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Nos.  1-252 


ACCOUNTING  OFFICE.    See  General  Accounting  Of-     Page 
flee. 

ACCOUNTS  BUREAU.    See  Treasury  Department. 

ADMINISTRATIVE  COMMITTEE  OF  THE  FEDERAL 
REGISTER: 
Functions  tran.sferred  to  General  Services  Adminis- 
tration by  Federal  Property  and  Administrative 
Services  Act;  administration  of.    See  main  head- 
ino  General  Services  Administration. 
Redesignatiott  of 3693 

ADVISORY  COMMITTEE  ON  MANAGEMENT  IM- 
PROVEMENT, establishment,  functions^.  and  mem- 
bership; Executive  order  respecting.  See  Presiden- 
tial documents. 

ADVISORY  COMMITTEE  ON  VOLUNTARY  FOREIGN 
AID.    See  State  Department. 

ADVISORY  COUNCIL  ON  INTERNATIONAL  MONE- 
TARY AND  FINANCIAL  PROBLEMS.  See  National 
Advisory  Council  on  International  Monetary  and 
Financial  Problems. 

AERIAL  FLIGHTS,  by  personnel  of  reserve  components 
of  armed  services;  Executive  order  respecting.  See 
Presidential  documents. 

AERONAUTICS.  NATIONAL  ADVISORY  COMMITTEE 
FOR.  Sec  National  Advisory  Committee  for  Aero- 
nautics. 

AFFAIRS  OF  FEDERAL  MANAGERS.  ADMINISTRA- 
TOR OP,  agency  of  Interstate  Commerce  Com- 
mission to  liquidate  affairs  of  OCBce  of  Defense 
Transportation;  Executive  order  respecting.  See 
Presidential  documents. 

AGRICULTURAL  CREDIT  CORPORATION.  RE- 
GIONAL, of  Washington,  D.  C;  transfer  of  func- 
tions, assets,  etc.,  to  Farmers  Home  Administration. 
See  Farmers  Homo  Administration. 

AGRICULTURE  DEPARTMENT: 

See  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
•  Commodity  Exchange  Authority. 
Entomology  and  Plant  Quarantine  Bureau. 
Farm  Credit  Administration. 
Farmers  Home  Administration. 
Federal  Crop  Insurance  Corporation. 
Forest  Service. 
■  Rural  Electrification  Administration. 
Soil  Conservation  Service.   ■ 
Administration: 
Administrative  regulations : /^~ 
Claims: 
For  losses  Incurred  by  contractors  performing 
contracts  with  the  Government  during  the 

war;  deletion-.i ^ 694 

Release   of   certain   claims   of  United   States' 
against  private  persons,  authority  of  OfBce 
of  Solicitor  respecting.    See  under  Organi- 
zation: Staff  and  Service  Offices. 
Surplus  property,  sales  and  transfers  of;  designa- 
tion of  Director,  Fiscal  Branch,  Production 
and  Marketing  Administration,  as  represen- 
t&tive  (succeeding  Controller),  to  de terming 
equitable  adjustment * 688 
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5220 


6387 


'3565 


AGRICULTURE  DEPARTMENT— Continued 

Administration — Continued 
Airspace  reservation  over  Superior  National  Forest 
(Minnesota),    regulation    of    air    navigation 
within  by  Secretary  of  Agriculture;  Executive 
order  respecting.    See  main  heeding  Presiden- 
tial documents. 
Assistant  Secretary;  responsibility  respecting  coor- 
dination and  supervision  of  policies  and  activi- 
ties of  Department  relating  to  farm  housing- 
Authority,  delegations  of: 
By^roduction  and  Marketing  Administrator  to 
various  officials: 
Commodity  Credit  Corporation;  designation  of 
Manager  and  certain  officials  to  perform 
functions  and  duties  of  Administrator,  to 
confirm  sales,  etc.,  pursuant  to  terms  of 
1949-50  wheat  and  wheat  flour  export  pro- 
gram  4891, 

Fruit  and  Vegetable  Branch,  Director;  author- 
ity   respecting    contracts    for    inspection 

service 

By  Secretary  to  various  agencies  and  officials: 
Agricultural  Economics  Bureau,  Chief;  authori- 
ties, powers,  functions,  and  duties  vested 
in  Secretary  by  Title  V  of  Housing  Act  of 
1949.  respecting  research  dealing  with  re- 
duction of  construction  costs  and  improve- 
ment of  farm  housing 5220 

Agricultural  Research  Administrator;  author- 
ity,   functions,    etc.,    relating    to    various 
matters : 
Farm  housing,  research  and  technical  studies 
dealing  with  reduction  of  construction 
costs  of ;  authority,  functions,  etc.,  vested 
In  Secretary  by  Title  V  of  Housing  Act 

of  1949 —     5220 

Research  and  Marketing  Act.  administration 
of;  authority  formerly  vested  in  Admin- 
istrator of  Act 5724 

Extension  Service,  Director;  authorities,  pow- 
ers, functions,  and  duties  vested  In  Secre- 
tary by  Title  V  of  Housing  Act  of  1949. 
respecting  furnishing  of  technical  services 
in  connection  with  repair  or  replacement 

of  farm  housing 6220 

Farmers  Home  Administrator ;  authority,  func- 
tions, etc.,  relating  to  various  matters: 
Farm  housing;  certain  authorities,  powers, 
functions,  and  duties  respecting,  vested 
in  Secretary  of  Agriculture  under  Title  V 

of  Housing  Act  of  1949 5220 

County  committees;  appointment,  etc-1 5320,  5766 
Flood,  storm,  or  other  natural  calamity  dam- 
age  loans,   for   projaerty   destroyed   or 

damaged  during  1949  and  1949 3418 

Forest  Service: 

Chief,  authority  respecting  certain  matters: 

Land  exchanges  and  adjustment  of  titles. - 

Land  utilization  projects  for  which  Forest 

Service  is  custodial  agency;  to  execute 

easements,  leases  and  licenses,  permits. 

contracts,    etc -._ 

Options  on  lands  or  interests  therein,  au- 
thority to  accept 6666 
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5724 


AGRICULTURE  DEPARTMENT— Continued  ^^^e 

Administration— Continued 
Authority,  delegations  of— Continued      ,     _  ,  , 
By  Secretary  to  various  agencies  and  ofQcials— 
Continued  >, 

Forest  Service — Continued 

Chief,  authority  respecting  certain  matters- 
Continued 
Withdrawal  of  lands  under  Chief's  jurisdic- 
tion   for-  administrative   sites,  public 
service  sites,  recreational  development 

and  use.  etc ""'^ 

Designation  as  agency  within  Department  to 
administer,  protect,  and  manage  certain 

lands  in  Oregon ,  4522 

Producti6n  and  Marketing  Administrator: 
.  authority  to  issue  notices  of  hearings  and 
'.designate  oflBcer  to  conduct  hearings  on 

sugar  wage  and  price  proceedings 688 

Research  and  Marketing  Act,  Administrator: 

See  also  Agricultural  Research  Administrator.  -^ 
'    Supersedure  of  authority  respecting  admin- 
istration of  act 

Civil  Service  Rules:  certain  positions  excepted  from 
competitive  service  (Schedule  A).     See  main 
heading  Civil  Service  Commission. 
Committees: 
Reciprocity  Information  Committee,  membership 
on:   Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Trade     Agreements     Committee.     Interdepart- 
mental.'membership  on;  Executive  order  re- 
specting.    See    main    heading    PresldentlaL. 
documents.  '      '       «     j 

Damage  or  destruction  of  farm  property  by  flood, 
storm,  or  other  natural  calamity: 
Authority  respecting  assistance  loans  to  farmers. 

See  Authority,  delegations  of,  above. 
Disaster  loans:    regulations  of  Farmers  Home- 
Administration  respecting.    See  main  head- 
infir  Farmers  Home 'Administration. 
Farm  housing ;  functions  and  authority  under  Title 
V.  Housing  Act  of  1949: 
Coordlnatlbn  and  general  supervision  of  policies 
and  activities  of  Department  respecting;  re- 
sponsibility of  Assistant  Secretary  of  Agricul- 
ture  

County  committees,  appointment,  etc.;  authority 

of  Farmers  Home  Administrator 5220.  5766 

'  Delegatlon^f  authority  by  Secretary  respecting.  5220 
Flood,  storr^or  other  natural  calamity;  loans  for. 
See  Damage  or  destruction  of  farm  property  by 
flood,  storm,  or  other  natural  calamity. 
Golden  nematode  disease  of  potataes;  cooperative 
program  for  suppression  of.  by  Department  and 
State  of  New  York,  pursuant  to  Golden  Nema- 
tode Act ;— ;■" 

Grain  storage  (farm-type)  bin.  voluntary  plan  for 
.  allocation  of  steel  products  to  further  program 
of  construction  of.  See  main  heading  Com- 
merce -Department. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of: 
Executive  order  respecting.  See  main  heading 
Presidential  documents. 

Lands:  ,  ^     ,    w 

Cherokee  National  Forest,  enlargement  of.  by 
inclusion  of  certain  lands  transferred  to  De- 
partment by  Tennessee  Valley  Authority: 
Executive  order  respecting.  See  main  head- 
ing Presidential  documents, 
various  States: 

California:  ,     ^      ,.»., 

Angeles  National  Forest,  certain  lands  within, 
opened  to  entry  undermining  laws  Upon 
setommendation  of  Secretary;  Executive 
order    respecting.      See    main    heading 
■    Presidential  'documents. 
Shasta  National  Forest:  designation  of  cer- 
tain lands  to  be  administered  as  part  of  __ 
California  and  Nevada:  designation  of  certain 
lands  to  he  administered  as  parts  of  specific 
national  forests: 

Eldorado  National  Forest — ^ 2646 

Tahoe  National  Forest 1     2646 

Tolyabe  National  Forest 2647 
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AGRICULTURE  DEPARTMENT— Continued 

Administration— Continued 
Lands — Continued 
In  various  States — Continued 

Oregon:  ^       •       ".    _.       x    ■ 

Delegation  of  authority  by  Secretary  to  Forest 
Service  respecting  certain  lands  In.    See 
Authority,  delegations  of. 
Designation  of  certain  lands  to  be  admlnls- 
■    N  tered  as  parts  of  specific  national  forests :  . 

Deschutes  National  Forest ^ 2071 

Sluslaw  National  Forest _     2071 

South  Dakota:  transfer  of  certain  lands  within  • 
former  Badlands  Recreational  Demonstra-         * 
tion  Area  from  Interior  Department,  for 

use.  administration,  disposition,  etc 5347 

Wisconsin.  Langlade  County:   designation  of 
certain  lands  to  be  administered  as  part  of 

Nicolet  National  Forest. 2647 

Land  utilization  projects,  under  Bankhead-Jones 
Farm  Tenant  Act: 
Authority  of  Forest  Service  respect4«g.    See 

Authority,  delegations,  above. 
Transfer  of  certain  lands  to  and  from  Depart- 
ment;   Executive   order   respecting.    See 
main  heading  Presidential  documents. 
Livestock,  feeding,  watering,  resting,  etc..  In  course 

of  Interstate  transportation  by  rail.;  policy 

National  forests,  lands  In.    See  Lands. 
National  Housing  Council;  representation  on.    See 
main  heading    Housing    and    Home    Finance 
Accncv.  ' 

Organization  and  functions  of  various  offices.    See 

Organization. 
Price  control  records;  preservation  of  records  re- 
specting commodities  or  services  exempted  or 
suspended  from  price  control,  order  of  Llqul- 
datlon  Division.  Commerce  Department,  re- 
specting. See  main  heading  Commerce  De- 
partment. ^^  ,  „,  . 
Regional  Agricultural  Credit  Corporation  of  Wash- 
ington D.  C,  transfer  of  assets,  functions,  per- 
sonnel, etc..  of;  by  Secretary  to  Farmers  Home 
Administration  (transfer  necessitated  by  Public 

Law  38.  81st  Congress) 2048 

Research  and  Marketing  Act:  ^     ,^      ,  khoa 

Administrator,  supersedure  of  authority  or awi 

Agricultural  Research  Administrator;  -authority 

to  administer  act — »'24 

Continuance  In  effect  of  regulations,  procedures. 

etc.,  Issued  by  former  Administrator 57Z4 

Contract  work;  change  in  references  respecting 

authority :.—"  • 

Storm  damage  loans.    See  Damage  or  destruction  or 
farm  property  by  flood,  storm,  or  other  natural 
calamity. 
Wheat  and  wheat  flour  export  program.  1949-50: 
Delegation  of  authority  by  Production  and  Mar- 
keting Administrator  respecting.     See  Au- 
thority, delegations  of.  above. 
Term  and  conditions  of.    See  Export  and  diver- 
sion programs,  below. 
Agricultural  adjustment: 
Commodity  marketing  quotas: 

Committees,  county  and  community,  of  Produc- 
tion and  Marketing  Administration;  regula- 
tions respecting  selection  and  functions 5916 

Commodities: 
Corn:  • 

1949-50:  proclamation: 

Acreage  allotment 123,  40j5 

Commercial  corn-producing  area  for  1949__    123. 

453 

National  quota 1 -  123,  453 

1950;  proposed  determination  of  com -pro- 
ducing area,  acreage  allotment  and  ap- 
portionment among  counties  and  farms.    5512 

Cotton;  1950: 
Proclamation: 

Acreage  allotment 5945.  6279 

Apportionment  of;  notice '  6793 

National  quota 5945.  6279 

Referendum  among  producers;  notice———    6296 
Regulations;  acreage  allotments,  and  market- 
ing quota 6793.  7441 


AGRICULTURE  DEPARTMENT— Con«nui»d  ^*^^ 

Agricultural  adjustment — Continued 
Commodity  marketing  quotas— Continued 
Commodities — Continued 

Peanuts:  -'  * 

1949  crop: 
Acreage  allotment,  apportionment  <rf;  re- 
vision     1513 

Regulations;  marketing,  penalties,  records 

and  reports 991,  3173.  3226,  5231.  7065 

1950  crop:  .       ^ 
Proclamation:    ,        ■                        ° 

Acreage  allotment . — 6857, 7217 

Apportionment  among  States _—     7il7 

fJattonal  quota — --  6857.  7217 

Regulations;  acreage  allotments  and  nor- 
mal yields . ^—    7611 

Rice.  1950;   proposed  proclamation  respecting 

"^  marketing  quotias,  national  acreage  allot- 

,  ment.  and  Apportionment  of  such  allotment 

among  States,  etc.,  notice 6809 

,     Tobacco : 
'  Burley: 

1949-50^           ^                      ■ 
Proclamation  respecting  apportionment 
*  of  national  quota  among  the  States.        55 
^   •                  '    RegiUations;  marketing,  penalties,  rec- 
ords and  reports 2015.2917 

*  1950-51: 

Proclamation;  national  quota*! — 6184.6713 

•    Apportionment  among  States 6184.6713 

Referendum  regarding  quotas  forithree-  . 
year   period   beginning   October    1, 

1950.  notice ^■_— 6725 

Regulation's;    acreage    allotments,    and 

normal  yields .*—  4521.  5037 

Proposed  reduction  of  acreage  allot-  •  ' 

ment  for  violation  of  regiilatlons 

for  a  prior  marketing  year ___    7708., 

Dark  air-cured: 
1948-50: 
Proclamation  of  results  of  referendum 
for  three  marketing  years  beginning 

October  1.  1949 55 

Regulations;  marketing,  penalties,  rer- 

,  ords  and  reports _'  2015.  5799 

1950-51: 

,]   >  Proclamation;  national  quota 6796,7245 

•   *  Regulations;  acreage  allotments 4521.5919 

.     •  ■   I  Proposed  reduction  of  acreage  allot- 

'   '  ment  tor  violation  of  regulations 

'   I  for  a  prior  marketing  year^ . 7708 

Fire-cured: 
1949-50: 
Proclamation  of  results  of  referendum  for 
three    marketing    years    beginning 

;,  October  1.1949 55 

Regulations;  marketing,  penalties,  rec- 
ords and  reports 2015.  5799' 

1950-51 : 

•  ■  Proclamation.':;  national  quota 6796.  7245 

Regulations;  acreage  allotments 4521.  5919 

Proposed  reduction  of  acreage  allot- 
ment for  violation  of  regulations 

for  a  prior  marketing  year ^_i_.    770fr 

Kue-curcd:  •     ^        ■ 

1949-50.  regulations;  marketing,  penalties, 

records  and  reports. ;_  2015,2977 

1950-51: 

Proclamations;  national  quota 3052,3737 

Apportionment  among  States 7361,  7703 

Referendum  regarding  quotas  for  three- 
year  period  beginning  July  1. 1950 3757. 

Regulations;    acreage    allotments,    and 

normal  yields |..__-_^452IV5037 

Proposed  reduction  of  acreage  allot- 
ment for  violation  of  regulations 

for  a  prior  marketing  year 7708 

Virginia  sun-cured;  1960^51: 

Proclamation;  national  quota.., * 7243 

Apportlqjiment . 7243 

Referendum  regarding  quotas  for  three - 
•  year  period  beginning. Octdber  1.  1950, 

■        notice. — .^- 7253 
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AGRICULTURE  DEPARTMENT — Continued 

Agricultural  adjustment — Continued 
Commodity  marketing  quotas — Continued 
Commodities — Continued 
Tobacco^— Continued 
Virginia  sun-cured;  1950-51— Continued 
Regulations;  acreage  allotments,  and  nor- 
mal yields .6796.  7327 

Wheat;  1950-51: 
Ptoclamation: 

Acreage  allotment  for  1950  crop 2203,  3978 

Apportionment  among  States 2203.4636 

•  NatiOtial  quota 3471.  3978 

Regulations;  acreage  allotments 4940 

Old  firm  acreage  allotment 5922 

Marketing  (uota  review  regulations: 

Hearing,  ifeopening 5186 

Records ;  fonns,  custody,  and  inspection  of 5186 

', .  Review  committee;  period  of  designation 5185 

Referenda,  holding  of;  State  committee's  record 

of  referenda  result-- 4839 

Conservation  programs: 
National  Agricultural  Conservation  Programs: 
1949  program: 
Conservation  practices  arid  maximum  rates 
of  assistance;  prior  approval  of  county 

committee 4481 

Distribution  and  control  of  funds ;  allocation 
of  funds  among  various  States  and  terri- 
tories      4479 

Payments: 

'.Application  for;  persons  eligible  to  file 4481 

General  provisions  relating  to;   breaking 

out  permanent  vegetative  cover 4481 

196a  program 4627 

Cbnservatlon  practices  and  maxlmiun  rates  of 
"  ^      assistance;    practices    to    restore    and 

maintain  range  and  permanent  pasture  -  -     7609 
Distribution  and  control  of  funds;  allocation 
;                      of  funds  among  various  States  and  terri- 
tories  - , 5520 

^,        Payments;  general  provisions  relating  to  ex- 
cess cotton  acreage 7611 

<    Naval  Stores  Conservation  Programs: 

1949  program;  conservation  practices  and  rates 
'  '.  of  payment  (cupping  trees  11  Inches  or  over 

d.  b.  h..  4f  per  face) 681.  3885 

'   •    1950  program.. 6511 

Puerto  Rico  Agricultural  Conservation  Program. 

.'  •  1B50 .-^ 7870 

Agricultural  Adjustment  Act,  claims  for  refimd  of 
•  taxes  paid  under;  excliWion  of  administrative  pro- 
visions respecting  from  Code  of  Federal  Regula- 
••-■     tions,  1049  Edition.    See  main  heading  Internal 
>  Revenue;  Bureau.  ^ 

Agricultural  Economics  Bureau,  Chief;  authority  dele- 
gated by  Secretary  to,  respecting  farm  housing. 
See  Administration. 
AgricultuTjn,  Research  Adr^Unlstrator;  authority  dele- 
gated bi^  Secretary  to,  respecting  farm  housing. 
See  AdminLstrmtion. 
Commodities  and  supplies,  regulations,  etc.: 
Alfalfa: 
Hay;  standards.    See  Hay* and  straw. 
Se^ds.    See  Seeds:' 
^monds.    See  Nuts.  f 

Babassu  nuts  and  kernels,  and  oil;  Imports  of.    See 

Food. 
Beans.    See  Faults,  berries,  and  vegetables. 
Beef.    See  Meats.  .* 

•  Butter,  samphng,  grading,  etc. ;  applications,  fees. 

etc 1411,  3432.  3433.  4627 

Cabbage.    See  Fruits,  berries,  and  vegetables. 
Canned  and  processed  foods: 
Export  programs.    See  Export  and  diversion  pro- 
grams, below. 
Fruits,  berries,  and  vegetables.    See  Fruits,  ber- 
ries, and  vegetables. 
Warehouses.    See  Warehouses. 
Carrots.    See  Fruits,  berries,  and  vegetables. 
Cauliflower.    See  Fruits,  berries,  and  vegetables. 
Celery,    See  Fruits,  berries,  and  vegetables. 
Cheese,  sampling,  grading,  etc.;  applications,  fees, 

etc 1411.  3432,  3433.  4627 

Cherries.    See  Fruits,  berries,  and  vegetables. 
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AGRICULTURE   DEPARTMENT— Continued  ^^"^ 

Commodities  and  supplies,  regulations,  etc.— Con. 
Christmas  trees  and  greens;  grading,  certification, 

and   standards 2H 

Citrus  fruits.    See  Fruits,  berries,  and  vegetables. 
Coconut  oil,  imports  of.    See  Pood. 
Copra,  imports  of.    See  Pood. 

Corn:  -        ,     ^,      '       .   ' 

Marketing  quotas.    See  Agricultural  adjustment. 
Standards.    See  Grain. 
Cotton : 
Classification  under  United  States  Cotton  Putures 
Act: 
Cotton  and  fiber  spinning  tests;  prescribed  fees.  5050, 

5218,  5621 
•  Spot  market,  designation  of;  Lubbock,  Tex.  2858,  3611 
Export  program.    See  Export  and  diversion  pro- 
grams, below. 
Insulation  program;  fiscal  year  1950.    See  Export 

and  diversion  programs,  below. 
Marketing  quota.    See  Agricultural  adjustment, 
above. 
Cottonseed;  warehouses.    See  Warehouses. 
Cream.    See  Milk,  cream,  and  byproducts.  ' 

E)airy  products: 
Butter.    See  Butter. 
Cheese.    See  Cheese. 

Milk,  cream,  and  byproducts.    See  Milk,  cream, 
and  byproducts. 
Dates.    See  Fruits,  berries,  and  vegetables. 
Dried  fruits.    See  Fruits,  berries,  and  vegetables.    • 
Drugs ;  economic  jxjisons.     See  Insecticides,  etc. 
Economic  poisons.    See  Insecticides,  etc. 
Eggs  and  egg  products: 

Sampling,  grading,  etc.;  applications,  fees,  etc 1411, 

3432.3433.4627 

Standards  and  grades:  ~f 

Specifications  and  weight  classes: 
Corisimier  grades  for  shell  eggs;  redeslgna- 

tions 465,  466 

Wholesale  grades  for  shell  eggs 382,  3795. 

Standards  for  quality  of  individual  shell  eggs; 

redesignations 465,466 

,  Export  and  diversion  programs.     See  Export  and 
diversion  programs,  below. 
Pats  and  oils,  import  control.    See  Food. 
Figs.    See  Fruits,  berries,  and  vegetables. 
Filberts.     See  Nuts. 
Flaxseed  screenings,  seal  pings,  etc.;  imports  of.    See 

Food. 
Flour,  wheat.    See  Wheat,  and  wheat  flour. 
Flowers,    and    bulbs;    grading,    certification,    and 

standards 211 

Food: 
See  also  specific  commodities. 
Imports,  restrictions  on : 

Continuation  of  import  controls  on  fats,  oils. 

rice  and  rice  products 3701 

Issuance  of  import  authorizations  for  various 
*  oil-containing  products  and  related  items; 

statements  of  policy,  redesignations: 

Babassu  kernels  or  oil  from  Brazil 694 

Copra  or  coconut  oil  from  Philippines  or 

Netherlands  Indies 694 

List  of  foods :  / 
Addition ;  fi^xseed  screenings.«calpings,  chaff 

or  scourings -* 1315 

Deletions : 

Babassu  nuts  and  kernels,  and  oil 1733 

Coconut  oil __— 1733 

Copra 1733 

Palm  nut  kernels,  and  oil 1733 

Rapeseed  oil 1733 

Redesignations 293.694,3701 

Fresh  fruits,  berries,  and  vegetables.     See  Fruits.     , 

berries,  and  vegetables. 
Frozen  fruits,  berries,  and  vegetables.    See  Fruits, 

berries,  and  vegetables. 
Fruits,  berries,  and  vegetables: 
Diversion   for   export,   manufacture   of   certain 
products,  etc.    See  Export  and  diversion  pro- 
grams, below. 
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AGRICULTURE  DEPARTMENT— Continued 

Commodities  and  supplies,  regulations,  etc.— Con. 
Fruits,  berries,  and  vegetables — Continued 

Grading,  inspection,  etc.,  of  fruits,  berries,  and 
vegetables: 
Presh  fruity  and  vegetables;  Inspection,  certifi- 
cation, and  standards: 
Regulations;  application,  fees,  etc.,  revised™      211 

Standards: 
Cabbage 563 

Carrots;  consumer  standards 5906,  6785 

Celery  stalks,  consumer  standards 295,  852 

Grapefruit 5937,  6828 

Grapefruit  (California  and  Arizona)  __  6153.  7369 
Oranges: 
California  and  Arizona  oranges.  6181, 6661, 7149 
Common   or    sweet   orange    (Mandarin 

Group)  _— — 5940.  6645,  6831 

Pears,  Winter 7415.  7479  ■ 

Peas — . 564 

Potatoes— 988,  1955,  2161 

Spinach  le?ives,  consumer  standards 2621 

Tomatoes —  5816.  6711     , 

Processed  fruits,  berries,  and  vegetables;  inspec- 
tion, certification,  and  standards: 
Regulations:  • 

Definitions:  terms  defined.  "Act" 7306 

Fees  and  charges;  schedule  of  fees 7306 

Inspection  service;  how  to  make  applica- 
tion      7306 

Plants  operating  under  continuous  inspec- 
tion on  a  contract  basis,  requirements 

'    for——.:— —  2802,  3575 

Standards : 

Carrots,  carmed 798.  4662 

,        Cherries,  red  sour  (tart)  pitted:   • 

Canned— *- 2068.  3389 

Frozen _. 2613.3297 

Citrus  juices:  * 

Carmed: 

_  GrapefruiJ  juice ^-. 3485 

"        >  Grapefruit    juice    and    orange    juice. 

blended „_— ' 3486 

Orange  juice...^ ,___ ^     3488 

Tangerine  juice-___L 3490 

Frozen,  concentrated  oramge  juice —  920,  3429 

Dates --^. 6395  • 

Figs,  dried Cl- : 1795,4739 

Pineapple,  canned —    7846 

Pineapple  juice,  canned 6567 

Preserves,  fruit  (or  jams) 619,  1269 

Strawberries,  frozen 1507 

Handling  of  various  fruits  and  vegetables: 
Cabbage,  grown  in  certain  counties  In  Colorado: 
Marketing  agreement  and  order;   proposed 

amendments 483,  2869,  3184,  3748. 

Referendum  among  producers;  direction  con- 
cerning  - 3753.  5434 

Cauliflower,  grown  in  certain  counties  in  Col- 
orado: ' 
Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  fiscal  year__  3683,  4686 
Marketing  agreement  and  order;   proposed 

amendments 483,  2869,  3^184,  3748 

Referendum  among  producers;  direction  con- 
cerning   3753,  5434 

Shipments,  regulations  of;   by  grades  and 

sizes - _-^._„_  -4516.  5214 

Citrus  fruits,  grown  in  various  States: 
Arizona: 
Grapefruit : 
Budget  of  expenses  and  fixing  of  rate  of 
«  assessment  for: 

1948-49  fiscal  period;  amendment 1821 

1949-50  fiscal  period 6484,  7031 

Limitation  of  shipments 222, 

504,  794,  1009,  1119,  6397,  7153.  7876 
Marketing  agreement  arid  order;  amend- 
ments   2025,  2093,  6803 

Referendum  among  producers;  direction 

concerning 2027 
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AGRICULTURE  DEPARTMENT— Continued  ^^ 

,  Commodities  and  supplies,  regulations,  etc. — Con. 
Fruits,  berries,  and  ves^tables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Citrui  fruits,  grown  In  various  States — Con. 
Arizona — Continued 
Lemons: 

Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  fiscal  period.    7164, 

7617 
Committee    regulations;    interpretation 

of  overshipment  tolerances 1002 

LimltatlcMi  of  shipments 748,  882, 

1003.  1101,  1155.  1243,  1380.  1513,  1705.  1843. 
2010.  2133.  2373.  2521,  2573,  2657, 2687, 2829 
Marketing  agreement  and  order;  amend- 
ments  1617,  2358,  3612 

Oranges : 

Budget  of  expenses  and  fixing  of  rate  of 
asses.sment  for: 

1948-49  fiscal  period;  amendment 1409 

1949-50  fi.scal  period 6719,  7197 

Committee  regulations 5781,  5881,  6588 

Limitation  of  shipments 107, 

223.  292,  408.  504.  637,  749,  883,  1003,  1121, 
1244.1381.1514,1706,1845,2134,2374,2947. 
3180  3303,3459,3659,3798,3885,3979,4616. 
4781,4869,5003,5215,5342,5486,5559,5708. 
5827, 5988,  6128.  6281.  6459.  6591.  6715.  6805, 
7005,  7154,  7267,  7419.  7559,  7703.  7877. 
Marketing  agreement  and  order;  amend- 
ments   297,  547,  3614 

Referendum  among  producers;  direction 

concerning 297 

California : 

Grapefruit       (Imperial      and      Riverside 
Counties) : 
Budget  of  expenses  and  fixing  of  rate  of 
asses.sment  for: 

1948-49  fiscal  period;  amendment 1821 

1949-50  fiscal  period —  6484.  7031 

Limitation  of  shipments 222. 

504, 794,  1009.  1119,  6397,  7153.  7876 
,  Marketing  agreement  and  OTder;  amend - 

mentsl---- 2025,  2093,  6803 

'                  Referendum    among    iwoducers;    direc- 
tion concerning 2027 

Lemons:  -    . 

►,  Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  fiscal  period-    7164. 
'■  ■  7617. 

'  Committee"  regulations ;  Interpretation  of 

overshipment  tolerances — _" 1002 

Limitation  of  shipments 748.  882, 

,  1003, 1101, 1155. 1243, 1380,  1513,  1705.  1843. 

'  2010.  2133.  2373.  2521,  2573,  26i57,-2687,  2829 

Marketing  agreement  and  order ;  amendr 

ments ..^^ 1617.  2358,  3612 

Oranges: 
Budget  of  expenses  ahd  fixing  of  rate  of 
assessment  for:      •        ' 
1948-49  fiscal  period;  amendment—-     1409 

1949-50  fiscal  period _l_  6719.  719t 

Committee  regulations 5781,  5881,  6588 

Limitation  of   shipments ,.— ^^_      107, 

223,  292.  408,  504.  637.  749,  883,  1003.  1121. 
1244. 1381,  1514.  1706.  1845,  2134,  2374,  2947. 
3180. 3303.  3459. 3659, 3798.  3885, 3979,  4616, 
4781.  4869.  5003.  5215.  5342.  54*6.  5559,  5708-. 
5827.5988.6128.6281.6459,6591.6715,6505. 
7005,  7154,  7276.  7419,  7569,  7703,  7877.  .  . 
Marketing  agreement  and  order;  amend-  • 

ments 297,  5-47.  3614 

Referendum  among  producers;  direction 

concerning 297 

Florida;  oranges,  grapefruit  and  tangerines 
grown  in: 
Budget  of  expenses  and  fixing  of  rate  of 

assessments  for  1949-50  fiscal  period--    5781. 

6280 
Limitation  of  shipments: 

Grapefruit -  222,  291. 

503.  879.  2009,  2372.  2683,  2945,  3178,  5218. 
5557.  5987,  6280,  6585,  6801.  7152.  7557. 7875 


AGRICULTURE  DEPARTMENT — Continued  ***«« 

Commodities  and  supplies,  regulations,  etc. — Coa. 
Fruits,  berries,  and  vegetables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Citrus  fruits,  grown  in  various  States — Con. 
Florida;  oranges,  grapefruit  and  tangerines 
grown  in— Continue«l 
Limitation  of  shipments — Continued 

Oranges 221,  291,  407.  501,  637,  881, 

1380,  1704.  2010,  2372.  2683,  2945.  3178,  5219. 
5559,  5987,  6280,  6587,  6802.  7152.  7558.  7875 

Tangerines _-  222,  291. 

407,  503.  882,  6587,  6803.  7153.  7559,  7876 
Grapes,  grown  in  California:  • 

Emperor  grapes :  ^ 

Marketing  agreement  and  order;  decision 

respecting  proposed  amendments..  342.  383 

Referendum  among  producers ■__  349,  1385 

Tokay  grapes: 

Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  season- -_.  3889,  4857  - 
Committee  regulations;  desi^ation  of  ad- 
ditional railroad  assembly  point- ,     5963 

Limitations  of  shipments — _ 5186,- 

5341.  5472,  5535.  5645,  5736,  5804,  5827 
Marketing  agreement  and  order;  amend- 
ments        440 

Peaches: 
Elberta  peaches,  grown  in  California: 
Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  season 2919,  3611 

Committee  regulations;  amendments 3415, 

4515.  4748 
Proposed  changes  in  representation  on  .        , 
Elberta  Peach  Commodity  Commit- 
tee, notice 7273 

Marketing  agreement  and  order;  amend- 
ments  697,  840,  1293,  1396,  2684 

Referendum   among   producers;    direction 

concerning 203,  1300 

Shipments,  regulation  of;  by  grades  and 

sizes 3179,  3811 

Grown  in  Colorado   (Mesa  County) : 
.Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1949-50  fiscal  period:.     5317 

Committee  regulations 3920, 4855 

Shipments,  regulation  of;  by  grades  and 

sizes 5042 

Termination • 5623 

Grown  in  Georgia: 

Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1949-50  fLscal  period..  2920,  3613 
Committee  regulations;  change  in  repre- 
sentation   by    districts    on    Industry 

Committee —  408,  504 

Referendum  among  producers *__  419,  1260 

Pears: 
Bartlett  pears,  grown  in  California: 

Budgei^f  expenses  and  fixing  of  rate  of 

asse^ment  for  1949-50  season-—.  2919,  3611 

Committee  regulations;  amendment 3415, 

4515,  4748 
.Marketing  agreement  and  order;  amend-     •> 

ments-.,. ^_._.  697,  840,  1293,  1396,  2684 

.   Referendum  among   producers;    direction 

concerning--.— 203,1300 

•  Shipments,  regulation  of;  by  grades  and 

sizes 8658 

\    *  Beurre  D'Anjou,  Beurre  Bosc.  Winter  Nells, 

etc..  varieties  grown  in  Oregon.  Wash- 
Irtgton,  and  California: 
Budget  of  expenses  and  fixing  of  rate  of 
■      '     assessment  for  1949-50  fiscal  period.-    4859, 

6329 
Shipments,  regulation  of;  by  gr,ades  and 

'    ,;  sizes 5238.  6145 

*     ',        Peas,  grown  in  certain  counties  in  Colorado: 
Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1949-50  fiscal  year 3683,  4636 

Marketing   agreement  and  crder,   proposed 

amendments 483.  2869,  3184,  3748 

Referendum     among    producers;     direction 

concerning -..  3753,  5434 

Shipments,  regulation  of;  by  grades  and  sizes.    3797 
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AGRICULTURE   DEPARTMENT— Continued  ^i^ 

Commodities  and  supplies,  regulations,  etc. — Con. 
Fruits,  berries,  and  vegetables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Plums,  grown  in  California: 

Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1949-50  season 2919.  3611 

Committee  regulations;  amendment 3415. 

4515,  4748 
Marketing    agreement    and    order;    amend- 
ments  697,  840.  1293.  1396.  2684 

Referendum  among  producers;  direction  con- 
cerning  203,  1300 

Shipments,  regulation  of: 
By  grades  and  sizes: 

Ace  plums 3771 

Beauty  plums 2743 

Becky  Smith  plums 3741 

Burbank  plums 3611.  3830 

Climax  plums '  2745 

Diamond  plums___ 3738 

Duarte  plums 3658 

Late  ETuarte  plums 4613 

Eldorado  plums 3300 

Formosa  plums 2744 

Gavlota  plums 3302,  3829 

Giant  plums __—     4614 

Grand  Duke  plums 4615 

Kelsey  pluin^ 3770.  4613 

Miscellaneous  varieties  of  plums  (Ama- 
dor, Apex,  Earliana,  etc,) _—     3303 

President  plums 4615 

Santa  Rosa  plums 2744.  3260.  3491 

Late  Santa  Rosa 3739,  3831 

Sharkey  plums 3769,  4611 

Sugar  plumscT 3740 

Tragedy  plums 3260 

Late  Tragedy  plums 3741.  3832 

Wickson  plums 3301 

Through  certain  California  regions;  revo- 
cation      1483 

Potatoes.  Irish;  grown  in  various  States  and 
production  areas: 
California: 

Modoc  and  Siskiyou  Counties: 
Budget  of  expenses  and  fixing  of  rate  of 

^  assessment  for  1950  fiscal  periodySsYl.  6685 

^     '      Marketing  agreement  and  order;  ametjd-     \ 

ment 1255.  5317.  5«09.  6619 

Referendum  among  producers;  difection\ 

concerning 5814 

Production  area  (except  Modoc  and  Siski- 
you Counties) : 
Marketing  agreement  and  order  proposed.    597. 

2108. 2179, 3239.  7851 

Referendum  among  producers 3243,  5434 

Colorado: 
Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1949-50  fiscal  period: 

Area  No.  1  and  Area  No.  3,  proposed 5202 

Area  No.  2 5809.  6805 

Committee  regulations;  exemption  certifi- 
cates     4747 

Limitation  of  shipments 3979 

Area  No.  1  and  Area  No.  3 4841 

Area  No.  2 i 5777.  6112 

Delaware;  notice  of  hearing  respecting  pro- 
posed marketing  agreement  and  order__     7527 
Idaho  (certain  designated  counties^ in) : 
Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1950  fiscal  period 4620.  5253 

Limitation  of  shipments 3978.  5588 

Marketing  agreement  and  order;  proposed 

amendments 4882.  7065.  7390 

Referendum   among   producers;    direction 

concerning 7394.  7531 

Maine: 

Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1950  fiscal  year 5907, 6768 

Committee  regulations;  exemption  certifi- 
cates, and  certificates  of  privilege..  186,  1246 

y  Iilmitation  of  shipments 5778 

Prom  District  No.  4 ;  suspension  of  inspec- 
tion of  minimum  quantities 6245 


AGRICULTURE  DEPARTMENT— Continued  ^''i* 
Commodities  and  supplies,  regulations,  etc. — Con. 
Fruits,  berries,  and  vegetables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Potatoes,  Irish;  grown  in  various  States  and 
production  areas — Continued 
Maryland  (certain  designated  counties) ;  no- 
tice of  hearing  resp>ecting  proposed  mar- 
keting agreement  and  order 7527 

Michigan,  Wisconsin,  Minnesota  and  North 
Dakota: 
Budget  of  expenses  and  fixirig  of  rate  of 

assessment  for  1950  fiscal  period..  6294,  6991 
General  cull  regulations;  modification  of, 
for  shipments  of  Irish  Cobbler  variety 

from  Wisconsin 5485,  6787 

Limitation  of  shipments 6557 

New  Jersey;  notice  of  hearing  on  proposed 

marketing  agreement  and  order 6085 

Oregon: 

Crook.  Deschutes.  Jefferson.  Klamath  and 

Lake  Counties: 

Budget  of  expends  and  fixing  of  rate  of 

assessment    for    1950    fiscal    period 

(Crook.    Deschutes    and    Klamath 

counties) 5571.  6685 

Marketing   agreement  and  oriier.   pro- 

^  posed  amendments.-  1255.'5317,  5809.  6619 

Referendum  among  producers;  direction 

concerning 5814 

Malheur  County: 
Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1950  fiscal  period.  4620.  5253 

Limitation  of  shipments 3978.  5588 

Marketing  agreement  and  order;   pro- 
posed amendments 4882.  7065,  7390 

Referendum  among  producers;  direction 

concerning 7394,  7531 

"  South  Dakota  c Eastern)  production  area: 
Budget  of  expenses  and  fixing  of  rate  of 
assessment  for: 

194S-49  fiscal  period 1004 

1950  fiscal  period 5609.6282 

Limitation   of   shipments 5422 

Southeastern  States  production  area: 
Budget  of  expenses  and  fixing  of  rate  of 

assessment  for  1948-49  fiscal  period.  342, 1079 

Limitation  of  shipments 2229,  4549 

Special  shipments,  safeguard  for 3449 

Washington : 
Budget  of  expenses  and  fixing  of  rate  of 
assessment   for   fiscal   period   ending 

May  31,  1950 6858,  7307 

Committee  regulations;  exemption  certifi- 
•  cates  and  certificates  of  privilege,  pro- 
posed rule  making 7397 

Limitation  of  shipments 6112,  6558 

Marketing  agreement  and  order 1131, 

3890,  4951.  5860 
Referendum  among  producers;   direction 

concerning 4956 

Prunes : 
Dried  prunes,  produced  in  California: 

Administrative  rules  and  procedures 6625 

Budget  of  expenses  and  fixing  of  rate  of 
assessment  for  crop  year  ending  July 

31,    1950 7856 

Marketing  agreement  and  order 862, 

922, 3622, 3802, 4684.  5254 
Referendum  among  producers;   direction 

concerning 4694 

Salable  percentage,  and  surplus  percentage 

for  1949-50  crop  year 5688 

Fresh  prunes,  grown  in  various  States: 
Oregon  (Umatilla  County) ;  administrative 

rules 3822,  5042 

Washington  (Walla  Walla  and  Columbia 

Counties) ;  administrative  rules...  3822.  5042 
Raisins  produced  from  raisin  variety  grapes, 
grown  in  California : 
Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  1949-50  crop  year 7618 

Free,  reserve,  and  surplus  percentages  for 

1949-50  crop  year 6247 

Marketing  agreement  and  order 3083. 

3184,  3858.  4577,  5136 
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AGRICULTURE  DEPARTMENT— Continued  r»s« 

Commodities  and  supplies,  regulations,  etc. — Con. 
Fruits,  berries,  and  vegetables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Raisins  produced  from  raisin  variety  grapes, 
grown  In  California — Continued 
_  Minimum   grade   requirements   for   natural 

condition  raisins 6625 

Payments,  schedule  of;  to  handlers  for  receiv- 
ing, storing  and  handling  reserve  and 
•                   surplus  tonnage  raisins;   proposed  ap- 
proval of 7648 

Referendum  among  producers ;  direction  con- 
cerning     8868 

Warehouses  for.     See  Warehouses. 
Fungicides.    See  Insecticides,  etc. 
Grains: 
See  also  specific  grains. 

Standards.  ofBcial;  grade  requirements,  factors, 
etc.: 
RegxUations ;  Department  charges  and  fees.  2416.  3226 
Various  grains: 

Com ^ 697,  1243 

Oats 897,  1243 

Soybeans 2008 

Wheat , 687,1243 

Support   prices   for   various   grains.     See   main ' 
heading  Commodity  CTredit  Corporation. 
Grapefruit.    See  Fruits,  berries,  and  vegetables. 
Grapes.    See  Fruits,  berries,  and  vegetables. 
Grass  seed.    See  Seeds. 

Hay  and  straw,  standards  for;  revision 1040, 1872  3433 

Hogs.    See  Livestock. 

Hops,  grown  in  Oregon.  California,  Washington  and 
Idaho,  and  of  hop  products  produced  therefrom 
■  in  these  States,  handling  of: 
Administrative  rules;   salable  quantity  of   1949 

crop 5059.5520 

Budget  of  expenses  for  period  July  2,  1949,  to  July 

31.  1950;  change  in  rate  of  assessment.. _  5158.  5828 
Marketing  agreement  and  order: 
Exclusion  from  Code  of  Federal  Regulations, 

1949  Edition  (Order  63) 519 

New  order 1521,  1618.  2920,  3660 

Referendum  anjong  producers;  direction  concern- 

Ing . ^ — ___     2930 

Salable  quantity  of  1949-50  crop;  Increase  in  per- 
centage for  computation  of 6386  6G87 

Imports : 
Pood.    See  Pood. 

Seeds;  joint  rules  of  Secretary  of  Agriculture  and 
Secretary  of  Treasury  respecting.    See  Seeds. 
Insecticides,  etc.   (economic  poisons);  regulations 
for  enforcement  of  Federal  Insecticide.  Fungi- 
cide and  Rodenticide  Act,  1947: 

Appendix;  interpretations,  redesignation 465 

General  provisions: 
Exemption ;  sodium  fluoride  for  use  in  manufac- 
turing and  processing  of  rubber,  glue,  etc._       157 
Shipments  for  experimental  use : 
Economic  poisons  for  experimental  use,  also 
subject  to  new  drug  requirements  of  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act;  gen- 
eral permit  for 737.  2057 

Permits,  cancellation  of;  redesignation...  737,  2057 
Interpretations  respecting  labeling,  directions  for 
lise,  etc. : 
Economic  poisons,  labels  of;  warning,  caution 
and  antidote  statements  required  to  ai^iear 

on 6985 

Insecticides  containing  DDT;  labeling  of: 
Clothes  moths  and  carpet  beetles,  directions 

for  use  against ' 3883 

Insects  infecting  livestock,  directions  for  use 

against 3383 

Lemons.    See  Fruits,  berries,  and  vegetables. 
Livestock : 
Feeding,  watering,  re.^tlng.  etc..  in  course  of  inter- 
state transportation  by  rail;  policy 5909 

Hogs;  support  prices.     See  main  heading  Com- 
modity Credit  Corporation. 
Insecticides  for  treatment  of.    See  Insecticides 

etc. 
In.<:pection: 
At  various  stockyards.    See  Packers  and  Stock- 
yards Division,  below. 


AGRICULTURE  DEPARTMENT— Continued  F»e« 

Commodities  and  supplies,  regulations,  etc.— Cdft. 
Livestock — Continued  '     * 
Inspection — Continued                                       - 
Regulations  of  Animal  Industry  Bureau.    See 
main  heading  Animal  Industry  Biu-eau.  ''  • 
Meats: 
Grading,  certification,  etc..  of-  meats,  prepared 
meats  and  products: 
Regulations:                                    "■ 
Administration;   in.structions   regardiniR— in-  - 
spectlon  requirements  concerning  prod- 
ucts to  be  graded 391'9,  5133 

Charges  for  grading  services: 

Fees  and  other 4521,  5135 

Fees  for  grading  service 405,  6915,  6457 

Definitions;  terms  defined,  "products".,  2951,  3736 
Standards;    carcass   beef    (steer,   heifer,    and 

cow) _ ^_ 3858,  5519 

Commercial  grade;  proposed  rule  making..    4a84. 

5723,  6530 
Inspection  regulations.    See  main  heading  Ani- 
mal Industry  Bureau.             v'  ■ 
Milk,  cream,  and  byproducts: 
Handling  in  various  marketing  and  sales  areas; 
amendments  to  marketing  agreements  and 
orders,  etc.: 
District  of  Columbia;  Washington  metropoli- 
tan area 6810.  7164,  7430 

Illinois: 

Chicago 296,  444,  579.  791.  1503,  2951.  6663 

Suburban 444.  579,  791,  6663 

Quad  Cities 444.  579.  791.  1194,  1384,  2147,  2252 

Rockford-Freeport 1356,  1848,  3999,  4782 

Indiana: 

Port  Wayne 444,  579  701 

South  Bend-La  Porte 444,  579,  791 

Iowa :  '      \ 

Qinton 444,  579,  791.  1012.  1198,  1715.  19U 

Council  Bluffs-Omaha 444 

579,  738,  791.  2145,  2804,  3231 

Dubuque 444.  579,  791,  1679,  2697,  3226 

Quad  Cities 444.  579.  791.  1194,  1384.  2147,  2252 

Sioux  City 89,  444,  579,  791 

Kansas;  Wichita 444,  51^9  791 

Kentucky:  '    . 

Ashland  (Tri-State) _      \186 

444.  488,  579,  791.  1215.  2031,  2784,  6559,  7057 

Louisville ^__     __       444 

579. 791.  1196,  1634.  4556.  5154,  5158.  5385. 

Paducah . 3559,  6046,  6530.  6594" 

Louisiana;  New  Orleans __  444   579 

704.  791,  1253.  1483.  3754.  5385.  5565.  5838, -596' 
Massachusetts:  ^  '  .' 

Boston  (Greater) .,-:^  15 7, 184.  444  579 

591.  791,  1129.  1709,  2087/2129,  4521,  4746   b86i 

Pall  River C._.  417,  444,  579,  79i; 

859,  1129,  1269,  1484.  1713.  2092.  2132.  4521.  4747 

Lowell -Lawrence 415.  444.  579,  791,  900.  ll"2d' 

1286.  1478. 1712.  1848.  2090.  2131. 2249, 4521,  4746 

Springfield ,  -  34^0 

5999,  6386,  6559,  7085.  7185,  7?lr7,  7398,  7879 

Worcester ^..l..  _       3816' 

6011,  6386,  6559,  7065,  7224.  VoC,  4881 
Minnesota:  ^^\    • 

Duluth-Superior 444,  579,  791,  1384.  1985.  213^ 

Minneapolis-St.  Paul 444, 579.  791 

Missouri:  *     ^ 

Kansas  City  (Greater) :.__.___*.  444   579,  'Zgi 

St.  Louis 444,  579.  791,  2858,  4672,  4775 

Nebraska;  Omaha-Council  B]nSsi _.r'  _        444 

579,  738.  791.  214!$,  i804,  3231 

New  York;  New  York  metropolitan  area     ...  _        95 

444,  519,  579.  791.  829.   117eC   1466,   1476    1713* 

2804.   2848.   2850.   2902.*  3443.   4514.   4515.   4522' 

4746.  5346.   6266.   6661.  J7590.   7622, -77^, '7940 

Ohio:  .    >' 

Akron ^^ _.v___     6523 

Cincinnati 444  437 

579,  791.  1327.  2028.  2783.  2952.  5622;  5571.' 5707 
Cleveland..  444.  579.  791,  1130,  1486,  5052,  5844,  6592 

Columbus 444.  579,  791,  i801.  5597,  7077,  7^21 

Dayton -Springfield 185,  444, 

579.  791,  1330,  2029,  2045,  2135,  2806,  3444,'  4857 
Lima _ 679,  2ai5,  3244,  3515 
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AGRICIRTURE  DEPARTMENT— Continued  ^^e 

Commodities  and  supplies,  regulations,  etc.— Con. 
Milk,  cream,  and  byproducts — Continued 
Handling  in  various  marketing  and  sales  areas: 
.     amendments  to  marketing  agreements  and 
orders,  etc.— Continued 

Ohio— Continued  ^      rr,  .  r.^  ,.  ^      ion 

Marietta.  Ironton,  Gallipolis,  etc.  (Trl-State)..  188 

444  488,  579.  791.  1215.  2031.  2784,  6559,  7057 

Toledo—-"- 444.  579,  791,  6530 

Oklahoma: 

Oklahoma  City ofOO 

Tulsa 7160- 

Pehnsylvania:  Philadelphia.  444,  579.  791.  1011.  1442. 
1825, 1843. 2952, 3613.  5571. 5964,  6605.  6995,  7196 
Tennessee ' 

Knoxvilie 2716.  3499.  3832.  6409,  7011,  7197 

Nashville-—  1685,  3236,  5123.  5388.  6485.  7395.  7756 
,      West  Virginia:   Huntington  and  Parkersburg 

(Tri-State> 186. 

444.  488.  579.  791.  1215.  2031.  2784.  6559.  7057 

Wisconsin;  Superior-Duluth -—     444 

579.  791.   1384.   1935,  2133 
Standards,  sediment ;  for  milk,  and  milk  products.   3284 

6658 

Naval  stores;  conservation  program.    See  Agricul- 
tural adjustment,  above. 
Nuts: 

Diversion  of  almonds  and  walnuts,  for  manufac- 
ture of  approved  products.    See  Export  and 
diversion  programs,  below. 
Handling  in  various  States: 
Filberts,  grown  In  Oregon  and  Washington: 

Marketing  agreement  and  order 4758.  5654 

Referendum  among  producers;  direction  con- 
cerning      6672 

Pecans,  grown  in  Georgia.  Alabama.  Florida, 
Mississippi  and  South  Carolina: 
Budget  of  expenses  and  fixing  of  rate  of  as- 
sessment for  fiscal  period  ending  Septem- 
ber 30.  1950 —  ^559.  7247 

Marketing  agreement  and  order 2547. 

2590.  4559,  5060.  5202.  5737.  5865 
Referendum  among  producers;  direction  con- 
cerning      5065 

Shipments,  regulation  of;  effective  date  of 

initial  grade  and  size  regulations 6167 

Walnuts,   grown   in   California.    Oregon,   and 
Washington : 
Budget  of  expenses  of  Walnut  Control  Board 
for  marketing  year  beginning  August  1. 

1949 6065,  6624 

Merchantable  walnuts;  salable,  surplus  and 
withholding     percentages     for     1949-50 

marketing  year,  proposed 5784,  6166 

Walnut  Control  Board;  discharge  of  trustees 

appointed  for  liquidation  action 260 

Imports  of  nuts,  and  nut  oil.    See  Food. 
Peanuts: 

Marketing  quotas.    See  Agricultural  adjust- 
ment.. 
Peanut  hay ;  standards.     See  Hay  and  straw. 
Raw  nuts;  inspection,  eertiflcation  and  standards.      211 

Standards ;  pecans  (unshelled) 2543,2608 

Warehouses.     See  Warehouses. 
Oats;  standards.    See  Grain. 
Oil:  imports  of.    See  Food. 

Onion  sets;  Inspection,  certification,  and  standards.      211 
Oranges.    See  Fruits,  berries,  and  vegetables. 
Palm  nut  kernels,  and  oil;  imports  of.    See  Food. 
Peaches.    See  Fruits,  berries,  and  vegetables. 
Peanuts.    See  Nuts. 

Pears.    See  Fruits,  berries,  and  vegetables. 
Peas.    See  Fruits,  berries,  and  vegetables. 
P^c3.iis     S€€  Nuts. 

Pineapple.    See  Fruits,  berries,  and  vegetables. 
Pineapple  juice.    See  Fruits,  berries,  and  vegetables. 
Plums.     See  Fruits,  berries,  and  vegetables. 
Poisons,  economic.     See  Insecticides,  etc. 
Potatoes.     Sec  Fruits,  berries,  and  vegetables. 
Poultry,  and  domestic  rabbits,  and  edible  products 
thereof : 
Dressed  poultry  and  dressed  domestic  rabbits  and 
edible  products  thereof  (inspection  and  cer- 
tification for  condition  and  wholesomeness » ; 
supersedure.. _-. 5626.  6080.  6835 
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AGRICULTURE  DEPARTMENT — Continued 

Commodities  and  supplies,  regulations,  etc.— Con. 
Poultry,  and  domestic  rabbits,  and  edible  products 
thereof — Continued 
Live  poultry  and  domestic  rabbits  (Inspection  and  > 
certification  for  class,  quality,  and  condi- 
tion) ;  supersedure 5626.6080,6835 

Rules  and  specification  respecting  grading,  inspec- 
tion, etc. : 
Rules   governing   grading   and   livspectlon   of 

poultry  and  domestic  rabbits 6626. 

6080. 6835.  7727 
Specifications  for  classes,  standards,  and  grades 

of  poultry  and  domestic  rabbits—  5626,  6080,  6836 

Standards  for  rabbits  and  edible  products 5626, 

6080.  6835 

Sampling,  grading,  etc.:  ^^^_ 

Applications,  fees,  etc 1411,  3432.  3433,  4627 

Provisions   respecting    poultry    and    domestic 

rabbits:  supersedure 5626.6080,6835 

Tentative  United  States  standards  for  classes  and 
grades  of  p>oultry  and  dressed  domestic  rab- 
bits; supersedure 5626,6080,6835 

Processed   fruits,   vegetables,   and   products.    See 

Fruits,  berries,  and  vegetables. 
Prunes.    See  Fruits,  berries,  and  vegetables. 
Rabbits,    domestic.    See    Poultry,    and    domestic 

rabbits. 
Raisins.    See  Fruits,  berries,  and  vegetables. 
Rapeseed  oil.  imports  of.    See  Food. 
Rice: 
Imports  of.    See  Food. 

Marketing  quotas.     See  Agricultural  adjustment. 
Rodenticides.    See  InsecticMes.  etc. 
Seeds: 
Agricultural,  and  vegetable;  regulations  for  en- 
forcement of  Federal  Seed  Act: 
Findings,  orders  and  determinations  of  Secre- 
tary of  Agriculture;  exclusion  of  listed  sec- 
tions from  Code  of  Federal  Regulations. 

1949  Edition 1207 

Joint   rules   and   regulations  of  Secretary  of 
Treasury  and  of  Secretary  of  Agriculture: 
Sampling  and  declaration  procedure  respect- 
ing Imported  Canary  grass  seeds,  and 

lima  bean  seeds 4881.  6458 

Substitution  of  phrase  "Administrator  of  the 
Production  and  Marketing  Administra- 
tion" for  phrase  "Assistant  Administra- 
tor for  Regulatory  and  Marketing  Service 
Work.  Production  and  Marketing  Ad- 
ministration"        S35 

Kentucky  bluegrass;  exemption  from  labeling 

as  to  germination -1 4839 

Rules  and  regulations  of  Secretary  of  Agricul- 
ture: 

Amendments  proposed 4876 

Canary  grass  seeds  and  lima  bean  seeds..  4876,  6458 
Imports  of.     See  Pood. 
Warehouses.    See  Warehouses. 
Sirup;   warehouses.    See  Warehouses. 
Sodium  fluoride.     See  Insecticides,  etc. 
Soybeans : 
Grain  standards.    See  Grain. 
Hay  standards.    See  Hay  and  straw. 
Spinach.    See  Fruits,  berries,  and  vegetables. 
Straw.     See  Hay  and  straw. 
Strawberries.    See  Fruits,  berries,  and  vegetables. 
Sugar: 
Export  control: 

Revocation 157 

Terminationof  restriction  on  exports  of  sugar..      157 

Sugar  regulations 466,  467,  468,  591.  1408 

Farms,  determination  of 466,  1408 

Normal  yields  and  eligibility  for  abandonment 

and  crop  deficiency  payments 466,  1408 

Cane  sugar  area.  Mainland;  1949  and  subse- 
quent crops 6058 

Redesignatlons 466.  1408 

Practice  and  procedure 466, 1408 

Redesignatlons 466,  1408 

Sugar  quota,  1949.  for  Puerto  Rico;  notice  of 

hearing -        80 
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AGRICULTURE  DEPARTMENT — Continued  ^^"^ 

Commodities  and  supplies,  regulations,  etc. — Con. 
Sugar — Continued 
Sugar  regulations — Continued 
Practice  and  proctdure — Continued 

Wage  and  price  proceedings;  delegation  of 
authority  to  Administrator  to  Issue 
notices  of  hearings  and  designate  officer 
to  conduct  hearings,  and  to  redelegate 

authority  to  Director.  Sugar  Branch 688 

Prices: 
Sugar  beets: 

1949  crop 5001 

1950  crop;  notices  of  hearings: 

Arizona 6296 

California 5548;  6296 

States  other  than  California  and  Ari- 
zona      7545 

Sugarcane: 

Redesignatlons 466.  1408 

Various  areas: 

Florida;  1949  crop 2097,  6110 

Hawaii; 

1949  crop 218 

1950  crop;  notice  of  hearing 5548 

Louisiana;  1949  crop 3419,  5924 

Puerto  Rico: 

1948-49    crop 219 

1949-50  crop 6548.  7614 

Virgin  Islands: 

1949  crop-- 122 

1950  crop 5548,  7616 

Processor-producer,  determination  of 466,  1408 

Proportionate  shares  for  farms 466,  1408 

Domestic  beet  sugar  and  Mainland  cane  sugar 
areas,  and  Hawaii  and  Virgin  Islands; 

1949  crop 5041 

Puerto  Rico;  1949-50  crop 3441,  7055 

Redesignatlons 466,  1408 

Sugar  commercially  recoverable 466,  1408 

Beet  sugar  area;  1949  and  subsequent  crops. _     6057 
Cane  sugar  area.  Mainland;  1949  and  subse- 
quent crops 6514 

Redesignatlons 466,  1408 

Sugar  requirements  and  quotas 466.  1408 

Continental  United  States: 
Consumption  requirements  and  quotas: 
See  also  Quotas,  belor^. 

For  1948 5733 

For  1950 — 6719,  7751 

Redesignatlons 466,  1408 

Entry  of  sugar  Into.   See  Entry  of  sugar  into 
continental  United  States. 
Cuba:  quotas.    See  Quotas. 
Entry  of  sugar  into  continental  United  States: 
Certification  requirement  when  any  quota 

has  been  filled  to  80%  or  more 1.  1169 

Cuba,  quota  for,  filled  to  SO^^r  or  more; 
certification  requirements  for  fur- 
ther entries 4942 

Puerto  Rico;  entry  of  raw  or  liquid  sugar 

from,  when  quota  has  been  allotted.  1. 1169 
Por  alcohol  or  livestock  feed.     See  Entry 
or  marketing  of  sugar  for  alcohol  or 
■     livestock  feed. 
For  re-export.     See  Re-export,  entry  of 
sugar  for. 

Redesignation... 466,  1408 

Entry  or  marketing  of  sugar  for  alcohol  or 

livestock  feed;  redesignation 466,  1408 

Excess-quota  sugar  (owned  by  processors); 
processing,  marketing,  etc.: 

Redesignation 466.  591,  1408 

Revision 1397,  2163 

Foreign  countries;  quotas.    See  Quotas. 
Hawaii;     consvunption     requirements     and 
quotas : 
See  also  Quotas,  below. 
—    Local  consumption  requirements  and  quotas. 
1949: 

Redesignation 466.  1408 

Revision 3257,  6874 

Mainland.    See  Continental  United  States. 
Marketing  of  sugar : 

Excess-quota     sugar.      See    Excess-quota 
sugar. 
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AGRICULTURE  DEPARTMENT— Continued        ' 
Commodities  and  supplies,  regulations,  etc. — Con. 
Sugar — Continued  ^  •V 

Sugar  regulations — Continued 
Sugar  requirements  and  quotas — Cdntlntied 
Marketing  of  sugar — Continued 
For  alcohol  or  livestock  feed.    Sec  Entry  or  ,   ^ 

marketing  of  sugar. 
Sugar  grown  in  continental  United  States; 

redesignatlons __:i-_  466. 1408 

Philippines.  Republic  of ;  quotas.    See  Quotas.  . . 
Puerto  Rico;  consumption  requirement^  suad 
quotas: 
See  also  Quotas,  below. 

Allotment  of  sugar  quotas:  1949 -^  -3259, 

5237.  5421.  5924. 
Decision  and  order  of  Secretary  of  Agri- 
culture respecting 1563,  1634 

Direct -consumption  portion  of 1567,  6714 

Local     consumption     requirements     and 
quotas;  1949: 

Redesignation - —  466,  1408 

Revision 3257.  6874 

Quotas,  and  proration  of  quota  deficits,  for 
domestic  areas  (Hawaii,  Puerto  Rico,  Vir- 
gin Islands  and  continental  United 
States  > ,  and  for  Cuba,  Republic  of  PhlUp- 
plnes  and  other  foreign  countries: 

1949  quotas: 

Area  deficits;  determination  and  prora- 
tion of: 

Domestic  beet  sugar  area ^._  3258,  5923 

Foreign    countries    other    thari    Cuba 

and  Republic  of  Philippines..  5687.  5735 

Hawaik 5421.  5923 

Phihppines,  RepubUc  of 3578 

Proration  of  quota,  for  foreign  countries 
^ther  than  Cuba  and  Republic  of 

Philippine^ 3578.  5687.  5735 

Revised  quotas  for   Cuba.   Republic    of 

Philippines,  and  other  foreign  areas.     5735 

1950  quotas 7753 

Certification    requirements    when    quotas 

have  been  filled  to  extent  of  80%.  See 
Entry  of  sugar  into  continental  United 
States. 

Redesignation 466,  1408 

Re-export,  entry  of  sugar  into  continental 
United  States  for: 
Delegation  of  authority  resp)ecting  bond..     7246 
Importing  sugar  or  liquid  sugar  ex-quota 

by  furnishing  bond 7246 

Redesignation 466.  1408 

Virgin  Islands;  quotas.    See  Quotas. 

Wage  rates 466.  1408 

Sugar  beets: 

Arizona,  1950  crop;  notice  of  hearing 6296 

California: 

1949  crop 217.  1819 

1950  crop;  notice  of  hearing 5548.  6296 

Redesignation 466,  1408 

Hearing  at  Greeley,  Colo.,  notice  of  post- 
ponement  206 

States  other  than  California  and  Arizona: 

1949  crop 1169 

1950  crop;  notice  of  hearing 7545 

"Sugarcane: 

Redesignatlons 466,  1408 

Various  areas: 

Florida;  July  1,  1949-June  30,  1950..  2097.  3737 

Hawaii: 

1949  crop 218 

1950  crop;  notice  of  hearing 5548 

Louisiana : 

1949  crop 55 

1950  crop 7351 

Louisiana  (harvesting) ;  1949  crop...  3419,  5623 
Puerto  Rico: 

1949  crop 57 

1950  crop 5548.  7332 

Virgin  Islands: 

1949  crop 58 

1950  crop 5548,  7334 

Tangerines.    See  Fruits,  berries,  and  vegetables. 
Tobacco : 

Marketing  quotas.    See  Agricultural  adjustment. 
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AGRICULTURE  DEPARTMENT— Continued 

Commodities  and  supplies,  regulations,  etc.— Con. 
Tobacco — Continued  ^ 

Standards,  inspection,  etc.: 
Inspection: 
Designation  of  markets,  in  various  production 

Dunn.  N.  C 3499.  4514 

/-  Ellerbe,  N.  C 1176,  5364 

^    Redesignation 465.  466 

Somerset.  Ky.;  notice  of  referendum.-  5052.  6194 
Sparta.  Tenn. ;  notice  of  referendum—  5052.  6194 
Standards,  official,  for  various  types  of, to- 
bacco; redesignations 465.  468' 

Stocks  and  standards;  redesignations 465,  466 

Tomatoes.    See  Fruits,  berries,  and  vegetables. 
Vegetables.    See  Fruits,  berries,  and  vegetables. 
Walnuts.     See  Nuts. 
Warehouses;   regulations: 

Beans,  dry —  121.  681 

Cottonseed : 

Duties  of  licensed  warehouseman;  compliance 

with,  contracts 3829 

Miscellaneous  regulations: 

Amendments;    redesignation 3829 

Bonds,  assets,  and  fees  for  combination  ware- 
house      3829 

One  document  and  one  license  to  cover  several 

products 3329 

State-Federal  laws,  no  conflict;  deletion — z.    3829 
Nuts : 
Duties  of  licensed  warehouseman;  compliance 

with  contracts 3829 

Miscellaneous  regulations: 

Amendments;    redesignation 3829 

Bonds,  assets,  and  fees  for  combination  ware- 
house       3829 

One  document  and  one  license  to  cover  several 

products 3829, 

State-Federal  laws,  no  conflict;  deletion 3829 

Seeds ;  duties  of  licensed  warehouseman,  proposed 

rule  making 3858 

Sirup;  term  defined 681 

Wheat  and  wheat  flour: 

Export  programs.     See  Export  and  diversion  pro- 
grams, below. 
Grain  standards,  wheat.     See  Grain. 
Marketing  quotas,  wheat.    See  Agricultural  ad- 
justment, above. 
Commodity  Credit  Corporation;  authority  respecting 
1949-50  wheat  and  wheat  flour  program.    See  Ad- 
ministration. 
Commodity    Exchange    Authority    (including    Com- 
modity Exchange  Commission) ;  reports- on  vari- 
ous agricultural  commodities,  special  provisions 
respecting.     See  main  heading  Commodity  Ex- 
change Authority. 
Conservation  programs.    See  Agricultural  adjustment. 
Diversion  programs.     See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs;  various  agricultural 
commodities: 
Cotton: 

Diversion   for   Insulation   program    (fiscal   year 

1950>;  offer  of  Secretary  of  Agriculture 5251 

Export  program;  terms  and  conditions  of  sales 
for: 

Eligibility  for  payments  by  Secretary •  7837 

Increases  in  rate  of  payment -—    2658 

Liquidated  damages;  deletion 2658 

Registration 7837 

Fruits  and  fruit  Juices,  fresh,  processed,  etc.;  export 


f  ■ 


programs :    . 

Apples,  fresh 

Approved   countries 

Eligiblhty  for  payment 

Citrus  fruits  and  Juices,  fresh;  fiscal  year  1949: 
PajTnents: 
Eligibility  for   (grades  of  Florida  or  Texas 
fresh    oranges,    grapefruit    and    tange- 

.rines) ■ — 

On  sales  'to  United  Kingdom,  after  April 

13.  .1949 

Rates  of _ 

Termination  of  program;  effective  date.l 

Orange  juice,  concentrated;  fiscal  year  1950 


6273 
6765 
6765 


333 

2191 

333 

2191. 

5232 

) 
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AGRICULTURE  DEPARTMENT— Continued  ^^^^ 

Export  and  diversion  programs;  various  agricultural 
commodities — Continued 
Fruits  and  fruit  juices;  fresh,  processed,  etc.;  export 
programs — Continued       • 

Oranges,  fresh  and  processed,  fiscal  year  1950 6975 

Approved    countries "°27 

Eligibility  for  payment 7827 

.    Pears,  winter,  fresh 6276 

Approved  countries 6767 

Prunes  and  raisins,  dried: 
Diversion  of  prunes  for  manufacture  tf  prune     . 

juice;  fiscal  year  1950 6792.  7149 

Claim  for  payment,  proof  of.  by  diverted  who 

shipped  for  diversion 7149 

Documentation  requirements,  modifying  or 

waiving  of '7149 

Shipments  for  eflversion 7147 

Export  programs: 
Fiscal  year  1949: 
Payments  by  Secretary":  eligibility  for;  ex- 
tension of  period  for  sales  to  March  31, 

1949 362 

Supplementary  statement 33.  815 

Fiscal  year  1950 6053 

Approved   countries 6617 

Minimum  grade  and  Inspection 6619 

Rate  of  payment 6617    • 

Raisins.    See  Prunes  and  raisins. 
Nut  diversion  programs: 

Almonds;  flscalyear  1950__ 7268 

Walnuts:  fiscal  year  1950 --—    7293 

Wheat  and  wheat  flour  export  program;  Interna- 
tional Wheat  Agreement: 
Terms  and  conditions  of  Commodity  Credit  Cor-  » 

•  porationfprogram.  1949-50 6869. 

Terms  and  conditions  of  Secretary  of  Agricul- 
ture program.  1949-50 4841 

Application  for  payment;  documents  required 

to  evidence  exportation  by  exporter 58 

Eligible  countries;  addition  of  Dominican  Rer 

public.  Egypt.  Norway  anil  Venezuela — ^__  ,  589X 

Reports;  declaration  and  evidence  of  sale 5693 

Termination ».  — ^ ^_J---1-'    6869 

Extension  Service  Director;   authority  delegated  by 
Secretary  to.  respecting  farm  housing.    See  Ad- • 
ministration.     ,  .       * 

i'arm  Products  Inspection  Act;  ^sampling,  grading; 
etc.,  of  specific  commodities  under.     See  Com- 
modities and  supplies. 
Federal  Insecticide.  Fungicide,  and  Rpdenticide  Act  of 
1947 ;  regulations  respecting  Insecticides,  etc.    See 
Commodities  and  supplies:  insecticides. 
Federal  Seed  Act;  regulations  reapectlng  agricultural 
and  vegetable  seeds.    See  Commodities  and  sup- 
plies: seeds.  '  -  "        ' 
Forest  Road  Development  Fund;  regulations  for  ad- 
ministration of.    Scejnain  heading  Potest  Service. 
Ljternational  Wheat  Agreement ;  terms  and  condttlpns 
of  1949-50  wheat  and  wheat-flour  export  pro- 
grams.   Sec.Export  antl"  diversion  proferrfms. 
Marketing  quotas.    See  Agricultural  adJ^istment.       ■ 
National  School  Lunch  Act;  reapportionment  of  food 
assistance  funds  pursuant  ,to.    See  School  lunch 
'     program,  belvw.                 '• 
Office  of  the  Secretary :                 **-              • 
Administrative  regumions.  delegations  of  authority, , 
etc.    See  Aind^r  Admlnistjation.                   ,1 
Agrkulture-Import  Order,    ^e  Wai;  Food  Orders.  . 
'  Waf  food  orders :              . 

Agriculture-Import   Order;   import   controls   on 

fats.  oils,  rice  and  rice  produpts 3701,  4660 

List  of  foods;  'deletions  and  additions 1315,  1733 

War  Food  Order  63  (food  imports) ;  re^esigna- 

tions-__-_ - 293.  694.  3701 

Organization,  functions  ahd  procedures: 
Production  and  Marketing  Administration;  codifi- 
cation discontinued 

Administrator.  Office  of;  codification  discontin- 
ued  

Agricultural  Conservation  Programs  Branch;  cod- 
ification discontinued 36 

Audit  Branch;  codification  discontinued 36 

,  Budget  and  Management  Branch;   codification 
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AGtICULTURE  DEPARTMENT— Continued 

Organization,  functions  and  procedure* — Continued 
Production  and  Marketing  Administration;  codlfl- 
catlon  discontinued — Continued 
Compliance  and  Investigation  Branch;  codifica- 
tion discontinued 

Cotton  Branch;  codification  discontinued 

Dairy  Branch;  codification  discontinued 

Pats  and  Oils  Branch;  codification  discontinued— 

Fiscal  Branch:  codification  discontinued 

Food  Distribution  Programs  Branch;  codification 

discontinued 

Prult  and  Vegetable  Branch;  codification  discon- 
tinued  

Grain  Branch;  codification  discontinued 

Information  Branch;  codification  discontinued- 
Livestock  Branch: 

Codification  discontinued 

Wool  purchase  program;  redesignation 

Marketing  FaclUUes  Branch;  codification  discon- 
tinued  _- 

"  Marketing  Research  Brarfch;  codification  discon- 
tinued  : 

Poultry  Branch;  codification  dlsccmtlnued 

Price  Support  and  Foreign  Supply  Branch;  codl- 

^  fication  discontinued 

Production  and  Marketing  Administration;  codi- 
fication discontinued 

Shipping  and  Storage  Branch;  codification  dis- 
continued  

Sugar  Branch;  codification  discontinued 

Tobacco  Branch;  codification  discontinued 

Bteifl  and  Service  Offices: 
Agricultural   Economics   Bureau;    authority  re- 
specting farm  housing.    See  Administration, 
above.  , 
OfDce  of  the  Solicitor;  delegations  of  final  author- 
.'   ity  respecting  certification  of  documents  and 
-release  of  claims  of  United  States  against 
private  persons  for  damage  to  property —  923 
Packers  and  Stockya/ds  Division : 
Inspection  pf  livestock: 

'     Authorization  f6r;  codification  discontinued 

,\         Northwest  Oklahoma  Cattlemep*s  Atsn..  Inc.,  no- 
tlce-^  of  hearing  regarding  brsmd  Inspection 

authortzatlon..-— 5328. 

•    Notices  respecting  certain  stockyards,  conmilsslbn 
merchants,  etc.:   ,~  >  ' 

Posted  stockyards;  designation  or  removal  as: 
Aberdeen  Livestock  Sales  Co.,  Inc.,  Aberdeen, 

8.  Dak.__ 

Alma  Sale  Bam,  Alma,  Nebr__L 

Altus  Livestock  Sale,  Altus.  Okla 

Alva  Livestock  Commission  Co.,  Alva.  Okla 

,     Atigustine  Livestock  Commission  Co.,  Texhoma. 

:    Okla 

B.  tt  B.  Commission  Co.,  Ravenna,  Nebr, 

B.  W.  Stockyards  Co.,  Frederick,  Okla 

Blair  Livestock  Sales  Co.,  Blair,  Nebr 

.Bowman  and  Bowman  Commission  Co..  Durant. 

Okla.. 

Broken  Bow  Auction  Yards.  Broken  Bow,  Nebr.. 

Burwell  Livestock  Market.  Burwell,  Nebr 

Chamberlain  Livestock  Sales,  Inc..  Chamberlain. 

S.Dak ^-. 

Culbertson  Sale  Barn  Co.,  Culbertson,  Nebr 

Dooley  Auction  Market,  Wahoo.  Nebr 

Ewlng  Livestock  Market,  Ewlng.  Nebr 

Fartoers    and    Traders    Community    Auction, 

Duncan.  Okla 

FVjrt  Pierre  Livestock  Commission  Co..  Fort 

Pierre.  S.  Dak 

Glasgow  Livestock  Sales  Co.,  Glasgow.  Mont... 
Glendive  Livestock  Commission  Co..  Inc..  Glen- 
dive.  Mont 

Gujrmon  Sales  Co.,  Guymon,  Okla 

Havre  Livestock  Commission  Co.,  Havre,  Mont__ 
Hebron    Livestock    Commission   Co.,    Hebron. 

Nebr 

Hobart    Livestock    Commission    Co..    Bobart. 

Okla 

HoUis  Livestock  Ccmmisslon  Co.,  Hollis,  Okla... 
Hominy  Sale,  Hominy,  Okla 
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AGRICULTURE  DEPARTMENT — Continued 
Packers  and  Stockyards  Division — Continued 
Notices  respecting  certain  stockyards,  commission 
merchants,  etc. — Continued 
Posted  stockyards;  designation  or  removal  as — 

Continued  * 
Hub  City  Livestock  Sales  Pavilion,  Aberdeen, 

S.  Dak 6560 

Hugo  Sales  Conunlsslon  Co..  Hugo.  Okla .  5653 

Humbolt  Sales  Bam.  Humbolt.  Nebr 7185 

Idabel  Commission  Co.,  Idabel,  Okla 5653 

Iowa  Live  Stock  Exchange,  Cedar  Rapids.  Iowa.  1772 

Kimball  Livestock  Exchange.  Kimball.  S.  Dak_.  6560 

Laurel  Sales  Co..  Inc.,  Laiirel,  Nebr 7185 

Lawton  Stockyards.  Lawton.  Okla — ' 5653 

Lenunon  Livestock  Sales  Co.,  Lemmon.  S.  Dak..  6560 

Looper  Livestock  Auction.  Stillwater.  Okla 5653 

Mangum  Auction  Co..  Mangum.  Okla 5653 

McAlester  Stockyards.  McAlester,  Okla 2070.  2663    . 

Miller  Livestock  Auction  Co..  Miller.  S.  Dak 6560 

Minden  Livestock  Sales  Co..  Minden.  Nebr l]JKr' 

Mobridge  Commission  Co..  Mobridge.  S.  Dak__.  ^60 

Montana  Livestock  Auction  Co..  Butte,  Mont —  7846 

Morris  Commission  Co..  Antlers.  Okla 5653 

Morris  CoDMnission  Co..  Atoka.  Okla 5653 

Ogallala  Livestock  Commission  Co..  Ogallala, 

Nebr 7185 

Ord  Liveatpck  Market.  Ord.  Nebr 7185 

C^age  County  Sales  Ring,  Fairfax.  Okla 5653 

Osage   Livestock   Sales   Co..    Inc..    Pawhuska. 

Okla ^ 5653 

Panhandle  Livestock  Commission  Co..  Amarillo. 

Tex - 2034 

Pender  LivMtock  Sales  Co.,  Pender,  Nebr 7185 

Perry  Auction  Sale,  Perry.  Okla 5653 

Philip  Livestock  Auction.  Philip.  S.  Dak 6560  ,- 

Republican  Valley  Livestock  Auction.  Franklin, 

Nebr -  7185 

Rlngling  Auction  Sale.  Ringling.  Okla 7430 

Rushville  Sales  Co..  Rushville.  Nebr 7430 

Ryan  Livestock  Auction.  Ryan.  Okla 5653 

Sidney  Livestock  Sales  Pavilion.  Sidney.  Nebr..  7185 
Sioux    County    Livestock    Auction,    Harrison. 

Nebr. 1 7430 

Snyder  Livestock  Co..  Snyder.  Okla 5653 

Southern  Oklahoma  Livestock  Exchange.  Ard- 

more,  Okla 5653 

Spalding  Livestock  Market.  Spalding,  Nebr 7185 

Sparkman  Livestock  Sale.  Elk  City.  Okla 5653 

Sturgis  Livestock  Exchange,  Inc.,  Sturgis.  S. 

Dak 6560 

Swanson  Sale  Bam.  Arthur.  Nebr 7236 

Texas  Livestock  Auction  Co..  Amarillo.  Tex.  1992.  2663 

Thedford  Uvestock  Sales  Co..  Thedford.  Nebr—  7236 

Toledo  Union  Stock  Yards 6560 

Tonkawa  Sales  Co..  Tonkawa,  Okla 5653 

Union  Livestock  Sales  Co..  Inc..  Parkersburg, 

W  Va - 3858.  4851 

Union  Stock  Yards,  LaF^yette,  Ind 3589,  4600 

Wall  Livestock  Exchange.  Inc.,  Wall.  S.  Dak___  6560 

Waurika  Auction  Sale.  Waurika.  Okla 5653 

Winner  Livestock  Auction  Co..  Winner,  S.  Dak.  6560 
Yellowstone  Livestock  Commission  Co..  Inc., 

Sidney.  Mont 7846 

Bates  and  charges;  petitions  for  modification,  ex- 
\  tension,  etc.: 

Abramson,  Charles,  Inc..  et  al 3452 

Acme  Commission  Co..  Inc 3452 

Avon  Commission  Co..  Inc 3452 

Bodlne  and  Hinrichs,  Inc 3452 

Bonway  Commission  Co..  Inc 3452 

Brooklyn  Poultry  Commission  Co.,  Inc 3452 

Central  Commission  Co 3452 

Chelsea  Live  Poultry  Co.,  Inc 3452 

DeNoyelles,  S.,  and  Co 3452 

Denver  Union  Stock  Yard  Co 2547,  3499 

Fort  Worth  Stock  Yards,  Fort  Worth,  Tex 7133 

Prankel.  Sol,  Inc.. 3452 

Garlick,  Michael,  and  Son 3452 

Garllck.  Nathan  S.,  and  Annie — _ 3452 

Garlick  Poultry  Co..  Inc 3452 

Kansas  City  Stock  Yards,  market  agencies  at._  628 

Kasteln,  Julius.  Inc— * S452 

Kossar,  Max,  Poultry  Corp 3452 

Krakaur  Poultry  Co..  Inc 3452 

Levinson,  R- —  3452 
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AGRICULTURE  DEPARTMENT— Continued 

Packers  and  Stockyards  Divisi«ri— Continued 
Notices  respecting  certain  dockyards,  commission 
merchants,  etc. — Continued 
Rates  and  charges ;  petitions  for  modlflcation,  ex- 
tension, etc.— Continued  ' 

,    Lewis.  G.  H..  and  Sons.  Inc ' 3«2 

Menke.  Frederick  E.  and  Elmer  H —    3452 

Meyer.  S.,  and  Son.  Inc 1 • — -    345? 

Mississippi  Valley  Stock  Yards.  St.  Louis.  M,o—    2590 
Mississippi  Valley  Stockyards,  Inc..  St.  Louis. 

Mo- 2802. 

Morris.  James  N..  Inc . 3452 

Ogden  Union  Stockyards-: Ogden.  Utah.——  2662.  3354 
Gmaha  Union  Stockyards,, market  agencies  at.-     1008 

Plymouth  Live  Poultry  Corp.. 1 — , 3452 

Rosen.  Philip---- 3452 

Rosenstein.  H..  Inc — —    3452 

S.  S.  L  B.  Live  Poultry  Corp •— .—    3452 

Bahr^  Poultry  Corp ,.——     3452 

St.  Louis  National  Stockyards  Co 94 

Bt.  Paul  Union  Stockyards  Co J——       933 

Schwab.  Louis  J.,  and  Sons,  Inc 3452 

Snizek.   Anton .* 3452 

Steers  and  Menke _ 3452 

Union  Stock  Yards.  Chicago,  111 6184 

United  Poultry  &  Egg  Co..  Inc 3452 

Werner.  Samuel.  Inc 3452 

Western  Commission  Co.,  Incl 3452 

Williamson,  Frederick  V 3452 

Williamson,  T.  S..  &  Bro . 3452 

Packers  and  Stockyards  Act: 
Regulations  under;  schedules: 

Size,  style,  and  number  of  copies 2243,  3450 

Time  and  place  schedules,  rules  or  regulations, 
and  amendments  to  be  filed  and  posted  by 
stockyard  owners,  market  agencies,  and 

licensees 2243,  3450 

Rules  of  practice  governing  rate  proceedings  un- 
der; petitions  to  modify  or  to  vacate  orders..    2785 
Production  and  Mar||ceting  Administration: 
Agricultural    adjustment;    commodity    marketing 
quotas,  conservation  programs,  etc.    See  Agri- 
cultural adjustment. 
Agriculture-Import  Order.    See  War  food  orders. 
Authority,  delegation  of.     See  Administration. 
Committees,  county  and  community;  to  adminis- 
ter, on  behalf  of  Secretary  of  Agriculture,  vari- 
ous conservation,  price  support,  crop  insurance, 
etc..  programs.     See  Agricultural  adjustment.     . 
Commodity  credit.    See  main  heading  Commodity 

Credit  Corporation. 
Crop  insurance.     See  main  heading  Federal  Crop 

Insurance  Corporation; 
Diversion   programs.     See   Export   and   diversion 

programs. 
Export  and  diversion  programs.     See  Export  and 

diversion  programs. 
Livestock  inspection  under  Packers  and  Stoc^kyards 
Act;  designat4on  of  stockyards,  etc.    See  Pack- 
ers and  Stockyards  Division. 
Marketing  agreements  and  orders;   specific  com- 
modities.   See  Commodities  and  supplies. 
Organization.     See  Organization. 
Packers   and   Stockyards   Act;    notices,    etc.     See 

Packers  and  Stockyards  Division. 
Regulations  respecting  specific  commodities.     See 

Commodities  and  supplies. 
School  lunch  program.    See  School  lunch  program. 
Standards,  grading,  inspections,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 
Sugar;  wage  and  price  determinations,  quotas,  etc. 

See  Commodities  and  supplies. 
Surplus  property,  sales  or  transfers  of.    See  Surplus 

property.  ' 

War  food  orders: 

Agriculture-Import   Order;   import  controls   on 

fats.  oils,  rice  and  rice  products 3701.  4660 

.  List  of  foods;  deletions  and  additions 1315.  1733 

War  Pood  Order  63  (food  imports);  redeslgna- 

tions 293.  694,  3701 

School  lunch  program:  food  assistance  funds,  appor- 
tionment  and   reapportionment  of.  for  various 
States  and  territories,  pursuant  to  National  School 
Lunch  Act : 
1948  fiscal  year;  reapportionment 1513 


AGRICULTURE  DEPARTMENT— Continued  P*8e 

School  lunch  program;  food  assistance  funds,  appor- 
tionment and  reapportionment  of,  for  various 
States  and  territories,  pursuant  to  National  School 
Lunch  Act — Continued 

1949  fiscal  year;  reap^rtionment 2657.  5364 

1950  fiscal  year;  apportionment. 4817 

Staff  and  Service  Offices :      •     ,        , 

Agrlcultura4  Economics  Bureau,  Chief;   authority 

delegated    by   Secretary    to.    respecting    farm 

housing.    See  Administration. 

Organization.      See    Organization,    functions    and 

procedures. 

Support  prices.    See  main  heading  Commodity  Credit 

Corporation. 
Surplus  property,  sales  or  transfers  of;  deslgnatidn  of 
representative    to    determine    equitable    adjust- 
ment.   See  Administration:  administrative  regu- 
lations. 
Trade  agreements  program;  duties,  mepibership  on 
committees,  etc..  In  connection  with;  presidential 
documents  respecting.    See  main  hcdding  Presi- 
dential documents. 
Wage  rates  for  sugar  production;  sugar  regulivtlons. 

See  Commodities  and  supplies. 
War  food  orders.     See  Production   and  Marketing 

Administration. 
Warehouses;  specific  agricultural  commodities.     See 

under  Commodities  and  supplies:  warehouses. 
Wheat  Agreement.  International;  terms  and  condi- 
tions of  1949-50  wheat  and  wheat-flour  export 
programs.    See  Export  and  diversion  programs. 
AID  TO  FOREIGN  COUNTRIES.    See  Economic  Coop- 
eration Administration. 
AIR  COORDINATING  COMMITTEE: 
Air    Navigation   Development    Board;    functions    of 
Committee.    See  Civil  Aeronautics  Adminlstra- 
tlbn. 
Danger  are^s.  over  military  installations,  designation    . 

of.    See  Civil  Aeronautics  Board. 
International  Civil  Aviation  Convention,  proposed  an- 
nexes to;  functions  of  Committee  In  connection 
with.    See  Civil  Aviation  Board.  .    ^ 

A»R   FORCE  DEPARTMENT: 

Air  Navigation  Development  Board.  Civil  Aeronautics 
Administration;    representation   on.     See   mmin 
heading  Civil  Aeronautics  Administration.       / 
Air  traffic  control  procedures  prescribed  by  Civil  Aero- 
nautics Administrator  and  approved  by  Chl^f  of 
Staff.  United  States  Air  Force.    See  main  heading 
Civil  Aeronautics  Board. 
Aircraft  danger  areas  over  military  reservations;  des- 
ignation In  coordination  with  Air  Force.   See  main 
heading  Civil  Aeronautics  Board. 
Allowances  to  personnel  for  clothing.  qi/tff|L?''s  and . 
subsistence,    etc.;    Executive   order/  relspecting. 
See  main  heading  Presidential  documeiflts. 
Barksdale  Air  Force  Bombing  and  Gui\ne^y  Range. 
Louisiana;  proposed  transfer  to  InterioV  Depart- 
ment of  jurisdiction  over  oil  and  gas  rights  in 
described  lands  subject  to  drainage  oAoil  and  gas 
by  wells  on  adjacent  lands,  notice  of  piiblic  hear- 
ing  - I 5445.  5816 

Bombing  and  gunnery  ranges:  )  ; 

Barksdale  Air  Force  Bombing  and  Gunnery  Range; 
oil  and  gas  rights,  public  hearing.    ^See  Barks- 
dale Air  Force  Bombing  and  Gunnery  Range.     , 
Danger  zone  regulations.    See  main  heading  Engi- 
neers. Corps  of. 
Chaplains  Fund.  Army  and  Air  Force;  transfer  of 
share  of,  and  administration  of.  undertint  poli- 
cies of  Secretaries  of  Air  Force  and  Artay.    See 
main  heading  Defense  Department. 
CiVil  Service  Rules;  certain  positions  excepted  from       ^ 
competitive  service  (Schedule  A).  See  main  head-  ■ 
infif  Civil  Service  Commission.  , 
Courts-Martial  Manual.  United  States  Army,  1949; 
Executive  order  respecting.     See  main  heading     • 
Presidential  documents. 
Danger  areas :  ^ 

Aerial  gunnery  and  bombing  target  areas  and  guided 
missilesftest  operations  area;  danger  zone  regu- 
lations.   See  main  heading  Engineers.  Corps  of. 
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AIR   FORCE   DEPARTMENT— Continued  ^^e 

Danger  areas — Continued 
Aircraft  danger  areas  over  military  reservations, 
etc..  in  various  States,  designated  by  Adminis- 
trator of  Civil  Aeronautics  in  coordination  with 
Air  Force.    See  main  heading  Civil  Aeronautics 
Board. 
Eight-hour  law  suspended  as  to  laborers  and  mechan- 
ics employed  on  public  works;  Executive  order 
respecting.    See  main  heading  Presidential  docu-    . 
ments. 
Executive  orders  affecting.    See  main  heading  Presi- 
dential documents. 
Germany,  functions  of  Commander  of  armed  forces 
in;  Executive  order  respecting.    See  main  heading 
Presidential  documents. 
Housing  insurance,  military:  . 
Authority,  delegation  of.  by  Secretary  of  Defense  to 
Secretary  of  Air  Force  to  make  certifications 

required   for 5475 

Mortgage  insurance  regulations.    See  main  heading 
Federal  Housing  Administration. 
Lands,  public,  withdrawn  for  use  of  Department.    See 

niain  heading  Land  Management  Bureau. 
Military  Sea  Transportation  Service;  establishment  of. 
by  Secretary  of  Defense.    See  main  heading  De- 
fense Department. 
National  Guard.  Air  Force: 

Precedence  of  members  of  armed  forces  when  In  for- 
mations, order  by  Secretary  of  Defense.    See 
main  heading  Defense  Department. 
Regulations  respecting.     See  main  fieading  Army 
Department. 
,  Oil  and  gas  rights  In  certain  lands;  transfer  of  juris- 
diction over.    See  Barksdale  Air  Force  Bombing 

•  and  Gunnery  Range. 
Organization  and  functions: 

See  also  Germany.  « 

Central  orpanization 6607 

Creation,  authority  and  functions 6606 

•  Field  organization ' 6609 

Procurement  functions  performed  by  Army  for  Air 

Force;    Interim    statement.     See  Regulations. 
below. 
'    Transfer  of  certain  fimctlons  from  Army  Depart- 
ment to  Air  Force  Department;  orders  by  Sec- 
retary of  Defense.    See  main  heading  Defense 
,        Department. 
Pay.  allowances,  etc..  for  members  of  Air  Force,  and 
Reserves  thereof;  Executive  order  respecting.  See 
main  heading  Presidential  documents. 
Personnel: 

Allowances  to  persoruiel  for  clothing,  quarters  and 
subsistence,  etc.;  Executive  orders  respecting. 
See  main  heading  Presidential  documents. 
Repulations  respecting.    See  Regulations,  below. 
Transportation  of  household  goods  of  members  of 
Air  Force : 

•  Army  Department  regulations.    See  main  heading 

Army  Department. 
Executive  order  respecting.     See  main  heading 
Presidential  documents. 
Postal  service: 
Overseas  Army  post  offices,  proper  addressing  of 
mail  for.   See  main  heading  Post  Office  Depart- 
,   ment. 
^ansfer  of  functions  respecting  postal  services  and 
mall  clerks  from  Army  Department;  order  by 
Secretary  of  Defense.    See  main  heading  De- 
fense Department.      . 
Precedence  of  members  of  armed  forces  of  United 
States  when  in  formations;  order  by  Secretary  of 
Defense.    See  main  heading  Defense  Department. 
Procurement: 
Armed  services  procurement  regxilatiohs ;  joint  regu- 
lations of  armed  forces.    See  main  heading  De- 
fense Department. 
Interim  statement.    See  Regulations,  below. 
Joint  procurement  regulations.    See  main  heading 
Army  Department. 
Regulations: 
Accounts.    See  Claims  and  accounts. 

*  Aid  of  civil  authorities  and  public  relations: 

Agencies  of  public  contact,  relations  with;  eom- 

merclal  life  insurance  solicitation —    7815 
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AIR   FORCE  DEPARTMENT— Continued 

Regulations — Continued 
Aid  of  civil  authorities  and  public  relations— Con. 

Information,  military;  safeguarding 1928 

Classified  matter;  marking.— 2695 

Dissemination;  action  on  requests: 

Congressional  requests 2695 

Testimony  before  committees  of  Government-    2695 

Aircraft:  ^^  ^ ^ 

Civil  aircraft,  assistance  to,  at  continental  United       C     \ 

States  bases;  revocation ■ 49w5 

Civil  aircraft  (domestic  or  foreign ) ;  use  of  United         l^ 

States  Air  Force  bases  overseas  by 365~ 

Certification  of  aircraft 6791 

Redesignation 4975 

Foreign  registry  aircraft,  assistance  to.  at  conti- 
nental United  States  bases ;  revocation 4975 

Naval  and  military  aircraft,  transportation  by; 
regulations  by  Secretary  of  Defense.     See 
main  heading  Defense  Department. 
Other  than  Air  Force  aircraft ;  use  of  continental 

Air  Force  bases  by 4975 

Aircraft  permit "^619 

Use  of  Air  Force  installations  by  aircraft  of  for- 
eign registry;  Goverrunent-owned  aircraft 

of  foreign  registry _ 7619 

Aviation  cadets;  enlistment.    See  Persormel. 
Claims  and  accounts: 
Claims : 

Against  United  States: 
Burial  expenses;  applicability  of  Army  De-  / 

partment  regulations 5991      / 

Claims  for  damage  to  or  loss  or  destruction  of 
property  or  for  persorml  injury  or  death, 
incident  to  noncombat  activities: 
Claims  for  damage  to  or  loss  or  destruction 
of  property  or  for  personal  Injury  or 
death  caused  by  Army  forces  In  foreign 
countries;  applicability  of  Army  De- 
partment regulation 6991 

Claims  of  military  personnel  and  civilian    . 
employees  for  property  damaged,  lost, 
destroyed,  captured  or  abandoned  in 
service;  applicability  of  Army  Depart- 
ment regiilation 5991 

Claims  under  Article  of  War  105 5991 

Consideration,  adjustment  and  settlement  of 
claims  foe.  relief  by  contractors  against 
Army  Department ;  applicability  of  Army 

'  Department  regulations 5991 

Enlisted  men  absent  without  leave,  deserters 
and  escaped  military  prisoners : 
Applicability  of  Army  Department  regula- 
tions      5991 

Apprehension.    See  main  heading  Army 
Department. 

General  provisions .: 5991 

Military  payment  certificates: 

Applicability  of  Army  Department  regula- 
tions      5991 

Regulations.    See  main  heading  Army  De- 
partment. 
Mustering-out    payments;    applicability    of 

Army  Department  regulations 5991 

Non-negligence  claims 5991 

Tort  claims 5991 

On  behalf  of  United  States.    See  main  heading 
Army  Department. 
•  Gratuity  upon  death.    See  main  heading  Armj 
Department. 
Pay;  allotments.    See  main  heading  Army  De- 
partment. 
Transportation  accounts ;  pajTnent  of  bills  and  ac- 
counts.   See  main  heading  Army  Depart- 
ment. 
Dependents  allowanCce,  servicemen's;  joint  regula- 
tions of  armed  forces.    See  main  heading  De- 
fense Department. 
Enlistment.    See  Personnel. 
Information,  miUtary;  safeguarding.    See  Aid  of 
civil  authorities  and  public  relations. 
.   Military  education :  aviation  instruction  at  non-Fed- 
eral establishments: 

V      Property  (Govemment-owTied) 2643 

Loan  of 2643 

Responsibilities  of  institutions ..-    2643 
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AIR   FORCE  DEPARTMENT — Continued 

Regulations— Continued 
Motion  picture  service;  military  reservations. 

main  heading  Army  Department. 
National   Guard  regulations:   Federal  recognition 
(requirements,  withdrawal  by  Air  Force  Depart- 
ment, etc.).    See  main  heading  Army  Depart- 
ment. 

Personnel:  _  L  •  *     -» 

Allowances   for   clothing,   quarters,   subsistence, 
etc.;  Executive  orders  respecting.    See  main 
heading  Presidential  documents. 
Appointment:  '  * 

Of  officers  in  United  States  Air  Force  for  duty 
with  Judge  Advocate  General's  Depart- 

'   ment 7"j~j"""rr 

Of  second  lieutenants  from  distinguished  mui- 
tary  graduates,  Air  Force  Reserve  Officers' 

Training  Corps — 6130 

Aviation  cadets;  enlistment »"^o 

Applications;   forwarding- i^^Z 

IneligiWes.  for  navigation  and  pilot  training— 
Requirements 


Page 


1251 


7009 
700» 


Selection  and  enlistment ^SSn 


1009 


Training;  reinstatement  to." of  non-graduates— 
Decorations,  medals,  ribbons  and  similar  devices. 

See  main  heading  Army  Department. 
Discharge  or  separation  from  service.    See  main 
heading  Army  Department. 

Disloyal  or  subversive  personnel .6979 

Enlistment:                                                 ^            , 
In  grades  appropriate  to  training  and  experi- 
ence  ^ -^ 4874 

Of  aviation  cadets.    See  Aviation  cadets/ 
One-year,  in  Air  Force.  See  main  headin^Army 
Department. 
Recruiting  for  Air  Force  and  Regular  Army.    See 
main  heading  Army  pepartment. 

Review  Boards.  Personnel ^*^ 

Correction  of  Military  Records.  Air  Force  Board 

for JL r — -JJJ 

Redesignation t 6948 

Disability  Review  Board,  Air  Force 6946 

Discharge  Review  Board.  Air  Force 6946 

Application  for  review 7620 

•Separation  or  discharge  from  service.    See  main 

heading  Army  Department. 
Subversive  personijel.    See  Disloyal  or  subversive 

personnel. 
Transportation  of  household  goods  of  members  of 
Air  Force: 
*   ,  Army  Department  regulations.    See  main  head- 
ing Army  Department. 
Executive  order  respecting.    See  main  heading 
Presidential  documents. 
Women's  Army  Corps;  enlistment  of  women  in  Air 
Force  and  Army.    See  main  heading  Army 
Department. 
Procurement : 
Armed  services  procurement  regulations;- Joint 
regulations  of  armed  forces.    See  main  head- 
ing Defense  Department. 
Interim  statement: 
Functions  performed  by  Army  for  Air  Force.— 
Profit  under  Vinson-Trammell  Act;  report  oX_— 

Public  information;  bid  invitations 

Joint  procurement  regulations.   See  main  heading. 
Ajmy  Department.  - 
Public  relations.    See  Aid  of  civil  authorities  and 

public  relations. 
Redesigtiation  of  regulations  (transfer  from  Title  34 

to  Title  32.  Code  of  Federal  Regulations) 

Renegotiation,  military;  joint  regulations  of  armed 
forces.    See  main  heading  Defense  Department. 

Reserve  forces: 

Air  Reserve  Officers'  Training  Corps: 
Dental  officer  procurement,  senior 

gram 

Training  camps 

Enjisted  Reserve  Corps : 
Eligibility,  separation  from  service,  etc.     See 

main  heading  Army  Department.  _ 

-     Voluntary  call  to  active  duty —  5525,  6065 


2140 
2660 
2140 
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AIR  FORCE  DEPARTMENT— Continued 

Regulations — Continued 
Reserve  forces — Continued 

Officers'  Reserve:  .. 

Prior  to  revision—  *iw, 

1592,  1649,  2612. 2644.  2899. 5537,  6042, 6077 

Revision — "^336 

Appointment:  ^^^ 

In  United  States  Air  Force  Reserve  with- 
out  prior  commissioned  service;  per- 
sons eligible,  individuals  with  service 
in  Navy.  Marine  Corps  or  Coast  Guard _ 
•  Of  officers  In  Judge  Advocate  General's  De- 
partment Reserve,  U.  S.  Air  Force  Re- 
-      ,  ',  serve;  qualifications,  grades  above  first 

lieutenant 

Identification   cards "707 

Retirement  of  Air  Force  Reserve,  personnel : 

Prior  to  revision 

Revision. ■ — , --- 

Separation  of  persormel  from  United  States  Air 
Force  Reserve 

Transportation  of  household  goods: 

Army  Department  regulations.    See  main  head- 
ing Army  Department. 
Executive  order  respecting.     See  main  heading 
Presidehtial  documents. 
Renegotiation,  military;  joint  repulations  of  armed 

forces.    See  main  heading  Defense  Department. 
Reservations;  transfer  of  oil  and  gas  rights  m  certain 
lands  in  Barksdale  Air  Force  Base  Reservation. 
■STee  Barksdale  Air  Force  Bombing  and  Gimnery 
Range. 
Reserves.  Air  Force: 

Precedence  of  members  of  armed  forces  when  in  for- 
mations, order  by  Secretary  of  Defense.     See 
main  heading  Defense  Department. 
Regulations  respecting.    See  Regulations,  above. 
Selective  Service  records  administration;   supplying 
information  to  Federal  agencies  and  officials,  reg- 
ulations.    See   main   heading  Selective  Service 

System.             '                                  «         r-.       _* 
Transfer  of  functions,  etc..  between  Air  Force  Depart- 
ment and  other  Departments: 
Certain  functions,  etc.,  transfer  between  Air  Force 
and  Army  Departments;  orders  by  Secretary  of 
Defense.     See  main  heading  Defense  Depart- 
ment.                       '                                      ,    ., 
Oil  and  gas  rights  In  lands  adjacent  to  Barksdale  Air 
Force  Bombing  and  Gunnery  Range.  Louisiana; 
proposed  transfer  of  jurisdiction  to  Interior  De- 
partment, notice  of  public  hearing 5445.  5816 

Transportation : 

By  naval  and  military  aircraft;  regulations  by  Sec- 
retary of  Defense.    See  main  heading  Defense 
Department. 
Of  household  goods  of  members  of  Air  Force: 
Army  Department  regulations.    See  main  heading 

Army  Department  .       ,  i 
Executive  order  respecting.     See  main  heading 
Presidential  documents. 
Women's  Army  Corps;  enlistment  of  women  in  Army 
and  Air  Force.    See  main  heading  Army  Depart- 
ment. 
AIR  NAVIGATION  DEVELOPMENT  BOARD;  establish 
'ment  within  Civil  Aeronautics  Administration.    Se 
-   CivU  Aeronautics  Administration. 
AIR  TRANSPORTATION.  FACILITIES.  ETC.: 

Accidents.'  aircraft;  investigation  of.    See  Civil  Aero- 
nautics Board. 
Aerial  flights  by  persormel  of  Reserves  of  Army.  Navy. 
Air  Force,  Marine  Corps',  and  Coast  Guard:  Exec- 
'.    utive  order  respecting.     See  Presidential  docu- 
ments. 
Air  Force  Department  regulations.    See  Air  Force  De- 
partment. 

Navigation   Development  Board;  establishment 
within  Civil  Aeronautics  Administration.  See  Civil 
Aeronautics  Administration, 
navi^tlon  sites.*  withdrawal  of  public  lands  for. 
See  Land  Management  Bureau. 
Airports  of  entry.    See  Customs  Bureau,  and  Immi- 
gration and  Naturalization  Service. 
Airspace  designations.    See  CivU  Aeronautics  Admin- 
istration. 
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AIR  TRANSPORTATION.  PACILmES,  ETC.— Con.         Pa«« 
Airspace  reservation  over  Superior  National  Forest. 
Minnesota;  establishment  by  Executive  order.  See 
Presidential  documents. 
Civil  aircraft,  navigation,  etc.,  regulations  respecting. 
See  Air  Force  Department;  Civil  Aeronautics  Ad- 
* .  ministration;  and  Civil  Aeronautics  Board. 
Civil  airways,  etc.,  designation  of.    See  Civil  Aeroruiu- 

tlcs  Administration. 
Danger  areas  over  military  installations,  etc..  civil  air 
regulatiwis  respecting.     See  Civil  Aeronautics 
Board. 
Documents  for  entry  of  aircraft  of  United  States  regis- 
try engaged  in  trade ;  joint  regulations  of  Customs 
Bureau.  Immigration  and  Naturalization  Service, 
and  Public  Health  Service.    See  Customs  Bureau. . 
Educational  requirements  for  aeronautical  research 
pilots;  civil  service  regulations.    See  Civil  Service 
Commission. 
Poreign- trade  zone;  use  of  portion  of  municipal  air- 
port of  San  Antonio.  Texas.    See  Foreign-Trade 
Zones  Board. 
Hawaii,  disposal  of  airports  in;  authority  respecting.        ^^ 
See  War  Assets  Administration. 
•  International  Civil  Aviation  Organization;  proposals, 
etc..  respecting  Ihtemational  civil  aviation.    See 
^    ■   Civil  Aeronautics  Board. 

Investigation  of  aircraft  accidents.   See  Civil  Aeronau- 
tics Board. 
Labor  disputes  between  certain  carriers  and  their  em- 
ployees;  emergency   board  to  investigate.     See 
Presidential  documents.  ^ 
Landing  of  aircraft: 

Entering  United  States,  requirements;  joint  regiila- 
tions  of  Customs  Bureau,  Immigration  and  Nat- 
uralization Service,  and  Public  Health  Service. 
See  Customs  Bureau. 
Within  national  parks  and  moniiments;  regulations 
respecting.  See  National  Park  Service. 
Public   airports,   regulations   respecting.     See  Civil 

Jleronautics  Administration. 
Public  health  regulations.    See  Public  Health  Service. 
Quarantine: 

Plants  and  plant  products.    See  Entomology  and 

Plant  Quarantine. 
Public    health    regulations.    See    Public    Health 
Service. 
Radio  service,  aeronautical.    See  Federal  Communica- 
tions Commission.  • 
Seaplane  restricted  area.  Gulf  of  Mejcico  tFlorida); 
navigation   regulations  of  Corps  of  Engineers, 
See  Engineers,  Corps  of. 
Steel  and  products,  for  maintenance,  etc.,  of  aeronau- 
tical facilities;  allocation  of.    See  Commerce  De- 
partment. 
Transportation    of    Government    and    non-govern- 
ment personnel: 
By  civil  air  carriers;  free  and  reduced  rates.    See 

Civil  Aeronautics  Board. 
By  naval  and  military  aircraft.    See  Defense  De- 
partment. 
Washington  National  Airport;  regulations  respecting. 
See  Civil  Aeronautics  Administration. 
AIRSPACE    RESERVATION,    establishment    of.    over 
Superior  National  Forest.  Minnesota;  Executive  or- 
der respecting.    See  Presidential  dociunents. 

ALASKA: 

Air  carrier  <H>€rations  In.  See  Civil  Aeronautics 
Board. 

Air-navigation  site  withdrawal.  See  Land  Manage- 
ment BureauT 

Airports  of  entry  for  Immigrants;  redesignation  of 
C.  A.  A.  Field.  Juneau,  Alaska.  See  Immigration 
and  Naturalization  Service. 

Alaska  Field  Committee,  Interior  Department;  au- 
thority respecting  contracts.  See  Interior  De- 
partment. 

Alaska  Game  Commission.  See  Alaska  Game  Com- 
mission. 

Alaska  Railroad.    See  Interior  Department. 

Alaska  Road  Commission.    See  Interior  Department. 

Child  labor  In ;  certificates  of  age.  regulations  respect- 
ing.   See  Child  Labor  BranclT. 

Civil  airways,  etc.,  designation  of.  See  Civil  Aero- 
naiitics  Administration. 
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ALASKA— Continued 

Customs  Collection  District  No.  31.  designation  of  Cor- 
dova as  customs  port  of  entry;  Executive  order  re- 
specting.   See  Presidential  documents. 
Pish  and  wildlife  protection.    See  Alaska  Game  Com- 
mission, and  Pish  and  Wildlife  Service. 
Fisheries,  commercial.     See  Fish  and  Wildlife  Servijre. 
Forest  lands;  elimination  from  national  forests  of  cer- 
tain home  and  industrial  sites.    See  Forest  Serv- 
ice. 
Housing: 
Functions  and  activities  of  Administrator.  Housing 
and  Home  Finance  Agency  respecting.     See 
'        Housing  and  Home  Finance  Agency. 
Mortgage  insurance;  regulations.  See  Federal  Hous- 
ing Administration. 
Ketchikan,  City  of.  construction  of  power  project; 

hearing.     See  Federal  Power  Commission. 
Military  housing  insurance  regulations.    See  Federal 

Housing  Administration. 
Mineral  lands  in  national  parks;  regulst^ions  respect- 
ing.   See  National  Park  Service. 
National  forests,  parks  and  monument^: 
Landing-  of  aircraft  in  national  parks  and  monu- 
ments ;  regulations.    See  National  Park  Service. 
Public  lands  in.     See  Land  Management  Bureau. 
Postal  regulations  respecting  domestic  mail  rates  to. 

See  Post  Office  Department. 
Public  lands  in.    See  Land  Management  Bureau. 
Radio  stations  in,  regulations  governing.    See  Federal 

Communications  Commission. 
Sea  lions;  killing  of.  in  Alaskan  territory  and  waters 
permitted,  with  certain  exceptions.    See  Pish  and 
WUdlife  Service.  ^ 
Selective  Service  records  administration;   supplying 
Information  to  officials  and  agencies  of  States. 
District  of  Columbia,  territories  and  possessions. 
See  Selective  Service  System. 
Transportation  service.  "NorthStar,"  between  Alaska 
Native  Service  and  other  Government  agencies  in 
Alaska.    See  Indian  Affairs  Bureau. 
Wildlife   in;  regulations   respecting.    See   Pish    and 
Wildlife  Service. 
ALASKA  GAME  COMMISSION: 
Regulations: 
Pur  management  areas: 

Arctic  Slope  Pur  Management  Area 1502 

Koyukuk  Pur  Management  Area 1502 

Upper  Tanana  River  Pur  Management  Area 1502 

Guides;  employment  and  qualifications 547,1501 

Licenses,  trapping  and  hunting;  resident.llcenses.  547. 1502 

Poisons;  designation  and  use 547. 1502 

Protection  of  polar  bears  and  other  big  game  ani- 
mals; employment  of  guides.    See  Guides. 
Trapping  and  himting;  resident  licenses  for.    See  . 
Licenses. 
ALASKA  RAILROAD.    See  Interior  Department. 
ALASKA  ROAD  COMMISSIC»I.    See  Interior  Depart- 
ment. 
ALIEN  PROPERTY,  OFFICE  OF: 

Claims:  , 

For  loss  or  damage  to  property  deposited  by  alien 
enemies;  settlement.    See  main  heading  Justice 
Department. 
Time  for  filing.    See  General  rules  of  procedure.    * 
Dissolution  orders.    See  Vesting  orders. 
General  rules  of  procedure,  time  for  filing  4ebt  claims;  - 
bar  dates  for  claims: 
Debtors  whose  property  was  vested: 

July  1-December  31.  1947 

January  1-June  30.   1948 

Time  for  filing  extended  from  August  8,  1948,  to  No- 
vember 18,  1949  for  listed  banks: 

Mitsui  Bank.  Ltd . 

Sumitomo  Bank,  Ltd 

Yokohama  Specie  Bank.  Ltd 

Germany: 

Cash  owned  by 3765, 

Relinquishment  by  State  Department  of  control  over 
certain  property  of  former  German  Govern- 
ment  

Vesting  orders  respecting  German  Embassy: 

Certain  cash  and  personal  property 

Savings  account.  Wiedfelt  Fund— j 
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Japan: 
Bank  accounts  and  checks  owned  by  former  Japa- 

Unese  Government *646 
t  owing  to M. iMi. 

-  Relinquishment  by  State  Department  of  control  over 
certain  property  of  former  Japanese  Govern- 
ment  2590 

Organization  and  delegations  of  final  authority: 

Central  and  field 'organization 2654 

•  Delegations  to  various  officials  respecting  certain 
matters:  '  -     j 

Blocked  assets;  authority  of  Chief.  Foreign  Funds 

Section,  and  others,  concerning ^dm 

Documents;  authority  to  certify ;Jo3* 

Records  authority  to  make  available -Joa* 

Trade-marks;    authority    of    Chief.    Operations 
Branch.  Chief.  Patent  Section,   and  Chief. 

Patent  Prosecution  and  Trade-Mark  Unit 2654 

Vesting  orders,  etc.;  authority  of  Chief.  Opera- 

tions  Branch,  and  others ^^4 

Reconstruction  Fi;iance  Corporation,  return  of  vested 

property.    See  Vesting  orders. 
Regulationf: 
Blocked  assets: 

See  aZso^Reports.  .     ,    ,  .  .a 

Regulations  issued  by  Office;  control  of  Imported 
securities  (Public  Circular  No.  38 > : 

Reports  respecting 2851 

Termination  of  agency.  Federal  Reserve  Bank 

of  New  York '^''^l 

Regulations  issued  originally  by  Treasury  Depart- 
ment: 
General  licenses: 
Blocked  countries   (except  Spain.  Portugal, 
and  Tangier)   generally  licensed  (Gen- 
eral  License    No.    94);    exclusion    from 
Code     of     Federal     Regulations.     1949 

Edition L".,"i:~ 

Spain  and  Portugal,  sending  of  checks,  drafts, 
securities,  etc..  from  United  States  to 
(General  License  No.  88) ;  exclusion  from 
Code     of     Federal     Regulations.     1949 

Edition 

General  rulings: 

Authorization  for  transactions  by  persons 
within  Tangier  (General  Ruling  No.  9). 
exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition 1409 

Control  of  imported  securities  (General  Rul- 
ing No.  5) : 
Duty  of  persons  bringing  or  receiving  se- 
curities  

Duty  of  persons  to  whom  securities  ten- 
dered  

Federal  Reserve  Bank  of  New  York,  dispo- 
sition of  securities  delivered  to 2850 

Mexican  railroad  property  in  United  States 

(General  Ruling  No.  15).  revocation 6113 

Property.  German  and  Japanese,  limitations 
on  dealings  in  or  with  respect  to  certain 
property    (General    Ruling    No.    IIA) ; 
•transfer",  definition 2850 

Public  circulars: 
Administration  of  assets  of  decedents  estates 
under  General  License  No.  30 A  (Public 
Circular  No.  20) ;  application  for  special 

license — -- 

Applications  for  licenses,  penalty  provisions 
waived  respecting  copies  and  execution  of 
oath  (Public  Circular  No.  23) ;  exclusion 
from  Code  of  Federal  Regulations.  1949 

Edition - 

Patents,  trade-marks  and  copyrights.  United 
States,  in  which  blocked  nationals  have 
Interests: 
Applications,  transfers,  etc.  (Public  Circu- 
lar No.  5) :  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 1409 

Special  accounts,  establishment  and  trans- 
fers of  Interests  from  (Public  Circular 
No.  5b) ;  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 1409 

Reports  of  property  subject  to  United  States 
juri=;diction,  instructions  for  preparation 
of  (Public  Circular  No.  4C) :  revocation—        78 
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ALIEN  PROPERTY,  OFFICE  OF— Continued 

Regulations— Continued 
Copyrights.     See  Patents,  trade-marks  and  copy- 
rights. .  ,        . 
Federal  Reserve  Bank  of  New  York;  agency  of.  and 
duties  respecting  blocked  assets,  under  regula- 
tions issued  by  Office  or  under  regulations  is- 
sued originally  by  Treasury  Department.    See 
Blocked  assets. 
Patents,  trade-marks  and  copyrights: 
Licensing  certain  transactions  by  German  na- 

tionals  in  works  subject  to  copyright 4788 

Public  circulars,  regulations  issued  by  Treasury 

Department.    See  Blocked  assets. 
Reports;  copyrights  or  interests  therein,  and  i^r- 
sons  having  Interests  In  patents.     See  Re- 
ports. 
Procedure,  general  rules  of: 

Licensing 

Reporting  concerning  certain  property 

Reports:  ,  ,  . 

Copyrights  or  Interests  therein,  provisions  respect- 
ing; exclusion  from  Code  of  Federal  Regula- 

tions.  1949  Edition 1409 

Patents,  persons  having  interest  in;  reports  con- 
cerning changes  In  status  as  foreign  national, 
provision  respecting,  exclusion  from  Code  of 

Federal  Regulations.  1949  Edition 1409 

Return  of  vested  property.    See  Vesting  orders. 
Trading  with  Enemy  Act.  administrative  provisions 
respecting  taxes  under.     See  main  heading  In- 
,       ternal  Revenue  Bureau. 
Vesting  orders,  etc.: 
Copyrights: 

Akademlsche  Verlagsgesellschaft  m.  b.  H---..-— 
Akademlsche  Verlagsgesellschaft  Becker  and  Erler 

Kom.-Ges 

Barth.  Johann  Ambrosias <>"^* 

Beyer.  Otto.  Verlag |0 

Brockhaus.  Max obM 

Crescendo  Theater-verlag  G.  m.  b.  H owa 

Dreisorner.   Walter 5479 

Eigenbrodler  Verlag  A.  G 8655 

Enke.  Ferdinand,  Verlag ^835 

Fischer.  Gustav,  Verlag  von 1204 

Fischer.  S.,  Verlag  A.  G \„   ill 

Gerbrtider  Borntraeger 50,  428 

Gebruder  Borntraeger,  Verlag  von "87 

Heering.  Dr.  Walther 5479 

H-ymans.  Carl 31 

Hinrlchs  J  C --_- - loao 

Imperial  Household  Museum  (Japan) 1204 

Kahnt.  C.  F »034 

Karg-Elert.  Louise 451 

Lebenswelser-Verlag '-.^ 848 

Lehmanns.  J.  F..  Verlag 7635 

Mielke.  Fred 2003 

Mitscherlich.  Alexander — 2003 

Musikwissenschaftlicher  Verlag. —    5479 

Niemeyer,  Max,  Verlag 5479 

Propylaen-Verlag  G.  m.  b.  H 7634 

Quelle  and  Meyer.  Verlag  von 51 

Ries  and  Erler.  G.  m.  b.  H 427 

Ries.  Franz _ *27 

Rohmkoph,  Emll - 6655 

Schneider,  Lambert —     2003 

Schweizerbarfsche,  E.,  Verlagsbuchhandlung 7635 

Springer,  Julius;  Verlag  von 2004 

Springer- Verlag 2004 

Staackmann,  L.,  Verlag  G.  m.  b.  H 6655 

Ugrino-Verlag 5479 

Verlag  Chemie.  G.  m.  b.  H 5479 

Von  Gebruder  Borntraeger.  Verlag 5479 

Wasmuth.   Ernst 31 

Weber.  J.  J..  Verlagsbuchhandlung 6034 

Costs  Incurred  In  court  actions  in  listed  States: 

California-- , —,198.  2428 

Connecticut , 2653 

District  of  Columbia——- ^  6824. 

Illinois ..-.—— Mfl07.  2102.  5951 

Indiana  _ 634. 

Michigan. 848 

Minnesota ^34 

Missouri --— - r JJJJ 

New  Hampshlre-.^-..^ '505 

New  Jersey- 2101.  7189.  7302 


ALIEN  PROPERTY,  OFFICE  OF— Continued  P»8« 

Vesting  orders,  etc. — Continued 

Costs  Incurred  In  court  actions  In  listed  States — 
Continued 

New   Mexico 5891 

New  York 847.  2653 

4504.  4505.  4506.  5131.  5891,  5951.  6824.  7189 

Ohio .- 834 

Wisconsin 834 

Dissolution  orders: 

Bruhan  Realty  Corp f 5684 

Corner  Mott  and  Hester  Streets.  Inc-\_ 141 

Fortra.  Inc 3809 

Simpson,  Lange  and  Co..  Inc 2400 

Suzuki.  S..  and  Co.  of  New  York.  Ltd 141 

Yamanaka  and  Co..  Inc 1699 

Return  of  vested  property: 

Aardal.  Ole 7555 

Aas.  Bjarne— 3808,  5360 

Abe,  Kinzo-, 6144 

Abramovlcl.  Ghlzela.  Lenta,  and  Zutu 3076,  4813 

Adelsberger,  Dr.  Lucie 5483.  6324 

Alliance  Industrielle  and  Financiere  Francaise, 

S.  A 3910.  5284 

Amberg.  Ludwig 614i 

Ambuhl,  Louis 3605,  4934 

American  Securit  Co 790.  848,  4630,  2583 

Amerlux  Steel  Corp 5952 

Andreae,  Irmgard 7002 

Anschuetz.  Richard 6272.  7260 

Aoki,  Niro 4533 

Archbald,  Anne— 3076,  6423 

Arita,  Takazo-.. 6144 

Artom,  Camillo 6272,  7438 

Asada.  Tokiichi 6144 

Ashita.  Toshizumi 6144 

Asslcurazioni  Generali  di  Trieste  e  Venezla 4969 

Augelli.  Narcisa 6123.  7214 

Autal,  Maria  Wuchere-Huldenfeld 7261 

Aveline,   Claude 6867 

Avtsine,  Eugene 6867 

Awa,  Risaburo 6144 

Bach,  Paula  Katten 7174 

Bach.  Stefan  Joseph 6868 

Balduccl,  Unita 7261 

Baldwin,  Philip  Sidney 6508,  7722 

Banco  di  Napoli 516,  3075.  3255.  3808.  4815.  5752 

Barbusse,  Helyonne  Genevieve 5172.  6102 

Barton,  Pauline  Hanni... — -1 6076,  7146 

Bastianelli,  Giuseppe 559.  1662 

Batzouroff.  Dragoi — 1877.  2844 

Beilin,  Bronislaw  L 118,  746 

Benguet  Consolidated  Mining  Co 1862.  2844 

Benz.  Judith  Barbara 7464 

Bernstein.   Use 7174 

Berte.  Emll 5732.  6671 

Bertry.  Vital  Antoine 5554.  6423 

Bessel.  W.,  and  Cle 4031.  5383 

Beutler,  Alberto  Th 3191.  4815 

Bevoort.  Cornells 930.  1877 

Bierman.  Hildegard  Baeck 1117.  2159 

Biguet.  Marie-Louise 4853.  6157 

Bilecki,  Hedwig 6708,  7510 

Billen,  Hilda  Eugenie  Laoureux 6102 

Blass.  Grete  (Margarete) 1312.  2429.  6272.  7260 

Blass,  Lucie 6272 

Blomgren,  Sofie  (Sophia) 5035,  5892 

Blume.  Carlos 4814,  5856 

Boesl.  Giscla 7261 

Bornemann.  Stephen  and  Suzanne 7510 

Boukis.  Anastasia  Pappaglanakls 3456.  7720 

Bousek.  Margarethe 1862,  2843 

Boutet  de  Monvel,  Louis  Jean  Roger 6867 

Brauns,  Walter  S 7214 

Broch  de  Rothermann,  Eva 7464 

Burah,  Estera 1 4815,  5856 

Burg,  Odile —  6654.  7438 

Cagnacci,  Maria  and  Mario 5035,  6103 

Calabi.  Anela  Pileri  and  Ugo 6272.  7438 

Calandra.   Alphonse 3972 

Calmann-Levy  Publishers 6867 

Camani.  Amalia 3191.  5383 

Carnevali.  Vito 2886,  4030 

Carrera,  Carmine  and  Michele 5000,  6867 

Casse,  Marcel 404,  2079 

Castellani.  Dr.  Aldo 5620.  68S8 
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Cerlnl.  Dr.  Leonardo 6101.  7145 

Cernuschl.  Giovanni  and  Maddalena  S 106 

Chamberlain.  Mary  B 7214 

Christiansen.  Ane  Katharina 5555.  6653 

Clar.  Dr.  Eric 

Clavel.  Antonlne.  Felix.  Germain,  and  Marie 

Clavel,  Marcel 3428, 

Colazza,  Dr.  Giovanni 1150. 

CoUeoni,  Leone --- 

Coluflandres,  S.  A 5035, 

Compagnie  Generale  De  Telegraphie  Sans  Fll — 1 
Comptoir  Metallurgique  Luxembourgeois  "Colu- 

meta,"  S.  A 5035. 

Conard-Pyle  Co 210. 972 

Conseil  du  Curatelle  pour  I'Encouragement  des 

Compositeurs  et  Musiciens  Russes 5497. 

Corti,  Count  Egon 5554, 

Corti,  Mario 5497, 

Costa.  Anna.  ved.  BergaHi.  et  al 3698. 

Credito  Itallano 2519. 

Cros.  Suzanne 6867 

Cusimano.  Caterina  Compagno 2964,  4999 

Da  Conturbla,  Fortunato 404.  1372 

Dahl,  Dagfinn 3147 

D'Ajeta,  Blasco  Lanza 6101,  7213 

Dalla  Rosa-Prati,  Virginia  A.  (Phillips) 5036,  6539 

Damman,  Irene 4031.  6653 

Danel,  Pierre  Francois 996,  2079 

Date.  Kimiko  (Elsie  K.  Dang)  and  Tora 4533 

David.  Estera 6101,  7464 

De  Coster.  Henri ,—  6707.  7721 

De  Crevecoeur.  Louis  Guillaume  St.  John 6867 

De  Directle  van  de  Staatsmijnen  in  Limburg 6076 

De  Flers,  Mrs.  Robert-^ 7820 

De  Fonbrune,  Pierre  Henry  Dussumier 1312.  2843 

De  Forceville,  Clarlta 6867 

Deg,  Elizabeth 3147 

Dekker,  Arlen 2159,  3322 

Del  Monte.  Dorothea  Ballard  Smith  Marigliano__  4917. 

7028 

D'Enno.  Marie  Burns  Alberti 7146 

De  Nobili  Cigar  Company  stock;  Italian  claimants. 

listed 1225.  1878,  2758,  3218,  3364,  7260 

De  Pietro,  Giuseppe.  Maria  Giulia.  and  Nicola.  559.  1312 

Detroye.  Jean 6424 

D'Eustachio.  Antoinetta  and  Egldio 5554,  6508 

Dezsone,  Bertha  Frenkel 5554,  7146 

Dif^udonne,  Hector 5035,  5952,  6508 

Di  Medio,  Lucia • 5000,  6867 

Di  Paolo,  Angelo 559 

Dokoutchaeff,  Helene 2079,  3148 

Dolling,  Johanna 3255.  4893 

Drakes,  Demetra  Pappagianaki.«; 3456,  7720 

Du  Gard.  Roger  Martin 5172.  6102 

Dupont,  Pierre 6867 

Durand  and  Cle 3071.  4031.  4814 

Edelblut.  Joseph 7002 

Edelheim,  Anna  Johanna 930,  1940 

Edenburg,  Josef 5644,  7721 

Editions  Salabert  S.  A 4853. 

5483.  5856.  6424.  6707.  7721 

Ehrlich,  Joseph  R 3147.  4853 

Eichman.  Else 236.  973 

Emsheimer.  Bertha 237.  954 

Endo,  Kichizo 6144 

Enoch  and  Co..  Ltd 6867 

Erichsen  (Erickson).  Emma 5035,  5892 

Eros.  Anna  Fulop , 3654,)5451 

Esser,  Enrique  Herman 1862,'3322 

Etablissements  and  Laboratoires  Georges  Truffaut 

S.  A 4031.  5891 

Fabriques  de  Produits  Chimlques  de  Thann  et  de 

Mulhouse 374 

Palasco.  Louisa 2080 


2075 
3191 


Pauchols.  Rene -.- 5172,  6102 

Feiner.  Ruth 3513.  4894 

Fenoaltea,  Maria  Clementina 83 

Fetsch,  Hedwig  and  Rudolph 6739,  7555 

Fibres  Associates.  Inc 730 

Flnkelstein.  Pesa 4815.  5856 

Fischer.  Joseph 6101.  7465 

Plesch.  Anna  Fischer 6101.  7465 

Pluchere.  Henri -    6867 
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Prankenthal.  Use 106 

Prenkel,  Esther.  Labor,  Mlklos.  Pirl.  Sandor,  and 

Sari 5554.  7146 

Preyssinet,  Eugene 678.  3972 

Prledle.  John  M 331.  2912 

Prils.  Carsten 4917,  5891 

Pujlhlra,  Shosuke .   6144 

Pujinaml.  Tokujlro 6144 

Pujltanl,  Mataichl  (Oeorfe) 6144 

Pujlura,  Motoi 5172 

Pukunaga.  Kazuo.  et  al 556.  1281 

Punaro.  Roberto —  8272,  7438 

Purukawa.  Kino 6144 

Garzon,  Julio 6867 

Gauthier.  Jean  Marie  R.  E.  C 5172,  6102 

Gazda.  Antolne 1206 

Gebethner,  Jan - —    3653 

Gebethner  and  Wolff 3653.  4999 

Gentilll.  Anna  Elissa ^■- 1226,  2159 

Gerstenberg.  Aage . 2844 

Giampiccolo.    Prancesca.    Qiovanna.    Giuseppe, 

Rosa,  and  Rosarlo 4918.  5890 

Gigllottl.  Antonio  and  Francesco 2886.  3808 

Glnancoll.  Enl  Lucchesi 7002 

Girsch.  Theresia 2583.  3605 

Gluffre.  Maria  A.  and  Silvio  E 2520,  3322 

Gjerdet,  Beata 5035,  5892 

Glass.  Crete 3076 

Gliatl.  Sofia  K.  Pappaglanakls .-     3456 

Goerner.  Johanna  P.  C 3076 

Goldenbcrg,  Reuben  and  Rolf 6708,  7635 

Goldschmldt.  Victor  Morltz 3147 

Goldstein,  Eva  Joseph  and  Sonla 3428,  4999 

Goudard,  Pellx 5483,  6380,  7555 

Goudard,  Maurice 2844.  3364 

Granath,  Bettl 3076.  4813 

Grand.  Jens 6654.  7720 

Gras.  Jean-Pierre  Elzear 6867 

Graveure.  Louis r- 814,  1877 

Gregorinl-Blngham.  Giovanni '—  210,  1662 

Griffon,  Gaston  Leon  Rene " 5552 

Gross,  John  I —  4853.  5732 

Gruber,  Margarete  May.  Marie,  and  Rosa 6144 

Grumbach,  Bertha —    7496 

Guignebert,   Marthe . 236 

Hafn?r.  Raoul ^ « 1701,  4030 

Hamaguchl,  Hisakazu 6144 

Hamano.  Itsu 6144 

Hammer.  Doris 2604,  3604 

Hansen,  Wllhelm,  Muslk-Foriag 996.  1877,  7820 

Kara.  Hakaru  (William) 6144 

Hardy.  Louise  Mary 5384 

Harris,  Robert 106 

Harshberger,  Russell  P 3428.  4934 

Hart.  Erna 3171.  4813 

Hasegawa,  Kenryu 6144 

Hashimoto.  Mlchl 6143 

Hawerda.  Anna ^ 2583,  3605 

Hayden.  Roper  Randolph 6076.  7146 

Henriksen.  Ernst  Johan  Jens 2248,  3428 

Herberg,  Elfrieda  Wachner 6143 

Herrlein,  George  and  Lizzie ■-.  3115,  4933 

Hess,  Pred 6654,  7496 

Heugel.  Paul  Jacques 7700 

Hinrichsen.  Max  and  "Vyalter . 106,  2040 

Hirsch,  Max 3653.  4999 

Hjartsater,  Jacob  Johansson 5483,  6423 

Hofirek,  Josefine   (Josephine) 2583,  3604 

Hoover  Co 6654,  7438 

Horita,  Kiyo.j -^1 

Horty,  Bela- 4031,  5684 

Horty,  Thomas 31 

Hubbard.  Michael  Edmund 5000 

Huitfeldt,  Eiler  de  Moltke 559 

Hyney.  Adeline  B -_,913.  1702 

Ikeda,  Leo  Ryotaro |D4.  1150 

Independent  Aluminum  Corp 1150,  2159 

Ingeman-Nielsen,  lima  Amalla i-     645$ 

loseb,   Rasela 4999 

losef.  Hava 4999 

loslf,   Buradi 4999 

losop,   Lapu — 4999 

lovine,  Joseph  V 3653 
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Ishida,  Hiroml _ -»    3574 

Ishii.  Robert  Tadashl :2160 

Ishikawa,  Henry  J _ .  874 

'  Island  Pender  Shop ' 31 

Italian  claimants,  certain ^ -_ —    8698 

Jacobson.  Dr.  Jacob *, '. 516.  1205 

Jarosi.  Alice  Maud . -. 2604.  3604 

Jensen,  Dagmar 5555.  6424 

Johanson.  Andrea — '. ; *—  5555,  6424 

Jorgensen,  Vemer  Eggert i. 404, 1226 

Joseph,  Bernard.  Lupu,  and  Rachel 3428,  4999 

Kahn,  Adolph  and  Robert 3220,  4917 

Kahn.  Daniel  and  EmU 5000.  5892 

Kan^o,  Toshiji,  et  al 5000,  6102 

Kanitz,  Georges ._._. ^-- 3910,  5383 

Katscher.  Agnes _ ^__- ^-  1147,  2248 

Katten.  Herman '. 7174 

Keidel.  Perdmand  B.  and  Lquisa  J 7214 

Killeen.  Edward  V...^ — —  1877,  2844 

Kish.  Charles  J..  Jr.. ^— 6076.  7214 

Klarmann.  Sophie. ...^ 6144 

Klein,  Anna  Rosenfeld 31 

Klein.  Erzsebet  and  Lajos 3428.  4917 

Klein..  Lucie__ _; 106 

Klingelhofer.  Charles  Louis... 3972.  5620 

Klyn.  Gerard  K ^-_ 3322.  6423 

Kohlistock.  Anna  Luise  Blume___, 359.  375,  1876 

Kommer,  Ludwig 6076,  7214 

Konrad,    Barbara,    Franz,    George,    Hilda,    and   -^ 

Marie --     W44 

Kosak.  Franz  Alexander. 4917.  5776 

Kriegler,  Alois . . -     7174 

Kuncis.  Peter ; — 106 

Kunishlge.  Andy  Norihiro  and  Itsuzo 974 

Kurz,  Prida  and  Hanna u 2056 

Lachmann.  Erich 6035.  6764 

Laderer,  Joharma . 7496 

Lambiotte,  Auguste .. ^^— 5555,  6489 

Laoureux.  Marguerite  Eugenie  Tasnier 6102 

Larsen.  Bjorn  Valeur 5644,  6538 

Lazerivici.  Tiporia 3076.  4813 

Leblanc.  Claude  and  Marguerite 4853.- 6157 

Lebov.  Avram  and  Bercu w.-  4815,  5856 

Leclerc,  Max.  and  Cie..  Ltd 516 

Ledeb6er.  Jeremias  H 2159.  3255 

Legerlotz.  Helmut , 973 

Lemoine.  Henry,  and  Cle 7821 

Lenander.  Nils  Erik 359 

Lepkowski,  Marjorie i. ,_  1312,  2519 

Leto.  Domenica^ 288 

Libraire  Academique  Perrin 3653.  4999,  5451 

Librairle  Ernest  Flammarion 5497.  6422,  7262 

Librairie  Henri  Didier 7700 

Librairle  Plon _• 6867 

Lo  Bianco,  Vittprio . ^i —^ 3653,  5383 

Locatelli.  Erminia 1117 

Loeb.  Leo 3255.  4893 

Loewenstein.  Jenni  and  Trude 7174 

Lorch.  Pred 6488.  743,8 

Lowenberg,  Kurt i 7002 

Lowenstein.  Leo 1 1312,  2582 

Lucchesi.  Clementina  and  Guido  Baptista 7002 

Lunel.   Bruno : , 559 

Machalski,  Eugentusz 3653 

Macirone,  Teresa  Barbara—.-, -_ 6867 

Maddaleni.  Brunilde ,._ 1312.  2^43 

Maier.  Klara . _— 3255.  4813 

Mangen,  Selma _. .__  974.  1862 

Mannheimer.  Paula  L i ._     2843 

Mantovani,  Egldio  and  Eugenia  Dolll 678 

Marchand.  Louis  Cyprien  Alix j -    6867 

Mayer.  Elizabeth  Fischer _]_..  6101.  7465 

McLoughlin.  Hugh  F ..3718.  5223 

Meer.  Henri  Michel  and  Marline 617,  1425 

MeUottee.  Paul 6867 

l^ennesson.  Marcel 2844.  4030 

Mermet,  Mme  We  Andre — .. 6867 

Metzger.  Robert . , 2887. 4812 

Meyer.  Mrs.  Hermann..! ., 7174 

Meyer.  Martha i 1313. 2430 

Mezzera  Societe  Per  Azioni 3364,  4917 

Michalsen  (Mlkkelson).  Bertha 5035.  5892 

MUo.  Elleii 1313.  3652 
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Monheimer,  Otto 1313,  2582 

Moreau,  Mrs.  Philippe 7821 

Moulin  Legumes.  S.  A j —  403 

Moutzouridou,  Michaela j^^rawi.—  118 

MUCCi,  Luigi —-"— ^2^^-  nanl 

Muhs,  Anna  Liese 6708,  76i5 

Mtu-ino.  Posca  Pilastri 6456 

N.  V.  Handelsmaatschappij  "Waldorf" 5035.  5954 

N.  V.  HoUandsche  Draad-en  Kabelfabrlek 7190 

.      Nagar,  Louise 4814,  5776 

Nakatsuka,  Kenzo «| 

Neumann-Burri,  Anna 6144 

Newton.  Caroline  R  and  E.  Swift 930,  1940 

Nicastro,  Pilippo,  Lorenza,  Maria,  and  Paola 6272 

Nichibei  Kinema  Co 5499.  6490 

Nickelsen,  Richard  C,  Jr 26d4,  3653 

Nirest.  Anna 555o,  6653 

Nordisk  Insulinlaboratorium 1876 

Norli,  Olaf ;  Bokhandel  Porlag 375 

Odda  Smelteverk 814.  1702 

Oppenheimer.  Paula 500 

Ordmann.  Max  D 930.  2400 

Ostergaard.  Andreas,  Arne,  Holger.  Thomas,  and 

Valdemar 5555,  6424 

Oswald.  Katharina  and  Richard 3171 

Ottenstein.  Friedrich 559,  1311,  6868 

Pannier.  Pierre  Andre  Leonace 3192,  4815 

Pappaglanakls,  Christos,  John   doannin),  John 
(loannin)   K.,  Katherine,  Maria,  Maria  K., 

and  Panagiotis  (PanayotD— 3456,  3457,  7720 

Pappaglanakls.  Sofia  K—  _ 7720 

Patterson.  Clair  Da  Conturbia 404,  liu 

Pedersen,   Renate 2056 

Petersen,  Alfred  Laurits  and  Frederick 5555,  6653 

Philippovich.  Gertrude 5J! 

Phillips.  Alex  and  Paul 3654,  5451 

Piazza,  H..  L'Edition  D'Art 6867 

Pieronl.  Amedeo 3072 

Pilastri.  Adelina- 6456 

Pitaru.  Rasela 6101.  7464 

Pohanka.  Olga 3076 

Polek.  Emille 1862,  2843 

Polstein,  Eleanor ■ 516 

Prevosts.  Mathilda 814,  6671 

Puccini,  Jenny 6272.  7261 

Puiseux.  Boulanger  et  Cie.;  Societe  en  Comman- 
dite par  Actions 500 

Queirolo,  Alberta  and  Elena "700 

Quilicl.  Guido 5384.  6271 

Raponi.  Ernesta  Strada 3654 

Raptis,  Angeliki  (Angeline)  Pappaglanakls..  3456.  7720 

Re.  Catherine  Sciarrlno 2520.  3322 

Reconstruction  Finance  Corp 2911,  4812 

Reich.  Max 403,  1150 

Reichert.  Emil 428 

Reuter.  Johanna  Pudimat "174 

Ricordi,  G..  and  Co 560. 1939 

Riva.  Maria 6101.  7464 

Rivarola.  Margo 2604.  3604 

Rochmes.  Margit 3514,  5499 

Rochut,  Joarmes 6867 

Rosenberg,  Fritz 3171.  4813 

Rosenberg.  Ludwig... 7261 

Rossi,  Maddalena 1313,  2582 

Roste,    Gunvald    (Gunval),    Johan.    Olaf,    and 

Petra 5035,  5892 

Rotter.  Fritz 560,  2912 

Rouy,  Auguste  Louis  Marie  Antolne 373,  lin 

Rudo,  Istvan 7700 

Saint  Jacques,  Eugene  Camille 3076,  wbs 

Sandby.  Herman 7261 

Sardou.  Mrs.  Andre.  Jean,  and  Pierre 7820 

Savelll.  Col.  Vittorio  Nobile  Giannuzzi 7555 

Scardigli.  Efrem,  Marino,  Odoacre,  and  Rosina..    2888, 

4olo 

6cheuer,  Daniel 5000.  5892 

Schloegl.  Theresia 6656.  7496 

Schmal,  BeUa. ----      678 

Schmid.  Louise 2248.  3364 

Schmidt.  Maren .— 5555.  6424 

Schulz.  Hanni 6708,  7635 

Schwartz.  Casia  Ghitel... 3076,  4813 

Schwendemann,  Max  Alan-»_,.__,,— .— —  3192,  4812 
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Scott,  Gabriel ^ f fj. 

Scotto,  Vincent 1148, 

Shiga,  Rokubei 

Sijthoffs,  A.  W 

Sijthoffs,  A.  W.,  Uitgeversmaatschapplj  N.  V 

Simonelli.  Rosa  Pratos 2040. 

Skerritt.  James  L 1205,  2368 

Skram.  Ingeborg 7555 

Smedhaugen,  Alfred,  Emil,  and  Kristine  (Chris- 
tine)   5035,  5892 

Smyth,  William  Gustave 4814. 6158 

Sober,  Frieda --  6101.  7464 

Sobernheim,  Charlotte 106 

Societa  Anonima  Lucchese  Olii  e  Vini 1313.  2429 

Societa  per  Azioni  "Eternit"  Pietra  Artificiale...  2886, 

4813 

Societe  Alliages  Autoproteges ^  3148.  4650.  5172 

Societe  Anonyme  Tubest 1313.  2582 

Societe  Chantereine  d'Applications  Industrielles 

de  Brevets 6656.  7722 

Societe  d'Appareils  de  Controle  et  d'Equlpement 

de  Moeurs . 3192.  4814 

Societe  A'Appllcations  et  de  Constructions  pour 

Materiel  Automobile 6654.  7721 

Societe  d'Electro-Chimle  d'Electro-Metallurgie  et 

des  Acierles  Electriques  d'Ugine 3115, 

Societe  des  Usines  Chimiques 973, 

Societe  Pasquelle,  Editeurs,  S.  A 

Societe  Rateau  La  Courneuve 5732,  6654, 

Societe  Rhodiaceta 210, 

Society  for  care  of  German  seamen  in  Port  of  New 

York 5892. 

Sommer,  Else 3220,  4917 

Sonnino,  Bruno 5554 

Spenner,  Gertrude  Spiegel 972 

Speyer.  Dr.  Ernst 7261 

Stamm.  Erich 4032,  6192 

Stark.  Ilona  Fischer 6101,  7465 

Steiner,  August 1878,  3075 

Stern,  Richard - 2080,  3191 

Sternberg,  Henny  Monheimer  and  Llselotte-Lllo..  2040. 

3427 

Stleltjes,  Prederik  Hendrik 3604 

Strassmair,  Stephen 403 

Strauss,  Hans 7262 

Stricchl'.  Iglna -^ 4934.  5954 

StrongmanC  Richard  H 1205,  2368 

Strothotte.  Mrs.  Maurice  Arnold 3255,  4813 

Sugihara,  Jozo 2040,  2654 

Svendsen  (Svenson).  Ingeborg 5035.  5892 

Szasz,  Laszlo 7465 

Takemoto,  George  K.  and  Harry  Y 31 

Takiguchi,  Jitsuichi  and  Sakae 5172 

Temple,  Lottie  Edith 2604,  3604 

Tentler,  Dr.  Paul 403 

Thibaud,  Jacques 6867 

Thompson,  Mrs.  Walter  G 7174 

Thorsings.  Alfred;  Musikforlag 1..^ —  403.  1404 

Tieri,  Eleanor  McQuade 6656,  7721 

Towne,  Mrs.  A.  Lyndhurst —  1242,  2582,  3718 

Tuininga,  Hendrik  Frederlk ^ . 4814,  5643 

Vacano,  Nickolas  L i — .\ 3881,  5383 

Vallery,  Eleonore  Sohre — .: 930, 1877 

Van  den  Boeck.  Clementine  and  Joseph 4032,  5684 

Van  Dranen,  Willem  Nicolaas 1205,  2158 

Vldahl,  Anne  Marie,  Clara,  Guido,  and  Lucas 6191 

Vivier.  Felix 1078,  2079 

Vogl.  Emille -—t 560,  2911 

Von  Asten,  Eduard 3654,  5233 

Von  Jeszenszky.  Harrlette  Post 7952 

Von  Stein,  Marguerite  Le  Ghalt 6272,  7510 

Vrydagh,  Stana  Senta  Laoureux 6102 

Wagner,  Anna *. 5892,  6764 

Wassermann,  Albert,  George.  Julia,  and  Marta..     7464 

Wasserstrom.  Kathe. 4853,  5776 

Weldenfeld.  Arthur 997.  1862 

Weil.  Cari._ - 5499.  6380 

Weitzl.  Frieda \ __...,_-.--.  1862.  2843 

Weser.' Irene : -i.^, 2843 

Wieder.  Etel  Fischer ._ —     6101.  7465 

Wolf.  Kathryn  M-_ : —  5035,  5891 

Worden,  Josephine  R— 930,  1940 

Yasuichi.  Takeuchl.>i ^ -    6144 
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Zenker.  Tony 3218.  4^50 

Zenner.   Hertha_-_ 7261 

Zotos,  George 6708.  7951 

Subordination  order;  Steel  Union.  Inc 3296 

Various  interests,  in  estates,  litigation  proceedings, 
etc. ' 

"Aafa"  Film  A.  G 6032 

Abbt,  Anna  and  Josephine 1241 

Abe.  Hachitaro 5581.  7411 

Abele.  Ella  M 1996 

Acker^nann,  Eberhardt  and  Horst -. 2248  • 

Ackermann.  Erich.  Hugo,  and  Julius 726 

Ackermann.  Joerg.  Klaus  Jochen.  and  Ottilie  Elsa 

Emma  Henrlette - 357 

Ackermann,   Marie 587 

Adamek.  Martha  Kaesen 878 

Adami.  Lina 7025 

Adelhardt.  John  and  Margaretha 233 

Adolff,  Adam  11,  Priedrich.  Heinrich  Ludyig  (Lud- 

wig ) .  Martin.  Phillip,  and  Wilhelm 2055 

Adolph,  Louisa j. 3649 

Afleldt.   Annie __  287 

Ahders.  John.  Reinhold,  and  Willie 4644 

Ahiers.  Eva 4966 

Ahlers.  Ada  Jachens 1607 

Ahllng,  Maria  Bernardlna  Bosse.l 235 

Ahrbecker,   Augusta .- ;_  2366 

•      Ahrens.  Bertha ^ 2185 

Ahrens,  Gesine  Anna  Margareta 358 

Ahrens.  Luise 1723 

AJi.saka.   Tatsuo 6822 

Akahoshi.  K.  J _._  5752 

Akata.  Shizuyo 5752 

Akc.  Sk^.  Liepajas  Banka 2568 

Akclju  sabiedriba  Liepajas  Banka i 1146 

Akiyama.  George 4022 

Alber.  Dora  Hedwlg 5952.  6866 

Alber.  Marie 7123 

Alber.  Rosa  Christiana 6781 

Albrecht.  Marie  E 2775 

Alexander.  Adrian  Henry 6035 

Alfes.    Sophie 4582 

Allgemeine    Waren-Pinanzlerungs   GeselLschaft, 

^M.  B.  H 3072,  5170.  5620.  7949 

Alsleben.  Pranz  Priedrich 5X91 

Aluminiumwerk.  G.  m.  b.  H 7173 

Alsheimer.  Gertrude  Stertzgeb 8715. .3826 

Amann,  Barbara  'Babette) 7024 

Andratschke.    Klara 5130 

Andreae.   Christoph 3456 

Anger.  Johanna  Plaue ' ^^  267 

Anton,  Anna  and  Rosa 1997 

Aoki.   Iwao 1059 

Appel.   Martha 6703 

Arbatsky,  Igor  and  Jury 928 

Arfsten.  Paula 4703 

Arima,  Sumiyoshl  and  Tamaki  P 356,  4703 

Armbrust,  Albert  and  Predrlch  Stefan 6867 

Arnold.  Otto <997 

Ars  Catholica  Meu.ser  and  Co 7412 

Arzoumanianz,  Miriman - 2942 

Asaebesu.  Ikichi 5581 

Asahara,  Ma^ao 1339 

Asakawa.  Kyutaro 5616 

Asano.  Tsuneko 210 

Asendorf.  Alice  and  Pred 615 

Aso.  Sei 1752 

Aussenhandel-Pinansierungsgesselschaf  t  M.  B.  H.  782 1 

Awane,  G-— - 7607 

Baahs.  Karl 2568 

Babel.  Agnes  and  Wilhelm 1164 

Bach.  Joseph 911 

Bachdom.  Marie 4771 

Bachman.  P.  Moser 2569 

Bachmann,  Emma 6453 

Backer.  Bernhard.  Gerhard,  and  Hermann 236 

Backof.  Ida 4771 

Bader.  Emilie,  Emma,  aiid  Eugen 49 

Bader]  Victoria 1860 

Bahnaen,   Doris 83 

Baler.  I  Elizabeth  Durler 3317 

Baker.  Anita  C.  and  Gladys  Candler 3764 

Bttldauf.  Paula  Else 2156 
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Baldus,  Luise  Elmilie  Marcua ; . 

Balihaussen.  Carl  Oscar,  Jr s. 

Ballin  and  Rabe ^ 

Balzar,  Paula _* , 

BancQ  Aleman  Transatlantico 

Bangert,  Marie  Elisabeth.! 

Bank  Fuer  Landwirtschaft,  A.  O 6377. 

Bank  of  Der  Deutschen  Arbeit  A.  a 

Bank  of  Italy , 

Bank  und  Handelsgesellschaft .._. 

Bankgeschaft  Berger  and  Co „_, 

Bankhaus  Paul  Schauseil  and  Co 1 

Bantlin,  Emma  Sigel ^ 

Barbey.  Henry  G.  and  Henry  I 

Barbu  (Barber) . Helen > 

\    Barckhausen.  Lufolf . i_. 

Barnewitz.  Egon.  Eva.  and  Willy '. 

Barry,  Loyal  W 

Bartesko.  Gretchen  and  Hildegard 

Barth,   Auguste . 

Barth.  Johann  Ambrosim ; 

Barth.  Marie ^__l_— . 

Barthoiomaei,  Charlotte.  Clara,  and  Emilie ._ 

Bartling.  Wilhelm 

Bartsch.  Edeltraud.  Regina,  Richard.  Rudolph. 

and  Ursula ^ , 

Barzen,  Katherina  and  Wilhelm 

Basch,  Herman,  and  Co..  Inc i : ._ 

Basler.   Catherine : 

Bauer.  Adolph  and  Ella 

Bauer.  Alfred.  Felix.  MathUde.  Max.  Otto,  and 

Wolfgang : : ^„ 

Bauer.  Joseph _- i. 

Bauel",  Margaret _; 1 

Baumgarten.  Terrace * ^ 

Baumgartner.  Nicholas 

Baun,  "John" .• 

Baur.  Priedrich  and  Lisel .^ ;„„ 

Bausch.  Bertha *___ _, 

Bayer Lsche  Hyf>otheken-und  Wechsel-Bank...... 

Bayerische   Vereinsbank__^ , ; .. 

Bayha.  C.  Bruna.^ i_l 

Beck.  Adam  and  Helene 

Beck.  Elfriede ... -^ 

Beck.  Ernest  (Gottlob) .: j 650. 

Beck.  Gottfried.  Maria  Helene.  and  Walter  Eu- 
gene  I ^ .- 

Beck.  Mary  C . 1818, 

Becker.  Anna  and  George _. ^ 

Becker. -August  and  Erich j. 

Becker,  Caesar  and  Mathilda  ij 

Becker,  ClemenCe ; 

Becker,  Dr.  W. 
Becker,  Elise 

Becker,  Joachim 

Becker.  Thekla  'Theresia. 
Becker.  William 

Becker  and  Co ._ 

Beckers.  Pranziska '. 

Beckmann,  Carolina  (Carrie)  and  William  J 

Beckmann,  Elizabeth  M ' 

Bedowski,  Trude  Pogoda 

Behling,  Johanna ." ♦ 

Behr,  Maria .__« 

Behrens,  Albrecht '. ._.i_ 

Behrens,  Anna 

Beidermuehle.  Lilli  (Lilly) : -.___. 

Beier,  Huga  and  Max , w_. 

Beiersdorf,  P..  and  Co.  A.  G :_ 

Beig,  Lena  Palmtag 

Qeil,  John  and  Mrs.  Hertha  H 

Beinker.  Anna =. 

Beinlich,    Heinrich 

Beiser.    Gallus 

Bekk  and  Kaulen -__. ^ • 

Bellmund,  Philomena 

Bellwinkel,   Ludwig . 

Beiser,  Adolph  Prederich 

Bender.,Hins 8387, 

Bender,  Jdina « 

Benner,  Hedwlg 

Bense.   Marie ; ^-— 
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Benz,  Cuet  and  Giesela 725 

Berenberg,  Martha 5532 

Berendt,  Lina  Luther 5889 

Berg.  Barbara  Maria  Baroness 652 

Bergener.  Carl  August  Georg 7495 

Bergensen,  Charles 7495 

Berger.  Gerda  Norden 727 

Berghoefer.  Priedrich  C.  A.  and  Karl  C.  H 5031 

Bergholz,  Ella  (Ella  Emma  Hermine) 1660 

Berglagsbuchhandlung  Herder 2941 

Bergmann,  Marie  W 1817 

Berliner  Handels  Gesellschaft 5448 

Bernarding,  Johann  and  Johanna 1560 

Berndt.  Anna    (Gruber) .^- 474 

Bernhardt.  Hedwlg 1451 

Bero.  Trudie 5513 

Bersenbrueck.  Gerhard  Wissmann 235 

Bertele.  Josef "^326 

Besthof.   Alma 953 

Bestier.  Klara 46*9 

Bethke,  Minna —     6704 

BeU,  Marie 3254 

Beuttenmuller,  Caroline  and  Prederlcka 1860 

Beveridge,  Ray 4647 

Beyer,  Hans  Priedrich  and  Ursula 5452 

Beyth,  Charles,  Johanna.  Walter,  Wilhelm,  and 

Willy 953 

•  Blermann,  Lena,  Michael,  and  Nicol 7553,  7576 

Biersack,  Joseph 3315 

Bigelow.  Louisa  G 1660.  2227 

Bihler.  Charles  S.  (Karl) 1837 

1       Binder.  Hedwlg  Pauline • 1239 

Birkenberg.  Nicolai 7865 

Birkhahn.  Margarete 651 

Birmele.  Christina 2155 

Birmelli.  Anna  Jacob 1816 

•  BischofI,  Ernest 1608 

Bitter,  Erna._ — 7466,  7697 

Bittner.  Paul 1203 

Blanck.  Herman  and  Hinrlch 4994 

Blase,  Charles  H 5250 

Blask,  Marie - -— 3716 

Blaubach.  Charlotte 2568 

Blech.   Margaret 675 

Bless.  Bertha  and  Lena 3481 

Block.  Marie 2518 

Blohm.  Lotte 2568 

Bluhm.  Erich-i 1998 

Blum,   Albrecht.    Anna,    Babette.    Emma.   Lina. 

Maria  Berta.  Melanie.  Oscar,  Richard,  and 

Robert 1750 

Blume.   Karl 848 

Blumich.  Adolph.  Heinrich,  and  Konrad 3603 

Bluth.  Ludwig  S 152 

Boche,   Sophie 969 

Bock,  Ernst  and  P.  William 4532 

Bock,  Frieda  and  Margarete 1060 

Bock,  Joseph 30 

Bode,  Heinrich  P 5794 

Bode,  Liesel 811 

Boe,  Mina  Dora 2827 

Boeck,  Anna 4701 

Boedecker.  Margarete  Heinen 7025 

Boehme  (Bohme),  H.  Th.;  A.  G 557 

Boerner.  Elise.  Ernest.  Franz,  Priedrich  Wilhelm. 

George,  and  Karl  Johannes 6269 

Boerner.   Ella 2156 

Boese,   Albert.   Anna   Elizabeth,  Bernhard.   and 

Johannes 1842 

Boettger.  Emma 7749 

Bohack.  Ernst  Johann  Hermahn 7694 

Bohme.   Ernst 3715 

Bohn,  Priedrich  and  Reinhold 2566 

Bohne,  Frledr 7027 

Bohne,  Margrethe 5452 

Bohnet.  ChrLstine  Roller 813 

Boker,  Carl  George 584 

'  Boker.  Heinrich,  and  Co 2825 

Boker.  Orleana  R.  E 1238 

•  Bolbrugge.  Anita  J.  L.,  Frieda  E..IlsabeM.  C,  and 

Mari.>  Thekla 6682 

Bolken.  Helene  Sophie.  Karl,  and  Renke  Priedrich.    4582 
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Boltz  (Bobka),  Erna 1T78 

Bopp,  Anton  and  Elizabeth ^ 6391 

Boreas^A.  G 7024 

Borger)^,   Willy 5953 

Borma'nn.  Bertha 3112 

Bormann.  Emma  and  Hans 4701 

Born,  August,  Helmut,  and  Herbert 267 

Bosch.   Gebruder 4997 

Boss.  Mai-ia  Etschenberg 2602 

Bosse.   Heinrich   Josef,   Heinrich   Wilhelm,   and 

Johann  Theodor 235 

Bottger.  Herta —        82 

Boudf.ghlan.  Hrand__ . ^ 2943 

Boy.  Eberhard 1406 

Boye.  Christine  and  Margarethe — .' 3890 

Boyle,  Margaretha ^386.  5620 

Brabender.  Carl  Wilhelm . 450.  3192 

Bracht.  William 5552 

Bracker,  Margarete . 1724 

Bradburn,  Paul  H 584 

Braetsch,  Margarete .2826 

Brandhorst,  Christian,  Frederick,  Fredericka,  and 

Sophie 330 

Brandhorst.  Herman 1373 

Branson.  Kuhne  Beveridge 4647 

Brauer.  Albln  H,  Horst  ^Horace) .  and  Johannes..     1424 

Brauer.  Margaretha  Martha  Hofifmann 2185 

Brauer,  Walter 3114 

Braim.  Bertha , _ 374 

Braun.  Christine. - 3315 

Braun.  Elfrlde ^-.    7699 

Braun.  Elisabeth 5379 

Braun.   Ervln . 970 

Braun,    Hilda... :*_.     2826 

Brauning,  Marie 1723 

Braz.  Augusta 3070 

Brel.  John  and  Theodore  P 6052 

Breisacher.  William 496 

Bremer.  August  and  Dora 2734 

Bremerkamp.   Wilhelmina 6864 

Brewer,  Lillian  May  Clayton 515 

Brill.  Nikel   (Mikel) 1560 

Brinckmann,  Wirtz  and  Co . —    5530 

Brinckwert.  Emma 5031 

Brinkman,   Martin.   A.   G.    (Martin   Brlnknlann 

Kommandit-GeseUschaft) 4028 

Brinkman.  Therese 2738 

Brlnkmann.  Heinrich  and  Helene 1746 

Brinkmann.   Walter 6033 

Brockes,  Mrs.  Hans  (Gabrlele) 1450 

Brockhaus,  F.   A 1404 

Brockman.  John  M 4533 

Brockmann.  Wilhelmina  Charlotte 5031 

Brodbeck.  Frederick .—     5333 

Broeker,  Antonla  and  Heinrich _ ".    4645 

Bruchmann.  Adam  Heinrich.  Augusta  Antonie. 
Edith.    Katherina    Ernestine    Amalie.    and 

Martha 4533 

Bruckner.  Emma 5953 

Brudt  (Brodt),  Marie 5333 

Bruecke,  Elsie  M 5248 

Brueckner.  M.  G 6864 

Bruegger.  Marie  Gerlach 6706 

Bruening.  Karl  Heinz  Eduard  WlUl 3825 

Brueser.  Hildegard ^ 1842 

Bruggemann.  Meta 4583.  6270 

Bruhl.  Margarete 152 

Bruhn.  Anni 2568 

Brummel.  Henry .: 1701 

Brundiers.  Maria  Kaiser 6864 

Brunlng.  Carsten  Wllhplm.  Gustav  Adolph,  Nich- 
olas, and  Nlco j_ ^^ fi 3792 

Bruning.  Ferdinand . 'i— £496 

Brunnemann,  Katharine.. 497 

Brunner.  Hans 1.'. 3316 

Brunson,  Phyllis  Beveridge 4647 

Buchholz,  Frieda 3220 

Buchholz,  John  Frederick 498 

Buchler's  Handelmaatscfcipplj  N.  V 4737 

Buchweltz,  Robert 5249 

Buege,  Clara,  Emma,  and  Fritz ■:. 5131 

Buesing,  Bertha  Johanne 4967,  4968 
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Buhler,  Alfred i818 

Bukowski,  Anton  and  Mary rr.imrr  5030 

Bunge.  Bertha  (Emma) .  Emma,  and  Herman  727 

Burfelndt.  Heinrich 330 

Burgering.  Antonla "  236 

Burgmayer,  Fred J. _'_  2734 

Burmeister.  Carl  H..  Prltz,  Helmi.  wmielm,"  and 

Wilhelm  C 450 

Busch.  Hans  Ernst "_II"~"  2841 

.    Buscher.  Anna r__mmT607  5699 

Busing.  Wilhelm ^ 1341 

Bussmann,  Luise IIIIII.  3315 

Buttertwegge,  Gertrud IIIIII"  6961 

Buttner,  Christine "  7123 

Butzke.  Charlotte Z_"I""I  1998 

Callies.  Resi '_ ZIIIZZ  6319 

Capobus,  Emmy , ZZZ.ZZZZZ  5452 

Carrell,  Herman ZZZZZZ.  515 

Caspar,  Jenny ,^ 5247 

Cattermole,  Charles  H.  and  Marie  Sophie'Cath- 

erine ^ IO73 

Charlier.  Lorenz  and  Ludwlg 2602 

Chininfabrik  Braunschweig  Buchler  and  Co 4737 

Chlyoda  Pire  Insurance  Co.,  Ltd 557 

Christ  t Priester ),  Marie  (Ria) Z.ZZ  558 

Christiansen.  Peter  C ~"  673 

-  Christoph,  Emma ZZZZZZ  5791 

Chugal  Nursery  Co ZZZZZ"'  6392 

Clegf eld.  Bernhardlne  Elisabeth  Helene  (He'lla"  1842 

Clapp.  R.  D.  W 1406 

Classen.  Elisabeth   (Oruber) 474 

Clauss,  Christian  and  Wilhelm ZZ  4967 

Claussen.  Margarethe i876 

Coles.  Rudolphe.Maison  S.  A Z_ZZZ  1061 

Collignon.   Arthur i628 

Conrad.  Pranz  O ZZZZZ"  6736 

Conrad,  Madgalena  fMagdalena)  ll  lZZZZZZZZZZZ  2568 

Conradty,  Eugen  and  Othmar 4026 

Conte.  Karl  Johannes  and  Paul  Johannes 813 

Cordes.  Priedrlch  and  Grete p^  7865 

Corth.  Carl jll_.  25I8 

Cotton,  Dudley  Page W  652 

Cowan.  M.  O JlZZZZ  650 

Crane.  A.  E.  and  Josephine 3318  4650 

Crane.  Henry  Christopher 2519  4966 

Cristy  y  Mangual.  Panny '  2228 

Crusius.  Ilse  Gertrude 995 

Currency  and  coin  (United  States )  owned  by  variZ 

ous  unknown  German  nationals 813  1241 

Daehling,   Walter "   234 

Dahl  (Dohl).  Bernhardlne  (Dina) ZZ  1842 

Dahl,  Wilhelmine 7719 

Daijlngu.   Hilo ~_  2430 

Dampfkesselfabrik  Uebigau,  G.  m.  b.  H-__Z___ZZZ  1404 

Dann,  Eva.  Johanna,  and  Joseph  P u 

Etennenbftum.  Hermann  P.  W 7463 

Dannenfelser.  Gertrude 5380 

Danner.  Meta  Thomas Z'  1164 

Dannhof,  Carl  and  Lultpold Z    "  3254 

Darius.  Wilhelm  Dudley 652 

Darsch.    Louisa Z ll.y  4994 

Dassum,  Badih ZZZZZZZZ  5552 

Date.   Hatsutaro lllll"  5581 

Daube,  Martha ZZZZZ  1700 

Daves.  Sophie  Maria 2827 

I>avid,   Elise ~"Z  911 

Debach,  Mina ZZZZZZZZ""  6866 

Dechow.   Mimi ZZZZZZZZZZZ  515 

Decker.  Johann  (Hans)  and  Max ZZZZZ  1700 

Deckers,  Charles  (Carl) ZZ  3073 

De  Costa.  Augusta  E ^ Z  2943 

Decg,  Frieda  and  Mathilda Z.ZZZZZZZ  4583 

Deflebre,  Friederich ZZZ'  7696 

Deg.  Elizabeth ZZZZZ"  1907 

Degler.  Peter : ZZZZ  "  4738 

De  Gruyter ZZZ""Z_  1628 

De  Hepp,  Panny  Christy  Vda Z.-.ZZZZZ.     "  2228 

Dehm,  Herman 4771 

DeJonge.  Rina . ZZ.ZZZZZZZZZ"  2826 

Dekkers,  Annie  Buchtmann ZZZZZZ'  5531 

De  La  Roche,  Othelia  Caroline ZZZZ  1030 

Demankowski.  Kaethe ZZZ  4023  - 
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De  Muralt,  Alline ; 034 

Deneke,  Elsie '__     3074 

Dentzau.   Helene __ZIZZ     1205 

De  Pourtales,  Helen  C ZZZZ     83^2 

Deppe,  Emma  Babel  and  Louise  BabeL 1164 

De  Ruyter,  Dr.  M 7029,  7634 

De  Saldem,  Alexandrine 3322 

Deschertneier.  Katie ^ 1449 

De  Schmidt,  Martha  L Z___Z  5480.  6962 

Dettling,  Karl '  5031 

Deutsche-Asiatische  Bank "'"5448  7326 

Deutsche  Bank §448,'  5553 

Deutsche  Bank  Piliale  Elberfeld 30 

Deutsche  Ueberseeische  Bank  A.  G 1781 

Eteutscher  Verlag,  A.  G ZZ_."    (J738 

Deutsches  Kalisyndikat  G.  m.  b.  H ZZZZZ     1166 

Dexheimer,  Fritz .^  __         *"     6390 

DUeur,  Allard  F___^ Z_."Z"ZZ"    3315 

Dhom.  Anna  Hollander ' '     5333 

Dibbern,  John , ZZZ"      474 

Dichiser.  Franz  Zaver  and  Wilhelin...ZZZZZZZZZZZ      726 

Dicke,  Adele  and  Theodore ~  8702 

Dieckmann.  Elisabeth,  Hans.  Heinrich,  HeraaanZ 

and  Johanna ', *     3548 

Diedrich  (Dietrich).  Lina ^—Z.ZZZZZZZ"    6319 

Dienelt.  Paul Z  6705 

^Dierken,  Anna.  Frieda,  and  Marie ZZ_.ZZZZZZ  1608 
Dierken.  Herman  and  Josepha___ I6O8.  522L' 
DIetel.  Margaretha "__      '    104 

Dleterlch.s.   Eda ZZZZZZZZZ"     3481 

Dietrich.  Mar^ia 1 ZZZZZ      285 

Diettrich,  Louise "     5582 

Dietz.  Olli ZZ"Z""~    1454 

Dietzsch,  Hans  and  Karl :. ZZZ'Z  "    6283 

Dinnie,  L.  W 3_ZZ     5681 

Dlugaicyk,  Emma ZZZ  7509 

Dobler.  Anna,  Fritz,  and  Walter ZZZ  1163 

Doehla,   Christian.  Jacob,   Karl,  Karl.  Jr.,   aad 

Max 104 

Doenges,    Auguste 1452 

Doerfler,   Therese ZZZ.       281 

Dohm,  Mary ZZZZZZZZ  "      358 

Dollwett.  Anna.  Johan  Peter.  Mic"hael.  NUrofPeriiZ 

and  Peter 7553  7575 

Doman.  Albert  E ggei 

Domeyer.   Anna __      2226 

Donath,   Carl 4532 

Donath,  Mina  (Minna) ZZZZZZ_ZZZ    1203 

Dorfler,  Kate Z  911 

Dorfmueller.  August  Adolph  Hubert.  TheodorAnZ 

ton  Eugen.  and  Wilhelm  Herman  Heinrich 

(Heinz) 1842 

Dorn.  Marie ZZZZZZZZZZ.  7494 

Dorn.  Paul  Gustav 4024 

Dorr  (Doerr ) .  CharlotU  Juliana Z  1239 

Dowa  Distributors 675 

Dowa  Jidosha  Kogyo  K.  K-_ Z.ZZZZZZZZZ      675 

Drake,  Mrs.  E.  A.  Strasen 6319 

Drefahl.  Arthur.  August.  Grete.  Hans.  IngeloreZ 

Karl.  andTraute 82 

Dreher.  Alois  and  Johanna „  3970 

Dreisbach.  Frederick  and  Marie 587 

Dreising.    Gertrud ■^_      7696 

Dreislampel.   Sofle ^Z"'  49 

Dresdner  Bank..  1146.  2568.  3072.  5448. '5530 .~5620  6961 

Dreyfuss.  Ludwlg.. _^ 1777 

Driftheiser,  John.  Karl,  and  Lawrence 2222'      584 

Drodofsky.  Luise 579; 

Drucklleb.  Elizabeth  Hahn  and  Karl  AlfredZZZZZZ     1775 

Ducbting,  Ludwlg '_ _        5243 

Duessener,   Elisabeth ., ZZZZZ"      585 

Dunz,  Barbai'a "  "    2053   . 

Durein.   Ferdinand J ZZZZZZ      746 

Dynamit  A.  Q.  vormals  Nobel  and  Co "    3318 

Ebel,   Charles , _      i225 

Ebeling.  Emma___ . 319 

Eberfeldt,  Prancisca . '    ZZ  "     8718 

Ebersold,  Fritz ""     4643 

HOert.  Karl,  Marie,  and  Wally., ZZZZZZ    7325 

Ebner,  Lena  Gessner 1073 

Ebrecht.  Ingeborg  and  Karl  Heinz_ ZZZZZZZ     5071 

Eckert.  Katherine I 616 
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Eckhardt,  Agnes 6321.  7286 

Eckoldt.  Arthur 6379.  6702,  6782.  6980 

Ecksmann,  Irmgard 5380 

Ecfcsturm,  Katherine 358 

Edel,  Marie "^463 

Edelman,  Rosa 5618 

Eden-,  A.  G 812 

Edenkoben.  Rhein  Pfalz.  Germany;  City  of 498 

Ederer,  George 5530 

Eduardoff.  Agnes 1390 

Effta,  Gertrude 2772 

Egdorf ,  Albert  Carl  Fritz,  Fred,  and  Louis  J 402 

Egen.  Max 498 

Egenrieder,  Xaver 3715 

Eggeling,  Elsa  T._ _ 3481 

Eggert.  Heinrich 49 

Eggert.  Karl '^463 

Ehlen.  Adele  Bach.  Gertha.  and  Werner 911 

Ehlers,  Gesine  Heinen 7025 

Ehrenberg.  Margaretha 5452 

Ehrenberg,  Mary 6191 

Ehrlacher.  Anna 7025 

Eichenger.  Hans  and  Paul 475 

'      EicheriEmma 2826 

Elckemeyer.  Elizabeth 287 

Elsele.  Anna  and  Anna  Maria 4994 

Eisenach,  Anna  Emilia H 

Eisenach,  Conrad '. 813 

Eisvogel.  Gretha 3572 

Elfert.  Dorothee  Elise  Maria 1750 

Elked,  M..  *Mitsu  Fukutani) ,  (Marie  Margarete)  _     1406 

Elsen,  Margaretti^ 332 

Emelka  Kulturfilm  G.  m.  b.  H 6032 

Emerson.  George  H 4648,  5496 

Emmerling.  Anna  Maria,  Arthur  Franz  Johann, 

Caspar,   Christine.   Pranz,   Pranz  Priedrlch, 

•  Pranz  Hermann,  Priedrlch  Wilhelm,  Gustav 

Eduard,  Joseph  (Josef) ,  Karl  Willi  Priedrifch, 

Klara  Sophia  Maria,  Paul.  Rolf  Georg.  and    1 

Wilhelm 1§42 

Emmert.  Johanna  Barth '- 7508 

Endelmann.  Georg : 7508 

Enderle,  Charles  and  Rev;  Joseph 7698 

Enders,  Else.  Erich,  Hans,  Harriet,  Henry,  Lissa, 
Luise,  Oskar,  Jr.,  Reinhold.  Mrs.  Waldemar, 

Walter,  and  Wilhelm A 3070 

Endo,  Haru  and  Koshlro 6538 

Endo.  Usaburo 7509 

Endres,  Alexander 4931 

Endres.    Gregor,    Gretchen     iMargarete),    Ilse. 

Johann  (John).  Julius,  and  Louis 745» 

Engel.  Margarete : 1562 

Engel.  Margarethe  E 5679 

Engelhardt.  Konrad— -—  4968,  5334 

Engelman.  Anna T 319 

Enss  (Enst),  Annaliese  Marie -, ^-     5513 

Entelmann.  Anna '. -— ^      929 

Eple,  Rosa -       726 

Epp,  Katharlna  and  Leonhard _ 1238 

Eppensteiner.  Anna  and  Louise —       374 

Epping.  Heinrich  and  Theodor 4645 

Eprinchard,  Perdinande  Marie-Therese— 7023 

Erb,  Anna  Boerner 6269 

Erhart,  Clara  (Clara  Erhart  von  Trucksess) — _     1658 

Erlemaier,  Ernestine — 49 

Ernst,  Emml ^.. — __._     1723 

Ernst.  Maria — 6377 

Erny.  Elisabeth  M—       1339.  2076,  5481 

Essner,  Lydia W- 3514 

Etschenberg,  Adalbert,  Hubertine,  and  Rev.  Law- 
rence  ; — > J- — ; 2602 

Eule.  Dr.  Max ...... 4704 

Euzensberger  (Enzensberger),  Lidwiria, 1860 

Ewert.  Otto 1750 

Exner,  Johanna  Guettler 1560 

Exner.  Tishlarin  Anna 1841,  3911 

Explosifs  Luxite  S.  a.  r.  1_ 3318 

Exportkreditbank,  A.  G —  3763.  3971.  4737.  5130 

Paber.  Eberhard.— — 1406 

Fachtmann.  T.  H - 4027 

Faclus.  Eliese ^ 3070 

Falst.  Ludwlg  F 7468 
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Palck,  Rudolf 7575 

Palkenstein,  Bertha  Wilhelmine eafUD 

FaSsnacht,  George  M •    5514 

Faust,   Anna 330 

Feichtmeier,  Theresa - —     1225 

Pelggs,  Clara 1608 

Pelx.  Valentine 7213 

Felber.  Gabrielle  Margot 1610 

Pelber.  Gabrielle  Tegetmeier 283,  314 

Felss,  Emma  Sophie 4649 

Pendl.   Luise 5752 

Fenz,  Helene  Pranziska .: 196 

Perch.  Kurt  O 5680 

Fererberger.  Rosalie  N 3716 

Perno,  Herman 1390 

Perrostaal,  A.  G 3270 

Peustel,  Elfriede  Johanna  and  Karl  Max : 357 

Pichtler,  Frieda  Agnes  Mehlbaum 2185 

Pieseler,  Adolph 1775 

Pillbrandt.  Horst 285 

PIncke,  Johanna 11 

Pindelss,  Christina  and  Richard  H 7241 

Finkbeiner,  George 137Q 

Firchow,  Alexander 5729 

Fischer.  Bettina 1816 

Fischer,  Dina 6319 

Fischer,  Dora  Hedwig  Alber 6866 

Fischer,  Emma 7125 

Fischer  (Fisher) ,  Walberga 1860 

Pischesser,  Alfred  E.  and  Louise ; 554 

Pischler,  Erna  Hedwig  Hoffmann 2185 

Fisher,   Catherine.., 2429   . 

Fisher.  Predericka  Molt 6682,  6683 

Pisseler.  Adelheid  and  Christian 1775 

Pleckenstein,  Anna 4995 

Pleischmann,  Anna 5791 

Pleischmann,  Charles  Russell,  Raoul  H.,  and  Wil- 
helmine—  .. 5247 

Plemming,  Frieda ^ 7719 

Flentje,  Ernst 3825 

Flledner.  Bernhard . 4997 

Fliegel,  Ernest  August 1404 

Flocke,  Max  Erich.  Richard  Curt.  Robert,  and 

Walter 2185 

Floghaus,  Christian  Gottfried,  Eleanore  Louise, 

Johann  Georg,  and  Karl 6781 

Flotho.  Maria ' 6706 

Flottmann,  Augiista  and  William  H _'_    5031 

Pock,  Buchhandlung  Gustar  G.  m.  b.  H 1404 

Poerster,  Oscar 195 

Foerster.  Willi 7028 

Poertsch,  George  Michael 588 

Pokken,  Dirtje 7436 

Foltz,  Mary  Beckmann 4647 

Forrester.  Ella  S , 5171 

Forster,  Fiieda ,._    7123 

Forster.  Heinrich 1116 

Forstmann,   Gustav 1629 

Portuna-Werke . 970 

Fosdick,  Alice  G 2038 

Foster,  Anna 3649 

Fournes.  Paul 4532 

Francke.  Ernst  Rudolf 5680 

Prank,  Adele  Sibylla  Ehlen 911 

Prank,  Christina  and  Karl 7241 

Frank,  Herbert  Gunther 5482 

FVankenbach,  Anna  and  Heinrich 5495 

Frankfurter  Versicherungs,  A.  G ^" 2581 

Freeh,   Maria . 687 

Frenz.   Georg f78 

Prey.  Frederick  and  Julius 1861 

Prey.  Katharina '. 558 

Freye,   Irmgard _* . 5130 

Freytag.  Gunther 1241 

Freytag,  Helene 1165 

Prick.  Max  and  Wilhelni 5379 

Fricke,  Henry 6271 

Pricke,   Werner ^ 4737 

Pricker,  Matilda  A '-        48 

Prie.  Christine 6513 

Fried.  Krupp,  A.  G .- — —      690 

Priedrlch,  Luise 4966 
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PrielinEThaus.  Ernesto  H.  Q.  L 4738 

Pries,  August  and  Otto 280 

Friestera-eich.  Augiist 7212 

Prischer.  Paul 282 

Priteche.  Dora — .  5283 

Promm,  Mathilde 3315 

Puchs.  Caroliiie 1747 

Puchs.  Mina 1162 

Puchs,   Richard . 105 

Puchsmann.  Arthur 4993 

Puerchtenicht.    Anton 1776 

Puerst,  Augusta 5553 

Puerst,   Margaretha 1506 

Puhrken.  Helene 2942 

Pujii.  Jintaro 1404 

Pujimoto,  H 140 

Pujinami,  Selsaku ^C% 1147 

Pujita.  Masata 558 

Pujiura,  Motoi.  et  al 315 

Pukuba,  Yuki _ _ -  5730 

Pukunaga,  Tomeichi 5496 

Pukushima,  Kanoto. 5581 

Punger,  Dr.  Ernst  and  Felix .„  5953 

Punk.  Alois  and  Oregor 4529 

Punk,   Alwine 6736 

Purukawa.  Joe 7257 

Puruya,  M.,  Co.,  Ltd 560 

Puss.  Alfred,  Karola,  and  Klara.. ,  5382,  5792,  5793.  5^84 

Gaissl,  Mathias 359 

Gaitsch,  Elizabeth  Rosa— : 587.  2248 

Gandolfl.  L.,  and  Co..  Inc 3214 

Gann,  Pauline •, ..-  1754 

Ganss,  Henry ^__  6489 

Ganter.  CamUla . 2038 

Gantner.  Elizabeth — ■_  726 

Gapler,  Helene ___, 4771 

Gardin.  Gertrude--, _J 4024 

Gardiner.  Maria  G , 2826 

Garlichs.  Gunther :___\>^_ 1116 

Gast,  Hansotto '. , ____\. 2733 

Gatson.  William  A r::^r=^_._ 4530 

Gaul.   Gretchen . 82 

Gcbhardt.  Paul *_.___ __ 6319 

Gebrueder  Hlrdes : 5498 

Gedon,   Babette.. 4931 

Geerts.  Maria---:.-- 1 . -,:.™u 1075 

Geestemuender  Bank 7412 

Gehm,  Frieda  R ., ___— ^_ 1753 

Gthring.  Louise  Anna  Conte ,i 813 

Geider.  Margareta.t ^715 

Gejger,   Elsa. >—-<.-  *  103 

Gelger.  M.  Kleopha-.--_-L , i- -  1860 

Gels,  Gustav,  Ida.  and  WilheUn 4771 

Geisel,  Marion .-^i  6121 

Geisel.  Wilhelm I , 5791.  6121 

•    Geiss,  Margarete  (M.  G.) v5071 

Gelssler,  Emmy —  4996 

GJeissner,  Babette__ 3574 

Gelehrtenschule  des  Johanncums __  48 

Gemmingen,    Cecelia,    In^eborg.    Sybilla,    and 

•'    ■                Ursula ^ 473 

Gemperle,   Anna 7468 

Oensheim'er.  Karl  Philip.  Paul,  and  Valentine—  995 

Gentes.  Mrs.  Adolf  <Karoline) 4932 

Gentsch.  Alfred ^-,_ - - : 5222 

Gentsch.  Henry  R 5283 

Gentzsch.  Heinrich " 586 

Genzow.   Frieda 1451 

Gerecke,   Arthur __  5513 

Gericke.  Johanna , ; 3188 

Gerken,  August ^- 3214 

Gerken,  Henry,  Hlnrich.  and  Katherina 5233 

Gerlach.  Alois,  Anton,  Bernard,  Bertha,  Henry. 
Johanna.  John,  Joseph,  Metaolf,  and  Wil- 
liam  — -  6706 

Gerlach.  Charlotte,  Erich,  Dr.  Hans  George  Max. 

•   and   Heinz ^ 2826 

Gerlach  and  Cia,  Sucrs ■! '. 5171 

Oerling.  Amalie,  Anna,  Heinrich,  and*Katharlna-  4645 
Gorman  nationals  (unknown  persons): 

Rebate.«;  owing  to,  from  United  PruitCo 5619 

United  States  currency  owned  by „  813, '1241 
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Savings  account 

Oerstenberg,   Aage 

Gesellschaft  Buergerlichen  Rechts  Bestehond 

Gesellschaft  Zur    Vorbereltung    Des    Deutschen 

Volkswagens 

Gessner.  Ernest 

Geyer,  Armin  H.,  Egbert.  Manfred,  and  Ralph  L — 

Geyer.  Fritz 

Geyer,  Karl  and  Oscar  H 

Gieger,  Marie  R 

Gieske.  Wiihelmine 

Giessler,   Wendel 

Gilcher,  Ernst,  Fred,  Lena,  and  Kurt 

GittkowRkl,  Joanna 

Glackemeyer.  Johanne 

Glaevecke,   Hans 

Glahn,  Anna 

Glass.   Grete 

Glass.  Walter  and  Ema 

Gllck,  Carl 

Glitscher.  Grace  T.  and  Nora  E 

Gloeckler,  Josefine 

Gobser.  Meta 

Godecke  (Goedecke>,  Lena 

Goebbels,  Paul  Joseph 

Goecke,  Hans  Joachim , 

Ooeltzner.  Walter  O 

Goerke.   Ella ' 

Goerner,  Johanna  P.  C 

Goetz,  Pranz 5248, 

Gogel,  Maria  Johannes 7553, 

Goldberger  de  Buda.  Nora  Anna 

Goller,  Emille .*--. 

Goller,  Emma  Graf." 

Goller,  Ernst  V 

Gollner,  Paul  Richard 

Gols.   Magdalena 

Goiter,  Pritz ^.l 

Good.  Maria 

Goodman,  Jennie 

Goos,  Johann  Hinrlch 

Gorlcke,  WiUiam  Bemhard 

Gorlup.  Joseph  A_' 

Gothner,  Dorothea 

Gotoh  <Goto),  Akinori 

GOtoh  <Goto>,  Yoshi. 2842. 

Gottmann,    Christa,    HUdegard,    Martha,    and 

Peterle 

Gottsche,  Carrie  arid  Conrad 

Goudard,  Maurice 

Graf,  Adele , 

Graf,  Elizabeth,  Priedrich,  Herbert.  Herman.  Lse. 

Irene,  Jacob,  and  Ruth 

Graichen.  Ernest  K- . ., 

Orau,  Else ^ __^ i-J . 

Graupner.  Bertha __1 i ■ _j. 

Grayes,  Alan  Percy 

Graziani.  Elise 6794. 

Greenbaum  Film  G.  m.  b.  H 

Greif.  Mrs.  Wilfrid-. . ^„ 

Oreim,  Carl,  Hans,  and  "Jane" 

Greim,  Maria  Sophia  Johanna ■, . 

Greiner,  Kathe .,_ 

Grenz,  Otto  and  Rudcdf : :_„ - 

Gries,  Anna i __- 

Grlesser,  Richard--,- ;.- „; 

Grimm,  Rosa 

Griswold.  F.  Gray. ^ j^ 

Groenine,  Frederick  C.  C.  H ,; , 

Grolle,  Erna ' , 

Gromnitzer,  John  P-_ .: ■. . 

Orond,  Agnas,  Franz.  Joseph,  Klemens.  Merle, 

Pius,  and  Robert.__.L 1841, 

Gross.  Margarethe . ,_ : 

Gross-Lother,  Margarethe - '__ 

Grosse-Tebbe.  Oiga  Barrenschmidt 

Grote,  Alice , _<_ -1-, : . 

Grote.  Anni , , 1 ^^ 
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7950 

1729 
2734 
1908 
7024 

1999 

288 
7025 

318 
5889 
4932 

235 
7027 
2247 
5034 
5531 
6121 
1390 
1909 

912 
2429 
3215 
1747 
3070 
1999 
1730 
1341 
2568 

450 
1908 
7554 
7576 
6380 

969 
7608 
2841 
13 
2367 
7719 
5682 
7508 
7698 

846 
6821 
1723 
2842 
3427 

554 

514 
1908 
1748 
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Grothe,   Eva 4533 

Oruber,  Augxist 474 

Gruber,  Maria  Gertrud 6377 

Grunheld.   Franzi 3792 

Grussing,  Anna  Margarete 4582 

Grutering-Tille.sen,  Mrs.  P 3881 

Oruttemann,  Elly  and  Kate 2653 

Gruttmann,  Karoline 6377 

Osellius 1628 

Ouessefeldt,  Richard 2887 

Guettler,  Emma,  Heinz  Georg,  and  Karl  Ouenther-    1560 

Gumpert,   Albert 10 

Gunther,  Catherine 48 

Gunther    <Guenther),  Emll.  Hedwig.  Hermann, 

and  Marie 1239 

Gurnee,  Augustus  Coe 583 

Gussmann,  Gustav  A 1239,  1341 

Out,  Magdalena 7283 

Guthler.  Augusta  Richter 5248 

Gutman,  Maria 7468 

Haaga.  Priedrich 6962 

Haas.  Gisela  and  Wilhelm 4995 

Habcrkorn,  Elisabeth 1816 

Hackenmuller,   Ida 1841 

Haehnlein.  Katharina 1506 

Hagelstein,  Lotte 195 

Hagen,  Grertrude  Riess 673 

Hagens,  Franziska 7028 

Hager,    Sophie 2429 

Hahl,  Else  Pogoda , 1423 

Hahn,  Magdalena .   358 

Haider,  Pranz 5532 

Halfmann,  Fritz  Wilhelm  and  Lina 7027 

Halle,  Marie —       654 

Halm,  Emeille  Ruch,  Johann  and  Paul 7698 

Hamaguchl,  Seikichi 315,  2964 

Hamamoto,  KazuyukI   (Ikko) 1405 

Hamamura,  Shuntaro 427 

Hamann,  Fritz  and  Otto  P —    3112 

Hamano,  Torajiro 3214 

Hambrecht,  Henry  and  William.- 285 

Hamel,  Anna,  Emelia,  and  Henry  A 5581 

Handrich,  Rosa 5582 

Hanke,  Wilma  Wulf 3455 

Hansen,   Carsten 3648 

Hansen.  Christine 1074 

Hansen.  Johanne 5532 

Han.sen,  Olga  Koencke 4626,  4646 

Hansen,  Ulrich  and  Willy  P —      450 

Harada,  Masae 3074 

Haranaka,  Satsu  and  Takujlro 1279 

Harase,  Tada.shl  and  Mrs.  Yoshl 3215 

Harck,  Albert  R.  and  Fred  W 3716 

Harder,  Frida  Wuerz 813 

Harder.  Josefa  Sinz 2080 

Harms,  Elfreda  and  William  E 673 

Harms,  William 3765 

Harras-sowitz,  Otto.. 1404 

Harrsch,  Gertrud  and  Carl 14 

Harten,  Karl  Peter 7412 

Hartenstein.  Louise 878 

Hartl,  Anna 4583 

Hartlieb.   Rosa 726 

Hartmann,  Annemarie 7509 

Hartmann,  Lissette 2053 

Hartmann,  Maria 1842 

Hartmann,  Marie  Christine 7027 

Hartner,  August,  Christian,  Gotthilf,  Jane.  Rein- 
hold,  and  Richard 1370 

Hartung,  Mrs.  Auguste 3112 

Hartung,  Hermine  Wolf 1203 

Haruzono,  Tsunezo 7699 

Hase.  Yoshimatsu 5033 

Hasebe,  Yataro 5379 

Hasegawa,  Saku 7718 

Hasselfeldt,   Anna 2568 

Hasuike,   Kamejiro ^ 2581 

*    Hasuike,  Susumi 6705 

Hatakaeyama,  Kikujl 2075 

Hatakeyama,  Fujle,  Jltsuwa.  Kasaburo,  Natsuno, 

Sao.  and  Sekiro 585 

Hatashita.  Choichiro  (H.  C.)   (Henry) 1659 

90000—50 4 
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Hattorl.   Alnosuke 3215 

Haupt.  Anna  Elisabeth 281 

Haupt.  August 3316 

Haupt,  Else  Maria  Dorothea -i 6737 

Hauptmann,  E 2225 

Hauptmann,  Heinrich 1403.  4999 

Hauptmann,  Marie 330 

Hauschel,  Constantin 1030 

Hauschild,   Christian 6156 

Hausser,  Wilhelm 5333 

Haveloh,  Maria 4645 

Havemeister,  Herta 6321 

Hawaii  Ishizuchl  Jinja 3075 

Hayakawa,  Kiyoshl 'L 4649 

Hayashi,  P.   (Pusao) -*v- 2735 

Hayashl,  Rihachi . T- 6705 

Hayashi,  Mrs.  T 5581 

.  Heckel,  Annellese  Emma  Margarete,  Ingrid  Char- 
lotte    Franziska,     and     Waltraud     Hedwig 

Helene 3649 

Hecker,  Marie 3715 

Hegeler,  Edward  C 1059 

Hegewald,  Oskar : 104. 1266.  3697 

Heidenreich,  Helen 3715 

Heidle,  Lena 3807 

Hein,  Heinrich 474,  3603 

Hein,  Justin,  Ludwig,  and  Vinzenz 3603 

Hein.  Magda  and  Max 474 

Heindl,  Carl.  Joseph,  and  Marie 3315 

Heinemann,  Emma , 1203 

Heinemann.  Jeanette 652 

Heinen.  Eduard,  Gerhard.  Hinrlch.  and  Reinhard.    7025 

Heinken,  Herman  Piederick  Ludwig 4024 

Heinrich.  Anna  Biermann 7553.  7576 

Heinrich.  Helene 11 

Heinrich.  Selma 1450 

Heintz.  Catherine  and  Theresa 1775 

Heintze.  Lothar 4737 

Heinz.  Ignatz 2054 

Helnze,  Gertrud  Frieda  Mathilde 1203 

Heinze,  Lisbet 2568 

HeinzeUnann  (Heintzelmarm).  Thusnelde  (Thus- 

nelda) 1780 

Heise,  James  J__ 3215 

Heiss,  Albert 6962 

Hellman,  Amalie 745 

Hellmann,  Dora  and  Hugo 266 

Hellmann,  Kurt  and  Martha 746 

Hellmann.  Luise  (Louise) : 1700 

Hellmann,  Paul 1700,  1997 

Hellmann,  Richard 26^ 

463.  634.  746,  1449.  1450.  1700,  1997 

Hellmann,  Therese 1449 

Hellwig,  Helene 4582 

Helm,  Maria 2101 

Helmbrecht,  Fanny 1660 

Helmer,   Werner 2773 

Helmholz,  Gustav  (Gustave) 1203 

Helmke,  Mary  Martha  Pawellek 7302 

Helms  (Helm),  Martha 2568 

Hembel,   Susanna 4995 

Hench,   Lewis .*^ 674 

•Hench,   Louis -ts*. 554 

Hendrich,  Caroline  Katharine  Boerner 6269 

Henke,   Johanna 2053 

Henkel,  Justine 2227.  2738,  2739 

Hennecke,  Maria  Dorathea  Johanna 2827 

Henning,  Ada  Sophie  Auguste,  Adam,  Johannes. 

igM<   Margaretha 5033 

HennrPorten  Film  Produktion  G.  m,  b.  H 6032 

Henschel,  Alfred  and  Erich —    5729 

Hensen,  Hedwig - 1842 

Henss,  Franz,  Henry  Charles,  and  Karl 7025 

Herbst,   Margaretha 5452 

Herder,   Ubreria 2941 

Herf,  Helene  and  Osccr 954 

Herker-Orthaus,  Gerhard  and  Heinrich 4645 

Herkommer,   Clara 1860 

Hermberg,    Hilda   Frieda   Marle-Luise   Caroline 

(Mrs,  Hans-Carl) 5033 

Hermine,  Else  Bertha  Jenny  Louise  Clara .--     6035 

Herold.  Carl  Richard 5283.  6506 
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Herold,  Eugene  Richard  and  Paul •»  '^^ 


5283 
1861 


Page 


Herold,  Franz  Arthur 

Herold,  Katharine  Prey ^o°^ 

Herrling.  Rose ^""** 

Herrmann,  Luise  and  Yakob 

Herrmann.  Regina 

Hertmann,  Heinrich  Wissmann 

Hertzberg.    Erika.    Franz.    Klara.    Mertha.    and 

Wllhelm— ^^°^ 

Herziger!  Agnes 

Hesse.  Erich  and  Meta 

Hesse,  Newman  and  Co 

Hessling.  Sophie 

Hesslinger.  Fanny.  Frank,  and  Sophie 

Hetzer,  Arthur 

Heuchele.  Luise 

Heunefeld.  Brigitte 

Heuser.  Heinrich  and  Luise 

Heuss.  Albrecht 

Heydecke.  Hermann 

Heye.^'ASi^  Liis."  CarT  T.riiiiriy rfv^ 

Priedrich  Carl,  Hans  Martin.  Hildegard.  and 

Heyl.  Elizabeth  (Elisabeth) 

Heyl.   Hulda -— ->„ 

Heylsche  Lederwerke  Liebenau.  G.  m.  b.  H i«J 

Heymons.  Hildegard v-J'"*  ■";-"";^""h 

Hiag-Verein  Holzverkohlungs  Industrie  G.  m.  b. 

H 

Hibino,  Yasaku 

Hiersemann,  Karl  W 

Higashida.  George . 

Hilbenz.  Paul 

Hilde.  Joseph 

Hildebrandt,  Wilhelm.  Jr --— — r — V  wi:' 

Hilgenberg,  Carl  G.,  Johannes  Konrad.  and  Mar- 

tha  Anneliefe J,}"* 

HUger.  Rudolph ;^'* 

Hill.  Anna  M.  B *^°° 

mile.  Karl  W — ---    ^^J* 

Hiller.  Fedor  Martin 6321.  7^80 

Hilljegerdes.  Johanne  Marie m^ 

Hilmers.  Curt  and  Wilhelm -     'i^Ji 

Hiltl.  WaUy '" 

Himemiya.  Hatsuichiro —    ^'"^ 

Himmelman.  Marguerite— ^»°' 

Himmler.  Augiiste  A ^^^° 

Hink,  Arma _„„, 

Hinrichs.  Antke  Ernst '^f^ 

Hlnrichs.  Katinka '^"« 

Hinz.  Minna  Hedwig  Hoffmann ii«'^ 

Hirano,  Tomito  Tomizo ^'^^ 

Hiraoka.  Yoichi '°^ 

Hirata.   Motosaburo °'"^ 

Hishikari.  Fumi  Kondo ^^"^ 

Hitchcock,  Clara  F £JJ^ 

Hoborn.  Elizabeth  Pauline  Mahlbaum ;Ji«o 

Hochmuth.  Anna  Zenger ^^^ 

Hoeck.  Max  (Dr.  G.) ; fVi 

Hoellmueller.  Luise f°;* 

Hoelschermann.   Friedhelm ^'^-J 

Hoene.  Irene  Schubert *^*^ 

Hoenig. Louise  (Luise) ''^'» 

Hoepken.  Gerda.  Heide  Marie.  Hilde.  and  Miima 

Helene  Elise J9JJ-  ff 

Hofer.  Carl ^^^-  Hf^ 

Hoff.  Minnie  E—- — ^"  J 

Hoffman.  Elfriede  Michaelsen 3^14 

Hoffman.  Esbeth  Krecker iJ"J' 

Hoffman.  Julia 'f°^ 

Hoffman.  Paul  Alfred ^A?? 

Hoffmann,  Charles  A.  and  GotUob 5031 

Hoffmann.  Helena  Anna o^' ' 

Hoffmann.  Martha  Luther »»»« 

Hoffmann.  Pauline. f;^^ 

Hofling.  Ellen  Veronica ^^j^l 

Hofman.  Theresia  Geisler -— 

Hofmann.  Emilie zzzT'C"! 

Hofmann.  Eliaabeth.  Mathilde.  and  Relnhard 


2826 
584 
235 


1842 

82 

5498 

4645 

1780 

7510 

49 

497 

2826 

2943 

10 

1390 


654 
1561 
2568 


15 
6705 
1404 
5616 
812 
286 
1147 


475 

7494 

497 


Hofstetter.  Ernest,  Oswald,  and  Otto 1816 


Hohenadl.  Louise. 
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Hohnschopp.  Emml  Maria  Dorathea  Sophia 2827 

Hoier.  Elsa .J°^ 

Holcap  Leathers.  Inc — _ ^'^^ 

Hollmann,  Anna — ^ll' 

Hollnagel,  Johannes  and  Wilhelm oou 

Hollweg.  Louis i»' 

Holm.  Catharina  Siert  and  Marie  Koch 462«,  4646 

Holnstein.  Countess —  '"^J 

Holtzinger.  Mina ^^^1 

Holz.  Maria ^V.1 

Honda.  Che!ko,and  Mineki —-  J« 

Honda.  Shigeto --  ^^'r,^Vi 

Hopff.  Mary  (CaeciHe) :",— v: Lttr, 

Hopken  (Hoepken*.  Bernhard  (Jacob). _ *»»' 

Hopken  (Hoepken).  George  (Syasse  Georg) 4968 

Horbach.  Elsa  Marie --  '°^i 

Hori.  Minatora ^'"^ 

Horiguchi.  Saimatsu ^f-^l 

Horikawa.   Shizuyo ^ui^ 

Horimoto.  Louis °^°* 

Horio.  Kiheijl ^^^^ 

Horlacher.  Adolf 


6035 
2653 


1750 

"" 6192 


6705 
49 


Hermann.   Ida — 
Horn,  Margarete. 

Horning,  Julius  P „ 

Horstman.  Albert 328.  liji 

Horstmann.  Arthur.  Ella,  and  Irma llJo 

Hosono.  Kiyozo  Frank. 
Hossenfelder.  Martha 

Hossfeld.  Marie r"^— ;- ^T";;:;?; 

Hoyler,  Albert.  Eugen.  Heinrich.  Kari.  Reinhold 

Willy,  and  Walter 6781 

Hsun-Yang.  Chang * ".L;?^ 

Huano.  Thomas , ^'"^ 

Huber.  Elisabeth - ip. 

Huber.  Marie ^°" ' 

Hubig.  Helen j^^^ 

Hubold.  Emilia ^'"^ 

Hudson.  Percy  K ^"" 

Huebner.  Carl  J.  O ^JJ^ 

Huga.  Massayo.'serz'oTand  f  oshizo.  5221.  5481.  6453.  6454 

Huga,  Rihei 5221.  6454 

Huissel.  Paul — tZTZ 

Hull  Anna  G  - ~" ~~  o*io 

Humboldt.  Jolianna  Charlotte  Elisabeth 2185 

_____--.-  6737 


Hundt,  Meta  W _.„ 

Hunold.  Carl ^^^\ 

Huppach.  Justine — .ii* 

Huth,  Kari.  Maria,  and  Peter i=6J 

Huther.  Erika - '^f° 

Hutwohl.  Jacob "coTn'ZoTi   rIoo 

L  G.  Farbenindustrie.  A.  G —  5210.  5211.  6422 

Ichlda.  Heikichi ^JOa 

Ichikawa.  Nobuta 1*52.  5983 

Ida.  Jlsoitsu " '"^ 

Idler.  Margeratha ^L)P 

Iga.  N.  (Naotaro).  L  Co JJ^" 

Igenbergs.  Ingrid i-^irzi- n 

Ihde.  Carl.  Franz  Wilhelm.  and  Robert ii 

lijima.  Jinnosuke  and  Yoshi «"» 

lino.  Kitoji '*!,^ 

lizuka.   Shotaro "'"^ 

Ikebe.  Masanori.^ S'^ 

Ikeda.  Suguma '^X« 

Ikegami  (Nawa).  Bun f^l^^ 

Ikemiya.  Shigeaki  and  Susumu 63^2 

Hg.  Frederick  W *^' 

Iljinas  (Iljin).  Jurgis  (Georg) ^^^ 

niner.  Marie  (Marie  Schumacher) 2367 

Imada.  Ikuichi JJJ^ 

Imahashi.  Shigeo ^^^ 

Imahashi,  Torajiro o'"^ 

Imahori.  Hikojiro JJJJ 

Imakiiro.  Zenji - 8705 

Imamoto.  Mrs.  Hisano JJ;;? 

Imanishi.  Naokichl - —    33ib 

Imhof,  Michael 6521 

Importadora  S.  A- '*^ '" 

Inamasa.  Bunshu JJ^* 

Inasako.  Matasuke *'"^ 
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Industrial  Bank  of  Japan.  Ltd.   (Nippon  Kogyo 

Glnko  Kabushlkl  Kalsha) 4027 

Inomata,  Mabel  Schofield 5681 

Inouye.  Katsuta ^510 

Iselin.  Adrian,  Jr 3322 

Iseri.  Hanako,  Isami.  Jlso.  and  Shlgeoko 5483 

Ishl.  Karanosuke "^259 

Ishida,  Tazo 6705 

.  Ishil,Chuhel 6^05 

Ishll.  Viscount  Kikiyiro 331 

Ishlzaki,  Raizo  (Raiji) -    6705 

Ishu,  K_-. — 1165 

Isseido.  The 1*04 

Ito.  Jutaro 6420 

Ito.  Tadashi 6705 

Ito.  Takeo - 5643.  7951 

Ito.  Yasulchl 474 

Iwai.  Shizuo 4024 

Iwamoto.   Tomio ''607 

Iwata.  Eijiro 7951 

Iwawaki.  Kazuyoshi 7951 

Jachens,  Diederich  and  John  H 1607.  5699 

Jacob.  Christina,  Edward,  and  Otto 1816 

Jacob.  Frieda  Luther 5889 

Jacobl.  AmaUe 5729 

Jacobs.  Auguste  Katharine.  Priedrich.  and  Her- 
mann      1203 

Jacobs.  Liselotte 1165 

Jacobson,  Wilhelm ^- 5700 

Jaeger.  Mathilda 195 

Jaehnlg.  Gisela  and  Heinz 651 

Jaenlcke,  Franz —    6703 

Jager,  Paula 7510 

Jakob,  Albert  and  Magdelana 1724 

Janike,  Paul 6703 

Janisch,  Anna  and  Robert,  Jr 5233 

Janitschke.   Ottilie- _ 6961 

Jankewitz,  Herbert r 3715 

Jantzen,  Grete  and  Hermann  D 358 

Japan: 
Bank  accounts  and  checks  owned  by  former 

Japanese  Government -■-     4646 

Debt  owing  to 1281 

Jappen,  Rudolph  M 152 

Jarchow.  Clara 5452 

Jarck,  Erna  Schmell 6322 

Jaretzki.   Alfred 234 

Jarren,  Elisabeth,  Ellen.  Gertrud,  Herman,  and 

Irma 474 

Jauch.  Ella 5776 

Jay.   Fritz 2943 

Jesse.  Fritz.  Joseph.  Louisa,  and  Wilhelm 618 

Jesselsen,  James  W.  N 2367 

Jiricek.  Olga 5284.  6157 

Jockel.  Johanna ^ 1724 

Jodl,  Alfred 5532 

Joehnke.    Cari 5729 

Johnson,  Henry  M 2128 

Jokisch,  Elsa  Riedel 4021 

Jones.  Antonie , 103 

Jorgens.  Otto-— 995 

Joseph,  Anna 5032 

Jo.st.  Elfrieda  Blinn 1861 

Jost,  Maria  iMarie)  Roemer 2055 

Jost,  Mary  J 7719 

Josten.  Ernst  Albrecht.  Gudrun.  and  Hannegret-.    2826 

Juchems,  Tatdina 356 

Juchter,  John.- 286.  7190 

Judt,  Lena 7552 

Juttner.   Martha 7257 

Jutzler.  Anna  Roemer 2055 

Kabashima,  Suijo 7951 

Kabberlch.  Mrs.  Walter  (Hertha) 1163 

Kaemph,  Greta 330 

Kaesen.  Fredericka  C 878 

Kahn,  Katherine  and  Mary  H 1390 

Kaiser,  George 6864 

Kaiser.  Magdalena 4931 

Kaiser.  Margarete 5792 

Kalsya.  Osaka  Syosen 1148 

Kaisya.  Osaka  Syosen;  Ltd -—    1148 

Kakishita.   M 7607 
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Kalb.  Anna  WUbert 584 

Kalesch.  Mrs.  Otto 3317 

Kallas.   Grete 2568 

Kallhardt.  Elizabeth  W 1906 

Kameta  (Kameda).  Hifoshi  and  Yoshlro 2225 

Kamigaki,  Mitsuyo  (Mito) 7413 


7026 
4967 

.  81 
14 
2157 
2735 
7951 
282 
3114 


Kamii,   Yoshio 

Kammerer.  August 

Kammerer.  Margaret 

Kamoda.  M.  and  Y 

Kanai,  Kunzo 

Kanegawa,  K.  E.  (Henzo)  and  K.  (Kurazo) 

Kaneko,  Hatsuhei 

Kaneshiro,   Jotei 

Kanls.  Frank 615 

Kanter.  Dr.  Hans  and  Robert 633.  649 

Kaoru.  Kojo 402 

Kappe.  Minnie 6706 

Kappelhoff.   Josefa 4645 

Karapapasis,  Anha  (Aruiie) 585 

Karge,  Minna  and  Otto 285 

Karrer,  Charle«-J 6822 

Karst,  Elise  Koch 4626,  4646 

Karweil,  Miima  (Mathilde) 1451 

Kasano,  Tosaburo 7951 

Kashi,  Jutaro 2427 

Kashiwabara,  Namlyo 1340 

Kasse  Der  Evangelical  Lutheran  Kirchengemeinde 

■     and  Von  Pius  Hospital 5614 

Kassman,  Joseph -—       690 

Kastl,  Martha —  1841.  3911 

Kataoka.  H.  Y 4645 

Kato.  Jumeo ^ 2368 

Kaufer.  Clementine 374 

Kaufman.  Dorothy 503.J 

Kaufmann.  Nari 3971 

Kawakami.  Shozo 5752 

Kawamoto.  I 7607 

Kawamoto.  Shigetaro 6391 

Kawamura,  Kazuo  C--., 5680 

Kawano,  Gohachi 3216 

Kawano,  Klntaro ^ 5581 

Kavvaoka.  Sachiko 1751 

Kawaoka,  Shuichi 1751,  2076 

Kawaoka,  Yoshiaki 2157 

Kawasaki,  Akiko  and  Mbrlnosuke 912 

Kawasaki,  Slna 5335 

Kawase.  Watari  (Kato) 5379 

Kawashima,  Kingoro 1838 

Kawata.  Morikichi  (Harry) 653 

Kayser,  Fi-iedrich 2428 

Kayser.  Heinrich 3457 

Kayser.  Joharma 1842 

Kayser,  Maria 1506 

Kehrhahn.  Zerelda 3170 

Kelner.  Franz . 4997 

Kelser.   Aruia 4532 

Keller.  Albert  and  Rudolph 357 

Keller.  Eva  Marie  Van  der  Leeden 7054 

Keller.  Ferdinand,  Sr 972 

Keller.  Gerda  and  Johanna 1452 

Keller.  Hedwig 2602 

KeUer.  Liza 1203.  1939 

Keller.  Louisa 1753 

Kellermann,  Rudolf 2943 

Kellermann,  Wilma 1746 

Kempf.  Marie • 4995 

Keppelmaun.  Alfred  J 7125  J 

Keppelmann,  Eric  P..  and  Margaret  A 4968/ 

Keppner.  William  (Wilhelm)  and  Henry  (Hein- 
rich)        584 

Kerber.  Heinrich 3193 

Kerfien,  Elizabeth 2568 

Kerker,  Fred  C 5495 

Kern.  Stephan : 7413 

Kerngast.  Marie 558 

Kessemeier.  Else  and  Rudolf  Theodore 7286 

Kessler.  Anna  Christina  Maria  Helena  and  Do- 

minlcus  Antonius  Josephus 3147 

Kessler,  Erika.  Fritz.  Herman.  Hermann.  Mari- 
anne, and  Werner 3648 

Kestel,  Joseph 7553 
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Kestner,  Fritz  Albert 6614 

Kick.  Helene 6781 

Kiebler,  Marie  Roller.. _ __ 813 

Kiechle,  Anselm  and  Emma 282 

Kiessling.  Clara  Elizabeth 7947 

Klessling.    Johann    Karl,    Johan    Ludwig,    and 

Katherine 357 

Klkugawa.  Mitsugi 5335 

.  Kilgus,  Else  M 1754 

Kllgus.   Margarete 5617 

Kill.  Mary 3189 

Klmmelmann,  Johanna 57fl5 

Kimoto.  Umetaro 6420 

Kimura.  Tadalchi 5210 

Kindt,  Walther 82 

Klnowakl,   Shigetoshl . 7951 

Klrchbach.  Martha 2156 

Kirchherr.  Pritz  and  Lore 583 

Kirtsen.  Elizabeth 6736 

Kistemaker,  Augusta  (Auguste) 1561 

Kister,  Una  Boerner 6269 

Kitagawa,  Giichi.. ^ 3190 

Kitagawa,  Shinakichl 427 

Kitagawa.  Wataru 1630.  4916 

Kitaoka.   Henry 2157 

Kitazawa  and  Co.,  Ltd 1629 

Kiuchi,  Motoharu 3649 

Klyohara,  Rev.  Tetsuel 7126 

Klaasen,  Cornelia 356 

Klasen.  Joseph  and  Mary 616 

Klaus.  Emll 3070 

Kleeflld.   Morltz 3715 

Kleemann,  Johanna , 5338 

Kleemann.   Marie 5335 

Klein,  Augusta 5775 

Klein.  Walter 2760 

Kleinjung.  Josephine  R.  and  Rudolf 3316 

Kleinmann.  Milly 7242 

Kleinschmidt.  Luise 911 

Klemt,  Ella 6961 

Kllck.  Marie 650 

Kliem.  Helga  Koencke.-. 4626,  4646 

Kling.  Karoline 1609 

Klingler,  Margarethe  Charlotte  Eugenie 2158 

Klingslek.  Mary  (Pricke,  Marie) 2428 

Klink,  Johanna 5335 

Kllnk,  Walter  L.  E— 5336 

Klopfer,  Pauline  Unkel ; 3114 

Klose.  Alois  and  Gertrude .:  6960 

Klose,  Augusta , 3649 

Klose.  Selma 6961 

Klubert.  Alwine —  282 

Klueter.  Anna 1842 

Kluever.  Heinz  H 6705 

Klum per,  Antonia  Heinz  <  Backer) 238 

Klunder,  Wllhelm 1876 

Klupfel.  Meta 7719 

PCnauer.   Marianne 5889 

Knaul.   Gizella 2567 

Knauth,  Antonio.  Berta   ^Bertha),  Clara,  Elisa- 
beth, Helene.  and  Karl  Heinz 1205 

Knlellng.  Lutz,  Kommanditgesellschaft 5553 

Knlttel,  Andreas.  Clemens   (Klement).  Johann. 

Ludwig,  and  Peter 1860 

Knitter.  Albert 650 

Knodel.  Gu.stav  Adolf 402 

Knoedel    (Knodel  >.  Emma..! 1661 

Knudsen.  Wllhelm  Heinrich  Johannes 3216 

Knust,  Johanna 1842 

Kobayashl,  Orltaro 7951 

Kober.  Charlotte  and  Mina 7125 

Kobert.  Wilhelmine  Auguste 1750 

Koch,  Anna— 868.  7694 

Koch,  Henrietta 30 

Koch,  Kaethi 4626.  4646 

Koch,  Louise 3911 

Koch,  Margarete 3648 

Koch,  Paula 2053 

Kock.  Marie 1073 

Kodanl,  Jlme 3650 

Koebele.  Emilia  Buhler 1816 

Koehlers,  K.  P..  Antiquarlum - 6706 
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Koempel,   Louise 4916 

Koencke.  Eduard 4626,  4646 

Koenig,  Hans  Joachim  and  Lilly 5581 

Koeniger.   Barbara...* 11 

Koester,  Kurt ; 954 

Kofahl,  Heinrich. 6706 

Kohl.  Marie 3216 

Kohle,  Albert _ _ 4649 

Kohler.  Kurt 3070 

Kohler.  William  Bruno 2000 

Kohlmann.  Anna.  Priedrich.  and  Hermann 2055 

Kohlsaat,  Katharine  and  Wilhelmina 848 

Koinuma  <Koimma),  Shosaku 3190,  3456.  3652 

Koll.  Detlef 4626.  4646 

Komaki,  Taketora 1725 

Komatsu.  Takashi 7026 

Kompernas.  Maria  Bodefeld 6706 

Kondo,  Moto 3217 

Konitzky.  Lily___^ 1747 

Koopman.  Priedai. 3071 

Koopmann.  BeWiz 2188.  3717 

Kof^e.  Johann.  Jr 4738 

Kopp.  Pritz 4028 

Koppeler,  Heinrich 1075 

Korn.  Anna ,, 4530 

Koss.  Paul 2568 

Koster,  Else 2076,  2078 

Koster.  Gustav 1147 

Koster.  Paul 2078 

Koyama.  Isamu  and  Toshio 996 

Koyano.  Tatsuo 3217 

Kozlowski,  Josephine 5034 

Kraetzig,  Philomena..:^ 6961 

Kraflft.  Josephine 8715,  7284 

Kraft,  Elizabeth 6033 

Kraft.  Eugen  and  Priedrich 1609 

Kraft.   Hedwlg 3070 

Kramer.  Aiuia 5952 

Kramer,  Clara 5532 

Kramer,  Gabriele 7509 

Kramer,  Maria 3254 

Kraner.  Adam 81 

Kraney,  Hans ; 12.  3270 

Kraney,  Jenny 12,  283 

Kraney.  Joharma 787 

Krankenhagen.  Palko.  Gemot,  Hagen,  Heldrun, 

Hellen.  and  William 7508 

Kranz,  Margaretha 5033 

Kratge,  Albert.  Elizabeth,  and  Gertrude 1451 

Kratzch.   Walter 4530 

Kratzwhol.  Greta  Thomas 1164 

Kraus.  Christina 11 

Krause,  Alfred  and  Gerda 5210 

Krause,  Caroline  R 5583.  6074 

Krause.  Charles  L 1841 

Krause,  Ellen 460' 

Krause.   William 5951 

Krebs.  August 4812 

Krebs.  Ernest,  Ernest  August.  Priedrich.  Pried- 
rich Paul  August.  Jorn,  Karl  Dieter,  Kurt, 

Maren.  and  Wilhelm 1723 

Krecker,  Karl  H.  O 1097 

Kreisblinden  Anstallt  of  Wuerzburg 654 

Kremsler,  Anna  Ca«cilia 3807 

Krepata.  Ingeborg 3426 

Kressner.  Otto " 654, 

Kieth  (Richter».  Hermarm 3319 

Krieger,  Kathlnka 1658 

Kriegsheim.  Bernhard.  Elsa.  Hans.  Heinrich,  Her- 
bert. Joharm,  and  Karl 3572 

Krisch.  Johanna 7509 

Krohmer.  Louise  Sigel 3911 

Krohn.  Piank  and  Helene 672 

Kromberg.  Otto 850 

Kromer,  Olga 5513 

Krompholz.  Heinrich 6379 

Kronibus.  Frieda 850 

Krotz,  Gertrude 1816 

Krudewig.  Adam ^' 5034 

Krueger,  EWedrich 4582 

Krueger.  Hedwig *^ 4995 

Krueppel,  Elizabeth 7431 


ANNUAL  INDEX,  1949 


ALIEN  PROPERTY,  OFFICE  OF— Continued  P*8« 

Vesting  orders,  etc.— Continued 
Various  interests,  in  estates,  litigation  proceedings. 

etc. — Continued  „_^ 

Krugel,  Lothar 2000 

Kruse,  C.  Enrique 6488 

Kruse,  Carl.  Dora,  and  Margeratha 515 

Kruse,  Catherine 3071 

Kruz.  Rosa 3ool 

Kubler,  Luise 5334 

Kubota.  Pukumatsu "^] 

Kubota.  Honami 5984 

Kuch,   Anna 848 

Kudo.  Zenkichi  John "951 

Kudriavzeff.  Pet^r 928 

Kueffner.  Albert 7508 

Kuehne  and  Nagel 6322 

Kuehnemann,  Emma "054 

Kuehnling.  Henry  and  Peter 82 

Kufner,  August 2734 

Kuga,  Hyoemon  and  Rui 1060 

Kuga.  Mantaro 6822 

Kugelmarui,  Josepha  Vogler I860 

Kugler.  Heiru-ich,  Hort,  Karl,  and  Rolf 1076 

Kuhl.  Otto,  et  al 2055 

Kuhlmarm,  Auguste.  Dora.  Ida.  and  Louise 197 

Kuhlmarui.  Elsa.  Emil,  Frederick,  and  Hildegard.    4916 

Kuhn,  Erna 499,  3793^ 

Kuhn,  Martha 3793 

Kuhn.  Rose 81 

Kuhne,  Catherine  Elchenger 475 

Kuhnert,  Gabriele , 7509 

Kulenkampff,  Joharmes ^. 5171 

Kultz.  Emy 7699 

Kunisaki.  Jiro 3217 

Kiinker.  Priedrich.  Heiru-ich,  and  Wilhelm 1723 

Kunze.  Flora '- 1389 

Kunzmann.  Ruth 3807 

Kurata,  Itsuo ]951 

Kurata,  Makiji  and  Toemon 6323 

Kurata,   Shizuko 1748 

Kuribayashi,   H 5211 

Kurisu.  Shoso 7414 

Kuroda.  Humlko  and  Keisel 4025 

Kuroiwa.  Takaichi 7951 

Kurtz.  Julie 3715 

Kussel,  Olivia  Caecilia '- 3807 

Kussmann.  Priedrich  Wilhelm,  Josef,  and  Ruth__      726 

Kus.swetter,  Laura  and  Theresa 7509 

Kuster,  Martha ~      849 

Kustos,  Anna 46*5 

Kuther.  Amanda 5336 

Kuttroff.  Adolf 497 

Kutzke.  Adolf  and  Margaretha 952 

Kuwahara.  Shigeru 6391 

Laarhs,  Erich,  Herta.  and  Karl 320 

La  Croix.  Agnes 1841 

Lambert.   Anna 1074 

Lamee.  Anna  and  Heinrich 3650 

Lamp.  Elisabeth  Wilhelmine H 

Lampe.  Clara  and  Emil 928 

Lampert,  Lina  Wuerz 813 

Landgraf.  W 196,  1341,  2842 

Landis.  Emily  F.  P 6035 

Landraint,   Kurt .,- 584 

Lang,  Wilhelmine 2826 

Lange,  Alma 3649 

Lange,  Anna 474 

Lange,    Arno,    Ernst    Friedrich,    Ewald,    Frieda, 

Heinrich  Albin.  Paul,  and  Paul  Otto 2156 

Lange,  Max 2156,  2775 

Langendorfer,  Carolina 2053 

Lanz.  Frieda  and  Walter —    7719 

Laoureux.  Hilda  Eugenie  and  Marguerite  Eugenie 

Tasnler 491" 

La  Qulmica  Bayer  Weskott  y  Cia 5211 

Laub.  Anton  and  Rudolph  Robert 5730 

Laubitz.   Bertha 3112 

Lauer.  Johanna 6378 

■    Laufenkotter.  Helen  Babel 1164 

Lautenbach,  Elisabeth  and  Theodor 6703 

Lautz,  Karl —    2039 

Leber,  Frelda  J 2568 

Le  Breton,  Clarissa  E 727 

Lechner,  Elvira  and  Josef 1077 

Lederhaus,  Adolph,  Fritz,  and  Willie 2518 
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'  Leeha.  Maria 330 

Lefarth.  John  and  Wilhelm 618 

Lehmann,  Christiane  L.  W.  H.  M.  B 5031 

Lehmann,  Gustaf 4532 

Lehmann  and  Voss  and  Co 729 

Lehmkuhl,  Anna 586 

Lehn,  Max  J 3793 

Leibold,  Anton 1030 

Leichter,  George 4028 

Leipert,  Berta —       496 

Leistner,  Dora  and  Oscar 4021 

Lementy.  Edith  and  Walter  J 673 

Lemke.  Friedrich  Rudolf 196.  1450 

Lempe.  Meta 654 

Lenz.  Friedrich  Wilhelm 4533 

Lenz.  Ida 1075 

Leonberger,  Wilhelmine  Bertha 6781 

Leopold,  Otto 103 

Lerf,  Veronika - —     I860 

Lescow,  Frida ■ 1723 

Leuckert.  Ernst ^-     3319 

Levering,  Pauline 675 

/  Leverkus.  Zeltner  &  Consorten 4998 

Levinger,  Alfred 2102 

Llchtenfels,  Ida  and  William 1723 

Lichter,  Anna  Barbara,  Frank  Anton,  Franz  An- 
ton, Johann  Jakob,  Marie  Elizabeth,  Marta 

Franziska,  and  Wilhelm.i 726 

Liebaldt,  Rudolph  and  Walter 7414 

Lleberknecht,  Karl.  G.  m.  b.  H 1340 

Liebert,  Charlotte.  Elvira  Jutta.  Fritz.  Gerda,  Hed- 
wig, Johann  Johannes,  Kurt,  Martha,  Otto, 

and  Werner  Walter  Erich ^  .4504 

Llebetrut,  Elsa.  Fritz,  and  Otto 330 

Liegl,  Margaret  Zenger 3315 

Lier,  Emil.  Franz.  Paul,  and  Otto 6703 

Liesau,   Herbert 727 

Lieth,  John  D.  and  Nicholas  (Nicholaus) 616 

Lihme,  C.  Bai  and  Josephine 5681 

Limpert,  Gustav  and  Karl 6736 

Linckh,  Frieda 1076 

Lindemann,  Anna,  Joseph,  Paul,  and  Wilhelm. __      475 

Lindemeyer,  Bertha 7699 

Lindener,  Arthur . 4997 

Lindener,   Kurt '. 5171 

Linkenheil.  Eugenia 7125 

Linville,  Nanette  C —     2824 

Lippert.  Anna 6190 

Lipschutz.  Hildegard,  Lieselotte,  and  Marie 7508 

Lissowski.   Robert H 

Lobusch  (Lobush),  Karl 1776 

Locatelli,  Erminia _^ 1908 

Lochmann,     Auguste,     Elisabeth,     Ernest,     and 

Sophie 197 

Lochner,  John  (Johann)  Michael 616 

Loebus.  Charlotte  and  Gertrude 2568 

Loeffler.  Mrs.  Edward 7282 

Loehr,  Amon,  Katharina,  and  Margarita 616 

Loewenthal.  Olga 2428 

Logermann.  Lili 726 

Loh,  Herta  Margarete H 

Lohse,  Maria  Sophia  Lisetta  Anna 2827 

Long,  Frederick 15 

Loose.  Anna,  Erika,  Erna,  Olga,  and  Werner 6321 

Loppach.  Gertrude  and  Heinz  Arthur 788 

Lorenz,  Ferdinand  A 5071 

Lorenzen.  Cristoph,  Margaret,  Peter  C,  and  Peter 

Heiru-ich 1746 

Lorenzen,  Fr 2943 

Lorenzen,  Henry 5380 

Lorenzer,  Norma 1062 

Losch.  Erich,  Eva.  Hand  D.,  and  Wolfgang 4968 

Lothes,   Wilhelm 5531 

Lotterhos,  Dr 4704 

Lowmarm,  Ursula —        82 

Lowrey,  Dwight  M I860 

Lubeck,  Marie  Joharma 5131 

Lucchesi,  Anna 929 

Ludwig,  Frida 878.  1860 

Ludwig,  Gotthllf 5824 

Ludwig.  Oscar  R 3071 

Lueckhoff,  Louise 730. 1838 
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Luedecke  (Ludecke).  Eugen  Ernst,  Evigen  Ernst 

Ludwlg.  and  Vera  Perdinande  Anna B88 

Lueders,  Arthur  K — —     '^508 

Lueke.  (Adam)  Joseph.  Hermann  Helnrich,  and 

Johann    Helnrich 4931 

Luhmann.  Christian.  Ernest,  and  WUhelm 728 

Luig,   Anton J842 

Lumpp,  Anna 2568 

Lundt.  Sofia  Maria  and  Werner 6421 

Lurssen.  Emil 726 

Lussen.  Mariane 811 

Luther.  Hugo  and  Rose 5889 

Luthje,  Wlebke  Koll -  4626.  4646 

Lutz.  Charlotte 5683 

Lutz,  Prederich  Jacob  and  Richard  Emll — ^ 3219 

Lutz.  Greta -^ 7025 

Maas,  Elise ^-     2568 

Maass    Prleda - -- - -     7212 

Mack.' Angelika.'christian.  Georg.  Maria  Elisa- 
beth, and  Martjn --     7437 

Mack.  Nina 1074.  6192 

Mack.  Willy —     5795 

Maeda.   Naolchl 4645 

Maehl,  Anna 2055 

Maehlman,  Anna  EMerken  and  Marie  Dierken 5222 

Maerz.  Anna  Margaretha  Christiana 357 

Magdeburger  Peuerversickenings  Gesellschaft---     3320 

Magnus.  J.,  and  Co 2519 

Mahlke,  Emmy 5336 

Mahlstadt.  Greta 4583.  6270 

-     Mahr.  George  and  Pauline 690 

Mahren  (Mehren),  Prlda 5333 

Maler   Adolph.  Eberhard.  John  A..  Julius.  Paul, 

and   Wllhelm 5333 

Maler.  Ernst 4997 

Maler.  Eva  and  Stephanie 1725 

Maier.  Ida 678 

Maler,  Lloba —     1816 

Maler.   Maria -    5681 

Maler.  Matthew  L.  and  Rose 5032 

Maier.   Meta 4649 

Makita.  Kaihel 3648 

Malchow,  Herta 2568 

Mallinckrodt.  Edward 1163.  1450,  4968 

Malys.  Clara  Adamek 7511 

Manbo.  Masao 1453 

Mangelsdorf.  Kurt 269.  4998.  6244 

Mann.  Christian,  Gertrude  Lauer,  and  Heinrich—    2227. 

2738    2739 

Mann,  Conrad  H 2227.  2738 

Mann,  Emllie 995 

Mannheim.    Mayor    (Burgomeister)    of.    Grand 

Duchy  of  Baden 1777 

Mannhelmer,  Paula  L 1908 

Mannhelmer  Verslcherungsgesellschaft 4649,  7720 

Marbe,  Maria  Kohlmann 2055 

Marbury.  Elisabeth 7509 

Markel.  Mathilde 3715 

Markus.  Katharine  Antoinette  Wessling 235 

Markwltz,  Berta. 4530 

Marten.  Adolf  P 7029 

Martin,  Dora.  Pranziska.  Philip,  and  Wilhelmina.     3254 

Martin.  Gebruder 6962 

Martin,  Klara.  Oskar.  and  Richard 5283 

Martin.  Paul 1842 

Martini,  Luisa 5333 

Martmann,  Erna.  Ernst,  and  Ludwlg 1723 

Marumoto.  Masaichl 1030 

Maruyama.  (Mrs.)  Tadayo  Kokayashi 7026 

Maruzen  Co..  Ltd 1404 

Marx.  Hugo 1203 

Mascher.  William 4583 

Massmann.  Adolf,  Adolf  W.,  Anna  Marie.  Chris- 
tian Emll  Johannes.  Dagmar.  Eberhardt, 
Edith.  Hannelore.  Hans  Joachim.  Helnrich. 
Hermann.  Llselotte.  Martha,  and  Sophie—     6452 

Masuda.  Natsu  and  Selchl 1453 

Masuno.  Tajiro 6790 

Mataichl.  Otto 1148 

Matejovsky.  Elisabeth —    2428 

Mathes.  Hedwig 2158 

Matoba.  Nakako— 8717 
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Matsuda,  Tamlictii 674 

Matsuhara,  Kijlro 7951 

Matsuhisa.  Tamotsu 1340 

Matsui.  Kitlnosuke .—  3971 

Matsumoto,  Akio 7414 

Matsumoto,  Hidejiro 5581.  6865 

Matsumoto,  Shigeo 586 

Matsumoto.  Tomi 3255 

Matsunaka,  Masu  and  Sato 6865 

Matsuno,  H —  5482 

Matsuno,  Mrs.  Shioko 5222 

Matsuo.  Mltsuzo 1403.  2567 

Matsuoka,  Chlkae  and  Tsiigiyoshl 283 

Matsuoka.  Yuki 7950 

Matthis.  Pranziska 672 

Mattick,  Christina.  Prances.  Leonhard,  Margare- 
tha, and  Peter 81 

Mattmueller.   Rosa 1816 

Maucher.  Hans  W —  5496 

Maulbetsch,  Rosle 7123 

Maximillian.  Henry  and  Max 4701 

Maxmillian.  Ludwig,  Universit&t 2076 

Mayer,  Andresis,  George  Otto,  Ignaz  (Ignazius). 
Johann,  Josef  Georg.  Joseph.  Josepha.  Kres- 
zenzia,    Nikoaus.    Veronika.   Walberga.    and 

Wilhelmlna I860 

Mayer.  Anna 7125 

Mayer  (Meyer).  Emma 727 

Mayer.  Hedwig  Elizabeth 6781 


6271 

29 

813 

3315 

6269 


Mayer.   Joe 

Mayer.  Katharine 

Mayer,  Lina  Perrot 

Meerkamp.  ElMi  and  Willi. 

Meffert.  Martin 1-- 

Mehlbaunir-Pranz  Richard.  Gerda  Hedwig.  and 

Max  Karl —  2185 

Mehlenbeck,  Maria 3910 

Mehlis,  Dietrich.  Eli«beth  (Bettina ) ,  and  Ursula.  3572 

Mehmel.  Caroline 1225 

Meidert.  Josephine  (Jo8eflne)___ 745 

Meier  <  Schorm  >.  Margaret 6554 

Meier.  Reinhold 1203 

Meinberg,  Margot 953 

Meinerts.  Bertha  Scherf 654 

Meinhold,   Prleda — 5498 

Meimger.  Pritz 1775 

Meisner.  Clara ^o 

Meisenor,   Aruia 7259 

Meissner,  Heinz  and  Irmgard 4504 

Meister.  Max 3319 

Melcher,  Magdalene 929 

Meldau.  Heinrich  and  Otto 1225 

Mellman.  Bart>ara 497 

Mendl.  Wenzel —  4028 

Menker,  Anna  Marl 2U7 

Menzel.  Erich 2735 

Menaell.  Hermann 4738 

Merkel.  Walter — 650 

Merkle,  August 1725 

Merkt,  Hedwig 652 

Merten  (Martin).  Theresia 585 

Mertens  and  Prowein.  G.  m.  b.  H 1404 

Mertense,  Carl.  Conrad.   Ernst.  Heinrich.  Her- 
mann, Minna.  Sophia,  and  Wllhelm 726 

Mestemacher,  Anne 7468.  7697 

Metzger.  August. 2944 

Metzger,  George  J 5952 

Metzger  (Metzger -Prey),  Sophie 3072 

Metzncr.  Richard  Franz : 1241 

Meutter.  Amelia  Becker 319 

Meyer,  Anna 4582,  6321 

Meyer,  Anna  Ida 2427 

Meyer,  Carmen  and  Ida 2823 

Meyer,  E.  J —  10^ 

Meyer.  Priedrich 588 

Meyer,  George  H.  Conrad 1746 

Meyer,  Petri  and  Holland 6962 

Meyerling,  Louise 6962 

Meyer-Nelthropp,  Turgen 2825 

Mlchaelis,  Hermann 330 

Michaelsen.  Johann  Henry  M 6614 

Michau,  Hedwig -. r 3070 
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Michel,  August  Gustav 4649 

Michel.  Else — ■- 1203 

Michel.  Margot 4966 

Miehlke.  Emma 515 

Miller,  Anna  and  Michael 6453 

Miller  (Muller)  Gretchen 1659 

Miller.  Ida 2038 

Miller.  Josephine  Weber 286 

Miltenberger,  Mathilda 2039 

Minamoto,  Mataklchi 6121 

Minato.  Tomoichl 5682 

Minch(s)   (Minx).  Erich 2053 

Minderlein.  Babette —  5775 

Mitsubishi  Marine  and  Plre  Insurance  Co 786o 

Mitsui  Bank.  Ltd 1265 

Mitsui  Bussan  Kaisha.  Ltd 2569 

Mlttenzwey,  Marie 5682 

Mittermaler,  Panny 4584 

Mittwoch,  Kaethe  and  Manfred 1403,  2736 

Miura,  Kenzo 12 

Mlura,  Moto 2568 

Miwa.   Seigo 4025 

.  Miyagishima,  Kaneklchl 7951 

Miyarrishlma,  Umeo 7950 

Mlyaji,  Kohel • 7950 

Miyanaga,  Gunlchl  Roy 7950 

Miyazawa,   Elgo 7950 

Miyazawa,  Sumeru  and  Tsuneo 1777 

Mizukami,  T.  (Tadayoshl)  (Tayayori) 653,2158 

Mizutanl,  Elena 1729 

Mizutanl,  T -^ 1562 

Mockler,  Otto 6122 

Moeck.   "Mary" 2003 

Moehlmann.  Heinrich 5031 

Moehrmg.  G 675 

Moeller,  Ernest  W 1077 

Moeller,  Gustav 2568 

Moeller,  Margaretha  Krecker 1097 

Moellering.  Henry  and  Ingeborg 4966 

Mohlau.  Egbert 1608 

Mohle.  Albert 5333 

Mohle.  Prlda 7494 

Mohr.  Christina - 673 

Mohr.  Paul  Johann 2054 

Mohr.  Wilhelmina 787 

Mohrmann.  Wllhelm  and  Wilhelmlne  L 726 

Mokros.  Gerhardt  Paul,  John,  and  Louise   (In- 

gard) 3825 

Moll,  Kurt  V 3807 

Mollenkopf.  Berta... 6737 

Moller.  Auguste  Wilhelmlne  and  Georg U 

Moller.  Margarete 7699 

Mollnau.  Fred  C.  and  Gottfried 4530 

Molt.  Eugen.  Mary,  and  William 6682.  6683 

Molteni.  Wilhelmlne—. 5380 

Moltzger.  Marie 672 

Monke.  Luise 5071 

Montag,  Lena 618 

Moog.  Otto 6033 

Mori.  Mume 283 

Morishlta.  Ko  (Koo) 1841 

Morisue  (Marlsue).  Harry  H 2398 

Morita.  Kingo —  1148 

Moritz,  Egon , 5337 

Morltz.  Marie 3112 

Moritz.  W.  A.,  S.  en  C 5776 

Morton,  Marcus  Jr 1608 

Moslnger,  Emllie - —  7325 

Mosle.  Christian 3482 

Motoshige.  H.  and  Wasuke 5752 

Motto  (Iwamoto) .  Ralph  (Rlnzo) ,  and  Yasu 587 

Mowwe,  Herman 5031 

Muche,   Kaethe 3793 

Muehl,  Joseph 5683 

Mueller  (Muller),  Albert 3573 

Mueller,  Emllie— 7024 

Mueller,  Felix 3317 

Mueller,  Priedrich  Eduard 319 

Mueller,  George 2570 

Mueller.  Gerhard  J 2826 

Mueller.  Helene 676 

Mueller.  Johann 357 
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Mueller,  Kathe  Rudolph 

Mueller,  Lena 

Mueller,   Luise 

Mueller,  Mariagnes 

Mueller,  Rudolf 

Mueller,  Welda 

Mueller,  Wllhelm  Diedrich  H 

Mukai,   Yoshio 

Muller,  Amelia 1074, 

Muller,  Charlotte -, 

Muller,  Erwin  E.  A 

Muller,  Frieda 1725, 

Muller,  Frieda  Kuhnle  Luise 

Muller,    Hermann 

Muller.  John  Arthur 

Muller,  Juergen  J.  V.,  and  Rosle  Hutzler 

Muller.  Katherine 

Muller.  Lizzie  and  Ruleman  E .; 

Muller,   Martha 

Muller,  Otto \ 

Muller.  Petzel  and  Co 

Muller,  Robert 

Muller,  Wilhelmlne 

Muller,  Willi 

Munchner,  Heinz 

Mundt,    Carl,    Ernst    Johannes    Emil.    Herman, 

Joachim  Perd,  and  Richard 

Mungersdorf,  Maria 

Munk,  Albert.  Franz,  Karl.  Marie,  and  Otto 

Munz.  Albert  and  "John" 

Munzebrock,  Marie  Bsckmann . 

Munzer,  Angela,  August,  and  Ottllie 

Munzer,  Ella 

Murakami,  Alice  Kiyoko,  Ishu,  Mary  Yayoko,  and 

Robert  EUchi 

Murakami,  Fusako 

Murakami,  Mokutaro 

Muranaka,  Takayoshi > 

Murata,   Mitinori 

Muratanl,  Shlgekl  and  Tokumatsu 

Muroi,  Relichl 2736, 

Muroi,  Tsujlo 

Mussbaumer,  Anna  Marie 

Mussgang,  Katherlna . 

Mustaros,  J 

Muth.  Elisabeth ^ 2227,  2738 

N.  V.   Agrarische  en  Industrleele  Handelmaat- 

schapplj    "Agrlhama" 

N.  V.  Potash  (Kali)  Export  Maatschappij 

Nabeta,  Sakujiro 

Nachf.  Wllhelm  Walb. 

Nachreiner,  Lisle 

Nachtwey,  Erna 

Nagai.  Seichiro  Henry 

Nagao,  Chika 

Nagaoka,  Kimiko 

Nagashima,  Yohachi 

Nagata,  Isaku 

Nagel,  Albert,  Fred,  Karl,  Theodore,  and  Wllhelm. 

Nagel,  Alice 

Nagel,  Maria 

Nagele,  Albert 

Naito,  Yasutaro 

Nakagawa,  Sakuja 

Nakagawa.  Tanichl 

Nakahama,  Goro 

Nakahara,  Fude  and  Tokuzo 

Nakal,   Dr.   Gentok 

Nakami.  Hyotaro 

Nakamitsu,  Harutaro 

Nakamoto,  Bute . 

Nakamura,   Kiyoshi 

Nakamura,  Yasaku 

Nakamura,  Yukichi 

Nakanishl,  Jitsuo 

Nakano,  Jitsuo,  Sugano,  and  Tomiko 

Nakano,  Kiyoko  and  Masaki 

Nakano,  Kunihiko 

Nakano,  Kyoichi 

Nakano,  Otoneri 

Nakano,  Sakutaro 

Nakashima,  Kaoru 
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1506 
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2158 
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2840 
1166 
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4648 
6122 
5249 
2570 
3652 
4607 
4025 
3650 
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7950 
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5337 
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2398 
7437 
2567 
7950 

555 
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Nakashima.  Takuzo 5249 

Nakasone.  Saburo 2911 

Nakata.  Kazuyoshl • 4608 

Nakayama.  Akira  and  Dengo 6320 

Nakayama.  Yemiko 1839 

Nakazawa.  Shigetomo 1280 

Namekawa.  Kazuo.  Mary  Makiko.  Shuji.  Tadao, 

and  Takao 5792 

Namekawa.  Nul 5337,  5792 

Nao.  Koto___ 1777 

Nara.  Munetsugu 995 

Nashan.  Paul 7509 

Na.ssaulsche  Landesbank 5550.  7949 

Nathanson,  Gertrude  <Charlotte  Gertrud) 633.  649 

National  Allp;emeine  Versicherungs  Gesellschaft.  1279 

Natsuhara.  Eisaburo 12 

Nebcke.  Emma 2568 

Nehlsen.  Harald 195.  1280.  4022 

Nehrkorn.  Gustav  and  Wilhelmlna 7027 

Nekoba.  Shokichi 5338 

Nekomoto,  S.  (Ghunlchl) 5616 

Nero-Pilm  A.  G 6032 

Nero-Pilm  G.  m.  b.  H 6032 

Neuenfeldt.  Anna.  Emil,  and  Gustav 2053 

NeuRart,   FVanz 152 

Neuhart,  Georg  Prltz  and  Jakob 4772 

Neuhaus.  Fritz  A 3573 

Neuhaus.  Jorg  WUbur.  Karl,  and  Ralpha 3573.  3807 

Neuhaus,  Lucy 3807 

Neuhaus,  Maria  Martha  and  Therese  (Theresia).  1842 

Neiikem.  Marie 2775 

Neuman.  Ida '. 3070 

Neumann.  Johanna 1164 

Neumann,  Martha 331 

Neumann.  Minna 5617 

Neumann,  Willy 356 

Neumann-Burri.  Anna 4532 

Ncumeister.  Elizabeth>Robert.  and  Walter 5953 

Neve,  Joslas.  Klau.s.  and  Willy 5729 

Nichibei  Koyu  K.  K 3320 

Nicklas.  Ernest  L.  P.  and  Peter 788  3912 

Nicklaus.  Elma  Wolff  and  George 7494 

Nicolay,  Isabelle  E 7?58 

Nieder,  'Elizabeth 6961 

Niemann,  Elizabeth 728 

Nlendink.  Georg 1723 

Nierendorf    Karl 7258 

Niino  (Nino),  Shikamatsu .. 676 

Nikami.  Keiji  and  Matsuro 6865 

Nikolaiczh.  Helene 6961 

Nippon  Columbia  Co.,  Ltd 3427 

Nishi,  Kotaro 7950 

Nishi.  Nakazo  iKatsuko) 268 

Nishikawa.  Gisaburo 6323 

Nishikawa.T . 7607 

Nishimura,  George  Y 1166 

Nishimura,  Kisaku 1842 

Nishimura,  Sanao 6391 

Nishimura.  Seijiro 7951 

Nishimura.  Yoshinobu 556 

NLshioka,  Shozabu .' 5381 

NiLschke.  Fiances  Thekla 928 

Nitschke,  Margarete ^ 4582 

Nobis.  Katherine  Keller 2602 

Nobushita.  Ukichl 3651 

Noergaard.  Margaretha 5452 

Nogusa.  Yasuichi 7951 

Noll.  Heinrich  Ludwig 3S49 

Noll.  Louise ^ 286 

Nolte.  Elizabeth 3426 

Nolte,  Margaret 3826 

0      Noltenius.  Clementine  S 1424 

Nomura  Jimusho 2000 

Nomura.   Yoshiharu 6618 

Nonnenmacher.  Rosa 2775 

Nord-Deutsche  Insurance  Co 1752 

Norddeutsche  Kreditbank  A.  O 7949 

Nord-Deutsche  Versicherungs-Gesellschaft 1752 

Norden.  Eduard  and  Erwin 727 

Nordhoff-Jung.  Sofie  A 2076 

Nordmann.   Heinrich 1746 

Nord-Og  Syd  PorsikrinEs-Aktieselskab 3320 
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Norl,  John 3315 

Norrle,  A.  Lanfear 3322 

Nothen.  Brigltte 6035 

Notsuka.  Fui 4501 

Nozaki,  Kiyoshl 2842 

NuUe.  Heinrich 1225 

Nurge.  Wilhelmlne 2712 

Obata.  Mrs.  Yeichlyo 6421 

Obel,  Babeth ^ 2429 

Obermayer,  George.  John,  and  Joseph 5954 

Obermeyer.  Johaim  Wetzel  Washington  Otto,  and 

Otto 2224 

Oderich,  Gertrud 1165 

Oehme.  Dr.  Curt 953 

Oehmichen.  Paul  Albert 3513 

Oelsner.  A.  Alfred 6456 

Oesten,  Chrlsta  and  Frederick  Ernst 3573.  3807 

Off,  Auguste  E.  H 3220,  4703 

Off,  Mathilde  Katarina  Bertha  Auguste 4703 

Offenbach,  Germany;  Ctty  of 281 

Osi.  Kanklchi 5581 

Ohashi,  Chiye  and  Mantaro 4705 

Ohm,   Fritz —  970 

Ohm.  Harry 7696 

Ohmsen,  Johanna 1097 

Ohnmals,  Anna 3715 

Ohse,  C.  Hermann  and  Flora 1839 

Ohta.  Kyugo 268 

Oishi.   Tsutomu 7951 

Oka.  Take - 2773 

Okada,  Taiji 7285 

Okada,  Tsumayo.^ 5381 

Okaji.  Komatsu 7951 

Okamoto.  Hisajiro  and  Mitsu 1726 

Okamoto.  Ishimatsu 5643 

Okano.   I 6034 

Okano,  Riyoshin 2154 

Okasaki.  Mrs.  Pukuko 7464 

Okoji.  Chokichl 5581 

Okuda.   Isamu 7951 

Okuyama.  Mrs.  Llye 5581 

Olbrlch.   Auguste.   Fritz,   Johann,   Karl,   Maria. 

Max.  and  Willi 6961 

Omura.  Utaro T.  5581 

Onishi.   Ritsu 4584 

Ono,  Mojiro 2398 

Ono,  Seisaburo 13 

Opel,  Babette-. 357 

Opp.  Erna  Schwartz 6455 

Opperman.  Marianna 2155 

Orth.  Caroline  Sophie 2964 

Orth.  Hans  Jakob  Anton 1422 

Ortloff.  Pranriska 3254 

Osaka  Marine  and  Plre  Insurance  Co.,  Ltd 7865 

Osaki.  Shigejiro  and  Yuki 2886 

Osborne.  C.  G 5212 

Oshige,  Kuniko 4503 

Oshima.  Chiyono 954 

Oshima.  Masao 954,  1859 

Oshimo,  Takeru 1149 

Oshio.  Kekichi.  Kolchi,  and  Suml 7126 

Oshiri.   Kuichl 6244 

Oskamp,  Katharina 4645 

Osram      Fabrica      de      Ampolletas      Electricas, 

Limltada      6455 

Osram  G.  m.  b.  H.  Kommandltgesellschaft 6455 

Ostendorf.  Margarete  Heinen 7025 

Osterloh,   EUrlede -•-.  7213 

Ostermann.  Maria 618 

Ostermeier,  Joseph 2053 

Oswald.  Katharina  and  Richard 1908 

Oswaldt.  Olga 6421 

Ota.  Mataichl  (Otto  Mataichl) 3190,  4029 

Otake.  Tamayo I 3220 

Otsubo,  Mrs.  Shikal 5381 

Otsuki.  Chlcko  and  Iwajlro — 1077 

Otsuki.  Kurata '.. 7951 

Ott.  Fanny,  Fldells.  Georg,  Klothllde.  Maria,  and 

Mine 234 

Ott,  Jacob  and  John 2429 

Otten.   Else 3911 

Ottinger,  Luise _' 2826 
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Ottinger,  Pauline  Sophie 8114 

Oura.   Mutso    (Tadaichl) 5210 

Overhage.  Carl  and  Gertrud 332 

Owye.  Chlse 1149 

Oyama.  Mrs.  Sueyo 5581 

Ozawa.  Tadamoto • 1282 

Pac2.  Aladar '054 

Pagenstecher.  Rudolf 500 

Pakulla,  Elisabeth   (Backer) •- 236 

Palmtag.  Adolph.  Jr.,  Frieda.  Llsal,  and  Wilham—    3604 

Pangrantz,   George 1*^26 

Panne,  Tonl  (Antonia) 1842 

Pastor,    Theodor 358 

Pauls.  Emma  Marie  Sophie H 

Pegelow.  Ruth  Erna  Amalie 2826 

Penners.  Dora 3254 

Perner.  Elsa  Herold 5283 

Perrot.  Christian.  David  Friedrich.  Emma,  Ernest. 
Friedrich.  Herman.  Karl  August,  and  Karl 

Gotthilp 813 

Peter,  Maria 2039 

Peters.   August 1203 

Peters.  Clara  A.  W. 82 

Peters.  Edward  Gunther 2039 

Petersen.  A.  N 2570 

Petri,  Dr.  Walter 587.  2248 

Peuser,  Otto 355 

Pfaffman.   Gertrude 1]29 

Pfeiffer.  Elizabeth  Beckmann 4647 

Pfeiffer.  Gustavus  A 1561 

Pfeiffer,  Herman  Gotlieb 497 

Pfeiffer.  Margaret 6866 

Pfeutzenreuter.  Bertha 2001 

Pflster.  Christina 2429 

Pfisterer.  Albert,  Ella,  Gerd,  Hans,  and  Hilda 6959 

Pfotenhauer,  Paul 3604 

Pflugfelder,  Bertha 5031 

Philipp,  H.  A 330 

Picard,  Frederick  Wilhelm  Otto 1876 

Pieper.  Anna  C.  G.  and  Pauline 4645 

Pieronl.    Amedeo ^ —     1909 

Pilz,  Adalbert.  Hedwig.  and  Maria  Gertrude 4648 

Pinckert.  Achlm  and  Gunther 1241 

Plassman.  Maria  Theresia 1842 

Piatt.  Susanna 3191 

.     Platz-Wendorf,  Evelyne  Pecht 2824 

Plehn,  G -     ^19" 

Plettner,  Hilde 4968.  5334 

Pleuger,  Elsie  Catherlna 7027 

Plumhof.  Heinrich 2399 

Podelsnik.  Jacob ''^SS 

Poensgen,  Wilhelmine 1^23 

Poeschel.  Ingeborg —  -     "^575 

Pogoda.  August,  Benno,  Franz.  Max,  and  Phillip.     1423 

Pohanka,  Olga 1909 

Pohle.  Frances 618 

Pohler.  Alois 31 

Pohlmann.  Maria  Dorothea  Louisa 5250 

Pohlo,  Elsie ^. 4530 

Pollinger,  Elizabeth "464 

Pommerenke.  Pauline 1751 

Porath.  Gertrud 1778 

Pose,  Elisabeth 2225 

Posner,  Charlotte  and  William ; 463 

Post.  Anna  Kalesch  and  Frederick 3317 

Pbtter.  Friedrich  Wilhelm  Robert  and  Karl  Robert 

Herman ^ 2185 

Powell,  Anna 139 

Pracht,  Karl  Christian 6781 

Pi-egge.  Emelie  L 788 

Pr.essprich.  Ernest  C 314 

Pressprich,  Marie 283,  314 

Pressprich,  Otto 283 

Pressprich,  Reginald  W S14.  1610 

Preusse.  Anna.  Max.  and  Richard 5729 

Pries.  Augusta 330 

Pringle.  Marian  Beveridge 4647 

Prior,  Willie  O.  L 4531 

Pross.  Marie  Margrete —    3573 

Pruchtnow.  Frieda  and  Werner — —     1341 

Pruchtnow.  Werner,  and  Cla.  (Co.) 1341 

80C00— 50 6 
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Pruente,  Adolf.  Aniia  Margarete,  Elisabeth,  Josef 

Eberhard.  and  Mary  Catherine _ 585 

Prufer.  Ernst.  Frederick  Gustav,  Fritz.  Gerhard. 

and  Margarete 2075 

Pulvermuller,  Frida — 5682 

Quandt,  Gunther 1371 

Quast,  Franziska 1842 

Raab.  Karolina  Charlotte 1239 

Rabetge.  Gisela  and  Horst 1165,  1241 

Rackj'.»Carl.  Elisabeth.  Ernst.  Flranz.  Heine,  Jo- 

hana,  Kathe,  and  Marta 583 

Rademacher,  Christiane 3716 

Raidt,  Prida  Catherina 6781 

Raisch,  John 5380 

Ramm.  MrS.  Herbert  W 676 

Rapzinsky,  Carl . 3188 

Rascher.  Babette  (Barbara) 2775 

Rassbach,   Erich 314 

Rathmann.  Sophia  Dorothea 5250 

Rauben,   Erich 677 

Rauch,  Elise  Johannes 7553.  7576 

Raupp,  Johanna 6866 

Raydt.  Martha 6421 

Redinger,  August  and  Wilhelm 49 

Redman,  Ferdinand  A 3717 

Redmer,  Rudolf 1165 

Reents,  Wilhelmine  Heinen 7025 

Reges,  George   H.,   Heinrich,   and   Margaretha 

Franziska  Bickel , 2775 

Reh,  Johanna 1225 

Rehan,  August,  Carl,  and  Lena 4933 

Rehm.  HUda , 49 

Reiboldt.  H.  K.  Mangoldt _ 6739 

Reichardt.  Ernst  Reinliold  and  Mary 3825 

Reichensperger,  Adolph.  Herman,  and  Joseph—     1816 

Reichl.  Karl 1729 

Reichle.   Herbert 5618 

Reichs-Kredit-Gesellschaft 7949 

Reichskuratorlum   Pur  Technik   Der  Landwirt- 

schaft 6707 

Rell.  Anna  Marie  Roewekaxnp,  August.  Elizabeth. 

and  Hans 6377 

Relmer,  Adolph,  Eldda.  Herman,  and  Marie 266 

Reimertshofer,  Jack.  Jane,  and  Paul 1423 

Reinhold.  Frida 4504 

Reisinger,  Anton  R 2225 

Reiss,  Fritz  and  Helmuth 4933 

Relss.   Karl 2774 

Relss,  Lydia 3113 

Relllng.   Robert ^^ 6419 

Remey.  Gertrude  H 373 

Renken,  Diedrich  and  William-. 5380 

Renken,  "Jane" 4582 

Renner,  Dora 1225 

Renner.  Klara  Helene  Herold 5283 

Renz.  Herman 355 

Restle.  Cliristian .: — •-— -       197 

Reubel,  Bertha 474 

Reusch,  Hans  L 878 

Renter.  Christian,  Christoph,  and  Fred 2053 

Renter,  Margarete 5352 

Rheinmetall-Borslg,  A.  G 690 

Richter.  Bruno  Helmut,  Elfrieda,  Erna,  Gustav  E., 

and  WiUi 4626 

Richter.   Ernst 4532 

Richter.  Fritz.  Hedwig,  and  Hugo 5248 

Richter.  Gustav  Ernest,  Karl  August,  and  Walter 

Otto 6781 

Richter,  Helene  and  Johannes 746i 

Richter,  Max 4626,  5248 

Richter,  Theodor 3715 

Richter,  Wanda 3602 

Ridder,   Emmi ^ 6321 

Riedel.  Kurt 4021 

Riedel-Wiedemann,  Gertrud 3218 

Rieker,  Karoline  Marie 5795 

Riepe,  Wilhelmine 1723 

Riess,  Richard  and  William  H 673 

Ring.  Johanna 5451 

Rissmann.  Ella 3649 

Ritz,  Adolf  Jakob,  Anton  Jakob.  Emllie,  and  John.     1816 
Ritz.  Albert  and  Karl 2826 
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Robert,  Ida,  John  E..  and  Louise 1609 

Rodenberg.  Helene 7697 

Rodenhausen,  Leonhard 5382 

Roechling  and  Co.  Bank 1280 

Roedel.  Eliese  Boerner 6269 

Roemer,  Wilhelm 2055 

Roemer-Bleser,  Pauline 2055 

Roemer-Hochstein.   Dorothea 2055 

Roemer-Weinerth,  Frieda 2055 

Roepe,  Margaret  Sophie  Mueller 498 

Roeske,  Carl  and  Herman . 650 

Roewekamp,  Franz  Nic  and  Klemens 6377 

Rohde.  Augusta 1164 

Rohlinger.  Anna  Weber 7553,  7576 

Rohlwlnk.  Erika... 5890.  6419 

Rohlwink,  Hans,  Kurt,  and  Lieschen 5890 

Rohnstock,   Ursula 651 

Roil,   Bertha 1726 

Roland  Kommandit  Gesellschaft .  5954 

Roller,  Christian.  Christine.  Friedrich.  Fritz, 

George.  Hans,  Michael,  and  Samuel 813 

Romanoff,  George  Constantinovich  and  Princess 

Vera  Constantinovna 7123 

Romer.  Hannah  W - 1906 

Roos,  Fritz 1778 

Rosenbaum,  Henry  and  Joseph 587 

Rosenblatt.   Martha! 6703 

Rosenfeldt,  Arthur  C 6618 

Rosengarten,  Elizabeth  and  Hermlna 2128 

Rosner.  Lena 2429 

Ross.  Otto  August 929 

Rosse.  Charlotte 6455 

Rosskopf.  Margaretha 2002 

Rossmaler.  Karl  and  Sebastian 3189 

Roters.     Anton.     Franz,     Heinrich,     Hermann, 
Johann.  Johanna,  Johannes.  Josef.  Joseph. 

Maria.  Mathllde.  Renate,  Sophie,  and  Willi—  4645 

Roth,   Andreas 6783 

Roth.  Bertha  Elisabetha  Magdalena 48 

Roth.   Richard 1062 

Rothaug.  Barbara 7325 

Rott,  Gertrud  Scherf 654 

Rottger,  Hildegard 6961 

Rowekamp,  Frank 6377 

Rowold,  Agnes 1561 

Roye.  Clara i 3881.  5380 

Rubel 6270 

Rubin,  Wilhelmlne 3648 

Ruble,  Hedwig  DettUng 5031 

Rucker,  Paul 287 

Rudolph,  Freida  Leistner 4021 

Rudy.  Bertha  C 7607 

Rueffer,   Anna 1748 

Ruggeberg,  Eleonore 1073,  1311 

Runge,   Max — 5729 

Runken.  Alwine  and  Henry i_-  3911 

Ruaff,  Hermann  (Franz  Hermann) 2077 

Ruppel.  Elizabeth  Hilde 286 

Russnak,    Lisa 2826 

Rust,   Margaret(e) 1451 

Rustemeyer,  Auguste 995 

Rutt,  Mathilde - 7213 

Ryono,  Kandayu 7951 

Ryono,  Otomatsu 7750 

Saathoff,  Anna  Bergman 2826 

Sabinatz.  Marie  Sophie 2827 

Sachtleben,  Rolf  F 2225 

Sacklowskl,  Wilhelm  H.  K 4993 

Sackmann,  Andreas.  George,  and  Peter 7123 

Sackmann,  Emil,  Erwin,  Felix,  John,  and  Wil- 
helm   - 1451 

Sadowsky,  Katharina 5513 

Saegusa,  Eileen  and  M 2D01 

Saiki,  Jukichi 4608,  5984 

Saiki,   Senzo 474 

Saito,  Naruo  and  Rev.  Jogen 1311 

Saka,  Tatsujiro 1240 

Sakai,  Chika __ 7465 

Sakai,  Fujie  and  Rev.  Kunlsuke 1726 

Sakai,  Jinkichl__ -  7750 

Sakai,  Yasudiro 6122 

Sakaki,  George  Shojl 3271 
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Sakamoto,   Masao 315 

Sakata,  Asa - 1163 

,   Sakata,  Toraklchi 1061.  1145 

Sakoda,  Umeyo 269 

Sakurai.  Sammy  Takaichl ... 1781 

Sakurai.  Tsutomu 7951 

Sailer,  George  and  Joseph 6243 

Salzmann,  Albin,  Anna,  Max,  and  Walter 4530 

Samuells,  Betty 969 

Sander,  Anna  Willi  (Backer) 236 

Sanwa  Bank,  Ltd 3320 

Sanwold.  Albert,  Christine,  Georg,  John,  Karl, 

and  Wilhelm— 7494 

Sapple.   Elizabeth 726 

Sappok,  Elli 651 

Sarashina,  Shlnrl 5752 

Sartorius,  Frieda 7124 

Saruwatari,  T 7607 

Sasada.  Kameyo 7466 

Sasada.  Kazuo _--     1780 

Sasaki.  Hatsuko  and  TokuichL 1727, 1754 

Sasaki,  Masashige— — 7750 

Satake,  Iwajiro . 3794,  6243,  7951 

Sato,  Toramatsu  T 7242 

Satoh  (Sato),  Henry  I _ 4532 

Satoh,  Lou  H 320.  4532 

Sauer.  Richard  O— _ - 1370 

Sauerland,  Maria 618 

Sautter.  August  Ludwig.  Eugen.  and  Karl___ 813 

Sawada.  Naoki _-—     7750 

Sawamura,  Esematsu 5581 

Schaaf.  Karolina  Maria 10 

Schaar,  Hans  Juergen 6421 

Schacht.  Carl 2001 

Schade,  Arthur,  Willi,  William,  and  Walter 1778 

Schadla,  Gabrlele_-_ 7029 

Schaefer.  Henry 1661 

Schaefer.  Dr.  Hugo 6051 

Schaer,  Alice  and  Ernst  Wilhelm 5495 

Schafer,  Johanna  and  Richard 6821 

Schafer,  Maria  Magdelena 726 

Schafheitlin.  Arma , 7145 

Schaible.  Pauline... :__. 1609 

Schanz.  Else 1700 

Schaper.  Catharine 7124 

Schaper.  John  G i 2428 

Scharf.  Rudolph  and  Siegfried 1424 

Schaumann,  Arma  Marie 373 

Schech  (Scheck)  Caroline 2364 

Scheedler.  Wilhelmina  Karoline  Periott 813 

Scheefer.  Rosine  Marie  Conte 813 

Scheel.  Louis 7146 

Scheffler.  Charlotte 2826 

Scheibe.  Max _._ 2427 

Scheible.  Karl 5618 

Scheid.  Fritz,  Louise,  and  Ludwig 6191 

Schenck.  Carl  Alvin _.    6392 

Schenult.  Maria  Preising 6706 

Scherer,  Ann! 6377 

Scherf.  Wilhelm , 654 

Schettini,  Rene  C 3112 

Scheu.  Alice,  James,  Jane,  John,  Joseph,   and 

Mary 103 

Scheuer,  Anna 1203 

Schichtl,  Frieda 745 

Schicke,  Maria.. 5382,  5792.  5793.  5984 

Schleback.  Lena 616 

Schiebeler.  Pauline ._ 280 

Schildhelm.  Helena 3112 

Schilling,  Emma  and  Richard 677 

Schilling,  Eugen ». 7146 

Schindle,  Anna 475 

Schinels,  Annie  Z 5619 

Schissel,  Maria  and  Sophie 3715 

Schlecht,   Emma 5795 

Schlechtriem,  Marie,  Otto,  Rudolph,  and  William.      587 

Schleeweiss,  Gottliebin  Marie  Perrot 813 

Schlegel,  Maria  B 1658 

Schlemmer,  EHIzabeth 2429 

Schlens,  Chrlstel  L __ 475 

Schles.singer,  Alma 4023 

Schlieper,  Annette  Casassa,  Georg,  and  Walter —     1454 
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Schllnk,  Emilie 5382 

Schlipp,  El.se  Peuser,  Rudolph,  and  Walter 355 

Bchloemer,  Franziska 4701 

Schloz,  Friedrick  Jr..  Gottlieb.  Heinrich,  Julius, 

and  Otto 5031 

Schmedes.  Helene 4024 

Schmeichler.  Margarethe  Anna  Mehlbaum 2185 

Bchmid,  Emma  Marie 49,  4649 

Schmid.  Franz  X 3970 

Bchmid,  Herman 3911 

Bchmid,  Theresa I860 

Bchmidt,  Alfred,  Otto,  and  Paul 331 

Bchmidt,   Alwine,   Emma   Haas,   Friedrich.   and 

Robert 4995 

Schmidt,  Carl 2155,  4995 

Bchmidt,  Christoph,  Jr.. 5480,  6962 

Schmidt,  Elisabeth 4504.  5033 

Bchmidt.  Elise  S i 587.  2248 

Schmidt,  Elizabeth  Scherf 654 

Bchmidt,  Ernest 1074,  6192 

Schmidt.  Franz  Theodore 496 

Schmidt,  Frieda 1451,  5729 

Schmidt,  Heinrich  and  Theodor 2155 

Schmidt,  Helene  and  Marie  Emma 2054 

Bchmidt,   Helwig 5480 

Schmidt.  Hugo  H.  and  Stephanie 330 

Schmidt.  JuRo  (Hugo),  Oskar,  and  Udo 1451 

Schmidt.  Karl 2427 

Bchmidt,  Karl  Joharm  and  Katherine 5033 

Schmidt,  Lena  K 1423 

Schmidt.  Margarethe  and  Maria 5582 

Schmidt.   Rudolf 287 

Schmidt.  Wilhelm 2155.  5033 

Schmicder,  Charlotte  and  Ursula 1241 

Schmieder.  Kurt 1075,  2519 

Schmlinp.  Maria 4645 

Schmilnik.  Christina 1^42 

Schmit.  Christian  Frederick ^_ 4649 

Schmitt.  Elise  and  Franz  A ! 7030 

Schmltt,  Pctronela 475 

Schnabel.  Dr.  Ernst 450 

Schnakenberg,  Hinrich 6052 

Schnaubert,  Margarethe  and  Vera 4530 

Schnaufler,   Emma 5171 

Schneider,    Alois 5482 

Schneider,  Armin,  Guenther,  Juergen,  and  Wil- 
helm  : 1609 

Schneider,  August 5130 

Schneider,  Eleanore  (Lena) U 

Schneider.  Freda 6703 

Schneider.  Gertrude 3717 

Schneider,   Hans 3270 

Schneider,  Henry,  Joseph,  and  Marie 49 

Schneider,  Jacob  M -• 4995 

Schneider,  John  A 1506 

Schneider,  Lina 726 

Schneider,  Mar?;aret 2429 

Schneider,  Olga 2156 

Schnelle,  Martha r^--     2568 

Bchnepel,  Heinrich  Christian  Ludewig  and  Hein- 
rich Friedrich  Wilhelm.. 5250 

Schneppart,  Else 5729 

Schnettlcr.  MariA 585 

Schneucker.  August  and  Heinrich 1659 

Schniewlnd.  Emil.  Georg.  Hans  Carl,  Hermann. 

and  Willy "^024 

Bchnorrenberger,  Anna 1280,4704 

Schnupper,  Friedrich,  Gerhard,  and  John 4582 

Schoch.  Erna  Koester 4932 

Schoen.   Marie 1239 

Schoenbeck.  Germany;  City  of 1700 

Schoenefeldt,  Wilhelmiqej.. 4648 

Bchoenelch.  Ernst  C —  139.  1662 

Schoeneich,  Frieda 1662 

Schoenfelder,  Anna ^--    1389 

Schoenfelder,  Mary 616 

Schoenhofen,  Elise 6764 

Schoensee,  Hugo,  and  Co 5498 

Schoettle,  Heinrich,  Lulse,  and  Wilhelm 1609 

Schoettler,  Addph  A.,  Albert,  Herman,  Marie, 

and  Wilhelm 2568 

Bchofer.  Johann  Herman *»* 
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Scholl,  Clara  and  Eva 

Scholz,  Alfred  Herbert  and  Alfred  Max 

Scholz,  C.  Hermann 

Schonenbach,  Martha 

Schopf,  Kathrina  Hoffmann 

Schore,  EL-^a 

Schorner,  Hans  and  Ludwig 

Schott,  Heinrich  and  Johannes 

Schott,  Wilhelm , 

Schrader,  Emma  A.  C.  H 

Schrauf.stetter,  Frank,  John,  and  Martin 

Schreiber,  Anna 

Schreiber,  Ludwig 6823, 

Schreiner,  Carl 

Schrlcker,  John  Adam 

Schridde,  Berta..! 

Schrieber.  Ludwig 

Schroder.  Herman  and  Katrina 

Schroeder,  Anna  B 

Schroeder,  Augusta  Fredericka  Charlott.e 1723 

Schroeder,    Benno,    Heinz,    Olga,    Robert,    and 

Wilhelm 

Schroeder,  Dorothea  and  Emma 

Schroeder.    Hermann    Christian    Bernhard    and 

Rudolf 

Schroeder,  Marianne 

Schroeder,  Theodor  Friedrich  Wilhelm  Carl 

Schroeter,  Olga  Kluftlnger 

Schubert,  Ernstine  Hedwig 

Schue'ler.  Anna  Deckers 

Bchuetz,  Maria 

Schuldenzucker,  Mane 

Schulte,  Mine  <Maria)  F.  K.  A.  E 

Bchulten.  Bernhard.  Franziska.  and  Josef 

Schultheiss,  Karl  Christian 

Schultz-Schultzenstein,  Gabriele_ 

Bchulz.  Dorothea 

Schulz.  Else,  Helmuth,  and  Ilse 

Schulz.  Emilie 

Schulz.  Louis  August  Karl  and  Wilhelm  Frederich 

Albert -- 

Bchulz.  Wilhelm  and  William  S 

Bchulze,  Eli.se  Jacobs — , 

Schulze.  Fomgardt ^ 

Schumacher,     Anna,     Barbara,     Joseph,     and 

Michael 

Schunemann,  Frida 

Schunemann.  Mary  Aiken 

Bchuschied.  Margareta 

Schussler,  August 

Schutte,  Anton 

Schiitzeberp.  Charlotte 

Schwaab,  Barbara,  Dagmar,  and  Helga 

Schwalbach,  Emiel 

Schwartz,  Lottie  and  Richard 

Schwarz,  Clara  Sielchen 

Schwarz,  Elizabeth,  Franz  Joseph.  Hedwig,  Heid- 

run,  Johanna,  Mary  J.,  and  Siegfried 

Schwarz,  Georg,  Export 

Schwarz,  Henry  F 

Schwarzkopf,  Maria  Hedwig 

Schwaya  (Schwayer).  Emma  and  Fritz 

Schwedler,  Rudolf 

Schweers,  Wilhelmina 

Schwegler.  Alfred,  Gerhard,  Gottlieb,  Helgar  and 

Wilhelm  (Kari) - 

Schweinsberg,  Alix  Louise  Schenk  zu 

Schwenk,  Anna  and  Wilhelm 

Scipio  and  Co 

Seaboard  Trust  Co.;  German  claimants  listed 

Sedlmayr,  Anton 

Seekamp,  Carl  and  Emma.: 

Seelis,  Ernst 

Sehlhorst.  Frieda  Dierken 

Seibicke.  Wilhelmlne -. 

Seibt,  Luise ■ 

Seldl,  Marie  Wagner: 

Seifrled,  Elzbeth  and  Oskar 

Seller,  Louise  Sautter 

Selpt,  Pauline 

Bel tz.  Fanny _ 
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Sekl,  Emily  Michiko 6708 

Selimer,  Antonie ""      652 

Sellnger,  Emma  Gertrude . ZZlZlllZZZZZ      746 

Semler,  Christian ZZI-II"!  10 

Semper,  Bernard  and  Kurt  Randel ~_IIZIZZI    6736 

Senden.  Else 507i 

Senft,  Frieda ZZZ  2038 

Senno,  Messrs.  M ZZZZZZ      971 

Sensenschmidt.  Praxeda Z_Z_ZZZZZZZ    5034 

Serfort.  Dorothea 4915 

Settele,  LJtwina  Knittel H ZZZZZ     1860 

Seuss.  Albert  Christian,  Johann  Preldrich,  Johann 

George,  and  Johanna  Margareta  Freida  357 

Seyfried.  Anna  Martha 3717 

Shack,  Gertrude  and  Gunthar ZZZ 928 

Shlba,   Rokuji _"     7750 

Bhibata,  Tsusa ZZZZZZZZ     7466 

Shibata,  Yosaku ~"     7950 

Shigekunl.  Aisuke Z__Z_  7750 

Bhigemichi.  Tadao ZZZZ'      315 

Bhimanaka.  Kunihel Z     6391 

Shimanouchi.  Toshiro  (Tt)shio)__ Z'       677 

Shimasaki.  Toyojiro Z     7947 

Shimo.  Keiko  and  T _  ~     7284 

Shingal,  Kikuza  Frank ZZ.ZZ    7951 

Shoten,  K.  Kitamura 3766 

Shoten.  Tsunashima ZZ    2187 

Shusho,  Klntaro ^     7750 

Shuster.  Gertrude  E ZZ_Z-     1817 

Shutoku.  Teru ZZ     4966 

Sieber,  Anna I__     7552 

Siebert,  Henry  and  Karl 2581 

Sieboldts,  Minna 7212 

Sieling,  Max * ZZZ     7027 

Siemens  and  Halske  Aktiengesellschaft ZZZZZZ     4584 

Siemens-Schuckert.  Ltda 318,  6488 

Siemens-Schuckertwerke,  A.  G '    318 

Siert,  Anna,  Frank,  Frederick,  Johann,  Jorgen, 

and  Maria 4626.4646 

Siert.  Peter _        4546 

Sigmund.  Clara,  Gertrude,  and  Karl Z.ZZ    5130 

Sigrist.  Juliaije 7285 

Silber,  Gottlieb,  Jr.  and  Pauline 3911 

Simon.  Emml 2054 

Simon.  Maria 1841.3911 

Simsen,  Emma  Post Z_Z 3317 

Singer  (Guibert),  Clara 6157 

Singer.  Emma 5284 

Singer,   Ignaz ZZ_  557 

Singer,  Rosa 1840 

Sinz,  Heinrich  and  Karl Z 2080 

Slstig.  Leo,  Maschinenfabrik 1404 

Sitt.  Paul . 1816 

Sitzberger.  Karolina 7413 

Slattery.  Rudolf  Udo ZZ     2038 

Sock.  Emma 1451 

Soechtig.  Anna ZZZZZZZ     1451 

Soeker.  C.  Louise  and  Franz Z    2427 

Sohn.  Franz  Schneider  Benj 4997 

Solbrlg.  Elise 5333 

Sonnemann,   Frieda 4956 

Sonning.  Jane   (Johanna) 6865 

Spaeth,  Harriett  Reynolds 1817 

Spathe.  Gertrud ; 6961 

Sprftz.  Frieda 586 

Specht.  Annie,  Ernst,  Kathl,  Roschen,  and  Su- 
sanna  ; 7284 

Specht,  Hedwig 7326 

Spennermann,  Anna  Catherine.  Priedrlch  Carl 

Johannes,  and  Max 195 

Sperling.  Wilhelm 7326 

Spiegel.   Lena 284 

Spiegel.  Leo Z    2186 

Spies.  Anna  Othlie,  Franzlska.  Johann  Barnabas. 
Josef  Hyazinth,  KunigundS,  and  Kunigunda 

Felizitas ^ 7030 

Spitzbarth,  Johanna  Maria  Sophia  and  Stephan 

Karl  Hans 357 

Spltzfaden.  Minna 1859 

Sporkmann.  Paula 4545 

Sprenger.  Hedwig  Pogoda Z    1423 

Sprenzinger.  Anna .    7173 
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Springer,  Anni 652 

Springer.  Franzlska  J.  W.  M.  F 4501 

Sprink,  Edward 7054 

Sproegel,  Julius 2"58'l,  6270 

Spurzem,  Margaret  Wilbert 585 

Stache,  Anna 331 

Stacke,  Luise  (Louise) 1203 

Stadel,  Anna 5333 

Stadter,  Agnes I8I6 

Staehely,  Selma '_  7599 

Stahl.  Alfred ~  7552 

Stahlke.  Fritz  Kurt Z  2185 

Stahmann.  Frieda 1745 

Standard  Braid  and  Produce  Co.  of  Japan 15 

Stang.  Margaretha 475 

Stangler.  Eduard • ZZ  5233 

Stapel.  Christian Z_  2226 

Stapf,  Anna  Maria   Ruth.  Jacob,   and  Vorbert 

Jakob 2055 

Starazak,  Gertrud 1773 

Starkmann,    Margarete ZZZ  5071 

Stavenow.  Elisabeth  Maria  Augusta Z  1750 

Stebbins,  James  H 7054 

Steck,  Charlotte Z  4029 

Stecker,  Emllie Z  7494 

Steddln,  Herbert 1371 

Steffan,  Otto Z„ZZZZZ  10 

Steflfe,  Hanny  and  Heinz. 6321,  7286 

Steffens,   Bruno '  5452 

Stegmaier.  Maria Z_ZZ  3252 

Stein.  Minny  Cramer 2840.  7697 

Steinberg.   Agnes '  1842 

Steinbrecher.    Amalie    Berta.    Ellda,    Heinrich 
Julius,   Julius   Wilhelm   Philipp,   Rosa,   and 

Rudolf  Philipp 7124 

Steinbrecher,  Ruth 3548 

Steinbrenner,  Lena 7552 

Steiner,  Christa  Agnes  Maria  Margot  Carola.Z-ZZ  2736 

Steiner,  Elizabeth 5775 

Stelnert.  Otto 2225 

Steinhauer,  Leo 3717 

Steininger.  Frida.  Karl  Friedrlch.  and  MichaelZZZ  1609 

Steinmetz,   Leonhard 5382 

Steinway,  Henry  W.  T 4737 

Stelk,   Betty 6321 

Stellakis,  Theodor . 2537 

Stelljes.  Heinrich,  Henry,  and  Herman 929 

Stelter.  August,  Heinrich  August  Wilhelm.  Hein- 
rich Fridrich.  Heinrich  Fridrich  August,  and 

Heinrich  Fridrich  Wilhelm 2827 

Steminger.   Alice 616 

Stempfle.  Alfred ,_, 2538 

Stender,  Herbert 7719 

Stenger.  Theresa 3254 

Stengle.  Marie  Roller 813 

Stenzel.  William  Fred 1560 

Stephniak.  Marga 1 3911 

Stern,  Charles  A 5497 

Sterne,  Henry ~  548I 

Stettner,  Sanchen 285 

Stiefel.  Carl,  Dorchen,  Ferdinand,  and  Ludwig 

Anton 3146 

Stiegle,  Bertha 4649 

Stlehl.  Maria 7027 

Stieltjes.  Frederik  Hendrik 1909 

Stiller,  Minna  Elise 1 5775 

Stinnes.    Ernst-.. 5551.5616 

Stoecker.  Walter 584 

Stoecklgt.  Martha 1149 

Stoehr,  Lotte 198 

Stoeving,   Johanna Z  1371 

StofTregen,  Robert 2518 

Stohrer.  Charles  G.  and  Christian  (Christine^ 6781 

Stoll,  Ell.se  Sigel __ 3911 

Stoll,  Frieda 726 

Stoll,  John ~"~  2571 

Stoltze,  Ema  M ZZZZZZZ  1775 

Storch.   Anna ZZZZ  7607 

Storch,   Susanna ii65 

Storing,  Rudolph 787 

Stork,  Ida 652 

Strangmeler,  Ida ____■_ „Z__ZZ  654 
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Stratford,  Emma 3220 

Strathofif,  Dorothea 1723 

Strepp,  Anne,  Norman  B.  L.,  and  Ludwig 497 

Strobach.  Marie 3513 

Stroehl.  Magdalena 1727 

Stromeyer,  Adolph 4582 

Strongfort,  Lionel 4993 

Struckmeyer.  Peter  Hinrich 850 

Struebing.  Dr.  Hans , 7509 

Strumpf.  Ella 5513 

.  Stubcn.ElIseMathilde  Augu.ste  andKatharina...       850 

\  Stuebener,  Herman  Wilhelm  Heinrich  and  Ursula-     7124 

Stuetzefr  Paula 5790 

Stueven,  Claus  R.  and  Elizabeth 1997 

Stumpf.  Marie - 1074,6192 

Sturm.  Hugo  O 5731 

Stuttgart  Cemetery 1241 

Sudmann.  Anna 1746 

Sudzuki,  Kanemitsu 5731 

Suender,  Katie 1150 

Suetomi.  Kondo  To.shio 5171 

Suetoml.  K.  T..  and  Co. — 5171 

Sugamura.  Yoshi 1164 

Sugimoto.  Kyoiti  (Kyoichl) 3457 

Suguro.  Togoro 6704 

Suhm.  Paul  and  Sophia 3426 

Suko.  Katsuhei-. 7750 

Sumlda.  Saburo 269 

Sumida,  Tajiro.. 1060.  5752 

Sumiyoshi.    Kin ^ 2365 

Sunderhauf.  Bruno  W 2711 

Sumer.  Anna 5752 

Susuki,  Kaname  A 1372 

Suzuki,  Asakichi  and  Kakutaro 7750 

Suzuki,  Mrs.  Hana 1780 

Swoyer,  Valerie  G^trud 1861 

Sylbe  and  Pondorf,  A.  G 1404 

Tada.  Hachlro . 1146 

Tag.  Albert— 5499 

TaguchI,  S 7607 

Tahara.  G - —     7607 

Tahara.   Tane 3651 

Talsho  Marine  and  Fire  Insurance  Co.,  Ltd 5339 

Tajirl,   Chlyozo 2756 

Takacs,  Anna  Boldizar  and  Imre 5730 

TakagI,  Magosiro 2757 

Takahashl,-Matsuta ^ 357.  7607 

^  TakahashI,  Nihachl 7750 

Takahashl.  Takeshi 5584 

Takaha.shI  and  Co..  Inc: .__.*__     2368 

Takahata.  Masami... 2080 

Takara,  Kana 7750 

Takata.  Itltaro .-     6122 

Takatsqka.   M 5752 

Takayama.  Hyotaro 5497 

Tekeda,  Juntaro 7750 

Takehana,  Kiyoshi 6823 

Takehara,  Ritsuo 1422 

Takehara,  S.  SahlchI) 2602 

Takemoto,  Katsuml 1240 

Taketa,    Gosaku     (Roy),    Kazuye,    Kurahachl, 

RjTigi,  Yachiye,  and  Yukiye 1728 

Takeuchi.  Kunitaro 7951 

Takiguchl,  Noboru 3113 

Takubo,   Yoshlo— 7607 

Takumlyo,  Rev.  S 2155 

Tamakl.  Kaoru ^ ,.  6513.  7554 

Tamakl.   Kozo 7554 

Tamaki-Job-Jimusho 5223 

Tamm,  Bertha 2774 

Tamura,  Chiyo 2773.  6221.  5481.  6453,  6454 

Tamura.  J 7607 

Tamura.  Rokuro 2773 

Tanaka.  Kii 7608 

Tanaka.  Kusutaro  and  Sadakichl 7750 

Tanaka,  Tomekichi 7366 

Tanisako,  Saburo 1838 

Tanji,  Junnosuke 1240 

Tasaka,  Chuhlchl 3252 

Tashima.  Kalchl  and  MlUuno 7948 

Tatsutanl,   Haruo 5752 

Taunton.  Amelia • —      812 
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Tawada,  T.   (Tatsuo) 3766 

Techlenburg,  Una - —       588 

Tegetmeier,  Alice  Marie 1610 

Tegtmeler.  Caroline *994 

Telefunken    Gesellschaft    fur    Drahtlose    Tele- 
graphic. M.  B.  H 4998 

Telefunken  Platte  G.  m.  b.  H 6324 

Teramoto.  Yutaka 6269 

Terashita.  B.   (Bunnosuke) 2399 

Terashita,  Fumiaki 2757 

Terra-Filmkunst  G.  m.  b.  H 6032 

Tetsui.    Iku 3217 

Textor.  Adelheid,  August,  and  Caroline 7125 

Th.  Goldschmidt  A.  G 7411 

Thedens  (Thedeus),  Johannes 4029 

Theis,  Marie  A 83 

Thesing.   Irene 1163 

Thess.  Emma 2568 

Theume,  Emilie 728 

Thewalt,  Walter. 3253 

Thias.  Johanna 2427 

Thielbeer.   Marie 7508 

Thielke,  Louise 5582 

Thieme.  Hans-Jurgen,  Helmuth,  Karl-Viktor,  and 

Walter 952 

Thiesen.  George  C.  M 3826 

Thilking 6270 

Thissessen.  H 7259 

Thoele,  Heinrich 3214 

Thomas,  Annie.  Ernest,  Eva,  Franz,  Fritz,  Hans. 

Helen.  Helene.  and  Manfred 1164 

Thomas,  Elsie  G 233 

Thomas,  Leonore 2692" 

Thompson,  Orleana  R.  E 1238 

Thorer  and  Co 5855,5856 

Thorleuchter,  Ernst _ 2038 

Tiedemann,  Dietrich 726 

Tiepolt.  Elizabeth  and  Paul 2538 

Tietz.   Bertha 4^9 

Tiews,  Freida 2568 

Tillman.   Carl   Heinrich.-. 5890 

Timmerman.  Friederick 2568 

Tinta,  Evan  and  Katharine 2228.  2774 

Tobis  Filmkunst  G.  m.  b.  H 6032 

Tobis-Magna-Film  Produktions  G.  m.  b.  H 6032 

Toedter,  Henry  O.  G.  W.  and  Marie  Louise 5955 

Tofukuji,  Dr.  K.  (Koshlro).. 476.  2756.  5643 

Togawa.  Otolchi 7951 

Tokoro.  Yasuyoshl 7948 

Tolkewitzer  Urnenhof  Krematorium 1241 

Tomosue.  Yasaburo..:. 5581 

Tonnar,  Felix,  G.  m.  b.  H 1404 

Topflfer   (Toepfler).  Paul  C 2366 

Torikai,  Kenzo 7948 

Toshino,  Atsuuki 6738.  7174 

Totzke,  Clara 579G 

Towata,  Mura 6323 

Toyama,  Iwataro 5581 

Toyoshima,  Jinmatsu 5581 

Trauer,  Bernard —       689 

Trautmann,  Matthias 7325 

Treiber,  Barbara 4502 

Tremmel,  Theresa 8 

"Triumph  des  Willens" ^ 6032 

Troeger.  Elizabeth  and  Lott/fe 3970 

T.schechne,  Emma J. 2054 

Tsuchlda,  Yosuke 7750 

Tsujl,  Tadatoshl 6708 

Tullmann.  Bernhardlne 6377 

Tump,  ElLsabeth 1842 

Tychsen,  Annie,  Fritz,  Lena.  Liza,  and  Magda 450 

Ueno.  Mariko.  Ma^a.  and  Tsugi 7553 

Ufer,  Henry.. 6823 

Uga.  Hideo  Henry 7750 

Uhe.  Josefine  Koller 970 

Uhllch.  Annie 7285 

Umauye.   Kama 7466 

Umeda,  Sam  I 6391 

Umekl.  Selsuke 1241 

Umlno.  Iwaklchl 3219.  5210 

Ummlnger.  Hermann  and  Luise 2227 

Uneda.  Kumaichi 6391 
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Unger.  Gertrud , ^34 

Ungerer.  August  Wilhelm,  Barbara.  Berta,  Emll 
Karl.  Eugenie  Hermlne.  Frieda  Berta.  Gustav 
Wilhelm.  Herman  Ludwlg.  Hermlne,  Karl, 
Karl  August  Ernest.  Katharine  Prlederike, 
Ludwig.  Margaretta.  Meta,  Otto  Rudolph,  and 

Richard  Karl 4649 

Ungerer,  Emll  and  Karl  Gustav 49 

Ungerer.  William 49.  4649 

Unkel.  Else  Paul  and  Jrma  Berta 3114 

Untiedt.   Elli 6321 

Urban,  Lotte 5283 

Ushikubo.  Masayoshl 4502 

Ushlo.  Taro 7259 

Usui.  Mitsuo 688.  ''SSe 

Uxkull.  Woldemar___; , —       IJO 

Uyeda,  Kiyome  and  Seitaro 1""8 

Uyeda,  Mitsugi  and  Tsutomu 7750 

Uyeda,  Shigeru  and  Ume 2757 

Uyeda,  Toraichi 6323 

Uyeda.  Yoichiro 9"! 

Uyeki.  Mity  <Pujinobu) 4030 

Uyemura.  Hiromi 7750 

Uyeno.  Miyo ._ 2102 

Vahlkamp.  Emmy  and  Otto 7466.  7697 

Valy.  Augusta  and  Paul ; 5583 

Van  Bergen.  Anthony 5514 

Van  der  Leeden.  Claus  Bodo.  Flone  Ingeborg.  Hel- 
muth.  Horst  Henning.  Karl  Friedrich.  and 

Karl  Friedrich.  Jr 7054 

Van  Hoogstraten,  Wilhelm  Jakob 2758 

Vanselow.  Martha  Minch(s)   <Minx) 2053 

Van  Vorstenberg.  Jeanne  Dultigen 6489 

VanAvagenen.  Madeleine  Elise 1239 

Vassmer.  H.  W.  D.  and  Hans 235 

Veitweber.  Helga 7575 

Velsner,  Gertrud 4504 

Verberne.  Irma 1*54 

Verelnigte  Alumlnium-Werke,  A.  G 7173 

Vereinigte  Ultramarinfabriken 4998 

Ververgaert.  Hans  Andreas 7496 

Vesterling,  Helen.  Herman.  Otto,  and  Walter 7027 

Vetter,  Armin   (Fred) 1609 

Vletel,  Pauline 5732 

Villmann.  Karl  T 1166 

Vilske,  Martha  Rexin 6704 

Vocke.  Bertha  and  Henry  Burkhard 5482 

Voelcker.  August .  498 

Voelcker.  Dr.  P.  and  Nike —    2944 

Vogel.  Barbara —     4502 

Vogel,  Julie  Marie 4931 

Vogel,   Max 2429 

Vogler,  Theobald I860 

Vogt,  Margaretha  KoU 4626.4646 

Volgt.  Therege 1750 

Volkmann.  Richard 515 

Vollkammer.   Elsa — 1 4503 

Von  Apell.  Ruth 1241 

Von  Aulock.  Alfred 1451 

Von  Bardeleben.  Elisabeth  Naumann 139 

Von  Barnekow  <Von  Barnikow>.  Eric  (Erik)—-  473,  515 
Von  Blomberg.  Eva.  Dr.  Hans  Eberhard  Preih^rr, 

and  Karl  Freiherr 6418 

Von  Blumencorn.  Emmy 4968,5334 

Von  Borcke,  Ottokar  Reynolds  Erich 6035 

Von  Borsig.  Albert - 3808 

Von  Borstel.  Maria 1561 

Von  Bose.  Carl  William  Holm  Hans  Henning...     6959 
Von  Campe,  Burchard,  Detel,  Godert,  and  Hans 

Detlaf 2227 

Von  Campe.  Otto  (Joseph  Carl  Hermann) 1660 

Von  Campenhausen.  Adllne 1405 

Von  der  Decken,  Herewarth , 2736 

Von  Donnersmark,  Countess  LIU 1723 

Von  Dziembowskl,  Constantln,   Elizabeth  Julie, 

and  Max . 1723 

Von  Eltz,  Kuno 2001 

Von  Estorff.  Albrecht.  Armgaard,  Eghard,  Hans,   • 
Hans  Eckart,  Helmuth.  Otto.  Otto,  Jr.,  and 

Wilhelm 500 

Von  Fabrlce,  Else.. 1239 

Von  Flotow,  Hans - 1939 
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Von  Preden,  Alice 153 

Von  Gorrissen.  Elsie  Buhl 6764 

Von  Gorrissen,  George  Walden  Ellery  and  Robert 

Curt 1238 

Von  Gunther,  Use  and  Karl  Wilhelm  Rudolf 4966 

Von  Harbou.  Thea 2537 

Von  Hardenberg.  Adehlheidt  (Adelaide)  Augusta 

Nina  Edwina  and  Count  Rudolf 1660 

Von  Ilberg.  Irmgard  and  Konrad... 6418 

Von  Kameke,  Allard  and  Helga  Marie 500 

Von  Kanstein.  Bernard.  Henry,  Jost.  and  Karl 6706 

Von  Kretsler.  Dr 4704 

Von  Lucken,  Alexandra  and  Theodor 2825 

Von  Luttichau.  Margaret  Soutter 849 

Von  Lyncker,  Gert  and  Ingrid... ^ 6764 

Von  Mueller.  Angela - 1241 

Von  Nelndorff.  Paul 6866 

Von  Ostman.  Eberhard,  Maria  Elena,  and  Walter.  3718 

Von  Rhein,  Edeltraud 3652 

Von  Ribbeck,  Irene  Renate  Alice 6959 

Von  Schenk.  Harald  (Harold) 728 

Von  Schmidt,  E 971 

Von  Schnitzler,  Nora 3881 

Von  Stauffenberg.  Lillian 463 

Von  Steinaecker.  Ejsa  Baronin 1073 

Von  Unruh.  Anna  and  Lenl 1165 

Von  Wachholtz.  Hertha 5583 

Von  Wedel.  Lotti 236 

Von  Wengersky.  Erma  (Irmgard)  Stella 1660 

Von  Wilczeck,  Elsa 672 

Von  Wilsdorf.  Marion  Dudley 652 

Von   ZedlltK.   Adolf.  Anna   M.,  Leopold  George, 

Monica,  and  Paula 2603 

Von  Zedlitz  und  Leipe.  Georg. 2603 

Vorsitzender  de  Handelskammer,  City  of  Mann- 
heim. Grand  Duchy  of  Baden 1777 

Vortler,  Hedwig  Gotlieb  (Scnofer) 497 

Vorwerk.  Ottilie —  4701 

Voss.  Ellsa- 4916 

Vossmeyer  <Vossmeier>.  Heinrlch  and  Johann —  3457 

Vrydagh.  Stana  Senta  Laoureux 4917 

Wachs.  Elise 5582 

Wachtler,  Margaretha 81 

Wackershauser.  Magdalena 2053 

Wada.   Ginnosuke 7750 

Wada.  Kolchiro 1749 

Waegen.  Eva ^ --—  6420 

Wagener,  Herta ' 5513 

Wagner.   Albine. 1750 

Wagner.  Alois.  Pranclsca,  John,  Joseph.  Maria. 

and   Max 3315 

Wagner.  Charles  J 5752 

Wagner,  George  Ed »--  3651 

Wagner,  Hans  (Johann) 6421.7242 

Wagner.  Margarethe 357 

Wahl.  Ilse 3970 

Wahlfeld.  Paul , 3455 

Wainer,  Emll  and  Franz 1560 

Wakamatsu,  Kanemasa 1778 

Walber.  Dieter,  Emma  Wllhelmlne.  Ernst  Alfred, 

and  Hans 1700 

Waldraff,   Augusta 234 

Waldverwertung,  A.  G.  fUr 15 

Wallensteln,  E.  S , 2225 

Walter,  Anton 7030 

Walter,   Frieda 3648 

Walter.  Margaretha  Klara 357 

Walters.  Louise 4648 

Walz,   Anna 5452 

Ward,  Henry  DeC.  and  Marian  DeC 1608 

Warias.  Otto 1146 

Wartenbach,  Ursula 1165 

Wasserman,  A.  E.__ 3794 

Watanabe,  Jugoro 7467 

Watanabe.  Koichl 7750 

Watanabe,  MatsumL 13 

Watanabe.  Yoshio 2760 

Wauer,   William 5890 

Webber,  Toni 3254.  3364 

Webbllng.  Henry — 1608 

Weber.  Hermann  J J 48 

Weber.  Herta 1560 
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Weber,  Karl  Richard 2156 

Weber.  Mary 7576 

Weber.   Rudolph 286 

Weber.  Walter  (Walther  Hermann) 2002 

Weckenmann,  Jo.sef  Alois  iand  Karl  Josef 726 

Wegheman.  Annie —      287 

Wehlau.  Max 7326 

Wehrkamp,  Albert,  Ernst,  Frieda,  Friedrich,  Her- 
mann, Ludwig.  Marie,  and  Wilhelm 1723 

Wehrle.  Dr.  med.  W.  O 2187 

Weibezahal.  Annie 282 

Wiedauer.  Herbert 2774 

Weide.  Berta , 2053 

Welderbach.  Mrs.  Peter  (Ulrika) 1450 

Weldtmann.  Herta 972 

Weigand.  Karl  and  Tonl 3254 

Weih.   Klara —     2185 

Weiler.    Albert,    Alfred.   Frederike.    Jakob,    and 

Richard 4026 

Weisner.  Lulse__ 5730 

Weiss.  Elizabeth —     5071 

Weirs,  Gertrude 2076 

Weiss.  Helena  Munzer 6961 

Weiss.  Josef  and  Wilhelm. 7283 

Weissenbach.  Elli  Frieda  Elisabeth.  Erich  Ewald 

Alfred,  Frieda  Ida.  and  Herbert  Erich  Emil__    2185 

Wekenmann.  Emma  Prey 1861 

Wellinghaus.  Heinrlch 4812 

Welter.  Michael 616 

Wendt,  Mary - 2774 

Wenke.  Hermann 4645 

Wennlng.  Anna 4645 

Werckshagen.  (Max)  Oskar  Eduard  and  Richard.     4931 

Werner,  Marie 651,  1164 

Werner  and  Pflelderer   (Werner  and  Pflelderer 

Maschinenfabrik) 2366.  2760 

Werra.  Gerhard  K 5338 

Werschmoeller.  Elisabeth 4645 

Wesemeyer.  Elizabeth  and  Elsie 319 

Wessling.  Johai^na 4645 

Wester.  Ernst.  Franz.  Karl  August,  and  Richard—     7494 

Westphal.  Mlna 1776 

Weyhe,  Friedrich  August.  Gustav  Johann.  Her- 
man Friedrich.  Hinrich.  Martin  Ernst,  and 

Martin  Friedrich 5496 

Wichern,  Anita  GeisUe,  Claus  Frederlch.  Claus 
Hinrich.    Friederich    Johann,    and    Johann 

Frederlch 358 

Wichmann.  Hilda  Marie 13 

Wickmann.  Anna 5452 

Wiebalk.  Frieda 726 

Wieber.  Margaret 5513 

Wiedbusch.  Ernest.  Frieda,  and  Wilhelm 2427 

Wiede,  Ella  Maria  B 4503 

Wiedemann.  Gerhard .' 3218 

Wiedenmayer.  Marie  Perrot ^     813 

Wiedersheim.  Emllle 7125 

Wlefendeen.  Elizabeth 4644 

Wiegand,  Margareta 2227,  2738,  2739 

Wiegert,  Auguste 2568 

Wiendrlck.  Emilie.J 911 

Wlenert,  Emilie 280 

Wienke,  George  and  Heinrlch 1723 

Wiersdorf.  Gertrud  Alwlne  Renate  Mengert 2185 

Wies,  Elizabeth 2775 

Wiese,  Clara 1062 

Wlese,  Hulda  Jacobs 1203 

Wiesmeth.  Maria 2775 

Wieson,  Emma  Naeter 7212 

Wilbert.  Jacob.  Joseph,  Nicholaus,  and  Peter 58i 

Wilhelm,  Elizabeth 1659 

Wilhelm,  Erna  <  Erma) 1451 

Wilhelm.  Fritz  Anton  and  Magda 3826 

Wilhelml.  Charlotte 1723 

Wilke,  Marie 1608 

Wilken.  Gertrude 2002 

Wilkens,  Christian -~     1906 

Wilkens,  Frances  E _ 1818 

Wllleke.  Anna  Maria.  Pranz  Frederick.  PrltB,  Ger- 
trude, Theodore,  and  William — _ 618 

Willen,  Catharine  Margaretha 330 
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Wilier,  Carl 2002 

Wilier,  Herman  H 6739 

Wilms,  Maria -     2842 

Wilson.  James  C 1906 

Wiltmann.  Hanne  Barrenschmldt 7697,7949 

Wilts,  Mrs,  Hermann 5615 

Windau.  Frieda  and  WUly 2427 

Windhorst,  Anna -     1746 

Windnagel.  Elizabeth 2518 

Winkelstraeter.  Helmut —    5793 

Winter.  Berta  Sigel... — 3911 

Winteroll.  Anna —     4771 

Wipfier.  Karolina  and  Sofie 1816 

Wirth.  Berta,  Carl.  Elsie,  and  Emll 6455 

Wiskott,  Carl 1163 

Wiskott.  Otto,  Otto,  Jr.,  and  Sister  Gerda 1450 

Witte.   Pauline 2827 

Wittemeier,  Hans 356 

Witzell.  Paul  L —     2738 

Wix.  Wilhelm 1842 

Wodnlk,  Paul 2571 

Wohlmuth  (Wahl),  Hertha  L 789 

Woite,  Elfriede 3321 

Wolf,  Ernest  and  Karl  (Carl) 1776 

Wolf,  Friedrich 1203 

Wolf.  Jean 5683 

Womnger.  Maria  (Marie) 1609 

Wolframerz.  A.  G 690 

Wolgast.  William 7552 

Wolter.  Ferdinand  C.  and  Matilda 2053 

Woltjen.  Erna,  Herbert  Bernhard.  and  Hermlne 

Johanna 3482 

Woodburn.  Emma  C.  and  James ,. 374 

Wottgen,  Gertrud 729 

Wrocklagp.  Arnold.  Else.  Heinz.  Walter.  Werner,^ 

and  Willie  (Willy) ^l    1842 

Wuchner.  Bernhardine  and  Emil \_16 

Wuertz,  Amalia 6555 

Wuestner.  Osbert  E 1728 

Wulf,  Ludwig  and  Ludwig.  Jr 3455 

Wulf,  Wilhelmine  Margaretha 6321 

Wundt,  Kurt  S 6764 

Wupperman.  Arnold  Oscar,  Erica  Eleanor.  Erna 

Julia,  Herman  Theodore.  Herman  Wilhelm, 

and  Werner 584 

Wurst.  Edith 788 

Wurz,   Hermann 813 

Yahreis.   Maria 2429 

Yajima,  Florence  and  Tokusure 5796.  7325 

Yamabe.  Usitaro 5581 

Yamada,  K.  and  Kilchl 7607 

Yamada,   Tomizo 1728 

Yamagato.  S.   (Sansho) 2187 

Yamagishi.  Kinniya 3317 

Yamaguchi.  Genbei 3253 

Yamaguchi,   Susumu : 4649 

Yamamato,   Mei 3321 

Yamamoto.  Ayame  and  Masaru '  3218 

Yamamoto.  Seizo 1837.  5752.  7411 

Yamamoto.  Torakichi 4608 

Yamamoto.   Yasuro 5382 

Yamamoto.  Yotaro 7750 

Yamamoto.   Yukio 2399 

Yamanaka.  T.  J.  (Jinjura) 1562 

Yamane.  Masato 315 

Yamane,   Saburo 1266 

Yamashita.  Mrs.' Haru  and  Tokizo 6704 

Yamashita.  Misawo 7467 

Yamaya.  Kanltsu 7750 

Yamazaki.  Sho  (Akira) 7467 

Yanagihara.   Kichitaro 1779 

Yano.  Fujiso 6378,  6422 

Yasuda.   Hiranori 1859.  2188 

Yasuda,  Toyo 6823 

.Yasui.  RyukichI 7750 

Yatani,   M 32.48 

Yesawa.  Shichlnosuke 1779 

Yogi.   Seisaburo 7951 

Yokomlzo.  Fuji — 284 

Yokota.  Toshikatsu... 7951 

Yokoyama.  Chiyojiro 7951 

Yokoyama,  Shigeru 1404 
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Yorimoto,  Enichl 7951 

Yoshida,  KiyoichI 558t 

Yoshida,  Sho 5212 

Yoshida.  Tadashi. 7951 

Yosliihara.  Retsu 4609 

Yoshii.   Yosliio —  2775 

Yoslilkawa.  Haruliisa —  1372 

Yoshioka.   Rikimatsu 7951 

Yost.  Elisa 1659 

Yosunaka.  Chieyo 1779 

Yuji.  Sadayuki 6824 

Yusaku,  Frank 6705 

Zabel  and  Co 1404 

Zachinsky.  Elsa___ __ 6270 

Zehnder.  Wilhelmina 355 

Zeise.  Frank 515 

Zeitler.  Elizabeth 2429 

Zeller,  Antonie  and  Karl 6075 

Zeller.  Maria  Rosa 726 

Zeller.   Wilhelm 1506 

Zelnik  Film  G.  m.  b.  H 6032 

Zenger.  John.  Joseph,  and  Michel 3315 

Zepparoni.   Fernando 3147 

Zerull.  Gerhard.  Paul  and  Walter 357 

Zlech.  Elizabeth 6867 

Ziegfeld.    Arnold    Hillen    and   Florenz   Frledrick 

Carl _ 1861 

Ziegler.  Frank 140 

Ziegler.  Hugo  and  Matilda  M 4837 

Ziegler.  Kurt 1752 

Zillner.  Mathias 5212 

Zimmerman.  Charlotte,  Karl.  Marie  W.  H..  Max. 

Otto,  and  Paul 2568 

Zimniermann,  Ann 6867 

Zitzelberger,  AnnaB1:!rsack 3315 

Zum  Felde.  Emma 1723 

Zur  Lippe.  Grafln  Charlotte 2943 

Zuschnit.  Pauline  Dettling 5031 

Zutter.  Frieda 4932 

Zu  Wied.  Antoinette  Princess,  Ludwig,  Maxlmil- 

lian.  and  Ulrich 5514 

Zwanzig.  Maria  Elizabeth 4533 

Zwicker.  Anna  Marie -  6781 

ALIENS: 
^Aliens  entering  United  States: 

Immigration    regulations.     See    Immigration    and 

Naturalization  Service. 
Restrictions;   proclamation  respecting.    See  Pres- 
idential documents. 
Visas  for;   State  Department  regulations  recom- 
mended by  Attorney  General.     See  State  De- 
partment. 
Blocked  assets  of.    See  Alien  Property.  OCBce  of. 
Charter,  of  certain  vessels  by ;  regulations  respecting. 

See  Maritime  Commission. 
Deportation  of.    See  Immigration  and  Naturalization 

Service. 
Displaced  persons  residing  in  United  States;  immigra- 
tion status.    See  Immigration  and  Naturalization 
Service. 
Documentary  requirements  (visas,  passports,  etc.)  of 
aliens  entering  United  States.    See  Immigration 
and  Naturalization  Service,   and  State  Depart- 
ment. 
Exchange  visitors,  regulations  respecting.    See  Immi- 
gration and  Naturalization  Service,  and  State  De- 
partment. 
Fiancees  of  citizen  members  of  United  States  armed 
forces;  immigration  regulations.    See  Immigra- 
tion and  Naturalization  Service. 
Immigration  quotas  for  various  countries;  proclama- 
tion respecting.    See  Presidential  documents. 
Immigration  regulations.    See  Immigration  and  Nat- 
uralization Service. 
Medical  examination  of  aliens.    See  Public  Health 

Service. 
Mineral  lands,  rights  of  aliens  to;  regulations  respect- 
ing permits,  leases,  etc.    See  Land  Management 
Bureau. 
Naturalization    regulations.    See    Immigration    and 
Naturalization  Service. 
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Panama  Canal  and  Panama  Railroad  Company;  em- 
ployees of.    See  Panama  Canal. 
Philippine  Alien  Property  Administration.    See  Philip- 
pine Alien  Property  Administration. 
Property  of: 
Claims  for  loss  or  damage.     See  Justice  Department, 
and  Philippine  Alien  Property  Administration. 
Vesting  orders,  etc.    See  Alien  Property,  Office  of. 
Students,  admission  of;  immigration  regulations.    See 

Immigration  and  Naturalization  Service. 
Taxes,  estate  and  income;  regulations  respecting  non- 
resident aliens.     See  Internal  Revenue  Bureau. 
Treaty  traders;  readmittance  to  United  States.    See 

Immigration  and  Naturalization  Service. 
Visas.    See  State  Department. 

ALLATOONA  POWER  PROJECT.  GEORGIA,  sale  of 
power  from;  rates  and  charges  approved  for  limited 
period.    See  Federal  Power  Commission. 
ALUED  HIGH  COMMISSION  FOR  GERMANY: 
Regulations  issued  by  German  Affairs  Bureau.    See 

State  Department. 
Representation  of  United  States;  Executive  order  re- 
specting.   See  Presidential  documents. 

AMERICAN  BATTLE  MONUMENTS  COMMISSION: 

Military  cemeteries.   United   States.   World  War  II; 
transfer  to  Commission  from  Army  Department 
of  functions  pertaining  to  certain  cemeteries : 
Executive    order    respecting.    See    main    heading 

Piesidential  documents. 
Letter  of  Secretary  of  Army  respecting.     See  main 
heading  Army  Department. 

AMERICAN  GRAVES  REGISTRATION  SERVICE: 
transfer  to  American  Battle  Monuments  Commis- 
sion of  facilities,  etc..  in  connection  with  certain 
World  War  II  military  cemeteries.  Executive  orders 
respecting.    See  Presidential  documents. 

ANCHORAGE  AREAS;  regulations  respecting.  See  En- 
gineers, Corps  of. 

ANIMAL  INDUSTRY  BUREAU: 

Regulations : 
Animal  breeds;  recognition  of  breeds  and  books  of 
record  of  purebred  animals  offered  for  importa- 
tion: 
Amendments  regarding  books  of  record  of  pure- 
bred animals  offered  for  importation: 
Hogs ;  Herd  Book  of  Irish  Large  White  Pigs.  6566.  7198 
Horses : 

American  Stud  Book 1253.  2164 

Arabian  Stud  Book 1253.2164 

Registre  des  Chevaux  de  Pur  Sang 4758.  5505 

Stud  Book  Brasileiro 5316,  6113 

Sheep;  Flock  Book  for  British  Breeds  of  Sheep 

in   Australia 4906.   5710 

Revised   regulations 158,   294 

Animal  diseases,  prevention  of;  cooperation  with 
States: 
See  also  Importation  of  animals,  and  Interstate      "* 

transportation  of  animals. 
Claims,  payment  of;  arising  out  of  destruction  of 
animals  or  materials  affected  by  or  exposed  to 
various  contagious  or  infectious  animal 
diseases.  See  Foot-and-mouth  disease, 
and  Tuberculous. 
Foot-and-mouth  disease,  pleuropneumonia,  rin- 
derpest and  other  infectious  diseases  which 
constitute  an  emergency  and  threaten  the 

livestock  industry  of  the  country 5433.  6329 

Mastitis  In  cows;  exclusion  of  regulations  from 

Code  of  Federal  Regulations.  1949  Edition. ._     1212 
Tuberculous,  paratuberculous.  and  Bang's  disease 
reacting  cattle;  payment  of  claims  for  de- 
stroyed animals 1,  443.  2164 

Hog-cholera,  swine  plague,  etc.: 
Handling   of   hog-cholera   virus   and   anti-hog- 
cholera  serum.    See  Viruses,  serums,  toxins, 
etc. 
Interstate  transportation  of  animals  with.    See 
Interstate  transportation  of  animals. 
Importation  of  animals: 
Livestock,  importation  of  (except  from  Mexico) ; 
Inspection   and  quarantine   of   cattle   from 
Canada J 443.  1665 
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Regulations — Continued 
Importation  of  animals — Continued 
Swan  Island  Animal  Quarantine  Station,  admis- 
sion of  ruminants  and  swine  to,  etc.;  exten- 
sion of  time  for  filing  comments  respecting 

proposed  regulations 244 

interstate  transportation  of  animals;  prohibition  of 
movement  of  animals  Infected  with  various 
diseases,  from  quarantined  areas:  v 

Hog  cholera,  swine  plague,  and  other  communi- 
cable swine  diseases:  exclusion  of  regulations 
.,  from    Code    of    Federal    Regulations,    1949 

Edition 1212 

Texas  fever  (splenetic,  tick  fever) ;  prohibition  on 
movement  of  cattle  In  described  territory  In 

Florida 3305 

Meat  Inspection : 
Exj>ort.  stamps  and  certificates;  manner  of  affix- 
ing stamps  and  marking  products  for  ex- 
port   2951.  4591 

Facilities  for  inspection;  overtime  work  of  Inspec- 
tion employees,  payments  for 441 

Identifying  products : 
Imported    products;    marking    and    labeling 

of 2951.  4591 

Labeling  pa-oducts: 
False  or  deceptive  names;  established  trade 

names,  etc.- 2950.  4590 

Imported  products.   See  Imported  products. 
Labels;    what   to   contain,   when    and   how 

used 2950.  4590 

Imported  products;  marking  and  labeling  of.   See 

Identifying  products. 
Labeling  of  products.    See  Identifying  products. 
Organization  of  force;  codification  discontinued. _      694 
Overtime  work  of  inspection  empl9yees.  payment 

for.    See  Facilities  for  inspection. 
Preparation    of    meat    products;    chemicals, 

preservatives,  coloring,  etc.,  use  in 2951,  4591 

Retail  butchers  and  dealers;  exemption  from  in- 
spection  . 2950,  4590 

Stamps,  export.    See  Export. 
6wan  Island  Animal  Quarantine  Station:  regula- 
tions resjjectlng.     See  Importation  of  animals. 
Viruses,  serums,  toxins,  etc. : 

Handling  of  anti-hog-cholera  serum  and  hog- 
cholera  virus:  budget  of  expenses  and  fixing 
of    rate    of    assessment    for   calendar    year 

1949 2857.  3616 

Licenses  and  permits,  for  Importation,  etc..  of  bio- 
logical products;  assignment  of  inspectors, 
overtime,  night,  and  holiday  work  at  licensed 

establishments 5560 

ARCHIVES,  NATIONAL.    See  National  Archives  and 

Records  Service. 
ARGENTINA,  trade  agreement  with  Government  of; 
rate  of  duty  on  flax.<;eed,  proclamation  respecting. 
See  Presidential  documents. 
ARMED  FORCES  OF  UNITED  STATES: 
See  also  Defense  Department. 

Civil  service  employment.    See  Civil  Service  Com- 
mission. 
Pianc6es  and  fiances  of  citizen  members  of.  immigra- 
tion regulations.    See  Immigration  and  Natural- 
ization Service. 
Gifts  from  members  of;  importation,  free  of  duty. 

Sec  Cu-stoms  Bureau. 
Noncombatant  service  and  training;  Executive  order 

respecting.    See  Presidential  documents. 
Pay,  allowances,  etc.,  for  mem^bers  of ;  Executive  orders 

respecting.    See  Presidential  documents. 
Precedence  of  members  of,  when  in  formations;  or- 
der by  Secretary  of  Defense.    See  Defense  De- 
partment. 
President's  Committee  on  Religion  and  Welfare  in 
Armed  Forces   <  formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  the  Armed  Forces),  change  of  name; 
Executive    order    respecting.    See    Presidential 
documents. 
Steel  and  products  for  requirements  of:  voluntary 
plan  for  allocation  of.    See  Commerce  Depart- 
ment. 
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ARMED  FORCES  OF  UNITED  STATES— Continued 
Tax  exemption;  hospitalized  members  of  armed  forces 
exempt  from  certain  excise  taxes.    See  Internsd 
Revenue  Bureau. 
Transportation  of  household  goods  of  members  of 
various  services,  regulations  governing;   Execu- 
tive order  respecting.    See  Presidential  docu- 
ments. 
Veterans.    See  Veterans. 
ARMISTICE  DAY.  1949;  proclamation  respecting.    See 

Presidential  documents. 
ARMY  DAY.  1949;  proclamation  respecting.    See  Pres- 
idential documents. 
ARMY  DEPARTMENT: 
See  Engineers,  Corps  of. 

Aerial  flights  by  certain  personnel;  Executive  order 
respecting.    See  main  heading  Presidential  doc- 
uments. 
Air  Navigation  Development  Board,  Civil  Aeronautics 
Administration;    representation    on.    See    main 
heading  Civil  Aeronautics  Administration. 
Aircraft  danger  areas  over  military  reservations;  des- 
ignation in  coordination  with  Army.    See  main 
heading  Civil  Aeronautics  Board.   » 
Allowances  to  personnel  for  clothing,  quarters  and 
subsistence,  etc. ;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
American  Graves  Registration  Service;   transfer  to 
American  Battle  Monuments  Commission  of  fa- 
cilities, etc..  In  connection  with  certain  World 
War  n  military  cemeteries.  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Anhydrous  ammonia  (Army) ;  allocation  orders,  dis- 
tribution for  commercial  production  of  nitrog- 
enous fertilizer  materials  for  domestic  use.    See 
main  heading  Domestic  Commerce.  Office  of. 
Army  Day.  194'9;  proclamation  respecting.    See  main 

heading  Presidential  documents. 
Battle  Monuments  Commission.  American;  transfer 
of  World  War  II  cemeteries  to.    See  Military 
cemeteries. 
Bridges.  Providence  Harbor.  Rhode  Island:  temporary 

operation,  emergency  regulations 5975 

Cemeteries.    See  Military  cemeteries. 
Chaplains  Fund.  Army  and  Air  Force:  transfer  of 
share  of,  and  administration  of.  under  joint  poli- 
cies of  Secretaries  of  Army  and  Air  Force.    See 
main  heading  Defense  Department. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  head- 
ing Civil  Service  Commission. 
Courts-Martial  Manual,  1949;   Executive  orders  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Eight-hour  law  suspended  as  to  laborers  and  mechan- 
ics employed  on  public  works;  Executive  order 
respecting.    See  main  heading  Presidential  docu- 
ments. 
Executive  orders  affecting.    See  main  heading  Presi- 
dential documents. 
Foreign-trade  zones,  construction  of.  under  super- 
vision of  Secretary  of  Army;  rules  of  procedure 
and  practice  of  Foreign-Trade  Zones  Board.    See 
main  heading  Foreign-Trade  Zones  Board. 
Functions : 
See  also  Organization,  functions. 
Military  cemeteries,  certain;  transfer  to  American 
Battle  Monuments   Commission  of  functions 
pertaining  to.    See  Military  cemeteries. 
Procurement,  performed  by  Army  for  Air  Force; 
interim  statement,  regulations.   See  main  head- 
ing Air  Force  Department. 
Transfer  to  Air  Force  Department  of  certain  func- 
tions;  orders  by  Secretary  of  Defense.     See 
main  heading  Defense  Department. 
Germany;  United  States  Zone: 
Armed  forces  in  Germany.  Commander  of;  func- 
tions. Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Courts  for  Germany;  organization,  procedure,  etc..      124 
Codes: 

Civil  procedure J32 

Criminal  procedure "8 


V 


42 


ANNUAL  INDEX,  1949 


ARMY  DEPARTMENT— Continued  p^b® 

Germany;  United  States  Zone — Continued 
Courts  for  Germany;  organization,  procedure,  etc. — 
Continued 
Creation;    organization,    jurisdiction,    personnel 

and  transitional  provisions , 124 

Export-import  information;  instructions  and  mem- 
oranda issued  by  Joint  Export-Import  Agency.     244, 

660, 1066, 1302. 1828,  2150 
Foreign  exchange  and  movement  of  property,  con- 
trol of;  publication  of  regulations  respecting  by 
German   Affairs   Bureau.    See   main   heading 
State  Department. 
Governor,  United  States  High  Commissioner  for 
Germany  to  serve  as;  Executive  order  respect- 
ing.  See  main  heading  Presidential  docimients. 
Monetary  reform: 
Conversion: 

Deposit  fund.s 190 

Liabilities  side  of  conversion  account 191 

Payments  by  persons  resident  in  United  States, 

United  Kingdom  or  French  zones,  etc 191 

Repatriated  prisoners  of  war;  subsequent  ex- 
change of  Germany  currency  for,  etc 191 

United  Nations  nationals,  reichsmark  liabilities 

to 192 

Conversion,  supplementary  (blocked  accounts) 190 

Currency  crpdit  balances 190 

Currency: 

Postage   stamps 189 

Quota  per  capita,  subsequent  payment  of 189 

Practice  of  law  by  United  States  lawyers  in  United 

States  area  of  control;  terms  and  conditions.-    2662 
Restitution  of  identifiable  property  to  victims  of 
Nazi  oppression: 

Allied  Kommandatura  Berlin;  regulations 5437 

Period  of  limitation  for  filing  claims 306 

Petitions  by  Public  Prosecutor  on  behalf  of  suc- 
cessor organization 1274 

Transactions  by  Germany  nationals  in  works  sub- 
ject to  copyright,  licensing  of.    See  main  head- 
ing Allen  Property,  Office  of.  ^ 
Guam,  administration  of;  Executive  order  respecting. 

See  main  heading  Presidential  documents. 
Hawaii;  Pier  5,  Honolulu  Harbor,  restored  to  use  of 
Territory  of  Hawaii,  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Household  goods,  transportation  of: 
Executive    order    respecting.    See    main    heading 
^  Presidential  documents. 

Regulations.    See  Regulations. 
Housing  insurance,  military: 
Authority,  delegation  of,  by  Secretary  of  Defense  to 
Secretary  of  Army  to  make  certifications  re- 

_  quired  for 5475 

Mortgage  insurance  regulations.    See  main  heading 
Federal  Housing  Administration. 
Japan,  foreign  trade  and  financial  Investments  in; 
regulations,  etc.,  by  Supreme  Commander  for  Al- 
lied Powers  respecting 711.  3263.  6486,  6953 

Lands,  public:  withdrawals  of.  for  use  of  Department. 

See  main  heading  Land  Management  Bureau. 
Mall  service.    See  Postal  Service. 
Military  Academy.  United  States,  cadets;  precedence 
of  members  of  armed  forces  when  In  formations, 
order  by  Secretary  of  Defense.    See  main  heading 
Defense  Department. 
Military  cemeteries.  United  States,  World  War  II; 
transfer  from  Army  Department  to  American 
Battle  Monuments  Commission  of  functions  of 
administration: 
Executive  order  respecting.    See  main  heading  Pres- 
idential documents. 
Letter  of  Secretary  of  Army  respecting  cemeteries 
at  Cambridge.  England.  Epinal,  France,  and 

Tunis  (Carthage),  Tunisia 3872 

Military  government.    See  Germany,  and  Japan. 
Military  reservations: 
In  Hawaii;  certain  lands  within  Keaahala  Military 
Reservation  restored  to  jurisdiction  of  Terri- 
tory  of   Hawaii,   Executive   order   respecting. 
See  main  heading  Presidential  documents. 
Lands,  public;  withdrawals  of,  for  use  of  Army  De- 
partment.   See  main  heading  Land  Manage- 
ment Bureau. 
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Military  reservations — Continued 
Regulations.    See  Regulations. 
Tobyhanna     Military     Reservation,     Tobyhanna, 
Pennsylvania;  transfer  of  portion  of.  to  Com- 
monwealth of  Pennsylvania  for  wildlife  con- 
servation  purposes.    See  main  heading  War 
Assets  Administration. 
Transfer  of  lands  in,  to  various  states  for  wildlife 
conservation  purposes.    -See  main  heading  War 
Assets  Administration. 
Military  Sea  Transportation  Service;  establishment  of, 
by  Secretary  of  Defense.    See  main  heading  De-   # 
fense  Department. 
National  Guard  and  State  Guard: 
Aerial  flights  by  personnel.  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Precedence  of  members  of.  when  in  formations;  or- 
der by  Secretary  of  Defense.    See  main  head- 
ing Defense  Department. 
Redeslgnatlon  of  chapter,  part  and  sections  in  Title 

32— National  Defense 5021 

Regulations.    See  Regulations. 
Organization,  functions,  and  procedures: 
Agencies  dealing  with  public: 
Chemical  Corps: 
Designation,   organization;    field   installations 
and  activities.  Atlanta  and  Boston  procure- 
ment districts  added- 5244.  5546 

Procurement 5244 

National  Board  for  Promotion  of  Rifle  Practice 
and  Office  of  Director  of  Civilian  Marksman- 
ship: 
Functions  of  Director  of  Civilian  Marksman- 
ship—  - — _ 1047,  4639 

Location 1047 

Central  and  field  agencies,  description  of: 

Comptroller.  Army 384 

Logistics,  Director  of 384 

Civil  Affairs  Division;  Military  Government.  Ger- 
many and  Japan.    See  Germany,  and  Japan. 
Organized  reserves: 
Aerial  flights  by  personnel ;  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Regulations.     See  Regulations. 
Panama  Canal  Zone: 
Employment  in;  Executive  order  respecting.    See 

main  heading  Presidential  documents. 
Orders,  etc.    See  main  heading  Panama  Canal. 
Pay,  allowances,  etc.,  for  members  of  Army,  and  Re- 
serves thereof;  Executive  order  respecting.     See 
main  heading  Presidential  documents. 
Personnel : 
Allowances   to   personnel    for   clothing,   quarters, 
transportation,  etc.;  Executive  orders  respect- 
ing.    See  main  heading  Presidential  documents. 
Regulations  respecting.    See  Regulations. 
Transportation  of  household  goods  of  members  of 
Army;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Postal  Service,  Army: 
Overseas : 
Cigarettes  and  tobacco,  mailing  of;  domestic  mall 
matter.    See  main  heading  Post  Office  De- 
partment. 
International  postal  service;  proper  addressing, 
and  gift  parcels  to  Japan  and  Ryukyu  Islands. 
See  7nain  heading  Post  Office  Department. 
Transfer  to  Air  Force  Department  of   functions 
respecting  mail  clerks  and  postal  services,  order 
by  Secretary  of  Defense.   See  main  heading  De- 
fense Department. 
Precedence  of  members  of  armed  forces  of  United 
States  when  in  formations;  order  by  Secretary  of 
Defense.    See  main  heading  Defense  Department. 
Procurement : 

Chemical  Corps.  Atlanta  and  Boston  procurement 
districts;   agencies  dealing  with  public.     See 
Organization,  functions. 
Regulations: 
Armed  services  procurement  regulations;   Joint 
Regulations  of  armed  forces.   See  main  head- 
ing Defense  Department. 
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Procurement — Continued 
Regulations — Continued 
Interim  statement;  functions  performed  for  Air 
Force  by  Army.    See  main  heading  Air  Force 
Department. 
Joint  procurement  regulations.    See  Regulations, 
below. 
Public  lands;  withdrawal  of.  for  use  of  Department. 

See  main  heading  Land  Management  Bureau. 
Radio  frequencies,  proposed  assignment  of,  to  various 
Army  stations;  Alaska,  Canal  Zone,  Mississippi 
River,  etc.    See  main  heading  Federal  Communi- 
cations Commission. 
Regulations : 
Accounts.    See  Claims  and  accounts. 
Aid  of  civil  authorities  and  public  relations : 

Arrest  and  confinement  of  persons  not  subject  to 

military  law;  ejection 

Civilian  ceremonies;  troop  participation 

Information,  military;  safeguarding,  revision 

Bridges,  Providence  Harbor,  Rhode  Island;  tempo- 
rary operation,  emergency  regulations 

Ceremonies,  civilian;  troop  participation  In.     See 

Aid  of  civil  authorities. 
Claims  and  accounts:  • 

Claims: 

Against  United  States: 
Claims  for  damage  to  or  loss  or  destruction  of 
prop>erty.  or  for  personal  injury  or  death. 
Incident  to  noncombat  activities  of  Army 
Department  or  of  Army ;  claims  of  or  per- 
taining to  military  personnel  or  civilian 

employees,  property  claims 1892 

Enlisted  men  absent  without  leave,  deserters 
and  escaped  military  prisoners,  appre- 
hension  379, 

Marine  casualties:  claims 

Military  payment  certificates;  revision 

On  behalf  of  United  States: 

Definitions;   defendant 

Marine  casualties,  claims  in  faror  of  United 

States  

Reviewing  authorities;  action 

Scope I 

Court  fees,  military;  witnesses,  civilians 

Gratuity  upon  death: 

Payment • 1161 

Settlement  of  accounts 

Special  determinations 

Pay;  allotments: 

Allotment  offices;  retired  personnel 

Allottees,  eligible,  and  authorised  purposes 

Allotters.  eligible 

Definitions 

Pay  which  may  be  allotted 

Payment  of  bills  and  accounts,  payment  of  trans- 
portation accounts;   by  whom  paid,  within 

continental  limits  of  United  States 

Colleges  and  schools.    See  Military  education. 
Decorations,  medals,  etc.    See  Personnel. 
Dependents,  senrlcemen's;  allowance  for.  Joint  regu- 
lations. Sec  main  heading  Defense  Department. 
Education,  military.    See  Military  education. 
Equipment.    See  Supplies  and  equipment. 
Gratuity  upon  death.    See  Claims  and  accounts. 
Household  goods,  transportation  of.    See  Transport. 
Information,  military;  safeguarding.    See  Aid  of 

civil  authorities. 
Medical  or  dental  attendance.   See  National  Guard, 

and  Personnel. 
Military  cemeteries: 
Functions    respecting    certain    cemeteries.    See 

Military  cemeteries,  above. 
Regulations  respecting.    See  Reservations,  mili- 
tary, and  national  cemeteries. 
Military  education;  schools  and  colleges,  revision-.      565 
Military  reservations.     See  Reservations,  military. 
Motion  picture  service.    See  Reservations,  military. 
National  Guard  and  State  Guard: 
National  Guard  regulations: 
Conunissioned  officers: 

Examination 1922 

Federal  recognition ,— , ,^._,—    1922 
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ARMY  DEPARTMENT— Continued 
Regulations — Continued 
National  Guard  and  State  Guard — Continued 
National  Guard  regulations — Continued 
Commissioned  officers — Continued 
Cheers  of  National  Guard  of  United  States; 

authorized  grades 1922 

Waivers;  waiver  of  age  limitations 1922 

Medical  attendance  and  burial;  burial,  expenses 

allowable 4948 

Redeslgnatlon  of  chapter  and  part 40 

Organized  reserves.    See  Reserves. 
Personnel : 
Appointment  of  commissioned  officers  and  warrant 

officers 7008 

General  eligibility  requirements  for  appoint- 
ment of  officers  in  Regular  Army 7008 

Officers  appointed  in  Army  of  United  States  un- 
der provisions  of  act  of  September  22. 1941 ; 

rescission 5048 

Redeslgnatlon 7008 

Decorations,  medals,  ribbons,  and  similar  devices: 
Decorations  for  individuals,  to  whom  awarded: 
Bronze  Star  Medal;  application  for  award —     6517 
Metal  Pendant  for  Commendation  Ribbon —    4827 
Service  medals: 

Lapel  buttons 165,828 

Occupation,  Army  of.  Medal;  Berlin  airlift 

device 828 

Philippine  service  ribbons 6265 

Supply  of  appurtenances 6265 

Discharge  or  separation  from  service;  discharge 
because  of  given  reasons: 

Dependency  or  hardship;  authority 4904 

Minority;  application  of  laws 1 1499 

Enlistments.     See  under  Recruiting. 
Former  personnel;  representative  activities: 

Before  Army  Department  or  Its  agencies 2948 

Of  former  departmental  personnel 1847. 1928 

Re.<;cission 2948 

Medical  and  dental  attendance;   Army  hospital 

regulations: 
«  Indian  Affairs  Bureau,  beneficiaries  of;  admis- 
sion to  and  treatment  in  medical  facilities 
of    Department    in    continental    United 

States  and  Ala.ska 5201 

Seamen,  merchant:  admission  and  treatment 
of.  In  medical  facilities  of  Department  out- 
side continental  United  States 1326.  4636 

Records,  Military,  Air  Force  Board  for  Correction 
of  (entries  or  omissions  erroneous  under 
Army  Department  or  Air  Force  Department 
directives,  etc.).  See  main  heading  Air 
Force  Department. 
Recruiting,  etc,: 

Recruiting  and  enlistments 365 

One-year    enlistments   In   Army   of   United 

States  and  Air  Force  of  United  States-—      365 
Redeslgnatlon.     See  Recruiting  for  Regular 
Army  and  Air  Force. 
Recruiting  for  Regular  Army  and  Air  Force; 

redeslgnatlon 2792 

Assignment 2792,  3470 

Enlistment;   qualifications 2792.3470 

Periods  and  grades '- 2792.  3470 

Transportation 2792.  3470 

"Women's  Army  Corps : 

Api^cabUity  of  laws 593 

Appointments  in  WAC  Section.  Organized  Re- 
serve Corps,  for  subsequent  commission  in 

Women's  Army  Corps,  Regular  Army 7645 

Assignment 593 

Branch 593 

Commissioned   officers 593,  7044 

Composition  of  corps 593 

Director 593 

Discharge: 

Of  enlisted  women 593 

Of  officers  and  warrant  officers 593 

Enlisted  women 593 

Enlistment  of  women: 

In  Army  and  Air  Force;  revision 5879 

In  Women's  Army  Corps,  Regular  Army,  and 
in  United  States  Air  Force : 

Redeslgnatlon 593 

Revision.    See  In  Army  and  Air  Force. 
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ARMY  DEPARTMENT— Continued  P»8* 

R  ?RUlatlons — Continued 
Personnel — Continued 
Women's  Army  Corps — Continued 

Maternity  care 593 

Mission - 593 

Organization  of  corps .'._, 593 

Organized  Reserve  Corps 593 

Revocation 7044 

Retirement 593 

Statutory  basis 593 

Utilization 593 

Warrant   officers 593 

Procurement: 
Armed  services  procurement  regulations;   joint 
regulations  of  armed  forces.    See  main  head- 
ing Defense  Department. 
Army  procurement  regulations: 

See  also  Joint  procurement  regulations. 
Veterinary  inspection : 

Inspection  of  establishments 2747,  7484 

Milk  plant  and  dairy  farm  inspection..-  2747,7484 
Interim  statement;  functions  performed  by  Army 
for  Air  Force.     See  main  heading  Air  Force 
Department. 
Joint  procurement  regulations: 
Advertising,  formal: 

Awards 6944 

In  newspapers: 

Authority -. —     2139 

Forms 2139 

Invitations  for  bids: 
Distribution : 

Of  abstract.^  of  bids 1677 

Of  invitations  for  bids 1677 

Mistakes  in  bids;  failure  to  submit  satis- 
factory evidence 2085 

Preparation : 

Information  and  changes  authorized 3588 

Information  to  be  contained  in  invita- 
tions       2660 

Specifications _     2852 

Bonds  and  insurance;  settlement  of  claims.  H^t 
•  of  offices  of  loss  and  salvage  organizations.     6497 

Contracts : 
See  also  Negotiated  purchases. 
Appeals,  limitations  and  prohibitions: 
Limitation  on  purchase  and  maintenance 

of  motor  vehicles  or  aircraft 2852 

Spare  part.s;  procurement _ 3588 

Authority  to  make  awards  and  contracts; 
statement  and  certificate  of  award,  mis- 
take in  bid 2085 

Contract  articles  and  forms,  escalation  ar- 
ticles: 

Aluminum , 6944 

Open-end  contracts 6944 

Steel  Items,  standard 6944 

Execution  of: 
Distribution : 

Numbered  contracts 2660,  3588,  6497 

Unnumbered  contracts 2660.  3588 

Numbered  contracts: 
Applicable  only  within   Air  Force  De- 

•    partment 6114 

Assignment,  cancellation  or 'alteration 

of  contract  number 1    6115 

Determination  of  numbering  agency..    6115 

General 6114 

System  of  numbering 6114 

When  not  required 6114 

When  required 6114 

Applicable    only   within    Army   Depart- 
ment      6114 

Formalities;  documentary  evidence  of  pur- 
chases : 

Formal  contracts;  when  required 6114 

Informal  contracts;  when  authorized 6114 

Negotiated    purchases    not    In    excess    of 

Sl.OOO 5562 

Fraud  or  criminal  conduct  In  connection  with 
contracts;  listing  of  ineligible  contrac- 
tors.    See  Procurement  policies. 
Insurance.     Sec  Bonds  and  insurance.* 


ARMY  DEPARTMENT— Continued  ''«8e 
Regulations — Continued 
Procurement — Continued 
Joint  procurement  regulations — Continued  * 
Labor : 
Eight-hour  Law  of  1912;  premium  wage  com- 
pensation  — 2085 

Minimum  wage  determinations;.' 

.   Glass,  pressed  and  blown,  and' glassware..     5562 

Iron  and  steel 5536 

Leather,  leather  trimmed,  and*  sheeplined 

garments  industry;  rescission 1173 

Steel.     5Jee  Iron. 

UaifOfm  and  clothing  industry 1173 

Woolen  and  worsted  indu.stry 2852 

Wage  and  salary  regulation;  note  (rescission 
so  far  as  relates  to  Air  Force  Department. 

and  governing  instructions) 1251 

Walsh-Healey  Public  Contracts  Act: 

Forms.   See  Instructions,  general,  and  Pub- 
lications and  forms. 
Instructions,  general: 

Award  of  contracts,  notice  of;  Standard 

Form  99 2898 

Forms;  furnishing  of.  to  contractors 2898 

-,  Posters,  furnishing  of 1677 

Revision.    See  Forms;  furnishing  of,  to 
contractors. 
Interpretations  not  found  in  publications 

furnished  contracting  officers 1251. 

2035. 2852 
Publications  and  forms:  •    > 

Contracting  officers: 

Publications  and  forms  to  be  furnished 
f  Air  Force  Department  only).    See 
Labor  Department. 
Publications   to  be   furnished    (Army 

Department   only) _.     2898 

Forms 2898 

Labor  D3partment 2898 

Negotiated  purchases: 
See  also  Contracts. 

Advance  payments,  approval- 6114 

Purchase  authorizations: 
Personal  or  professional  services: 

Citation  of  statutory  authorities 7502 

Specific  authorization,  statutory  authori- 
ties  7502 

Purchases  not  In  excess  of  $1.000 1173 

Standardization    and    interchangeability; 

limitation 2085 

Types  of  contracts  authorized;  price  revision, 

escalation 1173.  6944 

Procurement  policies,  general  procedural  re- 
quirements: 
Disqualified  bidders: 

Air  Force  Department 693.2852 

Army  Department;  bidders  to  whom  awards 

will  not  be  made,  debarment 691 

In  general;  persons  and  firms  disqualified.      691 
Fraud  or  criminal  conduct  in  connection  with 
Army  and  Air  Force  contracts;  consoli- 
dated listing  of  ineligible  contractors  and 
disqualified  bidders  by  each  Department-      693 

Air  Force  Department 694 

Army  Department;  fraud  and  criminal  con- 
duct   693. 2085 

Purchases,    negotiated.     See   Negotiated    pur- 
chases. 
Taxes.  Federal.  State  and  local;  tax  exemption 
certificate  forms  and  procedure,  supply  and 

control  of  .standard  forms ,    3588 

Public  relations.     See  Aid  o'  civfl  authorities  and 

public  relations. 
Redesignation  of  regulations  (transfer  from  Title  34 

to  Title  32.  Code  of  Federal  Regulations 5021 

Renegotiation,  military;  joint  regulations  of  armed 
forces.     See   main    heading   Defense   Depart- 
ment. 
Reservations,  military,  and  national  cemeteries: 
See  also  Military  cemeteries,  aSbve. 
Motion  picture  service: 

Admission   charges 3850 

Patronage  eligibility 3850 
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ARMY  DEPARTMENT— Continued  ^^^ 
Regulations— Continued 

Reservations,  military,  and  na^tional  cemeteries — 
Continued 

Real  estate.  Army  Department;  use  of lO;^ 

Grants  requiring  enabling  legislation 576^ 

Leases 5762 

Granted "iinder  authority  of  act  of  August  5. 

1947;  report  of 5762 

PoUcy;  public  safety oj^^ 

Purpose  and  scope ^IH^ 

Use  grants;  administration ^*^^ 

Reserves,  organized: 

Enlisted  Reserve  Corps:  ^ 

Active  duty,  orders  to;  redesignation ooo' 

Voluntary  requests  for  orders  to  active  duty ; 

redesignation ^^' 

Certificate  of  discharge  required  for  enlistment 

or  reenlistment -.  |687 

Change  of  residence;  redesignation obb( 

Eligibility 6687 

Grade lUi 

Identification  card;  redesignation 6687 

loellgibility ll?l 

Length  of  enlistment 66S7 

Physical  examination o^tt< 

Purpose  and  application obB/ 

Section  for  which  enlisted — --    6687 

Separation  from  service oiai.  wai 

Officers'  Reserve  Corps;  appointments: 

Appointment -—- ^°* 

Appointments  or  enlistments  not  made  from 

certain  classes 364 

Physical  examination —• --      J"* 

Professional  and  technical  experts  or  special- 
ists, appointment  of: 

Application  and  allied  papers 365 

Elligibility;    professional    or    technical    and 

special  educational  requirements 365 

Sections  of  Officers'  Reserve  Corps 2199 

Termination  of  appointment-.— 364 

Reserve  Officers'  Training  Corps: 
Administration  and  training : 

Form  of  application  for  establishment  of  Re- 
.serve  Officers'  Training  Corps  unit  (se- 
nior and  junior  divisions) —    7251 

Statement v,— V "n" 

Training  of  students  ineligible  for  enroll- 
ment  VT," — 

Training  camps;  transportation,  travel  allow- 

a^Qg >     3122 

*   Schools  and  cofleges.     Set-  Military  education. 
Supplies  and  equipment;  loan  of  property  to  vet- 
erans' organizations  for  use  at  national  and 

State  conventions *>•*" 

TrflnsDorti  i 
Transportation  of  individuals;  transportation  of 

household   goods ^122 

Vehicles;  authorized  use  of ^^»^ 

Use '*^*'" 

Women's  Army  Corps.    See  Personnel. 
Renegotiation,  military:   joint  regulations  of  armed 
forces.     See  main  heading  Defense  Department. 
Reserves,  organized: 
Precedence  of  members  of,  when  in  formations;  or- 
der by  Secretary  of  Defense.     See  main  head- 
ing Defense  Department. 
Regulations.     See  Regulations.  ,  „  ^ 

Restitution  of  identifiable  property  to  victims  of  Nan 

oppression.    See  Germany. 
San  Juan  National  Historic  Site.  Puerto  Rico;  agree- 
ment between  Secretaries  of  Army  and  Interior 
for    preservation    and    designation.    See    matn 
heading  Interior  Department. 
State  Guard     See  National  Guard  and  State  Guard. 
Transfer  between  Army  and  Air  Force  Department^of 
various  functions,  etc.;  orders  by  Secretary  of  De- 
fense.   See  main  heading  Defense  Department. 
Transportation:  «i„i„- 

Accounts;  payment  of  bills  and  accounts,  claims 

and  accounts.     See  Regulations. 
Household  goods;  Executive  order  respecting.    See 

main  heading  Presidential  documents. 
Transport  regulations.    See  Regulations. 
Veterans'  organ irations.  loan  of  property  to;  suppiiei 
and  equipment.    See  Regulations. 


1677 


2419 
6726 
6725 
6726 
6725 
6726 


ATOMIC  ENERGY  COMMISSION:  '*^* 

Oak  Ridge,  Tennessee,  plant;  pipeline  for  supplying 
natural  gas  to: 
Hearing    respecting.    See    main    hecuiing    Federal 

Power  Commission. 
Steel  for;  voluntary  plan  for  allocation  of.    See 
main  heading  Coaanerce  Department. 
Patent  Compensation  Board;  applications  filed  before, 
notice  respecting.    See  under  Regulations   and 
notices. 
Public  lands,  withdrawal  of,  for  use  of  Commission. 

See  main  heading  Land  Management  Bureau. 
Regulations  and  notices:  ,    ,, 

Fissionable  material,  production  of;  control  of  fa- 
cilities for: 
Licenses,  export;  applications  for  and  issuance 

of       2835.  3492 

Schedule's  (Class  H  fachlties),  exemptions  with 

respect  to  export  licensing 2835,3492 

Patent  Compensation  Board:  applications  for  de- 
terminations of  royalty  fees,  etc.: 

Fletcher.  Nellie  Pauline  and  William  Arthur 

Pulmer,  Frederick  P 

Giannini,  G.  M.,  &  Co..  Inc 

McClellan.  Cyril  E — 

Pacyna,  Arnold 

Schulz,  Helmut  W 

Personnel :  ^  .    ^  ,  j    *  * 

Employees  of  Commission  permitted  to  hold  state 
or  local  offices  and  to  serve  as  law*  enforce- 
ment officers;  Executive  order  respecting.  See 
main  heading  Presidential  documents. 
»  Security  clearance;  criteria  for  determining  eli- 
gibility, uniform  standard.s  for  Managers  of 

Operations,  etc 

Security  clearance;  uniform  standards  for  Managers 

of  Operations.    See  Personnel. 
Source  material,  control  of: 

Deliveries;  right  to  require,  reserved 

Schedules;  Schedule  I.  exempted  products 

Uranium;  domestic  program  for  certain  uranium- 
bearing  ores  of  Colorado  Plateau  Area: 

Guaranteed  minimum  price  (1949-1954) 

Schedule  of  prices,  specifications,  etc 

Guaranteed   three-year   minimum   price    '1948- 
1951) ;  schedule  of  prices,  specifications,  etc- 
Steel  and  products  for  projects  of  Commission,  allo- 
cation  of;   voluntary  plan.    See   main  heading 
Commerce  Department. 
ATTORNEY  GENERAL.     See  Justice  Department. 

B     , 

BANKS:  ^  „      '         u     1, 

Counterfeit  coins,  securities,  etc.?  delivery  by  banks 
to  Treasury  Department  through  Secret  Service. 
See  Treasury  Department. 
Depositaries  of  public  moneys :      ^^^^ 

Regulations  of  Accounts  Bureak,  Treasury  Depart- 
ment.    See  Treasury  Depapment. 
Use  in  connection  with  collectfon  of  Income  tax  at 
soi^rce;     regulations     resiietting     employment 
taxes.    See  Internal  Revenue  Bureau. 
Export-Import  Bank  of  Washington;  agent  of  ECA 
Administrator.     See  Economic  Cooperation  Ad- 
ministration. 
Farm  credit  institutions.    See  Farm  Credit  Adminis- 
tration. 
Federal   home   loan  banks.    See  Home  Loan  Bank 

Board. 
Federal  Reserve  System,  member  banks  of.    See  Fed- 
eral Reserve  System. 
Foreign  aid  program;  responsibilities  of  banking  in- 
stitutions in  financing  procurement  by  foreign 
countries  under  Economic  Cooperation  Adminis- 
•    tration  regulations.     See  Economic  Cooperation 
Administration. 
Insured  banks;  reports  of.    See  Federal  Deposit  Insur- 
ance (Corporation. 
International  Bank  for  Reconstruction  and  Develop- 
ment,  providing  of   statistical   Information   to; 
Executive    order    respecting.    See    Presidential 
documents. 
Loans  by  national  banks;  security.    See  ComptroUer 
I  of  Currency  Bureau. 
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BATTLE  MONUMENTS  COMMISSION.    See  American    P«^e 
Battle  Monuments  Commission. 

BEMIDONE,  and  certain  other  drugs,  findings  respect- 
ing properties  of;  proclamation  respecting.  Set 
Presidential  documents. 

BLIND-MADE    PRODUCTS,    COMMITTEE    ON    PUR- 
CHASES OF: 
Piirchases  of  blind-made  products;  regulations  effec- 
tive date,  exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition 4849 

BLIND  PERSONS: 

Busir>ess  enterprises  program  for.    See  Vocational  Re- 
habilitation, Oflflce  of. 
Employment  In  sheltered  workshops.    See  Wage  and 

Hour  Division. 
Income  tax  exemptions.   See  Internal  Revenue  Bureau. 
Vending  stand  program  for.   See  Vocational  Rehabili- 
tation, OflBce  of. 
BLOCKED   ASSETTS,   of   aliens.    See   Allen   Property, 

Office  of. 
BOARDS.    See  Committees,  boards,  etc. 
BONNEVILLE  POWER  ADMINISTRATION: 
Authority,  delegation  of: 
By   Administrator   to   various   officials;    authority 
respecting    contracts.    Interim    arrangements, 
etc.,  for  construction,  power  sales,  supplies  and 

services,  etc 7488 

By  Secretary  of  Interior  to  various  officials : 
Administrator;  authority  to  request  title  opinions 

from  Attorney  General 308 

Regional    Counsels;    authority    respecting    tort 

claims 307,  4766.  7489 

Contracts;  delegation  of  authority  to  various  officials 

respf^tlng.    See  Authority. 
Tort  claims;  authority  of  Regional  Counsel.    See  Au- 
thority. 
BRETTON    WOODS    AGREEMENTS    ACT,    authority 
under,  with  respect  to  furnishing  of  statistical  In- 
formation; Executive  order  respecting.    See  Presi- 
dential documents. 
BRIDGE  REGULATIONS.    See  Engineers,  Corps  of. 
BRITISH  TOKEN  IMPORT  PLAN,   regulations.     See 
International  Trade.  Office  of. 

BUDGET  BUREAU: 

CoMvJtatlon  with  Director  of  General  Services  re- 
spiting property  management;  implementation 
oflPederal  Property  and  Administrative  Services 
Act]  (Letter  of  President  of  July  1,  1949) 3701 

Management  improvement.  In  Executive  branch  of 
Oovemment.  functions  of  Bureau  relating  to;  Ex- 
eyutlve  order  respecting.  See  main  heading  Presi- 
dential documents. ' 

Statistical  Information  for  certain  intergovernmental 
organizations,  determinations  by  Director  with 
respect  to  providing;  Executive  order  respecting. 
See  main  heading  Presidential  documents. 

Transfer  of  funds  to  American  Battle  Monuments 
Commission  In  connection  with  functions  pertain- 
ing to  certain  World  War  II  military  cemeteries 
administered   by   Army  Department;    Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
BUILDINGS,  PUBLIC:  Executive  Office  Building  and 
General  Services  Building,  designations.    See  Gen- 
eral Services  Administration. 

BUSINESS  ECONOMICS,  OFFICE  OF: 
Designation  of  subchapter 2544 


CANAD/: 
Customs  regulations  respecting  addition  to  "no  con- 
sul" list,  merchandise  In  transit,  etc.    See  Cus- 
toms Bureau. 
Importations  from;  regulations  respecting: 
Livestock.    See  Animal  Industry  Bureau. 
Potatoes;  restricted  entry  orders.    See  Entomology 
and  Plant  Quarantine  Bureau. 
Mall  to;  postal  regulations  respecting.    See  Post  Office 
Department. 


CANADA— Continued  P^B* 

Pacific  Halibut  Fishery  Convention  between  United 
States  and  Canada;  regulations  pursuant  to.    See 
International  Fisheries  Commission. 
Radio  and  television  broadcast  stations  In,  regulations 
respecting.    See  Federal  Communications  Com- 
mission. 
Vessels,  war,  withdrawal  of  supplies  for;  customs  regu- 
lations respecting  articles  conditionally  free,  etc. 
See  Customs  Bureau. 
Visa  and  passport  requirements  for  Immigrants  and 
nonimmigrants    entering    United    States.      See 
State  Department. 
CANAL  ZONE.    See  Panama  Canal  Zone. 
CANCER  CONTROL  MONTH,  1949.  proclamation  re- 
specting.   See  Presidential  documents. 
CANCER  CONTROL  PROGRAM,  grants  for.    See  Public 

Health  Service. 
CAREER  COMPENSATION  ACT  (military  pay,  allow- 
ances, etc.) ;  Executive  order  respecting.  See  Presi- 
dential documents. 
CEMETERIES.  MILITARY;  functions  of  American 
Battle  Monuments  Commission  respecting  certain 
World  War  II  cemeteries.  Executive  orders  respect- 
ing.   See  Presidential  documents. 

CENSUS  BUREAU: 

Foreign  trade  statistics: 
Classification  of  countries,  etc.,  proposed  revision—    8448 
Vessel  entrances  and  clearances,  reporting  of  to 
Foreign  Trade  Division,  required  of  certain 
customs    officials;    prior    foreign    commerce 

statistical  decision  rescinded 3799 

Surveys  of   manufactured  products,  manufacturing 
estaiJllshments,  etc.: 
Manufactured  products,  listed;  proposed.  6861,7185,7238 
Manufacturing  establishments: 

Apparel   Industries . —       133 

Proposed ^_--     7136 

Retail  stores.  Independent,  Inventories  and  sales  of; 

proposed 7138 

CHANNEL  ISLANDS  NATIONAL  MONUMENT,  Cali- 
fornia, enlargement  of;   proclamation  respecting. 
See  Presidential  documents. 
CHIEFS  OF  STAFF.    See  Joint  Chiefs  of  Staff. 
CHILD  HEALTH  DAY.  1949;  proclamation  respecting. 

See  Presidential  documents- 
CHILD  HEALTH  PROGRAM.     See  Children's  Bureau. 

CHILD  LABOR  BRANCH,  DEPARTMENT  OF  LABOR: 

Certificates.  State,  acceptance  of,  as  having  same  force       * 
and  effect  as  Federal  certificates *of  age  In  desig- 
nated States: 
States,  designation  of;  State  age.  employment,  or 
working   certificates,   ruling   effective   July   1, 

1949  to  June  30,  1950 3588 

Territory  of  Alaska,  designation  of;  acceptance  of 
statement  based  on  census  records  of  Alaska 

Native  Service  as  proof  of  age 2199 

Hazardous  occupations;  occupations  particularly 
hazardous  for  employment  of  minors  between  16 
and  18  years  of  age  or  detrimental  to  their  health 
or  well  being,  exposiu-e  to  radioactive  sub- 
stances   1273,   3121 

Minors  between  14  and  16  years  of  age,  employment  of; 
proposed  rule  making: 

Occupations 7748 

Periods  and  conditions  of  employment 7746 

Radioactive  substances,  exposure  to;  occupations  par- 
ticularly hazardous  for  employment  of  minors  be- 
tween 16  and  18  years  of  age 1273,  3121 

CHILDREN'S  BUREAU,  FEDERAL  SECURITY  AGENCY: 

Child  welfare  services;  redeslgnatlon 3497 

Crippled  children,  services  for: 
See  also  Programs,  maternal  and  child  health  and 
crippled  children's. 

Revocation 3495 

Definitions;    general    provisions.    See   General   pro- 
visions. 
Emergency  maternity  and  Infant  care  services ;  redes- 
lgnatlon  3497 

General  provisions:  definitions: 
See  also  Programs,  maternal  and  child  health  and 
crippled  children's. 
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CHILDREN'S    BUREAU,    FEDERAL    SECURITY 
AGENCY — Continued 

General  provisions;  definitions — Continued 

Revocation — 

Maternal  and  child  health  services:    ^  ,^  ^     ,^^        . 
See  also  Programs,  maternal  and  child  health  and 
crippled  children's. 

Revocation ^,-7"""-"j"""7""i""J 

Programs,  maternal  and  child  health  and  crippled 
cMldrens    (terms.  State   plans,   program  units, 

etc.) 

CHILE,  trade  agreement  with;  proclamation  respecting. 

See  Presidential  documents. 
CHINA  AID  PROGRAM;  purchase  of  commodities  and 
services  In  connection  with.    See  Economic  Coop- 
eration Administration. 
CIVIL  AERONAUTICS  ADMINISTRATION: 
Administrator;  approval,  specifications,  etc.,  by,  with 
respect  to  air  carrier  operations,  airworthiness, 
and  scheduled  air  carrier  rules.     See  mam  head- 
ing Civil  Aeronautics  Board. 
Air  Navigation  Development  Board,  establishment  oi. 

See  Organization. 
Foreign  trade  zone;  San  Antonio,  Texas,  use  of  mu- 
nicipal   airport.     See    main    heading    Foreign- 
Trade  Zones  Board. 
Organization : 

Administration  offices: 

Administrator,  Office  of ^'i^" 

Air  Navigation  Development  Board i^"^ 

Aviation  Development,  Office  of ie"» 

Federal  Airways,  Office  of ^^j» 

Field  Operations,  Office  of;  deletion jwa 

General  Services,  Office  of *«J» 

Redesignatlons— - - ""^ 

Special  staff  offices r-rrrz T'     aVcX 

Air  Navigation  Development  Board:  establishment-     UQi 
Civil  Aeronautics  Administration  Centers — -    4W» 

Aeronautical  center ---„—,—*-— 7^" Vti        IfAl 

Technical  Development  and  Evaluation  Center. _    4639 

Foreign  offices;  redeslgnatlon— — i-J"'* 

General  provisions:  _  . 

Creation  and  authority ^'l^" 

Redeslgnatlon.—'- ""^ 

International  Region *^^^ 

Regional  offices;  redeslgnatlon——-——- J^"^ 

Washington  National  Airport:  redeslgnatlon—     li^i 
Public  airports  in  Hawaii,  determinations  by  Admin- 
istrator with  respect  to  disposal  of;  War  Assets 
Administration  regulations  respecting.    See  main 
heading  War  Assets  Administration. 
Public  lands  withdrawn  for  alr-navigatlon  sites. 

main  heading  Land  Management  Bureau. 
Regulations: 
Prior  to  reissuance:  ^    ,       ..i       . 

Air  navigation;  airspace  deslgnaUons. 

DesignaUon  of  civil  airways— -----------g   «^5. 

Designation  of  control  areas,  control  zones  and 

ciZT2h^T::  336,  45.,  7,8,  7,9,  918  2231.  2893 

rp?^lnr^'mu::::::::::::::::::-*-e  ™.  i 

Aircraft,  seizure  of — ^^^ 

Revocation  of  prior  regulations • ««» 

Public  airports:  „, 

Federal-aid  airport  development  Pro^ram..--^  ^^^^i^ 
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Reimbursement  for  damage  to  public  airports 
by  Federal  agencies 

Washington  National  Airport: 

Aeronautical  rules,  redesignatlons J» 

General  rules,  redesignatlons J» 

Regulations,  reissued  as  of  July  16.  1949 4Joi 

Air  navigation;  instrument  flight  rules,  designa- 
tion of  various  civil  airways,  control  areas, 

ClvU  airways,  designation  of *389 

Amber  civil  airways W" 

Jacksonville.  Pla..  to  United  States- 
Canadian  Border 

United  States-Mexican  Border  to  Nome, 
Alaska  


2375 


4392 
472t 


6287 


CIVIL  AERONAUTICS  ADMINISTRATION— Con. 

Regulations — Continued  ' 

Regtilatlons,  reissued  as  of  July  16,  1949— Contmued 
Air  navigation;  instrument  flight  rules,  designa- 
tion of  various  civil  airways,  control  areas, 
etc. — Continued 
Civil  airways,  designation  of— Continued 

Blue  civil  airways --,--«'■ Iqqq 

Bangor,  Maine,  to  Presque  Isle,  Mame eyyj 

Birmingham.  Ala.,  to  Erie.  Pa——----  5970 

Bridp'^port.  Conn.,  to  Poughkeepsie.  N.  Y  .  4724 
Houston.  Tex.,  to  Minneapolis.  Minn—  4724,  6993 

Lake  Charles.  La.,  to  Baton  Rouge.  La 6287 

Little  Rock.  Ark.,  to  Tulsa,  Okla.;  revoca- 
tion          6993 

Los  Angeles.  Calif.,  to  Oakland.  Calif -  6287 

Memphis.  Tenn.,  to  Wichita.  Kans 6993 

New  York.  N.  Y..  to  United  States-Cana- 
dian  Border 4724 

Pendleton,  Oreg.,  to  Fairbanks,  Alaska bjjij 

7247 

"  The  Dalles.  Oreg..  to  EUensburg.  Wash 5970 

Toledo,  Ohio,  to  Niagara  Falls.  N.  Y 47.4 

Green  civil  airways 4390 

Los  Angeles.  Calif.,  to  Boston,  Mass        —  6287 

San  Francisco,  Calif.,  to  New  York.  N.  Y—  47^3 

Other  civil  airways 4404 

Rapid  City,  S.  Dak.,  to  Spearfish,  S.  Dak.. 

revocation "''87 


Red  civil  airways. 


4394 


Aberdeen,  S.  Dak.,  to  Rochester,  Minn 6992 

Burlington,  Iowa,  to  Columbus.  Ohio 6^,87 

Butler,  Pa.,  to  Wilkes-Barre.  Pa 5970 

Dayton,  Ohio,  to  Martinsburg,  Pa 5970 

Denver  Colo.,  to  Minneapolis,  Minn 4724 

Jamestown.  N.  Dak.,  to  Rochester.  Minn—     7247 

Kansas  City.  Mo.,  to  Philipsburg.  Pa 4724 

Knoxvllle,  Tenn.,  to  Detroit,  Mich 4724 

Louisville,  Ky..  to  Cincinnati,  Ohio 6287 

Millinocket.  Maine,  to  Houlton.  Mame 6992 

Milwaukee.  Wis.,  to  LaFayette,  Ind 6287 

Oceanside,  Calif.,  to  Blythe,  Calif 7247 

Pittsburgh,  Pa.,  to  Boston.  Mass 6992 

Portland,  Oreg.,  to  Kan.sas  City,  Mo 7247 

Richmond,  Va.,  to  Boston,  Mass 4724 

Rochester,  N.  Y.,  to  Baltimore,  Md —     6287 

Sunbury,  Pa.,  to  Boston,  Mass 4724 

Control    areas,   control   zones,   and   reporting 

points;  designation  of 4404,  69'78 

Control  areas 4410 

Civil  airways  (amber,  blue,  green,  red) : 

Amber  civil  airway 4410 

United     States-Mexican     Border     to 

Nome,  Alaska 6288 

Blue  civil  airways 4412 

Annette    Island,    Alaska,    to    United 

States-Canadian  Border 6288 

.     Bangor,  Maine,  to  Presque  Isle.  Maine.     6993 
Houston,     Tex.,     to    Minneapolis. 

Mlnn-_ 6993.  7248 

Little   Rock,   Ark.,   to   Tulsa,   Okla.; 

revocation 6993 

Pendleton,    Oreg..    to    Fairbanks. 

Alaska 6288.  7248 

Toledo,  Ohio,  to  Niagara  Falls,  N.  Y—  -     4725 

Red  civil  airways 4410 

Aberdeen,  S.  Dak.,  to  Rochester,  Minn.     6993 

Butler,  Pa.,  to  Wilkefe-Barre.  Pa 5971 

Dayton.  Ohio,  to  Martinsburg,  Pa 5971 

Jamestown,    N.    Dak.,    to    Rochester, 

Minn : 

Kansas  City,  Mo.,  to  Philipsburg,  Pa- 

Knoxvllle,  Tenn.,  to  Detroit,  Mich 

Millinocket,  Maine,  to  Houlton,  Maine. 
.    Milwaukee,  Wis.,  to  LaFayette,  Ind— . 

Oceanside,  Calif.,  to  Blythe.  Calif 

Richmond.  Va..  to  Bo.ston.  Mass 4725 

Yakutat,  Alaska,  to  Gustavus,  Alaska--     6288 

Extension  of  control  areas 4414.  6978 

Campbellton,  Ga -« 6288 

Cleveland,  Ohio 4725 

El  Paso,  Tex- 7248 

Fargo.  N.  Dak — -     6288 

Gordonsville,  Va.;  revocation 47^5 

Hilo,  Hawaii,  T.  H 4^25 

Houlton,  Maine;   revocation o9»<» 


7248 
4725 
4725 
6993 
6288 
2748 
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CIVIL  AERONAUTICS  ADMINISTRATION— Con.  p^« 
Regulations — Continued 
Regiilatlons,  reissued  as  of  July  16.  1949 — Continued 
Air  navigation;  instrument  flight  rules,  designa- 
tion of  various  civil  airways,  control  areas, 
etc. — Continued 
Control   areas,   control   zones,   and   reporting 
F>oints;  designation  of — Continued 
Control  areas — Continued 
Extension  of  control  areas — Continued 

Idlewild.  N.  Y 4725 

Kansas  City.  Mo 6288 

Kncxville,  Tenn 4725 

Louisville.  Ky 4725 

Mobile.  Ala 4725 

Ponca  City,  Okla 4725 

San  Diego.  Calif 6288 

San  Francisco.  Calif 6288 

Syracuse,  N.  Y.;  revocation 6993 

Winston-Salem.  N.  C 4725 

Yakima,  Wash.;  revocation 5971 

Control  zones i — 1. —  4421 

Additional  control  zones 4421 

Columbus.  Ohio 4725 

Detroit.  Mich 4725,6993 

Fargo.  N.  Dak 6238 

Fort  Worth.  Tex.. 6288 

Indianapolis.   Ind 6288 

Kodlak.  Alaska 6993 

^    Milwaukee.  Wis 6288 

Minneapolis.   Minn 4725 

=>   Parkersburg.  W.  Va -_  6288 

Rantoul.  Ill 6288 

Richmond,  Va 6288 

South  Bend.  Ind 6993 

Syracuse.  N.  Y —  6288 

Wichita  Palls,  Tex 6288 

Pive-mile  radius  zones;  around  various  air- 
ports  - 4421 

Nome,  Alaska:  Mark  APB 6993 

Pittsburgh,  Pa. ;  Greater  Pittsburgh  Air- 
ports   6288 

Wichita   Falls,   Tex.;    Sheppard    (KeU) 

►                    Field,   deletion 6288 

Three-mile  radius  zones,  around  various 

airports 4421 

Pocatello,  Idaho;  Phillips  Airport 4725 

Pocatello.    Idaho;    Pocatello    Municipal 

Airport,  deletion 4725 

Reporting  points 4430 

Civil  airways  (amber,  blue,  green,  red.  and 

other) 4430 

Amber  civil  airways 4431 

Key  West.  Fla..  to  Caribou.  Maine 6288 

Long  Beach,  Calif.,  to  Point  Barrow, 

Alaska 7248 

United     States-Mexican     Border     to 

Nome.  Alaska 6288 

Blue  civil  airways 4435 

Annette    IsJand,    Alaska,    to    United 

States-Canadian  Border 6288 

Bangor.  Maine,  to  Presque  Isle.  Maine.  6994 
Little  Rock,  Ark.,  to  Tulsa,  Okla.;  rev- 
ocation   6994 

TolMo.  Ohio,  to  Niagara  Falls,  N.  Y__  4725 

Green  civil  airways 4430 

San  Francisco,   Calif.,  to  New  York, 

N.  Y 6288.  6S93 

Other  reporting  points 4436 

Montauk  Intersection,  revocation 6288 

Red  civil  airways 4432 

Aberdeen,  S.  Dak.,  to  Rochester.  Mlnn_  6994 

Butler,  Pa.,  to  Wilkes-Barre,  Pa 5971 

Dayton,  Ohio,  to  Martinsburg,  Pa 5971 

Jamestown,    N.    Dak.,    to    Rochester, 

Minn 2748 

Kansas  City,  Mo.,  to  Philipsburg,  Pa..  4725 

Knoxvllle,  Tenn.,  to  Detroit,  Mich 6288 

'     Millinocket,  Maine,  to  Houlton,  Maine.  6994 

Milwaukee,  Wis.,  to  LaPayette,  Ind 6288 

Richmond,  Va..  to  Boston.  Mass 4725 

Shreveport,  La.,  to  Jacksonville,  Fla_-  6288 


CIVIL  AERONAUTICS  ADMINISTRATION— Con.  Pag* 

Regulations— Continued 
RegxUations.  reissued  as  of  July  16.  1949 — Continued 
Air  navigation;  Instrument  flight  rules,  designa- 
tion of  various  clVll  airways,  control  areas, 
etc. — Continued 
Instrument  flight  ruffes: 

IFR  altitude  minimums 4486 

Superseded   by   rules   published   by   Civil 

Aeronautics  Board 6439 

Standard  instrument  approach  procedure 4436 

Superseded   by   rules   published    by   Civil 

Aeronautics  Board 6943 

Aircraft : 
Recordation : 

Of  aircraft  ownership 4370 

Of  encumbrances  against  aircraft  engines, 

propellers,  appliances,  or  spare  parts 4370 

Of  encumbrances  against  specifically  Identi- 
fied aircraft  engines 4370 

Procedure  for 4361 

Registration  of: 

Aircraft  registration  certificates 4369 

Dealers'  registration  certificates 4369 

Seizure  of  aircraft 4367 

Airports,  public: 

Construction  or  alteration  near  airports,  notice 

of.    See  Construction  or  alteration. 
Damage  to  public  airports  by  Federal  agencies,    • 

reimbursement  for 4381 

Time  limitations 6943 

Federal  aid  to  public  agencies  for  development 

of  public  airports 4371 

Construction  work,  performance  of: 

Contract  requirements 4942 

Letting  of  contracts 4942 

Procedure;  amendment  of  grant  agreement- _    4942 

Project  costs,  United  States  share  of 5427.  6992 

Lands  owned  or  controlled  by  United  States, 
acquisition  by  public  agencies  for  public 

airport  purposes , 4379 

Washington  National  Airport.    See  Washing- 
ton National  Airport. 

Aviation  training  grants,  Inter-American 4367 

Certificates  (airmen,  air  agency,  operating,  etc.) : 

Issuance;    procedure : 4362 

Modification,  alteration,  or  amendment;  rules 

of  practice 4366 

Registration  certificates,  for  aircraft.    See  Air- 
craft. 
Civil  airways,  designation  of.    See  Air  navigation. 
Construction  or  alteration  of  structures  near  civil 

airways,  notice  of 4474 

Control   areas   and  zones,   designation  of.    See 

Air  navigation. 
Examination  materials,  current,  reproduction  and 

dissemination  of 4477 

Inter-American  aviation  training  grants 4337 

Procedure  of  Civil  Aeronautics  Administration 4361 

Public  airports.    See  Airports. 

Recordation  of  aircraft  or  encumbrances.    See 

Aircraft. 
Registration  of  aircraft.    See  Aircraft. 
Rules  of  practice,  to  alter,  amend,  or  modify 

certificates 4366 

Training  grants.  Inter-American 4367 

Washington  National  Airport;  general  and  aero- 
nautical rules,  etc 4385,  5388.  5541.  6247,  6251 

Prohibited  aircraft  (military  aircraft,  and  civil 

fighter-type  aircraft) 7155 

Steel  and  products  for  requirements  of  Federal  aero- 
nautical agencies,  voluntary  plan  for  allocation 
of.    See  main  heading  Commerce  Department. 

CIVIL  AERON/^UTICS  BOARD: 

Air  carriers  and  other  aircraft: 
Civil  air  regulations.    See  Civil  air  regulations. 
Economic  regulations.     See  Economic  regulations. 
Air  Force  bases  (continental),  use  of,  by  other  than 
Air  Force  aircraft;  procedure  of  Board  in  connec- 
tion with,  regulations.    See  main  heading  Air 
Force  Department. 
Authority,    delegations    of.    See    Organization    and 
functions. 
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CIVIL  AERONAUTICS  BOARD— Continued  ^*«« 

Civil  air  regulations: 

Aircraft  nationality  and  registration  marks.    See 
International     Civil     Aviation     Organization, 
below. 
International  Qvll  Aviation,  Convention  on;   ap- 
pendices to.    See  International  Civil  Aviation 
Organization,  below. 
Personnel  licensing,  standards  and  recommended 
practices;  Annex  1  to  Convention  on  Interna- 
tional Civil  Aviation,  respecting.    See  Inter- 
national Civil  Aviation  Organization,  below. 
Regulations  prior  to  reissuance:  ^    „.  ,, 

Air  traflflc  control  procedures,  prescribed  by  CivU 
Aeronautics  Administrator  and  approved  by 

Air  Force.  Navy,  and  Coast  Guard 3327 

.     See  also  Certificates  and  ratings:    alr-trafflc 

control-tower  operator  certificates. 
Air  traffic  rules: 
See  also  Air  traffic  control  procedures,  above. 
Danger  areas.    See  General  flight  rules. 
Definitions: 

Expected  approach  time i^»o 

Flight  time,  proposed  rule  making 1545, 1543 

Hours  of  darkness;  CAA  specifications,  revo- 
cation  

Pilot  in  command,  proposed  rule  making.  1545, 1549 

General;  scope: 

CAA  specifications,  revocation ^h 

Operation  over  high  seas I486 

General  flight  rules  iGFR) : 
Aircraft  lights : 

CAA  speciflcations;  revoked 

Display  of.  In  Ala.ska;  editorial  changes 

International  visual  distress  and  urgency 

signals    (note) — 

Airspace  restricted  areas;  danger  areas  (CAA 
rules)  over  Army,  Navy,  Air  Force  in- 
stallations in  various  States,  designation 

of 1913. 3181. 3393.  3772,  3813 

Minimum  safe  altitudes,  CAA  rules 

Operation  on  and  in  vicinity  of  an  airport: 
traffic  patterns  (CAA  rules ^  LaGuardia, 
Newark,   and   New   York   International 

(Idlewild) 4'^9 

Instrument  flight  rules  (IFR) : 

.   IFR  flight  plan 1«6 

Instrument  approach  procedure,  CAA  rules..        38 

Radio  failure -—    1*86 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period— .  2047,  3199 
Aircraft  accidents  and  missing  aircraft: 
Investigation  of  aircraft  accidents  occurring  at 
or  near  certain  cities: 

Brandywine,  Md 1°54 

Bristol,   Tenn ^fj^ 

Clarksburg,  W.  Va 3164 

Gander,  Newfoundland 1621 

Havana,  Cuba 5*9 

Homer,  Alaska 3,0 

Los  Angeles.  Calif l]° 

Port  Washington.  Long  Island.  N.  Y 910 

San  Juan,  P.  R.-MIamI,  Fla 549 

San  Juan.  Puerto  Rico 3355 

Seattle.  Wash 229 

Yakutat  and  Sitka.  Alaska 910 

Notice  and  reports  of 1516 

Airmen  and  air  agencies,  certificates  and  ratings 

for.    See  Certificates  and  ratings. 
Airworthiness: 
Aircraft   radio   equipment:   design   and   tests, 

cross-pointer  indicators,  CAA  rules 37 

Airplane: 
Airplane  airworthiness: 
For  regulations  effective  November  1945  see 

Normal,  and  Transport.  beZou;. 
CAA    specifications,     airplane    operating 

manual,  editorial  changes 

Design  and  construction,  general;  combus- 
tion heaters 3305 

Equipment : 
Installation    requirements,    electrical 
equipment     Installation ;     position 
lights,  position  light  flashers 3196 

90000 — 50-: — 7 
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CIVIL  AERONAUTICS  BOARD— Continired  ^^^e 

Civil  air  regulations — Continued 

Regulations  prior  to  reissuance — Continued 
Airworthiness — Continued 
Airplane — Continued 
Airplane  airworthiness — Continued 
Equipment — Continued 
Required  basic  equipment;  NAC  land- 
planes,    visual-contact    day    flying 
(within  100  miles  of  fixed  base),  fire 

extinguishers 1 3196 

Performance  requirements  for  transport 
category  airplanes;  required  perform- 
ance and  performance  determinations, 
take-off  determinations,  temperature 

accountability 3742 

Normal,  utility,  acrobatic,  and  restricted  pur- 
pose categories : 
For  regulations  effective  prior  to  November 
13.  1945,  see  Airplane  airworthiness, 
above. 
Design  and  construction,  fuselage: 

Emergency  provisions,  fire  precautions;  . 

combustion  heaters 3305 

Pilot  compartment,  cockpit  controls; 
standardization,  proposed  rule  mak- 
ing       3900 

Interpretations  and  statements  of  policy  by  ^ 

CAA.  editorial  changes 36  \ 

Transport  categories :  j 

For  regulations  effective  prior  to  November 
9,    1945    see    Airplane    airworthiness 
above. 
CAA    specifications,     airplane    operating 

manual;  editorial  changes 37 

Design  and -construction,  fuselage: 
Passenger  and  crew  accommodations: 
Cargo  and  baggage  compartment;  fire 

precautions,  fire  extinguishers 3196 

Ventilation  and  heating;  combustion 

heaters 3307 

Pilot    compartment,    cockpit    arrange- 
ment; standardization,  proposed  rule 

making 3900 

Equipment : 

Electrical  systems  and  equipment,  instal- 
lation; position  lights,  position  light 

flasher 3196 

Oxygen  equipment  and  supply;  general, 

proposed  rule  making 1333 

Required  basic  equipment: 

Airspeed  indicator  (pitot  static) 3365 

Altimeter,  pressure  actuated,  sensitive 

type 3365 

Bank  and  pitch  indicator  (stabilized 
type)      (gyro     horizon,     attitude 

gyro) - 3306,  3461 

Direction  indicator: 
Magnetic    (stabilized   type)    (stabi- 
lized magnetic  compass)..-  3307,3461 
Non-magnetic,  stabilized  type   (di- 
rectional  gyro) 3306,3461 

Fire  extinguishers,  portable 3196 

Flight  requirements: 

Flap  position  in  approach  configuration.     2587 
Performance;  take-off,  temperature  ac- 
countability   3743. 3915 

Statement  of  policy;  editorial  changes 37 

Airworthiness  certificates;  accidents,  deletion 

of  provision  respecting I486 

Alaskan  air  carriers;  maximum  take-off  weight, 

proposed  rule  making 3415 

Certificates  and  ratings: 
Air  agencies: 

Airman  agency  certificates: 

General  change  of  address;  proposed  rule 

making 3644 

Special  Civil  Air  Regulation  to  allow  issu- 
ance of  certificate  with  primary  fiying 

school  rating  (proposed) 3184 

Ground  Instructor  rating: 
Ground  instructor  certificates;  change  of 

address,  proposed  rule  making 3644 

Reexamination  after  failure,  proposed  rule 

making... 2360 
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CIVIL  AERONAUTICS  BOARD — Continued 

Civil  air  regulations — Continued 

Regulations  prior  to  reissuance — Continued 
Certificates  and  ratings — Continued 
Air  agencies — Continued 
Mechanic  school  rating. 
Change  of  address,  proposed  rule  making. .    3644 
Mechanic  certificates,  with  propeller  or  air- 
craft appliance  rating;   extension  of 

effective  period 53 

Parachute    loft    certificates    and     ratings; 

change  of  address,  proposed  rule  making.    3644 
Repair  station  rating: 
See  also  Mechanic  school  rating. 
Change  of  address,  proposed  rule  making-    3644 
Foreign  repair  station  certificate  and  rat- 
ings        623 

Airmen: 

Airline  transport  pilot  rating: 
Airline  pilot  competency  certificate: 
Change  of  address,  proposed  rule  mak- 
ing      3644 

Existing  aircraft  ratings 2194 

Aircraft  rating 1545.  1547,  2194 

Editorial     changes,     substitution     of 
words    "category",    "type",    etc.; 

proposed  rule  making 1545.  1547 

Issuance:  instruction  in  air  transporta- 
tion service 1545.1547.2194 

Reexamination  after  failure;   proposed 

rule  making 2359 

Definitions 1545. 1548.  2194 

Editorial  changes;   substitution  of  words 

"category",  "type",  etc 1545, 1547.  2193 

Examinations  and  tests;  airplane  class  and 

type  rating 1545.1547,2194 

Multiple  airplane  class  and  horsepower 

ratings;  deletion 1545.1547,2194 

Type  rating 1545. 1647.  2194 

Minimum  requirements: 

Experience,  aeronautical 1545, 1547.  2194 

Knowledge,  aeronautical 1545,  1547,  2194 

Skill,  aeronautical: 
Editorial  changes;  deletion  of  "in  solo 

flight" 1545.1547,2194 

^*  Emergency  maneuvers  (spirals,  side 
slips,  etc.);  proposed  rule  mak- 
ing    1545, 1547 

Radio  skin 1545.1547.2194 

Pilot  regulations: 
Log-books: 

Contents — -  1545.  1548.  2194 

Logging  of  pilot  flight  time.  _  1545.1548,2194 
Recent  experience  requirements: 

Instrument   flight 1545,  1548.  2194 

Passenger  flight  (day  and  night) 1545. 

1547. 2194 

Without  passengers;  deletion _. .    1545, 

1547. 2194 
Alr-trafflc    control-tower    operator    certlfl- 

Air  traffic  control  procedures  to  be  applied 

by  (CAA  rules) 3327 

Airport  traffic  control  procedures 3335 

Approach  control — fan  marker  approach 

procedures 3349 

General;      procedures,      responsibility. 

types  of  control  services,  etc 3327 

Instrument  flight,  procedures  for  control 

of 3329 

Search  and  rescue  facilities,  procedures 

for  alerting 3351 

Change  of  address,  proposed  rule  making. .    3644 
Character   of   ratings;    qualifications   for 

Junior   rating 1545.1548.2196 

Examinations,  general;   reexamination 

after  failure,  proposed  rule  making...    2360 
Dispatcher,  aircraft,  certificates: 
Change  of  address,  proposed  rule  making.  _    3644 
Reexamination  after  failure;  proposed  rule 

making.-- 2360 

Engineer,  filght.' certificates: 
Certification    rules;    reexamination    after 

failure.  propa«:ed  rule  making 2360 

Change  of  address,  projwsed  rule  making..     3644 
Definitions  _ - 1545. 1548.  2196 


Pag« 


CIVIL  AERONAUTICS  BOARD — Continued 

Civil  air  regulations— Continued 

Regulations  prior  to  reissuance — Continued 
Certificates  and  ratings — Continued 
Airmen — Continued 
Engineer,  flight,  certificates — Continued 

Requirements  for  certificate;  experience.-    154a. 

1548.  2196 
Lighter- than -air  pilot  certificates: 

Change  of  address,  proposed  rule  making..     3644 
Examinations    and    tests;    reexamination 

after  failure,  proposed  rule  making —     2360 
Requirement    for    physical    examinatioo 
prior  to  taking  written  examinations 
for  pilot  ratings,  elimination  of: 
Commercial  lighter-than-air  pilot  cer- 
tificate  110 

Private  lighter-than-air  pilot  certificate-       110 
Mechanic  certificates: 

Certificates  with  propeller  or  aircraft  ap- 
pliance ratings;  extension  of  effective 

period 2360.  3198 

Change  of  address,  proposed  rule  making..     3644 
Reexamination  after  failure;  proposed  rule 

making 2360 

Navigator,  flight,  certificates: 
Certification    rules;    reexamination    after 

failure,  proposed  rule  making 2360 

Change  of  address,  proposed  rule  making--     3644 
Parachute  technician  certificates: 

Change  of  address,  proposed  rule  making..-   3644 
Examinations    and    tests;    reexamination 

after  failure,  proposed  rule  making —     2360 
Personnel  licensing  standards;  proposed  rule 

making 1545 

Pilot  certificates: 
Aircraft,  flight  Instructors,  and  Instrument 
ratings: 

Aircraft  rating  competence 1545, 

1547,  1709.  219^.  3325 

Aircraft  type  ratings 1545.  1546.  2192 

Instrument  rating: 

Experience 1545.  1547.  2192 

Knowledge 1545.  1547.  2192 

Certification  rules,  military  competence; 
aircraft  category,  class,  and  type  rat- 
ings based  on  military  competence. ..    1545. 

1547.2192 
Change  of  address,  proposed  rule  making..     3644 
Commercial  pilot  rating: 
Experience,  aeronautical;  powered  air- 
craft    1545. 1546. 2192, 3521 

Skill,  aeronautical;  powered  aircraft—    1709. 

3326 

Drfinitlons 1545,  1547.  2193 

Editorial  changes;  substitution  of  words 

•category",  "type",  etc 1545.1546.2192 

Examinations    and    tests;    reexamination 

after  failure,  proposed  rule  making.—     2359 

Pilot  certificate  and  ratings;  Issuance 1545, 

1546,  2192 
Private  pilot  rating: 
Experience,  aeronautical;  powered  air- 
craft  - 1709. 3325 

Skill,  aeronautical;  powered  aircraft—     1709, 

3325 
Requirement    for    physical    examination 
prior  to  taking  written  examinations 
for  pilot  ratings,  elimination  of: 

Commercial  rating 109 

Private  rating 109 

Radio  operator,  flight,  certificates: 

Certification    rules;    reexamination    after 

failure,  proposed  rule  making 2360 

Change  of  address,  proposed  rule  making..     3644 
Commercial  operator  certification  and  operation 

rules 943.  1437 

Communications  equipment  and  facilities  for 
long    over-water    flight,    proposed     rule 

making 3123,  3709 

Revision  proposed 3920 

Take-off  weight,  maximum,  Alaskan  air  car- 
riers; proposed  rule  making 3415 

Danger  areas,  over  Army.  Navy,  and  Air  Force 
installations.    See  Air  traffic  rules. 


CIVIL  AEJIONAUTICS  BOARD— Continued  ^^^^  \ 

Civil  air  regulations — Continued 

Regulations  prior  to  reissuance — Continued 
Explosives  and  other  dangerous  articles,  transpor- 
tation of 2785 

Cargo  aircraft -r'^ZTT, 

Definitions,  packing,  marking,  and  labeling  re- 
quirements  2787 

Exempted  articles ^'»» 

Loading  and  handling  requirements ^ 'hb 

Passenger-carrying  aircraft ^^^^ 

Foreign  air  carriers: 
Aircraft  airworthiness;  editorial  changes,  sub- 
stitution  of   word   "type",   proposed    rule 

makine  1545.    1549 

DefiStlons^-— — "-— 1545.  1549.  2198 

Foreign  government  personnel,  military,  special 

flight  instruction 1004 

Irregular  air  carrier  rules  and  off-route  rules.  934,  \izi 
See  also  Nonscheduled  air  carrier  certification 

and  operation  rules. 
Operating    limitations    for    large    passenger- 
carrying  airplanes: 
Take-off  limitations  for  transport  category; 

temperature  accountability 1411,  3744 

Weight  limitations,  maximum  take-off  weight 
for  Alaskan  air  carriers,  proposed  rule 

making r,——. 

Radio  communications  system  and  navigational 
equipment  for  large  aircraft;  communica- 
tions equipment  and  facilities  for  long  over- 
water  flight,  proposed  rule  making..-  3123.  3709 
Non<;cheduled  air  carrier  certification  and  opera- 
tion rules :  ,  ^     - 
See  also  Irregular  air  carrier  rules  and  off- 
route  rules. 
Aircraft   requirements;    use   of   supplemental 

oxygen,  proposed  rule  making 1333 

Flight  operation  rules :  ,      ,^ »  * 

Instrument  approach  and  landing  rules.  CAA 


rules. 


37 


Weather  mlnlmums;  take-off  and  lanamg. 

Q/^  rules.-— - -        ^' 

Miscellaneous  rules;  manual,  CAA  rules 37 

Nontransport    type    aircraft,    single-engine    or 
multlenglne.  scheduled  air  transportation  of 

passengers  in;  proposed  rule  making 2093 

Off- route  sales.    See  Irregular  air  carrier  rules 

and  off-route  rules. 
Operation  rules,  general,  for  aircraft: 
Aircraft    certification,    operating    limitations; 
special  flight  Instruction  for  military  per- 
sonnel of  foreign  governments 1004 

Definitions 1545,  1549.  2198 

Editorial  changes;  substitution  of  words  "cate- 

gory,"  "type" 1545,  1549.  2197 

Maintenance;  inspections.  CAA  rules « 

Pilot  rules  (general) : 

Logging  of  flight  time,  private  and  commer- 

qIo] - «__———-  1545.  1549.  /19I 

Parachutes""— ZI -I 1444.  3373 

Pilot  certificate ^  ;^J^' 

Pilot  logbooks 1545,  1549,  2197 

Private  and  commercial   pilot  privileges  and 
limitations: 
Flight  Instruction  limitations,  endorsement  of 

student  pilot  certificates.. 1545, 1549,  2197 

Rating  requirements —  1545,  1549,  2198 

Recent  flight  experience,  general—  1545.  1549.  2198 
Student  pilot  limitations: 

General  limitations 1545.  1549.  2197 

Requirements  for  first  solo 1709.  335^ 

Safety  proceedings,  rules  of  practice;  proposed 

rule   making 2574 

Scheduled  air  carriers: 
Certification: 
Air  carrier  operating  certificates  for  local 
areas,  for  aircraft  under  12,500  lbs.  take- 
off weight;  Issuance  of 3915 

Definitions 1545,  1548.  2196 

Editorial  changes:  substitution  of  words 
"type."  "fiight  time  as  pilot  In  com- 
mand"  -—  1545.  1548.  2196 


1409 


1409 


CIVIL  AERONAUTICS  BOARD— Continued  ^^e" 

Civil  air  regulations— Continued 

Regulations  prior  to  reissuance — Continued 
Scheduled  air  carriers — Continued 
Certification— Continued 
Long  distance  domestic  flights  at  certain  al- 
titudes; extension  of  effective  period-  2047,  3199 
Passenger  minimum  requirements;  air  car- 
rier operation  skill,  route  proving  fiights 

(CAA  rules) 37 

Single  engine  and  non-transport  type  air- 
craft, scheduled   air  transportation   of 
passengers  in;  proposed  rule  making...     2093 
Operations  outside  continental  limits  of  United 
States : 
Aircraft  requirements: 

Operation  limitations  for  transport  cate- 
gory airplanes,  take-off  limitations  to 
provide  for  engine  failure;  tempera- 
ture    accountability,     proposed     rule 

making 1411 

Use  of  supplemental  oxygen;  proposed  rule 

«  making 1333 

Airman  rules: 
Flight  radio  operator,  fiight  time  limita- 
tions; interpretation  of  "scheduled  to 

fly" 

Pilot,  fiight  time  limitations  for  (two  pilots 

and   one   additional   crew   member) ; 

interpretation  of  "scheduled  to  fly".-. 

Cargo  operation  rules;  definitions..  1545.  1548,  2197 

Communications  equipment  and  facilities  for 

long    over-water   flight,    proposed    rule 

making 3123.  3709 

Editorial    changes;    substitution    of    words 

"type."  "pilot  In  command."  etc.  1545. 1549, 2197 
Miscellaneous  operation  rules : 

Aircraft  proving  tests,  CAA  rules 37 

Irregularity  reports.  CAA  rules 37 

Operations  manual.  CAA  rules 37 

Reports.  CAA  rules 37 

Route  operation  proving  flights.  CAA  rules.        37 
Passenger  operation  rules;  aircraft  require- 
ments, operating  limitations  on  airplanes 
certificated    under    transport    category. 

temperature   accountability 3744 

Operations  within  continental  limits  of  United 
States : 
Air  carrier  operatinc  certificates  for  local 
areas.  Issuance  of;   for  aircraft  under 

12.500  lbs.,  take-off  weight 3919 

Airmen : 
Airmen  utilization,  and  airmen  records; 

CAA  specifications,  editorial  changes-        38 
Pilot  technique  maintenance: 

Responsibility  of  operator;  proposed  rule 

making 1545,  1550 

Training  program;   CAA  specifications, 

editorial  changes 38 

Second  pilot;  logging  flight  time—  1545. 1550.  2199 

Definitions 1545.  1549.  2199 

Editorial    changes,    substitution    of    words 

"category."  "type,"  etc 1545.  1549.  2199 

Flight  operations: 
Dispatching  rules  (for  clearance) ;  operat- 
ing limitations  upon  airplanes  cer- 
tificated under  transport  category 
requirements,  general  limitations,  tem- 
perature accountability 1411.3744 

Flight  altitude  rules;  use  of  supplemental 

oxygen,  proposed  rule  making 1333 

Instrument  approach  rules;  approach  and 

landing  limitations.  CAA  rules 38 

Miscellaneous  rules;   air  carrier  aircraft 

proving  period.  CAA  rules 38 

Long  distance  domestic  fiights  at  certain  al- 
titudes; extension  of  effective  period-  2047,  3199 
Operations  manual ;  delivery  of  copies,  CAA 

specifications,  editorial  change 38 

Single  engine  and  non-transport  type  air- 
craft, scheduled  air  transportation  of  air 
passengers  in;  proposed  rule  making —    2093 
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CIVIL  AERONAUTICS  BOARD—Continutd 
Civil  air  regulations — Continued 

Regulations  reissued  as  of  July  16.  1949 4033 

Air  carriers: 

Accidents  and  missing  aircraft  reports.    Se« 

Aircraft  accidents. 
Commercial  operators.    See  Commercial  opera- 
tor certification  and  operation  rules. 
Explosives,  transportation  of.    See  Explosives. 

transportation  of. 
Foreign.    See  Foreign  air  carriers. 
Irregular.    See  Irregular  air  carrier  and  off- 
route  rules. 
Scheduled.    See  Scheduled  air  carriers. 

Air  traffic  rules *286 

£>anger  areas  over  Army,  Navy,  and  Air  Force 
installations  in  various  States  and  terri- 
tories; designation  of 4287. 

4665.  5122,  5145.  5426,  5970,  6287.  6383,  6596. 
6676    7057.  7198,  7269,  7308.  7479.  7577,  7641. 
7883. 
General  flight  rules  (GFR) : 

Adherence  to  air  traffic  clearances  required 
of  scheduled  air  carriers  (CAA  rules); 

proposed  rule  making 5434 

Aircraft  lights,  proposed 7810 

LaGuardia  Airport,  N.  Y..  traffic  patterns 

(CAA  rules);  runway 5745 

Light  signals  (CAA  rules) 5746 

Minimum  safe  altitudes;  instrument  altitude 
minimums  on  various  airways,  routes  be- 
tween various  cities  on  red.  blue,  green. 

and  amber  airways 6427-6438 

Instrument  altitude  minimums.    See  General 

flight  rules. 
Instrument  flight  rules  (IFR) : 
Air  traffic  clearances  required  of  scheduled  air 
carriers    (CAA    rules);    proposed    rule 

making 5434 

Instrument    approach    procedure,    standard 

(CAA  rules) .__  6875-6943,  7177.  7427,  7471.  7834 
Radio  communications  required  of  scheduled 
air  carriers  (CAA  rules) ;  proposed  rule 

making 5434 

International  rules  of  air.  implementation  of. 
See  International  Civil  Aviation  Organiza- 
tion, below. 
Aircraft  accidents  and  missing  aircraft: 
Investigation   of   aircraft  accidents  occurring 
at  or  near  certain  cities : 
Akron.  Ohio;  Akron-Canton  Airport  near...    6981 

Boeing  Field.  Seattle.  Wash 4830 

Chatsworth.  Calif 4623 

Chesterfield,  N.  J 4914 

Cheyenne.  Wyo 6411 

Detroit  City  Airport.  Detroit.  Mich 7238 

Los   Angeles.   Calif 6234 

Memphis  Municipal  Airport,  Memphis.  Tenn.     3790 

Milwaukee.  Wis 5220 

Shannon.   Eire 5575 

Vallejo,  Calif ^545 

Wa.shin(rton.  D.  C 6777.  7625 

Wyandotte,  Mich 5851 

Notice  and  reports  of 4319 

Airworthiness: 

Aircraft,  limited  category 4186 

Aircraft  equipment: 

Engine 4186 

Airworthiness  requirements;  identification 

plate 6770,  7469 

Equipment 4190 

General : 
Alternate  procedure  for  approval;  pro- 
posed       5848 

Identification  data 6770.  7469 

Landing  gear  equipment: 

Brakes 6770 

Landing  gear  wheels 8770 

Scope  of  regulations:  proposed 5848 

Safety  equipment;  safety  belts,  rescission, 

proposed 5848 

Propeller -- 4188 

Identification  daU 6770,  7469 

Radio  equipment 4197 
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CIVIL  AERONAUTICS  BOARD — Continued 

Civil  air  regulations — Continued 

Regxilations  reissued  as  of  July  16,  1948 — Continued 
Airworthiness — Continued 
Airplane: 

Airplane  airworthiness . *072 

For  regulations  effective  November  1945. 
see  Normal,  utility,  acrobatic  and  re- 
stricted purpose  cat^egorles,  and  Trans- 
port categories,  below. 
Alaskan   air  carriers,   maximum   take-ofi 

weight;  special  regulation  (SR^337)..    5865 
Detail  design   and  construction,  fuselage 
and  cabins: 
Passenger  and  baggage  compartments: 
passenger    chairs    (cross    reference 
note,  safety  belt  requirements),  pro- 
posed      5848 

Pilot  compartment:  identification  plate. 

rescission 6*^69 

Equipment : 

Installation  requirements;  safety  equip- 
ment, safety  belts,  proposed 5848 

Non -air  carrier  (NAO  airplanes: 
Life  rafts  and  life  preservers    (CAA 

rules',   correction 7756 

NAC  landplanes,  visual  contact  day  fly- 
ing   (within    100    miles    of    fixed 

base) ;  safety  belts,  proposed 6848 

Miscellaneous  requirements;  identification 

plate 6769,  7469 

Performance;  operation  limitations: 

Center  of  gravity  limitations;  new  pro- 
duction aircraft — empty  weight  and 
c.  g.  determination  (CAA  policies)—    6282 
Weight;  new  production  aircraft — empty 
weight  and  c.  g.  determination  (CAA 

policies) 6282 

Power-plant  installation,  power-plant  in- 
struments, controls,  and  accessories: 

controls 6769 

Structural  loading  c«iditlons,  special  load- 
ing conditions;  safety  belt  loads,  pro- 
posed     5848 

Table,  correction 4923 

Limited  category  aircraft 4186 

Normal,  utility,  acrobatic,  and  restricted  pur- 

FKXse  categories 4036 

For  regulations  effective  prior  to  November 
13,  1945.  see  Airplane  airworthiness, 
above. 
Airworthiness  requirements;  changes  of  en- 
gines (CAA  policies),  corrections 7177 

Design  and  construction,  control  systems; 
wing   fiap    position    Indicators    (CAA 

policies* 5742 

Equipment: 
Required  basic  equipment,  miscellaneous; 

safety  belts,  proposed 5848 

Safety   equipment.   Installation;    safety 

belts,  proposed 6848 

Flight  requirements,  weight  range  and 
center  of  gravity;  new  production  air- 
craft, empty  weight  and  c.  g.  determi- 
nation (CAA  policies) 5742 

Identification  data;  identification  plate..    6769. 

7469 
Performance  requirements;   take-off  per- 
formance (CAA  policies)  correction.-    7177 

Transport  categories 4102 

.  For  regulations  effective  prior  to  November 
9.    1945,   see   Airplane    airworthiness, 
above). 
Airplane  identification  data;  identification 

plate -.X 6769,7469 

Airworthines^v  requirements;    definitions, 

speeds.  coh«^ction 6978 

Design    and    construction,   landing    gear; 

limit  drop  tests,  correction 6978 

Equipment: 

Miscellaneous    equipment.    Installation, 
oxygen  system: 
Equipment  standards: 

For  dispensing  units 6307 

For  distribution  system 5307 


CIVIL  AERONAUTICS  BOARD — Continued  ^^^c 

Civil  air  regulations— Continued 
Regulations  reissued  as  of  July  16.  1949 — Continued 
Airworthiness — Continued 
Airplane — Continued 

Transport  categories — Continued 
Equipment — Continued 
Miscellaneous    equipment,    installation, 
oxygen  system — Continued 
Means  for  determining  use  of  oxygen..     5307 
Oxygen  equipment  and  supply,  gen- 
eral       5307 

Required    minimum    mass    flow    of 

oxygen 5307 

Supplemental  breathing  equipment  re- 
quirements       5307 

Required  basic  equipment;  safety  belts. 

propo.sed 5848 

Safety    equipment,    installation;    safety 

belts,  proposed 5848 

Power-plant  installation,  reciprocating  en- 
gines, fuel  system;  fuel  pump  and  fuel 

pump  installation,  correction 6978 

Strength  requirements: 

Emergency  landing  conditions;  general, 

safety  belts,  proposed 5848 

Flight  loads: 
Symmetrical  flight  conditions: 

Design  air  speeds,  correction 6978 

Gust  load  factors,  correction 6978 

Unsymmetrical  flight  conditions;  yaw- 
ing conditions,  correction 6978 

Water  loads,  boat  seaplanes;  bow  loading 

conditions,   correction 6978 

Certificates,   airworthiness 4034 

International  Civil  Aviation,  Convention  on: 
Annex  8.  See  International  Civil  Aviation 
Organization,  below. 

Rotorcraft 4179 

Equipment: 

Minimum    equipment:     approved     safety 

belts,  propo-sed 5848 

Safety  belts,  proposed 5843 

Operational  data;  identification  plate..  6769,7469 
Strength  criteria,  miscellaneous  structures: 

safety  belt  loads,  proposed 5848 

Alaskan  air  carriers,  maximum  take-off  weight; 

special  regulation    (SR-337) 5865 

Balloons,  moored,  operation  of 4277 

Certificates  and  ratings: 
Air  agencies: 

Airman  agency  certificates ^-»i 

Certificate;  school  ratings: 

Commercial  flying  school 4985,6716 

Primary  flying  school 4985,6716 

General;  change  of  location — 54-5 

Requirements : 
Airport  requirements  for  approved  air- 

«  man  agencies  (CAA  policies) 5745 

Flying  school  curriculum: 

Commercial  flying  school 4985.  6716 

Commercial  pilot  training  curriculum 
requirements  for  approved  airman 

agencies  (CAA  rules) 6286 

Primary  and  commercial  pilot  train- 
ing curriculum  requirements  for 
approved  airman  agencies    (CAA 

rules) 6286 

Primary  flying  school 4985.  6716 

Primary  flying  school  rating.  Issuance 
of  airman  agency  certificate  with; 

special  regulation  (SR-336) 5710 

Ground    school    curriculum;    advanced 

ground   school ^ 4985,  6716 

Ground  Instructor  rating 4282 

Ground  Instructor  certificates;  change  of 

address 5425 

Mechanic  school  rating 4283 

Mechanic  school  certificate;  change  of  lo- 
cation     5425 

Proposed  rule  making "540 

Parachute  loft  certificates  and  ratings 4285 

Issuance  and  duration;  change  of  location.    5426 

Repair  station  rating 4283 

Foreign  repair  station  certificate  and  rat- 
ings, correction 6059 
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CIVIL  AERONAUTICS  BOARD — Continued 
Civil  air  regulations— Continued 
Regulations  reissued  as  of  July  16,  1949— Continued 
Certificates  and  ratings — Continued 
Air  agencies — Continued 

Repair  station  rating — Continued 

Proposed  rule  making 7537 

Repair  station  certificates;  change  of  loca- 
tion  5425 

Airmen: 

Airline  transport  pilot  rating *^0^ 

Airline  transport  pilot  competence  certifi- 
cate: change  of  address 5423 

Air-traffic    control-tower    operator    certifi- 
cates      4213 

Issuance   and   expiration  of   certificates; 

change  of  address 5424 

Qualifications  for  ratings: 

Junior  rating  (CAA  rules) 6283 

Senior  rating  (CAA  rules) 6283 

Dispatcher,  aircraft,  certificates 4240 

Aeronautical  experience;  requirements  for 
approved    aircraft   dispatcher   course 

(CAA  policies) 6283 

Change  of  address 5424 

Engineer,  fiight,  certificates 4243 

Certification  rules:  change  of  address — .'_-    5424 

Proposed  rule  making 6091 

Requirements  for  approved  fiight  engineer 

courses  (CAA  policies) 5743 

Llghter-than-air  pilot  certificates -.     4206 

Change  of  address 5423 

Mechanic  certificates 4209 

Change  of  address 5423 

Proposed  rule  making "7535 

Navigator,  flight,  certificates ..     4243 

Certification  rules;  change  of  address 5424 

Proposed  rule  making 6090 

Parachute  rigger  certificates: 
See  also  Parachute  technician  certificates. 

Proposed  rule  making 6409 

Parachute  technician  certificates 4210 

Issuance    and    duration    of    certificates; 

change  of  address 5423 

Physical  standards  for  airmen 4241 

Waiver    of    physical    standards    for    air- 
men   6858,  7727 

Pilot  certificates 4193 

Aircraft,  fiight  instructor  and  instrument 
ratings : 

Aircraft  category  rating 4823 

Aircraft  type  ratings 4823 

Airplane  class  ratings 4823 

Certification  rules;  change  of  address 5423 

Commercial  pilot  rating;  aeronautical  skill. 

powered  aircraft  (correction) 6059 

Pilot  certificate  and  ratings;  graduates  of 

*  certificated  fiying  schools,  revision 7757 

Radio  operator,  fiight,  certificates 4242 

Certification  rules;  change  of  address 5424 

Proposed  rule  making 6089 

Airworthiness  certificates 4034 

Operating  certificates,  for  aircraft  and  air  car- 
riers : 
For  air  carriers.    See  Irregular  air  carrier, 

and  Scheduled  air  carriers. 
For  aircraft.    See  Operation  rules,  general. 

Type  and  production  certificates 4034 

Rules,  identification ■- 6768.  7469 

Commercial  operator  certification  and  operation 

rules 4276.6145 

Alaskan  air  carriers,  maximum  take-off  weight; 

special  regulation  (SR-337) 5865 

Certificate  required;  proposed 7487.  7667 

Communications  equipment  and  facilities  for 
long    over-water    flight;    proposed    rule 

making 5975 

Operating   rules;    proposed 7487.7667 

Danger  areas,  over  Army.  Navy,  and  Air  Force  in- 
stallations.   See  Air  traffic  rules. 

Explosives,  transportation  of 4277 

Foreign  air  carriers 4276 

General;   editorial  changes,  deletion  of  word 

"scheduled" 4847 
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CIVIL  AERONAUTICS  BOARD — ConHnued 

Civil  air  regulations— Continued 
RegtUations  reissued  as  of  July  16.  1949— Continued 
Foreign  air  carriers — Continued 

Operation  under  Convention  of  International 
Civil  Aviation  Organization,  requirements 

for: 
See  also  International  Civil  Aviation  Organi- 
zation, helow. 
Notification  as  to  continued  requirements  re- 
specting: 

Dispatching  system J'^* 

Operational  control *l^^ 

Weights ---    **32 

Instrument  altitude  minimums  for  flying.    See 

Air  traflBc  rules.  

Instrument  flight  rules   (IFR).    See  Air  traffic 

rules.  , 

International  Civil  Aviation.  Convention  on.  See 
International  Civil  Aviation  Organization, 
below.  -_ 

Irregular  air  carrier  and  off-route  rules ^-iw 

Aircraft  equipment:  * 

Basic  required  instruments  and  equipment 
for  aircraft: 

VPR  (day) ;  safety  l)elts.  proposed 5848 

VFR  (night),  position  lights: 

For  aircraft  of  12.500  pounds  or  more 
maximum       certificated       take-off 

weight;  proposed 7810 

For  other  aircraft;  proposed 7810 

Equipment  standards..* 5310 

Oxygen,  supplemental 5310.  5488 

Pressurized    cabin    airplanes,    supplemental 

oxygen  requirements  for 5310 

Protective   breathing   equipment   for   flight 

crew "l*^ 

Radio  communications  system  and  naviga- 
tional equipment  for  large  aircraft;  com- 
munications equipment  and  facilities  for 

long  over-water  flight,  proposed 5975 

Alaskan  air  carriers.  Maximum  take-off  weight ; 

special  regulatloiHSR-337) 5865 

Cargo,  scheduled  air  transportation  of;  special 

regulation  (SR-334) *847 

Flight  operation  rules: 
Instrument  approach;  standard  instrument 

approach  procedures  (CAA  policies  > 6875 

Weather  minimums;  standard  instrument  ap- 
proach procedures  (CAA  policies) 6875 

Operating  limitations  and  performance  data  for 
large,   passenger-carrying,   non-transport 

category  aircraft  (CAA  rules) 6285. 

Part  headnote,  contents  entry,  correction  of... 

Redeslgnation ""^l 

Resort  Airlines.  Inc.;  special  regulation  (SR- 

338) 6295.  6998 

Maintenance.'repalr  and  alteration  of  certificated 
aircraft  and  of  aircraft  engines,  propellers 

and  Instruments JJ^J 

Proposed  rule  making '•'•'^ 

Non-scheduled   air  carriers.    See  Irregular  air 

carrier  and  off-route  rules. 
Off-route  rules.    See  Irregular  air  carrier  and  off- 
route  rules. 

Operation  rules,  general,  for  aircraft 4^71 

Instruments  and  equipment  for  NC  powered  air- 
craft with  standard  airworthiness  certlfi- 

Contact  flight  rules  (day) ;  safety  belts,  pro- 
posed  

Contact  flight  rules  (night) :  position  lights: 
For  aircraft  of  12,500  pounds  or  more  maxi- 
mian  certificated  take-off  weight;  pro- 
posed  

For  other  aircraft;  proposed 7810 

Private  and  commercial   pilot  privileges  and 

limitations:  private  pilot,  proposed 5280 

Rules  of   practice   governing  safety   cases   and 

petitions  for  waiver  of  civil  air  regulations..    4321 
See  also  Procedural  regulations,  below. 

Rescission "^^^^ 

Safety  cases,  rules  of  practice  governing.    See 
Rules  of  practice. 
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CIVIL  AERONAUTICS  BOARD — ConHnued 

Civil  air  regulations— Contmued  . 

Regulations  reissued  as  of  July  16.  1949— Continued 
Scheduled  air  carriers: 

Certification,  operating - 

Air  carrier  operating  certificates.  Issuance  or. 
to  persons  holding  temporary  certificates 
of  public  convenience  and  necessity;  spe- 
cial regulation  (SR-335) 4522.5389 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period,  pro- 
posed  ---- 

International  operation :  Annex  6  to  Convention 
on  International  Civil  Aviation.    See  Inter- 
national Civil  Aviation  Organization,  below. 
Operations  outside  continental  limits  of  United 

States IT"'""-" 

Alaskan    air    carriers,    maximum    take-on 

weight;  special  regulation  (SRr-337) 

Communications  equipment  and  facilities  for 

long  over-water  flight,  proposed 5975 

Flashlight  provided  for  each  crew  member  on 
flight  deck  duty;  proposed  rule  making. - 
Passenger  operation  rules: 
Aircraft  requirements: 

En  route  limitations;  airplanes  with  four 
or  more  engines,  two  engines  inop- 
erative, sufficient  fuel,  proposed. 
Instruments  and  equipment: 

Equipment  standards 5308 

Instruments  and  equipment  required 
for  continuance  of  flight: 
Position  lights  for  aircraft  of  12.500 
pounds  or  more  maximum  certifi- 
cated take-off  weight;  proposed.     7810 
Position   lights  for  other  aircraft; 

proposed 7810 

•     Pressurized   cabin   airplanes,   supple- 
mental oxygen  requirements  for..    5308 
Protective    breathing    equipment    for 

flight  crew 5308 

Safety  belts:  proposed 5848 

Supplemental  oxygen 5308 

Airman  rules;  flight  navigator  when  re- 
quired, crew  complement  (CAA  rules). 

proposed  rule  making 

Roirte  requirements;  day  over  -  the  -  top 
short  distance  operations  (CAA  poli- 
cies)   ---- 

Resort  Airlines,  Inc..  special  regulation  (SR- 

338) 6295. 

Operations  within  continental  limits  of  United 

States -- 

Air  carrier  operating  certificates.  Issuance  ol. 
to  persons  holding  temporary  certificates 
of  public  convenience  and  necessity,  spe- 
cial regulation   (SR-335) 4522.5389 

Flight  operations: 

Dispatching  rules  (for  clearance) : 

Flight  equipment,  editorial  change 4823 

Visual-contact    day    operation;    safety 

belts,  proposed 5849 

Visual -contact  night  operation,  position 
lights : 
For  aircraft  of  12.500  pounds  or  more 
maximum    certificated    take  -  off 

weight:  proposed 7810 

Pbr  other  aircraft;  proposed 7810 

Plight  altitude  rules: 

Equipment   standards 5311. 

Oxygen,  supplemental 5311 

Pressurized     cabin     airplanes,     supple- 
mental oxygen  requirements  for 5311 

^otective  breathing  equipment  for  flight 

crew 6311 

Standard  instrument  approach  procedures 

(CAA  policies  and  rules) 6943 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period,  pro- 
posed     "^362 

Waiver  of  civil  air  regulations,  petitions  for.    See 
Rules  of  practice. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
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4637 


6744 
6998 
4304 


Prior  to  revision: 

Accounts,  records,  and  reports: 
Forms  of  reports  of  financial  and  operating  sta- 
tistics ■ 
Air  carriers  holding  certificates  of  public  con- 

venlence  and  necessity.- o^J 

Alaskan  air  carriers -—""--      ^"^^ 

Preservation  of  accounts,  records,  and  memo- 

randa;  proposed  rule  making — -     io»o 

Reports  of  financial  and  operating  statistics; 
flight  report  by  large  irregular  air  carriers, 
agreements  with  agencies,  etc.,  proposed...    1895 
Certificates  of  public  convenience  and  necessity; 
terms,  conditions  and  limitations  of  certifi- 
cates authorizing  Interstate  and  overseas  air 
transportation,   provisions   as  to   scheduled 

stops **'^ 

Classifications  and  exemptions: 
Air  freight  forwarders;  letters  of  registration. 

application  for  letter  of  registration — —-    1518 
Application  for  exemptions;  notice  of  appUca-     ^^^^ 

irreiXr^iycs.rrTeri:::::::::"^^^^^ 

Instructions  for  applications  for  individual 

exemptions 2587,  2599 

Reporting      requirements,      proposed     rule 

making ^^^^ 

Free  and  reduced-rate  transportation: 
Access  to  aircraft  for  safety  purposes,  requesjj^   ^^^^ 

DelegaUon'of  Tuthorl'ty'to"Direct(fr,  Bureau  of 
Economic  Regulations,  respecting  applica- 
tions to  furnish.    See  Organization  and 

functions.  loo    hcir 

Postal  employees,  free  travel  for 188.  ii^o 

Procedure,  evidence  and  definitions: 

Definitions  of  terms  used  in  rules,  regulations 

and  orders  of  Board;  redeslgnation...  3522.  352J 

Nondisclosure  of  information  obtained  by  rep- 
resentatives of  Board  in  course  of  examina- 
tions studies,  and  investigations;  deletion. 

Representation  of  private  parties  by  persons 
formerly  associated  with  Board;  redeslgna- 
tion        otoo 

Rules  of  practice:  redeslgnation— ^^^^ 

"^Delegation  of  authority  to  Director.  Bureau  of 
Economic  Regulations,  respecting  dismis- 
sal of  investigations  of  certain  tariffs  or 
tariff  rules.    See  Organization  and  func- 

Flling  posting  and  publishing  of  tariffs  by  air 
carriers  and  foreign  air  earners: 

Application  for  special  tariff  permission 1821 

Filing  of  initial  tariffs ^--r 

Time  for  filing  Initial  tariffs;  proposed  rule      ^^^ 

Revlsion'?ff^tWe"aroTyul7iri949:::"-:-l--.  3522  4323 

Accounts,  records  and  reports JW8,  iah 

Audit  reports,  submission  of,  by  public  account-     ^^^^ 

ants " 

Financial  and  statistical,  etc..  reports;  filing  of. 
by  carriers: 

Air  freight  forwarders «^^ 

Alaskan  air  carriers —    *'^^^ 

Cargo  carriers.    See  Air  freight  forwarders. 

Certificated  air  carriers — V0V7   S 

Irregular  air  carriers.. 4337    6806 

Noncertificated  air  carriers 4337,  b»uo 

Preservation  of  accounts,  records  and  memo- 

randa ^340 

Records;  direct  alrport-to-alrport  mileage  rec- 

ords — - *340 

Stock  ownership,  etc.,  reports  of: 

By  affiliates «40 

By  air  carriers yj^/ 

Agreements  of  air  carriers •»!>'»3.  ^^" 

Filing  of  ***** 


CIVIL  AERONAUTICS  BOARD— Continued 

Economic  regulations— Continued    ^    ^     ^.        . 
Revision  effective  as  of  July  1.  1949— Continued 
Air  freight  forwarders: 

Classification  and  exemption.    See  Classifica- 
tion and  exemption  of  carriers. 
Reports.    See  Accounts,  records  and  reports. 
Alaskan  air  carriers: 

Classification  and  exemption.    See  Classifica- 
tion and  exemption  of  carriers. 

Regulations  applicable  to,  listed ^-Ja" 

Reports.    See  Accounts,  records  and  reports. 
Cargo  carriers: 
Classification  and  exemption.    See  Classifica- 
tion and  exemption  of  carriers. 
Reports.    See  Accounts,  records  and  reports. 
Certificates  of  public  convenience  and  necessity—   3W4 


3522 


3522 


With  foreign  countries. 


4345 


4323 
Applications  for *323 

SprvicG ' 

Temporary  interruption  or  change  of  route—    4327 
Temporary  suspension —    4326 

Terms,  conditions  and  limitations 4^^* 

Foreign  transportation — *^^5 

Interstate  and  overseas  air  transportation     _    4dZ4 
Classification  and  exemption  of  carriers 3546.  4345 

Air  freight  forwarders -— ^^^^ 

Limitations,  use  of  aircraft,  proposed ioi* 


Alaskan  air  carriers. 


4349 


Applications  for  exemptions 4345 

Temporary  exemption  of  noncertificated  air 
carriers,  extension  of  limited  air  carrier 

operations 3915 

Cargo  carriers,  noncertificated *^3^ 

Irregular  air  carriers... 4,i4b 

Change  in  weight  limitations  of  small  Irregu- 
lar carriers 5202,  6193 

Definitions  (agreement,  ticket  agents) 6807 

Large  irregular  carriers: 

Conditions  on  operating  authority: 

Agreements  with  ticket  agents o»U7 

Payments  to  or  from  ticket  agents 6807 

Exemption;  limitations  and  scope  of 6807 

Nonapplicability;    redeslgnation d»U7 

Past  violations;  redeslgnation. 6807 

Separability;    redeslgnation ^^»^ 

Tickets  to  be  used,  form  of *>»"' 

Cross-reference  table  of  present  and  former  part, 

section,  and  paragraph  designations 3523  4748 

Definitions  and  instructions 3524,  4J-jj 

Exemptions.    See  Classification  and  exemption 
of  carriers. 

Foreign  air  carriers,  permits  to jozo.  %j^< 

Foreign  air  transportation: 

Agreements  between  air  carriers  and  foreign 

countries 

Certificates  of  public  convenience  and  neces- 
sity  --.- 

Free  and  reduced  rate  transportation  of  certain 

personnel : 
Certain  personnel.    See  Tariffs  of  air  carriers. 
Postal  employees.    See  Mail,  transportation  of. 
Interlocking   relationships.    See  Prohibited   in- 
terests. *■■**' 
Irregular  air  carriers: 

Classification  and  exemption.    See  Classifica- 
tion and  exemption  of  carriers. 
Reports.    See  Accounts,  records  and  reports 

Mail,  transportation  of •^o-'O-  ^^^^ 

Free  travel  for  postal  employees ^-JJo 

Designation  of  certain  employees  to  be  earned 

free ^'^° 

Mail  schedules .1 4335 

Orders  of  Postmaster  General,  review  of 4J^b 

Rates,  petitions  lor  determination  of 4337 

Pooling  agreements.     See  Agreements. 
Prohibited  interests;  interlocking  relationships. . 


4345 
4325 


3543. 
4342 


Records.    See  Accounts,  records  and  reports. 

Reports.    See  Accounts,  records  and  reports. 

Routes,  change  of  route,  temporary.  See  Cer- 
tificates of  public  convenience  and  necessity. 

Service,  temporary  suspension  or  interruption  of. 
See  Certificates  of  public  convenience  and 
necessity. 
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CIVIL  AERONAUTICS  BOARD— ConHnved 
Economic  regulations — Continued 
Revision  effective  as  of  July  1,  1949 — Continued 
Stock  of  air  carriers,  reports  of  ownership.    See 
Accounts,  records  and  reports. 

Tariffs  of  air  carriers ' 3529,  4328 

Piling  and  posting 4331 

Free  and  reduced  rate  transportation 4334 

Safety  Inspectors,  etc 4335 

Traffic  control  and  communications  personnel, 

proposed  rule  making 6776 

Transportation  fiimlshed  under  trade  agree- 
ments; cancellation  of  provisions  re- 
specting      3772 

Preparation  of 4328 

Transportation : 
Free    and    reduced    rate    transportation.    See 

Tariffs  of  air  carriers. 
Mail,  and  postal  employees.     See  Mall,  trans- 
portation of. 
Safety  inspection,  access  to  aircraft  for.     See 
Tariffs  of  air  carriers. 
Foreign  trade  zone;  contemplated  use  of  municipal 
airport.  San  Antonio.  Texas,  for  purpose  of.    See 
main  heading  Foreign-Trade  Zones  Board. 
Hearings,  investigations,  etc.: 
Aircraft  accidents  and  massing  aircraft,  investiga- 
tions of.     See  under  Civil  air  regxxlations. 
Hearings,  etc.: 

Aerolineas  Argentlnas  PAMA 6094,  6158,  6267.  7113 

Aero-Van  Express  Co.,  Inc 1445 

Aero-Van  Express  Corp 7708.  7942 

Air  Cargo.  Inc 5490 

Air  Commuting,  Inc 7364 

Air  freight  case 2838 

Air  freight  rate  investigation 1159, 1366,  6025 

Air  freight  tariff  agreement  proceeding 5490.  5674 

Air  Messages.  Inc 6140 

Air  star  routes;  proposed 5786 

Airline  Transport  Carriers,  Inc 7016.  7281 

Alaska  Airlines,  Inc 1550 

All  American  Airways.  Inc 1900 

American  Air  Transport  and  Flight  School,  Inc—     644. 

6387 

American  Airlines,  Inc 43,  326,  741, 

1829,  1854.  2420.  3382,  3453.  5207.  5347,  5641.  5725 

American  Overseas  Airlines,  Inc 2420,  6412,  7253 

Arizona  Airways,  Inc 6158 

Asbury  Park -New  York  Transit  Corp 7678,  7859 

Beloit-Janesville,  Wis.,  service  to 644 

Bonanza  Air  Lines,  Inc 5695,  7691 

Boston-New  York-Atlanta-New  Orleans  case 2838 

Braniff  Airways,  Inc 229. 

549,  1221.  1445,  1829,  3453 

British  West  Indian  Airways  Limited 4577 

Bryant,  J.  C.  Herbert 3 

Buenos  Aires,  Argentina,  and  New  York,  N.  Y.,  air 

transportation  between 6094,  6158,  6267,  7113 

Burton,  William  S— : 6140 

Canadian  Pacific  Air  Lines,  Ltd 5370 

Capital  Airlines,  Inc.. 24,  43.  326,  2617.  5027,  5207 

Carco  Air  Service 4622 

Caribbean  International  Airways,  Ltd 1114 

Carr,  Clark  M 4622 

Central  Airlines,  Inc 3383,  7253 

Challenger  Airlines  Co 1221.  5490 

Charlevoix,  Mich,  to  St.  James,  Mich.;  afr  star 

route  proposed 5788 

Chicago  and  Southern  Air  Lines,  Inc 229. 

352.  549.  964,  1400,  1445,  1772,  1829 

Cleland,  Cook.  Air  Services,  Inc 6140 

Cleland,  Cook,  Catalina  Airways,  Inc 6140 

Cleland.  Cook,  Ora  Lee.  and  William 6140 

Colonial  Airlines,  Inc 5347 

Continental  Air  Lines,  Inc 1829.  3453 

Cordova  Air  Service,  Inc 147.  1385.  7811 

E>elta  Air  Lines.  Inc 229. 

549,  741.  1445.  1690.  1829,  2124,  2361.  3382,  6666 

Directional  commodity  rates 1159.  1366.  6025 

Eastern  Air  Lines,  Inc 229,  548.  549. 

1445,  1829.  2617,  5027.  5445,  5641,  5695,  5725.  5816 

El-Al  Israel  National  Airlines  Co.,  Ltd 5948,  6491 

Empire  Air  Lines,  Inc 2151,  5027 

European  Scandinavian  Airlines  System 1900 

Fairbanks-Nome  intermediate  points  case 5725 

Florida  Airways.  Inc 3,  718,  7709 
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Hearings,  investigations,  etc. — Continued 
Hearings,  etc. — Continued 

Korlda  trunkllne  service  case 3294 

Foreign  air  transportation  between  Spain  and 

United  States , 6024 

Gill.  Deane 3383 

Guatemala  Clty-Los  Angeles-San  FTanclsco  oper- 
ation      6759 

Hawaii : 

Air  star  route  between  Honolulu  and  Kalau- 

papa;  proposed 5786 

Joint   fares,   proposed   reduction   In.   between 

United  States  and  points  in  Hawaii...  5476.  7811 
Transportation    service   between   Los   Angeles, 

Calif.,  and  Hawaii 2049.  2124 

Hawaiian  Airlines,  Ltd 2049.  2124 

Helicopter  Air  Service,  Inc 7364 

Helicopter  service  case;  New  York  City  area..  7678,  7859 

Hughes  Tool  Co 5165 

"Iberia"  Companla  Mercantil  Anonima  de  Lineas 

Aereas 6024 

Inland  Air  Lines,  Inc 1772.7166 

Inter-American  Airways.  Inc 6499 

International  Air  Transport  Assn.  (LATA) 3712. 

3823. 5491 

Johnson,  F  Kirk 3383 

K.  L.  M.  Royal  Dutch  Airlines : 2664 

Kahle^  Keith  H 3383 

Kahle,  Keith  H  .  Aviation.  Inc 3383 

Kuhn.  Joseph  B 3187 

LaPayette,  Ind.,  and  Chicago,  111.,  air  transporta- 
tion between 3164 

Lake  Taho^.  service  to 2124.  5027 

Land  O'Lakes.  Wis.,  service  to 1048 

Llnea  Aeropostal   Venezolana 1 3355.5910 

Los  Alamos- Albuquerque,  New  Mexico;  air  trans- 
portation between 4622 

Los  Angeles,  Calif.,  and  Hawaii;  trtinsportatipn 

service  between J049.  2124 

Lumberton,  N.  C,  service  to 5695.  5816 

Lydda,  Israel-New  York,  N.  Y..  air  transportation 

between 5948 

Malquetia,     Venezuela-Montreal.     Canada;     air 

transportation  between ^ 3355.  5910 

Matson  Navigation  Co 2049.2124 

Memphis.  Cfty  of.  local  feeder  service  between 

Mississippi,  Louisiana.  Alabama,  and  Georgia.      784 

Metropolitan  Aviation  Corp 7364 

Miami,  Florida-Maiquetia,  Venezuela;  air  trans- 
portation between 3355.  5910* 

Mid-Continent  Airlines,  Inc 229. 

548.  549.  784.  1445.  1854.  4577.  5370.  5476 

Mid-West  Airlines.  Inc _.     7048 

Milwaukee-Chicago-New  York  restrictions 326 

Mississippi  Valley  and  Southeastern  States 784 

Mitchell.  City  of.  S.  Dak.,  service  to 785.  4577 

Monarch  Air  Lines.  Inc 146. 1772.6158 

Monarch-Arizona  merger  case 6158 

Monarch-Challenger  merger  case 6997 

Montreal-New  York  service 4914 

Mt.  McKinley  Airways.  Inc 6140.  6491 

Myrtle  Beach  and  Georgetown.  South  Carolina 3250. 

3567 

National  Airlines.  Inc 549. 

629. 784.  1690.  1829.  5027.  7678 
New  England  Central  Airways  System.  Inc..  784,  5910 

Newport  News.  Va,.  service  to 2617.  5027 

North  Atlantic  route  transfer  case 6412 

Northeast  Airlines.  Inc 784,  5910 

Northern  Consolidated  Airlines.  Inc 7691 

Northwest  Airlines.  Inc . 43. 

326.  644.  1221. 1367.  5207.  5476 
Ocala  and  Gainesville.  Florida;  temporary  serv- 
ice  3294 

Overseas  Scandinavian  Airlines  System 1900 

Pacific  International  Airways 1829 

Pacific  Overseas  Airlines  Corp 2049,  2124 

Pacific  route  amendment  case 5330 

Pan  American  Airways.  Inc 229. 

370.  910.  1221. 1367.  2420.  2618.  6412. 6759.  7166 

Parks  Air  Lines.  Inc _ 5370 

Parks  investigation  case 6370 

Pecos.  Tex,,  service  to  and  from 147 

Peninsula  Airport  Commission  of  Virginia—  2617,  5027 
Peninsula  area  of  Virginia,  service  to 2617 
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CIVIL  AERONAUTICS  BOARD— Continued  ***«• 

Hearings,  investigations,  etc.— Continued 
Hearings,  etc.— Continued  -gjo 

Peninsular  Air  Transport -;7;-:ft;r««orRRTfi  7fi0i 

Piedmont  Aviation.  Inc 2617.5027.5695.5816.7601 

Pioneer  Air  Lines,  Inc ^-,„ 

Puerto  Rico;  additional  service ^JJ 

Purdue  Aeronautics  Corp ^^°* 

?*SV'lnc^ "■::"2i24:236i:3712.  5027 

ia?di  AraWan-i'nve"sTig"a'tro"n: 229.  370.  910. 1367 

Scandinavian  Airlines  System- Uir^q?';  7748 

Seaboard  and  Western  Airlines.  Inc—  Ml.  5975.  7748 

Servicos  Aereos  Cruzeiro  Do  Sul.  Ltda -— -- 

Socorro.    Hot    Springs,    and    Las    Cruces.    New 

Mexico,  service  to ""gd 

Southern  Airways.  Inc ;?. 

Southwest   Airways   Co -—     '  „, 

Springfield,  Mass..  service  to —  oo*^;.  ^ 'jf^ 

Standard  Air  Unes.  Inc — — i^i^  ioM  71^5 

Trans-Canada  Air  Lines *^*2>*oi6  ?28? 

Transcontinental  coach  type  service -  701b.  u^i 

Transcontinental  and  Western  Au:  Inc.        .---       hu. 
1690.  1854.  2420.  4851.  5165.  5695.  7748 

Turner  Airlines.  Inc 3250.  3419.  762& 

Turner.  Roscoe.  Aeronautical  Corp.- 3250.  d^ia 

U.  S.-Europe-Middle  East  cargo  service  case.  .-     5a /» 

United  Air  Unes.  Inc :.;.-- VoVr'l^or'cpQfi'  trii 

2049.   2124,  4622.  5476.   5641.   5725.   6696.   7811 

Val-Air  Lines.  Inc...—-—- TriV'-f-rnR  7Q42 

Viking  Air  Transport  Co..  Inc 1445.  7708.  7942 

Viking  Airliners— \\f'  JJO|'  ^If 

Western  Air  Lines.  Inc.. -  1^72.  6696.  716b 

Wien  Ala-ska  Airlines,  Inc "^a 

Wiggins.  E.  W.,  Airways,  Inc    VnV'fnlg  6575 

Wisconsin  Central  Airlmes,  Inc 805,  1048,  6575 

International  Civil  Aviation  Organization: 
Appendices  to  Convention  on  International  Civil 
Aviation,  adopted  by  Council: 
For  amendments  of  civil  air  regulations  pursuant 
to.  see  specific  categories  under  Civil  air  regu- 

Annex  1  "Standards  and  Recommended  Practices 
for  Personnel  Licensing":  Implementation  of. 
and  notice  of  differences  between  civil  air 
regulations  and  Annex  1... ..— — -—-7     ^^*^ 

Annex  2,  "International  Rules  of  Air  ;  notice  of 
differences VWTW;;;" 

Annex  6,  "Operation  of  Aircraft  Scheduled  Inter- 

national  Air  Services" ^^^** 

Differing  of  civil  air  regulations  from  certain 

provisions  of  Annex  6 —    I'it 

Flight  check  system — *'" 

Life  belts,  regulations  respecting 47^^ 

Meteorological  mlnlmums *'" 

Oxygen  and  life  belts.  Instruction  of  passen- 

gers  in  use  of,  etc :;— T"- J 

Radio  apparatus,  on  flights  over  undeveloped 

gj-g2l3  4<J^ 

Radio  equipment  for  VFR  operation 4732 

Records  ——-.-. -.—-———-— __-.——-———————- 

Foreign  air'carriers.  requirements  for;  notice 

respecting:  tt^u^h 

for   operation   in   United 


S7 


Page 


4732 


Dispatch   system   for   operation   m    unitcu 

States tiAi 

System  of  operational  control. 4732 

Weights  specified  for  operation --—-—  *'^^ 

Annex  7,  "Aircraft  Nationality  and  Registration  ^^^^ 

Annexes,  "Airwo'rthiness'of  Aircraft". -----    3922 

Resolutions  adopted  by  Council;  maximum  we  ghts 
for  operation  of  aeroplanes  in  international 
transportation  of  passengers,  cargo,  or  mail,  for 
remuneration  or  hire,  to  be  established  by  State 

of  registry 

Organization  and  functions: 
Delegations  of  authority: 
Certification  of  Board  records  to  appellate  courts 
Director,  Alaska  Office,  severance  of  applications 

from    proceedings — 

Director,  Bureau  of  Economic  Regulation: 

Contracts,  approval  of — "'"T'ltt.  ^ 

Dismissal  of  Investigations  of  certain  tariffs  or 
tariff  rules 


4886 


472 
5881 


.-      478 


CIVIL  AERONAUTICS  BOARD Continued 

Organization  and  functions— Continued 
Delegations  of  authority— Contmued 
Director,  Bureau  of  Economic  Regulation— Con. 

Free  and  reduced  rate  transportation 472 

Interlocking  relationships .—.—:." ~,~ 

Preliminary  action,  letters  of  registration    air 

freight  forwarders,  prohibited  interests...     1415 

Temporary  changes  in  service  patterns JJjj 

'     Temporary  suspensions  of  service ■^*^w 

Functions,  channeling  of  (certain  routine  func- 
tions) ;  request  and  submissions  from  air 
carriers,  approval  of  contracts  and  agreements 

by  Director  of  Economic  Bureau,  repeal 4'>» 

Procedural  regulations: 

Prior  to  reissuance:  ..„„.„        omi  'i«;99 

Air  safety  proceedings,  rules  of  practice  in...  2574.  ja^/ 
Economic  proceedings,  rules  of  practice  in : 

Redesignation ^ ^. ^^^^ 

Representation  of  private  parties  by  persons 
formerly  associated  with  Board;  redeslg- 

nation zzwr^ 1,11 

Regulations  reissued  as  of  July  16.  1949.. 4JJ* 

Air  safety  proceedings,  rules  of  practice  in...  4354.  TiVi 
See  also  Civil  air  regulations:  rules  of  practice 
governing  safety  cases. 

Economic  proceedings,  rules  of  practice  in *Jo* 

Formal  complaints;  complaints  requesting  sus- 

pension  of  tariffs L"J-T7"'" 

Hearings,    argument,   recommended   decisions 

and  proceedings  subsequent  thereto 4»4o 

Informal  mail  rate  conference  procedure 772a 

PetlUons  for  rule-making 5)^<»a 

Rules  of  practice.    See  Procedural  regulations, 
CIVIL  SERVICE  COMMISSION: 
See  Fair  Employment  Board. 

Loyalty  Review  Board. 
Abolishment  of  certain  offices;  Reorganization  Plan 
No.  4  of  1949.     See  main  heading  Presidential 

documents.  D„^r„o», 

Chairman;  functions  and  designation  under  Reorgan- 
ization Plan  No.  4  of  1949.  See  main  heading 
Presidential  documents.  ...  ^  . 

Executive  Director;  appointment  and  functions  under 
Reorganization  Plan  No.  4  of  1949.  See  main 
heading  Presidential  documents.  e  - 

Executive  orders  affecting  Federal  personnel,  bee 
main  heading  Presidential  documents. 

Reorganization  Plan  No.  5  of  1949.  affecting.  See  main 
heading  Presidential  documents. 

Rules  and  regulations: 

Preference  ellglbles  under  Veterans'  Preference 
Act  of  1944:  ^^  ,      .   ^ 

Applicability  of  regulations  to  mothers  of  veter- 

ans  who  are  pFcference  eligible  employees.     5985 

Decision  in  Commission -^""^ 

Further  appeals  to  Commissioners;  reopened 

Q  rjr\pQ|c — _____  —  —  —  —  —  —  —  — 

Notification  of  adverse  decisions  of  agencies — 

Prosecution  of  appeals ^??f  . 

Time  limit  on  appeals r-^'i",: — "::;" 

Reappointment  of  war  service  Indefinite  em- 
ployees after  appeal.  See  Transitional  pro- 
cedures. •  ,       C   -  T3» 

•      Reduction  In  force,  appeals  in  case  of.    See  Ke- 
tention  preference  regulations. 
Reinstatement  as  result  of  appeal.     See  Rein- 
statement. 

^  EdicatloSal   requirements   for.     See  Education 
(formal).  , 

Hearing  examiners.    See  Hearing  examiners. 
Reappointment.    See  Transitional  procedures. 
Through  competitive  system  (Rule  ID  : 
Apportionment: 
Appointment  to  various  positions  without  re- 
gard to:  .     .       ,       J 
Engineer  in  Grade  1  of  professional  and 

scientific  service,  revoked —    3721 

Motor  vehicle  dispatcher  In  all  agencies 

without  regard  to 'i*" 

Positions  classified  at  grade  GS  14  and 

above ^^" 
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CIVIL  SERVICE  COMMISSION— Continued  ^^^^ 

Rules  and  regulations — Continued 
Appointment — Continued 
Through  competitive  system  (Rule  II) — Con. 
Apportionment — Continued 

Appointment  to  various  positions  without  re- 
gard to — Continued 
Typists  and  stenographers   (Grades  1.  2, 

and  3) 53.  3721.  7191 

Redesignatlon 3721 

When  register  of  ellglbles  who  meet  resi- 
dence requirements  is  exhausted 7367 

Revision 3767 

Delayed  filing  of  applications  by  veterans,  mem- 
bers of  reserve  units  of  armed  forces,  and 
persons  serving  overseas  with  Federal- 
agencies  or  public  international  organiza- 
tions  6037 

EHiglble  registers,  veterans 465.  563 

Temporary  appointments: 

Agency  authority  to  make  appointments,  ap- 
pointments   pending    establishment    of 
register,  etc.: 
Determination  by  Commission  respecting 
physically  disqualified  persons,  proviso 

respecting 1663 

Revision 747.  5701 

Job  employment 747 

To  positions  excepted  from  competitive  service. 

See  Exceptions  from  competitive  service. 
Without  competitive  examination  under  Executive 
Order  10080.     See  Status. 
Apportionment.    See  Appointment:  through  com- 
petitive system. 
Awards  for  superior  accomplishment:  withln-grade 

salary  advancement.    See  Pay  regulations. 
Compensation  and  allowances: 

Foreign  service;  additional  compensation  for  po- 
sitions at  certain  posts.    See  main  heading 
State  Department. 
Pay  regulations.     See  Pay  regulations. 
Territorial  service.     See  Foreign  and  territorial 

service. 
Trainees  of  Government  hospitals.     See  Hospital 
(Government)  positions  filled  by  student  or 
resident  trainees. 
Competitive  service: 
Appointments  through  competitive  system.    See 

Appointment. 
Competrtive  status,  acquisition  of.    See  Status. 
Exceptions  from.    See  Exceptions  from  competi- 
tive service. 
Demotion.    See  Promotion,  demotion,  reassignment, 
and  transfer,  and  Separations,  suspensions,  re- 
assignments,  and  demotion. 
Discrimination  in  employment.    See  Fair  employ- 
ment programs,  and  Separations,  suspensions, 
reassignments.  and  demotion.  ' 

Education  (formaH,  requirements  for  appointment 
to  certain  scientific,  technical,  and  professional 
positions : 
Biologists : 
Fishery    management    biologist,    and    fishery 

re.search  biologist 1099.  5453 

Fishery  research  biologist 1099.  5453 

Land  management  "biologist.  Soil  Conservation       • 

Service;  revocation- 1099 

Wildlife  management  and  research  biologist..    1099, 

5453 

Wildlife  research  biologist.  _ _ 1099.  5453 

Cereal  technologist;   revocation _ 3151 

Fishery  products  technologist 5987 

Forest  ecologist —  121.  289 

Forest  products  technologist;  revocation 3151 

Forest  soils  technologist 121,  289 

Forester  (forest  management) 121,  289 

Pharmacist 2743 

Pilot,  aeronautical  research 3297 

Plant  quarantine  inspector 5453 

Psychologist,  research;  trainees: 

Mammalian 8225 

Physiological 3225 

Public  health  educator 6621 

Public  welfare  research  analyst  (child  welfare).-    7191 

Range  conservationist 7243 

SUviculturisV 121,  289 


CIVIL  SERVICE  COMMISSION— Continued  ^^^ 

Rules  and  regulations — Continued 
Education  ( formal  • ,  requirements  for  appointment 
to  certain  scientific,  technical,  and  professional 
positiorw — Continued 
Social  workers,  public  welfare  advisers: 

Child  welfare 7192 

Psychiatric  and  medical 7193 

Sou  scientist 121 

Statistician. 4869 

Teacher  and  substitute  teacher  in  Indian  schools.      321 

Technologist 3151 

Examinations: 

Appointment  without   competitive   examination 
under  Executive  Order  10080.    See  Status. 
Positions  excepted  from  examination.    See  Ex- 
ceptions from  competitive  service. 
Exceptions  from  competitive  service  (Civil  Service 
Rule  VT) ;  position.*:  in  various  agencies  excepted 
from  examination  or  subject  to  noncompetitive 
examination  (Schedules  A  and  B) : 
Agriculture  Department: 

Agents;  certain  field  and  local  agents 663 

Commodity  Credit  Corporation.    See  Commod- 
ity Credit  Corporation. 
Farm  Credit  Administration.    See  Farm  Credit 

Administration. 
Farmers  Home  Administration.    See  Farmers 

Home  Administration. 
Foreign  Agricultural  Relations,  Office  of;  di- 
rector      1380 

General : 
Field    enumerators    and    supervisors,    tem- 
porary       6585 

Positions    requiring    knowledge    of    Indian 

language 563 

Scientific,  professional,  and  sub- professional 

temporary  positions;  revocation 1391 

Student  assistants:  revocation 1391 

Human  Nutrition  and  Home  Economics  Bureau. 
See  Hurtian  Nutrition  and  Home  Economics 
Bureau. 

Office  of  Secretary;  chauffeur 4935 

Air  Force  Department;  Office  of  Inspector  Gen- 
eral,   special   agents  in  -Headquarters  and 

district  offices 7609 

Archivist  of  the  United  States: 

Archivist 6741 

Private  secretary  or  confidential  assistant 6741 

Army  Department: 
Command    and    General    Staff   College.    Fort 
Leavenworth.  Kansas;  position  of  psycho- 
educational  adviser 3575 

United  States  Military  Academy;  registrar 1227 

Census  Bureau;  individuals,  firms,  or  corpora- 
tions  employed   on   statistical   studies    and 

compilations,  revocation 5363 

Civil  Aeronautics  Board;  directors  and  assistant 

directors  of  certain  Bureaus 33,  7609 

Civil    Service    Commission;    student    assistants, 

revocation 1392 

Commerce  Department: 
Census  Bureau.    See  Census  Bureau. 
Civil  Aeronautics  Board.    See  Civil  Aeronautics 

Board. 
General  provisions: 
Agents  employed  In  field  positions  financed 
jointly  by  Department  and  cooperating 

persons,  organizations,  etc 6657 

Individuals,  firms,  or  corporations  employed 

on  statistical  studies  and  compilations..     5363 
National  Bureau  of  Standards.    See  National 

Bureau  of  Standards. 
Public     Roads     Bureau.    See     Public     Roads 
Bureau. 

Student  assistants;  revocation 1392 

Weather  Bureau.    See  Weather  Bureau. 
Commodity    Credit    Corporation;    positions    of 

members  of  Board  of  Directors,  revocation..     6038 
Community  Facilities  Service: 

Commissioner 6741 

Private  secretary  or  confidential  assistant 6741 

Comptroller  of  the  Currency;  bank  examiners...     7609 
Defense  Department: 
Air   Force   Department.    See   Air   Force   De- 
partment. 


CIVIL  SERVICE  COMMISSION— Continued 

Rules  and  regulations — Continued 
Exceptions  from  competitive  service  (Civil  Service 
Rule  VI) :  positions  in  various  agencies  except- 
ed from  examination — Continued 
Defense  Department — Continued 

Army  Department.    See  Army  Department. 
Munitions  Board.     See  Munitions  Board. 
Navy  Department.    See  Navy  Department. 
Office  of  Secretary: 

Communications  intelligence  activities,  posi- 
tions assigned  to 

Private  secretary  or  confidential  assistant — 
Scientific  warfare  advisors  in  Weapons  Sys- 
tems Evaluation,  Group 

Special  advisers 

Special  assistant 

Economic  Cooperation  Administration: 
Positions  to  be  filled  by  persons  who  have  ac- 
quired specialized  knowledge  with  ECA  out- 
side continental  United  States 

Private  secretaries  and  confidential  assistants- - 

Student  assistants,  revocation 

Entire  executive  civil  service: 
Positions  with  maximum  compensation  of  $800. 
Scientific.  professional  or  analytical  positions 
filled  by  faculty  members  or  graduate  stu- 
dents of  accredited  colleges  or  universities. 
Scientific  assistant  and  student  assistant  posi- 
tions  

Executive  Office  of  the  President;  President's 
Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  Armed  Forces, 

three  confidential  a.ssistants 

Farm  Credit  Administration ;  certain  receivership 
positions    in    Regional    Agricultural    Credit 

Corporations,  revocation 

Farmers   Home   Administration;   employees   en- 
gaged in  making  and  servicing  disaster  loans. 
Federal  Power  Commi.ssion ;  Division  Chiefs,  dele- 
tion of  Chief  of  Original  Cost  Division 

Federal  Security  Agency: 

A.ssistants  to  Administrator 

Freedmen's  Hospital.   See  Freedmen's  Hospital. 
Public    Health    Service.      See    Public    Health 
Service. 
Federal  Supply  Bureau: 

Director 

Private  secretary  or  confidential  assistant  to 

Director 

Federal  Trade  Commission;  revision  of  positions. 
Fish  and  Wildlife  Service:  agents  In  field  posi- 
tions financed  jointly  by  Interior  Department 
and  persons  or  organizations  outside  Federal 

service,   revocation 

Freedmen's  Hospital:  pupil  nurses.  Interns,  ex- 
terns,  student  dieticians,  etc 

General  Services  Administration: 
Administrator,  Office  of: 

Assistants  to  Administrator^ 

Deputy  Administrator 

Private  secretaries  or  confidential   assistants 
to  Administrator  and  Deputy  Adminis- 

tra'tSr 

Archlvi.st  of  the  United  States.    See  Archivist 

of  the  United  States. 
Community  Facilities  Bureau.    See  Community 

Facilities  Bureau. 
Federal  Supply  Bureau.     See  Federal  Supply 

'  Bureau. 
Public  Buildinps  Administration.     See  Public 

Buildings  Administration. 
War  Assets  Administration.     See  War  Assets 
Administration. 
Human  Nutrition  and  Home  Economics  Bureau; 
Agriculture   Department   field   enumerators 

and  supervisors 

Indian  Affairs  Bureau;  agents  in  field  positions 
financed  jointly  by  Interior  Department  and 
persons    or    organizations    outside    Federal 

service,  revocation 

Interior  Department: 

Field  positions  financed  Jointly  by  Department 
and  cooperating  persons  or  organizations 
outside  Federal  service 
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CIVIL  SERVICE  COMMISSION — Continued 

Rules  and  regulations — Continued 
Exceptions  from  competitive  service  (Civil  Service 
Rule  VI) ;  positions  in  various  agencies  except- 
ed from  examination — Continued 
Interior  Department — Continued 
Field  representatives  and  special  assistants  In 

Office  of  Secretary 

Fish  and  Wildlife  Service.    See  Fish  and  Wild- 
life Service. 
Indian   Affairs   Bureau.     See   Indian   Affairs 

Bureau. 
Land  Management  Bureau.     See  Land  Man- 
agement Bureau. 
Scientific,   professional,   and   sub-professional 

temporary  positions;  revocation 

Land  Management  Bureau;  agents  in  field  posi- 
tions financed  jointly  by  Interior  Department 
and  persons  or  organizations  outside  Federal 

service,   revocation ^ 

Motor  Carrier  Claims  Commission: 

Clerk 

Private  secretaries  or  confidential   assistants 

to  commissioners ► 

Munitions  Board;  Industrial  engineer  and  spe- 
cialists   

Narcotics  Bureau ;  narcotic  agents  for  undercover 

work 

National  Advisory  Committee  for  Aeronautics; 
scientific,  professional,  and  sub-professional 

temporary  positions,  revocation 

National  Bureau  of  Standards;  certain  scientific, 
professional,  and  sub-professional  positions, 

revocation , 

National   Military   Establishment.    See   Defense 

Department. 
National  Railroad  Readjustment  Board;  private 
secretaries    or    confidential    assistants    for 

members  of  regional  adjustment  boards 

Navy  Department: 

All  positions  on  vessels  operated  by  Military 

Sea  Transportation  Service 

Naval  War  College;  instructors,  professors,  and 

teachers—^ 

Scientific,    professional    and    sub- professional 

positions,  certain,  revocation 

Post  Office  Department.  Office  of  Postmaster  Gen- 
eral; private  secretaries  or  confidential  as- 
sistants   

Public  Buildings  Administration: 

Commissioner _ 

Private  secretary  or  confidential  assistant  to 

Commissioner 

Public  Health  Service: 
Hospital  administration  intern  positions  filled 
by  students  at  accredited  colleges  or  uni- 
versities; revocation 

Medical  record  interns 

Psychological  intern  positions  filled  by  grad- 
uate  students    at   accredited   colleges   or 

universities;  revocation 

Public  Roads  Bureau: 

Commissioner  of  Public  Roads 

Private  secretary  of  confidential  assistant 

Reconstruction  Finance  Corporation;  certain  po- 
sitions in  Office  of  Loans 

State  Department;  student  assistants,  revocation. 
Tax  Court  of  the  United  States;   clerk  of  the 

Court  and  chief  deputy  clerk 

Treasury  Department: 

•  Comptroller  of  the  Currency.    See  Comptroller 
of  the  Currency. 
Narcotics  Bureau.    See  Narcotics  Bureau. 

Student  assistants,  revocation 1 

United  States  Savings  Bonds  Division 

War  As.sets  Administration: 

Custodians,  guards,  etc 

Liquidator 

Private  secretary  of  confidential  assistant  to 

Liquidator 

Temporary  field  positions 

War  Claims  Commission: 
Confidential  assistant  to  Executive  Director.— 

Executive  Director 

Private  secretary  or  confidential  assistant  to 
each  Commissioner 
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CIVIL  SERVICE  COMMISSIONj-Continucd  ^•f* 

Rules  and  regulations — Contsaued 
Exceptions  from  competitive  service  (Civil  Service 
Rule  VI  > ;  positions  in  various  agencies  except- 
ed from  examination — Continued 
Weather  Bureau;  agents  employed  in  field  posi- 
tions financed  jointly  by  Commerce  Depart- 
ment and  cooperating  persons,  organizations, 

etc..  revocation 6657 

Pair  employment  program: 
Pair  Emplojrment  Board  regulations  under  Execu- 
tive Order  9980.  See  main  heading  Pair  Em- 
ployment Board. 
Interim  procedure  governing  fair  employment 
practices  under  Executive  Order  9980;  revo- 
cation      1631 

Separations,  suspensions,  reasslgnments,  and  de- 
motion; Investigation  of  cases  involving  al- 
leged discrimination  for  various  cau.ses.  See 
Separations,  suspensions,  reassignment,  and 
demotion. 
Foreign  and  territorial  service: 
Foreign  service: 

Acquisition  of  status  by  personnel  assigned  to. 

See  Status. 
Compensation  for  certain  posts  designated  by 
State    Department.    See    main    heading 
State  Department. 
TerrHorial  service;  post  differential  and  cost-of- 
living  allowances: 
Effect  on  periodic  within- grade  salary  advance- 
ment.   See  under  Pay  regulations. 
Employees  covered  to  Include  governors  of  ter- 
ritories pending  act  of  Congress 2401 

Employees  excluded 2401 

Furlough,  non-work  status  due  to: 
Creditable  for  periodic  within-grade  salary  ad- 
vancement.   See  Pay  regulations. 
Defined  as  active  and  continuous  service  for  pur- 
pose of  acquiring   competitive  status.    See 
Status. 
,       Hearing  examiners;  appointment: 

Promotion,  reassignment  and  transfer  from  hear- 
ing examiner  position;  regulations  applicable 

to 7501 

Reinstatement  and  restoration  of  former  hearing 

examiners:  regulations  applicable  to 7501 

Hospital  <Gk)vernment)  positions  filled  by  student 
or  resident  trainees : 
Exclusion  of  certain  positions  from  provisions  of 
Federal  Employees  Pay  Act  of  1945,  and  Clas- 
sification Act  of  1923 : 

FVeedmen's  Hospital;  chaplain  Interns 7867 

Public  Health  Service;  certain  positions: 

Medical  record  students  and  interns 6053 

Pharmaceutical  Interns 1315 

Recreation  interns , 6053 

Student  medical  interns 1315 

Student  X-ray  technicians 1315 

Revision 3225 

St.  Elizabeths  Hospital;  chaplain  interns 7867 

Maximum  stipends  prescribed: 

Preedmen's  Hospital;  chaplalr  interns 7867 

Public  Health  Service;  certain  positions: 

Medical  record  students  and  interns 6053 

Pharmaceutical  Interns - 1316 

Recreation  Interns 6053 

Student  medical  interns 1315 

Student  X-ray  technicians 1315 

Revision 3226 

St.  Elizabeths  Hospital;  chaplain  interns 7867 

International  organizations,  public.  In  which  United 
States  Government  participates,  or  American 
Missions;  transfer  of  personnel  to: 
Acquisition  of  status  by  transferred  personnel. 

See  Status. 
Designation  of  additional  organization.  Executive 
^  order  respecting.    See  main  heading  Presi- 
dential documents. 
Leave: 
Annual  and  sick;  general  provisions  respecting 
ncnpay  status,  deletion  of  proviso  regarding 
absence  on  account  of  injury  received  in  line 
of  duty 7288 


CIVIL  SERVICE  COMMISSION— Continued  ^«« 

Rules  and  regulations — Continued 
Leave — Continued 
Without  pay,  non-work  status  due  to: 
Creditable  for  periodic  withln-grade  salary  ad» 

vancement.     See  Pay  regulations. 
Defined  as  active  and  continuous  service  for 
purpose  of  acquiring  competitive  status. 
See  Status. 
'Loyalty  program: 

See  also  Promotion,  demotion,  reassignment,  and 

transfer,  and  Reinstatement. 
Directives  of  Loyalty  Revievw  Board,  respecting 
Federal  employees.    See  main  heading  Loy- 
alty Review  Board. 
OflBces,  State  and  local,  holding  of  by  Federal  em- 
ployees.   See    Political    activity    of    Federal 
employees. 
Pay  regulations: 
Hospitals.  Government;  pay  for  certain  positions 
in.    See  Hospitals  < Government)   positions. 

Overtime  pay  regulations;  redeslgnatlon 7825 

Step-increases: 

Longevity  step-Increases ._    7826 

Periodic  and  additional  step-Increases — _-    7825 

Withln-grade  salary  advancement: 
See  also  Step-increases. 
Periodic  advancement: 
Computation  of  periods  of  service;  service  to 

be  credited 3722.  4651.  4802.  5235 

Absence  from  duty  on  account  of  disability.    4651 
Non-work  status;  furlough  or  leave  without 

pay  for  two  weeks  creditable 5235 

Redeslgnatlons 3722,  4651 

Definitions: 

Equivalent  Increase  in  compensation. _  3721,  4801 
Increases  excluded  from  definition: 
Correction  of  error  In  previous  demo- 
tion or  reduction  In  pay 291 

Increases  In  basic  rates  provided  by 

certain  pay  acts 291,  3721,  3722 

Territorial  post  differential  or  terri- 
torial cost-of-living  allowances--     3722 

Permanent  positions 290 

Eligibility   for;    requirements   and   effective 

date- 3722.  4653 

Revocation 7825 

Rewards  for  superior  .accomplishment;   addi- 
tional advancement  for: 

Definition;  permanent  position 290 

Revocation 7825 

Political  activity  of  Federal  employees;   proposed 
rule  making  with  respect  to  residents  of  Fairfax 

County.   Va 6137 

Postal  Service ;  promotion  of  substitutes.    See  Pro- 
motion. 
Promotion,  demotion,  reassignment,  and  transfer: 
Hearing  examiners.     See  Hearing  examiners. 
Loyalty  check  required  before  inter-agency  trans- 
fer to  "sensitive"  position 563 

Postal  Service;  promotion  of  substitutes 333 

Status  and  tenure  of  employee  not  changed  \)y_>       748 
Reappointment,  reemployment,  etc.: 
Hearing  examiners.    See  Hearing  examiners. 
Reassignment: 

For  various  causes;  Investigation  by- Commis- 
sion.   See  Separations,  siispensions,  reas- 
slgnments, and  demotions. 
In  reduction  In  force.    See  Retention  prefer- 
ence regulations. 
Status  and  tenure  of  employee.    See  Promotion, 
demotion,  reassignment  and  transfer. 
Reinstatement : 
After  reduction  In  force.     See  Retention  pref- 
erence regulations  for  use  In  reduction  In 
force. 
Commission  approval  required  for  certain  rein- 
statements  465.  7367.  7501 

Loyalty  check  required  before  reinstatement  to 

"sensitive"  position 663 

Restoration  of  veterans  to  Federal  employment 
pursuant  to  Selective  Service  Act  of  1948;  Job 
classification  and  Job  Identity  requirements: 
Positions  not  subject  to  provisions  of  Classi- 
fication Act 7827 


CIVIL  SERVICE  COMMISSION— Continued  ''^^e 
Rules  and  regulations — Continued 
Reappointment,  reemployment,  etc. — Continued 
Restoration  of  veterans  to  Federal  employment 
pursuant  to  Selective  Service  Act  of  1948;  job 
classification  and  job  identity  requirements- 
Continued 
Positions  subject  to  provisions  of  Classifica- 
tion Act  (departmental  and  field) 7827 

Special  procedures  respecting  reappointment  and 
reemployment.    See  Transitional  procedures. 
Reduction  in  force,  retention  preference  regulations 
for  use  in.    See  Retention  preference  regula- 
tions. 
Retention  preference  regulations  for  use  In  reduc- 
tion in  force: 
Actions: 

General  provisions 3<w 

Reasonable   offer ^'^* 

Reasslgnments  to  continuing  positions  in  local 

or  other  commuting  areas 5753 

Appeals — — - — oim 

Relnstatement'priority;  appeals,  reserve  list.  etc.   3772 

6273 

Retention  preference;  classification  of  employees 
eligible  to  acquire  competitive  status  under 
Executive  Order  10080: 

Non-veterans;  A-4  plus 6273 

Veterans;  A-3  plus 6273 

Revision-— 35OJ 

Sequence  of  selection o'^-J 

Retirement:  , 

Annuities,  joint  and  survivorship 'ou^ 

Applications;  time  for  filing- 7003 

Military  service,  accrediting  of 51'd 

Rewards  for  superior   accomplishment.    See  Pay 

regulations. 
Salary  advancement,  within-grade.    See  Pay  regu- 
lations. 
Separations,  suspensions,  reasslgnments,  and  demo- 
tion for  various  causes  (political  reasons,  mari- 
tal status,  race,  religion,  etc.);   authority  of 

Commission  to  investigate 2742 

Status,  acquisition  of:  ,    „.,       ^    • 

Regulations  under  Civil  Service  Rule  III;  redesig- 

nation     6825 

Regulations 'uiider  Executive  Order  10080 6825 

Active  duty: 

Definition  to  include  Incumbents  of  com- 
petitive positions  on  assignment  in 
foreign  service,  or  serving  Ji  public  inter- 
national    organizations     or     Anierican 

Missions '^439 

Submission  of  recommendations  unnecessary 
before  return  to  duty  of  certain  em- 
ployees      "*3^ 

Continuous  service;  definition  to  include  as- 
signment to  foreign  service,  or  service  in 
public  International  organizations  or  with 

American  Missions "440 

Temporary  appointments.    See  Appointment. 
Territorial   service.    See   Foreign    and   territorial 

service. 
Transfers : 

Hearing  examiners.     See  Hearing  examiners. 
Promotion,  demotion,  reassignment,  and  transfer. 
See  Promotion,  demotion,  reassignment,  and 

t  rflnsf  pr 

To  foreign  service,  public  international  organiza- 
tions  or  American  Missions;  acquisition  of 
status   under   Executive  Order   10080.    See 
Status.                                   _        .^,       , 
Transitional  procedures.    See  Transitional  pro- 
cedures. 
Transitional  procedures,  special: 
Reappointment   of   war   service   indefinite   em- 
ployees, after  appeal *o3 

Reemployment  benefits  (under  Executive  Orders 

8973  or  9067  or  War  Manpower  Commission 

Directive  No.  X)   after  transfer  to  national 

defense  or  war  work : 

Exception  In  cases  of  persons  giving  notice  of 

desire  to  exercise  rights  (persons  serving  in 

agencies  being  liquidated.  In  armed  forces 

or  merchant  marine,  etc.) 
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Expiration  of  rights- —      •^^" 


CIVIL  SERVICE  COMMISSION — Continued 

Rules  and  regulations — Continued 
Transitional  procedures,  special — Continued 
Reemployment  benefits  (under  Executive  Orders 
8973  or  9067  or  War  Manpower  Commission 
Directive  No.  X)  after  transfer  to  national 
defense  or  war  work — Continued 

Revision 

Veterans : 

Appeals.    See  Appeals:  preference  eligibles  under 

Veterans  Preference  Act. 
Appointment,  through  competitive  system.    See 

under  Appointment. 
Reemployment  benefits.    See  Transitional  proce- 
dures. 
Restoration  to  employment  under  Selective  Serv- 
ice Act.    See  Reappointment,  reemployment. 

6tC. 

Retention  preference  In  reduction  In  force.    See 
under  Retention  preference  regulations  for 
use  in  reduction  in  force. 
Withln-grade  salary  advancements.    See  Pay  reg- 
ulations. 
Transfer  of  personnel  of  various  agencies : 

To   General    Services   Administration.     See   main 

heading  General  Services  Administration. 
To  Interstate  Commerce  Commission  from  OflQce  of 
Defense  Transportation;  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
To  Military  Sea  Transportation  Service.    See  main 

heading  Defense  Department. 
Under  Reorganization  Plans  Nos.  2,  4,  and  7  of 
1949.     See   main   heading  Presidential   docu- 
ments. , 
CLOTHING  ALLOWANCES,  to  enlisted  men  of  various 
services;   authority  to  prescribe.  Executive  order 
respecting.    See  Presidential  documents. 

COAST  AND  GEODETIC  SURVEY: 

Pay  and  allowances,  etc.,  for  members  of;  Executive 
order  respecting.  See  main  heading  Presiden- 
tial documents. 

Redeslgnatlon  of  chapter  and  parts ---- 

Training  program  under  Philippine  Rehabilitation 
Act - 

Transportation  of  household  goods  of  members  of 
Survey;  Executive  order  respecting.  See  main 
heading  Presidential  documents. 

COAST  GUARD: 

Air   traffic   control    procedures   prescribed   by   Civil 

Aeronautics    Administrator    and    approved    by 

United  States  Coast  Guard.     See  main  heading 

Civil  Aeronautics  Board. 

Collisions  at  sea,  preventioi>  of;  hearing  respecting. 

See  Merchant  Marine  Council. 
Inspection  and  navigation;  regulations.    See  Regula- 
tions; Inspection  and  navigation. 
Merchant  Marine  Council ;  public  hearings,  notice  of, 
and  agenda  for: 
Inspection  and  navigation;   proposed  changes  In 

regulations 898, 1128,  2066 

Prevention  of  collisions  at  sea,  International  regu- 
lations for;  proposed 

Oil  Pollution  Act  of  1924,  violation  of.  by  American 
vessels;  customs  regulations  respecting  enforce- 
ment of.  See  main  heading  Customs  Bureau. 
Organization  and  functions,  description;  field  organi- 
zation : 
Coast  Guard  district  and  offices;  revision  of  table: 
Second;  addition  of  Wyoming  and  Colorado  to 

description  of  area 

Third  Coast  Guard  District  Office  and  Marine 
Inspection  Office  at  New  York,  change  of 

address 

Eighth;  addition  of  New  Mexico  to  description 

of  area 

Eleventh;  elimination  of  New  Mexico  from  de- 
scription of  area 

Twelfth: 

Change  of  address 

Elimination  of  Colorado  from  description  of 
area 
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COAST  GUARD — ConHnued  p*k« 

Organization  and  functions,  description;  field  organi- 
zation— Continued 
Coast  Guard  district  and  ofBces ;  revision  of  table — 
Continued 
Thirteenth;    eliminations    from    description    of 
area: 

Alaska.  Territory  of 3789 

Wyoming.. 5673 

Seventeenth:  Territory  of  Alaska.  Juneau.  Alaska 

•  (establishment) Jl 3789 

Group  and  Section  Commanders:   elimination  of 

headquarters  at  Ketchikan.  Alaska. 3789 

Marine  Inspection  offices:  location  of: 
Thirteonth  Coast  Guard  District;  elimination  of 

office  at  Ketchikan.  Alaska 8789 

Seventeenth     Coast     Guard     District     Juneau: 

Juneau.  Alaska  (establishment) 3789 

Personnel : 
Aerial  flights  by  certain  personnel:  Executive  order 
respecting.     See    main    heading    Presidential 
documents. 
Air  Force  Reserve,  appointment  of  former  Coast 
Guard  personnel  in;  regulations  respecting  re- 
serve   forces.     See    main    heading   Air    Force 
Department. 
Allowances  for  clothing,  quarters,  transportation, 
etc:   Executive  orders   respecting.    See  main 
heading  Presidential  documents. 
Cadets  of  the  Coast  Guard : 

Doposlt  required  upon  admission 4949 

Physical  standards  for  the  eyes 4949 

Coast  Guard  Auxiliary;  traveling  expenses  and  per 

diem 7522 

Decorations,  medals,  ribbons,  etc..  uniform  require- 
ments In  awarding  life-saving  medals 7234 

Mall  for  personnel  In  Canada  and  provinces.     See 

main  heading  Post  Office  Department. 
Merchant  marine  officers  and  seamen:  certification 
and  licensing.    See  Regiilations;  inspection  and 
navigation. 
Transportation  of  household  goods  of  members  of 
Coast  Guard;  Executive  order  res;x>ctlng.     See 
main  heading  Piesidentlal  documents. 
Precedence  of   members  of   armed   forces   when   In 
formations,  order  by  Secretary  of  Defense.     See 
main  heading  Defense  Department. 
Public   lands    (George   Island.    Washington^ :    with- 
drawal of.   for  use  of  Coast  Guard.     See  main 
heading  Land  Management  Bureau. 
Radio  frequencies,  assignment  of.  to  various  stations 
In  Alaska.  Hawsdl.  San  Francisco.  New  Orleans. 
etc.    See  main  heading  Federal  Communications 
Commission. 
Reeulatlons:  Inspection  and  navigation: 
Bays,  sounds,  and  lakes  other  than  Great  Lakes: 
Boats,   rafts,  bulkheads,   and  life-saving   appli- 
ances : 
life  rafts: 

Approved:  deletion 899.  5108 

Catamaran,  capacity  and  allowance  of;  de- 
letion  899.  5108 

Construction  of 899.  5108 

Drawings,  specifications,  name  plate,  and  how 

marked:  deletion 899.  5108 

Launchlnff.  kept  clear  for 899.  5108 

Required  on  steam  vessels,  carrsing  passen- 
gers  899.  5107 

lifeboats: 

Air  tanks  In 899.  5108 

Carrying  capacity  of;  deletion 899.  5108 

Construction  of 899,  5108 

Disengaging  apparatus 899,  5108 

Drawings,  specifications,  and  name  plate;  de- 
letion  __ _  899.  5108 

Equipment  for: 

Propellers  (hand  operated) 899.  5108 

Steering  oar  or  riidder 899.  5108 

How  Ilfet>oats  shall  be  carried;  davit*  and 

cranes  required 899.  5108 

Inclosed  lifeboats:  deletion 899.  5108 

Launching,  kept  clear  for 899.  5108 

Mechanical  means  for  lowerinf 899.  5108 

Motor- orooeiled.  on  vessels 899. 5108 


COAST  GUARD— Continued 
Regulations;  inspection  and  navigation — Continued 
Bays,  sounds,  and  lakes  other  than  Great  Lakes — 
Continued 
Boats,  rafts,   bulkheads,  and  Ufe-sarlng  appli- 
ances— Continued 
Lifel)oaLs — Continued 
Required  on  steam  vessels: 

Carrying  passengers 899. 

Not  carrying  passengers,  and  of  60  gross 

tons  and  over 899. 

Surf  boat,  wooden,  or  seine  boat;  substituted 

for 899. 

Tests  at  annual  Inspection 899, 

Wooden,  construction  of;  deletion 899. 

Steering  apparatus: 

Existing  installations 899. 

New  installations 899. 

Ferryboats;   lifesaving  equipment  for   (lifeboats. 

life  rafts,  outside  ladders,  etc.) 

Fire  apparatus  and  fire  prevention;  flre-extin- 
guisliing  systems,  proposed  changes  in  regula- 
tions   

Inspection    of    vessels;    copies    of    specifications 

and,  or  blueprints,  deletion . 899. 

Special  operating  requirements;  provision  re- 
specting sea  service  as  memlier  of  armed 
forces  of  United  States  as  qualifying  experi- 
ence, exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition 

Steam  yachts;  lifeboats  for: 

Carrying  capacity  of;  deletion 899. 

Drawings,  specifications  and  name  plates;  de- 
letion    899, 

Changes  In  regulation.^,  proposed;  hearings  by  Mer- 
chant Marine  Council 898. 1128.  206«. 

Coastwise.    See  Ocean  and  coastwise. 
Collisions  at  sea.  prevention  of.  International  regu- 
lations respecting,  proposed;  hearing  on 

Emergency  regulations,  waivers  of  navigation  and 
insp)ectlon  laws  and  regulations;  continuance 

in  effect  of  certain  waiver  orders 1007. 

E(|ulpment:  approvals  of  miscellaneous  items 

780,    1366,    1770.    1771.    1772.   2149.   2590. 
4695.  4696.   4906.   5348.  6117.  0678.  7013 

Termination  of  approvals 

3416.4696.4890.6156 
Explosives,    etc..    transportation    and    storage    on 
•  board  vessels: 

Dai^erous  cargo;   proposed  changes  In  regula- 

t^pns 

Military  explosives,  transportation  of.  on  board 
vessels;  port  security  regulations,  exclusion 
from  Code  of  Federal  Regxilations.  1949  Edi- 
tion  

Fishing  vessels,  navigation  requirements  for  Inland 

waters.     See  Navigation  requirements. 
Great  Lakes : 
Boats,   rafts,   bulkheads,   and   Ufe-savlng   appli- 
ances : 

Buoyant  apparatus 899 

life  rafts: 

Approved;  deletion 899, 

Construction  of 899, 

Drawings,   specifications,  name  plates,  and 

how  marked;  deletion * 899 

Launching,  kept  clear  for 899 

Required  on  vessels  of  classes  (a),  (b).  (c>. 

«d).  and  (f) 09, 

Lifeboats : 

Air  tanks  In 899 

Carrying  capacity  of;  deletion 899 

Construction  of 899 

Disengaging   apparatus 899 

Drawings,  specifications  and  name  plate;  de- 
letion   899 

Bquipment  for: 
On  vessels  of  class  (f ) : 

Propellers  (hand-operated) 899 

Steering  oar  or  rudder 899 

On  vesseL«;  of  classes,  (a),   (b),  (c),   (d>, 
and  (e) : 

Propellers  (hand-operated) 899 

Rudder 899 

Bov  lifeboats  shall  be  carried;  davits  and 
cranes  required 899 


P«ge 


5107 

5107 

5108 
5108 
5108 

5108 
5107 

3379 

5231 
5108 


7132 
5108 
5108 
5230 

2615 


3748 

547. 
3417. 

7202 
2205. 

7014 


5231 


5746 


5107 

5107 
5107 

5107 
5107 

5106 

5106 
5107 
5106 
5107 

5106 


5106 
5106 


5106 
5106 

5106 


COAST  GUARD— Continued  P^e* 

Regulations;  inspection  and  navigation — Continued 
Great  Lakes — Continued 
Boats,  rafts,  bulkheads,  and  life-saving  appli- 
ances— Continued 
Lif  eboa  ts — Continued 

Inclosed  lifeboats;  deletion 899,5107 

Launching,  kept  clear  for 899.  5107 

Mechanical  means  for  lowering 899.  5106 

Motor-propelled,  on  vessels 899,5106 

Required  on  vessels  of  classes  (a),  (b),  (c). 

(d),  and  (f) 899,5105 

Tests  at  annual  ln.spection 899,  5107 

Wooden,  construction  of;  deletion 899.5106 

Lights,  water,  self-lgnltlng;  deletion 899,  5107 

Steering  apparatus: 

Existing  installations 899.  5107 

New  installations 899.  5107 

Perry  boats;  lifesaving  equipment  for  (lifeboats, 

life  rafts,  outside  ladders,  etc) 3379 

Plre  apparatus  and  fire  prevention;  fire-extin- 
guishing systems,  proposed  changes  in  regu- 
lations   5231 

Inspection    of   vessels;    copies   of   specifications 

and/or  blueprints,  delet4on 899,5107 

Pilot  rules  for.  See  Navigation,  below. 
Special  operating  requirements;  provision  re- 
specting sea  service  as  member  of  armed 
forces  of  United  States  as  qualifying  experi- 
ence, exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition __ 7132 

Marine  engineering: 
Boilers,  low-pressure  heating:  . 
Cast-iron    heating    boilers;    flanged    connec- 
tions   5086, 6116 

Steel-plate  heating  boilers: 

Boiler  openings 5086 

Discharge   capacities    of   safety   and   relief 

valves 6115 

Safety  and  relief  valves 6115 

Construction: 
Boiler  and  superheater  tubes;  computations —    900. 

5085 
Boiler  mountings  and  attachments: 

B!ow-olT  connections 900,  5086 

Feed  connections __  9C0.  5085 

Main  and  auxiliary  stop  valves;  deletion 900, 

5085 

Manifolds:  deletion 900.5085 

Openings  and  reinforcements;  computations. _    6115 
Procedure  and  general  requirements;  definition 

of  maximum  allowable  pre.ssure 6115 

Safety  valves;  installation , 900.  5085 

Fuel  tanks.    See  Piping  systems. 
Inspections.     See  Installations, 
Installations,  tests.  Inspections,  repairs  and  mis- 
cellaneous requirements: 
Inspections.     See  Tests  and  inspection. 
Installation  of  refrigerating  machinery;  dele- 
tion  900,  5101 

Repairs;  welding  of  defective  carbon-steel  cast- 
ings        5101 

Tests  and  inspections;  boilers  and  main  steam 

pipes  In  service 900.  5101 

Materials : 

Bolting  material,  alloy-steel;  scope 899,  5084 

Castings: 
Bronze  castings: 

Marking 899.  5085 

Scope 899,  5084 

Gray  iron  ca.stings  for  valves,  flanges,  and 

pipe  fittings;  marking 5084 

Malleable  iron  castings;  marking 5084 

Steel  castings: 

Chemical  composition;  table 899,  5084 

Hydrostatic  tests. ___  899,  5084 

Scope 899,  5084 

Forgings.  steel: 

Hydrostatic  tests 899,  5084 

Scope 899,  5084 

Pipe: 

Seamless  copper 899.  5084 

Se&mless  steel__ 899.  5082.  6115 

Staybolt  steel;  tensile  properties 899.  5079 


COAST  GUARD — Continued  ^^ge 

Regulations;  inspection  and  navigation — Continued 
Marine  engineering — Continued 
Materials — Continued 

Tubes;  boiler  and  superheater: 
Electric-resistance  welded  steel  and  open- 
hearth  iron;  scope 899.  5079 

»       Seamless  carbon  and  alloy  steel 899,  5079,  6115 

Piping  systems,  pumps,  refrigeration  machinery, 

and  fuel  tanks__- 900,  5086 

Detail  requirements: 
Bolting;  actual  bolt  load,  maximum  allowable 

stresses   (table) 6116 

Joints  and  flange  connections 6116 

Material __    6116 

Valves  and  fittings,  correction 6644 

Fuel  tanks,  independent  internal  combustion 
engine: 
Cargo  vessels;  independent  gasoline  tanks__    6116 
Passenger  vessels,  emergency  units  for;  Inde- 
pendent fuel  tanks  (internal  combustion 

engines) 6116 

Pumping  arrangements  and  piping  systems: 

Fhael  oil  service  systems 6116- 

Overhead  discharges  and  shell  connections, 

correction 6644 

Piping: 

Boiler-feed  and  condensate  piping 6116 

Vent  piping 6116 

Pumps : 

Bilge 6116 

Circulating 6116 

Condensate 6116 

Sounding   pipes 6116 

Pressure  vessels,  unflred: 

Hydrostatic  tests ' 900,  5086 

Material  and  workmanship 5086 

Relief  valves 900,  5086 

Workmanship,     See  Material. 
Pumps,     See  Piping  systems. 
Refrigeration  machinery.    See  Piping  systems. 
Repairs    and   miscellaneous   requirements.     See 

Installations, 
Tests,    See  Installations. 

Welding;  arc-  or  gas-welded  nozzle  connections—     6116 
Merchant  marine  officers  and  seamen: 
Certiflcatlon  of  seamen;    English  language   re- 
quirements for  applicants  for  certificate  of 
service  and  efficiency,  other  than  for  entry 
rating: 
Able  seamen: 

Examination  and  demonstration  of  ability 898. 

1958 

General   requirements 898, 1958 

Lifeboatman : 

Examination  and  demonstration  of  ability 898. 

19.^8 

Service  or  training  re(5uirements 898, 1958 

Qualified  member  of  engine  department: 

Examination  requirements 898. 1959 

General  requirements 898, 1959 

Tankerman : 

Examination  requirements 898. 1959 

General  requirements 898, 1959 

licensing  of  officers  and  motorboat  operators  and 
registration  of  staff  officers: 
Motorboat    operators'    licenses;    English    lan- 
guage   requirements    for    applicants    for, 

professional    examinations ^ 898, 1958 

Registration  of  staff  officers;  experience  re- 
quirements for  junior  assistant  purser  and 
pharmacist's    mate,    provision    respecting 

hospital  corpsman,  first  class 1708 

Motorboats  and  ceriain  motor  vessels : 
General  provisions;  operator's  license,  proposed 

regulations 5230 

Motorboats  and  motor  vessels  of  more  than  15 
gross  tons  carrying  passengers  for  hire;  in- 
stallations   for    vessels    using    liquid    fuels, 

proposed  changes  in  regulations >    6230 

Motorboats  except  those  over  15  gross  tons  carry- 
ing passengers  for  hire;  wood  floats  for  com- 
mercial fishing  boats,  proposed  changes  in 
regulations 5230 
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COAST  GUARD— Continued  Pf 

Re^ulationfi:  Inspection  and  navigation — Continued 
Navigation: 
Navigation  requirements;  for  various  waters: 
Great  Lakes  and  St.  Marys  River.  Michigan: 
Great  Lalces.  pilot  rules  for.    See  Pilot  rules. 
6t.  Marys  River.  Michigan;  anchorage  and 
navigation  regulations,  signals: 
Sound  signals,  for  vessel  aground  in  chan- 
nel  1129. 1847 

Visual  signals: 
At   lookout  stations;   channel   partially 

obstructed 1128.  1847 

On  vessel  aground  in  channel 1128. 1847 

Inland  waters;  pilot  rules  for.    See  Pilot  rules. 
8t.   Marys   River,   Michigan;    anchorage   and 
navigation  regulations.     See  Great  Lakes 
and  St.  Marys  River,  Michigan. 
Western  rivers,  pilot  rules  for.    See  Pilot  rules. 
Pilot  rules: 
For  Great  Lakes: 
Lights  for  certain  classes  of  vessels,  rules  for; 

canal  boats  towed  by  being  pushed  ahead    898. 

1128. 1846 
Signals  and  rules  of  the  road : 
Fog: 

Moderate  -speed  in;  deletion 2508 

Signals;  deletion 2508 

Passing  in  channels  less  than  500  feet  wide ; 

deletion 2508 

Steamer  and  sailing  ve.^sels.  meeting  of; 

right  of  way,  deletion 2508 

For  Inland  waters;  day  or  night  signals: 

At  anchor,  or  under  way.  United  States  Coa.^t 

and  Geodetic  Survey  vessels ;  deletion 6517 

Special;  day  marks  for  fishing  vessels  with 

gear  out 5230.6517 

For  western  rivers;   lights  for  barges  tempo- 
rarily operating  within  and  without  western 

rivers 1129. 1847 

Ocean  and  coa.stwise: 
Boats,  rafts,  bulkheads  and  llfesaving  appliances: 
Coastwise : 

Buoyant  apparatus 899.  5105 

Life  rafts: 

Approved;  deletion 899.  5105 

-  Carrying  capacity  of;  deletion 899.  5105 

Construction  of 899.5105 

Drawings,  specifications,  name  plate,  ard 

how  marked;  deletion 899,  5105 

Launching,  kept  clear  for 899,  5105 

Required  on   vessels  of  classes    (a)    and 

(b) , - 899,  5104 

Lifeboats: 

Air  tanks  In 899.  5104 

Carrying  capacity  of;  deletion 899,  5104 

Construction  of 899,  5104 

Disengaging  apparatus 899,5105 

Drawings,  specifications,  name  plate;  dele- 
tion  _.  899.  5104 

Equipment  for: 

Propellers  (hand-operated) 899.5104 

Rudder 899.5104 

How  lifeboats  shall  be  carried;  davits  re- 
quired  899.  5104 

Inclosed  lifeboats;  deletion 899,  5105 

Launching,  kept  clear  for 899,  5105 

Mechanical  means  for  lowering 899,  5105 

Required  on  vessels  of  classes   (a),  and 

(b) 899,  5104 

Tests  at  annual  inspection 899,  5104 

Wooden,  construction  of;  deletion 839,  5104 

Lights,  water,  self -igniting;  deletion 899,  5105 

Line-throwing  appliances;  proposed  changes 

in  regulations 899,  5231 

Special  operating  requirements: 
Notice  to  Mariners,  aids  to  navigation;  pro- 
visions respecting,  exclusion  from  Code 
of  Federal  Regulations.  1949  Edition..  7132 
Sea  service  of  armed  forces  of  United  States 
as  qualifying  experience,  provision  re- 
specting; excliLsion  from  Code  of  Fed- 
eral Regulations,  1949  Edition 7132 

Steering  apparatus: 

Existing  installations 899,  5108 

New  installations 899.  5105 


COAST  GUARD— Continued  l^« 

Regiilatlons ;  inspection  and  navigation — Continued 
Ocean  and  coastwise — Continued 
Boats,   rafts,   bulkheads   and   llfesaving    appli- 
ances— Continued 
Ocean: 

Buoyant  apparatus 899.  6102.  5103 

Life  rafts : 

Approved;  deletion 899,  6103 

Capacity  and  allowance  of;  deletion 899,  5103 

Construction  of 899.  5103 

Drawings,  specifications,  name  plate,  and 

how  marked;  deletion 899.  5103 

Launching,  kept  clear  for 899,  5103 

Lifeboats : 

Air  tanks  in 899,  5103 

Capacity  limits;  deletion 899,  5103 

Construction  of 899,  5103 

Davits,  strength  and  operation  of 899.  5101 

Disengaging  apparatus 899,  5104 

Drawings,  specifications  and  name  plate; 

deletion 899,  6103 

Equipment  for: 

Propellers  (hand-operated) 899,  5102 

Rudder  _— . 899.  5102 

Launching,  kept  clear  for 899,  5103 

Mechanical  means  for  lowering 899,  5102 

Mot  or -propel  led 899,  5102 

Equipment  required,  etc 899,  5102 

Open  and  pontoon  boats: 
Arrangements  for  clearing  pontoon  life- 
boats of  water;  deletion 899.5103 

Classes  of  boats: 

Class  1;  cubic  capacity  of  open  boats 

of.  deletion 899,5103 

Cla.ss  IB: 

Boats  equivalent  to;  deletion 899.  5103 

Open  boats  with  internal  and  ex- 
ternal buoyancy:  deletion...  899,  5103 
Class  IC;  pontoon  boats  in  which  per- 
sons   cannot    be    accommodated 

below  deck,  etc..  deletion 899.  5103 

Class  2: 

Boats  equivalent  to;  deletion 899.  5103 

Boats  of;  deletion 899.5103 

Deck  areas  of  pontoon  boats  and 

open  boats  of;  deletion 899,5103 

Class  2A;  open  boats  having  the  upper 

part  of  sides  collapsible,  deletion-.    899 

5103 
Class  2B;  pontoon  boats  having  well 

and  collapsible  bulwarks,  deletion.     899. 

5103 
Class  2C;  pontoon  boats  }n  which  per- 
sons   cannot    be    accommodated 

below  deck,  etc..  deletion 899,5103 

Persons,    equivalent   for   and   weight   of: 

deletion 899,  5103 

Pontoon  boats.     See  Open  and  pontoon 
»  boats. 

Required  for  vessels  of  classes  (a)  and  (b> .     899. 

5102 

Standard  typjes  of;  deletion 899.  5103 

Tests  at  annual  inspection 899.  5103 

Wooden,  construction  of;  deletion 899.5103 

Lights,  water,  self-lgnltlng;  deletion 899.5103 

Line-throwing  appliances;  proposed  changes 

In  regulations 899,  5231 

Special  operating  requirements: 
Notice  to  Mariners,  aid  to  navigation;  pro- 
vision respecting,  exclusion  from  Code 
of  Federal  Regulations,  1949  Edition. _     7132 
Sea   service   of   armed    forces   of   United 
States  as  qualifying  experience,  provi- 
sion respecting;  exclusion  from  Code 
of  Federal  Regulations.  1949  Edition—    7132 
Steering  apparatus: 

Existing  installations 899.  5103 

New  installations 899,  5103 

Fire  apparatus  and  fire  prevention;  fire  extin- 
guishing systems,  proposed  changes  in  regu- 
lations     B231 

Inspection   of   vessels;    copies   of   specifications 

and/or  blueprints,  deletion ,.___  899,5105 

Inspectors'  duties;  inspection  of  lifeboat-disen- 

Basins   apparatus 899.  5105 


COAST  GUARD — Continued  ^^2* 

Regulations;  inspection  and  navigation — Continued 
Ocean  and  coastwise — Continued 
Steam  yachts; 
Air  tanks  on  vessels  of  classes  (a)   and  (b); 

deletion 899,  5105 

Life  rafts,  required  on  vessels  of  classes  (a)  and 

(b) 899.  5105 

Lifeboats: 

Carrying  capacity  of;  deletion 899.  5105 

Drawings,  specifications,  name  plate;  dele- 
tion  899.  5105 

899. 
5105 
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Required  on  vessels  of  classes  (a)  and  (b)  — 

See  Merchant  marine 


Officers,  merchant  marine 

officers  and  seamen. 
Passenger  vessels  of  United  States  of  100  gross  tons 
and  over  propelled  by  machinery,  construction 
or  material  alteration  of;  electrical  control  of 

ventilation  systems 898,1959 

Personnel : 

See  also  Personnel,  above. 

Merchant  marine  officers  and  seamen.    See  Mer- 
chant marine  officers  and  seamen. 
Pilot  rules.    See  Navigation. 
Rivers: 
Boats,  rafts,  bulkheads,  and  lifesaving  appliances: 

Life  floats: 
Required  on  steam  vessels  carrying  passen- 

gers  899,  5108 

Wood  floVtsIIII - - --  899.  5109 

Life  rafts:                                                ,      ^  , 
Catamaran,    carrying    capacity    of ;    dele- 
tion   899,  5109 

Construction  of 899.  5109 

Drawings,  specifications,  name  plate,  and  how 

marked;  deletion 899.  5109 

Launching,  kept  clear  for 899,  5109 

Required  on  steam  vessels  carrying  passen- 
gers  899,  5108 

Test  of  air  tanks  o"f_ 5109 

lifeboats:  ^„„  ^,^„ 

Air  tanks  in 899,  5109 

Carrying  capacity  of;  deletion 899,  5109 

Construction  of 899,  5109 

Drawings,  specifications,  name  plate;  dele- 
tion  899,  5109 

Equipment  for,  on  vessels  on  all  rivers  except 
western  rivers  whose  water  flow  into  Gulf 
of  Mexico  and  Yukon  River: 

■  Oar.  steering,  or  rudder 899.5109 

Propellers  (hand  operated) 899,  5109 

How  lifeboats  shall  be  carried;  davits  and 

cranes  required 899.  5109 

Inclo.sed  lifeboats;  deletion 899,  5109 

Launching,  kept  clear  for 899.  5109 

Motor-propelled,  on  vessels 899,  5108 

Required  on  steam  vessels  carrying  passen- 
gers  899.5108 

Scow-shaped,  metal,  capacity  of;  deletion.  899.  5109 
Surfboat,  wooden,  or  seine  boat;  substituted 

for -     5109 

Tests  at  annual  inspection 899.  5109 

Steering  apparatus:  

Existing  Installations 899,  5109 

New  installations —  899.  5109 

Ferryboats:  llfesaving  equipment  for  (lifeboats, 

life  rafts,  outside  ladders,  etc.) 3379 

Fire  apparatus  and  flre  prevention;  fire-extin- 
guishing systems,  proposed  changes  in  regu- 
lations     5231 

Inspection   of   vessels;    copies   of   specifications 

and/or  blueprints,  deletion 899,  5109 

Special  operating  requirements;  provision  respect- 
ing sea  service  as  member  of  armed  forces  of 
United  States  as  qualifying  experience,  ex- 
clusion from  Code  of  Federal  Regulations, 

1949  Edition "^132 

Western  rivers;  pilot  rules  for.    See  Navigation, 
above. 
Seamen.    See  Merchant  marine  officers  and  sea- 
men. 
Specifications: 

Engineering  equipment  for  tank  vessels;  proposed 
changes  in  regulations: 

Flame  arresters 2067 

90000-^60 9 


COAST  GUARD — Continued 

Regulations;  inspections  and  navigation — Continued 
Specifications — Continued  • 

Engineering  equipment  for  tank  vessels ;  proposed 
changes  in  regulations — Continued 
Vent  systems;  pressure  vacuum  relief  and  spill 

valves 2067 

Llfesaving  equipment: 
Buoyant  apparatus,  hatchets,  ladders,  etc. ;  pro- 
posed new  regulations 5231 

For  merchant  vessels: 

Davits —  898,  5112 

Hand  propelling  gear,  lifeboat 898.  5114 

Lifeboats 898.  5115 

Lights,  water;  self-igniting  <calclum  carbide- 
calcium  phosphide  type) ._._  898.  5110 

Mechanical  disengaging  apparatus,  lifeboat.     898. 

5113 
Signals,  distress: 

Orange  smoke  ^hand  and  floating) 898.  2065 

Red  flare  (hand) 898.2064 

Winches,  lifeboat 898.  5111 

Materials : 

Buoyant  apparatus,  hatchets,  ladders,  etc.,  pro- 
posed new  regulations 5231 

For  merchant  vessels: 

Bulkhead   panels 898,5120 

Incombustible  materials,  for  merchant  ves- 
sels   898, 5121 

Tank  vessels: 

Engineering  equipment;  specifications  for,  pro- 
posed rule  making.    See  Specification,  above. 
Fire-fighting   equipment;    proposed   changes   In 
regulations: 
Cargo  space,  fire  equipment  for;  steam  flre- 

extingulshlng  system 2067 

Fire  pumps,  mains,  hydrants  and  hose 2067 

General  provisions;  definitions  of  "cofferdam." 
"combustible  liquid,"  and  "Inflammable  liq- 
uid," proposed  changes  in  regulations 2067 

Hulls,  machinery  and  equipment;  proposed 
changes  In  regulations: 

Boilers  and  machinery 2067 

Cargo  pumps  and  cargo  piping 2067 

Electrical  Installation 2067 

Equipment  and  miscellaneous 2067 

Hull  requirements: 

Existing  wood  hulls;  tank  vessels 2067 

New  tank  ves.sels 2067 

Hulls  and  hull  fittings;  general 2067 

Ventilation  and  venting;  new  tank  vessels 2067 

Inspection  and  certification ;  proposed  changes  in 
regulations: 
General  inspections,  reports,  and  procedures—    2067 

Inspection  of  wood  hull  tank  vessels 2067 

Lifesaving  appliances;  proposed  changes  in  regu- 
lations: 
See  also  Specifications,  below. 
Equipment;  lifeboats,  life  rafts,  and  buoyant 

apparatus 2067 

General    requirements;    distress    signals    and 

water  lights 2067 

Lifeboats,  life  rafts,  and  buoyant  apparatus: 

requirements  for 2067 

Line-throwing  appliances 2067 

Operation;  cargo  handling,  proposed  changes  in 

regulations 2067 

Specifications,  for  llfesaving  appliances;  proposed 

changes  In  regulations 2067 

Transportation  In  bulk  of  Inflammable  or  com- 
bustible liquids  having  lethal  characteristics; 

proposed  rule  making 2067 

Transportation  of  llquefled  Inflammable  gases; 

proposed  changes  In  regulations 2067 

Reserves,  aerial  flights  by;  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Safety  of  life  at  sea;  hearing  by  Merchant  Marine 
Coiincil  respecting  prevention  of  collisions.    See 
Merchant  Marine  Council. 
Transportation    of    household    goods    of    members; 
Executive  order  respecting.     See  main  heading 
Presidential  documents. 
Waivers,  of  navigation  and  vessel  inspection  laws  and 
regtilations.    See  Emergency  regiilations. 
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COFFEE   BOARD.   UTTER -AMERICAN,    privileges   of.     Page 
under  International  Organizations  Immunities  Act; 
Executive  orjder  respecting.    See  Presidential  docu- 
ments. 

COLOMBIA.  REPUBLIC  OF.  termination  of  trade 
agreement  with;  proclamation  respecting.  See 
Presidential  documents. 

COLUMBIA  NATIONAL  FOREST;  designation  as 
Gififord  Pinchot  National  Forest,  proclamation  re- 
specting.   See  Presidential  documents. 

COLUMBUS  DAt^.  1949;  proclamation  respecting.    See 

Presidential  documents. 

COMMERCE   DEPARTMENT: 

See  Census  Bureau. 

Civil  Aeronautics  Administration. 
Civil  Aeronautics  Board. 
Coast  and  Geodetic  Survey. 
Foreign  and  Domestic  Commerce  Bureau. 
Foreign-Trade  Zones  Board. 
National  Bureau  of  S:andards. 
Patent  Office. 
Publict  Roads  Bureau. 
Technical  Services,  Office  of. 
Weather  Bureau. 
Air  Navigation  Development  Board,  functions  of  Sec- 
retary In  connection  with.     See  main  heading 
Civil  Aeronautics  Administration. 
Allocation   of   Iron,   steel,    pnd    products;    voluntary 
agreements,  jJlans,  etc.,  for.    See  CflBce  of  Secre- 
tary. 
Appeals  Board,  for  Bureau  of  Foreign  and  Domestic 
Commerce.    See  Office  of  Secretary:  organization. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A> .   See  main  head- 
ing Civil  Service  Commission. 
Field  Service.     See  main  heading  Foreign  and  Do- 
mestic Commerce  Bureau. 
Industry  Advisory   Committees,   discharge   of.     See 

Office  of  Secretary. 
Industry  Cooperation,  Office  of.    See  Office  of  Secre- 
tary. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Llauldatlon  Division: 

Preservation  of  records  respecting  commodities  or 
services  exempted  or  suspended  from  price  con- 
trol iSupp.  Order  189.  amendment  4) 3707 

National  Housing  Council;   representation  on.     See 

main  heading  Housing  and  Home  Finance  Agency. 

Office  of  Secretary: 

Foreign  excess  property,  disposal  of;  Importation 

Into  United  States  of  non-agricultural  foreign 

excess  property: 

Sales  before  July  1.  1949 __     5278 

Sales  on  or  after  July  1.  1949 5277 

Industry  Advisory  Committees.     See  Industry  Co- 
operation. Ofnce  of. 
Industry  Cooperation.  Office  of: 
F\inctions.   voluntary   allocation   program;    ter- 
mination       5674 

Industry  Advisory  Committees  (advisory  com- 
mittees appointed  by  Secretary  in  connection 
with  voluntary  allocation  program) ;  dis- 
charge of 5674 

Records,  disposition  of 5674 

Termination  of  Office 5674 

Voluntary  agreements,  plans,  etc.,  for  allocation 
of  iron,  steel,  and  products: 
Information    respecting    terminated    program 

and  plans;  Office  of  Domestic  Commerce—     5574 

Procedural  rules;  revocation 5674 

Termination  of  program . 5674 

Various  plans  for  allocation  of  iron,  steel,  and 
products  for  requirements  of  designated 
Industries  and  agencies: 
Aeronautical  agencies  'Federal): 
See  also  National  Advisory  Committee  for 

Aeronautics,  below. 
Steel  and  products  for  requirements  of 
National  Advisory  Committee  for  Aero- 
nautics; extension  of  plan  to  include 
requirements  of  Civil  Aeronautics  Ad- 
ministration   492, 1853 

Termination  of  plan .    5674 


COMMERCE  DEPARTMENT^Continued  P«c« 

Office  of  Secretary — Continued 
Industry  Cooperation,  Qfflce  of — Continued 
Voluntary  agreements,  plans,  etc..  for  allocation 
of  iron,  steel,  and  products — Coninued 
Various  plans  for  allocation  of  iron,  steel  and 
products  for  requirements  of  designated 
industries  and  agencies — Continued 
Anthracite  industry;   continuation   of   plan 

with  changes 308,5368 

Extension  of  statutory  authority  (note) 1138 

Termination  of  plan 6674 

Armed    forces;    continuation   of   plan   with 

changes 642,  1138 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Atomic  Energy  Commission  projects: 
Gas  pipe  line  to  plant  at  Oak  Ridge,  Ten- 
nessee; steel  to  Elast  Tennessee  Nat- 
ural Gas  Company  for.    See  under  Oil 
and  gas  Industry. 

Plan,  continuation  of,  with  changes 641, 1138 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Economic  Cooperation  Administration  pro- 
gram; steel  shipments  (under  OIT  li- 
cense) to  certain  countries 954,  1654 

Termination 5674 

Foreign  countries  participating  in  Economic 
Cooperation     Administration     program. 
See  Economic  Cooperation  Administra- 
tion program. 
Grain  storage  bin,  farm-type   (Department 

of  Agriculture  emergency  program)—  310,  963 

Termination  of  plan 5674 

Housing  industry: 

Baseboard  radiation 947,  1992.  2048,  3903 

Termination  of  plan 5674 

Cast  iron  products  for  residential  housing; 

continuation  of  plan  with  changes.  261,  5369 
Extension  of  statutory  authority  (note)_     1138 

Termination  of  plan 5674 

Factory-made  steel  houses: 

Carry-over  deliveries;  amendment 5367 

Termination  of  plan 5674 

Warm  air  heating  equipment 945, 

2048,  2903.  3903 

Termination  of  plan 5674 

Mining  industry: 
Mining  machinery;   plan   and  continua- 
tion  _ __  739,  1138 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Ore  cars,  manufacture  of  (stockpiling  pro- 
gram of  Munitions  Board);  plan  and 

continuation 841,  1138 

Extension  of  statutory  authority 1138 

Termination 5674 

National  Advisory  Committee  for  Aeronau- 
tics: 

Continuation  of  plan  with  changes 642,  1138 

Extension  of  statutory  authority 1138 

Redesignation  of  amended  plan 492, 1853 

See  also  Aeronautical  agencies  (Federal) . 
Oil  and  gas  industry: 
Natural  gas  pipe  line  to  Atomic  Energy 
Commission  plant,  Oak  Ridge,  Tenn.; 

plan  and  continuation 923,  1138,  1620 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Oil   tankers;   continuation   of   plan   with 

changes .__  664,  1138 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Tank  and  oil  field  production  equipment; 

continuation  of  plan  with  changes.  663,  1138 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Railroad  equipipent,  construction  of  domestic 
freight  cars  and  repair  of  railway  rolling 
stock  in  furtherance  of  program  of  Office 

of  Defense  Transportation 667,  1138,  1604 

Administration  of  plans.    See  under  Or- 
ganization. 

Extension  of  statutory  authority 1138 

Termination 5674 


COMMERCE  DEPARTMENT— Continued  **«• 

Office  of  Secretary — Continued 

Industry  Cooperation,  Office  of— Continued 
Voluntary  agreements,  plans,  etc..  for  allocation 
of  iron,  steel,  and  products — Coninued 
Various  plans  for  allocation  of  Iron,  steel  and 
products  for  requirements  of  designated 
Industries  and  agencies — Continued 

Reclamation  Bureau  projects 845,  1716 

Termination  of  plan 6674 

Vessel  construction,  etc.,  industry: 

Barge  and  towing  vessel  industry,  construc:- 

tlon,  conversion,  and  repair  of  domestic 

freight- carrying    barges    and    towing 

'  vessels  in  furtherance  of  program  of 

Office  of  Defense  Transportation 668, 

1138. 1604 
Administration  of  plans.    See  under  Or- 
ganization. 

Extension  of  statutory  authority 1138 

Termination  of  plan 5674 

Merchant  vessels;  construction,  reconver- 
sion and  repair  In  furtherance  of  Unit- 
ed States  Maritime  Commission 
program,   continuation   of   plan  with 

changes 665,  1138 

Extension  of  statutory  authority 1138 

Termination 5674 

Withdrawal  from  participation  In  plan;  Mari- 
don   Manufacturing   Co.,   Inc.,   notice   of 

withdrawal 206 

Organization  and  functions: 

Assistant  Secretary  for  Foreign  and  Domestic 
Commerce,  Office  of;  Appeals  Board,  estab- 
lishment and  functions 459 

Industry  Cooperation.  Office  of: 
Director,  administration  of  plans  for  allocation 
of  steel  for  construction,  repair,  etc.,  of 
freight  barges  and  towing  vessels,  and  of 

freight  cars  and  railroad  rolling  stock 1604 

Termination  of  Office 5674 

Surplus    property,    foreign.    See    Foreign    excess 

property. 
Training  program  of  Coast  and  Geodetic  Survey 
under  Philippine  Rehabilitation  Act;  approval 
by  Secretary.  See  muin  heading  Coast  and  Geo- 
detic Survey. 
Voluntary  plans  for  allocation  of  iron,  steel,  and 
products  for  requirements  of  various  industries 
and  agencies.     See  Industry  Cooperation,  Office 

of. 
Public  Roads  Administration,  transfer  to  Commerce 
Department  under  Reorganization  Plan  No.  7  of 
1949.    See  main  heading  Presidential  documents. 
Steel  and  products,  allocation  of;  voluntary  agree- 
ments, plans,  etc.    See  Office  of  Secretary. 
Surplus  property,  foreign,  disposal  of.    See  Office  of 

Secretary. 
Trade  agreements  program;  duties,  membership  on 
committees,  etc..  in  connection  with;  Presidential 
documents  respecting.    See  main  heading  Presi- 
dential documents. 
Voluntary  plans  for  allocation  of  Iron,  steel,  and  prod- 
ucts for  requirements  of  various  Industries  and 
agencies.    See  Office  of  Secretary. 
COMMISSION       ON       ORGANIZATION       OF      THE 
EXECUTIVE  BRANCH  OP  THE  GOVERNMENT 
(Hoover  Commission),  action  in  support  of  recom- 
mendations of;   Executive  order  respecting.     See 
Presidential  documents. 
COMMITTEES.  BOARDS.  ETC.: 
Advisory  Board  for  Post  Office  Department;  estab- 
lishment under  Reorganization  Plan  No.  3  of  1949. 
See  Presidential  documents. 
Advisory  Committee  on  Voluntary  Foreign  Aid;  ship- 
ment of  relief  supplies,  etc.     See  State  Depart- 
ment. 
Air  Coordinating  Committee;   functions.     See  Civil 

Aeronautics  Board. 
Air  Force  Department,  Personnel  Review  Boards.    See 

Air  Force  Department. 
Air  Navigation  Development  Board;   establishment 
within   Civil   Aeronautics   Administration.     See 
Civil  Aeronautics  Administration, 


COMMITTEES,  BOARDS,  ETC.— Continued 
Alaska  Road  Commission.    See  Interior  Department. 
Appeals  Board  for  Bureau  of  Foreign  and  Domestic 
Commerce.    See  Foreign  and  E>omestic  Commerce 
Bureau. 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration; general  regulations  and  policies.    See 
Commodity  Credit  Corporation. 
District  of  Columbia  Recreational  Board.    See  Na- 
tional Park  Service. 
Emergency  boards  to  investigate  labor  disputes : 
Disputes  affecting  certain  carriers;  Executive  orders 

respecting.    See  Presidential  documents. 
Disputes  affecting  steel  Industry;  presidential  ap- 
pointment of  members  of  Steel  Industry  Board. 
I  See  Presidential  documents.   " 

Executive  branch  of  the  Government: 
Advisory    Committee    on    Management    Improve- 
ment; Executive  order  respecting.    See  Presi- 
dential documents. 
Commission  on  Organization  of  (Hoover  Commis- 
sion), action  in  support  of  recommendations 
of;  Executive  order  respecting.    See  Presiden- 
tial documents. 
Federal  Advisory  Council  (on  employment);  transfer 
under  Reorganiaation  Plan  No.  2  of  1949.     See 
Presidential  documents. 
Federal  Housing  Administration;   delegation  of  au- 
thority to  various  boards,  committees,  etc.    See 
Federal  Housing  Administration. 
Foreign  Aid.  Voluntary,  Advisory  Committee  on,  ex- 
portation of  relief  supplies  by  private  agencies 
recommended  by;  general  license  RLS  for  ship- 
ments Issued  by  Office  of  International  Trade.   See 
International  Trade.  Office  of. 
Ice    Observation,    Ice    Patrol,    and    Ocean   Derelict 
Destruction,    International    Service    of.    Inter- 
Departmental   Board   on;   Executive   order   re- 
specting.   See  Presidential  documents. 
Industry  Advisory  Committees: 

Appointment    by    Secretary    of    Commerce.      See 

Commerce  Department. 
For  Puerto  Rico  and  Virgin  Islands.    See  Wage  and 
Hour  Division. 
International  monetary  and  financial  problems.  Na- 
tional Advisory  Council  on.     See  National  Ad- 
visory Council  on  International  Monetary  and 
Financial  Problems. 
Joint  Military  Transportation  Committee;  functions 
of.  In  connection  with  Military  Sea  Transporta- 
tion Service.    See  Defense  Department. 
Labor   disputes,    emergency    boards    to    Investigate; 
Executive    orders   respecting.     See   Presidential 
documents. 
Management  Improvement  of  Executive  branch  of 
Government,  Advisory  Committee  on;  Executive 
order  respecting.    See  Presidential  documents. 
Merchant  Marine  Council,  United  States  Coast  Guard. 

See  Coast  Guard. 
Military  Renegotiation  Policy  and  Review  Board,  regu- 
lations Issued   by;  Joint  regulations  of  armed 
forces.    See  Defense  Department. 
Motor  Carrier  Claims  Commission.    See  Motor  Car- 
rier Claims  Commission. 
National  Advisory  Council  on  International  Monetary 
and  Financial  Problems;  Executive  order  respect- 
ing.   See  Presidential  documents. 
National  Housing  Council.    See  Housing  and  Home 

Finance  Agency. 
Patent  Compensation  Board,  Atomic  Energy  Com- 
mission.   See  Atomic  Energy  Commission. 
President's  Committee  on  Religion  and  Welfare  In 
Armed  Forces  (formerly  President's  Committee  on 
Religious  and  Moral  Welfare  and  Character  Guid- 
ance in  the  Armed  Forces),  redesignation;  Ex- 
ecutive order  respecting.    See  Presidential  docu- 
ments. 
Reciprocity  Information  Committee;  Executive  order 

respecting.    See  Presidential  documents, 
■outh  Pacific  Commission,  privileges  and  Immunities 
of;  Executive  order  respecting.    See  Presidential 
documents, 
fiteel  Industry  Board,  to  investigate  labor  dispute; 
appointment  of  members  by  President.   See  Presi- 
-  dentlal  documents. 
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COMMITTEES.  BOARDS.  ETC.— Continued  Page 

Surplus  Property.  Committee  for  Disposal  of,  for  Edu- 
cational Purposes:  authority.  See  General  Serv- 
ices Administration. 

Trade  Agreements  Committee.  Interdepartmental; 
Executive  order  respecting.  See  Presidential 
documents. 

Veterans'  Placement  Service  Board;  transfer  under 
Reorganization  Plan  No.  2  of  1949.  See  Presi- 
dential documents. 

Veterans'  Tuition  Appeals  Board.  See  Veterans'  Ad- 
ministration. 

War  Claims  Commission.  See  War  Claims  Com- 
mission. 

^COMMODITY  CREDIT  CORPORATION: 

Authority,  delegations  of.  to  various  oflScials: 

Contracting  officers;  authority  to  lease  real  estate 

in  connection  with  storage  program 7691 

President;  authority  of  manager  vested  in 7690 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .  See  main  head- 
ing Civil  Service  Commission. 
Contract  Disputes  Board  for  Commodity  Credit  Corpo- 
ration; rules  for.  See  General  regulations  and 
policies. 

Designation  of  agents  to  receive  service  of  process 1274 

Designation  of  duties  of  Vice  Presidents 7690 

General  regulations  and  policies: 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration, rules  for 1865 

Loans,  purchases  and  other  operations;  loans  to  and 

purchases  by  trustees 2372 

Loan  documents  as  security  for  loans  by  banks  for  co- 
operatives.  See  Farm  Credit  Administration. 
Loans,  purch&ses,  and  other  operations: 
Barley: 

See  also  Grains. 
Loan  program,  1948 

Loan  rates,  basic;  at  Sioux  City,  Iowa,  terminal 

market 3827 

Redemption  of  barley  under  warehouse-storage 

loans;  notice  of  final  date  for 2041 

Loan  and  purchase  agreement  program  1949 2965 

Approved  storage 4510 

Eligible  barley 4510,  5413 

Set-offs 4510 

Settlement : 4513 

Support  rates 4510 

At  terminal  narkets 5415 

County  rates;  additions  and  changes 5415 

Variations  for  grades 5416 

Purchase    agreement    program,    1948;    purchase 
price,  for  warehouse  stored  barley  delivered 

to  CCC 1731 

Reseal  loan  program,  1948 3221 

Beans,  dry  edible: 

Farm  storage  facilities.    See  Farm  storage  facili- 
ties. 
Loan  and  purchase  agreement  programs: 

1948  program: 

Availability  of  loans  and  purchases 121 

Delivery  of  beans  to  CCC;  charges^ 1884 

Redemption  of  beans  under  warehouse-stor- 
age loans;  notice  of  final  date  for 2041 

1949  program 5285 

Settlement  rates 5685 

Butterfat.    See  Dairy  products. 
Corn: 

See  also  Grains.  V 

Loan  and  purchase  agreement  programs: 

1948  program;  availability  of  loans  and  pur- 
chase agreements , 917.  957 

1949  program 6039,  6278 

Basic  support  rates 6161 

Reseal  loan  program,  1948 3767 

Availability;  area,  time,  etc 5416,  7193 

Quantity  eligible  for  resealing 5416 

Cotton;  loan  programs: 

1948  program:    v 

Advance  loans,  secured  by  chattel  mortgages; 

redeslgnation -_  501 

Pooling  of  1948  crop  loan  cotton;  notice 2729 

1949  program 3723 

American-Egyptian  cotton,  loans  on .  6278 


COMMODITY  CREDIT  CORPORATION— Continued      P"ge 
Loans,  purchases,  and  other  operations — Continued 
Cotton;  loan  programs — Continued 
1949  program— Continued 
Loan  rates,  basic: 

By  warehouse  locations 5176 

For  farm-stored  cotton 5181,  6741 

Cottonseed.    See  Oilseeds. 
Dairy  products: 
Butterfat  (salted  creamery  butter) ;  price  support 

program.  1949 1703,5182 

Milk,    manufacturing;    price    support    program, 
1949: 

Cheddar  cheese 5182 

Milk  solids,  nonfat  dry 2585 

Distress  loan  program,  for  grains.    See  Grains. 
Driers,  mechanical;   loans   for  purchase  of.    See 

Farm  storage  facilities. 
Eggs  (dried,  frozen,  and  shell) ;  price  support  pur- 
chase program.  1949 3483 

Farm  storage  facilities: 

Loan  program 5587 

Mechanical  driers;  loans  for  purchase  of 6709 

Flaxseed.    See  Oilseeds. 

General  regulations  and  policies  respecting.    See 

General  regulations  and  policies,  above. 
Grain  sorghums: 
See  also  Grains. 
Loan  program,  1948: 
Loan  rates: 

Basic:  at  Sioux  City,  Iowa,  terminal  market.    3827 
County;   addition  of  certain  counties  and 

rates 517 

Redemption  of  grain  sorghums  under  ware- 
house-storage loans;  notice  of  final  date—    2042 

Loan  and  purchase  agreement  program,  1949 2969 

Approved  storage 4587 

Set-offs 4587 

Settlement 4655 

Support  rates 4653 

County  rates;  additions  and  changes 5417 

Purchase    agreement    program,    1948;    purchase 

price  for  warehouse-stored  grain  sorghums. -    1884 
Grains: 
See  also  Barley;  Corn;  Grain  sorghums;  Oats; 

Rice;  Rye;  and  Wheat. 
Distress  loan  prograpi,  1949;  for  small  grains  in 

certain  areas 5857.  7306 

Farm  storage  facilities  for.    See  Farm  storage 
facilities. 
Hay  and  pasture  grass  seeds.    See  Seeds. 
Hogs.    See  Meat  animals. 

Meat  animals  and  meat  products ;  support  prices  for 
hogs: 

April  through  September  1949 —     2605 

October  1949  through  March  1950 6278 

Milk.    See  Dairy  products. 
Oats: 
See  also  Grains. 

Loan  program,  1948;  notice  of  final  date  of  re- 
demption of  oats  under  warehouse-storage 

loans 8043 

Lo£in  and  purchase  agreement  program.  1949 2972 

Approved  storage 4709 

'  Eligible  oats 4709 

Set-offs 4709 

Settlement 4713 

Support  rates 4709 

County  rates:  additions  and  changes 5417 

Purchase   agreement   program,    1948;    purchase 

price  for  warehouse-stored  oats 1884 

Reseal  loan  program,  1948 3224 

Oilseeds : 
Cottonseed : 

Loan  program,  1949_. 5001 

Approved  farm  storage 7194 

Approved  forms 7194 

Availability  of  loans— 6493.7193 

Cooperative  marketing  association  loans 7195 

Determination  of  quantity 7194 

Eligible  cottonseed _ 7194 

Ehgible  producer 7194 

Insurance 7194 

Loss  or  damage  to  cottonseed 7194 

Maturity  and  satisfaction 7195 

Purchase  of  notes 7195 


COMMODITY  CREDIT  CORPORATION— Continued      P«g« 
Loans,  purchases,  and  other  operations — Continued 
Oilseeds — Continued 
Cottonseed — Continued 
Loan  program,  1949 — Continued 

Rates,  loan  and  settlement 7195 

Release  of  cottonseed  under  loan 6493,  7195 

Service  fees 7194 

Warehouse  receipts 7195 

Purchase  proerram.  emergency.  1949 7215 

Farm  storage  facilities  for.     See  Farm  storage 

facilities. 
Flaxseed : 
Loan  program.  1948: 

Loan  rates,  basic,  for  No.  1  flaxseed;  Arizona 

and  California 517 

Redemption  of  flaxseed  under  warehouse- 
storage  loans;  notice  of  final  date  for 2435 

Loan  and  purchase  agreement  program,  1949-.    3728 

Loan  rates,  county;  for  No.  1  flaxseed 5183 

Loans;  maturity  and  satisfaction 7681 

Purchase   agreement   nrogram,    1948;    storage 

allowance 2586 

Purchase  program.  1949  Texas  flaxseed 2007 

Purchase  price,  in  designated  counties 2847 

Soybean ;  loan  and  purchase  agreement  programs : 
i948  program: 
Sale  and  purchase  of  soybeans  securing  un- 
paid warehouse  storage  loans;  notice 2931 

Storage  allowance;  purchase  agreements. ..     2777 

1949  program 3973.5184 

Basic  loan  and  purchase  rates 5706 

Loans:  maturity  and  satisfaction 7683 

PMA  Commodity  offices 5707 

Peanuts : 
Farm  storage  facilities.    See  Farm  storage  facil- 
ities. 
Loan  programs  (merchantable  farmers'  stock). 
1949: 

Producer  loans__-_- 5'55 

Sheller  loans 5757 

Purchase  program.  1949 5758 

Support  prices,  1949;  producer  and  sheller  loan 

rates,  and  purchase  prices 5760,  5799.  6057 

Peas,  dry  edible  smooth : 
Farm  storage  facilities.    See  Farm  storage  facil- 
ities. 
Loan  and  purchase  agreement  programs: 

1948  program: 

Delivery  of  peas  to  CCC;  charges 1884 

Redemption  of  peas  under  warehouse-stor- 
age loans;  notice  of  final  date 2043 

1949  program 4935 

Potatoes : 

Irish  potatoes: 

Acreage  goals.  1949 431 

Loan  program,  1949 5*17 

Price  support  purchase  program,  1949 3273.  3769 

Dealers,  eligibility  of '^127 

Growers,  eligibility  of '^127 

Refu.<;al  of  price  support  In  California  (except 

Modoc  and  Siskiyou  Counties) 6556.  6596 

Sales,  restriction  on . "^127 

Sweetpotatoes.    See  Sweetpotatoes. 

Poultry;  turkey  price  support  program,  1949 6125.  6195 

Reseal  loan  programs,  for  certain  grains.    See  Bar- 
ley; Oats;  and  Wheat. 
Rice: 
See  also  Grains. 
Loan  and  purchase  agreement  programs: 

1948  program;  notice  of  final  date  of  redemption 

of  rice  under  warehouse-storage  loans 2043 

1949  program 4844 

Availability  of  loans  and  purchase  agree- 
ments    '^869 

Determination  of  quantity 7196 

Eligible  rice "^869 

Farm-storage  loans,  ineligible  rice  delivered 

under,  settlement  value  for 5419 

Rates,  for  loans  and  purchases 5419.  7869 

Warehouse  charges 5419 

Rye: 
See  also  Grains. 


COMMODITY  CREDIT  CORPORATION— Continued      P=^^ee 
Loans,  puixhases,  and  other  opeianons — Continued 
Rye—Continued 
Loan  and  purchase  agreement  programs: 

1948  program: 

Rates,  for  loans  and  purchases: 

At  Sioux  City.  Iowa,  terminal  market 3827 

County  rates;  addition  of  counties  and  rates_  405. 

3277 

Storage  allowance 1732 

Redemption  of  rye  under  warehouse-storage 

loans;  notice  of  finaJ'date 2043 

1949  program 2975 

Approved  storage 4479 

Set-offs 4479 

Settlement 4658 

Support  rates 4656 

At  terminal  markets 5419 

County  rates;  additions  and  changes 5419 

Seeds: 

Hay  and  pa.sture  grass;  purchase  agreement  pro- 
gram. 1949 4658 

Packaging 5957,  7683 

Support  prices 5957 

Oilseeds.    See  Oilseeds. 

Range  gra.ss  (bluestem.  buffalo  grass,  etc.) ;  price 

support  program.  1948 362 

Winter  cover  crop  (hairy  vetch,  crimson  clover, 
etc.) ;  purcha.se  agreement  programs: 

1948  program;  redeslgnation 501 

1949  program 3117 

Snap  beans.    See  Vegetables,  fresh. 

Soybean.    See  Oilseeds. 

Spinach.    See  Vegetables,  fresh. 

Storage  facilities,  farm.    See  Farm  storage  facilities. 

Sweetpotatoes;    price  support   purchase  program, 

1949 5184 

Tobacco;  loan  programs: 

1948  program;  advances  to  growers,  for  1948  crop: 
Maryland  tobacco: 

Type  32,  loose  leaf  form 917 

Type  32b  (also  known  as  Upper  County  To- 
bacco)      2541 

Puerto  Rican  tobacco,  type  46 3732 

Wisconsin  tobacco,  types  54  and  55 271 

1949  program 3732 

Advances  to  growers,  for  1949  crop* 

Burley  tobacco,  type  31 6563 

Dark  air-cured  tobacco,  types  35,  36 6563 

Fire-cured  tobacco: 

Kentucky  and  Tennessee,  types  22.  23,  24. _     6563 

Virginia.  t>T3e  21 6563 

Flue-cured  tobacco,  types  11-14 4514 

Virginia  sun-cured  tobacco,  type  37 6563 

Wisconsin  tobacco,  types  54  and  55 7336 

Turkey.    See  Poultry. 

Vegetables,  fresh;  purchase  programs: 

Cabbage.  A.-^cal  year  1949;  redeslgnation 501 

Snap  beans;  fiscal  year  1950 6874 

Spinach;  fl.scal  year  1950 -     6874 

Wheat: 
See  also  Grains. 
Loan  program,  1948: 

County  rates,  discounts,  and  premiums  (Slope 

County.  North  Dakota) 1408 

Redemption  of  wheat  under  warehouse-storage 

loans;  notice  of  final  date 2043, 2083 

Loan  and  purchase  agreement  program,  1949 3733 

Loss  or  damage  to  wheat 5185 

Settlement 4542 

Support  rates 4535 

At  other  than  designated  tenninal  markets.  .    6511 

At  terminal  markets 6509 

County  rates;  additions  and  changes 5420 

Price  .support  program,  1950 6328 

E>efinitions;  wheat  acreage 7701 

Farm  acreage  allotment  and  wheat  acreage, 

producer's  share  of:  determination  of 7701 

Purchase  agreement  program,  1948;  storage  allow- 
ance       1885 

Purchase  program.  1949;  Georgia  and  South  Caro- 
lina wheat 2847 

Reseal  loan  program,  1948 3193 

Wool: 

Price  .support  purcha.se  program.  1949 2777 

Purchase  program;  redeslgnation 35,  36 
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COMMODITY  CREDIT  CORPORATION— Continued      p^^k^ 
Notes  (commodity  loan  program);  eligibility  for  dis- 
count by  Federal  Reserve  banks  and  as  security 
for  advances  to  member  banks.    See  main  head- 
ing Federal  Reserve  System. 

Organization  statement;  revision 7689 

Trustees;  loans  to  and  purchases  by.   See  General  reg- 
ulations and  policies. 
COMMODITY    EXCHANGE    AUTHORITY    (INCLUD- 
ING  COMMODITY   EXCHANGE   COMMISSION): 
General  regulations  under  Commodity  Exchange  Act; 

posting  of  registration  certificate 2851 

Special  provisions  respecting  reports  on  various  agri- 
cultural commodities: 
Fats;  amounts  fixed  for  reporting  on  forms  901,  and 

903 2521 

Grain  (milled  rice) ;  ajnounts  fixed  for  reporting  on 

forms  201.  203.  and  204 2084 

Oils;  amounts  fixed  for  reporting  on  forms  1001,  and 

1003 2521 

COMMUNITY    FACILITIES   SERVICE    (formerly    Com- 
munity Facilities  Bureau): 
Advance  planning:  effective  date,  exclusion  from  Code 

of  Federal  Regulations.  1949  Edition 4905 

Authority,  delegation  of,  by  General  Services  Admin- 
istrator, to  various  ofQces  and  officials: 
Commissioner,  and  previously  authorized  officials 
or  employees  in  Washington  Office,  respecting 
planning,  development  and  administration  of 

community  facilities  programs 7569 

Field  offices  and  officials;  continuance  in  effect  of 

previously  delegated  authority 7569 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .  See  main  head- 
ing Civil  Service  Commission. 
Functions  of  constituent  agencies  of  Federal  Works 
Agency  transferred  to  General  Services  Admin- 
istration under  Federal  Property  and  Adminis- 
trative Services  Act :  administration  of.  See  main 
headingXienera.1  Services  Administration. 
Organization ;  change  of  location  of  offices  of  various 
divisions : 

Division  No.  1,  New  York  City 1606 

Division  No.  4,  ChicaKC  111 -—     3803 

COMPTROLLER  OF  CURRENCY  BUREAU: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).     See    main 
heading  Civil  Service  Commission. 
Loans  made  by  national  banks  secured  by  liens  upon 

leaseholds 6787 

COMPTROLLER  GENERAL  OF  THE  UNITED  STATES ; 
designation  of  employees  to  act  as.    See  General 
Accounting  Office. 
CONFIDENTIAL  INFORMATION  AND  RECORDS.    See 

RecOTds. 
CONSCIENTIOUS  OBJECTORS,  noncombatant  service 
and  training  for:  Executive  order  respecting.    See 
Presidential  documents. 
CONSERVATION    OF    FUEL    OIL.    GASOLINE.    AND 
GAS.  by  Federal  agencies;  directive  respecting.    See 
Presidential  documents. 
CONSUMER  INSTALMENT  CREDIT,  regulations   re- 
specting.    See  Federal  Reserve  System. 
CONTRACTS.  GOVERNMENT: 

Alaska  Railroad;  contract  procedure  and  authority. 

See  Alaska  Railroad. 
Appeals,  contract: 
Authority  of  Public  Housing  Administration  officials 
respecting.    See  Public  Housing  Administration. 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration; functions  respecting.    See  Commod- 
ity Credit  Corporation. 
Construction  contracts :  authority  of  heads  of  agen- 
cies of  Interior  Department  respecting.    See  In- 
terior Department. 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration;  functions  respecting  contract  claims 
appeals.    See  Commodity  Credit  Corporation. 
Contract  settlement  under  Federal  Property  and  Ad- 
ministrative Services  Act.    See  General  Services 
Administration. 


CONTRACTS.  GOVERNMENT— Continued  Page 

Leases,  real  estate,  etc..  authority  respecting.    See 
Commodity  Credit  Corporation,  and  Interior  De- 
partment. 
Minimum  wage  determinations  under  Wal.sh-Healey 
Public    Contracts    Act.      See    Public    Contracts 
Division. 
Procurement: 
By  armed  services: 
Army  Department  regulations.     See  Army  De- 
partment. 
Joint  regulations  of  armed  forces.    See  Defense 
Department. 
By  Federal  agencies.    See  Federal  Supply  Service, 
and  General  Services  Administration. 
Renegotiation;  joint  regulations  of  armed  forces.    See 

Defense  Department. 
Stockpiling  critical  and  strategic  materials;  authority 
respecting  contracts  for  services  in  connection 
with.  See  General  Service  Administration. 
Supply  and  service  contracts;  authority  of  various 
agencies  respecting.  See  General  Services  Ad- 
ministration: Interior  Department;  and  Post 
Oflice  Department. 

CONVERSION  OP  CURRENCY,  in  connection  with  col- 
lection of  duties.    See  Customs  Bureau. 

COPYRIGHT  OFFICE,  LIBRARY  OF  CONGRESS: 

Copyright  protection,  extension  of.  to  works  of  authors 
who  are  citizens  of  Australia;  proclamation  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Regulations : 

Claims  to  copyright,  registration  of;  forms 3619 

General  provisions:  ^ 

Catalog  card,  preparation  of 3619 

Import  statements  for  books  and  periodicals  of 
foreign  origin  in  English  language 3619 

COPYRIGHTS : 

Armed  .services  procurement  regulations  respecting. 
See  Defense  Department. 

Copyright  Office;  regulations.     See  Copyright  Office. 

Customs  regulations  respecting.    See  Customs  Bureau. 

Extension  of  copyright  protection  to  works  of  authors 
who  are  citizens  of  Australia;  proclamation  re- 
specting.    See  Presidential  documents. 

Tran.saction  of  German  nationals  in  works  subject  to 
copyright,  licensing  of;  regulations  of  Office  of 
Alien  Property  respecting.  See  Alien  Property, 
Office  of. 

Vesting  of  rights  to  copyright  of  certain  foreign 
nationals.     See  Alien  Property,  Office  of. 

CORPS  OF  ENGINEERS.  DEPARTMENT  OF  THE 
ARMY.    See  Engineers.  Corps  of. 

COUNTERFEIT  COINS.  SECURITIES.  ETC.;  delivery 
by  banks  and  post  offices  to  Treasury  Department 
through  Secret  Service.    See  Treasury  Department. 

COURTS: 
Naval.    See  Navy  Department. 

Puerto  Rico;  designation  of  Acting  Judge  of  United 
States  District  Court,  Executive  order  respecting. 
See  Presidential  documents. 
COURTS-MARTIAL    MANUAL.    U.    S.    ARMY.    1949; 
Executive  orders  respecting.    See  Presidential  docu- 
ments. 

CREDIT  UNIONS.    See  Federal  Credit  Unions  Bureau. 

CRIPPLED  CHILDRENS  PROGRAM.     See  Children's 

Bureau. 
CROP  INSURANCE  CORPORATION,  FEDERAL.     See 

Federal  Crop  Insurance  Corporation. 

CUBA: 

Radio  and  television  broadcast  stations  in;  inter- 
national agreements  respecting  assignment  of 
frequencies.  See  Federal  Communications  Com- 
mission. 

Trade  agreement  with;  proclamations  respecting.  See 
Presidential  documents. 

CULTURAL  COOPERATION  PROGRAM.  See  State 
Department. 

CURRENCY.  FOREIGN :    See  Foreign  moneys. 


CUSTOMS  BUREAU:  ''^^^ 

Authority,  delegations  of.     See  Organization,  dele- 
gations of  authority,  etc. 
Cotton,  long-staple.  Imports  of;  proclamation  respect- 
ing.   See  main  heading  Presidential  documents. 
Customs  regulations: 
Air  commerce  regulations: 
Airports  of  entry,  designations,  etc. : 
Permanent : 

See  also  Redeslgnatlon  of  certain  temporary 
airports  of  entry  as  airports  of  entry 
without  time  limit. 
Bisbee-Douglas   Airport,   Douglas.    Arizona; 

designation 2066,  JjyB 

Douglas  Airport.  Douglas.  Arizona;  revoca- 

tlon     *     ^uoo,  ooyo 

Pan-American  Field  (or  36th  Street) ,  Miami. 
Florida ;  change  of  name  to  Miami  Inter- 
national Airport 3493 

Redeslgnatlon  of  certain  temporary  airports  of 
entry  as  airports  of  entry  without  tune 
limit:  ^      .„ 

Dorothy  Scott  Municipal  Airport.  Oroville 

Washington 2066,  28,51 

Dorothy  Scott  Seaplane  Base.  Oroville,  Wash- 

Ington .2066,  2831 

Temporary   airports   of  entry,   redeslgnatlon. 
See  Redeslgnatlon  of  certain  temporary  air- 
ports of  entry. 
Documents  for  clearance: 

Examination  In  Hawaii  of  persons  traveling 

by  air  to  mainland ^"^ 

Pa.ssen?er  manifest,  contents  of iy» 

Documents  for  entry: 

Aircraft  of  United  States  registry  engaged  in 

trade        ^"8 

Passenger'niariif est  and  air  passenger  manifest. 

contents  of i-rv 

Landing  requirements,  permission  granted  by 
customs  officers  to  land  at  other  than  airport 
of  entry °^^* 

Documents  for  clearance  and  entry  of.  See  Air 
commerce  regulations. 

Drawback  claims  on.    See  Duties. 

Fiee  entry,  conditional.  See  Articles-  condi- 
tionally free.  *♦  „„j 

Invoices,  certified,  not  required  on  alrcraftand 
equipment  returned  for  repairs.  See  Entry 
of  Imported  merchandise. 

Landing  requirements.  See  Air  commerce  regula- 
tions. 

^rermlnatlon  of  value,  cases  involving  conversion 
of  foreign  currencies  for  which  two  or  more 

rates  of  exchange  have  been  certified 5511,  6495 

Dumping;  findings  of: 

Berets,  wool  knitted,  from  France;  investiga- 
tion incomplete 7b42 

Chair  seats,  veneer,  from  Canada;  revocation. _    7642 
Fencing  and  netting  from  Germany;  revoca- 

tion      '"*^ 

Fly  catchers,  ribbon,  from  United  Kingdom, 
Japan.  Belgium,  and  Germany;  revoca- 
tion  -— — -    7642 

Footwear,  rubber  soled,   fabric  topped,  from 

Japan;  revocation 7642 

Glass  frostlngs.  from  Germany;  revocation 7642 

Lamps  and  bulbs,  electric,  from  Japan;  revoca- 
tion.  - - ^647 

Examination  of   merchandise,   procedure;   pro- 
posed rule  making 2800 

Furnishing  information  as  to  values;  proposed 

rule  making 2800 

Armed  forces.  United  States,  bona  fide  gifts  from 
members  of.     See  Importations  free  of  duty 
during  war. 
Articles  conditionally  free,  subject  to  reduced  rate, 
etc.: 
,Aircr&f  t ' 
Domestic  articles  returned;  aircraft,  parts  and 

equipment ^^5 

In  International  traffic.    See  Vehicles. 
Animals  and  birds: 

Game  animals  and  birds  killed  by  residents 

abroad.  Importation  free  of  duty -^—zs     l}^' 
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CUSTOMS  BUREAU — Continued 

Customs  regulalion.s — Continued 

Articles  conditionally  free,  subject  to  reduced  rate, 
etc. — Continued 
Animals  and  birds— Continued 

Skins  bearing  wool  or  hair  as  fur  skins: 

Change  of  headnote 2(46 

Guanaquito.  addition ^•4b 

Automobiles  and  other  vehicles.  See  Vehicles. 
Fish  quantity  that  may  be  Imported  during  cal- 
endar year  1949  at  reduced  rate  of  duty  estab- 
lished pursuant  to  General  Agreement  on 
Tariffs  and  Trade.  See  Trade  agreements. 
below.  ,,^  ^.  , 

Foreign  military  personnel  and  families,  articles 

for  use  of 6558 

International  organizations  entitled  to  free  entry 
privileges;  certain  deletions  and  additions: 
See  also  main  heading  Presidential  documents. 

Caribbean  Conmiission:  addition 7501 

Inter-American  Coffee  Board;  deletion 7501 

Intergovernmental    Committee    on    Refugees; 

deletion 7501 

United    Nations    Relief    and    Rehabilitation 

Administration:  deletion 7501 

World  Health  Organization;  addition 7o01 

Passengers  baggage:  ^    •    j  ♦ 

Exemptions  for  returning  residents;  basic  duty 

exemption  increased  from  $100  to  $200 6994 

Paintings  and  other  works  of  American  artists 

temporarily  residing  abroad 5240 

Registration  of  valuable  effects  of  resident  sea- 
men and  airmen 19^8 

Unaccompanied   shipments,   articles   acquired 
abroad  by  returning  residents;  basic  duty 

exemption  increased  from  $100  to  $200 6994 

Vehicles  (trucks,  busses,  and  taxicabs)  and  air- 
craft:     "                                    ,      ,                J 
Free  under  6   months'   bond:    foreign  owned 
vehicles  or  craft  brought  in  for  temporary 
stay  on  regularly  scheduled  trips  in  inter- 
national traffic 3(04 

Taken  abroad;  reentry: 
Basic  exemption  for  returning  residents  in- 
creased from  $100  to  $200 6994 

In  iifternational  traffic  on  regularly  sched- 
uled trips: 
Domestic;  duty  on  repairs  made  in  foreign 

country 3704 

Domestic  or  foreign  owned;  incidental 
carrying  of  merchandise  or  passengers 
for  hire   between  points   in  country 

entered 3704 

Withdrawal  of  supplies  for  vessels,  exemption 
from  customs  duties  and  internal -revenue 
tax:  vessels  of  war  of  certain  countries: 
Canadian  vessels  of  war  accorded  privilege...     1755 
Publication  of  additions  and  changes  in  list  of 

countries;  deletion  of  footnote 175t 

Bonds.    See  Customs  bonds. 
Canada : 
See  also  Contiguous  foreign  territory. 
"No  consul"  list,  addition  to.    See  Entry  of  im- 
ported merchandise. 
Vessels  of  war.  withdrawal  of  supplies  for.    See 
Articles  conditionally  free. 
Contiguous  foreign  territory: 
See  also  Canada,  and  Mexico. 
Customs  relations  with.    See  Customs  relations. 
Invoices,  certified,  required  on  certain  forest  prod- 
ucts irom.    See  Entry  of  imported  merchan- 
dise. 
Conversion  of  currency: 
Appraisement  of  merchandise,  determination  of 

values.    See  Appraisement  of  merchandise. 
Liquidation  of  duties;  Instructions  with  respect 
to  various  currencies,  etc.    See  Duties. 
Copyrights.    See  Packing  and  stamping,  marking, 
trade-marks  and  trade  names,  copyrights. 

Customs  bonds: 
Bonds  approved  by  collectors: 

Addition  of  carrier  bonds 143 

Immediate   delivery   and   consumption   entry 

bond  (single  entry) ;  proposed  rule  making.    2801 
Bonds  approved  by  Commissioner  of  Customs; 

deletion  of  carrier  bonds 143 
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CUSTOMS  BUREAU — Continued 
Customs  regulations — Continued 
Customs  bonds — Continued 

Cancellation  of  erroneous  charges 506 

Forms;  proposed  revision  or  modification  of: 
Form  7551.  immediate  delivery  and  consumption 

entry  bond  (single  entry) 2801 

Form  7553.  immediate  delivery  and  consumption 

entry  bond  (term) 2801 

Form  7555.  warehouse  entry  bond 2801 

Form  7595.  general  term  bond  for  entry  of  mer- 
chandise -- 2801 

Form  7601.  bond  of  actual  owner  to  cover  the 
payment  of  increased  and  additional  duties, 
taxes,  redelivery  of  merchandise  for  mark- 
ing, etc 

General  bond  for  smelting  and  refining  ware- 
houses   — 

Nonproduction  of  documents,  failure  to  redeliver 

packages;  proposed  rule  making 2801 

Customs  districts  and  ports: 

Airports  of  entry.    See  Air  commerce  regulations. 
Customs  agency  districts,  change  of  Tennessee 

area  from  District  No.  9  to  District  No.  7 1755 

Customs  ports  of  entry:  changes  effected  by  Ex- 
ecutive Orders  10042  and  10088 : 
See  also  main  heading  Presidential  documents. 

Alabama;  Mobile  (extension) 1155 

Alaska;  Cordova  (designation) 1155 

Arizona;  change  from  Sonoyta  to  Lukeville 7287 

California;    San    Francisco-Oakland     (exten- 
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Massachusetts.  Lawrence  (extension) 7287 

Michigan.  Cheboygan  (revocation) 1155 

New  York;  Alexandria  Bay  (extension) 1155 

North  Carolina: 

Elkin    (designation) ]]ll 

Wilmington   (extension) 1155 

Puerto  Rico: 

Arecibo  and  Arroyo  (revocation) 1155 

Guayanllla   (revocation) ^287 

Washington,  Neah  Bay  (designation) 7287 

Customs  stations,  requirements  for  transaction 
of  customs  business  at  places  other  than  ports 

of  entry /-^-""    ^^^^ 

Delegations  of  powers  to  Commissioner  of  Cus- 
toms, codification  discontinued 122 

See  also  Organization,  below. 
Customs  relations: 
Contiguous  foreign  territory,  vessels   and  mer- 
chandise arriving  from: 

Lading  and  unlading  of  vessels,  permits 3704 

Merchandise  In  transit: 
Between  ports  in  United  States  through  con- 
tiguous foreign   territory 1229 

—     Through   United   States   between    ports   of 

Canada  or  Mexico 2166 

Wake  Island;  governmental  administration 3618 

Districts,  customs  collection.    See  Customs  districts 

and  ports. 
Drawback  of  duties;  claims.    See  Duties. 
Dumping  of  merchandise  from  various  countries, 
findings  respecting.    See  Appraisement. 

Duties:  ^  ^       ^     .. 

Articles  conditionally  free,  subject  to  reduced  rate, 

etc.    See  Articles  conditionally  free. 
Conversion  of  currency.    See  Liquidation  of  duties. 
Drawback  claims: 

Completion  of  drawback  claims:  vessels  or  air- 
craft built  for  foreign  account  and  owner- 
ship  ^ 6856 

General  regulations  applicable  to;  change  of 

authority  citation 1345 

Notice  of  intent  to  export;  aircraft  departing 

from  United  States  under  Its  own  power...    6856 
Liquidation  of  duties: 
Conversion  of  currency  for  purposes  of  assess- 
ment and  collection  of  duties: 
Instructions  in  cases  where  multiple  rates  of 
exchange  are  certified  by  Federal  Reserve 

Bank  of  New  York 5511.  6495 

Various  currencies: 
Belgian    franc,    collection    of    estimated 

duties - —   1397 

Chinese  Federal  Reserve  Bank  yuan.  In- 
structions  341,  1122 
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CUSTOMS  BUREAU— Continued 
Customs  regulations — Continued 
Duties — Continued 
Liquidation  of  duties — Continued 
Conversion  of  currency  for  purposes  of  assess- 
ment and  collection  of  duties — Continued 
Various  currencies — Continued 
Colombian    peso,    collection   of   estimated 

duties 

French  franc,  supplemental  Instructions — 
Hong  Kong  dollar,  collection  of  estimated 

duties 

Spanish  peseta: 

Collection  of  estimated  duties 2361 

Proposed  instructions 3709 

Thai  (Siamese)  baht.  instructions 2546.  5187 

Uruguayan  peso,  instructions 2107.  5044 

Countervailing  duties  on  fencing  wire,  galva- 
nized sheets,  traction  engines,   and  wire 

netting  from  Austraha "057 

Enforcement  of  customs  and  navigation  laws: 
Baggage,    passengers',    from    foreign    countries, 
basic  duty  exemption  for  returning  resident 

Increased  from  $100  to  $200 6994 

Controlled  exports  and  Imports: 

Change  of  authority  citation 1345 

Deletion  of  "tin-plate  scrap" 1^57 

Disposition  of  goods  after  summary  forfeiture, 

value  not  exceeding  $1.000 1345 

Examination  of  importer  and  others 1345 

Oil  Pollution  Act  of  1924.  enforcement  of 50< 

American  vessel,  violation  by:  copy  of  report  to 
be  furnished  District  Commander  of  Coast 

Guard  district -—     1083 

Remission,  mitigation,  or  cancellation  by  collec- 

tors 5*^6 

Entry  of  imported  merchandise: 

Declaration  on  entry;  proposed  rule  making ^ouo 

Entry  for  consumption: 

By  United  States  Government  department  or 
agency;    release   under   bond,   billing   for 

charges  due  Government 918 

Coal  coke  and  briquets  Imported  from  certain 
countries,  taxable  status.  See  Taxable 
status  of  certain  imported  articles,  below. 

Release  of  packages;  proposed  rule  making 2800 

Entry  of  goods  sold  in  transit  from  point  of  ex- 
portation to  port  of  entry 737 

Evidence  of  right  to  make  entry,  bill  of  lading 4519 

Invoices: 

Additional  Information  required  on  Invoices: 
Copper-bearing  ores,  concentrates,  and  other 

articles 5229 


Toys- 


1005 

Wool   products *519 

Certified  Invoices  not  required: 

Aircraft,  parts,  and  equipment  returned  for 

repairs 225 

Articles  not  exceeding  $500  In  value  which  are 

not  Intended  for  sale 5044 

Forest  products  from  contiguous  countries; 

deletion  of  red  cedar  shlnges 1344 

"No  consul"'  list:  ^       ^^,„ 

Canada;  Old  Crow.  Yukon  Territory  (addition) .    4639 

Cyrenalca  (addition) 5280 

Cuba.  Camaguey  Province  (additions  of  certain 

places  In) 1937 

Mexico;  Prontera.  Tabasco  (addition) 739 

Pacific  Island  (additions  and  deletions) 3381 

Power  of  attorney,  limited  to  certain  districts;  fil- 
ing approval,  etc l^nn 

Recall  of  merchandise;  proposed  rule  making 2800 

Warehou.se  entry,  form  and  content,  for  nonuni- 
form packages  grouped  together  as  one  item. 
Foreign  military  personnel,  free  entry  of  articles  for 

use  of.    See  Articles  conditionally  free. 
Foreign-trade  zones,  customs  control  of  merchan- 
dise in.    See  Warehouses. 
Game  animals  or  birds  killed  abroad  by  United 
States  residents.  Importation  of.    See  Articles 
conditionally  free. 
Importations  free  of  duty  during  war;  bona  fide 
gifts  from  members  of  armed  forces  of  United 
States,  privileges  extended  until  July  1.  1951-. 
In  transit  merchandise.     See  Transportation  in 
bond  and  merchandise  in  transit. 
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CUSTOMS  BUREAU — Continued 

Customs  regulations— Continued  v.     j<  . 

Liability  for  duties;  entry  of  Imported  merchandise. 

See  Entry  of  imported  merchandise. 
Marking      See  Packing   and   stamping,  marking, 
trade-marks  and  trade  names,  copyrights. 

Mexico: 

See  also  Contiguous  foreign  territory. 
"No  consul"  list,  addition  to.    See  Entry  of  im- 
ported merchandise. 
"No  consul"  list.    See  Entry  of  imported  merchan- 

disc 
Oil  Pollution  Act  of   1924,  enforcement  of.    See 

Enforcement  of  customs  and  navigation  laws. 
Packing  and  stamping,  marking,  trade-marks  and 
trade  names,  copyrights:  ^  ^^     ,        ,    ,^^^1^ 
Copyrighted    books    or    periodicals    of    foreign 

origin;  importation --— r rvr"VJ:A 

False  designation  of  origin,  false  description,  and 
false  marking  of  gold  or  silver  articles  .-—-- 
Marking  of  articles  and  containers  to  indicate 
country  of  origin: 

Products  of  Formosa  (Taiwan) 

Products  of  Labrador 

'  Products  of  Newfoundland 

Trade-marks  and  trade  names,  sunulating  pro- 
tected trade-mark  or  trade  name;  detention, 

seizure,  etc..  of  merchandise  bearing 

Ports  of  entry.    See  Customs  districts  and  ports. 
Seeds   agricultural  and  vegetable,  importation  of; 
joint  regulations  of  Secretary  of  Treasury  and 
Secretai-y  of  Agriculture  under  Federal  Seed 
Act.    See  main  heading  Agriculture  Depart- 
ment. 
Special  classes  of  merchandise:                     t>»^,i« 
Whaling;  exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition — - 

Wild  weasel  or  mink  from  Japan,  requirement  ol 

consular  certificates  covering  entry.. _. 

Tonnage  taxes.    See  Vessels:  in  foreign  and  domes- 
tic trade.  ^    ^,        *     c»- 
Trade-marks  and  trade  names,  protection  of.    See 
Packing  and  stamping,  marking,  trade-marks 

and  trade  names.  ^,     ,    ^        .*.. 

TransportaUon  in  bond  and  merchandise  in  transit. 

Carriers,  application  to  bond 

Merchandise  in  transit:  _,„*<«„„ 

Contiguous  foreign  territory,  customs  relaUons 

with.    See  Customs  relations. 
Entry  of  goods  sold  in  transit.    See  Entry  of 

imported  merchandise. 
Through  United  States  to  foreign  countries; 

retention  of  goods  on  dock 

Vehicles  in  international  traffic.    See  Articles  con- 
ditionally free. 
Vessels: 
Documentation : 

Bills  of  sale  and  mortgages,  recording  of 

Home  port,  designation  or  change  of: 

Approval  of  designation,  procedure,  etc 

Customs  forms 

Marine  documents.  Issue  and  record  of  in  case 

of  sale  or  transfer  of  vessel 

Name  of  vessel,  change  of;  approval  by  assist- 
ant collector 

Preferred  mortgages  and  related  Instruments. 

records  and  endorsement  of 

Registration  of  house  fiag  and  funnel  mark: 

Atlas  Tankers,  Inc 

International  Harvester  Co 

Pacific  Far  East  Line,  Inc 

Standard  Oil  Co.  and  Esso  Standard  Oil  Co. 

Temporary  document.  Issue  of,  upon  sale 

Yachts: 

Entitled  to  documents 

Privileges  and  obligations,  cruising  licenses 
issued  to  yachts  from  Bahama  Islands — 
Drawback  claims,  completion  of,  on  vessels  or 
aircraft  built  for  foreign  account  and  own- 
ership.   See  Duties. 
From  contiguous  foreign  territory.    See  Customs 

relations. 
»00(X>— 60 10 
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CUSTOMS  BUREAU — Continued 
Customs  regulations — Continued 
Vessels — Continued 
In  foreign  and  domestic  trades: 
Cargo,  landing  and  delivery  of: 
Permits  and  special  licenses 

and  lading:  .  ,  ^,  niAA 

Customs  supervision  of  lading ^i"? 

Editorial  change;  redesignations ...    i  <U4 

Responsibility  of  stevedoring  companies 
and  others  concerned  in  lading  or  un- 
lading with  respect  to  compliance  with 

preliminary  customs  requirements 2166 

Unlading  merchandise  in  bulk  outside  port  of 

entry     143.518 

Coastwise    procedure;     diversion     of    vessel, 

transshipment  of  cargo __.---_-    37Ud 

Fees    navigation,  not  applicable  to  duplicate 
abstract  of  title  forwarded  upon  change  of 

home  port -— 886 

Foreign  trade  statistics;  regulation  of  Census 
Bureau  with  respect  to  reporting  of  vessel 
entrances  and  clearances.    See  main  head- 
ing Census  Bureau. 
Records  of  entry  and  clearance  of  vessels; 

diverted  vessels --—    3704 

Tonnage  taxes  and  Ught  money,  exemptions 
accorded  vessels  of  certain  countries: 

Israel  

Morocco 

Pakistan __„ 

Union  of  South  Africa ^^^ 

Measurement  of;  tormages  of  certain  smau 
vessels    having    mechanically    refrigerated 

holds --—  l^^  '  ^ 

Yachts,  documentation,  privileges,  etc.  See 
Documentation.  ^      „     ^   ^ 

Wake  Island,  customs  relations  with.    See  Custom* 

relations.  .    ,  ^     j,  ^ 

Warehouses,  customs,  and  control  of  merchandise 

therein:                                       ^  .      _.  „ 
Expenses  of  labor  and  storage,  charges  due  Gov- 
ernment  ,...__---      Bio 

PV)reign-trade  zones,  applications  for  permission 
to  manipulate  merchandise  in;  collector  to 
refer  doubtful  cases  to  Executive  Secretary 

of  Foreign-Trade  Zones  Board 6188 

Manufacturing  warehouses,  articles  withdrawn 
and  rewarehoused  at  exterior  port  for  sole 

purpose  of  immediate  export 3887 

Taxable  status  of  certain  imported  articles  upon 
withdrawal.    See  Taxable  status  of  certain 
imported  articles,  below. 
Whaling    See  Special  classes  of  merchandise. 
Wild  animals  from  Japaa    See  Special  classes  of 
merchandise. 
Export  control  licenses;  presentation  of  blanket  (BL.1 ) 
licenses  to  customs  collector  for  export  clearance. 
See  main  heading  International  Trade,  Office  of. 
Fish   tariff  quota  on,  under  General  Agreement  on 

Tariffs  and  Trade.    See  Trade  agreements. 
Organization,  delegations  of  authority,  etc. : 
Customs  districts  and  ports  (powers,  duties,  etc., 

respecting) :  -„ 

Conunissioner xit 

Correction "IVT" 

Deputy  Commissioner.  Tariflf  and  Marine  Admin- 
istration;   fines,    penalties    and    liquidated 

damages j--.-: 

Designation  of  officers  to  make  certain  decisions: 
Chief,  Division  of  Classification.  Entry,  and  Value.    6534 
Chief,  Division  of  Drawbacks,  Enforcement,  and 

Quotas ^^^* 

Designation  of  officers  to  perform  functions  under 
navigation  laws  transferred  to  Commissioner 
of  Customs  by  Reorganization  Plan  No.  3  of 

1946 :-"-V 7" 

Assistant  Deputy  Commissioner  of  Customs  in 
charge  of  Marine  Administration;  certain 
functions  transferred  to  Chief,  Division  of 

Marine  Administration 6533 

Chief.  Division  of  Marine  Administration: 

Certain  functions  transferred  to BSSS 

Pines,  penalties,  and  forfeitures;  remittance  or 

miUgaUon  of 6*33 
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CUSTOMS  BUREAU—Centinued  P»ee 

Organization,  delegations  of  authority,  etc. — Con. 

Designation  of  officers  to  perform  functions  under 

navigation  laws  transferred  to  Commissioner 

of  Customs  by  Reorganization  Plan  No.  3  of 

1946— Continued 

Deputy  Commissioner  of  Customs  in  charge  of 

Tariff  and  Marine  Administration,  function 

of  remitting  or  mitigating  fines,  penalties,  and 

forfeitures;  deletion 

Redesignatlons 

Taxable  status  of  certain  imported  articles: 
Coal,  coke  and  briquets  imported  from  certain  listed 
countries  and  entered  for  consumption  or  with- 
drawn from  warehouse  for  consumption  during 

calendar  year  1949 

Liquors  (distilled  spirits  and  wines)  in  customs 
bonded  warehouses:  collection  of  excise  tax 
upon  withdrawal,  joint  regulation  with  Internal 

Revenue   Bureau 

Supplies  for  vessels  of  war.  withdrawal  of.    See  Cus- 
toms regulations:    articles  conditionally   free, 
subject  to  reduced  rate.  etc. 
Tonnage  duties,  suspension  of: 
See  also  Customs  regulations. 
Proclamations  respecting  vessels  from  Israel.  Union 
of  South  Africa,  and  Pakistan.    See  main  head- 
ing Presidential  documents. 
Trade  agreements: 

General   Agreement  on  Tariffs   and  Trade;    fish, 

tariff-rate  quota  for  calendar  year  1949 324 

Proclamations  respecting  trade  agreements.  Set 
main  heading  Presidential  documents. 


DANGER  AREAS  AND  ZONES: 
Airspace  restricted  areas  over  military  Installations, 
fete. ;  designation  as  danger  areas.    See  Civil  Aero- 
nautics Board. 
Navigation  regulations  of  Corps  of  Engineers.    See 
Engineers,  Corps  of. 

DAYS  OF  OBSERVANCE;  proclamations  respecting. 
See  Presidential  documents. 

DECORATIONS,  MEDALS.  ETC..  for  personnel  of  Army 
and  Coast  Guard.  See  Army  Department,  and 
Coast  Guard. 

DEFENSE  DEPARTMENT: 

See  Air  Force  Department. 
Army  Department. 
Joint-Chiefs  of  Staff. 
Munitions  Board. 
Navy  Department. 
Research  and  Development  Board. 

Air  Navigation  Development  Board,  establishment  of 
(by  virtue  of  charter  of  agreement  ccsigned  by 
Secretary  of  Defense).  See  main  heading  Civil 
Aeronauti(!s  Administration. 

Aircraft,  military  and  naval,  transportation  by;  regu- 
lations.   See  Secretary  of  Defense. 

Armed  Forces  in  Germany.  Commander  of;  responsi- 
bilities. Executive  order  respecting.  See  main 
heading  Presidential  documents. 

Chaplains  Fund.  Army  and  Air  Force;  transfer  of  share 
of,  and  administration  of.  See  Secretary  of  De- 
fense, below. 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  B).  See  main 
heading  Civil  Service  Commission. 

Committees,  on  which  Department  has  representa- 
tion: 
International  Committee  on  Trade  Agreements;  Ex- 
ecutive order  respecting.     See  main  heading 
Presidential  documents. 
Reciprocity  Information  Committee;  Executive  or- 
der respecting.    See  main  heading  Presidential 
documents. 

Conversion  of  National  Military  Establishment  Into 
Department  of  Defense;  changes  in  Titles  32  and 
34  of  Code  of  Federal  Regulations 6021 

Excise  tax.  exemption  from,  of  restricted  sales  of 
liquors,  in  post  exchanges,  ship's  stores,  etc.,  reg- 
ulations of  Internal  Revenue  Bureau .    1410 


DEFENSE  DEPARTMENT— Continued  Page 

Germany,  armed  forces  In.    See  Armed  Forces  In  Ger- 
many. 
Housing  Insurance,  military.     See  Secretary  of  De- 
fense, below. 
Joint  Chiefs  of  Staff;  Instruction  of  Commander  of 
Armed  Forces  in  Germany.  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Joint  regulations  of  armed  forces: 
Allowance,  dependents;  servicemen's.    See  Service- 
men's dependents  allowance. 

Procurement  regulations,  armed  services 522 

541.  683,  1346,  1923. 5073 

Advertising,  formal;  procurement  by 525 

Bonds  and  insurance 541 

•  Contract  clauses  and  forms 6073 

Contract  cost  principles . 683 

Coordinated  procurement 535 

Copyrights.    See  Patents  and  copyrights. 

Foreign   purchases 539 

Forms.    See  Contract  clauses  and  forms. 

"General  provisions 523 

Introduction: 
Arrangement  of  subchapter,  cross  references*; 
exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition 5489 

Effective  date  of  subchapter;  exclusion  from 
Code  of  Federal  Regulations,  1949  Edi- 
tion     5489 

Insurance.    See  Bonds  and  Insurance. 

Interdepartmental  procurement 538 

Labor 1346 

Negotiation,  procurement  by 529 

Patents  and  copyrights 1923 

President's  statement  of  policy  respecting  place- 
ment of  procurement  contracts  with  small 

business  establishments 522 

Taxes;  Federal,  State  and  local 543 

Renegotiation  regulations,  military 1635 

1761.  1885.  2610.  2917,  3153 

Agreements,  clearances  and  statements 2610 

Statement  to  contractor  in  connection  with  final 
determination,  where  determination  (of  ex- 
cessive profits)  is  made  by  order  which  Is 

final 4756 

Authority  and  organization: 
Preliminary  material: 
Arrangement  of  regulations: 
Exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5489 

Organization;  redesignation 3080 

Copies  of  regulations:  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 5489 

Definition  of  terms .    3O8O 

Official  copies;  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 5489 

Summary  of  1948  act  and  related  statutes: 
Delegation  and  review;  review  by  Policy  and 

Review  Board,  orders 3080 

Excessive  profits:  redetermination  of.  by  Tax 

Court  of  United  States 3080 

Renegotiation  procedure: 
Commencement  of  renegotiation  proceed- 
ings  4756 

Mandatory  filing  of  statement 3080 

Business  and  costs,  renegotiable;  determination 

of.    See  Renegotiable  business. 
Clearances.    See  Agreements,  clearances. 
Contracts  containing  renegotiation  clause  entered 
into  by  Air  Force.  Army  and  Navy  Depart- 
ments; lists 2529,4957,6745 

Determinations : 
Excessive  profits.    See  Agreements,  clearances, 

and  Excessive  profits. 
Renegotiable  business  and  costs.    See  Renego- 
tiable business  and  costs. 
Directives.    See  Statutes,  orders,  and  directives. 
Excessive  profits;  determination  and  elimination 

of 1761 

Recovery  of  excessive  profits  already  realized: 
Recovery  by  voluntary  repayment;  interest.    3080 
Repayment  of  excessive  profits  determined  by 

order ,    3080 


DEFENSE  DEPARTMENT— Contlnutd  ^^ 

Joint  regulations  of  armed  forces— Continued 
Renegotiation  regulations,  military— Continued 
Excessive  profits;  determination  and  elimination 
of—Continued 
Renegotiation  and  Uxes: 
Renegotiation  prior  to  filing  of  Federal  tax 

returns:  ..-- 

Effect  of  tentative  tax  return 8080 

Exclusion  of  excessive  profits  from  returns.    3080 
Statutory  provisions;  section  3806  of  Internal 

Revenue  Code 3080 

Forms,  mUitary  renegotiation -"—: —    intl 

Agreements  and  clearances,  forms  relatmg  to..    6063 
Contractor's    Information    and    Work    Sheet 

(MRR  704;  NME  168) 3081 

Designations;  subpart  headings    .„_ ouoj 

Instructions  for  Preparing  Exhibits  1  and  la 

(MRR  704.lb;  NME  169A) 3081 

Impasse  procedure ^^^' 

Orders.    See  Statutes,  orders. 

Organization.    See  Authority  and  organization. 

For  renegotiation.    See  Procedure  for  renego- 
tiation. 
Impasse.    See  Impasse  procedure. 
Procedure  for  renegotiation: 
Assignments  and  cancellations;  cancellaUon  of 

assignment 3UB0 

Conduct  of  renegotiation: 

Begiiming  of  renegotiation «'3o 

Data  presented  by  contractor ^u»" 

Failure  to  agree *"°" 

Review  not  Initiated -s""" 

Review  of  agreement  or  order;  review  pro- 
cedure      3C80 

Statement  to  contractor 3080 

Control  of  renegotiation  records  and  informa- 
tion contained  therein: 

Opinions  and  orders rrz:-~ 

Persons     having    access    to    renegotiation 
records;   other  personnel  in  Executive 

Branch  of  Government 3080 

Preliminary  Information  required  of  contr^- 
tors;   filing   mandatory  statement.  sutQ- 

clency  of  contenUs --------    3080 

Renegotiable  business  and  costs;  determination- 
Commencement  and  completion  of  renegotia- 
tion  ,—■ 

Costs  allocable  and  allowable  against  renego- 
tiable business: 

Expense;  advertising ^"o" 

Other  costs,  expenses  and  reserves;  patent 

royalties — - 3080 

Fiscal   year  basis  for  renegotiation   and  ex- 

ceptlons;  cost-plus-fixed-fee  contracts 3080 

Mandatory   exemptions   and   exclusions   from 

renegotiation;  scope  of  subpart 3080 

Methods  of  segregating  sales  between  renego- 
tiable and  nonrenegotiable  business,  basiC 
approach;  lists  of  contracts  containing  re- 
negotiation clause  entered  into  by  Air 
Force,  Army  and  Navy  Departments — --„2529 

4957, 6745 
Permissive  exemptions  from  renegotiation: 
General  classes  or  types  of  contracts  and  sub- 
contracts exempted  by  Military  Renego- 
tiation Policy  and  Review  Board;   ex- 
empted    contracts     and    subcontracts, 

notes --  4*^56,  7619, 

Requested  for  exemption,  by  general  classes 

or  types °^°^ 

Statements.    See    Agreements,    clearances    and 
statements. 

Statutes,  orders,  and  directives. J^o^ 

Servicemen's  dependents  allowance;  period  of  en- 
titlement and  payment  of  family  allowance- 
Transfer  of  Chapter  IV.  Title  34,  CFR  to  Title  32— 

National  Defense -— — 

Liquors,  sold  in  post  exchanges,  etc..  exemption  from 
excise  tax;  regulations  of  Internal  Revenue  Bu- 
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Military  Sea  Transportation  Service;  establishment. 
Sec  Secretary  of  Defense. 


DEFENSE  DEPARTMENT— Continued 

National  Guard: 
District  of  Columbia  National  Guard,  authorization 
to  Secretary  of  Defense  to  supervise  adminis- 
tration, etc.;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Regulations.    See  main  heading  Army  Department. 
Noncombatant  service  and  training  In  armed  forces, 
defined;  Executive  order  respecting.     See  main 
heading  Presidential  documents. 
Panama    Canal    Zone    orders.    See  main    heading 
Panama  Canal.  ,       ^,  ,  ^.  „ 

Postal  Service.  Army:  transfer  of  functions  relatmg 
to  mail  clerks  and  postal  services.    See  Secretary 
of  Defense,  below. 
Procurement:  ,  ^,  _      _  .^. 

Armed  services  procurement  regulations.    Sec  Jomt 

regulations  of  armed  forces. 
Army  and  Air  Force  joint  procurement  regulations. 
See  main  heading  Army  Department. 
Reciprocity  Information  Committee,  membership  on; 
Executive  order  respecting.    See  main  headtng 
Presidential  documents. 
Reemployment  rights  of  members  of  various  services. 

See  main  heading  Civil  Service  Commission. 
Regulations.    See  Joint  regulations  of  armed  forces, 

above,  and  Secretary  of  Defense. 
Religion  and  Welfare  in  Armed  Forces,  Presidents 
Committee  on;  Executive  order  changing  former 
name  to.    See  main  heading  Presidential  docu- 
ments. ^  ,,,„^ 
Renegotiation  Policy  and  Review  Board,  MUitary: 
Inspection  of  income,  excess -profits  and  declared 
value  excess- profits  tax  returns: 
Administrative     provisions.     Internal     Revenue 
Bureau.    See  main  heading  Internal  Revenue 
Bureau.  ^^  . 
Authorization  to  inspect  returns;  Executive  order 
respecting.     See  main  heading  Presidential 
documents. 
Military  renegotiation  regulations.    See  Joint  regu- 
lations of  armed  forces. 
Secretary  of  Defense,  Office  of:                 ^.     „  ».       , 
Administration  of  District  of  Columbia  National 
Guard;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Authority,  delegation  of,  by  General  Services  Ad- 
ministrator to  Secretary  to  represent  Interests 
of  Government  agencies  in  connection  with  ap- 
plication of  Pacific  Gas  and  Electric  Company, 

California,  to  Increase  rates 7605,  7679 

Chaplains  Fund,  Army  and  Air  Force;  administra- 
tion of.  under  Joint  policies  to  be  established  by 

Secretaries  of  Army  and  Air  Force 2703 

Clothing  allowances  to  enlisted  men  of  armed  forces, 
authority  to  prescribe;  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Establishment  of  Air  Navigation  Development  Board 
by  virtue  of  charter  of  agreement  coslgned  by 
JSecretary.    See  main  heading  Civil  Aeronautics 
Administration. 
Germany,  military  matters  in;  responsibilities  of 
Secretary  with  respect  to.  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Military  housing  Insurance: 
Authority,  delegation  of,  to  Secretaries  of  Air 
Force,  Army  and  Navy  to  make  certifications 

required  for ^^^^ 

Certification  by  Secretary  or  designee  respecting; 
mortgage  Insurance  regulations.     See  main 
heading  Federal  Housing  Administration. 
Military  Sea  Transportation  Service,  establishment 
of;  purpose,  composition,  functions  and  respon- 
sibilities   etc 5203 

Precedence  of  members  of  armed  forces  of  United 

States  when  in  formations 5203 

Regulations;  transportation  by  mlUtary  and  naval 

aircraft - ,^22 

Seal  of  office  for  Department;  adoption -—    ^^^^ 

Subtitle  A,  Title  34,  CPR.  transferred  to  Title  32— 
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DEFENSE  DEPARTMENT— Continued  ^  s« 

Secretary  of  Dzfense,  OfiBce  of — Continued 
Transfer  from  Army  Department  to  Air  Force  De- 
partment of  functions,  etc.,  relating  to  listed 
matters  and  transfer  of  certain  property  be- 
tween departments: 
Air  Force  military  personnel;  appointment,  pro- 
motion,   reduction,    demotion,     retirement, 
resignation,  revocation  of  commission,  dis- 
charge, dismissal  and  separation  of  (amend- 
ment of  Transfer  Order  16) 4908 

Atomic  Energy  Act  of  1946;  certain  functions  un- 
der (amendment  of  Transfer  Order  15) 4908 

Chaplains,  Chief  of,  and  Chaplains  of  Army; 
transfer  of  functions  respecting,  and  of  share 
of  Army  and  Air  Force  Chaplains  Fund  (for- 
merly Chief  of  Chaplains  Religious  Fund)  ___    2703 

Claims,  litigation  and  related  matters 2509 

Correction  of  military  records   (amendment  of 

Transfer  Order  23) 4909,  6411 

Exchange  service  activities 2814 

Mall  clerks  and  postal  services 384 

Medical  Department,  United  States  Army 2703 

Membership  on  councils,  commissions,  committees 
and  boards;  transfer  of,  in  connection  with 
transfer  of  functions  conferred  by  statutes 

and  Executive  orders 4908 

Motion  picture  service  activities 2766 

Property: 
Personal  property  and  functions  pertaining 
thereto,  certain ;  transfer  of,  from  Army  De- 
partment to  Air  Force  Department  and 
transfer  of  certain  property  from  Air  Force 
Department  to  Army  Department.  2836,  2880, 4909 
Real  property,  certain,  and  functions  respect- 
ing; transfer  of,  from  Army  Department  to 
Air    Force    Department    (amendment    of 

Transfer  Order  14) 4908 

Quartermarter  General  or  Quartermaster  Corps, 

type  of  activities  performed  by 1619 

Statutes  and  Executive  orders,  listed;  transfer  of 
certain  functions,  powers  and  duties  con- 
tained in 4908.  6411 

•    United  States  Disciplinary  Barracks:  establish- 
ment and  operation  of,  and  custody  and  con- 
trol, including  clemency,  parole  or  restora- 
tion, of  persons  convicted  by  military  courts_     1851 
Specifications,  synthetic  rubber;  allocation  orders  for 
tires  and  other  synthetic  rubber  manufactures  for 
Department,  Domestic  Commerce  specifications 
not  applicable.    See  main  heading  Domestic  Com- 
merce, Office  of. 
Steel  products  for  requirements  of  armed  forces,  vol- 
untary plan  for  allocation  of.    See  main  heading 
Commerce  Department. 
Trade  agreements  program;  duties,  membership  on 
committees,  etc.,  in  connection  with.  Presidential 
documents   respecting.     See  Presidential  docu- 
ments. 
Transfer  of  functions,  etc.,  from  Army  Department  to 
Air  Force  Department.    See  Secretary  of  Defense. 
DEFENSE  TRANSPORTATION,  OFFICE  OF: 
Administration : 
Authority,  delegations  of: 
Prom  Director  to  various  officials: 

Deputy  Director,  to  act  for  Director;   revo- 
cation      2935 

Director,  Railway  Transport  Department;  Is- 
suance of  special  permits,  revocation 2935 

From  Secretary  of  Commerce  to  Director;  with 
respect  to  administration  of  voluntary  plans 
for  allocation  of  steel  and  steel  products: 
Barges  and  towing  vessels,  construction,  con- 
version and  repair  of 668  1604 

Freight  cars  and  railroad  rolling  stock,  con- 
struction and  repair  of 667.1604 

Termination  and  transfer  of  administration  to 
Office  of*Industry  Cooperation.  Commerce 

Department i604 

Procedures;  issuance  of  special  permits,  revocation..  2918 
Voluntary  plans  for  allocation  of  steel  and  products 
for  construction,  repair,  etc..  of  railroad  equip- 
ment and  certain  vessels;  authority  from  Secre- 
tary of  Commerce  respecting.  See  Authority, 
delegations  of. 


DEFENSE   TRANSPORTATION,   OFFICE   OF— Con.         Page 
Conservation  of  rail  equipment;  carload  freight  traffic, 
and  merchandise  traffic.     See  Rail   equipment 
conservation. 
Direction  of  traffic  movement;  shipment  of  overseas 

freight.    See  Traffic  movement  direction. 
Procedures,    for    issuance   of    special    permits.    See 

under  Administration. 
Rail  equipment  conservation: 
Carload  freight  traffic: 
General  order,  and  all  provisions  of  outstanding 
special  directions  and  permits  issued  in  con- 
nection therewith;  suspension  and  revoca- 
tion  509.  1678 

Exceptions,  permits,  etc.;  shipments  of  miscel- 
laneous commodities,  special  direction 123 

Merchandise  traffic: 
Coordinated    services;    pooling   of    merchandise 
traffic,  revocations: 
St.  Louis-San  Francisco  Railway  Co.,  Atlantic 
Coast  Line  Railroad  Co.,  Seaboard  Air  Line 
Railway  Co.,  and  Central  of  Georgia  Rail- 
way  Co 1833 

Wabash  Railroad  Co.,  Atchison,  Topeka,  and 
Santa  Fe  Railroad.  Union  Pacific  Railroad 

Co.,  and  Southern  Pacific  Co 1833 

General  order,  and  all  outstanding  permits  issued 

therewith;    revocation 1678 

Termination  of  Office,  and  liquidation  of  affairs  by 
Interstate  Commerce  Commission;  Executive 
order  respecting.  See  main  heading  Presidential 
documents. 
Traffic  movement  direction,  port  areas  in  United 
States,  foreign  shipments  to  or  within;  general 
order,  and  all  outstanding  permits  issued  there- 
with,  revocation i678 

Voluntary  plans  for  allocation  of  steel  and  steel  prod- 
ucts: 
Authority  from  Secretary  of  Commerce.     See  Au- 
thority, delegations  of,  above. 
Barges  and  towing  vessels,  construction,  conversion 

and  repair  of „ 668, 1138 

Freight  cars  and  railroad  rolling  stock,  construction 

and  repair  of 668,1138 

DENMARK;  reciprocal  income  tax  convention  between 
United  States  and  Denmark,  income  tax  regulations 
pursuant  to.    See  Internal  Revenue  Bureau. 

DEREUCT  (OCEAN)  DESTRUCTION,  International 
service  of;  Executive  order  respecting.  See  Presi- 
dential documents. 

DIRECTIVE,  respecting  corvservation  of  fuel  oil,  gaso- 
line and  gas  in  Federal  agencies.  See  Presidential 
documents. 

DISASTER  LOAN  PROGRAM,  regulations.  See  Farm- 
ers Home  Administration. 

DISCRIMINATION,  on  account  of  race,  religion,  etc.: 
Federal  employment.    5ee  Civil  Service  Commission, 

and  Fair  Employment  Board. 
Housing,  sale  or  occupancy  of;  provisions  applicable 
to  various  types  of  housing  Insurance.    See  Fed- 
eral Housing  Administration. 
Park  areas.    See  National  Park  Service. 

DISPLACED  PERSONS,  residing  in  United  States: 
immigration  status.  See  Immigration  and  Natural- 
ization Service. 

DISTRICT  OF  COLUMBIA : 
District  of  Columbia  Recreational  Board,  availability 

to,  of  certain  public  recreational  facilities'.    See 

National  Park  Service. 
Hospital  construction,  grants  for.    See  Public  Health 

Service. 
National  Guard,  District  of  Columbia,  administration 

of;  Executive  order  respecting.    See  Presidential 

documents. 

DISTRICT  OF  COLUMBIA  RECREATIONAL  BOARD, 
availability  to,  of  certain  public  recreational  facil- 
ities.   See  National  Park  Service. 

DOMESTIC  COMMERCE,  OFFICE  OF: 

Appeals  with  respect  to  regulations,  etc.,  of  Office; 

establishment  of  Appeals  Board  to  consider 459 

Delegations  of  authority;  exclusion  from  Code  of  Fed- 
eral Regulations,  1949  Edition 2380 

Designation  of  subchapter 2544 


DOMESTIC  COMMERCE,  OFFICE  OF— Continued 
Foreign  excess  property,  disposal  of;  importation  into 
United  States  of  non-agricultural  foreign  excess 
property : 

Sales  before  July  1, 1949 

Sales  on  or  after  July  1,  1949 

Regulations  and  orders: 
Allocation  orders: 

Anhydrous  ammonia  (Army> :  distribution  of, 
during  calendar  quarter  July  1,  1949  to  Sep- 
tember   30.     1949     (application    procedure, 

policies,  etc.) 

Revocation 

Antimony ;   revocation 

Cans: 

Animal  foods 

Definitions;  idle  and  excess  inventories,  mend- 
ers  

General  restrictions  on  sale,  manufacture  or 
delivery;  idle  and  excess  inventories  of  tin- 
plate,  tinplate  menders,  etc 

Revocation 

Nitrogenous  fertilizer  materials,  use  and  effect 
of  certified  export  orders  (1948-1949  Export 

Program) ;   revocation 

Rubber,  synthetic  rubber,  and  products 

4666. 4923, 

Tin  1316. 2983. 5312. 

Allocations  and  export  priorities,  operation  of: 

Export  priorities;  revocation  of  subpai-t 

ODC  orders  and  regulations,  appeals  from 

Special  rules  for  placing  and  scheduling  certified 
orders  for  steel,  copper,  and  aluminum;  rev- 
ocation of  subpart 

6y«ibol  CXS.  use  and  effect  of.  on  certain  export 

orders  for  tin  plate:  revocation  of  subpart 

Regulations  by  document  designation: 
Allocation  orders: 

D-1,  as  amended  June  30,  1949 

Revocation 

M-43,  as  amended: 

March  21.  1949 

June  2,  1949--- — 

August  18,  1949 — 

November  25.  1949 - 

M-81: 

As  amended: 

February  3, 1949 

March  11,  1949 - 

June  2, 1949 — 

Revocation 

M-112;  revocation 

N-1;  revocation 

R^l,  as  amended: 

March  14,  1949 

July  22,  1949- 

Amendment  1 

September  26,  1949 

Allocation  regulations: 
No.  2: 

Direction  1;  revocation 

Direction  2;  revocation 

No.  3.  as  amended  May  18.  1949 

Stockpiling  of  strategic  and  critical  materials;  func- 
tions respecting.  See  main  heading  War  Assets 
Administration. 
Voluntary  plans  of  Commerce- Department  for  alloca- 
tion of  iron  and  steel  and  products;  information 
respecting  terminated  allocation  program  and 
plans  furnished  by  Office 

DRUGS:  ^       ^  __ 

Certification,  tests,  labeling,  etc.    See  Pood  and  Drug 

Administration. 
Excise  tax  regulations  under  Harrison  narcotic  law. 

See  Internal  Revenue  Bureau. 
Insecticides,  fungicides,  etc.;  regulatiorw  for  enforce- 
ment of  Federal  Insecticide,  Fungicide  and  Roden- 
ticide  Act.    See  Agriculture  Department. 
Marihuana;  regulations  under  Marihuana  Tax  Act. 

See  Internal  Revenue  Bureau. 
Opiates  having  addiction-forming  and  addiction-sus- 
taining liability: 
Executive  order  respecting  findings.    See  Presiden- 
tial documents. 
Proposed  rule  making  respecting.    See  Narcotics 
Bureau. 
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DRUGS — Continued 
Shipment  in  U.  S.  A.  gift  parcels  to  various  countries; 
international  postal  service  regulations  respect- 
ing.   See  Post  Office  Dejiartment. 
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ECONOMIC  COOPERATION  ADMINISTRATION: 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 
Compensation  claims,  certain,  of  civilian  employees 
Injured  in  employment  outside  continental  United 
States;  administration  authorized  by  Employees' 
Compensation  Bureau  to  make  local  payments  of 

benefits 5'^8'i' 

Exports,  certain,  for  foreign  relief  and  rehabilitation; 
commercial  forwarding  of.  See  main  heading 
Maritime  Commission. 
Germany;  United  States  High  Commissioner  for  Ger- 
many to  represent  Administrator,  Executive  order 
respecting.  See  jnain  heading  Presidential  docu- 
ments. 

Organization  and  functions 964 

Creation  and  authority 964 

Functions,  general 964 

Method  of  assistance 964 

Organization 965.  966 

Participating  countries 964 

Purpose 964 

Reciprocity  Information  Committee,  representation 
on;  Executive  order  respecting.  See  main  head- 
ing Presidential  documents. 

Redesignation  of  chapter  and  parts 225 

Regulations; 

AmericaYi   investments   abroad;    guaranties.      See 
Guaranties  of  American  investment  in  aid  of 
European  recovery. 
Assistance  to  participating  countries,  procedures 

for  furnishing 2166,  6628 

Authorization  procedure 2166,6628 

Contracts  and  deliveries  eligible  for  finan- 
cing under  delivery  quarter  procurement 
authorizations : 

Additional  procedures  (order  No.  3) 3916,  4550 

Revocation 6628 

Delivery  quarter  procurement  authorizations; 
terminal  date  for  deliveries  of  named 
commodities  bearing  code  Nos.  660  and 

680  (order  No.  4) 7231 

Ocean  transportation  procurement  authori- 
zations, documentation  of  delivery  (order 

No.  5) 7760,7883 

Serial  number  procurement  authorizations; 
terminal  date  for  deliveries  of  named 
commodities  bearing  code  Nos.  660  and 

680  (order  No.  4) 7231 

Dollar  allotments;  serial  procurement  authori- 
zations,    additional     procedures      (order 

No.  3) 3916 

-     Revision 4550 

Revocation 6628 

Insurance;    general   provisions   respecting,  to 

be  incorporated  in  authorizations 3799 

Ocean  transportation: 

Non-ECA-financed  cargoes  on  United  States 

fiag  vessels 5391 

Procurement  authorizations.  See  Contracts 
and  deliveries,  above. 
Procurement  authorizations,  qualifications  on 
Issuance  of:  waiver  of  provisions  for  fourth 
quarter  1948  procurement  authorizations 
issued  after  delivery  of  commodity  or  serv- 
ice, revocation  (order  No.  1) 2175 

Banking  institutions,  responsibilities  of 2174, 

6637.  6770,  6771 
Additional     procurement     procedure     (order 
No.  3) : 
Applicability   of   regulations    to    additional 

procedure - 3916,  4550 

Revocation 6628 

Documentary  payments:  interpretations  of  pro- 
cedure and  rules   determining   responsi- 
bilities of  United  States  banking  Institu- 
I  tions  respecting 855,  918 
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ADMINISTRATION—     Page 


3672 
6636 


5391 
5391 


ECONOMIC     COOPERATION 
Continued 

Regulations — Continued 
Assistance  to   participating  countries,   procedures 
for  furnishing — Continued 
Commodities;  prices.    See  Price  provisions. 

Importers  and  suppliers,  responsibilities  of 2169 

2545.  6632 
Contracts  and  deliveries:   waiver  of  provision 
respecting     terminal     date,     etc.     (order 

No.  3> 4550 

Revocation 6628 

Delivery,  in  second  quarter  1949.  under  autifio'ri- 
zations  for  fourth  quarter  1948  or  first 
quarter  1949;  waiver  of  provisions   i  order 

No.  2) 1381.  2175 

Price  provisions 2172. 

Purchase  in  bulk  of  commodities '  6636 

Purchase  prices 6636 

Reimbursement  for  assistance _      ~    2169 

/                                    2545.  6632.  6770.  6771 
Documents/fequired  to  support  claims: 
Cost     01     commodities     including     certain 
pnarges;  Supplier's  Certificate,  alterna- 
tive procedure 3803. 

Cost/  of  ocean  transportation;  Supplier's  Cer- 

Itiflcate.  alternative  procedure 3800, 

Cost\  of  services    (other  than   ocean   trans- 
Jx)rtation);  Supplier's  Certificate,  alter- 

lative  procedure sgoo 

Procejiure  for  allowance  of  certain  claims  wlth- 

iut  supplier's  certificate,  revocation 3800 

Authorizations,  procurement;  procedure.    See  As- 
sistance to  participating  countries. 
Banking  institutions,  responsibilities  of.  in  connec- 
tion with  financing  procurement  by  countries 
participating  in  ECA  program.     See  Assistance 
to  participating  countries. 
Capital  goods  items,  furnishing  of;  applications  for 
w         guaranties  of  investment.     See  Guaranties  of 
>P-  American  Investment  in  aid  of  European  re- 
covery. 
China  Aid  Program;  purchases  of  commoditites  and 
services  in  accordance  with  objectives  of.    See 
Assistance  to  participating  countries. 
Commodities,  purchase  prices  for;  limitations  under 
ECA  procurement  regulations.     See  Assistance 
to  participating  countries. 
Documentary  payments,  responsibilities  of  United 
States  banking  institutions  respecting.     See  As- 
sistance to  participating  countries. 
European  recovery  program.    See  Foreign  aid  pro- 
gram. 
Export-Import  Bank  of  Washington;  designation  of 
as  agent  to  issue,  etc..  guaranties  of  investment. 
See  Guaranties  of  American  investment. 
Foreign  aid  program: 

American  inve.stment  In  Europe,  guaranties  of. 

See  Guaranties  of  American  investment. 
Procurement  in  United  States  by  countries  par- 
ticipating  in   program.     See  Assistance   to 
participating  countries. 
Foreign  relief  packages  and  supplies.     See  Relief 

packages  and  supplies. 
Guaranties  of  American  investment  In  aid  of  Euro- 
pean recovery: 

Applications;  place  of  filing 3916,  5990 

Capital  goods  items,  furnishing  of;  applications 
for  guaranties  of  investment.    See  Informa- 
tion required  in  applications. 
Export-Import  Bank  of  Washington,  designation 

of.  as  agent 3917  5991 

Fees 3917  5991 

Industrial  projects;  information  required  in  ap- 
plications for  guaranties 3917.  5990 

Information  required  in  applications  for  guar- 
ties  of  certain  investments  •  furnishing  capi- 
tal goods  items  and  related  services* 5991 

Informational  media  projects;   information   re- 
quired in  applications  for  guaranties..    3916.  5990 
Investment,    making    of.    prior    to    Issuance    of 

guaranty;  prejudicial  effect  of 3917,  5991 

Redesignation  of  part '  328O 

Scope;  guaranties  of  certain  projects  excluded 

from  regulations _  3916,  5990 


ECONOMIC    COOPERATION    ADMINISTRATION—     p^?^ 
Continued 

Regulations — Continued 
Importers  and  suppliers;  responsibilities  of.  respect- 
ing deliveries.    See  Assistance  to  participating 
countries. 
Investments.  American,  in  aid  of  European  recovery, 
guaranties  of.     See  Guaranties  of  American 
investment. 
Prices,  limitations  on.  pursuant  to  terms  of  Foreign 
Aid  Appropriation  Act  of  1949.    See  Assistance 
to  participating  countries. 
Procurement   by   countries   participating   In   ECA 
program;  procedures  for  furnishing  assistance. 
See  Assistance  to  participating  countries. 
Reimbursement  for  assistance  to  ECA  countries; 
provisions  respecting.    See  A.ssistance  to  par- 
ticipating countries. 
Relief  packages  and  supplies: 

Advisory  Committee  on  Voluntary  Foreign  Aid. 

State  Department;  approval  of  commercial 

freight   shipments   of   voluntary   non-profit 

agencies.    See  Voluntary  non-profit  agencies. 

Export  licenses.    See  771am  heading  International 

Trade.  OfSce  of. 
Individual  relief   packages,   for   distribution   in 
designated  countries  (Austria.  China.  France 
Germany.  Greece.  Italy.  Korea.  Netherlands. 
Trieste.  United  Kingdom  > : 
Commercial   freight   shipments;    payment   of 
ocean  freight  charges  and  inland  trans- 
portation costs,  etc 6718 

Parcel   post   shipments;    limitations   on   size, 
weight,  and  contents,  payment  of  ocean 

freight  charges,  etc 6716 

Postal  regulations.  See  main  heading  Post  Of- 
fice Department. 
Voluntary  non-profit  agencies;  commercial 
freight  shipments,  approved  by  Advisory 
Committee  on  Voluntary  Foreign  Aid.  for  dis- 
tribution in  designated  countries  (Austria. 
China.  France.  Germany.  Greece.  Italy. 
Korea,  Netherlands.  Norway.  Trieste.  United 
Kingdom),  payment  of  ocean  freight  charges 

and  inland  transportation  costs,  etc— 6717 

Redesignations 3230 

Shipments,  commercial  freight,  of  supplies  bv  vol- 
untary non-profit  agencies.    See  under  Relief 
packages  and  supplies. 
Steel  and  products  for  shipments  to  countries  par- 
ticipating  in   program   of;    voluntary   plan   for 
allocation    of.      See    main    heading    Commerce 
Department. 
Trade    Agreements    Committee.    Interdepartmental, 
representation  on;   Executive  order  respecting. 
See  main  heading  Presidential  documents. 
EDUCATION,  OFFICE  OF: 
Commissioner;   functions  relative  to  use  of  surplus 
property  in  educational   projects    (directive  of 
Federal    Security    Administrator).      See    main 
heading  Federal  Security  Agency. 
Field  representatives;  supervision  of  surplus  property 

program  by  Federal  Security  Regional  Offices  _       58bb 
Surplus  property  disposal;  directive  of  Federal  Secu- 
rity Administrator  designating  use  of.  by  Office. 
See  main  heading  Federal  Security  Agency. 
Vocational   education,   policies   applying   to   use   of 
Federal  funds;  training  for  service   (trade  and 

industrial)  occupations 1934 

EDUCATIONAL.  PUBLIC  HEALTH.  AND  RECREA- 
TIONAL PURPOSES,  disposal  of  exces.s  and  surplus 
property  for.  See  Federal  Security  Agency,  and 
General  Services  Administration. 
EFFIGY  MOUNDS  NATIONAL  MONUMENT  (Iowa), 
establishment  of;  proclamation  respecting.  See 
Presidential  documents. 

EIGHT-HOUR  LAW;  suspension  as  to  certain  mechan- 
ics and  laborers  employed  on  public  works.  See 
Presidential  documents. 

EMERGENCY  BOARDS,  to  investigate  labor  disputes: 
Disputes  affecting  certain  carriers;  Executive  orders 

respecting.    See  Presidential  documents. 
Disputes  affecting  steel  industry;  Presidential  appoint- 
ment of  member.s  of  Steel  Industry  Board     See 
Presidential  documents. 


EMERGENCY  MANAGEMENT,  OFFICE  FOR:  ^^^e 

See  Philippine  Alien  Property  Administration. 
EMPLOYEES'  COMPENSATION  BUREAU: 

Authority  respecting  certain  claims,  delegation  of. 
See  United  States  Employees'  Compensation  Aci, 
claims  under.  „      , 

Procedures,  statement  of;  United  States  Employees 

Compensation    Act    and     extensions    ^-^^reof^^  ^^^^ 

United  states'Einployees'"compensation  Act.  claims 

Authority  to  process  compensation  claims,  etc.,  in 
cases  of  civilian  employees  injured  in  em- 
ployment outside  continental  United  States; 
delegation  of.  to  Economic  Cooperation  Admin- 
istration -- — ^^^' 

Forms     See  Procedures,  statement  of.         .     ,    . 

Regulations  under  Act  respecting  claims  and  admin- 
istrative procedure: 
Affidavit  as  to  earnings.    See  Reports. 
Burial  expenses *'"^ 

Balance  of  schedule  due  at  death  from  causes 

other  than  injury  claimed. ^^^^ 


Disability   compensation. 


7374 


Continued  compensation  for  disability 7375 

For  legal  and  other  services;  approval '^'o 

E)efinitions  (general  provisions) '•*'* 

Disability  compensation: 

Augmented  compensation  for  disability;  appli- 

cation  for '^'^ 

Claims  for.    See  Claims.  ^    ^  ^        ^, 

Embalming    and    transportation    of    bodies    of 

deceased  employees IflP 

General  provisions:  definitions '•>'* 

Obligation,  employee's,  to  return  to  work  or  to 

seek  work  when  able '^'^ 

Overpayments  by  mistake '-^'^ 

Reports:  ,  ,    . 

Affidavit  or  report  by  employee  of  employment 

and  earnings j^ii? 

Efforts  to  obtain  employment;  deletion. _- 'Jo 

Injuries  to  employees;  reports  of  official  su- 

periors 

Return  to  work  or  termination  of  dl.sabllity 7375 

Termination  of  disabUity  or  return  to  work    __    7 J  /& 
Representation   of   claimants   and   approval   ol 

claims  for  legal  and  other  services -—    ^J'o 

Retroactive  effective  dates  and  procedures  under 
Federal      Employees'      Compensation      Act 

Amendments  of  1949 liL\ 

Waiver  not  authorized;  redesignation '•J'^ 

EMPLOYMENT  SECURITY  BUREAU: 

Transfer  of  Bureau.  Including  United  States  Employ- 
ment   Service    and    Unemployment    Insurance 
Service  to  Labor  Department  under  Reorganiza- 
tion Plan  No.  2  of  1949.    See  main  heading  Pres- 
idential documents. 
EMPLOYMENT  SERVICES,  transfer  of  United  States 
Employment  Service  and  Veterans'  Placement  Serv- 
Ive  Board  to  Labor  Department  under  Reorganiza- 
tion Plan  No.  2  of  1949.     See  Presidential  documents. 
ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 

ARMY:  ^  „       , 

Anchorage  regulations.    See  Procedure,  and  Regula- 

Authority.  delegation  of.  to  Corps  for  dlsposa.1  of  air- 
port and  waterfront  properties  in  Hawaii;  desig- 
nation of  disposal  agencies  and  procedures  for 
reporting  surplus  property.  See  main  heading 
War  Assets  Administration.  ,  ^,     „ 

Bridge  regulations.    See  Procedure,  and  Regulations. 
Danger  zone  regulations.    See  Procedure,  and  Regu- 
lations. 
Fi.shing  and  hunting  regulations: 
Chesapeake  Bay.    See  Regulations. 
Procedure,  administrative.    See  Procedure. 
Reservoir  areas;  public  use.    See  Regulations. 
Flood  control:  _  ,  „,    ,..„_. 

Public  lands  In  California.  Oregon  and  Washington, 
withdrawal  of.  for  use  in  construction  of  dam 
projects,  etc.    See  main  heading  Land  Manage- 
ment Bureau. 
Regulations.    See  Regulations. 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     p^« 
ARMY — Continued 

Foreign-trade  zones,  construction  of,  under  .supervi- 
sion of  Chief  of  Engineers;  rules  of  procedure  and 
practice    of    Foreign-Trade    Zones    Board.    See 
main  heading  Foreign-Trade  Zones  Board. 
Navigation  regulations.    See  Procedure,-  arid  Regula- 
tions. 
Oil  Pollution  Act  of  1924: 
Enforcement  of  customs  and  navigation  laws;  report 
by  collector  to  district  engineer,  etc.,  for  de- 
cision as  to  prosecution.     See  main  heading 
Customs  Bureau. 
Procedure,  administrative.    See  Procedure. 

Procedure:  ^  .     ^.  , 

Administrative  procedure,  rules;  substantive  rules, 
policy  and  interpretations: 
Anchorage  regulations;  exclusion  from  Code  of 

Federal  Regulations.  1949  Edition 4904 

Bridge  regulations;  exclusion  from  Code  of  Fed- 

eral  Regulations.  Ifl49  Edition 4904 

Danger  zone  regulations;  exclusion  from  Code  of 

Federal  Regulations.  1949  Edition 4904 

Dumping   grounds   regulations;   exclusion  from 

Code  of  Federal  Regulations,  1949  Edition. ..     4904 
Pishing  and  hunting  regulations;  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition..    4904 
General  regulations;  exclusion  from  Code  of  Fed- 
eral Regulations,  1949  Edition 4904 

Navigation  regulations;  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 4904 

Oil  Pollution  Act.  1924.  regulations  under;  exclu- 
sion from  Code  of  Federal  Regulations.  1949 

Edition ^9"'* 

Procurement  activiUes  of  Corps;  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition —    5746 
Regulations : 
Anchorage  regulations: 
Anchorage  grounds: 
Cahfomla: 

Los  Angeles  and  Long  Beach  Harbors: 
Anchorage  grounds: 

Commercial  Anchorage  C  (Los  Angeles 

Harbor) 2415 

Naval  Anchorage  D;  regulations ^^15 

Note  revoked ^yl 

Regulations ■ 241& 

Newport  Bay  Harbor: 

Note  revoked ^441 

Regulations 2415 

Pacific  Ocean  at  San  Nicolas  Island:  re- 
stricted anchorage  areas 6443 

San  Diego  Harbor: 
Anchorage  grounds,  non-anchorage  area.-    24ib 

Note  revoked ^^^^ 

San  Francisco  Bay,  San  Pablo  Bay.  Carquinez 
Strait,  Suisun  Bay.  San  Joaquin  River, 
and  connecting  waters: 

Note  revoked »JJJ 

Regulations,  general ■'41^ 

San  Francisco  Bay: 

Anchorage  No.  9  (general) 24ib 

Anchorage  No.  14  (explosives) 2415 

San  Pablo  Bay;  Anchorage  No.  18  (gen- 

eral) --     2415 

.  Suisun  Bay: 

Anchorage  No.  26  (general) 2415 

Anchorage  No.  27  (general) 2415 

Connecticut;   New  London  Harbor,   note   re- 

voked 6441 

Delaware;  Delaware  Bay  and  River 2414.  7585 

Florida: 

St.  Johns  River: 

Anchorage  grounds "^^^ 

Note  revoked ^^^^ 

Tampa  Bay;  regulations 2414 

Georgia;  Wilmington  River,  regulations 2414 

Maine;  Portland  and  Rockland  Harbors,  notes 

revoked ^^^^ 

Maryland: 

I                    See  also  Special  anchorage  areas. 
Annapolis  Harbor: 
Note  revoked 6^41 

Regulations 2414 
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ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     P^e® 
ARMY — Continued 
Regulations — Continued 
Anchorage  regulations — Continued 
Anchorage  grounds — Continued 
Massachusetts : 

Boston  Harbor;  note  revoked 6441 

Buzzards  Bay.  Nantucket  Sound  and  adjacent 
waters: 
Anchorage  grounds,  listed;  Vineyard  and 

Nantucket  Sounds 2413 

Heading  changed 6442 

Note  revoked 6441 

New  Bedford  Outer  Harbor,  Buzzards  Bay, 
Vineyard  and  Nantucket  Sounds;  head- 
ing changed.    See  Buzzards  Bay. 
New  Jersey : 

Delaware  Bay  and  River.    See  Delaware. 
Raritan  Bay,  Port  of  New  York.     See  New 
York. 
Now  York: 
Long  Island: 

Huntington  Harbor 2413,  6442 

Randall  Bay,  Preeport 2414,  6443 

Port  of: 
East  River: 

Anchorage  No.  6 2413 

Anchorage  No.  8 2413 

Anchorage  No.  10 6442 

Anchorage  No.  14 2413 

Explosives : 

Anchorages  for  vessels  carrying;  Anchor- 
age No.  49-B 2414 

Anchorages;    regulations 6443 

Hudson  River;  note,  revocation 2414 

Long  Island  Sound 6442 

Note  revoked 6441 

Raritan  Bay;  Anchorage  No.  47 2414 

Regulations,   general 2414 

Upper   Bay 2414 

Oregon;  Columbia  River,  note  revoked 6441 

Pennsylvania:  Delaware  River.    See  Delaware. 
Puerto   Rico;    San    Juan    Harbor,    anchorage 
grounds : 

Temporary  anchorage   (general^ 2415 

Yacht,  schooner,  and  small  craft  anchorage.    2415 
Rhode  Island;  Narragansett  Bay: 

Anchorage  grounds 2413 

Note  revoked 6441 

Regulations 2413 

South  Carolina;  Port  of  Charleston,  areas  of 

prohibited   anchorage 7585 

Texas:  Galveston  Harbor: 

Anchorage   grounds 2414 

Note  revoked 6441 

Virgin  Islands.  Charlotte  Amalle,  St.  Thomas 
Harbor : 
Anchorage  grounds,  inner  harbor  anchorage.    2415 

Note  revoked 6441 

Washington : 

Columbia  River;  note  revoked 6441 

Puget  Sound  area : 
Anchorage  grounds: 
Freshwater    Bay    emergency    explosives 

anchorage.  Strait  of  Juan  de  Puca._     2415 
Orchard  Point  general  anchorage.  Puget 

Sound 2415 

Note  revoked 6441 

Regulations 2415 

District  of  Columbia ;  Anacostia  River,  revocation.    6441 

General  provisions 6441 

Illinois:  Waukegan  Harbor,  revocation 6441 

See  also  Navigation  regulations. 

Redesignation  of  sections,  table 4904 

Special  anchorage  areas,  wherein  anchor  lights 
are  not  required  for  vessels  not  more  than  65 
feet  long;  designation  of: 
California: 

Avalon  Bay.  Santa  Catallna  Island 6442 

Los  Angeles  and  Long  Beach  Harbors 6442 

Morro  Bay  Harbor 6442 

Newport  Bay  Harbor 6442 

Ban  Diego  Harbor 6442 

San  LuLs  Obi.spo  Bay 6442 

Santa  Barbara  Harbor..._..__„^.__._^«,    6442 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     Page 
ARMY — Continued 
Regulations — Continued 
Anchorage  regulations — Continued 
Special  anchorage  areas,  wherein  anchor  lights 
are  not  required  for  vessels  not  more  than  65 
feet  long;  designation  of — Continued 
California— Continued 

Santa  Monica  Harbor 6442 

Connecticut: 

Connecticut  River 6442 

Stonington  Harbor 6442 

Delaware ;  Indian  River  Bay ; 6442 

Maine;  Casco  Bay 6441 

Maryland: 

Blackhole  Creek 2413,  6442 

Chesapeake  and  Delaware  Canal,  easterly  of 

Courthouse  Point 6442 

Massachusetts: 

Beverly  and  Salem  Harbors 6441 

Boston  Harbor  and  adjacent  waters 6441 

Newburyport  Harbor 6441 

Ohset  Bay 6442 

Parker    River,    Newbury,    1»/^    miles    above 

mouth 6441 

Plymouth  Harbor 6442 

Silver  Beach  Harbor,  North  Falmouth 6442 

New  Hampshire;  Portsmouth  Harbor 6441 

New  York: 

Niagara  River,  Youngstown 6442 

Port  of,  and  vicinity 6442 

Huntington  Harbor,  Long  Island 2413,  6442 

Pennsylvania;  Delaware  River,  Essington 7585 

Texas;   Corpus  Christi  Bay 6442 

Wisconsin;  Milwaukee  Harbor 6442 

Bridge  regulations: 
Alabama: 

Gulf  of  Mexico,  east  of  MLssissippl  River;  water- 
ways discharging  into.    See  under  Navig- 
able waters. 
Three  Mile  Creek;  Southern  Ry.  System  bridge 

at  Mobile,  revocation 7P28 

Arkansas : 
Arkansas  River;  Chicago.  Rock  Island  and  Pa- 
cific R.  R.  bridge  at  Little  Rock,  revoca- 
tion     7838 

Black  River;  Missouri  Pacific  R.  R.  Co.  bridge 

at  Paroquet 5905 

Lower  Missis.sippi  River.    See  under  Mississippi 

River. 
Red   River;   St.   Louis  Southwestern   Ry.   Co. 

bridge  at  Garland  City 5905 

White  River;  Missouri  Pacinc  R.  R.  Co.  bridge 

near  Newport 5905 

California;  navigable  waters  in: 

Los  Angeles  and  Long  Beach  harbors 3122 

Sacramento  River  and  tributaries;  Sacramento 
River,  Southern  Pacific  Co.  railroad  bridge 
and  State  of  California  highway  bridge  at 

Knight's   Landing 1735 

San  Francisco  and  San  Pablo  Bays,  tributaries 
of: 
Mare  Island  Strait,  Napa  River  and  their 
tributaries : 
Devil  Slough;  Russ  Investment  Company 

highway  bridge,  redesignation 5905 

Dutchman  Slough;  James  Irvine  Bridge, 

redesignation 5905 

Napa  County  highway  bridge  near  Imola..   5905, 

7843 
San  Leandro  Bay;  State  of  California  high- 
way bridge  between  Alameda  and  Bay 

Farm  Island 1735 

Delaware;   waterways   discharging  into   Chesa- 
peake Bay.    See  under  Navigable  waters. 
Florida: 
Atlantic  Ocean,  south  of  Charleston;   water- 
ways discharging  into.    See  under  Naviga- 
ble waters. 
Gulf  of  Mexico,  east  of  Mississippi  River;  water- 
ways discharging  Into.    See  under  Naviga- 
ble waters. 
Intercoastal  Waterways;  Florida  State  Road 
Department  bridge  at  West  Bay,  revoca- 
tion      7838 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     P*g« 
ARMY — Continued 

Regulations— Continued 
Bridge  regulations — Continued 
Florida— Continued 
Jupiter    (Loxahatchee)    River;    Florida    East 

Coast  Ry.  bridge  at  Jupiter,  revocation 7838 

Pithlachascotee  River;  State  Road  Department 
of  Florida  bridge  above  mouth  at  New  Port 

Richey 5905 

St.  Andrews  Bay.  East  and  West  Bay  arms; 
bridges  of  Florida  State  Road  Department 

near  Panama  City,  revocations 7838 

Georgia:                                                     ^    ^.  ^ 
Richardson's  Creek;  Chatham  County  highway 
bridge    connecting    Oatland    and    White- 
marsh  Islands  near  Thunderbolt,  revoca- 
tion  -     1735 

Satilla  River;  State  Highway  Department  of 

Georgia  bridge  near  Burnt  Fort 5905 

Waterways  discharging  into  Atlantic  Ocean 
south  of  Charleston  and  into  Gulf  of  Mexico 
east  of  Mississippi  River.  See  under 
Navigable  waters. 
Illinois:  ^  ., 
Illinois  Waterway;  bridges  (highway  and  raU- 
road)  at  Pekin,  Peoria  and  Joliet,  redesig- 
nation       "^838 

Ohio  and  Upper  Mississippi  Rivers.    See  under 

Mississippi  River. 
Ohio  River  and  tributaries.  Including  Wabash 

River;  bridges,  revocation 7838 

Indiana: 

Ohio  and  Upper  Mississippi  Rivers.    See  under 

Mississippi  River. 
Ohio  River  and  tributaries.  Including  Wabash 

and  White  Rivers;  bridges,  revocation 7838 

Iowa;  Ohio  and  Upper  Mississippi  Rivers,     See 

under  Mississippi  River. 
Kentucky : 

Ohio  and  Upper  Mississippi  Rivers.    See  under 

Mississippi  River. 
Ohio    River    and    tributaries    Including    Salt 

River;  bridges,  revocation 7838 

Louisiana : 

Calcasieu  River;  State  of  Louisiana  Department 

of  Highways  bridge  at  Lake  Charles 3708 

Gulf  of  Mexico,  east  and  west  of  Mississippi 
River;   waterways  discharging  Into.     See 
under  Navigable  waters. 
Little  River,  Archie;  Louisiana  i  Arkansas  R.  R. 

bridge,  revocation "^838 

Lower  Mississippi  River.    See  under  Mississippi 

River. 
Red  River,  bridges  where  constant  attendance 
of  draw  tenders  Is  not  required;  State  of 
Louisiana  Department  of  Highway  bridges 
at  Boyce,  Grand  Ecore  and  Coushatta  and 
St.  Louis  Southwestern  Ry.  Co.  bridge  at 

Shreveport 5905 

Tante  Phlne  Pass;  bridge  of  Tide  Water  Asso- 
ciated Oil  Co.  near  Venice,  exclusion  from 
code  of  Federal  Regulations.  1949  Edition.     5746 
Tensas  River;  Missouri  Pacific  R.  R.  bridge  at 

Clayton,  revocation '?838 

Maryland:  ,         ^  ,^ 

Bush  River;  Pennsylvania  Railroad  Co.  bridge, 

Bush  River 1735 

Chesapeake  Bay.  waterways  discharging  into. 

See  under  Navigable  waters. 
Choptank  River;  Baltimore  and  Eastern  R.  R. 

Co.  bridge.  Denton 3122 

Knapps  Narrows,  bridge;  revocation 1735 

Neale  Sound;  bridge  between  Cobb  Island  and 

mainland,  revocation 7838 

Susquehanna  River;   Permsylvanla  R.  R.  Co. 

bridge,  PerryvlUe 3122 

Weems  Creek.  Aime  Arundel  County  highway 

bridge  at  West  Annapolis —    2660 

Minnesota : 
Minnesota  River;  drawbridges  between  mouth 

of.  and  Le  Sueur 2660 

Ohio  and  Upper  Mississippi  Rivers,    See  under 

Mississippi  River. 
9C0O0— s 


81 


Page 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 
ARMY — Continued 

Regulations— Continued 
Bridge  regulations — Continued 
Minnesota— Continued 

St.  Croix  River;  States  of  Minnesota  and  Wis- 
consin highway  bridge  at  Stillwater  and 
Minneapolis.  St.  Paul  and  Sault  Ste.  Marie 

R.  R.  Co.  bridge  near  OtlsvlUe:. 2660 

Mississippi : 

Lower  Mississippi  River.    See  under  Mississippi 

River. 
Yazoo  River;   bridges  of  Yazoo  &  Missi.s.sippI 
Valley  R.  R.  at  Home  Park  and  Redwood 
and  of  Mississippi  State  Highway  Depart - 

_         ment  at  Yazoo,  revocation 7838 

Mississippi  River  and  its  navigable  tributaries  and 
outlets.  Including  Atchafalaya  River.  Louisi- 
ana, above  Grand  Lake;  bridges,  note 7838 

Mississippi  River  and  Its  tributaries  and  outlets; 
bridges  where  constant  attendance  of  draw 

tenders  is  riot  required 7838,  7841 

Lower  Mississippi  River 7842 

Ohio  River  and  Upper  Mississippi  River 7842 

Missouri;    Ohio   and   Upper   Mississippi   Rivers. 

See  under  Mississippi  River. 
Navigable  waters: 

Discharging  Into  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into  Gulf  of 
Mexico,  except  Mississippi  River  and  Its 
tributaries  and  outlets;  bridges  where 
constant  attendance  of  draw  tenders  is  not 
required,  *vaterways  discharging  Into  listed 

bodies 7838.  7839 

Atlantic  Ocean; 

Between  Chesapeake  Bay  and  Charleston..    7839 

South  of  Charleston. 7840 

Chesapeake  Bay 7839 

Gulf  of  Mexico: 

East  of  Mississippi  River 7840 

West  of  Mississippi  River. 7841 

Discharging  Into  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into  Gulf  of 
Mexico  (including  Lower  Atchafalaya 
River.  Louisiana) .  except  Mississippi  River 
and  its  tributaries  and  outlets;   bridges, 

note 7838 

In  California.    See  California. 
In  New  Jersey.      See  New  Jersey. 
In  Washington.    See  Washington. 
Nebraska;   Ohio  and  Upper  Mississippi  Rivers. 

See  under  Mississippi  River. 
New  Jersey,  navigable  waters  In;  bridges  where 
constant  attendance  of  draw  tenders  Is  not 
required : 
Prior  to  revision: 
Alloway    Creek;     Salem    County    highway 
bridges  at  Hancocks  Bridge  and  at  Upper 
Hancocks    Bridge,    New    Jersey    State 
Highway  Department  bridge  at  Quinton.    3850 
Elizabeth  River ;  Central  Railroad  Co.  of  New 

Jersey  bridge  at  Elizabeth 3121 

Oldmans  Creek;  New  Jersey  State  Highway 
Department  bridge  near  Nortonville. 
Pennsylvania-Reading  Seashore  Lines 
railroad  bridge  near  Pedrlcktown,  Salem 
County  highway  bridge  at  Pedrlcktown.    3850 

Revision 7838 

North    Carolina;    waterways    discharging    into 
Atlantic  Ocean,  between  Chesapeake  Bay  and 
Charleston.    See  under  Navigable  waters. 
Ohio;  Sandusky  Bay: 
Danbury  and  Baybridge;  bridges  between: 

New  York  Central  R.  R.  Co.  bridge 3850 

Ohio     Department     of     Highways     bridge; 

revocation 3850 

Danbury  and  Martin  Point:  Ohio  Department 

of  Highways  bridge  between 3850 

Sandusky;  New  York  Central  R.  R.  Co.  bridge 
across  East  Cove  at  foot  of  Washington 

St -. 3850 

Oregon;  Siuslaw  River.  Oregon  State  Highway 
Comml.ssion  bridge  at  Florence  and  Southern 
Pacific  Co.  railroad  bridge  at  Cushman 5905 
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ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 
ARMY— Continued 

Regulations — Continued 
Bridge  regulations — Continued 

Pennsylvania:  Darby  Creek.  Pennsylvania  R.  R. 
Co.  and  Reading  Co.  bridges  near  Essington.- 
Rhode  Island,  Providence: 
Providence  River,  bridge  (highway)   at  Point 
Street:    temporary   operation,    emergency 
regulations.    See     main     heading     Army 
Department. 
Seekonk   (Pawtucket)   River,  bridges:  tempo- 
rary operation,  emergency  regulations.    See 
main  heading  Army  Department. 
South  Carolina: 
Atlantic  Ocean,  between  Chesapeake  Bay  and 
Charleston  and  South  of  Charleston:  wa- 
terways discharging  into.    See  under  Navi- 
gable waters. 
Coosaw  River  (Whale  Branch) ;  bridge  on  High- 
way 28  between  Beaufort  and  Yemassee, 

revocation 

Wando  River.  South  Carolina  State  Highway 

Department  bridge  near  Calnhoy 

South  Dakota:  Ohio  and  Upper  Mississippi  Rivers. 

See  under  Mississippi  River. 
Tennessee : 

Cumberland  River:  revocation — 

Ohio  and  Upper  Mississippi  Rivers.    See  under 

Mississippi  River. 
Tennessee  River;  Market  Street  highway  bridge 
kt  Chattanooga  and  Southern  Ry.  bridge 

at  Hixson,  revocation 

Texas : 

Buffalo  Bayou  at  Houston,  revocation 

Gulf   of   Mexico,   west   of   Mississippi   River; 
waterways  discharging   into.     Set  under 
Navigable  waters. 
Virginia: 

Chesapeake  Bay,  waterways  discharging  into. 

See  under  Navigable  waters. 
Elizabeth  River,  eastern  branch;  bridge,  revoca- 
tion  

Urbanna  Creek;  bridge  (highway)  at  Urbanna. 

revocation 

Washington: 

Grays  Harbor  and  tributaries;  bridges,  note__- 

Lake    Washington:    pontoon    bridge    between 

Seattle  and  Mercer  Island.  redeslgnatlon._ 

Lake  Washington  Ship  Canal;  bridge,  redesig- 

natlon 

Navigable  waters  in;  bridges  where  constant  at- 
tendance of  draw  tenders  Is  not  required.— 
Wishkah  River;  City  of  Aberdeen  highway 
bridge.  East  Second  and  Young  Streets, 

Aberdeen 

Seattle: 
See  also  Lake  Washington. 
Duwamlsh  Waterway:  bridge-s.  redesignation_ 
Skagit  River,  South  Fork;  highway  bridge  at 

Fir.  revocation 

See  also  Navigable  waters. 
Snohomish  River   and  Steamboat   and  Ebey 

Sloughs;   bridges 

Tacoma  Harbor;  City  Waterway,  bridges 

Wisconsin : 
Ohio  and  Upper  Mississippi  Rivers.    See  under 

Mississippi  River. 
St.  Croix  River:  States  of  Wisconsin  and  Min- 
nesota highway  bridge  at  Stillwater.  Minn., 
and  Village  of  Osceola  highway  bridge  at 

Osceola.  Wis 

Danger  zone  regulations: 

California.  Pacific  Ocean,  between  La  Jolla  and 
Solana  Beach:  firing  range.  Coast  Artillery 
Replacement  Training  Center,  Camp  Callan, 

San   Diego 

Florida: 
Atlantic  Ocean,  waters  of: 
Port  Taylor  Military  Reservation,  Key  West 

(Straits  of  Florida);  revocation 

United  States  Army  Air  Corps,  aerial  gun- 
nery target  range  between  Jupiter  Inlet 
and  Fort  Pierce;  revocation - 
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ENGINEERS,    CORPS    OF; 
ARMY — Continued 
Regulations — Continued 
Danger  zone  regulations — Continued 
Florida — Continued 
Atlantic  Ocean  and  Indian  River,  north  of  Fort 
Pierce  Inlet:  naval  and  military  training 

area,  revocation 1591 

Gulf  of  Mexico: 

Between  Anclote  and  Cedar  Keys;  Air  Force 
aerial  gunnery  target  range  and  bombing 

target  areas 5592 

In  vicinity  of  Eglin  Field;  guided  missiles  test 
operations    area,    Air    Proving    Ground 

Command 5592 

Waters  of;  United  States  Army  Air  Corps, 
aerial  gunnery  target  range  between  An- 
clote and  Cedar  Keys  (revocation) 5592 

Straits  of;  Navy  restricted  area  surrounding 

Woman  and  Ballast  Keys,  regulations 2138 

Illinois.  Lake  Michigan;  small-arms  range  adja- 
cent to  United  States  Naval  Training  Station, 

Great  Lakes,  regulations 2138 

Louisiana,  waters  of  Gulf  of  Mexico  between 
Southwest  and  Caminada  Passes;  aerial  gun- 
nery range.  New  Orleans  Air  Base  (revoca- 
tion)       4552 

Maine,  Atlantic  Ocean  in  vicinity  of  Duck  Island. 
Isle  of  Shoals;  naval  aircraft  bombing  target 

area 5592 

Maryland : 
Chesapeake  Bay: 

In  vicinity  of  Chesapeake  Beach;  firing  range. 
Naval  Research  Laboratory: 

Danger  zone,  Area  A 2138 

Regulations 2138 

Point  Lookout  to  Cedar  Point;  aerial  gxmnery 
range  and  target  areas,  U.  S.  Naval  Air 

Station,  Patuxent  River 1250,  2138 

Potomac  River;  United  States  Naval  Torpedo 

Testing  Range,  Piney  Point,  regulations...    2138 
Massachusetts : 

Cape  Cod  Bay  south  of  Wellfleet  Harbor;  naval 

aircraft  bombing  target  area 6592 

Nantucket  Sound,  Buzzards  Bay  and  adjacent 
waters,  danger  zones  for  naval  operations; 
Atlantic  Ocean: 
In  vicinity  of  No  Mans  Land;  redesigna- 

tlon 2138 

In  vicinity  of  Sow  and  Pigs  Reef;  redesig- 

nation— 2138 

Buzzards  Bay: 
In  vicinity  of  Gull  Island:  redeslgnatlon..    2138 
In  vicinity  of  Hen  and  Chickens  Reef;  re- 
designation 2138 

Northeasterly  of  Weepecket  Island;  redes- 

ignation— —     2138 

Nantucket  Sound: 

At  east  end  of  Dogfish  Bar;  deletion 2138 

In  vicinity  of  Horseshoe  Shoal;  redeslgna- 

tlon 2138 

Vineyard  Sound  in  vicinity  of  Quicks  Bole; 

redesignation 2138 

Mississippi,  Mississippi  Sound;  machine  gun  fir- 
ing  range,  Merchant   Marine   Cadet  Basic 

School,  Henderson  Point 4552 

New  Jersey,  waters  of  Atlantic  Ocean,  Delaware 
Bay  and  Jarvis  Sotmd;  Naval  Air  Station 
aerial  gunnery  and  bombing  areas.  Cape  May 

(revocation) 4552 

New  York.  Block  Island  Sound  in  vicinity  of  Gar- 
diners  Point;  naval  aircraft  bombing  target 

area 5592 

North  Carolina: 

Albemarle  and  Pamlico  Sounds  and  adjacent 
waters,  danger  zones  for  naval  operations; 

redesignation -     2138 

New  River  and  vicinity;  Marine  Corps  firing 

ranges,  regulations 2138 

Ohio;  Lake  Erie,  west  end.  north  of  Erie  Ordnance 

Depot.  Lacarne 2138 

Puerto  Rico.  Atlantic  Ocean  and  Caribbean  Sea 
In  vicinity  of;  practice  firing  areas.  United 

States  Army  Forces  Antilles— 4552,  5592 

Redesignation 5592 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     P^g« 
ARMY — Continued 
Regulations — Continued 
Danger  zone  regulations — Continued 

Redesignation  of  sections,  table.- -—    4^0* 

Rhode  Island;  Narragansett  Bay.  danger  zones  for 
naval  operations: 
Newport.  Naval  Operating  Base;  antisubmarine 
practice  bombing  area  in  vicinity  of  Gull 

Point.  Prudence  Island,  deletion 2138 

Ohio  Ledge,  prohibited  area  in  vicinity  of;  re- 
designation      2138 

South  Carolina: 

Atlantic  Ocean,  waters  of: 
Army  Air  Corps,  aerial  gunnery  target  range 

near  Murrells  Inlet;  revocation 5592 

United  States  Marine  Corps  firing  range  be- 
tween Hilton  Head  and  Hunting  Lslands; 

revocation 5592 

Charleston  Harbor;  United  States  military  res- 
ervations    (Forts    Moultrie    and    Sumter, 

Marshall  Reservation),  revocation 5592 

Texas,  Gulf  of  Mexico  southeast  of  Corpus  Christi; 
bombing,  machine  gunnery  and  rocket  firing 
range.   Naval   Air   Station.  Corpus   Christi. 

danger  zone V'T 

Virginia.  Polomac  River;  United  States  Naval 
Proving   Ground.    Dahlgren.    danger   zones. 

upper  zone ^138 

Washington: 

Hood  Canal,  temporary  naval  restricted  area 

for  deep-water  aircraft  torpedo  drops.  4552.  5592 

Revocation 5592 

Hood  Canal  and  Dabob  Bay;  temporary  naval 
restricted   areas   for   deep-water   aircraft 

torpedo  drops 5592 

Emergency:  temporary  operation  of  bridges.  Provi- 
dence Harbor,  Rhode  Island.  See  main  head- 
ing Army  Department. 
Fishing  and  hunting  regulations.  Maryland  and  Vir- 
ginia; Chesapeake  Bay  and  navigable  tribu- 
taries, fishing  structures 565 

Flood  control  regulations.  Oklahoma;   Altus  Dam 

and  Reservoir,  North  Fork  of  Red  River 5779 

Navigation  regulations: 
Alaska;   Wrangell  Narrows,  use,  administration 

and   navigation ""3 

California: 

Pacific  Ocean  and  Arena  Cove;  U.  S.  Navy  re- 
stricted areas  in  vicinity  of  Point  Arena. __     6443 
San  Francisco  Bay.  San  Pablo  Bay,  Carquinez 
Strait.  Suisun  Bay.  San  Joaquin  River  and 
connecting  waters: 

Pinole  Shoal  Channel.  San  Pablo  Bay 6443 

San  Francisco  Bay  in  vicinity  of  Naval  Net 

Depot.  Tiburon;  naval  restricted  area..     2608 
Florida: 
Gulf  of  Mexico:  seaplane  restricted  area.  Naval 

Air  Station.  Key  West 2608 

St.  Johns  River;  Ribault  Bay.  prohibited  area.-     2608 
Great  Lakes,  connecting  waters  of.  from  Lake 
Huron  to  Lake  Erie;  use.  administration,  and 
navigation    (vessels   aground  or  not  under 

command) 2608 

Illinois;  Waukegan  Harbor 6443 

Louisiana.  Mississippi  River;  navigation  regula- 
tions to  govern  speed  of  vessels  In  vicinity  of 
explosives  anchorages  south  of  New  Orleans, 

revocation 

Maine.  Sheepscot  Bay;  naval  restricted  area,  rev- 
ocation   

New  York;  Manhasset  Bay.  seaplane  restricted 
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Rhode  Lsland.  Block  Island  Sound;   naval  re- 
stricted area,  revocation 2608 

Virginia:  York  River,  naval  mine  service  testing 

area ^^^^ 

Washington,  Puget  Sound  area;  West  Waterway, 

Seattle  Harbor 2608 

Reservoir  areas: 
Public  use  of  certain  reservoir  areas: 
Areas  covered;  additions  to: 
Montana;  Fort  Peck  Reservoir  Area.  Missouri 

River 2853 


ENGINEERS,    CORPS    OF; 
ARMY — Continued 

Regulations — Continued 
Reservoir  areas — Continued  ^     ..       j 

Public  use  of  certain  reservoir  areas — Continued 
Areas  covered :  additions  to — Continued 
Ohio;    Berlin    Reservoir    Area,    Mahoning 

River t"--" 

Oklahoma  and  Texas;  Lake  Texoma  and  Den- 

ison  Reservoir  Area,  Red  River 5650 

Pennsylvania: 
Crooked   Creek   Reservoir   Area,   Crooked 

Creek — *— — 

Loyalhanna  Reservoir  Area,  Loyalhanna 

Creek 

Mahoning  Creek  Reservoir  Area,  Mahoning 

Creek 

Tionesta  Reservoir  Area,  Tionesta  Creek. _  . 
Texas :  Lake  Texoma  and  Denison  Reservoir 
Area.    See  Oklahoma  and  Texas. 

Dogs 

Fishing.    See  Hunting  and  fishing.  .^cn  ',ni^o 

Houseboats J267.  3708 

Hunting  and  fishing 285J,  dim 

Picnicking j°l\ 

Recreational  activity  programs -Jow 

Public  use  of  Lake  Texoma  and  Denison  Reservoir 
Area,  Red  River,  Oklahoma  and  Texas;  re- 
scission       5650 

See  also  Public  use  of  certain  reservoir  areas. 
Roanoke  River  Basin:  hearing  by  Federal  Power  Com- 
mission respecting  plan  for  hydroelectric  develop- 
ment  differing   from    proposals   of   Corps,   and 
opposed  by  Interior  Department 1387 

ENTOMOLOGY  AND  PLANT  QUARANTINE  BUREAU: 

Organizational    statement;     miscellaneous     amend- 
ments: . 

Central  and  field  organization •^aJ* 

Divisional  and  field  organization: 

Domestic  Plant  Quarantine  Division ;^5^4 

Fruit  Insect  Investigation  Division 2534 

Golden  Nematode  Control  Division 2534 

Japanese  Beetle  Control  Divisien 2534 

Plant  Disease  Control  Division 2534 

Special  field  locations:  redesignation 2534 

Honey  bess,  importation  of 2534 

Plant  quarantine  orders,  affecting  Puerto  Rico  and 

Hawaii 

Regulations,  orders,  etc.: 

Cooperative  suppression  of  plant  diseases  and  insect 
pests;  golden  nematode  suppressive  program, 

1949  season 

Golden  nematode  suppressive  program.    See  Coop- 
erative suppression  of  plant  diseases  and  insect 
pests. 
Importations: 

Canada   and  Bermuda,  foreign   potatoes  from. 

See  Restricted  entry  orders. 
Hawaii;  quarantine  with  respect  to  movement  of 
cotton,  cottonseed,  etc.,  from.    See  Quaran- 
tine notices. 
Mexico : 

Citrus  fruits  from;  In  transit  to  foreign  coun- 
tries and  Canada  via  United  States.    See 
Restricted  or  prohibited  plants  or  plant 
products. 
Foreign  potatoes  from,  provisions  for  importa- 
tion of.   See  Restricted  entry  orders. 
Puerto  Rico,  quarantine  with  respect  to  various 
fruits  and  vegetables,  cotton,  cottonseed,  etc., 
from.    See  Quarantine  notices. 
Quarantine  notices;  prohibition  of  importation 
of  various  plants  and  plant  products  from 
foreign  countries,  to  prevent  spread  of  Insect 
pests  and  plant  diseases.     See  Quarantine 
notices. 
Mexican  Border  regulations,  fees  for  disinfection  in 
Government-owned  facilities;  railway  cars  and 
other   vehicles   entering   United   States   from 
Mexico 
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ENTOMOLOGY    AND    PLANT    QUARANTINE    BU 
REAU — Continued 

Regulations,  orders,  etc. — Continued 
Quarantine  notices: 
Domestic: 
Hawaii    and    Puerto    Rico:    quarantine    with 
respect  to  various  fruits,  vegetables,  etc.: 
Cotton,  cottonseed,  and  cottoiiseed  products; 

proposed  rule  making 8793 

Fiuits  and  vegetables;  Puerto  Rican: 
BagKatje.  inspection  of;  at  port  of  departure 
in  Puerto  Rico,  or  at  port  of  debarka- 
tion within  any  State.  Territory,  etc.. 

other  than  Puerto  Rico 6335.7307 

Baggage  declarations;  revocation 6335,7307 

Special  provisions  for  preflight  Inspection 

in  Puerto  Rico  of  aircraft,  cargo,  etc.-      335 
Various  States  and  District  of  Columbia:  quar- 
antine to  prevent  spread  of  various  insects, 
plant  diseases,  etc.:  ' 

Black  stem  rust;  quarantine  and  regulations. 

revision 999 

Barberry,    mahonia.    and    mahoberberis: 
designation  of   rust-resistant   species 

and  varieties 1285.  1866 

Proposed  rule  making 6334 

Japanese  beetle;  modification  adding  new 
regulated  area,  changing  procedure  for 
fruit  and  vegetable  certification,  and 
adding    ahcraft    to    types    of    vehicles 

regulated 1176,  1866 

Mexican  frultfly:  Interstate  movement  of 
grapefruit  and  oranges,  prescribing  im- 
proved methods  of  treatment  to  meet 
sterilization  requirements  under  quaran- 
tine        *77 

Pink  boUworm: 
Administrative     Instructions:     additional 
methods   of   treating   cottonseed    for 

certification 5231.  5733 

Regulated  areas;  modification  removing 
certain  Texas  counties,  and  adding 
new    lightly    infested    areas    in    New 

Mexico  and  Texas 1384,  2059 

White-fringed  beetle;  quarantine  and  regula- 
tions, revision 1207 

Administrative  Instructions;  articles  ex- 
empt from  certification 1611 

Penalties - 1212 

State  and  Federal  Inspection 1212 

Foreign;   prohibition  of  importation  of  various 
plants,  etc..  from  foreign  countries: 
Citrus  fruits:  lifting  of  prohibition  on  importa- 
tion from  Mozambique 6566,  7513 

Flag  smut;  entry  of  Australian  wheat  Into 
Southern  California,  provision  governing, 
exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition... 1212 

Fruits  and  vegetables;  cold  treatment  for  im- 
ported Vinlfera  grapes  and  certain  other 

fruits 6292.  6976 

Nursery  stock,  plants  and  seeds: 
Citrus  seeds:  restricting  issuance  of  permits 
for  importation  of.  in  cooperation  with 

Florida 5999.6557 

Exemption  of  certain  restricted  articles  from 

some  requirements  of  regulations 627. 1167 

Orchid  seedlings,  sterile  cultures  of;  exemp- 
tion from  permit  requirements 6522,  7288 

Rhododendrons  enterable  Intq  United  States 
only  linder  postentry  quarantine,  revised 

list 5707 

Size-age  limitations 184.  444.  1168 

Restricted  entry  orders;  foreign  potatoes,  special 
provisions  for  importation  of.  from  Bermuda 
and  Canada  (except  Newfoundland),  and  listed 

areas  in  Mexico 2162 

Restricted  or  prohibited  plants  or  plant  products 
temporarily  In  United  States;  treatment  of 
oranges,  tangerines  and  grapefruit  from  Mexico 
In  transit  to  foreign  countries  and  Canada  via 
United  States 6109 
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ENTOMOLOGY    AND    PLANT    QUARANTINE    BU- 
REAU — Continued 

Regulations,  orders,  etc. — Continued 
Temporary  stay  within  United  SUtes  of  restricted 
or  prohibited  plants  and  plant  products.    See 
Restricted  or  prohibited  plants  or  plant  prod- 
ucts. 
EXmOPE,  UNITED  STATES  SPECIAL  REPRESENTA- 
TIVE FOR :  to  be  represented  In  Germany  by  United 
States  High  Commissioner.  Rxecutlve  order  respect- 
ing.   See  Presidential  documents. 
EUROPEAN  RECOVERY  PROGRAM.     See  Economic 

Cooperation  Administration. 
EXCESS  PROPERTY ;  utilization  or  disposal  of : 
In  foreign  areas;  importation  of  nonagricultural  prop- 
erty.   See  Commerce  Department. 
In  United  States;  regulations  of  General  Services  Ad- 
ministration.   See  General  Services  Admlnlf-tra- 
Uon. 
EXCHANGE-VISITORS:   regulations  respecting.     See 
Immigration  and  Naturalization  Service,  and  State 
Department. 
EXECUTIVE  BRANCH  OP  THE  GOVERNMENT.  MAN- 
AGEMENT OP;  Executive  order  respectmg.     See 
Presidential  documents. 
EXECUTIVE  OFFICE  OF  THE   PRESIDENT: 
See  Budget  Bureau. 

Emergency  Management,  Office  for. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  <  Schedule  A ) .    See  main  head- 
ing Civil  Service  Commission. 
Executive  Office  Building,  formerly  State  Department 

Building;  redesignation 5405 

Organization  and  functions: 

Decodification 7825 

Statement  of 7856 

Presidents  Committee  on  Religious  and  Moral  Wel- 
fare  and    Character    Guidance    In   the    Armed 
Forces : 
Certain  positions  excepted  from  competitive  service. 
Civil  Service  Rules.    See  Civil  Service  Rules. 
above. 
Change  of  name;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Transfer  to  Office  of  National  Security  Council  and 
National  Security  Resources  Board  under  Reor- 
ganization Plan  No.  4  of  1949.    See  main  heading 
Presidential  documents. 
EXECUTIVE  ORDERS.    See  Presidential  documents. 
EXPLOSIVES,  transportation  of: 

By  air;  civil  air  regulations.    See  Civil  Aeronautics 

Board. 
By  domestic  mall;  provisions  respecting  matter  liable 
to  damage  mail  or  Injure  person.    See  Post  OfBce 
Department. 
By  water: 

Anchorage  regulations.     See  Engineers.  Corps  of. 
Transportation  and  storage.    See  Coast  Guard. 
In  Interstate  commerce.     See  Interstate  Commerce 
Comml.sslon. 
EXPORT-IMPORT  AGENCY.  JOINT;  Instructions  and 
memoranda  controlling  exports  from  and  imports 
Into  Germany.    See  Army  Department. 

EXPORT-IMPORT  BANK  OF  WASHINGTON: 

Designation  by  Administrator  for  Economic  Coopera- 
tion as  agent  to  issue  and  administer  guaranties 
of  certain  Investments.    See  Economic  Coopera- 
tion Administration. 
EXPORTS.    See  Imports  and  exports. 


PAIR   EMPLOYMENT  BOARD: 
Instructions  for  carrying  out  fair  employment  program 

under  Executive  Order  9980 1631.  1731 

Redeslgnations , — 1731 

Operation   (internal) 2189 

Organization 2205 


FAIK  EMPLOYMENT  PROGRAM:  ^^8« 

Post  Office  Department  procedures.    See  Post  Office 

Department. 
Regulations  respecting.    See  Fair  Employment  Board. 

FARM  CREDIT  ADMINISTRATION: 

Administrative  provisions : 
Functions  etc..  of  administrative  officers: 

Custodians  of  Collateral  for  debentures  of  Central 
Bank    for   Cooperatives;    appointment   and 
functions: 
Chief.  Registrar  Section.  Finance  and  Accounts 

Division;  Acting  Custodian •- 5948 

Chief.  Securities  Section.  Finance  and  Accounts 

Division;  Custodian 5948 

Deputy  Land  Bank  Commissioner;  authority  and 
order  of  precedence  of  Assistant  Deputy  Land 

Bank  Commissioners  to  act  in  absence  of 4891 

Federal  land  bank  officials;  authorization  to  ap- 
prove loans: 
Federal  land  bank  loans  In  excess  of  $25,000-—    6450 
Federal  land  bank  loans  to  livestock  corpora- 
tions      6450 

Intermediate  Credit  Commissioner;  authority  and 
order  of  precedence  of  Deputy  Commissioner. 
Assistant  Commissioner,  and  Assistant  Deputy 

Commissioner  to  act  in  absence  of 6119 

Land  Bank  Commissioner;  authority  and  order  of 

«  precedence  of  Assistant  Deputy  Land  Bank 

Commissioners  and  Chief  of  NFLA  Section  to 

act  as 3802 

Burplus  property  disposal: 
Offers  from  owner-operators ;  selection  of  accept- 
able purchasers 157 

Preparatory  steps;  notice  by  mall 155 

Banks  for  cooperatives: 
Central  Bank  for  Cooperatives: 

Debentures  of 5913 

Application  for  Issue 5913 

Custodianship  of  collateral 5913 

Custodians;  appointment  and  functions.  See 
Administrative  provisions:  functions, 
etc.,  of  administrative  officers. 

Lost,  stolen,  destroyed,  etc..  debentures 5915 

Exemption  of  securities  Issued  by;  designation 
by  Secretary  of  Treasury.    See  main  heading 
Treasury  Department. 
District  banks,  lending  limits  of;  loan  policies.    See 

Loan  policies. 
Loan  interest  rates  and  security;  interest  rates,  on 

certain  kinds  of  loans: 
'   Commodity  loans;  continental  loans,  and  loans 
made  in  Puerto  Rico  upon  security  of  com- 
modities   851.  6493 

Loans  secured  by  Commodity  Credit  Corporation 

loan  documents 851,  6493 

Loan  policies;  lending  limits  of  district  banks  for 

cooperatives 6383 

Bonds,  Federal  farm  loan;  call  for  redemption.    See 

Federal  land  banks. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Debentures,  of  Central  Bank  for  Cooperatives.    See  • 

Banks  for  cooperatives.  , 

Federal  land  banks: 
Authority  of  certain  officials.    See  Administrative 
provisions:   functions,  etc.,  of  administrative 
officers. 
Bonds,  lVi%  consolidated  Federal  farm  loan  bonds, 
October  1,  1948-50: 

Call  for  redemption 5516 

Designation  of  Federal  reserve  banks  and  branches 
and  the  Treasury  Department.  Washington, 

D.  C,  as  agencies  for  payment  of  bonds 5516 

Pees;  Spokane  Federal  Land  Bank.    See  Spokane 

Federal  Land  Bank. 
General    provisions    respecting    loans,    mortgages, 
payments,  etc.: 
Future  payment  funds.    See  Payments. 
Loans: 

Computing  amount  loanable  to  one  borrower—    7441 
Insurance  requirements;  amount  of  insurance.-    7867 
Interest  rates,  on  loans  made  through  associa- 
tions or  branch  banks 851 

Security  standards;  acceptable  property—  2683,  3077 
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FARM  CREDIT  ADMINISTRATION— Continued 

Federal  land  banks — Continued 
General    provisions   respecting   loans,    mortgages, 
payments,  etc. — Continued 
Mortgages   acquired   by  banks,   refinancing   of; 

maximum  and  minimum  loanable  amounts..    6828 
Payments;  future  payment  funds,  authority  to 

limit 3221 

Spokane  Federal  land  bank;  fees  on  prepayment  of 

loan  less  than  five  years  old.  revocation 3429 

Production  credit  system,  particular  production  credit 
associations;  storage  facility  loans  guaranteed  by 

Commodity  Credit  Corporation 6965 

Regional  Agricultural  Credit  Corporation  of  Wash- 
ington, D.  C: 
Revocation  of  all  rules  and  regulations  pertaining 

to  regional  agricultural  credit  corporations.—    2541 
Loans: 

To  fur  farmers;  revocation 2541 

Types  and  kinds,  eligibility  of  borrowers;  revo- 
cation      2541 

Sale  proceeds,  application  of;  revocation 2541 

Security  requirements;  revocation 2541 

Transfer  of  assets,  functions,  personnel,  etc..  of.  to 

Farmers  Home  Administration 2041.  2048 

Storage  facility  loans;   payment  of,  guaranteed  by 
Commodity  Credit  Corporation.    See  Production 
credit  system. 
Surplus  property  disposal;  administrative  provisions 
respecting.    See  Administrative  provisions. 
FARM  SAFETY  WEEK.  NATIONAL.  1949;  proclama- 
tion respecting.    See  Presidential  documents. 

FARMERS  HOME  ADMINISTRATION: 

Authority,  delegations  of: 
From  Administrator,  to  various  officials: 
To  approve  loans  to  farmers  for  property  damage 
due  to  floods,  storms,  etc.  (under  Public  Law 
785,  80th  Cong.,  and  Public  Law  71,  81st 
Cong. ) : 

Assistant  Administrator 2416,  3802 

Director.  Production  Loan  Division 2416,  3802 

To  exercise  functions,  duties,  etc.,  formerly  of 
Regional  Agricultural  Credit  Corporation  of 
Washington,  D.  C.  (under  Public  Law  38, 
81st  Cong.) : 

Assistant  Administrator 2416.  3802 

Director,  Production  Loan  Division 2416,  3802 

To  service  operating  loans  of  Regional  Agricul- 
tural Credit  Corporation: 
Farmers  Home  Administration  officials  respon- 
sible for  servicing  loans  under  production 
and  subsistence  loan  program;  authority  to 
perform  similar  functions  respecting  Re- 
gional   Agricultural    Credit    Corporation 

loans 7135 

State  Directors;  authority  in  connection  with 
promissory  notes  evidencing  special  war 
crop  advance: 

Cancellation  of  remaining  indebtedness 7135 

Certification 7135 

From  Secretary  of  Agriculture,  to  Administrator: 
Authorities,  pwwers,  functions,  etc.: 

Farm  housing;  authority  vested  in  Secretary 
of  Agriculture  under  Title  V,  Housing  Act 

of  1949 5220 

Flood,  storm  and  natural  calamity  loan  au- 
thority, for  l^B  and  1949,  vested  in  Sec- 
retary of  Agriculture  (under  Public  Law 
785,  80th  Cong.,  and  Public  Law  71,  81st 

Cong.) 3418 

Regional  Agricultural  Credit  Corporation  of 
Washington,  D.  C,  powers,  etc.,  of,  vested 
in  Secretary  of  Agriculture  by  Public  Law 

38,  81st  Congress. 2048 

County  committees,  appointment  of,  and  desig- 
nation of  chairman;  authority  respecting...     5766 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule   A).     See    main 
heading  Civil  Service  Commission. 
Disaster  loan  program.    See  Flood,  storm,  and  nat- 
ural calamity  loans. 
Farm  housing: 
Authorities,  powers,  functions,  etc.,  respecting.    See 
Authority,  delegations  of. 
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FARMERS  HOME  ADMINISTRATION— Continued         p<^« 
Farm  housing — Continued 
Disaster  loan  program  regxilatlons  respecting  build- 
ing repairs  and  replacements,  etc.    See  Regu- 
lations. 
Flood,  storm,  and  natural  calamity  loans: 

Authority   respecting.     See  Authority,  delegations 

of. 
Disaster    loan    program    regulations.    See    Regu- 
lations. 
Regional  Agricultural  Credit  Corporation  of  Wash- 
inf?ton,  D.  C: 
Functions,    duties,   etc.,   formerly   of,   exercise   of 
authority  respecting.     See  Authority,  delega- 
tions of. 
Loans;  servicing  of: 
Authority  of  State  directors  and  certain  FHA  offi- 
cials respecting.    See  Authority,  delegations 
of. 
Policies   and   procedures;   applicability  of  FHA 
regulations  respecting  account  servicing  (rou- 
tine for  servicing,  remittances,  security  and 

liquidation) 7135 

Transfer  of  assets,  functions,  personnel,  etc.,  of.  to 

Farmers  Home  Administration 2048 

Regulations: 
Account  servicing: 
Collections.    See  Remittances. 
Debt  settlement;  compromise,  adjustment,  and 

cancellation  of  debts,  revision 6967 

Liquidations  of  security.    See  Security  servicing 
and  llqtiidatlons. 

Remittances;  collections 6556 

Processing  of  collections  on  Regional  Agricul- 
tural Credit  Corporation  loans 7135 

Routine;  servicing  operating  loans  of  Regional 

Agricultural  Credit  Corporation 7135 

Security  servicing  and  liquidations: 
Farm  ownership  loans: 
General  security  servicing: 

Delegation  of  authority 2081 

Partial  release,  subordination  or  consent 
under  terms  of  Insured  farm  owner- 
ship security  Instruments 6108 

Refinancing  with  respect  to  loans  made  on 

and  after  November  1,  1946 2081 

Management    and    disposition    of    acquired 

farms - 5703 

Bale  of  farms  not  suitable  for  purposes  of 
Title  1  of  Bankhead-Jones  Farm  Tenant 
Act;  authority  of  State  Director  respect- 
ing  2083 

Voluntary  conveyance  of  farms  to  the  Gov- 
ernment; authority  of  State  Director  re- 
specting      2845 

Operating  loans;  liquidations,  bankruptcy: 

Claims.  unseciu"ed 2433 

Security  property,  disposition  of 2433 

Regional  Agricultural  Credit  Corporation  loans.     7135 

Taxes,  farm  ownership;  revision 2057 

Collections  on  loans.    See  Account  servicing:  remit- 
tances. 
Debt  settlement,  policies  and  procedures.    See  Ac- 
count servicing. 

Disaster  loan  program 4895 

Farm  housing  loans  and  grants 6544 

Applicants , 6546 

Basic  regulations , 6544 

Construction  and  repairs 6549 

Farms 6548 

Processing  loans  and  grants 6554 

Repairs.    See  Construction  and  repairs. 
Farm  ownership  loans: 
Basic  regulations,  loan  limitations;  average  values 
of  farms  and  Investment  limits,  for  counties 
In  various  States: 

Alabama 999 

Arizona 4708 

Arkansas - 333 

California 5533,  6968 

Colorado 1863.  3723 

Florida 333,  6965 

Georgia 1663.  1665.  7641 

loWci  7193 

K2knstis"J~"~SSSSSS...SJ~SSSISSSu6iyiS'Al.  7640 


FARMERS  HOME  ADMINISTRATION— Continued         ^« 
Regulations — Continued 
Farm  ownership  loans — Continued 
Basic  regulations,  loan  limitations;  average  values 
of  farms  and  Investment  limits,  for  counties 
In  various  States — Continued 

Maryland 8392 

Michigan 7640 

Minnesota 1665,  5797 

Montana 6967 

New  Mexico 333 

New'  York 1864 

North  Carolina 1665 

North  Dakota 3913.  6967 

Pennsylvania 999.  2433.  6966 

South  Dakota 5825 

Texas  ___ 6967,  7640 

Virginia 7640 

West  Virginia 3117 

Processing  of  loans: 
Insiu'ed  loans;  State  office  routine: 

Actions  subsequent  to  closing  Insured  loan —    2161 
Endorsement  of  promissory  note  (or  bond) 

for  Insurance 2161 

Subsequent  loans 6325 

Security  servicing  and  liquidations.    See  Account 

servicing. 
Selection  of  farms;  certification  by  County  Com- 
mittee, redeslgnatlon  and  revision 3913 

Taxes.    See  Account  servicing. 
Flood  loan  program,  1948;  redeslgnatlon  as  'T)ls- 

aster  loan  program" 4895 

Pur  loan  program 4773 

Grants,  farm  housing.    See  Farm  housing  loans  and 

grants. 
Loans: 

Disaster  loan  program 4895 

Farm   housing.     See  Farm   housing   loans   and 

grants. 
Farm  ownership.   See  Farm  ownership  loans. 
Flood,  storm,  etc. : 

Authority  respecting  approval  of.    See  Author- 
ity, delegations  of. 
nood   loan  program,   1948;   redeslgnatlon  m 

"Disaster  loan  program" 4895 

Fur  loan  program 4773 

Production  and  subsistence.    See  Production  and 

subsistence  loans. 
Regional  Agricultural  Credit  Corporation  loans, 

servicing  of.    See  under  Account  servicing. 
Security  servicing  and  liquidations.    See  Account 

servicing. 
Water  facilities.    See  Water  facilities  loans. 
Production  and  subsistence  loans: 

Membership  in  cooperative  associations 6673 

Policies : 
Purposes  for  which  loans  may  be  made;  redes- 
lgnatlon     4507 

Use  of  loan  funds 4507 

Processing  of  loans 4971 

Subsistence  loans.    See  Production  and  subsistence 

loans. 
•Taxes,  farm  ownership;  payment  of.    See  Account 

servicing. 
Water  facilities  loans: 

Policies;  limit  on  use  of  water  facilities  funds 8883 

Processing  loans: 

For  group  services ... . 4509 

To  individuals 6393 

FEDERAL  ADVISORY  COUNCIL  (on  employment), 
transferred  to  Labor  Department  under  Reor- 
ganization Plan  No.  2  of  1949.  See  Presidential 
docimients. 

FEDERAL  COMMUNICATIONS  COMMISSION: 
Hearings,  etc.: 
Schedules  of  hearings,  for  specified  periods  (.stand- 
ard and  FM  broadcast  applications) : 

May.  June  and  July  1949 1830 

August  and  September  1949 4014 

November  and  December  1949,  and  January  1950-    6956 

Absaroka  Broadcasting  Co.  (KODI) 1050 

Adcock.  Tildon  M.  and  Starlon  S 6503,  6956 

Adrian  Broadca.stlng  Co.  (WABJ) 719 

Aeronautical  Radio,  Inc 7811 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^^^ 

Hearings,  etc.— Continued 

Afro-American  Broadcasting  System,  Inc 5. 

1830,  3592,  5768 

Agricultural  Broadcasting  Co.  (WLS) 2510 

Airtone  Co 149,  580.  4769.  4830.  5766.  7280 

Air-Waves.  Inc.  (WJOC) 3065,  4014 

Airways,  Inc.  (WLCS) JTll 

Alamance  Broadcasting  Co.,  Inc.  (WBBB) 2960, 

4014,  5067,  5611 

Alaska  Broadcasting  Co ._     1307 

Albuquerque  Broadcasting  Co.  (KOB)_—    5372,  5577,  6095 

All  America  Cables  and  Radio.  Inc 3904 

5372, 5575. 6096. 6158,  6234,  6501,  7279,  7691,  7860 

All  Nations  Broadcasting  Co 1830 

Allen,  Helen  Ruth  (KGIL)._ 1275,  1830 

Almada,  Albert  Alvln H7.  3062 

Amarillo  Broadcasting  Corp.  (KFDA) 7188 

American  Assn.  of  State  Highway  Officials 2270 

American  Broadcasting  Co.  (WENR) 2510 

American  Broadcasting  Co..  Inc 5050 

American  Broadcasting  Co.,  Inc.  (KECA) 4769,  4830 

American  Broadcasting  Co..  Inc.  (WJZ) 5577 

American  Broadcasting  Corp.  (WLAP) 7278 

American  Broadcasting  Station,  Inc.  (WMT) 5 

American  Cable  and  Radio  Corp 6234,  6501 

American  Communications  Assn 2764 

American  Petroleum  Institute ■. 2271,  7811 

American  Taxicab  Assn 2273 

American  Telephone  and  Telegraph  Co 1068,  2273, 

2510.  2905.  3762.  3904-1288.  6492,  6955,  6957,  7546 

Anderson  Broadcasting  Corp.  >WHBU) 605,  7018 

Andrews.  L.  W.,  Inc 1554,  1830,  3594 

Angelus  Broadcasting  Co 1830,  7187 

Anniston  Broadcasting  Co.  (WHMA) 2666 

Anthony  Wayne  Radio  Co.,  Inc.  (WGL) 1830 

Antilles  Broadcasting  System,  Inc 2767 

Appalachian  Broadcasting  Corp.  (WCYB) 2769 

Arkansas  Airwaves  Co.  <KXLR) 5576,  7403 

Ashbacker  Radio  Corp.  (WKBZ) 1552 

Asheville  Citizens-Times  Co.,  Inc.  (WWNC) 5883 

Associated  Broadcasters,  Inc.  (WEST) 5771,5819 

Associates  Broadcasting  Corp 512,  1830 

Association  of  American  Railroads 2268 

Atlantic  Broadcasting  Co..  Inc 388. 1049,  7168.  7320 

Atlas  Broadcasting  Co 1554.  3967 

Augu.sta  Broadcasting  Co 3065 

Bakersfield  Broadcasting  Co.  (KAFY) 948, 1830,  2819 

Balboa  Radio  Corp.  (KLIK) l-  386,629,2206.3060 

Baltimore,  Louis  G.  (WBRE) 1691 

Baltimore.  Md.,  City  of 6158 

Bamberger  Broadcasting  Service,  Inc.  (WOR) 1553. 

1555,1830,3569.5371 
Baptist  General   Convention   of   Texas,  Executive 

Board  of 6235,6501 

Baranof  Enterprises.  Inc 1307. 1830 

Batesvllle  Broadcasting  Co..  Inc 263 

Bay  Broadcasting  Co..  Inc.  (WBCM) 1554 

Bay  City  Broadcasting  Co 137 

Bay  County  Broadcasting  Co.  (WPCF) 2959 

Bay  State  Broadcasting  Co 150 

Beach.  Thomas  N.  (WTNB) 1552.  3967,  4991 

Beachview  Broadca-sting  Corp 6,  1830 

Beacon  Broadcasting  Co.,  Inc 1049,  2708 

Bee  Broadcasting  Co 1552 

Beer  and  Koehl ,  6499 

Bell  System  companies 2273,  2277.  3762.  3904 

Bell  Telephone  Co.  of  Nevada 4988 

Bell  Telephone  Co.  of  Pennsylvania 1068.  2905,  7546 

Bell  Telephone  Laboratories.  Inc 2273,  2905 

Belle  City  Broadcasting  Co 4013,  5069 

Belleville  News-Democrat 1900,  4624,  6237,  6504 

Belo,  A.  H.,  Corp.  (WFAA) 5526,  5883.  6956,  7602 

Berks  Broadcasting  Co.  (WEEU) 1552 

Bessemer  Broadcasting  Co 2666,  4014.  5768 

Bethesda  Camp  Meeting  Grounds.  Inc 386,  629 

Beverly  Hills  Broadcasters 4769.  4830,  5766.  7280 

Beverly  Hills  Broadcasting  Corp 4769,  4830.  5766.  7280 

Big  Horn  Broadcasting  Co 2512 

Binghamton  Broadcasters.  Inc 7547 

Black  Hawk  Broadcasting  Co.  (KWWL) 2035 

Blackstone  Broadcasting  Co.   (KTBB) 7714 

Block.  William  H.,  Co.  (WUTV) 629 

Blue  Bonnett  Broadcasting  Corp.  iKCNC) 4990, 

6956.  7320 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p^« 
Hearings,  etc. — Continued 

Bluff  City  Broadcasting  Co.  (WDIA) 1305.  1830 

Bohn.  John  A 1830 

Booth  Radio  Stations.  Inc —  J.61. 

389.  3690.  4014.  5770.  6236.  7279 

Boston  Radio  Co..  Inc — 1049.  2708 

Bowden.  Haygood  S.  (WACA) 1275.  1830 

Bowden.  Leslie  S 5883.  6492.  7625 

Bowling  Green  State  University 1304.  1830 

Bremer  Broadcasting  Corp.   (WAAT) -—      230 

Brennan  Broadcasting  Co 7320.  7710   • 

Broadcasting  Corp.  of  America  (KPRO) 386 

Broadcasting  Corp.  of  America  (KREO) 4767.  6956 

Brockway  Co.   (WMSA) 3568 

Brophy.  Gene  Burke —      263 

Brown.  Ziva  Ray 149.  1690 

Bruce  Johnson  Co 1*16.  IWU 

Bryan  Broadcasting  Co.  (KORA) 4013 

Bunker  Hill  Broadcasting  Co 1049.  2708 

Burbank  Broadcasters,  Inc 5883,  6492,  7016.  7625 

Burlington-Graham  Broadcasting  Co.    (WFNS)_-    2208 

Cable  and  Wireless  (West  Indies)  Ltd 6158 

Calcasieu  Broadcasting  Co.  (KPLC) 511. 

6027.  6667.  7136 

California  Broadcasting  Co.  (KWKW) 4014 

California  State  Communications  Advisory  Board-     2270 

Camden  Broadcasting  Corp.  (WACA) 1275.  1830 

Canisteo  Radio  Corp.  (WLEA) 5818.  6956 

Cannon  System.  Ltd.  (KIEV) 4769,  4830,  5766,  7280 

Cape  Fear  Broadcasting  Co.  (WFNC) 69a6 

Capital  Broadcasting  Co.  (KFNF) 3356 

Capital  Broadcasting  Corp 6502.  6956.  7280 

Capitol  Broadcasting  Corp.   (WCAW) 7713 

Carolina-Piedmont  Broadcasters,  Inc 3063.  4014 

Carter  Publications.  Inc.  (WBAP)_-  5526.  5883.  6956.  7602 

Cavalier  Broadcasting  Corp.  (WCAV) 6.  1830 

Centinela  Valley  Broadcasting  Co 386.  629.  2206.  3060 

Central  Broadcasting  Co..  Inc.  (WARD)_^ 3691 

Central  Broadcasting,  Inc.  (KIND) 1553,  1830,  3762 

Central  Michigan  Radio  Corp 6500 

Central  Nebraska  Broadcasting  Corp.  (KGFW) 6778 

Central  New  York  Broadcasting  Co 4483.  5883 

Central  Ohio  Broadcasting  Co 6668,  6956,  7137 

Central  Radio  Telegraph  Co 6158 

Central  Washington  Broadcasters,  Inc 7602 

Champlaln  Valley  Broadcasting  Corp.  (WXKW)—  604, 

606,  719,  1552,  2707,  5949,  7403 

Chanute  Broadcasting  Co lO*?, 

1553.  1830.  3762.  4991,  5068,  5166,  5948,  6388 

Charles  River  Broadcasting  Co.  (WCRB) 1830 

Charlotte  Broadcasting  Co 6500 

Chesapeake  Broadcasting  Corp.  (WASA) 1693 

Chesapeake  &  Potomac  Telephone  Co 1068,  2905.  7546 

Chesapeake  ti  Potomac  Telephone  Co.  of  Baltimore 

City 1068,  2905,  7546 

ChesapeakeV Potomac  Telephone  Co.  of  yirginia 1068, 

2905,  7546 
Chesapeake   &   Potomac   Telephone   Co.   of   West 

Virginia 2905,  7546 

Chronicle  Publishing  Co.,  Inc 5819.  6956,  7017 

Cincinnati  ti  Suburban  Bell  Telephone  Co-  1068,  2905,  7546 

Clearwater  Broadcasters,  Inc.  (WTAN> 718 

Clearwater  Broadcasting  Co.,  Inc.  (WCLE) 6667, 

6956,  7320 

Clinton  County  Broadcasting  Corp 3568,  4014,  4865 

Coast  Broadcasters,  Inc 1901,  4014,  7709 

Coast  Radio  Broadcasting  Corp 6095.  7319 

Coastal  Broadcasting  Co.   (WHIT) 3064. 

4014.  4865.  5851.  6388 

Coeur  D'Alene  Broadcasting  Co.  (KNEW) 6956.  7137 

Coleman  County  Broadcasting  Co.  (KSTA) 7711 

Collup.  Doyle  E.  (KSTV) 4013.  6956.  7860 

Colonial  Broadcasting  Co..  Inc—  3064,  4014.  4865,  5851,  6388 

Color  Television.  Inc 5765,  6446.  6645,  7543 

Columbia  Broadcasting  System,  Inc 5765 

6065,  6446,  6645,  6955,  7048.  7543 

Commercial   Cable  Co ^i!?*' 

5372, 5575, 6096, 6158,  6234,  6501,  7279,  7691, 7860 

Commercial  Pacific  Cable  Co 6158,  6234.  6501 

Commonwealth  Broadcasting  Corp.  (WLOW) 7711 

Concord  Broadcasting  Corp 5526.  6237 

Connecticut  Electronics  Corp 7278,  7320 

Connecticut  Radio  Foundation.  Inc.  (WELD 230 

Continental  Broadcasting  Co 148 

Cooke,  John  F 2035.  4014.  5768 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con 
Hearings,  etc. — Continued 

Coosa  Valley  Radio  Co.  (WROM) 150 

Corbln  Times-Tribune  ( WCTT)  _2768. 4014,  5067.  5851.  6666 

Corn  Palace  City  Radio  Corp 3687 

Cornbelt  Broadcasting  Co.  (WHOW) 148 

Coston-Tompkins  Broadcasting  Co..  719. 1830,  3594,  5769 

County  Broadcasting  Service 136,  311 

Courier-Journal  and  Louisville  Times  Co 389 

Covington.  G.  W..  Jr 3905,  5883 

Cowles  Broadcasting  Co.  (WNAX) 5527 

Crescent  Bay  Broadcasting  Co 386,  629,  2206,  3060 

Crosley  Broadcasting  Corp 388.  389.  1049.  7547 

dishing   Broadcasting  Co 1830,  2707,  2958.  3762 

Custer  County  Broadcasting  Co 1306, 1830 

Daily  News  Broadcasting  Co.  (WKCT) 7404 

Debs  Memorial  Radio  Fund.  Inc 388, 1049 

Del  Rio  Broadcasting  Co 1831 

Del  Rio  Broadcasting  Co.  (KDLK) 3690.4014 

Delta  Broadcasters.  Inc__J 4, 1830,  5818,  6956 

Delta  Broadcasting  Co.  (WDBC) 387 

Dempsey,  John  J 150.  511.  1274,  3059.  7281 

Desert  Broadcasting  Co.,  Inc . 263,7404 

Detroit  Broadcasting  Co.  (WJBK) 719,1691.4600 

Dezauche.  J.  L..  Jr 6158 

Diamond  State  Telephone  Co 2905,  7546 

Door  County  Broadcasting  Co 7278,  7279 

Downlander  Broadcasting  Co 631 

Drace.  William  M 1416, 1830.  3064 

DuMont,  Allen  B.,  Laboratories.  Inc 1068, 

2266.  5765.  6447.  6645. 6955. 7048 

Easley  Broadcast  Co 1416, 1830.  3064,  5371,  6236 

Easley,  John  F.   (KVSO) 4013 

Eastern   Idaho  Broadcasting   and  Television   Co. 

^KIFI) 3570,  4014.  6026.  6956 

Eastern  Indiana  Radio  Corp 5819,6956,7017 

Eastland  County  Broadcasting  Co 2766, 

4014,  4767,  5067.  5770 

Easton  Broadcasting  Co.,  Inc 6955.  7137 

Ebbets  McKeever  Exhibition  Co..  Inc 388. 1049 

El  Camino  Broadcasting  Co 2207,  3688 

El  Mundo  Broadcasting  Co.  (WEMB) 2208 

Electronics  Corp.  of  Puerto  Rico  (WECW) 3164, 

4014,4015 

Empire  Broadcasting  Co 1048 

Empire  Coil  Co.,  Inc.  (WXEL) 4483 

Enid  Radiophone  Co.  (KCRO 2208 

Epperson.  Ralph  D.  (WPAQ) 6503,6956.7280 

Erie  Broadcasting  Corp 5526,6237 

Esch.  W.  Wright  (WMFJ) 3689 

Evangeline  Broadcasting  Co.,  Inc.  <KVDL) 2819, 

4927. 5166, 5852,  7016. 7601 

Evening  News  Assn..  Inc.  (WWJ)-_- 2960.  7714 

Everett  Broadcasting  Co.,  Inc.  (KRKO) 605.1830,3061 

Ewlng.  P.  K.  (WORM) 1305 

Fairfield  County  Broadcasting  Co 147.  232 

Palls  County  Public  Service « 2209 

Parmington  Broadcasting  Co 7712 

Pamsworth  Television  and  Radio  Corp.  (WGL)__    1068, 

1830 

Payette  Associates,  Inc.  (WMON) 7713 

Federal  Communications  Bar  Assn 5815 

Federated  Publications,  Inc 231 

First  National  Bank  of  Montgomery 6956.  7280 

Fisher's  Blend  Station,  Inc  (KOMO) 7404 

Floral  City  Broadcasting  Co 2207,  3762 

Florence  Broadcasting  Co..  Inc.  (WOLS) 230 

Florida  Broadcasting  Co.  (WMBR-TV> 1306 

Florida  East  Coast  Broadcasting  Co.  (WFEO 1049. 

2389, 2665.  4865 

Port  Industry  Co 389,2957 

Port  Industry  Co.  (WGBS> 3569,5371 

Port  Industry  Co.  (WLOK) 605.1830,5068 

Port  Industry  Co.  (WSPD) 580,  1692,  3593,  5372.  6372 

Port  Payne  on  the  Air 1901 

•49er  Broadcasting  Co.  <KGFN) 1055,2650 

Poulkrod  Radio  Engineering  Co.  (WTEL)_. '  718 

1049,  1691, 1743 

Frederick  Broadcasting  Co 1693 

Fredericksburg  Broadcasting  Corp.  (WFVA) 612,  2208 

Freeport  Journal -Standard  Publishing  Co.  (WPJS)_      422 

French  Telegraph  Cable  Co 6158 

Frequency  Broadcasting  System.  Inc . 806 

Frontier  Broadcasting;  Co.  (KPBC) . .  3691,4014 

Frost  Geophysical  Corp 1038 

Gartman.  R.  A .__    6158 
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Gecr.  Dr.  Charles  Willard 6765,  6447 

General  Telephone  Corp . 2272 

Georgia-Carolina  Broadcasting  Co  (WJBF) 7710 

Georgia  Institute  of  Technology  (WGST) 7710 

Gerlty,  James.  Jr.  (WABJ)__ 1691,4600 

Gibbons.  T.  M.,  and  J.  M 6956.  7019 

Giddens  and  Rester  (WKRO) 1555,3569.5371 

Gila  Broadca.sting  Co 387,  3064.  3356,  4014,  5373 

Glens  Falls  Publicity  Corp.  (WGLN) 1830 

4697. 5851.  6371,  6500,  7136 

Glenwood  Springs  Broadcasting  Co 5577 

Globe  Wireless,  Ltd 1051,  5491,  6158,  6234,  6501 

Gonce.  Chet  L 6025 

Gralla  and  Gralla 4769.  4830.  5766.  7280 

Grand  Haven  Broadcasting  Co 6501 

Grandwood  Broadcasting  Co.  (WOOD) 2959 

Granite  City  Broadcasting  Co 3967 

Great  Northern  Radio,  Inc.  (WWSC) 2649.  3357 

Great  Trails  Broadcasting  Corp.  (WING) 5819 

Greater  Huntington  Radio  Corp.  (WHTN) 2211. 

4014,  7713 

Greater  Muskegon  Broadcasters.  Inc.  (WMUS) 6501 

Greenhow.  W.  H..  Co.  (WWHG) 6818.  6956 

Greensboro  Broadcasting  Co..  Inc.  (WGBG) 2960. 

4014,5067 

Greenville  News-Piedmont  Co.  (WFBC) 7712 

Greenwich  Broadcasting  Corp 147, 

232,  629. 1275, 1692,  2208,  7168 

Greer,  Agnes  Jane  Reeves 149 

Gretna  and  Lower  Coast  Radio  and  Broadcasting 

Co.,  Inc 5881 

Greylock  Broadcasting  Co.  (WBBK) 4012.  6956,  7602 

Griner-Dillon  Broadcasting  Co 389 

Grove,  William  C 3906.  6956 

Gulf  Radio  Service 6158 

Hamtramck  Radio  Corp 1554,  3967 

Harbenito  Broadcasting  Co.  (KGBS) 1830,  2208.  2766 

Harmco,Inc.  (KROY) 4623,5371,7167 

Harrisburg  Broadcasting  Co.  (WHGB) 5771. 

5819,  6502.  6956,  7280 

Harrison  Broadca.stlng  Co.  (KHOZ) 5576,7403 

Harrisonburg  Broadcasting  Co ■.  136,  311 

Haymond.  Carl  E.  (KIT) ■:--.a^-  1830 

Heights  Broadcasting  Co -.i-^*..^—      387 

Helm,  Prank  M , 4623 

Hermitage  Broadcasting  Corp 2648,  3593 

HIco  Broadcasters 719, 1691, 4600 

Highlands  Broadcasting  Co 718,  1830,  3061 

Hogan  Laboratories,  Inc 7597 

Holzer,  Leland 1274,  2666.  2706.  4769,  4830,  5766.  7280 

Home  News  Publishing  Co 3687.  3967,  6500 

Hope  Productions,  Inc 389 

Hopkins  County  Broadca.stlng  Co.  (KSST) 1307 

Hot  Springs  Broadcasting  Co 3689 

Houston   Broadcasters 7712 

Hudson  Valley  Broadcasting  Co.,  Inc.  (WROW) 4013 

Huntington  Broadcasting  Co 6095.  7319 

HuntinfTton-Montauk  Broadcasting  Co..  Inc__  7278,  7320 

Hush-A-Phone  Corp 2905,  3762,  3904,  5372.  6492,  6955 

Hutchinson  Publishing  Co 1551.  4768,  6956.  7860 

Idaho  Radio  Corp.  (KID) 4767.4865 

Illinois  Bell  Telephone  Co 1068.  2272.  2905.  4088,  7546 

Imes,  Birney,  Jr.  (WCBD 2820 

Independence  Broadcasting  Co.  (WHAT) 718. 

1049,  1691.  1743 

Independent  Broadcasting  Co.  (KIOA) 3356,  4014 

Independent  Merchants  Broadcasting  Co.  (WLOL) .     2035 

Indiana  Bell  Telephone  Co 1068,  2905,  4988,  7546 

Inland  Broadcasting  Co.  (KOLN) 1306 

Inter-City  Broad'-astlng  Co 263 

Intercollegiate  Broadcasting  System 2954 

International  Bank  for  Reconstruction  and  Devel- 
opment  1 3904,  5372.  6096.  7279.  7691 

International  Monetary  Fund.  3904,  5372,  6096,  7279,  7691 

Interstate  Telegraph  Co 4766,  5771 

Isle  of  Dreams  Broadcasting  Corp. 2957 

Jack  Cross  Broadcasting  Co.  (KFMB) 948 

Jackson  Associates,  Inc 1830 

Jacksonville  Broadcasting  Corp 3570,  3688 

Jacksonville,  Florida,  City  of 3355 

James  Madison  Broadcasting  Corp 136.  311 

Jenkins,  Orvllle  L. 58I8,  6956 

Jennings  Broadcasting  Co..  Inc 6667.  6956.  7136 

Johnson  Kennedy  Radio  Corp.  (WIND) .  5403,  6668,  7137 
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Johnston  Broadca.stlng  Co J90'.  *»»! 

Joint  Technical  Advisory  Committee. 6765 

Journal  Co.  (WTMJ) ^^5 

Juhlin.  Kenneth  D.  and  Mary  I 1901.  4014 

KAKE  Broadcasting  Co.,  Inc 4768 

j^jsjg  312 

KAVRrinc."KAVR)"I" -  5402.  6956 

KAYS,  Inc.    (KAYS) - 1306 


KBIT. 


312 


KCKN  Broadcasting  Co 190} 

KCOI .  - „^°l 

KCRO. ^018 

KCRT 27d9 

KCSB 3066 

KEHT  - 

KEio.SSSSSSSS.SSSSSSS'.SSSSSSIS- 3570.  6026 

KGPnT- 2650 

KHBR 1556 

KHJ    1274 

KHQ.  Inc *l^l 

KIDO,  Inc 7320 

KIEV — — 1274 

KJAN  Broadcasting  Co — 7711 

KJQ 1051 

KMPC.  Station  of  the  Stars.  Inc 1556,  4831,  6096.  6666 

KMTR  Radio  Corp 2511 

KMTR  Radio  Corp.  (KLAC  and  KLAC-TV) 4601 

KOAD —     3066 

KOKO    580 

KOOS.   Inc 7320 

KOWH 3066 

KPE 1051 

KPMO    263 

KRAI    2770 

KRGV.  Inc    <KRGV> 1048 

KRGV  and  KRGV-FM 312 

KRMD 7601 

KSFT   580 

KSIG    „. - 6667 

KSTA   2766 

KTRH  Broadcasting  Co.  (KTRH)__ 7167,  7279 

KVAI    581 

KVAK. 2206,   2207 

KVIC 1555 

KVLH  Broadcasting  Co 6027,  6956,  7280 

KWFC 2036 

KWHK  Broadcasting  Co.,  Inc. 2664.  4768,  6956,  7860 

KWHN     Broadcasting     Co.,     Inc.     (KWHN     and 

KWHN-FM) 149 

KWIK  _  _  _     __  _       6492 

KWTX  Broadcasting  Colllll 4013 

KXGI   2665 

KXLO 2907 

KXRO.  Inc.   (KXRO) - 148.388 

KXXL —  1831.  5401.  6025 

KTIOR 2664 

Kankakee  Daily  Journal  Co.  (WKAN) 5, 1830 

Kansas  City  Star  Co.  (WDAF) 5 

Katzentlne,  A.  Frank 2957 

Keel,  John  J 6956 

Kentucky  Lake  Broadcasting  System.  Inc.  (WTPR>     1743 
Keystone  Broadcasting  Corp.  (WKBO)..  6502,6956,7280 

Killlan.  James  L 1305. 1830 

Knierim.  Carl  F 7602 

Kokomo  Pioneer  Broadcasters 5819,  6956,  7017 

Kovlan.  A.  H _ 7188 

Krebsbach.  E.  E.  (KGCX) 3356 

Krouser  and  Kreamer 4769,4830,5766,7280 

La  Grange  Broadca.stlng  Co 2959,  4014 

Lackawanna  Valley  Broadcasting  Co.  (WSCR) 1691 

Lacrosse  Broadcasting  Co.  (WKTY) 1556 

Lake  Area  Broadcasting  Co 6956 

Lake  Broadcasting  Co.,  Inc 1304, 1830.  3062 

Lake  County  Broadcasting  Corp 1306, 1830,  3062,  5372 

Lake  Huron  Broadcasting  Co.  ( WKNX ) 3690, 

4014,  5770,  6236,  7279 

Lake  Shore  Broadcasting  Co 148 

Lake  States  Broadcasting  Co 148 

Lakeland  broadcasting  Corp —  6817,  6096 

Lakes  Area  Broadcasting  Co 4015 

Lpkewood  Broadca.stlng  Co 5166,5852,7016,7601 

Lamar,  Charles  Wilbur,  Jr 148, 

1692, 3568, 4014.  4927.  5881 
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Lamar,  Charles  Wilbur.  Jr.  (KCIL) 5818.6956 

Lamar  County  Broadcasting  Co 1307 

1830, 3688,  6237,  6666.  7601 

Lankford.  M.  R 7603 

Lansing  Broadcasting  Co 6500 

Lapldes,  Abe •- 1304.1830 

Lawrence  Broadcasting  Co 1901,  4014.  5769,  6955.  7136 

Lee  Broadcasting  Corp.  (WWGP» 3063 

Lee  Bros.  Broadcasting  Co.   iKFXM) 4767 

Lemoyne  College ^' H?2- ??,? 

Lewis.  Richard  Field,  Jr.  (WINC) 512.  2207.  5611 

Lewiston-Auburn  Broadcasting  Corp.   (WLAM)-—     6026 
Liberty  Street  Gospel  Church  of  Lapeer  (WAPO—       148 

Llebman.  Julian  Louis  (V/KIN) 718 

Lincoln  Broadcasting  Co 7278 

Lincoln  Operation  Co 3061.  3568 

Loeb.  Howard  M 6956,  7019 

Long  Beach  Broadcasters 4769.  4830,  5766.  7280 

Looney,  James  Cullen  (KURV) ^^^^' 5«Ii 

Lowell  Sun  Publishing  Co ;;-;;-;,;;„„  nn^A 

Lubbock  County  Broadcasting  Co 5767,  7279,  7714 

Lubbock  County  Broadcasting  Co.  (KVLU) 5767 

6956, 7279 

Mackay  Radio  and  Telegraph  Co.,  Inc ---.    311, 

1051.  3904.  5372.  5491,  6096,  6158,  6234.  6501. 
6777,7279.7691,7860. 

Mackinac  Radio  Service 6158 

Maison  Blanche  Co.  (WRTV) 630.  7320 

Malnstee  Radio  Corp 7278,  72  <a 

Maiden  Broadcasting  Co 6026 

Marine  Radio,  WPG 5491 

Marion  Broadcasting  Co.  (WMRN) 4600 

Marion  Radio  Corp.  (WBAT) 7017 

Marquez.  Dr.  Francisco  A 1830,  3083 

Massasolt  Broadcasting  Corp 1830 

Master  Broadcasting  Corp 1691 

Matheson  Radio  Co.,  Inc.  (WHDH) -7--r:^  .?>.*• 

606.  719.  1552,  2707,  3060,  3594,  5949,  7403 

May  Broadcasting  Co.  (KMA) 3356 

McClatchy  Broadcasting  Co.  (WFBK-PM) _--       147 

McEvoy  Broadcasting  Co.  (KSWS) 5403,  6956 

McGlashan.  Ben  S.  (KGFJ) 4768 

McKInney  Air  Enterprises,  Inc.  (KMAE) 1050 

McKinnon.  Clinton  D •- —  1261.  3968 

McLean  County  Broadcasting  Co ^06 

McMa  Agency - 7188 

Mendocino  Broadcasting  Co 1693, 4014,  5372.  5769 

Metropolitan  Broadcasting  Co 'rinne 

Metropolitan  Broadcasting  Co.  of  Milwaukee 2206 

2509, 2708, 4013,  5069 

Miami  Broadcasting  Co 2957 

Miami-Hollywood  Television  Corp 2957 

Miami  Valley  Broadcasting  Corp.  <WHIO) --------     5526 

Michigan  Bell  Telephone  Co 1068.2905,7546 

Michigan  Broadcasting  Co.  (WBCK) 7404 

Middle  Tennessee  Broadcasting  Co.  (WKRM) 2649 

Midland  Broadcasting  Co 5491 

Midland  National  Life  Insurance  Co 3687,  7714 

Mid-State  Broadcasting  Co 7278 

Midwest  Baseball  Network 2^10 

Midwest  Broadcasting  Co.  (WMAW) ;„  \.o„„' 

1830, 2708, 3593.  5882,  6388 

Midwestern  Broadcasting  Co 148,  511.  7859 

Milwee,  Margaret  Covington ^^^°'   ,^2 

Mission  Broadcasting  Co 263 

Missouri  Ba.'^in  Broadcasting  Co 7017 

Missouri  Valley  Broadcasting  Corp.  (KRES) 6026 

Moberiy  Broadcasting  Co 6026 

Mobile  Press  Register,  Inc.  (WABB) 1552. 18J0 

Monocacy  Broadcasting  Co.  (WFMD) ----7^  Jl° 

Morales,  Felix  H 2035.4014.5768 

Moreno.  John  M 2819.  2960,  3593 

Morrisville  Broadcasting  Co.  ^WBUD)..-.--------^  1^30J^ 

Mosby'slnc.  (KANA) 2208,3292:4014:5373 

Mosley  Brothers 1552, 1830 

Mound  Broadcasting  Corp 6499 

Mount  Vernon  Broadcasting  Co 6499 

Mountain  States  Telephone  &  Telegraph  Co — ._-   ^05 

Muller  Bros ^'^^^•«$2 

Murphy  Broadcasting  Co.  (KSO) ::;;-«-i;7„  S52„ 

Music  Broadcasting  Co.  (WORD) 6956,  7018.  7602 

Myrtle  Beach  Broadcasting  Co 2512 
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National  Broadcasting  Co..  Inc.  <KOA> 604, 

606,  719.  1552,  1830,  2707.  2766.  3060.  3062.  3594. 

5949.  7017.  7403. 

National  Association  of  Broadcasters 2271,5491 

National  Broadcasting  Co 7811 

National  Broadca.sting  Co.,  Inc.  <WNBT) 2510 

National  Committee  for  Utilities  Radio. .: 2266 

National  Federation  of  American  Shipping,  Inc 5491 

Nebraska  Rural  Radio  A.ssn 6503,6956 

Nevada  Broadcasting  Co.   (KENO) 5884,6956 

New  Bedford  Broadcasting  Corp 512,1830 

New  England  Telephone  and  Telegraph  Co 1068, 

2905, 4988,  7546 

New  Haven  Broadcasting  Corp 3166 

New  Jersey  Bell  Telephone  Co 1068,  2272,  2905,  7546 

New  Orleans  Broadcasting  Co..  InC-_  3568,  4014,  4927,  5881 

New  Rochelle  Broadcasting  Service,  Inc 3355, 

3967, 5373,  6096 

New  York  Daily  Mirror 2276 

New  York  Telephone  Co 1068,2272,2905,4988,7546 

Newport  Harbor  Broadcasting  Co 7187 

News  Gazette,  Inc.   (WDWS) 5819 

News  Press  Publishing  Co.  <KTMS) 4769 

News  Publishing  Co.  (WLAQ)_ 150, 

1691.  1901,  2207,  3063.  4927 
News  Sentinel  Broadcasting  Co.,  Inc.  (WGL)__  1068, 1830 

Nied  and  Stevens,  Inc 230 

North  Dakota  Broadcasting  Co.,  Inc 7017 

North  Jersey  Broadcasting  Co.,  Inc.  (WPAT) 148 

North  Montana  Broadcasting  Co.  (KOJM) 5402,  6956 

Northeast  Georgia  Broadcasting  Co 263 

Northeastern     Indiana     Broadcasting     Co.,     Inc. 

(WKJG) 580,  1691.  3593,  5372.  5819.  6372,  7018 

Northern  Allegheny  Broadcasting  Co.  (WNAE) 7603 

Northern  Corp 1049,2708,7319 

Northwest  Public  Services 806 

Northwestern  Auto  Supply  Co.,  Inc.  (KOHL> 6956 

Northwestern  Bell  Telephone  Co 1068.  2905.  4988.  7546 

Northwestern  Indiana  Radio  Co..  Inc 386 

O'Connor,  Richard 1830,4697 

Oceanside   Broadcasting   Co 386,  629,  2206.  3060 

Odessky,  William  and  Lee  A 1274, 

2666, 2706. 4769,  4830,  5766.  7280 

Ohio  Bell  Telephone  Co 1068.2905,7546 

Oliver  Broadcasting  Corp.  (WPOR).  2648,2708.3061,5852 

Olney  Broadcasting  Co 4766,6956 

Olympic  Radio  Co 6158 

On  the  Air,  Inc.  (WGBF) 4928 

On  The  Air.  Inc.  (WTMV) 1900.4624.6237.6504 

Oneonta  Broadcasting  Co 2960,4014.5371 

Orange  Belt  Station 3 

Orange  County  Broadcasting  Co 149. 

580. 4769.  4830.  5766.  7280 

Orange  Empire  Broadcasting  Co.  (K2YZ) 7405 

Overlook  Hills  Development  Co 1830 

Owatonna  Broadcasting  Co 7712 

Paclflc  Broadcasting  Co 6095 

Pacific  Telephone  &  Telegraph  Co 1068, 

1261,2905,3968,4988.7546 

Paducah  Newspapers.  Inc.  (WKYB) 1262 

Palmetto  Broadcasting  Co 230 

Palo  Alto  Radio  Station.  Inc.  (KYA) .  4601.  4623.  5371.  7167 

Paltridge.  J.  G.  (KGIL).__ 1275.1830 

Panama  City  Broadcasting  Co 150 

Parish  Broadca.sting  Co 629 

Pasadena  Presbyterian  Church  (KPPC) 1830. 

4768. 5068,  5768 

Pass  Broadcasting  Co.  (KPAS) 4767,6957 

Patterson,  S.  H.  (KJAY> 1830 

Patterson.  S.  H.  (KVAK> 147.  2206.  2207,  3062 

Payne  County  Broadcasters 3762 

Peffer.  E.  P.  (KGDM) 2035.2958 

Pekln  Broadcasting  Co.,  Inc.  (WSIV) 1048,7709 

Pelligrin  and  Smeby 1554 

Peninsula  Broadcasting  Co.  (WBOO 230 

Peninsula  Broadcasting  Corp 1830 

Pennsylvania  Broadcasting  Co.  (WIP) 4013 

Peoples  Forum  of  the  Air  (KXLJ)  ___  6501, 6957,  7168,  7602 

Peoria  Broadcasting  Co.  (WMBD) 6027 

Perkins  Brothers  Co.  (KSCJ) 6778 

Philco  Corp 1068,  5765 

Philco  Television  Broadcasting  Corp.. 1068 

Phoenix  Broadcasting.  Inc 263 

Picciano.  Alfred 6158 
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Picture  Waves,  Inc.  (WTVN) 742 

Piedmont  Broadcasting  Co 1416.  1830,  3064 

Piedmont  Service  Corp 805 

Pioneer  Broadcasters,  Inc 1692 

Pioneer  FM  Co -  ,- 3907,  6937 

Plains  Broadca.st  Co.,  Inc.  <KENM) 7183 

Plains  Radio  Broadca.sting  Co.  <KFYO>-_  5767,  6957.  7279 

Plains  Radio  Broadcasting  Co.  (KGNO 1555 

Pomona  Broadcasters 4768,  5068.  5763 

Pontlac  Broadcasting  Corp 1830 

Port  Prere  Broadcasting  Co.,  Inc.  (WTUX) 1067 

1830,  3060 

Port  Texico,  La 1051 

Portorican     American     Broadcasting     Co.,     Inc. 

(WPAB) 230,   629 

Portsmouth  Broadcasting  Co 2211,  4014 

Portsmouth  Radio  Corp.  (WSAP) 6,  1830 

Prairie  Radio  Corp 3691,  4014.  5067 

Press  Wireless.  Inc 6153 

Public  Service  Broadcasters _    2666 

2706.  4769,  4830.  5766.  7283 

Public  Service  Broadcasting  Corp 6237 

Puget  Sound  Broadcasting  Co.,  Inc 148 

Queen  City  Broadcasting,  Inc 7278 

Quinones,  Jose  Ramon.. .  2209.  3595.  5769,  6025,  6501.  7860 

Quinones,  Jose  Ramon  (WAPA) 1261 

RCA  Communications,  Inc 147 

231,  311,  1690.  2208.  3163,  3904.  4600,  5372,  5373' 
6096,  6158.  6234.  6777.  7279,  7691. 

R.  I.  Broadcasting  Co 263 

Radio  Americas  Corp . 2767 

Radio  Anthracite.  Inc.  (WHWL) 3.232 

Radio  Broadcasting  Co 386 

Radio  Broadcasting.  Inc 3689 

Radio  Broadcasting.  Inc.  (KTHS) 3689 

Radio  Cincinnati,  Inc.  (WKRC) 6503,  6668.  7137 

Radio  Communications  Service 1260.  3967 

Radio  Corp.  of  America 5050 

5491.  5765.  6446.  6645,  6955,  7048, 7543 

Radio  Corp.  of  Arizona,  Inc 1830,  3594 

Radio  Corp.  of  Toledo 611.  7859 

Radio  Pitchburg,  Inc 5,  1830 

Radio  Greeneville,  Inc.  (WGRV) 2770 

Radio  Inventions,  Inc ; 5474 

Radio  Lakewood,  Inc 1692,  3594 

Radio  Manufacturers  Assn 5765,  6645,  7543 

Radio  Modesto,  Inc 4623 

Radio  Reading 5771,  5819,  7281 

Radio  St.  Clair,  Inc 1830,  3061,  3688,  5768,  6491,  7691 

Radio  Station  Des  Moines.  Inc 7603 

Radio  Station  KRMD  (KRMD) 2819. 

4927,  5166,  5852. 7016 

Radio  Station  KTBS.  Inc.  (KTBS) 1553.  1830.  4012 

Radio  Station  KWBW  (KWBW) 422.1830.4697 

Radio  Station  WABZ.  Inc... 138 

Radio  Station  WGES  ( WGES) 1048.  2206.  2819 

Radio  Station  WISE.  Inc.  (WISE) 2768, 

4014. 5067.  5851,  6666 

Radio  Station  WOW,  Inc 4767 

Radio  and  Television  Broadcasting  Co.  of  Idaho 6502. 

7168 

Radio  Wisconsin,  Inc.  (WISC) 3356 

Radiohlo,  Inc.  (WBNS) 6503 

Radlomarine  Corp.  of  America 1051,  6158 

Randall.  Clifford  A 1415 

Rascoe.  Jane  <Mrs.) 1830.3967 

Raytheon  Mfg.  Co.  (WRTB) 423 

Reck.  Myron  A.  (WTRR) 3689.  4927 

Redland^  Broadca.sting  Co 948 

Reporter  Broadcasting  Co.  (KRBC) 6027 

Rhode  Island  Broadcasting  Co.  (WRIB> 149, 

311. 580. 1274,  2206,  3061. 6500 

Ridson,  Inc.  (WDSM) 1555.1830 

Ripley  Broadcasting  Co 5, 1830,  3292 

Rivers.  James  S.  <WTRR) 4014 

Riverside  Broadcasters 149 

Roanoke  Broadcasting  Co 1551, 1830 

Robstown  Broadcasting  Co 1552, 1830 

Rochester  Broadcasting  Co.  (KLER) 3691 

Rock  Creek  Broadcasting  Corp 387 

Rock  Island  Broadca.sting  Co.  (WHBF) 1304 

Rock  River  Valley  Broadcasting  Co _   2206. 

2509. 2708, 4928. 5768 
Rossmoyne  Corp.   ^WCMB>_ 6502.6957.7280 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^^^ 
Hearings,  etc. — Continued 

Royal  Broadcasting  Corp 3568,  4014, 4927,  5881 

Rubenstein,  Dr.  Leon 5765 

Rural  Broadcasting  Co.  of  Ohio 148,  511,  7859 

S  &  S  Radio —     6158 

Saginaw  Broadcasting  Co.  (WSAM) 231 

St.  Cloud  Broadcasting  Co 3967 

Saint  Louis  County  Broadcasting  Co 2769 

St.  Mary's  University  Broadcasting  Corp 136,  7320 

Salt  Lake  City  Broadcasting  Co.  (KALL) 4015 

San  Antonio  Television  Co.  «KEYL) 5067.5771 

San  Bernardino  Broadcasting  Co.  (KITO> 3 

San  Fernando  Valley  Broadcasting  Co.  (KGIL).__    1275. 

1830, 3592 

San  Gabriel  Valley  Broadcasting  Co 6095,  7319 

San  Mateo  County  Broadcasters  (KVSM) 4623. 

5371,7167 

Sandhills  Broadcasting  Corp.  (KCOW) 1306 

Sandusky.  City  of  (WAKI) 6668 

Sandusky  Newspapers.  Inc 6668,6957 

Savannah  Broadcasting  Co.  (WTOC) 7320.7710 

Scenic  City  Broadcasting  Co..  Inc 149,  311,  580, 1274 

Schulman,  Martin  L 3568.4014,4865 

Scripps-Howard  Radio,  Inc.  (WCPO) 7278 

Seaside  Broadcasting  Co 1692,7709 

Seattle  Harbor  Radio 6158 

Seibert.  Harvey  E 1261,3968 

Seismograph  Service  Corp 1038,  5145,  7811 

Selma-Smithfield  Broadcasting  Co 5884 

Seminole  Broadcasting  Co 388 

Seneca  Radio  Corp 3166 

Shawnee  Broadcasting  Co.  (WBEX) 4600 

Shelby  Broadcasting  Co 806.  1049,  7601 

Shepherd.  Jerrell  A 6957 

Sikeston  Community  Broadcasting  Co.  (KSIM) 5 

Silver  City  Crystal  Co.  (WMMW). —  1830,  3059 

Sims,  Bartley  T 5769 

SInyard,  J.  D "188 

SInyard.  James  D 6025.  6957 

Sioux  City  Broadcasting  Co.  <KTRI) 1055 

Sioux  Falls  Broadcast  Assn.,  Inc 3687 

Sioux  Falls  Broadcasting  Assn.,  Inc.  (KSOO) 263,  388 

sugar.  James  H -  4990.  6957.  7320 

Smalley.  Payette  J..  Jr 1275.  1830 

Smith.  Joe  L.,  Jr.  (WJLS) —  6668.7137 

smith.  Patrick  G 948,  1830,2819 

South  Bay  Broadcasters.  2666.  2706.  4769,  4830.  5766.  7280 

South  Bay  Broadcasting  Co 2666.  2706.  4769.  4830.  5766 

South  Porto  Rico  Sugar  Co 6158 

Southeastern  Broadcasting  System 3689,  4927 

Southeastern    Ohio    Broadcasting     System.    Inc. 

(WHIZ)    605 

Southern  Baptist  Convention,  Radio  Commission 

of 6235,  6501 

Southern  Bell  Telephone  &  Telegraph  Co 1068, 

1260,  2905,  3967,  4988.  7546 
Southern  California  Broadcasting  Co.  (KWKW)  ___      149. 

580.  2034,  4769,  4830,  5766,  7280 

Southern  California  Trade  Unions  (KWKW) 4014 

Southern  California   Trade   Unions   Broadcasting 

Assn 2034 

Southern  New  England  Telephone  Co 1068,  2905.  7546 

Southern  Radio  and  Equipment  Co.  (WOBS» 2511, 

4014, 4927, 6957 

Southland  Broadcasting  Co 1555.  1830 

Southwestern  Bell  Telephone  Co...  1068,  2905,  4988,  7546 

Southwestern  Publishing  Co.  (KFSA)_>_ 7713 

Spartanburg  Radio  Co 1831,  3064 

Stark  Broadcasting  Corp.   (WCMW  and  WCMW- 

FM) 137.  3689,  4014 

State  University  of  Iowa  (WSUI) 2510 

Station  of  the  Stars.  Inc.  (KMPC) 843.  1367 

>      Steel  City  Broadcasting  Co 1048.  2206,  2819 

Steel  City  Broadcasting  Corp 386 

Steltz  New.'^papers,  Inc 5883,  6957.  7861 

Stenger,  John  H.,  Jr 3687 

Stephenson,  Hobart  G..  Jr 1900,  4624 

Stromberg-Carlson  Co.  (WHTM) 4483 

Stuttgart  Broadcasting  Corp.  (KWAK)__  1305,  5576,  7403 

Suburban  Broadcasting  Corp 388. 

1831, 2209, 3355, 3967, 5373, 6096 

Suffolk  Broadcasting  Corp 1831.2958 

Sun  Coa.st  Broadcasting  Corp 3061,3568 

Sun  Publishing  Co.,  Inc.  (WTJS) 5.3292 

Sun  Valley  Broadcasting  Co..  Inc.  (KTYL)  2666.  4014.  5770 
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Sunshine   Broadcasting   Co.    (KTSA   and   KTSA- 

FM) 312.  4601 

Sunshine  Television  Corp.  (WSEE> 4791,5771 

Supreme  Broadcasting  Co..  Inc.  (WJMR) 5881 

Supreme  Broadcasting  System.  Inc 3568. 

4014,4927.5881 

Surety  Broadcasting  Co 1831.2649.3060.7714 

Surety  Life  Insurance  Co.  (WIS) 5403 

Susquehanna  Broadcasting  Co.  (WSBA)__  1305.  1831,  3062 

Sweetwater  Radio,  Inc.  (KXOX) 4013 

Tampa  Broadcasting  Co.  (WALT)__  3292.4014.5770,7710 

Tar  Heel  Broadcasting  System,  Inc.   (WRRF) 1831, 

2649. 3060 

Tarzian.   Sarkes    (WTTS) 3692 

Taunton  Radio  Corp 1831 

Telanserphone.   Inc 2272 

Teletronics.  Inc 5402.6957 

Television  Broadcasters  Assn 1068.  5050 

Terrell  Broadcasting  Corp 1691.3594.6158 

Texas  Broadcasting  Corp.  (KTBC) 7714 

Texas  Star  Broadcasting  Co 263.7167.7279 

Thames  Broadcasting  Corn.  (WNLC) 7168 

Times  Herald  Co.  (WTTH» 1831.3905 

Times-Picayune  Publishing  Co.  (WTPS) 1692. 

2707. 2959,  3593 

Toledo  Blade  Co 148.  511.  7859 

Tomek.  John  R 5817.  6096 

Tower  Realty  Co.  (WCUM) 3691.4014 

Townsend.  John 6503.6957 

Treasure  State  Broadcasting  Co.,  Inc 7405 

Tribune  Building  Co.  (KLX' 149.4015 

Tribune  Co 230 

Tri-City  Broadcasting  Co.  (WTRP) 5526.6957.7281 

Tri-State  Broadcasting  Co.  (WCPM) 5403. 

6668, 6957, 7137 

Tropical  Radio  Telegraph  Co 1051,  5491,  6234,  6501 

Tropical  Radio  Telegraph,  Inc 6158 

Tul'e  Broadcasting  Co 5818,6957 

Tuttle.  Harry  C 3762,3904 

Twentieth  Century-Pox  Film  Corp 5050 

UAW-CIO  Broadcasting  Corp 7319 

Ulhlein.  Myrtle  D 1415 

Uklah  Broadcasting  Co 1693.  4014.  5372 

Union  Broadcasting  Co 3687 

Union  City  Broadcasting  Co..  Inc.  (WENK) 1305 

Unite  Corp.  Inc.  (WTOD) 7859 

United  Broadcasting  Co.  (WHKC) 5 

United  Broadcasting  Corp 263 

United  Farmers'  Telephone  and  Telegraph  Co__  4766.  5771 

United  Nations  Broadcasting  Corp 2207.  3688.  6236 

United  States-Liberia  Radio  Corp 6158 

Unity  Corp.  Inc.  (WTOD) 148,511.6668 

University  of  Florida  (WRUF) 1552 

Ursin,  Bjarne 4697.  5166.  6388 

Utah  Broadcasting  Co.  (KSUB) 4767 

Valley  Broadcasting  Co.  (KPMO) 1831.  3688 

Valley  Broadcasting  Corp 148.  2648.  4014 

Vancouver  Radio  Corp.  (KVAN) 4015 

Vermilion  Broadcasting  Corp '  7018 

Video  Broadcasting  Co 5066 

Village  Broadcasting  Co.  (WEBS) 4014.5068.5949 

Voice  of  Cullman 2960 

Voice  of  the  Orange  Empire.  Inc..  Ltd.  (KVOE)  __  386.  7187 

Voice  of  Talladega.  Inc.  iWHTB) 2906 

Vulcan  Broadcasting  Co 388 

WAAB 44 

WAZP 2665 

WBUD 7168 

wcAR.  Inc "^sig 

WCNU 1367 

WDAS  Broadcasting  Station.  Inc 5771.  5819 

WEDR 2907 

WEGO 232 

WEIM  Fitchburg.  Inc.  (WEIM) 6371.6500.7136 

WEUS 2211 

WEWO 5165 

WEXT.  Inc.  (WEXT) 2509,  2708 

WFBM,  Inc.  (WFBM) 1307 

WPTC 843 

WGAR  Broadcasting  Co.  (WGAR> 843. 

1367.  1556.  4831,  4832.  6096.  6666 

WGTC - 232 

WHAS.  Inc i 385.  389 

WHB  Broadcasting  Co.  (WHB> 1555 
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WHBL.  Inc.  (WHBL) 2035 

WHBS    230 

WHBY.  Inc 7547 

WHCU    7545 

WHEC.  Inc.  (WHEC) 6503 

WIBS 630,  7320 

WICA.    Inc 3691 

WINX 720 

WJJD.  Inc.  (WJJD) 7709 

WJPS,  Inc.  cWJPS) 2035 

WJQ 1051 

WJR.  Goodwill  Station.  Inc J 843, 

1367. 1556,  4831,  6096.  6666 

WJVB 843 

WJW.  Inc.  (WJW) 1552 

WKAP,  Inc.   (WKAP» 1691 

WKAR   7545 

WKAT.  Inc 2957 

WKAX   1308 

WKBH.  Inc.  (WKBH> 7018 

WKBN  Broadcasting  Corp 5883.  6668,  7137 

WKRZ,  Inc 3065 

WKUL   -__ 2211 

WLB 1051 

WLO 1051 

WMH    1051 

WMIN  Broadcasting  Co.  (WMIN) 7712 

WMPS.  Inc.   «WMPS) 2769 

WMRO.  Inc.  <WMRO) 1304,2959  4928 

WMTW    _     _  44 

WNAD   7545 

WNAP 2769.   3065 

WNCX: .._ 1051 

WNW 1051 

WNYC 7545 

WOAX,  Inc.  (WTNJ) 1307.  1831   3968   5769 

WOI _ 7545 

WPC 1051 

WPD 1051 

WPG 1051 

WPI ._ __     1051 

WPIT.  Inc.  (WPIT) _ .     1304 

WPR 1051 

WPTP  Radio  Co.  ( WPTP)  _  1261,  2209,  3595,  5769.  6025.  6501 

WPY 1051 

WRLD  and  WRLr>-PM 631 

WSAZ,  Inc.  <WSAZ> 2649   3060 

WSAZ.  Inc.  (WSAZ-TV> 1551."  3059 

,WSID   ___       312 

WSRS,  Inc 4600 

WTAR  Radio  Corp.  (WTAR) 7713 

WTAX,  Inc.  (WTAX) 7018 

WTRR 581 

WUTV 844 

WVIM .     2906 

WVOS 3165 

WVOT 5165 

Wabash  Radio  Corp 6158 

Wachusett  Broadcasting  Co 6,  1831 

Wagner,  William  J 1831 

Wake  Broadcasting  Co 5165 

Walker  Newspapers.  Inc.  (KFGT) . 6777.  6957 

Warner  Bro.s.  (KWBR> 2666.  5770 

Washita  Valley  Broadcasting  Corp 2512 

Watertown  Radio.  Inc 1049,  4928,  5768 

Watson  Industries,  Inc.  (WGTM) 6504 

Waycross  Broadcasting  Co 5402.  6957 

Wayne.  Anthony.  Radio  Co..  Inc '  1068 

Weirton  Broadcasting  Co 1831 

West  Allis  Broadcasting  Co 1049 

West  Central  Broadcasting  Co.  (WEEK) 3692 

West,  Essie  Binkley 1274.  2666.  2706 

West.   Glenn 1831 

West  Memphis  Broadcasthig  Co.  (KWEM) 5576,7403 

West  Production   Co 4 

Westco  Broadcasting  Corp 7278.7320 

Western  Empire  Broadcasters,  Inc.  (KRNO» 4769 

Western  Gateway  Broadcasting  Corp.  iWSNY)..-    2706. 

3062,  3905.  6237 

Western  Geophysical  Co 7811 

Western  Massachusetts  Broadcasting  Co 605. 

1831,  4697.  6957 
Western  Slope  Broadcasting  Co 5577 
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Western  Union  Telegraph  Co 106«,  1738,  2209. 

2210.  2272,   2278,  2529,  3904.  4988.   5372.   5575. 
6096,   6158,   6234,   6501,  6777,  6957.   7279.  7691 

Westinghouse  Electric  Corp 2954 

Whaling  City  Broadcasting  Corp 150 

Wheeling  Broadcasting  Co 718,  1831 

White  River  Valley  Broadcasters.  Inc 263 

Whittier  Broadcasting   Associates..  1831,3061,5851.7860 

Whittier  Broadcasting  Co 1831 

Wlchtex  Radio  and  Television  Co.  (KPDX) 7711 

Winchester  Broadcasting  Corp 512.2207 

Winston.  George  R... 4013.6957.7860 

Winston-Salem  Broadcasting  Co.   iWTOB> 6503, 

6957. 7280 

Wisconsin  Telephone  Co 2610.2905.7546 

Wolfe.  Robert  P..  Co 1692 

Woodward  Broadcasting  Co 1048 

Woodward  Broadcasting  Co.  (WSIW>_ 422 

Wooster  Republican  Printing  Co.  <WWST) 1831. 

2819.  3060.  3690.  5069 

World  Wide  Broadcasting  Corp 7163 

Wyoming  Valley  Broadcasting  Co.  (WILK)..  3,232.7320 

Wyoming  Valley  Broadcasting  Co 5491 

Yankee  Network.  Inc.  (WNAO 1307 

Yankee  Network.  Inc.  (WONS) 3357 

York  Broadcasting  Co 1691,3594,6025.7860 

York  Broadcasting  Co.  (WORK). 6 

Zanesvllle  Broadcasting  Co 6499 

Zenith  Radio  Corp.  (W9XZV) ._     7547 

Zimmers.  Wilke  M 1415 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Organization,  delegations  of  authority,  and  places  for 
securing  public  Information.     See  under  Rules 
and  regulations. 
Personnel;  reemployment  lights  of  Gerald  C.  Gross, 
formerly   with   Commission,   on   termination   of 
service    with    International    Telecommunication 
Union,   Executive   order   respecting.     See   main 
heading  Presidential  dociunents. 
Rules  and  regulations,  etc.: 
Check  list  of  rules  and  regulations,  as  of  June 

27,    1949— 8906 

Communications  companies: 
Bermuda  Telecommunications  Agreement;  pro- 
posed removal  of  rate  limitations 1829 

Common  Carrier  Division,  Bureau  of  Engineering; 
organization.    See  Organization,  delegations 
of  authority,  etc. 
Domestic  telegraph  speed  of  service  studies.    See 
Miscellaneous  rules  relating  to  common  car- 
riers. 
Extension  of  lines  and  discontinuance  of  service 
by  carriers: 
Applications  for  discontinuance,  reduction,  or 
Impairment  of  service : 
See  also  Telegraph  service,  and  Telephone 
service. 

Contents  of  applications;  redeslgnatlons 7562 

Employee  protection  in  connection  with  discon- 
tinuance, reduction  or  impairment  of  tele- 
phone or  telegraph  service,  consideration 

of 3356 

Telegraph  service: 
Application  for  certificate  to  discontinue  mes- 
sage telegram  service.  Pacific  Telephone 
and  Telegraph  Co.,  and  Bell  Telephone 

Co.  of  Nevada;  hearing 4988 

Publication  and  posting  of  notice  of  filing 
application  to  close  or  reduce  hours  of 
service  at  branch  telegraph  ofBces..  2529.  3887 
Telephone  service: 
Acquisition  by  Bell  System  Companies  of  tele- 
phone business  and  certain  telephone 
property  of  Western  Union  Telegraph 
Company,    application    for    certificate; 

hearing 4988 

Discontinuance  of  telegraph  service  by  West- 
ern Union  Telegraph  Company,  applica- 
tion for  certificate;  hearing 4988 
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Rules  and  regulations,  etc. — Continued 
Communications  companies — Continued 
Frequency   allocations   for   coastal   harbor   and 
coastal  telegraph  stations,  and  common  car- 
rier mobile  radio  operation.    See  Radio  regu- 
lations:   frequencies   and   channels,   alloca- 
tion of. 
International  telegraph  communications: 
Tariffs.     See  Tariffs. 

To  certain  points  In  British  Commonwealth. 
See  Bermuda  Telecommunications  Agree- 
ment. 
United  States  Government  foreign  and  overseas 
telegraph  communications.    See  Miscella- 
neous rules  relating  to  common  carriers. 
Miscellaneous  rules  relating  to  common  carriers: 
Domestic  telegraph  speed  of  service  studies; 

revision.. 1738,  2764,  7562 

United  States  Government  foreign  and  overseas 
telegraph  communications : 
Priority  granted  upon  request  of  sender..  2047,  3162 
Priority    subject    to    statute    and    conven- 
tions      3162 

Terms  of  regulations 2048,3162 

"Phonevlsion" ;  petition  for  leave  to  conduct  ex- 
perimental operations  on  proposed  system  of 
subscription  television  (Zenith  Radio  Corp).     7547 
Records,  preservation  of: 

Proposed  supersedure . 6198 

Telephone  carriers;  proposed  rule  making 6199 

Wire-telegraph,  ocean-cable,  and  radiotele- 
graph carriers ;  proposed  rule  making 6209 

Reports  required  of  carriers  and  afiflUates: 
Annual  reports: 

Forms,  amendment  of.   See  Practice  and  pro- 
cedure, below. 

Number  of  copies  to  be  filed 5850.  7159 

Monthly  reports;   amendment  of   form.     See 
Practice  and  procedure,  below. 
Tariffs: 

Baseball  sports  service  by  message  and  direct 
wire  to  radio  stations,  newspapers,  etc.; 
hearing  (Western  Union  Telegraph  Co)__    2209. 

2210 
Foreign  and  overseas  telegraph  communica- 
tions: 
Acceptance  and  delivery  of  messages;  hear- 
ing (AH  America  Cables  and  Radio.  Inc.. 

et  al.) 5575.6096.6158,7860 

International  Bank  for  Reconstruction  and 
Department  and  International  Monetary 

Fund;  hearing 3904.  5372,  6096.  7279,  7691 

Paris    and    London    Conferences,    proposed 
changes   In   rates    pursuant   to;    public 

hearing  scheduled 6612 

Hiish-A-Phone  devices  for  use  In  connection 
with  Interstate  and  foreign  telephone  serv- 
ices; hearing  (Hush-A-Phone  Corp.  and 
American  Telephone  and  Telegraph  Co., 

et  al.) 2905,  3762,  3904.  5372.  6492.  6955,  7168 

Multiple  address  press  traffic  bet'ween  San 
Francisco,  California,  and  Honolulu.  T.  H. 

(RCA  Communications,  Inc) 4600 

Telemagnet  device,  use  of.  In  connection  with 
Interstate  and  foreign  telephone  service; 
hearing    (Jordaphone   Corp.   of   America, 

et  al.)— 7546 

Television  transmission  services  and  facilities; 
furnishing  of  channels;  hearing  (American 

Telephone  and  Telegraph  Co.,  et  al.) 1068, 

2510,  6957 
Telegraph  service: 

Accounts  for  radiotelegraph  carriers  and  wire- 
telegraph  and  ocean-cable  carriers.    See 
Uniform  system  of  accounts. 
Discontinuance  or  reduction  of  hours  of  service. 
See  Extension  of  liries  and  discontinuance 
*  of  service. 

Domestic  telegraph  speed  of  service  studies. 
See  Miscellaneous  rules  relating  to  common 
carriers. 
Employee  protection  In  case  of  dlscontInua.nce, 
reduction,  or  impairment  of  service.  SeS 
Extension  of  lines  and  discontinuance  of 
service. 
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Rules  and  regulations,  etc. — Continued 
Communications  companies — Continued 
Telegraph  service — Continued 
Foreign  and  overseas  service: 
Tariffs.     See  Tariffs. 

Transfer  of  traflBc  pursuant  to  agreements; 
hearing  (Commercial  Pacific  Cable  Co., 

et  al.) 6234,  6501 

Preservation  of  records ;  wire-telegraph,  ocean- 
cable    and    radiotelegraph    carriers.    See 
Records,  preservation  of. 
Tariffs.     See  Tariffs. 

Uniform  system  of  accounts.    See  Uniform  sys- 
tem of  accounts. 
Telephone  service: 

Extension  of  lines  and  discontinuance  of  serv- 
•-  Ice.    See  Extension  of  lines  and  discon- 

tinuance of  service. 
"Phonevlsion" ;  petition  for  leave  to  conduct  ex- 
perimental operations  on  proposed  system 
of  subscription  television    (Zenith  Radio 

Corp.) 7547 

Preservation  of   records.    See  Records,   pres- 
ervation of. 
Tariffs.    See  Tariffs. 

Television   transmission   service;    tariffs.    See 
Tariffs. 
Uniform  system  of  accounts: 
Radiotelegraph  carriers: 
Amendments  prior  to  revision: 

Account  numbers,  various,  changes  In 6406 

Definitions;  domestic  message  revenue, 
transoceanic  message  revenue,  conti- 
nental United  States,  and  Insular  com- 
munication      6404 

Operating-revenue  accoimts: 
Instructions;  contemplated  form  of  oper- 
ating revenue  statement 4010,  6405 

Prescribed  accounts;  revision 4010,  6405 

Revision 7768 

Wire-telegraph  and  ocean-cable  carriers: 
Amendments  prior  to  revision: 

Account  numbers,  various,  changes  in 6408 

Clearing    accounts;    retirement    of    plant 

equipment 4597,   6445 

Definitions    (domestic    message    revenue, 

transoceanic  message  revenue,  conti-  ' 
nental  United  States,  Insular  commu- 
nication)   4860,  6407 

Operating-expense  accounts: 
Instructions,  records  of  maintenance  ex- 
penses  2203.  3852 

Prescribed     accounts,     supervision     of 

maintenance  of  plant 2203,  3852 

Op>erating- revenue  accounts: 
Instructions: 
Form,  contemplated,  of  operating-rev- 
enue statement 4861,  6407 

Preparation  for  allocation  of  ocean- 
cable  revenues;  proposed  dele- 
tion  4861 

Preparation  for  allocation  of  wire-tele- 
graph revenues;  proposed  dele- 
tion      4861 

Subdivisions  of  operating-revenue  ac- 
counts; proposed  rule  making 4861 

Prescribed  accounts 4861,  6407 

Revision 7886 

Organization,  delegations  of  authority,  and  places 
for  submitting  applications  and  other  requests 
and  securing  public  Information : 
Authority,  delegations  of: 
Motions  Commissioner,  designation  of. 

For  January  1949 147 

For  February  1949 511 

For  March  1949 1025 

For  April  1949 1743 

For  May  1949 2648 

For  June  1949 3210 

For  July  1949 3906 

For  August  1949 4767 

For  September  1949 5371 

For  October  1949 6025 

For  November  1949 6611 

For  December  1949 «^    7278 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p^b^ 
Rules  and  regulations,  etc. — Continued 
Organization,  delegations  of  authority,  and  places 
for  submitting  applications  and  other  requests 
and  securing  public  information — Continued 
Authority,  delegations  of — Continued 
Statement  of  delegations  of  authority: 
Secretary,   authority   to    act   upon   certain 
applications : 
Construction  permits: 

Extension  of  expiration  date 4017 

License  or  modification  of  license,  other 

than  for  common  carrier  service 4018 

Equipment  and  service  tests,  extension  of 

period 4017 

Mobile  stations,  certain,  where  applicant 
already  holds  license  or  construction 

permit;   deletion 4017 

Radiotelephone  permits,  restricted,  for  op- 
erator of  itinerant  aircraft  stations; 

redesignatlon 4017 

Renewal  of  license,  except  for  stations  ren- 
dering conmion  carrier  service 4017 

Secretary,  upon  securing  approval  of  specified 
bureaus  and  departments  of  Commission ; 
authority  to  act  upon  certain  applica- 
tions : 
Bureau  of  Engineering: 
Fixed  public  or  fixed  public  press  inter- 
national radio  services;  applications 
from  existing  licensees  for  additional 
frequencies,   changes   In    power   of 

transmitter  or  types  of  emission 2820 

FYequency,  power,  or  emission;  changes 

In 4017,  4914 

Transmitters;  change  in  location,  type 

model,  design,  or  number 4017 

Bureau  of  Law: 
Assignment  and  transfer  of  control,  cer- 
tain classes  of  stations,  various  serv- 
ices   4017,  4914 

Foreign  countries,  programs  to  be  trans- 
mitted to;  informal  applications  by 
licensees  or  permittees  for  produc- 
tion of  (proposed)  , 2764,  5159,  6335 

Waivers  of  minimum  operating  schedules, 

standard  broadcast  stations 8 

Bureaus  of  Law  and  Accounting;  broad- 
cast service  applications  for  consent 
to  assignments  or  transfers  in  certain 
cases  (changes  In  partnership  Inter- 
ests, etc.) 5347 

Bureaus  of  Law  and  Engineering: 
Experimental  stations,  certain,  and  radar 

navigational  aid  stations 4017 

Public  safety,  ship,  industrial,  land  trans- 
portation, and  citizens  radio  serv- 
ices     4017 

Bureaus  of  Law,  Engineering,  and  Account- 
ing Departments : 
Experimental  class  2  stations  and  certain 

proposed  common  carrier  services 6234 

Fixed  public  or  fixed  public  press  inter- 
national radio  services,  certain  In- 

strxmients  of  authorization 2820 

Organization,  statement  of: 

Administration.  Office  of 4990 

Bureau  of  Engineering: 

Chief  Engineer,  supervision  of  various  divi- 
sions; Technical  Research  Division 6613 

Common  Carrier  Division,  functions  of  Inter- 
national Services  Section 2820 

Public  Safety  and  Special  Services  Division..    4016 

Technical  Research  Division 6613 

Bureau  of  Law;  Safety  and  Special  Services 
Division : 
Aviation  and  Land  Transportation  Branch-.     4016 
Public  Safety,  Experimental,  and  Industrial 

Branch 4016 

Bureau  of  Secretary;  License  Division: 
Amateur,    Citizens    Radio,    and    Operator 

License  Branch 6613 

Commercial  License  Branch 6613 

General  description  of  organizatlorf;  OflQce  of 

Administration 4990 

Information,  Office  of 4990 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^  e« 

Rules  and  regulations,  etc. — Continued 

Organization,  delegations  of  authority,  and  places 
for  submitting  applications  and  other  requests 
and  securing  public  Information — Continued 
Places  for  submitting  applications  and  other  re- 
quests and  securing  public  Information: 

Citizens'  radio  applications 4017 

Forms,  where  to  obtain;  redesignatlon. 4017 

Inspection  of  records,  data  relating  to  employ- 
ment, wages  and  hours  of  broadcast  em- 
ployees  4639,  5852 

Miscellaneous  submittals  or  requests;  re- 
designatlon     4017 

Public  reference  rooms  for  Inspection  of  files 
and     applications     relating     to     various 

licenses 6613 

Practice  and  procedure 751 

Common  carriers;  applications,  reports  and  pro- 
ceedings affecting 763 

Application    for    consolidation    of    telephone 

companies 1229 

Reports  required  to  be  submitted  by  carriers; 
forms  for: 
Annual  financial  report  forms  M.  O.  and  R: 
Compensation  paid  employees  as  distin- 
guished   from    officers    or    directors; 
proposed  rule  making  proceedings  and 

termination  thereof 1014.2696 

Revision  or  deletion  of  provisions  of  certain 
schedules: 
Form  M;  telephone  companies,  classes 

AandB 5849.7180 

Form  O;  wire-telegraph  and  ocean-cable 

carriers,  classes  A  and  B 5849,  7181 

Form  R;  radiotelegraph  carriers,  classes 

A  and  B 5849,7184 

Monthly  financial  reports  for  certain  tele- 
phone companies.  Form  901 7621 

Hearings  and  decisions: 

Revision  of  regulations  respecting : 3202 

Separation  of  functions  of  hearing  examiner 
and  other  persons  engaged  in  Investigative 

or  prosecuting  fimctlons 3887 

Motions,  handling  of;  revision 3202 

Radio  licenses,  applications  and  proceedings  af- 
fecting       f52 

Filing  of  applications  and  description  of  forms : 
Assignment  or  transfer  of  control,  voluntary; 

broadcast  ser\'ice 3997 

Assignment  of  less  than  controlling  Interest 

in  partnership 5346 

Construction  permits  or  modification  thereof, 
radio  services  other  than  broadcast 
(public     radiocommunlcatlon     services 

other  than  maritime  mobile,  etc.) 6198 

Equipment  tests  (broadcast  and  nonbroad- 
cast).    application   for;    proposed   rule 

making 3285 

Foreign  radio  stations,  programs  to  be  trans- 
mitted to.  application  respecting:  pro- 

po.sed  nile  making 2764.5159,6335 

Forms,  application: 
Construction  permit,  new  or  modified,  for 
services  other  than  broadcast;  revision 

of  Form  401 5472 

Ship  radio  station  equipment,  elimination 

of  certain  requirements.  Form  500 4595 

Modification  of  license,  broadcast  and  non- 
broadcast: 

Auxiliary  radio  broadcast  services 6951 

Citizens  radio  station 1616 

Program  tests.    Sec  Service  or  program  tests. 
Renewal    of    license,    broadcast    and    non- 
broadcast: 
Aircraft  radio  station,  waiver  of  Inspection 

requirement 1 1616 

Citizens  radio  station 1616 

Service  or  program  tests  (broadcast  and  non- 
broadcast),    application    for;    proposed 

rule  making 3285 

Special  temporary  authorizations  for  stand- 
ard  broadcast  stations,   order  denying 
petition  for  amendment  of  regulations.  _    7545 
Station  license  where  no  construction  permit 

required;  citizens  radio  station 1616 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p^k* 
Rules  and  regulations,  etc. — Continued 
Practice  and  procedure — Continued 

Radio  licenses,  applications  and  proceedings  af- 
fecting— Continued 
Filing    of    applications    and    descriptions    of 
forms — Continued 
Television  broadcast  stations,  new,  applica- 
tions  for;    postponement   of  filing   re- 
quested,   pending    final    determination 

with  respect  to  proposed  rules ^— -     4434 

Voluntary  assignment  or  transfer  of  control 

(broadcast) —    3235 

Forms: 
Application  forms.   See  Filing  of  applications 

and  description  of  forms. 
Financial   reports,  broadcast   licensees   and 

permittees 2,  442 

Ownership  reports  of  broadcast  licensees  and 
permittees,  with   respect   to   change   in 

partners  or  their  rights 5346 

Handling  of  broadcast  applications;  proposed 
rule  making  proceedings  and  termination^ 

thereof 907,  1230,  1769.  3102.  4597 

Processing  applications: 

Acceptance  of  application,  for  citizens  radio 

service 1^97 

Staff  consideration  of  international  fixed 
public  and  fixed  public  press  radio  car- 
riers     2799 

Reissuance  of  regulations 751 

Radio  regulations: 
Aeronautical  services: 
Civil  Air  Patrol;  eligibility  for  license,  frequen-    * 

cles.  operator  requirements,  etc 3560,  7010 

Definitions;  Civil  Air  Patrol  land  and  mobile 

stations 3560,  7010 

Effect  of  certain  new  regulations  on.    See  Re- 
port and  order  of  Commission. 
Filing  of  application  for  renewal  of  license: 
waiver    of    inspection    requirement.    See 
Practice  and  procedure. 
Frequencies  available  for  land  stations,  chain 

system  of  allocation  to  domestic  service—    2105 

Fcequency  stability 3162 

Permissible  communications 3560,  7010 

Radiotelegraph  station  operator,  examination 
and    authority    (proposed   rule    making). 
See  Commercial  radio  operators. 
Alaska,  radio  stations  in: 
Call  signs,  new,  for  coastal  telephone  stations; 
procedure  for  assigning.    See  Frequency 
allocations  and  radio  treaty  matters. 
Frequencies  for  Army,  coastal  and  war  stations; 
proposed  assignment  plan.    See  Frequen- 
cies and  channels,  allocation  of. 
Remote  pickup  broadcast  stations  in;  purpose 
of.    See  Experimental  and  auxiliary  broad- 
cast services. 
Amateur  radio  service: 
Basis   and   purpose  of   regulations;    proposed 

rule  making.... 2201.  4790,  4860,  7111 

Operators,  amateur: 

Examinations;  proposed  rule  making: 

Elements  of  examination..  2202,  4790.  4860,  7112 
Elements  required  for  certain  privileges...    2202, 

4790, 4860.  7112 
Examination  credit,  given  on  elements  pre- 
viously passed,  etc 2203,  4790,  4860,  7112 

Manner  of  conducting  examinations 2202. 

4790.  4860,  7112 
Licenses  and  privileges;  proposed  rule  mak- 
ing: 

Classes  of  licenses 7111 

EllglbUIty  for  license 2201.  4790,  4860,  7111 

Privileges  of  various  classes.  2202, 4790,  4860,  7111 

Renewal  of  lloense 1230. 

2202,  4790,  4860,  5365,  7112 
_Term  0?  license 2202,  4790,  4860.  7m 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p  k« 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 

Amateur  radio  service — Continued 
Stations,  amateur  radio: 
Call  signs;  assignment  of  two-letter  call 
signs  to  licensees  who  previously  held 
such  call  signs  solely  by  virtue  of  resi- 
dence in  certain  territories  and  posses- 
sions  5850,  7527 

Emission,   types   of.    See   Frequencies   and 

types  of  emission. 
Equipment    and   operation;    modulation   of 

carrier  wave . 2346 

Frequencies  and  types  of  emission  for  ama- 
teur stations: 
Emission,  types  of: 

Extension  of  temporary  authority  to  use 
narrow  band  frequency  or  phase 
modulation  emission  for  radiotele- 
phone   communication    in    certain 

bands 4828 

Use  of  narrow  band  frequency  or  phase 

modulation;  proposed  rule  making..    7111 

■  Frequencies  for  amateur  stations 1767, 

2095, 2346.  3559 

Proposed  rule  making 2201.  4860,  7111 

Licenses;  proposed  rule  making: 

Period  of 2203,4790,4860,7113 

Renewal  of 1230,5365 

Round  table  operations,  communications  be- 
tween more  than  two  stations;  proposed 

rule   making ^.—  2203,4790,4860 

Anti-trust  proceedings  in  connection  with  radio- 
communication  monopoly.    See  Monopoly  of 
mobile  radiocommunlcatlon  facilities. 
Automobile  emergency  radio  service.    See  Land 

transportation  radio  services. 
Auxiliary  broadcast  stations.    See  Experimental 

and  auxiliary  broadcast  services. 
Bus,  intercity,  radio  service.    See  Land  transpor- 
tation radio  services. 
Call  signs.    See  Frequency  allocations  and  radio 

treaty  matters. 
Canadian  broadcast  stations,  measures  taken  to 
prevent  Interference  to,  etc.: 
Ground  conductivity  map,  adoption  of.     See 
Radio  broadcast  services :  standard  broad- 
cast stations. 
North  American  Regional  Broadcasting  Agree- 
ment, list  of  changes,  etc.,  in  assignments. 
See  International  agreements. 
Television  broadcast  stations,  channel  alloca- 
tions, table  of.    See  Radio  broadcast  serv- 
ices. 
Carrier   current   communications   systems.    See 

Radiation  devices. 
Channels,   allocation  of,  to  FM  and   television 
broadcast    stations.    See    Frequencies    and 
channels,  allocation  of. 
Citizens  radio  service: 
Application  form,  adoption  of.     See  Practice 
and  procedure. 

Revised  regulations 1596 

Tables  showing  recodification  of  part  and  source 

of  rules 1596 

Coastal  and  marine  relay  services: 

Definition   of   "percentage   modulation",   cor- 
rection        166 

Frequencies : 

Coastal -harbor  radiotelephone  stations  In 
Great  Lakes  area.  2003  and  2738  kc,  for 
emergency   or   distress    communication 

only 2094,  3559 

Coastal  service,  2003  kc  (Great  Lakes  only).   2094. 

3559 
College  campus  broadcasting  systems,  low  power. 

See  Radiation  devices. 
Commercial  radio  operators: 

Amendment  and  recapitulation  of  regulations.     1600 
Applications ;  general  procedure  for  submission 

of,  renewal  applications,  etc 1230,5365 

Classes   of   operator  licenses;    proposed   rule 

making 6435 

Eligibility  for  new  license;  physical  handicap, 

proposed  rule  making __ 2095 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    P»ee 
Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Commercial  radio  operators — Continued 
Examinations : 

Examination  elements 1895 

Aircraft  radiotelegraph 324,3852 

Proposed   elimination   of   technical   radio 

matters  from  certain  elements 4637 

Renewal  service  requirements,  renewal  ex- 
aminations, and  exceptions 1230,  5365 

Requirements : 
Radiotelephone  third-class  operator  per- 
mit;  proposed  rule  making 5436 

Restricted  radiotelegraph  operator  permit, 

proposed  rule  making 4637 

Licensed  operators  required;  ship  radar  station 
operator,  temporary  waiver  of  licensed  op- 
erator requirements  extended 7158 

Operator's  authority: 

See  also  Amendment  and  recapitulation  of 

regulations. 
Radiotelegraph  first  and  second  class  opera- 
tor licenses;  supplementary  examination 
required  for  operation  of  aircraft  radio- 
telegraph station 324,3852 

Radiotelephone  third-class  operator  permit; 

proposed  rule  making 5436 

Restricted  radiotelegraph  operator  permit : 
Limitation  of  duties;  proposed  rule  mak- 
ing  4637.  6646 

Not  valid  for  operation  of  aircraft  radio- 

tBlegraph  station 324,  3852 

Ship  radar  operator  endorsements.    See  Ship 
radar  station  operator  requirements. 
Bhip  radar  station  operator  requirements: 
Proposed   rule   making   proceedings    recon- 
vened  2812.  2818 

Temporary  waiver  of  licensed  operator  re- 
quirement extended 1872 

Waiver  of  requirements  for  licensed  personnel : 
Pbr  domestic  public  land,  public  safety.  In- 
dustrial, and  land  transportation  serv- 
ices; report  and  order  of  Commission—        2279 
See  also  specific  services. 
For  ship  radar  station  operator,  See  Ship 
radar  station  (:^;>erator  requirements. 
Cuban  broadcast  stations: 
Changes,  proposed  changes,  and  corrections  in 
assignments;   list  of.   pursuant   to  North 
American   Regional   Broadcasting   Agree- 
ment.   See  International  agreements. 
Television  broadcast  stations,  channel  alloca- 
tions, table  of.    See  Radio  broadcast  serv- 
ices. 
Domestic  public  land  mobile  services.    See  Public 

radiocommunication  services. 
Dominican  Republic  broadcast  stations,  lists  of 
changes  In  assignments  pursuant  to  North 
American  Regional  Broadcasting  Agreement. 
See  International  agreements. 
Editorializing  by  broadcast  licensees;  report  of 

Commission 3055 

Educational     broadcast    stations.      See    Radio 

broadcast  services. 
Emergency  radio  services: 
Automobile  emergency  radio  service.    See  Land 
transportation  radio  services. 

Supersedure  of  regulations 2319 

Experimental  and  auxiliary  broadcast  services: 
See  also  Experimental  radio  service. 
Administrative  procedure: 
Applications;  proposed  change  of  reference 

"ST"  to  "broadcast  STL" 7274 

Equipment  tests;  proposed  rule  making 3288 

License  period,  renewal;  proposed  rule  mak- 
ing: 

Auxiliary  stations 8869,  6050 

Experimental  television  broadcast  station, 

date  of  expiration 3869,  6050 

Service  or  program  tests;  proposed  rule  mak- 
ing-  8288 

Broadcast  services  covered  by  regulations : 
"ST  broadcast",  proposed  change  to  "broad- 
cast STL  stations" 7274 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    P<^« 
Rules  and  regulations,  etc. — Continued 
Radio  regulations— Continued 
Experimental  and  auxiliary  broadcast  services — 
Continued 
Broadcast   services  covered   by  regulations- 
Continued 
Television,  experimental  and  auxiliary  broad- 
cast; proposed  rule  making 3869,  5050 

Call  signs,  new,  for  auxiliary  broadcast  stations; 
procedure  for  assigning.   See  Frequency  al- 
locations and  radio  treaty  matters. 
Remote  pickup  broadcast  stations: 
Alaska,  purpose  of  stations  in.   See  Licensing 

policies. 
Allocation  and  assignment  of  frequencies: 
Assignments,  miscellaneous  amend- 
ments      3288,  5691 

Report  of  Commission  upon  allocation  of 
certain  frequencies.    See  Report  and 
order  of  Commission,  below. 
Selection  of  frequency  to  avoid  Interfer- 
ence  3289.  5691 

Definitions 3288.  5690 

Hawaii,  purpose  of  stations  In.    See  Licensing 

policies. 
Licensing  policies: 

Emission  authorized 3289,  5692 

Licensing  requirements 3289,  5691 

Purpose  of  stations : 

General 3289    5691 

Stations  in  Alaska.  Hawaii,  and  Puerto " 

Rico __     1411 

Puerto  Rico,  purpose  of  stations  in.     See 
Licensing  policies. 
•  Technical  operation: 

Frequency  monitors  and  measurements.  3290, 5692 

Frequency  tolerance 3289,  5892 

STL  (studio-transmitter  Hnk)   broadcast  sta- 
tions; proposed  rule  making 7274 

Change  of  head  note 7274 

Definitions 7274 

Editorial  change;  substitution  of  "broadcast 
STL  sUtions"  for  "ST  broadcast  sta- 
tions" _ 7275 

Frequencies: 

Assignment 7274 

Selection 7274 

License,  station  and  operator,  posting  df 7275 

Licensing  policies: 
Directional    antennas,    radiation    pattern 

for  more  than  one  antenna 7275 

Emission    authorized 1 7275 

Licensing  requirements 7274 

Service 7275 

Television : 
Auxiliary  broadcast  statlor\s:  proposed  pro- 
mulgation of  i-ules  governing 3869,  5050 

Experimental  broadcast  stations: 
Definitions;  proposed  rule  making...  3869.5050 
Frequencies,  allocation  of;  proposed  rule 

making.. _ _  3869.   5050 

"Phonevislon";  petition  for  leave  to 
conduct  experimental  operations  on 
proposed  system  of  subscription  tele- 
vision     7547 

Relay  of  television  programs  by  radio  to 
motion  picture  theaters,  etc.,  experi- 
,     mentation  looking  toward  development 
or  Improvement  of  methods  and  equip- 
ment; applications  to  be  filed 7604 

Experimental  radio  service: 
Bee  also  Experimental  and  auxiliary  broad- 
cast services. 
Class  2  stations: 
High  power  (petroleum)  radio  station,  au- 
thorization granted  to  obtain  informa- 
tion respecting  power  ceilings  feasible 

for  various  VHP  radio  services 4 

Radiolocation  service,  temporary  grants  for 
petroleum  exploration  purposes  in  Gulf 

of  Mexico 1038.  5145 

See  also  Radiolocation  service,  below. 
Sducatlonal  broadcast  stations,  FM,  noncom- 
mercial; experimental  operation.    See  Ra- 
dio broadcast  services. 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p*c« 

Rules  and  regulations,  etc. — Ctmtinued 
Radio  regulations — Continued 
Experimental  radio  service — Continued  • 
Effect  of  certain  new  regulations  on  existing 
licenses  and  future  grants.     See  Report 
and  order  of  Commission. 
FM   broadcast   stations.     See   Radio  broadcast 

services. 
Pascimile  broadcasting  and  multiplex  transmis- 
sion;   FM   broadcast   stations.     See   Radio 
broadcast  services. 
Facsimile  service,  mobile.    See  Public  radiocom- 
munication services. 
Fire  radio  service.    See  Public  safety  radio  serv- 
ice. 
Fixed  public  radio  services.    See  Public  radio- 
communication  services. 
Forest  products   radio  service.     See  Industrial 

radio  services. 
Forestry-conservation  radio  service.    See  Public 

safety  radio  Service. 
Fourth  Inter-American  Radio  Conference.     See 

International  agreements,  etc. 
Frwjuencies  and  channels,  allocation  of: 
See  also  Frequency  allocations  and  radio  treaty 

matters.  » 

All  stations  and  classes  of  stations   (10  kc- 

30.000  mc) .  revised  table 167,  2283 

See  also  Report  and  order  of  Commission  re- 
specting promulgation  and  revision  of 
certain  regulations. 
Fourth  Inter-American  Radio  Conference  and 
Region  2  (ITU)  Conference,  recommenda- 
tions of  United  States  as  to  international 
frequencies.    See  International  agreements, 
etc..  relating  to  radio. 
Frequency  bands: 

10  kc.-27.28  mc;  proposed 2033,2954.4924 

1750-1800     kc 1038,  1824,  5145 

1800-2050    kc 919. 1767,  1824.  2095.  3559 

2182  kc.  temporary 5473 

3500-4000  kc.  proposed 2201.7111 

14000-14400  kc.  proposed 2201,7111 

26960-27.230   mc... 2346 

28.0-29.7  mc,  proposed 2201.7111 

35-36  mc,  proposed 5692 

42-44  mc.  proposed 5692 

'      60.0-54.0  mc,  propsed 2201.  7111 

148.14  mc 3561,  7011 

470-500  mc,  proposed —    2905 

Services  and  stations: 
Aeronautical  services: 

Civil  Air  Patrol 1 3561.  7011 

Domestic  service,  land  stations 2106 

Alaska;  Army,  coastal  and  war  stations,  pro- 
posed assignment  plan.  See  Coastal  tele- 
graph. Government  and  ship  telegraph 
services. 

Amateur  radio  service 919, 

1767, 1824,  2095, 2346, 3559 

Proposed  rule  n..»klng 2201, 4860, 7111 

Army  stations;  proposed  assignment  plan. 
See  Coastal  telegraph.  Government  and 
ship  telegraph  services. 
Canal  Zone;  war  stations,  proposed  assign- 
ment plan.  See  Coastal  telegraph.  Gov- 
ernment and  ship  telegraph  services. 
Coast  Guard  stations;  proposed  assignment 
plan.  See  Coastal  telegraph.  Govern- 
ment and  ship  telegraph  services. 

Coastal  and  marine  relay  services 2093,  3559 

Coastal  telegraph.  Government  and  ship 
telegraph  services;  proposed  allocations 

and  assignments 1051 

Common    carrier    mobile    radio    operation, 
multi-channel  broad  band.  In  band  470- 
500  mc;  proposed  rule  making-  2905,  4484,  5368 
Domestic  public  land  mobile  services;  pro- 
posed     6692 

FM  broadcast  stations.  Class  B;  amendments 

to  revised  tentative  allocation  plan 422. 

805,  1551,  1850.  1896.  2032.  2512,  2513,  2528. 
2767,  3063,  3293.  3692.  4865.  5166,  6575. 

Proposed  amendments 7166 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^»&> 
Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
R-equencies  and  channels,  allocation  of — Con. 
Services  and  stations — Continued 
Government  service.    See  Coastal  telegraph. 
Government  and  ship  telegraph  services. 
Hawaii,  certain  stations  In.     See  Amateur 
radio   service;    and   Coastal    telegraph. 
Government  and  ship  telegraph  services. 
Land  transportation  radio  services ;  proposed-     5692 
Marine    relay    services.     See   Coastal    and 

marine  relay  services. 
Navy ;  ships,  shore,  and  all  base  stations,  pro- 
posed assignment  plan.   See  Coastal  tele- 
graph, (jovernment  and  ship  telegraph 
services. 
Puerto  Rico,  certain  stations  in.   See  Amateur 
radio   service;    and   Coastal   telegraph. 
Government  and  ship  telegraph  services. 
Radiation  devices,  restricted  and  Incidental; 

proposed  rule  maldng 4924 

Radiolocation  service : 

Permanent  allocation;  proposed 1025,7621 

Temporary  allocation  for  petroleum  ex- 
ploration in  Gulf  of  Mexico 1038.  5145 

Radionavigation  service  (Loran) 919,  1824 

Remote  pickup  broadcast  stations 5691 

Ship  service : 
See  also  Coastal  telegraph.  Government 
and    ship    telegraph    services,     and 
Coastal  and  marine  relay  services. 
Ship  radiotelephone  stations  in  Great  Lakes 

area:  temporary 5473 

Television  broadcast  stations;  utilization  of 
frequencies  In  band  470-890  mc,  pro- 
posed rule  naaking.  See  Radio  broadcast 
services,  below.  '  l  . 
Television  experimental  and  auxiliary  broad- 
cast stations;  proposed 3869,  5050 

Virgin  Islands,  amateur  operations 919 

Frequency  allocations  and  fadio  treaty  matters; 

general  rules  and  regulations '. 2280 

Allocation,  assignment  and  use  of  radio  fre- 
quencies.   See  Frequencies;  allocation,  as- 
signment, and  use  of. 
Call  signs ;  allocation  and  use  of : 
Allocation  of  call  signs,  by  classes  of  stations ; 

reprint  of  corrected  table 166 

Common  call  letters  for  FM,  standard,  and 
TV  bradcast  stations;  policy  respecting 

assignment  and  use  of 604 

Geographic  assignment  of  call  signs,  table  of 

(corrections) 166,  509 

New  call  signs,  for  nonbroadcast  radio  serv- 
ices; procedure  for  assigning 630 

Dates,  corrections  of,   respecting  revision  of 
part : 

Date  of  proposed  rule  making 79 

Time  for  filing  comments,  expiration  date —      165 
Definitions: 

Civil  Air  Patrol  land  and  mobile  stations 3561, 

7011 
Developmental  land  station   (FLA),  correc- 
tion  509 

Distance  measuring  equipment,  correction..      165 
Industrial,    scientific,    and    medical    equip- 
ment; proposed  rule  making-.  .- 5692 

Meteorological  radar  station   (WXD) ;  pro- 
posed rule  making -.- —    5692 

Television   intercity   relay  station    (FXM). 

proposed  rule  making 3869 

Distress,  disaster  and  emergency  commimica- 
tlons : 

Distress  messages  (correction) 166 

Operation  during  emergency 4596 

Emissions: 

Bandwldths;  symbol  "B"  (correction) 166 

Emission,  modulation  and  transmission  char- 
acteristics; tabulation  (corrections)..  165,  166 
Frequencies,  allocation,  assignment  and  use  of : 
See  also  Frequencies  and  channels,  allocation 

tlon  of,  above. 
Allocations,  frequency: 
CorrecUons 165,  166 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ?»«• 
Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
FYequency  allocations  and  radio  treaty  matters; 
general  rules  and  regulations — Continued 
Frequencies,   allocation,   assignment  and  use 
of — Continued 
Allocations,  frequency — Continued 
Table  of  frequency  allocations: 

Amendments 323, 

919.  1038.  1824,  2094.  3559,  3561.  5145,  7011 

Proposed  amendments 3869, 

5050.  5692,  7274,  7621 

Reprint  of  corrected  table 167,  2283 

Assignments:  proposed  rule  malting 5692 

Station  symbols: 

For  Civil  Air  Patrol  stations 3561,7011 

For  mobile  stations,  correction  of  tabula- 
tion       165 

Laws,   treaties,   agreements,   etc.,   relating   to 
radio  in  force: 
International  pgreement*,  etc.;  actions  pur- 
suant to.    See  International  agreements, 
below. 
List  of: 

Prior  to  revision 166.  2306 

Revision 7045.  7620 

Revised   regulations 2280 

See  also  Report  and  order  of  Commission. 
Symbols,  station.    See  Frequencies;  allocation, 
ass:gnm?nt.  and  use  of. 
Frequency  modulation: 
FM  broadcast  stations.    See  Radio  broadcast 

services. 
Television  signals,  frequency  modulation  for 
transmission     of.     See    Radio     broadcast 
services. 
General  mobile  services.    See  Repwrt  and  order 
of  Commission  respecting  promulgation  and 
revision  of  certain  regulations. 
General  rules  and  regulations: 
Redesignations  of  various  sections;  corrected 

table 165,  323 

Revision;  corrections.    See  Frequency  alloca- 
tions and  radio  treaty  matters. 
Give-away  programs;  Interpretative  rules  respect- 
ing.   See  Lotteries,  gift  enterprises,  and  simi- 
lar schemes. 
Haitian  broadcast  stations;  notification  pursuant 
to    North    American    Regional    Broadcast 
Agreement  of  changes,  etc..  In  assignments. 
See  International  agreements. 
Hawaii,  stations  in: 
Frequencies,    allocation    of.    See    Frequencies 

and  channels,  allocation  of. 
Remote  pickup  broadcast  stations.    See  Ex- 
perimental and  auxiliary  broadcast  serv- 
ices. 
Highway  maintenance  radio  service.    See  Pub- 
lic safety  radio  service. 
Incidental  radiation  devices.    See  Radiation  de- 
vices. 
Industrial  radio  services: 

Adoption  of  regulations 2333 

See  also  Report  and  order  of  Commission. 
Applications,  signing  of,  for  municipalities  and 

government  units 6952 

Authorizations  granted  on  experimental  basis 
to  obtain  information  respecting  power 
ceilings  feasible  for: 

'  Geophysical  service 4 

Intermittent  service 4 

Special  press  service 4 

Forest  products  radio  service 2343 

Motion  picture  radio  service 2344 

Petroleum  radio  service 2342 

Power  radio  service 2342 

Press,  relay,  radio  service 2344 

Special  industrial  radio  service 2345 

Industrial,  scientific,  and  medical  service: 
Definition  of  industrial,  scientific,  and  medical 
equipment;    propK)sed    rule    making.    S6e 
Frequency    allocations    and    radio    treaty 
matters. 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    P"^* 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Industrial,  scientific,  and  medical  service — Con. 
Electric  welding  devices  using  radio  frequency 
energy,  effective  date  of  regulations  with 

respect  to 2523,  3887 

Incidental    radiation    devices,    proposed    rule 

making.    See  Radiation  devices. 
Interference  to  television  and  other  receivers, 
caused  by  various  types  equipment: 

Industrial  heating  equipment 4638.  6444 

Medical  diathermy  equipment 4638.  6444 

Miscellaneous  equipment 4638,  6445 

Welding  devices.    See  Electric  welding  devices. 
Intercommunication  systems  In  mines,  etc..  using 
low  power  radio   frequency;   proposed  rule 
*  making.    See  Radiation  devices. 
International  agreements,  etc..  relating  to  radio, 
in  which  United  States  participates: 
Fourth  Inter-American  Radio  Conference  and 
Region  2   (International  Telecommunica- 
tions Union)   Conference;  proposals  pre- 
sented by  United  States: 
Government  stations  to  operate  on  frequency 
immediately   below   535  kc,  geographic 

location   ot- 1053 

Service  allocation  of  radio  frequencies: 

10-4000  kc 23S0,  2392 

150-415  kc_ 7405 

415-550  kc 1051 

Station  assignments,  for  various  bands : 

150-415  kc 7405 

415-550  kc 1052.  5491,  6612 

1605-2000  kc 6302.  7811 

Inter- American    Agreement,    Santiago,   Chile, 
1940: 
Frequency     allocations,     proposed     revision. 
See  Fourth  Inter-American  Radio  Con- 
ference. 
International  police  services  (Article  7) .    See 
Public  safety  radio  service. 
International  Telecommunications  Union.    5ee 
Fourth  Inter-American  Radio  Conference 
and  Region  2  (International  Telecommuni- 
cations Union)  Conference. 
List  of.    See  Frequency  allocation  and  radio 
treaty  matters:  laws,  treaties,  agreements, 
etc. 
North  American  Regional  Broadcasting  Agree- 
ment; lists  of  changes,  proposed  changes 
and  corrections  In  assignments: 

Canadian  broadcast  stations 137. 

630.  1050.  2389.  3906,  5820,  7277 

Cuban  broadcast  stations 388,  2209,  2211 

Dominican  Republic  broadcast  stations 386. 

1276, 2212,  3595 

Haitian  broadcast  stations 1050 

Mexican  broadcast  stations 231. 

387,  389.  3595,  5167.  6095,  6778,  7137 
International  radio  services: 
Broadcast  stations  licensed  for  transmission  of 
programs  for  International  public  recep- 
tion.   See  Radio  broadcast  services. 
Fixed  public  and  fixed  public  press  interna- 
tional radio  services,  processing  and  dispo- 
sition of  applications 2799.  2820 

Frequencies,  recommendations  of  United  States 
for  Fourth  Inter-American  Radio  Confer- 
ence.   See  International  agreements,  etc. 
Police  service: 
Frequencies;    recommendations    of    United 
States  for  Fourth  Inter-American  Radio 
Conference.    5ee    International    agree- 
ments, etc. 
Regulations    pursuant    to    Inter-American 

Agreement,  Santiago.  Chile,  1940 2333 

Land  transportation  radio  services: 

Adoption  of  rules  governing 2346 

See  also  Report  and  order  of  Commission. 

Automobile  emergency  radio  service-- 2357 

Eligibility   for  license;   nonprofit  organiza- 
tions  6808 

Bus,  Intercity,  radio  service 2354 

Frequencies,  proposed  allocation  of.    See  Fre- 
quencies and  channels,  allocation  of. 
Railroad  radio  service.w 2355 


FEDERAL  COMMUNICATIONS  COMMISSION— Con. 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Land  transportation  radio  services — Continued 
Taxicab  radio  service 

Limitation  on  installation  of  mobile  units... 

Urban  transit  radio  service 

Lotteries,  gift  enterprises,  and  similar  schemes; 

Interpretative  rules  respecting 

Postponement  of  effective  date 

Low    power    broadcasting,    by    college    campus 
broadcasting  systems,  etc.     See  Radiation 
devices. 
Medical  equipment  transmitting  radlofrequency 
energy.    See  Industrial,  scientific,  and  medi- 
cal service. 
Mexico : 
Changes,  proposed  changes,  and  corrections  In 
assignments  to  broadcast  stations,  list  of. 
pursuant    to    North    American    Regional 
Broadcasting  Agreement.     See  Interna- 
tional agreements. 
Television  broadcast  stations,  channel  alloca- 
tions,   table    of.     See    Radio    broadcast 
services. 
Miscellaneous  radio  services: 
High  power  VHF  radio  stations;  authorizations 
granted  on  experimental  basis  to  obtain 
Information     respecting     power     ceilings 
feasible  for  various  established  and  pro- 
posed radio  services 

Supersedure  of  regulations . 

Table  showing  redesignations  and  deletions  of 

sections 

Mobile  radio  operation,  common  carrier  (multi- 
channel broad  band),  allocation  In  470-500 
mc.  band  In  lieu  of  television  broadcasting; 
proposed  rule  making.  See  Radio  broadcast 
services:  television  broadcast  stations. 
Monopoly  of  mobile  radiocommunlcatlon  facil- 
ities (Bell  System  companies) ;  report  and 

order  of  Commission 

Motion    picture   radio   service.     See   Industrial 

radio  services. 
Motion  picture  theaters,  relay  of  television  pro- 
grams to.  by  radio.    See  under  Experimental 
and  auxiliary  broadcast  services.- 
Music  transmitters  using  low  power  radio  fre- 
quency in  plants  and  other  buildings.     See 
Radiation  devices. 
Nonbroadcast  radio  services;  proceedure  for  as- 
signing new  call  signs.    See  Frequency  allo- 
cations and  radio  treaty  matters. 
North  American  Regional  Broadcasting  Agree- 
ment.   See  International  agreements. 
Oscillators,  beat  frequency  audio,  radio  receiver, 
phono-oscillators,  etc.  See  Radiation  devices. 
Petroleum  radio  service.    See  Industrial  radio 

services. 
Police   radio   service.     See  International   radio 

services,  OTid  Public  safety  radio  service. 
Power  radio  service.   See  Industrial  radio  services. 
Press  relay  radio  service.    See  Industrial  radio 

services. 
Public  address  systems  using  low  power  radio 

frequency.    See  Radiation  devices. 
Public  radiocommunlcatlon  services  (other  than 
maritime  mobile) : 
Domestic  public  land  mobile  services: 

Adoption  of  regulations  governing 

See  also  Report  and  order  of  Commission. 

Frequencies,    proposed    allocation   of.     See 

Frequencies  and  channels,  allocation  of. 

Priorities  for  service  to  subscribers 

Fixed  public  services;   reissuance  of  regxila- 

tlons 

Public  safety  radio  service: 

Adoption  of  regulations 

See  also  Report  and  order  of  Commission. 
Applications,  signing  of,  for  municipalities  and 

government  units . 

Emergency,  special,  radio  senrlco 

Fire  radio  service 

Forestry-conservation  radio  service - 

Highway  maintenance  radio  service — 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^^ 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Public  safety  radio  service — Continued 

Police  radio  service 2327 

International   police  services    (Article  7  of 

Inter-American  Agreement) 2333 

Puerto  Rico,  radio  stations  in: 
Frequencies,  allocation  of.   See  Frequencies  and 

channels,  allocation  of. 
Remote  pickup  broadcast  stations.    See  Experi- 
mental and  auxiliary  broadcast  services. 
Radiation  devices,  restricted  and  Incidental;  pro- 
posed rule  making 2033,  2954.  4924 

Extension  of  date  for  reception  of  written  com- 
ments   2954,  4924 

Separation  of  Issues 4924 

Carrier  current  communications  systems  and 
restricted  radiation  devices  operating  be- 
tween 10  and  535  kc 4924 

Incidental  radiation  devices  (broadcast,  in- 
dustrial, scientific,  and  medical) 4924 

Restricted  radiation  de\'lces  (low  power 
broadcasting  devices)  operating  on  535- 

1605  kc  band 4925 

Restricted  radiation  devices  operating  on  fre- 
quencies above  1605  kc 4925 

Radio  broadcast  services: 
Canada: 
Ground  conductivity,  map  of.    See  Standard 
broadcast  stations:   standards  of  good 
engineering  practice. 
Television  channels,  table  showing  potential 
assignment  of.    See  Television  broadcast 
stations. 
Editorializing  by  broadcast  licensees;  report  of 

Commission 8055 

Educational  broadcast  stations;  noncommer- 
cial: 
FM: 

Administrative  procedure;    proposed  rule 
making: 

Equipment  tests 8287 

Program  tests 3287 

Assignment  or  transfer  of  control 3998 

Assignment  of  less  than  controlling  in- 
terest in  partnership 6346 

Experimental    operation;     proposed    rule 

making 3287 

Operator  requirements;  proposed  rule  mak- 
ing     5436 

Television.   See  Television  broadcast  stations. 
FM  broadcast  stations: 
Administrative  procedure: 

Assignment  or  transfer  of  control 3997 

Assignment  of  less  than  controlling  in- 
terest In  partnership 5346 

Equipment  tests,  proposed 3286 

Program  tests,  proposed 3286 

Call  letters,  common,  for  FM.  standard,  and 
TV  broadcast  stations.  See  Frequency 
allocations  and  radio  treaty  matters. 
Channels,  allocation  of,  to  Class  B  stations. 
See  FYequencies  and  channels,  allocation 
of. 
Classification  of  stations  and  allocation  of 
frequencies;  removal  of  certain  minimum 
coverage  requirements: 

Class  A  stations 5159,  6599.  7562 

Class  B  stations 5159,  6599,  7562 

Educational  broadcast  stations,  noncommer- 
cial. See  Educational  broadcast  stations. 
Facsimile  broadcasting  and  multiplex  trans- 
mission; proposed  rule  making 6474. 

7165,  7185,  7597 
Licensing  policies;   contracts  providing  for 

reservation  of  time  upon  sale  of  station..      179 
Log,  operating;  entry  every  30  minutes  of  RP 
transmission  line  meter  reading,  pro- 
posed rule  making 8185 

Lotteries  and  give-away  programs 5432,  5998 

STL  broadcast  stations.    See  Experimental 

and  auxiliary  broadcast  stations. 
Standards  of  good  engineering  practice: 
Field  intensity  measurements  In  allocation; 

proposed  rule  making ..    3185 
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FEDERAL  COMMUNICATIONS  COMMISSION->Con.    P^e 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Radio  broadcast  services — Continued 
FM  broadcast  stations — Continued 
Standards  of   good  engineering  practice — 
Continued 

Interference  ratios 4986,  6599 

Operating  power,  determination  and  main- 
tenance of;  proposed  rule  making 3186 

Topographical  data;  proposed  rule  making.    3185 
Transmitters  and   associated  equipment; 

proposed  rule  making 3185 

Type  approval  of  transmitters,  require- 
ments for;  proposed  rule  making 3186 

Technical  operation,  rules  relating  to: 
Discontinuance  of  operation  (correction)  __      166 
Emergency  antenna,  use  of;  proposed  rule 

making 3185 

Experimental    operation;    proposed    rule 

making 3286 

Reld    Intensity    measurements;    proposed 

rule  making 3287 

Time  of  operation;  proposed  rule  making—    7110 
Transmitter  performance,  measurement  of; 
indication  on  application  for  renewal  of 

license 3852 

VHF  propagation  standards  (FM  and  TV), 

proposed  rule  making 3291,  4483 

International  broadcast  stations: 
Administrative    procedure;    assignment    or 

transfer  of  control 3998 

Assignment  of  less  than  controlling  interest 

in  partnership 5346 

Applications  concerning  programs  originat- 
ing in  United  States  to  be  transmitted  to 
foreign  stations.    See  Practice  and  pro- 
cedure, below. 
Standard  broadcast  stations: 
Authorization  for  tests  not  to  be  construed  as 

license;  proposed  deletion 3286 

Call  letters : 
Common,  for  standard.  FM.  and  TV  broad- 
cast stations.     See  Frequency  alloca- 
tions and  radio  treaty  matters. 
Joint  announcement  of.    See  Station  iden- 
tification. 
Canadian    ground    conductivity    map.    See 
Standards  of  good  engineering  practice. 
Chain  broadcasting  rules;  contracts  provid- 
ing for  reservation  of  time  upon  sale  of 

station 179.5146 

Definitions,   experimental    period,   proposed 

rule  making 3286 

Equipment  tests,  proposed  rule  making 3286 

Frequency  allocations  by  classes  of  stations; 

normal  license  period  (correction) 166 

—  Logs,  retention  of;  correction 1039 

Lotteries  and  give-away  programs 5432,  5998 

Program  tests,  proposed  rule  making 3286 

STL  broadcast  stations.    See  Experimental 

and  auxiliary  broadcast  stations. 
Special  temporary  authorizations;  memoran- 
dum opinion  and  order  denying  petition.    7545 
Standards  of  good  engineering  practice: 

Canadian  ground  conductivity  map 1334,  3851 

Groundwave  signals,  adoption  of  equiva- 
lent distance  (Kirke)  method  of  deter- 
mining   groundwave    field    intensity 

contour 1870 

Sunrise  and  sunset  time;  changes  in  table,    1262. 

5473,  6774 
Station  Identification:  joint  announcements.     5690 
Station  inspection;  proposed  redesignation..     3286 
Sunrise    and    sunset    times,    table    of.    See 
Standards  of  good  engineering  practice. 

Time  of  operation 1896,  3684 

Transmitter  performance,  measurement  of; 
indication  on  application  for  renewal  of 

license.* 3353 

Virgin  Islands,  standard  broadcast  stations 

In 1396.  2416.  3684 

Simrise  and  sunset  times,  table  of.  See  Stand- 
ard broadcast  stations:  standards  of  good 
engineering  practice. 
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Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Radio  broadcast  services — Continued 
Television  broadcast  stations: 
Administrative  procedure: 

Applications  and  amendments  to  jsending 
applications;  postponement  of  filing 
requested  until  final  determination  of 
proposed  rules,  standards  and  alloca- 
tions  • 4484 

Assignment  or  transfer  of  control 3998 

Assignment  of  less  than  controlling  in- 
terest in  partnership 5346 

Equipment  tests  and  proof  of  performance; 

proposed  rule  making 3287 

Program  tests;  proposed  rule  making 3287 

Airborne  television  or  "stratovlsion";   pro- 
posed rule  making  respecting.     See  Pro- 
posed rule  making  proceedings. 
Allocation  of  channels  to  metropolitan  dis- 
tricts, proposed  rule  making.    See  Pro- 
posed rule  making  proceedings. 
Auxiliary  broadcast  stations,  television.     See 
Experimental    and    auxiliary    broadcast 
services,  above. 
Call    letters,    common,    for    TV.    FM.    and 
standard  broadcast  stations.     See  Fre- 
quency allocations  and  radio  treaty  mat- 
ters. 
Classification  of  stations  and  allocation  of 
frequencies;   proposed  rule  making  re- 
specting.     See    Proposed    rule    making 
proceedings. 
Color  television,  proposed  rules  with  respect 
to.    See  Proposed  rule  making  proceed- 
ings. 
Common    carrier    mobile    radio    operation, 
multi-channel  broad  band;  proposed  rule 
making  respecting.     See  Proposed  rule 
making  proceedings. 
Educational    broadcast    stations,    noncom- 
mercial, proposed  rule  making  respect- 
ing.   See  Proposed  rule  making  proceed- 
ings. 
Experimental  broadcast  stations,  television. 
See  Experimental  and  auxiliary  broad- 
•  cast  stations,  above. 
Frequencies;    utilization    of    frequencies    in 
band   470-590   mc.    See   Proposed   rule 
making  proceedings. 
Frequency  modulation   for  transmission  of 
video,  evidence  and  reports  respecting. 
See  Proposed  rule  making  proceedings: 
fljld  tests  to  be  made  and  evidence  to  be 
filed. 
Furnishing  of  channels  by  carriers;  tariffs. 
See  Communications  companies,  above. 
Interference  caused  by  Industrial,  scientific, 
or  medical  equipment.     See  Industrial, 
scientific,  and  medical  service. 
Licensing  policies;   contracts  providing  for 

reservation  of  time  upon  sale  of  station.      180 

Lotteries  and  give-away  programs 5432,  5998 

Proposed  rule  making  proceedings  respecting 
color  television,  amendment  of  rules, 
regulations  and  engineering  standards, 
utilization  of  certain  frequencies,  chan- 
nels,   etc 2905.2957, 

3291,   4483,    4829.   5366.    5399.    5574.    5673, 
5765,    5766.    5815,    6065,    6446.    6645,    7543 
Airborne  television,  or  "stratovlsion",  to  be 
considered  In  proposed  rule  making 

proceedings 2957.  4484,  5366 

Channels,   allocation  and  a.ssignment  of. 
See  Classification  of  stations  and  allo- 
cation of  frequencies. 
Classification  of  stations  and  allocation  of 

frequencies;    proposed  rule  making..   2905, 
2957,  4483,  4829.  5366.  5399,  5673 
Addition  of  42  six-megacycle  channels 

in  VHF  band 4485 

Classes  of  stations 4486,4829 


FEDERAL  COMMUNICATIONS  COMMISSION— Con 

Rules  and  regulations,  etc.— Continued 
Radio  regulations — Continued 
Radio  broadcast  services — Continued 
Television  broadcast  stations — Continued 
Proposed  rule  making  proceedings  respecting 
color   television,    amendment   of    rules, 
regulations  and  engineering  standards, 
utilization  of  certain  frequencies,  chan- 
nels, etc. — Continued 
Classification  of  stations  and  allocation  of 
frequencies;   propo.sed  rule  making — 
Continued 
Frequencies  in  band  470-890  mc.  utiliza- 
tion of;  is.«;ue  amended  to  Include 
question    of    allocation    to    multi- 
channel broad  band  common  carrier 
mobile    radio   operation    and    non- 
commercial   educational    television 

broadca.st  stations 2905.  4483, 

Grades  of  service 

Tables  showing  allocation  of  channels: 
Canada.  Cuba,  and  Mexico;  potential 

assignments  to 

United    States,    various    communities 

In 4489,  4829,  5399.  5673, 

Color  television;  schedule  of  proneedings, 
demonstrations,    hearings,    filing    of 

patent  information,  etc -- 

4483    5366.  5574.  5765,  5766,  6065. 
6645.  6955.  7048.  7201.  7543. 
Common  carrier  mobile  radio  operation, 
multi-channel  broad  band;  Issue  to  be 
included  in  proposed  rule  making  pro- 
ceedings...  2905.  4484. 

Educational  television  broadcast  stations 
(noncommercial),  provision  for  in 
470-890  mc  band;  proposed  rule  mak- 
ing  4484. 

Field  tests  to  be  made  and  evidence  to  be 
filed  by  manufacturers  or  other  per- 
sons interested  In  assisting  Commis- 
sion  

Evidence  and  reports  to  be  filed: 
Equipment    tested,    capabilities    and 

cost 

Frequency  modulation  for  transmis- 
sion of  video  signals,  informa- 
tion concerning 

Nature,  extent  and  results  of  tests.. - 
Tests: 
Conditions  of  subjective  viewing  tests. 
Factors  to  be  considered: 
Color  television,  additional  factors 
to  be  raised;  signal  ratios,  in- 
terference, usability  of  present 
systems  to  receive  monochrome 

or  color  transmissions,  etc 

Ultra-high  frequency  tests,  color 
and  black  and  white;  tests  of 
transmitters,  receivers,  and 
propagation    characteristics    in 

band  470-890  mc — - 

Frequencies  in  band  470-890  mc,  utiliza- 
tion of.  See  Classification  of  stations 
and  allocation  of  frequencies. 
Patent  information,  filing  of.  respecting 
unexpired  or  pending  patents  covering 
television     broadcast     systems     and 

equipment 4483 

•Polycastlng"  to  be  considered  in  proposed 

rule  making  proceedings 4484 

Standards  of  good  engineering  practice: 
propagation  effects,  field  intensities. 
Interference       ratios,       transmission 

standards,  etc 3291,  4483.  4829 

Relay  of  television  progranas  by  radio  for 
non-exi)erlmental    exhibition    purposes; 

order  refusing  f^irther  authorization 

Separate  operation  of  aural  and  visual  trans- 
mitters: 

Conditions  of,  proposed  rule  making 

Interpretation  respecting 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con. 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
Radio  broadcast  services — Continued 
Television  broadcast  stations — Continued 
Standards  of  good  engineering  practice,  pro- 
posed amendments  of.  proceedings  re- 
specting.   See  Proposed  rule  making  pro- 
ceedings. 
Radiolocation  service : 

Establishment  on  permanent  basis;   proposed 

rule  making 1025,7621 

Temporary  allocation  of  frequencies  for  petro- 
leum exploration  In  Gulf  of  Mexico.-.  1038,  5145 
Radionavigation  service  (Loran)  :  frequency  allo- 
cation.   See  Frequencies  and  channels,  allo- 
cation of. 
Railroad  radio  service: 

Authorizations  granted  on  experimental  basis 
to  obtain  information  respecting  maximum 

power  ceiling  feasible * 

Supersedure  of  regulations 2346 

.Table  showing  redesignations  and  deletions  of 

sections 

Record  players,  wireless;  proposed  rule  making. 

See  Radiation  devices. 
Remote  pickup  broadcast  stations.    See  Experi- 
mental and  auxiliary  broadcast  services. 
Report    and    order    of    Commission    respecting 
promulgation  and  revision  of  certain  regula- 
tions  

Aeronautical  services: 

Experimental  public  correspondence  to  air- 

craft.    See  Experimental  radio  services. 

Frequencies,  allocation  of.    See  Frequencies. 

Domestic  public  land  mobile  services 2277 

Frequencies,  allocation  of.    See  Frequencies. 
Operator  requirements,  waiver  of.    See  Op- 
erator requirements. 
Experimental  radio  services;  effect  of  new  regu- 
lations on  various  licenses: 
Aircraft,  public  correspondence  service  to, 

provisions  for 2277 

General  mobile  services,  discontinuance  of 

grants 2272,  2276 

Industrial  radio  service: 

Developmental  operation,  provisions  for —     2275 

Existing  licensees,  how  affected 2276 

Land  transportation  radio  services;  services 

formerly  licensed  on  experimental  basis.    2276 
Frequencies,  allocation  of: 
Frequency  bands: 

25-30  mc 2266 

-    44-50  mc  and  152-162  mc 2266 

72-76  mc 2272 

152-162  mc 2266 

450-460  mc 2273 

Services  and  stations: 

Aviation  radio  service 2266 

Communications  common  carriers' 2266. 

2271, 2272,  2273 

Domestic  public  land  mobile  service 2266 

Fixed  public  service 2266 

Indu.strlal  radio  services 2266 

Forest  products  radio  service 2271 

Petroleum  radio  service 2271 

Power  utility  radio  service 2270 

Special  industrial  radio  services 2271 

Land  transportation  radio  services..-  2266,2267 

Automobile  emergency  radio  service 2269 

Railroad  radio  service 2267 

Taxlcab  radio  service 2269 

Maritime  mobile  service 2266 

Operational  fixed  stations 2272 

Public  safety  radio  services 2266 

Fire  radio  service 2270 

Forestry  conservation  radio  service 2270 

Highway  maintenance  radio  service 2270 

Police  radio  service 2269 

Remote  pickup  (relay  broadcast)  service-.    2266, 

2271 

General  mobile  hearing: 

See  also  Domestic  public  land  mobile  serv- 
ices, and  Land  transporatlon  radio  serv- 
ices. 

Monopoly  of  mobile  radlocommunlcation  fa- 
cilities, hearing 2273 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    Pa«« 

Riles  and  regulations,  etc. — Continued 
Radio  regulations — Continued 

Report  and  order  of  Commission  respecting 
promulgation  and  revision  of  certain  regula- 
tions— Continued 

Industrial  radio  services 2274 

Frequencies,  allocation  of.     See  Frequencies. 
Operator  requirements,  waiver  of.     See  Oper- 
ator requirements. 

Land  transportation  radio  services 2276 

See  also  General  mobile  hearing. 
Frequencies,  allocation  of.     See  Frequencies. 
Operator     requirements,     waiver     of.     See 
Operator  requirements. 
Operator  requirements,  special  considerations 

relative  to 2279 

Public    radiocommunlcation    services     (other 
than  maritime  mobile) : 
Domestic  public  land  mobile  services.     See 

Domestic  public  land  mobile  services. 
FMxed      public     services,      frequencies.     See 
Frequencies,  allocation  of. 

Public  safety  radio  services 2274 

Frequencies,  allocation  of.    See  Frequencies. 
Operator     requirements,     waiver     of.     See 
Operator  requirements. 
Restricted  radiation  devices.    See  Radiation  de- 
vices. 
Scientific     equipment     transmitting     radiofre- 
quency    energy.     See    Industrial,    scientific, 
and  medical  service.  . 

Ship  service: 
Automatic  alarm  signal  keying  device  require- 
ments and  type  approval  tests,  redesigna- 

tion 7688 

Definitions : 
Percentage  modulation,  amplitude   (correc- 
tion*        166 

Station  license  (correction) 166 

Frequencies : 
See  also  Frequencies  and  channels,  allocation 

of. 
Authorized  use  of  2003,  2638  and  2738  kc    2094, 

3559 

Control  of  carrier  wave  in  telephony 2094.  3559 

Shared  use  of  2003.  2638.  and  2738  kc 2094,  3559 

Ship  radiotelephone  stations  in  Great  Lakes 

area 2095,  3559.  5473 

Ship  telephone  stations 2094,  3559 

Operating  procedure  for  ship  radiotelephone 

stations  in  Great  Lakes  area 2094,  3559.  5473 

Radar  installation  requirements: 
Proposed  rule  making  proceedings  reconvened    2812, 

2818 
Temporary  waiver  respecting  unlicensed  per- 
sonnel extended 1872.  7158 

Radio  installation,  ship  radiotelephone  stations 

in  Great  Lakes  area 2095,  3559 

Stage  controls  using  low  power  radio  frequency; 
proposed  rule  making.     See  Radiation  de- 
vices. 
Standard  broadcast  stations.    See  Radio  broad- 
cast services. 
Sunrise  and  sunset  times,  average,  for  standard 
broadcast  stations.    See  under  Radio  broad- 
cast services. 
Taxloab  radio  service.     See  Land  transportation 

radio  services. 
Televi-sion  broadcast  stations.     See  Radio  broad- 
cast services. 
Theater  television  service,  relay  of  television  pro- 
gram to  motion  picture  theaters:  order  re- 
specting granting  of  authorizations 7604 

TraflBc  control  systems  at   railway  marshalling 
yards,  etc.;  proposed  rule  making.    See  Ra- 
diation devices. 
Truck,  highway,  radio  service.    See  Land  trans- 
portation radio  services. 
Utility  radio  service: 
Authorizations  granted  on  experimental  basis 
to  obtain  Information  respecting  maximiun 

power  celling  feasible 4 

Revocation  of  part 2357 

Tables  showing  disposition  of  regulations  for- 
merly contained  in  part 2357 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p  ?• 

Rules  and  regulations,  etc. — Continued 
Radio  regulations — Continued 
VHF  radio  stations,  high  power;  authorizations 
granted    on    experimental    basis    to   obtain 
information  respecting  power  ceilings  feas- 
ible  for   various   established   and   proposed 

radio  services 4 

Virgin  Islands,  stations  In: 

Amateur,  allocation  of  frequencies.     See  Fre- 
quencies and  channels,  allocation  of. 
Standard  broadcast,   proposed  special   provi- 
sions.   See  Radio  broadcast  services. 
Warning   devices   using    low   power   radio   fre- 
quency; proposed  rule  making.    See  Radia- 
tion devices. 
Welding  devices,  electric,  using  radio  frequency 
energy.    See  Industrial,  scientific  and  medi- 
cal service. 

FEDERAL  CREDIT  UNIONS  BUREAU: 
Organization  and  operation  of  Federal  credit  unions: 

Bylaws.  Articles  I  and  III;  corrections 5746 

Fees  for  examination 991, 1267 

Retirement  benefits  for  employees  of  Federal  credit 

unions 3163.  4850 

Reserves,  for  bad  or  delinquent  loans,  etc 3163,  4850 

FEDERAL  CROP  INSURANCE  CORPORATION: 
Crop  Insurance  regulations: 
Beans,  dry  edible;  contracts: 

Annual,  covering  1949;  monetary  coverage  in- 
surance    434. 565 

Continuous,  for  1950  and  succeeding  crop  years. _     7634 
Corn;  continuous  contracts  for: 

1949  and  succeeding  crop  years;  availability 4547 

1950  and  succeeding  crop  years _.     5290 

Commodity  coverage   policy 6674 

Monetary  coverage  policy 6674 

Premium  based  on  good  experience,  reduction 

of 6674 

Cotton;  continuous  contracts  for: 

1949  and  succeeding  crop  years: 

Applications;  closing  dates  for  listed  counties.  1393 

Availability 4548 

Monetary  coverage  policy: 

Grayson  County.  Texas;  addition  to  list 1393 

Irrigated  acreage 4549 

Partial     insurance     protection;     election     to 

change 1393 

1950  and  succeeding  crop  years 4713 

Flax;  continuous  contracts  for: 

1949  and  succeeding  crop  years;  applications 1393 

1950  and  succeeding  crop  years 4543 

Multiple  crop  Insurance:  contracts: 

Annual,  covering  1949  (corn,  oats,  wheat,  etc.,  In 
certain  counties  in  Michigan.  Minnesota, 
North  Carolina.  South  Dakota  and  Wiscon- 
sin); monetary  coverage  Insurance  (correc- 
tion)   -         55 

Applications 1393 

Continuous,  for  1950  and  succeeding  crop  years. .     5303 

Applications 6787 

In  various  areas: 
Illinois;  Jasper  Coimty  (corn.  oats,  soybeans, 

wheat) 7827 

Kansas:   Franklin  County    (flaxseed,   grain 

sorghums,  oats,  soybeans,  wheat) 7828 

Maryland;  Talbot  County  (barley,  field  corn. 

oats,  soybeans,  sweet  corn,  wheat) 7829 

Nebraska;  Pawnee  County  (alfalfa  and  mix- 
tures of  brome  and  alfalfa,  corn,  grain 

sorghums,  oats,  wheat 7830 

Oregon:  Linn  County  (Austrian  winter  peas, 
barley,  oats,  common  rye  grass,  vetch, 

wheat) 7831 

Pennsylvania;  Lebanon  County  (barley,  corn, 

oats,  potatoes,  tobacco,  wheat) 7832 

Virginia;    Northumberland    County    (corn. 

soybeans,  tomatoes,  wheat) 7833 

Tobacco;  continuous  contracts  covering  1950  and 

succeeding  crop  years 5298,6675 

Wheat;  continuous  contracts  covering: 
1949  and  succeeding  crop  years: 
Application  for  insurance 433 


FEDERAL  CROP  INSURANCE  CORfOIATlON— Con.    P»»« 
Crop  Insurance  regulations — Continued 
Wheat;  continuous  contracts  covering — Continued 

1949  and  succeeding  crop  years — Continued 

Availability  of  insurance 433. 1393 

Commodity  coverage  jwllcy 1393 

1950  and  succeeding  crop  years 1*58 

AiHJllcatlon  for  insurance 6675.  7701 

Commodity  coverage  policy 4548, 

6303. 6675,  7641.  7701 

Monetary  coverage  policy 4648. 

5303. 6675.  7641.  7701 
Reduction  of  premliun  based  on  good  experi- 
ence      *548 

Organization,  functions  and  procedure;  revision  and 

redeslgnatlon 2954 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION: 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Insured  banks;  notices  of  calls  for  reports,  etc.: 
Annual  report  of  earnings : 
Mutual  savings  banks  (non-members  of  Federal 

Reserve  System),  Form  73 81 

State  banks  (except  banks  in  District  of  Columbia 

and  mutual  savings  banks) .  Form  73 81 

Condition,  report  of: 
Mutual  savings  banks  (non-members  of  Federal 

Reserve  System).  Form  64 81,  3968 

State  banks  (except  banks  in  District  of  Columbia 

and  mutual  savings  banks).  Form  64 80,  3968 

Deposits,  summary  of;  Form  89 6027 

FEDERAL  HOME  LOAN  BANK  SYSTEM.     See  Home 
Loan  Bank  Board. 

FEDERAL  HOUSING  ADMINISTRATION: 
Organization,  delegations  of  authority,  etc.: 
Authority,  delegations  of.  and  assignment  of  duties: 
Acting  Commissioner,  designation  of ;  named  ofB- 

clals 7205 

Citation  of  authority  (National  Housing  Act  and 

Reorganization  Plan  No.  3  of  1947 ) 7205 

Committees,  boards,  etc..  delegations  to: 

Actuarial  Advisory  Conmiittee 7209 

Compliance  Committee 7208 

Executive  Board "^208 

Finance  Committee 7209 

Personnel  Celling  Committee 5208.  7209 

Property    Maixagement    Expenditures    Com- 
mittee   7208 

Property  Sales  Committee 7208 

Named  positions,  specific  delegations  to 5207 

Administrative  services: 

Assistant  Commissioner 6207,  7206 

Deputy  Assistant  Commissioner 7206 

Assistant  Directors  (district.  State,  territorial)  _  7207 

Assistant  CJeneral  Counsel 7207 

Assistant  Zone  Commissioners 7207 

Budget  Division;  Director 6208,  7208 

Comptroller 7207 

Deputy  Comptroller 7207 

Directors  (district,  SUte.  territorial) 5207.  7207 

Executive  Assistants  to  Zone  Commissioners...  7207 
Field  operations;  certain  positions: 

Assistant   Commissioner 7205 

Deputy  Assistant  Commissioner 7205 

First  Assistant  Commissioner ■ 7205 

General  Counsel 7207 

Housing  renovation  and  modernization  (Na- 
tional Housing  Act,  Title  I) ;  certain  posi- 
tions : 

Assistant  Commissioner 7207 

Deputy  Assistant  Commissioner 7207 

Office  Management  Division;  certain  positions: 

Deputy  Director 7208 

'       Director  7208 

Personnel;  certain  positions: 

Deputy    Director "208 

Director  and  Assistant  Director...  6207.  5208.  7208 
Rental    housing    and   property   management: 
certain  positions: 

Assistant  Commissioner.. 6207,  7208 

Deputy  Assistant  Commissioner 7208 

Research  and  Statistics;  Director 7208 


FEDERAL  HOUSING  ADMINISTRATION— Continued    ^^^^ 
Organization,  delegations  of  authority,  etc. — Con. 
Authority,    delegations    of,    and    assignment    of 
duties — Continued 
Named  positions,  specific  delegations  to — Con. 

Service  Division;  Director 5208,  7208 

Underwriting;  certain  positions: 

Assistant   Commissioner "206 

Deputy  Assistant  Commissioner -     7206 

Zone  Commissioners 6207,  7207 

Organization  and  powers: 

Central  office  organization 2072 

Redesignation 232 

Field  organization: 
Location    and    Jurisdiction    of    various    field 
ofiBces: 

Alaska;  Juneau 6028 

California: 

Sacramento 2072 

San  Diego 233 

San  Francisco 5027 

Kansas;  Wichita 233 

Michigan : 

Flint 2072 

Grand   Rapids 232 

Pennsylvania;  Philadelphia 6027 

Texas;   Beaumont 2072 

Redeslgnatlon 232 

Powers;  redeslgnations 232 

Redesignation  of  chapter  and  parts  (correction) 61 

Regulations  and  notices: 
Debentures  of  designated  denominations  and  serial 
numbers;   call  for  partial  redemption  before 
maturity: 
2Vi  War  Housing  Insurance  Fund  Debentures, 

Series  H 5977 

2%  Housing  Insurance  Fund  Debentures.  Series  D.     5977 
Farm  mortgage  insurance ;  eliglblhty  requirements.    7580 
Mortgages,  eligible;  covenant  regarding  racial  re- 
strictions       7580 

Mortgagors,  eligible;  certificate  regarding  racial 

restrictions 7580 

Properties,  eligible;  racial  restrictions  on  prop- 
erty       7580 

General  provisions;  rental  housing  mortgage  insur- 
ance under  Title  vm  (military  housing  insur- 
ance)       5453 

Certification  by  Secretary  of  Defense 5454 

Authority,  delegation  by  Secretary  of  Defense 
to   Secretaries   of   Army,   Navy,   and   Air 
Force,  to  make  required  certification.    See 
main  heading  Defense  Department. 
Military  housing  Insurance: 

Eligibility  requirements 5263 

Mortgages,  eligible;  covenant  regarding  racial 

restrictions 7582 

Mortgagor,  certificate  of;  racial  restrictions. ..    7582 
Properties,  eligible;  compliance  with  zoning  re- 
strictions,  etc 7582 

General  provisions  respecting.    See  Genersd  pro- 
visions. 
Wghts  and  obligations  of  mortgagee  under  insur- 
ance contract 5267 

Multifamlly  and  group  rental  housing  insurance: 
See  also  War  housing  insurance. 
Eligibility    requirements   of   mortgage   covering 
multifamily  housing: 
Application  and  commitment;  information  for 

preliminary  examination 1083 

Mortgages,  eligible: 

Covermnt  regarding  racial  restrictions 7580 

Eligible  mortgages  in  Alaska 2253 

Mortgagors : 

Certificate  of;  racial  restrictions 7580 

Classification  of  eligible  mortgagors;   revi- 
sion  — 3280 

Properties,  eligibility: 

Development  of  property 7580 

Eligibility  of  property 977 

ICutual  mortgage  Insurance : 
Eligibility  requirements  of  mortgage  covering  one- 
to  four-family  dwellings: 

Covenant  regarding  racial  restrictions 7579,  7709 

Eligible  mortgages  in  Alaska 2263 

Fee  to  accompany  application 1846 

Properties,  eligible;  racial  restrictions  on  prop- 
erty  767» 
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FEDERAL  HOUSING  ADMINISTRATION— Continued    ^^^ 

Regulations  and  notices — Continued 
Mutual  mortgage  insurance — Continued 
Rights  and  obligations  of  mortgagee  under  insur- 
ance    contract;     premiums,     miscellaneous 

amendments 2916,  3280 

Property  Improvement  loans: 
Class  1  and  Class  2: 
^  Eligible  expenditures;  down  payment,  deletion.    2233 

Insurance  reserve: 
General  Insurance  reserve,  determination  of; 

change  of  date 4519,  5488.  6597 

Legal    limit,   determination   of;    change    of 

date__- —  4519,  5488,  6597 

Class  3: 
Insurance  reserve: 
General  insurance  reserve,  determination  of; 

change  of  date 4519.  5488.  6597 

Legal    limit,    determination    of;    change    of 

date 4519.  5488.  6597 

Loan  procedure;  progress  payments 2715 

Racial  restrictions  on  sale  or  occupancy  of  housing 
(covenants  in  mortgages,  etc..  respecting) ;  pro- 
visions affecting  various  types  of  mortgage  in- 
surance   7579-7582 

War  housing  insurance: 
One-  to  four-family  dwellings: 

Mortgage  covering;  regulations  respecting  eligi- 
bility requirements: 
Mortgages,  eligible ;  covenant  regarding  racial 

restrictions "^580 

Mortgagors,    eligible;    certificate    regarding 

racial  restrictions 7580 

Properties,    eligible;    racial    restrictions    on 

property 7580 

United  States  Government  housing,  sold;  eligi- 
bility requirements  of  mortgage  under  sec- 
tion 603  pursuant  to  section  610  of  National 
Housins  Act  in  connection  with: 
Mortgages,  eligible;  covenant  regarding  ra- 
cial restrictions 7580 

Mortgagors,    eligible;    certificate    regarding 

racial  restrictions 7581 

Properties,  eligible;  racial  restrictions 7581 

Bingle-family  project  loans;   eligibility  require- 
ments of  blanket  mortgage  covering  group  of 
single-family  dwellings: 
Mortgages,  eligible;  covenant  regarding  racial 

restrictions 7581 

Mortgagor,  certificate  of;  racial  restrictions 7581 

Properties,  eligible;  compliance  with  zoning  re- 
strictions, etc ; 7581 

War  rental  housing  insurance: 
Multlfamlly  rental  housing,  mortgage  covering; 
eligibility  requirements : 
Mortgages,  eligible: 

Covenant  regarding  racial  restrictions 7581 

Eligible  mortgages  in  Alaska 2253 

Mortgagors : 

Certificate  of;  racial  restrictions 7581 

Eligible  mortgagors  in  Alaska 2253 

Properties,  eligible: 

Compliance  with  zoning  restrictions,  etc 7581 

Eligibility  of  property 977 

Rights  and  obligations  of  mortgagee  under  insur- 
ance    contract;     premiums,     miscellaneous 

amendments 2915 

United  States  Goverrmient  housing,  sold;  eligibil- 
ity requirements  of  mortgage  under  section 
608  pursuant  to  section  610  of  National  Hous- 
ing Act  in  connection  with: 
Mortgages,  eligible;  covenant  regarding  racial 

restrictions 7581 

Mortgagor,  certificate  of;  racial  restrictions —    7581 
Yield  insurance: 

Eligibility   requirements;    project  eligibility  re- 
quirements — — 7582 

Rights  and  obligations  of  investor  under  insur- 
ance contract;  debentures: 
Conmilssloner's  right  to  acquire  project;  ef- 
fective time  of  Commissioner's  notice 181 

Investor's  right  to  convey  project;  effective  time 

of  investor's  notice 161 


See  Civil  Service  Commls- 
See  Employees'  Compen- 


FEDERAL  MANAGERS,   ADMINISTRATOR   OF   AT-     Page 
PAIRS  OF.  agency  of  Interstate  Commerce  Com- 
mission to  liquidate  affairs  of  Office  of  Defense 
Transportation;   Executive  order  respecting.    See 
Presidential  documents. 
FEDERAL  PERSONNEL: 
Civil  service  regulations. 

slon. 
Claims  for  compensation, 
sation  Bureau. 

FEDERAL  POWER  COMMISSION: 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule   B).     See   main 
heading  Civil  Service  Commission. 
Hearings,  etc.: 

Alabama  Power  Co 3167 

Alabama-Tennessee  Natural  Gas  Co 5696. 

6669.  6816,  7254 

Alaska  Metals  and  Power  Co 7549 

Allatoona  Power  Project 460 

Allegan,  City  of;  Mich 6240 

Allegany  Gas  Co -- 5725,6798 

Allentown-Betlilehem  Gas  Co 390, 

1718,  5331,  5493,  5885,  5976,  6759,  7748 

Amere  Gas  Utilities  Co 5476 

Amesbury  Electric  Light  Co 424 

Anderson  and  Co -. 449 

Anderson,  Fred  W 1309 

Archambault,  E.  F 5750 

Arentsen.  Harold  A , 5976 

Arizona  Edison  Co , 4914 

Arizona  Edison  Co..  Inc. 807,  2050,  2753,  2962 

Arkansas  Fuel  Oil  Co 2098 

Arkansas  Louisiana  Gas  Co 1902.2098.4791,5786 

Arkansas-Missouri  Power  Co 326.871,  1114 

Arkansas-Oklahoma  Gas  Co 2036.  2708.  3571 

Arkansas  Power  and  Light  Co 806.  871.  1114 

Arkansas  Valley  Electric  Cooperative  Corp 7205 

Ashmead.  C.  W.  and  Glen 7114 

Asmus,  Adelbert  J 6680 

Associated  Natural  Gas  Co 910 

Atlantic  aty  Electric  Co 3067,  3713 

Atlantic  Gulf  Gas  Co 550,  2618.  5476,  5695 

Atlantic  Seaboard  Corp 460.  1276. 

2931. 3876. 4734. 4832.  5070,  5247.  6027,  6669.  7204 

Ausfahl.  Robert  H.  and  Rowena  E_, 6240 

Austin  Pipe  Line  Co. _ 993 

Baltic  Operating  Co —  HI.  550 

Barney.  Austin  D 3571 

Bechen.  Eleanor 3167 

Billings  Gas  Co 4602.  5726.  6160 

Black  Hills  Power  and  Light  Co. 423.  1902.  6267,  7114 

Black  River  Electric  Cooperative 6413 

Blue  Ridge  Electric  Cooperative,  Inc 2151 

Bluefield  Gas  Co 5247.  5476 

Bolles,  Kenneth  J 2753 

Bonners  Ferry.  Village  of;  Idaho 6976 

Bonneville  Project.  Columbia  River,  Washington- 
Oregon 2650,  3571,  4992.  7627 

Boogard.  Andrew 2382 

Border  Pipe  Line  Co 1694 

Braddock  Light  and  Power  Co..  Inc..  3645.  4892.  5527.  6073 
Brazos  River  Conservation  and  Reclamation  Dis- 
trict     6680 

Breltenbush  Hot  Springs 4868 

Brooklyn  Borough  Gas  Co 199^ 

Brooklyn  Union  Gas  Co 1093. 1994.  2385,  6727.  7570 

Brown  Brothers  Harriman  and  Co 449 

Bruff.  Ethel  May  and  Portia  Belle 3454 

Buckner.  Harry  S 3067 

Bushati.  Ellas 461 

Cabot.  Godfrey  L.  Inc 6560 

Calhoun.  Eva  Lee 1504 

California  Electric  Power  Co 423, 

807.  844.  966.  2050.  4500.  4698.  6668.  6669 

California  Oregon  Power  Co 1718.  6028.  6999 

Caney  Electric  Co 5548.  7714 

Carolina  Power  and  Light  Co 966,  1417.  2514.  2650 

Carothers  and  Clark 449 

Central  Arizona  Light  and  Power  Co... 2050,  2962,  4602 

Central  Electric  and  Gas  Co 424 

Central  Gas  Works 3596 

Central  Hudson  Gas  and  Electric  Corp 4851, 

5404, 6727,  7321 
Central  Indiana  Gas  Co 5910 


FEDERAL  POWER  COMMISSION— Continued  ***«• 

Hearings,  etc. — Continued 

Central  Kentucky  Natural  Gas  Co -— "r^  v/,  .i 

3314,  3712.  4866,  6413 

Central  Maine  Power  Co 6999 

Central  Nebraska  Public  Power  and  Irrigation  Dis- 

trict 5750 

Central  New  York  Power  Corp 1621, 

1720,  5885. 7204.  7254.  7461 

Central  Power  and  Light  Co 460. 

689.  2182.  3167, 3791. 4866, 5612 

Chambers,  Leo  P 6680 

Chatham  Strait  Fish  Co_ 3067 

Chicago  District  Electric  Generating  Corp 1199. 4734 

Chicago  District  Pipeline  Co 3104.  3167.  4832.  4915 

Chisholm.  Arthur  W 6799 

Chubb.  Chester  N ir-rr:.  °°Ix 

Cincinnati  Gas  and  Electric  Co 2561.  3104.  6537 

Cincinnati  Gas  Transportation  Co 6413.  7748 

Cities   Service   Gas   Co 966. 

1222. 1417, 1621. 2362. 2515. 6910.  7019, 7238, 7431 

Citizens   Electric   Corp 2618 

Citizens  Gas  and  Coke  Utility 806, 1773 

Citizens  Heat,  Light  and  Power  Co 7114 

City  Gas  Co.  of  New  Jersey 910 

City  Gas  Co.  of  Phllllpsburg.  N.  J 5331 

Clark,  Frederick  Ambrose 449 

Clark.  Stephen  Carlton 449 

Cliff  Richmond  Lumber  Co 551 

Cobbwood,  Inc 1720,2386 

Cole.  Eugene  H 3145 

Cole.  Glancy  Warden 321 

Collins.  George  W _ —      461 

Colorado  Interstate  Gas  Co 2421. 

2932, 8250.  4733,  4891,  5528, 5750.  6184,  6239.  6798 

Colorado-Wyoming  Gas  Co 549,  966.  3268.  4017,  5527 

Columbia  Gas  System 1276 

Columbia  Gas  System.  Inc.. -  1719. 1720, 1938.  2770 

Columbus  and  Southern  Ohio  Electric  Co 1092 

Commonwealth  Natural  Gas  Corp 4891. 

4991.  5281.  5492.  5726,  6267.  6726 

Commonwealth  Public  Service  Corp 5247 

Community  Public  Service  Co 423,966.6778.7626 

Companla  Serviclos  Publlcos  Pomentos  de  Rey- 

nosa,  S.  A 5612 

Connecticut  Light  and  Power  Co j 1810 

Connecticut  Power  Co 1810,  3571 

Connecticut  River  Power  Co 461 

Conowingo  Power  Co 4992 

Consolidated  Edison  Co.  of  New  York,  Inc 1092. 

2385. 6727,  7570 
Consolidated  Gas  Electric  Light  and  Power  Co.  of 

Baltimore 1276. 3876 

Consolidated  Gas  Utilities  Corp 1222, 

1417,  2650.  5404.  5910.  6140.  6759,  6778,  7254 

Consimiers  Gas  Co 390, 

1718. 5404.  6493, 6885. 6976.  6759.  7748 

Cook.  Fred  W ^ 424 

Cooke  Light  and  Power  Co 327 

Cooper.  L  B 207.  7462 

Corbett.  Henry  L 150 

Corson,  Albert  S 4832 

Coxincll  Bluffs  Gas  Co 424 

County  Gas  Co 010, 1233.  2961,  3167.  3294 

Cresson  Electric  Light  Co 7276 

Crumb,  K.  B ^   5548 

Crystal  City  Gas  Co 6725,  6798 

Cumberland  and  Allegheny  Gas  Co__  8907,  4915,  5070.  5527 

Cunningham.  P.  W 4992 

Dalryland  Power  Cooperative 7205 

Dakotas  Electric  Cooperative.  Inc 1855.  2650 

Dayton  Power  and  Light  Co 6240 

Delhi  Oil  Corp 326.  1232 

Dern.  John.— 6073 

Duke  Power  Co 279.  549.  807 

Dull.  Amzl.  and  Son 6240 

Dunn,  Richard  R ^ 682,  1902 

Du  Pont  De  Nemours.  E.  I.,  and  Co 5821 

Durango  Natural  Gas  Co 1367 

Dyersburg.  Tenn..  Corp  of 890. 1718 

East  Coast  Electric  Co 7049,  7626 

East  Ohio  Gas  Co 2907.  6697 

East  Tennessee  Gas  Co 460.  1232.  1938 

East  Tennessee  Natural  Gas  Co 891.  550.  911. 1386 

1810.  2072.  2385,  2618,  4733,  5674,  6239,  7114 
©0000—60 14 
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3357.  3763 


Eastern  Kansas  UtUlties.  Inc 1199 

Eastern  Natural  Gas  Co 5281.  5492.  6267.  6726 

Eastern  Natural  Gas  Corp 7431 

Eastern  Pipe  Line  Co 1720. 2212. 3067. 3294 

El  Dorado  and  Placer  Counties,  Calif 1744 

Electric  Power  Co.  of  N.  J.,  Inc r-r-r„  ]„*„ 

El  Paso  Electric  Co 1308.  3823.  5232.  5528  5749 

El  Paso  Natural  Gas  Co— ^^^-iilo  '  l.H' 

1367.  1504.   1832.  2125.  2126,  2514.  2753.  3104. 

3267.  4523.  4602.  4791.  4914.  5527.  6335.  7604 

Empire  District  Electric  Co -" 671,  7812 

Empire  Gas  and  Fuel  Co Vnnl'^'iiio  ll\l 

Equitable  Gas  Co 1774,  2182. 2618 

Erie  Gas  Service  Co..  Inc 3145 

Escondido  Mutual  Water  Co 4734.  4991 

Fields.  Ernest  S 6185 

First  Iowa  Hydro -Electric  Cooperative 5976 

Florence  Natural  Gas  Co ^^     'aqoq 

Plorito  Power  CorP------^---------jj----g^--;^j«2^». 

Ford.  Henry,  and  Son.  Inc 1504 

Ford,  Lyles,  Tri-County  Power  Authority oiw 

Fort  Peck  Project.  Montana 1308, 1557,2362.3791 

Frankfort  Kentucky  Natural  Gas  Co 2421 

T*Vfl.5iPr  P&DCr    X/tfCi         —       —    — ——    »••  —  —  —  —  --  —  - -*^  —  —  - _  —  ^^ 

Fresno  Irrigation  District —  2651. 3210.  5726,  6999 

Gallltzln  Electric  Light  Co 7276 

Gallols,  Eliza  McM - — —    3167 

Gardner  Electric  Light  Co «7::-oZ«„  .qc2 

Georgia  Power  Co.-  606, 1143, 1504, 1810.  2651.  3969.  4866 
See  also  Allatoona  Power  Project. 

Georgia  Power  and  Light  Co 4929,  6492.  7114,  7489 

Gonzalez,  Jose  Barrera 2182.  3791 

Grand  River  Dam  Authority '  cc^? 

Grand  River  Gas  Transmission  Co 5577 

Graydon  Anthony  Lumber  Co 1720,  2386 

Green.  Gayle  R.  and  Ruby  M_ 6074 

Greenfield  Gas  Co..  Inc 3357 

Grove.  Emerson  M 1504 

Gulf  Oil  Corp 3713 

Gulf  States  Utilities  Co -r-zzr,  „^h 

264,  4964,  5070,  5749,  6049,  6560,  7114.  7296 

Gulfcoast  Northern  Gas  Co 4992 

Hagerstown  Gas  Co 1938.  2770,  4832 

Hall.  Lowell,  L ~ 1718 

Hall -Interstate  Mining  Co "6-J7 

Harbison,  H.  W 6240 

Harrisburg  Gas  Co 390, 

1718, 5331, 5493. 5885, 5976,  6759.  7748 

Hartford  Electric  Light  Co _ 1276. 1718.  3571 

Hastings  Electrical  Co -7276 

HasUngs  Gas  Co —       *24 

Heber  Light  and  Power  Plant 581 

Hengst.  E.  A 5548 

Hercules  Power  Co 5281 

Holly  Springs,  City  of;  Miss -—    2961 

Holyoke.  City  of;  Gas  and  Electric  Dept—  151.  1277,  3907 

Holyoke  Water  Power  Co 151.  1277,  3907,  4698,  5527 

Home  gas  Co.  1720.  2212,  3067,  3294.  4851,  5404.  6727,  7321 

Hook-Aston  Milling  Co 2125 

Hooper,  M.  C 4578 

Hope  Natural  Gas  Co 460,  1231.  6697 

Homback,  Marvin  E 3067 

Hudson  Valley  Gas  Corp 5404 

Hugoton  Production  €o .279.  390.  449 

Huntington  Development  and  Gas  Co 7748 

Hylton.  Hal  T —       150 

Idaho  Power  Co 1385,  1902.  2182,  2709,  5949,  6413,  6798 

Independent  Natural  Gas  Co 1027 

Indiana  Gas  and  Water  Co.,  Inc 911.  3357,  3763 

Indianapolis.  City  of;  Board  of  Directors  for  Utili- 
ties   1773,  2770 

Indianapolis,  City  of,  Ind.;  Department  of  Public 

Utilities 808 

Insurance  Co.  of  North  America 449 

Interstate  Light  and  Power  Co 279 

Interstate  Light  and  Power  Co.  (Del.) 4734 

Interstate  Light  and  Power  Co.  (Wis.)— 7430 

Interstate  Natural  G^s  Co..  Inc 2420, 

„478,  3595,  4578,  5786,  6492,  6537.  6697 
Investors  Trust  Co 449 


106 


ANNUAL  INDEX,  1949 


ANNUAL  INDEX,   1949 


Page 


FEDERAL  POWER  COMMISSION — Continued 
Hearings,  etc. — Continued 

Iowa  Electric  Co 6641,  6413.  6798 

Iowa-Illinois  Gas  and  Electric  Co 424 

Iroquois  Gas  Corp 3267,  4625,  5527 

Jackson  Hole  Light  and  Power  Co 993.  3571 

Jersey  Central  Power  and  Light  Co—  910,  3790,  4915.  6073 

Jones.  Chandler  W 1694 

Kansas  Gas  and  Electric  Co 6647,  7298 

Kansas-Nebraska  Natural  Gas  Co.,  Inc 1556, 

3294,  3712.  4866 

Kansas  Power  and  Light  Co 3968 

Keagy,  Walter  R— 4832 

Kellett.  Ernest  G 4866,  6680 

Kentucky  Electric  Power  Co 7504 

Kentucky  Utilities  Co 390, 

1718. 2421. 2600,  5492,  6159.  6669.  6798.  7504 

Kentucky  West  Virginia  Gas  Co 1308.  3571 

Ketchikan,  City  of;  Alaska.. 671,  871,  3454.  7549 

Keystone  Gas  Co..  Inc 1720 

King,  John  Dewey  and  Lesta  H 2125 

Kings  County  Lighting  Co 1994,  2385,  6727,  7570 

Knightstown  Natural  Gas  Co.,  Inc 3357 

Kohlhepp,  Charles  E 6630 

Lake  County  Gas  Co 4500,  5577 

Lake  Electric  Corp 1092 

Lake  Shore  Gas  Co 4500.  5577 

Lake  Shore  Fipe  Line  Co 4500 

Lancaster  County  Gas  Co 5070, 

5330.  5493.  5885.  5976,  6759.  7748 

Larrabee  Real  Estate  Co 424 

Lawrenceburg  Gas  Co 390, 1718 

Lebanon,  Village  of;  Ohio :. 2531 

Lebanon  Valley  Gas  Co 5331,  5404 

Lewis.  Frank  J 449 

Linoma  Power  Co 4733 

Lone  Star  Gas  Co 2560, 

3210.  3969,  5820,  6097,  6141.  6778 

Long  Bell  Lumber  Co 7019 

Los  Angeles.  City  of;  Water  and  Power  Dept 551 

Louisiana-Nevada  Transit  Co 1720, 

1902,  2386.  2600.  3166.  3295 

Louisiana  Power  and  Light  Co 6778.7626 

Louisville  Gas  and  Electric  Co _    3067, 

3357.  5492,  5821.  6726.  6798.  7139 

Louisville  Transmission  Corp 6726.7139 

Lower  Colorado  River  Authority 1810 

Lower  Valley  Power  and  Light.  Inc 6647 

Luessow.  Carl  H 7114 

Luz  y  Puerza  de  Reynosa,  S.  A A 460,  5612 

Madison  Utihties  Corp 390, 1718 

Magnolia  Petroleum  Co 3713.  4503 

Maine  Public  Service  Co 24.  25 

Manufacturers  Light  and  Heat  Co 1938, 

2680.  2770,  3907,  4832.  4915.   5070.  5330.  5331. 
5404.   5493.   5527.   5885.   5976.  6697.   6759,   7748 

Maryland  Counties  Gas  Co 7204 

McDevitt,  Vincent  P 4832 

McGlone.  M.  P „ 1902 

Memphis  Natural  Gas  Co 3595 

Mesabi  Pipe  Line  Co 312,  5548 

Miami  Power  Corp 1092 

Michigan  Consolidated  Gas  Co 993 

3692.  4992,  6680.  7366,  7692 

Michigan  Gas  and  Electric  Co 966 

Michigan  Gas  Storage  Co 135.  460 

Michigan-Wisconsin  Pipe  Line  Co 993. 

3692,  4992,  6680,  7366,  7692 

Miller,  Peter  E._ ___" 7114 

Miller,  Roy  P 1309 

Minneapolis  Gas  Light  Co 424 

Minnesota  Power  and  Light  Co 1832 

Minnesota  Valley  Natural  Gas  Co : 424 

Mississippi  River  Fuel  Corp 1902, 

3595.  5403,  5750,  6028.  6184 

Mississippi  Valley  Public  Service  Co 966 

Missouri-Kansas  Pipe  Line  Co 449 

Molybdenum  Corp.  of  America 2516 

Mondakota  Gas  Co 4963 

Montana-Dakota  Utilities  Co 1855, 

2650,  3596.  3824.  4810.  4930,  4963,  5527,  6537. 
6980.  7296.  7365.  7366.  7504. 

Montana  Power  Co 1309,2679.3454 

Montana-Wyoming  Gas  Pipe  Line  Co 3596. 

3824,  4930,  6980,  7366 


Page 


FEDERAL  POWER  COMMISSION — Continued 
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Montgomery,  Daniel  T - 6680 

Moon  Lake  Electric  Assn.,  Inc.— ^M9 

Moore,  C.  E— ^^*8 

Moose  Creek  Ranches.  Inc ^— ^^'j- 

Mt.  Baker  Ski  Club 207 

Mount  Morris  Gas  Co foQi-^Q^o  lln\ 

Mountain  Fuel  Supply  Co 1994.  29J2.  ^571 

Mountain  States  Power  Co —  1276.  ibHi.  18JJ 

Mullen,  Cliff Jon? 

Muncy,  Prudence.^ ;;oc"oa;o  LnAi. 

Nantahala  Power  and  Light  Co 785,  2049,  5749 

National  Fuel  Gas  Co ;«n"i^iQ  otnl 

National  Gas  and  Oil  Corp 390.  1718,  2907 

Natural  Gas  Distributing  Co..  Inc «-;;;„  ZTii 

Natural  Gas  Pipeline  Co.  of  America-  150, 1386,  3250,  4915 

Naybcrt.  Henry  F - J309 

Nebraska  Natural  Gas  Co -— if^« 

Nebraska  Public  Power  System  Power  Plant 2ibi 

New  England  Power  Co *6i.  i«^^ 

Newport  Electric  Corp ^27b.  7b^b 

New  York  Natural  Gas  Corp. v««V-=oo<r"^onA  nll\ 

New  York  Power  and  Light  Corp 2098.  5885.  7204.  7461 

New  York  and  Richmond  Gas  Co 'na^'inWa  oioV 

New  York  State  Natural  Gas  Corp. zJ°^-}nno   ioni 

2515,   2907,   5820,   5885.  6239,  6697.   6778.   7204 
Niagara  Falls  Power  Co 135,  1262 

Norris  City,  Village  of;  ni—- -,VoVV«oV-aQQ9'  iiill 

North  Central  Gas  Co 3692,  4625.  4992,  6798 

North  Middletown,  City  of;  Ky.-- ^^^^ 

Northeastern  Gas  Transmission  Co 6028.  bbyb 

Northern  Berkshire  Gas  Co :«;;o-;«o;-;V4'^   oim 

Northern  Natural  Gas  Co.  134.  424.  1093.  1621.  1744.  2151 
°  2362, 2709, 3511. 3571.  4578,  4992,  6680.  7188.  7812 

Northern  States  Power  Co -  1309.  4866.  7254 

Northern  States  Power  Co.  (Minn.) '*^" 

Northwest  Power  Supply  Co— ----     ^*l^ 

Northwestern  Public  Service  Co -^opo   j^^^ 

Oakdale  Irrigation  District— —  844,  486b 

O'Brien.  Joseph  Paul ----     JlBo 

Oconto  Electric  Cooperative. — —  ^aji.  o'"-* 

Ohio  Fuel  Gas  Co 1719.  2561,  2884. 

3453.   3478.   3876,   4832,   5492,   5493,  6073,   6240 


Ohio  Gas  Co- 
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Ohio  Power  Co .- 3104.  6537 

Okanogan  County,  Wash.;  Public  Utility  District 

No    1  of *°° 

Otter  Tail  Power  Co 1026.  1222.  1810.  2182.  7254 

Ottumwa,  City  of;  Iowa 327 

Pacific  Gas  and  Electric  Co rr/— „-,„«  ^ocJ. 

785,   1026,   1367,   1417.   1504,,  2125.  2126,  2514. 

2651,   3104,   3210.   4523.   5726.   6355.   6999.   7604 

Pacific  Power  and  Ught  Co —  925.  3067.  5548 

Painesville,  City  of;  Ohio 4500,  5577 

Panhandle  Eastern  Pipe  Une  Co.  279,  390.  449.  806.  2770, 

3357, 4018. 4851. 5750. 5910. 6981. 7188. 7548. 7626 

Pasadena,  City  of;  Calif ---     6074 

Pend  Oreille  Mines  and  Metals  Co 1773.  7504 

Pennsylvania  Electric  Co 7276 

Pennsylvania  Gas  Co 2562,  3314.  3383,  4578 

Pennsylvania  Power  and  Light  Co 3167 

Pennsylvania  Water  and  Power  Co 151.  1027 

Peoples  Gas  Light  and  Coke  Co— _ 3104 

Peoples  Natural  Gas  Co 2151.  2907,  6697 

Percival,  Edgar  F.  and  Ruth  R 6799 

Petersburg  and  Hopewell  Gas  Co 4891.  4892 

Philadelphia  Gas  Works  Co 390.  1718 

Piedmont  Natural  Gas  Corp.-  1994.  4991.  5492.  6267.  6726 

Pittsburgh,  City  of --  1308.  3571 

Pittsburgh  and  West  Virginia  Gas  Co 1308,  3571.  6798 

Placer  County,  California 1744,  2535 

Plumas-Sierra  Development  Co 6074 

Pollock,  Charles  R - —  207.  7462 

Portsmouth  Gas  Co 4891,  4892 

Potomac  Electric  Power  Co 3645,  4577,  4892,  5527 

Potomac  Gas  Co 1232,  1832,  2050,  2708,  3712 

Potomac  Transmission  Co 925 

Powers.  Phihp  H 1902 

Presque  Isle  County  Electric  Cooperative  Assn 671 

Prince  Georges  Gas  Corp 3712 

Public  Power  and  Water  Corp 7861 

Public  Service  Co 6184 

Public  Service  Co.  of  New  Hampshire 2362,  2680 

Public  Service  Electric  and  Gas  Co— •_ 911,  3596 

Puget  Sound  Power  and  Light  Co 3295, 7114 


FEDERAL  POWER   COMMISSION— Continued  P«8e 

Hearings,  etc. — Continued 

Red  Bluff  Water  Power  Control  District 2753 

Red  River  Gas  Co 1832 

Revere  Natural  Gas  Co 910 

Roanoke  Gas  Co *893 

Roanoke  Pipe  Line  Co 5527,  7238 

Roanoke  River  Basin,  development  plan 1387 

Roanoke  River  Power  Co 1417,  2514 

Rockland  Electric  Co 1658 

Rockland  Light  and  Power  Co -  4832.  7296 

Ro.se  W   J       2515.5548 

Rossiyn  Gas  Co 1232.2050.2708.3712 

Russell,  Frederick  W 4832 

Sacramento   Corp 4602 

Sacramento  Municipal  Utility  District 151 

St.  Croix  Power  Co 279 

St.  Francis  Electric  Generating  Co 326.  871, 1114 

San  Diego  Gas  and  Electric  Co 192,  2422.  3067.  6727 

San  Gorgonio  Electric  Corp 4500.  6668,  6669 

San  Joaquin  Irrigation  District 4866 

San  Juan  Pipe  Line  Co 785,  2514.  3104,  4523.  6335 

San  Pedro  Natural  Gas  Service 3267 

Santee-Cooper  project 7714 

Scanavino,  Joe 1199 

Seattle.  City  of;  Wash 1718.  3295.  5750.  5976.  6537 

Secretaria  de  Recursos  Hidraulicos  de  Mexico 6.  4E66 

Servicios  Electricos  de  Piedras  Negras,  S.  A 689.  3167 

Severin.  Robert  R 150 

Shell  Oil  Co.,  Inc 5404 

Sherrard  Power  System 1658 

Sho-Me  Power  Corp 5548 

Sierra  Pacific  Power  Co — —  5247,  5750 

Simsbury  Electric  Co 1276 

Smith.  Alfred  W 2680 

Smith,  Jesse  I. 2618 

Snohomish  County.  Washington;  Public  Utility  Dis- 
trict No.  1 1092 

South  Carolina  Electric  and  Gas  Co 4992,  5976,  7188 

South  Carolina  Power  Co 1143,1810,7188 

South  Carolina  Public  Service  Authority 2362, 

2561.3210.  6074,  7714 

South  Jersey  Gas  Co 911.6028,6647.7049 

South  Jersey  Power  and  Light  Co 3067,  3713 

South  Penn  Power  Co 279 

South  San  Joaquin  Irrigation  District 844 

Southern  California  Edison  Co 370, 

844, 1504,  3067.  3167.  3791.  6240.  7139 

Southern  California  Gas  Co 7604 

Southern  Counties  Gas  Co.  of  California 2422. 

3067,  6727,  7169,  7604 

Southern  Natural  Gas  Co 264. 

550, 720, 2618, 3595.  3645,  4930,  5527,  5695.  6185 

Southern  Union  Gas  Co 101,  582,  1387, 1854.  2098 

Southern  Utah  Power  Co 424 

Southern  Utilities 4914 

Southwestern  Development  Co 1832 

Southwestern  Power  Administration 1199.  4577 

Spencer.  Cordelia  Schrode 2125 

Stamina  Mining  and  Milling  Co 6799 

Stanolind  Pipe  Line  Co 7019 

Stimpson,  Charles  R 5786 

Strunk,  Allen  C 7254 

Suffolk  Gas  Co 4891.  4892 

Sullivan,  Catherine 424 

Summit  Gas  and  Water  Co.,  Inc 3357,  3763 

Symons,  William.  Jr 5976 

Tacoma.  City  of ;  Wash 1232,  3454.  4523,  6074 

Tellurlde  Power  Co 671.  2600.  3969 

Tennessee  Gas  Transmission  Co 44.  81, 

111.  207.  353,  460,  550.  671.  806,  911,  1092,  1231. 
1232.  1386,  1810,  2036.  2072.  2245,  2385,  2421, 
2515,  2561,  2600,  2618,  2961,  3145,  3383,  3571, 
3692,  3712,  4017,  4018.  4866.  4930.  4931.  5348. 
5527,  5726,  6119,  6141,  6160,  6240,  6267.  6560. 
6613.  6696,  6726,  6957,  7114.  7254.   7504.  7813 

Tennessee  Gas  Transportation  Co 1938 

Tennessee  Natural  Gas  Lines,  Inc 460.  1232, 1938,  2618 

Texas  Eastern  Transmission  Corp 390,  860,  910. 

1026.  1233,  1718,  1719,  1773.  1774.  2182.  2650. 
2770.  2907,  3267,  3596,  3790,  4733,  5070,  5330, 
5821.  5885,  5976,  6759,  7139.  7626.  7627.  7748 
Texas  Gas  Transmission  Corp.  806.  911.  1658.  1718.  3357, 
3595,  4733,  4963.  5527,  7297.  7626.  7812,  7943 
Jexas  Gulf  Sulphur  Co.  anc.) 6537 
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FEDERAL  POWER   COMMISSION — Continued 
Hearings,  etc.— Continued 

Texas  Illinois  Natural  Gas  Pipeline  Co 4915.  7626 

Tillotson,  Olive  Blanche 7205 

Toledo  Edison  Co 6981 

Trans-Continental  Gas  Pipe  Line  Co..  Inc 4866 

Transcontinental  Gas  Pipeline  Corp 1994, 

4866,  4892,  6028,  6696.  7049 

Triplett  Estate 1873 

Trotter,  Herbert 1873.  2753 

Trunkline  Gas  Supply  Co 312. 

925,  949.  1071.  1694,  2361,  7188,  7296.  7548 

Tuttle.  Charles  P 6240 

Uganik  Fisheries.  Inc 6958 

Uintah  Power  and  Light  Co 5696 

Union  Gas  System.  Inc 7678 

United  Fuel  Gas  Co 2515. 

2561,  3066,  3571.  5726,  7296,  7743 

United  Ga-s  Corp 4500 

United  Gas  Improvement  Co 5331.5434 

United  Gas  Pipe  Line  Co 670, 

1773,  2361.  2560,  3791,  4500,  5403.  5476.  5695, 
6049.  6097.  6159.  6185,  6296.  6614.  6669.  68(31. 
7019.   7114.   7461.   7504,    7570,   7604,    7605.   7861 

United  Natural  Gas  Co 353.  807, 

911.  1556.  2072.  2125.  2514,  2932,  3166,  3267. 
3383.   3803.   4810.   4892,   4929.    5527.   5548.    56J6 

Utah  Power  and  Ught  Co 606.  3167.  6074 

Van  Allen.  F.  H 2125 

Virginia  Electric  and  Power  Co 1387. 1417.  1773, 

1873,   2514.   2753,  4891,   4892.   5281.   7049.   7626 

Virginia  Gas  Transmission  Corp 460,  1276.  4891.  4892, 

4893,   5281.   5492.   5726,   6267,   6726.   6817.   7238 

Virginia  Natural  Gas  Co 4892,  4991,  5492.  6267.  6726 

Wachusett  Electric  Co 134 

Walthall  Natural  Gas  Co --     3791 

Warfield  Natural  Gas  Co 7748 

Washington  Gas  Light  Co 1232.  3712.  7204 

Washington  Gas  Light  Co.  of  Maryland,  Inc 7204 

Washington  Water  Power  Co 150 

Water  Project  Authority 2516 

Waynesboro  Gas  Co 872,  2680 

West  Maryland  Power  Co 1504 

West  Penn  Power  Co 7678 

West  Texas  Gas  Co 1832,  2212,  2618.  7297 

West  Texas  Utilities  Co -..     4733 

Western  Colorado  Power  Co 551.  5976 

Western  Kentucky  Gas  Co 2600.  2961 

Western  Machinery  Co 2618 

Wheeling  Electric  Co Z 2515 

Williams,  Floyd  C 7254 

Willmut  Gas  and  Oil  Co - —     6049 

Wisconsin  Electric  Power  Co 2513 

Wisconsin  Michigan  Power  Co 135, 

2513.  C067,  3210.  4992,  6074 

Wisconsin  Power  and  Light  Co 7431 

Wisconsin  Public  Service  Corp 135,  581,  871,  1902 

Wisconsin  River  Power  Co 5749 

Wisconsin  Southern  Gas  Co 550, 1386, 1902 

Woodstock  Electric  Light  and  Power  Co 1873 

Worcester  Surburban  Electric  Co 1309 

Young,  F.  J 1199 

Zenith  Gas  System,  Inc 7678 

Information,  statistical,  requested  by  certain  inter- 
govermental  organizations,  collection  of;  Execu- 
tive    order     respyecting.       See     main     heading 
Presidential  documents. 
Power  projects;  approval  of  rates  for  sale  of  power, 
development,  etc.: 
Allatoona    Power    Project,    Georgia;     rates    and 
charges  for  sale  of  electric  power  and  energy_- 
Roanoke  River  Basin.  North  Carolina,  development 
of;  opposition  by  Interior  Department  to  plan 

for 

Public  lands  reserved  for  power  sites,  etc. ;  orders  for 
restoration  of,  under  Federal  Power  Act.     See 
main  heading  Land  Management  Bureau. 
Rules  and  regulations: 
Federal  Power  Act: 
Forms : 

Balance    sheet **95,  4668 

Classifications  of  utility  plant  and  reserves  ap- 
plicable to  utility  plant 4495.  4638 

Comparative  income  statement 4495.  466d 
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FEDERAL  POWER  COMMISSION— Continued  ^^^ 
Rules  and  regulations — Continued 
Federal  Power  Act — Continued 
Regulations: 
Application  for  sale,  lease,  or  other  disposition, 
merger  or  consolidation  of  facilities,  or  for 
purchase   or   acquisition   of   securities  of 
public  utility;  contents  of  application. _  4495,  4668 
Interconnection     of     facilities,     emergencies, 
form  and  style,  number  of  copies  of  ap- 
plications   (correction) 1101 

Statements  and  reports  (schedules) : 

Annual    financial    and    statistical    report    for 
Class  C  electric  utilities  and  licensees;  FPC 

Form  No.  1-A 6137.7248 

Form  No.  1-B.  annual  report  for  electric  utili- 
ties   and    licensees.    Class    D    (privately 

owned) 6137,  7248 

Form  No.  1-C,  annual  report  for  electric  utili- 
ties   and    licensees.    Class    D    (privately 

owned) 6137,  7248 

General  rule,  general  policy  and  interpretations; 
definition  of  term  "facilities,"  as  used  in  section 

7  (c)  of  Natural  Gas  Act 681 

Natural  Gas  Act: 
Approved  forms;  statements  and  reports  (sched- 
ules)  5609,  6137.  7428 

Facilities;  definition  of  term.    See  General  rules, 

above. 
Regulations;  applications  for  certificates  of  pub- 
lic convenience  and  necessity  under  section 

7 681.  682 

Applications 682 

Exemption  from  requirements  of  section  7  (c) 

of  certain  temporary  acts  or  operations 682 

FEDERAL  REGISTER,  ADMINISTRATIVE  COMMITTEE 
OF: 

Functions  of.  transferred  to  General  Services  Admin- 
istration by  Federal  Property  and  Administrative 
Services  Act;  administration  of.  See  main  head- 
ing General  Services  Administration. 

Redesignation  of 3693 

FEDERAL   RESERVE    SYSTEM,    BOARD    OF    GOVER- 
NORS: 

Banks.  Federal  Reserve,  functions  of,  in  various  pro- 
grams : 
Agencies,  ofBcial,  for  various  securities;  authoriza- 
tions : 
Blocked  securities:  Federal  Reserve  Bank  of  New 
York,    agent    for    Office    of    Allen    Property 
under  Executive  Orders  8389  and  9189: 
Duties  with  respect  to  blocked  securities  de- 
livered  to   Bank;    regulations   respecting. 
See  main  heading  Alien  Property,  Office  of. 

Termination  of  agency  as  of  May  31.  1949 2851 

Federal   farm   loan   bonds,   certain.     See   main 

heading  Farm  Credit  Adrhlnlstration. 
Treasury  Savings   Notes,  Scries  D.     See   main 
heading  Treasury  Department. 
Employment  taxes  withheld,  depositaries  of ;  regula- 
tions respecting.    See  main  headings  Internal 
Revenue  Bureau,  and  Treasury  Department. 
Procurement  by  countries  participating  in  program 
of  Economic  Cooperation  Administration;  re- 
sponsibility in  connection  with  financing  of. 
See  main  heading  Economic  Cooperation  Ad- 
ministration. 
Information,  statistical,  requested  by  certain  Inter- 
governmental     organizations,      collection      of; 
Executive  order  respecting.     See  main  heading 
Presidential  documents. 
International  Monetary  Fund,  collection  of  informa- 
tion (respecting  gold  holdings,  foreign  currency 
claims  on  and  liabilities  to  foreigners  of  banks, 
corporations,  etc..  in  United  States)  for  reporting 
to;  regulations  of  Office  of  International  Finance. 
Treasury  Department.    See  main  heading  Treas- 
ury Department. 
Organization;  central  organizat.lon : 

Bank  Operations,  Division  of ■. 2771 

Legal  Division 2771 

Solicitor.  Office  of 2771 


FEDERAL    RESERVE    SYSTEM,    BOARD    OF    GOVER-    P^ge 
NORS — Continued 
Regulations : 

Advances  to  member  banks.    See  Discounts  for  and 

advances  to  member  banks. 
Consumer  instalment  credit: 

Expiration  of  part 3742 

Interpretations: 
Automobiles: 

Automobile  appraisal  guides 750 

Demonstrator  automobile,  sale  of 1247 

Dual  purpose  passenger  automobiles 1343 

Cleaners  (suction) 454 

Deliveries  in  anticipation  of  sales 455 

Groups  of  articles.    See  Sets. 

Interest  payments,  reduction  of 454 

"Lay-away"  plans 2011 

Replacement  (of  irreparably  damaged  article)  _      455 

Resale  (of  repossessed  article) 750 

Sets  and  groups  of  articles 455 

Provisions  amended  (or  affected  by  interpreta- 
tions) : 
Certain  technical  provisions: 
Delivery  of  listed  article  in  anticipation  of 

instalment  sale 455 

"Lay-away"  plans 2011 

Sets  and  groups  of  articles: 

Furniture,  groups  of  'open  stock" 455 

Vacuum  cleaners,  combination  price 455 

Exempt  credits: 

Definitions;  cash  price 455 

Real  estate  and  home  Improvement  loans; 

certain  residential  units 1031 

Instalment  loans;  general  rules  respecting  pro- 
hibitions   against    loans    to    make    down 

payment 455 

Loans.     See  Instalment  loans. 
Renewals,  revisions  and  additions: 
Bona  fide  collection  effort;  serviceman's  pre- 

Induction  debt  (repossession,  etc.) 750 

General  requirements;  revision  of  loan 454 

Supplement: 
Automobiles,  calculation  of  down  payments 

for 750. 1247 

Listed  articles: 

Cash  price.  SIOO... 2059 

Minimum  down  payments  and  maximum 

loan  values 1031,1343.2059 

Maturities,  maximum 1031.2059 

Refinancing    pursuant    to    "Statement    of 

Changed   Conditions" 1031.2059 

Credit  by  brokers,  dealers  and  members  of  national 
securities  exchanges: 
Certain  technical  details ;  subscriptions,  deletion.     2659 
General  accounts: 

Margin  required  for  short  sales  (supplementary 

provision) 1515 

Maximum  loan  value   (supplementary  provi- 
sion)       1515 

Withdrawals  (general  rule) 2083 

International  Bank  securities;  exempted  securi- 
ties (interpretation) 5505 

Margin.    See  General  accounts,  and  Transactions 

in  undermargin  accounts. 
New  York  Stock  Exchange,  designation  of,  for 
purposes  of  specialists'  transactions  (inter- 
pretation)       4665 

Special  accounts: 

Special  cash  account 2083,  4664 

Special  subscriptions  account 2659 

Specialists  account 4664 

Specialists  in  securities:  accounts,  etc 4664.  4665 

Transactions  In  undermargined  general  accounts, 
interpretation    respecting   withdrawals   and 

substitutions  of  securities 4857 

Supersedure  of  former  interpretation 4857 

Dealers  in  securities,  specifically  authorized  (spe- 
cialists).    See  Credit  by  brokers,  dealers  and 
members  of  national  securities  exchanges,  and 
Loans  by  banks  for  purpose  of  purchasing  or 
carrying  registered  stocks. 
Discounts  for  and  advances  to  member  banks  by 
Federal  Reserve  banks: 
Advances  on  eligible  paper  (Commodity  Credit 
Corporation   certificates   of  interest,   notes, 
etc.) ___ 884 


FEDERAL    RESERVE    SYSTEM,    BOARD    OF    GOVER-    Page 
NORS— Continued 

Regulations — Continued 

Discounts  for  and  advances  to  member  banks  by 
Federal  Reserve  banks — Continued 
Discount  of  notes,  etc. ;  determination  of  eligibility 
(loan  program  of  Commodity  Credit  Corpo- 
ration)        884 

Instalment  credit,  consumer.    See  Consumer  Instal- 
ment credit. 
Interest  on  deposits,  payment  of;  time  deposit  of 
trust  funds  in  member  bank's  own  banking 

department  (Interpretation) 7727 

Loans  by  banks  for  purpose  of  purchasing  or  carry- 
ing registered  stocks ;  maximum  loan  values  of 
securities  < margin  requirements)  : 
New  York  Stock  Exchange,  designation  of,  for 
purposes  of  specialists'  transactions  (inter- 
pretation)      4665 

Securities  acquired  through  exercise  of  subscrip- 
tion rights,  miscellaneous  provision  Increas- 
ing loan  value  to  75  percent  of  market  value, 

etc 2659 

Specialists;   maximum  loan  value  of  stock  for 

transactions  of,  on  designated  exchanges 4665 

Stocks,  maximum  loan  value  (50  percent  of  cur- 
rent market  value) 1516 

Withdrawals  or  substitution  of  collateral  In  rela- 
tion to  maximum  loan  value  In  undermar- 
gined accounts  (general  rule) 2084 

Margin  requirement^;  provisions  applicable  to.    See 
Credit  by  brokers,  dealers  and  members  of  na- 
tional securities  exchanges,  and  Loans  by  banks 
for  purpose  of  purchasing  or  carrying  regis- 
tered stocks. 
Re.serves  of  member  banks;  deposits: 
Reserve  balance  deposits  In  district  Federal  Re- 
serve   bank    (supplementary    changes    pre- 
scribed for) 2231,  3742,  5005 

Time  deposit  of  trust  funds  In  member  bank's  own 

banking  department  (Interpretation) 7727 

Specialists  in  securities.     See  Credit  by  brokers, 
dealers  and  members  of  national  securities  ex- 
changes, and  Loans  by  banks  for  purpose  of 
purchasing  or  carrying  registered  stocks. 
Trust  powers  of  national  banks: 
Common  Trust  Funds  for  general  Investment; 
limitations  respecting  readily  marketable  se- 
curities   (footnote) 2785 

Distribution  of  accrued  income  of  common  trust 

funds;  advances  for  (interpretation) 3392 

FEDERAL  SAVINGS  AND  LOAN  ASSOCIATIONS.  See 
Home  Loan  Bank  Board. 

FEDERAL  SAVINGS  AND  LOAN  INSURANCE  CORPO- 
RATION.   See  Home  Loan  Bank  Board. 

FEDERAL  SAVINGS  AND  LOAN  SYSTEM.  See  Home 
Loan  Bank  Board. 

FEDERAL  SECURITY  AGENCY: 

See  Education,  Office  of. 

Employees'  Compensation  Bureau. 
Food  and  Drug  Administration. 
Freedmen's  Hospital. 
Public  Health  Service. 
St.  Elizabeths  Hospital. 
Social  Security  Administration. 
Vocational  Rehabilitation,  Office  of. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Organization    and    delegations    of    final    authority; 
Field  Service  Division: 
Director;  duties  In  connection  with  disposal  of  sur- 
plus property 5853 

Property  Utilization  Branch,  establishment  of 5853 

Regulations  and  notices: 
Damage  to  personal  belongings  of  certain  officers 
and  employees  by  patients  of  Public  Health 
Service  or  Saint  Elizabeths  Hospital.  See  Re- 
imbursement for  damage. 
General  administration;  availability  of  final  opin- 
ions, orders  and  official  records  (correction  of 
prior  document) 1795 


FEDERAL  SECURITY  AGENCY— Continued  P»8« 
Regulations  and  notices — Continued 
Reimbursement  for  damage  to  or  destruction  of 
personal  belongings  of  officers  and  employees 
of  Public  Health  Service,  Saint  Elizabeths  Hos- 
pital, etc.  (application,  amount,  procedure,  re- 
view, etc.) 3815 

Surplus  property,  real  and  p>ersonal,  disposal  of: 
Determination  and  recommendations  of  Adminis- 
trator for  assignment  of  property  usable  for 
educational  or  public  health  purposes;  tem- 
porary regulations  of  General  Services  Ad- 
ministration  5727. '3729 

Duties  of  Director,  Field  Service  Division,  respect- 
ing.    See  Organization  and  delegations  of 
final  authority,  above. 
Use   of,   for   designated   purposes;   directive   of 
Administrator  respecting : 
See  also  Organization  and  delegations  of  final 

authority. 
Educational  purposes;   functions  of  Coomiis- 

sioner  of  Education 5858 

Public  health,  protection  of,  including  research; 

Surgeon  General 585S 

FEDERAL  SUPPLY  SERVICE  (formerly  Federal  Supply 
Bureau): 

Authority,  delegation  of.  to  field  offices  and  various 
officials  by  General  Services  Administrator  re- 
specting various  matters: 
Contracting  officers,  authority  to  negotiate  contracts 
for  services  in  connection  with  stockpiling  of 

strategic  and  critical  materials 6981 

Director,  and  previously  authorized  officials  or  em- 
ployees in  Washington  office;  authority  with 
respect  to  planning,  development  and  adminis- 
tration of  federal  supply  programs 7569.  7678 

Field  offices  and  officials;  continuance  in  effect  of 

previously  delegated  authority 7569 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).     See    main 
heading  Civil  Service  Commi.ssion. 
Contracts  for  services  in  connection  with  stockpiling 
of  strategic  and  critical  materials;  authority  re- 
specting.   See  Authority,  delegation  of. 
Excess  personal  prop>erty,  reporting  of  by  executive 
agencies;  General  Services  Administration  regu- 
lations respecting.     See  main  heading  General 
Services  Administration. 
Functions,   personnel,   etc.,   transferred   to  General 
Services  Administration  by  Federal  Property  and 
Administrative  Services  Act.  administration  of. 
See  main  heading  General  Services  Administra- 
tion. 
Organization : 

Central   organization 2812 

Delegations  of  final  authority 2812 

Field  organization 2812 

Final  opinions  or  orders  and  rules 2812 

Foreign  organization 2812 

Official  records 2812 

Public  Information,  submittals  and  requests 2812 

Procurement    authority;    reissuance    of    regulations 
governing    operation    of    Bureau,    approved    by 

President  April  12,  1935  and  June  10,  1939 227 

Stockpiling  of  strategic  and  critical  materials: 
Contracts  for  services  In  connection  with ;  authority 

respecting.    See  Authority,  delegation  of. 
Functions  of  Federal  Supply  Service  respecting.    See 
main  heading  War  Assets  Administration. 

FEDERAL  TRADE  COMMISSION: 
Digest  of  cease  and  desist  orders: 
Cease  and  desist  orders  and/or  dismissals  of  com- 
plaints; various  firms: 

Allied  Radio  Corp 7427 

American  Bobbin  Co 2164 

American  Shuttle  Manufacturers'  A.ssn 2790 

A.  N.  S.  Sales,  Inc__ 1214 

Armstrong,  R.  K 59 

Associated  Trade  Press,  Inc 5187 

Atkinson.  Edward  F 2790 

Banner  Mfg.  Co , 5005 

Banner  Manufacturing  Co..  Inc 5043 

Baum.  Edward 7515 

Becker,  Allan  S 5239 

Becker  Medicine  Co 2623 
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FEDERAL  TRADE  COMMISSION— Continued  ^*e* 
Digest  of  cease  and  desist  orders — Continued 
Cease  and  desist  orders  and /or  dismissals  of  com- 
plaints; various  firms — Continued 

Bernard's  of  California 7157 

Besosa,  A.  E..  Co 2623 

Besosa,  Adolfo  Enrique 2623 

Billington.  Jas.  H.,  Co 2164,  2790 

Blakeslee.  G.  S..  and  Co 657.  7371 

Bobbin  Manufacturers  Assn 2164 

Bourassa,    William 2164 

Bowen,  Ernest  M 2164 

Bowen-Hunter  Bobbin  Co 2164 

Bristol-Myers  Co 7483 

Brown.  David,  Co 2164.  2790 

Brown,  George  G.,  Sr 2164 

Carter  Products,  Inc 5186 

Cohn,  Milton 5005 

Columbia  Appliance  Corp 655 

Compton,  Hazel  C.  James  R..  and  John  W 5187 

Concrete  Materials  Corp 7373 

Cook.  C.  Lee,  MIg.  Co 6516 

Cooper  Corp 2715 

Cooper  Tire  and  Rubber  Co 2715 

Courtney.  Dana  S..  Co 2164 

Davis,  Paul 1214 

Detroit  Rex  Products  Co 657 

DuPont  de  Nemours.  E.  I.,  and  Co -  658.  7372 

Encyclopedia  Educational  Service 1172 

Evanston  Laboratories,  Inc 3702 

Federal  Chemical  Mfg.  Co 2231 

Pehlden,  Saul 2231 

Feldman,  George 5216 

Rex-O-Glass  Mfg.  Co 1082 

Forrest,  Ruth  Burchlll 2790 

Cache,  Arthur  A.  and  Morton 1172 

Gershon,  Abraham  L.  and  Sadye 5216 

Glo-Sheen  Flowers 7157 

Glo-Sheen's  Flowers  Co 7157 

Glowllght  Co 7157 

Gold  Seal  Manufacturing  Co 5043 

Gottscho.  Adolph,  Inc 5971 

Gott.scho.  Adolph,  Ira  8.,  and  Ray 5971 

Greenglass,   Hyman 4858 

Greenglass  Sales  Co 4858 

Greenwood,   Irving 1172 

Gulf  and  West  Indies  Co..  Inc 5005 

H.  and  P.  Spool  and  Bobbin  Co 2164 

Hall,  Abram  T.,  John,  and  Mrs.  Vaughn  S 2790 

Hall,  L  A.,  and  Co ^_- 2790 

Hambleton,  George  M.  and  Winston  P 2164 

Harris,  A.  J.,  and  Co 4748 

Harris.  Alfred  J-- __ 4748 

Hitter,  Murray  R 1214 

Holland,  Bert  T..  Jr__ __ 2164 

Hunter.  Harry  G 2164 

Inter-Communlcation  System  of  America ,  Inc 60 

Iverson,  Roy 3702 

J.  and  M.  Sales  Co 4788 

Katz.  Joe 4788 

Kohn,  Julius  W _ 7157 

Kreider.  A.  S..  Shoe  Co 4749 

Krengel  Manufacturing  Co.,  Inc 5216 

Levin,  Emll __ :. 3702 

Lewis,   Alex 4848 

Loc  Products 4848 

Lowell  Shuttle  Co _ __  2164,  2790 

Maltz.  Marshall--- - 4788 

McGeough.  William  J__ 2164 

Mega-Ear-Phone 7515 

Meyer,  Joseph,  Milton,  and  Nathan 60 

Morehead.  Albert  H— 2790 

National  Laboratories  Co 5043 

National  Products  Outlet.  Inc 1324 

Natural  Casing  Institute.  Inc 5239 

Nature's  Wonder 7157 

New  Bedford  Shuttle  Co ,_  2790 

New  England  Bobbin  and  Shuttle  Co 2164 

Ncwcomb  Dr.  F.  A 2713 

OfTenhenden,  Herman 4848 

Oppenheimer  Casing  Co..  Inc 5239 

Pacific  Grape  Products  Co 6989 

Package  Advertising  Co 7729 

Pardon  Cross  Co 7157 

Parker.  Walter  L..  Bobbin  and  Spool  Co 2164 

Passmore,  Robert  E . — *.„.•  1214 


FEDERAL  TRADE  COMMISSION— Continued  '•«ee 
Digest  of  cease  and  desist  orders — Continued 
Cease  and  desist  orders  and  or  dismissals  of  com- 
plaints; various  firms — Continued 

Pavla  Shuttle  Co - 2790 

Pedlar  and  Ryan.  Inc 7483 

Penn  Reed  and  Harness  Co 2790 

Presba.  Bert  S.  and  Will  B. 1082 

Presba,  Fellers  and  Presba.  Inc 1082 

Profit  Manufacturing  Co 4858 

Rasmussen.  Aleck 5989 

Religious  House 7157 

Rlnnman.  Vesta  N _ - 1082 

Ritter  Bros.,  Ir.c 2831 

Roe,  Sarah  A —  2790 

Silver.  Charles _ _ __ —  5239 

Silver.  Charles,  and  Co - —  5239 

Slane.  Merle 3702 

Small  and  Seiffer.  Inc 5186 

Smith,  Marquis  M _- 1082 

Smith  Storage  Co..  Inc _ 4748 

Solomon.  B.  R - 5239 

Steel  Heddle  Mfg.  Co 2790 

Storms,  Annie  L „ 2790 

Sweet,  Lloyd  W 2164 

Taylor.  Henry  J __ - 7729 

Trlplett,  Stanley  P. _ 5989 

Tru-Health  Garments  Corp 3701 

U.  S.  Bobbin  and  Shuttle  Co. 2164,  2790 

Vermont  Spool  and  Bobbin  Co --  2164 

Wain,  Maxwell— 3181 

Wain's  Laboratory,  Inc 3181 

Walder.  Jacob,  Co 2790 

Walsh  Refractories  Corp 5216 

Warburton,  James  and  Mary  S 2790 

Ward.  Matthew  E -.  2164 

Warp  Bros.„ __ —  1082 

Warp.  Harold-- 1082 

Waterman.  Dorothea  and  Max  B 7157 

Waterman.  M.  B..  and  Co _ 7156.  7157 

Watson-Williams  Mfg.  Co 2790 

Wertheimer.  Albert— _ _ 1214 

Winkler,  Jack  and  Jules 5972 

Winkler.  Joseph,  and  Co ._.  5972 

Witol.   Inc 1324 

Witol.    William _ 1324 

Witol.  William,  and  Co 1324 

Young  and  Rubicam.  Inc 7483 

Zeno  Game  Co 4858 

Change  in  numbering  system 3701 

Hearings,  etc.: 

AC  Spark  Plug  Co 208.  353 

Abelson.  Harry 1368 

Aberdeen  Plywood  Corp 721 

Ace  Window  Screen  Co.  of  America,  Inc 6575 

Acme  Door  Co 720 

Aldworth.  Richard  T 2884 

Allied   Distributors 6372 

Amasia  Importing  Corp 1418 

American  Chicle  Co 117 

American  Dental  Trade  Assn 3693 

Anacortes  Veneer,  Inc 721 

Aquella  Products,  Inc 1721 

Arensberg,  Asa  and  Henry  C 6373 

Asco  Vending  Machine  Elxchange  Corp 6373 

Associated  Food  Factors 7169 

Associated  Plywood  Mills,  Inc 721 

Autonator  Laboratories 1368 

Barr.  Philip,  and  Co 7169 

Barr.  Philip  Francis  and  Sylvia 7169 

Beckman.  Cecil- 6561 

Beckman  and  Grohs 6561 

Belch.  Paul  F..  Co „ 118 

Bellingham  Plywood  Corp 721 

Bergen,  P.  D— 6372 

Bertin.  Robert „ 5949 

Bimstein,  Le  Roy  S 5477 

Bond  Stores,  Inc 6817 

Bond  Trading  Co 1694 

Borden,  Frank  P -  720 

Brandell,  Raymond  E 5696 

Brody,  Charles  S 1721 

Brown.  Lee 6373 

BufTelen  Lumber  and  Manufacturing  Co 720,  721 

Burgess,  Warren  W 2884 

Campbell,  Ira  A.  and  Zella  P 1721 


FEDERAL  TRADE  COMMISSION— Continued  ^^8* 

Hearings,  etc.— Continued 

Cascades  Plywood  Corp 721 

Central  Soya  Co.,  Inc 7170 

Chicago  Novelty  Sales  Co of '^ 

Clark,  D.  L..  Co JJJ 

Clark.  Harrison /i^J 

Clarke.  L.  J 1J21 

Cohen.  Alexander  S *>^M 

Colgate-Palmolive-Peet  Co ^0° 

Colonial  Bead  Co..  Inc \\^ 

Consolidated  Mfg.  Co \\ll 

Container  Mfg.  Co H^^ 

Cook-Master,  Inc '^^^f 

Coos  Bay  Lumber  Co , '^^ 

Coro,  Inc };^ 

Coughlin,  Paul  H ^l\^ 

Crawford  Door  Co If 

Cruver.  N.  O ^20.  721 

Daniels.  E.  W ^21 

Darnell  Drug  Co f^^^* 

Darnell.  George  W.  and  Wilbur  F 29d4 

Davidson.  Charles  L..  Elizabeth  L..  Florre  Jo  E..  J. 

Kay.  Jr..  Mamie  St.  J.,  and  Norton  A 3145 

Dawn  Products  Co ^13 

Deeter.  Larry  M '\^^ 

Delicia  Chocolate  and  Candy  Mf^rCo llo 

Devlin.  Charles  E , ^    Jill 

Dictograph  Products.  Inc non^o? 

DifTord.  Wallace  E 720.  7Zl 

Douglas  Fir  Plywood  Assn 721 

Douglas  Fir  Plywood  Information  Bureau 721 

DuPont  de  Nemours.  E.  I.,  and  Co..  Inc 720 

Eastern  Women's  Headwear  Assn.,  Inc 461 

.  Educational  Surveys 7170 

Electric  Auto-Ute  Co 2962 

Elgee  Products ^^°° 

Elliott  Bay  Mill  Co 'f^ 

Euclid  Candy  Co..  Inc \]^ 

Euclid  Candy  Co.  of  Illinois JJ* 

Eugene  Plywood  Co 721 

Federal  Chemical  Mfg.  Co »^3 

Felsenfeld.  Jack  J ]\l 

Finlayson.  Murdoch  J l^^^ 

Fir  Door  Institute '^" 

Foley  and  Co f^"? 

Fried.   Henry 6561 

Geenel  Motor  Products  Co o^J]^ 

General  Candy  Corp \l* 

General  Motors  Corp — '^"°' ,  ?, 

Genser  Mfg.  Co - --      l\^ 

Gerstel.  Jack — ---    ^a^y 

Goldenberg.  D..  Inc "» 

Good.  Louis  A 6817 

Gould,  Theodore  N ^»" 

Greenberg,  Albert —    ^-i'J 

Grohs.   Fred 6561 

Hancock.  B.  V ]^i\ 

Harbor  Plywood  Corp <^o.  'j\ 

Hat  Block  and  Die  Makers  Assn.,  Inc —      *oi 

Hayes,  Herman  G -_— _ 2516 

Hayes  Hi-Grade  Hatchery:  notice  of  hearing 2516 

Hoffman  and  Dengrove.  Inc- 7692 

Horllcks   Corp 68U 

Howard,  Archer  L ^^yo 

Indig,  Max . -• llll 

Jakway,  Walter  M 2908 

Jaxon  Products 1^°° 

Johnson.  Linn  D ^°°2 

Joyce.   Marie— ^ 2908 

Kemp.   Earl  L ^^]^ 

Kerr's  Butterscotch.  Inc \\° 

Kimbell  Candy  Co \]l 

Klekner,  Benjamin  M f^A^ 

Knox  Co ---     ^o»! 

Kors,  Martin *^^l/ 

Koutonen,  Arnold 'f!r 

Kovac.  Joseph  A.  and  Lucille  R -J^i" 

Lacks.  George  and  Harold  G I^Iq 

Lady  Carole  Coats.  Inc 5578 

Lever  Bros.  Co 208 

Levy,  Leon ;692 
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Lichtenberg,  William  R 

Liebermah,  Milton  L 

Liesman.  Walter  H 

Lisner.  D..  and  Co 


1368 
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FEDERAL  TRADE  COMMISSION — Continued 
Hearings,  etc.— Continued  * 

Loesberg.  Nathan 6949 

Luden's.  Inc J13 

Luxner.  George ;;„«„«, 

M  and  M  Wood  Working  Co ^20.721 

Mackintosh,  John,  and  Sons,  Ltd.,  Inc 116 

Malarkey,  T.  B J21 

Markey,  Helen  E..  J.  Phillip,  and  Maurice  L 2933 

Mason,  Au  and  Magenheimer  Confectionery  Mfg.  Co  115 

McMillen  Feed  Mills.  Inc..  of  Ohio 7170 

McMillen  Feed  Mills.  Inc.,  of  Tenn 7170 

Melster  Candies.  Inc 113 

Middle  Atlantic  Distributors,  Inc lHo 

Miller,  Charles  N..   Co -  116 

Millinery  Manufacturers  of  New  Jersey.  Inc 461 

Millinery  Manufacturers  Representatives,  Inc 462 

Millinery  Stabilization  Commission,  Inc 461 

Minter.  Clayton  A.  and  Ira  W 1** 

Mode  Craft 1695 

Mode  Craft  Co 1695 

Molin.  Benjamin 1694 

Monarch  E>oor  and  Manufacturing  Co —  720 

Morley,  Jack 1115 

National  Assn.  of  Ladies  Hatters.  Inc 461 

National  Paper  Trade  Assn.  of  United  States,  Inc.-  1027 

New  England  Confectionery  Co 116 

New  York  Assn.  of  Wholesale  Distributors  of  Ladies 

and  Children's  Hats,  Inc 461 

New  York  Buyers  Assn.,  Inc 461 

Nicolai  Plywood  Co 721 

Noel.  Guy  E 3211 

Noel's  Gay  Games.  Inc 3211 

NoreUS,   A.   J nnn   Vti 

Northwest  Door  Co '  uTt] 

O.  K.  Hat  Novelties.  Inc 6561 

O'Brien.  Charles  M r- 30?! 

O'Connor.  I 2516 

Olympia  Veneer  Co 7*1 

Olympic  Plywood  Co 721 

Oregon  Plywood  Co-^- 721 

Oregon-Washington  Plywood  Co 721 

Osborne,  Frank  A 6373 

Pacific  Mutual  Door  Co 721 

Pacific  Plywood  Corp —  721 

Pearl  Garment  Co 1695 

Pearl.  Henry  G.  and  Mildred 1695 

Peninsula  Plywood  Corp 721 

Peterson,  A.  C 720 

Planters  Nut  and  Chocolate  Co 117 

Premier  Sales  Co 6373 

Pretorius  Approved  Products 2908 

Pretorius.  Martin  W 2908 

Prima  Products,  Inc 1721 

Procter  and  Gamble  Co 208 

Procter  and  Gamble  Distributing  Co 208 

Puget  Sound  Plywood,  Inc 721 

Purity  Brand  Products,  Inc 3210 

Purity  Products 3210 

Quaker  Distributors,  Ihc 5949 

Queen  Anne  Candy  Co 114 

Radio  Training  Assn.  of  America 2516 

Revlon  Products  Corp 6698 

Ribbons.  Silk  and  Velvet  Assn..  Inc 461 

Richmond.  Burnell  E..  Edmund  N..  and  George  A___  3067 

Richmond-Chase  Co 3067 

Richter.  Harry 1694 

Richter,  S.,  Co ;;nn  J,, 

Robinson  Manufacturing  Co 720,  721 

Royal  Bead  Novelty  Co 112 

St.  Paul  and  Tacoma  Lumber  Co 721 

Salomon,  A.  M 3105 

Sax,  Chester ms 

Sax,  M.  Robert HJS 

Sax,   Max 1199 

Schattman,  Milton  E 1 '21 

SchifT,  Jack  B 11?9 

Schner-Block  Co.,  Inc 55.8 

Schner,  Charles.  Jr 5578 

Schorr.   Herbert 6561 

Schreyer,  Edward  P.  and  Milton  P 1721 

Schubach,  Dorothy 6373 

Seeley,  R.  E- ,]21 

Silk  Skin,  Inc "IB 

Simpson  Industries ^21 

Simpson  Logging  Co 720,721 
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FEDERAL  TRADE  COMMISSION— Continued 
Hearings,  etc. — Continued 

Smith.  Charles  W «373 

Smith-Wood  Products,  Inc "21 

Snider,  Herman J20 

Snyder.  Frost ^21 

Bperry  Candy  Co 11* 

Springfield  Plywood  Corp "21 

Standard  Distributors.  Inc - 8477 

Stone  Mountain  Grit  Co —    3145 

Stone.   William 1199 

Sucherman,  Allen  J 1115 

Superior  Products  Co 1115 

Sweets  Co.  of  America.  Inc 115 

Tafler.  Louis 5949 

Tenzler.  H.  E ]J21 

Tenzler.  Herman 721 

,    Thomsen,  Paul   H ^ 2516 

Tomarkin,  Leandro  W 1"21 

Tuttle.  David 5477 

United  Distributors.  Inc Ho 

United  Hatters.  Can  and  Millinery  Workers  Inter- 
national Union 461 

United  States  Plywood  Corp 721 

Universal  Match  Corp 118 

Vancouver  Plywood  and  Veneer  Co 721 

Vogue  Products 2908 

Walsh.  Marjorle  C.  and  Thomas  A..  Jr 3211 

Walsh.  Thomas  A.,  Mfg.  Co 3211 

Walton,  E.  D..  and  Elsie  Q 721 

Walton  Plywood  Co 721 

Warner  Electric  Co — 5696 

Warner.  Michael  M— 5696 

Washburn.  F.  B..  Candy  Corp llj 

Washington  Veneer  Co ^21 

Weinstock.  Jack 5949 

West  Coa5t  Plywood  Co 721 

Western  Batt  and  Bedding  Co..  Inc 6373 

Western  Door  and  Plywood  Corp 721 

Weyerhaeuser  Timber  Co 720.  721 

Wheeler.  Osgood  Co « "^ZO.  721 

Williamson  Candy  Co H* 

Winkler.  Jack  and  Jules 2884 

Winkler.  Jaseph,  and  Co 2884 

Wood  Hat  Block  Manufacturers  Assn..  Inc 461 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Exec- 
utive order  respecting.    See  main  heading  Presi- 
dential documents. 
Practice  and  procedure: 

General  procedures;  procedure  In  fixing  quantity 
limits  for  any  commodity  or  class  of  commod 

Itles 

Rules  of  practice: 

Answers  — - — _— _— «___««——————————-————- 

Appeals  to  Commission  from  rulings  of  Trial  Ex- 
aminer       2435 

Briefs  and  oral  argimients  before  Commission —    2435 

Motions 2435 

Petitions  for  Issuance,  amendment  or  repeal  of 

rules 2435 

Procedure  for  establishing  quantity  limits 200.  6042 

Time 2435 

Regulations:  rules  and  regulations  under  Wool  Prod- 
ucts Labeling  Act  of  1939,  registered  identifica- 
tion number 2765.  3671 

Tax  returns,  income:  lnsp)ectlon  by  Commission  au- 
thorlzed  by  Executive  order.  See  main  heading 
Presidential  documents. 

Trade  practice  rules: 

Automobile  'packing"  and  related  pracUces --    5070 

Candy  manufacturing  industry ^ 2729.  6560 

Clinical  thermometer  industry 1027.  2126 

Cocoa  and  chocolate  industry — .— 7549 

Cosmetics  and  toilet  preparations  industry 204.  1014 

Cotton  converting  Industry 1136.  2587 

Feather  and  down  Industry 2962 

Floor  wax  products  Industry;  proposed 3381 

Fountain  pen  and  mechanical  pencil  industry 6147 

Handkerchief  industry .      _—      734 

Hosiery  Industry:  use  of  term  "gauge    In  desig- 
nation  of   women's   full-length   circular-knit 
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Leather  and  shoe  finders  industry 3383 

Mall  order  Insurance  Industry;  notice  of  hearing—    2098 
OU  heating  industry 2902,  3582 


FEDERAL  TRADE  COMMISSION — Continued 
Trade  practice  rules — Continued 
Optical  Industry,  wholesale — 

Parking  meter  Industry 

Peat  Industry 872, 6850.  7138 

Rayon,  nylon  and  silk  converting  Industry 624 

Rendering  Industry;  order  closing  proceedings  with- 
out approval  or  promulgation  of  rules 1336 

Rubber  tire  industry 6044,  6776.  6980,  7543 

Shoe  finders  Industry 7114 

Slide  fastener  (zipper)  industry 5233 

Tie  fabrics  Industry -  2908,  7170 

Umbrella  industry 6485 

Venetian  blind  Industry 6614 

Yeast  industry — -  2919.  3579 

Wool  Products  Labeling  Act  of  1939.  rules  and  regla- 
tlons  under.    See  Regulations. 

FEDERAL  WORKS  AGENCY: 

Functions  of  agency  and  constituent  agencies  trans 
ferred  to  General  Services  Administration  by  Fed- 
eral Property  and  Administrative  Services  Act. 
administration  of.     See  main  heading  General 
Services  Administration. 
National  Industrial   Reserve;    regulations  Issued  by 
Munitions  Board  respecting.    See  main  heading 
Munitions  Board. 
Public  Roads  Administration;  transfer  to  Commerce 
Department  under  Reorganization  Plan  No.  7  Of 
1949.    See  main  heading  Presldental  docvunents. 
FELLOWSHIPS,  TRAINEESHIPS.    See  Training  grants. 
FIRE  PREVENTION  WEEK.  1949;  proclamation  respect- 
ing.   See  Presidential  docimients. 
FISCAL  SERVICE.    See  Treasury  Department. 

FISH  AND  WILDLIFE  SERVICE: 

Authority  respecting  various  matters,  delegation  of, 
from  Secretary  of  Interior  to  Director; 

Condemnation  proceedings;  approval  of.  etc 308 

Contracts  for  construction,  supplies  or  services 307 

Leases  of  space  In  real  estate  outside  District  of 

Columbia 308 

Title  opinions;  request  for  opinion  from  Attorney 

General *07 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  head- 
ing Civil  Service  Commission. 
Lands,  public.  In  Oregon;   withdrawal  of.  for  ftsh- 
cultural  station.    See  main  heading  Land  Man- 
agement Bureau. 
National  wildlife  refuges: 
Lands  within;   public  land  orders,  etc..  affecting. 
See  main  heading  Land  Management  Bureau. 
Regulations  respecting.    See  under  Regulations,  be- 
low. 
Regulations: 
Alaska: 
Aquatic  mammals;  killing  of  sea  lions  In  Alaskan 
territory  and  waters  permitted,  with  certain 

exceptions 1796 

Commercial  fisheries: 
Definitions;  notice  of  Intention  to  adopt  amend- 
ments  4597,  4859 

General  provi'slons: 
General  regulations,  restrictions,  etc.: 
Boats: 

Marking  for  aerial  identification 894 

Registration -— 894 

Closed  areas  near  salmon  streams 894 

Explosives  and  poisons  prohibited 894 

Nets: 

Gill  net  web.  traUing  of. 894 

Set  nets,  removal  from  water  of 894 

Operators,  reports  required  of 894 

Poisons.    See  Explosives  and  poisons  pro- 
hibited. 
Reports  required  of  operators.     See  Op- 
erators. 

Seines,  operation  of 894 

Standard  time  used  in  various  fishing 
areas ;  Yukon-Kuskokwlm  clianged 
to  read  Kotzebue-Yukon-Kuskokwlm.      894 

Traps,  salmon;  method  of  closing 8&4.  2528 

■erring    fishery;    pounds    prohibited    near 

spawning    grounds 894 


FISH  AND  WILDLIFE  SERVICE— Continutd  p^« 

Regulations — Continued 
Alaska — Continued 
Commercial  fisheries — Continued 
Salmon,  herring,  etc.,  fishing;  various  areas: 
Alaska  peninsula;  salmon  fishery: 
Open  sesisons: 

>  Except  Port  Moller  district 895 

Port  Moller  district 895 

Waters  open  to  seines;  size  of  seines 895 

Bering  River-Icy  Bay;  salmon  fishery: 

Closed  seasons 896 

Closing  date;  deletion 896 

Opening  date,  red  salmon  fishing;  deletion.      896 
Trailing  of  web  by  fishing  boats;  deletion.      896 
Bristol  Bay;  salmon  fishery: 
Districts  open;  Kvichak-Naknek  District-     895. 

1039 
Trailing  of  web  by  fishing  boats;  deletion.      895 

Weekly  closed  period. - 895,  2901 

Chignik;  salmon  fishery: 

Closed  seasons 895 

Removal  from  water  of  set  nets;  deletion.      895 
Cook  Inlet: 
Herring  fishery: 

jCatch  limitations.  Kachemak  Bay 895 

'    Deletion 2902 

"  Waters  closed  to  pounds;  deletion 895 

Waters  closed  to  purse  seines 895, 2802 

Salmon  fishery: 

Areas  open  to  traps 895 

Closed  waters;  Kamishak  Bay 895 

Open  seasons 895, 1039 

Removal  from  water  of  set  nets;  deletion.      895 

Weekly  closed  period 895 

Copper  River;  salmon  fishery: 

'Closed  seasons 896 

Clo.sing  date:  deletion 896 

Opening   date,  red-salmon  fishing;   dele 

tlon 

Trailing  of  web  by  fishing  boats;  deletion 
Kodiak: 
Herring  fishery;  catch  limitations,  reduc- 
tion of 1'79* 

Salmon  fishery: 

Catch  limitation:  Karluk  red  salmon. _.      895 
Closed  waters  (all  waters  within  3.000  feet 
of  shores  of  Karluk  Reservation), 

deletion 3283 

Open  seasons: 

Karluk  and  general  districts 895 

Red  River  district 895 

Removal  from  water  of  set  nets;  de- 
letion       895 

Kotzebue-Yukon-Kuskokwlm : 

Definition 894 

Salmon  fishery: 

Districts  open ---' —       894 

Trailing  of  web  by  fishing  boats;   de- 
letion       896 

Prince  William  Sound: 
Herring  fishery;   catch  limitations,  June 

15  to  August  20,  reduction  of 1794 

Salmon  fishery: 

seines,  beach;  prohibited 895 

Waters  closed  to  seines;  Granite  Bay  to 

Port  Nellie  Juan 896 

Resurrection  Bay;  salmon  fishery: 

Boats,  registration  and  reporting  of 895 

Closed  season 895 

Opening  date,  for  red  salmon  fishing 895 

Southeastern  Alaska: 
Other  than  salmon: 
Herring  fishery : 

Catch  limitations,  reduction  of 1794 

Prohibited  near  Craig  and  Sitka.. _  896,  1039 
Shellfish  fishery:  closed  season  for  shrimp 
(all  waters  of  Duncan  Canal,  deletion 

from  list) 896 

Salmon : 
General  regulations: 

Nets.  gill,  prohibited;  exceptions 896 

Traps  prohibited.  October  5  to  Novem- 
ber 15^  djl^etij)n-^^ --      896 
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FISH  AND  WILDLIFE  SERVICE— Continued 
Regulations — Continued 
Alaska — Continued 
Commercial  fisheries — Continued 
Salmon,  herring,  etc..  fishing;  various  areas- 
Continued 
Southeastern  Alaska— Continued, 
Salmon — Continued 
Various  districts: 
Clarence  Strait  District: 
Boats,  registration  and  reporting  of; 

Cholmondeley  Sound 897 

Closed   season   for   trolling;    North 

Arm  of  Behm  Canal 897 

Definitions;   fishing  sections,  Clar- 
ence Strait  district : 

North  Behm  Canal  section 897 

Southeast  section 897 

Nets,  gill,  total  aggregate  length  of; 

deletion 897 

Open  season: 

Central,  southeast  and  southwest 

sections 897 

Addition  of  north  Behm  Canal 

section 2528 

Northern  section 897 

Eastern  District : 
Areas  open  to  traps ;  deletion  of  cer- 
tain paragraphs 897 

Boats,  registration  and  reporting  of.      897 
Closed  waters : 
Port   Houghton.    Windham    Bay, 
Limestone  Inlet  and  Gambler 

Bay;  deletion 897 

Taku  Inlet -.-      897 

Gear    restriction;    mainland   shore 

of  Stephens  Passage 897 

Nets.  gUl.  length  of ;  Taku  Inlet  and 

^  Port  Snettisham 897 

Open  seasons 896 

Taku  Inlet.  Port  Snettisham,  and 
adjacent    waters;    season    and 

gear  restrictions 896 

Icy  Strait  District: 

Boats,    registration    and    reporting 

of;  Excursion  Inlet 896 

Closed  waters 896 

Gear  restriction,  Idaho  Inlet;   de- 
letion       896 

Nets,  gill,  total  aggregate  length  of; 

deletion-- 896 

Open  seasons: 

East  of  Point  Carolus 896 

West  of  Point  Carolus 896 

South  Prince  of  Wales  Island  District: 
Boats,  registration  and  reporting  of; 

deletion 897 

Nets.  gill,  total  aggregate  length  of; 

deletion— 897 

Open  season 897 

Southern  District: 
Closed  seasons  for  trolling: 

Burroughs  Bay;  deletion 897 

South  Arm  of  Behm  Canal 897 

Closed  waters: 
Chickamin    River    and    Walker 

Cove;  deletion 897 

South  Arm  of  Behm  Canal. 897 

Nets.  gill,  total  aggregate  length  of; 

deletion 897 

Open  season 897 

Stlkine  District;  registration  and  re- 
porting of  boats 897 

Sumner  Strait  District: 
Nets,  gill,  total  aggregate  length  of; 

deletion —      897 

Op)en  season: 

Ernest  Sound  and  Anan 897 

Exception 897 

Western  District: 
Boats,  registration  and  reporting  of; 
northern  section,  north  of  Sul- 
livan   Island,    and    Hood    and 

Chalk  Bays 896 

Gear    restriction,    Tenakee    Inlet: 

deletion.— 896 
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FISH  AND  WILDLIFE  SERVICE — Continued 

BeKulatlons — Continued 
Alaska— Continued 

Commercial  fisheries — Continued 
Salmon,  herring,  etc..  fishing;  varioiia  areas- 
Continued 
Boutheastem  Alaska— Continued 
Salmon — Continued 
Various  districts — Continued 
Western  District — Continued 
Open  seasons: 
Central,   southern,    and   western 

sections 8^ 

Northern  section;  south  of  Sulli- 
van Island — 896 

Yakutat  District: 
Boats,  registration  and  reporting  oi.      896 
Seines,  beach,  prohibited;  exception.      896 
Waters  open  to  stake  and  set  nets 
only;    exception    (deletion    of 
provision    respecting    Situk 

Inlet) 898 

Conservation  areas,  management  of;  special  pro- 
visions respecting  Alaska.    See  under  Wild- 
life   conservation    areas,    management    of, 
below. 
Wildlife  protection: 
Alaska  Game  Commission ;  regulations  respect- 
ing guides,  poisons  and  licenses.    See  main 
heading  Alaska  Game  Commission. 

Taking  of  animals,  birds  and  game  fishes 547, 

2501, 2524 

Closed  seasons,  in  certain  areas: 

Closed  areas 2506 

Alaska  Peninsula  No.  1 2507 

Deletion 2526 

Aniak  River— 2526 

Charley   Creek 2526 

Charley    River 2508,2528 

Chestochina  River 2508.  2526 

Continuous  on  all  animals  and  birds.—    2506. 

2526 

Curry  Game  Refuge... 2506 

Dennison  River 2526 

Eklutna  Lake 2508.2526 

Eyak    Lake 2506 

Haines ^— 2506 

Deletion 2526 

Harding  Lake;  Birch  Lake  Area 2506 

Hoholitna   River 2508,2526 

Kenal  Peninsula  No.  1 2507 

Deletion 2526 

Kenal  Peninsula  No.  2 2507 

Deletion 2526 

Kenal  Peninsula  No.  3 2507 

Deletion 2526 

Mitkofl   Island 2507 

Deletion 2526 

Mount  Hayes-Blalr  Lakes  Refuge 2507 

Deletion 2526 

National  park  and  monument 2506,  2526 

Posted  natural   forests 2506 

Sulukna  River 2508,  2526 

Talkeetna  River 2508,  2526 

Partially  closed  areas 2526 

Afognak  Island 2508,  2527 

Alaska  Peninsula 2507.2527 

Alaska  Railroad 2508,2527 

Anan  Creek  and  Loring 2508,  2526 

Clearwater 2507,  2527 

Coleen  River 2508 

Colevine  River 2508.  2527 

Continuous   on   certain   game   and   fur 

animals , 2507,  2526 

Cooper  Lake   Landing) 2507.2527 

Endlcott-Tracy    Arm --     2527 

Glrdwood 2507.  2527 

Highway 2507,  2527 

Kenal  Peninsula  No.  1 2507,  2527 

Kenal  Peninsula  No.  2 2507.  2527 

Kenal  Peninsula  No.  3__ 2507,  2527 

Kodiak-Afognak  Island 2527 

MltkofT  Island-- 2507.  2526 

Mount  Hayes-Blalr  Lakes  Refuge—  2507,  2527 

Pack  Creek 2507.2527 

Sheep  Mountain 2508.  2527 
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HSH  AND  WILDLIFE  SERVICE— Continued 
Regulations— Continued 
Alaska— Continued 
Wildlife  protection — Continued 
Taking  of  animals,  birds  and  game  fishes- 
Continued  «     ii       J 
aosed  seasons.  In  certain  areas— Continued 
Partially  closed  areas— Continued 

Shoemaker  Bay 2508    2527 

Thayer  Mountain 2507.  Zbn 

Turnagain  Arm *^^' 

Definitions;  meaning  of  terms ^3"j 

Allen 2502.  2524 

^'came  birds 2502    2524 

Nongame  birds 2502.  2524 

Closed  season *?"^ 

Commission ^^"^ 

Eskimos 250^ 

Fur  animals 2502,  2524 

Fur  districts 2502.  2524 

Game  animals *^"^ 

Big  game  animals *^^* 

Small  game  animals — ---    ^Ij^] 

Game  fishes 2502.  2524 


Indians. 


2502 


2503 

2503 
2503 


Nonresident- 2502,  2524 

Open  season gO^ 

Resident ^ 2502,  2524 

Take 2502 

Territory 2502 

Transport 2502,  2524 

Emergencies;  taking  by  Indians  and  others  .     2503 
Escaped    animals;    fur    animals,    return   to 

wild  state ---- 

Pood  for  animals;  using  game  as  food  for  dogs 

or  fnt  animals  or  as  bait » 

Inspections  and  reports 

Fur  dealers ---"  2503 

General  provisions 2503,  2524 

Hunters  and  trappers 2503 

Trappers.    See  Hunters. 

Ucenses 2503 

Applications 2503 

Exemptions ^„;: 

General  provisions 2503.  2524 

Limits.    See  Methods,  seasons,  and  limits. 

Methods,  seasons,  and  limits 2504 

Birds,  game  and  nongame: 

Game   birds 2596 

Closed  areas 2526 

Grouse  and  ptarmigan 2506,  2526 

Methods  and  means 2506 

Migratory  game  birds 2506 

Ptarmigan.    See  Grouse. 

Season,  limits  and  closed  area 2506,  2526 

Nongame  birds 2506 

Closed  areas 2526 

Methods  and  means 2506 

Open  seasons  and  limits 2506 

Tut   animals 2505 

Closed   areas 2525 

Methods  and  means 2505,  2525 

Permits  to  take  wolves  and  coyotes  during 
closed  season  for  other  fur  ani- 
mals  : 2505,  2526 

Seasons  and  limits 2505 

Seasons  for  various  animals: 

Beaver     _         _     2505.2526 

Marten- 2506.  2526 

Mink,  land  otter,  weasel  (ermine),  fox, 

and  lynx - 2505.2526 

Muskrat 2505.  2526 

Polar  bear 2506.  2526 

Wolf,  coyote,  wolverine,  marmot  and 

squirrel 2506.  2526 

Game  animals 2505 

Closed  areas 2505,  2525 

General  provisions 2504,  2525 

Methods  and  means 2505.  2525 

Seasons  for  various  animals: 
Bears: 

Attacking  humans,  killing  of 2505 

Black  bear 2505,  2626 

Large  brown  and  grizzly  bear...  2505,  2M5 

Caribou 2505,  2625 

Deer        -    2505.  2525 


FISH  AND  WILDLIFE  SERVICE— Continued  ^^^^ 

Regulations- Continued 
Alaska— Continued 

Wildlife  protection — Continued 
Taking  of  animals,  birds  and  game  fishes — 
Continued 
Methods,  seasons,  and  limits — Continued 
Game  animals — Continued 
Seasons  for  various  animals — Continued 

Hare  and  rabbit 2505 

Moose 2505.  2525 

Mountain  goat 2505.  2525 

Mountain  sheep 2505,  2525 

Sex.  identification  of 2505 

Game   fishes 2506 

Method  and  means 2506.  2526 

Seasons  and  limits 2506,  2526 

Permits 2508 

Applications  for 2508,  2528 

Carrying  and  exhibition 2508,  2528 

Reports 2508,  2528 

To  collect  for  scientific  and  propagating 
purposes  or  for  protection  of  prop- 
erty  2508.  2528 

Possession.    See  Transportation  and  posses- 
sion. 
Reports.    See  Inspections  and  reports. 

Sale,  of  animal  meat  and  skins,  trout,  etc 2504 

Antlers,  shed 2504 

Beaver,  other  fur  animals  and  black  bear 
skins,  meat,  and  skins  of  hares  and 

rabbits;  tagged 2504 

General   provisions 2504,  2525 

Hides,  grizzly  bear;  strips  of 2504 

Manufactured  articles 2504 

Meat;  certain  animals  and  birds 2504 

Deletion 2525 

Trout : 

Dollv  Varden 2504,  2525 

Steelhead,  taken  in  salt  water,  incidental 
to  commercial  salmon  opera- 
tions   2504.  2525 

Seasons.    See  Closed  seasons,  and  Methods, 
seasons,  and  limits. 

Transportation  and  possession 2503 

Bald  eagle 2504,  2524 

Beaver  skins,  tagged 2504.  2524 

Export : 

By  nonresident 2504,  2524 

By  resident 2504,  2524 

Fur  animals  and  black  bear 2504 

Fur  dealers 2504,  2524 

Game  animals 2504,  2525 

General  provisions 2504,  2524 

Live  animals,  birds,  and  game  fishes 2525 

Live  game  animals 2504 

Packages,  marking  of 2504,  2524 

Sex.  evidence  of 2504,  2524 

Skins,  transportation  of 2524 

Transportation  agents,  duties  of 2525 

Conservation  areas,  wildlife;  management  of.    See 

Wildlife  conservation  areas. 
Federal  aid  to  States  in  wildlife  restoration;  restora- 
tion of  game  birds  and  mammals 2500 

Definitions 2500 

Delegation  of  authority 2501 

Exclusion  from  Code  of  Federal  Regulations. 

1949  Edition 6136 

Information  required 2500 

Participation  by  other  State  agencies 2500 

Project  initiation  documents 2500 

Requirements  for  payments 2500 

States'  responsibility 2501 

Fishing,  commercial : 
In  Alaska.    See  Alaska. 

In  national  wildlife  refuges.    See  Wildlife  con- 
servation areas. 

Hunting  and  po.ssession  of  wildlife 2442 

See  also  Alaska,  and  Wildlife  conservation  areas. 
Closed  areas: 

Ust  of  areas 2448 

Malheur   National    Wildlife   Refuge.   Oregon; 
designation  of  certain  lands  and  waters  in 
vicinity  as: 
Proclamation  respecting.    See  main  heading 

Presidential  documents. 
Proposed  rule  making 8"7 
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FISH  AND  WILDLIFE  SERVICE — Continued 
Regulations— Continued 
Hunting  and  possession  of  wildlife — Continued 

Migratory  birds  and  certain  game  mammals 2442 

Depredation ;  orders  permitting  and  governing 
killing  of  certain  birds  injurious  to  crops. 

i  etc 2446 

Open  seasons,  bag  limits,  etc 2442 

Proposed  rule  making 3452 

Revision ;  proclamation  respecting.    See  main 

heading  Presidential  documents. 
White-winged  and  mourning  doves,  in  Texas, 
open  seasons  for;  proclamation  re.spect- 
ing.      See    main    heading    Presidential 
documents. 
Propagating,  scientific,  and  other  permits;  spe- 
cial permits: 
Proclamation  respecting.    See  main  heading 
Presidential  documents. 

Proposed  rule  making 3452 

Shipment,  transportation  and  possession  of  cer- 
tain migratory  game  birds: 
Proclamation  respecting.    See  main  heading 
Presidential  documents. 

Proposed  rule  making 3452 

Wildlife  development  areas 2447 

Nonmigratory   species 2447 

Alaska ;  marking  of  packages  for  shipment  to  or 

from 2447 

Bald  eagles 2447 

Eggs,  certain  game  bird;  importation  of...  1128.  2447 
International  regulations  relating  to  whaling.    See 

Whaling. 
Migratory  birds;  regulations,  etc.    See  Hunting  and 

possession  of  wildlife. 
Possession  of  wildlife.     See  Hunting  and  posses- 
sion of  wildlife. 
Restoration  of  wildlife.  Federal  aid  to  States  in.    See 

Federal  aid  to  States  in  wildlife  restoration. 
Sea  lions:  killing  of.  in  Alaskan  territory  and  waters 
permitted,     with     certain     exceptions.       See 
Alaska:  aquatic  mammals. 
Whaling;   supersedure  of  regulations  by  interna- 
tional regulations  relating  to  (note) 2508 

Wildlife  conservation  areas,  management  of: 
See  also  Hunting  and  possession  of  wildlife. 
General  provisions: 

Areas  list  of 2448 

Administrative  sites  and  experiment  stations .     2454 

Cooperative  refuges 2453 

Experiment    stations.      See    Administrative 
sites. 

Federal  aid  areas 2454 

Pish  cultural  stations 2448 

Game   ranges 2449 

National  wildlife  refuges 2449 

Research  refuges 2453 

Wildlife  management  areas 2453 

Coop>erative  refuges: 
Churchill  County  Nevada;  lands  designated 
as  cooperative  refuge  and  national  wild- 
life refuge: 

Stillwater  National  Wildlife  Refuge 5723, 

6449, 7942 
Stillwater  Wildlife  Management  Area.  5723.6449 
St.  Charles  County,  Missouri;  lands  known  as 
Lawler  and  Portage  Islands,  addition  to 

Calhoun  Refuge 5490.6450 

Game  ranges 2454 

Research  refuges 3498 

Special  provisions;  various  regions: 

Alaska    region 2497 

Alaska.  Territory  of 2497 

Special  regulations  for  various  refuges: 
Aleutian  Islands  National  Wildlife  Refuge, 

Alaska;  special  provisions 2497 

Nunival  National  Wildlife  Refuge,  Alaska; 

special  provisions 2498 

Central  region 2476 

List  of  States 2477 

Special  regulations  for  various  refuges: 
Arrowwood     National     Wildlife     Refuge. 

North  Dakota;  fi.shing 2477 

Box  Butte  National  Wildlife  Refuge.  Ne- 
braska;   fishing 2478 
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FISH  AND  WILDLIFE  SERViCE^Continued  ^^^' 
Regulations — Continued 
Wildlife  conservation  areas,  management  of — Con. 
Special  provisions;  various  regions — Continued 
Central  region — Continued 
Special  regulations  for  various  refuges — Con. 
Chautauqua  National  Wildlife  Refuge.  Illi- 
nois; fishing 2478 

Crab  Orchard  National  Wildlife  Refuge, 
Illinois : 

Classification  of  lands 2478 

Commercial  fishing 696.  2478 

Des  Lacs  National  Wildlife  Refuge,  North 

Dakota;  fishing 2479 

Lacreek  National  Wildlife  Refuge.  South 

Dakota;  fishing 2480 

Long  Lake  National  Wildlife  Refuge.  North 

Dakota;  fishing 4790 

Lower   Souris   National    Wildlife   Refuge. 

North  Dakota;  fishing 2480 

Mingo  National  Wildlife  Refuge,  Missouri; 

fishing 3051 

Mud  Lake  National  Wildlife  Refuge.  Min- 
nesota; deer  hunting 5540 

Necedah  National  Wildlife  Refuge.  Wiscon- 
sin: 

Pishing 2480 

Hunting  of  deer 2480,  5781 

Rice  Lake  National  Wildlife  Refuge.  Min- 
nesota; fishing 2481 

Sand  Lake  National  Wildlife  Refuge.  South 

Dakota;  fishing 2481 

Seney  National  Wildlife  Refuge.  Michigan: 

Pishing 2481 

Hunting 2481 

Squaw  Creek  National  Wildlife,  Missouri; 

fishing 1395,  2482 

Swan  Lake  National  Wildlife  Refuge.  Mis- 
souri;  fishing 2482 

Talcot  Lake  Wildlife  Management  Area. 

Minnesota;  fishing 2482 

Tamarac  National  Wildlife  Refuge.  Minne- 
sota; fishing 2482 

Trempealeau    National    Wildlife    Refuge. 

Wisconsin;  hunting  of  deer 2483 

Upper  Mississippi  River  Wildlife  and  Fish 
Refuge.  Illinois.  Iowa,  Minnesota,  and 
Wisconsin : 

General  provisions 2483 

Hunting 2483 

Closed  areas 5747 

Trapping  of  animals: 

See  also  General  provisions. 

Beaver 2486 

Minks 2486 

Muskrats 2486 

Upper  Souris  National  Wildlife  Refuge, 
North  Dakota: 

Pishing 2486 

Public  use 2486 

Valentine  National  Wildlife  Refuge,  Ne- 
braska;   fishing 2487 

Northeastern  region 2495 

List  of  States 2495 

Special  regulations  for  various  refuges: 
Blackwater     Natloi  al     Wildlife     Refuge, 
Maryland: 
Rshing;  commercial  and  noncommercial     2496 

Trapping 2495 

Moosehorn     National     Wildlife     Refuge, 

Maine;  fishing 2496 

Pacific  region 2455 

Ust  of  States 2455 

Special  regulations  for  various  refuges: 
Black   Coulee   National   Wildlife   Refuge, 

Montana;   fishing 2456 

Bowdoin  National  Wildlife  Refuge.  Mon- 
tana: 
Pishing;   commercial  and  noncommer- 
cial  2457 

Hunting — — 2458 

Charles  Sheldon  Antelope  Range.  Nevada; 

hunting 2458 


FISH  AND  WILDLIFE  SERVICE— Continued  P'R* 

Regulations — Continued 
Wildlife  conservation  areas,  management  of — Con. 
Special  provisions;  various  regions — Continued 
Pacific  region— Continued 
Special  regulations  for  various  refuges — Con. 
Cold    Springs   National   Wildlife   Refuge, 

Oregon;    fishing 2458 

Conconully     National     WUdllfe     Refuge, 

Washington;    fishing 2458 

Creedman  Coulee  National  Wildlife  Refuge, 

Montana;  fishing 2458 

Deer  Flat  National  WUdllfe  Refuge,  Idaho: 

Pishing 2459 

Hunting  of  pheasant 5747 

Private   operations 2459 

Public  use 2459 

Desert  Game  Range,  Nevada;  hunting—     2460 

Open  area 6678 

Fort  Peck  Game  Range,  Montana;  hunting     2460 

State  hunting  laws 4850 

Hart  Mountain  National  Antelope  Refuge. 

Oregon:  hunting 2460 

Lake    Mason    National    Wildlife    Refuge, 

Montana;   hunting 2460 

Lenore    Lake    National    Wildlife    Refuge, 

Wa.shlngton;   fishing 2461 

Little    Pend     Oreille    National     Wildlife 
Refuge.  Washington: 

Pi.shlng 2461 

Hunting 2461 

Lower  Klamath  National  WUdllfe  Refuge. 

California  and  Oregon;  hunting 2462 

Pheasant  hunting 6117 

Malheur  National  Wildlife  Refuge.  Oregon: 

Pishing.. - -     2462 

Hunting - 2462 

Open  area 6518 

McKay  Creek  National  Wildlife  Refuge, 

Oregon;  fishing 2463 

Medicine  Lake  National  WUdllfe  Refuge, 
Montana: 

Piphing- - 2464 

Hunting — 2464 

Nineplpe    and    Pablo    National    Wildlife 

Refuges,  Montana:  fishing—  2464,  6292.  7318 
Railroad  Valley  National  Wildlife  Refuge, 

Nevada;  hunting 2464 

Red  Rock  Lakes  National  WUdlife  Refuge, 
Montana : 

Fishing 2465 

Hunting 2465 

Ruby    Lake    National    Wildlife    Refuge. 
Nevada: 

FLshlng 2466 

Hunting. 2466 

Snake    River    National    Wildlife    Refuge, 

Idaho;  hunting 2466 

Thief    Valley    National    WildUfe    Refuge. 

Oregon;  fishing 2466 

Tule     Lake     National     WUdlife    Refuge, 

California;  hunting... 2467 

Pheasant  hunting  permitted  November 

18  to  27,  Inclusive,  1949 6136 

Southeastern  region 2487 

^       List  of  States 2487 

Special  regulations  for  various  refuges: 
Big     Lake     National     Wildlife     Refuge. 

Arkansas;  fishing 2488 

Blackbeard      Island      National      Wildlife 

Refuge,  Georgia ;  hunting 2489 

Carolina     Sandhills     National     WUdlife 
Refuge.  South  Carolina: 

Fishing —     2489 

Hunting  of  quaU 2489 

Everglades  National  WUdllfe  Refuge.  Flor- 
ida: fishing 4596 

Kentucky    Woodlands    National    Wildlife 
Refuge.  Kentucky: 

Fishing -     2490 

Hunting: 

Dogs 6690 

Of  raccoons  and  opossums 6690 

Of  squirrels... —    2490 


FISH  AND  WILDLIFE  SERVICE— Continued  ^^^e 
Regulations — Continued 
Wildlife  conservation  areas,  management  of — Con. 
Special  provisions;  various  regions — Continued 
Southeastern  region — Continued 
Special  regulations  for  various  refuges — Con. 
Lacasslne  National  Wildlife  Refuge,  Louisi- 
ana; flshhig 2490 

Mattamuskeet  National  WUdllfe  Refuge. 
North  Carolina; 

Pishing 2490 

Hunting 2490 

Noxubee  National  Wildlife  Refuge.  Mis- 
sissippi; 

Pishing — - — 2491 

Hunting --— -     ^ 

Okefenokee  National  Wildlife  Refuge. 
Georgia: 

Fishing 2492 

Public  ase  areas 2491 

Piedmont  National  WUdllfe  Refuge.  Geor- 

Pishing 2492 

Hunting  of  quaU 2492 

Reelfoot  National  Wildlife  Refuge.  Tennes- 
see; fishing 2493 

Sabine  National  WUdllfe  Refuge.  Louisi- 
ana; fishing,  commercial  and  noncom- 
mercial     2493 

St.  Marks  National  Wildlife  Refuge,  Flor- 
ida: 

Fishing 2493 

Hunting 5540 

Santee   National   Wildlife  Refuge,   South 

Carolina;  fishing 2493 

Savannah  National  Wildlife  Refuge.  Geor- 
gia and  South  Carolina;  fishing 2494 

Wheeler  National  WUdlife  Refuge.  Ala- 
bama; hunting 2494 

White  River  National  Wildlife  Refuge,  Ar- 
kansas; fishing,  commercial  and  non- 
commercial      2494 

Southwestern   region 2467 

List  of  States 2467 

Special  regulations  for  various  refuges: 
Bear  River  Migratory  Bird  Refuge.  Utah: 

Pishing 2469 

General   provisions 2468 

Hunting  2468 

Trapping  ^. 2469 

Bitter  Lake  National  Wildlife  Refuge.  New 

Mexico;  fishing 1384,  2470 

Bosque    Del    Apache    National    Wildlife 

Refuge.  New  Mexico;  fishing 2470.3918 

Hagerman  National  Wildlife  Refuge. 
Texas;  fishing,  commercial  and  non- 
commercial      2470 

Havftsu  Lake  National  Wildlife  Refuge. 
Arizona  and  California: 

Boating   2471 

Pishing 2472 

Hunting 2471 

Protection  of  wildlife - 2472 

Public  use 2471 

Sanitation 2472 

Imperial  National  Wildlife  Refuge.  Arizona 

and  California;  hunting 2473 

National  Elk  Refuge,  Wyoming: 

Fishing —     2473 

Hunting ._ 2473 

Salt  Plains  National  WUdllfe  Refuge,  Okla- 
homa; fishing 2474 

Salt  River  National  Wildlife  Refuge,  Ari- 
zona;   hunting 2474 

San  Andres  National  WUdllfe  Refuge,  New 

Mexico;  hunting  of  deer 2474 

Tishomingo  National  Wildlife  Refuge, 
Oklahoma;    fishing,   commercial    and 

noncommercial 2475 

Wichita  Mountains  WUdllfe  Refuge.  Okla- 
homa: 

Fishing 2475 

Recreation   2476 
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FISHERIES;  regulations  respecting.  See  Fish  and  WUd- 
llfe Service,  and  International  Fisheries  Commis- 
sion. 

FISHING.    See  Hunting  and  fishing. 

FISSIONABLE  MATERIALS:  regulations  respecting. 
See  Atomic  Energy  Commission. 

FLAG  DAY.  1949;  proclamation  respecting.  See  Presi- 
dential documents. 

FLIGHTS,  AERIAL,  by  personnel  of  reserve  components 
of  armed  services;  Executive  order  respecting.  See 
Presidential  documents. 

FLOOD  CONTROL: 
Public  lands,  withdrawal  of,  for  use  of  Army  Depart- 
ment in  construction  of  dam  projects,  etc.    See 
main  heading  Land  Management  Bureau. 
Regulations,    Corps    of    Engineers.    See    Engineers, 
Corps  of. 
FLOOD  DAMAGE  LOANS;  authority  respecting.    See 

Farmers  Home  Administration. 
FOOD  AND  DRUG  ADMINISTRATION: 
Intoxicating  liquors;  labeling  to  show  certification  of 
coloring  materials  by  Food  and  Drug  Administra- 
tion. See  main  heading  Internal  Revenue  Bureau. 
Organization  and  delegations  of  authority: 
Delegation  of  authority  by  Commissioner,  to  Chief 

and  Assistant  Chief  of  Division  of  Antibiotics.    2362 
Organization;  Washington  headquarters: 

Antibiotics,  Division  of 2362 

Regulatory  Management,  Division  of 6959 

Regulations : 

Color  certification,  coal-tar  colors;  fees 3373,7484 

Definitions  and  standards  of  identity,  etc. : 
Cheeses,  cheese  foods,  etc.;  proposed  rule  mak- 
ing  1960, 3921, 5159.  7236 

Com.  canned;  proposed  rule  making 489 

French  dressing,  proposed  rule  making 6720,  7237 

Fruit  preserves  and  jellies;  correction 2544 

Mayonnaise,  proposed  rule  making 6720,  7237 

Mushrooms,  canned;  proposed  rule  making 3922 

Pineapple,  canned,  and  canned  pineapple  juice; 

proposed  rule  making 4887,  5907 

Potatoes,  canned 491, 1769,  2411 

Salad  dressing,  proposed  rule  making 6720.  7237 

Shellfish  (canned  oysters) 7249 

Drugs : 

Certification  of  batches  of  antibiotic  and  anti- 
biotic-containing drugs 5009 

Aureomycln 5010,  5189,  7642 

Bacitracin 5016,  5896.  6856,  7452 

Chloramphenicol... 5015,  6253,  6808 

Definitions  and  interpretations 5009,  5898 

General  provisions: 

Conditions  on  efifectiveness  of  certificates.-   5010. 

5896 
Exemptions : 

For  manufacturing  use 5010,  5896 

For  processing 5010,5896 

Fees 5010.5896.6628 

""  New    antibiotic    and    antibiotic-containing 

drugs;   redesignation 5010 

Insulin,  drugs  composed  whoUy  or  partly  of; 
fees: 

Deposits 3374 

Earned  fees,  deposit  of;  deletion 3374 

PeniciHln 886,  887,  888, 

1519,  2136. 2137, 2138,  2380.  2544,  3262.  3263,  3493, 
4871.  5344,  5472, 5536, 5896,  6253,  6808,  6856, 7642 

Proposed  rule  making 1770 

Streptomycin 886, 

887.  889,  1519,  2137,  3262,  4871,  5344,  5896,  6253 
Labeling  of  penlcUlin-contalnlng  drugs  for  vet- 
erinary use:  statement  of  policy 239,  294 

New  drugs;  provisions  respecting  certain  drugs 

under  Federal  Food,  Drug  and  Cosmetic  Act: 

Economic  poisons  for  experimental  use.     See 

main  heading  Agriculture  Department. 
Salt  substitutes,  labeling  of;  statement  of  policy 
respecting.    See  Statements  of  general  pol- 
icy or  interpretation. 
Prescription  drugs;  supplying  pharmacists  with 

indications  and  dosage  of  drugs 6943 

Tests  and  methods  of  assay  for  antibiotic  drugs 

I  and  antibiotic-containing  drugs 1'-    5006 

i^ Aureomycin. 5006. 5189.  7452.  7642 


us 


ANNUAL  INDEX,  1949 


ANNUAL  1NDBX,  1949 


119 


Page 


FOOD  AND  DRUG  ADMINISTRATION— Continued 

Regulations — Continued 
Drugs — Continued 
Tests  and  methods  of  assay  for  antibiotic  drugs 
and  antibiotic-containing  drugs — Continued 

Bacitracin 5008,  6856.  7452 

Chloramphenicol 5007.  6253.  7452 

Penicillin—   886,  2136,  4872,  5006.  6343,  5472.  6253,  6856 

Streptomycin 886, 

887.  3262.  4872.  5006,  5343.  5472.  5896,  6253 
Estrogenic  hormone  preparations;  notice  to  manu- 
facturers, packers,  and  distributors  of 5314 

Federal  Pood,  Drug  and  Cosmetic  Act,  enforcement 
of;  new  drugs: 
Economic  poisons  for  experimental  iise.   See  main 

heading  Agriculture  Department. 
Salt  substitutes;  statement  of  policy  respecting. 
See  Statements  of  general  policy  or  interpre- 
tation. 
Poods,  standardized;  temporary  permits  to  include 

new  ingredients  in 6171 

Fruits  and  vegetables,  fresh,  tolerances  for  poisonous 
or  deleterious  residues  on  or  In;  proposed  rule 

making 5724.  7810 

Monosodium  glutamate,  labeling  of  foods  contain- 
ing; statement  of  policy  respecting 2791,  3120 

Oysters,  canned : 
See  also  Definitions  and  standards  of  identity,  and 

Sea  food. 
Notice  to  packers  respectinR  fill  of  container; 
exclusion  from  Code  of  Federal  Regulations, 

1949  Edition 3280 

Poisons  in  food,  tolerances  for;  poisonous  or  delete- 
rioiis  residues  on  or  In  fresh  fruits  and  vege- 
tables, proposed  rule  making 5724,  7810 

Salt  substitutes,  labeling;  notice  to  manufacturers. 

packers,  and  distributors  of 1033 

Sea  food,  inspection;  labeling: 

Oysters,  canned 6092.  6944 

Shrimp,  canned —  6092.  6944.  7127 

Statements  of  general  policy  or  Interpretation : 
Estrogenic  hormone  preparations:  notice  to  man- 
ufacturers, packers,  and  distributors  of 5314 

Foods,  standardized;  temporary  permits  to  In- 
clude new  ingredients  In 6171 

Monosodium  glutamate.  labeling  of  foods  contain- 
ing; notice  to  manufacturers  and  users.  2791.3120 
Oysters,  canned,  notice  to  packers  respecting  fill 
of  container;  exclusion  from  Code  of  Federal 

Regulations.  1949  Edition 3280 

Penicillin-containing  drugs  for  veterinary  use; 
notice  to  manufacturers,  packers  and  dis- 
tributors  - 239.  294 

Prescription  drugs;  supplying  pharmacists  with 

Indications  and  dosage  of  drugs 6943 

Salt  substitutes,  labeling;  notice  to  manufactur- 
ers, packers,  and  distributors  of 1033 

Tea  Importation  Act.  enforcement  of: 

Redesignation 3280 

Tea  standards 1173 

Vegetables  and  fruits,  fresh,  tolerances  for  poison- 
ous or  deleterious  residues  on  or  in;  proposed 

rule  making 5724.7810 

FOREIGN  AID,  VOLUNTARY.  ADVISORY  COMMIT- 
TEE ON.    See  State  Department. 
FOREIGN  AID  PROGRAM.    See  Economic  Cooperation 
Administration. 

FOREIGN  AND  DOMESTIC  COMMERCE  BUREAUt 

See  Business  Economics.  Office  of. 
Domestic  Commerce,  Office  of. 
International  Trade,  Office  of. 
Appeals  Board: 

See  also  Organization. 

Appeals  to.  from  orders  and  regulations  of  OflBce  of 
Domestic  Commerce;  procedure.  See  main 
heading  Domestic  Commerce,  Office  of. 
Decisions  respecting  suspension  of  export  license 
privileges.  See  main  heading  International 
Trade.  Office  of. 

Designation  of  subchapters 2644 

Field  Service.  Commerce  Department;  location  of  field 

offices 1067 

Organization;  establishment  of  Appeals  Board  within 
Office  of  Assistant  Secretary  for  Foreign  ftnd 
Domestic  Commerce — _______ — 458 


FOREIGN  LIQUIDATION  COMMISSIONER.  OFFICE     Pa«« 

OP.    See  State  Department. 
FOREIGN  MILITARY  PERSONNEL;  free  entry  of  ar- 
ticles for  use  of.    See  Customs  Bureau. 
FOREIGN  MONEYS,  SECURITIES.  ETC.: 

Conversion  of  currency  for  purpose  of  assessment  of 

duty  on  imports.    See  Customs  Bureau. 
Germany;  monetary  reform  by  Military  Government. 

See  Army  Department. 
Information  respecting  foreign  currency  claims  of 
banks,  corporations,  etc..  In  United  States;  regula- 
tions of  Office  of  International  Finance.  Treasury 
Department.    See  Treasury  Department. 
International  mail  service  in  various  countries;  regu- 
lations respecting  money,  letters  of  credit,  securi- 
ties, etc.    See  Post  Office  Department. 
International  Monetary  Fund;  interpretation  of  Direc- 
tor respecting  exchange  contracts  Involving  cur- 
rency of  members.    See  National  Advisory  Coun- 
cil   on    International    Monetary   and    Financial 
Problems. 
Values  of  foreign  moneys  In  terms  of  United  states 
money.    See  Treasury  Department. 
FOREIGN  RELIEF  AND  GIPT  PACKAGES.  ETC..  ship- 
ment of: 
Economic    Cooperation    Administration    regulations. 

See  Economic  Cooperation  Administration. 
Export  licenses  for.   See  International  Trade.  Office  of. 
International  postal  service  regulations.    See  Post  Of- 
fice Department. 
FOREIGN  SERVICE.    See  State  Department. 
FOREIGN  SERVICE  OP  FEDERAL  PERSONNEL,  com- 
pensation and  allowances  for.    See  Public  Health 
Service,  and  State  Department. 
FOREIGN  TRADE  AGREEMENTS.    See  Trade  agree- 
ments. 
FOREIGN-TRADE  ZONES  BOARD: 
Foreign  trade  zones;  establishment,  operation,  etc.: 
New  York  City;  action  on  appeal  of  New  York  For- 
eign Trade  Zone  Operators.  Inc..  from  ruling  of 
Commissioner  of  Customs  denying  permission  to 

manipulate  rums  by  mixing  and  coloring 1159 

San  Antonio.  Texas;  establishment  of  foreign-trade 

zone  at  municipal  airport 3186.  7363 

General  regulations: 
Administration  of  zone : 

Changes  In  regulations,  providing  for 3671 

Reports  by  grantees  to  Board;  amendment  of 
Board's  official  publication  "Uniform  System 
of  Accounts.  Records,  and  Reports,  etc.."  with 

respect  to  period  of  report 6427 

Application  for  grants: 

Address 3671 

Exhibits,  accompanying  application;  statement  of 
organization,  etc..  of  private  corporation,  de- 
letion of  "sworn" 3671 

Definitions;  "act".  "Board".  "District  Engineer" 3671 

Operations  permitted  In  zones: 

Citations,  substitutions  for 3671 

Permission  to  manipulate  foreign  and  domestic 
merchandise  to  be  obtained  from  Collector  of 

Customs,  appeals,  etc 3671 

Customs    regulations    respecting.    See    main 
heading  Customs  Bureau. 
Grants  to  establish,  operate,  etc..  foreign-trade  zones: 
Applications.    See  General  regulations. 
Various  zones: 

Los  Angeles.  California 3686 

Seattle.  Washington 3686 

Rules  of  procedure  and  practice: 
Construction  of  zones  to  be  under  supervision  of 

Secretary  of  Army  and  Chief  of  Engineers 3671 

Examiners  Committee.  Executive  Secretary  of 3671 

Organization  of  Board: 

Duties  of  Secretary,  etc 3671 

Records  of  Board  to  be  maintained  In  Office  of  In- 
ternational Trade 8671 

FOREST  SERVICE: 

Authority,  delegations  of;  from  Secretary  of  Agricul- 
ture to  Chief,  respecting  certain  matters: 

Land  exchanges  and  adjustment  of  titles 2780 

Land  utilization  projects  for  wiiich  Service  Is  custo- 
dial agency;  to  execute  easements,  leases  and 
licenses,  permits,  contracts,  etc 8419 


FOREST  SERVICE— Continued  ^*«® 

Authority,  delegations  of;  from  Secretary  of  Agricul- 
ture to  Chief,  respecting  certain  matters — Con. 

Options  on  lands  or  interests  therein 6666 

Withdrawal  of  lands  under  Chief's  Jurisdiction  for 

administrative  sites,  recreational  use.  etc 7674 

Cherokee  National  Forest;  enlargement  of.  Executive 
order  respecting.  See  main  heading  Presidential 
documents.  • 

Glfford  Pinchot  National  Forest,  formerly  Columbia 
National  Forest;   designation,  proclamation  re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Land  utilization  projects;  authority  of  Chief  respect- 
ing.   See  Authority,  delegations  of. 
Lands  within  or  adjacent  to  various  national  forests: 
Designation  by  Secretary  of  Agriculture  of  certain 
lands  to  be  administered  as  parts  of  specific 
national  forests.    See  main  heading  Agriculture 
Department. 
Public  land  orders,  etc..  affecting.    See  main  head- 
ing Land  Management  Bureau. 
Withdrawals  for  administrative  sites,  etc. : 
Authority  respecting.    See  Authority,  delegations 

of. 
Sites    in    Cleveland.    Dixie.    Eldorado.    Kaniksu. 
Klamath.  Los  Padres  and  Payette  National 
Forests;  withdrawal  orders  revoked  by  Sec- 
retary of  Interior 7570 

Oregon: 
Designation  of  Service  as  organization  within  De- 
partment of  Agriculture  to  administer,  protect 

and  manage  certain  lands  In 4522 

Railroad  grant  lands  in.  withdrawal  for  power- 
house site;  public  land  order  respecting.    See 
main  headinq  Land  Management  Bureau. 
Organization  and  functions: 
See  also  Authority,  delegations  of. 
Claims:  for  loss,  damage  or  destruction  of  property: 

Payment  on  approval  of  Chief,  Forest  Service 7461 

Payment  on  approval  of  Secretary  of  Agriculture    7461 
Property,  private;  of  officers  and  employees  of  Serv- 
ice: 
Claims  for  loss,  damage  or  destruction ;  provisions 

respecting  settlement.     See  Claims. 
Furnishing  of,  in  performance  of  official  duties.  _    7461 
Hiring  or  renting  of.  by  Forest  Service  In  amount 

not  to  exceed  $3000 7461 

Regulations : 
Alaska;  home  and  Industrial  sites,  use  of  certain 

lands  for.    See  Land  uses. 
Forest  Road  Development  fund,  administration  of ; 

redesignation 4898,  4905 

Land  uses,  special  use  permits;  home  and  industrial 

sites  in  Alaska 1382 

Timber: 
Administrative  use  for  Improvements,  fuel,  inves- 
tigative use  by  government,  relief,  and  non- 
profit  organizations 7355 

Sustained  yield  units;  determination  of: 
Flagstaff  Federal  Sustained  Yield  Unit,  deter- 
mination of 2559 

Grays  Harbor  Federal  Sustained  Yield  Unit, 

determination  of 6797 

Shelton  Cooperative  Sustained  Yield  Unit;  codi- 
fication discontinued 4905 

Vallecitos  Federal  Sustained  Yield  Unit;  codi- 
fication  discontinued 4905 

Trespassing  animals;  orders  for  removal  from  cer- 
tain national  fbrests: 
Horses : 
Beaverhead  National  Forest  (Dillon  District), 

Montana 6980 

.     Minidoka  National  Forest  (Oakley  Ranger  Dis- 
trict). Idaho • 7203 

Santa  Pe  National  Forest  (Chama  Ranger  Dis- 
trict). New  Mexico 922 

Sitgraves  National  Forest  (Pinedale  Ranger  Dis- 
trict). Arizona 192 

Tolyabe  National  Forest   (Austin  Range  Dis- 
trict). Nevada 4619 

Whitman  National  Forest  (La  Grande  Ranger 

District).  Oregon 6680 

Sheep;  DeSoto  National  Forest 6925 

Superior  National  Forest.  Minnesota,  airspace  reserva- 
tion over;  establishment  by  Executive  order.  See 
main  heading  Presidential  documents. 


FORESTS,  NATIONAL.     See  National  parks,  forests,    Pa«e 
etc. 

FORREST  AL,  JAMES,  announcement  of  death  of;  proc- 
lamation respecting.    See  Presidential  documents. 

FREEDMEN'S  HOSPITAL: 

Admission  and  out-patient  treatment: 

Rates  charged  to  in-patients  admitted  prior  to  ef- 
fective date  of  regulations 7177 

Revision 7177 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  he^d- 
ing  Civil  Service  Commission. 
Regulations: 
Admission  and  out-patient  treatment;  proposed  re- 
vision      6447 

Eligibility  of  persons  whose  hospitalization  payment 
is  undertaken  by  financially  responsible  organi- 
zation      3379 

Payments;  waiving  of  payments  ir  advance  when 
payment  is  undertaken  by  financially  responsi- 
ble organization 1 3379 

FREEDOM  DAY.    See  National  Freedom  Day. 
FUEL  CONSERVATION,  by  Federal  agencies;  directive 
respecting.    See  Presidential  documents. 


GAME  RANGES.  REFUGES.  ETC.: 
Public  land  orders,  etc..  respecting.    See  Land  Man- 
agement Bureau. 
Regulations  respecting.   See  Fish  and  Wildlife  Service. 
Transfer  of  certain  lands  for  wildlife  conservation 
purposes.    See  War  Assets  Administration. 
GAS.  AND  GASOLINE,  conservation  of.  by  Federal  agen- 
cies; directive  respecting.     See  Presidential  docu- 
ments. 
GENERAL  ACCOUNTING  OFFICE: 
Organization,  functions,  etc.: 
Assistant  Comptroller  General;  certain  employees 
designated  to  act  during  absence  or  incapac- 
ity of - —    2934 

Comptroller  General  of  United  States: 

Decisions,  availability  of 2934 

Designation  of  certain  employees  to  act  during 
absence  or  incapacity  of,  and  to  certify  copies 

of  records,  documents,  etc..  for 2934 

Functions  in  connection  with  property  management 
(property  accoimting  systems,  audits,  etc.)', 
consultation  with  Director  of  General  Services 
respecting:  implementation  of  Federal  Prop- 
erty and  Administrative  Services  Act  (Presi- 
dent's letter  of  July  1. 1949) 3701 

Organization 2934 

Property  management,  fimctions  In  connection  with. 

See  Organization,  functions,  etc. 
Regulations : 

Advertising,  Government,  procedure  for;  revision  of 

general  regulation  No.  109 589 

Claims  and  accounts;  tran.smlsslon  to  Office  of 
doubtful  accounts  or  claims,  notificatlbn  of 
claimant,  etc.,  revision 6709 

GENERAL  SERVICES  ADMINISTRATION: 

See  Community  Facilities  Service. 
Federal  Supply  Service. 
National  Archives  and  Records  Service. 
Public  Buildings  Service. 
War  Assets  Administration. 
Administration;  organization  and  functions: 
See  also  Authority,  delegations  of. 
Acting  Administrator,  appointment  of  (President's 

letter  of  June  30. 1949) 3699 

Contract  settlement: 
Contract  Settlement  Office  (former) ;  transfer  of 
functions  relating  to.   See  Temporary  organ- 
ization. 
Deputy  Director  of  Contract  Settlement,  designa- 
tion of 4734 

Federal  Property  and  Administrative  Services  Act  of 
1949: 
Implementation  of;  surveys,  reports  and  stand- 
ards respecting  records  and  property  manage- 
ment (procurement,  utilization  and  disposal) , 
etc.  (President's  letter  of  July  1, 1949) 3699 
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GENERAL  SERVICES  ADMINISTRATION— Continued    ^"8* 

Administration;  organization  and  functions — Con. 
Federal  Property  and  AdmlnistratJve  Services  Act 
of  1949 — Continued 
Statement  of  policy  under,  respecting  records  and 
property   management,    procurement    (con- 
tract placement  with  small  business  establish- 
ments), etc.  (Presidents  letter  of  June  30. 

1949) 3699 

Liquidation  Service: 
Establishment  to  liquidate  functions  and  affairs  of 

War  Assets  Administration "Ma 

Transfer  to  Commissioner  and  Service  of  func- 
tions, authority,  personnel,  etc..  of  Liquidator 
of  War  Assets  and  War  Assets  Administra- 
tion  -— --V    "^^^^ 

Liquidator  of  War  Assets;  abolishment  of  office  and 
transfer  of  functions,  authority,  personnel,  etc., 

to  Commissioner  of  Liquidation  Service 7943 

Public  Roads  Bur'^au  (formerly  Public  Roads  Ad- 
ministration) : 
Functions,  under  temporary  organization.     See 

Temporary  organization. 
Transfer  to  Commerce  Department  under  Reor- 
ganization Plan  No.  7  of  1949 5228 

Temporary  organization,  establishment  of 3693 

Continuance  in  effect  of  regulations  in  effect  prior 

to  transfer 3693 

Functions  transferred  under  Federal  Property  and 
Administrative  Services  Act  to  General  Serv- 
ices Administration  from  various  agencies—.    3693 

Community  Facilities  Bureau 3693  3694 

Contract  Settlement  Office  (former) 3693 

Federal  Register  Administrative  Committee —    3693 

Federal  Supply  Bureau 3693 

Federal  Works  Agency  and  constituent  agen- 
cies   3693  3694 

National" Archives  Est'abflshment 3693,  3694 

Public  Buildings  Administration 3693 

Public  Roads  Bureau 3693 

War  Assets  Administration 3693,  3694 

New  functions,  to  be  administered  or  performed 
bv  officers  and  employees  transferred  to  Ad- 
ministration     3693 

War  Assets  Administration: 
Abolishment  and  transfer  of  functions,  authority, 

personnel,  etc..  to  Liquidation  Service 7943 

Functions  under  temporary  organization.     See 
Temporary  organization. 
Authority,  delegation  of.  by  Administrator,  to  various 
officials  and  agencies  respecting  various  matters: 
Community  Pacilities  Service: 
Commissioner,  and  previously  authorized  official^ 
or  employees  In  Washington  Office;  authority 
with  respect  to  planning,  development  and 
administration  of  community  facilities  pro- 
grams      7569 

Exercise  of  authority  In  absence  or  incapacity  of 

principal 7569 

Field  offices  and  officials;  continuance  In  effect  of 

previously  delegated  authority 7569 

Defense,  Secretary  of;  authority  to  represent  Inter- 
ests of  government  agencies  in  connection  with 
application  of  Pacific  Gas  and  Electric  Com- 
pany to  Increase  rates 7605.  7679 

Federal  Supply  Service: 
Contracting  officers;  authority  to  negotiate  con- 
tracts for  services  In  connection  with  stock- 
piling of  strategic  and  critical  materials 6981 

Director,  and  previously  authorized  officials  or  em- 
ployees In  Washington  Office;  authority  with 
respect  to  planning,  development  and  admin- 
istration of  federal  supply  programs 7569.  7678 

Exercise  of  authority  in  absence  or  Incapacity  of 

principal 7569 

Field  offices  and  officials;  continuance  In  effect  of 

^  previously  delegated  authority 

Reads  of  organizational  units;  authority  to  make 
determinations  respecting  fair  value  of  excess 
property  and  disposals  of  surplus  property.— 
National  Archives  and  Records  Service ;  authority  of 
Archivist  and  certain  previously  authorized  per- 
sonnel respecting  planning,  development  and 
administration  of  records  programs 7669 
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GENERAL  SERVICES  ADMINISTRATION— ConHnued 

Authority,  delegation  of.  by  Administrator,  to  various 
officials  and  agencies   respecting  various   mat- 
ters—Continued 
Public  Buildings  Service: 
Commissioner  and  previously  authorized  person- 
nel In  Washington  Office;  authority  respect- 
ing planning,  development  and  administra- 
tion of  public  buildings  programs 7569 

Exercise  of  authority  In  absence  or  Incapacity  of 

principal "^^ 

Field  offices  and  officials;  continuance  In  effect  of 

previously  delegated  authority 7569 

Surplus  Property,  Committee  for  Disposal  of,  for 
Educational  Purposes;  authority  of  Chairman 
respecting  approval  or  disapproval,  of  dona- 
tions of  equipment,  materials,  books  or  other 

supplies  for  educational  purposes 7605,  7678 

War  Assets  Administration;  authority  of  Liquidator 
of  War  Assets  and  Regional  Directors  respect- 
ing disapproval  of  proposed  transfer  by  various 
agencies  of  certain  surplus  property  (buildings, 
improvements,  certain  personal  property,  etc.) 
for  public  health  and  educational  purposes  and 

for  use  as  parks,  recreation  areas,  etc 6817 

Building  designations: 

Executive  Office  Building,  formerly  State  Depart- 
ment Building 5405 

General  Services  Building,  formerly  Federal  Works 

Building 5405 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive   service    (Schedule   A).     See   main 
heading  Civil  Service  Commission. 
Contract  settlement;   performance  of  fimctlons  re- 
lating to.    See  Administration. 
Contracts  for  services  In  connection  with  stockpiling 
of  strategic  and  critical  materials;  authority  of 
Federal  Supply  Bureau  officials  to  negotiate.    See 
Authority,  delegation  of. 
Excess  and  surplus  property;  utilization,  disposal,  etc. 

See  Property. 
General  Supply  Fund: 

Administration  of.  by  Federal  Supply  Bureau 5804 

Payments  to,  by  requisitioning  agencies;  regulations 
respecting.    See  Regulations. 
Personnel  transferred  under  Federal  Property  and 
Administrative  Services  Act.  functions  of,  under 

temporary  organization 8693 

Procurement  of  property.    See  Property. 
Property;  procurement,  utilization,  and  disposal: 
Authority  respecting  disposal  of  property  for  edu- 
cational, public  health,  or  public   recreation 
"*         purposes,  delegation  of: 

To  Committee  for  EHsposal  of  Surplus  Property 

for  Educational  Purposes 7605,  7678 

To  Liquidator  of  War  Assets 6817 

Implementation  of  Federal  Property  and  Admin- 
istrative Services  Act    (President's  letters   of 

June  30  and  July  1,  1949) 3699.3701 

Regulations  respecting.    See  Regulations. 
Records  management: 
Implementation  of  Federal  Property  and  Adminis- 
trative Services  Act  of  1949  respecting  (Presi- 
dent's letter  of  July  1.  1949) 3701 

Regulations,  etc..  prescribed  by  Archivist  of  United 

States;  continuance  In  effect 8694 

Regtalatlons : 
Disposal  of  excess  and  surplus  property: 

Abandonment,  destruction,  or  donation  of  prop- 
erty to  public  bodies 8514 

Destruction,  abandonment,  destruction,  or  dona- 
tion of  property  to  public  bodies 6614 

Donations  of  property: 
To  public  bodies  (States.  Federal  agencies,  etc.)  _    6514 
To  public  health  or  educational  institutions. 
See  Personal  property,  and  Real  Property. 
Educational  purposes,  transfer  of  property  for. 

See  Personal  property,  and  Real  property. 
Personal  property: 

Disposal  of  excess  or  surplus  property.- -    8694 

Excess  property,  utilization  by  Federal  agen- 
cies   ^'—     8694 

Proceeds  of  transfers  or  disposals 3694 

Records  and  reports  respecting 8694 

Surplus  property  (excess  property  not  uti- 
lized), disposal  of WW 


GENERAL  SERVICES  ADMINISTRATION— Continued    ^^8* 
Regulations — Continued 
Disposal  of  ejfcess  and  surplus  property — Continued 
Personal  property — Continued 
Educational   Institutions,  transfer  of  surplus 
materials,  books,  etc.,  to.  for  educational 

purposes 5727 

Proceeds 3694 

Public  health  purposes,  transfer  of  real  property 

for.    See  Real  property. 
Real  property : 

Dlspasal  of  excess  or  surplus  property 3694 

Proceeds  of  transfers  or  disposals 3694 

Records  and  reporting  of 3694 

Educational  or  public  health  Institutions,  trans- 
fer of  surplus  real  prop>erty  to,  for  educa- 
tional or  public  health  purposes 5727.  5728 

Records    and    reports    by    executive    agencies 

respecting 3694.  5727.  5728 

War  assets  inventory;  regulation  inapplicable  to.     3694 

Educational  purposes,  transfer  of  excess  or  surplus 

personal  or  real  property  for.    See  Disposal  of 

excess  and  surplus  property. 

Payments  to  General  Supply  Fund  by  requisitioning 

agencies   for   supplies   and   services   procured 

through  Fund;  procedure 3803 

Administration  of  procedure  by  Federal  Supply 

Bureau 3804 

Advance  of  funds: 
When  insufficient  capital  in  General   Supply 

Fund — —     3803 

When  mutually  agreed  upon 3804 

Payments: 

By  certified  invoice 3804 

By  transfer  and  counterwarrant 3804 

Procurement  of  supplies  and  services  through  Gen- 
eral Supply  Fund;  payment  for.    See  Payments 
to    General    Supply    Fund    by    requisitioning 
agencies. 
Public  health  purposes,  tran-sfer  of  surplus  real 
property  for.    See  Dispasal  of  excess  and  sur- 
plus property. 
Siuplus  or  excess  property,  disposal  of.    See  Dis- 
posal of  excess  or  surplus  property. 
Small   business  establishments,   contract   placement 
with ;  statement  of  general  policy  re.'^pecting,  un- 
der Federal  Property  and  Administrative  Serv- 
ices Act  (President's  letter  of  June  30.  1949) 3699 

Stockpiling  of  strategic  and  critical  materials,  con- 
tracts for  services  in  connection  with;  authority 
of  Federal  Supply  Bureau  official  respecting.    See 
Authority,  delegation  of. 
Surplus  property,  disposal  of: 
Authority  respecting.    See  Property,  above. 
Regulations  respecting.    See  Regulations. 

GEOLOGICAL  SURVEY: 

Authority,  delegations  of: 
From  Director  to  Chief  of  Physical  Exploration 
Unit;  redelegatlon  of  authority  respecting  con- 
struction, supply  and  service  contracts 2416 

From  Secretary  of  Interior  to  various  oflficials: 
Director: 

Condemnation  proceedings;  approval  of.  etc.—      308 
Contracts  for  construction,  supplies  or  services.      307 

Conveyances  of  lands  or  interests  In  lands 6138 

Leases  of  space  in  real  estate  outside  District  of 

Columbia 808 

Title  opinions;  request  for  opinion  from  Attor- 
ney General 307 

Regional  oil  and  gas "  supervisors  and  regional 
mining  supervisors,  authority  respecting  sus- 
pension of  operations  and  production 6245 

Organization : 
Chahge  In  nomenclature  (branch,  division),  state- 
ment of 41 

Contracts,  construction,  supply  and  service:  delega- 
tion of  authority  to  various  officials  respecting.        41 
Redelegatlon  of  authority  respecting.    See  Au- 
thority, delegations  of. 
Regulations  and  notices: 
Oil  and  gas  fields,  definition  of  known  geologic 

structures  of  producing  fields  in  Wyoming 258 

•ocoo— 60 16 


GEOLOGICAL  SURVEY— Continued  P'^se 

Regulations  and  notices — Continued 
Power  sites;  classifications  and  cancellations: 
Arizona;  No.  402,  Gila  and  Salt  River  meridian...     3291 

California;  No.  401.  Mount  Diablo  meridian 1652 

Colorado  and  New  Mexico;  No.  393,  Rio  Grande 

River 6724 

New  Mexico;  No.  95.  New  Mexico  meridian 1620 

See  also  Colorado. 
Oregon : 
No.  97  (affecting  No.  150).  Middle  Fork  Wil- 
lamette River 5674 

No.  400.  Columbia  River 944. 1397 

Utah;  No.  397.  Salt  Lake  meridian 1620 

Washington;  No.  93.  Willamette  meridian 1620 

Public  coal  lands;  reclassification.  Utah.  Salt  Lake 

meridian 6024.  6158 

GERMAN  AFFAIRS  BUREAU.     See  State  Department. 

GERMANY: 
Allied  High  Commission  for  Germany: 
Regulations    issued    by;    publication    by    German - 

Affairs  Bureau.     See  State  Department. 
Representation  of  United  States  on;  Executive  or- 
der  respecting.     See   Presidential    documents. 
Armed  Forces,  United  States,  Commander  of;  func- 
tions. Executive  order  respecting.    See  Presiden- 
tial documents. 
Berlin  airlift,  device  to  be  worn  by  personnel  of  Army 
of    Occupation    engaged    in;    regulations.    See 
Army  Department. 
Exports  and  imports  in  American  and  British  Zones; 
Information  respecting.    See  Army  Department. 
Former  German  Government,  property  of: 

Relinquishment  of  control  over  certain  property  by 

State  Department.    See  State  Department. 

Vesting  orders,  etc.    See  Alien  Property.  OfTice  of. 

German  Affairs  Bureau;  publication  of  rejrulations 

affecting  United  States  citizens  or  property  in 

Germany.    See  State  Department. 

Gift  packages :  export  llcen.ses  for.    See  International 

Trade,  Office  of. 
Mall  to.     See  Post  Office  Department. 
Military  Government  for;  regulations,  etc.    See  Army 

Department. 
Property  of  former  German  Government  and  of  Ger- 
man nationals;  vesting  orders,  regulations,  etc., 
respecting.    See  Alien  Property  Office  of. 
United  States  High  Commissioner  for  Germany: 
Functions  with   respect   to  economic   cooperation 
program,  military  government,  etc..  Executive 
order  respecting.     See  Presidential  documents. 
Regulations  issued  by;  publication  by  German  Af- 
fairs Bureau.    See  State  Etepartment. 
GIFPORD  PINCHOT   NATIONAL  FOREST,   formerly 
Columbia  National  Fore.st;  designation,  proclama- 
tion respecting.    See  Presidential  documents. 
GIFT  PARCELS   (RELIEF  PACKAGES,  ETC.);   ship- 
ment of: 
Economic    Cooperation    Administration    regulations. 

See  Economic  Cooperation  Administration. 
Export  licenses  for.     See  International  Trade,  Office 

of. 
International   postal   service  regulations.    See  Post 
Office  Department. 
"GIVE-AWAY"   PROGRAMS,   broadcasting   of;    radio 
regulations.    See   Federal  Communications   Com- 
mission. 
GOLD   HOLDINGS.    Information    respecting;    regula- 
tions of  Office  of  International  Finance,  Treasury 
Department.    See  Treasury  Department. 
GOVERNMENT  EMPLOYEES: 
Civil  service  regulations.    See  Civil  Service  Commis- 
sion. 
Claims  for  compensation.    See  Employees'  Compensa- 
tion Bureau. 
GREECE,   immigration   quota   for;    proclamation   re- 
specting.   See  Presidential  documents. 
GUAM,  transferring  administration  of.  from  Navy  De- 
partment to  Interior  Department;  Executive  order 
respecting.    See  Presidential  documents. 
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HAW  AH: 

Aircraft  danger  areas,  designation  of.  by  Administra- 
tor of  Civil  Aeronautics.    See  Civil  Aeronautics 
Board. 
Immigration  regulations: 

Examination  of  persons  traveling  by  air  to  main- 
land; joint  regulations  of  Customs  Bureau,  Im- 
migration   and    Naturalization    Service,    and 
Public  Health  Service.    See  Immigration  and 
Naturalization  Service. 
Ports  of  entry.     See  Immigration  and  Naturaliza- 
tion Service. 
Lands  in.  formerly  used  for  military  and  naval  pur- 
poses,  restored   to  Jurisdiction   of  Territory   of 
Hawaii;  Executive  orders  respecting.    See  Presi- 
dential documents. 
Postal  regulations  respecting  domestic  mall  rates  to. 

See  Post  OflBce  Department. 
Radio  stations  in,  regulations  governing.    See  Federal 

Communications  Commission. 
SUfear  and  sugarcane;  quotas,  wage  and  price  deter- 
minations, etc.     See  Agriculture  Department. 
Surplus  property  disposal.     See  War  Assets  Admin- 
istration. 
HEART  DISEASE;  grants  to  trainees  and  institutions 
for  research  and  training  in.    See  Public  Health 
Service. 
HEART   INSTITUTE.   NATIONAL;    traineeships.     See 

Public  Health  Service. 
HIGH  COMMISSIONER  FOR  GERMANY : 
Establishment  of  position,  functions,  etc.;  Executive 

order  respecting.     See  Presidential  documents. 
Regulations  issued  by;  publication  by  German  Affairs 
Bureau.     See  State  Department. 
HISTORIC  SITE.  San  Juan.  Puerto  Rico;  designation. 
See  Interior  Department. 

HOME  LOAN  BANK  BOARD: 
Federal  Home  Loan  Bank  System: 

Operation  of  banks:  bank  quarters  (correction) —      123 
Organization  of  banks: 

Directors   (corrections) 123 

Indemnification;    directors,    oflBcers,    and    em- 
ployees  4598.  5314 

Federal  Home  Loan  Banks;  regulations.    See  Federal 

Home  Loan  Bank  System. 
Federal  savings  and  loan  associations;  regulations  re- 
specting charters,  incorporation,  merger,  opera- 
tions, etc.     See  Federal  Savings  and  Loan  System. 
Federal  Savings  and  Loan  Insurance  Corporation: 
Insurance  of  accounts,  lending  area  (exceptions  to 
limitations  on  lending  beyond  fifty  miles  in  pur- 
chase   of    Home    Owners'    Loan    Corporation 

loans) ■ 3183 

Interpretative  opinions;  codification  discontinued—    2746 
Revision;  proposed  rule  making: 

Amendment  of  rules  and  regulations  and  hear- 
ings; provisions  for 7672,  7673 

Bonds  of  Corporation;  regulations.    See  Notes, 

bonds,  debentures. 
Debentures    of    Corporation;    regulations.    See 
Notes,  bonds,  debentures. 

Definitions 7667 

Hearings;  provisions  for 7673 

Insurance: 

Applications  for 7667.  7668 

Settlement  of,  upon  default 7671 

Termination  of 7671,  7672 

Notes,  bonds,  debentures,  and  other  obligations  of 

Corporation 7672 

Operations 7668,  7669 

Federal  Savings  and  Loan  System: 

Charters  and  bylaws  of  Federal  savings  and  loan 

associations 1104,  3983,  4550 

Issuance  of  Charter  N;  distribution  of  earnings..    5020 
Conservators  and  receivers: 

Appointment;  redeslgnatlon 1101,  3980 

Appointment  following  request;  redeslgnatlon.—   1101, 

3980 
Conservator,  powers  of,  and  conduct  of  conserva- 

6  torshlps;  redeslgnatlon 1101,  3980 

Receiver,  powers  of,  and  conduct  of  receiverships; 

redeslgnatlon 1101,  3980 
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Federal  Savings  and  Loan  System — Continued 

Definitions HOI.  3981 

Incorporation,  organization,  and  conversion ;  redes- 
lgnatlon and  revision 1102,  3981,  4550 

Interpretative  opinions: 

Codification  discontinued 2746 

Deletion HOL  3980 

Merger,  dissolution,  and  reorganization;  redeslgna- 
tlon and  revision 1112,  3991 

Operations: 

Earnings,  distribution  of '688 

Redeslgnatlon  and  revision 1107,  3986,  4550 

Receivers.    See  Conservators  and  receivers. 

Rules  and  regulations;  hearings 1102.  3981,  5647 

Home  Owners'  Loan  Corporation: 

Fees,  expenses  and  costs  (correction) 123 

Loans;  purchase  unrestricted  to  holders  of  Insured 
accounts.    See  Federal  Savings  and  Loan  In- 
surance Corporation. 
Officers: 

Board  of  Directors  (correction) 123 

Conveyancing   authority;    general   conveyancing 

resolution   (correction) 123 

HOME  OWNERS'  LOAN  CORPORATION.     See  Home 
Loan  Bank  Board. 

HOSPITALS: 

Construction,  grants  for: 
In  Phllippine.s.  In  connection  with  medical  care  and 
treatment  of  veterans.    See  Veterans'  Adminis- 
tration. 
Public  Health  Service  regulations.  See  Public  Health 
Service. 
Government  hospitals: 
Army  Department  hospital  facilities;  availability  to 
beneficiaries  of  Indian  Affairs  Bureau.     See 
Army  Department. 
Preedmen's  Hospital.    See  Preedmen's  Hospital. 
Positions  filled  by  student  or  resident  trainees;  Civil 
Service  Commission  regulations  respecting  pay 
for.    See  Civil  Service  Comml-sslon. 
St.  Elizabeths  Hospital.    See  St.  Elizabeths  Hospital. 
Vocational  rehabilitation,  purchase  of  hospital  care 
for.    See  Vocational  Rehabilitation.  Office  of. 
HOUSEHOLD  GOODS,  of  members  of  various  services, 
transportation  of;  Executive  order  respecting.    See 
Presidential  documents. 

HOUSING  EXPEDITER,  OFFICE  OF: 

Organization  description.  Including  delegation  of  final 
authority: 
Authority,  delegation  of.  to  attorneys  appointed  by 
Housing  Expediter  to  appear  for  United  States 
in  any  case  arising  under  section  205  or  206 
of  Housing  and  Rent  Act  of  L947.  to  Institute 
and  conduct  civil  suits  or  proceedings  and  to 
defend  Housing  Expediter,  etc..  in  any  case 

under  act 6097 

Designations: 
Acting  Housing  Expediter,  in  absence  of  Housing 

Expediter , 2386,  5446,  6241 

Employees  ( in  National.  Regional  and  Area  Rent 

offices)  to  take  oaths 2709 

Procedure : 
Adjustments,  administratis^  review  and  Interpreta- 
tions under  maximum  rent  regulations: 

Prior  to  revision —  1783.  3677,  5073 

Revision 5271,  5898 

Procedures  before  Local  Advisory  Boards 4804 

Regulations: 
Rent  control;  regulations  under  Housing  and  Rent 
Act  of  1947,  as  amended: 
Housing,  controlled;  rent  regulation: 

Prior  to  rei-ssuance 17. 

93.  143.  1394.  1571.  1868.  2060.  2233.  2441,  2605. 
3399.  3467.  3673,  3745,  4749.  4818.  4943. 
Schedules  A  and  B.    See  under  ReLssuance. 
Reissuance.  Including  Amendments  1-148  and 

excluding  Schedules  A  and  B 5711.  5867 

Amendments  affecting  areas  in  listed  States 
(Schedules  A  and  B)   before  and  after 
reissuance : 
Alabama—  1587.  5392,  5688.  5830,  5897,  5973,  6659 

Arizona 682,  856,  1519,  1666.  1760.  3353 

Arkansas 1587.  1666.  2084.  3120.  3556,  3813, 

I  4803.  5217,  5760.  5830.  6743,  7688,  7883 


HOUSING  EXPEDITER,  OFFICE  OF— Continued  p*8« 

Regulations— Continued 
Rent  control;  regulations  under  Housing  and  Rent 
Act  of  1947,  as  amended— Continued 
Housing,  controlled,  rent  regulation — Continued 
Reissuance,  including  Amendments  1-148  and 
excluding  Schedules  A  and  B— Continued 
Amendments  affecting  areas  in  listed  States 
(Schedules  A  and  B)  before  and  after 
reissuance — Continued 

California 1'733.  1932, 

4618    4750,  4789,  4804,  5392,  5561,  6659,  6742. 
6994,  7157,  7250,  7377,  7428,  7516,  7618,  7884 

Colorado 5830, 

5897,  5973,  6113,  6151,  6743.  7158.  7269 

Florida 456.  979, 

1666  2412, 2441.  2607.  2746.  3050.  3200.  3556. 

3704,  3705.  3992,  4923.  5045.  5217,  5508,  5830 

Miami.  See  Special  areas. 

Georgia—  1345,  1667.  3079.  3353,  4923.  5830,  7618 

Idaho  —  2176.  5626.  5830.  5897.  6659 

Illinois 856,  918.  1667,  2412,  3467. 

5428  5561,  5626.  5688.  5760.  5897.  5973.  6129. 
6254;  6638.  6677.  6743.  7269,  7335,  7643,  7884 

Indiana 1587,  3353.  4750. 

4803  4858.  5217.  5428.  5508.  5561.  5626,  5760, 
5779,  5830.  5897.  5973.  6129,  6254,  7269,  7643 

Iq^q 1570. 

1733  Y76b74'8'58,  5488,  5508,  5626,  6113,  6254. 
6687.  6743.  6995.  7269.  7335,  7618.  7643.  7884 

Kansas     2441.3152.3234,3311.3451. 

3556  3704.  3773.  3848.  3992.  4481.  4550.  4618. 
4803  5020.  5217.  5428.  5760.  5897,  5913.  7883 

Kentucky 1733.  5428.  5508. 

5688.  5830.  5897,  5973.  6113.  612g.  6638.  7454 
Louisiana-  2060.  5561.  5760,  5830.  5897.  6113.  6743 

Maine.-    3672.  5688.  5760,  5830,  6113 

Maryland 1667.  5508.  5830.  5897.  5973,  6113 

Ma.s.sachusetts..- —  1823,  4550.  7158 

Michigan 1667. 

2897.  5428,  5508,  5561.  5626.  5897.  7044,  7335 

Minnesota 1666.  1733.  1760.  6129 

Mississippi 627.  695,  2060.  2607.  3234. 

3813.  4481.  5189.  5830.  5867.  5897.  6558,  6742 

Missouri 2059 

5561.  5688,  5760,  5897,  5973.  6113,  7884 

Montana   5897,  5973,  6113,  7643 

Nebraska 1760,  4904.  5241.  5488.  6441,  6687 

N(?vada 3672 

New  Hampshire—  271,  5392.  6830,  6113.  7044.  7269 

New  Jersey 1005,  1587,  5688,  6113,  7428 

Atlantic  County.  See   Special  areas. 

New  Mexico 3120.  3311,  3556.  4858.  5392 

New  York 337.  856.  5561.  5973,  7688,  7884 

New  York  City.  See  Special  areas. 

North  Carolina 1666. 

1760.  5189,  5428,  5561.  6129,  6496.  7157,  7269 

North  Dakota 1345,  1666 

Ohio  -    1345.  1666,  1733.  2412.  5217. 

5'39"2  5488.  5508.  5626.  5779.  5830.  5973.  6129. 
6254.  6383.  6558.  6638.  6995.  7157.  7250,  7335 

Oklahoma 1083,  2761,  3152,  3311.  3617, 

3848  4481.  4618.  4789,  4874,  5020.  5217.  5626. 
5688!  6129.  6383.  6659.  6994,  7157,  7516,  7618 

Oregon-     —    1667,  4848,  4923, 

5045,  5'2"l7,  5626,  5973,  6383,  6659,  7157,  7643 

Pennsylvania 1760,  2412,  4550, 

4551,  5973,  6195,  7200,  7269,  7377.  7688,  7884 

•Rhode  Island „  3672 

South  Carolina—  1733.  5045,  6129,  6994,  7250,  7335 

South  Dakota 1345 

1760  2044,  5897,  5973,  6113,  6659,  7044.  7158 

Tennessee 1667,  1760,  3280,  3451,  3672.  3992. 

4858.  5217,  5392.  5561.  5626.  6129,  6130,  6558 

Texas  —  1587.  2441.  2545.  2796.  3120.  3152.  3234. 

3399.  3451.  3494,  3813.  3992.  4550,  4593,  4613, 

4803,  4817.  4848.  5045.  5488.  5508.  5973,  6114 

Utah     3813.3992,4848,4923,5688,5973 

Vermont 5428.  5521.  5561.  5626.  6254.  7269 

Virginia...  1760.  2695.  5508.  5561.  6659, 7618,  7883 

Washington        3617, 

4618.  4750'.'4904.'  4923.  5392.  5488.  7428.  7643 

West  Virginia 1666. 

5428,  6508.  6561.  5830.  6254.  6440.  6995.  7044 

Wisconsin 682.  1667.  1868.  3773.  4873.  5830 

Wyoming - —  5428,  6113 
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HOUSING  EXPEDITER,  OFFICE  OF— Continued 
Regulations — Continued 
Rent  control ;  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended — Continued 
Housing,  controlled,  rent  regulation — Continued 
Special  areas;  regulations: 

Atlantic  County.  N.  J 19.  94. 

145     1395.    1577.    1868.   2061.   2175.   2236.    2441. 
2607    3400.   3468.   3746.   4751.   4822.   4944.   5867 

Miami.  Pla 20,  93.  145.  978. 

1395  1588.  1868.  2061.  2235.  2441.  2607.  2716. 
3183,  3400,  3468.  3745,  4751.  4821.  4943.  5241 

New  York  City 18.  93. 

144  1395,  1574,  1868.  2060.  2234.  2441.  2607. 
3399.  3468.  3674,  3745,  4750,  4819,  4943,  5867 
Rooming  houses  and  other  establishments,  con- 
trolled rooms  In;  rent  regulation 18. 

1582.  1869,  2061.  2237.  2441.  2607.  3400.  3469. 
3675.  3746,  4751,  4944,  5867. 
Amendments  affecting  areas  in  listed  States: 

Alabama 1587.  5392.  5688.  5830.  5897.  5973.  6659 

Arizona 682.  857.  1520.  1669,  1759.  3353 

Arkansas 1669.  2085,  3121.  3555. 

3811  4804.  5217.  5760.  5830.  6743,  7688,  7883 

California 1734,  1932. 

4617,  4752,  4789,  4804,  5392.  5561.  6659.  6742, 
6994,  7157.  7250.  7377,  7428,  7516,  7618,  7884 

Colorado 5830. 

5897,  5973,  6113,  6151.  6743.  7158.  7269 

Florida 457, 

978.  1669.  2413.  2441,  2608.  2746.  3050.  3201. 
3555.  4924,  5046.  5217.  3705.  3993.  5508,  5830 
Miami.  See   Special  areas. 

Georgia 1345.  1670.  3079,  3353.  4924.  5830.  7618 

Idaho 2176.  5626.  5830.  5897.  6659 

•  DUnois 857.  918,  1670.  2412.  3468. 

5428,  5561,  5626,  5688,  5760.  5897.  5973.  6129, 
6254,  6638,  6677.  6743.  7269.  7335.  7643.  7884 

Indiana 1587,  3353,  4752. 

4804,  4859,  5217,  5428,  5508.  5561.  5626.  5760. 
5779,  5830,  5897,  5973,  6129,  8254,  7269,  7643 

Iowa.  -.    1570,  1669, 

1-734  1759,  4859,  5488.  5508.  5626.  6113.  6254, 
6687,  6743,  6995,  7269,  7335.  7618.  7643.  7884 

Kansas 2440.3153.3234,3311.3451. 

3555.  3705.  3772.  3849.  3993.  4482,  4551,  4617. 
4804.  5020.  5217.  5428.  5760.  5897,  5973,  7883 

Kentucky 1734,  5428,  5508,  5688, 

5830,  5897,  5973,  6113.  6129.  6638.  7453.  7730 

Louisiana 5561,  5760.  5830.  5897.  6113,  6743 

Maine   3675,  5688,  5760.  5830.  6113 

Maryland 1670,  5508,  5830,  5897,  5973.  6113 

Massachusetts 4551,  7158 

Michigan 1670, 

2898,  5428  5508,  5561.  5626.  5897.  7044.  7335 

Minnesota 1 1669,  1734,  1759.  5625.  6129 

Mississippi 627.  695,  2062.  2608,  3234, 

3812.  4482,  5189,  5830,  5867,  5897.  6558,  6742 

Missouri 2061, 

5561,  5688,  5760.  5897.  5973.  6113.  7884 

Montana 5897.  5973,  6113,  7643 

Nebraska 1759.  4904.  5241.  5488,  6441,  6687 

Nevada 3675.  4823 

New  Hampshire 272,  5392,  5830,  W13.  7044,  7269 

New  Jersey 1587,  5688.  6113,  7428 

New  Mexico 3121.  3311.  3555,  4859,  5392 

New  York 337.  857.  5561,  5973.  7688,  7884 

New  York  City.  See  Special  areas. 

North  Carolina 1669. 

1759,  5189,  5428,  5561,  6113,  6496,  7157,  7269 

North  Dakota 1345.  1669 

Ohio-.  1345,  1669.  1734.  2412.  4668.  5217.  5392.  5488. 
5508.  5626.  5779.  5830,  5973,  6129.  6254.  6383, 
6558.  6638,  6639,  6995.  7157.  7250,  7335.  7619 

Oklahoma 1083.  2762,  3153,  3311.  3617. 

3849,  4482.  4617,  4790,  4873.  5021,  5217.  5626. 
5688,  6129.  6383.  6659.  6994.  7157.  7516.  7618 

Oregon 1670.  4849,  4923, 

5046,  5217.  5626.  5973,  6383.  6659.  7157,  7643 

Pennsylvania 1759.  2412.  4482, 

4551.  4552.  5973.  6195.  7269.  7377,  7688,  7884 

Rhode  Island 3675 

South  Carolina—  1734,  5046,  6129,  6994,  7250,  7335 

South  Dakota 1345, 

1759.  6897.  5973.  6113,  6659.  7044.  7158 
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HOUSING  EXPEDITER,  OFFICE  OF— Continued 

Regulations— Continued  ,      „      ,  ^  t5„„* 

Rent  control;  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended— Continued 
Rooming  houses  and  other  establishments   con- 
trolled rooms  In;  rent  regulation— Continued 
Amendments  affecting  areas  In  listed  States— 

Tennes'see^^  1670.  1759.  3280.  3451.  3675,  3993. 

5217    5392.   5561.   5626.   6129.   6130.   6558. 
Texi  1587.2441.2545.2796.3121.3153.3234. 

3400"3451.  3494.  3811.  3993.  4551.  4593.  4617. 

4804'   4823.   4849.   5046.   5488.   5508.   5973. 
Utah        '         —  3811.  3993.  4849.  4924.   5688. 

VermonTV. 5428.  5521.  5561.  5626.  6254. 

Virginia 1759.  2695.  5508.  5561.  6659.  '^^^^-  '"^;i 

Washmgton-^.^-.-^-^-^-^-------^ 

^''m^28.'5"5V556i75835:"6"214:'V4V0.'6^^^^   — 

Wisconsin—-- 682.  1670.  3772.  4873. 

Wyoming ^*^°' 

^^^amf?lt=  20^78^^.^1869.  2062.  2239.  2441.  2608 
2715     3183.   3401.   3469.   3747,   4753.   4945.   -""^ 
New  York  City;  regulation: 

Prior  to  reissuance 19,  1580.  1863.  ZW)£. 

2608.  3401.  3469.  3676.  3746.  4752 


4859. 
7730 


6114 
5973 
7269 
7883 


7044 
5830 
6113 


2441, , 

Reissuance.  Tncluding  Amendments  1-18- _ 


5241 

2238. 

4945 
5189. 

5868 


1488 


Veterans'  preference  in  sale  or  renting  of  housing 
accommodations  completed  after  June  30.  1947 
and  prior  to  June  30.  1950:  regulations  under 

Housing  and  Rent  Act  of  1947 

Regulations  by  document  designation: 
Rent  control;  regulations  under  Housing  and  Rent 
■  Act  of  1947.  as  amended: 
Housing,  controlled: 
Areas,  special;  regulations: 

Atlantic  County,  N.  J.:  .. 

Amendment  8 ^ 

Amendment  9 ." 

Amendment  10 ^ 

Amendment  11 "^^ 

Amendment  12 f^' ' 

Amendment  13 ^°^° 

Amendment  14 ^"JJ 

.     Correction X{2t 

Amendment  15 ^„2 

Amendment  16 ^ji^ 

Amendment  17 ^5"' 

Amendment  18 %Vil 

Amendment  19 ^*°° 

Amendment  20 ^'J? 

Amendment  21 I'lj: 

Amendment  22 *»f^ 

Amendment  23 *^** 

Amendment  24 5)8b/ 

Miami.  Pla 


HOUSING  EXPEDITER,  OFFICE  OF— Continued  p^k^ 
Regulations  by  document  designation— Continued 
Rent  control:  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended — Continued 
Housing,  controlled— Continued 
Areas   special;  regulations— Continued 
New  York  City— Continued 

Amendment  13 l»68 

Amendment  14 ^060 

Correction ^**\ 

Amendment  15 ^^^'1 

Amendment  16- 2607 

Amendment  17 ^fil 

Amendment  18 - —  ^«3 

Amendment  19 3674 

Amendment  20 f  4*^ 

Amendment  21- - ^JJO 

Amendment  22.. *»!» 

Amendment  23 *«*3 

Amendment  24 -.—  —. 

Regulation  prior  to  reissuance;  amendments: 

Amendment  59 *^ 

Amendment  60 —  '^ 

Amendment  61 "f 

Amendment  62 --  til 

Amendment  63 J^' 

Amendment  64 - *^^ 

Amendment  65 J*' 

Amendment  66. — —  »*• 

Amendment  67 «?« 

Amendment  68— — - °?° 

Amendment  69 
«    Amendment  70 


Amendment 
Amendment 


10 
11 


20 
93 


Amendment  12— }*l 


Amendment  13- 
Amendment  14- 
Amendment  15- 
Amendment  16- 
Amendment  17- 
Correctlon — 
Amendment  18. 
Amendment  19. 


978 
1395 
1588 
1868 
2061 
2441 
2235 
^^^^^^^^^ 2607 

Amendment  20 2716 

Amendment  21 —  ^l»^ 

Amendment  22 ^fj^ 

Amendment  23 3468 

Amendment  24 l'*^ 

Amendment  25 l'^\ 

Amendment  26- Hji 

Amendment  27 ^^^f 

Amendment  28 ^^*'- 

New  York  City: 

Amendment  8 t^ 

Amendment  9 JJ 

Amendment  10 ,^*" 

Amendment  11 •  ";' 

Amendment  12 ••  *-^'* 


ANNUM  INDEX,  1949 


918 
979 


Amendment  71 JJJ^ 

Amendment  72 — J^W 

Amendment  73 \%^ 

Amendment  74 "** 

Amendment  75 "" 

Amendment  76 J^'" 

Amendment  77 J^'jL 

Amendment  78- \ll' 

Amendment  79 \ll^ 

Amendment  80 jo«' 

Correction "^ 

Amendment  81 -—     i««7 

Corrections 2412.  28»7 

Amendment  82 •- i'" 

Correction - f*^;? 

Amendment  83 ^-— 2M4    4482 

Corrections 2044.  44b^ 

Amendment  84 \lj^ 

Amendment  85 \°^° 

Amendment  86 —     1»^^ 

Amendment  87 ^"^^ 

Amendment  88 — 2060 

Correction ^"i; 

Amendment  89 2060 

Amendment  90 *"°^ 

Amendment  91 t:}.'° 

Amendment  92.- — i^f-J^ 

Amendment  93 ^*^f 

Amendment  94 —     f'ly 

Amendment  95 |^**^ 

Amendment  96- — f^'*^ 

Amendment  97 2605 

Amendment  98 — 2607 

Amendment  99 ^°»^ 

Amendment  100 274b 

Correction 305U 


Amendment 
Amendment 
Amendment 
Amendment 
Amendment 


101. 
102. 
103- 
104. 
105. 


Amendment  106. 


2761 

2^gg 

_.     3079 

3120 

_„_                    ^^^2 

^^^^  _^ III.IIZIIZ 3200 

Amendment  107 ^234 

Correction ^«^ 

Amendment  108 ^t°^ 

Amendment  109 ^^t\ 

Amendment  110 ^^l^ 

Amendment  111- %%ll 

Amendment  112 ^^c. 

Amendment  113 %^li, 

114       3467 

lis:.: 3467 


Amendment 
Amendment 


Amendment  116— 


3494 


HOUSING  EXPEDITER,  OFFICE  OF— Continued  p«8« 

Regulations  by  document  designation — Continued 
Rent  control:  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended — Continued 
Housing,  controlled — Continued 
Regulation  prior  to  reissuance;  amendments — 
Continued 

Amendment  117 3556 

Amendment  118 3556 

Amendment  119 3617 

Amendment  120 3672 

Amendment  121 3673 

Amendment  122 3704 

Amendment  123 3705 

Amendment  124-.: 3745 

Amendment  125 3773 

Amendment  126 3813 

Correction ^593 

Amendment  127 3813 

Amendment  128. 3848 

Amendment  129- 3992 

Amendment  130 *4ol 

Amendment  131- ^550 

Amendment  132 *^51 

Amendment  133 *618 

Correction ^'o9 

Amendment  134 - 4749 

Amendment  135.— j^on 

Amendment  136— — 4789 

Amendment  137 *803 

Correction 5020 

Amendment  138 4°°* 

Amendment  139- — *°1] 

Amendment  140. __ 1°]° 

Amendment  141 ^ " *»*° 

Amendment  142 *m 

Amendment  143 ^    *o^3 

Amendment  144 — -     *°j* 

Amendment  145— J90* 

Amendment  146 4^23 

Amendment  147_ *923 

Amendment  148 49« 

Regulation  reissued.  Including  Amendments  1- 

148  and  excluding  Schedules  A  and  B 5711 

Amendment  149_ 5020, 

Amendment  150 ^^ 5045 

Amendment  151 -'- 5189 

Amendment  152 5217 

Amendment  153 5217 

Amendment  154 5241 

Amendment  155 5392 

Amendment  156 5392 

Amendment  157 5428 

Amendment  158 — 5488 

Amendment  159 5508 

Amendment  160 5521 

Amendment  161 5561 

Amendment  162 5626 

Amendment  163 5626 

Amendment  164 -—    5688 

Amendment  165 5760 

Amendment  166 5779 

Amendment  167 5830 

Amendment  168 5830 

Correction 6151 

Amendment  169 5867 

Amendment  170 5867 

Amendment  171 — .: 5897 

Amendment  172 5973 

Amendment  173 5973 

Correction oJ^5 

Amendment  174 6113 

Amendment  175— ^}^* 

Amendment  178 6129 

Amendment  177 6129 

Correction  — 6496 

Amendment  178 — ^  6254 

Corrections —  6440.  6677 

Amendment  179 6383 

Amendment  180— 6441 

Amendment  181 —    6558 

Amendment  182_ — - —    66J8 

Amendment  183 6659 

Amendment  184 6687 

Amendment  185 — 5i** 

Amendment  18C — —    674j 


HOUSING  EXPEDITER,  OFFICE  OF — Continued 
Regulations  by  document  designation — Continued 
Rent  control:  regulations  under  Housing  and  Rent 
Act  of  1947,  as  amended — Continued 
Housing,  controlled — Continued 
Regulation  reissued,  including  Amendments  1- 
148  and  excluding  Schedules  A  and  B — Con. 

Amendment  187 

Amendment  188 . 

Amendment  189 

Amendment  190 

Amendment  191 

Amendment  192 

Amendment  193 

Amendment  194 

Correction 

Amendment  195 

Amendment  196 

Amendment  197 

Amendment  198 

Amendment  199 

Amendment  200 

Amendment  201 

Amendment  202 

Amendment  203 

Amendment  204 

Procedural  regulations: 

Procedural  Regulation,  No.  2,  Rent 

Amendment  1 

Amendment  2 

Amendment  3 

Amendment  4 

Procedures  before  Local  Advisory  Boards,  Regu- 
lation   1 

Rooming  houses  and  other  establishments,  con- 
trolled rooms  in: 
Areas,  special;  regulations: 
Miami,  Fla.: 

Amendment  9 

Amendment  10 

Amendment  11 

Amendment  12 — 

Amendment  13 

Correction 

Amendment  14 

Amendment  15 

Amendment  16 

Amendment  17 

Amendment  18 

Amendment  19 

Amendment  20 

Amendment  21 

Amendment  22 

Amendment  23 

New  York  City: 
Regulation  prior  to  reissuance;   amend- 
ments : 

Amendment  8 

Amendment  9 

Amendment  10 

Amendment  11 

Correction 

Amendment  12 

Amendment  13 

Amendment  14 

Amendment  15 

Amendment  16 

Amendment  17 

Amendment  18 

Regulation    reissued, 

ments   1-18 

Amendment  19 

Amendment  20 

Regulation;  correction 

Amendment  59 

Amendment  60 

Amendment  61 

Amendment  62 

Amendment  63 

Amendment  64 

Amendment  65 

Amendment  66 

Amendment  67 

Amendment  68 
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Including    amend- 


Amendment  69. 
Amendment  70. 


6994 
6995 
7044 
7157 
7158 
7200 
7250 
7269 
7377 
7335 
7377 
7428 
7454 
7516 
7618 
7643 
7688 
7883 
7884 

1783 
3677 
5073 
5271 
5898 

4804 


20 
978 
1584 
1869 
2062 
2441 
2239 
2608 
2715 
3183 
3401 
3469 
3747 
4753 
4945 
5241 


19 
1589 
1869 
2062 
2441 
2238 
2608 
3401 
3469 
3676 
3746 
4752 

5189 

4945 

5868 

7730 

18 

272 

337 

457 

627 

682 

695 

857 

918 

978 

1083 

1345 
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HOUSING  EXPEDITER,  OFFICE  OF— Continued  p«8« 
Regulations  by  document  designation — Continued 
Rent  control ;  regulations  under  Housing  and  Rent 
Act  of  1947,  as  amended — Continued 
Rooming  houses  and  other  establishments,  con- 
trolled rooms  in — Continued 
Regulation;  correction — Continued 

Amendment  71 1520 

Amendment  72 1570 

Correction— _  1669 

Amendment  73 __-  1582 

Amendment  74 158-7 

Amendment  75 1669 

Amendment  76__ 1670 

Amendment  77 1670 

Corrections 2412.  2898 

Amendment  78 1734 

Correction —  2412 

Amendment  79 1759 

Corrections 2412,  4482 

Amendment  80 1869 

Amendment  81 1932 

Amendment  82 2061 

Amendment  83 2061 

Correction 2441 

Amendment  84 2062 

Amendment  85 2085 

Amendment  86 2176 

Amendment  87 2237 

Amendment  88 2413 

Amendment  89 2440 

Amendment  90 2441 

Amendment  91 2545 

Amendment  92.__ 2607 

Amendment  93 2608 

Amendment  94 2695 

Amendment  95 2746 

Correction 3050 

Amendment  96 2762 

Amendment  97 2796 

Amendment  98 3079 

Amendment  99 3121 

Amendment  100 3153 

Amendment  101 3201 

Amendment  102 3234 

Correction 3451 

Amendment  103 3280 

Amendment  104 3311 

Amendment  105 3353 

Amendment  106 3400 

Amendment  107 3400 

Amendment  108 3451 

Amendment  109 3468 

Amendment  110 3469 

Amendment  111 3494 

Amendment  112 3555 

Amendment  113 3555 

Amendment  114 3617 

Amendment  115 3675 

Amendment  116 3875 

Amendment  117 3705 

Amendment  118 3705 

Amendment  119 3746 

Amendment  120 3772 

Amendment  121 3811 

Correction 4593 

Amendment  122 3812 

Amendment  123 3849 

Amendment  124 3993 

Amendment  125 4482 

Amendment  126 4551 

Amendment  127 4552 

Amendment  128 —  4617 

Correction 4789 

Amendment  129 4668 

Amendment  130 4751 

Amendment  131— _-  4752 

Amendment  132 4790 

Amendment  133 4804 

Correction 5020 

Amendment  134 4804 

Amendment  135 4823 

Amendment  136 4823 

Amendment  137 4944 

Amendment  138 4849 

Amendment  139 - 4859 


HOUSING  EXPEDITER,  OFFICE  OF— Continued  p«?« 
Regulations  by  document  designation — Continued 
Rent  control;  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended — Continued 
Rooming  houses  and  other  establishments,  con- 
trolled rooms  in — Continued 
Regulation;  correction — Continued 

Amendment  140 4873 

Amendment  141 4873 

Amendment  142 4904 

Amendment  143 4923 

Amendment  144 4924 

Amendment  145... 5021 

Amendment  146 5046 

Amendment  147 5189 

Amendment  148— — 5217 

Amendment  149 5217 

Amendment  150 _  5241 

Amendment  151 5392 

Amendment  152 5392 

Amendment  153 5428 

Amendment  154 5488 

Amendment  155 5508 

Amendment  156 5521 

Amendment  157 5561 

Amendment  158 5561 

Amendment  159 5626 

Amendment  160 5626 

Amendment  161___ 5625 

Amendment  162 5688 

Amendment  163 5760 

Amendment  164 5779 

Amendment  165— -  5830 

Amendment  166 5830 

Correction 6151 

Amendment  167 5867 

Amendment  168. 5867 

Amendment  169 5897 

Amendment  170 5973 

Amendment  171 .  5973 

Correction.. _ 6195 

Amendment  172 6113 

Amendment  173 6114 

Amendment  174 _ --  6129 

Amendment  175 6129 

'  Correction -  6496 

Amendment  178 6254 

Corrections 6440.  6677 

Amendment  177 6383 

Amendment  178 6441 

Amendment  179 6558 

Amendment  180. ._ 6638 

Amendment  181 6639 

Amendment  182 _ 6659 

Amendment  183 6687 

Amendment  184 6742 

Amendment  185 6743 

Amendment  186 6994 

Amendment  187 6995 

Amendment  188 7044 

Amendment  189 7157 

Amendment  190 _  7158 

Amendment  191 7250 

Amendment  192 7269 

Correction--. 7377 

Amendment  193 7335 

Amendment  194 —  7377 

Amendment  195 _ 7428 

Amendment  196 7453 

Amendment  197 7516 

Amendment  198 7619 

Amendment  199 7618 

Amendment  200.. 7643 

Amendment  201 7688 

Amendment  202 7883 

Amendment  203 7884 

Veterans'  Preference  Regulation,  as  amended  April 

1.  1949 1488 

HOUSING  AND  HOME  FINANCE  AGENCY: 

See  Federal  Housing  Administration. 

Home  Loan  Bank  Board. 

Public  Housing  Administration. 
National  Housing  Council;  organization.    See  Organl-v 

zatlon. 


HOUSING    AND    HOME    FINANCE   AGENCY— Con.    p«k« 


3421 
7321 


8421 


3421 

3421 
5548 
3420 

3420 

3420 


Organization:  .  .,        ^        ,  ^. 

Administrator.  Office  of.  organization  description 

and  delegations  of  final  authority 3420, 

Acting  Administrator;  designation  of 

Delegations  of  final  authority  to  rarious  officials: 
Assistant    Administrator    for    Administration, 
etc. ;  authority  to  certify  vouchers  for  pay- 
ment   

Assistant  Administrator  for  Lanham  Act  func- 
tions; power  to  execute  documents  relating 
to  termination,  disposition,  adoption  of  oc- 
cupancy eligibihty  standards,  etc 279, 

Director,  Branch  of  Administrative  Operations. 

etc.;  authority  to  execute  leases 

Public  Housing  Commissioner 3421 

Executive  Council;  purpose  and  organization 

Housing  and  Home  Finance  Agency;  description  of 

organization 

National  Housing  Council;  purpose  and  organiza- 
tion, and  representation  of  certain  agencies  on_ 
HUMAN  RIGHTS  DAY;  proclamation  respecting.    See 

Presidential  documents. 
HUNTING  AND  FISHINO: 
Corps  of  Engineers  regulations  respecting.     See  Engi- 
neers. Corps  of. 
Fisheries:  ^.  ^        ^ 

In  Alaska:  regulations  respecting.     See  Fish  and 

WildUfe  Service. 
International.    See  International  Fisheries  Com- 
mission. ^  ™  ». 
In  Alaska     See  Alaska  Game  Commission,  and  Fish 

and  Wildlife  Service. 
In  national  parks.    See  National  Park  Service. 
In  national  wildlife  refuges,  conservation  areas,  etc. 

See  Fish  and  Wildlife  Service. 
In  reservoir   areas.     See  Engineers.  Corps  of.  arid 

Reclamation  Bureau. 
Mlgratorv  birds  and  game  mammals.    See  Fish  and 
Wildlife  Service,  and  Presidential  documents. 

-  I 

•7  AM  AN  AMERICAN  DAY."  1949;  proclamation  re- 
specting.   See  Presidential  documents. 
ICE  OBSERVATION.  ICE  PATROL.  AND  OCEAN  DER- 
ELICT DESTRUCTION,  international  service  of; 
Executive    order    respecting     Inter-Departmental 
Board  on.    See  Presidential  documents. 
IMMIGRATION  AND  NATURALIZATION  SERVICE: 
Control  of  aliens  entering  United  States;  proclamation 
respecting.    See  main  heading  Presidential  docu- 
ments. 
General  provisions: 
Attorneys  and  representatives,  suspension  or  dis- 
barment  

Field  officers;  powers  and  duties  with  respect  to 
criminal  violations,  investigation  and  action — 
Immigration  quotas,  for  various  countries ;  proclama- 
tion respecting.    See  main  heading  Presidential 
documents. 
Immigration  regulations: 
Aircraft,  documents  for  entry  and  clearance,  and 
landing    requirements.    See    Civil    air    navi- 
gation. 
Airports   of   entry.    See  Primary   Inspection   and 

detention. 
Arrest  and  deportation: 
Hearings: 
Application  for  suspension  of  deportation: 

Exchange  visitors  not  permitted  to  apply—    4689 

Photographs  required —        86 

Piocedure;  notice  of  charges,  rl^ht  to  asply  for 

discretionary  relief 3208,6866 

Use  of  statements  or  admissions  made  during 

investigation;  revocation 3208,  6866 

Investigations;  interrogation  of  aliens 3208,  5866 

Special  procedure,  application  by  alien  prior  to 
arrest  for  suspension  of  deportation: 

Exchange  visitors  not  eligible 4589 

Photographs  to  accompany  forms —       86 

Buspension  of  deportation: 
Application  for  suspension  of  deportation,  dur- 
ing hearing.    See  Hearings. 


017 
8304 


IMMIGRATION  AND  NATURALIZATION  SERVICE—    p«8« 

Continued 
Immigration  regulations — Continued 
Airest  and  deportation — Continued 
Suspension  of  deportation — Continued 

Registration  receipt  card,  issuance  of 36 

Bonds.  Immigration,  approval  of  by  officers  in  charge 

of  ports,  stations,  or  districts 3683,  5805 

Civil  air  navigation: 
Documents  for  clearance: 

Examination  in  Hawaii  of  persons  traveling  by 

air  to  mainland 505 

Passenger  manifest,  contents  of 199 

Documents  for  entry: 
For  aircraft  of  United  States  registry  engaged 

in  trade 5228 

Passenger  manifest  or  air  passenger  manifest. 

contents  of 199 

Landing  requirements,  permission  may  be  granted 
by  customs  officers  to  land  at  other  than  air- 
port of  entry 6994 

Deportation.     See  Arrest  and  deportation. 
Displaced  persons  residing  in  United  States : 

Documents  and  Investigation 592 

Eligibility  for  adjustment  of  status: 

Qualifications 592 

Temporary  absence 592 

Documentary    requirements    for    aliens    entering 
United  States;  Joint  regulations  with  State  De- 
partment: 
Definitions;    alien.  United   States,   International 

organization.  Filipino  persons,  etc 2437 

Immigrants: 
Not  required  to  present  passports  or  visas: 

American  Indian  born  in  Canada 2438 

Seamen  or  airmen,  under  certain  cwiditions.     2438 
Required  to  present  passports  but  not  visa*;: 
Seamen  or  airmen,  under  certain  conditions..     2438 
Students  previously  admitted  on  basis  of  non- 
quota immigration  visa,  upon  return  to 

United  States 2438 

Nonimmigrants 2437 

Not  required  to  present  passports  or  visas : 
British  subjects  of  Canada,  certain,  applying 
at    United   States    port   to    proceed    in 

transit  to  contiguous  country 2437 

Canadian  citizen  or  British  subject  in  Canada 
who  hEis  been  admitted  to  United  States 
and  is  in  transit  through  contiguous  ter- 
ritory   2437 

Mexican  official,  etc.,  entering  United  States 

for  personal  business  or  pleasure 2437 

Resident  of  contiguous  territory  In  continuotis 

transit  through  United  States. 2437 

Ship  passengers  or  crew  members  landing 
temporarily   while   vessel   Is   in   Virgin 

Islands   port 2437 

Required  to  present  passports  but  not  visas —     2437 
Aliens  in  continuous  transit  through  United 

States - —     6944 

Exchange  visitors: 

Change  of  status  not  authorized.    See  Primary 
Inspection  and  detention:   officials,  traders, 
visitors. 
Deportation,  suspension  of.    See  under  Arrest  and 

deportation. 
Special  provisions  respecting  period  and  condi- 
tions of  admission.    See  Visitors. 
State  Department  regulations.    See  main  head- 
ing State  Department. 
Fiancees  and  fiances  of  citizen  members  of  United 
States  armed  forces: 

Bonds  required,  approval  and  cancellation 8261 

Date  of  arrival,  period  of  admission 3261 

Definition  of  "act" - 3261 

Laws  applicable  at  time  of  entry.    See  Date  of 

arrival. 
Permanent  resident  status,  acquisition  of;  record 

of  admlSiSlon  .■  3261 

Violation  of  status *262 

Fines.  Imposition  and  collection  of;  disposition  of 

quadruplicate  notice  of  Intention  to  fine 8886 
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IMMIGRATION  AND  NATURALIZATION  SERVICE—    p*8« 

Continued 

Immigration  regulations — Continued 

Hawaii:  ,       .    i.         , 

Examination  of  persons  traveling  by  air  to  main- 
land.   See  Civil  air  navigation. 
Ports  of  entry  except  by  aircraft.    See  Primary 
inspection  and  detention.  , 

Head  tax.  aliens  not  subject  to;  Filipinos  admitted 

for  training  or  instruction 1228 

Inspection  of  citizens  and  aliens  entering  from  or 
through  contiguous  territory;  Canadian-born 
American  Indians,  exemption  from  immigra- 
tion laws— ""5 

Manifests:  ^_      ,        tt  .*  j 

Alien  laborers  entermg  and  departing  from  United 
States,  preparation  of  forms: 

Form  1-415 --     J"5 

Form  1-434 ^^'■^ 

Civil  air  navigation;  documents  for  clearance  ana 
entry,  passenger  manifests,  etc.  See  Civil 
air  navigation. 
Depositing  of  Form  1-434  (manifest  of  outward- 
bound  passengers,  alien)  and  Form  1-435 
(list  of  outward-bound  passengers,  U.  S. 
citizens  and  nationals),  proposed  rule  mak- 


Page 


Ing 


4951 


Passports.    See  Documentary  requirements. 
Ports  of  entry.    See  Primary  Inspection  and  deten- 
tion. 
Primary  Inspection  and  detention: 
Airports  of  entry: 
Permanent :                                      ,    ^ 
See  also  Redesignation  of  certain  temporary 
airports  as  permanent  airports  of  entry. 
Douglas,  Arizona;  change  from  Douglas  Air- 
port to  Blsbee-Douglas  Airport 3314,3885 

Miami,  Florida;  change  from  Pan  American 
Field  (or  36th  Street)  to  Miami  Interna- 
tional  Airport *619 

Redesignation  of  temporary  airports  of  entry 
as  permanent  airports  of  entry: 
Duluth,  Minn.;  Sky  Harbor  Seaplane  Base—      157 

Juneau.  Alaska;  C.  A.  A.  Field 157 

Oroville.  Washington:  Dorothy  Scott  Munici- 
pal Airport,  and  E>orothy  Scott  Seaplane 

Base 3491 

Temporary  airports  of   entry,  redesignation. 

See  Redesignation  of  temporary  airports. 

OfDclals.  traders,  visitors;   change  of  status  of 

alien  visitors  admitted  under  United  States 

Information  and  Educational  Exchange  Act 

of  1948.  not  authorized «89 

Ports  of  entry  except  by  aircraft: 

Hawaii:  ^      ^^.^. 

Class  C  ports  in  District  No.  17.  addition  of 

Kahului  and  Port  Allen 3325 

Transfer  of  jurisdiction  over  certain  ports 

of  entry 1229 

Maine;  Aroostook  Falls  Road. .deletion 1156 

Michigan;  Class  C  ports  In  District  No.  8,  dele- 
tion of  Cheboygan 3325 

Puerto  Rico;  Class  A  ports  In  District  No.  6.  de- 
letion of  Arecibo  and  Arroyo 3325 

Washington;  changes  In  field  service  and  dis- 
tricts        "^31 

Recording  of  arrivals,  departures,  and  registrations: 
Immigration  visa  form  256a.  disposition  of,  l^^ 

exclusion   cases 6628 

Nonimmigrants  forms,  retention  at  ports  of  entry 

In  exclusion  cases l'^55 

Students:                                          ,        .    ^  ^    * 
Documentary  requirements.  Immigrant  students 
required  to  present  passports  but  not  visas. 
See  Documentary  requirements 
Substantive    provisions,    conditions    of    admis- 
sion  2359. 3579 

Treaty  traders,  readmittance  to  United  States. .  3789.  5805 
Trust  Territories,   citizens  of,  defined   as   aliens. 

See  Documentary  requirements. 
Visas.     See  Documentary  requirements  for  aliens. 
Visitors;  exchange  visitors,  period  and  conditions 

of  admission ♦SSQ 

Nationality  regulations: 
Hearings,  preliminary,  under  section  833  of  Na- 

tiouality  Act  of  1940;  proposed  rule  making—    6816 


IMMIGRATION  AND  NATURALIZATION  SERVICE— 

Continued 

Nationality  regulations— <:ontlrflied 
Petition  for  naturalization.  Investigation  prelimi- 
nary to  filing  petition,  facts  to  be  ascertained, 
maimer  of  conducting  Interview,  etc.;  proposed 

rule  making 5315 

Correction ir~~r    fc§^ 

Photographs  furnished  by  applicants  to  be  identical.    6b76 
Registry  of  aliens  under  Nationality  Act  of  1940: 

Alien  registration  receipt  card;  delivery 36 

Replacement  of  lost,  mutilated  or  destroyed  cer- 
tificate of  lawful  entry;  revocation 36 

Special  classes  of  persons  who  may  be  naturalized, 
children;  termination  of  requirement  that  child 

be  able  to  speak  English  language 1229 

Organization,  administrative: 
Field  service  districts,  transfer  of  territory  formerly 

included  in  District  No.  10  to  District  No.  12 745 

General  information  regarding  Immigration  and 
Naturalization  Service;  Central  Office  organiza- 
tion. Assistant  Commissioner.  Research.  Educa- 
tion and  Information  Division 5775 

IMPORTS  AND  EXPORTS: 
Agricultural  commodities.    See  Agriculture  Depart- 
ment. 
Aircraft,  exportation  of;  drawback  claims.    See  Cus- 
toms Bureau. 
Books  and  periodicals  of  foreign  origin;  issuance  of 
import  statements  by  Copyright  Office.   See  Copy- 
right Office. 
British  Token  Import  Plan;  regulations.    See  Inter- 
national Trade.  Office  of. 
Coconut  oil  from  Philippine  Islands;  proclamation  re- 
specting processing  tax.    See  Presidential  docu- 
ments. 
Cotton,  long-staple.  Imports  of: 
Investigation  respecting.    See  Tariff  Commission. 
Proclamation  respecting.     See  Presidential  docu- 
ments. 
Customs  regulations  respecting.     See  Customs  Bu- 
reau. 
Export  control  of  various  commodities.    See  Interna- 
tional Trade.  Office  of. 
Export-Import  Bank  of  Washington:  designation  as 
agent  In  connection  with  foreign  aid  program. 
See  Economic  Cooperation  Administration. 
Facilities  for  production  of  fissionable  material;  ex- 
port licensing.    See  Atomic  Energy  Commission. 
Foreign  trade  statistics;  vessel  entrances  and  clear- 
ance.   See  Census  Bureau. 
Foreign  trade  zones : 

Customs  regulations   respecting   manipulation   of 
merchandise  in  customs  warehouses.    See  Cus- 
toms Bureau. 
Establishment,  operation,  etc.    See  Foreign  Trade 
Zones  Board. 
Free  time  and  demurrage  charges  on  Import  property 

at  port  of  New  York.    See  Maritime  Commission. 
Germany;  instructions,  ttc.  issued  by  Joint  Export- 
Import  Agency.    See  Army  Department. 
Gift  parcels;  shipment  of.    See  Post  Office  Depart- 
ment. 
Honeybees.  Importation  of.   See  Entomology  and  Plant 

Quarantine  Bureau. 
Investigation  of  certain  Import  practices,  etc.     See 

Tariff  Commission. 
Japan;  trade  regulations  of  Supreme  Commander  for 

Allied  Powers.    See  Army  Department. 
Liquors,  etc..  Imported  from  Puerto  Rico;  excise  tax 

provisions.    See  Internal  Revenue  Bureau. 
Livestock;  Importation  of  cattle.    See  Animal  Indus- 
try Bureau. 
Maritime  carriers:  forwarding  of  foreign  relief  ex- 
ports.   See  Maritime  Commission. 
Meats;  inspection  (export  stamps,  marking,  etc.)    See 

Animal  Industry  Bureau. 
Plants  and  plant  products,  restriction  on  importation 
of.  to  prevent  spread  of  Insect  pests  and  plant  dis- 
eases.    See  Entomology  and  Plant  Quarantine 
Bureau. 
Ports  of  entry.    See  Customs  Bureau. 
Postal  service,  international;  regulations  respecting 
export  declarations  and  licenses,  parcel  post  pack- 
ages, etc.    See  Post  Office  Department. 


IMPORTS  AND  EXPORTS— Continued  P^Ke 

Potatoes,  importation  of;  restricted  entry  orders.  See 
Entomology  and  Plant  QuaranUne  Bureau. 

Property,  excess  and  surplus,  located  in  foreign  areas; 
importation  of.  See  Commerce  Department,  and 
State  Department. 

Relief  packages,  supplies,  etc.,  shipment  of,  abroad. 
See  Economic  Cooperation  Administration;  In- 
ternational Trade.  Office  of;  and  Post  Office  De- 
partment. 

Steel  and  products  for  shipment  to  various  countries 
participating  in  foreign  aid  program;  voluntary 
plans  for  allocation  of.  See  Commerce  Depart- 
ment. 

Sugar;  Import  quotas.    See  Agriculture  Department. 

Surplus  property  located  in  foreign  areas,  importation 
of.    See  State  Department. 

Tonnage  duties,  suspension  of.  on  vessels  from  Israel 
and  Union  of  South  Africa;  proclamation  re- 
specting.   See  Presidential  documents. 

Trade  agreements  respecting.    See  Trade  agreements. 

Wheat  and  wheat  flour,  export  program  for.  See 
Agriculture  Department. 

INDIAN  AFFAIRS  BUREAU: 
Authority,  delegation  of.  from  Secretary  of  Interior 
to  designated  officials  respecting  various  matters : 
Area  Counsels: 

Irrigation  work,  certain  claims  relating  to 7489 

Tort  claims,  certain;  adjustment  of 7489 

Commissioner : 

Condemnation  proceedings;  approval  of.  etc 308 

Contracts  for  construction,  supplies  or  services—      307 
Functions  relating  to  various  matters  affecting 
Indians: 

Appeals  respecting  Indian  affairs 258 

Education 258 

Forestry  and  grazing  matters 259 

Funds  and  fiscal  matters 258 

Health  and  welfare  matters 258 

Irrigation  matters 259 

Trade  with  Indians 259 

Tribal  ordinances  and  resolutions 259 

Leases  of  space  In  real  estate  outside  District  of 

Columbia 308 

Title  opinions;  request  for  opinion  from  Attorney 

General 307 

Five  Civilized  Tribes.  Superintendent  of;   certain 

litigation  cases 260 

Headquarters  officials;  authority  respecting  deeds. 

contracts,  etc 260 

Navajo  Agency  Superintendent;  authority  respect- 
ing Indian  affairs,  etc 260 

Osage  Indian  Agency  Superintendent;  certain  oil 

leases 259 

Regional  Counsels: 

Irrigation   works;    authority  respecting   certain 

claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims 307,4766 

State  Directors,  certain;  authority  respecting  In- 
dian affairs 260 

Civil  Service  Rules:  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Lands : 
Indian  lands: 
Extensions  of  trust  periods  on;  Executive  orders 
respecting.    See  main  heading  Presidential 
documents. 
Reservations,  regulations  respecting.    See  under 
Regulations  and  notices. 
Public  lands;  withdrawals.    See  main  heading  Land 
Management  Bureau. 
Medical  facilities  of  Army  Department;  medical  and 
dental  attendance  of  beneficiaries  of  Bureau;  per- 
sonnel regulations  respecting.    See  main  heading 
Army  Department. 
New  Mexico  Grazing  District  No.  7.  provisions  respect- 
ing administration  of  (for  benefit  of  Navajo  In- 
dians,   etc.).    See    main    heading    Interior 
Department. 
»0(X)0— 60 17 
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INDIAN  AFFAIRS  BUREAU— Continued 

Regulations  and  notices: 
Alaska;   operation  of  United  States  ship     North 
Star"  between  Seattle.  Washington,  and  sta- 
tions of  Alaska  Native  Service  and  other  Gov- 
ernment agencies,  Alaska: 
Freight  for  Federal  agencies  and  others,  trans- 
portation of 5561 

Passengers: 
Federal  employees  and  their  families,  and  na- 
tives; charges  for 5562 

Private  passengers,  rates  for 5562 

Property,  personal,  transportation  charges  for; 

revocation ^ 5562 

Enrollment  of  Indians;  revision  of  roll  of  Indians  of 

California  approved  May  17,  1933 291 

Heirs,  determination  of,  and  approval  of  wills : 

Appeals 1123 

Delegation    of    authority    respecting    appeals 
from  decisions  of  Examiners  of  Inherit- 
ance.   See  main  heading  Interior  Depart- 
ment. 
Escheat,  delegation  of  authority  respecting.    Se« 
main  heading  Interior  Department. 

Rehearing 11^3 

Indian  lands: 
See  also  Reservations.  ,,«  ncio 

Extensions  of  trust  periods  on  Indian  lands—  110.  75iJ 
Irrigation  projects: 
Charges:  . 

Construction  charges;  Crow  Indian  irrigation 
project.  Montana,  public  notice  fixing  con- 
struction  charges   for  non-Indian-owned 

lands 3710 

Operation  and  maintenance  charges.   See  under 
Operation  and  maintenance. 
Electrification;    Flathead   Irrigation   project. 

Montana 2177.  3585 

Operation  and  maintenance: 
Charges  for  operation  and  maintenance  of  vari- 
ous projects: 
Colorado    River    Indian    irrigation    project, 

Arizona 10^3 

Crow  Indian  irrigation  project,  Montana  (Big 
Horn,  Lower  Little  Horn  and  Lodge 
Grass,    Upper    Little    Horn     irrigation 

'    districts) 481.  2747,  3671 

Flathead  Indian  irrigation  project: 

Irrigable  lands  (Camas,  Jocko,  and  Mission 
Valley  divisions)  not  Included  in  Irri- 
gation districts 933,  1869 

Irrigable  lands  (Flathead,  Mission,  and 
Jocko  Valley  districts)  within  irriga- 
tion districts 1301,  2243 

Fort  Hall  Indian  Irrigation  project,  Idaho.  _.     697, 

1327.  2240 
San  Carlos  Indian  Irrigation  project.  Arizona.    1650. 

2916 
Wapato    Indian    Irrigation    project. 

Washington 1327.  2240 

Wind  River  irrigation  project,  Wyoming..  80.  1707 
Structures;  bridges,  etc.,  for  various  projects: 

Blackfeet  project,  Montana 3705 

Crow  project,  Montana 3706 

Flathead  project,  Montana 3706 

Fort  Belknap  project,  Montana 3706 

Fort  Hall  project,  Idaho— 3706 

Uintah  project,  Utah 3707 

Wapato  project,  Washington 3707 

Wind  River  project,  Wyoming: 

Delivery  points,  number  of 89 

Farm  units;  water  delivery,  etc 39 

Structures 8707 

Reservations : 
See  also  Irrigation  projects. 
Cheyenne  River  Reservation,  S.  Dak.;  restoration 

to  tribal  ownership  of  surplus  opened  lands.      471 
In  Alaska;  procedure  in  connection  with  designa- 
tion of  reservation  when  proposed  by  agency 

of  Interior  Department —     7048 

Warm  Springs  Indian  Reservation,  Oreg.;  effect 
of  power  project.  Northwest  Power  Supply 
Co.,  upon 8*1^ 
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INDIAN  AFFAIRS  BUREAU— Continued 

Regulations  and  notices — Continued 
Wills.    See  Heirs,  determination  of.  and  approval  or 
wills 
Trust  periods  on  Indian  lands,  extensions  of;  Execu- 
tive orders  respecting.    See  main  heading  Presi- 
dential documents. 

INDIANS:  _         ^.    . 

Canadian     born;     visa     regulations.       See     btate 

Department.  ^      ,  *  ^„u^^„ 

Indian  schools;  educational  requirements  of  teachers. 

See  Civil  Service  Commission. 
Irrigation  projects  within  Indian  reservations.     See 

Indian  Affairs  Bureau. 
Regulations  respecting.    See  Indian  Affairs  Bureau 
Trust  periods  on  Indian  lands,  extension  of ;  Executive 
order  respecting.    See  Presidential  documents. 
INDUSTRIAL  RESERVE.  NATIONAL;  regulations  re- 
specting.    Sec  Munitions  Board. 
INDUSTRY  COOPERATION.  OFFICE  OF.     See  Com- 
merce Department. 
INFORMATION.    See  Records,  Information,  etc. 
INSTALMENT  CREDIT,  consumer;   regulations.     See 

Federal  Reserve  System. 
INSURANCE.  GOVERNMENT:  ^T«o«Tr,o,r 

Accounts  insured  by  Federal  Savings  and  Loan  Insur- 
ance Corporation.     See  Housing  and  Home  Fl- 
iiRnc6  ARcncy 
Agricultural  crops.    See  Federal  Crop  Insurance  Cor- 

Banrd?posUs;  reports  by  insured  banks  respecting. 
See  Federal  Deposit  Insurance  Corporation. 

Farm  property.  Insured  mortgage  loans  on.  See  Farm- 
ers Eome  Administration. 

Federal  Savings  and  Loan  Insurance  Corporation,  in- 
surance of  accounts.    See  Home  Loan  Bank  Board. 

Housing;  insurance  of  loans,  mortgages.  See  Federal 
Housing  Administration.  ^    ,  ,  o        »*« 

Old-age  and  survivors  insurance.  See  Social  Security 
Administration.  .  ^   i.      «*    »„„ 

Railroad  Unemployment  Insurance  Act;  benefits,  reg- 
ulations  respecting.  See  Railroad  Retirement 
Board. 

Unemployment  insurance:  AHr««n 

Regulations  respecting.    See  Social  Security  Admln- 

Unemp'ioyment  Insurance  Service.  Employment  Se- 
curity Bureau;  transfer  to  Labor  Department 
under  Reorganization  Plan  No.  2  of  1949.  See 
Presidential  documents.  ,   ,  t,„ 

Veterans:  life  Insurance.    See  Veterans  Administra- 
tion. 
INTER- AMERICAN  COFFEE  BOARD,  privileges  of .  un- 
der International  Organizations  Immunities  Act, 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
INTERDEPARTMENTAL  BOARD  ON  INTERNATION- 
AL SERVICE   OF   ICE  OBSERVATION.   ICE   PA- 
TOOL    AND  OCEAN  DERELICT  DESTRUCTION: 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
INTERDEPARTMENTAL    COMMITTEE    ON    TRADE 
AGREEMENTS;  membership,  duties,  etc..  Executive 
order  respecting.     See  Presidential  documents. 
INTERGOVERNMENTAL    COMMITTEE    ON    REFU- 
GEES privileges  6f.  under  International  Organiza- 
tions immunities  Act;  Executive  order  respecting. 
See  Presidential  documents. 
INTERIOR  DEPARTMENT: 
See  Alaska  Game  Commissinn. 

Bonneville  Power  Administration. 
Fish  and  Wildlife  Service. 
Geological  Survey. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
Mines  Bureau. 
National  Park  Service. 
Puerto  Rico  Reconstruction  Administration. 
Reclamation  Bureau. 
Southwestern  Power  Administration. 
Alaska  Railroad: 
Authority,  delegations  of: 
By  Secretary.    See  Office  of  Secretary. 
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INTERIOR   DEPARTMENT — Continued 

Alaska  Railroad— Continued 
Authority,  delegations  of— Continued  ^    .    ^  ,  .      . 
Redelegation  of  authority  to  designated  officials  or 

Railroad  with  respect  to  contracts 6043 

Subdelegations  of  authority;  saving  clause 13^7 

Contracts: 
Procedure.    See  Procedure. 
Redelegation  of  authority  with  respect  to  con- 
tracts on  behalf  of  Railroad.    See  under  Au- 
thority, delegations  of. 

Procedure;  contract  procedure --"":;:""        - 

Public  lands  withdrawn  for.     See  main  heading 
Land  Management  Bureau. 
Alaska  Road  Commission:  ,^    .,    .       e^.  of 

Chief  Engineer,  delegation  of  authority  to.    See  oi- 
fice  of  Secretary. 

Contracts;  redelegation  of  authority  respecting 

Public  land  withdrawn  for  use  of  Commission.    See 
main  heading  Land  Management  Bureau. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  head- 
ing Civil  Service  Commission.  ^    „  ^      , 
Conservation  of  fuel  oil,  gasoline,  and  gas.  by  Federal 
agencies;  revocation  of  prior  directive  respecting, 
upon  recommendation  of  Secretary.     See  main 
heading  Presidential  documents. 
Contracts.  Government:                               .^.     ,^      ^ 
Alaska  Railroad,  certain  contracts;  authority  re- 
specting.   See  Alaska  Railroad. 
Alaska  Road  Commission,  certain  contracts;  author- 
ity respecting.    See  Alaska  Road  Commission. 
Construction,  supplies  or  services  and  leases;  delega- 
tion of  authority  to  various  officials.    See  under 
Office  of  Secretary. 
Federal  Power  Commission,  recommendations  to.  re- 
specting certain  power  projects.    See  Power  proj- 
ects, below.  ,        _ 
Guam,  transfer  of  administration  of,  from  Navy  De- 
partment; Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Information,  statistical,  requested  by  certain  Intergov- 
ernmental organizations,  collection  of;  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Lands  (jurisdiction,  etc..  for  designated  purposes): 
Columbia  Basin  project,  lands  owned  by  United 
States  within;   regulations  respecting  assess- 
ments against.    See  Office  of  Secretary. 
Grazing  lands: 

Grazing  districts;  administrative  rules,  etc.,  re- 
specting. See  Office  of  Secretary. 
Grazing  lands,  within  certain  land  utilization 
projects,  transferred  to  jurisdiction  of  De- 
partment of  Interior  from  Department  of 
Agriculture;  Executive  order  respecting.  See 
main  heading  Presidential  documents. 
Indian  reservations;  surplus  lands  In.    See  Office  of 

Secretary. 
Mineral  lands: 
Mineral  lands,  within  Angeles  National  Forest. 
California,  opened  to  entry  under  mining 
laws  on  recommendation  of  Secretary;  Ex- 
ecutive order  respecting.    See  main  heading 
Presidential  documents. 
Mineral  locations  in   reclamation   withdrawals: 
opening   to  location,  entry   and   patenting. 
See  Office  of  Secretary. 
Oil  and  gas  deposits,  in  lands  acquired  by  United 
States;  transfer  to  Department  of  jurisdiction 
over  deposits  to  prevent  loss  by  drainage: 
Barksdale    Air    Force    Bombing    and    Gunnery 
Range.  Louisiana;  joint  hearing  by  Interior 
and  Air  Force  Departments  respecting  pro- 
posed transfer 5445 

Cactus  Ordnance  Works  Military   Re.servation. 

Etter,  Texas 3312 

Naval  Auxiliary  Airfield  No.  55.  Corpus  Christl. 

Tf*\flS  _  ..  —  -.*  ___——•  ———  —  ———  —  —  —  —  —  —  —  —       oUul 

Naval  Hospital  Site.  Long  Beach,  Calif 3414.  3498 

Railroad  grant  lands;  restoration  to  location  and 

entry.    See  Office  of  Secretary. 
Recreational  demonstration  projects:   transfer  of 
certain  lands  to  Department  cf  Asrlculture. 
;  See  Office  of  Secretary. 
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INTERIOR  DEPARTMENT— Continued  '^«' 

Lands  (jurisdiction,  etc.,  for  designated  purposes)  — 
Continued 
Surplus  lands,  at  Harlingen  Army  Air  Field,  Texas; 
transfer  from  War  Assets  Administration  to 
Secretary,  for  migratory  bird  conservation  pur- 
poses.    See  main  heading  War  Assets  Adminis- 
tration. 
Virgin  Islands,  transfer  of  jurisdiction  over  certain 
lands  in ;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Withdrawals: 
Orders.     See  main  heading  Land  Management 

Bureau. 
Procedure,  etc.,  respecting.    See  Office  of  Secre- 
tary. 
National  hi.storic  sites;  designation  of  San  Juan  Na- 
tional Historic  Site.  Puerto  Rico.    See  Office  of 
Secretary. 
Office  of  Secretary: 

Organization  and  delegations  of  authority: 
Authority,  delegations  of.  by  Secretary;  to  various 
officials  respecting  certain  matters: 
Alaska  Railroad: 

Assistant  General  Manager;  certification  to 
be  made  respecting  transfer  of  surplus 
property  to  Railroad  by  agency  of  United 

States 1937 

Counsel;  adjustment  of  certain  tort  clalms__     307. 

4766. 7489 

General  Manager: 
See  also  Various  officials  of  Department, 

below. 
Authority  and  functions 

Subdelegations    of     authority;     saving 

Contracts    for    construction,    supplies    or 
services  

Leases  of  space  In  real  estate  outside  Dis- 
trict of  Columbia 

Surplus  property;  certification  to  be  made 
respecting    transfer    of    property    to 
^  Railroad  by  agency  of  United  States- 

Alaska  Road  Commission:  Chief  Engineer: 
See   also   Various   officials   of   Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices   

Leases  of  space  in  real  estate  outside  District 

of  Columbia 

Bonneville  Power  Administration: 

Administrator.    See  Various  officials  of  De- 
partment, below. 
General  Counsel ;  adjustment  of  certain  tort 

claims 307.4766, 

Field    Committees     (Alaska,    Missouri    River 

Basin.  Pacific  Northwest,  and  Southwest), 

chairmen;  contracts  for  and  purchases  of 

supplies  and  services  not  exceeding  $100-. 

Fish  and  Wildlife  Service;  Director: 

See   also   Various   officials   of   Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices   

Leases  of  space  in  real  estate  outside  District 

of  Columbia 

Geological  Survey: 
Director : 

See  aho  Various  officials  of  Department, 

below. 
Contracts    for    construction,    supplies    or 

services  

Conveyances  of  lands  or  Interests  In  lands. 
Leases  of  space  In  real  estate  outside  Dis- 
trict of  Columbia 

Regional  oil  and  gas  supervisors  and  regional 
mining  supervisors,  authority  respecting 
suspension  of  operations  and  produc- 
tion   ' 

Indian  Affairs  Bureau: 
Area  Counsels,  claims: 

Irrigation  work,  certain  claims  relating  to. 

Tort  claims,  certain;  adjustment  o( 

Commissioner : 
See  alf'o  Various  officials  of  Department, 
below. 
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INTERIOR   DEPARTMENT — Continued 
Office  of  Secretary— Continued 

Organization  and  delegations  of  authority — Con. 
Authority,  delegations  of.  by  Secretary,  to  various 
officials  respecting  certain  matters — Con. 
Indian  Affairs  Bureau — Continued 
Commissioner — Continued 
Contracts  for  construction,  supplies  or  serv- 
ices  307 

Functions    relating    to    various    matters 
affecting  Indians: 

Appeals  respecting  Indian  affairs 2M 

Education 258 

Forestry  and  grazing  matters 259 

Funds  and  fiscal  matters 253 

Health  and  welfare  matters 258 

Irrigation  matters —      2.59 

Trade  with  Indians 239 

Tribal  ordinances  and  resolutions 259 

Leases  of  space  in  real  estate  outside  Dis- 
trict of  Columbia 308 

Examiners  of  Inheritance:  appeals  from  de- 
cisions of.    See  under  Various  officials  of 
Department,  below. 
Five  Civilized  Tribes,  Superintendent  of;  cer- 
tain litigation 260 

Headquarters  officials;  authority  respecting 

deeds,  contracts,  etc 260 

Navajo    Agency    Superintendent;    authority 

respecting  Indian  affairs,  etc 260 

Osage  Indian  Agency  Superintendent:  cer- 
tain oil  leases 259 

Regional  Counsels: 

Irrigation  works:  authority  respecting  cer- 
tain claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims.     307. 

4766 
State  Directors,  certain;  authority  respecting 

Indian  affairs 260 

Land  Management  Bureau:  _ 

Director: 
See  also  Various  officials  of  Department, 

below. 
Contracts    for    construction,   supplies,   or 

services 307 

Leases  of  space  in  real  estate  outside  Dis- 
trict of  Columbia 308 

Regional  Counsels;  authority  respecting  cer- 
tain tort  claims —  307.  4766.  7489 

Mines  Bureau;  Director: 
See   also  Various   officials   of   Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices       307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

National  Park  Service: 
Director: 

See  also  Various  officials  of  Department, 

below. 
Contracts    for    construction,    supplies    or 

services 307 

Leases  of  space  in  real  estate  outside  Dis- 
trict of  Columbia 303 

Regional   Counsels;    adjustment   of   certain 

tort  claims 307.  4766,  7489 

Office  of  Secretary  officials: 

Acting  Assistant  Secretary;  authority  of  So- 
licitor to  act  as.    See  Solicitor. 
Assistant  Secretaries.    See  Under  Secretary 

and  As.sistant  Secretaries. 
Chief  Clerk: 
Contracts    for    construction,    supplies    or 

service 308 

Documents  (books,  records,  etc.) ,  authenti- 
cation of 307 

Purchasing  Officer;  contracts  for  construc- 
tion, supplies  or  service 308 

Solicitor: 
Acting  Assistant  Secretary;   authority  to 
perform  duties  of  absent  Assistant  Sec- 
retary        307 

Appeals,  various  types: 
Contract  appeals 30' 
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INTERIOR   DEPARTMENT — ConHnued 

OfBce  of  Secretary— Continued 

Organization  and  delegations  of  authority — Con. 
Authority,  delegations  of,  by  Secretary,  to  various 
officials  respecting  certain  matters — Con. 
Office  of  Secretary  officials— Continued 
Solicitor — Continued 
Appeals,  various  types — Continued 
Examiners   of   Inheritance.   Indian   Af- 
fairs Bureau;  appeals  from  decisions 

of 

Public  land  cases;  appeals  from  decisions 
of  Director.  Land  Management  Bu- 
reau  

Tort  claims;  appeal  from  determination 
of  certain  officials 307. 

Claims :                                                         ^ 
Irrigation  works,  determination  respect- 
ing claims  relating  to 307 

Tort  claims,  adjustment  of 307 

Damages;  remission  of  liquidated  damages 
assessed  against  party  to  contract  be- 

cause  of  delay 4766 

Escheat .^"^ 

Patent  policies  and  procedures J'U' 

Under  Secretary  and  Assistant  Secretaries: 
General     delegation     of      authority     of 

Secretary 

Indian  affairs,  a'uthority  for  final  disposi- 
tion of  appeals  respecting —       2b8 

Puerto   Rico   Reconstruction    Administration; 
Administrator: 
See   also   Various    officials    of   Department. 

below. 
Contracts     for     construction,     supplies     or 

services TV""; 

Leases   for   real   estate   outside  District   of 

Columbia 

Reclamation  Bureau: 
Commissioner : 
See  also  Various  officials  of  Department. 

below. 
Columbia  Basin  project;  Inclusion  or  ex- 
clusion of  lands,  etc 

Contracts    for    construction,    supplies    or 
services  

T  pfl^ps    etc  * 

Leases,  licenses,  permits  in  connection 
with  public  lands  for  grazing  or  agri- 
cultural uses  or  other  uses  within 
scope  of  Federal  reclamation  laws.. 
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Redelegation  of  authority 5693.  7598 

Payments  to  school  districts  for  education 
of  dependents  of  persons  employed  on 

construction  of  Bureau  projects 4862 

Real  estate  outside  District  of  Columbia—       308 

Withdrawals,   reclamation 1937 

Regional  Counsels: 
Irrigation  works;  authority  respecting  cer- 
tain claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims.     307. 

4766.  7489 
Solicitor.     See  Office  of  Secretary  officials. 
Southwestern  Power  Administration: 
Administrator: 
See  also  Various  officials  of  Department, 

beloic. 
Contracts    for    construction,    supplies    or 

services 307 

Leases  for  real  estate  outside  District  of 

Columbia 308 

Chief  Counsel;   adjustment  of  certain  tort 

claims 307.  4766.  7489 

Territories  and  Island  Possessions.  Division  of. 
Director  and  Assistant  Director:  certifica- 
tion to  be  made  respecting  surplus  prop- 
erty  transferred   to   Alaska   Railroad   by 

agency  of  United  States 1937 

Various  officials  of  Department;  authority  of 
heads  of  bureaus,  etc.,  respecting  various 
matters: 
Appeals:  • 

Contract  appeals ^"' 

Examiners  of  Inheritance.  Indian  Affairs 


Bureau,  appeals  from  decisions  of— 
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INTERIOR  DEPARTMENT — Continued 

Office  of  Secretary— Continued  ^ 

Organization  and  delegations  of  authority— Con. 
Authority,  delegations  of.  by  Secretary  to  various 
officials  respecting  certain  matters— Con. 
Various  officials  of  Department;   authority  of 
heads  of  bureaus,  etc..  respecting  various 
matters — Continued 
Appeals— Continued  .      ^     ,  ^,        , 

Indian  affairs,  authority  for  final  disposi- 
tion of  appeals  respecting.    See  under 
Indian  Affairs  Bureau,  above. 
Public  land  cases;  appeals  from  decisions 
of    Director,    Land    Management 

Bureau 

Authentication  of  documents ^07 

Claims:  ,  ^,      ^  _.„ 

Irrigation  works,  claims  relating  to ^u/ 

Tort  claims,  administrative  adjustment  of-      307 
Condemnation  proceedings;  approval  of.  etc.       308 
Contracts     for     construction,     supplies     or 
services '. 
Appeals;    authority    respecting    contract 

appeals -— 307 

Bureau  heads,  authority  of ^" ' 

Chairmen,  field  committees 2096 

Office  of  Secretary,  authority  of —      308 

Escheat ~ — ~ 

Leases  of  space  In  real  estate  outside  District 

of   Columbia 308 

Patent  policies  and  procedures 307 

Title  opinions;  request  for  opinion  from  At- 
torney  General 308 

Organization;  consolidation  of  field  offices.  Land 
Management  Bureau: 
Colorado;  Pueblo  office  con.solidated  with  Den- 
ver office t""Trc 

Montana;  Great  Falls  office  consolidated  with 

office  at  Billings 7-- 

New  Mexico :  Las  Cruces  office  consolidated  with 

Santa  Fe  office 3291 

Wyoming ;  offices  at  Evanston  and  Buffalo  con- 
solidated with  office  at  Cheyenne 7598 

Regulations  and  notices: 

Columbia  Basin  project;  regulations  pursuant  to 
Columbia  Basin  Project  Act  respecting  as- 
sessment by  irrigation  districts  of  lands 
owned  by  United  States 7014 

Rights  of  way  and  other  project  act  lands.—    7015 

Settlement  lands — ^OlS 

Definitions J"iJ 

Purpose  of  order ^JJJ* 

Reports  on  status  of  lands 'Ola 

De  Soto  National  Memorial;  establishment  of.  by 

order  of  Secretary 

Filming  of  motion  pictures;  redesignation 

Grazing  districts;   New  Mexico  grazing  districts 
modified: 

District  No.  1 - — 

District  No.  2 - 

District  No.  7 

Administration  of: 
Federal  Range  Code  for  Grazing  Districts: 
application  of  and  exception  to  provi- 
sions  

Rules  for.  approved   September   1,  1939; 

revocation 5575 

Indian  reservations: 
Cheyenne  River  Reservation.  South  Dakota: 
restoration  of  certain  undisposed-of  sur- 
plus opened  lands *"1 

In  Alaska;  procedure  in  connection  with  desig- 
nation of  reservations,  when  designation  is 

proposed  by  agency  of  Department 7048 

Irrigation   districts:    Columbia    Basin   projects. 

See  Columbia  Basin  projects. 
Lands  owned  by  United  States  within  Columbia 
Basin  project;  as.sessments  by  irrigation  dis- 
tricts. See  Columbia  Basin  project. 
Leases,  oil  and  gas  noncompetitive;  hearing  on 
means  of  expediting  Issuance  (proposed 
ofTer-and-lease  form  and  issuing  procedure 

regulations) -   6518 

See    also    main    heading    Land    Management 
Bureau. 
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INTERIOR  DEPARTMENT— Continued  ^*«' 

Office  of  Secretary— Continued 
Regulations  and  notices— Continued 

Mineral  locations  In  reclamation  withdrawals, 
opening  to  location,  entry  and  patenting: 

Arizona °*;^ 

Utah Vo— V— 

National  historic  sites;  designation  of  San  Juan 

National  Historic  Site.  Puerto  Rico 871 

Oil  and  gas  leases.    See  Leases. 
Power  sites;  release  of  described  area  from  water 
power  designation  No.  5.  Arizona  No.  2  (can- 

ceUatlon  No.  94) JJJ^ 

Practitioners;    redesignation «*» 

Railroad  grant  lands.  In  Arizona;  restoration  to 

location  and  entry *lf^] 

Veterans'  preference- right  applications 4o^i 

Recreational  demon.stration  projects,  transfer  of 
certain  lands  within  Badlands  Recreational 
Demonstration  Area,  South  Dakota,  from  De- 
partment of  Interior  to  Department  of  Agri- 
culture;   order  of   Secretary    (approved   by 

President  1 -------- 

Surplus  opened  lands,  undisposed  of;  restoration 
of.  to  Cheyenne  River  Reservation.  South 

Dakota - *"^ 

Virgin  Islands  Corporation,  designation  of  Secre- 
tary of  Interior  to  exercise  general  direction 
over;  President's  letter  respecting.    See  main 
heading  Presidential  documents. 
Withdrawals   of   lands;    orders   and   procedural 

regulations:  .      ^    .,  „* 

See    also    main    heading    Land    Management 

Bureau.  ,.  ,,. 

Alaska;  notice  of  hearing  In  connection  wltn 
withdrawals  for  classification  and  In  aid  of 

proposed  legislation  made  by  PLO  585 4MJ 

Forest  administrative  sites  In  California.  Idaho, 
and  Utah  for  use  of  Forest  Service.  Depart- 
ment of  Agriculture;  revocation  of  with- 

drawal  orders  by  SecreUry ^--    ^^ '" 

Procedure  in  connection  with  withdrawals  by 
Executive   orders   or   public   land   orders, 
when  proposed  by  agency  of  Department: 
Agencies;  submission  of  withdrawal  or  reser- 
vation orders  with  memorandum   and 

public  views - JJ45 

Secretary;  hearing  or  public  notice (0*» 

Oil  and  Gas  Division: 

Petroleum  conservation  orders: 

Codification  dlsconUnued— ^^'° 

Redesignation — -— "' 

Reports  and  Inspection  of  facilities  and  agencies  for 
production,  etc..  of  petroleum  and  products; 

redesignation ^Z'l" 

Oil  and  gas  rights  in  lands  acquired  by  United  States, 

Jurisdiction.    See  Lands  .    „  ^      , 

Power  projects,  cJertaln;  recommendations  to  Federal 

Power  Commission  respecting: 

Allatoona  Power  Project,  Georgia,  sale  of ,  Power 

from;  rates  and  charges  approved  for  limited 

period V 

Roanoke  River  Basin,  development  of: 

Opposition  by  Department  to  proposed  applica- 
tion for  Ucense  to  construct  hydroelectric 

development ^387 

Recommendation    of    Department    to    Federal 
Power  Commission  relative  to  protection  of 

fish  and  wildlife  resources— —     1387 

Railroad  grant  lands  In  Arizona;  restoration  to  loca- 
tion and  entry,  and  veterans'  preference  rights  to. 
See  under  Office  of  Secretary. 
Territories  and  Island  Possessions.  Division  of;  dele- 
gation of  authority.    See  Office  of  Secretary. 
Virgin  Islands,  transfer  to  Department  of  certain 
lands,  etc..  In.  for  permanent  jurisdiction  and  con- 
trol; Executive  order  respecting.    See  main  head- 
ing Presidential  documents. 
Virgin  Islands  Corporation,  designation  of  Secretary 
of  Interior  to  exercise  general  direction  over; 
President's  letter  respecting.    See  main  heading 
Presidential  documents. 
Wildlife  refuge  and  management  areas;  withdrawal 
of  lands  for  use  of  Department.   See  main  heading 
Land  Management  Bureau. 


INTERNAL  REVENUE  BUREAU: 

Administrative  provisions  common  to  various  taxes: 
Agricultural  Adjustment  Act,  claims  for  refund  of 

taxes  paid  under.    See  Claims. 
Aircraft,  seizure  of  in  connection  with  contraband 

firearms.    See  Contraband  firearms. 
Allen  property  vested  In  Attorney  General.     See 

Trading  With  Enemy  Act. 
Banks,  insolvent.    See  Insolvent  ba..ks. 
Carry-backs    and    carry-back    adjustments.      See 

Payment  of  taxes  by  corporations. 
Claims,  for  refund  of  taxes  paid  under  Agricultural 
Adjustment  Act;  exclusion  from  Code  of  Federal 

Regulations,  1949  Edition t— vr 

Contraband  firearms  covered  by  section  1  (b)  <2), 
act  of  August  9. 1939,  seizures  of  vessels,  vehicles 
and  aircraft  In  connection  with;  Introductory 
provision,  exclusion  from  Code  of  Federal  Regu- 
lations, 1949  Edition 

Federal  tax  liens,  release  of:  introductory  provi- 
sion, exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition- 

Insolvent  banks  and  trust  companies,  assessment 
and  collection  of  taxes;  effective  date  of  regu- 
lations, exclusion  of  provision  respecting  from 

Code  of  Federal  Regulations.  1949  Edition 

Inspection  of  returns.  See  Returns. 
Limitations,  period  of.  In  case  of  related  taxes  under 
Chapter  1  and  Chapter  2  of  Internal  Revenue 
Code;  numbering  of  sections,  exclusion  of  pro- 
vision respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 

Payment  of  taxes:                                   _               . 
Acceptance  of  Treasury  notes  in  pAyment  of  in- 
come, estate,  and  gift  taxes 

Payment  by  corporations  expecting  carry-backs, 
and  tentative  carry-back  adjustment,  exten- 
tlons  of  time  for;  numbering  of  sections,  ex- 
clusion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition — - 

Personal  property  obtained  by  Government  under 

distraint  proceedings,  resale  of.  See  Resale. 
Refund  of  taxes  paid  under  Agricultural  Adjust- 
ment Act.  claims  for.  See  Claima. 
Resale  of  personal  property  obtained  by  Government 
under  distraint  proceedings;  introductory  pro- 
vision, exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition 

Restamping  cases;  regulations  superseded,  exclu- 
•  slon  of  provision  respecting  from  Code  of  Fed- 
eral Regulations,  1949  Edition 

Returns : 
Inspection  of  returns: 
Federal  Trade  Commission;  inspection  of  cor- 
poration Income  tax  returns 

Executive  order  respecting.    See  main  head- 
ing Presidential  documents. 
Former  regulations  revoked,  exclusion  of  gen- 
eral  provisions   respecting   from  Code   of 

Federal  Regulations,  1949  Edition 

Military  Renegotiation  Policy  and  Review 
Board;  Inspection  under  special  Executive 
orders,  of  Income,  excess- profits  and  de- 
clared value  excess-profits  tax  returns 

Proclamation  respecting.    See  main  heading 
Presidential  documents. 
Verification  of  returns;   regulations  under  sec- 
tion 3809  of  Internal  Revenue  Code 

Prior  regulations,  validity  of 

Verification  by  declaration  In  lieu  ol  oath 

Seizures  of  vessels,  vehicles  and  aircraft  In  connec- 
tion with  contraband  firearms.   See  Contraband 
firearms. 
Trading  With  Enemy  Act.  taxes  under : 

Computation  of  income,  war  profits,  and  estate 
taxes  in  cases  where  property  Is  or  has  been 
In  custody  of  United  States  under  Trading 
With  Enemy  Act.  and  collection  and  pay- 
ments of  taxes  from  such  property;  redesig- 
nation and  exclusion  from  Code  of  Federal 

Regulations,  1949  Edition 

Froperty  vested  in  Attorney  General  on  and  alter 

December  18.  1941 

Introductory  provision;  exclusion  from  Code  of 

Federal  Regulations.  1949  Edition 

Redesignation 
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INTERNAL  REVENUE  BUREAU— Continued 

Administrative  provisions  common  to  various  taxes — 
Continued 
Treasury  notes,  acceptance  of.  In  pasrment  of  in- 
come, estate,  and  gift  taxes 481 

Trust  companies,  insolvent.  •  See  Insolvent  banks 

and  trust  companies. 
Verification  of  returns.    See  Returns. 
Vessels,  seizures  of.  in  connection  with  contraband 
firearms.    See  Contraband  firearms. 
Coconut  oil.  certain,  termination  of  suspension  of  ad- 
ditional processing  tax  on:  proclamation  respect- 
ing.    See  main  heading  Presidential  documents. 
Derunark ;  regulations  applicable  to.    See  Income  and 

excess  profits  taxes. 
Employment  taxes: 
Administrative  provisions  affecting.    See  Admin- 
istrative provisions  common  to  various  taxes. 
Carriers  Taxing  Act  of  1937.  employers'  tax.  em- 
ployees'   tax.    and    employee    representatives' 
tax  under;  scope  of  regulations,  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition 5200 

Collection  of  income  tax  at  source  on  or  after  Janu- 
ary 1,  1945: 
Addition,  minimum,  to  tax.  miscellaneous  pro- 
visions respecting;  Form  941 5809.7008 

Adjustments,  quarterly;  Form  941 5809.7008 

Definitloros: 
Definitions,  general,  and  use  of  terms: 

Identification  number __.,- 5807.  7006 

Redesignations _ 5807.  7006 

Exclusions  from  wages 5808.  7008 

Determination  of  tax: 
New  certificate  to  be  furnished  on  or  before 
December  1.   1944.  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tion. 1949  Edition ■..- 5200 

Supplemental  wage  payments 278 

Withholding: 

Requirement  of 275.276 

Wage  bracket  withholding 277.593 

Withholding  exemptions: 

Application  of 276 

Certificates 278 

When  effective 278 

Rights  to  claim , 277,278 

Introductory  provisions:  scope  of  part,  exclusion* 
from  Code  of  Federal  Regulations,  1949  Edi- 
tion      5200 

Payment  of  tax.    See  Returns  and  payment  of 

tax. 
Receipts;  tax  withheld  at  source  on  wages.  Form 

941 5808.  7008 

Returns  and  payment  of  tax: 

Final  returns;  miscellaneous  amendments 5809, 

7008,  7429 
Income  tax  withheld  on  wages,  return  and  pay- 
ment of.  Form  941 5808.7008 

Use  of  Federal  Reserve  banks  and  authorized 
commercial  banks  in  connection  with  pay- 
ment of  taxes  with  resjpect  to  wages  paid  on 

or  after  January  1,  1950 5807,  7006.  7429 

Use  of  Government  depositaries  in  connection 
with   payment  of  taxes  with  respect  to 

wages  paid  prior  to  January  1,  1950 7006 

Federal  Insurance  Contributions  Act,  employees' 
and  employers'  tax  under: 
Adjustments,  claims,  and  assessments: 

Employees'  tax.  adjustment  of.  Form  941 -_  5868.  7007 
Employers'  tax.  adjustment  of.  Form  941_.  5808,  7007 
Overpayments  which  are  not  adjustable,  refund 
or  credit  of  and  abatement  of  oversissess- 

ments;  Form  941 5808.7007 

Definitions,  general,  and  use  of  terms;  "tax '_  5807.  7006 
Identification  of  taxpayers: 
Employees'  account  numbers,  duties  of  em- 
ployer with  respect  to.  Form  941 5808.  7007 

Employers'  identification  numbers 5807. 

5808.  7006.  7007 
Payment  of  tax.    See  Returns,  payment  of  tax. 
Promulgation  of  regulations;  exclusion  of  miscel- 
laneous provision  respecting  from  Code  of 
Federal  Regulations,  1949  Edition 6200 


INTERNAL  REVENUE  BUREAU — Continued  P»K^ 

Employment  taxes — Continued 
Federal  Insurance   Contributions   Act,   employees' 
and  employers'  tax  under — Continued 
Returns,  payment  of  tax.  etc.: 

Federal  Reserve  banks  and  authorized  commer- 
cial banks,  use  of.  in  connection  with  pay- 
ment of  taxes  with  respect  to  wages  paid 

•     on  or  after  January  1  1950 5807.  7006.  7007 

Payment  of  tax.  Form  941 5808.  7007 

Returns: 
Final  returns;  miscellaneous  amendments —  5808. 

7007 
Tax  and  information  returns.  Form  941__  5808,  7007 
Federal  Reserve  banks,  use  of,  in  connection  with 
payment  of  taXes.    See  Collection  of  income 
tax.  and  Federal  Insurance  Contributions  Act. 
Federal  Unemployment  Tax  Act.  excise  tax  on  em- 
ployers under;  promulgation  of  regulations,  ex- 
clusion of  provision  respecting,  from  Code  of 

Federal  Regulations,  1949  Edition -      5200 

Railroad  Retirement  Tax  Act.  employers'  tax.  em- 
ployees' tax.  and  employee  representatives'  tax 

under 62 

Unemployment  compensation  laws  of  various  States. 
Alaska.  Hawaii,  and  District  of  Columbia;  cer- 
tifications pursuant  to  Internal  Revenue  Code. 
See   main    headings   Labor   Department,   and 
Social  Security  Administration. 
Withholding  of  income  tax  at  source  on  wages.     See 
Collection  of  income  tax  at  source. 
Estate  and  gift  taxes: 
Estate  tsut.  regulations  relating  to: 

Computation  of  estate  taxes  on  property  held  in 
custody  of  United  States  under  Trading  With 
Enemy  Act.  See  Administrative  provisions 
common  to  various  taxes. 

Description  of  tax;  general  description 2623 

Determination  of  tax  liability: 
Collection  of  unpaid  tax,  liability  of  life  In.sur- 
ance   beneficiaries,   etc.,   statutory   provi- 
sions       2636 

Computation  of  tax;  credit  for  gift  tax 2624 

Deductions : 
Bequests,  etc.,  to  surviving  spouse: 

Bequests,  etc.;  allowance  of  marital  deduc- 
tion, etc 2629 

Limitation  on  amount  of  marital  deduc- 
tion  2635 

Nondeductible  interests 2632 

Proof   required 2636 

Statutory  provisions 2628 

Valuation  of  property  interest  passing  to 

surviving  spouse 2634 

Property  previously  taxed ;  deduction  of  value 

of  transfers  previously  taxed— 2627,  2628 

Gross  estate: 

Community  property 2626 

Insurance  in  favor  of  estate 2627 

Insurance  receivable  by  other  beneficiaries. _.     2627 

Property  held  Jointly  or  by  entirety 2626 

Property  subject  to  power  of  appointment  by 

decedent 2626.  6195 

Transfers  during  life 2626 

Transfers  Intended  to  take  effect  at  or  after 

decedent's  death _-  1825,  5536 

Transfers  with  possession  or  enjoyment  re- 
tained   1825.  5536 

Transfers  with  right  retained  to  designate 

who  shall  possess  or  enjoy 5536 

Valuation,  optional  date 2626 

Payment  of  tax: 
Extension  of  time  attributable  to  a  reversion- 
ary or  remainder  interest 2637 

Treasury  notes,  acceptance  of.  In  payment  of 
estate  and  gift  taxes.   See  Administrative 
provisions  common  to  various  taxes. 
Nonresidents,  not  citizens  of  United  States,  estates 
of;  deductions  allowed,  value  of  property  pre- 
viously taxed 2636 

Qlft  tax  under  chapter  4  of  Internal  Revenue  Code, 
as  amended: 
Computation  of  tax 2638 
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INTERNAL  REVENUE  BUREAU— Continued  ^^ 

Estate  and  gift  taxes — Continued 
Gilt  tax  under  chapter  4  of  Internal  Revenue  Code, 
as  amended — Continued 
Deductions: 
Gifts: 

Community  property 2642 

Life  estate  or  other  terminable  interest 2641 

To  spouse  after  AprU  2.  1948 2639 

Marital  deduction;  statutory  provisions 2638 

Proof  required 2643 

Imposition  of  tax 6196 

Net  gifts  (definition) 2638 

Payment  of  tax: 

Donor  liable  for  tax _    2643 

Treasury  notes,  acceptance  of.  In  payment  of 
estate  and  gift  taxes.    See  Administrative 
provisions  common  to  various  taxes. 
Powers  of  appointment: 
Gift  of  husband  or  wife  to  third  party  after 

April  2.  1948 2637 

Transfers  reached ;  miscellaneous  amendments.   2637. 

6196 
Promulgation  of  regulations;  exclusion  of  provi- 
sion respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5199 

Returns : 
Donees  and  trmtees  required  to  file  notice  of 

gifts 2643 

Form  of  return 2643 

Persons  required  to  file  return —     2643 

Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations. 

1949  Edition 5199 

Excess  profits  taxes.    See  Income  and  excess  profits 

taxes. 
Excise  taxes: 
Administrative  provisions  affecting.    See  Adminis- 
trative provisions  common  to  various  taxes. 
Admissions,  etc.,  taxes  on: 
Admissions: 
Hospitalized  members  of  armed  forces  and  hos- 
pitalized veterans;  statutory  provisions 61 

Rates;  exceptions  to  tax  liability  under  free 

and  reduced  rates  of  admissions 61 

Exemptions : 
Hospitalized  members  of  armed  forces  and  hos- 
pitalized veterans;  statutory  provisions 61 

Termination  of  exemptions,  exceptions  to 62 

Promulgation  of  this  part;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regulations, 

1949  Edition.- 5199 

Ammunition,  licensing  of  manufacturers  of,  and 

dealers  In.    See  under  Firearms. 
Banks: 
Circulation  of  banks  and  bankers  and  notes  paid 

out.  tax  on;  redeslgnation 5199 

Insolvent  banks;   administrative  provisions  re- 
specting collection  of  taxes.    See  Administra- 
tive provisions  common  to  various  taxes. 
Billiard  tables,  special  taxes  with  respect  to.    See 
Coin-operated  amusement  and  gaming  devices. 
Boats,  regulations  relating  to  tax  on  use  of.    See 

Motor  vehicles. 
Bowling  alleys,  special  tsuces  with  respect  to.    See 
Coin-operated  amusement  and  gaming  devices. 
Butter,    adulterated.      See    Oleomargarine,    adul- 
terated butter,  etc. 
Capital  stock  tax;  exclusion  of  regulations  respect- 
ing from  Code  of  Federal  Regulations.   1949 

Edition 5199 

Cards,  playing.    See  Playing  cards. 
Cigarette  papers  and  tubes.    See  Tobacco. 
Cigarettes.    See  Tobacco. 
Cigars.    See  Tobacco. 
Circulation  of  banks.    See  Banks. 
Coconut  oil,  certain,  termination  of  suspension  of 
additional    processing   tax   on;    proclamation 
respecting.     See    main   heading   Presidential 
documents. 
Coin-operated    amusement    and    gaming    devices, 
bowling  alleys,  billiard  tables  and  pool  tables; 
special  taxes  with  respect  to: 

Definitions;  meaning  of  terms,  redeslgnation 8200 

Redeslgnation  of  subparts , 6200 


INTERNAL  REVENUE  BUREAU— Continued  >**«• 

Excise  taxes — Continued 

Coin-operated    amusement    and    gaming    devices, 
bowling  alleys,  billiard  tables  and  pool  tables; 
special  taxes  with  respect  to— Continuefl 
Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations. 

1949  Edition 6200 

Communications  services.    See  Safe  deposit  boxes. 

taxes  on.  and  on  certain  transportation  and 

communications  services. 

Cotton,  sale  of  for  future  delivery;  tax  on  contracts 

of  sale: 

Authority  for  regulations;  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 8199 

Provisions  of  internal  revenue  laws  applicable; 
exclusion  from  Code  of  Federal  Regulations, 

1949  Edition 6199 

Documentary  stamp  taxes: 
Exemptions,  alteration  and  modification  of  securi- 
ties under  Interstate  Commerce  Act 1-     1757 

Passage  tickets;  exclusion  of  provisions  respect- 
ing from  Code  of  Federal  Regulations,  1949 

Edition 6199 

Promulgation  of  this  part:  exclusion  of  provision 
respecting  from  Code  of  Federal  Regulations. 

1949  Edition 6199 

Firearms: 
Contraband  firearms;  administrative  provWons 
resF)ecting.      See   Administrative    provisions 
common  to  various  taxes. 
Firearms  and  ammunition,  licensing  under  Fed- 
eral Firearms  Act  of  manufacturers  of.  and 
dealers  in: 
Federal  Firearms  Act;  introductory  provi.<;ions. 
exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition 5200 

Records,  dealers' 5723,7389,7390 

Redeslgnation  of  subparts 5200 

Machine  guns  and  certain  other  firearms,  taxes 
relating  to: 
Scope  of  regulations;  exclusion  of  introductory 
provision  respecting  from  Code  of  Federal 

Regulations.  1949  Edition 5200 

Scope  of  subpart;  exclusion  of  administrative 
provision  respecting  from  Code  of  Federal 

Regulations.  1949  Edition -    5200 

Special  taxes;  scope  of  subpart,  exclusion  of 
provision  respecting  from  Code  of  Federal 

Regulations.  1949  Edition __    5200 

Transfer  tax;  scope  of  subpart,  exclusion  of 
provision  respect  In  sr  from  Code  of  Federal 

Regulations,   1949  Edition 5200 

Pistols  and  revolvers,  sale  of;  promulgation  of 
regulations,  exclusion  of  provision  respecting 
from  Code  of  Federal  Regulations.  1949  Edi- 
tion   6199 

Floor  stocks  taxes: 
Cigarettes.    See  under  Tobacco. 
Cigars.    See  under  Tobacco. 
Tires.  Inner  tubes,  and  matches;  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition. ..    6200 
Futures,   cotton;   tax  on  contracts  of  sale.     See 

Cotton. 
Gaming  devices.     See  Coin-operated  amusement 

and  gaming  devices. 
Gasoline,  lubricating  oil,  and  matches: 

Redeslgnation  of  subparts 8200 

Scope  of  regulations;  exclusion  of  Introductory 
provision  respecting  from  Code  of  Federal 

Regulations,  1949  Edition— 6200 

Harrison  Narcotic  Law,  excise  tax  regulations  under. 

See  Narcotics. 
Hydraulic  mining,  certain,  In  California,  tax  Im- 
posed by  act  approved  March  1,  1893,  with 
respect  to;  scope  of  regulations,  exclusion  of 
provision  respecting  from  Code  of  Federal  Reg- 
ulations, 1949  Edition —    8200 

Intoxicating  liquors: 
Labeling,  advertising,  etc.    See  Intoxicating  liq- 
uors, below. 
Tax  on.    See  Liquors,  distilled  spirits,  volatile 
fruit-flavor  concentrates,  etc. 
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INTERNAL  REVENUE  BUREAU— Continued  ^^9*> 

Excise  taxes — Continued 

Liquors,  distilled  spirits,  volatile  fruit-flavor  con- 
centrates, etc.: 
Alcohol,  denatured.  Industrial,  etc.;  taxes  appli- 
cable to: 
Denatured  alcohol,  disposition  of.    See  Disposi- 
tion of  denatured  alcohol. 
Industrial  alcohol.    See  Industrial  alcohol. 
Bottling  of  distilled  spirits: 
Distilled  spirits  (other  than  alcohol)  In  bond: 

Definitions;    redesignation 5429 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code 

of  Federal  Regulations.  1949  Edition 5429 

Scope  of  regulations;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5429 

Stamps,  domestic  strip;  exchange  and  re- 
demption, record.  Form  96 1039.3050 

Tax-paid  distilled  spirits: 

Definitions,   redesignation 5429 

District  Supervisor's  reports;  report  of  locks 

and  gauging  instruments.  Form  152 4922 

Dumping  and  bottling ;  miscellaneous  amend- 
ments     7232 

Equipment;   pipe  lines 7231 

Proprietor's  records  and  reports;  miscellane- 
ous amendments 4902 

Regulations  superseded;  effective  date,  ex- 
clusion of  provision  respecting  from 
Code  of  Federal  Regulations.  1949  Edi- 
tion  5429 

Scope  of  regulations;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5429 

Stamps,  red  strip;  exchange  and  redemption. 

record.  Form  96 1039.3051 

Storekeeper-gauger's   records   and   reports; 

report  of  Goverrunent  property 4922 

Brandy,    production    of.      See    Production    of 

brandy. 
Containers  of  distilled  spirits.  traflBc  in: 

Definitions;   redesignation 5429 

Regulations  superseded;  effective  date,  ex- 
clusion of  provision  respecting  from  Code 

of  Federal  Regulations,  1949  Ecition 5429 

Scope  of  regulations;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 6429 

Dealers    in    liquor,    wholesale    and    retail.    See 

Wholesale  and  retail  dealers  in  liquor. 
Denaturatlon  of  rimi: 
Denaturants  or  denaturing  materials;  miscel- 
laneous amendments 7453 

Proprietor's  record  and  report  of  denaturants; 

record  No.  129 4901 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 5429 

Scope  of  regulations: 
Denaturatlon  and  withdrawal;  exclusion  of 
provision  respecting  from  Code  of  Fed- 
eral Regulations.  1949  Edition 5429 

Sale  and  use;  redesignation 5429 

Disposition  of  denatured  alcohol,  denatured  rum, 
etc..  and  substances  used  in  manufacture  of 
distilled  spirits: 
Denatured  alcohol,  denatured  rum,  and  sub- 
stances or  preparations  containing  dena- 
tured alcohol  or  denatured  rum,  disposition 
of;    delegation   of    authority,   codification 

discontinued 5429 

Distilled  spirits,  substances  used  In  manufac- 
ture of;  disposition: 

Definitions;    redesignation 5429 

Delegation  of  authority;  codification  discon- 
tinued      5429 

Effective  date;  exclusion  of  provision  respect- 
ing from  Code  of  Federal  Regulations, 

1949  Edition 5429 

Records  to  be  maintained;  redesignation 5429 

Regulations  prescribed;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions, 1949  Edition 5429 

Requirement  of  returns;  redesignation 5429 


INTERNAL  REVENUE  BUREAU— Continued  ^'^e^ 

Excise  taxes — Continued 
Liquors,  distilled  spirits,  volatile  fruit-fiavor  con- 
centrates, etc.---Contlnued 
Distilled  spirits,  taxes  applicable  to: 
Advertising     of.    See     Intoxicating     liquors, 

below. 
Bottling  of.    See  Bottling  of  distilled  spirits. 
Containers  of.  traffic  In.     See  Containers  of 

distilled  spirits,  traffic  in. 
Drawback    on.     See    Drawback    on    distilled 

spirits  and  wines. 
Importation  of.    See  Importation  of  distilled 
spirits,  wines  and  fermented  malt  liquors. 
Labeling  of.    See  Intoxicating  liquors,  below. 
Production  of.    See  Production  of  brandy,  dis- 
tilled spirits. 
Rectification  of.     See  Rectification  of  spirits 

and  wines. 
Substances  used  in  manufacture  of ;  disposition. 
See    Disposition    of    denatured    alcohol, 
denatured  rum.  etc..  and  substances  used 
in  manufacture  of  distilled  spirits. 
Warehousing  of.    See  Warehousing  of  distilled 
spirits. 
Drawback  on  distilled  spirits  and  wines: 
Bottling  without  rectification: 
By  rectifiers  and  proprietors  of  tax-paid  bot- 
tling houses;   action  by  district  suf>€r- 

vlsor.  Form  230 1065 

By  winemakers  or  proprietors  of  bonded 
storerooms ;  action  by  district  supervisor, 

Form  230 1065 

Claim,  disposition  of;  action  on 1065 

Packaging  without  rectification;  action  by  dis- 
trict supervisor.  Form  1684 1065 

Rectification  and  bottling: 

Application.   Form   237;   action  by  district 

supervisor 1065 

Rectification  by  person  other  than  bottler...     1065 
Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition. 5429 

Fermented  malt  liquors: 

Aircraft,  supplies  for.    See  Vessels  and  aircraft. 
Bonds    and   consents   of   surety;    superseding 

bond,  proposed  rule  making 5931 

Brands.    See  Marks  and  brands. 
Brewery  premises  and  bottling  houses,  location 
and   use  of;   miscellaneous   amendments, 

proposed  rule  making 5929,  5930 

Business,  discontinuance  of;  form  of  notice, 

proposed  rule  making 5933 

Cereal   beverage;   miscellaneous  amendments. 

proposed  rule  making 5936 

Changes  in  name,  proprietorship,  control,  loca- 
tion, etc.;  mi.scellaneous  amendments,  pro- 
posed rule  making 5932.  5933 

Construction;  proposed  rule  making 5930 

Brewery  buildings 2851 

Definitions : 

Amendments;  proposed  rule  making 5929 

Redesignation 5429 

District  Supervisor,  action  by: 
Bonds,  superseding  and  additional,  and  con- 
sents  of  surety;    procedure   applicable, 

proposed  rule  making 5933 

Changes  in  name,  proprietorship,  location, 
etc.;  action  concerning  changes,  pro- 
posed rule  making 5933 

Original  establishment ;   miscellaneous 

amendments,   proposed 5933 

Equipment;  bottling-house  equipment,  pro- 
posed rule  making : 5930 

Exportation,  free  of  tax;  miscellaneous  amend- 
ments, proposed  rule  making 5508, 

5929.  5935,  5936 
Importation  of.    See  Importation  of  distilled 

spirits,  wines  and  fermented  malt  liquors. 
Locks  and  seals;   miscellaneous  amendments. 

proposed  rule  making 4922,  5936 

Marks  and  brands;  miscellaneous  amendments. 

proposed  rule  making 5933 

Meter  reading;  inspector's  report  on  Form  138, 

proposed  rule  making 6936 


INTERNAL  REVENUE  BUREAU— Continued 

Excise  taxes — Continued 

Liquors,  distilled  spirits,  volatile  frult-fiavor  con- 
centrates, etc. — Continued 
Fermented  malt  liquors— Continued 

Meters;  miscellaneous  amendments,  proposed. 

Plats  and  plans;  miscellaneous  amendments, 
proposed  rule  making 5929.  5931, 

Qualifying  documents;  miscellaneous  amend- 
ments,  proposed 

Records  and  reports;  proposed  rule  making... 

Regulatlons  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 
Federal  Regulations.  1949  Edition 

Removal  of  beer  to  contiguous  alcohol  plant; 
miscellaneous  amendments,  proposed  rule 
making 

Removal  of  brewer's  yeast  and  other  articles; 
malt  sirup,  proposed  rule  making 

Reports.    See  Records  and  reports. 

Scope  of  regulations;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 

Seals.    See  Locks  and  seals. 

Stamps;  miscellaneous  amendments,  proposed. 
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Tax-paid  beer: 

Lost:  proposed  rule  making 5929 

Returned  to  brewery;  miscellaneous  amend- 
ments, proposed  rule  making 5935 

Spoiled;  proposed  rule  making 5929 

Tax  payment;  method,  proposed  rule  making—    5933 
Vessels  and  aircraft,  supplies  for;  beer  bottled 

for  export,  proposed  rule  making 5929 

Gauging  manual: 
Pilling  of  packages;  capacity  of  remnant  pack- 
ages to  l>e  determined  by  weighing  and 
marked  on  packages;  proposed  rule  msJc- 

Ing 1651 

Gauging  manual  of  January  1934  superseded, 
effective  date,  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regula- 
tions. 1949  Edition 5429 

Marking  packages: 

Brandy  transferred  direct  from  distillery  to 
fortifying  room  of  winery  on  contiguous 

premises 442.  2916 

Casks  or  packages  of  spirits  distilled  at  regis- 
tered distillery  when  filled  from  receiv- 
ing   cisterns    and    warehouse    storage 

Cut  Illustrating  marks 442,  2916 

Inspection  stenciled  on  Government  head; 

revocation 442,  2916 

Kind  of  spirits  branded  on  barrel;  proposed 

rule  making 442.  1651 

Wooden  packages  of  distilled  spirits,  general 

regulation 443,  2916 

Withdrawals  for  various  purposes : 

Bottling  In  bond 2916 

Exportation;  cuttings  on  barrel  stave 442,  2916 

Tax  payment 2916 

Transfer  to  manufacturing  warehouse 442,  2916 

Importation  of  distilled  spirits,  wines  and  fer- 
mented malt  liquors: 

Definitions;  redesignation 5429 

Liqueurs,  cordials,  compounds,  etc.,  rate  of  tax; 

miscellaneous   amendments 1490 

Records   and   reports;   miscellaneous   amend- 
ments   — 4903 

Redesignation 5429 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations.  1949  Edition 5429 

Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations, 

1949  Edition 5429 

Industrial  alcohol: 
Alternate  operation  of  Industrial  alcohol  plant 
as  registered  distillery  or  fruit  distillery, 
requirements  governing;  where  operation 
of  bonded  warehouse  or  denaturing  plant 
on  premises  Is  continued -.^,  9?$.  3778.  3779 

90000—60 18 


INTERNAL  REVENUE  BUREAU— Continued 

Excise  taxes — Continued 
Liquors,  distilled  spirits,  volatile  fruit-flavor  con- 
centrates, etc. — Continued 
Industrial  alcohol— Continued 
Basic     permits,     issuance    of;     miscellaneous 

amendments 5148,  5899 

Changes  in  name,  control,  location,  etc.,  re- 
quirements governing  changes  in: 
Location,  premises,  construction,  apparatus. 

etc.;  miscellaneous  amendments 984, 

985.  3778.  5647 
Proprietorship;  miscellaneous  amendments..     984. 

3778 
Commissioner,  action  by;   original   establish- 
ment of  industrial  alcohol  plant,  bonded 
warehouse,  or  denaturing  plant,  Indem- 
nity bond  application,  revocation 980, 3774 

Construction: 

Bonded  warehouses;  storage  tanks  as 980,  3774 

Denaturing  plants 980,  3774 

Industrial  alcohol  plants: 

Equipment  not  In  buildings 980,  3774 

Roofs 980,  3774 

Walls 980.  3774 

Storerooms : 
Specially  denatured  alcohol  bonded  deal- 

ers'__i 980,  3774 

Specially  denatured  alcohol  users 980.3774 

District  supervisor,  action  by: 

Changes   subsequent   to   original   establish- 
ment: 

Applications  and  reports  covering 985,  3779 

Procedure  applicable 6398 

Original  establishment^ 

Authority  to  approve 5149,  5899 

Indemnity  bond  application 985,  3779 

Investigation 985,3779 

Equipment: 
Bonded  warehouses;  miscellaneous  amend- 
ments   5147.5899 

Denaturing   plants;    miscellaneous    amend- 
ments     5147.5899 

Industrial     alcohol     plants;     miscellaneous 

amendments 981.3774.3775.5147.5899 

Premises,  specially  denatured  alcohol  users'; 

tanks 982.   3775 

Establishment,  location,  and  use ;  miscellaneous 

amendments 980.  3774 

Ethyl  acetate;  sales  to  and  by  dealers 7884 

Formulae,  completely  denatured  alcohol  (Ap- 
pendix); formula  No.  15— 4945,4946 

Lacquer  thinners;  containers 7884,7885 

Locks  and  seals;  miscellaneous  amendments.. _    4919 
Operation  of  various  plants,  warehouses,  etc.: 
Bonded  warehouses;  records  and  reports  of 

proprietor,  miscellaneous  amendments.    4899. 

5904 
Denaturing  plants;  records  and  reports  of 
proprietor.  Forms  129  and  1468-A.  B.  C, 

D.  E,  and  F 4900 

Industrial  alcohol  bonded  warehouses: 

Approved  containers;  tank  trucks 5150.5899 

Bottling  of  alcohol  In  bonded  warehouse; 

miscellaneous  amendments— 1 986,3780 

Exportation  of  alcohol  free  of  tax  (export 

bonds>.  miscellaneous  amendments...    6771 
Losses  of  alcohol;  miscellaneous  amend- 
ments    986.987.3780.5152,5899 

Marks,  brands,  and  stamps;  tank  trucks. 

etc.,  miscellaneous  amendments 986, 

988, 3780.  5150,  5902 
Receipt  of  alcohol: 

Deposit  in  receiving  warehouse 5150,  5901 

Examination  of  tank  truck 5150,5901 

In  tank  trucks  from  industrial  alcohol 

plant  or  another  bonded  warehouse.    5149, 

5901 

Method  of  deposit 5150,  5901 

Records  and  reports  of  proprietor;  mis- 
cellaneous amendments 5152,  5904 

Removal   of   alcohol   from  receiving   and 

Pilling  of  tank  truck 502,  3780,  5150,  5902 

Gauge  on  withdrawal 5150, 5902 
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INTERNAL  REVENUE  BUREAU— Continued  ^^^ 
Excise  taxes — Continued 
Liquors,  distilled  spirits,  volatile  fruit-flavor  con- 
centrates, etc.— Continued 
Industrial  alcohol — Continued 
Operation  of  various  plants,  warehouses,  etc.— 
Continued 
Industrial  alcohol  bonded  warehouses — Con. 
Removal  of  alcohol  from  warehouse;  trans- 
portation    5151.5902 

Tax  on  alcohol,  rate  of-._ 986,  3780 

Transfer  of  alcohol  in  bond  between  bonded 
warehouses;  miscellaneous  amend- 
ments   5151,5903,6398 

Withdrawal  for  denaturation ;  miscellane- 
ous amendments 5151,5152,5903 

Industrial  alcohol  denaturing  plants: 
Approved  containers;  railroad  tank  cars  or 

tank  trucks 987,3781 

Denaturing       materials;       miscellaneous 

amendments 6398,  6399 

Losses    of    ethyl    alcohol;    miscellaneous 

amendments 987,  3781.  5153,  5905 

Procurement  of  alcohol,  withdrawal  per- 
mits: 

Form   1463 6398 

Return  of  recovered  denatured  alcohol 
for    restoration    and    redenatura- 

tion 987.  3781 

Receipt  of  alcohol: 
Prom  industrial  alcohol  plant  or  bonded 
warehouse    not    located    on    same 

premises 5153,  5905 

Received  in  tank  cars 5153,  5904 

Registry  of  stiH."for  use"  and  "not  for  use" 

on  Form  26 987,3781 

Transfer  of  denatured  alcohol  between  de- 
naturing plants,  withdrawal  permit  for 
specially    denatured    alcohol.    Form 

1464 _ 6399 

Industrial  alcohol  plants: 
Chemical  plant  producing  alcohol  as  a  by- 
product _ 985.3779 

Distillation  of  liquid  chemicals 986,3779 

Drawing  off,  gauging,  and  removal  of  alco- 
hol; miscellaneous  amendments..  5149.5901 
Proprietor's  records  and  reports,  general.  _    4899 
Registry  of  stills  "for  use"  and  "not  for 
use": 

Alternate  use  of  stills;  revocation 980,  3774 

Registry  of  Form  26 986,  3779 

Removal  and  transfer  of  alcohol  from  re- 
ceiving room;  authorized  removals 6149, 

5901 

Samples  of  alcohol 2918,  5392, 5393 

Operations: 
By  dealers,  users,  etc.: 
Dealers  in  specially  denatured  alcohol: 
Disposition;  destruction  or  other  disposi- 
tion  987.3781 

Losses  In  transit 987,3781 

Records  and  reports  of  bonded  dealers; 

record.  Fdrm  1478 4900 

Withdrawal  permit.  Form  1477 6399 

Users  of  specially  denatured  alcohol: 
Destruction  and  disposition: 
Authorization  for  redenaturatlon  of 
returned  specially  denatured  al- 
cohol  988.  3781 

Return  to  Industrial  alcohol  plant,  de- 
naturing plant  or  bonded  dealer. .     988, 

3781 

Losses  In  transit * 988,3782 

Procurement,    application    and    with- 
drawal permit.  Form  1485 6399 

Records  and  reports  of  manufacturers; 

Form  1482__ 988.3782 

Rubbing  alcohol  compound;  labels..  988.3781 
Vsers  of  tax-free  alcohol: 

Losses;   miscellaneous  amendments 987, 

3780,  3781 
Receipt:  deposit  In  storeroom. ._.__.  987,3780 

Withdrawal  permit,  Form  1450 .    6398 

General  requirements  regarding;  compliance 
with  requirements  of  law  and  regula- 
tions  __ 5149,  5901 


INTERNAL  REVENUE  BUREAU— Continued  '<>«« 
Excise  taxes — Conti:  ued 
Liquors,  distilled  spirits,  volatile  frult-flayor  con- 
centrates, etc. — Continued 
Industrial  alcohol — Continued 
Plats  and  plans  for  indiistrlal  alcohol  plants, 
bonded  warehouses,  or  denaturing  plants: 
Elevational    plans    of    equipment;    revoca- 
tion  980.   3774 

Miscellaneous  amendments M4,  3777 

Qualifying  documents: 

Carriers;  miscellaneous  amendments 983, 

3777,  5148,  5899 
Dealers  in  specially  denatured  alcohol;  penal 

sum 983,  3777 

Industrial  alcohol  plants;  bonded  warehouses, 
and  denaturing  plants: 

Bond,  Form  1604 982,  3776.  5647 

Miscellaneous  amendments..  982,  3775,  3776,  5647 
Users  of  specially  denatured  alcohol;  mis- 
cellaneous amendments...  982.  983.  3776.  3777 
Users  of  tax-free  alcohol: 

Bond.  Form  1448 6398 

Other  qualifying  documents 983.3777 

Recovery  of  denatured  alcohol  and  articles: 

shipment  to  denaturing  plant 988. 3782 

Regulations  superseded: 
Effective  date;  exclusion  of  provision  respect- 
ing from  Code  of  Federal  Regulations, 

1949  Edition— 5429 

Premises  and  equipment  heretofore  approved; 

redeslgnation 5429 

Prior  liability  not  affected:  exclusion  of  provi- 
sion  respecting   from  Code  of  Federal 

Regulations.  1949  Edition 5429 

Scope  of  regulations;  production,  use.  etc..  of 
alcohol  and  denatured  alcohol,  exclusion  of 
provision  respecting  from  Code  of  Federal 

Regulations.  1949  Edition .__     5429 

Solvents,  proprietary;  containers 7884.  7885 

Thinners.    See  Lacquer  thinners. 
Use  by  United  States  or  governmental  agency 
of  tax-free  and  speciallj^  denatured  alcohol. 

carriers,  miscellaneous  amendments 5153, 

5154,  5905 
Intoxicating    liquors;    labeling   and    advertising 
regulations.    See  Intoxicating  liquors,  below. 
Liquor,  miscellaneous  regulations  relating  to.   See 

Miscellaneous  regulations  relating  to  liquor. 
Liquors  and  articles  from  Puerto  Rico  and  Virgin     • 
Islands: 

Definitions;  redeslgnation 5429 

Products  coming  into  United  States  from  Puerto 
Rico: 
Records  and  reports,  mlscellaneotis  amend- 
ments     4898 

Tax  payment  In  Puerto  Rico  upon  withdrawal 
after  rectification  or  bottling: 
By  certificate: 
Certificate,  tax-paid.  In  Heu  of  stamps 

(certain  distilled  spirits) 7389 

Treasurer;  action  by.  respecting  certifi- 
cates: 
Disposition  of  certificates  by  Treas- 
urer     7389 

Notice  of  tax  payment  by  Treasurer—    7389 

Use.  authorized,  of  certificates 7389 

Requirements : 

Applicable  procedure 596,  3451 

Basis  for  tax  payment 697.  3451 

Formula 697.  3451 

Gauging 597,  3451 

Red  strip  stamps 597.  3451 

Tax  payment 697.  3451 

Withdrawal    for    shipment    to    United 

States 597.  3451 

Products  from  Virgin  Islands;  records  and  re- 
ports, miscellaneous  amendments 4899 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

--    Federal  Regulations.  1949  Edition 5429 

Scope  of  part;  exclusion  of  provision  respecting 
from  Code  of  Federal  Regulations,  1949  Edl- 

Uon 6429 

Malt  liquors,  fermented;  taxes  applicable  to: 
See  also  Fermented  malt  liquors. 


INTERNAL  REVENUE  BUREAU— Continued  ^*^ 

Excise  taxes — Continued 
Liquors,  distilled  spirits,  volatile  frult-fiavor  con- 
centrate&_etc. — Continued 
Malt  liquors,  fermented;  taxes  applicable  to- 
Continued 
Importation  of.     See  Importation  of  distilled 

spirits,  wines  and  fermented  malt  liquors. 
Labeling  of  malt  beverages;  regulations.    See 
Intoxicating  liquors. 
Miscellaneous  regulations  relating  to  liquor: 
Advertising  and  labeling  of  distilled  spirits  and 
malt    liquors.    See    Intoxicating    liquors, 
below. 
Alcohol  Tax  Unit: 
Duties : 
Authority,  delegation  of;  codification  dis- 
continued     5428 

Federal  Alcohol  Administration  functions, 
delegation  of;  codification  discontin- 
ued     5*28 

Prior  regulations  adopted;  redesignations—    5428 
Scope  of  duties;  codification  discontinued..    5428 

Establishment:  codification  discontinued 5428 

Contraband  firearms,  seizures  In  connection 

with;  codification  discontinued •. 5428 

Floor  stocks  tax  (1941)  on  distilled  spirits  and 
fermented  malt  liquors;  exclusion  from 
Code  of  Federal  Regulations.  1949  Edition..  5428 
Floor  stocks  taxes  (1942)  on  distilled  spirits, 
fermented  malt  liquors  and  wines;  exclu- 
sion  from   Code  of  Federal  Regulations, 

1949  Edition 5428 

Floor  stocks  taxes  (1944)  on  distUled  spirits, 
fermented  malt  liquors,  and  wines;  exclu- 
sion  from  Code  of  Federal  Regulations. 

1949  Edition. - 5428 

Forfeitures,  remission  or  mitigation  of;  redeslg- 
nation       5428 

Procedure;  basic  jDermit  procedure  under  Fed- 
eral Alcohol  Administration  Act;  redeslg- 
nation  5429 

Functions,  delegation  of.  to  District  Super- 
visors;  codification  discontinued 5428 

Procedure;  redeslgnation 5428 

Production,  removal,  etc.,  of  unfinished  spirits 

for  redistillation;  redeslgnation 5428 

Removal  by  tank  trucks;  exclusion  from  Code 

of  Federal  Regulations.  1949  Edltior> 5428 

Production,  withdrawal,  etc..  of  distilled  spirits; 

redeslgnation 5428 

Smuggled   liquor,   collection   of   internal   rev- 
enue taxes  on;  codification  discontinued..     5428 
United    States   Pharmacopoeia    and   National 
Formulary  alcoholic  preparations;  redeslg- 
nation       5428 

Violations  of  Federal  Alcohol  Administration 

Act;  codification  discontinued 5428 

Production  of  brandy,  distilled  spirits,  etc.: 
Brandy: 

Addition    of    burnt    sugar    or    caramel    to 

brandy;  miscellaneous  amendments.  1301,5689 
Changes  in  name,  proprietorship,  etc.,  re- 
quirements    governing;     miscellaneous 

amendments 5648 

Definitions : 

"Laboratory  analysis" 2856,  5393 

Redeslgnation 5429 

Distiller's  records  and  reports;  miscellane- 
ous amendments 4900,4901 

District  Supervisor,  action  by;  changes  sub- 
sequent to  establishment,  procediure  ap- 
plicable       6400 

Locks  and  seals;  miscellaneous  amendments.     4921 
Qualifying  documents;  miscellaneous  amend- 
ments      5648 

Regulations  superseded;  effective  date,  ex- 
clusion of  provision  respecting  from  Code 

of  Federal  Regulations,  1949  Edition 5429 

Removal  of  brandy  for  fortification  of  wine: 

By  pipe  line;  application.  Form  257 5523 

In  packages;  miscellaneous  amendments..    5522 

In  tank  cars ;  application.  Form  257 5523 

Scope  of  regulations;  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions, 1949  Edition 5429 
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INTERNAL  REVENUE  BUREAU— Continued 

Excise  taxes— Continued 

Liquors,  distilled  spirits,  volatile  fruit-flavor  con- 
centrates, etc.— Continued 
Production  of  brandy,  distilled  spirits,  etc.— Con. 
Brandy — Continued 

Transfer  to  warehouse  off  distillery  premises : 
Warehouse  In   different   district;   miscel- 
laneous amendments  respecting  use  of 

Form  236  and  Form  1520 3785,  3786 

Warehouse  in  same  district,  except  ware- 
house operated  by  distiller  on  contigu- 
ous premises;  miscellaneous  amend- 
ments respecting  use  of  Form  236  and 

Form  1520 3784.3785 

Withdrawals  of  samples  of  brandy  or  fruit 
spirits: 
Tax-free  samples  for  laboratory  analysis.    2856. 

5393. 5394 
Tax-paid  samples  for  other  than  laboratory 

analysis 2856.  5394.  5395 

General  requirements  respecting  appli- 
cations, labels,  records,  etc.;  miscel- 
laneous amendments,  proposed  rule 

making 2856,   5935 

Distilled  spirits: 
Changes  In  name,  proprietorship,  control.  lo- 
cation, premises,  etc..  requirements  gov- 
erning; miscellaneous  amendments 5647 

Containers;  miscellaneous  amendments 3381. 

5762 

Definitions: 

Redeslgnation 5429 

Terms  "approved  containers."  "laboratory 

analysis."  definition  of 3380.  5761.  5831 

Distiller's  records  and  reports,  miscellaneous 

amendments 4900 

District  Supervisor,  action  by;  changes  sub- 
sequent to  original  establishment,  pro- 
cedure  applicable 6400 

Locks  and  seals,  miscellaneous  amendments.    4920 
Qualifying  documents;  bond  in  lieu  of  con- 
sent where  distillery  is  sold  for  United 

States 5647 

Regulations  superseded;  effective  date,  ex- 
clusion of  provision  respecting  from  Code 

of  Federal  Regulations,  1949  Edition 5429 

Samples   of   distilled   spirits;    miscellaneous 

amendments 3380.  5761.  5762 

Scope  of  regulations:  exclusion  of  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5429 

Tax-payment  and  transfer  of  distilled  spirits 
from  cistern  room  in  package;  applica- 
tion. Form  179 3381.  5762 

Transfer    to    warehouses   off    distillery 
premises : 
Warehouse  In  different  district;  miscella- 
neous amendments  re.<;pectlng  use  of 

Form  236  and  Form  1520 3783.  3784 

Warehouse  in  same  district,  except  ware- 
house operated  by  distiller  on  contigu- 
ous premises:  miscellaneous  amend- 
ments respecting  use  of  Form  236  and 

Form  1520 3782.  3783 

Vinegar  by  vaporizing.     See  Vinegar,  produc- 
tion of.  by  vaporizing  process,  below. 
Wine.    See  Wine ;  production,  fortification,  tax 
payment. 
Puerto  Rico,  liquors  and  articles  from.    See  Liq- 
uors and  articles  from  Puerto  Rico. 
Rectification  of  spirits  and  wines: 

Bottling  of  unrectified  spirits  and  wines;  mis- 
cellaneous amendments 7233.  7234 

Correction  of  Treasury  Decision  designation...    5145 

Definitions;  redeslgnation 5429 

Equipment:  miscellaneous  amendments —  7232.  7233 
Gauging  and  dumping  spirits  for  rectification; 

approval  of  officer 4902 

Location  and  use;  restrictions 7232 

Locks  and  seals;  miscellaneous  amendments. _    4922 
Plats  and  plans;  pipe  lines  to  contiguous  tax- 
paid  bottling  house  or  rectifying  plant 7233 

Rectifier's  records  and  reports;  miscellaneous 

amendments 4902 
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INTERNAL  REVENUE  BUREAU— Continued  ^*f 

Excise  taxes — Continued  * 

Liquors,  distilled  spirits,  volatile  fruit-flavor  con-- 
centrates.  etc. — Continued 
Rectification  of  spirits  and  wines — Continued 
Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 6429 

Scope  of  retaliations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations. 

1949   Edition 6429 

Stamps,  red  strip;  exchange  and  redemption, 

record.  Form  96 1040.  3051 

Transfer  by  pipe  line  from  rectlf3rlng  plant  to 
contiguous  tax-paid  bottling  house  or  rec- 
tifying plant  for  bottling;   miscellaneous 

amendments 7233 

Retail  dealers;  tax  on  sales  by.    See  Wholesale 

and  retail  dealers. 
Rum,  denatured;  taxes  applicable  to: 
Denaturation.    See  Denaturation  of  rum. 
Disposition  of.     See  Disposition  of  denatured 
alcohol,    denatured    rum.   etc..    and    sub- 
stances used  in  manufacture  of  distilled 
spirits. 
Bales  by  wholesale  and  retail  dealers,  special  tax 

on.  See  Wholesale  and  retail  dealers. 
Stamps,  special  tax;  transfer  or  succession  to, 
under  internal  revenue  laws  pertaining  to 
liquor,  exclusion  from  Code  of  Federal  Regu- 
lations. 1949  Edition _ 6429 

Stills  and  distilling  apparatus: 

Definitions;   redesignation 5429 

Regulations  superseded:  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations.  1949  Edition 5429 

Scope  of  regulations ;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations. 

1949   Edition 6429 

Transfer  of  special  tax  stamp  under  Internal 
revenue  laws  pertaining  to  liquor.  See 
Stamps,  special  tax. 
Virgin  Islands,  liquors  and  articles  from.  See 
Liquors  and  articles  from  Puerto  Rico  and 
Virgin  Lslands. 
Volatile    fruit-flavor    concentrates;    exemptions 

and  applicable  regulations 5869 

Warehousing  of  distilled  spirits: 

Deflnitlons;  redesignation 6429 

Deposit  of  spirits  In  warehouse: 
Deposit  of  spirits  received  in  casks  or  other 
approved  containers;  disposition  of  de- 
posit forms.  Form  1520 8786 

Records  and  reports: 
Date  of  receipt  in  warehouse  to  be  shown 
on  withdrawal  appMcations  for  permits, 

proposed  rule  making 8763 

Forms     1513  "  and     1621,     proposed    rule 

making 5763 

Locks  and  seals;  miscellaneous  amendments..    4921 
Losses  of  distilled  spirits  by  theft,  accident,  or 
otherwise  than  by  leakage  or  evaporation 
In  warehouse  or  in  transit  thereto,  etc.;  re- 
mission of  tax 959.  3374 

Proprietor,  records  and  reports  of;  removals 
from    bonded    warehouses,    miscellaneous 

amendments 4901 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 6429 

Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations, 

1949  Edition 6429 

Btorekeeper-gauger's  files  and  records;  miscel- 
laneous     amendments,      proposed      rule 

making 5764,  6766 

Transfers  in   bond  between  internal  revenue 
bonded  warehouses: 
Warehouses   In   different   districts;    miscel- 
laneous amendments  respecting  use  of 
Forms  236.  1520.  1619.  and  1620...  3787,  3788 
Warehouses  in  same  district;  miscellaneous 
amendments  respecting  use  of  Forms  236, 
1520,  1619,  and  1620 __  3786,  8787 


INTERNAL  REVENUE  BUREAU— Continued  ^^ 

Excise  taxes — Continued 
Liquors,  distilled  Spirits,  volatile  fruit-flaTor  con- 
centrates, etc. — Continued 
Warehou.sing  of  distilled  spirits — Continued 
Withdrawal  for  use  of  United  States:  miscel- 
laneous     amendments,      proposed      rule 

making 5763,  5764 

Withdrawal  of  brandy  for  fortification  of  wine: 

By  pipe  line:  application.  Form  257 5524 

For  removal  in  tank  cars;  application,  Form 

257 5524 

In  packages;  miscellaneous  amendments 5524 

Withdrawal  of  samples  of  distilled  spirits: 
General   provisions   respecting  applications, 
labels,  records,  etc..  miscellaneous  amend- 
ments  960. 3374, 3375,  3376 

Samples  of  brandy  or  fruit  spirits: 
Tax-free  samples  for  laboratory  analysis: 

number  and  size 959,  3374 

Tax-paid  samples  for  other  than  laboratory 
analysis:  red  strip  stamps,  bottles,  rev- 
ocation  959.  3374 

Samples  of  distilled  spirits  other  than  brandy 
.or  fruit  spirits;   miscellaneous  amend- 
ments  959.  960,  3374 

Wholesale  and  retail  dealers: 

Records,  maintenance  of,  and  posting  of  signs: 
Records    to    be    kept    by    wholesale    liquor 

dealers - 4903 

Reports 4894,  6401 

Retail  liquor  dealers  maintaining  wholesale 

department 4984.  6401 

Separate  records 4903 

Regulations  superseded;  effective  date,  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations.  1949  Edition 5429 

Scope  of  regulations;  special  taxes  and  require- 
ments as  to  wholesale  and  retail  dealers  in 
liquor,   exclusion   from   Code   of    Federal 

,  Regulations,  1949  Edition - 6429 

Stamps,  special  tax: 

Corrections  of  errors  discovered  on  Inspec-' 

tion - 1410 

Missing   stamps 1410 

Taxes,  special: 
Lawful   sales  by   retail   dealers;   wholesale 

sales - 1410 

Sales   at  National  Military  Establishment: 

ship's  stores,  etc 1410 

Territorial  extent  of  regulations;  redesigna- 
tion  5429 

Wine: 
Drawback    on.    See    Drawback    on    distilled 

spirits  and  wines. 
Fortification  o'.    See  Production,  fortification. 

tax  payment,  etc. 
Importation  of.    See  Importation  of  distilled 
spirits,  wines  and  fermented  malt  liquors. 
Production,  fortification,  tax  payment,  etc.: 
Bonded     premises;     bonded     wineries    and 

bonded  storerooms,  redesignation 

Fortification : 
Procuring   brandy   from   fruit   distilleries 
and   Internal   revenue   bonded   ware- 
•  houses,     manner    of;     miscellaneous 

amendments 

Report,  winemaker's  brandy  and  sweeten- 
ing agents':  preparation  of... 

Monthly  records:  complete  records  required- 
Production  and  distribution  of  wine;  exclu- 
sion of  provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 

Rectification  of.    See  Rectification  of  spirits 
and  wines. 
Machine  guns.    See  Firearms. 
Manufacturers'  sales: 
Credits  and  refunds;  miscellaneous  pro\islons  re- 
specting resales  of  certain  musical  Instru- 
ments on  or  after  July  4,  1948 1758 

Mechanical   refrigerators;    household    type   re- 
frigerators for  period  beginning  November  1. 

1942,  net  storage  space 183, 1757 

Musical  instruments,  certain: 
Exemption  from  sales  tax.    See  Radio  receiv- 
ing sets. 
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INTERNAL  REVENUE  BUREAU— Continued  P*«« 

Excise  taxes — Continued 
Manufacturers'  sales — Continued 

Musical  Instruments,  certain — Continued 

Refund  on  resales.    See  Credits  and  refunds. 
Promulgation  of  regulations;  exclusion  of  miscel- 
laneous provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 5200 

Radio  receiving  sets,  etc.;  musical  instruments 
(sold  for  use  for  religious  or  educational  pur- 
poses),  exemption 1758 

Redesignation  of  subparts 5200 

Scope  of  regulations;  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 5200 

Marihuana  Tax  Act  of  1937,  regulations  under.    See 

under  Narcotics. 
Matches: 
See  also  Gasoline,  lubricating  oil.  and  matches. 
Floor  stocks  of;  taxes.     See  Floor  stocks  taxes. 
Tax    on.      See    Gasoline,    lubricating    oil.    and 

matches. 
White  phosphorus: 
Effective  date ;  exclusion  from  Code  of  Federal 

Regulations.  1949  Edition 5199 

Promulgation  of  regulations;   exclusion  from 

Code  of  FederalRegulatlons,  1949  Edition.    5199 

Redesignation 5199 

Mining,   hydraulic   in   California.    See   Hydraulic 

mining. 
Motor  vehicles  and  boats,  use  of;  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition 5200 

Musical  Instruments,  certain.    See  Manufacturers' 

sales. 
Narcotics: 
Harrison  narcotics  law;  joint  regulations  with 
Narcotics  Bureau: 
Effective  date,  exclusion  of  general  provision 
respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5199 

Laboratories;  exception  for  registrants  in  class 

VI 6290 

Order  forms: 

Execution  of 519 

Filing   of 520 

Pilling  of - 519 

Procurement,  manner  of 519 

Returns   of   manufacturers   and   wholesalers: 
elimination  of  certain  detailed  information 
In  monthly  returns: 
Inventories : 
Form     163b;     manufacturers     Importing 

opium 3994 

Form     168b;     manufacturers     importing 

medicinal  coca  leaves 3994 

Form  810e;  manufacturers,  producers  and 

compounders  registered  In  Class  I 3994 

Form  811c;  wholesale  dealers 3994 

Manufacturers,      producers,     compounders; 

Form  810b.  dispositions 520 

Wholesale  dealers;  Form  811b:  dispositions.-      520 
Shipments  to  insular  possessions  and  Panama 
Canal  Zone;  Philippine  Islands,  exclusion 
of  provisions  respecting  from  Code  of  Fed- 
eral Regulations.  1949  Edition 5199 

Marihuana  Tax  Act  of  1937;  joint  regulations  with 

Narcotics  Bureau ISO,  295 

Definitions;  meaning  of  tefms 180.  295 

Effective  date;  exclusion  of  provision  respecting 
from  Code  of  Federal  Regulations.   1949 

Edition 5199 

Information  returns  and  records: 

Records;  processing  by  millers 182,  295 

Returns;  millers 182,  295 

Taxes : 

Special  taxes: 
Classification: 

Millers 182,  295 

Rates  of  tax — 181.  295 

Registration: 

Investigation  of  millers'  applications—  181,  295 

Persons  liable 181,  295 

Stamps  for,  issuance  of 182,  295 

Transfer  taxes;  exceptions: 

Transfer  of  plant  Cannabis  sativa  L 182,  295 

When  order  forms  not  required;  certain 

transfers 182,  295 


INTERNAL  REVENUE  BUREAU— Continued  ^^ 

Excise  taxes — Continued 
Narcotics — Continued 

Opium,  manufacture  of.  for  .smoking  purposes 
under  act  of  January  17. 1914;  effective  date, 
exclusion  from  Code  of  Federal  Regulations, 

1949  Edition 5199 

Seizures  Involving  contraband  articles  covered  by 
section  1  (b)  (1)  of  act  of  August  1.  1939; 
promulgation  of  regulations,  exclusion  of 
provision  respecting   from  Code  of  Federal 

Regulations.  1949  Edition 5199 

Oils: 
Lubricating  oil.    See  Gasoline. 
Processing  tax  on  certain  oils.    See  Processing. 
Oleomargarine,  adulterated  butter,  and  process  or 
renovated  butter: 
Authority  for  regulations;  promulgation  of  regu- 
lations, exclusion  of  provision  respecting  from 
Code  of  Federal  Regulations,  1949  Edition..    5199 
Plan  of  regulations;  Introductory  provisions,  ex- 
clusion from  Code  of  Federal  Regulations, 

1949  Edition 5199 

Process  or  renovated  butter;  promulgation  of 
regulations,  exclusion  of  provision  respecting 
from  Code  of  Federal  Regulations,  1949  Edi- 
tion  5199 

Redesignation  of  subparts 5199 

'  Opium,  manufacture  of.    See  Narcotics. 
Pistols,  sale  of.    See  Firearms. 
Playing  cards: 

Exportation.    See  Importation. 
General  provisions: 

Authority  for  regulations;  exclusion  from  Code 

of  Federal  Regulations.  1949  Edition 5199 

Authority  to  enter  premises;  redesignation 5199 

Explanatory  clause;   exclusion   from  Code  of 

Federal  Regulations.  1949  Edition __    5199 

Meaning  of  terms  used;  redesignation 5199 

Importation,  reimportation,  exportation  of.  and 
tax-free  withdrawal  for  use  of  United  States; 
promulgation  of  regulations,  exclusion  of 
provision  respecting  from  Code  of  Federal 

Regulations.  1949  Edition 5199 

Withdrawal,  tax-free,  for  use  of  United  States. 
See  Importation. 
Pool  tables,  special  taxes  with  respect  to.    See  Coin- 
operated  amusement  and  gaming  devices. 
Processing  tax  on  certain  oils;  scope  of  regulations, 
exclusion  of  Introductory  provision  respecting 
from  Code  of  Federal  Regulations,  1949  Edition.    5199 
Property,  tax  with  respect  to  transportation  of; 
promulgation  of  regulations,  exclusion  of  provi- 
sion respecting  from  Code  of  Federal  Regula- 
tions. 1949  Edition 5199 

Refrigerators;     household     type     redefined.      See 

Manufacturers'  sales. 
Retailers'  sales: 

Redesignation  of  subparts 5200 

Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations, 

1949  Edition 5200 

Revolvers,  sale  of.    See  under  Firearms. 
Safe  deposit  boxes,  taxes  on,  and  on  certain  trans- 
portation and  communications  services: 
Promulgation  regulations:  exclusion  of  miscel- 
laneous provision  respecting  from  Code  of 

Federal  Regulations,  1949  Edition 5199 

Transportation  of  persons;  exemptions: 

Stamp  tax;  exclusion  from  Code  of  Federal 

Regulations.  1949  Edition 6199 

Transportation   outside   northern   portion   of 
Western     Hemisphere;     certain    passage 

tickets  to  Newfoundland 3619 

Sales : 
Manufacturers'.    See  Manufacturers'  sales. 
Retailers'.    See  Retailers'  sales. 
Securities  and  conveyances  of  carriers;  exemption 
from  documentary  stamp  taxes.     See  Docu- 
mentary stamp  taxes. 
Silver  bullion,  transfers  of  interests  in: 
Promulgation  of  regulations;  exclusion  of  admin- 
istrative provision  respecting  from  Code  of 
i  Federal  Regulations,  1949  Edition... _    5199 
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INTERNAL  REVENUE  BUREAU— Continued  P^« 

Excise  taxes — Continued 
Silver  bullion,  transfers  of  Interests  In — Continued 
Scope  of  tax;  effective  date,  exclusion  of  provision 
respecting  from  Code  of  Federal  Regulations, 

1949  Edition 6199 

Sections  of  Revised  Statutes  applicable;  exclusion 
of  administrative  provision  respecting  from 
Code  of  Federal  Regulations,  1949  Edition...     5199 
Snuff.    See  Tobacco. 
Stamp  taxes: 
Documentary   stamp    taxes.    See   Documentary 

stamp  taxes. 
Special  tax;  transfer  or  succession  to  under  In- 
ternal revenue  laws  pertaining   to  liquors. 
See  under  Liquors,  dLstilled  spirits,  etc. 
Sugar,  manufactured,  tax  on  manuf actiire : 
Introductory  provisions;  scope  of  regulations,  ex- 
clusion from  Code  of  Federal  Regulations, 

194r  Edition 5199 

Redesignations 5199 

Supplies  withdrawn  from  customs  warehouses  for 

war  vessels  of  certain  countries;    exemption 

from  excise  taxes.    See  main  heading  Customs 

Bureau. 

Tires  and  inner  tubes,  tax  on  floor  stocks  of.    See 

Floor  stocks! 
Tobacco,  snuff,  cigars,  cigarettes,  cigarette  papers 
and    tubes,   and    purchase    and   sale   of   leaf 
tobacco : 
Floor  stocks  tax  on  cigarettes.   1940;   exclusion 
from  Code  of  Federal  Regulations,  1949  Edi- 
tion       5199 

Floor  stocks  taxes  on  large  cigars  and  large  and 
small  cigarettes.  1942;  exclusion  from  Code 

of  Federal  Regulations,  1949  Edition 5199 

General  provision;  explanatory,  exclusion  from 

Code  of  Federal  Regulations,  1949  Edition...    5199 
Manufacturers: 

Cigar;  subdivision  parcels 5689 

Tobacco:  subdivision  parcels 5689 

Promulgation  of  regulations;  exclusion  of  pro- 
vision respecting  from  Code  of  Federal  Regu- 
lations, 1949  Edition 5199 

TraflBc  In  containers  of  distilled  spirits.    See  Con- 
tainers. 
Transfers  of  interests  in  silver  bullion.    See  Silver 

bullion. 
Transportation: 
Persons,  etc.    See  Safe  deposit  boxes,  taxes  on. 
and  on  certain  transportation  and  communi- 
cations services. 
Property.    See  Property. 
Vinegar,  production  of,  by  vaporizing  process: 

Definitions;   redeslgnation 5429 

Proprietor's  records  and  reports,  general I__     4903 

Regulations  superseded;  effective  date,  exclusion 
of  provision  re.'^pecting  from  Code  of  Federal 

Regulations,   1949  Edition 5429 

Scope  of  regulations;  exclusion  of  provision  re- 
specting from  Code  of  Federal  Regulations. 

1949  Edition 6429 

Gift  taxes.     See  Estate  and  gift  taxes. 

Harrison  Narcotic  Law,  tax  regulations  under.    See 

Excise  taxes. 
Income  and  excess  profits  taxes: 
Administrative  provisions  affecting.    See  Admin- 
istrative provisions  common  to  various  taxes. 
Carry-overs  of  railroads;  scope  of  regulations,  ex- 
clusion from  Code  of  Federal  Regulations  1949 

Edition 5199 

Construction  reserve  fm.ds  for  vessels,  establish-  • 
ment  of:  introductory  provision,  exclusion  from  ' 

Code  of  Federal  Regulations,  1949  Edition 6199 

Denmark: 
Income  tax  regulations  respecting  individuals  and 
corporations.    See    Income    taxes:    taxable 
years  beginning  after  December  31,  1941. 
Taxation  pursuant  to  treaties  with.     See  Tax- 
ation pursuant  to  treaties  with,  below. 
Double  payments  in  1943,  relief  from;  exclusion 
from  Code  of  Federal  Regxilations,  1949  Edi- 
tion     6199 

Excess  profits  tax: 
See  aho  Treaties,  taxation  pursuant  to,  below. 


INTERNAL  REVENUE  BUREAU— Continued  P»8« 

Income  and  excess  profits  taxes — Continued 
Excess  profits  tax — Continued 
Army  contracts  for  aircraft,  excess  profits  on;  In- 
troductory provisions,  exclusion  from  Code 

of  Federal  Regulations,  1949  Edition 6199 

Consolidated  excess  profits  tax  returns;  exclusion 
from  Code  of  Federal  Regulations.  1949  Edi- 
tion      6199 

Declared  value  excess  profits  tax ;  exclusion  from 

Code  of  Federal  Regulations,  1949  Edition...    6199 
Navy  contracts,  excess  profits  on;  introductory 
provisions,  exclusion  from  Code  of  Federal 

Regulations,  1949  Edition 6199 

Relief  from,  because  of  inadequate  excess  profits 

credit;  allowances  to  listed  corporations 6336 

Fiscal  year  ended  June  30.  1948.  supplemental 

list 6370 

Fiscal  year  ended  June  30. 1949;  list 6337 

Taxable  years  beginning  after  December  31. 1941 ; 
exclusion  from  Code  of  Federal  Regulations. 

1949  Edition 6199 

Trea-sury  notes,  acceptance  of,  in  payment  of 
excess  profits  taxes.    See  Administrative  pro- 
visions common  to  various  taxes. 
Income  tax: 

See  also  Treaties,  taxation  pursuant  to,  below. 
Collection  of  Income  tax  at  source.    See  Employ- 
ment taxes. 
Computation   of  Income  taxes   on   property   In 
custody  of  United  States  under  Trading  with 
Enemy   Act;    administrative   provisions   re- 
specting.     See     Administrative     provisions 
common  to  various  taxes. 
Inspection  by  Federal  Trade  Commission  of  cor- 
poration Income  tax  returns  under  special 
Executive  order,  administrative  provision  re- 
specting.      See    Administrative     provisions 
common  to  various  taxes. 
Miscellaneous  regulations  under  Revenue  Act  of 
1939;  exclusion  from  Code  of  Federal  Regu- 
lations, 1949  Edition 6199 

Refunds  under  section  203  of  Public  Salary  Tax 
Act  of  1939;  exclusion  from  Code  of  Federal 

Regulations.  1949  Ekiitlon. 8199 

Returns ;  administrative  provisions  respecting  In- 
spection of.    See  Administrative  provisions. 
Taxable  years  beginning  after  December  31,  1941 : 
Denmark;  amendments  to  conform  regulations 
for  taxable  years  beginning  after  December 
31. 1941,  to  United  States -Denmark  conven- 
tion.   See  Supplemental  provisions. 
Elections,  certain ;  miscellaneous  provisions  re- 
specting extensions  of  time  for  making. 

redeslgnation 6199 

General  provisions: 
See  also  Supplemental  provisions. 
Computation  of  net  Income : 
Credits  against  net  Income;  personal  ex- 
emption, surtax  exemptions,  and  ex- 
emptions  for  both   normal   tax   and 
surtax : 
Taxable  years  beginning  after  December 

31. 1945.  and  before  January  1,  1948.       820 
Taxable  years  beginning  after  December 
31, 1947  (blind,  dependents,  personal 
or  husband  and  wife,  old-age,  etc.)  _.      820 
Deductions : 
Blind  Individuals,  special  deduction  for..      819 

Medical,  dental,  etc..  expenses 819 

Standard  deduction 819.820 

Taxes;  Federal  duties  and  excise  taxes. 

taxable  years  ending  prior  to  1946-.      931 
Exclusions  from  gross  Income: 

Annuities 180 

Life   insurance;    endowment   contracts. 

etc 180 

Services  of  child 818,  819 

Inventories : 
Elective  method: 
Computation,    various    methods    of, 
under  elective  method  for  all  tax- 
able years  beginning  after  Decem- 
ber 31.  1938 6771 


INTERNAL  REVENUE  BUREAU— Continued  ^^^ 

Income  and  excess  profits  taxes — Continued 
Income  tax— Continued 

Taxable    years    beginning    after    December    81. 
1941 — Continued 
General  provisions — Continued 
Computation  of  net  income — Continued 
Inventories — Continued 
Elective  method— Continued 

Requirements  Incident  to  adoption  and 
use  of,  for  all  taxable  years  begin- 
ning after  December  31,  1938 6771 

Inventories  of  livestock  raisers  and  other 

farmers,  option 61 

Estimated  tax : 
Declaration  for  certain  taxable  years: 
Taxable  years  beginning  after  December 
31,  1944,  and  beginning  before  Janu- 
ary 1,  1948 823 

Taxable  years  beginning  after  December 

31,    1947 —       823 

Filing  of  declarations,  time  and  place;  years 

beginning  after  December  31.  1943 824 

Form  and  contents  of  declaration 824 

Joint  declarations  of  husband  and  wife.—      824 
Rates  of  tax: 
See  also  Supplemental  provisions. 
Combined  normal  tax  and  surtax  In  case 
of  joint  return  of  husband  and  wife 
for  taxable  years  beginning  after  De- 
cember 31.  1947 818 

Individuals,  i  eduction  of  tax  on  Income  of.      817 
Surtax: 

Computation 818 

General  provisions: 
Taxable  years  beginning  after  Decem- 
ber 31,  1945,  and  before  January 

1,   1948 817 

Taxable  years  beginning  after  Decem- 
ber 31,  1947 817 

Limitation  on  amount 318 

Returns  and  payment  of  tax: 
See  also  Supplemental  provisions. 

Individual  returns 822 

Minor,  return  of  income  of 823 

Netherlands;  amendments  to  conform  regula- 
tions  for   taxable   years   beginning    after 
December    31.    1941,    to    United    States- 
Netherlands  convention.  See  Supplemental 
provisions. 
Nonresident  alien  individuals  of  Denmark  and 
Netherlands,   income   tax   regulations   re- 
specting.   See  Supplemental  provisions. 
Supplemental  provisions: 
Computation  of  net  Income;  basis  of  property 
acquired  by  bequest,  dtvise,  or  inheri- 
tance       825 

Estates  and  trusts: 

Credits  to  estate,  trust,  or  beneficiary 827 

Income  of 828 

Foreign  corporations,  taxation  of;  Denmark 

and  Netherlands 3618 

Individuals  with  gross  income  from  certain 
sources  of  $3,000  or  less: 
Manner  of  election  to  compute  tax  under 

Supplement  T 828 

Rules  for  application  of  schedule  (in  sec- 
tion 400) 828 

Scope  and  application  of  Supplement  T..      827 
Insurance  companies;  computation  of  reserve 

and  other  policy  liability  credit 828 

Nonresident  alien  Individuals,  taxation  of: 

Denmark 3618 

Netherlands 3618 

Return  of  income 827 

Overpayments;  claims  for  refund  (correc- 
tion)          39 

Possessions  of  United  States;  citizens  of 
United  States  and  domestic  corporations 
deriving  income  from  sources  within  a 
possession  of  United  States,  short  Form 
1040A  for  taxable  years  beginning  before 

January  1,  1944  (alternative  form) 3618 

Rates  of  tax;  computation  of  tax  for  tax- 
able years  beginning  in  1947  and  ending 
in  1948 825 


143 


Page 


INTERNAL  REVENUE  BUREAU— Continued 

Income  and  excess  profits  taxes — Continued 
Income  tax — Continued 
Taxable    years    beginning    after    E>ecember    81, 
1941 — Continued 
Supplemental  provisions — Continued 
Returns  and  payment  of  tax : 

Fiduciary  returns 826 

Guardian  or  committee  returns 826 

Information  returns: 
By  corporations: 

Distributions  in  liquidation 827 

Payments  of  dividends;  extension  of 

time  for  filing  of  return 827,  3618 

By  Individuals: 

Actual  owner.  Information  as  to 147-8 

Cases  where  no  return  of  information 

required 827 

Foreign  Items,  return  of  information  as 

to 827 

Information  as  to  payment  of  $600  ($500 

for  years  prior  to  1948) 826 

Information  as  to  payments  to  em- 
ployees       826 

Withholding  of  tax  at  source: 

Aids  to  withholding  agents  In  determin- 
ing liability  for  withholding  of  tax; 
summary  of  raises,  residents  and  cor- 
porations. Denmark  and  Nether- 
lands     3618 

Exemption  from  withholding;  residents 
and    corporations,    Denmark    and 

Netherlands 3618 

Rates  pursuant  to  tax  conventions  with 

Denmark  and  Netherlands 3618 

Withholding  of  tax  at  source.    See  Returns 
and  payment  of  tax. 
Victory  tax   on   Individuals;    exclusions   from 

Code  of  Federal  Regulation,  1949  Edition..    6199 
Withholding,  rates  of;  Denmark  and  Nether- 
lands.   See  Supplemental  provisions. 
Taxable  years  ending  December  31,  1941;  general 
provisions,  computation  of  net  income,  in- 
ventories: 
Requirements  Incident  to  adoption  and  use  of 
elective  method  for  all  taxable  years  be- 
ginning after  December  31.  1938 6771 

Under  elective  method  (various  methods  of 
computation  for  all  taxable  years  begin- 
ning after  December  31.  1938) 6771  - 

Netherlands: 
Income  tax  regulations  respecting  individuals  and 
corporations.    See    Income    taxes:    taxable 
years  beginning  after  December  31,  1941. 
Taxation  pursuant  to  treaties  with.    See  Taxa- 
tion pursuant  to  treaties  with,  below. 
Organization;  Audit  Review  Division.    See  Organ- 
ization, central. 
Procedure  respecting.     See  Records  and  procedure. 
Treasury  notes,  acceptance  of,  in  payment  of  in- 
come   taxes.     See    Administrative    provisions 
common  to  various  taxes. 
Treaties,  taxation  pursuant  to: 
Denmark,  taxable  years  beginning  after  Decem- 
ber 31,  1947 1123 

Proposed  rule  making 6228 

Netherlands,  taxable  years  beginning  January  1. 

1947 1033 

Proposed  rule  making 6220 

Unjust  enrichment  under  Revenue  Act  of  1936;  ex- 
clusion from  Code  of  Federal  Regulations.  1949 

Edition 5199 

Inspection  of  tax  returns: 
AdmlnLstrative  provisions  respecting.    See  Admin- 
istrative provisions  common  to  various  taxes. 
Executive    order    respecting.    See    main    heading 
Presidential  documents. 
International  organizations,  public,  tax  exemptions  of 
members  of;  designation  of  South  Pacific  Com- 
mission, Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Intoxicating  liquors;  labeling  and  advertising  regu- 
lations: 
Distilled  spirits: 
Advertising;  prohibited  statements,  statements  of 


W 


age 


3558 


Definitions;  age 2949,  5474 
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INTERNAL  REVENUE  BUREAU— Continued  Pag« 

Intoxicating  liquors;  labeling  and  advertising  regu- 
_  lations — Continued 

Distilled  spirits — Continued 
Labeling  requirements: 
Class  and  type,  statements  of;  miscellaneous 

amendments  to  regulations  respecting 2949. 

3556. 3557.  3558 
Presence  of  neutral  spirits  and  coloring,  flavor- 
ing, and  blending  materials;  provision  re- 
specting  coloring    materials   certified    by 

Pood  and  Drug  Administration 3558 

Statements  of  age  and  percentage;  whiskies 2949. 

3556. 3557 
Miscellaneous  age  representations  (whiskies 

and   brandies) 3558 

Standards  of  identity: 
Cordials  and  liqueurs: 

Rock  and  rye,  rock  and  bourbon,  rock  and 

brandy,  rock  and  rum 3557 

Rye  liqueur,  bourbon  liqueur 3557 

Geographical  designations;  Scotland 3557 

Neutral  spirits  or  alcohol;  vodka 3557 

Products  without  geographical  designations  but 
distinctive  of  a  particular  place;  percentage 

and  origin  statements 3557 

Whisky 2949.  3557,  5474 

Mait  beverages;  mandatory  brand  label  informa- 
tion, deletion  and  redesignation 6441 

Liquors : 

Intoxicating  liquors;  labeling,  advertising,  etc.    See 

Intoxicating  liquors. 
Tax  on.    See  under  Excise  taxes. 
Marihuana  Tax  Act  of  1937.  tax  regulations  on  nar- 
cotics under.    See  Excise  taxes. 
Narcotics,  excise  taxes  on;  regulations  under  Harri- 
son narcotic  law.     See  Excise  taxes. 
Netherlands;  regulations  applicable  to.    See  Income 

and  excess  profits  taxes. 
Organization  and  procedure: 
Central  organizations: 

Alcohol  Tax  Unit;  public  relations 4986 

Income  Tax  Unit;  Audit  Review  Divisions,  mis- 
cellaneous amendments 2070 

Field  organization: 

Alcohol  Tax  Unit:  investigators  in  charge,  terri- 
torial Jurisdiction,  miscellaneous  amend- 
ments      4987 

Chief  Counsel,  OflSce  of;  Alcohol  Tax  Division 4987 

Records  and  procedure;  procedure: 

General  procedure;  disputed  liability,  rulings  (hear- 
ings in  Washington) 2063 

Income  and  excess  profits  taxes: 
Claims    for    credit    or    refund;    employee's    op- 
tional return  Form  1040A 2063 

Description  of  forms;  miscellaneous  amendments.     2063 
Examination  of  returns  and  determination  of 
correct  liability;  general.  Form  1040 A,  col- 
lector's audit 2063 

General;  regulations,  miscellaneous  amendments.    2063 

Redesignations  of  sections  (tabulation) 5200 

Social  security  taxes.     See  Employment  taxes. 
Treasury  notes,  acceptance  of.  In  payment  of  Income, 
estate,  and  gift  taxes.    See  Administrative  pro- 
visions common  to  various  taxes. 
Treaties,  taxation  pursuant  to  (Denmark  and  Nether- 
lands ) .    See  Income  and  excess  profits  taxes. 
Withholding  of  income  taxes: 

At  source,  on  wages.    See  Employment  taxes. 
Denmark  and  Netherlands;  withholding  pursuant 
to  convention.    See  Income  taxes. 

INTERNATIONAL  AGREEMENTS,  CONVENTIONS. 
ETC.: 

Bermuda  Telecommunications  Agreement.  See  Fed- 
eral Communications  Commission. 

Civil  Aviation,  International,  Convention  on;  annexes 
to,  adopted  by  Council  of  International  Civil 
Aviation  Organization.  See  Civil  Aeronautics 
Board. 

Income  tax  conventions  with  Denmark  and  Nether- 
lands; Income  tax  regulations.  See  Internal 
Revenue  Bureau. 

International  (North  American)  broadcasting  agree- 
ment.   See  Federal  Communications  Commission. 


INTERNATIONAL     AGREEMENTS.     CONVENTIONS.     Page 
ETC. — Continued 

Migratory  birds.  Conventions  with  Great  Britain  and 
United  Mexican  States  for  protection  of;  regula- 
*  tions  relating  to  proclaimed  by  President.    See 

Presidential  documents. 

Pacific  Halibut  Convention  between  United  States  and 
Canada:  regulations  pursuant  to.  See  Interna- 
tional Fisheries  Commission. 

Philippines.  Republic  of.  agreement  respecting  grants- 
in-aid  for  hospitalization  of  veterans;  regula- 
tions implementing.  See  Veterans'  Administra- 
tion. 

Radio  broadcasting  agreements.  See  Federal  Com- 
munications Commission. 

Safety  of  Life  at  Sea,  International  Conference  on; 
proposed  regulations  for  prevention  of  collisions 
at  sea,  hearing  respecting.    See  Coast  Guard. 

Trade  agreements.    See  Trade  agreements. 

Whaling,  International  Convention  for  regulation  of; 
regulations  pursuant  to.  See  Fish  and  Wildlife 
Service. 

Wheat  Agreement,  International;  terms  and  condi- 
tions of  1949-50  wheat  and  wheat-flour  export 
program  pursuant  to.  See  Agriculture  Depart- 
ment. 

INTERNATIONAL  BANK  FOR  RECONSTRUCTION 
AND  DEVELOPMENT,  furnishing  statistical  Infor- 
mation to;  Executive  order  respecting.  See  Presi- 
dential documents. 

INTERNATIONAL  CIVIL  AVIATION  ORGANIZATION. 

See  Civil  Aeronautics  Board. 

INTERNA-nONAL  FINANCE,  OFFICE  OF.  See  Treas- 
ury Department. 

INTERNATIONAL  FISHERIES  COMMISSION: 
Pacific  halibut  fisheries;  revised  regulations 

INTERNATIONAL  MONETARY  AND  FINANCIAL 
PROBLEMS,  NATIONAL  ADVISORY  COUNCIL 
ON.  See  National  Advisory  Council  on  Interna- 
tional Monetary  and  Financial  Problems. 

INTERNATIONAL  MONETARY  FUND: 
Board  of  Directors  of;  interpretation  of  Articles  of 
Agreement.     See  National  Advisory  Council  on 
International  Monetary  and  Financial  Problems. 
Statistical  information  requested  by,  respecting  gold 
holdings,  foreign  currency  claims,  etc.;  furnish- 
ing of: 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
Regulations    of   OflBce   of   International    Finance, 
Treasury  Department,  providing  for  collecting 
and  reporting  information.    See  Treasury  De- 
partment. 

INTERNATIONAL  ORGANIZATIONS : 

Immunities  and  privileges,  designation  of  organiza- 
tions entitled  to;  Executive  orders  respecting. 
See  Presidential  documents. 

International  Civil  Aviation  Organization;  regulation 
of  international  civil  aviation.  See  Civil  Aero- 
nautics Board. 

International  Telecommunication  Union;  reemploy- 
ment rights  of  Gerald  C.  Gross,  formerly  with  Fed- 
eral Communications  Commission,  upon  termina- 
tion of  employment  with  Union.  Executive  order 
respecting.    See  Presidential  documents. 

Statistical  Information  requested  by  Intergovern- 
mental organizations,  furnishing  of,  by  Federal 
agencies : 

Executive  order  respecting.    See  Presidential  docu- 
ments. 
Regulations   of   Office    of   International    Finance, 
Treasury  Department,  providing  for  collecting 
and  reporting  information  requested  by  Inter- 
national Monetary  Fund.     See  Treasury  De- 
partment. 
Visas    regulations;    International-organization    visa. 
See  State  Department. 

INTERNATIONAL  TELECOMMUNICATION  UNION; 
reemployment  rights  of  Gerald  C.  Gross  (formerly 
with  Federal  Communications  Commission),  upon 
termination  of  employment  with  Union.  See  Presi- 
dential documents. 
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INTERNATIONAL  TRADE,  OFFICE  OF:  P»8« 

Appeals: 
Procedure.    See  Export  control. 
With  respect  to  regulations,  etc.,  of  Office;  estab- 
lishment of  Appeals  Board  to  consider 459 

British  Token  Import  Plan,  revision 5588 

Declarations  and  licenses,  export;  International  postal 
service  regulations  respecting  parcel  post  for  for- 
eign countries.  See  main  heading  Post  Office  De- 
partment. 

Designation  of  subchapter 2544 

Export  control: 

Authority,  delegations  of: 

By  Secretary  of  Commerce  to  listed  officials,  re- 
lating to  enforcement  powers  and  functions 
under  Export  Control  Act  of  1949 : 

Prior  to  revision 

Revision - 

Assistant  Director    (Loring  K.  Macy)    and 

Deputy  Assistant  Director   (Wallace  S. 

Thomas) ;  authority: 

See  also  Enforcement  Staff  Chief. 

To   prescribe    appropriate    procedures   or 

rules  and  regulations  for  exercise  of 

powers  and  functions  delegated  herein 

to  any  person 

To  require  reports,  keeping  of  records  by 
any  person  and  inspection  of  records, 
property,  etc.;  Issue  subpoenas  in  con- 
flection  with  investigations  and  Issue 
rules    and    regulations    for    effective 

enforcement 5725 

Compliance  Commissioner  (Milton  M. 
Thompson ) ;  authority  to  administer 
oaths  and  issue  subpoenas,  etc..  in  pro- 
ceedings for  denial  of  licensing  privi- 

IbKCS     —  — — _-  —  — —  - —  — — -._  —  —---       0  I zo 

Enforcement  Staff  Chief,  any  certified  person 
employed  in  staff.  Assistant  Director  and 
Deputy  Assistant  Director;  authority  to 
make  investigations,  inspect  records  or 
property,  administer  oaths,  take  testi- 
mony, etc 5725 

Orders  and  delegations  of  authority;  shippers 

export  declarations 224 

Denial  of  licensing  privileges 3033,  3277 

Orders  and  Appeals  Board  decision  denying  or 
suspending  license  privileges  and/or  dis- 
missing charges: 

Aceto  Chemical  Co..  Inc.. 7186 

Allied-Universal,  Ltd 6568 

Amazon  Packing  Co ^186 

American  Delta  Trading  Co..  Inc 2882 

American  Firstoline  Corp 6138 

Awad,  Joseph  R *863 

Awad,  Joseph  R.,  &  Co 4863 

Belimex  Corp *ll^ 

BenedettI,  Nicholas  R 1689 

Berk,  Milton —     2882 

Biddle  Sawyer  Corp 5369 

Biondic.  Michael — 5205 

Bromund,  E.  A.,  Co — io°» 

Bromund,  Jesse  F 1689 

Catarevas,  C....--. - - rIHom 

Chalex  Overseas  Co 643.  2JM 

Cohn.  Julia *l\l 

Commando  Trading  Corp. lo^o 

Cronin,  Dennis  W 6954 

Dalmell  Trading  Co --    69&4 

Daubion   Corp ^fi^ 

Dennis.  Gus    (D.) Jl^l 

Edwards  International  Corp o^"o 

Edwards.   Lillian    (Mrs.   Milton) 5206 

Edwards,  Milton. 5206 

Elameric  Co..  Inc -    ^^"" 

Export  Commerce *°°;? 

Export  International ^°6^ 

Frankel,  Arnold  J — 11°^ 

Frawley  Chemical  Corp 6yw 

Gallagher,  H 5246 

General  Trading  Co^ — --,  5246 

Germark  Chemical  Specialties  Co 643,  Z6m 

Giannatos.  Dennis  and  Eva 5400 

Gold,  Charles —    5205 

Oreek  American  Trading  Co —    °'°^ 

Outride,  Phlhp  6. - - *^^ 

10000—50 19 
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INTERNATIONAL  TRADE,  OFFICE  OF— Continued 

Export  control— Continued 

Denial  of  licensing  privileges — Continued 
Orders  and  Appeals  Board  decision  denying  or 
suspending    license    privileges    and/or    dis- 
missing charges — Continued 

Harris.  Arthur i656 

Harris.  Arthur.  Inc lobb 

International  Export  Co.  of  America 5205 

International  Manufacturing  &  Equipment  Co.. 


Inc 


6954 


Iro  Trading  Co 5369 

Kandlloros,  Anthony o^"0 

Klein,    Aaron.. ^^"0 

Klein,   Rudolph 65b8 

Kogan,  Stanley .  69" 

Landerer,  Robert 54U0 

Levenstein,  Benjamin  D J^-j' 

Levlne,  George 54(J0 

Liberman,  Abraham *^i^ 

Liebermann.  Bernard 4»13 

Lubitz,  Allan  Adolph — l\f° 

Lynch.  Thomas  P 5207 

Mandelkorn,  S ^1»6 

Marotte,  Ralph  F -~     Ij*^ 

Maxwell  Meyers  AfflUation.  Ltd.,  Inc.- 6954 

Meyers,  Louis 6954 

Miller,   Theodoros ^'°l 

Mitchell.  Henry  H \^\l 

Morey.  Leonard    (Leno) o^oe 

Morgan,  David  E.  and  George  J 6954 

Nelson,  A.,  ti  Co 1399 

Nelson,  A.,  Danielle  L.  and  Murray  M 1399 

Nelson,  Murray  M.,  Inc 1399 

Nelson's  Trading  House 1399 

Netter,  Emile  V.  and  Ruth 1015 

New  York  Export  Agency  Co 5207 

Nordt,  A.  M..-     5369 

Oleynlck.  L..  &  Co J3»» 

Oleynick,  Leah J*»» 

Pacific  and  Atlantic  Ovearseas  Trade  Corp 5246 

Pagliuca.  Angel —    5246 

Pan  Pacific  Trading  Co. 168» 

Parker.  Robert  B 5694 

Payne  Trading  Corp 5205 

Petrakokas,  Ellas -    5785 

Pollak,   E 5369 

Robinson,  Henry li" 

Robrook  Trading  Co..  Inc 2882 

RothschUd,  Israel 5369 

Sampliner,  Herman  A 5205 

Schkolnik,    Basil 5399 

Schkolnik,  David.  Sons 539B 

Semadls  tt  Co 1605 

Semadls.  Peter  K 1605 

Sheldon  Merchandising  Corp 493 

Skolnlk,  Hal  T.  and  James  I 5399 

Superior  Packing  Co 7186 

Sweid,  Sheldon *»3 

Talve,  L  D.,  M.  and  Roz  <Roslyn) 643,  2384 

Talve.  I.  D.,  Trading  Co - 643.  2384 

Talvl,  S 643,  2384 

Traders  Syndicate.  Inc 1015 

Valero.  Julio  C 5246 

Vandette,  John  J 5205 

Vasco.  Aribert  J *1 

Victor,  Hans  S.-^ ^  *1 

Vila.  Juan  M . 5246 

Vilco,  Inc *1 

Watkins.  Harvey.  Associates.  Inc.;  Penn  Ex- 
port Petroleum  Division 5694 

Wisconsin  Farms,  Inc 5400 

World  Over  Tire  Agency,  Inc 493 

Yankee  Industries 2882 

Yankee  Traders 2882 

Zabar,  Louis 5400 

Zongos,  Contantine  Dennis  and  Minos  K 7186 

Regulations  prior  to  revision  of  June  1, 1949: 
General  regulations: 

Authenticated  shipper's  export  declaration 1079 

Licenses  and  amendments:  failure  to  disclose 

prior  detention  of  commodities  by  customs.    1393 

Presentation  for  export 89.  225 

Licenses: 
Blanket  (BLT)  Licenses;  commodities  subject 

to  procedure 1081 
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INTERNATIONAL  TRADE,  OFFICE  OF— ConHnued       P"** 
Export  control — Continued 
Regulations  prior  to  revision  of  June  1,  1949— Con. 
Licenses— Continued 
General  licenses: 
Exportation  of  relief  shipments— ■*RLS"_  1081. 1382 
General  In-translt  license  "GIT*';  excepted 

commodity  list 854. 1343 

General  license  for  gift  parcels 975 

See  also  Gift  parcels,  multiple  shipments 
of. 
General  license  "GRO";  specified  commodi- 
ties exportable —      733 

General  license  "G-UNO" 38.  1250 

Shipments  of  limited  value  "GLV;  special 
provisions : 

Meat  products 1081 

Streptomycin;  deletion 815 

Gift  parcels: 
General  license  for.    See  General  license. 

Multiple  shipments  of;  licenses  for 976 

Individual  and  other  validated  licenses,  pro- 
visions for: 
Applicabihty  and  general  provisioiis;  individ- 
ual   and     other     types    of     validated 

licenses 89,  795 

Special  provisions  concerning  applications  to 
export  certain  commodities: 

Machinery  and  parts 1394 

Manila  or  sisal  fibers 456 

Weight  and  volimie  tolerance 884 

Licensing  policies  and  related  special  provisions: 

Export  licensing  general  policy 200,  336,  1081 

Special  provisions: 

Diamonds 409,  1343 

Iron  and  steel  products 506,  1394 

Lumber,  processing  code  LUMB;  deletion —      409 

Soda,   caustic;    deletion 409 

Steel  products.    See  Iron  and  steel  products. 

Tinplate 639 

Orders  and  delegations  of  authority;  shipper's  ex- 
port declarations,  miscellaneous 224 

Positive  List  of  Commodities  and  related  matters : 
Interpretations.  Appendix  B;   export  of  ma- 
chines containing  tool  or  device  incorporat- 
ing diamonds 441 

Positive  list.  Appendix  A 39, 

110, 795, 854,  855.  955,  1081. 1100.  1250, 1438 

Regulations  revised  (June  1.  1949) 2992 

Appeals:  general  procedure 3034 

Appealability  of  regulations  and  administrative 

actions  3397,4668 

Consideration  of  appeals 7644 

Preparation  of  appeals;  appeals  from  rejection 
of  requests  for  export  preference  assist- 
ance, deletion 6061 

When  and  where  to  file  appeals 3397.  4668 

When  and  where  to  file  appeals  other  than 

appeals  from  suspension  orders 7644 

Commodities : 
Non-Positive  List  commodities ;  general  license 

GRO  for.    See  under  Licenses. 
Positive  list  of,  and  related  matters.    See  Posi- 
tive List  of  Commodities. 

Denial  of  licensing  privileges... 3033,  3277 

Orders  affecting  various  firms.  See  Denial  of 
licensing  privileges,  aboce. 

Enforcement   provisions 3032 

Destination  control 6390 

Export  clearance 8026 

Presentation  for  export : 
Additional  copies  of  shipper's  export  decla- 
ration      7579 

Commodities;  use  ofjlcense  or  other  author- 
ization for  export  shipments: 
Clearance  of  subsequent  shipments  from 

other  ports 4974 

Filing  of  validated  license  at  time  of  first 

shipment 8847 

Shipper's   export    declaration,   miscellaneous; 

in-transit  goods 8048,5591,6596 

General  licenses.    See  Licenses. 

Oeneral  orders 3039 

Export  iM-eference  assistance;  deletion 6061 


INTERNATIONAL  TRADE,  OFFICE  OF — Continued       P««« 
Export  control — Continued 
Regulations  revised  'June  1.  1949) — Continued 
General  orders — Continued 
Orders  modifying  validity  of  export  licenses: 
Automatic  extension  of  validity  period  for 

STEE  and  TNPL  licenses 7579 

Cigarettes  and  tobacco  products  to  Germany ; 

deletion    6063 

Gift  parcels,  and  multiple  shipments  of;  licenses. 
See  under  Licenses. 

License  changes 3030 

Amendments  or  alterations  of  licenses 3047,  6062 

Expired,  revoked,  and  unused  llcensesj  requests 

for  renewal  or  extension  of  licenses.--  3047,  6062 
Licenses: 

Blanket  (BLT)  licenses 3025 

Application  requirements 6592.6515 

BLT  (Blanket)  Mcenses 5591 

Commodities  subject  to  procedure.  3397.  5691.  7479 
Export  clearance;  presentation  of  license  to 

Collector  of  Customs 3848 

Changes.    See  License  changes. 

General  licenses 2993 

Baggage,  personal,  and  personal  effects: 

Redesignation  and  revision 6059 

Special  provisions;  foods 3047.  5505 

Baggage,  personal,  and  tools  of  trade 6059 

Bottle  and  container  closures  GBC;  deletion.     6059 
Country  group  general  license  GO: 

Scope  of  license 5389 

Steel  commodities,  certain 7513 

Dunnage 6059 

General  In-transit  license  GIT: 

Excepted  commodity  list 6439,  6788 

General  provisions 5591.  6596 

General  license  GRO.  See  Non-Positive  List 
commodities. 

General  license  G-UNO;  deletion. 6061 

Gift  parcels: 
See  aiso  Gift  parcels,  multiple  shipments  of. 
General  license  for:   commodity,   weight, 
other  limitations  (commodity  limita- 
tions)  4974.  5505 

To  enemy  prisoners  of  war 6059 

Non-Posltlve  List  commodities,  general  li- 
cense GRO  for 3047.  3837.  4516.  4823.  5389 

Authorization  of  exportation  of  commodi- 
ties not  on  Positive  List  and  deletion 

of  list  of  specified  commodities 6389 

Publications  not  containing  technical  data 

G^PUB;  deletion 6059 

Relief  shipments;  general  license  RUS 3846 

Commodities   exportable 5505 

Return  of  certain  commodities  Imported  Into 
United  States  GLR;  machinery  or  parts 

of  machinery 3151 

Shipments  of  limited  value  GLV; 

CJeneral   provisions —     6389 

Special  provisions: 

Meat,  deleUon 6505 

Mexico 6381.  6788 

Stores,  ship  and  plane;  supplies  and  equip- 
ment, crew's  effects 6059 

Technical  data  GTD 7308.  7757 

Gift  parcels,  multiple  shipments  of;   licenses 

for 3026 

See  also  General  licenses. 
Application  requirements;  supporting  mate- 
rial with  application,  if  donor-donee  list 

appended 4827 

Multiple  sliipments  of  gift  parcels 4827,  5505 

Individual  and  other  validated  licenses;  pro- 
visions for. 3007 

Applicability  and  general  provisions;  exporta- 

tlons  requiring  license . 6167 

Applications  for  licenses 6167 

Applications  for  licenses  to  export  to  South 
Korea,  Japan,  Marcus  Island,  and  Ger- 
many  w - -  3585,  6061 

C<Hnmodity  quotas  and  time  for  submission  of 

license    applications 3046. 

8047.  3151.  3397. 3584. 8846. 4517, 4668, 5290. 
6506,  6252,  7643,  7757. 


INTERNATIONAL  TRADE,  OFFICE  OF— Continued       ^^^^ 
Export  control — Continued 
Regulations  revised  <June  1,  1949)— Continued 
Licenses — Continued 

Individual  and  other  validated  licenses;  pro- 
visions for— Continued 

How  to  file  application  for  export  license 6189 

Issuance  and  use  of  export  licenses... ...--.    3397 

3847.  6061.  6195.  7515.  7757 
Reexportation  from  country  of  destination; 

Tangier  and  Morocco 5389 

Ship  stores,  plane  stores,  supplies  and  equip- 

nient °^^" 

Weight  and  volume  tolerance 3233. 

"  3846.4826,6061.6788 

Multiple  consignee  (MCL)  licenses 3026,  3846 

Privileges:  suspension  of.     See  under  Denial  of 
licensing  privileges. 

Project  licenses —    ^°^' 

Special  (SP)   licenses ^"^^ 

See  aZso  Project  licenses. 
Licensing  policies  and  related  special  provisions      3015 
Export  licensing  general  policy..  3397.  4826,  6515,  7757 
Historical  basis  of  licensing  for  certain  com- 

modltles 3048,  6597 

Jute  and  jute  products,  provisions  concerning 

licenses  for;  deletion 6"88 

Special  provisions: 

Building  materials;  deletion 48^b 

Chemicals  and  medicinals. 6381 

Concrete  reinforcement  bars,  deformed  and 

twisted,  and  barbed  wire;   deletion 3152 

Diamonds:    application   requirements,   tools 

incorporating  Industrial  diamonds 3151 

Fencing,  woven-wire;   wire  and  wire  rods. 

deletion 3152 

Fertilizer  materials,  nitrogenous 6061.7644 

Iron,  steel,  etc.: 
Galvanized  iron  and  steel  sheets..  5390.  5506.  7198 

Iron  and  steel 3397,  7198,  7515.  7757 

Silicon  steel  sheets;  deletion 7198 

Steel  allocation  plan  for  ECA  countries, 

voluntary 3397.  6061 

Surplus  and  reject  steel,  deletion 3397 

Tin  mill  black  plate  rejects  and  cold-rolled 

carbon  steel  sheets,  rejects;  deletion..     7198 

Machinery  and  parts 3233 

Medicinals.    See  Chemicals  and  medicinals. 
Metals,    certain;     commodities    containing. 

copper "382 

Rice;    exports   of,  to   Western   Hemisphere 

countries 6061,  7577,  7757 

Skins,  calf  and  kip —  3947,  6252 

Steel.    See  Iron,  steel. 

Tinplate *668.  6061 

Positive    List    of     Commodities,     and     related 

matters 

Commodity  processing   codes    (Appendix   C). 

deletion 

Interpretations  (Appendix  B) ;  casing.  oU-line 

and  seamless  pipe *518 

Po.sltlve  List  (Appendix  A) : 

Revision  of  June  1. 1949 3037 

Amendments 3049.  3152. 3234. 

3492,  3585,  3847,  4519,  4668.  4718.  4827.  4974 

Revision  of  August  10.  1949 5455 

Additions,  deletions,  or  amendments  re- 
specting commodities  in  various  cate- 
gories    5507.  5688.  5829,  6333. 

6439,  6788.  7309.   7479.   7644,  7757.   7758 

Abrasives —  6333.  7309 

Acids  and  anhydrides 7645 

Agricultural  machinery  and  implements-    6333 

Alcohols... "^645 

Aluminum  ores  and  concentrates 7309 

Animals,  edible —     5547 

Asbestos 6333.  7309 

Automobiles.    See  Motor  vehicles. 

Batteries 1645 

Charcoal  and  carbon,  activated 7480 

•        Chemicals — -  5507.5689.5830. 

6333.    6334.    7480.    7481.    7483.    7645.    7758 
coal.. 5829 
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INTERNATIONAL  TRADE,  OFFICE  OF— Continued 
Export  control — Continued 
Regulations  revi.sed  (June  1.  1949) — Contmued 
Positive     List     of     Commodities,     and     related 
matters — Continued 
Positive  List  (Appendix  A)— Continued 
Revision  of  August  10,  1949— Continued 
Additions,  deletions,  or  amendments  re- 
specting commodities  in  various  cate- 
gories— Continued 

Coal-tar  products 5507,  5689.  7480,  7481 

Cotton • 5688,  6789 

Drills  and  bits 5689 

Electrical  machinery  and  apparatus 5829, 

6333,    6334.    7309,    7310,    7311,    7480.    7758 

Engines,  parts  and  accessories 5689.  6334 

Explosives 7483.7645 

Fats.    See  Oils. 

Fibers  and  manufactures,  vegetable  and 

synthetic 6333.  6789 

Pish  nets 5830 

Freight  cars 7483 

Gases;  compressed,  liquefied,  etc 7480 

Glass  and  products 5689.  6333.  7309 

Gold  for  dentistry 7309 

Grains  and  preparations 7757 

Graphite  and  electrodes 6334.  6439,  7309 

Greases.    See  Oils.  ^  ^ 

Gums  and  resins 5689.  6333.  6788.  7480 

Hair  and  manufactures 6789 

Instruments 6334.  6439.  7482.  7645 

Leather    dressings,    oils,    manufactures. 

etc 6788.  7644 

Lumber.    See  Wood. 

Machines,  machinery  and  parts...  5689,  5829. 
6333.  6334,  6439,  7310-7312.  7479-7481,  7758 

Magnesite  and  magnesia 7309 

Meat  products 5507 

Medicinal  and  pharmaceutical  prepara- 
tions   6333,  7480 

Metal  and  manufactures.  5829.6334,7309.7311 

Mica - 7309 

Mineral  wax,  natural 5830 

Minerals,   nonmetallic 5829. 

6333.  6439.  7309,  7310.  7758 
Motion  picture  film  developing  appara- 
tus, etc 5830 

Motor  vehicles 5829,  6333,  7480-7483 

Minerals,  nonmetallic 6333.  6439,  7758 

Naval  stores,  gums  and  resins 6333 

Oil  burners  and  oil-fired  boilers 7309 

Oilcake  and  oilcake  meal 6788 

Oils,  fats  and  gresises 6788, 

6789,  7309-7312,  7479,  7644 

Paper  and  manufactures 6789 

Photographic  and  projection  goods..  6334,  7480 

Plastics  and  resin  materials 5689 

Platinum  ore,  bars,  etc 7309 

Pottery __ 7309 

Quartz    crystals 7309 

Radio  apparatus 7312 

Railroad  cars  and  locomotives.  5829,  7310.  7483 
Rayon  spinning  and  twisting  machinery.     5689 

Refractories 7309.  7644 

Resirvs.    See  Gums  and  resins. 

Rubber 5689,  6788.  6789.  7311 

Signal,  communication,  etc..  devices-  7309.  7645 

Silk  and  manufactures 6789 

Skins  and  hides 6788 

Steel  and  products 5829.  6333.  7309-7311 

Synthetic  libers  and  manufactures 6789 

Telephone  and  telegraph  apparatus,  etc.     7309 
Textile  products  and  manufactures-  5829.  6789 

Tin-plate  scrap 5830 

Tools—  5829.  5689,  6439.  7310-7312.  7481.  7482 

Vacuum   tubes 7758 

Vegetable  fibers  and  manufactures.  6333,  6789 

Wood,  lumber  and  products 6789 

Wool   manufactures 6789 

X-ray  tubes,  etc 7758 

Zircons 7758 

Related  commodity  groupings  for  non-Positive 
List  commodities  to  Group  R  destinations; 
single  license  applications  (Appendix  D), 
deletion — 5472 
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INTERNATIONAL  TRADE,  OFFICE  OF— Continued       P«8« 

Export  control — Continued 

Regulations  revised  <June  1.  1949) — Continued 
Relief  shipments: 
General  license  RLS  for.    See  under  Licenses. 
Individual  relief  packages,  commercial  freight 
shipments  of;  applicability  of  OFT  regula- 
tions to.    See  main  heading  Economic  Co- 
operation Administration. 
Bcope  of  export  control  by  Commerce  Depart- 
ment  2992 

Definitions _.     5389 

Prohibited  exportatlons;  Positive  List  of  Com- 
modities  5389 

Foreign-Trade  Zones  Board,  records  of.  to  be  main- 
tained in  Office  of  International  Trade:  rules  of 
procedure    and    practice   of    Board.    See    main 
heading  Foreign-Trade  Zones  Board. 
Relief  shipments.    See  under  Export  control. 
Steel  allocation  plan,  voluntary,  for  foreign  countries 
participating  in  Economic  Cooperation  Admin- 
istration program: 
Coordination  of  Issuance  of  authorizations  with  re- 
lated export  license.    See  main  heading  Com- 
merce Department.  • 
Licensing  policies  and  related  special  provisions, 
steel;  regulations.    See  Export  control. 

INTERSTATE  COMMERCE  COMMISSION: 

Accidents,  railroad;  reports  and  classification,  tele- 
graphic reports  of  certain  accidents  (resulting  in 
death  or  serious  injury  of  one  or  more  persons)  __     1768 
Accounts,  uniform  system  of.    See  Uniform  system  of 

accounts. 
Affairs  of  Federal  Managers,  Administrator  of;  agency 
of  Commission  to  complete  liquidation  of  affairs 
of  Office  of  Defense  Transportation.  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Agreements : 
Carrier,  relating  to  rates,  fares,  regvilations.  etc. : 
Applications  filed  by  listed  applicants  for  ap- 
proval of  stated  agreements: 
American  Barge  Line  Co.,  Pittsburgh,  Penna,; 
agreement  among  water  carriers,  establish- 
ing Waterways  Freight  Bureau 993 

American  Vanlines.  Inc.;  agreement  among 
members  of  Independent  Movers'  It  Ware- 
housemen's Association.  Inc 25 

Baltimore  and  Ohio  R.  R.  Co.  and  others; 
agreement  respecting  tidewater  demurrage, 
detention  charges,  rules  and  regulations 
on  coal  or  products  thereof  at  North  At- 
lantic ports 5885 

Mclntyre.  A.  P.,  Philadelphia  4,  Pa.;   cor- 
rected application,  filed  by 6910 

Carper.  O.  H.,  Richmond  10,  Va.;  Lake  Coal 
Demurrage  Committee  agreement,  involv- 
ing detention  of  cars  loaded  with  coal,  etc., 
held  for  unloading  Into  vessels  at  United 
States  ports  on  Lakes  Ontario  and  Erie  and 

lower  Lake  Michigan 7189 

Christian,  C.  B..  So.  Haven,  Van  Buren  County. 
Mich.;  agreement  among  motor  carriers, 
pertaining  to  General  Tariff  Bureau,  Inc..  993 
Coast  Transportation  Co..  Inc.,  Coyle  Lines  Inc. 
and  Dixie  Carriers.  Inc.;  agreement  among 
water  carriers,  establishing  Inland  Water 

Carriers'  Freight  Association 391 

Consolidated  Copperstate  Lines,  Los  Angeles  14, 
Calif.;  agreement  among  motor  carriers, 
relating    to    Interstate    Freight   Carriers' 

Conference,  Inc 2562 

Kerr,  Joseph  G.;  agreements  among  rail  car- 
riers and  Pullman  Company,  members  of 
Southern  Freight  Association.  Southern 
Classification  Committee  or  Southern  Pas- 
senger  Association 138 

National  Bus  Traffic  Association.  Inc.;  agree- 
ment among  motor  carriers  of  passengers..      926 
Silver  Fleet  Motor  Express,  Inc.;   agreement 
among  members  of  American  Trucking  As- 
sociations, Inc.  and  certain  rail  and  water 

carriers  and  freight  forwarders 43 

Southern  Railway  Co.  and  W.  T.  Faricy;  agree- 
ment among  members  of  Association  of 
American  Railroads 209,313 


INTERSTATE  COMMERCE  COMMISSION— Con.  >>>£« 

Agreements — Continued 
Carrier,  relating  to  rates,  fares,  regulations,  etc. — 
Continued 

New  parties  to  agreement 5974,  6952 

Motor  carrier-freight  forwarder.    See  Freight  for- 
warders. 
Annual  reports.    See  Reports. 

Assignment  of  work.    See  Organization  and  assign- 
ment of  work. 
Box  cars;  substitution  of  refrigerator  cars  for,  for 

certain  shipments.    See  Car  service. 
Brokers  of  property;  transportation  by  motor  vehicle. 

See  Motor  carriers. 
Bureau  organization.    See  Organization  and  sissign- 

ment  of  work. 
C.  0.  d.  shipments;  handling.    Set  Motor  carriers. 
Car  service: 
Bauxite  ore  concentrates;  forwarding  of  trainload 
shipments  of.  from  Reynolds  Metals  Co.,  Baux- 
ite. Ark 6181 

Carload.  Individual,  consisting  of  part  of  ship- 
ment, to  be  moved  within  day  (24  hours) 

of  loading 6181 

Trainload  to  be  moved  within  3  days  <72  hours) 

of  loading  of  first  car __ 6181 

Charges : 
Demurrage,  on  all  freight  car.s  .subject  to  pub- 
lished charges  on  file  with  ICC  or  State  com- 
missions:  order  vacated 2901 

'  State  Belt  R.  R.  of  California 2901 

Free  time  reduced  on  coal  at  North  Atlantic  ports; 

order  vacated 226 

Coal  supply:  emergency  orders  affecting: 
Furnishing  of  cars  for  railroad  locomotive  fuel 

supply  by  railroads  serving  mines 7765 

Passenger  service  locomotive  mileage,  coal-burn- 
ing; restrictions  on 6517,  7456 

Order  vacated 7456 

Refrigerator  cars : 

Agent;  appointment 3682 

Giant  type:  reduced  freight  rates  In  Arizona  and 

California,  new  expiration  dates..  3589.6661,7647 
Substitution  of.  for  box  cars  for  stated  carload 

shipments :  

Cotton:  SPRD  and  PFE  refrigerator  cars  for 

loading.  In  Arizona  or  California 5395,  6566 

Compre.ssed  cotton,  consigned  to  points  on 
Southern  Pacific.  Texas  and  New  Orleans. 
Union  Pacific  and  Atchison,  Topeka  and 

Santa  Fe  railroads 6395.  6566 

Uncompressed  cotton 6395.  6566 

Fruit  and  vegetable  containers,  box  shooks  or 
other  packaging  or  parking  materials 
within  Calilornia  or  from  described  por- 
tion of  Oregon  to  California  and  sacked 

grain  from  origins  In  Oregon 5835,  6566 

Prior  order  and  corrected  prior  order 5396 

Grain,    sacked.      See    Fruit    and    vegetable 
containers. 
Two-for-one  and  follow-lot  rules;  suspension  of,  on 
flat  cars  loaded  with  trailers  in  Oregon  and 

Washington «87,   1617 

Carrier  agreements  relating  to  rates,  etc.    See  Agree- 
ments. 
Charges : 
Demurrage.     See  Car  service. 
Estimates  of;  tran.sportatfon  of  household  goods. 

See  Motor  carriers. 
Express,  freight,  motor  carrier,  etc.     See  Rates, 

charges. 
Free  time.    See  Car  service. 
Less-than-carload   traffic;   extension  of  credit  to 

shippers.    See  Tariffs  and  schedules. 
Long-and-short-haul ;  applications  for  relief  from 
provision  of  Interstate  Commerce  Act.     See 
Long-and-short-haul  charges. 
Class  rates.    See  Rates,  charges. 
Classification  and  exception  ratings  for  certain  arti- 
cles, truckload  and  less-than-truckload;  freight 
rate  tariffs.    See  Motor  carriers. 
Coal: 
Applications  for  relief  from  long-and-short-haul 
charges;  provision  respecting.    See  Long-and- 
•hort-haul  charges. 
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Coal — Continued 
At  North  Atlantic  ports;  charges,  free  time.    See 

Car  service. 
Detention   of   cars  loaded  with;   Lake   Coal   De- 
murrage  Committee   agreement.     See   under 
Agreements. 
Railroad  .supply ;  emergency  orders.   See  Car  service. 
Unloading  order.     See  Unloading  orders. 
Containers,  fruit  and  vegetable;  .substitution  of  re- 
frigerator cars  for  box  cars.    See  Car  service. 
Cotton;  substitution  of  refrigerator  cars  for  box  cars. 

See  Car  service. 
Credit;  extension  of,  to  shippers.     See  Tariffs  and 

Defense    Transportation,    Office    of,    liquidation    of 
affairs  of;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Demurrage  charges.    See  Car  service. 
Electric  railways: 
Accounts,  uniform  system.    See  Uniform  system  oi. 

accounts. 
Electric  railway  mall  pay,  1948;  institution  of  inves- 
tigation and  overruling  of  motion  of  Postmaster 
General  respecting  application  of  Baltimore  and 
Annapolis  Railroad  Co..  for  Increase  In  rates. - 
Records.    See  Records. 
Reports.    See  Reports. 
Exemption  of  Clyde  B.  Altchlson  and  John  Monroe 
Johnson  from  compulsory  retirement  for  age; 
Executive  orders  respecting.    See  main  heading 
Presidential  documents. 
Explosives  and  other  dangerous  articles,  transporta- 
tion of: 
Air  carriers.     See  main  heading  Civil  Aeronautics 

Board. 

Commodity  list  of  explosives,  etc 1350,  2011.  6255 

General  Information  and  regulations 1349,  6255 

Highway,  public;  common,  contract  or  private  car- 

riers  by         1355.  2014. 6264 

Rail  freight  carriers 1355.  2014.  2833.  6263 

Shippers 1350.  2011.  6255 

Shipping  container  specifications 1353.  2013.  2243,  6261 

Express  companies: 

E:xpress  rates  and  charges.    See  Rates,  charges. 
Extension  of  credit  by.    See  Tariffs. 
Records.    See  Records. 
Fares;  assignment  for  public  hearing  of  petitions  from 
li.sted  railroads  (as  docketed)  for  increases  in: 

Eastern  railroads.  Increased  fares.  1949 3268 

Long  Island  Rail  Road,  standard  fares  of 3268 

Federal  Managers.  Administrator  of  Affairs  of ;  agency 
of  Commission  to  complete  liquidation  of  affairs 
of  Office  of  Defense  Transportation,  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Follow-lot  and  two-for-one  rules.    See  Car  service. 
Forms,  list  of;  Part  II.  Interstate  Commerce  Act: 
BMC-55.  carrier's  monthly  report  of  excess  driving 
time  and  of  excess  time  on  duty  of  drivers; 

cancellation 3888 

BMC-56,  hours  of  service  report;  cancellation 3888 

See  also  BMC-60. 
BMC-57.  carrier's  monthly  report  of  no  excess- driv- 
ing time  and  no  excess  time  on  duty  by  drivers; 

cancellation 3888 

See  also  BMC-62. 

BMC-58.  report  on  driving  hours;  cancellation 3888 

BMC-60,  hours  of  service  report 3888 

BMC-61.  carrier's  monthly  report  of  excess  on  duty 

time  and  of  excess  driving  time  of  drivers 3888 

BMC-62.  carrier's  monthly  report  of  no  excess  driv- 
ing time  and  no  excess  time  on  duty  by  drivers—    3888 
Free  time;  charges.    See  Car  service. 
Freight  cars;  demurrage  charges.   See  Car  service, 
^''reight  forwarders: 
Agreements  with  motor  carriers  on  terms  and  condi- 
tions and  compensation  for  carriers'  services; 
expiration  date  prescribed  for  section  409  of 
Interstate  Commerce  Act.  effective  date  post- 
poned  ~  1824.  3918.  5806 

Bureau  organization  and  reports  by  bureaus.    See 
Organization. 
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Freight  forwarders — Continued 

Insurance  for  protection  of  public;  reopening  of 
proceedings  to  consider  Increase  In  amounts  of 
public  liability  and  property  damage  insurance. 

notice  of  hearing •4°8 

Records.    See  Records. 
Reports.    See  Reports. 
Freight  rates: 
Increased.  1948.    See  Rates,  charges,  etc. 
Tariffs,  schedules  and  classifications.     See  Motor 
carriers.  . 

Grain,  sacked:  substitution  of  refrigerator  cars  for 

box  cars  for  shipping.    See  Car  service. 
Hearings;  petitions,  rates.    See  Rates,  charges. 
Household  goods ;  transportation.    See  Motor  carriers. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Insurance.    See  Freight  forwarders,  and  Motor  car- 
riers. 
Investigations:  ^  ^   »•  *  - 

Insurance.     See   Freight   forwarders,   and   Motor 

c&rricrs 
Motor  carrier.    See  Motor  carriers. 
Rates.    See  Rates,  charges. 

Tobacco   and  cigarettes,  transportation  of.     See 

Motor  carriers.  ,        ^,       .. 

Long-and-short-haul  charges  provision  of  section  4 

(1),  Interstate  Commerce  Act;  applications  for 

relief  from,  respecting  listed  commodities: 

Acetaldehyde.  from  Winnie.  Texas,  to  Huntsvllle 

and  Huntsvllle  Arsenal.  Ala 6669 

Acetone,   alcohols,   antl-freeze   preparations,   etc.. 
from  Baton  Rouge.  North  Baton  Rouge  and 

New  Orleans.  La.,  to  Memphis.  Tenn 6648 

Agricultural  Implements,  from  Memphis.  Tenn..  to 

New  Orleans.  La -— ---    Zt2? 

Alcohol,  from  New  Orleans.  La.,  to  Yonkers.  N.  Y_-    7571 
All  commodities: 

Between  Chicago,  m.,  and: 

Council  Bluffs  and  Des  Moines,  Iowa 6648 

Kansas  City.  Mo -^- .?^i^' ^^^° 

Between  Evanston.  Ky..  and  points  in  United 

States  and  Canada 7138 

All  freight  from  Washington.  D.  C.  and  Richmond. 

Norfolk  and  Newport  News.  Va..  to  Albany.  Ga.     7170 
Alumina,  from  Bauxite.  Ark.,  to  Cornwells  Heights. 

Pa — 66^5 

Ammonia:  _... 

Anhydrous,  from  southwest  to  south 'od4 

Chloride  of,  from  Cleveland.  Ohio,  and  Wyan- 

dotte.  Mich.,  to  south 7434.  7490 

Sulphate  of.  from  Bastrop.  La.,  and  Lone  Star, 

Texas,  to  southern  territory 7277 

Antl-freeze  preparations,  from  Port  Arthur.  Texas, 

to  Whitehall.  Ill ^^27 

Asbestos  wallboard.  from  Prospect  Hill.  Mo.,  and 

Waukegan,  111.,  to  south 7628.7715 

Automobile  bodies,  from  Jackson  and  Marysville. 
Mich.,  to  Baltimore.  Md..  Bound  Brook,  Edge- 

water  and  Metuchen,  N.  J.,  and  ghester.  Pa 7277 

Automobile  parts: 

From  Bremen.  Ind..  to  central  territory 6862 

From  central  territory  to  south 79« 

From  Newton  Falls.  Ohio,  to  Pramlngham,  Mass.     6778 
Bagging,  burlap  or  gunny,  from  New  Orleans,  La.. 

to  Memphis.  Tenn — . o^^'* 

Beverage  and  dessert  preparations,  from  Chicago. 

111.,  to  Monroe.  La .-..—- 702i 

Brick,  between  points  in  .southern  territory -.-     i^vi 

Bridge  material,  fabricated,  from  Birmingham,  Ala., 
and  Memphis.  Tenn..  to  Lake  Charles.  West 

Lake  Charles  and  West  Lake.  La 

Catalogs,  from  Chicago.  111.,  to  Denison.  Texas 

Caustic  soda,  from  Huntsvllle  and  HuntsviUe  Arse- 
nal. Ala.,  to  Ironton.  Ohio Z??" 

Cement,  from  Mobile.  Ala.,  to  Woodruff,  Fla  ..--- 
Cement  or  concrete  slabs,  from  Wampum.  Pa.,  to 

Hudson  and  Palatka.  Fla 7—^-^— 

Charcoal,  wood,  from  Crossett.  Ark.,  to  Calvert.  Ky. 

Chlorine   gas.   liquefied,   from  Baton  Rouge   and 

North  Baton  Rouge.  La.,  to  St.  Louis.  Mo.,  and 

East  St.  Louis.  Ill i^ij: 

Citrus  pomace,  from  border  territory  to  east — 
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7943 
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7239 
6760 


6999 
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Long-and-short-haul  charges  provision  of  section  4 

(1),  Interstate  Commerce  Act;  applications  for 

relief  from,  respecting  listed  commodities — Con. 

Classes  and  commodities,  carload  and  less-than- 

carload,  from  and  to  Hidalgo.  Texas 7276 

Coal: 

Prom  mines  in  Alabama  to  Columbia.  Port  Jack- 
son and  Reed.  S.  C 7138 

Prom  southern  mines  to  Glidden,  Ga 6614 

Coal  and  coke,  from  Brookston,  Ragland  and  Watts- 

viUe,  Ala.,  to  Plorida 6648 

Coal,  bituminous: 

Prom  Illinois  to  Humboldt,  Iowa 7693 

Prom  western  Kentucky  to  Kansas  and  Missouri.    7606 
Coal,   bituminous,   and   briquettes,   from   Ohio   to 

Chicago,  111 6698 

Coal  cinders,  from  Alabama  to  Bee  Bayou,  La 7138 

Coffee,  from  North  Atlantic  ports  to  official  terri- 
tory      7571 

Coke  and  coke  dust,  etc.,  from  Ironton.  Ohio  to 

Washington,  Pa 7942 

Coke.  etc..  from  Ashland.  Ky..  and  Ironton  and  New 

Boston,  Ohio,  to  Washington,  Pa 6699 

Cotton  piece  goods,  unfinished,  from  south  to  of- 
ficial  territory 6818 

Cottonseed  mixed  feed,  between  Shreveport.  La., 

and  Texas 7715 

Cottonseed  products,  from  south  to  southwest  and 

western  tnmkline  territory 7715 

Dessert  preparations.     See  Beverage  and  dessert 

preparations. 
Dlethylene   glycol,   from   Port   Neches,   Texas,   to 

Springfield.   Ill 7550 

Peed,  animal  or  poultry,  from  Jacksonville.  Fla., 

to  south 7115 

Fertilizer  ammoniating  and  nitrogen  fertilizer  solu- 
tions, from  Etter,  Texas,  to  south 7627 

Formaldehyle.  liquid: 

Prom  Tallant.  Okla..  and  Winnie  and  Bishop. 

Texas,  to  Ware  Shoals,  S.  C 7050 

Prom    Winnie,    Texas,    to    Indianapolis,    Ind.. 

Springfield.  Ohio,  and  Providence,  R.  I 7862 

Fruits,  citrus,  from  Plorida  to  New  York,  N.  Y 7749 

Furniture,  between  south  and  western  trunkline 

territory 7490 

Glass,  airplane  or  automobile,  from  Pennsylvania 

to  Willow  Run,  Mich 6818 

Grain  and  grain  products,  etc.: 
Prom  Atchison  and  Leavenworth,  Kans..  and  St. 

Joseph,  Mo.,  to  Texas  and  New  Mexico 6999 

Prom  Euclid,  Glen  Rock  and  Providence  Junction. 
Va.,  to  North  Carolina,  South  Carolina  and 

Virginia 7628 

From  Illinois  to  Indiana,  Ohio  and  Michigan 6760 

Prom  Kansas  City,  Mo.,  Council  Bluffs,  Iowa, 
Omaha  and  South  Omaha,  Nebr.,  to  stations 

in  Illinois  on  New  York  Central  R.  R 7240 

Prom  Minneapolis,  St.  Paul,  Minn.,  and  points 
grouped  therewith  to  stations  in  Illinois  on 

Toledo,  Peoria  ti  Western  R.  R 7240 

Granite,  from  North  Derby.  Vt..  Concord  and  Mil- 
ford.  N.   H..   and   North  Berwick,   Maine,   to 

trunkline  and  New  England  territories 7170 

Hearses,  from  Preeport.  111.,  to  Boston,  Mass..  New 

York  City  and  Philadelphia.  Pa 6771 

Hides,    etc..    from   south    to   Massachusetts.   New 

Hampshire  and  New  York 7505 

Iron  and  steel  articles : 
From  Geneva,  Utah: 
To   Kansa.«;,   western   Missouri   and   southern 

Nebraska 7020 

To  southwest 6862.  7571 

Prom  Minnequa.  Colo.,  to  Texas  and  Oklahoma.  _     6760 
Prom  .south  Atlantic.  Virginia  and  Plorida  ports 

to  Nashville.  Tenn 7606 

Prom  Texas  to  Baton  Rouge,  La 6681 

Iron  and  steel  bands,  beams  or  channels,  from  New 

Orleans,  La.,  to  Nashville,  Tenn 6819 

Kyanite,  from  Clover,  S.  C,  to  Lansdale.  Pa 7322 

Laundry  machines  and  machinery,  from  Illinois. 
Iowa  and  Wisconsin,  to  Elk  City,  Henryetta  and 

Ponca  City.  Okla 7255 

Limestone  and  related  articles,  from  Giant,  S.  C.  to 

Georgia —    6981 
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Long-and-short-haul  charges  provision  of  section  4 

(1),  Interstate  Commerce  Act;  applications  for 

relief  from,  respecting  listed  commodities — Con. 

Livestock,  from  St.  Louis.  Mo.,  and  ELast  St.  Louis, 

111.,  to  Tallahassee,  Fla —    6698 

Logs,  from  Tennessee  to  AltaVista,  Va___ 6818 

Lumber  and  related  articles: 

Prom  El  Paso  and  Presidio,  Texas,  to  official  terri- 
tory  - 7628 

Prom   Pacific   Coast  territory   to  Virginia   and 

Washington,  D.  C 6818 

Prom  south  and  southwest  to  West  Virginia 6779 

Prom  south  to  Kirkwood  and  Webster  Groves,  Mo.     7605 
Malt  liquors  and  empty  returned  carriers,  between 
Illinois  and  Wisconsin,  on  one  hand,  and  Vir- 
ginia, on  other  hand 7020 

Meats,  fresh,  and  packing  house  products,  from  El 
Paso,  Texas,  to  New  Orleans,  La.,  and  Memphis, 

Tenn —     7861 

Meats,  fresh,  from  Evansville,  Ind..  to  Norton.  Va_-    7435 
Methanol  and  related  articles,  from  Bishop,  Texas. 

to  Aberdeen  and  Watertown.  S.  Dak — 7298 

Onions.    See  Potatoes  and  onions. 

Oyster  shell  dust,  from  Mobile,  Ala.,  to  New  Orleans, 

La 7628 

Paper  articles,  from  southwest  to  Alexandria,  Va_.    7693 
Paper,  newsprint: 

Prom  Beaumont,  Texas,  to  Shreveport,  La 7115 

Prom  Coosa  Pines,  Ala.,  to  Memphis,  Tenn.,  Baton 

Rouge  and  New  Orleans,  La 7943 

Prom  upper  Mississippi  River  crossings  to  Texas—    7255 
Peanuts   and   pecans,   from   south  to  Charleston, 
W.  Va  .  Cincinnati,  Ohio,  Lexington  and  Louis- 
ville, Ky.,  Evansville,  Ind.,  and  St.  Louis,  Mo—     6681 

Peanuts,  from  south  to  Chicago,  111 6681 

Pecans,  from  Albany,  Ga.,  to  St.  Louis,  Mo 7693 

Petroleum  and  petroleum  products,  etc: 
From  Markham,  Texas,  to  southwestern,  southern, 
official.  Illinois  and  western  trunkline  terri- 
tories     6614 

Prom  Pickton,  Texas,  to  southwestern,  southern, 
official,  Illinois  and  western  trunkline  terri- 
tories     7254 

From  points  In  southwest  and  Kansas  to  Hamp- 
ton Mine  and  Scarlet,  W.  Va 7255 

From  Rankin,  Texas,  to  southwestern  and  west- 
em  trunkline  territories 7298 

From  southwest  and  Kansas  to  Pikevlew,  Colo..    7816 
Prom  southwest  and  New  Orleans-Baton  Rouge 

group  to  Wyoming 6779 

Prom    Sun    Spur,    La.,   to   Arkansas,    Colorado, 

Kansas  and  Missouri 7255 

Petroleum  gas,  liquefied,  and  natural  gasoline,  from 
Seagraves,  Texas,  to  central,  trunkline.  New 
England,  southwestern  and  western  trunkline 

territories 7171 

Phosphate  rock  and  phosphate  limestone,  between 
Tennessee  on  one  hand  and  Kansas-Missouri 

territory  on  other  hand 7815 

Phosphate  rock,  from  Florida  to  Gulfport,  Miss 7692 

Pip  iron: 
From  Dalngerfleld  and  Lone  Star,  Texas: 

To  Alton,  111 — 7050 

To  Chattanooga.  Tenn 6760 

From  Minnequa,  Colorado  Springs,  Denver  and 
Pueblo,  Colo.,  to  Illinois,  Iowa,  Minnesota, 

Missouri  and  Wisconsin 7297 

Pipe,  cast  iron,  from  south: 

To  Kansas  and  Missouri 7505 

To  Texas 7549 

Pipe,  iron,  and  related  articles,  from  Tyler,  Swan 
and  Port  Worth,  Texas  to  official  and  western 

j  trunkline  territories ■ 6699 

!        Potash,  from  Carlsbad  and  Loving.  N.  M.,  to  Wal- 

I  port.  Ark 7715 

I        Potatoes  and  onions,  from  Texas  to  Illinois  and 

Iowa 7748 

Printing  paper,  other  than  newsprint,  from  Kings- 
port,  Tenn..  to  Chicago.  Ill 6998 

Pulpboard  or  fire board: 
From  Georgetown.  S.  C.  Panama  City  and  Miami. 
Fla..  to  trunkline  and  New  England  terri- 
tories  7549 

From  Spring  Hill.  La.,  to  Jackson,  Miss 7861 
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Pulpwood,  from  Alabama  to  Coosa  Pines.  Ala 

Class  and  commodity:  „       .  ..,  j 

Between  Plorida  East  Coast  Ry.  stations  and 

points  in  United  States  and  Canada 74.J4 

Between  Tremont  ti  Gulf  Ry.  stations  and  sta- 

tions  in  United  States. ---     TObO 

Commodity,  between  points  m  Minnesota 71.18,  /bOO 

Minimum,  between  eastern  port  cities  and  south- 

em  points ,-,:--.-— ^""7 

Rates  or  charges,  minimum,  between  Virgima-West 

Virginia  border  points  and  south oooi 

Rubber:  ^  ^     ,,„^. 

Artificial,  from  Port  Neches.  Texas,  to  Miami, 

O^la       '^97 

Synthetic,"  reclaimed  or  natural,  from  Memphis. 

Tenn..  to  Waterloo,  Iowa ]^\Tj. 

Sand,  from  Indiana  to  Decatur,  111 '^^^ 

Sewing  machine  cabinets,  from  Jackson,  Miss.,  to 
Minneapolis,  Minnesota  Transfer  and  St.  Paul, 

Minn v;""Vt"j""7Z 

Sewing  machine  parts  from  South  Bend,  Ind.,  to 

Elizabethport,  N.  J — "V 

Sizing,    emulsified    petroleum,    from    Kalamazoo. 

Mich.,  to  Middletown,  Ohio 'Ha 

Soda   ash,   from   Lake  Charles,  La.,   and   Corpus 

Chrlstl,  Texas,  to  Laurens,  S.  C 'i  '*• 

Sodium :  hypochlorite  solution  of,  from  Chicago,  111., 

to  Cedar  Rapids,  Iowa zzrr—Z' 

Sodium  (soda)  silicate,  from  Cincinnati,  Ohio,  to 

Bogalusa,  La ^^^^ 

Sorghum  grain  oil,  between  border  territory  and    ^^^^ 

See  Iron  and  steel  articles. 
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7189 
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east 
Steel  articles 

"seet  or  cane,  from  East  Grand  Porks  and  Bing- 
ham, Minn.,  to  Port  Madison  and  Keokuk, 

Iowa — 

From  South  Atlantic  and  Gulf  ports  and  westerri 
Louisiana  refineries  to  Alabama,  Georgia  and 

TcnncsscG — - — — — — - — — 

Sulphur,  from  Louisiana  and  Texas  to  south  At- 
lantic ports :"  vrv""' 

Sulphuric  acid,  from  Pelham,  Ga.,  to  Alabama, 
Florida,  Georgia,  Louisiana  and  South  Caro- 
lina...  - 

Tirp  f 3.bric ' 

From  Memphis,  Tenn..  to  New  Orleans.  La 6681 

Prom  south  to  official  territory. —    «>bih 

Various  commodities: 
Between  trunkline  and  New  England  territories 
on  one  hand  and  central  territory  on  other 

hand ;J°J 

Prom,  to  and  between  points  In  south..—  -----     '0<» 
From  trunkline  and  New  England  territories  to 

south —    °7,° 

To  and  between  south —         ...     'i^a 

Vegetables,  from  Clydes,  Gardena,  Lake  Charm, 
Oviedo,  Wagner  and  Youngs,  Fla..  to  southern. 

northern  and  western  points _i8i5 

Wood  cativo.  from  south  to  official  territory 7050 

Mail  pay,  electric  raUway.    See  Electric  railways. 
Motor  carriers: 
Agreements:  ,      „       . 

Carrier;  applications  for  approval.     See  Agree- 
ments. 
With  freight  forwarders;  terms  and  conditions, 
and  compensation  for  services.    See  Freight 
forwarders. 
Brokers  of  property  (practices  of  brokers  of  trans- 

portatlon  by  motor  vehicle) ;  regulations.——     2833 

Effective  date  postponed 3683.  6995 

C.  o.  d.  shipments,  handling  of 7Jbi 

Descriptions  In  motor  carrier  certificates;  Institu- 
tion of  proceeding  to  consider  establishment  of 
specific  commodity  lists  (tentative  grouping  at- 
tached) and  terms,  conditions,  etc..  of  service.. 
Drivers;  safety  regulations.    See  Safety  regulations. 
Explosives  and  other  dangerous  articles;  transpor- 
tation.   See  Explosives. 
Express  tariffs  and  schedules.    See  Passengers  and 
express  tariffs  and  schedules. 
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Motor  carriers — Continued  .«     *« 

Freight  rate  tariffs,  schedules  and  classifications, 
released  rates  on  certain  articles  (truckload  and 
less-than-truckload  classification  and  exception 

Household  goods,"transportation  of,  in  interstate  or 
foreign  commerce;  estimates  of  charges,  ef- 
fective  date 2065,  5540 

Insurance:  ,  ^  „„c 

For  protection  of  public;  reopening  of  proceedings 
to  consider  Increase  in  amounts  of  public  lia- 
bility and  property  damage  insurance,  notice 

of  hearing ^*°'* 

Policies  of.    See  Surety  bonds  and  policies. 

Investigations;  institution  of,  and  assignment  for 

hearing  in  listed  proceedings: 

Commodity   rates   and  classification   exceptions 

ratings  of  carriers  between  New  York  City  and 

points  In  listed  New  York  and  New  Jersey 

class-rate  groups  on  one  hand  and  points  in 

New  England  on  other  hand 7115 

Increased  motor  carrier  rates  in  New  England, 

1949;  special  rules  of  practice 785 

Tobacco,  manufactured,  and  cigarettes;  rates, 
charges  and  regulations  applicable  to  trans- 
portation from  Petersburg  and  Richmond. 

Va.,  to  east  and  New  England 7365 

Passengers  and  express  tariffs  and  schedules: 

Common  carrier  tariffs;  posting  regulations 6J84 

Released  rates,  express  service -"--"-  ^    '  IIH 

Tariffs,  schedules  and  minimum  fares  defined-—.     bJ84 
Rates  and  charges.    See  Investigations,  and  Tariffs 

and  schedules. 
Records.    See  Records. 
Reports.    See  Reports. 
Safety  regulations;  drivers: 
Hours  of  service: 
See  also  Forms,  list,  above. 
Driver  may  complete  run  in  case  of  emergency; 

partial  revocation 3888 

Driver's  log,  monthly  reports;  form  prescribed, 

exceptions 3888 

Qualifications,  minimum  requirements;  mental 
and  physical  condition,  proceeding  for  revi- 
sion discontinued 5974 

Surety  bonds  and  policies  of  insurance: 
Commodities  exempted  from  cargo  security  re- 
quirements; cancellation ^ — 

Surety  bond.  Insurance  policy,  or  other  securities- 
Tariffs  and  schedules: 

Freight  rates.    See  Freight  rate  tariffs. 
Passenger  and  express.    See  Passenger  and  ex- 
press tariffs  and  schedules. 

Transfers  of  operating  rights;  general 5049,  5232,  7705 

Operating  rights,  transfers  of;  motor  carriers.    See 

Motor  carriers. 
Organization  and  assignment  of  work: 

Assignment  of  duties  to  divisions;  Division  4 aa* 

Bureau  organization: 
Accounts    and    Cost    Finding    Bureau;    branch 

offices 2820 

Finance  Bureau;  sections: 

Convenience  and  Necessity  Section Jj^db 

Securities  Section 3268 

Formal  Cases  Bureau;  functions 1159.  i^b^ 

Inquiry  Bureau;  field  headquarters 2820 

Locomotive  Inspection  Bureau;  district  offices 2820 

Motor  Carriers  Bureau;  district  offices,  location  of 

directors  and  supervisors 2820 

Service  Bureau;  district  offices 2820 

Valuation  Bureau;  field  headquarters: 

Auditors 2820 

Land  appraisers ■^°'^" 

Water  Carriers  and  Freight  Forwarders  Bureau; 

district  supervisors 2820 

Bureaus  of  Commission,  reports  by;  Water  Carriers 

and  Freight  Forwarders  Bureau 582 

Personnel;  exemption  of  Clyde  B.  Altchlson  and  John 
Monroe  Johnson  from  compulsory  retirement  for 
age.  Executive  orders  respecting.   See  main  Aiead- 
fnsf  Presidential  documents. 
Pipe  line  carriers: 

Records.  See  Records. 
Reports.  See  Reports. 
Uniform  system  of  accounts.   Sec  Uniform  system. 
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Power  brakes  and  draw  bars.    See  Safety  regulations. 
Railroad  accidents.    See  Accidents. 
Railway  mall  pay.  electric.    See  Electric  railwayg. 
Rates,  charges,  etc.: 
See  also  Tariffs. 

All -rail  commodity  rates  between  California.  Oregon 
and  Washington  and  Pacific  coastwise  water 
rates;  notice  of  hearing  and  special  rules  of 

procedure 392 

Carrier  agreements.    See  Agreements. 
Class  rate  investigations: 
,  Class  rate  Investigation.  1939;  notice  of  further 

investigation,  special  rules  of  practice 7432 

Mountain-Pacific  territory,  class  rates  in;  trans- 
portation of  property  by  rail  and  water  car- 
riers, institution  of  investigation 7256 

Demurrage  charges.    See  Car  service. 
Electric  railway  mail  pay.   See  Electric  railways. 
Express  rates  and  charges : 
Increased  express  rates  and  charges.  1949;  as- 
signment for  hearing  and  special  rules  of 

practice 4578 

Intrastate  express  rates  and  charges;  institution 
of  investigations  and  assignment  for  hear- 
ing on  petitions  of  Railway  Expres.";  Agency, 
Inc..  respondent,  relating  tp  listed  States: 

Alabama 5886 

Missi-sslppl 52C8 

Pares,  petition  of  certain  railroads  to  Increase.    See 

Pares. 
Florida  Intrastate  rates,  increases  In;   Institution 
of  Investigation  and  a5signment  for  hearing. . 
Preight  rates,  increased.  1948;  presentation  of  testi- 
mony in  and  scope  of  hearings  assigned  for 

listed  cities,  notices  to  parties  and  counsel 513,  606 

Less-than-carload  rates.  Increased.  ofBcial  territory; 
a.sslgnment  for  hearing  and  special   rules  of 

practice 4525 

Long-and-short-haul  charges  provision.    See  Long- 

and- short-haul  charges. 
Motor  carriers.    See  Motor  carriers. 
Released  rates;  freight  rate,  passenger  and  express 
tariffs.    See  Motor  carriers. 
Records;  destruction,  etc.,  of: 
Electric  railway  companies,  destruction  of  records: 

General  authority  to  destroy  records 3853 

Special  permission  to  destroy  records 3853 

Pre.servatlon  by  photography 3853 

Photographic  copies 3353 

Photographic  processes 3853 

Express  companies,  destruction  of  records: 

General  authority  to  destroy  records 3854 

Special  permission  to  destroy  records 3854 

Preservation  by  photography 3854 

Photographic  copies 3354 

Photographic  processes 3854 

Preight  forwarders: 

General  authority  to  destroy  records 3857 

Special  permission  to  destroy  records 3857 

Preservation  by  photography 3857 

Photographic  copies 3857 

Photographic  processes 3857 

Motor  carriers  (Class  I),  preservation  of  records: 

General  authority  to  destroy  records 4757 

Special  permission  to  destroy  records 4757 

Preservation  by  photography 4757 

Photographic  copies 4757 

Photographic  processes 4758 

Pipe  line  carriers,  destruction  of  records: 

General  authority  to  destroy  records 3855 

Special  permission  to  destroy  records 3855 

Pre-servation  by  photography 3855 

Photographic  copies 3855 

Photographic  processes 3855 

Sleeping  car  companies;   destruction  of  records, 

revision 7381 

Steam  roads;  destruction  of  records: 

General  authority  to  destroy  records 2763,  3801 

Special  permission  to  destroy  records 2763 

Preservation  by  photography 2763 

Photographic  copies 2763 

Photographic  processes 2763 


INTERSTATE  COMMERCE  COMMISSION— Con.  *•»«« 

Records,  destruction,  etc.,  of — Continued 
Water   carriers,   preservation   and   destruction   of 
records : 

General  authority  to  destroy  records 3856 

Special  permission  to  destroy  records 3856 

Preservation  by  photography 3856 

Photographic  copies 3856 

Photographic  processes 3856 

Refrigerator  cars;  car  service.    See  Car  service. 
Reports : 
Accidents.    See  Accidents. 
Electric  railways;   annual   reports   In   accordance 

with  Form  O , 414,  7252 

Preight  forwarders;  annual  reports  In  accordance 

with  Form  P-a 414 

Motor  carriers: 
Class  I,  property  and  passengers;  annual  reports 
In  accordance  with  Motor  Carrier  Annual 

Report  Porm  A 894.7939 

Drivers,   hours   of   service;    report    forms.    See 

Porms. 
Other  than  Class  I: 
Passengers,  carriers  of;  annual  reports  In  ac- 
cordance with  Motor  Carrier  Annual  Re- 
port Porm  C 687 

Property,  carriers  of;  annual  reports  In  accord- 
ance with  Motor  Carrier  Annual  Report 

Porm   B 919 

Pipeline    carriers,   annual   reports   in    accordance 

with  Porm  P 858,  6792 

Steam  railways: 
Large  and  medium ;  annual  reports  In  accordance 

with  Porm  A 243 

Supplement  to  form  prescribed;  Supplemental 
Con.solldated  Statistical  Statement  waived 

for  1948 1065 

Lessors  to:  annual  reports  in  accordance  with 

Porm    E 1066,7566 

Operating  statistics,  monthly  reports  In  accord- 
ance with  listed  forms 547 

Small;  annual  reports  in  accordance  with  Porm 

C 340 

Switching  and  terminal  companies: 
Large  and  medli'm;  annual  reports  In  accordance 

with  Form  A 243 

Operating  statistics,  monthly  reports  In  accord- 
ance with  ILsted  forms 547 

Small:  annual  reports  In  accordance  with  Porm 

D 414 

Terminal  companies.    See  Switching  and  terminal 

companies. 
Water  carriers;  armual  reports: 
Class  A  and  Class  B;  reports  In  accordance  with 

Porm  M 690 

Class  C:  reports  In  accordance  with  Porm  K-C_-       414 
Inland  and  coastal  waterways;  reports  in  accord- 
ance with  Form  K-A 595 

Retirement;  exemption  of  Clyde  B.  Altchlson  and  John 
Monroe  Johnson  from  compulsory  retirement  for 
age.  Executive  orders  respecting.    See  main  head- 
ing Presidential  documents. 
Routing  of  traflQc;  rerouting  of  freight  trafBc  and 

empty  cars,  appointment  of  agent 2697 

Authority  by  agent  to  various  carriers,  to  reroute  or 
divert  freight  traffic: 
Florida    East    Coast    Ry.    Co.:    traffic    between 

Palatka  and  East  Palatka.  Pla 7209 

Lehigh  and  New  England  R.  R.  Co.  or  connec- 
tions  _ ___  5977.  5978 

Order  vacated 5973 

Missouri  Pacific  R.  R.  Co.  or  connections 5697 

Expiration  date  postponed 8141 

Order  vacated 6614 

8t.  Louis  Southwestern  R.  R.  Co.  or  connections; 
traffic  to.  from  or  through  St.  Louis-East  St. 

Louis _ 5821 

Order  vacated 5821 

Union  Railroad  Company,  Pittsburgh.  Pa.:  any 
rail  carrier  authorized  and  directed  to  reroute 
or  divert  traffic  routed  via  Union  via  any 

railroad 5697,  5728 

Order  vacated 5728 
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Practice,  special  rules  of: 
In  hearings.    See  Rates.  ^  „r    * 

In  United  States  of  America  v.  Ahnapee  and  West- 
ern Railway  Co..  et  al;  amendment  respecting 
service  of  copies  of  petitions  of  interventions. 

etc 

Safety  regulations: 
Drivers.     See  Motor  carriers. 

Power  brakes  and  draw  bars;  power  brakes  and  ap- 
pliances for  operating  power  brake  systems.  In- 
stallation on  cars  used  in  interchange  freight 
service  and  schedule  of  withdrawal  of  unequip- 
ped cars 63J4.  6600 

Securities  of  carriers,  alteration  or  modification  of, 
documentary  stamp  taxes;  excise  tax  regulation. 
See  Internal  Revenue  Bureau. 
Sleeping  car  companies;  records.     See  Records. 
Standard  time  zone  boundaries;  boundary  line  be- 
tween eastern  and  central  zones: 
Operating  exceptions  (changes  and  additions): 
Lines  east  of  boundary  excepted  from  eastern 

zone 3208,  4950,  5230 

Lines    west   of   boundary    included    in   eastern 

zone  3208,  4950 

Tennes.see."'--!— 1 3208.  4950,  5230 

Steam  roads: 
Records.    See  Records. 
Reports.    See  Reports. 

Uniform  system  of  accounts.    See  Uniform  system 

of  accounts. 

Strikes,  work  stoppage,  etc.;  rerouting  or  diverting 

traffic  because  of.    See  under  Routing  of  traffic. 

Surety  bonds;  motor  carriers.     See  Motor  carriers. 

Switching   and    terminal   companies;    reports.    See 

Reports. 
Tariffs  and  schedules: 
See  also  Rates. 
Extension  of  credit  to  shippers: 

Charges  on  less-than-carload  traffic 798 

Satxirdays,  Sundays  and  legal  holidays  may  be 

excluded  from  period 5396 

Petition  by  Association  of  American  Railroads 
in  connection  with  40-hour.  5-day  work 

\(;'geJ[ 

Extension  of  credit  to  shippcs  by  express  com- 
panies   

Petition  and  rules  proposed  by  Railway  Express 
Agency,  Inc 

Motor  carriers.    See  Motor  carriers. 
Posting  tariffs  at  stations;  location  of  public  files, 
amendments  respecting  listed  railroads: 
Louisville  and  Nashville  R.  R.  Co. ;  Alabama  post- 
ing point  changed  from  Montgomery  to  Bir- 

mlnpham 687 

MlnnesoU.  Dakota  &  Western  Ry.  Co.;  complete 
file  not  necessary  at  point  on  line  If  main- 
tained in  general  office,  Minneapolis 459 

Terminal  and  switching  companies;   reports.    See 

Time    zone    boundaries.    See    Standard    time    zone 

Iwundaries. 
Traffic,    freight,    and    empty    cars;    rerouting.    See 

Routing  of  traffic. 
Transfer  from  Office  of  Defense  Transportation  of 
remaining  functions,  records,  personnel,  property, 
etc..  for  purpose  of  liquidating  Office;  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Two-for-one  and  follow-lot  rules.    See  Car  service. 
Uniform  system  of  accounts: 
Electric    railways,    operating    expense    accounts; 

operation  of  commis.:ion  systems 859 

Pipe  line  companies;  operating  expense  accounts, 
maintenance: 

Gathering  lines;  amortization  adjustment 3313 

General  clearing  accounts;  amortization  adjust- 

jjjent - —    3313 

Trunk  lines;  amortization  adjustment 3313 

Steam  railroads;  modifications 5229 

Expense  accounts,  transportation;  express  serv- 
ice, cancellation 5230 

900C0— 50 iO 
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Uniform  system  of  accounts — Continued 
Steam  railroads;  modifications — Continued 
Income  accounts: 

Credit:  ^  _„„. 

Nonoperatlng  property,  income  from oz60 

Rent  income,  miscellaneous S230 

Debit ;  form  of  income  statement,  other  income.     5230 
Unloading  orders;  Southern  Ry.,  coal  at  Charleston, 

S.  C ^"^3 

Water  carriers:  "        ,    , 

Bureau  organization  and  reports  by  bureaus  of  Com- 
mission.   See  Organization. 
Carrier    agreements;    applications    for    approval. 

See  Agreements. 
Records.    See  Records. 
Reports.    See  Reports. 

Settlement  of  rates  and  charges  of  common  car- 
riers; computation  of  credit  period,  proposed 
modification  (because  of  5-day  week)  in  com- 
putation of  prescribed  periods  and  time  for 
presentation  of  freight  bills 6386 

INTOXICATING  LIQUORS: 

Labeling  and  advertising  of,  and  excise  tax  regula- 
tions.   See  Internal  Revenue  Bureau. 
Sale  of,  in  national  parks,  etc.    See  National  Park 
Service. 
IRRIGATION  PROJECTS.     See  Indian  Affairs.  Office 
of,  and  Reclamation  Bureau. 

ISRAEL' 
Immigration    quota    for;    proclamation    respecting. 

See  Presidential  documents. 
Postal  service,  international.    See  Post  Office  Depart- 
ment. ,        ,  , 
Tonnage  duties  on  vessels  from,  suspension  of;  procla- 
mation respecting.    See  Presidential  documents. 
ITALY,  Immigration  quota  for;  proclamation  respecting. 
See  Presidential  documents. 


JAPAN : 
Claims  by  Japanese  nationals  or  United  States  citizens 
of  Japanese  ancestry,  for  loss  of  personal  prop- 
erty, or  in  connection  with  evacuation  of  persons 
under  military  orders.    See  Justice  Department. 
Foreign  trade  and  financial  investments  in;  regula- 
tions, etc..  by  Supreme  Commander  for  Allied 
Powers.    See  Army  Department. 
Mail  to ;  postal  regulations  respecting.    See  Post  Office 

Department. 
Military  Government;  Supreme  Commander  for  Allied 

Powers,  Japan.    See  Army  Department. 
Property: 
Of  former  Japanese  Government: 

Bank    accounts    and    checks    owned    by.      See 

Alien  Property,  Office  of. 
Relinquishment  of  control  over  certain  property 
by  State  Department.    See  State  Department. 
Of  nationals  of;   vesting  orders,   etc.     See  Alien 
Property,  Office  of. 
Wild   animals   from,   importation  of.    See  Customs 
Bureau. 
JOINT  CHIEFS  OF  STAFF: 

Instruction  of  Commander  of  United  States  Armed 
Forces  in  Germany,  Executive  order  respecting. 
See  Presidential  documents. 
Military  Sea  Transportation  Service;  functions  of 
Joint  Chiefs  of  Staff  in  connection  with.  See  main 
heading  Defense  Department. 
Transfer  of  Chapter  III,  Title  34.  Code  of  Federal  Reg- 
ulations, to  Title  32— National  Defense 5021 

JOINT  EXPORT-IMPORT  AGENCY,  British  and  Amer- 
ican zones  of  Germany;  instructions  and  memo- 
randa. See  Army  Department. 
JOINT  MILITARY  TRANSPORTATION  COMMITTEE, 
functions  in  connection  with  Military  Sea  Trans- 
portation Service.  See  Defense  Department. 
JORDAN  (formerly  Transjordan) .  immigration  quota 
for;  proclamation  respecting.  See  Presidential 
documents. 
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JUSTICE  DEPARTMENT:  Page 

See  Alien  Property,  Office  of. 

Immigration  and  Naturalization  Service. 
Philippine  Alien  Property  Administration. 
Aliens  : 

Entering  United  States: 
Control  of;  Executive  order  respecting.    See  main 

heading  Presidential  documents. 
Immigration  quotas  of  various  countries;  procla- 
mation respecting.    See  main  heading  Presi- 
dential documents. 
Visas  for;  State  Department  regulations  recom- 
mended   by   Attorney   General.     See   main 
heading  State  Department. 
Immigration  and  Naturalization  Service  regulations 
respecting.   See  main  heading  Immigration  and 
Naturalization  Service.  , 

Property  of: 

Claims  for  loss  or  damage.  See  Regulations. 
Vesting  orders,  etc.  Sec  main  heading  Allen  Prop- 
erty, Office  of. 
Authority,  delegation  of.  to  Assistant  Attorney  General 
in  charge  of  Claims  Division  respecting  adjudica- 
tion of  certain  claims  resulting  from  evacuation 
of  certain  persons  of  Japanese  ancestry  under 

military  orders 7283 

Claims: 
For  loss  or  damage  to  property  deposited  by  alien 

enemies,  etc.    S"?  Regulations. 
Resulting  from  evacuation  of  certain  persoas  of 
Japanese  ancestry,  adjudication  of.   See  Organ- 
ization and  functions. 
Pees  for  witnesses;  regulations.    See  Regulations. 
Immigration  quotas  of  various  countries  as  revised  by 
Attorney  General.  Secretary  of  Commerce  and 
Secretary  of  State;  proclamation  respecting.    See 
main  heading  Presidential  documents. 
Japanese,  claims  by: 

In  connection  with  evacuation  of  persons  under 

military  orders 7283 

Loss  or  damage  to  personal  property  deposited  with 

United  States 3814 

Loyalty  program:  list  of  organizations  designated  by 
Attorney  General  a.s  subversive,  fascist,  commu- 
nist, etc..  in  connection  with  operations  of  Loyalty 

Review  Board 4707 

Organization  and  functions: 
See  also  Authority,  delegation  of. 
Claims  Division;  functions  respecting  adjudication 
of  certain  claims  resulting  from  evacuation  of 
certain  persons  of  Japanese  ancestry  under 

military  orders 7283 

Records,  respecting  commodities  or  services  exempted 
or  susp)ended  from  price  control,  preservation  of; 
approval  by  Attorney  General  of  order  of  Liquida- 
tion Division,  Commerce  Department,  respecting. 
See  main  heading  Commerce  Department. 
Regulations: 

Claims  against  United  States,  for  loss  of  or  damage 
to  property  deposited  by  alien  enemies  or  United 
States  citizens  of  Japanese  ancestry;  considera- 
tion,  settlement,   and   payment   by   Attorney 

General 3814 

Witness  fees,  revision 6497 

Voluntary  plans  for  allocation  of  steel  and  products^ 
for  requirements  of  various  agencies  and  indus- 
tries, approved  by  Attorney  General  for  purpose 
of  granting  immunity  from  antitrust  laws  and 
Federal  Trade  Commission  Act.  See  main  head- 
ing Commerce  Department. 
Witness  fees;  regulations.    See  Regulations. 


LABOR   DEPARTMENT: 

See  Child  Labor  Branch. 

Employment  Security  Bureau. 
Public  Contracts  Division. 
Wage  and  Hour  Division. 

Information,  statistical,  requested  by  certain  Intergov- 
ernmental organizations,  collection  of;  Executive 
order  respecting.  See  main  heading  Presidential 
documents. 


LABOR  DEPARTMENT— Continued  Pae« 

Office  of  Secretary: 

Antlklckback  regulations: 
Delegation    to   Solicitor   of   Labor ;    codification 

discontinued 3678 

Existing  regulations  superseded,  effective  date; 
exclusion  from  Code  of  Federal  Regulations, 

1949   Edition 3678 

General  regulations;  introduction,  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition 3678 

UnemplojTnent  compensation  laws;  hearings  re- 
specting certification  to  Secretary  of  Treasury 
for  listed  States: 

California 7363,  7364 

Washington 7166 

Wages,  rates  of,  procedure  for  the  predetermina- 
tion of: 
Delegation  to  Assistant  Secretary  of  Labor  and 
to  Solicitor  of  Labor;   codification  discon- 
tinued      3678 

Other  regulations  respecting  Davis-Bacon  law; 
exclusion  from  Code  of  Federal  Regulations, 

1949  Edition 4849 

Pay-roll  deductions;  exclusion  from  Code  of  Fed- 
eral Regulations,  1949  Edition 4849 

Redesignation 3678 

Organization  of  Department;   Bureau  of  Veterans' 
Reemployment  Rights: 

Functions 3144 

OrG:anization : 

Director.  Office  of 3144 

Field  operations 3144 

Reciprocity  Information  Committee,  membership  on; 
Executive  order  respecting.     See  main  heading 
Pi-esidential  documents. 
Trade    Agreements    Committee,    Interdepartmental, 
membership  on;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Transfer  to  Department,   of   Employment   Security 
Bureau    (including   United   States   Employment 
Service  and  Unemployment  Insurance  Service), 
Federal  Advisory  Council,  and  Veterans'  Place- 
ment Service  Board  under  Reorganization  Plan 
No.  2  of  1S49.     See  main  heading  Presidential 
documents. 
Veterans'  Reemployment  Rights  Bureau;  organization 
of.    See  Organization  of  Department. 
LABOR  DISPUTES,  investigation  of.  by  various  boards: 
Emergency  boards  to  investigate  disputes  between  cer- 
tain carriers  and  their  employees;  Executive  or- 
ders respecting.    See  Presidential  documents. 
Steel  Industry  Board ;  appointment  by  President.    See 
Presidential  documents. 

LAND  MANAGEMENT  BUREAU: 

Authority,  delegations  of: 

By  Director.    See  Organization  and  procedure. 
By  Secretary  of  Interior  to  listed  officials  respecting 
various  matters: 
Director : 

Condemnation  proceedings;  approval  of,  etc___  308 
Contracts  for  construction,  supplies,  or  services.  307 
Leases  of  space  in  real  estate  outside  District  of 

Columbia 303 

Title  opinions;  request  for  opinion  from  Attor- 
ney General 307 

Regional  Counsels;  authority  respecting  certaFii 

tort  claims 307.  4766,  7489 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main  head- 
ing Civil  Service  Commission. 
Organization  and  procedure: 
Delegations  of  authority: 

See  also  O  &  C  Advisory  Board. 
By  Director  to  Regional  Administrators: 
Administrators,  except  Region  II  administrator; 
functions  with  respect  to  various  statutes, 
determination  of  liability  for  trespass  on 

public  lands 145 

Initiation    of    Government    contests    against 

claims  asserted  to  public  la'^d'> ._  _       1193 

By  Secretary  of  Interior.    See  Authority,  delega- 
tions, above. 


LAND  MANAGEMENT  BUREAU— Continued  ^^^^ 

Organization  and  procedure — Continued 
OSiC  Advisory  Board ;  designation  of  Regional  Ad- 
ministrator of  Region  I  as  ex  officio  member  of, 
and  authorization  to  act  as  representative  of 

Director  for  certain  purposes 1137 

Organization;  field  offices  in  listed  States:       ^  ^   . 
Colorado;  Pueblo  district  land  office  consolidated 

with  Denver  office 3291 

Montana:  _  „  ,.j  4.  j 

District  land  office.  Great  Palls,  consolidated 

with  office  at  Billings 4<33 

Public  Survey  Office,  United  States;  change  in 

location  from  Helena  to  Billings 4766 

Nevada;  transfer  of  district  land  office  from  Car- 
son City  to  Reno.  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
New  Mexico ;  Las  Cruces  district  land  office  consol- 

idated  with  Santa  Fe  office 3291 

Wyoming;  consolidation  of  district  land  offices 
at  Evanston  and  Buffalo  with  offlce.at  Chey- 


enne 


7598 


See 


5475 


See 


Procedure;  withdrawal  of  public  lands: 
Submission  of  proposed  withdrawal  orders 

main  heading  Interior  Department. 
Withdrawals;  revocation »8 

Public  lands:  ^. 

Executive  orders  and  proclamations  respecting  cer- 
tain public  lands  opened  to  entry,  etc.     See 
main  heading  Presidential  documents. 
Grazing  districts  and  lands:  •  j-  ,,«„ 

Land  utilization  projects,  transfer  of  jurisdiction 
over  certain  tracts  of  grazing  lands;  Execu- 
tive order  respecting.     See  main  heading 
Presidential  documents. 
Orders.    See  Orders. 
Regulations.    See  Regulations. 
Mineral  lands:  _         ..' 

California,  naval  petroleum  reserves:  Executive 
orders  respecting.  See  main  heading  Presi- 
dential documents.  . 
Opening  of  lands  In  reclamation  withdrawals  in 
Arizona  and  ytah  to  mineral  location,  entry 
and  patenting,  by  order  of  Secretary  of  In 

terior 

Orders.    See  Regulations. 
Regulations.    See  Regulations. 

Orders,  etc.:  ,         ,      ,  ,     j 

Air-navigation  sites;  withdrawals  of  lands 

mider  Withdrawals. 
Pish  refuges.    See  Wildlife  refuges. 
Flood  control ;  land  withdrawn  for  Army  Depart- 
ment use  for.    See  U7ider  Withdrawals. 
Forest  Homestead  Act.  revocation  of  orders  open- 
ing lands  under.    See  Homesteads. 
Game  ranges,  etc. :  -^  ^  ,     ^ 

Desert  Game  Range,  Nevada,  described  lands 
eliminated  from;  prior  order   (EO  7373) 

partially  revoked  (PLO  570) 1086 

Tongue  River  Deer  Refuge  and  Winter  Pasture. 
Wyoming:  withdrawal  of  lands  for  use  of 
Wyoming  State  Game  and  Fish  Commis- 
sion (PLO  560) 858,  870 

Grazing  districts  and  lands ;  orders  affecting  lands 
within  listed  States: 
Idaho:  ,.^  _,  _.-. 

Districts  Nos.  3  and  4  modified 7460 

Use  of  certain  land  for  grazing  as  agreed 
upon  by  Secretaries  of  Navy  and  Inte- 
rior; prior  order  (PLO  318)  modified  to 

permit  use  (PLO  545) 226 

Nevada;  district  No.  2 -.    3418 

New  Mexico;  districts  Nos.  1,  2,  and  7  modified-    6094 

Oregon;  districts  Nos.  1  and  2 6498 

Homesites,  Alaska :  lands  excluded  from  Chugach 
and  Tongass  National  Forests  and  restored 

for  purchase  sts 3996 

Homesteads;  orders  or  revocation  of  orders  open- 
ing for  entry,  under  Forest  Homestead  Act. 
described  lands  in  listed  national  forests: 
Alaska,  Tongass  National  Forest: 

Opening 2052 

Revocation 

Arizona;  Coconino  National  Forest,  opening.— 
Arkaasas;  Ouachita  National  Forest,  revoca- 
tion  


4891 
3453 

5329 


5329 

5329 
5329 


LAND  MANAGEMENT  BUREAU— Continued  >'*«• 

Public  lands— Continued 
Orders,  etc. — Continued 
Homesteads:  orders  or  revocation  of  orders  open- 
ing for  entry,  under  Forest  Homestead  Act, 
described  lands  in  listed  national  forests- 
Continued 
California :  , ,      . 

Angeles,  Cleveland,  Inyo.  Klamath,  Mendo- 
cino, Sequoia,  Six  Rivers,  Toiyabe  and 
Trinity  National  Forests;  revocation.--    5329 
Los  Padres  National  Forest: 

Opening ^252  , 

Revocation 5329 

Idaho: 
Boise  and  Caribou  National  Forests,  revoca- 
tion     5329 

Challis  National  Forest,  opening 3453 

New  Mexico;  Santa  Fe  National  Forest,  revoca- 
tion  5329 

Oregon ;  Deschutes.  Umpqua  and  Whitman  Na- 
tional Forests,  revocation 5329 

Utah ;  Ashley  and  Dixie  National  Forests,  revo- 
cation  

Washington;  Chelan  National  Forest,  revoca- 
tion  

Wyoming;  Teton  National  Forest,  revocation.  . 
Indian  reservations,  in  Alaska.    See  Native  vil- 
lages and  Indian  reservations,  Alaska. 
Lands  opened  to  entry  by  veterans  and  general 
public : 

Alaska 350.384,601, 

796.  797.  870.  957,  1614,  1620,  1851,  1852.  2052, 
2383.  2578,  2728.  2837.  3590.  5345.  6023.  6067. 
6093.  6118.  6490,  6859.  6860.  6950,  7047.  7134 

Arizona-   509.  802.  841.1137,  1219. 

1737,  2552,  2881,  2882.  3453.  3590,  3591,  7237 

California zr-'^z^   „??• 

204  205.  206.  350,  351,  421.  468.  491.  509.  716, 
1336.  1337.  1413.  1414,  1444.  1794,  2556,  2557. 
2591  3141,  3142,  3143,  3263.  3264,  3265,  3562. 
3563.  3684,  3685,  3755.  3756.  3789,  3902,  5161. 
5162.  5163.  5219.  5245,  5280,  7252.  7544,  7673 

Colorado 801.  802,  804.  1006,  2150,  3418 

Idaho 800,  801, 1500,  2704.  3453,  4949 

Montana 803 

Nevada J^^^' 

469  509.  510.  715,  1414,  1652,  1828,  2554.  2555. 
2557.  2558.  2559.  2577.  3140.  3265,  3266,  3564, 
3565, 3591, 4599, 5164,  5546.  7859. 

New  Mexico 602,  603. 

1015.   1047.  1088.  1326.  2615,  5945,  5946.   5947 

Utah 1006,  2554,  2880.  3102.  4949,  7203 

Washington 2096 

Wyoming 804, 1158,  4949 

Mineral  lands: 

Alaska:  coal  deposits  in  described  withdrawn 
lands  reserved  for  use  under  act  of  Oc-  > 

tober  20,   1914 1007 

Arizona;  land  opened  to  mining  location,  en- 
try and  patenting 7237 

California ;  lands  within  Angeles  National  For- 
est, opened  to  entry  under  mining  laws. 
Executive  order  resp>ecting.  See  main 
heading  Presidential  documents. 
Wyoming ;  land  opened  to  mining  location,  en- 
try and  patenting 27-18 

National  forests: 
Alaska: 

Chugach  National  Forest: 
Air-navigation  site  withdrawal;  described 
tract    excluded    in    connection    with 

(PLO    561) 858 

Forest  Service  use;  land  withdrawn  for, 
as  addition  to  Juneau  Administrative 

Site  (PLO  567) 1007.1014 

Homesites.  land  excluded  and  restored  for 

purchase  as  (PLO  594,  620) 3996,  7502 

Water-power  project,  proposed;   restora- 
tion of  land  withdrawn  for 5975 

Tongass  National  Forest: 
Angoon  Community  natives,  administra- 
tive use  of;   land  excluded  and  re- 
served for  (PLO  593) 3917.3922 
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LAND  MANAGEMENT  BUREAU— Continued  P»e« 

Public  lands — Continued 
Orders,  etc. — Continued 
National  forests — Continued 
Alaska — Continued 
Tongass  National  Forest — Continued 
Forest  Service;  lands  withdrawn  for  use 
of,  as  administrative  sites: 
Juneau  Administrative  Site,  addition..    1007, 

1014 
Marine  station,  in  southern  division  of 

forest 958 

Homesites;  land  excluded  and  restored  for 

purchase  as  (PLO  594,  620) 3996,  7502 

Homestead  entry: 

Opening  order  partially  revoked 4891 

Restoration  to 2052 

Arizona : 
Coconino  National  Forest: 
Homestead    settlement    and    entry;    land 

opened  to 3453 

Kaibab  National  Forest;  land  transferred 

from,  to  (PLO  612) 6498 

Tonto  National  Forest;  restoration  of  land 

withdrawn  as  waterpower  designation. _     5816 
Arkansas,    Ouachita    National    Forest;    land 
opened  for  homestead  entry,  opening  or- 
der  revoked 5329 

California : 
Angeles  National  Forest : 
Homestead  entry,  land  opened  for;  open- 
ing order  revoked 5329 

Mining  laws,  certain  lands  opened  to  en- 
try under;  Executive  order  respecting. 
See  main  heading  Presidential  docu- 
ments. 
Cleveland  National  Forest:  land  opened  for 

homestead  entry,  opening  order  revoked-     5329 
Eldorado    National    Forest;    restoration    of 

land  reserved  for  power  site 4926,  5069 

Inyo  National  Forest: 
Restoration  of  land  reserved  for  power  site.   4926, 

5069 
Revocation   of   orders  opening   lands   for 

homestead  entry 5329 

Klamath  National  Forest: 
Restoration  of  land  reserved  for  power  site.    4926. 

5069 
Revocation   of  orders  opening  lands   for 

homestead  entry 5329 

Lassen  and  Plumas  National  Forests;  trans- 
fer of  described  lands  between    (PLO 

556) 796,  918 

Los  Padres  National  Forest;  lands  opened  to 

homestead  entry 5329,  7252 

Mendocino  National  Forest;  land  opened  for 

homestead  entry,  opening  order  revoked-     5329 
Plumas  National  Forest: 
See  also  Lassen  and  Plumas  National  For- 
ests. 
Power  projects;  restoration  of  land  reserved 

for 4926.  5069,  5160 

Sequoia  National  Forest;   land  opened   for 

homestead  entry,  opening  order  revoked.    5329 
Six  Rivers  National  Forest;  land  opened  to 

homestead  entry,  opening  order  revoked.     5329 
Stanislaus   National   Forest;    restoration  of 

land  withdrawn  for  power  purposes 5816 

Tahoe  National  Forest;  restoration  of  land 

reserved  for  power  projects 4926, 

5069.  5160.  6412.  6679 
Toiyabe  National  Forest;   land  opened   for 

homestead  entry,  opening  order  revoked.    5329 
Trinity  National  Forest: 
Homestead  entry,  land  opened  for;  opening 

order  revoked 5329 

Power   projects;   restoration  of  land   re- 
served for 5160,  6412 

Colorado : 
La   Sal  National   Forest   abolished   and  Its 
lands    transferred    to    MantI    National 

Forest  (PLO  618) 7271 

Pike  National  Forest;  restoration  of  land  re- 
reserved  for  power  purposes 6816 

San  Isabel  National  Forest;   restoration  of 

land  reserved  for  power  purposes 4810,  5204 


LAND  MANAGEMENT  BUREAU— Continued         *       ^^e*' 

Public  lands — Continued 
Orders,  etc. — Continued 
National  forests — Continued 
Colorado — Continued 
White  River  National  Forest;  restoration  of 

land  reserved  for  power  project 6412 

Idaho: 
Boise  National  Forest;  opening  for  homestead 

entry,  opening  order  revoked 5329 

Caribou  National  Forest;  opening  for  home- 
stead entry,  opening  order  revoked 5329 

Challis    National    Forest;    land    opened    to 

homestead  settlement  and  entry 3453 

Sawtooth  National  Forest;  addition  to  Ket- 
chum  Ranger  Station  site,  land  with- 
drawn for  Forest  Service  use  (PLO  552)  _      696, 

715 
Targhee  National  Forest;  lands  transferred 
from  Salmon  National  Forest  to   (PLO 

542) 79 

New  Mexico: 
Cibola  National  Forest;  land  withdrawn  for 
Navy  Department  use  for  experimental 

purposes 4595.  4599 

Santa  Fe  National  Forest: 
Army  (War)  Department  use  as  demolition 
range,  land  withdrawn  for;  withdrawal 
order  (PLO  230)  revoked  (PLO  592) _.     3414 
Homestead  entry,  land  opened  for;  opening 

order  revoked 5329 

Oregon: 
Deschutes  National  Forest;  land  opened  for 

homestead  entry,  opening  order  revoked.     6329 
Siskiyou  National  Forest;  restoration  of  lands 

reserved  for  power  purposes 4810,  5204 

Umpqua  National  Forest;  land  opened  for 

homestead  entry,  opening  order  revoked-     5329 
Whitman  National  Forest;  land  opened  for 

homestead  entry,  opening  order  revoked.     5329 
Willamette  National  Forest;   restoration  of 
land  reserved  for  power  site  classifica- 
tion      6412 

Utah: 
Ashley    National    Forest;    land    opened    for 

homestead  entry,  opening  order  revoked.    5329 
Dixie  National  Forest;  land  opened  for  home- 
stead entry,  opening  order  revoked 5329 

La  Sal  National  Forest  abolished  and  its  lands 
transferred    to    MantI   National    Forest 

(PLO  618) 7271 

Uinta  National  Forest;  addition  of  described 

land  (PLO  607) 5835 

Wasatch  National  Forest;  addition  of  de- 
scribed land  (PLO  607) 5835 

Washington.  Chelan  National  Forest;  land 
opened  for  homestead  entry,  opening  order 

revoked 5329 

Wyoming.  Teton  National  Forest;  land  opened 
for  homestead  entry,  opening  order  re- 
voked     5329 

National  monuments: 
Alaska;  Glacier  Bay  National  Monument: 
National  Park  Service;  land  reserved  for  de- 
velopment by.  as  administrative  sites  and 

for  public  use  (PLO  621 ) 7503 

Withdrawal  orders  respecting  certain  lands 

(EO  2854.  2938)  revoked  (PLO  551) 695 

Channel  Islands  National  Monument,  Cali- 
fornia, enlargement;  proclamation  respect- 
ing. See  main  heading  Presidential  docu- 
ments. 
Native  villages  and  Indian  reservations,  Alaska: 
Barrow,  Village  of;  described  land,  including 
Barrow  Coal  Reserve,  withdrawn  and  re- 
served for :.. 7318 

Hydaburg,  Indians  of;  described  lancl  desig- 
nated as  reser\'ation  for ._-»=- 7318 

Shungnak  and  Kobuk,  Villages  of;  described 

land  reserved  for 7319 

Oil  and  gas  deposits  In  described  lands  acquired 
by  United  States;  transfer  of  Jurisdiction  to 
Interior -Department  for  protective  action  to 
prevent  loss  by  drainage: 
Prom  Army  Department;  site  of  Cactus  Ord- 
nance Works  Military  Reservation,  Etter, 
Texas 3312 


Page 


3051 


5816 


5816 
6679 
6412 


UND  MANAGEMENT  BUREAU— Continued 

Public  lands — Continued 
Orders  etc  — Continued 
OU  and  gas  deposits  in  described  lands  acquired 
by  United  States;  transfer  of  Jurisdiction  to 
Interior  Department  for  protective  action  to 
prevent  loss  by  drainage — Continued 
From  Navy  Department:                   .,     ,,, 
Naval    Auxiliary    Airfield    No.    65,    Corpus 
ChristI,  Texas;  provision  in  lease  for  re- 
location or  removal   of  equipment  in- 
stalled by  lessee  (PIX)  527  amended) 

United   States   Naval   Hospital    Site.   Long 

Beach.  Calif vr" J"  ^*    " 

Power  site  reserves,  etc. ;  restoration  of  lands: 

Alaska;  proposed  waterpower  project  No.  119—    «>»(& 
Arizona;  water  power  designation  No.  8,  Arizona 

No.  5 

California: 

^°r  18Tl"_^-: --  4926.  5069,  6160.  6679 

NO.  210.. 58J6 

No.  247 --     IW^ 

■     Sa  3??::::::::::::::::::::::::--"  «26, 5069 

No.  761 

No.  1048 - 

No.  1073 

Power  site  classifications: 

M«      lie  OlOU 

Z^  nfi " 4926.  5069 

No   178" V-V.'-V-V-V.". 4926.  5069 

No.  266 °^^^ 

^°Kn'^^  '^''''^'''  4926.  5069 

No!  26^.:::::::::::::::"----- ^^'^ 

No    336;  Executive  order  of  January  n, 

1913,  partially  revoked  (PLO  610).—  6292 

No.  364 *21,  922 

No.  448 ^*^^ 

Proposed  projects :  . 

No.  187.- 5160 

No.  249 — -- ^160 

Reservoir  site  No.  17 ^^^^ 

Colorado:  c.410 

Power  project  No.  163. - --     6412 

Power  site  classiflcaUons:  ...4810.5204 

So    261" 1 4810.5204 

No"  382 - —     ^^"^^ 

Power  site""rVs^rve"No.'81-.- 5816.  6490 

Proposed  project  No.  720 a»io 

*^Power  project  No.  903 ^460 

Power  site  classifications :  __  ^^^^  ^^04 

No  143 — ::::::::::"""—  5367. 7460 

To.  isS:::::::.!: - ^^^^ 

Power  site  reserves: 

No.  659 

No.  661 — 

Water  power  designations: 

No.  11 - ^*^" 

No.  14 - - 

No.  17. \;~:«o 

Washington;  power  site  reserve  No.  403 

Ranges  (game),  winter.    See  Wildlife  refuges. 
Reclamation  projects;  lands  within  various  proj 
ects  opened  to  entry : 
Arizona:  ^  ,    ^ 

..  Colorado  River  Storage  Project 

Hassayampa  Project ""Vl"" 

California;  Colorado  River  Storage  Project.. 

Blue-South  Platte  Project^.-. 802  2150 

Colorado-Big  Thompson  Project ^"^=0^7 

San  Luis  Valley  Project ojoj 

Uncompahgre  Project —    ^*^° 

Idaho:  !,„* 

Boise  Project — — - J"" 

Gooding  Project "ni 

Montana ;  Missouri  Basin  Project..—-- B"^ 

Nevada;  Colorado  River  Storage  Project. 509 

Wyoming;  Shoshone  Project 


LAND  MANAGEMENT  BUREAU— Continued 
Public  lands— Continued 
Orders,  etc.— Continued  .      *,       . 

Shore  space  reserves,  Alaska;  restorations. 

No.  407 

No.  411 

No.  412 - • 

No.  413 


7460 
7460 


7460 
5367 
2096 


509 
802 
609 


804 
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80 
384 
922 

922 


M«'  2i4 1651. 1772 

No.  414 .^. 

No.  415-... ;;^j 

No.  416 l^^l 

No.  417 2578 

No.  419.. 2903 

No.  423 iil^ 

No.  426..— - 5546 

No.  427 6023 

No.  428 5S„ 

No.  429 — 602d 

No.  430 6067 

No.  431 f^\l 

No.  432 6118 

NO.  433_ 61  8 

No.  434 6119 

No.  435 641i 

No.  436 6«b0 

Small  tract  classifications: 

Alaska:  „,« 

No.  2— 350 

No.  8- - 601 

No.  9— ~ 

S°- 1? ::t.:::::-  2728 

No  ^2 1~-- 6490 

No.  12 :::::::::::::::::— 6O67 

So  14 ":"::::::::: 6093 

{Jo  15 _  6859 

No:  16:::::::::::::: ~::::::::  ??$? 

To  Js"-::::::::::::::::::::::: 7134 

To.   19::: — - ^134 

Arizona: 


870 
2383 


No.  14. 


841 

Ho.   15::::::::::::::::::::"- 1219. 1852 

No!  i?:::::::::::::::::::::""- 3591,4498 

California : 

NO.  109 - 

No.  113- — 

No.  114. — 

No.  116 -- 

No.  117 — 

No.  118 -- — 

No.  119 — 

No.  120- -- 

No.  121. — 

No.  122 - 

No.  125 ^ 

Na  128::::::::::::::: "36 

Partial  revocation *'oo 

No.  130— \l\\ 

No.  131 - - \l\l 

No.  132 \l\* 

No.  133- 1337 

No.  134 - IW* 

No.  137 - - 2556 

No.  138 — 2556 

Kn   139             2557 

"°-  "** _      2591 

"  3141 

"  "  ■  3141 

-   - g^^2 


204 
206 
205 
204 
468 
204 
491 
351 
350 
468 
716 
716 


3143 
3684 
3263 


No.  141 

No.  145- — — 

No.  146. — - 

No!  1«:":::: ":^:::::::"i^^-----"3H3, 3591 

No.  149 

No.  150 - 

No!  152:::::::::::::::: 3264 

No.  153 - 3265 

■ /" 3562 

_    3563 

_: 8685 

._ 3755 

■ :_ : 3755 


No.  154 

No.  155 

No.  156. 

No.  158 

No.  160 


No.  161- 
No.  162. 


3756 
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LAND  MANAGEMENT  BUREAU— Continued 
Public  lands — Continued 
Orders,  etc. — Continued 
Small  tract  classifications — Continued 
California — Continued 

No.  165 3789 

No.  166 ^___     _  5161 

No.  169 3902.  6049 

No.  171- ^ 5219 

No.  176 7673 

No.  177 :. _  5245 

No.  178 5162 

No.  179 J 5162 

No.  180 5163 

No.  181 5163 

No.  186 7544 

Nevada : 

No.  13,  revocation 2555 

No.  14 205 

No.  15 469 

No.  18 469 

Partial  revocation 2556 

No.  18 510 

No.  20- 715 

No.  21 1414 

No.  22 1652 

No.  23.— 1828 

Correction 2534 

No.  27 _  2557 

No.  28 _  2558 

No.  29-- 2559 

No.  30-. 2554 

No.  31 ___  2555 

No.  32 _- 3140 

No.  33— 3265 

No.  34 3266 

No.  36 3564 

No.  37 3564 

No.  38 3565 

No.  39— __ 3591 

No.  42 _._  4599 

No.  43 5164 

No.  44 7859 

No.   45 5546.  6335 

New  Mexico: 

No.   3.  amendment 2615 

No.  16 .  602 

No.  17 603.  1047 

No.  18 1015 

No.  19 _ 1088 

No.  20 5945 

No.  21 5946 

No.  22 : 5946 

No.  23 5947 

Utah.  No.  2 7203 

Stock  driveway  withdrawals.    See  under  With- 
drawals. 
Survey,  notice  of  filing  of  plats  of: 

Arizona 1047.  1137.  2552.  2881.  2882,  3186 

Idaho— 1687.  2704 

Nevada 2577 

Oregon I—I  1504 

Utah 2554.  2880.  3102 

Wyoming 1158 

Townsites : 
Alaska;  described  tracts  originally  withdrawn 
for  townsite  purposes  reserved  for  stated 
purposes: 
Air-navigation  site;  lands  for.  excluded  from 
prior  withdrawal  (EO  1919  Vi)  for  town- 
site  purposes  (PLO  561) 858 

Alaska   Railroad   reserve;    prior   order    (EO 

8480)  modified  (PLO  571) 1175.1198 

California;  sale  of  lots  in  Point  of  Rocks  and 
Argus  sites  and  east  and  south  additions 

to  Argus  site 6534 

Wildlife  refuges,  etc.: 
Arizona  and  California:  addition  of  lands  to 
Havasu    Lake    National    Wildlife    Refuge 

'PLO  559) 857 

California;    Havasu    Lake    National    Wildlife 

Refuge.     See  Arizona. 
Iowa;  lands  withdrawn  for  use  of  Interior  De-   - 
partment.    withdrawal    orders    (PLO   379. 

380)  partially  revoked  (PLO  599  >_ „  4949 


LAND  MANAGEMENT  BUREAU— Continued  <'«8e 

Public  lands — Continued 
Orders,  etc. — Continued 
Wildlife  refuges,  etc. — Continued 
Nevada;  Desert  Game  Range,  described  lands 
eliminated  from,   prior   order    (EO  7373) 

partially  revoked  (PLO  570) 1088 

Washington.  State  Game  Commission;  land 
withdrawn  for  use  by.  In  connection  with 
Methow  Winter  Range  and  Wildlife  Refuge 

(PLC  575) 1520.1550 

Wisconsin;  lands  withdrawn  as  part  of  Upper 
Mississippi  River  Wildlife  and  Pish  Refuge; 
withdrawal  order  (EO  8331)  partially  re- 
voked (PLO  584) 1870 

Wyoming,  State  Game  and  Pish  Commission; 
land  withdrawn  for  use  by,  in  connection 
with  Tongue  River  Deer  Refuge  and  Winter 

Pasture  (rtiO560) 858.  870 

Withdrawals,  of  certain  lands: 
Alaska : 
Administrative  reserve;  land  withdrawn  for 
use  of  natives  of  Angoon  Community  as 

fPLO  593) 3917,  3922 

Air  Force  Department;  Air  Force  base  (PLO 

577) 1520.  1550 

Alaska  Communication  System,  lands  form- 
erly withdrawn  for  use  of.  as  receiving 
station;    withdrawal    order    (EO    7448 » 

partially  revoked  (PLO  546) 226.228 

Alaska  Railroad: 
Explosives,  storage  of;  land  withdrawn  for; 
withdrawal  order  (PLO  95)   partially 

revoked  (PLO  582) 1823.1829 

Lands  formerly  reserved  for  use  of  Alaska 
Communication  System,  reserved  for 

use  of  Railroad  (PLO  546) 226,  228 

Lands  formerly  reserved  for  use  of  Railroad, 
reserved  for  use  of  Army  Department 
In  connection  with  Port  Richardson; 
prior  withdrawal  orders  (EO  2242,  2437. 
2728)  partially  revoked  (PLO  546)--  226.228 
Railroad  reserves;  lands  withdrawn  for  use 

as  (PLO  544.  571)__ 146.1175.1198 

Terminal  and  station  grounds  and  gravel 
pits;  land  withdrawn  for  use  as  (PLO 

553) 696,  715 

Townsite  purposes  in  connection  with  con- 
struction and  operation  of  railroad 
lines,  lands  formerly  reserved  for;  prior 
order  (EO  8480)  modified  (PLO  571)  __    1175 

1198 
Alaska  Road  Commission;   land  withdrawn 

for  use  as  administrative  site  (PLO  622  >  -    7646 
.      ^  7673 

Anchorage.  City  of;  land  withdrawn  for  pro- 
tection of  water  supply  (PLO  576)  „ .  1614  1620 
Army  (War)  Department: 

Airfield  (PLO  547) ___ 459 

Enlargement  (PLO  624) I."     7647 

Port  Richardson: 
Land  reserved  for  use  in  connection  with 

(PLO  546) 226.  228 

Water  supply  of;  land  withdrawn  for  pro- 
tection of  (PLO  576) 1614.  1620 

Military  purposes: 

Whittier;  land  at  (PLO  587) 2797.  2815 

Withdrawal  order  (PLO  5>  partially  re- 
voked and  amended  ( PLO  615 » 6950 

Withdrawal    order    (PLO    48)    revoked 

(PLO  562) 957 

Withdrawal   order    <PLO   95)    partially 

revoked  (PLO  582)  _ 1823.  1829 

Withdrawal  order    (PLO   177)    revoked 

(PLO    566' 1007 

Withdrawal  order   iPLO  253)    partially 

revoked  (PLO  576' 1614.1620 

Withdrawal  orders  »EO  of  December  31, 
1898  and  of  November  21.  1902)  par- 
tially revoked:  correction  in  descrip- 
tion (PLO  541) 323 

Military  reservation:  withdrawal  order  »EO 

8102)  partially  revoked  (PLO  549).  546,548 


UNO  MANAGEMENT  BUREAU— Continued  ^"i* 

Public  lands— Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
Alaska— Continued 
Army  (War)  Department — Continued 

Washington-Alaska  Military  Cable  and 
Telegraphic  S  y  st  e  m  withdrawal 
order   (EO  6269)   partially  revoked 

(PLO    564) 858 

#ivil      Aeronautics      Administration;      air- 
navigatlon  site  withdrawals: 

No.  168,  enlarged-  — - -  1614,  1620 

No.    178.  enlarged 7811 

No.  243,  description  corrected 323 

No.  246 - 858 

No.  247 957 

Classification,    land    withdrawn    for;    with- 
drawal order  (PLO  226)   revoked  (PLO 

603) 5345 

Classification  and  examination  and  In  aid  of 
proposed    legislation;    land    withdrawn 
for: 
Withdrawal  order  (PLO  487)  partially  re- 
voked   (PLO  558) 797 

Withdrawal  order  (PLO  585) 1895,  1897,  4733 

Classification  and  in  aid  of  legislation,  land 
withdrawn  for;  withdrawal  order  (PLO 

46)  partially  revoked  (PLO  616) 7045 

Classification  and  survey;  described  tract  ad- 
joining Alaska  Highway  withdrawn  for, 
and  partial  revocation  of  prior  order 
(PLO  386)  withdrawing  land,  part  of 
which  is  included  in  tract  (PLO  555  >  -.  796,  800 
Withdrawal  order  (PLO  386)  partially  re- 
voked   (PLO   574) 1501,1504 

Coal  deposits;  withdrawal  of  lands  and  reser- 
vation of,  for  use  under  act  of  October  20, 

1914  (PLO  568) 1007,  1014 

Forest  Service;  admlni.stratlve  sites.  In  con- 
nection with  administi'ation  of  listed  na- 
tional forests: 
Chugach    National    Forest;    addition    to 
Juneau     Administrative     Site     <PLO 

567)  —  . 1007,  1014 

Tongass  National  Forest: 
Juneau    Administrative    Site,    addition 

.PLO  567) 1007.  1014 

Southern  division;  marine  station  (PLO 

564) 958 

Ck)vemments,  Territorial,  State  and  Federal; 
Institutional  and  residential  use  for  ( PLO 

576)- 1614-   1620 

Highway  Patrol,  station  site  (PLO  550) 695.  715 

Highway  purposes; 
Alaska  Highway: 

Withdrawal  of  described  land  adjoining, 
and  adjoining  certain  through,  feeder 

and  local  roads  (PLO  601) 5048,  5069 

Withdrawal  of  described  land  adjoining, 
from  Alaska-Yukon  Territory 
boundary  to  Junction  with  Richard- 
son Highway;  withdrawal  order 
(PLO  386)   partially  revoked   <PLO 

601) 5048,5069 

Alaska  Road  Commission  use  as  adminis- 
trative site  In  maintenance  of  Alaska 
Highway,  land  withdrawn  for;  with- 
drawal order  (PLO  386)  partially  re- 
voked  (PLO  5741 1501.1504 

Anchorage-Seward  highway;  land  with- 
drawn pending  relocation  of  portion  of 

(PLO  576) -  1614.  1620 

Gulkana-Slana-Tok  Road,  withdrawal  of 
described  land  adjoining;  withdrawal 
order    (PLO    386)    partially    revoked 

(PLO  601)— 5048.6069 

Palmer-Richardson  (now  known  as  Glenn) 
Highway,  withdrawal  of  land  for  use  In 
construction  and  maintenance  of; 
withdrawal  order  (EO  9145)  revoked 
(PLO  601) 5048,  6069 
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LAND  MANAGEMENT  BUREAU— Continued 

Public  lands— Continued 
Orders,  etc. — Continued 

Withdrawals,  of  certain  lands — Continued 
Alaska— Continued 
Hot  or  medicinal  springs,  withdrawal  of  lands 
containing;  provision  added  that  lands 
outside  of  or  hereafter  eliminated  from 
national  forests  are  not  subject  to  with- 
drawal by  reason  of  proximity  to  springs 
therein  (PLO  399  amended)   (PLO  614)-     6517 
Indian  Affairs  Bureau;  reservation  for  hos- 
pital    purposes     enlarged      (PLO     539 

amended)    (PLO  623) — -     7647 

Indian  re.servations  and  native  villages,  lands 
withdrawn  or  reserved  In  connection 
with; 

Barrow  Village 7318 

Hydaburg  Village 7318 

Kobuk  Village --     7319 

Shungnak  Village 7319 

Land   Management   Bureau,    administrative 

site  (PLO  549) 546,  548 

National  Park  Service;  land  in  Glacier  Bay 
National  Monument  withdrawn  for  ad- 
ministrative sites  and  public  use   (PLO 

,  621) ''503 

Public  Roads  Bureau;  land  withdrawn  for  u.se 
of,  as  administrative  site  In  construction 
and  maintenance  of  roads  (PLO  609).-    6266, 

6267 
Reclamation  Bureau;  land  withdrawn  for  use 
of  for  such  projects  as  may  be  authorized 

by  Congress  (PLO  589) 3235.3250 

Recreational  purposes,  public;  described  land 
withdrawn  and  reserved  under  Jurisdic- 
tion of  Secretary  of  Interior  for   (PLO 

615) 6950 

Timber  for  use  in  constructing  airplanes  for 
United  States,  withdrawal  for  purpose  of 
supplying;  withdrawal  orders  (EO  2854 

and  2938)  revoked  (PLO  551) 695 

Arizona : 
Army  (War)  Department  use  as  aerial  gun- 
nery range: 
Withdrawal  order  (PLO  126,  partially  re- 
voked by  PLO  409'   revoked  as  to  re- 
maining lands  (PLO  579) 1616 

Withdrawal  order  (PLO  192)  revoked  (PLO 

580) 1737 

State  Department;  land  withdrawn  for  use  of. 
in  connection  with  Mexican  Water  Treaty 

of  1944  (PLO  602)— 5145 

California: 
Air  Force  Department;  withdrawal  for  use  of. 
in  connection  with  air  force  base  (PLO 

613) 6498 

Army  (War)  Deparment: 
Aviation  purposes:  withdrawal  order  (PIO 

74)  revoked  (PLC  563) 958 

Bombing  target  sites;  withdrawal  order 
(PLO    125)    partially    revoked    (PLO 

581) -— 1794 

Flood  control  purposes;  lands  withdrawn 

for.  In  connection  with  listed  projects: 

Isabella  Reservoir  and  Dam  Site  Project. 

Kern  River  (PLO  548) 482.  492 

Pine  Flat   Dam   and  Reservoir   Project 

(PLO  586) 2797,  2815 

Withdrawal  for  use  of;  deletion  of  provi- 
sion that  jurisdiction  cease  at  expi- 
ration of  6-month  period  following 
termination  of  unlimited  national 
emergency  (EO  9107  and  PIX)  3  and 

80  amended)    (PLO  611) 6334, 

Civil  Aeronautics  Administration,  air-naviga- 
tion site  withdrawal  No.  251  (PLO  563)  __      958 
Forest  Service.  Telegraph  Hill  Administrative 
Bite;  withdrawal  as  site  for  radio  relay 

station  (PLO  557) '97 

Navy  Department: 
Aircraft  bombing  site;   withdrawal  order 

(EO  8883)  revoked  (PLO  578) 1616 
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LAND  MANAGEMENT  BUREAU— Confinued  P»S« 

Public  lands — Continusd 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
California — Continued 

Navy  Department — Continued 
Naval  Petroleum  Reserve  No.  1;  lands  with- 
drawn In  connection  with,  withdrawal 
order    (FLO    460)    partially   revoked 

(PLO  543» 79.1941 

Stock  driveway  withdrawal  No.  235;  Cali- 
fornia No.  17,  reduction 5280 

Colorado: 
Atomic  Energy  Commission: 
Withdrawal  of  described  lands  and  minerals 

reserved  in  patented  lands  (PLO  565  >-     1006 
Withdrawal  of  described  lands  and  minerals 
reserved  in  patented  lands;  prior  order 
(PLO  494)  for,  partially  revoked  (PLO 

565) 1006 

Civil  Aeronautics  Administration:  air-navi- 
gation site  withdrawal  No.  256 4599 

Florida : 

Life-saving  purposes,  lands  withdrawn  for; 
withdrawal  orders  (Executive  order  of 
March  12.  1884  and  Executive  order  of 
July  14.  1891)  partially  revoked  and  re-  • 

voked.  respectively  (PLO  626) 7647 

Recreational  purposes,  lands  classified  for; 
withdrawal  of  described  lands  for  admin- 
istration or  disposal  under  act  respecting 

(PLO  626) 7647 

Idaho: 
Forest  Service  use  In  connection  with  admin- 
istration of  Sawtooth  National  Forest; 
addition  to  Ketchum  Ranger  Station  Site 

(PLO  552) 6S6.  715 

Navy  Department  use  for  proving  ground 

(PLO  545> 226 

War;  prosecution  of: 
Land  withdrawn  for  use  In;  withdrawal  or- 
der (PLO  187)  revoked  (PLO  573) 1500 

Vanadium  deposits  and  public  lands  in 
listed  counties  containing  deposits 
withdrawn  in  connection  with:  with- 
drawal order  (PLO  35)  revoked  (PLO 

600) 4949 

Iowa;  land  withdrawn  for  use  of  Interior  De- 
partment as  wildlife  refuge,  withdrawal  or- 
ders (PLO  379,  380)  partially  revoked  (PLO 

599)  _• 4949 

Montana : 
Army   (War)   Department,    withdrawal    for 
addition  to  Fort  Missoula  reservation; 
withdrawal  order  (EO  of  August  5,  1878) 

partially  revoked  (PLO  554) 696,715 

Forest  Service  use  in  connection  with  research 
activities  of  Northern  Rocky  Mountain 
Forest  and  Range  Experiment  Station 

(PLO  554) 696.715 

Nevada;  tract  eliminated  from  Desert  Game 
Range,  withdrawal  order  (EO  7373)  par- 
tially revoked  (PLO  570)  ___ 1086. 

New  Mexico: 
Cibola  National  Forest;  land  withdrawn  for 
use  of  Navy  Department  for  experimen- 
tal purposes  (PLO  595) 4595,4599 

Exchange  selections,  withdrawal  to  aid  State 
in  making;  withdrawal  order  (EO  6583) 

partially  revoked  (PLO  572) 1326 

Potash  lands,  described;   withdrawal  order 

(EO  67971  amended.  PLO  569 1086.  1088 

Santa  Fe  National  Forest,  land  withdrawn  for 
Army  (War)  Department  use  as  demoli- 
tion range:  withdrawal  order  (PLO  230) 

revoked  (PLO  592) 3414 

North  Dakota;  withdrawal  In  aid  of  contem- 
plated legislation  to  enlarge  Roosevelt  Rec- 
reational Demonstration  Area,  withdrawal 

order  (PLO  249)  revoked  (PLO  596) 4828 

Oregon: 
Army  Department;  lands  withdrawn  for  us« 
of.  for  flood  control  purposes  and  con- 
struction of  listed  projects: 
Detroit  Dam  and  Reservoir,  North  Santiam 

River  (PLO  604) 5596,  5610 


LAND  MANAGEMENT  BUREAU— Continued  ^^K'' 

Public  lands — Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
Oregon — Continued 

Army  Department;  lands  withdrawn  for  use 
of,  for  flood  control  purposes  and  con- 
struction of  listed  projects — Continued 
Lookout  Point  Dam  Project  (PLO  605 »  .  5597,  5611 
McNary    (Umatilla)    Dam    and    Reservoir 

Project.  Columbia  River  (PLO  606)  ___  5722. 

5724 
Civil  Aeronautics  Administration: 
See  also  Railway  grants. 
Air-navigation  site  withdrawals  for  use  of: 

No.  31.  modified 6679 

No.  32 1848 

Fish-cultural  station;  land  withdrawn  for  use 
of  former  Fisheries  Bureau,  withdrawal 

order  (EO  5803)  revoked  (PLO  625) 7647 

Forest  Service  use  as  powder-house  site,  de- 
scribed revested  Oregon  and  California 
Railroad  grant  lands  temporarily  with- 
drawn for;  withdrawal  order  by  Secretary 
of  Interior  June  14.  1919  partially  re- 
voked (PLO  608) 5880 

Railway  grants,  restoration  from  withdrawal 
for.  to  permit  use  by  Department  of  Com- 
merce in  maintenance  of  air-navigation 
facilities;  EO  5160  (modifying  EO  of  July 

31.  1916)  revoked  (PLO  583) 1848 

United  States,  withdrawal  of  lands  containing 
hot  or  medicinal  springs  in;  provision  added 
that  lands  outside  of  or  hereafter  eliminat- 
ed from  national  forests  are  not  subject  to 
withdrawal  by  reason  of  proximity  to 
springs  therein  (PLO  399  amended)   (PLO 

614) 6517 

Utah: 
Atomic  Energy  Commission: 

Withdrawal  of  described  lands  and  miner- 
als reserved  In  patented  lands   (PLO 

565) 1006 

Withdrawal  of  described  lands  and  miner- 
als reserved  in  patented  lands;  prior 
order    (PLO    494)    partially    revoked 

(PLO    565) 1006 

War.  prosecution  of;  lands,  etc.,  withdrawn 
in  connection  with: 
Vanadiim:!  deposits  and  public  lands  In  Rich 
County    containing    deposits;     with- 
drawal order  (PLO  35)  revoked  (PLO 

600) 4949 

Withdrawal  order  (PLO  93)  revoked  (PLO 

597) 4849 

Weather  Bureau,  land  withdrawn  for  use  of; 
withdrawal  order  (EO  of  March  31, 1904) 

revoked  (PLO  598) 4875 

Washington: 
Army  Department  use  for  flood  control  pur- 
poses and  construction  of  McNary  (Uma- 
tilla )  Dam  and  Reservoir  Project,  Colum- 
bia  River;    land   withdrawn   for    (PLO 

606) 5722.5724 

Interior  Department;  land  reserved  for,  for 

fish-cultural  purposes  (PLO  617) 7295 

Methow  Winter  Range  and  Wildlife  Refuge; 
land  withdrawn  for  use  by  Washington 
State  Game  Commission  in  connection 

with  (PLO  575) 1520.  1550 

United  States  Coast  Guard;  described  land, 
known  as  George  Island,  withdrawn  for 

use  of  (PLO  619) 7360 

Wisconsin,  Upper  Mississippi   River  Wildlife 
,  and  Fish  Refuge;  withdrawal  order   (EO 

8331)  par tiaUy  revoked  (PLO  584) 1870 

Wyoming : 
Stock  driveway  withdrawal  No.  3;  Wyoming 

No.  1,  reduced-. 1397 

Tongue  River  Deer  Refuge  and  Winter  Pas- 
ture; withdrawal  for  use  by  Wyoming 
State  Game  and  Fish  Commission  In 
connection  with  (PLO  560) 858.870 


LAND  MANAGEMENT  BUREAU — Continued  ^^ 

Public  lands — Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
Wyoming— Continued 
War.  prosecution  of;  lands,  etc.,  withdrawn 
for  use  In: 
Vanadium  deposits   and  public  lands  in 
Lincoln.  Sublette  and  Teton  Counties 
containing  deposits;  withdrawal  order 

(PLO  35)  revoked  (PLO  600) 4949 

Withdrawal  order  (PLO  24)  revoked  (PLO 

600) 4949 

Railroad  grant  lands.  Arizona;  restoration  to  loca- 
tion and  entry  by  Secretary  of  Interior.    See 
main  heading  Interior  Department. 
Regulations:  ^         ,  , 

Acquisitions.    See  Sale,  lease  or  use,  and  acquisi- 
tions. 

Grazing;  establishment  of  districts  and  Issu- 
ance of  leases '130 

Homesteads;  cited  section  excluded  from  Code 

of  Federal  Regulations.  1949  Edition 7429 

Mineral  lands: 

General  mining  regulations;  cited  section  ex- 
cluded from  Code  of  Federal  Regulations. 

1949  Edition ^^29 

Oil  and  gas.  potash,  and  sodium  permits  and 
leases,  and  phosphate  and  oil  shale 
leases;  cited  section  excluded  from  Code 

of  Federal  Regulations.  1949  Edition 7429 

Timber;  cited  sections  excluded  from  Code  of 

Federal  Regulations.  1949  Edition 7429 

Town  sites;  method  of  sale 6642 

Applications  and  entries: 
Amendments;  cited  section  excluded  from  Code 

of  Federal  Regulations.  1949  Edition 7429 

Confirmations:    cited    section    excluded    from 

Code  of  Federal  Regulations.  1949  Edition.     7429 
General   regulations;    elimination   of   require- 
ments of  oaths  on  written  statements  in 

public  land  matters 1037 

Patents  in  public  land  cases;  issuance  of  per- 
fect patent  where  record  does  not  show  that 

original  was  signed 2613.2661 

Citizenship  in  public  land  cases,  evidence  of  nat- 
uralization required  to  establish;  revision 1383 

Coal  leases  and  permits.    See  Mineral  lands. 
Color  of  title  and  riparian  claims  applicable  to 
particular    states;    cited    sections    excluded 
from  Code  of  Federal  Regulations.  1949  Edl 
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Coos  Bay  Wagon  Road  grant  lands.  See  Spe- 
cial laws,  areas  subject  to. 
Electrical  plants  and  transmission  lines,  rights- 
of-way  for.  See  Rights-of-way. 
Exchanges  for  consolidation  or  extension  of  In- 
dian reservations  or  Indian  holdings;  cited 
sections  excluded  from  Code  of  Federal  Reg- 
ulations, 1949  Edition 7429 

Grazing : 
Federal  range  code  for  grazing  districts: 
District  Advisory  Boards : 
Functions  and   duties  of   State  Advisory 
Boards  and  National  Advisory  Board 

Council 5509 

National  Advisory  Board  Council 5509 

State  Advisory  Boards 5509 

Fees,  time  of  payment  and  refunds: 

Crossing  permits 5509 

Regular  licenses  and  permits 6509 

Issuance  of  licenses  and  permits;  terms  and 

conditions 5509 

Prior    regulations    superseded;    section    ex- 
cluded from  Code  of  Federal  Regulations, 

1949  Edition 7429 

Procedure : 
For  enforcement  of  rules  and  regulations; 

disciplinary  action  for  violations—  5509,  6079 
•0000—60 21 


LAND  MANAGEMENT  BUREAU— Continued 

Public  lands — Continued 
Regulations — Continued 
Grazing— Continued  ^.  .  •  ^      ^ 

Federal  range  code  for  grazing  districts — Con. 
Procedure — Continued 

In  applications,  hearings  and  appeals : 
Allowance  or  rejection  of  application  by 
district  grazier,  modification;  serv- 
ice of  notice,  appeal  to  examiner 

and  intervention 5509 

See  also  Allowance  or  rejection  of  ap- 
plicaton  by  range  manager. 
Allowance  or  rejection  of  application  by 
range  manager,  modification;  serv- 
ice of  notice,  appeal  to  examiner 

and  intervention 6079 

Authority  of  examiner -— -     5509 

Filing    and    consideration    of    applica- 
tions, recommendations  and  service 

of  notice 5509,6079 

Leasing  of  State,  county  or  privately  owned 
lands  in  grazing  districts;  cited  section 
excludeo  from  Code  of  Federal  Regula- 
tions, 1949  Edition 7429 

List  of  orders  creating  and  modifying  grazing 
districts  or  affecting  public  lands  in  such 
districis;  part  excluded  from  Code  of  Fed- 
eral Regulations,  1949  Edition 7429 

Lease  or  use,  and  acquisitions.     See  Sale,  lease 

or  use. 
Leases,  mineral  (oil,  gas,  phosphate).    See  Mm- 

eral  lands. 
Military  and  naval  service;  soldiers  and  sailors, 
rights:  «  j      , 

Preference  richts;  part  excluded  from  Code  or 

Federal  Regulations,  1949  Edition 7429 

Public  land  rights;  cited  sections  excluded 
from  Code  of  Federal  Regulations,   1949 

Edition ''429 

Mineral  lands: 
See  also  Alaska. 

Coal  permits,  leases  and  licenses:  assignments 
of  leases  and  permits,  subleases    (redes- 

Ignation) 7429 

General  mining  regulations;  cited  section  ex- 
cluded from  Code  of  Federal  Regulations. 

1949  Edition 7429 

Mineral  deposits  in  acquired  lands  and  imder 
rights-of-way  leases;  leasing  of  mineral 
deposits  other  than  oil.  gas,  oil  shale,  coal, 
phosphate,  potassium,  sodium  and  sulphiu: 
in  certain  acquired  lands: 

Authority ''S^e 

Scope 7646 

Oil  and  gas  leases : 
Noncompetitive  leases: 

Applications 1707 

Issuance  of;  notices  of  hearing  on  means 
of  expediting  issuance,  proposed  new 
offer  and  lease  form  and  changes  in 
leasing  procedure  and  listed  regula- 
tions   6518,  7135 

Form  of  lease;  proposed  revocation 6522 

Offer  to  lease,  and  issuance  of  lease; 

proposed   amendment 6522 

Requirements  for  filing  of  operating  agree- 
ments; assignments  or  transfers 1006 

Permits,  leases  and  licenses;  general  regula- 
tions: 

Aliens,  rlghte  of 1707 

Fees: 

Disposition  of ;  deletion 382 

Filing 382 

Who  may  hold  leases  and  permits 382 

Phosphate  leases  and  use  permits;  revision-. _      411 

Application  for  lease 1707 

_  Assignments  of  leases;  subleases 979 

Issuance  of  noncompetitive  lease 546 

Minimum  expenditure  and  lease  bond 2636 

Notice  of  lease  offer 4849 

Oil  and  gas  leases.    See  Mineral  lands. 
Oregon    and    California   Railroad    grant   lands. 
See  Special  laws,  areas  subject  to. 
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LAND  MANAGEMENT  BUREAU— Continued  P»e« 

Public  lands — Continued 
Regulations — Continued 
Patents.    See  Applications  and  entries. 
Payments  and  repayments; 
Payments : 
Cited  sections  excluded  from  Code  of  Federal 

Regulations,   1949  Edition 7429 

Remittances;  applications  not  accompanied 

by  proper  remittances,  revocation 6642 

Repayments;  cited  sections  excluded  from  Code 

of  Federal  Regulations.  1949  Edition 7429 

Permits;  mineral  land  use.     See  Mineral  lands. 
Phosphate  leases  and  permits.   See  Mineral  lands. 
Practice: 
Field  investigations  and  reports;  part  excluded 
from  Code  of  Federal  Regulations.   1949 

Edition 7429 

General  regulations: 
Contests    of    stock-raising    entries    alleging 
fraud;    section   excluded   from   Code  of 

Federal  Regulations.  1949  Edition •  7429 

Serial  number  assigned  for  purpose  of  iden- 
tification,  revocation 6642 

Rules;   cited  sections  excluded  from  Code  of 

Federal  Regulations,  194''  Edition 7429 

Railroads: 
Grants.    See  State  and  railroad  grants. 
Rights-of-way  for.    See  Rights-of-way. 
Reclamation  and  irrigation:  reclamation  of  arid 
lands   by  United   States,   cited  sections   ex- 
cluded  from  Code  of  Federal  Regulations, 

1949   Edition 7430 

Records,  public  land;  cited  sections  excluded  from 

Code  of  Federal  Regulations,  1949  Edition..    7430 
Repayments.     See  Payments. 
Rights  of  way: 

Canals,  ditches,  reservoirs,  water  pipe  lines, 
telephone  and  telegraph  lines,  tramroadsi 
roads  and  highways,  oil  and  gas  pipe  lines, 
etc.;  cited  section  excluded  from  Code  of 

Federal  Regulations.  1949  Edition 

Electrical  plants  and  transmission  lines;  rights- 
of-way  over  and  upon  public  lands  and 
reservations  of  United  States  for: 
Cited  section  excluded  from  Code  of  Federal 

Regulations,  1949  Edition 

Permits,  approval  of;  stipulation 

Railroads  and  station  grounds;  cited  section  ex- 
cluded from  Code  of  Federal  Regulations, 

1949  Edition 

Sale,  lease  or  use.  and  acquisitions: 
Lease  or  sale  of  small  tracts,  not  exceeding  five 
acres,  for  home,  cabin,  camp,  health,  con- 
valescent,  recreational  or  business  sites; 

„  ^J^ 5835, 

Public  sales;  action  after  purchaser  Is  declared  _ 
Town  sites: 
Entered  by  trustees 

In  reclamation  projects 

Platted  by  or  for  occupants II 

Reserved   by   President   or   by   public   land 
order 

Small  tracts,  lease  or  sale  of.    See  Sale,  leaseor 

use. 
Special  laws,  areas  subject  to;  revested  Oregon 
and  California  Railroad  and  reconveyed  Coos 
Bay  Wagon  Road  grant  lands  In  Oregon, 
cited  sections  excluded  from  Code  of  Federal 

Regulations.  1949  Edition 7429 

State  and  railroad  grants:  railroad  grants,  etc.I 
cited  sections  excluded  from  Code  of  Federal 

Regulations.  1949  Edition 740 

Timber  and  stone  lands;  timber  cutting,  saleor 
use    (cited  section  excluded   from  Code  of 

Federal  Regulations,  1949  Edition) .-_ 7430 

Town  sites: 
Alaska.    See  Alaska. 

Sale,  lease  or  use  and  acquisitions.    See  Sale, 
lease  or  use. 
Trespass: 
General  regulations,  procedure  In  coal  trespasf 
cases;  action  by  Regional  Field  Examiner, 
revocation 2762 
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LAND  MANAGEMENT  BUREAU— Continued 

Public  lands— Continued 
Regulations — Continued 
Trespass — Continued 

Unlawful   enclosures  or  occupancy  of  public 
lands: 
Action  to  be  taken  on  complaints  of  unlawful 
enclosures  on  public  lands  outside  of 

grazing  districts;  revocation 

AflQdavit  required;  revocation 

Description  of  land   containing  enclosure; 

revocation 

Enclosures  In  specified  cases  declared  unlawl 

ful 

Enclosures  of  claims  not  clearly  established, 

to  be  reported;  revocation 

Field  examiner: 

Action  by,  after  case  Is  submitted  to  United 

States  attorney;  revocation 

To  report  all  proceedings  in  court;  revoca- 
tion  

Filing  of  charges  or  complaints 

Final  examination  required;  revocation 

Regional  field  examiner: 

Report  to  be  made  by;  revocation 

Responsibility;    revocation 

Statement  required  If  no  unlawful  enclosure 

is  found;   revocation 

Use  or  lease,  and  acquisitions.    See  Sale,  lease  or 

ase. 
Withdrawals,  restorations,  classifications  and  ex- 
ecutive orders;  executive  orders  and  related 
public  land  orders,  cited  sections  excluded 
from    Code    of    Federal    Regulations.    1949 

Edition 

Small  tracts: 
Classifications,    under    Small    Tract    Act.      See 

Orders. 
Lease  or  sale.    See  Regulations. 
Withdrawals.     See  Orders;  and  Regulations. 
LEBANON,  immigration  quota  for;   proclamation  re- 
specting.   See  Presidential  documents. 
LIBRARY  OF  CONGRESS: 

See  Copyright  Office. 
UQUIDATION  DIVISION,  DEPARTMENT  OF  COM- 
MERCE. See  Commerce  Department. 
UQUIDATION  SERVICE,  establishment  of,  to  liquidate 
functions  and  affairs  of  War  A.ssets  Administra- 
tion; functions,  etc.  See  General  Services  Adminis- 
tration. 

LIQUORS,  INTOXICATING: 

Labeling  and  advertising  of,  and  excise  tax  regula- 
tions.   See  Internal  Revenue  Bureau. 

Sale  of,  in  national  parks,  etc.  See  National  Park 
Service. 

LOTTERY,   GIFT  ENTERPRISE,   or  similar   scheme, 
broadcast  of;  interpretative  rules  respecting.    See 
Federal  Communications  Commission. 
LOYALTY  PROGRAM: 
Air  Force  personnel ;  regulations  respecting  disloyal  or 
subversive  personnel.    See  Air  Force  Department. 
Atomic  Energy  Commission  personnel ;  security  clear- 
ance.    See  Atomic  Energy  Commission. 
Public  Health  Service  commissioned  oflBcers,  applica- 
bility of  procedures  to;  Executive  order  respect- 
ing.   See  Presidential  documents. 
Regulations  respecting.     See  Civil  Service  Commis- 
sion, and  Loyalty  Review  Board. 
LOYALTY  REVIEW  BOARD: 
Determinations,  recording  of   (Directive  IV) ;  cases 

within  purview  of  certain  acts 

Directives  to  9  departments  and  agencies;  cases  of  In! 
cumbent  and  excepted  employees  and  excepted 
applicants: 
Initial  consideration  of  loyalty  cases  (Directive  II) : 
Character  of  unlisted  organizations  In  which  in- 
dividual Is  active 

Determination  of  case  after  notice IIIIII 

Manner  of  conducting  hearings  before  agency  loy- 
alty Boards  (Ehrectlve  III),  In  general 

Notification  to  Individual  of  final  decision  (Directive 
VI> __ 
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LOYALTY  REVIEW  BOARD— Continued  ^^e* 

Directives  to  regional  loyalty  boards;  cases  of  appli- 
cants and  appointees  in  competitive  service: 
Decisions  and  appeals,  recording  of  (Directive  IV) : 
Notification  in  case  applicant  or  appointee  Is  in- 
eligible; statement  as  to  applicability  of  cer- 

tain  acts *uii 

Recording  of  decisions  in  unfavorabe  cases;  state- 
ment as  to  applicability  of  certain  acts 879 

General  instructions  (Directive  I) J802 

Suspension  and  separation .—-;;:" 

Initial  consideration  of  loyalty  cases  (Directive  ID  : 
Character  of  unlisted  organizations  in  which  in- 
dividual Is  active — -      879 

Determination  of  case  after  interrogatory  when 

hearing  Is  not  requested 2371 

Manner  of  conducting  hearings  before  regional  loy- 
alty boards  (Directive  ni) ;  general  instruc- 
tions      2371 

Records.  fUes  and  reports  (Directive  VI) :  proce- 
dure in  cases  of  separation,  withdrawal  and 

furlough  (flagging,  etc.) 2371 

Operation  of  Loyalty  Review  Board : 

Grounds  for  determination  of  disloyalty;  standard 
for  refusal  of  employment,  or  removal  from 

employment 2369 

Organizations  designated  by  Attorney  General  as 
subversive,  fascist,  communist,  etc.,  additions 

to  list  (Appendix  A> -  2371.  4707 

Po.st-audlt  and  review  of  files 2371,  5bi» 

Organization  and  functions 206 

Statement  of  Loyalty  Review  Board;  organizations 

to  which  policy  applies 2369 
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MAIL: 
Regulations.    See  Post  Office  Department. 
Transportation,  interstate,  by  certain  electric  rail- 
ways; pay  rates,  hearing  respecting.    See  Inter- 
state Commerce  Commission. 
MANAGEMENT  of  Executive  branch  of  Government, 
improvement  of;  Executive  order  respecting.     See 
Presidential  documents. 
MANUFACTURING  STATISTICS.    See  Census  Bureau. 
MARINE  CORPS.    See  Navy  Department. 
MARITIME  COMMISSION,  UNITED  STATES: 
Agreements,   transportation,   of   various   companies. 

See  Transportation  agreements. 
Commissioned;  functions  and  administrative  duties 
under  reorganization  plan.     See  main  heading 
Presidential  documents. 
Information,  statistical,  requested  by  certain  intergov- 
ernmental organizations,  collection  of;  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Merchant  seamen;  medical  and  dental  attendance  in 
medical  facilities  of  Army  Department  outside 
continental  United  States,  personnel  regulations 
respecting.    See  main  heading  Army  Department. 
Organization,  delegations  of  authority,  etc. : 
Authority  from  Commission  to  hearing  examiners 
In  proceeding  involving  certain  carriers  engaged 
in  transportation  between  Pacific  Coast  ports  of 

United  States  and  Hawaii 5699 

Organization  and  functions;  revision 5350 

Reorganization  plan;  functions  and  duties  of  Com- 
mission under.    See  jnain  heading  Presidential 
documents. 
Regulations,  notices,  etc.: 
Academies.  State;  minimum  standards.    See  Train- 
ing, Merchant  Marine. 
Agreements,  transportation.     See  Transportation 

agreements. 
Aliens,  charter  of  vessels  to.    See  Maritime  carriers. 
Bids,  construction: 
Passenger-cargo  vessels,  electric,  for  Mississippi 

Shipping  Company.  Inc. ;  notice  of  invitation.    8792 
Passenger-trailer  vessels  for  Pacific  Coast  Steam- 
ship Company;  notice  of  Invitation 3792 

Capital  employed  in  subsidized  services,  determina- 
tion of.  through  evaluation  of  vessels.  See 
Subsidized  vessels  and  operators. 
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MARITIME  COMMISSION,  UNITED  STATES— Con. 

Regulations,  notices,  etc.— Continued 
Charters;  definitions,  approval,  etc.    See  Maritime 
carriers;  Merchant  Ship  Sales  Act  of  1936;  and 
Philippine  rehabilitation. 
Claims  against  requisitioned  vessels;  Rumanian  ves- 
sel Mangalia  (or  Scepter),  notice  of  deposit  on 

account  with  Treasurer  of  United  States 

Demurrage  charges  at  Port  of  New  York.    See  Mari- 
time carriers. 
Emergency  operations: 
General  agents  and  agents:  compensation  paya- 
ble  to   general   agents,   agents,   and   berth 
agents,  freight  brokerage  during  the  period 
January  1,  1944  to  June  30.  1944.  exclusion 
from  Code  of  Federal  Regulations,  1949  Edi- 
tion  --■- -- 

Labor,  delegation  of  authority  to  Social  Security 
Board  to  conduct  certain  hearings,  etc.,  codi- 
fication discontinued 6599 

Exports,  commercial  forwarding  of.    See  Maritime 

carriers. 
Federal  Ship  Mortgage  Insurance;  transactions  and 
operations  in  Federal  Ship  Mortgage  Insurance 
Fund  Debentures,  scope,  exclusion  of  provision 
respecting  from  Code  of  Federal  Regulations, 

1949  Edition 6^99 

Foreign  relief  and  rehabilitation,  commercial  for- 
warding of  certain  exports  for.  See  Maritime 
csLrricrs 
General  provisions  and  rules  of  procedure;  ap- 
proved forms  ( Appendix  II  to  rules  of  procedure 
before  the  Commission),  exclusion  from  Code 

of  Federal  Regulations.  1949  Edition 

Lawfulness  of  rates,  operations,  etc.,  under  terms  of 
Intercoastal  Shipping  Act.  1933;  hearings: 
Carriers,  certain,  engaged  in  transportation  be- 
tween Pacific  Coast  ports  of  United  States 

and  Hawaii;  petitions  of  intervention 

Tariff,  terminal,  of  Alaska  Steamship  Company; 
service  charge  on  cargo  passing  over-all  ter- 
minals  other    than    Seattle    and    Tacoma. 

Washington 

Maritime  carriers,  regulations  affecting: 

Commercial  forwarding  of  exports.    See  Exports. 

Demurrage  charges  at  port  of  New  York.     See 

Free  time  and  demurrage  charges  at  Port  of 

New  York. 

Documentation,  transfer  or  charter  of  certain  ves- 

sf'ls  to  Rlicns  * 

Conditional  approval  of  charters  of  tank  vessels 

to  aliens;  revocation 

Exception,  certain  tank  vessels;  revocation 

Exports,  commercial  forwarding  of: 
Foreign  relief  and  rehabilitation,  commercial 

forwarding  of  certain  exports  for 2204, 

Registration;  information,  gross  revenue- 
Regulations   respecting   foreign-owned   for- 
warders, March  31,  1947-March  31,.1948- 
Forwarders  engaged  in  export  trade;  proposed 
rule  making  respecting  registration,  etc— 
Foreign  relief  and  rehabilitation,  commercial  for- 
warding of  certain  exports  for.    See  Exports. 
Forwarders  engaged  in  export  trade.    See  Exports. 
Free  time  and  demurrage  charges  on  import  prop- 
erty applicable  to  all  common  carriers  by 

water  at  Port  of  New  York 992, 

Intercoastal  Shipping  Act;  hearings  on  lawful- 
ness of  rates,  operations,  etc.,  under.  See 
Lawfulness  of  rates. 
Schedules  of  common  carriers  by  water  in  foreign 
commerce,  effective  date  of  regulations,  ex- 
clusion of  provision  re.<:pectlng  from  Code  of 

Federal  Regulations,  1949  Edition 

Merchant  Ship  Sales  Act  of  1946;  rules  and  regula- 
tions, forms  and  citizenship  requirements: 
Charter  of  war-built  vessels  to  citizens;  regula- 
tions with  respect  to  reserves  to  be  taken  Into 
account  In  determln  tion  of  "Net  Voyage 
Profit'  under  SHIPSALESDEMISE  303  Bare- 
boat Charter  Agreement  and  Addenda  there- 
to — 

Definitions:                                                 ,^  t,  , 
Preoperating  tnd  operating  expenses  (tabula- 
tion!   

Working  capital 
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MARITIME  COMMISSION,  UNITED  STATES— Con.       ^  ee 
Regulations,  notices,  etc. — Continued 

Merchant  Ship  Sales  Act  of  1946;  rules  and  regula- 
tions,  forms   and   citizenship   requirements — 
Continued 
Forms;   uniform  bareboat  charter  of  war-built 
dry-cargo   ver,sel   under  Act,  "SHIPSALES- 

DEMISE  303."  reserves  addendum 7273 

Prewar  domestic  costs;  statutory  sale  price  of  ad- 
ditional standard  type  of  vessel 1501.  1596 

Sales  prices  for  standard  types  of  Maritime  Com- 
mission vessels;  notice  of  additional  type 1501 

Termination  date  for  regulations 5429 

Pay  for  enrollees.    See  Training,  Merchant  Marine. 

Philippine  rehabilitation;  charters  under  Philippine 

Rehabilitation  Act  of  1946,  definitions,  working 

capital 340 

Requisitioned  vessels,  claims  against.    See  Claims. 
Sale  or  charter  of  Maritime  Commis<^ion  vessels. 

See  Merchant  Ship  Sales  Act  of  1946. 
State  maritime  academies.    See  Training,  Merchant 

Marine. 
Subsidized  vessels  and  operators,  regulations  afifcct- 
ing: 
Capital  employed  In  subsid)Z?d  services,  determi- 
nation of,  through  evaluation  of  vessels.    See 
Valuation  of  vessels. 
"Capital  necessarily  employed  In  the  business"; 

definition 7936-7939 

Construction  reserve  funds: 
Deposits  in;  hearings  respecting: 

American-Hawaiian  Steamship  Co 5332 

Pittsburgh  Steamship  Co 5332 

Establishment  of  construction  reserve  funds,  in- 
troductory provision,  exclusion  from  Code 

of  Federal  Regulations,  1949  Edition 6599 

Forms,  Operating  Differential  Subsidy  Agree- 
ment— Part  II.  General  Provisions  (revised 

standard  form) 4595,  7936 

Hearings,  notices  of.  on  applications  for  payment 
of  operating-differential  subsidy 

Moore-McCormack  Lines.  Inc 5283 

Pacific  Far  Ea-st  Line.  Inc 6984 

Pacific  Transport  Lines,  Inc 4701,  6934 

Information  and  procedure  required  under  oper- 
ating-differential subsidy  agreement;  revi- 
sion     4875 

Unsubsidized  vessels,  operation  in  competition 
with  subsidized  vessels;  notice  of  hearing  on 
application  of  American  President  Lines  to 

continue  operation 2620 

Valuation  of  vessels  for  determining  capital  em- 
ployed and  net  earnings  under  operating-dif- 
ferential subsidy  agreements: 

Basis  of  valuation 7589,  7590 

Vessels  included 7589 

Training.  Merchant  Marine: 

Government  of  United  States  Maritime  Ser\ice, 
regulations  affecting: 

Pay  and  allowances 7707,  7708 

See  alao  Rates  of  pay. 
Rates  of  pay: 

Redesignation 7707 

Revocation,  partial 7707 

Subsistence;  partial  revocation 7707 

Transportation  and  travel;  partial  revocation—    7707 
State  maritime  academies,  regulations  and  mini- 
mum standards  for 6401 

Transportation    agreements;     approval,    hearings, 
etc.,  affecting  listed  companies: 
Aktlebolaget  Svenska  Amerika  Linien   (Swedish 

American  Llne>   (agreement  No.  7712) 6764 

Alcoa  Steamship  Company  Inc.: 
Agreements  No.  6190  and  No.  6870;  hearing  re- 
specting  disapproval 5614 

Agreement  No.  7705 6190 

Agreement  No.  7712 6764 

Agreement  No.  7716 5912 

Agreement  No.  7725 6319 

Agreement  No.  7727 6616 

Agreement  No.  7738 7946 

American  Export  Lines,  Inc.: 

Agreement  No.  5295 6616 

A;;rcement  No.  7734 7947 

American  Pioneer  Line.    See  United  Slates  Lines 


MARITIME  COMMISSION,  UNITED  STATES— Con.       ^-%* 
Regulations,  notices,  etc. — Continued 

Transportation    agreements;    approval,    hearings, 
etc..  affecting  listed  companies — Continued 
American  President  Lines,  Ltd.: 

Agreement  No.  7716 6319 

Agreement  No.  7970 6319 

Associated  Steamship  Lines  (Manila  Conference) : 

Agreement  No.  5600-14 6031 

Agreement  No.  5600-15 6730 

Atlantic  Conference: 

Agreement  No.  7840-10 5312 

Agreement  No.  7840-11 6730 

Atlantic  and  Gulf.  Dutch  East  Indies  Conference 
(agreement  No.  125);  supersedure.  Sec  At- 
lantic and  Gulf-Indonesia  Conference. 
Atlantic  and  Gulf-Indonesia  Conference  (agree- 
ment No.  8080),  superseding  Atlantic  and 
Gulf  Dutch  East  Indies  Conference  (agree- 
ment No.  125) 6190 

Atlantic   Ocean   Transport   Corporation    (agree- 
ment No.  7733) 7325 

Brazil-United  States,  Canada  Freight  Conference 

(agreement  No.  5450) 6031 

Bull  Insular  Line.  Inc.: 

Agreement  No.  7719 5411 

Agreement  No.  7731.  superseding  and  cancel- 
ing agreement  No.  7666 6984 

Agreement  No.  7735 7411 

China  Mutual  Steam  Navigation  Co..  Ltd.: 

Agreement  No.  7568-1 6319 

Agreement  No.  7739.  superseding  and  cancel- 

\n^  agreement  No.  7573 7947 

China  Navigation  Company.  Ltd.: 

Agreement  No.  7738 7946 

Agreement  No.  7737,  superseding  and  canceling 

agreement  No.  14-1-B 7946 

China  Siam  Line: 

Agreement  No.  7736 7946 

Agreement  No.  7737,  superseding  and  canceling 

agreement  No.  14-1-B 7946 

Compagnia  Espanola   de   Navegacion   Maritima, 

S.  A.  (Gardiaz  Line)  (agreement  No.  5295 )_.     6616 
Compagnie   Generale   de   Navigation    a   Vapeur 

(Fabre  Line)  (agreement  No.  5295) 6616 

Continental  North  Atlantic  Westbound  Freight 

Conference  (agreement  No.  7000-6) 5642 

Cunard  White  Star  Limited  (agreement  No.  5295).     6616 
De  La  Rama  Lines: 
Agreement  No.  7739,  superseding  and  cancel- 
ing agreement  No.  7573 7947 

Agreement  No.  7970 6319 

East  Asiatic  Company,  Ltd.  (agreement  No.  7970)  _  6319 
East   Coast   South  America  Reefer  Conference 

(agreement  No.  6800) 6031 

Purness  Red  Cross  Line  (agreement  No.  7719)  __  5411 
Furne.ss.  Withy  &  Co.,  Ltd.  (agreement  No.  7728)  _  6764 
Grace  Line,  Inc.  (agreements  No.  6190  and  No. 

6870);  hearing  respecting  disapproval  of 5614 

Gulf/ French  Atlantic   Hamburg   Range  Freight 

Conference  (agreement  No.  140-1) 6031 

Gulf  Scandinavian  and  Baltic  Sea  Ports  Confer- 
ence I  agreement  No.  5400  > 6031 

Gulf  and  South  Atlantic  Havana  Steamship  Con- 
ference (agreement  No.  4188  > 6031 

Gulf  South  and  East  African  Conference  (agree- 
ment No.  7780) 6031 

Gulf  United  Kingdom  Conference  (agreement  No. 

161) 6031 

Havana  Steamship  Conference  (agreement  No. 

4189) 6031 

India,  Ceylon,  and  Burma  Outward  Freight  Con- 
ference (agreement  no.  7690-3) 5642 

Isthmian  Steamship  Company: 
Agreement  No.  7707,  revised,  superseding  and 

canceling  agreement  No.  4470 7946 

Agreement  No.  7726,  superseding  No.  7632 5642 

Italia,  Societa'  per  Azioni  di  Navlgazione  con  Sede 

in  Geneva  (agreement  No.  7734) 7947 

Ivaran  Lines: 

Par  East  Service  (agreement  No.  7554-6) 5912 

Joint  Service  (agreement  No.  7591-2) 5411 

Japan-Atlantic  Coast  Freight  Conference  (agree- 
ment No.  3103-3) 6730 

Java-New  York  Rate  Agreement,  member  lines. 

(agreement  No.  90-4) 6319 
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MARITIME  COMMISSION,  UNITED  STATES— Con.       p«8« 
Regulations,  notices,  etc.— Continued  v,.»rin«rc 

Transportation    agreements;    approval,    hearings, 
etc.,  affecting  listed  companies-continued 

Java  Pacific  Line  (agreement  No  7970). 6319 

Klaveness  Line  (agreement  No.  7970)   ---------    6J19 

Lamport  k  Holt  Line,  Ltd.  (agreement  No.  7735) .    7411 
Levant  Line  (agreement  No.  7733)  —  _..-----.     m^s 

Linea  Sud- Americana,  Inc.  (agreement  No.  7727) .    6616 
tATkes  Bros.  Steamship  Co.,  Inc.  (agreements  No. 
6190  and  No.  6870) ;  hearing  respecting  dis- 

approval  of -"TZ^- 

Matson   Navigation   Company    (agreement    No. 
7707     revised,    superseding    and    cancelmg 

agreement  No.  4470) -r--^TirJ-^-"    ^"^ 

Mid  Brazil AJnited  States-Canada  Preight  Con- 

ference  (agreement  No.  7630) oO-il 

Moore-McCormack  Lines.  Inc.  (American  Repub- 
lic Lines);    filed   to   supersede   and   cancel 
agreement  No.  7666  (agreement  No.  7731)--- 
Nederlandsche-Amerikaansche  Stoomvaart- 
MaatschappiJ  'Holland- America  Line" ; 

Agreement  No.  7725 — --    »^i^ 

Agreement  No.  7728 V-L—' ",r  "m'tt" 

Nederlandsche  Stoomvaart  MaatscnapplJ.  N.  v. 
"Oceaan.": 

Agreement  No.  7568-1 --— 

Agreement  No.  7739.  superseding  and  cancelmg 

agreement  No.  7573 

New  York  Freight  Bureau  (Shanghai) : 

Agreement  No.  4292-2- «4^" 

Agreement  No.  5800-3 o^-*" 

North  Atlantic  Baltic  Freight  Conference  (agree- 

mentNo.7670) rvT;"; 

North  Atlantic  Continental  Preight  Conference 

(agreement  No.  4490)  - — —    6031 

.     North  Atlantic  French  Atlantic  Preight  Confer- 

ence  (agreement  No.  7770) 6031 

North  Brazil/United  States-Canada  Preight  Con- 

ference  (agreement  No.  7640) — oOJl 

Ocean  Steam  Ship  Company.  Ltd : 

Agreement  No.  756&-1 --—    ^^^^ 

Agreement  No.  7739.  superseding  and  canceling 

agreement  No.  7573 "9*^ 

Pacific   Coast-Caribbean  Sea  Ports  Conference 

(agreement  No.  4294-9) "023 

Pacific    Coast    River    Plate    Brazil    Conference 

(agreement  No.  6400) 6031 

Pacific  Far  East  Line.  Inc.: 
Agreement  No.  7726;  superseding  agreement  No. 

7632 — 

Agreement  No.  7970 ....—-. 

Pacific  Orient  Express  Line  (agreement  No.  7970)  - 
Pacific   Transport   Lines.   Inc.    (agreement   No. 

7970) — -—- 

Pacific/West  Coast  of  South  America  Conference 

(agreement  No.  4630-8) "325 

Rederiaktiebolaget  Transatlantic  (Trans-Atlantic 
Steamship  Company,  Ltd.)    (agreement  No. 

7712) — -"-- 

River  Plate  and  Brazil  Conference  (agreement  No. 

59) 

River  Plate  and  Brazil/United  States  Reefer  Con- 
ference (agreement  No.  7200) 6031 

River  Plate/United  States-Canada  Preight  Con- 
ference (agreement  No.  6900) 6031 

Royal  Netherlands  Steamship  Ck).    (agreements 

No.  6190  and  No.  6870) 5614 

Balem-Skaugen  Line  (agreement  No.  7970) 6319 

Silver  Line.  Ltd.  (agreement  No.  7970) 6319 

Bociete  Pranco-Iberique  D'Armement   (Pranco- 

IberianLine)  (agreement  No.  5295) 6616 

South  Africa/U.  S.  A.  Conference   (agreement 

No.    S579) 6031 

South  Atlantic  Steamship  Conference   (agree- 
ment No.  4620) 6031 

States  Marine  Corporation/States  Marine  Cor- 
poration of  Delaware  (agreement  No.  7970). 

States    Steamship    Company     (agreement    No, 
7970) 

Staubo  Line  Joint  Service  (agreement  No.  7723 » - 

Stockard  Steamship  Corporation  (agreement  No. 
7733) 

Straits/New   York   Conference    (agreement   No. 

6010-6) - — 
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Transportation    agreements;    approval,    hearings, 
etc    affecting  listed  companies— Continued 
Sudden    &    Christenson,    Inc.    (agreement    No. 

7970)  

Swedish  East  Asia  Co..  Ltd.  (agreement  No.  7739. 
superseding   and  canceling   agreement   No. 

7573)     7947 

Trans-Atlantic  Carrier  (agreement  No.  7722)—- 
Trans- Atlantic  Passenger  Conference  (agreement 

No.  120-72) i:::;— e": 

Trans-Atlantic  Steamship  Company,  Ltd.     See 

Rederiaktiebolaget  Transatlantic. 
Trans-Pacific  Freight  Conference   (Hongkong) : 

Agreement  No.  7736 ^"^^ 

Agreement   7737,   supersedmg   and  cancehng 

agreement  No.  14-1-B — — ^9*6 

Trans-Pacific    Freight    Conference    of    Japan 

(agreement  No.  150-2) — --—    67^0 

Trans-Pacific    Freight    Conference    of    North 

China:  .ft,, 

Agreement  No.  85-3 '"^i 

Agreement  No.  85-4 6730 

Agreement  No.  4292-2 --—    6730 

USA  /South  Africa  Conference  (agreement  No. 


f 


3578) 


6031 


6599 


United  States  Atlantic  and  Gulf/ Haiti  Confer- 

ence  (agreement  No.  5590) 6031 

United   States   Atlantic    and   Gulf/Netherlands 
West    Indies    and    Venezuela    Conference 

(agreement  No.  6190) W31 

United  States  Atlantic  and  Gulf-Puerto  Rico  Con- 
ference ' 

Agreement  No.  6120-3 -    6319 

Agreement  No.  6120-3.  revised 714J> 

United  States  Atlantic  and  Gulf -Santo  Domingo 
Conference: 

Agreement  No.  6080 - 6031 

Agreement  No.  6080-5 6319 

Agreement  No.  6080-5.  revised -— -    7144 

United  States  Lines  Co.  (American  Pioneer  Lme) 

(agreement  No.  7738) ZZSV- 

West  Coast  of  Italy.  SicUian  and  Adriatic  Ports/ 
North  Atlantic  Range  Conference    (agree- 

ment  No.  7705) 6190 

West  Indies  Carrier  (agreement  No.  7722) 5411 

Western     Hemisphere     Passenger     Conference 

(agreement  No.  8030-2) 6730 

Unsubsidized  vessels,  operation  of,  in  competition 
with  subsidized  vessels;  rM)tice  of  hearing  on 
application  to  continue,  American  President 

Lines.  Ltd ^620 

War  contracts;  settlement  of  claims  arising  under 
terminated  war  contracts,  exclusion  of  part 
from    Code    of    Federal    Regulations,     1949 

Edition r""*"~ 

Steel  and  products ;  termination  of  voluntary  plan  for 
allocation  of.  to  further  program  of  Commission. 
See  main  heading  Commerce  Department. 
MARITIME  DAY,  NATIONAL.  1949;  proclamation  re- 
specting.   See  Presidential  documents. 
MATERNAL  AND  CHILD  HEALTH  PROGRAM.     See 

Children's  Bureau. 
MEDALS,  DECORATIONS.  ETC.    See  Decorations. 
MEMORIAL  DAY,  1949.  observance  as  day  of  prayer  for 
peace;  proclamation  respecting.    See  Presidential 
documents. 
MERCHANT  MARINE:  ^       , 

Persons  serving  in;  reemployment  by  Federal  agen- 
cies.   See  Civil  Service  Commission. 
Regulations,  etc.,  respecting.    See  Coast  Guard,  and 
Maritime  Commission. 
MERCHANT  MARINE  COUNCIL;  hearings  regarding 
regulations  for  preventing  collisions  at  sea,  etc. 
See  Coast  Guard. 

MEiXICO' 

Custorais  relations  with.    See  Customs  Bureau. 

Nonimmigrant  aliens;  visa  regulations.  See  State 
Department. 

Postal  service,  international.  See  Post  Office  Depart- 
ment. 

Radio  and  television  broadcast  stations  in;  licenses 
and  special  radio  regulations.  See  Federal  Com- 
munications Commission. 
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MIGRATORY  BIRDS: 
Area   in  Malheur   National   Wildlife  Refuge   closed 
to  hunting  of: 
Proclamation  resi)ecting.     See  Presidential  docu- 
ments. 
Proposed    regulations   respecting.    See   Pish    and 
Wildlife  Service. 
Lands  in  certain  military  reservations  transferred  for 
conservation  purp>oses.    See  War  Assets  Adminis- 
tration. 
Proclamations  respecting  hunting,  possession,  trans- 
portation, propagation,  etc.   See  Presidential  doc- 
uments.. 
Regulations  respecting.   See  Fish  and  Wildlife  Service. 

MILITARY  ACADEMY.  UNITED  STATES,  cadets:  pre- 
cedence when  in  formations,  order  by  Secretary  of 
Defense.    See  Defense  Department. 
MILITARY  CEMFTERIES,  World  War  H;  transfer  of 
functions  in  connection  with  administration  of  cer- 
tain cemeteries: 
Executive  orders  respecting.    See  Presidential  docu- 
ments. 
Transfer  by  Secretary  of  Army.    See  Army  Depart- 
ment. 


Page 


See  Defense  Depart- 


MILTTARY  ESTABLISHMENT. 

ment. 
MILITARY  GOVERNMENT.  Germany  and  Japan.    See 

Army  Department. 
MILITARY  INFORMATION,  safeguarding  of;  Air  Force 
Dep>artment  regulations.    See  Air  Force  Department. 
MILITARY  RENEGOTIATION  POLICY  AND  REVIEW 
BOARD: 
Authorization  to  inspect  income,  excess-profits,  etc., 
tax   returns;    Executive   order   respecting.    See 
Presidential  documents. 
Regulations  issued  by;   joint  regulations  of  armed 
forces.    See  Defense  Department. 

MILITARY  RESERVATIONS: 
Hawaii:  restoration  of  lands  to  jurisdiction  of  territory 
of  Hawaii,  Elxecutive  orders  respecting.    See  Pres- 
idential documents. 
Panama  Canal ;  establishment  of  Port  William  D.  Davis 
Military  Reservation,  order  respecting.    See  Pan- 
ama Canal. 
Public  lands  withdrawn  for  use  of  Army  Department. 

See  Land  Management  Bureau. 
Regulations  respecting.    See  Army  Department. 
Transfer  of  described  lands  in  certain  reservations: 
To  certain  States  by  War  Assets  for  wildlife  conser- 
vation purposes.    See  War  Assets  Administra- 
tion. 
To  Interior  Department:  oil  and  gas  rights  in  certain 
lands  in  Barksdale  Air  Force  Bombing  and  Gun- 
nery Range,  proposed.    See  Air  Force  Depart- 
ment. 

MILITARY  SEA  TRANSPORTATION  SERVICE.  See 
Navy  Department. 

MILITARY  TRANSPORTATION  COMMITTEE.  JOINT; 
Ximctions  of,  in  connection  with  Military  Sea  Trans- 
portation Service.    See  Defense  Department. 

MINES  BUREAU: 

Authority  respecting  various  matters,  delegation  of, 
from  Secretary  of  Interior  to  Director: 

Condemnation  proceedings;  approval  of,  etc 

Contracts  for  construction,  supplies  services ._ 

Leases  of  space  in  real  estate  outside  District  of  Co- 
lumbia  

Title  opinions;  request  for  opinion  from  Attorney 

General 

Consultation  service  to  Federal  agencies  on  fuel  con- 
sumption: directive  resjiecting.   See  main  heading 
Presidential  documents. 
Regulations : 
Explosives;   regulations  under  Federal  Explosives 
Act.  redesignation  of  chapter,  parts  and  sections 

in  Title  32.  Code  of  Federal  Regulations 

Helium,  production  and  sale  of;  revision 

Mechanical  equipment  for  mines,  tests  for  permissi- 
bility, and  fees;  mobile  Diesel  powered  equip- 
ment for  non-coal  mines 1671, 

MINT  BUREAU.    See  Treasury  Department. 
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MONETARY  AND  FINANCIAL  PROBLEMS.  INTERNA-      Page 
TIONAL,  NATIONAL  ADVISORY  COMMITTEE  ON. 
See  National  Advisory  Committee  on  International 
Monetary  and  Financial  Problems. 

MONETARY  OFFICES;  Mint  Bureau.     See  Treasury 

Department. 

MONEYS.  FOREIGN.     See  Foreign  moneys. 
MOST-FAVORED-NATION     PROVISION,     in     trade 

agreements;     Executive    order    respecting.      See 

Presidential  documents. 
MOTHERS  DAY,  1949;  proclamation  respecting.    See 

F*residential  documents. 

MOTOR  CARRIER   CLAIMS  COMMISSION: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  head- 
,    ing  Civil  Service  Commission. 
Organization  and  functions ' 6761 

MOTOR  CARRIERS: 
Motor  Carrier  Claims  Commission.    See  Motor  Carrier 

Claims  Commission. 
Regulations.    See  Interstate  Commerce  Commission. 

MUNITIONS  BOARD: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A>.  See  main 
heading  Civil  Service  Commission. 
Pimctions  of.  in  stockpiling  of  strategic  and  critical 
materials.  See  main  heading  War  Assets  Admin- 
istration. 
Military  housing  Insurance,  delegation  of  authority 
by  Secretary  of  Defense  resp>ecting;  certifications 
by  Secretaries  of  Air  Force.  Army  and  Navy  with 
prior  coordination  with  designated  representative 

of  Chairman  of  Board 5475 

Military  Sea   Transportation   Service;    functions  of 
Board  in  connection  with.    See  main  heading  De- 
fense Department. 
Regulations  under  National  Industrial  Reserve  Act 

of  1948 1491 

General 1492 

National  Industrial  Reserve,  procedures  for  designa- 
tion and  maintenance  of  properties  in 1493 

National  Security  Clause  and  procedures  for  trans- 
fers of  property 1495 

Transfer  of  Chapter  I,  Title  34.  Code  of  Federal  Regu- 
lations, to  Title  32— National  Defense 5021 

N 

NARCOTICS  BUREAU: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive   service    (Schedule   A).     See    main 
heading  Civil  Service  Commission. 
Harrison  Narcotic  Law;  Joint  regulations  with  Inter- 
nal Revenue  Bureau.    See  main  heading  Internal 
Revenue  Bureau. 
Marihuana  Tax  Act  of  1937;  Joint  regulations  with 
Internal  Revenue  Bureau  respecting.    See  main 
heading  Internal  Revenue  Bureau. 
Opiates;  Bemidone,  NU-1196,  NU-1779,  NU-1932,  N.  L 
H.-2933,  N.  L  H.-2953.  and  CB-11: 
Drugs  found  to  have  addiction-forming  and  addic- 
tion-sustaining  liability  similar  to  morphine 

(Proclamation  2851) 5361 

Notice  of  proposed  rule  making  respecting 3471,  3589 

NATIONAL  ADVISORY  COMMIHEE  FOR  AERO- 
NAUTICS: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  '  Schedule  A) .  See  main  head- 
ing Civil  Service  Commission. 

Steel  and  product's  for  requirements  of  Federal  aero- 
nautical agencies,  voluntary  plan  for  allocation 
of.    See  main  heading  Commerce  Department. 

NATIONAL  ADVISORY  COUNCIL  ON  INTERNA- 
TIONAL MONETARY  AND  FINANCIAL  PROB- 
LEMS: 

Currency  exchange  contracts  contrary  to  exchange 
control  regulations;  interpretation  of  Article  of 
Agreement  of  International  Monetary  Fund  re- 
specting, by  Executive  Directors  of  Fund 5208 
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NATIONAL    ADVISORY     COUNCIL     ON    INTERNA-    p«R' 
TIONAL   MONETARY   AND   FINANCIAL   PROB- 
LEMS— Continued 

Determination  by,  that  information  respecting  gold 
holdings  and  foreign  currency  claims  on  and  lia- 
bilities to  foreigners  of  banks,  corporations.  et(:.. 
In  United  States.  Is  essential  in  order  to  comply 
with  request  of  International  Monetary  Fund  re- 

Appendix  to  regulations  of  Office  of  International 

Finance.  Treasury  Department r--"'^ 

Executive    order    respecting.     See    main    heading 
Presidential  documents. 
NATIONAL    AIRPORT.    WASHINGTON,    D.    C.     See 

Washington  National  Airport. 
NATIONAL  ARCHIVES  COUNCIL? 

Di.sposal  of  records: 

Discontinuance  of  codification  and  exclusion  from 

Code  ol  Federal  Regulations.  1949  Edition 

Regulations  of  Council,  approved  by  President 

NATIONAL    ARCHIVES    AND    RECORDS    SERVICE 
(formerly  Notional  Archives  Establishment): 
Authority,  delegation  of.  to  Archivist  and  previously 
authorized  personnel  by  General  Services  Admin- 
istrator respecting  planning,  development,  and 
administration  of  records  programs. --------     iaba 

Disposal  of  records;  regulations  of  National  Archives 

Council.     See  main  heading  National  Archives 

Council.  ^         .^^        ^      -.^^ 

Federal  Register.  Administrative  Committee  on.    See 

main  heading  Federal  Register.  Administrative 

Committee  on.  .  „  i.        ^  ,. 

Functions  of  National  Archives  Establishment  trans- 
ferred to  General  Services  Administration  by  Fed- 
eral Property  and  Administrative  Services  Act; 
administration  of.  See  main  heading  General 
Services  Administration. 
NATIONAL  BUREAU  OF  STANDARDS: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

Test  fee  schedules : 

Chemistry;  instruments  for  measurement  of  sugar 

Optics: 

Colorimetry.  addition  of  items 

Opaclmetry;  addition  of  item •'•''•' 

NATIONAL    EMPLOY    THE    PHYSICALLY    HANDI- 
CAPPED  WEEK,    1949;    proclamation    respecting. 
See  Presidential  documents. 
NATIONAL  FARM  SAFETY  WEEK.  1949;  proclamation 

respecting.    See  Presidential  documents. 
NATIONAL  FORESTS.     See  National  parks,  forests,  etc. 
NATIONAL  FREEDOM  DAY;  proclamation  respecting. 

See  Presidential  documents. 
NATIONAL  GUARD  AND  STATE  GUARD: 

Army  Day   1949,  to  honor  Army  of  the  United  States 
and  its  component  parts;  proclamation  respect- 
ing.   See  Presidential  documents. 
District  of  Columbia  National  Guard,  administration; 
Executive    order    respecting.    See    Presidential 
documents. 
Regulations.    See  Army  Department. 
NATIONAL    HEART    INSTITUTE    traineeshlps.    See 

Public  Health  Service. 
NATIONAL  HISTORIC  SITE.  Ban  Juan,  Puerto  Rico; 

designation.    See  Interior  Department. 
NATIONAL  HOUSING   COUNCIL.     See   Housing    and 

Home  Finance  Agency. 
NATIONAL  INDUSTRIAL  RESERVE;   regulations  re- 
specting.    See  Munitions  Board. 
NATIONAL  LABOR  RELATIONS  BOARD: 

Redesignation  of  chapter  and  parts -— -- 

Rules  and  regulations,  procedure  in  prevention  of  un- 
fair labor  pracUces;  requirement  that  oncers  or 
labor  organl2ation  making  charge  fUe  affidavit^ 
respecting  communistic  party  affiliation  or  belief. 

determination  of  who  is  officer '^^^ 

Statements  of  general  policy  or  interpretation: 
Exclusion  from  Code    of  Federal  Regniatlons 
Edition-- 
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NATIONAL   LABOR    RELATIONS   BOARD— Con. 

Statements  of  general  policy  or  interpretation— Con. 

MemorandJ^  describing  statutory  andde^ega  ed 

functlSnLpf  ^\2|J?.^''^^  Counsel,  codification 

Statemente"MFo^e(flBrin  "unfair  fabor  practice 
cases-  requirement  that  officers  of  labor  organi- 
zations file  affidavits  respecting  communistic 
party  affiliation  or  belief,  determination  of  who     ^^^^ 

is  officer 

NATIONAL  MARITIME  DAY,  1949;  proclamation  re- 
specting.    See  Presidential  documents. 
NATIONAL  MEDIATION  BOARD: 
Emergency  boards,  to  investigate  disputes  between  cer- 
tain   carriers   and   their   employees;   Executive 
orders  respecting.    See  main  heading  Presidential 
documents. 
NATIONAL  MILfTARY  ESTABLISHMENT: 
Regulations,  etc..  respecting.    See  Defense  Depart- 

Title  34  Code  of  Federal  Regulations:  transfer  of  reg- 

ulations  to  Title  32— National  Defense- —    6021 

NATIONAL   PARK  SERVICE: 

Authority  respecting  various  matters,  delegation  from 
Secretary  of  Interior  to  various  officials: 

Director:  ,     ,     . 

Condemnation  proceedings;  approval  of.  etc 

Contracts  for  construction,  supplies  or  services- _ 
Leases  of  space  in  real  estate  outside  District  of 

Columbia — ^ 

Title  opinions;  request  for  opinion  from  Attorney 

General- rr'V"* 

Regional    Counsels;    adjustment    of    certain    tort 

claims -----  307.  4766.  7489 

Channel  Islands  National  Monument,  California,  en- 
largement   of;    proclamation    respecting.      See 
main  heading  Presidential  documents. 
Discrimination,  because  of  race,  religion,  etc. ;  National 
Capital   parks   regulations.    See  under  Regula- 
tions, below. 
District  of  Columbia  Recreational  Board;  memoran- 
dum of  agreement  with  Board  respecting  aval  - 
Ibility  of  certain  park  lands  and  recreational  facil- 
ities thereon,  for  conduct  of  public  recreation 
activities  and  programs  in  park  areas.— ------ 

Effigy  Mounds  National  Monument,  Iowa,  establish- 
ment   of;    proclamation   respecting.     See  main 
heading  Presidential  documents. 
Lands  in  national  parks,  public  land  orders  affecting. 

See  main  heading  Land  Management  Bureau. 
National  military  parks;  designation  of  San  Juan  Na- 
tional Historic  Site.  Puerto  Rico,  by  Secretary  of 
Interior.     See   main   heading   Interior  Depart- 
ment. 
Regulations,  for  national  parks,  etc.: 

Aircraft;  landing  of.    See  General  rules  and  regu- 
lations. ^  ^, 
Alaska    Mt.  McKinley  National  Park:  prospecting, 
mining,  etc.,  in.    See  Special  provisions  respect- 
ing various  parks,  etc.          ^     ^  ,  ,.         ,  .v,« 
Amendment  of  all  regulations,  by  deletion  of  the 
word  "house"  wherever  it  appears  therein  be- 
fore the  word  "trailer"  or  the  word  "trailers"-  — 
Concessioners'  employees,  labor  standards  applica- 
ble to:  , 
Applicability;    exclusion    of    certain    groups    of 

employees --—        ^'^ 

Wages    and    overtime    compensation;    overtime 

compensation ^O.  ^^^^ 

Pees;  admission,  guide,  elevator  and  automobile: 

Admission  fees;  miscellaneous — —    -="»»» 

Guide  fees:  „„«« 

For  Crystal  Cave ^"°» 

For  Lehman  Caves ''"**'» 

Permit  fees:  •      ^^  *    „ 

Trailer;  deletion  of  provision  respecting  certain 
national  monuments : 

Lava  Beds  National  Monument ^'*' 

Petrified  Forest  National  Monument 3747 

White  Sands  National  Monument -    3747 

Vehicles,  commercial  passenger-canylng  (in- 
cluding taxicabs ) ,  in  Mammoth  Cave  Na- 
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NATIONAL  PARK  SERVICE^Continued  P»g« 
Regulations,  for  national  parks,  etc. — Continued 
Fishing;  during  emergency  period,  etc.    See  Gen- 
eral rules  and  regulations. 
General  rules  and  regulations: 
Aircraft,  landing  of.  In  designated  areas  of  na- 
tional parks  and  monuments 3747 

PishllTir.  during  emergency  period  or  to  prevent 
overuse  by  fishermen;  closing  of  waters  by 

posting  of  signs 2085 

Grazing,  and  agricultural  use  of  lands 2085 

Intoxicating  liquors,  sale  of;  permit  requirement 

for —     5649 

Lake  Mead  National  Recreational  Area,  protection 
of  wildlife  in  portions  of;  hunting  with  shot- 
gun (use  of  single-ball  and  slug-loaded  shells 

prohibited) 6044 

Permits;  motor  vehicles  or  trailers 3747 

Preservation  of  public  property,  natural  features 
and  curiosities;  picking  and  eating  of  native 

fruits  and  berries 3747 

Grazing,  and  agricultural  use  of  lands.    See  Gen- 
eral rules  and  regulations. 
Hot  Springs  National  Park,  bath  house  regulations; 
schedule  of  rates,  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 4905 

House  trailers;  amendment  of  all  regulations  by 
deletion  of  word  'house"  wherever  used  with 

"trailers" 3747 

Intoxicating  liquors;  sale  of.  regulations  respecting. 

See  General  rules  and  regulations. 
Lake  Mead  National  Recreational  Area;  protection 
of  wildlife  In  portions  of.  regulations  respect- 
ing.   See  General  rules  and  regulations. 
National  Capital  parks;  discrimination  in  furnish- 
ing public  accommodations,  and  in  using  park 

areas 3051 

Permits : 
Fees  for.     See  Pees. 
For  motor  vehicles   and   trailers.     See   General 

rules  and  regulations. 
For  sale  of   intoxicating  liquors.    See  General 
rules  and  regulations. 
Preservation  of  public  property,  natural  features 
and  curiosities.    See  General  rules  and  regu- 
lations. 
Special  regulations  respecting  various  parks,  etc.: 
Everglades  National  Park;  restriction  respecting 

"glade  buggies"  or  "airboats" 3748 

Grand  Teton  National   Park;   open  season  for 

fishing 2087 

Great  Smoky  Mountains  National  Park: 

Accidents;  report  of.  by  wrecker  operators 2087 

Passenger  trucks;  redesignation 2087 

Speed 2087 

Lake  Mead  National  Recreational  Area;  protec- 
tion of  wildlife  (hunting  with  shotgun) 6044 

Mammoth  Cave  National  Park;  fishing _ 2087 

Mount  McKinley  National  Park.  Alaska;  prospect- 
ing, mining  and  surface  use  of  mineral  land 

locations 955 

Mount  Rainier  National  Park: 

Entrances  and  exits;  redesignation 2546 

Fishing;  revision  and  redesignation 2546 

Speed;   redesignation 2546 

Vehicles:  load  and  weight  limitations,  redesig- 
nation      2546 

Natchez  Trace  Parkway;  speed 2087 

Olympic  National  Park;,  speed  regulation 3747 

Yellowstone  National  Park: 

Boats;  revision  and  redesignation 2086 

Pishing;  revision  and  redesignation 2086.2087 

Speed;  redesignation 2086 

Trucking;   redesignation 2086 

Vehicles;  weight  and  size  limits,  redesignation.    2086 

Trailers;  amendment  of  all  regulations  by  deletion 

of  word  "house"  wherever  used  with  "trailers".    3747 
Wildlife,   protection  of;    in  Lake  Mead   National 
Recreational    Area.    See    General    rules    and 
regulations. 

NATIONAL  PARKS.  FORESTS.  MONUMENTS.  ETC. : 
Angeles  National  Forest.  California,  certain  lands  in. 
opened  to  entry  under  mining  laws;  Executive 
order  respecting.    See  Presidential  documents. 


NATIONAL  PARKS.  FORESTS.  MONXJMENTS.  ETC.— 
Continued 

Channel  Islands  National  Monument.  California, 
enlargement  of;  proclamation  respecting.  See 
Presidential  documents. 

Cherokee  National  Forest,  enlargement  of;  Executive 
order  respecting.    See  Presidential  documents. 

De  Soto  National  Memorial;  establishment,  by  order 
of  Secretary  of  Interior.  See  Interior  Depart- 
ment. 

Efflgy  Mounds  National  Monument.  Iowa,  establish- 
ment of;  proclamation  respecting.  See  Pi'esiden- 
tial  documents. 

Forest  lands;  administration,  etc.  See  Agriciilture 
Department,  and  Forest  Service. 

Giflord  Pinchot  National  Forest,  formerly  Columbia 
National  Forest;  designation,  proclamation  re- 
specting.   See  Presidential  documents. 

Public  lands  in.    See  Land  Management  Bureau. 

Regulations.  See  Forest  Service,  and  National  Park 
Service. 

San  Juan  National  Historic  Site,  designation  of.  See 
Interior  Department. 

Superior  National  Forest.  Minnesota,  establishment  of 
airspace  reservation  over;  Executive  order  re- 
SE>ecting.    See  Presidential  documents. 

NATIONAL   RAILROAD  ADJUSTMENT   BOARD: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

NATIONAL  SECURITY  CLAUSE,  formulation  of.  and 
procedures  for  modification;  regulations  of  Muni- 
tions Board  respecting,  in  connection  with  National 
Industrial  Reserve.    See  Munitions  Board. 

NATIONAL  SECURITY  COUNCIL;  transfer  to  Executive 
Office  of  the  President  under  Reorganization  Plan 
No.  4  of  1949.  See  main  heading  Presidential  docu- 
ments. 

NATIONAL  SECURITY   RESOURCES  BOARD: 

Transfer  to  Executive  Ofl&cc  of  the  President  under 
Reorganization  Plan  No.  4  of  1949.  See  main 
heading  F*residential  documents. 

NATIONAL  WILDLIFE  REFUGES,  CONSERVATION 
AREAS,  ETC.  See  Wildlife  refuges,  conservation 
areas,  etc. 

NAVIGATION  LAWS  AND  REGULATIONS: 
Airways.    See  Civil  Aeronautics  Administration,  and 

Civil  Aeronautics  Board. 
Customs  enforcement  of.    See  Customs  Bureau. 
Waterways.    See  Coast  Guard;  Engineers,  Corps  of; 

Navy  Department;  and  Panama  Canal. 

NAVY   DEPARTMENT: 

Aerial  flights  by  certain  persormel  of  Navy  and  Marine 
Corps;  Executive  order  rest>ecting.  See  main 
heading  Presidential  documents. 

Air  Navigation  Development  Board,  Civil  Aeronautics 
Administration;  representation  on.  See  main 
heading  Civil  Aeronautics  Administration. 

Air  traffic  control  procedures  prescribed  by  Civil  Aero- 
nautics Administrator  and  approved  by  Chief  of 
Naval  Operations.  See  main  heading  Civil  Aero- 
nautics Board. 

Aircraft,  naval,  transportation  by;  regulations  by  Sec- 
retary of  Defense.  See  main  heading  Defense 
Department. 

Allowances  for  certain  Navy  and  Marine  Corps  per- 
sonnel.   See  Personnel. 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

Danger  areas  and  zones: 
Aircraft  danger  areas;  designation  of.  by  Admin- 
istrator of  Civil  Aeronautics.    See  main  head- 
ing Civil  Aeronautics  Board. 
Danger  zone  regulations.    See  main  heading  Engi- 
neers, Corps  of. 

Guam,  transfer  to  Interior  Department  of  administra- 
tion of;  Executive  order  respecting.  See  main 
heading  Presidential  documents. 


Page 


NAVY  DEPARTMENT — Continued 

Hawaii;  certain  lands  used  by  Navy  Department 
restored  to  jurisdiction  of  Territory  of  Hawaii; 
Executive  orders  respecting.    See  main  head- 
ing Presidential  documents. 
Petroleum  reserves,  naval,  in  California: 

Addition  and  elimination  of  certain  lands;  Exec- 
utive orders  respecting.    See  main  heading 
Presidential  documents. 
Regulations  respecting.    See  Regulations. 

Public  lands:  ,  ,     •  j.  ., 

Oil  and  gas  deposits  in;  transfer  of  Jurisdiction 
from  Department  to  Interior  Department. 
See  main  heading  Land  Management  Bureau. 
Withdrawal  of.  for  use  of  Department.     See  main 
heading  Land  Management  Bureau. 
Virgin  Islands ;  transfer  of  certain  lands,  buildings, 
etc..  to  Interior  Department  for  permanent  ju- 
risdiction and  control,  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Military  Sea  Transportation  Service: 

Certain  positions  excepted  from  competitive  service 
(Schedule  A).  Civil  Service  Rules.    See  main 
heading  Civil  Service  Commission. 
Establishment  of,  under  direction  and  control  of 
Department;  order  by  Secretary  of  Defense- 
Organization  and  delegations  of  authority: 

Housing,  military;  delegations  of  authority  respect- 
ing: 
By  Secretary  of  Defense  to  Secretary  to  make  cer- 
tifications  respecting 

By  Secretary  to  commanding  officers  administer- 
ing Navy  defense  housing  in  connection  with 

repossession  of  units — 

Organization,  Naval  Establishment: 

Civilian  Executive  Assistants 

Creation  and  authority 

Naval  Command  Assistant 

Naval  Establishment 

Naval  Technical  Assistants 

Operating  Forces 

Purpose 

Secretary  of  Navy 

Shore  Establishment 

Pay.  allowances,  etc..  for  certain  Navy  and  Marine 

Corps  personnel.    See  Personnel. 
Personnel.  Marine  Corps  and  Navy: 

Aerial  flights  by  certain  personnel  of  Navy  and 
Marine  Corps;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Appointment  In  U.  S.  Air  Force  Reserve  without  prior 
commissioned     service;     regulations,     reserve 
forces.    See  main  heading  Air  Force  Depart- 
ment. ,        ^    ,  , 
Career  Compensation  Act.  regulations  for  adminis- 
tration  of;    Executive   order   respecting.    See 
main  heading  Presidential  documents. 
Clothing  allowances  for  enlisted  m-^n  and  Reserves 
of  Navy  and  Marine  Corps;  Executive  order 
respecting.    See    main    heading    Presidential 
documents. 
Family   allowances   for   servicemen's   dependents; 
joint  regulations  of  armed  forces.    See  main 
heading  Defense  Department. 
Physical  separation  and  retirement;  regulations  re- 
specting.   See  Regulations. 
Quarters  and  subsistence  allowances  to  enlisted  men 
traveling  on  duty;  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Transportation  of  household  goods  of  members  of 
Navy  and  Marine  Corps;  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 
ments. ,  . 
Precedence  of  members  of  armed  forces  of  United 
States  when  in  formations,  order  by  Secretary  of 
Defense.    See  main  heading  Defense  Department. 
Procurement  regulations,  armed  services;  joint  regu- 
lations of  armed  forces.    See  main  heading  De- 
fense Department. 
Radio  frequencies,  proposed  assignment  of.  to  various 
Navy  ship,  shore  and  base  stations.     See  main 
heading  Federal  Communications  Commission. 

BOCKX) — 50 23 
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NAVY  DEPARTMENT— Continued  ^^^e 

Regulations,  notices,  etc.: 

Court  martial  proceedings;  delegations  of  author- 
ity in  review  of.    See  Courts,  naval. 
Courts,  naval,  and  certain  fact  finding  bodies;  dele- 
gations of  authority  in  review  of  deck  court  and 

court  martial  proceedings 6115 

Navigation  lights  on  vessels;  certification  by  Secre- 
tary for  exception  to  statutory  requirements  for 
the  following  types  of  vessels: 

Destroyer  escort  (DDE) 6234 

Hunter  killer  destroyers  (DDK) 6234 

Landing  ships,  utility  (LSU> "544 

Personnel,  Marine  Corps  and  Navy: 
See  also  Personnel,  above. 

Physical  separation  and  retirement.    See  Phys- 
ical separation  and  retirement. 
Petroleum  and  oil  shale  reserves,  naval : 
Naval  Petroleum  Reserve  No.  1  <Elk  Hills),  Kern 
County,  California: 
Enlargement  of;   Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Public  sales: 
Natural  gas,  invitation  for  bids: 

Di-y   gas l'^^3 

Residual  dry  gas 1743,  3290 

Natural  gasoline,  invitation  for  bids 1742,  3290 

Naval  Petroleum   Re.serve   No.   2    (Buena   Vista 
Hills).  Kern  County,  California: 
Elimination  therefrom  of  certain  lands  for  res- 
ervation as  townsites;  Executive  order  re- 
specting.    See  main  heading  Presidential 
documents. 
Public  sale  of  royalty  crude  oil;  invitation  for 

bids 1742 

Physical  separation  and  retirement;  naval  regula- 
tions issued  pursuant  to  Career  Compensation 

Act  of  1949 7582-7585,  7885 

Action,  final,  by  Secretary 7585 

Appeal  Board.    See  Boards. 
Boards,  clinical,  evaluation,  appeal,  etc. : 
Clinical  twards  (composition,  duties,  procedure, 

etc.) 7582,  7583 

Physical  disability  appeal  board  (composition 

and  duties) 7584,  7585 

Physical  evaluation  boards  (composition,  pro- 
cedure, findings,  etc.) 7583,  7584 

Physical  review  council.    See  Review. 

Examinations,   periodic  physical 7585 

Review;  physical  review  council 7584 

Retirement  regulations.     See  Phjrsical  separation 

and  retirement. 
Transfer  of  Chapter  VI,  Title  34,  Code  of  Federal 

Regulations,  to  Title  32 — National  Defense 5021 

Renegotiation  regulations,  military;  joint  regulations 
of  armed  forces.    See  main  heading  Defense  De- 
partment. 
Transportation  of  household  goods  of  members  of 
Navy  and  Marine  Corps ;  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
NETHERLANDS;  reciprocal  income  tax  convention  be- 
tween United  States  and  Netherlands,  income  tax 
regulations   pursuant  to.     See  Internal   Revenue*- 
Bureau. 
NONCOMBATANT     SERVICE     AND     TRAINING,     In 
armed  services;   Executive  order  respecting.     See 
Presidential  documents. 


OFFICES.  State  and  local,  holding  of.  by  Federal  offi- 
cers and  employees: 
Residents  of  Fairfax  County,  Virginia;  proposed  regu- 
lations, respecting.    See  Civil  Service  Commission. 
Residents  of  Norris.  Tennessee;  Executive  order  re- 
specting.   See  Presidential  documents. 
OIL,  FUEL,  CONSERVATION  OF;  directive  respecting. 

See  Presidential  documents. 
OIL  AND  GAS  DIVISION,  INTERIOR  DEPARTMENT. 
See  Interior  Department. 
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OIL  LANDS:  »*•«• 

Leases,  oil  and  gas;  regulations.    See  Land  Manage- 
ment Bureau. 
Petroleum  and  oil  shale  reserves,  naval : 
Enlargement,  reduction,  etc.;  Executive  orders  re- 
specting.   See  Presidential  documents. 
Public  sales  of  oil.  gas.  and  gasoline,  regulations 
resijectlng.    See  Navy  Department. 
Transfer  of  Jurisdiction  over  certain  oil  and  gas  de- 
posits; orders  respecting.    See  Land  Management 
Bureau. 
OLD  AGE  AND  SURVIVORS  INSURANCE  BUREAU. 

See  Social  Security  Administration. 
OPIATES,   findings   respecting    properties   of    certain 
drugs;  proclamation  respecting.    See  Presidential 
documents. 
OVERTIME  CX5MPENSATION ;   statement  of  general 

g)licy  or  interpretation  respecting.    See  Wage  and 
our  Division. 


PACIFIC  GAS  AND  ELECTRIC  COMPANY.  California, 
application  to  Increase  electric  rates;  authority  of 
Secretary  of  Defense  to  represent  interest  of  Gov- 
ernment agencies  respecting.  See  Defense  Depart- 
ment. 

PAN  AMERICAN  DAY.  1949;  proclamation  respecting. 
See  Presidential  documents. 

PANAMA  CANALt 

Canal  Zone  orders: 

Employment: 

Employment  In  service  of  Panama  Canal   and 

Panama  Railroad  Company  on  Isthmus  of 

Panama ;  leave  of  absenc^  for  excepted  alien 

employees    (Order  17,  amending  Executive 

order  1888) _ -i 1499 

Suspension  of  certain  statutory  provisions  relat- 
ing  to;    Executive   orders   respecting.     See 
main  heading  Presidential  documents. 
Military  Reservation.  Pbrt  William  D.  Davis ;  estab- 
lishment of  new  boundaries  (Order  18) 6151 

Regiilatlons;  operation  and  navigation  of  Panama 
Canal  and  adjacent  waters,  merchant  ship  an- 
chorages     6266 

Toll  rates  for  use  of  Canal ;  proclamation  respecting. 
See  main  heading  Presidential  documents. 
PANAMA  CANAL  ZONE: 
Canal  Zone  orders  and  regulations.     See  Panama 

Canal. 
Employment  In: 
Employment  In  service  of  Panama  Canal   and  Pan- 
ama Railroad  Company;  Canal  Zone  order  re- 
specting.    See  Panama  Canal. 
Suspension  of  certain  statutory  provisions  relating 
to ;  Executive  orders  respecting.    See  Presiden- 
tial documents. 
Military  reservation  in;  Canal  Zone  order  respecting. 

See  Panama  Canal. 
Postal  regulations  respecting  domestic  mail  matter; 
fourth-class  rates  to  Canal  Zone.    See  Post  OfQce 
Department. 
Rac^o  frequencies,  a.ssignment  of,  to  war  stations  In 
Canal  2k)ne.    See  Federal  Communications  Com- 
mission. 
Tolls  for  use  of  Panama  Canal,  further  postponement 
of  effective  date  of  change  in  rates;  proclamation 
respecting.    See  Presidential  documents. 
PARK  SERVICE,  NATIONAL    See  National  Park  Serv- 
ice. 
PARKS.    See  National  parks,  forests,  etc, 
PASSPORTS:   regulations   respecting.     See  Immigra- 
tion and  Naturalization  Service,  and  State  Depart- 
ment. 
PATENT    COMPENSATION     BOARD.       See     Atomic 
Energy  Commission. 

PATENT  OFFICE: 

Patents ;  rxiles  of  practice.  Joinder  of  Inventions  In  one 
application: 

Different  inventions  In  one  application 6279,  6639 

Election  of  species —    6639 

Trade-marks: 
Porms  for  trade-mark  cases;  application  for  regis- 
tration by  individual,  Principal  Register,  note..   4765. 

6641 


PATENT  OFFICE— Continued  ^'^* 

Trade-marks — Continued 
Rules  of  practice: 
Application: 
Amendments  of  various  types: 
Change  of  application  to  different  reglater__.   4764. 

6640 

Description  or  drawing 4764.  6640 

Application  confidential  prior  to  publication...    4764. 

6639 
Written  form: 
Proof  of  distinctiveness  under  section  3  it)  —   4764. 

6638 
Use  by  predecessor  or  by  related  companies-.   4764. 

6639 
Assignment ;  new  certificate  on  change  of  owner- 
ship   4765,  6641 

Attorneys  and  representation  by  attorneys: 
Advertising ;  extension  of  effective  date  of  pro- 
visions respecting 8589 

Approval  of  proposed  advertising  matter  (in 

effect) - 8589 

Persons  who  may  practice  before  Patent  Office 

in  trade-mark  cases 4764,  6639 

Power  of  attorney  or  authorization ^...    6639 

Cancellation,  petition  for 4765.  6640 

Classification;  goods  and  services 4765.  6640 

Contested  or  inter  partes  proceedings;  procedure: 

Abandonment  of  application,  abandonment  or 

disclaimer  in  whole  of  mark,  concession  of 

priority 4765.  6641 

Briefs  at  final  hearing 4765,  6640 

Failure  to  take  testimony 4765.  6641 

Motions 4765,  6640 

New  matter  suggested  by  Examiner  of  Trade- 
Marks __  4765,  6640 

Drawings,  requirements  for;  extraneous  matter 4764, 

6640 
Federal  label  approval  required  In  certain  cases  _.   4764. 

6640 

Fees  and  charges 4764.  6639 

Note,  additional  item 6639 

Opposition : 

Extension  of  time 4765.  6640 

Notice  filed  by  attorney 6640 

Records  and  publications  of  Patent  Office ;  pam- 
phlets : 

General  information 4764.  6639 

Trade-mark  rules  and  statutes 4764.  6639 

Republication  of  marks  registered  under  1905  act; 

republication  requirements 4765,  6641 

Specimens  of  facsimiles  in  case  of  service  mark..   4764. 

6640 
PATENTS: 
Armed  services  procurement  regulations  respecting. 

See  Defense  Department. 
Patent  Compensation  Board.     See  Atomic   Energy 

Commission. 
Rules  of  practice  respecting.    See  Patent  Office. 

PATRICK  HENRY  WEEK.  1949;  proclamation  respect- 
ing.   See  Presidential  documents. 

PETROLEUM  RESERVES.  NAVAL: 

Nos.  1  and  2,  California;  certain  lands  added  to  or 
eliminated  from.  Executive  orders  respecting. 
See  Presidential  documents. 

Sale  of  petroleum  products  from.  See  Navy  Depart- 
ment. 

PHILIPPINE  ALIEN  PROPERTY  ADMINISTRATION: 
Claims  debt: 
Bar  orders  fixing  time  for  filing  claims  in  respect  of 

listed  debtors 393.  394,  395 

Extension  order  extending  bar  order  date  for  filing 
claims  in  respect  of  listed  debtors,  to  June  15, 
1949: 

Klyomoto,  Hisato 1627 

Shigihara.  Yaichi 1627 

Watari,  Hikoichi.. _.    1627 

PHILIPPINE  ISLANDS: 

Air-mail  service;  international  postal  service  regula- 
tions respecting.    See  Post  Office  Department. 

Alien  property  in;  debt  claims  respecting.  See  Philip- 
pine Alien  Property  Administration. 

Coconut  oil  and  copra  from ;  proclamation  respecting 
termination  of  suspension  of  additional  processing 
tax  on  certain  coconut  oil.  See  Presidential  docu- 
ments. 


PHILIPPINE  ISLANDS— Continued  P^* 

Head  tax;  Filipino  trainees.  See  Immigration  and 
Naturalization  Service. 

Nonquota  status  of  certain  citizens  entering  United 
States.    See  State  Department. 

Philippine  War  Damage  Commission.  See  Philippine 
War  Damage  Commission. 

BuKar  qwotas.    See  Ae:riculture  EVepartment. 

Training  program  of  Coast  and  Geodetic  Survey  imder 
Philippine  Rehabilitation  Act.  See  Coast  and 
Geodetic  Survey. 

Vessels,  charter  of,  under  Philippine  RehabiUtation 
Act.    See  Maritime  Commission. 

Veterans  having  service-connected  disabilities; 
grants-in-aid  to  Republic  of  Philippines  for  hos- 
pitalization of.    See  Veterans'  Administration. 

War  claims  by  religious  organizations  having  affilia- 
tions in  United  States,  payment  of.     See  War 
Claims  Commission. 
PHILIPPINE  WAR  DAMAGE  COMMISSION,  UNITED 

STATES: 
Regulations;  revision 

Certain  editorial  changes,  redesignations.  etc 

Claims r"-":^""V3"r""" 

Appeals:  rules  of  procedure  respectmg  final  deter- 
minations.   See  Rules  of  procedure. 

Exclusion  from  Code  of  Federal  Regulations.  1949 
Edition 

Private  property  claims 

Public  property  claims --qVq 

Payments  and  reinvestment ^ 4979, 

Amount  of  payment  of  private  property  claims... 

Reinvestment 49'^9 

Policy  determination 

Exclusion  from  Code  of  Federal  Regulations,  1949 

Edition 

Private  property  claims 

Public  property  claims 

Rules  of  procedure 

Appeals T""":'"* r" 

Claims  for  various  amounts;  authority  to  make 

final  determinations 

Employment 

General-, 

PHYSICALLY  HANDICAPPED  PERSONS: 
Blind  persons:  ,  _ 

Income  tax  exemptions  for.    See  Internal  Revenue 

Bureau. 
Vending  stand  proq;ram  for.    See  Vocational  Reha- 
bilitation. Office  of. 
Crippled  children,  program  for.    See  Children  s  Bu- 

Employment  in  sheltered  workshops.    See  Wage  and 

Hour  Division. 
Proclamation  respecting.   See  Presidential  documents. 

PINCHOT,  GIFFORD.  NATIONAL  FOREST,  formerly 
Columbia  National  Forest;  designation,  proclama- 
tion respecting.    See  Presidential  documents. 
PLANT  QUARANTINE.     See  Entomology    and    Plant 

Quarantine  Bureau. 
POLITICAL  ACTIVITY  OF  FEDERAL  EMPLOYEES; 
holding  of  state  and  local  offices: 
Civil  Service  Commission  proposed  rule  respecting  res- 
idents of  Fairfax  County,  Virginia.     See  Civil 
Service  Commission. 
Executive  orders  respecting.    See  Presidential  docu- 
ments. 
PORTS  OF  ENTRY: 
Customs.    See  Customs  Bureau. 
Immigration.     See  Immigration  and  Naturalization 
Service. 
POST  OFFICE  DEPARTMENT: 

Accounts  Bureau: 
Abolishment  of  former  bureau;  Reorganization  Plan 
No.  3  of  1949.    See  main  heading  Presidential 
documents. 
Establishment  of ;  order  of  Postmaster  General  re- 
specting.   See  under  Organization. 
Advisory  Board;  establishment,  duties,  and  member- 
ship under  Reorganization  Plan  No.  3  of  1949.    See 
main  heading  Presidential  documents. 
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POST  OFFICE  DEPARTMENT — Continued 

Army  and  Air  Force  mail  service;  transfer  to  Air  Force 
Department  of  certain  functions  relating  to.    See 
m^in  heading  Defense  Department. 
Civil  Service  Rules  and  Regulations: 

Certain  positions  excepted  from  competitive  service 
(Schedule  A).    See  main  heading  Civil  Service 
Commission. 
Promotion  of  substitutes.    See  main  heading  Civu 
Service  Commission. 
Coast  Guard  personnel  in  Canada;  mail  for: 

Postmasters  to  publicize  change  in  addressing..... 
To  be  dispatched  through  Canadian  postal  service.. 
Counterfeit  obligations,  securities,  etc.;  post  offices  to 
deUver  to  Treasury  Department  through  Secret 
Service.    See  main  heading  Treasury  Department. 
Designation  of  certain  officers  to  act  during  absence 
or  sickness  of  Postmaster  General ;  Executive  or- 
der respecting.     See  main  heading  Presidential 
documents. 
Fair  employment  practices,  procedures  of  Depart- 
ment relative  to - 

Free  transportation  by  air  carriers  of  certain  postal 
employees;  economic  regulations  of  Civil  Aero- 
nautics Board.    See  main  heading  Civil  Aeronau- 
tics Board. 
Organization:  ,  ^. 

Department  and  Postal  Service.     See  Regulations. 
Deputy  Postmaster  General;  assignment  of  duties 

and  delegation  of  authority 

Reorganization  Plan  No.  3  of  1949,  changes  pur- 
suant to; 
See  also  main  heading  Presidential  documents. 
Orders  of  Postmaster  General : 
Accounts  Bureau;  establishment,  duties,  and 

authority  _— - 

Assistant    Postmasters    General;    duties    and 

authority 

Continuance  in  effect  of  prior  instructions  and 

orders 

Purchasing   Agent,   Office   of;    establishment, 

duties,  and  authority 

Various  officials;  duties  and  authority 

Postmaster    General,    Deputy    Postmaster    General, 
and  Assistant  Postmasters  General;   functions, 
etc  * 
Designation  of  certain  officers  to  act  during  ab- 
sence or  sickne.ss  of  Postmaster  General ;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Orders  respecting  Assistant  Postmasters  General. 

See  Organization. 
Under  Reorganization  Plan  No.  3  of  1949.    See  main 
heading  Presidential  documents. 
Purchasing  Agent.  Office  of: 
Abolishment  of  former  office;  Reorganization  Plan 
No.  3  of  1949.    See  main  heading  Presidential 
documents. 
Establishment  of;  order  of  Postmaster  General  re- 
specting.   See  under  Organization. 
Railway  mail  pay,  electric;  overruling  of  Postmaster 
General  respecting  application  for  increase  in 
rates.    See  main  heading  Interstate  Commerce 
Commission. 
Regulations : 
Delivery  service: 
City  delivery ;  establishment  and  supervision,  city 

delivery  service 

Rural  delivery: 
Delivery  and  collection  of  mail;  special  delivery 
matter  collected  and  delivered  en  route. .. 
Deviations  from  routes  forbidden;  assistant  to 

carrier,  rescission 

Patrons'  boxes: 
Erection  of  rural  mail  boxes,  receptacle  for 

newspapers  permitted  on  post 

Manufacture  and  sale  of;  concerns  author- 
ized to  manufacture  and  sell  mail  boxes 

for  use  on  rural  routes 

Village  delivery: 
All  mail  to  be  delivered  by  carrier,  exceptions.. 

Village  delivery;  village  carriers,  deletion 

Department  and  Postal  Service : 
Contracts  for  supplies.    See  Supply  contracts. 
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POST  OFFICE  DEPARTMENT— Continued  '»«• 

Regulations — Continued 
Department  and  Postal  Service — Continued 
Damage  to  person  or  property  by  postal  opera- 
tions. Investigation.    See  Miscellaneous  pro- 
visions. 
Establishment  and  organization  of  Department; 
organization: 
See  also  Organization,  above. 

First  Assistant  Postmaster  General t619 

6econd  Assistant  Postmaster  General: 
Deputy    Assistant    Postmaster    General    in 

charge  of  air  mall  service 6773 

Deputy    Assistant    Postmaster    General    in 

charge  of  surface  postal  transport 6773 

Deputy  Second  Assistant  Postmaster  General 
in   charge   of   administrative   services; 

redesignation 6773 

Deputy  Second  Assistant  Postmaster  General 
in  charge  of  international  postal  service ; 

redesignation 6773 

Information;  redesignation 6773 

Official  records;  redesignation 6773 

Postal  transportation  service 6773 

Third  Assistant  Postmaster  General;  division  of 

registered  mails 8620 

Miscellaneous  provisions  relating  to;  damage  to 
person  or  property  by  postal  operations,  In- 
vestigatloa  and  reports  of  accidents: 
Accidents,   assignment  of  counsel   for  postal 

employees 8994 

When  civil  suit  to  be  brought  by  Government--      520 
Postage  stamps  and  other  stamped  paper  and 
securities : 
Redemption  of  stamps  or  stamped  paper;  to 

public 8679 

Special-request  envelopes;  printing  on  stamped 

envelopes  by  Department,  return  request--    3679 
United  States  savings  stamps;  postmaster  to 

encourage  sale  of 8679 

Supply  contracts,  service  property;  Postmaster 
Gi?neral  to  contract  for  envelopes,  labels,  etc. 

for  all  Government  departments 338,  3679 

United  States  savings  bonds  and  Treasury  saving 
certificates;   error  made   by   postmaster   in 
Issliing  bond  returned  after  month  of  issue..    3470 
Domestic  mail  matter: 
Classification  and  rates  of  postage: 
Air  mall: 

Domestic  air  mail,  definition  of 659,  3680 

Postage  rates  for  air  parcel  post 183,  3680,  5563 

Cigarettes  and  tobacco  products  at  APO's  pro- 
hibited, mailing  of . 5928,  7378 

Customs  declarations  required  on  parcels  ad- 
dressed to  Guam 2795 

Fourth-class  matter,  rates  of  postage  on: 

Books,  certain,  rates  of  postage  on 338.  3680 

Fourth-class  postage  rates  by  zones 3681 

Matter  to   Alaska,   Hawaiian   Islands,   and 

Canal  Zone 458 

General  provisions,  domestic  rates  and  condi- 
tions where  applicable;  correct  and  incor- 
rect APO  addresses 1087 

Matter  of  third  class,  description,  postage  rates: 
Pound  rate  for  bulk  mailings  of  third-class 

matter 8679 

Third-class  matter;  rates  of  postage,  books, 

etc— 338.  3470.  3681 

Parcels  addressed  to  APO's  124  and  125 2696 

Rates  of  postage;  business  reply  cards  and  en- 
velopes  3679,  3681 

Second-class  matter,  fees  for  entry  as 458 

Collect-on-delivery  service.  See  Registry  system. 
Insurance  and  collect-on-delivery  services, 
below. 
Free  matter  in  mails;  quarterly  reports  to  Post- 
master General  of  mailing  of  official  matter 
under  penalty  privilege  by  Government  de- 
partments, provisions  of  law 338.  8680 

Insurance.    See  Registry  system.  Insurance  and 

collect-on-dellvery  services,  below. 
Provisions  applicable  to  several  classes  of  mail 
matter: 

Gummed  tape  closure  on  mail  matter 7359 

,  Mailing  of  matter  without  stamps  affixed ^     458, 

8681.  7378 


POST  OFFICE  DEPARTMENT— Continued  ''•«• 

Regulations — Continued 
Domestic  mall  matter — Continued 
Provisions  applicable  to  several  classes  of  mall 
matter — Continued 
Matter  liable  to  damage  mails  or  injure  person, 
preparation  and  packing  where  admissible: 

Inflammable  substances 3621,  6928 

Mailable    nonlntoxicating.    noninflammable. 

and  noninjurlous  matter 5928 

Nonmailable  articles  and  compositions 3621,  4905 

Radioactive  material 2014 

Special  packing  of  certain  matter 1440,  6131 

Miscellaneous  provisions;  address  of  mall  mat- 
ter, addressed  to  "occupant"  or  "house- 
holder"  8682 

Precanceled    Government-stamped    envelopes 

and  postal  cards;  indicia 3681 

Receipt  or  certificate  of  mailing 3620 

Registry  system.   See  Registry  system,  below. 
International  postal  service: 

Air  mail  service,  foreign:  control  of  rates 659 

Money-order  system,  international.    See  Money- 
order  system. 
Ocean  mail  service:  noncontract  service,  compen- 
sation for  transportation  of  foreign  malls, 

free  transportation  of  foreign  mails 2015, 

3621.5595.7378 
Postage  rates,  service  available,  and  instructions 
for  mailing: 
See  also  Overseas  Army  post  offices,  mail  for. 
Parcel  post : 

General   information 5489,6950 

Parcels  for  foreign  countries: 

•   Certificates  of  mailing 5595 

Export  declarations  and  licenses 3081.  7360 

Group  shipments 1440,  3354 

Parcels  from  foreign  countries: 

Storage  (demurrage  charge) 7454 

Undeliverable  parcels;  returned  to  United 

States-— - ---      892 

Registry,  insurance,  c.  o.  d.,  and  certain  ordi- 
nary services: 
Collect-on-delivery  service,  special  provisions 

applicable  to_— 4731,  5595 

General  Information  and  instructions;  re- 
stricted delivery 6791 

Indemnity: 
For  Insured  parcel  post;  Canada  (includ- 
ing Newfoundland  and  Labrador) 1892 

For  other  registered  parcel  post 2509 

Principal  exceptions  to  Indemnity;  Canada 
I  including  Newfoundland  and  Labra- 
dor)   _. 1892 

Insurance  service,  special  provisions  applica- 
ble to __  1892,  4730.  5595 

Registry  service,  special  provisions  applicable 

to;  registry  receipt.- 6595,6791 

Special  provisions  applicable  to  ordinary  par- 
cel past  (surface  and  air)  for  Argentina, 
Bolivia,  Brazil,  Chile,  Colombia,  Costa 
Rica,  Dominican  Republic.  Ecuador. 
Guatemala.  Haiti.  Honduras  (Republic 
of).  Mexico,  Morocco  (Spanish  Zone>, 
Nicaragua,  Panama,  Paraguay.  Peru,  Sal- 
vador 'ED.  Spain,  Spanish  Guinea.  Uru- 
guay, and  Venezuela: 

Descriptive  registration  receipt,  use  of 8596 

Redesignation 5596 

Regular  "Postal  Union)  malls: 
Articles  for  foreign  countries: 
General  foreign  separating  scheme;  New 
York  "Bureau  Separation"  of  letters 
and  post  cards  and  of  newspaper 
(prints)  mail,  Labrador  and  New- 
foundland, deletion- 1892 

Matter  entitled  to  admission  in  interna- 
tional malls  free  of  postage;  Canada 
(including  Newfoundland  and  Labra- 
dor)   1892 

Prepayment  of  customs  duties;  Newfound- 
land (including  Labrador) .  deletion...     1892 
Articles  from  foreign  countries,  undeliverable 
articles,  charges  (except  Newfoundland 
Including  Labrador),  deletion 1892 


6133 
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POST  OFFICE  DEPARTMENT— Continued  ^^^e 

Regulations — Continued 

International  postal  service — Continued 
Postage  rates,  service  available,  and  instructions 
for  mailing — Continued 
Regular  (Postal  Union)  mails— Continued 
General  information  and  instructions  regard- 
ing articles  in  regular   (Postal  Union) 
mails: 

Air  mail  service 2644.3081.3353.6133 

Combination  packages;  Newfoundland  (in- 
cluding Labrador),  deletion 1892 

Commercial  papers 6132 

Eight-ounce  merchandise  packages;  New- 
foundland (including  Labrador),  dele- 
tion-  1892 

International  reply  coupons 6  98 

Letters  and  letter  packages 6o9. 

893. 1440. 1892. 3353.  6133.  6642 

Printed  matter 6132 

Registration 6791 

Samples  of  merchandise 6132 

Small  packets 1440,  1892.  3353,  6132,  6660 

Special  delivery  (expres)  service 339, 

1892,  4730,  6792 
Postage  rates,  limits  of  weight,  and  dimen- 
sions   1892.  6132 

Various  countries,  conditions  applicable  to  serv- 
ice In: 
Andorra  (Republic  of);  parcel  post,  observa- 
tions, every  parcel  must  be  accompanied 

by  French  export  license 4730 

Arabia.  Saudi.     See  Saudi  Arabia. 

Argentina;  regular  mails,  air  mail  service 

Australia  "States  of  New  South  Wales. 
Queensland.  South  Australia.  Tasmania. 
Victoria  and  Western  Australia,  also  Lord 
Howe  Island,  Thursday  Island,  and  Nor- 
folk Island) ;  regular  mails,  air  mail  serv- 
ice  

Austria: 

Regular    mails-.. 2644.4730 

U.  S.  A.  gift  parcels 1613,  7129 

Azores;  regular  mails,  air  mall  service 2644 

Bahamas;  regular  mails,  air  mail  service..    6133 
Belgian  Congo;  regular  mails,  air  mail  serv- 
ice  2644 

Belgium: 

Regular  malls 2644 

U.  S.  A.  gift  parcels 1677,  3495 

Bermuda;  regular  mails,  air  mall  service 2644 

Bolivia;  regular  malls,  air  mail  service 6133 

Brazil;  parcel  post 1440,  5242 

British  Guiana;  regular  mails,  air  mail  serv- 
ice      6133 

Cameroons,  French;  regular  mails 1893 

Canada  (including  Newfoundland  and  Lab- 
rador)      1892 

Change  In  mailing  address  and  air  rate  for 

Newfoundland;  effective  date 2034 

Parcel   post 6774 

Regular    malls 6133,6774 

Chile;  regular  malls,  air  mail  service 6133 

China  (including  Taiwan  (Formosa)  and  the 
leased  territory  of  Kwangehowwan  (Fort 
Bayard) ) : 

Parcel  post.. 2241,  2242.  3082.  3235.  7064 

Regular  mails 2241,  3082,  3235.  7064,  7158 

U.  S.  A.  gift  parcels .-  578,  1677,  3082 

Colombia: 

Parcel  po.st;   import  licenses  required  by 

Colombiap  authorities 1084 

Regular  mails;  import  licenses  required  by 

Colombian  authorities 1084 

Costa  Rica : 

Parcel   post 3621 

Regular  mails 6133 

Cuba,  including  Isle  of  Pines,  West  Indies: 

Parcel   post 4730 

Regular  mail 6133 

Curacao  (Aruba,  Bonaire,  Curacao,  Saba,  St. 
Eustatius.  and  Netherlands  part  of  St. 

Martin);   redesignatlons 1440 

Cyprus;  parcel  post,  table  of  rates 6133 
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International  postal  service — Continued 
Postage  rates,  service  available,  and  instruction* 
for  mailing — Continued 
Various    countries,    conditions    applicable    to 
service  in — Continued 
Czecho.slovakia: 

Parcel   post 7454 

Regular  mails 2644,  7454 

Dahomey;  regular  malls 1893 

Denmark;  regular  mails,  air  mail  service 2644 

Dominican  Republic;  regular  mails,  air  mail 

service 6133 

Ecuador: 

Parcel  post,  addressees  of  commercial  par- 
cels sent  from  United  States  required 
to   possess   copy  of   shipper's   export 

declaration 1229 

Regular  mails;  air  mall  service 6133 

Parcfl   post oiJ^ 

Regular  mails 2644 

Estonia;  regular  mails,  air  mall  service 2644 

Falkland  Islands  (including  South  Georgia) : 

Parcel  post "^454 

Regular  mails;  air  mail  service 7454 

Faroe  Islands ;  regular  mails,  air  mail  service.    2644 
Fiji  Islands;  regular  mails,  air  mall  service..    3354 

Finland;  regular  mails,  air  mail  service 2644 

France     (including     Saar     Territory     and 
Monaco) : 

Parcel  post 1084,  1127,  2795,  4731.  7009 

Redesignation 7009 

Regular  mails 1893.  2644.  7009 

U.  S.  A.  gift  parcels-  339.  659.  1440.  4731.  6133,  7129 

French  Cameroons.    See  Cameroons.  French. 

French    Equatorial    Africa    (Gabon.    Moyen 

(Middle)    Congo.  Oubangui-Charl,   and 

Tchad) ;  regular  mails,  prohibitions: 

Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignatlons  and  revision 1893 

French  Guiana.     See  Guiana.  French. 
French      Indo-China.       See      Indo-China, 

French. 
French  Morocco.    See  Morocco.  French. 
French  settlements  in  India  and  Oceania. 

See  India,  and  Oceania. 
French  Somaliland.    See  Somaliland.  French. 
French  Sudan.    See  Sudan.  French. 
French  Togoland.    See  Togoland.  French. 
Germany: 

Parcel  post 1614,  1619.  1847,  2661,  5808 

Regular  mails 339,  2665,  5806,  6792 

'     U.  S.  A.  gift  parcels >...  1614,  2661.  7129 

Gilbert  and  Ellice  Islands  Colony  (Fanning. 
Washington.  Christmas.  Ocean.  Gilbert 
and  Ellice  Islands) ;   parcel  post,  table 

of  rates 892 

Gold  Coast  Colony  (including  Ashanti.  British 
Togoland.    and    Northern    Territories); 

regular  malls,  air  mail  service 2645 

Great  Britain  and  Northern  Ireland  (England, 
Scotland  and  Wales,  also  Northern  Ire- 
land) : 

Parcel  post 6134.  7455 

Regular  mails 2645.  7455 

U.  S.  A.  gift  parcels 595.  1677,  6598,  7129 

Greece  (including  Crete  and  Dodecanese 
Islands) : 

Regular  mails;  air  mail  service 2645 

U.  S.  A.  gift  parcels 1613,  7129 

Guadeloupe  (including  the  Islands  of 
Desirade,  Les  Saintes,  Marie  Galante, 
Petite  Terre,  St.  Bartholomew  (Barthel- 
emy),  and  French  port  of  St.  Martin); 
regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignatlons  and  revision 1893 

Guatemala: 

Parcel  post 893 

Regular  malls 6134 

Duiana,  British.    See  British  Guiana. 
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Various    countries,    conditions    applicable    to 
service  in — Continued 
Guiana,  French;  regular  mails: 

Air  mail  service 

Prohibitions : 
Paper  money,  letters  of  credit,  securities, 

~  etc 

Redeslgnations  and  revision 

Haiti: 

Parcel  post 

Regular  mails . 

Honduras  (Republic  of) : 

Parcel   post 

Regular  mails 

Hong   Kong    (Including   Kowloon) ;   regular 

mails,  air  mail  service 

Hungary ;  parcel  post,  gift  parcels  of  clothing 

and  footwear,  free-of-duty  proviso 

Iceland;  regular  mails,  air  mall  service 

India  ( including  Andaman  Islands.  Nepal  and 
Tibet) : 

Parcel   post 

Regular  mails 

India.  French  settlements  In  (Chander- 
nagore.  Karikal.  Mahe.  Pondichery  and 
Yanaon>;  regular  mails,  prohibitions, 
paper  money,  letters  of  credit,  securities, 

etc 

India.  Portuguese;  parcel  post 

Indo-China,    French     (Annam,    Cambodia, 
Cochin-China,  Laos,  and  Tonkin) ;  reg- 
ular mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 

Redeslgnations  and  revision 

Iraq: 

Parcel  post 975 

Regular  mails;  air  mail  service 

Ireland  (Eire) ;  regular  mails,  air  mail  serv- 
ice  

Ireland.  Northern.  See  Great  Britain. 
Isle  of  Pines.  West  Indies.  See  Cuba. 
Israel,  State  of: 

Parcel   post.- 458.5489.6134 

Regular  mails 339.458 

Italy  (including  Republic  of  San  Marino) : 
Parcel  F>ost;  prohibitions,  for  vaurious  rea- 
sons  

Regular  mails 659,  2645,  2832.  5489 

U.  S.  A.  gift  parcels 595, 1677 

Japan: 

Parcel  post 459. 1441 

Regular  mails 3471.  5242 

U.  S.  A.  gift  parcels 1085. 1677 

Korea : 

Parcel   post 1441 

,      U.  S.  A.  gift  parcels : 1677.  3082 

Latvia;  regular  mails,  air  mail  service 

Lithuania;  regular  mails,  air  mail  service 

Luxemburg  (Grand  Duchy) : 

Regular  mails . 

U.  S.  A.  gift  parcels 1677 

Madagascar  and  dependencies  (Madagascar. 
Ste.  Marie-de-Madagascar.  Nossi-Be, 
Comora  Islands  (Mayotte.  Grand  Co- 
moro. Anjouan  Moheli) ) ;  regular  mails, 
prohibitions : 
Paper  money,  letters  of  credit,  securities, 

etc 

Redeslgnations  and  revision 

Martinique;  regular  malls,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 

Redeslgnations  and  revision 

Mexico: 

Parcel  post 339,5243,6180 

Regular    malls 839 

Monaco.    See  France. 
Morocco  (French): 
Parcel  post,  table  ot  rates,  air  parcel  rates 
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Regulations — Continued 

International  postal  service — Continued 
Postage  rates,  service  available,  and  instruction* 
for  mailing — Continued 
Various    countries,    conditions    applicable    to 
service  In — Continued 
Morocco  (French) — Continued 
Regular  malls,  prohibitions: 

Paper  money,  letters  of  credit,  securities, 

etc _     1893 

Redeslgnations  and  revision 1893 

Nauru  Island;  parcel  post,  table  of  rates 892 

Netherlands: 

Regular  malls 2645 

U.  S.  A.  gift  parcels 578.  1441.  7129 

Netherlands  West  Indies 1440 

Regular  malls 6134 

New  Caledonia  and  dependencies  (Including 
Isle  of  Pines.  Loyalty  Islands.  Huan 
Islands.  Futuna  and  Alofi  Islands  and 
Wallis  Islands) ;  regular  mails,  prohibi- 
tions : 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redeslgnations  and  revision 1893 

New  Guinea,  mandated  territory;  parcel  pose, 

table  of  rates 892 

New  Hebrides  (Including  the  Banks  and 
Torres  Islands) ;   parcel  post,   table   of 

rates 893 

N3W  Zealand;  regular  malls,  air  mall  service.    3354 
Newfoundland  (Including  Labrador): 
See  also  Canada. 

Rescission ,_.     1892 

Nicaragua;  regular  mails,  air  mall  service..     6134 
Niger;  regular  mails;  prohibitions: 
Paper  money,  letters  of  credit,  securlues. 

etc 1893 

Redeslgnations  and  revision 1893 

Nigeria;  parcel  post.  Import  licenses  not  re- 
quired on  bona  fide  unsolicited  gifts...  _.    3082 
Norway  (Including  Spltzbergen) : 

Parcel  post ^    6774 

Regular  malls,  air  mall  service 2645 

Oceania.  French  settlements  in  (Society  Is- 
lands (Tahiti  and  Moorea),  Marquesas 
Islands  <Nukahlva  and  Hlvaoa),  Tua- 
motou  Group.  Leeward  Islands  (French) 
(Huahlne.  Ralatea.  Tahaa.  and  Bora- 
bora).  Gambler,  Tubuai.  and  Rapa  Is- 
lands) ;  regular  mails,  prohibitions, 
paper  money,  letters  of  credit,  securi- 
ties,  etc 1893 

Pakistan ;  parcel  post,  observations,  listing  of 

territories  comprising  western  part 6598 

Palestine  (Arab  controlled) ;  regular  mails, 
observations: 
Articles  for  part  of  Jerusalem  under  Is- 
raeli control 3494 

Service  restricted  to  vmreglstered  letters 

and  postcards 3494 

Panama;  parcel  post,  commercial  Invoices. .     3082 
Papua   (British  New  Guinea) ;   parcel  post, 

table  of  rates 892 

Persian  Gulf  Ports;   parcel  post,  table  of 

rates. 893.  2661 

Peru: 

Parcel  post;  prohibitions.  Importation  of 

merchandise,  etc 2415 

Regular  malls;  prohibitions,  money  in  cash, 

bank  notes,  etc 2415 

Philippines  (Republic  of) : 

Parcel  post 5489 

Regular  malls 1085,  3083,  3354 

Pltcalrn  Island ;  regular  malls,  air  mall  serv- 
ice   1441 

Poland : 

Parcel  post 1847,  5596 

Regular  malls 5596 

Portugal: 
Parcel    post;    observations,    consular   in- 
voice     2415 

Regular  mails,  air  mail  service 2645 

Portuguese  India.    See  Iiulia,  Portuguese. 
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Portuguese  Timor;  parcel  post 578,  2015 

Revmlon  (Bourbon)  Island;  parcel  post,  table 

of  rates,  surface  parcels 1085 

Rumania:  parcel  post: 

Customs  declarations 1267 

Gift  parcels,  prepayment  of  custom  duties 

on 578,  6660 

Medicines,  procedure  established  for  mail- 
ing of ^5"^ 

Ryukyu  Islands; 

Parcel  ix)st i**! 

U.  S.  A.  gift  parcels 957.  1677,  7129 

Saar  Territory.    See  France. 
St.  Pierre  and  Miquelon;  regular  mails,  pro- 
hibitions: 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redeslgnations  and  revision 1893 

Salvador  (El) : 

Parcel  post ^78 

Repular  malls 6134 

San  Marino.  Republic  of.    See  Italy. 

Santa  Cruz  Islands;   parcel  post,  table  of 

j-Q  tpe ____.__—-— — — — —      oy« 

Saudi  Arabia  (Kingdom  of) ;  parcel  post: 
Observations,  surface  and  air  parcel-post 

service 2646 

Table  of  rates,  air  parcels 2646 

Senegal;  regular  malls,  prohibitions: 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redeslgnations  and  revision 1893 

Slam;   redesiRnation 3354 

Solomon  Islands   (except  Bougainville  and 

Buka>;  parcel  post,  table  of  rates 893 

Somaliland.  French: 

Parcel  post,  table  of  rates 6134 

Regular  mails,  prohibitions: 

Paper  money,  letters  of  credit,  securi- 
ties, etc 1893 

Redeslgnations  and  revision 1893 

Spain    (Including   Balearic   Islands.   Canary 
Islands,  and  Spanish  offices  In  Northern 

Africa,  also  Andorra) ;  parcel  post 2796, 

6134.6792 
Sudan.  French ;  regular  mails,  prohibitions : 
Paper  money,  letters  of  credit,  securities, 

gf/«       _     ____._-- 1893 

Redeslgnations  and  revision 1893 

Surinam;  regular  mails,  air  mall  service 6135 

Sweden;  regular  mails,  air  mail  service 2645 

Switzerland  (Including  Liechtenstein) ;  regu- 
lar mails,  air  mail  service 2645 

Syria;  regular  malls,  air  mall  service 2645 

Thailand  (formerly  Slam) 3354 

Parcel  post 3354 

Regular  mails,  air  mail  service 3354 

Timor,  Portuguese.    See  Portuguese  Timor. 
Togoland.  French;   regular  malls,  prohibi- 
tions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redeslgnations  and  revision 1893 

Trieste  (Free  Territory  of) : 

Parcel  post --    1613 

Regular  malls 2645 

U.  S.  A.  gift  parcels __ 1613,  7129,  7360 

Trinidad  and  Tobago;  regular  malls,  air  mall 

service 6135 

Trlpolltanla : 

Parcel  post 521 

Regular  mails 520 

Tunisia  (Tunis) ;  regular  malls: 

Air  mall  service 2646 

Prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redeslgnations  and  revision 1893 
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Turkey : 

Parcel  post "995 

Regular  mails 2645 

Union  of  South  Africa: 

Parcel  post 6598 

Regular  malls - 2242,  2645,  6598 

Union  of  Soviet  Socialist  Republics;  regular 

malls,  air  mail  service 2645 

Uruguay;  regular  malls 893,  1441,  6135 

Vatican  City  State: 

Parcel  post 2833 

Regular  malls 2646.  2833 

U.  S.  A.  gift  parcels 595,  1677.  7129 

Venezuela : 

Parcel  post —  893,  1441 

Regular  mails 6135 

West  Indies.  Netherlands.    See  Netherlands 

West  Indies. 
Yugoslavia;     regular     mails,     observations, 

books,  newspapers,  etc — 2241 

Money-order  system: 

Domestic-International  money-order  service 6132 

Correspondence 6132 

Duplicate  orders,  applications  for 6132 

Establishment  of  domestic-international 

money-order  service 6132 

Form  of  order 6132 

Indorsements;  number  limited 6132,  6198 

International  service,  direct  and  Indirect  ex- 
change; list  of  United  States  exchange  of- 
fices   482,  5489.  7252 

Payment  of  domestic  money  orders,  general  pro- 
visions; payable  at  any  money-order  office, 
when  paid  at  office  other  than  on  which 

drawn 3621 

Postal  notes;  applications  for  duplicates  of  lost, 

mutilated,  or  invalid  postal  notes 2795 

Repayment  of  money  orders;  record  of  repayment 

of  domestic  orders,  revocation 6660 

Semldomestic  money-order  service;   redeslgna- 

tlon 6132 

Overseas  Army  post  offices,  mall  for;  proper  ad- 
dressing     1087 

Personnel: 
Field  service;  appointments: 

Assistant  postmaster,  appointment  of;  desig- 
nation of  member  of  family  or  surety  to 

perform  duties  of  postmaster 3620 

Letter  carriers,  appointment  of: 

Seniority 3620 

Vacancy  in  regular  force 3620.  3681 

Superintendent  of  malls,  appointment  of..  3620.  3681 
When  woman  postmaster  or  employee  changes 

name;  postmaster 3681 

General: 

Oath  of  office;  filing  of 3681 

Surety  bonds: 

Bonds  of  employees  in  p>ost  offices;  amount.-    3620 

Bonds  of  rural  carriers 3471 

New  bonds  not  required  upon  transfer;  ex- 
ceptions    3620 

Post  offices: 
Establishment  and  discontinuance  of  post  offices; 
establishment  of  branches  and  stations,  lim- 
itations     3679 

Leases,  allowances,  and  supplies  for  post  offices; 
application  for  allowances  for  labor  and  serv- 
ice items 3619.  3679 

Postal  Service.   See  Department  and  Postal  Service. 
Procedures  and  forms: 
Forms  of  Department;  forms  used  by  Third  As- 
sistant Postmaster  General; 

Form  3601-B;  deletion 3682 

Form  3817 3621 

Procedures  before  solicitor: 
Procedure  to  adjudicate  claims  for  personal 
Injury  or  property  damage  arising  out  of 
operation  of  postal  service: 

Adjudication  and  settlement  of  claims 7381 

By  whom  claims  may  be  filed 7381 
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POST  OFFICE  DEPARTMENT — Continued 
Regulations — Continued 

Procedures  and  forms — Continued 
Procedures  before  solicitor — Continued 
Procedure  to  adjudicate  claims  for  personal 
injury  or  property  damage  arising  out  of 
operation  of  postal  service — Continued 

Evidence  required  to  support  claim 

Manner  of  filing  claims 

Review  of  adjudications 

Time  limit  for  filing 

Rules  of  practice  in  cases  arising  under  postal 
fraud,  lottery,  and  fictitious  statutes;  re- 
vision   

Procedures  of  Department: 

Fair  employment  practices,  procedures  rela- 
tive to 

First  Assistant  Postmaster  General,  procedures 
before,  change  of  site  of  fourth-class  post 

office 

Third  Assistant  Postmaster  General,  procedures 
before: 

Envelope  varieties  and  prices 

Metered  mail 

Nonmetered  mail 

Pound  rate  postage  for  bulk  mailings  of  third- 
class  matters 

Precanceled  stamps 

Railway  mail  service ;  orf,'anization  and  supervision. 

officers  in  charge,  redesignation 

Registry  system,  insurance  and  collect-on-delivery 
services : 
Domestic  insurance  and  coUcct-on-delivery  serv- 
ices, indemnity: 
Collect-on-delivery  mail: 

C.  0.  d.  tag 

Demurrage  charge:  notification  of  nondeliv- 
ery, deletion 

Notification  of  nondelivery 

General  provisions;  delivery,  refused  damaged 

parcels 

Insured  mall: 

Air  mail  service 

Special  handling  and  special  delivery  serv- 
ices   

Unordered  matter  not  insurable:  deletions. . 
Indemnity  for  losses: 

Claims  for  refund  of  postage 

When  no  indemnity  will  be  paid 

Registration  of  domestic  unofficial  mail  matter; 
acceptance  of  matter  recommended  for  reg- 
istration  

Treatment  of  matter  at  post  offices  of  mailing 
and  in  transit : 
Preparation  of  matter  for  dispatch;  return  re- 
ceipts, authorization  and  fees,  return  re- 
ceipt returned  by  air  mail 

Withdrawal   or   recall   of   registered   matter; 

methods 

Treatment  of  registered  matter  at  post  offices 
of  delivery;  forwarding  registered  matter.. 

Relief  packages  ^gift  parcels.  etc.>  to  various  coun- 
tries.   See  International  postal  service. 
Transportation  of  mails: 
Air-mail  service:  air  carriers,  regions,  air  postal 

transport,  rescission 

Mail  messenger  service;  contracting  by  post- 
masters and  employees  at  third-  and  fourth- 
class  offices,  redesignation 

Railroads,  transportation  of  mails  by,  duties  of 
railroad  companies;  dispatch  of  mail  late  at 

night,  in  charge  of  railroad 

Treatment  of  mail  matter  in  post  offices,  loss  or  im- 
proper treatment,  undeliverable  mail  matter: 
Loss,  rifling,  damage,  or  other  mistreatment  of 
mail  matter,  inquiries,  complaints,  and  inves- 
tigations: investigation  of  losses  and  irregu- 
larities by  Chief  Inspector 

Privacy  and  safeguarding  of  mails: 

Correction  of  mailing  lists;  allowable  correc- 
tions  

Employe  s  forbidden  to  place  mall  in  clothing, 
hand  giips.  paicels,  or  otiicr  luggage 
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POST  OFFICE  DEPARTMENT — Continued 

Regulations — Continued 
Treatment  of  mail  matter  in  post  offices,  loss  or  im- 
proper treatment,  undeliverable  mail  matter — 
Continued 
Treatment  of  domestic  mail  matter  at  post  offices 
of  mailing  and  at  post  offices  in  transit,  with- 
drawal and  recall  of  mail  matter  at  mailing 
offices;  recall  of  mail  by  sender  after  dis- 
patch, deletion  of  cross  reference 3619 

Relief  packages  (gift  parcels,  etc.) : 

Economic  Cooperation  Administration  regulations 
respecting  parcel  post  shipment  of  individual 
relief   packages;    approval   of   regulations   by 

Postmaster  General 6'^16 

International  postal  regvilations.    See  Regulations. 
Substitutes  in  postal  service,  promotion  of ;  Civil  Serv- 
ice Commission  regulations.     See  main  heading 
Civil  Service  Commission. 
POWER  COMMISSION.  FEDERAL.    See  Federal  Power 
Commission. 

POWER  SITES: 
Classification  and  cancellations.    See  Geological  Sur- 
vey. 
Public  land  orders  respecting.    See  Land  Management 
Bureau. 

PRESIDENT,  THE: 

Disposal  of  records:  approval  by  President  of  regula- 
tions of  National  Archives  Council  respecting.. _     5405 

Executive  Office  of.  See  main  heading  Executive 
Office  of  the  President. 

Executive  orders,  proclamations,  reorganization  plans, 
and  other  documents  signed  by.  See  Presidential 
documents. 

Grants-in-aid  to  Republic  of  Philippines  for  hospitali- 
zation of  veterans  pursuant  to  agreement  between 
United  States  and  Republic  of  Philippines ;  regu- 
lations of  Veterans'  Administration  respecting, 
approved  bv  President 

International  Fisheries  Commission;  regulations,  pur- 
suant to  Pacific  Halibut  Fishery  Convention  be- 
tween United  States  and  Canada,  approved  by 
President 

Procurement  contracts,  placement  of.  with  small  busi- 
ness establishments,  etc.;  statements  of  policy 
respecting : 

To  General  Services  Administrator 

To  Secretary  of  Defense 

Transfer  of  certain  lands  within  former  Badlands 
Recreational  Demonstration  Area  from  Depart- 
ment of  Interior  to  Department  of  Agriculture: 
approval  by  President 

PRESIDENTIAL  DOCUMENTS: 

Administrative  order  respecting  conservation  of  fuel 

oil.  gasoline  and  gas.    See  Conservation. 
Advisory  Board,  for  Post  Office  Department ;  establish- 
ment, duties,  and  membership   (Reorganization 

Plan  No.  3  of  1949) 5225 

Advisory  Committee  on  Management  Improvement; 
establishment,  functions,  and  membership  (EO 

10072) *797 

Aerial  flights,  of  certain  jiersonnel  of  armed  services; 
amendment  of  prior  order  with  respect  to  Re- 
serves of  Army,  Navy.  Marine  Corps,  and  Coast 

Guard  (EO  10059). 2845 

Affairs  of  Federal  Managers,  Administrator  of.  Inter- 
state Commerce  Commission:  liquidation  of  af- 
fairs of  Office  of  Defense  Transportation.     See 
Interstate  Commerce  Commission. 
Agriculture  Department: 
See  also  Forest  Service. 

Airspace  reservation,  over  certain  areM  of  Superior 
National  Forest,  Minnesota;  duties  of  Secre- 
tary respecting  regiolation  of  air  navigation 

within  (EO  10092) --  7637.  7681 

Forests,  national: 
3680                  Airspace  reservation  over  Superior  National  For- 
est.   See  Airspace  reservation. 
Lands  In.     See  Lands. 
2014             Information,  statistical,  requested  by  certain  inter- 
governm'-'ntal  organizations,  collection  of  tEO 
2644  10333) 661 
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Agriculture  Department — Continued 

Lands:                                                            ^  .    ,     j 
Angeles  National  Forest.  California;  certain  lands 
opened  to  entry  under  mining  laws  on  recom- 
mendation of  Secretary  (EO  10036) 637 

Cherokee  National  Forest,  enlargement  of,  by  In- 
clusion of  certain  lands  in  Polk  County,  Ten- 
nessee, transferred  by  Termessee  Valley 
Authority  to  Agriculture  Departmen'.    (EO 

10066)' 3719 

Land  utilization  projects,  under  Bankhead- Jones 
Farm  Tenant  Act;  transfer  of  lands  to  and 

from  Department  (EO  10046) 1375 

Trade  agreements,  representation  of  Department 
on  committees  respecting: 
Reciprocity  Information  Committee  (EO  10082).    6105 
Trade  Agreements  Committee,  Interdepartmental 

(EO  10082) 6105 

Air  carriers,  labor  dispute  Involving  Northwest  Air- 
lines, Inc..  emergency  board  to  investigate.    See 
National  Mediation  Board. 
Air  Force  Department: 

Allowances  for  personnel.    See  Pay.  allowances,  etc. 
Courts-Martial  Manual.  United  States  Army,  1949; 

use  by  Air  Force  tEO  10026) 85 

Correction  of  prior  order 119 

Eight-hour  law  suspended  as  to  laborers  and  me- 
chanics employed   by  Department  on  public 

works;  prior  order  extended  lEO  10064) 3655 

Germany;    functions    of    Commander    of    Armed 

Forces  in  <EO  10062) 2965 

Pay.  allowances,  etc.,  for  personnel: 
Clothing  allowances  to  enlisted  men;  authority 
of   Secretary  of  Defense  to  prescribe    (EO 

10049) 1563 

Quarters  and  subsistence  allowances  for  enlisted 

men  traveling  on  duty  (EO  10061) 2915 

Regulations  governing,  pursuant  to  Pay  Readjust- 
ment Act,  prescribed  for  admini."^tration  of 

Career  Compensation  Act  (EO  10084) 6245 

Transportation  of  household  goods  of  members  of 

Air  Force;  regulations  governing  (EO  10053).-    1941, 

3883 

Airspace  reservation  over  certain  areas  of  Superior 
National  Forest  in  Minnesota;  establishment  <EO 
10092) "^637. 

Alaska;  designation  of  Cordova  as  customs  port  of 
entry  in  Customs  Collection  District  No.  31  <EO 
10042) 

Aliens,  entering  United  States,  control  of: 

Immigration  quotas  (Proc.  2846) --. 4707 

Restrictions:  amended  regulations  (Proc.  2850) 5173 

Allied  High  Commission  for  Germany;  representa- 
tion of  United  States  by  High  Commissioner  for 
Germany  "EO  10062) 2965 

Allowances  for  certain  personnel.  See  Pay.  allow- 
ances, etc. 

American  Battle  Monuments  Commission;  transfer  of 
lunctions,  funds,  records,  etc..  pertaining  to  cer- 
tain United  States  military  cemeteries  from  Army 
Department  to  Commission  (EO  10057,  10087)...    2585. 

7287 

American  Graves  Regi-stration  Service:  transfer  to 
American  Battle  Monuments  Commission  of  fa- 
cilities etc.,  in  connection  with  certain  WorW  War 
n  military  cemeteries  (EO  10057.  10087)-..-  2585,7287 
Appointment  of  members  of  Steel  Industry  Board,  to 
Investigate  labor  dispute  (Presidential  appoint- 
ment)  v    4*'^9 

Argentina;   trade   agreement   with   Government  of. 

See  Trade  agreements. 
Armed  forces.    See  Defense  Department. 

Armistice  Day.  1949  (Proc.  2862) 6657 

Army  Day,  1949  (Proc.  2828) 915 

Army  Department: 
See  also  Panama  Canal. 
Aerial  flights  by  personnel;  amendment  of  prior  or- 

der  with  respect  to  Reserves  (EO  10059) 2845 

Allowances  for  personnel.    See  Pay,  allowances,  etc. 
American  Graves  Registration  Service;  transfer  to 
American  Battle  Monuments  Commission  of  fa- 
cilities, etc.,  in  connection  with  certain  World 
War  n  military  cemeteries  (EO  10057,  10087).. 
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Army  Department — Continued 
Courts-Martial  Manual,  1949: 

Prescribed  <EO  10020.  correction) 119 

Use  in  Air  Force  Department  (EO  10026) 85 

Eight-hour  law  suspended  as  to  laborers  and  me- 
chanics  employed   by  Department   on   public 

works;  prior  order  extended  (EO  10064) 3655 

Germany: 

Armed  forces  In  Germany.  Commander  of;  func- 
tions <EO  10062) 2965 

Military  Government  for;  United  States  High 
Commissioner  for  Germany  to  serve  as  Gov- 
ernor, and  to  report  through  Secretary  of  the 

Army  (EO  10062) 2965 

Guam,  administration  of,  transfer  from  Navy  De- 
partment to  civilian  agency;  recommendation 
respecting  transfer  by  committee  on  which  De- 
partment is  represented  (EO  10077) 5533 

Hawaii:  restoration  of  certain  lands  to  jurisdiction 
of  Territory  of  Hawaii : 
Keaahala  Military  Reservation;  certain  remain- 
ing lands  within  (EO  10060) 2913 

Pier  No.  5.  Honolulu  Harbor;  lands  comprising 

(EO  10047) 1391 

Military  cemeteries  (World  War  11),  certain;  trans- 
fer to  American  Battle  Monuments  Commis- 
sion of  functions  pertaining  to  (EO  10057) 2585 

Military  Government  for  Germany.     See  Germany. 
Military  reservations  in  Hawaii.    See  Hawaii. 
National  Guard;  aerial  flights  by  personnel.    See 

Aerial  flights. 
Pay.  allowances,  etc.,  for  personnel: 
Clothing  allowances  to  enlisted  men;  authority 
of  Secretary   of  Defense  to  prescribe    (EO 

10049) 1563 

Quarters  and  subsistence  allowances  for  enlisted 

men  traveling  on  duty  (EO  10061) 2915 

Regulations  governing,  pursuant  to  Pay  Read- 
justment Act,  prc-scribed  for  admini.'^tratlon 

of  Career  Compensation  Act  (EO  10C84 ) 6245 

Reserves:  aerial  flights  by.     See  Aerial  flights. 
Transportation  of  household  goods  of  members  of 

Army;  regulations  governing  (EO  10053)--  1941,  3883 
Atomic  Energy  Commission:  employees  permitted  to 
hold  State  or  local  offices  and  to  serve  as  law  en- 
forcement officers  (EO  10044) 1227 

Bank,  International,  for  Reconstruction  and  Develop- 
ment: providing  statistical  information  to.    See 
Information. 
Battle  Monuments  Commission.    See  American  Battle 

Monuments  Commission. 
Bemidone,  and  certain  other  drugs:  findings  respect- 
ing properties  of.     See  Narcotics  Bureau. 
Bretton  Woods  Agreements  Act:  authority  conferred 
on  President  by.  respecting  furnishing  of  statisti- 
cal information,  to  be  exercised  by  listed  agencies 

(EO   10033) 561 

Budget  Bureau: 

Government  management,  functions  in  connection 
with: 
Director  of  Bureau  to  meet  with  and  to  advise  Ad- 
visory Committee  on  Management  Improve- 
ment (EO  10072) 4797 

Executive  branch  of  Government,  improving  man- 
agement of;  Bureau  to  review  agency  plans, 
assist  in  working  out  programs,   report  to 

President,  etc..  respecting  (EO  10072) 4797 

Property  and  records  management  by  Federal 
agencies:  consultation  with  Bureau  by  Gen- 
eral Services  Administration  respecting  (letter 

of  July  1, 1949) 3699 

Statistical  Information  requested  by  intergovern- 
mental organizations;  determinations  by  Di- 
rector with  respect  to  providing  (EO  10033) —  561 
Transfer  of  funds  to  American  Battle  Monuments 
Commission  in  connection  with  functions  per- 
taining to  certain  World  War  II  military  ceme- 
teries administered  by  Army  Department  (EO 

10057) 2585 

Canal  Zone,  employment  in.    See  Panama  Canal. 

Cancer  Control  Month,  1949  (Proc.  2830) 1154 

Career  Compensation  Act;  regulations  under  Pay  Re- 
adjustment Act,  respecting  uniformed  services, 
prescribed  for  administration  of  (EO  10084) 6245 
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Cemeteries,  military,  World  War  11;  function!  of 
American  Battle  Monuments  Commission  respect- 
ing certain  cemeteries.  See  American  Battle 
Monuments  Commission. 
Channel  Islands  National  Monxmient.  California;  en- 
largement. See  National  Park  Service. 
Cherokee  National  Forest;  enlargement.  See  Forest 
Service. 

Child  Health  Day.  1949  tProc.  2835) 1863 

Chile;  modification  of  trade  agreements  upon  signing 
of  protocol  by  Government  of.    See  Trade  agree- 
ments. 
Civil  service: 
See  also  Civil  Service  Commission. 
Allowances  for  living,  quarters,  etc..  for  Federal 

personnel  on  foreign  duty  (EO  10085) 6617 

Canal  Zone,  employment  in.    See  Panama  Canal 

Zone. 
Competitive  status;  conferring  of,  without  regard  to 
Civil   Service  Rules,  upon   Winifred   R.   Don- 

nellon.  State  Department  (EO  10039) 791 

Eight  hour  law;  suspension  as  to  mechanics  and 
laborers  employed  on  public  works  by  Air  Force 
and  Army  Departments,  prior  order  extended 

<EO   10064) 3655 

Field  positions  subject  to  Classification  Act  of  1923, 
coordination  of  allocations  of:   revocation  of 

prior  order  respecting  (EO  10093) 7681 

Foreign  duty  of  Federal  personnel;  allowances  for 

living,  quarters,  etc.,  (EO  10085) 6617 

Holding  of  State  or  local  offices  by  Federal  officers 
and  employees;  prior  order  amended  with  re- 
spect to  certain  employees: 
In  Norris.  Tennessee;  residents  permitted  to  hold 

municipal  offices  (EO  10055) 2369 

Of  Atomic  Energy  Commission;  employees  per- 
mitted to  hold  State  or  local  offices  and  to 
serve  as  law  enforcement  officers  (EO  10044)  _     1227 
Loyalty   program;    applicability   to  Public   Health 

Service  officers  (EO  10031) 377 

Panama  Canal  Zone,  employment  in;  suspension  of 
certain  statutory  provisions  relating  to,  and 
proviso  regarding  compensation  of  certain  em- 
ployees (EO  10040.  10089) 791.  7327 

Reemployment  rights;  prior  order  modified  to  en- 
title Gerald  C.  Gross  to  reemployment  in  Federal 
Communications  Commission  on  expiration  of 
five  year  term  of  service  with  International 

Telecommunication  Union  (EO  10054) 2129 

Retirement;   exemptions  from  compulsory  retire- 
ment for  age: 
Altchison,  Clyde  B.,  Interstate  Commerce  Com- 
mission (EO  10094) 7726 

Black.  Eugene.  Judge,  Tax  Court  of  XJnited  States 

(EO   10073)— - - 4797 

Johnson,    John    Monroe.    Interstate    Commerce 

Commission  (EO  10034) 819 

Status;  acquisition  of  competitive  civil  service  status 

by  certain  employees  of  Federal  Government 

appointed  prior  to  March  16.  1942  (EO  10080)  ..     5985 

Transfer  of  personnel  to  various  agencies : 

To  Interstate  Commerce  Commission  from  Office 

of  Defense  Transportation  for  purposes  of 

liquidating  Office  (EO  10065) 3719 

Under  Reorganization  Plans  of  1949: 

Commerce  Department   (Reorganization  Plan 

No.    7) 5228 

Executive  Office  of  President  (Reorganization 

Plan  No.  4) 6227 

Labor      Department      (Reorganization      Plan 

No.  2) - 6225 

Travel  and  transportation  expenses  of  civilian  offi- 
cers and  employees  transferred  from  one  offi- 
cial station  to  another  for  permanent  duty, 

prior  order  amended  (EO  10069) 8973 

Civil  Service  Commission: 
See  also  Civil  service. 
Abolishment  of  certain  offices  (Reorganization  Plan 

No.  4  of  1949) 6227 

Chairman;  functions  and  designation  (Reorganiza- 
tion Plan  No.  4  of  1949" 6227 

Executive  Director: 
Appointment  and  functions  (Reorganization  Plan 

No.  4  of  1949) 6227 
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Civil  Service  Commission — Continued 
Executive  Director — Continued 
Former  office  abolished  (Reorganization  Plan  No. 

4  of  1949). 6227 

Clothing  allowances  to  enlisted  men  of  various  aerv- 

Ices;  authority  to  prescribe  (EO  10049) 1563 

Coast  and  Geodetic  Survey: 

Pay,  allowances,  ete^  regulations  governing,  pur- 
suant to  Pay  Ro^Justment  Act.  prescribed  for 
administration  of   Career  Compenfetlon   Act 

(EO   10084) 6245 

Transportation  of   household   goods  of  members, 

regulations  governing  (EO  10053) 1941.  3883 

Coast  Guard: 
Aerial  flight  by  personnel ;  amendment  of  prior  order 

with  respect  to  Reserves  (EO  10059) 2845 

Allowances  for  personnel.    See  Pay,  allowances,  etc. 
Pay,  allowances,  etc.,  for  personnel: 
Clothing   allowances  to  enlisted  men  of  Coast 
Guard   Reserve;    authority  of  Secretary   of 

Treasury  to  prescribe  (EO  10049) 1563 

Quarters  and  subsistence  allowances  for  enlisted 

men  traveling  on  duty  (EO  10061 ' 2915 

Regiilations  governing,  pursuant  to  Pay  Read- 
justment Act.  prescribed  for  administration 

of  Career  Compensation  Act  «EO  10084) 6245 

Reserves,  aerial  flights  by.    See  Aerial  flights. 
Transportation  of  household  goods  of  members  of 
Coast     Guard;     regulations     governing     (EO 

10053) 1941,  3883 

Coconut  oil  and  copra  from  Philippine  Islands:  termi- 
nation of  suspension  of  additional  processing  tax 

on  certain  coconut  oil  (Proc.  2847) 4773 

Coffee  Board.  Inter -American.    See  International  or- 
ganizations. 
Colombia.  Republic  of.  trade  agreement  with.    See 

Trade  agreements. 
Columbia  National  Forest;  redeslgnatlon  as  Glfford 

Plnchot  National  Forest  (Proc.  2845) 3273 

Columbus  Day.  1949  (Proc.  2857) 5825 

Commerce  Department: 
Immigration  quotas  of  various  countries,  as  revised 
by  Secretary  of  Commerce,  Secretary  of  State. 

and  Attorney  General  (Proc.  2846) 4707 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033) 861 

Public  Roads  Administration;  transfer  to  Depart- 
ment (Reorganization  Plan  No.  7  of  1949) 5228 

Trade  agreements: 
Administration  of  reciprocal  trade  agreements 

program ;  duties  of  Department  (EO  10082 '  - .     6105 
Reciprocity  Information  Committee,  representa- 
tion of  Department  on  (EO  10082) 6105 

Trade     Agreements     Committee,     Interdepart- 
mental,  representation   of   Department   on 

(EO  10082) 6105 

Commission  on  Organization  of  the  Executive  Branch 
of  the  Government  (Hoover  Conmilssion) ;  actionr 

In  support  of  recommendations  of  (EO  10072) 4797 

Committees,  boards,  etc. : 
Advisory  Board  for  Post  Office  Dcp)artment;  estab- 
lishment, duties,  and  membership  (Reorgani- 
zation Plan  No.  3  of  1949  > 5225 

Advisory  Committee  on  Management  Improvement ; 
establishment,  functions,  and  membership  (EO 

10072) 4797 

Commission  on  Organization  of  the  Executive 
Branch  of  the  Government  (Hoover  Commis- 
sion » ;  action  In  support  of  recommendations 

of  (EO  10072' _     4797 

Emergency  boards  to  Investigate  labor  disputes : 
Disputes  affecting  certain  carriers.    See  National 

Mediation  Board. 
Disputes  affecting  steel  Industry.    See  Steel  Indus- 
try Bo^rd. 
Federal  Advisory  Council  (on  emplo3rment> ;  trans- 
fer to  Labor  Department  (Reorganization  Plan 

No.  2  of  1949) 5225 

Inter-Departmental  Board  on  International  Service 
of  Ice  Observation.  Ice  Patrol  and  Ocean  Dere- 
lict Destruction;  establishment  order  revoked 

(EO  10068) 3883 

Interdepartmental  Committee  on  Trade  Agree- 
ments; duties,  membership,  etc.  (EO  10082).—    6105 
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Committees,  boards,  etc.— Continued 
International  committees,  boards,  etc.   See  Interna-     • 

tional  organizations. 
Military  Renegotiation  Policy  and  Review  Board; 
authorization  to  inspect  Income,  excess-profits. 
and  declared  value  excess-profits  tax  returns 

(EO  10076" 5485 

National  Advisory  Council  on  International  Mone- 
tary and  Financial  Problems.  See  National  Ad- 
visory Council  on  International  Monetary  and 
Financial  Problems. 
National  Security  Council;  transfer  to  Executive  Of- 
fice of  the  President  (Reorganization  Plan  No. 

4  of  1949) 5227 

Presidents  Committee  on  Religion  and  Welfare  In 
Armed  Forces  (formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  Armed  Forces) ;  change  of  name 

(EO  10043) 1155 

Reciprocity   Information.   Committee   for;    duties. 

membership,  etc.  <EO  10082) 6105 

Renegotiation  Policy  and  Review  Board.    See  Mili- 
tary Renegotiation  Policy  and  Review  Board. 
South  Pacific  Commission;  international  organiza- 
tion entitled  to  certain  privileges  and  immuni- 
ties (EO  10086) "^147 

Steel  Industry  Board  to  Investigate  labor  dispute; 
appointment  of  members  ( Presidential  appoint- 
ment)  ----    '**''9 

Trade  Agreements  Committee.  Interdepartmental; 

duties,  membership,  etc.  lEO  10082) 6105 

Veterans'  Placement  Service  Board ;  transfer  to  La- 
bor Department  (Reorganization  Plan  No.  2  of 

2949) 5225 

Compensation  of  certain  personnel.    See  Pay,  allow- 
ances, etc.,  for  certain  personnel. 
Conscientious  objectors;   noncombatant  service  and 

training  of,  in  armed  forces  (EO  10028) 211 

Coiiservation  of  fuel  oil,  gasoline,  and  gas,  by  Federal 
agencies;  revocation  of  prior  directive  respecting 

(Directive  of  January  13,  1949) 211 

Contracts  for  procurement,  by  Federal  agencies;  func- 
tions of  General  Services  Administration  under 
Federal  Property  and  Administrative  Services  Act 

(letters  of  June  30.  and  July  1,  1949) 

Copyright  pi-otection,  extension  of.  to  works  of  authors 

who  are  citizens  of  Australia  (Proc.  2868) 7823 

Cotton,  long-staple,  imports  of;  change  In  quota  year 
for  cotton  having  staple  of  1 » s  inches  or  more  but 
less  than  l>'if5  inches  In  length,  and  fixing  of  quota 

for  Interim  period  (Proc.  2856) 5517 

Court  District,  of  United  States  for  Puerto  Rico;  des- 
ignation of  Acting  Judge.    See  Puerto  Rico. 
Courts-Martial  Manual.  United    States    Army.     See 

Army  Department. 
Cuba,  Republic  of;  trade  agreement  with.    See  Trade 

agreements. 
Customs  Bureau:  „     ,t^    j 

Customs  duties  under  trade  agreements.    See  Trade 

agreements. 
Imports  of  long-staple  cotton;  change  In  quota  year 
for  cotton  having  staple  of  IVs  Inches  or  more 
but  less  than  !»'  lo  Inches  In  length,  and  fixing  of 

quota  for  interim  period  (Proc.  2856) 5517 

Ports  of  entry  (customs)  In  United  States.  Alaska, 
and  Puerto  Rico;  changes  in  designation  (EO 

1C042,  10088) 1155.  7287 

Tonnage  duties,  suspension  of.  on  vessels  from  cer- 
tain countries: 

Israel  (Proc.  2839)— - 2681 

Pakistan  (Proc.  2861) 6544 

Union  of  South  Africa  (Proc.  2838) 2681 

Days  of  observance: 

Armistice  Day.  1949  (Proc.  2862) 6657 

Army  Day.  1949  (Proc.  2828) 915 

Cancer  Control  Month.  1949  (Proc.  2830) 1154 

Child  Health  Day.  1949  (Proc.  2835) - 1863 

Columbus  Day,  1949  (Proc.  2857)  __ 5825 

Farm  Safety  Week,  National,  1949  (Proc.  2833) 1407 

Fire  Prevention  Week.  1949  (Proc.  2849) 4855 

Flag  Day.  1949  (Proc.  2841) 2761 

Forrestal.  James;  announcement  of  death  of  (Proc. 

2840) - 2713 

Freedom  Day,  1949  (Proc.  2824) 361 

Human  Rights  Day  (ProC.  2866)-, . — — •    7415 
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Days  of  observance — Continued 

"I  Am  an  American  Day,"  1949  (Proc.  2826). 635 

Maritime  Day,  1949  (Proc.  2837) 2401 

Memorial  Day.  1949.  observance  of,  by  prayer  for 

peace  (Proc.  2842) 2829 

Mother's  Day.  1949  (Proc.  2836) 2105 

National  Employ  the  Physically  Handicapped  Week. 

1949  (Proc.  2855) 5413 

National  Farm  Safety  Week.  1949  (Proc.  2833) 1407 

National  Freedom  Day  (Proc.  2824) 361 

National  Maritime  Day.  1949  (Proc.  2837) 2401 

Pan  American  Day,  1949  (Proc.  2832)  — 1407 

Patrick  Henry  Week.  1949  (Proc.  2844) 3149 

Physically  handicapped  persons.    S^e  National  Em- 
ploy the  Physically  Handicapped  Week. 
Pulaski's    (General)    Memorial   Day.    1949    (Proc. 

2858) 6105 

Red  Cross  Month,  1949  <Proc.  2827) 679 

Thanksgiving  Day,  1949  (Proc.  2864) 6825 

United  Nations  Day,  1949  (Proc.  2853) 5363 

United  Nations  Human  Rights  Day  (Proc.  2866) 7415 

World  Trade  Week,  1949  (Proc.  2834) 1663 

Defense  Department: 

See  also  Air  Force  Department;  Army  Department; 

and  Navy  Department. 
Clothing   allowances   to    enlisted    men    in   armed 
forces,    authority    of    Secretary    to    prescribe 

(EO  10049) 1563 

District  of  Columbia  National  Guard;  administra- 
tion and  supervision  by  Secretary  of  Defense 

(EO   10030) 377 

Germany,  Commander  of  Armed  Forces  in;  respon- 
sibilities (EO  10062) 2965 

Joint  Chiefs  of  Staff;  instruction  of  Commander  of 
United    States    Armed    Forces    in    Germany 

(EO   10062) 2965 

Military  matters  In  Germany,  responsibilities  with 

respect  to  (EO  10062) 2965 

Noncombatant  service  and  training  in  armed  forces, 

defined  (EO  10028) 211 

Religion  and  Welfare  in  Armed  Forces,  President's 

Committee  on;  change  of  name  (EO  10043) 1155 

Trade  agreements,  representation  of  Department 
on  committees  respecting: 
Reciprocity  Information  Committee  (EO10082)  __     6105 
Trade  Agreements  Committee,  Interdepartmental 

(EG  10082) 6105 

Defense  Transportation,  Office  of;  termination  of 
Office  and  of  office  of  Director,  liquidation  of 
affairs  by  Interstate  Commerce  Commission,  and 
transfer  to  Commission  of  remaining  functions, 
personnel,  etc.,  for  purpose  of  liquidating  Office 

(EO   10065) 3719 

Derelict  (ocean)  destruction,  international  service  of. 
See  International  Service  of  Ice  Observation,  Ice 
Patrol  and  Ocean  Derelict  Destruction. 
Directive  respecting  conservation  of  fuel  oil,  gasoline 

and  gas.    See  Conservation. 
District  of  Columbia  National  Guard ;  administration 

and  supervision.    See  Defense  Department. 
Drugs;  findings  respecting  properties  of  certain  nar- 
cotic drugs.    See  Narcotics  Bureau. 
Economic  Cooi>eration  Administration: 
Administrator  to  be  represented  in  Germany  by 
United  States  High  Commis-sioner  (EO  10062)  „ 
Trade  agreements,  representation  of  administra- 
tion on  committees  respecting: 
Reciprocity  Information  Committee  (EO  10082). 
Trade  Agreements  Conunittee,  Interdepartmen- 
tal (EO  10082) 6105 

Effigy  Mounds  National -Montmaent.  Iowa;  establish- 
ment (Proc.  2860) 6541 

Eight-hour  law;  suspension  as  to  laborers  and  me- 
chanics employed  on  public  works  by  Army  and 

Air  Force  Departments  (EO  10064) ^ 3655 

Emergency  boards,  to  investigate  labor  disputes : 
Disputes  affecting  certain  carriers.     See  National 

Mediation  Board. 
Disputes  affecting  steel  Industry.   See  Steel  Industry 
Board. 
Employment  Security  Bureau;  transfer  of  Bureau,  in- 
cluding United  States  Employment  Service  and 
Unemployment  Insiu-ance  Service,  to  Labor  De- 
partment (I^^ganization  Plan  No.. 2  of  1949)  _._    5225 
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Employment  services;  transfer  of  United  States  Em- 
ployment Service  and  Veterans'  Placement  Service 
Board  to  Labor  Department  (Reorganization  Plan 

No.  2  of  1949) 8225 

Europe,  United  States  Special  Representative  for;  rep- 
resentation in  Germany  by  United  States  High 

Commissioner  (EO  10063) 8221 

European   recovery  program;    administration  of.  In 
Germany.    See  Economic  Cooperation  Adminis- 
tration. 
Excess  or  surplus  property,  disposal  of.    See  Property 

management. 
Executive  branch  of  Government;  providing  for  con- 
tinuing action  for  Improvement  of: 
Advisory  Committee  on  Management  Improvement; 
establishment,   duties,   and   membership    (EO 

10072) ; *"87 

Commission  on  organization  ( Hoover  Commission ) ; 
action  In  support  of  recommendations  of  (EO 

10072) —    *797 

Programs,  responsibilities,  and  authority  respecting 

(EO   10072) *797 

Executive  Office  of  the  President;  transfer  to,  of  Na- 
tional Security  Council  and  National  Security  Re- 
sources Board  (Reorganization  Plan  No.  4  of 
1949) — 5227 

rarm  Safety  Week.  National.  1949  (Proc.  2833) 1407 
ederal  Advisory  Council  (on  employment) ;  transfer 
to  Labor  Department  (Reorganization  Plan  No.  2 

of  1949) 8225 

Federal  Communications  Commission: 

Reemployment  rights  of  Gerald  C.  Gross,  formerly 
with  Commission,  on  expiration  of  term  of  serv- 
ice    with     International     Telecommunication 

Union  (EO  10054) 2129 

Statistical  information  requested  by  certain  inter- 
governmental organizations;  authority  of  Com- 
mission respecting  collection  of  (EO  10033) 661 

Federal  Deposit  Insurance  Corporation;  authority  re- 
specting collection  of  statistical  information  re- 


PRESIDENTIAL  DOCUMENTS— Continued  *•*«• 

Foreign  aid  program ;  administration  of,  in  Germany. 

See  Economic  Cooperation  Administration. 
Foreign  Service.     See  State  Department. 
Foreign  service  of  Federal  personnel;  allowances,  etc. 

See  State  Department. 
Forest  Service: 
Angeles  National  Forest;  certain  lands  opened  to 
location   and  entry  under  mining  laws    (EO 

10036) 637 

Cherokee  National  Forest;  enlargement  by  Inclusion 
of  certain  lands  in  Polk  County.  Tennessee  (EO 

10066) 5*^18 

Glfford  Pinchot  National  Forest  (formerly  Colum- 
bia National  Forest) ;  designation  (Proc.  2845) ._    3273 
Superior   NaUonal   Forest.   Minnesota;    establish- 
ment of  airspace  reservation  over  certain  areas 

of  (EO  10092) 7637,  7681 

Forests,  national.    See  Forest  Service. 

Forrestal.  James;  announcement  of  death  of  (Proc. 

2840) - 2713 

Freedom  Day  (Proc.  2824) •«>i 

Fuel  oil  conservation,  by  Federal  agencies.    See  Con- 
servation of  fuel  oil,  gasoline  and  gas. 
Gas  and  gasoline  conservation  by  Federal  agencies. 

See  Conservation  of  fuel  oil,  gasoline  and  gas. 
General  Accounting  Office;  consultation  with,  by  Gen- 
eral  Services   Administration,    with   respect    to 
property  and  records  management  by  Federal 

agencies  (letter  of  July  1.  1949) 3699 

General  Services  Administration: 
Acting  Administrator;  appointment  and  functions 
under   Federal   Property    and   Administrative 

Services  Act  (letter  of  June  30,  1949) 8699 

Transfer  of  Public  Roads  Bureau  (formerly  Public 
Roads  Administration  within  Federal  Works 
Agency)  to  Commerce  Department  (Reorgani- 
zation Plan  No.  7  of  1949; 6228 

Germany : 
Allied  High  Commission  for  Germany;  representa- 
tion of  United  States  by  High  Commissioner  for 


PRESIDENTIAL  DOCUMENTS — Continued 

Hawaii ;  certain  lands  formerly  used  for  military  and 
naval  purposes  restored  to  jurisdiction  of  Terri- 
tory of  Hawaii — Continued 
Keaahala  Military  Reservation,  Island  of  Oahu ;  re- 
mainder of  unrestored  lands  in  Reservation  for- 
merly used  by  Army  (War)  Department  (EO 

10060) - 

Keaukaha,  Waiakea.  South  Hilo.  County  and  Terri- 
tory of  Hawaii:  lands  formerly  used  by  Navy 

Department  (EO  10058) 

High  Commissioner  for  Germany;  establishment  of 

position,  functions,  etc.    See  Germany. 
Hoover  Commission.    See  Commission  on  Organiza- 
tion of  Executive  Branch  of  Government. 
Household   goods  of   members   of   various   services, 
transportation   of;    regulations   governing    (EO 

10053) 1941. 

Human  Rights  Day,  United  Nations  (Proc.  2866) 

Hunting  of  wildlife.    See  Fish  and  Wildlife  Service. 

•I  Am  an  American  Day,"  1949  <Proc.  2826  > 

Ice  Observation.  Ice  Patrol  and  Ocean  Derelict  De- 
struction. International  Service  of;  Inter-Depart- 
mental Board  on,  establishment  order  revoked 

(EO  10068> 

Immigration  and  Naturalization  Service;  control  of 
aliens  entering  United  States: 
Immigration  quotas  for  various  countries    (Proc, 

2846 »  

Restrictions;  amended  regulations  (Proc.  2850) 

ImmiKration  quotas,  for  certain  countries   (Greece. 

Israel.  Italy.  Jordan.  Lebanon.  Rumania.  Syria, 

Union  of  Soviet  Socialist  Republics)  (Proc.  2846)  _ 

Imports  of  long-staple  cotton.    See  Cotton. 

Indian  Affairs  Bureau;   extension  of   trust  periods 

on  Indian  lands  (EO  10027,  10091) 107, 

Infoi-mation.  statistical,  requested  by  certain  inter- 
governmental organizations;  functions  of  various 
agencies    with    respect    to    furnishing     (EO 

10033) 

Inter-American  Coffee  Board.    See  International  or- 
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Internal  Revenue  Bureau : 
Inspection    of    certain    tax    returns    by    various 
agencies : 
Federal  Trade  Commission:  inspection  of  corpo- 
ration income  tax  returns  (EO  10090) 

Military  Renegotiation  Policy  and  Review  Board ; 
inspection  of  income,  excess-profits,  and  de- 
clared value  excess-profits  tax  returns  (EO 

1C076)  

Processing  tax,  additional,  on  certain  coconut  oil; 

termination  of  suspension  of  (Proc.  2847) 

International  Bank  for  Reconstruction  and  Develop- 
ment; providing  of  statistical  information.  See 
Information. 
International  Monetary  and  Financial  Problems.  Na- 
tional Advisory  Council  on.  See  National  Advisory 
Council  on  International  Monetary  and  Financial 
Problems. 
International  Monetary  Fund ;  statistical  information 

requested  by.    See  Information. 
International  organizations: 
Designation  of  organizations  entitled  to  certain 
immunities  and  privileges  under  International 
Immunities  Act: 
Inter-American  Coffee  Board ;  revocation  of  prior 

order  so  far  as  it  pertains  to  (EO  10083 ) 

Intergovernmental  Committee  on  Refugees;  rev- 
ocation of  prior  order  so  far  as  it  pertains  to 

(EO  10083) 

South  Pacific  Commission  (EO  10086) 

United  Nations  Relief  and  Rehabilitation  Admin- 
istration; revocation  of  prior  order  so  far  as 

it  pertains  to  (EO  10083) 

International  Telecommunication  Union;  reem- 
ployment rights  of  Gerald  C.  Gross,  formerly 
with    Federal    Communication    Commission. 

modification  of  prior  order  (EO  10054) 

Statistical  information  requested  by  intergovern- 
mental organizations;  supplying  of.  by  Fed- 
eral agencies  (EO  10033) 

Tntprnatinnal  Sprvice  of  Ice  Observation.  Ice  Patrol. 
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quested  by  certain  intergovernmental  organiza- 
tions <EO  10033) 661 

Federal  Managers.  Administrator  of  Affairs  of.  Inter- 
state   Commerce    Commission.    See    Interstate 
Commerce  Commission. 
Federal  personnel.     See  Civil  service. 
t'ederal  Power  Commission;  authority  respecting  col- 
lection of  statistical  Information  requested  by  cer- 
tain Intergovernmental  organizations  (EO  10033) .      661 
Federal  Reserve  System.  Board  of  Governors;   au- 
thority respecting  collection  of  statistical  Infor- 
mation requested  by  certain  intergovernmental 

organizations  tEO  10033) Ml 

Federal  Security  Agency.    See  Public  Health  Service. 

and  Social  Security  Administration. 
Federal  Trade  Commission: 
Inspection  of  corporation  Income  tax  returns  au- 
thorized *EO  10090) 7327 

Statistical  information  requested  by  certain  inter- 
governmental organizations;  authority  respect- 
ing collection  of  vEO  10033) 661 

Federal  Works  Agency;  transfer  of  Public  Roads  Ad- 
ministration to  Commerce  Department  (Reorgan- 
ization Plan  No.  7  of  1949) 5228 

Financial  problems,  international.  National  Advisory 
Council  on.  See  National  Advisory  Council  on 
International  Monetary  and  Financial  Problems. 

Fire  Prevention  Week.  1949  (Proc.  2849) 4855 

Pish  and  Wildlife  Service;  migratory  birds,  regulations 
relating  to:  . 

Closed  area;  designation  of  land  and  waters  In  or 
near  Malheur  National  Wildlife  Refuge.  Oregon, 

as  area  closed  to  hunting,  etc.  (Proc.  2859) 6425 

Open  seasons,  bag  limits,  and  possession;  revision 

(Proc.  2848) 4798 

White-winged  and  mourning  doves  In  Texas,  open 

season  for  (Proc.  2854)— 6363 

Propagating,  scientific,  and  other  permits;  special 

permits  (Proc.  2848) 4798 

Shipment,  transportation  and  possession;  amend- 
ments (Proc.  2848) 4798 

Flag  Day,  1949  (Proc.  2841  >^ 1761 

Flights,  aerial,  of  certain  personnel  of  armed  services. 
See  Aerial  flights. 


Armed  Forces  In  Germany,  Commander  of;  func- 
tions (EO  10062) 2965 

Economic  cooperation  program  in  Germany;  func- 
tions of  United  States  High  Commissioner  re- 
specting (EO  10063) 8221 

Military  Government  for  Germany;  United  States 
High  Conunissioner  for  Germany  to  serve  as 

Governor  (EO  10062) 2965 

United  States  High  Commissioner  for  Germany: 

Establishment  of  position  <EO  10062) 2965 

Functions  (EO  10062,  10063) 2965,  3221 

Military  Governor  for  Germany  (EO  10062)— _    2965 
Representative  In  Germany  of  United  States 
and  of  various  agencies: 
Allied  High  Commission  for  Germany ;  repre- 
sentation of  United  States  by  High  Com- 
missioner (EO  10062) --     2965 

Economic  Cooperation  Administration  (EX> 

10063) 3221 

United  States  Special  Representative  for  Eu- 
rope (EO  10063) 8221 

United  States  Special  Representative  for  Ehirope; 
representation  in  Germany  by  United  States 

High  Commissioner  (EO  10063) 8221 

Oiflord  Pinchot  National  Forest,  formerly  Columbia 

National  Forest;  designation  (Proc.  2845) 1273 

Government  employees.    See  Civil  service. 
Grazing  lands,  within  certain  land  utilization  proj- 
ects; transfer  of  Jurisdiction.    See  Lands. 

Greece,  immigration  quota  for  (Proc.  2846) 4707 

Guam:  transferring  administration  of,  from  Navy  De- 
partment to  Interior  Department  (EO  10077) 5533 

Haiti;  modification  of  trade  agreements  upon  signing 
of  protocol  by  Government  of.  See  Trade  agree- 
ments. 
Hawaii;  certain  lands  formerly  used  for  military  and 
naval  purposes  restored  to  Jurisdiction  of  Terri- 
tory of  Hawaii: 
Hanapepe,    Kona.    Kauai;    certain    lands    within 

United  States  Naval  Reservation  <EO  10041)—    1154 
Honolulu  Harbor.  Piers  No.  5  and  No  5-A,  formerly 
under  control  of  Army  and  Navy  Depaitments 
CEO  10047) 1391 


Inter-Departmental  Board  on  International  Service 
of  Ice  Observation,  Ice  Patrol,  and  Ocean  Dere- 
lict  Destruction;    establishment   order   revoked 

(EO   10068) 3883 

Interdepartmental  Trade  Agreements  Committee;  du- 
ties, membership,  etc.  (EO  10082) 6105 

Intergovernmental  Committee  on  Refugees.    See  In- 
ternational organizations. 
Interior  Department: 
See  also  Fish  and  Wildlife  Service;  Indian  Affairs 
Bureau;  Land  Management  Bureau;  Mines  Bu- 
reau; and  National  Park  Service. 
Conservation  of  fuel  oil.  gasoUne.  and  gas ;  revoca- 
,  tlon  of  prior  directive  respecting,  UF>on  recom- 
'  mendation  of  Secretary  (Directive  of  January 

13.    1949) 211 

Guam,  administration  of:  transfer  from  Navy  De- 
partment to  Interior  Department  in  accordance 
with  memorandum  of  understanding  approved 

by  President  (EO  10077) 5533 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations;  collection  of  (EO 

10033) 561 

Lands: 
In  Angeles  National  Forest,  California;  certain 
lands  opened  to  entry  under  mining  laws  on 
recommendation  of  Secretary  (EO  10036)-—      637 
Transfer  of  jurisdiction  over  certain  lands  to 
Interior  Department: 
Grazing  lands,  within  certain  land  utilization 
projects;  transfer  from  Department  of  Ag- 
riculture (EO  10046) 1375 

Virgin  Islands;  certain  lands,  buildings,  im- 
provements, etc.,  for  use  in  administration 
of  government  of  Islands,  from  Navy  De- 
partment (EO  10079) 5585 

Virgin  Islands;  transferring  certain  lands,  build- 
ings, improvements,  and  furnishings  to  control 
and  jurisdiction  of  Interior  Department  from 
Navy  Department  for  use  in  administration  of 

government  of  Islands  (EO  10079) 5585 

Virgin  Islands  Corporation;  designation  of  Secre- 
tary of  Interior  to  exercise  general  direction 
over  (letter  of  June  30. 1949) 3655 


and  Ocean  Derelict  Destruction.  Inter-Depart- 
mental Board  on;  establishment  order  revoked 
(EO  10068) 3883 

International     Telecommunication     Union;     reem- 
ployment rights  of  Gerald  C.  Gross,  formerly  with 
Federal  Communications  Commission,  upon  ter- 
mination of  employment  with  Union  (EO  10054)  _    2129 
International  trade  agreements.     See  Trade  agree- 
ments. 
Interstate  Commerce  Commission: 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO        ^ 

10033) 561 

Personnel;  further  exemption  of  certain  members 
of  Commission  from  compulsory  retirement 
for  age: 

Aitchison,  Clyde  B.  (EO  10094> 7726 

Johnson,  John  Monroe  (EO  10034) 619 

Transfer  to  Commission  of  functions,  records,  per- 
sonnel, property,  etc.,  of  OflBce  of  Defense 
Transportation,  and  liquidation  of  Office  of 
Administrator  of  Affairs  of  Federal  Managers 

(EO   10065) 3719 

Inventory  levels,  establishment  of,  for  property  of 

Federal  agencies.    See  Property  management. 
Israel : 

Immigration  quota  for  (Proc.  2846) 4707 

Toimage  duties,  suspension  of,  on  vessels  from 

(Proc.   2839) 2681 

Italy,  immigration  quota  for  (Proc.  2846) 4707 

Joint  Chiefs  of  Staff;  instruction  of  Commander  of 
United  States  Armed  Forces  in  Germany  with  re- 
spect to  military  matters  (EO  10062) 2965 

Jordan  (formerly  Transjordan) ,  immigration  quota 

for  (Proc.  2846) 4707 

Justice  Department;  control  of  aliens  entering  United 
States: 
Immigration  quotas  of  various  countries  as  revised 
by  Attorney  General,  Secretary  of  Commerce, 

and  Secretary  of  State  (Proc.  2846) 4707 

Restrictions;  amended  regulations  (Proc.  2850) —    5173 
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Labor  Department: 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033 » 561 

Trade  agreements: 

Reciprocity  Information  Conmiittee,  representa- 
tion of  Department  on  (EO  10082) 6105 

.    Trade  Agreements  Committee.  Interdepartmen- 
tal, representation  of  Department  on   (EO 

10082) 6105 

Transfer  to  Department  of  certain  agencies,  func- 
tions, etc.: 
Employment  Security  Bureau,  including  United 
States  Employment  Service  and  Unemploy- 
ment Insurance  Service,  from  Social  Secur- 
ity Administration,  Federal  Security  Agency 

(Reorganization  Plan  No.  2  of  1949) 5225 

Federal  Advisory  Council  (on  employment)  (Re- 
organization Plan  No.  2  of  1949) 5225 

■Veterans'  Placement  Service  Board;  transfer  of 
functions    (Reorganization    Plan    No.    2    of 

1949) 5225 

Labor  disputes,  investigation  of,  by  various  boards : 
Emergency  boards  to  investigate  disputes  between 
certain  carriers  and  their  employees.    See  Na- 
tional Mediation  Board. 
Steel  Industry  Board;  appointment  of  members. 
See  Steel  Industry  Board. 
Land  Management  Bureau: 

District  land  oflBce  at  Carson  City,  Nevada,  trans- 
ferred to  Reno.  Nevada  lEO  10074) 4935 

Petroleum  reserves,  naval,  California: 
No.    1 :    withdrawal   of  ^certain   lands   in   Kern 
County,  for  enlargement  of  <PLO  460,  with- 
drawing certain  lands  in  contemplation  of  in- 
clusion in  Reserve,  revoked  in  part)    (EO 

10052) 1941 

No.  2:  certain  lands  eliminated  from,  to  be  re- 
served for  townsite  purposes,  with  proviso 
that  oil  and  gas  deposits  thereon  be  retained 

in  Reserve  for  use  of  Navy  (EG  10075) 6213 

Land  utilization  projects:   transfer  of  lands  within 
certain  projects.    See  Lands. 
'  Lands: 

District  land  oflBce  at  Carson  City,  Nevada,  trans- 
ferred to  Reno.  Nevada  (EO  10074) 4935 

Grazing  lands  within  certain  land  utilization  proj- 
ects; transfer  of  jurisdiction  from  Department 
of  Agriculture  to  Department  of  the  Interior 

(EO  10046) 1375 

In  California: 

Angeles  National  Forest;  certain  lands  opened  to 
location  and  entry  under  mining  laws  (EO 

10036) 637 

Channel  Islands  National  Monument;  addition  of 

certain  lands  (Proc.  2825) 635 

Petroleum  reserves,  naval: 
No.  1;  enlargement  of,  to  include  certain  pub- 
lic and  private  lands  in  Kern  County  (EO 

10052) 1941 

No.  2;  elimination  of  certain  public  lands  for 
reservation  as  townsites.  with  proviso  that 
oil  and  gas  deposits  thereon  be  retained 

in  Reserve  for  use  of  Navy  (EO  10075) 5213 

In  Hawaii:  lands  restored  to  jurisdiction  of  Terri- 
tory of  Hawaii: 
Hanapepe.  Kona.  Kauai;   certain  lands  within 

United  States  Naval  Reservation  (EO  10041)  _     1154 
Honolulu  Harbor;  Piers  No.  5  and  No.  5-A,  for- 
merly under  control  of  Army  and  Navy  De- 
partments (EO  10047) 1391 

Keaahala  Military  Reservation.  Island  of  Oahu; 
remainder  of  unrestored  lands  formerly  used 

by  Army  (War)  Department  (EO  10060) 2913 

Keaukaha,  Waiakea,  South  Hilo,  County  and  Ter- 
ritory of  Hawaii;  lands  formerly  used  by  Navy 

Department  (EO  10058) 2741 

In  Tennessee;  enlargement  of  Cherokee  National 
Forest  by  inclusion  of  certain  lands  in  Polk 

County.  Tennessee  (EO  10066) 3719 

In  Virgin  islands;  transfer  of  certain  lands,  build- 
ings, etc..  to  permanent  control  and  Jurisdic- 
tion of  Interior  Department  for  use  in  admin- 
istration of  government  of  Virgin  Islands  (EO 
10079) 6585 
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Lands — Continued 
Indian  lands;  extension  of  trust  periods  on.    See  In- 
dian Affairs  Bureau. 
Land  utilization  projects;  transfer  of  lands  within 
certain  projects  to  and  from  Agriculture  De- 
partment  and   to   Interior   Department    (EO 

10046) 1375 

Oil  lands ;  petroleum  reserves  in  California.    See  In 
California. 

Lebanon,  immigration  quota  for  (Proc.  2846) 4707 

Loyalty  program;  applicability  of  procedures  to  com- 
missioned oflBcers  of  Public  Health  Service  (EO 

10031) 377 

Management  of  Executive  branch  of  Goverrunent, 
improvement  of.    See  Executive  branch  of  Gov- 
ernment. 
Marine  Corps.    See  Navy  Department. 
Maritime  Commission: 
Functions  and  administrative  duties  of  Commis- 
sioner (Reorganization  Plan  No.  6  of  1949 • 5228 

Statistical  information  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033) 561 

Maritime  Day,  National,  1949  (Proc.  2837) 2401 

Memorial  Day,  1949.  observance  as  day  of  prayer  for 

peace  (Proc.  2842) 2829 

Migratory  birds,  regulations  relating  to.    See  Fish  and 

Wildlife  Service. 
Military   cemeteries.   World   War   H:    functions   of 
American  Battle  Monuments  Commission  respect- 
ing certain  cemeteries.     See  American   Battle 
Monuments  Commission. 
Military  Establishment.    See  Defense  Department. 
Military  Government  for  Germany.    See  Army  De- 
partment. 
Military  and  naval  reservations  in  Hawaii;  certain 
lands  in,  restored  to  Jurisdiction  of  Territory  of 
Hawaii.    See  Lands. 
Military   Renegotiation   Policy   and   Review   Board; 
authorization  to  inspect  income,  excess-profits, 
and  declared  value  excess-profits  tax  returns  (EO 

10076) 6485 

Mines  Bureau;  consultation  service  to  Federal  agen- 
cies in  connection  with  fuel  consumption  (Direc- 
tive of  January  13,  1949) 211 

Monetary  and  Financial  Problems.  International,  Na- 
tional Advisory  Council  on.    See  National  Advis- 
ory   Council    on    International    Monetary    and 
Financial  Pi'oblems. 
Monetary  Fund.  International;  statistical  information 

requested  by.    See  Information. 
Most- favored-nation  provision  in  trade  agreements; 

provisions  respecting  (EO  10082) 6105 

Mother's  Day,  1949  (Proc.  2836) 2105 

Narcotics  Bureau;  drugs  Bemidone.  NU-1196.  NU-1779. 
NU-1932.  N.  I.  H.-2933,  N.  I.  H.-2953,  and  CB-11 
found  to  have  addiction-forming  and  addiction- 
sustaining  liabihty  similar  to  morphine   (Proc. 

2851) 5361 

National  Advisory  Council  on  International  Monetary 
and  Financial  Problems;  determinations  by,  with 
respect  to  providing  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions (EO  10033) 561 

National  Employ  the  Physically  Handicapped  Week, 

1949  (Proc.  2855) 5413 

National  Farm  Safety  Week,  1949  (Proc.  2833) 1407 

National  forests.    See  Forest  Service. 

National  Freedom  Day  (Proc.  2824) 361 

National  Guard: 
Aerial  flights  by  personnel,  amendment  of  prior 

order  respecting  (EO  10059) 2845 

District  of  Columbia  National  Guard;  administra- 
tion and  supervision  by  Secretary  of  Defense 

(EO  10030) 377 

National  Maritime  Day,  1949  (Proc.  2837) 2401 

National  Mediation  Board;  emergency  boards  to  in- 
vestigate disputes  between  certain  carriers  and 
their  employees: 
Akron.  Canton  ti  Youngstown  Railroad  Company 

and  other  listed  carriers  (EO  10032) 429 

Aliquippa  and  Southern  Railroad  Company   (EO 

10051) 1863 

Ann  Arbor  Railroad  Company  (EO  10045) 1227 
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National  Mediation  Board;  emergency  boards  to  in- 
vestigate disputes  between  certain  carriers  and 
their  employees — Continued 
Carriers  represented  by  Eastern  Carriers'  Confer- 
ence Committee.  Western  Carriers'  Conference 
Committee  and  Southeastern  Carriers'  Confer- 
ence Committee  <EO  10038) 680 

Denver    &    Rio    Grande    Western    Railroad    (EO 

10032,  10037) 429,  679 

Listed  carriers  not  otherwise  subject  to  specific 

orders  (EO  10032) 429 

Missouri   Pacific    Railroad   Company    (EO    10032, 

10067) 429,  3795 

Monongahela  Cormecting  Railroad  Company  (EO 

10078) 5585 

Northwest  Airlines,  Inc.  (EO  10029) 289 

Pacific  Lines  (EO  10032,  10048,  10071) 429, 1455,  4587 

Railway  Express  Agency,  Inc.  <EO  10050) 1731 

Southern    Pacific    Company    (Pacific    Lines)     (EO 

10032,  10048.  10071) 429.1455.4587 

Union  Railroad  Company  (Pittsburgh)  (EO  10056 >.     2573 
Wabash  Railroad  Company  (EO  10032,  10045).-  429, 1227 
National  Military  Establishment.     See  Defense  De- 
partment. 
National  monuments.    See  National  Park  Service. 
National  Park  Service: 
Channel  Islands  National  Monument,  California; 

enlargement  (Proc.  2825) 635 

Effigy  Mounds  National  Monument,  Iowa;  estab- 
lishment (Proc.  2860) 6541 

National  Security  Council;  transfer  to  Executive  Of- 
fice of  the  President  (Reorganization  Plan  No.  4 

of  1949) 5227 

National  Security  Resources  Board;  transfer  to  Ex- 
ecutive Offic?  of  the  President  (Reorganization 

Plan  No.  4  of  1949) 5227 

Navy  Department: 

Aerial  flights,  by  personnel  of  Navy  and  Marine 
Corps;  amendment  of  prior  order  with  re.spect 

to  Reserves  (EO  10059) 2845 

Allowances  for  personnel.    See  Pay,  allowances,  etc. 
Guam,  administration  of;  transfer  to  Interior  De- 
partment from  Navy  Department  in  accord- 
ance   with    memorandum    of    understanding 

approved  by  President  (EO  10077) 5533 

Hawaii;  certain  lands  formerly  used  for  naval  or 
military  purpo.ses,  restored  to  jurisdiction  of 
Territory  of  Hawaii: 
Hanapepe.  Kona.  Kauai:  described  lands  within 

United  States  Naval  Reservation  (EO  10041 )  _     1154 

Honolulu  Harbor.  Pier  No.  5-A  (EO  10047) 1391 

Keaukaha.  Waiakea.  South  Hilo;  described  lands 
used  by  Navy  Department  for  military  pur- 
poses (EO  10058) 2741 

Marine  Corps: 
Aerial  flights  by  certain  personnel ;  amendment  of 
prior  order  with  respect  to  Reserves    (EO 

10059) 2845 

Pay.  allowances,  etc..  for  personnel: 
Clothing  allowances  to  enlisted  men  of  Marine 
Corps  and  Reserves  thereof;  authority  of 
Secretary    of   Defense    to    prescribe    (EO 

10049) 1563 

Quarters  and  subsistence  allowances  to  enli.sted 

men  while  traveling  on  duty  'EO  10061)-.     2916 
Regulations  governing,  pursuant  to  Pay  Read- 
justment Act,  prescribed  for  administra- 
tion   of    Career    Compensation    Act    (EO 

10084) 6245 

Transportation  of  household  goods  of  members 

of  Marine  Corps  (EO  10053) 1941 

Pay.  allowances,  etc.,  for  personnel: 
Clothing  allowances  to  enlisted  men  of  Navy  and 
Marine  Corps  and  Reserves  thereof;  author- 
ity  of    Secretary   of   Defense    to    prescribe 

(EO  10049) 1563 

Quarters  and  subsistence  allowances  to  enlisted 
men  of  Navy  and  Marine  Corps  traveling  on 

duty  (EO  10061) 2915 

Regulations  governing,  pursuant  to  Pay  Read- 
justment Act,  prescribed  for  administration 

of  Career  Compensation  Act  (EO  10084) 6245 

Petroleum  Reserves,  Naval,  California: 
No.  1,  enlargement  to  include  certain  public  and 

private  lands  in  Kern  County  (EO  10052)  — ,    1941 
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Navy  Department — Continued 
Petroleum  Reserves,  Naval,  California — Continued 
No.  2.  elimination  of  certain  public  lands  for  res- 
ervation as  townsites,  with  proviso  that  oil 
and  gas  deposits  thereon  be  retained  in  Re- 
serve for  use  of  Navy  (EO  10075) 5213 

Reserves: 
Aerial  flights.    See  Aerial  flights. 
Pay,  allowances,  etc.    See  Pay,  allowances,  etc. 
for  personnel. 
Transportation  of  household  goods  of  members  of 
Navy  and  Marine  Corps;  regulations  governing 

(EO  10053) 1941.3883 

Virgin  Islands;  transfer  of  certain  lands,  buildings, 
etc.,  to  permanent  control  and  Jurisdiction  of 
Interior  Department  for  use  in  administration 

of  government  of  Islands  (EO  10079) 5585 

Noncombatant  service  and  training  in  armed  forces. 

defined  (EO  10028) 211 

Offices,  State  and  local;  holding  of,  by  Federal  of- 
ficers and  employees.    See  Civil  service. 
Oil;    conservation   of   fuel   oil   by   Federal   agencies. 

See  Conservation  of  fuel  oil.  gasoline  and  gas. 
Oil  lands,  in  California;  petroleum  reserves,  naval. 

See  Navy  Department. 
Opiates;    findings   re.specting    properties   of   certain 

drugs.    See  Narcotics  Bureau. 
Organization  of  the  Executive  Branch  of  the  Gov- 
errunent,   Commission    on     (Hoover    Commis- 
sion) ;  action  in  support  of  recommendations  of 

(EO  10072) 4797 

Pakistan;   suspension  of  tonnage  duties  on  vessels 

from  (Proc.  2861) 6544 

Pan  American  Day,  1949  (Proc.  2832) 1407 

Panama  Canal: 
Employment  in  Panama  Canal  Zone;  suspension  of 
certain  statutory  provisions  relating  to,  proviso 
respecting  compensation  of  certain  employees 

(EO  10040,  10089) 791,7327 

Tolls  to  be  paid  for  use  of  canal;  further  postpone- 
ment of  effective  date  of  proclamation  prescrib- 
ing change  in  rates  (Proc.  2831,  2852) 1154,  5361 

Patrick  Henry  Week,  1949  (Proc.  2844) 3149 

Pay,  allowances,  etc.,  for  certain  personnel: 
Allowances : 
Federal  personnel  on  foreign  duty.     See  State 

Department. 
Travel  and  transportation  expenses  of  Govern- 
ment employees.    See  Civil  service. 
Veterans'  Administration  beneficiaries  and  claim- 
ants.   See  Veterans'  Administration. 
Members  of  Air  Force,  Army,  Coast  and  Geodetic 
Survey,  Coast  Guard,  Navy,  and  Public  Health 
Service.    See  specific  agencies. 
Petroleum  reserves,  naval,  in  California:  addition  or 
elimination  of  certain  lands.    See  Navy  Depart- 
ment. 
Philippine  Islands,  coconut  oil  and  copra  from;  ter- 
mination of  suspension  of  additional  processing 

tax  on  certain  coconut  oil  (Proc.  2847) 4773 

Physically  handicapped  persons,  employment  of.    See 
National    Employ    the    Physically    Handicapped 
Week. 
Pinchot,  Gifford,  National  Forest,  formerly  Columbia 

National  Forest;  designation  (Proc.  2845) 3273 

Political  activity  of  Federal  employees;  holding  of 

State  and  local  offices.    See  Civil  service. 
Ports  of  entry,  customs.    See  Customs  Bureau. 
Post  Office  Department: 
Abolishment  of  Bureau  of  Accounts,  office  of  Pur- 
chasing Agent,  and  certain  offices  of  Assistant 
Postmasters  General  (Reorganization  Plan  No. 

3  of  1949) 5225 

Advisory  Board,  establishment,  duties,  and  mem- 
bership (Reorganization  Plan  No.  3  of  1949)  ___    5225 
Designation  of  certain  officers  to  act  during  absence 

or  sickness  of  Postmaster  General  (EO  10081)  _     6037 
Functions,   etc.,   of   Postmaster    General,   Deputy 
Postmaster  General,  and  Assistant  Postmasters 
General  (Reorganization  Plan  No.  3  of  1949)  _-_    5225 
President's  Committee  on  Religion  and  Welfare  in 
Armed  Forces  (formerly  President's  Committee  on 
Religious    and    Moral    Welfare    and    Character 
Guidance  in  Armed  Forces) ;   change  of  name 
(EO  10043) _ 1155 
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Procurement,  by  Federal  agencies;  functions  of  Gen- 
eral Services  Administration  under  Federal  Prop- 
erty and  Administrative  Services  Act  (letters  of 

June  30  and  July  1.  1949) 3699 

Property  management  (procurement,  utilization,  and 
disposal ) ;  functions  of  General  Services  Adminis- 
tration and  other  Federal  agencies  under  Federal 
Property  and  Administrative  Services  Act  (letters 

of  June  30  and  July  1.1949) 3699 

Public  Health  Service: 
Allowances,  pay,  etc.,  for  members  of  uniformed 
service;  regulations  governing,  pursuant  to  Pay 
Readjustment  Act.  prescribed  for  administra- 
tion of  Career  Compensation  Act  (EO  10084)—  8245 
Loyalty  program  procedures;  applicability  for  inves- 
tigation,   separation,    etc.,    of    commissioned 

officers  (EO  10031) 377 

Transportation  of  household  goods  of  members  of 

Service,  regulations  governing  (EO  10053)-  1941,  3883 
Public  lands.    See  Land  Management  Bureau. 
Public  Roads  Administration:  transfer  of  agency  and 
functions  to  Commerce  Department  (Reorganiza- 
tion Plan  No.  7  of  1949) 5228 

Puerto  Rico: 
Customs  Collection  District  No.  49;  revocation  of 
designations  of  certain  ports  of  entry; 

Arecibo  and  Arroyo  lEO  10042) 1155 

Guayanilla  (EO  10088) 7287 

District  Court  of  United  States  for;  designation  of 
Honorable  Luis  Negron-Fernandez  as  Acting 

Judge  for  1949  (EO  10035) 619 

Pulaski's  (General)  Memorial  Day  (Proc.  2858) 6105 

Quarters  and  subsistence  allowances  for  members  of 
Air  Force,  Army,  Coast  Guard,  and  Navy.     See 
specific  agencies. 
Railroads;  emergency  boards  to  investigate  labor  dis- 
putes involving.     See  National  Mediation  Board. 
Reciprocal  trade  agreements  program,  administration 

of.    See  Trade  Agreements. 
Reciprocity    Information    Committee;    membership, 

duties,  etc.  (EO  10082) 6105 

Reconstruction  and  Development.  International  Bank 
for;  providing  statistical  information  to.  See 
Information. 
Records  management;  functions  of  General  Services 
Administration  and  other  Federal  agencies  under 
Federal  Property  and  Administrative  Services  Act 

(letters  of  June  30  and  July  1.  1949) 3699 

Red  Cross  Month.  1949  (Proc.  2827) 679 

Refugees.  Intergovernmental  Committee  on.  See  In- 
ternational organizations. 
Religion  and  Welfare  in  Armed  Forces.  President's 
Committee  on  (formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  Armed  Forces);  change  of  name 

(EO  10043) 1155 

Renegotiation  Policy  and  Review  Board.    See  Mili- 
tary Renegotiation  Policy  and  Review  Board. 
Reorganization  Plans  of  1949: 

No.  2.  Labor  Department 5225 

No.  3.  Post  Office  Department 5225 

No.  4.  Executive  Office  of  the  President 5227 

No.  5,  Civil  Service  Commission 6227 

No.  6.  Maritime  Commission,  United  States 5228 

No.  7.  Public  Roads  Administration 5228 

Reserve  components  of  armed  services: 
Aerial  flights  by  personnel,  amendment  of  prior 

order  respecting  (EO  10059) 2845 

Clothing  allowances  to  Reserves  of  Navy,  Marine 
Corps,  and  Coast  Guard ;  authority  to  prescribe 

(EO  10049) 1563 

Rumania,  immigration  quota  for  (Proc.  2846) 4707 

Securities  and  Exchange  Commission;  collection  of 
statistical  Information  requested  by  certain  In- 
tergovernmental organizations  (EO  10033) 561 

Selective  Service  System;  noncombatant  service  and 

training  defined   (EO  10028) 211 

Small  business  establishments,  placement  of  procure- 
ment contracts  with,  by  Federal  agencies;  state- 
ment of  policy  respecting  (letter  of  June  30. 1949)  _  8699 
Social  Security  Administration;  transfer  of  Employ- 
ment Security  Bureau,  including  United  States 
Employment  Service  and  Unemployment  Insur- 
ance Service,  to  Labor  Department  tReorganiza- 
Uon  Plan  No.  2  of  1949) ._ 5225 
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South  Pacific  Commission;  designation  as  public  in- 
ternational    organization     entitled     to    certain 

privileges  and  immunities  (EO  10086) 7147 

State  Department: 

Aliens  entering  United  States: 
Control    of;    restrictions,    amended    regulations 

(Proc.   2850) 5173 

Immigration  quotas  for  various  countries  as  re- 
vised by  Secretary  of  State.  Secretary  of  Com- 
merce and  Attorney  General  (Proc.  2846) ._.     4707 
Allowances  for  living,  quarters,  etc..  for  Federal  per- 
sonnel on  foreign  duty;  functions  of  Secretary 

respecting  (EO  10085) 6617 

Committees,  on  which  Department  has  representa- 
tion: 
Reciprocity  Information  Committee  ( EO  10082 ) . .     6105 
Trade  Agreements  Committee,  Interdepartmental, 

chaired  by  Department  ( EO  10082 ) 6105 

Foreign  Service;  United  States  High  Commissioner 
for  Germany.  Chief  of  Mission,  establishment 
of  position.  funcUons.  etc.  (EO  10062.  10063)  __   2965. 

3221 
Germany: 

Allied  High  Commission  for  Germany;  represen- 
tation of  United  States  by  High  Commissioner 

for  Germany  (EO  10062) 2965 

Military  matters  in  Germany;  differences  over 
policy  to  be  referred  to  State  Department  and 
National  Military  Establishment  (EO  10062 )  _  2965 
United  States  High  Commissioner  for  Germany, 
establishment  of  position  of:  functions,  su- 
pervision, etc.  (EO  10062.  10063) 2965,  3221 

Guam,  administration  of;  recommendation  of  com- 
mittee on  which  Department  is  represented, 
respecting    transfer    to   civilian    agency    (EO 

10677) 5533 

Immigration  quotas.    See  Aliens  entering  United 

States. 
Personnel : 

Allowances  for  personnel  on  foreign  duty.    See 

Allowances. 
Competitive  status,  conferring  of.  upon  Winifred 
R.  Donnellon  without  regard  to  provisions  of 

Civil  Service  Rules  (EO  10039) 791 

Statistical  information  requested  by  certain  inter- 
governmental organizations;  duties  of  Secretary 

with  respect  to  furnishing  of  (EO  10033) 661 

Trade  agreements  representation  of  Department 
on  committees  respecting: 
Reciprocity  Information  Committee  (EO  10082).    6105 
Trade  Agreements  Committee.  Interdepartmen- 
tal, chaired  by  Department  'EO  10082) 6105 

State  and  local  offices,  holding  of.  by  Federal  officers 

and  employees.    See  Civil  service. 
Statistical  information;  providing  of  to  certain  inter- 
governmental organizations.    See  Information. 
Status,  competitive,  in  civil  service;   acquisition  of. 

See  Civil  service. 
Steel  Industry  Board,  to  investigate  labor  dispute;  ap- 
pointment   of    members    (Presidential    appoint- 
ment) — 4479 

Superior  National  Forest,  Minnesota;,  establishment 
of  airspace  reservation  over  certain  areas  of  (EO 

10092)-- 7637.  7681 

Surplus  or  excess  property,  disposal  of.  See  Prop- 
erty management. 

Syria,  immigration  quota  for  (Proc.  2846) 4707 

Tariff  Commission : 

Imports  of  long-staple  cotton;  change  in  quota 
year  for  cotton  having  staple  of  IVs  Inches  or 
more  but  less  than  l^Vie  inches  in  length,  and 
fixing  of  quota  for  interim  period  (Proc.  2856  >  __  6517 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033) 561 

Trade  agreements: 

Administration  of  reciprocal   trade   agreements 

program;  duties  of  Commission  (EO  10082  >  __     6105 
Reciprocity  Information  Committee,  chaired  by 

Commission  (EO  10082) 8105 

Trade  Agreements  Committee.  Interdepartmen- 
tal, representation  on  (EO  10082)-- 8105 

Tax  Court  of  United  States;  exemption  of  Judge 
Eugene  Black  from  compulsory  retirement  for 
age  (EO  10073)- __ 4797 
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Taxes; 
Income,  excess-profits:  tax  returns  Inspection.    See 

Internal  Revenue  Bureau. 
Processing  tax  on  coconut  oil.    See  Internal  Reve- 
nue Bureau. 
Tennessee  Valley  Authority;  certain  forest  lands  In 
Polk  County,  Tennessee,  transferred  by  Authority 
to   Agriculture   Department  to  be  Included  in  . 

Cherokee  National  Forest  (EO  10066) 3719 

Thanksgiving  Day.  1949  <Proc.  2864) 6825 

Tonnape  duties,  suspension  of,  on  vessels  from  certain 
countries : 

Israel  (Proc.  2839). __ 2681 

Pakistan  (Proc.  2861) 6544 

Union  of  South  Africa  (Proc.  2838) 2681 

Trade  agreements: 

AdminLstration  of  reciprocal  trade  agreements  pro- 
gram, procedures  for;  prior  order  superseded 

(EO   10082) — 6105 

Committee  for  Reciprocity  Information;  member- 
ship, duties,  etc.  (EO  10082) 6105 

Committee   (Interdepartmental)   on  Trade  Agree- 
>:-    ments:  membership,  duties,  etc.    (EO  10082)—    6105 
General  Agreement  on  Tariffs  and  Trade,  concluded 
at  Geneva  October  30.  1947: 
Annecy  Protocol,  providing  for  accession  to  Gen- 
eral Agreement  of  various  countries   (Den- 
mark. Dominican  Republic.  Finland.  Greece. 
Haiti.  Italy.  Liberia.  Nicaragua,  Sweden,  and 

Uruguay)    (Proc.  2867) 7723 

Modification    of    provisions    (Procs.    2829.    2865. 

2867) -  1151.  7303,  7723 

Various  countries;  modification,  etc.,  of  provisions 
of  trade  agreements  with: 
Argentina;  supplementing  trade  agreement  with. 

with  respect  to  flaxseed  (Proc.  2843) 2913 

Chile.  Republic  of;  modification  of  provisions  of 
General  Agreement  on  Tariffs  and  Trade  and 
exclusive  trade  agreement  with  Cuba  upon 
signing  of  protocol  by  Government  of  <Proc. 

2829) 1151 

Colombia,  Republic  of;  termination  of  trade  agree- 
ment proclamation  of  April  20.  1936  (Proc. 

2863) 6765 

Cuba.   Republic  of;   exclusive  trade  agreement 
with: 
Annecy  Protocol  of  terms  of  accession  to  Gen- 
eral Agreement  on  Tariffs  and  Trade  (Proc. 

2867) 7723 

Modi«catlons  (Procs.  2829.  2865.  2867) 1151. 

7303,  7723 

Haiti.  Republic  of;  modification  of  provisions  of 

General  Agreement  on  Tariffs  and  Trade  and 

exclusive  trade  agreement  with  Cuba  upon 

signing  of  protocol  by  Government  of  (Proc. 

2867) 7723 

Uruguay.  Oriental  Republic  of;   supplementing 
trade  agreement  with,  with  respect  to  flaxseed 

(Proc.   2843) 2913 

Transjordan.    See  Jordan. 

Transportation  of  household  goods.    See  Travel  and 

and  transportation. 
Travel  and  tran.sportatlon  of  certain  personnel: 
Allowances  for  travel  and  transportation  expenses: 
Government  employees:  civilian  officers  and  em- 
ployees transferred  from  one  official  station 
to  another  for  permanent  duty,  prior  order 

amended  (EO  10069) —     3973 

Veterans;  allowances  for  travel  In  connection  with 
treatment,     vocational    rehabilitation,    etc. 

(EO  10070) 4587 

Transportation  of  household  goods  of  members  of 
Air  Force.  Army.  Navy,  Marine  Corps,  Coast 
Guard.  Coast  and  Geodetic  Survey,  and  Public 

Health  Service  (EO  10053) 1941.3883 

Treasury  Department: 
See  also  Coast  Guard;  Customs  Bureau;  Internal 

Revenue  Bureau;  and  Narcotics  Bureau. 
Clothing  allowances  for  enlisted  men  of  Coast  Guard 
and  Coast  Guard  Reserve;  authority  of  Secre- 
tary to  prescribe  (EO  10049) 1563 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033) 561 
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PRESIDENTIAL  DOCUMENTS— Continued  ^^s* 
Treasury  Department — Continued 
Trade  agreements,  representation  of  Department  on 
committees  respecting: 
Reciprocity  Information  Committee  (EO  10082).    6105 
Trade  Agreements  Committee.  Interdepartmen- 
tal (EO  10082) 6105 

Unemployment  Insurance  Service,  transfer  to  Labor 
Department     (Reorganization    Plan    No.    2    of 

1949) 5225 

Union  of  South  Africa;  suspension  of  tonnage  duties 

on  vessels  from  (Proc.  2838) 2681 

Union  of  Soviet  Socialist  Republics.  Immigration  quota 

for    (Proc.   2846) 4707 

United  Nations  Day.  1949  (Proc.  2853) 5363 

United  Nations  Human  Rights  Day  (Proc.  2866> 7415 

United  Nations  Relief  and  Rehabilitation  Administra- 
tion.   See  International  organizations. 
United  States  Employment  Service ;  transfer  to  Labor 

Department  (Reorganization  Plan  No.  2  of  1949) .     5225 
United  States  High  Commissioner  for  Germany;  estab- 
lishment of  position,  functions,  etc.   See  Germany. 
Uruguay,  Oriental  Republic  of;  trade  agreement  with 

Government  of.  See  Trade  agreements. 
Veterans'  Administration:  increase  in  allowance  of 
travel  expenses  (including  lodging  and  subsist- 
ence) of  claimants  and  beneficiaries  and  attend- 
ants in  connection  with  treatment,  vocational  re- 
habilitation, etc.  (EO  10070) 4587 

Veterans'  Placement  Service  Board;  transfer  of  func- 
tions to  Labor  Department  (Reorganization  Plan 

No.  2  of  1949) 5225 

Virgin  Islands:  certain  lands,  buildings,  etc..  trans- 
ferred to  E>ermanent  control  and  jurisdiction  of 
Interior  Department  for  use  in  administration  of 

governm-^nt  of  Islands  (EO  10079) 5585 

Virgin  Islands  Corporation,  general  direction  of,  by 

Secretary  of  Interior.    See  Interior  department. 
Wildlife;  regulations  relating  to  migratory  birds.    See 
Fish  and  Wildlife  Service. 

World  Trade  Week,  1949  (Proc.  2834) 1663 

World  War  II  United  States  military  cemeteries:  func- 
tions of  American  Battle  Monuments  Commission 
pertaining  to.    See  American  Battle  Monimients 
Commission. 
PRESIDENT'S  COMMITTEE  ON  RELIGION  AND  WEL- 
FARE IN  ARMED  FORCES,  formerly  President's 
Committee  on  Religious  and  Moral  Welfare  and 
Character  Guidance  in  Armed  Forces: 
Change  of  name;   Executive  order  respecting.     See 

Presidential  documents. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service.     See  Civil  Service  Commis- 
sion. 
PRICE  CONTROL  RECORDS;  preservation  of  records 
respecting  commodities  or  services    exempted    or 
suspended  from  price  control,  approval  of  require- 
ment by  Attorney  General.    See  Commerce  Depart- 
ment: Liquidation  Division. 
PRCXJLAMATIOyS.     See  Presidential  documents. 

PROCUREMENT  OF  SUPPLIES.  ETC.: 
See  also  Contracts,  (jovernment. 
By  armed  services.    See  Army  Department,  and  De- 
fense Department. 
By  certain  foreign  countries.    See  Economic  Coopera- 
tion Administration. 
By  Federal  agencies;  regulations,  etc..  respecting,  un- 
der Federal  Property  and  Administrative  Serv- 
ices Act.    See  General  Services  Administration. 
Post  Office  Department.  Puichasing  Agent  for;  estab- 
lishment  of   Office   of   Purchasing   Agent.    See 
Post  Office  Department. 
Procurement  authority;  reissuance  of  regulations  ap- 
proved by  President.  April  12.  1935  and  June  10, 
1939.    See  Federal  Supply  Service. 
Small  business  establishments,  placement  of  procure- 
ment contracts  with:  statement  of  policy  respect- 
ing, by  President.    See  President. 
PRODUCTION  AND  MARKETING  ADMINISTRATION. 

See  Agriculture  Department. 
PROPERTY  MANAGEMENT  (procurement,  utilization 
and  disposal ) ;  functions  of  General  Services  Admin- 
istration and  other  Federal  agencies  under  Federal 
Property  and  Administrative  Servxces  Act.  See 
General  Services  Administration. 
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PUBLIC  ASSISTANCE  BUREAU:  P*«« 

Public  inspection  of  final  opinions,  orders  and  rules.  _  2675 

Records,  official,  availability  of 2675 

Regional  representatives 2675 

PUBLIC  BUILDINGS;  designations.    See  General  Serv- 
ices Administration. 

PUBLIC  BUILDINGS  SERVICE  (formerly  Public  Build- 
ings Administration): 

Authority,  delegation  of,  to  various  offices  and  officials, 
by  General  Services  Administrator: 
Commis-sioner  and  previously  authorized  personnel 
in  Washington  Office,  respecting  planning,  de- 
velopment and  administration  of  public  build- 
ings program 7569 

Exerci.se  of  authority  in  absence  or  incapacity  of 

principal 7569 

Field  offices  and  officials;  continuance  in  effect  of 

previously  delegated  authority 7569 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A>.  See  main 
heading  Civil  Service  Commission. 

Redesignation  of  chapter 5315 

Regulations;  public  buildings  and  grounds 2799 

Transfer  to  General  Services  Administration  of  func- 
tions as  constituent  agency  of  Federal  Works 
Agency  on  abolishment  of  Agency  by  Federal 
Property  and  Administrative  Services  Act.  See 
main  heading  General  Services  Administration. 

PUBLIC    CONTRACTS   DIVISION,    DEPARTMENT   OF 
LABOR: 
General  regulations;  regular  dealer: 

Green  coffee 295 

Raw  cotton 295 

Handicapped  workers;  stipulations  respecting,  in  Gov- 
ernment purchase  contracts: 
Certificates,  issuance  of,  to  sheltered  workshops  for 
employment  of.    See  main  heading  Wage  and 
Hour  Division. 
Employment  of,  under  Public  Contracts  Act;  pro- 
posed provisions  respecting  (footnote) 7531 

Minimum  wage  determinations  for  various  industries ; 
proposed  rule  making: 

Accounting  (specialty*   supply  manufacturing 7657, 

7658 

Aircraft  manufacturing 3284 

Ammunition 7659 

Apoarel  and  allied  industries: 

Belts 7653,  7654 

Cap  and  hat,  men's 7652 

Clothing  and  uniform: 

Heavy  outerwear  branch 7663 

Suit  and  coat  branch 7661 

•  Wool  trousers  branch 7661 

Cotton  garment  and  allied  industries 7648 

Gloves 7666 

Handbag,  women's 7653.  7654 

Handkerchief 7651,  7652 

Hosiery,  seamless 7650 

Knitwear 7650 

Leather  goods 7653.  7654 

Mitten 7666 

Neckwear,  men's 7649 

Rainwear 7649 

Shoe  manufacturing  and  allied  industries.  _  7650,  7651 

Underwear,   woven 7650 

Arms,  small 7659 

Aviation  textile  products  manufacturing 7666 

Belts 7653.  7654 

Cap.  men's 7652 

Carpet  wool 7654.  7655 

Cement 7660 

Chemical  and  related  products 6294,  7665.  7668 

China,  vitreous  or  vitrified 7653 

Clay,  structural,  products 7660,  7661 

Clothing.    See  Apparel. 

Coat.    See  under  Uniform  and  clothing. 

Cotton  garment  and  allied  industries 7648 

Definition __     7648 

Dental  goods  and  equipment  manufacturing..  7662,  7663 

Die  casting  manufacturing 7663,  7664 

Dimension  granite 7651 

Drug _ _..     7657 

Envelope ,  7652,  7653 

Evaporated  milk ...    7664 


PUBLIC   CONTRACTS    DIVISION,    DEPARTMENT   OF    p^^s* 
LABOR — Continued 
Minimum  wage  determinations  for  various  indus- 
tries; proposed  rule  making — Continued 

Explosives  and  related  products 7659.  7660 

Fertilizer 7658 

Fireworks 76i4 

Flint  glass 188 

Redesignation 188 

Furniture  manufacturing : 

Metal  furniture  branch 7656,  7657 

Public  seating  Jsranch 7656 

Wood  furniture  branch 7655,  7656 

Glass  and  glassware 3995 

Redesignation 3995 

Gloves 7666 

Granite,  dimension 7651 

Handbag,  women's 7653.  7654 

Handkerchief... 7651.  7652 

Hat.  men's 7652 

Hosiery,  seamless 7650 

Industrial  instruments 7662 

Instruments : 

Scientific,  Industrial  and  laboratory 7662 

Sufgical 7661.  7662 

Iron  and  steel 420,  4668 

Knitting 7650 

Knitwear 7650 

Laboratory  instruments 7662 

Leather  goods 7653.7654 

Leather  manufacturing 7665 

Luggage 7653.  7654 

Medicine 7657 

Mens  hat  and  cap 7652 

Men's  neckwear 7649 

Milk,  evaporated 7664 

Mitten 7666 

Neckwear,  men's 7649 

Paint  and  varnish 7664,  7665 

Paper  and  pulp 7659 

Photographic  supplies 7658 

Pulp  and  paper 7659 

Rainwear 7649 

Rug 7654,  7655 

Scientific,  industrial,  and  laboratory  instruments 76G2 

Seamless  hosiery 2047.  2835.  7650 

Shoe  manufacturing  and  allied  industries. 7650,  7651 

Small  arms 7659 

Soap 1802 

Specialty  accounting  supply  manufacturing 7637.  7658 

Steel _•_.__   420,  4668 

Structural  clay  products 7660,7661 

Surgical  instruments  and  apparatus 7661,  7662 

Tag 7655 

Textile,  aviation,  products  manufacturing 7666 

Tobacco 7655 

Toilet  preparations 7657 

Underwear,  woven ,._     7650 

Uniform  and  clothing: 

Heavy  outerwear  branch 7663 

Suit  and  coat  branch 7661 

Wool  trou.sers  branch 7661 

Varnish  and  paint 7664,  7665 

Vitreous  or  vitrified  china 7653 

Wool  carpet 7654,  7655 

Woolen  and  w-orsted 1792 

Women's  handbag 7653,  7654 

Woven  underwear 7650 

PUBLIC  DEBT  BUREAU.    See  Treasury  Department. 

PUBLIC  HEALTH  SERVICE: 

Allowances,  pay,  etc.: 
Members  of  uniformed  service,  regulations  govern- 
ing, pursuant  to  Pay  Readjustment  Act;  Exec- 
utive   order    respecting.      See    main    heading 
Presidential  documents. 
Regulations  respecting.    Sec  Regulations. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service    (Schedule  A).     See  maiJi 
heading  Civil  Service  Commission. 
Damage  or  destruction  of  personal  belongings  of  offi- 
cers and  employees,  by  patients;  reimbursement 
for.    See  main  heading  Federal  Security  Agency. 
Loyalty  of  personnel;  applicability  to  commissioned 
officers  of  procedures  of  loyalty  program.     See 
main  heading  Presidential  documents^ 


PUBLIC  HEALTH  SERVICE— Continued  ^    ^^8* 

Organization  and  delegations  of  authority,  revised 

statement 2667 

Regulations : 
Air  commerce  regulations.    See  Quarantine. 
Aliens,  medical  examination  of.    See  Medical  care 

and  examinations. 
Allowances,  pay,  etc.: 
Commissioned  officers;  foreign  service  allowance 
rates,  and  disability  retirement.    See  Per- 
sonnel. 
Fellowships  and  tralneeships;  awards  and  grants. 
See  Fellowships,  internships,  and  training. 
Cancer  control,  programs,  grants  for.     See  Grants. 
Fellowships,  Internships,  and  training: 
Fellowships : 
Appointments.    See  Awards. 

Awards,  of  regular  and  service  fellowships 1894 

Benefits: 

Travel  expenses: 

Regular  fellowships 1894 

Service  fellowships 1894 

Vacations  and  other  leave;  regular  fellow- 
ships      1894 

Training : 

HP3.rt   (iiS€£LS^  * 

Grants  to  institutions  for  training  In 5508 

Conditions  of  award,  correction 6677 

National  Heart  Institute  tralneeships 508 

Nurse  training,  grants  for.    See  Grants. 
Grants : 

Cancer  control  programs,  grants  for;  revision 4593 

Heart  disease,  grants  to  institutions  for  training  in. 
See  Fellowships,  internships,  and  training. 
Hospitals;  grants  for  survey,  planning  and  con- 
struction of: 
Definitions;  "State",  addition  of  Virgin  Islands.     1085 
Distribution  of  tuberculosis,  etc.,  hospital  beds; 

maximum  State  allowance 1085 

State  plan,  methods  of  administration : 

Construction  applications,  processing  of;  as- 
surances from  applicant 1085 

Fiscal   and   accounting   requirements;    con- 
struction payments 1086 

Nurse  training,  grants  for;  exclusion  from  Code 

of  Federal  Regulations,  1949  Edition 4849 

States,  grants  to,  for  public  health  services;  revi- 
sion      3376 

Water    pollution    caused    by    Industrial    waste; 
grants  and  loans  for  Investigation,  research, 

surveys  and  studies 4519 

Heart  disease;  tralneeships.  etc.    See  Fellowships, 

Internships,  and  training. 
Hospitals,  grants  for  construction,  etc.,  of.    See 

Grants. 
Medical  care  and  examinations;   examination  of 
aliens: 
Applicants  for  Immigration  visas,  scope  of  exami- 
nation   893 

Certificates  and  notifications.  Class  B 4905 

Definitions: 

Medical   certificate 4905 

Medical  notification 4905 

National  Heart  Institute  tralneeships.    See  Fellow- 
ships, internships,  and  training. 
•  Personnel;  commissioned  officers: 

Foreign  service  allowance  rates  (Appendix  A) ,  re- 
vised  507. 1439.  2242.  2853.  5539,  6950.  7588 

Prescription  of  numbers  in  grade 3815 

Retirement,  disability  retirements  under  Career 

Compensation  Act  of  1949 6745 

Separation  on  grounds  of  di.'^loyalty 381 

Quarantine.  In.spection.  licensing: 
Foreign  quarantine: 
Air  commerce  regulations: 
Documents  for  clearance: 
Examination  In  Hawaii  of  persons  traveling 

by  air  to  mainland 505 

Pas.senger  manifest,  contents  of 199 

Documents  for  entry: 
Aircraft  of  United  States  registry  engaged 

in  trade 5228 

Passenger    manifest    and    air    passenger 

manifest,  contents  of 199 


187 


Page 


PUBLIC  HEALTH  SERVICE— Continued 

Regulations — Continued 

•  Quarantine,  inspection,  licensing — Continued 
Foreign  quarantine — Continued 
Air  commerce  regulations — Continued 

Place  of  landing;  permission  may  be  granted 
by  customs  officers  to  land  at  other  than 

airport  of  entry 6994 

Importation  of  cats,  dogs  and  monkeys: 

Disposition  of  excluded  animals 2797 

Physical  inspection 2796 

Interstate     quarantine;     shipment     of     lather 

brushes 278 

Training.    See  Fellowships,  Internships,  and  train- 
ing. 
Water  pollution,  grants  for  investigation  of.    See 
Grants. 
Seamen,  merchant,  treated  in  Army  medical  facilities 
in  possessions  of  United  States,  to  be  reported  to 
Surgeon  General ;  regulations  respecting  medical 
and  dental  attendance.    See  main  heading  Army 
Department. 
Surplus  property,  disposal  of,  for  use  in  protection  of 
public  health.  Including  research,  functions  of 
Surgeon  General  respecting;  directive  of  Federal 
Security  Administrator.    See  main  heading  Fed- 
eral Security  Agency. 
Transportation  of  household  goods  of  members  of 
Service;  Executive  order  respecting.     See  Tmxtn 
heading  Presidential  documents. 

PUBLIC  HOUSING  ADMINISTRATION: 
Authority,  delegation  of: 
From  Administrator,  Housing  and  Home  Finance 

Agency,  to  Public  Housing  Commissioner 6548 

From  Commissioner  to  various  officials.     See  Or- 
ganizational description  of  Agency  and  pro- 
grams and  final  delegations  of  authority. 
Claims,  tort;  general  procedural  provisions  respecting. 

See  Procedural  provisions. 
Organizational  description  of  Agency  and  programs 

and  final  delegations  of  authority 1622 

Central  Office  organization  and  final  delegations  of 

authority  to  Central  Office  officials 1622 

Acting  Commissioner;  designation  of: 

Redesignation  of  section 6185 

Revision  of  section 6799 

Acting  officials,  other  than  Acting  Commissioner, 
designation  of: 

Redesignation  of  section 6185 

Revision 7605 

Administrative  and  Fiscal  Division 6185 

Administrative  Division ;  redesignation 6185 

Attesting  Officer: 

Redesignation  of  section 6186 

Revision 7489 

Central  Office  address;  redesignation  of  section.    6185 
Commissioner  and  First  Assistant  Commissioner ; 

functions 6799 

Disposition  Division;  delegation  of  powers  to 
Deputy  Assistant  Commissioner  for  Disposi- 
tion      2620 

Field  Operations  Divisions ;  delegation  of  author- 
ity to  Assistant  Commissioners 2620,  3454,  6185 

Fiscal  Division;  redesignation 6185 

Interim  delegations,  to  designated  officials  of  vari- 
ous divisions 6698,  7020 

Low-rent  housing : 

Low-Rent  Housing  Division,  various  branches 

of 7020 

Low-rent  housing  officials: 

Assistant    Commissioner    for    Low -Rent 

Housing 6698,  7020 

Deputy  Assistant  Commissioner  for  Dis- 
position   6698.  7020 

Director  of  Construction  Branch 6698.  7020 

Management  Division: 

Deputy  Assistant  Commissioner 7679 

Labor  Relations  Branch.  Director 7020 

War  emergency  housing: 
War  Emergency  Housing  Division,  various 

branches  of T020 

War  emergency  housin?  officials;  Assistant 
Commissioner  for  War  Emergency  Hous- 
ing.  — —    7020 
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PUBLIC  HOUSING  ADMINiSTRATION—Contlnued 
Organizational  description  of  Agency  and  programs 
and  final  delegations  of  authority — Continued 
Central  OCQce  organization  and  final  delegations  of 
authority  to  Central  Office  officials — Continued 
Legal  Division:   Assistant   General   Counsel  in 
charge  of  Federal  Program  Branch,  author- 
ity respecting  certain  (Region  III)  contract 

appeals 327 

Low  Rent  Housing  Division.    See  Interim  dele- 
gations. 
Management  Division: 
Assistant  Commissioner :  power  respecting  cer- 
tain contract  appeals 327 

Deputy  Assistant  Commissioner 2620 

See  also  Interim  delegations. 
Director  of  Construction  Inspection  and  Claims 

>--  Branch;  powers,  revocation 327 

War  Emergency  Housing  Division.    See  Interim 
delegations. 

Description  of  agency  and  programs 1622 

Field  organization  and  final  delegations  of  author- 
ity   1625 

Attesting   Officers 7490 

Administrative  Assistant ;  designation  as  alter- 
nate, functions,  etc 327 

Chief  Attorney  in  each  field  office ;  designation. 

functions,  etc 327 

Field  Office  Directors 7407 

Change  orders,  certain  projects;  special  delega- 
tion of  authority  to  directors  in  New  York 

City  and  Chicago 845 

Contracting  officers  under  Title  V,  Lanham  Act ; 
authority  for  directors  in  Chicago  and  San 

Francisco  to  act  until  April  1.  1949 327,  606 

Leases,  authority  to  modify,  etc.  (correction) ._      327 
Transfers,  certain,  and  relinquishments;  au- 
thority to  execute 6050,  6097 

Special  delegations  of  authority 1627.  2151.  3454 

Procedural   provisions    < general);    claims   cognizable 

under  Federal  Tort  Claims  Act 6677 

Regulations : 
Low-rent   housing  and   slum  clearance   program 
(policy) :  > 

Ineligible   tenants,   removal   of,   from   low-rent 

housing  projects 2253 

Military  disability  and  death  benefits,  exclusion 
of.  in  determining  eligibility  for  low-rent 

projects 1383 

War  housing  program,  policy  respecting  disposition 

of  Government-owned  furniture  to  tenants —   7642. 

7643 

PUBLIC  LANDS.  See  Land  Management  Bureau;  Pres- 
idential documents;  atid  Reclamation  Bureau. 

PUBUC  ROADS  ADMINISTRATION.  See  Public 
Roads  Bureau. 

PUBLIC  ROADS  BUREAU  (formerly  Public  Roads  Ad- 
ministration): 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  ynain 
heading  Civil  Service  Commission. 

Functions,  personnel,  etc..  transferred  to  General  Serv- 
ices Administration  by  Federal  Property  and  Ad- 
ministrative Service  Act;  administration  of.  See 
main  heading  General  Services  Administration. 

Transfer  to  Commerce  Department  under  Reorganiza- 
tion Plan  No.  7  of  1949.  See  main  heading  Presi- 
dential documents. 

PUERTO  RICO: 

Aliens;  visa  regulations.    See  State  Department. 

District  Court  of  United  States  for  Puerto  Rico,  des- 
ignation of  Honorable  Luis  Negron-Fcrnandez  as 
Acting  Judge;  Executive  order  respecting.  See 
Presidential  documents. 

Farm  credit  loans  in.  See  Farm  Credit  Administra- 
tion. 

Home  workers  in.    See  Wage  and  Hour  Division. 

Liquors,  etc..  imported  from;  excise  tax  provisions. 
See  Internal  Revenue  Bureau. 

National  Historic  Site.  San  Juan,  Puerto  Rico:  desig- 
nation by  Secretary  of  Interior.  See  Interior  De- 
partment. 

Plants  and  plant  products  from":  quarantine  regula- 
tions. See  Entomology  and  Plant  Quarantine  Bu- 
reau. 


PUERTO  RICO— Continued  ^^ee 

Ports  of  entry: 
Customs  Collection  District  No.  49;  revocation  of 
designations  of  certain  customs  ports  of  entry. 
Executive  orders  respecting.    See  Presidential 
documents. 
Immigration  regulations.     Sec    Immigration    and 
Naturalization  Service. 
Puerto    Rico    Reconstruction    Administration.     See 

Puerto  Rico  Reconstruction  Administration. 
Radio  stations  in.  regiilations  governing.    See  Federal 

Communications  Commission. 
San  Juan  Harbor,  anchorage  regulations  of  Corps  of 

Engineers.    See  Engineers,  Corps  of. 
Special  Industry  Committee  for  determination  of  min- 
imum wage  rates  in.    See  Wage  and  Hour  Division. 
Sugar: 
Wage  and  price  determinations,  quotas,  etc.     See 

Agriculture  Department. 
Proportionate  shares  for  farms.     See  Agriculture 
Department. 
PUERTO     RICO     RECONSTRUCTION     ADMINISTRA- 
TION: 
Authority,  delegation  of.  from  Secretary  of  Interior  to 
Administrator  respecting  various  matters: 

Condemnation  proceedings;  approval  of.  etc 308 

Contracts  for  construction,  supplies  or  .services 307 

Leases  for  real  estate  outside  District  of  Columbia. _      308 
Title  opinions;  request  for  opinion  from  Attorney 

General 307 

PULASKI'S  (GENERAL)  MEMORIAL  DAY;  proclama- 
tion respecting.    See  Presidential  documents. 


QUARANTINE: 
Animals : 
Regulations  respecting.    See  Animal  Industry  Bu- 
reau, and  Public  Health  Service. 
Swan  Island  Animal  Quarantine  Station;  admission 
of  ruminants  and  swine  to,  etc.   See  Animal  In- 
dustry Bureau. 
Plants  and  plant  products;   regulations  respecting. 
See  Entomology  and  Plant  Quarantine  Bureau. 
Public  health  regulations.    See  Public  Health  Service. 
QUARTERS   AND   SUBSISTENCE   ALLOWANCES,   to 
enll.sted  men  of  various  services ;  Executive  order  re- 
specting.   See  Presidential  documents. 


RACIAL  RESTRICTIONS.  See  Discrimination,  on  ac- 
count of  race,  religion,  etc. 

RADIO-ACTIVE  SUBSTANCES: 

Atomic  Energy  Commission  regulations  respecting. 

See  Atomic  Energy  Commission. 
Occupations  Involving  exposure  to.  found  hazardous 
for  employment  of   minors.     See  Child   Labor 
Branch. 
RADIO  SERVICES,  regulations  respecting.    See  Federal 
Communications  Commission. 

RAILROAD  RETIREMENT  BOARD: 

Railroad  Retirement  Act.  regulations  under: 
Appeals  within  the  Board;  appeal  from  initial  de- 
cision of  Bureau  of  Retirement  Claims,  hearings.   3352 
Benefits  of  $1,000  or  le.ss.  payments  of,  with  or  with- 
out formal  administration 294 

Insurance  annuities  and  lump  sums  for  survivors; 

filing  date  of  applications 3352 

Lump  sums  for  survivors.    See  Insurance  annuities 

and  lump  sums  for  survivors. 
Retirement  Claims  Bureau,  appeal  from  decision 
of.    See  Appeals  within  Board. 
Railroad  Unemployment  Insurance  Act.  regulations 
under : 

Registration  for  benefits:  registration  day 5240 

Sickness  benefits,  etc.;  claims,  execution  of  state- 
ment of  sickness  and  supplemental  doctor's 

statement 2044,  3182 

Retirement  Claims  Bureau,  appeal  from  decision  of. 
See  Railroad  Retirement  Act. 

Subchapters;  redeslgnatlon __ 3279,  3280 

Treasury  balance  ( Railroad  Unemployment  Insurance 

Account),  proclamation  of 7051 


RAILROADS:  P»K« 

Alaska  Railroad.    See  Interior  Department. 
Benefits  for  employees.     See  Railroad  Retirement 

Board. 
Pares,  rates,  etc..  increase  in;  hearings  respecting. 

See  Interstate  Commerce  Commission. 
Labor  disputes;  emergency  boards  to  investigate.    See 

Piesldentlal  documents. 
National  Railroad  Adjustment  Board.    See  National 

Railroad  Adjustment  Board. 
Operation,  etc.,  regulations  respecting.     See  Defense 
Transportation,  Office  of.  and  Interstate  Com- 
merce Commission. 
Public  land  orders  withdrawing  lands  for  use  of,  etc. 

See  Land  Management  Bureau. 
Radio  services.    See  Federal  Communications  Com- 
mission. 
Railroad  grant  lands: 
Restoration  to  application  and  entry  by  order  of 
Secretary  of   Interior.    See"  Interior  Depart- 
ment. 
Withdrawal  for  use  of  Forest  Service.    See  Land 
Management  Bureaa. 
Securities  of;  hearings  respecting.    See  Securities  and 

Exchange  Commission. 
Steel  and  products  for  railroad  equipment;  voluntary 
plan  for  allocation  of.    See  Commerce  Depart- 
ment. 
Tax  exemption;  certain  excise  taxes.     See  Internal 

Revenue  Bureau. 
Transportation,  shipments,  etc.    See  Interstate  Com- 
merce Commission. 
Unemployment   Insurance   account;    credit  balance. 
See  Railroad  Retirement  Board. 
RECIPROCAL  TRADE  AGREEMENTS  PROGRAM;  Ex- 
ecutive order  respecting.     See  Presidential  docu- 
ments. 
RECIPROCITY  INFORMATION,  COMMITTEE  FOR: 
Trade- agreement  renegotiations  with  Cuba;  submis- 
sion of  Information  to  Committee  respecting 7813 

RECLAMATION  BUREAU: 

Authority,  delegations  of: 
From  Commissioner  to  various  officials  with  respect 
to  various  matters: 
Designated   officials,   authority   respecting   con- 
trflcts ' 
Area  Engineer  in  charge  of  Lower  Platte  River 
Area,  Grand  Island  (Missouri  River  Basin) , 

Nebraska 5204 

Purchasing  agent.  Los  Angeles  (Region  HI), 

California 5204 

Regional  directors: 

Federal  reclamation  projects 2598 

Payments  to  school  districts  for  education  of 
dependents  of  persons  employed  on  con- 
struction of  Bureau  projects 7746 

From  Secretary  of  Interior  to  various  officials: 
Commissioner : 
Columbia  Basin  project;  inclusion  or  exclusion 

of  lands,  etc 3592 

Condemnation  proceedings;  approval  of,  etc..      308 
Contracts  for  construction,  supplies  or  services.      307 
Leases,  licenses,  permits  in  connection  with 
public  lands: 
Grazing  or  agricultural  uses  or  other  uses 
within    scope    of    Federal    reclamation 

laws 5693 

Redelegatlon  of  authority 5693 

Reclamation  lands 7598 

Payments  to  school  districts  for  education  of 
dependents  of  persons  employed  on  con- 
struction of  Bureau  projects 4862 

Real  estate  outside  District  of  Columbia 308 

Title  opinions ;  request  for  opinion  from  Attor- 
ney General 307 

Withdrawals,  reclamation 1937 

Regional  Counsels: 
Irrigation  works;  authority  respecting  certain 

claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims 307. 

4766.  7489 
Brazos  River  Conservation  and  Reclamation  District; 
partial    exemption    from    payment    of    annual 
charges.    See  main  heading  Federal  Power  Com- 
mission. 
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RECLAMATION  BUREAU— Continued 

Columbia  Basin  pioject:        , 
Assessment  of  lands  owned  by  United  States  in.  by 
irrigation  district;  regulations  by  Secretary  of 
Interior.    See  main  heading  Interior  Depart- 
ment. 
Inclusion  or  exclusion  of  lands  In;  authority  of 
Commissioner.    See  Authority,  delegations  of. 
Education  of  dependents  of  persons  employed  on  con- 
struction of  Bureau  projects:  authority  of  Com- 
missioner and  regional  directors  respecting  pay- 
ments to  school  districts.    See  Authority,  dele- 
gations of. 
Fort  Peck  Project.  Montana:  notice  of  request  for  con- 
firmation and  approval  of  rates  and  charges  for 
sale  of  power  from.    See  main  heading  Federal 
Power  Commission. 
Public  lands  within  Irrigation  and  reclamation  proj- 
ects: 
Opening  of  lands  for  entry  (certain  projects) .    See 

Regulations. 
Withdrawals,  etc.,:  public  land  orders  and  notices. 
See  main  heading  Land  Management  Bureau. 
Regulations,  notices,  etc.: 

Entry  on  lands  in  Federal  reclamation  projects, 
applications  for : 

Elxamination,  final 5022 

Farm  units,  order  of  selection  of 5022 

Honorable  discharge,  definition  of 1038 

Lands  within  certain  Irrigation  projects  opened 
to  entry.  See  Projects,  irrigation  and  recla- 
mation. 

Relinquishment  or  cancellation,  effect  of 5022 

Veterans'  status,  submission  of  proof  of 1038 

First  form  reclamation  withdrawals: 

Belle  Fourche  project,  Wyoming 1809 

Central  Valley  project,  California 1809 

Minidoka  project,  Idaho 1808 

Missouri  Basin  project,  Montana -Wyoming 7014 

Salt  River  project,  Arizona 1809 

Projects,  Irrigation  and  reclamation: 
Boat  and  wharf  privileges.    See  Reservoirs. 
First  form  reclamation  withdrawals.     See  First 

form  reclamation  withdrawals,  above. 
Lands  in,  openM  for  entry  with  preference  to 
veterans: 
Applications  for;  regulations  respecting.     See 
Entry   on   lands   In   Federal   reclamation 
projects. 
Boise    irrigation    project,    Payette    division. 

Idaho 6068 

Riverton  irrigation  project,  Wyoming 2592 

Shoshone  irrigation  project.  Heart  Moimtaln 

Division,  Wyoming 1803 

Reservoirs;  public  use  regulations  (boat  and 
wharf  privileges,  fishing,  etc.)  for  reservoirs 
within  various  projects: 

Colorado-Big  Thompson  project 27.48 

Kendrlck  project —     2748 

Mirage  Flats  project 2748 

North  Platte  project 2748 

Water  made  available,  rental  charges,  operation 
and  maintenance  charges,  etc.: 
Annual  water  charges: 

Boise  irrigation  project.  Idaho 3757 

Notus  and  Payette  divisions,  temporary 

rental  charges 2616 

Gila  irrigation  project,  Yuma  Mesa  Division, 

Arizona 470,  5909 

Kendrlck  Irrigation  project  ( Casper- Alcova 

Irrigation  district,  unit  D,  Wyoming...     1936 
Klamath  irrigation  project,  Oregon-Califor- 
nia   1220 

Missouri    Basin    project.     Meeker     Canal, 

Frenchman-Cambridge  unit 2592 

Orland  Irrigation  project,  California 5908 

Rapid  Valley  project.  South  Dakota 3757 

SuipUis  water,  notice  of  approved  rates 

and  terms 3757 

Riverton  irrigation  project,  Wyoming 2597 

Shoshone  irrigation  project.  WlUwood  Divi- 
sion, Wyoming 470.  1220 

Tucumcarl  Irrigation  project.  New  Mexico. _    5204 
Yakima  Project,  Rosa  Division,  Washington.    1220, 

1221.  7746.  7747,  7748 
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RECLAMATION  BUREAU— Continued  ^^8* 

Regulations,  notices,  etc. — Continued 
Projects,  irrigation  and  reclamation — Continued 
Water  made  available,  rental  charges,  operation 
and  maintenance  charges,  etc. — Continued 
Availability  of  water ;  notices : 

Boise  irrigation  project.  Idaho 6068 

Riverton  irrigation  project.  Wyoming 2597 

Shoshone  irrigation  project.  Heart  Mountain 

division,  Wyoming 1803 

Operation  and  maintenance  charges: 

Orland  irrigation  project.  California 5908 

Yuma  irrigation  project.  Arizona-California.     2597 
Property,  certain,  acquired  from  War  Assets  Ad- 
ministration and  other  Federal  agencies,  ad- 
ministration and  disposition  of :  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition 4979 

Reservoirs:  public  use  regulations.    See  Projects, 
irrigation  and  reclamation. 
Bteel  and  products  for  certain  Federal  reclamation 
projects;  voluntary  plans  for  allocation  of.    See 
main  heading  Commerce  Department. 

RECONSTRUCTION  FINANCE  CORPORATION: 

Alien  property:  return  of  certain  vested  property  to 
Reconstruction  Finance  Corporation.    See  main 
heading  Alien  Property,  Office  of. 
Civil  Service  Rules:  certain  positions  excepted  from 
competitive   service    < Schedule   A),     See   main 
heading  Civil  Service  Commission. 
National  Housin?  Council;   representation  on.     See 
main    heading    Housing    and    Home    Finance 
Agency. 
Records  respecting  commodities  or  services  exempted 
or  suspended  from  price  control,  preservation  of; 
order  of  Liquidation  Division.  Commerce  Depart- 
ment.   See  main  heading  Commerce  Department. 
Stockpiling  of  strategic  and  critical  materials;  func- 
tions respecting.    See  War  Assets  Administration. 
RECORDS.  INFORMATION.  ETC.: 
Carriers : 
Air  carriers,  preservation  of  accounts,  records,  and 
reports ;  economic  regulations.    See  Civil  Aero- 
nautics Board. 
Various  carriers  in  interstate  commerce;  destruc- 
tion  of    records.     See   Interstate    Commerce 
Commission. 
Military  information,  safeguarding  of.    See  Air  Force 

Department. 
Military  records.  Air  Force  Board  for  Correction  of; 

regulations.    See  Air  Force  Department. 
National  Archives  Council  regulations  respecting  dis- 
posal of  Government  records.    See  National  Ar- 
chives Council. 
Price  control  records,  preservation  of ;  order  of  Liqui- 
dation Division.  Commerce  Department,  respect- 
ing.    See  Commerce  Department. 
Records  management.    See  General  Services  Admin- 
istration,  and   National  Archives  and   Records 
Service. 
Selective  service  records;  administration  in  Federal 

record  depots.     See  Selective  Service  System. 
Statistical  information  requested  by  certain  inter- 
governmental organizations : 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
Regulations   of   OfBce   of   International   Finance, 
Treasury  Department,  providing  for  collecting 
and  reporting  information  requested  by  Inter- 
national Monetary  Fund.     See  Treasury  De- 
partment. ^  . 
Surplus  property: 
In  continental  United  States.  Its  territories  and  pos- 
sessions;  disposition  of  records  by  disposing 
agencies.    See  War  Assets  Administration. 
In  foreign  areas,  disposal  of;  maintenance  of  fLscal 
records  relating  to,  authority  respecting.    See 
State  Department. 
RECORDS  SERVICE.     See  National  Archives  and  Rec- 
ord.s  Service. 

RECREATIONAL.  EDUCATIONAL.  AND  PUBLIC 
HEALTH  PURPOSES,  disposal  of  excess  and  sur- 
plus property  for.  See  Federal  Security  Agency, 
and  General  Services  Administration. 

RED  CROSS  MONTH.  1949;  proclamation  respecting. 
Sec  Presidential  documents. 


REEMPLOYMENT    RIGHTS    BUREAU,    VETERANS.     Page 

See  Labor  Department. 
REFUGEES.    INTERGOVERNMENTAL    COM\nTTEE 
ON.  privileges  of,  under  International  Organizations 
Immunities  Act;  Executive  order  respecting.    See 
Presidential  documents. 
REGIONAL  AGRICULTURAL  CREDIT  CORPORATION 
OF  WASHINGTON.  D.  C,  tran.sfer  of  functions, 
assets,  etc..  to  Farmers  Home  Administration.    See 
Farmers  Home  Administration. 
RELIEF  AND  GIFT  PACKAGES.  ETC..  shipment  of: 
Economic    Cooperation   Administration   regulations. 

See  Economic  Cooperation  Administration. 
Export  licenses  for.    See  International  Trade,  Office 

of. 
International   postal   service  regulations.     See  Post 
Office  Department. 
RELIGION    AND    WEIJ='ARE    IN    ARMED    FORCES, 
PRESIDENTS  COMMITTEE  ON.  formerly  Presi- 
dent's Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  Armed  Forces,  change 
of  name;  Executive  order  respecting.    See  Presiden- 
tial documents. 
RENEGOTIATION    (MILITARY)    POLICY    AND   RE- 
VIEW BOARD;  regulations.    See  Defense  Depart- 
ment. 
RENT  CONTROL.    See  Housing  Expediter.  Office  of. 

REORGANIZATION  PLANS  OF  1949.  Sec  Presidential 
documents. 

RESEARCH  AND  DEVELOPMENT  BOARD: 

Functions  in  connection  with  Air  Navigation  Devel- 
opment Board.  See  main  heading  Civil  Aeronau- 
tics Administration. 

Transfer  of  Chapter  II.  Title  34.  Code  of  Federal  Reg- 
ulations, to  Title  32— National  Defense 5021 

RESERVES,  of  armed  services: 

Aerial  flights  by  personnel;  Executive  order  respect- 
ing.    See  Presidential  documents. 

Clothing  allowances  to  Reserves  of  certain  services; 
authority  to  prescribe.  Executive  order  respecting. 
See  Presidential  documents. 

Regulations  respecting.  See  Air  Force  Department. 
and  Army  Department. 

RESERVOIRS  AND  RESERVOIR  AREAS;  public  use 
regulations.  See  Engineers,  Corps  of,  and  Reclama- 
tion Bureau. 

RETIREMENT  CLAIMS  BUREAU.  See  Railroad  Re- 
tirement Board. 

RUMANIA,  immigration  quota  /or;  proclamation  re- 
specting.    See  Presidential  documents. 

RURAL  ELECTRIFICATION  ADMINISTRATION: 

Authority,  delegations  of: 
See  also  Organization,  below. 
Management  Division,  Chief  and  assistant: 
To  approve  purchase  orders  for  material  or  equip- 
ment placed  by  borrowers  with  suppliers  un- 
der established  group  purchase  policies  and 

procedures 

To  approve  sales  and  transfers  of  material  or 
equipment  between  REA  borrowers  and 
others  where  such  material  or  equipment  has 

value  of  less  than  $5.000 

Power  Division.  Chief  and  assistants;  to  approve 
sales  and  tran.sfers  of  material  and  equipment 

between  REA  borrowers  and  others 

Contracts;  approval  of,  authority  respecting.    See  un- 
der Organization. 
Determination  of  number  of  farms  not  receiving  cen- 
tral  station  electric  service,  and   allotment   for 
loans  in  the  forty-eight  States  during  the  fiscal 

year  ending  June  30.  1950 

Funds  for  loans  for  projects  in  various  States,  alloca- 
tion of; 

Alabama 

261,  325,  471.  661.  782.  1687.  1899.  6691.  669S, 

Arizona 111,  782.  3566.  3874,  6572.  6695, 

Arkansas 688.  783.  784.  1091,  1139,  1398, 

1899,  2705.  3566,  6571,  6572,  6573,  6695, 

California ^ 3874,  6570 

Colorado : 326. 

2180.  2579.  3758,  6569.  6573.  6574.  6575. 
Delaware 


2560 

2560 
7403 


6694 


260. 
6695 
7675 
1897, 
7678 
7600 
1398. 
7677 
6695 
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RURAL   ELECTRIFICATION  ADMINISTRATION— Con.    P«g^ 
Funds  for  loans  for  projects  in  various  States,  alloca- 
tion of — Continued 
Plorida 472.  662.  1090,  1199,  1399. 

1898.   1899.  2180.  2417.   3566.  6573.  6690,   7599 
Georgia 99,  100. 

325,  471.  662.  1089.  1139,  1198,  1398.  1653,  1688, 

1897,   1898.   1899,  2098.   2418.   2580,   2750.   2751. 

3566,  3759.   3761.  3873,  6569.  6574.  6694,   7675 

Idaho 1091 

Illinois 717.  783.  1090.  1653. 1897.  2097, 

2181. 2418, 2705.  2957.  3758.  3759.  3761,  6691.  7599 
Indiana 99. 

111.  261.  661.  717.  782.  923,  1398.  2417. 2418. 2579. 

2956.  3873.  6569,  6570.  6574.  6692.  7675,  7676 
Iowa 261.  662,  663.  688,  1090,  1091. 

1198.  1398.  1652.  1688,  1897.  1898.  1899,  2097. 

2418,  2419.  2752.  2957.  3760.  3874,  6570,  6692 
Kansas 100,  663,  1092,  1398,  1653,  1897,  2097,  2181, 

2417,  2418,  2579,  2580,  2753.  2956.  3874.  3875. 

3876.  6571.  6574.  6575.  6691.  6692.  6693,  7675 
Kentucky 99.  325.  326.  663.  717,  781.  1089, 

1091.  2580.  3760.  3762.  3875.  7675.  7676.  7677 
Louisiana 98.  99.  lOft,  260,  325,  1091, 

1198.  1687.  1897.  2097.  2417.  2705,  6571,  6690 

Maine, 2097 

Maryland 1898 

Michigan 99.  923.  1138.  1139.  2418.  2705.  3759,  6572 

Minnesota 99. 

100,  HI,  325,  662,  782,  783.  1089.  1398.  2097.  2181. 

2416. 2418. 2705.  2751.  2753.  2956,  3760,  3761,  3873, 

3874.  6572,  6690,  6691.  6693.  6694.  7674.  76:7 
Mississippi 101. 

325,  717,  783,  784,  1198,  2098,  2579.  2956.  3759. 

3760.  3872.  3874.  3875.  6570.  6571.  7674. 
Missouri 100.  661,  662.  717,  783. 

1090,  1139,  1399,  1687,  2181.  2418.  2419.  2751. 

2752,  2956,  2957,  3567,  3758.  3759,  3760,  3761. 

3762.  6570.  6571.  6572.  6693.  6695.  7674,  7675 
Montana 662.  688.  784.  2580, 

2705.  2750.  2752.  3567,  3761,  6570,  6693,  7676 
Nebraska 260.  261,  662,  782,  1089.  1091.  1139.  1198. 

1398.  1897.  1899,  2C98,  2181,  2417.  2705.  2706. 

2750.  2752.  3874,  6571.  6573.  6691,  7599.  7677 

Nevada 2418 

New  Hampshire —  2751.3566 

New  Jersey 783 

New  Mexico 261,  325.  1688,  2097,  2180. 

2181.  2752.  3567.  3760.  3872,  6692,  6694,   7675 

New  York _* 7599 

North  Carolina 99. 

325.  662.  688,  783.  1089.  1198.  1688,  1689.  1898. 

2181.  2579.  2580.  2751.  2752.  2753,  3566,  6572. 

6573,  6575.  6691.  7599.  7600.  7676. 
North  Dakota 99.  261.  717,  782,  1091, 

1140.  2181.  3566.  3873,  3874,  6574,  6690.  6693 
Ohio 923.  1687.  2181.  2417,  2419,  2578. 

2751.  2957.  3761.  3874,  3875.  6569.  6571.  7674 
Oklahoma 99.  260,  261,  471.  688,  717,  783,  1139. 

1653,  1897.  2419.  2580,  2751,  2955.  2956.  29ri7. 

3566.  3758.  3759.  3760.  3873,  3875.  6575.  6694 
Oregon 261. 

1653.  1688.  1898.  3565.  3874,  3875,  6570,  6691 

Pennsylvania 1089. 

1199,  2418.  3567,  6569,  6693,  6695.  7675 
South  Carolina 325.  1089.  1652.  1653.  1809. 

2097.  2180.  2580.  2751.  3567.  3761.  3873.  3874. 

6570.  6571.  6572,  6573.  6575.  6691,  6694,  7676 
South  Dakota 100.  1090.  1398,  1653,  1687.  1898. 

2417.  2579.  3758.  3760.  3873.  6574.  6692,  7676 
Tennessee -.  100,  325,  663.  1089.  1897.  2579, 

2752.  3873.  6573.  6575.  6691.  6692,  6694,  7599 
Texas 41.  99.  100.  Ill,  261. 

325.  326,  471.  662,  663,  688,  783,  1090,  1091. 

1092.  1653.  1688.  1897.  1898.  1899.  2097.  2098. 

2181.  2417.  2418.  2578.  2580,  2705.  2751.  3758. 

3876,  6570.  6572.  6573.  6574.  6575.  6690,  6691. 

6695.  7598.  7599,  7600,  7675.  7676.  7677,  7678 

Utah 7677 

Vermont- — 6574,  7600 

Virginia 326. 

662.  663.  717.  782.  1688.  1899.  2753.  6572,  6692 
Washington —  41,  783. 

1897,  1898.  2180.  2579.  2706.  2752.  8761.  6571 
West  Virginia 41.  3760 


RURAL   ELECTRIFICATION   ADMINISTRATION— Con.    p^* 

Funds  for  loans  for  projects  in  various  states,  alloca- 
tion of — Continued 

Wisconsin 781.  782,  783. 

923.    1090.   1139.    1399.    1653.    1688.   2418.   2419, 
2580,  3566.  3567.   3759,  6569.  7674.   7676.   7677 

Wyoming 261.  663,  1090,  1139, 

1398.  2751.  2956.   3762.  6574,  6692.   6695.   7674 
Organization,  delegations  of  final  authority;  to  ap- 
prove contracts  and  agreements  for  distribution 
or  transmission  of  facilities,  sales  and  transfers  of 
material  or  equipment,  etc.: 
Deputy  Administrator  and  Assistant  Administrator; 
to  approve  contracts  between  borrowers  and 

parties  other  than  United  States 6777 

Engineering  Division,  Chief;  to  approve  contracts 

for  distribution  or  transmission  facilities 7015 

Management  Division: 
Chief;  to  approve  retail  rate  contracts  relating 

to  large  power  installations 7015 

Chief,  and  assistant;  to  approve  sales  and  trans- 
fers of  material  or  equipment 7015 

Power  Division,  Chief;  to  approve  contracts  for  gen- 
eration or  transmission  facilities 7015 

Procedures;  applications  for  loans  pursuant  to  sec- 
tions 4  and  5  of  Rural  Electrification  Act 2006 

RUSSIA,  immigration  quota  for;  proclamation  resf>ect- 
ing.    See  Presidential  documents. 


SAFETY  OF  UPE  AT  SEA;  hearing  by  Merchant  Ma- 
rine Coimcil  respecting  international  regulations 
for  preventing  collisions  at  sea.    See  Coast  Guard, 

ST.  ELIZABETHS  HOSPITAL: 

Damage  or  destruction  of  personal  belongings  of  em- 
ployees, reimbursement  for;  regulation  of  Fed- 
eral Security  Agency  respecting.  See  main  head- 
ing Federal  Security  Agency. 

Hospital  positions  filled  by  student  or  resident  train- 
ees; regulations  of  Civil  Service  Commission  re- 
specting pay.  See  main  heading  Civil  Service 
Commission. 

SALARIES.    See  Wages  and  salaries. 

SCHOOL  LUNCH  PROGRAM.  See  Agriculture  Depart- 
ment. 

SEA  TRANSPORTATION  SERVICE,  MILITARY.  See 
Navy  Department. 

SEAL  OF  omCE:  for  Defense  Department.  See  De- 
fense Department. 

SEAMEN: 

Alien  seamen ;  visas.  Immigration  regulations  respect- 
ing. See  Immigration  and  Naturalization  Serv- 
ice. 

Certification  of;  regulations  respecting.  See  Coast 
Guard. 

Medical  facilities  of  Army  Department  available  to, 
outside  continental  United  States;  regulations 
respecting.    See  Army  Department. 

SECRET  SERVICE.    See  Treasury  Department. 

SECURITIES  AND  EXCHANGE  COMMISSION: 
Hearings,  etc. : 

Abington  Electric  Co 

Adams  Express  Co 

Addison  Gas  and  Power  Co 

Admiral  Corp 

Affiliated  Fund,  Inc 

Alabama  Gas  Corp 29.  1421.  2426.  2565.  2754, 

Alabama  Power  Co 

2710.  2884.  5979.  6581,  6982. 

Aldred  Investment  Trust 4810, 

Allegany  Gas  Co 2821,  4835, 

Allegheny  County  Light  Co 

Allegheny  County  Steam  Heating  Co 

AUentown-Bcthlehem  Gas  Co 

AUentown  Bridge  Co 

Alum  Rock  Gas  Co 

Amarillo  Gas  Co 2074.  2425.  3876. 

Amarillo  Oil  Co 2074, 

Amere  Gas  Utilities  Co 5028, 

American  Business  Shares,  Inc 

American  Buslines,  Inc 

American  Canadian  Enterprises,  Ltd 


3295. 
5169. 
4835, 
6728, 


2962, 


7140, 
4893, 
5854. 
2619. 
5888, 
6242, 
6120, 


5378. 
2425. 
5410. 


37€3 
73G4 
7863 
7210 
5550 
56  75 
807. 
7298 
4965 
7863 
3109 
6241 
6615 
6390 
4835 
5676 
3876 
6388 
5550 
2184 
3804 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con.    p^8« 
Hearings,  etc. — Continued 

American  Cities  Power  and  Light  Corp 7945 

American  Contract  and  Tnist  Co 3479 

American  and  Foreign  Power  Co..  Inc 396, 

1223.  1721.  2386.  2387.  4734,  7630 

American  Gas  and  Electric  Co 151.  952. 1310.  1657. 

1745  1996.  2099,  2183.  2517.  3878.  4642.  4793. 
5750.   5788.   6050.   6268.   6729.   7000.   7053.   7282 

American  General  Corp 280.  968.  1836.  5529.  7550 

American  Gold.  Inc 1607 

American  International  Corp 5169 

American  Light  and  Traction  Co 646.  1145, 

1446.  1505.  1855.  1904,  1905.  2051.  2364.  2517. 
2730.  2731.  2821.  3106, 3111,  3480, 3714,  4019,  7945 

American  Natural  Gas  Co 2731,4579.4852.5209,5478. 

5697.  5789.  6098.  6100.  6820.  7121.  7241,  7408. 7945 

American  Natural  Gas  Service  Co 7172,  7408 

American  Power  and  Light  Co 354, 

398. 462.  647.  744.  967.  968.  1072.  1144.  1338.  1400, 
1420  1447.  1558.  1657,  1697,  1815.  1906.  2037. 
2153  2535.  2563.  2564.  2756.  2909.  2910.  2939. 
3251.  3360.  34^6.  3511.  3599,  3602.  3695.  38X8, 
3909,  4581.  4643,  4644.  4793.  4915.  5642.  5751, 
5772, 5787, 5980, 5982, 6029, 6141. 6186, 6504. 6505, 
6582.  6584.  6863. 

American  Public  Service  Co 1028,6579 

American  Silver  Corp 1160.  1855 

American  Telephone  and  Telegraph  Co 5446.  5979 

American  Tobacco  Co..  Inc 1812 

American  Water  Works  Co..  Inc 7716 

American  Water  Works  and  Electric  Co..  Inc.- _  6298,  7506 

American  Wheelabrator  and  Equipment  Corp 3296 

Ankeny,  Lewis,  and  Co 3386 

Appalachian  Electric  Power  Co.  1657,  2099,  4642,  6729,  7000 

Arkana  Transit  Corp 721 

Arkansas  Fuel  Oil  Co 721 

Arkansas  Louisiana  Gas  Co 721,  5331,  5613 

Arkansas  Natural  Gas  Corp 721,  5331,  5528,  5613.  6186 

Arkansas  Pipeline  Corp 721 

Arkansas  Power  and  Light  Co 724, 

745,  1029. 1057, 1160,  1401, 1449, 1904, 1995, 2222, 
2963,  3805.  5774,  6119,  6389,  6650.  7818. 

Associated  Electric  Co 552, 

742  950.  1236.  1264.  1448.  1695.  1696.  1834.  2676. 
2754, 2935. 3212. 4604. 5221, 5409.  5641, 5888,  6029. 
6098.  6099.  6375, 6682, 7573, 7945. 

A.ssociated  Gas  and  Electric  Co 2909.  3596 

Associated  General  Utilities  Co 2909 

Associated  Utilities  Corp , ^ 1309 

Assured  Warranty  Corp 5978 

Atlantic  City  Electric  Co 152.  553 

Atlantic  Seaboard  Corp 2733.  3068.  5028.  5410.  6388 

Atlas  Corp 876.  2363.  7551.  7574 

Atlas  Mining  Co 6188 

Atlas  Processing  Co 7493,  7749 

Attleboro  Steam  and  Electric  Co 1055. 

1263. 1856. 2771. 3600. 3908. 4528.  4735. 4833. 4992. 
5221.  5477.  6066,  6451,  6762,  7142.  7323. 

Austin  Field  Pipe  Line  Co 3111.  3480,  3714,  7172 

Babbage,  John  D 5126 

Baltimore  Stock  Exchange 689 

Bancroft  Hotel  Corp 3187 

Bankers  Bond  and  Mortgage  Co Sll 

Bankers  Investment  Trust  of  America 3455 

Bankers  Securities  Corp 811. 

1696. 1774, 2566, 3512,  3647,  5029.  5789.  7628,  7680 

Bamett,  Harold 2387 

Barnhart -Morrow  Consolidated 3211,  4770,  5373,  6728 

Barnsdall  Oil  Co 7551 

Beech  Bottom  Power  Co..  Inc 952,  1310 

Bclding  Keminway  Co 1812 

Bell,  W.  H..  and  Co.,  Inc 5126 

Bellows  Palls  Hydro-Electric  Corp 647 

Bcnguet  Consolidated  Mining  Co...  3824,  4834.  5446,  6066 

Benjamin  Franklin  Hotel  Co 2566 

Benson  and  Hedges 6584,  7365 

Beverly  Gas  and  Electric  Co 1055. 

1263.   1856.   2771.  3600,  3908.  4528.  4735.  4833, 
4992.  5221.  5477.  6066.  6451.  6762. 

Binghamton  Gas  Works _ 7120 

Blackstone  Valley  Gas  and  Electric  Co 1606. 

5676.  6299.  6536 

Blair  Fuel  Co —    3596 

Blue  Ridge  Corp _--    7945 

Blue  River  Power  Co.. , 5168,  5580 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.    p-k^ 
Hearings,  etc. — Continued 

Boston  Edison  Co 2223,  2601 

Boston  Stock  Exchange^^  1812,  1833,  2223,  2601,  2755.  5374, 
5446  5528.  5978.  5979, 6098, 6186, 6505. 6576, 6728, 
6799,  7210,  7256,  7407,  7435, 7436. 7505. 7816. 7944 

Brager-Eisenberg.  Inc 45 

Brockton  Edison  Co 1606 

Browning.  John  F > 6114 

Browning  and  Co .6414 

Buffalo.  Niagara  and  Eastern  Power  Corp 2182. 

2731. 6648. 7139 

Buffalo  Niagara  Electric  Corp 2182. 

2731. 5446.  5951. 6183. 6583.  6648,  7052,  7139.  7819 

Bureau  of  Safety  and  Insurance  Trust  Fund 6728 

Burley  andCo 5406 

Burlington  Transportation 'Co- 2184 

Cain.  Wofford 724,  951 

Cambridge  Electric  Light  Co 1905, 

2183.  2537,  4527,  5549,  5787,  5981 

Cambridge  Gas  Light  Co_ 4527.  5787 

Cambridge  Steam  Corp —  6701.  7120 

Canadea  Power  Corp 3596,  5409 

Cape  and  Vineyard  Electric  Co 4527,  5787 

Capital  Transit  Co— —  5408.  5698 

Cassel.  J.  E 3805 

Central  Illinois  Light  Co 2710.  2884.  4792.  5578.  5979 

Central  Indiana  Gas  Co 6576 

Central  Kentucky  Natural  Gas  Co 2100.  2425 

Central  Maine  Power  Co 138,  552, 

877,  1028.  1115,  1278,  5282,  5728,  6051,  6652,  6958 

Central  Massachusetts  Electric  Co 1055. 

1263,   1856,  2771.  3600,  3908,  4528,  4735,  4833. 
4992,  5221, 5477. 6066,  7142,  7323. 

Central  New  York  Power  Corp 2182, 

5282,  5446,  5788,  6582,  6648,  7139,  7819 

Central  Power  and  Light  Co 6299. 

6651.  6780.  7123.  7283.  7507.  7573 

Central  Public  Utility  Corp _ 6576 

Central  and  South  West  Corp 6299. 

6579.   2676.  2839.  2885.   3109,  3168,  3362,  6651. 
6780.  7123.  7283.  7407,   7507.  7573. 

Central  and  South  West  Utilities  Co 1028,6579 

Central  States  Electric  Corp 7945 

Central  States  Power  and  Light  Corp 6298 

Central  States  Utilities  Corp 6298 

Central  Vermont  PubUc  Service  Corp 6729,  7022,  7462 

Chattanooga  Gas  Co 6300 

Chesapeake  Utilities  Corp _ 6650 

Chicago  Corp 1029,  2184,  2939 

Chicago,  St.  Louis  and  New  Orleans  Railroad  Co..     7679 

Chicago  Stock  Exchange 513,  1774, 

2246,  2536, 5446. 5979.  6728.  7172.  7210,  7407 

Christiana  Securities  Co 7679 

Cincinnati  Gas  and  Electric  Co 102.  313. 

371.  553.  1835.  2037.  2563.  3213.  4793.  7716 

Cincinnati  Stock  Exchange 7462.  7491 

Cities  Service  Co 721.  810.  1223.  1278.-1745. 

1814.  1873.  2153.  2424.  6050.  6100.  6160.  6301. 
6582.   6652.   6763.   6982.   7408.   7409.   7574.   7817 

Citizens*  Heat.  Light  and  Power  Co 5788 

City  Stores  Co — 1696.  3647 

Cleveland-Cliffs  Iron  Co 6506 

Cleveland  Stock  Exchange 552.  644.  1094.  1236.  1774. 

1813.  2152.  2536.  2565.  2755.  3068.  3454.  4603. 
6268,  7172.  7256.  7407.  7409.  7491.  7816.  7863 

Cliffs  Corpr___ 6506 

Coca-Cola  Co 7410 

Coca-Cola  International  Corp 7410 

Collateral  Equities  Shares 5282 

Columbia  Gas  SyStem.  Inc 8.  426.  632.  671. 

1094.  1278.  1722.  1774.  1876.  2100.  2127.  2152, 
2246,  2425.  2565.  2732.  2733.  2771.  2822.  2839. 
2909.  3068.  3145.  3146.  3359.  3511,  3599,  3695. 
3792.  3879,  4526,  4581,  4625,  4791,  5028.  5281. 
5348,  5349,  5410,  5698,  5980.  6388.  6700,  6701, 
7120,  7121,  7256,  7299.  7323.  7508.  7716.   7816 

Columbia  Highlands  Co - f772,  6141 

Columbus  Oil  Co . 721 

Commander  Larabee  Corp 5168.  5580 

Commonv.-ealth  Service  Co 1389 

Commonwealth  and  Southern  Corp 1057. 

1059.  1420.  1421.  1836.  1874.  2222. 6119 

Commonwealth  and  Southern  Corp.  (Del.) 328. 

645,  807,  994,  1388.  2516.  2709,  2710,  2884,  4792, 
4811.  5578.  5580.  5979.  7140.  7141. 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.    p-^8<^ 
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Commonwealth  and  Southern  Corp.  (N.  Y.) 328. 

2884.  5979.  7140.  7141 

Community  Water  Service  Co 7506 

Comsec  Corporation  Participating  Collateral  Trust 

Certificates 6269 

Connecticut  River  Power  Co 647.  5375 

Connecticut  Valley  Electric  Co..  Inc 7462 

Consolidated  Edison  Co.  of  New  York,  Inc 193, 

632. 3105.  3969. 7716 

Consolidated  Electric  and  Gas  Co 6576. 

2754.  3069.  3361.  4964.  5349,  5822 

Consolidated  Gas  Co.  of  the  City  of  Pittsburgh 462 

Consolidated  Gas  Electric  Light  and  Power  Co.  of 

Baltimore 1627,  2386.  7716 

Consolidated  Natural  Gas  Co 2362.  2821.  2938.  5854 

Consumers  Gas  Co 193.  3269.  6242.  6615 

Consumers  Power  Co 807.  1836.  2222.  2710, 

2884,  4792,  5578,   5979.  7141.   7505.   7862.   7944 

Continental  Gas  and  Electric  Co 1905,  3600 

Continental  Gas  and  Electric  Corp 27, 

1143.   1505.  2535.  3106,  3878,  4019,  4644.  5374. 
6820.  7210.  7492.  7945. 

Coopn-  Distributing  Co 2910.  3804 

Copley  Square  Trust 3187 

Copple.  Horace  H 582 

Council  Bluffs.  Iowa;  Mayor  of 1144 

Crystal  City  Gas  Co 4835.  7863 

Cuban  Electric  Co 1721.  4734 

Culp.  Roy -i 583 

Cumberland  and  Allegheny  Gas  Co 3146, 

4581.  6701.  7299.  7323,  7816 

Daffron,  Robert  E.,  Jr 6650 

Dalhart  Gas  Co 5378,5677 

Dallas  Power  and  Light  Co 401, 

1072.1338.1558,2037,3602 

Daniel,  George  B 6650 

Davis,  Paul  H..  and  Co 7364 

Davisbilt  Products  Co 7574 

De  Felice.  Aurelius  P —     3805 

Dcdham  and  Hyde  Park  Gas  Co 4527.  5787 

Delaware  Power  and  Light  Co 496.  671.  672. 

927,  950,  1057,  1096.  3360.  3480. 3694.  3877 

Dempsejrtown  Gas  Co 4835 

Denver  Ice  and  Cold  Storage  Co 808 

Derby  Gas  and  Electric  Corp 641«.  6652.  7051 

Detroit  Edison  Co 1145 

Detroit  Stock  Exchange 3105. 

3106.  3908.  3969.  4501.  4579.  4698.  6298.  6374. 
7139.   7435.  7505.  7862.  7944. 

Devon  Securities  Corp 3423.  3424 

Distributors  Group.  Inc 2388 

Dixon.  Joseph,  Crucible  Co 6067 

Dover  Casualty  Insurance  Co 3596 

Downtown  Properties.  Inc 6120 

DuPont  de  Nemours.  E.  I.,  and  Co 552. 

1094.  3824,  4834.  7679.  7862 

Duquesne  Light  Co 2619.  3109.  5912.  6242.  6505 

East  Ohio  Gas  Co 2362.  2938 

Eastern  Gas  and  Fuel  Associates 631.  1200.  1419.  6579 

Eastern  Kansas  Utilities.  Inc 4019 

Eastern  Massachusetts  Electric  Co 46, 

1055.  1263.  1856.  2771,  3600,  3908,  4528,  4735, 
4833,  4992.  5221.  5477,  6066. 

Eastern  Minnesota  Power  Corp 2652 

Eastern  Shore  Public  Service  Co.  of  Maryland..  496,  1057 

Eastern  States  Corp 7144 

Eastern  UtUities  Associates...  1161.  1606.  5676.  6299.  6536 
Easton  and  South  Bethlehem  Transportation  Co...    6649 

Easton  Transit  Co 6649 

Edison  Light  and  Power  Co 3596 

Electric  Advi.sers.  Inc 2153 

Electric  Bond  and  Share  Co 396. 

398.  494.  744.  745.  873,  950,  967,  968,  1029,  1057. 
1072. 1144, 1160. 1223. 1338, 1400, 1401, 1420,  1447. 
1449, 1558,  1657. 1697, 1721, 1815, 1857, 1904, 1905. 
1995. 2037. 2153. 2222. 2386, 2535. 2563. 2564.  2756. 
2822. 2909, 2910, 2939, 2963, 3360, 3426,  3511.  3599. 
3602. 3695. 3806. 3878. 3909. 4581. 4643. 4644. 4734. 
4771. 4793. 4915. 5127. 5331.  5613.  5642,  5751.  5774. 
5787. 5822. 5853. 5980. 5982. 6029.  6119.  6120.  6186, 
6389.  6390.  6414,  6504.  6505. 6582. 6584. 6649. 6650, 
6681, 6819. 6863.  7052. 7298, 7299, 7408, 7493,  7630, 
7694.  7749.  7818,  7946. 

Electric  Power  and  Light  Co 6650 

90000—50 25 
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Electric  Power  and  Light  Corp 724, 

745,  950,  1029,  1057,  1160,  1401,  1449,  1857,  1904. 
1995, 2153.  2222. 2822.  2963.  3805.  5331. 

Elizabeth  Light  and  Power  Co 4606,  5494 

Employees  Welfare  Assn..  Inc.  (Del.) 3596 

Employees  Welfare  Assn..  Inc.  (N.  J.) 3596 

Engineers  Public  Service  Co 6241 

Engineers  Public  Service  Co.  (Inc.) 264 

Equitable  Gas  Co 25,  370.  1813.  3169,  5127.  6819 

Equity  Corp 280.  7550 

Erie  Railroad  Co 3105, 4501 

Escudero  Electric  Co 3596 

Fall  River  Electric  Light  Co 1606 

Finleyville  Oil  and  Gas  Co 25. 370. 1813 

First  Boston  Corp 1873.  5030 

First  Guardian  Securities  Corp 1096 

First  York  Corp 280.  3296 

Fleischmann.  Albert  J 1698 

Florida  Power  and  Light  Co 401.402. 

2756.  2910.  3599.  4643.  5982.  6505.  6584 

Ford  Hotels  Co.,  Inc 7000 

Fort  Morgan  Ice  and  Cold  Storage  Co 803 

Fudge.  Richard  K 6066 

Gardner  Electric  Light  Co 1055. 

1263.  1856.  2771.  3600.  3908.  4528.  4735,  4833. 
4992.  5221,  5477.  6066.  7142.  7323. 

Gas  Advisers,  Inc 721 

Gas  and  Electric  Associates 2909 

Gas  Industries  Fund,  Inc. 3806,  5030 

Gas  Service  Co 5788,  6050.  6160 

General  Bottlers.  Inc 4965 

General  Gas  and  Electric  Corp 2909 

General  Motors  Corp 7679 

General  Public  Utilities  Corp 265, 

425.  552,  742,  950,  1236,  1264,  1309,  1369,  1446, 
1448,  1628,  1695.  1696,  1833,  1834,  1857.  1875. 
2051,  2424,  2562.  2676.  2732.  2838.  2909,  2935, 
3107.  3212.  3213.  3363.  3384,  3596,  3877,  3909. 
4604.  4642.  5220.  5221.  5409,  5641.  5888,  6029, 
6098,   6099,  6375,  6416,  6682.   7408.   7573.  7945 

General  Reinsurance  Corp 7550 

Gentilly  Development  Co.,  Inc 1160.2963 

Georgia  Power  Co 807. 1388.  2516,  2709, 

2710,  2884,  5580,  5979.  6581,  6982.  7140,  7298 

Girard  Life  Insurance  Co 811.  7628 

Gloucester  Electric  Co 1055. 

1263.  1856,  2771,  3600,  3908,  4528.  4735.  4833. 
4992.  5221.  5477.  6066.  6451.  6762. 

Gloucester  Gas  Light  Co 1055, 

1263,  1856.  2771.  3600.  3908.  4528.  4725.  4833. 
4992.  5221.  5477,  6066. 

Goldsmith.  F.  N.,  Financial  Service 7407 

Granite  State  Electric  Co 1055,1263, 

1856.  2771.  3361,  3600,  3697,  3908,  4528.  4735. 
4833.   4992.   5221.  5477,   6066.   7142,   7323.   7324 

Great  Lakes  Power  Co..  Ltd 5950,  6389 

Great  Northern  Gas  Co..  Ltd 645 

Green  Mountain  Power  Corp 5375.  6761 

Greenfield,  Albert  M.,  and  Co..  Inc 1696,  1774 

Greiner.  Albert  W __    2387 

Greyhound  Corp 3106.  3908 

Group  Securities,  Inc 2388 

Growth  Industry  Shares,  Inc.  (111.) 5642 

Gulf  Oil  Corp 1833,  2755 

Gulf  Power  Co- 8,  809.  1057.  1420.  2710,  2884.  5979 

HBNS  Corp 6067 

Hallgarten  and  Co 7364 

Hamilton.  William  J.,  Jr 1223 

Hamilton  Fire  Insurance  Co 968 

Hanover  Gas  Corp 5168 

Harbauer  Co 3454.  4603 

Harris.  Norvin.  and  Co 3646 

Harrisburg  Gas  Co 313.  553.  1875.  2100.  6242,  6615 

Harrison,  Charles  C,  3d 6650 

Haverhill  Electric  Co 1055,  1263.  1856.  2771,  3600. 

3908.  ^28.  4735.  4833,  4992.  5221.  5477.  6066 

Hawkeye  Casualty  Co 1836,  7550 

Haydock  Fund,  Inc 5282 

Hevi  Duty  Electric  Co- _— 3385,3880 

High  Divide  Mining  Co . 949 

Highway  Trailer  Co 7574 

Hiram  Walker  Gooderham  and  Worts.  Ltd 4698 

Home  Gas  Co 1722.  2152,  3511,  3792.  5348,  7256 
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HubbeU.  Harvey.  Inc l^l* 

Hubbard.  Howard - jf°l 

Hume-Sinclair  Coal  Mining  Co 4013 

Idarado  Mining  Co - 6188 

Illinois  Power  Co - - 134.  i^zi 

1558.   187472618.  2823.  3108.  3251.  4379.  5232 

Illinois  Stock  Transfer  Co 3598.  6728 

Independent  Investors  Fund.  Inc 209 

Indiana  Gas  and  Chemical  Corp 2099 

Indiana  and  Michigan  Electric  Co— —  151.  ■i^iv 

Indiana  Service  Corp— 151.  1745.  3878 

Industrial  Agency.  Inc »o« 

Industrial  Broker.  Inc »o8 

Industrial  Insurance  Co - --      yo» 

Insuranshares  Corp.  of  Delaware b4a 

International  Hydro-Electric  System "--"7.  nfni 

2073. 2962.  6650.  6670.  7022.  7491 

Interstate  Light  and  Power  Co 4606.  5494 

Interstate  Light  and  Power  Corp 4606.  5494 

interstate  Power  C-552:ii55:5r9i:Vo2i:VoVo:V5¥o.y7tl 

Investment  Trust  of  Boston --«-^;;^  iWo  12?! 

Investors  Diversified  Services.  Inc —  2936.  5678,  57^8.  uii 

Investors  Mutual.  Inc -„?.^l^'lcJo '  lllo 

Investors  Selective  Fund.  Inc 2936   5678.  5728 

Investors  Stock  Fund.  Inc 2936.  5678.  &728 

Investors  Syndicate  of  America.  Inc —    7211 

lowa-IUinois  Gas  and  Electric  Co 4019 

5982.  6376.  6670.  7946 

Iowa  Power  and  Light  Co 1143 

2535.  3106.  4019.  6820.  7210.  7492.  7945 

Iowa  Public  Service  Co 613.  5612 

Iroquois  Gas  Corp — -  2651.3069.3384 

Islands  Gas  and  Electric  Co 5349.  5822,  6576 

Jennings  and  Co v«"ioc  till 

Jersey  Central  Power  and  Light  Co —  265.  425.  3598 

Kansas  City  Power  and  Light  Co 4019 

Kansas  Electric  Power  Co isi?- 

3110,  3295.  3646.  3969.  4699.  5168 

-       Kansas  Gas  and  Electric  Co ;:"  ^Sh 

2564.   2910.   2939.  3251.   3511.   3599.   3878.   3909 

Kansas  Power  and  Light  Co 46.  1697   1815. 

1938  2536.  3110.  3295.  3646.  3969.  4699.  4735.  4812., 
5168.  5580.  5886.  6297, 6699, 6799. 7407. 7435. 7572 

Ken-Rad  Tube  and  Lamp  Corp 7---;i„  „«l^ 

Kentucky  Utilities  Co 28.  280,  328,  426,  582,  2051 

Kentucky-West  Virginia  Gas  Co ;—:;;„  ^AVo 

2940. 3169. 5127.  6819 

Kentucky  and  West  Virginia  Power  Co.,  Inc 1996 

2183.2517 

Keuka  Lake  Power  Corp... 1309 

Kewanee  Public  Service  Co 2bi8.  Jiu8 

Keystone  Custodian  Funds.  Inc 5495 

Kinetic  Chemicals.  Inc .%— "„  Zfln 

Kings  County  Lighting  Co 45.  949.  2099 

Koppers  Co..  Inc 1200,  1419 

Lake  Catherine  Corp V.Vcoao   IJk 

Lancaster  County  Gas  Co 647.  6242.  6615 

Langley,  W.  C,  and  Co -      493 

Lawrence  Gas  and  Electric  Co — -  lOoa. 

1263     1856,   2771.   3600.   3908.   4528.   4735.   4833. 

4992!  5221.  5477,  6066.  6451.  6762.  7693. 

Layton,  William  Monroe 583 

Leeby.  Lawrence  R.,  and  Co 2245 

Lehigh  Valley  Transit  Co 354.  645.  6120.  6390.  6649 

Lehigh  Valley  Transportation  Co 6649 

Leonard  Oil  Development  Co 5528,  7210 

Liberty  Products  Corp 7574 

Lisbon  Gasoline  Co..  Inc '^21 

Lit  Bros 3647 

Lockaby,  J.  S..  and  Co— _ 1721 

Loeb  and  Eames.  Inc ] 

Loeb.  Leo - 424 

Long  Beach  Gas  Co..  Inc 5407 

Long  Island  Lighting  Co___.- 29. 

355   495.  744.  1201.  1628*2652.  2936,  3168.  5407. 

6160.  6581.  7116.  7256.  7572.  7818. 

Long  Island  Rail  Road  Co — 3479.  4699 

Los  Angeles  Stock  Exchange 1774,  2536. 

3211.  4770.  5373.   5406,   5407,  5446.   6066.  6098* 

6576.   6728.   7021,   7407,  7572.  7862,   7863,  7944 

Louisiana  Power  and  Light  Co 1160.  2963.  7818 

Louisville  Gas  and  Electric  Co 1447.  2651.  2940. 

3169.  5127.  5128.   5579.  5773.  5821.  6819.  7282 
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Lowell  Electric  Light  Corp 1055. 

1263.   1856.  2771.  3600.  3908.  4528.  4735.  4833. 
4992.  5221.  6066,  6451,  6762.  7142.  7323. 

Luck,  Eugene  P 3805 

Lynn  Gas  and  Electric  Co 2223.  2601 

Madison  Gas  and  Electric  Co -  2821.  5697.  6098 

Magma  Copper  Co— 649 

Mahler.  Benjamin 1028 

Maiden  Electric  Co 6417.  6762 

Maiden  and  Melrose  Gas  Light  Co 1055. 

1263.   1856.   2771.  3600.  3908.  4528.  4735.  4833. 
4992.  5221.  5477.  6066.  6451.  6762. 

Manila  Electric  Co 2754.  3596 

Manufacturers  Light  and  Heat  Co..  3359.  3879.  7299.  7816 

Manufacturers  Trust  Co 2652 

Marks.  Laurence  M..  and  Co 495 

Marlborou','h-Hudson  Gas  Co 2731,  3168 

Maryville  Electric  Light  and  Power  Co— —    5374 

Mason  City  and  Clear  Lake  Railroad  Co 4019 

Masquelette.  F.  G..  and  Co 3805 

Massachusetts  Life  Fund.. 7211 

Massachusetts  Power  and  Light  Associates 7.  233 

Massachusetts  Utilities  Associates 7.  233 

Maumee  Oil  Corp 5950 

McCord  Corp 3106.  4579 

McGrath,  John  M 2386 

McKenna,  John  F 1223 

Memphis  Generating  Co 1388.  6030.  6451 

Memphis  Publishing  Co 7629 

Memphis  Street  Railway  Co 1388 

Metropolitan  Edison  Co 2909.  3d96 

Mexican  Electric  Light  Co..  Ltd— 3647 

Mexican  Light  and  Power  Co.,  Ltd 3647 

Michigan  Consolidated  Gas  Co 3111, 

3480.  3714.  6820.  7121.  7172.  7241 

Michigan  Gas  Storage  Co -  1836,  2222 

Michigan-Wisconsin  Pipe  Line  Co—  2051,  6583,  69S9,  7172 

Middle  South  Utilities,  Inc 1160,  1401.  1857, 

1904,  2153,  2822.  2963.  3805,  5374,  5406,  5774. 
5978.  6119.  6389.  6819.  7021.   7052.  7818.   7946 

Middle  West  Corp 28.  328.  1028 

2051.  3361,  3598.  4964.  5950.  6389.  6579.   6728 

Middle  West  Service  Co 3598.  6728 

Middle  West  Utilities  Co.  of  Canada,  Ltd__  1028,  5950.  6389 

Midland  Utilities  Co - --     1745 

Midwest  Stock  Exchange 7172.  7409 

Milwaukee  Gas  Light  Co. 5789. 

6100.6820.7121.7172.  7241 

Milwaukee  Solvay  Coke  Co 5209.  5478 

Minneapolis-Moline  Co 2127 

Mlnneapolis-Moline  Power  Implement  Co 2127 

Mlnneapolls-St.  Paul  Stock  Exchanges 7172 

Minnesota  Power  and  Light  Co 354, 

401.  647.  744,  967.  1144.  1857.  2963,  4793 

Mission  Oil  Co 5378.  5676.  5677 

Mississippi  Gas  Co 567a 

Mississippi  Power   Co 1059, 

1421.   1874.  2710.  2884.  5979.  6581.  6982.  7298 

Mississippi  Power  and  Light  Co 193. 

371.  373.  1160.  1401.  3805.  7818 

Missouri  Power  and  Light  Co 46, 

1201.  5374.  6536,  6800,  7120 

Mittelman,  Leo  B 2387 

Monongahela  Light  and  Power  Co 2619,  3109 

Monongahcla  Power  Co 372, 

643,  845.  2422.  4603.  4851.  5128 

Monroe  Chemical  Co 2246 

Montana  Power  Co_ 401.  402.  3909.  4581 

Montaup  Electric  Co 1161,  160G 

Moor.  Lee "^^^'ccot 

Morris  Plan  Corp.  of  America 5529 

Mortgage  Bank  of  Venetian  Provinces— _  3696,  6504 

Murchison.  Clint  W..  Jr„_ - 724,  951 

Murphison.  John  Dabney 721.  951 

N.  E.  Corner  Walnut  and  Juniper  Streets,  Inc—  3512.  5789 

NY  PA  NJ  Utilities  Co 2909 

Narraganselt  Electric  Co-_  1856.  2771.  3423.  3600,  3908, 

4528.  4735.  4833.  4S92,  5221.   5477.  6066.  7051 

Nassau  and  Suffolk  Lighting  Co 29. 

425.  2652.  2936,  5407.  7116.  7256.  7572 

National  Association  of  Securities  Dealers.  Inc 1721 

National  Distillers  Pi'oducts  Corp 3106,  4693 

National  Fuel  Gas  Co 2651.  3069.  5168 

National  Fuel  Gas  Corp 3384 
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NaUonal  Gas  and  Electric  Corp 4526.  6583.  6999.  7322 

National  Gas  and  Oil  Corp 4526.  7322 

NaUonal  Hotel  Supply  Co 1389 

National  Power  and  Light  Co 354. 

645, 1388,  6030, 6120. 6390. 6451. 6649.  6681 

National  Trust  Co..  Limited 3647 

NaUonal  UtiUties  Co.  of  Mich 4526.  6583,  6999.  7322 

Natural  Gas  Co.  of  West  Virginia 3145.  4526 

Nebraska  Public  Service  Co 613,  5612 

Nebraska  State  Railway  Commission 1607 

Nemerov,  Joseph —     2387 

New  Bedford  Gas  and  Edison  Ught  Co.  967. 1338, 4527.  5787 
New  England  Electric  System 46.  647. 

994  1263. 1369.  1606.  1856.  1903.  2223.  2601,  2771. 

3361  3422  3423.3600,3697,3908,4528.4580.4735. 

4833. 4992, 5221, 5375, 5477. 6066.  6417. 6505,  6670. 

6762. 6799. 7022. 7051. 7141. 7142. 7323. 7324. 7693 

New  England  Fuel  Service  Co 7462 

New  England  Gas  and  Electric  Assn 743, 

967.    1338,    1995.   2183.    2537.    2731.   3168.   4527, 

5549.  5787.  5981.  6701,  7023.  7051.  7120, 7817. 

New  England  Power  Assn 7.  233 

New  England  Power  Co 46.  647.  994,  1055,  1263. 

1856.  2771.  3422,  3600.  39C8.  4528. 4580, 4735, 4833. 

4992,  5221.  5375.  5477.  6066,  6451,  6762, 7142, 7323 

New  England  Powei-  Service  Co 1369, 

2223.  3422.  3423,  4580,  6762 
New  England  Public  Service  Co 1028,  1115.  1278. 

2223. 2821. 2938. 3269.  3361.  3572.  3714.  5282,  5728. 

6051.  6374.  6652.  6729,  6958.  7022.  7324.  7491,  7816 

New  Hampshire  Gas  and  Electric  Co 7023,  7817 

New  Jersey  Power  and  Light  Co 2732, 

2935,  3213.  3363,  3596.  3877. 3909. 4642 

New  Operating  Co 5446 

New  Orleans  Public  Service.  Inc 1160,  2963 

New  Penn  Development  Corp 4835 

New  York  Curb  Exchantic 1419.  1627.  2099, 

2386. 2517. 2518.2730,  2910.  3106.  3804,  4579.  4964. 

4965,  5528.  5529. 6576. 6819  6821.  7052,  7210. 7364 
New  York  Power  and  Ueht  Corp 1628.  2182, 

2388,  3480.  3969. 5446,  5911,  6582.  6648.  7139.  7819 
New  York  State  Electric  and  Gas  Corp 742. 

1236. 1264. 1309, 1448.  1695. 1696,  1834,  2562.  2732. 

2935.  3212.  3213.  5221. 

New  York  State  Natural  Gas  Corp 2362.  2821,  2938,  5854 

New  York  State  Exchange 6066 

New  York  Stock  Exchange 513. 

1277. 1309. 1401. 1419. 1627. 1774. 1813. 1833, 2152. 

2246. 2388. 2536.  2565.  25S6.  2755,  2839.  3068,  3069. 

3105. 3106. 3213. 3231.  3385.  3422.  3479.  3696,  3824, 

3908. 3969.  4501. 4698. 4699. 4793, 4834,  5128.  5281. 

5374. 5406, 5407. 5446. 5550.  5750. 5886,  5978,  5979, 

5980  6050. 6098, 6268,  6297.  6298.  6374.  6504.  6505. 

6576,  6699. 6728. 6799. 6819. 6862. 7021. 7052. 7121, 

7139.  7210.  7256. 7281. 7322.  7364.  7407,  7408. 7435, 

7436.  7462.  7491. 7505. 7506.  7551,  7572,  7679.  7716. 

7816,  7862,  7863.  7944. 

Newbury  Street  Garage  Co 3187 

Newmont  Mining  Corp 649,  6188 

Newport  Gas  Light  Co 4835 

Niagara  Hudson  Power  Corp 397, 

1055. 1628. 2182. 2388. 2731. 2823, 3480, 3969. 5282, 

5446,  5788.  5911. 5931, 61R8. 6579,  6582,  6648,  67G1. 

7052,  7139,  7716.  7819,  7864. 

Niagara  Mohawk  Power  Corp 7716,  7819,  7864 

Nineveh  Water  Co 3596 

Norfolk  and  Washington  Steamboat  Co 1277.  2223 

North  American  Co 25.  209.  552, 

873,    1201,    1224.   1558.    1874.    1938.   2536.   2729. 

2823,  3069.  3110.  3251,  3362.  3385,  3479.  3646. 

3696.   3713,   3880,   3969.   4699.   4700.   4735.  4812. 

51f,8.  5?32.  5408.  5447.   5448.  5580.  5698.   5853. 

5854,   6142,   6452.   6580,   6700.   6779.   7120,   7507 

North  American  Gas  and  Electric  Co 7.  424 

North  American  Life  and  Ca5Ualty  Co 7211 

North  American  Light  and  Power  Co 25.  46.  209. 

1201.   1697.  1815.   1874.  1938,  2536,  2618.  2729, 

2823,  3108.  3110,  3251.  3295.  3479.  3646.  3713, 

3969,   4699.   4735.   4812.  5374.  6336.  6800.   7120 

North  Boston  Lighting  Properties 7.  233 

North  Continent  Utilities  Corp 808 

North  Penn  Ga.s  Co 2821.  4835.  5854,  7863 

North  Shore  Gas  Co 4835 
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Northampton  Electric  Lighting  Co 1055. 

1263.  1856.  2771.  3600,   3908,  4528,  4735,  4833. 

4992.  5221.  5477.  6066.  6451,  6762. 

Northeast  Airlines.  Inc 2363 

Northeast  Corner  Illinois  Avenue  and  Boardwalk 

Corp 76o0 

Northern  Berkshire  Gas  Co 1055, 

1263.   1856,  2771,  3600,  3908,  4528,  4735,  4833. 

49D2.  5221.  5477.  6066,  6451.  6762. 

Northern  Natural  Gas  Co 1202,  1607.  2733.  3169 

Northern  New  England  Co 1028. 

1115,   1278.   2223.   2821.   2938.  3269.   6051.  6652. 

6958.  7324.  7462.  7491,  7816. 

Northern  Pennsylvania  Power  Co 2562.  3596 

Northern  States  Power  Co 4606. 

4824.  5168.  5348.  5377,  5494 

Northern  States  Power  Co.  (Del.) 7572 

Northern  States  Power  Co.   (Minn.) 809.   1053. 

1627,  2152,  6417,   6453.   6729.  6862.   7119.   7572 

Northern  States  Power  Co.  (Wis.) 633 

926.  1072,  2152,  6453.  6729 

Northwestern  Electric  Co 4G2 

Ogden  Corp 877,  3455,  3791.  6298.  7531 

Ohio  Edison  Co 807, 

2152.  2710.  2884.  3068.  4792.  4«11,  5578.  5979. 

6268,  6298,  6982,  7141,  7143.  7256,  7407.  7403. 

7435.  7491,  7574.  7716.  7816,  7863. 

Ohio  Fuel  Gas  Co 2127. 

2822.  5349,  5698,  7299.  7508.  7816 

Ohio  Power  Co 952.  1310,  4793.  7053.  7282 

Ohio  Public  Service  Co 810.  1278,  1745,  1873, 

6100.  6582.  6763,  6982.   7143.   7408.  7409,   7574 
Oklahoma  Ga.s  and  Electric  Co 1162. 

1447.  2602.  2941.  3187.   5128,  5579.  5773.   7282 

Old  Forge  Electric  Corp 5282,  5783 

Old  Poindexter  Distillery.  Inc 4964.6576 

Olmsted,   George 1836 

Omaha  Electric  Committee.  Inc 1143 

Omaha  Public  Power  District 1143 

Orange  State  Oil  Co _ 721 

Pachuca  Light  and  Power  Co 3647 

Pacific  Gas  and  Electric  Co 5232 

Pacific  Lighting  Corp 2517 

Pacific  Power  and  Light  Co 401, 

402,  462.  1072.  3360.  3695.  5751.  6029 

Panhandle  Eastern  Pipe  Line  Co 1836.  2222 

Panhandle  Pipe  Line  Co 2074,  2425.  3876 

Penn  Wyo  Trust 721 

Pennaluna  and  Co 6066 

Pennsylvania  Electric  Co 551.  950.  2676.  2935.  3596, 

5838,  6029.  6099.  6375.  6416,  6682,   7408,   7573 
Pennsylvania  Gas  and  Electric  Corp 2821, 

4835,  5029,  5549.  5579,   5854.  5886.   6142.   7863 

Pennsylvania  Industries  Corp 4811 

Pennsylvania  Power  CO-^_-  807,  2710,  2884.  4811,  5979,  7141 

Pennsylvania  Power  and  Light  Co 354 

Pennsylvania  Railroad'Co 3479 

Penn-Western  Service  Corp 613. 

4835,  5549.  5612,  5886,  6142,  7863 

Peoples  Light  and  Power  Co 5677.  5932 

Peoples  Natural  Gas  Co 2733.  3169 

Petroleum  Advisers,  Inc 721 

Phebus  Oil  Co 721 

Philadelphia-Baltimore  Stock  Exchansre—  1627, 1812,  2127, 

2152.  2386,  2910,  3068.  3804.  5446.   5528.  5886. 

5979.   6186.  6297.  6699.   7021.   7435.   7506,   7863 
Philadelphia  Co 25.  370,  462,  1813. 

2619,  2651.  2730,   2940,  3109,  3169,  3513,  4794, 

5127,  5888,  5912.   6241,  6242,  6505,  6819,   7117 

Philadelphia  Electric  Co 7716 

Philadelphia  Gas  Works  Co 2937,  3334 

Philadelphia  Municipal  Gas  Works 3384 

Philadelphia  Stock  Exchange 1419 

Phllco  Corp 6374,  7139 

Pine  Street  Fund,  Inc 5581 

Piperno,  George 3804 

Pittsburgh  and  Castle  Shannon  Rail  Road  Co 4734 

Pittsburgh,  Cincinnati,  Chicago  and  St.  Louis  Rail- 
road         513 

Pittsburgh  Railways  Co 4794 

Pittsb\u-gh  Stock  Exchange 1774, 

2246.  2565.  2566.  2839.  7491 

Pittsburgh  and  West  Virginia  Gas  Co 25. 

1813.  2051,2940,  3169 
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Planning  and  Service  Corp 280 

Plymouth  County  Electric  Co 4527.  5787 

Portland  Gas  and  Coke  Co 401. 

402.  968, 1420.  2535.  3426,  5980 

Porto  Alegre.  City  of;  Brazil 1309.  3421.  7281 

Post  Office  Square  Co 3187 

Potomac  Edison  Co 2422.  4581.  5128.  5209 

Potomac  Light  and  Power  Co 4581.  5209 

Present  Service  Co 2884 

Pressprich.  R.  W..  and  Co. —. ^^64 

Preston  Oil  Co 7299,  7816 

Provincetown  Light  and  Power  Co 514.  743 

Public  Service  Commission  Co 5824 

Public  Service  Co.  of  Indiana.  Inc 5823.  6899 

Public  Service  Co.  of  New  Hampshire 2223. 

2321,  2938.  3269,  3361,  3572.  3714.  5723 

Public  Service  Co.  of  Oklahoma 2676,  2885,  3109 

Public  Service  Coordinated  Transport 1695,  1875 

Public  Service  Corp.  of  New  Jersey 926.  1071.  1309 

Public  Service  Electric  and  Gas  Co 1419.  7716 

Public  Service  Interstate  Transportation  Co-_  1695,  1875 

Queens  Borough  Gas  and  Electric  Co 2652. 

5407. 6160. 6581. 7116. 7256. 7572 
Quincy  Electric  Light  and  Power  Co 1055, 

1263.  1856    2771.  3600.  3908.  4528.  4735.  4833. 

4992,  5221,  5477,  6066, 6451, 6762. 

Railway  and  Bus  Associates 3596 

Reading  Gas  Co 3269 

Realty  Owning  Co 7628 

Republic  Lisfht,  Heat  and  Power  Co.,  Inc 1223 

Republic  Service  Corp 3295,  37G3,  6186 

Rhode  Lsland  Public  Service  Co 7,  233 

Richfield  Oil  Corp 6093,  6576 

Rio  Grande  do  Sul,  State  of;  Brazil 1277,  3422 

River  Gas  Co 2362,  2938 

Rochester  Gas  and  Electric  Corp 1446,  1833,  2051. 

2424.   3596.   4604.   5220.   5409.   5641.  6098.   7945 

St.  Joseph  Light  and  Power  Vo 3106. 

3600.  3878.  4019.  4644 

St.  Louis  Stock  Exchange 7172 

St.  Regis  Paper  Co 7144 

Salem  Gas  Light  Co 1055.  1263.  1856.  2771.  3600. 

3908.  4528.  4735.  4833.  4992,  5221.  5477.  6066 

Salem  Terminal  Corp 954.  1263 

San  Francisco  Mining  Exchange 1160,  1855 

San  Francisco  Stock  Exchange 1774. 

2536.  3106.   3824.  3908.  4834.  5446.  5979.  6098. 

6268.  6297.  6576.  6981.  7407.  7505.  7506.  7944 

San  Paulo,  State  of;  Brazil 7322 

Saugerties  Gas  Light  Co 4835,  7863 

Scripps.  E.  W..  Co 7629 

Scripps-Howard  Investment  Co 7629 

Sculi,  William  S..  Co 5169 

S?ars.  Roebuck  and  Co 1774,  2536 

Semenza.  Victor 6066 

Seventh  and  Grand  Co 1836 

Shareholders'  Trust  of  Boston 1505 

Sharp.  David  B.,  Jr 6650 

Sheraton.  Inc 3187 

Sheraton  Associates,  Inc 1389 

Sheraton  Corp.  of  America 1389.  3187.  7000 

Sioux  City  Gas  and  Electric  Co 613.  5612 

60  Broadway  Building  Corp 6452.  6700 

Smyth.  Nathan  A '     424 

Socony-Vacuum  Oil  Co..  Inc 1813.  2755 

South  Carolina  Electric  and  Gas  Co..  1388.  6297.  7021.  7140 

South  Carolina  Power  Co 1388,  7140 

South  Dakota  Public  Service  Co 613.  5612 

South  Jersey  Gas  Co 7716 

South  Penn  Power  Co 4581.  5209 

Southeastern  Indiana  Power  Co 6699 

Southeastern  Securities  Corp 3805 

Southern  Berkshire  Power  and  Electric  Co 1055, 

1263,   1856,  2771,  3600.  3908.  4528.  4735.  4833. 

4992.  5221.  5477.  6066. 

Southern  Cities  Ice  Co 2754,  3069 

Southern  Co 807.  1057.  1059. 

1388.  1420.  1421.  1874.  2516.  2709.  2710.  2884. 

4792.  5578.  5580.  5979.  6581.  6982.  7140.  7298. 

7436,   7462.   7491.  7505.   7506,  7716.  7863,   7944 

Southern  Corp 7141 

Southern  Indiana  Gas  and  Electric  Co 328,  7141 

Southern  Natural  Gas  Co 372.495.1421. 

2426.  2565.   2754.  2962.  5675.  5676.   6120,  6300 
Southern  Services,  Inc 5979,2710,2884 
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Southern  Union  Gas  Co 951.  5677.  5982 

Southern  Utah  Power  Co 424 

Southwestern  Development  Co 2074. 

2425,  3876.  5378.  5676.  5677 

Southwestern  Gas  and  Electric  Co 2839. 

3168i  3362.  6299,  6651,  6780.  7573 

Spokane  Stock  Exchange 6066 

Standard  Gas  and  Electric  Co 101, 

462.  810.  875,  1161.  1162.  1224.  1447.  1627.  1698. 

1813.   1814.   2152.  2602.   2619.   2730.  2941.   3109. 

3169.   3187.  3513.  4606.   4866.   5127.   5128.   5377. 

5579.   5698.   5773.   5821.   5887.   5888.   5889.   5912. 

6241.   6242.   6268.  6376.   6505.   6700.   6819.   7117, 

7143.  7282.  7462. 

Standard  Oil  Co  (N.  J.) 1813,2755 

Standard  Power  and  Light  Corp 495, 

810.  967,  1162.  1224.  1447,  1627.  1698.  1813,  2619. 

2730.   3109.   3169.   3513.   5127.   5128.   5377.   5579. 

5698.  5773.  5888.  5889.  5912.  6241.  6242.  6268. 

6376.  6505.  6700.  7232. 

Stark.  George  L 1223 

Staten  Island  Edison  Corp 1369. 

1628.  1857.  2838.  2935.  3107.  3384.  3596 

Steinmetz.  J.  C 2516 

Storage  Co 1836 

Strouse.  Algia  P _. — 2246 

Strouse,  Thomas  and  Whelan.  Inc 2246 

Suburban  Gas  and  Electric  Co 1055, 

1263.   1858.  2771.   3600.  3908.  4528.  4735.  4833. 

4992.  5221.  5477.  6066. 

Superior  Water.  Light  and  Power  Co 401 

Telluride  Mines.  Inc 6188 

Terre  Haute  Gas  Corp 2099 

Texas  Electric  Service  Co..  401.  402.  875.  1144.  1400.  1657, 

1697.   1906.  2153.  2939.  3602.  6504.  6582.  6863 

Texas  Gas  Tran.smission  Corp 5030 

Texas  Power  and  Light  Co 401.  402.  1447. 

1815.  2563.  2909.  2939.   3511.  3602.   6582.   6863 

Texas  Public  Service  Co 5677,  5982 

Texas  Utilities  Co 401.  1072.  1338.  1400.  1558. 

1657.   16^7.   1906,  2037.  2153.  2563.   2909.  2939, 

3511.  3602.  3909.  5642.  5787,  6504,  6582.  6863 

Thompson's  Spa.  Inc 1389 

Thomson  Divide  Mining  Co 949 

Ticonderoga  Electric  Light  and  Power  Co_  2388.  3480.  3969 

Timmonsville  Ice  and  Fuel  Co..  Inc 3069 

Tobacco  and  Allied  Stocks.  Inc.. 47.  6584.  7365,  7715 

Todd.  Paul  H 1222 

•  Toledo  Edison  Co 1814,  2153.  2424 

Tomboy  Gold  Mines..Inc 6188 

Touraine  Apartments.  Inc 5029 

Transark  Oil  &  Gas  Co 721 

Trusteed  Funds.  Inc . 7001.  7718 

Union  Bag  and  Paper  Power  Corp 5911 

Union  Carbide  and  Carbon  Corp __  644.  1236 

Union  Electric  Co.  of  Mo 552, 

873. 1201.  3713. 4700.  5232.  5447.  5448.  5853. 5854, 

6142.  6580.  6779.  7507. 

Union  Electric  Power  Co 1201.  5448,  5854.  6580.  7507 

Union  Gasoline  and  Oil  Corp 7299.  7816 

Union  Light.  Heat  and  Power  Co 102.  313.  371.  553 

Union  Producing  Co 632   950 

United  Corp 926.  1055.  1071. 1094. 1695.  1835, 

1858.   1875,   2037,  2127,   2563.  2732.   2823.   2909. 

3213.  4793.  5281.  5980.  6579.  6761.  7716.   7864 

United  Fuel  Gas  Co 426.  632. 

1876.  2425.  3146.  3599.  6701.  7121.  7299.  7816 
United  Gas  Corp 950.  2153.  2822. 

4771.   5127.   5331.  5374.   5407.  5613.   5822.  5978. 

7021.   72S9.   7433.   7506.  7694.  7749.   7818.   7944 
United  Gas  Improvement  Co 313.  553.  647. 

1875.  2100.  2937.  32G3.   3384.  6242.  6615.   7716 

United  Gas  Pipe  Line  Co 4771. 

5127.  7299.  7493,  7694.  7749.  7813 

United  Light  and  Power  Co 1505. 

1904  1905  2364  2821   5374 
United  Light  and  Railways  Co...  27.  e46.'ll43.'ll45."l446, 

1505.  1355.  1S04.   1905.  2364.  2518.  2535.  2730. 

2821.  31C6.  4019.  4579.  4852.  5374.  5697.  5982. 

6098.  6376.  6670.  6820.  7172,  7210,  7492.  7945 

United  Light  and  Railways  Service  Co 4019,  7172 

United  Light  and  Railways  System 7172 

United  Natural  Gas  Co 2651,  3069 

United  New  York  Bank  Trust  Shares 7436 

'  United  Public  Utilities  Corp 2935 
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United  States  and  Foreign  Securities  Corp 3423,  3424 

United  States  and  International  Securities  Corp 3423, 

3424 

Upper  Peninsula  Power  Co 7,  3361,  4964,  6577 

Utah  Power  and  Light  Co 995,  1310,  1722. 

2037.   2387.  4964,  5529,  5772,  6301,   7240,   7506 

Virginia  Electric  and  Power  Co 7863 

Virginia  Gas  Distribution  Corp. 6028.  5410,  6388 

Virginia  Gas  Transmission  Corp 2733, 

3068,  5028,  5410,  6388 

Virginia  Gasoline  and  Oil  Co 1 7299,  7816 

Vultee  Aircraft  Corp 2363 

Wachusett  Electric  Co 1055, 

1263,  1856,  2771.  3600.  3908.  4528.  4735.  4833. 
4992.  5221.  5477,  6066,  6451, 6762. 

Waddy.  D.  S.,  and  Co 6241 

Walker,  Hiram,  Gooderham  and  Worts.  Ltd 3106 

Wanakah  Gas  Corp 3384 

Washington  Gas  and  Electric  Co 424 

Washington  Irrigation  and  Development  Co 401, 

5772.  6141 

Washington  Stock  Exchange _.  1277.  2223.  5446,  5979 

Washmgton  Water  Power  Co 401.  402.  4644.  4915 

Waverly  Electric  Light  and  Power  Co 3596 

West  Kentucky  Coal  Co 873.  4700.  5447.  5853.  7435 

West  Penn  Bus  Lines. 1369.  7492 

West  Penn  Electric  Co 372.  648.  808.  845. 

952.  1094. 1199.  1310. 1369.  2422. 4603, 4851. 5128. 
5209.  5515.   5773.   5911.   6298.   7492.   7506,  7716 

West  Penn  Power  Co 808, 

952,  1094,  1199,  1310,  2422,  4851.  5128 

West  Penn  Railway  Co 1369. 

2422.  4794.  4851.  5773.  7492 

West  Penn  Ti-action  Co 5128 

West  Texas  Gas  Co 2074.  2425.  3876 

West  Virginia  Gas  Co 370 

Western  Colorado  Power  Co 995, 

1310.  1722,  2037.  7240.  7506 

Western  Iowa  Power  Co 1143,  2535 

Western  Massachusetts  Companies 2223.  2601 

Western  Railways  Ice  Co 808 

Weston  and  Co 5978 

Weymouth  Light  and  Power  Co 1055, 

1263.   1856.   2771.   3600.   3908,   4528.  4735.   4833, 
4992.  5221.  5477.  6066.  6451.  6762. 

Wheelabrator  Plant  Corp — 3296 

White,  R.  H..  Corp. 1696 

Winter.  P.  H..  and  Co '. 4579 

Winter.  Prank  H 4579 

Wisconsin  Electric  Power  Co 102. 

874. 1237. 1401. 2619.  3069.  3108.  3696,  5232 

Wisconsin  Gas  and  Electric  Co 2618,  3108 

Wisconsin  Hydro  Electric  Co 2652 

Wisconsin  Public  Service  Co 6376.  6700.  7143 

Wisconsin  Public  Service  Corp 1814. 

2152.  4606. 4866,  5377,  5698,  5887,  7462 

Wisconsin  River  Power  Co.. 1814. 

4606. 6376.  6700.  7143.  7462 

Wise.  Harold  O 3715 

Worcester  County  Electric  Co 1055. 

1263.   1856.   2771.  3600.   3908.  4528.  4735.   4833. 
4992.   5221.   5477.   6066.  -6451.   6762.   7142.   7323 

Worcester  Gas  Light  Co 514. 

845.  1056.  2731.  3168,  4527,  5787 

Worcester  Suburban  Electric  Co 1055, 

1263     1856,   2771.   3600,   3908.   4528.   4735.   4833. 
4992.   5221.  5477.   6066.   6451.  6762.   7142.   7323 

Yankton  Gas  Co 613,  5612 

York  County  Gas  Co 4835.  5029,  5549.  5579,  5886.  6142 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Ex- 
ecutive order  respecting.  See  main  heading 
Presidential  documents. 

Organization,  submittals  and  requests 607 

Regulations  under  various  acts: 
Investment  Company  Act  of  1940;  incorporation  of 
document  in  registration  statement  by  refer- 
ence, redeslgnation 2761 

Securities  Act  of  1933 : 
Forms  prescribed,  for  registration  of  securities: 

Form  S-1,  amendments  to  various  items 91,  92 

Form  S-4,  instructions  as  to  prospectus 1031 

Form  S-5,  instructions  as  to  prospectus 1031 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.    ?»«• 
Regxilations  under  various  acts — Continued 
Securities  Act  of  1933 — Continued 
Forms  prescribed,  for  registration  of  securities — 
Continued 
Form  S-7,  for  registration  of  securities  of  inter- 
national banking  organizations,  redeslgna- 
tion   - —    2761 

General  rules  and  regulations: 
Definitions: 

See  als9  Registration. 

"Participates"  and  "participation"  as  used  in 
section   2    (11)    in  relation   to  certain 

transactions 90 

"Preceded  by  a  prospectus"  as  used  in  sec- 
tion 5    (b)    (2)    in  relation  to  certain 

transactions 90 

Exemptions     from     registration:     Increasing 
amount  of  exemption  for  securities  offered 

by  estates  under  certain  conditions 5427 

Registration  of  securities: 
Definition  of  terms:  "significant  subsidiary".        91 
Exemptions.    See  Exemptions. 
Forms  for.    See  Forms  prescribed. 
Information    unknown    or    not    reasonably 

available 91 

Inspection,  public,  of  registration  statements.        90 
Prospectuses: 
Application  of  amendments  to  rules  gov- 
erning contents  of 90 

Filing  of;  number  of  copies 91.  202 

Interpretative  releases,  opinion  of  General  Coun- 
sel relating  to  "when-issued"  trading 2831 

Reports  and  report  forms  for  registrants  under 
Securities  Act  of  1933.     See  Securities  Ex- 
change Act  of  1934 
Securities  Exchange  Act  of  1934: 
Forms  prescribed: 

For  applications  for  registration  of  securities  on 
national  securities  exchanges: 
Form  7,  for  provisional  applications;  super- 

sedure  and  rescission 1158,  6855 

Form  8,  for  amendments  to  applications  for 
registration  or  amendments  to  annual 

reports,    revision 5428 

Form  10,  for  corporations;  revision 1158.  6854 

Form  11.  for  unincorporated  issuers;  super- 

sedure  and  rescission 1158.  6855 

Form  13.  for  insurance  companies;  superse- 

dure  and  rescission 1158,  6855 

Form  15,  for  incorporated  investment  com- 
panies; sup)ersedure  and  rescission..  1158.  6855 
Form  17,  for  unincorporated  investment  com- 
panies; supersedure  and  rescission—  1158,  6b55 
Form  22.  for  reorganized  issuers;  supersedure 

and  rescission 1158,  6855 

Form  23,  for  successor  issuers;  supersedure 

and  rescission 11&8.  6855 

Form  24.  for  bank  holding  companies;  super- 

sediu"e  and  rescission 1158,  6855 

For  registration  of  and  reporting  by  national 
securities  associations  and  afBliated  securi- 
ties associations: 

Form  X-15AA-1 885 

FormX-15AJ-2 885 

For  registration  or  exemption  of  exchanges : 
Form  1.  for  application  for  registration  or 

exemption,  revision 7760 

Form  1-A.  revised  form  for  amendment  of 

application 7760 

Form  9.  revision  and  redeslgnation  as  Form 

1-A 7760 

For  reports  of  Issuers  having  securities  regis- 
tered on  national  securities  exchanges: 
Form  8-K.  for  current  reports;  revision.  1158.  6855 
Form  9-K.  for  quarterly  reports;  adoption..    1157. 

6854 
Form  10-K,  for  corporations;  revision...  1157.  6855 
Form  11-K.  for  unincorporated  issuers;  su- 
persedure and  rescission 1157.  685.5 

Form  12-K.  for  carriers,  etc. ;  amendment  of 

instruction  book 592 

Form  12A-K,  for  carriers,  etc.;  amendment 

of  instruction  book 592 

Form  13-K,  for  insurance  companies;  super- 
sedure and  rescission 1157,  6855 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con 

Regulations  under  various  acts — Continued 
Securities  Exchange  Act  of  1934— Continued 
Forms  prescribed — Continued 
For  reports  of  issuers  having  securities  regis- 
tered on  national  securities  exchanges — 
Continued 
Form  24-K.   for  bank  holding  companies; 

supersedure  and  rescission 1157.  6855 

For  reports  of  registrants  under  Securities  Act 
of  1933.  Form  1-MD;  supersedure  and  re- 
scission   1157,  6855 

General  rules  and  regulations: 

Exemption  of  securities  in  which  United  States 
has   direct   or   indirect   Interest,   Central 
Bank  for  Cooperatives  designated  by  Sec- 
retary of  Treasury  for  exemption  pursuant 
to  section  3  <a>   a2).    See  main  heading 
Treasury  Department. 
Exemptions  from  certain  sections  of  the  act: 
Section  11  (d)  (1)  (segregation  of  functions 
of  members,  brokers  and  dealers*,  ex- 
tensions of  credit  to  transferees  of  right: 
propased  rule  making,  and  termination 

thereof 2702,   6093 

Section  16  <b)  f statements  and  reports  to  be 
filed  by  directors,  officers  and  principal 
stockholders  of  equity  securities) ;  cer- 
tain acquisitions  of  securities  under 
bonus,  profit-sharing  or  similar  plans.—     961. 

2522 
Registration  and  exemption  of  exchanges: 
Forms  for.    See  Forms  prescribed. 

Redesignation  and  revision 7759 

Registration  of  unissued  securities  (other  than 
warrant)  for  "when  issued"  dealing,  under 
plan  of  reorganization  pursuant  to  court 

order 1086.  1488,  2044,  5366,  5972 

Reports : 

Forms.    See  Forms. 

Issuers  of  listed  securities:  quarterly  reports 
of  companies  having  securities  listed  and 
registered  on  national  securities  ex- 
change       6854 

Registrants  under  Securities  Act  of   1933; 

quarterly  reports 6854 

Special  offering  plan  filed  by  San  Francisco 

Stock  Exchange,  amended  plan  effective.  -     6981 
Unlisted  trading;  continuance  of  unlisted  trad- 
ing priviletres  on  merged  exchanges-.  5328.  6150 

SELECTIVE  SERVICE  SYSTEM: 

Noncombatant  service  and  training,  defined;  Execu- 
tive order  respecting.  See  main  heading  Presi- 
dential documents. 

Organization,    delegations    of    final    authority,    and 

places  at  which  information  may  be  secured 2676 

Redesignation  of  chapter,  parts  and  sections  in  Title 

32— National  Defense 5021 

Regulations  as  prescribed  by  Director  of  Selective 
Service;  records  administration  in  Federal  rec- 
ord depots,  supplying  information  (contained  in 
records) : 
To  Federal  agencies  and  officials: 

Air  Force  Department 2240,  4755 

Army  Department 2240 

Treasury  Department 4755 

To  officials  and  agencies  of  States,  District  of  Co- 
lumbia, territories  and  possessions  of  United 

Ot  r^f  pc  • 

Alaska-*- 4755.  5489 

Revision 5489 

HawaU 2240 

Iowa 2240 

New  Hampshire 47^5 

New  Jersey 2240 

New  Mexico 4755 

New  York 2240.  4755 

North  Dakota 4755 

Texas 4755 

Virginia 2240 

SMALL  BUSINESS  ESTABLISHMENTS,  placement  of 

procurement  contracts  with;  statements  of  policy 

by  President  respecting.    See  President. 
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SOCIAL  SECURITY  ADMINISTRATION: 

See  Children's  Bureau.  ' 

Federal  Credit  U7iions,  Bureau  of. 
Public  Assistance  Bureau. 
Employment  Security  Bureau  i  including  United  States 
Employment  Service  and  Unemployment  Insur- 
ance Service) ;    transfer   to  Labor   Department 
under  Reorganization  Plan  No.  2  of  1949.     See 
main  heading  Presidential  documents. 
Old  Age  and  Survivors  Insurance  Bureau: 
Federal  old-age  and  survivors  insurance: 

Basic  computation  of  benefiis  and  lump  sums; 

primary  insurance  benefit 5-40 

Benefit  payments,  chiefly  dependent  parents—..    3153 
Procedure  respecting  reopening  of  initial  de- 
terminations respecting  claims  for.     See 
Statement  of  general  policy  and  interpreta- 
tion. 
Benefits  in  case  of  deceased  World  War  II  vet- 
erans; meaning  of  terms: 

Conditions  other  than  dishonorable 1S48 

Definition;  individual  who  has  served  in  active 

miUtary  or  naval  service  of  United  States. .     1848 
Decisions  and  determinations,  provisions  respect- 
ing finality  of.    See  Statement  of  general  pol- 
icv  and  interpretation. 
Definitions,  general,  and  use  of  terms;  statutory 

provisions 5241.  6687 

Overpayments,  etc.;  ^aiver  of  adjustment  or  re- 
covery, deduction  overpayments: 

Definition,   '"without   fault" — -     3182 

Waiver  situations 3183 

Procedures;  wage  records 5241 

Statement  of  general  policy  and  interpretation 
appended  to  regulations  respecting  proce- 
dures: 

Applicability.  f?eneral 6171 

Benefits,  claim  for,  with  respect  to  other  clauns 
on    the    same    wage    record;    finality    of 

findings 6JJJ 

Deductions,  imposition  of oi7i 

Definitions  ("good  cause";  "Informal  disallow- 
ance")  6171,  6496 

Determinations  and  decisions,  finality  of 6170 

Effective  date 6171 

Wage  records,  finality  of  initial  determinations 

or  decisions  on  revision  of 6170 

Unemployment  insurance:  certifications  and  hearings 
respecting  compensation  laws: 
Certifications  by  Commissioner  for  Social  Security: 
Minnesota:  certification  to  Director  of  Division 

of  Employment  and  Security 4833 

Various  States,  Alaska,  Hawaii,  and  District  of 
Columbia ;  certification  to  Secretary  of  Treas- 
ury, for  taxable  year  1948  45.  461 

Certifications  by  Secretary  of  Labor.     See  main 

heading  Labor  Department. 
Hearings  respecting  laws  of  California  and  Wash- 
ington.   See  main  heading  Labor  Department. 

SOIL  CONSERVATION  SERVICE: 

Function  and  procedure,  water  conservation  and  util- 
ization; sale  of  farm  units 6278 

Power  project  of  Northwest  Power  Supply  Co.  affect- 
ing lands  under  administrative  supervision  of 
Soil  Conservation  Service.  See  main  heading 
Federal  Power  Commission. 

SOUTHWESTERN  POWER  ADMINISTRATION: 

Authority,  delegations  of: 
By  Secretary  of  Interior  to  various  officials  respect- 
ing various  matters: 
Administrator : 
Condemnation  proceedings:  approval  of,  etc--- 
Contracts  for  construction,  supplies  or  services. 
Leases  for  real  estate  outside  District  of  Colum- 
bia  * 

Title  opinions ;  request  for  opinion  from  Attor- 
ney General 

Chief  Counsel;  authority  respecting  certain  tort 

claims 307.  4766.  7489 

To  various  officials,  by  Administrator: 

Administration  and  Personnel  Division,  and  Prop- 
/  erty  Branch.  Chiefs: 

Lease  of  space  in  real  estate  outside  District  of 

Columbia 4696.  7'02 

Supply  and  service  contracts 4697,  7402 
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SOUTHWESTERN  POWER  ADMINISTRATION— Con.     ^^8^ 

Authority,  delegation  of — Continued 
To  various  officials,  by  Administrator — Continued 
Engineering  Division;  authority  of  officiab  re- 
specting construction  contracts: 

Chief  and  Assistant  Chief 4696.  7402 

Chief  of  Design  and  ^Construction  Branch 7402 

Claims,  tort;  delegation  of  authority  to  Chief  Counsel 

respecting.    See  Authority,  delegations  of. 
Contracts  for  construction,  leases,  service  and  sup- 
plies :  authority  respecting.    See  under  Authority, 
delegations  of. 
STANDARD  TIME  ZONES;  redefininig  boundary  line  be- 
tween eastern  and  central  zones.    See  Interstate 
Commerce  Commission. 
STANDARDS.  NATIONAL  BUREAU  OP.     See  National 
Bureau  of  Standards. 

STATE  DEPARTMENT: 

Advisory  Committee  on  Voluntary  Foreign  Aid;  ship- 
ment of  relief  packages  and  supplies.    See  main 
heading  Economic  Cooperation  Administration. 
Aliens  entering  United  States: 

Control   of;    proclamation   respecting.    See    main 

heading  Presidential  documents. 
Documentation  of;   department  regulations.    See 
Regulations. 
Allied  High  Commission  for  Germany.    See  Germany. 
Allowances.    See  Compensation  and  allowances. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Committees  on  which  Department  has  representa- 
tion : 
Interdepartmental    Committee  on    Trade    Agree- 
ments, chaired  by  Department ;  Executive  order 
respecting.    See    mair:    heading    Presidential 
documents. 
Reciprocity     Information    Committee;     Executive 
order   respecting.    See   main   heading  Presi- 
dential documents. 
Compensation  and  allowances  for  Federal  personnel  in 
foreign  service: 
Additional  compensation  for  service  at  certain  posts; 

regulations  respecting.    See  Regulations. 
Allowances  for  living,  quarters,  etc.,  functions  of 
Secretary  In  connection  with:  Executive  order 
respecting.    See    main    heading    Presidential 
documents. 
Contracts,  bills  of  lading,  etc..  delegations  of  authority. 

See  Organization. 
Foreign  Liquidation  Commissioner,  Office  of;  abolish- 
ment of  Office  and  transfer  of  authority  respecting 
disposal  of  surplus  property  in  foreign  areas.    See 
Organization,  and  functions. 
Foreign  Setvlce: 

Regulations  respecting.    See  Regulations. 
United  States  High  Commissioner  for  Germany. 
Chief  of  Mi.'^sion.  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Foreign  service  of  Federal  personnel,  compensation 
for: 
Additional    compensation    for    service    at    certain 
posts ;  regulations  respecting.    See  Regulations. 
Allowances  for  living,  quarters,  etc.,  functions  of 
Secretary  In  connection  with;  Executive  order 
respecting.        See  main  heading  Presidential 
documents. 
German  Affairs  Bureau;  publication  by,  of  proclama- 
tions, regulations,  etc.,  issued  by  Allied  High  Com- 
mission. United  States  High  Commissioner,  and 
Military  Government  for  Germany.      See  Ger- 
many. 
Germany: 
Allied  High  CommLssIon  for  Germany: 
Publication  of  proclamations  and  regulations  Is- 
sued by.    See  Proclamations  and  regulations, 
below. 
Representation  of  United  States  on  Commission, 
by  High  Commissioner  for  Germany;  Exe- 
cutive order  respecting.    See  main  heading 
Presidential  documents. 
Foreign  exchange,  control  of.    See  Military  Govern- 
ment for  Germany. 
German  Government,  former;   relinquishment  of 
control  over  certain  property  of,  to  Office  of 
Alien  Property ^44 
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STATE  DEPARTMENT — Continued 

Germany— Continued 
High  Commissioner  for  Germany,  United  States: 
Establishment  of  position,  functions,  etc.;  Exec- 
utive order  respecting.    See  main  heading 
Presidential  documents. 
Publication  of  proclamations  and  regulations  Is- 
sued by.    See  Proclamations  and  regulations. 
below. 
Military  Government  for  Germany,  United  States; 
control  of  foreign  exchange  and  of  movement  of 

property  daw  No.  53.  revised) 7567 

Military  matters  in  Germany;  differences  over 
policy.  Executive  order  respecting.  See  main 
heading  Presidential  documents. 
Proclamations  and  regulations  issued  by  Allied 
High  Commission  and  United  States  High  Com- 
missioner for  Germany;  publication  of: 

Definitions  (law  No.  2) 7457 

Entertainment.    See  Information  and  entertain- 
ment. 
Foreign   nationals,   property  rights    (industrial. 

literary,  artistic)  of.     See  Property  rights. 
Information  and  entertainment,  press  and  radio 

(law  No.  5) 

Occupation  statute,  entry  Into  force  of;  declara- 
tion concerning 

Press,  regulations  respecting.    See  Information 

and  entertainment. 
Property  rights.  Industrial,  literary  and  artistic, 
of  foreign  nations  and  nationals  (law  No.  8)  _. 
Radio,  regulations  respecting.     See  Information 

and  entertainment. 
Transitional  provisions  of  Occupation  Authori- 
ties, etc.  (law  No.  3) 

Property,  movement  of;  reissuance  of  control  regu- 
lation.   See  Military  Government  for  Germany. 
Guam,  administration  of;  Executive  order  respecting. 

See  main  heading  Presidential  documents. 
Immigration  quotas  of  various  countries  as  revised 
by  Secretary  of  State,  Secretary  of  Commerce, 
and  Attorney  General;  proclamation  respecting. 
See  main  heading  Presidential  documents. 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,   functions  of   Sec- 
retary with  respect  to  furnishing  of:  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Japanese    Government,    former;    relinquishment    of 
control  over  certain  property  of.  to  Office  of  Alien 

Property 2590 

Organization  and  functions,  delegations  of  author- 
ity, etc.: 
Authority,  delegations  of,  from  Secretary  to  various 
officials  respecting  certain  matters: 
Administration,  Assistant  Secretary  for;  author- 
ity respecting  rules  and  regulations: 
Continuance  of  existing  rules  and  regulations..     2931 

Promulgation    of 2931 

Chinese  Student  Program,  Emergency,  grants  un- 
der; authority  to  administer,  and  to  approve 
educational  institutions,  of  Chief,  Special 
Projects  Section,  Federal  Programs  Branch, 
Division  of  Persons.  Office  of  Educational 

Exchange 7134 

Contracts,  Government  bills  of  lading,  etc.; 
authority  of  designated  officials  respecting: 

For  New  York  Regional  Office 2071,  2614 

Outside  District  of  Columbia  but  not  Including 

New  York  Regional  Administrative  Office.    2071 

Within  District  of  Columbia 2070 

Exchange-visitor  program,  authority  to  execute; 
Chief,    Division    of    Exchange    of    Persons, 

Office  of  Educational  Exchange 4599 

Rules   and   regulations,    authority   of   Assistant 

Secretary  for  Administration  respecting 2931 

Surplus  property  outside  United  States,  disposal 
of: 
Director,  Office  of  Financial  and  Development 
Policy;  authority  to  execute  agreements, 

etc..    respecting 8821 

Director.  Office  of  Management  and  Budget; 
authority  respecting  maintenance  of  ac- 
counts and  other  fiscal  records 3828 
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STATE  DEPARTMENT— Continued  ^^^e 

Organization  and  functions,  delegations  of  author- 
ity, etc. — Continued 
Authority,  delegations  of,  from  Secretary  to  various 
I        officials  respecting  certain  matters — Continued 
Surplus  property  outside  United  States,  disposal 
of — Continued 

Foreign  Liquidation  Commissioner 1218 

Cancellation   and   reassignment  of   author- 
ity delegation 3823 

Visas  for  reentry  of  certain  nonimmigrants;  au- 
thority of  various  officials  of  Visa  Division 

respecting 1137 

Oreanization : 
Administration:     Office     of     Management     and 
Budget,  maintenance  of  accounts  and  other 
fiscal  records  relating  to  disposal  of  prop- 
erty in  foreign  areas 3823 

Economic  Affairs,  Assistant  Secretary  for 962 

Financial  and  Development  Policy,  Office  of; 
Director,  functions  respecting  disposal  of 

surplus  property  in  foreign  areas 3823 

Foreign  Liquidation  Commissioner,  Office  of; 

termination  of 3823 

International  Organization  Affairs.  Assistant 
Secretary    for;    Office    of    United    Nations 

Affairs 962 

Public  Affairs.  Assistant  Secretary  for:  Office  of 
Educational  Exchange,  Chief  of  Division  of 
Exchange  of  Persons,  administrative  func- 
tions, exchange-visitor  program 4599 

Personnel ;  conferring  of  competitive  status  upon  Miss 
Winifred  R.  Donnellon,  Executive  order  respect- 
ing.    See  main  heading  Presidential  documents. 
Public  lands  in  Arizona;  withdrawal  of,  for  use  of 
Department  In  connection  with  Mexican  Water 
Treaty.     See  main  heading  Land  Management 
Bureau. 
Radio    broadcasting.    International    frequencies    for, 
recommendations  to  Department  respecting:  li- 
censes and  special  radio  regulations  of  Federal 
Communications  Commission.     See  main  head- 
ing Federal  Communications  Commission. 
Reciprocity  Information  Committee,  representation 
on;  Executive  order  respecting.    See  main  head- 
ing Presidential  documents. 
Records  relating  to  disposal  of  surplus  property ;  dele- 
gation of  authority  to  Director,  Office  of  Manage- 
ment and  Budget.    See  Organization  and  func- 
tions, delegations  of  authority,  etc. 
Regulations : 
Compensation,  foreign  and  territorial:  additional 
compensation  for  positions  in  foreign  areas, 

differential  posts 121 

Additions  or  deletions: 
Austria : 

All    posts 361 

Vienna 362 

Wels 362 

Azores.  Lifeens  Air  Force  Base 1703 

Bolivia.  Sucre 3723 

British  West  Indies: 

Antigua 2433 

St.  Lucia,  Bcane  Air  Force  Base 5213 

Canada.  Fort  Churchill 1703 

China: 

All  posts  not  otherwise  specified 2723 

Kunming   5857 

Nanking 361 

Peiping - 361 

Shanghai 361 

Tientsin 361 

Tsingtao-— 361,  362,  5857 

Colombia.  Villa  Artcaga 5857 

Czechoslovakia,  Bratislava 3723 

Egypt.  Port  Said 3723 

Gold  Coast.  Salt  Ponds 7867 

Guatemala: 

Chocola  - 1703 

Entre  Rios 5857 

Indonesia.  Surabaya 5857 

Iran.   Meshed 5857 

Jamaica,  Vernam  Air  Force  Base 2433 

Jordan.    See  Transjordan. 

Kuwait.  Kuwait — -— —     5857 

Libya.  Tripoli 3723 


STATE  DEPARTMENT— Continued  ^"^^ 

Regulations — Continued 
Compensation,  foreign  and  territorial;  additional 
compensation  for  positions  in  foreign  areas, 
differential  posts — Continued 
Additions  or  deletions — Continued 

Malaya,  Kuala  Lumpur 361 

Mexico,  Mexican 1703 

Newfoundland,  Ernest  Harmon  Air  Force  Base.     6193 
Nicaragua : 

El  Recreo — 7867 

Sebaco   5213 

North  Borneo:  Sandakan 3723 

Nyasaland.  Zomba 3723 

Pakistan,    Dacca 3723 

Peru,  Lima 1703 

Philippines: 

Angeles 2433 

Bulan 2433 

Masbate 2433 

Nasugbu 2433 

Parang 2433 

Rhodesia,  Northern,  Lusaka 3723 

Sarawak,  Kuching 3723 

Sierra  Leone,  Freetown 3723 

Sumatra,  Medan 3723 

Tanganyika,  Dodoma 7867 

Transjordan,   Amman 1703 

Trinidad.  Waller  Air  Force  Base 1703 

Turkey : 

Elazig „ 6193 

Iskenderun 6193 

Uganda.  Entebbe 3723 

Yugoslavia,  Zagreb 3723 

Department  regulations: 
Aliens  entering  United  States,  documentation  of. 

See  Visas. 
Chinese  students,  emergency  aid  to.    See  Emer- 
gency aid  to  Chinese  students. 
Control,  in  wartime,  of  persons  entering  and  leav- 
ing United  States.    See  Persons  entering  and 
leaving  United  States  In  wartime. 
Cultural-cooperation;  payments  to  and  on  behalf 
of  participants  in: 

Bi-weekly  payment:  additional  provisions 3493 

Grants  to  United  States  leaders;  allowances, 

services,  etc 3814 

Emergency  aid  to  Chinese  students   (qualifica- 
tions for  participation  In  program,  types  of 

grants,  payments,  etc.) 7129 

Exchange- visitor  program  :- 
Action  on  application  of  sponsor  by  Secretary 
and  Department;   notification  to  consuls 
and  Immigration  and  Naturalization  Serv- 
ice, program  serial  number,  etc 4592 

AppHration  for  designation  of  program  by 
'••^nnsor  to  Secretary:  obligations  of  spon- 
sor: 

Acton  on  application 4592 

Activities  of  exchange-visitors;  notification 
to  Immigration  and  Naturalization  Serv- 
ice      4592 

Applications  for  exten.'-ion  of  stay;  report  to 

Immigration  and  Naturalization  Service.    4592 
Authority  of  Chief.  Division  of  Exchange  of 
Persons.    See  Organization  and  functions, 
delegations  of  authority,  etc. 

Definitions:  student,  trainee,  teacher,  etc 4592 

Immigration  regulations  respecting  exchange 
visitors  participating  in  program.  See 
main  heading  Immigration  and  Naturali- 
zation Service. 
Notification  to  exchange  visitor  re<:pecting  serial 
number,  pa.ssport-vlsa  procedure.  Immigra- 
tion regulations,  etc 4593 

Visa  regulations  applicable  to  exchange  visi- 
tors participating  In  program.    See  Visas, 
below. 
Filipinas:  definitions  respecting,  for  visa  purposes. 

See  Visas:  definitions. 
Passports : 

See  also  Visas. 

Bona-fide  scouts  and  scouters  of  Boy  Scouts  of 
America,  i.'^suance  of  passports  to,  etc.; 
exclusion  from  Code  of  Federal  Regula- 
tions, 1949  EdiUon — 3280 
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Regulations— Continued 
Department  regulations — Continued 
Passports — Continued 
Citizen  of  Commonwealth  of  Philippines,  regu- 
lations respecting;  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 3280 

Old-style  passports,  replacement  of;  exclusion 
from  Code  of  Federal  Regulations.   1949 

Edition 

Validation  and  Issuance  In  wartime;  previous 
regulations  still  effective,  exclusion  from 
Code  of  Federal  Regulations,  1949  Edition- 
Persons  entering  and  leaving  United  States  in 
wartime,  control  of: 

Aliens  entering;  redesignations J^h" 

Aliens  leaving:  redesignations •J-'oO 

Interdepartmental    Visa    Review    Committee, 
rules  and  regulations  of;  exclusion  from 
Code  of  Federal  Regulations,  1949  Edition- 
Students:  _  ., 
Chinese,  emergency  aid  to.    See  Emergency  aid 

to  Chinese  students. 
Documentary  requirements  for  alien  students 
entering  United  States.     See  Visas. 
Surplus  property  regulations.    See  Surplus  prop- 
erty located  in  foreign  areas,  disposal  of, 
below.  .. 

Trust  territories,  citizens  of.  definition  as  alien 
for  purpose  of  immigration  laws.  See  Visas: 
definitions.  ^       ^t  .^  j 

Visas:  documentation  of  aliens  entering  United 
States: 
Classification    of    aliens;    certain    citizens    of 
Philippines,     International     organization 

aliens --- 

Definitions:  alien  (citizen  of  "Trust  Territory  ) , 
United  States,  international  organization, 

Filipino  persons 2437 

Exchange  visitors:  visa  regulations.    See  Tem- 
porary visitors. 
Fingerprinting.    See  Registration  and  finger- 
printing. 
Government  officials;   interpretation  of  term 

••family" 2438 

Immigrants : 

Immigrants  not  required  to  present  passports 
or  vi-sas: 

American  Indian  born  in  Canada ^4J7 

Seamen  or  airmen  (aliens  who  are  lawful 
permanent  residents),  under  certain 

conditions 2438 

Immigrants  required  to  present  passports  but 
not  visas: 
Seamen  or  airmen  (aliens  who  are  lawful 
permanent  residents),  under  certain 

conditions 2438 

Students  previously  admitted  on  basis  of 
nonquota  Immigration  visa,  upon  re- 
turn to  United  States 2438 

Nonquota  immigrants: 
Nonquota  status  of  certain  citizens  of  Re- 
public of  Philippines  and  their  wives 
and  unmarried  children  under  18  years 

of  age 2438 

Nonquota  student  status,  evidence  of 6496 

Waiver  of  supporting  documents  for  cer- 
tain students 2438 

Immigration  visas: 
Immigration-visa  applications;  disposition  of 

original  and  copies 2439 

Immigration-visa  procedure: 
Registration  of  aliens  who  are  in  United 

States 2439 

Removal  of  names  from  registration  list; 

certain  nonimmigrants 2439 

Reports  to  Department  respecting.    See  Re- 
ports, below. 
Nonimmigrants: 
Classes  of;  representatives  to  International 

organizations,  etc 2437 

Documentary  requirements  for 2437 

90000—50 26 
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Regulations — Continued 
Department  regulations — Continued  . 

Visas;  documentation  of  aliens  entering  United 
States — Continued 
Nonimmigrants — Continued 
Passports  but  not  visas,  required  from  cer- 
tain emergency  classes : 
Aliens  in  continuous  transit  from  one  part 
of  United  States  to  another  through 

foreign  contiguous  territory 2437 

Cuba,  citizen  of,  entering  United  States  for 

less  than  thirty  days 2437 

Lawfully  admitted  nonimmigrant  in  con- 
tinuous transit 6944 

Passports  or  visas,  not  required  from : 
British  subjects  of  Canada,  certain,  apply- 
ing at  United  States  port  to  proceed  in 

transit  to  contiguous  country 2437 

Canadian  citizen  or  British  subject  in  Can- 
ada who  has  been  admitted  to  United 
States  and  is  in  transit  through  con- 
tiguous territory 2437 

Mexican  official,  etc.,  entering  United 
States    for    personal    business    or 

pleasure 2437 

Resident  of  contiguous  territory  In  con- 
tinuous transit  through  United  States.     2437 
Ship  passengers  or  crew  members  landing 
temporarily  while  vessel  is  in  Virgin 

Islands  port -     2437 

Removal  of  names  of  certain  nonimmigrants 
from  registration  list;  immigration-visa 
procedure.    See  Immigration  visas. 
Temporary  visitors.    See  Temporary  visitors,      ' 
below. 
Passport  visas : 
Applications  for  passport  visas,  limited-entry 
certificates,  and  transit  visas  or  certifi- 
cates; forms  used,  etc 2437 

Fees  for  passport-visa  services 2438,  4592 

Form  of;  temporary  visitors  (student,  trainee, 

teacher,  etc.) 4592 

Passports  and  travel  documents ;  required  valid- 
ity of,  for  temporary  visitors,  transit  aliens, 
and  nonquota  students,  deletion  of  provi- 
sion respecting  certain  extensions 2439,6496 

Philippines,  certain  citizens  of: 

Classification.    See  Classification  of  aliens. 
Definition.    See  Definitions. 
Nonquota  status.    See  Immigrants. 

Registration  and  fingerprinting 2439 

Advice  to  be  given  aliens  excepted  from  regis- 
tration and  fingerprinting 2439 

Disposition  of  fingerprint  records;  trans- 
mission and  retention  of  forms 2440 

Exemptions  from  registration  and  finger- 
printing (foreign-agent  officials,  inter- 
national-organization aliens,  etc.) 2439 

Failure  to  maintain  exempt  status  requires 
registration  and  fingerprinting;  revo- 
cation      2439 

Fingerprinting  procedure 2440 

Immigration  visa  procedure  respecting  regis- 
tration.   See  Immigration  visas,  above. 
Not  required  In  case  of  applicants  for  transit 
certificates,  limited  entry  certificates  and 

border-crossing  identification  cards 2439 

Reports,  etc.;  reports  to  Department  of  visas 
granted  or  refused,  additional  reports  from 

diplomatic  and  consular  offices 2440 

Students : 
Passports  and  travel  documents. __  2438,  2439.  6496 
Status  as  nonquota  immigrants,  evidence  of-    6496 
Temporary  visitors  (exchange  visitors).  4591,4592 
Temporary  visitors  (exchange  visitors) : 
Nonimmigrant  temporary  visitors:  definition 
of  "business"  of  exchange  visitor  (stu- 
dent, trainee,  teachers,  etc.) 4591 

Passport  visas  for 4592 

Status,  temporary-visitor;  documentary  re- 
quirements for  evidence  of 4591 

Temporary  visitors  who  will  be  employed  in 

United  States;   exchange  visitors 4592 
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STATE   DEPARTMENT— Continued 

Regulations — Continued 
Department  regulations — Continued 

Visas;  documentation  of  aliens  entering  United 
States — Continued 
Temporary  visitors  (exchange  visitors) — Con. 
Trainees,  students,  and  candidates  for  re- 
ligious orders  coming  as  temporary  vis- 
itors; exchange  visitors 4592 

Visitors,  exchange.     See  Exchange-visitor  pro- 
gram. 
Foreign  Service: 

Compensation,  additional,  for  positions  in  foreign 
areas.    See  Compensation,  foreign  and  ter- 
ritorial. 
Foreign  Service  regulations ;  protection  and  relief 

of  Armed  Service  Personnel,  redesignation__    3280 
Foreign  service  of  Federal  personnel:  regulations 
respecting  compensation  and  allowances.  See 
Compensation,  foreign  and  territorial. 
Surplus  property  located  in  foreign  areas,  disposal 
of: 
Authority  respecting;  delegation  of.    See  under 

Organization. 
Importations  into  United  States  of  surplus  prop- 
erty sold  in  foreign  areas  before  July  1,  1949.     5201 
Commerce  Department  regulations.    See  main 

headinq  Commerce  Department. 
Order   respecting    certain   items   In   critically 

short  supply 1283 

Schedule  A 1283 

Trade  agreements: 

Administration  of  reciprocal  trade  agreements  pro- 
gram: duties,  committees,  etc..  Executive  or- 
der respecting.    See  main  heading  Presidential 
documents. 
Proclamations  respecting  various  agreements.    See 
main  headina  Presidential  documents. 
Training  program  of  Coast  and  Geodetic  Survey  under 
Philippine  Rehabilitation  Act;  approval  by  Sec- 
retary.   See  main  heading  Coast  and  Geodetic 
Survey. 
United  States  High  Commissioner  for  Germany.  See 
Germany. 
BTATE  GUARD.    See  Army  Department. 
6TATE  AND  LOCAL  OFFICES,  holding  of,  by  Federal 
employees: 
Civil  Service  Commi-ssion  proposed  rule  respecting 
residents  of  Fairfax  County.  Virginia,    See  Civil 
Service  Commission. 
Executive  orders  respecting.    See  Presidential  docu- 
ments. 
STATISTICAL  INFORMATION,  requested  by  certain 
Intergovernmental  organizations,  furnishing  of: 
By  Federal  agencies ;  Executive  order  resjpecting.    See 

Presidential  documents. 
To  International  Monetary  Fund  by  OflBce  of  Inter- 
national Finance;  Information  with  respect  to 
gold  holdings,  foreign  exchange,  etc.    See  Treas- 
ury Department. 
STEEL  INDUSTRY  BOARD,  to  Investigate  labor  dis- 
pute: appointment  of  members  by  President.    See 
Presidential  documents. 
STORM  DAMAGE  LOANS:  authority  respecting.    See 

Farmers  Home  Administration. 
SUBVERSIVE  OR  DISLOYAL  ACTIVITIES: 
Membership  in  organizations  designated  by  Attorney 
General  as  subversive,  communist,  etc.;  consid- 
eration of,  in  determination  of  disloyalty.    See 
Loyalty  Review  Board. 
Rejection  of  personnel  for  military  .service  In  Air  Force 
on  account  of.    See  Air  Force  Department. 
SUPERIOR  NATIONAL  FOREST,  Minnesota:  Executive 
order  respecting  establishment  of  airspace  reser- 
vation over.    See  Presidential  docimients. 
SUPREME    COMMANDER    FOR    ALLIED    POWERS. 
Japan;  regulations,  etc..  relative  to  foreign  trade 
and  financial  investments.    See  Army  Department. 
SURPLUS  PROPERTY;  disposal,  utilization,  etc.: 
Agricultural  commodities,  equitable  adjustment  un- 
der sales  or  transfers  of;  administrative  regula- 
tions.   See  Agric'ilture  Department. 
Alaska  Railroad,  transfer  to,  of  surplus  property:  au- 
thority respecting.    Sec  Interior  Department. 


SURPLUS  PROPERTY;  disposal,  utilization,  etc.— Con.    Pafe 
Committee  for  Disposal  of  Surplus  Property  for  Edu- 
cational Purposes;  authority.    See  General  Serv- 
ices Administration. 
Farm  property;  administrative  provisions  for  disposal 
of  surplus  property.    See  Farm  Credit  Adminis- 
tration. 
In  foreign  areas;  disposal  of.    See  Commerce  Depart- 
ment, and  State  Department. 
Lands  In  military  reservations;  transfer  for  wildlife 
conservation  purposes.    See  War  Assets  Adminis- 
tration. 
Real  and  personal  property  of  Federal  agencies;  uti- 
lization,   disposal,    etc.    See    Federal    Security 
Agency,  ajid  General  Services  Administration. 
War  assets.    See  War  Assets  Administration. 
SWAN    ISLAND    ANIMAL    QUARANTINE    STATION. 

See  Animal  Industry  Bureau. 
SYRIA,  Immigration  quota  for;  proclamation  respect- 
ing.   See  Presidential  documents. 


TARIFF  COMMISSION,  UNITED  STATES: 
Cotton,  long-staple.  Imports  of: 

Investigation    respecting.    See   Investigations    re- 
specting Imports. 
Proclamation  respecting.    See  main  heading  Presi- 
dential documents. 
Information,  statistical,  requested  by  certain  tnter- 
governmental  organizations,  collection  of;  Exec- 
utive order  respecting.    See  main  heading  Presi- 
dential documents. 
Investigations  respecting  Imports: 
Applications  for  Investigations  respecting  various 
commodities: 

Berets 745,  3880.  7212 

Bulbs,  narcissus 3252 

Cane 2886 

Clothespins,  spring 2185 

Cotton  having  a  staple  of  IVa  Inches  or  more  In 

length 3213 

Dental  burrs 3188 

Filberts 426,  1816.  5530 

Gloves  and  mittens,  wholly  or  In  chiel  value  of 

cotton  or  wool 5030 

Hops 1506,  2566 

Lemons  and  lemon  oil 1339 

Machines  for  manufacturing  corrugated  flexible 

metal  tubing  or  hose 4916.  7257 

Olive  oil 1339,  2389 

Petroleum  and  petroleum  products 814,  2365 

Rattan  2886 

Reeds 2886 

Rye  wafers.  "Ry-Klng" 265,  1693 

Sponges 3323,  4771 

Umbrella  handles,  wooden 1370 

Whiskey  102 

Practice  and  procedure.    See  Practice  and  proce- 
dure. 
Organization  and  functlon.s: 

Codification  discontinued 7289 

Revised  statement 7306 

Practice  and  procedure,  in  connection  with  Investiga- 
tions respecting  Imports;  revision 7289 

General  rules 7239 

Investigations  as  to  various  matters: 
See  also  General  rules. 

Agricultural  programs,  effect  of  imports  on 7293 

Costs  of  production 7291 

Quotas  on  Philippine  articles 7293 

Trade  agreements: 
Injury  to  domestic  producers  resulting  from 

concessions  under 7294 

Products  on  which  possible  tariff  concessions 
will  be  considered  In  negotiations;  rescis- 
sion   7289, 7294 

Unfair  practices  In  Import  trade 7292 

Trade  agreements: 
Administration  of  reciprocal  trade  agreements  pro- 
gram: 
Duties  of  Commission;  Executive  order  respect- 
ing.    See  main  heading  Presidential  docu- 
ments. 


TARIFF  COMMISSION,  UNITED  STATES— Continued 

Trade  agreements — Continued 
Administration  of  reciprocal  trade  agreements  pro- 
gram— Continued 
Representation  of  Commission  on  certain  com- 
mittees In  connection  with.    See  main  head- 
ing Presidential  documents. 
Investigations  respecting  injury  to  domestic  pro- 
ducers resulting  from  concessions  under;  prac- 
tice  and  procedure.     See  Practice  and  pro- 

Various  agreements;  proclamations  respecting.    See 
Presidential  documents. 
TAX  COURT  OF  THE  UNITED  STATES: 
Civil  Service  Rules:  certain  po.sitlons  excepted  from 
competitive    service    (Schedule    A).     See    mam 
heading  Civil  Service  Commi.s.sion. 
Personnel;  exemption  of  Eugene  Black  from  compul- 
sory retirement  for  age.  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Rules  of  practice: 

An.swer  by  Commissioner.— 

Briefs 

Counsel;  entry  of  appearance 

Depositions;  retiu-n 

Dock.ct --- -— - ""■ — -— — — 

Evidence  and  submissions  of  evidence: 

Failure  of  proof 

Marking  exlhibits 

Petitions: 

Dismissal  of  Improper  petition 

Form 

Place  of  hearing;  designation,  change,  etc 

TAXES  ■ 
Head  tax  for  aliens.    See  Immigration  and  Naturali- 
zation Service. 
Inspection  of  income,  etc..  tax  returns: 
Executive  order  respecting.    See  Presidential  docu- 
ments.                                           „ 
Regulations.    See  Internal  Revenue  Bureau. 
Processing  tax.  on  coconut  oil:  proclamation  respect- 
ing    See  Presidential  documents. 
Regulations  respecting  income,  employment,  excise, 
etc.,  taxes.    See  Internal  Revenue  Bureau. 
TECHNICAL  SERVICES,  OFFICE  OF: 
Information  and  services  available  to  public;  revision- 
Dissemination  

General  policy 

Organization  and  functions;  revision 

Creation ■ 

Functions : 

General 

Specific 

Organization,  general  statement  of 

TELEGRAPH  INDUSTRY: 

Messengers,  employment  of;  regulations  respectmg 
subminimum  wages  for.      See  Wage  and  Hour 

Division.  o       w  ^    «i 

Telegraph    services;    regulations,   etc.    See   i-eaerai 
Communications  Commission. 
TELEVISION:    broadcast   services,    etc.    See    Federal 

Communications  Commission. 
TENNESSEE  VALLEY  AUTHORITY: 
Forest  lands  (described)  in  Polk  County.  Tennessee, 
transferred  by  Authority  to  Agriculture  Depart- 
ment to  be  Included  In  Cherokee  National  Forest: 
Executive  order  respecting.    See  main  heading 
Presidential  documents. 
TERRITORIES   AND   ISLAND   POSSESSIONS.   DIVI- 
SION OF-  authority  respecting  transfer  of  surplus 
property  to  Alaska  Railroad.    See  Interior  Depart- 
ment. 
THANKSGIVING  DAY.  1949;  proclamation  respecting. 

See  Presidential  documents. 
TIME  ZONES.  STANDARD;  redefining  boundary  line 
between  eastern  and  central  zones.  See  Interstate 
Commerce  Commission. 
TONNAGE  DUTIES,  suspension  of.  on  vessels  from  vari- 
ous countries;  proclamations  respecting.  See  Presi- 
dential documents. 


Page 


7270 
7270 
7270 
7270 
7270 

7270 
7270 

7270 
7270 
7270 


6451 
6451 
6451 
6450 
6450 

6450 
6451 
6450 


TRADE  AGREEMENTS: 

Administration  of  reciprocal  trade  agreements  pro- 
gram; Executive  order  respecting.  See  Presiden- 
tial documents. 

Annecy  Protocol,  of  terms  of  accession  to  General 
Agreement  on  Tariffs  and  Trade;  trade  agree- 
ments with  various  countries  (Denmark,  Domini- 
can Republic,  Finland,  Greece,  Haiti,  Italy, 
Liberia  Nicaragua.  Sweden,  and  Uruguay) .  proc- 
lamation respecting.    See  Presidential  document's. 

Argentina,  trade  agreement  with  Government  of; 
proclamation  respecting  rate  of  duty  on  flaxseed. 
See  Presidential  documents. 

Chile.  Republic  of;  proclamation  respecting  trade 
agreement  with.    See  Presidential  documents. 

Colombia.  Republic  of.  trade  agreement  with;  procla- 
mation respecting.   See  Presidential  documents. 

Exclusive   trade    agreement    with;    proclamations 

respecting.     See  Presidential  documents. 
Renegotiation  of  trade  agreement  with ;  submission 
of  Information  to  Committee  for  Reciprocity 
Information  respecting.    See  Reciprocity  Infor- 
mation. Committee  for. 
Customs  regulations  respecting  tarilT  quota  on  fish 
under  General  Agreement  on  Tariffs  and  Trade* 
See  Customs  Bureau. 
General  Agreement  on  Tariffs  and  Trade;  proclama- 
tions respecting.    See  Presidential  documents. 
Haiti  Republic  of,  trade  agreement  with;  proclama- 
tion respecting.    See  Presidential  documents. 
Treaty  traders ;  admittance  to  United  States.    See  Im- 
migration and  Naturalization  Service. 
Uruguay,  Oriental  Republic  of.  trade  agreement  with 
Government  of;  proclamation  respecting  rate  of 
duty  on  flaxseed.    See  Presidential  documents. 
TRADE-MARKS  AND  TRADE  NAMES: 

Customs  regulations  respecting.    See  Cu.stoms  Bureau. 
Foreign-owned.    See  Alien  Property.  Office  of. 
Patent   Office   regulations   respecting.     See    Patent 
Office 
TRADE-ZONES.    See  Foreign-Trade  Zones  Board. 

TRAINING  GRANTS: 

Aviation  training  grants.  Inter-Amencan.  See  Civil 
Aeronautics  Administration. 

Chinese  students  (emergency  aid) ;  State  Department 
regulations.    See  State  Department. 

Coast  and  Geodetic  Survey  grants  to  citizens  of  Re- 
public of  Philippines.    See  Coast  and  Geodetic 

Survey.  ^  t^        .^        4. 

Cultural-cooperation    program;    State    Department 
regulations  respecting  payments  to  and  on  behalf 
of  participants  in.    See  State  Department. 
Public  health   fellowships,  grants,  etc.     See  Public 
Health  Service. 
TRANSJORDAN.    See  Jordan. 

TRANSPORTATION   OF   HOUSEHOLD   GOODS,   for 
members  of  various  services: 
Army  Department  regulations  respecting.    See  Army 

Department.  ,^     ^.  ,    . 

Executive  order  respecting.     See  Presidential  docu- 
ments. 
TRAVEL  AND  TRANSPORTATION,  allowances,  etc.; 
Executive    orders    respecting.      See    Presidential 
documents. 
TREASURY  DEPARTMENT: 
See  Coast  Guard. 

Comptroller  of  Currency.  Bureau  of. 
Customs  Bureau. 
Internal  Revenue  Bureau. 
Narcotics  Bureau. 
Accounts  Bureau.    See  Fiscal  Service. 
Allowances,  clothing,  for  enlisted  men  of  Coast  Guard 
and  Coast  Guard  Reserve,  authority  of  Secretary 
of  Treasury  to  prescribe;  Executive  order  respect- 
ing    See  main  heading  Presidential  documents. 
Central  Bank  for  Cooperatives.    See  Office  of  Secre- 

tflrv 
civil  Service  Rules;  certain  positions  excepted  from 
competitive   service    (Schedule   A).     See    main 
heading  Civil  Service  Commission. 
Committee  on  Practice.    See  Office  of  Secretary. 
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TREASURY  DEPARTMENT— Continued 

Contract  Settlement  Office  (former) ;  functions  relat- 
ing to  Office  formerly  performed  by  Secretary  of 
Treasxiry.  regulation  of  Administrator  of  General 
Services  respecting  performance  of.  See  main 
heading  General  Services  Administration. 
Conversion  of  currency.    See  maiJi  heading  Customs 

Bureau. 
Federal  farm  loan  bonds,  certain;  authorized  official 
agency  for  redemption  of.    See   main  heading 
Farm  Credit  Administration. 
Federal  Reserve  banks: 
Deposits  of  public  moneys  with.    See  Fiscal  Service : 

Accounts  Bureau. 
Income  tax  funds  withheld:  payment  through.    See 

Fiscal  Service :  Accounts  Bureau. 
Treasury  savings  notes.  Series  D;  authorized  ofBclal 
agencies  for.    See  Fiscal  Service:  Public  Debt 
Bureau. 
Federal  Supply  Bureau;  functions  relating  to  Bureau 
formerly  performed  by  Secretary  of  Treasury, 
regulation  of  Administrator  of  General  Services 
respecting.    See  main  heading  General  Services 
Administration. 
Fiscal  Service: 
Accounts  Bureau: 
Checks,  Government: 
Delivery  outside  United  States.    See  Delivery  of 

checks  and  warrants. 
Payment  through  Federal  Reserve  banks.    See 
I>eposit  of  public  moneys  with  banks  and 
trust  companies. 
Delivery  of  checks  and  warrants  to  addresses  out- 
side United  States,  territories  and  posses- 
sions: reports  withheld  (correction) 183 

Deposits  of  public  moneys  with  banks  and  trust 
companies : 
Deposit  of  public  moneys  and  pasnnent  of  Gov- 
ernment  checks  drawn   on  Treasurer  of 
United  States  payable  through  Federal  Re- 
serve banks 7377 

Special  deposits  of  public  moneys;  revision 7057 

Taxes  (employer  and  employee  taxes  under 
Federal  Insurance  Contributions  Act,  and 
income  taxes  withheld  on  wages ) ;  deposits 
of,  with  Federal  Reserve  l)anks  and  deposi- 
tary banks "^Ofil 

Income  tax  funds  withheld  pursuant  to  Current 
Tax  Payment  Act  of  1943,  payment  through 
depositary  banks:  qualification  of  Govern- 
ment depositaries  in  coruiection  with  pay- 
ment of 7060 

Surety  companies  acceptable  on  Federal  bonds: 

Carolina  Casualty  In.surance  Co 7488 

Kansas  City  Fire  and  Marine  Insurance  Co 1850 

Public  Debt  Bureau: 
Adjusted  service  bonds  of  1945;  exclusion  from 

Code  of  Federal  Regulations.  1949  Edition.--    3678 
Depositary    bonds.    2%,    second    series;    notice 

of    redemption 7113 

Exchange  of  interim  certificates  of  2 ''2%  Treas- 
ury Bonds  of  1967-72  for  definitive  coupon 
bonds;  exclusion  from  Code  of  Federal  Reg- 
ulations, 1949  E(5ltion 3678 

Obligations  of  United  States  as  credit  against 
victory  tax;  exclusion  from  Code  of  Federal 

Regulations,  1949  Edition 3678 

Receipt  of  bonds  and  notes  for  estate  or  Inher- 
itance taxes;  exclusion  from  Code  of  Federal 

Regulations,  1949  Edition 4974 

Restrictive    endorsements    of    bearer    securities, 

proposed 5397 

Savings  bonds,  regulations  governing: 
Coownershlp  form,  two  names;  payment  or  re- 
issue during  lives  of  both  coowners 979 

Deceased  owners ;  payment  or  reissue  on  death 

of  owner  without  administration 979,1229 

Limitation  on  holdings;  calculation  of  amount-       979 
Treasury  bonds,  call  for  redemption: 

1949-51.  2%-— 660.  2578.  5026 

1949-52.    3''b% — . 5027 

1949-53,    2'2%— 5027 

1950-52,    2%. - - —     6859 

Treasury  certificates,  offering  of: 

Series  B-1950.  1'4% '— 80* 


Series  C-1950.  1 
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TREASURY  DEPARTMENT— Continued  P's* 

Fiscal  Service — Continued 
Public  Debt  Bureau — Continued 
Treasury  certificates,  offering  of — Continued 

Series  I>-1950.  iy4%— 1336 

Series  E-1950.  iy4% 2727 

Series  F-1950.  V^% 3382 

Series  O-1950.  1^^% — 5437 

Series  H-1950.  lVii%— 5816 

Series  A-1951.  1V8% - 7624 

Treasury  notes,  offering  of.  Series  A-1954,  !%%__     7362 
Treasury  savings  notes.  Series  D,  offering  and 
special  regulations  governing: 

Applications  and  payment 4974 

Federal    Reserve    banks    authorized    official 

agencies 4974 

General 4974 

Offering  of  notes 4974 

United  States  bonds  and  notes,  general  regula- 
tions with  respect  to;  miscellaneous  provi- 
sions of  law  and  regulations : 
Bonds  and  notes  receivable  for  Federal  estate 
and  Inheritance  taxes,  exclusion  from  Code 

of  Federal  Regulations.  1949  Edition 3G78 

Cumulative  sinking  fund;  exclusion  from  Code 

of  Federal  Regulations.  1949  Edition 3678 

Exempt  from  taxes  In  hands  of  foreign  holders; 
exclusion  from  Code  of  Federal  Regula- 
tions, 1949  Edition 3678 

Interim   certificates;   exclusion  from  Code  of 

Federal  Regulations.  1949  Edition __.     3678 

Obligations  with  limited  tax  exemption;  ex- 
clusion from  Code  of  Federal  Regulations. 

1949  Edition 3678 

Principal  and  interest  payable  In  gold;  exclu- 
sion  from  Code  of   Federal  Regulations, 

1949  Edition 3678 

Tax  exemptions,  fully  tax-exempt  obligations; 
exclusion  from  Code  of  Federal  Regula- 
tions. 1949  Edition 3678 

United  States  excess  profits  tax  refund  bonds, 
issue  of  and  transactions  in;  exclu.sion  from 
Code  of  Federal  Regulations.  1949  Edition...    3678 
United  States  Savings  Bonds,  offering  of;   ex- 
clusion from  Code  of  Federal  Regulations. 

1949  Edition 3678 

Foreign  exchange.     See  Monetary  Offices:  Interna- 
tional Finance.  Office  of. 
Foreign   moneys,  value  of.     See  Monetary   Offices: 

Mint  Bureau. 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Exec- 
utive order  respecting.    See  mxiin  heading  Presi- 
dential documents. 
International  Finance.  Office  of.    See  Monetary  Of- 
fices. 
Mint  Bureau.    See  Monetary  Offices. 
Monetary  Offices: 
International  Finance.  Office  of: 

Blocked  assets  originally  issued  by  Trea.sury.  reg- 
ulations with  respect  to.    See  viain  heading 
Alien  Property.  Office  of. 
Transactions  in  foreign  exchange,  transfers  of 
credit,  and  export  of  coin  and  currency: 

Forms,  prescribed,  description  of 2063 

Regulations  revised  (Incorporation  of  provi- 
sion for  reporting  to  International  Mone- 
tary Fund  of  Information  respecting  gold 
holdings  and  foreign  currency  claims  on 
and  liabilities  to  foreigners  of  banks,  cor- 
porations, etc..  in  United  States) 1520,2063 

General  license,  exclaslon  of  provision  re- 
specting from  Code  of  Federal  Regula- 
tions. 1949  Edition _. _     3678 

Mint  Bureau: 
Exchange  of  paper  currency  and  coin;  former 
circular  superseded,  exclusion  from  Code  of 

Federal  Regulations.  1949  Edition.. 3678 

Foreign  moneys,  values  of.  for  various  quarters, 
1949: 

January   1,   1949 40 

•       April  1.  1949 —     1491 

July  1.  1949 - — —     3849 

October  1. 1949 - 6291 


TREASURY  DEPARTMENT— Continued  ^^«* 

Monetary  Offices— Continued 

Mint  Bureau— Continued  ,  ,  ,„ 

Newlv-mined  domestic  silver  regulations  of  July 
6  1939  as  amended;  authority  for  regula- 
tions, exclusion  from  Code  of  Federal  Regu- 

lations.  1949  Edition 3678 

Office  of  Secretary:  ^         ,         ,      ^ 

Assistance  to  foreign  countries;  financing  of  pro- 
curement approved  by  Secretary.  See  main 
heading  Economic  Cooperation  Administration. 
Central  Bank  for  Cooperatives,  securities  issued  by; 
designation  by  Secretary  as  exempted  secur- 
ities  under  Securities  Exchange  Act  of  19o4  .  blin 
Claims    regulations;    Federal    Tort    Claims    Act. 

statute  of  limitations ^^'^^ 

Committee  on  Practice: 

Organization  and  functions: 

Codification   discontinued '° 

Official  records;  redesignation .--    -so'o 

Procedures    of    Committee    on    Practice,    avail- 
ability of  records: 

Official   records ^°i° 

Redesignation --"" 

Customhouse  brokers;  books  and  papers,  require- 
ments for  filing,  availability  for  exammation. 

and  change  of  business  address ^ooz 

Debentures.  2' 2  percent  War  Housing  Insurance 
Fund    Series  H.   selected   for  redemption  by 
Commissioner  of  Federal  Housing  Administra- 
tion.  with  approval  of  Secretary  of  Treasury..     1446 
Restrictive  endorsements  of  bearer  securities..-,     bl/l 
Secretary  of  Treasury,  authority  of.  to  prescribe 
clothing  allowances  to  enlisted  men  of  Coast 
Guard  and  Coast  Guard  Reserve;   Executive 
order  respecting.    See  main  heading  Presiden- 
tial documents. 
PublicDfbt  Bureau.    See  Fiscal  Service. 
Reciprocity  Information  Committee,  representation 
on;  Executive  order  respecting.    See  main  head- 
ing Presidential  documents. 

Secret  Service:                                     ,  «.  .           *    , 
Authorization  of  all  banks.  United  States  post  of- 
fices  and  disbursing  officers  of  United  States 
and  their  agents  to  deliver  to  Treasury  Depart- 
ment counterfeit  obligations  and  other  secur- 
ities and  coins  of  United  States  or  of  any 
foreign  government: 
Delivery  of  counterfeit  obligations  and  other  se- 
curities and  coins  authorized 1591 

Headnote   amended ^^^l 

Seeds,  agricultural;  Joint  regulations  with  Agriculture 
Department  for  enforcement  of  Federal  Seed  Act 

amendments 335,  4881,  6458 

Selective  Service  records  administration;  supplying 
information  to  Federal  agencies  and  officials, 
regulations.    See  main  heading  Selective  Service 

System.  ,  ,      ^       c 

Surety  companies  acceptable  on  Federal  bonds,    bee 

Fiscal  Service:  Accounts  Bureau. 
Trade    Agreements    Committee.    Interdepartmental, 
representation   on:   Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Unemployment  compensation  laws;  certifications  of 
States  Alaska.  Hawaii,  and  District  of  Columbia. 
to  Secretarv  of  Treasury.    See  main  headings 
Labor  Department,  and  Social  Security  Adminis- 
tration. 
TRUST  TERRITORIES,  citizens  of.  defined  as  alien  for 
purpose  of  visa  regulations.   See  State  Department. 

u 

UNEMPLOYMENT  INSURANCE: 
Regulations  respecting.    Src  Labor  Department. 
Unemployment  Insurance  Service;  transfer  with  Em- 
ployment Security  Bureau  to  Labor  Department 
under  Reorganization  Plan  No.  2  of  1949.    See 
Presidential  documents. 
UNEMPLOYMENT    INSURANCE    SERVICE;    transfer 
with  Employment  Security  Bureau  to  Labor  Depart- 
ment under  Reorganization  Plan  No.  2  of  1949.    See 
Presidential  documents. 


UNION  OF  SOUTH  AFRICA;   suspension  of  tonnage     Page 
duties  on  vessels  from,  proclamation  respecting.  See 
Presidential  documents. 

UNION  OF  SOVIET  SOCIALIST  REPUBLICS.  Immigra- 
tion quota  for ;  proclamation  respecting.  See  Presi- 
dential Documents. 

UNITED  rfATIONS:  *  _        .        *. 

Office  of  United  Nations  Affairs.  State  Department, 

functions  of.    See  State  Department. 
Statistical  information  requested  by,  providing  of,  by 
Federal  agencies;  Executive  order  respecting.  See 
Presidential  documents. 
UNITED  NATIONS  DAY.  1949;  proclamation  respecting. 

See  Presidential  documents. 
UNITED  NATIONS  HUMAN  RIGHTS  DAY;  proclama- 
tion respecting.    See  Presidential  documents. 
UNITED  NATIONS  RELIEF  AND  REHABILITATION 
ADMINISTRATION,  privileges  of.  under  Interna- 
tional   Organizations   Immunities   Act;    Executive 
order  respecting.    See  Presidential  documents. 
UNITED  STATES  EMPLOYMENT  SERVICE;  transfer 
with  Employment  Security  Bureau  to  Labor  Depart- 
ment under  Reorganization  Plan  No.  2  of  1949.    See 
Presidential  documents. 
UNITED  STATES  HIGH  COMMISSIONER  FOR  GER- 
MANY; establishment  of  position,  functions,  etc.. 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
UNITED  STATES  MILITARY  ACADEMY,  cadets;  pre- 
cedence when  in  formations,  order  by  Secretary  of 
Defense.     See  Defense  Department. 
URUGUAY.  ORIENTAL  REPUBLIC  OF.  trade  agree- 
ment with  Government  of;  rate  of  duty  on  flaxseed, 
proclamation  respecting.    See  Presidential  docu- 
ments. 


VESSELS:  ,    , 

Collisions  at  sea.  International  regulations  for  preven- 
tion of;  hearing  respecting.    See  Coast  Guard. 

Construction,  operation,  sale,  etc.;  regulations  and 
notices.    See  Maritime  Commission. 

Customs  regulations;  documentation,  tonnage  duties, 
etc.    See  Customs  Bureau. 

Derelict  (ocean)  destruction,  international  service  of; 
Execuitve  order  respecting.  See  Presidential  doc- 
uments. 

Freight  barges  and  towing  vessels;  construction,  re- 
pair, etc..  voluntary  plan  for  allocation  of  steel  for. 
See  Commerce  Department.    • 

In  foreign  and  domestic  trade;  vessel  entrances  and 

Customs  regulations  respecting  records,  permits,  etc. 

See  Customs  Bureau. 
Foreign  trade  statistics.    See  Census  Bureau. 
In  Panama  Canal  and  adjacent  waters.     See  Panama 

Canal.  ,  ^.  r.      /-.      * 

Inspection,  navigation,  etc.,  regulations.    See  Coast 

Guard.  ^.  _ 

Merchant  marine;  regulations,  etc.  respecting.  See 
Coast  Guard,  and  Maritime  Commission. 

Military  Sea  Transportation  Service,  vessels  used  by; 
functions  and  responsibilities  respecting.  See 
Defense  Department. 

Navigation  laws  and  regulations.  See  Coast  Guard. 
Engineers  Corps;  Panama  Canal;  a7id  Navy  De- 
partment. .     ,„    .  .     , 

"North  Star",  operating  between  Seattle.  Washington, 
and  Alaska;  rates,  etc.    See  Indian  Affairs  Bu- 


See  Federal  Communications 


See 


reau. 
Radio  services,  ship. 

Commission. 
Requisitioned  vessels;    compensation   for  title. 

Maritime  Commission. 
Toll  rates  for  use  of  Panama  Canal;  proclamation 

respecting.    See  Presidential  documents. 

VETERANS:  ...**•.       ^ 

Benefits  to.    See  Social  Security  Administration,  and 

Veterans  Administration. 
Civil  service  employment.    See  Civil  Service  Commis- 
sion. 
Deceased  World  War  II  veterans,  benefits  to  survivors 
of.    See  Social  Security  Administration,  and  Vet- 
erans' Administration. 
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VETERANS — Continued  Page 

Fiancees,  alien,  admission  Into  United  States.    See 

Immigration  and  Naturalization  Service. 
Housing  for.    See  Housing  Expediter,  OCBce  of. 
Lands,  rights  of  veterans  to: 
Public  lands;  orders,  etc.,  respecting.     See  Land 
Management  Bureau,  ahd  Reclamation  Bureau. 
Railroad  grant  lands,  certain,  restored  to  applica- 
tion and  entry;  order  of  Secretary  of  Interior 
respecting.    See  Interior  Department. 
Organizations,  loan  of  prop>erty  to,  for  use  at  national 
and  state  conventions;  loan  of  property,  regula- 
tions.   See  Army  Department. 
Philippine  military  organization,  etc.;  grants-in-aid 
to  Republic  of  Philippines  for  hospitalization  of 
veterans  of.    See  Veterans'  Administration. 
Placement  Service  Board,  Veterans';  transfer  to  Labor 
Department  under  Reorganization  Plan  No.  2  of 
1949.    See  Presidential  documents. 
Reemployment  Rights  Bureau,  Veterans.    See  Labor 

Department. 
Tax  exemption;  hospitalized  veterans  exempt  from 
certain  excise  taxes.    See  Internal  Revenue  Bu- 
reau. 

VETERANS'  ADMINISTRATION: 
Allowance  of  travel  expenses  (Including  lodging  and 
subsistence)  of  claimants  and  beneficiaries  and 
their  attendants  In  connection  with  treatment, 
vocational  rehabilitation,  etc. ;  Executive  order 
respecting.  See  main  heading  Presidential  docu- 
ments. 
Authority,  delegations  of;  employees  to  issue  sub- 

penas,  etc 5855 

National  Housing  Council;  representation  on.     See 
main  heading  Housing  and  Home  Finance  Agency. 
Organization: 

Prior  to  revision 583.  689 

Revision 2213 

Addresses  of  VA  installations 6731 

Central  oflBce: 
Assistant  administrator  for  construction,  sup- 
ply, and  real  estate;  ofiBce  of 3697 

Assistant  administrator  for  insurance,  oflflce  of-     6031 

Deputy  administrator,  mission;  office  of 5360 

Field  stations: 

Domiciliary  center 5360 

VA   office 5360 

Veterans'  Tuition  Appeals  Board 7552 

Philippines  (Republic  of),  grants-in-aid  to,  for  hospi- 
talization of  certain  veterans;  general  provisions. 
See  Regulations.   • 
Regulations: 

Appeals  Board.  Veterans'  Tuition.    See  Veterans' 

Tuition  Appeals  Board. 
Claims,  for  compensation  or  pension,  by  veterans, 
dependents  or  beneficiaries: 
Dependents'  and  beneflriaries'  claims: 
Accrued  amounts  due  and  unpaid  at  death: 
Funds      due      incompetent      beneficiaries, 

amounts  deposited  In ^__     7620 

Lump  sums  payable  at  death  of  veteran 
where  award  was  reduced  by  reason  of 
hospital  treatment.  Institutional  or  domi- 
ciliary care  by  VA 7620 

Under  section  12,  Public  Law  144.  78th  Con- 
gress     7620 

Annulment  of  marrlape 7378 

Apportionment  of  death  pension  or  compensa- 
tion: 

Apportionment,  special 3312 

Changing  prior  apportionments,  discontinu- 
ance of  apportionments,  effective  dates.    3312 
Burial  and  funeral  expenses  and  transportation 
of  bodies  of  veterans: 
Death  occurring  while  traveling  under  prior 
authorization  or  while  properly  hospi- 
talized by  VA___ __     2176 

Unclaimed  bodies,  evidence  required  In  case 

of  .    2176 

Death  pension  and  compensation: 

Apportionment  of.    See  Apportionment. 
Children,  payments  to.  after  reaching  age  of 

16  or  18;  pursuing  couise  of  instruction.     1101 


VETERANS'  ADMINISTRATION— Continued  P»Kt 
Regulations — Continued 
Claims,  for  compensation  or  pension,  by  veterans, 
dependents  or  beneficiaries — Continued 
Dependents'  and  beneficiaries'  claims — Continued 
Death  pension  and  compensation — Continued 
Effective  dates  of  awards;   commencement 
of   original   awards,   payable   solely   by 
virtue  of  certain  amendatory  laws  (Pub- 
lic Law  195,  81st  Congress) 6743 

Filing  of  claims  and  supporting  evidence; 

application  for  death  benefits 1933 

Cross  reference  notes 1933 

Provisional  regulations 6718 

Monthly  rates  of  death  compensation  for 
widows  with  child  or  children,  increase 

In _.     6718 

Cancellation 7235 

Rates  of  death  pension  and  compensation: 
See  also  Provisional  regulations. 

Peacetime  service,  death  due  to 7235 

Wartime  service,  death  due  to 7235 

Service,  pensionable  and  compensable;  death 

of  veteran  due  to  service,  general  law 1933 

Death  ratings: 

Revision  of  rating  decisions 3312 

World  War  I,  establishment  of  service-con- 
nected disability  of  less  than  10% ;  defini- 
tion of  term  "disability" 1084 

Proof  of  birth,  relationship,  marriage,  death  and 
dependency;  evidence  required: 
Cause  of  death,  direct  or  contributory;  cross 

reference  notes 1933 

Determination  of  domestic  relations  ques- 
tions       1933 

Cross  reference  notes;  deletion 1933 

Veterans'  claims,  for  disability  compensation  or 
pension,  service  pension,  or  emergency  offi- 
cers retirement  pay: 
Adjudication  of  claims.    See  Jurisdiction  and 

adjudication. 
Apportionment  of  payments    (disability  pen- 
sion or  compensation,  retirement  pay,  or 
service  pension ) : 

Authorized 6179 

Effective  date  of 577 

Not  authorized 577 

Special 577 

Table  of 577 

Authority,  delegation  of;  codification  discon- 
tinued      5806 

Emergency  officers  retirement  claims: 
Protection  afforded  benefits  being  paid  on 
March  20,  1933.  payments  not  limited  to 

$360  per  month;  cancellation 578 

Retirement  pay  and  active  service  pay,  differ- 
ence between;  cancellation 578 

Subsequent  findings  of  30%  or  more  disability 
by  adjudicating  agencies  of  original  Juris- 
diction;  cancellation 578 

Jurisdiction  and  adjudication: 
Adjudication: 

Of  applications  of  employee-claimants 569 

Of   applications   of   veterans   residing  In 

Washington.  D.  C;  cancellation 569 

Under  prior  legislation;  rating  and  de- 
cisions prior  to  March  20.  1933,  limita- 
tion of  payments,  administrative  re- 
opening, etc.;  cancellation 578 

Decisions : 
Information  on  all  decisions  to  be  furnished 

to  veterans 6174 

Revision  of  rating  board  decisions 6174 

Jurisdiction: 

Authorization  unit 6174 

Rating  board 569 

Mall,  aerial  transportation  of;  compensation 
payable  where  Injury  or  death  occurs  while 
serving  pursuant  to  provisions  of  Public  No. 

140.  73d  Congress,  cancellation— 569 

Veterans  of  World  Wars  I  and  II;  claims  of: 
Adjudication  of  claims.    See  Jurisdiction  and 

adjudication,  above. 
Apportionment    of   payments.     See  Appor- 
tionment of  pa'yments.  above. 
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VETERANS'  ADMINISTRATION— Continued 

Regulation.s — Continued  .       '  x 

Claims  for  compensation  or  pension,  by  veterans, 
dependents  or  beneficiaries — Continued 
Veterans'  claims,  for  disability  compensation  or 
pension,  service  pension,  or  emergency  offi- 
cers retirement  pay — Continued 
Veterans  of  World  Wars  I  and  II;  claims  of— 
Continued  ,  „,    , .  _,. 

Dates,  beginning  and  ending,  of  World  Wars 

I  and  II 

Dependents:  j.     . ,  j      4. 

Additional  awards  for  certam  disabled  vet- 
erans with  dependents;  instructions. . 
Apportionment  of  payments.    See  Appor- 
tionment, above. 
Proof  of  dependency.   See  Relationship  and 
dependency. 
Disallowance  and  awards: 

Active  duty  status,  return  to-— -- 

Attorneys  and  agents,  awards  to;  cross  ref- 
erence note --- 

Claims  involving  compensation  or  pension 
based  upon  new  and  material  evidence 
presented  after  prior  disallowance,  ad- 
judication of —    °1^^ 

Concurrent  payments: 

Payment  of  benefits  to  same  person 

Retirement  pay.  military  and  naval 

Right  of  election 

Effective  dates  of  awards: 

Instructions  relating  to  adjustment  or 

effective  date  of  certain  awards 

Of  disability  compensation 575 

Of  increased  disability  compensation;  by 
reason  of  regulatory  or   schedular 

provisions --- 

Pursuant  to  Part  IH,  Veterans'  regula- 
tion No.  1  <c) 

Election  of  benefits  payable,  right  of;  can- 
cellation   :""■," 

Helplessness,  blindness,  deafness,  anatomi- 
cal losses;  special  monthly  compensa- 

tion -r---7\  ^^^'  ^^^^ 

Income,  annual,  regulations  under  Veter- 
an.s'  Regulation  No.  1   (a),  Part  III. 
respecting;  questionnaire: 
Action  upon  failure  to  return  question- 
naire as  to  income -— -      ^'° 

Restoration  of  award  upon  receipt  of 

questionnaire •"" 

Incompetent  or  insane  veterans: 

Adjustment  of  award  of  veteran  upon 
termination    of    institutionalization 

by  VA 575.  6641 

Reduction  when  disabled  person  is  in  VA 
institution  or  other  institution  at  ex- 
pense of  VA 5'75,  6179 

Resumption  of  awards  discontinued 
under  section  1.  Public  Law  662,  79th 

Congress 5'**" 

Instructions  with  respect  to  certain  bene- 
fits and  awards.    See  Pi-ovisional  regu- 
lations. 
Nurse  or  attendant,  additional  allowance 

for: 

Reductions  during  hospitalization 6178 

Resumption  full  rate 575 

Suspension,    discontinuance,    resumption, 

readjustment,  etc..  of  awards 576,  7200 

Entitlement,  basic,  determination  of: 

See  also  Service  connection,  aiid  Service 
requirements. 

Active  service  requirements 570,  6174 

Discharge,  character  of 6JJ6 

,        -Line  of  duty" 6176 

Instructions  relating  to 000^ 

Persons  discharged,  eligibility  of.  to  accept 

commission  or  to  change  status 570 

Service-connection,  sound  condition  at  time 
of  entrance  Into  service,  aggravation. 

and  natural  progress "^587 

Validity  of  enlistment;  misrepresentation 

of  age °^" 
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VETERANS'  ADMINISTRATION— Continued 

Regulations — Continued  .        ,.        x        . 

Claims  for  compensation  or  pension,  by  veterans, 
dependents  or  beneficiaries— Continued 
Veterans'  claims,  for  disability  compensation  or 
pension,  service  pension,  or  emergency  offi- 
cers retirement  pay— Continued 
Veterans  of  World  Wars  I  and  II;  claims  of— 
Continued  ,.    ,    .        , 

Evidence  requirements  for  submission  of: 
Evidence  required  from   foreign  country 
and  release  of  original  documents  from 

files  of  VA  for  authentication 6174 

Physicians'  statements  and  lay  affidavits—      570 
Filing  of  claims  and  supporting  evidence: 

Computation  of  time  limit 569 

Informal  claims '>^'* 

Housing  specially  adapted,  required  by  rea- 
son of  service-connected  disabilities: 
assistance  to  certain  veterans  in  acquir- 
ing  

Physical  examination,  original;  for  disability 

compensation  or  pension 

Provisional  regulations : 
Housing,  specially  adapted,  required  by  rea- 
son of  service-connected  disabilities; 
assistance  to  certain  veterans  in  ac- 
quiring  

Instructions:  „  i.,.    t     . 

Adjustment  of  awards  under  Public  Law 
876,  80th  Congress,  instructions  re- 
lating to;  cancellation 6179 

Awards  of  additional  compensation  for 
dependent  or  dependents.  Instruc- 
tions relating  to 

Benefits  for  members  of  reserve  com- 
ponents of  armed  forces  who  suffer 
disability  or  death  from  injuries  in- 
curred while  engaged  in  active-duty 
training  for  periods  of  less  than  30 
days  or  while  engaged  in  inactive- 
duty  training,  instructions  relating 

to 

Line  of  duty,  Instructions  relating  to— _- 
To  adjust  effective  date  of  certain  awards 
of  pensions  and  compensations  pay- 
able by  VA -— 

Preference  certificates,  issuance  of,  under 
section  302,  Public  Law  171,  81st  Con- 
gress  r— -rr""~"""i 

Service-connection  for  chronic  and  tropical 

diseases,  presumptions  of 241 

Cancellation —7—, 

Relationship  and  dependency,  proof  of : 

Child: 
Definition  of  child  for  purposes  of  vari- 
ous acts—- """ 

Evidence  to  establish  relationship  of 
child,  for  compensation,  pension,  and 
subsistence  allowance  purposes ;  ille- 
gitimate child 61'^4 

Veteran's  child  adopted  by  another  per- 
son         570 

Death,  proof  of S^O. 6174 

Divorce   decree    granted   outside    marital 
domicile,    effect    of;    cross    reference 


6641 


5650 
6659 


5652 


6790 


note. 


570 


Secondary  evidence 1933 

Service  connection,  establishment  of,  and  ap- 
plication of  rating  principles: 
Rating  principles: 
Benefits   for   claimants   suffering   from 
paralysis,  paresis,  blindness,  or  who 
are  helpless  or  bedridden  due  to  wil- 
ful misconduct,  restoration  or  grant 
of;  principles  for  observance  in  ap- 
plication of  Public  Laws  196  and  866, 

76th  Congress 6177 

Rating  schedule,  application  of: 

Combined  ratings 574,6177 

Effective    dates   of   evaluations,    1945 

schedule,  in  original  ratings 574 

Special  action  where  evaluations  pro- 
vided under  rating  schedule,  1945, 
are  considered  inadequate  or  ex- 
cessive       6177 
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VETERANS'  ADMINISTRATION— Continued  Pa«e 

Regulations — Continued 
Claims,  for  compensation  or  pension,  by  veterans, 
dependents  or  beneficiaries — Continued 
Veterans'  claims,  for  disability  compensation  or 
pension,  service  pension,  or  emergency  offi- 
cers retirement  pay — Continued 
Veterans  of  World  Wars  I  and  II;  claims  of— 
Continued 
Service  connection,  establishment  of.  and  ap- 
plication of  rating  principles — Con. 
Rating  principles — Continued 
Rating  schedule,  application  of — Con. 
Total  disability  on  history,  ratings  of.      574 
Use  of  1925  and  1945  rating  schedules.      574 
Statutory  ratings:  principles  for  deter- 
mining   entitlement     to    statutory 
award  for  loss  of  use  of  creative 

organ 6176 

Tuberculosis,  active  pulmonary,  deter- 
minations of: 

Active  tuberculosis,  diagnoses  of 6177 

Arrested  tuberculosis,  rating  or  reacti- 
vation in  cases  of 574 

Reexaminations,  for  disability  rating  pur- 
poses: 

Prisoner  of  war  cases 574 

Psychoneurosls  cases 574 

Service  connection  of  various  disabilities 
and  diseases: 
Chronic  or  tropical  diseases: 
See  also  Malaria. 

Presumption  of  service  connection; 
provisional  regulations.  See  Pro- 
visional regulations,  above. 

Service  connection  for 571.  572,  6176 

Dental  disabilities: 

Determination  of  service  connection—      573 

Required  period  of  service 573 

General;  service  connection  on  factual 
basis  under  Public  Nos.  2  and  141, 

73d   Congress 571 

Malaria  and  chronic  diseases  character- 
istically tropical  in  origin;  wartime 

service  connection 572,  6176 

Medical  or  surgical  treatment,  examina- 
tions,  training,   or   hospitalization; 
disability  or  death  as  result  of : 
Compensation  for  disability  or  death 
result  of  training,  hospitalization. 
or  medical  or  surgical  treatment, 

etc 673 

Initial  determinations  and  adjudica- 
tive action 573,6176 

Neuropsychiatrlc    diseases;    gastric    or 

duodenal  ulcer  'peptic  ulcer) 672 

Tropiciil  diseases.   See  Chronic  and  trop- 
ical diseases. 
Service  requirements: 
Persons  Included  in   acts  in  addition  to 
commissioned    officers'   and    enlisted 

men ___  568,  569,  6174 

Persons  not  included  In  acts 569 

Deceased  veterans,  dependents  and  beneficiaries  of; 

claims  by.    See  Claims. 
Disabled   veterans,    vocational   rehabilitation   for. 

See  Vocational  rehabilitation  and  education. 
Education.    See  Vocational  rehabilitation  and  edu- 
cation. 
General  provisions: 
Delcsations   of    authority;    codification    discon- 
tinued     6806 

Grants-in-aid  to  Republic  of  Philippines  for  hos- 
pitalization of  veterans  having  service  con- 
nected disabilities 5831 

Information  concerning  claimants  and  benefici- 
aries, release  of ;  copies  of  records  and  papers.    6650 
Inspection  and  investigation  service;  Jurisdiction. 

functions,  etc 1174 

Uniforms  for  VA  guards 933 

Hospital  care  for  veterans: 
See  also  Medical  treatment,  hospital  care,  etc. 
Grants-in-aid  to  Republic  of  Philippines  for  hos- 
pitalization of  veterans  having  service  con- 
nected disabilities.    See  General  provisions. 
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Regulations — Continued 
Housing,  specially  adapted;  assistance  to  certain 
disabled    veterans    in    acquiring.     See    under 
Claims,  and  Servicemen's  Readjustment  Act. 
Inspection  and  Investigation  service.    See  General 

provisions. 
Insurance : 
National  Service  Life  Insurance: 

Beneficiary,  conditional  designation  of 7175 

Claims  alleging  insurance  contract  where  there 

is  no  application  for  insurance  on  file 6180 

Dividends,  special 2832 

Examinations;  expenses  incident  to  examina- 
tions for  Insurance  purposes 6180 

Optional  settlements;  election  6t  option  settle- 
ment by  beneficiary,  insurance  maturing  on 

or  after  August  1.  1948 3202 

Optional  settlements  for  minors  and  Incom- 
petents; deletion 7175 

Payment  to  decedent's  estate 5242 

Premiums;  deduction  of  insurance  premiums 
from    compensation,    retirement    pay    or 

pension 5241 

Authorization   for 5241 

United  States  Government  Life  Insurance: 

Beneficiary,  conditional  designation  of 7175 

Claims  alleging  In.surance  contract  where  there 

Is  no  application  for  Insurance  on  file 6180 

Dividends,  special 2832 

Optional  settlement;  election  of  optional  set- 
tlement by  beneficiary 3201 

Premiums : 
Authorization    for    deduction    of    Insurance 
premiums    from    compensation,    retire- 
ment pay.  or  pension 6856 

Termination    of 6856 

Deduction  of  insurance  premiums  from  com- 
pensation, retirement  pay.  or  pension 6856 

Premiums  to  be  deducted  from  compensation, 
retirement  pay,  or  pension,  treated  as 

paid,  for  purpose  of  preventing  lapse 6856 

Legal  services,  solicitor's  office: 
Administrative:   organization   and  functions   of 
oflire  of  chief  attorney,  regional  ofDces  or 

centers 2254 

Activities 2254 

Chief  attorney: 
Duties  of  chief  attorney,  regional  office  or 

center;  guardianship  services 2254 

Functions  of  chief  attorney,  branch  office; 

cancellation 2254 

Field  examinations;  types  of 2254 

Guardianship  services: 
Costs  and  procedures  with  respect  to  commit- 
ment  of   mentally  incompetent   benefici- 
aries, and  appointment  of  guardians  for 
incompetent  and  minor  beneficiaries: 
See  also  Procedure  to  be  followed. 
Authorizing  transportation  necessary  for  ap- 
pointment of  guardian  for.  or  for  com- 
mitment of,  veteran  beneficiary 2256 

Chief  attorney: 

Delegated  power  to  authorize  costs  Incident 

to  appointment  of  guardians 2256 

Empowered   to  authorize  employment  of 
local  attorney;  schedule  of  attorney's 

fees .. 2256 

Petition  for  inquisition  in  lunacy,  not  to 
file,   unless   requested   by   veteran   or 

relative,  civil  official,  etc 7537 

Costs : 

Court  costs,  what  may  be  Included  as 2256 

For  appointment  of  guardians,  when  au- 
thorized at  VA  expense 2256 

For  commitment  of  Insane  veterans 2256 

Determination  of  need  for  institutional  award 

and  notification  to  adiudicating  agency.     2257 
Limitation  of  wards  to  Individual  guardian. _    2257 
Overpayments  or  Illegal  payments  to  fiduci- 
aries, effecting  recovery  of 2257 

Schedule  of  attorneys'  fees  payable  by  VA; 

cancellation 2257 

When  VA  physicians  may  testify  In  lunacy 
proceedings  (employment  of  private  phy- 
sicians)      6218 


7588 
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Regulations — Continued 
Legal  services,  solicitor's  office — Continued 
Guardianship  services — Continued 
Custodian,  legal: 
Recognition  of.     See  Procedure. 
Supervision  of.    See  Supervision  of  custo- 
dians. 

Envelopes,  penalty,  use  of--, 2255 

Guardians: 

Appointment  of.    See  Costs  and  procedures, 

and  Procedure. 
Removal  and  di-scharge  of: 

Grounds  for  removal 2259 

Use  of  services  of  American  Red  Cross,  ex- 
service   organizations,    etc.    involving 
•   mentally  incompetent  beneficiaries  of 

VA 

Supervision  of.    See  Supervision. 
Procedure  to  be  followed  in  recognizing  legal 
custodian,   appointment  of   guardian   for 
minor  or  mentally  Incompetent  beneficiary, 
and  making  of  Institutional  awards: 

•      Bond  of  custodian 2255 

Certificate   of   custody   authority   for   pay- 
ment      2256 

Diary  and  follow-up  by  originating  service 

and  notice  by  regional  chief  attorney—    2255 
Notification: 

Form  of - ^^^J 

To  chief  attorney ^'^^^ 

Policy  in  recognizing  banks  and  trust  com- 
panies      2256 

Solicitor  authorized  to  waive  limitation  as  to 

amount  of  award 2255 

State   legislation 2255 

Supervision  of  custodians,  guardians,  etc.,  and 
chief  officers  of  institutions: 
Action  upon  receipt  of  account,  action  where 

funds  escheat  to  United  States 2258 

Appeals,  cost  of.  may  be  paid 2259 

Award  information  to  chief  attorney 2258 

Branch  chief  attorney  to  authorize  costs  of 
legal  action  under  second  proviso  of  sec- 
tion 21  <2)  of  World  War  Veterans'  Act; 

cancellation 2258 

Chief  attorney  authorized  to  file  exceptions,  to 
Institute  other  legal  proceedings  and  to 

incur  costs 2258 

Claims  of  creditors 2239 

Investments,  inspection  of  assets ^258 

Legal  custodian  may  be  required  to  furnish 

bond - 2258 

Prlncloal  attorney ^^^' 

Legal  services: 
Litigation: 

Cares  affecting  VA  generally 2261 

Habeas  corpus  writs—-— 2261 

Suits* 
By  or  against  United  States  or  VA  officials.-    2260 

Irivolving  lean  guaranty  matters  and  dis- 

position  of  per.sonal  property 2260 

Loan  activities;  power  of  attorney  and  delega- 
tion of  authority  in  guaranty  and  insurance 

loans,  to  loan  guaranty  officers 2263 

Authority  of  solicitor  and  chief  attorneys; 

cancellation ^^°^ 

Power  of  attorney   and   delegation   of   au- 
thority      2263 

Opinions,  advice  or  assistance,  domestic  rela- 
tions questions,  etc 2259,  2260,  5780 

Prosecution 2261 

Torts;  collisions,  damage  or  loss  due  to  other 
causes,     investigation,     report,     liability, 

gtc 2261.  2262,  2263 

Recognition  of  organizations,  accredited  repre- 
sentatives, attorneys,  agents,  rules  of  practice 
and  Information  concerning  fees: 

Accredited  representatives ^ 2263 

Attorneys  and  agents,  recognition  of 2264 

Character  and  citizenship 2264 

Knowledge  of  laws 2264 

Recognition  of  attorneys  by  field  stations,  noti- 
fication of 2264 

»0000— 50 27 
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VETERANS'  ADMINISTRATION— Continued 
Regulations— Continued 
Loans,  guaranty  of,  under  Servicemen's  Readjust- 
ment Act  of  1944.    See  Servicemen's  Readjust- 
ment Act  of  1944. 
Medical  treatment  and  hospital  care,  etc.: 
Hospitalization  and  domiciliary  care;  eligibility 
for  hospital  treatment  or  domiciliary  care  of 
persons  discharged,  released  or  retired  from 

active  military  or  naval  service 2832 

Out-patient   treatment 2332 

Personal  funds  and  effects,  disposition  of: 
Non-veteran  patients,  employees  and  other  per- 
sons, known  or  unknown;  personal  funds  and 
effects  left  upon  premises  of  VA  by: 

Action  on  inventory  and  funds 243.4726 

Funds  and  effects  left  by  officers  and  enlisted 
men  on  active  list  of  Army,  Navy,  or  Marine 

Corps  of  United  States 243.4726 

Unclaimed  effects  to  be  sold 243,  4726 

Veteran's  personal  funds  and  effects  on  station 
upon  death,  or  discharge,  or  unauthorized 
absence,  and  of  funds  and  effects  found  on 
station;  disposition  of: 

Action  upon  death  of  veterans 243 

Designate  cases: 

Competent  veterans 242 

Effects  and  funds  to  designate,  disposition 

of;  exceptions 242,4726 

Incompetent   veterans 242 

Disposition  of  personal  property 243.4.26 

Nondesignate  cases 243 

Of  deceased  veterans 242,  3312 

Of  living  veterans 243 

Posting  of  notice 243 

Philippines  (Republic  of),  grants-in-aid  to.  for 
hospitalization  of  certain  veterans;  general  pro- 
visions respecting ^831 

Servicemen's  Readjustment  Act  of  1944;  loan  guar- 
anty:                                                      ^  . 
Disabled  veterans,  assistance  to.  in  acquiring  spe- 
cially adapted  housing ;  disbursement  of  ben- 
efit authorized ; 5780 

Guaranty  or  insurance  of  loans: 

Applicability ^'■ 

General  provisions:    * 

Closing   costs ^200 

Sale  of  security '588 

Tran-^fer  of  title  by  borrower  or  maturity  by 

demand  or  acceleration 7588 

Real  estate  loans;  eligibility  for  guaranty  or 

insurance "^588 

Housing,  specially  adapted,  for  disabled  veterans. 

See  Disabled  veterans. 
Loan  guaranty  committee: 

Authoritv  citation;   correction 1613 

Authority  to  execute  necessary  documents 1499 

Central  office  committee,  jurisdiction  of,  on 

waiver  and  compromises 1499 

Establishment,  on  waivers  and  compromises.-    1499 
Principles  to  be  followed  for  waivers  and  com- 
promises   1499.   1613 

Regional  office  committee,  jurisdiction  of 1499 

Uniforms  for  VA  guards.    See  General  provisions. 

Veterans'  Tuition  Appeals  Board 7523 

Vocational  rehabilitation  and  education: 

Authority  citation,  correction.-^ 3678 

Disabled  veterans,  vocational  rehabilitation  for. 
See  Vocational  rehabilitation  for  disabled 
veterans.  • 

Education  or  training: 

See  also  Registration  and  research. 

Courses  ef  education  or  training,  definition  of..     7358 

Leave  of  absence;  cancellation 4555 

Reimbursement  to  veterans;   general  restrlc- 

tion — -     7064 

Supplies,  furnishing  of: 
Authority  to  furnish  supplies  to  trainees  In 

training  on-the-job 4555 

General   limitations ^358 

In  combination  courses ••    ]?359 

In  school  training ]J358 

In  training  on  job j358 

Magazines  and  other  periodicals 4555 

Supplies  after  expiration  of  entitlement 4555 
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VETERANS'  ADMINISTRATION — Continued 
Regulations — Continued 

Vocational  rehabilitation  and  education — Con, 
Education  or  training — Continued 

Termination  of  training;  cancellation 4555 

Training  facilities.    See  Training  facilities. 

Tutoring;  cancellation 4555 

Expenses,  travel,  of  claimants  and  beneficiaries 
and  their  attendants  in  connection  with 
vocational  rehabilitation;  Executive  order  re- 
specting. See  main  heading  Presidential 
documents. 
Registration  and  research: 

Appeals,  regulations  respecting 3401 

Appeals;    cancellation 3402 

Appeals  from  vocational  rehabilitation  and 

education  determinations. 3401.  3678 

Application   for   change   of    course   and/or 

change  of  Institution;  cancellation 3402 

Finality  of  action 3402 

Revision  of  vocational  rehabilitation  and  edu- 
cation decisions 3402.3678 

Avocatlonal  or  recreational  courses,  prohibition 
of  expenditure  of  Government  funds  for; 

provisional  regulations 5562,  6197,  6292,  6444 

Domestic  relations  determinations: 
Jurisdiction  over  determinations;  cross  refer- 
ence notes 6332 

Marital  status: 
Determinations  where  evidence  is  Incom- 
plete      6332 

Evidence    required    to    establish    marital 

status 6332 

Submission  of  questions  for  original  opinion _  _     3406 
Eligibility  for  education  and  training : 
See  also  Service  requirements. 

Conditions  conferring  eligibility 6332 

Ninety  days  or  more  required  service 6332 

Entitlement  to  education  or  training,  period  of: 
Adjustments    in    entitlement    through    re- 
nouncement of  leave  or  training  status 

extensions 4726 

Charges  against . 3404.3678.6332.6744 

Election  of  benefit 3405 

Extension  of , 3404,  3678.  6332 

Termination  of 3405 

Foreign  countries,  education  or  training  in ;  pay- 
ment   of    book,    supply,    and    equipment 

charges 3411,  3678.  7484 

Foreign    educational  '  institutions,    approved; 
payment  of  book,  supply,  and  equipment 

charges  for  veterans  enrolled  in 1175 

Cancellation 3414 

Jurisdiction     and     applications,     centerhead 

added 3403 

Application    for   change   of    course    andor 

change  of  Institution 3404 

Education  or  training,  application  for  course 

of 3403.  3678.  6332 

Institutional  on-farm  training,  application 

for  course  of 3403 

Jurisdiction  of  registration  and  research. .   3403, 

3678 
Vocational  rehabilitation  training,  applica- 
tion  for 3404 

Leaves  of  absence  and  conduct  and  progress: 

Conduct  and  progress 3406,  6332 

Leave  of  absence  (effective  April  1,  1949) ___    3406 
Service  requirements: 

•  Basic  service  requirements 3404 

Discharge  or  release 3404,6332 

Subsistence  allowance,  authorization  of: 
For  education  and  training: 
Compensation  for  productive  labor,  defini- 
tion of;  cancellation 3408 

Correspondence  course . 3410 

Effective  dates: 
Closing  dates  of  authorization  of  sub- 
sistence  allowance ,--    8407 

In  original  claims  for  education  or  train- 
ing and  subsistence  allowance 3406, 

3678.7176 
Of  claim  for  Increase  in  rate  of  subsist- 
ence   allowance 3406.3678 
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Regulations — Continued 
Vocational  rehabilitation  and  education — Con. 
Registration  and  research — Continued 
Subsistence  allowance,  authorization  of — Con. 
For  education  and  training — Continued 
Effective  dates — Continued 
Of   reduction   of  subsistence  allowance 
because  of   change  in   dependency 

status 3407 

Revision  and  redesignatlon 7176 

Payment  of  subsistence  allowance  to  per- 
sons in  military  or  naval  service 7176 

Periodic  reports  of  conduct,  progress,  and 

compensation  for  productive  labor...    3408. 

3678. 5780.  7176 
Rates  for  subsistence  allowance..  3407.  3678.  6332 
Por  vocational  rehabilitation: 

Effective  dates 3410.  6332 

Minimum  payment  of  subsistence  allow- 
ance plus  compensation  or  other  bene- 
fits  3410 

Rates  of  subsistence  allowance 3410, 

3678, 6332,  7176 

Specialized  restorative  training 3411 

Withdrawal  from  education  or  training  prior 
to  completion  of  period  of  instruction,  pay- 
ment policy.. ._• 1175.6196,6202 

Cancellation 3414 

Subsistence  allowances.   See  Registration  and  re- 
search. 
Training  facilities: 
Education  or  training: 
Amounts  payable  for.  and  payments  in  con- 
nection with  various  expenses,  fees,  tui- 
tion, etc.: 
Books,  supplies,  and  equipment  (including 

tools),   furnished  by  institution 34n. 

3678, 7064 
Determination  of  amounts  payable: 
Determination  of  maximum  amount  of 
payment  for  tiiltlon,  fees,  books,  sup- 
plies, and  equipment  where  entitle- 
ment of  Part  VIII  veteran  Is  ex- 
tended and  where  Part  VIII  veteran 
has  Insuflicient  entitlement  to  com- 
plete major  portion  of  semester, 
Quarter,  or  unit  period  of  education 

or  training 3411,3678 

Pajrment  of  tuition  where  veteran  has 
InsuflQcient  entitlement  to  complete 
major  portion  of  semester,  quarter, 
or  unit  period  of  education  or  train- 
ing under  Part  Vm,  veterans  regu- 
lation 1  (a);  cancellation 3411,3917 

Special  charges  and  conditions 4730,7064 

Fair    and    reasonable    compensation    and 
cost  of  teaching  personnel  and  supplies 
for  instruction,  method  of  determin- 
ing: 
Adjustment  of  tuition  on  basis  of  cost  of 
teaching  personnel  and  supplies  for 

Instruction 4730 

Basis  of  payment  for  consumable  in- 
structional supplies  under  Parts  VII 

and   Vni 3412,3678 

Fair  and  reasonable  compensation,  de- 
termination of 880 

Flight  training,  instructions  relating  to 
payment:  subsistence  payments  to  vet- 
erans, cancellation 3414 

Reimbursement  to  veterans;  general  re- 
strictions  7064 

Residence  courses,  amounts  payable  to  ap- 
proved institutions  for: 
Courses  of  less  than  30  weeks'  duration, 

full  time  or  part  time... 4729 

Courses  of  30  weeks  or  more,  either  full 
time  or  part  time: 
Nonprofit  institutions: 
Deflnitlops : 

Customary  co.st  of  tuition 379 

Nonprofit  institution 379 
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Regulations — Continued 
Vocational  rehabilitation  and  education — Con. 
Training  facilities — Continued 
Education  or  training — Continued 
Amounts  payable  for.  and  payments  in  con- 
nection with  various  expenses,  fees,  tui- 
tion, etc. — Continued 
.  Residence  courses,  amounts  payable  to  ap- 
proved Institutions  for — Continued 
Courses  of  30  weeks  or  more,  either  full 
time  or  part  time — Continued 
Nonprofit  institutions — Continued 
Request  by  educational  institution 
having  no  customary  fees  but 
having  over-all  customary  tui- 
tion charge.  VA  consideration 

of 4729 

Tuition : 

Adjusted  tuition: 

On  basis  of  estimated  cost  of 
teaching  personnel  and  sup- 
plies for  Instruction 4727 

On  basis  of  nonresident  tuition.    4727 

Request  for 4729 

,         On   basis   of   customary   cost   of, 

tuition 380,  4727 

On  basis  of  $15  a  month,  $45  a 

quarter  or  $60  a  semester 4727 

Payments: 
Authorization   for,  on  basis  of 
alternative  2  or  alternative 

3;    revocation 4729 

To  nonprofit  educational  insti- 
tutions for  courses  of  30 
weeks  or  more: 

Total  payments ._    4727 

Tuition  and  fees 379.4727 

Other  than   nonprofit;   definition   of 
profit   institution   or   other   than 

nonprofit   institution 380 

Time  of  payment;  general 7064 

Approval  or  disapproval  of  educational  and 
training  Institutions  by  State  approving 

agency  or  Administrator 3411,3678 

Contracts  with   Institutions   and   establish- 
ments,   general;     determination    when 

contract  Is  required 381 

Farming;  Institutional  on-farm  training  un- 
der provisions  of  Servicemen's  Readjust- 
ment Act  of  1944.  as  amended : 
Application     of     provisions;     application, 

cancellation 3411 

Contracts:  special  requirements.  See  Con- 
tracts with  Institutions  and  estab- 
lishments. 

Provisional    regulations 5593 

Application  of  provisions  of  Public  Law  266, 
81st  Congress,  prohibiting  expenditure  of 
Government  funds  for  courses  of  edu- 
cation or  training  until  certain  require- 
ments are  met 5593 

Vocational  rehabilitation;  amounts  payable  for. 
and  payments  In  connection  with  various 
expenses,  fees,  tuition,  etc.: 
Nonprofit  educational   Institutions,   adjust- 
ment of  tuition  payments  to 4727 

Residence  courses,  basis  of  payments 4727 

Vocational  rehabilitation  for  disabled  veterans: 
See  also  Registration  and  research. 
Course  of  vocational  rehabilitation: 
Limitations  on  training  in  excess  of  four 
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Repetition  of  course 338 

Training: 

Full-time,  devotion  of "357 

Less  than  full-time,  devotion  of 7357 

Type  of  courses: 

Correspondence 7355 

Sheltered   workshop ''355 

Specialized  restorative  training 7355 

Training  in  home 7355 

Inducting  veteran  Into  training;  conditions  to 

be  met  before  Induction  into  training 7357 


VETERANS'  ADMINISTRATION— Continued 
Regulations — Continued 
Vocational  rehabilitation  and  education— Con. 
Vocational  rehabilitation  for  disabled  veterans — 
Continued 
Leaves  of  absence,  ordinary  leave;  credit  for 
leave  accumulated  under  Part  VIII,  can- 
cellation  . 7358 

Prior  to  Induction  Into  training: 

"Induction    pending" 4553 

"Training  declined" 4553 

Program,  individual  training: 

For  combination  school  and  training  on-the- 
job  courses;  cancellation 7357,7502 

For  school  course;  cancellation 7357,7502 

For  training  on-the-job;  cancellation...  7357,7502 
Re-entrance  into  training: 

After  discontinuance 338 

After  rehabilitation 338 

Appeal,  right  of 338 

Supervision  of  individual  trainee: 
Additional  considerations  incident  to  super- 
vision        687 

Change  of  employment  objective 338 

SuppUes,  furnishing  of: 
Authority  to  furnish  supplies  to  trainees  in 

training  on  job 4554 

Consumable  Instructional  supplies 3412,  3678 

In  combination  courses 7358 

In  institutional  on-farm  training 4554,7358 

In  school  training 7357 

In  training  on  job 4554,  7357 

Magazines  and  other  periodicals 4554,  7358 

Special   items 4554 

Tools 4554 

Veterans  pursuing  training  in  home 7358 

Training  facilities.    See  Training  facilities. 
Termination  of  training: 

Status   "interrupted" 4555 

Status  "rehabilitated" 4555 

Travel  expenses  of  claimants  and  beneficiaries  and 
their  attendants  in  connection  with  vocational  re- 
habilitation; Executive  order  respecting.  See 
main  heading  Presidential  documents. 

Tuition  Appeals  Board,  Veterans' 7523,7552 

Veterans   Reemployment   Rights  Bureau,   organiza- 
tion of.    See  main  heading  Labor  Department. 
VETERANS'  PLACEMENT  SERVICE  BOARD,  functions 
of.  transferred  to  Labor  Department  under  Reor- 
ganization Plan  No.   2  of   1945.     See  Presidential 
documents. 
VETERANS    REEMPLOYMENT    RIGHTS    BUREAU. 

See  Labor  Department. 
VIRGIN  ISLANDS: 
Aliens;  visa  regulations.    See  State  Department. 
Lands  in;  transfer  of  certain  lands,  buildings,  etc.,  to 
permanent  control  and  jurisdiction  of  Interior 
Department,   Executive   order   respecting.     See 
Presidential  documents. 
Minimum   wage  rates  for  various  industries.     See 

Wage  and  Hour  Division. 
Radio  broadcast  service  In.    See  Federal  Communi- 
cations Commission. 
Sugar;  wage  and  price  determinations.    See  Agricul- 
ture Department. 
Virgin  Islands  Corporation,  general  direction  of.  by 
Secretary  of  Interior;  President's  letter  respect- 
ing.   See  Presidential  jiocuments. 
VIRGIN  ISLANDS  CORPORATION,  general  direction 
of,  by  Secretary  of  Interior;  President's  letter  re- 
specting.   See  Presidential  documents. 
VISAS.    See  Immigration  and  Naturalization  Service. 

and  State  Department. 
VOCATIONAL  EDUCATION  AND  REHABILITATION: 
Civilian  disabled  and  handicapped;  plans  and  pro- 
grams administred  of  Office  of  Vocational  Reha- 
bilitation.   See  Vocational  Rehabilitation,  Office 

of. 
Training  for  certain  service  occupations,  use  of  Federal 

funds  for.    See  Education,  Office  of. 
Veterans.    See  Veterans'  Administration. 
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VOCATIONAL  REHABILITATION,  OFFICE  OF: 
Business  enterprises  program  for  blind  persons: 
Continued  operation  of  programs  under  plans  pre- 
viously submitted ^-    4809 

Redeslgnation ._. 78 

Terms;  definition  of  "act". — —    4809 

Redeslgnation  of  chapter  and  parts 78 

Vending  stand  program  for  blind: 
Licensing   agencies,   designation   of;   extension  of 
time  for  submission  of  required  materials  by 

agencies  applying 609.  596.  5780 

Redeslgnation 78 

Vocational  rehabilitation,  plans  and  programs  of: 

Fees  for  hospitalization 4984 

Redeslgnation 78 

Terms;  definition  of  "inclusive  per  diem  cost" 4983 

VOLUNTARY  PLANS,  for  allocation  of  ste^l  and  prod- 
ucts for  requirements  of  various  Industries  and 
agencies.    See  Commerce  Department. 

w 

WAGE   AND    HOUR    DIVISION,    DEPARTMENT    OP 

LABOR: 

Overtime  compensation;  statement  of  general  policy 
or  interpretation.    See  Statement  of  general  pol- 
icy or  interpretation  not  directly  related  to  regu- 
lations. 
Regulations,  orders,  etc.: 
Administrative  employees.     See  Employees. 
Apprentices.   See  Learners,  employment  of.  at  below 

minimum  wages. 
Certificates,  special;  for  employment  of  learners, 
handicapped  persons,  etc..  at  below  minimum 
wages: 
Handicapped  workers  or  handicapped  clients  In 
sheltered  workshops;  issuance  of  certificates, 
to  certain  workshops : 

Alabama  Goodwill  Industries.  Inc 5610 

Altro  Work  Shops.  Inc 1337 

Bethel  Goodwill  Industries 3803 

Blind  Work  As.sociation,  Inc . 1337 

Boston  Tuberculasis  A.ssociatlon 4622 

Bridgeport  Rehabilitation  Center 3382 

Brooklyn  Association  for  Improving  the  Condi- 
tion of  the  Poor 3802 

Brooklyn  Bureau  of  Social  Service  and  Chil- 
dren's Aid  Society 2598 

Buffalo  Goodwill  Industries,  Inc 3803 

Canton  Goodwill  Union  Mission  and  Industries.     1899 

Center  for  Sightless.  Inc ,     6646 

Central  Association  for  the  Blind,  Inc 7600 

Chicago  Goodwill  Industries 6139 

Chicago  Lighthouse  for  the  Blind 6139 

Christian  Mussion  Settlement 3803 

Cincinnati  A.ssociatlon  for  the  Blind 4962 

Cincinnati  Goodwill  Industries 6387 

Cleveland  Goodwill  Industries 3802 

Cleveland  Rehabilitation  Center 2419 

Columbus  Association  for  the  Blind,  Inc 7600 

Columbus  Goodwill  Industries 2419 

Community  Workshop  of  R.  I..  Inc 4498 

Crippled   Children's   Society   of   Los    Angeles 

County 6387 

Dallas  County  Association  for  the  Blind 1337 

Dallas  Goodwill  Industries 352 

Davis  Memorial  Goodwill  Industries 4962 

Dayton  Goodwill  Industries.  Inc 6387 

Detroit   Goodwill   Industries 5610 

Evansville  Association  for  the  Blind 3382 

Port  Worth-Tarrant  County  Association  for  the 

Blind 992 

Harris  County  Association  for  the  Blind 1337 

Illinois  Association  for  the  Crippled,  Inc.,  Chi- 
cago Metropolitan  Unit 992 

Indianapolis  Goodwill  Industries,  Inc 352 

Industrial  Aid  for  the  Blind.  Inc 351.  5610 

Institute  for  the  Crippled  and  Disabled  (New 

York) 1605 

Therapy  Division 1605 

Kansas  City  Association  for  the  Blind  (Mo.)__    5069 
Kansas  Foundation  for  the  Blind 5329 


WAGE    AND    HOUR    DIVISION,    DEPARTMENT    OF    p?' 
LABOR — Continued 
Regulations,  orders,  etc. — Continued 

Certificates,  special;  for  employment  of  learners. 

handicapped  persons,  etc.,  at  below  minimum 

wages — Continued 

Handicapped  workers  or  handicapped  clients  In 

sheltered  workshops ;  issuance  of  certificates. 

to  certain  workshops — Continued 

Lighthouse  for  the  Blind  of  New  Orleans 1606 

Little  Rock  Goodwill  Industries.  Inc 2598   7600 

Louisville  GoodwUl  Industries. _.     1901 

Lutheran  Service  Society  of  Western  Pennsyl- 
vania   —  - 613; 

Marion  County  Society  for  Crippled  Children 

and  Adults -    532 

Maryland  League  for  Crippled  Children,  Inc..    664 

Memphis  Goodwill  Industries,  Inc 449 

Minneapolis  Society  for  the  Blind,  Inc 290.. 

Minnesota  Homecrafters.  Inc.: 

Duluth 679 

Minneapolis 579 

Mississippi  Society  for  Crippled  Children  and 

Adults.  Inc 2245.  4829 

Missouri  Goodwill  Industries  (St.  Louis) 351 

1605.  6139 

Mount  Sinai  Hospital 992 

New  York  Association  for  the  Blind.  Occupa- 
tional Therapy  Department... 4498 

New  York  Goodwill  Industries 992 

New  York  Guild  for  the  Jewish  Blind 352 

Northwest  Missouri  Association  for  the  Blind.-  6139 
Pennsylvania  Association  for  the  Blind,  Inc: 

Philadelphia  Branch— 992.  3209.  7600 

Pittsburgh   Branch 3209 

Upper  Susquehanna  Branch 290;i 

Williamsport  Branch 992 

Pennsylvania  Working  Home  for  Blind  Men 

(Philadelphia) 160^i 

Philadelphia  Goodwill  Industries.  Inc 4829 

Philadelphia  Society  for  Crippled  Children  and 

Adults w 579 

Rehabilitation  Institute  (Kansas  City.  Mo.).._      99.: 

St.  Joseph  Goodwill  Industries 352 

St.  Paul  Goodwill  Indu.stries.  Inc 7600 

Scranton  Goodwill  Indu.stries,  Inc 4622 

Shut  In  Society.  Pennsylvania  Branch 992 

Sioux  City  Goodwill  Industries 352 

Sioux  City  Workshop  for  the  Blind 352 

Syracuse  Association  of  Workers  for  the  Blind, 

Inc 1899 

Toledo  Society  for  the  Blind 76f0 

Training  Center  for  Adult  Blind 496J 

Travis  County  Association  for  the  Blind...  2598.  290.i 
United  Vocational  and  Employment  Service.-  992 
Veterans  of  Foreign  Wars  of  United  States...  5610 
Volunteers  of  America: 

Detroit.  Mich ^. 579 

Long  Island  City.  N.  Y 5069 

New  York  City.  N.  Y _ 5069 

Washington  Society  for  the  Blind 352.  2245 

Wilmington  Goodwill  Industries.  Inc 664 

Wisconsin  Workshop  for  the  Blind 532:i 

Learners;  issuance  of  certificates,  for  various  In- 
dustries : 

Bindery _ : 711.3 

Broomshop 4864.  7113 

Chinaware   manufacture    (hotel   and  Institu- 
tional)  1138.  486-1 

Craftshop 711 

Flower,  artificial 134 

Glove   (fabric) __-  494,4864 

Hair   net 134 

Hosiery 48fA 

Hosiery,  full  fashioned 1138,3711,5694 

Instrument,  drafting 1^4 

Laundry 4864 

Milling - 253' 

Newspaper  publishing  and  Job  printing 3711 

Printing 494.  1138.  2534,  2535,  4864,  569,. 

Printshop 4864.  7113 

Sewing,  machine 253.Sv 

Shoe  manufacturing 3711 

Woodworking  shop 7113 


WAGE    AND    HOUR    DIVISION,    DEPARTMENT    OF    P«g« 
LABOR — Continued 

Regulations,  orders,  etc. — Continued  ^^ 

Employees,  defining  and  delimiting  the  terms    any 
emplovee  employed  In  a  bona  fide  executive,  ad- 
ministVative.  professional,  or  local  retailing  ca- 
pacity, or  in  the  capacity  of  outside  salesman  • 
General  regulations;  redeslgnation  and  revision. 
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7531 


6382 


5573, 
7705 

Interpretations  of  regulations 7730 

Employers,  records  to  be  kept  by;  respecting  wages, 
hours    and  other  conditions  of  employment. 
See  Records  to  be  kept  by  employers. 
Executive  employees.    See  Employees. 
Handicapped  workers,  employment  of: 
See  also  Certificates,  above.  ,,«     ♦      „♦„ 

General  regulations;  granting  of  certificates,  etc., 

propo.sed  rule  making 

Home  workers,  in  Puerto  Rico.    See  Puerto  Rico. 

Industry  committees:  ^^T„Korc 

Regulations   respecting   appointment,   members, 
etc..  of;  per  diem  and  expense  allowance  for 

members ""'A: J 

Special  Industry  committees,  for  Puerto  Rico  and 
Virgin     Islands.       See     Special     industry 
committees. 
Learners,  employment  of.  at  below  minimum  wages: 
See  also  Certificates,  above. 

Apprentices;  request  for  special  certificate —  7a01.  7885 
Diamond  cutting ;  redesignatlon.. .—.,--—    oo<o 
Messengers,  subminimum  wage  rates  for.  In  tele-     ^ 

graph  industry:  notice  of  hearing '^'^^ 

Various  Industries:  .„_ 

Apparel;   redeslgnation •^dio 

Cigar  <in  continental  United  States) : 

Proposed  rule  making ..--- 'y*i 

Scope   of   regulations;    codification   dlscon- 

tinued 3678 

Hosiery:  „.„= 

Proposed  rule  making '!»? 

Redeslgnation ^^'^ 

Knitted  wear;  redeslgnation ^^'o 

Millinery:  ^     .        ..  ^jz-^n 

Custom-made  branch;  redeslgnation ^b'8 

Popular  priced  branch;  redeslgnation ^b'» 

Shoe;  notice  of  hearing '^*^ 

Telephone  (independent) : 

Redeslgnation LT^'T"" 

Special  certificates.  Issuance  of;  codification 

discontinued  ^l'° 

Textile;  notice  of  hearing.. ''*°* 

Messengers;   employment  of.    See  Learners,  em- 
ployment of.  at  below  minimum  wages. 
Minimum  wage  orders,  for  various  industries 

Virgin  I.slands.    See  Virgin  Islands. 
Professional  employees.    Sec  Employees. 

Puerto  Rico:  .   ^     ^  , 

Home  workers  In  various  Industries. 

Needlework ^05  934.  2688.  2747 

Other  than  needlework;  minimum  piece  rate 
prescribed   by   Administrator,   for   hand- 

braiding  of  cotton  tape  buttons 2812,  J4  (0 

Special  industry  committees  in.    See  Special  in- 
dustrv  committees. 
Records  to  be  kept  by  employers;  respecting  wages, 
hours,  and  other  conditions  of  employment: 

Amendment  of  regulations;  redeslgnation-- 7516 

Exceptions,  granting  of;  petitions  for,  redesigna-     ^^^^ 

tion „r,e 

Notices,  po.sting  of '^^° 

Retailing  employees.    See  Employees. 
Salesmen.    See  Employees. 

Seasonal  industries,  wages  and  hours  of  employees 

In: 

Exemption  from  provisions  respecting  maxinium 

hours  of  employment  without  payment  of 

•  overtime  compensation;  statutory  provisions, 

codification  discontinued 3b7B 

Finding  of  decortation  and  drying  of  ramie  fibre 
to  be  seasonal ^^''^• 
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WAGE    AND    HOUR    DIVISION, 
LABOR — Continued 

Regulations,  orders,  etc.— Continued 
Special  industry  committees,  to  investigate  condi- 
tions and  recommend  minimum  wage  rates  In 
various  industries: 
Puerto  Rico:                     "  ^„-- 

Committee  No.  5.  dissolution  of o  u  * 

Committee  No.  6 :  ^  ,  ^        * 

Acceptance  of  resignation,  and  appointment 

of  representative 7625 

Appointment  to  investigate  conditions  arid 

recommend  minimum  wage  rates.—  6610.76-25 
Hearing  to  receive  evidence  for  consideration 

in  recommending  minimum  wage  rates 

for  employees  in  listed  industries,  notice. 
Minimum  wage  recommendations,  for  certain 

industries;  hearing 

Virgin  Islands :  ^  ■  .        *.  ^t 

Acceptance  of  resignation  and  appointment  or 

representative °*^ 

Hearing  to  receive  evidence  for  consideration 
in  recommending  minimum  wage  rates  for 

employees  in  various  industries,  notice 

Minimum  wage  recommendations,  for  certain 

industries ;   notice 

Virgin  Islands:  .    ^     x  • 

Minimum  wage  orders,  etc.,  for  various  industries 

Alcoholic  beverages  and  industrial  alcohol-  3052.  4753 

Banking,  insurance,  and  real  estate 3052.4753 

Bay  rum  and  other  toilet  preparations 30o2,  4753 

Communications  and  other  public  utilities.  3052.  47d3 

S?r!"--!":::::::::::::::::::"-""---  3052;  t753 

Fruit  and  vegetable  packing  and  farm  products 

assembling...- 3052.  4753 

Furniture  and  wooden  novelties.. on^o'l-7^0 

Hand-made  art  linen onco' I-t^q 

Hand-made  straw  goods twHA-iH 

Jewelry 3052,  4/W 

Miscellaneous  (manufacture  of  ice.  sugar,  Jani 
and  jellies,  etc.,  packing  of  meat,  and  all 
other  industries  not  included  in  other  spe- 
cific industries  defined  as  such) 3052.  4753 

Newspaper  and  printing 3052,4753 

Ship  and  boat  building  and  equipment 3052. 4753 

Shipping  and  transportation ojco  a7?q 

Wearing  apparel ,nco'l-7^Q 

Wholesaling  and  property  motor  carrier—  3052,4  03 
Special  industry  committee  in.    See  Special  in- 
dustry committees.  . 
Statement  of  general  policy  or  interpretation  not 
directly  related  to  regulations: 
Overtime  compensation: 
Employees  receiving  premium  pay  for  overtime 
or    extra-hours    work    under    employment 

agreement  or  other  law -—    4945 

Payments  not  made  for  hours  worked  distin- 

guished -----T" 

Retroactive  effect  of  amendment;  earher  inter- 

pretations   superseded ^^^° 

"Show-up"  and  "call-back  pay" 3077,  4948 

Seamen  exemption;  enforcement  policy  respecting 
performance  of  non-exempt  work,  redesigna- 

tion 3678 

WAGES  AND  SALARIES:  r.       ,  r^     r-A 

Armed  services.  Army,  Navy,  Air  Force.  Coast  Guard. 
Public  Health  Service,  etc..  pay  and  allowances 
for;  Executive  orders  respecting.    See  Presiden- 
tial documents. 
Civil  Service  Commission  pay  regulations.    See  Civu 

Service  Commission. 
Foreign  and  territorial  service  of  Government  em- 
ployees: ,         ^,  ^      ... 
Designation  of  additional  posts  for  which  addi- 
tional compensation  and  allowances  are  made. 
See  State  Department. 
Federal  employees'  pay  regulations  respecting  peri- 
odic within-grade  salary  advancements.     See 
Civil  Service  Commission. 
Public  Health  Service  officers.    See  Public  Health 
Service. 
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WAGES  AND  SALARIES— Continued  P»-8e 

Hospitals,  Government;  minimum  stipends  for  stu- 
dent or  resident  trainees,  Civil  Service  Commis- 
sion  regulations   respecting.    See   Civil   Service 
Commission. 
Income  tax  on  wages  and  salaries,  withholding  of. 

See  Internal  Revenue  Bureau. 
'  Maritime  Service  enroUees;  pay,  allowances,  etc.    See 

Maritime  Commission. 
Military  procurement,  contract  provisions  respecting 
wages  and  salaries.    See  Army  Department,  and 
Defense  Department. 
Minimum  wages.    See  Public  Contracts  Division,  and 

Wage  and  Hour  Division. 
National  park  concessioners'  employees.   See  National 

Park  Service. 
Overtime  compensation: 

Meat  inspection  employees.    See  Animal  Industry 

Bureau. 
Statement  of  policy  or  interpretation  respecting. 
See  Wage  and  Hour  Division. 
Panama  Canal  Zone,  compensation  for  certain  em- 
ployees in;  Executive  order  respecting.    See  Pres- 
idential documents. 
Wage  determinations  for  production  of  various  agri- 
culture commodities.    S^e  Agriculture   Depart- 
ment. 
Wlthin-grade  salary  advancement;  pay  regulations  of 
Civil  Service  Commission.    See  Civil  Service  Com- 
mission, 
WAR  ASSETS  ADMINISTRATION: 
Abolishment  of  War  Assets  Administration  and  of  of- 
fice of  Liquidator  of  War  Assets,  and  transfer  of 
functions  to  Liquidation  Service,  General  Services 

Administration 7943 

Authority,  delegation  of.  by  General  Services  Admin- 
istrator, to  Liquidator  of  War  Assets  and  Regional 
Directors  respecting  disapproval  of  proposed 
transfer  by  various  agencies  of  certain  surplus 
property  (buildings,  improvements,  and  certain 
personal  property,  etc.)  for  public  health  and  edu- 
cational purposes  and  for  use  as  parks,  recreation 

areas,  etc ■ 6817 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service     (Schedule    A).     See    main 
heading  Civil  Service  Commission. 
Functions,   personnel,   etc..   transferred   to   General 
Services  Administration  under  Federal  Property 
•     and  Administrative  Services  Act;  administration 
of.    Ste  main  heading  General  Services  Admin- 
istration. 
International  organizations,  public,  eligible  to  acquire 
and  dispose  of  surplus  property;  designation  of 
additional  organization  by  President.    See  main 
heading  Presidential  documents. 
Surplus  property  located  in  United  States,  territories, 
and  possessions,  disposal  of: 
Bauxite,  disposition  of.     See  Stock  piling. 
Copper  and  lead   scrap;   direct   sales   by  owning 

agencies.    See  Stock  piling. 
Designation  of  disposal  agencies,  and  procedures  for 
reporting  surplus  property: 
Designation  of  Engineers  Corps,  Army  Depart- 
ment, as  disposal  agency  of  certain  airport 

and  waterfront  properties  In  Hawaii 508 

Records,  disposition  by  disposing  agencies 3283 

Transfer  to  United  States  of  unsold  real  property 

for  which  United  States  does  not  have  title.  -    2948 
Hawaii,  airport  and  waterfront  property  in;  desig- 
nation   of    Corps    of    Engineers    as    disposal 

agency 508 

Lead  scrap;  direct  sales  by  owning  agencies.    See 

Stock  pilinE;. 
Personal  proptrty;  donations,  destruction,  or  aban- 
donment of: 
Abandonment  or  destruction;  notice  of  proposed 

action 5049 

Donations : 

Authority  to  make 5049 

Disposal  costs 5049 

Findings  in  justification  of 5049 

Real  property;  donations 5049 

Stpck  piling  of  strategic  and  critical  materials; 
B:.v.xite,  dispos.tlon  of;  oicler  continued  in  effect.    2140 


WAR  ASSETS  ADMINISTRATION— Continued  ^  ee 

Surplus  property  located  in  United  States,  territories, 
and  possessions,  disposal  of — Continued 
Stock  piling  of  strategic  and  critical  materials — 
Continued 
Copper  and  lead  scrap  located  outside  continental 
limits  of  United  States,  direct  sales  by  owning 
agencies  without  reporting  to  Reconstruction 
Finance    Corporation;    order    continued    in 

effect 2140 

Rescission 5049 

Federal  Supply  Bureau,  report  by;  order  revised _.    2143 
Forms  for  reporting  strategic  materials;  order 

revised 2143,  2380 

Lead  scrap.    See  Copper  and  lead  scrap. 

Regulations:  revised 2140 

Wildlife  conservation  purposes;   transfer  of  certain 
lands  for: 
For  migratory  bird  conservation  purposes;  Laguna 
Madre  Sub-Base,   Harlingen  Army   Air  Field. 
Cameron  County,  Texas,  transfer  of  to  Secre- 
tary of  Interior 355 

For    wildlife    conservation    purposes    (other    than 
migratory  birds) : 

Camp  Gruber,  to  State  of  Oklahoma ^...    5167 

Camp  Joseph  T.  Robinson,  to  State  of  Arkansas. .     5167 
Camp  MacKall  Military  Reservation,  to  State  of 

North  Carolina 5406 

Camp  Sherman  Rifle  Range  to  State  of  Ohio 6534 

Fort  Huachuca,  Arizona;  transfer  of  certain  por- 
tion to  State  of  Arizona  Game  and  Fash  Com- 

mi."vsion 355 

Fort  Whitman   (Goat  Island),  Skagit  County, 

Washington,  to  State  of  Wa.shington 7714 

North  Carolina  Wildlife  Mana.tjement  Area  to 

State  of  North  Carolina 6373 

Purcell  Naval  Air  Gunnery  School,  to  State  of 

Oklahoma _._     5167 

Sand  Hill  Gunnery  Range  to  State  of  South 

Carolina 6388 

Sanford  National  Wildlife  Refuge  to  State  of  Ari- 
zona     6373 

Tioga  Station,  Harbor  Defenses  of  Columbia  River. 
Pacific    County,    Washington,    to    State    of 

Washington 2185 

Tobyhanna  Military  Reservation.  Tobyhanna, 
Pennsylvania,  to  Commonwealth  of  Penn- 
sylvania        3572 

WAR  CLAIMS  COMMISSION: 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A) .   See  main  head- 
ing Civil  Service  Commission. 

Organization 7819 

Rules  and  regulations: 
Payment.    See  Receipt,  adjudication  and  payment. 

Practice  before  Commission 7764,  7843 

Receipt,  adjudication  and  payment: 
Award,  entitlement  to: 
Interned  civilian  American  citizens  detention 

benefits 7845 

Prisoners  of  war  compensation 7844 

Filing  of  claims  and  procedures  therefor 7843 

Payment 7843 

Provisions  of  general  applications 7844 

WAR  DAMAGE  COMMISSION.  Philippine.  See  Philip- 
pine War  Damage  Commission. 

WASHINGTON  NATIONAL  AIRPORT;  regulations  re- 
specting.   See  Civil  Aeronautics  Administration. 

WATER  POLLUTION,  caui^ed  by  industrial  wa.ste;  grants 
for  Investigation,  research,  etc.  See  Public  Health 
Service. 

WEATHER  BUREAU: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive   service    (Schedule   A).     See   main 
heading  Civil  Service  Commission. 
Regional  oiflces: 

Consolidation  of  Chicago  and  Kansas  City  Regional 

Offices 5749 

Field  stations  of  Chicago  and  Kansas  Regional 

Onices  to  bo  under  Kansas  Cl-y  ».i-l:c 5749 


WILDLIFE,  protection  of: 
See  also  Hunting  and  fishing. 
Conservation  areas:  ,^,„    «      , 

.       Management  of.    See  Fish  and  Wildlife  Service. 
Transfer  of  certain  lands  for  wildlife  conservation 
purposes.    See  War  Assets  Administration. 
Public   land  orders,   etc.,   respecting   refuges,   game 

ranges  etc.    See  Land  Management  Bureau. 
Regulations  respecting.    See  Alaska  Game  Commis- 
sion a7id  Fish  and  Wildlife  Service. 
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WORLD  TRADE  WEEK.  1949;  proclamation  respecting. 
See  Presidential  documents. 

^cSs  of  prisoners  of  war.  civilian  American  citizens 
captured  or  interned  by  Japanese  Government, 
religious  organizations  in  Philippine  Islands,  etc.; 
payment  of.  See  War  Claims  Commission. 
Military  cemeteries;  functions  of  American  Battle 
Monuments  Commission  periaining  to.  Executive 
orders  respecting.    See  Presidential  documents. 
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Page 


7825 

1391 
1391 
7271 
4595 

5596 


1007 
2797 
5597 
5596 


TITLE  3 

Subtitle  A: 

Parts  1-6  [discontinued] 

Chapter  I  (Proclamations) : 
Nov.  2.  1898  '.see  EO  10047)  — 
Nov.  10.  1899  (see  EO  10047)  __ 
Jan.  25, 1906  (see  PLO  618  >  — 
Nov.  6.  1906  <see  PLO  595)  — 
Jan.  25.  1907;  see: 

PLO  604 - 

PLO  605 »39' 

Mar.  2.  1937;  see: 

PLO  604 5595 

PLO  605 5597 

Apr.  16.  1908  (see  PLO  595)—  4595 
June  25.  1910  (see  PLO  566)  — 
July  1.  1910  <see  PLO  586)  — 
June  7. 1911  (see  PLO  605 >  — 
June  30.  1911  (see  PLO  604)  _. 
E>ec.  19.  1939  (terminated  by 

Proc.    2764) 13F.  R.  21 

Dec    22.  1939  (terminated  by 

Proc.  2764). 13F.R.21 

Oct.  31.  1941  (see  Proc.  2843).  2913 
Dec   29,  1941  (terminated  by 

Proc.  2764) 13F.R.21 

Nov  10  1942  (see  Proc.  2843).  2913 
Dec  3  1942  <  see  Proc.  2843)  ._  2913 
Dec.  11, 1942  ( see  Proc.  2843)  _  2913 
TA  67  (terminated  by  Proc. 

2764) 13F.R.21 

TA  89   (terminated  by  Proc. 

2863)  ^'^5 

111   (see  PLO  593) 3917 

2247;  see: 

Proc.  2831 1154 

Proc.   2852 5361 

2249;  see: 

Proc.  2831-- 1154 

Proc.  2852 5361 

2281  (see  Proc.  2825) 635 

2283      (amended    *by     Proc. 

2846) -     4707 

2330  (see  PLO  566) 1007 

2351  (modified  by  Proc.  2856) .  5517 
2523  (amended  by  Proc.  2850)-  5173 
2693     (terminated    by    Proc. 

2847)  4773 

2761A: 

Amended  by  Proc.  2829 1151 

See ' 

Proc.  2865-'- 7303 

Proc.  2867- 7723 

2764: 
Amended  by  Proc.  2829 1151 

Proc.  2865 7303 

Proc.  2867 7723 

2769  (terminated  In  part  by 

Proc.  2865) 7303 

2775;  see: 

Proc.  2831 -  1154 

Proc.  2852 -  6361 


7303 
-798 


TITLE  3— Continued  ^*8* 

Chapter    I     (Proclamations)  — 

Continued 
2792      (amended     by     Proc, 

2865)  

2801      (amended     by     Proc 

2848) 

2808;  see:  ,,^^ 

Proc.  2831 1154 

Proc.  2852 5361 

2818  (superseded  by  Proc. 

ooKQ) 6425 

2822  (see  Proc.  2848)' 4798 

2824 

2825 

2826 

2827 

2828 

2829 

2830 

0031 -. 

See  also  Proc.  2852 

2832 

2833 

2834 

2835 

2836  — - 

2837 

2838 

2839 

2840 

2841 

2842 

2843 

2844 

2845 

2846 

2847 


361 
635 
635 
679 
915 
1151 
1154 
1154 
5361 
1407 
1407 
1663 
1863 
2105 
2401 
2681 
2681 
2713 
2761 
2829 
2913 
3149 
3273 
4707 
4773 


2843 

Amended  by  Proc.  2854 

2849 

2850 

2851  _- - 

2852 

2853 — 

2854 

2855 

2856 

2857 

2858  — 

2859 

2860 

2861 — - 

2862 

2863 — 

2864 

2865 

2866 - — 

2867 

2868 — 

Chapter  II  (Executive  orders) : 

Aug.  5,  1878  (revoked  in  part 

by  PLO  554) 


4798 

5363 

4855 

5173 

5361 

5361 

5363 

5363 

5413 

5517 

5825 

6105 

6425 

6541 

6544 

6657 

6765 

6825 

7303 

7415 

7723 

7823 


696 


7647 

7647 

5596 

323 

323 

4875 

323 

5597 


1848 
5722 
1086 

482 


TITLE  3 — Continued  ^*^® 

Chapter  II  (Executive  orders)  — 
Continued 
Mar.  12, 1884  (revoked  in  part 

by  PLO  626) 

July  14. 1891  (revoked  by  PLO 

626)    

Sept.  28.  1893  (see  PLO  604)- 
Dec.  31.  1898  (see  PLO  541)  — 
Nov.  21,  1902  (see  PLO  541)-- 
Mar.  31, 1904  (revoked  by  PLO 

598) 

Nov.  27,  1905  (see  PLO  541)  — 
June  30.  1908  (see  PLO  605). 
July  1,  1908;  see: 

PLO  586 2797 

PLO  604  — 5596 

PLO  605 5597 

Jan.  27.  1913  (revoked  in  part 

by  PLO  610) 6292 

May  11.  1915  (see  PLO  606)  —     5722 
July  31.  1916  (see  PLO  583)  — 
June  2,  1920  (see  PLO  606)  — 
Mar.  11,  1926  (see  PLO  569)  -- 
June  8,  1926;  see: 

PLO  548 - 

PLO  586  - 2797 

Apr.  6,  1933;  see: 

PLO  604 5596 

PLO  605 5597 

9;  amended  by: 

EO  10044  — - —     1227 

EO  10055 2369 

108-A  ( revoked  by  EO  10077 ) .     5533 
320  (amended  by  Proc.  2845).     3273 

352-A  (see  TO  40) 4908 

1003  (see  TO  40) 4908 

1062  (see  TO  40) 4908 

1888  (amended  by  CZO  17)—     1499 
1919 ''2;  see: 

PLO  561 858 

PLO  587 2797 

2075  (see  EO  10060) 2913 

2242  (revoked  in  part  by  PLO 

546) 226 

2323  (see  EO  10047) 1391 

2412  (see  PLO  567 ) 1007 

2437  (revoked  in  part  by  PLO 

546) 

2458  (revoked  by  EO  10068)  — 
2728  (revoked  in  part  by  PLO 

546* 

2854  (revoked  by  PLO  551)  — 

2893  (see  TO  40) 4908 

2938  (revoked  by  PLO  551)  —   695 

3406  (see  PLO  566  • 1007 

4036  (see  EO  10060) 2913 

4143  (see  EO  10060)— 2913 

4415  (see  PLO  552) 696 

4576  (see  TO  40  > --  4908 

4601  (see  TO  40) 4908 

4712  (see  F.  R.  Doc.  49-9755) .  7319 

4949  (see  PLO  568) 1007 

5160  (revoked  by  PLO  583)  —  1848 


226 
3883 

226 

695 
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TITLE  3— Continued  P^«« 
Chapter  II  (Executive  orders) — 
Continued 

5389  (amended  by  PLO  614) ..  6517 

5444  (see  EO  10088 > 7287 

5602  (see  EO  10079) 5585 

5637  (see  EO  10060) 2913 

5803  (revoked  by  PLO  625)  ___  7647 

5952  (see  TO  32 ) 1619 

6084  (see  TO  40) 4908 

6166  (see  TO  40) 4908 

6269  (revoked  in  part  by  PLO 

564) 958 

6444  (modified  by  EO  10075).  5213 

6562  (see  TO  40) 4908 

6583  (revoked  in  part  by  PLO 

572) 1326 

6797  (amended  by  PLO  569)  _-  1086 
6910;  see: 

PLO  557 797 

PLO  560 858 

PLO  563 958 

PLO  606- 5722 

6964:  see: 

PLO  575 1520 

PLO  606 5722 

7373  (revoked  in  part  by  PLO 

570) 1086 

7448  (revoked  in  part  by  PLO 

546) 226 

7496  (see  P:  R.  Doc.  49-6947)  _  5347 

7500  (see  TO  32) 1619 

7786  (see  TO  40) 4908 

7806  (superseded  by  CZO  18)  _  6153 

7908  (see  EO  10046> 1375 

8102  (revoked  in  part  by  PLO 

549) 546 

8331  (revoked  in  part  by  PLO 

584)  ___- 1870 

8333  (see  TO  32) 1619 

8480  (modified  by  PLO  571)  „  1175 

8531  (see  EO  10046) 1375 

8624  (see  EO  10088) 7287 

8647  (see  PLO  559 ) —  857 

8817  (see  TO  40) 4908 

8883  (revoked  by  PLO  578 )  _—  1615 

8938  (see  TO  40) 4908 

8989      (terminated     by     EO 

10065)    3719 

9001  (see  TO  40) 4908 

9066  (see  TO  40) 4908 

9082  (see  TO  40) 4908 

9107  (amended  by  PLO  611)--  6334 

9112  (see  TO  40) 4908 

9127  (see  TO  40) 4908 

9145: 

See  PLO  550 695 

Revoked  by  PLO  601 5048 

9162  (see  EO  10088) 7287 

9195 2845 

See  also  TO  40 4908 

9244  (see  TO  40) 4908 

9265  (see  TO  40) 4908 

9296  (see  TO  40) 4908 

9336  (see  TO  40) 4908 

9365  (see  TO  40) 4908 

9458  (see  TO  40) 4908 

9460  (see  TO  40) 4908 

9462  (see  EO  10065) 3719 

05 1 2  ( revoked  by  EO  1 0093 )  _  _  7681 

9524  (see  TO  40) 4908 

9526  (see  PLO  611) -  6334 

9554   (see  EO  10065) 3719 

9563  (see  TO  40) 4908 

9592  (see  TO  40) 4908 

9604  (see  TO  40) 4908 

9615  (see  TO  40) 4908 

9621  'see  TO  40) 4908 
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TITLE  3 — Continued  ^-^^^ 
Chapter  n  (Executive  orders)  — 
Continued 
9630;  see: 

TO  39 '2836 

TO  40 4908 

9638  (see  TO  40) 4908 

9693   (see  EO  10065) 3719 

9698  (revoked  In  part  by  EO 

10083) 6161 

9706  (see  TO  40) 4908 

9721: 

Modified  by  EO  10054 2129 

See  TO  40. 4908 

9722  (see  TO  40) 4908 

9730  (see  TO  40) 4908 

9734  (see  TO  40) 4908 

9746  (see  TO  40) 4908 

9751  (revoked  in  part  by  EO 

10083) J... -J. 6161 

9778  (see  TO  40) 4903 

9784  (see  TO  40) 4908 

9805: 

Amended  by  EO  10069 3973 

See  TO  40-_- 4308 

9809  (see  TO  40) 4908 

9817  (see  TO  40) 4908 

9823  (revoked  in  part  by  EO 

10083) 6161 

9830  (amended  by  T.  5.  Part 

6) 289,  333. 

563.  915.  1227.  1380.  1391, 

1455.  1819.  2005.  2105,  2189. 

2741.  3149,  3173.  3365.  3575. 

3655.  4611.  4935.  5176.  5363. 

5797.  5957.  6038,  6125.  6161. 

6245.  6457.  6563.  6585.  6657. 

6685.  6741.  7441.  7609.  7726 

9834  (see  TO  40) 4903 

9835  (see  EO  10031) 377 

9841  (see  TO  40) 4908 

9846  (see  TO  40) 4908 

9850  (see  TO  40)  _. 4908 

9857B  (see  TO  40) 4908 

9862  (see  TO  40) 4908 

9871  (amended  by  EO  10061 )  _  2915 

9898  (extended  by  EO  10064)  -  3655 

9919  (see  TO  40) 4903 

9926  (see  EO  10064) 3655 

9933  (see  TO  40) _ 4908 

9949  (see  TO  40 ) _ 4908 

9954  (see  EO  10034) 619 

9975  (amended  by  LO  10070)  _  4587 

9993  (amended  by  EO  10031 )  _  377 

9997  (see  TO  40) 4908 

9999  (amended  by  EO  10040  >  _  791 
10004     (superseded     by    EO 

10082) 6105 

10011      (amended      by      EO 

10035) 6617 

10013      (amended      by      EO 

10043) 1155 


10020 
10026 
10027 
10028 
10029 
10030 
10031 
10032 
10033 
10034 
10035 
10036 
10037 
10038 
10039 
10040 


(see  EO  10026) 85. 119 

__ 85 

107 

211 

239 

377 

377 

429 

561 

_ 619 

619 

637 

679 

680 

_ 791 

791 


>  Appears  u  9830. 


TITLE  3 — Continued  p^8« 

Chapter  II  (Executive orders)  — 
Continued 

10041  _ 1154 

10042  - - 1155' 

10043 1155 

10044 1227 

10045  - - -  1227 

10046  - — 1375 

10047 —  1391 

10048 1455 

10049 1563 

10050 — 1731 

10051 1863 

10052 1941 

10053  1941.3883 

10054 2129 

See  also  TO  40 ---     4908 

10055 —  2369 

10056 2573 

10057  — - 2585 

Amended  by  EO  10087 7287 

10058 2741 

10059 2845 

See  also  TO  40 4908 

10060 2913 

10C61  _-_ 2915 

10062 ---  2965 

10063 3221 

10064 3655 

10065  „ —  3719 

100C6 3719 

10067 —  3795 

10068 3883 

10069 3973 

10070 4587 

10071 4587 

10072 4797 

10073 4797 

10074 4935 

10075 5213 

10076 5485 

10077 5533 

10078 5985 

10079 5585 

10080 5985 

See  also  T.  5.  3.201-3.208—  6825. 

7439 

10081 6037 

10082 6105 

10083 -  6161 

10084 6245 

10085 6617 

10086 — 7147 

10087 7287 

10088 7287 

10089 7327 

10090 7327 

10091 7513 

10092 7637.  7681 

10093 -  7681 

10094 7726 

Chapter  III  (Presidential  docu- 
ments other  than  Procla- 
mations and  Executive 
orders) : 
Directive,  Jan.  17.  1948  (re- 
voked by  Directive,  Jan.  13, 

1949) 211 

Directive,  Jan.  13.  1949 211 

Letter,  June  30.  1949 3655  3699 

Letter.  July  1.  1949 3699 

Presidential  appointment 4479 

Reorganization  Plan  I  (1939) 

(see  TO  40) 4908 

Reorganization  Plan  II  (1939) 

(see  TO  40) 4908 

Reorganization      Plan      IV 

(1940)  (see  TO  40) -     4908 

Reorganization  Plan  V  (1940) 

(see  TO  40)- _ 4908 


TITLE  3— Continued 

Chapter  III  (Presidential  docu- 
ments other  than  Procla- 
mations and  Eicecutive 
orders )  — Continued 
Reorganization  Plan  2  ( 1946) : 
see: 
Reorganization      Plan      2, 

1949 

TO  40 

Reorganization  Plan  3  (1947) 

(see  TO  40). _ 

Reorganization  Plan  2.  1949— 
Reorganization  Plan  3,  1949-. 
Reorganization  Plan  4,  1949 — 
Reorganization  Plan  5.  1949__ 
Reorganization  Plan  6.  1949.- 
Reorganization  Plan  7,  1949.. 

TITLE  4 
Chapter  I: 
Part  4: 

4  1   

Part  14: 

14.1-14.8  — _ 


Page 


5225 
4908 

4908 
5225 
5225 
5227 
5227 
5228 
5228 


6709 
589 


TITLE  5 
Chapter  I: 

Part  2 : 

2.105   6037 

2.107 465.563 

2.110 63.  3149.  3721.  7191.  7367 

2.114    747.1663.5701 

Part  3 : 

3.101-3.109 6325 

3.201-3.203 6825 

3.202 7439 

3.203    7439 

Part  4 : 

Proposed  rules 6137 

Part  6: 

6  101    1392,7726 

6.102   1391 

6.103    1391.3173,7609 

6  104 1455.1819.2105 

6  105 1227.3575 

6  106   1391.3:65,6038 

6.107   7609 

6.109    6245 

6.110   563.   1391,  3149 

6.111  ._  563,  915,  1380.  1391.3655, 
4611.  4935,  5176,  6038.  6585 

6.112    1392,5363,6657 

6.114   333 

6.120  _ 7609 

6.121  — -     3658 

6.123 289. 1392.  2005,  6685 

C.127   6161 

6.130 3151 

6.133   6657.6741 

3.137 —  33,  7609 

6.141   -     6741 

6145   1392 

6.147   > — 1392 

6.149 1392,  2189.  2741 

6.150 5797.  5947,  6685 

6.151 6457.  6563 

6.210    -     7441 

6.217 6125 

Part  7: 

7.101    - .—       563 

7.103 465.  7367 

Part  8: 

8.101    563 

8.104 748 

8.106 833 

Part  9. 

9.105 2741 

Part  10: 

10.102 —      465 

10.111 —       119 

90000—60 28 
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TITLE  5— Continued  ^^^ 

Chapter  I— Continued 
Part  20: 

20.1-20.15 3607 

20.3 6273 

20.8 5753 

20.9 5753 

20.11 3772.  6273 

20.13   5754 

Part  22: 

22.1   5985 

22.3 1063 

22.4 _ 1063 

22-.9a 2889 

22.10 2005 

22.11   2005 

Part  24: 

•        24.14 321 

24.15 7243 

24  22  „ 1099 

24.27 2743 

2436 4863 

24.50 121,  289 

24.52 3151 

24  53 121,  289 

24.54 121.  289 

24.56 121.  289 

24.70 1099,  5453 

24.71  — 1099,  5453 

24  73   —     3151 

24  87   121 

24.89  __ 5453 

24  91 1099,  5453 

24  92  — — -  1099,  5453 

24  100 3151 

24.101 3225 

24  102 3225 

24.103   3297 

24.104 4869 

24.105   5621 

24.106  _ 5987 

24107  __ 7191 

24  108   7192 

24.109 7193 

Part  25: 

25.1-25.54 7825 

25  101-25.143 7825 

25.201-25.251  [revoked] 7825 

Prior  to  revocation: 

25.221   289 

25.223 291,3721,4801 

25.231   3722. 

4651.  4802.  5235 

25.241   3722,4653 

25.501-25.508  [revoked] 7825 

Prior  to  revocation: 

25.502 289 

Part  27: 

27.1 1315,  3225.  6053,  7867 

27.2 —  1315,  3226.  6053,  7867 

Part  29: 

29.4 7003 

29.8   5176 

29.12 7003 

Part  30: 

30.403   _. 7288 

Part  34: 

34.5  7501 

34.6 7501 

Part  35: 

35.3 7827 

Part  36  [revoked] 1631 

Chapter  II: 

Part  200: 

200.1   2369 

Part  210: 

210.11 2369 

210.14 2371.  5518 

Appendix  A 2371.  4707,  6077 
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TITLE  5— Continued  ^^"^ 
Chapter  II — Continued 
Part  220: 

220  2 879,  2371 

220.3 2371 

220.4 879 

2206   655 

Part  230: 

230.1   4802 

230  2 879,  2371 

230.3   2371 

230.4 - 2371 

230.6   2371 

Chapter  III: 
Part  325: 

325.11- 121.  361,  1703,  2433. 

3723,    5213,    5857.    6193,    7867 
Part  350: 

350.2 2401 

350.3 2401 

Chapter  IV: 

Part  400 : 

400.1-400.6 2189 

Part  410: 

4J0.1-410.6 1631,  1731 

TITLE  6 
Chapter  I: 

Part  5: 

5.38  „.'. 155 

5.111 157 

Part  10: 

10.2_— J 2683,  3077 

10.4 851 

10.8 7441 

10.40 7869 

10.62 6828 

10.84 3221 

Part  32: 

32.3   3429 

Part  52: 

52.2   6965 

Part  70: 

70.5 851,  6493 

70.6 851.  6493 

Part  71: 

71.1   6383 

Part  72: 

72.1-72.18 5913 

ParCs  92-97  [revoked] 2541 

Chapter  II: 

Part  200: 

200.1    2006 

200.2   2006 

Chapter  III: 

Part  301: 

301.1-301.22    6544 

Part  302: 

302.1-302.24 6546 

Part  303: 

303.1-303.22 6548 

Part  304: 

304.1-304.46 6549 

Part  305: 

305  1-305.6 6554 

Part  311: 

311.30 333,999. 

1167,  1663,  1665.  1864,  2433. 
3117.  3392,  3723.  3913.  4708. 
4841.  5533,  5797,  5825,  6965, 
6966,  6967,  7193.  7640.  7641 
Part  321: 

321.41-321.44 3913 

Part  332: 

332.21 2161 

832.22   2161 

Part  333  [revised] 6325 

Part  842: 

342.3    4507 

Part  343   treinscdJ —    4971 
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TITLE  6 — Continued  p*b<» 

Chapter  III— Continued 
Part  345: 

345.1-345.4   6673 

Part  352: 

352.7   3883 

Part  354   [revised]— 6393 

Part  355: 

355.1-355.6 4509 

Part  362   [revised] 6556 

Part  363  [revised] 2057 

Part  364   [revised] 6967 

Part  371: 

371.36   2433 

Part  372: 

372.2   2081 

372.3 - 2081 

372.12   6108 

372.43    2845 

372.81-372.85    5703 

372.102    2083 

Part  381: 

381.1-381.23    4895 

Part  382: 

382. 1-382.-0 4774 

Chapter  IV: 
Part  400: 

400  1-400.5    1865 

Part  405: 

405  1  __ 2372 

Part  507: 

507.2  _- 7827 

5074 7827 

507  6 2659 

507.101-507.115    5251 

Part  517: 
517.1-517.9    [terminated]—    2191 
Prior  to  termination: 

517.3 335 

517.4 335 

517.101-517.109    6273 

517.102 6765 

517.104 6767 

517.115-517.123 6276 

517116 6767 

Part  518: 

5182 362 

518  21-518.28 33 

518.22 815 

518.101-518.121 6053 

518.103 6617 

518.104 6617 

518  112  -- 6619 

518.140-518.151 5236 

518.161-518.179 6972 

518.168 7147 

518.172 7149 

518.180 7149 

518,185-518.193 6975 

518  186 7827 

518188   7827 

Part  539: 

539.101-539.110 7283 

539.121-539.130 7266 

Part  571: 

571.1-571.14 4841.6869 

571.4 5893 

571  5 5893 

571.6 5893 

571.20-571.34 6869 

Part  602: 

60224   3827 

602  25   2041 

602  42 1731 

602  51-602.63  _ 3221 

602  101-601.123    2965 

602.105   4510,5415 

602.106 4510 

602.112  -  — 4510 

602.124 4510.  5415.  5418 

602.125  _- 4513 
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TITLE  6 — Continued  P«8« 

Chapter  IV — Continued 
Part  603: 

603.2  121 

603.22 1884 

603.25  2041 

603.101-603.124 5285 

603.125  _- —     5685 

Part  606: 

606.2 917.  957 

606  51-606.65 3767 

606.52__ 5416,  7193 

606.57 —     5416 

606.101-606.125  — 6039 

606  124 - —     6278 

606.126 6161 

Part  607: 

Subnart—1948: 

607.24  501 

Subpart— 1949: 

607.1-607.26 3723 

607.27 5176 

607.28 5181.  6741 

607.29  6278 

Part  610: 

610  100 1703.  5182 

610.111  2585 

610115  5182 

Part  613: 

613.1-G13.4 3483 

Part  621: 

621  24 517,  3827 

621.25 2042 

621.42  —  1884 

621  101-621.123 2970 

621  106 —  4589 

621.112  4539 

621.124  4653,5417 

621  125  4655 

Part  633 : 

633.100  2605 

633  105  6278 

Part  642: 

64225  2043 

64242  1884 

64251-642.63  3224 

642  101-642.123 2972 

642  105  —  4703 

642.106 —  - 4709 

642.112  4709 

642  124  4709.5417 

642.125 4713 

Part  643: 

643.26 517 

64327 - 2435 

64344  2586 

643.74  2777 

643.101-643.114  2007 

643.104  --- 2847 

643.115-643.139 3728 

643  133 7681 

643.138 "5183 

643.141-643.165  3975 

643  159 —  -  7683 

643  164   _._ 5184.5706 

643.165   5707 

643.167-643.190 5501 

643.168 6493.7193 

643.170 7194 

643.171 7194 

643.172 7194 

643.173  _ —     7194 

643.174    7194 

643  176 7194 

643.181   __ 7194 

643.182 —  7194 

643.184 7195 

643.186 —  6493.  7195 

643.187 7195 

643.188 7195 

643.189  7195 


TITLE  6 — Continued  P'^se 

Chapter  IV— Continued 
Part  643— Continued 

643.191   7195 

643.201-643.211 7215 

Part  646: 

646.101-646.120 5755 

646.121-646.133 5757 

646.141-646.152 5758 

646.161 5760,  5799.  6057 

Part  647: 

647.22 1885 

647.25 2043 

647.101-647.124 4935 

Part  648: 

648,71-648.85 431 

648.101-648.119 3273 

648.103  7127 

648104 7127 

648.106 7127 

648107  3769 

648.125-648.142 5417 

648.151  -—  6557 

Part  649: 

649.101-649.114  _— 6125 

649.112  __ _ 6195 

649113  6195 

Part  655: 

655.25 2043 

655.101-655.123 4844 

655.102 7869 

655.105 -  7869 

655.108 7196 

655.124_ - -  5419,  7869 

655.125 ---  5419 

655.126 5419 

Part  656: 

656.24 405.  1732.  3277.  3827 

65625  2043 

656  101-656  123 2975 

656.106 4479 

656.112  _ 4479 

656.124 -  4656.  5419 

656.125  .- —  4658 

Part  659: 

659.31-659  46 501 

659.51-659.66 362 

659  75-65990 4659 

65991 5957.  7683 

659.92  5957 

659.101-659.117 3117 

Part  661 : 

661  101-661.111  _ 5184 

Part  664; 

664.13 271 

664  14  271 

664.15 917 

664.16  2541 

664  17 3732.  3814 

664  18  _- --  4514 

664.19-66423    6563 

66424 7306 

664.25  — 7306 

664  101-664.108  .  — .—     3732 

Part  669: 

669.2 501 

669.3   6874 

Part  671: 

671.27  1403 

671.28  - 2044 

671.54 1885 

671.81-671  93  _- -     3193 

671.101-671.123 —     3733 

671.117 —     5185 

671.124-671.126 4535 

671.124 5420.  6509 

671.151-671.165  _- 2847 

671.201-671.207  — _ 6328 

671.203 — 7701 

671.204 7701 


TITLE  6— Continued  ^^K* 

Chapter  IV — Continued 

Part  672  [revised] 2777 

Prior  to  revision: 

672.1 85 

Part  673: 

673.101-673,120 5857 

673.102  7306 

Part  674: 

674.101-674  108 5587 

674.115-674.122    -     6709 

TITLE  7 
Subtitle  A: 
Part  1: 

1.52   _ 694 

Part  4: 
Rcdesignation     of     former 

Part   1596 293 

4.1 1315.  1733.  3701,  4660,  4839 

4  2   694 

A3 -     694 

Chapter  I: 

Proposed  rules 3284 

Part  26: 

Proposed  rules 697,  2416 

26.74 3226 

26.103   1243 

26.106 1243 

26.108   1243 

26.110   1243 

26.112   1243 

26  158   1243 

26257    1243 

26.601-26.603 2008 

Part  27' 

Proposed  rules..  2858,  5050.  5218 

27.93   --     3611 

27.507    5622 

Part  29  [reorganized^ 466 

Proposed  rules..  1176.  3499.  5052 

29G01   4514.5364.6193 

Part  30  [reorganized] 4r;6 

Part  42  [reorganized] 466 

Proposed  rules 382 

42.50-42.54 3795 

Part  43: 

•:3.101 6658 

pp.rt  51: 

Proposed  rules • 295, 

988.    5836.    5906,    5937,    5940. 
6153.  6181.  6645.  6661. 

51.1-51.51 - -.       213 

51.151    —       563 

51.160   6785 

51  176   — —       853 

51.191    — 6828 

51.192 6831 

51.241   __ 7369 

51.301 7149 

51332 7415.7479 

51.337 z -       564 

51.342  2543.2608 

51  366 1955,  2161.  2162 

51  394  —  2621 

51.419  --  6711 

Part  52: 

Proposed  rules V98.  920.  1795. 

2068.  2613.  2802.  6567.  7846 

52.3  730G 

52.6 7307 

52.42 7307 

52.80-52.88  3575 

52.216  4662 

52.241 3389 

522A2 3299 

52.293  6395 

52.312 4739 

52.333  619, 1269 

52365  _ 3485 

52.374  3486 
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TITLE  7— Continued  ^^^^ 

Chapter  I — Continued 
Part  52 — Continued 

52.488  __ 3488 

52.492 3429 

52.653   1507 

52.667 - 3490 

Part  53: 

Proposed  rules 2951,  3853. 

3919,  4521.  4984.  5723,  6o30 

53.2  ___ 3736 

53.3a 5133 

53.35   5135 

53.35a 405,5915.5916.6457 

53,104   5319 

Part  54    [superseded] 6835 

Part  55: 

PropQsed  rules 1411 

55.2 3432,  6S35 

55.4  3432 

55.11  3432 

55.15 3432 

55.30  3432 

55.45  3432 

55.46 3433,  6835 

55.:8 3433.  4627 

55.63 3433.6835 

Part  56  [superseded] . 6335 

Part  57  ■ 

Proposed  rules 1040. 1872 

57.1-57.52 -     3433 

Part  70: 

Proposed  rules 5626,  6080 

70.1-70.201 6835 

70.1   7727 

70.16 7727 

7032 7727 

Part  106: 

106.2   ___ 681 

106.69 121 

Part  107: 

107.53  3829 

107.84-107.86 3829 

Part  108: 

108.45   681 

108.45a  — — -  681 

Part  111: 

111.54  3829 

111.85-111.87 3829 

Part  113: 
Pronosed  rules 3358 

Part  i62: 

Proposed  rules '_ 737 

162.12 [157] 

162.17 2057 

162.18 157 

162.100-162.115 466 

162.114 3383 

162.116  6985 

Appendix    [superseded    by 

162.100-162.115] 466 

Part  201: 

Proposed  rules 4876,  4831 

Technical  amendment 335 

201.2   6458 

201.20-201.22 [4839] 

201.101   _- 6458 

201.172 1207 

201.174 1207 

201.176 — 1207 

201.208 6459 

201.210 6459 

201.218 6459 

201.220 335 

201.222 6459 

Chapter  II: 

Appendix 1513.  2657,  4817,  5364 

Chapter  III: 

Part  301 : 

Proposed  rules 1176, 

1285, 1384, 5231, 6334,  6335,  6793 
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TITLE  7— Continued  ^^^ 
Chapter  in — Continued 
Part  301 — Continued 

301.38—301.38-11 999 

301.38a —  1866 

301.38-5a 1866 

SOI  48-2 1866 

30148-4 1867 

301.48-5 1867 

301.48-8 1867 

301.48-9  -_ 1867 

301.52-2 2059 

301.52-4a 5733 

30158-3—301.58-12    [3351 

301.58-11  7307 

301  58-12 7307 

301.58-15 335 

301.64-4a 477 

301.72—301.72-9 1207 

301.72a -  1611 

301.72c* 1611 

Part  303 : 

303.1-303.6 5504 

Part  319: 

Proposed  rules 184.  444,  627. 

3889,  5999.  6292,  6522.  6565 

31928 7513 

31937a 7288 

319,37-2a 1167 

31937-18 1169 

319.37-19   5707 

31937-24a 6fS57 

31956-2d 6976 

319  59-1— 319.59-7 1212 

Part  320: 

320  9 6713 

Part  321: 

321  8  — 2162 

Part  352: 

352.9 6109 

Chapter  IV: 

Part  415  [revised]— 4543 

Prior  to  revision: 

415  4 1393 

Part  416  [revised] 5290 

4166   6674 

416.16 6675 

416.17 6675 

Prior  to  revision: 

4161  4547 

Part  417  [revised] 5298 

417.16 t 6675 

Part  418: 

418  151-418.168  [revised]   .  14,S7 

418.154 6675.  7701 

418.156 4543 

418.167  4548. 

5303,  6675.  7641.  7703 
418.168--.  4548.  6675.  7641.  7793 
Prior  to  revision: 

418  151  433 

418  154 434.  1393 

418.167 1393 

Part  419:  [revised] 4713 

Prior  to  revision: 

419.1  4548 

419.4 1393 

419.13  _ 1393 

419.17 1393.  4549 

Part  420 : 

420.5  1393 

420.15  55 

420.20-420.34 5303 

420.24 6787 

420.61  7827 

420.61-1 7828 

420.64  7828 

420.64-1 I -__  7828 

420.68 7829 


*  Referred  to  as  301.72a. 


220 


Page 


TITLE  7 — Continued 
Chapter  IV— Continued 
Part  420 — Continued 

420.68-1   7829 

420.75 "^830 

420.75-1 '?830 

420.85   "^SBl 

420  85-1    7831 

420.86   7832 

42086-1   7832 

420.94 7833 

420.94-1 7833 

Part  421: 

421.1-421.15 —       434 

421.15 -—       565 

421.21-421.32 7684 

Chapter  VI: 
Part  600: 

6006 6278 

Chapter  VII: 
Part  701: 

701  1  — — - 4480 

701.3   4480 

701.8 4481 

701.9 4481 

701.101-701.113 4627 

701.101 5520 

701.103   - — 7609 

701  108 7611 

Part  702: 

702.1-702.78 — —     7870 

Part  706: 

706.2 —  681,  3885 

706  101-706.110  -- 6511 

Part  711: 

711.18 — 5185 

711.29   5186 

711.34 ~ 5186 

Part  713: 

713.1-713.40  _.- 5916 

Part  717: 

71712 - 4839 

Part  721: 

Proposed  rules 123,  5512 

721.1-721.6 453 

Part  722: 

Proposed  rules 5945,  6793 

722.101 —     6279 

722.102   6279 

722.111-722.130  _- —     7441 

Part  723: 

Proposed  rules 6796 

723.101-723.102 7243 

723.111-723  128 7327 

Part  725: 

Proposed  rules 2015. 

3052,  4521.  6184.  7361.  7708 

725.8  .- 55 

725.9 . 55 

725  30-725.60 2977 

725.101  3737 

725.102  3737 

725.103  5253 

725.103a —  5253 

725.104 7703 

725.105  7703 

725.106  6713 

725.107  6714 

725.111-725.128 5037 

Part  726: 

Proposed  rules 2015. 

4521, 6796. 7708 

726.6-726.8  55 

726.30-72660    5799 

726.101-726.103    7245 

726.111-726.128    5919 

Part  728: 

Proposed  rules 2203,3471 

728.1-728.6    —     3978 

728  3 4636 

728.4   .- — 4636 
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TITLE  7— Continued  """Be 
Chapter  VII — Continued 
Part  728 — Continued 

728.10-728.22 —  4940 

728  18 5922 

Part  729: 

Proposed  rules 991. 

5231.6857. 'i 065 

729.4   1513 

729.40-729.70 3173,  3226 

729.101-729.103    7217 

729.110-729.127    7611 

Part  730: 

Proposed  rules 6803 

Chapter  VIII : 

Reorganization 466,  591. 1408 

Part  801: 

Proposed  rules 1 

Part  803   [deleted] 157 

Part  811: 

Proposed  rules 6719 

811.1  .— 5734 

811.2   7751 

Part  812: 

Proposed  rules 80 

812.1  _- —  3257,6874 

Part  813: 

813.2   — -     5735 

813.3 3258, 

3578. 5421.  5687,  5735.  5923 

813.4 3578,  5687,  5735 

813.11-813.18 7753 

Part  814: 

814.1  1567. 

1634.  3259.  5238.  5422.  5924 

814.2 1570,  6714 

Part  816: 

Proposed  rules 1396 

816  1-816.5  _- 2163 

Part  817: 

Proposed  rules 1 

817.2 1169.  [4942] 

Part  818: 

818.2   7246 

818.6  _ 7246 

Part  831: 

831.2 — -     6057 

Part  833: 

833.2 6514 

Part  845: 

845.1  __ 6058 

Part  850: 

850.2   5041 

Part  857: 

857.2 „  3441.  7055 

Part  861: 

861.2 -  217.  1819 

Part  862: 

862.1   1170 

Part  863: 

863.2 3737 

Part  864: 

864,1 56 

864  2 7331 

Part  865: 

865.2 5623 

Part  866: 

866  1  -- 218 

Part  867: 

867.1 — -         57 

867.2 -  7332 

Part  868: 

8681  58 

868.2  _- —     7334 

Part  871: 

871.2 5001 

Part  873: 

873.2   6110 

Part  874: 

874.2 5924 


TITLE  7— Continued  ^^S" 

Chapter  VIII— Continued 
Part  876: 

876.1   - 218 

Part  877: 

877.1   - —      219 

877.2 7614 

Part  878: 

878.1 122 

878.2   7616 

Chapter  IX: 

Proposed  rules 3816, 

6523,  6600.  6810.  7160,  7164.  7430 
Part  901: 

Proposed  rules 7527 

Part  903   [  revised  ] 4775 

Proposed  rules 444. 

579, 2858. 4672 
Prior  to  revision: 

903.5 793 

903  16   -- 794 

Part  904: 

Proposed  rules 184. 

444.  579.  1129.  1709.  2087,  4521 

904.6  793 

904.7 2131.  4746.  5804 

9C4.9  - 2131 

904.14 794 

904  102 591 

904.103 591.  592 

904.104  - 592 

904.105  592 

904.107  _- — 592 

Part  908: 
Proposed  rules 7851 

Part  910: 

Proposed  rules 483.  2869, 

3184, 3683, 3748. 3753,  5434 

910.203 — 4636 

910.309 3797 

910.310 4516.  5214 

Part  912   [revised] —     3226 

Proposed  rules 444. 

579.  1679, 2697 
Prior  to  revision: 

912.7  793 

912  16 794 

Part  913: 

Proposed  rules 444,  579 

913.3   793 

913.13   794 

Part  926: 
Proposed  rules 3822 

926.100  __- 5042 

926.101  _., 5042 

926.105 5042 

926.108 5042 

Part  927: 

Proposed  rules.  95,  444.  829,  1176, 
1713,  2804,  2902.  4522,  5346. 
6266,    6661.    7590.    7622.    7940 

927.1-927.13    [revised] 1466 

927.5 3444,  4746.  7755 

Prior  to  revision: 

927.6 793 

927.11-927.14    794 

927.101-927.107 519 

927.101  _-  1477,2848.2850.4514 

927.102  _.  1477.  2849,  2850,  4513 

927.103 1477.  2849.  2850 

927.104 1477,  2849 

927.105 1477,  2849 

927.106 —  -   1477,2850 

927.107  „ 1477.2850,4515 

Appendix 519 

Part  930: 

Proposed  rules 444.579.6530 

930.3  793 

930.16  - — 794 


TITLE  7— Continued  **"«• 

Chapter  IX— Continued 

Part  932: 

Proposed  rules 444.  579 

932.3 793 

932.16 —   794 

Part  933: 
Proposed  rules.-.   5218.5219.5781 

933.203  — 6280 

933.417 __v—   221 

933.418 - 222 

933.419  222 

933.420 291 

933.421  291 

933.422 - 291.  503 

933.423  407 

933.424 407 

933.425 501 

933.426  503,881 

933.427 503.881 

933.428 637 

933.429 881 

933.430  879,  2009 

933.431  882 

933.432  1380 

833.433 1704 

933.434 - 2010 

933.435 _ 2009 

933.436 - 2372 

933.437 2372 

933.438 2683 

933.439 - 2683 

933.440  2945 

933.441 2945 

933.442  __. - —  3178 

933.443  3178 

933.444 5557 

933.445 —  5559 

933.446 5987 

933.447 --  5987 

933.448 6280 

933.449  6280 

933.450 6585 

933.451 6587 

933.452  6587 

933.453 6801 

933.454 6802 

933.455 6803 

933.456 7152 

933.457 7152 

933.458 7153 

933.459 -.  7557 

933.460  7558 

933461  7559 

933462 7875 

933.463 7875 

933.464  7876 

Part  934: 

Proposed  rules..  415,  444.  579.  900. 
1286,  1712.  1848.  2090,  4521 

934.1-934.13  [revised^ 1478 

934  6 2132,  4747 

934.8 2132 

Prior  to  revision: 

934.7 793 

934.15  - _ 794 

934  101-934.109 2249 

Part  935: 

Proposed  rules 444. 

579.  738.  2145,  2804 

935.1 3232 

935.3 793 

935.4 3232 

935.5 8232 

935.6 3233 

935.7 8233 

935.12 — 794 

Part  936: 
Proposed  rules..  203, 697. 840. 129S. 
1300,  1396,  2919.  8415.  7273 
9361  --  2685 
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TITLE  7— Continued  ^^«* 

Chapter  IX— Continued 
Part  936 — Continued 

936.2 2685 

936.4 2685 

936.5 2685 

936.6 2685 

936.6a 2685 

936.8 2687 

936.9 2687 

936.10  - 2687 

936.101 _- —     4515 

936.102 4515 

936.104 4515.4748 

936.105 4515 

936.109 4516 

936.203 36lf 

936.301 1483 

936.345 2743 

936.348  _ 2744.3260 

936.347 —     2744 

936.348  „ _ 2745 

936.349 8179.3811 

936.350 3260 

936.351 3300 

936.352 3301 

936.353 3302.3830 

936.354 —     3303 

936.355  — 3658 

936.356 8611,3830 

936.357 3658 

936.358 3738 

936.359 3739.  3831 

936.360 3740 

936.361 3740 

936.362 3741,3832 

936.363   3769,4611 

936.364 3770,4613 

936.365 - 3771 

936.366 4613 

936.367 4614 

936.368  _. 4615 

936.369  > — —     4615 

Part  939 : 

Proposed  rules 4859 

939202 6329 

939  301  „ 5239 

939.302 -, 5238,6145 

Part  940: 
Proposed  rules 3920.  5317 

940  100  _- 4855 

940.101 4855 

940.104 4856 

940.105 4856 

940.107  _- 4856 

940.201    5736 

940.301 5042.  5625 

Part  941 : 

Proposed  rules 296. 

444.  579.  1503.  2951,  6663 

041.3   „ — 793 

941.15   — 794 

Part  942: 

Proposed  rules 444,  579, 

704.  1253.  3754,  5565,  5838 

942.3    793.5961 

942  5   1484,5385.5961,5962 

942.6 6962 

942.7   5962 

942.8  _. 5963 

942.14 794 

942.15 5963 

Part  944 : 

Proposed  rules 444. 

679.  1194.  1384.  2147 

944.3   793 

944  5   - 2252 

944.18   - 794 

Part  946: 

Proposed  rulet 444. 

579. 1196,  4556.  6154,  5158 
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TITLE  7— Continued  ^8* 

Chapter  IX — Continued 
Part  946— Continued 

946  3 : 5387 

946.5 _ 793.5387 

946.7 1634,  5387 

946.9 5387 

946.10 — —  6388 

946.13  794 

Part  947: 

Proposed  rules 417,444. 

579.  859.  1269,  1713,  2092,  4521 

947.1 — 1484 

947.3  — 793. 1485 

947.5  -  1485 

947.6 1485.  2132.  4747 

947.7  1485 

947.9  1485 

947.10  I486 

947.15 -794 

Part  948 : 
Proposed  rules 444.579 

948.3  793 

948.4  89 

948.11  —   794 

Part  951 : 

Proposed  rules 8889 

951.1 440 

951.2  ._ —  440 

951.3 — -  440 

951.4- 440.  441 

951.5-951.21 ^_ 441 

951.101  -- 5964 

951.204 4857 

951.304  _ 5186 

951.305  6341,5535,5827 

951.306 5472 

951.307  __ 5535 

951.308  5645 

951.309 5736 

951.310  __ 5804 

Part  953: 

Proposed  rules 1617,  2358.  7164 

953.4  3613 

953.104 1002 

953.204 7617 

953.414  __ 748 

953.415 882 

953  416 1003,  1101 

953.417  - 1155 

953.418  — — —  1243 

953.419 1380 

953.420  1513 

953.421 1705 

953.422  1343 

953.423  _ -  2010 

953.424 2133.  2373 

953.425 2373.  2521 

953.426 —  2573.  2657 

953.427  2687 

953.428 — 2829 

Part  954: 

Proposed  rules 444, 

579.  1384,  1935 

954.3  793 

954.5 2133 

954.15 794 

Part  955: 

Proposed  rules 1009, 

2025. 2027,  6484 

955.1 - 6804 

955.4 6804 

955.5 _ 6805 

955.7 --  6805 

955.203  _._ 1821,7031 

955.322 222 

955.323  504.795 

955.324 I -   794 

955.325 1119 

955.326 6397 

955.327 7153 
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TITLE  7 — Continued  P*8« 

Chapter  IX — Continued 
Part  955 — Continued 

955.328 7876 

Part  957: 

Proposed  rules 4620, 

4882.  7065.  7390,  7394,  7531 

957.202 5253 

957.302   3978 

957.303 5588 

Part  958: 

Proposed  rules 5202.5809 

958.101-958.103 4747 

958.201   5805 

958.202   5805 

958.203  ___ 6805 

958.301    3979 

958.302   4841 

958.303   5777 

958.304 6112 

Part  959: 

Proposed  rules 1255, 

5317.5571,5809.5814 
959.1-959.16 6619 

959.202   6687 

Part  960: 

Proposed  rules 6294 

960.4  -_ 5485,  6557 

960.203   6991 

960301    ---     6787 

960  308    _ 6557.6787 

Part  961 : 

Proposed  rules 444. 

579.    1011,    1442.    1825.    2952, 
5571.  6605.  6995. 

961.1    1845.7196 

9613    1845.7197 

961.4 1845.3613,5964.7196 

961.5   793 

961.12 794 

Part  962: 

Proposed  rules 419.1260.2920 

962.104   408.504 

962.203   3613 

Part  963  [expired] 519 

Part  965: 

Proposed   rules 444,487. 

579. 1327,  2028,  2952,  5022.  5571 

965.2   5708 

965.4   793 

965  6 2784,  5708 

965.7   -     5708 

965.9 5708 

965  16 — —       794 

Part  966: 

Proposed   rules 297, 

547.5781,5881.6719 

966.3 3614 

966.4 3614.  3615 

966  6 3615,  3616 

966  8 3616 

9669  3616 

966.103-966  109  6588 

966203  1409 

966204 7197 

966408 107 

966.409 223 

966410  292 

966411  408 

966.412  504 

966413  637 

966414  749 

966.415  883 

966.416 1003 

966417 1121 

966418  1244 

966419 1381 

966  420  __ 1514 

966.421 —  1706.  1845 

966.422  2134 

J66423  2374 


TITLE  7— Continued  ***B« 

Chapter  IX — Continued 
Part  966 — Continued 

966.424  _ — 2947 

966.425  3180 

966  426 3303 

966.427  3459 

966428 3659 

966  429  '3798 

966430  — 3979 

066.431  4616 

966.432 4781 

966433 4869 

966.434 —  5003 

966435  __ 5215 

966  436  - —  5342 

966437 5486 

966.438 —  5559 

966  439 5708 

966.440 _— —  5827 

966  441 5988.  6128 

966  442 6128 

966  443  —  6281 

966444 6459 

966445 --  6591 

966.446  6715 

966.447 6805 

966  448 7003.  7154 

966  449 7154 

963  450 7267,  7419 

966451    7419 

966.452 7559 

966.453 7703.  7877 

966454 7877 

Part  967: 

Proposed  rules 444.579 

967.3 793 

967.16   __ 794 

Part  968: 

Proposed  rules 444,  579 

9685 793 

968  14   794 

Part  969: 

Proposed  rules 444.  579,  6663 

9693 793 

969  14  __ 794 

Part  970: 

Proposed  rules 444. 

579, 1012,  1198. 1715 

970  4 1912 

970.5  793 

970.7  1913 

970.8 - —  1913 

970.13 794 

Part  971  [revised] 3444 

Proposed  rules 185, 

444,  579.  1330.  2029.  2045.  2806 

971.1  4857 

Prior  to  revision: 

971.1 2136 

971.3   793 

,     971.4 2136 

971.5 —     2136 

971.7 2136 

971.8   -     2136 

971.15 794 

Part  972 : 

Proposed  rules 186. 

444, 488, 579. 1215, 2031.  6559 

972.1   7057 

972.3 793 

972.5  __ 2784 

972.15    — -       794 

Part  973: 

Proposed  rules 444,  579 

973.3 793 

973.13  794 


'Appears  as  066.428. 


TITLE  7— Continued  ^^s*' 

Chapter  EX — Continued 

Part  974  [rewsedl 7421 

Proposed  rules 444. 

579,1801,5597,7077 
Prior  to  revision: 

974.3   — —       793 

974.14 - —       794 

Part  975: 

Proposed  rules 444. 

579.1130.5052.5844 
975.1 —     6593 

975.4  -_ 793 

975.5 6593 

975  6   1486,6593 

975.7 6594 

975.9 6594 

975  17 — —       794 

Part  977: 
Proposed  rules.—  3559.6046.6530 
977.3   — 6595 

977.5   6595 

977.9 6595 

977  15   __ — 6595 

Part  978: 

Proposed  rules 1685. 

3236. 5123.  6485.  7395 
9783    - ---     5388 

978  5 5388.7756 

9787   5389 

9789   5389 

978.14 5389 

Part  979: 
Proposed  rules 5609 

979.201  1004 

979.202   6282 

979.302 5422 

Part  981 : 

Proposed  rules 342 

981.104 3449 

981.202 1079 

981.304 2229.  4549 

981  305   4549 

Part  984: 

Proposed  rules 5784.  6065 

984201 6167 

984  301 6624 

Part  985: 

Proposed  rules..  342.  349.  383. 1385 

Part  986: 

Proposed  rules 1521.  1618. 

2920.  2930,  5059.  5158, 6386 

986.1-986.18 3660 

986.200   .— 5521 

986300 5828 

986.401 6687 

Part  987: 

Proposed  rules 186.  5907 

987.4 -     6247 

987  101-987.104 1246 

987.202 6768 

987.302 5778.  (62451 

987.303 6245 

Part  988: 

Proposed  rules 2716. 

3499,6409,7011 

988  1-988.13 — 3832 

988.5 —     7197 

Part  989: 

Proposed  rules 3083. 

3184.    3858.    3868,   4577.    7648 

989.1-989.14 5136 

989.200   6247 

989.201 6625 

989300   7618 

Part  990: 

Proposed  rules 597, 

2108.    2179,    3239,    3243.    5434 

Part  99 1 : 

Proposed  rules 1356,  1848,  3999 

991.1-991  92  -- 4782 


TITLE  7~Contlnued  ''^^e 

Chapter  IX — Continued 
Part  992: 

Proposed  rules 1131. 

3890.    4951.    4956,    6858.    7397 

992  1-992.16  — 5860 

992.201   — 7308 

992.300. __ 6112.  165581 

992301   6558 

Part  993 : 

Proposed  rules 862.   922, 

3622,    3802,    4684,    4694.   7856 
993.1-993.15 5254 

993  100-993.106 6625 

993200 5688 

Part  994 : 

Proposed   rules 2547,2590, 

4559.    5060.   5065,   6202.    6559 

994.1-994.14 6737 

994  4 5865.6167 

994.300 7247 

Part  995° 

Proposed  rules 679.  2015.  3244 

995  1-995.18 —     3515 

Part  996: 

Proposed  rules 3472.5999. 

6388. 6559.  7085.  7185.  7298 
996.1-996.14    7217 

996  100-996  107 7879 

Part  997: 

Proposed  rules...  4759,  5654.  5672 

997.1-997.15  __ 6964 

Part  998: 

Proposed  rules 6085 

Part  999: 

Proposed  rules 6011. 

6386.  6559,  7097,  7400 

999  1-99914 7224 

999.100-999  107  — 7881 

Chapter  X: 
Part  1001: 

Technical  amendment 5710 

Chapter  XI : 
Part    1596    [redesignated    as 

Partii.. 293 

TITLE  8 
Chapter  I: 
Part  60 : 

6025 - 3304 

Part  95 : 

95.7 917 

Part  105: 

105,3  - 1228 

Part  107: 

Proposed  rules 4951 

-     107.9    — 1515 

107.15 1515 

,     Part  108: 

1083    1755 

1086    6628 

Part  110: 

Proposed  rules 3314 

110.1 731,1156,1229.3325 

110  3   _ 157.3491,3885.4619 

110  31   - 4589 

Part  114: 

1146   — 8305 

Part  116: 

116.3  .— 6992 

116.8- — 199.  5228 

116.9 199,  505 

Part  119: 

1198 4589 

Part  121: 

Proposed  rules 1 8789 

121.1 6805 

Part  125: 

Proposed  rules 2359 

125.3   - 3579 


TITLE  8 — Continued  ^^^' 

Chapter  I— Continued 
Part  127: 

127.1 8261 

127.3   3261 

127.4   — - —     3261 

127.6- 3261 

127.7   -     3262 

Part  150: 
Proposed  rules 3208 

150.1   5866 

150  6 36,  4589.  5866 

150.10 36,  4589 

150.14  „ —         36 

Part  160: 

160  16 3886 

Part  169: 

Proposed  rules 3683 

169.2   —     5806 

Part  171: 

171.1    — 592 

171.4 592 

Part  176: 

176.101    — —     2435 

176.106 ^—     2435 

176  107   — -     2435 

176.108 2435.  6874 

176.202 2435 

176.203 2435 

Part  324: 

324  1 1229 

324.2    _- — 1229 

Part  362: 

362  12 36 

362.13   __ 36 

Part  364: 

364.1    - — -     6676 

Part  370: 
Proposed  rules 5315 

Part  373 : 

Proposed  rules 5315.  5366 

Chapter  II: 

Part  501: 

501.50 2850 

501.60 2850 

Part  507: 

50760   4788 

Part  510: 

510.11 1409 

510.65 —     1409 

Part  511: 

511.188 1409 

511.194 — -     1409 

511.205  _- 2850 

511.209 1409 

511.211a 2851 

511.215   6113 

511.304c —         53 

511.305   ...'. 1409 

511.305b —     1409 

511.320 2851 

511.323 1409 

Part  512: 

512.338 28^1 

TITLE  9 
Chapter  I: 

Part  3  [discontinued] 694 

Part  4: 

Proposed  rules 2950 

4.3 4590 

Part  7: 

74 -       441 

Part  17: 

Proposed  rules 2950 

17  2  4590 

17.8 4590.4591 

Part  18: 

Proposed  rules 2950 

18.7  — 4591 


TITLE  9— Continued  '•"^e 

Chapter  I— Continued 

Part  24: 

Proposed  rules 2950 

24.1 4591 

Part  27: 

Proposed  rules 2950 

27.16 4591 

Part  51 : 

Proposed  rules 1,  443 

51.8 2164 

Part  53   [revised] 6329 

Pro,)Osed  rules 5433 

Part  58  [discontinued] 1212 

Part  72: 

72  2       3305 

723   - --     3305 

Part  76 : 

76.2   1212 

Part  92: 

Proposed  rules 443 

92.20 — -     1665 

Part  97: 
Proposed  rules ^44 

Part  102: 

102.78 6560 

Part  131: 

Proposed  rules 2857 

131.101   8617 

Part  151: 

Proposed  rules 1253. 

4758, 4906,  5316,  6566 

151.1-15112    158 

151.4 -       294 

151.10 294, 

2164.5505,5710,6113.7198 

Part  201 : 

Proposed  rules 2243 

201  19   3450 

201.22   -  3450 

Part  202: 

202.37   2785 

Part  203  [discontinued] 655 

TITLE  10 
Chapter  I: 
Part  40: 

40.53  1156 

40.60   1156 

Part  50 : 
Proposed  rules 2835 

50.20   3492 

50.21    8492 

50.72   .__ — — • 3492 

Part  60: 

603  _ 695.  17321 

60.3a 695.  17321 

60.4 17321 

60.5 731 

60.5a 733 

TITLE  12 
Chapter  I: 
Part  5: 

5.1-5  6 

Chapter  II: 
Part  201: 

201.1  • 

201.2  

Part  204: 

204  5    2231,3742,5005 

204.102 7727 

Part  206: 

206.17    2785 

206.105   3392 

Par.  217: 

217.101   —     7727 

Part  220: 

220.3 2083 

220  4 2083.  2659  4664 

220.6 2659 


6788 


884 

884 
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TITLE   12— Continued  ^^S* 
Chapter  II — Continued 
Part  220 — Continued 

220.8 -  1515 

220.104 4858 

220.106 4665 

220.107 4857 

220.108 5505 

Part  221: 

221  1   2084 

221.3 -, 2659.  4665 

221.4 1516 

221.102 —  4665 

Part  222  [expired] 3742 

Prior  to  expiration: 

222.7 1031 

222.9   __ 1031.2059 

222.117 454 

222.118 454 

222119 455 

222.120 455 

222.121   455 

222.122 750 

222.123 750 

222.124 1247 

222.125 1343 

222.126 2011 

TITLE  14 

Chapter  I  [reissued] 4033 

Proposed  rules 4886 

Part  1  [reissued]: 

1.1-1.24 4033 

Prior  to  reissuance: 

13   I486 

Part  2: 

2.1-2.36 4034 

2.36   6768.7469 

Part  3  [reissued]-. 

Proposed  rules 3900.5847 

3.1-3.792  -- — 4036 

3.23-1  7177 

3.23-11 7177 

3.73-1 5742 

3.84-1   7177 

384-11   7177 

3.338-1 5743 

3.791   6769.7469 

Prior  to  reissuance: 

—       Technical  amendments 36 

3.123 36 

3.132   37 

3.13330 37 

3.2(l2  _ 37 

3.2131 37 

3.230 37 

3.2421  _ 37 

3.310 37 

3.3610 37 

.     3.38132-1  3305 

3.40 37 

3.5222 37 

3.632 37 

Part  4a   [  reissued  1: 

Proposed  rules 5847 

Uncodified   special   regula- 
tion    5865 

4a.l-4a.772   4072 

4a.503 6769 

4a.531-2 7756 

4a.643 6769 

4a.723-l 6282 

4a.725-l 6282 

4a.749a-T 4923 

4a.770 6769.7469 

Prior  to  reissuance: 

4a.40-l 3305 

4a.510-l —  3196 

4a.5827-l  3196 

4a.75322-T __  3743 

4a.755-T 37 
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TITLE  14— Continued  ^^K® 

Chapter  I  [reissued] — Con, 
Part  4b  [reissued]: 

Proposed  rules—  1333.  3900.  5847 

4b.l-4b.932    4102 

4b.56 6978 

4b.l89 —     6978 

4b.l92 6978 

4b.202 6978 

4b.269 6978 

4b.373 6978 

4b.511 6978 

4b.831 6307.  5308 

4b.832 5307 

4b.833 5308 

i  4b.834 5308 

j  .   4b.835 5308 

i  4b836 5308 

I  4b.931 6769.  7469 

i  Prior  to  reissuance: 

i  4b.l223 3743.  3915 

i  4b.l231   __ 2587 

i  4b38231-l 3308 

4b.38251-4 3196 

!  •  4b.40 37 

!  4b.51-l 3365 

I  4b.51-3 3306.  3461 

i  4b.51-4 3306.  3463 

;  4b. 51-5 3307.  3464 

4b.51-8 J-     3368 

4b.51-10 3197 

4b.5383-l 3197 

4b62 37 

Part  6: 

Proposed  rules 5847 

6.1-6.61 4179 

6.61 6770.  7469 

Part  9: 

9.1-9.3 4186 

Part  13: 

13.1-13  33 --     4186 

13.22  6770.  7469 

Part  14: 

14.1-14.54 4188 

14  7 6770.7469 

Part  15: 

Proposed  rules 5847 

15.1-15.51 4190 

15.5 6770.7469 

15  11   6770.7469 

15.12 6770.7469 

15.13 6770 

15.14 6770 

15.21 -     6770 

15.31  6770 

Part  16  r reissued] : 

16.10-16  52 4197 

Prior  to  reissuance: 

16.30 37 

Part  18: 

Proposed  rules 7533 

18.1-18  20 4197 

Part  20  [reissued]: 

Proposed  rules 1545. 

1708. 2359.  3644 

Technical  amendment 2192 

20  1-20.82 '  4198 

20.11 ,— —  7757 

2036 6059 

20.40a —  4823 

20.40b 4823 

20.40c —  4823 

20.56 5423 

Prior  to  reissuance: 

20  10 2192 

20.25 3328 

20.26  - 3326 

20.35 2192.3521 

20.36 3326 

20  40 2192.3327 

20.402 --  2192 


TITLE  14 — Continued  ^"8« 

Chapter  I  [reissued] — Con. 
Part  20  [reissued] — Con. 
Prior  to  reissuance — Con. 

20.420 2192 

20.421 2192 

20.563 2192 

20.61 —       109 

209 : 2193 

Part  21  [reissued]: 
Proposed  rules...  1545.2359,3644 

21.1-21.58 4202 

21.29  5423 

Prior  to  reissuance: 
Technical  amendment...    2193 

21.1511  2194 

21.1512  2194 

21.16 2194 

21.160 2194 

21.161  2194 

21.162  2194 

21.163 2194 

21.17 —     2194 

21.178 2194 

21 20  2194 

21.200 2194 

21.222 2194 

21.35   2194 

21.351  2194 

21.352 2194 

21.421    2194 

21422      2194 

21  423 2194 

21.441   2194 

21.442  2194 

21.50 2194 

Part  22  [reissued]: 

Proposed  rules 2359,  "^644 

22.1-22  42 4208 

22.25 5423 

Prior  to  reissuance: 

22.241   110 

Part  24  [reissued] : 

Proposed  rules 3359. 

2360. 3644,  7535 

24  1-24.46 4209 

24.28  5423 

Prior  to  reissuance: 

242 [531.  131981 

Part  25: 

Proposed  rules 2359.  3644,  6409 

25.1-25.46 -     4210 

25.26 5424 

Part  26  [reissued] : 

Proposed  rules 1545.  2359,  3644 

26.1-26.37 4213 

26.7-1   6283 

268-1 6283 

26.20 5424 

Prior  to  reissuance : 

2620   2194 

26.50-1—26.50-104 3327 

Part  27: 

Proposed  rules 2359,3644 

27.1-27.33 4240 

27.1    6283 

2721 5424 

Part  29: 

Proposed  rules 6858 

29.1-29.5 4241 

29.5   7728 

Part  33: 

Proposed  rules...  2359.  3644.  6089 

33.1-33.17 4242 

33.18   5424 

Part  34: 

Proposed  rules...  2359.  3644.  6059 

34.1-34.17 4243 

34.18   5424 


TITLE  14 — Continued  **•«• 

Chapter  I  [reissued] — Con. 
Part  35  [reissued] : 

Proposed  rules 1545, 

2359.  3644.  6089 

85.1-35.32 4243 

35.6-1    5743 

35.19    —     5425 

Prior  to  reissuance: 

35.05    2196 

35.3    2196 

35.31    - 2196 

Part  40  [reissued"]: 

Proposed  rules 1545, 

2047.  2093,  4522.  7362 

Technical   amendment 2196 

Uncodified  special  regula- 
tions   3915,5389 

40.1-40.205 4245 

Prior  to  reissuance:       * 

40.291    37 

40.4-40.46 131991 

4060   2196 

Part  41  [reissued]: 

Proposed  rules 1333. 

1411.    1545.   3123,   3709.   4637. 
4731.    5847.   5975.    6295.    7809 

Technical   amendment 2197 

Uncodficd  special  regtiln- 

tions 5865,  6998 

41.0-41.137 4252 

41.13-1    .- 5745 

4124   5309 

41.24a 5309  . 

41.24b   5309 

41.24c 5309 

Prior  to  reissuance: 

41270    3744 

41.3041   _-. — -   [14091 

41.312  [14091 

41.500   37 

41.508  — 37 

41.509   37 

41.510 37 

41.511 37 

41.99 2197 

Part  42  [reissued): 

Proposed  rules 934, 

1333,   3123.   3415,    3709,   3788. 
5847.   5975,    6295.    7809. 

Uncodified   special   regula- 
tions   4847,5865.6998 

42.0-42.96 4263 

42.0-1—42.1-2 7031 

42.5-1—42.5-4 —     7032 

42  9-1 7033 

42.11-1—42.11-3 7033 

42.12-1 7033 

42.1ft-l —     7034 

42.21-1—42.21-8 7034 

42.23-1 7034 

42.24-1—42.24-4 7034 

42.25-1— 42.25-2  _ 7035 

42.26 6310,5488 

42.27 5310 

42.28 5311 

42.29 5311 

42.30-1 7035 

42.31-1— 42.31-S 7036 

42.32-1—42.32-6 7036 

42.44-1—42.44-2  _ 7039 

42.45-1—42.45-2 7039 

42.48-1 7040 

42.51-1—42.51-4 7040 

42  52-1— 42.52-2 7040 

42  54-1 7040 

42.55-1 6875.  7040 

42.55-2 7040 

42.56-1 —     6875 

42.57-1 7040 

42.58-1 7040 

•0000—50 ^29 
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TITLE  14 — Continued  ^'^^^ 
Chapter  I  [reissued] — Con. 
Part  42  [reissued] — Con. 
42.0-42.96 — Continued 

42  59-1 7040 

42  60-1— 42.60-4 7040 

42.61-1 —  7041 

42.62-1—42.62-2 7041 

42.80-1 6285.  7469 

42.81-1 7041 

42.82-1   ___ 7041 

42.83-1   7041 

42.91-1—42.91-3    7041 

42.92-1—42.92-3 7041 

42.93-1 7042 

4294-1   _._ 7C42 

42.96-1 7042 

Appendix  A 7C42 

Appendix  B-__ —  7043 

Prior  to  reissuance: 

Revised   1428 

4270 3744 

Prior  to  revision: 

42.341  37 

42342 37 

42.37 37 

42.42  — 37 

Part  43  [reissued]: 

Proposed  rule^ 1444. 

1545. 1708, 5279.  5847,  7809 

431-43.70    4271 

Prior  to  reissuance: 

Technical  amendment..  2197 

43.1010 [10041 

43.22  38 

43.400   2197 

43.404   2197 

43.405 2197 

43.410 3373 

43.50 2197 

43.5x    3352 

43  63 2198 

43642   2197 

43.680 - 2198 

43.9   _  — 2198 

Part  44  [reissued] : 

Proposed  rules 1545,  4731 

44.0-44.7    4276 

44.0  4847 

Prior  to  reissuance: 

44.1   2198 

44.3   2198 

Part  45 : 

Proposed  rules 943,3123.3415, 

3709. 3920. 5975.  7487.  7667 
Uncodified  special  regula- 
tion   5865 

45.1-45.5 1437,  4276,  6147 

Part  48: 

48.1-48.5    . —     4277 

Part  49: 

49.0-49  81 2787,4277 

Part  50: 

Proposed   rules..  3184.  3644,  4985 
Uncodified   special   regula- 
tion  5710 

50.1-50.33    4281 

50.2 6716 

50.11 6716 

50.12-1 5745 

50.13 [5710],  6286.  6716 

50.13-1 6286 

50.13-2 . 6287 

60  34 6425 

Part  51: 

Proposed  rules 2359, 3644 

81.1-51.17 4282 

51.11a 6425 

Part  52  [reissued]: 
Proposed  rules 8644.  7537 
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TITLE  14— Continued  ^  e* 

Chapter  I  [reissued] — Con. 
Part  52  [reissued] — Con. 

52.1-52.23 4283 

52.18 6059 

52.19 5425 

Prior  to  reissuance: 

52.38 623 

Part  53 : 

Proposed  rules 3644.  7540 

53.1-53.32 4283 

53.27 5425 

Part  54: 

Proposed  rules 36i4 

54.1-54.38 4285 

54.6 5426 

'  Part  60  [reissued]: 

Proposed  rules 1545, 

2C47. 5434.  7809 

60  1-C0.89 4286 

60.13-1  4665,  5123, 

5144,  5426.  5970.  6287.  6383, 
6596,  6676.  7057.  7198.  7269. 
7308,  7479.  7577,  7641,  7683 

60.17-1  ^'"•^7 

60.17-2 6427 

60.17-3  6428 

60.17-11—60.17-18 6428 

60.17-101—60.17-109 6i29 

60.17-201—60.17-285 6430 

60.17-601—60.17-667 6434 

60.17-1001— 60.17-1004  __  6437 

60.18-2 5745 

60.18-5 5746 

60  46-1— 60.46-9 6875 

60.46-4 7427.  7471. '< 834 

60.46-5  7476 

60.46-7 7477 

60.46-9  7177.7478 

Prior  to  reissuance: 

60.00  - 38 

60.001  1487 

60.103-1 1913.3181, 

3393, 3772. 3813.  3886 

60.107  38 

60.108  479 

60.111 [31991 

60.113  38. 1487 

60.301  1487 

60.303 [31991 

60.305 [31991 

60.306 38 

60.307 [31991 

60.308   1487 

•    60.910 1487 

60.921   38 

Part  61  [reissued]: 

Proposed  rules..  1333.1411.1545, 
2047,  2093. 4522.  5847,  7362. 7809 

Technical  amendment 2199 

Uncodified  special  regula- 

.tions 3915.5389 

Cl.1-61.346 4304 

61.208   4823 

61.263 5311 

61.264 5311 

61.265 —     5312 

61.268 5312 

61.273-1 ^1 6943 

Prior  to  reissuance: 

61.0-61.95 [31991 

61.09 — 2199 

61.50 38 

61.500 38 

61.523 2199 

61.535 38 

61.553 [8199] 

61.602 13199] 

61.712> 3745 

61.731   _— [31991 

61.752 38 
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TITLE  14 — Continued  Pag« 

Chapter  I  [reissued] — Con. 
Part  61  [reissued] — Con. 
Prior  to  reissuance — Con, 
61.0-6 1 .95 — Continued 

61.791 88 

61.83 38 

Part  62: 

62.0-62.47 1516.4319 

Part  97  [superseded] 7497 

Proposed  rules 2574 

Prior  to  super sedure: 

97.1-97.24    4321 

Parts  200-296  [recodified] 3522 

Table  of  old  and  new  sec- 
tion numbers 3522 

Amendments   prior   to   re- 
codification    appear     as 
originally  numbered  fol- 
lowing Part  296  below. 
Part  200: 

200.1-200.7 3524.4323 

Part  201 : 

201.1-201.5 3524,4323 

Part  202 : 

202.1-202.7 3525,4324 

Part  203 : 

203.1-203.8 3526,4325 

Part  205 : 

205.1-205.6 3527.4326 

Part  206: 

206.1 3528,4327 

Part  211: 

211.1-211.5 3528.4327 

Part  221: 

221.1-221.10 3529,4328 

Part  222 : 

222.1-222.9 3531.4331 

Part  223: 

223.1-223.9 3534.4334 

Part  224  [reissued]: 

Proposed  rules 6776 

224.1-224.3 4335 

Prior  to  reissuance: 

Recodification  '  3536 

224.2 3772 

Part  231 : 

231.1-231.7 3536,4335 

Part  232 : 

232.1-232.3 3537,4336 

Part  233: 

233.1-233.4 3537.4336 

233.1 6676 

Part  234: 

234.1-234.7 3537.  4337 

Part  241 : 

241.1-241.2 3538,4337 

Part  242: 

242.1-242.5 3538,4337 

242.1 6806 

242.2 6806 

,  242.3 6806 

242.4 6806 

242.5 6806.6807 

242.6 6806 

Part  243: 

243.1-243.3  — 3539.4339 

Part  244: 

244.1-244.2 3540.4339 

Part  245: 

245.1-245.3 3540.4339 

Part  246: 

246.1-246.3- 3540,4340 

Part  247: 

247.1  3541,4340 

Part  248: 

248.1-248.2    3541.4340 

Part  249 : 

249.1-249.6 3541.  4340 

Part  251 : 

251.1-251.13 3543.4342 


CODIFICATION  OUIDE,  1949 

TITLE  14 — Continued  P"Be 

Chapter  I  [reissued] — Con. 
Parts  200-296    [recodified]— 
i  Continued 

Part  261: 

261.1-261.7 3545.4344 

Part  262 : 

262.1-262.4 3546,  4345 

Part  290 : 

290.1-290.4 3546,  4345 

Part  291: 

Proposed  rules 5202 

291.1-291.26 —  3546.  4346 

291.1 _-     6807 

291.2 6195 

291.23 6807 

291.24 6807 

291.25 6807,  6808 

291.26 6807,  6808 

291.31 6807 

291.32 6807 

291.33 6807 

Part  292  [reissued]: 

Proposed  rules 3644 

292.1-292.8- 3550.  4349 

Prior  to  reissuance: 

292.3 3916 

Part  293: 

293.1 3552.  4351 

Part  295: 

295.1-295.12 3552,  4351 

Part  296: 

296.1-296.18 3553,  4352 

Prior  to  recodification: 
Part  202: 

Proposed  rules 1895 

202.1  639 

Part  224: 

Proposed  rules 383 

224.1  _ __ 1822 

Part  228: 

Proposed  rules 188,  840 

228.1 1157 

228.3 2574 

Part  238: 

238.3 378 

Part  287: 

287.2 3522 

287.3 3522 

Part  292: 

Proposed  rules 362, 

370, 420, 1895 

292.1 1881.  [2587]  3311 

292.4 1884 

292.6 1518 

Parts  301-302  [recodified]...    3522 
Part  301: 

Proposed  rules 2574 

Note 3522,  4354 

301.0-301.52 7497 

Part  302: 

302.1-302.17 3522.  4354 

302.8 4848 

302.15 4723 

302.18 5263 

302.19 _ ._.     7728 

Chapter  n  [reissued]  _ _--    4361 

Part  405: 

405  1-405.53 4361 

Part  406: 

406.1-406.13 _-.     4366 

Part  407  [reissued]: 

407.1-407.5 _-.     4367 

Prior  to  reissuance: 

407.1-407.5   778 

Part  450: 

450.1-450.8    _    4367 

Part  501: 

501.1-501.11 4369 

Part  502: 

502.1-502.6    , ,     4369 


TITLE  14 — Continued  P»8« 
Chapter  II  [reissued] — Con. 
Part  503: 

503.1-503.3    4370 

Part  504 : 

504.1-504.3    4370 

''art  505: 

505.1-505.3    4370 

Part  531  [superseded  by  Part 

407]    778 

Part  550  I  reissued  J: 

550.1-550.11    4371 

550.4 5427,  6992 

550.5 4942 

550.7 _ 4942 

Prior  to  reissuance: 

Revised    __. 2402 

Prior  to  revision: 

*-  550.1 21 

550.2  __ 21 

550.5 21,  2375 

550.7 21 

550.8 409 

550.9 21 

550.11  21 

•                  Appendixes    B-N    [re- 
voked]     21 

Part  555: 

555.1-555.11    „_ 4379 

Part  560  [reissued]: 

530.1-560.20    4381 

560.6  _— 6943 

Prior  to  reissuance: 

Revised   2375 

Part  570  [revised]: 

Proposed  rules - -  5541 

570.1-570.131 -—  6247 

570.57 7155 

Prior  to    revision: 

Renumbered 38 

Reissuance: 

570.1-570.60    —  4385 

Part  571  [revoked] 6252 

Prior  to  revocation: 

Renumbered 38 

Reissuance   4388 

Part  600  [reissued]: 

600  1-600.1004    _ 4389 

600.13 4723 

600.15   6287 

600.101 6287 

600.106  _- 4723 

600.201 7247 

600.208 5970 

600.212 __.  4724 

600.213  __ 4724 

600.221  6992 

600.227 4724 

600  229 6288 

600.231 4724 

600.233 4724 

600.242 -.  6288 

600.246 6993.  7247 

600.255 _.  6288 

600.265 7248 

600.274   _- 6288 

600.285 5970 

600.286 _  6993 

600602 _-  5971 

600.611 4724 

600.612 5971 

600  613 4724,  6993 

600.617 __  6993 

600.622 6993 

600,632 6288.  7248 

600.634  _- __ 6993 

600641   ___ _.  4724 

600.645 : 6288 

600  646  _- _. 6288 

600.666 4724 

600.1002 6288 


TITLE  14 — Continued  ^'^^ 

Chapter  II  [reissued] — Con. 
Part  600  [reissued] — Con. 
Prior  to  reissuMnx:e: 

600.4  -.-  455,  1487.  2231.  2889. 
2891,  2892,  2893,  3466.  3467 
Part  601  [reissued] : 

601.1-601.5001    — 4404 

601.9  6978 

601.10 -     6378 

601.101  6288 

601.208 5971 

601.212   4725 

601.227  4725 

601.233 — 4725 

601.241 6288 

601.242  6289 

601.246.  — -  6993.  7248 

601.265 —     7248 

601.285  5971 

601.286 6993 

601.611 - 4725 

601.613 6993,7248 

601.617 6993 

601.632 6289.  7248 

601.634 6993 

601.638 6289 

601.1005  4725 

601.1027 6289 

601.1048  6993 

601.1053 6&93 

601.1061  4725 

601.1065  __- 5971 

601.1080 4725 

601.1093  6289 

601.1111  6289 

601.1113 --  6289 

601.1126  4725 

601.1158 4725 

601.1166 -  4725 

601.1167 4725 

601.1168  4725 

601.1169 4725 

601.1170 —  6289 

601.1171 7248 

601.1983 -—  4725 

601.1984 6289,6993 

601.2020 '- 6289 

601.2029  _- -  6289 

601.2000  —  4725 

601.2092 4725 

601.2097 6289 

601.2105 6289 

601.2113 6289 

601.2114 4725 

601.2122 6993 

601.2123 6993 

601.2199 6289 

601.2256  _- —  6289 

601.2257 6289 

601.2258 6289 

601.2259  6993 

601.4013 6289.6993 

601.4101  —  6289 

601.4102 7248 

601.4107  6289 

601.4208 5971 

601.4212 -  4725 

601.4227 —  6290 

601.4230 — 6290 

601.4233 4725 

601.4242  6290 

601.4246 6994.7248 

601.4285 5971 

601.4286 —  6994 

601.4611  4725 

601.4617  6994 

601.4634 6994 

601  4638 6290 

601.5001  6290 


TITLE  14 — Cont?hued  ^^^^ 

Chapter  II  [reissued] — Con. 
Part  601  [reissu£d] — Con. 
Prior  to  reissuance: 

6014    336,456,778, 

779,  918,  2231,  rt893.  2804 

601.8 456.  1487.  2894.  2895 

601.9  -  456.  779.  2895.  2836.  2897 

Part  609  [superseded] 6943 

Prior  to  super  sedure: 

609.1-609.3 4436 

Part  610  [superseded] 6439 

Prior  to  super  sedure: 

610.1-610.162 4466 

Part  625: 

625.1-625.4 4474 

Part  635: 

635.1 4477 

TITLE  15 
Chapter  I: 
Part  30: 

Proposed  rules 6446 

30.48  3799 

Chapter  II: 
Part  205: 

205.301 - —     3373 

Part  215: 

215  507  _- - —     3373 

215.509   3373 

Chapter  III: 

Part  329  [discontinued] 2380 

Part  336: 

336.31-336.40 5647 

336.43   5647 

326.45 5G47 

836.51-336.61    2694 

Part  338: 

338.1-338  23    [revised] 5312 

338.1-338.6 7155 

Prior  to  revision: 

Revised 1316.  2983 

838.24-338.25     (see     338.1- 
338.23 1. 

838  31-338. 4C  [retofced] 5314 

Prior  to  revocation: 

Revised 1247.  2989 

338.32 1323 

338.33 1323 

338.45 519 

338.46 519 

338.51-338  61 1438 

338.71-338.85    [revised] 5395 

Prior  to  revision: 

Revised  1212,4668 

338.85 4923 

338.91-338.103 5647 

338.111-338  118  [revoked]..    6290 
Prior  to  revocation: 

Revised 3669 

Part  361: 

361.1-361.10 -     5588 

Parts  370-399  [revised] 2992 

Part  370  [revised]: 

370.1-370.11 2992 

370.1 5389,  5390 

370.2 5390 

Prior  to  revision: 

370.4 224 

Part  371  [revised]: 

371.1-371.27 2993 

371.7 5390.  7513 

371.8 3047. 

3837.  4516.  4823.  5390 

371.9 5591. 

6439.  6596.  6788 

371.10 5390,  5505. '  6381 

871.11 3047.  5506.  6059 

871.12 6060 
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TITLE  15— Continued  ^'^ee 

Chapter  III — Continued 
Parts  370-399  [revised] — Con. 
Part  371  [ret?iseril — Con. 
371.1-371.27— Continued 

371  13 6060 

371.20 3152 

371.21 4974.  5506 

371.22 3846.  5506 

371.23   6061 

371.24 7308,  7757 

371.25  6061 

371.26  6061 

371.27  6061 

Prior  to  revision: 

371.4b 1393 

3717  _  89.90.225 

371.7a 1079,  1080 

Part  372  [revised]: 

372.1-372.17 3007 

372.1  6^67 

372  2 6168 

572.5 323i. 

3846,  4826.  6061.  6788 

372.7 6169 

372.8 3:^8. 

3848, 6061, 6195. 7515.  7757 

372  9  3046,3047.3151. 

3398. 3584, 3846.  4517.  4668. 
5390,  5506,  6252,  7643,  7 i 57 

372.12  5390 

372.14  6597 

372.15 3585.  6061 

Prior  to  revision: 

372.8  733 

372.9  854.  1343 

372.10 815, 1081 

372  21  975 

372  22 1081.1383 

372.26 38.  1250 

Part  373  [revised]: 

373  1-373.24  3015 

373  1 4826,  6515.  7757 

373  2  __.  3397,  7198,  7515.  7757 

373.3  3398 

373  4  46f8.  6061 

373.6  6788 

373.7  3048,6597 

.   373.8  4827 

373.9  3151 

373.10  3047,6253 

373.11  6061 

373.12  6381 

373.13 6382 

373.17  7200 

373.19  -  3233 

373.20  3398.6061 

373.21 3152 

373.22 7200 

373.23 6061,  7577,  7757 

373.24 -  3152 

Prior  to  revision: 

373.2 200,  336,  1081 

373.3 506.  1394 

373.5 6j9 

373.11 409 

373.13 409,  1343 

373.14 409 

373.25 5390.  5506,  7200 

373.26 7644 

Part  374  [revised]: 

374.1-374.7 3023,  3847 

Prior  to  revision: 

374.1 90.  795 

374.4 884 

374.7 456,  1394 

Part  375 : 

375.1-375.6 3025 

375.1 6591 

375.2 3398.  55S1.  7479 

375  3 5592.  6516 
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TITLE  15— Continued  ^^e 

Chapter  III — Continued 
Parts  370-399  [revised]— Con. 
Part  375 — Continued 
375.1-375.6 — Continued 

375.4 3846 

Part  376: 

376.1-376.5 3025 

376.3 3846 

Part  377: 

377.1-377.5 3026 

377.1_ 4827,  5506 

377.3 —     4827 

Part  379  [revised]: 

379  1-379.3 3026 

379.1 3848. 

4974. [6060], 160611,7579 

379  3 3048,5591.6597 

Prior  to  revision: 

379.2 —     1081 

Part  380: 

380.1-380.4 3030 

380.2 3047.  6062 

380.3 3048,  6063 

Part  381  [revised] : 

381.1-381.3 3032 

381.4  ,— .     5390 

Prior  to  revision: 

381.1-381.5 — --       976 

Part  382  [revised]: 

382.1-382.14    3277 

Prior  to  revision: 

382.1-382.12 3033 

Part  383: 

383.1   3034. 

3398.  4668,  6061,  7644 
Part  384: 

384.1-384.4 3035 

384.3 6063,  7579 

384.4 6061 

Part  399  [revised]: 

399.1-399.4 3037 

399.1 3049.  3152,  3234. 

3492.  3585.  3847.  4518. 
4519.  4668.  4827.  4974. 
5455.  5507.  5688.  5829. 
6333.  6439.  6788.  7309. 
7479.  7644.  7757.  7758 

399.2 4518 

399.3  5472 

399.4 5472 

Prior  to  revision: 

399.1 39. 110.  795.  854.  855. 

955,  1081,  1100. 1250,  1438 

399.2 441 

Chapter  IV: 
Part  400: 

400.100 3671 

400.103   3671 

400.109 3671 

400.600 3671 

400.603 3671 

400800   3671 

400.802 3671 

400810 3671 

400.811   3671 

40D.1002a - [5427] 

4C0.1006 3671 

400.1301 3671 

400.1308 3671 

400.1314   3671 

TITLE  16 
Chapter  I: 

Proposed  rules 204.  1014. 

1336.  2095,  3381.  4925,  5850,  6044 
Part  2: 

2.8  _ 2435 

2  10  2435 

2.11 2436 

2.20 2436 


TITLE  16 — Continued  ^^^e 

Chapter  I — Continued 
Part  2 — Continued 

2.24 —  2436 

2.30 200.6042 

2.31  — - 2436 

Part  3  [renumbered] 3701 

3.15 1172.  5972 

3.20  __  1082.  1172.  3199.  3702.  5239 

3.25 1172.  5239 

3.30  „  1323.2831.3199.3702.7156 

3.35 5972 

3.40  60 

3.45 1172 

3.55  60 

3.60 60.  4788 

3.70 60 

3.75 60.  1172,  7156 

3.90 60.2831.7156 

3.110   3701.7483 

3  130 1172,4749,5005.7427 

3  135 4749,7156 

3.140   5972 

3.155 1172.  5972 

3.170 59,60.1082. 

1323.  2623.  2713.  3199.  3701. 

3702.  4749.  5186.  5216.  5972. 

7156.  7373.  7429.  7483.  7515 

3.175  5972 

3.195 3181.5005.5186.7515 

3.200 5972 

3.205 60.1082.2713.319^. 

3701. 3702. 5239. 7483. 7515 

3.235 5005.7156 

3.240 1172 

3.250 60.  1172.  1323.  7483 

3.260 60 

3.270 2831 

3.280 60 

3.285 1172 

3.290 ^ 2164.  2790 

3.330 3701,7483 

3.345 7729 

3.370   7729 

3.430 2164.2790 

3.670 6516 

3.675 5187 

3.715 5216,5971 

3  820 4748,5989 

3.965 655.657.658.7371.7372 

3.985   1172 

3.1000  ---  655. 657, 658,7371  7372 

3.1010 655. 

657.  658.  5239,  7371,  7372 

3.1015 655,  657,  658,  7371,  7372 

3.1020  __-  655,657.658,7371,7372 

3.1025 655,  657.  658,  7371,  7372 

3.1040 1172 

3.1055  655. 657, 658. 7371. 7372 

3.1185   2831 

3.1225 2831 

3.1255  _— 5005 

3.1290 2231.5043.7373 

3.1315 2231 

3.1325 5005 

3.1343 2231 

3.1400    __- 4858 

3.1880    5972 

3.1885 3199 

3.1886 2715 

3.1890 59.  2623,  3181.  7515 

3.1895 3199 

3.1935 60 

3.1955 60,  1172.  7156 

3.1980  __ 60 

3.2000 1172 

3.2015 -         60 

3.2060 — -  5187,5972 

3.2080 60 

3.2125 60 

3.2130 __ 60.4788 


TITLE  16— Continued  P»2« 
Chapter  I— Continued 

Part  3   [renumbered] — Con. 

3.2140 60 

3.2160 60 

3.2165 60 

3.2280 1323 

3.2325  __  59,1323,2231.5043,7373 

3.2338 -  2231 

3.2438   7156 

3.2445    > 4858 

3.2475 1214,4848,4858 

3.2480 1214.4788.4858 

3.2490   7729 

3.2495    7729 

3.2500   7729 

Part  7. 

7.11    201 

Part  110: 

Proposed  rules 1136 

110.1-110.104    2588 

Part  115: 
Proposed  rules...  6776. 6980.  7543 

Part  145: 

Proposed  rules 6485 

Part  152: 

152.1-152.20 [239] 

Part  180: 

1800-180  107 624 

Part  181: 

181.0-181.105 734 

Part  182: 

Proposed  rules 2919 

182.0-182.102 3580 

Part  183: 

Proposed  rules 2902 

183.1-183.102    ___ 3582 

Part  184: 

184  0-184.16 - 6148 

Part  300: 

Proposed  rules 2765 

300.4 3671 

TITLE  17 
Chapter  I: 

Part  1 : 

1.12   2851 

Part  2 : 

2.20 - 2084 

2.21 2084 

Part  9: 

9.20 2521 

9.21   2521 

Part  10: 

10.20 2521 

10.21   2521 

Chapter  II: 

Part  230: 

230.120 1 90 

230.142 90 

230.153 90 

230.162 90 

230.220 5427 

230.405 - 91 

230.409   91 

230.424 -  91,202 

Part  231: 

231.3000-231.3011 [28311 

231.3343 2831 

Part  239: 

239.11  [911 

239.14 [10311 

239.15 — [10311 

239.16a 2761 

239.21  _ 2761 

Part  240: 

Proposed  rules 961,1086. 

2702,  5328.  5366.  6093.  7046 

240.6a-l— 240.6a-3  7759 

240.6b-l— 240.6b-4  7759 

240.12d3-4 [59721 

240.12d3-5 [5972] 


TITLE  17— Continued  *•»«« 

Chapter  II — Continued 
Part  240 — Continued 

240.12d3-6 —  [59721 

240.12d3-10 1488, 2044.  5972 

240.12f-6   __ 6150 

240.13a-13 6854 

240.15d-13 6854 

240.16b-3 2522 

Part  249: 
Proposed  rules...  1157. 1158. 7046 

249.1 [77601 

249.1a  - —  177601 

249.9 [77601 

249207 —  6855 

249.208 154281 

249.210 [68541 

249.211 6855 

249.213  — 6855 

249.215 6855 

249.217 6855 

249.222 6855 

249.223 —  6855 

249.224 6855 

249.308  - [68551 

249.309 [68541 

249.310 [6855] 

249.311 6855 

249.312 r5921 

249.312a [5921 

249.313  _-_ 6855 

249.324 6855 

249401 - 6855 

249801 [8851 

249.803 t8851 

Part  270: 

270.0-4 - 2761 

2704 2761 

TITLE  18 
Chapter  I: 

Part  2: 

255 681 

Part  32: 

3224 — 1101 

Part  33 : 

33.2  _- 4496,4668 

Part  131: 

131  40 4496,  4668 

13141 _- 4497.4668 

131.42  _ — 4498.4668 

Part  141: 

Proposed  rules 6137 

141.2 7249 

141.3 7249 

141.4  — 7249 

Part  157: 

157.9 681,  682 

157.14 —  681.  682 

Part  260 : 

Proposed  rules _.  6609.  6137 

260  1   7428 

260.2 7249 

TITLE  19 
Chapter  I: 

Part  1: 

1.1 '1155.7287 

1.2 2232 

15 1755 

1.21   122 

Part  2: 

Proposed  rules 6266 

2.48   .— — -  6855 

Part  3: 

3.4 2232 

3.17 885.  2232 

8.22 — 2233 

3.33 885 

3  34 - 885 


^Bet  EO  10042. 


TITLE  19— Continued  >**«• 

Chapter  I — Continued 
Part  3 — Continued 

3.38 885 

3.51  _ 2233 

3.53 3200 

Part  4: 

4.22 *2681.  3200.  6855 

4.30 2166.  3704 

4.35 143 

4.91 _ —     3703 

4.95 3704 

4.98 886 

Part  5: 

5.2 ■ 3704 

6.8 1229 

5.11 2166 

Part  6: 

Proposed  rules 2066 

6.3 -     6994 

6.8  __ 202.  5228 

6.9 202.  506 

6.12. 2831.  3399,  3493 

6.13 2831 

Part  7: 

7.8  3618 

Part  8: 

Proposed  rules 2800 

8.6 4519 

8.8 737 

8.13 1005,  4519,  5229 

8.15 225,  1345,  5044 

8.19 1005 

8.28 918 

8.30  7883 

Part  10: 

10.1 225 

10.17 6994 

10.20 6994 

10.21  5240 

10.28 1958 

10.30a 7501 

10.30c 6558 

10.41  ._ 3704 

10.42 8704,  6994 

10.59  _..__ —  1756 

10.76 7157 

10.77 2746 

Part  11: 

11.13 931 

11.17 931 

11.21 4549 

Part  12: 

12.30 3279 

Part  14: 

Proposed  rules 2800,  5511 

14.3 6495 

14.7  _ 7642 

Part  16: 

Proposed  rules 341. 

2107,  2546.  3709.  5511 

16.4 1123.  2084,  5045.  6188.  6495 

16.24 _-     7057 

Part  18: 

18.1 143 

18.24  -_ 1173 

Part  19: 

19.7 918 

19.15 3887 

19.33 5188 

Part  22: 

22.7 6856 

22.16 6856 

22.40 1345 

Part  23: 

23.5 6994 

23.17 1345 

23.25 - 606 

23.29 1345 


»See  Procs.  2838.  2838. 


TITLE  19— Continued  P««« 

Chapter  I— Continued 
Part  23 — Continued 

23.31 1345.  1757 

23.32 507.  1083 

Part  25: 

Proposed  rules 2800 

25.3 14T 

26.4 _- 143 

25.19 506 

Part  54: 

54.3 6253 

Chapter  II: 
Part  201: 

201.1-201.20    7289 

Part  202: 

202.1-202.5 7291 

Part  203: 

203.1-203.8 7292 

Part  204: 

204.1-204.7  .- 7293 

Part  205: 

205.1-205.4 7293 

Part  206  [revoked] 7294 

Part  207: 

207.1-207.8 7294 

TITLE  20 
Chapter  I: 

Part  01: 
01.3 

Part  1: 

1.1  

1.3 — 

'       1.4 - 

l^ 

1.6 - 

1.8 

1.9 

1.10 

1.11 — 

1.17  __ _ 

1.18 — 

1.19 

1.23 

1.24 

1.25 

Chapter  11: 

Part  236: 

236.1  

Part  237: 

237.803 3352 

Part  260: 

260.2 3352 

Part  325: 

325.12 6240 

Part  335: 

335.103 2044,  3182 

Chapter  III: 

Part  403 : 

403.301 5240 

403.407  ._ __ __     3152 

403602 3182 

403.701-403.713: 

403.703 5240.  5241 

Appendix 6170,  6496 

403.801 —  6241,  6687 

403.1004   _._ 1846 

TITLE  21 
Chapter  I: 

Proposed  rules... -  4887,  5907 

Part  3: 

3.1 3280 

3.8- - 239,  294 

3.9 1033 

3  10 - 2791,  3120 

3.11 5314 

3.12 6171 

3.13 - 6943 


7373 

7374 
7374 
7374 
7375 
7375 
7375 
7375 
7375 
7375 
7375 
7376 
7376 
7375 
7376 
7376 
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TITLE  21 —Continued  ^^^e 

Chapter  I — Continued 

Part  19: 

Proposed  rules I960, 

3921.  5159,  7236 

Part  25: 

Proposed  rules —  6720.  7237 

Part  29: 

29.0 2544 

Part  36: 

36.5  — 7250 

Part  51: 
Proposed  rules 489 

Krt  52: 

Proposed  rules 491.1769.3922 

52.990 2412 

Part  120: 

Proposed  rules 5724.  7810 

.    Part  135: 

135.15 3373,7484 

Part  141: 

141.7 4872 

141.9 886.4872 

141.12 '  886 

141.14 886 

141.16 4872 

141.21 886 

141.22 886,4872 

141.24 ^ 4872 

141.27 886.2136 

141.28 886 

141.29 4872 

141.31 886 

141.32 -  4872 

141.34 886.4872 

141.35 5343.  5472 

141.36 6253 

141.37 -  6856 

141.107 886 

141.108 3262,4872,5896 

141.109 887 

141.110 -_-   887 

141.201  5006.7452 

141.202 5007 

141.203  - 5007 

141.204 _  5007.  5189 

141.205 5007 

141.206 5007 

141.207 7642 

141.301 5007.6253,7452 

141.302 5008.6253 

141.401 5008 

141.402  _- 5009 

141.403  5009 

141.404 5009 

141.405 5009 

141.406 7452 

Part  144: 

144.10  —  3374 

Part  146: 

Proposed  rules 1770 

146.1 5009,  5896 

146.4 5010,5896 

146.7 5010 

146.8 3262,  5010,  5896,  6628 

146.20 5010.5896 

146.22 5010,5896 

146.26   1519,2136.5896 

146.27 887, 

1519,2137,4873,5344 

146.32 888.2380,2544.3493 

146.34 2138 

146.35 888,5344,6253 

146.39 888 

146.40 1519,3263.6253,7642 

146.44 1519 

146.45  888,  1519. 2136, 2137 

14646   888 


TITLE  21— Continued  ^^K* 

Chapter  I — Continued 
Part  146 — Continued 

146.47  -    1519, 

3263. 4873, ' 5344.  5536,  6808 

146  50 1519,5344 

146.51  _.- 2137,5344 

146.52 888,  1519,  2137 

146.53  _— - -  3262,7642 

146.54 5344 

146.55 6253 

146.56  6856 

146.101  1519,  2137 

146.102 ,- 5896,5897 

146.103  3262 

146.104 889,5344 

146.105 889, 1519 

146201  5010 

146.202  5011 

146.203 5012.  5189 

146.204 5013 

146  205 5013 

146206  5014 

146207 7642 

146  301 5015,  6254,  6808 

146  302 5015.  6254.  6808 

146.401  , 5016,  5897 

146.402 5017,  7452 

146.403 5018,  5897 

146.404 5018,  5897 

146  405 5019,  5897 

146  406  7452 

Part  155: 

Proposed  rules 6092 

155.6 7128,  7129 

15510  6944 

155.40 6944 

Part  170: 

170.19  — 1173 

Chapter  II: 

Proposed  rules 3471.  3589 

TITLE  22 
Chapter  I: 
Part  42: 

42.101  2437 

42.104 2437 

42.105  2437 

42.106  _ —  2437 

42.107  2437 

42.108 2437.  6944 

42.112  2437 

42.114  _-  4592 

42.117 2438.  4592 

42.122 2438 

42.134 —  4591 

42.135 4591 

42.136  4592 

42.137  __ __, 4592 

42.202 —  2438 

42.203  -- 2438 

42.228 6496 

42.230  __ 2438 

42.232  _ _ 2438 

42.306 2439 

42.308 2439 

42.316 '4707 

42  338 2439 

42.379 2439,6496 

42.385 2439 

42.386 2439 

42.387  _ 2439 

42.391 2439 

42.394 2440 

42.396 2440 

42  403 . 2440 

Part  51: 

51.73  - - 8280 


» Appears  as  146.147. 
»Proc.  2846. 


TITLE  22 — Continued  P«««' 

Chapter  I — Continued 

Part  51 — Continued 

51.135 — 3280 

51.150-51.156 3280 

Part  52: 

52.10 3280 

Part  53 : 

53.21-53.71 __ _-     3280 

53  101-53.136 3280 

Part  65: 

65.9 3814 

65.11 3493 

Part  67 : 

67.1-67.8 7129 

Part  68: 

68.1-68.4 4592 

Chapter  II: 

Redesignation  of  former  Ch. 
Ill 225 

Part  201  lrevised^ 6628 

201.5 [72311, [77601,  [7883] 

201.15 6770 

201.19 6770,  6771 

201.23 6771 

201.24 6770 

Prior  to  revision: 

201.1-201.24 [8551. 

[9181.  2166 
201.3..  [39161, [45501. [66281 

201.5  [21751. 

[39161.  [45501.  [66281 

201.6  — 3799 

201.7 5391 

201.12 [13831. 

[21751.  [36721.  [39161. 
[45501.  [66281. 
201.13 2545 

201.15  — 3800 

201.16  2545 

201.19 2545,3800.5391 

201.22  2545 

Part  202: 

202.1-202.9 6716 

Part  203  [redesignated] 3280 

203.1-203.7 —  -  6717 

Part  204  [revised] 3916.5990 

Prior  to  revision: 

Redesignated  3280 

Part  205: 

205.1-205.7 6718 

Chapter  III: 

RedesignationasCh.il 225 

TITLE  23 
Chapter  n- 
Part  201: 
Redesignation  as  Part  212 

of  T.  36 -     4898 

TITLE  24 
Chapter  I: 
Part  122: 

Proposed  rules 

122.26  _-. 

122.29   — 

122.72    __ _ 

Part  124: 

124.1   

Parts  141-150  [revised] 

Part  141: 

Proposed  rules 

141.1-141.16   

Part  142: 

Proposed  rules 

142.1-142.2 

142.2  

Part  143: 

Proposed  rules 

143.1-143.12 

143.6 


4598 
123 
123 

5314 

123 
3980 

1101 
3981 

1101 
3981 
5647 

1102 

3981 
4550 
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TITLE  24 — Continued  *'"«* 

Chapter  I — Continued 
Parts  141-150  [revised]— Con. 
Part  144: 

Proposed  rules 1104 

144.1-144.7 ---     3983 

144.1    4550.5020 

Part  145: 

Proposed  rules 1107 

145.1-145.27 —     3986 

145.1-1   7688 

1458   - —     4550 

Part  146: 

Proposed  rules 1112 

146.1-146.4   3991 

Part  147: 

Proposed  rules 1101 

147.1-147.3  — 3980 

Part  148: 

Proposed  rules 1101 

148.1-148.5  — —     3980 

Part  149  1  revised): 

Proposed   rules 1101 

149.1-149.12 3980 

Prior  to  revision: 

Discontinued 2746 

Part  150: 

Proposed  rules 1101 

150.1-150.10 3980 

Part  161: 

Proposed  rules 7667 

161.11   3183 

Part  162: 

Proposed  rules 7667 

Part  163  [discontinued] 2746 

Proposed  rules 7667 

Part  164: 

Proposed  rules 7667 

Part  165: 

Proposed  rules 7667 

Part  166: 

Proposed  rules 7667 

Part  167: 

Proposed  rules 7667 

Chapter  II:  , 

Part  200: 

2009 5453 

Part  201: 

2017— 2233 

201.12 —  4519.  5488,  6597 

Part  202: 

202.8 2715 

202.12 4519.  5488.  6597 

Part  221: 

221.11 1845 

221.26a -     2253 

221.26b* 7579 

221  30a —     7579 

221.34a 7579 

Part  222: 

222  3 2915.  3280 

Part  232: 

232.1   - 1083 

232.15a  „ ^53 

232.15b   7580 

232.16 3280 

232.17   3280 

232.22 977 

232.23 7580 

232.23a 7580 

Part  251: 

251.27a - - 7580 

251.32a 7580 

251.35a 7580 

Part  276: 

276.28a 7580 

276.34a 7580 

276.37a 7580 


*  Appear!  as  221.26a. 


TITLE  24— Continued  ^'^^^ 

Chapter  II — Continued 
Part  277: 

277.3 2915 

Part  278: 

278.20a 7580 

278.26a 7581 

278.29a 7581 

Part  280: 

280.22a 2253 

280.22b 7581 

280.26a 2253 

280.33 — 977 

28035 - -     7581 

280.35a 7581 

Part  283; 

283.22a 7581 

283.31a 7581 

Part  288: 

288.24a 7581 

288  33 7581 

288.33a 7581 

Part  290: 

290.8 7582 

Part  291: 

291.8  161 

Part  292: 

292.1-292.43 5263 

292.23a 7582 

292.37   7582 

292.37a 7582 

Part  293: 

293.1-293.20 5267 

Chapter  III: 
Part  300: 

300.3   6677 

Part  320: 

320.5 —     2253 

320.7 - 1383 

Part  340: 

340.6 7642 

Chapter  VIII: 
Part  801 : 

801.1-«01.9 1488 

Part  825: 
825  1-825.12: 

825.1    1571. 

2060.  2605.  3673.  3745.  4749 

825.3   1571 

825.4 - 1571.  1572. 

2060,  2441.  2605.  3673.  4749 

825.5 17. 

93.  143,  144. 1394, 1572, 2233. 
3467.  4749.  4819.  4943.  5867 

825.6 1572.  1868 

825.7 4749 

825.9 1572,  3399 

825.10  2606 

Schedule  A 456. 

627.  682.  695.  856.  918.  979, 
1005.  1345.  1519,  1587.  1666. 
1667,  1668,  1733,  1734,  1760. 
1761.  2044,  2060.  2084,  .2176. 
2412,  2441.  2545.  2607.  2746, 
2761.  2796.  2897.  3050,  3079. 
3120,  3121.  3152.  3153.  3200. 
3201.  3234.  3280.  3311.  3353, 
3399.  3451,  3494,  3556,  3617. 
3673,  3704.  3705,  3773,  3813. 
3848,  3849,  3992.  3993,  4481. 
4482.  4550.  4551.  4593.  4618. 
4750.  4789.  4803.  4817.  4848. 
4858,  4859,  4873,  4874,  4904. 
4923,  4924,  5020,  5021,  5045. 
6046,  5189,  5217.  5218,  5241. 
5392,  5428.  5488.  5508,  5521. 
5561,  5626.  5688.  5760,  5779. 
5830,  5831.  5867.  5897.  5898, 
5973.  5974.  6113.  6114,  6129. 
6130,  6151.  6195,  6254.  6383, 
6440,  6441.  6496.  6497,  6558. 


TITLE  24 — Continued  ***«• 

Chapter  VIII — Continued 
Part  825 — Continued 
825.1-825  12 — Continued 
Schedule  A— Continued 

6559,  6638,  6639,  6659.  6677, 
6687,  6742,  6743.  6994.  6995, 
7044,  7157,  7158,  7250,  7269. 
7335,  7377.  7428.  7454.  7516, 
7618,  7643.  7688,  7883,  7884 
Corrected  list  of  1948 
amendments--  13  F.  R  5877, 
5937.  6246,  6283,  6411 

Schedule  B 271. 

337.  456,  627.  695.  1083. 
1570.  1667.  1823.  1868. 
1932.  2059.  2695,  3079. 
3234,  3467.  4551.  4804, 
4923.  5830.  7200,  7454 
Corrected  list  of  1948 

amendments 13  P.  R. 

5788,  5937 

825.21  1574. 

2060,  2607.  3674.  3745,  4750 

825.23  1574 

825.24 1574.  1575, 

2060.  2441.  2607,  3674,  4750 

825  25   _  -  18. 

93."  145. '  1395.  1575,  2234, 
3468.  4750.  4820,  4943,  5867 

825  26. 1575,  1868 

825.27 4750 

825.29 1575,  3399 

825.30  2607 

82541-825.52  [revoked] 6241 

Prior  to  revocation : 

825.41   978. 

1588.2716,3183.3745,4751 

825  43   1589 

825.44..  1589,  2061.  2441.  4751 

825.45 20. 

93.  145.  146,  1395.  1589. 
2235,  3468. 4751. 4821. 4943 

82546 1589.  1868 

825.47 ..-  4751 

825  49 1589.  3400 

825.50  _. 2607 

825.61 1577,  2176,  3746,  4751 

825.63 1577 

825.64..  1577, 1578, 2061, 2441, 4751 

825.65  19, 

94,  145,  1395,  1578,  2236.  3468, 
4751,  4822.  4944,  5867. 

825.66 1578,  1868 

825.67  4751 

825.69 1578.  3400 

825.70  2607 

825  81-825.92: 

82581  1582. 

2061.  2607.  3675.  3746.  4752 

82582  3676 

825.83  1583 

825.84 1583.2061. 

2062.  2441.  2607.  3676.  4752 
825.85 18,1583.2237. 

2469.  4752,  4944,  5867.  5868 

825.86 1583.  1869 

825.87  _ 3676.  4752 

825.89 1583.  3400 

825.90 2608 

"  Schedule  A 457. 

627.  682,  695.  857.  918.  978. 

1345,  1520,  1587,  1669,  1670. 

1671.  1734,  1735.  1759.  2062. 

2085,  2176,  2413,  2440,  2441. 

2545.  2608.  2746,  2762.  2796. 

2898,  3050.  3079,  3121,  3153. 

3201.  3234,  3235,  3280,  3281. 

3311,  3312,  3353.  3400,  3451, 

3494.  3555,  3617.  3675.  3705. 

3772,  3773.  3812,  3813.  3849, 
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TITLE  24 — Continued  '"age 

Chapter  VIII — Continued 
Part  825 — Continued 

825.81-825.92— Continued 
Schedule  A — Continued 

3993.  3994,  4482,  4551,  4552. 
4593.  4617,  4618,  4752,  4789. 
4790,  4804.  4823,  4849,  4859, 
4873.  4904,  4924,  5020,  5021. 
5046.  5189,  5217,  5241,  5392. 
5428,  5488,  5508,  5521.  5561. 
5626,  5688,  5760,  5779,  5830. 
5831,  5867.  5897.  5898,  5973, 
5974,  6113.  6114,  6129,  6130, 
6151.  6195,  6254.  6383.  6440, 
6441.  6496,  6497.  6558.  6559. 

6638,  6639,  6659,  6677,  6687, 
6742,  6743,  6994,  6995,  7044, 
7157.  7158,  7250,  7269.  7335. 
7377.  7428.  7453,  7516,  7618. 
7643..  7688.  7730.  7883,  7884 

Schedule  B 272. 

337.  457.  627.  695,  1084,  1570, 
1669,  1670.  1932,  2061,  2695. 
3079,  3469,  4552,  4668.  4804. 
4823.  4923.  5561.  5625.  5830. 

6639.  7453.  7619. 
825.101-825.112  [reissued].     5189 

825.101  1580, 

2062.  2608.  3676,  3746,  4752 

825.102  3677 

825.103  1580 

825.104 1580,  1581, 

2062.  2441.  2608,  3677.  4753 

825.105 19.1581.2238. 

3469.  4753,  4945,  5868.  5869 

825.106 1581,  1869 

825.107 3677,4752 

825.109 1581,3401 

825.110  2608 

825.121-825.132    [revoked].     5241 
Prior  to  revocation: 

825.121 978,  1584. 

2715,  3183.  3747.  4753 

825.123 1585 

825  124 1585. 

2062,  2441.  4753 

825.125 20.  1585. 

2239.  3469.  4753.  4945 

825.126 1585,  1586,  1869 

825.127 4753 

825.129 1585.3401 

825  130  .__ .__     2608 

Part  840: 

840.101-840.148    [revised]..     5271 

840.102 5898 

840  105  5898 

840.106   5898 

fi-OUO  5898 

840.115   5898 

840.116 5898 

840.122  _ 5898 

840.123  _ 5898 

Prior  to  revision: 

840.101-840  153  1783 

840.108  _ 5073 

840.112 3677.  5073 

<»  840.114 3677 

840  142   3677 

840.201-840.252 4805 

TITLE  25 
Chapter  I: 
Part  3: 
3.3 5561 

8.8   5562 

3.9  5562 

3  11 5562 

Part  53  > 

53.1-53.12    294 
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TITLE  25— Continued  p^k^ 
Chapter  I — Continued 
Part  81: 

81  17 1123 

81.19  1123 

Part  91: 

91.10  __ 3705 

Part  94: 

94.10  _  3706 

Part  97: 

97.11   3706 

Part  103: 

103  10   3706 

Part  106: 

106  15 3706 

Part  121: 

121  13  3707 

Part  124: 

124.12  _ 3707 

Part  127: 

1274 39 

127.5 -  39 

127  10 - 3707 

Part  130: 

Proposed  rules 80. 

697.  933,  1301,  1327,  1650.  2747 

130.6  1064 

130.7a  _„ 1064 

130.8 1065 

130  12 481 

130.13a-130.13e 3677 

130.16   _  — 1869 

130.17 1869 

130.24  __'- 2240 

13026 2240 

130.28   2240 

13032 ^ __  2240 

130.69e 2916 

13069f   2916 

130.86 2240 

130.95 __ 1707 

130.111  __ 2916 

Part  131: 

Proposed  rules 2177 

1311-131.54 3585 

Appendix 110,7513 

TITLE  26 
Chapter  I: 

Part  2: 

2.1-239    5199 

Part  7: 

Proposed  rules 6220,  6228 

7.800-7.810 ___ _  1033 

7.900-7.907    1123 

Part  16: 

16.0  — 5199 

Part  17: 

17.0 __  5199 

Part  18: 

18.1-18.4 5499 

Part  19: 

19.22  (d)-l 6771 

19.22   (d)-2 6771 

Part  20: 

20.70-20.76 5199 

Part  21: 

21.0-21.9 5199 

Part  29: 

I.  R.  C.  11 817 

29.11-1  __ 817 

I.  R.  C.  12 — _  816.817 

29.12-1   __ ___  817 

29.12-2 818 

29.12-3 818 

29.12-4 818 

29.22  (b)    (2)-l 180 

29.22  (b)    (2)-2 180 

29.22    (c)-8 61 

29.22  (d)-l __  6771 

29.22  (d)-2 _ _  6771 

29.22    (m)-l 818,819 
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TITLE  26 — Continued  P^se 
Chapter  I — Continued 

Part  29 — Continued 

29.23    (c)-2 931 

I.R.  C.  23(x) 819 

29.23   (X)-l 819 

I.  R.  C.  23  (y) _.  819 

29.23   (y)-l- 819 

I.  R.  C.  23  (aa) _  819 

29.23  (aa)-l _..  819,820 

I.  R.  C.  25 __ 820 

29.25-3  __ 820 

I.R.  C.  51 821 

29.51-1   822 

29.51-3 _._  823 

I.  R.  C.  58 823 

29.58-2 823 

29.58-3 824 

29.58-4 824 

29  58-7   824 

I.  R.  C.  108 824 

29108-3   --_ 825 

I.  R.  C.  113  (a)  (5) _—  825 

29.113   r&>    (5)-l__ 825 

I.  R  C.  142 825 

29  142-1   826 

29.142-2 826 

29.143-1 __  3618 

29  143-3 826.3618 

29  144-2 3618 

I.  R.  C.  147 _  828 

29.147-1    826 

29  147-2    826 

29  147-3 __  827 

29  147-7 827 

29  147-8 .._  827 

29  148-1 827.3618 

29  148-3 827 

29  162-1  828 

I.  R   C.  163 827 

29  163-1  _ 827 

29.202-1 r8281,r857] 

29211-7 3618 

29217-2  827 

29.231-1  .__ __ 3618 

29251-1   3618 

29322-3  -. 39 

I.  R.  C.  400 827 

29400-1 828 

29401-1 828 

29402-1 828 

29  450-1—29.475-1    5199 

296000  — 5199 

Subpart  H _._  5199 

Part  32: 

320  5199 

Part  33 : 

33.0-33.44- 5199 

Part  35: 

35.710-1—35.783-1    5199 

Part  36: 

36.1-36.10 5199 

Part  37: 

37.0 5199 

Part  81: 

Proposed  rules 1824 

Statutory  proiHsions 2623, 

2626.  2627.  2628,  2636.  6195 

81.2  _ 2623,2626 

81  8 2624 

81.11 __ 2626 

81.15 __  2626 

81.17 5536 

81  18  — 5536 

81  19 _.  5538 

81  22 2626 

81.23  __ 2626 

81.24 2626,  6195 

81  26 2627 

81  27 2627 

81.41 2627.  2628 


TITLE  26 — Continued  ^^«* 

Chapter  I — Continued 
Part  81 — Continued 

81.47a 2629 

81.47b 2632 

81.47c 2634 

81.47d  ^ 2635 

81.47e — 2636 

81.53 2636 

81.79 2637 

Part  86: 

Statutory  provisions 2637, 

2638,  6196 

86.0 5199 

86.1 6196 

86.2 2637.  6196 

86.3a -     2637 

86  7   2638 

86.9 2638 

86.16a - —     2639 

86.16b 2640 

86  16c  . 2642 

86  16d 2643 

8620 2643 

86  21   2643 

86.23   2643 

8634 2643 

86.75  5199 

Part  101: 

Statutory  provisions 61 

101.5 61 

101.15  61 

101.45  5199 

Part  110: 

110.0 5199 

110.24 5199 

Part  112: 

112.32  5199 

112.120 5199 

112.127 5199 

Part  113: 

Statutory   provisions 1757 

113.90-113.96 5199 

113.127  — 1767 

113.162   —     5199 

Part  130: 

Statutory  provisions 3619 

130.64  _ 3619 

130.65 5199 

130.80 5199 

Part  135    [redesignated  Part 

160\    5199 

Part  137: 

137.0-137.112 5199 

Part  140: 

140.1  5199 

14047 5689 

140.76 5689 

140.194-140.206 5199 

Part  143: 

143.63  5199 

Part  150: 

150.16 - 6199 

Part  151: 

151.64 519 

151.69 519 

151.75 519 

151.82 519 

151.86 —       519 

151.88 —       520 

15189 520 

151.109-151.113 5199 

151.116 520 

151.151 520 

151.155-151.158  — 3994 

151.187a 6290 

151.205 5199 

Part  152: 
Statutory  provisions..  181. 182. 295 

152.2 , 180,295 

152.3 181.  295 

90000 — 50 30 


Page 


TITLE  26 — Continued 
Chapter  I— Continued 
Part  152 — Continued 

152.4a 181.  295 

152.10 181.  295 

152.16a -  182.  295 

152.38 -  182.  295 

152.52 182.  295 

152.68a 182,  295 

152  74a- 182.  295 

152.77a.__ 182.  295 

152.104  _- 5199 

Part  153:  ^,„„ 

153.11  - 5199 

Part  160: 

Redesignation    of    former 

Part  135 5199 

Part  171:  ^^„„ 

171.1-171.141 5428 

Part  173:  ^^^„ 

173.1-173.6 - 5429 

Part  174: 

174.5 5429 

PaTt  175:  ^^^^ 

175.1-175.3 5429 

Part  176: 

176.2 --  5429 

176.16 1065 

176.17 —  1065 

176.170 1065 

176.21  1065 

176.22 1065 

176.57 1065 

Part  178: 

178.1-178.4  5429 

178.390 4898 

178.450 5521 

178.451  5521 

178.454 5522 

178.501 4898 

Part  179: 

179.1-179.10 5429 

Part  180: 

Proposed  rules 596 

180.1-180.3 5429 

180.90 4898 

180.91  4898 

180.93a 3451 

1 80. 93b-l  80.936 7389 

180.142 4899 

180.143 4899 

Part  181: 

181.1-181.3  : —  5429 

Part  182: 

Proposed  rules 980,  2918,  5147 

182.1-182.4 - 5429 

182.12 —  3774 

182.13  3774 

182.14  3774 

182.15a 3774 

182.18 3774 

182.19  3774 

182.44 3774 

182.49 3774 

182.57 3774 

182.59  3774 

182.63  3774 

182.64 5899 

182.72 3775 

182.73  3775 

182.74 3775 

182.80 3775 

182.85 5899 

182.87 —  5899 

182.90 5899 

182.92  _ 5899 

182.99 3775 

182.110 3775 

182.113  3776 

182.114  _ 3776 

182.121  3776 
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TITLE  26— Continued  ^""^^ 
Chapter  I — Continued 
Part  182 — Continued 

182.122 3776.5647 

182.149 3776 

182.151  3776 

182.153  3777 

182.155 3777 

182.160 3777 

182.168  3777 

182.169 6398 

182  175  5899 

182.176  5899 

182.179 5900 

182.181 3777 

182.182 ' 5900 

182.183  5900 

182.207  3777 

182.208 3777 

182.210  3777 

182.211  3774 

182.212  3778 

182.217 3778 

182.218  3778 

182.219  3778 

182.229 5900 

182.230  5900 

182.262  __ 3778 

182.269 3778 

182.270 3778.5647 

182.272 - 3778,5647 

182.278  3778 

182284  3779 

182.286  3779 

182.290 5900 

182.295  6398 

182.297  3779 

182.303 3774 

182.322 5901 

182.329 3779 

182.356 i. 3779 

182.392-182.399  5392 

182.400  5901 

182.407 5901 

182.^08 5901 

182432 3779 

182.433 3774 

182.455 4899 

182,478  3780 

182.491a 5901 

182.493a 5901 

182.494 5901 

182.495 5901 

182.498  5902 

182  502 3780 

182.502a 5902 

182.511a 5902 

182  514 5902 

182.519  J 3780 

182.521a 5902 

182.527  3780 

182.528 3782 

182.539 3780 

182.540 3780 

182.541  3780 

182.548 5902 

182.550  5903 

182.551 —  6398 

182.556 5903 

182.557 —  5903 

182.560  5903 

182.561  5903 

182.594  6771 

182.595  6771 

182.634  3780 

182.635 3780,  5904 

182.644 5904 

182.645 —  4899,  5904 

182.646 4899 

182.648  4899 

182.653  6398 
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TITLE  26— Continued               '  Page 
Chapter  I— Continued 
Part  182 — Continued 

182.657 3780 

182.665  -. 3780 

182.666 3781 

182687 6398 

182691   __ 3781 

182.696  _ 5904 

182.698a 5905 

182.710 6398 

182.710a  ... 6399 

182.712 6399 

182.712a 6399 

182.728  ..__ 3781 

182.744 6399 

182.773 3781 

182.774 3781.  5905 

182.780 ._ 3781 

182.787 _._ 4900 

182.806  6399 

182.815  -. 3781 

182.816 3781 

182.822 __  4900 

182.829 __ __  6399 

182841  7884 

182847 __ 7884 

182855 _„  3781 

182868  _ 3781 

182  868a 3781 

182.870 3782 

182874  __  3782 

182.895 3782 

182.904 5905 

182.908 5905 

182909  5905 

182910 _ 5905 

182.911  5905 

182.912  5905 

182.913  5905 

182.928  4919 

182.929 ~~  4919 

182.930 1.":  4919 

182931  4919 

Appendix H  4945 

Part  183: 

Proposed  rules 3379 

183.1-183.3    __..  5429 

,183.1   _. __  >576i 

183.81    5647 

"3.145   5647 

183.146 5647 

183.148    5647 

183.170 6400 

183.264   5761 

183.265   5761 

183.266    5761 

183.267 _..  5761 

183.269   6761 

183270 __ 5762 

183.270a   5762 

183.271   5762 

183.275   5762 

183.277 l.y."'.y.  6762 

183.293   5762 

\lli\l   -- 3782 

183.314 3782 

183.314a 3783 

183.315  ——-_________     _  'iTR'i 

183.322 3783 

loo. 323    ---——-—_.._....___  378"? 

183.326  .. --—--.__  3781 

183.327 3783 

183.328  _.__ 3783 

\lim^  — ".n"".:::  3783 

183.329  3783 

"3331 3783 

183.332 3784 

183.333 8784 
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TITLE  26— Continued  Page 
Chapter  I— Continued 

Part  183 Continued 

183.399 4900 

183.404  ._ 4900 

183.405 _ 4900 

183.428 4920 

183.429   4920 

183.430 4920 

183.431 _  4921 

Part  184: 
Proposed  rules 1301,  2856 

184.1   5429 

184.2  _ _ 6429 

184.3 6393.  5429 

184.67d 5648 

184.67e 5648 

184.130 5648 

184.131 _._ 5648 

184.133 5648 

184.151 6400 

184.242 ,  5689 

184.245 5689 

184.255-184.257 5393 

184.258 5394 

184  259-184.264 5394 

184.314 _  3784 

184.315 3784 

184.315a 3784 

184.316 3784 

184.323 3785 

184.324 3785 

184.327 3785 

184.328 3785 

184.329 3785 

184.329a 3785 

184.330 3785 

184332 3785 

184  333 3785 

184.334 3785 

184.336 5522 

184.337 5523 

184.338 5523 

184.341 5523 

184.343 6523 

184.348 5523 

184  418 __  4900 

184.423 4901 

184.424 4901 

184.445  ... 4921 

184.446 _  4921 

184.447 4921 

184448 4921 

Part  185: 

Proposed  rules 959  5763 

185.1-185.3 5429 

185.154 3786 

185.217 3374 

185.234 3374 

185.237 3374 

185.238 3374 

185.239 3374 

185.240 3374 

185.241 3375 

185.243 3375 

185.244 :_.  3375 

185.247 3375 

185.248 3376 

185.298 3786 

185.298a 3786 

185.298b •  3786 

185.299 II  3786 

185.300 3787 

185.301  ._ 3787 

185.302 3787 

185.310 3787 

\lii\l ----■---""".  3787 

185.312  ,  3787 

185.312a  «. 3787 

185312b  ... ,  3788 

185.312c  .„ ._,.._,,  3788 


TITLE  26— Continued  PaK« 

Chapter  I — Continued 
Part  185 Continued 

185.313  3788 

185.314  3788 

185.435 5524 

185.436 5524 

185.437 _. 5524 

185.441  5524 

185.443  _ _. 5524 

185448  5524 

185.476 _.  4901 

185.477 _ 4901 

185.493  __ 4921 

185.494  _ ._ 4921 

185495  4921 

185.496  ..^ 4921 

Part  186: 

Proposed  rules 442, 1651 

186.48  ._ _ __  2916 

186.61 2916 

186.62  2916 

186.75 2916 

186.77  _ „  2916 

185.80 2916 

186.82  „  2916 

186.152  _ 5429 

186.153  __ 2916 

Part  :37: 

187.1-187.3 __ 5429 

187.53  __ _  7453 

187.55 __ ._  7453 

187.56  __ 7453 

187.56a  7453 

187.120  __ __  4901 

Part  188: 

Proposed  rules 1039 

188.1-188.3 5429 

188.99a 3050 

Part  189: 

Proposed  rules 1039 

189.1-189.3  -. 5429 

189.22 7231 

189.72 7232 

189.73 _ ._  7232 

189.74 7232 

189.75 .-. 7232 

18990 7232 

189.111a 3051 

189.133 4902 

189.134  __ _ 4902 

189.138a 4922 

189.139a 4922 

Part  190: 

Proposed  rules 1040 

190.1-190.3 5429 

190.12 7232 

190.33 7232 

190.42 7233 

190.45 _  7233 

190.100 7233 

190.186  __ 4902 

190.332 7233 

190.333  7233 

190.335 7233 

190336 _     7233 

190.340 III     7233 

190.344  _ 7233 

190.349a .__ 7233 

190.357 7234 

190.403a 3051 

190.430 4902 

190.431 _ 4902 

190.481 4922,  5145 

^190.482 4922.6145 

Part  191: 

191.1-191.3 6429 

191.8 _ 1490 

191  9  „_ 1491 

191.59  . — _•_ 4903 

191.60 4903 


TITLE  26— Continued  ^^^e 

Chapter  I — Continued 
Part  192: 

Proposed  rules 5928 

192.1-192.3 5429 

192.7 2851 

192  149  __- 13  P.  R  5373 

192.227   5508 

192.256 —     4922 

Part  194: 

Proposed  rules 4984 

194.1-194.3    5429 

194.12    1410 

194.26    .• 1410 

194.51 —     1410 

19453 —     1410 

194.75    4903 

194.76   4903 

lJ4.79a   6401 

19480    - —     6401 

Part  195: 

195.1-195.3     5429 

195.88 4903 

Part  198: 

1981-198.123    5869 

Part  300 : 

300.1    5199 

30026 5199 

Part  302: 

302.24   - 5199 

Part  305: 

305.1-305.4    5199 

305.23   5199 

Part  306: 

306.0   5199 

306.2-306.12    4790 

Part  310: 

310.0-310.135    5199 

Part  312: 

312.0-312.506    5199 

Part  314: 

3140-314.65     5200 

Part  315: 

Proposed  rules 5723 

315.0-315.14    _. 5200 

315  10 7290 

Part  316: 

Proposed  rules 183 

Statutory   provisions      1757,  1753 

316.0-316.122    [revised] 5200 

Prior  to  revision: 

316.63    1757 

316.70   — 1757 

316.204 1758 

316.206   5200 

Part  317: 

317.1    5200 

Part  319: 

3190-319.49    — 5200 

Part  320: 

320.0-320.78    5200 

Part  321: 

3210-321.8    5200 

Part  322  ■ 

322.0-322.26    5200 

Part  323 : 

3230-323.55    6200 

Part  402: 

Proposed  rules 5807.  6808 

402.201 —  -     7006 

402.501 7006,  7007 

402.504 7007 

402.601   7007 

402.603   7007 

402.607 7006.  7007 

402.702 7007 

402.703 7007 

402.704 7007 

402  805 6200 

Part  403: 

403.606 _ 5200 
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TITLE  26— Continued  ^^^e 
Chapter  I — Continued 

Part  405: 

Proposed  rules 5807.  5808 

Statutory  provisions 273. 

277. 593, 7008 

405  0 5200 

405.102  _- - 7008 

405.107 7006 

405.201 -  276 

405.202 276,  277 

405.203 277 

405.205 278 

405206 278 

405.207 278 

405.208 5200 

405.209 ^" 278 

405.501 -  7008 

405.601  -  7008 

405.602__ 7008.  7429 

405.605  _ 7006 

405.606 7006,  7429 

405.701  7008 

405  805 7008 

Part  410: 

410.0  5200 

410.1-410.806  [superseded].  63 

Part  411: 

411.101-411.906 62 

Part  452: 

452.1-452.10 5200 

45220-452.27    5200 

Part  452a : 

452a  20^52a.27   5200 

Part  453: 

453.0   __ 5200 

Part  454: 

4540 5200 

Part  456: 

456  0-456.703 5200 

Part  457: 

457.22 5200 

Part  458: 

458.39 5200 

458.303a 7335 

458.304 5488 

Part  464: 

464  14 5200 

Part  468: 

468.0   5200 

Part  471  [revised] 481 

Part  473: 

473.0 5200 

Part  474: 

474.0 5200 

Part  475: 

475.1-475.2 6772 

Part  601    [redesignated] 5200 

Prior  to  redesignation: 

601.1   2063 

601.2 2063 

Chapter  II: 

Part  701: 

701.7 7270 

701.11 7270 

701.14 7270 

701.24 7270 

701.26 7270 

701.31 7270 

701.35 7270 

701.46 7270 

TITLE  27 
Chapter  I: 
Part  5: 

Proposed  rules 2949,  5474 

6.21 3557 

5.34 3557,  3558 

6.38 3558 

5.39 8556.  3557,  3558 

5.64 3558 


TITLE  27— Continued 
Chapter  I — Continued 
Part  7: 

7.22 
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Page 


6441 


TITLE  28 
Chapter  I: 
Part  21: 

21.1-21.3 6497 

Part  31: 

31.1-31.9  ... 3814 

TITLE  29 
Subtitle  A: 
Part  1: 

1.21-1.22    4849 

1.23   3678 

Part  2: 

2.0 3678 

Part  3: 

3.8 - 3678 

3.9   *.     3678 

Chapter  I: 

Redesignation  of  former  Ch. 

II 78 

Part  101: 

101.3 7250 

Part  102: 

102.13   7250 

Part  103  [discontinued] 4849 

Prior  to  discontinuance: 

103.3 3678 

Chapter  IT: 

Redesignation  as  Ch.  I 78 

Chapter  IV: 
Part'  402 : 

402.1   3588 

402.2 2199 

Part  422: 

Proposed  rules 1273 

422.6  3121 

Part  441: 

Proposed  rules 7745 

Chapter  V: 

Proposed  rules 3052.6775 

Part  511: 

5118  - 6383 

Part  516: 

516.18 7516 

516.19-516.20    7516 

Part  521 : 

521.4 7501.  7885 

521.001-521.005 3678 

521.101-521.105 3678 

Part  522: 

Proposed  rules...  7485.7487.7941 

522.001-522.094    3678  ^ 

522.21-522.94 3678 

522.200 3678 

Part  523: 

Proposed  rules ^___'__    7456 

Part  524: 

Proposed  rules 7531 

Part  526: 

Proposed  rules 5159 

626.1   3678 

626.101 5722 

Part  541: 

Proposed  rules 5573 

541.1-541.6 7705 

541.99-541.600 7730 

Part  545: 

Proposed  rules 705,  934 

645.1-545.14 2688 

545.7 2747 

Part  669: 

Proposed  rules -      869 

Part  681: 

Proposed  rules 2812 

Part  694 : 

694.1-694.4    4754 
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TITLE  29— Continued  '•*8« 

Chapter  V — Continued 
Part  778:     . 

778.1  4946 

778.2  ._.: 4948 

778.3 4948 

778.4 8077,4948 

Part  783: 

783.4 3678 

783.50 . 3678 

TITLE  30 
Chapter  I: 
Part  1: 

1.1-l.ai 7760 

Part  32: 

82.1-32.10 1671 

32.2 3201 

32.4 3201 

Chapter  HI: 
Redesignation  of  former  Ch. 

IV 40 

Part  301  [discontinued] 8678 

Chapter  IV: 

Redesignation  as  Ch.  Ill 40 

TITLE  31 
Subtitle  A: 
Part  3: 

3.24 2254 

Part  11: 

11.8 2852 

Part  12  Idiscontinuedl 78 

12.4 3678 

Part  13: 

13.2 3678 

Chapter  I: 
Part  80: 

80.2 _ _.     3678 

Part  100: 

100.1  3678 

Part  128: 

Proposed  rules 1520 

128.1-128.21 __ 2063 

128.1   3678 

Part  129: 

129.12- 40.  1491.  3849,  6291 

Part  131: 

Appendix  B 78 

Chapter  11: 
Part  202: 

202.25 7377 

Part  203: 

203.0-203.24 7058 

Part  211: 

211.4 183 

Part  212: 

212.5 7061 

Part  213: 

213.1-213.11 7061 

Part  305  [discontinued] 4974 

Part  306: 

306  89-306.93  -. 3678 

306  100  __ 3678 

806  103 3678 

Part  310  [discontinued] 3678 

Part  313  [discontinued] 3678 

Part  314  [discontinued] 3678 

Part  315: 

315.9 979 

315.45 _.       979 

315.47 979.  1229 

PsiTt  319  [ discontinued] 3678 

P^Tt  320  [discontinued] -    3678 

Part  327: 

327.1   ._ 4974 

327.2 _- 4974 

327.9 4974 

Part  328: 

Proposed  rules 6397 

328  1-328.8 - 6172 
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TITLE  31— Contlnutd  ""^Be 

Chapter  IV: 
Part  403: 
403.1 1591 

TITLE  32 

Reorganization - 6021 

Subtitle  A: 
Part  60: 

60.1-60.5 822 

Chapter  I: 
Part  111: 

111.100-111.304    1492 

Part  112: 

112.100—112.204-2 1493 

Part  113: 

113.100—113.601-2 1495 

Chapter  IV: 
Part  400: 

400.100-400.404    523 

400.103   6489 

400.104-3  6489 

Part  401: 

401.000—401.506-8 625 

Part  402: 

402.000-402.505    629 

Part  403 : 

403.000-403.305    635 

Part  404: 

404.000-404.403 638 

Part  405: 

405.000-406.304    _ 539 

Part  406 : 

406.000—406.105-6 6074 

Part  408: 

408.001-408.204    1923 

Part  409: 

409.001-409.303    — 641 

Part  410: 

410.001-410.402    643 

Part  411: 

411.000-411.903    1346 

Part  414: 

414  000-414.502    — 683 

Part  420: 

420.1   457 

Part  421: 

421.108-1   3080 

421.108-2   __     4756 

421.109-2 -,     3080 

421.110 3080 

421  122   _     __         3080 

42 1 '.  123-42 1. 125"  [excluded] '.    5489 
Prior  to  exclusion: 

421.123 3080 

421.123-1 3080 

Part  422: 

422.206 3080 

422.222-2 .__     3080 

422.222-3  __ [18851 

422.241 4756 

422.242 3080 

422.245 3080 

422.246-2 3080 

422.247  _— 3080 

422.248 3080 

422.262-3 3080 

422.266 3080 

Part  423: 

423.300—423.389-7  _ 1635 

423.304 3080 

423.340  _ 3080 

423.353-1 5562 

423.354-1 4756.7619 

423.361 4756 

423.387-2 3080 

423.388-1 3080 

Part  424: 

424.401-424  453 1761 

424.422-3  >_ _.     3080 

424.424 3080 


TITLE  32— Con«nu«d  «^e 

Chapter  IV— Continued 
Part  424 — Continued 

424.401-424.453— Continued 

424  441-2 3080 

424.443-1 3080 

424.443-2 8081 

Part  425: 

425.500—425.525-2 2610 

425  525-2 4757 

Part  426: 

426.600-428  621  — 2917 

Part  427: 

427.701-427.708 1885 

427.704 3081 

427.704-1 t 3081 

427  740-427.742 6063 

Part  428: 

428  800-428  842 8153 

Chapter  V: 

Amendment  of  Joint  Procure- 
ment Regulations^ 691 

1173.  1251.  1677.  2085.  2139. 
2660.  2852.  2898.  3588.  5536. 
5562,    6114,    6497,   6944,    7502 

Part  503: 

603.1  2523 

Part  505: 

505.1-505.17 7312 

Part  517: 

517.1-517.5 4619 

Part  533: 

533.3 1767.4553 

633.6 3800 

533.8 4553 

Part  534: 

5343 2523 

Part  535: 

635.22 , 1847 

•  Joint  Procurement  Regulatlona  formerly 
codined  In  10  CFR  as  foUowi: 

802.108 891 

802  108-1   691 

802.108-2 - 691 

802.108-3    883,2852 

802  109— 802  109^-a    -       «92 

802.10e-l    2085 

803  101-2 2660 

803  102— «03.10a-7    2852 

803  103 -     1677 

803  115-3 2085 

803.116-4 1677 

803.200 6944 

803.300-1   - 2139 

803.300-7 2139 

803.603-3 —  1677 

804.104—804  104-4    1173 

804  106-3    7502 

804.105-fl 7502 

804.114-3 i 2085 

804-501-1 1173,6944 

804402 6114 

804  1202-13 - -  1173 

804  1202-^4 1173 

805  101-2 6114 

805.101-3 6114 

805.101-4 6562 

805  203-2 2085 

805  302 — —  6114 

805.302a— 806  3028-6    -.  6114 

805.303-2 a««0,  3588.  6497 

805.308-3 2660.3688 

808.407-15—805.407-17    6945 

805.702 - 3588 

805  704 ._ -  2853 

808.802 --  6498 

807.303 r 8689 

809.302—809.302-2    2085 

809.601— 809  601-a    - »»8 

809.603-3 -  8898 

809603-4 - 2898 

809.604 1261,2086,2853 

809.1202-14 -  6562 

809.1202-21 - 6536 

809.1202  45 - 2853 


TITLE  32— Continued  *'*B* 

Chapter  V — Continued 
Part  536: 

536.17 1892.7115 

536.30 379.6772 

536.44 7517 

536.79-536.84    -     3281 

Part  5i7: 

537.3 6264 

537.4 6264 

537.5 - 6264 

5376 7519 

Part  538: 

538.1 —     5648 

538.2 - 5648 

538.3  > --     5648 

538.5 5648 

538  6— 5649 

Part  542: 

542.1-54216    565 

Part  552; 

552.5-552.16    162 

552.5 5762 

552.7 - 5762 

552.11 5762 

552.15e -—     5763 

552.15!   5763 

552  16  — 5763 

Part  555: 

555.8 3850 

555.9 —     3851 

Part  561: 

561.2   _-^- 364 

561.3 2199 

5614    364 

561.7 - 364 

5619   365 

561.10   365 

Part  562: 

562.17   1677 

562.35 7251 

562.36 7251 

562.68 - 3122 

Part  564   [revised] -     6687 

Prior  to  revision: 

5649   6291 

Part  571: 

571.1-571.4    .-- 2792,  3470 

571.10   - 365 

Part  573: 

573.10-573.12     7008 

573  200-573.218     5046 

Part  577: 

577.21 1326.  4636 

577.22  --  5201 

Part  578: 

578.2 4827.  6517 

578.48 828,  829 

578.49a --  6265 

578.54 165.  829 

578.55  - 6265 

Part  580: 

5801-580.17  593 

580.7 7044 

580.7a  - 7645 

580.16 - -  7045 

580.18 — 593,  5879 

Part  582: 

582.1  _ 1499 

582.2  4904 

Part  583: 

583.1  - —  '  1847.  2948 

Part  608: 

608.1   _ 2747.7484 

608.3   2747,  7484 

Part  621: 

621.1 6384 

Part  633: 

633.8 3122 
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TITLE  32— Continued  ''*8e 

Chapter  V — Continued 
Part  634: 

634.1-634.3 3282 

634.1 3800 

Part  670:       . 

670.31 4755 

670.32 4755 

Chapter  VI: 
Part  702: 

702.4 225,  '1154,  '1615. 

'1941.  *4595,  '5533,  '5585 
Part  719: 

719.1 6115 

Part  725 : 

725.1-725.24 7582,  7885 

Chapter  VII: 

Part  803  (See  Part  503). 
Part  804: 

804.201-804.202 7315 

Part  805 : 

805.1-805.22 1929 

805.7 2695 

805.14 2696 

Part  822: 

822.1-822.15 4975 

822.5 7619 

822.9 7619 

Part  823: 

823.1-823.13 4975 

823.9 6791 

Part  825   [redesignated  Part 

823] 4975 

Prior  to  redesignation: 

825.1-825.13 365 

Part  833  (see  Part  533). 
Part  834  (see  Part  534). 
Part  835  (see  Part  535). 
Part  836: 
Continuation  of  applicabil- 
ity of  portions  of  Part  536.   5991, 

6772 

836  1-836.54 5991 

Part  837  (see  Part  537). 
Part  838  (see  Part  538). 
Part  845: 

845.3 2643 

845.8 2643 

845.9 2643 

Part  855  (see  Part  555). 

Part  861   [revised] 7336 

861.12 7707 

861.404 7619 

861.702 7620 

Prior  to  revision: 

861.1-861.13    1592 

861.6  _- 2644 

861.12 6042 

861.13   6042 

861.14-861.15   6042 

861.34-861.42    2899 

861.61-861.68    1649 

861.71-861.79    410 

861.85-861.88    2612 

861.90-861.96 5537 

861.101-861.106 6077 

Part  862: 

862.35-862.38  _ 6978 

862.50-862.66   7520 

.    Part  864  (see  also  Part  564): 

864.16-864.25 5525 

Part  865  [revised] 7316 

Prior  to  revision: 

865.1-865.7 779 


'  Appears  as  714.1. 


•  See  EO.  10041. 
»  See  PLO  578. 

•  See  EO  10052. 
«  See  PLO  595. 

•  See  EO  10077. 

•  See  EO  10079. 
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TITLE  32— Continued  ^^B^ 

Chapter  VII — Continued 
Part  866: 

866.1-866.3 7808 

Part  871  (see  Part  571). 
Part  874: 

874.1-874.13 5046 

874.1 —     7009 

874  2 7009 

874  3 7009 

874  6 7009 

874.7 7009 

Part  878  (see  Part  578). 
Part  880  (see  Part  580). 
Part  881: 

881.1-881.13    891 

881.16-881.38   6946 

881.18   7620 

Part  882  (see  Part  582). 
Part  883: 

883.1-883.9  — _.     4874 

Part  884: 

884.1-884.11 1251 

Part  885: 

885.1-885.8 6130 

Part  886: 

886.1-886.2 6979 

Part  890: 

890.6 -_     2140 

890.7 2140 

890.9   2660 

Chapter  XI: 
Part  1101: 

1101.2 1922 

1101.3   1922 

1101.4 1923.  4948 

1101.6   1923 

Chapter  XVI: 
Part  1670: 

167031 2240 

1670.32- 2241,  5489 

TITLE  33 
Chapter  I: 
Part  5: 

5  57  -  7523 

Part  13   [revised] 7234 

Part  40: 

40.18 4949 

40.26  - 4949 

Part  80: 

Proposed  rules 5230 

80.32a  _ 6517 

Part  90: 

Proposed  rules 898,  1128 

90.9 2508 

90.11 _ 2508 

90.13 2508 

90.14 2508 

90.19a  __ 1846 

Part  92: 

Proposed  rules 1128 

92.07 1847 

92.10 1847 

92.11 1847 

Part  95: 

Proposed  rules 1128 

95.33   -- — 1847 

Chapter  II: 

Part  202  [redesignated] 4904 

202.1 6441 

202.5 6441 

202.10 - 6441 

202.15   6441 

202.20 — 6441 

202.25 6441 

202.30 —  6441 

202.35 —  6442 

202.40 6442 

202.45   6442 

I  ,  202.50 -  6442 
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TITLE  33— Continued  ^^ge 
Chapter  II — Continued 
Part  202  [redesignated] — Con. 

202  55 6442 

20260 6442 

202.65 6442 

202.67 7585 

202.70 . 6442 

202  72 6442 

202.75 „  6442 

[20280  6442 

202.85 6442 

202  90 6442 

20295 „  6442 

202.100 6442 

202.105 6442 

202.110 6442 

202  115 6442 

202  120 6442 

202  125 6442 

202  130 6441 

202  l'»2  6441 

202  134 6441 

202.140 -  6441.  6442 

202.145 : 6441 

202  147 6441 

202  150 6441.6442 

202  155  _ 6441,6442 

202.156 6441,6443 

202  157 7585 

202.159 6441 

202.163  6441 

202.173 7587 

202.183  __ 6441 

202.197 6441 

202.199 6441 

202210 6441 

202.212 6241 

202  214 6441 

202.220  6443 

202.224 6441 

202228 6441 

202230  6441 

202.250 6441 

Prior  to  rcdesignation: 

202.1 2413 

202  10 2413 

202.15 2413 

202.20 2413 

202.25 2413 

202.26 2414 

20227 2414 

202.30 , 2414 

202.50 2414 

202.55 2414 

20265  2414 

202.68 2!14 

202.80 2415 

202.82 __  2415 

20284 2415 

202.94 2415 

202.100 2415 

202.110 2415 

202.120 2415 

Part  203: 

203.89 5974 

203.90  ^ 5974 

203  225 3121.3850,7388 

203.228 __ 6597 

203.240 7889 

203  245 1735. 

2660,  3122.  5905,  7889 

203.275 1735 

203.320 7841 

203  345 7841 

203.350 7841 

203  400 7841 

203.435 7841 

203.481 7841 

203.481a 7841 

203.481b 7841 
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TITLE  33 — ConHnued 
Chapter  II — Continued 
Part  203— Continued 

203.492   

203.496 

Page 

7841 
5746 
3708 
7841 
7841 

.  7841 
7843 
7843 
7843 
7843 
7843 
7843 
7843 
2660 
2660 
7843 
3850 
3850 
3122 

,  7843 
1735 
59C6 
5906 
1735 
1735 
1735 
1735 
1735 
1735 
1736 
5906 
1735 

5592 
5592 
2138 
2138 
5532 
4552 
2138 
2138 
2138 
2133 
2138 
2138 
5592 
5592 
5592 
1591 
5592 
5592 

4904 

2138 
4552 
•4552 
2138 
2138 
2138 
2138 
2139 
4552 
4552 
4904 
5532 
5593 
5533 
5593 
5593 
5593 
5593 

565 

2609 
2609 
6443 

TITLE  33— Continued 
Chapter  II — Continued 
Part  207 — Continued 

207.128 

207.165 

Page 

6443 
2609 

203.509  

207.174 

2609 

203.540 

207  210  __       

2609 

203.555 __ _ 

207.473 

207.510 

6443 

203.560 2660.  5906 

2609 

203.562 

207.640 2809 

207.645 

6443 

203.563 - — 

6443 

203.575 

207.750 

2609 

203.580   

207.800 

Part  208: 

208.26 

Part  209: 

209.265 

6443 

203.595   

203.600 

6779 

203.605 

203.630 

4904 

203.635 

209.270 

4904 

203  665   .             -       

209.275 

4904 

203  706       

209.280 

4904 

203  707 

209.285  _ 

4904 

203  711         

209  290 

4904 

203  712                      1735   5906 

209.295 __- 

4904 

203.716 

209.305 

4904 

203  730         

Part  210: 

210.1-210.166      _— 

2C3  775                             

5746 

203.780       

Chapter  III: 
RedesigTiation  of  former  Ch. 

V 

Part  302: 

302.1-302.14 

203.785   

203.786   

41 

203  790   

203  795                             

7270 

203.800  __     

Chapter  V: 
Rcdesignation  as  Ch.  Ill 

TITLE  34 

Transfer  to  T.  32 

TITLE  35 
Chapter  I: 
Part  4: 

4.18  _.^ ^ -- 

Part  21: 

21.3 - 

203.805 

41 

203.810_- _..  1736 

203  811   

5021 

Part  204: 

204.2       

204  4 

204  5   

204  10   

6266 

204.12   

904  99 

'6151 

204.32    ^ 

204  4n 

Part  27: 

27.1 '1154 

5364 

204.42 1250 

204  53   

Appendix  (Canal  Zone  orders) 

5  (See  CZO  17) 

17 _ 

18 

TITLE  36 

Chapter  I: 

Technical  amendment 

Part  1: 

1.2 : 

1.9 

1.20 

1499 

204  54             

1499 

204  56                _     

6151 

204  57     _ 

204  60         

204.70    

204  82 

3747 

2C4  83   

3747 

204.85   

2085 

204  855-204.130      [renum- 
bered 204.90-204.2301    . 

6044 
2085 

Prior  to  renumbering: 

1  40  ...    ..     . 

3747 

204.85b 

1  61 

3747 

204  91a 

1.63 

5649 

204.91a-l 

204.93c 

Part  3: 

3.45 

Part  13: 

13.6 

13  7 

3051 

204.94    

204.94c 

2086 

20494h 

2086 

204.95 

13.13 

13  15 

2086 
3747 

204  118 

204125   _ _- 

1?  17 

2086 

204.9Q-:04.230    - 

Part  20: 

20.5 

20.13 

20.14 _- 

20.22 

204.105   

204  110       

2546 

204  118       

2086 

204.125   

2087 

304  140 

2087 

204  222 

20.28 

3747 

204228      ._ _ 

20.36  -     _.     

20.43  .     __ 

2087 

Part  206: 

2087 

208.50  _ - 

20.44      

955 

Part  207: 
207  5 

20.45 

3748 

207  25 

•CZO  18. 

•See  Proc.  2831. 

207.35 

TITLE  36— Continued  *•»«« 
Chapter  I — Continued 

Part  21: 

21.14 . ..M  4905 

Part  28: 

28.3 -  41 

28.5 40,  7885 

Chapter  H: 

Part  212: 
Rcdesignation    of    former 

T.  23  Part  201 4905 

Part  221: 

221.24 7355 

221.32-221.33   4905 

Part  251: 

251.7 1382 

Chapter  III: 

Part  311: 

311.1 1267.  2853.  3708.  5650 

311.4 _ 1267.  3708 

311.6 __ 2853.  3708 

311.8 -  2853 

311.17  _ 2853 

311.18 2853 

Part  321: 

321.1-321.19 6650 

TITLE  37 
Chapter  I: 

Part  1: 

Proposed  rules ,  5279 

1.141 ,..  6639 

1.146 6639 

Part  100: 

Proposed  rules 4764 

100.21  ___ 6639 

100.37 6639 

100.42 —  6639 

100.44 _ 3589 

100.47 6639 

100.67 — 6639 

100.78 6639 

100.81   - — -  6639 

100.92 6640 

100.103   6640 

100.132 _- 6640 

100.135 6640 

100.141   „ 6640 

100.161 — 6640 

100.202  - 6640 

100.203 6640 

100.212 - 6640 

100.238 6640 

,100.241 __ 6640 

100.243 6640 

100.244  __ 6641 

100.247 - - 6641 

100.301   6641 

100.341 6641 

Part  110: 

Proposed  rules . 4764 

110.1   _ — 6641 

Chapter  II: 

Part  201: 

201.7 3619 

201.8 3619 

Part  202: 

202.1  _ 3619 

TITLE  38 
Chapter  I: 
Part  1: 

1.1-1.4   5806 

1.15 933 

1.450-1.455    1174 

1.526  — 5650 

1.600-1.627 5832 

Part  3: 

3.0 — - -  568 

3.1 568.6174 

3.2 569 

3.4 6174 
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TITLE  38— Continued  ^^^ 

Chapter  I— Continued 
Part  3 — Continued 

3.5 


, 569 

3  7 6174 

3.9 6175 

3.12 - 569 

3.13 569 

3.14 569 

3.24 5806 

3.25 5806 

3.27 6175 

3.29 - - 569 

3.31 570 

3.32 6175 

3.42  _ 570 

3.44 570 

3.45 6175 

3.48  _ 1933 

3.51 [570] 

3.55 570.  6175 

3.59 570.6175 


3.60  - 

3.61  . 

3.62  _ 

3.63  - 

3.64  - 
3.66  - 
3.76  - 
3.78  _ 
3.80  _ 
3  86  - 
3.95  _ 
3.102 
3.104 
3.105 
3.121 
3.123 
3.131 
3.133 
3.137 
3.139 
3.141 
3.142 
3.148 


571. 
571, 


572, 


573, 


6176 

570 

570 

7587 

6176 

6176 

6176 

571 

6176 

6176 

572 

6177 

573 

573 

573 

6177 

6177 

6177 

574 

6177 

574 

6177 

574 


3.155 574,  6177 

3.168 574 

3.185 574 

3.200-3.302   —  [577] 

3.201  _._ 6177 

3.212 —       575 

3.213 — 575 

3.214  __ _-     6177 

3.217 575 

3.236 575.  6178 

3.237 575.  6178 

3.251 7200 

3.255 _ 575.  6179 

3.256  — 575.  6641 

3.266 _  576,  7200 

3.267 __ 5780 


3.292 
3.293 
3.296 
3.297 
3.299 
3  300 
3302 


576 
576 
576 
576 
576 
577 
577 


3.310 6179 


3.311 
3.312 
3.315 
3.316 
3.341 
3.342 
3.343 
3.344 
3.345 
3.346 
3.347 
C.352 


577 
577 
577 
577 
578 
578 
578 
578 
578 
578 
578 
578 
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TITLE  38— Continued  ^^^ 

Chapter  I— Continued 
Part  3 — Continued 

3.354 578 

3.357 578 

3.1501 6331 

3.1502 241,  578 

3.1503 6179 

3.1504 6642 

3.1505 241,  578,  5650 

3.1506 5652 

3.1507 6641 

3.1508 6659 

3.1509 6790 

Part  4 [1933],  [1934] 


1933, 


4.0 

4.17 

4.20 

4.64 

4.77 

4.91 

4.92 

4.98 

4.122 

4.124  

4.160 : 

4.162 ,     7620 

4.164 .     7620 

4.170 ,    3312 

4.176 1084 

4.196 2176 

4.198 2176 

4.450 __  6718.  7236 

Part  6: 


1934 
1934 
—  1934 
_-  7378 
...  6743 
>,  3312 
.-,  3312 
...  1101 
.-_  7235 
.^  7235 
7620 


6.20 
6.21 


6856 
6856 


6.22 6857 

6.23 6857 

6.58 7175 

6.65 3201 

6.96  __ 2832 

6.150 6180 

Part  8: 

8.8 _ 5241 

8.9 __ -  5241 

8.26a 2832 


8.54  - 
8.66  . 
8.70  - 
8.77  - 
8.94  . 
Part  12: 

12.1  - 

12.2  . 

12.3  - 

12.4  . 

12.5  _ 

12.6  . 


242. 
242, 


5242 
6180 
6180 
3202 
7175 

242 
242 
3312 
4726 
243 
243 

12.16 243.  4726 

12.17 _ _«  243.  4726 

12.18 243,  4726 

12.20  243 

12.21 243 

12.22 243.  4726 

Part  14: 

14.0 2254 

14.1 -_ _ 2254 

14.21  2254 

14.50  -  2254 

14.61  2255 

14.62  2255 

14.200 2255 

14.201 2255 

14.202  2255 

14.210 2255 

14.216 2255 

14.217 2256 

14.222 2256 

14.224 2256 

14.225  5218 

14.226 2256 
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TITLE  38— Continued  P'^K« 
Chapter  I — Continued 
Part  14 — Continued 

14.227 2256 

14.228 2256 

14.229 2256 

14230 758T» 

14.237 2256 

14.252 2257 

14.260  2257 

14.262  2257 

14.277 2257 

14.290 2257 

14  291 2258 

14.312 —  2258 

14  321 —  2258 

14  326 2258 

14.328 2258 

14.329 2258 

14.333 2259 

14.339   2259 

14.363 2259 

14.368 7588 

14.500 2259 

14  502 2259.5780 

14.503 2259 

14.504 2259 

14.505 2260 

14  514 2260 

14515 2260 

14543   2261 

14545 2261 

14  560 2261 

14561   2261 

14.563 2261 

14.583   2261 

14.584 2261 

14600 2261 

14.601   2262 

14.602 2262 

14.603 2262 

14.604  2262 

14  605 2262 

14606 2262 

14  607  —  2262 

14608  2263 

14.609 2263 

14.620 —  2263 

14621   2263 

14.627 2263 

14629 — _ 2264 

14.631   2:64 

14632 2264 

14.634  2264 

Part  17: 

17.47 2832 

17.60 2832 

Part  21: 

21.0-21.4 3401 

21.0 3679 

21.2 3679 

21.5-21.9 3403 

21.5 -  3679 

21.6- 3679,  6332 

21.15 3404 

21.17 3404.  6332 

21.30 -..  6332 

21.32   __ 6332 

21.52 3404.  3679.  6332.  6744 

21.53 3404.  3679.  6332 

21.53a 3405 

21.54 3405 

2156 -.  4726 

21.65 3406 

21.66 —  3406,  6332 

21.70 6332 

21.71    -_ __ 6332 

21.72 6332 

21.75 —  3406 

21.100 3406.3679.7176 

21.101 3406.  3679 
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TITLE  38— Continued  p^k" 

Chapter  I — Continued 
Part  21 — Continued 

21.102 - 3407 

21.103 3407.  7176 

21.104__ 3407.  3679,  6332 

21.106 3408 

21.107 3408.3679.5780.7177 

21.110  3410 

21.112 — -     7177 

21.130 3410,  6333 

21.131 3410 

21.133 8410. 3679. 6333.  7177 

21.134 3411 

21.150 3411.  3679.  7484 

21.185- 5562.  6196.  6292 

21.186 1175. 

,  3414.  6197.  6292.  6444 

21.187- 1175.  3414 

21.201 7355 

21202 7357 

21.203  7357 

21.206 2900 

21.207 338 

21.208-21.209  4553 

21.213  7357 

21.214 73.57 

21  215 7357 

21.220 7357 

21.235 7357 

21.236 4554  7357 

21.236a —  4554.  7357,  7358 

21  236b 4554.  7357.  7358 

21.236c 7358 

21  237a 7-^58 

21.239 4.554 

21  241 4'i'=4 

21.252 333 

21  253  687 

21.261  _-  7358 

21.281  4555 

21.282  4'55 

21  286  338 

21.288  _ _ 338 

21  289 338 

21.300  7358 

21.314  7358 

21.315 -  7358 

21.316 — -  4555.  7358 

21.316a --  7359 

21  320 4555 

21.323a 4555 

21.324a  — - 4555 

213-^:0-21.344  4555 

21346  4555 

21347  4555 

21350-21.355  —  4555 

21.414  3411 

21.418 3411.  3679 

21.443  _ - --     4727 

21  446   4727 

21  467   379 

21  468 379 

21  470 4727 

21.471 379,  4728 

21.472 380.  4728 

21.473   4728 

21.474  _ 4728 

21  475 4729 

21  476   4729 

21.477 „ 4729 

21.478  __     4729 

21  484 380 

21.495  -_     4729 

21.518 4730.  7064 

21.519  __ 3411.  3679 

21.520 3412.  3917 

21.530 380 

21.531   4730 

21.532 —  3412.  3679 

21.539 3413.  3679,  7064 


TITLE  38— Continued                  ,  Page 
Chapter  I — Continued 

Part  21 — Continued 

21.570  _— 381 

21.610   3414 

21.646   7064 

21.655 7C64 

21.690 --  5593 

Part  22: 

22.0-2240    — 7523 

Part  36: 

36  4300 41 

364308   7588 

364312   7200 

36.4320 7588 

36.4350   7588 

36.4380-36.4384— 1499,  1613 

36.4384 1613 

36.4406   -- 5780 

TITLE  39 
Chapter  I: 
Part  1: 
Departmental    reorganiza- 
tion __ 5244 

1.10   - 3619 

1.11   -     6773 

1.12 3620 

Part  3: 

3.5. - - 520.  3994 

Part  6: 

6  12 338.  3679 

Part' 8: 

8.14 — 3679 

8.25   3679 

8.29 3470 

8.30 3679 

Part  24: 

24.2   __- 3679 

Part  26: 

26  5 3619.  3679 

Part  34: 

34.9 3679.  3681 

34.28 458 

34.65 338.  3470.  3681 

34.66 3679 

34.76 3681 

34.30 458 

34  84 338.  3680 

34.88 183,  3680.  5653 

34.89 659.  3680 

34.95 2696 

34.95a 5928.  7378 

34.96 - 2795 

Part  35: 

35.1 3620 

35.4 458.   3681.  7378 

35.5 3681 

35.6a 7359 

35.10 3682 

35.13 3621.  4905 

35.14 3621.  5928 

35.15 5928 

35.16a —  2014 

35.18 1440.  6131 

Part  37: 

37.16 —  338.  3680 

Part  41: 

41.3 2644 

41.8 2014 

Part  42: 

42.23 3619 

Part  44: 

44.12 3680 

Part  50: 

50.1 8619 

Part  61: 

61.1 3620 

51.4 3620 

Part  62: 

62.18 7561 

62.50 3680 


482. 5489,  7252 


TITLE  39— Continued         i  ^'^^ 

Chapter  I — Continued 

Part  52 — Continued 

62.80 2241 

52.81 5828 

Part  58: 

58.5   3620 

Part  59: 

59.3 3621 

59.68 3620 

Part  60: 

60.14 1127,3630 

Part  63: 

63.5a 7502 

63.6 2014 

Part  64: 

64.7 7502 

64.17 3620.3621 

64.17a 3620 

64.17b 3621 

64.27 -.     3081 

64.36 -- 3680 

64  36a 3680 

Part  72 

72.3 —     3621 

Part  73 
73.3 

Part  74 
74,6 

Part  75 

75.1 6132 

75.3 —     6132 

75.9 6132.  6198 

75.10 - ^ 6132 

75.12 6132 

Part  78: 

78.11 - 2795 

Part  92: 

92.35  _- 3680 

Part  94: 

94.6 3681 

Part  96: 

96.46 6774 

Part  105: 

105.1   _ 3681 

Part  120: 

120.7 2015,3621,5595,7378 

Part  121: 

121.3 659 

Part  127: 

127.1 1892,  6132 

127.3 659.  893.  1440. 

1892.  3353.  6132,  6133.  6642 

127.5  _ —  6132 

127.6  .._ _- 6132 

127.9 6133 

127.10 1440. 

1892.3353.6133,6660 

127.11 1892 

127.12  1892 

127.14 6598 

127.15 6791 

127.19 339.1892.4730.6792 

127.20 2644.  3081,  3353.  6133 

12730  _„ —  1892 

127.38 _ 1892 

127.39 1892 

127.47 —  1892 

127.55 5489,  6950 

127.76 1440,  3354 

127.78 -— 5595 

127.85 3081.  7360 

127.93 7454 

127.97 - 892 

127.100 —  6791 

127.101 —  5595.  6791 

127.102 1892,  4730,  5595 

127.103— 4731.  5595 

127.104  __ 5596 

127.107 2509 

127108 1892 

80000— 50— —31 
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TITLE  39— Continued  ^^K® 

Chapter  I — Continued 
Part  127— Continued 

127.110 1892.  1893 

127.199 1440,  1893.  3354 

127.205  4730 

127.207 — 6133 

127.209  3354 

127.210 1613.  2644.  4730.  7129 

127.211 2644 

127.212 6133 

127.215   _  — 2644 

127.216 1677,2644.3495 

127.217 -     2644 

127.218 ---     6133 

127.219 1440.  5242 

127.221 6133 

127.227 1893.6133.6774 

127.230 6133 

127.231 578,  1677.  2241, 

2242.  3082.  3235.  7064.  7158 

127,232 1084 

127.234 3621.6133 

127  235— -  4730.4731.6133 

127.236  1440 

127.237 — -  6133 

127.239 2644.7454 

127,240 -  1893 

127.241 —  2644 

127.242 6133 

127.243 1229.6133 

127.244 2644,6133 

127,246 2644 

127.248 7454 

127249  2644 

127.250 3354 

127.251  - - 2644 

127252 339, 

659.  1084.  1127.  1440.  1893. 

2644.  2795,  4731.  6133,  7009, 
7010,  7129. 

127.253 1893 

127.254 1893 

127.255 1893.6134 

127.257 1893 

127.258 : 1893 

127.259 T 1893 

127.260 1893.6134 

127.261 -  1893 

127.262  1893 

127.264 339,  1614.  1847, 

2645.  2661,  5806.  6792,  7129 

127.266 -   892 

127.267 2645 

127.268 595.  1677. 

2645.  6134.  6598.  7129.  7455 

127.269 1613. '?645.  7129 

127.271 —  1894 

127.272 893.  6134 

127.273 893.  6134 

127.274 893.  6134 

127.275 ^-  3354 

127.276 1085 

127.277 2645 

127.278 2645.  5653 

127.280 957.  2645.  7455 

127.281 2645 

127.282 339. 

458,  3082.  5489,  6134. 7455 

127.283 595,  659.  1678. 

2645,  2832,  5489,  6134,  7129 

127.286 459,  1085. 1441, 

1678. 3471.  5242.  6745.  7129 

127.288 1441. 

1678.  3082.  7130.  7455 

127.290 2645 

127.294 2645 

127.295 1678,  2645.  3495 

127.297 1894 

127.301 • 1894 
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TITLE  39— Continued  ^^'^ 

Chapter  I — Continued 
Part  127— Continued  .v 

127.304 339. 

1085,  5243.  6180,  6642 

127.306 1894,  6660 

127.308 892 

127.309 578,  1441.  2645.  7130 

127.310a 1440,  6134 

127.311 1894 

127.312 1893 

127.313 892 

127.314 892 

127.315 3354 

127.316 6134 

127.317 1894 

127.318 3082 

127.320 2645,  6774 

127.322 6598 

127.323 - 3494 

127.324 3082 

127.325 892 

127.327 893.  2661 

127.328 2415 

127.329 1085,  3083.  3354,  5490 

127.330 1441 

127.331 1848.  5596 

127.332 2415,  2645 

127.334  7455 

127.335 578,  2015 

127.337 1085 

127.341 578.  957.  1267.  6660 

127,342 957.  1441,  1678.  7130 

127.344  -—  1894 

127.345 578,  6134 

127.346  892 

127.348 2646 

.  127.349  1894 

127.351 3353.  3354 

127.353 893 

127.356 - 2796,  6134.  6792 

127.358  6135 

127.359 2645 

127.360  2645 

127361  2645 

127.362a 3353 

127.365 l6l3,  2645.  7130,  7360 

127.366  6135 

127.367  520 

127.369- 1894,  2645 

127.370 2645,  6995 

127.372_ 2242,  2645,  6598 

127.373 2645 

127.374 893,  1441,  6135 

127.375.  595,  1678.  2646,  2832,  7130 

127.376 893,  1441.  1442.  6135 

127.380 2241 

Part  135: 

135.4 3681 

135.14 3620 

135.15 3471 

135.17 3620 

Part  137: 

137.6 3681 

137.8  3620 

137.11 3620.  3681 

137.12 3620.  3681 

Part  150: 

150.801 3620 

150.1908 521 

150.2004  _ 3682 

150.2006  3682 

150.2007 3682 

150.2008 3682 

150.5005  6135 

Part  151 : 

151.1-151.28 7378 

151.91  7381 

151.93  •—  7381 

151.94 7381 

151.95  7381 


.  / 
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TITLE  39 — Continued  »•»«« 

Chapter  I — Continued 
Part  151 — Continued 

151.96 7381 

151.97 __     7381 

Part  155: 

155.2008 3682 

155.2618 3621 

TITLE  41 
Chapter  II: 
Part  201 : 

201.101  _. _.       295 

Part  202: 

Proposed  rules 188. 

420.  1802,  2047,  2835,  3284. 
6294.  7648.  7649.  7650.  7651. 
7652.  7653,  7654.  7655.  7656. 
7657.  7658.  7659,  7660,  7661. 
7662.    7663.    7664.    7665.    7666 

202.18   3996 

202.25 __     4671 

202.47 1793 

CThapter  III: 
Part  301: 

301.11 4849 

TITLE  42 
Chapter  I: 

Part  21 : 

21.111 3815 

21.155 . 381 

21.198  -J 6745 

21.199 6745 

21.351-21.360: 

Appendix  A 507.  1439, 

2242.  2853.  5539.  6950.  7588 

Part  34: 

34.2 4905 

344 893 

34.8 4905 

Part  51: 
51.1-51.15  _ 3376 

Part  52: 

52.1-5218    4593 

Part  53 : 

53.1  __     1085 

63.21 1085 

53.77 __ 1085 

53.79 1086 

Part  54  [discontinued] 4849 

Part  55: 

55.1-55.10    4519 

Part  61: 

61.8  _. 1894 

61  9  ._. 1894 

Part  63: 

63.1-63  6 508 

Part  64: 

64.1-646    5508 

644 6677 

Part  71: 

71.154 2796 

71.155 2797 

71.503 6995 

71.508 202.5229 

71.509 __  202.508 

Part  72: 

72.21  _ 278 

Chapter  II: 

Part  200: 

200.1-200.27  __ 8495 

Part  201: 

Revocation   3495 

Redesignation     of     former 

Part   203 1497 

Part  202: 

Revocation t495 

Redesignation     of    former 
"Part  204 8497 

Part  203   [redesignated  Part 
201} 8497 
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TITLE  42— Continued 
Chapter  II— Continued 
Part  204   [redesignated  Part 
202]    

Page 
3497 

Chapter  IV: 

Part  401  [revised]... 

Proposed  rules 

7177 
6447 

Prior  to  revision: 
401.2 

3379 

401.12   

3379 

TITLE  43 
Chapter  I: 
Part  63  [revised].. 

7130 

Part  65: 

65.7  .._ 

7429 

Part  69: 

69.17a  _.. 

7429 

Part  71: 

71.4 

7429 

Part  79: 

79.10 

7429 

7928  

7429 

Part  80: 

80.28 

6642 

Part  101: 

101.21   

1037 

Part  104: 

104.7 

7429 

Part  107: 

107.4 

7429 

Part  108: 
1084 

2613 

Part  115: 

115.18 

7429 

115.19 

7429 

115.85 

7429 

Part  137  [revised] 

Part  141: 

141.27-141.40 

1383 
7429 

Part  149: 

149.44-149.61 

7429 

Part  161: 

161.6 

5509 

161.8 . 

5509 

161.9-_ 5510 

161.11...Tr 6510 

.  6079 
6079 

161.12  .._ 

5511 

161.18 . 

7429 

Part  162  [discontinued] 

Prior  to  discontinuance: 

162.1 225.482.857. 

3414.  6575,  6722,  6094. 
Part  165: 

165.11   

7429 

1808. 
6498 

7429 

Part  181: 

181.16 

7429 

181.17 

7429 

181.77 _. 

7429 

Part  185: 

185  77 

7429 

Part  191: 

191.3 

382 

191.4 _ 

191.11 

1707 
382 

191.12 

382 

Part  192: 
Proposed  rules 

6518 

192.42  __ 

1707 

192.141 

1006 

Part  193: 

193.26 

7429 

193.26a 

7429 

Part  196: 
196  1-196.19 

411 

196.4 

S696 

iftfi? 
lOAfl 

1708 
646 

196  11  

4849 

196  13 ^ 

979 

TITLE  43— Continued  •'"«» 
Chapter  I — Continued 

Part  200: 

200.31 7646 

200.32  _._ 7646 

Part  216:     - 

216.13 7429 

216.25 _ __  7429 

216  29 6642 

Part  217: 

217.3 7429 

217.4 7429 

Part  220: 

220.7 . 7429 

220.16 6642 

Part  221: 

221.35 7429 

221.65 7429 

Part  224: 

224  1-224.8   7429 

Part  230: 

230.26 1 7430 

230.91 7430 

230  92 7430 

Part  240: 

240.4 7430 

240.8 7430 

240.10 7430 

Part  243: 

243.21 ^Tl 7430 

Pai  t  244 : 

244.30 7430 

Part  245: 

245.21 4620 

245.28 7430 

Part  250: 

250.12  _ 1708 

Part  255: 

255.1-2559    6642 

255.10-255.23    [revised] 6643 

255.24-255.25    (see    256.10- 
255.23). 

255.41 6644 

255.42-255.47 6644 

Part  257: 

257.6 6835.  5906 

Part  273: 

273.1-273.3   7430 

273.6-273.30    7430 

273.32-273.35 7430 

273.41   .._ 7430 

273.43   _ 7430 

273.44 7430 

273.47-273.49 7430 

273.54-273  67 7430 

Part  284: 

284  40 7430 

Part  288: 

288.9   .' 2762 

Part  289: 

289.1   226 

289.4 _ 226 

289.5-289  11 __ 226 

289.13-289.15 226 

Part  297: 

297.1   7430 

297.2 _ 7430 

297.9 6517 

Appendix  (Public  land  orders) : 

3  (amended  by  PLO  611)---  6334 
6  (revoked  in  part  by  PLO 

615) 6950 

24  (revoked  by  PLO  600 )__  4949 

35  (revoked  by  PLO  600)..  4949 
46: 

See  PLO  550. 695 

Revoked  In  part  by  PLO 

616 704.S 

48  (revoked  by  PLO  562)..  957 

74  (revoked  by  PLO  663)..  958 

80  (amended  by  PLO  611)  _-  6334 


TITLE  43— Continued  P^ge 
Chapter  I — Continued 
Appendix    (Public    land    or- 
ders )  — Continued 

93  (revoked  by  PLO  597)  -„  4849 
95  (revoked  in  part  by  PLO 

582)    1823 

125  (revoked  in  part  by  PLO 

581) 1794 

126: 

See  PLO  559 857 

Revoked  by  PLO  579 1616 

177  (revoked  by  PLO  566).  1007 

187  (revoked  by  PLO  573 )  _.  1500 

192  (revoked  by  PLO  580)  __  1737 

219  (see  PLO  587) 2797 

226  (revoked  by  PLO  603 )  __  5345 

230  (revoked  by  PLO  592)  __  3414 

249  (revoked  by  PLO  596)  __  4828 
253  (revoked  in  part  by  PLO 

576) 1614 

280  (see  PLO  576) 1614 

284  (see  PLO  615) 6950 

318  (modified  by  PLO  545)  _  226 

379  (revoked  in  part  by  PLO 

599)    4949 

380  (revoked  in  part  by  PLO 

599) 4949 

386:  revoked  in  part  by: 

PLO  555 796 

PLO  574 ___  1501 

PLO  601 5048 

396:  see: 

PLO  561_- _ 858 

PLO  587 2797 

399  (amended  by  PLO  614)  _  6517 
460: 

Revoked  in  part  by  PLO 

543 79 

Revoked  in  part  by  EO 

10052 1941 

487  (revoked  in  part  by  PLO 

558) 797 

494  (revoked  in  part  by  PLO 

565) 1006 

527  (amended  by  PLO  588)  -  3051 

539  (amended  by  PLO  623 )  _  7647 

541 323 

542 79 

543 79 

544 146 

545 __ 226 

546 226 

547 459 

Amended  by  PLO  624 7647 

548  482 

549 —  546 

550  — _- — -  695 

651 695 

552  - —  696 

553  — 696 

554 696 

555 796 

556 796.  918 

557 797 

558 - 797 

559 857 

560 858 

561 858 

562 957 

563 958 

564  __ 958 

565 1006 

566 1007 

567 1007 

568 1007 

569 1086 

570 1086 

571  1175 

572  1326 

573  1500 
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TITLE  43— Continued  ^-^^ 
Chapter  I — Continued 
Appendix  (Public  land  or- 
ders)— Continued 

574  1501 

575  '. 1520 

576  1614 

577  1520 

578  1615 

579  1616 

580  1737 

581  1794 

582  1823 

583  1848 

584  1870 

585  1895 

586  2797 

587  2797 

588  3051 

589  3235 

590  3312 

591 __  3414.  3498 

592  3414 

593  3917 

594  3996 

595  4595 

596  4828 

597  4849 

598  4875 

599  4949 

600  4949 

601  5048 

602  5145 

603 - 5345 

604  5596 

605  5597 

606  5722 

607  5835 

608  5880 

609  6266 

610  __  6292 

611  6334 

612  6498 

613  6498 

614  6517 

615  6950 

616  7045 

617  7295 

618  7271 

619  7360 

620  7502 

621  7503 

622  7646 

623  7647 

624  7647 

625  _ 7647 

626  7647 

Chapter  II: 

Part  401: 

401.5 .__  1038 

401.6 __  1038 

401.19 5021 

401.20 5022 

401.28 5022 

Part  421  [discontinued] 4979 

TITLE  44 
Chapter  I: 

Part  20  [discontinued] 5395 

Chapter  II: 
-•art  202: 

202.18  - 4905 

Chapter  IV  [see  Administrative 

Order  31] 7943 

Part  401: 

401.56 508 

401.57 2948 

401.58 3283 

Part  402: 

402.15 5049 

402.16 5049 
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TITLE  44 — Continued  »*««« 

Chapter  IV— Continued 
Part  402 — Continued 

402.17 5049 

Part  403: 

403.16 5049 

Part  404: 

404.1-404.14    2140 

404.51   2143 

404.54 2140.  5049 

404.55 '2143 

404.56 2140 

Chapter  V: 
Part  508: 

508.15 [1283].  5201 

508.56   1283 

Chapter  VI: 
Redesigjiation  of  former  Ch. 

VI  as  Ch.  VII _     5315 

Part  601: 

601.1-601.6 : . 5278 

601.21-601.26 _     5278 

Chapter  VII: 
Part  701: 

701.1-701.11 '2799,  5315 

Chapter  VTII  [revised] 4979 

Part  801 : 

801.1-r801.5    4979 

801.2   6153 

801.5' 6444 

Part  802: 

802.1-802.20 4979 

Part  803: 

803.1-803.35 4981 

803.34 6153 

Part  804: 

804.1-804.51 4983 

TITLE  45 

Subtitle  A: 

Part  5: 

5.2 1794 

Part  40: 

40.1-40.7 3815 

Chapter  I: 

Part  102: 

102.163  — 1934 

Chapter  III: 

Part  301: 

Proposed  rules 991.  3163 

301.3  5746 

301.7  _._ 1268 

301.8 1268 

301.19  -__ 4850 

Part  302: 

Proposed  rules 3163 

302.1-302.3 4850 

Chapter  IV: 

Redesignation  of  former  Ch. 
VI 79 

Part  401: 

401.1   4984 

401.33   4984 

Part  402: 

402.2 4809 

402.27   4809 

Part  403 : 

403.18 _.  '509.  5780 

Chapter  V: 

Part  501: 

501.1-501.7 7764 

Part  505: 

505.1-505.7 7843 

Part  506:  .     ^ 

506.1-506.3    '-     7844 


"Appears   as   404.53 
•Appears  as  601.1-601.11. 
•Appears  as  820  25. 
<  Appears  as  402.16. 
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TITLE  45— Continued               '  ^^^ 
Chapter  V — Continued 
Part  507: 

507.1-507.38 7844 

Part  508: 

508.1-508  4 7848 

Chapter  VI: 

Redesignation  as  Ch.  IV 79 

TITLE  46 
Chapter  I: 

Part  10: 

Proposed  rules 898 

10.20-5 1958 

10.25-9 1708 

Part  12: 

Proposed  rules 898 

12.05-3 1958 

12.05-9 1958 

12.10-3 1958 

12.10-5 — —  1958 

12.15-3 1958 

12.1S-9  1959 

12.20-1  _ 1959 

12.20-5 1959 

Part  24: 

Proposed  rules 5230 

Part  25: 

Proposed  rules 5230 

Part  27: 

Proposed  rules 5230 

Parts  30-39: 

Proposed  rules 2066 

Part  51: 

Proposed  rules 898 

51.07-15 - 5079 

51.28-1 --  5079 

51.31-1—51.31-83 5079.  6115 

51.31-80 6115 

61.34-1—51.34-50 5082 

51.34-5  — 6113 

51.34-50 6115 

51.46-1 5084 

51.46-35 5084 

51.49-1 5084 

51.58-1  _ _ 5084 

51.58-15 5084 

51.58-30 5084 

51.61-40 5084 

51.64-50 5084 

51.73-1 5084 

51.76-1 5084 

61.76-40  — 5085 

Part  52: 

Proposed  rules 898 

52.01-1  6115 

'    52.25-15 6115 

52.55-10 5085 

52.65-15 5085 

62.70-15 5085 

52.70-20 _— — .  5085 

52.70-25 5085 

52.70-30 5086 

Part  53 : 

53.03-50  _-_  5086 

63.03-60 —  6115 

63.03-65 6116 

53.05-20 5086.6116 

Part  54: 

Proposed  rules 898 

54.01-15 ___  5086 

54.01-30  __ 6086 

64.01-40 5086 

Part  55: 

Proposed  rules 898 

65.01-1—55.16-20  5086 

55.07-1  ___  8116 

55.07-10 6645 

65.07-15 ^  6116 

55.07-20  6116 

55.10-10 _ 6116 
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TITLE  46-Continu«d  »*»«• 
Chapter  I — Continued 
Part  55 — Continued 
65.01-1— 55.16-20— Con. 

55.10-13 6118 

55.10-20 6116 

55.10-30 6116 

55.10-40 6118 

55.10-60 6116 

55.10-65 __  6116 

55.10-70 6645 

55  16-1 6116 

55.1&-15 6116 

Part  56: 

56.01-60 6116 

Part  57: 

Proposed  rules 898 

57.05-20 „  5101 

57.10-15 5101 

57.15-5 5101 

Part  59 : 

Proposed  rules 898,  5230 

59.3  -_ 5101 

59.3a 5102 

59.4 5102 

59.4a _*_ 5102 

59.5  __ __ 5102 

59.11  5102 

69.11a —  5102 

69.12  __ : 5103 

59.13 ^ 5103 

59.15 5103 

59.18  __ 5103 

59.17 _-  5103 

59.19 5103 

59.20 5103 

69.21   5103 

59.22  5103 

59.23 5103 

59.24 5103 

59.25 5103 

59.26 5103 

59.30  - 5103 

59.31  _._ _ 5103 

59.32 5103 

59.33  — — -_-  5103 

59.34 5103 

5936 5103 

59.39 5103 

59.42 5103 

69.44 5103 

59.47 5103 

59.50 - 5103 

59.54a  — 5103 

59.57 __ 5103 

59.62 5103 

59  62a 5103 

59.68   __  5104 

Part  60: 

Proposed  rules 898,  5230 

602 5104 

60.3 5104 

609 , 5104 

60.10 _..  5104 

60.12 5104 

60.13 5104 

60.14 _ ^ 5104 

60.15  ._ ^ 5104 

60.17 5104 

80.21 5104 

6021a 5105 

60.22 6105 

60.26 5105 

6029 5105 

6031 6105 

60.34 _ _..  5105 

-60.35 5105 

60.47a 5103 

60.50   6105 

60.55 5105 


TITLE  46-Continued  P»6« 
Chapter  I — Continued 

Part  60 — Continued 

60.55a 6105 

6061 6105 

Part  81 : 

Proposed  rules 6230 

Part  62 : 

62.15a _ 7132 

62.115a 7132 

Part  83 : 

Proposed  rules 898 

63.15 — 5105 

Part  64: 

Proposed  rules 898 

64.18 —  5105 

Part  65: 

Proposed  rules 898 

65.2 5105 

65.3 5105 

65.5 5105 

65.6 6105 

65.7 5105 

65.11 6105 

Part  76: 

Proposed  rule$ 898 

76.3 5105 

76.4 5105 

76.5 6106 

76.8 5106 

76.8 5106 

76.13 6108 

76.14 5106 

76.14a 5106 

76.15 6108 

76.15a 5106 

76.16  — 6108 

76.18 5106 

76.19 8108 

76.20 6106 

76.21 6107 

76.23 5107 

76.26 __  5107 

76.28 5107 

76.32 5107 

78.34 5107 

78.37 _  5107 

76.51a 5107 

76.54 5107 

76.55 5107 

76.56 5107 

76.62 6107 

Part  77: 

Proposed  rules 6230 

Part  78: 

78.15a 7132 

Part  79: 

Proposed  rules 898 

79.21 5107 

Part  80: 

80.3 _ 3379 

Part  94: 

Proposed  rules 898 

94.2 _ _  5107 

94.3 5107 

94.9 _ 5108 

94.12  ._ 5108 

94.13 : 5108 

94.14 5108 

94.14a 5108 

94.15 5108 

94.17 _ 5108 

94.18 5108 

94.19 „ __  5108 

94.20 5108 

94.22 5108 

94.25 6108 

94.29 ._ 6108 

94.32 6108 

94.34 6108 

94.35 _ 6108 


TITLE  46— Continued  Pa8« 
Chapter  I — Continued 

Part  94 — Continued 

94.38  5108 

94.54 ^ 5108 

94  55 5108 

94.59 5108 

Part  95: 

Proposed  rules 5230 

Part  96: 

96.15a 7132 

Part  97: 

Proposed  rules 898 

97.19  __ _ 5108 

Part  98: 

98.3  8379 

Part  102: 

Proposed  rules 898 

102  3 — 5108 

102.6 — 5108 

Part  113: 

Proposed  rules 898 

113.4  5108 

113.6 5108 

113.7  _ —  5109 

113.10   5109 

113.12 5109 

113.13  _ - 5109 

113.14 5109 

113.15 5109 

113.16 5109 

113.19 5109 

113.22 - —  5109 

113.23 5109 

113.25 __ 5109 

113.29 5109 

113.31 - 5109 

113.32 5109 

113.41 5109 

113.45 5109 

113.46a — 5109 

113.47 5109 

Part  114: 

Proposed  rules 5230 

Part  115: 

115.15a  __ 7132 

Part  116: 

Proposed  rules 898 

116.19  5109 

Part  117: 

117.3  3379 

Part  144: 

Proposed  rules 898 

144.25  _ 1959 

Part  146: 

Proposed  rules 5230 

146.29-4 5746 

Part  154: 

Continuation   in   effect   of 

waivers 1007,  3748 

154.29 1007.  3748 

Part  160: 

Proposed  rules ._  898,  5230 

160.012-1— 160.012-T 5110 

160  015-1— 160.015-8 5110 

160.021-3  _ — 2064 

160.021-4 2065 

160.022-3 2065 

160.022-4 2065 

160.032-1—160.032-6 5110 

160.033-1—160.033-5 5110 

160.034-1—160.034-5 5110 

160.035-1—160.035-11 5110 

160.037-3 2065 

160.037-4 2065 

Part  161: 

Proposed  rules 5230 

Part  162: 

Proposed  rules -  2066 
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TITLE  46— Continued  P^8« 

Chapter  I — Continued 
Part  164: 

Proposed  rules .....^      898 

164.008-1—164.009-4 6120 

Chapter  II: 

Proposed  rules 7273 

Part  201 : 

Appendix  II —     6599 

Part  221: 

221.7 829 

221.8 829 

Part  226: 

Proposed  rules 992 

226  1   2044 

Part  235: 

235.0 6599 

Part  243: 

Proposed  rules . 2204 

243.1-243.3 2854 

243.2 3123 

243.3 -- 3123 

Part  281: 

281.1 __ 4875 

Part  284: 

284.1-284.2 7589 

Part  287: 

287.0 __ 6599 

Part  290: 

290  11   4595,7936 

Part  291: 

291.5 7936 

Part  297: 

297.0   __ 6599 

Part  298: 

298.1-298.204 6599 

Part  299: 

299.1   340.5022 

299.10  — 5429 

299.35 7272 

299.56 1501 

299.82 7273 

Part  304: 

304.91-304.95 6599 

Part  306: 
306.121 6599 

Part  310: 

310.1-310.12 6401 

310.21 -- —     7707 

310.22   7707 

310.25 —     7707 

Part  311: 
311.1 - 340 

TITLE  47 
Chapter  I: 

Part  1  [reissued] 751 

Proposed   rules 2.907,1014. 

1230,    1769.   2697.   2764.   3102. 
3285,   4597,    5159.    5849.    6335 

1.312   (54721.6198 

1.318 1616.  [4596] 

1.319 1616.6951 

1.320 1616,  1617 

1.321 3235. 3997, 5346 

1.343 5346 

1.371 1596 

1.372 2799 

1.527 1230 

1.544 [7179], [7181],  [7184] 

1.545 [7621] 

1.741-1.896 3202 

1.858  — 3887 

Prior  to  reissuance! 

1.341 _ 442 

Part  2  [revised] 2280 

Proposed  rules 2093.3560. 

3869,   5050,   5692.   7274,   7621 

2.1  — 7011 

2.101 7011 

2.104 —  3558, 5146.  7011 
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TITLE  47— Continued  Pa«« 

Chapter  I — Continued 
Part  2  [ret'ised] — Continued 

2.405 4596 

Appendix   A 7045,7620 

Prior  to  revision: 

2.1 _-  165,  509 

2.101 165 

2.104 165. 

166.  167.  323.  919,  1038.  1824 

2.201   165,166 

2.202 166 

2.302 166 

2.303 —  168.509 

2.401 —       166 

Appendix   A 166 

Part  3: 

Proposed  rules 1262, 

1334,  1396.  1896.  2416,  3185, 
3285,  3684,  4483,  4829,  4986, 
5159,  5366,  5399,  5435.  5474, 
5574,  5673,  5765,  5766.  5815, 
6065,  6446.  6645,  7110,  7185. 
7201,  7527.  7543.  7566.  7597 
3.1-3.191: 

3.34 — 166 

3.46 -  3852 

3.109 179.5146 

3.182 1039 

3.187 5690 

Appendix 1871, 

3851.5473,6774 

3.192 ^ 5432,5999 

3.201-3.291: 

3.203 6599,7562 

3.204 6600,7562 

3.223 3997,   5346 

3.241 179 

3.254 —     3852 

3.271 166 

Appendix 6599 

3  292 5432.    5999 

3.523 3998,    5346 

3.623 3998,    5346 

3.641 180 

3.661 [38011 

3.692 5432.    5999 

3.723 3998.    5346 

Part  4: 

Proposed  rules 3285. 

3288.  3869.  5050.  7274 

4.401 5690 

4.402 5691 

4.403 5691 

4.431 1411,  5691 

4.432 5691 

4.436 5692 

4.461 5692 

4.462 5692 

Part  6: 

Proposed  rules 2360 

6.1-6.602  2307 

6.603 5146 

Part  7: 

Proposed  rules 2093 

7.19 166 

7.58 3559 

7.61 3559 

Part  8: 

Proposed  rules 2093.  2812 

8.34 168 

8.36 166 

8.37 166 

8.54 3559,  5474 

8.81 3559 

8.93 3559 

8.94 3559 

8.95 3559 

8.98 3559.  5474 

8.132 3559 

8.195 1872,  7159 
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TITLE  47— Continued  ^^^ 
Chipter  I — Coniinued 
Part  8 — Continued 

8.501-8.506 7688 

Part  9: 

Proposed  rules 3560 

9.9 7010 

9.172  3162 

9.193 7010 

9.432 2106 

9.911-9.914 7010 

Part  10: 

10.1-10.455 2319 

10.54 6952 

Part  11: 

11.1-11.554 2333.  2345 

11.55 6952 

Part  12: 

Proposed  rules 1230.  2093. 

2200.  4790.  4860.  5350.  7110 

12.27   __  5365 

12.67  , 5365 

12.81 7527 

12.111 1768.  2346.  3559 

12.114 4828 

12.134  _. 2346 

Part  13: 

Proposed  rules 324.  1230. 

2095. 2812.  4637.  5435.  6645 

13.1-13.94 1600 

13.1 1872.  7159 

13.11 5365 

13.21 1895.  3852 

13.28  5365 

13.61  3852 

Part  15: 

Proposed  rules 2033.  2954.  4924 

Part  16: 

Proposed  rales 5436 

16.1-16  503 2346 

16.403  7621 

16.501 6809 

Part  17  [revoked] 2357 

Disposition  of  regulations 

formerly  in  Part  17 2357 

-    Part  18: 

Proposed  rules 4638 

18.1 2523,  3887 

18.17  6444 

18.24 ^__  6444 

18.32   6445 

Part  19  [revised] 1596 

Part  34  [revised] 7766 

Proposed  rules 4010 

Prior  to  revision: 

34.02-1 6404.  6405 

34.03-8  6406 

34.03-13 6406 

34.05-1 6406 

34.30-3 6406 

34.5115 6406  4 

34.31-99 6405 

34.3100-34.3928 6405 

34.3113-34  3328 6405 

Part  35  [revised] 7886 

Proposed  rules 2203.  4597.  4860 

Prior  to  revision: 

35.02-1 __.  6407 

35.03-8 __  6408 

35.05-1 6408 

35.30-3 __  6408 

35.31-5 6407 

3531-6 6407 

35.31-99 6407 

35.3200-35.3299 6407 

35.3210-35.3299 6407 

35.3510-35.3599 6407 

35.3610 6408 

35.3625 6408 

35  3700-35.3799 6408 

35.3800-35.3899 6408 
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TITLE  47 — Continued  P««e 
Chapter  I — Continued 
Part  35 — Continued 
Prior  to  revision — Con. 

35.3910 6408 

35.3925 6408 

35.41-7 3852 

35.4101 3852 

35.1-6-1 6445.  6446 

Part  42 : 

Proposed  rules 6198 

Part  43: 

Proposed  rules 5850 

43.21 7159 

Part  45: 

Proposed  rules 6198 

Part  46: 

Proposed  rules 6198 

Part  63: 

Proposed  rules 2529 

6390 3888 

63  500-63.507 ,_ 7562 

Part  64: 

Proposed  rules 1738.  2047,  2764 

64.201-64.283 7563 

64305   3163 

64  309 3163 

64  310 3163 

TITLE  49 
Chapter  I: 

Part  3: 

Proposed   rules 5974 

34  --_ 6952 

Part  7: 

7.55-7.58    3888 

7.60 3888 

7.61 3388 

7.62 3838 

Part  10: 

10.409 5230 

10.510  5230 

10.511 5230 

10,560 5230 

Part  14: 

14.73   959 

Part  20: 

20.615 3313 

20665  -.1 3313 

20765  .._  3313 

Part  71: 

71.2 1349 

71.3 1349 

71.6 1349 

71.8 1249.6255 

71.10 1350 

Part  72: 

72.1  _ _ _  1350 

72.4 1350 

72.5 1350.  2011,  6255 

Part  73: 

7316 6255 

73.61 __ 6255.  6256 

73.62 ___  6256 

73.64 __  1350 

73.66 1350 

73.72  6256 

73.103 6256 

73.108 1  1350 

73.109 1350 

73.110  1350.6258 

73.110ft 6256 

73.156 1351 

73.163 1361,  2011 

73.182 6256 

73.183 6256 

73.204 1351 

73.241 6256 

73.242 1351 

73.245 1351 

73.247 6256 
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Chapter  I— Continued 

Part  73 — Continued 

73.248 6256 

73.249  -1 6256 

73.252c 6257 

73.253a 1351 

73.257 6257 

73.260 2011 

73.261 1351.  2011 

73.261a 1351,  6257 

73.263 6257 

73.264 6257 

73.265 2012 

73.267 __.  6257 

73.268 6257 

73.270 6258 

73.271 6258 

73.272 6258 

73.273 6258 

73.276 2012 

73.277 2012 

73.278 1351 

73.279 6258 

73.302 1351 

73.303   1351 

1352. 1353.  2012,  6258.  6259 

73.331a 6259 

73.332 2012 

73.332a 1353 

73.346 6259 

73.357 2012 

73.361 6259 

73.368 1353 

P402  __ __. 6259 

73.403 6259 

73.404 6259 

Part  73a: 

73a.lA-10 6261 

73a.3A-13 2013 

73a.3A-23 __.*  6261 

73a.3AA-5 _ 1353.2013 

73a4B-8. — 1353 

73a.4B-23 1353 

73a4BA-5 1353 

73a.4BA-8 1353 

73a.4BA-16  1353 

73a4BA-19 1354.2013.6261 

73a.5C-3 6261 

73a.5C-7 6261 

73a.5C-9 6261 

73a  5C-11 6261 

73a.5H-13 1355 

73a.5M-7 1355  6261 

73a.8-22 1355.2013 

73a  9-9 1355.2243 

73a.l2B-ll 2013 

73a.l2B-16 _ 2013 

73a.l2B-19 6262 

73a.l5D-20 2013 

73a.l6B-21 2013 

73a.l7E-9 2013 

73a.l7X-2   2013 

73a.f3P-13 2013 

73a  23G-5 2013 

73a.23G-13 2014 

73?.37K    -- 1355 

73a.37K-6 1355 

73a.37K-8   1355 

73a.37K-8   1355 

73a.42B-7 6262 

73a.50-7 6262 

73a.51-l— 73a.51-7    6262 

73a. 60-1— 73a.60-15    6263 

73a.l06A500^9 1355 

Part  74: 

74.528 6263 

74.532 _.  6264 

74.533 6264 

74.541a 6264 

74.546 6264 
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Part  74— Continued 

74552 6264 

74.560 __     2014 

74.582 1355 

„  74.589 13'5'5"'283'3,  6264 

Part  77: 

77  824 1355,  2014,  6264 

77.825 6264 

Part  95: 

95  15 687.  1617 

95.95 3682 

95.500 _  226 

•         95.775 mill     2901 

95.776 '_'__     2901 

95.817 3589.  6661.  7647 

85.840 5395,  6566 

85.841  _ 5396,  5835,  6566 

95842  — 6181 

95  843 6517,  7456 

95.844  _ 7765 

Part  S7: 

97.562  2697 

Part  110: 

110  1 2763,  3801 

"01-1   2763 

1102 2763 

110.2-1 2763 

110.2-2 2763 

11020 3853 

110,20-1 3853 

11021    3853 

110.21-1   3853 

110.21-2  ..._ 3853 

110.40 7381 

110  41-110.50 7382 

11060   3854 

11060-1  3854 

11061   3854 

110.61-1   3854 

110.61-2 3854 

110.81 3855 

11081-1 3855 

110.82 3855 

11082-1 3855 

11082-2 3855 

Part  120: 

120.11  244 

120.11a .[10651 

120.12 340 

120.13  __ 414 


120.14 1066 

120  21 414, 

120.51 

120.51b 

120.61 "sYs. 

Part  122: 

122.3  _ 

Part  125: 

1251 __ 

Part  132: 

1323  _ 
Part  139: 

Proposed  rules 3208 

139.3 4951, 

Part  142: 

Proposed  rules 4925 

142.1a 

142.10  -. 

Part  142a: 

142a.l-142a,4 7159 

Part  148: 

^  148  8 459   687 

Part  165a: 

Proposed  rules .    6460 

Part  167: 

167.1-167.13 2834,  3683.  6995 

Part  174: 

Proposed  rules 7488 

174.1 :  1284 


7566 

7252 

596 

414 

6792 

547 

1768 

6600 


5230 

5908 

798 

5397 
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Chapter  I— Continued 

Part  174 Continued 

174.1a  .„_ 1284 

Part  176: 

176.10 2066,  5540 

Part  179: 

Proposed  rules 5232 

179.1 5050.  7765 

Part  183: 

183.1-183.4  __ 7361 

Part  186: 

186.0 6385 

186.6  __ __ .__     6385 

186.50 369,  1127 

Part  187: 

187.200 2380 

Part  191: 

191.5 3888 

191.6 3889 

Part  192: 

Proposed  rules .    5974 

Part  203: 

203.301   4757 

203.301-1 4757 

203.302 4757 

203.302-1 4757 

203.302-2 _  4758 

Part  205: 

205.1 894,7939 

205.3 919 

205.4 ggiT 

Part  301: 

301.10 

301.20 "" 

301.30 ' 

Part  310:  

Proposed  rules 6386 

Part  325: 

325.1 -——.--_______  3856 

325.1-1 3856 

o^O.^    .-_«» —  —  . ^RSft 

3^5.2—1 --_____  3856 

325.2-2 3856 

Part  400: 

400.2 1824.  3918.  5806 

Part  405: 
Proposed  rules 7433 

Part  445: 

445.1   _. 

Part  450: 

450.1 3857 

450.1-1   3857 


596 
596 
414 


415 


450.2 


3857 


450.2-1 3857 

450.2-2 3857 

Chapter  II: 

Termination 3743 

Prior  to  termination: 
Part  500  [suspended  and  re- 
voked]        1678 

Prior  to  suspension  and  rev- 
ocation: 
500.70-500.79     [suspend- 
ed]        509 

500.72 [123] 

Part  502  [revoked] 1678 

Part  503: 

503.530-503.538 2918 

Part  520  [suspended  and  re- 
voked]   1678 

Suspension  of  certain  spe- 
cial directions  and  per- 
mits        509 

Prior  to  suspension  and 
revocation: 

620.490 128 

Part  522  [revoked] 1678 


247 

TITLE  50  Page 

Chapter  I: 
Part  6: 

Proposed  rules 3452 

6.1-6.73 _.    2442 

6.4 4809,  5365 

6.6 4809 

6.8_.. 4809 

Part  7  [reissued] -    2447 

Prior  to  reissuarice: 

7.11- 1128 

Part  8: 

Proposed  rules 6137 

8.1  -- — 2448,  '6425 

Part  17: 

17.1-17.8 2448 

17.3 6449,  7942 

17.4 6450 

17.5 6449 

Part  20: 

20.1-20.9 2454 

Part  22: 

Proposed  rules 5490.  5723 

Part  24: 

24.1-24.22 3498 

Part  31: 

Proposed  rules .     6292 

31.1-31.345 2455 

31.101 5747 

31.102 5747 

31.112 6678 

31.124 4850 

31.199   6117 

31.208 6518 

31.251 7318 

31.255   7318 

31.256 _ 7318 

31.346  6136 

Part  32  [reissued] 2467 

32.51 3918 

Prior  to  reissuance: 

32.41  1384 

Part  33  [reissued] 2476 

33.96-33.99    _ 4790 

33.111-33.115 3052 

33.121-33.124 5540 

33.137  — 5781 

33.275 5747 

Prior  to  reissuance: 

33.54-33.57 696 

33.211-33.212 1395 

Part  34: 

34.1-34.266  __ 2487 

34.47-34.49 4596 

34.60 6690 

34.61 6690 

34.107-34.109  __ 3918 

34.186-34.190   __ 5541 

Part  35: 

35.1-35.36 2495 

Part  36: 

36.1-36.27 2497 

Part  41: 

41.1-41.61 2500 

41  61 6136 

Part  46: 

Proposed  rules 547 

46.1-46.208 2501 

46.21 2524 

46.56 2524 

46.61-46.72 2524 

46.81  __ 2525 

46.86 2525 

4687 2525 

46.88  2525 

46.100  2525 

46.101-46.109 2525 

46.126-46.134 2525 

46.141 2526 

»Proc.   2859, 
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ACCOUNTS  BUREAU.    See  Treasury  E>epartment.  Page 

AGRICULTURE  DEPARTMENT: 

iSee  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
Entomology  and  Plant  Quarantine  Bureau, 
Farm  Credit  Administration. 
Farmers  Home  Administration. 
Federal  Crop  Insurance  Corporation. 
Forest  Service. 

Rural  Electrification  Administration. 
Administration;  organization,  functions,  etc.,  of  vari- 
ous oflBces.    See  Organization. 
Agricultural     adjustment;     commodity     marketing 
quotas : 
Corn:  commercial  corn-producing  area  and  acreage 

allotments  for  1949,  proposed  rule  making 123 

Tobacco : 

Burley,  1949-50;  proclamation  respecting  appor- 
tionment   of    national    quota    among    the 

States 55 

Dark  air-cured;  proclamation  of  results  of  refer- 
endum for  three  marketing  years  beginning 

October  1,  1949 55 

Pire-cured;  proclamation  of  results  of  referen- 
dum for  three  marketing  years  beginning 

October  1,  1949 55 

Commodities  and  supplies;  regulations,  etc.: 
Canned  and  processed  foods: 
Fruits  and  vegetables.    See  Fruits  and  vegetables. 
Warehouses.    See  Warehouses. 
Celery.    See  Fruits  and  vegetables. 
Christmas  trees  and  greens;  grading,  certification, 

and  standards 211 

Citrus  fruits.    See  Fruits  and  vegetables. 
Corn;  marketing  quotas.    See  Agricultural  adjust- 
ment. 
Cream.    See  Milk. 
Dairy  products.     See  Milk. 
Eggs,  shell,  specifications  and  weight  classes  for 

wholesale  grades  for;  proposed  rule  making 382 

Export  and  diversion  programs.    See  Export  and 

diversion  programs,  below. 
Flowers,    and    bulbs;    grading,    certification,    and 

standards 211 

Food: 
See  al.'io  specific  commodities. 
Imports;  restriction  on  imports  of  certain  foods, 

redesignation   293 

Fruits  and  vegetables: 
Diversion  for  export.    See  Export  and  diversion 

programs. 
Grading,   inspection,   etc.,   of   fresh   fruits   and 
vegetables : 

Revised  regulations 211 

Standards,  consumer,  for  celery  stalks;  pro- 
^  Fo.sed 295 

8C000— 49 1 


AGRICULTURE  DEPARTMENT— Continued  f»ge 

Commoditi^  and  supplies;  regulations,  etc. — Con. 
Fruits  and  vegetables — Continued 

Handling  of  various  fruits  and  vegetables: 
Citrus  fruits,  grown  in  various  States: 
Arizona : 

Grapefruit;  limitation  of  shipments 222 

Oranges: 

Limitation  of  shipments 107,  223,  292,  408 

Marketing  agreement  and  order ;  decision 

respecting  proposed  amendments 297 

Referendum  among  producers;  direction 

concerning ^ 297 

California: 
Grapefruit  (Imperial  and  Riverside  coun- 
ties);  limitation  of  shipments 222 

Oranges: 

Limitation  of  shipments '107,  223,  292,  408 

Marketing  agreement  and  order;  decision 

respecting  proposed  amendments. _       297 
Referendum  among  producers;  direction 

concerning 297 

Florida,  oranges,  grapefruit,  and  tangerines 
grown  in;  limitation  of  shipments: 

Grapefruit 222.   291 

Oranges 221.  291.  407 

Tangerines 222,  291,  407 

Grapes  (Emperor),  grown  in  California: 
Marketing  agreement  and  order;  decision  re- 
specting proposed  amendments 342,  383 

Referendum  among  producers;  direction  con- 
cerning       349 

Peaches : 
Elberta,  grown  in  California;  notice  of  refer- 
endum among  producers 203 

Grown  In  Georgia: 
Committee  regulations;  change  in  repre- 
sentation by  districts  on  Industry  Com- 
mittee        408 

Referendum  among  producers;   direction 

concerning 419 

Pears  (Bartlett) ,  grown  in  California;  notice  of 

referendum  among  producers 203 

Plums,  grown  in  California;  notice  of  referen- 
dum among  producers 203 

Potatoes;  Irish  potatoes  grown  in  various  States 
and  production  areas: 
Maine  Potato  Committee  regulations;  exemp- 
tion certificates  and  certificates  of  privi- 
lege, proposed  rule  making 186 

Southeastern  States  production  area;  pro- 
posed budget  of  expenses  and  rate  of 
assessment  during  fiscal  period  ending 

October  1,  1949 342 

Warehouse.*;.    See  Warehouses. 
Fungicides.    See  Insecticides. 
Grapefruit.    See  Fruits  and  vegetables. 
Grapes.    See  Fruits  and  vegetables. 
Imported  foods.    See  Pood. 

Insecticides,  fungicides  and  rodenticides,  regulations 
for  enforcement  of  Federal  Insecticide,  Fungi- 
cide, and  Rodentlcide  Act;  exemption  of  sodium 
fluoride  from  coloration  requirements  when 
used  for  maaufacturing  and  processing  of  rub- 
ber, glue,  etc • 167 
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AGRICULTURE   DEPARTMENT— Continued  ^'^* 

Commodities  and  supplies;  regulations,  etc.— Con. 
livestock;   inspection  at  various  stockyards.     See 

Packers  and  Stockyards  Act,  below. 
Meats;  grading  and  certification  of  meats,  prepared 

meats  and  products,  fees  for  grading  service.-      405 
Milk,  cream,  and  byproducts,  handling  in  various 
marketing   and   sales   areas;    amendments   to 
marketing  agreements  and  orders,  etc.: 

Illinois;  Chicago _ 296 

Iowa;  Sioux  City ^9 

Kentucky;  Ashland  (Trl-State) 186 

Massachusetts: 

Boston  (Greater) 157.184 

Pall  River '♦l'^ 

Lowell-Lawrence 415 

New  York;  New  York  metropolitan  area 95 

Ohio: 
Dayton-Springfield , 185 

Marietta.  Ironton.  Gallipolis.  etc.  (Tri-State> ..       186 
West  Virginia;  Huntington  and  Parkersburg  (Tri- 

State) — 188 

Nuts: 

Raw  nuts;  grading,  certification,  and  standards..      211 
Walnuts  grown  in  California.  Oregon  and  Wash- 
ington, handling  of;  Walnut  Control  Board, 
discharge  of  trustees  appointed  for  liquida- 
tion action 260 

Onion  sets;  grading,  certification,  and  standards..      211 
Oranges.    See  Fruits  and  vegetables. 
Peaches.    See  Fruits  and  vegetables. 
Pears.    See  Fruits  and  vegetables. 
Plums.     See=Fruits  and  vegetables. 
Potatoes.    See  Pfuits  and  vegetables. 
Rodentlcldes.     See  Insecticides. 
Sodium  fluoride.    See  Insecticides. 
Sugar: 
Determinations: 

Sugar  beets;  California,  wage  rates.  1949 217 

Sugarcane: 
Hawaii: 

Prices.  1949  crop 218 

Wages.   1949 218 

Mainland;  Louisiana,  wage  rates,  1949 55 

Puerto  Rico: 

Prices.  1948-49  crop 219 

Wage  rates.  1949 57 

Virgin  Islands: 

Prices.  1949  crop 122 


1949. 


58 


157 


80 


Wage  rates, 
Export  control : 

Revocation  of  part » 157 

Termination  of  restriction  on  exports  of  sugar- 
General    sugar    regulations,    administration    of 
sugar   quotas;    entry   of  sugar  into  United 

States,  proposed  rule  making 

Puerto  Rico.  1949  sugar  quota  for;  notice  of 

hearing  on  proposed  amendment 

Postponement    of    hearing    at    Greeley.    Colo.; 

notice 206 

Tangerines.    See  Fruits  and  vegetables. 

Tobacco;     marketing    quotas.      See    Agricultural 

adjustment. 
Vegetables.    See  Fruits  and  vegetables. 
Walnuts.     See  Nuts. 
Warehouse,  regulations;   dry  beans,  correction  of 

prior  document 121 

Diversion  programs.    See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs;  various  fruits,  etc.: 
Citrus  fruits  and  juices,  fiscal  year  1949: 
Eligibility  for  payments;  grades  for  (Florida  or 
Texas  fresh  oranges,  grapefruit,  and  tange- 
rines)  

Payment,  rate  of;   for  products  exported  from 

various  United  States  ports 333 

Dried  fruit  (prunes  and  raisins),  fiscal  year  1949: 
Eligibility  for  payments  by  the  Secretary;  exten- 
sion of  period  for.  to  March  31.  1949 362 

Supplementary  statement 333 

Federal  Seed  Act,  regulations;  miscellaneous  amend- 
ments       335 

Office  of  the  Secretary:  war  food  orders  (PMA),  re- 
strictions on  imports  of  certain  fo^ds,  redeslgna- 
tlon - 


33 
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AGRICULTURE  DEPARTMENT— Continued  *''*8« 
Organization,  functions  and  procedures;  Production 
and  Marketing  Administration,  codification  dis- 
continued          85 

Administrator,  Office  of;  codification  discontinued..        86 
Agricultural  Conservation  Programs  Branch;  codifi- 
cation discontinued 36 

Audit  Branch;  codification  discontinued 36 

Budget  and  Management  Branch;  codification  dis- 
continued         38 

Compliance  and  Investigation  Branch;  codification 

discontinued 36 

Cotton  Branch;  codification  discontinued 36 

Dairy  Branch;  codification  discontinued 36 

Fats  and  Oils  Branch;  codification  discontinued.  —         36 

Fiscal  Branch;  codification  discontinued 36 

Food  Distribution  Programs  Branch;   codification 

discontinued 36 

Fruit  and  Vegetable  Branch;  codification  discon- 
tinued         36 

Grain  Branch;  codification  discontinued 36 

Information  Branch;  codification  discontinued 36 

Livestock  Branch: 

Codification  discontinued 36 

Wool  purchase  program;  redesignatlon 36 

Marketing  Facilities  Branch;  codification  discon- 
tinued         86 

Marketing  Research  Branch;  codification  discon- 
tinued         36 

Poultry  Branch;  codification  discontinued 36 

Price  Support  and  Foreign  Supply  Branch;  codifi- 
cation discontinued 36 

Production  and  Marketing  Administration;  codifi- 
cation discontinued . 36 

Shipping  and  Storage  Branch;  codification  discon- 
tinued         36 

Sugar  Branch;  codification  discontinued 36 

Tobacco  Branch;  codification  discontinued 36 

Packers  and  Stockyards  Act;  notice  of  petition  for 
modification  of  rates  and  charges,  at  St.  Louis 

National  Stockyards  Co 94 

Production  and  Marketing  Administration: 
Agricultural    adjustment;    commodity    marketing 

quotas.    See  Agricultural  adjustment. 
Commodity  credit.    See  main  heading  Commodity 

Credit  Corporation. 
Crop  Insurance.    See  main  heading  Federal  Crop 

Insurance  Corporation. 
Diversion  programs.    See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs.    See  Export  and 

diversion  programs. 
Marketing  agreements  and  orders;   specific  com- 
modities.   See  Commodities  and  supplies. 
Organization.    See  Organlzatton. 
Packers  and  Gtockyards  Act,  notices,  etc.    See  Pack- 
ers and  Stockyards  Act. 
Regulations  respecting  specific  commodities.    See 

Commodities  and  supplies. 
Standards,  grading,  inspection,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 
Sugar;  wage  and  price  determinations,  quotas,  etc. 
See  Commodities  and  supplies. 
Support  prices.    See  main  heading  Commodity  Credit 

Corporation. 
Wage  determinations  for  production  of  sugar.    See 
under  Commodities  and  supplies. 

AIR  FORCE  DEPARTMENT: 

Courts-Martial  Manual,  United  States  Army,  1949; 
use  in  Department,  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Postal  services  for  Air  Force,  transfer  from  Army 
Department  of   functions  respecting;   order  by 
Secretary  of  Defense.    See  main  heading  National 
Military  Establishment. 
Regulations: 
Aircraft: 
Naval  and  mllltarT;  transportation  by,  regula- 
tions by  Secretary  of  Defense.     See  main 
heading  National  Mllltary^tablishment. 
Use  of  United  States  Air  Force  bases  overseas  by 

civil  aircraft  (domestic  or  foreign) 365 

Personnel;  recruiting  and  enlistments,  regulations. 
See  Army  Department.  ' 
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AIR  FORCE  DEPARTMENT— Continued  P<^« 

Regulations — Continued 

Reserves,  organized;  Officers'  Reserve  Corps,  general 

officers  of  United  States  Air  Force  Reserve 410 

Transfer  of  functions  respecting  Air  Force  postal 
services  from  Army  Department;  order  by  Secre- 
tary of  Defense.  See  main  heading  National 
Military  Establishment. 

Transportation  by  naval  and  military  aircraft;  regu- 
lations by  Secretary  of  Defense.    See  main  head- 
ing National  Military  Establishment. 
AIR  TRANSPORTATION.  FACILITIES.  ETC. : 

Air  Force  Department  regulations.  See  Air  Force 
Department. 

Air-navigation  sites,  withdrawal  of  public  lands  for. 
See  Land  Management  Bureau. 

Airspace  designations.  See  Civil  Aeronautics  Admin- 
istration. 

Civil  aircraft,  regulations  respecting.  See  Air  Force 
Department;  Civil  Aeronautics  Administration; 
Civil  Aeronautics  Board. 

Civil  airways,  etc..  designation  of.  See  Civil  Aeronau- 
tics Administration. 

Labor  disputes  between  certain  carriers  and  their  em- 
ployees; emergency  board  to  Investigate.  See 
Presidential  documents. 

Public  airports.  Federal-aid  airport  development  pro- 
gram ;  regulations.  See  Civil  Aeronautics  Admin- 
istration. 

Public  health  regulations.    See  Public  Health  Service. 

Quarantine  regulations: 

Fruits  and   vegetables,   preflight  Inspection.     See 

Entomology  and  Plant  Quarantine. 
Public    health    regulations.     See    Public    Health 
Service. 

Transportation  of  Government  and  non-Government 
personnel,  etc..  by  naval  and  military  aircraft; 
regulations  by  Secretary  of  Defense.  See  Na- 
tional Military  Establishment. 

Washington  National  Airport;  regulations  respecting. 
See  Civil  Aeronautics  Administration. 
ALASKA: 

Air  carrier  operations  in.  See  Civil  Aeronautics 
Board. 

Alaska  Railroad.     See  Interior  Department. 

Alaska  Road  Commission.     See  Interior  Department. 

Public  lands  In.     See  Land  Management  Bureau. 

ALASKA  RAILROAD.     See  Interior  Department. 

ALASKA  ROAD  COMMISSION.    See  Interior  Depart- 
ment. 

ALIEN   PROPERTY,  OFFICE  OF: 

Regulations  respecting  blocked  assets,  regulations  is- 
sued originally  by  Treasury  Department;  instruc- 
tions for  preparation  of  reports  of  property 
subject    to    United    States    jurisdiction    (Public 

Circular  No.   4C),  revocation 78 

Vesting  orders,  etc. : 

Copyrights: 

Beyer,  Otto,  Verlag 50 

Gebriider  Bomtrager 50,428 

Heymans.   Carl 31 

,            Quelle  and  Meyer.  Verlag  von 51 

Ries  and  Erler,  G.  m.  b.  H 427 

Ries,  Franz 427 

Wasmuth,   Ernst 31 

Costs  Incurred  in  court  actions  in  listed  States; 

California 193 

Di.ssolution  orders: 

Corner  Mott  and  Hester  Streets.  Inc 141 

Suzuki.  S..  and  Co.  of  New  York,  Ltd 141 

Return  of  vested  property: 

Beilin.  Bronislaw  L 118 

Casse.  Marcel 404 

Cernuschl.  Giovanni  and  Maddalena  S 106 

Colleoni.   Leone 105 

Conard-Pyle  Co ^ 210 

Da  Conturbia,  Fortunato 404 

Eichman.  Else 236 

Em.sheimer.  Bertha 237 

Pabriques  de  Prodults  Chimlques  de  Thann  et  de 

Mulhouse 374 

Fenoaltea.  Maria  Clenjentlna 83 

Frankenthal.  Use 106 

Friedle.  John  M._ _ _„  331 


ALIEN  PROPERTY,  OFFICE  OF— Continued  P«^e 
Vesting  orders,  etc. — Continued 
Return  of  vested  property — Continued 

Gregorinl-Blngham.  Giovanni 210 

Gulgnebert.   Marthe 236 

Harris.  Robert 106 

Hinrlchsen.  Max  and  Walter 106 

Horlta.  Klyo 31 

Horty,   Thomas 31 

Ikeda.  Leo  Ryotaro 404 

Island  Fender  Shop 31 

Jorgensen.  Verner  Eggert ,    404 

Klein.  Anna  Rosenfeld "      31 

Klein,  Lucie 1O6 

Kohlistock,  Anna  Luise  Blume .'T 359.  375 

Kuncls.  Peter 106 

Lenander.  Nils  Erik 359 

Leto,  Domenica 2£8 

Moulin  Legumes,  S.  A 403 

Moutzouridou.  Mlchaela 118 

Nakatsuka,  Kenzo 83 

Norli,  Olaf;  Bokhandel  Forlag 375 

Patterson.  Clair  Da  Conturbia 404 

Reich.  Max 403 

Reichert.  Emll 428 

Rouy.  Auguste  Louis  Marie  Antolne 373 

•    Sobernheim.   Charlotte 106 

Socl^t6  Rhodlaceta 210 

Strassmalr.  Stephen 403 

Takemoto.  George  K.  and  Harry  Y 31 

Tentler.  Paul  Dr 403 

Thorslngs.  Alfred;  Muslkforlag 403 

Various  Interests.  In  estates,  litigation  proceedings, 
etc. : 
Ackermann,    Joerg.    Klaus   Jochen    and   Ottilie 

Elsa  Emma  Henriette 357 

Adelhardt,  John  and  Margaretha 233 

Affeldt,  Annie 287 

Ahllng,  Maria  Bernardina  Bosse 235 

Ahrens,  Geslne  Anna  Margareta 258 

Anger,  Johanna  Plaue 267 

Arima,  Sumyoshi  and  Tamaki  F 355 

Asano,  Tsuneko 210 

Backer,  Bernhard,  Gerhard  and  Hermann 236 

Bader,  Emilie,  Emma  and  Eugen 49 

Bahnsen.  Doris 83 

Bauer,  Friedrlch  and  Llsel II  10 

Bender,  Mina 402 

Ben&e.    Marie I  9 

Bersenbrueck.  Gerhard  Wissmann 235 

Bluth.  Ludwig  S 152 

Bock.   Joseph j. 30 

Born.  August.  Helmut  and  Herbert II  267 

Bosse.   Heinrich   Josef.   Heinrlch   Wilhelm   and 

Johann   Theodor 235 

Bottger.  Herta 82 

Brandhorst.  Christian.  Frederick,  Fredericka  and 

Sophie 330 

Braun.   Bertha 374 

Bruhl,  Margarete 152 

Burfeindt.  Heinrich 330 

Burgering,  Antonla , 236 

Daehllng,  Walter 234 

Dann,  Eva.  Johanna  and  Joseph  F 11 

Deutsche  Bank  Plllale  Elberfeld 30 

Dietel.  Margaretha 104 

Dietrich.  Martha 285 

Doehla,  Christian,  Jacob,  Karl,  Karl,  Jr.  and  MaxI  1C4 

Doerfier.  Therese 281 

Dohm,  Mary 353 

Drefahl,  Arthur.  August,  Grete,  Hans,  Inglelore, 

Karl  and  Traute 82 

Dreislampel,  Sofie 49 

Ebehng,   Emma 319 

Ecksturm.  Katherlne 353 

Egdorf,  Albert  Carl  Fritz.  Fred  and  Louis  J 402 

Eggert.  Heinrich 49 

Eickemeyer.  Elizabeth 287 

Eisenach.  Anna  Emilia 11 

Elsen.   Margareth :. 332 

Engelman,  Anna 319 

Eppensteiner.  Anna  and  Louise 374 

Erlemaler.  Ernestine 49 

Faust,  Anna 330 

Pelber.  Gabrielle  Tegetmeier 283.314 

Fenz,  Helene  Franzlska 196 
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ALIEN  PROPERTY,  OFFICE  OF— Continued  ^^sie 
Vesting  orders,  etc. — Continued 
Various  interests,  in  estates,  litigation  proceedings, 

etc.— Continued  _._ 

Feustel.  Elfriede  Johanna  and  Karl  Max 357 

Filbrandt.  Horst 285 


Fincke.  Johanna 
Foecster,  Oscar 


11 
195 


Fricker.  Matilda  A JJ 

Fries.  August  and  Otto ^o" 

Frischer.   Paul ^°^ 

Fuchs.  Richard J"^ 

"  Fujimoto.  H J*^ 

Fujiura.  Motoi.  et  al ^^^ 

Gaissl.  Mathias ^l^ 

Gaul.  Gretchen °^ 

Geiger,  Elsa i"^ 

Gelehrtenschule  des  Johanneums JJo 


ALIEN  PROPERTY,  OFFICE  OF— Continued 
Vesting  orders,  etc.— Continued 
Various  interests,  in  estates,  litigation  proceedings, 
etc. — Continued 

Laarhs.  Erich.  Herta  and  Karl 

Lamp.  Elisabeth  Wllhelmine 

Landgraf.   W. 
Leeha,  Maria. 


Gessner,  Ernest. 


288 


Geyer.  Fritz 318 

Gie-ske.   Wilhelmine ^^^ 

GoUner.  Paul  Richard 13 

Greim,  Maria  Sophia  Johanna 357 

Grenz.  Otto  and  Rudolf 287 

Gumpert.  Albert ]^ 

Gunther,  Catherine *° 

Hagelstein.  Lotte 1»| 

Hahn.  Magdalena ^^° 

Hamaguchi.  Selkichi 315 

Hamamura.  Shuntaro *^' 

Hambrecht.  Henry  and  William ^»5 

Harrsch.  Gertrud  and  Carl 1* 

Haupt.  Anna  Elisabeth 281 

Hauptmann.   Marie— 3J0 

Hegewald.  Oskar 1°* 

Heinrich,  Helene " 

Hellmann.  Dora.  Hugo  and  Richard jsob 

Hertmann.  Heinrich  Wissman 235 

Hesse.  Erich  and  Meta 82 

Heuchele.   Luise —  *» 

Heydecke.  Hermann ^o 

Hiag-Verein    Holzverkohlungs    Industrie    G.    m. 


b.  H- 
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Hilde,  Joseph 286 

Hink.  Anna ^^" 

Hollweg,  Louis ^^' 

Horstman.  Albert •**^ 

Hossenfelder.   Martha *» 

Huppach.   Ju.stine ^^* 

Ihde.  Carl.  Franz  Wilhelm  and  Robert ii 

Inamasa.   Bunshu 104 

Lshii.  Viscount  Kikiyiro -Jdi 

Jaeger,  Mathilda \ll 

Jantzen.  Grete  and  Hermann  D «« 

Jappen.  Rudolph  M l^^ 

Jaretzki.   Alfred ^f* 

Jones.  Antonie ^"^ 

Juchems.  Tatdina 350 

Juchter.  John j°^ 

Kaemph.  Greta •»^" 

Kammerer,  Margaret °^ 

Kamoda,  M.  and  Y i* 

Kaneshiro,   Jotei j^^ 

Kaoru.  Kojo ''"^ 

Karge.  Minna  and  Otto ^°^ 

Kaufer.  Clementine ^1* 

Keller.  Albert  and  Rudolph «' 

Kipchle.  Anselm  and  Emma ^oZ 

Kiessling,    Johann    Karl.    Johan    Ludwig    and 

Katherine- - 357 

Kindt.  Walther 8J 

Kitagawa.  Shlnakichl *^' 

Klaasen.  Cornelia 356 

Klubert.  Alwine 282 

Klumper.  Antonia  Heinz  (Backer) -236 

Knodel,  Gustav  Adolf J02 

Koch,   Anna 358 

Koch.  Henrietta 30 

Koeniger.  Barbara IJ 

Kraner.  Adam °\ 

Kraney.   Hans. 
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Kraney.  Jenny 12.283 

Kraus.  Christina \\ 

Kuehnling.  Henry  and  Peter 82 

Kuhlmann.  Auguste.  Dora.  Ida  and  Louise 197 

Kuhn.  Rose ^^ 


Pag« 


320 

11 

196 

330 


Lemke 


,  Friedrich'Rud'olf J^^ 


103 


Leopold.  Otto -- 

Liebetrut.  Elsa.  Fritz  and  Otto ^^" 

Lissowski.  Robert ,z—\ Z 

Elisabeth,     Ernest     and 


197 


81 

29 

319 

105 


Lochmann,     Auguste, 

Sophie 

Loh.  Herta  Margarete J |* 

Long.   Frederick '^ 

Lowmann.  Ursula l^ 

Maerz.  Anna  Margaretha  Christiana 35/ 

Mangelsdorf.  Kurt ""-,7 Ht 

Markus.  Katharine  Antoinette  Wessling 235 

Matsuoka.  Chikae  and  Tsuglyoshi -283 

Mattick.  Christina.  Frances.  Leonhard.  Margare- 
tha and  Peter • 

Mayer,  Katharine 

Meutter,  Amelia  Becker , 

Meyer.  E.  J 

Michaells.   Hermann "u 

Miller.  Josephine  Weber ., ^»o 

Miura.  Kenzo Jf 

Moller.  Auguste  Wilhelmine  and  Georg ii 

Mori.  Mume -- 283 

Mueller.  Friedrich  Eduard 3ia 

Mueller.   Johann 357 

Mueller.  Luise — —  ^^■^ 

MuUer.  Frieda  Kuhnle  Luise. « 

Muller.  Petzel  and  Co.. — 3l» 

Murakami.  Mokutaro —  f^^' 

Nagata.  Isaku ^1° 

Nakamura.   Yukichi -^o" 

Natsuhara.   Eisaburo — ^^ 

Nehlsen,  Harald —  1»» 

Neugart,   Franz l^^ 

Neumann.   Martha ^^^ 

Neumann,  Willy 356 

Nishi,  Nakazo  (Katsuko) ^68 

Noll,  Louise ^88 

Offenbach,  City  of;  Germany 281 

Ohta,   Kyugo 26« 

Ono.  Seisaburo ** 

Opel.  Babette 357 

Ott.  Fanny.  Fidells.  Georg.  Klothllde.  Maria  and 

Mine 234 

Overhage.  Carl  and  Gertrud 332 

Pakulla.  Elisabeth   (Backer) 23» 

Pastor.  Theodor 358 

Pauls.  Emma  Marie  Sophie 1* 

Peters.  Clara  A.  W J* 

Peuser.  Otto ^Ja 

Philipp.  H.  A - 330 

Pohler.  Alois *^ 

Powell.   Anna "^ 

Pressprlch.  Ernest  C.  and  Reginald  W 314 

Pressprich.  Marie 283.  314 

Pressprlch,  Otto - 283 


Pries.   Augusta. 


33d 


Rassbach.  Erich 314 

Redinger.  August  and  Wilhelm 49 

Rehm.  Hilda *» 

Reimer.  Adolph.  Edda,  Herman  and  Marie 268 

Remey,  Gertrude  H 373 

Renz,  Herman 355 

Restle,  Christian l»^ 

Roth.  Bertha  Ellsabetha  Magdalena 48 

Rucker.  Paul 287 

Ruppel.  Elizabeth  HUde 286 

Sakamoto.  Masao 315 

Sakoda.  Umeyo 268 

Sander.  Anna  Willi  (Backer) 236 

Satoh.  Lou  H 320 

Schaaf,  Karolina  Maria 10 

Schaumann.  Anna  Majie 373 

Scheu.   Alice.   James.  Jane,  John,  Joseph   and 

Mary J2ft 

Schlebeler.  Frau  Pauline 280 

Schllpp.  Else  Peuser.  Rudolph  and  Walter 355 

Schmld,  Emma  Marie 49 
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Vesting  orders,  etc. — Continued 
Various  interests,  in  estates,  litigation  proceedings, 
etc. — Continued 

Schmidt,  Alfred,  Otto  and  Paul 331 

Schmidt,  Hugo  H.  and  Stephanie 330 

Schmidt.  Rudolf 287 

Schneider,  Eleanore  (Lena) 11 

Schneider,  Henry,  Joseph  and  Marie 49 

Srhoeneich,  Ernst  C 139 

N       Schricker,  John  Adam 357 

Schroeder.  Anna  B 31 

Schroeder.  Theodor  Friedrich  Wilhelm  Carl 233 

Schussler.  August 235 

Schwegler.  Alfred.  Gerhard.  GottUeg,  Helga  and 

Wilhelm    <Karl) 374 

Semler.  Christian 10 

Seus.s,  Albert  Christian.  Johann  Freldrlch.  Jo- 

hanh     George,     and     Johanna     Margareta 

Prelda 357 

Shigemichi.  Tadao ! 1 315 

Siemens-Schuckert,  Ltda 318 

Siemens-Schuckertwerke.  A.  G 318 

Spennermann,   Anna   Catherine.  Friedrich   Carl 

Johannes  and  Max 195 

Spiegel.  Lena 284 

Spitzbarth.  Johanna  Maria  Sophia  and  Stephan 

Karl    Hans 357 

Stache.  Anna 331 

Standard  Braid  and  Produce  Co.  of  Japan 15 

StefTan.   Otto 10 

Stettner.  Sanchen 285 

Stoehr.  Lotte 198 

Sumida,  Saburo ^I 269 

Takaha.shi,  Matsuta 357 

Theis.  Marie  A 83 

Thomas.  Hsie  G 233 

Tremmel.  Theresa 8 

Ungerer.  Emll,  Karl  Gustav  and  William 49 

Uxkull,  Woldemar 140 

Vassmer.  H.  W.  D.  and  Hans 235 

Von  Bardeleben,  Elisabeth  Naumann 139 

Von  Preden.  Alice 153 

Von  Wedel.  Lotti 236 

Wachtler.  Margaretha., 81 

Wagner.  Margarethe .357 

Waldraff,  Augusta 234 

Waldverwertung.  A.  G.  fUr 15 

Walter.  Margaretha  Klara 357 

Watanabe,  Matsumi 13 

Weber,  Hermann  J . 43 

Weber.  Rudolph 286 

Wegheman,  Annie 287 

Weibezahal,  Annie 282 

We.semeyer.  Elizabeth  and  Elsie.. 319 

Wichern,  Anita  Geisele,  Claus  Prederlch,  Claus 

Hlnrich,    F^ederich    Johann,    and    Johann 

Frederich  353 

Wichmann,  Hilda  Marie 13 

Wienert,  Emille 280 

Willen,  Catharine  Margaretha 330 

Wittemeier,   Hans 356 

Woodburn.  Emma  C.  and  James 374 

Wuchner,  Bernhardlne  and  Emil 16 

Yamane.  Masato 315 

Yatani,  M 32,  48 

Yokomlzo,  Fuji 284 

Zehnder,  Wilhelmlna 355 

ZeruII,  Gerhard,  Paul  and  Walter 357 

Ziegler,  Frank 140 

ALIENS: 

Immigration  regulations.  See  Immigration  and  Nat- 
uralization Service. 

Property  of.  See  Alien  Property,  OflQce  of;  Philippine 
Allen  Property  Administration. 

ANIMAL  INDUSTRY  BUREAU: 
Regulations: 

Animal  breeds;  recognition  of  breeds  and  books  of 
record  of  purebred  animals,  revised  regula- 
tions    158, 294 

Animal  diseases,  prevention  of  (cooperation  with  ^ 
States);    tuberculous,    para- tuberculous,    and 
B^.ng's  dl.«=ease  reacting  cattle,  proposed  rule 

making 1 


ANIMAL  INDUSTRY  BUREAU— Continued  Pae« 

Regulations — Continued 
Exportation  and  Importation  of  animals  and  animal 
products;  admission  of  ruminants  and  swine  to 
Swan  Island  Animal  Quarantine  Station,  ex- 
tension of  time  for  filing  comments  respecting 
proposed  regulations 244 

ARMED  FORCES  OF  UNITED  STATES: 

Sec  also  National  Military  Establi},hrnent. 

Civil  service  employment.  See  Civil  Service  Commis- 
sion. 

Former  members  of.    See  Veterans 

Noncombatant  service  and  training;  Executive  order 
respecting.    See  Presidential  documents. 

ARMY  DEPARTMENT: 

Central  and  field  agencies;  description.    See  Organ- 
ization. 
Civil  Affairs  Divisions,  organization  and  procedures; 
Military  Government  for  Germany  (U.  S.  Zone), 
regulations.    See  Germany. 
Courts-Martial   Manual.    1949;    Executive   order   re- 
specting.   See  main  heading  Presidential  docu- 
ments. 
Functions: 

See  also  Organization. 

Mail  clerks  and  postal  services,  transfer  to  Air  Force 
Department  of  functions  resp>ecting;  order  by 
Secretary  of  Defense.     See  National  Military 
Establishment. 
Germany,  Military  Government  for;  regulations,  etc.: 
Courts  for  Germany;  organization,  procedure,  etc.      124 
Codes: 

Civil   procedure .f 132 

Criminal   procedure 128 

Creation;    organization.    Jurisdiction,    personnel 

and  transitional  provisions 124 

Export-import  information.  U.  S.  and  British  zones; 
instructions  and  memoranda  issued  by  Joint 

Export-Import  Agency 244 

Monetary  reform: 
Conversion: 

Deposit   funds 190 

Liabilities  side  of  conversion  account 191 

Payments  by  persons  resident  in  U.  S.,  U.  K.  or 

French  zones,  etc igj 

Repatriated  prisoners  of  war;  subsequent  ex- 
change of  German  currency  for,  etc 191 

United  Nations  nationals,  reiciismark  liabilities 

to 192 

Conversion,  supplementary  (blocked  accounts)  __       190 

Currency  credit  balances 190 

Currency: 

Postage  stamps 139 

Quota  per  capita,  subsequent  payment  of_I__I      189 
Restitution  of  identifiable  property,  period  of  limi- 
tation for  filing  claims 306 

National  Guard  and  State  Guard.    See  Regulations. 
Organization,  functions,  and  procedures: 
Central  and  field  agencies,  description  of: 

Comptroller,  Army 334 

Logistics.  Director  of I      334 

Civil  Affairs  Division,  organization  and  procedures; 
Military  Government  for  Germany  (U.  S.).  reg- 
ulations.   See  Germany,  Military  Grovernment 
for.  above. 
Postal  Service.  Army;  transfer  to  Air  Force  Depart- 
ment of  functions  respecting  mail   clerks  and 
postal  services,  order  by  Secretary  of  Defense. 
See  main  heading  National  Military  Establish- 
ment. 
Regulations: 

Claims  and  accounts,  claims  against  United  States; 
enlisted  men  absent  without  leave,  deserters  and 
escaped  military  prisoners  (apprehension) : 
Limitations,  statute  of;  cases  when  applicable—       379 

Military  personnel 379 

Germany,  Military  Government  for.    See  Germany. 
Military  reservations  and  national  cemeteries;  regu- 
lations affecting  military  reservations,  use  of 

Army  Department  real  estate 162 

National  Guard  and  State  Guard,  redesignation  of 

chapter  and  part 40 
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ARMY  DEPARTMENT— Continued 
Regulations — Continued 
Personnel:  .     ,    ,, 

Decorations,   medals,    ribbons   and   similar 
vices;  service  medals,  lapel  buttons: 

Army  lapel  button JJJ 

Wearing;  redesignatlon lo^ 

Recruiting  and  enlistments :,— i" 

One-year  enlistments  In  Army  of  United  States 

and  Air  Force  of  United  States 365 

Regular  Army  and  Air  Force,  centerhead  added.      365 
Reserves,  organized;  Officers'  Reserve  Corps: 

Appointment 

Appointments  or  enlistments  not  made  from  cer 

tain  classes 

Physical  examination "*°* 

Professional  and  technical  experts  or  specialise, 
appointment  of : 

Application  and  allied  papers •ioo 

Eligibility:  professional  or  technical  and  spe- 
cial educational  requirements 365 

Termination  of  appointment 3°* 

ATOMIC  ENERGY  COMMISSION: 

Security  clearancj  for  personnel;  criteria  for  deter- 

mining  eligibility *^ 

ATTORNEY  GENERAL.    See  Justice  Department. 
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364 


See  Home  Loan  Bank 
See  Federal  Deposit  In- 
See  Alien  Property, 


BANKS: 

Federal  home  loan  banks. 

Board. 
Insured  banks:  reports  of. 

surance  CorporatioTi. 

BLOCKED   ASSETS,   of    aliens. 

OfBce  of.  • 

BOARDS.    See  Committees,  boards,  etc. 
BONNEVILLE  POWER  ADMINISTRATION: 

Authority,  delegation  of.  from  Secretary  of  Interior 
to  various  officials.  See  main  heading  Interior 
Department. 

c 

CANADA" 
Money   value  of.    See  Treasury  Department. 
Radio  broadcast  stations  in ;  international  agreements 
respecting  assignment  of  frequencies.    See  Fed- 
eral Communications  Commission. 

CENSUS  BUREAU: 

Manufacturing  statistics;  annual  survey  of  production 

of  apparel  Industries 133 

CIVIL  AERONAUTICS  ADMINISTRATION: 

Administrator;  approval,  specifications,  etc.,  by.  with 

respect  to  air  carrier  operations,  airworthiness. 

and  scheduled  air  carrier  rules.   See  main  heading 

Civil  Aeronautics  Board. 

Public  lands  withdrawn  for  air-navigation  sites.    See 

main  heading  Land  Management  Bureau. 
Regulations:  ,        ^     , 

Airspace  designations;  designation  of  control  areas, 
control  zones  and  reporting  points  (correction 

of  previous  document) 338 

Public  airports: 
Federal-aid  airport  development  program: 

Accounting  and  audit;  audits 409 

Definitions,  class  4  or  larger  airport 21 

Forms;  description  and  where  obtained 21 

References  to  appendices  and  to  certain  sec- 
tions; deletions  and  Insertions,  for  listed 

sections 

Washington  National  Airport: 

Aeronautical   rules,   redesignations 

General  rules,  rede.slgnations 38 

CIVIL  AERONAUTICS  BOARD: 

Air  cftrrlGFs  * 

Airworthiness.    See  Civil  air  regulations. 

Certificates:  public  convenience  and  necessity.  See 
Economic  regulations. 

Classifications  and  exemptions.  See  Economic  reg- 
ulations. ,  ^^ 

Free  transportation.    See  Economic  regulations. 

Navigation.     Sec  Civil  air  regulations. 

Operation.    Sec  Civil  air  regulations. 
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CIVIL  AERONAUTICS  BOARD— Continued 

Air  carriers — Continued 

Tariffs.    See  Economic  regulations. 
Civil  air  regulations: 
Air  navigation : 

Air  traffic  rules:                                _.  .          ,_ 
Definitions,  hours  of  darkness;  CAA  specifica- 
tions, revoked 

General  flight  rules  (GFR) : 
Aircraft  lights: 

CAA  specifications;  revoked —        ^ 

Display  of.  In  Alaska;  editorial  changes. . 
Minimum  safe  altitudes.  CAA  rules—  -.-— 
General   scope;  CAA  specifications,  revoked... 
Instrument  flight  rules  (IFR) ;  Instrument  ap- 
proach procedure,  CAA  rules — AT","; 

Airspace  designations.    See  main  heading  Civil 

Aeronautics  Administration. 
Scheduled  air  carrier  rules: 

Airmen:  .     /-.*» 

Airmen  utilization,  and  airmen  records.  CAA 

specifications,  editorial  changes 

Pilot  technique  maintenance,  training  pro- 
gram;    CAA     specifications,     editorial 

changes 

Plight  operations: 

Flight  altitude  rules;  approach  and  landing 

limitations.  CAA  rules 

Miscellaneous  rules;  air  carrier  aircraft  prov- 
ing period.  CAA  rules _ ---- 

Operations  manual;   delivery  of  copies.  CAA 

specifications,  editorial  change S<> 

Airworthiness:  _,       ^ 

Aircraft  radio  equipment ;  design  and  tests,  cross- 
pointed  Indicators.  CAA  rules 

Airplane:  ,     ,  m    ^  ^ 

Airplane  alrworthlne.ss    (regulations   effective 

to  November  9.  1945  > ;  CAA  specifications 

airplane      operating      manual,      editorial 

changes — 

Normal,  utility,  etc..  categories:  interpretations 
and  statements  of  poUcy  by  CAA.  editorial 

changes    ~^~\'."Vi  — 

Transport  categories  (regulations  effective  Nov- 
ember 9,  1945) : 
CAA  specifications,  airplane  operating  man- 
ual ;  editorial  changes ^^ 

Statement  of  policy;  editorial  changes 5' 

Certificates  and  ratings,  airmen  and  air  agencies: 
Ughter-than-alr  pilot  certificates,  elimination  of 
requirement  for  phy.sical  examination  prior 
to   taking   written    examinations    for    pilot 

Commercial  llghter-than-alr  pilot  certificate.-  110 

Private  lighter-than-air  pilot  certificate.——  iiu 
Mechanic  certificates,  with  propeller  or  aircraft 

appliance  rating;  extension  of  effective  pe-  ^^ 

Pilof  certlflcVtVsTVllmlnat'ion  of  requirement  for 
physical  examination  prior  to  taking  written 
examinations  for  pilot  ratings: 

Commercial  rating 

Private  rating ::«""»"" 

Repair  stations  rating.    See  Mechanic  certificates. 

Operation  rules: 
Air  carriers: 
Nonscheduled  operations,  interstate  and  for- 
eign; certification  and  operation  rules: 
Flight  operation  rules:    ♦ 

Instrument  approach  and  landing  rules. 

Cfi^  rules 

Weather  minimums;  take-off  and  landing. 

CAA  rules -. 37 

Miscellaneous  rules;  manual.  CAA  rules 37 

Operating  certification;  passenger  minimum 
requirements,  air  carrier  operation  skill, 

route  proving  filghts  (CAA  rules) 37 

Scheduled  operations  outside  continental 
United  States,  certification  and  operations 
rules;  miscellaneous  operation  rules: 

Aircraft  proving  tests,  CAA  rules 3? 

Irregularity  reports.  CAA  rules 37 

Operations  manual,  CAA  rules 37 

Reports,  CAA  rules 8^ 

Route  operation  proving  flights.  CAA  rules. _        87 
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CIVIL  AERONAUTICS  BOARD— Continued  !*«£« 
Civil  air  regulations — Continued 
Operation  rules — Continued 
General  operation  rules;   maintenance,  Inspec- 
tions, CAA  rules 38 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule   A).     See    main 
heading  Civil  Service  Commission. 
Economic  regulations: 
Certificates  of  public  convenience  and  necessity; 
terms,  conditions  and  limitations  of  certificates 
authorizing  interstate  and  overseas  air  trans- 
portation, provisions  as  to  scheduled  stops 379 

Classifications  and  exemptions;  irregular  air  car- 
riers, proposed  rule  making 370.420 

Free  and  reduced-rate  transportation;  free  travel 

for  postal  employees,  proposed 188 

Tariffs;  time  for  filing  Initial  tariffs,  proposed 383 

Bearings: 

American  Airlines.  Inc 43,  326 

Braniff  Airways.  Inc 229 

Bryant.  J.  C.  Herbert ^ 3 

Capital  Airlines.  Inc 24.43.326 

Chicago  and  Southern  Air  Lines.  Inc 229,  352 

Cordova  Air  Service.  Inc 147 

Delta  Air  Lines.  Inc „.      229 

Eastern  Air  lines.  Inc 229 

Florida  Airways,  Inc m. 3 

Mid-Continent  Airlines,  Inc 229 

Milwaukee-Chicago-New  York  restrictions 326 

Monarch  Air  Lines,  Inc 146 

Northwest  Airlines.  Inc 43,  326 

Pan  American  Airways,  Inc 229,370 

Pecas.  Texas,  service  to  and  from 147 

F*uerto  Rico;  additional  service 352 

Saudi  Arabian  investigation 229,  370 

Seaboard  and  Western  Airlines.  Inc 101 

Services  Aereos  Cruzeiro  Do  Sul.  Ltda 24 

Transcontinental  and  Western  Air,  Inc 101 

Transocean  Airlines,  Inc 44,  353 

Investigation  of  aircraft  accident  occurring  at  Seat- 
tle, Wa.sh 229 

CIVIL  SERVICE  COMMISSION: 

Executive  orders  affecting  Federal   personnel     See 

main  heading  Presidential  documents. 
Loyalty  Review  Board;  organization  and  functions. 

See  main  heading  Loyalty  Review  Board. 
Rules  and  regulations: 
Appointment: 

Through  competitive  system;  CAF  typists  and 
stenographers  (Grades  1,  2,  and  3)  excluded 

from  apportionment 53 

To  excepted  positions.    See  Exceptions. 
Apportionment.    See  Appointment:  through  com- 
petitive .system. 
Awards  for  superior  accomplishment;  wlthln-grade 

salary  advancement.    See  Pay  regulations. 
Compensation  and  allowances: 
Additional  compensation  for  service  In  foreign 
areas;  regulations.    See  main  heading  State 
Department. 
Pay  regulations.    See  Pay  regulations. 
Education,  formal,  requirements  for  appointment  to 
certain  scientific,  technical,  and  professional 
positions: 

Forest  ecologlst 121,  289 

Forest  soils  technologist 121,  289 

Forester  (forest  management) 121,  289 

Silviculturist 121,  289 

Soil  scientist 121 

Teacher  and  substitute  teacher  in  Indian  schools.      321 
Exceptions  from  competitive  service  (Rule  VI) ;  list 
of  positions  excepted  from  examination.  Sched- 
ule A: 
Civil  Aeronautics  Board;  directors  and  assistant 

directors  of  certain  Bureaus 33 

Executive  Office  of  the  President;  President's 
Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  In  Armed  Forces, 

three  confidential  assistants 333 

Federal  Security  Agency;  three  assistants  to  Ad- 
ministrator        289 

Foreign  service;  compensation  and  allowances  for. 
See  main  heading  State  Department. 


CIVIL  SERVICE  COMMISSION— Continued  P^ 

Rules  and  regulations — Continued 
Pay  regulations;  within-grade  salary  advancement: 
Periodic;  definitions: 

Equivalent  increase  !n  compensation .      291 

Permanent  positions 290 

Rewards  for  superior  accomplishment;  defini- 
tions, permanent  positions 290 

Postal  service;  promotion  of  substitutes.    See  Pro- 
motion. 

Promotion,  of  substitutes  in  postal  service 333 

Reemployment  rights.   See  Tran.sitional  procedures. 
Transfers;  reemployment  rights.    See  Transitional 

procedures. 
Transitional    procedures,    sj)eclal;    reemployment 
benefits  (under  Executive  Orders  8973  or  9067 
or  War  Manpower  CommLssIon  Directive  No.  X) 
after  transfer  to  national  defense  or  war  work: 

Agencies  being  liquidated 119 

Notice  of  intent  to  exercise  reemployment  rights 119 

Service  in  armed  forces  or  merchant  marine 120 

Veterans.     See  Transitional  procedures. 

COAST  AND  GEODETIC  SURVEY: 

Redesignatlon  of  chapter  and  parts 41 

COMMERCE   DEPARTMENT: 

See  Census  Bureau. 

Civil  Aeronautics  Administration. 
Civil  Aeronautics  Board. 
Coast  and  Geodetic  Survey. 
Foreign  and  Domestic  Commerce.  Bureau  of. 
Industry  Cooperation,  Office  of;  voluntary  agreements 

prepared,  etc..  by.    See  Office  of  Secretary. 
Office  of  Secretary: 
Voluntary  agreements  in  aid  of  stabilization  of  na- 
tional economy;   plans  for  allocation  of  iron 
and  steel   and  products   for  requirements  of 
various  industries  and  agencies: 
Anthracite     industry     requirements;     proposed 

continuation  and  changes 308 

Grain  storage   (farm-type)    bin;   proposed  plan 

and  continuation  procedures 310 

Housing  industry;  proposed  changes  and  con- 
tinuation for  allocation  of  pig  iron  for  cast 

iron  products  for  residential  housing 261 

Withdrawal  from  participation  in  plan;  Maridon 
Manufacturing  Co.,  Inc.,  notice  of  with- 
drawal        206 

Voluntary  agreements  in  aid  of  stabilization  of  na- 
tional economy.    See  Office  of  Secretary. 
COMMITTEES.  BOARDS,  etc.: 
Alaska  Road  Commission.    See  Interior  Department. 
Labor  disputes;   boards  to  investigate.     See  Presi- 
dential documents. 
President's  Committee  on  Religious  and  Moral  Wel- 
fare   and    Character    Guidance    in    the    Armed 
o         Forces;    certain    positions    excepted   from   Civil 
Service  rules.    See  Civil  Service  Commission. 

COMMODITY  CREDIT  CORPORATION: 

Loans,  purchases,  and  other  operations: 
Loan  program,  tobacco;  1948  crop,  Wisconsin: 

Type  54;  advance  rates 271 

Type  55;  advance  rates 271 

Loan  and  purchase  agreement  programs : 

Beans   (dry  edible),  1948;   availability  of  loans 

and  purchases 121 

Rye,  1948;  rates  at  which  loans  and  purchases 
will  be  made  (addition  of  certain  counties  in 

Montana) 405 

Seeds,  range  grass  (bluestem,  buffalo  grass,  etc.). 

1948;  purchase  agreements 362 

Purchase  program,  wool;  redesignatlon 35,36 

CONSCIENTIOUS  OBJECTORS,  noncombatant  service 
and  training  for;  Executive  order  respecting.  See 
Presidential  documents. 

CONSERVATION    OP   FUEL   OIL.    GASOLINE,    AND 
^  GAS,  by  Federal  agencies;  directive  respecting.    Sec 
Presidential  documents. 

CONTRACTS,  GOVERNMENT: 

Construction,  supply  and  service  contracts;  authority 
of  certain'  officers  respecting.  See  Geological 
Survey;  Irfterior  Department. 

Minimum  wage  determinations  under  Walsh-Healey 
Public  Contracts  Act.  See  Public  Contract*  Di- 
vision, Department  of  Labor. 
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CONTRACTS.  GOVERNMENT— Continued 
Procurement   orders.  Federal   Supply  Bureau 
Federal  Supply  Bureau. 

CONVERSION  OF  CURRENCY.    See  Customs  Bureau. 

COPYRIGHTS,  of  foreign  nationals;  vesting  of.  See 
Allen  Property.  OfBce  of. 

COURTS-MARTIAL  MANUAL,  U.  S.  ARMY.  1949;  Ex- 
ecutive orders  respecting.  See  Presidential  docu- 
ments. 

CROP  INSURANCE  CORPORATION.  FEDERAL.  See 
Federal  Crop  Insurance  Corporation. 

CUBA,  radio  broadcast  stations  in;  international  agree 
ments  respecting  assignment  of  frequencies 
Federal  Communications  Commission, 

CUSTOMS  BUREAU: 

Cu.stoms  regulations: 

Air  commerce  regulations:  ' 

Documents   for  clearance;    passenger  manifest, 

contents  of 

Documents  for  entry;    passenger  manifest  and 

air  passenger  manifest,  contents  of 199 

Articles  conditionally  free,  subject  to  reduced  rate, 
etc. : 
Aircraft,  parts,  and  equipment  returned  for  re- 
pairs; requirements  on  entry 225 

Pish,  quantity  that  may  be  imported  during  calen- 
dar year  1949  at  reduced  rate  of  duty  estab- 
lished pursuant  to  General  Agreement  on 
Tariffs  and  Trade.  See  Trade  agreements, 
below. 
Conversion  of  currency;  Chinese  Federal  Reserve 

Bank  yuan,  proposed  instructions 341 

Customs  bonds: 
Bonds  approved  by  collectors;  addition  of  carrier 

bonds ♦ 1*3 

Bonds  approved  by  Commissioner  of  Customs; 

deletion  of  carrier  bonds 143 

Districts  and  ports;  delegations  of  powers  to  Com- 
missioner of  Customs,  codification  discontinued- 
See  also  Organization,  below. 
Duties : 

Liability  for  duties,  entry  of  imported  merchan- 
dise; certified  invoices  not  required  for  air- 
craft, parts,  and  equipment  returned  for  re- 
pairs   

Liquidationof  duties;  conversion  of  currency.   See 

Conversion  of  currency. 
Transportation  in  bond  and  merchandise  In  transit: 

carriers,  application  to  bond 143 

Vessels ; 
Documentation  of;  registration  of  funnel  mark  of 

International  Harvester  Co HO 

In  foreign  and  domestic  trades;  unloading  of  mer- 
chandise in  bulk  outside  port  of  entry 143 

Pish,  tariff-rate  quota  on,  under  General  Agreement 

on  Tariffs  and  Trade.    See  Trade  agreement. 
Organization  and  delegations  of  authority;  customs 
districts  and  ports  (powers,  duties,  etc.,  respect- 
ing) : 

Commissioner 

Correction 

Deputy  Commissioner,  Tariff  and  Marine  Adminis- 
tration; fines,  penalties  and  liquidated  dam- 
ages  

Trade  agreements.  General  Agreement  on  Tariffs  and 
Trade:  fLsh,  tariff-rate  quota  for  calendar  year 
1949 


122 


225 


DISTRICT  OP  COLUMBIA  NATIONAL  GUARD,  admin- 
istration of;  Executive  order  respecting.  See  Presi- 
dential documents. 

DRUGS: 
Marihuana  Tax  Act,  regulations  under. 

Revenue  Bureau. 
Penicillin-containing   drugs   for  veterinary 

Pood  and  Drug  Administration. 
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DEFENSE.  SECRETARY  OP.    See  National  Military  Es- 
tablishment. 
DEFENSE  TRANSPORTATION,  OFFICE  OF: 
Conservation  of  rail  equipment:  carload  freight  traflQc. 

See  Rail  e(\,\iipment  conservation. 
Rail  equipment  conservation,  carload  freight  trafiBc: 
exceptions,  permits,  etc..  shipments  of  fruits  and 

vegetables,  and  miscellaneous  commodities 123 

DIRECTIVE,  re.specting  conservation  of  fuet  oil,  gaso- 
line and  gas  In  Federal  agencies.  See  Presidential 
documents. 
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ECONOMIC  COOPERATION  ADMINISTRATION: 

Redesignation  of  chapter  and  parts 

EMERGENCY  BOARDS,  to  Investigate  labor  disputes; 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
EMERGENCY  MANAGEMENT,  OFFICE  FOR: 
See  Defense  Transportation.  Office  of. 

Philippine  Alien  Property  Admini.'itration. 
ENTOMOLOGY  AND  PLANT  QUARANTINE  BUREAU: 
Regulations;  quarantine  notices: 
Domestic;  Puerto  Rlcan  fruits  and  vegetables,  pre- 
fiight  Inspection  and  certification  of  aircraft. 

cargo,    etc --- 

Foreign,  nursery  stock,  other  plants  and  bulbs,  entry 
of;  size-age  limitations,  proposed  rule  making.. 
EXECUTIVE  OFFICE  OF  TH^*  PRESIDENT: 
See  Emergency  Management.  Office  for. 
President's  Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  In  the  Armed  Forces; 
certain  positions  excepted  from  competitive  serv- 
ice. Civil  Service  Rules.    See  main  heading  Civil 
Service  Commission. 
EXECUTIVE  ORDERS.    See  Presidential  docvunents. 
EXPORT-IMPORT  AGENCY.  JOINT.  British  and  Amer- 
ican zones  of  Germany;  Instructions  and  memo- 
randa.   See  Army  Department. 
EXPORTS.    See  Imports  and  exports. 


FARM  CREDIT  ADMINISTRATION: 
Administrative  provisions;  surplus  property  disposal: 
Offers  from  owner-operators ;  selection  of  acceptable 

purchasers J57 

Preparatory  steps;  notice  by  mill 155 

FARMERS  HOME  ADMINISTRATION: 

Regulations,  farm  ownership  loans;  loan  limitations, 

average  values  of  farms  and  lnvp<:tmont  limits.-  333 
FEDERAL  COMMUNICATIONS  COMMISSION: 

I^6£irinKS  etc. '. 

Afro-American  Broadcasting  System.  Inc 5 

Airtone  Co J}J 

Almada,  Albert  Alvln ,;;j^^: "I 

American  Broadcasting  Station.  Inc.  (WMT) 5 

Atlantic  Broadcasting  Co.,  Inc 388 

Balboa  Radio  Corp.  (KLIK) — -  38» 

Batesville  Broadcasting  Co.,  Inc 263 

Bay  City  Broadcasting  Co 137 

Bay  State  Broadcasting  Co 150 

Beachvlew  Broadcasting  Corp 6 

Bethesda  Camp  Meeting  Grounds.  Inc 386 

Booth  Radio  Stations,  Inc 231 

Booth  Radio  Stations,  Inc.  (WBBO 389 

Bremer  Broadcasting  Corp.  (WAAT) 230 

Broadcasting  Corp.  of  America  (KPRO) 388 

Brophy,  Gene  Burke 263 

Brown,  Ziva  Ray —  1*» 

Cavalier  Broadcasting  Corp.  (WCAV) 8 

Centinela  Valley  Broadcasting  Co 386 

Connecticut  Radio  Foundation.  Inc.  (WELD 230 

Continental  Broadcasting  Co - 148 

Coosa  Valley  Radio  Co.  (WROM) 150 

Cornbelt  Broadca.stlng  Co.    (WHOW) — :,«  it? 

County  Broadcasting  Service 138,  311 

Courier-Journal  and  Louisville  Times  Co 389 

Crescent  Bay  Broadcasting  Co— -  386 

Crosley  Broadcasting  Corp ^^^' oi? 

Debs  Memorial  Radio  Fund.  Inc 388 

Delta  Broadcasters.  Inc * 

Delta  Broadcasting  Co.   (WDBC) 887 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.     p^« 
Hearings,  etc. — Continued 

Dempsey.  John  J 150 

Desert  Broadcasting  Co.,  Inc 263 

Ebbets  McKeever  Exhibition  Co..  Inc 888 

Fairfield  County  Broadcasting  Co 147,  232 

Federated  Publications,  Inc 231 

Florence  Broadcasting  Co.,  Inc.  (WOLS) 230 

Port   Industry   Co 389 

Preeport  Journal -Standard  Publishing  Co.  (WPJS)  -  442 

Gila  Broadcastir\g  Co 387 

Greenwich  Broadcasting  Corp 147,  232 

Greer.  Agnes  Jane  Reeves 149 

Griner-DlUon   Broadcasting   Co 389 

Harrisonburg  Broadcasting  Co 136,311 

Heights  Broadcasting  Co 387 

Hope  Productions.  Inc 389 

Inter-City  Broadcasting  Co 263 

James  Madison  Broadcasting  Corp 136,311 

Journal  Co.  ^WTMJ) 5 

KANS 312 

KBIT 312 

KEHT 312 

KPMO 263 

KRGV  and  KRGV-FM 312 

KWHN  Broadcasting  Co..  Inc.  (KWHN  and  KWHN- 

PM) 149 

KXRO,  Inc.  (KXRO) 148,  388 

Kankakee  Dally  Journal  Co.  (WKAN) 5 

Kansas  City  Star  Co.  <WDAP) 6 

Lake  Shore  Broadcasting  Co 148 

Lake  States  Broadcasting  Co 148 

Lamar,  Charles  Wilbur.  Jr 148 

Lemoyne  College 5 

Liberty  Street  Gospel  Church  of  Lapeer  (WAPC)  _.  148 

Mackay  Radio  and  Telegraph  Co..  Inc 311 

McClatchy  Broadcasting  Co.  (KFBK-FM) 147 

McLean  County  Broadcasting  Co 386 

Metropolitan  Broadcasting  Co 136 

Midwestern  Broadcasting  Co 148 

Mission  Broadcasting  Co 263 

Monocacy  Broadcasting  Co.  (WPMD) 148 

News  Publishing  Co.  (WLAQ)___ 150 

Nied  and  Stevens.  Inc 230 

North  Jersey  Broadcasting  Co.,  Inc.  (WPAT) 148 

Northeast  Georgia  Broadcasting  Co 263 

Northwestern  Indiana  Radio  Co.,  Inc.-' 386 

Oceanside  Broadcasting  Co 386 

Orange  Belt  Station 3 

Orange  County  Broadcasting  Co 149 

Palmetto  Broadcasting  Co". 230 

Panama  City  Broadcasting  Co .. 150 

Patterson,  S.  H 147 

Penin.'sula  Broadcasting  Co.  (WBOC) 230 

Phoenix  Broadca.sting.  Inc 263 

Portorican      American     Broadcasting     Co..     Inc. 

tWPAB) 230 

Portsmouth  Radio  Corp.  <WSAP) 6 

Puget  Sound  Broadcasting  Co.,  Inc 148 

RCA  Communications.  Inc 147.  231.  311 

R.  I.  Broadcasting  Co 263 

Radio  Anthracite.  Inc.  (WHWL) 3.  232 

Radio  Broadcasting  Co 386 

Radio  Pitchburg,  Inc 5 

Radio  Station  KWBW 422 

Radio  Station  WABZ.  Inc 138 

Raytheon  Mfg.  Co.  (WRTB) 423 

Rhode  Island  Broadcasting  Co.  (WRIB) 149,311 

Ripley  Broadcasting  Co 5 

Riverside  Broadcasters 149 

Rock  Creek  Broadcasting  Corp 387 

Rural  Broadcasting  Co.  of  Ohio 148 

Saginaw  Broadcasting  Co.  (WSAM) 231 

St.  Mary's  University  Broadcasting  Corp 136 

San  Bernardino  Broadcasting  Co.  (KTTO) 3 

Scenic  City  Broadcasting  Co..  Inc 149.  311 

Seminole  Broadcasting  Co 388 

Sikeston  Community  Broadcasting  Co.  (KSIM)...  5 

Sioux  Palls  Broadcasting  Assn.,  Inc.  <KSOO' 263,  388 

Southern  California  Broadcasting  Co.  (KWKW)_-  149 

Stark  Broadcasting  Corp 137 

Steel  City  Broadcasting  Corp 386 

Suburban  Broadcasting  Corp 388 

Sun  Publi.shing  Co..  Inc.  (WTJS) 6 

8C(X)0— 49 2 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.     P^« 
Hearings,  etc. — Continued 

Sunshine   Broadcasting   Co.    (KTSA   and   KTSA- 

PM) 312 

Texas  Star  Broadcasting  Co 263 

Toledo  Blade  Co 148 

Tribune  Building  Co.  (KLX) 149 

Tribune  Co 230 

United  Broadcasting  Co.  (WHKC) 5 

United  Broadcasting  Corp 263 

Unity  Corp.  Inc.  (WTOD) 148 

Valley  Broadcasting  Corp 148 

Voice  of  the  Orange  Empire.  Inc.,  Ltd.  (KVOE) 386 

Vulcan  Broadcasting  Co 388 

WAAB    ___       _  44 

WEGO   _  232 

WGTC   232 

WHAS,  Inc 385.389 

WHBS    230 

WMTW    44 

WSID ::       312 

Wachusett  Broadcasting  Co . 5 

West  Production  Co 4 

Whaling  City  Broadcasting  Corp 150 

White  River  Valley  Broadcasters.  Inc 263 

Woodward  Broadcasting  Co.  (WSIW) 422 

Wyoming  Valley  Broadcasting  Co.  (WILK) 3,  232 

York  Broadcasting  Co.  (WORK) 6 

Organization,    practice   and    procedure.     See   under 

Rules  and  regulations. 
Rules  and  regulations,  etc.: 
Licenses  and  special  radio  regulations: 

Aeronautical    services;    radiotelegraph    station, 
operation  of   (proposed  rule  making).     See 
Commercial  radio  operators. 
Coastal  and  marine  relay  services;  definition  of 

"percentage  modulation",  correction 166 

Commercial  radio  operators: 

Examination    elements;     aircraft    radloteleg- 

raphy,  proposed  rule  making 324 

Operator's  authority: 

Radiotelegraph  first  class  and  second  class 
operator  licenses;  supplementary  exam- 
ination required  for  operation  of  air- 
craft  radiotelegraph   station,   proposed 

rule   making 324 

Restricted  radiotelegraph  operator  permit, 
not  valid  for  operation  of  aircraft  radio- 
telegraph      station;       proposed       rule 

making 324 

Experimental  radio  stations;  Class  2  (petroleum) 

radio  station,  authorization  granted  to  obtain 

Information  respecting  power  ceilings  feasible 

for  various  high  power  VHP  radio  services. _     ^     4 

Frequencies  and  channels,  allocation  of: 

All  stations  and  classes  of  stations;  frequency 

allocations  between  10  kc  and  30,000  mc, 

reprint  of  corrected  table 167 

PM   broadcast   stations.   Class   B;    change   of 
channel  allocations  to  Northfleld,  Rochester, 

and  Minneapolis.  Minn 422 

Frequency  allocations  and  radio  treaty  matters; 
general  rules  and  regulations: 
Call  signs,  allocation  and  use  of.    See  Identifi- 
cation of  radio  communication. 
Dates,   corrections    of,    respecting   revision   of 
part : 

Date  of  proposed  rule  making 73 

Time  for  filing  comments,  expiration  date..       165 
Definition  of  "distance  measuring  equipment", 

correction 165 

Distress,  disaster  and  emergency  communica- 
tions; distress  messages  (correction) 166 

Emissions : 

Bandwidths;  symbol  "B"  (correction) 166 

Emission,  modulation  and  transmission  char- 
acteristics: tabulation  (corrections)  __  165,  166 
Frequencies;    allocation,   assignment   and   use 
of: 
Allocations,  frequency: 

Corrections 165,  166 

Table  of  frequency  allocations;  reprint  of 

corrected  table 167 

Station  symbols;  tabulation  (correction) 165 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    P^ge 
Rules  and  regulations,  etc. — Continued 

Licenses  and  special  radio  regulations — Continued 
Frequency  allocations  and  radio  treaty  matters; 
general  rules  and  regulations — Continued 
Identification  of  radio  communication  and  allo- 
cation and  use  of  call  signs: 
Allocation  of  call  signs;  reprint  of  corrected 

table 166 

Geographic  assignment  of  call  signs,  table  of 

(correction) 166 

Laws,   treaties,  agreements,  etc.,   relating   to 
radio  in  force: 
International  Civil  Aviation  Agreement,  cor- 
rection of  series  number 166 

North     American     Regional     Broadcasting 
Agreement.    See    International    agree- 
ments, below. 
General  rules  and  regulations: 

Redesignations  of  various  sections;  corrected 

table 165,  323 

Revision;  corrections.    See  Frequency  alloca- 
tions and  radio  treaty  matters. 
Industrial  radio  services;  authorizations  granted 
on  experimental  basis  to  obtain  Information 
respecting  power  ceilings  feasible  for: 

Geophysical  service 

Intermittent  service 

Special  press  service 

International  agreements,  etc. : 

International  Civil  Aviation  Agreement,  correc- 
tion of  series  number 166 

North  American  Regional  Broadcasting  Agree- 
ment; list  of  changes,  proposed  changes 
and  corrections  in  assignments: 

Canadian  broadcast  stations 137 

Cuban  broadcast  stations 388 

Dominican  Republic  broadcast  stations 386 

Mexican  broadcast  stations 231,387,389 

Radio  broadcast  services: 
FM  broadcast  stations: 

Class  B  stations,  channel  allocations.     See 
Frequencies    and    channels,    allocation 
of. 
Licensing  policies:   contracts   providing   for 
reservation  of  time  upon  sale  of  station. 
Technical  operation,  rules  relating  to;  dis- 
continuance of  operation   (correction)  . 
Standard  broadcast  stations: 

Chain  broadcasting  rules;  contracts  provid- 
ing for  reservation  of  time  upon  sale  of 

station 

Frequency  allocations  by  classes  of  stations; 

normal  license  period  (correction) 

Television  broadcast  stations;   licensing  poli- 
cies, contracts  providing  for  reservation  of 

time  upon  sale  of  station — -      180 

Railroad  radio  service;  authorizations  granted  on 
_                    experimental  basis  to  obtain  Information  re- 
specting maximum  power  ceiling  feasible. _-  4 
Ship  radio  service;  definitions: 
Percentage    modulation,    amplitude    (correc- 
tion)        166 

Station  licensee   (correction) 166 

Utility  radio  service;  authorizations  granted  on 
experimental  basis  to  obtain  information  re- 
specting maximum  power  ceiling  feasible...  4 
VHP  radio  stations,  high  power;  authorizations 
granted  on  exp)erimental  basis  to  obtain  in- 
formation respecting  power  ceilings  feasible 
for  various  established  and  proposed  radio 

services * 

Organization,  practice  and  procedure: 
Authority,  delegations  of: 

To  Motions  Commissioner,  for  January  1949-.       147 
To  Secretary,  upon  securing  approval  of  Bureau 
of  Law;   wavers  of  minimum  operating 

schedules,  standard  broadcast  stations 8 

Radio  licenses,  applications  and  proceedings; 
financial  reports  for  broadcast  licensees,  pro- 
posed form  for  obtaining  summary  estimates 
of  revenues  and  expenses 2 


FEDERAL  CROP  INSURANCE  CORPORATION:  P»8« 

Crop  insurance  regulations,  multiple  crop  (corn.  oats, 
wheat,  etc..  in  certain  counties  in  Michigan, 
Minnesota,  North  Carolina,  South  Dakota  and 
Wisconsin) ;  annual  contracts  covering  1949  crop 
year  (monetary  coverage  insurance) 55 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION: 
Insured  banks;  call  for  report  of  condition  and  annual 
report  of  earnings: 
Mutual  savings  bank  (non-members  of  Federal  Re- 
serve  System) 81 

State  banks  (except  banks  in  District  of  Columbia 

and  mutual  savings  banks' 80 

FEDERAL  HOME  LOAN  BANK  SYSTEM.     See  Home 

Loan  Bank  Board. 
FEDERAL  HOUSING  ADMINISTRATION: 
Organization,  delegation  of  authority,  etc.: 
Authority,  delegation  of,  and  assignment  of  duties; 

redesignations 

Organization  and  functions: 

Central  office;  redesignation 

Field  organization: 
Location  and  jurisdiction  of  various  field  oflBces : 

California,  State  of 

Kansas;  Wichita 

Michigan;  Grand  Rapids 

Redesignation 

Powers;  redesignations 

Regulations: 
Redesignation  of  chapter  and  parts  (correction)  __ 
Yield  insurance,  rights  and  obligations  of  Investor 
under  Insurance  contract;  debentures: 
Commissioner's  right  to  acquire  project;  efTective 

time  of  Commissioner's  notice 

Investors  right  to  convey  project;  effective  time 
of  investor's  notice 


232 
232 


233 
233 
232 
232 
232 

61 


161 
161 


179 


166 


179 


166 


FEDERAL  POWER  COMMISSION: 

Hearings,  etc.: 

Allentown-Bethlehem  Gas  Co 390 

Amesbury  Electric  Light  Co 424 

Arkansas-Missouri  Power  Co 326 

Baltic  Operating  Co 111 

Black  Hills  Power  and  Light  Co 423 

California  Electric  Power  Co... 423 

Central  Electric  and  Gas  Co 424 

Cole,  Glancy  Warden 327 

Community  Public  Service  Co 423 

Consumers  Gas  Co 390 

Cook.  Fred  W *24 

Cook3  Light  and  Power  Co 327 


Cooper,  L.  B- 


207 


Corbett,  Henry  L... J^J 

Council  Bluffs  Gas  Co \i^ 

Delhi  Oil  Corp — —  ^;JJ 

Duke  Power  Co ^'^ 

Dyersburg,  Corp.  of,  Tennessee J^O 

East  Tennesee  Natural  Gas  Co 391 

Praser  Paper,  Ltd 24 

Grand  River  Dam  Authority— «^* 

Gulf  States  Utilities  Co •^a.  ^ 

Harrisburg  Gas  Co ^^^ 


Hastings  Gas  Co. 


424 


Holyoke.  City  of.  Gas  and  Electric  I>ept 151 

Holyoke  Water  Power  Co --  J^J 

Hugoton  Production  Co ^^^-  ^^" 

Hylton,  Hal  T 1^0 

Interstate  Light  and  Power  Co ^J^ 

Iowa-Illinois  Gas  and  Electric  Co «^^ 

Kentucky  Utilities  Co. , 390 

Larrabee  Real  E.state  Co *^* 

Lawrenceburg  Gas  Co —  3yo 

Madison  Utilities  Corp. 390 

Maine  Public  Service  Co 'nin 

Mesabi  Pipe  Line  Co J 31^ 

Michigan  Gas  Storage  Co 13& 

Minneapolis  Gas  Light  Co *^* 

Minnesota  Valley  Natural  Gas  Co 4-^4 

Mt.  Baker  Ski  Club ^07 

National  Gas  and  Oil  Corp 3yo 

Natural  Gas  Pipeline  Co.  of  America l&W 

Niagara  Falls  Power  Co *35 

Norris  City,  Village  of,  Illinois. 3ao 

Northern  Natural  Gas  Co 134,  424 

Ottumwa,  City  of.  Iowa — 3^7 
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FEDERAL  POWER  COMMISSION— Continued  p<^« 

Hearings,  etc. — Continued 

Pacific  Gas  and  Electric  Co —  327 

Panhandle  Eastern  Pipe  Line  Co 279.  390 

Pennsylvania  Water  and  Power  Co 151 

Philadelphia  Gas  Works  Company 390 

Pollock,  Charles  R 207 

Sacramento  Municipal  Utility  District 151 

St.  Croix  Power  Co 279 

St.  Francis  Electric  Generating  Co 326 

San  Diego  Gas  and  Electric  Co 192 

Secretaria  de  Recursos  Hldraulicos  de  Mexico 6 

Severin,  Robert  R 150 

South  Penn  Power  Co 279 

Southern  California  Edison  Co 370 

Southern  Natural  Gas  Co 264 

Southern  Union  Gas  Co 101 

Southern  Utah  Power  Co 424 

Sullivan,   Catherine 424 

Tennessee  Gas  Transmission  Co 44.  81.  Ill,  207,  353 

Texas  Eastern  Transmission  Corp , 390 

Trunkline  Gas  Supply  Co 312 

United  Natural  Gas  Co 353 

Wachusett  Electric  Co ^  134 

Washington  Water  Power  Co 150 

Wisconsin  Michigan  Power  Co 135 

Wisconsin  Public  Service  Corp 135 

FEDERAL  SECURITY  AGENCY: 

See  Food  and  Drug  Administration. 

Public  Health  Service. 

Social  Security  Administration. 

Vocational  Rehabilitation,  Office  of. 
Civil  Service  Rules;  certain  positions  excepted  from 

competitive    service    (Schedule   A).     See    main 

heading  Civil  Service  Commission. 

FEDERAL  SUPPLY  BUREAU: 
Procurement  authority,  reissuance  of  orders  respect- 
ing    227 

FEDERAL  TRADE  COMMISSION: 
Cease  and  desist  orders  and/or  dismissals  of  com- 
plaints: 

Armstrong,  R.  K 59 

Inter-Communication  System  of  America,  Inc 60 

Meyer,  Joseph,  Milton  and  Nathan 60 

Hearings,  etc.: 

AC  Spark  Plug  Co 208,  353 

American  Chicle  Co 117 

Belch,  Paul  F..  Co 118 

Clark,  D.  L..  Co 113 

Colgate-Palmollve-Peet  Co 208 

Colonial  Bead  Co.,  Inc 112 

Coro,  Inc 113 

Delicla  Chocolate  and  Candy  Mfg.  Co 116 

Euclid  Candy  Co.  of  Illinois 117 

Euclid  Candy  Co..  Inc 115 

Felsenfeld.  Jack  J 113 

General  Candy  Corp 114 

General  Motors  Corp 208.  353 

Genser  Mfg.  Co 112 

Goldenberg,  D..  Inc 115 

John  Mackintosh  and  Sons,  Ltd.,  Inc 116 

Kerr's  Butterscotch,  Inc 116 

Kimbell  Candy  Co 117 

Lever  Bros.  Co 208 

Lisner.  D..  and  Co 112 

Luden's,  Inc 113 

Mason.  Au  and  Magenheimer  Confectionery  Mfg. 

Co 115 

Melster  Candies,  Inc 113 

Miller,  Charles  N.,  Co • 116 

Minter,  Clayton  A.  and  Ira  W 114 

New  England  Confectionery  Co 116 

Planters  Nut  and  Chocolate  Co 117 

Procter  and  Gamble  Co 208 

Procter  and  Gamble  Distributing  Co___ -  208 

Queen  Anne  Candy  Co 114 

Royal  Bead  Novelty  Co 112 

Sperry  Candy  Co 114 

Sweets  Co.  of  America,  Inc 115 

United  Distributors.  Inc 116 

Universal  Match  Corp 118 

Washburn.  F.  B.,  Candy  Corp 117 

V/illiamson  Candy  Co 114 


FEDERAL  TRADE  COMMISSION— Continued  P<^ 

Organization  and  procedure,  etc.: 

General  procedures;  procedure  In  fixing  quantity 
limits  for  any  commodity  or  class  of  com- 
modities  --_: 201 

Rules  of  practice;  procedure  for  establishing  quan- 
tity limits 200 

Trade  practice  rules: 
Cosmetics  and  toilet  preparations  Industry;  notice 

of  hearing 204 

Hosiery  Industry;  use  of  term  "'gauge"  in  designation 

of  women's  full-length  circular-knit  hosiery. _       239 
FISCAL  SERVICE.     See  Treasury  Department. 
FISH  AND  WILDLIFE  SERVICE: 
Authority,  delegation  of.  from  Secretary  of  Interior  to 
Director.    See  main   heading   Interior  Depart- 
ment. 

FOOD  AND  DRUG  ADMINISTRATION: 

Drugs;  penicillin-containing  drugs  for  veterinary  use. 
See  Statements  of  general  policy. 

Statements  of  general  policy  or  Interpretation;  label- 
ing, notice  to  manufacturers,  packers,  and  dis- 
tributors of  penicillin-containing  drugs  for  veteri- 
nary u.se 239.  294 

FOREIGN  AND  DOMESTIC  COMMERCE,  BUREAU  OF: 

See  International  Trade,  Office  of. 
FOREIGN  FUNDS  CONTROL.    See  Treasury  Depart- 
ment. 
FOREIGN  MONEYS: 
Conversion  of  currency.    See  Customs  Bureau. 
Germany;  monetary  reform  by  military  government 

for.    See  Army  Department. 
Values  of.    See  Treasury  Department. 

FOREIGN  SERVICE  OF  FEDERAL  PERSONNEL;  com- 
pensation and  allowances  for.  See  State  Depart- 
ment. 

FOREST  SERVICE: 

Regulations,  trespa.ss;  removal  of  trespassing  horses 

from  Sitgraves  National  Forest 192 

FORESTS.    See  Nationals  parks  and  forests. 
FREEDOM  DAY.     See  National  Freedom  Day. 

FUEL  OIL  CONSERVATION,  by  Federal  agencies ;  direc- 
tive respecting.     See  Presidential  docvmaents. 

G 

GAME  REFUGES;  transfer  of  certain  lands  for  wild- 
life conservation  purposes.  See  War  Assets  Admin- 
istration. 

GAS,  AND  GASOLINE,  conservation  of.  by  Federal 
agencies;  directive  respecting.  See  Presidential 
documents. 

GEOLOGICAL  SURVEY: 

Authority,  delegations  of: 

From  Director  to  various  oflBcials.    See  Organization, 

below. 
From  Secretary  of  Interior  to  Director.    See  main 
heading  Interior  Department. 
Organization,  etc.: 
Contracts,  construction,  supply  and  service;  delega- 
tion of  authority  to  various  officials  respecting.        41 
Organization;  change  of  terms  (.  "branch"  and  "di- 
vision")          41 

Regulations,  etc.;  oil  and  gas  fields,  definition  of 
known  geologic  structures  of  producing  fields  in 
Wyoming 258 

H 

HAWAII :  wage  and  price  determinations  for  sugarcane. 
See  Agriculture  Department. 

HOME  LOAN  BANK  BOARD: 

Federal  Home  Loan  Bank  System: 

Operation  of  banks;  bank  quarters  (correction) 123 

Organization  of  banks;  directors  (correction) 123 

Home  Owners'  Loan  Corporation: 

Fees,  expenses  and  costs  (correction) 123 

Officers: 

Board  of  Directors  (correction) 123 

Conveyancing  authority:   general  conveyancing 

resolution    (correction). 123 
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HOME  OWNERS*  LOAN  CORPORATION.    See  Home     Pag« 

Loan  Bank  Board. 
HOUSING  EXPEDITER,  OFFICE  OF: 
Regulations;  rent  control,  regulations  under  Housing 
andRent  Act.  1947: 

Housing,  controlled;  rent  regulations 17.  93.  143 

Amendments  affecting  areas  in  listed  States: 
Florida;  Miami.    See  Special  areas. 

New  Hampshire 271 

New   Jersey;    Atlantic   County.     See    &)ecial 
areas.  ' 

New   York — 337 

See  also  Special  areas. 
Special  areas;  rent  regulations: 

Atlantic  County.  N.  J —  19,  94,  145 

Miami.  Pla 20.  93,  145 

New  York  City 18.  93.  144 

Rooming  houses  and  other  establishments,  con- 
trolled rooms  in:  rent  regulation 18 

Amendments  affecting  areas  in  listed  States: 
Florida;  Miami.    See  Special  areas. 

New  Hampshire 272 

New  York 337 

See  also  Special  areas. 
Special  areas;  rent  regulations: 

Miami.  Fla 

New  York  City 

Regulations  by  document  designation;  rent  control, 
regulations  under  Housing  and  Rent  Act.  1947: 
Housing,  controlled: 
Areas,  special;  regulations: 
Atlantic  County.  N.  J. : 

Amendment  8 

Amendment   9 


20 
19 


Amendment 
Miami.  Fla.: 
Amendment   10 
Amendment   11 


19 

94 

145 


20 
93 


Amendment   12 145 

New  York  City: 

Amendment   8 18 

Amendment   9 93 

Amendment    10 144 

Regulation: 

Amendment   59 17 

Amendment   60 93 

Amendment   61 143 

Amendment  62 271 

Amendment   63 337 

Rooming   houses   and  other  establishments,  con- 
trolled rooms  in: 
Areas,  special;  regulations: 

Miami,  Fla.:  amendment  9 20 

New  York  City;  amendment  8 19 

Regulation: 

Amendment   59 18 

Amendment    60 272 


Amendment   61. 


337 


HOUSING  AND  HOME  FINANCE  AGENCY: 

See  Federal  Housing  Administration. 

Home  Loan  Bank  Board. 

Public  Housing  Administration. 
Administrator.  Office  of:  delegation  of  authority  to 

Assistant  Administrator  for  Lanham  Act  Func- 
tions  —      279 

I 

IMMIGRATION  AND  NATURALIZATION  SERVICE: 
Immigration  regulations: 
Arrest  and  deportation: 

Hearing;  application  for  suspension  of  deporta- 
tion, for  departure  in  lieu  of  deportation,  or 

for  preexamination 36 

Special  procedure,  application  by  alien  prior  to 
arrest  for  suspension  of  deportation;  photo- 
graphs to  accompany  forms 36 

Suspension  of  deportation;  issuance  of  alien  reg- 
istration receipt  card 38 

Civil  air  navigation: 

Documents  for  clearance;   passenger  manifest, 

contents  of . 199 

Documents  for  entry;  passenger  manifest  or  »lr 

passenger  manifests,  contents  of 199 


IMMIGRATION  AND  NATURALIZATION  SERVICE—     P«8« 
Continued 

Immigration  regulations — Continued 

Deportation.    See  Arrest  and  deportation. 
Primary  inspection  and  detention;   redesignatlon 
of  temporary  airports  of  entry  as  permanent 
airports  of  entry: 

C.  A.  A.  Field;  Juneau.  Alaska 157 

Sky  Harbor  Seaplane  Base;  Duluth,  Minn 157 

Nationality  regulations;  registry  of  aliens  under  Na- 
tionality Act  of  1940: 

Alien  registration  receipt  card;  delivery 36 

Replacement  43f  lost,  mutilated  or  destroyed  certifi- 
cate of  lawful  entry;  revocation 86 

IMPORTS  AND  EXPORTS: 

Agricultural  commodities;  export  and  diversion  pro- 
grams for.    See  Agriculture  Department. 

Customs  duties,  regulations  respecting.  See  Customs 
Bureau. 

Export  control;  regulations,  various  commodities.  See 
International  Trade.  Office  of. 

Investigation  of  certain  import  practices,  etc.  See 
Tariff  CommLssion. 

Jolnff  Export-Import  Agency.  Germany;  instructions, 
etc..  issued  by.    See  Army  Department. 

Sugar;  import  quotas.    See  Agriculture  Department. 

Trade  agreements  re.specting.    See  Customs  Bureau. 

INDIAN  AFFAIRS  BUREAU: 

Delegations  of  authority,  from  Secretary  of  Interior, 
to  various  officials.     See  main  heading  Interior 
Department. 
Indian  lands;  extension  of  trust  periods  on  Indian 

lands  expiring  during  calendar  year  1949 110 

See  also  main  heading  Presidential  documents. 
Regulations   etc.: 
Enrollment  and  reallotment  of  Indians;  revision  of 
roll  of  Indians  of  Callfofnla  approved  May  17. 
1933 

Heirs,  determination  of.    See  Wills,  below. 
Irrigation  prolects;  operation  and  maintenance: 
Order  fixing  charges  for  various  projects;  Wind 

River  Irrigation  Project.  Wyoming 

Wind  River  Project;  regulations  respecting; 

Delivery  points,  number  of 

Farm  units;  water  delivery,  etc 

Reallotment  of  Indians.    See  Enrollment,  above. 
Wills;  determination  of  heirs  and  approval  of  wills: 
Appeals  from  decisions  of  Examiners  of  Inherit- 
ance; delegation  of  authority  respecting.    See 
Tnain  heading  Interior  Department. 
Escheat,  delegation  of  authority  respecting.    See 
wain  heading  Interior  Department. 

INDIANS: 
Indian  schools;  educational  requirements  of  teachers. 

See  Civil  Service  Commission. 
Regulations  respecting.    Se?  Indian  Affairs  Bureau. 
INDUSTRY  COOPERATION.  OFFICE  OF.     See  Com- 
merce Department. 

INTERIOR   DEPARTMENT:  ^ 

See  Bonnemlle  Power  Administration. 
Fish  and  Wildlife  Service. 
Geological  Survey. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
Mines  Bureau. 
National  Park  Service. 
Puerto  Rico  Reconstruction  Administration. 
Reclamation  6ureau. 
Southwestern  Power  Administration. 
Ala.ska  I^ilroad: 

I>elegations  of  authority  to  officials  of.    See  under 

Office  of  Secretary,  below. 
Public  lands   withdrawn   for.     See  main  heading 
Land  Management  Bureau. 
Alaska  Road  Commission;  delegation  of  authority  to 
Chief  Engineer.    See  under  Office  of  Secretary. 
below. 
Authority,  delegations  of.     See  Office  of  Secretary. 

below. 
Conservation  of  fuel  oil,  gasoline,  and  gas.  by  Federal 
agencies;  revocation  of  prior  directive  respecting, 
upon  recommendation  of  Secretary.     See  main 
heading  Presidential  documents. 
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INTERIOR  DEPARTMENT— Continued  ^^S^ 

Lands,  certain,  in  Texas;  transfer  from  War  Assets 
Administration  to  Secretary,  for  migratory  bird 

conservation  purposes 355 

Office  of  Secretary : 
Authority,  delegations  of.  by  Secretary,  to  various 
officials  respecting  certain  matters: 
Alaska  Railroad: 

Counsel;  adjustment  of  certain  tort  claims 307 

General  Mankger: 
See  also  Various  officials  of  Department,  be- 
low. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Alaska  Road  Commission;  Chief  Engineer: 
See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services.       307 
Leases  of  space  in  real  estate  outside  of  District 

of  Columbia 308 

Bonneville  Power  Administration: 
Administrator.   See  Various  officials  of  Depart- 
ment, below. 
General  Counsel;   adjustment  of  certain  tort 

claims 307 

Pish  and  Wildlife  Service;  Director: 

See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services.      307 
Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Geological  Survey;  Director: 
See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services.      307 
Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Indian  Affairs  Bureau: 
,     Appeals  respecting  Indian  affairs;  authority  of 
Under  Secretary  and  Assistant  Secretaries 

of  Interior  to  make  final  disposition  of 258 

Commissioner : 

See  also  Various  officials  of  Department,  be- 
low. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Functions  relating  to  various  matters  affect- 
ing Indians: 

Education   258 

Forestry  and  grazing  matters 259 

Pimds  and  fiscal  matters 258 

Health  and  welfare  matters 258 

Irrigation  matters 259 

Trade  with  Indians 259 

Tribal  ordinances  and  resolutions 259 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Examiners  of  Inheritance;   appeals  from  de- 
cisions of.    See  under  Various  officials  of 
Department,  below. 
Five  Civilized  Tribes.  Superintendent  of;  cer- 
tain litigation 260 

Headquarters    officials;    authority    respecting 

deeds,  contracts,  etc 260 

Navajo  Agency  Superintendent;  authority  re- 
specting Indian  affairs,  etc 260 

Osage  Indian  Agency  Superintendent;  certain 

oil  leases 259 

Regional  Counsels: 
Irrigation  works;  authority  respecting  certain 

claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims...      307 
State  Directors,  certain;  authority  respecting 

Indian  affairs 260 

Land  Management  Bureau: 
Director:                                        ^^ 
See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies,  or  serv- 
ices        307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Regional  Counsels;   authority  respecting  cer- 
tain tort  claims 307 

Mines  Bureau;  Director: 
See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services.,     307 


INTERIOR  DEPARTMENT— Continued  P»s« 

Office  of  Secretary — Continued 
Authority,  delegations  of,  by  Secretary,  to  various 
officials  respecting  certain  matters— Continued 
Mines  Bureau;  Director — Continued 
Leases  of  space  in  real  estate  outside  District 

of  Columbia 808 

National  Park  Service: 
Director : 

See  also  Various   officials  of  Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  of  space  In  real  estate  outside  District 

of  Columbia 308 

Regional  Counsels;  adjustment  of  certain  tort 

claims 307 

Office  of  Secretary  officials: 
Acting  Assistant  Secretary;  authority  of  Solic- 
itor to  act  as.    See  Solicitor. 
Assistant    Secretaries.    See    Under    Secretary 

and  Assistant  Secretaries. 
Chief  Clerk: 
Contracts  for  construction,  supplies  or  serv- 
ice        308 

Documents  (books,  records,  etc.),  authenti- 
cation of 307 

Purchasing  Officer;  contracts  for  construction, 

supplies  or  service 308 

Solicitor: 

Acting  Assistant  Secretary ;  authority  to  per- 
form duties  of  absent  Assistant  Secre- 
tary  . 307 

Appeals,  various  types: 

Contract  appeals 307 

Examiners  of  Inheritance.  Indian  Affairs 

Bureau;  appeals  from  decisions  of 307 

Public  land  cases;  appeals  from  decisions 
of      Director,      Land      Management 

Bureau 307 

Tort  claims;  appeal  from  determination  of 

certain   officials 307 

Claims:  j 

Irrigation  works,  determination  respecting 

claims  relating  to 307 

Tort  claims,  adjustment  of 307 

Escheat 307 

Patent  policies  and  procedures 307 

Under  Secretary  and  Assistant  Secretaries: 
General  delegation  of  authority  of  Secre- 
tary       306 

Indian  affairs,  authority  for  final  disposition 
of  appeals  respecting.    See  under  Indian 
Affairs  Bureau,  above. 
Puerto  Rico  Reconstruction  Administration;  Ad- 
ministrator: 
See    also    Various    officials    of    I>epartment, 

below. 
Contracts      for     construction,     supplies      or 

services 307 

Leases  of  space  In  real  estate  outside  District 

of  Columbia 308 

Reclamation  Bureau: 
Commissioner: 

See   also   Various   officials   of   Department, 

below. 
Contracts     for     construction,     sui)plles     or 

services 307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Regional  Counsels: 
Irrigation  works;  authority  respecting  certain 

claims  relating  to 307 

Tort  claims;  adjustment  of  certain  claims—      307 
Southwestern  Power  Administration: 
Administrator: 
See   also   Various   officials   of  Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Chief    Counsel;    adjustment    of    certain    tort 

claims 307 
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INTERIOR  DEPARTMENT— Continued 

Office  of  Secretary— Continued 

Authority,  delegations  of.  by  Secretary,  to  various 

officials  respecting  certain  matters — Continued 

Various   officials   of   Department;    authority   of 

heads  of   bureaus,  etc.,  respecting  various 

matters : 

Appeals: 

Contract  appeals ^"' 

Examiners    of    Inheritance.    Indian    Affairs 

Bureau,  appeals  from  decisions  of 307 

Indian  affairs,  authority  for  final  disposition 
of  appeals  respecting.    See  under  Indian 
Affairs  Bureau,  above. 
Public  land  cases;  appeals  from  decisions  of 

Director.  Land  Management  Bureau___      307 

Authentication  of  documents 307 

Claims: 

Irrigation  works,  claims  relating  to 307 

Tort  claims,  administrative  adjustment  of---      307 
Condemnation  proceedings;  approval  of,  etc..       308 
Contracts  for  construction,  supplies  or  services: 
Appeals;   authority  respecting  contract  ap- 
peals  307 

Bureau  heads,  authority  of 307 

Office  of  Secretary,  authority  of 308 

Escheat __--- - 307 

Leases  of  space  in  real  estate  outside  of  District 

of  Columbia 308 

Patent  policies  and  procedures 307 

Title  opinions;  request  for  opinion  from  Attor- 
ney General 308 

Oil  and  Gas  Division: 

Petroleum  conservation  orders;  redeslgnatlon 40 

Reports  and  inspection  of  facilities  and  agencies  for 
production,  etc.,  of  petroleum  and  products; 

redeslgnatlon *0 

INTERNAL  REVENUE  BUREAU: 
Employment  taxes: 
Certification,  pursuant  to  Internal  Revenue  Code,  to 
Secretary  of  Treasury  by  Commissioner  of  So- 
cial Security  of  unemployment  compensation 
laws  of  various  States.   See  main  heading  Social 
Security  Administration. 
Collection  of  income  tax  at  source  on  or  after  Janu- 
ary 1,  1945.  determination  of  tax: 

Supplemental  wage  payments 278 

Withholding: 

Requirement  of 275.  276 

Wage  bracket  withholding 277 

Withholding  exemptions: 

Application  of r ^'^^ 

Certificates 278 

When  effective 278 

Rights  to  claim 277.278 

Railroad  Retirement  Tax  Act.  employers'  tax,  em- 
ployees' tax,  and  employee  representatives'  tax 

imder 

Excise  taxes: 

Admissions,  dues,  and  initiation  fees: 
Admissions : 

Hospitalized  members  of  armed  forces  and  hos- 
pitalized veterans;  statutory  provisions.-- 
Rates  ;,exceptions  to  tax  liability  under  free  and 

reduced  rates  of  admissions 

Exemptions : 

Hospitalized  members  of  armed  forces  and  hos- 
pitalized veterans;  statutory  provisions.. _ 
Termination  of  exemptions,  exceptions  to... 
Manufacturers'  sales;  mechanical  refrigerators,  etc.. 
for  period  beginning  November  1,  1942,  pro- 
posed rule  making 183 

Marihuana  Tax  Act  of  1937;  Joint  regulations  with 

Narcotics  Bureau 180,  295 

Definitions;  meaning  of  terms 180 

Information  returns  and  records: 

Records;  processing  by  millers 182 

Returns;  millers 182 


page 
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Special  taxes: 
Classification: 
Rates  of  tax. 
Millers 


181 
182 


61 
39 


INTERNAL  REVENUE  BUREAU— Continued 
Excise  taxes— Continued 
Marihuana  Tax  Act  of  1937;  Joint  regulations  with 
Narcotics  Bureau — Continued 
Special  taxes— Continued 
Registration:  „      ,  ,.. 

Investigation  of  millers'  applications loi 

Persons  liable 181 

Stamps,  issuance  of t 1° 

Transfer  taxes;  exceptions: 

Transfer  of  plant  Cannabis  satlva  L 182 

When  order  forms  not  required;  certain  trans- 
fers   182 

Refrigerators,  mechanical;  proposed  change  In  tax 
regulations    respecting.      See    Manufacturers* 

Income  tax;  taxable  years  beginning  after  December 
31.  1941: 
General  provisions;  computation  of  net  Income: 
Exclusions  from  gross  income: 

Annuities 180 

Life  insurance;  endowment  contracts,  etc loO 

Inventories  of  livestock  raisers  and  other  farmers, 

option -,-7~"*7"' 

Supplemental  provisions;  overpayments,  claims  lor 

refund  (correction) 

Narcotics,  excise  tax  on;  regulations  under  Marihuana 

Tax  Act  of  1937.     See  Excise  taxes. 
Social  security  taxes.    See  Employment  taxes. 
INTERNATIONAL  AGREEMENTS: 
International  (North  American)  broadcasting  agree- 
ment.   See  Federal  Communications  Commission. 
International  trade  agreements.    See  Trade  agree- 
ments. 
INTERNATIONAL*  TRADE,  OFFICE  OFt 
Export  control;  regulations  amended: 

Authority,  delegations  of.    See  Orders  and  delega- 
tions. 
Commodities,  positive  list  of.  and  related  matters; 

positive  list.  Appendix  A lllVl 

General  regulations;  presentation  for  export 89,2/5 

Commodities;  use  of  license  or  other  authorization 

for  export  shipments 89 

Presentation   of   shipper's   export   declarations; 

commodity  description 225 

Licenses: 

General  licenses;  general  license  "O-UNO 

Individual  and  other  validated  licenses,  provisions 
for;  applicability  and  general  provisions,  in- 
dividual and  other  types  of  validated  licenses- 
Privileges;  suspension  of.    See  Suspension. 
Licensing  policies  and  related  special  provisions: 
Export  licensing  general  policy: 

Accepted  orders;  evidence  and  certification  In 

lieu  thereof 336 

Commodities  subject  to 200 

Special  provisions: 

Diamonds 409 

Lumber,  processing  code  LUMB;  deletion 409 

Soda,  caustic;  deletion 409 

Orders  and  delegations  of  authority;  shipper's  ex- 
port declarations,  miscellaneous 224 

Suspension  of  license  privileges: 

Vasco.  Aribert  J *J 

Victor.  Hans  S \\ 

Vilco.  Inc.— ** 

INTERSTATE  COMMERCE  COMMISSION: 

Agreements,  carrier,  relating  to  rates,  fares,  regula- 
tions, etc.;  applications  by  listed  applicants  for 
approval  of  stated  agreements: 

American  Vanlines.  Inc.;  agreement  among  mem- 
bers of  Independent  Movers'  L  Warehousemen's 
Association.  Inc 25 

Coast  TransTWlation  Co..  Inc..  Coyle  Lines  Inc.. 
and  Dixie  Carriers.  Inc.;  agreement  among 
water  carriers  establishing  Inland  Water  Car- 
riers' Freight  Association 391 

Kerr.  Joseph  G.;  agreements  among  rail  carriers 
and  Pxillman  Company,  members  of  Southern 
Freight  Association.  Southern  Classification 
Committee  or  Southern  Passenger  Association.       138 

Silver  Fleet  Motor  Express.  Inc.;  agreement  among 
members  of  American  Trucking  Associations, 
Inc.  and  certain  rail  and  water  carriers  and 
freight  forwarders *5 


38 
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INTERSTATE  COMMERCE  COMMISSION— Con.  Page 

Agreements,  carrier,  relating  to  rates,  fares,  regula- 
tions, etc.;  applications  by  listed  applicants  for 
approval  of  stated  agreements — Continued 
Southern   Railway   Company   and   W.   T.   Parley; 
agreement  among  members  of  Association  of 

American  Railroads 209,  313 

Annual  reports.    See  Reports. 

Assignment  of  work.    See  Organization  and  assign- 
ment of  work. 
C»r  service,  charges;  free  time  reduced  on  coal  at 

North  Atlantic  ports,  order  vacated 226 

Carrier  agreements,  applications  for  approval  of.    See 

Agreements. 
Charges;  free  time.    See  Car  service. 
Coal,  at  North  Atlantic  ports;  free  time  reduced.    See 

Car  service. 
Electric  railways;  annual  reports.    See  Reports. 
Free  time;  charges.    See  Car  service. 
Freight  forwarders;  annual  reports.    See  Reports. 
Intrastate  rates.  Florida;  investigation  of.    See  Rates. 
Investigations.    See  Rates. 
Motor  carriers: 
Carrier  agreements;  applications  for  approval.    See 

Agreements. 
Passenger  and  express  tariffs  and  schedules;  re- 
leased rates,  express  service 369 

Organization  and  assignment  of  work;  assignment  of 

duties  to  dlvlsloxis.  Division  4 354 

Procedure,  special  rules;  hearing,  all-rail  commodity 
rates  and  Pacific  coastwise  water  rates.    See  Rates. 
Rates : 
All-rail  commodity  rates  between  California.  Ore- 
gon   and   Washington   and   Pacific   coastwise 
water  rates ;  notice  of  hearing  and  special  rules 

of  procedure 392 

Carrier  agreements  respecting;  applications  for  ap- 
proval of.    See  Agreements.  • 
Florida  Intrastate  rates.  Increases  in;  institution 

of  investigation  and  assignment  for  hearing 392 

Released  rates,  express  service;  passenger  and  ex- 
press tariffs  and  schedules.    See  Motor  carriers. 
Reports,  annual: 
Electric    railways;    reports    in    accordance    wMi 

Form  G 414 

Freight   forwarders;    reports  in  accordance  with 

Form  F-a 414 

Steam  railways: 

Large  and  medium;  reports  In  accordance  with 

Form  A 243 

Small;  reports  In  accordance  with  Form  C 340 

Switching  and  terminal  companies: 
Large  and  medium;  reports  in  accordance  with 

Form  A 243 

Small;  reports  in  accordance  with  Form  D, 414 

Water  carriers;  reports  in  accordance  with  Form 

K-C __       414 

Steam  railways;  annual  reports.    See  Reports. 
Switching  and  terminal  companies;  annual  reports. 

See  Reports. 
Water  carriers: 
Annual  reports.    See  Reports. 
Carrier  agreements;  applications  for  approval.    See 
Agreements. 

IRRIGATION  PROJECTS: 

Claims  respecting;   authority  delegations.     See  In- 
terior Department. 
Indian  Irrigation  projects.    See  Indian  Affairs  Bureau. 


JOINT  EXPORT-IMPORT  AGENCY.  British  and  Amer- 
ican zones  of  Germany;  Instructions  and  memo- 
randa.    See  Army  Department. 

JUSTICE   DEPARTMENT: 

See  Alien  Property,  Office  of. 

Philippine  Alien  Property  Administration. 


LABOR  DISPUTES,  emergency  boards  to  Investigate;     Pag« 
Executive     order      respecting.    See     Presidential 
documents. 

LAND  MANAGEMENT  BUREAU: 

Authority,  delegations  of: 

From  Director  to  Regional  Administrators.    See 

Organization. 
From  Secretary  of  Interior  to  various  officials.     See 
main  heading  Interior  Department. 
Organization  and  procedure: 
Delegation. of  authority,  froni  Director  to  Regional 
Administrators   (except  lleglon  II  >;  functions 
/     with  respect  to  various  statutes,  determination 

of  liability  for  trespass  on  public  lands 146 

Procedure;   withdrawals    (of  public  lands),  revo- 
cation         98 

Public  lands: 
Orders,  etc.: 
Grazing  lands.  Idaho;  use  of  certain  lands  for 
grazing  as  agreed  upon  by  Secretaries  of  Nai'y 
and  Interior,  modification  of  PLO  318  to  per- 
mit use 228 

Lands  opened  to  entry  by  veterihs  and  general 
public: 

Alaska 350,  384 

.     California 79.  204.  205.  206.  350,  351,  421 


LABOR   DEPARTMENT: 

See  Public  Contracts  Division. 
Wage  and  Hour  Division. 


Nevada 

National  forests.  Idaho;  transfer  of  lands  from 
Salmon  National  Forest  to  Targhee  National 

Forest 

Power  site  re.serves,  restoration  of  lands;  Cali- 
fornia, No.  364 

Shore  space  reserves.  Alaska;  restorations: 

No.  407 

No.  411 ^-_ 

Small  tract  classifications: 

Alaska;  No.  2 

California: 

No.  109 


No. 
No. 
No. 
No. 
No. 
No. 


113- 
114. 
116. 
118. 
120. 
121. 


205 


79 

421 

80 
384 

350 

204 
206 
205 
204 
204 
351 
350 
205 


Nevada;  No.  14 

Withdrawals,  of  certain  lands: 
Alaska : 

Alaska  Communication  System,  lands  with- 
drawn for;  withdrawal  order  (EO  7448) 

partially  revoked 226,  228 

Notice  for  filing  objections 228 

Alaska  Railroad: 

Lands  withdrawn  for;  withdrawal  orders 
(EOs  2242.  2437  and  2728  >  partially  re- 
voked   226.  228 

Notice  for  filing  objections 228 

Railroad  reserve,  use  as 146 

Notice  for  filing  objections 146 

Use  of 226,  228 

Notice  for  filing  objections 228 

Army  Department: 
Fort  Rlchard.son;  use  In  connection  with.  226.  228 

Notice  for  filing  objections 228 

Military  purposes;  withdrawal  orders  <EOs 
of  December  31,  1898  and  November  21, 
1902)  partially  revoked,  correction  In 

description 323 

Civil  Aeronautics  Administration;  air-naviga- 
tion site  withdrawal  No.  243.  correction 

In  description 323 

California,   Naval   Petroleum   Reserve   No.    1; 
lands  withdrawn  In  connection  with,  with- 
drawal order  (PLO  460)  partially  revoked. _         79 
Idaho;    Navy    Department    use    for    proving 

ground 226 

Regulations: 
Leases.    See  Mineral  lands. 
Mineral  lands: 
Permits,  leases  and  licenses;  general  regulations: 
Fees: 

Disposition  of;  deletion 382 

Filing 382 

Who  may  hold  leases  and  permits 382 

Phosphate  leases  and  use  permits;  revision 411 
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Page 


of 


LAND  MANAGEMENT  BUREAU— Continued 

Public  lands — Continued 
Regulations — Continued 
Trespass;  unlawful  enclosures  or  occupancy 
'  public  lands: 

Action  to  be  Uken  on  complaints  of  unlawful 
enclosures  on  public  lands  outside  of  graz- 

—   Ing  districts;  deletion 225 

AfBdavit  required:  deletion 225 

Charges  or  complaints;  filing 225 

Enclosures: 
In  specified  cases  declared  unlawful;  viola- 
tions constitute  misdemeanors 225 

Of  claims  not  clearly  established,  to  be  re- 
ported; deletion 225 

Field  examiner: 

Action  by.  after  case  is  submitted  to  United 

States  attorney;  deletion 225 

To  report  all  proceedings  in  court;  deletion—       225 

Pinal  examination  required;  deletion 225 

How  land  containing  enclosure  should  be  de- 

scribedL  deletion 225 

Regional  field  examiner: 

Report  to  be  made  by;  deletion 225 

ResponsibUity ;  deletion 225 

Statement  required  if  no  unlawful  enclosure  is 

found;    deletion 225 

LOYALTY  PROGRAM : 

Applicability  of  procedures  to  commissioned  officers  of 
Public  Health  Service.  Executive  order  respecting. 
See  Presidential  documents. 

Personnel  security  clearance,  for  Atomic  Energy  Com- 
mission.   See  Atomic  Energy  Commission. 

LOYALTY  REVIEW  BOARD: 
Organization  and  functions 206 

M 

MARITIME  COMMISSION,  UNITED  STATES: 

Merchant  Ship  Sales  Act  of  1946.  rules,  etc.,  and  citi- 
zenship requirements  under;  definitions,  working 
capital 340 

Philippine  Rehabilitation  Act  of  1946.  charters  under; 

definitions,  working  capital 340 

MERCHANT  MARINE;  reemployment  rights  In  Federal 

Government.    See  Civil  Service  Commission. 
MIGRATORY  BIRDS;   transfer  of  certain  lands  for 
wildlife  conservation   purposes.     See  War  Assets 
Administration. 
MILITARY    GOVERNMENT    FOR    GERMANY.      See 
Army  Department. 
.    MIUTARY  RESERVATIONS: 

Public  lands  withdrawn  for  use  of  Army  Department. 

See  Land  Management  Bureau. 
Regulations  respecting.     See  Army  Department. 

MINES  BUREAU: 

Authority,  delegations  of,  from  Secretary  of  Interior 
to  Director.  See  main  heading  Interior  Depart- 
ment. 

Consultation  service  to  Federal  agencies  on  fuel  con- 
sumption; directive  respecting.    See  main  head- 
ing Presidential  documents. 
MINT  BUREAU.    See  Treasury  Department. 

N 

NARCOTICS  BUREAU.    See  Treasury  Department. 

NATIONAL  AIRPORT.  WASHINGTON.  See  Washing- 
ton National  Airport. 

NATIONAL  FREEDOM  DAY;  proclamation  respecting. 
See  Presidential  documents. 

NATIONAL  LABOR   RELATIONS  BOARD: 

Redesignation  of  chapter  and  parts 

NATIONAL  MEDIATION  BOARD: 

Emergency  board,  to  investigate  disputes  between 
certain  carriers  and  their  employees;  Executive 
order  respecting.  See  main  heading  Presidential 
documents. 


78 


regulations.    See  Secretary 


NATIONAL  MILITARY  ESTABLISHMENT!  ^*^ 

See  Air  Force  Department. 
Army  Department. 
Navy  Department. 
Aircraft,  transportation: 

of  Defense. 
National  Guard:  »     «       * 

District  of  Columbia;   authorization  to  BecreUry 
of  Defense  to  supervise  admmlstration  and  sub- 
mit recommendations  with  respect  to  appoint- 
ment of  Commanding  General  and  Adjutant 
General.  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Regulations.    See  Army  Department. 
Noncombatant  service  and  training  in  armed  forces, 
defined;  Executive  order  respecting.     See  main 
heading  Presidential  documents. 
Postal  Service,  Army;  transfer  of  functions  relatmg 
to  mail  clerks  and  postal  services.    See  Secretary 
of  Defense. 
Reemployment  rights  of  members  of  various  services. 

See  main  heading  Civil  Service  Commission. 
Secretary  of  Defense : 

Administration  of  District  of  Columbia  National 
Guard;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
Regulations;  transportation  by  military  and  naval 

aircraft 322 

Transfer  of  functions  respecting  mail  clerks  and 
postal  services,  from  Army  Department  to  Air 
Force   Department 384 

NATIONAL   PARK   SERVICE:  ^ 

Authority,  delegation  of,  from  Secretary  of  Interior 
to  various  officials.     See  main  heading  Interior 
Department. 
Regulations  for  national  parks,  etc.;  labor  standard^ 
applicable  to  employees  of  concessioners: 
Applicability;  exclusion  of  certain  groups  of  em- 
ployees          *1 

Overtime   compensation 40 

NATIONAL  PARKS  AND  FORESTS: 

Public  lands  in.    See  Land  Management  Bureau. 
RegtBatlons.    See  National  Park  Service. 

NATIONAL  AND  STATE  GUARD: 
District  of  Columbia  National  Guard,  administration; 
Executive    order    respecting.    See    Presidential 
documents. 
Regulations.    See  Army  Department. 
NAVIGATION  LAWS  AND  REGULATIONS;    airways. 
See  Civil  Aeronautics  Administration;  Civil  Aero- 
nautics Board. 

NAVY  DEPARTMENT: 

Aircraft,  naval,  transportation  by;  regulations  by  Sec- 
retary of  Defen.se.     See  main  heading  National 
Military  Establishment. 
Lands,   pubUc.   withdrawn   for   use  of   Department. 
See  main  heading  Land  Management  Bureau. 
NONCOMBATANT  SERVICE  AND  TRAINING;  Execu- 
tive order  respecting.    See  Presidential  documents. 


OIL.  FUEL.  CONSERVATION  OP;  directive  respecting. 

See  Presidential  documents. 
OIL  AND  GAS  DIVISION.  INTERIOR  DEPARTMENT. 

See  Interior  Department. 
OVERTIME  COMPENSATION.   See  Wages  and  salaries. 


NATIONAL.      See    National    Park 


forests. 
ADMINISTRATION: 


PARK    SERVICE. 

Service. 
PARKS.     See  National  parks  and 
PHILIPPINE    ALIEN    PROPERTY 
Claims,  debt;  bar  orders  fixing  time  for  filing,  in  re- 
spect of  listed  debtors— —  393.  394.  395 

PHIUPPINE  ISLANDS: 

Money,  value  of.    See  Treasury  Department. 
Philippine  Rehabilitation  Act;  charter  of  vessels  un- 
der.   See  Maritime  Commission. 
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PHYSICALLY  HANDICAPPED  PERSONS,  employment     Pago 
of.  in  sheltered  workshops.    See  Wage  and  Hour 
Division. 

PLANT    QUARANTINE.     See   Entomology    and    Plant 
Quarantine  Bureau. 

POST  OFFICE  DEPARTMENT: 

Army  and  Air  Force  mail  service;  transfer  to  Air  Force 
Department  of  certain  functions  relating  to.     See 
main  heading  National  Military  Establishment. 
Free  transportation  by  air  carriers  of  certain  postal 
employees;  regulations  of  Civil  Aeronautics  Board. 
See  main  heading  Civil  Aeronautics  Board. 
Regulations: 
Department  and  Postal  Service: 
Property,  purchase  of.     See  Supply  contracts, 

below. 
Supply  contracts,  service  proF>erty,  etc.;   Post- 
master General  to  contract  for  envelopes,  la- 
bels, etc.  for  all  Government  departments..      338 
Domestic  mall  matter: 
Classification  and  rates  of  postage: 
Air  mall,  air  parcel  post: 

Application  of  postage  rates 183 

Posting  air  mail 183 

Regulations : 

Exceptions  In  certain  zones,  etc 183 

Forwarding  or  return 183 

Matter  acceptable  for  air  mall 1 183 

Fourth  class  matter,  rates  of  postage  on  books 

with  loose  Inclosures 339 

Third  class  matter;  books,  etc 338 

Free  matter  In  malls;  quarterly  reports  to  Po.st- 
mstster  General  of  mailing  of  official  matter 
under  penalty  privilege  by  Government  de- 
partments, provisions  of  law 338 

International  postal  service;  postage  rates,  service 
available  and  instructions  for  mailing: 
Regular  (Postal  Unfbn)  mails;  general  Informa- 
tion and  Instructions,  special  delivery  (ex- 

JDr^s)  service 339 

Various  countries,  conditions  applicable  to  serv- 
ice In: 
France  (Including  Monaco);  gift  parcels,  table 

of  rates  (France),  surface  only 339 

Germany;  regular  malls: 

Observations,  matter  to  French  Zone 339 

Prohibitions,  German  external  assets 339 

Israel  (State  of) ;  regular  mails: 

Observations,  service  to  Nazareth 339 

Special  delivery  fee 339 

Mexico: 

.•-Parcel  post;   prohibitions,  bank  notes,  etc., 

except  for  purpose  of  exchange . 339 

Regular     mails;     prohibitions,     coins     and 

bank  notes 339 

Postal  Service.    See  Department  and  Postal  Service. 
Substitutes   In   postal   service,   promotion   of;    Civil 
Service  Commission  regulations.    See  main  head- 
ing Civil  Service  Commission. 

PRESIDENTIAL  DOCUMENTS: 

Administrative  order  respecting  conservation  of  fuel 

oil.  gasoline  and  gas.    See  Conservation. 
Air  carriers,  labor  dispute  Involving;  emergency  board 

to  investigate.    See  National  Mediation  Board. 
Air  Force  Department;  use  of  Courts-Martial  Manual, 

United  States  Army.  1949  (EO  10026) 85 

Correction  of  prior  order 119 

Armed   forces;   noncombatant  service  and  training 

defined  (EO  10028) 211 

Army  Department;  Courts-Martial  Manual.  1949: 

Prescribed  (EO  10020.  correction) 119 

Use  In  Air  Force  Department  (EO  10026> 85 

Civil  service;  applicability  of  loyalty  program  to  Pub- 
lic Health  Service  officers  (EO  10031) 377 

Conscientious  objectors;   noncombatant  service  and 

training  of.  in  armed  forces.    See  Armed  forces. 
Conservation  of  fuel  oil.  gasoline,  and  gas.  by  Federal 

agencies;  revocation  of  prior  directive  respecting 

(Directive  of  January  13.  1949) 211 

Courts-Martial  Manual,  United  States  Army.     See 

Army  Department. 
Days  of  observance;  National  Freedom  Day   (Proc. 

2824) 361 

80000—40 — a 
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Directive  respecting  conservation  of  fuel  oil,  gasoline 

and  gas.    See  Conservation. 
District  of  Columbia  National  Guard;  administration 
and  supervision.     See  National  Military  Estab- 
lishment. 
Emergency  boards  to  Investigate  labor  disputes.    See 

National  Mediation  Board. 
Federal  Security  Agency.    See  Public  Health  Service. 
Freedom  Day.    See  National  Freedom  Day. 
Fuel  oil  conservation.    See  Conservation. 
Gas  and  gasoline  conservation.    See  Conservation. 
Indian  Affairs  Bureau;  extension  of  trust  p>eriods  on 
Indian  lands  expiring  during  calendar  year  1949 

(EO  10027) 107 

Interior  Department: 

See  also  Indian  Affairs  Bureau;  Mines  Bureau. 
Conservation  of  fuel  oil.  gasoline,  and  gas;  revoca- 
tion of  prior  directive  respecting,  upon  recom- 
mendation of  Secretary  (Directive  of  January 

13.  1949) 211 

Labor  disputes;  emergency  boards  to  investigate.    See 

National  Mediation  Board. 
Lands.   Indian;   extension  of  trust   periods  on.  See 

Indian  Affairs  Bureau,  t 
Loyalty  program ;  applicability  of  procedures  to  com- 
missioned officers  of  Public  Health  Service.  See 
Public  Health  Service. 
Mines  Bureau;  consultation  service  to  Federal  agen- 
cies in  connection  with  fuel  consumption  (Direc- 
tive of  January  13.  1949) 211 

National  Freedom  Day  (Proc.  2824) 361 

National  Guard.  District  of  Columbia;  administratwn 
and  supervision.   See  National  Military  Establish- 
ment. 
National  Mediation  Board;  emergency  board  created 
to  investigate  dispute  between  Northwest  Airlines, 

Inc..  and  certain  employees  (EO  10029) 289 

National  Military  Establishment: 

See  also  Air  Force  Department ;  Army  Department. 
Noncombatant  service  and  training  in  armed  forces, 

defined  (EO  10028) 211 

Secretary  of  Defense;  administration  and  supervi- 
sion of  District  of  Columbia  National  Guard 

(EO  10030) 377 

Noncombatant  service  and  training  in  armed  forces, 

defined.    See  Armed  forces. 
Oil;  conservation  of  fuel  oil.    See  Conservation. 
Public  Health  Service,  commissioned  officers;  appli- 
cability of   procedures  of  loyalty  program   for 
for  investigation,  separation,  etc.     (EO  10031)..      377 
Selective  Service  System;  noncombatant  service  and 

training  defined  (EO  10028) 211 

PRESIDENTS  COMMITTEE  ON  REUGIOUS  AND 
MORAL  WELFARE  AND  CHARACTER  GUID- 
ANCE IN  THE  ARMED  FORCES.  See  Executive 
Office  of  the  President. 

PROCLAMATIONS.    See  Presidential  documents.  ~ 

PROCUREMENT    OF    SUPPLIES,    ETC..    by    Federal 
agencies: 
Postal  supplies.    See  Post  Office  Department. 
Procurement  orders.    See  Federal  Supply  Bureau. 
PRODUCTION  AND  MARKETING  ADMINISTRATION. 
See  Agriculture  Department. 

PUBLIC   CONTRACTS   DIVISION,    DEPARTMENT   OF 
LABOR: 
General  regulations;  regular  dealer: 

Green  coffee 295 

Raw  cotton 295 

Minimum  wage  determinations,  under  Walsh-Healey 
Public  Contracts  Act: 
Flint  glass  Industry;  proposed  redesignation  of  in- 
dustry and  change  in  minimum  wage  regula- 
tions         188 

Iron  and  steel  Industry;  notice  of  hearing  on  pro- 
posed amendment 420 

PUBLIC  DEBT  BUREAU.     See  Treasury  Department. 

PUBLIC  HEALTH  SERVICE: 

Loyalty  of  personnel;  applicability  to  commissioned 
officers  of  procedures  of  loyalty  program,  for  in- 
vestigation, etc.  See  main  heading  presidential 
documents. 
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PUBLIC  HEALTH  SERVICE— Continued 

Regulations; 

Personnel,    commissioned    officers;    separation    on 
grounds  of  dLsloyalty 

Quarantine.  Inspection,  licensing: 

Foreign  quarantine;  air  commerce  regulations: 
Documents  for  clearance;  passenger  manifest. 

contents  of - 

Documents  for  entry;  passenger  manifest  and 

air  passenger  manifest,  contents  of 

Interstate     quarantine:     shipment     of     lather 

.     brushes 

PUBLIC  HOUSING  ADMINISTRATION: 
Central  office  organization  and  final  delegations  of 
authority:                                                    ,  ^      , 
Legal  Division ;  Assistant  General  Counsel  in  charge 
of  Federal  Program  Branch,  authority  respect- 
ing certain  (Region  III)  contract  appeals 

Management  Division: 

Assistant  Commissioner;  power  respectmg  cer- 
tain contract  appeals -zr""' 

Director  of  Construction  Inspection  and  Clarnis 

Branch:  powers,  revocation --- 

Pield  organization  and  final  delegations  of  authority: 
Attesting  Officer: 

Administrative  Assistant :  designation  as  alternate, 

functions,  etc ^-.--- 

Chlef  Attorney  in  each  field  office;  designation, 
functions,  etc 

Field  Office  Directors: 

Directors.  Chicago  and  San  Francisco;  authority 
to  act  as  contracting  officers  under  Title  V. 
Lanham  Act 

Leases,  authority  to  modify,  etc.;  correction 


Page 

381 

199 
199 
278 


Page 


327 

327 
327 

327 
327 


327 
327 


RECLAMATION  BUREAU: 

Authority,  delegation  of.  from  Secretary  of  Interior 
to  various  officials.     See  main  heading  Interior 
Department. 
RURAL  ELECTRIFICATION  ADMINISTRATION: 
Allocation  of  funds  for  loans  for  projects  in  various 

Alfbtma. 260,  261.  325 

Arizona 226 

SSI::::::::::::::: 99,  m,  261 

i^  ::::::::::::::::::::::::   100 

Ke^S^k^ "-— 99.  325.  326 

SSna::::::::::: ss.  99. 100. 260. 325 

JJ!^Sa::"::::::"::::::::"::::::^"io<^:n{.  m 

Mississippi •^"^'  JtJ 

Missouri , 

Nebraska 260.  261 

New  Mexico '^^*'  ii% 

North  Carolina IZ-  ^j^ 

North  Dakota "Qq'ofio  261 

Oklahoma 99-  260.  261 

Oregon   \%^ 

South  Carolina ■ffi 

irniTesSe'"'" v-":::::::::""Vioo.  325 

4SS5  - !::::::::::::::::—  41. 99. 100.  m.  261. 325. 326 

Virginia •'^^ 

Washington Tf 

West  Virginia '^ 

Wyoming  


261 


See 


PUERTO  RICO: 

Air  transportation  service;  hearing  respecting. 

Civil  Aeronautics  Board. 
Plants   etc     from;  quarantine  regulations.    See  l!.n- 

toinology  and  Plant  Quarantine  Bureau. 
Puerto    Rico    Reconstruction     Administration.     See 

Puerto  Rico  Reconstruction  Administration. 
Sugar;  wage  and  price  determinations,  quotas,  etc. 
See  Agriculture  Department. 
PUERTO     RICO     RECONSTRUCTION     ADMINISTRA- 
TION: 
Authority,  delegation  of.  from  Secretary  of  Interior 
to  Administrator.     See  main  heading  Interior 
Department. 


See  Animal  Industry  Bu- 


QUARANTINE : 
Animals: 
Regulations  respecting. 

Swan  Island  Animal  Quarantine  Station;  admission 
of  ruminants  and  swine  to.  etc.  See  Animal 
Industry  Bureau.  ^ 

Plants,  etc.    See  Entomology  and  Plant  Quarantine 

Pubhc^health  regulations.     See  Public  Health  Service. 


RADIO  SERVICES,  regulations  respecting.    See  Federal 

Communications  Commi.ssion. 
RAILROAD  RETIREMENT  BOARD: 
Benefits  of  $1,000  or  less,  payments  of,  with  or  without 

formal  administration ^^* 

RAILROADS:  ^         ^         ^ 

Alaska  Railroad.    See  Interior  Department 

Benefits  for  employees.  See  Railroad  Retirement 
Board.  _ 

Employment  tax.    See  Internal  Revenue  Bureau. 

Labor  disputes;  emergency  boards  to  investigate.  i>ee 
Presidential  documents.  t^  ,  „  „ 

Operation,  etc.,  regulations  respecting.  See  Defense 
Transportation,  Office  of;  Interstate  Commerce 
Commission. 

Radio  service.  See  Federal  Communications  Com- 
mission. .  .,        ^    ,  rr' , 

Transportation,  s^iipments.  etc.  See  Defense  Trans- 
portation. Office  of;  Interstate  Commerce  Com- 
mission. 


SALARIES.    See  Wages  and  Salaries.  ^ 

SECURITIES    AND    EXCHANGE    COMMISSION: 

Hearings,  etc.:  _. 

Alabama  Gas  Corp ^^ 

American  and  Foreign  Power  Co..  Inc— ayb 

American  Gas  and  Electric  Co i^i 

American  General  Corp --       ;^°" 

American  Power  and  Ught  Co ^M.  ^^o 

Atlantic  City  Electric  Co IJ^ 

Brager-Eisenberg.  Inc *^ 

Central  Maine  Power  Co VnVVn    \n^ 

Cincinnati  Gas  and  Electric  Co— 102.  313   371 

Columbia  Gas  System.  Inc — —  8.426 

Commonwealth  and  Southern  Corp.  (Delaware)—.      328 
Commonwealth  and  Southern  Corp.  <New  York)  _..       328 

Consolidated  Edison  Co.  of  New  York,  Inc -—       193 

Consumers  Gas  Co ^^ 

Continental  Gas  and  Electric  Corp 2/ 

Dallas  Power  and  Light  Co ♦Ol 

Ea.stem  Massachusetts  Electric  Co 46 

Electric  Bond  and  Share  Co ^^oc^ 

Engineers  Public  Service  Co.  (Inc.) 264 

Equitable  Gas  Co 25.370 

Equity  Corp «.  „„ 

Finleyvllle  Oil  and  Gas  Co •  o«n 

First  York  Corp — -       28U 

Florida  Power  and  Light  Co !l5=';Sc 

General  Public  Utilities  Corp 265.  425 


Gulf  Power  Co. 


8 

Harrlsbiirg  Gas  Co 313 

Illinois  Power  Co 1»* 

Independent  Investors  Fund,  Inc 2uy 

Indiana  and  Michigan  Electric  Co ^ 151 

Indiana  Service  Corp -       J^l 

Jersey  Central  Power  and  Light  Co Z05,  *jo 

Kansas  Gas  and  Electric  Co *01 

Kansas  Power  and  Light  Co --i-i„„  ^„® 

Kentucky  Utilities  Co 28,  280,  328.  426 

Kings  County  Lighting  Co 45 

Lehigh  Valley  Transit  Co 354 

Loeb  and  Eames.  Inc "^ 


Loeb,  Leo. 


424 


Long  Island  Lighting  Co 29.355 

Massachusetts  Power  and  Light  Associates 7.233 

Massachusetts  Utilities  Associates 7,  233 

Middle  West  Corp -??'?«? 

Minnesota  Power  and  Light  Co 354. 40i 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con.     ^^8^ 
Hearings,  etc. — Continued 

Mississippi  Power  and  Light  Co 193.  371,  373 

Missouri  Power  and  Light  Co 46 

Monongahela  Power  Co 372 

Montana  Power  Co 401,402 

Nassau  and  Suffolk  Lighting  Co 29,  425 

National  Power  and  Light  Co 354 

New  England  Electric  System i 46 

New  England  Power  Assn 7.233 

New  England  Power  Co 46 

Niagara  Hudson  Power  Corp 397 

North  America  Co 25.209 

North  American  Gas  and  Electric  Co 7.424 

North  American  Light  and  Power  Co 25,  46,  209 

North  Boston  Lighting  Properties 7.233 

Pacific  Power  and  Light  Co 401,  402 

Pennsylvania  Power  and  Light  Co 354 

Philadelphia   Co 25,370 

Pittsburgh  and  West  Virginia  Gas  Co 25 

Planning  and  Service  Corp 280 

Portland  Gas  and  Coke  Co 401.402 

Rhode  Island  Public  Service  Co 7,  233 

Smyth,   Nathan   A 424 

Southern  Indiana  Gas  and  Electric  Co 328 

Southern  Natural  Gas  Co ; 372 

Southern  Utah  Power  Co 424- 

Standard  Gas  and  Electric  Co 101 

Superior  Water,  Light  and  Power  Co 401 

Texas  Electric  Service  Co 401.402 

Texas  Power  and  Light  Co 401,402 

Texas  Utilities  Co 401 

Tobacco  and  Allied  Stocks.  Inc 47 

Union  Ught.  Heat  and  Power  Co 102,  313,  371 

United  Fuel  Gas  Co 426 

United  Gas  Improvement  Co 313 

United  Light  and  Railways  Co 27 

Upper  Peninsula  Power  Co 7 

Washington  Gas  and  Electric  Co 424 

Washington  Irrigatioo  and  Development  Co 401 

Washington  Water  Power  Co 401.402 

West  Penn  Electric  Co 372 

West  Virginia  Gas  Co 370 

Wiscon.sin  Electric  Power  Co 102 

Rules  and  regulations,  etc.;  Securities  Act  of  1933: 
Forms  prescribed;  general  form  S-1,  amendments  to 
various  items: 
Bonus,   profit-sharing,   pension   and   retirement 

plans 92 

Capital  securities 91 

Interest  of  management  and  others  In  recent 

transactions 92 

Principal  holders  of  equity  securities 92 

Remuneration  of  directors,  officers,  etc 91,  92 

General  rules  and  regulations : 
Definitions: 

See  also  Registration. 

"Participates"  and  "participation"  as  used  In 
section  2  (11)  In  relation  to  certain  trans- 
actions          90 

"Preceded  by  a  prospectus"  as  used  In  section 
5  (b)  (2)  in  relation  to  certain  transac- 
tions          90 

Registration: 

Definitions  of  terms;  "significant  subsidiary" 91 

Information  unknown  or  not  reasdrobly  avail- 
able         91 

Inspection,  public,  of  registration  statements—        90 
Prospectuses: 
Application  of  amendments  to  rules  govern- 
ing contents  of 90 

Filing  of;  number  of  copies 91.202 

SELECTIVE  SERVICE  SYSTIM: 

Noncombatant  service  and  training,  definitions;  Ex- 
ecutive order  respecting.  See  main  heading 
Presidential  documents. 

SOCIAL  SECURITY  ADMINISTRATION: 

Unemployment  Insurance: 
Contributions,  reduced  rates  of.  under  laws  of  vari- 
ous States;  certification  to  Secretary  of  Treas- 
ury, for  taxable  year  1948 45 

Unemployment  compensation  laws,  various  States; 
certification  to  Secretary  of  Treasury,  for  tax- 
able year  1948 — -        45 


SOUTHWESTERN  POWER  ADMINISTRATION:  ^'^^ 

Authority,  delegation  of,  from  Secretary  of  Interior  to 
various  officials.  See  main  heading  Interior  De- 
partment. 

STATE   DEPARTMENT: 
Compensation,  foreign  and  territorial;  additional  com- 
pensation In  foreign  areas,  designation  of  differ- 
ential posts 121,  361 

STATE  GUARD.    See  Army  Department. 

SURPLUS  PROPERTY,  disposal  of.     See  Farm  Credit 
Administration;  War  Assets  Administration. 

SWAN  ISLAND  ANIMAL  QUARANTINE  STATION.    See 
Animal  Industry  Bureau. 


TARIFF  COMMISSION,  UNITED  STATES: 

Applications  for  investigations  and  relief  from  alleged 
threat  of  Injury  due  to  increased  imports  of  vari- 
ous commodities: 
Filberts 427 

Rye  wafers,  "Ry-Klng" 265 

Whiskey;  application  denied  and  dismissed 102 

TAXES,  excise.  Income,  etc.    See  Internal  Revenue. 
TRADE  AGREEMENTS: 

Customs  regulations  respecting.    See  Customs  Bureau. 
Investigations  by  Tariff  Commission  respecting  im- 
ports under  Geneva  Trade  Agreement,    See  Tariff 
Commission. 

TREASURY  DEPARTMENT: 

See  Customs  Bureau. 

Federal  Supply  Bureau. 
Internal  Revenue  Bureau. 

Accounts  Bureau;  delivery  of  checks  and  warrants  to 
addresses  outside  United  States,  territories  and 
possessions,  reports  withheld  (correction  of  prior 
document) 183 

Committee  on  Practice.    See  Office  of  Secretary. 

Fiscal  Service.  See  Accounts  Bureau;  Public  Debt 
Bureau. 

Foreign  Funds  Control;  general  licenses,  etc..  Instruc- 
tions for  preparation  of  reports  of  property  sub- 
ject to  United  States  jurisdiction  (Public  (^Ircular 
4C),  revocation . 78 

Mint  Bureau ;  values  of  foreign  moneys,  for  quarter  be- 
ginning January  1, 1949 40 

Monetary  Offices.  See  Foreign  Funds  Control;  Mint 
Bureau. 

Narcotics  Bureau;  joint  regulations  with  Internal 
Revenue  Bureau  respecting  Marihuana  Tax  Act 
of  1937.  See  main  heading  Internal  Revenue 
Bureau. 

Office  of  Secretary;   organization  and  functions  of 

Committee  on  Practice,  codification  discontinued.        78 

Public  Debt  Bureau;  Treasury  certificates,  offering  of 

Series  B-1950,   1V4% 306 

Unemployment  compensation  laws;  certification,  pur- 
suant to  Internal  Revenue  Code,  to  Secretary  of 
Treasury  by  Commissioner  for  Social  Security  of 
laws  of  various  States  allowing  reduced  rates  of 
contributions  for  taxable  year  1948.  See  main 
heading  Social  Security  Administration. 

u 

UNEMPLOYMENT  INSURANCE.    See  Social  Security 
Administration. 

V 

VETERANS: 

Benefits  to.     See  Veterans*  Administration. 

Civil  service  employment.  See  Civil  Service  Com- 
mission. 

Public  lands,  rights  of  veterans  to.  See  Land  Man- 
agement Bureau. 

Tax  exemption;  hospitalized  veterans  exempt  from 
certain  excise  taxes.  See  Internal  Revenue  Bu- 
reau. 
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VETERANS'  ADMINISTRATION:  ^"8* 

Regulations: 

Claims,    veterans';    provisional    regulations,    pre- 
sumptions  of   service-connection   for   chronic 
and  tropical  diseases: 
Physical  examination  reports,  clinical  records  and 
transcripts  of  records  received  from  state, 
county,  municipal  and  recognized  private  in- 
stitutions and  contract  hospitals 

Provisions  of  section  1.  Public  Law  748;  chronic 

disesuses 

Rebuttal  of  presumption  of  service-connection. _ 
Education.    See  Vocational  rehabilitation  and  edu- 
cation. 
Personal  funds  and  effects,  disposition  of: 

Disposition  of  personal  funds  and  effects  left 
upon  premises  of  VA  by  non-veteran  patients, 
employees  and  other  persons,  known  or  un- 
known: 

Action  on  Inventory  and  funds 

Disposition  of  funds  and  effects  left  by  officers 
and  enlisted  men  on  active  list  of  Army. 

Navy  or  Marine  Corps  of  United  States 

Disposition  of  veteran's  personal  funds  and  effects 
on  station  upon  death,  or  discharge,  or  unau- 
thorized absence,  and  of  funds  and  effects 
found  on  station: 
Under  Public  Law  No.  734.  75th  Congress: 

Deceased  veterans'  cases 

Designate  cases: 

Competent  veterans 

Incompetent   veterans 

Disposition  of  effects  and  fvmd  to  designate: 

exceptions 

-    Living  veterans'  cases 

Nondesignate  cases 

Unclaimed  effects  to  be  sold 

Under  Public  Law  382,  77th  Congress,  amending 
act  of  June  25.  1910: 

Action  upon  death  of  veteran 

Disposition  of  personal  property 

Posting  of  notice  provisions  of  Public  Law 

2g2         

Servicemen's  Readjustm'ent  Act  of  1944.  regulations 
under;  guaranty  or  insurance  of  loans  to  vet- 
erans, applicability 

Vocational  rehabilitation  and  education: 

Education  and  training  under  Part  VII.  Veterans 
Regulation  1  ta)  : 
Course  of  vocational  rehabilitation:  repetition 

of  course 

Reentrance  into  training: 

After  discontinuance 

After  rehabilitation 

Appeal,  right  of 

Supervision  of  Individual  trainee:   change  of 

employment  objective 

Training  and  facilities: 
Amount  payable  to  approved  institution  other 
than  nonprofit  for  Part  VHI.  Veterans 
Regulation  1  (a>,  trainees,  for  residence 
course  of  30  weeks  or  more,  either  full  time 
or  part  time;  definition  of  profit  institution 

or  other  than  nonprofit  institution 

Amount  payable  to  approved  nonprofit  institu- 
tions for  Part  VIII.  Veterans  Regulation 
1  (a>.  trainees,  for  residence  courses  of  30 
weeks  or  more  either  full  time  or  part 
time: 
Alternative  1;  tuition  on  basis  of  customary 

charges 

Definitions: 

Customary  co.st  of  tuition 

Nonprofit   in.stitution 

Tuition  payments  to  nonprofit  schools  for 
courses  of  30  weeks  or  more 
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380 
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VETERANS'  ADMINISTRATION — Continued 

Regulations— Continued 

Vocational  rehabilitation  and  education— Contlnjied 

Training  and  facilities— Continued 

Contracts  under  Public  Law  16,  78th  Congress, 

for  Part  VII.  Veterans  Regulation  1   (a), 

trainees;  determination  when  contract  is 

required 381 

Method  or  determining  fair  and  reasonable 
compensation  and  cost  of  teaching  person- 
nel and  supplies  for  instruction;  determi- 
nation of  fair  and  reasonable  compensa- 
tion       380 

VIRGIN  ISLANDS:  sugar,  wage  and  price  determina- 
tions.   See  Agriculture  Department. 
VOCATIONAL  REHABILITATION: 
Veterans.     See  Veterans'  Administration. 
Vocational  Rehabilitation,  Office  of.    See  Vocational 
Rehabilitation,  OfBce  of. 

VOCATIONAL    REHABILITATION,     OFFICE     OF: 

Redesignation  of  chapter  and  parts 78 

VOLUNTARY  AGREEMENTS,  in  aid  of  stabilization 
of  national  economy.   See  Commercrt)epartment. 

w 

WAGE    AND    HOUR    DIVISION,    DEPARTMENT   OF 
LABOR: 
Regulations,  orders,  etc.: 
Employment  of  learners;  issuance  of  certificates, 
for  various  industries: 

Flower,  artificial 13* 

Hair  net J3} 

Instrument,   drafting 134 

Handicapped  workers  or  handicapped  clients  in 
sheltered  workshops;  special  certificates,  issu- 
ance to  certain  workshops; 

Dallas  Goodwill  Industries 352 

Indianapolis  Goodwill  Industries.  Inc 352 

Industrial  Aid  for  the  Blind.  Inc -      351 

Missouri  Goodwill  Industries  (St.  Louis) —      351 

New  York  Guild  for  the  JewLsh  Blind 362 

Sioux  City  Goodwill  Industries 352 

Sioux  City  Workshop  for  the  Blind 352 

St.  Joseph  Goodwill  Indastries 352 

Washington  Society  for  the  Blind 352 

WAGES  AND  SALARIES: 

Civil  Service  Commission  pay  regulations.    See  Civil 

Service  Commission. 
Employees  of  national  park  concessioners.    See  Na- 
tional Park  Service. 
Foreign  service  of  Government  employees;  additional 

compensation  for.    See  Presidential  documents. 
Minimum  wages.   See  Public  Contracts  Division ;  Wage 

and  Hour  Division. 
Wage  determinations  for  production  of  sugarcane. 
See  Agriculture  Department. 

WAR  ASSETS  ADMINISTRATION: 

Transfer  of  certain  lands: 
Fort  Huachuca.  Arizona;  transfer  of  certain  portion 
to  State^f  Arizona  Game  and  Pish  Commission 

for  wildlife  conservation  purposes 355 

Laguna  Madre  Sub-Base.  Harllngen  Army  Air  Field. 
Cameron  County.  Texas;  transfer  to  Secretary 
of  Interior  for  migratory  bird  conservation  pur- 
poses       355 

WASHINGTON  NATIONAL  AIRPORT;  regulations  re- 
specting.   See  Civil  Aeronautics  Administration. 
WILDLIFE;  transfer  of  certain  lands  for  wildlife  con- 
servation purposes.   Sec  War  Assets  Administration. 
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TITLE  3 
Chapter  I: 

2824 361 

Chapter  II: 
Dec.  31.  1898  (see  PLO  541).      323 
Nov.  21.  1902  (see  PLO  541 )_.       323 
Nov.  27.  1905  (see  PLO  541) __       323 
2242  (revoked  in  part  by  PLO 

546> 226 

2437  (revoked  In  part  by  PLO 

546) 226 

2728  (revoked  In  part  by  PLO 

546) 226 

7448  I  revoked  in  part  by  PLO 

646) 226 
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6) 33.  289.  333 

9835  (see  EO  10031) 377 

9993  (amended  by  EO  10031) .   377 

10020  (see  EO  10026> 85,119 

10026  --- 85 

10027 - ---   107 

10028  — 211 

10029 --#.   289 

10030 377 

10031 377 

Chapter  III: 
Directive,  Jan.  17.  1948  (re- 
voked by  Directive.  Jan.  13, 

1949) 211 

Directive.  Jan.  13.  1949 211 

TITLE  5 
Chapter  I: 

Part  2: 
2  110 53 

Part  6: 

6.114 333 

6.123   — 289 

6  137 __ 33 

Part  8: 
8.106  _ - —       333 

Part  10: 

10.111   119 

Part  24: 

24.14 321 
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24.56 121.289 

24.87   121 

Part  25: 

25.221   289 

25.223 291 

25.502 289 

Chapter  III: 
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325.11   121.361 

TITLE  6 
Chapter  I: 
Part  5: 

5.38 155 

5.111   157 

Chapter  III: 
Part  311: 

311.30 333 

Chapter  IV: 
Part  517: 

517.3 335 
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5182 362 
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Subtitle  A: 
Part  4: 
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Proposed  rule  making 
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Proposed  rule  making 

51.1-51.51 

Part  53: 

53.35a 

Part  106: 

106.69 

Part  162: 

162.12 

162.18 

Part  201: 

Technical  amendment 

201.220 
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Proposed  rule  making 
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420.15 — 
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Part  721: 

Proposed  rule  making 
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725.8 

725.9  — 
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Part  801: 

Proposed  rule  making 
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Proposed  rule  making 

802.13a — 

802.27 

802.32 

802.34 

802.42 

802.44 

802.51 

802.53 
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Proposed  rule  making 185 
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Proposed  rule  making 186 

Part  981: 
Proposed  rule  -making 342 

Part  985: 

Proposed  rule  making 342. 

349, 383 

Part  987: 

Proposed  rule  making 186 

Chapter  XI: 

Part  1596: 

Redesignated  as  Part  4 293 

Chapter  XXI: 

Parts  2300-2330: 

Discontinuance -        35 
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TITLE  9 

Chapter  I: 
Part  51: 
Proposed  rule  making. 
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TITLE  9 — Continued 

Chapter  I— Continued 
Part  97: 
Proposed  rule  making 244 

Part  151: 

151.1-151.12    158 

151.4  ..- - 294 

151.10 294 

TITLE  14 

Chapter  I: 
Part  3: 
Technical  amendments 

3.123 

3.132   — — — 

3.13330   — 

3.202   

3.2131   

3.230   

3.2421 

3.310   

0^    3.3610 

3.40   

3.5222   

3632   
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4a.755-T 
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4b.40 

4b.62 - 
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16.30 
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20.61 
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22.241 
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40.291 
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41.500 

41.508 
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42.341 37 

42.342 37 

42.37 37 

42.42 37 
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61.535 38 
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61.791 38 

61  83   —  38 
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Proposed  rule  making 383 

Part  228: 

Proposed  rule  making 188 
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2383    378 

Part  292: 

Proposed  rule  making 362. 
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Part  550: 

5501    21 

550.2 21 
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Part  570: 
Renumbering  of  part: 

570.1-570.54 38 

Part  571: 
Renumbering  of  part: 

571.1-571.11 38 

Part  601: 

601.4  336 

TITLE  15 
Chapter  III: 
Part  370: 

370.4    224 

Part  371: 

371.7  __ 89,  90,  225 

Part  372: 

372.26   38 

Part  373: 

373.2 - 200.  336 

•     373.11   409 

373.13   '♦09 

373.14   409 

Part  374: 

374  1   — 90 

Part  399: 

399.1 39.  110 

TITLE  16 
Chapter  I: 

Proposed  rule  making 204 
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2.30 200 

Part  3: 
3.6 59.  60 
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3.71   

3.72    

3  80 

3.96   

Part  7: 

7.11    — — 

Part  152: 

152.1-152.20 [239] 

TITLE  17 
Chapter  II: 
Part  230: 

230.120 

230.142   

230.153   

230.162    

230.405   

230.409   

230.424 

Part  239: 

239.11 

TITLE  19 
Chapter  I: 
Part  1: 

1.21  __ 

Part  4: 

4.35   

Part  6: 

6.8   

8.9   

Part  8: 

8.15   

Part  10: 

10.1   _- 

Part  16: 

Proposed  rule  making.. 
Part  18: 

18.1  
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143 

202 
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225 

225 

341 

143 


TITLE  19 — Continued 

Chapter  I— Continued 
Part  25: 

25  3                    

.      143 

25  4                    

143 

TITLE  20 

Chapter  II: 
Part  236: 

236.1 

- 

_      294 

TITLE  21 

Chapter  I; 
Part  3: 

3  8                  

239,  294 

TITLE  22 

Chapter  lU: 
Redesignation  aa  Ch 

TITLE  24 

Chapter  I: 
Part  122: 

122  26                 

//. 

— 

.-      225 
..       123 

122  29        - 

._       123 

Part  124: 

124  1               

._       123 

Chapter  II: 
Part  291: 

291  8               

-_       161 

Chapter  VIII: 
Part  825: 

8251-825.12: 

•  825.5 

Schedule  B 

82525 

825.45 

825  65 

J!25  81-825.92: 

82585   

Schedule  B 

825  105               

17.1 
.20, 

93,  143,  144 
.__  271.  337 
18,  93.  145 
93,  145.  146 
.  19,  94.  145 
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..  272.  337 
19 
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TITLE  25 
Chapter  I: 
Part  53: 

53  1-53  12      

._-      294 

Part  127: 

127.4 

127  5           
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Proposed  rule  makino 
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TITLE  26 

Chapter  I: 
Part  29: 

29.22  (b)    <2)-\ 

29.22  (b)    <2)-2 

29  22    (c)-6     

r 

80 

...       110 

___       180 

__.       180 

61 

29.322-3   

Part  101: 
Statutory  provisions. 
101  5             

— 

39 
61 

61 

101  15       

61 

Part  152: 
Statutory  provisions. 
152  3           -- 

181.  182,  295 
181.295 

152  4a    

.  181.  295 

152  10              

..  181.  295 

152  16a            

.  182,  295 

152  38 -^— . 

152  52       

.__ 

..  182. 295 
_  182.  295 

152.62a  _ 

152  74a      
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__  182.  295 
__  182,  295 

152  77a 

.. 182,295 

Part  316: 

Proposed  rule  making. 
Part  405: 

Statutory  provisions... 

405  201             --^ 

183 

.  273.  277 
. 276 

405  202      

_>  276,  277 

405  203 

277 

405.205   — 

. 278 

Page 

TITLE  26— Continued 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Animal  Industry 

[  9  CFr,  Port  51  ] 

Previntion  of  TuBCTcmosis,  Paratttbek- 

CTJLOSIS.  AND  BaKC'S  DISEASK  OF  CATTLI 
IK  COOPERATIOH  WiTH  STATTS 

NOTICE  or  PI0P06KD  AMENDMENT 

Notice  Is  hereby  given  In  accordance 
with  section  4  (a)  of  the  Administrative 
Procedure  Act  (5  U.  8.  C.  1003  (a))  that 
the  Secretary  of  Agriculture  is  consider- 
ing amending  §  51.8  <b)  of  the  regulation 
for  the  prevention  of  tuberculosis,  para- 
tuberculosis,  and  Bang's  disease  of  cat- 
tle In  cooperation  with  the  States.  (9 
CPR  Cum.  Supp..  61.8  (b) ),  pursuant  to 
sections  3  and  11  of  the  Act  of  Congress 
approved  May  29,  1884.  as  amended,  (21 
U.  S.  C.  114  and  114a),  section  2  of  the 
Act  of  Congress  approved  February  2, 
1903,  as  amended,  (21  U.  S.  C.  Ill),  and 
the  item  In  the  Department  of  Agricul- 
ture Appropriation  Act,  1949,  for  eradi- 
cating tuberculosis  and  Bang's  disease 
(62  Stat.  607).  The  proposed  amend- 
ment would  permit  the  payment  of  In- 
demnity claims  under  such  regulations  to 
owners  of  cattle  destroyed  on  account  of 
tuberculosis,  paratuberculosls,  and 
Bang's  disease  when  the  existence  of  any 
of  those  diseases  in  the  animals  is  de- 
termined as  the  result  of  tuberculin, 
Johnln,  or  agglutination  tests  applied  by 
non-veterinarian  technicians  acting  tra- 
der the  supervision  of  veterinarians  of 
the  Bureau  of  Animal  Industry,  cooper- 
ating regularly  employed  State,  Terri- 
torial, county,  or  municipal  veterinary 
Inspectors,  or  accredited  veterinarians, 
as  well  as  when  the  tests  are  applied  by 
such  veterinarians  or  veterinary  inspec- 
tors themselves. 

Any  person  who  wishes  to  submit 
written  data,  views,  or  arguments  con- 
cerning the  proposed  amendment  may 
do  so  by  filing  them  with  the  Chief  of 
the  Bureau  of  Animal  Industry.  Agricul- 
tural Research  Administration,  United 
States  Department  of  Agriculture,  Wash- 
ington 25.  D.  C,  within  15  days  after  the 
date  of  publication  of  this  notice  in  the 
Federal  Register. 

Done  at  Washington,  D.  C.  this  29th 
day   of   December    1948.    Witness   my 


hand  and  the  seal  of  the  United  States 
Department  of  Agriculture. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Doc.   48-11538;    Piled.  Dec.   31,   1948; 
8:&3  a.  m.] 


IF.  R. 


Production  and  Marketing 
Administration 

[  7  CFR,  Part  801  ] 
Administration  or  Sugar  Quotas 

NOTICE   OF   PROPOSED    RULE   MAKING 

Notice  is  hereby  given  that  the  Secre- 
tary of  Agriculture  pursuant  to  the  au- 
thority vested  In  him  by  the  Sugar  Act 
of  1948  (61  Stat.  922)  Is  considering  the 
issuance  of  an  amendment  to  General 
Sugar  Regulations,  Series  3,  No.  2.  as 
amended  (13  F.  R.  127.  1076,  2063,  4590, 
5903)  relating  to  the  administration  of 
sugar  quotas. 

The  proposed  amendment  will  (1)  re- 
vise the  first  sentence  In  the  proviso 
clause  of  §  801.52  (a)  to  read  as  follows: 

"Provided,  however,  That,  except  as 
specified  below,  such  certification  shall 
not  be  required  until  80  per  centum  of 
any  quota  or  portion  thereof  has  been 
entered.  Whenever  in  any  calendar 
year  80  per  centum  of  any  quota  or  por- 
tion thereof  has  been  entered  the  Di- 
rector or  Acting  Director.  Sugar  Branch, 
Production  and  Marketing  Administra- 
tion, of  the  Department  shall  promptly 
publish  In  the  Federal  Register  notice 
of  such  fact  and  thereafter  such  certifi- 
cation shall  be  required  for  the  re- 
mainder of  the  applicable  calendar 
year." 

and  (2)  add  a  new  subparagraph  (vli) 
to  S  801.52  (a)  (2)  which  will  read  as 
follows : 

(vll)  Raw  sugar  or  liquid  sugar  brought 
in  from  Puerto  Rico  when  the  Puerto 
Rican  sugar  quota  for  shipment  to  the 
United  States  has  been  allotted  under 
section  205  of  the  act. 

All  persons  who  desire  to  submit  writ- 
ten data,  views  or  arguments  for  con- 
sideration in  connection  with  the  pro- 

( Continued  on  next  page) 
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posed  amendment  shall  file  the  same  In 
quadruplicate  with  the  Director  of  the 
Sugar  Branch,  Production  and  Market- 
ing Administration,  United  States  De- 
partment of  Agriculture,  Washington  25, 
D.  C,  not  later  than  ten  days  after  the 
publication  of  this  notice  In  the  Federal 
Register. 

Issued  at  Washington.  D.  C,  this  28th 
day  of  December  1948. 

[seal]  Ralph  S,  Trigg, 

Administrator,  Production 
and  Marketing  Administration. 

[P.  R,  Doo.  49-11537;   Filed.  Dec.  81.  l»48i 
6:68  ft.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR,  Ch.  I  ] 

[Docket  No.  9165] 

Summary  Estimates  or  Broadcast  Station 
Revenues  and  Expenses 

NOTICE  OF  proposed  RULE  MAKING 

In  the  matter  of  adoption  of  proposed 
form  for  obtaining  summary  estimates 
of  broadcast  station  revenues  and  ex- 
penses during  the  preceding  year; 
Docket  No.  9165. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  In  January  of  each  year  the  Com- 
mission has  heretofore  obtained  from  all 
broadcast  stations  estimates  of  the  vari- 
ous kinds  of  broadcast  revenues  (i.  e., 
network,  non-network  and  incidental) 
received  during  the  preceding  year. 
These  data,  obtained  in  advance  of  the 
filing  of  Annual  Pinapclal  Report  Form 
324.  have  been  desiffied  to  provide  the 
Commission  and  the  Industry  with  a 
quick  over-all  measure  of  the  Industry's 
financial  experience  during  the  preceding 
year.  No  estimate  of  station  broadcast 
expenses  has  been  included.  In  view  of 
the  rapid  upward  movement  of  broad- 
cast expenses  during  recent  years,  and 
the  resulting  necessity  of  having  in- 
formation on  expenses  for  an  accurate 
appraisal  of  the  Industry's  financial  ex- 
perience, it  is  herewith  proposed  to  re- 
quest an  estimate  of  the  stations'  "Total 
Broadcast  Expenses".  It  is  also  proposed 
to  reduce  the  items  on  revenue  informa- 
tion to  a  single  item,  namely.  "Total 
Broadcast  Revenues".  A  copy  of  the  pro- 
posed form  is  attached.' 

3.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  form  should 
or  should  not  be  adopted,  or  should  not 
be  adopted  in  the  form  set  forth,  may 
file  with  the  Commission  on  or  before 
January  17,  1949  a  written  statement  or 
brief  setting  forth  his  comments.  The 
Commission  will  consider  these  written 
comments  and  if  comments  are  submit- 
ted which  appear  to  warrant  the  Com- 
mission's holding  an  oral  argument, 
notice  of  time  and  place  of  such  oral 
argument  will  be  given. 

4.  An  original  and  14  copies  of  all 
statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

5.  This  notice  is  Issued  pursuant  to  the 
provisions  of  section  303  (r)  and  308  <b) 
of  the  Communications  Act  of  1934,  as 
amended. 

Adopted:  December  22,  1948. 

Released:  December  23,  1948. 


Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

(F.  R.  Doc.  48-11502:    Filed,  Dec.  81,   1948; 
8:48  a.  m.] 

»  Piled  as  part  of  the  original  document. 


Saturday,  January  1,  1949 


FEDERAL  REGISTER 

NOTICES 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  8611) 

Florida  Airways,  Inc. 
notice  of  hearing 

In  the  matter  of  the  application  of 
Florida  Airways,  Inc.,  to  extend  the  date 
of  the  expiration  of  its  temporary  cer- 
tificate of  public  convenience  and  neces- 
sity for  route  No.  75. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  sections  401  and  1001  of 
said  Act,  that  the  above-entitled  pro- 
ceeding is  as.signed  for  hearing  on  Jan- 
uary 10.  1949.  at  10:00  a.  m.  (eastern 
standard  time)  in  Conference  Room  "B", 
Departmental  Auditorium,  Constitution 
Avenue  betv.een  Twelfth  and  Fourteenth 
Streets  NW..  Wa.^hington.  D.  C,  before 
Examiner  J.  Earl  Cox. 

Without  limiting  the  scope  of  the  issues 
to  be  considered,  particular  attention 
will  be  directed  to  the  following  matters: 

'1)  Whether  the  public  convenience 
and  necessity  require  the  extension  of 
the  date  of  expiration  of  the  temporary 
certificate  of  Florida  Airways,  Inc.,  for 
route  No.  75. 

(2)  Whether  Florida  Airways,  Inc.,  is 
fit,  willing,  and  able  to  perform  the  serv- 
ice which  may  be  authorized  under  an 
amended  certificate  authorizing  such  ex- 
tension and  to  conform  to  the  provi- 
sions of  the  act  and  the  rules,  regulations 
and  requirements  of  the  Board  there- 
under. 

Notice  is  further  given  that  any  per- 
son, other  than  parties  of  record,  de- 
siring to  be  hcprd  in  this  proceeding  shall 
file  with  th'?  Board  on  or  before  Janu- 
ary 10.  1949.  a  statement  setting  forth 
the  issues  of  fact  and  law  raised  by  this 
proceeding  which  he  desires  to  contro- 
vert. 

Dated  at  Washington.  D.  C,  Decem- 
ber 29.  1948. 

By  the  Cinl  Aeronautics  Board: 


[seal] 


M.    C.    MULUCAN, 

Secretary. 


IF.  R.  Doc.   48-11534;    Filed,  Dec.  31,   1948; 
8:53  B.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Noe.  8934,  9166] 

Wyoming  Valley  Broadcasting  Co. 
(WILK)  AND  Radio  Anthracite,  Inc. 
(WHWL) 

order  designating  application  por  con- 
solidated HEARING  ON  STATED  ISSUES 

In  re  applications  of  Wyoming  Val- 
ley Broadcasting  Company  (WILK), 
Wilkes-Barre,  Pennsylvania,  Docket  No. 
9166,  File  No.  BP-7040;  Radio  Anthra- 
cite.  Incorporated  (WHWL) .  Nanticoke, 
Pennsylvania,  Docket  No.  8934.  File  No. 
BP-6616;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 


Washington,  D.  C.  on  the  22d  day  of 
December  1948: 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tion of  Wyoming  Valley  Broadcasting 
Company  for  a  permit  to  change  the 
facilities  of  Station  WILK.  Wilkes-Barre, 
Pennsylvania  from  1450  kilocycles,  250 
watts  power,  unlimited  time  to  980  kilo- 
cycles, 1  kw  5  kw-LS  DA-2,  imllmited 
time  and  also  having  under  consideration 
a  petition  filed  by  Wyoming  Valley 
Broadcasting  Company  that  Its  above- 
entitled  application  be  designated  for 
hearing  with  the  above-entitled  appli- 
cation of  Radio  Anthracite,  Incorporated 
which  request  a  permit  to  change  the 
facilities  of  Station  WHWL.  Nanticoke. 
Pennsylvania  from  730  kilocycles,  1  kw 
power,  daytime  only  to  980  kilocycles, 
500  w-1  kw  power,  unlimited  time. 

It  appearing,  that  the  Commission  on 
May  27,  1948,  designated  for  hearing  the 
above-entitled  application  of  Radio  An- 
thracite, Incorporated  which  is  presently 
scheduled  to  be  heard  January  5,  1949,  in 
Washington,  D.  C. 

It  is  ordered.  That  the  said  petition  be, 
and  it  is  hereby,  granted,  and  that,  pur- 
suant to  section  309  (a)  of  the  Communi- 
cations Act  of  1934,  as  amended,  the  said 
application  of  Wyoming  Valley  Broad- 
casting Company  be,  and  it  is  hereby, 
desir'nated  for  hearing  in  a  consolidated 
proceeding  with  the  application  of  Radio 
Anthracite.  Incorporated  to  be  held  Jan- 
uary 5,  1949,  in  Washington,  D.  C,  upon 
the  following  is.sues: 

1.  To  determine  the  technical,  finan- 
cial, and  other  qualifications  of  the  ap- 
plicant corporation,  its  officers,  directors 
and  stockholders  to  construct  and  op- 
erate Station  WILK  as  proposed. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  WILK  is  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  char- 
acter of  program  .service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  station  WILK  as  proposed  would  in- 
volve objectionable  interference  with  any 
other  existing  broadcast  stations  and,  if 
so,  the  nature  and  extent  thereof,  the 
arear  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  station  WILK  as  proposed  would  in- 
volve objectionable  interference  with  the 
services  proposed  In  the  pending  appli- 
cation of  Radio  Anthracite,  Incorporated 
or  in  any  other  pending  applications  for 
broadcast  facilities  and,  if  so,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  availa- 
bility of  other  broadcast  service  to  such 
areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  station  WILK  as 
proposed  would  be  in  compliance  with 


the  Commission's  rules  and  Standards  of 
Crood  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  on  a  comparative 
basis  which,  if  either  of  the  applications 
In  this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  order 
of  the  Commission  dated  May  27.  1948 
designating  the  said  application  of  Radio 
Anthracite,  Incorporated  for  hearing  be, 
and  it  is  hereby,  amended  to  include  the 
application  of  Wyoming  Valley  Broad- 
casting Company. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F.  R.   Dec.   48-11504;    Filed.  Dec.   31,    lC4a; 
8:48  a.  xn.\ 


Commission's  Statement  of  Delegations 
OF  Authority;  Amendment 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  22d  day  of 
•December,  1948; 

The  Commi.ssion  having  under  consid- 
eration the  necessity  of  amending  its 
Statement  of  Delegations  of  Authority  to 
vest  in  the  Secretary  power  to  act  upon 
requests  for  waivers  of  the  minimum  op- 
erating schedules  of  standard  broadcast 
stations;  and 

It  appearing,  that  .such  amendment  is 
in  the  public  interest;  and 

It- further  appearing,  that  In  view  of 
the  nature  of  the  propo.sed  amendment, 
publication  of  notice  of  proposed  rule 
making  pursuant  to  section  4  (a)  of  the 
Administrative  Procedure  Act  is  unnec- 
essary; and 

It  further  appearing,  that  authority 
for  the  proposed  amendments  is  con- 
tained in  sections  4  (1)  and  303  <b)  of 
the  Communications  Act  of  1934,  as 
amended,  and  section  3  (a)  <1)  of  the 
Administrative  Procedure  Act. 

It  is  ordered.  That,  effective  immedi- 
ately. §  0.143  of  the  Commission's  Str.te- 
ment  of  Delegations  of  Authority  be.  and 
it  is  hereby,  amended  by  adding  the  fol- 
lowing subqaragraph : 

(i )  Requests  to  operate  for  a  less  period 
of  time  than  specified  by  §  3.71. 

Released:  December  23,  1948. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|F.  R.  Doc.   48-11505;   Filed,   Dec.   31,    1918; 
8:48  a.  m.| 


[Docket  No.  8787) 

Orange  Belt  Station 

order  DESIGNATING  APPLICATION  FOR  HEAR- 
ING  ON    STATED   ISSUES 

In  re  application  of  Frank  D.  Howell 
and  M.  T.  Killing.swcrth  d  b  as  the 
Orange  Belt  Station,  Rcdiands,  Califor- 
nia, Docket  No.  8787.  File  No.  BP-6362; 
for  construction  permit. 


Inminru    1      1QAQ 


FFRFtAL    PEfil<TFR 


At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
In  Washington.  D.  C,  on  the  22d  day  of 
December,  1948; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  re- 
queiiiing  a  permit  to  construct  a  new 
standard  broadcast  station  to  operate  on 
the  frequency  1320  kilocycles,  with  500 
watts  power,  daytime  only  in  Redlands, 
California: 

It  is  ordered.  That,  pursuant  to  section 
309  "a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
be.  and  it  is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designated 
Ly  subsequent  order  of  the  Commission, 
upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lase  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  involve 
ob,hctionab!e  interference  with  station 
KITO.  San  Bernardino,  California  or 
with  any  other  existing  broadcast  sta- 
tions and.  if  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
pooulations. 

3.  To -determine  whether  the  opera- 
tion of  the  proFHJsed  station  would  in- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and. 
if  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  .such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commi.s.sion's  Rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered.  That  San  Ber- 
nardino Broadcasting  Company.  Incor- 
porated licensee  of  Station  KITO.  San 
Bernardino,  California,  be.  and  it  is  here- 
by, made  a  party  to  the  proceeding. 

Federal  Communications 
Commission, 
(seal]        T.  J.  Slowie. 

Secretary. 

[F.  R.  Doc.  48-11508;    Filed,  #?c.  31,   1948; 
8:48  a.  m.l 


NOTICES 

» 

standard  broadcast  station  to  operate  on 
the  frequency  800  kilocycles  with  250 
watts  power,  daytime  only  in  Thibodaux, 
Louisiana ; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  applica- 
tion be.  and  it  is  hereby,  designated  for 
hearing  at  a  time  and  place  to  be  desig- 
nated by  subsequent  order  of  the  Com- 
mission, upon  the  following  issues : 

1.  To  determine  the  areas  and  papu- 
lations which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interference  with  any 
existing  broadcast  stations  and.  if  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable interference  with  the  services 
proposed  in  any  other  pending  applica- 
tions for  broadcast  facilities  and.  if  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  be  in 
violation  of  the  North  American  Re- 
gional Broadcasting  Agreement  with 
reference  to  the  signal  intensity  received 
at  the  Mexican  border. 

5.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 


(Docket  No.  8602) 

Delta  Broadcasters,  Inc. 

ORDER  designating  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Delta  Broad- 
casters. Incorporated,  Thibodaux,  Loui- 
siana, Docket  No.  8602,  Pile  No.  BP-6734; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  22d  day  of 
December  1948; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
requesting  a  permit  to  construct  *  new 


[seal] 


Federal  Communications 

Commission. 
T.  J.  Slowie, 

Secretary. 


[F.  R.   Doc.  47-11507;    Filed,  Dec.   31,    1948; 
8:48  a.  m.| 


High  Power  VHF  Radio  Stations 

applications  in  certain  established  and 
proposed  industrial  services 

December  23,  1948. 

The  Federal  Communications  Com- 
mission announces  that  on  December  15, 
1948,  It  granted,  on  an  experimental  ba- 
sis, the  application  of  West  Production 
Company,  Houston.  Texas,  for  extension 
of  authority  to  operate  its  high  powered 
(5000  watts  maximum  plate  input  power 
to  the  final  radio  stage)  Class  2  (Petro- 
leum) Experimental  radio  station 
K5XCY  for  a  period  of  six  months. 

This  grant  was  made  for  the  purpose 
of  obtaining  information  regarding  the 
desirability  of  the  use  of  high  power 
versus  medium  power  for  radio  stations 
in  the  existing  utility  radio  service  and 
In  certain  proposed  new  services.  This 
information  is  desired  in  connection  with 
a  study  now  being  made  to  determine 
power  ceilings  feaslU*  for  radio  station* 


in  one  or  more  of  the  following  estab- 
lished or  proposed  radio  services: 

(a)  Geophysical  service  (covered  by  Part 
11  of  the  rules). 

(b)  Special  press  service  (covered  by  Part 

11). 

(c)  Intermittent  service  (covered  by  Part 

11). 

(d)  Railroad  radio  service  (covered  by 
Part  16). 

(e)  Utility  radio  service  (covered  by  Part 

17). 

(f )  Experimental  radio  service  (covered  by 
Part  5) — when  the  purpose  ol  the  contem- 
plated operation  falls  within  the  scope  of 
any  of  the  aljove  services,  or  of  new  services 
contemplated  by  the  proposed  revision  of 
Part  11  (Industrial  radio  services)  or  Part 
16  (transportation  radio  services). 

Although  a  few  three  kilowatt  experi- 
mental  stations   have   been    authorized 
in  these  services,  the  purpose  of  such 
authorizations  has  been  to  obtain  data 
relating  to  coverage  and  interference  in 
order  that  the  Commission  may  deter- 
mine what  rule  changes,  if  any.  should 
be  made  with  respect  to  power  ceilings 
in  the  mentioned  services.    The  Com- 
mission considers  that  the  limited  num- 
ber of  stations  now  in  operation,  or  a\i- 
thorized,  will  provide  adequate  informa- 
tion  on    this   subject.     Accordingly,    it 
docs  not  appear  that  authorizations  for 
additional  operations  of  this  type  on  an 
experimental  basis  would  be  warranted 
pending   commission   determination   as 
to  whether  higher  power  can  be  author- 
ized on  a  permanent  basis.     By  with- 
holding applications  for  such  authoriza- 
tions until  such  determination  is  made, 
applicants  would  be  protected  from  un- 
necessary  expenditures   for   equipment 
and  installations,  and  at  the  same  time 
assist  in  expediting  action  on  rules  un- 
der which  such  operation  might  be  au- 
thorized upon  a  regular  basis.     In  view 
of  the  volume  of  work  before  the  Com- 
mission, it  is  anticipated  that  it  will  be 
at  least  a  year  before  final  study  can  be 
completed. 

Pending  a  final  determination  of  the 
feasibility  of  revising  the  maximum 
transmitter  power  output  ceiling  up- 
wards, a  careful  study  will  be  made  by 
the  Commission's  staff  of  Information  re- 
lating to  this  matter  from  material  now 
on  file  and  experimental  reports  here- 
after submitted  by  the  licensees  present- 
ly authorized  to  conduct  operational  ex- 
perimentation in  this  field.  In  the  event 
the  results  of  this  study  Indicate  that 
changes  In  the  applicable  power  ceilings 
may  be  in  the  public  interest,  appropriate 
rule  making  proceedings  will  be  Insti- 
tuted on  the  Commission's  own  motion. 
In  any  event,  if  it  should  be  determined 
that  operation  with  higher  power  Is  not 
In  the  public  Interest,  those  licensees 
now  authorized  to  experiment  In  this 
field  will  be  required  to  reduce  power  in 
order  to  re-license  their  present  experi- 
mental equipment  in  a  regular  service. 

Adopted:  December  22.  1948. 

Released:  December  23.  1948. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

(P.  R.  Doc.  48-11508;   Filed,  Dec.  31,   1»48; 
8:49  a.  m.] 


Saturday,  January  1,  1949 


FEDERAL  REGISTER 


[Docket  No«.  9194.  9196] 

ArKO-AlURICAN     Broadcastimg     Ststdi. 
Inc.  and  Kankakee  Daily  Journal  Co. 

(WKAN) 

order    DESICNATINO   APPLICATION   POR    CON- 
SOLIDATED  HEARINO   ON   STATED   ISSUES 

In  re  applications  of  Afro-American 
Broadcasting  System.  Incorporated, 
Hopkins  Park.  Illinois.  Docket  No.  9194, 
File  No.  BP-6673;  Kankakee  Daily  Jour- 
nal Company  (WKAN).  Kankakee,  Illi- 
nois. Docket  No.  9195,  File  No.  BP-6738: 
for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  22d  day  of 
December  1948; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  Afro-American  Broadcasting  System. 
Incorporated  for  a  permit  to  construct 
a  new  standard  broadcast  station  to  op- 
erate on  the  frequency  610  kc,  with  1  kw 
power  DA-1,  unlimited  time  at  Hopkins 
Park.  Illinois  and  of  Kankakee  Daily 
Journal  Company  to  change  frequency, 
power,  and  hours  of  operation  of  station 
WKAN,  Kankakee,  Illinois,  now  operat- 
ing on  the  frequency  1320  kc,  with  1  kw 
power,  daytime  only  to  the  frequency  610 
kc,  with  1  kw  power  DA-2,  unlimited 
time; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
be,  and  they  are  hereby,  designated  for 
hearing  in  a  consolidated  proceeding  at 
a  time  and  place  to  be  designated  by 
subsequent  order  of  the  Commission, 
upon  the  following  i.ssues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of 
Afro-American  Broadcasting  Sj'stem, 
Inc.,  its  officers,  directors,  and  stock- 
holders and  the  technical,  financial,  and 
other  qualifications  of  Kankakee  Daily 
Journal  Company,  its  officers,  directors 
and  stockholders  to  construct  and  oper- 
ate the  proposed  station  and  station 
WKAN  as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  station 
WKAN  as  proposed  and  the  character  of 
other  broadcast  service  available  to  those 
areas  and  populations. 

3.  To  determine  the  type  and  char- 
acter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  station  and  station 
WKAN  as  proposed  would  Involve  objec- 
tionable interference  with  stations 
WTMJ,  Milwaukee.  Wisconsin;  WHKC. 
Columbus.  Ohio;  WMT.  Cedar  Rapids. 
Iowa;  WDAP.  Kansas  City,  Missouri  or 
with  any  other  existing  broadcast  sta- 
tions and.  If  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas 
and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  station  and  Station 
WKAN  as  propKJsed  would  involve  objec- 
tionable interference  each  with  the  other 
or  with  the  services  proposed  in  any 


other  pending  applications  for  broadcast 
facilities  and,  if  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion and  station  WKAN  as  proposed 
would  be  in  compliance  with  the  Com- 
mission's rules  and  standards  of  good 
engineering  practice  concerning  stand- 
ard broadcast  stations,  with  particular 
reference  to  the  areas  and  populations 
which  may  be  expected  to  receive  satis- 
factory service. 

7.  To  determine  on  a  comparative 
basis  which,  if  either,  of  the  applications 
In  this  consolidated  proceeding  should 
be  granted. 

It  is  further  ordered,  That,  the  Jour- 
nal Company,  licensee  of  Station  WTMJ, 
Milwaukee,  Wisconsin;  United  Broad- 
casting Company,  licensee  of  Station 
WHKC,  Columbus,  Ohio;  American 
Broadcasting  Station,  Inc.,  licensee  of 
Station  WMT,  Cedar  Rapids.  Iowa;  and 
Kansas,  City  Star  Company,  licensee  of 
Station  WDAF,  Kansas  City,  Missouri, 
be,  and  they  are  hereby,  made  parties  to 
the  proceeding. 


rSBALl 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[P.  R.  Doc.  48-11509;    Tiled.  Dec.  31.   1948; 
8:49  a.  m.l 


[Docket  Nos.  8196.  9197) 

Lemoyne  College  and  Ripley 
Bro.\dcasting  Co. 

ORDER    designating   APPLICATION   FOR    CON- 
SOLIDATED  hearing    ON    STATED   ISSUES 

In  re  applications  of  Lemoyne  College, 
Memphis,  Tennessee,  Docket  No.  9196, 
Pile  No.  BP-6565:  Aaron  B.  Robinson 
tr  as  Ripley  Broadcasting  Company, 
Ripley,  Tennes.see,  Docket  No.  9197,  Pile 
No.  BP-6959;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commi-ssion,  held  at  its  offices  in 
Washington,  D.  C,  on  the  22d  day  of 
December  1948; 

The  Commis-sion  having  under  consid- 
eration the  above-entitled  applications 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  at  the 
places  specified  alxjve  to  operate  on  the 
frequency  1400  kilocycles  with  250  watts 
power,  unlimited  time; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
be,  and  they  are  hereby,  designated  for 
hearing  In  a  consolidated  proceeding  at 
a  time  and  place  to  be  designated  by  sub- 
sequent order  of  the  Commission,  upon 
the  following  is.sues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
individual  applicant  and  of  the  appli- 
cant corporation,  its  trustees  and  execu- 
tive committee  to  construct  and  operate 
the  proposed  stations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  stations  and  the  charac- 


ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

3.  To  determine  the  tjrpe  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  interference  with  stations 
KSIM.  Sikeston.  Missouri.  WTJS,  Jack- 
son, Tennessee  or  with  any  other  existing 
broadcast  stations,  and  if  so,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  in- 
volve objectionable  Interference  each 
with  the  other  or  with  the  services  pro- 
posed in  any  other  pending  applications 
for  broadcast  facilities  and,  if  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  Instal- 
lation and  operation  of  the  proposed  sta- 
tions would  be  in  compliance  with  the 
Commis.^ion's  rules  and  standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations,  with  par- 
ticular reference  as  to  whether  the  op- 
eration proposed  by  Lemoyne  College 
would  provide  adequate  nighttime  serv- 
ice to  the  Memphis,  Tennessee,  metro- 
jxilltan  area. 

7.  To  determine  the  overlap,  if  any, 
that  will  exist  between  the  service  areas 
of  the  operation  proposed  by  Aaron  B. 
Robinson  tras  Ripley  Broadca.sting 
Company  and  of  station  WDXI  at  Jack- 
son, Tennessee,  the  nature  and  extent 
thereof,  and  whether  such  overlap  if  any, 
is  in  contravention  of  §  3.35  of  the  Com- 
mission's rules. 

8.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  Sikeston 
Community  Broadcasting  Company,  li- 
cense of  Station  KSIM,  Sikeston,  Mis- 
souri, and  the  Sun  Publishing  Company, 
Inc.,  licensee  of  Station  WTJS,  Jackson, 
Tennes-see,  be.  and  they  are  hereby,  made 
parties  to  the  proceeding. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.   R.  Doc.  48-11510;    Filed,  Dec.   31,    1948; 
8:49  a.  m.| 


[Docket  Nos.  9172,  91981 

^^'achusett  Broadcasting  Co.  and  Ralio 
Fitchburg,  Inc. 

order  de.signat1nc  application  for  con- 
SOLIDATED hearing  on  stated  issues 

In  re  applications  of  Donald  L.  Cole- 
man, Albert  E.  Keleher,  J.  Gordon  Key- 
worth  and  James  L.  Spates  d/b  as 
Wachusett  Broadcasting  Company, 
Fitchburg,  Massachusetts,  Docket  No. 
9172,  File  No.  BP-6652;  Radio  Fitch- 
burg, Incorporated,  Fitchburg,  Ma.'sa- 
chusetts.  Docket  No.  9198,  File  No.  BP- 
6846;  for  construction  permits. 


At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  22d  day  of  De- 
cember 1948; 

The  Commission  having  under  con- 
sideration the  above-entitled  applications 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  at  Fitch- 
burg  Massachusetts  to  operate  on  the 
frequency  1280  kilocycles,  with  500  watts 
power,  daytime  only; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  applica- 
tions be,  and  they  are  hereby,  desig- 
nated for  hearing  in  a  consolidated  pro- 
ceeding at  a  time  and  place  to  be  desig- 
nated by  subsequent  order  of  the  Com- 
mission, upon  the  following  issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of 
the  applicant  partnership  and  the  part- 
ners and  of  the  applicant  corporation, 
Its  officers,  directors  and  stockholders  to 
construct  and  operate  the  proposed  sta- 
tions. ^  , 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  stations  and  the  char- 
acter of  other  broadcast  service  avail- 
able to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  In- 
volve objectionable  Interference  with  any 
existing  broadcast  stations  and.  If  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  Interference  each  with  the 
other  or  with  the  services  proposed  In 
any  other  pending  applications  for 
broadcast  facilities  and.  if  so.  the  na- 
ture and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  in  compliance  with  the 
CommLsslons  Rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  on  a  comparative 
basis  which.  If  either,  of  the  applications 
in  this  consolidated  proceeding  should  be 

granted. 

Feder.^l  Commttnications 

Commission, 
[se.\l]        T.  J.  Slowie, 

Secretary.  # 

|F.   R.  Doc.   48-11511:    Piled,  Dec.  31.   1948; 
8:49  a.  m.l 


[Docket   Nos.  9199,   9200,   9201) 

Cavauer  Broadcasting  Corp.  cWCAV) 
rr  AL. 

ORDER    DESIGNATTNO   APPLICATION   rOR   CON- 
SOLIDATED   HEARING    ON    STATED    ISSUES 

In  re  applications  of  Cavalier  Broad- 
casting Corporation   (WCAV),  Norfolk, 


NOTICES 

Virginia.  Docket  No.  9199.  File  No.  BP- 
6540;  Beachvlew  Broadcasting  Corpora- 
tion. Norfolk.  Virginia.  Docket  No.  9200. 
File  No.  BP-6909;  Portsmouth  Radio 
Corporation  (WSAP).  Portsmouth.  Vir- 
ginia. Docket  No.  9201.  File  No.  BP-6979; 
for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  22d  day  of 
December  1948; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  Cavalier  Broadcasting  .  Corporation 
to  change  frequency,  power,  and  hours 
of  operation  of  station  WCAV.  Norfolk. 
Virginia,  now  operating  on  the  frequen- 
cy 860  kc.  with  1  kw  power,  daytime 
only  to  frequency  1350  kc.  with  1  kw  pow- 
er DA-1.  unlimited  time  and  of  Beach- 
view  Broadcasting  Corporation  for  a 
permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1350  kc,  with  1  kw  power.  DA-N. 
unlimited  time  at  Norfolk.  Virginia  and 
of  Portsmouth  Radio  Corporation  to 
change  frequency  and  power  of  station 
WSAP.  Portsmouth.  Virginia,  now  op- 
erating on  the  frequency  1490  kc.  with 
250  watts  power,  unlimited  time  to  the 
frequency  1350  kc.  with  5  kw  power,  DA- 
2.  unlimited  time; 

It  is  ordered,  That,  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
be,  and  they  are  hereby,  designated  for 
hearing  In  a  consolidated  proceeding  at  a 
time  and  place  to  be  designated  by  sub- 
sequent order  of  the  Commission,  upon 
the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of 
Beachvlew  Broadcasting  Corporation,  Its 
officers,  directors,  and  stockholders  and 
the  technical,  financial,  and  other  quali- 
fications of  Cavalier  Broadcasting  Cor- 
poration and  Portsmouth  Radio  Corpor- 
ation, the  officers,  directors  and  stock- 
holders to  construct  and  operate  the  pro- 
posed station  and  stations  WCAV  and 
WSAP  as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  stations 
WCAV  and  WSAP  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  and  stations 
WCAV  and  WSAP  as  propo.sed  would  in- 
volve objectionable  interference  with 
station  WORK,  York.  Pennsylvania  or 
with  any  other  existing  broadcast  sta- 
tions and.  If  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas 
and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  station  and  stations 
WCAV  and  WSAP  as  proposed  would  In- 
volve objectionable  interference  each 
with  the  other  or  with  the  services  pro- 
posed In  any  other  pending  applications 
for  broadcast  facilities  and.  if  so.  the 


nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  propo.sed  sta- 
tion and  stations  WCAV  and  WSAP  as 
proposed  would  be  in  compliance  with 
the  Commission's  rules  and  standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations  with  par- 
ticular reference  to  the  assignment  of 
stations  where  objectionable  interference 
would  be  received  to  a  field  intensity 
contour  greater  than  that  specified  for 
stations  of  that  class  and  as  to  whether 
the  proposed  operations  would  provide 
adequate  service  to  the  Norfolk-Ports- 
mouth-Newport News  metropolitan  dis- 
trict. 

7.  To  determine  on  a  comparative 
basis  which,  if  any,  of  the  applications 
In  this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That.  York 
Broadcasting  Company,  licensee  of  Sta- 
tion WORK.  York.  Pennsylvania,  be. 
and  it  is  hereby,  made  a  party  to  the 
proceeding. 


[SKALl 


Federal  Commttnications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[P.  R.  Doc.  48-11412;    Piled,  Dec.  31.  1948; 
8:49  a.  m.) 


FEDERAL  POWER  COMMISSION 

(Docket  No.  E-«1841 

Secretaria  di  Recxjrsos  Hidraulicos  DK 
Mexico 

notice  or  application  for  authorization 
to  export  electric  energy 

December  27,  1948. 

Notice  is  hereby  given  that  pursuant  to 
the  provisions  of  section  202  (e)  of  the 
Federal  Power  Act.  16  U.  S.  C.  791a-«25r. 
Secretaria  de  Recursos  Hidraulicos  de 
Mexico  on  December  21,  1948,  filed  with 
the  Federal  Power  Commission  an  appli- 
cation for  authorization  by  the  Commis- 
sion to  export  energy  from  a  point  In 
Hidalgo  County.  Texas  to  Applicant's  Rio 
Bravo  camp  in  the  State  of  Tamaulipas, 
Mexico.  In  quantities  up  to  576.000  kilo- 
watt hours  annually  at  a  rate  of  supply 
not  to  exceed  100  kilowatts.  This  appli- 
cation Is  Joined  In  by  Central  Power  and 
Light  Company  which  will  supply  the 
electric  energy  to  be  exported. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
proposed  application  should,  on  or  before 
January  15,  1949,  file  with  the  Federal 
Power  Commission  a  petition  or  protest 
in  accordance  with  the  Commission's 
Rules  of  Practice  and  Regulations  under 
the  Federal  Power  Act. 


[seal] 


J.  H.  Gutride, 
Acting  Secretary. 


(F.  R.  Doc.  48-11487;    Piled.  Dec.  31.   1948; 
8:46  ft.  xa.\ 


Saturday,  January  J,  1949 


FEDERAL  REGISTER 


SECURITIES  AND  EXCHANGE 
COMMISSION 

IPlle  No«.  64-92,  69-14,  64-19] 

New  England  Poweb  Assn.  bt  al. 

order  regarding  reorganization  fees  and 
expenses 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  23d  day  of  December  A.  D.  1948. 

In  the  matter  of  New  England  Power 
Association.  Massachusetts  Power  and 
Light  Associates.  North  Boston  Lighting 
Properties,  the  Rhode  Island  Public  Serv- 
ice Company.  Massachusetts  Utilities  As- 
sociates Common  Voting  Trust,  Massa- 
chusetts Utilities  Associates,  File  Nos. 
54-92.  59-14.  54-19. 

The  Commission  having  on  March  14, 
1946,  approved  an  amended  plan  of  sim- 
plification filed  by  New  England  Power 
Association  (now  New  England  Electric 
System  >,  a  registered  holding  company, 
and  by  its  then  subsidiary  subholdlng 
companies.  Massachusetts  Power  and 
Light  Associates,  North  Boston  Lighting 
Properties.  The  Rhode  Island  Public 
Service  Company.  Massachusetts  Utili- 
ties Associates  Conunon  Voting  Trust 
and  Massachusetts  Utilities  Associates, 
pursuant  to  the  provisions  of  section  11 
(e)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  but  having  reserved 
jurisdiction  to  approve,  di.sapprove.  mod- 
ify, allocate  or  award  by  further  order  or 
orders  herein  all  fees  or  other  compensa- 
tion and  all  remuneration  of  expenses 
claimed  or  thereafter  to  be  claimed  In 
connection  with  the  amended  plan,  the 
tranjactlons  Incident  thereto  and  the 
consummation  thereof;  and 

Numerous  persons  having  filed  appli- 
cations for  approval  of  payment  to  them 
out  of  the  corporate  estate.  New  England 
Electric  System,  of  fees  and  expenses  in 
said  connection:  and 

A  public  hearing  having  been  held,  and 
the  Commission  having  considered  the 
record  and  having  this  day  made  and 
filed  Its  findings  and  opinion  herein; 

It  is  hereby  ordered,  That  the  appli- 
cations of  the  following  named  persons 
be  and  are  hereby  approved  In  the 
amounts  Indicated  and  not  otherwise: 

Ropes.  Gray,  Best,  Coolldge  L  Rugg. 
principal  attorneys  for  the  proponents — 
$170,000  for  fees  and  $1,674.37  for  dis- 
bursements, less  $79,500  heretofore  paid 
on  account  of  fees  and  $1,091.94  hereto- 
fore paid  on  account  of  disbursements; 

Ely.  Bradford,  Thompson  It  Brown,  co- 
counsel  for  proponents — $3,000  for  fees, 
which  amount  has  heretofore  been  paid 
In  full; 

Bingham.  Dana  Si  Gould,  attorneys  for 
certain  lending  banks — $5,000  for  fees; 

Merrill  Lynch.  Pierce,  Fenner  &  Beane, 
financial  advisers — $25,000  for  compen- 
sation; 

Old  Colony  Trust  Company,  exchange 
agent — $58,015.84  for  services  to  Decem- 
ber 31,  1947,  and  on  the  same  basis  for 
services  thereafter; 

Irving  Trust  Company,  co-exchange 
agent — $7,014.08  for  services  to  Decem- 


ber 31, 1947  and  on  the  same  basis  there- 
after; 

Winthrop,  Stlmson,  Putnam  L  Rob- 
erts, attorneys  for  The  Rhode  Island 
Public  Service  Company  Preferred  Stock- 
holders' Committee — $20,000  for  fees  and 
$1,919.50  for  disbursements; 

Hinckley,  Allen,  Tllllnghast  k  Wheeler, 
co-counsel  for  said  committee — $15,000 
for  fees  and  $2,465.50  for  disbursements; 

Rels  L  Chandler,  Inc.,  Financial  advis- 
ers to  said  committee — $20,000  for  com- 
pensation and  $661.80  for  disbursements; 

The  Rhode  Inland  Public  Service  Com- 
pany Preferred  Stockholders'  Commit- 
tee— $3,996.47  for  disbursements. 

It  is  further  ordered.  That  the  appli- 
cations of  the  following  named  persons 
be  and  are  hereby  denied  In  toto: 

Lyons  b  Black,  attorneys  for  certain 
preferred  stockholders  of  Massachusetts 
Power  and  Light  Associates; 

John  Q.  Tilson.  attorney  for  certain 
other  preferred  stockholders  of  the  same 
company; 

Matthew  Lahtl,  a  preferred  stock- 
holder of  Massachusetts  Power  and  Light 
Associates,  North  B«ston  Lighting  Prop- 
erties, and  The  Rhode  Island  Public 
Service  Company; 

Herrick,  Smith,  Donald.  Farley  k 
Ketchum  (Henry  R.  Guild  >.  attorneys 
for  certain  preferred  stockholders  of  New 
England  Power  Association. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

(F.  R.  Doc.  48-11480;    Filed,  Dec.  31,   1948; 
8:46  a.  m.] 


fPile  Nos.  70-326,  59-22,  54-73] 

North  American  Gas  and  Electric  Co. 
AND  Loeb  k  Eames,  Inc. 

suppplemental   order   releasing    juris- 
diction over  fees  and  expenses 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  24th  day  of  December  1948. 

The  Commission,  by  order  dated  May 
17,  1945  (Holding  Company  Act  Release 
No.  5805),  having  released  Jurisdiction 
over  fees  and  expenses  In  connection  with 
an  Amended  Plan,  filed  pursuant  to  Sec- 
tion 11  (e)  of  the  Public  Utility  Holding 
Company  Act  of  1935,  providing  for  the 
liquidation  and  dissolution  of  North 
American  Gas  and  Electric  Company 
("North  American"),  a  registered  hold- 
ing company,  on  the  basis  of  schedules 
and  estimates  of  fees  and  expenses  In- 
curred prior  to  December  14,  1944,  and 
thereafter  to  be  incurred;  and 

It  now  appearing  from  the  Second  and 
Final  Report  of  North  American,  dated 
December  21,  1948,  and  from  statements 
filed  by  its  counsel  and  auditors,  that 
services  have  been  performed  and  fees 
and  expenses  Incurred  In  excess  of  said 
estimates,  as  appears  from  the  following 
schedule: 


Per 

Per  final 

i<H4 

report 

esti- 
D>ate 

FeegauiJexp^nsfgofSeibert  A  Ri0:s: 

As  counsel  (or  North  Amerioui 

$3,800.79 

rmn 

As  Pounspl  for  Loeb  A  Eanies,  Inc  . 

256.70 

For  expensf's  of  final  audit  by  lude- 

pcndent  acrouniants    .  ..     . 

326.00 

200.00 

Cost  of  publication  ol  notices  by  Loeb 

A  Eames,  Inc                                .  . 

88.14 

20.00 

For  services  of  The  Continental  Bank 

&  Trust  Co.  cf  Now  York  in  dis- 

trihutinjt   dividends   received    on 

Colonial  Ice  Co.  common  stock 

ISO.  00 

It  further  appearing  that  the  aggre- 
gate of  fees  and  expenses  paid  and  pro- 
posed to  be  paid  according  to  the  final 
report  are  not  substantially  in  excess  of 
the  total  accounts  approved  In  said  order 
dated  May  17,  1945.  and  that  the  items 
set  forth  above  represent  necessary  serv- 
ices and  are  not  unreasonable  in  amount: 

It  is  ordered.  That  Jurisdiction  be  and 
It  Is  hereby  released  with  re.spect  to  the 
payment  of  fees  and  expenses  in  the 
amounts  set  forth  In  said  second  and 
final  report  of  North  American. 

By  the  Commission. 

[  SE al  ]  Or  v AL  L.  DuBois, 

Secretary. 

[P.  R.   Doc.  48-11479:    Piled,  Dec.  31,   1948: 
8:46  a.  m.] 


(File  No.  70-19911 
Upper  Peninsula  Power  Co. 

ORDER    granting    APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C, 
on  the  27th  day  of  December  A.  D.  1948. 

Upper  Peninsula  Power  Company 
("Upper  Penin.sula"),  a  subsidiary  of 
both  Consolidated  Electric  and  Gas  Com- 
pany and  The  Middle  West  Corporation, 
both  registered  holding  companies,  hav- 
ing filed  an  application,  and  an  amend- 
ment thereto,  with  this  Commission  pur- 
suant to  section  6  (b)  of  the  Public  Util- 
ity Holding  Company  Act  of  1935  ("act") 
for  exemption  from  the  provisions  of  sec- 
tions 6  (a)  and  7  thereof  in  respect  of  the 
following  proposed  transactions : 

Upper  Peninsula  proposes  to  i.ssue  and 
sell  to  The  Travelers  Insurance  Company 
at  face  amount,  $400,000  principal 
amount  of  its  First  Mortgage  Bonds,  4% 
Series  due  1978,  dated  December  1,  1948. 
Such  bonds  will  be  issued  under  and  se- 
cured by  the  Indenture  of  Mortgage 
dated  May  1.  1947  of  Upper  Peninsula 
to  the  City  National  Bank  and  Trust 
Company  of  Chicago  as  amended  by  a 
Supplemental  Indenture  to  be  dated 
December  1,  1948. 

The  net  proceeds  of  such  sale  will  be 
used  by  Upper  Peninsula  to  retire  its 
presently  outstanding  $200,000  2'/2% 
bank  note  and  any  additional  notes 
which  may  be  Issued  prior  to  the  sale  of 
.such  bonds,  for  property  additions  and 
betterments,  and  to  provide  working 
capital;  and 

Said  application  having  been  filed  on 
October  29,  1948  and  notice  of  filing  hav- 
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Ing  been  duly  given  iii  the  form  and 
manner  prescribed  In  Rule  U-23  under 
said  act,  and  the  Commission  not  having 
received  a  request  for  hearing  In  respect 
of  said  application  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon: 
and 

The  Issue  and  sale  of  such  bonds  hav- 
ing been  expressly  authorized  by  the 
Michigan  Public  Service  Commission,  the 
State  commission  of  the  State  in  which 
Upper  Peninsula  is  organized  and  doing 
business;  and 

Applicant  having  requested  that  the 
Commission's  order  granting  said  appli- 
cation become  effective  forthwith  upon 
issuance;  and 

The  Commission  finding  with  respect 
to  said  application,  as  amended,  that  the 
issue  and  sale  of  securities  as  proposed 
meets  the  requirements  of  section  6  (b) 
of  the  act  for  exemption  from  the  pro- 
visions of  sections  6  (a>  and  7  and  find- 
ing no  basis  for  imposing  terms  and  con- 
ditions with  respect  thereto  and  deem- 
ing it  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers to  grant  said  application  and  the 
request  of  Upper  Peninsula: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act 
and  subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24,  that  said  appli- 
cation, as  amended,  be,  and  hereby  is, 
granted  and  permitted  to  become  effec- 
tive forthwith. 

By  the  Commission. 

IsEALl  Orval  L.  DuBois, 

Secretary. 

IF.   R.   Doc.  48-11477:    Piled,  Dec.  31.   1948; 
8  46  a.  m.l 


IPUe  No.  70-2011) 

Gulf  Power  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  27th  day  of  December  1948. 

Gulf  Power  Company  ("Gulf ") .  a  pub- 
lic utility  subsidiary  of  The  Southern 
Company,  a  registered  holding  company 
and  a  wholly  owned  subsidiary  of  The 
Commonwealth  &  Southern  Corporation, 
also  a  registered  holding  company,  hav- 
ing filed  a  declaration  and  an  amend- 
ment thereto  pursuant  to  sections  6  (a) 
and  7  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  (the  "act"),  with  re- 
spect to  the  following  proposed  trans- 
actions ; 

Gulf  proposes  to  issue  and  sell  an 
aggregate  of  $1,000,000  principal  amount 
of  its  First  Mortgage  Bonds.  3'8 "°  Series, 
due  1978.  to  be  dated  as  of  April  1.  1948 
and  to  be  issued  under  and  secured  by 
Gulf's  present  Indenture  dated  as  of 
September  1.  1941.  as  supplemented  by 
Indentures  dated  as  of  April  1.  1944  and 
as  of  April  1,  1948.  The  bonds  will  be 
sold  for  cash  at  private  sale  to  institu- 
tional investors  at  98.58'^  of  the  principal 
amount  thereof,  plus  accrued  Interest 
from  October  1,  1948.  to  the  date  of  de- 
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livery.  The  proceeds  from  the  sale  of 
the  new  bonds  will  be  used  to  provide 
a  portion  of  the  funds  re^iulred  by  Gulf 
for  the  construction  or  acquisition  of 
property  additions  to  its  utility  plant. 

Gulf  also  proposes,  prior  to  the  is- 
suance of  the  bonds,  to  Increase  the 
stated  capital  represented  by  its  out- 
standing common  stock  from  $2,665,000 
to  $6,560,000  by  the  transfer  of  $3,895,000 
from  earned  surplus  to  common  stock 
capital  account. 

The  declaration  having  been  filed  on 
December  2,  1948  and  an  amendment 
thereto  having  been  filed  on  December 
21.  1948  and  notice  of  said  filing  having 
been  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  said  declaration  as 
amended  within  the  period  specified  in 
said  notice  or  otherwise  and  not  having 
ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  declaration  as  amended  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  tb^  rules  promulgated 
thereunder  are  satisfied  and  that  no  ad- 
verse findings  are  necessary,  and  deem- 
ing it  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers to  permit  said  declaration  as 
amended  to  become  effective. 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act 
and  subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24.  that  said  decla- 
ration as  amended  be,  and  the  same 
hereby  is,  permitted  to  become  effective 
forthwith. 

By  the  Commission. 

I  SEAL  1  Orval  L.  DuBois. 

Secretary. 

IF.   R.  Doc.   48-11478:    Filed.   Dec.  31.   1948; 
8:46  a.  m.) 


The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  rules  thereunder  are  satis- 
fled,  and  deeming  it  appropriate  in  the 
public  Interest  and  In  the  interests  of  In- 
vestors and  consumers  that  said  declara- 
tion be  permitted  to  become  effective: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  con- 
ditions prescribed  In  Rule  U-24.  that  the 
declaration  be,  and  the  same  hereby  is, 
permitted  to  become  effective.     • 

By  the  Commission. 

I  seal]  Orval  L.  DuBois, 

Secretary. 

|F.   R.  Doc.  48-11481;    Filed.  Dec.  31.   1948; 
8:46  a.  m.) 


I  File  No.  70-2014) 

Columbia  Gas  System,  Inc. 

ORDER   permitting  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  28th  day  of  December  1948. 

The  Columbia  Gas  System,  Inc.  ("Co- 
lumbia"), a  registered  holding  company, 
having  filed  a  declaration  pursuant  to 
section  12  (b)  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  and  Rule  U-45 
promulgated  thereunder,  regarding  the 
making  of  a  cash  contribution  of  $500,000 
to  Binghamton  Gas  Works,  a  wholly 
owned  subsidiary  of  Columbia,  such  con- 
tribution to  be  u.sed  by  Binghamton  for 
construction  and  other  corporate  pur- 
poses; and 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated,  pursuant  to 
said  act.  and  the  Commission  not  hav- 
ing received  a  request  for  hearing  with 
respect  to  said  declaration  within  the 
period  specified  In  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 
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ADTHoarrr:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong  .  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193. 
July  6.  1942.  3  CPR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

IVestlng  Order   12530) 

Theresa  Tremmel 

In  re:  Securities  owned  by  and  debts 

owing  to  Theresa  Tremmel.  also  known 

as  Therese  Tremmel  and  as  Therese  Hien 

•Tremmel.    F-28-663-A-1 ;  D-1  D-4 ;  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Theresa  Tremmel.  also  known 
as  Therese  Tremmel  and  as  Therese  Hien 
Tremmel.  whose  last  known  address  is 
4a  Walderdorf  Strasse.  Regensberg.  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) : 

2.  That  the  property  described  as  fol- 
lows: 

a.  Four  (4>  shares  of  capital  stock  of 
Chicago  Beach  Hotel.  Inc..  Chicago.  Illi- 
nois, a  corporation  organized  under  the 
laws  of  the  State  of  Illinois,  evidenced  by 
a  certificate  numbered  3179.  and  pres- 
ently in  the  custody  of  Illinois  Securities 
Company.  66  North  Chicago  Street.  Jo- 
liet.  Illinois,  together  with  all  declared 
and  unpaid  dividends  thereon. 

b.  Ten  (10 »  shares  of  no  par  value 
common  capital  stock  of  South  Parkway 
Building  Corp..  231  South  La  Salle  Street, 
Chicago.  Illinois,  evidenced  by  a  certifi- 
cate numbered  1382.  and  presently  In  the 
custody  of  Illinois  Securities  Company, 
66  North  Chicago  Street.  Joliet.  Illinois, 
together  with  all  declared  and  unpaid 
dividends  thereon, 

c.  Ten  (10)  shares  of  capital  stock  of 
Kentucky  Boone  Coal  Company.  134 
South  La  Salle  Street.  Chicago.  Illinois, 
evidenced  by  a  certificate  numbered  350, 
and  presently  In  the  custody  of  Illinois 
Securities  Company.  66  North  Chicago 
Street.  Joliet.  Illinois.  toRether  with  all 
declared  and  unpaid  dividends  thereon, 

d.  Pour  (4)  Chicago  Beach  Hotel.  Inc., 
income  bonds  of  $30.00  face  value  each, 
bearing  the  numbers  H615  to  H618.  inclu- 
sive, and  presently  In  the  custody  of  Illl- 
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nois  Securities  Company,  66  North  Chi- 
cage  Street.  Joliet.  Illinois,  together  with 
any  and  all  rights  thereunder  and 
thereto, 

e.  One  (1)  431  Oakdale.  Inc.,  bond  of 
$50.00  face  value,  bearing  the  number 
L454,  presently  in  the  custody  of  Illinois 
Securities  Company,  66  North  Chicago 
Street.  Joliet.  Illinois,  together  with  any 
and  all  rights  thereunder  and  thereto, 

f.  Three  (3)  2501  Winnemac  Building 
Corporation.  5%,  Income  bonds  of  $100.00 
face  value  each,  bearing  the  numbers 
C599  to  C601.  Inclusive,  and  presently  In 
the  custody  of  Illinois  Securities  Com- 
pany. 66  North  Chicago  Street,  Joliet, 
Illinois,  together  with  any  and  all  rights 
thereunder  and  thereto,  and  any  and  all 
rlght»  under  any  outstanding  dividend 
checks, 

g.  That  certain  debt  or  other  obliga- 
tion of  Illinois  Securities  Company,  66 
North  Chicago  Street,  Joliet,  Illinois,  In 
the  amount  of  $471.90.  as  of  November 
13.  1945.  representing  the  proceeds  from 
the  sale  of  shares  of  Lincoln  Richard 
Hotel,  Inc..  capital  stock,  evidenced  by  a 
certificate  numbered  102.  and  those 
checks  in  payment  thereof,  drawn  by 
said  Illinois  Securities  Company.  66 
North  Chicago  Street.  Joljet.  Illinois, 
payee  for  Lincoln  Richard  Hotel.  Inc.. 
dated  and  in  the  amounts  as  set  forth 
below: 
Date :  -  Amount 

May  21.  1942 »48.  40 

May  20.  1943 48.40 

May  25.  1944 30.25 

Nov.  13.  1945. 344.85 

Which  checks  are  presently  In  the  custody 
of  Illinois  Securities  Company.  66  North 
Chicago  Street.  Joliet.  Illinois,  together 
with  any  and  all  rights  to  demand,  en- 
force and  collect  the  aforesaid  debt  or 
other  obligation,  and  all  rights  in,  to  and 
under,  including  particularly  the  right  to 
possession  and  presentation  for  collec- 
tion and  payment  of  the  aforesaid 
checks. 

h.  That  certain  debt  or  other  obliga- 
tion of  City  National  Bank  and  Trust 
Company  of  Chicago.  208  South  La  Salle 
Street.  Chicago  90.  Illinois,  in  the  amount 
$178.25.  as  of  August  14.  1948,  represent- 
ing dividends  on  South  Parkway  Build- 
ing Corporation  stock,  and  those  checks 
In  payment  thereof,  drawn  by  said  City 
National  Bank  and  Trust  Company  of 
Chicago,  as  dividend  agent  for  South 
Parkway  Building  Corporation  payable 
to  Mrs.  Therese  Tremmel.  numbered, 
dated  and  in  the  amounts  as  set  forth 
below : 

Number  and  date:  Amount 

100965— Feb.  8,  1940 $10.00 

135303— Feb.  11.  1941 — 10  00 

172192— Feb.  10.  1942 15.  00 

189830— Aug.  15.  1942 —  -  7.25 

206528— Feb.  11.  1943- - 10.  00 

220357— July  28.  1943 7.00 

232182— Feb.  7.  1944 -—  10.  60 

246467— Aug.  15.  1944 - 10.50 

259003— Feb.  9.  1945. —  12.  25 

275432— Aug.  31,  1945 12.25 

286180— Feb.  11.  1948 12.  25 

298845— Aug.  13,  1946— - 12.25 

309246— Feb.  10.1947. 12.25 

318511— Aug.  15.  1947 12.25 

325834— Feb.  10.  1948. 12.  25 

004685— Aug.  14.  1948 — .-  12.  25 

which  checks  are  presently  in  the  cus- 
tody of  City  National  Bank  and  Trust 
No.  1 2 
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Company  of  Chicago,  208  South  La  Salle 
Street,  Chicago  90,  Illinois,  together  with 
any  and  all  rights  to  demand,  enforce 
and  collect  the  aforesaid  debt  or  other 
obligation,  and  all  rights  in,  to  and 
under,  including  particularly  the  right 
to  possession  and  presentation  for  collec- 
tion and  payment  of  the  aforesaid 
checks. 

1.  That  certain  debt  or  other  obliga- 
tion of  City  National  Bank  and  Trust 
Company  of  Chicago.  208  South  La  Salle 
Street.  Chicago  90.  Illinois,  in  the  amount 
of  $86.89.  as  of  September  1,  1948.  repre- 
senting interest  on  2501  Winnemac 
Building  Corporation  bonds,  and  those 
checks  In  payment  thereof,  drawn  by  said 
City  National  Bank  and  Trust  Company 
of  Chicago,  as  Trustee  for  2501^Winne- 
mac  Building  Corporation,  payable  to 
Theresa  Tremmel,  numbered,  dated  and 
in  the  amounts  as  set  forth  below: 

Number   and  Date:  Amount 

105042— Mar.  1.  1940 W.  75 

159374— Sept.   2.    1941. __ 6.28 

176093— Mar.  2,  1942. 5.44 

194046— Sept.  1.  1942 5.44 

210189— Mar.  1.  1943.- 5.25 

223974— Sept.  1.  1943. 5.25 

236253 — ^Mar.  1,  1944 5.25 

248896— Sept.  1.  1944 5.25 

262228— Mar.  1.  1945 5.25 

274653 — Sept.  1.  1945.. .-  5.25 

288327— Mar.  1.  1946 5.25 

301067— Sept.  3.  1946 5.25 

310582— Mar.  1.  1947 5.25 

319353— Sept.  2.  1947 5.25 

326884— Mar.  1.  1948 5.25 

005350— Sept.  1.  1948 5.25 

which  checks  are  presently  in  the  cus- 
tody of  City  National  Bank  and  Trust 
Company  of  Chicago.  208  South  La  Salle 
Street.  Chicago  90.  Illinois,  together  with 
any  and  all  rights  to  demand,  enforce  and 
collect  the  aforesaid  debt  or  other  obli- 
gation, and  all  rights  In,  to  and  under. 
Including  particularly  the  right  to  pos- 
session and  pre.sentation  for  collection 
and  payment  of.  the  aforesaid  checks, 

j.  One  (1)  participation  certificate  for 
one  (1)  share  of  capital  stock  of  431 
Oakdale.  Inc..  231  South  La  Salle  Street. 
Chicago.  Illinois,  bearing  the  number  639, 
and  presently  in  the  custody  of  Illi- 
nois Securities  Company,  66  North  Chi- 
cago Street.  Joliet,  Illinois,  together  with 
any  and  all  rights  thereunder  and  there- 
to. 

k.  One  (1)  participation  certificate 
for  twenty  (20)  .shares  of  preferred  capi- 
tal .stock  of  Lincoln-Winnemac  Build- 
ing Trust.  Chicago.  Illinois,  bearing  the 
number  300,  and  presently  in  the  cus- 
tody of  Illinois  Securities  Company,  66 
North  Chicago  Street.  Joliet.  Illinois,  to- 
gether with  any  and  all  rights  thereun- 
der and  thereto,  and 

1.  One  (1)  participation  certificate  for 
four  (4)  shares  of  common  capital  stock 
of  Lincoln-Winnemac  Building  Trust, 
Chicago,  Illinois,  bearing  the  number  297. 
and  presently  in  the  custody  of  Illinois 
Securities  Company,  66  North  Chicago 
Street.  Joliet,  Illinois,  together  with  any 
and  all  rights  thereimder  and  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Theresa  Trem- 
mel, also  known  as  Therese  Tremmel  and 


as  Therese  Hien  Tremmel.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagr^h  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  15.  1948. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.  R.  Doc.  48-11514;    Filed.  Dec.  31,   1948; 
8:49  a.  m.] 


[Vesting  Order  12535) 
Marie  Bense 


In  re :  Stock  owned  by  and  debt  owing 
to  Marie  Bense.    F-28-25188-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Marie  Bense.  whose  last  known 
address  Is  Marien  Strasse  18.  Jena  Saale. 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
(Germany).; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Three  (3)  shares  of  $100  par  value 
common  capital  stock  of  American  Tele^ 
phone  and  Telegraph  Company,  l£l 
Broadway,  New  York.  New  York,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  New  York,  evidenced  by  2  cer- 
tificates numbered  W  N  62415  for  t#o 
shares  and  L  113568  for  one  share,  reg- 
istered In  the  name  of  Mrs.  Marie  Bense, 
and  presently  in  the  custody  of  the  Fed- 
eral Reserve  Bank.  Foreign  Funds  Con- 
trol Department,  for  the  account  of  .the 
Secretary  of  the  Treasury,  33  Liberty 
Street.  New  York.  New  York,  pursuant  to 
General  Ruling  No.  5  of  Executive  Order 
8389.  as  amended,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Marie  Bense.  by  American 
Telephone  and  Telegraph  Company,  195 
Broadway.  New  York.  New  York.  In  the 
amount  of  $4.53  as  of  February  28,  1946. 
representing  proceeds  arising  out  of  the 
sale    of    subscription    rights    acqtUred 
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through  ownership  of  the  three  shares  of 
stock  referred  to  in  subparagraph  a  here- 
of, together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
wiihin  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  CiPterminations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16.  1948. 

For  the  Attorney  General. 

I  SEAL  ]  DaVTO  L.  BaZELON, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.  R.  Doc.  48-11516;   Filed,  Dec.  81,  1948; 
8:50  a.  m.] 


[Vesting  Order   12561] 
Karolina  Maria  Schaat,  et  al. 

In  re:  Bank  accounts  owned  by  Karo- 

lina  Maria  Schaaf,  Hermann  Heydecke. 

Albert  Gumpert  and  Otto  Steffan.    F-2a- 

— 29253-E-l,  F-28-29256-E-1.  P-2a-29257- 

E-1.  F-28-29258-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law,  after  investigation,  it  is  hereby 
found: 

1.  That  Karolina  Maria  Schaaf.  Her- 
mann Heydecke,  Albert  Gumpert  and 
Otto  Steffan,  each  of  whose  last  known 
address  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
'  tlon  owing  to  Karolina  Maria  Schaaf,  by 
Hoboken  Bank  for  Savings.  Washington 
Street  corner  First  Street,  Hoboken,  New 
Jtiisey.  arising  out  of  a  savings  account, 
account  number  169404,  entitled  Karo- 
lina Maria  Schaaf,  maintained  at  the 


aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Hermann  Heydecke,  by 
Hoboken  Bank  for  Savings,  Washington 
Street  corner  First  Street.  Hoboken,  New 
Jersey,  arising  out  of  a  savings  account, 
account  number  131280,  entitled  Her- 
mann Heydecke,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Albert  Gumpert.  by  Ho- 
boken Bank  for  Savings.  Washington 
Street  corner  First  Street,  Hoboken,  New 
Jersey,  arising  out  of  a  savings  account, 
account  number  181576,  entitled  Albert 
Gumpert,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

d.  That  certain  debt  or  other  obliga- 
tion owing  to  Otto  Steffan,  by  Hoboken 
Bank  for  Savings,  Washington  Street 
corner  First  Street,  Hoboken.  New  Jersey, 
arising  out  of  a  savings  account,  account 
number  136944.  entitled  Sophie  or  Otto 
Steffan.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

e.  That  certain  debt  or  other  obliga- 
tion owing  to  Otto  Steffan,  by  Hoboken 
Bank  for  Savings,  Washington  Street 
corner  First  Street.  Hoboken.  New  Jersey, 
arising  out  of  a  savings  account,  account 
number  164443,  entitled  Otto  or  Sophie 
Steffan.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coimtry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16,  1948. 

For  the  Attorney  General. 

[SEAL]  DaTIO  L.  BaZELON. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.  B.  Doo.  4a-11417:   PUed.  Dec.  89,   1948; 
9:18  a.  m.] 


(Vesting  Order  12663] 
Cbustian  Sno-KB 

In  re:  Bank  account  owned  by  Chris- 
tian Semler.    F-28-3880-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found : 

1.  That  Christian  Semler,  whose  last 
known  address  is  Westhofen.  Hessen, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Christian  Semler,  by  Bank 
of  New  York.  48  Wall  Street.  New  York 
15.  New  York,  arising  out  of  a  custodian 
account,  entitled  Christian  Semler, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  ift  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coim- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country''  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  48-11418;    Filed,  Dec.  29,    1948; 
9:18  a.  m] 


[Vesting  Order  125681 


FrIXDRICH  BaUR  AMD  LlSEL  BaUR 

In  re:  Rights  of  Friedrich  Baur  and 
Llsel  Baur  under  insurance  contract. 
Pile  No.  F-28-«379-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Friedrich  Baur  and  Lisel  Baur, 
whose  last  known  address  is  Germany, 
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are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  202886,  Issued  by 
the  West  Coast  Life  Insurance  Company, 
San  Francisco,  California,  to  Friedrich 
Baur.  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  Friedrich 
Baur  or  Lisel  Baur,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelow, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   48-11518;    Piled,  Dec.  31.    1948; 
8:50  a.  m.J 


[Vesting  Order  12559] 
Joseph  F.  Dann 


3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  the  trust 
created  imder  the  will  of  Joseph  F.  Dann, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) : 

4.  That  such  property  is  in  the  process 
of  administration  by  the  Berks  County 
Trust  Company,  as  trustee,  acting  under 
the  judicial  supervision  of  the  Orphans' 
Court  of  Berks  County,  Reading,  Penn- 
sylvania; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
helrs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Elea- 
nore  (Lena)  Schneider,  deceased;  of  Jo- 
hanna Dann,  deceased;  of  Barbara  Koe- 
niger,  deceased;  of  Eva  Dann,  deceased, 
and  of  Helene  Heinrich,  deceased,  are 
not  within  a  designated  enemy  coimtry. 
the  natlOTial  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany) 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.  R.  Doc.  48-11517;    Filed,  Dec.  31.   1948; 
8:50  a.  m.] 


In  re:  Trust  under  will  of  Joseph  F. 
Dann,  deceased.  File  No.  D-28-12483; 
E.  T.  sec.  16695. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Christina  Kraus.  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  do\niclliary  per.sonal  rep- 
resentatives, helrs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Eleanore  (Lena)  Schneider, 
deceased;  of  Johanna  Dann,  deceased; 
of  Barbara  Koeniger,  deceased;  of  Eva 
Dann,  deceased,  and  of  Helene  Heinrich, 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 


to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
livera!?le  to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.   R.   Doc.  48-11518:    Filed.  Dec.   31,   1948; 
8:60  a.  m.] 


[Vesting  Order  125601 
Anna  Emilia  Eisenach 

In  re :  Rights  of  Anna  Emilia  Eisenach 
under  insurance  contract.  File  No.  F- 
28-28548-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Anna  Emilia  Eisenach,  whose 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

(2)  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  4764,  issued 
by  the  Philadelphia  Life  Insurance  Com- 
pany, Philadelphia,  Pennsylvania,  to 
Conrad  Eisenach,  together  with  the  right 


[Vesting  Order  12561] 
Robert  Ihde 


In  re:  Estate  of  Robert  Ihde,  deceased. 
File  No.  D-28-12462,  E.  T.  sec.  16674. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found : 

1.  That  Franz  Wllhelm  Ihde.  Carl 
Ihde.  Johanna  Flncke,  Auguste  Wilhel- 
mine  Moller,  Robert  Lissowski,  Herta 
Margarete  Loh,  Emma  Marie  Sophie 
Pauls,  Elisabeth  Wllhelmlne  Lamp  and 
Georg  Moller.  whose  last  known  address 
is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  sum  of  $4,110.94  deposited 
on  May  1.  1946  with  the  Michigan  State 
Board  of  Escheats.  Lansing  3,  Michigan, 
by  Cyrus  M.  Poppen.  administrator  of 
the  Estate  of  Robert  Ihde.  deceased,  pur- 
suant to  an  order  of  the  Probate  Court 
of  Muskegon  County,  Michigan,  includ- 
ing increments  thereon  and  subject  to 
any  lawful  fees  and  disbursements  of 
the  Michigan  State  Board  of  Escheats, 

is  property  within  the  United  States, 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
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nationals  of  a  designated  enemy  coun< 
try  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
December  20.  1948. 

For  the  Attorney  General. 

[SKAL]  David  L.  Bazblon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.  Doc.  48-11519;    Piled,  Dec.  31.    1948; 
8:50  a.  m.) 


(Vesting  Order  12564] 
Jenny  Kraney  and  Hans  Kraney 

In  re:  Rights  of  Jenny  Kraney  and 
Hans  Kraney  under  insurance  contract. 
Pile  No.  F-28-127-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  rs  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Jenny  Kraney  and  Hans 
Kraney,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  The  net  proceeds  due  or  to  become 
due  under  an  annuity  contract  evidenced 
by  policy  No.  49,751.  Lssued  by  the  New 
York  Life  Insurance  Company.  New  York. 
New  York,  to  Wilhelmina  Mohr  L  Jenny 
Kraney.  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  l)ehalf  of,  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control,  by  Jenny 
Kraney  and  Hans  Kraney,  the  aforesaid 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

Ail  determinations  and  all  action  re- 
quired   by   law,   including    appropriate 


NOTICES       ' 

consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  hi  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
E>ecember  20.  1948. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.   R.   Doc.   4S-11520;    Filed,   Dec.   31,    1948; 
8:50  a.  m.  I 


[Vesting  Order  125651 
Kenzo  MIURA 


In  re:  Rights  of  Kenzo  Miura  under 
Insurance  contract.  Pile  No.  F-3ft-3486- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found : 

1.  That  Kenzo  Miura.  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  267,281. 
Issued  by  The  Canada  Life  Assurance 
Company.  Toronto,  Canada,  to  Kenzo 
Miura,  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds (including  without  limitation  the 
right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States). 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  fhat  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.  C.  on 
December  20.  1948. 

For  the  Attorney  General. 

[sXALl  David  L.  Bazelon, 

Assistant  Attorney  GeneraJ, 
Director,  Office  of  Alien  Property. 

[P.  R.  Doc.  48-U531:   PUed,  Dec.  SI.   1948; 
8:50  a.  in.| 


[Vesting  Order   13666 1 
Eisaburo  Natsuhaua 

In  re:  Rights  of  Eisaburo  Natsuhara 
under  insurance  contract.  Pile  No.  I>- 
39-9139-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  ELsaburo  Natsuhara,  whose 
last  known  address  Is  Japan,  Is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  441,866.  Issued 
by  The  Manufacturers  Life  Insurance 
Company,  Toronto,  Ontario,  Canada,  to 
Eisaburo  Natsuhara,  together  with  the 
right  to  demand,  receive  and  collect 
said  net  proceeds  (Including  without  limi- 
tation the  right  to  proceed  for  collection 
against  branch  ofBces  and  legal  re- 
serves maintained  in  the  United  States). 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  Is 
evidence  of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated 
enemy  coimtry  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liqiildated.  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  userf  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alie%i  Property. 

[P.  R.  Doc.  48-11622;    Filed,  Dec.  81,   1948; 
8:51  a.  m.l 
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[Vesting  Order  125671 
Seisaburo  Ono 

In  re:  Rights  of  Seisaburo  Ono  under 
Insurance  contract.  Pile  No.  D-39- 
19073-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 
'1.  That  Seisaburo  Ono,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  'Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  378.153.  issued 
by  The  Manufacturers  Life  Insurance 
Company.  Toronto;  Canada,  to  Seisaburo 
Ono.  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds  (in- 
cluding without  limitation  the  right  to 
proceed  for  collection  against  branch 
offices  and  legal  reserves  maintained  In 
the  United  States), 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan ». 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  ot  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
December  20.  1948. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.  R.  Doc.  48-11523;    Filed.  Dec.  31,   1948; 
8:51  a.  m.l 


1.  That  MatsumI  Watanabe.  whose 
last  known  address  Is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.044,880.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal.  Quebec,  Canada,  to 
Morio  Watanabe.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (Including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained In  the  United  States ) . 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined:. 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  term^  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.  R.   Doc.   48-11524;    Filed,  Dec.   31,   1948; 
8:51  a.  m.) 


[Vesting  Order  125691 
MATstTMi  Watanabe 


the  right  to  demand,  receive  and  collect 
said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  oold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescrit>ed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.  R.   Doc.  48-11525;    Filed.   Dec.   31.   1948; 
8:51   a.  m.) 


In  re:  Rights  of  MatsumI  Watanabe 
under  Insurance  contract.  File  No. 
F-39-1557-H— 1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  loundl 


[Vesting  Order  125701 
Hilda  Marie  Wichmann 

In  re:  Rights  of  Hilda  Marie  Wich- 
mann under  insurance  contract.  Pile 
No.  P-28-26638-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Hilda  Marie  Wichmann.  whose 
last  known  address  is  Germany,  is  a  res- 
ident of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  7-307-T,  issued 
by  the  Pan-American  Life  Insurance 
Company,  New  Orleans,  Louisiana,  to  Os- 
wald Gustav  Wichmann,  together  with 


[Vesting   Order   125731 

Paxtl  Richard  Gollner 

In  re :  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees,  and  distributees  of  Paul  Richard 
Gollner.  also  known  as  Paul  Gollner  and 
as  Paul  Goellner,  deceased.  P-28-29252- 
E-1. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees   of    Paul    Richard    Gollner.    also 
known   as   Paul   Gollner.   and   as   Paul 
Goellner,  deceased,  who  there  Is  reason- 
able cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated  en- 
emy country  (Germany) ; 
'      2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Mahoning  National  Bank. 
Youngstown.  Ohio,  arising  out  of  a  Sav- 
ings  Account,   account   number    DAV- 
47511.  entitled  Paul  Gollner,  maintained 
at  the  aforesaid  bank  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
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ownership  or  control  by,  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Paul  Richard 
Gollner,  also  known  as  Paul  Gollner  and 
as  Paul  Goellner,  deceased,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next,  of  kin,  lega- 
tees and  distributees  of  Paul  Richard 
Gollner.  also  known  as  Paul  Gollner  and 
as  Paul  Goellner,  deceased,  are  not  with- 
in a  designated  enemy  country,  the  na- 
tional interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.  Doc.  4a-11526;   Filed.  Dec.  31,   1948; 
8:51  a.  m.J 


{Vesting  Order   12574) 
Gertrud  Harrsch  and  Carl  Harrsch 

In  re:  Bank  accounts  owned  by 
Gertrud  Harrsch  and  Carl  Harrsch. 
P-28-29239-E-1,  P-28-29240-E-1. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended,  E^c- 
ecutive  Order  9193,  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law,  after  investigation,  it  is  hereby 
found : 

1.  That  Gertrud  Harr.sch  and  Carl 
Harrsch.  whose  last  known  address  is 
Schafstrasse  #^15.  Kiel,  Germany,  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany*; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Gertrud  Harrsch,  by  Boil- 
ing Springs  Savings  and  Loan  Associa- 
tion, 23  Park  Avenue,  Rutherford,  Nev^ 
Jersey,  arising  out  of  a  Savings  account, 
account  number  21415,  entitled  Gertrud 
Harrsch,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Gertrud  Harrsch,  by  Boil- 
ing Springs  Savings  and  Loan  Associa- 
tion, 23  Park  Avenue.  Rutherford.  New 
Jersey,  arising  out  of  a  Savings  account, 
account  number  2523.  entitled  Gertrud 
Harrsch.  maintained  at   the  aforesaid 


NOTICES 

bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Ger- 
tiud  Harrsch.  the  aforesaid  national  of 
a  designated  enemy  country  "Germany) ; 

3.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Carl  Harrsch,  by  Boiling 
Springs  Savings  and  Loan  Association, 
23  Park  Avenue.  Rutherford.  New  Jersey, 
arising  out  of  a  Savings  account,  account 
number  21134.  entitled  Carl  Harrsch, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  .<;ame,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Carl  Harrsch,  by  Boiling 
Springs  Savings  and  Loan  Association, 
23  Park  Avenue,  Rutherford,  New  Jersey, 
arising  out  of  a  Savings  account,  account 
number  2522,  entitled  Carl  Harrsch, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Carl 
Harrsch.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Germany*; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  T)e  treated  as 
nationals  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certiflcation,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
December  20,  1948. 

For  the  Attorney  General. 

[SBAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.  R.  Doc.  48-11527.    Piled,  Dec.   81.   1848; 
8:51  a.  m.] 


(Vesting  Order   12676] 
Y.  Kamoda  et  al. 


In  re:  Debts  owing  to  Y.  Kamoda,  also 
known  as  Yoshlkadzu  Kamoda  and  as 
William  Posch,  M.  Kamoda,  also  known 
as  Masu  Kamoda.  and  Nagai  Shotcn. 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Nagai  Shoten,  the  last  known 
address  of  which  is  820  Daido  Scimei 
Building,  Osaka,  Japan,  is  a  corporation, 
partnership.  R.«sociation  or  other  busi- 
ness organization,  organized  under  the 
laws  of  Japan,  and  which  has  or,  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  has  had  its  principal 
place  of  business  in  Osaka,  Japan,  and  is 
a  national  of  a  designated  enemy  coun- 
try (Japan) ; 

2.  That  Y.  Kamoda,  also  known  as 
Yoshikadzu  Kamoda  and  as  William 
Posch.  and  M.  Kamoda,  a'so  known  as 
Masu  Kamoda.  whose  last  known  ad- 
dresses are  65-22  Shimoyr.mate-Dorl  3- 
Chome,  Kobe.  Japan,  are  residents  of 
Japan  and  nationals  of  a  designated  en- 
emy country  (Japan); 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  ether  obliga- 
tion owing  to  Nagai  Shoten  by  Neil  C. 
Potter,  24  Commerce  SLreet.  Newark, 
New  Jersey,  in  the  amount  of  $2,127  00, 
as  of  June  14,  1941.  together  with  any 
and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce,  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  Nagai  Shoten, 
the  afore.^^aid  national  of  a  designated 
enemy  country  (Japan); 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Y.  Kamoda.  al.so  known  as 
Yoshikadzu  Kamoda  and  as  William 
Posch,  and  or  M.  Kamoda,  also  known 
8s  Ma.su  Kamoda,  by  Neil  C.  Potter,  24 
Commerce  Street.  Newark,  New  Jersey. 
In  the  amount  of  $10,154  88,  as  of  July 
25.  1941,  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  Slates 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Y. 
Kamoda,  also  known  as  Yoshikadzu 
Kamoda  and  as  William  Posch.  and  M. 
Kamoda,  also  known  as  Masu  Kamoda, 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Japan) ; 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  inter- 
est. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  xxacd. 
administered,  liquidated,  sold  or  other- 
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wise  dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.   48-11528;    Filed.   Dec.   81,    1948; 
8:51  a.  m.) 


(Vesting  Order  12577) 
Frederick  Long 
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the  meanings  prescribed  in  section  10  of 
iStecutlve  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948, 

For  the  Attorney  General 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.  R.  Doc.  48-11529;    Piled.  Dec.  81,   1918; 
8:52  a.  m.l 


In  re :  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Frederick 
Lortg,  deceased.     D-28-10860-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Frederick  Long,  deceased,  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country   (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation of  The  First  National  Bank  of 
Chicago,  Chicago,  Illinois,  arising  out  of 
a  Savings  Account,  account  number 
1,372,813,  entitled  William  A.  Peupke,  as 
attorney  In  fact  for  the  German  heirs  of 
the  Estate  of  Frederick  Long,  deceased, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  orowing  to,  or  which  is  evidence 
of  ownership  or  control  by  the  personal 
representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Frederick 
Long,  deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Frederick  Long, 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

Tliere  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.  R.  Doc.  48-11530;    FUed.  Dec.  81.  1948; 
8:52  a.m.] 


(Vesting  Order  12579] 

Standard  Braid  and  Produce  Co. 
OF  Japan 

In  re:  Bank  account  owned  by  Stand- 
ard Braid  &  Produce  Co.  of  Japan.  F-39- 
1624-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Standard  Braid  &  Produce  Co. 
of  Japan,  the  last  known  address  of 
which  is  Kobe.  Japan,  Is  a  partnership 
organized  under  the  laws  of  Japan,  and 
which  has  or.  since  the  effective  date  of 
Executive  Order  8389,  as  amended,  has 
had  its  principal  place  of  business  in 
Japan  and  Is  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obh- 
gatlon  owing  to  Standard  Braid  &  Prod- 
uce Co.  of  Japan.  Kobe.  Japan,  by  Bank 
of  America  National  Trust  and  Savings 
Association.  300  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
blocked  account  in  the  name  of  Standard 
Braid  &  Produce  Co.  of  Japan,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
■  quires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certiflcation.  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
B:xecutive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 


(Vesting  Order  12582] 
A.  G.  rtJR  Waldverwertuno 

In  re:  Stock  owned  by  A.  G.  fiir  Wald- 
verwertung. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Hlag-Vereln  Holzverkohlungs 
Industrie  G.  m.  b.  H.,  the  last  known  ad- 
dress of  which  is  Frankfurt,  Germany,  Is 
a  corporation  organized  under  the  laws 
of  Germany  and  which  has  or.  since  the 
effective  date  of  Executive  Order  8389.  as 
amended,  has  had  Its  principal  place  of 
business  In  Germany  and  Is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  A.  G.  fiir  Waldverwertung  Is  a 
corporation  organized  under  the  laws  of 
Switzerland,  whose  principal  place  of 
business  Is  located  at  Zurich,  Switzer- 
land, and  Is  or.  since  the  effective  date 
of  Executive  Order  8389,  as  amended,  has 
been  owned  or  controlled  by  or  acting  or 
purporting  to  act  directly  or  Indirectly 
for  the  benefit  or  on  behalf  of  the  afore- 
said Hiag-Verein  Holzverkohlungs  In- 
dustrie G.  m.  b.  H..  and  Is  a  national  of 
a  designated  enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: Fifteen  hundred  (1.500)  shares  of 
$30.  par  value  common  capital  stock  of 
American  Norit  Company,  Inc.,  Jackson- 
ville. Florida,  a  corporation  organized 
under  the  laws  of  the  State  of  Florida, 
evidenced  by  certificate  number  4A  reg- 
istered In  the  name  of  N.  V.  Chemlsch- 
Technische  Handels  Maatschappij.  Am- 
sterdam. Holland,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by  A.  G.  fiir 
Waldverwertung,  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  It  Is  hereby  determined: 

4.  That  A.  G.  fiir  Waldverwertung  is 
controlled  by  or  acting  for  or  on  behalf 
of  a  designated  enemy  country  (Ger- 
many) or  persons  within  such  country 
and  Is  a  national  of  a  designated  enemy 
country  (Germany) ;  and 

5.  That  to  the  extent  that  Hiag- 
Verein  Holzverkohlungs  Industrie  G.  m. 
b.  H.,  and  A.  G.  fiir  Waldverwertung  are 
persons  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
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made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[siAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|P.  R.  Doc.  4»-11531;    Piled,   Dec.   31,   1948; 
S:53a.  m.l 


[Vesting  Order  12683] 
Beknharoini  Wdchnek  and  Emil 

WUCHNER 

In  re:  Bank  account  owned  by  Bern- 
hardine  Wuchner  and  Emil  Wuchner. 
F-2*-11237-E-l. 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found; 

1.  That  Bernhardlne  Wuchner  and 
Emil  Wuchner,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many are  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation owing  to  Bernhardine  Wuchner 
and  Emil  Wuchner,  by  National  City 
Bank  of  New  York.  55  Wall  Street,  New 
York,  New  York,  arising  out  of  a  com- 
pound interest  account,  account  number 
G  5070.  entitled  Mrs.  B«mhardine  Wuch- 
ner and/or  Mr.  Emil  Wuchner.  main- 
tained at  the  branch  office  of  the  afore- 
said bank  located  at  250  Fifth  Avenue, 
New  York,  New  York,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated  enemy 
country  (Germany) ; 


and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated^  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Exeeutive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|P.  R.  Doc.  48-11532;    FUed,  Dec.  31.   1048; 
8.53  a.  m.] 
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TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

[Controlled  Housing  Rent  Reg.,'  Amdt.  69) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion ({§  825.1  %o  825.12)  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  {  825.5 
<a)  (12)  (iv)  shall  be  changed  to  a 
comma,  and  the  following  shall  be  added 
immediately  after  said  comma:  "but  this 
requirement  .shall  not  apply  to  the  ad- 
justments mentioned  in  the  second  un- 
numbered  paragraph   following    {  825.5 

(a)  (12)  (ix)." 

Section  825.5  (a)  (12)  (Iv),  as  hereby 
amended,  shall  read  as  follows: 

(Iv)  "Current  year"  means:  (a)  The 
most  recent  calendar  or  fiscal  year  used 
by  the  landlord;  or  (b)  any  12  consecu- 
tive months  ending  not  more  than  90 
days  prior  to  the  date  of  the  filing  of  the 
petition:  Provided,  however.  That  where 
a  previous  adjustment  was  granted  under 
1825.5  (a)  (12)  the  current  year  must 
begin  after  the  end  of  the  current  year 
used  In  obtaining  the  most  recent  of 
such  previous  adjustments,  but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  in  the  second  unnum- 
bered paragraph  following  §  825.5  (a) 
(12)  (ix). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  §  825.5  (a) 
(12)  (viii): 

(ix)  "Statutory  lease"  means  a  lease  as 
described  in  section  204  (b)    (2)  or  204 

(b)  (3)  of  the  Housing  and  Rent  Act  of 
1947,  as  amended. 

3.  The  first  unnumbered  paragraph 
immediately  after  8  825.5  (a)   (12)   (ix) 


>  13  P.  R.  6706.  6788.  6877,  6937.  6246,  6283, 
6411.  6656.  6881,  6910,  7299,  7671,  7801,  7862, 
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shall  be  amended,  and  a  new  unnumbered 
paragraph  shall  be  added  immediately 
thereafter,  both  paragraphs  to  read  as 
follows: 

In  making  adjustments  under  this 
S  825.5  (a)  (12).  the  Expediter  shall  take 
into  consideration  any  adjustments  in 
maximum  rents  ordered  after  the  date 
the  petition  is  filed  sis  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  4,  1949.  ax  adjust- 
ment was  ordered  under  this  S  825.5  (a) 
(12 )  but  part  of  the  hardship  was  charged 
to  one  or  more  dwelling  units  in  the 
property  which  were  covered  by  statu- 
tory leases,  and  if  any  such  lease  or  leases 
have  since  terminated,  the  first  adjust- 
ment ordered  on  or  after  January  4,  1949 
under  this  §  825.5  (a)  (12)  may  be  based 
on  a  current  year  determined  without  re- 
gard to  the  proviso  clause  in  §  825.5  (a) 
(12)  (iv).  In  any  case  in  which  an  ad- 
justment based  on  a  petition  (other  than 
a  supplementary  petition)  under  §  825.5 
(a)  (12)  is  ordered  on  or  after  January 
4.  1949  while  statutory  leases  are  still  in 
effect  for  one  or  more  dwelling  units  in 
the  property,  the  amount  of  hardship 
chargeable  to  such  leased  unit  or  units 
shall  be  determined  by  the  Expediter  at 
the  time  such  order  is  issued.  Upon  the 
termination  of  any  such  lease  or  leases 
a  supplementary  adjustment  in  the 
amount  or  amounts  so  determined  shall 
be  granted  after  the  filing  by  the  land- 
lord of  a  supplementary  petition  for  ad- 
justment. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  L894  (d).  Applies  sec.  204 
(b),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effective 
January  4,  1949. 

Issued  this  30th  day  of  December  1948. 

TiGHE  E.  Woods, 
Housing  Expediter. 

(P.    R.    Doc.    4&-11;     Filed,    Jan.    3,     1949; 
8:48  a.  m.l 
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RULES  AND  REGULATIONS 

IControUed  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,'  Amdt. 
69] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

lent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§5  825.81  to  825.92)  Is 
amended  in  the  following  respects : 

1.  The  period  at  the  end  of  5  825  85  (a) 
(9)  (V)  shall  be  changed  to  a  comma,  and 
the  following  shall  be  added  immediately 
after  said  comma :  "but  this  requirement 
shall  not  apply  to  the  adjustments  men- 
tioned in  the  second  unnumbered  para- 
graph following  §825.85  (a)   (9)   (vil)." 

Section  825.85  (a)  (9)  (v).  as  hereby 
amended,  shall  read  as  follows: 

(v)  "Current  year"  means  (a)  the 
most  recent  full  calendar  or  fiscal  year 
used  by  the  landlord,  or  (b)  any  twelve- 
month period  ending  not  more  than  90 
days  prior  to  the  filing  of  the  petition; 
Provided,  however.  That  the  current  year 
In  all  cases  shall  begin  on  or  after  the 
maximum  rent  date:  And  protnded  fur- 
ther, That  where  a  previous  adjustment 
was  granted  under  §825.85  (a)  (9)  the 
current  year  must  begin  after  the  end  of 
the  current  year  used  In  obtaining  the 
most  recent  of  such  previous  adjust- 
ments, but  this  requirement  shall  not  ap- 
ply to  the  adjustments  mentioned  In  the 
second  unnumbered  paragraph  following 
S  825  85  (a)  (9)  (Vil). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  §  825  85  (a) 
(9)  (vl) : 

(vil)  "Statutory  lease"  means  a  lease 
as  described  In  section  204  (b>  <2)  or 
204  (b)  (3)  of  the  HoiLsing  and  Rent  Act 
of  1947,  as  amended.  • 

3.  The  following  paragraphs  shall  be 
added  immediately  after  S  825.85  (a)  (9) 
(vll): 

In  making  adjustments  under  this 
S  825.85  (a)  (9).  the  Expediter  .shall  take 
into  consideration  any  adjustments  In 
maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  In- 
creases In  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  termi- 
nated or  still  effective. 

If  prior  to  January  4,  1949  an  adjust- 
ment was  ordered  under  this  9  825.85 
.  (a)  (9)  but  part  of  t*he  hardship  was 
charged  to  one  or  more  dwelling  units 
In  the  property  which  were  covered  by 
statutory  leases,  and  if  any  such  lease 
or  leases  have  since  terminated,  the  first 
adju.stment  ordered  on  or  after  Janu- 
ary 4,  1949  under  this  §  825.85  (a)  (9) 
may  be  based  on  a  current  year  deter- 
mined without  regard  to  the  second  pro- 
viso clause  In  §  825.85  (a)  (9)  (v).  In 
any  case  In  which  an  adjustment  based 
on  a  petition  (other  than  a  supple- 
mentary petition)  under  §  825.85  (a)  (9) 
Is  ordered  on  or  after  January  4,  1949 
while  statutory  leases  are  still  In  effect 


«  13  P.  R  6760.  6789,  6875.  5937.  5938.  6247. 
6283.  6411,  6556,  6882.  6011,  7299.  7672,  7801, 
7862,  8218,  8328,  8388. 


for  one  or  more  dwelling  units  In  the 
property,  the  amount  of  hardship 
chargeable  to  suclt  leased  unit  or  units 
shall  be  determined  by  the  Expediter  at 
the  time  such  order  is  Issued.  Upon  the 
termination  of  any  such  lease  or  leases 
a  supplementary  adjustment  In  the 
amount  or  amounts  so  determined  shall 
be  granted  after  the  filing  by  the  land- 
lord of  a  supplementary  petition  for 
adjustment. 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(b).  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effec- 
tive January  4,  1949. 

Issued  this  30th  day  of  December  1948. 

TicHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49-12;     Piled,    Jan.    S.    1948; 
8:48  a.  m.] 


[Controlled  Housing  Rent  Reg,.  New  York 
City  Defense-Rental  Area,'  Amdt.  8| 

Part  825 — Rent  Regulations  Under  th« 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
new  york  city  defense-rental  area 

The  Controlled  Housing  Rent  Regu- 
lation for  the  New  York  City  E>efense- 
Rental  Area  (§§825.21  to  825.32)  Is 
amended  in  the  following  respects: 

1.  The  period  at  the  end  of  §  825.25  (a) 
(12)  (iv)  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  Imme- 
diately after  said  comma:  "but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  In  the  second  unnum- 
bered paragraph  following  §  825.25  (a) 
(12)  (ix)." 

Section  825.25  (a)  (12)  (iv),  as  hereby 
amended,  shall  read  as  follows: 

(iv)  "Current  year"  means:  (a)  The 
most  recent  calendar  or  fiscal  year  used 
by  the  landlord;  or  (b)  any  12  consecu- 
tive months  ending  not  more  than  90 
days  prior  to  the  date  of  the  filing  of  the 
petition;  Provided,  however.  That  where 
a  previous  adjustment  was  granted  under 
§  825.25  (a)  (12)  the  current  year  must 
begin  after  the  end  of  the  current  year 
used  in  obtaining  the  most  recent  of  such 
previous  adjustments,  but  this  require- 
ment shall  not  apply  to  the  adjustments 
mentioned  In  the  second  unnumbered 
paragraph  following  §  825.25  (a)  (12) 
(ix). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  5  825.25  (a) 
(12)  (vlil); 

(ix)  "Statutory  lease"  means  a  lease 
as  described  In  section  204  (b)  (2)  or 
204  (b)  <3)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended. 

3.  The  first  unnumbered  paragraph 
immediately  after  §  825.25  (a)  (12)  (ix) 
shairbe  amended,  and  a  new  unnum- 
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bered  paragraph  shall  be  added  immedi- 
ately thereafter,  both  jmragraphs  to  read 
as  follows: 

In  making  adjustments  under  this 
S  825  25  (a)  (12),  the  Expediter  shall 
take  into  consideration  any  adjustments 
In  maximum  rents  ordered  after  the 
date  the  petition  Is  filed  as  well  as  any 
Increases  in  the  legal  monthly  rent  re- 
sulting from  statutory  leases,  whether 
terminated  or  still  effective. 

If  prior  to  January  4,  1949,  an  ad- 
justment was  ordered  under  this  §  825. 25 
(a)  (12)  but  part  of  the  hardship  was 
charged  to  one  or  more  dwelling  units  In 
the  property  which  were  covered  by 
statutory  leases,  and  If  any  such  lease 
or  leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
4,  1949,  under  this  §  825.25  (a)  (12)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  proviso  clause  In 
§825.25  (a)  <12)  (iv).  In  any  case 
In  which  an  adjustment  based  on  a  peti- 
tion (other  than  a  supplementary  peti- 
tion) under  §825.25  (a)  (12)  is  ordered 
on  or  after  January  4,  1949,  while  statu- 
tory leases  are  still  in  effect  for  one  or 
more  dwelling  units  in  the  property,  the 
amount  of  hardship  chargeable  to  such 
leased  unit  or  units  shall  be  determined 
by  the  Expediter  at  the  time  such  order 
is  Issued.  Upon  the  termination  of  any 
such  lease  or  leases  a  supplementary  ad- 
justment in  the  amount  or  amounts  so 
determined  shall  be  granted  after  the 
filing  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App  1894  (d).  Applies  sec.  204 
(b),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)> 

This  amendment  shall  become  effec- 
tive January  4,  1949. 

Issued  this  30th  day  of  December  1948. 

Tighe  E.  Woods. 
Housing  Expediter. 

[F.    R.    Doc.    49-13;     Filed,    Jan.    8,    1949; 
8:48  a.  m.) 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments.  New  York  City  De- 
fense-Rental Area,  Rent  Reg.,'  Amdt.  8] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  houses  AND  OTHER  ESTAB- 
LISHMENTS IN  NEW  YORK  CITY  DEFENSE- 
RENTAL  AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  the  New  York  City 
Defen.se-Rental  Area  (§§  825.101  to 
825.112)  is  amended  In  the  following 
respects: 

1.  The  period  at  the  end  of  §  825.105 
(a)  (9)  (V)  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  immedi- 
ately after  said  comma:  "but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  in  the  second  unnum- 
bered paragraph  following  §  825.105  (a) 
(9)  (Vil)." 


« 13  P.  R.  6770,  8391. 


Section  825.105  (a)  (9)  (y),  as  hereby 
amended,  shall  read  as  follows: 

(V)  "Current  year"  means  (a)  the 
most  recent  full  calendar  or  fiscal  year 
used  by  the  landlord,  or  (b)  any  twelve- 
month period  ending  not  more  than  90 
days  prior  to  the  filing  of  the  petition: 
Provided,  however.  That  the  current 
year  In  all  cases  shall  begin  on  or  after 
the  maximum  rent  date;  And  provided 
further.  That  where  a  previous  adjust- 
ment was  granted  under  §  825.105  <a) 
<9)  the  current  year  must  begin  after 
the  end  of  the  current  year  used  in  ob- 
taining the  most  recent  of  such  previous 
adjustments,  but  this  requirement  shall 
not  apply  to  the  adjustments  mentioned 
in  the  second  unnumbered  paragraph 
following  §  825.105  (a)  (9)  (vU). 

2.  The  following  new  paragraph  shall 
be  added  Immediately  after  §  825.105 
(a)  (9)  (vl): 

(vli)  "Statutory  lease"  means  a  lease 
as  described  in  section  204  (b)  (2)  or 
204  (b)  (3)  of  the  Housing  and  Rent  Act 
of  1947,  as  amended. 

3.  The  following  paragraphs  shall  be 
added  Immediately  after  §  825.105  (a) 
(9)  (vii): 

In  making  adjustments  under  this 
§825.105  (a)  (9).  the  Expediter  shall  take 
into  consideration  any  adjustments  in 
maximum  rents  ordered  after  the  date 
the  petition  Is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  reat  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  4,  1949  an  adjust- 
ment was  ordered  under  this  §  825.105 
(a)  (9)  but  part  of  the  hardship  was 
charged  to  one  or  more  dwelling  units  in 
the  property  which  were  covered  by  stat- 
utory leases,  and  If  any  such  lease  or 
leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
4,  1949  under  this  §  825.105  (a)  (9)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  second  proviso 
clause  In  §  825.105  (a)  (9)  (v).  In  any 
case  In  which  an  adjustment  based  on  a 
petition  (other  than  a  supplementary 
petition)  under  §  825.105  (a)  (9)  is  or- 
dered on  or  after  January  4.  1949  while 
statutory  leases  are  still  in  effect  for  one 
or  more  dwelling  units  in  the  property, 
the  amount  of  hardship  chargeable  to 
such  leased  unit  or  units  shall  be  deter- 
mined by  the  Expediter  at  the  time  such 
order  Is  Issued.  Upon  the  termination  of 
any  such  lease  or  leases  a  supplementary 
adjustment  in  the  amount  or  amounts 
so  determined  shall  be  granted  after  the 
filing  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App  1894  <<i).  Applies  sec.  204 
(b).  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effec- 
tive January  4,  1949.         i 

Issued  this  30th  day  of  December  1948. 

TicHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49-14;     Piled.    Jan.    3,    1949; 
8:48  a.  m.\ 


[Controlled  Housing  Rent  Reg.,  Atlantic 
County  Defense-Rental  Area,'  Apidt.  8| 

Part  825 — Rent  Regulations  Under  thb 
Housing  and  Rent  Act  op  1947,  as 
Amended 

controlled  housing  rent  regulation  for 

ATLANTIC  county  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  DeXense-Rental 
Area  (§§  825.61  to  825.72)  Is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  §  825.65 
(a)  (12)  (iv)  shall  be  changed  to  a 
comma,  and  the  following  shall  be  added 
immediately  after  said  comma:  "but  this 
requirement  shall  not  apply  to  the  ad- 
justments mentioned  in  the  second  un- 
numbered paragraph  following  §  825.65 

(a)  (12)   (ix)." 

Section  825.65  (a)  (12)  (iv),  as  hereby 
amended,  shall  read  as  follows: 

<Iv)  "Current  year"  means:  (a)  the 
most  recent  calendar  or  fiscal  year  used 
by  the  landlord;  or  (b)  any  12  consecu- 
tive months  ending  not  more  than  90 
days  prior  to  the  date  of  the  filing  of  the 
petition:  Provided,  however,  That  where 
a  previous  adjustment  was  granted  un- 
der §  825.65  (a)  (12)  the  current  year 
must  begin  after  the  end  of  the  current 
year  used  in  obtaining  the  most  recent  of 
such  previous  adjustments,  but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  In  the  second  unnum- 
bered paragraph  following  §  825.65  (a) 
(12)  (Ix). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  {  825.65  (a) 

(12)  (viii) : 

(ix)  "Statutory  lease"  means  a  lease 
as  described  in  section  204  (b)  (2)  or  204 

(b)  (3)  of  the  Housing  and  Rent  Act  of 
1947,  as  amended. 

3.  The  first  unnumbered  paragraph 
immediately  after  §  825.65  (a)  (12)  <ix) 
shall  be  amended,  and  a  new  unnum- 
bered paragraph  shall  be  added  imme- 
diately thereafter,  both  paragraphs  to 
read  as  follows: 

In  making  adjustments  under  this 
§  825.65  (a)  (12),  the  Expediter  shall 
take  Into  consideration  any  adjustments 
in  maximum  re»ts  ordered  after  the  date 
the  petition  Is  filed  as  well  as  any  In- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  4,  1949  an  adjust- 
ment was  ordered  under  this  §  825.65  <a) 
(12)  but  part  of  the  hardship  was 
charged  to  one  or  more  dwelling  units  in 
the  property  which  were  covered  by  stat- 
utory leases,  and  if  any  such  lease  or 
leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
4,  1949  under  this  §  825.65  (a)  (12)  may 
be  ba.sed  on  a  current  year  determined 
without  regard  to  the  proviso  clause  In 
§  825.65  (a)  <12)  (iv).  In  any  case  in 
which  an  adjustment  based  on  a  petition 
(other  than  a  supplementary  petition) 
under  §  825.65  (a)  (12)  is  ordered  on  or 
after  January  4,  194r  while  statutory 
lea.ses  are  still  in  effect  for  one  or  more 
dwelling  units  in  the  property,  the 
amount  of  hardship  chargeable  to  such 


>  13  F.  R.  6743,  8390. 
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leased  unit  or  units  shall  be  determined 
by  the  Expediter  at  the  time  such  order 
Is  Issued.  Upon  the  termination  of  any 
such  lease  or  leases  a  supplementary  ad- 
justment In  the  amount  or  amounts  so 
determined  shall  be  granted  after  the 
filinp  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 

(Sec.  204  (d),  61  Stat  197,  as  amended 
by  62  Stat.«37  and  by  62  Stat.  94;  50 
U.  S.  C.  App  1894  (d).  Applies  sec.  204 
(b).  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effective 
January  4.  1949. 

Issued  this  30th  day  cf  December  1948. 

TiGHE  E.  Woods. 
Housing  Expediter. 


IF.    R. 


Doc.    43-15:     FUed. 
8:48  a.  m.J 


Jan.    3,     1949; 


(Controlled  Housing  Rent  Reg.,  Miami 
Defense-Rental  Area,'  Amdt.  10] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
miami   defense-rental   area 

The  Controlled  Housing  Rent  Regu- 
lation for  Miami  Defense-Rental  Area 
«§§  825.41  to  825.52)  is  amended  in  the 
following  respects: 

1.  The  period  at  the  end  of  5  825.45  'a) 
(12)  (iv)  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  Imme- 
diately after  said  comma:  "but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  in  the  second  unnum- 
bered paragraph  following  §  825.45  (a) 
(12)  (ix)." 

Section  825.45  (a)  (12)  (iv),  as  hereby 
amended,  shall  read  as  follows: 

(iv)  "Current  year"  means:  <a)  The 
most  recent  calendar  or  fiscal  year  used 
by  the  landlord;  or  (b)  any  12  consecu- 
tive months  ending  not  more  than  90 
days  prior  to  the  date  of  the  filing  of  the 
petition:  Provided,  however.  That  where 
a  previous  adjustment  was  granted  under 
5  825.45  (a)  (12)  the  current  year  must 
begin  after  the  end  of  the  current  year 
u.sed  in  obtaining  the  most  recent  of  such 
previous  adjustments,  but  this  require- 
ment shall  not  apply  to  the  adjustments 
mentioned  in  the  second  unnumbered 
paragraph  following  §825.45  <a)  (12) 
(ix). 

2.  The  following  new  paragraph  shall 
be  added  Immediately  after  §  825.45  (a) 
(12)  (viii) : 

(ix)  'Statutory  lease"  means  a  lease  as 
de.scribed  in  section  204  (b>  (2)  or  204 
(b)  (3)  of  the  Housing  and  Rent  Act  of 
1947.  as  amended. 

3.  The  first  unnumbered  paragraph 
Immediately  after  8  825.45  (a)  (12)  (ix) 


RULES  AND  REGULATIONS 

shall  be  amended,  and  a  new  unnum- 
bered paragraph  shall  be  added  immedi- 
ately thereafter,  both  paragraphs  to  read 
as  follows: 

In  making  adjustments  under  this 
§825.45  (a)  (12),  the  Expediter  shall 
take  into  consideration  any  adjustments 
In  maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  4,  1949  an  adjust- 
ment was  ordered  under  this  §  825.45 
(a)  (12)  but  part  of  the  hardship  was 
charged  to  one  or  more  dwelling  units  in 
the  property  which  were  covered  by  stat- 
utory leases,  and  if  any  such  lease  or 
leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
4.  1949  under  this  5  825.45  (a)  (12)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  proviso  clause  in 
§825.45  (a)  (12)  (iv).  In  any  case  In 
which  an  adjustment  based  on  a  petition 
(other  than  a  supplementary  petition) 
under  §  825.45  (a)  tl2)  is  ordered  on  or 
after  January  4.  1949  while  statutory 
leases  are  still  in  effect  for  one  or  more 
dwelling  units  in  the  property,  the 
amount  of  hardship  chargeable  to  such 
leased  unit  or  units  shall  be  determined 
by  the  Expediter  at  the  time  such  order 
Is  issued.  Upon  the  termination  of  any 
such  lease  or  leases  a  supplementary  ad- 
justment in  the  amount  or  amounts  so 
determined  shall  be  granted  after  the 
filing  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d>.  Applies  sec.  204 
(b).  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effective 
January  4.  1949. 

Issued  this  30th  day  of  December  1948. 


>  13  F.  R.  5735.  6246.  8389. 


TiGHE  E.  Woods, 
Housing  Expediter. 


[F.    R.    Doc. 


49-16;     Filed. 
8:49  a.  m.) 


Jan.    3.    1949; 


[Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments  In  Miami  Defense- 
Rental  Area.  Rent  Reg.,'  Amdt.  9] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS IN  MUMZ  DEFENSE-RENTAL 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  Miami  Defense-Rental 
Area  (§§  825.121  to  825.132)  is  amended 
In  the  following  respects: 


» 13  F.  R.  6777.  8393. 


1.  The  period  at  the  end  of  §  825.125 
(a)  (9)  (v)  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  imme- 
diately after  said  comma:  "but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  in  the  second  unnum- 
bered paragraph  following  §  825.125  (a) 
(9)  (vii»." 

Section  825.125  (a)  (9)  (v),  as  here- 
by amended,  shall  read  as  follows: 

(v)  "Current  year"  means  (a)  the 
most  recent  full  calendar  or  fiscal  year 
used  by  the  landlord,  or  (b)  any  twelve- 
month period  ending  not  more  than  90 
days  prior  to  the  filing  of  the  peti^on: 
Provided,  however.  That  the  current  year 
In  all  cases  shall  begin  on  or  after  the 
maximum  rent  date:  And  provided  fur- 
ther, That  where  a  previous  adjustment 
was  granted  under  §  825.125  (a)  (9)  the 
current  year  must  begin  after  the  end 
of  the  current  year  used  in  obtaining  the 
most  recent  of  such  previous  adjust- 
ments, but  this  requirement  shall  not  ap- 
ply to  the  adjustments  mentioned  in  the 
second  unnumbered  paragraph  follow- 
ing §825.125  (a)  (9)  (vli). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  5  825.125  (a) 
(9)   (vi): 

(vil)  "Statutory  lease"  means  a  lease 
as  described  in  section  204  (b)  (2)  or 
204  (b)  (3)  of  the  Housing  and  Rent 
Act  of  1947.  as  amended. 

3.  The  following  paragraphs  shall  be 
added  immediately  after  §825.125  (a) 
(9)  (vii): 

In  making  adjustments  under  this 
§825.125  (a)  (9).  the  Expediter  shall 
take  into  consideration  any  adjustments 
in  maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  termi- 
nated or  still  effective. 

If  prior  to  January  4.  1949  an  adjust- 
ment was  ordered  under  this  §  825.125 
(a)  (9)  but  part  of  the  hardship  was 
charged  to  one  or  more  dwelling  units  in 
the  property  which  were  covered  by  stat- 
utory leases,  and  If  any  such  lea.se  or 
leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
4.  1949  under  this  §  825.125  (a)  (9)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  second  proviso 
clause  in  §825.125  (a)  (9)  (v).  In  any 
case  in  which  an  adjustment  based  on  a 
petition  (other  than  a  supplementary  pe- 
tition) under  §825.125  (a)  (9)  is  ordered 
on  or  after  January  4.  1949  while  statu- 
tory leases  are  still  In  effect  for  one  or 
more  dwelling  units  in  the  property,  the 
amount  of  hardship  chargeable  to  such 
leased  unit  or  units  shall  be  determined 
by  the  Expediter  at  the  time  such  order 
Is  Issued.  Upon  the  termination  of  any 
such  lease  or  leases  a  supplementary  ad- 
justment in  the  amount  or  amounts  so 
determined  shall  be  granted  after  the 
filing  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 


Tuesday,  January  4,  1949 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(b) .  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effec- 
tive January  4.  1949. 

Issued  this  30th  day  of  December  1948. 

Tighe  E.  Woods. 
Housing  Expediter. 

|P.    R.    Doc.    49-17;    Filed.    Jan.    8,    1949; 
8:49  a.  m.J 


FEDERAL  REGISTER 

TITLE  14 — CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics 
Administration 

[Amdt.  fi] 

Part  550 — Federal  Aid  to  Public  Agen- 
CTBs  For  Development  of  Public  Air- 
ports 

miscellaneous  amendments 

Acting  pursuant  to  the  authority 
vested  In  me  by  the  Federal  Airport  Act 
(60  Stat.  170;  Pub.  Law  377,  79th  Cong). 
I  hereby  amend  Part  550  of  the  regula- 
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tlons  of  the  Administrator  of  Civil  Aero- 
nautics as  follows; 

1.  Section  550.1  (d)  is  hereby  amended 
to  read  as  follows; 

§  550.1  Definitions.  •  •  • 
(d»  "Class  4  or  larger  airport"  means 
an  airport  which.  In  the  opinion  of  the 
Adininistrator,  upon  completion  of  the 
project  proposed  would  meet  generally 
the  standards  for  a  Class  4  or  larger  air- 
port as  set  forth  in  the  following  Table 
of  the  Civil  Aeronautics  Administration 
Bulletin.  "Airport  Design",  dated  April  1, 
1944; 


1 

AlRPOBT  Sitl  PlIKNIKO  StaNDAKDS 

Reoommrmled  mlnlmuB 
standards 

Class! 

Cla.ssII 

Class  III 

Class  IV 

Class  V 

Lenrtb  of  iMidinr  strips  < 

1.800  to  2,700  feet 

2.700  to  3,700  feet 

3.700  to  4.7(X)  feet 

500  feet 

4,700  to  5.700  feet 

6,7(X)  feet  and  over. 
fiUOfeet 

Width  ofuatblrlandlni  strips.. 

SCO  feet 

600  feet 

500  feet 

LenRth  ©(runways. 

None 

2,600  to  3.500  feet 

3.S00to4.S00feet 

4  500  to  5  500  feet 

S.MIO  feet  and  over. 

200  feet  (instrument) 

150  feet  (night  operations). 

•0  percent. 
Same  as  class  IV 

W  idili  o(  runways 

None 

l.W  feet  (night  operatifms) 
100  feet   (day   operations 

only). 
78  percent 

200  feet  (instrument) 

l&Ofeet  (night  oiwations)... 

80  percent 

200  feet  (instrument) 

I.W)     feet     (night    opera- 
tions). 
00  percent 

Number  of  landinr  strip*  and 

70  percent 

runways «    determlued    by 
[M-rccnlare  of  winds  includ- 
nK  ralms  •  covered  by  litiid- 
InK  strip  and  runway  align- 
ment. 
Facilitits 

Drainage:  fencing:  mark- 
ing: wind  direcUuu  indi- 
cator:    hangar:      basic 
lighting  (optional). 

Include  class  I  facilities 
and  lighting:  hangar  and 
shop;  fueling:   weather 
Information:   office 
space;  parking. 

Includ  e  class  1 1  faci  I  it  ies  and 
Weather     Bureau    2-way 
radio:   visual  traffc  con- 
trol; instrument  approach 
system  (when  requirwd): 
administration    building, 
taxi  ways  and  aprons. 

Same  as  class  III 

t 

I  All  of  the  above  landing  strip  and  runway  lengths  are  based  on  sea-level  conditions; 
for  higher  altitudes  increases  are  necessary.  One  .surfaced  runway  of  dimensions  shown 
above  is  recommended  for  each  landing  ^trlp  for  airports  in  elates  II,  III,  IV,  and  V. 

I  Landing  strip;^  and  runways  should  De  sufTiolcnt  in  number  to  permit  take-offs  and 


landings  to  be  made  within  224"  of  the  true  direction  for  the  percentage  shown  above 
ofwinds  4  miles  per  hour  and  over,  baaed  on  at  least  a  10-year  Weather  Bureau  wind 
record  whore  possible. 
•  Calms:  Negligible  wind  conditions  of  3  miles  per  hour  and  under. 


2.  The  following  sections  of  this  part 
are  hereby  amended  by  deleting  there- 
from the  Indicated  respective  pwiren- 
thetical  references  to  appendices  and 
Inserting  In  lieu  thereof  the  Indicated 
respective  parenthetical  references  to 
sections; 


Section 


8M.2  (b) 

M0.5(a) 

680.6(c) 

880.6  (c)  (3)... 
880.8(d) 

660.7  (b)  (4)... 
680.7  (b)(«)-. - 

880.7(c) 

680.7(c) 

860.7(d)  (4)... 

850.7(g) 

650.7  (h)  (4)... 
880.7  (hi  (*)... 

.VJ0.8(f) 

5S0.»(f) 

680.9(f) 

680.8(f) 


Delete 


"(Appendix 
"(Appendix 
"(Appendix 
"(Ai>f«ndix 
"(Ap|)endix 
"(Apfiendix 
"(Appendix 
"(Appendix 
"(Appendix 
"(Api>enrtMi 
"(Apiiendix 
"(Apix-ndix 
"(Apix'ndii 
"(Appendix 
"(Apjiendix 
"(Appt-ndlx 
"(Appendix 


C)".. 

D)".. 
C)".. 
C)".. 
E)".. 
F)".. 
O)".. 
U)".. 
1)"... 
J)".-. 
K)-.. 
0)"„ 
K)".. 
L)".. 
M)". 
N)".. 
K)".. 


In-vrt 


"(II 
"(li 
"(|l 


850.11 
5.V).11 
650.11 
(1680.11 
"({550.11 
"(J  5.10.11 
"(1550.11 
"(I  550.11 
"(J.ViO.II 
No  insert. 
"({650.11 
550.11 
.^V).11 
.'..■Wll 
ft.'iO.ll 
.ViO.ll 


n>^)". 

(a))", 
(b))". 
(b))". 
(c))". 
(d))". 
re))". 

(f))". 
(g))". 

(h))". 
(e))". 
(h))". 
(i))". 


(1))" 
(k))' 
"({660.11  (h))' 


8.  There  Is  hereby  added  to  this  part  a 
new  section  to  be  numbered  §  550.11, 
reading  as  follows: 

S  550.11  Forms.  The  purpose  of  this 
section  Is  to  describe  the  various  forms 
referred  to  in  the  foregoing  sections  of 
this  part.  Copies  of  such  forms  and  as- 
sistance In  the  completion  and  execution 
thereof  may  be  obtained  by  a  sponsor 
from  the  District  Airport  Engineer  of 
the  CAA  district  In  which  the  project  Is 
located. 

(a)  Request  for  Federal  Aid.  Form 
ACA-1623  (i-48).  This  form  consists 
of  a  statement  requesting  Federal  aid  in 
carrying  out  a  project  under  the  Act,  to- 


gether with  appropriate  spaces  for  In- 
sertion of  information  relating  to:  the 
location  of  the  airport  or  airport  site; 
the  amount  and  source  of  funds  to  be 
used  by  the  sponsor  in  payment  of  that 
part  of  the  project  costs  which  are  not 
to  be  paid  with  United  States  funds;  a 
general  description  of  the  proposed 
work;  and  the  estimated  cost  of  the  pro- 
posed work.  It  Is  to  be  executed  by  an 
appropriate  oflacial  of  the  prospective 
project  sponsor. 

(b)  Project  Application,  Form  ACA- 
1624  (3^8).  This  form,  which  is  a^o 
to  be  executed  by  an  appropriate  official 
of  the  project  sponsor,  consists  of  fotw 
parts,  as  follows; 

(1)  Part  I:  Project  Information. 
This  part  contains  the  sponsor's  appli- 
cation for  a  grant  of  Federal  funds  to 
aid  In  financing  a  particular  project. 
Appropriate  spaces  are  provided  for  in- 
sertion of  the  name  of  the  sponsor,  the 
name  and  location  of  the  airport  to  be 
developed,  the  description  of  the  pro- 
posed airport  development,  and  an  esti- 
mate of  the  costs  of  the  project. 

(2)  Part  II:  Representations.  This 
part  contains  seven  representations  and 
certifications  of  the  sponsor  of  the  proj- 
ect, reading  as  follows: 

1.  Legal  authority.  The  sponsor  has  the 
legal  power  and  authority:  (1)  To  do  all 
things  necessary  In  order  to  undertake  and 
carry  out  the  Project  In  conformity  with  the 
Act  and  the  Regulations;  (2)  to  accept,  re- 
ceive, and  disburse  grants  of  funds  from  the 
United  States  in  aid  of  the  Project,  on  the 
terms  and  conditions  stated  in  the  Act  and 
the  Regulations;  and  (3)  to  carry  out  all  of 
the  provisions  of  Parts  III  and  IV  of  this 
Project  Application. 


2.  Funds.     The   Sponsor  now  has  on  de- 
posit, or  Is  In  a  position  to  secure,  $ 

for  use  In  defraying  the  costs  of  the  Project. 
The  present  status  of  these  funds  Is  as  fol- 
lows: (Space  Is  provided  here  in  which  the 
sponsor  is  to  insert  sufficiently  detailed  and 
documented  Information  to  permit  It  to  be 
determined  that  "sufBclent  funds  are  avail- 
able for  that  portion  of  the  project  costs 
whlfti  Is  not  to  be  paid  by  the  United  States", 
as  required  by  section  9  (d)  of  the  act.  This 
Information  should  Include  the  amount  of 
money  available  for  the  project  which  Is  then 
on  deposit  to  the  credit  of  the  sponsor,  the 
amount  available  from  any  other  source  but 
not  then  In  the  possession  or  control  of  the 
sponsor  (together  with  the  nature  of  any  as- 
surances received  by  the  sponsor  that  such 
funds  will  be  furnished),  and  the  amount 
which  remains  to  be  raised  by  the  sponsor  by 
the  sale  of  bonds  or  any  other  method  (Indi- 
cating the  steps  thus  far  taken  to  raise  such 
funds) .  In  addition,  this  information  should 
Include  an  Itemization  of  all  contributions 
or  donations  of  land,  materials,  equipment, 
labor,  or  other  assets  to  be  made  to  the 
project  and  claimed  by  the  sponsor  as  project 
costs,  showing  the  estimated  value  or  cost 
of  each  such  contributed  or  donated  Item.) 

3.  Land.  The  Sponsor  holds  the  follow- 
ing property  Interests  In  the  following  tracts 
of  land  which  are  to  be  developed  or  used  aa 
part  of  or  in  connection  with  the  Airport, 
all  of  which  lands  are  Identified  on  the  sur- 
vey map  which  Is  attached  hereto  as  Exhibit 
"A":  (Space  Is  provided  here  in  which  th« 
sponsor  is  to  list  all  airport  lands  which 
have  been  acquired  by  It  prior  to  the  sub- 
mission of  the  project  application,  describ- 
ing them  or  Identifying  them  by  parcel  num. 
bers  as  shown  on  the  attached  survey  map 
and  Indicating,  with  respect  to  each  such 
parcel,  the  Interest  held  by  the  sponsor 
therein.  In  the  case  of  each  parcel  in  which 
the  sponsor  holds  title  In  fee.  such  Interest 
should  be  described  as  "title  In  fee.  free  and 
clear    of    all   liens,    easements,    leases,    and 
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other  encumbrances  and  adverse  interests", 
or  If  there  are  any  such  encumbrances  or 
adverse  Interests,  they  should  be  specified 
and  the  title  described  as  title  In  fee  subject 
only  to  such  named  encumbrances  or  ad- 
verse Interests.  Similarly,  where  the  spon- 
sor holds  some  lesser  property  Interest,  such 
Interest  should  be  specified,  IndlcaUng  If  It 
is  less  than  title,  the  authority  under  which 
such  Interest  is  held.  If  the  interest  is  a 
leasehold  estate  granted  by  some  other  pub- 
lic agency,  a  certified  copy  of  the  instrument 
creating  such  Interest  should  be  attached.) 

4.  Approvals  of  other  agencies.  The  Proj- 
ect has  been  approved  by  all  non-Federal 
agencies  whose  approval  Is  required,  name- 
ly: (Space  l3  provided  here  In  which  the 
Bf)onsor  is  to  list  all  non -Federal  agencies 
whose  approval  of  the  project  Is  required.  | 

6  Defaults.  The  sponsor  Is  not  In  default 
on  any  obligation  to  the  United  States  or 
any  agency  of  the  United  States  Govern- 
ment relative  to  the  development,  operation. 
or  maintenance  of  any  airport,  except  as 
stated  herewith:  [Space  is  provided  here  In 
which  the  sponsor  Is  to  describe  any  exist- 
ing obligations  of  the  nature  Indicated,  on 
which  it  is  in  default.! 

6.  Possible  disabilities.  There  are  no  facts 
or  circumstances  (Including  the  existence 
of  effective  or  proposed  leases,  use  agree- 
ments, or  other  legal  Instruments  affecting 
use  of  the  Airport  or  the  existence  of  pend- 
ing litigation  of  other  legal  proceedings) 
which:  (a)  Are  known  or  by  due  diligence 
might  be  known;  (b)  in  reasonable  prob- 
ability might  make  it  impossible  for  the 
S|K)nsor  to  carry  out  and  complete  the  Proj- 
ect or  carry  out  the  provisions  of  Parts  III 
and  IV  of  the  Project  Application,  either  by 
limiting  Its  legal  or  financial  ability  or  other- 
wise; and  (c)  have  not  been  brought  to  the 
attention  of  an  authorized  representative 
of  the  Administrator. 

7.  Future  development.  The  sponsor  In- 
tends ultimately  to  develop  the  Airport  as 
proixjsed  In  the  current  Maater  Plan  Layout 
for  the  Airport,  which  plan  has  been  mutually 
agreed  upon  by  the  sponsor  and  the  Admin- 
istrator; and  Intends  to  proceed  with  such 
further  development  when  it  Is  necessary  and 
feasible.  The  spoiisor  further  represents 
that  pending  such  further  development  and 
to  the  extent  of  its  ability  to  do  so,  it  Intends 
to  acquire  the  lands  and  Interests  therein 
necessary  for  such  development  or  to  take 
such  other  action  as  will  protect  such  pro- 
posed -lan<(fl  or  Interests  from  any  develop- 
ment thereof  Inconsistent  with  the  Intended 
airport  use. 

(3>  Part  III:  Sponsor's  Assurances. 
This  part  contains  tha,  following  assur- 
ances and  covenants  on  the  part  of  the 
sponsor,  all  of  which  are  to  become  ef- 
fective upon  acceptance  by  the  sponsor 
of  a  grant  offer  for  the  project  and  re- 
main in  force  and  effect  throughout  the 
useful  life  of  the  facilities  developed  un- 
der the  project  but  in  any  event  not  to 
exceed  20  years  from  the  date  of  such 
acceptance: 

3.  The  Sponsor  will  operate  the  Airport  as 
such  for  the  use  and  benefit  of  the  public. 
In  furtherance  of  this  covenant  (but  without 
limiting  Its  general  applicability  and  effect), 
the  Sponsor  specifically  agrees  that  It  will 
keep  the  Airport  open  to  all  types,  kinds  and 
cla.<;ses  of  aeronautical  use  without  discrimi- 
nation between  such  types,  kinds  and  classes: 
Provided,  That  the  Sponsor  may  establish 
Buch  fair,  equal  and  non-dlscrlmlnatory  con- 
ditions to  be  met  by  all  users  of  the  Airport 
as  may  l>e  necessary  for  the  safe  and  efBclent 
operation  of  tlie  Airport:  And  provided  fur- 
ther. That  the  Sponsor  may  prohibit  any 
given  type,  kind  or  class  of  aeronautical  use 
of  the  Airport  If  such  action  will  best  serve 
the  aeronautical  needs  of  the  area  served  by 
the  Airport. 
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S.  The  Sponsor  will  not  exercise,  grant  or 
permit  any  exclusive  right  for  the  use  of  the 
Airport  forbidden  by  section  303  <»f  the  Civil 
Aeronautics  Act  of  1938,  as  amended.  In  fur- 
therance of  this  covenant  (but  without  limit- 
ing Its  general  applicability  and  effect),  the 
Sponsor  specifically  agrees  that  It  will  not 
either  directly  or  Indirectly  exercise,  or  grant 
to  any  person,  firm  or  corporation,  or  permit 
any  persons,  firm,  or  corporation  to  exercise, 
any  exclusive  right  for  the  use  of  the  airport 
for  commercial  flight  operations.  Including 
air  carrier  transportation,  rental  of  aircraft, 
conduct  of  charter  flights,  operation  of  flight 
schools  or  the  carrying  on  of  any  other  serv- 
ice or  operation  requiring  the  use  of  aircraft. 

4.  The  Sponsor  agrees  that  it  will  operate 
the  Airport  for  the  use  and  benefit  of  the 
public,  on  fair  and  reasonable  terms  and 
without  unjust  discrimination.  In  further- 
ance of  this  covenant  (but  without  limiting 
Its  general  applicability  and  effect ) ,  the 
Sponsor  specifically  covenants  and  agrees: 

(a)  That  in  any  agreement,  contract, 
lease  or  other  arrangement  under  which  a 
right  or  privilege  at  the  Airport  Is  granted  to 
any  person,  firm,  or  corporation  to  render  any 
service  or  furnish  any  parts,  materials  or 
supplies  (Including  the  sale  thereof)  essen- 
tial to  the  operation  of  aircraft  at  the  Air- 
port, the  Sponsor  will  insert  and  enforce 
provisions  requiring  the  contractor: 

( 1)  To  furnish  good,  prompt  and  etOcient 
service  '  adequate  to  meet  all  the  demands 
for  Its  service  •  at  the  Airport. 

(2)  To  furnish  said  service  '  on  a  fair,  equal 
and  nondiscriminatory  basis  to  all  users 
thereof,  and 

(3)  To  charge  fair,  reasonable  and  non- 
discriminatory prices  for  each  unit  of  sale  or 
service:'  Provided.  That  the  contractor  may 
be  allowed  to  make  reasonable  and  non-dls- 
crlmlnatory discounts,  rebates  or  other 
similar  types  of  price  reductions  to  volume 
purchasers. 

(b)  That  it  will  not  exercise  or  grant  any 
right  or  privilege  which  would  operate  to  pre- 
vent any  person,  firm,  or  corporation  operat- 
ing aircraft  on  the  Airport  from: 

( 1 )  Pef ormlng  any  services  on  Its  own  air- 
craft with  Its  own  employees  (including,  but 
not  limited  to.  maintenance  and  repair)  that 
it  may  choose  to  perform. 

(2)  Purchasing  off  the  Airport  and  having 
delivered  on  the  Airport  without  entrance 
fee,  delivery  fee  or  other  surcharge  for  de- 
livery any  parts,  materials  or  supplies  neces- 
sary for  the  servicing,  repair  or  operation  of 
its  aircraft:  Provided,  That  the  Sponsor  may 
make  reasonable  charges  for  the  cost  of  any 
service  (Including  charges  for  maintenance, 
operation  and  depreciation  of  facilities  and 
rights-of-way)  furnished  by  the  Sponsor  In 
connection  with  the  delivery  of  any  parts, 
materials  or  supplies:  And  provided  further. 
That  In  the  case  of  aviation  gasoline  and 
oil  purchased  off  the  Airport  and  delivered 
to  the  Airport,  the  Sponsor  may  require  the 
aviation  gasoline  and  oil  to  toe  stored  In 
specified  places,  limiting  the  amount  de- 
livered to  the  amount  of  storage  space  avail- 
able, and  If  necessary  for  the  safe  and  eflQclent 
operation  of  the  Airport,  require  persons 
furnishing  their  own  aviation  gasoline  and 
oil  to  utilize  such  storage,  dispensing  and 
delivery  system  as  the  Sponsor  may  designate. 

(c)  That  if  it  exercises  any  of  the  rights 
or  privileges  set  forth  in  subsection  (a)  of 
this  paragraph  It  will  be  bound  by  and  ad- 
here to  the  condition  sjjeclfled  for  con- 
tractors set  forth  In  said  subsection. 

6.  Nothing  contained  herein  shall  be  con- 
strued to  prohibit  the  granting  or  exercise 
of  an  exclusive  right  for  the  furnishing  of 
non-avlatlon  products  and  supplies  or  any 
service  of  a  non-aeronautical  nature. 


>  As  used  in  these  subsections  the  word 
"service"  shall  include  furnishing  of  parts, 
materials,  and  supplies  (Including  sale 
thereof)  as  well  as  furnishing  of  service. 


6.  The  Sponsor  will  suitably  operate  and 
maintain  the  Airport  and  all  facilities  there- 
on or  connected  therewith  which  are  neces- 
sary for  airport  purposes  other  than  facili- 
ties owned  or  controlled  by  the  United  States, 
and  will  not  permit  any  activity  thereon 
which  would  Interfere  with  Its  use  for  aero- 
nautical purposes:  Provided,  That  nothing 
contained  herein  shall  be  construed  to  re- 
quire that  the  Airport  be  operated  and  main- 
tained for  aeronautical  uses  during  tempo- 
rary periods  when  snow,  flood,  or  other  cli- 
matic conditions  interfere  substantially  with 
such  operation  and  maintenance.  Essential 
facilities,  including  night  lighting  systems, 
when  Installed,  will  be  operated  In  such  a 
manner  as  to  assure  their  availability  to  all 
users  of  the  Airport. 

7.  To  the  extent  of  its  financial  ability,  the 
Sponsor  will  replace  and  repair  all  build- 
ings, structures,  and  facilities  developed  un- 
der the  Project  which  are  destroyed  or 
damaged,  replacing  or  restoring  them  to  a 
condition  comparable  to  that  preceding  the 
destruction  or  damage,  if  such  buildings, 
structures,  and  facilities  are  determined  by 
the  Administrator  to  be  necessary  for  the 
normal  operation  of  the  Airport. 

8.  Insofar  as  Is  within  its  powers  and  rea- 
sonably possible,  the  Sponsor  will  prevent 
the  use  of  any  land  either  within  or  outside 
the  boundaries  of  the  Airport  in  any  man- 
ner (Including  the  construction,  erection, 
alteration,  or  growth  of  any  structure  or  oth- 
er object  thereon)  which  would  create  a 
hazard  to  the  landing,  taklng-off  or  maneu- 
vering of  aircraft  at  the  Airport,  or  otherwise 
limit  the  usefulness  of  the  Airport.  This 
objective  will  be  accomplished  either  by  the 
adoption  and  enforcement  of  a  zoning  or- 
dinance and  regulations  or  by  the  acquisi- 
tion of  easements  or  other  Interests  In  lands 
or  airspace,  or  by  both  such  methods.  With 
respect  to  land  outside  the  boundaries  of  the 
airport,  the  Sponsor  will  also  remove  or  cause 
to  be  removed  any  growth,  structure,  or  other 
object  thereon  which  would  be  a  hazard  to 
the  landing,  taklng-off,  or  maneuvering  of 
aircraft  at  the  Alrp>ort.  or  If  such  removal 
is  not  feasible,  will  mark  or  light  such 
growth,  structure,  or  other  object  as  an  air- 
port obstruction  or  cause  It  to  be  so  marked 
or  lighted.  The  airport  approach  standards 
to  be  followed  In  performing  the  covenants 
contained  In  this  paragraph  shall  be  those 
established  by  the  Administrator  in  Office  of 
Airports  Drawing  No.  672  dated  September  1, 
1946.  unless  otherwise  authorized  by  the  Ad- 
ministrator. 

9.  All  facilities  of  the  Airport  developed 
with  Federal  aid  and  all  those  usable  for 
the  landing  and  taklng-ofT  of  aircraft  will 
be  available  to  the  United  States  at  all  times, 
without  charge,  for  use  by  military  and  naval 
aircraft  In  common  with  other  aircraft,  ex- 
cept that  if  the  use  by  military  and  naval 
aircraft  is  substantial,  a  reasonable  share, 
proportional  to  such  use,  of  the  cost  of  op- 
erating and  maintaining  facilities  so  used, 
may  be  charged.  The  amount  of  use  to  bo 
considered  "substantial"  and  the  charges  to 
be  made  therefore  shall  be  determined  by  the 
Sponsor  and  the  using  agency. 

10.  The  Sponsor  will  furnish  to  any  civil 
agency  of  the  United  States,  without  charge 
(except  for  light,  heat,  Janitor  service,  and 
similar  facilities  and  services  at  the  reason- 
able cost  thereof),  such  space  In  airport 
buildings  as  may  be  reasonably  adequate  for 
use  in  connection  with  any  airport  air  traffic 
control  actvltles.  weather-reporting  activi- 
ties, and  communications  activities  related 
to  airport  air  traffic  control,  which  are  neces- 
sary to  the  safe  and  efBclent  operation  of 
the  Airport  and  which  such  agency  may  deem 
It  necessary  to  establish  and  maintain  at  the 
Airport  for  such  purpose. 

11.  After  completion  of  the  Project  and 
during  the  term  of  these  covenants,  the 
Sponsor  will  maintain  a  current  system  of 
Airport  accounts  and  records,  using  a  system 
of  Its  own  choice,  sufficient  to  provide  annual 
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statementa  of  Income  and  expense.  It  will 
furnish  the  Administrator  with  such  annual 
or  special  Airport  financial  and  operational 
reports  as  be  may  reasonably  request.  Such 
reports  may  be  submitted  to  the  Adminis- 
trator on  forms  furnished  by  him,  or  may  be 
submitted  in  such  other  manner  as  the 
Sponsor  elects,  provided  the  essential  data 
are  furnished.  The  Airport  and  all  airport 
records  and  documents  affecting  the  Airport, 
Including  deeds,  leases,  operation  and  use 
agreements,  regulations,  and  other  instru- 
ments, win  be  available  for  Inspection  by  any 
duly  authorized  representative  of  the  Ad- 
ministrator upon  reasonable  request.  The 
Sponsor  will  furnish  to  the  Administrator, 
upon  request  a  true  copy  of  any  such 
document. 

12.  The  Sponsor  will,  not  enter  into  any 
transaction  which  would  operate  to  deprive 
it  of  any  of  the  rights  and  powers  necessary 
to  perform  any  or  all  of  the  covenants  made 
herein,  unless  by  such  transaction  the  ob- 
ligation to  perform  all  such  covenants  is 
assumed  by  another  public  agency  eligible 
under  the  Act  and  the  Regulations  to  as- 
sume such  obligations  and  having  the  power, 
authority  and  financial  resources  to  carry  out 
all  such  obligations.  If  an  arrangement  Is 
made  for  management  or  operation  of  the 
Airport  by  any  agency  or  person  other  than 
the  Sponsor  or  an  employee  of  the  Sponsor, 
the  Sponsor  will  reserve  sufficient  powers  and 
authority  to  insure  that  the  Airport  will  be 
operated  and  maintained  In  accordance  with 
the  Act,  the  Regulations,  and  these  cove- 
nants. 

13.  The  Sponsor  will  maintain  a  master 
plan  of  the  Airport  having  the  current  ap- 
proval of  the  Administrator.  Such  plan 
shall  show  building  areas,  approach  areas, 
and  landing  areas.  Indicating  present  and 
future  proposed  development.  The  Spon- 
sor will  conform  to  such  master  plan  In 
making  any  future  Improvements  or  changes 
at  the  Airport  which.  If  made  contrary  to 
the  master  plan,  might  adversely  affect  the 
safety,  utility,  or  efficiency  of  the  Airport. 

14.  (a)  The  Sponsor  will  acquire  within 
a  reasonable  time  but  In  any  event  prior  to 
the  start  of  any  construction  work  under 
the  Project,  the  following  property  inter- 
ests in  the  following  tracu  of  land  on  which 
BUch  construction  work  i«  to  be  performed, 
all  of  which-  lands  are  Identified  on  the  sur- 
vey map  which  Is  attached  hereto  and  Iden- 
tified aa  Exhibit  "A":  [Space  is  provided 
here  in  which  the  sponsor  Is  to  state  the 
exact  property  Interests  which  the  sponsor 
will  acquire,  prior  to  the  sUrt  of  any  con- 
struction work  under  the  project,  in  all  tracts 
of  land  on  which  any  such  construction  work 
Is  to  be  performed,  describing  such  parcels  or 
Identifying  them  by  parcel  numbers  as 
shown  on  the  attached  survey  map.  Where 
the  property  Interest  to  be  acquired  Is  title 
in  fee,  such  title  should  be  described  as 
"title  In  fee,  free  and  clear  of  all  liens,  ease- 
ments, leases,  and  other  encumbrances  and 
adverse  Interests,"  or  If  It  Is  expected  that 
there  will  be  such  encumbrances  or  adverse 
Interests,  they  should  be  specified  and  the 
title  described  as  title  in  fee,  subject  only 
to  such  named  encumbrances  or  adverse  in- 
terests. Similarly  where  the  sponsor  is  to 
acquire  some  lesser  property  interest,  such 
Interest  should  be  specified.] 

(b)  The  Sponsor  will  acquire  within  a 
reasonable  time  and  If  feasible  prior  to  the 
completion  of  all  construction  work  under 
the  Project,  the  following  property  Interests 
in  the  following  tracts  of  land  which  are 
to  be  developed  or  used  as  part  of  or  In  con- 
nection with  the  Airport  as  it  will  be  upon 
completion  of  the  Project,  all  of  which  lands 
are  Identified  on  the  survey  map  which  Is 
attached  hereto  and  Identified  as  Exhibit 
"A":  (Space  is  provided  here  in  which  the 
sponsor  is  to  state  the  exact  property  In- 
terests that  the  sponsor  will  acquire  in  all 
tracts  of  land  needed  for  airport  purposes 
other  than  those  covered  in  paragraph  14  (a) 
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and  In  paragraph  3  of  Part  11.  Such  In- 
terests should  be  described  with  the  same 
particularity  as  thoss  described  in  para- 
graph 14  (a). J 

(4)  Part  IV:  Project  Agreement.  This 
part  contains  an  agreemeitt  on  the  part 
of  the  Sponsor,  conditional  upon  execu- 
tion of  a  Grant  Agreement  for  the  proj- 
ect, to  accomplish  the  project  in  ac- 
cordance with  the  act,  the  regulations, 
the  plans  and  specifications,  as  approved 
by  the  Administrator,  and  the  Grant 
Agreement. 

Printed  on  the  last  page  of  the  form 
is  a  form  of  certification  to  be  executed 
by  the  Sponsor's  attorney,  stating  that 
all  statements  of  law  made  in  the  Proj- 
ect Application  and  all  legal  conclu- 
sions upon  which  the  representations 
and  covenants  are  based,  in  his  opinion, 
are  true  and  correct. 

(c)  Grant  Agreement,  Form  ACA- 
1632  (Rev.  3-48).  This  form  consists 
of  two  parts,  as  follows: 

(1)  Part  I:  Offer.  This  part  sets 
forth  an  offer  and  agreement  on  the  part 
of  the  United  States,  to  be  executed  by 
the  Regional  Administrator  on  behalf 
of  the  Administrator,  to  pay  a  certain 
stated  percentage  of  the  allowable  proj- 
ect costs  of  an  approved  project,  not  to 
exceed  a  sp>ecifled  maximum  amount,  on 
the  following  terms  and  conditions  to- 
gether with  such  other  special  terms  and 
conditions  as  may  be  determined  by  the 
Administrator  to  be  necessary  with  re- 
spect to  the  particular  project,  to  insure 
compliance  with  the  act  and  the  regula- 
tions: 

2.  The  Sponsor  shall: 

(a)  Begin  accomplishment  of  the  Project 
within  a  reasonable  time  after  acceptance 
of  this  Offer,  and 

(b)  Carry  out  and  complete  the  Project  In 
accordance  with  the  terms  of  this  Offer,  and  * 
the  Federal  A'lrport  Act  and  the  Regulations 
promulgated  thereunder  by  the  Administra- 
tor In  effect  on  the  date  of  this  Offer,  which 
Act  and  Regulations  are  Incorporated  herein 
and  made  a  part  hereof,  and 

(c)  Carry  out  and  complete  the  Project  in 
accordance  with  the  plans  and  specifications 
Incorporated  herein  as  they  may  be  revised 
or  modified  with  the  approval  of  the  Admin- 
istrator or  his  duly  authorized  representa- 
tives. 

3.  The  Sponsor  shall  operate  and  maintain 
the  Airport  as  provided  in  the  Project  Appli- 
cation Incorporated  herein. 

4.  Any  misrepresentation  or  omission  of 
a  material  fact  by  the  Sponsor  concerning 
the  Project  or  the  Sponsor's  authority  or 
ability  to  carry  out  the  obligations  assumed 
by  the  Sponsor  In  accepting  this  Offer  shall 
terminate  the  obligation  of  the  United  States, 
and  It  Is  understood  and  agreed  by  the  Spon- 
sor In  accepting  this  Offer  that  If  a  material 
fact  has  been  misrepresented  or  omitted  by 
the  Sponsor,  the  Administrator  on  behalf  of 
the  United  States  may  recover  all  grant  pay- 
ments made. 

5.  The  Administrator  reserves  the  right  to 
amend  or  withdraw  this  Offer  at  any  time 
prior  to  Its  acceptance  by  the  Sponsor. 

6.  This  Offer  shall  expire  and  the  United 
States  shall  not  be  obligated  to  pay  any  of 
the  allowable  costs  of  the  Project  unless  this 
Offer  has  been  accepted  by  the  Sponsor  with- 
in 60  days  from  the  above  date  of  Offer  or 
such  longer  time  as  may  be  prescribed  by  the 
Administrator  in  writing. 

This  offer  also  provides  that  It  Is  to 
constitute  a  Grant  Agreement  upon  its 
acceptance  by  the  sponsor  and  that  such 
Grant  Agreement  shall  remain  in  effect 
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throughout  the  useful  life  of  the  facilities 
developed  under  the  project  but  in  any 
event  not  to  exceed  twenty  years  from 
the  date  of  acceptance. 

(2)  Part  II:  Acceptance.  This  part, 
w'hich  is  to  be  executed  by  an  appropriate 
officer  of  the  sponsor,  contains  an  ac- 
ceptance of  the  offer  by  the  .sponsor. 

Printed  on  the  last  page  of  the  form  is 
a  form  of  certification  to  be  executed  by 
the  sponsor's  attorney,  .stating  that  the 
acceptance  of  the  offer  by  the  sponsor 
was  due  and  proper  and  in  accordance 
with  State  and  local  law  and  that  of 
Grant  Agreement  constitutes  a  legal  and 
binding  obligation  of  the  sponsor. 

(d)  Abstract  of  Bids  and  Recommen- 
dation for  Award,  Form  ACA-1631  (Rev. 
3-48).  This  form  contains  spaces  for 
listing  the  names  of  all  bidders  for  proj- 
ect construction  contracts,  the  amounts 
of  the  respective  bids,  the  names  of  the 
sureties,  and  the  sponsor's  recommenda- 
tion for  award. 

(e)  Detailed  Estimate  of  Cost.  Form 
ACA-1628  (5-48).  Although  normally 
to  be  prepared  by  the  contractor,  this 
form  Is  to  be  executed  only  by  an  appro- 
priate representative  of  the  sponsor  and 
by  the  District  Airport  Engineer,  the  for- 
mer's signature  evidencing  its  submission 
as  the  sponsor's  estimate  and  later  his 
approval  of  such  estimate.  Spaces  are 
provided  for  indicating  the  nature  of 
each  item  of  construction  work,  its  quan- 
tity, unit  of  measurement,  unit  price,  and 
total  estimated  cost. 

Instructions  for  the  preparation  of  this 
form  are  appended  thereto  and  a  Con- 
tinuation Sheet  (Form  ACA-1628a)  is 
provided  for  use  where  additional  space 
is  needed. 

(f)  Performance  Bond  (Construc- 
tion), Form  ACA-1638A  (4-48).  The 
provisions  of  this  bond  are  similar  to 
those  of  the  performance  bonds  usually 
used  in  the  construction  industry;  how- 
ever, it  has  been  drafted  to  comply  with 
the  foregoing  regulations  regarding  the 
number  and  qualifications  of  sureties. 
Instructions  for  the  preparation  of  the 
form  are  appended  thereto. 

(g)  Payment  Bond  (Construction), 
Form  ACA-1638B  (4-48K  The  provi- 
sions of  this  bond  are  similar  to  tho.se 
of  the  payment  bonds  usually  used  In 
the  construction  industry;  however.  It 
has  been  drafted  to  comply  with  the  fore- 
going regulations  regarding  the  number 
and  qualifications  of  sureties.  Instruc- 
tions for  the  preparation  of  the  form  are 
appended  thereto. 

(h)  Periodic  Cost  Estimate.  Form 
ACA-1629  (5-48).  This  form  contains 
three  certifications,  as  follows: 

(1)  A  certification  to  be  executed  by 
the  contractor  (or  the  sponsor  with  re- 
spect to  force  account  work»  that  "the 
work  performed  and  the  materials  sup- 
plied to  date,  as  shown  on  this  Periodic 
Cost  Estimate,  represent  the  actual 
value  of  accomplishment  under  the  terms 
of  this  contract  in  conformity  with  ap- 
proved plans  and  specifications,  and  that 
the  quantities  shown  were  properly  de- 
termined and  are  correct;"     , 

(2)  An  "acknowledgment  and  concur- 
rence" of  the  sponsor's  engineer,  con- 
curring in  the  contractor's  certification 
(to  be  omitted  in  the  case  of  force  ac- 
count work) :  and 
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(3)  A  certification  of  the  District  Air- 
port Engineer  that  he  is  "satisfied  that 
the  work  has  been  accomplished  in  ac- 
cordance with  the  plans  and  specifica- 
tions and  provisions  of  the  contract"  and 
concurs  In  the  certification  of  the  con- 
tractor (or  sponsor's  engineer)- 

These  certifications  are  preceded  by 
spaces  for  inserting  information  regard- 
ing the  progress  of  construction  work, 
including  the  dates  when  notice  to  pro- 
ceed with  the  work  was  given,  when  the 
work  was  commenced,  and  when  com- 
pletion of  the  work  is  anticipated,  the 
percentage  of  physical  completion  of  the 
contract  work,  the  latest  revised  estimate 
of  the  quantity  and  cost  of  each  item  of 
the  work  to  be  accomplished,  and  a  state- 
ment of  the  quantities  and  value  of  all 
construction  work  actually  accomplished 
as  of  the  end  of  the  period  for  which  the 
report  is  prepared. 

Instructions  for  the  preparation  of  this 
form  are  appended  thereto  and  a  Contin- 
uation Sheet  (Form  ACA-1629a)  is  pro- 
vided for  use  where  additional  space  is 
needed. 

(i)  Public  Voucher  for  Purchases  and 
Services  Other  Than  Personal,  Standard 
Form  No.  1034  (Rev.  8-15-41).  This  is 
the  standard  form  of  voucher  used  in  re- 
questing payments  of  Government  obli- 
gations. Tliis  form  is  adapted  for  use  by 
sponsors  In  requesting  grant  payments 
imder  the  act  by  inserting  in  the  appro- 
priate spaces  the  sponsor's  name  and  ad- 
dress, the  project  number,  the  date  of 
acceptance  of  the  Grant  Agreement,  and 
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the  amount  representing  the  United 
States'  share  of  allowable  project  costs 
for  which  the  sponsor  Is  requesting  pay- 
ment. Except  for  those  spaces  and  the 
spaces  provided  for  execution  by  an  ap- 
propriate representative  of  the  sponsor, 
all  other  spaces  provided  on  this  form 
are  to  be  left  blank,  the  supporting  in- 
formation usually  furnished  on  this  form 
being  covered  by  Forms  ACA-1625,  ACA- 
1630,  and  ACA-1629. 

<j)  Application  for  Grant  Payment, 
Form  ACA-1625  (5-48).  This  form  con- 
tains a  formal  statement  of  application 
for  grant  payment  in  a  specified  amount, 
the  sponsor  indicating  whether  such  pay- 
ment is  for  land  acquisition  or  a  partial, 
semi-final,  or  final  grant  payment.  This 
form  also  contains  appropriate  spaces  for 
inserting  a  summary  of  the  total  costs  in- 
curred as  of  a  certain  specified  date,  the 
estimated  United  States'  share  of  total 
costs,  the  total  amount  of  previous  appli- 
cations for  grant  payments,  and  the 
amount  of  the  current  application  for 
grant  payment  broken  down  into  the  fol- 
lowing four  classifications  of  costs:  (1) 
Land  (including  cost  of  acquiring  land 
and  administrative  costs  Incident  there- 
to) ;  (2>  construction  (value  of  work  per- 
formed to  date);  (3)  engineering;  and 
(4)  administrative.  There  is  also  a  form 
of  certification  on  the  part  of  the  spon- 
sor that  the  statements  made  in  the  ap- 
plication are  true  and  correct  and  that 
the  work  has  been  performed  in  accord- 
ance with  the  approved  plans  and  specifi- 
cations for  the  project,  together  with  a 


certification  of  the  District  Airport  En- 
gineer reading  as  follows:  "The  value  of 
construction  work  performed  as  claimed 
above  is  supported  in  detail  by  Periodic 
Cost  Estimates  previously  approved  by 
this  office.  Other  claimed  project  costs 
•appear  to  be  reasonable  and,  subject  to 
actual  verification  of  all  stated  costs  by 
CAA  audit  prior  to  the  payment  of  final 
grant,  payment  of  this  apphcation  for 
grant  funds  is  recommended."  Append- 
ed to  this  form  are  instructions  for  its 
preparation. 

<k)  Summary  of  Project  Costs.  Form 
ACA-1630  (5-48).  This  form  contains 
spaces  in  which  the  sponsor  is  to  insert 
the  latest  revised  estimate  of  total  proj- 
ect costs,  the  total  costs  incurred  to  date, 
and  the  percentage  that  the  latter  bears 
to  the  former,  all  of  these  figures  to  be 
broken  down  into  five  main  cost  classi- 
fications: (1)  Land  costs  (including  cost 
of  acquiring  land  and  administrative 
costs  incident  thereto).  (2)  construction, 
(3)  engineering,  (4)  administrative,  and 
(5)  contingencies.  Instructions  for  the 
preparation  of  this  form  are  appended 
thereto. 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Federal 
Register. 

(60  Stat.  170;  49  U.  S.  C.  1101  et  seq.) 

(SEALl  D.  W.  ReNTZEL, 

Administrator  of  Civil  Aeronautics. 

IF.    R.    Doc.    49-33:     Filed,    Jan.    3,     1949; 
8:51  a.  m.j 


NOTICES 


CIVIL  AERONAUTICS  BOARD 

I  Docket  No.  3336 1 

Servicos  Aereos  Cruzeiro  Do  Sul,  Ltda. 
notice  of  oral  argument 

In  the  matter  of  the  application  of 
Servicos  Aereos  Cruzeiro  Do  Sul,  Ltda., 
uqder  section  402  of  the  Civil  Aeronau- 
tics Act  of  1938.  as  amended,  for  a  foreign 
air  carrier  permit  authorizing  the  foreign 
air  transportation  of  persons,  property, 
and  mail  between  the  United  States  and 
Brazil.  * 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  sections  402  and  1001  of 
said  act.  that  oral  argument  in  the  above- 
entitled  proceeding  is  a.ssigned  to  be  held 
on  January  17.  1949.  at  10:00  a.  m.  (east- 
ern standard  time).  In  Room  5042.  Com- 
merce Building.  14th  Street  and  Consti- 
tution Avenue  NW..  Washington.  D.  C, 
before  the  Board. 

Dated  at  Washington.  D.  C,  December 
30.  1948. 

By  the  Civil  Aeronautics  Board. 


[se.alI 


M.  C.  Mulligan. 
-    Secretary. 


IF.    R.    Doc.    43-19:     Filed.    Jan.    3,     1949; 
8:49  a.  m.J 


[Docket  No.  3305] 

J.  C.  Herbert  Bryant  and  Capital  Air- 
lines, Inc.;  Interlocking  Relation- 
ships 

NOTICE  OF  hearing 

In  the  matter  of  the  joint  application 
of  J.  C.  Herbert  Bryant  and  Capital  Air- 
lines. Inc..  for  approval,  under  section 
409  <a)  of  the  Civil  Aeronautics  Act  of 
1938.  as  amended,  of  certain  interlocking 
relationships. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  section  1001  of  said  act, 
that  a  hearing  in  the  above-entitled  pro- 
ceeding is  assigned  to  be  held  on  Jan- 
uary 18,  1949,  at  10:00  a.  m.  (eastern 
standard  time),  in  room  1011,  Tempo- 
rary Building  No.  5,  south  of  Constitu- 
tion Avenue  between  16th  and  17th 
Streets  NW.,  Washington,  D.  C,  before 
Examiner  R.  Vernon  Radcliffe. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  said  application,  par- 
ticular attention  will  be  directed  to  the 
following  matters  and  questions: 

(1)  Whether  the  public  interest  will 
be  adversely  affected  by  the  simulta- 
neous holding  of  the  positions  of  director 
and  chairman  of  the  board  of  Aircraft 
Components  Corporation  and  the  jwsi- 
tion  of  director  of  Capital  Airlines.  Inc., 
by  J.  C.  Herbert  Bryant,  within  the 
meaning  of  section  409  (a)  of  the  act. 


(2)  Whether  the  public  interest  re- 
quires that  the  Board  attach  any  terms 
and  conditions  to  the  approval  of  the  in- 
terlocking relationships  proposed. 

Notice  is  further  given  that  any  per- 
son, other  than  parties  of  record,  desiring 
to  controvert  in  fact  or  law  any  of  the 
issues  raised  in  this  proceeding  must  file 
with  the  Board  on  or  before  January  18. 
1949.  a  statement  of  said  Issues. 

Dated  at  Washington.  D.  C.  December 
28.  1948. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  20:     Filed,    Jan.    8.    1949; 
8:49  a.  m.l 


FEDERAL  POWER  COMMISSION 

[Docket  No.  IT-6026] 

Maine  Public  Service  Co.  and  Fr.\ser 
Paper,  Ltd. 

notice  or  order  approving  extension  of 
time  for  maintenance  and  use  of  per- 
manent connection  for  emergency 
purposes  only 

December  29,  1948. 
Notice  Is  hereby  given  that,  on  Decem- 
ber 28,  1948,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  December 
27,  1948,  in  the  above-designated  matter. 


Tuesday,  January  4,  1949 

approving  extension  of  time  for  mainte- 
nance and  use  of  permanent  connection 
for  emergency  purposes  only  until  De- 
cember 31,  1949. 


[SEAL] 


J.  H.  GUTRIDE. 

Acting  Secretary. 


[F.     R.     Doc.     49-1:     Filed,     Jan.    3,     1949; 
8:45  a.  m] 


(Docket  No.  IT-60281 

Maine  Public  Service  Co. 

notice  of  order  extending  authorization 
for  transmission  of  electric  energy 
to  canada 

December  29,  1948. 

Notice  is  hereby  given  that,  on  Decem- 
ber 28.  1948,  the  Federal  Power  Commis- 
sion issued  its  order  entered  December 
27.  1948.  in  the  above-designated  matter, 
extending  authorization  for  transmission 
of  electric  energy  to  Canada  until  De- 
cember 31.  1949. 
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The  complete  application  may  be  in- 
spected at  the  office  of  the  Commission 
in  Washington,  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  .such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com- 
mission, persons  other  than  applicants 
should  fairly  disclose  their  interest,  and 
the  position  they  intend  to  take  at  the 
hearing  with  respect  to  the  application. 
Otherwise  the  Commission,  in  its  discre- 
tion, may  proceed  to  investigate  and  de- 
termine the  matters  Involved  in  such  ap- 
plication without  further  or  formal 
hearing. 

By  the  Commission.  Division  2. 

[seal]  W.  p.  Bartel. 

Secretary. 

[F.    R.     Doc.    49  18;     Filed,    Jan.    3.     1^9; 
8:49  a.  m.] 


[seal] 


J.   H.  GUTRIDE. 

Acting  Secretary. 


[F.     R.     Doc.     49-2;     Piled.     Jan.     3,     1949; 
8:45  a.  m.] 


[Docket  No.  £-6182] 
Gulf  States  Utilities  Co. 

NOTICE  of  order  AUTHORIZING  ISSUANCE  OF 

securities 

December  29.  1948. 
Notice  Is  hereby  given  that,  on  Decem- 
ber 29.  1948.  the  Federal  Power  Commis- 
sion I.ssued  Its  order  entered  December 
28,  1948.  authorizing  issuance  of  securi- 
ties in  the  above-designated  matter. 


[SEAL] 


J.  H.  Outride, 
Acting  Secretary. 


[F.    R.     Doc.     49-3:     Filed.     Jan.     8r    1349; 
8:45  a.  m.l 


INTERSTATE  COMMERCE 
COMMISSION 

(Sec.  Sa  Application  4] 

American  Vanlines,  Inc. 

independent  movers'  &  warehousemen  : 
association,  inc.;  agreement 

December  30, 1948. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  section  5a  of  the  Interstate 
Commerce  Act. 

Piled  by :  American  Vanlines,  Inc.,  20th 
Avenue  &  57th  Street.  Brooklyn.  N.  Y. 

Agreement  involved:  Application  for 
approval  of  an  agreement  between  and 
among  motor  common  carriers  members 
of  the  Independent  Movers'  &  Ware- 
housemen's Association,  Inc.,  relating  to 
procedures  for  the  Joint  consideration, 
initiation  or  establishment  of  rates,  rules, 
regulations  and  practices  applicable  to 
the  transportation  of  household  goods  In 
interstate  or  foreign  commerce  within 
the  limits  of  the  United  States. 
No.  2 2 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-1633] 

Philadelphia  Co.  et  al. 

ORDER  RELEASING  JXmiSDICTION  OVER  CER- 
TAIN LEGAL  FEES  AND  EXPENSES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington.  D.  C, 
on  the  28th  day  of  December  A.  D.  1948. 
In  the  matter  of  Philadelphia  Com- 
pany. Pittsburgh  and  West  Virginia  Oas 
Company.  Equitable  Oas  Company.  Fin- 
leyville  Oil  and  Oas  Company.  File  No. 
70-1633. 

The  Commission  by  order  dated  June 
30.  1948.  having  granted  and  permitted 
to  become  effective  a  joint  application- 
declaration,  as  amended,  filed  by  Phila- 
delphia  Company,   a   registered   public 
utility  holding  company  and  a  subsidiary 
of  Standard  Oas  and  Electric  Company 
and  Standard  Power  and  Light  Corpora- 
tion, both  registered  holding  companies, 
and  certain  of  the  subsidiaries  of  Phila- 
delphia Company,  to  wit.  Pittsburgh  and 
West   Virginia   Oas   Company    ("Pitts- 
burgh and  West  Virginia").  Equitable 
Oas  Company  (Equitable"),  and  Finley- 
ville  Oil  and  Oas  Company   ("Finley- 
vllle"),  pursuant  to  the  applicable  pro- 
visions   of    the    Public    Utility   Holding 
Company  Act  of  1935.  regarding  the  re- 
organization   of   the   Pennsylvania    gas 
properties  in  the  Philadelphia  Company 
holding  company  system,  the  recapitali- 
zation of  and  issuance  of  securities  by 
Equitable,  the  dissolution  of  Finleyville, 
and  the  retirement  of  certain  senior  se- 
curities by  Philadelphia  Company,  and 
having  In  said  order  reserved  jurisdic- 
tion over  all  fees  and  expenses  in  con- 
nection therewith;  and 

Further  information  having  been  filed 
concerning  the  nature  and  extent  of  the 
services  rendered,  and  the  fees  and  ex- 
penses proposed  to  be  paid  therefor;  and 
It  appearing  to  the  Commission  that 
the  fee  of  Hasklns  ii  Sells,  Pittsburgh. 
Pa.,  accountants  for  applicants-declar- 
ants. In  the  amount  of  $14,128.15  and 
expenses  in  the  amount  of  $157.31:  which 
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are  to  be  paid  by  applicants-declarants, 
and  the  fee  of  Cahill.  Gordon.  Zachry  b 
Reindel.  New  York.  N.  Y.,  independent 
counsel,  in  the  amount  of  $12,500.00. 
which  Is  to  be  paid  by  the  successful  bid- 
der for  the  bonds  issued  by  Equitable,  are 
not  unreasonable  and  that  jurisdiction 
over  such  matters  may  appropriately  be 
released,  and  it  appearing  further  that 
the  record  is  not  complete  with  respect 
to  the  allocation  of  charges  for  fees  and 
expenses  as  among  Philadelphia  Com- 
pany, Pittsburgh  and  West  Virginia, 
Equitable,  and  Finleyville;  and  it  further 
appearing  that  the  record  Is  not  complete 
with  respect  to  the  nature  and  extent  of 
the  services  rendered  and  the  reasonable- 
ness of  the  fees  claimed  by  Reed,  Smith, 
Shaw  &  McClay,  Pittsburgh.  Pa.,  counsel 
for  applicants-declarants,  Flynn,  Clerkin 
&  Hansen,  Chicago,  111.,  co-counsel  for 
applicants-declarants.  Dillon.  Read  &  Co., 
financial  advisers,  and  Public  Utility 
Engineering  and  Service  Company,  a 
former  service  company  subsidiary  of 
Standard  Gas  and  Electric  Company, 
and  its  successor.  Pioneer  Service  &  Engi- 
neering Company: 

It  is  ordered,  That  the  jurisdiction 
heretofore  reserved  over  all  fees  and  ex- 
penses in  connection  with  the  proposed 
transactions  be,  and  the  same  hereby  Is, 
released,  except  as  to  the  fees  and  ex- 
penses of  Reed,  Smith,  Shaw  &  McClay; 
Flynn,  Clerkin  &  Han.sen;  Dillon,  Read  8i 
Co.;  Public  Utility  Engineering  and  Serv- 
ice Company;  and  Pioneer  Service  &  En- 
gineering Company,  jurisdiction  over 
which  is  hereby  specifically  continued. 

It  is  further  ordered,  That  jurisdiction 
is  hereby  continued  with  respect  to  the 
allocation  of  charges  for  all  fees  and  ex- 
penses in  connection  with  the  proposed 
transactions  as  among  Philadelphia 
Company.  Pittsburgh  and  West  Virginia, 
Equitable,  and  Finleyville;  and  that  the 
jurisdiction  as  to  all  other  matters  here- 
tofore reserved  in  our  order  of  June  30, 
1948  herein,  be,  and  hereby,  is  continued 
in  effect. 
By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

[F.     R.     Doc.     49-4:     Filed,     Jan.     3.     1949; 
8:45  a.  m.] 


[Pile  Nos.  54-50.  54-82,  59-10.  59-391 

North  American  Co.  et  al. 

memor.andum  opinion  and  order  denying 
motion 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  bn 
the  28th  day  of  December  A.  D.  1948. 

In  the  matter  of  the  North  American 
Company  and  its  subsidiary  companies. 
File  No.  59-10;  the  North  American  Com- 
pany. File  No.  54-82;  North  American 
Light  &  Power  Company,  Holding-Com- 
pany System,  and  the  North  American 
Company,  File  No.  59-39;  North  Ameri- 
can Light  &  Power  Company,  File  No. 

54-50. 

Appearances.  Stoddard  M.  Stevens, 
of  Sullivan  &  Cromwell,  New  York,  New 
York,  for  the  North  American  Company. 
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Clayton  E.  Kline,  Topcka.  Kansas,  for 
North  American  Light  b  Power  Company. 
Percival  E.  Jackson,  New  York,  New 
York,  for  Pope  Yeatman,  Jr.  et  al.,  com- 
mon stockholders  of  North  American 
Light  &  Power  Company. 

Robert  W.  Meserve,  Boston,  Massa- 
chusetts, for  Preston  Moss  Fund,  Inc. 
et  al.,  common  stockholders  of  North 
American  Light  k  Power  Company. 

Morris  L.  Porer,  of  Wolf.  Block.  Schorr 
and  Solis-Cohen,  Philadelphia,  Pennsyl- 
vania, for  Gerstley,  Sunstein  &  Co.,  a 
common  stockholder  of  North  American 
Light  L  Power  Company. 

George  Rosier,  New  York,  New  York, 
for  Carl  J.  Austrian  and  Robert  G. 
Butcher,  trustees  of  Central  States  Elec- 
tric Corporation,  debtor,  American  Cities 
Power  and  Light  Corporation  and  Blue 
Ridge  Corporation,  common  stockholders 
of  the  North  American  Company. 

Joseph  Auerbach,  for  the  Division  of 
Public  Utilities  of  the  Commission. 

We  have  for  consideration  a  motion 
filed  on  behalf  of  Pope  Yeatman,  Jr.,  et 
al.,  common  stockholders  of  North  Amer- 
ican Light  ii  Power  Company  ("Light  b 
Power"),  a  registered  holding  company 
and  a  subsidiary  of  the  North  American 
Company  ("North  American"),  also  a 
registered  holding  company,  in  connec- 
tion with  a  plan  ( 'Amended  Plan  I") 
for  the  liquidation  and  dissolution  of 
Light  b  Power.  The  objectives  of  the 
motion  and  the  facts  relevant  to  its  con- 
sideration are  as  follows: 

On  June  25,  1947,  we  approved  a  plan 
(known  as  "Plan  I")  filed  by  North 
American  for  the  liquidation  and  dissolu- 
tion of  Light  b  Power,  subject  to  certain 
amendments  being  made  in  the  plan.' 
Amended  Plan  I  was  filed  on  June  27. 
1947,  embodying  the  changes  which  we 
deemed  necessary  In  order  to  make  Plan 
I  fair  and  equitable.  Amended  Plan  I 
provides.  In  so  far  as  relevant  here,  that 
the  publicly  held  common  stock  of  Light 
k  Power  be  retired  by  distribution  of  -ho 
of  one  share  of  common  stock  of  Illinois 
Power  Company  for  each  share  of  Light 
b  Power  common  stock.'  It  also  pro- 
vides that  for  a  period  of  twenty-one 
days  from  the  date  when  the  Illinois 
Power  common  stock  Is  made  available 
for  distribution  to  the  Light  b  Power 
public  common  stockholders.  North 
American  will  stand  ready  to  repurchase 
for  cash  from  the  persons  receiving  the 
stock  any  or  all  shares  so  distributed  on 
the  basis  of  $7.50  for  each  -Un  of  one 
share  of  Illinois  Power  common  stock. 
Irrespective  of  the  then  market  price  of 
such  stock. 

We  stated  in  our  findings  and  opinion 
that  we  would  afford  a  period  of  five  days 
during  which  the  participants  in  the 
proceedings  would  be  given  an  oppor- 
tunity to  request  reargument  or  leave  to 
present  additional  evidence.    No  such  re- 


>  "North  American  Light  &  Power  Company, 
et  al.".  -^  S.  E  C.  — ,  Holding  Company  Act 
Release  No.  7514. 

» Illinois  Power  Company  is  a  subsidiary  of 
Light  tt  Power  and  the  stock  proposed  to  be 
distributed  by  Light  &  Power  Is  held  In  the 
latter's  portfolio.  There  are  960,992  shares 
of  common  stock  of  Light  &  Power  which  are 
publicly  held,  thus  requiring  a  distribution 
by  Light  St  Power  of  288.208  shares  of  Illinois 
Power  common  stock. 


quest  having  been  received,  we  instituted 
proceedings  at  the  instance  of  North 
American  and  Light  b  Power  for  the 
enforcement  of  Amended  Plan  I  in  the 
United  States  District  Court  for  the  Dis- 
trict of  Delaware.  The  District  Court 
approved  the  plan  (74  F.  Supp.  317)  and 
on  November  6,  1947,  entered  an  order 
for  Its  enforcement.  An  appeal  was 
taken  by  certain  public  common  stock- 
holders of  Light  b  Power  to  the  United 
States  Court  of  Appeals  for  the  Third 
Circuit  which  affirmed  the  order  of  the 
District  Court  on  November  5, 1948  (—  F. 
2d.  — ).  While  the  portions  of  the 
plan  which  related  to  the  retirement  of 
the  publicly  held  preferred  stock  of  Light 
b  Power  have  been  consummated,  the 
plan  has  not,  as  yet,  been  consummated 
as  to  the  publicly  held  common  stock  of 
Light  b  Power. 

As  our  findings  and  opinion  antici- 
pated, starting  shortly  after  our  approval 
of  the  plan  in  June  1947,  Illinois  Power 
began  to  pay  regular  quarterly  dividends 
on  its  outstanding  common  stock,  and 
has  paid  six  quarterly  dividends  of  50v' 
during  the  period  which  has  elapsed.  In 
terms  of  the  proposed  distribution  of  ^lo 
of  one  share  of  Illinois  Power  common 
stock  for  each  publicly  held  share  of 
Light  b  Power  common  stock,  the  divi- 
dends which  have  been  received  by  Light 
&  Power  aggregate  90«*  per  share  of  pub- 
licly held  Light  b  Power  common  stock 
for  the  full  period  since  we  approved  the 
plan  and  aggregate  60^  for  the  period 
which  has  elapsed  since  the  District 
Court  entered  its  order  for  enforcement 
of  the  plan. 

By  his  motion,  Yeatman  seeks  to  se- 
cure a  determination  from  us  that  Light 
&  Power  is  reciulred  to  distribute  the  divi- 
dends whieh  it  has  received  on  the  Illi- 
nois Power  common  stock  together  with 
a  distribution  of  the  stock  under  Amend- 
ed Plan  I.  We  heard  oral  argument  on 
the  motion,  at  which  other  public  com- 
mon stockholders  of  Light  b  Power  sup- 
ported Yeatman's  position.  North 
American  and  Light  b  Power,  on  the 
other  hand,  contended  that  Amended 
Plan  I  contains  no  provision  which  would 
require  that  such  dividends  accompany 
any  distribution  of  the  Illinois  Power 
common  stock,  and  stated  that  any  such 
provision  would  require  a  further  amend- 
ment to  the  plan  which  they  are  un- 
willing to  make. 

In  his  moving  papers,  Yeatman  re- 
quested that  we  enter  "an  order  amend- 
ing the  plan  herein  to  provide  that  when 
and  as  distribution  •  •  •  is  made 
•  •  •  the  same  shall  be  accompanied 
by  any  dividends  received  by  Light  b 
Power  from  Illinois  Power  on  such  stock 
so  distributed  from  and  after  June  25, 
1947."  However,  at  the  argument,  Yeat- 
man indicated  that  he  w£&  not  requesting 
an  amendment  to  the  plan,  but  was  seek- 
ing an  opinion  from  us  construing  the 
District  Court's  enforcement  order  as  re- 
quiring a  distribution  of  the  dividends 
together  with  the  stock.  His  argument 
appears  to  be  that  the  Court's  enforce- 
ment order  created,  in  effect,  a  trust  of 
which  the  IHinois  Power  common  stock 
proposed  to  be  distributed  is  the  res,  to 
which  the  applicable  dividends  attached 
wheu  declared.  He  argued  that  the  tak- 
ing of  an  appeal  by  other  common  stock- 


holders could  not  suffice  as  a  reason  for 
failure  to  consummate  Amended  Plan  I, 
pointing  out  that  no  stay  of  consumma- 
tion had  ever  been  sought  by  the  appel- 
lants. Yeatman  coriceded  that  under  his 
construction  of  the  Court's  order  he 
would  be  entitled  to  dividends  of  only 
60*'  per  each  -^io  of  a  share  of  Illinois 
Power  common  stock  rather  than  the 
90c  accrued  since  we  approved  Amended 
Plan  I.  The  other  public  common  stock- 
holders who  participated  in  the  argument 
urged  substantially  the  same  grounds  as 
Yeatman  and  in  common  with  him  also 
argued  that  the  motion  be  granted  on  the 
basis  of  general  equitable  principles. 

It  Is  clear — and  no  one  apparently 
contends  to  the  contrary — that  by  its 
terms.  Amended  Plan  I  does  not  include 
any  provision  that  dividends  received  by 
Light  b  Power  on  the  Illinois  Power  com- 
mon stock  which  is  to  be  distributed 
under  the  plan  are  to  accompany  such 
stock.  In  so  far  as  our  findings,  opin- 
ion and  order  approving  the  plan  are 
concerned,  it  was  argued  In  essence  that, 
while  we  made  no  express  provision  for 
the  payment  of  the  dividends,  the  impli- 
cation of  our  di-scussion  of  the  plan  was 
that  we  contemplated  a  distribution  of 
the  dividends  together  with  the  stock  If 
consummation  of  the  plan  were  delayed. 
We  think  it  proper  to  say  that  our  find- 
ings and  opinion  were  written  without 
any  contemplation  of  the  question  of  the 
dividends  and  that  we  did  not  have  the 
question  then  in  mind.  Nor  di^  any  of 
the  participants  In  the  proceedings  be- 
fore us.  Including  some  of  the  public 
common  stockholders  who  now  seek  such 
a  determination,  bring  the  question  to 
our  attention  during  the  five-day  period 
which  we  provided  for  requests  for  re- 
argument  and  presentation  of  additional 
evidence  prior  to  the  Institution  of 
enforcement  proceedings. 

However,  notwithstanding  the  forego- 
ing, we  believe  it  is  appropriate  now  to 
consider  whether  the  arguments  founded 
on  general  equitable  principles  require 
that  a  distribution  of  the  dividends  be 
made  in  order  to  avoid  an  alleged  un- 
justified  windfall   to   North   American. 
We   have  considered   these   arguments, 
first  on  the  basis  of  what  we  would  have 
done  if  they  had  been  specifically  brought 
to  our  attention  at  the  time  that  we  con- 
sidered  the  plan,   and   secondly,  what 
we  should  do  in  the  light  of  present  cir- 
cumstances, including  the  time  which 
has  elapsed  since  we  approved  the  plan. 
As  to  the  first  consideration,  it  was  our 
view  when  we  approved  the  plan  in  June 
1947  that  the  plan  was  fair  and  equitable, 
and  we  are  satisfied  from  a  reexamina- 
tion of  our  findings  and  opinion  that  if 
the  dividend  question  had  been  brought 
to  our  attention  at  that  time  it  would 
not  have  caused  us  to  find  that  the  plan 
was    unfair.    Of    course,    as    Indicated 
above,  we  have  a  second  and  more  im- 
portant consideration :  whether  the  fail- 
ure   to    provide    for    a    distribution    of 
the  dividends  makes  the  plan  unfair  at 
this  time.     In  considering  the  second 
question  we  must  point  out  that  we  can- 
not accept,  within  the  narrow  limits  pre- 
scribed by  Its  proponents,  the  argument 
that  if  the  dividends  are  not  distributed 
there  will  have  been  an  unfair  windfall 


to  North  American,  which  is  to  receive 
all  of  Light  &  Power's  assets  after  the 
publicly  held  common  stock  of  Light  b 
Power  has  been  retired  pursuant  to  the 
plan.   We  believe  that  a  resolution  of  the 
equities    must    necessarily    encompass 
consideration  of  the  broader  question  of 
whether   non-distribution   of   the   divi- 
dends would  cause  the  plan  to  be  unfair 
at  the  present  time.    This  consideration 
involves  the  question  whether  the  passage 
of  time  and  the  concurrent  receipt  of  the 
dividends  by  Light  b  Power  instead  of 
by  the  public  common  stockholders  of 
Light  b  Power  who  might  otherwise  have 
received  them  if  the  plan  had  been  con- 
summated at  an  earlier  time,  represent 
such  a  change  In  circumstances  since  the 
date  when  we  approved  the  plan  that  we 
should  now  on  our  own  motion,  since 
none  of  the  public  stockholders  has  re- 
quested that  we  do  so,  ask  the  District 
Court  to  remand  the  plan  to  us  so  that 
we   may   redetermine   Its   fairness   and 
equity.     After  careful  examination,  we 
find  nothing  in  the  arguments  presented 
at  this  time,  the  facts  alleged  and  the 
record  heretofore  made  before  us  which 
would  cause  us  to  find  that  a  non-distri- 
bution of  the  dividends  would  make  the 
plan  presently  unfair.   That  is  not  to  say. 
however,  that  if  the  Court  should,  upon 
application  made  to  it,  determine  that 
the  dividends  should  be  distributed,  we 
would  then  refeard  the  plan  as  having  be- 
come unfair.    Obviously,  In  matters  of 
this  nature,  as  we  have  pointed  out  on 
many    occasions,    it    Is    Impossible    to 
achieve  mathematical  precision  or  cer- 
tainty, and  we  are  satisfied  that  the  plan 
need  not  be  disturbed,  whether  or  not 
these  dividends  presently  sought  are  re- 
quired to  be  distributed. 

Turning  to  the  argument  that  the 
Court's  order  Is  to  be  construed  as  re- 
quiring a  distribution  of  the  dividends,' 
we  think  It  proper  to  point  out,  as  in  the 
Instance  of  our  own  findings,  opinion  and 
order,  that  our  counsel  presented  for  set- 
tlement the  from  of  the  Court's  order  and 
that  the  question  of  the  dividends  was 
not  contemplated  by  us  at  that  time. 
As  is  customary,  the  order  was  presented 
to  the  Court  upon  notice  to  all  partici- 
pants In  the  proceedings  before  the 
Court,  Including  some  of  the  public  com- 
mon stockholders  who  are  now  before  us, 
and  no  one  at  that  time  raised  the  ques- 
tion of  the  dividends  although  other 
questions,  not  relevant  here,  were  the 
subject  of  controversy  In  open  court. 
However,  while  setting  forth  our  state  of 
mind  In  presentment  of  the  order,  we 
cannot  undertake  to  conclude  what  may 
have  been  the  intent  of  the  Court  in  en- 
tering the  November  6,  1947  order,  or 
the  subsequent  order  In  February,  1948 
when  the  plan  was  severed  and  consum- 
mated as  to  the  public  preferred  stock- 
holders of  Light  b  Power,  or  the  legal  ef- 

•  In  addition  to  the  Court's  order  of  No- 
vember 6.  1947,  to  which  Yeatman  has  refer- 
ence, there  Is  a  subsequent  order  of  the 
Court  dealing  with  the  severance  of  and  con- 
summation of  the  provisions  In  the  plan  re- 
lating to  publicly  held  preferred  stock  of 
Light  «c  Power.  The  effect  of  the  second 
order,  which  was  entered  after  an  appeal  had 
been  taken  by  public  common  stockholders 
has  apparently  not  been  considered  by  Yeat- 
man. 


feet  of  these  orders  In  the  context  of  this 
controversy.  Whether  or  not  the  Court 
determines  that  a  distribution  of  the 
dividends  is  required,  it  is  our  view  that 
the  plan,  in  either  contingency,  would  re- 
main in  the  realm  of  fairness,  and  ac- 
cordingly need  not  be  remanded  to  us 
for  further  consideration. 

Accordingly,  for  the  reasons  stated,  we 
conclude  that  in  so  far  as  the  motion 
and  the  arguments  of  other  public  com- 
mon stockholders  raise  a  question  of  con- 
struction of  the  Court's  order,  the  ques- 
tion should  be  addressed  to  the  District 
Court.*  To  the  extent  that  the  motion 
and  the  arguments  of  other  public  com- 
mon stockholders  in  support  of  the  ob- 
jectives of  the  motion  raise  questions 
which  we  may  properly  determine,  the 
motion  is  denied. 

It  is  so  ordered. 

By  the  Commission. 

ISEAL]  ORVAL  L.  DuBoIS. 

Secretary. 

R.     Doc.     49-5;     Filed,     Jan.     3,     1949; 
8:45  a.  m.J 


IF. 


(File  Nos.  54-25,  59-11.  59-17) 

United  Light  and  Railways  Co.  et  al. 

ORDER   granting   APPLICATION   AND   PERMft- 
TING   DECLARATION   TO   BECOME   EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  28th  day  of  E>ecember  A.  D.  1948. 

In  the  matter  of  the  United  Light  and 
Railways  Company,  Continental  Gas  & 
Electric  Corporation,  et  al.  Pile  Nos.  59- 
11,  59-17  and  54-25. 

The  United  Light  and  Railways  Com- 
pany ("Railways"),  a  registered  holding 
company  and  Continental  Gas  &  Electric 
Corporation  ("Continental"),  a  regis- 
tered holding  company  subsidiary  of 
Railways,  having  filed  a  Joint  applica- 
tion-declaration and  amendments  there- 
to, pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  proposing 
an  accounting  reorganization  for  Rail- 
ways and  the  making  of  certain  account- 
ing entries  on  the  books  of  Continental 
with  respect  to  charges  to  earned  surplus 
heretofore  restricted  by  order  of  this 
Commission,  all  in  connection  with  the 
following  transactions: 

On  December  30, 1947,  the  Commission 
approved  a  plan  filed  by  Railways  and 
its  subsidiary  holding  company,  Ameri- 
can Light  &  Traction  Company  ("Ameri- 
can Light"),  pursuant  to  section  11  (e) 
of  the  act.  which  plan  provided,  among 
other  things,  for  (1)  the  disposition  by 
Railways  during  the  year  1948,  through 
sales  and  dividend  distributions,  of  all  of 
its  holdings  of  the  common  stock  of 
American  Light ;  (2)  the  sale  by  Railways 
of  shares  of  capital  stock  of  the  Detroit 
Edison  Company  received  as  dividend 
distributions  from  American  Light;  and 
(3)  the  redemption  by  Railways  of  Its 
outstanding  prior  preferred  stocks.    The 


*It  has  been  called  to  our  attention  tliat 
on  December  27,  1948,  certain  public  com- 
mon stockholders  of  Light  &  Power  filed  a 
petition  In  the  District  Court  raising  this 
question,  among  others.  The  District  Court 
has  set  a  hearing  for  January  7.  1949. 


Commission  in  said  order  of  December 
30,  1947  reserved  Jurisdiction,  among 
other  things,  with  respect  to  all  account- 
ing entries  in  connection  with  the  plan, 
the  consummation  thereof  and  the  trans- 
actions incident  thereto.  Consummation 
of  such  transactions  will  require  substan- 
tial charges  to  earned  surplus  account 
resulting  in  an  earned  surplus  deficit. 

In  order  to  make  provision  for  such 
charges.  Railways  proposes  to  establish 
reserves  as  at  January  2, 1948,  by  charges 
to  earned  surplus,  in  an  aggregate 
amount  sufficient  to  provide  for  all 
charges  required  to  be  made  in  connec- 
tion with  the  plan,  including  a  provision 
for  contingencies.  The  proposed  reserves 
will  aggregate  $50,551,818  and  will  be  for 
the  following  purposes  and  in  the  fol- 
lowing amounts* 

Dividends    declared    on   common 

stock    during    1948 $4,664,871 

Dividends  declared  on  preferred 

stock  during   1948 1,195,860 

Estimated  losses  on  offerings  and 

distributions  of  common  stock 

of  American  Light  &  Traction 

Co 43,  177, 139 

Estimated  loss  on  sale  of  78,270 

shares  of  capital  stock  of  the 

Detroit  Edison  Co 212,822 

Call  premiums  on  prior  preferred 

stocks 651, 126 

Contingencies,  including  fees  and 

expenses    In    connection    with 

the  consummation  of  the  plan.         750,  000 

Total -$50.  551,  818 

As  a  part  of  the  accounting  reorganiza- 
tion. Railways  also  proposes  to  create,  by 
a  charge  to  earned  surplus  as  of  January 
2,  1948,  a  reserve,  in  the  amount  of  $2,- 
004,909,  equal  to  the  net  difference  be- 
tween the  carrying  value  of  its  invest- 
ments in  subsidiaries  and  the  underlying 
book  value  of  such  investments  as  at 
January  2,  1948.  It  is  also  proposed  that 
this  reserve  shall  be  subject  to  adjust- 
ment from  time  to  time  by  charges  or 
credits  to  paid-in  surplus  to  reflect  ad- 
justments in  the  underlying  book  value 
of  investments  in  subsidiaries  resulting 
from  adjustments  in  the  accounts  of  such 
subsidiaries  for  items  which  were  inher- 
ent therein  at  January  2,  1948.  Ameri-  , 
can  Light  has  agreed  to  give  the  Com- 
mission fifteen  days  prior  written  notice 
of  any  such  adjustments. 

The  establishment  of  the  above  re- 
serves will  exhaust  the  entire  earned  sur- 
plus of  Railways  existing  as  at  December 
31,  1947  in  the  amount  of  $16,661,514  and 
will  result  in  an  earned  surplus  deficit  of 
$35,895,213  which  Railways  propo.ses  to 
eliminate  by  transfer  to  paid-in  surplus 
account.  Paid-in  surplus  in  the  amount 
of  $54,252,970  will  be  reduced  to  $18,357,- 
757  as  at  January  2,  1948,  upon  comple- 
tion of  all  transactions  contemplated  by 
the  plan,  any  balances  in  the  reserves  for 
transactions  contemplated  by  the  plan 
will  be  transferred  to  paid-in  surplus  ac- 
count. It  is  also  proposed  that  the 
earned  surplus  of  the  subsidiaries  of 
Railways  at  January  2,  1948  be  trans- 
ferred to  the  paid-in  surplus  account  in 
consolidated  statements. 

Continental  requests  authority  to  cre- 
ate a  reserve  in  the  amount  of  $5,858,383 
by  a  charge  to  earned  surplus  account  as 
of  January  2,  1948  equal  to  the  net  dlf-. 
f  erence  between  the  carrying  value  of  its 
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Investments  !n  subsidiaries  and  the  un- 
derlying book  value  of  such  investments 
as  at  January  2,  1948.    In  this  connec- 
tion Continental  has  requested  that  the 
Jurisdiction  heretofore  reserved  by  the 
Commission  in  its  order  of  May  9.  1946. 
with  respect  to  the  disposition  of  $19,- 
115.316  of  earned  surplus  arising  from 
the  sale  of  Continental's  Investment  In 
Columbus  and   Southern  Ohio  Electric 
Company,  be  released  to  the  extent  nec- 
essary to  create  the  proposed  reserve. 
Earned  surplus  amounted  to  $22,137,621 
In  the  aggregate  as  at  January  2,  1948. 
It  Is  proposed  that  this  reserve  shall  be 
subject  to  adjustment  from  time  to  time 
by  charges  or  credits  to  earned  surplus 
account  to  reflect  adjustments  in  the 
underlying  book  value  of  investments  tn 
subsidiaries  resulting  from  adjustments 
In  the  accounts  of  such  subsidiaries  for 
Items  which  were  inherent  therein  at 
January     2.     1948.       Continental     has 
agreed  to  give  the  Commission  fifteen 
days  prior  written  notice  of  any  such 
adjastments. 

Said  joint  application-declaration 
having  been  filed  on  December  9.  1948. 
and  an  amendment  thereto  having  been 
filed  on  December  20.  1948  and  notice  of 
said  application-declaration  having  been 
given  in  the  manner  prescribed  in  Rule 
U-23  and  the  Comml.s.slon  not  having  re- 
ceived a  request  for  hearing  with  respect 
to  said  application-declaration,  as 
amended,  within  the  period  specified,  or 
otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  the  application-declaration,  as  amend- 
ed, that  the  accounting  entries  proposed 
to  be  made  In  connection  with  the  ac- 
counting reorganization  of  Railways  and 
the  entries  proposed  to  be  made  on  the 
books  of  Continental  conform  to  sound 
accounting  practices  and  to  the  require- 
ments of  the  Uniform  System  of  Ac- 
counts for  Public  Utility  Holding  Com- 
pahles  promulgated  imder  the  act  and 
that  the  requirements  of  the  applicable 
provisions  of  the  act  and  rules  promul- 
gated thereunder  are  satisfied,  and  ob- 
serving no  basis  for  making  adverse  find- 
ings thereunder,  and  deeming  It  appro- 
priate In  the  public  Interest  and  In  the 
Interest  of  investors  and  consumers  that 
said  application-declaration,  as  amend- 
ed, be  granted  and  permitted  to  become 
effective  and  further  deeming  It  appro- 
priate to  release  Jurisdiction  over  the 
earned  surplus  account  of  Continental  to 
the  extent  of  the  proposed  charge  to  such 
surplus,  and  further  deeming  it  appro- 
priate to  grant  the  request  for  the  entry 
and  acceleration  of  the  effective  date  of 
the  Commission's  order: 

It  is  hereby  ordered.  Subject  to  the 
terms  and  conditions  prescribed  in  Rule 
U-24  and  pursuant  to  the  provisions  of 
Rule  U-23  and  the  applicable  provisions 
of  the  act.  that  the  application-declara- 
tion, as  amended,  be.  and  the  same  here- 
by is.  approved  and  permitted  to  become 
effective  forthwith. 

It  is  further  ordered.  That  the  Juris- 
diction reserved  In  our  order  of  Decem- 
ber 30.  1947.  over  accounting  entries  In 
connection  with  the  section  11  (e)  plan 
of  Railways  be.  and  the  same  hereby  Is. 
continued. 


It  Is  further  ordered,  That  the  Juris- 
diction reserved  In  our  order  of  May  9, 
1946  over  the  disposition  of  $19,115,316 
of  Continental's  earned  surplus  be  re- 
leased to  the  extent  of  $5,858,383  to  per- 
mit Continental  to  charge  said  amount 
to  such  restricted  earned  surplus  for  the 
purpose  of  creating  a  reserve  against  Its 
Investments  and  that  Jurisdiction  over 
the  disposition  of  the  balance  of  such 
earned  surplus  be,  and  the  same  hereby 
Is,  continued. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

IF.    R.    Doc.    49-«;     Filed.     Jan.     8.     1949; 
8:46  a.  m.] 


(File  No.  70-2022] 

Middle  West  Corp.  and  Kentucky 
Utilities  Co. 

NOTICE  OF  riLINQ 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  29th  day  of  December  A.  D.  1948. 
Notice  is  hereby  given  that  a  Joint  ap- 
plication-declaration has  been  filed  with 
this  Commission,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935. 
by  the  Middle  West  Corporation  ("Mid- 
dle West"),  a  registered  holding  com- 
pany, and  Its  subsidiary.  Kentucky  Util- 
ities Company  ("Kentucky").  Apirfl- 
cants-declarants  have  designated  sec- 
tions 6  (a).  7,  9  (a).  10.  11  (b)  and  12 
(f)  of  the  act  and  Rules  U-42  and  U-43 
promulgated  thereunder  as  applicable  to 
the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Janu- 
ary 11.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matters,  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  Issues,  if  any,  of 
fact  or  law  raised  by  said  application- 
declaration  which  he  desires  to  contro- 
vert or  may  request  that  he  be  notified 
If  the  Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW.  Washington  25.  D.  C.  At  any  time 
after  January  11.  1949.  said  application- 
declaration,  as  filed  or  as  amended,  may 
be  granted  and  permitted  to  become  ef- 
fective as  provided  in  Rule  U-23  of  the 
lules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  In  Rules 
U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  ofBces  of  this  Commission  for  a 
statement  of  the  transactions  therein 
proposed,  which  are  summarized  as  fol- 
lows: 

Middle  West,  the  owner  of  all  the  out- 
standing common  stock  of  Kentucky, 
consisting  of  1,655,000  shares  of  $10  par 
value,  proposes  to  distribute  on  January 
27,  1949  to  Its  stockholders  of  record  on 
December  28,  1948,  one  share  of  Ken- 
tucky's common  stock  for  each  two 
shares  of  Middle  West  common  stock 


held.  No  fractional  shares  of  common 
stock  of  Kentucky  will  be  distributed. 
In  lieu  thereof.  Middle  West  proposes  to 
distribute  to  its  stockholders  non-divi- 
dend bearing  and  non-voting  scrip  cer- 
tificates of  Kentucky.  These  certifi- 
cates, which  will  be  in  bearer  form,  will 
be  Issued  by  Kentucky  to  Middle  West  in 
exchange  for  full  shares  of  Kentucky 
common  stock.  By  their  terms,  the  scrip 
certificates  will  become  void  after  De- 
cember 31.  1953,  but  on  or  before  said 
date  such  certificates,  when  combined 
with  other  scrip  certificates  in  amounts 
equal  in  the  aggregate  to  one  or  more 
full  shares  of  common  stock,  may  be  sur- 
rendered to  Kentucky  in  exchange  for 
full  shares  of  common  stock.  It  is  esti- 
mated that  scrip  certificates  represent- 
ing 5.300  shares  of  common  stock  of  Ken- 
tucky will  he  Issued.  Said  shares  of  com- 
mon stock,  to  the  extent  not  delivered 
against  the  surrender  of  scrip  certifi- 
cates, will  be  cancelled  upon  the  expira- 
tion of  such  scrip  certificates. 

Middle  West  further  proposes  to  re- 
serve 6.542  shares  of  common  stock  of 
Kentucky  for  distribution  in  respect  of 
13,083.55  shares  of  Middle  West  stock 
reserved  under  the  plan  of  reorganiza- 
tion of  Middle  West  Utilities  Company, 
predecessor  of  Middle  West. 

In  respect  of  the  distribution  of  full 
shares  of  common  stock  of  Kentucky, 
Middle  West  reserves  the  right  to  fix  a 
reasonable  period  of  time  upon  the  ex- 
piration of  which  all  rights  of  stockhold- 
ers of  Middle  West  who  can  not  be  lo- 
cated in  such  period  and  on  l>ehalf  of 
whom  no  valid  claim  is  made  during  such 
period,  shall  cease  and  determine,  sub- 
ject, however,  to  the  approval  of  this 
Commission  with  respect  to  such  period 
of  time,  the  conditions  to  be  complied 
with  and  the  steps  to  be  taken  to  make 
operative  the  rights  so  reserved. 

Middle  West  further  proposes,  after 
the  distribution  of  the  common  stock  of 
Kentucky,  to  sell  at  the  market  price  the 
remaining  shares  of  common  stock  of 
Kentucky  not  required  or  reserved  for 
distribution  (estimated  to  be  1,349 
shares). 

Expenses  In  connection  with  the  pro- 
posed transactions,  exclusive  of  legal 
fees,  are  estimated  at  $10,600  for  Middle 
West  and  $12,200  for  Kentucky.  It  is 
stated  that  the  legal  fees  will  be  nominal. 
Middle  West  represents  that  the  dispo- 
sition of  the  common  stock  of  Kentucky 
will  effectuate  a  partial  liquidation  of 
the  company  as  authorized  by  its  stock- 
holders and  will  tend  to  effectuate  the 
provisions  of  section  11  (b)  of  the  act. 

Middle  West  and  Kentucky  request 
that  the  Commission  enter  an  appropri- 
ate order  approving  and  permitting  to 
become  effective  the  application-decla- 
ration and  that  said  order  conform  to 
the  requirements  of  sections  371.  372. 
373.  and  1808  (f )  of  the  Internal  Revenue 
Code  as  amended. 

Applicants-declarants  represent  that 
no  Federal  Commission,  other  than  this 
Commission,  and  no  State  Commission 
has  Jurisdiction  over  the  transactions 
proposed  herein. 

Middle  West  and  Kentucky  request 
that  the  Commission's  order  granting 
and  permitting  to  become  effective  the 
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application-declaration  be  issued  as  soon 
as  practicable  and  that  It  become  effec- 
tive forthwith  upon  issuance. 

By  the  Commission. 


[seal] 


Orval  L.  DtjBois, 
Secretary. 


(P.    R.    Doc.     49-7:     Filed,     Jan.    3,     1949; 
8:46  a.  m.l 


[File  No.  70-2023) 

Long  Island  Lighting  Co. 

NOTICE  or  nUNO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C, 
on  the  28th  day  of  December  1948. 

Notice  Is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Long  Island 
Lighting  Company  ("Long  Island"),  a 
registered  holding  company.  Declarant 
has  designated  sections  6  (a)  and  7  of 
the  act  as  applicable  to  the  proposed 
transaction. 

Notice  Is  further  given  that  any  In- 
terested person  may.  not  later  than  Jan- 
uary 14, 1949.  at  5:30  p.  m.,  e.  s.  t..  request 
the  Commission  In  writing  that  a  hearing 
be  held  on  such'  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
Interest  and  the  issues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW.,  Washington. 
D.  C.  At  any  time  after  January  14, 
1949.  said  declaration,  as  filed,  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  Is  on  file  In  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
posed, which  Is  summarized  as  follows: 

Long  Island  proposes  to  Issue  and  sell 
for  cash  at  principal  amount  to  four 
commercial  banks  an  aggregate  of  $2.- 
000.000  principal  amount  of  notes  which 
will  bear  Interest  at  the  rate  of  2^\7<  per 
annum  and  will  mature  July  15.  1949. 
The  net  cash  proceeds  of  the  sale  of  the 
notes  are  to  be  used  for  construction  re- 
quirements of  the  company. 

Declarant  states  that  the  transaction 
Is  not  subject  to  the  Jurisdiction  of  any 
regulatory  body  other  than  this  Commis- 
sion. 

Declarant  requests  that  the  Commis- 
sion enter  its  order  so  as  to  permit  con- 
summation of  the  proposed  transaction 
at  the  earliest  date  practicable. 

By  the  Commission. 

fsEALl  Orval  L.  DuBois, 

Secretary. 

IF.    R.     Doc.     49-8;     Filed.     Jan.     3.     1949; 
8:46  a.  m] 
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[Pile  No.  70-2024] 
Nassau  ti  Suffolk  Lighting  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C.  on 
the  28th  day  of  December  1948. 

Notice  Is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Nassau  &  Suf- 
folk Lighting  Company,  an  indirect  sub- 
sidiary of  Long  Island  Lighting  Company. 
a  registered  holding  company.  Declar- 
ant has  designated  sections  6  (a)  and  7 
of  the  act  as  applicable  to  the  proposed 
transaction. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  Janu- 
ary 20.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest  and  the  issues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission.  425 
Second  Street  NW,  Washington  25.  D,  C. 
At  any  time  after  January  20.  1949.  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act, 
or  the  Commission  may  exempt  such 
transaction  as  provided  in  Rules  U-20  (a) 
and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  Is  on  file  In  the  of- 
fices of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Declarant  proposes  to  Issue  and  sell 
for  cash  at  principal  amount  to  two 
commercial  banks  an  aggregate  of  $500,- 
000  principal  amount  of  unsecured  notes 
which  will  bear  interest  at  the  rate  of 
2*2%  per  annum,  and  will  mature  on 
June  30,  1949.  The  proceeds  of  the  sale 
of  the  notes  are  to  be  used  for  payment 
of  certain  notes  of  the  company  pres- 
ently outstanding  in  the  aggregate  prin- 
cipal amount  of  $500,000  which  bear  In- 
terest at  the  rate  of  2'/2%  per  annum 
and  mature  January  26.  1949. 

Declarant  states  that  the  transaction 
is  not  subject  to  the  Jurisdiction  of  any 
regulatory  body  other  than  this  Commis- 
sion. 

By  the  Commission. 

[seal]  Orval  L.  DtjBois. 

Secretary.  . 

IF.    R.    Doc.    49-9;     Filed.    Jan.    8,     1949; 
8:46  a.   m.] 


[File  No.  70-2007] 
Alabama  Gas  Corp. 

ORDER  granting  AN  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  24th  day  of  December  A.  D.  1948. 
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Birmingham  Gas  Company  ("Bir- 
mingham") ,  a  direct  subsidiary  of  South- 
ern Natural  Gas  Company  ("Southern"), 
a  registered  holding  company,  having 
filed  with  this  Commission  an  applica- 
tion, with  three  amendments  thereto, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935;  the  application, 
as  filed,  indicating  that  Birmingham, 
upon  the  consummation  of  a  proposed 
merger  into  it  of  Alabama  Gas  Company 
(presently  an  associate  company  of 
Birmingham)  would  change  its  name  to 
Alabama  Gas  Corporation  ("Merged 
Company") :  the  Commission  having 
now  been  informed  that  the  required  ap- 
proval of  stockholders  has  been  given 
and  that  the  merger  Is  to  be  effectuated; 
and  the  application,  as  amended,  pro- 
posing the  following  transactions  by 
Merged  Company: 

The  Issuance  and  sale  of  promissory 
notes  maturing  six  months  from  the 
date  of  the  issuance,  bearing  interest  at 
the  rate  of  234^0  per  annum.  In  the  ag- 
gregate principal  amount  of  $1,000,000, 
of  which  $900,000  principal  amount  is  to 
be  sold  to  the  Chase  National  Bank  of 
the  City  of  New  York  and  the  balance. 
$100,000  principal  amount,  to  Chemical 
Bank  &  Trust  Company.  New  York;  the 
filing,  as  amended,  containing  a  copy  of 
an  order  adopted  by  the  Alabama  Pub- 
lic Service  Commission  authorizing  and 
approving  the  issuance  and  sale  of  said 
notes; 

Notice  of  the  filing  of  this  application 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23.  pro- 
mulgated pursuant  to  the  act,  and  the 
Commission  not  having  received  a  re- 
quest for  a  hearing  with  respect  thereto 
and  not  having  ordered  a  hearing  there- 
on; 

The  Commission  finding  with  respect 
to  this  application  that  the  applicable 
statutory  standards  have  been  satisfied, 
deeming  it  appropriate  In  the  pubhc  In- 
terest and  in  the  interest  of  Investors  and 
consumers  that  said  application  be 
granted,  and  seeing  no  reason  for  the  Im- 
position of  any  special  terms  or  condi- 
tions with  respect  thereto; 

It  is  hereby  ordered,  Pursuant  to  said 
Rule  U-23  and  the  applicable  provisions 
of  the  act,  that  this  application  be.  and 
the  same  hereby  is.  granted,  subject  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24. 

By  the  Commission. 

[seal!  Orval  L.  DuBois, 

Secretary. 

IF.    R.    Doc.    49-10:     Filed,    Jan.    8,    1949; 
8:46  a.  m| 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

Authoritt:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945,  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12517) 

Katharine  Mayer 

In  re:  Estate  of  Katharine  Mayer,  de- 
ceased.   File  No.  D-28-10631-G-1. 


Tuesday,  January  4,  1949 


FEDERAL  REGISTER 


so 


NOTICES 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  piirsuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Mrs.  Henrietta  Koch,  whose 
last  known  address  Is  Germany  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  Identified  in  subpara- 
graph 1  hereof,  in  and  to  the  Estate  of 
Katharine  Mayer,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  the  Safe  Deposit 
and  Trust  Company  of  Baltimore,  Mary- 
land, as  Administrator,  c.  t.  a.,  acting 
under  the  judicial  supervision  of  the 
Orphan's  Court  of  Baltimore  City.  Mary- 
land; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  15.  1948. 

For  the  Attorney  General. 

I  seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-21:     Piled.    Jan.    3.     1949; 
8:49  a.  m] 


(Vesting  Order  12520] 
Detttsche  Bank  Filiale  Elberfeld 

In  re:  Stock  owned  by.  and  debt  owing 
to  Deutsche  Bank  Filiale  Elberfeld.  F- 
28-852-A-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Deutsche  Bank  Filiale  Elber- 
feld, the  last  known  address  of  which  is 
Wuppertal-Elberfeld,  Germany,  is  a  cor- 
poration, partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Germany,  and  which 
has  or.  since  the  effective  date  of  Execu- 
tive Order  8389.  as  amended,  has  had  its 
principal  place  of  business  In  Wupper- 


tal-Elberfeld and  is  a  national  of  a  des- 
ignated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Plve  (5)  shares  of  $5.00  par  value 
common  capital  stock  of  Consolidated 
Coppermlnes  Corporation.  120  Broad- 
way, New  York  5.  New  York,  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  Delaware,  evidenced  by  a  cer- 
tificate numbered  014531.  and  registered 
In  the  name  of  Continental  Illinois  Bank 
Si  Trust  Company  as  Trustee  under 
agreement  with  Elise  Kollmeyer  dated 
May  21.  1928.  as  amended  June  26.  1931, 
Chicago.  Illinois,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

b.  Five  (5)  shares  of  $5.00  par  value 
common  capital  stock  of  Consolidated 
Coppermlnes  Corporation.  120  Broadway. 
New  York  5.  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 
Delaware,  evidenced  by  a  certificate 
numbered  014530,  and  registered  in  the 
name  of  Continental  Illinois  Bank  L 
Trust  Company  as  Trustee  under  agree- 
ment with  Emma  Kollmeyer  Koch  dated 
May  21,  1928.  as  amended  June  26.  1931. 
Chicago,  Illinois,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

c.  Five  (5)  shares  of  $5.00  par  value 
common  capital  stock  of  Consolidated 
Coppermlnes  Corporation.  120  Broadway. 
New  York  5.  New  York,  a  corporation 
organized  under  the  laws  of  the  State 
of  Delaware,  evidenced  by  a  certificate 
numbered  014529.  and  registered  In  the 
name  of  Continental  Illinois  Bank  & 
Trust  Company  as  Trustee  under  agree- 
ment with  Pauline  Kollmeyer  dated  May 
21,  1928  as  amended  June  26,  1931.  Chi- 
cago. Illinois,  together  with  all  declared 
and  unpaid  dividends  thereon,  and 

d.  Cash  in  the  amount  of  $2.25.  pres- 
ently In  the  possession  of  the  Attorney 
General  of  the  United  States  In  Collec- 
tion Account,  Symbol  896-027, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by 
Deutsche  Bank  Filiale  Elberfeld.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  eountry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  In- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  8193,  as  amended. 


Executed  at  Washington.  D.  C,  on 
December  IB,  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-32;     Filed,    Jan.    8,    1949; 
8:60  a.  m.] 


[Vesting  Order  12536] 
Joseph  Bock 


In  re:  Stock  owned  by  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Joseph  Bock, 
deceased.     P-2ft-23685-I>-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Joseph  Bock,  deceased,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a  des- 
ignated enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Fifteen  (15)  shares  of  $100.00  par 
value  common  capital  stock  of  The 
Cleveland  Railway  Company  (in  liquida- 
tion) ,  c/o  The  Cleveland  Trust  Company, 
Liquidating  Agent.  Cleveland  1,  Ohio,  a 
corporation  organized  under  the  laws  of 
the  State  of  Ohio,  evidenced  by  a  certifi- 
cate numbered  61502.  registered  in  the 
name  of  Estate  of  Joseph  Bock.  De- 
ceased, together  with  all  declared  and 
unpaid  dividends  thereon,  and  any  and 
all  rights  under  a  plan  of  liquidation, 
dated  1941.  whereby  certificate  holders 
approved  an  offer  by  the  City  of  Cleve- 
land. Ohio,  to  purchase  the  aforesaid 
stock. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees  of  Joseph 
Bock,  deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  It  Ls  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Joseph  Bock,  de- 
ceased, are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


Tuesday,  January  4,  1949 

the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.  C,  on 
J^ecember  16,  1948. 

For  the  Attorney  General. 

[SEAL]  DAvra  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc,    49-23;     Filed.    Jan.    8,    1949; 
8:60   a.  m] 


[Vesting  Order  12568] 
Anna  B.  Schroeder 

In  re:  Estate  of  Anna  B.  Schroeder, 
deceased.  File  D-28-11462;  E.  T.  sec. 
15694. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tlve  Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Alois  Pohler,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  national  of  a  designated  en- 
emy country  (Oe«many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  In  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Anna  B.  Schroeder.  deceased.  Is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Albert  J.  Mueller,  as 
executor,  acting  under  the  judicial  su- 
pervision of  the  Probate  Court  of  the 
State  of  Minnesota,  in  and  for  the  County 
of  Ramsey; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national 
Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49  24:    Filed.    Jan.    3,    1949; 
8:50  a    m.] 


FEDERAL  REGISTER 

[Return  Order  239] 
Thomas  Horty 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  Number,  Notice  of  In- 
tention  To  Return  Published,  and  Property 

Thomas  Horty.  St.  Paul.  Minn.  Claim  No. 
32170.  November  24,  1948  (13  F.  R.  6948): 
•10.278.00  In  the  Treasury  of  the  United 
States. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C.  on 
December  29,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-29;     Filed,    Jan.    3,     1949; 
8:51  a.  m.] 


[Return  Order  243] 
Anna  Rosenteld  Klein 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  Number;  Notice  of  In- 
tention  To  Return  Published;  and  Prop- 
erty 

Anna  Rosenfeld  Klein,  Or,  Szaboles  Mepre. 
Hungary,  Claim  No.  7548;  November  24,  1948 
(13  F.  R.  6948):  $614.67  In  the  Treasury  of 
the  United  States. 

Appropriate  documents  and  papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
December  29,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-30;     Filed,    Jan.    8,     1949; 
8:51  a.  ml 
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All  other  provisions  of  said  Return 
Order  No.  198  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  of  America  in  reliance 
thereon,  pursuant  thereto,  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
December  29,  1948. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-31;     Filed,    Jan.    8,    1949; 
8:51  a.  m.l 


[Return  Order  198,  Amdt] 
Mrs.  Kiyo  Horita 

Return  Order  No.  198.  dated  Septem- 
ber 29.  1948.  is  hereby  amended  to  cor- 
rect an  error  in  Claim  No.  30336. 

This  claim  should  read  as  follows: 

Claimant,  Claim  No.,  and  Property 

Mrs.  Klyo  Horita,  a/k/a  Mra.  Klyo  Hotta, 
711  OIU  Road,  Honolulu,  T.  H.,  82336,  $397.87. 


[Return  Order  220,  Amdt.l 
Island  Fender  Shop  et  al. 

Return  Order  No.  220,  dated  November 
22.  1948.  Is  hereby  amended  by  adding 
the  name  George  K.  Takemoto  to  Claim 
No.  37258. 

This  claim  should  read  as  follows: 

Claimant.  Claim  No.  and  Property 

Island  Fender  Shop.  Harry  Y.  Takemoto, 
and  George  K.  Takemoto,  426  Ward  Street, 
Honolulu.  T.  H.,  37258,  $176.61. 

All  Other  provisions  of  said  Return 
Order  No.  220  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto,  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on  De- 
cember 29,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-32;     Filed.    Jan.    8,    1949; 
8:51   a.  m.] 


[Vesting  Order   500A-2431 

Copyrights  of  Certain  German 
Nationals 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  persons  (including  indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  in  Column 
5  of  Exhibit  A  attached  hereto  and  made 
a  part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names  of 
which  persons  are  listed  (a)  in  Column 
3  of  said  Exhibit  A  as  the  authors  of  the 
works,  the  titles  of  which  are  listed  in 
Column  2,  and  the  copyright  numbers, 
if  any.  of  which  are  ILsted  in  Column  1, 
respectively,  of  said  Exhibit  A.  and/or 
(b)  in  Column  4  of  said  Exhibit  A  as 
the  owners  of  the  copyrights,  the  num- 
bers, if  any.  of  which  are  listed  In  Col- 
umn 1,  and  covering  works  the  titles  of 
which  are  listed  in  Column  2.  respec- 
tively, of  said  Exhibit  A,  and'or  (c)  in 
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Column  B  of  said  Exhibit  A  as  others 
owning  or  claiming  interests  in  such 
copyrights)  are  residents  of.  or  are  or- 
ganized under  the  laws  of,  or  have  their 
principal  places  of  business  in.  such  for- 
eign country  and  are  nationals  thereof; 
2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature, 
under  the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred 
to  in  Column  5  of  said  Exhibit  A,  and 
also  of  all  other  persons  (Including  indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) ,  whether  or  not  named  elsewhere 
In  this  order  including  said  Exhibit  A, 
who  are  residents  of.  or  which  are  or- 
ganized under  the  laws  of  or  have  their 
principal  places  of  business  in,  Germany 
or  Japan,  and  are  nationals  of  such  for- 
eign countries,  In,  to  and  under  the 
following: 

a.  The  copyrights,  If  any,  described  in 
said  Exhibit  A, 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  ExhiWt  A  and  in  every 
Issue,  edition,  publication,  republication, 
translatfon,  arrangement,  dramatization 
and  revision  thereof,  in  whole  or  in  part. 


NOTICES 

of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not 
specifically  designated  by  copyright 
number, 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the 
foregoing. 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  royalty,  share  of  profits  or 
other  emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e.  Ali  rights  of  renewal,  reversion  or 
revesting,  if  any.  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  In  equity  with  respect 
to  the  foregoing,  Including  but  not 
limited  to  the  rights  to  sue  for  and  re- 
cover all  damages  and  profits  and  to  re- 
quest and  receive  the  benefits  of  all 
remedies  provided  by  common  law  or 
statute  for  the  infringement  of  any 
copyright  or  the  violation  of  any  right  or 
the  breach  of  any  obligation  described  in 
or  affecting  the  foregoing. 


Is  property  of,  and  Is  property  payable 
or  held  with  respect  to  copyrights  or 
rights  related  thereto  in  which  interests 
are  held  by.  and  such  property  Itself  con- 
stitutes interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  inter- 
est of  and  for  the  benefit  of  the  United 
States. 

The  term  "natlonsd"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C.  on 
December  15,  1948. 

For  the  Attorney  General. 

(seal]  Davo)  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


Exhibit  A 

Colnmn  1 
Copyiigtat  Noa. 

Column  3 
Tltlei  of  worki 

Column  t 
Name*  and  last  known  nationalities  of  authors 

Column  i 

K&mes  and  last  known  addrCMM 
of  owners  of  copyrights 

Column  6 

Identified 

persons  wboM 

interests  are 

being  vested 

A.  Tor.  13197 

Unknown    — . 

Bandbuch  der  Kntschelduniren  des  Standlgen 
Intemalional«n  Oerichtshots.    Repertoire  des 
Declslonj  de  la  Cour  Pcrmanf  nte  de  Justice 
Internationale.   Digest  •(  the  Decisions  of  the 
Permanent   Court  of  International  Justice. 
(Added  title  patie:  Pontes  Jiids  Gentium) 
1031. 

India,  The  Landscape,  the  Monuments  and  the 
People.  1928. 

Joint  Kdltont— Abraham  Howard  Feller  (United 
States  cltiien)  Ernst  Schmlti  and  Berthold 
Graf  Pcbenk  von  SUuflenberg  (nationalities 
not  established). 

Martin  HQrlimann.  (nationality  not  esUbllshed). 

Carl  Heymanj.  Verlag.  Berlin,  Ger- 
many (nationality  (jermau). 

Ernst  Wasmuth  A.  0.,  Berlin,  Ger- 
many (ualioi>ality  German). 

Owner. 
Do. 

[P.    R.    Doc.    49-28;     Piled.    Jan.    8,     1949;    8:61  «.  m.] 


[Vesting  Order  11444.  Amdt.]^ 
M.  Yatani 

In  re:  Stock,  bonds,  bank  account  and 
a  scrip  certificate  owned  by  M.  Yatani, 
also  known  as  K.  Yatani.  and  as  Mychi 
Yatani. 

Vesting  Order  11444,  as  amended, 
dated  June  10,  1948.  is  hereby  amended 
as  follows  and  not  otherwise: 

a.  By  adding  immediately  following 
the  name  K.  Yatani  wherever  the  name 
appears  on  said  Vesting  Order  11444.  as 
amended,  the  words  "and  as  Mychl 
Yatani". 

b.  By  deleting  subparagraph  2  (a)  of 
said  Vesting  Order  11444.  as  amended, 
and  substituting  therefor  the  following: 
Six  hundred  (600)  shares  of  $2.78  par 
value  common  capital  stock  of  Standard 
Brewing  Co.  of  Scranton,  Penn  Avenue 
and  Walnut  Street,  Scranton.  Pennsyl- 


vania, a  corporation  organized  under  the 
laws  of  the  State  of  Pennsylvania,  evi- 
denced by  certificates  for  no  par  value 
common  capital  stock  of  the  aforesaid 
Standard  Brewing  Co..  said  certificates 
numbered  N1318/20.  and  N1482.  for  one 
hundred  (100)  shares  each,  registered  in 
the  name  of  Mychi  Yatani  and  P322  and 
P326  for  one  hundred  (100)  shares  each, 
registered  in  the  name  of  Harold  Rut- 
ledge,  said  certificates  presently  in  the 
custody  of  Dauphin  Deposit  Trust  Com- 
pany. 213  Market  Street.  Harrisburg. 
Pennsylvania,  together  with  any  and  all 
declared  and  unpaid  dividends  thereon, 
and  any  and  all  rights  to  exchange  the 
aforesaid  certificates  for  new  certificates 
for  $2.78  par  value  stock,  and 

c.  By  deleting  from  Exhibit  A,  attached 
to  and  by  reference  made  a  part  of 
said  Vesting  Order  11444,  as  amended, 
the    certificates    numbered    AL9594230. 


DAL9594221  and  the  face  value  $1,000.00 
set  forth  with  respect  to  "Kingdom  of 
Italy  Public  Debt  ZV2V0"  and  substi- 
tuting therefor  certificate  numbered 
DAL9594221-AL9594230  and  the  face 
value  1.000  lira. 

All  other  provisions  of  said  Vesting 
Order  11444.  as  amended,  and  all  actions 
taken  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  in  reliance 
thereon,  pursuant  thereto  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
December  15,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  Geiieral, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-27:     Filed.    Jan.    3,     1949; 
8;50  a.  m  1 
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TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Competitive  Service 

civil    AERONAUTICS    BOARD 

Under  authority  of  §  6.1  (a^  of  Execu- 
tive Order  No.  9830,  and  at  the  request 
of  the  Civil  Aeronautics  Board,  §  6.137 
(g)  is  amended  to  read  as  set  out  below, 
effective  upon  publication  in  the  Federal 
Register. 

I  6.137  Civil  Aeronautics  Board.  •  *  * 
(g)  A  Director  and  two  Assistant  Di- 
rectors of  the  Economic  Bureau;  Direc- 
tor of  the  Bureau  of  Safety  Regulation; 
Director  of  the  Bureau  of  Safety  Investi- 
gation; and  until  December  31.  1949.  As- 
sistant Director  of  the  Bureau  of  Safety 
Regulation  and  Assistant  Director  of  the 
Bureau  of  Safety  Investigation. 

(Sec.  6.1  (a),  E.  O.  9830.  12  P.  R.  1259) 


(seal! 


United  States  Civil  Serv- 
ice Commission. 
Frances  Perkins, 

Acting  President. 


|F.    R.    Doc.    49-47;     Filed,    Jan     4.    1949; 
8:47  a.  m.| 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter    B — Export    end    Divertion    Progromt 

Part  518— Fruits  and  Berries,  Dried  and 
Processed 

DRIED  FRUIT  EXPORT  PROGRAM    (FISCAL  YEAR 
1949)  ;    SUPPLEMENTARY    STATEMENT 

As  a  result  of  questions  submitted  by 
exporters  and  prospective  exporters  who 
desire  to  participate  in  the  current  dried 
fruit  export  program,  the  Department, 
without  in  any  way  modifying  the  provi- 
sions of  the  program  made  effective  as 
of  the  26th  day  of  November  1948  (13 
F.  R.  7323),  hereby  issues  certain  in- 
terpretations of  the  program. 

A  statement  in  the  Federal  Register 
of  December  23.  1948  (13  F.  R.  8248  > .  has 
redesignated  Part  506.  Dried  Fruit  Export 


Program  (13  F.  R.  7323)  in  Chapter  V  of 
Title  6  of  the  Code  of  Federal  Regula- 
tions as  "Subpart— Dried  Fruit  Export 
Program  (Fiscal  Year  1949)"  in  "Part 
518,  Fruits  and  Berries.  Dried  and  Proc- 
essed" in  Chapter  IV  of  said  Code.  Sec- 
tions 506.1  to  506.13  have  been  redesig- 
nated as  §§518.1  to  518.13. 

Sec. 

618  21     Time   of   filing   application. 

518.22     Contracts   made   prior   to   November 

26,  1948. 
618  23     Computation  of  price. 
518  24     Reference  to  list  of  producers. 
518  25     Certification     when     some     tonnage 

purchased  below  minimum  prices. 

618.26  Certification  by  cooperative  market- 

ing association. 

618.27  Duplicate  original  inspection  certifi- 

cate. 
51828    Certification  when   names  of  buyer 
and  consignee  are  different. 

authority:  ff  618  21  to  518.28  issued  un- 
der sec.  32.  49  Stat.  774,  as  amended,  sec.  112 
(f).  P.  L.  472,  80th  Cong.,  62  Stat.  137;  7 
U.  S.  C.  612c. 

5  518.21  Time  of  filing  application. 
Application  for  participation  ill  the  pro- 
gram pursuant  to  §  518.2  may  be  filed 
by  an  exporter  before  or  after  he  makes 
a  sale  upon  which  he  expects  to  submit 
a  claim  for  export  payment  under  this 
program. 

§  518.22  Contracts  made  prior  to  No- 
vember 26. 1948.  Since  this  program  has 
been  establi.shed  in  order  to  encourage 
the  exportation  of  dried  prunes  and 
raisins  as  stated  in  §  518.1,  and  it  ap- 
pears that  certam  contracts  for  the  ex- 
portation of  these  commodities  had  been 
made  prior  to  November  26,  1948  (the 
effective  date  of  this  offer)  but  deliver- 
ies have  not  been  made,  in  whole  or  in 
part  under  such  contracts  because  of 
maritime  strikes  or  other  reasons  and 
there  is  a  possibility  that  such  contracts 
might  be  cancelled,  the  following  rules 

shall  apply. 

(a)  In  the  event  that  a  buyer  cancels 
a  contract  entered  into  prior  to  Novem- 
ber 26,  1948,  for  a  legally  valid  reason, 
a  subsequent  contract  with  that  buyer 
which  conforms  to  the  provisions  of  the 
dried  fruit  export  program  is  eligible  as 
a  basis  for  claim  under  the  program. 

(b)  In  the  event  that  a  buyer  cancels, 
without  a  legally  valid  reason  therefor, 
a  contract  entered  into  prior  to  Novem- 
ber 26,  1948,  and  specifying  a  sale  price 


(Continued  on  p.  35) 
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which  does  not  reflect  an  export  pay- 
ment under  the  dried  fruit  export  pro- 
gram, export  payment  under  such  pro- 
gram will  not  be  made  with  respect  to 
any  subsequent  contract  made  by  the 
same  buyer  with  the  same  seller  or  with 
another  seller  until  after  the  buyer  has 
made  a  purchase  of  the  same  quantity 
of  the  same  kind  of  dried  fruit  as  that 
which  was  affected  by  such  cancellation, 
provided  that  such  purchase  was  fol- 
lowed by  delivery  of  the  quantity  pur- 
chased.   The  exporter  shall  obtain  and 
furnish   to   the  Department   a   written 
statement  from  the  buyer  with  whom  he 
Is  negotiating  a  contract  that  the  quan- 
tity which  the  buyer  Is  contracting  to 
purchase  is  not  a  substitute  for  part  or 
all  of   another  quantity  covered  by   a 
previous  contract,  made  at  a  price  not 
reflecting  an  export  payment  under  this 
program,  which  that  buyer  had  cancelled 
without  a  legally  valid  reason,  and  if  the 
buyer  did  cancel  such  a  contract  the 
statement  shall  specify  the  reason.    Ex- 
porters participating  in  this  program  are 
requested  to  communicate  to  the  Direc- 
tor. Fruit  and  Vegetable  Branch,  the  de- 
tails of  contracts  with  foreign  buyers  for 
export  to  any  approved  country  desig- 
nated in  §  518.3  of  the  dried  fruit  export 
program  which  were  entered  into  prior 
to  November  26.  1948.  and  pursuant  to 
which  deliveries  have  not  yet  been  made 
in  full.    Such  details  will  be  kept  con- 
fidential by  the  Department  but  the  De- 
partment will,  upon  request,  advise  a 
prospective  seller  whether  his  contem- 
plated sale  appears  to  be  In  substitution 
of  a  sale  made  to  the  same  buyer  by  an- 
other seller  prior  to  November  26,  1948. 
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imder  which  full  delivery  has  not  been 

made. 

(c)  The  Department's  attention  has 
been  called  to  the  second  paragraph  In 
the  section  headed  "Responsibility,"  In 
Form  A,  effective  October  1,  1926,  "Ex- 
port Dried  Fruit  Contract  Adopted  by 
Dried  Fruit  Association  of  California  and 
California  Dried  Fruit  Export  Associa- 
tion," which  deals  with  delays  beyond 
the  control  of  the  seller.     If  a  seller 
brings  himself  within  the  language  of 
that  paragraph  and  as  a  result  a  sale 
which  he  made  to  a  foreign  buyer  prior 
to  November  26.  1948,  is  automatically 
cancelled,  a  sale  made  by  the  same  seller 
or  by  other  sellers  to  the  same  buyer 
after  November  26.  1948.  will  notwith- 
standing such  cancellation  entitle  the 
seller  to  export  payment  if  the  sale  other- 
wise complies  with  the  provisions  of  this 
program. 

(d)  If  a  foreign  buyer  has  cancelled 
his  contract  made  prior  to  November  26, 
1948,  under  circumstances  which  make 
It  uncertain  whether  a  sale  made  to  the 
same   buyer   after   November   26,    1948, 
will  qualify  for  an  export  payment  un- 
der this  program,  and  the  seller  in  order 
to  protect  himself  either  (1)  sells  to  the 
buyer  at  a  price  reflecting  the  export 
payment  and  provides  that  the  buyer 
shall  pay  him  an  amount  equal  to  the 
export  payment  if  the  seller  fails  to  ob- 
tain the  payment  from  the  Department, 
or  (2)  sells  to  the  buyer  at  a  price  which 
does  not  reflect  the  export  payment  and 
provides  that  he  will  remit  to  the  buyer 
the  amount  of  the  export  payment  upon 
the  Department's  approving  the  export 
payment  under  this  program,  such  a  sale 
made  after  November  26.  1948,  will  qual- 
ify for  export  payment  under  this  pro- 
gram if  the  Department  determines  that 
it  was  made  in  good  faith  and  that  it 
otherwise   complies   with,   and   did   not 
evade,  the  provisions  of  this  program, 
subject  to  the  condition,  however,  that 
proof  of  such  remittance  by  the  seller 
shall  be  submitted  to  the  Department 
prior  to  its  making  the  export  payment. 
To  enable  the  Department  to  approve 
the  export  payment,  the  exporter  shall 
submit  all  required  proof  except  proof 
of  the  making  of  the  remittance,  and  a 
fully  prepared  but  unsigned  voucher  for 
payment.    After   the   approval   by   the 
Department,  the  exporter  shall  submit 
proof  of  the  making  of  the  remittance 
and  an  original  and  three  copies  of  a 
signed    voucher    in    accordance    with 
§  518.6. 
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§  518.24  Reference  to  list  of  produc- 
ers. After  an  exporter  has  submitted 
a  list  of  producers  in  accordance  with 
§  518.4  he  may  make  reference  to  such 
list  in  certifications  filed  with  subsequent 
claims  in  accordance  with  such  section 
and  need  not  file  the  same  list  again. 

§  518.25  Certification  tchen  some  ton- 
nage purchased  below  minimum  prices. 
In  the  event  that  the  exporter  had  pur- 
chased some  tonnage  at  or  above  the 
prices  specified  in  §  518.4  and  some  ton- 
nage below  such  prices,  he  may  comply 
with  that  section  by  certifying  that  the 
fruit  exported  was  from  the  former  ton- 
nage only  and  by  filing  a  list  of  the  pro- 
ducers from  whom  such  fruit  was  so  pur- 
chased. 

§  518.26  Certification  hy  cooperative 
marketing  association.  A  cooperative 
marketing  association  may  comply  with 
the  requirement  of  §  518.4  about  stating 
the  prices  at  which  the  fruit  was  acquired 
from  producers  by  certifying  that  it  has 
credited  such  prices  to  all  its  members 
who  delivered  dried  fruit  of  the  type  or 
types  on  which  the  claim  for  an  export 
payment  is  made. 

§  518.27  Duplicate  original  inspection 
certificate.  An  exporter  can  comply 
with  the  requirement  in  paragraph  (c) 
in  §  518.6.  with  respect  to  inspection 
certificates,  by  filing  a  duplicate  original 
inspection  certificate  signed  by  the  in- 
spector who  issued  it  and  one  copy  of  the 
inspection  certificate. 

§  518.28  Certification  when  names  of 
buyer  and  consignee  are  different.  If 
the  bill  of  lading  shows  the  name  of  a 
person,  acting  as  agent  for  the  buyer, 
different  from  that  appearing  on  the 
contract  under  which  the  bill  of  lading 
is  made,  the  exporter  should  accom- 
pany his  claim  on  the  exportation  cov- 
ered by  such  bill  of  lading,  with  a  cer- 
tification that  the  shipment  under  that 
bin  of  lading  is  to  the  buyer  named  in 
the  contract  and  is  made  pursuant  to 
that  contract. 

Dated  this  30th  day  of  December  1948. 

[seal!  Ralph  S.  Trigg, 

Authorized  Representative  of 
the  Secretary  of  Agriculture. 


§  518.23    Computation   of    price.    An 
exporter  who  sells  to  a  foreign  buyer  on 
a  price  basis  other  than  free  along  ship 
or  free  on  board  ves.sel,  United  States 
port,  can  comply  with  the  dried  fruit 
export   program  by  certifying   on  the 
copies  of  the  sales  contract  accompany- 
ing his  claim,  or  on  a  statement  attached 
thereto,  the   gross  price  in   cents   per 
pound  f.  a.  s.  United  States  port,  which 
is  the  equivalent  of  the  price  invoiced 
to  the  buyer,  and  by  showing  in  such 
certification  the  charges  on  the  basis  of 
which  such  f.  a.  s.  price  is  computed  from 
the  price  invoiced  to  the  buyer.    Such 
certification  must  be  signed  by  a  person 
authorized  to  represent  the  exporter  in 
such  matter  but  need  not  be  notarized. 


[F.    R.    Doc.    49-38;    Piled.    Jan. 
8:45  a.  m.l 
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Part  672— Wool 

redesignation  of  section 

Cross  Reference:  For  the  redesigna- 
tion of  §  2307.22  of  Chapter  XXI,  Title 
7.  as  §  672.1.  see  F.  R.  Doc.  49-70,  Title  7, 
Chapter  XXI.  infra. 


TITLE  7— AGRICULTURE 

Chapter  XXI — Organization,   Func- 
tions and  Procedures 

Subchapter  C — Produttlon  end  Marketing 
Administration 

Discontinuance  of  Codificatiow 

The  codification  of  the  following  parts 
and  sections  of  this  chapter  Is  hereby 
discontinued: 


n 
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Part  2300 — Production  and  Marketing  Ad- 
ministration. 

Part  2301 — OfBce  of  th«  Administrator. 

Part  2302 — Cotton  Branch. 

Part  2303 — Dairy  Branch. 

Part  2304 — Pats  and  Oils  Branch. 

Part  2305 — Fruit  and  Vegetable  Branch. 

Part  2306 — Grain  Branch. 

Part  2307— Livestock  Branch:  i  i  2307.1  to 
2307.3,  2307  10  to  2307.21. 

Part  2308 — Poultry  Branch. 

Part  2309 — Price  Support  and  Foreign  Sup- 
ply Branch. 

Part  2310 — Sugar  Branch. 

Part  2311 — Tobacco  Branch. 

Part  2320 — Audit  Branch. 

Part  2321 — Budget  and  Management 
Branch. 

Part  2322 — Compliance  and  Investigation 
Branch. 

Part  2323 — Information  Branch. 

Part  2324 — Agricultural  Conservation  Pro- 
grams Branch. 

Part  2325 — Fiscal  Branch. 

Part  2326 — Foo<<  Distribution  Programs 
Branch. 

Part  232a — Marketing  Facilities  Branch. 

Part  2329 — Marketing  Research  Branch. 

Part  2330 — Shipping  and  Storage  Branch. 

The  following  redesignation  of  section 
number  is  made: 

Section  2307.22  Is  redesignated  as 
S  672.1  of  Part  672  of  Chapter  IV,  Title  6. 

Future  amendments  to  descriptions  of 
organization  and  delegations  of  final  au- 
thority will  appear  in  the  Notices  section 
of  the  Federal  Register. 

Dated:  December  31, 1948. 

[seal]  Ralph  S.  Trigg, 

Administrator,  Production 
and  Marketing  Administration, 

|F     R.    Doc.    49-70:     Piled,    Jan.    4.    1949: 
8:53  a  m.l 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natu- 
ralization Service,  Department  of 
Justice 


Subchapter  ft— Immigration  Regulations 

Part  150 — Arrest  and  Deportation 

Subchapter  D — Nationality  Regulations 

Part    362 — Registry    or    Aliens    Under 
Nation.\lity  Act  or  1940 

isstJANCE  or  alien  registration  receipt 
cards  to  aliens  whose  entries  into 

UNITED  states  ARE   REGULARIZED 

December  3.  1948. 

The  following  amendments  to  Chap- 
ter I.  Title  8  of  the  Code  of  Federal  Reg- 
ulations are  hereby  prescribed: 

1.  The  first  sentence  of  5  150.6  (g)  is 
amended  by  adding  '62  Stat.  1206"  to 
the  parenthetical  citation  and  by  Insert- 
ing the  word  "from"  before  the  words 
"the  United  States"  in  both  subpara- 
graphs (2)  and  (3>,  so  that  the  sentence 
will  read: 

5  150  6    Hearing.    •     •     • 
<g)   Application     for    suspension     of 
deportation,'  for   departure    in    lieu   of 
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deportation,  or  for  preexamination.  At 
any  time  during  the  hearing  the  allea 
may  apply,  under  the  provisions  of  sec- 
tion 19  (c)  of  the  Immigration  Act  of 
1917.  as  amended  (39  Stat.  889.  54  Stat. 
671.  56  Stat.  1044.  62  Stat.  1206;  8  U.  S.  C. 
155  (O): 

(1)  On  Form  1-55  In  triplicate,  for 
susperision  of  deportation;  or 

(2)  On  Form  1-255  In  triplicate,  for 
the  privilege  of  departing  from  the 
United  States  at  his  own  expense  in  lieu 
of  deportation;  or 

(3)  On  Form  1-255  in  triplicate,  for 
the  privilege  of  departing  from  the 
United  States  at  his  own  expense  tn  lieu 
of  deportation  and  the  privilege  of  pre- 
examination under  Part'  142  of  this 
chapter.     •     •     • 

2.  Section  150.6  (g)  is  further 
amended  by  inserting  after  the  second 
sentence  a  new  sentence  reading  as  fol- 
lows: "If  the  alien  applies  for  suspen- 
sion of  deportation,  he  shall  furnish  two 
photographs  of  himself,  as  prescribed 
in  §  364.1  of  this  chapter." 

3.  The  last  sentence  of  paragraph  (a) 
of  S  150.10  is  amended  to  read  as  follows: 
"Such  application  may  be  made  by  filing 
Forms  1-256  and  1-55.  properly  filled  in 
and  executed  In  triplicate,  together  with 
two  photographs  as  prescribed  in  §  364.1 
of  this  chapter,  at  the  office  of  the  Immi- 
gration and  Naturalization  Service  hav- 
ing Jurisdiction  over  the  applicant's 
place  of  residence." 

4.  Part  150  is  further  amended  by 
adding  thereto  a  new  section  as  follows: 

§  150.14  Suspension  of  deportation: 
issuance  of  alien  registration  receipt 
card.  In  any  case  In  which  an  applica- 
tion for  suspension  of  deportation  under 
section  19  (c)  of  the  Immigration  Act 
of  1917.  as  amended  (39  Stat.  889.  54 
Stat.  671.  56  Stat.  1044,  62  Stat.  1206; 
8  U.  S.  C.  155  (O).  is  approved  and 
deportation  proceedings  are  canceled,  a 
new  alien  registration  receipt  card  on 
Form  1-151.  showing  that  the  applicant 
has  acquired  the  status  of  a  lawful  per- 
manent resident  alien,  shall  be  Lssued 
and  mailed  to  the  applicant  by  the  Com- 
missioner. 

5.  Section  362.12  is  amended  to  read 
as  follows: 

§  362.12  Alien  registration  receipt 
card:  delivery.  In  any  ca.se  in  which  the 
application  is  granted,  a  new  alien  reg- 
istration receipt  card  on  Form  1-151. 
showing  that  the  applicant  has  acquired 
the  status  of  a  lawful  permanent  resi- 
dent alien,  shall  be  issued  and  mailed  to 
the  applicant  by  the  Commissioner. 

6.  Section  362.13  Is  revoked. 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Federal 
Register.  The  requirements  of  .section  4 
of  the  Administrative  Procedure  Act  (60 
Stat.  238;  5  U.  S.  C.  1003)  as  to  notice 
of  proposed  rule  making  and  delayed  ef- 
fective date  are  Inapplicale  for  the  rea- 
son that  the  rules  hereby  prescribed  per- 
tain solely  to  agency  procedure. 

(Sec.  23.  39  Stat.  892.  sec.  24.  43  Stat.  168. 
sec.  37  (a).  54  Stat.  675.  sec.  327.  54  Stat. 


J150.  sec.  1.  54  Stat.  1238;  8  U.  S.  C.  102. 
122, 458,  727) 

Watson  B.  Miller. 
Commissioner  of 
Immigration  and  Naturalization. 

Approved: 

Peyton  Ford. 
Acting  Attorney  General. 

(P.    R.    Doc.    49-34:     Piled.    Jan.    4.    1949; 
8:45  a.  m.| 

TITLE  14 — CIVIL  AVIATION 
Chapter  I — Civil  Aeronautics  Board 

Miscellaneous  Amendments 

The  following  amendments  and  re- 
visions, which  alter  slightly  the  form  of 
the  supplements  to  which  they  pertain, 
are  adopted  In  order  to  <1)  Implement 
a  recent  amendment  to  the  Civil  Aero- 
nautics Act  which,  together  with  provi- 
sions of  the  Civil  Air  Regulations,  en- 
ables the  Civil  Aeronautics  Administra- 
tion to  Issue  safety  "rules,"  (2)  comply 
with  recently  revised  publication  regula- 
tions Issued  by  the  Administrative  Com- 
mittee of  the  Federal  Register,  and  (3) 
establish  uniformity  in  the  appearance 
of  rules,  policies,  and  interpretations  Is- 
sued by  the  Civil  Aeronautics  Adminis- 
tration. The  amendments  and  revisions 
do  not  change  the  substance  of  the  sup- 
plements or  impose  additional  burdens 
upon  Interested  persons.  Therefore, 
compliance  with  the  notice,  procedures, 
and  eflective  date  provisions  of  section 
4  of  the  Administrative  Procedure  Act  Is 
unnecessary,  and  is  not  required. 

(Supp.  1.  Amdt.  1| 

Part  3 — Airplane  Airworthiness;  Nor- 
mal, Utility.  Acrobatic,  and  Re- 
stricted Purpose  Categories 

Supplement  1  to  this  part,  published 
on  May  28.  1947.  In  12  F.  R.  3434-3438. 
is  amended  by: 

1.  Eliminating  "0"  from  section  and 
part  number  references  beginning  with 

"0": 

2.  Eliminating  "of  the  Civil  Air  Regu- 
lations" and  "Civil  Air  Regulations"  and 
substituting  "of  this  chapter,"  where  re- 
quired by  the  Administrative  Commit- 
tee of  the  Federal  Register. 

3.  Eliminating  CFR  and  F.  R.  citations 
which  follow  section  numbers; 

4.  Substituting  "(CAA  Interpreta- 
tions)" for  "(CAA  Interpretation)"; 

5.  Substituting  "(CAA  Policies)"  for 
"(CAA  Statement  of  Policy)": 

6.  Making  CAA  policies  and  CAA  in- 
terpretations supplement  the  sections  to 
which  they  pertain  rather  than  supple- 
ment paragraphs  of  the  sections; 

7.  Changing  the  paragraphs  under 
J  3.123  CliJnb.  •  •  •  (CAA  Inter- 
pretations)  to  begin:     ' 

Normal  Climb  Conditions 

1.  In  connection  with     •     •     • 

Balked  Landing  Condition* 

a.  The  Administrator  will     •     •     • 

combining  under  paragraph  "2"  the  two 
unnumbered  paragraphs  published  as  an 
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interpretation   under   "Balked   Landing 
Conditions"; 

8  Numbering  the  paragraphs  under 
S  3.132  Trim.  •  *  '  <CAA  Interpre- 
tations):  "1".  "2  (a)  (b)  (c)  (d)  (e)", 
and  "3  (a)   (b)"; 

9.  Eliminating  paragraph  numbering 
under  §  3.13330  Three-control  airplanes. 

•  •     •     (CAA  Policies) ; 

10.  Numbering  the  paragraphs  under 
{ 3  202     Strength     and     deformations. 

•  •  •  (CAA  Policies):  "1",  "2",  and 
"3";  removing  the  sentence  starting 
"The  AdminLstrator  •  •  *  :"  from 
paragraph  "1"  and  placing  it  at  the  be- 
ginning of  paragraph  "2"; 

11.  Numbering  the  last  two  paragraphs 
under   5  3.2131   Rolling   conditions. 

•  •  •  (CAA  Policies)  Aileron  Rolling 
Conditions:  "(a)"  and  "<b)"; 

12.  Numbering  the  paragraphs  under 
5.3  230  Primary  flight  controls  and  sys- 
tems. •  •  •  <CAA  Policies) :  "1"  and 
**2";  combining  under  paragraph  "1"  the 
first  two  unnumbered  paragraphs  pub- 
lished as  a  policy,  and  combining  under 
paragraph  "2"  the  second  two  unnum- 
bered raiagraphs  published  as  a  policy; 

13.  Numbering  the  first  two  para- 
graphs under  5  32421  Uvel  land- 
ing. •  *  *  (CAA  Policies):  "1"  and 
"2";  placing  in  paragraph  "1"  the  first 
sentence  in  paragraph  "2". 

14.  Numbering  the  paragraphs  under 
S  3  310  Material  strength  properties  and 
design  values.  *  •  •  (CAA  Poli- 
cies): "1".  "2  (a)  (1)  (2)  (3)  (4)  (b) 
(1)  (hr  "3."  and  "4"; 

15.  Numbering  the  first  two  para- 
graphs under  §  3.3610  Shock  absorption 
tests.  *  *  •  (CAA  Policies)  Land- 
ing Gear  Drop  Tests:  "1"  and  '2-; 

16  Numbering  the  paragraphs  under 
5  3  40  Geiieral.  "  •  *  (CAA  Poli- 
cies): "1.  2.  (a),  (b),  (c).  (d),  (e).  (f), 
(g),  (h).  (1).  (J).  (k).  (1),  <m),  (n). 
(1).  (2),  3." 

17.  Numbering  the  paragraphs  under 
§  3.5222  Fuel  quantity  indicator.  *  •  • 
(CAA    Interpretations):    "1"    and    "2"; 

18.  Numbering  the  last  two  para- 
graphs under  §  3.632  Performance  infor- 
mation. '  '  •  (CAA  Policies):  "(a)" 
and  "(b)." 
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b.  Eliminating  "0"  from  section  num- 
ber references  beginning  with  "O": 

c.  Eliminating  "of  the  Civil  Air  Regu- 
lations" and  "of  Civil  Air  Regulations"; 

d.  Eliminating  CFR  citations  which 
follow  section  numbers; 

e.  Making  CAA  policies  supplement 
§  4b.40  rather  tiian  supplement  para- 
graph (b)  of  that  section; 

f.  Making  a  separate  paragraph  of 
the  last  sentence  In  paragraph  "(a)"; 

g.  Numbering  and  lettering  the  para- 
graphs "1.  2,  3,  *a).  (b).  (c),  (d).  (e), 
(f).  (g).  (h).  (i).  (J),  (k).  (1).  (m). 
(n),  (1).  (2),  4.  (a),  (b).  (c),  5.  6"; 

h.  Substituting  "4  (a)  and  (b)"  for  "b 
(1)  and  (2)".  "4  (a)"  for  "b  (1)",  and 
"4  (b)"  for  "b  (2)"  in  renumbered  para- 
graph 5.  ^  .        u 

2.  Supplement  3  to  this  part,  pub- 
h.-^hed  on  July  22.  1948.  in  13  P.  R.  4182- 
4185,  is  amended  by: 

a.  Substituting  "(CAA  Policies)"  for 
"CAA  Specifications"; 

b.  Eliminating  "0"  from  section  and 
part  number  references  beginning  with 

"0"; 

c.  Eliminating  "CAR"  and  sub.^titut- 

Ing  "§"  or  "part"; 

d.  Adding  after  section  and  part  num- 
bers, "of  this  chapter",  where  required 
by  the  Administrative  Committee  of  the 
Federal  Register. 
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(CAA  Rules) 


CAA  Rules  regarding  aircraft  proving  testa 
which  apply  to  5  41.509,  except  as  hereinafter 
stated,  are  published  under  161791  oi  this 
chapter,  infra.  In  paragraph  8,  entitled 
"Application",  sentence  1.  substitute  "30"  for 
"15". 

2.  Supplement  2  to  this  part,  published 
on  July  24,  1948.  in  13  F.  R.  4251-4252.  Is 
amended  by  changing  the  caption  to 
read: 

§  41.500    Operations  manual.    •     •    • 

(CAA  Rules) 
Copies  of  Operations  Manual 

3  Supplement  3  to  this  part,  published 
on  October  5.  1948,  in  13  F.  R.  5808,  Is 
revised  to  read: 


§41.510 


Reports.     *     • 
(CAA  Rules) 


CAA  Rules  regarding  mechanical  hazard 
an<'  difficulty  reports  which  apply  to  |  41  510 
are  published  under  $  61.90  of  this  chapter, 
infra. 

§  41.511    Irregularity  report.     •     •     • 
(CAA  Rules) 

CAA  Rules  regarding  mechanical  hazard 
and  difficulty  reports  which  apply  to  I  41.511 
are  published  under  §  61.90  of  this  chapter, 
infra. 


[Supp.  1,  Amdt.  1) 

Part  16— Aircraft  Radio  Equipment 
Airworthiness 

Supplement  1  to  this  part,  published  on 
July  24, 1948,  In  13  F.  R.  4251.  is  amended 
by  changing  the  caption  under  §  16.30 
Design  and  tests.     •     •     •    to  read: 

(CAA  Rules) 
Cross-Pointer  Indicators 


I  Supp.  2.  Revlblonl 
Part  4a— Airplane  Airworthiness 

Supplement  2  to  this  part,  published 
on  July  22.  194^,  in  12  F.  R.  4182,  Is  re- 
vised to  read: 

5  4a.755-T  Airplane  operating  man- 
ual.    •     •     ♦ 

(CAA  Policies) 

CAA  Policies  regarding  airplane  night 
manuals  which  apply  to  i  4a.755-T  are  pub- 
lished  under   t  4b.62  ol   this  chapter,  infra. 


|Supp.  1.  Amdt.  11 

Pakt  40 — Air  Carrier  Operating 
Certification 

Supplement  1  to  this  part,  published  on 
June  24,  1948,  in  13  F.  R.  3459-3460,  is 
amended  by  changing  the  caption  under 
5  40.291  Air  carrier  operating  skill.   *   *   • 

to  read: 

(CAA  Rules) 

Route  Proving  Flights 


[Supp.  2,  Amdt.  1;  Supp.  3.  Amdt.  1] 

Py^Rj  4b— Airplane  Airworthiness 
Transport  Categories 

1  Supplement  2  to  this  part,  published 
on  May  28.  1947.  in  12  F.  R.  3438-3439. 
Is  amended  by: 

a.  Substituting  "(CAA  Policies)"  for 
*'(CAA  SUtement  of  Policy)"; 


(Supp.  1.  Revision;  Supp.  2,  Amdt.  1;  Supp.  3. 
Revision] 

Part  41 — Certification  and  Operation 
Rules  for  Scheduled  Air  Carrier 
Operations  Outside  the  Continental 
Limits  of  the  United  States 
1  Supplement  1  to  this  part,  published 
on  June  24,  1948.  in  13  F.  R.  3460,  is  re- 
vised to  read: 

5  41.508    Route  0  p  e  r  a  t  i  o  n  proving 
flights.     •     •     * 

(CAA  Rules) 
CAA  Rules  regarding  route  proving  flight* 
which  apply  to  i  41.508,  except  as  hereinafter 
stated,  are  published  under  §  40i»l  of  this 
chapter,  supra.  In  paragraph  3,  entitled 
-Application",  sentence  1,  substitute  "SO"  lor 
"15". 


Part  42 — NONSCHEDULED  AlR  CARRIER  CER- 
TIFICATION AND  Operation  Rules 

[Supp.  1,  Revision;  Supp.  2,  Revision;  Supp.  8, 
Revision) 

1  Supplement  1  to  this  part,  published 
on  December  5,  1947,  in  12  F.  R.  8111, 
is  revised  to  read: 

5  42  37  Instrument  approach  and 
landing  rules.     •     •     • 

(CAA  Rules) 

CAA  Rules  regarding  standard  instru- 
ment approach  procedures  (including  land- 
ing mlnimums)  which  apply  to  i  42  37  are 
published  under  Part  609  of  this  title,  infra. 

2.  Supplement  2  to  this  part,  pub- 
lished on  March  19.  1948,  In  13  F.  R. 
1423,  Is  revised  to  read: 

§  42.341     Take-otf.     •     •     • 

(CAA  Rules) 

CAA  Rules  regarding  standard  Instrument 
approach  procedures  (including  take-off 
minimums)  which  apply  to  §  42  341  are  pub- 
lished under  Part  609  of  this  title,  infra. 


S  41.509    Aircraft  proving  tests. 


*   • 


^  42.342     Landing.     *      *     • 

(CAA  Rules) 

CAA  Rules  regarding  standard  Instrument 
approach  procedures  (Including  landing 
mlnimums)  which  apply  to  §42.342  are  pub- 
lished under  Part  609  of  this  chapter,  intra. 

3  Supplement  3  to  this  part,  pub- 
lished on  July  24,  1948,  in  13  F.  R.  4252. 
is  revised  to  read:  * 

i  42.42     Manual.     •     •     • 
(CAA  Rules) 
Copies  of  Operations  Manual 

Two  copies  of  the  operations  manual  shall 
be  delivered  by  the  air  carrier  to  the  district 
office  of  the  Civil  Aeronautics  Administra- 
tion serving  the  principal  operations  base  of 
the  air  carrier.. 


r 
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(Supp.  1,  Amdt.  1] 
Part  43 — General  Operation  Rules 

Supplement  1  to  this  part,  published  on 
December  24.  1947.  In  12  P.  R.  8787,  is 
amended  by: 

1.  Changing  the  caption  to  read: 

5  43.22     Inspections.     •     •     • 
(CAA  Rules) 


Annual  Inspection 
2.  Changing   paragraph  "(2)' 


sent- 


ence 2  to  read:  "Such  representative  may 
be  either  an  agent  employed  by  the  Civil 
Aeronautics  Administration  or  a  Desig- 
nated Aircraft  Maintenance  Inspector." 
3.  Substituting  paragraph  numbering 
"1.  (a),  (b).  2.  3"  for  "(a).  (1),  (2).  (b), 


ISupp   2.  Revision:  Supp.  3,  Revision;  Supp. 
4.  Revocation;  Supp.  5  Amdt.  1| 

Part  60— Air  Traffic  Rules 

1.  Supplement  2  to  this  part,  published 
on  November  19.  1947.  in  12  P.  R.  7801.  is 
revised  to  read: 

S  60.107  Minimum  safe  altitudes. 
•     •     • 

(CAA  Rules) 

CAA  Rules  regarding  Instrument  flight  rule 
altitude  mlnlmums  which  apply  to  (  60.107 
are  published  under  Part  610  of  thU  title. 
infra. 

2.  Supplement  3  to  this  part,  published 
on  December  5.  1947.  in  12  P.  R.  8111.  Is 
revised  to  read: 

i  60.306  Instrument  approach  proce- 
dure.    •     •     • 

(CAA  Rules) 

CAA  Rules  regarding  standard  Instrument 
approach  procedures  which  apply  to  i  60.306 
are  published  under  Part  609  of  this  title. 
infra. 

3.  Supplement  4  to  this  part,  published 
on  January  15.  1948.  in  13  P.  R.  195,  Is 
revoked. 

4.  Supplement  5  to  this  part,  published 
on  June  15.  1948.  in  13  P.  R.  3227.  is 
amended  by  sub.stltutlng  -(CAA  Rules)" 
for  "CAA  Specifications". 

(Supp.  1.  Amdt.  1;  Supp.  2,  Amdt.  1;  Supp.  3, 
Revision:  Supp.  4.  Amdt.  1;  Supp.  6, 
Amdt.  1| 

Part  61— Scheduled  Air  Carrier  Rules 

1.  Supplement  1  to  this  part,  published 
on  August  21.  1947.  in  12  P.  R.  5609.  Is 
amended  by: 

a.  Sub.stituting  "(CAA  Rules)"  for 
"(CAA  Statement  of  Policy)"; 

b.  Renumbering  and  relettering  the 
paragraphs  "l.  (a),  (b).  (O.  (d),  (e). 
(f).  (R),  (h).  (i).  (j).  2.  (a),  (b).  (c)". 

2.  Supplement  2  to  this  part,  published 
on  June  24.  1948.  In  13  P.  R.  3460.  is 
amended  by  changing  the  caption  under 
5  61791  Air  carrier  aircraft  proving  pe- 
riod.    •     •     •     to  read: 

(CAA  Rules) 
Aircraft  Proving   Tests 

8  Supplement  3  to  this  part,  published 
on  March  19.  1948.  in  13  P.  R.  1423.  Is 
revised  to  read: 

S  61.752  Approach  and  landing  limi- 
tations.   •     •     •  . 


RULES  AND  REGULATIONS       " 

(CAA  Rules) 

CAA  Rules  regarding  standard  Instrument 
approach  procedures  which  apply  to  |  61.752 
are  published  under  Part  809  of  thU  title, 
infra. 

4.  Supplement  4  to  this  part,  published 
on  July  24.  1948,  In  13  P.  R.  4252,  Is 
amended  by  substituting  "(CAA  Rules)" 
for  "CAA  Specifications". 

5.  Supplement  5  to  this  part,  published 
on  May  28.  1948.  in  13  P.  R  2849.  is 
amended  by: 

a.  Substituting  "(CAA  Rules)"  for 
"CAA  Specifications". 

b.  Renimibering  and  lettering  the 
paragraphs "1.  (a),  (b).  (c) .  (d).  (e),  (f), 
2,  (a),  (b),  (O,  (d),3.4." 

(Sec.  601,  52  Stat.  1007.  Pub.  Law  872. 
80th  Cong.;  49  U.  S.  C.  551;  Reorg.  Plan 
No.  IV  of  1940.  3  CPR,  Cum.  Supp.,  5  P.  R. 
2421) 

These  amendments,  revisions,  and 
revocation  shall  become"  effective  upon 
publication  in  the  Federal  Register. 

[seal]  P.  B.  Lee, 

Acting  Administrator  of 
Civil  Aeronautics. 


[P.    R.    Doc. 


49-43:     Filed, 
8:46  a.  m.| 


Jan.    4.    1949; 


Chapter  II — Civil  Aeronautics 
Administration 

[Amdt.  2 1 

Part     570 — General     Regulations    or 
Washington  National  Airport 

(Amdt.  1) 

Part  571 — Aeronautical  Rules  for  the 
Washington  National  Airport 

The  following  amendments,  which  re- 
number sections  of  the  parts  to  which 
they  pertain,  are  adopted  In  order  to 
comply  with  recently  revised  publication 
regulations  issued  by  the  Administrative 
Committee  of  the  Pederal  Register  and 
to  establish  uniformity  in  the  appearance 
of  rules  Issued  by  the  Civil  Aeronautics 
Administration.  The  amendments  do 
not  change  the  substance  of  the  parts  or 
impose  additional  burdens  upon  inter- 
ested persons.  Therefore,  compliance 
with  the  notice,  procedures,  and  effective 
date  provisions  of  section  4  of  the  Admin- 
istrative Procedure  Act  is  unnecessary, 
and  is  not  required. 

1.  The  sections  of  Part  570  are  renum- 
bered to  read: 


Sec. 

570.21  Operation  rules. 

570.22  Accident  reporU. 

570.23  Parking. 

570.24  Motor  vehicle  lights. 

570.25  Repair  of  motor  vehicles. 

670.26  Buses. 

570.27  General  rules  of  conduct. 

570.28  Disorderly  conduct. 

570.29  Gambling. 

570.30  Sanitation. 

570.31  Preservation  of  property. 

570.32  Airport  and  equipment. 

570.33  Weapons,  explosives  and  Inflammable 

material. 

570.34  Fire  hazards. 

670.35  Cleaning  of  aircraft. 

570.36  Open  flame  operations. 

570.37  Storage. 

570.38  Storage  of  Inflanunable  material. 

670.39  Lubricating  oils. 

570.40  Waste. 

570.41  Smoking. 

570.42  Cleaning  fluids. 

570.43  Floor  care. 

670.44  Doping. 

570.45  Fueling  operations. 

570.46  Radio  operation. 

670  47  Motor  vehicle  operation  In  hangar. 

570  48  Obligations   of   tenants. 

570.49  Signs  and  bulletin  boards. 

570.50  Workmen's   compensation. 

570.51  First  aid  equipment.  ^ 

570.52  Storage  of  equipment. 

570.53  Fire  apparatus. 

570.54  Penalties. 

AoTHoan-T:  I J  570.1  through  67054  Isaued 
under  sec.  2.  54  Stat.  688. 

2.  The  sections  of  Part  671  are  renum- 
bered to  read : 

Sec. 

671.1  General  aeronautical  rule*. 

671.2  Definitions. 

571.3  Radio  contact. 

571.4  Report  of  arrival. 

571.5  Aircraft  operation  rule*. 

571.6  Aircraft  equipment  rules. 

571.7  Landing   area. 

571.8  Taxiing  rules. 

571.9  Landing  and  take-off  rules. 

571.10  VUual  signal  procedure*. 

571.11  Penalties. 

AtTTHORrrT:  5§  571.1  through  571.11  issued 
under  sea.  2,  54  Stat.  688. 

These  amendments  shall  become  effec- 
tive upon  publication  In  the  Federal 
Register. 

[SEAL]  P.B.Lee, 

Acting  Administrator  of    ' 
Civil  Aeronautics. 

(F.    R.     Doc.    49-44;     Filed.    Jan.    4,     1949; 
8:46  a.  m.l 


Sec. 

570.1  Deflnitlona. 

570.2  General  rules  and  regulations. 

570.3  Airport  administrator. 

570.4  Restricted  areas. 

570.5  Particular  areas. 

570.6  Observation  terrace  and  balcony. 

570.7  Conduct  of  business  or  commercial 

activity. 

570.8  Soliciting. 
5709  Taxlcabs. 

570.10  Advertisements. 

570.11  Commercial  photography. 

570.12  Use  of  roads  and  walks. 

670.13  Etogs. 

570.14  Lost  articles. 

570.15  Discrimination  or  segregation. 
h70.16  Motor  vehicle  regulations. 

570.17  General. 

570.18  Motorized  equipment. 

670.19  Operator's  certificate. 

670.20  Speed. 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

[3d  Gen.  Rev.  of  Export  Regs  .  Amdt.  33] 

Part  372 — General  Licenses 

general  license  g-uno 

Part  372.  General  Licenses,  is  amended 
by  adding  thereto  a  new  S  372.26  to  read 
as  follows: 

§  372.26  General  license  "G-UNO." 
(a)  A  general  licen.se  designated  "O- 
UNO"  Is  hereby  established  authorizing, 
subject  to  the  other  provisions  of  this 
section,  the  exportation  of  office  supplies, 


\fedne8day,  January  5,  1949 

equipment,  material,  and  other  articles 
necessary  to  carry  on  the  official  business 
of  the  United  Nations  Organization. 

(b)  Shipments  under  the  provisions  of 
this  general  license  may  be  made  only 
by  officials  of  the  Transportation  Serv- 
ice of  the  United  Nations  Organization 
and  must  be  consigned  to  the  United  Na- 
tions Organization,  its  organs,  or  any  of 
its  specialized  agencies. 

(c)  No  exportation  may  be  made  un- 
der this  general  license  from  any  port  of 
exit  except  New  York.  N.  Y..  Baltimore, 
Md..  Portland.  Oreg..  and  San  Francisco, 
Calif. 

(.Sec.  6.  54  Stat.  714.  55  Stat.  206,  56  Stat. 
463.  58  Stat.  671.  59  Stat.  270.  60  Stat.  215, 
61  Stat.  214.  61  Stat.  321;  Pub.  Law  395, 
80th  Cong.;  50  U.  S.  C.  App.  and  Sup. 
701,  702;  E.  O.  9630,  Sept.  27,  1945,  10 


FEDERAL  REGISTER 

P.  R.  12245;  E.  O.  9919.  Jan.  3,  1948,  13 
P.  R.  69) 
Dated:  December  24,  1948. 

FRANCIS  McINTYRE, 

Assistant  Director, 
Office  of  International  Trade. 

IP.    R.    Doc.    49-55;    Filed,    Jan.    4.    1949; 
8:50  a.  m.] 


(3d  Gen.  Rev.  of  Export  Regs..  Amdt.  P.  L.  14] 

Part  399— Positive  List  or  Commodities 
AND  Related  Matters 

other  industrial  machinery 

Section  399.1  Appendix  A— Positive 
List  of  Commodities  is  amended  by  add- 
ing to  the  Positive  List  the  following  com- 
modities : 


Depf.  of 
Com- 
rnrrcD 

f-'i!n-<lule 
B  No. 


VTSOM 


Commodity 


fflOlOO 

ffiUSflO 


Other  indu'^trlsl  mschlnwy: 

Kle<  trolyiic  cells  (commonly  called  fluorine  cells)  (formerly 

Industrial  chemicals  (eidu'ive  of  medicinal  chemicals,  U.  S.  P. 
Mid  N.  F.): 

Anhydrous  hydrofluoric  acid 

Fn>ons.  11  and  12 

Other  frrons 

Fluorine  -- 

(ienetronx.., - - -■;-,■-,- 

Fluorocarbon*  (completely  fluorlnated  materials) 


Unit 


Pound . 
Pound. 
Pound. 


Proces.<!in(t 
code  and 
n-lated 
commod- 
ity group 


OIEQ 


ACID 
SALT 
SALT 
SALT 
SALT 
SALT 


C.LV 

dollir 
value 
limits 


Kon« 


100 

100 

2.^ 

None 

2.^ 

2.5 


Shipments  of  any  of  the  above  com- 
modities removed  from  general  license 
which  were  on  dock,  on  lighter,  laden 
aboard  an  exporting  carrier,  or  In  transit 
to  a  port  of  exit  pursuant  to  an  actual 
order  for  export  prior  to  the  effective 
date  of  this  amendment  may  be  exported 
under  the  previous  general  license  pro- 
visions. 

(Sec.  6.  54  Stat.  714.  55  Stat.  206.  56  Stat. 
463.  58  Stat.  671.  59  Stat.  270.  60  Stat.  215, 
61  Stat.  214,  61  Stat.  321;  Pub.  Law  395, 
80th  Cong.;  50  U.  S.  C.  App.  and  Sup. 
701.  702;  E.  O.  9630.  Sept.  27.  1945.  10 
P.  R.  12245;  E.  O.  9919,  Jan.  3.  1948.  13 
P.  R.  59) 

This  amendment  shall  become  effective 
December  31.  1948. 


Dated:  December  24. 1948. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

[F.    R.    Doc.    49-56;     Filed,    Jan.    4,    1949; 
8:50  a.  m.) 


[3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  P.  L.  15) 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

general  merchandise 

Section  399.1  Appendix  A— Positive 
List  of  Commodities  Is  amended  In  the 
following  particulars: 

The  entry  on  the  Positive  List  for  gen- 
eral merchandise  valued  at  less  than  $50, 
Schedule  B  No.  999910,  Is  amended  by 
revising  the  dollar  value  limit  to  read  as 
follows: 


De 


ept.  ol 

rom- 


iiieroe 

Bche<lule 

BNo. 


MI061O 


Commodity 


39 


TITLE  25— INDIANS 


Chapter  I — OflRce  of  Indian   Affairs, 
Department  of  the  Interior 

Subchapter  I — Irrigation  Projects;  Operotion  and 
Maintenance 

Part  127— Wind  River  Project, 
Wyoming 

FARM   units   and   DELIVERY  POINT 

Sections  127.4  and  127.5.  Title  25.  Part 
127  are  hereby  amended  to  read  as 
follows : 

§  127.4    Farm  units.    For  the  purpose 
of  the  regulations  in  this  part  and  the 
delivery  of  water,  a  farm  unit  is  de- 
fined as  an  original  allotment,  home- 
stead entry  or  assignment  of  unallotted 
tribal  land.     Assignments  of  unallotted 
tribal  land  shall  be  made  whenever  prac- 
ticable to  conform  to  existing  Wind  River 
Irrigation  facilities.     Where  an   estab- 
lished farm  unit  already  has  more  than 
one  delivery  point,  service  may  be  con- 
tinued to  the  existing  delivery  points. 
Leases  covering  more  than  one  farm  unit 
may  have  water  delivery  at  the  regularly 
established  farm  unit  delivery  points. 

§  127.5    Delivery  point.    The  general 
rule  of  the  project  shall  be  one  delivery 
point  at  the  upper  boundary  of  the  farm 
unit  and  the  project  shall  maintain  the 
lateral  system  to  that  extent.    In  special 
cases  where  from  a  cost  or  topographic 
standpoint  it  is  Impracticable  for  the 
landowner  or  lessee  to  Irrigate  the  entire 
Irrigable  area  of  his  tract  from  one  de- 
livery point,  the  Project  Engineer  is  au- 
thorized to  establish  additional  delivery 
points  but  in  no  Instance  shall  more  than 
one  delivery  point  be  established  and 
maintained  when  the  landowner  or  lessee 
can  at  a  reasonable  expense  provide  for 
delivery  by  the  construction  of  suitable 
head  ditches. 
(38  Stat.  583;  25  U.  S.  C.  385) 

WILLLA.M  E.  Warne, 
Assistant  Secretary  of  the  Interior. 

December  24.  1948. 


General  merchandL"*  valued  at  Ir.ss  than  $25. 
This  oomniodity  number  is  apiili<-<l  to: 

(ai  All  siiiRle  items  of  Schedule  B  commodities  valued  at  less 

lhan$25.  ^.  ,         ,     ,     . 

(li)  All  totals  of  Schedule  B  commodities,  sincle  items  of 
which  are  valued  at  less  than  %2S,  Induding  shipments  to 
p*istDiai>tei's  or  other  agents  fur  dlstributiuu  at  destination. 


JEiport  controls  applicable  to  each 
commodity  under  this  classiflcation 
are  those  which  apply  to  the  oom- 
mo<lity  when  exported  under  lt« 
Individual  Schedule  B  No. 


(Sec.  6.  54  Stat.  714.  55  Stat.  206.  56  Stat. 
463,  58  Stat.  671,  59  Stat.  270,  60  Stat. 
215.  61  Stat.  214.  61  Stat.  321;  Pub.  Law 
395.  80th  Cong.;  50  U.  S.  C.  App.  and  Sup. 
701.  702;  E.  O.  9630,  Sept.  27.  1945.  10 
P.  R.  12245;  E.  O.  9919,  Jan.  3,  1948.  13 
P.  R.  69) 


Dated:  December  22, 1948. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

IF.    E.    Doc.    49-67;    Filed,    Jan.    4.    1949; 
8:50  a.  m.] 


|F.    R.    Doc.    49-36;     Filed.    Jan.    4.     1949; 
8:45  a.  m.| 

TITLE  26— INTERNAL  REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

|T.  D.  6680) 

Part   29— Income   Tax;    Taxable   Years 
Beginning  After  December  31,  1941 

claims  for  refund 
Correction 
In  Federal  Register  Document  No.  48- 
11458,  appearing  on  page  9328,  of  the 
Issue  for  Friday,  December  31,  1948.  the 
title  of  Thomas  J.  Lynch  should  be  "Act- 
ing Secretary  of  the  Treasury." 
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TITLE  30— MINERAL  RESOURCES 

Chapter  IV — Oil  and  Gas  Division, 
Department  of  the  Interior 

Redksignation  of  Chapter 

Editorial  Noti:  Chapter  rv — Oil  and 
Gas  DivLsion,  Department  of  the  Interior 
is  redesignated  Chapter  III  and  Parts 
401  and  403  are  redesignated  Parts  301 
and  302.  respectively. 

TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter    I — Monetary     Offices, 
Department  of  the  Treasury 

(1949  Dept.  Clrc.  1) 

Part  129 — Values  or  Foreign  Moneys 

quarter  beginning  january   1,   1949 

January  1,  1949. 

I  129.12  Calendar  year  1949— (&"> 
Quarter    beginning    January    1,    1949. 

The  value  of  foreiim  monetary  iiniix.  as  shown  tielow  in  terms  of  t'nitetl  .'^Utcs  money,  is  the  ratio  between  the  lecal 
(tolil  roiitent  of  the  foreign  unit  anil  the  lecal  roM  content  of  the  I'nited  .'States  dollar.  It  should  be  noted  that  this 
value,  with  re«|>ort  to  most  countries,  varies  widely  from  the  present  exchanife  rates.  Countries  not  having  a  leifally 
defined  sold  monetary  unit,  or  those  for  which  current  information  is  not  available,  are  oraitted] 


RULES  AND  REGULATIONS 

Pursuant  to  section  522.  title  IV.  of  the 
Tariff  Act  of  1930,  reenacting  section  25 
of  the  act  of  August  27. 1894,  as  amended, 
the  following  estimates  by  the  Director 
of  the  Mint  of  the  values  of  foreign 
monetary  units  are  hereby  proclaimed  to 
be  the  values  of  such  units  In  terms  of 
the  money  of  account  of  the  United 
States  that  are  to  be  followed  in  estimat- 
ing the  value  of  all  foreign  merchandise 
exported  to  the  United  States  during  the 
quarter  beginning  January  1.  1949.  ex- 
pressed in  any  such  foreign  monetary 
units:  Provided,  however,  That  if  no  such 
value  has  been  proclaimed,  or  if  the  value 
so  proclaimed  varies  by  5  per  centum  or 
more  from  a  value  measured  by  the  buy- 
ing rate  in  the  New  York  market  at  noon 
on  the  day  of  exportation,  conversion 
shall  be  made  at  a  value  measured  by 
such  buying  rate  as  determined  and  cer- 
tified by  the  Federal  Reserve  Bank  of 
New  York  and  published  by  the  Secretary 
of  the  Treasury  pursuant  to  the  pro- 
visions of  section  522.  title  IV.  of  the 
Tariff  Act  of  1930. 


Country 

Monetary  unit 

Value  In 

terms  of 

r.  .*<. 

money 

Remarks 

Canada  and  .N'ewfound- 

land. 
Colonit>ia              -  . 

Dollar 

Peso 

$1  G03I 
.5714 

.1781 

.  4.M7 
1.0000 

.4025 

.0426 
I.OOOO 

.2000 
.0852 

8.2397 
.4740 

.5000 

.4.«7 
.IWl 

.6583 
.3267 

Redemption  of  notes  Into  gold  suspended.    Export  of  gold 

prohibite<l  except  under  license. 
Present  gold  content  of  0.5«>424  grams  of  gold  9/10  fine  estiJ^ 

Costa  Rica          

Colon 

lished  by  law   of  Nov.   19.   193H.  etTective  Nov.  30.  1934 
Obligation  to  sell  gold  susi»ended  Se  >t.  24,  IHOI. 
Parity  of  0.1.'>«2f«7  fine  gram  (told  cttablished  by  decree  law 

Denmark      

Krone 

Peso  

effective  Mar.  22.  1947. 
Conversion  of  notes  into  gold  suspendetl  .<e|if    29,  1931. 

Dominican  Kepublic... 
Kthioula             ..    

By  Monetary  1-aw  No.  1528  effective  Octolier  9.  1947.  gold 

Dollar 

content  of  ih-so  c<iual  to  0.88Wi71  gram  fine. 
New  unit  established  by  Proclamation  of  the  Emjieror  on 

FinUnfi          

Markka 

May  2.S   11M5,  etTective  July  23,  194.S. 
Conversion  of  notes  into  gold  siLsjH>nded  Oct.  12,  1981. 
Decree  No.  2iB  of  Dec.  10.  1945.  defined  the  monetary  unit  as 

Guatoniala 

Quetul 

Haiti 

Iluncary 

Ooiirde 

Korint 

Pound 

Sol 

15  5/21  grains  gold  UK)  fine.    Conversion  of  notes  into  gold 

iiuspenrte<l  Mar  6,  19.^1. 
National  bank  notes  redeemable  on  demand  in  V.  S.  dolLirf. 
New  unit  ba.s«'d  on  13,210  forint  i>er  kilogram  fine  gold,  effec- 

Ireland  

Peru              . 

tive  July  194fi. 
Conversion  of  notes  into  gold  saspended  Sept.  21. 19B1. 
Conversion  of  notes  into  gold  susi>ende<l  May  U,  1932;  ex 

Philippines      

Peso 

change  control  established  Jan.  2:{,  194,'). 
Act  of  Mar.  Ifi,  19;i5;  agreement  between  V.  S.  and   Philip- 

Sweden               

Krona 

nines  conivniiiig  trade  and  related  matters  based  on  Phil- 
ippine Trade  Act  of  194«. 
Conversion  of  notes  into  gold  suspende<l  Sept.  29,  1931. 

Union  of  Soviet  Social- 

Kubtow  

On  basis  of  5.68U7  rubles  per  gram  of  fine  gold. 

ist  Kepubllcs. 

Peso 

Present  gold  content  of 0.585018  grams  fine  esublished  by  law 

Veneiucla    . 

Bolivar 

of  Jan.  IS,  193*t.    Conversion  of  notes  into  gold  susfiended 
Aug.  2.  1914;  exchange  control  establi-shed  Sept.  7,  1931. 
Exchange  control  established  Dec.  12,  1936. 

(Sec.  25.  28  Stat.  552;  sec.  403.  42  Stat. 
17;  sec.  522.  42  Stat.  974;  sec.  522,  46  Stat. 
739;  31  U.  S.  C.  372) 

I  SEAL  1  E.  H.  Foley,  Jr., 

Acting  Secretary  of  the  Treasury. 


IF     R.    Doc.    49-69:     Filed. 
B;52  a.  m.l 


Jan.    4,     1949; 


TITLE    32— NATIONAL   DEFENSE 

Chapter  II — National  Guard  and  State 
Guard,  Department  of  the  Army 

Redesign  ATioN  of  Chapter 

Editorial  Note:  Chapter  II — National 
Guard  and  State  Guard.  Department  of 
the  Army  is  redesignated  Chapter  I  and 
Part  201  is  redesignated  Part  101. 


TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter  I — National  Park  Service, 
Department  of  the  Interior 

Part  28 — Labor  Standards  Applicable 
TO  Employees  of  National  Park  Serv- 
ice Concessioners 

wages  and  overtime  compensation  and 
applicability 

On  July  12,  1948.  the  regulations  In 
Part  28,  Chapter  I.  Title  36.  Code  of  Fed- 
eral Regulations,  were  amended  and  on 
July  17,  1948,  the  amendments  were  pub- 
lished In  the  Federal  Register  (13  F.  R. 
4101 ) .  These  amendments  were  adopted 
after  a  public  hearing  held  in  San  Fran- 
cisco, California,  on  September  16  and  17, 


1947,  notice  of  which  hearing  had  been 
published  in  the  Federal  Register  on 
August  15.  1947  (12  F.  R.  5520  >.  The 
regulations  were  further  amended  on 
August  6.  1948.  by  providing  that  their 
effective  date  shall  be  on  and  after  Janu- 
ary 1,  1949  (August  11,  1948;  13  F.  R. 
4636). 

Among  the  amendments  adopted  on 
July  12.  1948.  was  the  following  portion 
of  §  28.5  (b) :  "No  less  than  one  and  one- 
half  times  the  regular  rate  of  pay  at 
which  the  employee  is  employed  shall  be 
paid  for  all  hours  worked  in  excess  of  40 
per  week."  Thereafter,  objections  to  the 
adoption  of  this  quoted  amendment  and 
requests  that  the  words  "40  per  week  '  be 
changed  to  "48  per  week"  were  received 
from  the  Western  Conference  National 
Park  Concessioners,  the  Glacier  Park 
Transport  Company,  the  Rocky  Moun- 
tain Motor  Company,  the  Sequoia  and 
Kings  Canyon  National  Parks  Company, 
the  Yellowstone  Park  Company,  and  the 
Yosemite  Park  and  Curry  Company. 

By  notice  dated  October  8.  1948.  and 
published  in  the  Federal  Register  on  Oc- 
tober 14.  1948  (13  P.  R.  6019).  it  was 
announced  that  a  public  hearing  would 
be  held  on  November  30.  1948.  commenc- 
ing at  10  a.  m..  in  Room  409,  New  Custom 
House.  Denver.  Colorado,  for  the  purpose 
of  receiving  the  views  of  interested  par- 
ties with  respect  to  the  aforesaid  objec- 
tions and  requests.  In  addition,  provi- 
sion was  made  for  the  submission  of  writ- 
ten statements  by  November  24.  1948.  and 
that  time  was  extended  at  the  hearing  to 
December  11.  1948.  Pursuant  to  the  no- 
tice, a  hearing  was  held  in  Denver.  Colo- 
rado, on  November  30  and  December  1, 

1948.  and  written  statements  have  been 
received. 

After  due  consideration,  the  following 
order  is  issued  pursuant  to  section  3  of 
the  act  of  August  25.  1916.  as  amended 
(39  Stat.  535;  16  U.  S.  C,  sec.  3). 
and  .section  3  of  the  act  of  March  3.  1891, 
as  amended  (26  Stat.  843;  16  U.  S.  C, 
sec.  363) : 

1.  Paragraph  (b)  of  5  28.5.  Part  28. 
Chapter  I.  Title  36,  Code  of  Federal  Reg- 
ulations, is  hereby  amended  to  read  as 
follows : 

§  28.5  Wages  and  overtime  compen- 
sation.    •     •     • 

(b)  (1)  Until  December  31,  1949,  no 
less  than  one  and  one-quarter  times  the 
regular  rate  of  pay  at  which  the  em- 
ployee is  employed  shall  be  paid  for  all 
hours  worked  in  excess  of  48  per  week. 

(2)  From  January  1,  1950.  to  and  in- 
cluding December  31.  1951.  no  less  than 
one  and  one-half  times  the  regular  rate 
of  pay  at  which  the  employee  is  employed 
shall  be  paid  for  all  hours  worked  in  ex- 
cess of  44  per  week. 

(3)  On  and  after  January  1,  1952,  no 
less  than  one  and  one-half  times  the 
regular  rate  of  pay  at  which  the  em- 
ployee is  employed  shall  be  paid  for  all 
hours  worked  in  excess  of  40  per  week. 

(4)  This  paragraph  shall  not,  how- 
ever, apply  to  employees  of  motor  bus 
carriers  with  respect  to  whom  the  Inter- 
state Commerce  Commission  has  estab- 
lished maximum  hours  regulations,  pur- 
suant to  section  204  of  the  Motor  Car- 
riers Act  of  1935,  as  amended  (49  U.  S.  C, 
sec.  304). 


Wednesday,  January  5,  1949 

2.  Section  28.3,  Part  28.  Chapter  I. 
Title  36.  Code  of  Federal  Regulations, 
is  hereby  amended  by  adding  a  para- 
graph (h)  as  follows: 

5  28.3     Applicability.     •     •     • 
(h)  The  following  employees,  when 
approved  by  the  Ehrector:  Employees  for 
whom  relief  Is  clearly  Impracticable  be- 
cause of  peculiar  conditions  arising  from 
the  fact  that  operations  are  carried  on 
In  areas  having  no  resident  population 
or  are  located  at  long  distances  from  a 
supply    of    available    labor;    employees 
whose  employment  requires  special  or 
technical  training  or  skill,  where  no  per- 
son capable  of  providing  relief  is  avail- 
able within  a  reasonable  distance;  em- 
ployees in  small  units  acces.sible  only  by 
trail  or  remote  from  centers  of  activity, 
or  operating  on  a  small  volume  of  busl- 


FEDERAL  REGISTER 

ness  primarily  for  the  convenience  of  the 
public. 

(39  Stat.  633,  as  amended,  26  Stat.  843, 
as  amended;  16  U.  S.  C.  3,  363) 
Issued  this  31st  day  of  December  1948. 

J.  A.  Kruo, 
Secretary  of  the  Interior. 

I  p.     R.    Doc.    49-48:     Filed.    Jan.    4,     1949; 
8:49  a.  m.] 
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merce  is  redesignated  Chapter  III  and 
Parts  501  and  503  are  redesignated  Parts 
301  and  302. 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  V — Coast  and  Geodetic  Sur- 
vey, Department  of  Commerce 

Redesignation  of  Chapter 

Editorial  Note  :  Chapter  V— Coast  and 
Geodetic  Survey,  Department  of  Com- 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Geological   Survey 

(Survey  Order  1731 

Change  in  ORGANiiATioN  Structtjrb 
Nomenclature 

As  of  January  1.  1949.  the  term  "Divi- 
sion" shall  be  used  in  lieu  of  the  present 
term  "Branch"  and  the  term  "Branch" 
shall  be  used  in  lieu  of  the  present  term 
"Division."  with  two  exceptions: 

(a)  The  present  Atlantic.  Central. 
Rocky  Mountain,  and  Pacific  Divisions  of 
the  Topographic  Branch  shall  become 
Regions  of  the  Topographic  Division. 

(b)  The  present  Divisions  of  the  Geo- 
logic Branch  shall  be  abolished  and  their 
constituent  Sections  shall  become 
Branches  of  the  Geologic  Division. 

In  order  to  conform  to  the  above 
change  in  nomenclature,  former  §  200.65 
of  Title  30.  Chapter  II,  Part  200,  codifica- 
tion of  which  has  been  discontinued  by 
a  document  published  in  Part  II  of  the 
Federal  Register  dated  December  31, 
1948.  is  hereby  amended  to  read  as  fol- 
lows : 

Sec  65.  Construction,  supply,  and 
service  contracts,  (a)  Effective  January 
1.  1949.  authority  to  enter  into  contracts 
for  construction,  supplies,  or  services  in 
conformity  with  applicable  regulations 
and  statutory  requirements  and  subject 
to  the  availability  of  appropriations,  and 
with  respect -to  any  such  contract,  to 
issue  change  orders  and  extra  work  or- 
ders pursuant  to  the  contract,  to  enter 
into  modifications  of  the  contract  which 
are  legally  permissible,  and  to  terminate 
the  contract  if  such  action  is  legally  au- 
thorized, is  hereby  delegated  as  follows: 

(1)  Irrespective  of  the  amount  in- 
volved, to  the  Acting  Director,  the  As- 
sistant Director,  and  the  Executive 
Officer. 

(2)  With  re.spect  to  contracts  not  ex- 
ceeding $5,000  in  amount,  to  the  Chiefs 
and  Acting  Chiefs  of  the  Geologic  Divi- 
sion, the  Topographic  Division,  the  Water 

No.  3 2 


TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part    36 — Servicemen's     Readjustment 
Act  of  1944 

revision  of  regulations 

Correction 

In  Federal  Register  Document  No.  48- 
10441,  appearing  at  page  6997  of  the 
issue  for  Saturday.  November  27,  1948, 
after  the  word  "guaranteed"  in  the 
ninth  line  of  §  36.4300  there  should  be 
Inserted  "or  insured." 


Resources  Division,  and  the  Conservation 
Division,  the  Purchasing  Agent  of  the 
Geological  Survey,  and  to  persons  desig- 
nated as  Agent  Cashiers  while  on  duty 
in  Alaska  and  elsewhere  outside  the  con- 
tinental limits  of  the  United  States. 

(3)  With  re.spect  to  contracts  not  ex- 
ceeding $500  in  amount,  to  Regional  Ge- 
ologists and  Project  Chiefs  in  the  Geo- 
logic Division,  Region  Engineers,  Dis- 
trict Engineers,  and  Project  Engineers 
in    the   Topographic    Division,    District 
Chemists,    District    Engineers,    District 
Geologists,  and  other  heads  of  field  offi- 
ces in  the  Water  Resources  Division.  Re- 
gional Supervisors  and  Deputy  Super- 
visors, District  Engineers  of  the  Water 
and  Power  Branch,  and  Regional  Geolo- 
gists in  the  Conservation  Division,  and 
persons  officially  designated  as  acting  in 
the  absence  of  any  of  the  officers  men- 
tioned in  this  subparagraph.     (20  Stat. 
394.  43  U.  S.  C.  31;  43  CFR  4  100.  13  F.  R. 

5824) 

W.  H.  Bradley. 
Acting  Director. 

[F.    R.    Doc.    49-35:     Filed.    Jan.    4,     1949; 
8:45  a.  m.l 


lAdminlstratlve  Order  1729) 
Loan  Announcement 

December  21,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Washington  18N  Spokane... 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

[Administrative  Order  17281 
Loan  Announcement 

December  21,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

West  Virginia  8E  Hardy 


tsEALl  William  J.  Neal, 

Acting  Administrator. 

[F.    R.    Doc.    49-41:     Filed.    Jan.    4,    1949; 
8:46  a.  m.] 


Amount 
$465,000 


[seal! 


William  J.  Neal, 
Acting  Administrator. 


IF.    R.    Doc.    49-39;     Filed,    Jan.    4,     1949; 
845  a.  m.l 


lAdminlstratlve  Order  17^0) 
Loan  Announcement 

December  22,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  desleination:  Amount 

Texas   71G   Clay - $120,000 

[seal]  William  J.  Neal. 

Acting  Administrator. 

[F.    R.    Doc.    49-40:     Filed.    Jan.    4,    1949; 
8:46  a.  m.l 


Amount 
$105.  000 


DEPARTMENT  OF  COMMERCE 

OfRce  of  International  Trade 

[Case  No.  39] 
ViLco,  Inc.,  et  al. 

order  suspending  UCENSE  PRIVILEGES 

In  the  matter  of  Vilco,  Inc.,  Han.s  S. 
Victor,  Aribert  J.  Vasco.  41  Park  Row, 
New  York.  New  York. 


If 


I 

ij 


i'\ 
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This  proceeding  was  Instituted  on  No- 
vember 16,  1948,  by  the  transmission  of  a 
charging  letter  to  the  above-named  re- 
spondents, wherein  the  Office  of  Inter- 
national Trade  charged  respondents  with 
having  violated  section  6  of  the  act  of 
July  2,  1940  (54  Stat.  714),  as  amended, 
and  the  regulations  promulgated  there- 
under, by  making  or  attempting  to  make 
certain  exportations  of  streptomycin 
from  the  United  States  to  China  without 
having  obtained  export  licenses  therefor 
and  under  the  false  representation  that 
such  shipments  were  being  made  by  vari- 
ous named  consignors  to  various  named 
consignees  under  general  license  GLV, 
whereas  In  fact  said  shipments  were 
all  being  made  by  and  for  the  benefit 
of  respondents  to  and  for  the  benefit  of 
a  single  Importer  in  China. 

It  appears  that  respondents,  after  re- 
ceiving the  above-mentioned  charging 
letter  and  upon  being  confronted  with 
the  evidence  available  to  the  Office  of 
International  Trade  in  support  of  such 
charges,  submitted  to  the  Office  of  Inter- 
national Trade,  with  the  advice  of  coun- 
sel and  through  such  counsel,  a  state- 
ment to  the  effect  that  they  do  not  desire 
to  contest  the  charges  and  that  they  con- 
sent to  the  entry  of  an  order  revoking  all 
outstanding  export  licenses  issued  to 
them  and  denying  to  them  the  right  to 
obtain  or  use.  or  to  participate  in  the 
obtaining  or  using  of  export  licenses,  in- 
cluding general  licenses  other  than  the 
general  licenses  GO  and  GRO.  for  a 
period  of  three  months  from  the  date 
of  such  order,  and,  further,  that  such 
order  shall  extend  to  any  firm,  corpora- 
tion, or  other  business  organization  In 
which  any  of  said  respondents  shall  have 
a  controlling  Interest  or  hold  a  position 
of  responsibility. 

It  further  appears  that  the  statement 
submitted  by  respondents,  together  with 
an  investigation  report  prepared  by  the 
Bureau  of  Customs  and  other  evidence 
secured  in  the  matter  by  the  Office  of 
International  Trade,  have  been  sub- 
mitted for  review  to  the  Compliance 
Commissioner  of  the  Office  of  Interna- 
tional Trade;  that  respondent  Hans  S. 
Victor  has  personally  appeared  with  his 
counsel  and  has  been  informally  exam- 
ined by  the  Compliance  Commissioner; 
and  that  the  Compliance  Commi.ssioner 
has  found  from  the  record  in  this  mat- 
ter, and  from  the  above-mentioned 
personal  examination,  that  respondent 
Hans  S.  Victor  Is  the  President  and  sole 
owner  of  respondent  Vilco,  Inc.,  that 
respondent  Aribert  J.  Vasco  Is  the  Export 
Manager  for  the  corporation,  and  that 
the  charges  as  contained  in  the  charging 
letter  of  November  16,  1948,  have  been 
substantially  admitted  and  established. 
The  Compliance  Commissioner  has  ac- 
cordingly found  that  respondents  have 
violated  the  provisions  of  section  6  of  the 
act  of  July  2,  1940  (54  Stat.  714).  as 
amended,  and  the  regulations  promul- 
gated thereunder,  and  that  the  proposed 
su.spension  of  license  privileges  is  reason- 
able. 1  he  Compliance  Commissioner  has 
therefore  recommended  that  the  consent 
of  respondents  to  such  suspension  of 
license  privileges  be  approved  and  that 
•uch  suspension  be  ordered. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 


NOTICES 

carefully  considered,  together  with  the 
Investigation  report  of  the  Bureau  of 
Customs,  the  evidence  collected,  and  the 
record  in  this  matter,  and  it  appears  that 
such  findings  are  reasonable,  and  that 
such  recommendations  should  be 
adopted.  Now.  therefore.  It  is  ordered. 
As  follows: 

(1 )  All  unexpired  export  licenses  issued 
to  respondents  or  any  of  them  are  hereby 
revoked  and  shall  be  returned  at  once 
to  the  Office  of  International  Trade  for 
cancellation. 

(2)  Respondents  and  each  of  them 
are  hereby  denied  the  privilege  of  ob- 
taining or  using,  or  participating  di- 
rectly or  indirectly  In  the  obtaining  or 
using  of  export  licenses.  Including  gen- 
eral licenses  other  than  the  general  li- 
censes GO  and  GRO,  for  a  period  of 
three  months  from  the  date  of  this 
order. 

(3)  Such  denial  of  export  license  privi- 
leges shall  extend  not  only  to  respond- 
ents but  also  to  any  firm,  corporation, 
or  other  business  organization  In  which 
any  of  said  respondents  shall  have  a  con- 
trolling Interest  or  hold  a  position  of  re- 
sponsibility. 

Dated:  December  24,  1948. 

John  W.  Evans, 

Director, 
Commodities  Division. 

|F.    R.    Doc.    49-54;     Piled.    Jan.    4,    1949; 
8:50  a.  m.| 


ATOMIC  ENERGY  COMMISSION 

Personnel  Secxtrity  Clearance 
criteria  for  determining  eligibility 

The  United  States  Atomic  Energy  Com- 
mission has  adopted  basic  criteria  for 
the  guidance  of  the  responsible  officers  of 
the  Commission  in  determining  eligi- 
bility for  personnel  security  clearance. 
These  criteria  are  subject  to  continuing 
review,  and  may  be  revised  from  time  to 
time  in  order  to  insure  the  most  effective 
application  of  policies  designed  to  main- 
tain the  security  of  the  project  in  a  man- 
ner consistent  with  traditional  American 
concepts  of  justice  and  rights  of  citizen- 
ship. 

The  Commission  Is  revising  its  hearing 
procedure  entitled  "Interim  Procedure" 
for  the  review  of  cases  of  denial  of  se- 
curity clearance  and  for  the  conduct  of 
hearings  for  employees  desiring  such  re- 
view. The  Interim  Procedure  announced 
April  15,  1948,  places  considerable  re- 
sponsibility on  the  Managers  of  Opera- 
tions and  It  Is  to  provide  uniform  stand- 
ards for  their  use  that  the  Commission 
has  adopted  the  criteria  described  herein. 

Under  the  Atomic  Energy  Act  of  1948, 
It  Is  the  responsibility  of  the  Atomic  En- 
ergy Commission  to  determine  whether 
the  common  defense  and  security  will  be 
endangered  by  granting  security  clear- 
ance to  individuals  either  employed  by 
the  Commission  or  permitted  access  to 
restricted  data.  As  an  administrative 
precaution,  the  Commission  also  requires 
that  at  certain  locations  there  be  a  local 
Investigation,  or  check  on  individuals 
employed  by  contractors  on  work  not  In- 
volving access  to  restricted  data  (Com- 


mission authorization  to  be  so  employed 
Is  termed  "security  approval"). 

Under  the  act  of  the  Federal  Bureau  of 
Investigation  has  the  responsibility  for 
making  an  Investigation  and  report  to 
the  Commission  on  the  character,  as- 
sociations and  loyalty  of  such  Individuals. 
In  determining  any  Individual's  eligibility 
for  security  clearance  other  Information 
available  to  the  Commission  should  also 
be  considered,  such  as  whether  the  In- 
dividual will  have  direct  access  to  re- 
stricted data,  or  work  in  proximity  to 
exclusion  areas,  his  past  association  with 
the  atomic  energy  program,  and  the 
nature  of  the  job  he  Is  expected  to  per- 
form. The  facts  of  each  case  must  be 
carefully  weighed  and  determination 
made  in  the  light  of  all  the  Information 
presented  whether  favorable  or  unfavor- 
able. The  judgment  of  responsible  per- 
sons as  to  the  Integrity  of  the  Individuals 
should  be  considered.  The  decision  as 
to  security  clearance  is  an  over-all.  com- 
mon-sense judgment,  made  after  consid- 
eration of  all  the  relevant  information, 
as  to  whether  or  not  there  Is  risk  that 
the  granting  of  security  clearance  would 
endanger  the  national  defense  or  secu- 
rity. If  It  Is  determined  that  the  com- 
mon defense  and  national  security  will 
not  be  endangered,  security  clearance 
will  be  granted;  otherwise,  security  clear- 
ance will  be  denied. 

Cases  must  be  carefully  weighed  In  the 
light  of  all  the  informatlton,  and  a  deter- 
mination must  be  reached  which  gives 
due  recognititon  to  the  favorable  as  well 
as  unfavorable  Information  concerning 
the  individual  and  which  balances  the 
cost  to  the  program  of  not  having  his 
services  against  any  possible  risks  In- 
volved. In  making  such  practical  deter- 
mination, the  mature  viewpoint  and  re- 
sponsible judgment  of  Commission  staff 
members,  and  of  the  contractor  con- 
cerned are  available  for  consideration  by 
the  Manager  of  Operations. 

To  assist  In  making  these  determina- 
tions, on  the  basis  of  all  the  Information 
in  a  particular  case,  there  are  set  forth 
below  a  number  of  sf)ecific  types  of  de- 
rogatory Information.  The  list  Is  not  ex- 
haustive, but  it  contains  the  principal 
types  of  derogatory  Information  which 
indicate  a  security  risk.  It  will  be  ob- 
served that  the  criteria  are  divided  into 
two  groups.  Category  (A)  and  Category 
(B). 

Category  (A)  Includes  those  classes  of 
derogatory  Information  which  establish 
a  presumption  of  security  risk.  In  cases 
falling  under  this  category,  the  Manager 
of  Operations  has  the  alternative  of 
denying  clearance  or  referring  the  case 
to  the  Director  of  Securi^  in  Washing- 
ton. 

Category  (B)  Includes  those  classes  of 
derogatory  Information  where  the  extent 
of  activities,  the  attitudes  or  convictions 
of  the  individual  must  be  weighed  In  de- 
termining whether  a  presumption  of  risk 
exists.  In  these  cases  the  Manager  of 
Operations  may  grant  or  deny  clear- 
ances: or  he  may  refer  such  cases  to  the 
Director  of  Security  In  Washington. 

Category  (A).  Category  (A>  includes 
those  cases  In  which  there  are  grounds 
sufficient  to  establish  a  reasonable  belief 
that  the  individual  or  his  spouse  has: 
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1.  Committed  or  attempted  to  commit, 
or  aided  or  abetted  another  who  com- 
mitted or  attempted  to  commit  any  act  of 
sabotage,  espionage,  treason  or  sedition; 

2.  Established  an  association  with  es- 
pionage agents  of  a  foreign  nation:  with 
Individuals  reliably  reported  as  suspected 
of  espionage;  with  representatives  of  for- 
eign nations  whose  interests  may  be  In- 
imical to  the  Interests  of  the  United 
States.  (Ordinarily  this  would  not  in- 
clude chance  or  casual  meetings;  nor 
contacts  limited  to  normal  business  or 
official  relations.) 

3.  Held  membership  In  or  joined  any 
organization  which  has  been  declared  to 
be  subervisive  by  the  Attorney  General, 
provided  the  individual  did  not  withdraw 
from  such  membership  when  the  organi- 
zation was  so  identified,  or  otherwise  es- 
tablish his  rejection  of  Its  subversive 
aims:  or,  prior  to  the  declaration  by  the 
Attorney  General,  participated  in  the 
activities  of  such  an  organization  In  a 
capacity  where  he  should  reasonably  have 
had  knowledge  as  to  the  subversive  alms 
or  purposes  of  the  organization; 

4.  Pubhcly  or  privately  advocated  rev- 
olution by  force  or  violence  to  alter  the 
constitutional  form  of  Government  of  the 
United  States. 

Category  (A)  also  Includes  those  cases 
in  which  there  are  grounds  sufficient  to 
establish  a  reasonable  belief  that  the  In- 
dividual has: 

5.  Deliberately  omitted  significant  in- 
formation from  or  falsified  a  Personnel 
Security  Questionnaire  or  Personal  His- 
tory Statement.  In  many  cases.  It  may 
be  fair  to  conclude  that  such  omission 
or  falsification  was  deliberate  if  the  In- 
formation omitted  or  misrepresented  is 
unfavorable  to  the  Individual; 

6.  Violated  or  disregarded  security  reg- 
ulations to  a  degree  which  would  endan- 
ger the  common  defense  or  national  se- 
curity: 

7.  Been  adjudged  insane,  been  legally 
committed  to  an  Insane  asylum,  or 
treated  for  serious  mental  or  neurologi- 
cal disorder,  without  evidence  of  cure; 

8.  Been  convicted  of  felonies  indicat- 
ing habitual  crUnlnal  tendencies: 

9.  Been  or  who  Is  addicted  to  the  use 
of  alcohol  or  drugs  habitually  and  to 
excess,  without  adequate  evidence  of 
rehabilitation. 

Category  (B),  Category  (B)  includes 
those  cases  in  which  there  are  grounds 
sufficient  to  establish  a  reasonable  belief 
that  with  respect  to  the  Individual  or 
his  spouse  there  Is : 

1.  Sympathetic  interest  In  totalitarian, 
fascist,  communist,  or  other  subversive 
political  ideologies; 

2.  A  sympathetic  association  estab- 
lished with  members  of  the  Communist 
Party:  or  with  leading  members  of  any 
organization  which  has  been  declared  to 
be  subversive  by  the  Attorney  General. 
(Ordinarily  this  will  not  include  chance 
or  casual  meetings,  nor  contacts  limited 
to  normal  busine.ss  or  official  relations.) 

3.  Identification  with  an  organization 
established  as  a  front  for  otherwise  sub- 
versive groups  or  Interests  when  the  per- 
sonal views  of  the  individual  are  sympa- 
thetic to  or  coincide  with  subversive 
"lines"; 

4.  Identification  with  an  organization 
known  to  be  infiltrated  with  members  of 


subversive  groups  when  there  :s  also  In- 
formation as  to  other  activities  of  the 
individual  which  establishes  the  prob-- 
ability  that  he  may  be  a  part  of  or  sym- 
pathetic to  the  Infiltrating  element,  or 
when  he  has  personal  views  which  are 
sympathetic  to  or  coincide  with  subver- 
sive "lines"; 

5.  Residence  of  the  individual's  spouse, 
parent  (s).  brother  (s),  sister  (s),  or  off- 
spring in  a  nation  whose  interests  may 
be  Inimical  to  the  Interests  of  the  United 
States,  or  in  satellites  or  occupied  areas 
thereof,  when  the  personal  views  or 
activities  of  the  individual  subject  of 
Investigation  are  sympathetic  to  or  coin- 
cide with  subversive  "lines"  (to  be  eval- 
uated in  the  light  of  the  risk  that  pres- 
sure applied  through  such  close  rela- 
tives could  force  the  Individual  to  reveal 
sensitive  information  or  perform  an  act 
of  sabotage) ; 

6.  Close  continuing  association  with 
individuals,  (friends,  relatives  or  other 
associates)  who  have  subversive  interests 
and  associations  as  defined  In  any  of  the 
foregoing  types  of  derogatory  informa- 
tion. A  close  continuing  association  may 
be  deemed  to  exist  If: 

(1)  Subject  lives  at  the  same  premises 
with  such  Individual; 

(2)  Subject  visits  such  Individual  fre- 
quently; 

(3)  Subject  communicates  frequently 
with  such  individual  by  any  means. 

7.  Association  where  the  individuals 
have  enjoyed  a  very  close,  continuing 
association  such  as  Is  described  above  for 
some  period  of  time,  and  then  have  been 
separated  by  distance;  provided  the  cir- 
cumstances Indicate  that  a  renewal  of 
contact  is  probable; 

Category  (B)  also  Includes  those  cases 
In  which  there  are  grounds  sufficient  to 
establish  a  reasonable  belief  that  with 
respect  to  the  individual  there  Is; 

8.  Conscientious  objection  to  service 
in  the  Armed  Forces  during  time  of  war, 
when  such  objections  cannot  be  clearly 
shown  to  be  due  to  religious  convictions; 

9.  Manifest  tendencies  demonstrating 
unreliability  or  inability  to  keep  Impor- 
tant matters  confidential;  wilful  or  gross 
carelessness  In  revealing  or  disclosing  to 
any  unauthorized  person  restricted  data 
or  other  classified  matter  pertaining 
either  to  projects  of  the  Atomic  Energy 
Commission  or  of  any  other  governmen- 
tal agency;  abuse  of  trust,  dishonesty; 
or  homosexuality. 

While  security  clearance  would  ordi- 
narily be  denied  in  each  of  the  foregoing 
categories  (A),  and  (B).  security  ap- 
proval, as  distinguished  from  security 
clearance,  might  be  warranted  In  those 
types  of  derogatory  information  men- 
tioned under  Category  (B)  above. 

The  categories  outlined  hereinabove 
contain  the  criteria  which  will  be  ap- 
plied in  determining  whether  Informa- 
tion disclosed  in  Investigation  reports 
shall  be  regarded  as  substantially 
derogatory.  Determination  that  there 
Is  such  Information  In  the  case  of  an 
Individual  establishes  doubt  as  to  his 
eligibility  for  security  clearance. 

The  criteria  outlined  hereinabove  are 
intended  to  serve  as  aids  to  the  Manager 
of  Operations  in  resolving  his  responsi- 
bility in  the  determination  of  an  Indi- 
vidual's eligibility  for  security  clearance. 


While  there  must  necessarily  be  an  ad- 
herence to  such  criteria,  the  Manager  of 
Operations  Is  not  limited  thereto,  nor 
precluded  in  exercising  his  judgment 
that  information  or  facts  In  a  case  un- 
der his  cognizance  are  derogatory  al- 
though at  variance  with,  or  outside  the 
scope  of  the  stated  categories.  The 
Manager  of  Operations  upon  whom  the 
responsibility  rests  for  the  granting  or 
denial  of  security,  clearance,  and  for 
recommendation  in  cases  referred  to  the 
Director  of  Security,  should  bear  in 
mind  at  all  times,  that  his  action  must 
be  consistent  with  the  common  defense 
and  national  security. 

.    United  States  Atomic 
Energy  Commission, 
Carroll  L.  Wilson. 

General  Manager. 

[F.     ct.    Doc.    49-42;     Filed,    Jan.    4,     1949; 
8:46  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  1789  et  al.) 

Capital  Airlines,  Inc.,  ft  al.;  Milwau- 
kee-Chicago-Nbw  York  Restrictions 
Case 

NOTICE  or  hearing 

In  the  matter  of  applications  of  Capi- 
tal Airlines.  Inc.  (formerly  Pennsylvania 
Central  Airlines).  Northwest  Airlines, 
Inc.,  and  American  Airlines,  Inc..  Etock- 
ets  Nos.  1789,  1790,  2272,  and  3583,  for 
amendment  of  certificates  of  public  con- 
venience and  necessity,  and  the  proceed- 
ing Instituted  by  Board  Order  Serial  No. 
E-1904,  pursuant  to  section  401  (h)  of 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  Docket  No.  3469. 

For  further  details  of  ofieratlons  pro- 
posed, parties  are  referred  to  the  appli- 
cations on  file  with  the  Civil  Aeronautics 
Board  in  the  respective  dockets,  the  Pre- 
hearing Conference  Report  dated  No- 
vember 8,  1948.  and  Board  Orders  Serial 
No.  E-1904,  dated  August  26.  1948,  and 
Serial  No.  E-2277.  dated  December  9. 
1948. 

Notice  is  hereby  given  that  pursuant 
to  the  Civil  Aeronautics  Act  of  1938.  as 
amended,  the  said  proceedings  have  been 
consolidated  for  hearing  by  order  of  the 
Board.  Serial  No.  E-2277.  dated  Decem- 
ber 9,  1948,  and  they  hereby  are  assigned 
for  public  hearing  on  January  24,  1949, 
at  10:00  a.  m.  (eastern  standard  time). 
In  Conference  Room  A.  Departmental 
Auditorium.  Fourteenth  Street  and  Con- 
stitution Avenue  NW..  Washington.  D.  C, 
before  Examiner  Warren  E.  Baker. 

Without  limiting  the  scope  of  the 
issues  presented  by  said  proceedings, 
particular  attention  will  be  directed  to 
the  following  matter:;  and  questions: 

1.  Does  public  convenience  and  neces- 
sity require  the  amendment  of  the  cer- 
tificate and  the  modification  or  elimina- 
tion of  restrictions  contained  therein  as 
requested  by  the  applicant? 

2.  Does  the  public  convenience  and 
necessity  require  the  amendment  of  the 
certificate  of  Capital  Airlines  for  route 
No.  14  as  proposed  in  Board  Order  Serial 
No.  E-2277  dated  December  9.  1948? 

3.  If  the  public  conveni^ce  and  nec- 
essity require  the  proposed  service  or 
services  involved  above  where  applicable 
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and  a  selection  of  carriers  is  necessary, 
which  carrier  or  carriers  are  required  by 
the  public  interest  to  perform  the  serv- 
ice or  services  to  be  authorized? 

Notice  is  further  given  that  any  per- 
son other  than  the  parties  and  inter- 
veners of  record  as  of  this  date  desiring 
to  be  heard  in  this  proceeding  may  file 
with  the  Board  on  or  before  January 
24.  1949,  a  statement  setting  forth  the 
Issues  of  fact  and  law  raised  by  this  pro- 
ceeding which  he  desires  to  controvert 
aud  such  person  may  appear  and  par- 
ticipate in  the  hearing  in  accordance 
with  5  285  6  fa)  of  the  rules  of  practice 
under  Title  IV  of  section  1002  (i>  of  the 
Civil  Aeronautics  Act  of  1938.  as 
amended. 

Dated  at  Washington,  D.  C.  December 
31.  1948. 

By  the  Civil  Aeronautics  Board. 

ISEAL]  M.  C,  Mulligan, 

Secretary. 

[F     R.    Doc.    49-59:     FUed.    Jan.    4,    1949; 
8:50  a.  m.] 


NOTICES 

record  as  of  December  30,  1948,  desiring 
to  be  heard  in  this  proceeding  may  file 
with  the  Board  on  or  before  February  2. 
1949,  a  statement  setting  forth  the  issues 
of  fact  and  law  raised  by  this  proceeding 
which  he  desires  to  controvert  and  such 
person  may  appear  and  participate  in 
the  hearing  in  accordance  with  S  285.6 
(a)  of  the  rules  of  practice  under  Title 
IV  of  section  1002  (i>  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

Dated  at  Washington,  D.  C.  December 
31.  1948. 

By  the  Civil  Aeronautics  Board. 

[SEALl  M.  C.  MULLIGAN. 

Secretary. 

[F.    R.    Doc.    49-60;     Filed,    Jan.    4,     1949; 
8:51  a.  m.l 


Washington.  D.  C.  with  the  understand- 
ing that  the  Commission  shall,  follow 
such  oral  argument,  issue  a  final  order 
with  findings  of  fact  and  a  conclusion 
granting  or  denying  said  application. 
FEDERAL  Communications 
Commission, 

[SEAL]  T.  J.  SLOWIE, 

Secretary. 

(F.    R.    Doc.    49-«l:     Piled,    Jan.    4.    1949; 
8:51  a.  m.l 


(Docket  No.  3244] 

Transocean  Airlines.  Inc.;  Enforcement 

Proceeding 

notice  of  hearing 

In  the  matter  of  the  suspension  and 
revocation  of  Letter  of  Registration  No. 
803  issued  to  Transocean  Airlines.  Inc.. 
Instituted  by  a  show  cause  order  Serial 
No.  E-1105  dated  January  6,  1948,  issued 
by  the  Board. 

For  further  details  of  the  proceeding, 
parties  are  referred  to  Board  Order 
Serial  No.  E-1841,  dated  August  3.  1948, 
and  the  Prehearing  Conference  Report 
in  the  subject  proceeding  served  October 
1.  1948,  all  on  fUe  with  the  Civil  Aero- 
nautics Board  in  the  subject  docket. 

Notice  is  hereby  given  that  pursuant  to 
the  Civil  Aeronautics  Act  of  1938.  as 
amended,  the  above-entitled  proceeding 
is  hereby  designated  for  public  hearing 
on  February  2.  1949,  at  10:00  a.  m. 
(eastern  standard  time),  in  Room  1011, 
Temporary  Building  No.  5,  Sixteenth 
Street  and  Constitution  Avenue  NW.. 
Washington.  D.  C.  before  Examiner 
Warren  E.  Baker. 

Without  limiting  the  scope  of  the 
Issues  presented  in  said  proceeding,  par- 
ticular attention  will  be  directed  to  the 
following  matters  and  questions: 

1.  Has  Respondent  violated  section  401 
(a  >  of  the  Civil  Aeronautics  Act  of  1938. 
as  amended,  in  engaging  in  foreign  air 
transportation  of  passengers  since  Sep- 
tember 10,  1947? 

2.  If  such  violation  is  established,  was 
It  knowing  and  wilful? 

3.  If  such  violation  is  established, 
whether  knowing  and  wilful  or  other- 
wise, should  the  Board  issue  an  order  to 
cease  and  desist  or  other  order  to  compel 
compliance  with  the  Act  and  require- 
ments thereunder? 

4.  If  such  knowing  and  wilful  violation 
Is  established,  should  the  Letter  of  Regis- 
tration heretofore  Issued  to  Respondent 
by  the  BoardP  be  revoked? 

Notice  is  further  given  that  any  person 
other  than  the  parties  and  interveners  of 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  9204) 

WAAB  AND  WMTW 

ORDER    DESIGNATING    APPLICATION    FOR    ORAL 
ARGUMENT 

In  the  matter  of  application  for  con- 
sent to  assignment  of  licenses  of  Sta- 
tions WAAB.  Worcester.  Massachusetts, 
and  WMTW.  Portland,  Maine.  File  No. 
BAL-747. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  29th  day  of 
December,  1948; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tion for  assignment  of  the  licenses  of 
Stations  WAAB.  Worcester,  Massachu- 
setts, and  WMTW.  Portland.  Maine,  from 
The  Yankee  Network,  Incorporated  to 
Radio  Enterpri.se.  Inc. ; 

Whereas,  said  application  sets  forth 
a  leasing  agreement  whereby  the  pro- 
posed assignor  will  lease  the  physical  fa- 
cilities of  stations  WAAB  and  WMTW  to 
the  proposed  assignee  on  certain  terms 
stated  in  the  agreement  and  the  Com- 
mission, not  being  satisfied  that  a  grant 
of  the  application  on  the  terms  con- 
tained in  said  leasing  agreement  would 
be  in  the  public  interest  or  that  the  pro- 
posed a.ssignee  would  be  financially  able 
to  operate  the  stations  under  such  agree- 
ment and  desiring  to  have  further  in- 
formation with  respect  to  this  matter; 
and 

Whereas,  the  proposed  assignor  and 
proposed  assignee  have  requested, 
through  their  attorneys  in  a  letter  dated 
December  16.  1948,  that,  in  lieu  of  hold- 
ing a  hearing  on  the  application,  the 
Commission  grant  to  said  parties  the 
right  to  oral  argument  before  the  Com- 
mission en  banc  upon  all  matters  of  law 
and  fact  Involved  in  said  application  and 
thereafter  Issue  a  final  order  in  the  case 
with  findings  of  fact  and  conclusions, 
granting  or  denying  the  application; 

It  is  ordered.  That  said  application,  in- 
cluding all  amendments  thereto  which 
may  be  filed  with  and  accepted  by  the 
Commission  prior  to  the  day  of  oral 
argument,  be.  and  it  Is  hereby,  desig- 
nated for  oral  argument  at  2  o*  clock 
p.  m..  eastern  standard  time,  January 
7.  1949.  at  the  Commission's  offices  in 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-1160) 

Tennessee  Gas  Transmission  Co. 

order  suspending  rate  schedule  and 
fixing  date  of  hearing 

It  appears  to  the  Commission  that: 

<a)  Tennessee  Gas  Transmission 
Company  (Tennessee)  filed  with  this 
Commission  on  November  30.  1948.  a  re- 
vision to  its  FPC  Gas  Schedules,  desig- 
nated "First  Revised  Sheet  No.  22'.  to 
become  effective  on  January  1.  1949. 
Said  revision  states  that  the  quality  of 
gas  is  to  be  determined  at  the  tempera- 
tures and  pressures  in  Tennessee's  pipe- 
line. 

(b)  The  Hope  Natural  Gas  Company, 
by  letter,  has  objected  to  the  proposed 
modification  of  the  terms  of  the  FPC  Gas 
Schedules. 

(c)  Tennessee,  in  support  of  the  pro- 
posed revision  first  above  described,  con-  • 
tends  that  its  specifications  for  the  gas 
deliverable  to  its  customers,  including 
Hope  Natural  Gas  Company,  relates  to 
the  temperature  and  pressures  existing 
in  its  own  pipe  line  system  and  not  to 
the  pressures  and  temperatures  of  Its 
customers  which  may  be  the  cause  of  the 
creation  of  objectionable  conditions. 

The  Commission  finds  that:  It  is  nec- 
essary, desirable  and  in  the  public  in- 
terest that  the  Commission  enter  upon  a 
hearing  concerning  the  lawfulness  of  the 
proposed  revision  of  the  FPC  Gas  Sched- 
ules affecting  the  quality  of  the  gas  to 
be  delivered  thereunder,  and  that  the 
said  proposed  revision  of  the  schedules 
be  suspended  isending  such  hearing  and 
decision  thereon. 
The  Commis.'iion  orders:  * 

(A)  A  public  hearing  be  held  com- 
mencing January  31.  1949.  at  10  o'clock 
a.  m.  (e.  s.  t.)  in  the  Hearing  Room  of 
the  Federal  Power  Commi.ssion.  1800 
Pennsylvania  Avenue  NW..  Washington. 
D.  C,  concerning  the  lawfulness  of  the 
revision  provided  for  in  First  Revised 
Sheet  No.  22  to  FPC  Gas  Schedules  of 
Tennessee  Gas  Transmission  Company, 
as  the  proposed  revision  affects  the  qual- 
ity of  gas  delivered  to  Hope  Natural  Gas 
Company. 

(B»  Pending  such  hearing  and  deci- 
sion thereon.  First  Revised  Sheet  No.  22 
referred  to  in  paragraph  (a>  hereof,  and 
submitted  by  Tennessee  Gas  Transmis- 
sion Company,  be  and  it  hereby  is  sus- 
pended and  use  deferred  until  June  1, 
1949,  or  until  such  time  as  said  revised 
sheet  may  be  made  effective  in  the  man- 
ner prescribed  by  the  Natural  Gas  Act. 

(C)  Interested  State  commissions  may 
participate  as  provided  by  Rules  8  and 
37  (f)   (18  CFR  13  and  1.37  (D)  of  the 
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Commission's  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  December  30, 1948. 

By  the  Commission. 

[ SEALl  J.  H.  GUTRIDC. 

Acting  Secretary. 

(F.    R.    Doc.    49-37;     Filed,    Jan.    4,     1949; 
8:45  a.   ml 


FEDERAL  SECURITY  AGENCY 
Social  Security  Administration 

Certification  of  State  Unemployment 
Compensation  Laws  to  Secretary  of 
Treasury 

Pursuant  to  section  1603  (a)  of  the 
Internal  Revenue  Code  as  amended,  the 
unemployment  compensation  laws  of  the 
following  States  have  heretofore  been 
approved : 

Alabama,  Alaska.  Arizona.  Arkansas.  Cali- 
fornia. Colorado.  Connecticut.  District  of 
Columbia.  Florida.  Georgia,  Hawaii.  Idaho, 
Illinois,  Indiana,  Iowa,  Kansas,  Kentucky, 
Louisiana,  Maine,  Maryland,  Massachusetts, 
Michigan,  Minnesota,  Mississippi,  Missouri, 
Montana,  Nebraska.  Nevada.  New  Hampshire, 
New  Jersey.  New  Mexico,  New  York.  North 
Carolina.  North  Dakota.  Ohio,  Oklahoma, 
Oregon,  Pennsylvania,  Rhode  Island.  South 
Carolina,  South  E^kota.  Tennessee,  Texas, 
Utah,  Vermont,  Virginia,  Washington.  West 
Virginia,  Wisconsin,  Wyoming,  Delaware. 

In  accordance  with  the  provisions  of 
section  1603  (c)  of  the  Internal  Revenue 
Code,  the  President's  Reorganization 
Plan  No.  2  effective  July  16,  1946,  and 
the  authority  delegated  to  the  Commis- 
sioner for  Social  Security  by  the  Federal 
Security  Administrator.  I.  as  Commis- 
sioner for  Social  Security,  hereby  certify 
the  foregoing  States  to  the  Secretary  of 
the  Treasury  for  the  taxable  year  1948. 

Dated:  December  31,  1948. 

[SEAL]  Arthur  J.  Altmeyer. 

Commissioner  for  Social  Security. 

Approved:  December  31,  1948. 

Oscar  R.  Ewino, 
Administrator. 

[F.    R.    Doc.    49-46;     Filed.    Jan.    4.     1949; 
8:47  a.  m.J 


Certification  of  State  Laws  to  Secre- 
tary of  Treasury  Pursuant  to  Sec- 
tion 1602  <b)  (1)  OF  THE  Internal 
Revenue  Code 

Whereas,  as  Commissioner  for  Social 
Security,  I  have  heretofore  certified  to 
the  Secretary  of  the  Treasury  the  unem- 
ployment compensation  laws  of  the 
States  hereinafter  enumerated  with  re- 
spect to  the  taxable  year  1948.  as  pro- 
vided in  section  1603  of  the  Internal 
Revenue  Code,  as  amended;  and 

Whereas.  I  hereby  find  that  reduced 
rates  of  contributions  were  allowable 
under  the  laws  of  each  of  said  States 
with  respect  to  the  taxable  year  1948 
only  in  accordance  with  the  provisions 
of  subsection  (a)  of  section  1602  of  said 
Code: 

Now  therefore,  pursuant  to  section 
1602  (b)  (1)  of  said  Code,  the  President's 


Reorganization  Plan  No.  2  effective  July 
16.  1946,  and  the  authority  delegated  to 
the  Commissioner  for  Social  Security  by 
the  Federal  Security  Administrator.  I,  as 
Commissioner  for  Social  Security,  hereby 
certify  to  the  Secretary  of  the  Treasury 
the  Unemployment  Compensation  Law  of 
each  of  the  following  States  for  the  tax- 
able year  1948: 

Alabama.  Alaska.  Arizona,  Arkansas,  Cali- 
fornia, Colorado,  Connecticut,  District  of 
Columbia,  Florida,  Georgia.  Hawaii,  Idaho, 
Illinois,  Indiana.  Iowa,  Kansas,  Kentucky, 
Louisiana.  Maine,  Maryland,  Massachusetts, 
Michigan,  Minnesota,  Missouri,  Montana, 
Nebraska,  Nevada,  New  Hampshire,  New  Jer- 
sey. New  Mexico,  New  York,  North  Carolina, 
North  Dakota.  Ohio,  Oklahoma,  Oregon, 
Pennsylvania,  Rhode  Island,  South  Carolina, 
South  Dakota,  Tennessee,  Texas,  Utah,  Ver- 
mont, Virginia,  Washington,  West  Virginia, 
Wisconsin,  Wyoming,  Delaware. 

Dated:  December  31.  1948. 

[seal]  Arthur  J.  Altmeyer, 

Commissioner  for  Social  Security. 

Approved:  December  31,  1948. 

Oscar  R.  Ewing, 
Administrator. 

[F.    R.    Doc.   49-45;     Filed.    Jan.    4,     1949; 
8:47  a.  m.l 


INTERSTATE  COMMERCE 
COMMISSION 

(Application  6| 

American  Trucking  Associations,  Inc. 
(National  Motor  Freight  Classifica- 
tion) AND  Silver  Fleet  Motor  Express, 
Inc. 

application  for  approval  of  agreement 

December  31,  1948. 

The  Commission  is  in  receipt  of  the 
above-enlltled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  section  5a  of  the  Interstate 
Commerce  Act. 

Filed  by:  The  Silver  Fleet  Motor  Ex- 
press, Inc.,  216  East  Pearl  Street.  Louis- 
ville. Ky. 

Agreement  involved:  An  agreement  be- 
tween and  among  common  carriers  by 
motor  vehicle,  members  of  the  American 
Trucking  Associations,  Inc..  and  between 
and  among  such  carriers  on  the  one  hand, 
and.  on  the  other,  certain  common  car- 
riers by  railroad,  and  by  water  and  cer- 
tain freight  forwarders,  relating  to  clas- 
sifications, and  rules  and  regulations,  and 
procedures  for  the  Joint  consideration, 
initiation  or  establishment  thereof. 

The  complete  application  may  be  in- 
spected at  the  office  of  the  Commission 
in  Washington,  D.  C. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  General  Rules  of  Practice  of  the  Com- 
mission, persons  other  than  applicants 
should  fairly  disclose  their  interest,  and 
the  position  they  intend  to  taice  at  the 
hearing  with  respect  to  the  application. 
Otherwise  the  Commission,  in  its  discre- 
tion, may  proceed  to  investigate  and  de- 
termine the  matters  involved  in  such 


application  without   further  or  formal 
hearing. 

By  the  Commission.  Division  2. 

[seal]  W.  p.  Bartel. 

Secretary. 

[F.    R.    Doc.    49-58;     Filed.    Jan.    4,    1949; 
8:50  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.   1-29681 

Brager-Eisenberg,  Inc. 

order  canceling  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its  of- 
fice in  the  city  of  Washington.  D.  C,  on 
the  29th  day  of  December  A.  D.  1948. 

Brager-Eisenberg.  Inc.,  pursuant  to 
Section  12  (d)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  X-12D2-1  (b)  pro- 
mulgated thereunder,  having  made  ap- 
plication to  the  Commission  to  withdraw 
its  Capital  Stock.  $1.00  Par  value,  from 
registration  and  listing  on  the  Baltimore 
Stock  Exchange: 

The  Commission  on  October  6.  1948 
having  ordered  that  a  hearing  b^tield  in 
this  matter  on  November  8,  1948,  at 
Baltimore.  Maryland;  and 

The  Commission  on  October  27.  1948 
having  ordered  that  this  hearing  be  post- 
poned until  January  10.  1949;  and 

Brager-Eisenberg,  Inc..  having  filed  on 
December  6, 1948  a  request  for  expiration 
of  the  registration  of  this  security  on  the 
Baltimore  Stock  Exchange,  pursuant  to 
the  provisions  of  Rule  X-12D2-1  (c) ; 

It  is  ordered,  That  the  hearing  sched- 
uled for  January  10.  1949.  on  the  appli- 
cation referred  to  in  the  first  paragraph 
above,  be  and  the  same  is  hereby  can- 
celed. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS, 

Secretary. 

(F.    R.    Doc.    49-52;     Filed.    Jan.    4.     1949; 
8:49  a.  m.] 


[Pile  No.  54-129] 

Kings  County  Lighting  Co. 

order   releasing   jurisdiction   over 
legal  fee 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C, 
on  the  29th  day  of  December  1948. 

The  Commission  having  by  order  dated 
January  9.  1947,  approved  an  amended 
plan,  as  modified,  filed  pursuant  to  sec- 
tion 11  (e)  of  the  Public  Utility  Holding 
Company  Act  of  1935  by  Kings  County 
Lighting  Company,  a  subsidiary  of  Long 
Island  Lighting  Company,  a  registered 
holding  company;  and 

Said  order  having  reserved,  among 
other  things,  jurisdiction  over  the  rea- 
sonableness and  appropriate  allocation 
of  all  fees  and  expenses  incurred  in  con- 
nection with  the  amended  plan,  as  modi- 
fied; and 

An  application  having  been  filed  by 
Charles   G.  Blakeslee.   counsel  for  the 
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company.  In  which  he  requests  pa3nTient 
by  Kings  County  Lighting  Company  of 
$10,000  as  a  fee  and  no  amount  for  reim- 
bursement for  expenses;  and 

The  Commission  having  considered  the 
record  and  finding  that  the  said  request 
Is  not  unreasonable: 

It  is  ordered,  That  the  application  of 
Charles  G.  Blakeslee.  as  amended  for 
Kings  County  Lighting  Company.  Is  ap- 
proved so  as  to  permit  Kings  County 
Lighting  Company  to  pay  him  $10,000  as 
a  fee  and  nothing  in  reimbursement  of 
expenses. 

It  is  further  ordered.  That  the  juris- 
diction heretofore  reserved  over  all  other 
fees  and  expenses  be.  and  hereby  is.  con- 
tinued. 

By  the  Commission. 

[8IAL]  ORVAL  L.  Dubois. 

Secretary. 

|P.    R.    Doc.    49-50;     Piled.    Jan.    4,     1949; 
8:49  a.  m.) 


(Pile  No.  70-1996] 

Nrw  JBngland  Electric  System  et  al. 

ORDER    GRANTING   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFTECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  In  the  city  of  Washington.  D.  C. 
on  the  29th  day  of  December  A.  D.  1948. 

In  the  matter  of  New  England  Electric 
System,  New  England  Power  Company, 
Eastern  Massachusetts  Electric  Com- 
pany, Pile  No.  70-1996. 

New  England  Electric  System 
("NEES") .  a  registered  holding  company. 
and  its  subsidiary  companies.  New  Eng- 
land Power  Company  <"NEPCO")  and 
Eastern  Massachusetts  Electric  Company 
("Eastern  Massachusetts")  having  filed 
a  joint  application-declaration  and 
amendments  thereto,  pursuant  to  sec- 
tions 6  (b).  9  (b)  (1).  13  and  12  (f)  of 
the  Public  Utility  Holding  Company  Act 
of  1935,  with  respect  to  the  following 
transactions: 

It  is  proposed  to  merge  Eastern  Massa- 
chusetts, which  Is  primarily  an  electric 
transmission  company,  with  NEPCO, 
which  is  primarily  an  electric  generating 
and  transmission  company  supplying 
substantially  all  the  electric  energy  re- 
quirements of  Eastern  Massachusetts. 
For  this  purpose,  NEPCO  proposes  to  Is- 
sue 83,242  shares  of  common  stock  of  the 
par  value  of  $20  per  share  and  of  the  ag- 
gregate par  value  of  $1,664,840  In  ex- 
change for  all  of  the  outstanding  capital 
stock  of  Eiistern  Massachusetts,  consist- 
ing of  66,594  shares  of  the  par  value  of 
$25  per  share  and  of  the  aggregate  par 
value  of  $1,664,850,  which  will  be  can- 
celed. NEES  presently  owns  all  of  the 
common  stock  of  NEPCO  and  all  of  the 
capital  stock  of  Eastern  Massachusetts 
and,  as  a  result  of  the  merger.  NEPCO 
will  acquire  all  of  the  utility  and  other 
assets  of  Eastern  Massachusetts  and  will 
be  subject  to  all  of  its  liabilities.  In  this 
connection,  NEES  requests  the  approval 
of  the  Commission  under  Instruction  8C 


NOTICES 

of  the  Uniform  System  of  Accounts  for 
Public  Utility  Holding  Companies  to 
record  its  Investment  in  the  common 
stock  of  NEPCO  to  be  held  after  the  pro- 
posed mergor  in  the  amount  of  $25,889.- 
819.81.  which  amount  is  equal  to  the  ag- 
gregate amounts  at  which  NEES  pres- 
ently carries  the  stocks  of  NEPCO  and 
Eastern  Massachusetts  on  its  books, 
namely.  $23,000,000  and  $2,889,819  81.  re- 
spectively, and  It  appearing  to  the  Com- 
mission that  it  is  appropriate  to  grant 
such  request; 

The  application-declaration  states 
that  the  expenses  to  NEPCO.  Eastern 
Massachusetts,  and  NEES  in  connection 
with  services  performed  by  New  EJngland 
Power  Service  Company,  an  affiliated 
service  company,  at  the  actual  cost  there- 
of, are  estimated  at  $6,000,  $1,000,  and 
$300,  respectively.  In  addition,  NEPCO 
will  pay  a  filing  fee  of  $832  to  the  Com- 
monwealth of  Massachusetts. 

The  Department  of  Public  Utilities  of 
the  Commonwealth  of  Massachusetts  has 
approved  the  issuance  by  NEPCO  of  said 
83,242  shares  of  common  stock  and  that 
State  Commission  and  the  Federal  Power 
Commission  have  approved  the  merger 
of  Eastern  Massachusetts  with  NEPCO. 
Applicants-Declarants  having  re- 
quested that  the  Commission  issue  its 
order  granting  the  application  and  per- 
mitting the  declaration  to  become  effec- 
tive without  a  hearing  thereon  and  that 
the  order  become  effective  forthwith 
upon  the  issuance  thereof,  and  it  ap- 
pearing to  the  Commission  that  it  Is  ap- 
propriate to  grant  such  requests; 

The  application-declaration  having 
heen  filed  on  November  3,  1948,  and 
amendments  thereto  having  been  filed 
on  December  2,  1948,  December  20,  1948. 
and  December  29,  1948,  and  notice  of 
sBid  filing  having  been  given  in  the  form 
and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act.  and 
the  Commission  not  having  received  a 
request  for  hearing  with  respect  to  said 
application-declaration  within  the  pe- 
riod specified,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission  that 
nothing  herein  should  be  construed  as 
constituting  approval  of  the  accounting 
entries  proposed  by  NEPCO  or  as  affect- 
ing the  authority  of  other  agencies  hav- 
ing jurisdiction  over  such  accounting 
matters,  and  the  Commission  finding 
with  respect  to  said  application-declara- 
tion, as  amended,  that  the  requirements 
of  the  applicable  sections  of  the  act  and 
the  rules  thereunder  are  satisfied,  and 
observing  no  basis  for  adverse  findings 
thereunder: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  to  the  applicable  provisions 
of  the  Act  and  subject  to  the  terms  and 
conditions  contained  In  Rule  U-24,  that 
the  aforesaid  application-declaration, 
as  amended,  be.  and  the  same  hereby  is, 
granted  and  permitted  to  become  effec- 
tive forthwith. 

By  the  Commission. 

[siAL]  Orval "L.  Dubois, 

Secretary. 

[P.    R.    Doc,    49-49:    Filed.    Jan,    4,    1949; 
8:49  a.  m.] 


[Pile  No.  70-2005] 
North  American  Light  L  Power  Co. 

IT  AL. 

memorandum     findings,     OPINION,     and 

ORDER  GRANTING  AND  PERMITTING  JOINT 
APPUCATION -DECLARATION  TO  BECOMK 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
ofBce  In  the  city  of  Washington.  D.  C.  on 
the  29th  day  of  December  A.  D.  1948. 

In  the  matter  of  North  American  Light 
&  Power  Company.  The  Kansas  Power 
and  Light  Company.  Mis.^ourl  Power  & 
Light  Company.  Pile  No.  70-2005. 

North  American  Light  L  Power  Com- 
pany ("Light  ti  Power"),  a  registered 
holding  company,  and  a  subsidiary  of 
The  North  American  Company.  ("North 
American"),  also  a  registered  holding 
company,  and  Light  ti  Powers  subsidi- 
aries. The  Kansas  Power  and  Light  Com- 
pany ("Kansas")  and  Missouri  Power  & 
Light  Company  ("Missouri"),  have  filed 
a  joint  application-declaration  with  the 
Commission  pursuant  to  the  applicable 
sections  of  the  Public  Utility  Holding 
Company  Act  of  1935  ("act")  and  the 
rules  and  regulations  promulgated  there- 
under. 

Light  &  Power  which  owns  all  the  out- 
standing common  stock  of  Kansas  and 
Missouri  proposes: 

(a)  To  borrow  $5,000,000  from  Bankers 
Trust  Company  of  New  York,  pursuant 
to  a  "Credit  Agreement",  which  provides 
for  the  issuance,  as  evidence  of  such  bor- 
rowing, of  a  promissory  note  payable  on 
or  before  one  year  after  date  thereof  and 
bearing  Interest  at  the  rate  of  2Va%,  per 
annum,  payable  quarterly.  Under  the 
agreement  the  note  may  be  prepaid  in 
whole  or  In  part  without  penalty  pro- 
vided that  a  premium  of  1%  per  annum 
computed  for  the  unexpired  life  of  the 
amount  prepaid  shall  be  payable  on  pre- 
payments out  of  funds  made  available 
through  borrowings;  and 

(b)  To  use  the  proceeds  of  such  bor- 
rowing together  with  treasury  funds:  (1) 
To  purchase  700,000  shares  of  Kansas 
common  stock,  $5  per  value,  for  $3,500,- 
000;  (2)  to  purchase  440.000  shares  of 
Missouri  common  stock,  $5  par  value,  for 
$2,200,000;  and  (3)  to  discharge  Its  pres- 
ently outstanding  bank  loan  In  the  prin- 
cipal amount  of  $2,200,000. 

Kansas  will  use  the  proceeds  from  the 
Issuance  and  sale  of  700.000  shares  of  Its 
common  stock  to  retire  an  outstanding 
bank  loan  In  the  principal  amount  of 
$2,000,000,  and  will  apply  the  balance 
toward  its  construction  expenditures  and 
those  of  Its  subsidiary.  Kansas  Electric 
Power  Company,  which  expenditures.  It 
Is  estimated,  will  aggregate  $36,825,874 
for  the  years  1948.  1949  and  1950. 

Missouri  will  apply  the  proceeds  from 
the  issuance  and  sale  of  440,000  shares 
of  its  common  stock  for  the  payment 
toward  Its  construction  expenditures 
which.  It  Is  estimated,  will  aggregate 
$10,865,000  for  the  years  1948,  1949  and 
1950. 

The  applicants-declarants  have  se- 
cured orders  of  the  Public  Service  Com- 
mission of  Missouri  and  the  State  Cor- 
poration Commission  of  Kansas  permit- 
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ting  the  proposed  transactions  In  so  far 
as  those  Commissions  have  Jurisdiction 
with  respect  to  such  transactions. 

After  appropAate  notice  a  public  hear- 
ing was  held  at  which  certain  Interested 
stockholders  of  North  American  were 
represented  and  expressed  opposition 
solely  to  the  proposal  by  Light  &  Power 
to  raise  the  required  funds  by  means  of 
the  $5,000,000  bank  loan.  Requested 
findings  and  briefs  were  waived  but  oral 
argument  was  held  before  the  Commis- 
sion at  the  request  of  such  stockholders. 
The  Commission  has  considered  the  rec- 
ord and  makes  the  findings  herein  on  the 
basis  of  such  record. 

On  July  27,  1948,  after  hearings  there- 
on, we  approved  substantially  similar 
proposals  by  these  same  companies, 
"North  American  Light  ti  Power  Com- 
pany et  al,"  —  S.  E.  C,  — .  Holding  Com- 
pany Act  Release  No.  8379.  At  that  time 
we  permitted  Light  Si  Power  to  borrow 
$3,000,000  for  nine  months  which  money 
was  used,  together  with  treasury  funds, 
to  purchase  $5,000,000  of  Kansas  com- 
mon stock  and  $2,000,000  of  Missouri 
common  stock.  Since  the  date  of  the 
earlier  hearings,  Kansas  and  Missouri 
have  substantially  revised  their  estimates 
with  respect  to  the  construction  expendi- 
tures which  will  be  required  for  the  years 
1948,  1949  and  1950.  As  a  consequence 
more  money  will  have  to  be  raised  by 
those  companies  than  was  anticipated  at 
the  time  we  granted  our  approval  to  the 
earlier  transactions  and  the  present  pro- 
posals are  preliminary  to  contemplated 
future  public  financing. 

In  our  earlier  Findings  and  Opinion 
we  adverted  to  the  problem  of  whether 
the  proposed  borrowing  by  Light  &  Power 
would  satisfy  the  standards  of  section  7 
of  the  act  in  view  of  the  fact  that  Light 
ti  Power  Is  under  order  to  liquidate  and 
dissolve  and  the  further  fact  that  a  plan 
of  dissolution  and  liquidation  had  been 
approved  by  us  and  the  United  States 
District  Court.  Subsequent  to  the  date 
of  those  Findings  and  Opinion,  the  Dis- 
trict Court's  order  was  affirmed  by  the 
Court  of  Appeals  for  the  Third  Circuit. 
However,  the  plan  has  not  as  yet  been 
declared  fully  effective  and  the  record  in- 
dicates that  consummation  may  require 
some  further  delay. 

We  held  In  the  earlier  case  that  the 
standards  of  section  7  were  satisfied  by 
Light  &  Power's  proposed  bank  loan 
saying: 

Under  ordinary  circumstances  we  doubt 
whether  we  would  be  able  to  make  the  affirm- 
ative findings  required  by  section  7  (c)  in  a 
situation  such  as  Light  &  Power  finds  itself. 
However,  there  are  particular  circumstances 
in  this  CBise  which  must  be  considered.  Un- 
der the  plan  for  liquidation  and  dlssoUitlon 
of  Light  &  Power,  North  American  will  re- 
ceive all  the  assets  of  Light  ic  Power  after 
satisfaction  of  the  interest  of  the  public 
holders  of  the  common  stock  of  Light  tc 
Power  and  North  American  will  expressly 
assume  all  of  Light  &  Power's  remaining 
liabilities.  Thus.  If  the  pending  plan  for 
liquidation  and  dissolution  Is  consummated 
prior  to  the  maturity  of  the  proposed  note. 
North  American  will  assume  the  balance  due 
thereon.  The  record.  In  this  respect.  Indi- 
cates that  North  American  will  have  sufB- 
clent  cash  resources  under  these  circum- 
stances to  permit  prompt  payment  of  the 
note.  In  the  event  the  dissolution  of  Light  & 
Power  does  not  occur  until  after  maturity  of 


th«  proposed  promissory  note,  the  record  In- 
dicates that  Light  &  Power  will  have  sufficient 
cash  resources  not  only  to  meet  the  obligation 
but  will  also  In  all  probability  be  able  to  pre< 
pay  the  loan  prior  to  its  maturity."  Accord- 
ingly, we  have  concluded  that  we  may  make 
an  appropriate  finding  pursuant  to  section  7 
(c)  (2)  (D)  and  that  no  adverse  findings  arc 
required  under  section  7  (d). 

It  appears  that  on  the  whole,  there  is 
no  substantial  difference  between  the 
present  proposals  and  those  which  we 
considered  earlier  nor  between  the  sit- 
uation concerning  the  plan  of  Light  Si 
Power  which  existed  then  as  compared 
to  that  which  now  exists.  Moreover,  the 
record  Indicates  that  the  contemplated 
transactions  will  not  In  any  way  serve  as 
a  detriment  to  prompt  compliance  with 
our  outstanding  orders  under  section  11. 
Accordingly,  for  the  reasons  expressed 
herein  as  well  as  for  those  in  our  earlier 
decision,  we  conclude  that  the  presently 
proposed  borrowing  by  Light  Si  Power, 
under  the  circumstances  here  presented, 
satisfies  the  standards  of  section  7  of  the 
act. 

We  are  also  of  the  view  that  the  pro- 
posed acquisitions  of  additional  common 
stock  of  Kansas  and  Missouri  meet  the 
standards  of  section  10  of  the  act.  How- 
ever, In  view  of  our  outstanding  section 
11  orders  dated  December  31.  1941.  and 
April  14.  1942.  respectively  requiring  the 
dissolution  of  Light  b  Power  and  the 
divestment  by  North  American  of  Its 
direct  and  indirect  Interest  In  Light  Si 
Power  and  each  of  Its  subsidiary  com- 
panies, we  shall  provide  herein  that  the 
additional  securities  of  Kansas  and  Mis- 
souri being  acquired  by  Light  L  Power 
and  indirectly  by  North  American  shall 
be  held  subject  to  the  requirements  of 
our  outstanding  section  11  orders  and 
our  order  approving  the  plan  for  Light 
L  Power. 

The  proposed  Issuance  and  sale  by 
Missouri  of  Its  common  stock  are  solely 
for  the  purpose  of  financing  Its  business 
and  have  been  expressly  authorized  by 
the  Missouri  Commission.  Accordingly, 
we  grant  an  exemption  from  the  provi- 
sions of  section  7  of  the  act  pursuant  to 
the  third  sentence  of  section  6  (b).  We 
do  not  pass  upon  whether  the  proposed 
Issuance  and  sale  of  common  stock  by 
Kansas  is  similarly  exempt  although 
such  transactions  have  been  permitted 
by  the  Kansas  Commission  and  are  for 
the  purpose  of  financing  that  Company's 
business.  We  find  that  such  proposals 
satisfy  section  7  of  the  act  and  conse- 
quently It  is  Immaterial  whether  Kansas 
is  entitled  to  a  section  6  (b)  exemption. 
The  sales  by  Kansas  and  Missouri  of 
their  common  stock  are  exempt  from  the 
comF>etitlve  bidding  requirements  of 
Rule  U-50  since  we  have  approved  the 
acquisition  of  such  securities  pursuant 
to  section  10  of  the  act. 


Applicants-declarants  estimate  that 
the  fees  and  expenses  to  be  Incurred  in 
connection  with  the  proposed  transac- 
tions will  amount  to  $2,500  for  Light  Si 
Power,  $6,375  for  Kansas,  and  $4,700  for 
Missouri.  Such  fees  and  expenses.  If 
they  do  not  exceed  the  estimates,  do  not 
appear  unreasonable. 

It  is  therefore  ordered.  That  the  Joint 
application-declaration  be.  and  hereby 
is.  granted,  and  permitted  to  become  ef- 
fective forthwith  subject  to  the  terms 
and  conditions  prescribed  by  Rule  U-24 
and  the  further  condition  that  the  se- 
curities of  Kansas  and  Missouri  to  be 
acquired  by  Light  &  Power  and  indirectly 
by  North  American  shall  be  acquired 
and  held  by  such  companies  subject  to 
the  provisions  of  the  Commission's  or- 
ders dated  December  31,  1941  and  April 
14,  1942,  issued  pursuant  to  section  11 
(b)  of  the  act  and  the  Commission's 
order  of  June  25, 1947,  issued  pursuant  to 
section  11  (e)  of  the  act,  approving  a 
plan  for  the  dissolution  and  liquidation 
of  Light  Si  Power. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS. 

Secretary. 

(P.    R.    Doc.    49-51;     Filed.    Jan.    4,    1949; 
8:49  a.  m.] 


'•Light  &  Power  has  estimated  that  as  a 
consequence  of  dividend  receipts  from  sub- 
sidiaries (which  are  unavailable  for  Interest 
and  dividend  payments  by  Light  &  Power 
pending  court  enforcement  of  Us  liquidation 
plan),  its  cash  balance  will  be  increased  to 
approximately  $3,300,000  at  the  end  of  1948. 
In  addition  to  Its  net  earnings.  Light  &,  Power 
appears  to  be  In  a  position  to  secure  addi- 
tional cash  resources  from  the  sale  of  port- 
folio securities. 


(Pile  No.  812-577] 

Tobacco  and  Allied  Stocks,  Inc. 

NOTICE  or  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  30th  day  of  December  A.  D.  1948. 

Notice  Is  hereby  given  that  Tobacco 
and  Allied  Stocks.  Inc.,  an  investment 
company  registered  under  the  Invest- 
ment Comaany  Act  of  1940,  located  at 
No.  161  Front  Street,  New  York,  New 
York,  has  filed  an  application  pursuant 
to  Rule  N-17D-1  of  the  rules  and  regu- 
lations promulgated  under  the  act  re- 
garding a  bonus  plan  to  be  adopted  pro- 
viding for  the  payment  of  $1,000  and 
$500,  respectively,  to  two  employees  for 
services  rendered  In  1948. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C,  office  of  this  Com- 
mission for  a  more  detailed  statement  of 
the  matters  of  fact  and  law  therein 
as.se  rted. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  after 
January  14,  1949  unless  prior  thereto  a 
hearing  upon  the  application  Is  ordered 
by  the  Commission,  as  provided  In  Rule 
N-5  of  the  rules  and  regulations  promul- 
gated under  the  act.  Any  interested 
person  may,  -not  later  than  January  12, 
1949  at  5:30  p.  m.,  e.  s.  t.,  submit  to  the 
Commission  In  writing  his  views  or  any 
aditlorml  facts  bearing  upon  this  applica- 
tion or  the  desirability  of  a  hearing 
thereon,  or  request  the  Commission  in 
writing  that  a  hearing  be  held  thereon. 
Any  such  communication  or  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW..  Washington  25,  D.  C^ 
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and  should  state  briefly  the  nature  of  the 
Interest  of  the  person  submitting  such 
information  or  requesting  a  hearing,  the 
reasons  for  such  request,  and  the  issue  of 
fact  or  law  raised  by  the  application 
which  he  desires  to  controvert. 

By  the  Conunission. 

ls«AL]  Orval  L.  DdBois. 

Secretary. 

[P.    R.    Doc.    49-53:    Filed,    Jan.    4,    1948; 
8:49  a.  m.| 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AirrHORrrT:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  60.  926;  50 
U.  8.  C.  and  Supp.  App.  1.  616.  E.  O.  9193. 
July  6,  1942,  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8,  1945,  3  CFR,  1945  Supp..  E.  O.  9788. 
C)ct.  14,  1946,  11  F.  R.  11981. 

[ Vesting  Order  11444.  Amdt.] 
M.  Yatani 

In  re :  Stock,  bonds,  bank  account,  and 
a  fractional  certificate  owned  by  M. 
Yatani,  aLso  known  as  K.  Yatani. 

Vesting  Order  11444.  dated  June  10. 
1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  from  Exhibit  A.  attached 
to  and  by  reference  made  a  part  of  said 
Vesting  Order  11444,  the  words  "State  of 
San  Paulo  Secured  S.  P.  Gold  5'i"  and 
substituting  therefor  the  following: 
•State  of  San  Paulo  25  yr.  Secured  S.  F. 
Gold  External  Loan  of  1925,  S'e". 

All  other  provisions  of  said  Vesting 
Order  11444  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C.  on 
September  7.  1948. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    B.    Doc.    49-26;     Filed,    Jan.    3,    1949; 
8:50  a.  m.] 


NOTICES 

to  the  estate  of  Matilda  A.  Pricker,  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by  the  aforesaid  nationals 
of  a  designated  enemy  country  iGer- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  James  M.  Graham. 
73  Tremont  Street.  Boston,  Mass.,  and 
Herman  Snyder,  c/o  James  M.  Graham, 
co-administrators,  acting  under  the  Judi- 
cial supervision  of  the  Probate  Court  of 
Suffolk  County.  Massachusetts, 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  domicil- 
iary personal  representatives,  heirs,  next 
of  kin,  legatees  and  distributees,  names 
unknown,  of  Bertha  Elisabetha  Magda- 
lena  Roth,  nee  Path,  are  not  within  a  des- 
ignated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  at>ove.  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3.  1948. 

Por  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-62:     Piled    Jan.    4.     1949; 
8:51  a.  m.| 


(Vesting  Order  124701 
Matilda  A.  Pricker 

In  re:  Estate  of  Matilda  A.  Pricker. 
deceased.     Pile  I>-28-7580. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  domiciliary  personal  repre- 
sentatives, heirs,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Bertha 
Elisabetha  Magdalena  Roth,  nee»Path. 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many >  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 


(Vesting  Order  124941 
HERMANN  J.  Weber 


In  re:  Estate  of  Hermann  J.  Weber, 
deceased.  Pile  No.  P-28-12657 ;  E.  T.  sec. 
4306. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  Gelehrtenschule  des  Jo- 
hanneums,  the  last  known  address  of 
which  is  Hamburg.  Germany,  is  a  corpo- 
ration, partnership,  association  or  other 
organization,  organized  under  the  laws 
of  Germany,  which  has  or.  on  or  since 
the  effective  date  of  Executive  Order 
8389.  as  amended,  has  had  its  principal 
place  of  business  in  Germany,  and  is  a 
national  of  a  designated  enemy  country 
(Germany) : 

2.  That  the  person  or  persons,  names 
unknown,  who  are  the "  beneficiaries  of 
said  Gelehrtenschule  des  Johanneums, 
who,  if  individuals,  there  is  reasonable 
cause  to  t)elieve  are  residents  of  Ger- 
many, and.  if  corporations,  partnerships, 
associations  or  other  organizations,  there 
is  reasonable  cause  to  believe  are  or- 
ganized under  the  I«W8  of  and  maintain 


their  principal  places  of  business  In  Ger- 
many, are  nationals  of  a  designated  en- 
emy country  (Germany); 

3.  That  the  person  or  persons,  names 
unknown,  owing  or  having  the  manage- 
ment of  said  Gelehrtenschule  des  Jo- 
hanneums, who.  If  Individuals,  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  and.  if  corporations,  part- 
nerships, associations  or  other  organi- 
zations, there  is  reasonable  cause  to  be- 
lieve are  organized  under  the  laws  of  and 
maintain  their  principal  places  of  busi- 
ness in  Germany,  are  nationals  of  a  des- 
ignated enemy  country  (Germany); 

4.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  charatcr  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1,  2  and  3  hereof,  and  each 
of  them,  in  and  to  the  estate  of  Hermann 
J.  Weber,  deceased,  is  property  payable 
or  deliverable  to.  or  claimed  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

5.  That  such  property  is  In  the  process 
of  administration  by  Harvard  Trust  Com- 
pany, as  Administrator,  c.  t.  a.,  d.  b.  n., 
acting  under  the  judicial  supervision  of 
the  Probate  Court  of  Middlesex  County, 
East  Cambridge.  Massachusetts; 

and  It  is  hereby  determined: 

6.  That  to  the  extent  that  the  person 
Identified  In  subparagraph  1  hereof,  the 
person  or  persons,  names  imknown,  who 
are  the  beneficiaries  of  the  Gelehrten- 
schule des  Johahneums,  and  the  person 
or  persons,  names  unknown,  owning  or 
having  the  management  of  the  Gelehr- 
tenschule des  Johanneums,  are  not  with- 
in a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
qulrea  by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  In- 
terest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  3,  1948. 


Por  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-63;     Piled,    Jan.    4,    1949; 
8:51   a.  m.] 


(Vesting  Order  12515] 
Catherine  Gunther 


Wednesday,  January  5,  1949 

tlve  Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Mrs.  Marie  Schneider.  Henry 
(Helnrich)  Schneider,  and  Joseph 
Schneider,  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) : 

2.  That  all  right,  title  and  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  sub-para- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  trust  created  under  Item  No.  4  of 
the  Will  of  Catherine  Gunther,  deceased, 
presently  being  administered  by  the  Safe 
Deposit  and  Trust  Company  of  Balti- 
more. 13  South  Street.  Baltimore  2, 
Maryland.  Trustee, 

Ls  property  within  the  United  States, 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evl- 
dence  of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  coimtry  (Germany); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  are  not  within 
a  designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  15. 1948. 

Por  the  Attorney  General. 

[ SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.     R.    Doc.    49-64:     Filed.    Jan.    4.     1949; 
8:51  a.  m.) 


(Vesting  Order  12537] 
Heinrich  Eccert 


In  re:  Trust  under  will  of  Catherine 
Gunther.  deceased.    Pile  D-28-7395-G-1. 

Under  the  authority  of  the  Trading 
With  the  EUiemy  Act.  as  amended.  Execu- 


In  re:  Stock  owned  by  Heinrich  Eg- 
gert.     P-28-23619-D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Heinrich  Eggert,  whose  last 
known  address  Is  Co  Verelnsbank  in 
Hpmburg.  Hamburg  11,  Den.,  Hamburg. 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  de.scribed  as  fol- 
lows: Ten  (10)  shares  of  $5  par  value 
common  capital  stock  of  Bucyrus-Erie 
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Company.  South  Milwaukee.  Wisconsin, 
a  corporation  organized  under  the  laws 
of  the  State  of  Delaware,  evidenced  by 
a  certificate  numbered  NY/O-12766. 
registered  in  the  name  of  Heinrich  Eg- 
gert, together  with  all  declared  and  un- 
paid dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-65;     Filed.    Jan.    4,    1949; 
8:51  a.  m.l 


(Vesting  Order   12540] 
Martha  Hossenfelder 

In  re:  Stock  owned  by  Martha  Hossen- 
felder.   P-28-24051-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  iavestigation,  it  is  hereby  found: 

1.  That  Martha  Hossenfelder,  whose 
last  known  address  is  Berlin,  Wllmers- 
dorf,  Kalser-AUie  215,  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country   (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: One  hundred  (100)  shares  of  no 
par  value  common  capital  stock  of  The 
United  Piece  Dye  Works.  Lodl,  New  Jer- 
sey, a  corporation  organized  under  the 
laws  of  the  State  of  New  Jersey,  evi- 
denced by  a  certificate  numbered  11816, 
registered  in  the  name  of  Martha  Hossen- 
felder, together  with  all  declared  and  un- 
paid dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
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aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16,  1948. 

Por  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.     49-66;     Filed.    Jan.    4,     1949; 
8:51  a.  m.l 


[Vesting  Order   12588] 
William  Ungerer 

In  re :  Trust  under  the  will  of  WilMm 
Ungerer.  deceased.  Pile  No.  D-28-2379; 
E.  T.  sec.  4365. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Mrs.  Luise  Heuchele.  Wllhelm 
Redinger,  August  Redinger.  Ernestine 
Erlemaier,  Prieda  Kuhnle  Luise  MuUer, 
Emilie  Bader,  Emma  Bader,  Sofie  Drels- 
lampel,  Karl  Bader,  Eugen  Bader,  Hilda 
Rehm,  Karl  Gustav  Ungerer,  Emil  Un- 
gerer and  Emma  Marie  Schmid.  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany); 

2.  That  all  right,  title,  intere.st  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  In  and  to  the  trust  created 
under  the  will  of  William  Ungerer,  de- 
ceased, is  property  payable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Pidelity-Philadel- 
phla  Trust  Company,  as  trustee,  acting 
ufKler  the  judicial  supervision  of  the 
Orphans'  Court  of  Philadelphia  County, 
Pennsylvania; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
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nationals  of  a  designated  enemy  country 
(Germany). 

AU  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 

tprpcf 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  27.  1S48. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[T.    R.     Doc.    49  25;     Filed.    Jan.    3,     1949; 
8:50  a.  ml 


I  Vesting   Order   500A-2411 

Copyrights  of  Certain  German 
Nationals 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons  (including  individ- 
uals, partnerships,  associations,  corpora- 
tions or  other  business  organizations) 
referred  to  or  named  In  Column  5  of 
Exhibit  A  attached  hereto  and  made  a 
part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names  of 
which  persons  are  listed  (a>  in  Column 
3  of  said  Exhibit  A  as  the  authors  of  the 
works,  the  titles  of  which  are  listed  in 
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Column  2.  and  the  copyright  numbers,  if 
any.  of  which  are  listed  in  Column  1, 
respectively,  of  said  Exhibit  A,  and/or 
(b)  in  Column  4  of  said  Exhibit  A  as  the 
owners  of  the  copyrights,  the  numbers, 
if  any,  of  which  are  listed  in  Column  1, 
and  covering  works  the  titles  of  which 
are  listed  in  Column  2.  respectively,  of 
said  Exhibit  A.  and  or  (c)  in  Column  5  of 
said  Exhibit  A  as  others  owning  or  claim- 
ing interests  in  such  copyrights)  are 
residents  of.  or  are  organized  under  the 
laws  of,  or  have  their  principal  places 
of  business  in,  such  foreign  country  and 
are  nationals  thereof; 

2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  statutory  and  common  law  of  the 
United  States  and  of  the  several  States 
thereof,  of  the  persons  referred  to  in 
Column  5  of  said  Exhibit  A,  and  al-so  of 
all  other  persons  (including  individuals, 
partnerships,  associations,  corporations 
or      other      business      organizations), 
whether  or  not  named  elsewhere  in  this 
order  including  said  Exhibit  A  who  are 
residents  of.  or  which  are  organized  un- 
der the  laws  of  or  have  their  principal 
places  of  business  in.  Germany  or  Japan, 
and  are  nationals  of  such  foreign  coun- 
tries, in.  to  and  under  the  following: 

a.  The  copyrights,  if  any.  described  In 
said  Exhibit  A. 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revi.sion  thereof,  in  whole  or  in  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  number. 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going, ^  _,     ,, 

d.  All  monies  and  amounts,  and  an 
rights  to  receive  monies  and  amounts,  by 


way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e.  All  rights  of  renewal,  reversion  or 
revesting.  If  any,  In  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect  to 
the  foregoing,  including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  law  or  statute  for  the 
infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing, 

is  property  of,  and  Is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  itself  consti- 
tutes interests  held  therein  by,  the  afore- 
said nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  in  subparagraph  2  hereof,  to 
be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  in- 
terest of  and  for  the  benefit  of  the  United 

Of of pc 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  19  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
November  22,  1948. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General 
Director,  Office  of  Alien  Property. 
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[Vesting  Order  6O0A-2421 

Copyrights  of  Certain  German 
Nationals 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law.  after  Investigation,  it  Is  hereby 
found: 


1.  That  the  persons  (Including  Indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  in  Column  5 
of  Exhibit  A  attached  hereto  and  made 
a  part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names 
of  which  TJfersons  are  listed  (a)  in  Col- 
umn 3  of  said  Exhibit  A  as  the  authors 


of  the  works,  the  titles  of  which  are 
listed  in  Column  2,  and  the  copyright 
numbers,  if  any.  of  which  are  listed  in 
Column  1,  respectively,  of  said  Exhibit 
A.  and/or  (b)  in  Column  4  of  said  Exhibit 
a'  as  the  owners  of  the  copyrights,  the 
numbers,  if  any,  of  which  are  listed  In 
Column  1,  and  covering  works  the  titles 
of  which  are  listed  in  Column  2,  respec- 
tively, of  said  Exhibit  A,  and/or  (c)  in 


,« 


M'ednesday,  January  5,  1949 

Column  5  of  said  Exhibit  A  as  others 
owning  or  claiming  interests  in  such 
copyrights)  are  residents  of,  or  are  or- 
ganized under  the  laws  of,  or  have  their 
principal  places  of  business  in.  such  for- 
eign country  and  are  nationals  thereof; 
2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature, 
under  the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred 
to  in  Column  6  of  said  Exhibit  A,  and 
also  of  all  other  persons  (including  in- 
dividuals, partnerships,  associations, 
corporations  or  other  business  organiza- 
tions), whether  or  not  named  elsewhere 
in  this  Order  Including  said  Exhibit  A, 
who  are  residents  of,  or  which  are  or- 
ganized under  the  laws  of  or  have  their 
principal  places  of  business  in.  Germany 
or  Japan,  and  are  nationals  of  such  for- 
eign countries,  in.  to  and  under  the 
following: 

a.  The  copyrights.  If  any.  described 
In  said  Exhibit  A. 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof.  In  whole  or  in  part. 


Column  I 
Copyright  No«. 


Unknown. 


Column  1 
Titles  of  works 


Varlation-srechnung.    1938. 
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of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  specifi- 
cally designated  by  copyright  number. 

c.  Every  licenre,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going, 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  royalty,  share  of  profits  or 
other  emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law.  contract 
or  otherwise,  with  respect  to  the  fore- 
going, 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any,  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  foregoing,  including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  law  or  statute  for  the 
infringement  of  any  copyright  or  the  vio- 
lation of  any  right  or  the  breach  of  any 
obligation  described  in  or  affecting  the 
foregoing. 
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Is  property  of.  and  Is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  itself  con- 
stitutes interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liqui- 
dated, sold  or  otherwise  dealt  with  in 
the  interest  of  and  for  the  benefit  of  the 
United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C.  on 
November  22,  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 


Column  3 

Names  and  last  known  nationalities  of 
authors 


Gerhard  Oriiss,  (lOa)  Frellierg,  Sa.,  am, 
l>edet>urstrii.ssc6,  Uermany  (iiatiouality, 
Qeniian). 


Column  4 

Names  and  la.st  known  addresses  of 
owtiitrs  of  copyrights 


Verlag  von  Quelle  &  Meyer,  Leipilg. 
Germany  (nationality,  German). 


Column  5 

Identified  persons 
whose  Interests 
are  being  vested 


Owner  and  author. 


IP.  R.  Doc.  49-68;   Filed,  Jan.  4.  1949;   8;52  a.  m.] 
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TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  2— Appointment  Through  the 
Competitive  System 

apportionment 

Effective  December  31.  1948.  5  2.110 
(a)  <2)  (viii)  Is  amended  to  read  as 
follows: 

5  2.110    Apportionment,    (a)     •    •    * 

(2)     •     •     • 

(viii)  Until  June  30.  1949.  positions  of 
tjTist  and  positions  of  stenographer  in 
Grades  one.  two  and  three  of  the  cleri- 
cal, administrative  and  fiscal  service. 

(R.  S.  1753;  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633) 

United  States  Civil  Serv- 
ice Commission, 
[seal]        Frances  Perkins. 

Acting  President. 

I  p.    R.    Doc.    49-78;    Filed,    Jan.    8,    1949; 
8:46  a.  m.| 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  II — OflRce  of  Alien  Property, 
Department  of  Justice 

Part  511— Blocked  Assets:  Regulations 
Issued  Originally  by  the  Treasury 
Department 

instructions  for  PREPARATION  OF  REPORTS 
OF  PROPERTY  SUBJECT  TO  UNITED  STATES 
JURISDICTION 

Cross  Reference:  For  order  revoking 
Public  Circular  No.  4C.  codified  as 
S  511.304c,  see  Title  31,  injra. 


TITLE  14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

[Serial  SR-324-A1 

Limited  Mechanic  Certificate  With  Pro- 
peller OR  Aircraft  Appliance  Rating 

continuance  of  authorization 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.  C, 
on  the  30th  day  of  December  1948. 


Part  52  of  the  Civil  Air  Regulations  re- 
quires a  repair  station  to  have  adequate 
personnel  certificated  as  required  by  the 
Civil  Air  Regulations.  This  regulation 
necessitates  the  employment  of  an  air- 
craft or  aircraft  engine  mechanic  by  an 
approved  repair  agency,  except  as  pro- 
vided by  Special  Civil  Air  Regulation 
Berial  Number  SR-324.  which  authorizes 
the  issuance  of  a  limited  mechanic  cer- 
tificate to  an  applicant  who  is  employed 
and  designated  by  either  a  manufacturer 
holding  an  appropriate  production  cer- 
tificate or  by  the  holder  of  a  repair  sta- 
tion certificate  with  a  propeller  or  air- 
craft appliance  rating.  SR-324  expires 
December  31,  1948. 

The  purpose  of  this  regulation  is  to 
continue  the  authorization  for  limited 
mechanic  certificates  for  an  additional 
six-month  period  within  which  time  the 
Bureau  of  Safety  Regulaton  expects  to 
complete  a  revision  of  Part  24.  Termi- 
nation of  this  regulation  would  impose 
an  undue  burden  on  propeller  and  air- 
craft appliance  manufacturers  and  re- 
pair stations.  Therefore,  It  is  in  the  pub- 
lic interest  to  continue  the  Issuance  of 
limited  mechanic  certificates  authorized 
by  Special  Civil  Air  Regulation  Serial 
Number  SR-324  for  an  additional  six- 
month  period. 

For  the  reasons  stated  above,  notice 
and  public  procedure  hereon  are  unnec- 
essary. Since  this  amendment  imposes 
no  additional  burden  on  any  person,  it 
may  be  made  effective  without  prior 
notice. 

The  Civil  Aeronautics  Board  hereby 
amends  Special  Civil  Air  Regulation  Se- 
rial Number  SR-324,  effective  January  1. 
1949.  by  striking  the  words  "December  31. 
1948"  and  substituting  in  lieu  thereof  the 
words  "June  30.  1949." 

(Sees.  205  (a),  601.  602.  607,  52  Stat.  984. 
1007,  1008.  1011 ;  49  U.  S.  C.  425  (a) .  551- 
557) 

By  the  Civil  Aeronautics  Board. 

I  seal]  M.  C.  Mulligan. 

Secretary. 

[F.    R.    Doc.    49-85;     Piled,    Jan.    5,     1949; 
8.49  a.  m-l 
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CODIFICATION  GUIDE— Con. 

Title  47 — Telecommunication        ^^^ 

Chapter  I— Federal  Communica- 
tions Commission: 

Part  2 — Frequency  allocations 
and  radio  treaty  matters; 
general  rules  and  regulations.        79 

Part  3 — Radio  broadcast  serv- 
ices          '9 

Part  6 — Fixed  public  radio  serv- 

^     iC6S-.-  — --  — -.  ——— —  - —  '•' 

Part  7— Coastal  and  marine  re- 
lay services 79 

Part  8 — Ship  service.. _ 79 

Part  13— Commercial  radio  op- 
erators         "^3 


TITLE  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

Part  420— Multiple  Crop  Insurance 

StJBPART- REGULATIONS  TOR  ANNUAL  CON- 
TRACTS COVERING  THE  1949  CrOP  YEAR 
(MONETARY  COVERAGE  INSURANCE) 

Correction 

In  Federal  Register  Document  48- 
11333.  appearing  at  page  8580  of  the 
Issue  for  Wednesday'.  December  29,  1948, 
paragraph  9  of  the  policy  in  §42015 
should  be  corrected  by  changing  the 
word  "plan "  in  the  sixth  line  to  read 
"plant". 
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age  allotments  In  accordance  with  sec- 
tion 313  (g)  of  said  act.  as  follows: 

Acreage 
State:  allotment 

Alabama   ^^ 

Arkansas ®^ 

Georgia - — -  ^^ 

ininolB - -—  26 

Indiana ^^-  ^80 

Kansas "^^^ 

Kentucky ^^-  0^1 

Missouri 6,594 

North  Carolina ---     11.879 

Ohio ".925 

Oklahoma ^ 

Pennsylvania 2 

South  Carolina ^2 

Tennessee 84.451 

Virginia  .  — —  - 13,936 

West  Virginia 3.  762 

Reserve  ' —  -       ^-  ^^^ 

>  Acreage  reserved  lor  establishing  allot- 
ments for  farms  upon  which  no  Burley  to- 
bacco has  been  gruwn  during  the  past  five 
years. 

(52  Stat.  46,  47,  202;   53  Stat.   1261;   7 
U.  S.  C.  1312  (a), 1313  (a),  (c),  (g)> 

Done  at  Washington.  D.  C,  this^Sd  day 
of  January  1949.  Witness  my  hand  and 
the  seal  of  the  Department  of  Agricul- 
ture. 

tSEALl  A.    J.    LOVELAND, 

Acting  Secretary  of  Agriculture. 

[P.    R.    Doc.    49-90:     Filed,    Jan.    5,     1949; 
8:50  a.  m.J 


Chapter  VII — Production  and  Mar- 
keting Administration  (Agricultural 
Adjustment),  Department  of  Agri- 
culture 

Part  725- Burley  and  Flue-Cured 
Tobacco 

APPORTIONMENT  OF  NATIONAL  MARKETING 
QUOTA  FOR  BURLEY  TOBACCO  FOR  1949-50 
MARKETING  YEAt 

f  725.8  Basis  and  purpose.  The  pur- 
pose of  this  proclamation  is  to  apportion 
among  the  several  States  the  national 
marketing  quota  for  Burley  tobacco  for 
the  1949-50  marketing  year  proclaimed 
on  November  30,  1948.  and  published  in 
the  Federal  Register  tl3  F.  R.  7343  >,  in 
accordance  with  the  provisions  of  section 
313  <a>  of  the  Agriculiural  Adjastment 
Act  of  1938.  as  amended.  Prior  to  the 
apportionment  of  such  quota  among  the 
several  Slates,  public  notice  of  the  pro- 
posed action  was  given  <  13  P.  R.  7502 1  in 
accordance  with  the  Administrative  Pro- 
cedure Act  (60  Stat.  237).  The  views 
and  recommendations  of  Barley  tobacco 
growers  and  other  interested  persons 
have  been  duly  considered  within  the 
limits  prescribed  by  the  Agricultural  Ad- 
justment Act  of  1938,  as  amended. 

§  725.9  Apportionment  of  the  national 
marketing  quota  for  Burley  tobacco  for 
the  1949-50  marketing  year  among  the 
several  States.  The  national  marketing 
quota  proclaimed  in  §  725.7  is  hereby  ap- 
portioned among  the  several  States  pur- 
suant to  section  313  (a)  of  the  Agricul- 
tural Adjustment  Act  of  1938,  as 
amended,  and  converted  into  State  acre- 


Part  726 — Fire-cured  and  Dark  Air-ctjred 
Tobacco 

PROCLAMATION  OF  RESULTS  OF  FIRE-CURFD 
AND  DARK  AIR-CURED  TOBACCO  MARKETING 
QUOTA  REFERENDA  FOR  THREE  MARKETING 
YEARS  BEGINNING  OCTOBER    1,    1949 

Sec. 

726,6     Basis  and  purpose. 

726  7  Proclamation  of  results  of  the  fire- 
cured  tobacco  marketing  quota  ref- 
erendum for  the  marketing  year  be- 
ginning October  1.  1949,  and  for  the 
three-year  period  beginning  October 
1.  1949. 

726  8  Proclamation  of  results  of  the  dark- 
alr-cured  tobacco  marketing  quota 
referendum  for  the  marketing  year 
beginning  October  1,  1949,  and  for 
the  three-year  period  beginning  Oc- 
tober 1,  1949. 
AtTTHORiTY:    ':§72G.6  to  726.8  issued  under 

52  Stat.  46,  54  Stat.  392;  7  U.  S.  C.  1312  (b). 

§726  6  Basis  and  purpose.  This  docu- 
ment is  issued  to  announce  the  results 
of  the  fire-cured  and  dark  air-cured  to- 
bacco marketing  quota  referenda  for  the 
marketing  year  beginning  October  1, 
1949.  and  for  the  three-year  period  be- 
ginning October  1.  1949.  Under  the  pro- 
visions of  the  Agricultural  Ad.iustment 
Act  of  1938.  as  amended,  the  Secretary 
proclaimed  marketing  quotas  for  fire- 
cured  and  for  dark  air-cured  tobacco  for 
the  1949-50  marketing  year  <13  F.  R. 
6704).  The  Secretary  announced  <13 
F  R  67081  that  referenda  would  be  held 
on  November  27,  1948.  to  determine 
whether  fire-cured  and  dark  air-cured 
tobacco  producers  were  in  favor  of  or  op- 
posed to  marketing  quotas  for  the  mar- 
keting year  beginning  October  1,  1949, 
and  to  determine  whether  fire-cured  and 
dark  air-cured  tobacco  producers  were 
in  favor  of  or  opposed  to  marketing 
quotas  for  fire-cured  and  dark  air-cured 
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tobacco  for  the  three-year-period  begin- 
ning October  1,  1949.  Since  the  only 
purpose  of  this  proclamation  is  to  an- 
nounce the  results  of  fire-cured  and  dark 
air-cured  tobacco  marketing  quota  ref- 
erenda, it  is  hereby  found  and  deter- 
mined that  with  respect  to  this  procla- 
mation, application  of  the  notice  and 
public  procedure  provisions  of  the  Ad- 
ministrative Procedure  Act  is  unneces- 
sary. 

§  726.7    Proclamation  of  results  of  the 
fire-cured  tobacco  marketing  quota  ref- 
erendum for  the  marketing  year  begin- 
ning October  1,  1949,  and  for  the  three- 
year  period  beginning  October  1,  1949. 
In  a  referendum  of  farmers  engaged  in 
the  production  of  the  1948  crop  of  fire- 
cured  tobacco  held  on  November  27,  1948, 
21.140  farmers  voted.     Of  those  voting. 
20.031  or  94.7  percent  favored  quotas  for 
a  period  of  three  years  beginning  October 
1.  1949;  522  or  2.5  percent  favored  quotas 
for  only  the  one  year  beginning  October 
1,  1949;  and  587  or  2.8  percent  were  op- 
posed to  quotas.   Therefore,  the  national 
marketing   quota   of   68.300.000   pounds 
proclaimed  on  November  9. 1948  (13  F.  R. 
6704  >.   for   fire-cured   tobacco   for   the 
1949-50  marketing  year  will  be  in  effect 
for  such  year  and  marketing  quotas  on 
fire-cured  tobacco  will  be  in  effect  for 
three  marketing  years  beginning  October 
1,  1949. 

5  726.8  Proclamation  of  results  of  the 
dark  air-cured  tobacco  marketing  quota 
referendum  for  the  marketing  year  be- 
ginning October  1,  1949,  end  for  the 
three-year  period  beginning  October  1, 
1949.  In  a  referendum  of  farms  engaged 
in  the  production  of  the  1948  crop  of 
dark  air-cured  tobacco  held  on  November 
27.  1948.  17,717  farmers  voted.  Of  those 
voting.  17.028  or  96.1  percent  favored 
quotas  for  a  period  of  three  years  begin- 
ning October  1.  1949:  262  or  1.5  percent 
favored  quotas  for  only  the  one  year  be- 
ginning October  1.  1949;  and  427  or  2.4 
percent  were  opposed  to  quotas.  There- 
fore, the  national  marketing  quota  of 
33,200,000  pounds  proclaimed  on  Novem- 
ber 9.  1948  <13  F.  R.  6704 ».  for  dark  air- 
cured  tobacco  for  the  1949-50  marketing 
year  will  be  in  effect  for  such  year  and 
marketing  quotas  on  dark  air-cured  to- 
bacco will  be  in  effect  for  three  marketing 
years  beginning  October  1.  1949. 

Done  at  Wa.shington,  D.  C,  this  3d  day 
of  January  1949.  Witness  my  hand  and 
the  seal  of  the  Department  of  Agricul- 
ture. 

[seal]  a.  J.  LoVELAND. 

Acting  Secretary  of  Agriculture. 

(P.    R.    Doc.    49-88;     Filed.    Jan.    6,     1949; 
8:50  a.  m.| 


Chapter  VIII — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

(S.  D.   2821 
Part  802 — Sugar  Determinations 

DETERMINATION  OF  FAIR  AND  REASONABLE 
wage  rates  for  persons  EMPLOYED  IN 
PRODUCTION  AND  CULTIVATION  OF  SUGAR- 
CANE IN  LOUISIANA  DURING   1949 

Pursuant  to  the  provisions  of  section 
301  (c)    (1)    of  the  Sugar  Act  of  1948. 
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after  Investigation,  and  due  considera- 
tion of  the  evidence  obtained  at  the  pub- 
lic hearing  held  in  Thibodaux.  Louisiana. 
on  July  22,  1948.  the  following  deter- 
mination is  hereby  issued: 

5  802.27  Fair  aiid  reasonable  wage 
rates  for  persons  employed  in  the  pro- 
duction and  cultivation  of  sugarcane  in 
Louisiana  during  the  calendar  year  1949. 
The  requirements  of  section  301  <c)  (1) 
of  the  Sugar  Act  of  1948  shall  be  deemed 
to  have  been  met  with  respect  to  the  pro- 
duction and  cultivation  of  sugarcane  in 
Louisiana  during  the  calendar  year  1949. 
If  the  producer  complies  with  the  fol- 
lowing: 

(a)  All  persons  employed  on  the  farm 
In  the  production  and  cultivation  of 
sugarcane  during  the  calendar  year  1949 
shall  have  been  paid  in  full  for  all  such 
work  and  shall  have  been  paid  wages  in 
cash  therefor  at  rates  as  agreed  upon  be- 
tween the  producer  and  the  laborer,  but 
not  less  than  the  following: 

(1)  Basic  day  rates.  When  the  aver- 
age price  of  raw  sugar  Is  between  $5.60 
and  $6  25  per  one  hundred  pounds  the 
basic  wage  rales  per  day  shall  be: 

Class  of  vork  Rate 
For  aU  work  except  as  otherwise  speci- 
fied: 

Adult  females,  per  9-hour  day $'7.40 

Adult  m.iles.  per  9-hour  day 2.  90 

Tractor  drivers,  per  9-hour  day 3.  65 

Teamsters,  per  9-hour  day 2.90 

Workers  between   14  and   16  years  of 

age.  per  8-hour  day 2.20 

(2>  Hourly  rates.  Where  workers  are 
employed  on  an  hourly  basis,  the  rate  per 
hour  shall  be  determined  by  dividing  the 
applicable  day  rate  in  subparagraph  iD 
of  this  paragraph  (adjusted  in  accord- 
ance with  subparagraph  (4)  of  this  para- 
graph) by  9  in  the  case  of  adult  workers 
and  by  8  for  workers  between  14  and 
16  years  of  age. 

(3)  Piecework  rates.  If  work  is  per- 
formed on  a  piecework  rate  ba.«is  the 
average  earnings  for  the  time  involved 
on  each  separate  unit  of  work  for  which 
a  piecework  rate  is  agreed  upon  shall  be 
not  less  than  the  applicable  daily  or 
hourly  rate  provided  under  subpara- 
graphs a>  and  (2)  of  this  paragraph. 

(4)  wage  rate  adjustments  when  price 
of  raw  sugar  is  more  than  $6.25  or  less 
than  $5.60  per  one  hundred  pounds.  For 
each  full  10  cents  that  the  price  of  raw 
sugar  (duty  paid  basis>  shall  average 
more  than  $6.25  or  less  than  $5.60  per  one 
hundred  pounds  for  the  two  weeks'  pe- 
riod immediately  preceding  the  two 
weeks'  period  during  which  the  work  is 
performed,  the  rates  provided  in  sub- 
paragraph <1>  of  this  paragraph  shall 
be  increased  or  decreased  $0.05  per  day. 
respectively:  Provided,  however. That  the 
average  price  of  raw  sugar  prevailing 
during  the  period  from  December  17 
through  December  30.  1948.  shall  deter- 
mine the  wage  rates  during  the  period 
from  Janu:\ry  1  through  January  13. 
1949.  and.  thereafter,  the  wage  rates  in 
successive  two  weeks'  work  periods  shall 
be  determined  by  the  average  price  of 
raw  sugar  prevailing  in  the  immediately 
preceding  two  weeks"  period. 

The  two  weeks'  average  price  of  raw 
sugar  shall  be  determined  by  taking  the 
simple  average  of  the  daily  "spot"  quo- 
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tations  of  96*  raw  sugar  (duty  paid  basis) 
of  the  Louisiana  Sugar  and  Rice  Ex- 
change and  the  Cane  Products  Trade  As- 
sociation Exchange,  except  that  if  the 
Director  of  the  Sugar  Branch  deter- 
mines that  for  any  two  weeks'  period 
such  average  price  does  not  reflect  the 
true  market  value  of  raw  sugar,  because 
of  inadequate  volume  or  other  factors, 
the  Director  may  designate  the  average 
price  to  be  effective  under  this  deter- 
mination. 

(b)  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer  without  charge  the  perquisites 
customarily  furni.';hed  by  him,  such  as  a 
habitable  house,  medical  attention,  and 
similar  items. 

(c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  of  laborers  be- 
low those  determined  herein  through 
any  subterfuge  or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

<a)  General.  The  foregoing  determi- 
nation provides  fair  and  reasonable  wase 
rates  to  be  paid  by  producers  to  persons 
employed  in  the  production  and  cultiva- 
tion of  sugarcane  in  Louisiana  during 
the  calendar  year  1949  as  one  of  the 
conditions  for  payment  under  the  Sugar 
Act  of  1948.  In  this  Statement  the  fore- 
going determination,  as  well  as  determi- 
nations for  prior  years  will  be  referred  to 
as  "wage  determination."  identified  by 
the  calendar  year  for  which  effective. 

tb>  Requirements  of  the  Sugar  Act 
and  standards  employed.  In  determining 
fair  and  reasonable  wage  rates,  the  Sugar 
Act  requires  that  a  public  hearing  be 
held,  that  Investigations  be  made,  and 
that  consideration  be  given  to  (D  the 
standards  formerly  established  by  the 
Secretary  under  the  Agricultural  Adjust- 
ment Act.  as  amended,  and  <  2 )  the  differ- 
ences in  conditions  among  various  sugar 
producing  areas. 

A  public  hearing  was  held  in  Thibo- 
daux. Louisiana,  on  July  22.  1948.  at 
which  time  interested  persons  presented 
testimony  with  resect  to  fair  and  rea- 
sonable wage  rates  for  sugarcane  produc- 
tion and  cultivation  work  during  the  cal- 
endar year  1949.  In  addition,  investiga- 
tions have  been  made  of  the  conditions 
affecting  wage  rates  in  Louisiana.  In 
this  determination,  consideration  has 
been  given  to  testimony  presented  at  the 
hearing  and  to  information  resulting 
from  inve.<:tigations.  The  primary  fac- 
tors considered  have  been:  (1)  Prices  of 
sugar  and  by-products;  (2)  income  from 
sugarcane;  (3)  co.st  of  production;  (4> 
cost  of  living;  and  (5)  relationship  of 
labor  cost  to  total  costs.  Other  economic 
influences  also  were  considared. 

(c)  Background.  Determinations  of 
fair  and  reasonable  wage  rates  for  work 
in  production  and  cultivation  of  sugar- 
cane in  Louisiana  have  been  Issued  for 
each  calendar  year  beginning  with  1938. 
In  the  1938  and  1939  wage  determina- 
tions specific  time  rates  were  provided  for 
adult  males  and  adult  females.  B(>gin- 
ning  with  the  1940  wage  determination 
coverage  was  extended  to  tractor  drivers, 
teamsters,  and  workers  between  14  and 
16  years  of  age. 

The  1938  wage  determination  increased 
basic  adult  male  wages  for  production 
and  cultivation  work  20  cents  per  day 


over  those  of  the  previous  year.    An  In- 
crease in  producer  Income  at  the  same 
time  permitted  the  maintenance  of  the 
customary  relationship  of  wages  to  in- 
come that  had  existed  in  prior  year.   The 
basic  wage  rates  were  not  changed  dur- 
ing the  years  from  1938  to  1941  and  the 
wage-income  relationship  remained  rela- 
tively constant.     Beginning  in  1942,  the 
basic  wage  rates  were  increased  30  cents 
per  day  and  have  been  increased  in  vary- 
ing   amounts    each    subsequent    year. 
Throughout  the  period,  wage  rates  have 
been  established  primarily  on  the  basis 
of  the  historical  wage-income  relation- 
ship, though  in  more  recent  years  alter- 
ations have  been  made  to  give  recogni- 
tion to  significant  changes  which  have 
occurred  in  other  factors  customarily 
considered  in  establishing  wage   rates. 
Since    the    base    period     1938-40    the 
weighted  average  basic  time  rates  for 
production  and  cultivation   work  have 
been  increased  from  13.4  cents  per  hour 
to  33.0  cents  in  1948.  an  increase  of  146  3 
percent. 

(d)   1949    wage    determination.     The 
1949  wage  dcterm.ination  is  changed  in 
one  major  respect  from  the  1948  wage 
determination.     Wage  rates  are  related 
to  the  average  price  of  raw  sugar  by  the 
use  of  a  modified  wage  escalator  scale. 
This  is  in  contrast  with  the  fixed  wage 
rate  structure  in  effect  in  1948.     Under 
the  wage  escalator  scale,  wage  rates  are 
geared  to  the  average  price  of  raw  sugar 
(duty  paid  basis)    for  the  two  week.s' 
period  immediately  preceding  the  two 
weeks'  period  during  which  the  work  is 
performed.     When  the  average  price  of 
raw  sugar  for  a  two  weeks'  period  ranges 
between  $5.60  and  $6.25  per  one  hundred 
pounds,  inclusive,  the  wage  rates  pro- 
vided in  the  1948  wage  determination 
shall  be  applicable.      For  each  full  10 
cents  that  the  average  price  of  raw  sugar 
for  a  two  weeks'  period  is  more  than  $6.25 
or    less   than   $5.60    per    one    hundred 
pounds,  inclusive,  basic  day  rates  are 
Increased  or  decreased  5  cents  per  day. 
For  example,  if   sugar  prices  average 
$5.50  per  one  hundred  pounds,  basic  day 
rates  are  reduced  5  cents.    Conversely, 
if  the  price  is  $6.35.  wage  rates  are  in- 
creased  5   cents.     Similar   adjustments 
are  made  for  each  subsequent  full   10 
cent  price  change.    The  wage  adjustment 
is  computed  by  applying  to  the  basic 
weighted  average  day  wage  the  percent- 
age of  increase  or  decrease  resulting  from 
10  cent  changes  in  the  price  of  raw  sugar 
above  $6.25  or  below  $5.60  per  one  hun- 
dred pounds. 

The  average  price  of  raw  sugar  is  de- 
termined by  taking  the  simple  average 
of  the  daily  quotations  of  96'  raw  sugar 
(dutv  paid  basis)  of  the  Louisiana  Sugar 
and  Rice  Exchange  and  the  Cane  Prod- 
ucts Trade  Association  Exchange.  Such 
average  prices  are  subject  to  review  by 
the  Director  of  the  Sugar  Branch,  and 
if  he  determines  that  for  any  two  weeks' 
period  such  average  price  does  not  re- 
flect the  true  market  value  of  sugar,  be- 
cause of  inadequate  volume  or  other  fac- 
tors, he  may  designate  the  average  price 
to  be  effective.  Each  producer  will  be 
responsible  for  ascertaining  the  average 
price  of  raw  sugar  and  the  effective  wage 
rates.  The  two  weeks'  average  price  of 
raw  sugar  and  the  effective  wage  rates 
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will  be  available  in  the  Louisiana  State 
and  Parish  Offices  of  the  Production  and 
Marketing  Administration,  Department 
of  Agriculture. 

An  examination  of  changes  in  the  eco- 
nomic factors  affecting  wage  rates  since 
the  base  period  1938-40  reveals  that  sub- 
stantial increases  have  occurred  in  all 
such  factors,  although  the  price  of  raw- 
sugar  has  declined  somewhat  from  the 
high  pomt  reached  in  1947  and  early 
1948.  In  contrast  wkh  the  decline  in 
raw  sugar  prices,  producers'  costs  have 
continued  to  increase  as  has  the  cost  of 
living  for  sugarcane  workers.  In  recog- 
nition of  such  trends,  the  1949  wage  de- 
termination provides  a  variable  wage 
structure  adjusUble  to  significant  price 
and  Income  changes. 

At  the  public  hearing  on  fair  and  rea- 
sonable wages  It  was  recommended  that 
wage  decreases  be  based  upon  Income  of 
producers  from  sugarcane  and  molasses. 
As  noted  in  the  SUtement  of  Bases  and 
Considerations  accompanying  the  1948 
harvest  wage  determination,  wherein  a 
similar  wage-price  correlation  was  pro- 
vided, consideration  has  been  given  to 
using  income  as  a  ba.sis  for  the  modified 
escalator  scale.  It  is  believed,  however, 
that  the  use  of  average  raw  sugar  prices 
will  be  readily  understood  by  prodticers 
and  laborers  and  will  provide  a  more 
practicable  method  of  administering  this 
provision.  The  scale  employed  in  this 
determination  Is,  therefore,  based  upon 
average  raw  sugar  prices. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determi- 
nation wiU  effectuate  the  wage  provi- 
sions of  the  Sugar  Act  of  1948. 
(Sees.  301.  403.  61  Stat.  929.  932;  7 
U.S.  C.  Sup.  1131.1153) 
Issued  this  3d  day  of  January  1949.    . 

[SEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  AgrictUture. 

|F.    R.    Doc.    49-87:     Filed.    Jan.    6.    1949; 
8:49  a.  mj 
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all  such  work  and  shall  have  been  paid 
wages  in  cash  therefor  at  rates  as  agreed 
upon  between  the  producer  and  the 
laborer  but  not  less  than  the  following: 
(1)  Day  rates — (i)  Basic  rates.  The 
basic  day  rate  for  the  first  8  hours  of  work 
performed  in  any  24-hour  period  (except 
that  for  ditch  diggers,  ditch  cleaners,  or 
field  flooders  in  Class  E.  herein  below,  the 
applicable  day  rate  shall  be  the  first  7 
hours  of  work  performed  in  any  24-hour 
period )  shall  be  as  follows : 


(S. D.  2761 
Part  802— Sugar  Determinations 

DETERMINATION  OF  FAIR  AND  REASONABLE 
WAGE  RATES  FOR  PERSONS  EMPLOYED  IN 
PRODXTCTION,  CTTLTIVATION,  OR  HARVESTING 
OF  STJCARCANE  IN  PTTERTO  RICO  DURING 
1949 

Pur.suant  to  the  jM-ovisions  of  section 
301  ( c)  ( 1 »  of  the  Sugar  Act  of  1948.  after 
Investigation,  and  due  consideration  of 
the  evidence  obtained  at  the  public 
hearing  held  in  San  Juan.  Puerto  Rico, 
on  September  22  and  23.  1948.  the  follow- 
ing determination  is  hereby  issued : 

§  802.44  Fair  and  reasonable  wage 
rates  for  persons  employed  in  the  produc- 
tion, cultivation,  or  harvesting  of  sugar- 
cane in  Puerto  Rico  during  the  calendar 
year  1949.  The  requirements  of  section 
301  (O  (1)  of  the  Sugar  Act  of  1948  shall 
be  deemed  to  have  been  met  if  the  pro- 
ducer complies  with  the  following : 

(a)  All  persons  employed  on  the  farm 
In  the  production,  cultivation,  or  harvest- 
ing of  sugarcane  during  the  calendar 
year  1949  shall  have  been  paid  in  full  for 


Class  of  work 


A.  All  kinds  o(  work  not  dSMUtod  he- 
low  

B.  Ojn^nitors  of  nHclianicaIcquii)niPTit, 
such  as  traclorii.  UucJis,  Uactor  plows. 

Ctaaified  nonharrtti  operBtiont 

C.  Crvrlmon  in  cultivation  work 

1).  Plow  gWersnwn  and  operators  of 

irripation  imnip',  and  all  work  wn- 
mct^^   wiUi  niixinK  and  applying 

clK'iniral  wc<m1  killtrs . 

F.  Diich  dippors.  ditch  cicanerB,  field 
JDoodi-rs  tiHjr  7-hour  day) ' 

CioMified  harreit  wptralitmi 

r.  Cartnirn  in  harvr^t  work 

0.  Puparcane  cnttrrs  (for  frrmdinp  or 
|)Untiu>.M  serd  culiors,  crane  oiiera- 
tcrs.  diimfXTs 

B .  I'oriablc  tratk  liiiiidlcrs,  railroad  or 
IMirtublr  track  c-.ir  liKidfrs 

1.  Cane  carl  or  truck  loaders 


l.fio 

1.80 
1.80 

2.00 

1.80 

2.00 
L90 


l.W 

1.65 
L65 

1.80 

L65 

2.00 
1.8U 


1  Interior  farms  r1i:i1I  he  deemed  to  be  those  farms  from 
whicli  siiparcane  is  marketed  (or  processed)  at  the  foUow- 
inp  mills;  Suiila  Marbara,  Herminia.  or  I'ellejas. 

'  FieWl  flooders  shall  be  deemed  to  be  workers  who  set 
up  or  remove  banks  in  drainaee  ditches  when  used  for 
fluKliug  cane  fields. 

(ii)  Wage    increases.     For    each    10 
cents  or  fraction  thereof  that  the  price 
of  raw  sugar  (duty  paid  basis,  delivered) 
averages  more  than  $3.80  per  one  hun- 
dred pounds  but  not  more  than  $7.00  per 
one  hundred  pounds  for  the  two  weeks' 
period  immediately  preceding  the  two 
weeks'  period  during  which  the  work  is 
"performed,  a  wage  increase  of  4.5  cents 
per  day  above  the  rate  prescribed  in  sub- 
division (i)   of  this  subparagraph  shall 
be  paid  for  each  day  of  work  during  such 
two  weeks'  work  period:  Provided,  how- 
ever. That  the  average  price  of  raw  sugar 
prevailing  during  the  period  from  De- 
cember 9  through  December   22.   1948, 
shall  determine  the  amount  of  wage  in- 
crease effective  during  the  work  period 
January  1  through  January  5.  1949.  and 
thereafter,  the  amount  of  wage  increase 
in  successive  two  weeks'  work  periods 
shall  be  determined  by  the  average  price 
of  raw  sugar  prevailing  in  the  immedi- 
ately preceding  two  weeks'  period.    The 
two  weeks'  avM-age  price  of  raw  sugar 
(duty  paid  basis,  delivered)  shall  be  de- 
termined by  taking  the  simple  average  of 
the  daily  "spot"  quotations  of  96^  raw 
.«;ugar  of  the  New  York  Cofifee  and  Sugar 
Exchange   tSugar  Contract  No.  5)    ad- 
justed to  a  duly  paid  basis,  delivered,  by 
adding  to  each  daily  "spot "  quotation  the 
United  States  duty  iM-evailing  on  Cuban 
raw  .sugar  on  that  day,  except  that  if  the 
Director  of  the  Sugar  Branch  determines 
that  for  any  two  weeks'  period  such  aver- 
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age  price  does  not  reflect  the  true  mar- 
ket value  of  raw  sugar,  because  of  inade- 
quate volume  or  other  factors,  the  Direc- 
tor may  designate  the  average  price  to  be 
effective  under  this  determination. 

(2)  Hourly  rates.  Where  persons  are 
employed  on  an  hourly  basis  for  a  period 
not  in  excess  of  8  hours  (7  hours  in  Cla.ss 
E)  in  any  24-hour  period,  the  hourly 
rate  shall  be  determined  by  dividing  the 
applicable  day  rate  provided  in  subpara- 
graph (1)  of  this  paragraph  by  8  (by  7 
in  Class  E). 

(3)  Overtime.  Persons  employed  for 
more  than  8  hours  (or  7  hours  under 
Class  E )  in  any  24-hour  period  shall  be 
paid  for  the  overtime  work  at  a  rate 
double  the  hourly  equivalent  of  the  ap- 
plicable day  rate  provided  in  subpara- 
graph ( 1)  of  this  paragraph. 

(4)  Piece  rates.  If  work  is  performed 
on  a  piece  rate  basis  the  average  earn- 
ings for  the  time  involved  on  each  sepa- 
rate unit  of  work  for  which  a  piece  work 
rate  is  agreed  upon  shall  be  not  less  than 
the  applicable  daily  or  hourly  rate  pro- 
vided in  subparagraphs  (1),  (2),  or  (3) 
of  this  paragraph. 

(b>  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer,  without  charge,  the  per- 
quisites customarily  furnished  by  him, 
such  as  a  dwelling,  garden  plot,  pasture 
lot  and  medical  services. 

(c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  to  laborers 
below  those  determined  herein  through 
any  subterfuge  or  device  whatsoever. 

Statement  of  Besses  and  Considerations 

(a)  General.  The  foregoing  determi- 
nation provides  fair  and  reasonable  wage 
rates  to  be  paid  by  producers  to  persons 
employed  in  the  production,  cultivation, 
or  harvesting  of  sugarcane  in  Puerto 
Rico  during  the  calendar  year  1949  as 
one  of  the  conditions  for  payment  under 
the  Sugar  Act  of  1948.  In  this  statement 
the  foregoing  determination,  as  well  as 
determinations  for  prior  years,  will  be  re- 
ferred to  as  "wage  deieiinination"  iden- 
tified by  the  calendar  year  for  which 
effective. 

(b)  Requirements  of  the  Sugar  Act 
and  standards  employed.  In  determin- 
ing fair  and  reasonable  wage  rates  it  Ls 
required  by  the  Sugar  Act  that  a  public 
hearing  be  held,  that  investigations  be 
made,  and  that  consideration  be  given 
to  ( 1 )  the  .standards  formerly  established 
by  the  Secretary  under  the  Agricultural 
Adjustment  Act.  as  amended,  and  (2) 
differences  in  conditions  among  the  vari- 
ous sugar  producing  areas. 

A  public  hearing  was  held  in  San  Juan 
on  September  22  and  23,  1948,  at  which 
time  interested  persons  presented  testi- 
mony with  respect  to  fair  and  reasonable 
wage  rates  for  the  calendar  year  1949. 
In  addition,  investigations  have  been 
made  of  the  conditions  affecting  wage 
rates  in  Puerto  Rico.  In  determining 
fair  and  reasonable  wage  rates  for  the 
calendar  year  1949,  con.sideratlon  has 
been  given  to  testimony  presented  at  the 
hearing  and  to  information  resulting 
from  investigations.  The  primary  fac- 
tors considered  have  been:  (1)  Prices  of 
sugar  and  by-products;  (2)  income  from 
sugarcane;  (3)  cost  of  production;  (4; 
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cost  of  living:  and  (5)  relationship  of 
labor  costs  to  total  costs.  Consideration 
also  has  been  given  to  other  economic 
Influences. 

(c)  Background.  Determinations  of 
fair  and  reasonable  wage  rates  for  Puerto 
Rico  have  been  issued  each  year  since 
1938.  The  first  wage  determination  in- 
creased minimum  wage  rates  over  the 
prevailing  rates  of  1937  and  inunediately 
preceding  years.  The  relationship  of 
wages  to  income  of  producers  was  gener- 
ally maintained,  however,  in  the  same 
ratio  as  had  existed  theretofore  in  the 
collective  bargaining  agreements  nego- 
tiated between  producers  and  laborers. 
In  the  1938  wage  determination  the  basic 
minimum  wage  rate  for  the  least  skilled 
workers  was  $1.00  per  8-hour  day.  This 
basic  wage  rate  was  increased  to  $1.30 
in  1942  and  $1.50  in  1943.  Commensu- 
rate increases  were  made  in  the  rates 
for  wo^Jters  of  higher  skills  during  these 
years  and  in  1944.  Subsequent  to  1944 
basic  wage  rates  have  remained  un- 
changed. 

In  1940.  when  Increases  in  raw  sugar 
prices  were  anticipated,  there  was  incor- 
porated in  the  wage  determination  a  pro- 
vision for  wage  increases  over  and  above 
basic  wage  rates  when  the  price  of  raw 
sugar  exceeded  a  stated  price.  While 
details  of  the  wage»increment  plan  have 
been  changed  in  subsequent  years,  the 
wage  determinations  in  all  years  except 
for  a  portion  of  1943  have  included  a 
wage-price  escalator  scale.  In  the  1948 
wage  determination,  the  wage  escalator 
scale  provided  that  increases  of  4.5  cents 
per  day  above  the  basic  day  wage  rates 
shall  be  paid  for  each  10  cents,  or  frac- 
tion thereof,  increase  in  the  two  weeks' 
average  price  of  raw  sugar  above  $3.80 
per  one  hundred  pounds. 

In  the  1938  wage  determination  basic 
daily  wage  rates  were  established  for 
various  classes  of  workers  grouped  ac- 
cording to  relative  skills.  In  subsequent 
years  revisions  have  been  made  in  the 
classification  and  grouping  of  jobs  as  a 
result  of  changes  in  production  methods. 
In  all  years  since  1938,  a  differential  in 
rates  has  been  provided  for  farms  deliv- 
ering sugarcane  to  certain  mills  in  the 
interior  region  of  the  island. 

(d)  1949  wage  determination.  The 
wage  determination  for  the  calendar 
year  1949  continues  the  same  basic  wage 
rates  and  wage  escalator  scale  which 
were  in  effect  during  the  calendar  year 
1948. 

An  examination  of  available  data  indi- 
cates that  prices  paid  for  food  and  cloth- 
ing in  Puerto  Rico  have  not  changed  sig- 
nificantly during  the  last  year.  With 
respect  to  changes  in  income,  the  wage 
determinations  since  1940,  except  for  a 
portion  of  1943,  have  included  escalator 
provisions  under  which  wage  rates  moved 
upward  or  downward  with  changes  in 
raw  sugar  price  to  provide  for  the  main- 
tenance of  a  nearly  constant  ratio  of 
wages  to  income.  Thus,  while  Income 
has  been  lower  as  the  result  of  decreases 
in  raw  sugar  prices  from  the  high  levels 
reached  during  1947  and  early  1948.  as 
well  as  from  lower  molasses  prices,  wages 
have  also  declined  to  maintain  approxi- 
mately the  basic  wage-income  relation- 
ship established  in  1944. 
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While  costs  of  producing  sugarcane 
continued  to  rise  in  1948,  the  prospects 
of  a  larger  crop  in  1949  will  tend  to 
lower  unit  costs  from  the  level  reported 
for  1948.  A  consideration  of  the  above 
and  other  pertinent  factors  indicates 
that  the  retention  of  the  1948  wage  scale 
will  not  seriously  alter  the  basic  relation- 
ships generally  considered  in  wage  de- 
terminations. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determi- 
nation will  effectuate  the  wage  provi- 
sions of  the  Sugar  Act  of  1948. 

(Sees.  301.  403,  61  Stat.  929,  932;  7  U.  S.  C. 
Sup.  1131,  1153" 

Issued  this  3d  day  of  January  1949. 

[seal!  a.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

|F.    R.    Doc.    49-88;     Filed.    Jan.    6.    1949; 
8:49  a.  m.) 
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Part  802 — Sugar  Determinations 

determination  of  fair  and  reasonable 
wage  rates  for  persons  employed  in 
production,  cultivation,  or  harvesting 
of  sugarcane  in  virgin  islands  during 

1949 

Pursuant  to  the  provisions  of  section 
301  (c>  (1)  of  the  Sugar  Act  of  1948.  after 
investigation,  and  due  consideration  of 
the  evidence  obtained  at  the  public  hear- 
ing held  in  Christiansted,  St.  Croix.  Vir- 
gin Islands  on  September  27,  1948,  the 
following  determination  is  hereby  issued: 

§  802.51  Fair  and  reasonable  wage 
rates  for  persons  employed  in  the  pro- 
duction, cultivation,  or  harvesting  of 
sugarcane  in  the  Virgin  Islands  during 
the  calendar  year  1949.  The  require- 
ments of  .section  301  (c)  (1)  of  the  Sugar 
Act  of  1948  shall  be  deemed  to  have  been 
met  if  the  producer  complies  with  the 
following: 

(a)  All  persons  employed  on  the  farm 
In  the  production,  cultivation,  or  harvest- 
ing of  sugarcane  during  the  calendrft 
year  1949  shall  have  been  paid  in  full 
for  all  such  work  and  shall  have  been 
paid  wages  in  cash  therefor  at  rates  as 
agreed  upon  between  the  producer  and 
the  laborer,  but  not  less  than  the  follow- 
ing: 

(1)  Basic  time  rates,  (i)  Per  day  of 
8  hours:  $2.00. 

(ii)  Per  hour:  $0.25. 

(iii)  For  an  individual  whose  produc- 
tive capacity  is  impaired  by  age  or  physi- 
cal or  mental  deficiency,  the  wage  rate 
shall  be  as  agreed  upon  between  the  pro- 
ducer and  laborer,  provided  such  rate  is 
aoproved  by  the  local  supervisor  of  the 
office  of  the  Production  and  Marketing 
Administration,  San  Juan.  Puerto  Rico. 

(2)  Wage  increases.  For  each  10  cents 
or  fraction  thereof  that  the  price  of  raw 
sugar  (duty  paid  basis,  delivered)  aver- 
ages more  than  $6.00  per  one  hundred 
pounds  for  the  week  immediately  pre- 
ceding the  week  during  which  the  work 
is  performed,  a  wage  Increase  of  3.5  cents 
per  day  (hourly  rate  in  proportion)  above 
the  rates  prescribed  in  .subparagraph  (1 ) 
of  this  paragraph  shall  be  paid  for  each 


day  of  work  during  such  week's  work 
period:  Provided,  however.  That  the  av- 
erage price  of  raw  sugar  prevailing  dur- 
ing the  period  December  27. 1948  through 
January   2,    1949.   shall   determine   the 
amount  of  wage  Increase  effective  dur- 
ing the  work  period  January  1  through 
January   9.    1949.   and.   thereafter,   the 
amount  of  wage  increase  in  each  succes- 
sive one  week  work  periods  shall  be  de- 
termined by  the  average  price  of  raw 
sugar  prevailing  in  the  immediately  pre- 
ceding week.    The  weekly  average  price 
of  raw  sugar  (duty  paid  basis,  delivered) 
shall  be  determined  by  taking  the  simple 
average  of  the  daily  "spot"  quotations  of 
96''  raw  sugar  of  the  New  York  Coffee  and 
Sugar  Exchange  (Sugar  Contract  No.  5t, 
adjusted  to  a  duty  paid  basis,  delivered, 
by  adding  to  each  daily  "spot"  quotation 
the  United  States   duty  prevailing   on 
Cuban  raw  sugar  on  that  day.  except, 
that,  if  the  Director  of  the  Sugar  Branch 
determines  that  for  any  weekly  period 
such  average  price  does  not  reflect  the 
true  market  value  of  raw  sugar,  because 
of  inadequate  volume  or  other  factors, 
the  Director  may  designate  the  average 
price  to  be  effective  under  this  determi- 
nation. 

(3)  Piecework  rates.  If  work  is  per- 
formed on  a  piecework  rate  basis,  the 
average  earnings  for  the  time  involved 
on  each  separate  unit  of  work  for  which 
a  piecework  rate  Is  agreed  upon  .shall  be 
not  less  than  the  applicable  daily  or 
hourly  rate  provided  under  subpara- 
graphs (1)  and  (2)  of  this  paragraph. 

(b)  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer,  without  charge,  the  per- 
quisites cu-stomarily  furnished  by  him,  • 
such  as  a  dwelling,  garden  plot,  pasture 
lot  and  medical  services. 

(c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  to  laborers 
below  those  determined  herein  through 
any  subterfuge  or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

(a)  General.  The  foregoing  determi- 
nation provides  fair  and  reasonable  wage 
rates  to  be  paid  by  producers  to  persons 
employed  on  the  farm  In  the  production, 
cultivation,  or  harvesting  of  sugarcane 
in  the  Virgin  Islands  during  the  calendar 
year  1949  as  one  of  the  conditions  for 
payment  under  the  Sugar  Act  of  1948.  In 
this  statement  the  foregoing  determina- 
tion, as  well  as  determinations  for  prior 
years,  will  be  referred  to  as  "wage  de- 
termination" identified  by  the  calendar 
year  for  which  effective. 

(b)  Requirements  of  the  Sugar  Act 
and  standards  employed.  In  determin- 
ing fair  and  reasonable  wage  rates,  it  is 
required  by  the  Sugar  Act  that  a  public 
hearing  be  held,  that  investigations  be 
made,  and  that  consideration  be  given  to 
(1)  the  standards  formerly  established 
by  the  Secretary  under  the  Agricultural 
Adjustment  Act,  as  amended,  and  (2) 
the  differences  in  conditions  among  the 
various  sugar  producing  areas. 

A  public  hearing  was  held  in  Chris- 
tiansted. St.  Croix.  Virgin  Lslands.  on 
September  27.  1948.  at  which  time  inter- 
ested persons  presented  testimony  with 
respect  to  fair  and  rea.sonable  wage  rates 
for  the  calendar  year  1949.  In  addition, 
investigations  have  been  made  of  the 
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conditions  affecting  wage  rates  In  the 
Virgin  Islands.  In  this  determination 
consideration  has  been  given  to  testi- 
mony presented  at  the  hearing  and  to 
Information  resulting  from  Investiga- 
tions. The  primary  factors  considered 
have  been:  <1)  Prices  of  sugar  and  by- 
products; (2)  income  from  sugar  cane; 
(3)  cost  of  production;  (4 1  cost  of  living;  ■ 
and  (5>  relationship  of  labor  costs  to 
total  costs.  Consideration  has  also  been 
given  to  other  economic  influences. 

(c)  Background.  Determinations  of 
fair  and  rea.sonable  wage  rates  have  been 
Issued  for  the  Virgin  Islands  each  year 
beginning  with  1942.  During  the  inter- 
vening years  the  determinations-  have 
varied  with  respect  to  content  and  appli- 
cability. In  general,  a  basic  wage  rate 
per  day  has  been  stipxilated. 

Wage  rates  per  day  in  1941  were  re- 
ported to  be  88  cents  per  day  for  non- 
hai-vest  work  and  $1.04  for  harvest  work. 
The  1942  determination  provided  mini- 
mum wages  of  $1.04  per  8  hour  day  for 
nonharvest  work  and  $1.36  per  8  hour 
day  for  harvest  work.  In  1944  on  the 
recommendation  of  producers  and  la- 
borers, a  single  basic  day  rate  for  both 
harvesting  and  nonharvesting  work  was 
Issued.  The  practice  of  issuing  a  single 
rate  has  been  continued  in  subsequent 
determinations.  In  1948  the  basic  time 
rate  per  8  hour  day  was  $2.00.  an  increa.«:e 
of  approximately  121  percent  over  1941 
and  84  percent  over  1942.  the  first  j'ear 
of  is.suance  of  a  wage  determination. 

In  1946  piecework  rates  were  specified 
for  cutting  and  loading  sugarcane. 
Piecework  rates  in  all  other  years  have 
been  stated  to  be  those  agreed  upon  be- 
tween the  producer  and  the  laborer  pro- 
vided that  average  earnings  for  the  time 
Involved  on  each  separate  unit  of  piece- 
work be  not  less  than  the  basic  time  rates. 
The  1947  wage  determination  provided 
for  a  wage  bonus  of  6  cents  per  day  for 
each  25  cents  that  the  New  York  price 
of  raw  sugar,  used  as  a  basis  for  sale, 
averaged  more  than  $5.94  per  one  hun- 
dred potmds.  In  the  1948  wage  determi- 
nation the  bonus  provision  was  supplant- 
ed by  a  modified  wage-price  escalator 
which  provided  that  increases  of  3.5  cents 
per  day  above  the  basic  day  wase  rates 
shall  be  paid  for  each  10  cents,  or  fraction 
thereof,  increase  In  the  yearly  average 
price  of  raw  sugar  above  $6.00  per  one 
hundred  pounds. 

(d)  1949  wage  determination.  The 
wage  determination  for  the  calendar  year 
1949  continues  the  same  basic  wage  rates 
and  wage  escalator  scale  which  were  in 
effect  during  the  calendar  year  1948. 

While  representatives  of  laborers 
strongly  urged  an  increase  in  the  basic 
wage  rate  during  the  calendar  year  1949. 
there  appears  to  be  no  basis  upon  which 
the  recommended  increase  can  be  made. 
Because  of  tlie  many  hazards  of  produc- 
ing sugarcane,  such  as  lack  of  adequate 
rainfall,  low  yields  of  sugarcane  and  low 
extraction  of  sugar  from  the  sugarcane, 
the  Virgin  L«;lands  has  customarUy  been 
a  low  income  and  low  wage  area.  Thus, 
while  it  is  acknowledged  by  producers  and 
laborers  alike  that  the  basic  wage  rates 
are  low  in  comparison  with  other  domes- 
tic sugarcane  areas.  t)oth  groups  recog- 
nize the  distressed  financial  position  of 
producers.    During  the  last  several  years 
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the  production  of  sugarcane  has  resulted 
In  a  substantial  loss  per  ton  of  cane 
harvested  by  the  largest  producer  (the 
Virgin  Islands  Company)  and  a  very 
small  realization,  If  any.  for  the  approxi- 
mate 540  small  growers  on  the  islands. 

The  Virgin  Islands  Company  (created 
in  1934  and  operated  by  the  Department 
'Of  Interior  to  assist  in  the  economic  wel- 
fare of  the  inhabitants  of  the  Virgin  Is- 
lands by  providing  employment  in  pro- 
ducing sugartane  and  manufacturing 
raw  sugar  and  by-products)  produced 
approximately  55  percent  of  the  sugar- 
cane harvested  in  the  1948  crop.  In  com- 
parison with  the  1947  crop  the  company 
costs  for  producing  a  ton  of  cane  in  the 
1948  crop  were  up  1.5  percent.  Returns 
on  the  other  hand  declined  approxi- 
mately 18.7  percent,  primarily  because  of 
the  decline  in  the  price  of  raw  .sugar. 
The  operating  losses  for  1948  sugarcane 
production  were  significantly  greater 
than  losses  sustained  on  1947  crop  op- 
erations. 

Although  detailed  information  is  avail- 
able only  with  respect  to  the  operations 
of  the  Virgin  Islands  Company,  the  same 
general  situation  of  relatively  high  costs 
and  decrea.sing  income  prevailed  for  the 
Independent  growers,  most  of  whom  pro- 
duce only  a  small  quantity  of  .sugarcane 
and  employ  very  few  hired  workers.  Fre- 
quently these  producers  supplement  their 
income  from  sugarcane  by  producing  a 
limited  number  of  other  commodities  and 
working  for  the  Virgin  Islands  Company. 
In  recognition  of  the  unfavorable 
financial  position  of  producers,  the  eco- 
nomic interdependence  among  produc- 
ers, laborers,  and  the  Virgin  Islands  Com- 
pany, the  continuing  high  levels  of  food 
and  clothing  prices,  and  the  uncertain- 
ties of  yields,  it  is  deemed  fair  and  rea- 
sonable to  continue  the  provisions  of  the 
1948  wage  determination  for  the  calendar 
year  1949. 

Accordingly.  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determi- 
nation will  effectuate  the  wage  provisions 
of  the  Sugar  Act  of  1948. 

(Sees.  301,  403.  61  Stat.  929.  932;  7  U.  S.  C. 
Sup.  1131.  1153) 
Issued  this  3d  day  of  January  1949. 

[SEAL]  A.  J.   LOVELAND. 

Acting  Secretary  of  Agriculture. 

IF.     R.    Doc.    49-91;     Filed,    Jan.    6.     1948; 
8:50  a.  m.| 
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TITLE   16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

^  I  Docket  5507] 

Part  3 — Digest  of  Cease  and  Desist 
Ordeks 

r.  k.  armstrong 

I  3.6  (t)  Advertising  falsely  or  mis- 
leadingly — Qualities  or  properties  of 
product  or  service:  5  3.71  (e)  Neglect- 
ing, unfairly  or  deceptively,  to  make  ma- 
terial disclosure — Safety:  §  3.96  <a) 
Using  misleading  name— Goods — Quali- 
ties or  properties.  In  connection  with 
the  offering  for  sale,  sale  or  distribution 
of   respondent's  medicinal   preparation 


designated  "Bob  Armstrong's  DLstemper 
Remedy",  or  any  preparation  of  substan- 
tially similar  composition  or  possessing 
substantially  similar  properties,  dissemi- 
nating, etc..  any  advertisements  by  means 
of  the  United  States  mails,  or  in  com- 
merce, or  by  any  means  to  induce,  etc., 
directly  or  indirectly  the  purchase  in 
commerce,    etc..    of    said    preparation, 
which  advertisements  (a)  represent,  di- 
rectly or  by  implication,  that  said  prepa- 
ration is  a  cure  or  remedy  for  distemper; 
or  that  said  preparation  possesses  any 
therapeutic  value  in  the  treatment  of 
distemper  except  insofar  as  it  may  afford 
relief  from  the  symptom.s  thereof;   or. 
(b)  u.-^e  the  word  "remedy"  or  any  word 
of  similar  import,  either  alone  or  in  con- 
nection with  other  words,  to  designate  or 
describe  said  preparation;  or  which  ad- 
vertisements fail  to  reveal  that  each  cap- 
sule  of   said   preparation   contains   9.7 
grains  of  arsenic  trioxide  and  that  said 
ingredient  Ls  a  poison;  prohibited.    (Sec. 
5.  38  Stat.  719.  as  amended  by  sec.  3.  52 
Stat.  112;  15  U.  S.  C.  sec.  45b>     ICea.se 
and  desist  order,  R.  K.  Armstrong.  Docket 
5507,  December  10,  19481 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the 
10th  day  of  December  A.  D.  1948. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  re- 
spondent's answer  thereto,  testimony 
and  other  evidence  in  support  of  and  in 
opposition  to  the  allegations  of  the  com- 
plaint taken  before  a  trial  examiner  of 
the  Commission  theretofore  duly  desig- 
nated by  it.  the  trial  examiner's  recom- 
mended decision,  and  brief  of  counsel  in 
support  of  the  complaint  (no  brief  hav- 
ing been  filed  on  behalf  of  the  respond- 
ent and  oral  argument  not  having  been 
requested),  and  the  Commission  having 
made  its  findings  as  to  the  facts  and  its 
conclusion  that  the  re.spondent  has  vio- 
lated the  provisions  of  the  Federal  Trade 
Commission  Act: 

It  is  ordered,  That  the  respondent. 
Bob  Armstrong,  individually  and  trading 
as  R.  K.  Armstrong,  or  trading  under 
any  other  name,  and  his  agents,  repre- 
sentatives and  employees,  directly  or 
through  any  corporate  or  other  device, 
in  connection  with  the  offering  for  sale, 
sale  or  distribution  of  respondents 
medicinal  preparation  now  designated 
"Bob  Armstrong's  Distemper  Remedy." 
or  any  preparation  of  substantially  simi- 
lar composition  or  possessing  sub,stanti- 
ally  similar  properties,  under  whatever 
name  sold,  do  forthwith  cease  and  desist 
from: 

1.  Disseminating  or  causing  to  be  dis- 
seminated by  means  of  the  United  States 
mails  or  by  any  means  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act.  any  advertise- 
ment which: 

(a)  Represents,  directly  or  by  impli- 
cation, that  said  preparation  is  a  cure  or 
remedy  for  distemper;  or  that  said  prep- 
aration posse.sses  any  therapeutic  value 
in  the  treatment  of  distemper  except  in- 
sofar as  it  may  afford  relief  from  the 
symptoms  thereof; 

(b)  Uses  the  word  "remedy"  or  any 
word  of  similar  import,  either  alone  or 
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In  connection  with  other  words,  to  desig- 
nate or  describe  said  preparation. 

2.  Disseminatinf?  or  causing  to  be  dis- 
seminated by  means  of  the  United  States 
mails  or  by  any  means  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  any  advertise- 
ment which  fails  to  reveal  that  each  cap- 
sule of  said  preparation  contains  9.7 
grains  of  arsenic  trioxide  and  that  said 
Inpredient  is  a  poison. 

3.  Disseminating  or  causing  to  be  dis- 
seminated any  advertisement  by  any 
means  for  the  purpose  of  inducing  or 
which  Is  likely  to  induce,  directly  or  in- 
directly, the  purchase  of  respondent's 
preparation  in  commerce,  as  "commerce" 
Is  defined  in  the  Federal  Trade  Commis- 
sion Act,  which  advertisement  contains 
any  representation  prohibited  In  para- 
graph 1  hereof  or  which  fails  to  comply 
with  the  affirmative  requirements  set 
forth  in  paragraph  2  hereof. 

It  is  further  ordered.  That  the  respond- 
ent'fehall,  within  sixty  i60»  days  after 
service  upon  him  of  this  order,  file  with 
the  Commission  a  report  In  writing  set- 
ting forth  in  detail  the  manner  and  form 
in  which  he  has  complied  with  this  order. 

By  the  Commission. 

ISEAL]  Otis  B.  Johnsom, 

Secretary. 

[F.    R.    Doc.    49  71:     Filed.    Jan.    6,    1949; 
8:45  a.  m.l 


[Docket  55401 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

inter-communication  system  of 
america,  inc.,  et  al. 

§  3.6  (f)  Advertisi7ig  falsely  or  mis- 
leadinqly — Demand  or  business  opportu- 
nities:  S  3.6  U)  Advertising  falsely  or  mis- 
leadingly — Free  goods  or  services:  §  3.6 
(j  10)  Advertising  falsely  or  mislead- 
ingly — History  of  product  or  offering: 
§  3.6  (y  10  >  Advertising  falsely  or  rnj.s- 
leadingly — Scientific  or  other  relevant 
facts:  §3.6  (ee>  Advertising  falsely  or 
mislcadingly — Terms  and  conditions: 
§3.6  (ff  10  >  Advertising  falsely  or  mis- 
lcadingly— Unique  nature  or  advantages: 
§  3.72  (e)  Offering  unfair,  improper  a7id 
deceptive  inducements  to  purchase  or 
deal— Free  goods:  §3.72  (i  5>  Offering 
unfair,  improper  and  deceptive  induce- 
ments to  purchase  or  deal — Opportuni- 
ties in  product  or  service:  5  3.72  (n  10) 
Offering  unfair,  improper  and  deceptive 
inducements  to  purchase  or  deal — Terms 
and  conditions:  §3.80  (b)  Securing 
agents  or  representatives  falsely  or  mis- 
lcadingly— Demand  or  biisiness  oppor- 
tunities: §3.80  <h>  Securing  agents  or 
representatives  falsely  or  mislcadingly — 
Success,  history  or  standing:  §  3.80  (i) 
Securing  agents  or  representatives  falsely 
or  mislcadingly — Terms  and  conditions: 
In  connection  with  the  offering  for  sale. 
sale  or  distribution  in  commerce,  of 
respondents'  inter-communication  de- 
vices, and  among  other  things,  as  in  or- 
der set  forth,  <  1 )  using  the  terms  "free", 
"free  demonstration  offer",  "yours  with- 
out cost",  or  any  other  term  or  terms  of 
similar  import  or  meaning,  in  advertis- 


ing, to  designate  or  describe  merchan- 
dise which  is  not  in  truth  and  in  fact  a 
gift  or  gratuity  or  is  not  given  to  the  re- 
cipient thereof  without  requiring  the 
purchase  of  other  merchandise  or  the 
performance  of  some  service  inuring  di- 
rectly or  indirectly  to  the  benefit  of  the 
respondents;  <2)  representing,  directly 
or  by  implication,  that  their  inter-com- 
munication devices  are  new  inventions, 
or  that  there  are  no  products  on  the  mar- 
ket sold  in  competition  with  said  devices; 
or.  (3>  representing,  directly  or  by  im- 
plication, that  the  sale  of  said  devices 
requires  no  capital,  sales  effort  or  abil- 
ity on  the  part  of  salesmen;  prohibited. 
(Sec.  5.  38  Stat.  719.  a.s  amended  by  sec. 
3.  52  Stat.  112;  15  U.  S.  C.  sec.  45b) 
[Cease  and  desist  order.  Inter-Communi- 
cation System  of  America,  Inc.,  et  al.. 
Docket  5540.  December  1.  19481 

§  3.6  (d)   Advertising  falsely  or  mis- 
lcadingly— Demand  or  business  opportu- 
nities:  §3.6    (g)    Advertisitig  falsely  or 
mislcadingly — Earnings:   §  3.6    <h)    Ad- 
vertising falsely  or  mislcadingly — Fic- 
tit\pus  or  misleading  guarantees:  §  3.6 
(t>  Adx^ertising  falsely  or  mislcadingly — 
Qualities   or   properties   of   product   or 
service:  §  3.6  <dd  10)  Advertising  falsely 
or  mislcadingly — Success,  use  or  stand- 
ing: §  3.72  (c)  Offering  unfair,  improper 
and  deceptive  inducements  to  purchase 
or  deal— Earnings:  §  3.72  (f  15)  Offering 
unfair,  improper  and  deceptive  induce- 
ments to  purchase  or  deal — Guarantee, 
in  general:  §3.72  <i  5)   Offering  unfair, 
improper  and  deceptive  inducements  to 
purchase  or  deal — Opportunities  in  prod- 
uct or  service:  §  3.72  (n  10*  Offering  un- 
fair,   improper    and    deceptive   induce- 
ments to  purchase  or  deal — Terms  and 
conditions:   §3.80   (b)    Securing  agents 
or  representatives  falsely  or  mislcading- 
ly— Demand  or  business  opportunities: 
§  3.80  (c)  Securing  agents  or  representa- 
tives falsely  or  mislcadingly — Earnings: 
§3.80   (e  5)   Securing  agents  or  repre- 
sentatives falsely  or  mislcadingly — Qual- 
ities or  properties  of  product:  §  3.80  <h) 
Securing  agents  or  representatives  falsely 
or     mislcadingly — Success,     history     or 
standing:  §3.80  <i)  Securing  agents  or 
representatives  falsely  or  mislcadingly — 
Terms  and  conditions.     In   connection 
with  the  offering  for  sale,  sale  or  distri- 
bution in  commerce  of  respondents'  in- 
ter-communication devices,  and  among 
other  things,  as  in  order  set  forth.  (1) 
representing,  directly  or  by  implication, 
that  conversations  or  other  communica- 
tions may  be  transmitted  over  said  de- 
vices privately  or  confidentially;  (2)  rep- 
resenting, directly  or  by  implication,  that 
99  out  of  every  100  prospects  purchase 
said  devices;  (3)  representing  as  possible 
earnings  or  profits  of  salesmen  of  such 
devices  for  any  stated  period  of  tithe  any 
specified  sum  of  money  which  is  not  a 
true  representation  of  the  net  earnings 
or  profits  which  have  been  made  by  a 
substantial  number  of  the  respondents' 
active  salesmen  in  the  ordinary  course 
of  business  under  normal  conditions  and 
circumstances;  or,  (4)  representing,  di- 
rectly or  by  implication,  that  respond- 
ents' devices  are  "guaranteed"  or  "fully 
guaranteed",  unless  the  nature  and  ex- 
tent of  the  guarantee  and  the  manner 
in  which  the  guarantor  will  perform 


thereunder  are  clearly  and  conspicu- 
ously disclosed;  prohibited.  (Sec.  5,  38 
Stat.  719.  as  amended  by  sec.  3.  52  Stat. 
112;  15  U.  S.  C,  sec.  45b)  [Cease  and 
desist  order,  Inter-Communication  Sys- 
tem of  America.  Inc.,  et  al.,  Docket  5540, 
December  1,  1948] 

At  a  regular  se.ssion  of  the  Federal 
Trade  Commission  held  at  its  office  in  the 
city  of  Washington.  D.  C,  on  the  1st  day 
of  December  A.  D.  1948. 

In  the  matter  of  Inter-Communication 
System  of  America,  Inc.,  a  corporation, 
and  Milton  Meyer.  Joseph  Meyer,  and 
Nathan  Meyer,  individually  and  as  offi- 
cers of  Inter-Communication  System  of 
America,  Inc. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission  and  a  stip- 
ulation as  to  the  facts  entered  into  by 
and  between  the  respondents  and  Daniel 
J.  Murphy.  Chief  of  the  Commission's 
Trial  Division,  in  which  it  was  provided, 
among  other  things,  that,  subject  to  the 
approval  of  the  Commission,  the  state- 
ment of  facts  contained  in  said  stipula- 
tion may  be  taken  as  the  facts  in  this 
proceeding  in  lieu  of  all  evidence,  and 
that  the  Commission  may  proceed  upon 
said  statement  of  facts  to  make  it.s  re- 
port, stating  its  findings  as  to  the  facts 
(including  inferences  which  it  may  draw 
from  the  stipulated  facts)  and  its  con- 
clusion based  thereon,  and  enter  its  or- 
der disposing  of  this  proceeding,  without 
the  presentation  of  argument  or  the  fil- 
ing of  briefs,  the  filing  of  a  recommended 
decision  by  a  trial  examiner  having  been 
expressly  waived;  and  the  Commission 
having  approved  said  stipulation  and 
having  made  its  findings  as  to  the  facts 
and  its  conclusion  that  the  respondents 
have  violated  the  provisions  of  section  5 
of  the  Federal  Trade  Commission  Act: 

It  is  ordered.  That  the  respondent  In- 
ter-Communication System  of  America, 
Inc.,  a  corporation,  and  its  officers,  and 
the  respondents  Milton  Meyer,  Joseph 
Meyer  and  Nathan  Meyer,  and  said  re- 
spondents' agents,  representatives  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  distri- 
bution in  commerce,  as  "commerce"  is 
defined  in  the  Federal  Trade  Commis- 
sion Act,  of  their  inter-communication 
devices,  do  forthwith  cease  and  desist 
from: 

1.  U.sing  the  terms  "free",  "free  dem- 
onstration offer",  "yours  without  cost", 
or  any  other  term  or  terms  of  similar 
Import  or  meaning,  in  advertising,  to 
designate  or  describe  merchandise  which 
is  not  in  truth  and  in  fact  a  gift  or 
gratuity  or  is  not  given  to  the  recipient 
thereof  without  requiring  the  purchase 
of  other  merchandise  or  the  perform- 
ance of  some  service  inuring  directly  or 
indirectly  to  the  benefit  of  the  respond- 
ehts. 

2.  Representing,  directly  or  by  impli- 
cation, that  their  intercommunication 
devices  are  new  inventions,  or  that  there 
are  no  products  on  the  market  sold  in 
competition  with  said  devices. 

3.  Representing,  directly  or  by  Impli- 
cation, that  the  sale  of  said  devices  re- 
quires no  capital,  sales  effort  or  ability 
on  the  part  of  salesmen. 
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4.  Representing,  directly  or  by  Impli- 
cation, that  conversations  or  other  com- 
munications may  be  transmitted  over 
said  devices  privately  or  confidentially. 

5.  Representing,  directly  or  by  impli- 
cation, that  99  out  of  every  100  prospects 
purchase  said  devices. 

6.  Representing  as  possible  earnings 
or  profits  of  salesmen  of  such  devices  for 
any  stated  period  of  time  any  specified 
sum  of  money  which  is  not  a  true  repre- 
sentation of  the  net  earnings  or  profits 
which  have  been  made  by  a  substantial 
number  of  the  respondents'  active  sales- 
men in  the  ordinary  course  of  business 
under  normal  conditions  and  circum- 
stances. 

7.  Representing,  directly  or  by  impli- 
cation, that  their  devices  are  "guaran- 
teed" or  "fully  guaranteed",  unless  the 
nature  and  extent  of  the  guarantee  and 
the  manner  in  which  the  guarantor  will 
perform  thereunder  are  clearly  and  con- 
spicuously disclosed. 

It  is  further  ordered.  That  the  re- 
.spondents  shall,  within  sixty  <60>  days 
after  service  upon  them  of  this  order, 
file  with  the  Commi-ssion  a  report  in 
writing  setting  forth  in  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  this  order. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson. 

Secretary. 

IF.    R.    Doc.    49-72;     Filed.    Jan.    5.    1949; 
8:45  a.  m  j 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Redesicnation  of  Title  and  Reassign- 
ment AND  Renumbering  of  Chapters 
AND  Parts 

Correction 

In  the  editorial  note  on  page  8260  of 
the  issue  for  Thursday.  December  23, 
1948.  the  first  sentence  to  paragraph  4 
should  read  as  follows; 

4.  Chapter  V  is  redesignated  Chap- 
ter II— Federal  Housing  Adminii;t ration. 
Housing  and  Home  Finance  Agency,  and 
Parts  500-591  are  renumbered  Parts 
200-291. 


FEDERAL  REGISTER 

Section  29.22  (c>-6  of  Regulations  111, 
as  amended  by  Treasury  De(;^sion  5423, 
approved  December  15.  1944,  Is  further 
amended  by  striking  the  first  paragraph 
and  by  Inserting  in  lieu  thereof  the  fol- 
lowing; 

§  29.22  (c>-6  Inventories  of  livestock 
raisers  and  other  farmers.  A  farmer  may 
make  his  return  upon  an  inventory  basis 
instead  of  the  cash  receipts  and  dis- 
bursements basis.  It  is  optional  with  the 
taxpayer  which  of  these  methods  of  ac- 
counting is  used,  but.  having  elected  one 
method,  the  option  so  exercised  will  be 
binding  upon  the  taxpayer  for  the  year 
for  which  the  option  is  exercised  and  for 
sub.sequent  years  unless  another  method 
is  authorized  by  the  Commissioner  as 
provided  in  §  29.41-2. 

Formal  application  for  permis.sion  to 
change  from  the  cash  receipts  and  dis- 
bursements basis  to  an  inventory  ba.sis  of 
accounting  shall  not  be  required  in  the 
case  of  a  change  made  for  a  taxable  year 
beginning  before  December  30.  1948.  the 
date  of  approval  of  Treasury  Decision 
5683. 

In  any  change  of  accounting  from  the 
cash  receipts  and  disbursements  basis  to 
an  inventory  basis,  whether  made  for  a 
taxable  year  bcpinning  before  or  after 
December  30,  1948,  adjustments  shall  be 
made,  at  the  option  of  the  taxpayer,  in 
accordance  with  one  or  the  other  of  the 
two  methods  outlined  in  paragraphs  (a) 
and  <b)  of  this  section: 

<Sec.  62  of  the  Internal  Revenue  Code,  53 
Stat.  32;  26  U.  S.  C.  62) 

ISEAL]  GEO.  J.  SCHOENEMAN, 

Commissioner. 
Approved;  December  30,  1948. 

Thomas  J.  Lynch, 

Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49  «3:     Filed.    Jan.    6,  1949; 
8:48  a.  m.] 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  A — Intome  end  Excess  Profits  Toxe» 
|T.  D.  5683] 

Part  29— Income  Tax;  Taxable  Years 
Beginning  After  December  31,  1941 

FARMERS  CHANGE  TO  INVENTORY  METHOD  OF 
ACCOUNTING 

On  June  9. 1948,  notice  of  proposed  rule 
making  with  respect  to  a  farmers  change 
to  the  Inventory  method  of  accounting 
was  published  in  the  Federal  Register 
(13  F.  R.  3096  >.  After  consideration  of 
all  such  relevant  matter  as  was  presented 
by  interested  persons  regarding  the  pro- 
posal, the  amendments  to  Regulations 
111  (26  CFR,  Part  29)  set  forth  below  are 
hereby  adopted. 

No.  4 2 


Subchopter    C — Miscellaneous    Excise    Taxes 
|T.  D.  56821 

Part  101— Taxes  on  Admissions,  Dues, 
AND  Initiation  Fees 

hospitalized  servicemen  and  veterans 
admitted  free 

In  order  to  conform  Regulations  43 
(1941  edition)  (26  CFR.  Part  101 )  to  Pub- 
lic Law  706  (80ih  Congress),  approved 
June  19.  1948.  such  regulations  are 
amended  as  follows; 

Paragraph  1.  There  is  inserted  immedi- 
ately preceding  §  101.2  the  following; 

PuBUc  Law  706   (8Cth  Congress),  Appro\td 
June  19,  1948 

•     •     •     That  section  1700  (a)   (1)  of  the 

Internal  Revenue  Code  (relating  to  the  tax  on 
amounts  paid  for  admission)  Is  amended  by 
adding  at  the  end  thereof  a  new  sentence  as 
follows:  "Subject  to  such  regulations  as  the 
Commissioner,  with  the  approval  of  the  Sec- 
retary, shall  prescribe,  no  tax  shall  be  im- 
posed In  the  case  of  admission  free  of  charge 
of  a  hospitalized  member  ot  the  military, 
naval,  or  air  forces  of  the  United  States  or  of 
a  person  hospitalized  as  a  veteran  by  the 
Federal  Government  In  &  Federal,  State,  mu- 
nicipal, private,  or  other  hospital  or  Institu- 
tion, except  when  such  member  or  veteran  Is 
on  leave  or  furlough." 
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Sec.  2.  The  amendment  made  by  this  act 
shall  be  effective  on  and  after  the  first  day  of 
the  first  month  which  commences  more  than 
twenty  days  after  the  enactment  of  this  act. 

Par.  2.  Section  101.5  (b),  as  amended 
by  Treasury  Decision  5611.  approved 
March  16,  1948,  is  further  amended  by 
inserting  immediately  preceding  the  last 
paragraph  thereof  a  new  paragraph 
reading  as  follows: 

Effective  August  1.  1948,  the  tax  does 
not  apply  to  the  admission  free  of  charge 
of  a  hospitalized  member  of  the  military, 
naval,  or  air  forces  of  the  United  States 
or  of  a  person  hospitalized  as  a  veteran 
by  the  Federal  Government  in  a  Federal. 
State,  municipal,  private  or  other  hospi- 
tal or  institution,  provided  such  member 
or  veteran  Is  not  on  leave  or  furlough. 
Where  it  is  necessary  for  an  attendant 
to  accompany  such  member  or  veteran 
so  admitted  free  of  charge,  the  tax  does 
not  apply  to  the  admission  of  the  attend- 
ant if  he  is  also  admitted  free  of  charge. 
Where  the  exemption  is  claimed  on  be- 
half of  a  hospitalized  member  or  veteran 
properly  entitled  thereto,  who  is  singly 
admitted,  the   right  to  the  exemption 
shall  be  evidenced  by  a  statement,  per- 
sonally signed,  of  an  administrative  offi- 
cer of  the  hospital  or  institution,  identi- 
fying by  name  such  member  or  veteran 
(and  attendant,  if  any)   and  certifying 
that  the  member  or  veteran  (i)  is  a  hos- 
pitalized member  of  the  military,  naval, 
or  air  forces  of  the  United  States  or  a 
veteran  hospitalized  by  the  Federal  Gov- 
ernment, and  <ii>  is  not  on  leave  or  fur- 
lough.   Where  the  exemption  is  claimed 
on  behalf  of  hospitalized  members  or  vet- 
erans who  are  collectively  admitted  the 
statement  need  not  identify  the  members 
or  veterans  individually,  but  shall  spec- 
ify the  number  of  such  members  or  ,vet- 
'erans  (and  attendants,  if  any)  and  cer- 
tify that  the  members  or  veterans  (a)  are 
hospitalized  members  of  the  military,  na- 
val or  air  forces  of  the  United  States  or 
are  veterans  hospitalized  by  the  Federal 
Government  and  (b)  are  not  on  leave  or 
furlough.    In  either  case  the  statement 
evidencing  the  right  to  the  exemption 
shall  be  taken  up  by  the  proprietor  of 
the  place,  and  retained  as  part  of  his 
records.     (See  §  101.32.) 

Par.  3.  The  following  is  in.serted  imme- 
diately preceding  §  101.15: 

Public  Law  706  (80th  Congress),  Approved 
June  19,   1948 

•     •     •     That  section  1700  (a)   (1)  of  the 

Internal  Revenue  Code  (relating  to  the  tax 
on  amounts  paid  for  admission)  is  amended 
by  adding  at  the  end  thereof  a  new  sentence 
as  follows:  "Subject  to  such  regulations  as 
the  Commissioner,  with  the  approval  of  the 
Secretary,  shall  prescribe,  no  tax  shall  be  im- 
posed In  the  case  of  admission  free  of  charge 
of  a  hospitalized  member  of  the  military, 
naval,  or  air  forces  of  the  United  States  or 
of  a  person  hospitalized  as  a  veteran  by  the 
Federal  Government  In  a  Federal.  State,  mu- 
nicipal, private,  or  other  hospital  or  insti- 
tution, except  when  such  member  or  veteran 
Is  on  leave  or  furlough." 

Sec.  2.  The  amendment  made  by  this  act 
shall  be  effective  on  and  alter  the  first  day 
of  the  first  month  which  commences  more 
than  twenty  days  after  the  enactment  of  this 
act. 

Par.  4.  Section  101.15  (b)  as  amended 
by  Treasury  Decision  5611,  Is  further 
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amended  by  adding  at  the  end  thereof  a 
paragraph  reading  as  follows: 

Effective  August  1,  1948.  no  tax  is  im- 
posed when  a  hospitalized  member  of 
the  military,  naval,  or  air  forces  of  the 
United  States,  or  a  person  hospitalized 
as  a  veteran  by  the  United  States  in  a 
Federal,  State,  municipal,  private,  or 
other  hospital  or  institution,  is  admitted 
free,  provided  such  member  or  veteran 
is  not  on  leave  or  furlough.    (See  §  101.5.) 

Becaase  the  sole  purpose  of  this 
Treasury  decision  is  to  relieve  restric- 
tion, it  is  found  that  it  is  unnecessary  to 
Issue  such  Treasury  decision  with  notice 
and  public  procedure  thereon  under  sec- 
tion 4  (a)  of  the  Administrative  Proce- 
dure Act.  approved  June  11,  1946.  or  sub- 
ject to  the  effective  date  limitation  of 
section  4  (c)  of  said  act. 

(Sec.  1700  (a)  (1)  of  the  Internal  Reve- 
nue Code  as  amended  by  section  1  of 
Public  Law  706.  80th  Congress,  approved 
June  19,  1948,  and  section  3791  of  the 
Internal  Revenue  Code,  53  Stat.  189.  as 
amended.  467;  26  U.  S.  C.  1700  (a)  (D, 
3791) 

[sealI  Fred  S.  Martin. 

Acting  Commissioner 
of  Internal  Revenue. 

Approved:  December  30,  1948. 

Thomas  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-81;    Filed.    Jan.    6.    1949; 
8:47  a.  m.) 


Subchapter  D — Employment  Taxes 

Part  410 — Employers'  Tax.  Employees' 
Tax,  and  Employee  Representatives' 
Tax  Under  the  Carriers  Taxing  Act 
OF  1937  AND  subchapter  B  of  Chapter  9 
OF  THE  Internal  Revenue  Code 

Part  411 — Employers'  Tax,  Employees' 
Tax,  and  Employee  Representatives' 
Tax  Under  the  Railroad  Retirement 
Tax  Act 

On  November  4,  1948.  notice  of  pro- 
posed rule  making,  regarding  regulations 
relating  generally  to  the  taxes  under  the 
Railroad  Retirement  Tax  Act  (subchap- 
ter B,  chapter  9,  Internal  Revenue  Code) 
with  respect  to  compensation  paid  after 
December  31.  1948.  for  services  rendered 
after  December  31.  1946,  was  published 
In  the  FEDERAL  Register  (13  F.  R.  6503). 
No  objection  to  the  rules  proposed  hav- 
ing been  received,  the  regulations  set 
forth  below  are  hereby  adopted.  The 
primary  purpose  of  the  regulations  is  to 
meet  the  long-standing  need  for  a  more 
usable  edition  of  the  regulations  with  re- 
spect to  the  taxes  under  the  Railroad 
Retirement  Tax  Act.  Such  regulations 
are  as  follows: 

StrBPART  A — Introductory  Provision* 

See. 

411.101  Introduction. 

411.102  Scope  or  regulations. 

411.103  Extent    to    which    the    reEUlationt 

In  this  part  supersede  Part  410. 

Subpart  B — Detinitions 

411.201  General  definitions  and  use  of  terms. 

411.202  Who  are  employers, 

411.203  Wlio  are  employees. 


Sec. 

411.204  Who  are  employee  representatives. 

411.203  E>eflnition  of  compensation. 

411.206  Items  Included  as  compensation. 

411.207  Compensation;  when  earned. 

411.208  Compensation;  when  paid. 

Subpart  C — EMPLOTtES'  Tax 

411.301  Measure  of  employees'  tax. 

411.302  Rates  and  computation  of  employ- 

ees' tax. 

411.303  Collection  of,  and  liability  for,  em- 

ployees' tax. 

Subpart  D — Emplotebs'  Tax 

411.401  Measure  of  employers'  tax. 

411.402  Rates  and  computation  of  employ- 

ers' tax. 

Subpart  E — Employee  Representatives'  Tax 

411.501  Measure    of    employe*    representa- 

tives' tax. 

411.502  Rates  and  computation  of  employe* 

representatives'  tax. 

Subpart  F — Returns,  Payment  or  T*x,  and 
Records 

411.601  Quarterly  returns  of  tax. 

411.602  Final   returns. 

411.603  Execution  of  returns. 

411.604  Use  of  prescribed  forms. 

411.605  Place  and  time  for  filing  returns. 

411.606  Payment  of  tax. 

411.607  When  fractional  part  of  cent  may 

be  disregarded. 

411.608  Records. 

Subpart  G — Adjustment  or  Employees'  Tax 
AND  Employers'   Tax 

411.701  Adjustments  In  general. 

411.702  Adjustment  of  employees'  tax. 

411.703  Adjustment  of  employers'  tax.i 

Subpart    H — Refunds,    Credits,    and 
Abatements 

411.801  Refund  pr  credit  of  overpayments 

which  are  not  adjustable;  abate- 
ment of  overassessments. 

411.802  Credit    and    refund    of    taxes    paid 

under  Railroad  Retirement  Tax 
Act  or  corresponding  prior  law  for 
period  during  which  liability  ex- 
isted under  Federal  Insuranc* 
Contributions  Act  or  correspond- 
ing prior  law. 

Subpart  I — Miscellaneous  Provisions 

ASSESSMENT    AND    COLLECTION    OW 
UNDERPAYMENTS 

411.901  Assessment   and   collection   of  un- 

derpayments. 

JEOPARDY   ASSESSMENTS 

411.902  Jeopardy  assessments. 

INTEREST  AND  ADDITIONS  TO  TAX 

411.903  Interest. 

411.904  Addition  to  tax  for  failure  to  pay 

an  assessment  after  notice  and 
demand. 

411.905  Additions  to  tax  for  delinquent  or 

false  returns. 

BULES    AND    REGULATIONS 

411.906  Promulgation  of  regulations. 

Authority:  55  411.101  to  411906  issued 
under  sees.  1535  and  3791  of  the  Internal 
Revenue  Code  (53  Stat.  183,  467;  26  U.  8.  C. 
1535,  3791). 

Subpart  A — Introductory  Provisions 

5  411.101  Introduction.  These  regula- 
tions, which  constitute  Part  411  of  Title 
26  of  the  Code  of  Federal  Regulations, 
are  prescribed  under  the  Railroad  Retire- 
ment Tax  Act  (subchapter  B,  chapter  9, 
Internal  Revenue  Code).  The  applica- 
ble provisions  of  the  act.  as  well  as  cer- 
tain applicable  provisions  of  internal- 
revenue  laws  of  particular  importanc*. 


will  be  found  In  the  appropriate  places 
in,  and  are  to  be  read  in  connection  with, 
the  regulations  in  this  part.  References 
to  sections  of  law  are  references  to  the 
Railroad  Retirement  Tax  Act,  unless 
otherwise  expressly  indicated.  Inas- 
much as  the.se  regulations  con.stitute 
Part  411  of  Title  26  of  the  Code  of  Fed- 
eral Regulations,  each  section  of  the 
regulations  bears  a  number  commencing 
with  411  and  a  decimal  point.  Refer- 
ences to  sections  not  preceded  by  '"411." 
are  references  to  sections  of  law. 

§  411.102  Scope  of  regulations — (a) 
Taxes  and  related  definitions.  The  regu- 
lations in  this  part  relate  to  the  employ- 
ers' tax.  the  employees'  tax.  and  the  em- 
ployee representatives'  tax.  imposed  by 
the  Railroad  Retirement  Tax  Act,  with 
respect  to  compensation  paid  after  De- 
cember 31.  1948.  for  services  rendered 
after  December  31.  1946.  (As  to  when 
compensation  is  deemed  to  he  paid,  see 
5  411.208.)  The  definitions  of  the  terms 
"employer",  "employee",  "employee  rep- 
resentative", and  "compensation"  set 
forth  in  the  regulations  in  this  part  are 
to  be  used  only  in  connection  with  such 
regulations  and  are  applicable  only  to 
services  rendered  after  December  31, 
1946. 

For  provisions  relating  to  the  respec- 
tive taxes  and  definitions  with  respect  to 
compensation  paid  prior  to  January  1, 
1949.  or  earned  prior  to  January  1,  1947, 
see  Regulations  100  (26  CFR.  Part  410) 
and  such  regulations  as  made  applicable 
to  the  Internal  Revenue  Code  by  Treas- 
ury Decision  4385  (26  CFR.  Cum.  Supp., 
p.  5876). 

(b)  Additional  subjects  covered — (1) 
Returns  and  payment  of  tax.  The  regu- 
lations in  this  part  relate  to  returns  and 
payment  of  employers'  tax,  employees* 
tax.  and  employee  representatives'  tax, 
required  to  be  reported  on  returns  for 
periods  beginning  after  December  31, 
1948.  (For  provisions  relating  to  the 
period  for  which  compen.sation  is  re- 
quired to  be  rcFwrted.  see  §  411.601.) 

(2)  Records.  The  regulations  in -this 
part  relate  to  the  records  of  employers 
and  employees  with  respect  to  remuner- 
ation paid  after  December  31.  1948.  for 
services  rendered  after  December  31. 
1936,  and  to  the  records  of  employee  rep- 
resentatives with  respect  to  remunera- 
tion paid  after  December  31,  1948,  for 
services  rendered  after  December  31, 
1946. 

(3)  Adjustments,  settlements,  and 
claims.  The  regulations  in  this  part  re- 
late to  adjustments,  .settlements,  and 
claims  for  refund,  credit,  or  abatement, 
made  after  December  31.  1948.  in  con- 
nection with  the  employers'  tax  and  the 
employees'  tax  under  the  Railroad  Re- 
tirement Tax  Act  in  force  before,  on.  or 
after  January  1.  1947.  or  under  the  Car- 
riers Taxing  Act  of  1937.  but  not  to  any 
adjustment  reported,  or  any  credit  taken, 
on  any  return  for  a  tax-return  period 
ended  prior  to  January  1. 1949.  However. 
§  410.707  (article  707  of  Regulations  100) 
and  of  such  regulations  as  made  applica- 
ble to  the  Internal  Revenue  Code  remains 
in  full  force  and  effect  with  respect  to 
the  treatment  under  section  4  (b)  of  the 
act  approved  August  13.  1940  <54  Stat. 
786),  of  the  employers'  tax  and  Uie  em- 
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ployees'  tax  with  respect  to  certain  coal 
mining  services  performed  in  the  employ 
of  a  carrier  by  railroad  subject  to  part  I 
of  the  Interstate  Commerce  Act.  The 
regulations  in  this  part  also  relate  to 
claims  for  refund,  credit,  or  abatement 
made  after  December  31. 1948,  in  connec- 
tion with  the  employee  representatives' 
tax  under  the  Railroad  Retirement  Tax 
Act  in  force  before,  on,  or  after  January 
1, 1947.  or  under  the  Carriers  Taxing  Act 
of  1937. 

5  411.103  Extent  to  which  the  regu- 
lations in  this  part  supersede  Part  410. 
The  regulations  in  this  part,  with  respect 
to  the  subject  matter  within  the  scope 
thereof,  supersede  Regulations  100,  ap- 
proved October  12.  1937  (26  CFR.  Part 
410".  as  amended,  and  such  regulations 
as  made  applicable  to  subchapter  B  of 
chapter  9  and  other  provisions  of  the 
Internal  Revenue  Code  by  Treasury  De- 
cision 4885,  approved  February  11,  1939 
(26  CFR,  Cum.  Supp..  p.  5876 >.  together 
with  any  amendments  to  such  regula- 
tions as  so  made  applicable  to  the  Inter- 
nal Revenue  Code. 

Subpart  B — Definitions 

Section  3  (g)  of  the  Act  or  July  31,  1946 
(60  Stat.  725) 

XAnjtOAD  retirement  tax  act 

Subchapter  B  of  Chapter  9  of  the  Internal 
Revenue  Code  Is  amended  by  adding  at  the 
end  thereof  the  following  new  section: 

Sec.  1538.  Title  of  subchapter.  This  sub- 
chapter may  be  cited  as  the  'Railroad  Retire- 
ment Tax  Act." 

Section  2  or  the  Act  or  February  10,  1939 
(53  Stat.  1) 

.   internal  revenue  code 

This  act  and  the  internal  revenue  title  In- 
corporated herein  shall  be  known  as  the 
Internal  Revenue  Code  and  may  be  cited  as 
•I.  R.  C". 

Section  1532  or  the  Act 

definitions 

As  used  In  this  subchapter: 

(a)  Employer.  The  term  "employer" 
means  any  carrier  (tis  defined  in  subsection 
(h)  of  this  section) .  and  any  company  which 
Is  directly  or  Indirectly  owned  or  controlled 
by  one  or  more  such  carriers  or  under  com- 
mon control  therewith,  and  which  operates 
any  "equipment  or  facility  or  performs  any 
service  (except  trucking  service,  casual  serv- 
ice, and  the  casual  operation  of  equipment 
or  faculties)  In  connection  with  the  trans- 
portation of  passengers  or  property  by  rail- 
road, or  the  receipt,  delivery,  elevation, 
transfer  In  transit,  refrigeration  or  Icing, 
storage,  or  handling  of  property  transported 
by  railroad,  and  any  receiver,  trustee,  or  other 
individual  or  body.  Judicial  or  otherwise, 
when  In  the  possession  of  the  property  or 
operating  all  or  any  part  of  the  business  of 
any  such  employer:  Provided,  houeier.  That 
the  term  "employer"  shall  not  Include  any 
street,  Interurban,  or  suburban  electric  rall- 
way.'^nless  such  railway  Is  operating  as  a 
part  of  a  general  steam-railroad  system  of 
transportation,  but  shall  not  exclude  any 
part  of  the  general  steam -railroad  system  of 
transportation  now  or  hereafter  operated  by 
any  other  motive  power.  The  Interstate 
Commerce  Commission  Is  hereby  authorized 
and  directed  upon  request  of  the  Commis- 
sioner of  Internal  Revenue,  or  upon  com- 
plaint of  any  party  Interested,  to  determine 
after  hearing  whether  any  line  operated  by 
electric  power  falls  within  the  terms  of  this 
proviso.  The  term  "employer"  shall  also  in- 
clude   railroad    associations,    traflic    assocla- 
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tlons,  tariff  bureaus,  demurrage  bureaus, 
weighing  and  inspection  bureaus,  collection 
agencies  nad  other  associations,  bureaus, 
agencies,  or  organizations  controlled  and 
maintained  wholly  or  principally  by  two  or 
more  employers  as  hereinbefore  defined  and 
engaged  In  the  performance  of  services  In 
connection  with  or  Incidental  to  railroad 
transportation;  and  railway  labor  organiza- 
tions, national  In  scope,  which  have  been  or 
may  be  organized  in  accordance  with  the  pro- 
visions of  the  Railway  Labor  Act,  as  amended, 
and  their  State  and  National  legislative  com- 
mittees and  their  general  committees  and 
their  Insurance  departments  and  their  local 
lodges  and  divisions,  established  pursuant  to 
the  constitution  and  bylaws  of  fuch  organ- 
izations. The  term  "employer"  shall  not  in- 
clude any  company  by  reason  of  Its  being 
engaged  In  the  mining  of  coal,  the  supplying 
of  coal  to  an  employer  where  delivery  Is  not 
beyond  the  mine  tipple,  and  the  operation 
of  equipment  or  facilities  therefor,  or  In  any 
of  such  activities. 

(b)  Employee.     The     term    "employee" 
means  any  Individual  In  the  service  of  one 
or  more  employers  for  compensation:   Pro- 
vtded,  hoicever.  That  the   term  •employee" 
shall  Include  an  employee  of  a  local  lodge  cr 
division  defined  as  an  employer  In  subsec- 
tion (a)  only  If  he  was  In  the  service  of  or 
In  the  employment  relation  to  a  carrier  on  or 
after  August  19.  1935.     An  Individual  shall 
be  deemed  to  have  been  In  the  employment 
relation  to  a  carrier  on  August  29,  1935,  If 
(1)  he  was  on  that  date  on  leave  of  absence 
from  his  employment,  expressly  granted  to 
him  by  the  carrier  by  whom  he  was  employed, 
or   by   a  duly   authorized   representative   of 
such  carrier,  and  the  grant  of  such  leave  of 
absence   will  have   been   established  to   the 
satisfaction     of     the     Railroad     Retirement 
Board  before  July  1947;  or  (11)  he  was  In  the 
service  of   a  carrier   after  August   29,    1935. 
and  before  January  1946  In  each  of  six  calen- 
dar months,  whether  or  not  consecutive;  or 
(111)  before  August  29,  1935.  he  did  not  retire 
and  was  not  retired  or  discharged  from  the 
service  of  the  last  carrier  by  whom  he  was  em- 
ployed or  its  corporate  or  operating  succes- 
sor, but  (A)  solely  by  reason  of  his  physical 
or  mental  disability  he  ceased  before  August 
29,  1935,  to  be  in  the  service  of  such  carrier 
and  thereafter   remained  continuously  dis- 
abled until  he  attained  age  sixty-five  or  until 
August  1945,  or  (B)  solely  for  such  last  stated 
reason  a  carrier  by  whom  he  was  employed 
before  August  29.  1935,  or  a  carrier  who  is 
Its  successor  did  not  on  or  after  August  29, 
1935,  and  before  August  1945  call  him  to  re- 
turn to  service,  or  (C)    If  he  was  so  called 
he  was  solely  for  such  reason  unaHe  to  render 
service  In  six  calendar  months  as  provided 
In  clause  (ii>;  or  (Iv)  he  was  on  August  29, 
1935,  absent  from  the  service  of  a  carrier  by 
reason  of  a  dtschc^rge  which,  within  one  year 
after  the  effective  date  thereof,  was  pretested, 
to  an  appropriate  labor  representative  or  to 
the  carrier,  as  wrongful,  and  which  was  fol- 
lowed within  ten  years  of  the  effective  date 
thereof  by  his  reinstatement  In  good  faith 
to  his  former  seivice  with  all  his  seniority 
rights:   Provided.  That  an   individual  shall 
not  be  deemed  to  have  been  on  August  29, 
1935,  In  the  employment  relation  to  a  carrier 
if  before  that  date  he  was  granted  a  pension 
or  gratuity  on  the  basis  of  which  a  pension 
was  awarded  to  him  pursuant  to  section  6  of 
the  Railroad  Retirement  Act  of  1937,  or  If 
during  the  last  pay-roll  period  before  August 
29,  1935,  In  which  he  rendered  service  to  a 
carrier  he  was  not  in  the  service  of  an  em- 
ployer. In  accordance  with  subsection   (d), 
with  respect  to  any  service  In  such  pay-roll 
period,  or  If  he  could  have  been  In  the  em- 
ployment relation  to  an  employer  only  by 
reason  of  his  having  been,  either  before  or 
after  August  29.   1935,  In  the  service  of   a 
local  lodge  cr  division  defined  as  an  employer 
In  subsection  ( a ) . 

The  term  "employee"  Includes  an  officer  of 
an  employer. 
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The  term  "employee"  shall  not  Include 
any  Individual  while  such  Individual  Is  en- 
gaged In  the  physical  operations  consisting  of 
the  mining  of  coal,  the  preparation  of  coal, 
the  handling  (other  than  movement  by  rail 
with  standard  railroad  locomotives)  of  coal 
not  beyond  the  mine  tipple,  or  the  loading 
of  coal  at  the  tipple. 

(c)  Employee  Representative.  The  terra 
"employee  representative"  means  any  officer 
or  official  representative  of  a  railway  labor 
organization  other  than  a  labor  organization 
Included  In  the  term  "employer"  as  defined 
In  subsection  (a),  who  before  or  after  June 
29,  1937.  was  in  the  service  of  an  employer 
as  defined  In  subsection  (a)  and  who  Is  duly 
authorized  and  designated  to  represent  em- 
ployees In  accordance  with  the  Railway  Labor 
Act".  44  Stat.  577  (U.  S.  C.  Title  45.  c.  18),  as 
amended,  and  any  individual  who  is  regularly 
a.ssigned  to  or  regularly  employed  by  such 
officer  or  official  representative  In  connection 
with  the  duties  of  his  office. 

(d)  Service.    An  Individual  Is  In  the  serv- 
ice of  an   employer  whether   his  service   Is 
rendered  within  or  without  the  United  States 
If   (1)    he  is  subject  to -the  continuing  au- 
thority of  the  employer  to  supervise  and  di- 
rect the  manner  of  rendition  of  his  service, 
or  he  Is  rendering  professional  or  technical 
services  and  Is  Integrated  Into  the  staff  of 
the  employer,  or  he  Is  rendering,  on  the  prop- 
erty used  In  the  employer's  operations,  other 
personal  services  the  rendition  of  which  Is 
Integrated    Into    the    employer's    operations, 
and  (11)  he  renders  such  service  for  compen- 
sation :  Provided,  hoicever,  That  an  individual 
shall  be  deemed  to  be  in  the  service  of  an 
employer,  other  than  a  local  lodge  or  division 
or  a  general  committee  of  a  rallway-labor- 
organlzation   employer,   not  conducting  the 
principal  part  of  Its  business  In  the  United 
States  only  when  he  Is  rendering  service  to 
It  In  the  United  States;   and  an  Individual 
shall  be  deemed  to  be  In  the  service  of  such 
a  local  lodge  or  division  only  If  (1)   all.  or 
substantially  all,  the  Individuals  constituting 
Its    membership   are   employees   of   an   em- 
ployer conducting  the  principal  part  of  Its 
business  In  the  United  States;   or   (2)    the 
headquarters  of  such  local  lodge  or  division 
Is  located  In  the  United  States;  and  an  Indi- 
vidual shall  be  deemed  to  be  In  the  service 
of  such  a  general  committee  only  If  (1)   he 
Is  representing  a  local  lodge  or  division  de- 
scribed  In  clauses   (1)    or    (2)    Immediately 
above;   or   (2)    all,  or  substantially  all,  the 
Individuals  represented  by  It  are  employees 
of  an  employer  conducting  the  principal  part 
of  Its  business  In  the  United  States;  or  (3) 
he  acts  In  the  capacity  of  a  general  chairman 
or  an  assistant  general  chairman  of  a  general 
committee  which  represents  individuals  ren- 
dering service  In  the  United   States   to  an 
employer,  but  In  such  case  If  his  office  or 
headquarters   Is  not  located  In  the  United 
States   and   the   Individuals  represented    by 
such  general  committee  are  employees  of  an 
employer  not  conducting  the  principal  part 
of   Its  business   In  the  United   States,  only 
such    proportion    of    the    remuneration    for 
such  service  shall  be  regarded  as  compensa- 
tion as  the  proportion  which  the  mileage  in 
the  United  States  under  the  Jurisdiction  of 
such  general   committee   bears   to  the   tct.il 
mileage  under  Its  jurisdiction,  unless  such 
mileage   formula   is   inapplicable.   In    which 
case    such    other    formula    as    the   Railroad 
Retirement  Board  may  have  prescribed  pur- 
suant to  subsection  (c)   cf  section  1  of  the 
Railroad   Retirement   Act   of    1937   shall    be 
applicable,   and   if  the   application  of  such 
mileage  formula,  or  su^h  other  formula  as 
the  Board  m.iy  prescribe,  would  result  in  the 
compensation   of   the   individual   being   less 
than  10  per  centum  of  his  remuneration  for 
such  service  no  part  cf  s-ich  remuneration 
shall  be  regarded  as  compensation:  Provided 
further.  That  an  individual  not  a  citizen  or 
resident  of  the  United  States  shall  not  be 
deemed  to  be  In  the  service  of  an  employer 
when  rendering  service  outside  the  United 
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states  to  an  employer  who  Is  required  under 
the  laws  applicable  In  the  place  where  the 
service  Is  rendered  to  employ  therein,  in 
whole  or  In  part,  citizens  or  residents  thereof; 
and  the  laws  applicable  on  August  29,  1935, 
In  the  place  where  the  service  Is  rendered 
shall  be  deemed  to  have  been  applicable  ther« 
at  all  times  prior  to  that  date. 

(e)  Compensation.  The  term  "compen- 
sation" means  any  form  of  money  remunera- 
tion earned  by  an  individual  for  services 
rendered  as  an  employee  to  one  or  more  em- 
ployers, or  as  an  employee  representative,  in- 
cluding remuneration  paid  for  time  lost  as  an 
employee,  but  remuneration  paid  for  time 
lost  shall  be  deemed  earned  in  the  month  In 
which  such  time  Is  lost.  Such  term  does  not 
Include  tips,  or  the  voluntary  payment  by  an 
employer,  without  deduction 'from  the  re- 
muneration of  the  employee,  of  the  tax  Im- 
posed on  such  emplu/se  by  section  1500. 
Compensation  which  Is  earned  during  the 
period  for  which  the  Commissioner  shall  re- 
quire a  return  of  taxes  under  this  subchapter 
to  be  made  and  which  is  payable  during  the 
calendar  .month  following  such  period  shall 
be  deemed  to  have  been  paid  during  such 
period  only.  For  the  purpose  of  determining 
the  amount  of  taxes  under  sections  1500  and 
1520,  compensation  earned  in  the  service  of  a 
local  lodge  or  division  of  a  railway-labor- 
organlzatlon  employer  shall  be  disregarded 
with  resjiect  to  any  calendar  month  If  the 
amount  thereof  Is  less  than  $3  and  (1)  such 
compensation  Is  earned  before  April  1,  1940, 
and  the  taxes  thereon  "under  such  sections 
are  not  paid  before  July  1,  1940,  or  (2)  such 
compensation  Is  earned  after  March  31,  1940. 

A  payment  made  by  an  employer  to  an  In- 
dividual through  the  employer's  pay  roll  shall 
be  presumed,  In  the  absence  of  evidence  to 
the  contrary,  to  be  compensation  for  service 
rendered  by  such  individual  as  an  employee 
of  the  employer  in  the  period  with  respect  to 
which  the  payment  is  made.  An  employee 
shall  be  deemed  to  be  paid,  "for  time  lost" 
the  amount  he  is  paid  by  an  employer  with 
respect  to  an  Identifiable  period  of  absence 
from  the  active  service  of  the  employer.  In- 
cluding absence  on  account  of  personal  In- 
Jury,  and  the  amount  he  is  paid  by  the  em- 
ployer for  loss  of  earnings  resulting  from  his 
displacement  to  a  less  remunerative  position 
or  occupation.  If  a  payment  is  made  by  an 
employer  with  respect  to  a  personal  injury 
and  Includes  pay  for  time  lost,  the  total  pay- 
ment shall  be  deemed  to  be  paid  for  time  lost 
unless,  at  the  time  of  payment,  a  part  of  such 
payment  Is  specifically  apportioned  to  factors 
other  than  time  lost.  In  which  event  only 
such  part  of  the  payment  as  Is  not  so  appor- 
tioned shall  be  deemed  to  be  paid  for  time 
lost. 

(f)  United  States.  The  term  "United 
States"  when  used  in  a  geographical  sense 
means  the  States.  Alaska,  Hawaii,  and  the 
District  of  Columbia. 

(g)  Company.  The  term  "company"  in- 
cludes corporations,  associations,  and  Joint- 
stock  companies. 

( h )  Carriers.  The  term  "carrier"  means  an 
express  company,  sleeping-car  company,  or 
carrier  by  railroad,  subject  to  part  I  of  the 
Interstate  Commerce  Act. 

(I)  Person.  The  term  "person"  means  an 
individual,  a  partnership,  an  association,  a 
Joint-stock  company,  or  a  corporation.  (Sec. 
1532,  I.  R.  C,  as  amended  by  ^ec.  3,  Act  of 
June  11.  1940.  54  Stat.  264;  sec.  1,  Act  of 
Aug.  13,  1940,  54  Stat.  785;  sec.  27  (a).  Act 
of  Oct.  10.  1940.  54  Stat.  1101;  sec.  14.  Act 
Of  Apr.  8.  1942.  58  Stat.  209;  sees.  1.  3  (e). 
(f).  Act  of  July  31.  1946.  60  Stat.  722.724,  725) 

Section  3797  (a)   and  (b)  or  thi  Intxrnal 
REVENUE  Code 

DETINrriONS 

(a)  When  used  in  this  title  (Internal  Rev- 
enue Code)     •     •     • 

•  •  •  •  • 
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(2)  Partnership.  •  •  •  The  term  "part- 
nership" includes  a  syndicate,  group,  pool. 
Joint  venture,  or  other  unincorporated  or- 
ganization, through  or  by  means  of  which 
any  business,  financial  operation,  or  venture 
is  carried  on,  and  which  is  not,  within  the 
i-ieaning  of  this  title,  a  trust  or  estate  or  a 
corporation     •     •     •. 

(3)  Corporution.  The  term  "corporation" 
Includes  associations,  Joint-stock  companies, 
and  insurance  companies. 

•  •  •  •  « 

(10)  State.  The  word  "State"  shall  be 
construed  to  include  the  Territories  and  the 
District  of  Columbia,  where  such  construc- 
tion is  necessary  to  carry  out  provisions  of 
this  title. 

(11)  Secretary.  The  term  "Secretary" 
means  the  Secretary  of  the  Treasury. 

(12)  Commissioner.  The  term  "Commis- 
sioner" means  the  Commissioner  of  Internal 
Revenue. 

(13)  Collector.  The  term  "collector" 
means  collector  of  Internal  revenue. 

(14)  Taxpayer.  The  term  "taxpayer" 
means  any  person  subject  to  a  tax  Imposed 
by  this  title. 

•  •  •  •  • 

(b)  Includes  and  including.  The  terms 
"Includes"  and  "Including"  when  used  In  a 
definition  contained  in  this  title  shall  not  be 
deen^ed  to  exclude  other  things  otherwise 
within  the  meaning  of  the  term  defined. 

§  411.201  General  definitions  and  use 
of  terms.  As  used  in  the  regulations  in 
this  part: 

<a>  The  terms  defined  in  the  above 
provisions  of  law  shall  have  the  meanings 
so  assigned  to  them. 

<b)  "Railroad  Retirement  Tax  Act" 
means  subchapter  B  of  chapter  9  of  the 
Internal  Revenue  Code,  as  amended. 

(c)  "Internal  Revenue  Code"  means 
the  act  approved  February  10,  1939  (53 
Stat..  Part  1),  entitled  "An  act  to  con- 
solidate and  codify  the  internal  revenue 
laws  of  the  United  States",  as  amended. 

(d)  "Act"  means  the  Railroad  Retire- 
ment Tax  Act,  as  defined  in  this  section. 

(e)  "Carriers  Taxing  Act  of  1937" 
means  the  act  approved  June  29,  1937 
(50  Stat.  435  >,  as  amended. 

( f )  "Railway  Labor  Act"  means  the  act 
approved  May  20,  1926  <44  Stat.  577  >,  as 
amended. 

(g)  "Federal  Insurance  Contribu- 
tions ^"t"  means  subchapter  A  of  chap- 
ter 9  of  the  Internal  Revenue  Code,  as 
amended. 

(h)  "Social  Security  Act"  means  the 
act  approved  August  14,  1935  (49  Stat. 
620 >,  as  amended. 

(i)  "Railroad  Retirement  Act  of  1937" 
means  the  act  approved  June  24, 1937  (50 
Stat.  307),  as  amended. 

(j»  "Tax"  means  the  employers'  tax, 
the  employees'  tax,  or  the  employee  rep- 
resentatives' tax,  as  respectively  defined 
In  this  .section,  or  both  the  employers' 
tax  and  the  ^'mployees'  tax. 

(k)  "Employers'  tax"  means  the  tax 
imposed  by  section  1520  of  the  act  with 
respect  to  compensation  paid  after  Dec- 
ember 31, 1948,  for  services  rendered  after 
December  31,  1946,  except  that  (1)  such 
term  when  used  in  Subparts  P  and  I 
means  the  tax  imposed  by  section  1520 
of  the  act  in  force  after  December  31, 
1946,  with  respect  to  compensation  paid 
after  December  31.  1948,  for  services 
rendered  after  December  31,  1936.  and 
(2)  such  term  when  used  in  Subparts  Q 
and  H  means  the  tax  Imposed  by  section 
1520  of  the  act  in  force  before,  on,  or 


after  January  1,  1947,  with  respect  to 
compen.sation  paid  after  March  31,  1939, 
for  services  rendered  after  December  31. 
1936,  or  the  tax  imposed  by  section  3  of 
the  Carriers  Taxing  Act  of  1937  with  re- 
spect to  compensation  paid  before  April 
1,  1939.  for  services  rendered  after 
December  31.  1936. 

(1)  "Employees'  tax"  means  the  tax 
imposed  by  section  1500  of  the  act  with 
respect  to  compensation  paid  after  De- 
cember 31.  1948.  for  services  rendered 
after  IJecember  31,  1946.  except  that  (1) 
such  term  when  used  in  subparts  F  and 
I  means  the  tax  imposed  by  section  1500 
of  the  act  in  force  after  December  31. 
1946,  with  respect  to  compensation  paid 
after  December  31, 1948.  for  services  ren- 
dered after  December  31,  1946,  or  the  tax 
imposed  by  section  1500  of  the  act  in 
force  before  January  1. 1947,  with  respect 
to  compensation  paid  after  December  31, 
1948,  for  services  rendered  after  March 
31,  1939,  and  before  January  1,  1947.  or 
the  tax  imposed  by  section  2  of  the  Car- 
riers Taxing  Act  of  1937  with  respect  to 
compensation  paid  after  December  31, 
1948,  for  services  rendered  aftsr  Decem- 
ber 31,  1936.  and  before  April  1.  1939. 
and  (2)  such  term  when  used  in  Sub- 
parts G  and  H  means  the  tax  imposed  by 
section  1500  of  the  act  in  force  before, 
on,  or  after  January  1,  1947,  With  respect 
to  compen.sation  for  services  rendered 
after  March  31,  1939.  or  the  tax  imposed 
by  section  2  of  the  Carriers  Taxing  Act 
of  1937  with  respect  to  compensation  for 
services  rendered  after  December  31, 
1936,  and  before  April  1,  1939. 

(m)  "Employee  representatives'  tax" 
means  the  tax  imposed  by  section  1510 
of  the  act  with  respect  to  compensation 
paid  after  December  31,  1948,  for  services 
rendered  after  December  31.  1946,  except 
that  such  term  when  used  in  Subpart  H 
means  the  tax  imposed  by  section  1510  of 
the  act  in  force  before,  on,  or  after  Janu- 
ary 1.  1947,  with  respect  to  compensation 
for  services  rendered  after  March  31. 
1939.  or  the  tax  imposed  by  section  5  of 
the  Carriers  Taxing  Act  of  1937  with 
respect  to  compensation  for  services  ren- 
dered after  December  31, 1936,  and  before 
April  1.  1939. 

(n)  "Employee  organization"  means  a 
railway  labor  organization  which  Is  not 
included  as  an  employer  under  section 
1532  (a>  of  the  act. 

<o)  "Regulations  100"  means  the  reg- 
ulations approved  October  12,  1937  (26 
CFR,  Part  410>,  as  amended,  relating  to 
the  employers'  tax,  employees'  tax,  and 
employee  representatives'  tax  under  the 
Carriers  Taxing  Act  of  1937,  and  such 
regulations  as  made  applicable  to  sub- 
chapter B  of  chapter  9  and  other  provi- 
sions of  the  Internal  Revenue  Code  by 
Trea.sury  Decision  4885,  approved  Febru- 
ary 11,  1939  (26  CFR.  Cum.  Supp.,  p. 
5876).  together  with  any  amendments  to 
such  regulations  as  .so  made  applicable  to 
the  Internal  Revenue  Code. 

(p)  "Railroad  Retirement  Board" 
means  the  board  established  pursuant  to 
section  10  of  the  Railroad  Retirement 
Act  of  1937. 

(q)  The  cross-references  in  the  regu- 
lations In  this  part  to  other  portions  of 
the  regulations,  when  the  word  ".see"  is 
u.sed,  are  made  only  for  convenience,  and 
shall  be  given  no  legal  effect. 


Thursday,  January  6, 1949 

Section  1532  (a)   or  the  Acr 

EMPLOYEK 

The  term   "employer"  means  any  carrier 
(as  defined  In  sulKectlon  (h)  of  this  section) , 
and  any  company  which  ia  directly  or  indi- 
rectly owned  cm*  controlled  by  one  or  more 
such  carriers  or  under  common  control  there- 
with, and  which  operates  any  equipment  or 
facility    or    performs    any    service     (except 
trucking    service,    casual    service,    and    the 
casual  operation  of  equipment  or  facilities) 
in   connection    with    the    transportation    of 
passengers   or   property   by   railroad,   or   the 
receipt,  delivery,  elevation,  transfer  in  transit, 
refrigeration  or  icing,  storage,  or  handling  of 
property   transported   by  railroad,  and  any 
receiver,  trustee,  or  other  Individual  or  body. 
Judicial  or  otherwise,  when  in  the  possession 
of  the  property  or  operating  all  or  any  part 
of  the  business  of  any  such  employer:  Pro- 
vided, houevcr.  That  the   term  "employer" 
shall  not  Include  any  street,  interurban,  or 
suburban  electric  railway,  unless  such  raU- 
way  Is  operating  as  a  part  of  a  general  steam- 
railroad  system  of  transportation,  but  shall 
not  exclude  any  part  of  the  general  steam- 
railroad    system    of    transportation    now    or 
hereafter    operated    by    any    other    motive 
power.     The  Interstate  Commerce  Commis- 
sion is  hereby  authorized  and  directed  upon 
request  of  the  Commissioner  of  Internal  Rev- 
enue, or  upon  complaint  of  any  party  Inter- 
ested, to  determine   after  hearing   whether 
any  line  operated  by  electric  power  falls  with- 
in the  terms  of  this  proviso.    The  term  "em- 
ployer" shall  also  include  railroad  associa- 
tions, traCDc  associations,  tariff  bureaus,  de- 
murrage bxireaus,  weighing  and  inspection 
bureaus,  collection  agencies  and  other  asso- 
ciations, bureaus,  agencies  or  organizations 
controlled  and  maintained  wholly  or  prin- 
cipally by  two  or  more  employers  as  here- 
inbefore  defined   and   engaged    in    the   per- 
formance   of    services    in    connection    with 
or    Incidental    to    railro'ad   transportation; 
and    railway    labor    organizations,    national 
In  scope,  which  have  been  or  may  be  or- 
ganized in   accordance  with  the  provisions 
of  the  Railway  Lat>or  Act,  as  amended,  and 
their    State    and    National    legislative    com- 
mittees  and   their  general   committees   and 
their  insurance  departments  and  their  local 
lodges  and  dlvlsioixs,  established  pursuant  to 
the  constitution  and  bylaws  of  such  organiza- 
tions.    The  term  "employer"  shall  not  in- 
clude any  company  by  reason  of  its  being 
engaged  In  the  mining  of  coal,  the  supplying 
of  coal  to  an  employer  where  delivery  is  not 
beyond  the  mine  tipple,  and  the  operation 
of  equipment  or  facilities  therefor,  or  In  any 
of  such  actlvUles.     (Sec.  1532   (a).  I.  R.  C, 
as  amended  by  sec.  1.  Act  of  Aug.  13,  1940, 
64  Stat.  785) 

Section  1532  (h)  or  the  Act 

CARKIZS 

The  term  "carrier"  means  an  express  com- 
pany, sleeping-car  company,  or  carrier  by 
railroad,  subject  to  part  I  of  the  Interstate 
Commerce  Act. 

§  411.202  Wfio  are  employers.  Each 
of  the  following  persons  is  an  employer 
within  the  meaning  of  the  act : 

(a)  Any  carrier,  that  is,  any  express 
company,  sleeping-car  company,  or  car- 
rier by  railroad,  subject  to  part  I  of  the 
Interstate  Commerce  Act; 

(b)  Any  company: 

(1)  Which  is  directly  or  Indirectly 
owned  or  controlled  by  one  or  more  em- 
ployers as  defined  in  paragraph  (a)  of 
this  section,  or  under  common  control 
therewith,  and 

(2)  Which  operate-  any  equipment  or 
facility  or  iserforms  any  service  (except 
trucking  service,  casual  service,  and  the 
casual  operation  of  equipment  or  facili- 
ties) In  connection  with: 
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(1)  The  transjjortation  of  passengers 
or  property  by  railroad,  or 

(ii)  The  receipt,  delivery,  elevation, 
transfer  in  transit,  refrigeration  or  icing, 
storage,  or  handling  of  property  trans- 
ported by  railroad; 

(c)  Any  receiver,  trustee,  or  other  in- 
dividual or  body,  judicial  or  otherwise, 
when  In  the  possession  of  the  property  or 
operating  all  or  any  part  of  the  business 
of  any  employer  as  defined  in  paragraph 
(a)  or  (b)  of  this  section; 

(d)  Any  railroad  association,  traflBc 
association,  tariff  bureau,  demurrage 
bureau,  weighing  and  inspection  bureau, 
collection  agency,  and  any  other  associa- 
tion, bureau,  agency,  or  organization 
controlled  and  maintained  wholly  or 
principally  by  two  or  more  employers  as 
defined  in  paragraph  (a),  (b),  or  (c)  of 
this  section  and  engaged  in  the  perform- 
ance of  services  in  connection  with  or  in- 
cidental to  railroad  transportation; 

(e)  Any  railway  labor  organization, 
national  in  scope,  which  has  been  or  may 
be  organized  in  accordance  with  the  pro- 
visions of  the  Railway  Labor  Act ;  and 

(f )  Any  subordinate  unit  of  a  national 
railway  -  labor  -  organization  employer, 
that  is,  any  State  or  National  legislative 
committee,  general  committee,  insurance 
department,  or  local  lodge  or  division,  of 
an  employer  as  defined  in  paragraph  (e) 
of  this  section,  established  pursuant  to 
the  constitution  and  bylaws  of  such  em- 
ployer. 

As  used  in  paragraph  (b)  of  this  sec- 
tion, the  term  "controlled"  includes  direct 
or  indirect  control,  whether  legally  en- 
forceable and  however  exercisable  or  ex- 
ercised. The  control  may  be  by  means 
of  stock  ownership,  or  by  agreements, 
licenses,  or  any  other  devices  which  in- 
sure that  the  operation  of  the  company  is 
in  the  interests  of  one  or  more  carriers. 
It  is  the  reality  of  the  control,  however, 
which  Is  decisive,  not  its  form  nor  the 
mode  of  its  exercise. 

The  term  "employer"  does  not  Include 
any  street,  interurban,  or  suburban  elec- 
tric railway,  unless  such  railway  is  oper- 
ating as  a  part  of  a  general  steam-rail- 
road system  of  transportation,  but  shall 
not  exclude  any  part  of  the  general 
steam-railroad  system  of  transportation 
which  is  operated  by  any  other  motive 
power. 

The  term  "employer"  does  not  Include 
any  company  by  reason  of  its  being  en- 
gaged in  the  mining  of  coal,  the  supply- 
ing of  coal  to  an  employer  where  delivery 
is  not  beyond  the  mine  tipple,  and  the 
operation  of  equipment  or  facilities  for 
such  mining  or  supplying  of  coal,  or  in 
any  of  such  activities. 

Section  J 532  (b)   of  the  Act 
emplotek 

The  term  "employee"  means  any  individual 
In  the  service  of  one  or  more  employers  for 
compensation:  Provide,  however.  That  the 
term  "employee"  shall  Include  an  employee 
of  a  local  lodge  or  division  defined  as  an 
employer  in  subsection  (a)  only  if  he  was  in 
the  service  of  or  In  the  employment  relation 
to  a  carrier  on  or  after  August  29,  1935.  An 
Individual  shall  be  deemed  to  have  Ijeen  in 
the  employment  relation  to  a  carrier  on  Au- 
gust 29.  1935,  if  (1)  he  was  on  that  date  on 
leave  of  absence  from  his  employment,  ex- 
pressly granted  to  him  by  the  carrier  by  whom 
he  was  employed,  or  by  a  duly  authorized 
representative  of  such  carrier,  and  the  grant 
of  such  leave  of  absence  wUl  have  been  estab- 
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fished  to  the  satisfaction  of  the  Railroad  Re- 
tirement Board  before  July  1947;  or  (11)   he 
was  in  the  service  of  a  carrier  after  August 
29.  1935,  and  before  January  1946  in  each  of 
six  calendar  months,  whether  or  not  consec- 
utive; or  (iU)  before  August  29,  1935,  he  did 
not  retire  and  was  not  retired  or  discharged 
from  the  service  of  the  last  carrier  by  whom 
he  was  employed  or  its  corporate  or  operat- 
ing successor,  but  (A)  solely  by  reason  of  his 
physical  or  mental  dlsabUlty  he  ceased  before 
August  29,  1935,  to  be  in  the  service  of  such 
carrier  and  thereafter  remained  continuously 
disabled  untU  he  attained  age  sixty-five  or 
until  August  1945,  or  (B)  solely  for  such  last 
stated  reason  a  carrier  by  whom  he  was  em- 
ploj'ed  t)efore  August  29,  1935,  or  a  carrier 
who  is  its  successor  did  not  on  or  after  August 
29.  1935,  and  before  August  194S  call  him  to 
return  to  service,  or  (C)   if  he  was  so  called 
he  was  solely  for  such  reason  unable  to  ren- 
der service  in  six  calendar  months  as  pro- 
vided in  clause  (11) ;  or  (iv)  he  was  on  August 
29,  1935,  absent  from  the  service  of  a  carrier 
by  reason  of  a  discharge  which,  within  one 
year  after  the  effective  date  thereof,  was  pro- 
tested, to  an  appropriate  labor  representative 
or  to  the  carrier,  as  wrongful,  and  which  was 
followed  within  ten  years  of  the  effective  date 
thereof  by  his  reinstatement  in  good  faith  to 
his    former    service    with    all    his    seniority 
rights:    Provided,  That   an   individual   shall 
not  be  deemed  to  have  been  on  August  29, 
1935,  in  the  employment  relation  to  a  carrier 
If  before  that  date  he  was  granted  a  pension 
or  gratuity  on  the  basis  of  which  a  pension 
was  awarded  to  him  pursuant  to  section  6  of 
the  Railroad  Retirement  Act  of   1937,  or  if 
during  the  last  pay-roll  period  before  August 
29.  1935,  in  which  he  rendered  service  to  a 
carrier  he  was  not  in  the  service  of  an  em- 
ployer, in  accordance  with   subsection    (d), 
with  respect  to  any  service  In  such  pay-roll 
period,  or  if  he  could  have  been  in  the  em- 
ployment relation   to  an  employer  only   by 
reason  of  his  having  been,  either  before  or 
after   August  29,   1935,   In   the   service   of   a 
local  lodge  or  division  defined  as  an  employer 
in  subsection  (a). 

The  term  "employee"  includes  an  oflScer  of 
an  employer. 

The  term  "employee"  shall  not  include  any 
individual  while  such  Individual  is  engaged 
in  the  physical  operations  consisting  of  the 
mining  of  coal,  the  preparation  of  coal,  the 
handling  (other  than  movement  by  rail  with 
standard  railroad  locomotives)  of  coal  not 
beyond  the  mine  tipple,  or  the  loading  of  coal 
at  the  tipple.  (Sec.  1532  (b).  I.  R.  C.  as 
amended  by  sec.  3  (e).  Act  of  July  31,  1946. 
eoSUt.  724) 

Section  1532  (d)  of  the  Act 

SEHVICE 

An  individual  is  in  the  service  of  an  em- 
ployer whether  his  service  Is  rendered  with- 
in or  without  the  United  States  If  (I)  he  Is 
subject  to  the  continuing  authority  of  the 
employer  to  supervise  and  direct  the  manner 
of  rendition  of  his  service,  or  he  is  rendering 
professional  or  technical  services  and  is  in- 
tegrated into  the  staff  of  the  employer,  or 
he  is  rendering,  on  the  property  used  in  the 
employer's  operations,  other  personal  serv- 
ices the  rendition  of  which  is  integrated  Into 
the  employer's  operations,  and  (ii)  he  ren- 
ders such  service  for  compensation:  Provided, 
hoKeter,  That  an  Individual  shall  be  deemed 
to  be  In  the  service  of  an  employer,  other 
than  a  local  lodge  or  division  or  a  general 
committee  of  a  rallway-labor-organization 
employer,  not  conducting  the  principal  part 
of  Its  business  in  the  tJnited  States  only 
when  he  is  rendering  service  to  it  in  the 
United  States;  and  an  Individual  shall  be 
deemed  to  be  in  the  service  of  such  a  local 
lodg-  or  division  only  if  (1)  all,  or  substan- 
tially all,  the  individuals  constituting  its 
membership  are  employees  of  an  employer 
conducting  the  principal  part  of  its  busi- 
ness in  the  United  States;  or  (2)   the  head- 
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quarters  of  such  local  lodge  or  division   1» 
located   In   the  United   States;    and   an   in- 
dividual shall  be  deemed  to  be  In  the  service 
of  such  a  general  committee  only  U  (1)   he 
Is  representing  a  local  lodge  or  division  de- 
scribed  In  clauses    (1)    or    (2)    Immediately 
above;   or   (2)    all.  or  substantially  all,  the 
Individuals  represented  by  It  are  employees 
of  an  employer  conducting  the  principal  part 
of  Its  business  In  the  United  States:  or  (3) 
he  acts  In  the  capacity  of  a  general  chairman 
or  an  assistant  general  chairman  of  a  gen- 
eral committee  which  represents  Individuals 
rendering  service  In  the  United  States  to  an 
employer,  but  In  such  case  If  his  office  or 
headquarters  Is  not  located  in  the  United 
States  and   the   Individuals  represented   by 
such  general  committee  are  employees  of  an 
employer  not  conducting  the  principal  part 
of   Us  business   In  the  United  States,  only 
such  proportion  of  the  remuneration  for  such 
service  shall  be  regarded  as  compensation  as 
the   proportion    which   the    mileage    in   the 
United  States  under  the  Jurisdiction  of  such 
general  committee  bears  to  the  total  mileage 
under  Its  jurisdiction,  unless  such  mileage 
formula  Is  Inapplicable.  In  which  case  such 
other  formula  as  the   Railroad  Retirement 
Board  may  have  prescribed  pursuant  to  sub- 
section (c)  of  section  1  of  the  Railroad  Re- 
tirement Act  of  1937  shall  be  applicable,  and 
If  the  application  of  such  mileage  formula, 
or  such  other   formula   as   the  Board   may 
prescribe,  would  result  In  the  compensation 
of    the    individual    being   less   than    10   per 
centum  of  his  remuneration  for  such  service 
no  part  of  such  remuneration  shall  be  re- 
garded as  compensation:   Provided  further, 
That  an  Individual  not  a  clflze'n  or  resident 
of  the  United  States  shall  not  be  deemed  to 
be  in  the  service  of  an  employer  when  ren- 
dering service  outside  the  United  States  to 
an  employer  who  is  required  under  the  laws 
applicable  in  the  place  where  the  service  Is 
rendered  to  employ  therein.  In  whole  or  In 
part,  citizens  or  residents  thereof;   and  the 
laws  applicable  on  August  29,   1935,  la  Ibe 
place  where  the  service  is  rendered  shall  be 
deemed  to  have  been  applicable  there  at  all 
times  prior   to  that  date.      (Sec.   1532    (d). 

I.  R.  C.  as  amended  by  sec.  3,  Act  of  June 

II,  1940.  54  Stat.  264;  sec.  14.  Act  of  Apr.  8. 
1942.  56  Stat.  209;  sec.  1,  Act  of  July  31.  1946, 
60  Stat.  722) 

Section  1532  (h)  or  the  Act 

C.\RRirR 

The  term  "carrier"  means  an  express  com- 
pany. Sleeping-car  company,  or  carrier  by 
railroad,  subject  to  part  I  of  the  Interstate 
Commerce  Act. 

§  411.203  Who  are  employees— (a.)  In 
general.  Within  the  meaning  of  the  act, 
any  individual  is  an  employee  if  he  is  in 
the  service  of  one  or  more  employers  (as 
defined  in  section  1532  (a) )  for  compen- 
sation. An  individual  is  in  the  service  of 
an  employer,  with  respect  to  services  ren- 
dered for  compen.<;ation.  if: 

(1>  He  is  subject  to  the  continuing 
authority  of  the  employer  to  supervise 
and  direct  the  manner  in  which  he  ren- 
ders such  services;  or 

(2)  He  is  rendering  profes.<;ional  or 
technical  services  and  is  integrated  into 
the  staff  of  the  employer;  or 

(3)  He  is  rendering,  on  the  property 
used  in  the  employer's  operations,  other 
personal  services  the  rendition  of  which 
is  integrated  into  the  employer's  opera- 
tions. 

In  order  that  an  Individual  may  be  in 
the  service  of  an  employer  within  the 
meaning  of  subparagraph  (1)  of  this 
paragraph,  it  is  not  necessary  that  the 
employer  actually  direct  or  control  the 


manner  In  which  the  services  are  ren- 
dered; it  is  sufQcient  if  the  employer  has 
the  right  to  do  so.  The  right  of  an  em- 
ployer to  discharge  an  Individual  is  also 
an  important  factor  indicating  that  the 
individual  Is  subject  to  the  continuing 
authority  of  the  employer  to  supervise 
and  direct  the  manner  of  rendition  of  the 
services.  Other  factors  indicating  that 
an  individual  is  subject  to  the  continuing 
authority  of  the  employer  to  supervise 
and  direct  the  manner  of  rendition  of 
the  services  are  the  furnishing  of  tools 
and  the  furnishing  of  a  place  to  work  by 
the  employer  to  the  individual  who  ren- 
ders the  services. 

In  general,  if  an  Individual  is  subject 
to  the  control  or  direction  of  an  employer 
merely  as  to  the  result  to  be  accom- 
plished by  the  work  and  not  as  to  the 
means  and  methods  for  accomplishing 
the  result,  he  is  an  independent  con- 
tractor. An  individual  performing  serv- 
ices as  an  independent  contractor  is  not, 
as  to  such  services,  in  the  service  of  an 
employer  within  the  meaning  of  sub- 
paragraph (1)  of  this  paragraph.  How- 
ever, an  individual  performing  services 
as  an  independent  contractor  may  be,  as 
to  such  services,  in  the  service  of  an 
employer  within  the  meaning  of  sub- 
paragraph (2)  or  (3>  of  this  paragraph. 
Whether  or  not  an  individual  is  an 
employee  will  be  determined  upon  an 
examination  of  the  particular  facts  of 
the  case. 

If  an  individual  is  an  employee,  it  is 
of  no  consequence  that  he  is  designated 
as  a  partner,  coadventurer,  agent,  inde- 
pendent contractor,  or  otherwise,  or  that 
he  performs  services  on  a  part-time  basis. 
The  age  of  the  individual,  or  the  meas- 
urement, method,  or  designation  of  the 
remuneration,  is  immaterial,  if  he  is  in 
fact  an  employee. 

The  act  makes  no  distinction  between 
classes  or  grades  of  employees.  Thus, 
superintendents,  managers,  and  other 
superior  employees  are  employees  within 
the  meaning  of  the  act.  An  ofiBcer  of  an 
employer  is  an  employee,  but  a  director 
as  such  is  not.  A  director  may  be  an 
employee,  however,  if  he  performs  serv- 
ices other  than  those  required  by  at- 
tendance at  and  participation  in  meet- 
ings of  the  board  of  directors. 

In  determining  whether  an  individual 
is  an  employee  with  respect  to  services 
rendered  within  the  United  States,  the 
citizenship  or  residence  of  the  individual, 
or  the  place  where  the  contract  of  service 
was  entered  into,  is  immaterial. 

If  an  individual  performs  services  for 
an  employer  (other  than  a  local  lodge 
or  division  or  a  general  committee  of  a 
railway-1  a  b  o  r-organization  employer ) 
which  does  not  conduct  the  principal  part 
of  its  business  within  the  United  States, 
such  individual  shall  be  deemed  to  be  in 
the  service  of  such  employer  only  to  the 
extent  that  he  performs  services  for  it  in 
the  United  States.  Thus,  with  respect 
to  services  rendered  for  such  employer 
outside  the  United  States,  such  individual 
is  not  in  the  service  of  an  employer. 

If  an  individual  performs  services  for 
an  employer  (other  than  a  local  lodge  or 
division  or  a  general  committee  of  a  rail- 
way-labor-organization employer)  which 
conducts  the  principal  part  of  its  busi- 
ness within  the  United  States,  he  is  in 


the  service  of  such  employer  whether  his 
services  are  rendered  within  or  without 
the  United  States.  In  the  case  of  an 
individual,  not  a  citizen  or  resident  of 
the  United  States,  rendering  services  in 
a  place  outside  the  United  States  to  an 
employer  which  is  required  under  the 
laws  applicable  In  such  place  to  employ, 
in  whole  or  in  part,  citizens  or  residents 
thereof,  such  individual  shall  not  be 
deemed  to  be  in  the  service  of  an  em- 
ployer with  respect  to  services  so  ren- 
dered. 

The  term  "employee"  does  not  include 
any  individual  while  he  is  engaged  in  the 
physical  operations  consisting  of  the 
mining  of  coal,  the  preparation  of  coal, 
the  handling  (other  than  movement  by 
rail  with  standard  railroad  locomotives) 
of  coal  not  beyond  the  mine  tipple,  or 
the  loading  of  coal  at  the  tipple. 

(b)  Employees  of  local  lodqes  or  divi- 
sions of  railway -labor -organization  em- 
ployers. (1)  An  individual  is  in  the 
service  of  a  local  lodge  or  division  of  a 
railway-labor-organization  employer 
(see  5  411.202  (f ) )  only  if : 

(i)  All,  or  substantially  all,  the 
Individuals  constituting  the  membership 
of  such  local  lodge  or  division  are  em- 
ployees of  an  employer  conducting  the 
principal  part  of  its  business  in  the 
United  States:  or  • 

(ii)  The  headquarters  of  such  local 
lodge  01  division  is  located  in  the  United 
States. 

(2)  An  individual  in  the  .service  of  a 
local  lodge  or  division  Is  not  an  employee 
within  the  meaning  of  the  act  unless  he 
was,  on  or  after  August  29.  1935.  in  the 
service  of  a  carrier  (see  paragraph  (a)  of 
this  section)  or  he  was,  on  August  29, 
1935,  in  the  "employment  relation"  to  a 
carrier. 

An  individual  shall  be  deemed  to  have 
been  in  the  employment  relation  to  a 
carrier  on  August  29.  1935.  if  (i)  he  was 
on  that  date  on  leave  of  absence  from  his 
employment,  expressly  granted  to  him 
by  the  carrier  by  whom  he  was  employed, 
or  by  a  duly  authorized  representative 
of  such  carrier,  and  the  grant  of  such 
leave  of  absence  will  have  been  estab- 
lished to  the  satisfaction  of  the  Railroad 
Retirement  Board  before  July  1947;  or 
(ii)  he  was  in  the  service  of  a  carrier 
after  August  29.  1935,  and  before  Janu- 
ary 1946  In  each  of  six  calendar  months, 
whether  or  not  consecutive;  or  (ill)  be- 
fore August  29,  1935,  he  did  not  retire 
and  was  not  retired  or  discharged  from 
the  service  of  the  last  carrier  by  whom 
he  was  employed  or  its  corporate  or 
operating  successor,  but  (a)  solely  by 
reason  of  his  physical  or  mental  dis- 
ability he  ceased  before  August  29,  1935. 
to  be  in  the  service  of  such  carrier  and 
thereafter  remained  continuously  dis- 
abled until  he  attained  age  sixty-five  or 
until  August  1945.  or  (b)  solely  for  such 
last  stated  reason  a  carrier  by  whom  he 
was  employed  before  August  29.  1935, 
or  a  carrier  who  is  its  sucessor  did  not 
on  or  after  August  29,  1935,  and  before 
August  1945  call  him  to  return  to  service, 
or  (c)  if  he  was  so  called  he  was  solely 
for  such  reason  unable  to  render  service 
in  six  calendar  months  as  provided  in 
subdivision  (Ii);  or  (iv)  he  was  on  Aug- 
ust 29,  1935,  absent  from  the  service  of 
a  carrier  by  reason  of  a  discharge  which. 
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Thursday,  January  6, 1949 

within  one  year  after  the  effective  date 
thereof,  was  protested,  to  an  appropriate 
labor  representative  or  to  the  carrier,  as 
wrongful,  and  which  was  followed  within 
10  years  of  the  effective  date  thereof  by 
his  reinstatement  in  good  faith  to  his 
former  service  with  all  his  seniority 
rights.  However,  an  individual  shall  not 
be  deemed  to  have  been  in  the  employ- 
ment relation  to  a  carrier  on  August  29. 
1935.  if  before  that  date  he  was  granted  a 
pension  or  gratuity  on  the  basis  of  which 
a  pension  was  awarded  to  him  pursuant 
to  section  6  of  the  Railroad  Retirement 
Act  of  1937,  or  if  during  the  last  pay-roll 
period  before  August  29,  1935,  in  which 
he  rendered  service  to  a  carrier  he  was 
not,  with  respect  to  any  service  in  such 
pay-roll  period,  in  the  service  of  an  em- 
ployer (see  paragraph  (a)  of  this  sec- 
tion ) . 

•  For  definition  of  carrier,  see  §  411.202 
(a)). 

(c)  Employees  of  general  committees 
of  railway-labor-organization  employers. 
An  individual  is  in.the  service  of  a  general 
committee  of  a  rjiilway-labor-organlza- 
tion  employer  (see  §  411.202  (f)  )  only  if: 
(1)  He  is  representing  a  local  lodge  or 
division  described  in  paragraph  (b)  (1) 
of  this  section;  or 

(2»  All,  or  substantially  all,  the  in- 
dividuals represented  by  such  general 
committee  are  employees  of  an  employer 
conducting  the  principal  part  of  its  busi- 
ness in  the  United  States;  or 

(3>  He  acts  in  the  capacity  of  a  general 
chairman  or  an  assistant  general  chair- 
man of  a  general  committee  which  rep- 
resents individuals  rendering  service  in 
the  United  States  to  an  employer.    In 
such  case,  if  his  office  or  headquarters  is 
not  located  ia  the  United  States  and  the 
Individuals  represented  by  such  general 
committee  are  employees  of  an  employer 
not  conducting  the  principal  part  of  its 
business  in  the  United  States,  only  a  part 
of  his  remuneration  for  .such  service  shall 
be  regarded  as  compensation.    The  part 
of  his  remuneration  regarded  as  com- 
pensation shall  be  in  the  same  propor- 
tion to  his  total  remuneration  as  the 
mileage  in  the  United  States  under  the 
Jurisdiction  of  such  general  committee 
bears  to  the  total  mileage  imdcr  its  ju- 
risdiction, unless  such  mileage  formula 
is  inapplicable,  in  which  case  such  other 
formula    as    the    Railroad    Retirement 
Board  may  have  prescribed  pursuant  to 
section  1  (c)  of  the  Railroad  RAirement 
Act  of  1937  shall  be  applicable.    However, 
no  part  of  his  remuneration  for  such 
service  shall  be  regarded  as  compensation 
if  the  application  of  such  mileage  for- 
mula, or  such  other  formula  as  the  Rail- 
road Retirement  Board  may  have  pre- 
scribed, would  result  in  his  compensation 
for  the  service  being  less  than  10  percent 
of  his  remuneration  for  such  service. 

Section  1532  (c)  of  the  Act 

EMPLOTEES   REPRESENTATIVE 

The  term  "employee  representative"  means 
any  oflttccr  or  cflBclal  representative  of  a  rail- 
way labor  organization  other  than  a  labor 
organization  included  In  the  term  "employ- 
er" as  defined  In  subsection  (a),  who 
before  or  after  June  29.  1937.  was  in  the  serv- 
ice of  an  employer  as  defmed  in  subsection 
(a)  and  who  Is  duly  authorized  and  desig- 
nated to  represent  employees  in  accordance 
with   the  RaUway  Labor  Act.  44  Stat.   677 
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(U.  8.  C  Title  45.  c.  18),  as  amended,  and 
any  Individual  who  Is  regularly  assigned  to 
or  regularly  employed  by  such  ofBoer  or  official 
representative  In  connection  with  the  duties 
of  his  office. 

§  411.204  Who  are  employee  represen- 
tatives. An  employee  representative 
within  the  meaning  of  the  act  Is: 

(a)  Any  officer  or  ofiBcial  representa- 
tive of  a  railway  labor  organization  which 
is  not  Included  as  an  employer  imder 
section  1532  (a)  of  the  act  who: 

(1)  Was  in  the  service  of  an  employer 
either  before  or  after  June  29,  1937,  and 

(2)  Is  duly  authorized  and  designated 
to  represent  employees  in  accordance 
with  the  Railway  Labor  Act. 

(For  railway  labor  organizations  which 
are  employers  under  section  1532  (a)  of 
the  act,  see  §411.202  (e)   and  (f).) 

(b)  Any  individual  who  is  regularly 
assigned  to  or  regularly  employed  by  an 
employee  representative  as  defined  in 
paragraph  (ai  of  this  section,  in  con- 
nection with  the  duties  of  such  employee 
representative's  office. 

In  determining  whether  an  Individual 
Is  an  employee  representative,  his  citizen- 
ship or  residence  is  material  only  insofar 
as  thc-^c  factors  may  affect  the  deter- 
mination of  whether  he  was  "in  the  .serv- 
ice of  an  employer"  (see  §  411.203  (a)). 
The  age  of  the  individual  is  immaterial. 

SECTION   1532    (e)    OF  THE  ACT 
COMPENSATION 

The  term  "compensation"  means  any  form 
of  money  remuneration  earned  by  an  in- 
dividual for  services  rendered  as  an  employee 
to  one  or  more  employers,  or  as  an  employee 
representative,  including  remuneration  paid 
for  time  lost  as  an  employee,  but  remunera- 
tion paid  for  time  lost  shall  be  deemed 
earned  in  the  month  in  which  such  time  Is 
lost.  Such  term  does  not  include  tips,  or  the 
voluntary  payment  by  an  employer,  without 
deduction  from  the  remuneration  of  the  em- 
ployee, of  the  tax  Imposed  on  such  employee 
by  section  1500.  Compensation  which  Is 
earned  during  the  period  for  which  the  Com- 
missioner shall  require  a  return  of  taxes 
under  this  subchapter  to  be  made  and  which 
is  payable  during  the  calendar  month  fol- 
lowuig  such  period  shall  be  deemed  to  have 
been  paid  during  such  period  only.  For  the 
purpose  of  determining  the  amount  of  taxes 
under  sections  1500  and  1520,  compensation 
earned  In  the  service  of  a  local  lodge  or  di- 
vision of  a  rallway-labor-organization  em- 
ployer shall  be  dlsr^arded  with  respect  to 
any  calendar  month  If  the  amount  thereof 
Is  less  than  t3  and  •  •  '  such  compensa- 
tion is  earned  after  March  31.  1940. 

A  pa^mcnt^  i"^'*^  ^y  ^"  employer  to  an 
Individual  through  the  employer's  pay  roll 
shall  be  presumed,  in  the  absence  of  evi- 
dence to  the  contrary,  to  be  compensation 
for  service  rendered  by  such  Individual  as 
an  employee  of  the  employer  In  the  period 
with  respect  to  which  the  payment  Is  made. 
An  employee  shall  be  deemed  to  be  paid,  "lor 
time  lest  ".the  amount  he  Is  paid  by  an  em- 
ployer with  respect  to  an  Identifiable  period 
of  absence  from  the  active  service  of  the  em- 
ployer, Including  absence  on  account  of  per- 
sonal Injury,  and  the  amount  he  Is  paid  by 
the  employer  for  loss  of  earnings  resulting 
from  his  displacement  to  a  less  remunera- 
tive position  or  occupation.  If  a  payment 
is  made  by  an  employer  with  respect  to  a 
personal  injury  and  includes  pay  for  time 
lost,  the  total  payment  shall  be  deemed  to 
be  paid  for  time  lost  unless,  at  the  time  of 
payment,  a  part  of  such  payment  is  specih- 
cally  apportioned  to  factors  other  than  time 
lost,  in  which  event  only  such  part  of  the 
payment  as  Is  not  so  apportioned  shall  be 
deemed  to  be  paid  fcr  time  lost.     (Sec.  1£32 
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(e).  I.  R.  C  as  amended  by  sec.  27  (»),  Act 
of  Oct.  10.  1940.  64  Stat.  1101;  sec.  8  (f).  Act 
oX  July  31,  1946,  60  Stat.  725) 

SECTION  1511  or  THE  ACT 
DETERMINATION   OF   COMPENSATION 

The  compensation  of  an  employee  repre- 
sentative for  the  purpose  of  ascertaining  the 
tax  thereon  shall  be  determined  in  the  same 
manner  and  with  the  same  effect  as  if  the 
employee  organization  by  which  such  em- 
ployee representative  is  employed  were  an 
employer  as  defined  in  section  1532  (a). 

5  411.205  Definition  of  compensation. 
The  term  "compensation"  means  all  re- 
muneration in  money,  or  in  something 
which  may  be  u.sed  in  lieu  of  money  (for 
example,  scrip  and  merchandise  orders), 
which  is  earned  by  an  individual  for  serv- 
ices rendered  as  an  employee  to  one  or 
more  employers  or  as  an  employee  repre- 
sentative. A  pa3'ment  made  by  an  em- 
ployer to  an  individual  through  the  em- 
ployer's pay  roll  shall  be  presiuned,  in 
the  absence  of  evidence  to  the  contrary, 
to  be  compensation  for  services  rendered 
by  such  individual  as  an  employee  of 
the  employer.  Likewise,  a  payment 
made  by  an  employee  organization  to  an 
employee  representative  through  the  or- 
ganization's pay  roll  shall  be  presumed, 
in  the  absence  of  evidence  to  the  con- 
trary, to  be  compensation  for  services 
rendered  by  the  employee  representative 
'tis  such. 

The  term  "compensation"  is  not  con- 
fined to  amounts  earned  or  paid  for  active 
service,  but  includes  amounts  earned  or 
paid  for  an  identifiable  period  during 
which  the  employee  is  absent  from  the 
active  ser\ice  of  the  employer  and.  In 
the  case  of  an  employee  representative, 
amounts  earned  or  paid  for  an  identi- 
fiable period  dufing  which  the  employee 
representative  is  absent  from  the  active 
service  of  the  employee  organization. 

The  term  "compensation"  does  not  In- 
clude tips,  or  the  voluntary  payment  by 
an  employer  of  the  employees'  tax  with- 
out the  deduction  of  such  tax  from  the 
remuneration  of  the  employee. 

(See  §  411.207,  relating  to  when  com- 
pensation is  earned.  See  also  §§  411.301, 
411.401,  and  411.501,  relating  to  the 
amount  of  compensation  included  for  the 
purpose  of  determining  the  employees' 
tax,  the  employers'  tax,  and  the  em- 
ployee representatives'  tax,  respectively. 
For  special  provisions  relating  to  the 
compensation  of  certain  general  chair- 
men or  assistant  general  chairmen  of  a 
general  committee  of  a  railway-labor- 
organization  employer,  see  §  411.203  (c).) 

§  411.206  Items  included  as  compen- 
sation. The  following  Items  are  Included 
in  compensation  with  respect  to  em- 
ployees and  In  analogous  situations  with 
respect  to  employee  representatives: 

(a)  Salaries,  wages,  commissions,  fees, 
bonuses,  and  any  other  remuneration  in 
money  or  in  something  which  may  be 
used  in  lieu  of  money.  The  name  by 
which  remuneration  is  designated,  the 
amount,  and  the  basis  upon  which  it  is 
paid  are  immaterial.  It  may  be  paid 
upon  the  basis  of  piece  work,  a  percentage 
of  profits,  or  on  a  daily,  hourly,  weekly, 
monthly,  annual,  or  other  basis. 

(b)  Sick  pay,  vacation  allowances,  or 
back  pay  upon  reinstatement  after 
wrongful  discharge. 


Thursday,  January  6, 1949 


FEDERAL  REGISTER 


69 


68 


(ci  Amounts  paid  to  an  employee  for 
an  Identifiable  period  of  absence  from 
the  active  service  of  the  employer  on  ac- 
count of  personal  injury.  If  a  payment 
Is  made  to  an  employee  with  respect  to  a 
penonal  injury  and  includes  pay  for  an 
identifiable  period  of  absence  from  active 
service,  the  total  payment  shall  be 
deemed  to  be  paid  for  such  period  of 
absence  from  active  service  unless,  at  the 
time  of  payment,  a  part  of  such  payment 
is  specifically  apportioned  to  factors 
other  than  absehce  from  active  service, 
in  which  event  only  such  part  of  the 
payment  as  is  not  so  apportioned  shall  be 
deemed  to  be  paid  for  such  period  of 
absence  from  active  service. 

(d)  Amounts  paid  to  an  employee  for 
loss  of  earnings  during  an  identifiable 
period  as  the  result  of  the  displacement 
of  the  employee  to  a  less  remunerative 
position  or  occupation. 

(e)  Amounts  paid  as  allowance  or  re- 
imbursement for  traveling  or  other  ex- 
pen.ses  incurred  in  the  business  of  the 
employer  to  the  extent  of  the  excess  of 
such  amounts,  if  any,  over  such  expenses 
actually  incurred  and  accounted  for  by 
the  employee  to  the  employer. 

(f)  Generally,  premiums  paid  by  an 
employer  on  a  policy  of  life  insurance 
covering  the  life  of  an  employee,  if  the 
employer  is  not  a  beneficiary  unde.  the 
policy.  However,  premiums  paid  by  an 
employer  on  policies  of  group  life  in- 
surance covering  the  lives  of  his  em- 
ployees are  not  compensation,  if  the 
employee  has  no  option  to  take  the 
amount  of  the  premiums  instead  of  ac- 
cepting the  insurance  and  has  no  equity 
in  the  policy  (such  as  the  right  of  assign- 
ment or  the  right  to  the  surrender  value 
on  termination  of  his  employment). 

<g)  Amounts  deducted  from  the  com- 
pensation of  an  employee,  including  the 
amount  of  the  employees'  tax  deducted 
pursuant  to  section  1501,  constitute  com- 
pensation paid  to  the  employee. 

(h)  Payments  made  by  an  employer 
Into  a  stock  bonus,  pension,  or  profit- 
sharing  fund,  if  such  payments  inure  to 
the  exclusive  benefit  of  the  employee  and 
may  be  withdrawn  by  the  employee  at 
any  time,  or  upon  resignation  or  dis- 
mi.s.sal.  or  if  the  contract  for  services 
requires  such  payment  as  part  of  the 
remuneration.  Whether  or  not  under 
other  circumstances  such  payments  con- 
stitute compensation  depends  upon  the 
particular  facts  of  each  case. 

§  411.207  Compensation,  when  earned. 
Compensation  is  earned  when  an  em- 
ployee, or  employee  representative,  as 
such,  performs  services  for  which  he  is 
paid  or  for  which  there  is  a  present  or 
future  obligation  to  pay,  regardless  of  the 
time  at  which  payment  is  made  or  is  to 
be  made.  Remuneration  paid  for  any 
period  of  absence  from  active  service 
shall  be  deemed  to  have  been  earned  in 
the  month  in  which  such  absence  from 
service  occurred.  A  payment  made  by 
an  employer  or  employee  organization  to 
an  individual  through  the  pay  roll  of 
the  employer  or  employee  organization 
for  a  period  commencing  after  December 
31,  1946.  shall  be  presumed,  in  the  ab- 
sence of  evidence  to  the  contrary,  to  be 
for  services  rendered  by  such  individual 
in  the  period  covered  by  the  pay  roll  and. 
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thus,  to  have  been  earned  in  such  period. 
(See  §§  411.205  and  411.206.) 

§  411.208  Compensation;  when  paid. 
Compensation  is  deemed  to  be  paid: 

(a)  When  it  is  actually  paid;  or 

(b)  When  it  is  constructively  paid, 
that  is.  credited  to  the  account  of  or  set 
apart  for  an  employee  without  any  sub- 
stantial limitation  or  restriction  as  to  the 
time  or  manner  of  payment  or  condition 
upon  which  payment  is  to  be  made,  and 
made  available  to  him  so  that  it  may  be 
drawn  upon  at  any  time  and  its  payment 
brought  within  his  own  control  and  dis- 
position: or 

tc>  Within  the  period  for  which  a  re- 
turn of  tax  is  required  to  be  made,  if  the 
compensation  was  earned  during  such 
period  and  is  payable  during  the  calendar 
month  following  such  period.  «See 
§  411.601.  relating  to  periods  for  which 
a  return  of  tax  is  required,  and  §  411.207, 
relating  to  when  compensation  is 
earned.) 

Example  (1).  During  September  1950 
(which  falls  In  a  pericxl  for  which  a  return 
of  tax  is  required  to  be  made),  A  Is  em- 
ployed by  employer  X  at  a  monthly  salary  of 
$200.  one-half  of  which  Is  payable  on  the  25th 
of  the  month  In  which  the  services  are  per- 
formed and  the  other  half  on  the  10th  of  the 
following  month.  Thus  on  October  10,  A  Is 
paid  $100  which  was  earned  during  Septem- 
ber. That  $100  is  deemed  to  have  been  paid 
to  A  in  September  and  should  be  Included 
in  X's  return  for  the  quarter  July.  August, 
and  September. 

Example  (2).  During  September  1949 
(which  falls  In  a  period  for  which  a  re- 
turn of  tax  Is  required  to  be  made),  A  is 
employed  by  employer  X  on  the  basis  of  a 
6-day  week  at  a  weekly  salary  of  $60  payable 
on  Saturday  of  each  week.  Thus  on  Saturday, 
October  1.  1949.  A  Is  paid  $60  for  services  per- 
formed during  the  week  September  26,  1949. 
to  October  1,  1949.  Inclusive.  In  such  case 
five-sixths  of  that  amount  or  $50  is  deemed  to 
have  been  paid  in  September  and  should  be 
included  In  X's  return  filed  for  the  period  In 
which  September  falls.  The  balance  of  A"s 
salary  for  that  week  ($10)  should  be  Included 
In  the  return  filed  for  the  period  In  which 
October  1949  falls.  (But  see  5  411.601  (b). 
relating  to  period  covered  by  return  where 
employer  pays  on  a  weekly  basis.) 

Subpart  C — Employees'  Tax 
Section  1500  or  the  Act 

BATE  OP  TAX 

In  addition  to  other  taxes,  there  shall  be 
levied,  collected,  and  paid  upon  the  Income 
of  every  employee  a  tax  equal  to  the  following 
percentages  of  so  much  of  the  compensation, 
paid  to  such  employee  after  December  31, 
1946.  for  services  rendered  by  him  after  such 
date,  as  Is  not  in  excess  of  $300  for  any  cal- 
endar month: 

1.  With  respect  to  compensation  paid  dur- 
ing the  calendar  years  1947  and  1948.  the  rate 
shall  be  5^,4  per  centum; 

2.  With  respect  to  compensation  paid  dur- 
ing the  calendar  years  1949.  1950,  and  1951, 
the  rate  shall  be  6  per  centum; 

3.  With  respect  to  compensation  paid  after 
December  31,  1951.  the  rate  shall  be  6'4  per 
centum.  (Sec.  1500,  I.  R.  C.  as  amended  by 
sec.  3  (a).  Act  of  July  31,  1946.  60  Stat.  723.) 

Section  1532  (e)  of  the  Act 

COMPENSATION 

•  •  •  For  the  purpose  of  determining 
the  amount  of  taxes  under  sections  1500 
•  •  •.  compensation  earned  In  the  service 
of  a  local  lodge  or  division  of  a  railway-labor- 
organlzation  emplojrer  shall  be  disregarded 
with  respect  to  any  calendar  month  If  the 


amount  thereof  Is  less  than  $3  and  •  •  • 
such  compensation  is  earned  after  March 
31.  1940. 

•  •  •  •  • 

(Sec.  1532  (e),  I.  R.  C,  as  amended  by  sec. 
27   (a).  Act  of  Oct.  10.  1940,  54  Stat.  1101) 

§  411.301  Measure  of  employees'  tax — 
(a)  General  rule.  Except  as  provided  in 
paragraph  (b)  of  this  section,  the  em- 
ployees' tax  with  respect  to  compensation 
paid  after  December  31, 1948,  for  services 
rendered  after  December  31,  1946,  is 
measured  by  the  amount  of  such  compen- 
sation paid  to  an  individual  for  services 
rendered  as  an  employee  to  one  or 
more  employers,  excluding,  however,  the 
amount  of  compensation  in  excess  of  $300 
which  is  paid  after  December  31.  1946,  to 
the  employee  for  services  rendered  dur- 
ing any  one  calendar  month  after  1946. 
(See  §M11.205  to  411.208,  relating  to 
compensation.) 

( b )  Exception ;  employee  of  local  lodge 
or  division  of  railway-labor-organization 
ei^ployer.  If  the  amount  of  compen.sa- 
tion  earned  in  any  calendar  month  by 
an  individual  as  an  employee  in  the  serv- 
ice of  a  local  lodge  or  division  of  a  rail- 
way-labor-organization employer  is  less 
than  S3,  such  amount  shall  be  disre- 
garded for  the  purpose  of  determining 
the  employees'  tax. 

§  411.302  Rates  and  computation  of 
employees'  tax.  The  rates  of  employees' 
tax  applicable  for  the  respective  calen- 
dar years  are  as  follows: 

Percent 
Compensation  paid  during  the  calen- 
dar years  1949.  1950.  1951 6 

Compensation  paid  during  the  calen- 
dar year  1952  and  subsequent  cal- 
endar  years S'i 

The  employees'  tax  is  computed  by  ap- 
plying to  the  amount  of  the  employee's 
compensation  with  respect  to  which  the 
employees'  tax  is  imposed  the  rate  for 
the  calendar  year  in  which  the  compen- 
sation is  paid. 

Section  1501  (a)  or  the  Act 

DEDUCTION   or  TAX   rSOM    COMPENSATION 

Requirement.  The  tax  Imposed  by  section 
1500  shall  be  collected  by  the  employer  of 
the  taxpayer  by  deducting  the  amount  of 
the  tax  from  the  compensation  of  the  em- 
ployee as  and  when  paid.  If  an  employee  Is 
paid  compensation  after  December  31,  1946, 
by  more  than  one  employer  for  services  ren- 
dered during  any  calendar  month  after  1946 
and  the*  aggregate  of  such  compensation  Is 
in  excess  of  $300,  the  tax  to  be  deducted  by 
each  employer  other  than  a  sut)ordlnate  unit 
of  a  national  rallway-laljor-organizatlon  em- 
ployer from  the  compensation  paid  by  him 
to  the  employee  with  respect  to  such  month 
shall  be  that  proportion  of  the  tax  with  re- 
spect to  such  compensation  paid  by  all  such 
employers  which  the  compensation  paid  by 
him  after  December  31.  1946.  to  the  employee 
for  services  rendered  during  such  month 
bears  to  the  total  compensation  paid  by  all 
such  employers  after  December  31.  1946.  to 
such  employee  for  services  rendered  during 
such  month;  and  in  the  event  that  the  com- 
pensation so  paid  by  such  employers  to  the 
employee  for  services  rendered  during  such 
month  Is  less  than  $300.  each  subordinate 
unit  of  a  national  rallway-labor-organizatlon 
employer  shall  deduct  such  proportion  of  any 
additional  tax  as  the  compensation  paid  by 
such  employer  after  December  31,  1916,  to 
such  employee  for  services  rendered  during 
such  month  bears  to  the  total  compensation 
paid  by  all  such  employers  after  December 
31,  1946,  to  such  employee  for  services  ren- 
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dered  during  such  month.  (Sec.  1501  (a). 
I.  R.  C.  as  amended  by  sec.  8  (b),  Act  oX 
July  31.  1946,  60  Stat.  723) 

Section  3661  or  the  Inthinai,  Revenue  Code 

XNFOSCEMENT     OF    LIABILrTT     FOE     TAXES 
COLLECTED 

Whenever  any  person  Is  required  to  collect 
or  withhold  any  Internal-revenue  tax  from 
any  other  person  and  to  pay  such  tax  over 
to  the  Unl*ed  States,  the  amount  of  tax  so 
collected  or  withheld  shall  be  held  to  be  a 
special  fund  in  trust  lor  the  United  States. 
The  amount  of  such  fund  shall  be  assessed, 
collected,  and  paid  In  the  same  manner  and 
subject  to  the  same  provisions  and  limita- 
tions (Including  penalties)  as  are  applicable 
with  respect  to  the  taxes  from  which  such 
fund  arose. 

§  411.303  Collection  of.  and  liability 
for,  employees'  tax— (a.)  Collection;  gen- 
eral rule.  The  employer  shall  collect 
from  each  of  his  employees  the  employ- 
ees' tax  imposed  with  respect  to  the  com- 
pensation of  the  employee  by  deducting 
or  causing  to  be  deducted  the  amovmt 
of  such  tax  from  the  compensation  sub- 
ject to  the  tax  as  and  when  such  com- 
pensation is  paid.  (As  to  the  measure  of 
the  employees'  tax.  see  §411.301.) 

(b)  Collection;  aggregate  vionthly 
coirpensation  in  excess  of  $300  paid  by 
two  or  more  employers.  If  an  employee 
is  paid  compensation  after  December  31, 
1946.  by  two  or  more  employers  for  serv- 
ices rendered  during  any  one  calendar 
month  after  1946,  and  If  the  aggre- 
gate compensation  paid  to  such  em- 
ployee after  December  31. 1946,  by  all  em- 
ployers for  services  rendered  during  such 
month  is  in  excess  of  $300,  the  employees' 
tax  to  be  deducted  by  each  employer  from 
the  compensation  as  and  when  paid  by 
him  to  the  employee  shall  be  determined 
as  follows: 

(1)  If  such  compensation  is  paid  by 
two  or  more  employers,  none  of  whom  is 
a  subordinate  unit  of  a  national  rail- 
way-labor-organization employer  (see 
5  411.202  (f)),  each  employer  .shall  de- 
duct the  employees'  tax  with  respect  to 
that  proportion  of  $300  of  compensation 
which  the  compensation  paid  after  De- 
cember 31,  1946,  by  such  employer  to  the 
employee  for  the  month  bears  to  the  total 
compensation  paid  after  December  31, 
1946.  to  -such  employee  by  all  employers 
for  that  month  ( see  example  ( 1  > ,  below ) ; 

(2)  If  such  compensation  is  paid  by 
two  or  more  employers,  each  of  which  is 
a  subordinate  unit  of  a  national  railway- 
labor-organization  employer,  each  sub- 
ordinate unit  shall  deduct  the  employ- 
ees' tax  with  respect  to  that  proportion 
of  $300  of  compensation  which  the  com- 
pensation paid  after  December  31.  1946, 
by  such  subordinate  unit  to  the  employee 
for  the  month  bears  to  the  total  compen- 
sation paid  after  December  31,  1946,  to 
such  employee  by  all  such  subordinate 
units  for  that  month: 

<3)  If  such  compensation  Is  paid  by 
two  or  more  employers,  only  one  of  whom 
is  an  employer  other  than  a  subordi- 
nate unit  of  a  national  railway-labor-or- 
ganization employer,  and  if  the  compen- 
sation paid  after  December  31,  1946,  to 
the  employee  by  the  employer  other  than 
a  subordinate  unit  equals  or  exceeds 
$300  for  the  month,  then  no  employees' 
tax  shall  be  deducted  by  any  such  sub- 
ordinate unit  from  tlie  compensation 
No.  4 3 


paid  by  It  after  December  31,  1946.  to 
such  employee  for  that  month,  and  the 
employer  other  than  a  subordinate  unit 
shall  deduct  the  employees'  tax  with 
respect  to  $300  of  compensation  paid  by 
him  after  December  31,  1946,  to  such 
employee  for  that  month  (see  example 
(2),  below): 

(4)  If  such  compensation  is  paid  by 
two  or  more  employers  other  than  a  sub- 
ordinate unit  of  a  national  railway- 
labor-organization  employer  and  by  one 
or  more  subordinate  units  of  a  national 
railway  -  labor  -  organization  employer, 
and  if  the  total  compensation  paid  after 
December  31,  1946.  to  the  employee  by 
the  employers  other  than  a  subordinate 
unit  equals  or  exceeds  $300  for  the  month, 
then  no  employees'  tax  shall  be  deducted 
by  any  such  subordinate  unit  from  the 
compen.sation  paid  by  it  after  December 
31.  1946.  to  such  employee  for  that 
month,  and  each  employer  other  than  a 
subordinate  unit  shall  deduct  the  em- 
ployees' tax  with  respect  to  that  propor- 
tion of  $300  of  compensation  which  the 
compensation  paid  after  December  31. 
1946,  by  such  employer  to  the  employee 
for  the  month  bears  to  the  total  compen- 
sation paid  after  December  31.  1946,  to 
such  employee  by  all  such  employers 
other  than  a  subordinate  unit  for  that 
month  (see  example  (3),  below); 

<5)  If  such  compensation  Is  paid  by 
two  or  more  employers,  only  one  of  whom 
is  a  subordinate  unit  of  a  national  rail- 
way-labor-organization employer,  and  if 
the  total  compensation  paid  after  De- 
cember 31,  1946,  to  the  employee  by  all 
employers  other  than  the  subordinate 
unit  is  less  than  $300  for  the  month,  then 
each  employer  other  than  the  subordi- 
nate unit  shall  deduct  the  employees'  tax 
with  respect  to  the  full  amount  of  com- 
pensation paid  by  him  after  December 
31, 1946,  to  such  employee  for  that  month, 
and  the  subordinate  unit  of  a  national 
railway  -  labor  -  organization     employer 
shall  deduct  the  employees'  tax  with  re- 
spect to  the  remainder  of  $300  of  com- 
pensation le.ss  the  total   compensation 
paid  after  December  31.  1946,  to  such 
employee  for  that  month  by  all  other 
employers  (see  example  '4),  below);  or 
(6»   If  such  compensation  is  paid  by 
one  or  more  employers  other  than  a  sub- 
ordinate unit  of  a  national  railway-labor- 
organization   employer  and  by  two  or 
more  subordinate  units  of  a  national 
railway  -  labor  -  organization    employer, 
and  if  the  t^tal  compensation  paid  after 
December  31,  1946,  to  the  employee  by 
all  employers  other  than  the  subordinate 
units  is  less  than  $300  for  the  month, 
then  each  employer  other  than  the  sub- 
ordinate   units    shall    deduct    the    em- 
ployees'  tax   with   respect   to   the   full 
amount  of  compensation  paid   by  him 
after  December  31.   1946,  to  such  em- 
ployee for  that  month,  and  each  subordi- 
nate unit  of  a  national  railway-labor- 
organization  employer  shall  deduct  the 
employees'  tax  with  respect  to  that  pro- 
portion of  the  remainder  of  $300  of  com- 
pensation less  the  total   compensation 
paid  after  December  31,  1946,  to  such 
employee  for  the  month  by  all  employers 
other  than  the  subordinate  units  which 
the  compensation  paid  after  December 
31,  1SI3,  by  such  subordinate  unit  to  the 


employee  for  that  month  bears  to  the 
total  compensation  paid  after  December 
31,  1946,  to  such  employee  by  all  such 
subordinate  units  for  that  month  (see 
example  <5),  below). 

(See  §411.301  (b).  which  provides  that 
for  the  purpose  of  determining  the  em- 
ployees' tax  certain  nominal  compensa- 
tion earned  by  an  employee  of  a  local 
lodge  or  division  of  a  railway-labor-or- 
ganization employer  shall  be  disre- 
garded.) 

The  application  of  certain  of  the  fore- 
going principles  may  be  illustrated  by 
the  following  examples: 

Example  {1).  A,  an  employee,  renders 
services  during  January  1949  for  employers 
X,  Y,  and  Z.  none  of  whom  is  a  subordinate 
unit  of  a  national  railway-labor-organization 
employer.  For  such  services  A  Is  paid  in  the 
month  or  thereafter  compensation  of  $100 
by  X.  $100  by  Y,  and  $200  by  Z.  or  an  ag- 
gregate of  $4()0  for  the  mgnth.  In  such  case 
X  pays  one-fourth  of  A's  aggregate  compen- 
sation for  the  month,  Y  pays  one-fourth, 
and  Z  pays  one-half.  X  and  Y,  therefore, 
are  each  required  to  deduct  the  employees' 
tax  with  respect  to  one-fourth  of  $300.  or  $75, 
and  Z  Is  required  to  deduct  the  employees* 
tax  with  respect  to  one-half  of  $300,  or  $150. 
Example  (2).  A,  an  employee,  renders 
services  during  January  1949  for  employer  X, 
an  employer  other  than  a  subordinate  unit 
of  a  national  rallway-labor-organlzatlon  em- 
ployer, and  for  employers  Y  and  Z,  each  of 
which  is  a  subordinate  unit  of  a  national 
rallway-labor-organlzation  employer.  For 
such  services  A  is  paid  In  the  month  or 
thereafter  compensation  of  $300  by  X,  $50 
by  Y,  and  $25  by  Z.  Since  the  compensation 
paid  A  for  the  month  by  X  equals  $300, 
neither  Y  nor  Z  is  required  to  deduct  any 
employees'  tax  from  the  compensation  paid 
by  them  to  A  for  the  month;  and  X  Is  re- 
quired to  deduct  the  employees'  tax  wltli 
respect  to  the  full  $300  paid  by  him  to  A  for 
the  month. 

Example  (3).  A,  an  employee,  renders 
services  during  January  1949  for  employers 
W  and  X,  each  of  whom  Is  an  employer  other 
than  a  subordinate  unit  of  a  national  rall- 
way-labor-organlzation employer,  and  for 
employers  Y  and  Z.  each  of  which  Is  a 
subordinate  unit  of  a  national  rallway-labor- 
organizatlon  employer.  For  such  services  A 
Is  paid  In  the  month  or  thereafter  compensa- 
tion of  $200  by  W  and  $200  by  X.  or  an 
aggregate  of  $400  for  the  month,  and  com- 
pensation of  $50  by  Y  and  $50  by  Z.  Since 
the  aggregate  compensation  paid  A  for  the 
month  by  W  and  X  Is  In  excess  of  $300. 
neither  Y  nor  Z  is  required  to  deduct  any 
employees'  tax  from  the  compensation  paid 
by  them  to  A  for  the  month.  Of  the  ag- 
gregate compensation  of  $400  paid  A  for  the 
month  by  W  and  X,  W  pays  one-half  and 
X  pays  one-half.  W  and  X,  therefore,  are 
each  required  to  deduct  the  employees'  tax 
with  respect  to  one-half  of  $300,  or  $150. 

Example  (4).  A,  an  employee,  renders 
services  during  January  1949  for  employer  X. 
an  employer  other  than  a  ffubordinate  unit 
of  a  national  railway-labor-organization  em- 
ployer, and  for  employer  Y,  a  subordinate 
unit  of  a  national  railway-labor-organization 
employer.  For  such  services  A  Is  paid  In  the 
month  or  thereafter  compensation  of  $250 
by  X  and  $100  by  Y.  In  such  case  X  Is  re- 
quired to  deduct  the  employees"  tax  with 
respect  to  the  full  $250  paid  by  him  to  A  for 
the  month:  and  Y  Is  required  to  deduct  the 
employees'  tax  only  v;ith  respect  to  $50  ($300 
minus  $250  paid  by  X). 

Example  (5).  A.  an  employee,  renders 
services  during  January  1999  for  employers 
\y  and  X.  each  of  whom  Is  an  employer  other 
than  a  subordinate  unit  of  a  national  rail- 
way-labor-oiganlzatlou    employer,    and    lor 
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employers   T    and    Z,    each    of    which    la    ft 
BUbordlnate  unit  or  a  national  rallway-labor- 
organlzatlon  employer.     For  such  eervlces  A 
Is  paid  In  the  month  or  thereafter  compen- 
sation of  $140  by  W,  $100  by  X.  150  by  Y. 
and  $100  by  Z.     In  such  case  W  and  X  are 
each  required  to  deduct  the  employees"  tax 
with  respect  to  the  full  amount  paid  by  them 
to  A  for  the  month,  that  Is.  W  with  respect 
to  $140  and  X  with  respect  to  $100;   and  Y 
and  Z  are  each  required  to  deduct  the  em- 
ployees*  tax   with    respect   to   their   propor- 
tionate share  of  $60   ($300  minus  $240  paid 
by  W  and  X).     Of  the  aggregate  Qompensa- 
tlon  of  $150  paid  by  Y  and  Z.  $50.  or  one- 
third,  was  paid  by  Y.  and  $100.  or  two-thirds, 
was  paid  by  Z.     In  such  case  Y  Is  required 
to  deduct   the   employees'   tax  with  respect 
to  one-third  of  $60.  or  $20,  and  Z  Is  required 
to  deduct  the  employees'  tax  with  respect  to 
two- thirds  of  $60,  or  $40. 

(c)  Under  collections  or  overcollec- 
tions.  Any  undercollection  or  overcol- 
lection  of  employees'  tax  resulting  from 
the  employer's  Inability  to  determine,  at 
the  time  compensation  is  paid,  the  cor- 
rect amount  of  compensation  with  re- 
spect to  which  the  deduction  should  be 
made  shall  be  corrected  in  accordance 
with  the  provisions  of  §§411701  and 
411.702,  relating  to  adjustments  of  em- 
ployees' tax.  and  Subpart  H.  relating  to 
refunds,  credits,  and  abatements. 

(d)  When  fractional  part  of  cent  may 
be  disregarded.  In  collecting  the  em- 
ployees* tax,  the  employer  shall  disregard 
any  fractional  part  of  a  cent  of  such  tax 
unless  it  amounts  to  one-half  cent  or 
more,  in  which  case  it  shall  be  increased 
to  1  cent. 

(e)  Employer's  liability.  The  em- 
ployer is  liable  for  the  employees'  tax 
with  respect  to  compensation  paid  by 
him,  whether  or  not  collected  from  the 
employee.  If  the  employer  deducts  less 
than  the  correct  amount  of  employees' 
tax  or  fails  to  deduct  any  part  of  the 
tax,  he  is  nevertheless  liable  for  the  cor- 
rect amount  of  the  tax.  Until  collected 
from  him,  the  employee  is  also  liable  for 
the  employees'  tax.  Any  employees'  tax 
collected  by  or  on  behalf  of  an  employer 
is  a  special  fund  In  trust  for  the  United 
States.  An  employer  is  not  liable  to  any 
person  for  the  amount  of  the  employees' 
tax  deducted  by  him  and  paid  to  the 
collector. 

Section  2707  of  the  Internal  Revenue 
Code,  provides  severe  penalties  for  a  will- 
ful failure  to  pay,  collect,  or  truthfully 
account  for  and  pay  over,  the  employees' 
tax  or  for  a  willful  attempt  in  any  man- 
ner to  evade  or  defeat  the  tax.  Such 
penalties  may  be  incurred  by  any  person. 
Including  the  employer,  and  any  ofiBcer  or 
employee  of  a  corporate  employer,  or 
member  or  employee  of  any  other  em- 
ployer, who  as  such  employer,  officer, 
employee,  or  member  is  under  a  duty  to 
perform  the  act  in  respect  of  which  the 
violation  occurs. 

SuBP^RT  D — Employers'  Tax 

Section  1520  or  the  Act 

SATK  or  TAX 

In  addition  to  other  taxes,  every  employer 
shall  pay  an  excise  tax,  with  respect  to  hav- 
ing Individuals  in  his  employ,  equal  to  the 
following  percentages  of  so  much  of  the  com- 
pensation, paid  by  such  employer  after  De- 
cember 31,  1946.  for  services  rendered  to  him 
after  December  31.  1936,  as  Is.  with  respect  to 
any  employee  for  any  calendar  month,  not 
In  excess  of  $300:  Provided,  hciccier.  That  If 
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an  employee  Is  paid  compensation  after  De- 
cember 31.  1946.  by  more  than  one  employer 
for  services   rendered   during   any  calendar 
month  after  1936,  the  tax  Imposed  by  thli 
section  shall  apply  to  not  more  than  $300 
of  the  aggregate  compensation  paid  to  such 
employee  by  all  such  employers  after  Decem- 
ber 31,  1946.  for  services  rendered  during  such 
month,  and  each  employer  other  than  a  sub- 
ordinate unit  of   a   national   rallway-labor- 
organlzatlon  employer  shall  be  liable  for  that 
proportion  of  the  tax  with  respect  to  such 
compensation    paid    by    all   such   employers 
which  the  compensation  paid  by  him  after 
December  31,  1946,  to  the  employee  for  serv- 
ices rendered  during  such  month  bears  to  the 
total  compensation  paid  by  all  such  employ- 
ers after  December  31.  1946,  to  such  employee 
for   services    rendered    during    such   month; 
and  In  the  event  that  the  compensation  so 
paid  by  such  employers  to  the  employee  for 
services  rendered  during  such  month  Is  less 
than  $300.  each  subordinate  unit  of  a  na- 
tional   railway-labor-organlzatlon    employer 
shall   be   liable  for  such  proportion  of   any 
additional  tax  as  the  compensation  paid  by 
such  employer  after  December  31.   1946.  to 
such  employee  for  services  rendered  during 
such  month  bears  to  the  total  compensation 
paid  by  all  such  employers  after  December 
31.  1946,  to  such  employee  for  services  ren- 
dered during  such  month: 

1.  With  respect  to  compensation  paid  dur- 
ing the  calendar  years  1947  and  1948,  the 
rate  shall  be  5%  per  centum: 

2.  With  respect  to  compensation  paid  dur- 
ing the  calendar  years  1949,  1950,  and  1951, 
the  rate  shall  be  6  per  centum; 

3.  With  respect  to  compensation  paid  after 
December  31.  1351,  the  rate  shall  be  6'4  per 
centum.  (See  1520,  I.  R.  C.  as  amended  by 
sec.  3  (d).  Act  of  July  31,  1946,  60  Stat.  724) 

Section  1532  (e)  or  thi  Act 

COMPENSATION 

•  •  •  For  the  purpose  of  determining 
the  amount  of  taxes  under  sections  •  •  • 
1520,  compensation  earned  In  the  service  of 
a  local  lodge  or  division  of  a  rallway-labor- 
organlzatlon  employer  shall  be  disregarded 
with  respect  to  any  calendar  month  if  the 
amount  thereof  Is  less  than  $3  and  •  •  • 
such  compensation  Is  earned  after  March  31, 
1940. 

•  •  •  •  • 

(Sec.  1532  (e).  I.  R.  C.  as  amended  by  sec. 
27  (a).  Act  of  Oct.  10,  1940,  64  Stat.  1101) 

§  411.401  Measure  of  employers'  tax— 
(ai  General  rule.  Except  as  provided 
in  paragraphs  (b)  and  (c)  of  this  sec- 
tion, the  employers'  tax  with  respect  to 
compensation  paid  after  December  31, 
1948.  for  services  rendered  after  Decem- 
ber 31.  1946.  is  measured  by  the  amount 
of  such  compensation  paid  by  an  em- 
ployer to  his  employees,  excluding,  how- 
ever, the  amount  of  compensation  in  ex- 
cess of  $300  which  is  paid  after  Decem- 
ber 31.  1946.  by  the  employer  to  any  em- 
ployee for  services  rendered  during  any 
one  calendar  month  after  1946.  (See 
§§  411.205  to  411.208r^elating  to  compen- 
sation.) 

(b)  Aggregate  monthly  compensation 
in  excess  of  $300  paid  by  two  or  more 
employers.  If  an  employee  is  paid  com- 
pensation after  December  31.  1946.  by 
two  or  more  employers  for  services  ren- 
dered during  any  one  calendar  month 
after  1946.  and  if  the  aggregate  compen- 
sation paid  to  such  employee  after  De- 
cember 31.  1946,  by  all  employers  for 
services  rendered  during  such  month  is 
in  excess  of  $300,  the  measure  of  the  em- 
ployers' tax  of  each  employer  with  re- 
spect to  the  compensation  paid  by  him 


after  December  31. 1946.  to  the  employee 
for  the  month  shall  be  determined  as  fol- 
lows : 

(1)  If  such  compensation  Is  paid  by 
two  or  more  employers,  none  of  whom  is 
a  subordinate  unit  of  a  national  railway- 
labor-organization  employer  (see  S  411.- 
202  (f)),  the  measure  of  the  employers' 
tax  of  each  employer  shall  be  that  pro- 
portion of  $300  which  the  compensation 
paid  after  December  31,  1946,  by  such 
employer  to  the  employee  for  the  month 
bears  to  the  total  compensation  paid  after 
December  31,  1946.  to  such  employee  by 
all  employers  for  that  month; 

(2)  If  such  compensation  is  paid  by 
two  or  more  employers,  each  of  which 
is  a  subordinate  unit  of  a  national  rail- 
way-labor-organization employer,  the 
measure  of  the  employers'  tax  of  each 
subordinate  unit  shall  be  that  proportion 
of  $300  which  the  compensation  paid 
after  December  31.  1946.  by  such  sub- 
ordinate unit  to  the  employee  for  the 
month  bears  to  the  total  compensation 
paid  after  December  31.  1946.  to  such 
employee  by  all  such  subordinate  units 
for  that  month; 

<3>  If  such  compensation  is  paid  by 
two  or  more  employers,  only  one  of  whom 
is  an  employer  other  than  a  subordinate 
unit  of  a  national  railway-labor-organi- 
zation employer,  and  if  the  compensation 
paid  after  December  31,  1946.  to  the  em- 
ployee by  the  employer  other  than  a  sub- 
ordinate unit  equals  or  exceeds  $300  for 
the  month,  then  no  subordinate  unit 
shall  be  liable  for  any  employers'  tax  with 
respect  to  the  compensation  paid  by  it 
after  December  31,  1946,  to  such  em- 
ployee for  that  month,  and  the  measure 
of  the  employers'  tax  of  the  employer 
other  than  a  subordinate  unit  with  re- 
spect to  the  compensation  paid  by  him 
after  December  31, 1946,  to  such  employee 
for  that  month  shall  be  $300; 

(4>  If  such  comp)ensation  Is  paid  by 
two  '>r  more  employers  other  than  a  sub- 
ordinate  unit    of   a   national    railway- 
labOi -organization  employer  and  by  one 
or  more  subordinate  units  of  a  national 
railway  -  labor-organization      employer, 
and  if  the  total  compensation  paid  after 
December  31,  1946,  to  the  employee  by 
the  employers  other  than  a  subordinate 
unit  equals  or  exceeds  $300  for  the  month, 
then  no  subordinate  unit  shall  be  liable 
for  any  employers'  tax  with  respect  'to 
the  compensation  paid  by  it  after  Decem- 
ber 31.  1946,  to  such  employee  for  that 
month,  and  the  measure  of  the  employ- 
ers' tax  of  each  employer  other  than  a 
subordinate  unit  shall  be  that  proportion 
of  $300  which  the  compensation  paid 
after  December  31,  1946,  by  such  em- 
ployer to  the  employee  for  the  month 
bears  to  the  total   compensation   paid 
after  December  31, 1946.  to  such  employee 
by  all  such  employers  other  than  a  sub- 
ordinate unit  for  that  month; 

(5)  If  such  compensation  Is  paid  by 
two  or  more  employers,  only  one  of  whom 
is  a  subordinate  unit  of  a  national  rail- 
way-labor-organization employer,  and  if 
the  total  compensation  paid  after 
December  31. 1946.  to  the  employee  by  all 
employers  other  than  the  subordinate 
unit  is  less  than  $300  for  the  month,  then 
the  measure  of  the  employers'  tax  of  each 
employer  other  than  the  subordinate  unit 
shall  be  the  full  amount  of  compensation 
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paid  by  him  after  December  31.  1946,  to 
such  employee  for  that  month,  and  the 
measure  of  the  employers'  tax  of  the  sub- 
ordinate unit  of  a  national  railway-labor- 
organization  employer  shall  be  the  re- 
mainder of  $300  less  the  total  compensa- 
tion paid  after  December  31, 1946.  to  such 
employee  for  that  month  by  all  other 
employers;  or 

(6)  If  such  compensation  Is  paid  by 
one  or  more  employers  other  than  a  sub- 
ordinate unit  of  a  national  railway- 
labor-organization  employer  and  by  two 
or  more  subordinate  units  of  a  national 
railway-labor-organization  employer, 
and  if  the  total  compensation  paid  after 
December  31,  1946,  to  the  employee  by 
all  employers  other  than  the  subordinate 
units  is  less  than  $300  for  the  month,  then 
tlie  measure  of  the  employers'  tax  of  each 
employer  other  than  the  subordinate 
units  shall  be  the  full  amount  of  com- 
pensation paid  by  him  after  December  31, 
1946,  to  such  employee  for  that  month, 
and  the  measure  of  the  employers'  tax 
of  each  subordinate  unit  of  a  national 
railway-labor-organizatlon  employer, 
shall  be  that  proportion  of  the  remainder 
of  $300  less  the  total  comp>ensation  paid 
after  December  31. 1946,  to  such  employee 
for  the  month  by  all  employers  other 
than  the  subordinate  units  which  the 
compensation  paid  after  December  31, 
1946,  by  such  subordinate  unit  to  the 
employee  for  that  month  bears  to  the  to- 
tal compensation  paid  after  December 
31,  1946.  to  such  employee  by  all  such 
subordinate  units  for  that  month. 

(See  paragraph  fc)  of  this  section,  which 
provides  that  for  the  purpose  of  deter- 
mining the  employers'  tax  certain  nomi- 
nal compensation  earned  by  afl  employee 
of  a  local  lodRe  or  division  of  a  railway- 
labor-orRanization  employer  shall  be  dis- 
regarded.) 

For  Illustrations  of  the  application  of 
certain  of  the  foregoing  principles,  see 
the  examples,  illustrating  the  analogous 
principles  with  respect  to  the  deduction 
of  employees'  tax.  set  forth  in  §  411.303 
(b)  of  the  regulations  In  this  part. 

(c)  Nominal  monthly  compensation 
earned  by  employee  of  local  lodge  or  divi- 
sion of  railway -labor -organization  em- 
ployer. If  the  amount  of  compensation 
earned  in  any  calendar  month  by  an  in- 
dividual as  an  employee  in  the  service  of 
a  local  lodge  or  division  of  a  railway- 
labor-organization  employer  is  less  than 
$3.  such  amount  shall  be  disregarded  for 
the  purpose  of  determining  the  em- 
ployers' tax. 

(d)  Underpayments  or  overpayments. 
Any  underpayment  or  overpayment  of 
employers'  tax  resulting  from  the  em- 
ployer's Inability  to  determine,  at  the 
time  such  t«LX  is  paid,  the  correct  amount 
of  compensation  with  respect  to  which 
the  tax  .should  be  paid  shall  be  corrected 
In  accordance  with  the  provisions  of 
§§411.701  and  411.703.  relating  to  ad- 
justments of  employers'  tax.  and  Subpart 
H.  relating  to  refunds,  credits,  and  ajpate- 
ments. 

§411.402  Rates  and  computation  of 
employers'  tax.    The  rates  of  employers' 
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tax  applicable  for  the  respective  calendar 

years  are  as  follows: 

Percent 

Compensation  paid  during  the  calen- 
dar years  1949.   1950.  1951 6 

Compensation  paid  during  the  calen- 
dar year  1952  and  subsequent  cal- 
endar years 6',i 

The  employers'  tax  Is  computed  by  ap- 
plying to  the  amount  of  compensation 
with  resE>ect  to  which  the  employers'  tax 
is  imF>osed  the  rate  for  the  calendar  year 
in  which  the  compensation  is  paid. 

Subpart  E — Employee  Representatives' 
Tax 

Section  1510  or  the  Act 

-  EATE   or  TAX 

In  addftion  to  other  taxes,  there  shall  be 
levied,  collected,  and  paid  upon  the  Income  of 
each  employee  representative  a  tax  equal  to 
the  following  percentages  of  so  much  of  the 
compensation,  paid  to  such  employee  repre- 
sentative after  December  31,  1946,  for  services 
rendered  by  him  after  such  date,  as  is  not 
In  excess  of  $300  for  any  calendar  month : 

1.  With  respect  to  compensation  paid  dur- 
ing the  calendar  years  1947  and  1948,  the 
rate  shall  be  11 'i  per  centum; 

2.  With  respect  to  compensation  paid  dur- 
ing  the  calendar  years  1949,  1950,  and  1951, 
the  rate  shall  be  12  per  centum; 

3.  With  respect  to  compensation  paid  after 
December  31,  1951,  the  rate  shall  be  12i'2 
per  centum.  (Sec.  1510,  I.  R.  C.  as  amended 
by  sec.  3  (c),  Act  of  July  31,  1946.  60  Stat. 
723) 

§411.501  Measure  of  employee  repre- 
sentatives' tax.  The  employee  repre- 
sentatives' tax  with  respect  to  compen- 
sation paid  after  December  31,  1948,  for 
services  rendered  after  December  31, 
1946,  is  measured  by  the  amount  of  such 
compensation  paid  to  an  individual  for 
services  rendered  as  an  employee  repre- 
sentative, excluding,  however,  the 
amount  of  compensation  in  excess  of 
$300  which  is  paid  after  December  31, 
1946,  to  the  employee  representative  for 
services  rendered  during  any  one  calen- 
dar month  after  1946.  (See  §§411205 
to  411.208,  relating  to  compensation.) 

§  411.502  Rates  and  computation  of 
employee  representatives'  tax.  The  rates 
of  employee  representatives'  tax  appli- 
cable for  the  respective  calendar  years 
are  as  follows: 

Percent 
Compensation  paid  during  the  Calen- 
dar years  1949,  1950,  1951 12 

Compensation  paid  during  the  calen- 
dar year  1952  and  subsequent  calen- 
dar years I2V2 

The  employee  representatives'  tax  is 
computed  by  applying  to  the  amount  of 
compensation  with  respect  to  which  the 
employee  representatives'  tax  is  imposed 
the  rate  for  the  calendar  year  in  which 
the  cpmpensation  is  paid. 

Subpart  P — Returns,  Payment  of  Tax, 

AND   -lECORDS 

Section  1530  of  the  Act 

collection  and  payment  op  taxes 

(a)  Administration.  The  taxes  Imposed 
by  this  subchapter  shall  be  collected  by  the 
Bureau  of  Internal  Revenue  and  shall  be  paid 
Into  the  Treasury  of  the  United  States  as 
Internal-revenue  collections. 

(b)  Time  and  manner  of  payment.  The 
taxes   Imposed   by  this  subchapter  shall   be 
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collected  and  paid  quarterly  or  at  such  other 
times  and  in  such  manner  and  under  such 
conditions  not  Inconsistent  with  this  sub- 
chapter as  may  be  prescribed  by  the  Cosumls- 
Bloner  with  the  approval  of  the  Secretary. 
•  •  •  •  • 

(d)  Fractio7ial  parts  of  a  cent.  In  the 
payment  of  any  tax  under  this  subchapter,  a 
fractional  part  of  a  cent  shall  be  disregarded 
unless  It  amounts  to  one-half  cent  or  more. 
In  which  case  It  shall  be  Increased  to  1  cent. 

Section  1536  of  the  Act 

other  laws  applicable 

All  provisions  of  law.  Including  penalties, 
applicable  with  respect  to  any  tax  Imposed 
by  section  2700  or  section  1800,  and  the  pro- 
visions of  section  3661,  Insofar  as  applicable 
and  not  Inconsistent  with  the  provisions  of 
this  subchapter,  shall  be  applicable  with  re- 
spect to  the  taxes  Imposed  by  this  subchap- 
ter. (Sec.  1536,  I.  R.  C,  as  amended  by  sec. 
1,  Act  of  Mar.  17,  1941,  55  Stat.  44) 

Section  2709  of  the  Internal  Revenue  Code, 
Made  Appucable  by  Section  1536  of  the 
Act 

records,  statements,  and  returns 

Every  person  liable  to  any  tax  imposed  by 
this  subchapter,  or  for  the  collection  thereof, 
shall  keep  such  records,  render  under  oath 
such  statements,  make  such  returns,  and 
comply  with  such  rules  and  regulations,  as 
the  Commissioner,  with  the  approval  of  the 
Secretary,  may  from  time  to  time  prescribe. 

Section  2701  of  the  Internal  Re\'enue  Code. 
Made  Applicable  by  Section  1536  of  thx 
Act 

returns 

Every  person  liable  for  the  tax  •  •  • 
shall  make  •  •  •  returns  under 
oath  •  •  *  to  the  collector  for  the  dis- 
trict In  which  Is  located  the  principal  place 
of  business.  Such  returns  shall  contain  such 
Information  and  be  made  at  such  times  and 
In  such  manner  as  the  Commissioner,  with 
the  approval  of  the  Secretary,  may  by  regu- 
lations prescribe. 

Section  3603  of  the  Internal  Revenue  Code 

notice  reqihring  records,  statements,  and 
special  returns 

Whenever  In  the  Judgment  of  the  Com- 
missioner necessary  he  may  require  any  per- 
son, by  notice  served  upon  him,  to  make  a 
return,  render  under  oath  such  statements, 
or  keep  such  records  as  the  Commissioner 
deems  sufficient  to  show  whether  or  not  such 
person  is  liable  to  tax. 

Section  3632  of  the  Internal  Revenue  Code 

attthority  to  administer  oaths,  take 
testimony,  and  certify 

(a)  Internal  Revenue  persontiel — (1)  Per- 
sons in  charge  of  administration  or  internal 
revenue  laws  generally.  Every  collector,  dep- 
uty collector.  Internal  revenue  agent,  and 
Internal  revenue  officer  assigned  to  duty 
inider  an  Internal  revenue  agent,  is  author- 
ized to  administer  oaths  and  to  take  evidence 
touching  any  part  of  the  administration  of 
the  Internal  revenue  laws  with  which  he  Is 
charged,  or  where  such  oaths  and  evidence 
are  authorized  by  law  or  regulation  author- 
ized by  law  to  be  taken. 

(2)  Persons  in  charge  of  exports  and  draw- 
backs. Every  collector  of  Internal  revenue 
and  every  superintendent  of  exports  and 
drawbacks  Is  authorized  to  administer  such 
daths  and  to  certify  to  such  papers  as  may 
be  necessary  under  any  regulation  prescribed 
under  the  authority  of  the  Internal  revenue 
laws. 

(b)  Others.  Any  oath  or  affirmation  re- 
quired or  authorized  by  any  Internal  revenue 
law  or  by  any  regulations  made  under  au- 
thority thereof  may  be  administered  by  any 
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person  authorized  to  administer  oaths  for 
general  purposes  by  the  law  of  the  United 
States,  or  of  any  State.  Territory,  or  posses- 
sion of  the  United  States,  or  of  the  District 
of  Columbia,  wherein  such  oath  or  affirma- 
tion Is  administered,  or  by  any  consular  offi- 
cer of  the  United  SUtes.  This  subsection 
•hall  not  be  construed  as  an  exclusive  enu- 
meration of  the  persons  who  may  administer 
•uch  oaths  or  affirmations. 

Section  1630  (a)  or  thk  Intebnal  Ri:\-Em7» 
Code 

vERincATioN  or  amjENS.  etc. 

Power  of  Commissioner  to  require.  The 
Commissioner,  under  regulations  prescribed 
by  him  with  the  approval  of  the  Secretary, 
may  require  that  any  return,  statement,  or 
other  document  required  to  be  filed  under 
this  chapter  shall  contain  or  be  verified  by 
a  written  declaration  that  it  Is  made  under 
the  penalties  of  perjury,  and  such  declara- 
tion shall  be  In  lieu  of  any  oath  otherwise 
required.  (S^c.  1630  (a).  I.  R.  C,  as  added 
by  sec.  2  (a).  Current  Tax  Payment  Act  of 
1943.  67  Stat.  126) 

SECTION    3612       &),    (b).    AND    (C)     OF    THE 

Internal  Revenue  Code 

«etxnin3  executed  bt   commissioner   or 
collector 

(a)  Authority  of  Collector.  If  any  person 
falls  to  make  and  file  a  return  or  list  at  the 
time  prescribed  by  law  or  by  regulation  made 
under  authority  of  law.  or  makes,  willfully 
or  otherwise,  a  false  or  fraudulent  return  or 
list,  the  collector  or  deputy  collector  shall 
make  the  return  or  list  from  his  own  knowl- 
edge and  from  such  Information  as  he  can 
obtain  through  testimony  or  otherwise. 

(b)  Authority  of  Commissioner.  In  any 
Buch  case  the  Commissioner  may.  from  his 
own  knowledge  and  from  such  information 
as  he  can  obtain  through  testimony  or  oth- 
erwise: 

( 1 )  To  make  return.     Make  a  return,  or 

(2)  To  amend  collector  s  return.  Amend 
any  return  made  by  a  collector  or  deputy  col- 
lector. 

(c)  Legal  status  of  returns.  Any  return 
or  list  so  made  and  subscribed  by  the  Com- 
missioner, or  by  a  collector  or  deputy  col- 
lector and  approved  by  the  Commissioner, 
shall  be  prima  facie  good  and  sufficient  for 
all   legal  purposes. 

Section  3614  (a)  or  the  Internal  Revenue 
Code 

kxamination  or  books  and  witnesses 

To  determine  liability  of  the  taxpayer. 
The  Commissioner,  for  the  purpose  of  ascer- 
taining the  correctness  of  any  return  or  for 
the  purpose  of  making  a  return  where  none 
has  been  made,  is  authorized,  by  any  officer 
or  employee  of  the  Bureau  of  Internal  Rev- 
enue, including  the  field  service,  designated 
by  him  for  that  purpose,  to  examine  any 
books,  papers,  records,  or  memoranda  bear- 
ing ipon  the  matters  required  to  be  included 
In  the  return,  and  may  require  the  attend- 
ance of  the  person  rendering  the  return  or 
of  any  officer  or  employee  of  such  person,  or 
the  attendance  of  any  other  porson  having 
knowledge  in  the  premises,  and  may  take  his 
testimony  with  reference  to  the  matter  re- 
quired by  law  to  be  included  in  such  return, 
with  power  to  administer  oaths  to  such  per- 
son or  persons. 

Section  2702  (a)  or  the  Internal  Revenue 
Code.  Made  Applicable  bt  Section  1536  or 
THE  Act 

PAYMENT    or    TAX 

Date  of  payment.  The  tax  shall,  without 
assessment  by  the  Commissioner  or  notice 
from  the  collector,  be  due  and  payable  to  the 
collector  for  the  district  in  which  is  located 
the  principal  place  of  business,  at  the  time 
fixed     •     •     •     for  filing  the  return. 


RULES  AND  REGULATIONS 

§  411.601     Quarterly  returns  of  tax— 
(a)  In  general.     Every  employer  shall 
make  a  tax  return  on  Form  CT-1  for  the 
first  quarter  after  December  31.   1948. 
within  which  taxable  compensation  is 
paid  to  his  employee  or  employees  for 
services  rendered    after    December    31, 
1936,  and  for  each  subsequent  quarter 
(whether  or  not  taxable  compensation 
is  paid  therein)  until  he  files  a  final  re- 
turn as  required  by  the  provisions  of 
§  411.602.     Every  employee  representa- 
tive shall  make  a  tax  return  on  Form 
CT-2  for  the  first  quarter  after  December 
31,  1948,  within  which  he  is  paid  taxable 
compensation  for  services  rendered  after 
December  31. 1946.  as  an  employee  repre- 
sentative, and  for  each  subsequent  quar- 
ter (whether  or  not  he  is  paid  taxable 
compensation  therein)   until  he  files  a 
final  return  as  required  by  the  provisions 
of  §  411.602.    One  original  and  a  dupli- 
cate of  each  return  on  Form  CT-1  or 
CT-2  shall  be  filed  with  the  collector. 
For  purposes  of  returns  under  the  act, 
the  quarters  shall  each  be  three  calendar 
months  as  follows:  (1)  Prom  January  1 
to  March  31,  both  dates  inclusive;   (2) 
from  April  1  to  June  30.  both  dates  in- 
clusive:  (3)   from  July  1  to  September 
30,  both  dates  inclusive;  and  <4)   from 
October  1  to  December  31.  both  dates 
inclusive. 

Except  as  provided  in  paragraph  <b) 
of   this   section,   taxable   compen.^ation 
shall  be  reported  in  the  tax  return  for 
the  period  in  which  it  is  deemed  under 
§  411.208  to  be  paid,  unless  under  such 
section    such    compensation    may    be 
deemed  to  be  paid  in  more  than  one  tax- 
return  period,  in  which  case  It  shall  be 
reported  only  in  the  return  for  the  first 
period  in  which  it  is  deemed  to  be  paid. 
(b»  Returns  of  employers  required  by 
State  law  to  pay  compensation  on  weekly 
basis.    If  any  employer  is  required  by 
the  laws  of  any  State  to  pay  compensa- 
tion weekly,  the  return  of  tax  with  re- 
spect to  such  compensation  may.  at  the 
election  of  such  employer,  cover  all  pay- 
roll weeks  which,  or  the  major  part  of 
which,  fall  within  the  period  for  which 
a  return  of  tax  is  required  by  paragraph 
(a)  of  this  section.     This  provision  shall 
not  apply,  however,  to  any  pay-roll  week 
which  falls  in  two  calendar  years.    Any 
employer  who  elects  to  file  a  rctiirn  as 
provided  in  this  paragraph  shall  notify 
the  Commissioner  in  writing  of  such  elec- 
tion and  shall  include  therein  a  state- 
ment setting  forth  the  facts  which  entitle 
him  to  make  the  election.    Such  notice 
shall  be  in  duplicate  and  shall  be  at- 
tached to  the  original  and  duplicate  of 
the  return  for  the  first  period  to  which 
such  election  applies.    Any  election  so 
made  shall  be  binding  upon  the  taxpayer 
with  respect  to  all  returns  subsequently 
made  by  him  until  the  Commissioner  au- 
thorizes or  directs  the  taxpayer  to  make 
a  return  on  a  different  basis.    For  the 
purpose  of  determining  the  time  when 
compensation  is  deemed  to  be  paid  in 
accordance  with   §411.208    (c>,   and   of 
determining  the  due  date  of  a  return  in 
accordance  with  §  411.605,  the  calendar 
month  following  the  period  covered  by 
the  return  of  an  employer  making  such 
election   is   the  same   calendar  month 
which  would  be  determinative  for  such 


purposes  If  the  employer  had  not  made 
the  election. 

An  election  made  by  a  taxpayer,  pur- 
suant to  the  provisions  of  §  410.501  (b) 
(article  501  (b)  of  Regulations  100), 
which  is  in  force  and  effect  at  the  time 
the  taxpayer  makes  his  first  return  under 
the  regulations  in  this  part  shall  satisfy 
the  requirements  of  this  paragraph  with 
respect  to  the  making  of  an  election  and 
shall  be  binding  upon  the  taxpayer  with 
respect  to  all  returns  made  by  him  under 
the  regulations  in  this  part  until  the 
Commis.«;ioner  authorizes  or  directs  the 
taxpayer  to  make  a  return  on  a  different 
basis. 

Example.  Employer  X  Is  required  by  State 
law  to  pay  his  employees  within  six  days 
after  the  compensation  is  earned.  In  com- 
pliance with  the  SUte  law.  employer  X.  for 
services  rendered  to  him  for  the  period  June 
27  to  July  2.  1849.  pays  his  employees  on  the 
.  last-named  date.  June  1049  is  the  last  month 
of  a  period  for  which  a  return  of  tax  Is  re- 
quired to  be  filed.  Employer  X  may  elect  to 
Include  in  the  return  required  under  para- 
graph (a)  of  this  section  for  the  period  April 
1  to  June  30,  1949.  the  compensation  paid  to 
his  employees  for  the  week  of  June  27  to 
July  2.  1949.  inclusive.  «lthough  the  com- 
pensation for  July  1  and  2  falls  within  an- 
other period  for  which  a  return  Is  required 
under  paragraph  (a)  of  this  section.  If,  In 
this  example,  the  pay-roll  week  ended  on 
July  5.  1940.  the  compensation  paid  for  the 
pay-roll  week  June  29  to  July  6  would  be 
included  in  the  return  period  in  which  July 
falls  although  the  compensation  earned  for 
June  29  and  30  fell  In  a  prior  return  period 
under  the  general  rule. 

§411.602    Final  returns.    The  last  re- 
turn on  Form  CT-1  for  any  employer  who 
ceases  to  pay  taxable  comjiensation  shall 
be  markt^  "Pinal  jeturn"  by  the  em- 
ployer or  the  person  filing  the  return. 
An  employer  who  has  only  temporarily 
ceased  to  pay  taxable  compensation  shall 
continue  to  file  returns,  but  shall  enter  on 
the  face  of  any  return  on  which  no  com- 
pensation is  required  to  be  reported  the 
date  of  the  last  payment  of  taxable  com- 
pensation and  the  date  when  he  expects 
to  resume  paying  taxable  compensation 
to  one  or  more  employees.    The  last  re- 
turn on  Form  CT-2  for  any  employee 
representative  who  ceases  to  be  paid  tax- 
able compensation  for  services  as  an  em- 
ployee representative  shall  be  marked 
"Pinal  return"  by  the  employee  repre- 
sentative or  the  person  filing  the  return. 
An  employee  representative  who  has  only 
temporarily  ceased  to  be  paid  taxable 
compensation  for  services  as  an  employee 
representative  shall  continue  to  file  re- 
turns, but  shall  enter  on  the  face  of  any 
return  on  which  no  compensation  is  re- 
quired to  be  reported  the  date  of  the  last 
payment  of  taxable  compensation  and 
the  date  when  he  expects  again  to  be 
paid  taxable  compensation  for  services 
as  an  employee  representative.    The  final 
return  on  Form  CT-1  or  CT-2  shall  be 
filed  with  the  collector  on  or  before  the 
sixtieth  day  after  the  date  of  the  final 
payment  of  compensation  with  respect 
to  which  the  tax  is  imposed,  and  shall 
plainly  show  the  period  covered  and  also 
the  date  of  the  last  payment  of  taxable 
compensation.    There  shall  be  executed 
as  a  part  of  each  final  return  a  state- 
ment, in  duphcate,  giving  the  address  at 
which  the  records  required  by  §  411.6C8 
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will  be  kept  and  the  name  of  the  person 
keeping  such  records. 

§  411.603  Execution  of  returns.  Each 
return  on  Form  CT-1  shall  be  signed  by 
the  employer  and  shall  contain  or  be 
verified  by  a  written  declaration  that  it 
is  made  under  the  penalties  of  perjury. 
The  return  shall  be  signed  and  verified 
by  (a)  the  individual,  if  the  employer  is 
an  individual;  (b)  the  president,  vice 
president,  or  other  principal  officer,  if 
the  employer  is  a  corporation;  or  (c)  a 
responsible  and  duly  authorized  member 
or  officer  having  knowledge  of  its  affairs. 
If  the  employer  is  a  partner.ship  or  other 
unincorporated  organization.  Each  re- 
turn on  Form  CT-2  shall  be  signed  by  the 
employee  representative  and  shall  con- 
tain or  be  verified  by  a  written  declara- 
tion that  it  is  made  under  the  penalties 
of  perjury.  The  return  may  be  executed 
by  an  agent  in  the  name  of  the  taxpayer 
If  an  acceptable  power  of  attorney  is 
filed  with  the  collector  and  if.  in  the  case 
of  the  employer's  return,  such  return  in- 
cludes the  taxable  compensation  paid  to 
all  employees  of  the  employer  for  the 
period  covered  by  the  return. 

5  411.604  Use  of  prescribed  forms. 
Copies  of  the  prescribed  return  forms  will 
so  far  as  po.ssible  be  regularly  furni.shed 
taxpayers  by  collectors  without  applica- 
tion therefor.  A  taxpayer  will  not  be 
excused  from  making  a  return,  how- 
ever, by  the  fact  that  no  return  form 
has  been  furnished  to  him.  A  taxpayer 
who  has  not  been  supplied  with  the 
proper  form  should  make  application 
therefor  to  the  collector  in  ample  time 
to  have  return  prepared,  verified,  and 
filed  with  the  collector  on  or  before  the 
due  date.  (See  §  411.605.  relating  to  the 
place  and  time  for  filing  returns;  see 
also  §  411.602.  relating  to  final  returns.) 
If  the  prescribed  form  Is  not  available, 
a  statement  made  by  the  taxpayer  dis- 
closing for  the  period  for  which  a  return 
Is  required  the  amount  of  compensation 
with  respect  to  which  the  tax  is  imposed 
and  the  amount  of  tax  due  may  be  ac- 
cepted as  a  tentative  return.  If  filed 
within  the  prescribed  time  the  statement 
so  made  will  relieve  the  taxpayer  from 
liability  for  the  addition  to  tax  imposed 
for  the  delinquent  filing  of  the  return 
by  section  3612  (d)  (1»  of  the  Internal 
Revenue  Code  (.see  §  411.905  (a) ) :  Pro- 
vided, That  without  unnecessary  delay 
such  tentative  return  is  supplemented  by 
a  return  made  on  the  proper  form. 

Each  return,  together  with  any  pre- 
scribed copies  and  supporting  data,  shall 
be  filled  in  and  disposed  of  in  accordance 
with  the  instructions  and  repulations 
applicable  thereto.  <See  §  411.605.  re- 
lating to  the  place  and  time  for  filing 
returns,  and  §411.608  (d»  and  (g).  re* 
lating  to  copies  of  returns,  schedules, 
and  statements,  and  to  the  place  and 
period  for  keeping  records.)  The  re- 
turn shall  be  carefully  prepared  so  as 
fully  and  accurately  to  set  forth  the 
data  called  for  therein.  Returns  which 
have  not  been  so  prepared  will  not  be 
accepted  as  meeting  the  requirements  of 
the  act.  Consolidated  returns  of  parent 
and  subsidiary  corporations  are  not  per- 
mitted. 
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S  411.605  Place  and  time  for  filing  re- 
turns. Each  return  on  Form  CT-1  shall 
be  filed  with  the  collector  for  the  district 
in  which  Is  located  the  principal  place  of 
business  of  the  employer.  Each  return 
on  Form  CT-2  shall  be  filed  with  the  col- 
lector for  the  district  in  which  is  located 
the  legal  residence  or  principal  place  of 
business  of  the  employee  representative. 
If  the  employer  has  no  principal  place  of 
business  in  the  United  States  or  if  the 
employee  representative  has  no  legal  res- 
idence or  principal  place  of  business  in 
the  United  States,  the  return  shall  be 
filed  with  the  collector  at  Baltimore,  Md. 
Except  as  provided  in  §  411.602.  each  re- 
turn shall  be  filed  on  or  before  the  last 
day  of  the  second  calendar  month  fol- 
lowing the  period  for  which  it  is  made. 
If  the  last  day  for  filing  any  return  falls 
on  Sunday  or  a  legal  holiday,  the  return 
may  be  filed  on  the  next  following  busi- 
ness day.  If  placed  in  the  mails,  the  re- 
turn shall  be  posted  in  ample  time  to 
reach  the  collector's  office,  under  ordi- 
nary handling  of  the  mails,  on  or  before 
the  due  date.  As  to  additions  to  tax  for 
failure  to  file  the  return  within  the  pre- 
scribed time,  see  §  411.905  (a).  See  also 
section  2707  of  the  Internal  Revenue 
Code,  relating  to  penalties. 

§  411.606  Payment  of  tax.  The  tax 
required  to  be  reported  on  any  return  is 
due  and  payable  to  the  collector,  without 
assessment  by  the  Commissioner  or  no- 
tice by  the  collector,  at  the  time  fixed  for 
filing  the  return.  For  provisions  relat- 
ing to  interest,  additions  to  tax.  and  pen- 
alties, see  §§  411.903.  411.904,  and  411.905 
of  the  regulations  in  this  part  and  sec- 
tion 2707  of  the  Internal  Revenue  Code. 

5  411.607  When  fractional  part  of  cent 
may  be  disregarded.  In  the  payment  of 
taxes  to  the  collector  a  fractional  part  of 
a  cent  shall  be  disregarded  unless  it 
amounts  to  one-half  cent  or  more,  in 
which  case  it  shall  be  increased  to  1  cent. 
Fractional  parts  of  a  cent  shall  not  be 
disregarded  in  the  computation  of  taxes. 
See  §  411.303  (d)  for  provisions  relating 
to  fractional  parts  of  a  cent  in  connection 
with  the  deduction  of  employees'  tax 
from  compensation. 

§  411.608  Records— (a)  Records  of 
employers.  Every  employer  liable  for 
tax  shall  keep  accurate  records  of  all  re- 
muneration (whether  in  money  or  in 
something  which  may  be  used  in  lieu  of 
money)  other  than  tips  paid  to  his  em- 
ployees after  December  31. 1948.  for  serv- 
ices rendered  to  him  (includinc;  "time 
lost'*  after  December  31,  1936.  Such 
records  shall  show  with  respect  to  each 
employee: 

(1)  The  name  and  address  of  the 
employee; 

(2)  The  total  amount  and  date  of  each 
payment  of  remuneration  to  the  em- 
ployee (including  any  sum  withheld 
therefrom  as  tax  or  for  any  other  reason) 
and  the  period  of  service  (including  any^ 
period  of  absence  from  active  service) 
covered  by  such  payment; 

(3>  The  amount  of  such  payment  of 
remuneration  with  respect  to  which  the 
tax  is  imposed;  and 

(4)  The  amount  of  employees*  tax 
withheld  or  collected  with  respect  to  such 
payment,  and,  if  collected  at  a  time  other 
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than  the  time  such  payment  was  made, 
the  date  collected. 

If  the  total  payment  of  remuneration 
(subparagraph  (2)  of  this  paragraph) 
and  the  amount  thereof  with  respect  to 
which  the  tax  is  imjxised  (subparagraph 
(3)  of  this  paragraph)  are  not  equal,  the 
reason  therefor  shall  be  made  a  matter  of 
record.  Accurate  records  of  the  details 
of  each  adjustment  or  settlement  made 
pursuant  to  §§  411.702  or  411.703,  includ- 
ing the  date  and  amount  of  each  adjust- 
ment or  settlement,  shall  also  be  kept. 

(b)  Records  of  employees.  While  not 
mandatory,  it  is  advisalDle  for  each  em- 
ployee to  keep  permanent,  accurate  rec- 
ords showing  the  name  and  address  of 
each  employer  for  whom  he  renders 
services  as  an  employee,  the  dates  of 
beginning  and  termination  of  such  serv- 
ices rendered  to  each  employer,  and  the 
information  with  respect  to  himself 
which  is  required  by  paragraph  (a)  of 
this  section  to  be  kept  by  employers. 
<See,  however,  paragraph  (e),  relating 
to  records  of  claimants.) 

(c)  Records  of  employee  representa- 
tives. Every  Individual  liable  for  em- 
ployee representatives'  tax  shall  keep 
accurate  records  of  all  remuneration 
(whether  in  money  or  in  something 
which  may  be  used  in  lieu  of  money)  paid 
to  him  after  December  31.  1948,  for  serv- 
ices rendered  (including  "time  lost")  by 
him  as  an  employee  representative  after 
December  31,  1946.  Such  records  shall 
show: 

(1>  The  name  and  address  of  each 
employee  organization  employing  him; 

(2)  The  total  amount  and  date  of  each 
payment  of  remuneration  for  services 
rendered  as  an  employee  representative 
(including  any  sum  withheld  therefrom) 
and  the  period  of  service  (including  any 
period  of  absence  from  active  service) 
covered  by  such  payment ;  and 

(3)  The  amount  of  such  payment  of 
remuneration  with  respect  to  which  the 
employee  representatives'  tax  is  imposed. 

If  the  total  payment  of  remuneration 
(subparagraph  (2)  of  this  paragraph) 
and  the  amount  thereof  with  respect  to 
which  the  employee  representatives'  tax 
is  imposed  (subparagraph  (3)  of  this 
paragraph)  are  not  equal,  the  reason  ^ 
therefor  shall  be  made  a  matter  of  record. 

(d)  Copies  of  returns,  schedules,  and 
statements.  Every  taxpayer  who  is  re- 
quired, by  the  regulations  in  this  part  or 
by  instructions  applicable  to  any  form 
prescribed  under  such  regulations,  to 
keep  a  copy  of  any  return,  schedule, 
statement,  or  other  document  shall  keep 
such  copy  as  a  part  of  his  records. 

(e)  Records  of  claimarits.  Every  per- 
son (including  an  employee)  claiming 
refund,  credit,  or  abatement  of  any  tax, 
penalty,  or  interest  shall  keep  a  com- 
plete and  detailed  record  with  respect 
to  such  tax,  penalty,  or  interest. 

(f)  Form  of  records.  No  particular 
form  is  prescribed  for  keeping  the  rec- 
ords required  by  this  section.  Each  per- 
son required  to  keep  records  shall  use 
such  forms  and  .systems  of  accounting 
as  will  enable  the  Commissioner  to  as- 
certain whether  the  taxes  for  which  such 
person  is  liable  are  correctly  computed 
and  paid.- 
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(g)  Place  and  period  for  keeping  rec- 
ords. All  records  required  by  the  regula- 
tions in  this  part  shall  be  kept,  by  the 
person  required  to  keep  them,  at  one  or 
more  convenient  and  safe  locations  ac- 
cessible to  Internal  revenue  olDcers. 
Such  records  shall  at  all  times  be  open 
for  inspection  by  such  oflBcers.  If  the 
employer  has  a  principal  place  of  busi- 
ness in  the  United  States,  the  records 
required  by  paragraphs  <d)  and  (e)  of 
this  section  shall  be  kept  at  such  place  of 
business.  If  the  employee  representative 
has  a  principal  place  of  business  or  legal 
residence  in  the  United  States,  the  rec- 
ords required  by  paragraphs  (d)  and  <e) 
of  this  section  shall  be  kept  at  such  place 
of  business  or  residence. 

Records  required  by  paragraphs  (a), 
(c>.  and  (d)  of  this  section  shall  be 
maintained  for  a  period  of  at  least  four 
years  after  the  date  the  tax  to  which 
they  relate  becomes  due.  or  the  date  the 
tax  is  paid,  whichever  is  later.  Records 
required  by  paragraph  (e>  of  this  sec- 
tion (including  any  record  required  by 
paragraph  (a),  (c),  or  <d)  which  relates 
to  a  claim  >  shall  be  maintained  for  a 
period  of  at  least  four  years  after  the 
date  the  claim  is  filed. 

Subpart  G — Adjustmknt  of  Employees' 
Tax  and  Employers'  Tax 

BecnoN  1501  (c)  of  the  Act 

ADJUSTMENTS 

If  more  or  less  than  the  correct  amount  of 
tax  Imposed  by  secticn  1500  Is  paid  with  re- 
spect to  any  compensation  payment,  then, 
under  regulations  made  under  this  subchap- 
ter by  the  Commissioner,  with  the  approval 
of  the  Secretary,  proper  adjustments,  with 
respect  both  to  the  tax  and  the  amount  to 
be  deducted,  shall  be  made,  without  interest, 
in  connection  with  ubsequent  compensa- 
tion payments  to  the  same  employee  by  the 
■ame  employer. 

Section  1521  of  the  Act 

adjustments 

If  more  or  less  than  the  correct  amount  of 
the  tax  imposed  by  section  1520  Is  paid  with 
respect  to  any  compensation  payment,  then, 
under  regulations  made  by  '.ne  Commissioner, 
with  the  approval  of  the  Secretary,  proper 
adjustments  with  respect  to  the  tax  shall  be 
made,  without  Interest.  In  connection  with 
subsequent  excise-tax  payments  made  by 
the  Fame  employer. 

§  411.701  Adjustments  in  general. 
Errors  in  the  payment  of  employees'  tax 
and  employers'  tax  must  be  adjusted  in 
certain  cases  without  interest.  Not  all 
corrections  of  erroneous  collections  or 
payments  of  tax.  however,  constitOte  ad- 
justments within  the  meaning  of  the  act 
and  the  regulations  in  this  part.  The 
various  situations  under  which  such  ad- 
justments shall  be  i  lade  are  set  forth  in 
§§  411. '102  and  411.703.  the  provisions  of 
which  also  relate  to  settlement  other 
than  by  adjustment  under  certain  cir- 
cumstances set  forth  therein.  No  under- 
payment of  employees'  tax  or  employers' 
tax  shall  be  reported  pursuant  to  such 
sections  after  receipt  from  the  collector 
of  notice  and  demand  for  payment  there- 
of based  upon  an  assessment,  but  the 
amount  shall  be  paid  in  accordance  with 
such  notice  and  demand.  Every  return 
on  which  an  adjustment  or  settlement 
is  reported  pursuant  to  §§  411.702  or 
411. 7C3  must  have  secuiely  attached  as  a 
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part  thereof  a  statement,  in  duplicate, 
explaining  the  adjustment  or  settlement 
In  detail  and  setting  forth  such  other 
Information  as  may  be  required  by  the 
regulations  in  this  part  and  by  the  in- 
structions relating  to  the  return. 

5  411.702  Adjustment  of  employees' 
tax — (a)  Under  collections — (1)  Prior  to 
filing  of  return.  If  no  employees'  tax  or 
less  than  the  correct  amount  of  employ- 
ees' tax  is  deducted  from  any  payment  of 
compensation  to  an  employee  and  the 
error  Is  ascertained  prior  to  the  time 
the  return  on  Form  CT-1  Is  filed  with 
the  collector  for  the  period  for  which 
such  compensation  is  required  to  be  re- 
ported (see  §  411.601) ,  the  employer  shall 
nevertheless  report  on  such  return  and 
pay  to  the  collector  the  correct  amount 
of  employees'  tax.  However,  the  report- 
ing and  payment  by  the  employer  of  the 
correct  amount  of  such  tax  in  accordance 
with  this  subparagraph  do  not  consti- 
tute an  adjustment,  and  the  amount 
shall  not  be  reported  as  an  adju.stment 
on  the  return.  The  obligation  of  the  em- 
ployee to  the  employer  with  respect  to 
the  undercollection  of  the  employees'  tax 
in  such  case  is  a  matter  for  settlement 
between  the  employee  and  the  employer. 

(2)  After  return  is  filed.  If  no  em- 
ployees' tax  or  less  than  the  correct 
amount  of  employees'  tax  is  deducted 
from  any  payment  of  compensation  to  an 
employee  and  the  correct  amount  of  such 
tax  is  not  reported  on  a  return  on  Form 
CT-1  and  pa.d  to  the  collector  pursuant 
to  subparagraph  (1)  of  this  paragraph, 
the  employer  shall  collect  the  amount  of 
the  undercollection  by  deducting  such 
amount  from  the  first  payment  of  com- 
pensation subject  to  employees'  tax  made 
to  such  employee  after  the  error  is  as- 
certained. Such  deduction  shall  be 
made  without  interest.  The  amount  so 
deducted  shall  be  reported  by  the  em- 
ployer as  an  adjustment  on  the  return 
on  Form  CT-1  for  the  tax-return  period 
for  which  such  first  payment  of  com- 
pensation is  required  to  be  reported  (see 
5  411.601 ) .  The  undercollection  shall  be 
deducted  from  such  first  payment  of 
compensation  in  addition  to  the  em- 
pl05'ees'  tax  imposed  with  respect  to  such 
compensation  and  shall  be  paid  to  the 
collector  at  the  time  fixed  for  the  pay- 
ment of  such  employees'  tax.  If  an  ad- 
justment is  reported  pursuant  to  this 
subparagraph  and  Is  paid  when  due,  the 
amount  of  the  adjustment  is  payable 
without  interest.  However,  if  the 
amount  of  the  adjustment  is  not  paid 
when  due.  Interest  thereafter  accrues.  If 
an  employer  makes  an  erroneous  collec- 
tion of  employees'  tax  from  two  or  more 
of  his  employees,  a  separate  settlement 
must  be  made  with  respect  to  each  em- 
ployee. Thus,  an  overcollection  of  em- 
ployees' tax  from  one  employee  may  not 
be  used  to  offset  an  undercollection  of 
such  tax  from  another. 

If  after  the  error  is  a.scertained  no 
further  payment  to  the  employee  of  com- 
pensation subject  to  employees'  tax  Is 
made  or  contemplated  by  the  employer 
who  failed  to  deduct  the  correct  amount 
of  employees'  tax,  the  undercollection  is 
not  adjustable  under  this  section.  In 
such  case  If  the  undercollection  Is  not 
reported  and  paid  pursuant  to  subpara- 
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of  such  undercollection  shall  be  reported 
on  the  employer's  next  return  on  Form 
CT-1.  (For  Interest  accruing  on 
amounts  so  reported,  see  S  411.903.)  The 
obligation  of  the  employee  to  the  em- 
ployer with  respect  to  the  undercollec- 
tion of  the  employees'  tax  in  such  case 
is  a  matter  for  settlement  between  the 
employee  and  the  employer. 

(b)  Over  collections — d)  Prior  to  fil- 
ing of  return.  If  an  employer  (1)  col- 
lects more  than  the  correct  amount  of 
employees'  tax  from  any  employee  with 
respect  to  the  compensation  required  to 
be  reported  for  any  tax-return  period, 
and  (ii)  reimburses  the  employee  in  the 
amount  of  the  overcollection  prior  to  the 
time  the  return  on  Form  CT-1  for  such 
period  is  filed  with  the  collector,  the  em- 
ployer shall  not  report  on  any  return  or 
pay  to  the  collector  the  amount  of  the 
overcollection.  However,  every  overcol- 
lection for  which  the  employee  is  net  re- 
imbursed as  provided  in  this  subpara- 
graph must  be  reported  and  paid  to  the 
collector  with  the  return  on  Form  CT-1 
for  the  period  with  re.^pect  to  which  the 
overcollection  was  made. 

(2)  After  return  is  filed.  If  an  em- 
ployer collects  from  any  employee  and 
pays  to  the  collector  more  than  the  cor- 
rect amount  of  employees'  tax,  the  em- 
ployer shall  adjust  the  cverccllection 
when  the  first  payment  of  compensation 
subject  to  employees'  tax  is  made  to  the 
employee  after  the  error  is  ascertained. 
The  adjustment  shall  be  made  by  apply- 
ing the  overcollection  against  the  em- 
ployees' tax  which  Is  Imposed  with  re- 
spect to  such  first  payment  of  compen- 
sation, and  by  deducting  the  remainder, 
if  any.  of  the  tax  from  such  compensa- 
tion. In  case  the  overcollection  is 
greater  in  amount  than  the  employees' 
tax  imposed  with  respect  to  such  first 
payment  of  compensation,  the  balance 
shall  be  applied  again.st  the  employees' 
tax  imposed  with  respect  to  the  next 
consecutive  payments  of  compensation 
subject  to  employees'  tax  until  the  ad- 
justment is  completed.  An  overcollec- 
tion is  adjustable  under  this  subpara- 
graph only  to  the  extent  that  the  adjust- 
ment of  such  overcollection  is  completed 
and  reported  on  a  return  filed  within  the 
4-year  period  after  the  date  the  overpay- 
ment was  made  to  the  collector.  A 
claim  for  credit  or  refund  (in  accordance 
with  §  411.801)  may  be  filed  within  such 
4-ycar  period  for  such  part  of  any  over- 
collection  paid  to  the  collector  as  cannot 
be  adjusted  under  this  subparagraph.  If 
after  the  error  is  ascertained  no  further 
payment  to  the  employee  of  compensa- 
tion subject  to  employees'  tax  is  made  or 
contemplated  by  the  employer  who  made 
the  overcollection.  the  overpayment  is 
not  adjustable  under  this  section.  In 
such  case  the  employer  may  pay  the 
amount  of  the  overcollection,  or  such 
part  thereof  as  remains  unadjusted  un- 
der this  section,  to  the  employee  and  file 
a  claim  for  credit  or  refund  in  accord- 
ance with  §  411.801.  In  lieu  of  paying 
such  amount  prior  to  filing  a  claim,  the 
employer  may  obtain  the  employee's 
written  consent  to  allowance  of  the  claim. 

5  411.703  Adjustment  of  employers' 
tax — (a)   Underpayments.     If    no    em- 
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ployers'  tax  or  less  than  the  correct 
amount  of  employers'  tax  with  respect  to 
any  payment  of  compensation  is  reported 
on  a  return  on  Form  CT-1  and  paid  to 
the  collector,  the  employer  shall  adjust 
the  underpayment  by  reporting  the 
amount  of  the  underpayment  as  addi- 
tional tax  on  his  next  return  on  Form 
CT-1  filed  after  the  error  is  ascertained. 
The  amount  of  each  underpayment  ad- 
justed in  accordance  with  this  para- 
graph shall  be  paid  to  the  collector  at 
the  time  fixed  for  filing  such  return.  If 
an  adjustment  is  reported  pursuant  to 
this  paragraph  and  is  paid  when  due,  the 
amount  of  the  adjustment  is  payable 
without  Interest.  However,  if  the  amount 
of  the  adjustment  is  not  paid  when  due, 
Interest  thereafter  accrues. 

(b)  Overpayments.  If  an  employer 
^pays  more  than  the  correct  amount  of 
employers'  tax  with  respect  to  any  pay- 
ment of  compensation,  the  employer 
shall  adjust  the  overpayment  by  report- 
ing the  amount  of  the  overpayment  as  a 
deduction  from  the  amount  of  employers' 
tax  reported  on  his  next  return  on  Form 
CT-1  filed  after  the  error  is  ascertained. 
An  overpayment  is  adjustable  under  this 
paragraph  only  to  \he  extent  that  the 
overpayment  is  deducted  from  the  em- 
ployers* tax  reported  on  a  return  filed 
within  the  4-year  period  after  the  dat« 
the  overpayment  was  made  to  the  collec- 
tor. A  claim  for  credit  or  refund  (in 
accordance  with  5  411.801)  may  be  filed 
within  such  4-year  period  for  such  part 
of  any  overpayment  as  cannot  be  ad- 
ju.sted  under  this  paragraph.  If  after 
the  error  is  ascertained  no  employers'  tax 
is  reported  on  a  return  on  Form  CT-1 
and  paid  to  the  collector  by  the  employer 
who  made  the  overpayment,  or  such  re- 
porting and  payment  are  not  contem- 
plated by  the  employer,  the  overpayment 
Is  not  adjustable  under  this  section.  In 
such  case  the  employer  may  file  a  claim 
for  credit  or  refund  in  accordance  with 
5  411.801. 

Subpart  H— Refunds,  Credits,  and 
Abatements 

Section  1502  or  the  Act 

overpayments 

If  more  •  •  •  than  th«  correct 
amount  of  the  tax  Imposed  by  section  1500 
Is  paid  or  deducted  with  respect  to  any  com- 
pensation   payment    and    the    overpayment 

•  •  •  of  the  tax  cannot  be  adjusted  un- 
der section  1501  (c),  the  amount  of  the  over- 
payment shall  be  refunded  •  •  •  In 
such  manner  and  at  such  times  (subject  to 
the  statute  of  limitations  properly  applicable 
thereto)  as  may  be  prescribed  by  regulations 
under  this  subchapter  as  made  by  the  Com- 
missioner, with  the  approval  of  the  Sec- 
retary. 

Section  1522  or  the  Act 

overpayments 

If  more  •  •  •  that  the  correct 
amount  of  the  tax  Imposed  by  section  1520 
Is  paid  or  deducted  with  respect  to  any  com- 
pensation payment    and    the    overpaynxent 

•  •  •  of  the  tax  cannot  be  adjusted  un- 
der section  1521,  the  amount  of  the  overpay- 
ment shall  be  refunded  •  •  •  In  such 
manner  and  at  such  times  (subject  to  the 
statute  of  limitations  properly  applicable 
thereto)  as  may  be  prescribed  by  regulations 
under  this  subchapter  as  made  by  the  Com- 
missioner, with  the  approval  of  the  Sec- 
retary. 
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SscTiOH  2708  (a)  or  thi  1nt«nal  Revinub 
CODi,  Madi  Applicable  bt  Section  153fl  or 
THX  Act 

ibboneous  payments 

In  General.  In  the  case  of  any  overpayment 
or  overcollection  of  the  tax  •  •  •,  the 
person  malting  such  overpayment  or  over- 
collection  may  take  credit  therefor  against 
taxes  due  upon  any  •  •  •  return,  and 
shall  make  refund  of  any  excessive  amount 
collected  by  him  upon  proper  application  by 
the  person  entitled  thereto. 

Section  3770  (a)  or  the  Internal  Revenui 
Cods 

authority  to  make  abatements,  credits,  and 

refunds 

To  taxpayers — (1)  Assessments  and  col' 
lections  generally.  Except  as  otherwise  pro- 
vided by  law  In  the  case  of  Income,  war- 
proflts,  excess-profits,  estate,  and  gift  taxes, 
the  Commissioner,  subject  to  regulations  pre- 
scribed by  the  Secretary.  Is  authorized  to 
remit,  refund,  and  pay  back  all  taxes  er- 
roneously or  Illegally  assessed  or  collected,  all 
penalties  collected  without  authority,  and  all 
taxes  that  appear  to  be  unjustly  assessed  or 
excessive  In  amount,  or  in  any  manner 
wrongfully  collected. 

(3)  Assessments  and  collections  after  lim- 
Uation  period.  Any  tax  (or  any  Interest, 
penalty,  additional  amount,  or  addition  to 
such  tax)  assessed  or  paid  after  the  expira- 
tion of  the  period  of  limitation  properly  ap- 
plicable thereto  shall  be  considered  an  over- 
payment and  shall  be  credited  or  refunded 
to  the  taxpayer  If  claim  therefor  Is  filed  with- 
in the  period  of  limitation  for  filing  such 
claim. 

•  •  •  •  • 

(Sec.  3770  (a),  I.  R.  C,  as  amended  by  sec. 
508  (b).  Second  Revenue  Act  of  1940,  64 
Stat.  1008) 

SrcmoN  3313  or  the  Internal  Revenue  Code 

period  of  limitation  upon  refunds  and 

CREDITS 

AH  claims  for  the  refunding  or  crediting 
of  any  Internal  revenue  tax  alleged  to  have 
been  erroneously  or  Illegally  assessed  or  col- 
lected, or  of  any  penalty  alleged  to  have  been 
collected  without  authority,  or  of  any  sum 
alleged  to  have  been  excessive  or  In  any  man- 
ner wrongfully  collected  must  »  •  •  be 
presented  to  the  Commissioner  within  four 
years  next  after  the  payment  of  such  tax, 
penalty,  or  sum.  The  amount  of  the  re- 
fund •  •  •  shall  not  exceed  the  por- 
tion of  the  tax.  penalty,  or  sum  paid  during 
the  four  years  Immediately  preceding  the 
filing  of  the  claim,  or  if  no  claim  was  filed, 
then  during  the  four  years  Immediately  pre- 
ceding the  allowance  of  the  refund. 

Section  3477  of  the  United  States  Revised 
Statutes 

when  assignments  of  claim  void 

All  transfers  and  assignments  made  of  any 
claim  upon  the  United  States,  or  of  any  part 
or  share  thereof,  or  Interest  therein,  whether 
absolute  or  conditional,  and  whatever  may 
be  the  consideration  therefor,  and  all  pow- 
ers of  attorney,  orders,  or  other  authorities 
for  receiving  payment  of  any  such  claim,  or 
of  any  part  or  share  thereof,  shall  be  abso- 
lutely null  and  void,  unless  they  are  freely 
made  and  executed  In  the  presence  of  at  least 
two  attesting  witnesses,  after  the  allowance 
of  such  a  claim,  the  ascertainment  of  the 
amount  due,  and  the  Issuing  of  a  warrant 
for  the  payment  thereof.  Such  transfers, 
assignments,  and  powers  of  attorney,  must 
recite  the  warrant  for  payment,  and  must 
be  acknowledged  by  the  person  making  them, 
before  an  officer  having  authority  to  take 
acknowledgments  of  deeds,  and  shall  be  cer- 
tified by  the  officer;  and  It  must  appear  by 
the  certificate  that  the  officer,  afthe  time  of 
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the  acknowledgment,  read  and  fully  ex- 
plained the  transfer,  assignment,  or  war- 
rant of  attorney  to  the  person  acknowledging 
the  same. 


5  411.801  Refund  or  credit  of  over- 
payments which  are  not  adjustable; 
abatement  of  overassessments — (a)  Who 
may  make  claims.  If  more  than  the  cor- 
rect amount  of  tax,  penalty,  or  interest 
Is  paid  to  the  collector,  the  person  who 
paid  such  tax,  penalty,  or  Interest  to  the 
collector  may  file  a  claim  for  refund  of 
such  overpayment  or  such  person  may 
take  credit  for  the  overpayment  on  any 
return  on  Form  CT-1  or  Form  CT-2 
which  he  subsequently  files.  (See  para- 
graph (a)  of  this  section,  relating  in  part 
to  overpayments  which  are  adjustable.) 
If  more  than  the  correct  amount  of  tax. 
penalty,  or  interest  is  assessed  but  not 
paid  to  the  collector,  the  person  against 
whom  the  assessment  Is  made  may  file 
a  claim  for  abatement  of  such  over- 
assessment.  (See  also  paragraph  (c)  of 
this  section,  relating  to  claims  by  em- 
ployees. ) 

(b>  Statements  supporting  employers' 
claims  for  employees'  tax.  Every  claim 
filed  by  an  employer  for  refund,  credit, 
or  abatement  of  employees'  tax  collected 
from  an  employee  shall  Include  a  state- 
ment that  the  employer  has  repaid  the 
tajt  to  the  employee  or  has  secured  the 
written  consent  of  such  employee  to  al- 
lowance of  the  refund,  credit,  or  abate- 
ment. In  every  such  case,  the  employer 
shall  maintain  as  part  of  his  records  the 
written  receipt  of  the  employee,  showing 
the  date  and  amount  of  the  repayment. 
or  the  written  consent  of  the  employee, 
whichever  is  used  in  support  of  the  claim. 
(See  paragraph  (d)  of  this  section,  re- 
lating to  form  of  claims.) 

(c)  Refund  claims  made  by  employees. 
If  (1)  more  than  the  correct  amount  of 
employees'  tax  is  collected  by  an  em- 
ployer from  an  employee  and  paid  to  the 
collector,  and  (2)  such  overcollection  is 
not  adjustable  under  §  411.702,  and  (3) 
the  employee  does  not  receive  reimburse- 
ment in  any  manner  from  such  employer 
and  does  not  authorize  the  employer  to 
file  a  claim  and  receive  refund  or  credit, 
such  employee  may  file  a  claim  for  refund 
of   such   overpayment.     The   employee 
shall  submit  with  the  claim  a  statement 
setting  forth  the  extent,  if  any,  to  which 
the  employer  has  reimbursed  the  em- 
ployee in  any  manner  for  the  overcollec- 
tion, the  amount.  If  any,  of  credit  or  re- 
fund of  such  overpayment  claimed  by  the 
employer  or  authorized  by  the  employee 
to  be  claimed  by  the  employer,  and  such 
facts  as  will  establish  that  the  overpay- 
ment is  not  adjustable  under  5  411.702. 
The  employee  shall  obtain  such  state- 
ment, if  possible,  from  the  employer,  who 
should  include  in  such  statement  the  fact 
that  It  Is  made  in  support  of  a  claim 
against  the  United  States  to  be  filed  by 
the  employee  for  refund  of  employees' 
tax  paid  by  such  employer  to  the  collector 
of  internal  revenue.    If  the  employer's 
statement   is   not   submitted   with   the 
claim,    the    employee    shall    make    the 
statement  to  the  best  of  his  knowledge 
and  belief,  and  shall  Include  therein  an 
explanation  of  his  inability  to  obtain  tlie 
statement  from  the  employer. 
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(d)  Form  of  claims.  Each  claim  for 
refund  or  abatement  under  this  section 
shall  be  made  on  Form  843  In  accord- 
ance with  the  regulations  in  this  part 
and  with  the  instructions  relating  to  such 
form.  Copies  of  Form  843  may  be  ob- 
tained from  any  collector.  If  credit  is 
taken  under  this  section,  a  claim  on  Form 
843  is  not  required,  but  the  return  on 
which  such  credit  is  claimed  shall  have 
securely  attached  as  a  part  thereof  a 
statement,  in  duplicate,  which  shall  con- 
stitute the  claim  for  credit,  setting  forth 
In  detail  the  grounds  and  facts  relied 
upon  in  support  of  the  credit  and  show- 
ing such  other  information  as  Is  re- 
quired by  the  regulations  in  this  part  and 
by  the  instructions  relating  to  the  return. 

(e)  Limitations  on  claims.  No  refund 
or  credit  will  be  allowed  after  the  expira- 
tion of  four  years  after  the  payment  to 
the  collector  of  the  tax.  penalty,  or  in- 
terest, except  upon  one  or  more  of  the 
grounds  set  forth  in  a  claim  filed  prior 
to  the  expiration  of  such  4-year  period. 
No  refund  or  credit  of  an  overpayment 
will  te  allowed  if  such  overpayment  Is 
adjustable  under  55  411.702  or  411.703. 

(f)  Claims  improperly  made.  Any 
claim  which  does  not  comply  with  the 
requirements  of  this  section  will  not  be 
considered  for  any  purpose  as  a  claim  for 
refund,  credit,  or  abatement. 

(g)  Proof  of  representative  capacity. 
If  a  return  is  made  by  an  individual  who 
thereafter  dies  and  a  refund  claim  Is 
made  by  a  legal  representative  of  the 
deceased,  'certified  copies  of  the  letters 
testamentary,  letters  of  administration, 
or  other  similar  evidence  must  be  an- 
nexed to  the  claim,  to  show  the  author- 
ity of  the  executor,  administrator,  or 
other  fiduciary  by  whom  the  claim  is 
made.  If  an  executor,  administrator, 
guardian,  trustee,  receiver,  or  other  fidu- 
ciary makes  a  return  and  thereafter  a 
refund  claim  Is  made  by  the  same  fidu- 
ciary, documentary  evidence  to  establish 
the  legal  authority  of  the  fiduciary  need 
not  accompany  the  claim,  provided  a 
statement  is  made  in  the  claim  showing 
that  the  return  was  made  by  the  fiduciary 
and  that  the  latter  is  still  acting.  In 
such  cases,  if  a  refund  or  interest  is  to 
be  paid,  letters  testamentary,  letters  of 
administration,  or  other  evidence  may 
be  required,  but  should  be  submitted  only 
upon  the  receipt  of  a  specific  request 
therefor.  If  a  claim  is  made  by  a  fiduci- 
ary other  than  the  one  by  whom  the  re- 
turn was  made,  the  necessary  documen- 
tary evidence  should  accompany  the 
claim.  The  affidavit  may  be  made  by  the 
agent  of  the  person  assessed,  but  in  such 
case  a  power  of  attorney  must  accom- 
pany the  claim. 

Section  7   (e)   or  the  Carriers  Taxing  Act 
OF  1937 

Any  tax  paid  under  this  Act  (Carriers  Tax- 
ing Act  of  1937)  by  a  taxpayer  with  respect 
to  any  period  with  respect  to  which  he  Is  not 
liable  to  tax  under  this  Act  shall  be  credited 
against  the  tax.  if  any.  imposed  by  title  VIII 
of  the  Social  Security  Act  upon  such  taxpayer, 
and  the  balance,  it  any,  shall  be  re- 
lunded.     •     •     • 

Bectton  1531  or  the  Act 

ERRONEOUS    PAYMENTS 

Any  tax  paid  under  this  subchapter  by  a 
taxpayer  with  respect  to  any  period  with  re- 
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spect  to  which  he  is  not  liable  to  tax  under 
this  subchapter  shall  be  credited  against  ths 
tax.  If  any.  imposed  by  subchapter  A  upon 
such  taxpayer,  and  the  balance,  if  any,  shall 
be  refunded. 

§  411.802  Credit  and  refund  of  taxes 
paid  under  Railroad  Retirement  Tax  Act 
or  corresponding  prior  law  for  period 
during  which  liability  existed  under  Fed- 
eral Insurance  Contributions  Act  or  cor- 
responding  prior  law — (a)  Taxes  paid 
under  Carriers  Taxing  Act  of  1937.  If 
any  person  pays  any  amount  as  tax 
under  the  Carriers  Taxing  Act  of  1937 
with  respect  to  any  period  for  which  he 
is  not  liable  for  such  tax  and  such  person 
is  liable  for  a  tax  imposed  by  Title  Vin 
of  the  Social  Security  Act,  the  amount 
paid  as  tax  under  the  Carriers  Taxing 
Act  of  1937  shall  be  credited  against  the 
tax  for  which  such  person  is  liable  under 
Title  VIII  of  the  Social  Security  Act  and 
the  balance,  if  any,  shall  be  refunded. 
Each  claim  for  refund  under  this  para- 
graph shall  be  made  in  accordance  with 
§  411.801.  Each  claim  for  credit  under 
this  paragraph  shall  be  made  on  Form 
843  in  accordance  with  the  Instructions 
relating  to  such  form  and  the  applicable 
provisions  of  §  411.801.  See  article  703  of 
Regulations  100  for  credit  or  refund  of 
amounts  paid  as  tax  under  Title  VIII  of 
the  Social  Security  Act  for  any  period 
during  which  liability  existed  under  the 
Carriers  Taxing  Act  of  1937. 

(b)  Taxes  paid  under  Railroad  Retire- 
ment  Tax  Act.  If  any  person  pays  any 
amount  as  tax  under  the  Railroad  Re- 
tirement Tax  Act  (in  force  before,  on,  or 
after  January  1,  1947)  with  respect  to 
any  period  for  which  he  is  not  liable  for 
such  tax  and  such  per.son  is  liable  for 
a  tax  imposed  by  the  Federal  In-^^urance 
Contributions  Act  (in  force  before,  on, 
or  after  January  1,  1940).  the  amount 
paid  as  tax  under  the  Railroad  Retire- 
ment Tax  Act  shall  be  credited  against 
the  tax  for  which  the  person  is  liable 
under  the  Federal  Insurance  Contribu- 
tions Act  and  the  balance,  If  any.  shall 
be  refunded.  Each  claim  for  refund 
under  this  paragraph  shall  be  made  in 
accordance  with  §  411.801.  Each  claim 
for  credit  under  this  paragraph  shall  be 
made  on  Form  843  In  accordance  with  the 
instructions  relating  to  such  form  and 
the  applicable  provisions  of  5  411.801  of 
the  regulations  in  this  part.  See  section 
1422  of  the  Federal  Insurance  Contribu- 
tions Act  for  credit  or  refund  of  amounts 
paid  as  tax  under  such  act  for  any  period 
during  which  liability  existed  under  the 
Railroad  Retirement  Tax  Act. 

SuBP.ART  I — Miscellaneous  Provisions 

ASSESSMENT  AND  COLLECTION  OF 
UNDERPAYMENTS 

Section  1503  or  the  Act 

UNDERPATMENTS 

If  •  •  •  less  than  the  correct  amount 
of  the  tax  imposed  by  section  1500  is  paid  or 
deducted  with  respect  to  any  compensation 
payment  and  the  •  •  •  underpayment 
of  the  tax  cannot  be  adjusted  under  section 
1601  (c),  •  •  •  the  amount  of  the  un- 
derpayment shall  be  collected  in  such  man- 
ner and  at  such  times  (subject  to  the  statute 
of  limitations  properly  applicable  thereto) 
M  may  be  prescribed  by  regulations  under 
this  subchapter  as  made  by  the  Commit- 
•loner,  with  the  approval  of  the  Secretary. 
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UNDXRPATMXNTS 

If  •  •  •  less  than  the  correct  amount 
of  the  tax  imposed  by  section  1520  is  paid  or 
deducted  with  respect  to  any  compensation 
payment  and  the  •  •  •  underpayment 
of  the  tax  cannot  be  adjusted  under  section 
1521,  •  •  •  the  amount  of  the  under- 
payment shall  be  collected  In  such  manner 
and  at  such  times  (subject  to  the  statute  of 
limitations  properly  applicable  thereto)  as 
may  be  prescribed  by  regulations  under  this 
subchapter  as  made  by  the  Commissioner, 
with  the  approval  of  the  Secretary. 

!  411.901  Assessment  and  collection 
of  underpayments.  If  any  employers' 
tax  or  employees'  tax  is  not  paid  to  the 
collector  when  due,  the  Commissioner 
may.  a^  the  circumstances  warrant, 
assess  the  tax  (whether  or  not  the  under- 
payment is  otherwise  adjustable)  or  af- 
ford the  employer  opportunity  to  adjust 
the  underpayment  pursuant  to  §§  411.702 
or  411.703.  Unpaid  employers'  tax  or 
employees'  tax  may  be  assessed  against 
the  employer.  Employees  tax  not  collect- 
ed by  the  employer  may  also  be  assessed 
against  tl-e  employee.  If  any  employee 
representatives'  tax  is  not  paid  when  due. 
it  shall  be  assessed  against  the  employee 
representative.  The  unpaid  amount, 
together  with  Interest  and  penalty,  if 
any,  will  be  collected,  pursuant  to  section 
3655  of  the  Internal  Revenue  Code  and 
other  applicable  provisions  of  law,  from 
the  person  against  whom  the  assessment 
is  made.  If  an  employer  pays  employees' 
tax  pursuant  to  an  assessment  against 
him  without  an  adjustment  having  been 
made  pursuant  to  S  411.702.  reimburse- 
ment is  a  matter  to  be  settled  between 
the  employer  and  the  employee.  tSee 
5  411.903,  relating  to  Interest,  and 
S  411.904,  relating  to  penalty  for  failure 
to  pay  an  assessment  after  notice  and 
demand.  See  also  §411.902,  relating  to 
jeopardy,  assessments. ) 

JEOPARDY  ASSESSMENTS 
Section  3660  or  the  Internal  REvrNtrE  Codi 

JEOPARDY  ASSESSMENT 

(a)  If  the  Commissioner  believes  that  the 
collection  of  any  tax  (other  than  income  tax, 
estate  tax,  and  gift  tax)  under  any  provision 
of  the  Internal-revenue  laws  will  be  jeopard- 
ized by  delay,  he  shall,  whether  or  not  the 
time  otherwise  pre.scrlbed  by  law  for  making 
return  and  paying  such  tax  has  expired,  im- 
mediately assess  such  tax  (together  with  all 
Interest  and  penalties  the  assessment  of 
which  is  provided  for  by  law).  Such  tax, 
penalties,  and  Interest  shall  thereupon  be- 
come immediately  due  and  payable,  and  im- 
mediate notice  and  demand  shall  be  made 
by  the  collector  for  the  payment  thereof. 
Upon  failure  or  refusal  to  pay  such  tax. 
penalty,  and  interest,  collection  thereof  by 
distraint  shall  be  lawful  without  regard  to 
the  period  prescribed  in  section  3690. 

(b)  The  collection  of  the  whole  OT  any 
part  of  the  amount  of  such  assessment  may 
be  stayed  by  filing  with  the  collector  a  bond 
In  such  amount,  not  exceeding  double  the 
amount  as  to  which  the  stay  Is  desired,  and 
with  such  sureties,  as  the  collector  deems 
necessary,  conditioned  upon  the  payment  of 
the  amount  collection  of  which  is  stayed, 
at  the  time  at  which,  but  for  this  section, 
such  amount  would  be  due. 

Section  3690  or  the  Internal  Revenue  Codi 

atjthoritt  to  distrain 

If  any  person  liable  to  pay  any  taxes  neg- 
lects or  refuses  to  pay  the  same  within  ten 
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days  after  notice  and  demand.  It  shall  be 
lawful  for  the  collector  or  his  deputy  to 
collect  the  said  taxes,  with  such  Interest  and 
other  additional  amounU  as  are  required  by 
law,  by  distraint  and  sale.  In  the  manner 
provided  in  this  subchapter,  of  the  goods, 
chattels,  or  effects,  including  stocks,  securi- 
ties, bank  accounts,  and  evidences  of  debt, 
of  the  person  delinquent  as  aforesaid. 

5  411.902  Jeopardy  assessments. 
Whenever,  in  the  opinion  of  the  collec- 
tor, the  collection  of  the  tax  will  be 
jeopardized  by  delay,  he  should  report 
the  case  promptly  to  the  Commissioner 
by  telegram  or  letter.  The  communica- 
tion should  recite  the  full  name  and  ad- 
dress of  the  person  involved,  the  tax-re- 
turn period  or  periods  involved,  the 
amount  of  tax  due  for  each  period,  the 
date  any  return  was  filed  by  or  for  the 
taxpayer  for  such  period,  a  reference  to 
any  prior  assessment  made  for  such 
period  against  the  taxpayer,  and  a  state- 
ment as  to  the  reason  for  the  recom- 
mendation, which  will  enable  the  Com- 
missioner to  assess  the  tax,  together  with 
all  penalties  and  Interest  due.  Upon 
a.ssessment  such  tax.  penalty,  and  in- 
terest shall  become  immediately  due  and 
payable,  whereupon  the  collector  will  Is- 
.sue  immediately  a  notice  and  demand 
for  payment  of  the  tax,  penalty,  and 
interest. 

The  cTjllection  of  the  whole  or  any  part 
of  the  amount  of  the  jeopardy  assess- 
ment may  be  stayed  by  filing  with  the 
collector  a  bond  in  such  amount,  not  ex- 
ceeding double  the  amount  with  respect 
■  to  which  the  stay  is  desired,  and  with 
such  sureties  as  the  collector  deems 
necessary.  Such  bond  shall  be  condi- 
tioned upon  the  payment  of  the  amount, 
collection  of  which  is  stayed,  at  the  time 
at  which,  but  for  the  jeopardy  assess- 
ment, such  amount  would  be  due.  In 
lieu  of  surety  or  sureties  the  taxpayer 
may  deposit  with  the  collector  bonds  or 
notes  of  the  United  States,  or  bonds  or 
notes  fully  guaranteed  by  the  United 
States,  having  a  par  value  not  less  than 
the  amount  of  the  bond  required  to  be 
furnished,  together  with  an  agreement . 
authorizing  the  collector  in  ca.se  of  de- 
fault to  collect  or  sell  such  bonds  or  notes 
.so  deposited. 

Upon  refusal  to  pay,  or  failure  to  pay 
or  give  bond,  the  collector  will  proceed 
immediately  to  collect  the  tax,  penalty, 
and  interest  by  distraint  without  regard 
to  the  period  prescribed  in  section  3690 
of  the  Internal  Revenue  Code. 

INTEREST  AND  ADDITIONS  TO  TAX 
Section  1530  (c)  or  the  Act 

ADOmONS  TO  TAX  IN  CASE  Or  DELINQUENCT 

If  a  tax  Imposed  by  this  subchapter  Is  not 
paid  when  due,  there  shall  be  added  as  part 
of  the  tax  (except  in  the  case  of  adjustments 
made  in  accordance  with  the  provisions  of 
this  subchapter)  Interest  at  the  rate  of  6  per 
Centum  per  annum  from  the  date  the  tax 
became  due  until  paid. 

Section  3655  of  the  Internal  Revenue  Code 

NOTICE  and  demand  roR  tax 

(a)  Delivery.  Where  It  is  not  otherwise 
provided,  the  collector  shall  in  person  or  by 
deputy,  within  ten  days  after  receiving  any 
list  of  taxes  from  the  Commissioner,  give  no- 
tice to  each  person  liable  to  pay  any  taxes 
stated  therein,  to  be  left  at  his  dwelling  or 
usual  place  of   business,  or  to  be  sent   by 
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mall,  rtttlng  the  amoimt  of  such  taxes  and 
demanding  payment  thereof. 

(b)  Addition  to  tax  for  nonpayment.  If 
such  person  does  not  pay  the  taxes,  within 
ten  days  after  the  service  or  the  sending  by 
mall  of  such  notice,  It  shall  be  the  duty  of 
the  collector  or  his  deputy  to  collect  the 
said  taxes  with  a  penalty  of  5  per  centum 
additional  upon  the  amount  of  taxes,  and 
Interest  at  the  rate  of  6  per  centum  per 
annum  from  the  date  of  such  notice  to  the 
date  of  payment     •     •     •. 

5  411.903  Interest.  If  the  tax  is  not 
paid  to  the  collector  when  due  and  is  not 
adjusted  under  §  411.702  or  411.703.  in- 
terest accrues  at  the  rate  of  6  percent  per 
annum. 

5  411.904  Addition  to  tax  for  failure 
to  pay  an  assessinent  after  notice  and 
demand,  (a)  If  tax.  penalty,  or  interest 
is  assessed  and  the  entire  amount  thereof 
is  not  paid  within  10  days  after  the  date 
of  issuance  of  notice  and  demand  for 
payment  thereof,  based  on  such  assess- 
ment, there  accrues  under  section  3655 
of  the  Internal  Revenue  Code  (except  as 
provided  in  paragraph  (b)  of  this  sec- 
tion) a  penalty  of  5  percent  of  the  as- 
sessment remaining  unpaid  at  the  ex- 
piration of  such  period. 

(b)  If.  within  10  days  after  the  date  of 
Issuance  of  notice  and  demand,  a  claim 
for  abatement  of  any  amount  of  the 
assessment  is  filed  with  the  collector,  the 
5  percent  penalty  does  not  attach  with 
respect  to  such  amount.  If  the  claim  is 
rejected  in  whole  or  in  pwirt  and  the 
amount  rejected  is  not  paid,  the  collector 
shall  Issue  notice  and  demand  for  such 
amount.  If  payment  Is  not  made  within 
10  days  after  the  date  the  collector  issues 
the  notice  and  demand,  the  5  percent 
penalty  attaches  with  respect  to  the 
amount  rejected.  The  filing  of  the  claim 
does  not  stay  the  running  of  interest. 

Section  3612  (d)   and  (e)  of  the  Internal 
Revenue  Code 

(d)  Additions  to  tax — (1)  Failure  to  file 
return.  In  case  of  any  failure  to  make  and 
file  a  return  or  list  within  the  time  pre- 
scribed by  law.  or  prescribed  by  the  Com- 
missioner or  the  collector  In  pursuance  of 
law,  the  Commissioner  shall  add  to  the  tax 
25  per  centum  of  its  amount,  except  that 
when  a  return  is  filed  after  such  time  and  It 
Is  shown  that  the  failure  to  file  it  was  due 
to  a  reasonable  cause  and  not  to  willful 
neglect,  no  such  addition  shall  be  made  to 
the  tax:  Provided,  That  In  the  case  of  a 
failure  to  make  and  file  a  return  required 
by  law,  within  the  time  prescribed  by  law  or 
prescribed  by  the  Commissioner  in  pursu- 
ance of  law,  if  the  last  date  so  prescribed  for 
filing  the  return  is  after  August  30.  1935, 
then  there  shall  be  added  to  the  tax,  in  lieu 
of  such  25  per  centum:  5  per  centum  if  the 
failure  is  for  not  more  than  30  days,  with 
an  additional  5  per  centum  for  each  addi- 
tional 30  days  or  fraction  thereof  during 
which  failure  continues,  not  to  exceed  25  per 
centum  In  the  aggregate. 

(2)  Fraud.  In  case  a  false  or  fraudulent 
return  or  list  is  willfully  made,  the  Commis- 
sioner shall  add  to  the  tax  50  per  centum 
of  its  amount. 

*  •  •  •  • 

(e)  Collection  of  additions  to  tax.  The 
amount  added  to  any  tax  under  paragraphs 
(1)  and  (2)  of  subsection  (d)  shall  be  col- 
lected at  the  same  time  and  In  the  same 
manner  and  as  a  part  of  the  tax  unless  the 
tax  has  been  paid  before  the  discovery  of 
the  neglect,  falsity,  or  fraud,  in  which  case 
the  amount  so  added  shall  be  collected  in 
the  same  manner  as  the  tax. 
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§  411.905  Additions  to  tax  for  delin- 
quent or  false  returns — (a)  Delinquent 
returns.  If  a  person  fails  to  make  and 
file  a  return  required  by  the  regulations 
in  this  part  within  the  prescribed  time,  a 
certain  percent  of  the  amount  of  the 
tax  is  added  to  the  tax  unless  the  return 
is  later  filed  and  failure  to  file  the  return 
within  the  prescribed  time  is  shown  to 
be  due  to  reasonable  cause  and  not  to 
willful  neglect.  The  amount  to  be  added 
to  the  tax  is  5  percent  if  the  failure  is  for 
not  more  than  30  days,  with  an  additional 
5  percent  for  each  additional  30  days  or 
fraction  thereof  during  which  failure 
continues,  not  to  exceed  25  percent  in 
the  aggregate.  In  computing  ths  period 
of  delinquency  all  Sundays  and  holidays 
after  the  due  date  are  counted.  Two 
classes  of  delinquents  are  subject  to  this 
addition  to  the  tax: 

( 1 )  Those  who  do  not  file  returns  and 
for  whom  returns  are  made  by  a  collector, 
a  deputy  collector,  or  the  Commissioner; 
and 

(2)  Those  who  file  tardy  returns  and 
are  unable  to  show  reasonable  cause  for 
the  delay. 

A  person  who  files  a  tardy  return  and 
wishes  to  avoid  the  addition  to  the  tax 
for  delinquency  must  make  an  affirma- 
tive showing  of  all  facts  alleged  as  a 
reasonable  cause  for  failure  to  file  the 
return  on  time  in  the  form  of  a  statement 
which  should  be  attached  to  the  return 
as  a  part  thereof. 

(b)  False  returns.  If  a  false  or  fraud- 
ulent return  is  willfully  made,  the  addi- 
tion to  tax  under  section  3612  (d)  (2)  of 
the  Internal  Revenue  Code  is  50  percent 
of  the  total  tax  due  for  the  entire  period 
involved,  including  any  tax  previously 
paid. 

PENALTIES 

Section  2707  of  the  Internal  Revtntje  Code, 
Made  Applicable  by  Section  1536  of  the 
Act 

penalties 

(a)  Any  person  who  willfully  faUs  to  pay, 
collect,  or  truthfully  account  for  and  pay 
over  the  tax  •  •  ".or  willfully  attempts 
in  any  manner  to  evade  or  defeat  any  such 
tax  or  the  payment  thereof,  shall,  in  addition 
to  other  penalties  provided  by  law.  be  liable 
to  a  penalty  of  the  amount  of  the  tax  evaded, 
or  not  paid,  collected,  or  accounted  for  and 
paid  over,  to  be  assessed  and  collected  In  the 
same  manner  as  taxes  are  assessed  and  col- 
lected. No  penalty  shall  be  assessed  under 
this  subsection  for  any  offense  for  which  a 
penalty  may  be  assessed  under  authority  of 
section  3612. 

(b)  Any  person  required  under  this  sub- 
chapter to  pay  any  tax.  or  required  by  law 
or  regulations  made  under  authority  thereof 
to  make  a  return,  keep  any  records,  or  supply 
any  information,  for  the  purposes  of  the 
computation,  assessment,  or  collection  of  any 
tax  imposed  by  this  subchapter  who  willfully 
falls  to  pay  such  tax,  make  such  returns,  keep 
such  records,  or  supply  such  Information,  at 
the  time  or  times  required  by  law  or  regula- 
tions, shall,  in  addition  to  other  penalties 
provided  by  law,  be  guilty  of  a  misdemeanor 
and,  upon  conviction  thereof,  be  fined  not 
more  than  $10,000,  or  imprisoned  for  not 
more  than  one  year,  or  both,  together  wltb 
the  costs  of  prosecution. 

(c)  Any  person  required  under  this  sub- 
chapter to  collect,  account  for  and  pay  over 
any  tax  imposed  by  this  subchapter,  who 
willfully  faUs  to  collect  or  truthfully  account 
for  and  pay  over  such  tax.  and  any  person 
who  willfully  attempts  in  any  manner  to 
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evade  or  defeat  any  tax  Imposed  by  thB  nib- 
chapter  or  the  pa3nnent  thereof,  shall,  to 
addition  to  other  penalties  provided  by  law, 
be  guilty  of  a  felony  and.  upon  conviction 
thereof,  be  fined  not  more  than  $10,000,  or 
imprisoned  for  not  more  than  five  years,  or 
both,  together  with  the  casts  of  prosecution, 
(d)  The  term  "person"  as  used  in  this 
section  includes  an  officer  or  employee  of  a 
corporation,  or  a  member  or  employee  of  a 
partnership,  who  as  such  officer,  employee. 
or  member  Is  under  a  duty  to  perform  the 
•ct  in  respect  of  which  the  violation  occurs. 

BixrnoN  3616  or  the  Iktoinal  Htvzsvt.  Code 

PENALTIES 

Whenever  any  person: 

(a)  False  returns.  Deliveres  or  discloses 
to  the  collector  or  deputy  any  false  or  fraud- 
ulent list,  return,  account,  or  statement,  with 
Intent  to  defeat  or  evade  the  valuation,  enu- 
meration, or  assessment  Intended  to  be  made; 
or, 

(b)  Neglect  to  obey  summons.  Being 
duly  summoned  to  appear  to  testify,  or  to 
appear  and  produce  books  as  required  un- 
der section  3615.  neglects  to  appear  or  to 
produce  said  books: 

He  shall  be  fined  not  exceeding  $1,000.  or 
be  imprisoned  not  exceeding  one  year,  or 
both,  at  the  discretion  of  the  court,  with 
costs  of  prosecution. 

«  •  •  •  • 

Section  286  of  TTtle  18  of  the  United  States 

Code 

conspieact  to  dcfitaud  the  government  with 

KESPBCT  TO  CLAIMS 

Whoever  enters  into  any  agreement,  com- 
bination, or  conspiracy  to  defraud  the  United 
States,  or  any  department  or  agency  thereof, 
by  obtaining  or  aiding  to  obtain  the  pay- 
ment or  allowance  of  any  false,  fictitious  or 
fraudulent  claim,  shall  be  fined  not  more 
than  $10,000  or  Imprisoned  not  more  than 
ten  years,  or  both. 

Section  287  or  TrruB  18  of  the  United 
States  Code 

FALSE,  ncnrious  oh  feaudulent  claims 

Whoever  makes  or  presents  to  any  person 
or  officer  in  the  civil,  military,  or  naval  serv- 
ice of  the  United  States,  or  te  any  depart- 
ment or  agency  thereof,  any  claim  upon  or 
against  the  United  States,  or  any  depart- 
ment or  agency  thereof,  knowing  such  claim 
to  be  false,  fictitious,  or  fraudulent,  shall  be 
fined  not  more  than  $10,000  or  imprisoned 
not  more  than  five  years,  or  both. 

Section  1001  or  Title  18  or  the  United 
Statis  Code 

'  statements  or  entries  generally 

Whoex-er,  in  any  matter  within  the  Juris- 
diction of  any  department  or  agency  of  the 
United  States  knowingly  and  willfully  falsi- 
fies, conceals  or  covers  up  by  any  trick, 
scheme,  or  device  a  material  fact,  or  makes 
any  false,  fictitious  or  fraudulent  statements 
or  represenUtions.  or  makes  or  uses  any 
false  writing  or  document  knowing  the  same 
to  contain  any  false,  fictitious  or  fraudulent 
statement  or  entry,  shall  be  fined  not  more 
than  $10,000  or  Imprisoned  not  more  than 
five  years,  or  both. 

Section  1630  (b)  or  the  Internal  REVENrE 
Code 

penalties 

Every  person  who  willfully  makes  and  sub- 
scribes any  return,  statement,  or  other  docu- 
ment, which  contains  or  Is  verified  by  a 
written  declaration  that  it  is  made  under  the 
penalties  of  perjury,  and  which  he  does  not 
believe  to  be  true  and  correct  as  to  every 
material  matter,  shall  be  guilty  of  a  felony, 
and,  upon  conviction  thereof,  shall  be  subject 
to  the  penalties  prescribed  for  perjury  In 
section  125  of  the  Criminal  Code   ^Tltle  18, 


RULES  AND  REGULATIONS 

V  8.  C  ,  sec.  1621)  (Sec.  1690  (b),  I.  R.  C  as 
added  by  sec.  3  (a).  Current  Tax  Payment 
Act  of  1»M.  87  Stat.  1J6) 

Sbction  1621  or  Title  18  or  the  United 
States  Code 

pekjukt  genekallt 

Whoever,  having  taken  an  oath  before  a 
competent  tribunal,  officer,  or  person.  In  any 
case  In  which  a  law  of  the  United  States 
authorizes  an  oath  to  be  administered,  that 
he  will  testify,  declare,  depose,  or  certify 
truly,  or  that  any  written  testimony,  declara- 
tion, deposition,  or  certificate  by  him  sub- 
scribed, is  true,  willfully  and  contrary  to 
such  oath  sUtes  or  subscribes  any  material 
matter  which  he  does  not  believe  to  be  true, 
is  guilty  of  perjury,  and  shall,  e'xcept  as  other- 
wise expressly  provided  by  law,  be  fined  not 
more  than  $2,000  or  Imprisoned  not  more 
than  five  years,  or  both. 

Section  3793  (b)   o»  the  Internal  Rex-entti 
Code 

rrattdttlent  retuhns.  affidavits,  and  claims 

(1)  Assistance  in  preparation  or  presenta- 
tion. Any  person  who  willfully  aids  or  assists 
In.  or  procures,  counsels,  or  advises  the  prep- 
aration or  presentation  under,  or  in  connec- 
tion with  any  matter  arising  under,  the  In- 
ternal revenue  laws,  of  a  false  or  fraudulent 
return,  affidavit,  claim,  or  document,  shall 
(whether  or  not  such  falsity  or  fraud  is  with 
the  knowledge  or  consent  of  the  person  au- 
thorized or  required  to  present  such  return, 
affidavit,  claim,  or  document)  be  guilty  of  a 
felony,  and.  upon  conviction  thereof,  be  fined 
not  more  than  $10,000,  or  imprisoned  for  not 
more  than  five  years,  or  both,  together  with 
the  costs  of  prosecution. 

(2)  Person  defined.  The  term  "person"  as 
used  In  this  subsection  Includes  an  officer  or 
employee  of  a  corporation  or  a  member  or 
employee  of  a  partnership,  who  as  such  offi- 
cer, employee,  or  member  is  under  a  duty  to 
perform  the  act  in  respect  of  which  the  vio- 
lation occurs. 

OTHER   LAWS   APPLICABLE 

Section  1536  of  the  Act 

other  laws  applkable 

All  provisions  of  law.  Including  penalties, 
applicable  with  respect  to  any  tax  imposed 
by  section  2700  or  section  1800.  and  the  pro- 
visions of  section  8661.  Insofar  as  applicable 
and  not  inconsistent  with  the  provisions  of 
this  subchapter,  shall  be  applicable  with  re- 
spect to  the  taxes  imposed  by  this  subchap- 
ter. (Sec.  1536, 1.  R.  C.  as  amended  by  sec.  1, 
Act  of  Mar.  17.  1941.  55  Stat.  44) 

KULES   AND    REGULATIONS 
Section  1535  or  the  Act 

■TTLES    AND    RBCtTLATTONS 

The  Commissioner,  with  the  approval  of 
the  Secretary,  shall  make  and  publish  such 
rules  and  regulations  as  may  be  necessary 
for  the  enforcement  of  this  subchapter. 

SECTION  3791  or  the  Internal  Revenx^:  Code 

RX7LES    AND    HECtTLATlONS 

(a)  Authorization — (1)  In  general.  •  •  • 
the  Commissioner,  with  the  approval  of  the 
Secretary,  shall  prescribe  and  publish  all 
needful  rules  and  regulations  lor  the  en- 
forcement of  this  title  [Internal  Revenue 
Code]. 

(3)  In  case  of  change  in  law.  The  Com- 
missioner may  make  all  such  regulations,  not 
otherwise  provided  for,  as  may  have  become 
necessary  by  reason  of  any  alteration  of 
law  in  relation  to  internal  reveni  e. 

(b)  Retroactivity  of  regulations  and  rul- 
ings. The  Secretary,  or  Commissioner  with 
the  approval  of  the  Secretary,  may  prescribe 
the  extent,  if  any.  to  which  any  ruling,  regu- 
lation, or  Treasury  Decision,  relating  to  the 
Internal  revenue  laws,  shall  be  applied  with- 
out retroactive  effect. 


?  411.906  PromvIpaUon  of  remiJationx. 
In  pursuance  of  section  1535  of  the  act. 
section  3791  of  the  Internal  Revenue 
Code,  and  other  provisions  of  the  in- 
ternal revenue  laws,  the  foregoinK 
reirulations  are  to  be  prescribed.  (See 
§§411.102  and  411.103,  relating  to  the 
scope  of  the  regulations  in  this  part  and 
the  extent  to  which  they  supersede  prior 
regulations.) 

[SIALl  Geo.  J.  SCHOEKEliAN, 

Commissioner  of  Internal  Revenue. 

Approved:  December  30.  1948. 

Thomas  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

IP.    R.    Doc.    49-84:     Filed.    Jan.    fl.    1949; 
8:49  a.  ml 


TITLE  29— LABOR 

Chapter  II — National  Labor  Relations 
Board 

Redesignation  of  Chapter 

Editorial  Note  :  Chapter  n — National 
Labor  Relations  Board.  Is  redesignated 
Chapter  I.  and  Parts  202,  203  and  204  are 
redesignated  Parts  101,  102  and  103, 
respectively. 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Subtitle  A — Office  of  the  Secretary  of 
the  Treasury 

Discontinuance  of  Codification 

Editorial  Note:  In  order  to  conform 
Subtitle  A  of  Title  31  to  the  scope  and 
style  of  the  Code  of  Federal  Repulation.':. 
1949  Edition,  as  pFescribed  by  the  regu- 
lations of  the  Administrative  Committee 
of  the  Federal  Register  and  approved  by 
the  President  effective  October  12.  1948 
(13  F.  R.  5929 »,  the  following  editorial 
change  is  made. 

1.  The  codification  of  Part  12— Organ- 
ization and  Functions  of  %he  Committee 
on  Practice,  is  discontinued.  Future 
amendments  to  this  material  will  appear 
in  the  Notices  section  of  the  Federal 
Register. 


Chapter  I — Monetary  Offices,  Depart- 
ment of  the  Treasury 

Appendix  B  to  Part  131 — General  Li- 
censes Under  Executive  ORi>t:R  8389. 
April  10.  1940.  as  Amended,  and  Regu- 
lations Issued  Pursuant  Thereto 

instructions  for  preparation  of  reports 
of  property  subject  to  united  states 
jurisdiction 

Public  Circular  No.  4C  is  hereby  re- 
voked. 

(Sec.  5  (b),  40  Stat.  415.  966,  sec.  2.  43 
Stat.  1,  sec.  301.  55  Stat.  838;  12  U.  S.  C. 
95a.  50  U.  S.  C.  App.  Sup..  5  (b)  ;  E.  O. 
8389.  Apr.  10.  1S40,  as  amended.  E.  O 
9193.  July  6.  1942,  as  amended,  3  CFK 
1943  Cum.  Supp.  > 

[seal!  Thomas  J.  Ltnch. 

Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.    49-82:    Filed.    Jan.    6,    1949; 
8:47  a.  m.] 


Thursday,  January  6, 1949 

TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Order 
[Public   Land   Order   542] 

Idaho 

transfer  of  lands  from  salmon  national 
forest  to  tarchee  national  forest 

By  Virtue  of  the  authority  vested  in  the 
President  by  the  act  of  June  4.  1897,  30 
Stat.  11.  36  (16  U.  S.  C.  473) .  and  pursu- 
ant to  Executive  Order  No.  9337  of  April 
2A,  1943,  and  upon  the  recommendation 
of  the  Secretary  of  Agriculture,  it  is 
ordered  as  follows; 

Those  portions  of  the  following  de- 
.scribed  lands  within  the  exterior  boun- 
daries of  the  Salmon  National  Forest  are 
hereby  transferred  to  the  Targhee  Na- 
tional Forest,  effective  July  1. 1948. 
Boise  Meridian 

Tps.  10  and  11  N..  R.  27  E.,  partly  unsur- 
veyed. 

T.  12  N.,  R.  27  E..  That  part  south  of  the 
drainage  of  Lemhi  Union  Gulch  and  Bruce 
Canyon,  partly  unsurveyed. 

Tps.  9.  10  and  11  N.,  R.  28  E.,  partly  un- 
surveyed. 

Tps.  7 'to  10  N..  R.  29  E.,  Inclusive,  partly 
unsurveyed. 

Tps.  la  and  13  N..  R.  29  E.,  partly  unsur- 
veyed. 

Tps.  7  to  13  N..  R.  30  E.,  Inclusive,  partly 
unsurveyed. 

Tps.  9  to  13  N..  R.  31  E..  Inclusive,  partly 
unsurveyed. 

Tps.  9  to  14  N..  R.  32  E.,  Inclusive,  partly 
unsurveyed. 

It  is  not  intended  by  this  order  to  give 
a  national-forest  status  to  any  publicly- 
owned  lands  which  have  not  hitherto 
had  such  a  status,  or  to  change  the  status 
of  any  publicly-owned  lands  which  have 
hitherto  had  national-forest  status. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

December  28.  1948. 

IF.    R.    Doc.    49-74;     Filed.    Jan.    B,     1949; 
8:45  a.  m.] 


[Public  Land  Order  543] 

CALIFORNIA 

REVOKING  IN  PART  PUBLIC  LAND  ORDER  NO. 
460  OF  APRIL  1,  1948.  WITHDRAWING  PUB- 
LIC LANDS  IN  CONNECTION  WITH  NAVAL 
PETROLEUM  RESERVE  NO.  1 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24.  1943.  it  is  or- 
dered as  follows: 

Public  Land  Order  No.  460  of  April  1, 
1948.  withdrawing  public  lands  in  con- 
templation of  their  inclusion  in  Naval 
Petroleum  Reserve  No.  1,  is  hereby  re- 
voked so  far  as  it  affects  the  following- 
described  public  lands: 

Mount  Diablo  Meridian 

T  30  S  .  R   22  E, 
Sec.  10.  E>/2* 
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The  area  described  contains  320  acres. 

The  land  is  rough  and  mountainous. 

No  applications  for  this  land  may  be 
allowed  under  the  homestead,  small 
tract,  desert  land,  or  any  other  non-min- 
eral public  land  laws  unless  the  land  has 
already  been  classified  as  valuable  or 
suitable  for  such  type  of  application  or 
shall  be  so  classified  upon  consideration 
of  an  application. 

This  order  shall  become  effective  im- 
mediately for  the  purpose  of  oil  and  gas 
leasing  under  the  mineral-leasing  laws. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  March  3,  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion as  follows; 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  March  3.  1949,  to  June  2.  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1, 
1938  (52  Stat.  609,  43  U.  S.  C.  sec.  682a), 
as  amended,  by  qualified  veterans  of 
World  War  II,  for  who.se  service  recog- 
nition is  granted  by  the  act  of  September 
27.  1944  (58  Stat.  747.  43  U.  S.  C.  sees. 
279-283),  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  under 
any  applicable  public-land  law.  based  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance and  confirmation.  Applications  by 
such  veterans  shall  be  subject  to  claims 
of  the  classes  described  in  subdivision 
(2). 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  February 
11,  1949.  to  March  2.  1949,  inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  March  3. 
1949.  shall  be  treated  as  simultaneously 
filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laics. 
Commencing  at  10:00  a.  m.  on  June  3. 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  May  14.  1949.  to- June  2.  1949, 
inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m, 
on  June  3. 1949.  shall  be  treated  as  simul- 
taneously filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
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accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office. 
Sacramento,  California,  shall  be  acted 
upon  in  accordance  with  the  regulations 
contained  in  §  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324.  May  22.  1914,  43  L.  D.  254),  and 
Part  296  of  that  title,  to  the  extent  that 
such  regulations  are  applicable.  Appli- 
cations under  the  homestead  laws  shall 
be  governed  by  the  regulations  contained 
in  Parts  166  to  170.  inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938, 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257.  respectively, 
of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office, 
Sacramento,  California. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

December  30,  1948. 

(F.    R.    Doc.    49-75;     Piled.    Jan.    I,    1949: 
8:45   a.  m] 


TITLE  45— PUBLIC  WELFARE 

Chapter  VI — Office  of  Vocational  Re- 
habilitation, Federal  Security  Agency 

Redesignation  of  Chapter 

Editorul  Note:  Chapter  VI — Office  of 
Vocational  Rehabilitation.  Federal  Se- 
curity Agency,  is  redesignated  Chapter 
IV,  and  Parts  600.  601,  602  and  606  are 
redesignated  Parts  401.  402,  403  and  404, 
respectively. 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal   Communications 
Commission 

[Docket  Nos.  8977.  9022] 

Part  2 — Frequency  Allocations  and  Ra- 
dio Treaty  Matters;  General  Rules 
AND  Regulations 

Part  3 — Radio  Broadcast  Services 

Part  6 — Fixed  Public  Radio  Services 

Part  7 — Coastal  and  Marine  Relay 
Services 

Part  8 — Ship  Service 

Part  13 — Commercial  Radio  Operators 

miscellaneous  amendments 

The  following  correction  should  be 
made  in  the  Tuesday.  December  21,  1948. 
issue  of  the  Federal  Register: 

At  page  8131,  column  1,  line  12:  June 
12.  1948,  should  read  July  12.  1948. 

Federal  Communications 
Commission, 

[SEAL]  T.  J.  SLOWIE, 

Secretary. 

(F.    R.    Doc.    49-101;    Filed,    Jan.    5.    1949; 
8:51  a.  m.l 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  INTERIOR 

OfRce  of  Indian  AfFairs 

I  25  CFR,  Part  130  1 

Wnn>  RivM  Indian  Irrigation  Project, 
Wyoming 

ORDER  FIXING  OPERATION  AND  MAINTENANCE 
CHARGES 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11. 
1946    (Public  Law  404.   79th  Congress) 
and  authority  contained  in  Acts  of  Con- 
gress approved  August  1.  1914;  May  18. 
1916-   March  7.   1928    <38  Stat.  583:    25 
U.  S.'  C.  385;  39  Stat.  1942;  45  Stat.  210; 
25  U.  S.  C.  387)  and  by  virtue  of  author- 
ity delegated  by  the  Secretary  of  the 
Interior  to  the  Commissioner  of  Indian 
Affairs   September    11.    1946    (11    F.    R. 
10279)  and  by  virtue  of  authority  dele- 
gated by  the   Commissioner   of  Indian 
Affairs  to  the  Regional  Director  Septem- 
ber 14    1946.  notice  is  hereby  given  of 
Intention  to  modify  5  130.95  of  Title  25. 
Code    of    Federal    Regulations,    dealing 
with  irrigable  lands  of  the  Wind  River 
Indian   Irrigation   Project,   to   read   as 
follows :  •' 

S  130.95  Charges.  In  compliance 
with  the  provisions  of  the  Act  of  August 
1.  1914  (38  Stat.  583;  25  U.  S.  C.  385)  the 
operation  and  maintenance  charges  for 
the  lands  under  the  Wind  River  Irriga- 
Uon  Project.  Wyonung,  for  the  calendar 
year  1949  and  subsequent  years  until  fur- 
ther notice,  are  hereby  fixed  at  $2.00  per 
acre  for  the  assessable  area  under  con- 
structed works  on  the  Diminished  Wind 
River  Project  and  at  $2.50  per  acre  on 
the  Ceded  Wind  River  Project;  except  in 
the  case  of  all  irrigable  tru.st  patent  In- 
dian land  which  lies  within  the  Ceded 
Reservation  and  which  is  benefited  by 
the  Big  Bend  Drainage  District  where 
an  additional  assessment  of  .45  cents  per 
acre  is  hereby  fixed  <38  Stat.  583 ;  45  Stat. 
210;  25  U.  S.  C.  385.  387). 

Interested  persons   are  hereby   given 
opportunity  to  participate  in  preparing 


the  proposed  amendments  by  submitting 
their  views  and  data  or  arguments  in 
writing  to  the  Director,  U.  S.  Indian 
Service,  Billings,  MonUna,  within  30 
days  from  the  date  of  the  publication 
of  this  notice  of  intention  in  the  daily 
issue  of  the  Federal  Register. 

Paul  L.  Pickincer. 
Regional  Director. 
Region  No.  2,  U.  S.  Indian  Service. 

|F.    R.    Doc.    49-76;     Filed.    Jan.    5.    1949; 
8:45  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  802  ] 

1949  Sugar  Quotas  for  Puerto  Rico 

notice  or  HEARINGS  ON   PROPOSED 

allotment 

Pursuant  to  the  authority  contained  In 
the  Sugar  Act  of  1948  (61  Stat.  922)  and 
in  accordance  with  the  applicable  rules  of 
practice  and  procedure   (12  P.  R.  8225. 
13  P.  R.  127.  2063).  and  on  the  twisis  of 
information   before   me.   I.   Charles   F. 
Brannan,  Secretary  of   Agriculture,   do 
hereby  find  that  the  allotment  of  the 
1949  sugar  quota  for  Puerto  Rico  for  con- 
sumption   in    the    continental    United 
States,  including  the  allotment  of  the 
direct  consumption  portion  thereof,  and 
the  1949  sugar  quota  for  local  consump- 
tion in  Puerto  Rico  is  necessary  to  pre- 
vent disorderly  marketing  and  importa- 
tion of  such  sugar  and  to  afford  all  in- 
terested persons  an  equitable  opportunity 
to  market  such  sugar  in  the  continental 
United  States  and  Puerto  Rico,  respec- 
tively, and  hereby  give  notice  that  public 
hearings  will  be  held  at  San  Juan.  Puerto 
Rico,  in  the  auditorium  of  the  School  of 
Tropical  Medicine  on  January  18  and  20. 
1949.  at  10:00  a.  m. 

The  purpose  of  such  hearings  Is  to  re- 
ceive evidence  to  enable  the  Secretary  of 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

shore  space  restoration  no.  40t 

C>ctober  22.  1948. 
By  virtue  of  the  authority  contained 
In  the  act  of  June  5.  1920  (41  Stat.  1059, 
48  U.  S.  C.  372  > ,  and  in  accordance  with 
43  CFR.  §4.275  (56)  (Departmental 
Order  No.  2325  of  May  24.  1947,  12  F.  R. 
S566).  and  Order  No.  319  of  July  17. 
1948  (43  CFR  50.451.  13  F.  R.  4278).  it 
Is  ordered  as  follows: 


Agriculture  to  make  a  fair,  efficient,  and 
equitable  distribution  of  the  above  men- 
tioned quoUs  among  persons   (1)    who 
bring  Puerto  Rican  raw  sugar  into  tht- 
continental   United   States   or   transfer 
such  sugar  for  further  processing  and 
shipment    to    the    continental    United 
States     as     direct-consumption     sugar. 
(2)    who  market  sugar  for  local  con- 
sumption    in     Puerto     Rico     and     (3) 
who    bring    direct-consumption    sugar 
Into  the  continental  United  States  for 
consumption  therein.     The  hearing  on 
January  18  will  relate  to  the  allotment  of 
the  1949  sugar  quota  for  consumption  in 
Puerto  Rico  and  the  allotment  of  the 
1949   sugar  quota   for  Puerto  Rico   for 
shipment  to  and  consumption  In  the  con- 
tinental United  States.    The  hearing  on 
January  20  will  relate  to  the  allotment 
of  that  portion  of  the  1949  sugar  quota 
for  Puerto  Rico  which  may  be  brought 
into   the   continental   United   States   as 
direct-consumption  sugar. 

The  findings  made  above  are  in  the 
nature  of  preliminary  findings  based  on 
the  best  Information  now  available.  It 
will  be  appropriate  at  the  hearings  to 
present  evidence  on  the  basis  of  which 
the  Secretary  of  Agriculture  may  aflBrm. 
modify,  or  change  such  preliminary  find- 
ings and  make  or  withhold  allotment  of 
any  such  quota  or  portion  thereof  In  ac- 
cordance therewith.  In  addition,  the 
subjects  and  Issues  of  this  hearing  abo 
Include  (D  the  manner  in  which  the 
statutory  factors  of  "processings  from 
proportionate  shares",  "past  market- 
ings", and  "abihty  to  market",  as  pro- 
vided in  section  205  (a)  of  the  said  act, 
should  be  measured;  (2)  the  relative 
weightings  which  should  be  given  to 
these  factors;  and  (3)  the  transfer  oi 
assignment  of  allotments. ! 
Issued  this  3d  day  of  January  1949. 

[SEAL]  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

(F.    R.    Doc.    49  89;     Filed.    Jan.    B.    1949; 
6:50  a.  in.| 


NOTICES 


Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  the 
80-rod  shore  space  reserve  created  under 
the  act  of  May  14.  1898  (30  Stat.  409.  48 
U.  S.  C.  371 ) .  is  hereby  revoked  as  to  the 
following  described  lands: 
T.  5  S  .  R.  15  W.,  Seward  Meridian,  Alaska. 

Sec.  5:  Lots  1  and  2. 


The 
acres. 


area   described   contains    10045 


[F.    B.    Doo. 


Lowell  M.  Pucicett. 
Regional  Administrator. 

4»-7S:     FUed.    Jan.    i.    1949; 
8:45  a.  m.) 


FEDERAL    DEPOSIT    INSURANCE 
CORPORATION 

Lnsured  State  Banks  Not  Members  of 
Federal  Reserve  System.  Except  Banks 
IN  District  of  Columbia  and  Mctvai. 
Savings  Banks 

resolution  authorizing  call  for  report 
OF  condition   and   annual   report   of 

EARNINGS  AND  DIVIDENDS 

Pursuant  to  the  provisions  of  para- 
graph (3)  of  subsection  (k>  of  section 
12B  of  the  Federal  Reserve  Act.  as 
amended,  be  it  resolved  that  each  In- 
sured State  bank  not  a  member  of  the 
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Federal  Reserve  System,  except  a  bank 
in  the  District  of  Columbia  and  a  mutual 
savings  bank.  be.  and  hereby  is,  required 
to  submit  to  the  Federal  Deposit  Insur- 
ance Corporation  within  ten  days  after 
receipt  of  notice  of  this  resolution  a  re- 
port of  its  condition  as  of  the  clo.se  of 
business  Friday,  December  31.  1948,  on 
Form  64  (Short  form) — Call  No.  30.  and 
a  report  of  earnings  and  divid^^nds  for 
the  calendar  year  1948.  on  Form  73.  Said 
report  of  condition  shall  be  prepared  in 
accordance  with,  "Instructions  for  the 
Preparation  of  Report  of  Condition  oh 
Form  64  (Short  form>,"  issued  Decem- 
ber 1946  and  supplement  of  June  24, 1948; 
and  said  report  of  earnings  and  dividends 
shall  be  prepared  in  accordance  with, 
"Instructions  for  the  Preparation  of  Re- 
port of  Earnings  and  Divulends  on  Form 
73."  issued  December  1945.  and  supple- 
ments of  December  26,  1946.  and  Decem- 
ber 27.  1948. 

FEDERAL  Deposit  Insur.ance 
Corporation, 

I  SEAL]         E.  F.  DOV^'NEV, 

Secretary. 

[P.    R.     Doc.    49-80:     Filed.    Jan.    5,     1949; 
8:47  a.  m.J 


iN.suRED  Mutual  Savings  Banks  Not 
Members  of  the  Federal  Reserve 
System 

resolution  authorizing  call  for  report 
OF  condition  and  annual  report  of 
earnings  and  dividends 

Pursuant  to  the  provisions  of  para- 
graph (3>  of  .subsection  (k)  of  section 
12B  of  the  Federal  Reserve  Act,  as 
amended,  be  it  resolved  that  each  insured 
mutual  savings  bank  not  a  member  of  the 
Federal  Reserve  System  be.  and  hereby 
is.  required  to  submit  to  the  Federal  De- 
posit Insurance  Corporation  within  ten 
days  after  receipt  of  notice  of  this  reso- 
lution a  report  of  its  condition  as  of  the 
close  of  business  Friday,  December  31, 
1948.  on  Form  64  (Savings),  and  a  report 
of  earnings  and  dividends  for  the  calen- 
dar year  1948.  on  Form  73  (Savings). 
Said  report  of  condition  and  report  of 
earnings  and  dividends  shall  be  prepared 
in  accordance  with.  "Instructions  for  the 
Preparation  of  Report  of  Condition  on 
Form  64  (Savings)  and  Report  of  Earn- 
ings and  Dividends  on  Form  73  (Sav- 
ings)," issued  December  1945. 

Federal  Deposit  Insurance 

Cor.PORATION, 

[SE'>Ll     E.  F.  Downey, 

Secretary. 

I  P.    R.    Doc.    49-79:     Filed.    Jan.    6,     1949; 
8:47  a.  m.) 


FEDERAL   POWER   COMMISSION 

I  Docket  No.  G-11611 

Tennessee  Gas  Transmission  Co. 

OrJDER    suspending   RATE   SCHEDULE    AND 

fixing  d.ate  of  hearing 

December  30.  1948. 
Tennes.see  Gas  Transmission  Company 
(Tennessee)  filed  with  this  Commission 
on  November  30. 1948,  changes  to  its  FPC 
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Gas  Schedules  designated  "First  Revised 
Sheets"  Nos.  3.  6.  9.  31  and  33  to  become 
effective  on  January  1,  1949.  This  pro- 
posed revision  would  have  the  effect  of 
in.stituting  specific  ceilings  on  the  obli- 
gations of  Tennessee  to  supply  its  "entire 
requirement"  customers  served  under  its 
Rate  Schedules  G-1.  G-2  and  G-3. 

Two  customer  companies  of  Tennessee, 
East  Tennessee  Natural  Gas  Company 
and  Tennessee  Natural  Gas  Lines,  Inc., 
respectively,  have  objected  to  the  pro- 
posed revisions.  These  customers  are 
dependent  upon  Tennessee  for  their  en- 
tire requirements  of  natural  gas. 

The  Commission  finds:  It  is  necessary, 
desirable  and  in  the  public  Interest  that 
the  Commission  enter  upon  a  hearing 
concerning  the  lawfulness  of  the  pro- 
posed revision  of  the  FPC  Schedules  and 
that  the  said  proposed  revision  of  the 
schedules  be  suspended  pending  such 
hearmg  and  decision  thereon. 

The  Commission  orders: 

(A»  A  public  hearing  be  held  com- 
mencing January  31.  1949,  at  2  o'clock 
p.  m.  (e.  s.  t.)  in  the  Hearing  Room  of  the 
Federal  Power  Commission,  1800  Pensyl- 
vania  Avenue  NW,  Washington,  D.  C, 
concerning  the  lawfulness  of  the  revisions 
provided  for  in  First  Revised  Sheets  Nos. 
3.  6,  9,  31  and  33  FPC  Gas  Schedules  of 
Tennessee  Gas  Transmission  Company. 

(B)  Pending  such  hearing  and  de- 
cision thereon,  First  Revised  Sheets  re- 
ferred to  in  paragraph  (a)  hereof,  and 
submitted  by  Tennessee  Gas  Transmis- 
sion Company,  be  and  they  hereby  are 
suspended  and  use  deferred  until  June 
1.  1949,  or  until  such  time  as  said  revised 
sheet  may  be  effective  in  the  manner  pre- 
scribed by  the  Natural  Gas  Act. 

(C)  Interested  State  commissions  may 
participate  as  provided  by  sections  8  and 
1.37  (f)  of  the  Commission's  rules  of 
practice  and  procedure. 

Date  of  issuance:  December  31.  1948. 

By  the  Commission.  Commis.sioner 
Draper  dissenting. 

I  SEAL  I  J.  H.  GUTRIDE. 

Acting  Secretary. 

[F.     R.     Doc.    49-77;     Filed.    Jan.     5.     1949; 
8:43  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616,  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  12478] 
Adam  Kraner 

In  re:  Estate  of  Adam  Kraner,  de- 
ceased. File  No.  D-28-12489;  E.  T.  sec. 
16698. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Margaret  (Kammer)  Kam- 
merer  and  Rose  Kuhn.  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
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many  and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  what.so- 
ever  of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Adam  Kraner,  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany)  ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Helen  Wolfanger, 
as  Administratrix  C.  T.  A.,  acting  under 
the  judicial  supervision  of  the  Surro- 
gate's Court,  Livingston  County,  New 
York: 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

Tliere  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-92;     Filed.    Jan.    5,    1949; 
8:51   a.  m.J 


[Vesting  Order  12483] 

Frances  Mattick 


In  re:  E.state  of  Frances  Mattick,  de- 
ceased. File  No.  D-28-9486;  E.  T.  sec. 
12814. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Margaretha  Mattick,  Leon- 
hard  Mattick,  Christina  Mattick,  Peter 
Mattick,  and  Margaretha  Wachtler, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees  of  Margaretha  Mattick, 
and  the  domiciliary  personal  represen- 
tatives, heirs,  next  of  kin,  legatees  and 
distributees  of  Christina  Mattick,  who 
there  is  reasonable  cau.se  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
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ever  of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them.  In  and  to  the  estate  of  Prances 
Mattick,  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country.  (Germany); 

4.  That  such  property  is  In  the  process 
of  administration  by  Frank  Pelitsch,  as 
Executor,  acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court,  Kings 
County.  New  York; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Margaretha  Mattick,  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Christina  Mattick,  are  not  within 
a  designated  enemy  country,  the  national 
Interest  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country,  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.    R.    Doc.    49-93:     Filed,    Jan.    5,     1959;. 
8:51  a.  m] 


Vesting  Order  12516] 
Peter  Kuehnling 

In  re:  Trust  under  will  of  Peter  Kuehn- 
ling,  deceased.    File  P  28-11775  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  ELx- 
ecutlve  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Henry  (Heinrich)  Kuehnling, 
whose  last  known  address  is  Germany. 
Is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  Issue,  names  unknown,  of 
Henry  < Heinrich)  Kuehnling.  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  dis- 
tributees, names  unknown,  of  Katharma 
(Kattchen)  Kuehnling.  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 


NOTICES 

In  and  to  the  trust  established  under  the 
will  of  Peter  Kuehnling,  deceased,  pres- 
ently being  administered  by  the  Mercan- 
tile Trust  Company  of  Baltimore.  Cal- 
vert k  Redwood  Sts.,  Baltimore  3.  Mary- 
land, Trustee, 

is  property  within  the  United  States 
owned  or  controled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
Issue,  names  unknown,  of  Henry  (Hein- 
rich) Kuehnling.  and  the  domiciliary  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Katharina  (Kattchen)  Kuehn- 
ling. deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany ». 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  15.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-94:     Piled,    Jan.    5.    1940; 
8:51  a.  m] 


[Vesting  Order  125181 
Clara  A.  W.  Peters 


In  re:  Trust  for  nieces  and  nephews 
of  Clara  A.  W.  Peters.  F-28-23654  G-1, 
Docket  No.  2019. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  ft  is  hereby  found: 

1  That  Arthur  Drefahl.  Karl  Dre- 
fahl,  Ursula  Lowmann.  Ingelore  Drefahl, 
August  Drefahl,  Hans  Drefahl.  Crete 
Drefahl,  Traute  Drefahl,  Hcrta  Bottger 
and  Gretchen  Gaul,  whose  last  known 
address  is  Germany,  are  residents  of 
'Germany  and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  Walther  Kindt,  the  nieces  and 
nephews  of  Clara  A.  W.  Peters,  deceased, 
and  their  issue  names  unknown,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 


tion of  the  Savings  Institution  of  Sandy 
Spring.  Md..  Sandy  Spring,  Maryland, 
arising  out  of  savings  account.  Account 
No.  10246.  entitled  "Harold  B.  Stabler  & 
Frances  S.  Bartram,  Trustees  for  the 
nephews  and  nieces  of  Clara  A.  W. 
Peters."  maintained  with  the  aforesaid 
Savings  Institution,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof,  Wal- 
ther Kindt  and  the  nieces  and  nephews 
of  Clara  A.  W.  Peters,  deceased,  and 
their  issue  names  unknown,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  15.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49  95:     Filed.    Jan.    6.    1949; 
8:51  a.  m.J 


(Vesting  Order  125751* 
Erich  Hesse  and  Meta  Hesse 

In  re:  Debt  owing  to«Eiich  Hesse  and 
Meta  Hesse.     F-28-29271-E-1. 

Under  the  authority  of  the  Tradinp 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Erich  Hesse  and  Meta  Hesse, 
each  of  whose  last  known  address  is  c/o 
Deutsche  Bank  Filiale  Essen.  Essen.  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Gel-many) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion represented  by  Claim  No.  5185 
against  the  insolvent  Inland  Irving  Na- 
tional Bank.  Chicago.  Illinois,  and  a  check 
drawn  by  the  Comptroller  of  the  Cur- 
rency on  the  Continental  Illinois  Na- 
tional Bank  and  Tru  t  Company.  Chi- 
cago. Illinois,  payable  to  Erich  Hesse  and 
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Meta  Hesse,  dated  September  24.  1941. 
numbered  P-366.949  In  the  amount  of 
$74.46.  representing  the  sixth  (final)  div- 
idend on  the  aforesaid  claim  and  pres- 
ently In  the  custody  of  the  Ehvision  of 
Insolvent  National  Banks.  Office  of  the 
Comptroller  of  the  Currency.  Treasury 
Department.  Washington.  D.  C.  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  aforesaid  debt  or  other  obli- 
gation and  any  all  rights  In.  to  and  un- 
der. Including  particularly,  but  not  lim- 
ited to.  the  right  to  possession  and  pres- 
entation for  collection  and  payment  of 
the  aforesaid  check, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  intere.st  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-96:     Filed.    Jan.    5,    1949; 
8:51  a.  m.J 


[Vesting  Order  10736.  Amdt.J 
Doris  Bahnsen 

In  re:  Stock  and  bonds  owned  by  and 
debt  owing  to  Doris  Bahnsen. 

Vesting  Order  10736.  dated  February 
24.  1948.  Is  hereby  amended  as  follows 
and  not  otherwise: 


FEDERAL  REGISTER 

a.  By  Inserting  In  Exhibit  A.  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  10736.  opposite 
the  bonds  numbered  1852B.  71498J. 
71497H  and  71496F,  the  words  "United 
States  Treasury  2%  (1953)". 

All  other  provisions  of  said  Vesting  Or- 
der 10736  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C.  on  De- 
cember 20.  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

AssistaTit  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-97:     Filed.    Jan.    5.    1949; 
8:51  a.  m.) 


[Vesting  Order  12094,  Amdt.J 
Marie  A.  Theis 

In  re:  Bank  account,  bonds,  stock  and 
other  securities  owned  by  Marie  A.  Theis, 
also  known  as  Maria  A.  Theis. 

Vesting  Order  12094.  dated  September 
24,  1948,  is  hereby  amended  as  follows 
and  not  otherwise: 

a.  By  deleting  from  subparagraph 
2  (c>  of  the  aforesaid  Vesting  Order 
12094,  the  words  "registered  in  the  name 
of  Miss  Marie  A.  Theis.  34  Groverstr.,  20 
Rodenberg,  Germany"  and  substituting 
therefor  the  words  "in  bearer  form",  and 

b.  By  adding  to  the  aforesaid  Vesting 
Order  12094  after  subparagraph  2  (j)  a 
new  paragraph  numbered  2  (k)  and 
reading  as  follows: 

(k>  One  (1)  Participating  certificate 
numbered  694  representing  one-tenth 
(1/lOth)  share  of  capital  stock  of  the 
Style  Center  Building  Corporation,  said 
certificate  registered  in  the  name  of  Miss 
Marie  Theis.  together  with  any  and  all 
rights  thereunder  and  thereto. 

All  other  provisions  of  said  Vesting 
Order  12094  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
December  15,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Offiee  of  Alien  Property. 

[F.    R.    Doc.    49-98:    Filed.    Jan.    8,    1949; 
8:51  a.  m.) 
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[Return  Order  229] 
Maria  Clementina  Fenoaltea 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant  and  Claim  No.,  Notice  of  Intention 
To  Return  Published,  and  Property 

Maria  Clementina  Fenoaltea,  a  k  a  Tina 
Fenoaltea.  Rome.  Italy,  Claim  No.  6535.  No- 
vember 5.  1948  (13  F.  R.  6545):  $6,000.00  In 
the  Treasury  of  the  United  Stales. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-99;    Filed.    Jan.    5,    1949; 
8:51  a.  m.] 


Kenzo  Nakatsttka 


notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No.,  and  Property  and 
Location 

Kenzo  Nakatsuka,  4895.  100  shares  of 
Pacific  Trading  Company  (California)  $20.00 
par  value  capital  stock  registered  in  the  name 
of  the  Alien  Property  Custodian.  Washing- 
ton, D.  C,  presently  In  custody  of  the  safa 
keeping  department  of  the  Federal  Reserve 
Bank  of  New  York. 

Executed  at  Washington,  D.  C,  on  De- 
cember 31.  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-100:    Filed,    Jan,    6.    1919; 
8:51  a.  m.J 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10026 

Adopting  the  Manual  tor  Couhts- 
Martial.  U.  S.  Armv.  1949.  for  Use  ik 
THE  Department  of  the  Air  Force 

Bv  virtue  of  the  authority  vested  in  me 
by  Chapter  II  of  the  act  of  Congress 
entitled  "An  act  to  amend  an  act  entitled 
'An  act  for  making  further  and  more  ef- 
fectual provision  for  the  national  de- 
fense, and  for  other  purposes.*  approved 
June  3.  1916.  and  to  establish  military 
justice."  approved  June  4.  1920  (41  Stat. 
7C7).  as  amended  by  Title  II  of  the  act 
entitled  "An  act  to  provide  for  the  com- 
mon defense  by  increasing  the  strength 
of  the  armed  forces  of  the  United  States, 
including    the    reserve    components 
thereof,   and   for   other   purposes,"   ap- 
proved   June    24.    1948    (62    Stat.    627), 
and  the  act  entitled  "An  act  to  provide 
for  the  administration  of  military  justice 
v^ithin  the  United  States  Air  Force,  and 
for  other  purposes,"  approved  June  25. 
1948  (62  Stat,  1014).  and  as  President 
of  the  United  States,  it  is  ordered  that 
the  Manual   for   Courts-Martial.   U.   S. 
Army.  1949.  prescribed  by  Executive  Or- 
der No.  10020  of  December  7.  1948.  be, 
and  It  is  hereby,  adopted  for  use  in,  pre- 
scribed for,  and  made  applicable  to.  the 
Department  of  the  Air  Force  for  the 
government  of  all  concerned,  in  accord- 
ance with  the  provisions  of  the  attached 
Preface  adapting  the  said  manual  for  use 
in  the  Air  Force. 

The  said  manual  and  the  provisions  of 
the  said  Preface  shall  be  in  force  and 
effect  in  the  Department  of  the  Air  Force 
on  and  after  February  1.  1949.  and  shall 
be  applicable,  until  midnight  July  26. 
1949.  with  respect  to  all  court-martial 
processes  taken  with  respect  to  Army 
personnel  under  the  command  and  au- 
thority of  the  Chief  of  Stafl.  United 
States  Air  Force:  Provided.  That  noth- 
ing contained  In  this  manual  shall  be 
construed  to  invalidate  any  investiga- 
tion, trial  in  which  arraignment  has  been 
had,  or  other  action  begun  prior  to  Feb- 
ruary 1, 1949;  and  any  such  investigation, 
trial,  or  action  so  begun  may  be  com- 
pleted in  accordance  with  the  provisions 
of  the  Manual  for  Courts-Martial.  1928: 
Provided  further,  that  nothing  contained 
In  this  manual  shall  be  construed  to  make 
punishable  any  act  done  or  omitted  prior 
to  the  eflfective  date  of  this  manual  which 
was  not  punishable  when  done  or  omit- 


ted :  And  provided  further,  that  the  max- 
imum punishment  for  an  offense  com- 
mitted prior  to  February  1.  1949,  shall 
not  exceed  the  applicable  limit  in  effect 
at  the  time  of  the  commission  of  such 
offense. 

Harry  S.  Truman 

The  White  House, 

January  4,  1949. 

preface 

This  preface  is  prescribed  for  use  in 
conjunction  with  the  Manual  for  Courts- 
Martial.  U.  S.  Army.  1949.  prepared  in 
the  OflBce  of  The  Judge  Advocate  Gen- 
eral of  the  Army,  when  such  manual  is 
used  by  or  applied  to  personnel  of  the 
Department  of  the  Air  Force  and  such 
other  personnel  as  may  be  under  the  jur- 
isdiction of  the  Department  of  the  Air 
Force.  In  order  to  adapt  the  Articles  of 
War  to  the  personnel  of  the  Department 
of  the  Air  Force,  as  provided  in  the  act 
of  June  25, 1948,  entitled  "An  Act  to  pro- 
vide for  the  administration  of  military 
justice  within  the  United  States  Air 
Force,  and  for  other  purposes"  (62  Stat, 
1014),  and  in  order  to  adapt  the  Man- 
ual for  Courts-Martial,  U.  S.  Army,  1949, 
for  use  by  the  Department  of  the  Air 
Force,  the  following  definitions,  inter- 
pretations, adaptations,  and  additions 
shall  be  used  to  construe  the  language 
used  In  the  Articles  of  War  and  in  the 
Manual  for  Courts-Martial,  U.  S.  Army, 
1949,  and  to  implement  the  same  when 
applied  to  the  Air  Force. 

1.  The  terms  "military  service  of  the 
United  States"  and  "military  service" 
when  used  in  the  Articles  of  War  and  in 
the  Manual  for  Courts-Martial,  U.  S. 
Army,  1949,  to  define  persons  who  may 
be  appointed  on  courts-martial  or  tried 
by  court*-«iartial  appointed  by  com- 
manders within  the  Air  Force  of  the 
United  States  shall  be  deemed  to  refer 
only  to  Air  Force  personnel  and.  until 
2400  hours.  26  July  1949.  to  Army  per- 
sonnel under  the  command  and  author- 
ity of  the  Chief  of  Staff,  United  States 
Air  Force.  As  such  terms  are  generally 
used  elsewhere  in  the  Articles  of  War  and 
In  the  Manual  for  Courts-Martial,  U.  S. 
Army.  1949,  they  shall  be  deemed  to 
include  the  Air  Force  unless  the  con- 
trary clearly  appears  from  the  context. 
When  the  word  "military"  is  used  in  such 
terms  as  "military  commander",  "mili- 
tary officer",  "military  superior",  "mili- 
(Contlnued  on  next  page) 
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tary  personnel",  "military  administra- 
tion", "military  discipline",  "military 
duty",  it  shall  be  deemed  to  refer  to  the 
Air  Force  unless  the  contrary  clearly  ap- 
pears from  the  context. 

2.  The  term  "Army",  when  used  to  de- 
scribe a  branch  of  the  National  Military 
Establishment,  or  when  used  as  an  adjec- 
tive, shall  be  deemed  to  mean  Air  Force 
unless  the  contrary  clearly  appears  from 
the  context. 

3.  The  term  "armies"  shall  be  deemed 
to  mean  Air  Force  of  the  United  States. 

4.  The  following  chart  sets  forth  the 
Army  command  enumerated  In  the 
Articles  of  War  and  in  the  Manual  for 
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Courts-Martial  and  the  Air  Force  com- 
mand which  shall  be  considered  as  "the 
corresponding  unit  of  the  Air  Forces". 

AKMT  Ant  FORCB 


(1) 

Army  group. 

(1) 

Air  Command. 

(2) 

Army. 

(2) 

Air  Force. 

(3) 

Army  Corps. 

(3) 

No  present  com 
parable  vmlt. 

(4) 

Division. 

(4) 

Air  Division. 

(5) 

Brigade. 

(5) 

Wing. 

(6) 

Regiment. 

(6) 

Group. 

(7) 

Battalion. 

(7) 

Squadron. 

(8) 

Company. 

(8) 

Squadron. 

5.  The  phrase  "district,  garrison,  fortj^ 
camp,  station,  or  other  place  where* 
troops  are  on  duty"  and  the  phrase  "gar- 
rison, fort,  camp,  or  other  place  where 
troops  are  on  duty"  shall  be  deemed  to 
Include  air  force  bases  and  air  force 
auxiliary  fields.  Such  terms  as  "dis- 
trict", "garrison",  "fort",  "camp",  "post", 
"station",  "command",  "guard"  "quar- 
ters", "party",  "detachment",  "fortifica- 
tion", "encampment"  and  "premises", 
whether  used  individually  or  collectively, 
.shall  be  deemed  to  apply  to.  consist  of,  or 
be  upon  air  force  bases  and  air  force 
auxiliary  fields. 

6.  The  terms  "Department  of  the 
Army"  and  "Secretary  of  the  Army"  or 
"Secretary  of  the  Etepartment  of  the 
Army"  shall  be  deemed  to  mean  Depart- 
ment of  the  Air  Force  and  Secretary  of 
the  Air  Force,  respectively,  except  that 
when  the  terms  "Department  of  the 
Army"  and  "Secretary  of  the  Army"  are 
used  with  reference  to  the  Imprisonment 
of.  or  clemency  granted  to,  general  pris- 
oners in  the  United  States  Disciplinary 
Barracks,  or  any  of  the  branches  thereof, 
or  in  Federal  penal  institutions,  the  terms 
shall,  until  such  time  as  the  authority 
governing  such  functions  shall  be  trans- 
ferred to  the  Secretary  of  the  Air  Force 
or  Department  of  the  Air  Force  under 
the  National  Security  Act  of  1947  (61 
Stat.  496),  have  their  ordinary  connota- 
tions. 

7.  The  term  "Judge  Advocate  General's 
Corps"  shall  be  construed  to  refer  to 
that  group  of  judge  advocate  officers 
in  the  Air  Force  of  the  United  States 
constituting  a  Judge  Advocate  General's 
Corps  or  Department  within  the  Air 
Force  of  the  United  States  or  designated 
as  Judge  Advocates  by  appropriate  or- 
ders. 

8.  The  terms  "The  Judge  Advocate 
General"  or  "The  Judge  Advocate  Gen- 
eral of  the  Army"  and  "A.ssistant  Judge 
Advocate  General"  or  "Assistant  Judge 
Advocates  General"  shall  be  construed 
to  refer  to  The  Judge  Advocate  General 
and  to  the  Assistant  Judge  Advocate 
General  or  Assistant  Judge  Advocates 
General,  United  States  Air  Force,  re- 
spectively. 

9.  The  term  "The  Adjutant  General" 
shall  be  construed  to  refer  to  the  Air  Ad- 
jutant General,  United  States  Air  Force, 
or  those  persons  In  the  Air  Force  of  the 
United  States  who  are  charged  by  law, 
regulations,  or  customs  of  the  service 
with  performing  any  functions  similar  to 
those  performed  by  The  Adjutant  Gen- 
eral of  the  Army;  provided,  however, 
that  until  2400  hours,  26  July  1949.  where 
a  function  is  still  being  performed  by  the 
Department  of  the  Army  for  the  Depart- 
ment of  the  Air  Force  or  the  United 
States  Air  Force  under  section  207  (f )  of 
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Apptkdix  4 — FoEMS  roR  Specitications — Continued 


TKMM    USED    IN     MANUAL    FOB    COURTS- MAXTIAL, 

u.  8.  ARMT,  1949 — Continued 

Form 

(39)  "•  •  •  (furnished)  (Intended)  (fur- 
nished and  Intended)  for  the  military  aerv- 
Ice  thereof,     •     •     •■• 


Form 

(40)  "•  •  •  receipt  of  property  of  the 
United  States  (furnished)  (Intended) 
(furnished  and  Intended)  for  the  fallltary 
service  thereof.     •     •     •" 


MEANING    WHEN    APPUED   TO   AIR   TOUCZ   OF  TH« 

UNITED  STATES — Continued 
104 

(39)  Same  form  may  be  used  Inasmuch  as 
the  term  "for  the  military  service  thereof" 
refers  to  money  or  property  (furnished) 
(Intended)  (furnished  and  Intended)  for 
use  in  the  Army  or  Air  Force. 

105 

(40)  Same  form  may  be  used  Inasmuch  as 
the  term  "for  the  military  service  thereof" 
refers  to  property  of  the  United  States 
(fvu-nlshed)  (Intended)  (furnished  and 
Intended)  for  use  In  the  Army  or  Air 
Force. 


Form  106 


(4M property  of  the  United  States 

(furnished)     (intended)     (furnished    and 
Intended )  for  the  military  service  thereof." 


(42)   "•      • 

(furnished)     (Intended)     (furnished    and 
Intended)  for  the  military  service  thereof." 


(41)    Same  form  may  be  used  Inasmuch  as 
the  term  "for  the  military  service  thereof  ' 
applies  to  both  Army  and  Air  Force  prop- 
erty. 
Form  107 
property  of  the  United  States       (42)   Same  form  may  be  used  inasmuch  as 
'  the  term  "property  of  the  United  States" 

(furnished)     (intended)     (furnished    and 
Intended)  for  the  military  service  thereof" 
includes  both  Army  and  Air  Force  prop- 
erty. 
Form  158 
(43)   "•     •     •     of  the  Army  of  the  United        (43)   of  the  Air  Force  of  the  United  States. 
States     •     •     •" 

Form  160 

(44)  purporting  to  be  (a)  (an)  (naval) 
(military)  (Air  Force)  (official)  (pass) 
(furlough)    (discharge  certificate). 

(Note:  The  words  "Air  Force"  may  be 
substituted  for  the  word  "military",  but 
If  the  word  "military"  Is  used.  It  will  be 
deemed  to  Include  "Air  Force".) 


(44)   "•     •     •     purporting  to   be    (a)    (an) 
,     (naval)    (military)    (official)    (pass)    (fur- 
lough) (discharge  certificate)     •     •     •" 


Form   185 


(45)   "•     •     •     violate    (paragraph. 
Army  Regulations , 


19.  —  ) 


form 

(46)  '••  •  •  wear  upon  his  (uniform) 
(civilian  clothing)  (the  Insignia  of  grade 
of  a  master  sergeant)  (the  combat  Infan- 
tryman badge)  (the  Distinguished  Service 
Cross)  (the  ribbon  representing  the  Silver 
Star)  (the  lapel  button  representing  the 
Legion  of  Merit)    ( )." 


(45)  If  the  Army  Regulations  Involved  have 
been  adopted  by  the  Department  of  the 
Air  Force  for  use  therein.  Insert  proper 
paragraph.  Army  Regulations  number,  and 
date;  otherwise,  substitute  In  the  speci- 
fication the  Air  Force  Regulations  or  other 
Air  Force  publication  Involved.  (See  par. 
12,  Preface.) 

186 

(46)  wear  upxin  his  (uniform)  (civilian 
clothing)  (the  Insignia  of  grade  of  a  mas- 
ter sergeant)  (the  combat  Infantryman 
badge-)  (the  Distinguished  Service  Cross) 
(the  ribbon  representing  the  Silver  Star) 
(the  lapel  button  representing  the  Legion 
of  Merit)  (the  badge  of  a  United  States 
Air  Force  pilot). 

(Note:  This  form  may  be  used  to  allege 
the  unauthorized  wearing  of  any  badge 
designating  an  Air  Force  rating,  decoration, 
or  Insignia.) 


|P.    R.    Doc.    49-192:     Filed,    Jan.    6.    1949;    12:07  p.  m.l 


RULES  AND  REGULATIONS 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  948 — Milk  in  Sioux   City,  Iowa, 
Marketing  Area 

order,  amending  order,  as  amended, 
regulating  handling 

Correction 

In  Federal  Register  Doc.  No.  48-11474, 
appearing  at  page  9490  of  the  issue  i^r 
Friday,  December  31, 1948.  §  984.4  (b)  fl) 
(I)  i^j  the  first  amendatory  paragraph 
shou!«Lread  "§848.4    (b>    (1)    u)". 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

13d  Gen.  Rev.  of  Export  Regs.,  Amdt.  34] 

Part  371 — General  Regulations 

Part  374 — Provisions  for  Individual  and 
Other  Validated  Licenses 

presentation  for  export:  applicability 

AND  general  provisions 

Section  371.7    Presentation  for  export 
is  amended  in  the  following  particulars: 


89 


1.  Paragraph  (a)  Is  amended  to  read 
as  follows: 

(a)  Commodities:   use   of   license   or 
other    authorization    for    export    ship- 
ments—  (1)  Requirements  for  presenta- 
tion.    No  commodities,  the  exportation 
of  which  is  prohibited  or  curtailed  pur- 
suant to  section  6  of  the  act  of  July  2. 
1940,  54  Stat.  714,  as  amended,  shall  be 
loaded  or  carried  onto  an  exporting  car- 
rier for  export  by  water  or  by  air  or  pre- 
sented to  such  an  exporting  carrier  for 
loading  or  presented  to  the  collector  of 
customs  for  inspection  and  clearance  for 
exportation  until  a  license  therefor,  or 
such  other  export  control  document  or 
export  authorization  as  may  be  provided 
for  in  Parts  370  to  399,  inclusive,  of  this 
chapter,  has  been  presented  to  the  collec- 
tor of  customs  at  the  port  at  which  the 
commodity  is  to  be  .so  loaded,  carried  or 
presented.      No    commodity    shall    be 
mailed  for  exportation  until  a  license  or 
such  other  export  control  document  or 
export  authorization  as  may  be  provided 
for  in  Parts  370  to  399,  inclusive,  of  this 
chapter,  has  been  presented  to  the  post- 
master at  the  post  office  where  the  com- 
modity is  to  be  mailed.    If  the  commodity 
is  to  be  exported  by  any  means  of  ex- 
port other  than  by  water,  air,  or  by  mail, 
such  license  or  other  export  control  docu- 
ment or  export  authorization  as  may  be 
provided  for  in  Parts  370  to  399.  in- 
clusive, of  this  chapter,  need  not  be  pre- 
sented to  the  collector  of  customs  prior  to 
loading,  carrying  onto,  or  presentation 
to,  the  exporting  carrier,  but  must  be 
presented  to  the  collector  of  customs  at 
the  port  of  exit  from  the  United  States 
prior  to  inspection  by  the  customs  in- 
spectors or  other  export  inspection  of- 
ficials at  that  port,  and  at  all  events  prior 
to  exportation.    Upon  specific  authoriza- 
tion to  a  collector  of  customs  or  post- 
master by  the  Department  of  Commerce, 
the  presentation  of  a  license  may  be 
waived. 

(2)  Filing  of  validated  license  at  time 
of  first  shipment.  Notwithstanding  any 
other  provision  of  Parts  370  to  399,  inclu- 
sive of  this  chapter,  all  validated  licenses, 
except  SP  'Special)  Licenses,  must  be 
presented  to  and  filed  with  the  collector 
of  customs  or  postmaster,  as  the  case 
may  be,  when  the  first  shipment  on  and 
after  September  24,  1948  is  cleared  for 
exportation  against  that  license. 

(3)  Subsequent  shipments  from  port 
where  validated  license  filed.  If  only  a 
partial  shipment  is  made  thereunder,  the 
validated  export  license  will  be  appro- 
priately endorsed  and  held  by  the  col- 
lector or  postmaster,  as  the  case  may  be, 
until  complete  shipment  is  made.  On  any 
subsequent  shipments  under  that  license 
from  the  same  port  duly  executed  ship- 
per's export  declarations  shall  be  pre- 
sented, as  provided  in  this  section  and 
§  371.7a.  for  clearance  pf  the  shipment. 

<4)  Clearaiice  of  subsequent  ship- 
ments from  other  ports.  If  part  of  the 
licensed  shipment  is  to  be  made  from 
another  port,  the  licensee  shall  request 
the  collector  holding  the  license  to  trans- 
mit to  the  collector  at  the  intended  port 
of  exit  approval  for  the  intended  ship- 
ment. Upon  granting  the  approval,  the 
collector  holding  the  license  will  endorse 
the  hcense  to  record  the  facts  as  to  the 
intended  shipment.    On  any  shipment 


y> 
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made  pursuant  to  such  approval,  duly 
executed  shipper's  export  declarations 
shall  be  presented,  as  piwided  in  this 
section  and  §  371.7a.  for  clearance  of  the 
shipment.  In  case  full  or  partial  ship- 
ment Is  not  to  be  made  from  such  In- 
tended port  (in  accordance  with  such 
approval),  the  licensee  or  his  agent  may 
Initiate  action  for  the  modification  or 
deletion  of  the  collector's  endorsement 
of  such  intended  shipment.  Such  action 
may  be  initiated  in  the  following  manner: 
•  i)  If  the  license  is  still  in  the  posses- 
sion of  the  collector  (whether  or  not  the 
license  would  have  been  "completed"  by 
the  intended  shipment),  the  licensee  or 
his  agent  shall  request  the  collector  to 
whom  the  approval  was  sent  to  notify 
the  collector  holding  the  license  to  make 
an  amendment  of  his  previous  endorse- 
ment of  the  intended  shipment. 

<ii)  If  the  license  has  been  returned 
by  the  collector  to  the  Office  of  Inter- 
national Trade,  an  application  for  license 
may  be  submitted  to  the  Office  of  Inter- 
nation^  Trade  covering  the  quantity  not 
.shipped,  together  with  a  letter  request- 
ing issuance  of  a  new  license  for  such 
quantity,  explaining  the  facts  and  Iden- 
tifying the  collector  to  whom  the  ap- 
proval was  sent. 

The  procedure  set  forth  in  this  sub- 
paragraph shall  not  be  applicable  to  li- 
censes which  specify  that  shipment  is 
authorized  for  clearance  only  at  a  par- 
ticular port  of  exit. 

(5)  Signatures  o7i  licenses.  Export  li- 
cense documents,  form  IT  628.  presented 
to  collectors  of  customs  or  postmasters 
must  bear  on  the  reverse  side  thereof  the 
following  signatures: 

(i)  At  the  top  left,  on  the  line  read- 
ing "Signature  of  licensee",  the  signature 
of  the  licensee,  by  himself,  or  for  him 
by  a  duly  authorized  officer,  employee,  or 
agent. 

(ii>  At  the  top  right,  on  the  line  read- 
ing "Signature  of  person  presenting  li- 
cease",  the  signature  of  an  officer  or 
employee  of  either  the  licensee  or  the 
forwarding  agent  who  is  authorized  to 
sign  and  swear  to  the  shipper's  export 
declaration  accompanying  such  licenses. 
This  signature  may  be  affixed  in  the 
presence  of  the  collector  or  outside  the 
Castomshou.se.  notwithstanding  the  in- 
structions on  the  license. 

2.  Paragraph  (b>  Is  amended  to  read 
as  follows: 

(b>  In  every  case,  as  provided  above 
In  paragraph  (a)  of  this  section,  where 
a  validated  export  license  is  required  to 
be  presented  to  and  filed  with  a  collec- 
tor of  customs  or  postmaster,  as  the  case 
may  be.  a  duly  executed  shipper's  export 
declaration  (in  the  number  of  copies  pro- 
vided in  paragraph  (c>  of  this  section) 
shall  also  be  presented  at  the  same  time. 
In  the  case  of  shipments  made  pursuant 
to  general  license  or  pursuant  to  an  un- 
expired validated  export  licen.se  on  file 
with  a  collector  of  customs  or  postmas- 
ter, a  duly  executed  declaration  (in  the 
numl)cr  of  copies  provided  in  paragraph 
(O  of  this  .section)  shall  be  presented  to 
the  collector  of  customs  or  postmaster, 
as  the  case  may  be,  at  the  same  time 
and  in  the  same  manner  as  provided  for 
in  the  first  sentence  of  this  paragraph. 


RULES  AND  REGULATIONS 

Section  374.1  Applicability  and  gen- 
eral provisions;  individual  and  other 
types  of  validated  licenses  is  amended  in 
the  following  particulars: 

1.  By  adding  to  paragraph  (d)  the  fol- 
lowing unnumbered  paragraph: 

If.  at  the  time  the  application  for  li- 
cense is  submitted,  the  intermediate 
consignee  is  not  knov;n,  the  applicant 
may  state  "unknown"  in  the  space  pro- 
vided on  the  application  for  such  infor- 
mation. In  such  cases,  however,  amend- 
ment of  the  license  will  be  required  if  the 
Intermediate  consignee,  when  named.  Is 
located  in  a  country  other  than  that 
shown  for  the  producer  or  ultimate  con- 
signee. 

2.  Paragraph  (e)  is  amended  to  read 
as  follows: 

(e  >  When  an  application  for  license  to 
export  Positive  List  commodities  is  duly 
approved  by  the  Department  of  Com- 
merce, an  export  license  is  issued  on  a 
separate  document,  form  IT  628  (headed 
"Export  License").'  When  an  applica- 
tion for  a  license  to  export  non-Positive 
List  commodities  is  duly  approved,  the 
application  form,  IT  419,  so  approved  is 
issued  as  a  license  and  the  case  number 
assigned  by  the  Department  of  Com- 
merce becomes  the  license  number.  All 
licenses  i.ssued  authorize  the  exportation 
of  the  quantity  of  those  commodities 
described  thereon,  subject  to  the  provi- 
sions of  Parts  370  to  399,  inclusive,  of  this 
chapter,  and  of  the  terms  and  provisions 
of  such  license. 

This  amendment  shall  become  effec- 
tive as  of  September  24,  1948. 

(Sec.  6.  54  Stat.  714,  55  Stat.  206.  56  Stat. 
463.  58  Stat.  671.  59  Stat.  270.  60  Stat.  215 
61  Stat.  214;  61  Stat.  321.  Pub.  Law  395! 
80th  Cong. ;  50  U.  S.  C.  App.  and  Sup.  701. 
702:  E.  O.  9630.  Sept.  27.  1945.  10  F.  R 
12245;  E.  O.  9919.  Jan.  3. 1948.  13  F.  R.  59) 

Dated:  January  3,  1949. 

Fr.aNCIS  McIrx'TYRE, 

Assistant  Director. 
Office  of  International  Trade. 

|F.    R.    Doc.    49  137;     Filed,    Jan.   6.    19!9; 
8:51  a.  m.l 


TITLE   17— COMMODITY  AND 
SECURITIES  EXCHANGE 

Chapter  II — Securities  and  Exchange 
Commission 

Part  230— General  Rules  and  Regula- 
tions, Securities  Act  of  1933 

registration  statements  and  inspection 

thereof,  PROSPECTUSES  AND  DEFINITIONS 

The  Securities  and  Exchanf?e  Commis- 
sion has  heretofore  published  proposals 
with  respect  to  certain  amendments  to 
5?  230.409  and  230.424  (Rules  409  and 
424)  of  its  general  rules  and  regulations 
under  the  Securities  Act  of  1933.  The 
Commi.s.sion  has  now  duly  considered  all 
comments  and  suggestions  received  in 
connection  with  the  proposed  amend- 
ments and  is  taking  action  in  regard 

'  Copies  of  the  form  were  filed  with  th« 
Division  of  the  Federal  Register  simultane- 
ously with  this  amendment. 


thereto  as  hereinafter  set  forth.  In  ad- 
dition to  the  action  taken  in  regard  to 
the  proposals  referred  to  above,  the  Com- 
mission is  adopting  certain  other  amend- 
ments which  are  either  minor  in  char- 
acter or  serve  to  relieve  restriction. 

The  Commission  finds  that  the  amend- 
ments hereinafter  specified  to  said  gen- 
eral rules  and  regulations  are  necessary 
or  appropriate  In  the  public  interest  and 
for  the  protection  of  investors  and  neces- 
sary to  carry  out  the  provisions  of  the 
act.  Such  action  is  taken  pursuant  to  the 
provisions  of  the  Securities  Act  of  1933, 
particularly  section  19  (a)  thereof. 

1.  For  the  purpose  of  correcting  ob- 
solete references  contained  in  §  230.120 
( Rule  120  > .  that  section  is  revised  to  read 
as  follows: 

5  230  120  Inspection  of  registration 
statemc7its.  Except  for  material  con- 
tracts or  portions  thereof  accorded  con- 
fidential treatment  pursuant  to  §  230.485 
(Rule  485).  all  registration  statements 
are  available  for  public  inspection,  dur- 
ing business  hours,  at  the  principal  office 
of^the  Commission  in  Washington.  D.  C, 
and  registration  statements  filed  with 
the  San  Francisco  Regional  Office  of  the 
Commission  pursuant  to  J-230.455  (Rule 
455'  are  available  for  public  inspection, 
during  business  hours,  at  that  regional 
office. 

2.  For  the  purpose  of  correcting  the 
obsolete  reference  contained  in  para- 
graph (b»  (3)  of  5  230.142  (Rule  142). 
that  paragraph  is  amended  to  read  as 
follows : 

5  230.142  Definition  of  "participates" 
and  'participation."  as  used  in  sec- 
Hon  2  ill),in  relation  to  certain  transac- 
tions.    •     •     • 

(b»   •     •     • 

(3>  The  term  "principal  underwriter" 
shall  have  the  meaning  defined  in 
§230.405  (Rule  405). 

3.  For  the  purpose  of  correcting  the 
obsolete  reference  contained  in  para- 
graph (a)  of  §230  153  (Rule  153).  that 
paragraph  is  amended  to  read  as  fol- 
lows: 

§  230. 153  Definition  of  "preceded  by  a 
prospectus",  as  used  in  section  5  (b) 
(2).  in  relation  to  certain  transac- 
tions.    •     •     • 

(ai  Such  exchange  shall  theretofore 
have  requested  of  the  Issuer  or,  if  such 
request  shall  not  have  been  complied 
with,  of  a  "principal  underwriter"  (as 
that  term  is  defined  in  §  230.405  'Rule 
405)).  from  time  to  time,  such  number 
of  copies  of  .such  prospectus  as  may  have 
appeared  reasonably  necessary  to  com- 
ply with  the  requests  of  its  members  and 
shall  have  delivered  from  its  supply  on 
hand  a  copy  of  any  member  theretofore 
making  a  written  request  therefor;  and 

4.  Paragraph  (c)  of  5  230.162  has  be- 
come obsolete  and  no  Ipnger  serves  any 
useful  purpose.  Accordingly,  J  230.162 
is  amended  as  follows: 

a.  By  deleting  from  paragraph  (a)  of 
the  section  the  words  "or  (c)". 

b.  By  deleting  paragraph  (c)  of  the 
section. 

§  230.162    Application  of  amendments 

i^l^rules  governing  contents  of  mospcc- 

naes.    (a>  The  form  and  content^f  any 
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prospectus  need  conform  only  to  the  ap- 
plicable rules  in  effect  at  the  time  the 
registration  statement  becomes  effective 
notwithstanding  subsequent  amendments 
to  such  rules,  except  as  otherwise  pro- 
vided in  any  such  amendment  or  in  para- 
graph (b)  of  this  section. 

5.  Section  230.405  (Rule  405)  defines 
the  term  "significant  subsidiary"  to  in- 
clude a  subsidiary  whose  assets,  or  the 
Investment  in  and  advances  to  such  sub- 
sidiary by  the  parent  and  the  parent's 
other  subsidiaries,  exceed  5  percent  of 
the  assets  of  the  parent  and  its  subsidi- 
aries on  a  consolidated  basis.  The  sec- 
tion also  includes  as  a  significant  subsid- 
iary any  subsidiary  whose  sales  and  op- 
erating revenues  exceed  5  percent  of  the 
sales  and  operating  revenues  of  its  parent 
and  the  parent's  subsidiaries  on  a  con- 
solidated basis.  Since  the  Commission 
has  adopted  elsewhere  in  its  rules  and 
regulations  tests  of  significance  on  a 
higher  percentage  basis,  it  is  deemed  ap- 
propriate to  revise  the  definition  of  "sig- 
nificant subsidiary"  In  §  230.405  to  ac- 
cord with  the  higher  tests  of  significance 
employed  elsewhere  in  the  rules  and  reg- 
ulations. Accordingly,  the  definition  of 
the  term  "significant  subsidiary"  in 
5  230.405  Is  amended  to  read  as  follows : 

5  230  405    Definitions  of  terms.  •   •   • 
(t)  Significant  subsidiary.    The  term 
"significant  subsidiary'  means  a  subsidi- 
ary meeting  any  one  of  ^the  following 
conditions: 

( 1 )  The  assets  of  the  subsidiary,  or  the 
Investments  in  and  advances  to  the  5pb- 
sidiary  by  Its  parent  and  the  parent's 
other  subsidiaries,  if  any.  exceed  15  per- 
cent of  the  assets  of  the  parent  and  its 
subsidiaries  on  a  consolidated  basis. 

(2)  The  sales  and  operating  revenues 
of  the  subsidiary  exceed  15  percent  of 
the  sales  and  operating  revenues  of  Its 
parent  and  the  parent's  subsidiaries  on 
a  consolidated  basis. 

(3)  The  subsidiary  Is  a  parent  of  one 
or  more  subsidiaries  and,  together  with 
such  subsidiaries  would,  if  considered  In 
the  aggregate,  constitute  a  significant 
subsidiary. 

6.  Section  230.409  (Rule  409)  permits 
a  registrant  to  omit  from  the  registration 
statement  or  prospectus  required  infor- 
mation which  is  unknown  and  not  avail- 
able without  unreasonable  effort  or  ex- 
pense.    However,  the  registrant  is  re- 
quired to  give  such  information  on  the 
subject  as  it  possesses  or  can  acquire 
without  unreasonable  effort  or  expense 
and  to  state  the  sources  thereof.    Here- 
tofore, the  registrant  has  been  permitted 
to  disclaim   responsibility   for   the   ac- 
curacy or  completeness  of  the  informa- 
tion so  given.    Since  under  the  act  the 
registrant  is  liable  for  the  accuracy  of  all 
information  contained  In  the  registration 
rtatement  or  prospectus,  the  disclaimer 
provision  In  the  section  has  misled  some 
persons  into  beUeving  that  the  inclusion 
of  a  disclaimer  operates  to  relieve  the 
registrant  of  such  liability.    The  Com- 
mission has  determined  that  the  dis- 
claimer provision  serves  no  useful  pur- 
pose and  should  be  eliminated  from  the 
section.    Accordingly,  paragraph  (a)  of 
the  section  is  hereby  amended  to  read  as 
follows: 
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I  230.409  Information  unknoum  or  not 
reasonably  available.    •    •    • 

(a)  The  registrant  shall  give  such  In- 
formation on  the  subject  as  it  possesses 
or  can  acquire  without  unreasonable  ef- 
fort or  expense,  together  with  the  sources 
thereof, 

7.  At  the  present  time  copies  of  pre- 
liminary prospectuses  distributed,  in  ac- 
cordance with  §  230.131  (Rule  131),  prior 
to  the  effective  date  of  the  registration 
statement  are  not  required  to  be  filed 
with  the  Commission  in  the  exact  form  in 
which  they  are  used.  In  order  that  the 
Commission  may  in  the  future  have 
copies  of  such  preliminary  prospectuses 
available  for  its  own  ase  and  for  inspec- 
tion by  the  public,  §  230.424  is  amended 
as  follows: 

a.  By  redesignating  paragraphs  <b). 
(c»  and  (d)  as  paragraphs  (c),  td)  and 
(e). 

b.  By  inserting  a  new  paragraph  (b)  as 
follows : 

§  230.424  Filing  of  prospectuses,  num- 
ber of  copies.     •     •     • 

(b )  Five  copies  of  every  proposed  form 
of  prospectus  sent  or  given  to  any  person 
in  accordance  with  §  230.131  shall  be 
filed  with,  or  mailed  for  filing  to.  the 
Commission  not  later  than  the  date  such 
form  of  prospectus  is  first  sent  or  given 
to  any  person  pursuant  to  5  230.131. 
Such  copies  shall  be  filed  In  addition  to 
copies  of  the  proposed  form  of  prospectus 
filed  pursuant  to  paragraph  (a)  of  this 
section. 

The  Commission  finds  that  the  action 
taken  in  items  1.  2.  3,  and  4  above,  is 
mechanical  in  nature  and  involves  no 
substantive  change  in  the  rules  amended, 
that  the  action  taken  in  Item  5  above 
relieves  restriction  and  that  prior  notice 
of  such  amendments  need  not  be  pub- 
lished pursuant  to  section  4  (a)  of  the 
Administrative  Procedure  Act. 

The  foregoing  action  shall  be  effective 
January  17.  1949. 

(Sec.  19  (a),  48  Stat.  85;   15  U.  S.  C. 
778) 

,    By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

December  31.  1948. 

[F.    R.    Doc.   49-106;    Filed,    Jan.    6,    1949; 
8:47  a.  m.] 


PART  239 — FORMS  Prescribed  Under  the 
SECURITIES  Act  of  1933 

MISCELLANEOUS   AMENDMENTS 

The  Securities  and  Exchange  Commis- 
sion has  heretofore  published  proposals 
with  respect  to  certain  amendments  to 
Form  S-1  (§  239.11)  under  the  Securities 
Act  of  1933.  The  Commission  has  now 
duly  considered  all  comments  and  sug- 
gestions received  in  connection  with  the 
proposed  amendments  and  is  taking  ac- 
tion in  regard  thereto  as  hereinafter  set 
forth. 

The  Commission  finds  that  the  amend- 
ments to  the  following  Items  of  Form 
S-1  are  necessary  or  appropriate  in  the 
public  interest  and  for  the  protection  of 
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Investors  and  necessary  to  carry  out  the 
provisions  of  the  act.  Such  action  is 
taken  pursuant  to  the  provisions  of  the 
Securities  Act  of  1933,  particularly  sec- 
tions 6,  7.  8,  10,  and  19  (a)  thereof. 

1.  Item  8  calls  for  information  as  to 
the  capital  securities  of  the  registrant. 
Where  the  registrant  has  subsidiaries 
which  have  outstanding  .securities,  such 
securities  ordinarily  constitute  a  claim 
on  the  assets  of  the  subsidiaries  prior  to 
that  of  the  holders  of  securities  of  the 
registrant.  This  item  has  been  inter- 
preted as  requiring,  in  the  Interest  of  full 
disclosure,  information  as  to  securities 
of  the  subsidiaries.  In  order  that  all 
persons  using  Form  S-1  may  be  advised 
of  this  interpretation.  Item  8  Is  amended 
by  adding  to  the  instructions  a  new  in- 
struction reading  as  follows: 

Item  8 — Capital  securities.     •     •     • 

5.  Information  Is  to  be  Included  as  to  the 
securities,  other  than  those  owned  by  the 
registrant,  of  all  subsidiaries  whose  financial 
statements  are  filed  with  the  registration 
statement  on  either  a  consolidated  or  Indi- 
vidual basis. 

2.  Item  25  has  heretofore  called  for 
Information  as  to  the  total  remuneration 
of  directors  and  officers  of  the  registrant, 
as  a  group,  whereas  Item  26  called  for 
the  remuneration  of  directors  and  cer- 
tain officers  and  other  persons  on  an  in- 
dividual basis.     The  Item  Is  hereby  re- 
vised as  set  forth  below.    The  principal 
purpose  of  the  revision  is  to  consolidate 
into  a  single  item  all  requirements  of 
the  form  as  to  remuneration  of  directors 
and  officers  for  services.     The  revised 
item  also  makes  it  clear  that  informa- 
tion is  to  be  given  as  to  pension  and  re- 
tirement payments  for  the  benefit  of  di- 
rectors and  officers.    Whereas  the  form 
has  heretofore  called  for  the  aggregate 
remuneration  of  each  director  or  execu- 
tive officer  whose  aggregate  remunera- 
tion exceeded  $20,000  or  1  percent  of  the 
registrant's     total     assets,     whichever 
amount  was  smaller,  the  revised  item  re- 
quires that  the  individual  remuneration 
be  given  only  with  respect  to  those  di- 
rectors  whose   aggregate   remuneration 
exceeded  $25,000  during  the  last  fiscal 
year  and  the  three  highe.st-pald  officers 
whose     remuneration     exceeded     that 
amount.    The  revision  also  makes  other 
minor  changes  in  the  previoiLs  require- 
ments.   The  text  of  the  revised  item  is 
as  follows: 

Item  25 — Remuneration  of  directors  and 
officers,  (a)  Furnish  the  following  Infor- 
mation, in  substantially  the  tabular  form 
indicated,  as  to  the  aggregate  remuneration 
directly  or  Indirectly  paid  or  set  aside  by 
the  registrant  and  Its  subsidiaries  to,  or  for 
the  benefit  of  the  following  persons  for  serv- 
ices in  all  capacities  while  acting  as  directors 
or  officers  of  the  registrant  during  Its  last 
fiscal  year: 

(1)  Each  person  who  was  a  director  of  the 
registrant  at  any  time  during  such  fiscal  year 
and  whose  aggregate  remuneration,  exclusive 
of  pension,  retirement  and  similar  payments, 
exceeded  $25,000. 

(2)  Each  person  who  was  one  of  the  three 
highest-paid  oflBcers  of  the  registrant  dur- 
ing such  fiscal  year  and  whose  aggregate 
remuneration,  exclusive  of  pension,  retire- 
ment and  similar  payments,  exceeded  125.000. 

(3)  All  persons  as  a  group  who  were  direc- 
tors or  officers  of  the  registrant  at  any  time 
during  siich  fiscal  year. 
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(b)  State  the  annual  benefits  estimated 
to  be  payable  In  the  event  of  retirement  at 
normal  retirement  date  to  each  person  named 
In  answer  to  paragraph  (a),  pursuant  to  any 
pension  or  retirement  plan. 

(c)  Describe  all  transactions  since  the  be- 
ginning of  the  last  fiscal  year  of  the  regis- 
trant In  which  any  person  who  was  a  direc- 
tor or  ofBcer  of  the  registrant  at  any  time 
during  such  period  received  remuneration, 
directly  or  Indirectly,  from  the  registrant  or 
tt«  subsidiaries  In  the  form  of  securities,  op- 
tions, warrants,  rights  cr  other  property,  or 
through  the  exercise  or  dftsposition  thereof. 
As  to  options,  warrants  or  rights  granted  or 
extended  give  (1)  the  title  and  amount  of 
securities  called  for;  (2)  the  prices,  expiration 
dates  and  other  material  provisions;  (3)  the 
consideration  received  for  the  granting 
thereof;  and  (4)  the  market  value  of  the  se- 
curities called  for  on  the  granting  or  exten- 
sion date.  As  to  options,  warrants  or  rights 
exercised,  state  (1)  the  title  and  amount  of 
securities  purchased;  (2)  the  purchase  price; 
and  (3)  the  market  value  of  the  securities 
purchased  on  the  date  of  purchase. 

Instruction's — Ite^n  25  (a).  1.  Include  In 
column  (5)  any  amounts  paid,  set  aside  or 
accrued  pursuant  to  any  pension,  retirement, 
savings  or  other  similar  plan.  Including  pre- 
miums paid  for  life  Insurance  or  retirement 
annuities. 

2.  The  registrant  may  state,  with  respect  to 
any  person  specified,  the  total  remuneration 
paid  to  a  partnership  in  which  such  person 
was  a  partner  In  lieu  of  an  allocation  of  such 
person's  share  In  the  total  remuneration  so 
paid.  If  by  note  or  otherwise.  It  Is  liidlcated 
that  such  has  been  done.  The  total  amount 
of  such  remuneration  shall  be  Included  In 
determining  whether  the  aggregate  remu- 
neration of  such  person  exceeded  $25,000. 

3.  If  It  Is  presently  contemplated  that  the 
aggregate  remuneration  of  any  named  person 
for  the  current  fiscal  year  will  exceed  by  more 
than  10  percent  the  amount  of  his  remunera- 
tion for  the  last  fiscal  year,  state  also  the 
estimated  remuneration  of  such  person  for 
the  current  fiscal  year.  To  the  extent  that 
remuner.itlon  for  the  current  fiscal  year  Is  to 
be  computed  upon  the  basis  of  a  percentage 
of  profits,  It  will  suffice  to  state  such  per- 
centage without  estimating  the  amount  of 
such  profits  to  be  paid. 

4.  If  the  registrant  has  not  completed  a  full 
fiscal  year  since  Its  organization  or  If  It  ac- 
quired the  majority  of  Its  assets  from  a  pred- 
ecessor within  the  current  fiscal  year,  the 
information  shall  be  given  for  the  current 
fiscal  year,  estimating  future  payments  If 
necessary.  To  the  extent  that  such  remu- 
neration Is  to  be  computed  upon  the  basis 
of  a  percentage  of  profits.  It  will  suffice  to 
state  such  percentage  without  estimating  the 
amount  of  such  profits  to  be  paid. 

Item  25  (b).  Except  as  to  persons  whose 
retirement  benefits  have  already  vested,  the 
Information  called  for  by  this  subitcm  may 
be  given  In  a  table  showing  the  annual  bene- 
fits payable  to  persons  In  specified  salary 
classifications. 

Item  25  (c).  This  subltem  does  not  apply 
to  warrants  or  rights  Issued  to  security  hold- 
ers, as  such,  on  a  pro  rata  basis. 

3.  As  stated  above.  Item  26  ha.s  here- 
tofore required  information  as  to  the  in- 
dividual remuneration  of  directors  and 
certain  oflficers  and  other  persons.  The 
iltm  is  hereby  revised  as  set  forth  be- 
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low.  The  principal  change  involved  In 
the  revision  Is  to  transfer  to  Item  25  the 
requirements  with  respect  to  directors 
and  officers. 

Item  26 — Remuneration  of  certain  other 
persona.  State  In  tabular  form  the  name  of 
each  of  the  following  persons  whose  aggregate 
remuneration  from  the  registrant  and  Its 
subsidiaries  for  services  during  the  last  fiscal 
year  of  the  registrant  exceeded  $25,000.  the 
amount  of  such  remuneration,  and  the  ca- 
pacities In  which  it  was  received. 

(a)  Each  affiliate  of  the  registrant  (other 
than  Its  majority-own^d  subsidiaries); 

(b)  Each  voting  trustee  named  in  answer 
to  Item  29; 

(c)  Each  security  holder  named  in  answer 
to   Item   30    (a);    and 

(d)  Each  person  (other  than  the  registrant 
or  Its  majority-owned  subsidiaries)  with 
whom  any  person  named  in  answer  to  Item 
25  (a),  29  or  30  (a)  had  a  material  relatlon- 
sblj}. 

Instructions.  1.  Instructions  2  and  4  to 
Item  25  (a)  shall  also  apply  to  this  Item. 

2.  Include  as  to  each  person  named  a 
statement  as  to  the  nature  of  the  relationship 
by  reason  of  which  the  remuneration  of  such 
person  Is  required  to  be  given. 

4.  Item  27  has  hei:;etofore  called  for  in- 
formation as  to  bomis  and  profit-shar- 
ing arrangements  but  has  not  expressly 
called  for  information  as  to  pension  and 
retirement  plans.  The  item  is  amended 
to  read  as  set  forth  below  so  as  to  make 
it  clear  that  Information  is  to  be  given 
as  to  pension  and  retirement  plans  as 
well  as  bonus  and  profit-sharing  plans. 

Item  27 — Bonus,  profit-sharing,  pension 
and  retirement  plans,  '(a)  Describe  briefly 
every  material  bonus  or  profit-sharing  plan 
provided  by  the  registrant  or  its  subsldiarie.i 
for  directors.  ofBcers  or  employees.  Identify 
each  class  of  persons  who  participate  therein. 
Indicate  the  approximate  number  of  persons 
In  each  such  class,  and  state  the  basis  of  such 
participation.  State  for  the  last  fiscal  year 
the  total  amount  paid  or  set  aside  by  the 
registrant  and  Its  subsidiaries  pursuant  to 
each  such  plan. 

(b)  Briefly  describe  every  material  pension, 
retirement,  savings  or  similar  plan  for  the 
benefit  of  directors,  officers  or  employees 
which  Is  provided  or  sponsored  by  the  regis- 
trant or  its  subsidiaries  or  to  which  the  regis- 
trant or  Its  subsidiaries  contribute.  Identify 
each  class  of  persons  who  participate  therein. 
Indicate  the  approximate  number  of  persons 
In  each  such  class,  and  state  the  basis  of 
such  participation.  State  for  the  last  fiscal 
year  the  annual  payments  made  by  the  regis- 
trant and  Its  subsidiaries  pursuant  to  each 
such  plan  with  respect  to  (1)  past  services 
and  (2)  future  services. 

5.  Item  30  has  heretofore  called  for  in- 
formation as  to  the  principal  holders  of 
equity  securities  of  the  registrant.  The 
item  is  amended  to  read  as  set  forth  be- 
low, for  the  purpose  of  simplifying  the 
requirements  with  respect  to  the  tabular 
presentation  of  the  information  called 
for. 

Item  30 — Principal  holders  of  equity  securi- 
ties. Furnish  the  following  information,  in 
substantially  the  tabular  form  Indicated,  as 
to  all  equity  srcurltles  of  the  registrant 
owned  by  the  following  persons  as  of  a  speci- 
fied date  within  90  days  prior  to  the  date  of 
filing: 

(a)  Each  person  who  owns  of  record,  or 
Is  know^n  by  the  registrant  to  own  bene- 
ficially, more  than  10  percent  of  any  class  of 
such  securities. 

(b)  AH  directors  and  officers  of  the  regis- 
trant, as  a  group,  without  naming  them. 


(1) 

Nanir  find 
adilri'&s 


(2) 

Title  o. 
class 


(3) 

Type  of 
ownorship 


(4) 


(^) 


.\  mount  j  Percent 
owned     of  class 


Instructions.  1.  Indicate  In  the  third  col- 
umn whether  the  securities  are  owned  both 
of  record  and  beneficially,  of  record  only,  or 
beneficially  only,  and  show  separately  in 
the  fourth  and  fifth  columns  the  respective 
amounts  and  percentages  owned  In  each 
such  manner. 

2.  The  jjercentages  are  to  be  calculated  on 
the  basis  of  the  amount  of  outstanding 
securities  of  the  class.  In  any  ca.se  where 
the  amount  owned  by  directors  and  officers 
is  less  than  1  percent  of  the  class,  the  per- 
cent of  the  class  owned  by  directors  and  offi- 
cers may  be  omitted. 

3.  If  the  securities  are  being  registered  in 
connection  with,  or  pursuant  to.  a  plan  of 
acquisition,  reorganization,  readjustment,  or 
succession,  the  Information  shall  also  be 
given,  so  far  as  practicable,  as  of  the  status 
to  exist  upon  consummation  of  the  plan  on 
the  basis  of  present  holdings  and  commit- 
ments. 

6.  Item  32  has  heretofore  called  for  in- 
formation as  to  the  interest  of  affiliates 
and  certain  other  p)ersons  in  property 
recently  acquired  by  the  registram  and 
its  subsidiaries.  The  item  is  amended  to 
read  as  set  forth  below  so  that  It  will 
call  for  information  as  to  the  interest 
of  such  person  in  any  material  transac- 
tions whether  or  not  such  transactions 
Involve  the  acquisition  of  property. 

Item  32 — Interest  of  management  and 
others  in  recent  transaction.'^.  Describe 
briefly  any  material  interest,  direct  or  in- 
direct, of  any  person  named  In  answer  to 
Item  23.  29  or  30  (a)  or  any  affiliate  of  the 
registrant  (other  than  its  majority-owned 
subsidiaries)  in  any  material  transactions 
during  the  last  three  years,  or  in  anv  ma- 
terial proposed  transactions,  to  which  the 
registrant  or  any  subsidiary  and  any  one  or 
more  of  such  persons  were  or  are  to  be  parties. 
If  any  such  transaction  Involved  or  Is  to  In- 
volve the  purchase  or  sale  of  property  by 
or  to  the  registrant  or  any  subsidiary,  other- 
wise than  In  the  ordinary  course  of  business, 
state  the  cost  of  the  property  to  the  pur- 
chaser and  the  cj»st  thereof  to  the  seller  If 
acquired  by  the  seller  within  two  years  prior 
to  the  transaction. 

Instructions.  1.  This  item  does  not  apply 
tp  any  interest  arlsTftg  solely  by  reason  of  a 
person's  being  a  prlncl^l  underwriter  of  se- 
curities of  the  registrant,  or  Its  subsidiaries 
or  a  director  or  officer  of  rae  registrant  or  a 
voting  trustee  or  other  holder  of  securities 
of  the  registrant.  However,  for  the  purposes 
of  this  item  no  acquisition  of  property,  di- 
rectly or  Indirectly  from  a  director  or  officer, 
shall  be  deemed  made  In  the  ordinary  course 
of  business  If  made  upon  a  basis  or  at  a  price 
materially  less  favorable  than  the  registrant 
could  acquire  similar  property  from  other 
sources. 

a.  Information  need  not  be  given  with  re- 
spect to  the  redemption  of  an  entire  class  of 
securities  of  the  registrant  substantially  all 
of  which  was  or  Is  outstanding  In  tlie  hands 
of  the  general  public;  a  pro  rata  redemption 
In  part  or  a  redemption  by  lot  under  accepted 
disinterested  practice,  of  any  such  securities; 
exchanges  of  such  securities  for  other  securi- 
ties of  the  registrant  pursuant  to  an  offer 
made  to  all  holders  of  the  class  of  securities 
acquired  in  exchange;  the  exercise  of  conver- 
sion rights;  or  as  to  the  purchase  of  securities 
pursuant  to  an  Invitation  for  tenders  ex- 
tended to  all  holders  of  the  class. 

3.  Identify  any  property  acquired  or  to  be 
acquired  in  consideration  of  the  securities 
being  registered  or  the  proceeds  therefrom. 


Friday,  January  7,  1949 

The  foregoing  action  shall  become  ef- 
fective January  17,  1949. 

Sees.  6,  7.  48  Stat.  78,  sees.  8.  10.  19  (a), 
48  Stat.  79,  81.  85;  15  U.  6.  C.  77f,  77g, 
77h,  77j,  77s) 

By  the  Commission. 

[SEAL]  Obval  L.  Dubois, 

->        Secretary. 
December  31,  1948. 

I  p.    R.    Doc.    49-107;    FUed,    Jan.    8.    1949; 
8:47  a.  m.| 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,'  Amdt.  60) 

Part  825 — Rent  Regclations  Under  the 
HotrsiNG  AND  Rent  Act  of  1947,  As 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respect:  ^^ 

The  following  shall  be  addOT*1mme- 
diately  after  the  end  of  §  825.5  (a)  (16) : 

(17)  Net  operating  income  lower  than 
estimated  by  Federal  Housing  Adminis- 
tration—(b.)  Grounds.  The  following 
facts  are  shown: 

(1)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
after  the  maximum  rent  date; 

(il)  The  rent  was  approved  by  the 
Federal  Housing  Administration  on  the 
basis  of  a  fixed  return  on  an  estimated 
replacement  cost; 

(iii)  The  maximum  rent  was  origi- 
nally established  under  section  4  (f)  of 
the  Rent  Regulation  for  Housing  issued 
pursuant  to  the  Emergency  Price  Con- 
trol Act  of  1942.  as  amended; 

(iv)  The  average  annual  net  operat- 
ing income  for  the  project  for  the  period 
of  its  existence  is  lower  than  the  an- 
nual net  operating  Income  estimated  by 
the  Federal  Housing  Administration  in 
its  project  analysis  at  the  time  of  its 
approval ;  and 

(v)  The  petition  for  adjustment  Is 
accompanied  by  a  copy  of  the  project 
analysis  of  the  Federal  Housing  Admin- 
istration, certified  by  that  agency  to  be 
a  true  copy. 

(b)  Amount  of  adjustment,  (i)  The 
adjustment  under  this  §825.5  (a)  (17) 
shall  be  In  an  amount  representing  the 
difference  between  the  average  annual 
net  operating  income  for  the  project  for 
the  period  of  its  existence  and  the  an- 
nual net  operating  income  estimated  in 
the  project  analysis. 

(li)  The  Expediter  shall  appropriately 
apportion  the  total  amount  of  the  ad- 
justment among  all  the  units  in  the  proj- 
ect taking  into  consideration  any  leases 
made  as  de.scribed  in  section  204  (b)  (2) 
or  section  204  <b)  (3)  of  the  Housing  and 
Rent  Act  of  1947,  as  amended. 

(c)  Definitions.  For  purposes  of  this 
J  825.5  (a)  (17).  the  term: 

'  13  F.  R.  67Ce,  6788.  5877.  6937,  6246,  6283. 
€411.  6556,  6881,  6910.  7299.  7671.  7801.  7662, 
£217,  E327,  8386. 
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(1)  "Annual  net  operating  Income" 
means  the  difference  between  the  actual 
Income  and  the  operating  expenses  and 
taxes  as  defined  in  5  825.5  (a)  (17)  (c) 
(ii). 

(ii)  "Operating  expenses  and  taxes" 
means  those  items  of  operating  expenses 
and  taxes  which  were  listed  In  the  project 
analysis  prepared  by  the  Federal  Housing 
Administration  in  approving  the  rents. 
The  Housing  Expediter  may  make  ap- 
propriate adjustment  for  Increases  in 
operating  expenses  which  were  avoidable. 

(Sec.  204  <d) ,  61  Stat.  197,  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  (d).  Applies  Sec.  204  (b),  61 
Stat.  197.  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94;  50  U.  S.  C.  App.  1894  (b) ) 

This  amendment  shall  become  effective 
January  7.  1949. 

Issued  this  4th  day  of  January  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

|F.    R.    Doc.    49-141;    Filed.    Jan.    6.    1949; 
8:62  a.  m.] 


[Controlled   Housing  Rent   Reg..   New   York 
City  Defense- Rental  Area.'  Amdt.  9] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947.  as 
Amended 

controlled  housing  RENT  REGULATION  FOR 
NEW  YORK  CITY  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  New  York  City  Defense-Ren- 
tal Area  (§§  825.21  to  825.32)  is  amended 
In  the  following  respect: 

The  following  shall  be  added  immedi- 
ately after  the  end  of  §  825.25  (a)  (16 > : 

(17)  Net  operating  income  lower  than 
estimated  by  Federal  Housing  Adminis- 
tration— (a)  Grounds.  The  following 
facts  are  shown : 

(i )  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
after  the  maximum  rent  date ; 

(ii)  5"he  rent  was  approved  by  the 
Federal  Housing  Administration  on  the 
basis  of  a  fixed  return  on  an  estimated 
replacement  cost ; 

<  iii )  The  maximum  rent  was  originally 
established  under  section  4  <f )  of  the 
Rent  Regulation  for  Housing  issued  pur- 
suant to  the  Emergency  Price  Control  Act 
of  1942,  as  amended; 

(iv)  The  average  annual  net  operating 
Income  for  the  project  for  the  period  of 
Its  existence  is  lower  than  the  annual  net 
operating  income  estimated  by  the  Fed- 
eral Housing  Administration  in  its  proj- 
ect analysis  at  the  time  of  its  approval; 
and 

(V)  The  petition  for  adjustment  is  ac- 
companied by  a  copy  of  the  project  anal- 
ysis of  the  Federal  Housing  Administra- 
tion, certified  by  that  agency  to  be  a  true 
copy. 

(b)  Ainount  of  adjustment,  (i)  The 
adjustment  under  this  §  825.25  (a)  (17) 
shall  be  in  an  amount  representing  the 
difference  between  the  average  annual 
net  operating  Income  for  the  project  for 
the  period  of  its  existence  and  th^  annual 

»  13  F.  R.  5727,  B3c8. 
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net  operating  Income  estimated  In  the 
project  analysis. 

(ii)  The  Expediter  shall  appropriately 
apportion  the  total  amount  of  the  ad- 
justment among  all  the  units  in  the  proj- 
ect taking  into  consideration  any  leases 
made  as  described  in  section  204  (b)  (2) 
or  section  204  (b)  (3)  of  the  Housing 
and  Rent  Act  of  1947,  as  amended. 

(c)  Definitions.  For  purposes  of  this 
§825.25   (a)    (17).  the  term: 

(i)  "Annual  net  operating  Income" 
means  the  difference  between  the  actual 
income  and  the  operating  expenses  and 
taxes  as  defined  in  §  825.25  (a)  (17)  (c) 
(ii). 

(ii)  "Operating  expenses  and  taxes" 
means  those  items  of  operating  expenses 
and  taxes  which  were  listed  in  the  proj- 
ect analysis  prepared  by  the  Federal 
Housing  Administration  in  approving  the 
rents.  The  Housing  Expediter  may 
make  appropriate  adjustment  for  in- 
creases in  operating  expenses  which  were 
avoidable. 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (b),  61  Stat.  197,  as  amended  by  62 
Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  (b) ) 

This  amendment  shjill  become  effec- 
tive January  7,  1949. 

Issued  this  4th  day  of  January  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

[F.    R.    Doc.    49-139;    Filed.    Jan.    6.    1949; 
8:52  a.  m.] 


(Controlled   Housing  Rent   Reg..  Miami 
Defense-Rental   Area.'  Amdt.   11 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  housing  rent  regulation  for 

MIAMI  defense-rental  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
(§§825.41  to  825.52)  is  amended  in  the 
following  respect: 

The  following  shall  be  added  immedi- 
ately after  the  end  of  §  825.45  (a)   (16) : 

(17)  Net  operating  income  lower  than 
estimated  by  Federal  Housing  Adminis- 
tration— (a)  Grounds.  The  following 
facts  are  shown: 

(i)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
after  the  maximum  rent  date; 

(ii)  The  rent  was  approved  by  the 
Federal  Housing  Administration  on  the 
basis  of  a  fixed  return  on  an  estimated 
replacement  cost; 

(iii)  The  maximum  rent  was  origi- 
nally established  under  section  4  (f)  of 
the  Rent  Regulation  for  Housing  issued 
pursuant  to  the  Emergency  Price  Control 
Act  of  1942.  as  amended: 

( iv )  The  average  annual  net  operating 
Income  for  the  project  for  the  period  of 
Its  existence  is  lower  than  the  annual  net 
operating  income  estimated  by  the  Fed- 
eral Housing  Administration  in  its  proj- 


>  13  F.  R.  5735,  6246,  E369. 


t 


94 


RULES  AND  REGULATIONS 


Friday,  January  7,  1949 


FEDERAL  REGISTER 


95 


ect  analysis  at  the  time  of  its  approval; 
and 

(V)  The  petition  for  adjustment  is  ac- 
companied by  a  copy  of  the  project 
analysis  of  the  Federal  Housing  Adminis- 
tration, certified  by  that  agency  to  be  a 
true  copy. 

(b)  Amount  of  adjustment,  (i)  The 
adjustment  under  this  §825.45  (a)  (17) 
shall  be  in  an  amount  representing  the 
difference  between  the  average  annual 
net  operating  Income  for  the  project  for 
the  period  of  its  existence  and  the  annual 
net  operating  income  estimated  in  the 
project  analy.sis. 

<ii)  The  Expediter  shall  appropriately 
apportion  the  total  amount  of  the  ad- 
justment among  all  the  units  in  the 
prefect  taking  into  consideration  any 
leases  made  as  described  in  section  204 
(b)  <2)  or  section  204  (b)  (3»  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended. 

(c>  Definitions.  For  purposes  of  this 
{825.45  <a>   (17».  the  term: 

<i)  "Annual  net  operating  Income" 
means  the  difference  between  the  actual 
income  and  the  operating  expenses  and 
taxes  as  defined  In  §  825.45  (a)  (17)  (c) 
(ii). 

(il)  "Operating  expenses  and  taxes" 
means  those  items  of  operating  expenses 
and  taxes  which  were  listed  in  the  proj- 
ect analysis  prepared  by  the  Federal 
Housing  Administration  in  approving  the 
rents.  The  Housing  Expediter  may 
make  appropriate  adjustment  for  in- 
creases in  operating  expenses  which  were 
avoidable. 

(Sec.  204  (d) ,  61  Stat.  197.  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94:  50  U.  S.  C. 
App.  1894  (d'.  Applies  sec.  204  <b>.  61 
Stat.  197.  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94:  50  U.  S.  C.  App.  1894  (b> ) 

This  amendment  shall  become  effective 
January  7.  1949. 


Issued  this  4th  day  of  January  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

|P.    R.    Doc.    49-142;    Filed.    Jan.    6,    1949; 
8:52  a.  m.J 


(Controlled  Housing  Rent  Reg.,  Atlantic 
County  Defense-Rental   Area,'  Amdt.  9| 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
atlantic  county  defense-rental  area* 

The  (.controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Defense-Rental 
Area  (§§825.61  to  825.72)  is  amended 
in  the  following  respect: 

The  following  shall  be  added  immedi- 
ately after  the  end  of  S  825.65  (a)   (16» : 

(17)  Net  operating  income  lower  than 
estimated  by  Federal  Housing  Admin- 
istration— (a)  Grounds.  The  following 
facts  are  shown: 

(i)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
after  the  maximum  rent  date: 

(ii)  The  rent  was  approved  by  the 
Federal  Housing  Administration  on  the 
basis  of  a  fixed  return  on  an  estimated 
replacement  cost; 

<iii)  The  maximum  rent  was  origi- 
nally established  vmder  section  4  (f)  of 
the  Rent  Regulation  for  Housing  issued 
pursuant  to  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended ; 

(iv)  The  average  annual  net  operat- 
ing income  for  the  project  for  the  pe- 
riod of  its  existence  is  lower  than  the 
annual  ne*^  operating  income  estimated 
by  the  Federal  Housing  Administration 
in  its  project  analysis  at  the  time  of  its 
approval;  and 

(V)  The  petition  for  adjustment  is 
accompanied  by  a  copy  of  the  project 
analysis  of  the  Federal  Housing  Admin- 


istration, certified  by  ttiat  agency  to  be 
a  true  copy. 

(b)  Amount  of  adjustment.  (1)  The 
adjustment  under  this  §825.65  (a)  (17) 
shall  be  in  an  amount  representing  the 
difference  between  the  average  annual 
net  operating  income  for  the  project  for 
the  period  of  its  existence  and  the  an- 
nual net  operating  income  estimated  In 
the  project  analysis. 

(ii)  The  Expediter  shall  appropriately 
apportion  the  total  amount  of  the  ad- 
justment among  all  the  units  in  the 
project  taking  into  consideration  any 
leases  made  as  described  in  section  204 
(b)  (2)  or  section  204  (b)  (3>  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended. 

(c)  Definitions.  For  purposes  of  this 
§825.65  (a)  (17).  the  term: 

(i)  "Annual  net  operating  Income" 
means  the  difference  between  the  actual 
income  and  the  operating  expenses  and 
taxes  as  defined  in  §  825.65  (a)  (17)  (c) 
(ii). 

(ii)  "Operating  expenses  and  taxes" 
means  those  items  of  operating  expen.ses 
and  taxes  which  were  listed  in  the  project 
analysi.s  prepared  by  the  Federal  Hous- 
ing Administration  in  approving  the 
rents,  .-^he  Housing  Expediter  may  make 
appropriate  adjustment  for  Increases  in 
operating  expenses  which  were  avoidable. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (b),  61  Stat.  197,  as  amended  by  62 
Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  (b)) 

This  amendment  shall  become  effec- 
tive January  7.  1949. 

Issued  this  4th  day  of  January  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

[F.    R.    Doc.    49  140:     Filed,    Jan.    6.    1949; 
8:52  a.  m.j 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

(P.  &  S.  Docket  1246] 

St.  Louis  National  Stockyards  Co. 

NOTICE  OF  petition  FOR  MODIFICATION 

Pursuant  to  the  Packers  and  Stock- 
yards Act.  1921.  as  amended  (7  U.  S.  C. 
181  et  seq. ) .  the  Secretary  prescribed  rea- 
sonable rates  and  charges  for  the  re- 
spondent by  an  order  dated  May  9.  1946 
(5  A.  D.  338  and  an  order  of  June  26.  1948 
(5  A.  D.  449).  These  rates  and  charges 
have  been  modified  in  certain  respects 
on  a  temporary  basis  by  supplemental 
orders  entered  from  time  to  time.  The 
temporary  rates  and  charges  now  in 
effect  are  duo  to  expire  on  June  30.  1949. 

By  petition  filed  on  December  30.  1948, 
the  respondent  has  requested  a  modifi- 
cation of  its  yardape  rates  and  charges 
until  June  3D,  19-10,  as  follows: 


Yardage  charge 


A.  I-ivcstfK'W  scilil  or  resold  In  the 
Coinniission  Division: ' 

Callliv 

t'alvi's 

HoK<  

Shtvp  and  poats 

B.  Livestork  rpwivpd  dlr«>ctly  by 
packers  through  the  yards:  * 

Cattle 

Calves 

Hog.s 

Slirep  I'.nd  goats  

C.  LivesicKk  resolil  at  the  yards 
for  local  dtlivt-ry  fither  than  live- 
stork  refold  in  the  Commissiun 
Divi.sion:  > 

Cattle 

Calves 

Hogs  

.she»'p  ancl  g  lats 

D.  Livestock  tesold  at  the  yards 
for  shitiiiietit  olT  the  uiarket 
other  than  livestork  resold  iu 
the  Coniniissioii  Division: » 

Cattle 

Calves 

Hogs 

tihcep  and  goats 


Pre.sent 

rate  per 

head 


IO.fi.'. 
.«) 

.15 


,33 

.a) 

.12 
.(W 


.10 

.10 

.(l^ 

.03 


.07 
.0* 
.02 
.02 


Pro  (Vised 
new  rate 
per  heiid 


to.  70 

.  2.'> 
.16 


!u 

•.OS 


.12 
.0« 
.04 


.08 

.0.'. 

.oil 
.03 


>  No  changes  pro|<osrd  in  ratios  for  bulls  weighing  bUO 
lbs.  or  oVTr. 
•  No  change. 


» 13  F.  R.  6743,  8390. 


If  granted,  authorization  to  assess  the 
propo.sed  charges  will  produce  additional 
revenues  for  the  respondent  and  in- 
crease marketing  costs  to  shippers.  Ac- 
cordingly, public  notice  should  be  given 
of  the  filing  of  such  petition  in  order  that 
all  interested  persons  may  have  an  op- 
portunity to  be  heard  in  the  matter. 

Now.  therefore,  notice  is  hereby  given 
to  the  public  and  to  all  interested  per- 
sons of  the  filing  of  such  petition  for 
modification.  All  interested  per.':ons  who 
desire  to  be  heard  upon  the  matters  re- 
quested in  said  petition  shall  notify  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  Washington  25. 
D.  C,  within  15  days  from  the  date  of 
publication  of  this  notice. 

Done  at  Washington.  D.  C.  this  3d 
day  of  January  1949. 

[SKALl  H.  E.  Reed, 

Director,  Livestock  Branch, 
Production  and  Marketing 
Administration. 

|F    R.    Doc.   49-156:    Filed.   Jan.   C,    1949; 

e:54  a.  m.J 


[  7  CFR,  Part  927  1 

[Docket  No.  AO  71-A  16-RO-l] 

Handling  or  Milk  in  New  York  Metro- 
politan Marketing  Area 

PROPOSED  amendments  TO  TENTATIVE  MAR- 
KETING AGREEMENT  AND  TO  ORDER,  AS 
AMENDED 

Pursuant  to  the  Agriculture  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  601  et  seq.).  and  in  accord- 
ance with  the  applicable  rules  of  prac- 
tice and  procedure,  as  amended  c7  CFR 
Supps.,  900.1  et  seq.;  12  P.  R.  1159.  4904). 
notice  is  hereby  given  of  a  hearing  to  be 
held  at  the  Mark  Twain  Hotel,  Elmira, 
New  York,  beginning  at  10:00  a.  m.. 
e.  s.  t..  January  24,  1949.  Such  hearing 
Is  for  the  purpose  of  receiving  further 
evidence  with  respect  to  those  proposed 
amendments  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  New  York  metropolitan  milk 
marketing  area,  which  are  set  forth  as 
proposals  numbered  11  to  27  Inclusive, 
30  to  50  Inclusive,  and  57  to  63  Inclusive 
in  the  notice  of  hearing  issued  on  Sep- 
tember 2.  1948  (13  F.  R.  5242)  and  con- 
sidered at  the  hearing  held  at  New  York 
City  and  at  Utica,  New  York,  during  the 
period  September  27  to  October  7,  1948, 
inclusive,  which  hearing  Is  hereby  re- 
opened to  the  extent  indicated,  and  for 
the  further  purpose  of  receiving  evidence 
with  respect  to  additional  proposals, 
hereinafter  set  forth,  to  the  said  market- 
ing agreement  and  order.  These  pro- 
posed amendments  have  not  received  the 
approval  of  the  Secretary  of  Agriculture. 

The  proposed  amendments,  in  addition 
to  those  on  which  the  September  27- 
October  7  hearing  is  reopened,  with  re- 
spect to  which  evidence  will  be  received 
are  as  follows: 

65.  (Proposedby  a  group 'of  New  Eng- 
land cooperative  associations) : 

Amend  §?  927.5  (a)  (4)  and  927.4  (c> 
(3)  to  provide  that  the  price  for  Class 
I-C  milk  which  is  shipped  to  or  dis- 
tributed in  New  England  markets  shall 
be  the  price  for  Class  I-A  milk. 

63.  (Same  proponents  as  No.  65) : 

Amend  S  927.5  (b)  to  provide  that  the 
butterfat  differential  applicable  to 
Class  I-B  and  I-C  milk  shall  be  the  same 
as  the  butterfat  differential  applicable  to 
Cla.ss  n-E  milk. 

67.  (Proposed  by  Milk  Dealers'  Asso- 
ciation of  Metropolitan  New  York,  Inc.) : 

Amend  §927.5  (c)  (D  by  adding  the 
following  proviso:  "Provided.  That  noth- 


"  Bellows  Falls  Cooperative  Creamery, 
Inc :  Bethel  Cooperative  (dreamery.  Inc.; 
Cabot  Farmers'  ^ioperatlve  Creamery  Com- 
pany. Inc.,  Connecticut  Milk  Producers  As- 
.^oclatlon;  Connecticut  Valley  Dairy,  Inc.: 
Grand  Isle  County  Cooperative  Creamery 
Association,  Inc.;  Granite  City  Cooperatlvt 
Creamery  Association,  Inc.;  Maine  Dalry- 
mens  Association,  Inc.;  MUton  Cooperative 
Dairy  Corporation:  Mt.  Mansfleld  Coopera- 
tive Creamery  and  Grain  Association.  Inc.; 
New  England  Milk  Producers'  Afisociatlon; 
Northern  Farms  Cooperative,  Inc.;  Rich- 
mond Cooperative  Association,  Inc.;  St.  Al- 
'  bans  Co-operative  Creamery.  Inc.;  Shel- 
burne  Co-operative  Creamery  Company:  Tun- 
brldge  Co-operative  Creamery.  Inc.,  United 
Farmera  of  New  England,  Inc. 


Ing  contained  herein  shall  alter  the 
freight  zone  of  any  pool  plant  previously 
determined  and  announced  by  the  mar- 
ket administrator." 

68.  (This  proposal  and  all  of  those  fol- 
lowing it  are  made  by  the  Production 
and  Marketing  Administration.):  Delete 
S  927.1  (1)  and  (m). 

69.  Delete  J  927.2  (e)  and  transfer 
similar  provisions  to  §  927.5  and  §  927.7 
(Proposals  79  and  84 ». 

70.  Amend  S  927.3  (a)  (4)  (Iv)  (b)  by 
changing  the  last  sentence  thereof  to 
read:  "In  addition,  such  specified  classes 
may  Include  all  or  a  part  of  Class  II  and 
other  I-C." 

71.  Amend  J  927.4  (a)  to  read: 

(a)  Basis  of  classification.  All  milk 
the  classification  of  which  is  necessary 
to  establish  the  classification  of  milk  re- 
ceived from  producers,  and  all  milk  en- 
tering the  marketing  area  as  milk, 
cultured  or  flavored  milk  drinks,  cream, 
or  skim  milk,  shall  be  classified  in  accord- 
ance with  the  form  in  v/hich  it  is  held 
at,  or  moved  from,  the  plant  at  which 
classification  is  determined.  Such 
classification  shall  be  subject  to  the  fol- 
lowing conditidns: 

(1)  Burden  of  proof.  In  establishing 
the  classification  of  milk  received  from 
producers,  the  burden  re.sts  upon  the 
handler  who  received  such  milk  from 
producers  to  show  that  such  milk  should 
not  be  classified  as  Class  I-A,  and  that 
the  skim  milk  in  Class  II  and  Class  III 
milk  should  not  be  subject  to  the  fluid 
skim  differential.  The  burden  rests  upon 
the  handler  who  receives  or  distributes 
in  the  marketing  area  milk,  skim  milk, 
cultured  or  flavored  milk  drinks,  or 
cream,  to  establish  the  source  of  all  his 
milk  or  milk  products. 

(2)  Period  for  establishing  classifica- 
tion. A  period  ending  with  the  last  day 
of  the  month  following  the  month  during 
which  milk  was  received  from  dairy 
farmers  shall  be  allowed  for  handling 
such  milk  as  a  basis  for  establishing  the 
classification  as  other  than  Class  I-A: 
Provided.  That  the  holding  of  milk  in  the 
form  of  cream  in  a  licensed  cold  storage 
warehouse  for  at  least  7  days  shall  con- 
stitute that  portion  of  the  handling  of 
such  cream  required  pursuant  to  para- 
graph (c)  (5)  (ii)  of  this  section  that  is 
required  to  be  performed  during  the 
month  following  its  receipt  from  dairy 
farmers. 

(3)  Plant  at  which  clcLssification  is  to 
be  determined.  Classification  shall  be 
determined  at  the  plant  at  which  milk  is 
received  from  dairy  farmers:  Provided. 
That  if  such  milk  is  shipped  in  the  form 
of  milk  or  cream  to  another  plant  or 
other  plants,  it  shall  be  cla.ssified.  sub- 
ject to  the  provisions  of  subdivisions  (i) 
through  (v)  of  this  subparagraph,  at  the 
plant  or  plants  to  which  it  is  shipped, 
and  there  shall  be  no  limit  on  the  num- 
ber of  interplant  movements  In  the 
form  of  milk  or  cream  except  as  set 
forth  in  subdivisions  (i)  through  (v)  of 
this  subparagraph. 

(i)  The  classification  of  milk  shipped 
In  the  form  of  milk  to  a  plant  in  the  mar- 
keting area  shall  be  determined  at  the 
plant  from  which  such  milk  is  shipped 
to  the  plant  in  the  marketing  area. 

(ii)  Except  as  set  forth  in  subdivision 
(iii)  of  this  subparagraph,  the  classifi- 


cation of  milk  the  butterfat  from  which 
is  shipped  in  the  form  of  cream  to  a 
plant  in  the  marketing  area  shall  be  de- 
termined at  the  plant  from  which  such 
cream  is  shipped  to  the  plant  in  the 
marketing  area. 

(iii)  The  classification  of  milk  the  but- 
terfat from  which  is  shipped  in  the  form 
of  cream  to  a  plant  in  the  marketing  area 
shall  be  determined,  if  such  cream  is 
moved  in  the  form  of  frozen  desserts  or 
homogenized  mixtures  either  from  the 
plant  at  which  cream  is  first  received  in 
the  marketing  area  or  from  the  first 
plant  to  which  cream  is  shipped  from  the 
plant  where  first  received  in  the  market- 
ing area,  at  the  first  plant  from  which  the 
frozen  desserts  or  homogenized  mixtures 
are  so  moved. 

(iv)  Except  as  set  forth  in  subdivision 
(v)  of  this  subparagraph,  the  classifica- 
tion of  milk  shipped  in  the  form  of  milk 
and  of  milk  the  butterfat  from  which  is 
shipped  in  the  form  of  cream  to  a  non- 
pool  plant  shall  be  determined  at  the 
non-pool  plant,  unless  the  handler  oper- 
ating the  pool  plant  from  which  such 
shipments  are  made  to  the  non-pool 
plant  elects  to  have  classification  of  all 
milk  received  during  the  month  at  such 
handler's  pool  plant  and  shipped  as  milk 
or  cream  to  the  non-pool  plant  deter- 
mined at  the  pool  plant  from  which  the 
milk  or  cream  is  shipped  to  the  non-pool 
plant. 

(v)  The  classification  of  milk  shipped 
more  than  65  miles  from  the  plant  where 
received  from  dairy  farmers,  to  a  plant 
outside  New  York  State,  Vermont,  New 
Jersey,  or  Pennsylvania,  or  to  a  plant  in 
the  county  of  Allegheny,  Beaver,  Fayette, 
Greene,  Washington  or  Westmoreland  in 
Pennsylvania  shall  be  determined  at  the 
plant  where  received  from  dairy  farmers. 

(4)  Plant  loss.  Allowances  for  plant 
loss  not  to  exceed  5  percent  of  the  butter- 
fat in  the  product  resulting  from  any 
specific  plant  operation,  which  plant  loss 
may  be  classified  the  same  as  the  milk 
equivalent  of  the  butterfat  in  the  prod- 
uct, shall  be  determined  by  the  market 
administrator  pursuant  to  paragraph 
(b)  of  this  section. 

(5)  Accounting  procedure.  The  ac- 
counting procedure  for  classifying  milk 
pursuant  to  this  section,  including  the 
conversion  factors  to  be  used  in  the  ab- 
sence of  specific  w-eights  and  tests,  and 
the  specific  definitions  of  products  in- 
cluded in  each  class,  shall  be  set  up  by 
the  market  administrator  pursuant  to 
paragraph  (b)  of  this  section.  Such 
accounting  procedure  shall  be  in  accord- 
ance with  the  following  general  prin- 
ciples: 

(i)  Milk,  cream,  and  skim  milk  re- 
ceived from  pool  plants  or  from  pro- 
ducers shall  be  assigned,  as  far  as  pos- 
sible, to  Class  I-A,  Class  II.  or  to  skim 
milk  subject  to  the  fluid  skim  differen- 
tial, unless  such  classification  or  fluid 
skim  differential  is  based  on  .some  prod- 
uct leaving  or  on  hand  at  the  plant  in 
some  form  other  than  milk,  cream,  or 
skim  milk  or  other  than  cultured  or 
flavored  milk  drinks  shipped  or  distrib- 
uted in  the  marketing  area. 

(ii)  If  milk,  cream,  or  skim  milk  is  re- 
ceived at  a  plant  from  producers  or  from 
pool  plants  and  in  like  form  from  dairy 
farmers  not  producers  or  from  non-pool 
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plants,  the  total  milk  equivalent  of  such 
products  from  producers  and  pool  plants, 
and  the  total  milk  or  milk  equivalent 
from  dairy  farmers  not  producers  and 
non-pool  plants  shall  be  assigned  pro 
rata  to  the  total  classification  of  all  such 
milk  or  milk  equivalent  and  to  all  skim 
milk  subject  to  the  fluid  skim  differen- 
tial after  the  assignment  in  accordance 
with  subdivision  (D  of  this  subpara- 
graph. 

( iii )  The  milk  received  from  producers 
which  is  eliminated  from  the  computa- 
tion of  the  handler's  net  pool  obligation 
pursuant  to  §  927.7  shall  be  assigned  pro 
rata  to  the  total  classification  of  all  milk 
from  producers  and  pool  plants. 

72.  Amend  §  927.4  (c)  to  read: 

(c>  Classes  of  utilization.  Subject  to 
all  of  the  conditions  set  forth  in  para- 
graphs (a)  and  (b)  of  this  section,  milk 
shall  be  classified  at  the  plant  at  which 
classification  is  to  be  determined  as  fol- 
lows : 

(1)  Class  I-A  milk  shall  be  all  milk, 
except  as  provided  in  subparagraphs  •2) 
and  <3>  of  this  paragraph  which  leaves 
the  plant  as  milk,  fluid  milk  products,  or 
as  cultured  or  flavored  milk  drinks  con- 
taining 3.0  percent  or  more  but  not  more 
than  5.0  percent  of  butterfat.  and  all  milk 
the  classification  of  which  is  not  estab- 
li.shed  In  some  other  class  named  in  this 
paragraph. 

(2)  Class  I-B  milk  shall  be  all  milk 
which  leaves  the  plant  as  milk,  fluid  milk 
products,  or  as  cultured  or  flavored  milk 
drinks  containing  3.0  percent  or  more 
but  not  more  than  5  0  percent  of  butter- 
fat,  and  which  is  delivered  to  a  plant  or 
a  purchaser  in  an  area  regulated  by  an- 
other order  of  the  Secretary  and  remains 
outside  the  marketing  area. 

(3>  Class  I-C  milk  .shall  be  all  milk 
which  leaves  the  plant  as  milk,  fluid  milk 
products,  or  as  cultured  or  flavored  milk 
drinks  containing  3  0  percent  or  more 
but  not  more  than  5.0  percent  of  butter- 
fat,  and  which  is  delivered  to  a  plant  or 
a  purchaser  in  an  area  not  regulated  by 
another  order  of  the  Secretary  and  re- 
mains outside  the  marketing  area. 

(4)  Class  II  milk  shall  be  all  milk  the 
butterfat  from  which  leaves  or  is  on  hand 
at  the  plant  in  the  form  of  cream,  sweet 
or  sour,  or  In  the  form  of  cultured  or 
flavored  milk  drinks  containing  less  than 
3.0  percent  or  more  than  5.0  percent  of 
butterfat.  unless  such  cream  or  cultured 
or  flavored  milk  drinks  are  established  to 
have  been  so  handled  or  marketed  as  to 
classify  such  milk  in  .some  other  class 
named  In  this  paragraph. 

(5>  Cla.<;s  III  milk  shall  be  all  milk 
which  meets  the  conditions  set  forth  in 
any  one  of  the  following  subdivisions: 

(i>  All  milk  the  butterfat  from  which 
leaves  or  is  on  hand  at  the' plant  in  the 
form  of  cultured  or  flavored  milk  drinks 
containing  less  than  3.0  percent  or  more 
than  5.0  per  cent  of  buttecfat  or  in  the 
form  of  cream,  which  cream  or  cultured 
or  flavored  milk  drinks  is  delivered  to  a 
plant  or  a  purchaser  outside  the  market- 
ing area  and  remains  outside  *ihe  market- 
ing area. 

(il)  All  milk  the  butterfat  from  which 
leaves  or  is  on  hand  at  the  plant  in  the 
form  of  cream  which  is  subsequently  held 


In  a  licensed  cold  storage  warehouse  for 
at  least  28  days,  and  which  Is  subject  at 
all  times  to  being  inspected  by  a  repre- 
sentative of  the  market  administrator  to 
determine  the  physical  pre.sence  of  the 
cream.  After  the  first  7  days,  such 
cream  may  be  moved  from  one  licensed 
cold  storage  warehouse  to  another:  Pro- 
vided. That  the  market  administrator  re- 
ceives notice  of  such  removal  within  7 
days  thereafter.  Any  handler  whose  re- 
port claimed  the  original  classification  of 
milk  pursuant  to  this  subdivision  .'shall  be 
liable  under  the  provisions  of  §  927.9  (e> 
for  the  difference  between  the  Class  II 
and  Class  III  prices  for  the  month  In 
which  the  Class  III  classification  was 
claimed  on  any  such  milk,  if  the  storage 
of  cream  does  not  comply  with  all  the  re- 
quirements of  this  subdivision. 

Mil)  All  milk  the  butterfat  from  which 
leaves  or  is  on  hand  at  the  plant  in  the 
form  of  some  product  the  classification 
of  which  is  not  established  in  some  other 
class  named  in  this  paragraph. 

73.  Delete  the  second  paragraph  from 
that  portion  of  §  927.5  which  precedes 
paragraph  <a). 

74.  Remember  §  927.5  ^a)  (3)  and  (4) 
as  §927.5  <a)   (2)  and  (3).  respectively. 

75.  Delete  §927.5  (a)  (5)  through 
(15)  and  substitute  therefor  the  follow- 
ing: 

(4)  For  Class  II  milk  the  price  during 
each  month  shall  be  the  sum  of  the 
amounts  computed  pursuant  to  subdivi- 
sions (i>  and  (ii>  of  this  subparagraph: 

(i)  (Amount  shown  in  the  table  in  the 
present  II-A  price  provision ) . 

(11)  Prom  the  average  of  all  the  hot 
roller  process  nonfat  dry  milk  solids  quo- 
tations for  "other^brands.  human  con- 
sumption, carlots,  bags  or  barrels"  (using 
the  midpoint  of  any  range  as  one  quota- 
tion), published  for  the  delivery  period 
in  "The  Producers'  Price— Current,"  sub- 
tract 5  cents  and  multiply  by  7.5. 

(5)  Except  as  set  forth  In  paragraph 
(b»  of  this  section,  the  price  for  Class 
III  milk  during  each  month  shall  be  the 
highest  of  the  amounts  computed  pur- 
suant to  subdivisions  (D,  (ii),  and  (iii) 
of  this  subparagraph: 

(i)  Divide  the  amount  computed  pur- 
suant to  paragraph  (g>  <2)  (vii)  of  this 
section  by  33.48,  multiply  by  3.5,  sub- 
tract 27  cents,  and  add  an  amount  com- 
puted pursuant  to  subparagraph  t4)  (ii) 
of  this  paragraph. 

(ii)  To  the  average,  computed  by  the 
market  administrator,  of  prices  as  re- 
ported to  the  United  States  Department 
of  Agriculture,  paid  during  such  month 
to  farmers  at  evaporated  milk  plants  at 
locations  listed  in  this  subdivision,  add  8 
cents  during  each  of  the  months  of  Jan- 
uary. February.  August.  September,  and 
October,  and  add  15  cents  during  each 
of  the  months  of  November  and  De- 
cember <same  li.st  of  plants  as  in  present 
Class  III  price). 

(iii)  To  the  average  of  highest  prices 
reported  daily  during  such  month  by  the 
United  States  Department  of  Agricul- 
ture for  U.  S.  Grade  A  or  U.  S.  92-score 
butter  at  wholesale  in  the  Chicago  mar- 
ket, add  20  percent,  add  5  cents,  multiply 
by  3.5.  and  add  an  amount  computed 
pursuant  to  subparagraph  (4)  (ii)  of  this 
paragraph. 


76.  Amend  S  927.5  (b)  to  read: 

(b)  Butter  and  cheese  differential. 
The  minimum  price  set  forth  in  para- 
graph (a)  (5)  of  this  section  for  milk 
which  meets  the  requirements  of  sub- 
paragraph (1)  of  this  paragraph  shall 
be  reduced  by  an  amount  computed  pur- 
suant to  subparagraph  (2»  of  this  para- 
graph in  any  month  In  which  this  differ- 
ential is  in  effect  pursuant  to  subpara- 
graph (3)  of  this  paragraph. 

(1)  Rcquiremeyits.  The  butter  and 
cheese  differential  shall  apply  to  all  milk 
which  meets  the  following  requirements: 

(i>  The  milk  is  classified  pursuant  to 
§  927.4  (c)   (5)  as  Class  III. 

(ii)  The  butterfat  in  the  milk  leaves 
or  is  on  hand  at  the  plant  at  which 
cla.ssification  is  determined  in  the  form 
of  butter  or  cheese  (Cheddar,  American 
Cheddar,  Colby,  washed  curd,  or  part 
skim  Cheddar). 

(iii)  The  handler  receiving  the  milk 
from  producers  has  notified  the  market 
administrator  prior  to  utilization  of  the 
milk  that  he  has  milk,  and  the  approxi- 
mate daily  volume  of  such  milk,  which 
he  expects  to  manufacture  into  but*er 
or  cheese  (Cheddar.  American  Cheddar, 
Colby,  washed  curd,  or  part  skim  Ched- 
dar). 

(iv)  The  milk  so  manufactured  is  milk 
for  which  the  handler  has  rejected  no 
offer  which,  as  a  minimum,  provides  for 
(a)  payment  in  cash  f.  o.  b.  the  selling 
handler's  plant  at  the  Class  III  price  plus 
20  cents  per  hundred-weight,  and  <b) 
assurance  that,  for  milk  classified  other 
than  as  Class  III.  additional  payment  will 
be  made  in  the  amount  of  not  less  than 
the  difference  between  the  Class  III  price 
and  the  price  for  the  class  in  which  the 
milk  is  classified. 

(2)  Computation  of  the  differential. 
The  amount  by  which  the  Class  III  price 
shall  be  reduced  each  month  for  milk 
which  meets  the  requirements  set  forth 
in  subparagraph  d)  of  this  paragraph 
shall  be  computed  by  the  market  admin- 
istrator as  follows:  from  the  price  com- 
puted pursuant  to  paragraph  (a)  (5)  of 
this  sectio:^  deduct  the  higher  of  the 
amounts  computed  by  the  market  ad- 
ministrator as  follows: 

(i)  From  the  average  of  the  highe.st 
prices  reported  daily  during  such  month 
by  the  United  States  Department  of  Agri- 
culture for  U.  S.  Grade  A  or  U.  S.  92-score 
butter  at  wholesale  in  the  New  York  mar- 
ket, deduct  4  cents,  add  20  percent,  mul- 
tiply by  35.  and  add  an  amount  com- 
puted pursuant  to  paragraph  (a)  (4) 
(ii)  of  this  section. 

(ii)  From  the  average  of  weekly  quota- 
tions at  the  Wisconsin  Cheese  Exchange, 
Plymouth  Wisconsin,  for  Cheddars,  or  in 
the  absence  of  such  quotations  for  Ched- 
dars the  weekly  quotati««B  at  the  Wis- 
consin Cheese  Exchange  for  Twins,  sub- 
tract 1.5  cents  (net  figure  representing 
making  allowance  in  excess  of  whey  fat, 
whey,  transportation,  and  praffin  allow- 
ances), and  multiply  the  result  by  9. 

(3)  Effective  period  of  butter  and 
cheese  differential.  The  differential  shall 
be  made  effective  under  conditions  and 
for  periods  of  time  as  follows: 

(i)  A  meeting  has  been  held,  no  sooner 
than  3  days  after  notice  by  the  market 
administrator  to  all  handlers  operating 


reserve  pool  plants,  for  consideration  of 
making  effective  the  butter  and  cheese 
differential.  If  any  handler  operating  a 
reserve  pool  plant  makes  written  request 
for  consideration  of  making  effective  the 
butter  and  cheese  adjustment,  the  mar- 
ket administrator  shall,  within  30  days, 
either  issue  notice  of  a  meeting  for  con- 
sideration of  the  request  or  deny  such  re- 
quest and.  except  In  affirming  a  prior  de- 
nial, or  where  the  denial  Is  self-explana- 
tory, shall  state  the  grounds  for  such 
denial. 

(ii)  There  has  been  issued  by  the  mar- 
ket administrator  following  such  meet- 
ing, and  mailed  to  all  handlers  operating 
reserve  pool  plants,  the  market  admin- 
istrator's determination  that  the  butter 
and  cheese  differential  will  be  in  effect 
in  certain  months  specified  in  such  de- 
termination. Such  months  may  Include 
any  month  after  the  month  during  which 
the  determination  is  issued  and  which  is 
not  later  than  the  second  month  after 
the  month  during  which  a  meeting  pur- 
suant to  subdivision  (i)  of  this  subpara- 
graph is  held:  Provided,  That  following 
a  meeting  held  during  the  month  of 
March,  the  market  administrator  may 
determine  that  the  butter  and  cheese 
differential  will  be  in  effect  In  any  or  all 
of  the  Immediately  following  months  of 
April  through  July. 

(iii)  The  market  administrator  may 
revoke  for  any  month  any  previous  de- 
termination Issued  by  him  pursuant  to 
subdivision  (iii  of  this  subparagraph  If 
a  meeting  has  been  held,  no  sooner  than 
3  days  after  notice  of  the  market  admin- 
istrator to  all  handlers  operating  reserve 
pool  plants,  for  consideration  of  such 
revocation,  and  if,  following  such  meet- 
ing, there  has  been  mailed,  prior  to  the 
first  day  of  the  month  during  which  such 
revocation  will  be  effective,  to  all  han- 
dlers operating  reserve  pool  plants,  the 
market  administrator's  determination 
that  his  previous  determination  shall  be 
revoked  for  such  month. 

77.  Amend  §927.5   (O   to  read: 

(c)  Butterfat  differentials.  The  mini- 
mum price  for  Class  I-A.  Class  I-B,  and 
Class  I-C  milk  shall  be  plus  or  minus  4 
cents  for  each  one-tenth  of  1  percent 
of  butterfat  therein  above  or  below  3.5 
percent.  The  minimum  price  for  Class 
II  and  Class  III  milk  shall  be  plus  or 
minus,  for  each  one-tenth  of  1  percent 
of  butterfat  therein  above  or  below  3.5 
percent,  an  amount  computed  as  fol- 
lows: subtract  from  the  Class  II  and 
Cla.ss  III  prices  an  amount  computed 
pursuant  to  paragraph  (a)  (4'  (ii)  of 
this  section,  and  divide  by  35:  Provided, 
That  for  Class  III  milk  subject  to  the 
butter  and  cheese  differential  the  price 
shall  be  plus  or  minus,  for  each  one- 
tenth  of  1  percent  of  butterfat  therein 
above  or  below  3.5  percent,  an  amount 
computed  as  follows:  From  the  Class  III 
price  subtract  an  amount  computed  pur- 
suant to  paragraph  (a)  (4>  (ID  of  this 
section,  .subtract  an  amount  computed 
pursuant  to  paragraph  (b)  of  this  sec- 
tion, and  divide  by  35. 

78.  Renumber  5  927.5  (c)  as  §  927.5 
(d>,  delete  subparagraphs  (2)  and  (3) 
thereof,  and  amend  the  headings  in  Col- 
umns B  and  C  of  the  table  in  subpara- 


graph (1)  to  read:  "Classes  I-A.  I-B 
and  I-C  and  skim  milk  subject  to  the 
fluid  skim  differential"  and  "Classes  II 
and  III",  respectively. 

79.  Add  to  §  927.5  paragraphs  (e)  (f), 
and  (g)  as  follows: 

(e)  Fluid  skim  differential.  All  skim 
milk  which  enters  the  marketing  area 
in  the  form  of  f  uid  skim  milk  or  in  the 
form  of  cultured  or  flavored  milk  drinks 
containing  less  than  3.0  percent  or  more 
than  5.0  percent  of  butterfat.  and  all 
skim  milk  which  Is  not  accounted  for 
in  some  product  leaving  or  on  hand  at 
a  plant  shall  be  subject  to  a  fluid  skim 
differential  per  hundredweight  com- 
puted by  the  market  administrator  pur- 
suant to  subparagraphs  (1)  and  (2)  of 
this  paragraph- 

( 1 )  Deduct  the  amount  computed  pur- 
suant to  paragraph  (a)  (4)  d)  of  this 
section  (same  as  present  Cla.ss  II-A 
price)  from  the  price  for  Class  I-A  milk 
set  forth  in  paragraph  (a)  (1)  of  tliis 
section  and  divide  by  .9125; 

(2>  Divide  the  amount  computed  pur- 
suant to  paragraph  (a)  (4)  (ii)  of  this 
section  by  .9125  and  deduct  the  result 
from  the  result  obtained  in  subparagraph 
(1)  of  this  paragraph. 

(f)  Use  of  equivalent  prices.  If  for 
any  reason  a  price  (or  prices)  for  milk 
or  any  milk  product  specified  in  this 
section  for  use  in  computing  and  an- 
nouncing class  prices  and  for  other  pur- 
poses is  not  reported  or  published  In 
the  manner  therein  described,  the  mar- 
ket administrator  shall  use  a  price  de- 
termined by  the  Secretary  to  be  equiva- 
lent to  or  comparable  with  the  price 
specified. 

(g)  Announcement  of  prices.  Tlie 
market  administrator  shall  compute  and 
publicly  announce  prices  as  follows: 

( 1 )  Not  later  than  the  25th  day  of  each 
month: 

(i>  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  high- 
est prices  reported  daily  by  the  United 
States  Department  of  Agriculture  for 
U.  S.  Grade  A  or  U.  S.  92-score  butter  at 
wholesale  in  the  New  York  market. 

(ii)  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  Immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  prices  (us- 
ing the  midpoint  of  any  range  as  one 
quotation)  reported  daily  In  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  .skim  milk  or  nonfat  dry  milk 
solids  "other  brands,  human  consump- 
tion, carlots,  bags,  or  barrels." 

(iii)  The  average,  for  the  period  be- 
ginning with  the  25th  of  the  Immediately 
preceding  month  and  £nding  with  the 
24th  of  the  current  month,  of  the  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  daily  in  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry  milk 
solids  "other  brands,  animal  feed,  car- 
lots,  bags,  or  barrels." 

(iv)  The  simple  average  of  the  aver- 
ages computed  pursuant  to  subdivisions 
(il)  and  (Hi)  of  this  subparagraph. 

(v)  The  preliminary  Class  I-A  price 
for  the  following  month  pursuant  to 
paragraph  (a)   (1)  of  this  section. 


(vD  The  preliminary  calculation  for 
the  following  month  pursuant  to  para- 
graph (a)  <4)  (i)  of  this  section  (same 
as  present  Class  II-A  price). 

(vli)  The  preliminary  calculation  for 
the  following  month  pursuant  to  para- 
graph (e)  (1)  of  this  section  (same  as 
present  Class  V-A  price). 

(2)  Not  later  than  the  5lh  day  of  each 
month: 

(i)  The  minimum  class  prices,  pur- 
suant to  paragraph  (a)  of  this  section, 
for  the  preceding  month. 

(ii )  The  butter  and  cheese  differential, 
pursuant  to  paragraph  (b)  (2)  of  this 
section. 

(ill)  The  fluid  skim  differential,  pur- 
suant to  paragraph  (e)  of  this  .section. 

(iv)  The  butterfat  differentials,  pur- 
suant to  paragraph  (c)  of  this  section, 
for  the  preceding  month. 

(V)  The  average,  for  the  preceding 
month  as  reported  by  the  United  States 
Department  of  Agriculture,  of  all  weekly 
market  quotations  (using  the  midpoint  of 
any  weekly  range  as  one  quotation)  of 
prices  for  a  40-quart  can  of  40  percent 
sweet  cream  approved  for  Pennsylvania. 

(vi)  The  w^eightcd  average  price,  for 
the  preceding  month  as  reported  by  the 
United  States  Department  of  Agricul- 
ture, per  40-quart  can  of  40  percent  bot- 
tling quality  cream  In  the  Boston  market. 

(Vii)  The  simple  average  of  the  aver- 
ages computed  pursuant  to  subdivisions 
(V)  and  (vi)  of  this  subparagraph. 

(viil)  The  average,  for  the  preceding 
month  as  reported  to  the  United  States 
Department  of  Agriculture,  of  the  prices 
paid  to  dairy  farmers  for  3.5  percent  milk 
at  the  evaporated  milk  plants  at  places 
set  forth  In  paragraph  (a)  (5)  (Ii)  of 
this  section. 

(ix)  The  average  of  the  highest  prices 
reported  daily  during  the  preceding 
month  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  or  U.  S. 
92-score  butter  at  wholesale  in  the 
Chicago  market. 

(X)  The  average  of  the  highest  prices 
reported  daily  during  the  preceding 
month  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  or  U.  S. 
92-score  butter  at  wholesale  in  the  New 
York  market. 

(xD  The  average  of  the  weekly  price 
quotations  during  the  preceding  month 
for  Cheddars  or  Twins  at  the  Wisconsin 
Cheese  Exchange,  as  set  forth  In  para- 
graph (b)   (2)   (ii)  of  this  section. 

(xii)  The  average  for  the  preceding 
month  of  the  prices  (using  the  mid- 
point of  any  range  as  one  quotation) 
reported  daily  in  "The  Producers'  Price — 
Current"  for  hot  roller  process  dry  skim 
milk  or  nonfat  dry  milk  solids  "other 
brands,  human  consumption,  carlots, 
bags,  or  barrels." 

80.  In  §927.6  (c).  change  the  term 
"Class  II-B"  wherever  it  appears  to 
"Class  III". 

81.  Amend  §  927.6  (c)  by  numbering 
the  present  paragraph  as  subparagraph 
(1),  and  by  adding  a  new  subparagraph 
(2)  to  read: 

(2)  The  handler  who  made  reports 
pursuant  to  subparagraph  (1)  of  this 
paragraph  shall  report  to  the  market  ad- 
ministrator, not  later  than  30  days  after 
the  month  during  which  frozen  cream  is 
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utilized.  Information  with  respect  to  the 
utilization  of  such  cream. 

82.  Amend  5  927.7  (a)   (2)  to  read: 

(2)  Subject  to  adjustment  for  appro- 
priate differentials  pursuant  to  S  927.5 
(c)  and  (d).  multiply  the  Class  I-C  milk 
by  20  cents  per  hundredweight,  multiply 
the  remaining  milk  in  each  class  by  the 
class  price,  multiply  the  skim  milk  sub- 
ject to  the  fluid  skim  differential  by  the 
fluid  skim  differential  per  hundredweight, 
and  add  together  the  resulting  values; 

83.  In  S  927.7  (a)  (4)  change  the  ref- 
erence "8  927.5  (c)  (1)"  to  "§927.5  (d) 
(1)". 

84.  Add  to  S  927.7  a  paragraph  (c)  to 
read: 

(c)  Annoncement  of  uniform  price. 
The  market  administrator  shall  an- 
nounce not  later  than  the  14th  day  of 
each  month,  the  uniform  price  computed 
pursuant  to  paragraph  (b)  of  this  section 
and  the  butterfat  differential  pursuant 
to  S  927.8  (c). 

85.  In  §  927.8  (b)  (1).  change  the  ref- 
erence "5  927.5  (c)  (1)"  wherever  it  ap- 
pears to  "5  927.5  (d)  (1)". 

86.  Amend  §  927.9  (g)  to  read: 

(g)  Storage  cream  payments.  On  the 
basis  of  reports  of  the  utilization  of 
frozen  cream  filed  pursuant  to  §  927.6 
(c)  (2)  and  the  market  administrator's 
Investigation  and  audit  of  such  reports, 
the  market  administrator  shall  pay  out 
of  the  producer  settlement  fund  to  the 
handler  who  filed  such  reports,  or  issue 
credit  against  balances  due  from  such 
handler  to  the  producer  settlement  fund 
an  amount  equal  to  the  butter  and  cheese 
differential  calculated  for  the  month 
during  which  the  milk,  from  which  the 
butterfat  In  such  frozen  cream  was  de- 
rived, was  separated,  divided  by  3.5.  on 
each  pound  of  butterfat  in  frozen  cream 
which  meets  the  following  requirements: 

(1)  The  butterfat  was  held  in  one  or 
more  licensed  cold  storage  warehouses 
for  more  than  28  days  under  the  condi- 
tions set  forth  In  §  927.4  (c>   (5) ;  and 

(2)  The  butterfat  was  derived  from 
milk  separated  during  a  month  in  which 
the  butter  and  cheese  differential  was  in 
effect  and  later  assigned  to  butter  in  ac- 
cordance with  provisions  of  the  rules  and 


regulations  issued  by  the  market  ad- 
ministrator pursuant  to  §  927.4  (bt ;  or 

(3)  The  butterfat  was  derived  from 
milk  separated  during  any  of  the  months 
of  April  to  July,  Inclusive.  In  which  the 
butter  and  cheese  differential  was  not  In 
effect  and  assigned  to  butter  during  the 
months  of  January  to  March,  inclusive. 

87.  Amend  §  927.9  (h)  (1)  and  (2)  to 
read: 

(h)  Payments  for  milk  or  milk  prod- 
ucts from  other  than  producer  sources. 
(1)  Payment  shall  be  madefy  handlers 
to  producers,  through  the  producer-set- 
tlement fund,  for  milk,  cultured  or 
flavored  milk  drinks,  cream,  or  skim 
milk,  which  milk  and  milk  product  meets 
each  of  the  following  provisions : 

(1)  It  was  derived  from  milk  received 
at  some  plant  from  dairy  farmers  (other 
than  the  handler  operating  such  plant) 
who  are  not  producers; 

(11)  It  was  received  at  a  plant  in,  or 
delivered  to  a  purchaser  In  the  market- 
ing area,  or  was  received  at  a  f)Ool  plant 
outside  the  marketing  area  and  assigned 
either  to  shipments  to  the  marketing 
area  of  milk,  cultxired  or  fiavored  milk 
drinks,  cream,  or  skim  milk,  or  to  plant 
loss:  and 

(ill)  The  milk  or  milk  equivalent  of 
the  butterfat  is  classified  as  Class  I-A 
or  Class  II,  or  the  skim  milk  was  subject 
to  the  fluid  skim  differential. 

(2)  The  amount  of  payment  for  the 
products  set  forth  In  subparagraph  d) 
of  this  paragraph  shall  be  as  follows: 

(I)  If  the  milk,  or  the  milk  equivalent 
of  the  butterfat,  or  the  skim  milk  Is  clas- 
sified and  paid  for  under  another  order 
issued  pursuant  to  the  act.  the  amount 
of  payment  on  such  products  except 
skim  milk  shall  be  any  plus  amount  ob- 
tained by  subtracting  the  value  of  the 
milk  or  the  milk  equivalent  of  the  but- 
terfat at  the  class  price  or  prices  under 
such  order  from  the  value  computed  in 
accordance  with  the  classification  and 
pricing  set  forth  herein.  The  amount 
of  payment  on  skim  milk  shall  be  any 
plus  amount  obtained  by  subtracting  the 
value  of  the  skim  milk  at  the  class  price 
or  prices  under  such  other  order  from 
the  value  computed  pursuant  to  §  927.5 
(e)  (1)  (same  as  present  Class  V-A 
price). 

(II)  If  the  milk  or  milk  product  is  de- 
rived from  milk  the  handling  of  which  is 


not  regulated  by  another  order  Issued 
pursuant  to  the  act,  the  amount  of  pay- 
ment shall  be  as  follows:  for  milk,  or  for 
cultured  or  flavored  milk  drinks  contain- 
ing 3.0  percent  or  more  but  not  more 
than  5.0  percent  of  butterfat,  the  differ- 
ence between  the  value  of  such  milk,  or 
cultured  or  flavored  milk  drinks  at  the 
Class  I-A  price  In  the  201-210  mile  zone 
and  the  value  computed  pursuant  to 
5  927.5  (b)  (2)  (I)  (same  as  present 
Class  rV-A  price  plus  91.25  percent  of 
the  present  Class  V-B  price) ;  for  cream, 
or  for  cultured  or  flavored  milk  drinks 
containing  less  than  3.0  percent  or  more 
than  5.0  percen*^  butterfat,  the  differ- 
ence between  the  value  of  the  milk  equiv- 
alent of  such  cream  or  milk  drinks  at  the 
Class  II  price  In  the  201-210  mile  zone 
and  at  the  value  computed  at  the  Class 
in  price  (milk  equivalent  in  each  case 
to  be  computed  on  the  basis  of  milk 
containing  3  5  percent  of  butterfat  > ;  and 
for  skim  milk  (either  as  skim  milk  or 
in  cultured  or  flavored  milk  drinks), 
the  amount  computed  pursuant  to 
§927.5  <e). 

(iii)  In  the  event  that  the  source  of 
such  milk  or  milk  product  Is  not  revealed, 
the  amount  of  payment  on  such  milk  and 
milk  product  except  skim  milk  shall  be 
the  full  value  at  the  class  price  In  the 
201-210  mile  zone.  The  amount  of  the 
payment  on  such  skim  milk  shall  be  the 
amount  computed  pursuant  to  S  927.5  (e) 
(1)  (same  as  present  Class  V-A  price). 

88.  Amend  9  927.10  (a)  by  deleting 
therefrom  the  words  "and  which  was 
properly  classlfled  In  Classes  I-A,  I-B, 
I-C.  n-A,  and  n-B,". 

Copies  of  this  notice  of  hearing,  the 
said  order,  as  amended,  now  in  effect, 
and  the  said  tentative  marketing  agree- 
ment may  be  procured  from  the  Market 
Administrator,  205  East  Forty-second 
Street,  New  York,  New  York,  or  from  the 
Hearing  Clerk.  Room  1844,  South  Build- 
ing, United  States  Department  of  Agri- 
culture. Washington  25,  D.  C,  or  may  be 
there  Inspected. 

Dated:  January  3,  1949. 

(sEALl  John  I.  Thompson. 

Assistant  Administrator. 

[P.    R.    Doc.    49-110:    Filed.    Jan.    «,    1849; 
8:48  a.  m.] 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

|Order2S06) 

ORCANIZATION   and   PROCEDURt 

PUBLIC  LAND  WrrHDRAWALS 

Section  50.152   (12  P.  R.  6737  >   is  re- 
voked. 

(SEALl         C.  GiRARD  DAVIDSON. 

Assistant  Secretary  of  the  Interior. 

December  30.  1948. 

[F.    B.    Doc.    49  103;    Filed.    Jan.    6.    1949; 
8:48  a.  m.j 


DEPARTMENT  OF  AGRICULTURE 
Rural    Electrification    Administration 

(AdmlnUtratlve  Order  1709] 
Loan  Announcement 

December  14.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  fpllowing 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amovnt 

Louisiana  7M.  N  Grant $596,000 

[SEAL]  William  J.  Neal, 

Acting  Administrator. 

[F.    R.    Doc.    49-111;     FUed,    Jan.    8,    1949; 
8:48  a.  m.l 


[Administrative  Order  1710] 
Loan  Announcement 

December  14.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 


Friday,  January  7,  1949 

a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


toan  designation: 
Oklahoma  27M.  N  Bryan. 

[ SEAL  1 


Amount 
$635,  000 


William  J.  Neal. 
Acting  Administrator. 

|F.    R.    Doc.    49-112;    Piled,    Jan.    6,    1949; 
8  48  a.  m.] 


[Administrative  Order  17111 
Loan  Announcement 

December  16,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Indiana  24L  Carroll 


Amount 
$155,000 


(seal]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49-113;    Filed.    Jan.    6.    1949; 
8:  48  a   m.l 


[Administrative  Order  1712] 
Loan  Announcement 

December  16.  1948. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation: 
Kentucky  52P  Fleming 


Amount 
$800,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|F.   R.    Doc.    49-114;     Filed,    Jan.    6,    1949; 
S:48  a.  m.l 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49-115;    Filed.    Jan.    6,    1949; 
8:48  a.  m] 


FEDERAL  REGISTER 

a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation:                   •  Amount 

Texas    lOOT   Washington $1,742,000 

[seal!  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49.-116;    Filed.    Jan.    6,     1949; 
8:49  a.  m.) 


[Administrative  Order  1713) 
Loan  Announcement 

December  16,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Oklahoma  26R.  S  Harmon.- $240,000 


(Administrative   Order   1714] 
Loan  Announcement 

December  16.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  19CG,  as  amended. 


[Administrative  Order  1715] 
Loan  Announcement 

December  16,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Louisiana  13R  E^ast  Baton  Rouge.  $240,  000 


[SEAL] 


CL.^UDE  R.  Wickard, 

Administrator . 


(F.    R.    Doc.    49-117;    Filed,    Jan.    6.    1949; 
8:49  a.  m.J 


(Administrative  Order  1716] 

Loan  Announcement 

December  16.  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Dakota  26D  LaMoure...  $1,315,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


I  P.    R.    Doc.    49-118:    Filed,    Jan.    6,    1949; 
8:49  a.  m.] 


[Administrative  Order  1717] 
Loan  Announcement 

December  16,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation : 

North  Carolina  14K  Pitt. 


Am.ount 
.  $50,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49  119;    Filed.    Jan.    6.    1949; 
8:49  a.  m] 


(Administrative  Order  1718] 
Loan  Announcement 

December  16,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1926,  as  amended. 


99 


a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Louisiana  15K  Pointe  Coupee $240,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-120;    Piled,    Jan.    6,    1949; 
8:49  a.  m.J 


[Administrative  Order  1719] 
Loan  Announcement 

December  16.  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Minnesota  66L  Nobles. 


Amount 
$400,000 


[seal]  Claude  R.  Wick.ard, 

Administrator. 

[F.    R.    Doc.    49-121;    Piled.    Jan.    6.    1949; 
8:49  a.  m.] 


[Administrative  Order  1720] 

Loan  Announcement 

December  16,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended', 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the  ^ 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Georgia  70V  Mitchell. 


Amount 
$240,  000 


[seal]  Cl.\ude  R.  Wickard, 

Adininistrator. 

[P.    R.    Doc.    49-122;     Filed,    Jan.    6,    1949; 
8:49  a.  m.l 


(Administrative  Order  1721] 
Loan  Announcement 

December  16,  1948. 

Pur.suant  to  the  provision.s  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Michigan  20K  Delta. 


Amount 
$10,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-123;     Filed.    Jan.    6.    1949; 
8:49  a.  m] 


(Administrative  Order  1722] 
Loan  Announcement 

December  16,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electriilcation  Act  of  193C,  as  amended. 
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a  loan  contract  bearing  the  following 
deslgnaCion  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Amount 
$500,000 


Loan  designation: 

Texas  122D  Robertaon. 


NOTICES 

a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

South  Dakota  29B  Hand. 


Amount 
$970. 000 


[SEAL] 


Clatjde  R.  Wickard. 
Administrator. 


[SEAL] 


I  p.    R.    Doc.    49-124;    Filed.    Jan.    6.    1949; 
8:49  a.  ml 


Claude  R.  Wickard. 
Administrator. 

I  p.    R.    Doc.    49-128;    Filed.    Jan.    «,    1949; 
8:60  a.  m.l 


a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  ^,To°"o25 

Louisiana  20K  Concordia $110,  ow 

[SEAL]  William  J.  Neal, 

Acting  Administrator. 

IF     B.    Doc.    49-132;    Filed.    Jan.    6.    1949; 
8:50  a.  m.] 


(Administrative  Order  1723) 
Loan  Announcement 

December  16.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Georgia  58P  Butts 


Amount 
$370,  000 


[Administrative  Order  1727] 
Loan  Announcement 

December  16.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  i*,?«°^ 

Kansas  25G  Lyon - $110,000 


[Administrative  Order  1734 1 

Loan  Announcement  " 

December  23.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Texas  50M  Grayson 


Amount 
$440,  000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


(F.    R     Doc.    49-125;    Piled.    Jan.    6,    1949; 
8:50  a.  m.] 


[Administrative  Order  1724] 
Loan  Announcement 

december  16,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  ot 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Tennessee   58A   Polk 


Amount 
$1,070,000 


[seal] 


Claude  R.  Wickard. 

Administrator. 


[P.    R.    Doc.    49-126;    Filed,    Jan.    6,    1949; 
8:50  a.  m.l 


(Administrative  Order  17251 
Loan  Announcement 

December  16,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Louisiana  lOT  Washington $380,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


(P.    R.    Doc.    49  127;     Piled,    Jan.    6.     1949; 
8:50  a.  m.l 


[seal] 


Claude  R.  Wickard. 

Administrator. 


[seal] 


|F.    R.    Doc.    49-129;    Filed.    Jan.    6,    1949; 
8:60  a.  ml 


William  J.  Neal. 
Acting  Administrator. 

I  P.    R.    Doc.    49-133;    Filed,    Jan.    6,    1949; 
8:50  a.  m.| 


(Administrative  Order  1731] 

Loan  Announcement 

December  23,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Amount 
$1,  135.000 


Loan  designation: 
Georgia   17L   Burke. 


(Administrative  Order  17351 
Loan  Announcement 

December  23.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Minnesota  94H  North  Itasca $455,000 


[seal! 


WiLUAM  J.  Neal. 
Acting  Administrator. 

(F.    R.    Doc.    49-130;    Piled.    Jan.    6,    1949; 
8:50  a.  m.] 


[SEAL] 


William  J.   Neal. 
Acting  Administrator. 

I  p.  R.    Doc.    49-134.    FUed.    Jan.    fl.    1949; 
8:51  a.  ml 


[Administrative  Order  17321 
Loan  Announcement 

December  23,  1948. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  ihe 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 


(Administrative  Order  17381 
Loan  Announcement 

December  23.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 

Tennessee  46G  Warren. 


Amount 
$475.  000 


Loan  designation: 

Missouri  45K.  L  Osage. 


Amount 
$800,000 


(seal 


IF- 


William  J.  Neal. 
Acting  Administrator. 

R.    Doc.    49-131;     Filed,    Jan.    6,     1949; 
8:50  a.  m.| 


[SIAl] 


William   J.   Neal. 
Acting  Administrator. 

|F.    R.    Doc.    49-135;     Filed.    Jan.    6.    1049; 
8:51  a.  m.| 


[Administrative  Order  17261 
Loan  Announcement 

December  16.  1948. 
Pursuant  to  the  provl.-*ons  of  the  Rural 
Electrification  Act  cf  IPSO,  r^s  amended. 


[Administrative  Order  17331 
Loan  Announcement 

December  23.  1948. 
*  Pursuant  to  the  provisions  of  the  Rural 
E'.cctriflcation  Act  of  1936.  as  amended. 


(Administrative-Order  1737| 

Loan  Announcement 

December  23.  1948. 
Pursuant  to  the  provis*ons  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 


Friday,  January  7,  1949 

loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 
Mississippi    45P    Clarke-Lauder- 
dale   $980,000 


[seal] 


William  J.  Neal. 
Acting  Administrator. 


(P.    R.    Doc.    49-136;     Filed.    Jan.    6,    1949; 
^51  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  33461 

Transcontinental  L  Western  Air.  Inc. 
V.  Seaboard  &  Western  Airlines.  Inc. 

notice  of  hearing 

In  the  matter  of  the  complaint  of 
Transcontinental  &  Western  Air.  Inc..  v. 
Seaboard  &  Western  Airlines.  Inc. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  a  hearing  in  the  above- 
entitled  proceeding  is  assigned  to  be  held 
on  January  31.  1949.  at  10:00  a.  m.  (east- 
ern standard  time) .  in  Conference  Room 
"A".  Departmental  Auditorium,  Consti- 
tution Avenue  between  Twelfth  and 
Fourteenth  Streets  NW..  Washington, 
D.  C,  before  Elxaminer  J.  Earl  Cox. 

This  proceeding  is  an  investigation  of 
certain  practices  engaged  in  by  Seaboard 
L  Western  Airlines,  Inc.,  in  foreign  air 
transportation  which  are  alleged  to  be 
In  violation  of  the  provisions  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended,  and 
the  requirements  established  pursuant 
thereto.  It  was  Instituted  on  September 
7.  1948,  following  a  complaint  filed  by 
Transcontinental  &  Western  Air  and 
upon  the  Board's  own  initiative  by  order. 
Serial  No.  E-1950,  to  which  reference 
may  be  had  by  Interested  parties  for 
further  details  as  to  the  matters  involved 
In  this  proceeding. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  this  proceeding,  par- 
ticular attention  will  be  directed  to  the 
following  matters  and  questions: 

(1)  Has  Seaboard  &  Western  Airlines. 
Inc.,  engaged  in  practices  in  violation  of 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  and  the  requirements  es- 
tablished pursuant  thereto,  particularly 
sections  401,  403.  404  (b).  407.  and  411 
of  the  act.  and  §  292.1  of  the  Board's 
economic  regulations? 

(2)  If  any  violations  of  the  act  or  of 
any  requirement  thereunder  are  estab- 
lished, should  the  Board  revoke  the  let- 
ter of  registration  of  Seaboard  &  West- 
ern Airlines.  Inc..  as  an  irregular  air 
carrier  or  should  the  Board  order  Sea- 
board &  Western  Airlines,  Inc..  to  cease 
and  desist  from  such  violations,  or  issue 
other  or  further  order  to  compel  compli- 
ance with  the  applicable  provisions  of 
the  act  and  the  regulations  thereunder? 

Notice  is  further  given  that  any  per- 
son, other  than  parties  of  record,  desir- 
ing to  be  heard  in  this  proceeding,  shall 
file  with  the  Board  on  or  before  January 
31,  1949.  a  statement  setting  forth  the 
No  5 3 
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Issues  of  fact  and  law  raised  by  this  pro- 
ceeding which  he  desires  to  controvert. 

Dated  at  Washington,  D.  C,  January 
3.  1949. 

By  the  Civil  Aeronautics  Board. 

Iseal]  M.  C.  Mulligan. 

Secretary. 

(P.    R.    Doc.    49-138:     Filed.    Jan.    6.    1949; 
8:51  a.  m.j 


FEDERAL  POWER   COMMISSION 

(Docket  No.  G-1154J 

Southern  Union  Gas  Co. 
order  fixing  date  of  hearing 

December  31.  1948. 

Upon  consideration  of  the  application 
filed  November  19.  1948,  and  supple- 
mented December  6.  1948.  by  Southern 
Union  Gas  Company  (Applicant*  a  Dela- 
ware corporation  having  its  principal 
office  at  Dallas.  Texas,  for  a  certificate  of 
public  convenience  and  necessity,  pur- 
suant to  section  7  of  the  Natural  Gas  Act. 
as  amended,  authorizing  the  construc- 
tion and  operation  of  certain  natural  gas 
facilities  subject  to  the  jurisdiction  of 
the  Commission  as  mo're  fully  described 
in  such  application  on  file  with  the  Com- 
mission and  open  to  public  Inspection; 

It  appears  to  the  Commissioii  that: 
This  proceeding  is  a  proper  one  for  dis- 
po.sition  under  the  provisions  of  §  1.32 
(b»  of  the  Commis.'^ion's  rules  of  practice 
and  procedure.  Applicant  having  re- 
quested that  its  application  be  heard 
under  the  shortened  procedure  provided 
by  the  aforesaid  rule  for  non-contested 
proceedings,  and  no  request  to  be  heard, 
protest  or  petition  having  been  filed  sub- 
sequent to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  publi- 
cation in  the  Federal  Register  on  Dec- 
ember 4,  1948  <  13  F.  R.  7420  > . 

The  Commission,  therefore,  orders; 
Pursuant  to  the  authority  contained  in 
and  subject  to  the  jurisdiction  conferred 
upon  the  Federal  Power  Commis.sion  by 
sections  7  and  15  of  the  Natural  Gas  Act. 
as  amended,  and  the  Commission's  rules 
of  practice  and  procedure,  a  hearing  be 
held  on  January  17,  1949,  at  9:30  a.  m. 
'e.  s.  t.),  in  the  Hearing  Room  of  the 
Federal  Power  Commission,  1800  Penn- 
sylvania Avenue  NW.,  Washington,  D.  C, 
concerning  the  matters  involved  and  the 
i.ssues  presented  by  such  application: 
Provided,  however.  That  the  Commis- 
sion may.  after  a  non-contested  hearing, 
forthwith  dispose  of  the  proceeding  pur- 
suant to  the  provisions  of  §  1.32  <b)  of 
the  Commission's  rules  of  practice  and 
procedure. 

Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
<f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  IssuaiTce:  January  3,  1949. 

By  the  Commission. 

Leon  M.  Puquay, 
'  Secretary. 

[F.    R.    Doc.    49-102;    Piled,    Jan.    6.    1919; 
8  46  a.  m.J 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  59-661 

Standard  Gas  and  Electric  Co. 

order  regarding  application  and 
reserving  further  jurisdiction 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  31st  day  of  December  1948. 

The  Commis.sion  having  instituted 
proceedings  pursuant  to  section  11  (b) 
(2)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act")  by  its  notice 
and  order  for  hearing  dated  March  24, 
1943.  to  determine,  among  other  things, 
what  action  is  necessary  and  shall  be 
required  to  be  taken  by  Standard  Gas 
and  Electric  Company,  a  registered  hold- 
ing company,  to  ensure  that  the  corjx)- 
rate  structure  or  continued  existence  of 
Standard  Gas  and  Electric  Company 
does  not  unduly  or  unnecessarily  compli- 
cate the  structure  of  the  holding  com- 
pany system  of  which  it  is  a  part  or 
unfairly  or  inequitably  distribute  the 
voting  power  among  security  holders  of 
the  Standard  Gas  and  Electric  Company 
holding  company  system;  and 

The  Commission  having  entered  Its 
memorandum  opinion  and  order,  dated 
October  36,  1947.  and  its  notice  of  and 
order  reconvening  hearing,  dated  March 
1.  1948.  requiring,  among  other  things, 
that  Standard  Gas  and  Electric  Com- 
pany show  cause  why  an  order  should 
not  be  entered  pursuant  to  section 
11  (b)  (2)  of  the  act.  requiring  Standard 
Gas  and  Electric  Company  to  liquidate 
and  di.sso^e  or  to  recapitalize  on  the 
basis  of  a  single  class  of  stock,  namely, 
common  stock;  and 

Standard  Gas  and  Electric  Company 
having  consented  to  the  entry  of  such 
an  order;  and 

A  hearing  having  been  held  after  ap- 
propriate notice  and  the  record  in  this 
matter  having  been  examined  by  the 
Commission,  and  the  Commission  having 
this  day  made  and  filed  its  findings  and 
opinion  herein: 

It  is  ordered,  Pursuant  to  section  11 
(b)  <2)  of  the  act.  that  Standard  Gas 
and  Electric  Company  take  appropriate 
steps,  in  an  appropriate  manner  not  in 
contravention  of  said  act  or  the  rules, 
regulations  or  orders  of  the  Commission 
•thereunder,  to  liquidate  and  dissolve  or 
to  recapitalize  on  the  basis  of  a  single 
class  of  stock,  namely,  common  stock. 

It  is  further  ordered,  That  Standard 
Gas  and  Electric  Company  shall  proceed 
with  due  diligence  to  comply  with  the 
foregoing  order,  and  shall  make  applica- 
tion to  the  Commis.sion  for  the  entry  of 
any  further  orders  necessary  or  appro- 
priate for  this  purpose;  and  jurisdiction 
is  hereby  reserved  to  entertain  such  fur- 
ther proceedings,  to  make  .such  other 
findings,  and  to  enter  such  other  orders 
as  may  be  appropriate  in  connection  with 
any  plan  for  the  liquidation  and  dissolu- 
tion of  Standard  Gas  and  Electric  Com- 
pany, or  its  recapitalization  on  the  basis 
of  a  single  class  of  stock,  namely,  cr  ti- 
mon  stock,  and  in  connection  with  the 
various  steps  incidental  thereto. 
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It  is  further  ordered.  That  Jurisdiction 
be.  and  the  same  hereby  Is.  reserved  to 
enter  such  further  order  or  orders  after 
hearing  on  appropriate  notice  as  may  be 
necessary  or  appropriate  for  the  purpose 
of  ensuring  that  the  liquidation  and  dis- 
solution of  Standard  Gas  and  Electric 
Company  or  its  recapitalization  on  the 
basis  of  a  single  class  of  stock,  namely, 
common  stock,  is  accomplished  expedi- 
tiously and  in  a  manner  that  is  consistent 
with  the  provisions  of  the  act. 

It  U  further  ordered,  That  jurisdiction 
be.  and  it  hereby  is.  reserved  to  the  Com- 
mission to  entertain  such  further  pro- 
ceedings, to  make  such  supplemental 
findings,  to  enter  such  further  orders 
and  to  take  such  further  action  as  it 
may  deem  appropriate  under  sections 
11  <b>.  11  <d».  15  <f )  and  20  <a»  of  the 
act  and  in  particular  to  determine  all 
questions  under  section  11  <b>  <2)  relat- 
ing to  the  appropriateness  of  the  con- 
tinued existence  of  Standard  Gas  and 
Electric  Company. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

IF.    B.    Doc.    49-104:    Piled.    Jan.    6,    1949; 
8:4€  a.  m.l 


NOTICES 

vlded  that  It  shall  not  be  effective  until 
after  the  expiration  of  30  days  from  the 
date  of  Its  issuance. 

By  the  Commission. 

(seal!  Orval  L.  EhrBors. 

Secretary. 

IF.    R.    Doc.    49-106:    Filed.    Jan.    •.    1949; 
8:46  a.  m.] 


|FUe  No.  31-6551 
Wisconsin  Electric  Power  Co. 

ORDER    AMENDING    ORDER    DATED    DECEMBER 
20.    1948 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  31st  day  of  December  A.  D.  1948. 
The  Commission  having  by  order  en- 
tered December  20.  1948.  denied  the  ap- 
plication of  Wisconsin  Electric  Power 
Company  on  behalf  of  itself  and  its  sub- 
sidiaries for  exemption  pursuant  to  sec- 
tions 3  <a>  ID  and  3  (a)  (2)  of  the 
Pubhc  Utility  Holding  Company  Act  of 
1935;  and 

Wisconsin  Electric  Power  Company 
having  waived,  during  the  course  of  the 
proceedings  herein,  pursuant  to  the  Com- 
mission's rules  of  practice,  a  30-day 
waiting  period  between  the  issuance  of 
the  Comml.ssion's  order  herein  and  the 
date  it  becomes  effective;  and 

Wisconsin  Electric  Power  Company^ 
having  represented  to  the  Commission 
that  the  reason  for  its  waiver  of  a  30-day 
waiting  period  no  longer  exists  and  hav- 
ing requested  that  the  Commission  enter 
an  amendatory  order  suspending  the  ef- 
fectiveness of  the  order  of  December  20. 
1948.  for  30  days;  and 

It  appearing  to  the  Commission  that 
good  cause  has  been  shown  and  that  it 
is  appropriate  to  grant  a  withdrawal  of 
the  said  waiver  of  a  30-day  waiting  pe- 
riod: 

It  is  ordered.  That  the  waiver  by  Wis- 
consin Electric  Power  Company  of  a  30- 
day  waiting  period  between  the  issuance 
of  the  Commission's  order  herein  and  the 
date  it  is  to  become  eflective  be.  and  it 
hereby  is.  permitted  to  be  withdrawn. 

It  is  further  ordered.  That  the  order 
Issued  herein  on  December  20.  1948.  be. 
and  the  same  hereby  is,  amended  to  pro- 


[Fllc  No.  70-2026) 

CINCINNATI  Gas  &  Electric  Co.  and  Union 
Light,  Heat  and  Power  Co. 

NOTICE  regarding  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  31st  day  of  December  1948. 

Notice  is  hereby  given  that  a  joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  by  the  Cincinnati  Gas  b  Electric 
Company  ("Cincinnati"),  a  subsidiary  of 
the  United  Corporation,  a  registered 
holding  company,  and  by  the  Union 
Light.  Heat  and  Power  Company 
("Union"),  a  subsidiary  of  Cincinnati. 
Applicants-declarants  have  designated 
sections  6  (b).  7.  9.  10  and  12  (O  of  the 
act  as  applicable  to  the  proposed  trans- 
actions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  January 
13.  1949.  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  application-declara- 
tion proposed  to  be  controverted,  or  may 
request  that  he  be  notified  if  the  Com- 
mi.'^slon  should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.     Securities     and     Exchange 
Commission,    425    Second    Street    NW., 
Wa.shington  25.  D.  C.    At  any  time  after 
January  13.  1949.  said  application-decla- 
ration, as  filed  or  as  amended,  may  be 
granted  and  permitted  to  become  effec- 
tive as  provided  in  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  the 
act.  or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rules  U-20 
(a>  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  office  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  as  fol- 
lows : 

Union  proposes  to  issue  and  sell,  pur- 
.suant  to  the  competitive  bidding  require- 
ments of  Rule  U-50.  $5,000,000  principal 
amount  of  First  Mortgage  Bonds.  The 
proceeds  from  the  sale  of  such  bonds  will 
b"  used  to  pay  at  the  principal  amount 
thereof  the  $2,295,700.00  principal 
amount  of  presently  outstanding  6'"p 
First  Mortgage  Bonds  due  August  15. 
1949  of  Union  now  owned  by  Cincinnati. 
The  l)alance  of  the  proceeds  will  be  used 
for  necessary  construction  and  exten- 
sion of  Union's  property,  plant  and  equip- 
ment. 

Union    further   proposes   to   offer   to 
holders  of  its  common  stock  par  value 


$100  per  share,  the  right  to  purchase  at 
par  an  aggregate  of  20.000  additional 
shares  pro  rata  at  the  rate  of  4/94ths  of 
a  share  for  each  l;94lh  of  a  share  held. 
The  additional  shares  will  be  sold  at  the 
amount  of  $100  for  each  full  share  and 
in  units  of  l/94th  of  a  share  at  a  price 
of   $1.07   a   unit   for   fractional   shares. 
Cincinnati  which  owns  98.42*:^  of  Union's 
common  stock,  will  exercise  its  right  to 
purchase  its  pro  rata  proportion  of  the 
additional   common   stock.     Cincinnati 
owns  $2,067,238.47  principal  amount  of 
6';  demand  notes  of  Union.    Cincinnati 
will  pay  for  the  additional  common  stock 
by  the  surrender  for  cancellation  of  a 
principal  amount  of  demand  notes  of 
Union  equal  to  the  aggregate  par  value 
of  the  common  stock  being  purchased. 
The  balance  of  such  demand  notes  will 
be  paid  by  Union  from  its  treasury  funds. 
As  a  result  of  such  transaction.  Cincin- 
nati will  receive  19.683  38  94ths  shares 
of    the    additional    common    stock    of 
Union. 

Cincinnati  proposes  to  enter  into  a 
supplemental  indenture  to  its  First  Mort- 
gage with  the  Irving  Trust  Company  to 
provide  for  the  satisfaction  of  pre-emp- 
tive rights  of  minority  stockholders  un- 
der applicable  law  in  connection  with  the 
sale  of  equity  securities  to  Cincinnati  by 
its  subsidiaries. 

The  issue  and  sale  by  Union  of  the 
proposed  bonds  and  additional  common 
stock  has  been  approved  by  the  Public 
Service  Commission  of  Kentucky  by  its 
Order  dated  December  28,  1948.  The  ac- 
quisition of  additional  common  stock  of 
Union  by  Cincinnati  has  been  approved 
by  the  Public  Utilities  Commission  of 
Ohio  by  its  Order  dated  December  27, 
1948. 

Union  has  requested  that  a  separate 
order  be  issued  as  expeditiously  as  pos- 
sible with  respect  to  the  sale  of  the  ad- 
ditional common  stock  so  that  .said  sale 
may  be  consummated  prior  to  the  sale 
of  the  proposed  bonds. 

By  the  Commission. 

(SEAL]  Orval  L.  DuBois. 

Secretary. 

IP.    R.    Doc.    49  108;    Filed.    Jan.    e.    1949; 


8:47  a.  m. 


UNITED  STATES  TARIFF 
COMMISSION 

(Notice  No.  D-2  (E)  ] 
Domestic  Whisky  Distilling  Industry 
application  denied  and  dismissed 
January  3,  1949. 

Application  of  representatives  of  the 
domestic  whisky  distilling  Industry  for 
investigation  of  whisky  under  the  escape 
clause  of  the  Geneva  Trade  Agreement 
has  been  denied  and  dismissed. 

The  Tariff  Commission  after  careful 
consideration  of  all  the  available  infor- 
mation. Including  the  most  recent  data 
on  imports  and  domestic  production,  has 
concluded  that  the  Increase  In  Imports 
In  1948  when  compared  with  the  domestic 
production  has  not.  under  the  conditions 
existing  In  this  Industry,  been  such  as  to 
warrant  an  Investigation  of  whisky  un- 
der  the  escape  clause  of  the  Geneva 


Friday,  January  7,  1949 

agreement  at  the  present  time.  The  ap- 
plication, therefore,  has  been  denied  and 
dismissed. 

The  dismi-ssal  of  the  present  applica-, 
tion  docs  not  impair  the  right  of  the 
applicants  to  apply  subsequently  for  an 
investigation  on  the  basis  of  different 
circumstances. 

Sidney  Morgan. 
Secretary. 

|F.    R.    Doc.    49-109:    Filed,    Jan.    6,    1949; 
8:47   a.   m.| 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authority:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  Is.  C.  and  Supp.  App.  1,  616,  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp..  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp..  E.  O.  9768, 
Oct.  14,  1946.  11  F.  R.  11981. 

(Vesting  Order   12474] 
Elsa  Geicer 

In  re:  Estate  of  Elsa  Geiger.  also 
known  as  Elsa  Veronica  Geiger  and  Elsa 
Verina  Scheu  Geiger.  deceased.  File  No. 
D-28-12490. 

Under  the  authority  of  the  Trading 
With  the  E^emy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  "John"  Scheu.  "Jo.seph"  Scheu. 
"Mary"  Scheu,  '•Alice"  Scheu,  '"Jane" 
Scheu  and  "James"  Scheu,  their  first 
names  being  fictitious,  true  first  names 
being  unknown,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  intere.st  and 
claim  of  any  kind  or  character  whai.-o- 
ever  of  the  por:5on  named  in  subpara- 
praph  1  hereof  in  a#id  to  the  estate  of 
Elsa  Geiger.  also  known  as  Elsa  Veronica 
Geiger  and  Elsa  Verina  Scheu  Geiger, 
deceased.  Is  property  payable  or  deliver- 
able to.  or  claimed  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  Is  in  the  proce.ss 
of  administration  by  James  W.  Brown, 
Public  Administrator  of  Bronx  County, 
as  Administrator,  acting  under  the  ju- 
dicial supervision  of  the  Surrogate's 
Court,  Bronx  County,  New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  a#d  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at   Washington,  D.   C,   on 
December  3.  1948. 

For  the  Attorney  General.    -" 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-143:     Filed,    Jan.    6,     1949; 
8:52  a.  m.l 


(Vesting  Order  12477] 
Antome  Jones  and  Oakland  Bank 

In  re:  Trust  agreement  dated  Decem- 
ber 14. 1925  between  Antonie  Jones,  trus- 
tor and  the  Oakland  Bank,  trustee.  File 
P-28-12963-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Otto  Leopold,  whose  last 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  national  of  a  designated 
enemy  country  f Germany) ; 

2.  That  the  widow  and  children,  names 
unknown,  of  Otto  Leopold,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  iGermany); 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  De- 
cember 14,  1925  by  and  between  Antonie 
Jones,  trustor  and  the  Oakland  Bank, 
trustee,  presently  being  administered  by 
Bank  of  America  National  Trust  and 
Savings  Association,  Trustee.  300  Mont- 
gomery Street,  San  Francisco,  California, 
and  or  its  branch  oiTSce  located  at  1200 
Broadway.  Oakland  4,  California, 

Is  property  within  the  United  States, 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
widow  and  children,  names  unknown,  of 
Otto  Leopold  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy   country"   as  used   herein   shall 
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have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed   at   Washington.  D.   C,   on 
December  3.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  B.azelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-144:    Filed,    Jan.    6,    1949; 
8:52  a.  m.J 


(Vesting  Order  12480] 

Otto  kopold  and  Bank  of  America 
National  Trust  and  Savings  Assn. 

In  re:  Trust  agreement  dated  Janu- 
ary 31.  1935.  between  Olto  Leopold,  trus- 
tor, and  Bank  of  America  National  Trust 
and  Savings  Association,  trustee.  File 
No.  F-28-12963-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Otto  Leopold,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law.  next  of  kin. 
legatees  and  distributees,  names  un- 
known of  Otto  Leopold,  who  there  Is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  Jan- 
uary 31.  1935,  by  and  between  Otto  Leo- 
pold, trustor  and  Bank  of  America  Na- 
tional Trust  and  Savings  Association. 
Trustee,  presently  being  administered  by 
Bank  of  America  National  Trust  and 
Savings  Association.  Trustee,  300  Mont- 
gomery Street,  San  Francisco,  Califor- 
nia, and  or  its  branch  ofQce  located  at 
1200  Broadway.  Oakland  4.  California. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin,  legatees  and 
distributees,  names  unknown  of  Otto 
Leopold  are  not  within  a  de.signated  en- 
emy country,  the  national  interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  intere.st. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
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erty  described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3,  1948, 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Proverty. 

(P.    B.    Doc.    49-145;    Piled.    Jan.  %.    1949; 
8:52  a.  ml 


[Vesting  Order   12514] 
Jacob  Doehla  it  al. 

In  re:  Jacob  Doehla.  et  al.  vs.  Karl 
Doehla.  et  al.  File  No.  D-28-11844;  E.  T. 
sec.  16053. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Karl  Doehla.  Margaretha 
EMetel.  (Dietla)  (Dletle>.  Karl  Doehla. 
Jr.,  Christian  Doehla  and  Max  Doehla, 
whose  last  known  address  was,  on  Oc- 
tober 7,  1948.  Germany,  were  on  such 
date  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many); 

2.  That  the  sum  of  $22,289.32  was  paid 
to  the  Attorney  General  of  the  United 
States  by  R.  W.  Hall,  Referee,  Neola, 
Iowa.  In  the  action  entitled  "Jacob 
Doehla.  et  al.  vs.  Karl  Doehla.  et  al."; 

3.  That  the  sum  of  $22,289.32  was  ac- 
cepted by  the  Attorney  General  of  the 
United  States  on  October  7.  1948.  pursu- 
ant to  the  provisions  of  the  Trading  With 
the  Enemy  Act,  as  amended: 

4.  That  the  said  sum  of  $22,289  32  Is 
presently  In  the  possession  of  the  Attor- 
ney General  of  the  United  States  and  was 
property  within  the  United  States  owned 
or  controlled  by,  payable  or  deliverable 
to,  held  on  behalf  of  or  on  account  of,  or 
owing  to,  or  which  was  evidence  of  owner- 
ship or  control  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were  not 
within  a  designated  enemy  country  on 
October  7.  1948,  the  national  Interest  of 
the  United  States  required  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany)  on  such 
date. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nec&ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benent  of  the  United  States. 


NOTICES 

This  vesting  order  is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
December  19.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-146:    Filed.    Jan.    6.    1949; 
8 :  53  a.  m.  I 


J  Vesting  Order  12539] 
OSKAR  HEGEWALD 


In  re:  Stock  owned  by  and  debt  owing 
to  Oskar  Hegewald.     F-28-21736-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Oskar  Hegewald,  whose  last 
known  address  is  c,  o  Mr.  Fritz.  Balmann- 
sweilergasse  11.  Konstanz,  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

(a)  Fifty  (50)  shares  of  stock  of  the 
Chesapeake  &  Ohio  Railway  Company, 
Terminal  Tower.  Cleveland.  Ohio,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  Virginia,  evidenced  by  a  certifi- 
cate numbered  0286918.  registered  in  the 
name  of  Gunther  &  Company  and  pres- 
ently In  the  custody  of  Swiss  Bank  Cor- 
poration. New  York  Agency.  15  Nassau 
Street.  New  York.  New  York,  in  an  ac- 
count for  Oskar  Hegewald,  together  '^ith 
any  and  all  declared  and  unpaid  divi- 
dends thereon,    / 

(b)  One  share  of  $100  par  value  com- 
mon capital  stock  of  Pittston  Company, 
350  Fifth  Avenue,  New  York,  New  York, 
a  corporation  organized  under  the  laws 
of  the  State  of  Delaware,  evidenced  by  a 
certificate  numbered  TCO-41326.  regis- 
tered in  the  name  of  Gunther  &  Com- 
pany and  presently  in  the  custody  of 
Swiss  Bank  Corporation.  New  York 
Agency,  15  Nassau  Street,  New  York.  New 
York.  In  an  account  for  Oskar  Hegewald. 
together  with  all  declared  and  unpaid 
dividends  thereon,  and 

(c)  That  certain  debt  or  other  obliga- 
tion owing  to  Oskar  Hegewald  by  Swiss 
Bank  Corporation.  New  York  Agency,  15 
Nassau  Street.  New  York,  New  York,  in 
the  amount  of  $197.58.  as  of  December  31. 
1945.  held  in  a  Cash  Custodian  Account 
for  Oskar  Hegewald.  together  with  any 
and  all  accruals  thereto  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  Oskar  Hegewald. 
the  aforesaid  national  of  R  designated 
enemy  coimtry  (Germany) ; 


and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16.  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-147;    Filed,    Jan.    8,    1949; 
8;52  a.  m.] 


(VesUng  Order  12641] 
BuNSHU  Inamasa 


In  re:  Stock  owned  by  Bunshu  Ina- 
masa.    P-39-3438-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  It  15  hereby  found: 

1.  That  Bunshu  Inamasa.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Fifty-four  (54)  shares  of  capital 
stock  of  Bancamerica-BIair  Corporation 
(now  known  as  Blair  Holdings  Corpora- 
tion) 44  Wall  Street.  New  York  5.  New 
York,  a  corporation  organized  under 
the  laws  of  the  State  of  New  York,  evi- 
denced by  a  certificate  numbered  SFF 
43617.  registered  In  the  name  of  Bunshu 
Inamasa.  together  with  all  declared  and 
unpaid  dividends  thereon. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  Is 
evidence  of  ownership  or  control  by.  the 
aforesaid  national  of  a  desigrnated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 


Friday,  January  7,  1949 

made  and  taken,  and  It  laeing  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  16.  1948. 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-148:    Filed,    Jan.    6.    1949; 
8:53  a.  m.) 


[Vesting  Order  12546] 
E.  J.  Meyer 


In  re:  Securities  owned  by  and  debt 
owinfe  to  E.  J.  Meyer.  F-28-1465-A-1/ 
A-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  E.  J.  Meyer,  the  last  known 
address  of  which  is  54  55  Jaegerstrasse. 
Berlin.  W.  8,  Germany.  Is  a  corporation, 
partnership,  as.sociation  or  other  busi- 
ness organization,  organized  under  the 
laws  of  Germany  and  which  has,  or  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  has  had  its  principal 
place  of  business  in  Berlin.  Germany,  and 
is  a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  Seventy-five  (75)  shares  of  "Old" 
capital  stock  of  Davidson  Chemical  Com- 
pany, evidenced  by  a  certificate  num- 
bered NYO  41860.  registered  in  the  name 
of  J.  S.  Bache  &  Co..  and  presently  in  the 
custody  of  Bache  &  Company,  36  Wall 
Street,  New  York  5,  New  York,  for  the 
account  of  E.  J.  Meyer,  together  with  all 
declared  and  unpaid  dividends  thereon. 

b.  Two  (2)  Purchase  Warrants  for 
twenty-five  and  one  fifth  (25' 5)  shares 
of  capital  stock  of  the  General  Invest- 
ment Corporation,  said  warrants  num- 
bered NY/CO  21778.  for  twenty  (20) 
.>hares  and  NCW  8297  for  five  and  one 
fifth  (5 '.is)  shares  and  presently  in  the 
custody  of  Bache  &  Company.  36  Wall 
Street.  New  York  5,  New  York,  for  the 
account  of  E.  J.  Meyer,  together  with  any 
and  all  rights  thereunder  and  thereto, 
and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  E.  J.  Meyer  by  Bache  & 
Company,  36  Wall  Street,  New  York  5. 
New  York  In  the  amount  of  $29.07.  as  of 
December  31.  1945.  held  in  a  current  ac- 
count entitled  E.  J.  Meyer.  54  55  Jaeger- 
strasse. Berlin  W.  8.  Germany  and  num- 
bered FGN  79  together  with  any  and  all 
accruals  thereto  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  afore- 
said debt  or  other  obligation. 
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Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of  or  owing  to  or  which  is  evidence  of 
ownership  or  control  by  E.  J.  Meyer,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

3.  That  the  property  described  as  fol- 
lows: Three  (3)  Silesian-American  Cor- 
poration Fifteen  Year  Collateral  Trust 
Sinking  Fund  Gold  Bonds,  of  $1,000  face 
value  each,  said  bonds  in  bearer  form 
numbered  M1254/6  and  presently  in  the 
custody  of  Bank  of  The  Manhattan  Com- 
pany. 40  Wall  Street.  New  York,  New 
York,  for  the  account  of  E.  J.  Meyer,  to- 
gether with  any  and  all  rights  there- 
under and  thereto,  subject  to  any  lien 
against,  or  other  security  interest  in.  the 
aforesaid  property  held  by  the  aforesaid 
Bank  of  The  Manhattan  Company, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of  or  owing  to  or  which  is  evidence  of 
ownership  or  control  by  E.  J.  Meyer,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  16.  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-149;    Filed.    Jan.    6,    1949; 
8:53  a.  m.J 


[Vesting  Order  12571] 
Richard  Fuchs 


In  re:  Stock  and  bond  owned  by  Rein- 
hard  Fuchs  also  known  as  Richard  Fuchs. 
F-28-3147-A-1.  A-2.  D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Reinhard  Fuchs,  also  known 
as  Richard  Fuchs,  whose  last  known 
address  Is  Wuppertal-Elberfeld,  Ger- 
many, is  a  resident  of  Germany  and  a 
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national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

(a)  Forty-nine  (49)  shares  of  $1.00 
par  value  capital  stock  of  the  901  Madi- 
son Avepue  Corporation,  c  0  The  First 
National  Bank  of  Qdessa.  Odessa.  New 
York,  a  corporation  organized  under  the 
laws  of  the  State  of  New  York,  evidenced 
by  a  certificate  numbered  110.  registered 
in  the  name  of  Hanns  P.  Kniepkamp.  At- 
torney in  fact  for  Reinhard  Fuchs.  and 
presently  in  the  custody  of  The  First  Na- 
tional Bank  of  Odessa.  Odessa.  New  York, 
in  a  blocked  account  for  Reinhard  Fuchs, 
together  with  all  declared  and  unpaid 
dividends  thereon,  and 

(b)  One  901  Madison  Avenue  Corpora- 
tion Twenty  Year  4%  Debenture  Bond  of 
$2,940  face  value,  bearing  the  number 
113,  registered  in  the  name  of  Hanns  P. 
Kniepkamp,  Attorney  in  fact  for  Rein- 
hard Fuchs,  and  presently  in  the  custody 
of  The  First  National  Bank  of  Odessa. 
Odessa,  New  York,  in  a  blocked  account 
for  Reinhard  Fuchs.  and  any  and  all 
rights  thereunder  and  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Reinhard  Fuchs, 
also  known  as  Richard  Fuchs,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  Stktes 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  It  being 
deemed  necessary  In  the  national  in- 
terest, 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on  De- 
cember 20.  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  B.^zEL0N, 

Assista7it  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-150;     Filed,    Jan.    6.    1949; 
8:53  a.  m.) 


[Return  Order  234] 
Leone  Colleoni 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  Is  Incor- 
porated by  reference  herein  and  filed 
herewith. 
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It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant  and  Claim  Number,  Notice  of  In- 
tention To  Return  Published,  and  Prop- 
erty 

Leone  Colleonl,  Milan  Italy,  Claim  No. 
8013,  November  19.  1948  (13  P.  R.  6829); 
$16,653.45  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim 
of  any  kind  or  character  whatsoever  of  Leone 
Colleonl  In  and  to  the  trust  estate  created 
under  the  last  will  and  testament  of  Irene 
Ann  Colleonl.  deceased.  Empire  Trust  Com- 
pany. New  York,  N.  Y.,  Trustee. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed   at  Washington.  D.   C,  on 
(January  3,  1949. 

For  the  Attorney  General. 
IsiALl  Harold  I.  Bayntok, 

Deputy  Director, 
Otfi.ce  0/  Alien  Property. 

IP.    R.    Doc.    49-161;    Piled.    Jan.    6.    1949; 
8:63  a.  m.) 


NOTICES 

privilege*,  and   appurtenance*  to  th«  aam* 
belonging. 

Appropriate    documents    and    papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
January  3.  1949. 
For  the  Attorney  General. 

[SEAL]  HAHOLD  I.  BaYNTON. 

Deputy  Director. 
Office  of  Alien  Property. 

[p.    R.    Doc.    49-162;    Piled,    Jan.    8,    1949; 
8:63  a.  ml 


I  Return  Order  2361 
MADDALKNA    8.    CXHNTJSCHI    ANB    GlOVANNX 

Cernuschi 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 
Claimant  and  Claim  Number.  Notice  of  In- 
tention To  Return  Published,  and  Prop- 
erty 

Marfdalena  8.  Cernuschi  and  Giovanni 
Cernuschi.  Bergamo.  Italy,  17607;  November 
20.  1948  (13  P.  R.  6876):  19,011.13  In  the 
Treasury  of  the  United  States. 

All  that  lot  or  parcel  of  land  lying  or  being 
in  Washington.  D.  C.  described  as  follows: 
Lot  numbered  six  hundred  and  fifty  (650), 
In  John  Mitchell's  subdivision  of  part  of 
•Mount  Pleasant."  as  per  plat  recorded  In  the 
Office  of  the  Surveyor  for  the  District  of 
Ccrfumbla.  in  Liber  38  at  folio  126.  Improved 
by  premises  Nos.  3201,  3203  and  3205  Mount 
Pleasant  Street,  according  to  Survey  by  the 
Surveyor  for  the  District  of  Columbia  and 
recorded  In  Survey  Book  41,  page  249.  In  the 
Office  of  said  Surveyor,  the  af.oresald  premises 
now  known  as  3201  !i,  3303  and  3205  Mount 
Pleasant  Street. 

Together  with  right  of  way  over  three  feet 
alley  way  adjoining  said  lot  numbered  Six 
hundred  and  fifty  (650)  on  the  Northwest- 
erly side  as  provided  by  Agreement  recorded 
In  Liber  3270  at  folio  135,  and  subject  to  a 
perpetual  right  of  way  over  the  rear  3.70  feet 
of  said  lot  numbered  six  hundred  and  fifty 
(650)  for  alley  purposes,  in  favor  of  the  own- 
ers of  lots  numbered  Six  hundred  and  Forty- 
nine  1649)  and  Six  hundred  and  fifty  (650) 
In  said  subdivision  as  shown  on  said  Survey, 
together  with  the  ImprovemenU.  rights,  and 


(Return  Order  2361 
Peter  Kuncis 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 
It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory  ex- 
penses : 

Claimant  and  Claim  Number,  Notice  of 
Intention  To  Return  Published,  and 
Property 

Peter  Kvmcls.  Lafayette.  Colorado,  Qalra 
No.  A-281:  November  24.  1948  (13  P.  R. 
6947)  Property  described  in  Vesting  Order 
No  16  (7  P.  R.  4400.  June  11.  1942)  relating 
to  United  States  Letters  Patent  No.  2.257,803. 
This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  Ucenaeea  under  the  above 
patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
January   3.   1949. 
For  the  Attorney  General. 


69481;  All  right,  title,  mtereat  and  claim 
of  Lucie  Klein  In  and  to  the  trust  estate 
being  administered  by  the  Chicago  Title  and 
Trust  Company.  Chicago,  Illinois,  Identified 
on  the  books  of  aald  company  as  Trust  No. 
27871,  arising  by  reason  of  a  trust  agreement 
executed  June  29,  1931.  by  and  between 
Lucie  Klein  and  Bella  Schmal,  as  settlors, 
and  the  Chicago  Title  and  Trust  Company,  as 
trxistee;  $24,840.99  In  th*  Treasury  of  the 
United  etates. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed   at  Washington.  D.  C,   on 
January  3,  1949. 

For  the  Attorney  General. 

[sEAi]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property, 

[F.    R.    Doc.    4^164;    Piled.    Jan.    «.    1949; 
8:53  a.  m.] 


[sXALl  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-163;    Piled.    Jan.    6,    1949; 
8:53  a.  m.] 


[Return  Order  242) 
Mrs.  Lucie  Klein 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant  and  Claim  Number,  Notice  of  In- 
tention To  Rttum  Published,  and  Prop- 
erty 

Mrs.    Lucie    Klein.    Stuttgart.    Germany, 
Claim  No.  6470;  November  24.  1948  (13  F.  R. 


(Return  Order  2461 
Walter  Hiniiichsin  et  al."" 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim  which  Is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant  and  Claim  Number.  Notice  of  In- 
tention to  Return  Published,  and  Prop- 
erty 

Walter  Hlrulchsen.  Claim  No.  1727.  354 
West  Windsor  Avenue.  Lombard.  HI.;  Max 
Hlnrlchsen.  25  Museum  Street,  London  W.  C. 
1,  England;  Robert  Harris  (Hlnrlchsen),  The 
Haven  Shrewsbury  Road,  Church  Streeton, 
Shropshire,  England;  Charlotte  Sobernhelm 
(nee  Hlnrlchsen).  The  Haven.  Shrewsbtiry 
Road,  Church  Streeton,  Shropshire,  England; 
Use  Prankenthal  (nee  Hlnrlchsen).  123  Hans- 
berg.  Brunssum  (Llmburg)  Holland;  May  21, 
1948  (13  F.  R.  2763).  $8,823.17  In  the  Treas- 
ury of  the  United  States.  Property  to  the 
extent  owned  by  C.  P.  Petera  ImmedlaUly 
prior  to  the  vesting  thereof,  described  In 
Vesting  Order  No.  2116  (9  P.  R.  1466,  Febru- 
ary 4,  1944)  relating  to  compositions  listed 
In  the  catalogues  "Selected  Works.  Orchestra 
Works.  Choral  Works"  and  "Selected  Works 
1939/40".  (attached  as  Exhibit  A  of  said 
vesting  order)  Including  all  rental  materials 
pertaining  thereto  now  In  the  possession  of 
Clayton  P,  Summy  Company,  Chicago.  Illi- 
nois. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington,  D.  C,   on 
January  3,  1949. 
For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-155;    Filed,    Jan.    6.    1949; 
8:54  a.  m.1 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10027 

Extension  §f  Trust  Periods  on  Indian 
L.\NDs  Expiring  During  the  Calendar 
Year  1949 

By  virtue  of  and  pursuant  to  the  au- 
thority vested  in  me  by  section  5  of  the 
acfof  February  8.  1887.  24  Stat.  388.  389. 
by  the  act  of  June  21.  1906.  34  Stat.  325. 
326.  and  by  the  act  of  March  2.  1917.  39 
Stat.  969,  976.  and  other  applicable  pro- 
visions of  law.  it  is  hereby  ordered  that 
the  periods  of  trust  or  other  restrictions 
against  alienation  contained  in  any  pat- 
ent applying  to  Indian  lands,  whether  of 
a  tribal  or  individual  status,  which,  unless 
extended,  will  expire  during  the  calendar 
year  1949.  be.  and  the  same  are  hereby, 
extended  for  a  further  period  of  twenty- 
five  years  from  the  date  on  which  any 
such  trust  would  otherwise  expire. 

This  order  is  not  intended  to  apply  to 
any  case  in  which  Congress  has  specif- 
ically reserved  to  itself  authority  to 
extend  the  period  of  trust  on  tribal  or 
individual  Indian  lands. 

This  order  shall  become  efTectlve  as  of 
January  1.  1949. 

Harry  S.  Truman 

The  White  House. 

January  6,  19i'.K 

IF.    R.    Doc.    49-237:    Filed.    Jan.    7.    1949; 
10.36  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.  2621 

Part  966— Oranges  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

5  966.408  Orange  Regiilaftthi  262— 
(a)  FinGinqs.  (1)  Pursuant  to  the  pro- 
visions of  Order  No.  66  (7  CPR.  Cum. 
Supp.,  966.1  et  seq.)  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  and  upon 
the  basis  of  the  recommendation  and  in- 


formation submitted  by  the  Orange  Ad- 
ministrative Committee,  established  un- 
der the  said  order,  and  upon  other  avail- 
able information,  it  is  hereby  found  that 
the  limitation  of  the  quantity  of  such 
oranges  which  may  be  handled,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  pohcy  of  the  act. 

( 2 »  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  <  60 
Stat.  237;  5  U.  S.  C.  1001  et  seq.)  be- 
cause the  time  intervening  between  the 
date  when  information  upon  which 
this  section  Is  based  became  available 
and  the  time  when  this  section  must  be- 
come effective  in  order  to  effectuate  the 
declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended,  is  insufiBcient.  and  a  reasorf- 
able  time  is  permitted,  under  the  cir- 
cumstances, for  preparation  for  such 
effective  date. 

«b)  Order.  (1)  The  quantity  of 
oranges  grown  in  the  State  of  Cahfornia 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  January  9,  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t..  January  16, 
1949,  is  hereby  fixed  as  follows: 

(it  Valencia  oranges,  (a)  Prorate 
District  No.  1:  No  movement.    • 

(b)  Prorate  District  No.  2:  No  move- 
ment. 

(c)  Prorate  District  No.  3:  No  move- 
ment. 

■*  (ii)  Oranges  other  than  Valencia 
oranges,  (a)  Prorate  District  No.  1: 
4C0  carloads. 

(b)  Prorate  District  No.  2:  200  car- 
loads. 

(c)  Prorate  District  No.  3:  Unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler,"  "carloads,"  and  "prorate  base" 
shall  have  the  same  meaning  as  is  given 
to  each  such  term  in  the  said  order;  and 
"Prorate  District  No.  1."  "Prorate  Dis- 
trict No.  2."  and  "Prorate  District  No. 

(Continued  on  next  page) 
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CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  In  this  Issue.  Proposed  rules,  as 
opposed  to  final  actions,  are  Identified  as 
such. 

Title  3— The  President  P^*' 

Chapter  II — Executive  Orders: 

10027 107 

Title  7 — Agriculture 

Chapter  IX — Production  and 
Marketing  Administration 
(Marketing  Agreements  and 
Orders  > : 
Part  966 — Oranges  grown  in 
California  and  Arizona 107 

Title  14^Civil  Aviation 
Chapter   I— Civil   Aeronautics 
Board : 

Part  20— Pilot  certificates 1C9 

Part  22 — Lighter-than-air  pilot 

certificates 110 

Title    15 — Commerce   and   For- 
eign   Trade 

Chapter  III — Bureau  of  Foreign 
and  Domestic  Commerce.  De- 
partment of  Commerce: 

'  Part  399 — Positive  list  of  com- 
modities and  related  matters.      110 

Title  25 — Indians 
Chapter  I — Office  of  Indian  Af- 
fairs, Department  of  the  In- 
terior : 
Appendix HO 

3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  5  966.107  dl 
F.  R.  10258*  of  the  rules  and  regulations 
contained  in  this  part.  (48  Stat.  31,  as 
amended;  7  U.  S.  C  601  et  seq.) 

Done  at  Washington.  D.  C,  this  7th 
day  of  January  1949. 

I  seal!  Floyd  F.  Hedlund, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

Pror.^te  Base  Scheduli 

[12:01  a.  m.  Jan.  9.  1949.  to  12:01  a.  m. 
Jan.   16.   1949) 

ALL  ORANGES  OTHEm  THAK   VALENCIA   OR.\NCES 

Prorate  District  No.  1 

Prorate  har.e 
Handler                         (percent) 
Total 100.0000 

A.  F.  G.  Lindsav 1.5112 

A.  F.  G.  PorterviUe. 1.9424 

A.  F.  G.  Sides .53Q4 

Ivanhoe  Cooperative  Association —  .5362 

Dofflemyer  &  Sons,  W.  Todd -  .6227 


Prorate  Base  Schedule — Continued 

ALL   ORANGES   OTHKR  THAN   VALENCIA   ORANGES — 

continued 
Prorate  District  No.  i— Gfintlnued 

Prorate  bate 
Handler  {percen'.) 

EarUbest  Orange  A.ssoclatlon 1.13(2 

Elderwood  Citrus  Association .8797 

Exeter  Citrus  Association 2.6870 

Exeter    Orange    Growers    Associa- 
tion  —  - 1  2691 

Exeter   Orchards   Association 1.6718 

Hillside  P.-ickln^'   Association 1.7253 

Ivanhoe    Mutual    Orange    Associa- 
tion-...  1  0381 

Klink    Citrus    As-.oclation 4.719"> 

Lemon  Cove  Association 1.8J11 

Lindsay    Citrus    Growers    Associa- 
tion..  2.  6507 

Lindsay  Coop.  Citrus  Association..  1.384t 

Lindsay  Distr  ct  Orange  Co -  1.16.6 

Lindsay   Fruit   Association 1.7307 

Lindsay   Orange   Growers   Associa- 
tion  -9025 

Naranjo  Packing  House  Co .9701 

Orange  Cove  CUrus  Association 3.  3103 

Orange  Cove  Orange  Growers? 2.2773 

Orange  Packing  Co 1.205) 

Orosl  Foothill  Cltrvs  Association..  l.CSl'j 

Paloma  Citrus  Fruit  Association —  1.0771 

Rocky  Hill  Citrus  Assaclatlon 1.7133 

Sani^er   Citrus   A  soclatlon 3.^8039 

Sequoia  Citrus  Association 1.007J 

Stark   Packins?   Corp.. *  2.2057 

Visolia    Citrus   Association 1.5732 

Waddell  &  Son 1.8761 

Butte    Coun-y   Citrus   Association, 

Inc 1  381H 

James  Mills  Orchard  Co .877j 

Orland    Orange    Growers    Associa- 
tion. Inc .8S97 

Andrews  Brothers  of  Calif -OOCO 

Baird-Neece    Corp 1.8121 

Seattle  Association,  Aiincs  M .6918 

Grand  View  Heights  Citrus  Associa- 
tion   -  2.  18;8 

Magnolia   Citrus   Association 2.3530 

PortervUle  Citrus  Ai^sociatlon.  The.  1.  5170 
Richgrove-Jasmlne  Citrus  Associa- 
tion  1-3001 

Sandilands  Fruit  Q5 l.€98l 

Strathmore  Coop.  Association 1.7103 

Strathmore   DUtrict   Orange   Asso- 
ciation  1.4944 

Strathmore  Fruit  Growers  Associa- 
tion  1-2150 

Strathmore  Packing  House  CO 1.7567 

Sunflower  Packing  Association,  Inc.  2.  6074 

Sunland  Packing  House  Co 2.6082 

Terra  Bella  Citrus  Association 1.0947 

Tule  River  Citrus  Association 1.2223 

Kroells  Brothers,  Ltd 1.0663 

Lindsay  Mutual  Groves 1.5597 

Martin  Ranch --  1.3583 

Woodlake   Packing  House 2.1179 

Anderson  Packing  Co,  R.  M .4240 

Baker  Bros - ^  -1256 

Batkin.  Jr  ,  Fred  A- 0911 

California  Citrus  Groves.  Inc.,  Ltd.  1.4350 

Chess  Co.  Meyer  W •*061 

Edl5on  Groves.   Inc -  .000.) 

Evans  Brothers  Packing  Co .0000 

Kxeter  Groves  Packing  Co 1.0619 

Furr.  N.   C... •  M92 

Ohlanda   Ranch .036? 

Harding   fc   Leggett 1.5276 

Justman-Frankenthal   Co .2190 

Lo  Bue   Bros. 1.0510 

Marks.  VWf&M OOCO 

Panno  Fruit  Co.,  Carlo 225J 

Randolph  Marketing  Co 2.0698 

Relmers,  Don  H .3741 

Rooke  Packing  Co..  B.  G .9833 

Shong,  Samuel  C .0467 

Webb  Packing  Co -.  .0000 

Wollenman  Packing  Co -  1. 1641 

Woodlake  Heights  Packing  Corp...  .5763 

ZanlnovlcU  Bros... .7750 


Saturday,  January  8,  19-49 

Prorate  Base  Schedule— Continued 

ALL  oranges  other  THAN  VALENCIA  ORANGBS.— 

continued 
Prorate  District  No.  2 

Prorate  base 
Handler                         {percent) 
Total... 100-  0000 

A.  P.  G.  Alta  Loma 3322 

A.  F.  O.  Corona -  .2116 

A.  P.  G.  FuUerton... - 0458 

A.  P.  G.  Orange .0356 

A.  F.  G.  Riverside .7127 

Hazeltlne  Packing  Co .0558 

Placentla   Pioneer   Valley    Growers 

Association .0634 

Signal  Fruit  Association --  .9376 

Azusa  Citrus  Association .9764 

Damerel-Alllson  Co 1- 1121 

Glendora  Mutual  Orange  Associa- 
tion   -  -^^ge 

Irwlndale  Citrus  Association -         .4177 

Pucnte  Mutual  Citrus  Association.         .0431 
Valencia  Heights  Orchards  Associa- 
tion - •  1831 

Covlna  Citrus  Association -.       1.6294 

Covlna    Orange    Growers    Associa- 
tion  *726 

Glendora  Cltrtis  Association 9423 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .1565 

Gold  Buckle  Association-.. 3.0928 

La  Verne  Orange  Association 4.3789 

Anaheim  Citrus  Fruit  Association..         .  0764 
Anaheim  Valencia  Orange  Associa- 
tion   - -- 0230 

Eadlngton  Fruit  Co - 2968 

Fullerton  Mutual  Orange  Associa- 
tion -.- .2095 

La  Habra  Citrus  Association     ,1188 

Orange   County   Valencia  Associa- 
tion   - - .0308 

Orangethorpe  Citrus  Association —         .0208 
Placentla    Coop.    Orange    Associa- 
tion   - .0286 

Yorba  Linda  Citrus  Association...         .0102 
Alta  Loma  HelghU  Citrus  Associa- 
tion   -3263 

Citrus  Fruit  Growers 1.0531 

Cucamonga  Citrus  Association .  4573 

Etlwanda  Citrus  Fruit  Association.         .2273 
Mountain  View  Fruit  Aissoclatlon..         .  1460 

Old  Baldy  Citrus  Association .4170 

Rlalto  Heights  Orange  Growers 4387 

Upland  Citrus  Association 2.3110 

Upland    Heights    Orange    Associa- 
tion  .9860 

Consolidated    Orange    Growers .0214 

Prances  Citrus  Association. -         .0046 

Garden  Grove  Citrus  Association..         .0377 

Goldenwest  Citrus  Association .0858 

Olive  Heights  Citrus  Association..         .0519 
Santa    Ana-Tustln    Mutual    Citrus 

Association ,0188 

Santiago  Orange  Growers  Associa- 
tion  - - - 16C8 

Tustin  Hills  Citrus  Association...         .0391 
Villa  Park  Orchard  Association...         .0332 

Bradford  Brus..  Inc - ---         .2065 

Placentla  Muttial  Orange  Associa- 
tion          -1661 

Placentla  Orange  Growers  Associa- 
tion  - 2171 

Call    Ranch - .6824 

Corona  Citrus  Association 8759 

Jamecon    Co .3766 

Orange    Heights    Orange    Associa- 
tion  1-2954 

Grafton  Orange  Growers 1.3227 

East  Highland  Citrus  Association.-        .4260 

Pontana  Citrus  Association 4797 

Highland   Fruit   Growers   Associa- 
tion     - •®263 

Redlands  Heights  Groves... 9387 

Redlands   Orangedale   Association.         .9779 

Break  &  Son.  AUen -2695 

Brvn  Mawr  Fruit  Growers  Associa- 
tion.  11661 

Mission    Citrus   Association .7475 

Redlands  Coop.  Fruit  Association.       1.8815 
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Prorate  Base  Schedule — Continued 

ALL  ORANGES   OTHER  THAN  VALENCIA  ORANOBfr— 

continued 
Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                    (percent) 
Redlands  Orange  Growers  Associa- 
tion   1.0752 

Redlands   Select    Groves ,47C9 

Rlalto  Citrus  Association .6721 

Rlalto  Orange   Co .3131 

Southern  Citrus  Association .9760 

United   Citrus   Growers 7085 

Zllen   Citrus  Co .7374 

Andrews  Brothers  of  Calif --  .0799 

Arlington  Heights  Citrus  Co .6414 

Brown  Estate.  L.  V.  W. — .  1.6980 

Gavilan   Citrus   Association 1.8429 

Hemet  Mutual  Groves 2610 

Higherove  Fruit  Association .7365 

Krlnard  Packing  Co... 1.6454 

McDermont  Prult  Co 1.8167 

Monte  Vista  Citrus  Association...  1.3711 

National  Orange  Co .8897 

Riverside  Heights  Orange  Associa- 
tion..  1- 2923 

Sierra  Vista  Packing  Association..  .7796 
Victoria    Avenue    Citrus    Associa- 
tion  2.  4373 

Claremont  Citrus  Association 1. 1672 

College   Heights   Orange  &  Lemon 

Association 1  2568 

El  Camlno  Citrus  Association .4217 

Indian  Hill  Citrus  Association 1.2192 

Pomona  Fruit  Growers  Exchange.  1 .  6C30 

Walnut  Fruit  Growers  Association.  .  4679 

West  Ontario  Citrus  Association...  1. 1328 

El  Cajon  Valley  Citrus  Association.  .  1717 

Escondido   Orange   As.scciatlon \4649 

San    Dlraas    Orange    Growers    As- 
sociation  1.2748 

Ball  &  Tv.eedy  Association .  1007 

Canoga  Citrus  Association .0743 

Covlna  Valley  Orange  Co '— .  .  2465 

N.  Whittler  Heights  Citrus  Associa- 
tion  1299 

San   Fernando  Fruit  Growers  As- 
sociation  --  .3480 

San     Fernando     Heights     Orange 

Association .  3497 

Sierra  Madre-Lamanda  Citrus  As- 
sociation   • 2277 

Camarillo  Citrus  Association .0093 

Fillmore  Citrus  Association 1. 1489 

OJai  Orange  Association .8510 

Plru  Citrus  Association 1.0235 

Santa  Paula  Orange  Association —  .1131 

Tapo  Citrus  Association .0595 

East  Wblttier  CitrvLs  Association..  .0087 

El  Ranchlto  Citrus  Association .0592 

Whittier  Citrus  Association .1334 

Whittler     Select     Citrus     Assocla- 

tion-- -0310 

Anaheim    Coop.    Orange    As.socla- 

tion ,0525 

Bryn    Mawr    Mutual    Orange    As- 
sociation  --  .4960 

Chula    Vista    Mutual    Lemon    As- 
sociation   . 1226 

Escondido    Coop.    Citrus    Associa- 
tion..  -0895 

Euclid  Avenue  Orant;e  Association.  8.0200 

Foothill  Citrus  Union.  Inc .1699 

Fullerton    Coop.    Orange    Associa- 
tion  0424 

Garden  Grove  Orange  Coop.,  Inc—  .0290 

Golden  Orange  Groves,  Inc .31C0 

Highland  Mutual   Groves.  Inc ,3245 

Index  Mutual   Association .0036 

La    Verne    Coop,    Citrus    Associa- 
tion  - 8.7085 

Mentone  Heights   Association 6674 

Olive  Hillside  Groves 0130 

Orange  Coop.  Citrus  Association..  .0295 

Redlands  Foothill  Groves ■•  9127 

Redlands  Mutual  Orange  Associa- 
tion   .9933 

Riverside  Citrus  Association .  .2691 

Ventura  County  Orangt  ft  Lemon 

Association •  1  '^2 

1 
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Prorate  Base  Schedule — Continued 

ALL  ORANGS3  OTHF31  THAN  VALENCIA  ORANGES — 

continued 

'     Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Whittler  Mutual  Orange  &  Lemon 

Association .-. 0. 0200 

Babljuice  Corp.  of  California .4249 

Cherokee  Citrus  Co.,  Inc.. 1.2679 

Chess  Co..  Meyer  W .2568 

E\'ans  Brothers  Packing  Co 1.1217 

Gold  Banner  Association 2.0299 

Granada  Packing  House .2930 

Hill  Packing  House.  Fred  A 6614 

Inland  Fruit  Dealers,  Inc .3719 

MacDonald  Fruit  Co .0999 

Orange  Belt  Fruit  Distributors 1.7182 

Paramount  Citrus  Association .2552 

Placentla  Orchard  Co .0514 

San  Antonio  Orchard  Co. 1.1902 

Snj-der  &  Sons,  W.  A. 7148 

Torn  Ranch .0501 

Wall.  E.  T 1.7188 

Western  Fruit  Growers,  Inc.,  Reds..      3.  2287 

(P.    R.    Doc.    49-238;    Filed,    Jan.    7,    1949; 
11:16  a.  m.) 


TITLE  14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

[Civil  Air  Regs.,  Amdt.  20-1] 

Part  20 — Pilot  Certificates 

elimination  of  requirement  for  physical 
examination  prior  to  t.aking  written 
ex.aminations  for  pilot  ratings 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C,  on  the 
31st  day  of  December  1948. 

Section  20.61,  Physical  examination, 
provides  that,  prior  to  taking  examina- 
tions and  tests  for  a  rating,  an  applicant 
for  a  pilot  certificate  with  a  private 
rating  shall  have  met  the  appropriate 
physical  requirements  prescribed  for  the 
issuance  of  his  certificate  within  the  pre- 
ceding 24  calendar  months  and  an  appli- 
cant for  a  pilot  certificate  with  a  com- 
mercial rating  shall  have  met  the  physi- 
cal requirements  prescribed  for  the  Is- 
suance of  his  certificate  within  the  pre- 
ceding 12  calendar  months.  Examina- 
tions specified  in  this  section  include 
written  examinations  as  well  as  prac- 
tical examinations  and  flight  tests. 

This  amendment  will  enable  an  ap- 
plicant to  take  the  written  examination 
before  taking  the  physical  examination. 
It  will  be  noted  that  the  physical  require- 
ments must  be  met  before  an  applicant 
may  take  a  fiight  test. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  this  amendment,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  20  of  the  Civil  Air  Regulations  (14 
CFR,  Part  20,  as  amended),  effective 
Februarys.  1949: 

By  amending  §  20.61  to  read  as  follows: 

5  20.61  Physical  examination.  Prior 
to  taking  a  fiight  test  for  a  rating,  an 
applicant  shall  have  met  the  appropriate 
physical  requirements  within  the  time 
limitations  hereinafter  prescribed: 

(a)  'Private  rating.  Within  the  pre- 
ceding 24  months. 
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(b)  Commercial  rating.  Within  the 
preceding  12  months.  (Sees.  205  (a). 
601,  602.  52  Stat.  984.  1007,  1008;  49 
U.  S.  C.  425  (a),  551. 552) 

By  the  Civil  Aeronautics  Board. 

tsEALi  M.  C.  Mulligan. 

Secretary. 

[P.    U.    Djc.    48-203;    FUed.    Jan.    7,    1949: 
8:55  a.  m.l 


RULES  AND  REGULATIONS 

months.    (Sees.  205  (a> ,  601.  602.  52  Stat. 
984,  1007,  1008;  49  U.  S.  C.  425  (a).  551. 
552) 
By  tlie  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

IP.    R     Doc.    49-204:    File</  Jan.    7,    1949; 
8:55  a.  m.l 


[Civil  Air  Regs..  Amdt.  22-5] 

Part    22 — Lichter-Than-Air    Pilot 
Certificates 

elimination  of  requirement  for  physi- 
cal examination  prior  to  taking  writ- 
ten EXAMINATIONS  FOR  PILOT  RATINGS 

Adopted  by  the  Civil  Aeronautics  Board 
at  Its  office  in  Wa.shington.  D.  C,  on  the 
31st  day  of  December  1948. 

Section  22.241  provides  that  prior  to 
taking  examinations  and  tests  for  the 
original  i.ssuance  of  a  llghter-than-air 
pilot  certificate  an  applicant  shall  have 
met  the  appropriate  physical  require- 
ments. This  amendment  will  enable  an 
applicant  to  take  the  written  examina- 
tions before  taking  the  physical  exami- 
nation. It  will  be  noted  that  the  physical 
requirements  must  be  met  before  an  ap- 
plicant may  take  a  flight  test. 

Interest  persons  have  been  afTorded  an 
opportunity  to  participate  in  the  making 
of  Ihis  amendment,  and  due  considera- 
tion has  been  given  to  all  relevant  matter 
presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amAids 
Part  22  of  the  Civil  Air  Regulations  (14 
CPR.  Part  22.  as  amended ' ,  effective  Feb- 
ruary 5. 1949: 

By  amendins:  5  22.241  to  read  as  fol- 
lows: 

§  22  241  Physical  examination.  Prior 
to  taking  a  flight  test  for  a  lighter-than- 
air  pilot  certificate,  an  applicant  shall 
have  met  the  appropriate  physical  re- 
quirements within  the  time  limitations 
hereinafter  prescribed: 

(a>   Private  liphter-than-air  pilot  cer- 
tificate. Within  the  preceding  24  months, 
(b)  Commercial  lighter-than-air  pilot 
certificate.      Within    the    preceding    12 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

[3d  Gen.  Rev.  of  Export  Regs.  Amdt  P.  L.  16] 

Part  399— Positive  List  of  Commodities 
AND  Rei^ated  Matters 

deletion  of  certain  commodities  from 
list 

Section  399.1  Appendix  A— Positive 
List  of  Commodities  Is  amended  by  delet- 
ing therefrom  the  following  commodi- 
ties: 


Dept.  of 
Comm. 
Sched. 
B  No. 
4034C0 


406000 
406300 
406500 
406900 

408000 
408300 


410000 
410100 
4102CO 
410300 
4104C0 
410610 
410650 


410790 
410800 


DEPARTMENT  OF  THE  TREASURY 
Bureau  of  Customs 

[T.  D.  521181 

International  Harvester  Co. 

registration  of  funnel  mark 

January  3.  1949. 
The  Acting  Commissioner  of  Customs, 
by  virtue  of  the  authority  vested  in  him 
by  section  7  of  the  act  of  May  28.  1908 
(U.  S.  C,  title  46.  sec.  49'.  as  modified 
by  section  102.  Reorganization  Plan  No.  3 
of  1946  t3  CFR.  1946  Supp..  ch.  IV),  and 
in  accordance  with  5  3  81  (a).  Customs 
Regulat:o[\3  of  1S43  (19  CFR,  1944  Supp.. 


Commodity 
Telegraph,  trolley,  and  electric  light 

poles. 
Sawed  timber.  5"  or  larger  In  least 
dimension: 
Softwoods,  not  treated: 
Southern  pine. 
Douglas  fir. 

Cedar,  except  Port  Orford  cedar. 
Other  softwoods. 
Creosoted  or  otherwise  treated: 
Southern  pine. 
Other. 
Boards,  planks  and  scantlings,  less 
than  5"  In  least  dimension: 
Softwoods: 
Cypress. 

Douglas  f\r.  rough. 
Douglas  fir.  dressed. 
Southern  pine,  rough. 
Southern  pine,  dressed. 
Ponderosa  pine. 

White    pine    (Include    northern 
white.    Norway.    Idaho    white 
and  sugar  pine). 
Other    cedar    (Include    western 

red ) . 
Redwood. 


Dept.  of 

Comm. 
Sched. 
B  No.  Commodity 

Boards,  planks  and  scantlings,  less 
than    5"    in   least   dimension — 
Continued 
Softwoods — Continued 
410900  Spruce. 

411200  Hemlock. 

411600  Other  softwoods. 

Hardwoods : 
Small       hardwood      dimension 
stock: 
413600  Except  squares. 

413700  Oak  squares. 

413800  Other  squares. 

421401     Plywood,  aero  grade. 
421405     Plywood,     hardwood,     except     aero 

grade. 
421407     Plywood.    Douglas    fir,    except    aero 

grade. 
421409     Plywood,   softwood,   except   Douglas 

fir  and  aero  grade. 
813577     Streptomycin   (formerly  813575). 
836500     Sodium  carbonate,  calcined  or  soda 

ash. 
83S600     Soda     ash,     caustlclzed      (formerly 

837900). 
837310     Sodium   hydroxide   or   caustic   soda. 

except      liquid     form      (formerly 

837300). 

(Sec.  6.  54  Stat.  714.  55  Stat.  206,  56  Stat. 
463.  58  Stat.  671.  59  Stat.  270.  60  Stat. 
215.  61  Stat.  214.  61  Stat.  321;  Pub.  Law 
395.  80th  Cong. ;  50  U.  S.  C.  App.  and  Sup. 
701.  702;  E.  O.  9630.  Sept.  27.  1945.  10 
F.  R.  12245;  E.  O.  9919.  Jan.  3.  1948.  13 
F.  R  59  > 

Dated:  January  4.  1949. 

Francis  McIntyre. 
Assistant  Director. 
Office  of  International  Trade. 

IF.    R.    Doc.    49-193:     Filed,    Jan.    7,    1949; 
852   a.   m  I 


TITLE  25— INDIANS 

Chapter   I — Office   of   Indian   Affairs, 
Department  of  the  Interior 

Appendix — Extension  of  the  Trust  of 
Restricted  Status  of  Certain  Indian 
Lands 

Cross  Reference:  For  extension  of 
trust  periods  on  Indian  lands  expiring 
during  the  calendar  year  of  1948.  see 
Executive  Order  10027.  supra. 


NOTICES 


3.81  (a> ) .  has  registered  the  funnel  mark 
of  the  International  Harvester  Company 
described  below: 

The  mark  is  to  appear  on  a  stack 
painted  black  with  an  insignia  centered 
on  each  side  of  the  funnel  in  a  fore-and- 
aft  direction.  10  feet  from  the  top  of  the 
stack.  The  insignia  consists  of  a  6-foot 
6-inch  white  .square  with  rounded  corners 
in  which  the  letter  "H"  appears  in  black, 
superimposed  upon  which  is  a  red  dotted 
•I."  The  letter  "I"  is  5  feet  3' 2  inches 
over  all.  The  stroke  of  the  letter  is  15 
inches.  The  dot  on  the  'I"  is  14»2 
inches  in  depth  and  is  separated  from 
the  lower  portion  of  the  letter  by  a  white 
band  4  inches  in  depth.    The  letter  '  H" 


is  3  feet  9  inches  In  height  and  5  feet  4 
inches  in  width  over  all.  The  horizontal 
bar  of  the  "H"  Is  centered  vertically  on 
the  vertical  bars.  The  stroke  of  the  let- 
ter Is  15  Inches.  The  space  between  the 
lower  edge  of  the  white  square  and  the 
lower  edge  of  each  of  the  letters  is  7'4 
Inches.  The  letters  are  centered  hori- 
zontally In  the  square. 

A  colored  scale  replica  drawing  of  the 
funnel  mark  described  above  is  on  file 
with  the  Division  of  the  Federal  Reg- 
ister. 

(seal!  W.  R.  Johnson. 

ActiJig  Commissioner  of  Customs. 

|F.    R.    Doc.    49-194;     Filed,    Jan.    7,    X949; 
8:52  a.  m.l 


Saturday,  January  8,  1949 

DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Adminlstrotion 

[Administrative  Order  1738) 
Loan  Announcement 

December  28.  1948. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Crovemment  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 
Loan  designation:  Amount 

MlnnesoU  37P  Jackson $1,088,000 


[SE.ALl 


William  J.  Neal. 
Acting  Administrator. 


(F.    R.    Doc.    49-1E6;    Filed,    Jan.    7,    1949; 
8:50  a.  ml 


[Administrative  Order  1739] 
Loan  Announcement 

December  28.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1S36,  as  amended, 
a  loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation :  i4mount 

Arizona  17D  Graham H,  320.  OCO 

[seal]  William  J.  Neal. 

Acting  Administrator. 

|F.    R.    Doc.    49-187:    Filed.    Jan.    7,    1949; 
8:50  a.  m.l 


I  Administrative  Order  1740 1 
Loan  Announcement 

December  28,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Arizona  23B  Greenlee $320,000 

[seal]  WiLLl.AM  J.  NE.\L. 

Acting  Administrator. 

I  P.    R.    Doc.    49-188;    Filed,    Jan.    7,    1949; 
8:50  a.  m.) 


FEDERAL  REGISTER 

[Administrative  Order  1742] 

Loan  Announcement 

December  31,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Texas  lb2M  Jackson. 


(Administrative  Order  1741] 
Lo.AN  Announcement 

December  31.  1948. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  desiwatlon:  Amount 

Texas  99M  Jones $315,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc     49-189;    Piled.    Jan.    7,    1949; 
8:50  a.  m.  I 


Amount 
.  $15,000 


[SIAL] 


Claude  R.  Wickard. 

Administrator. 


|F.    R.    Doc.    49-190;     FUed,    Jan.    7.    1949; 
8:50  a.  m.) 


'     (Administrative  Order  17431 
Loan  Announcement 

December  31,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Indiana  74G  Huntington 


Amount 
$200, 000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


Ill 

meet  emergency  conditions  pursuant  to 
the  provisions  of  Applicant's  Inter- 
ruptible  Rate  Schedule  R-3  on  file  with 
the  Commission.  • 

The  total  overall  capital  cost  of  In- 
stallation of  the  facilities  described  in 
the  application  was  approximately  $20.- 
717,  and  no  further  capital  costs  will  be 
Incurred  or  financing  required  in  con- 
nection with  the  operation  thereof. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and.  if 
so,  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  interest  in  the 
matter  and  whether  it  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  joint 
or  concurrent  hearing,  together  with 
reasons  for  such  request. 

The  application  of  Tennessee  Gas 
TrarLsmission  Company  is  on  file  with  the 
Commission  and  is  open  to  public  inspec- 
tion. Any  person  desiring  to  be  heard 
or  to  make  any  protest  with  reference  to 
the  application  shall  file  with  the  Federal 
Power  Commissior?.  Washington  25.  D.  C, 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  18  or  1.10, 
whichever  is  applicable,  of  the  rules  of 
practice  and  procedure. 


|P.    R.    Doc.    49-191;    Filed.    Jan.    7.    1949; 
8:50  a.  m.l 


FEDERAL   POWER   COMMISSION 

[Docket  No.  G-lOOl) 
Tennessee  G.as  Transmission  Co. 

NOTICE  of  application 

January  5.  1949. 
Notice  is  hereby  given  that  on  Novem- 
ber 30. 1948,  Tennessee  Gas  Transmission 
Company  (Applicant),  a  Delaware  Cor- 
poration having  its  principal  place  of 
business  at  Houston,  Texas,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity  pui'suant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  continued 
operation  of  an  existing  pipeline  con- 
nection with  Texas  Gas  Transmission 
Corporation  (formerly  Memphis  Natural 
Gas  Company)  near  Greenville,  Missis- 
sippi, consisting  of  a  meter  station,  ap- 
proximately 1,764  lineal  feet  of  connect- 
ing pipeline,  valves,  and  other  appurte- 
nant equipment. 

Applicant  states  that  the  facihties  de- 
scribed in  the  application  have  been 
utilized  during  the  ptA  two  winter  sea- 
sons for  emergency  deliveries  to  Mem- 
phis Natural  Gas  Company  and  that  it 
believes  the  public  interest  requires  the 
continuation  in  exi.^tence  of  the  connec- 
tion for  receipt  or  delivery  of  gas  in  the 
event  of  future  emergency.  Applicant 
further  states  that  the  probable  amounts 
of  gas  involved  in  any  such  emergency 
deliveries  at  the  Greenville,  Mississippi 
connection  would  not  in  any  appreciable 
degree  affect  the  gas  reserve  dedicated  to 
Applicant's  system. 

It  is  proposed  to  make  deliveries  at  the 
connection  on  an  Interruptible  basis  to 


I  seal  1 


Leon  M.  Puquay, 

Secretary. 


[F.    E.    Doc.    49-195;    Filed.    Jan.    7.    1949; 
8:52  a.  m.l 


(Docket  No.  G-11551 
Baltic  Operating  Co. 
order  fixing  date  of  hearing     - 

On  November  23.  1948,  Baltic  Operat- 
ing Company  (Apphcant) .  an  Oklahoma 
corporation  having  its  principal  plac«  of 
business  at  Bartle.sville.  Oklahoma,  filed 
an  application,  as  supplemented  on  De- 
cember 14. 1948.  for  an  order  pursuant  to 
section  7  (b)  of  the  Natural  Gas  Act.  as 
amended,  authorizing  and  approving  the 
abandonment  and  removal  of  certain 
natural-gas  facilities,  subject  to  the  ju- 
risdiction of  the  Commission,  as  fully 
described  in  such  application  and  sup- 
plement thereto  on  file  with  the  Commis- 
sion and  open  to  public  inspection. 

This  proceeding  is  a  proper  one  for  dis- 
position under  the  provisions  of  §  1.32  (b) 
of  the  Commission's  rules  of  practice  and. 
procedure,  applicant  having  requested 
that  its  application  be  heard  under  the 
shortened  procedure  provided  by  the 
aforesaid  rule  for  noncontested  proceed- 
ings, and  no  request  to  be  heard,  protest 
or  petition  having  been  filed  subsequent 
to  the  giving  of  due  notice  of  the  filing 
of  the  application,  including  publication 
in  the  Fedebal  Register  on  December  8. 
1S48  (13F.  R.  75C3). 

The  Commis.sion  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  .itu-isdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act,  as  amended,  and  the  Com- 
mission's rules  of  practice  end  procedure. 


a  hearing  be  held  January  25,  1949,  at 
9:30  a.  m.  (e.  s.  t.).  in  the  Hearing  Room 
of  the  Federal  Power  Commission.  1800 
#  Pennsylvania  Avenue  NW..  Washington. 
D.  C.  concerning  the  matters  involved 
and  Ihe  issues  presented  by  such  appli- 
cation: Provided,  however,  That  the 
Commission  may,  after  a  noncontestcd 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  lb)  of  the  Commission's  rules  of 
practice  and  procedure. 

( B )  Interested  State  commissions  may 
participate  as  provided  by  §§  18  and  1.37 
(f>  of  the  said  rules  of  practice  and 
procedure. 

Date  of  issuance:  January  4.  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay. 

Secretary. 

IP.    R.    Doc.    49-157;    Filed.    Jan.    7.    1949; 
8:45  a.  ml 


FEDERAL    TRADE    COMMISSION 

I  Docket  No.  53471 
Genser  Mfg.  Co. 

ORDER    APPOINTING   TRIAL    EX.\MINER 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

In  the  matter  of  David  Genser.  Max 
Genser.  Ida  Genser.  Ada  Genser.  Wallace 
Genser,  and  Shirley  R.  Cohen,  copart- 
ners trading  as  Gen.scr  Manufacturing 
Company. 

This  matter  beng  at  issue  and  ready  for 
the  taking  of  testimony  and  the  receipt 
of  evidence,  and  pursuant  to  authority 
vested  In  the  Federal  Trade  Commission, 
It  is  ordered.  That  John  W.  Addison,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive  evi- 
dence in  this  proceeding  and  to  perform 
all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later 
designated  by  the  Trial  Examiner. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  .support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
*on  behalf  of  the  respondents.    The  Trial 
Examiner  will  then  close  the  taking  of 
testimony  and  evidence  and.  after  all  in- 
tervening procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision    which    shall    include    recom- 
mended findings  and  conclusions,  as  well 
as  the  rea.sons  or  basis  therefor,  upon 
all  the  material  Issues  of  fact,  law,  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 
By  the  Commission. 

1  SEAL]  Otis  B.  Johnson, 

Secretary. 

|F.     R.    Doc.    40-158;    Filed.    Jan.    7,    1949; 
8:45  a.  m.l 


NOTICES 

(Docket  No.  5349] 

D.  LiSNER  &  Co. 

ORDER  APPOINTING  TRIAL  EXAMINER 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
the  city  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.   1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade 
Commission, 

It  is  ordered.  That  John  W.  Addison, 
a  Trial  Examiner  of  this  Commission, 
be  and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later 
designated  by  the  Trial  Examiner. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.   The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve  on 
the  parties  at  issue  a  recommended  de- 
cision which  shall  include  recommended 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  the 
,  material  issues  of  fact,  law,  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recommended  order;  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 


Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
immedately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.   The 
Trial  Examiner  will  then  close  the  takng 
of  testimony  and  evidence  and.  after  all 
intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision    which    shall    include    recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact,  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  .'^^aid  proceeding. 

By  the  Commission. 

[  SEAL  ]  Otis  B.  Johnson. 

Secretary. 

[P.    R.    Doc.    49-159;    Filed,    Jan.    7,    1349; 
8:45  a.  m.] 


By  the  Commission. 


1  SEAL ] 


Otis  B.  Johnson. 
Secretary. 


[F.    R.    Doc.    49-160;    Filed,    Jan.    7.    1949; 
845  a.  m.| 


[Docket  No.  5371 1 

Colonial  Bead  Co.,  Inc. 

order  appointing  trial  examiner 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  City  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

In  the  matter  of  Colonial  Bead  Com- 
pany, Inc..  a  corporation,  and  Abraham 
Abramovitz  and  Abraham  Goldenberg, 
individually  and  as  officers  of  said  corpo- 
ration. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  John  W.  Addison,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  In  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later 
designated  by  the  Trial  Examiner. 


(Docket  No.  5374] 
ROYAL  Bead  Novelty  Co. 

ORDER  appointing  TRIAL  EX.KMINER 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

In  the  matter  of  Louis  Detkin  and 
Lillian  Detkin,  individually  and  as  co- 
partners, trading  as  Royal  Bead  Novelty 
Company. 

This  matter  being  at  i.ssue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission, 

It  is  ordered.  That  John  W.  Addison,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later  des- 
ignated by  the  Trial  Examiner. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Elxaminer  is  directed  to  proceed  im- 
mediately to  take  testimony  arid  evidence 
on  behalf  of  the  respondents.  The  Trial 
Examiner  will  then  close  the  taking  of 
testimony  and  evidence  and.  after  all  in- 
tervening procedure  as  required  by  la\V, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  Issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson. 

Secretary. 

|F.    R.    Doc.    49-161:    Piled.    Jan.    7,    1949; 
8:43  a.  m.j 


Saturday,  January  8,  1949 

(Docket  No.  5375] 

Jack  J.  Felsenfeld 

order  appointing  tri.\l  examiner 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Wa.shington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  John  W.  Addison,  a 
Trial  Examiner  of  jthis  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form another  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later 
designated  by  the  Trial  Examiner. 

Upon  completion  of  the  taking  of 
testimony  and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  Is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  intervening  procedure  as  re- 
quired bs  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 

fsEAL]  OTIS  B.  Johnson. 

Secretary. 

[F.    R.    Doc.    49-162:    Filed.    Jan.    7.    1949; 
8:46  a.  m.j 


FEDERAL  REGISTER 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson, 

Secretary. 

[F;    R.    Doc.    49-163;    Filed,    Jan.    7,    1949; 
8:46  a.  m.] 


[Docket  No.  5395] 

CoRO.  Inc. 

order  APPOINTING  TRIAL  EXAMINER 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  dty  of  Washington,  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

In  the  matter  of  Coro,  Inc..  a  corpora- 
tion, and  Gerald  E.  Rosenbcrger.  Carl 
Rosenberger.  and  Henry  Rosenblatt,  in- 
dividually and  as  officers  of  said  corpora- 
tion. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade 
Commission. 

It  is  ordered.  That  John  W.  Addison,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later 
designated  by  the  Trial  Examiner. 


(Docket  No.  5545] 

Melster  Candies,  Inc. 

ORDER  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  In 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday.  March  1.  ,1949.  at  two 
o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time),  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondent. 
The  Trf&l  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  intervening  procedure  as  re- 
quired by  law.  wUl  close  the  case  and 
make  and  serve  on  the  parties  at  Issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  conclu- 
sions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recom- 
mended order;  all  of  which  shall  become 
a  part  of  the  record  in  said  proceeding. 

By  the  Commission. 
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(Docket  No.  55461 

Luden's.  Inc. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade 
Commission, 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday,  Marc;i  22. 1949.  at  two 
o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time',  in  Hearing 
Room.  Federal  Trade  Commi.ssion  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and,  after 
all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  Issue  a  recom- 
mended decision  which  shall  include  rec- 
ommended findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact.  law.  or 
discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 
of  which  shall  become  a  part  of  the  rec- 
ord in  said  proceeding. 

By  the  Commission. 

[SEAL]  .     Otis  B.  Johnson. 

Secretary. 

[P.    R.    Doc.    49-165;    Filed.    Jan.    7,    1949; 
8:46  a.  m.] 


(Docket  No.  55471 
D.  L.  Clark  Co. 


[SEAL] 


Otis  B.  Johnson. 
Secretary. 


[P.    R.    Doc.    48  164;    Filed,    Jan.    7.    1949; 
8:46  a.  m.] 


ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission, 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday,  March  24,  1949,  at 


114 

two  o'clock  In  the  afternoon  of  that  day 
(eastern  standard  time).  In  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  In  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.    The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and,  after 
all  intervening  procedure  as  required  by 
law,  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended  decision    which   shall    Include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  issues  of  /act.  law, 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

tSEALl  Otis  B.  Johnson, 

Secretary. 

[F.    R.    Doc.    49-166;    Piled,    Jan.    7,    1949; 
8:46  a.  m.l 


NOTICES 

order;  all  of  which  shall  become  a  part  of 
the  ftcord  In  said  proceeding. 

By  the  Commission. 

[siAL]  Otis  B.  Johnson. 

Secrelary. 

[P.    B.    Doc.    4&-167.    Piled.    Jan.    7.    1949; 
8:46  a.  m.] 


(Docket  No.  58501 
Sperry  Candy  Co. 


(Docket  No.  55481 

Williamson  Candy  Co.  and  General 
Candy  Corp. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C.  on  the 
291  h  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mi.«;slon.  _  ,  , 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  Is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

/(  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday.  March  8.  1949.  at  two 
o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time).  Hearing  Room. 
Federal  Trade  Commission  Building, 
Wo^hington,  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed Immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and, 
after  all  Intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  Issue 
a  recommended  decision  which  shall  in- 
clude recommended  findings  and  conclu- 
sions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  Issues  of 
fact.  law.  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 


ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Earl  J.  Kolb,  a  Trial 
Examiner  of  this  commission,  be  and  he 
hereby  Is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law ; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday,  March  3,  1949.  at  two 
o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time>.  In  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing, Washington,  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.    The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and.  after 
.  all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  Include  rec- 
ommended findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  Issues  of  fact,  law, 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  In  said  proceeding. 


celpt  of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday.  March  10.  1949,  at 
two  o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time),  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  c^nplaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondent. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and, 
after  all  intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  Issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  conclu- 
sions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact.  law.  or  discretion  presented  on  the 
record,    and    an    appropriate    recom- 
mended order;  all  of  which  shall  become 
a  part  of  the  record  In  said  proceeding. 

By  the  Commission. 


By  the  Commission. 

I  SEAL]  Otis  B.  Johnson. 

^crctary. 

[P.    R.    Doc.    49-168;    Piled.    Ja».    7.    1949; 
8:46  a.  m.| 


I  Docket  No.  66511 
Queen  Anne  C.xndy  Co. 

order     appointing     trial     EXAMINER     AND 

fixing   time    and    place   for   taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
the  city  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 


[ SEAL  I 


Otis  B.  Johnson. 

Secretary. 

[F.    R.    Doc.    49-169:    Filed.    Jan.    7,    1949; 
6:47  a.  m.| 


(Docket  No.  55961 
Clayton  A.  Minter  and  Ira  W.  Minter 

order  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  WaslUhgton.  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trir.l  Examiner  of  this  Commission, 
be  and  he  hereby  is  desirrnatcd  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday,  March  15, 1949,  at  two 
O'clock  in  the  afternoon  of  thc.t  day 
(eastern  standard  timc».  Hearing  Room, 
Federal  Trade  Commission  Building, 
Washington,  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  In  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
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taking  of  testimony  and  evidence  and, 
after  all  intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  Issues  of 
fact.  law.  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 


[SEALl 


Otis  B.  Johnson. 
Secretary. 


[F.    R.    Doc.    49-170:    Filed.    Jan.    7,    1«49; 
8:47  a.  m.J 


(Docket  No.  55981 

D.  GOLDENBERG.  INC. 

ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY  * 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
the-  city  of  Washington,  D.  C  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
ml.sslon. 

It  is  ordered.  That  Abner  E.  Lipscomb. 
a  Trial  Examiner  of  thus  Commission. 
be  and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  In  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday.  March  17.  1949.  at 
two  o'clock  in  the  afternoon  of  that  day 
(eastern  standard  timc>.  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  support 
of  the  allegations  of  the-f  omplaint,  the 
Trial  Examiner  is  directed  to  proceed 
Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.    The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
Intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision    which    shall    include    recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 
By  the  Commission. 

IsEAL]  Otis  B.  Johnson. 

Secretary. 

(F.    R     Doc,    49-171:    Filed,    Jan.    7,    1919; 
8:47  a.  m.)  ^ 
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(Itocket  No.  5600] 

Euclid  C.\ndy  Co.,  Inc. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commi.ssion.  held  at  its  office  In 
the  city  of  Washington,  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 
.  This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade 
Commis.slon, 

It  is  ordered.  That  Webster  Ballinger, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per-  ■ 
form  all  other  duties  authorized  by  law ; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  January  12,  1949. 
at  two  o'clock  in  the  afternoon  of  that 
day  (eastern  standard  time»,  in  Room 
332,  Federal  Trade  Commission  Build- 
ing, Washington,  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and,  after 
all  Intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  issues  of  fact,  law. 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson. 

Secretary. 

|F.    R.    Doc.    49  172;    Filed,    Jan.    7,    1949: 
8:47  a.  m.) 
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It  is  further  ordered.  That  the  taking 
of  testimony  and  receipt  of  evidence  be- 
gin on  Friday,  January  14,  1949.  at  ten 
o'clock  in  the  forenoon  of  that  d#  (east- 
ern standard  time> .  in  Room  388.  Federal 
Trade  Commission  Building.  Washing- 
ton. D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evi- 
dence on  behalf  of  the  re.spondents.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and.  after 
all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include  rec- 
ommended findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor,  upon 
all  the  material  is.sues  of  fact,  law,  or 
discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 
of  which  .shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. , 

I  SEAL]  Otis  B.  Johnson, 

Secretary. 

[F.    R.    Doc.    49-173;    Filed.    Jan.    7,    1949; 
8:47  a.  m] 


(Docket  No.  5601  ( 

Mason,  Au  and  Magenheimer 
Confectionery  Mfg.  Co. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  th^  Federal 
Trade  Commi.ssion,  held  at  Its  office  in 
the  city  of  Washington.  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered,  That  Webster  Ballinger. 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  appoint- 
ed to  take  testimony  and  receive  evidence 
In  this  proceeding  and  to  perform  all 
other  duties  authorized  by  law; 


(Docket  No.  5602] 

Sweets  Company  of  America,  Inc. 

ORDER  appointing  TRIAL  EXAMINER  AND 
fixing  time  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Wajhington,  D.  C,  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission, 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law ; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday.  February  10.  1949. 
at  ten  o'clock  in  the  forenoon  of  that 
day  < eastern  standard  time).  Hearing 
Room,  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  ali(;gations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  Issue  a  recommended 
decision  which  shall  include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  issues  of  fact,  law,  or  dls- 
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cretion  presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  sljall  become  a  part  of  the  record 
In  said  "proceeding. 
By  the  Commission. 

IsEAt]  Otis  B.  Johnson. 

Secretary. 

IF.    R.    Doc.    49-174;    Filed.    Jan.    7.    1949; 
8:47  a.  m  ) 


i  (Docket  No.   56031 

K£RR's  Butterscotch.  Inc. 

ORDER  APPCINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PiACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  ofilce  in 
the  city  of  Washington,  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. „  ,  .  . 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  January  19,  1949, 
at  two  o'clock  in  the  afternoon  of  that 
day  (eastern  standard  time).  In  Room 
332.  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  pf  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondent. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after   all   intervening   procedure  as   re- 
quired by  law,  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  In- 
clude recommended  findings  and  conclu- 
sions, as  well   as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law.  or  dL<;cretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 

rsEALl  Ctis  B.  Johnson. 

Secretary. 

|F.    R.    Doc.    49-175;     Filed.    Jan,    7.    1949; 
8:48  a.  m.l 


NOTICES 

This  matter  being  at  Iseue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Webster  Balttnger, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday.  January  21,  1949,  at  ten 
o'clock  in  the  forenoon  of  that  day  (east- 
ern standard  time> ,  in  Room  332.  Federal 
Trade  Commission  Building.  Washing- 
ton. D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and  ^ 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  Intervening  procedure  as  re- 
quired by  law,  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 

[  SEAL  1  Otis  B.  Johnson  , 

Secretary. 

[F.    R     Doc.    49-176;     Filed,    Jan.    7.    1949; 
8:48  a.  m.l 


Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and,  after 
all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include  rec- 
ommended findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  Issues  of  fact.  law. 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  or- 
der; all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 

[seal]  Otis  B.  Johnson. 

Secretary. 

[F.    R.    Doc.    49-177;    Filed.    Jan.    7,    1949; 
8:48  a.  m.] 


(Docket  No.  56041 

Delicia  Chocolate  and  Candy  Mrc.  Co. 
AND  United  Disttibutors.  Inc. 

ORDER  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  ofBce  In 
the  city  of  Washington.  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 


[Docket  No.  66051 
New  England  Ccntectionery  Co. 

ORDFR  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. ^  „ 

It  is  ordered.  That  Webster  Balhnger, 
a  Trial  Examiner  of  ttiis  Commission,  be 
and  he^ereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday,  January  24.  1949.  at 
two  o'clock  in  the  afternoon  of  that  day 
•  eastern  standard  time>.  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing, Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  In  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.    The 


(Docket  No.  56061 


Charles  N  Miller  Co.  and  John  Mackin- 
tosh &  Sons,  Ltd..  Inc. 

order   appointing  tuial   examiner   and 

FIXING     TIME     AND     PLACE     FOR     TAKING 

testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  it.s  office  in 
the  city  of  Washington,  D.  C,  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
ml-sslon. 

It  is  ordered.  That  Webster  Ballinger, 
a  Trial  Examiner  of  this  CommjjSslon.  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  January  26.  1949. 
at  two  o'clock  in  the  afternoon  of  that 
day  (eastern  standard  time>.  in  Hearing 
Room,  Federal  Trade  Commission  Build- 
ing. WaslUngton.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
Intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon 
all  the  material  Issues  of  fact.  law.  or 
discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 
of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 
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(Docket  No.  5607) 
F.  B.  Washburn  Candy  Corp. 

ORDER  appointing  TRIAL  EXAMINER  AND 
fixing  time  and  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade 
Commission, 

It  is  ordered.  That  Webster  Ballinger,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
foim  all  other  duties  authorized  by  law; 

//  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday,  January  28.  1949,  at  ten 
o'clock  in  the  forenoon  of  that  day 
(eastern  standard  time),  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington,  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  Is  directed  to  pro- 
ceed Immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondent. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
*  after  all  Intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  In- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  Issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 
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begin  on  Monday,  January  31,  1949,  at 
two  o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time),  in  Room  332. 
Federal  Trade  Commission  Building. 
Wa.shlngton.  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  Include  recommend- 
ed findings  and  conclusions,  as  well  as 
the  reasons  or  basis  therefor,  upon  all 
the  material  Issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson, 

Secretary. 

|F.    R.    D<5C.    49  180;     Filed.    Jan.    7,    1949; 
849   a.  m.j 


By  the  Commission 

[SEALl 


Otis  B.  Johnson. 

Secretary. 

IF     R.    Doc.    49-179:    Filed,    Jan.    7,    1949; 
8:48  a.  m] 


By  the  Commission. 


[SEAL] 


Otis  B.  Johnsow. 
Secretarv. 


(F.    R.    Doc.    49-178;    Filed.    Jan.    7,    19-19; 
6:48  a.  m.] 


(Docket  lio.  56081 
American  Chicle  Co. 

order  APPOINTING  TRI.\L  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Webster  Ballinger, 
a  Trial  Examiner  of  this  Commission, 
be  and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 


(Docket  No.   56091 

Planters  Nut  and  Chocol.ate  Co. 

ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PL\CE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mi-ssion. 

It  is  ordered.  That  Abner  E.  Lipscomb, 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday,  February  2.  1949, 
at  two  o'clock  in  the  afternoon  of  that 
day  (eastern  standard  time).  Hearing 
Room,  Federal  Trade  Commission  Build- 
ing. Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  In  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony'  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
Intervening  procedure  as  required  by  law, 
will  close  the  ca.se  and  make  and  .serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact.  law.  or 
discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 


ur 

of  which  shall  become  a  part  of  the  rec- 
ord in  said  proceeding. 

By  th«  Commission. 

[seal]  Otis  B.  Johnson, 

Secretary. 

[F.    R.    Doc.    49-181;     Filed,    Jan.    7.    1949; 
8:49  a.  ml 


(Docket  No.  56111 

Euclid  Candy  Co.  of  Illinois 

ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  .session  of  the  Federal 
Trade  Commi.sslon.  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the 
29th  day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission, 

It  is  ordered,  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  Is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday,  February  7,  1949,  at 
two  o'clock  In  the  afternoon  of  that  day 
(eastern  standard  time).  Hearing  Room, 
Federal  Trade  Commission  Building. 
Washington,  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  Is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondent.  The  Trial 
Examiner  will  then  close  the  taking  of 
testimony  and  evidence  and,  after  all  in- 
tervening procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  rea.sons  or  basis  therefor,  upon  all 
the  material  issues  of  fact,  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
In  said  proceeding. 

By  the  Commission. 

[seal!  Otis  B.  Johnson. 

Secretary. 

\F.    R     Doc.    49-182;    Filed,    Jan.    7.    1949; 
8:49  a.  m] 


(Docket  Ntf.  66151 

Kimbell  Candy  Co. 

ORDER     appointing     TRI.1L     EX.AMINER     AND 

fixing   time   and   place    for   taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In  the 
city  of  Washington,  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 
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This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade 
Commission. 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  Is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  February  16.  1949. 
at  two  o'clock  in  the  afternoon  of  that 
day  (eastern  standard  time>,  in  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Washington,  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and.  after 
all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  issues  of  fact,  law. 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

[  SEAL  1  Otis  B.  Johnson. 

Secretnru. 

|F     R.    Doc.    49-183.    Piled.    Jan.    7,    1949; 
8:49  a.  m.J 


NOTICES 

ceed  immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondent. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
elusions,  as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact.  law.  or  discretion  presented  on  the 
record,  and  an  appropriate  recom- 
mended order;  all  of  which  shall  become 
a  part  of  the  record  in  said  proceeding. 

By  the  Commission. 

(sealI  Otis  B.  Johnson. 

Secretary. 

[F.    R.    Doc.    49-181;    Filed.    Jan.    7.    1949: 
8:49  a.  m.\ 


[Docket  No.  5617) 
Univkrs.^l  Match  Corp. 

ORDER  appointing  TRUL  EXAMINER  AND 
riXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  te.stimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. _  .  , 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

n  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday.  February  21.  1949.  at 
two  o'clock  in  the  afternoon  of  that  day 
(eastern  standard  time) ,  Hearing  Room. 
Federal  Trade  Commission  Building, 
Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 


( Docket  No.  6619] 
Paul  F.  Beich  Co. 


ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the  29th 
day  of  December  A.  D.  1948. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Earl  J.  Kolb.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday.  February  25.  1949,  at 
ten  o'clock  in  the  forenoon  of  that  day 
(eastern  standard  time).  Hearing  Room, 
Federal  Trade  Commission  Building, 
Washington,  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
in  behalf  of  the  respondent.  The  Trial 
Examiner  will  then  close  the  taking  of 
testimony  and  evidence  and.  after  all  In- 
tervening procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve  on 
the  parties  at  issue  a  recommended  de- 
cision which  shall  include  recommended 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  the 
material  Issues  of  fact.  law.  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recwnmended  order;  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtrrHORmr:  40  Stat.  411,  85  Stat.  839,  Pub. 
Laws  322,  671.  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616.  E.  O.  6193, 
July  6,  1942,  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14,  1946,  11  P.  R.  11981. 

(Return  Order  2441 

MICHAELA  MOUTZOURIDOtT 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  Number.  Notice  of  In- 
tention to  Return  Publistted.  and  Property 

Mlchaela  Moutzourldou,  Athens,  Greece, 
6869,  November  23.  1948  (13  F.  R  6898);  all 
right,  title.  Interest  and  clalpa  or  any  kind 
or  character  whatsoever  of  Fritz  Lustgarteu 
In  and  to  the  estate  of  Slgmund  Lurtgarten, 
deceased. 

Appropriate  documents  and  papers 
eflfectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C.  on 
January  3.  1949. 

For  the  Attorney  General. 

[SEALl  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49  201:    Piled.    Jan.    7,    1949; 
8:55  a.  m.l 


By  the  Commission. 


[SEALl 


Otis  B.  Johnson. 
Secretary. 


IF.    R.    Doc,    48-188:    Piled,    Jan.    7.    1949; 
8:49  a.  m.| 


Bronislaw  L.  Beilin 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing with  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses ; 

Claimant,  Claim  No.,  and  Property  and 
Location 

Bronislaw  L.  Bellln,  c  o  Domo  Furniture 
Manufacturing  Co.,  171  Minna  Street,  San 
PranclBCO.  Calif,  6079,  $39,632.32  In  the 
Treasury  of  the  United  States. 

Executed  at  Washington,  D.  C,  on 
January  3,  1949. 

For  the  Attorney  General. 

[SEALl  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-202;    Piled.    Jan.    7,    1949; 
8:55  a.  m.] 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10020 

Prescribing  the  Manual  for   Cotjrts- 
Mastul,  U.  S.  Army,  1949 

Correction 

Executive  Order  10020,  appearing  In 
Part  II  of  the  issue  for  Wednesday,  De- 
cember 8.  1949,  as  P.  R.  Doc,  48-10746, 
is  corrected  as  follows: 

1.  In  the  eighth  line  of  the  third  col- 
umn on  page  7549  the  word  "these" 
should  read  *'thelr". 

2.  In  the  Table  of  Maximum  Punish- 
ments under  Article  of  War  96  the  fol- 
lowing changes  are  made; 

a.  On  page  7558.  the  penalty  for  as- 
sault and  battery  upon  a  female  under 
the  age  of  16  years,  now  reading  2 
months,  should  read  2  years. 

b.  In  the  second  column  on  page  7559 
the  last  entry  should  read;  "Wrongfully 
taking  or  wrongfully  taking  and  using 
the  property  of  another,  with  the  intent 
to  deprive  the  owner  temporarily  of  his 
property:". 

3.  In  the  third  column  on  page  7566 
the  next  to  the  last  line  should  read: 
"or  event  and  to  know,  or  to  ascertain". 

4.  In  the  third  column  on  page  7617 
paragraph  189  should  read: 

189.  In  that  ._ did,  at , 

on  or  about 19 .  with  Intent 

to  deprive  the  owner  temporarily  of  his 
property,  wrongfully  (and  without  the  con- 
sent of  the  owner)  (and  without  authority), 
(take)  (take  and  use)  (use)  (appropriate) 
a  certain  (motor  vehicle)  (motion  picture 
camera)     (bunting    rifle)     (evening    gown) 

( ),    value    about    | ,    property 

of r 

5.  In  the  first  column  on  page  7627 
paragraph  10  should  read; 

10.  In  the  foregoing  case  of . 

the  sentence  Is  approved  and  will  be  duly 
executed,  but  the  execution  of  that  portion 
thereof  adjudging  dishonorable  (or  bad  con- 
duct) discharge  Is  (suspended)  (suspended 
until  the  soldier's  release  from  confine- 
ment.      Is  designated  as  the  place 

of  confinement.)  * 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  10 — Special  Transitional 
Procedures 

Part  24 — Formal  Educational  Require- 

UENTS    FOR    APPOI.NTMENT    IO    CERTAIN 

Scientific,    Technical,    and    Profes- 
sional Positions 

miscellaneous  amendments 

1.  Section  10.111  (a)  is  amended  to 
read  as  follows: 

S  10.111  Reemployment  benefits  after 
transfer,  (a)  (1>  Any  person,  except 
one  who  was  holding  a  temporary  posi- 
tion, who  was  tran.sferred  by  the  Com- 
mission with  reemployment  rights  under 
authority  of  Executive  Order  No.  8973  or 
9067  or  War  Manpower  Commission 
Directive  No.  X.  shall  be  entitled  to  the 
rights  specified  in  paragraph  (b)  of  this 
section  if  he  gives  the  agency  in  which 
he  has  reemployment  rights  30  days'  ad- 
vance written  notice  of  his  Intent  to 
exercise  his  reemployment  rights,  and  if 
he  is  still  qualified  to  perform  the  duties 
of  the  position. 

.(2)  The  advance  written  notice  must 
be  given  not  later  than  40  days  after  the 
beginning  of  a  furlough  from  the  agency 
to  which  transferred  or  not  later  than  40 
days  after  the  date  of  separation  from 
that  agency,  if  separation  is  made  with- 
out furlough.  Once  the  advance  written 
notice  has  been  given  it  may  not  be  with- 
drawn without  forfeiture  of  the  rights 
provided  in  this  section. 

<3)  Except  as  provided  in  subpara- 
graphs (4)  and  <5)  of  this  paragraph,  all 
existing  reemployment  rights  acquired 
under  authority  of  Executive  Order  No. 
8973  or  9067  or  War  Manpower  Commis- 
sion Directive  No.  X.  shall  expire  on  Oc- 
tober 22.  1948.  unless  advance  written 
notice  of  intent  to  exercise  such  rights 
shall  have  been  given  before  that  date. 

(4)  Persons  who  on  October  22.  1948, 
were  serving  in  a  Federal  agency  which 
on  that  date  was  being  liquidated  or  was 
required  by  statute  to  be  liquidated,  may 
exercise  their  reemployment  rights  after 
October  22,  1948.  if  advance  written  no- 
tice of  Intent  to  exercise  such  rights  is 
given  not  later  than  40  days  after  the 
beginning  of  a  furlough  or  the  date  of 

(Continued  on  next  page) 
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separation  from  the  function  undergo- 
ing liquidation  or  not  later  than  six 
months  after  the  legal  end  of  the  war, 
whichever  is  sooner. 

(5)  Persons  who  are  separated  from 
the  armed  forces  or  released  from  the 
merchant  marine  after  October  22,  1948, 
who  would  have  acquired  restoration 
rights  if^hey  had  entered  the  armed 
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forces  or  the  merchant  marine  from  the 
agency  from  which  they  originally  trans- 
ferred and  who  have  not  taken  any  ac- 
tion subsequent  to  October  22,  1948, 
which  resulted  in  the  extension  of  their 
periods  of  service  in  the  armed  forces  or 
the  merchant  marine,  may  exercise  their 
reemployment  rights  if  advance  written 
notice  of  their  intention  to  do  so  is  given 
not  later  than  90  days  after  separation 
from  the  armed  forces  or  release  from 
the  merchant  marine  or  not  later  than 
six  months  after  the  legal  end  of  the  war, 
whichever  is  sooner. 

(R.  S.  1753;  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633) 

2.  The  headnotes  of  §5  24.50.  24.53, 
24.54,  24.56.  and  24.87  are  amended  to 
read  as  follows: 

§  24.50     Forest  Ecologist,  P-439-2-5. 

§  24.53  Forest  Soils  Technologist, 
P-491-2-5. 

i  24.54  Forester  (Forest  Manage- 
ment). P-439-2-6. 

§  24.56     Silviculturist.  P-439-2-S. 

$  24.87  Soil  Scientist  (positions  in- 
volving highly  technical  research,  design, 
or  development,  or  similar  complex 
scientific  functions).  P-491-2-7. 

(Sec.  5,  58  Stat.  388;  5  U.  S.  C.  Sup.  854) 

♦ 

United  States  Civil  Serv- 
ice Commission. 
[SEALl     H.  B.  Mitchell, 

President. 

IP.    B.    Doc.    49-205;    Piled.    Jan.    10,    1949; 
8:45  a.  m.] 
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Chapter   II! — Foreign   and   Territorial 
Compensation 

Subchapter  ft^Th*  S*<r*tary   of   Stat* 
I  Foreign  Service  Reg.  8-53) 

Part  325— Additional  Compensation  in 
■^  Foreign  Areas 

designation  of  differential  posts 

Under  the  authority  of  "section  207, 
Public  Law  491,  80th  Cong.,  as  amended 
by  section  104.  Public  Law  862,  80th 
Cong..  Part  I.  E.  O.  10000,  Sept.  16,  1S48, 
13  F.  R.  5453.  §  325.11  is  amended,  effec- 
tive as  of  the  beginning  of  the  pay  period 
which  includes  J.  uary  2,  1949,  to  read 
as  follows: 

§  325.11  Designation  of  differential 
posts.  The  following  places  are  desig- 
nated as  differential  posts  at  which  each 
eligible  employee  shall  be  paid  additional 
compensation  in  the  form  of  a  foreign 
post  differential  in  accordance  with  these 
regulations: 

(a)  At  the  rate  of  25  percent  of  basic 
compensation : 


Dar-cf-Salaaia.    Ta- 

ganylka. 
Davao,  Philippines. 
El  Palmar,  Mexico. 
Fortaleaa,  BrazU. 
Odansk        (Danzig), 

Poland. 
Georgetown,  British 

Oulana. 
Guayaquil.  Ecuador. 
Haifa,  Israel. 
Hankow,   China. 
Hanoi.  French  Indo- 
china, 
nigan,  Philippines. 
Jerusalem. 
Jidda.  Saudi  Arabia. 
Jolo,  Philippines. 
Kabul,  Afghanistan. 
Kaesong,   Korea. 
Karachi,  Pakistan. 
Kwangju,   Korea. 
Lagos.   Nigeria. 
Lahore.   Pakistan. 
Legaspl.  Philippines. 
Leojx)ldvllle,  Belgian 

Congo. 
Los  Dlamantes.  Gua- 

piles.  Costa  Rica. 
Luanda,      Angola 

( Portuguese    West 

Africa ) . 
Madras.  India. 
Managua,  Nicaragua. 
Marfranc.  Haiti. 


Accra,  Gold  Coast. 

Addis  Ababa,  Ethi- 
opia. 

Aden.  Aden  Protec- 
torate. 

Baghdad, Iraq. 

Bangkok,  Slam. 

Basra.  Iraq. 

Batavla,  Java. 

Belgrade,  Yugoslavia. 

Belize.  British  Hon- 
duras. 

B.uefieldfl,  Nicara- 
gua. 


Buenaventura,  Co- 
lombia. 

Cagayan,  Philip- 
pines. 

Calama,  Chile. 

Calcutta.  India. 

Canton,  China. 

Caplz.  Philippines. 

Chlnhae.  Korea. 

Chunchon,  Korea. 

Chungking,  China. 

Dalren,  China. 

Dakar.  French  West 
Africa. 


Ilartlnique,     French 
West  Indies. 

Mombasa,  Kenya. 

Monrovia,  Liberia. 

Mukden,  China. 

Munsan,  Korea. 

New  Delhi.  India. 

Okinawa    (see    RyU- 
kyu  Islands) . 

Para  (Belem) ,  Brazil. 

Paramaribo,       Suri- 
nam. 

Poznan,  Poland. 

Rangoon,  Burma. 

Ryuku  Islands. 

Saigon,   French    In- 
dochina. 

San  Isldro  Del  Gen- 
eral, Costa  Rica. 

Ban  Pedro  Sula,  Hon- 
duras. 

Subic     Bay,     Philip- 
pines. 

Taegu.  Korea. 

Taejon.  Korea. 

Taipei.  Taiwan  (For- 
mosa) . 

Tel  Aviv.  Israel. 

Tlhwa.  China. 
Turrlalba,      Costa 
Rica. 

Uijongbu.  Korea. 
Zamboanga.  Philip- 
pines. 


(b)  At  the  rate  of  20  percent  of  basic 
compensation: 


Ascom.  Korea. 

Asuncion.  Paraguay. 

Bombay,  India. 

Bucharest.  Rumania. 

Camp  GTDonnell, 
Philippines 

Camp  Sobinggo, 
Korea. 

Cavite,  Philippines. 

Cebu.  Philippines. 

Dhahran,  Saudi 
Arabia 

Hollo,  Philippines. 

Inchon.  Korea. 

Kimpo.  Korea. 

Kunming.  China. 

La  Gualra.  Venezu- 
ela. 

La  Paz.  Bolivia. 


Manila,  Philippines. 

Merlda.  Mexico. 

Moscow,  U.  S.  S.  R. 

Puerto  La  Cru^ 
Venezuela. 

Quito,  Ecuador. 

Plchlllngue.  Ecuador. 

Pulupandau.  Philip- 
pines. 

Pusan,  Korea. 

Seoul,  Korea. 

Shanghai,  China. 

Sofia,  Bulgaria. 

Suva,  FIJI  Islands. 

Tabriz,  Iran. 

Tlngo  Maria.  Peru. 

Victoria,  Brazil. 

Warsaw,  Poland. 


(c)  At  th^rate  of  15  percent  of  basic 
compensation: 


Angeles.  Philippines. 

Antofagasta.  Chile. 

Bahia  (Salvador), 
BrazU. 

Berlin,  Germany. 

Budapest.    Hungary. 

Camaguey.  Cuba. 

Colombo,  Ceylon. 

Dumaguete,  Philip- 
pines. 

Frobisher  Bay,  Baffin 
Island. 

Godthaab,  Green- 
land. 


Hong  Kong. 

Konya,  Turkey. 

Lourenco  Marques, 
Mozambique. 

Maracaibo,  Venezu- 
ela. 

Nanking.  China. 

Popayan.    Colombia. 

Port-au-Prince,  Hai- 
ti. 

Tacloban,  Philip- 
pines. 

Tehran.  Iran. 

Veracruz,  Mexico. 


Keflavik.  Icelaiul. 

Kingston,  Jamaica. 
BNI. 

Kuala  Lumpur,  Ma- 
laya. 

Lima.  Peru. 

Mazatlan,   Mexico. 

Mexican,  Mexico. 

Narsarssuak,  Green- 
land. 

Noumea,  New  Cale- 
donia. 

Oporto,  Portugal, 

Patras,  Greece. 

Pernambuco  (Re- 
cife), Brazil. 

Ponta  Delgada, 
Azores. 

Port  of  Spain,  Trini- 
dad. 


(d)  At  the  rate  of  10  percent  of  basic 
compensation: 


Alexandria.  Egypt. 

Bagulo.    Philippines. 

BarranquiUa,  Co- 
lombia. 

Belterra.  Brazil. 

Bogota,  Colombia. 

Bratislava,  Czecho- 
slovakia. 

Cairo,  Egypt. 

Caracas,  Venezuela. 

Cludad  Trujillo,  Do- 
minican  Republic 


Cochabama,   Bolivia. 

Elizabethville,  Bel- 
gian Congo. 

Germany — all  posts 
except  Berlin. 

Goose  Bay,  Labrador. 

Guaymas,  Mexico. 

Izmir,  Turkey. 

Japan — all  posta  on 
Honshu,  Shlkoku, 
Nyushu,  and  Hok- 
kaido. 
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P  r  a  h  a,  Czechoslo- 
vakia. 

Reykjavik,  Iceland. 

Santiago  de  Cuba, 
Cuba. 

Singapore.    * 

Tampico,  Mexico. 

Tananarive,  Mada- 
gascar. 

Tegucigalpa,  Hon- 
duras. 

Teneflfe,  Canary  Is- 
lands. 

Tientsin,  China. 

Trieste,  Free  Terri- 
tory of. 

Tsingtao,  China. 

Vienna.  Austria. 

Wels,  Austria. 

Zagreb,  Yugoslavia. 


For  the  Secretary  of  State. 

[SEAL]  John  E.  Peurifoy, 

Assistant  Secretary. 

[F.    R.    Doc.    49-231;    Filed,    Jan.    10,    1949: 
849  a.  m.l 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Mar- 
keting Administration  and  Com- 
modity Credit  Corporation,  Depart- 
ment of  Agriculture 

Subchapter     C — Loons,     Purchases,     and     Other 
Operations 

11948  C.  C.  C.  Dry  Edible  Bean  Bulletin  1, 
Amdt.  3 1 

Part  603 — Beans,  Dry  Edible 

st7bpart — 1948  dry  edible  bean  loan  and 
pxtrchase  agreement  program 

The  bulletin  issued  by  Commodity 
Credit  Corporation  and  the  Production 
and  Marketing  Administration,  published 
in  13  F.  R.  5256,  6348,  and  8175,  contain- 
ing the  requirements  of  the  1948  Dry 
Edible  Bean  Price  Support  Program,  is 
f urtjjer  amended  as  follows : 

Section  603.2,  Availability  of  loans  and 
purchases,  paragraph  (b)  Time  is 
amended  by  striking  December  31,  1948, 
and  entering  in  lieu  thereof  February 
28,  1949. 

Issued  this  6th  day  of  January  1949. 

[seal]  Elmer  F.  Kruse, 

Manager, 
Commodity  Credit  Corporation. 

Approved:  January  6,  1949. 

Ralph  S.  Trigg, 
President, 
Commodity  Credit  Corporation. 

[F.    R.    Doc.    49-229;    Filed,    Jan.    10,    1949; 
8:49  a.  m.l 


^  TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Mor- 
keting  Administration  (Standards, 
Inspections,  Marketing  Practices), 
Department  of  Agriculture 

Subchapter  D — Warehouse  Regulations 

Miscellaneous  Amendments 

Correction 

In    Federal    Register    Document    48- 
11372,  appearing  at  pace  8728  of  the  issue 
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for  Thursday.  December  3Q,  1948,  the  sec- 
tion number  under  amending  paragraph 
18  should  read  "§  106.69". 


Chapter  VIM — Production  ond  Mar- 
keting Administration  (Sugar 
Branch),  Department  of  Agriculture 

IS.  D.  280) 

Part  802— Sugar  Determinations 

DETERMINATION  OF  FAIR  AND  REASONABLE 
PRICES  FOR  1949  CROP  OF  VIRGIN  ISLANDS 
SUGARCANE 

Pursuant  to  the  provisions  of  section 
301  (O  (2>  of  the  SuRar  Act  of  1948. 
after  investigation,  and  due  considera- 
tion of  the  evidence  obtained  at  the 
public  hearing  held  in  Christiansted.  St. 
Croix.  Virgin  Islands,  on  September  27. 
1948.  the  follov^ing  determination  is 
hereby  Lssued: 

§  802.53     Fair   and   reasonable   prices 
for  the  1949  crop  of  Virgin  Islands  sugar- 
cane    The  requirements  of  section  301 
(c)  (2)  of  the  Sugar  Act  of  1948.  with  re- 
spect to  fair  and  reasonable  prices  for 
the  1949  crop  of  Virgin  Islands  sugar- 
cane, shall  be  deemed  to  have  been  met 
by  any  processor  who.  as  a  producer,  ap- 
plies for  a  payment  under  the  said  act  if : 
(a)   Purchased  sugarcane  is  paid  for 
at  the  rate  of  not  less  than  the  f.  o.  b. 
mill  value  of  6  pounds  of  96"  raw  sugar 
per  one  hundred  pounds  of  such  sugar- 
cane when  the  average  quantity  of  such 
sugar  recovered  for  the  season  represents 
less  than  10  percent  of  the  weight  of  such 
sugarcane;  63  percent  of  the  f.  o.  b.  mill 
value  of  the  quantity  of  96"  raw  sugar 
recovered  when  the  average  quantity  of 
such  sugar  represents  10  percent  or  more 
but  less  than  12  percent  of  the  weight  of 
such  sugarcane:  and  65  percent  of  the 
f.  o.  b.  mill  value  of  the  quantity  of  96" 
raw  sugar  recovered  when  the  a\i8rage 
quantity  of  such  sugar  represents  12  per- 
cent or  more  of  the  weight  of  such  sugar- 
cane.   The  average  price  of  96°  raw  sugar 
(duty  paid  basis,  delivered)  for  the  week 
(or  such  other  period  as  may  be  agreed 
upon)  in  which  sugarcane  was  delivered, 
less  all  costs  involved  in  the  marketing 
of  such  sugar  (other  than  bags,  storage 
in  company  warehouses,  or  any  item  of 
expense  incurred  in  the  marketing   of 
such  sugar  which  is  reimbursed  in  whole 
or  in  part  by  the  Federal  Government 
or  any  agency  thereof)  shall  be  deemed 
to  be  the  f .  o.  b.  mill  value  of  such  sugar. 
The  weekly  average  price  of  raw  sugar 
(duty  paid  basis,  delivered)  shall  be  de- 
termined by  taking  the  simple  average  of 
the  daily  "spot"  quotations  of  96'  raw 
sugar  of  the  New  York  Coffee  and  Sugar 
Exchange   (Sugar  Contract  No.  5)    ad- 
justed to  a  duty  paid  basis.  delivere(||by 
....      ...  — *atioi 
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price  to  be  effective  under  this  determi- 
nation; and  ^  J  J 
(b)  There  is  paid,  per  one  hundred 
pounds  of  purchased  sugarcane,  an 
amount  equal  to  one-half  of  the  excess. 
If  any.  of  the  net  proceeds  derived  from 
the  sale  of  blackstrap  molasses  produced 
per  one  hundred  pounds  of  sugarcane  of 
the  1949  crop,  over  the  net  proceeds  from 
the  sale  of  blackstrap  produced  per  one 
hundred  pounds  of  sugarcane  from  the 
1941  crop. 
Statement  of  Bases  ancl  Considerations 


adding  to  each  daily  "spot"  quotation 
the  United  Slates  duty  prevaihng  on 
Cuban  raw  sugar  on  that  day.  except 
that  if  the  Director  of  the  Sugar  Branch 
determines  that  for  any  weekly  period 
such  average  price  does  not  reflect  the 
true  market  value  of  raw  sugar,  because 
of  inadequate  volume  or  other  factors, 
the  Director  may  designate  the  average 


(a)  General.    The  foregoing  determi- 
nation establishes  the    level    of    prices 
which  must  be  paid  for  1949  crop  sugar- 
cane purchased  by  producer-processors 
(I.  e.,  producers  who  are  also,  directly  or 
indirectly,  processors  of  sugarcane  as  one 
of  the  con(iitions  for  payment  under  the 
Sugar  Act  of  1948.    In  this  statement  the 
foregoing  determination,  as  well  as  de- 
terminations for  prior  crops,  will  be  re- 
ferred to  as  "price  determination"  identi- 
fied by  the  crop  year  for  which  effective. 
(b>   Requirements  of  the  Sugar  Act. 
In    determining    fair    and    reasonable 
prices,  the  Sugar  Act  requires  that  pub- 
lic hearings  be  held  and  investigations  be 
made.     Accordingly,   on   September   27. 
1948,  a  public  hearing  was  held  in  Chris- 
tiansted.  St.   Croix.   Virgin   Islands,   at 
which  time  interested  parties  presented 
testimony  with  respect  to  fair  and  rea- 
sonable prices  for  sugarcane  of  the  1949 
crop.     In   addition,  investigations  have 
been  made  of  economic  factors  pertinent 
to    the    sugar    industry    in    the    Virgin 
Islands.     In     determining     fair     and 
reasonable  prices  consideration  has  been 
given  to  testimony  presented  at  the  hear- 
ing and  to  information  resulting  from 
Inve.stigations. 

(c)   Background.    The  Sugar  Act  was 
made  applicable  to  the  Virgin  Islands  be- 
ginning with  the  1942  crop  of  sugarcane. 
Under  the  price  determinations  for  the 
1942.   1943.   and    1944   crops,   producers 
were  paid  a  f .  o.  b.  mill  value  of  6  pounds 
of  sugar  for  each  one  hundred  pounds 
of  sugarcane  delivered  regardless  of  the 
quality  of  the  cane.    This  sharing  rela- 
tionship continued  that  wftich  was  in  ef- 
fect In  years  prior  to  1942.    Beginning 
with  the  1944  crop,  recovery  of  sugar 
from  sugarcane  was  improved  through 
the  operation  of  a  more  efficient  sugar 
mill.     Since  the  operation  results  were 
significantly  better  than  the  results  ob- 
tained in  prior  years,  the  1945  price  de- 
termination provided  that  the  producers* 
share  of  the  f.  o.  b.  mill  value  of  raw 
sugar  should  be  65  percent  when  the 
average  outturn  was  12  pounds  or  more  of 
sugar  per  one  hundred  pounds  of  sugar- 
cane  and  63  percent  when  the  average 
outturn  was  10  to  12  pounds.    When  the 
average  outturn  was  less  than  10  pound.s 
of   sugar  per  one  hundred   pounds  of 
sugarcane,  it  was  provided  that  producers 
were  to  receive  the  f.  o.b.  mill  value  of  6 
pounds  of  96°  raw  sugar  per  one  hun- 
dred pounds  of  sugarcane.    This  sharing 
relationship  was  continued  in  the  price 
determinailon  for  the  1946.  1947.  and 

1948  crops. 

Each  price  determination  since  1942 
has  provided  for  payment  to  producers 


of  a  molasses  bonus  equal  to  one-half  of 
the  amount  by  which  the  net  proceeds 
from  blackstrap  molasses  of  the  current 
crop  exceeded  such  proceeds  from  the 
1941  crop. 

(d»  1949  price  determination.  The 
1949  price  determination  continues  the 
same  pricing  arrangements  as  were  ef- 
fective for  the  1948  crop. 

An  examination  of  conditions  within 
the  sugar  industry  in  the  Virgin  Islands 
indicates  that  the  usual  standards  can- 
not be  applied.   The  Virgin  Islands  Com- 
pany, under  the  direction  of  the  Interior 
E>epartment.  is  the  only  purchaser  of  su- 
garcane in  the  Islands.    The  project  was 
developed  and  has  continued  to  operate 
primarily  to  provide  employment  to  the 
people  of  the  Islands.    The  financial  re- 
sults of  the  operations  of  the  Company 
with  respect  to  sugar  have  been  generally 
unfavorable,  due  in  large  part  to  small 
volume  and  low  quality  sugarcane.    The 
annual  loss  on  sugar  operations  for  the 
past  seven  years  has  been  very  significant 
and  it  is  not  expected  that  sugar  pro- 
duction for  the  1949  crop  combined  with 
other  factors  will  place  the  Company  in 
a  profit  position.   However,  the  Company 
is  striving  to  reduce  its  los.ses  on  future 
crops  through  continued  improvements 
In  agricultural  and  milling  operations. 
While  if  is  recognized  that  independent 
producers  are  subject  to  the  several  haz- 
ards herein  mentioned  and  that  the  pres- 
ent sharing  of  sugar  values  may  not  re- 
sult in  individually  profitable  operations, 
producers  in  this  area  enhance  their  in- 
comes through  employment  by  the  Vir- 
gin Islands  Company   which   produces 
more  than  one-half  of  the  annual  crop 
of  sugarcane.    The  present  sharing  re- 
lationship provides  returns  to  producers 
for  low  quality  sugarcane  considerably  in 
excess  of  returns  to  producers  in  other 
domestic  producing   areas  for  similar 
sugarcane. 

Accordingly.  I  hereby  find  and  con- 
clude that  the  foregoing  price  determina- 
tion will  effectuate  the  price  provisions 
of  the  Sugar  Act  of  1948. 


(Sees.  301.  403.  61  Stat.  929.  932;  7  U.  S.  C. 
1131.1153) 
Issued  this  6th  day  of  January  1949. 

[SEAL]  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

|F.    R.    Doc.    49-228:    Filed.    Jan.    10,    1949; 
8:49  a.  m.| 


TITLE  19— -CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

P.\RT  1— Customs  Districts   and  Ports 

DISCONTINUANCE  OF  CODIFICATION 

NofK:  The  codification  of  §  1  21  is  dis- 
continued. For  a  revision  of  the  text  of 
this  section,  see  F.  R.  Doc.  No.  49-222, 
under  Department  of  the  Treasury.  Bu- 
reau of  Customs,  in  the  Notices  section. 
iufra. 


Tuesday,  January  11,  1949 

TITLE  24—HOUSING  AND 
HOUSING  CREDIT 

Chapter  I — Home  Loan  Bank  Board, 
Housing  and  Home  Finance  Agency 

Subchapter   A-^tegulaliont    of    the    Home    Leon 
Bonk  Board 

Svbchgpttr  B — Federal  Home  Lean  Bank  System 
I  No.  1285] 

Amendment  and  Redesign ation  of  Rules 
and  r£gm.ati0ns  relating  to  operation 

Correction 

In  Federal  Register  Document  48- 
11162.  appearing  at  page  8263  of  the  issue 
for  Thursday.  December  23,  1948,  the 
following  corrections  are  made: 

1.  In  the  second  sentence  of  5  122.26 
the  word  "the"  should  appear  immedi- 
ately before  "May  31." 

2.  In  the  30th  line  of  S  122.29  the  word 
"change"  should  read  "chance.ll- 

3.  The  headnote  for  S  124.1  should 
read  "Bank  quarters." 


FEDERAL  REGISTER 

for  Thursday.  December  23,  1948.  the 
following  corrections  are  made: 

1.  The  7th  line  of  S  181.0  should  read 
"member  or  members  of  said  Board  of 
Directors  and."  ^ 

2.  The  first  three  words  of  the  resolu- 
tion under  paragraph  (a)  of  S  181.7 
should  read  "Be  it  resolved,". 

3.  The  headnote  for  !  183.1  should  read 
"Costs,  expenses,  fees;  payment." 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  II — OfRce  of  Defense 
Transportation 

Part  500 — Conservation  of  Rail 

Equipment 

carload  freight  traffic 

Cross  Reference:  For  an  exception  to 
the  provisions  of  §  500.72,  see  Part  520 
of  this  chapter,  infra. 


Subchopter  E — Home  Ownert'  Loan  Corporation 

I  No.    1288] 

Revision  and  Redesicnation  of  Codified 
Rm.Es  and  Regulations  of  Home  Own- 
IRS"  Loan  Corporation 

Correction 

In    Federal    Register    Document    48- 
11165,  appearing  at  page  8273  of  the  issue 


[Special  Direction  ODT  18A-1,  Amdt.  15] 

Part  520 — CoNSERV.^TION  of  Rail  Equip- 
ment; Exceptions,  Permits,  and  Spe- 
cial Directions 

carload  freight  traffic 

Pursuant  to  the  provisions  of  §  500.73 
of  General  Order  ODT  18A,  Revi-sed,  as 
amended,  Special  Direction  ODT  18A-1, 
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as  amended  (8  F.  R.  14481;  9  F.  R.  117, 
7585;  10  P.  R.  12456.  12747;  11  F.  R. 
9084,  10662,  12183;  12  P.  R.  105;  13  F.  R. 
779.  2174,  3278,  5238.  6286,  7716),  is 
hereby  further  amended  by  changing 
Item  847  thereof  to  read  as  follows: 

847.  Roofing  materials,  sidings,  or  shingles. 
Composition  or  prepared.  Including  asphalt 
or  asbestos  shingles,  straight  or  mixed  car- 
loads, shall  be  loaded  to  a  weight  not  less 
than  45,000  pounds. 

This  Amendment  15  to  Special  Direc- 
tion ODT  18A-1  shall  become  effective 
January  8,  1949. 

(54  Stat.  676.  55  Stat.  236.  56  Stat.  177, 
58  Stat.  827.  59  Stat.  658.  60  Stat.  345, 
61  Stat.  34,  321,  Pub.  Law.s  395,  606,  80th  • 
Cong.;  50  U.  S.  C.  App.  633.  645,  1152; 
E.  O.  8989,  Dec.  18,  1941,  6  F.  R.  6725; 
E.  O.  9389,  Oct.  18.  1943,  8  F.  R.  14183; 
E.  O.  9729.  May  23,  1946.  11  F.  R.  5641; 

E.  O.  9919,  Jan.  3,  1948.  13  F.  R.  59; 
General  Order  ODT  18A.  Revised,  as 
amended.  11  F.  R.  8229.  8829.  10616, 
13320.    14172;    12  F.   R.    1034.   2386;    13 

F.  R.  2971) 

Issued  at  Washington.  D.  C,  this  6th 
day  of  January  1949. 

Lee  a.  Christiansen.  ' 
Director,  Railway  Transport  De- 
pajjfiient,   Office   of   Defense 
Transportation. 

(P.    R.    Doc.    49-214;    Piled.    Jan.    10,    1949; 
8:47  a.  m.j 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[7  CFR,  Part  721  ] 

Corn 

acreage  allotments  and  marketing 

QUOTAS 

Sections  327  and  328  of  the  Agricul- 
tural Adjustment  Act  of  1938.  as  amended 
(7  U.  S.  C.  1327.  1328),  require  the  Secre- 
retary  of  Agriculture  to  proclaim,  not 
later  than  February  1,  1949.  the  com- 


mercial corn-producing  area  and  the 
acreage  allotment  of  corn  for  the  calen- 
dar year  1949.  In  preparing  to  issue  such 
proclamations  the  Secretary  has  under 
consideration  sections  304  and  371  (b)  of 
that  act  (7  U.  S.  C.  1304,  1371  (b)), 
which  provide  that  the  marketing  quota 
provisions  thereof  shall  not  be  Invoked 
or  continued  in  effect  with  respect  to  any 
one  of  the  several  basic  commodities  In 
case  the  Secretary  finds  a  suspension  or 
termination  of  the  provisions  necessary 
to  protect  consumers  or  to  meet  a  na- 
tional emergency  or  material  increase  in 
export  demand. 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

|T.  D.  621211 

Customs  Districts  and  Ports 

organization.  rights,  privileges.  powers, 
and  duties  of  commissioner,  and 
duties  of  personnel 

January  5.  1949. 
Pursuant  to  the  authority  conferred 
upon  the  Secretary  of  the  Treasury  by 


the  provisions  of  law  cited  at  the  end 
hereof,  the  following  is  hereby  ordered: 
I.  Rights,  privileges,  powers,  and  duties 
conferred  or  imposed  upon  the  Commis- 
sioner of  CtLstoms.  Except  as  hereinafter 
sp>ecified.  there  are  hereby  conferred 
and  imposed  upon  the  Commissioner  of 
Customs,  subject  to  the  general  super- 
vision and  direction  of  the  Secretary  of 
the  Treasury,  all  the  rights,  privileges, 
powers,  and  duties  in  respect  of  the  im- 
portation- or  entry  of  merchandi.":e  into, 
or  the  exportation  of  merchandise  from. 


Any  person  Interested  in  the  afore- 
mentioned proclamations  to  be  made  by 
the  Secretary  may  submit  data,  views,  or 
recommendations  thereon  in  writing  to 
the  Director,  Grain  Branch,  Production 
and  Marketing  Administration,  Wash- 
ington 25.  D.  C.  All  submissions  must 
be  postmarked  not  later  than  January 
20,  1949. 

Issued  at  Washington.  D.  C,  this  6th 
day  of  January  1949. 


[SEAL] 


Ralph  S.  Trigg, 
Administrator. 


[F.    R.    Doc.    49-230:     Piled.    Jan.    10.    1S49: 
8:59  a.   m.| 


the  United  States  or  the  Virgin  Islands 
vested  in  or  Imposed  upon  the  Secretary 
by  the  Tariff  Act  of  1930,  as  amended, 
or  any  other  law:  Provided,  That  any 
such  rights,  privileges,  powers,  and 
duties  may  be  exercised  or  performed  by 
an  assistant  commissioner,  a  deputy  or 
assistant  deputy  commls.'-ioner,  a  collec- 
tor of  customs,  or  any  other  subordinate 
officer,  as  designated  by  the  Commis- 
sioner with  the  approval  of  the  Secre- 
tary, subject  to  such  limitations  and  con- 
ditions as  from  time  to  time  may  be 
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prescribed  by  the  Commissioner  with  tht 
approval  of  the  Secretary,  and  the  au- 
thority to  exercise  or  perform  any  such 
rights,  privileges,  powers,  and  duties, 
subject  to  such  limitations  and  condi- 
tions. Is  hereby  conferred  upon  the  afore- 
said officers  as  and  when  they  are  so 
designated. 

(1)  Whenever  in  the  opinion  of  the 
Importance,  he  shall  submit  the  question 
pending  for  decision  Is  of  exceptional 
Importance,  he  shall  submit  the  question 
to  the  Secretary  of  the  Treasury,  and  the 
decision  thereon  shall  be  made  by  the 
Secretary  of  the  Treasury  and  not  by  the 
Commissioner  of  Customs. 

(2»  All  regulations  shall  be  prescribed 
by  the  Commissioner  of  Customs,  with 
the  approval  «l  the  Secretary  of  the 
Treasury,  except  that  regulations  and  in- 
structions, not  inconsistent  with  the  gen- 
eral rules  and  regulations  of  the  Treas- 
ury Department,  which  are  effective  only 
against  persons  in  their  capacity  as  offi- 
cers, agents,  or  employees  of  the  Customs 
Service,  and  which  do  not  prescribe  pro- 
cedure which  the  public  should  know  or 
follow  in  dealing  with  the  Customs  Serv- 
ice, may  be  prescribed  by  the  Commis- 
sioner of  Customs  without  the  approval 
of  the  Secretary  of  the  Treasury. 

t3)  Requirements  of  regulations  which 
may  be  waived  in  accordance  with  law 
may  be  waived  by  the  Commissioner  of 
Customs,  but  if  any  new  qu?stion  or  un- 
usual circumstance  is  involved  the 
waiver  must  be  approved  by  the  Secre- 
tary of  the  Treasury. 

(4)  The  ascertainment,  determination. 
or  estimation,  and  declaration  of  boun- 
ties or  grants  under  section  303.  Tariff 
Act  of  1930.  .shall  be  made  by  the  Com- 
missioner of  Customs,  with  the  approval 
of  the  Secretary  of  the  Treasury,  except 
that  when  the  Commissioner  of  Customs, 
with  the  approval  of  the  Secretary,  has 
determined  and  declared  a  rule  for  calcu- 
lating or  estimating  the  net  amount  of 
any  such  bounty  or  grant,  the  collector 
of  customs  shall  ascertain  and  determine 
or  estimate  the  net  amount  of  the  bounty 
or  grant  paid  or  bestowed  in  respect  of 
any  particular  lot  of  Imported  merchan- 
dise, and  the  right  and  power  so  to  do 
are  hereby  conferred  upon  the  several 
collectors  of  customs. 

"5>  Any  order  under  section  511.  Tariff 
Act  of  1930.  prohibiting  the  importation 
of  merchandise  or  instructing  a  collector 
to  withhold  delivery  of  merchandise  shall 
be  made  by  the  Commi-s.-^ioner  of  Cus- 
toms, with  the  approval  of  the  Secretary 
of  the  Treasury. 

'6>  No  claim,  fine,  or  penalty  "includ- 
ing forfeiture"  in  excess  of  $20,000  shall 
be  compromised.  remiWwl.  or  mitigated 
without  the  approval  of  the  Secretary  of 
the  Treasury. 

(7)  Any  authority  which  may  be 
vested  in  the  Secretary  of  the  Treasury 
by  proclamation  of  the  Pre.sident  made 
pursuant  to  section  318.  Tariff  Act  of 
1930.  shall  be  exercised  by  the  Secretary 
of  the  Treasury  and  not  by  the  Commis- 
sioner of  Customs. 

«8)  Awards  of  compensation  to  in- 
formers under  section  619,  Tariff  Act  of 
19:30.  shall  be  m?.de  by  the  Commissioner 
of  Customs,  with  the  approval  of  the 
Assistant  Secretary  of  the  Treasury. 


NOTICES 

n.  Acting  CommissiOTier.  Acting  AS' 
tistant  Commissioner,  and  Acting  Deputy 
Commissioners.  The  Secretary  of  the 
Treasury  will  from  time  to  time  designate 
officers  of  the  Bureau  of  Customs  in 
Washington  to  act  as  Commissioner.  As- 
sistant Commissioner,  or  Deputy  Com- 
missioner of  that  Bureau  during  the  ab- 
sence or  disability  of  any  such  officer  or 
when  there  is  a  vacancy  in  the  office  of 
any  such  officer. 

III.  Previous  orders  superseded.  <1^ 
This  order  shall  be  effective  on  and  from 
the  date  of  Its  approval. 

(2)  This  order  supersedes  the  orders 
of  the  Secretary  of  the  Treasury  pub- 
lished in  T.  Ds.  49047,  49818.  50192.  51479. 
and  51584.  and  any  Instructions  and  reg- 
ulations in  conflict  herewith,  except  that 
it  shall  not  supersede  or  render  ineffec- 
tive any  of  the  provisions  of  the  orders 
published  in  T.  Ds.  51189  and  51609.  and 
all  delegations  of  rights,  privileges, 
powers,  and  duties  heretofore  made  to 
customs  officers,  which  have  not  been  re- 
voked and  are  not  incon.sistent  with  the 
provisions  of  this  order,  are  hereby  af- 
firmed and  continued  In  effect  until 
hereafter  revoked  or  modified. 

<  3 )  The  right  to  amend  or  supplement 
this  order,  or  any  part  thereof,  from 
time  to  time,  or  to  revoke  this  order  or 
any  provision  thereof,  at  any  time,  is 
expressly  reserved. 

19  CFR  Supps.  1.21  (quoted  in  19  CFR 
Supps.  100.3)  Is  amended  by  substituting 
the  foregoing  for  the  matter  now  appear- 
ing therein. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

(F.    R.    Doc.    49-222;    Piled,    Jan.    10,    1949; 
9:00  a.  in) 


|T.  D.  52122) 

Fines,  Penalties,  and  Liquidated 
Damages 

designation  of  deputy  commissioner  to 
make  decisions  respecting  remission 
or  mitigation 

Order  of  the  Commissioner  of  Customs 
designating  the  Deputy  Commissioner  of 
Customs.  Tariff  and  Marine  Administra- 
tion. Bureau  of  Customs,  to  make  deci- 
sions respecting  the  remission  or  miti- 
gation under  certain  conditions  of  fines, 
penalties,  and  liquidated  damages. 

Pursuant  to  the  order  of  the  Secretary 
of  the  Treasury,  publl.shed  as  T.  D.  52121. 
( 19  CFR  1.21 ) .  the  Deputy  Cnr^mis'^inner 
in  Charge  of  the  Division  of  Tariff  and 
Marine  Administration.  Bureau  of  Cus- 
toms, shall  make  final  decisions  as  to 
the  remission  or  mitigation  within  the 
purview  of  that  order  of  fines,  penalties 
(Including  forfeitures),  and  liquidated 
damages  in  amounts  not  exceeding  $2,000 
in  any  one  case. 

Frank  Dow. 
Acting  Commissioner  of  Customs. 

Approved:  January  5. 1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-223:    Piled.    Jan.    10.    1949; 
9:00  a.  ml 


NATIONAL  MILITARY 
ESTABLISHMENT 

Deportment  of  the  Army 

United  States  Military  Government 
Courts  for  Gekmany 

creation  and  organization;  codes  of 
procedure 

The  regulations  of  the  Military  GoVt 
ernment  for  Germany  (U.  S).  Part  3,  are 
amended  by  the  addition  of  new  sections 
3.6a.  3.6b.  and  3.6c.  setting  forth  Ordi- 
nances No.  31,  32.  and  33,  as  follows: 

Sec.  3.6a.  Ordinance  No.  Zl;  United 
States  Military  Government  Courts  for 
Germany:  creation  of  the  courts — (a) 
Article  1;  judicial  system.  A  system  of 
courts  is  hereby  established  for  the 
United  States  Area  of  Control  of  Ger- 
many, which  term  Is  defined  as  compris- 
ing the  Laender  of  Bavaria.  Bremen. 
Hesse.  Wuerttemberg-Baden  and  the 
United  States  Sector  of  Berlin.  The 
courts  so  created  shall  be  known  as 
United  States  Military  Government 
Courts  for  Germany. 

ORGANIZATION   OF  THE   COURTS 

(b)  Article  2;  Judicial  Districts.  The 
following  Judicial  districts  are  hereby 
established  within  the  United  States  Area 
of  Control: 

First  Judicial  District:  Comprised  of 
Land  Bremen;      y 

Second  Judicial  District:  Comprised  of 
the  United  States  Sector  of  Berlin; 

Third  Judicial  District:  Comprised  of 
Krelse  Alsfeld,  Biedenkopf.  Dillkreis, 
E.schwege,  FYankenberg,  Fritzlar-  Bcm- 
berg,  Fulda.  Giessen,  Hersfeld.  Refgeis- 
mar.  Huenfeld.  Kassel,  Lauterbach.  Mar- 
burg, Melsungen.  Oberlahnkreis.  Roten- 
burg.  Waldeck.  Wetzlar.  Wltzenhausen. 
Wolfhagen.  Ziegenhain,  all  in  Land 
Hesse; 

Fourth  Judicial  District:  Comprised  of 
Krelse  Bergstrasse.  Buedlngen.  Darm- 
stadt. Dleburg.  Erbach.  Frankfurt. 
Frlcdberp,  Gelnhausen.  Grossgerau. 
Hanau.  Limburg,  Maintaunus.  Ober- 
taunus.  Offenbach,  Rhelngau.  Schluech- 
tern.  Untertaunus,  Uslngen,  Wiesbaden, 
all  in  Land  Hc-sse: 

Fifth  Judicial  District:  Comprised  of 
Kroi  e  Bruchsal.  Buchen.  Heidelberg. 
Heilbronn,  Karlsruhe.  Kuenzels.-u. 
Mannheim,  Mer^rentheim.  Mosbach. 
Oenringen.  Pforzheim.  Sinsheim.  Tau- 
berbischofsheim  Vaihingen.  all  In  Land 
Wuerttemberg-Baden ; 

Sixth  Judicial  District:  Comprised  of 
Krelse  Aalen.  Backnanc.  Boeblingen. 
Crailsheim,  Esslingeni  Gmuend,  Hall, 
Heidenhcim,  Gcoppingcn.  Leonberg. 
Ludwigsburg.  Nuertlngen.  Stuttgart.  Ulm. 
Waiblingen.  all  in  Land  Wuerttemberg- 
Baden; 

Seventh  Judicial  District:  Comprised 
of  Krelse  Augsburp.  DillinRen.  Donau- 
woerlh,  Fuessen,  Guenzburg.  Illertlssen, 
Kaufbeuren.  K"mpten.  Krumbach. 
Markt-Oberdorf.  Mcmmlnnen.  Mindel- 
heim.  Neuburg.  Neu-Ulm.  Noerdlingen, 
Schwabmuenchcn.  Sonthofen,  Wertln- 
gen,  all  in  Land  Bivarla; 

Eighth  Judicial  District:  Comprised  of 
Krelse  Albling,  Aichach.  Altoctting, 
Berchtcsgadcn.      Dachau.      Ebersbcrg, 
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Erdlng,  Frelslng.  Friedberg.  Fuersten- 
feldbruck,  Garmisch-Partenkirchen,  In- 
golstadt.  Landsberg,  Laufen.  Mlesbach, 
Muehldorf.  Muenchen.  Pfaffenhofen. 
Rosenheim.  Schongwu.  Schrobenhausen, 
Starnberg.  Toelz.  Traunstein.  Wasser- 
burg.  Weilhelm,  Wolfratshausen.  all  in 
Land  Bavaria; 

Ninth  Judicial  District:  Comprised  of 
Krelse  Amberg.  Beilngries.  Bogen.  Burg- 
lengenfeld.  Cham.  Doggendorf.  Dingol- 
flng  Eggenf elden,  Eschenbach,  Crafenau, 
Griesbach,  Kelheim.  Kemnath.  Koetzt- 
ing.  Landau.  Landshut.  Mainburg,  Mal- 
lersdorf,  Nabburg,  Neumarkt.  Neunburg. 
Oberviechtach.  Parsberg.  Passau,  Pfarr- 
kirchen.  Regen.  Regensburg.  Riedenburg, 
Roding,  Rottenburg,  Straubing,  Sulz- 
bach,  Tirschenreuth,  Viechiach,  Vilsbl- 
burg,  Vilshofen,  Vohenstrauss,  Wald- 
muenchen.  Welden-Neustadt.  Wegscheid. 
Wolfsteln.  all  In  Land  Bavaria; 

Tenth  Judicial  District:  Comprised  of 
Krelse  Ansbach.  Bamberg,  Bayreuth. 
Coburg.  Dinkelsbuehlk  Ebermannstadt, 
Eichstaett.  Erlangen,  Feuchtwangen. 
Forchheim.  Fuerth,  Gunzenhausen. 
Hersbruck.  Hilpoltsteln,  HoechsUdt.  Hof . 
Kronach.  Kulmbach.  Lauf.  Lichtenfels. 
Muenchberg.  Nalla.  Neustadt.  Nuernberg. 
Offenheim.  Pegnitz.  Rehau.  Rothenburg 
o/T.  Scheinfeld.  Schwabach.~6tadtsteln- 
Bch.  Staffelsteln.  Weissenburg,  Wunsie- 
del.  all  In  Land  Bavaria; 

Eleventh  Judicial  District:  Comprised 
of  Krelse  Alzenau.  Aschaffenburg. 
Brueckenau.  Ebern.  Gemuenden,  Ger- 
oldshofen.  Haxnmelburg.  Hassfurt.  Hef- 
heim.  Karlstadt.  Kisslngen.  Kltzengen. 
Koenigshofen,  Lohr,  Marktheldenfeld, 
Mellrlchstadt.  Mlltenberg.  Neustadt. 
Obernburg.  Ochsenfurt.  Schweinfurt. 
Wuerzburg.  all  in  Land  Bavaria. 

(c)  Article  3;  Bittrict  Courts.  (V  A 
District  Court  Is  hereby  established  for 
each  Judicial  district  within  the  United 
States  Area  of  Control. 

♦2»  The  principal  seats  of  the  EMstrlct 
Courts  shall  be:  First  Judicial  District, 
Bremen ;  Second  Judicial  District.  United 
States  Sector  of  Berlin;  Third  Judicial 
District.  Marburg:  Fourth  Judicial  Dis- 
trict. Frankfurt;  Fifth  Judicial  District, 
Heidelberg;  Sixth  Judicial  District,  Stutt- 
gart; Seventh  Judicial  District.  Augs- 
burg; Eighth  Judicial  District.  Muen- 
chen; Ninth  Judicial  District.  Regens- 
burg; Tenth  Judicial  District.  Ansbach; 
Eleventh  Judicial  District.  Wuerzburg. 
The  District  Courts  may  sit  at  such 
places  within  their  Districts  as  may  be 
desirable. 

(3)  Each  District  Court  shall  consist 
of  one  or  more  District  Judges  and  one 

--•r  more  Magistrates  who  shall  sit  singly 
except  as  provided  In  subparagraph  (5) 
of  this  paragraph. 

(4)  A  DLstrlct  Judge  sitting  singly  may 
hear  and  decide  any  criminal  case  and 
may  impose  any  sentence  allowed  by  law 
not  exceeding  imprisonment  for  a  term 
of  ten  years  or  a  fine  of  $10,000  (or  such 
equivalent  in  Deutsche  Marks  or  other 
currency  as  may  be  prescribed)  or  both 
such  Imprisonment  and  fine.  He  max 
hear  and  decide  any  civil  case. 

(5)  A  District  Court  composed  of  three 
DLstrlct  Judges  or  two  District  Judges 
and  a  Magistrate  may  hear  and  decide 
any  civil  or  criminal  case,  and,  in  the 
latter,  may  Impose  any  lawful  sentence 
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including  death.  A  majority  of  such 
Court  shall  decide  any  case  before  It. 
provided  that  no  sentence  of  death  shall 
be  imposed  except  by  the  unanimous  de- 
cision of  the  Court. 

(6)  A  Magistrate  sitting  singly  may 
hear  and  decide  any  criminal  case  and 
may  imjx)se  any  sentence  allowed  by  law 
not  exceeding  imprisonment  for  a  term 
of  twelve  months  or  a  fine  of  $1,000  (or 
such  equivalent  In  Deutsche  Marks  or 
other  currency  as  may  be  prescribed)  or 
both  such  imprisonment  and  fine. 

(7)  In  addition  to  or  in  lieu  of  any 
power  of  sentence  herein  authorized,  a 
District  Judge  or  a  Magistrate  may: 

(i)  Make  such  order  concerning  any 
property  or  business  Involved  in  an  of- 
fense; or 

(ii)  Make  such  order  concerning  the 
person  of  the  accused;  as  Is  authorized 
by  law. 

(8)  Where  an  accused  is  charged  with 
an  offense  under  German  law,  the  Court 
shall  be  limited  to  the  sentence  or  other 
penal  provision  of  such  law. 

(9)  Any  person  convicted  by  a  Magis- 
trate shall  be  entitled  to  file  a  Petition 
for  Review  to  the  District  Court  of  the 
District  in  wliich  the  trial  was  held,  speci- 
fying the  errors  which  it  is  alleged  were 
committed,  and  thereupon  the  record  of 
the  case  shall  be  reviewed  by  a  District 
Judge. 

(I)  If  there  has  been  a  plea  of  guilty 
or  If  the  petition  contests  only  the  sen- 
tence Imposed,  or  If  It  appears  only  that 
the  sentence  was  excessive,  the  Judge  re- 
viewing the  case  shall  affirm  or  reduce 
the  sentence  upon  review,  but  shall  not 
increase  it. 

(ID  In  any  other  case,  if  It  appears 
that  the  decision  is  in  conflict  with  a 
decision  of  the  District  Court  or  of  the 
Court  of  Appeals,  or  that  there  has  been 
a  denial  of  due  process  of  law,  or  that 
an  Important  question  of  law  is  pre- 
sented on  which  it  is  deemed  desirable 
to  have  a  ruling  by  a  District  Judge,  or 
that  the  rights  of  the  petitioner  have 
been  substantially  prejudiced,  the  Judge 
reviewing  the  case  may.  in  a  proper  case 
enter  a  finding  of  not  guilty,  or  order 
a  new  trial  before  a  District  Judge  in 
which  case,  if  the  petitioner  is  again 
found  guilty,  said  District  Judge  may 
Impose  any  sentence  that  a  Magistrate 
lawfully  may  impose;  otherwise  the  peti- 
tion shall  be  denied. 

(10)  In  Districts  in  which  there  Is 
more  than  one  Judge,  a  Presiding  Judge 
shall  be  appointed  by  the  Chief  Judge  of 
the  Court  of  Appeals  from  among  the 
Judges  of  such  District.  The  Preeidlng 
District  Judge  shall  assign  cases  to  the 
District  Judges  of  his  District  and  shall 
designate  three  District  Judges  or  two 
District  Judges  and  a  Magistrate  to  sit  In 
cases  as  provided  In  paragraph  (c)  <5) 
of  this  section;  If  there  is  only  one  Dis- 
trict Judge  in  a  District,  such  designa- 
tion shall  be  made  by  the  Chief  Judge  of 
the  Court  of  Appeals.  The  Presiding 
District  Judge  shall  exercise  administra- 
tive responsibility  for  the  conduct  of  the 
business  of  the  District  Court  In  his  Dis- 
trict. 

(11)  The  Chief  Judge  of  the  Court  of 
Appeals  shall  designate  from  among  the 
Presiding  District  Judges  in  each  Land 
In  which  there  is  more  than  one  District. 


125 

a  Chief  Presiding  District  Judge  for  that    ~ 
Land  and  such  Judge  shall  exercise  ad- 
ministrative responsibility  for  the  con- 
duct of  the  business  of  the  District  Courts 
in  his  Land. 

(12)  The  Chief  Judge  of  the  Court  of 
Appeals  may  assign  an  associate  Judge 
of  that  Court  to  sit  as  a  District  Judge. 

(13)  A  District  Judge  may  sit  as  Mag- 
istrate and  a  Magistrate  may.  if  desig- 
nated by  the  Chief  Judge  of  the  Court 
of  Appeals,  sit  as  a  District  Judge. 

(14)  District  Judges  and  Magistrates 
may  be  assigned  by  the  Chief  Judge  of 
the  Court  of  Appeals  to  sit  In  judicial 
districts  other  than  the  one  to  which  ap- 
pointed. 

(15)  District  Judges  and  Magistrates 
shall  have  power  to  administer  oaths,  to 
punish  for  contempt  of  court  committed 
in  their  presence,  to  compel  the  attend- 
ance of  witnesses  and  order  their  dettn- 
tion,  to  compel  the  production  of  docu- 
ments, to  Issue  warrants  of  arrest  and  for 
search  and  seizure,  to  admit  to  ball  (ex- 
cept in  cases  of  murder,  rape  or  armed 
robbery) .  to  commit  for  trial,  and  to  exer- 
cise all  other  powers  incidental  to  the 
performance  of  their  judicial  functions. 
The  District  Judges  shall  have  power  to 
act  on  applications  for  release  from  con- 
finement, except  as  provided  in  para- 
graph (I)  (1)  of  this -section.  The  Dis- 
trict Court,  sitting  with  three  District 
Judges,  one  of  whom  may  be  a  Magis- 
trate, shall  have  power  to  punish  for  con- 
tempt of  court,  not  committed  In  the 
presence  of  the  Court  or  any  Judge  or 
Magistrate  thereof. 

(16>  The  Chief  Presiding  District 
Judge  of  a  Land  (the  Presiding  District 
Judge  where  there  is  no  Chief  Presiding 
District  Judge)  and  the  Presiding  Dis- 
trict Judge  of  the  United  States  Sector 
of  Berlin  may.  with  the  consent  of  the 
Director  of  Military  Government  for  that 
Land  or  f»r  the  United  States  Sector  of 
Berlin,  empower  officials  other  than  Dis- 
trict Judges  or  Magistrates  to  issue  war- 
rants of  arrest  and  for  search  and  seizure, 
to  admit  to  bail  (except  in  cases  of  mur- 
der, rape  or  armed  robbery),  to  admin- 
ister oaths  and  to  commit  for  trial. 

<17)  A  record  shall  be  made  and  kept 
of  all  proceedings  In  the  District  Courts. 
Including  proceedings  before  Magistra- 
trates.  in  such  form  as  shall  be  prescribed 
by  rule  of  the  Court  of  Appeals,  and 
written  opinions  shall  be  filed  by  the 
District  Judges  in  all  cases  heard  by 
them. 

(18)  Each  District  Court  shall  have  a 
Clerk  and-a  Marshal  and  such  other  per- 
sonnel as  may  be  required  for  the  proper 
conduct  of  its  business.  The  Clerk  shall 
be  authorized  to  authenticate  documents 
on  behalf  of  the  Court  and  to  affix  the 
seal  of  the  Court  to  such  documents.  The 
Marshal  shall  have  authority  to  en- 
force the  orders  of  the  Court. 

(d)  Article  4;  Court  of  Appeals  (DA 
Court  of  Appeals  Is  hereby  established 
for  the  United  States  Area  of  Control. 

(2  >  The  Court  of  Appeals  shall  consist 
of  a  Chief  Judge  and  six  Associate  Judges. 
The  seat  of  the  Court  shall  be  at  Nuern- 
berg or  such  other  place  within  the 
United  States  Area  of  Control  as  the 
Military  Governor  shall  by  public  notice 
designate.  The  Court  shall  sit  In  tv.o 
panels    of   three    members    each.    The 
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Chief  Judge  shall  designate  the  mem- 
bers of  each  panel  and  the  Presiding 
Judge  thereof,  and  shall  direct  at  what 
times  and  places  they  are  to  sit.  He 
shall  designate  an  associate  Judge  to  act 
as  Chief  Judge  in  the  event  of  his  ab- 
sence or  disability.  The  full  Court  shall 
sit  in  any  case  in  which  the  death  penalty 
has  been  Imposed  by  a  District  Court  or 
In  such  other  cases,  whether  or  not  they 
have  been  heard  by  a  panel.  In  which  a 
sitting  of  the  full  Court  is  requested  by 
two  or  more  Judges  of  the  Court  of  Ap- 
peals. Two  Judges  shall  constitute  a 
quorum  of  a  panel  and  f^ve  shall  con- 
stitute a  quorum  of  the  full  Court.  Two 
Judges  must  concur  In  a  decision  of  a 
panel,  and  a  majority  of  the  judges  sit- 
ting must  concur  in  a  decision  of  the  full 
Court.  The  Chief  Judge  of  the  Court  of 
Appeals  shall  exercise  administrative 
responsibility  for  the  conduct  of  the  busi- 
ness of  the  United  States  Military  Gov- 
ernment Courts  for  Germany. 

(3)  The  Judges  of  the  Court  of  Ap- 
peals shall  have  power  to  administer 
oaths,  to  punish  for  contempt  of  court, 
to  act  on  applications  for  release  from 
confinement,  and  to  exercise  all  other 
powers  Incidental  to  the  performance  of 
their  judicial  functions. 

(4)  Parties  appearing  before  the 
Court  of  Appeal  either  in  person  or  by 
counsel  shall  be  entitled  to  submit  briefs, 
and,  by  leave  of  Court,  to  make  oral  argu- 
ments. 

(5)  All  opinions  shall  be  officially  re- 
ported In  the  English  and  German  lan- 
guages, of  which  the  English  shall  be 
the  official  text. 

(6)  The  Court  of  Appeals  shall  pre- 
scribe the  form  and  style  of  Its  seal  and 
the  seals  of  the  District  Courts.  It  may 
prescribe  the  form  of  civil  and  criminal 
complaints,  answers,  motions,  orders, 
petitions  for  leave  to  appeal,  appeal  peti- 
tions, petitions  for  review,  and  other  for- 
mal papers  which  may  be  filed  In  or 
l.ssued  by  the  United  States  Military  Gov- 
ernment Courts  for  Germany.  Subject 
to,  and  consistent  with  applicable  Mili- 
tary Government  legislation,  directives 
and  regulations.  It  may  prescribe  and 
publish  rules  of  practice  and  procedure 
(including  fees  and  costs)  for  the  United 
States  Military  Government  Courts  for 
Germany  and  for  the  admission  and  dis- 
cipline of  persons  who  shall  be  entitled  to 
practice  therein. 

(7)  The  Court  of  Appeals  .shall  have 
a  Clerk  and  a  Marshal  and  such  other 

'personnel  as  may  be  required  for  the 
proper  conduct  of  its  business.  The  Clerk 
shall  have  authority  to  authenticate 
documents  on  behalf  of  the  Court  and  to 
affix  the  seal  of  the  Court  of  such  docu- 
ments. The  Marshall  shall  have  au- 
thority to  enforce  the  orders  of  the  Court. 

(e)  Article  5;  District  Attorneys.  U) 
A  District  Attorney  and  one  or  more 
A.ssistant  District  Attorneys  shall  be  ap- 
pointed for  each  Judicial  District. 

(2>  The  District  Attorney  shall  pre- 
pare and  file  criminal  complaints  and 
pro.secute  all  criminal  cases  in  the  Dis- 
trict Court  of  his  District.  He  shall  rep- 
resent the  United  States  Military  Gov- 
ernment in  all  cases  before  that  Court. 

(3)  District  Attorneys  shall  be  subject 
to  the  supervision  and  direction  of 
the  Chief  Attorney  in  the  performance 
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of  their  duties.  The  Chief  Attorney  may 
appoint  one  of  the  District  Attorneys  in 
each  Land  in  which  there  Is  more  than 
one  District  as  Chief  District  Attorney 
for  such  Land.  The  Chief  District  At- 
torney (or  the  District  Attorney  where 
there  is  no  Chief  District  Attorney)  shall 
consult,  from  time  to  time,  with  the  Di- 
rector of  the  office  of  Military  Govern- 
ment for  the  Land  or  Sector  or  with  his 
Chief  Legal  Officer  In  order  to  ensure 
proper  coordination  In  the  prosecution 
of  criminal  offenses  occurring  therein, 

(4)  A  District  Attorney  or  Assistant 
District  Attorney  may  be  assigned  by  the 
Chief  Attorney  to  another  judicial  Dis- 
trict In  the  same  Land. 

(f)  Article  6;  Chief  Attorney.  (D  A 
Chief  Attorney  and  one  or  more  Assist- 
ant Chief  Attorneys  shall  be  appointed 
for  the  United  States  Area  of  Control. 
The  Chief  Attorney  shall  be  responsible 
for  the  conduct  of  his  office  and  the  su- 
pervision and  direction  of  all  District 
Attorneys. 

(2)  The  Chief  Attorney  shall  act  for 
the  prosecution  in  all  criminal  cases 
brought  before  the  Court  of  Appeals, 
He  shall  represent  the  United  States 
Military  Government  in  all  cases  before 
that  Court. 

(3)  The  Chief  Attorney  may  himself, 
or  through  one  of  his  Assistants,  assume 
the  prosecution  of,  or  the  representation 
of  United  States  Military  Government  In, 
any  case  In  a  District  Court. 

JURISDICTION  OF  THE  COURTS 

(g)  Article  7.  jurisdiction  of  District 
Courts  in  criminal  cases.  (D  Di.strlct 
Courts  shall  have  criminal  jurisdiction 
over  all  persons  In  the  United  States 
Area  of  Control  except  persons,  other 
than  civilians,  who  are  subject  to  mili- 
tary, naval  or  air  force  law  and  are 
serving  with  any  forces  of  the  United 
Nations.  No  person  subject  to  military 
law  of  the  United  States  shall  be  brought 
to  trial  for  any  offense  except  upon  au- 
thorization of  the  Commander-in-Chief, 
European  Command.  No  member  of  an 
Allied  Mission,  visiting  governmental 
official,  or  person  subject  to  the  military 
law  of  any  country  other  than  the 
United  States,  shall  be  brought  to  trial 
for  any  offense  except  upon  authoriza- 
tion of  the  Military  Governor. 

( 2 )  District  Courts  shall  have  Jurisdic- 
tion to  hear  and  decide  cases  Involving: 

(1)  Offenses  under  legislation  Issued  by 
or  under  the  authority  of  the  Allied 
Control  Council: 

( 11 )  Offenses  under  United  States  Mili- 
tary Government  Legislation; 

(ill)  Offenses  under  German  law  in 
force  in  the  Judicial  District  of  the 
Court. 

(h)  Article  8:  jurisdiction  of  District 
Courts  in  civil  cases— (1)  Jurisdiction  as 
to  persons.  District  Courts  shall  have 
exclusive  jurisdiction  to  hear  and  decide 
all  civil  cases  over  which  jurisdiction  is 
denied  to  German  courts  by  Military 
Government.  The  District  Courts  shall 
have  concurrent  jurisdiction  with  Ger- 
man courts  to  hear  and  decide  civil  cases 
in  which  a  national  of  any  of  the  United 
Nations  or  a  stateless  person  Is  a  party, 

(2)  Jurisdiction  as  to  causes  of  action. 
District  Courts  may  exercise  civil  juris- 
diction in  the  following  cases  only: 


(I)  Cases  for  damages  arising  out  of 
the  operation  of  motor  vehicles  not 
owned  by  the  United  States  Government; 

(II)  Cases  brought  by  the  United 
States  Military  Government  for  the  en- 
forcement of  penalties  or  forfeitures; 

(ill)  Cases  brought  under  the  provi- 
sions of  Article  9. 

(3>  Territorial  jurisdiction.  District 
Courts  may  exercise  civil  jurisdiction 
only  in  cases  in  which  the  cause  of  ac- 
tion arose  In  the  United  States  Area  of 
Control,  or.  with  respect  to  transitory 
causes  of  action  arising  elsewhere  in 
Germany,  in  which  at  least  one  party,  at 
the  time  of  filing  the  complaint,  resides 
or  Is  stationed,  or  If  a  juristic  person  has 
its  principal  place  of  business,  within 
the  United  States  Area  of  Control. 

(1)  Article  9;  criminal  and  civil  juris- 
diction as  Rhine  Navigation  Courts.  (1) 
The  District  Courts  of  the  Fourth  and 
Fifth  Judicial  Districts  shall  have  com- 
petence to  sit  as  Rhine  Navigation  Courts 
for  the  purposiB  of  the  revised  Rhine 
Navigation  Act  of  October  17.  1868 
(Preussisches  Gesetzblatt  1869.  page  798) 
as  amended. 

(2)  Such  Courts  shall  have  criminal 
Jurisdiction  to  Investigate  and  punish 
all  violations  of  regulations  concerning 
navigation  and  the  policing  of  the  river, 
to  impose  fines  therefor  of  not  less  than 
fifty  Deutsche  Marks  and  not  more  than 
one  thousand  Deutsche  Marks,  and  In 
default  of  payment  to  impose  a  term 
of  imprisonment  not  exceeding  one 
month. 

(3)  Such  Courts  shall  have  civil  juris- 
diction to  decide,  in  summary  proceed- 
ings, actions: 

(I)  Concerning  the  payment  and  the 
amount  of  pilot  fees,  cranage,  weighing 
fees,  harbor  and  pier  dues; 

( II )  Concerning  obstructions  placed  by 
individuals  on  the  tow  path; 

(ill)  Concerning  damages  to  others 
caused  by  boatmen  or  raftsmen  during 
a  voyage  or  while  landing; 

(Iv)  Concerning  claims  against  the 
owners  of  horses  used  In  towing  boats 
up-stream  for  damages  to  landed  prop- 
erty. ,     ^. 

<4)  Appeals  from  a  decision  of  a  Dis- 
trict Couit  sitting  as  a  Rhine  Navigation 
Court  may  be  made  to  the  Commission 
Centrale  du  Rhln.  as  prescribed  by  Ar- 
ticle 37  of  the  Revised  Rhine  Naviga- 
tion act.  instead  of  to  the  Court  of  Ap- 
peals. 

<5>  The  provisions  of  paragraphs  (g> 
(1).  (h)  (1)  and*(h)  (2)  of  this  section 
shall  govern  the  jurisdiction  of  the  Dis- 
trict Courts  acting  as  Rhine  Navigation 
Courts. 

(6)  In  exercising  such  juri.'^dictlon  the 
Court  shall- be  governed  by  relevant  Ger- 
man legislation  applicable  to  Rhine  Navi- 
gation Courts  in  effect  Immediately  be- 
fore November  14.  1936  In  so  far  as  such 
legislation  is  not  inconsistent  with  the 
provisions  of  this  Article. 

(j)  Article  10:  venue.  (1)  The  trial  of 
all  criminal  cases,  except  as  provided  in 
,  subpar?graph  (3)  of  this  paragraph, 
shall  be  by  the  District  Court  in  the  Dis- 
trict in  which  the  alleged  offense  was 
committed,  unless  a  Judge  of  the  Court 
of  Appeals  on  application  of  the  Chi^f 
Attorney  directs  that  it  be  tried  In  t'le 
District  where  the  accused  was  residing; 
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or  stationed  at  the  time  the  alleged  of- 
fense was  committed  or  in  the  District 
where  the  accused  was  arrested  or  im- 
prisoned. 

(2)  The  trial  of  all  civil  cases,  except 
as  provided  in  subparagraph  (3)  of  this 
paragraph,  shall  be  by  the  District 
Court : 

(1)  In  the  District  In  which  the  de- 
fendant resides.  Is  stationed,  or  is 
found,  or,  if  a  Jurlsdic  person,  has 
its  principal  place  of  business;  or 

(ID  In  the  District  where  the  cause 
of  action  arose;  or 

(ill)  In  the  District  in  which  real 
property  which  Is  the  subject  of  the  liti- 
gation Is  situated. 

(3>  Criminal  and  civil  cases  under  the 
Revised  Rhine  Navigation  Act  of  October 
17.  1868.  as  amended,  shall  be  tried  by 
the  District  Court  for  either  the  Fourth 
or  Fifth  Judicial  District,  as  determined 
by  Article  35  of  the  Revised  Rhine  Navi- 
gation Act. 

(4)  The  District  Court  In  which  the 
ca.se  is  filed  may  grant  ^  change  of  venue 
upon  motion  for  that  purpose  made 
prior  to  the  commencement  of  trial,  and 
upon  Its  own  motion  at  any  stage  of  the 
proceedings,  where  It  Is  clear  that  the  In- 
terests of  Justice  or  the  convenience  of 
the  parties  will  be  served  thereby. 

(k)  Article  11;  process.  Process  shall 
be  In  such  form  as  the  Court  of  Appeals 
majfc  by  rule  provide  and  shall  run 
throughout  the  United  States  Area  of 
Control. 

(1)  Article  12:  jurisdiction  of  the 
Court  of  Appeals.  (1)  The  Court  of 
Appeals  shall  have  original  jurisdiction 
to  act  on  applications  for  release  from 
confinement  when  the  person  is  confined 
by  virtue  of  a  sentence  of  a  Court  com- 
posed of  more  than  one  Judge. 

(2)  The  Court  of  Appeals  shall  have 
appellate  jurisdiction  to  consider  on  ap- 
peal final  orders  of  individual  Judges  of 
the  Court  of  Appeals  and  final  judgment 
and  orders  of  the  District  Judges  except 
as  provided  in  paragraph  (D  (4)  of  this 
section.    The  appeal  may  include  both 
questions  of  law  and  of  fact  except  that, 
in  dealing  with  questions  of  fact,  the 
court  shall  set  aside  or  reverse  the  de- 
cision of  the  District  Court  in  criminal 
cases  only  if  the  evidence  does  not  sup- 
port a  finding  of  guilt  beyond  a  reason- 
able doubt  and  In  civil  cases  only  if  the 
evidence  does  not  substantially  support 
the  Judgment.     The  Court  of  Appeals 
.shall  grant  leave  to  appeal  in  any  crim- 
inal case  upon  application  of  the  person 
or  persons  convicted,  or  In  any  civil  case 
upon  application  of  any  party  or  parties 
thereto,  if  it  appears  that  the  decision  of 
the  District  Court  Is  in  conflict  with  a 
decision  of  another  District  Court  or  of 
the  Court  of  Appeals,  or  that  there  has 
been  a  denial  of  due  process  of  law.  or 
that  an  important  question  of  law  is 
presented,  or  that  the  rights  of  any  party 
making  application  for  appeal  have  been 
substantially  prejudiced. 

(4)  In  any  case  in  which  a  District 
Court  has  Imposed  a  penalty  of  ten  years 
or  more,  the  Court  of  Appeals  shall,  upon 
application  of  the  person  or  persons  con- 
victed, grant  leave  to  appeal. 

( 5 )  Even  though  no  petition  for  appeal 
Is  filed,  the  Court  of  Appeals  shall  con- 
No.  7 a 
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slder  every  case  in  which  a  District  Court 
has  imposed  a  sentence  of  death  in  the 
same  way  as  if  the  defendant  had 
claimed  and  been  granted  leave  to  appeal. 

(6)  Even  though  no  petition  is  filed 
for  review  of  a  decision  of  a  Magistrate 
or  for  appeal  from  a  judgment  or  order 
of  a  District  Court,  the  Court  of  Appeals 
may  call  up  and  review  any  criminal 
case  in  which  It  believes  that  the  rights 
of  a  defendant  may  have  been  substan- 
tially prejudiced;  and  it  may  by  rule  or 
order  provide  for  such  review  of  all  crim- 
inal ca.ses  in  certain  categories. 

(7)  Upon  any  appeal  or  review  the 
Court  of  Appeals  may  reduce  the  sen- 
tence, vacate  the  findings  In  whole  or  in 
part,  enter  a  judgment  for  the  defendant 
or  set  the  judgment,  or  findings  and  sen- 
tence aside  and  order  a  new  trial,  and 
Issue  any  other  order  or  orders  appro- 
priate In  the  circumstances.  In  any  case 
on  review  under  subparagraph  (6)  above, 
where  a  new  trial  is  ordered  and  such 
new  trial  results  In  a  conviction,  the  sen- 
tence may  not  be  increased. 

PERSONNEL  OF  THE  COURTS 

(m)  Article  13:  appointment  and  re- 
moval.  ( 1 )  The  Chief  Judge  and  Asso- 
ciate Judges  of  the  Court  of  Appeals  and 
the  Chief  Attorney  shall  be  appointed  by 
the  Military  Governor  upon  the  advice 
of  his  Legal  Adviser.  All  other  Judges 
and  Magistrates  shall  be  appointed  by 
or  under  the  authority  of  the  Military 
Governor  upon  the  advice  of  his  Legal 
Adviser  and  the  Chief  Judge  of  the  Court 
of  Appeals.  All  Assistants  to  the  Chief 
Attorney  and  all  District  Attorneys  and 
their  Assistants  shall  be  appointed  by 
or  under  the  authority  of  the  Military 
Governor  upon  the  advice  of  his  Legal 
Adviser  and  the  Chief  Attorney. 

(2)  All  Judges  and  Magistrates  ap- 
pointed shall  take  the  following  oath  be- 
fore performing  the  duties  ©f  their  re- 
spective offices:  "I  swear  (or  affirm)  that 
I  will  at  all  times  administer  justice  with- 
out fear  or  favor  to  all  persons  of  what- 
ever creed,  race,  color,  or  political  opin- 
ion they  may  be.  that  I  will  do  equal 
right  to  th  poor  and  to  the  rich,  and 
that  I  will  faithfully  and  Impartially  dis- 
charge and  perform  all  the  duties  In- 
cumbent upon  me  as accord- 
ing to  law  and  to  the  best  of  my  abilities 
and  understanding.  (So  help  me  God. ) " 
The  Military  Governor,  or  his  representa- 
tive, shall  administer  the  oath  to  the 
Judges  of  the  Court  of  Appeals.  A  Judge 
oT  the  Court  of  Appeals  or  the  Chief 
Presiding  District  Judge  of  a  Land  shall 
administer  the  oath  to  all  other  Judges 
and  Magistrates. 

(3»  A  Judge  or  Magistrate  shall  not 
be  removed  from  his  office  while  such 
office  continues  to  exist,  prior  to  the  ter- 
mination of  his  United  States  contract 
of  employment  in  Germany,  except  upon 
formal  charges  and  for  cause.  Judges 
of  the  Court  of  Appeals  shall  be  entitled 
to  a  hearing  by  the  Military  Governor, 
or  his  representative,  before  being  re- 
moved from  office  for  cause.  All  other 
Judges  and  Magistrates  shall  be  entitled 
to  a  hearing  before  the  Court  of  Appeals, 
sitting  in  banc,  before  being  removed 
from  office  for  cause. 

(nt  Article  14;  qualifications,  d)  The 
Chief  Judge  and  Associate  Judges  of  the 
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Court  of  Appeals.  District  Judges.  Magis- 
trates, the  Chief  Attorney  and  his  Assist- 
ants, and  the  District  Attorneys  and  their 
Assistants  must  be  graduates  in  law  and 
members  in  good  standing  of  the  Bar  of 
fine  of  the  States  of  the  United  States 
or  of  the  District  of  Columbia,  and  must 
have  been  engaged  in  active  legal  work 
(as  attorney  at  law.  as  Judge  of  a  Court 
of  Record,  or  as  a  teacher  of  law  at  a 
law  school  approved  by  the  American 
Bar  Association)  for  at  least: 

(1)  Ten  years  in  the  cases  of  the  Chief 
Judge  and  Associate  Judges  of  the  Court 
of  Appeals,  and  the  Chief  Attorney; 

(11)  Five  years  in  the  cases  of  the  Dis- 
trict Judges,  and  Assistants  to  the  Chief 
Attorney; 

(ill)  Three  years  in  the  cases  of  Magis- 
trates and  District  Attorneys. 

(iv)  Two  years  In  the  cases  of  As- 
sistant District  Attorneys. 

(2)  The  above  qualifications  may  be 
waived  by  the  Military  Governor  in  any 
particular  case  upon  written  recommend- 
ation of  his  Legal  Adviser. 

TRANSITIONAL    PROVISIONS 

(0)  Article  15.  (1)  On  the  operative 
date  of  this  paragraph  in  any  Land  and 
in  the  United  States  Sector  of  Berlin,  all 
proceedings  in  such  L^d  or  Sector 
pending  before  Courts  established  under 
Military  Government  Ordinance  No.  2 
(see  sec.  3.6  of  this  part>.  as  amended, 
or  Millltary  Government  Ordinance  No. 
6  (see  sec.  3.10c  of  this  part  t .  as  amended, 
or  Military  Government  Ordinance  No. 
16,  shall  be  deemed  to  be  pending  in  t^e 
appropriate  District  Court  established 
under  this  section  having  jurisdiction 
over  such  proceedings,  except  that: 

(i)  Any  such  proceedings  before  Sum- 
mary Military  Courts  shall  be  deemed 
to  be  pending  before  the  appropriate 
Magistrate  appointed  under  this  section 
having  Jurisdiction  over  «uch  proceed- 
ings; and. 

(11)  Any  such  proceedings  In  which  a 
trial  of  the  issues  shall  have  commenced 
prior  to  said  operative  date,  shall  be  con- 
cluded and  the  usual  review  and  other 
post-trial  proceedings  taken,  in  accord- 
ance wllh  the  pertinent  laws  and  pro- 
cedures in  effect  prior  to  said  operative 
date  of  this  paragraph. 

(2)  On  and  after  the  operative  date 
of  this  paragraph  in  any  Land  or  Sec- 
tor, no  proceedings  not  within  subpara- 
graph (1)  (11)  of  this  paragraph  shall  be 
heard  or  determined  In  such  Land  or 
Sector  by  any  Court  established  under 
Military  Government  Ordinance  No.  2. 
as  amended,  or  under  Military  Govern- 
ment Ordinance  No.  6.  as  amended,  or 
Military  Government  Ordinance  No.  16. 
but  shall  be  heard  and  determined  by 
Courts  established  under  this  section. 

(3)  After  completion  of  any  necessary 
review  and,  when  appropriate,  confirma- 
tion of  sentence,  all  judgments  of  Courts 
established  under  Military  Government 
Ordinance  No.  2.  as  amended,  or  under 
Military  Government  Ordinance  No.  6. 
as  amended,  or  Military  Government 
Ordinance  No.  16.  shall  be  deemed  to  be 
Judgments  of  District  Courts  under  this 
Ordinance,  except  that  judgments  of 
Summary  Military  Courts  established 
under  Military  Government  Ordinance 
No.  2  as  amended,  or  Military  Govern- 
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ment  Ordinance  No.  16.  shall  be  deemed 
to  be  judgments  of  a  Magistrate  under 
this  Ordinance. 

(4)  The  provisions  of  Article  V  (except 
subsection  h)    of  Military  Government 
Ordinance  No.^2.  shall  apply  in  all  pro-' 
ccedings  under  this  section. 

(5)  Subject  to  the  provisions  of  this 
section.  Military  Government  legisla- 
tion referring  to: 

(i)  Military  Government  Courts  shall 
be  deemed  to  refer  to  the  United  States 
Military  Government  Courts  for  Ger- 
many; "^ 

(ii)  General  Military  Courts,  or  to 
Intermediate  Military  Courts,  or  to  Sum- 
mary Military  Courts  established  under 
Military  Government  Ordinance  No.  2. 
as  amended,  shall  be  deemed  to  refer 
respectively  to  District  Courts  composed 
of  three  Judges,  or  to  District  Courts 
composed  of  a  single  Judge,  or  to  Magis- 
trates under  this  section; 

(iii)  Military  Government  Court  for 
Civil  Actions  or  to  the  Rhine  Navigation 
Court,  established  under  Military  Gov- 
ernment Ordinance  No.  6.  as  amended, 
shall  be  deemed  to  refer  to  the  District 
Court  having  jurisdiction  under  this  sec- 
tion. 

(iv)  Military  Government  Rhine  Nav- 
igation Crimirf&l  Courts  established  un- 
der Military  Government  Ordinance  No. 
16  shall  be  deemed  to  refer  to  the  Mag- 
istrate having  jurisdiction  under  this 
section. 

(6»  Appeals  and  reviews  of  proceed- 
ings under  this  section  shall  be  governed 
by  the  provisions  of  this  section.  No 
administrative  examination  of  any  pro- 
ceeding under  this  section  is  required. 

C/)  Except  as  otherwise  provided  In 
this  section,  the  provisions  of  Military 
Government  Ordinance  No.  2.  as 
amended,  and  the  provisions  of  Military 
Government  Ordinance  No.  16.  shall  not 
apply  to  proceedings  under  this  section. 
(8)  Sections  15.  23.  24  and  25  of  Part 
T  of  Military  Government  Ordinance  No. 
6.  as  amended,  sections  21  (r>  and  27 
of  Part  I  of  Military  Government  Or- 
dinance No.  6.  as  added  by  Military  Gov- 
ernment Ordinance  No.  18.  and  section  3 
of  Part  11  of  Military  Government  Or- 
dinance No.  6,  as  added  by  Military  Gov- 
ernment Ordinance  No.  18  and  amended 
by  Military  Government  Ordinance  No. 
21  shall  apply  to  civil  proceedings  under 
this  section.  Otherwise  Military  Gov- 
ernment Ordinance  No.  6.  18  and  21  shall 
not  apply  to  proceedings  under  this  sec- 
tion. 

(p)  Article  16:  effective  and  operative 
dales,  n)  This  section  ?hall  apply  in 
the  Lacnder  of  Bavaria.  Bremen.  Hesse 
r.nd  Wuerttcmbcrg-Baden.  and  the  U^. 
Sector  of  Berlin. 

(2)  This  .section  shall  become  effective 
on  August  18.  1948.  and  paragraphs,  (a), 
(b).  (d).  (f).  (k).  (m>.  <n)  and  (p)  of 
this  section  .shall  become  operative  on 
the  effective  date.  All  other  parapiraphs 
of  this  section  shall  become  operative  in 
each  of  said  Laender  and  the  United 
States  Sector  of  Berlin  on  the  date  pre- 
'  scribed  in  a  notice  or  notices  to  be  sub- 
sequently published  by  the  appropriate 
authorities  in  Germany.  Such  notice  or 
notices  may  provide  different  operative 
dates  for  each  such  Laender  and  said 
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Sector.    By  Order  of  Military  Govern- 
ment. 

Sec.  3.6b.  Ordinance  No.  32;  code  of 
criminal  procedure  for  United  States 
Military  Government  Courts  for  Ger- 
many—  (a)  Article  1;  commencement  of 
the  proceedings.  Criminal  proceedings 
in  United  States  Military  Government 
Courts  for  Germany  established  under 
Military  Government  Ordinance  No.  31 
(see  sec.  3.6a  of  this  part)  shall  be  com- 
menced by  summons  to  appear,  or  by 
warrant  of  arrest.  Whenever  an  arrest 
without  a  warrant  has  taken  place,  a 
summons  shall  forthwith  be  procured. 

(b>  Article  II:  warrant  or  summons 
upon  complaint.  (1)  If  it  appears  from 
the  statement  of  the  complaining  party 
that  there  Is  probable  cause  to  believe 
that  an  offense  has  been  committed  and 
that  the  defendant  has  committed  it.  a 
Magistrate  or  other  official  who  has  been 
duly  empowered  shall  l-ssue  either  a  sum- 
mons to  the  defendant  to  appear,  or  a 
warrant  for  his  arrest.  If  a  defendant 
fails  to  appear  In  response  to  the  sum- 
mons, a  warrant  of  arrest  shall  issue. 

(2)  The  summons  or  warrant  shall  be 
signed  by  a  Magistrate,  or  other  duly  au- 
thorized official,  and  shall  contain  the 
name  of  the  defendant  or.  if  his  name  is 
unknown,  any  name  or  description  by 
which  he  can  reasonably  be  Identified. 
It  shall  identify  the  law  alleged  to  have 
been  violated  and  describe  the  particu- 
lars of  the  offense  charged.  It  shall  com- 
mand that  the  person  served  shall  ap- 
pear or  be  brought  before  the  Magistrate 
Issuing  it  or  before  an  appropriate  Mag- 
istrate or  District  Judge  empowered  to 
act  thereon. 

( 3 )  The  summons  shall  be  served  and 
the  warrant  executed  by  any  person  act- 
ing under  the  authority  of  the  United 
States  Military  Government  or  the  U.  S. 
Army  or  Air  Forces.  The  person  execut- 
ing the  warrant  shall,  if  practicable,  ex- 
hibit it  to  the  person  concerned. 

<c»   Article  III:  preliminary  hearing. 
(1  •  When  a  person  subject  to  trial  by  a 
United     States     Military     Government 
Court  for  Germany  is  arrested,  the  per- 
son making  the  arrest  shall  fill  out  and 
sign,  in  quadruplicate,  an  Arrest  Report 
Form.     One  copy  of  such  arrest  report 
form  shall  be  forwarded  forthwith  by  the 
person  making  the  arrest  to  the  Clerk 
of  the  District  Court  before  which  the  ac- 
cused is  ordered  to  appear  for  trial.    The 
original  and  two  copies  of  the  Arrest  Re- 
port Form  shall  be  delivered  forthwith  by 
the   person  making  the   arrest  to  the 
prison  officer  of  the  military  stockade 
or  guardhouse  or  to  the  warden  of  the 
jail  where  the  person  arrested  is  con- 
fined.   The  authorities  having  custody  of 
the  person  arrested  shall  cause  such  per- 
son to  be  brought  before  a  Magistrate 
or  other  official  empowered  to  commit  to 
trial  or  admit  to  bail  within  twenty-four 
hours  from  the  time  of  arrest,  if  prac- 
ticable, and  in  any  event  within  three 
days  unless  directed  otherwise  by  the 
senior  district  Judge  of  the  district  in 
which  the  accused  Is  confined.  The  origi- 
nal and  one  copy  of  the  Arrest  Report 
Form  shall  be  furnished  by  the  authori- 
ties having  custody  of  the  arrested  per- 
son to  the  official  before  whom  he  is 
brought,  and  the  original  shall  there- 


upon be  forwarded  to  the  Clerk  of  the 
District  Court  before  which  he  is  to  ap- 
pear for  trial  with  a  notation  thereon  of 
the  disposition  of  the  matter  at  the  hear- 
ing referred  to  in  subparagraph  ( 2 ».  be- 
low, signed  by  the  Magistrate  or  other 
official  making  the  order. 

(21  When  any  person  accused  of  an 
offense  is  so  brought  before  a  Magis- 
trate and  an  immediate  trial  is  not  held, 
or  when  such  person  is  so  brought  before 
another  duly  empowered  official,  there 
shall  be  a  hearing  to  determine  whether 
there  Is  sufficient   probability  of  such 
person's  guilt  to  order  him  held  avail- 
able for  trial  and  If  .so  whether  he  should 
be  admitted  to  bail  in  accordance  with 
Article  IX  of  MG  Ordnance  No.  23.    If 
he  is  not  released  on  his  own  recogni- 
zance and  not  admitted  to  ball,  he  shall 
be  remanded  to  custody  pending  trial. 
(3)  In  any  hearing  under  this  Article, 
the  person  accused  of  an  offense  shall 
have  the  right  to  cross  examine  any  wit- 
nesses appearing  against  him  and  shall 
be  required  to  Inform  the  Magistrate  or 
other  official  conducting  the  hearing  of 
the  facts  concerning  the  accused  person's 
identity,  nationality  and  personal  status, 
but  shall  not  be  questioned  otherwise  un- 
less the  Magistrate  or  other  official  first 
advises  such  accused  person  that  he  need 
not  answer  any  other  questions  or  make 
any  other  statements  unless  he  de^es 
to  do  so.  that  no  Inference  will  be  drawn 
from  his  failure  or  refusal  to  answer  or 
to  make  any  statements,  that  as  an  ac- 
cused person  he  has  the  right  of  counsel 
which  Includes  a  reasonable  opportunity 
to  obtain  counsel  or  to  have  counsel  ap- 
pointed for  him  by  the  Court  a  he  is  un- 
able to  obtain  counsel  himself,  and  to 
consult  with  such  counsel  before  proceed- 
ing further,  and  that  any  statement  that 
he  may  make  will  be  recorded  and  may 
be  used  as  evidence  against  him.    If  the 
Magistrate  or  other  oCBclal  conducting 
the  hearing  Is  satisfied  that  the  accused 
person  knows  and  understands  his  rights 
at  the  hearing  and  nevertheless  elects  to 
testify  or  make  a  statement,  he  shall  be 
permitted  to  do  so. 

(d)  Article  IV:  Matters  preliminary ip 
trial.  (1)  Charges  against  an  accused 
shall  be  prepared  and  filed.  Each  offense 
shall  be  the  subject  of  a  separate  charge. 
When  the  summons  or  warrant  ade- 
quately states  the  charges  and  particu- 
lars in  conformity  to  this  paragraph,  no 
separate  charges  need  be  filed.  The  par- 
ticulars shall  contain  a  plain  and  concise 
statement  of  the  facts  alleged  to  consti- 
tute the  offense  and  the  place  and  time 
thereof  in  order  that  the  accused  may 
have  the  information  reasonably  neces- 
sary to  enable  him  to  prepare  his  de- 
fense. Charges  shall  state  the  specific 
section  and  subsection  of  the  Control 
Council.  Military.  Military  Government 
or  German  legislation  claimed  to  have 
been  violated.  Charges  and  particulars 
shall  be  drawn  in  the  Engli.-h  language 
which  shall  be  the  official  text.  When 
such  language  is  not  the  native  language 
of  the  person  accused,  the  charges  and 
particulars  shall  also  be  drawn  in  a  lan- 
guage which  the  accu.sed  adequately  un- 
derstands. Charger  and  particulars  must 
be  signed  by  an  authorized  person,  and 
such  person  must  swear  either  that  he 
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has  personal  knowledge  of.  or  has  investi- 
gated, the  matter  set  forth  therein  and 
that  the  same  are  true  In  fact,  to  the  best 
of  his  knowledge  and  belief.  Charges 
and  particulars  against  any  person  sub- 
ject to  Article  2  of  the  Articles  of  War 
of  the  United  States  shall  be  signed  only 
by  a  person  also  subject  thereto. 

(2)  All  offenses  committed  by  one  per- 
son may  be  charged  on  the  same  charge 
sheet  and  shall  be  tried  together,  unless 
on  the  application  of  the  accused  the 
Court  grants  leave  for  any  of  them  to  be 
tried  separately.  Alternative  charges 
may  be  charged  against  one  or  more 
persons  on  the  same  charge  sheet. 

(3)  Persons  accused  of  the  same  of- 
fense committed  in  the  course  of  the 
same  transaction,  or  of  aiding  and  abet- 
ting the  same,  or  of  offenses  arising  out 
of  the  same  transaction  may  be  charged 
and  tried  together.  Any  accused  per- 
son who  considers  that  his  defense  may 
be  prejudiced  by  being  tried  Jointly  with 
othicr  accused  may,  before  evidence  for 
prosecution  has  been  heard,  apply  to  the 
Court  for  his  case  to  be  tried  separately, 
and  the  Court  may  order  a  separate 
trial. 

(4)  The  charges  shall  be  served  upon 
the  accused  at  least  twenty-four  hours 
before  he  is  called  upon  to  plead  to  them. 
Any  amendment  to  the  charges  or  any 
new  charges  shall  be  similarly  served. 

(5)  If  In  a  hearing  before  a  Magistrate 
It  appears  that  the  gravity  of  the  offense 
Is  such  that  any  sentence  he  is  author- 
1:  -d  by  law  to  Impose  Is  not  adequate, 
upon  motion  of  the  District  Attorney  the 
Magistrate  shall  order  the  accused  held 
for  trial  before  the  appropriate  District 
Court  and  either  admit  the  accused  to 
bail  or  remand  him  to  custody. 

"6»  The  Court  before  which  the  ac- 
cused is  to  be  tried  shall  inform  the  ac- 
cused of  his  ri&ht  to  the  aid  of  counsel 
in  every  stage  of  the  proceedings  and  be- 
fore any  further  proceedings  are  had. 

(7)  If  the  accused  desires  to  procure 
and  consult  with  counsel  he  shall  be  af- 
forded a  reasonable  opportunity  to  do  so. 
If  he  is  unable  to  obtain  counsel  himself 
after  making  reasonable  efforts  to  do  so, 
tlie  Court  may,  and  In  cases  other  than 
those  before  a  Magistrate  shall,  appoint 
counsel  for  him  and  grant  the  accused 
a  like  opportunity  to  consult  therewith, 
unless  the  accused  waives  this  right. 

1 8)  If  the  accused  is  charged  with  an 
offense  for  which  the  District  Attorney 
is  a.sking  a  death  sentence,  representa- 
tion by  coun.sel  is  mandatory  and  no  pro- 
ceedings shall  be  had  until  counsel  has 
been  procured  or  assigned. 

(9)  The  Court  shall  read  the  charges 
to  the  accused  and  his  counsel,  if  he  has 
one,  and  shall  satisfy  Itself  that  the  ac- 
cused and  his  coimsel  understands  the 
charges  .so  read. 

(10)  If  the  offense  charged  Is  one  for 
which  the  law  provides  the  death  pen- 
alty and  If  the  Court  is  satisfied  that  the 
ends  of  Justice  may  require  its  imposi- 
tion, it  shall  enter  a  plea  of  not  guilty. 

(11)  In  every  other  case,  after  the 
charges  have  been  read  to  the  accused, 
the  Court  shall  ask  him  if  he  admits  or 
If  he  denies  the  commission  of  the  act 
or  acts  (neglects  or  omissions)  with 
which  he  has  been  charged  and  shall 
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satisfy  Itself  that  the  accused  under- 
stands that  his  admission  of  the  act  or 
acts  charged  gives  a  Co\irt  the  right  to 
sentence  him  to  the  penalties  prescribed 
for  the  offense  with  which  he  has  been 
charged. 

(12)  If  the  accused  admits  the  com- 
mission of  the  act  or  acts  charged  and  if 
the  Court  is  satisfied  that  such  admis- 
sion establishes  the  guilt  of  the  accused, 
it  shall  enter  a  plea  of  guilty.  Upon  a 
plea  of  guilty  of  all  offenses  charged,  the 
Court  will  hear  such  statements  for  the 
prosecution  and  the  defense  and  such 
evidence  as  it  requires  to  enable  It  to 
determine  the  sentence  to  be  imposed. 
Thereupon  the  Court  shall  impose  any 
sentence  it  is  authorized  by  law  to  im- 
pose. 

(13)  If  the  accused  denies  the  com- 
mission of  the  act  or  acts  charged,  the 
Court  shall  enter  a  plea  of  not  guilty. 
If  both  parties  are  ready  for  trial,  the 
Court  may  then  proceed  forthwith  to 
trial  of  the  case;  otherwise  it  shall  ad- 
journ the  hearing  to  such  time  as  it  may 
deem  reasonable. 

(14)  At  the  time  the  accused  is  called 
upon  to  plead,  he  may  be  compelled  to 
answer  any  questions  which  tend  to  es- 
tablish his  nationality,  status,  and  iden- 
tity. 

(15)  No  person  shall  be  tried  except 
before  a  Magistrate  within  eight  days 
of  the  service  of  the  charges  on  which 
the  accused  stands  trial  unless  it  affirma- 
tively appears  on  the  record  that  the 
accused  expressly  waives  the  right  to  the 
delay  required  hereby. 

(e)  Article  V:  trial.  Trial  shall  follow 
the  procedure  outlined  below : 

(DA  statement  by  the  prosecutor  out- 
lining the  facts  to  be  proved  by  the 
prosecution,  and  the  calling  of  the  prose- 
cution's witnesses. 

(2)  After  each  witness  has  given  evi- 
dence, cross-examination  by  the  accused 
or  his  counsel. 

(3)  Re-examlnation  by  the  prosecutor 
of  any  prosecution  witness  upon  any  new 
matter  appearing  in  the  cross-examina- 
tion or,  with  the  Courts  consent,  upon 
any  other  matter. 

(4)  At  the  conclusion  of  the  case  for 
the  prosecution,  the  entertainment  by 
the  Court  of  any  motions  by  the  accused 
or  his  counsel  for  a  finding  of  "not 
guilty".  The  Court  may  on  Its  own  mo- 
tion, if  the  evidence  properly  before  the 
Court  fails  to  prove  the  accused  guilty 
of  the  charges  against  him  or  of  any 
lesser  included  offense  or  offenses,  enter 
a  finding  of  "not  guilty". 

(5)  A  statement  by  the  accused  or  his 
counsel  followed  by  the  calling,  examina- 
tion, cross-examination  and  re-examina- 
tion of  the  witnesses  for  the  defense  in 
the  same  manner  as  in  subparagraphs 
(D.  (2)  and  (3)  above. 

(6)  When  all  the  witnesses  for  the 
defense  have  been  called  and  the  case 
for  the  defense  closed,  the  calling  by  the 
prosecution,  or  with  leave  of  the  Court 
the  recalling,  of  any  witness  for  the  pur- 
poses of  rebuttal  of  any  material  state- 
ment made  by  any  witness  for  the  de- 
fense or  of  giving  evidence  on  any  new 
matter  raised  by  the  defense. 

(7)  The  Court  may  for  cause  permit 
further  evidence  to  be  introduced  by  the 
prosecution  or  the  defense  or  both. 
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(8)  A  summing  up  by  the  accused  or 
his  counsel  followed  by  a  summing  up 
by  the  prosecution. 

(9)  Announcement  by  the  Court  of  its 
findings  and  the  reasons  therefor. 

(10)  In  the  event  of  acquittal  on  all 
charges,  the  immediate  discharge  of  the 
accused. 

(11)  In  the  event  of  conviction,  hear- 
ing of  statements  and  evidence  for  the 
prosecution  and  the  defense  to  assist  the 
Court  in  arriving  at  a  proper  sentence 
and  an  opportunity  for  the  District  At- 
torney to  introduce  evidence  of  prior  con- 
victions bearing  upon  the  sentence  to  be 
imposed. 

(12)  Announcement  by  the  Court  of 
the  sentence  to  be  Imposed. 

( 13 )  When  it  appears  that  the  defend- 
ing coimsel  or  the  accused  are  not  famil- 
iar with  Military  Government  Court  pro- 
cedures, the  presiding  judge  will  take  it 
upon  himself  to  conduct  the  proceedings 
to  the  extent  necessary  to  protect  the 
interests  of  the  accused  and  to  bring  out 
all  the  facts  pertinent  to  the  issue  being 
tried. 

(f)  Article  VI :  evidence.  (1)  The  ad- 
missibility of  evidence  shall  be  in  accord 
with  the  Rules  of  Evidence  generally  rec- 
ognized In  the  trial  of  criminal  cases  In 
the  United  States.  The  most  Important 
of  these  Rules  are  summarized  in  Chap- 
ter 25  of  the  Manual  for  Courts  Martial, 
U.  S.  Army. 

(2)  A  District  Judge  shall  not  order  a 
new  trial  or  the  Court  of  Appeals  set 
aside  a  conviction  because  of  any  error 
in  the  admission  or  exclusion  of  evidence 
unless  refusal  to  take  such  action  appears 
to  be  inconsistent  wi^h  substantial  Jus- 
tice. 

(3)  The  accused  may,  but  need  not 
unless  he  so  desires,  testify  in  the  pro- 
ceedings. No  comment  may  be  made,  or 
inference  drawn,  from  the  accuseds 
failure  to  testify.  If  the  accused  desires 
to  testify,  he  Is  to  be  sworn,  and  may  be 
cross-examined  like  any  other  witness. 

(4)  No  witness  before  a  Military  Gov- 
ernment Court,  or  before  any  officer  or 
other  person  designated  to  take  a  deposi- 
tion to  be  read  In  evidence  before  any 
Military  Government  Court,  shall  be 
compelled  to  answer  any  question,  the 
answer  to  which  may  tend  to  incriminate 
him,  or  to  answer  any  question  not  ma- 
terial to  the  issue  when  such  answer 
might  tend  to  degrade  him. 

(5)  The  District  Attorney  or  the  ac- 
cused or  his  counsel  may  take  the  testi- 
mony of  any  person  by  deposition  upon 
oral  examination  or  wriKen  Interroga- 
tories for  use  as  evidence.  Such  deposi- 
tions may  be  taken  before  any  person 
qualified  to  administer  an  oath.  Both 
parties  shall  have  the  right  to  propound 
que.'^tioris. 

<6)  A  duly  authenticated  deposition 
taken  upon  reasonable  notice  to  the  op- 
posite party  may  be  read  In  evidence 
before  any  Military  Government  Court 
in  any  case  not  capital,  if  such  deposition 
be  taken  when  the  witne.ss  resides,  is 
found,  or  Is  about  to  go  beyond  the  United 
States  Area  of  Control,  or  beyond  the 
distance  of  100  miles  from  the  place  of 
trial  or  hearing,  or  when  it  appears  to 
the  satisfaction  of  the  Court  that  the  wit- 
ness, by  reason  of  age.  sickness,  bodily 
Infirmity,  imprisonment,  or  other  reason- 
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able  cause.  Is  unable  to  appear  and  testify    - 
In  person  at  the  place  of  trial  or  hearing: 
Provided.  That  testimony  by  deposition 
may  be  adduced  for  the  defense  in  cap- 
ital cases. 

(g)  Article  VII:  witnesses.  (1)  A 
Military  Government  Court  shall  have 
power  to  summon  as  a  witness  any  per- 
son except  a  child  under  14  years  of  age. 
In  which  case  it  may  summon  the  par- 
ents or  guardian  to  bring  the  child  to 
attend  as  a  witness,  and  except  a  person 
subject  to  military  law.  in  which  case  the 
attendance  of  such  witness  will  be  ob- 
tained by  a  request  made  to  the  com- 
manding oflBcer  of  such  person  to  order 
his  attendance. 

(2)  Any  person  whom  the  Court  may 
summon  as  a  witness  may  be  ordered  to 
bring  with  him  any  document  or  article 
in  his  possession  or  under  his  control 
which  has  a  bearing  on  the  Issues  of  the 
case,  provided  that  the  production  of  the 
document  or  article  in  question  is  not  a 
violation  of  military  security. 

(3)  Whenever  the  Court  has  reason  to 
believe  that  a  witness  may  be  Intimidated 
or  become  unavailable  at  the  trial,  it  may 
direct  that  he  be  detained  as  a  material 
witness,  provided  that  no  such  person 
shall  be  detained  for  a  period  of  more 
than  21  days  without  a  further  Court 
order  being  made.  A  report  of  such  de- 
tention shall  be  made  forthwith  to  the 
Chief  Judge  of  the  Court  of  Appeals. 

<4)  Any  person  other  than  the  ac- 
cused may  be  required  to  testfy  before  a 
Military  Government  Court,  provided 
that  no  witness  shall  be  required  to  in- 
criminate himself  and  provided  also  that 
a  Court  shall  not  compel: 

(1>  A  husband  or  wife  or  a  parent  or 
child  to  give  evidence  against  the  other 
or  to  disclose  any  communication  made 
to  him  or  her  by  the  other; 

(ii>  A  legal  advisor  to  disclose  any 
communication  between  himself  and  a 
client  made  in  the  course  of  a  profes- 
sional relatiopship  except  when  the  com- 
munication was  part  of  or  connected 
with  an  unlawful  act  or  omission; 

(iii)  A  priest  lor  other  minister  of 
t^ligion)  to  disclo.se  any  communication 
mad^n  the  course  of  a  confe.ssion. 

(5)  Each  witness  called  shall  take 
oath  or  make  affirmation  before  giving 
evidence,  except  that  a  child  who  In  the 
judgment  of  the  Court  does  not  under- 
stand 4he  nature  of  an  oath  but  jieverthe- 
less  understands  the  duty  of  speaking  the 
truth  may  give  evidence  without  being 
sworn  or  making  affirmation.  The  oath 
or  affirmation  shall  be  administered  in 
the  English  language  and  in  the  case  of  a 
witness  who  does  not  understand  such 
language  shall  also  be  translated  into  a 
language  which  the  witness  adequately 
understands. 

(h>  Article  VIII:  findings 'yind  sen- 
tenccs.  (DA  Court  shall  announce  its 
findings  on  each  charge  before  It  and 
shall  pronounce  a  separate  sentence  in 
respect  to  each  of  the  charges  upon 
which  the  accused  is  found  guilty. 

(2)  Every  sentence  of  imprisonment 
shall  state  the  date  of  commencement 
thereof,  which,  if  the  accused  was  pre- 
viously in  confinement,  shall  ordinarily 
make  allowance  for  the  period  of  con- 
finement; sentences  shall  be  deemed  to 
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run  concurrently  unless  the  Court  other- 
wise specifically  orders. 

A  Court  shall,  when  imposing  any  fine. 
Impose  a  sentence  of  imprisonment  to 
be  served  in  default  of  payment  of  such 
fine,  and  may  direct  the  period  wlthlrw 
which  the  fine  shall  be  paid.  In  the 
event  of  default  in  payment  of  a  fine, 
the  Court  may  order  the  alternative 
sentence  to  be  put  into  effect  without 
bringing  the  accused  again  before  the 
Court. 

(4)  A  Court  in  Imposing  any  sentence 
may  in  exceptional  circumstances  sus- 
pend the  execution  thereof  in  whole  or 
in  part  on  such  terms  as  it  thinks  fit. 
Sentences  will  be  suspended  only  for  a 
definite  reason.  In  all  cases  where  a  sus- 
pension is  ordered  the  reasons  for  it  will 
be  fully  stated  In  the  record.  The  Court 
In  suspending  any  sentence,  will  state 
specifically  the  terms  upon  which  it  is 
suspended. 

<5)  After  sentence  the  Court  may,  ex- 
cept in  case  of  a  sentence  of  death,  or  In 
a  case  where  the  accused  has  been  found 
guilty  of  murder,  rape  or  armed  robbery, 
order  the  accused  to  be  released  on  or 
without  bail  on  such  terms  as  it  thinks 
fit.  pending  action  of  the  Court  of  Ap- 
peals or  of  the  District  Court. 

(6»  When  an  accused  Is  convicted,  the 
Court  shall,  after  pronouncing  sentence, 
advise  the  accused  and  his  counsel  of 
the  right  of  the  accused  to  petition  for 
a  review  of  or  appeal  from  his  conviction. 
(7)  In  any  case  where  no  special  pro- 
vision therefpr  is  made  by  law  the  Court 
may,  in  addition  to  or  in  lieu  of  a  sen- 
tence: 

(i)  Order  the  restitution  to  the  lawful 
owner,  confiscation,  forfeiture  to  the 
United  States  Armed  Forces  or  local  pub- 
lic authority,  of  any  property  or  any  pro- 
ceeds of  such  property  whenever  an  ac- 
cused i.s  found  guilty  of  an  offense  an 
essential  element  of  which  is  the  Illegal 
posses-sion,  use,  purchase  or  sale  of  said 
property; 

(ii>  Order  the  closing  of  any  business 
premises  or  residence,  the  suspension  of 
business,  or  the  withdrawal  or  suspension 
of  any  license  for  the  operation  of  same 
or  of  any  similar  business,  where  an  ac- 
cused is  found  guilty  of  the  illegal  opera- 
tion of  a  business,  and  in  any  such  case, 
may  order  the  confiscation,  forfeiture  to. 
or  temporary  custody  by  the  United 
States  Armed  Forces  or  local  public  au- 
thority of  any  stock  in  trade  to  which 
such  illegal  operation  relates; 

(ill)  In  cases  in  which  it  appears  or  is 
alleged  that  the  accused  is  insane,  order 
the  accused  commited  for  examination 
and  if  insanity  is  established  order  the 
accused  to  be  kept  in  custody  in  a  men- 
tal hospital  or  other  suitable  place  sub- 
ject to  further  order  of  the  Court. 
Whenever  an  accused  is  so  ordered  held 
in  custody,  a  report  of  such  order  shall 
be  made  forthwith  to  the  Chief  Presid- 
ing District  Judge,  or  the  Presiding  Dis- 
trict Judge  if  there  is  no  Chief  Presid- 
ing District  Judge,  of  the  Land  or  Sector 
in  which  the  proceedings  were  heard, 
who  shall  have  power  to  make  such 
further  order  or  direct  such  further  pro- 
ceedings as  shall  appear  just. 

(8)  In  cases  Involving  offenders  un- 
der the  age  of  18  years,  the  Court  shall 
adopt  a  flexible  procedure  based  on  the 


accepted  practices  of  local  Juvenile  courts 
and  those  of  the  United  States,  includ- 
ing so  far  as  practicable  the  following 
measures: 

(I)  Report  from  the  local  Jugendamt 
In  advance  of  trial; 

(II)  Detention,  where  necessary,  in  a 
special  institution,  or  In  any  event,  apart 
from  adult  offenders; 

(iii)  Hearing  informally  in  closed  ses- 
sion with  the  Jugendamt  acting  as  ad- 
viser; and 

(iv)  Interrogation  of  parents  and  re- 
lease In  their  custody  or  in  the  custody 
of  the  local  Jugendamt  If  appropriate. 

(9)  An  offender  over  16  years  of  age, 
but  under  18  years  of  age,  may  be 
treated  in  all  respects  as  an  adult,  if  in 
the  opinion  of  the  Court  his  physical  and 
mental  maturity  make  his  treatment  un- 
der subparagraph  (8) ,  above,  inadvisable. 

(1)  Article  IX:  contempt.  (1)  A 
Court  shall  have  the  power  to  hold  in 
contempt  any  person,  including  the  ac- 
cused, counsel,  witnesses,  officials  or 
spectators. 

<2)  Contempt  punishable  by  a  Court 
Includes  the  following  acts: 

(I)  The  use  of  insulting  language  or 
an  insulting  manner  to  a  Judge  or  mag- 
istrate in  Court,  or  In  the  precincts  of  the 
Court; 

(II)  Any  speech  or  writing  calculated 
to  bring  a  Court  or  a  judge  Into  con- 
tempt; 

(ill)  Any  spefech  or  writing  substan- 
tially misrepresenting  the  proceedings  of 
a  Court,  or  prejudicing  the  public  against 
any  party  to  a  pending  Judicial  proceed- 
ings, or  tending  to  obstruct  the  proper 
administration  of  Justice; 

(iv)  Any  improper  attempt  to  inter- 
fere with  or  to  Influence  the  orderly 
processes  of  justice  in  Judicial  proceed- 
ings; 

(V)  Any  private  communication  to  a 
Judge  or  Magistrate  for  the  purpose  of 
Influencing  his  decision  on  a  pending 
Judicial  proceeding; 

(vi)  Any  Intimidation,  or  ob.struction. 
or  attempt  to  bribe  any  party  to  any 
pending  judicial  proceeding,  or  the  law- 
yer to  any  such  party,  or  a  witness,  or 
a  person  likely  to  be  called  as  a  witness; 

(vii)  The  refusal  of  a  witness  to  be 
sworn  or  to  make  an  afflrmation,  or  after 
his  being  sworn  or  having  affirmed,  his 
improper  refusal  to  answer: 

(vlii)  Obstruction  of  an  officer  of  the 
Court  in  the  execution  of  his  duty; 

(ix)  Disobedience  of  an  order  of  the 
Court. 

(J)  Article  X:  procedure  lor  review  of 
cases  before  magistrates.  <1)  Three 
copies  of  a  petition  for  review  after  con- 
viction by  a  Magistrate  must  be  filed  in 
the  Clerk's  office  of  the  District  Court 
of  the  district  wherein  the  trial  was  held. 
The  petition  mast  be  filed  within  five 
days  after  a  finding  of  guilty  or  within 
such  further  time  as  the  Magistrate  may 
fix  within  the  five-day  period. 

(2  >  The  petition  shall  state  specifically 
the  ground  or  grounds  for  review. 

(3)  If  the  petition  is  based  on  the  con- 
tention that  the  Magistrate  has  failed 
to  follow  a  decision  of  the  District  Court 
or  the  Court  of  Appeals,  the  petition 
shall  refer  to  that  decision  and  shall  state 
wherein  the  Magistrate  has  failed  to 
follow  it. 
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(4)  If  the  petition  Is  based  on  a  con- 
tention of  denial  of  due  process  of  law. 
It  shall  state  what  right  of  the  convicted 
person  has  been  denied  by  the  Magis- 
trate. 

( 5 )  If  the  petition  Is  based  on  the  con- 
tention that  the  Magistrate's  ruling 
against  the  person  convicted  proceeds 
from  an  erroneous  view  of  an  important 
question  of  the  law.  the  petition  shall 
state  the  question  and  shall  point  out 
wherein  the  Magistrate  erred. 

(6)  If  the  petition  is  based  on  the  con- 
tention that  the  convicted  person's  rights 
have  been  substantially  prejudiced,  the 
petition  shall  set  out  those  rights  and 
state  wherein  they  have  been  prejudiced. 

(7)  If  the  petition  Is  based  on  the  con- 
tention that  the  sentence  imposed  by 
the  Magistrate  is  excessive,  it  shall  con- 
tain a  brief  summary  of  the  facts  by 
reason  of  which  the  defendant  was  found 
guilty  and  shall  state  the  reasons  why 
the  sentence  imposed  by  the  Magistrate 
was  not  appropriate  to  those  facts  and 
to  the  circumstances  of  the  defendant. 

(8)  The  District  Attorney,  if  he  so  de- 
sires, may  file  an  answer  to  the  petition 
within  five  days  after  the  time  the  con- 
victed person's  petition  is  filed  or  within 
such  further  time  as  the  Magistrate  may 
fix  within  the  five-day  period. 

(9)  If  such  petition  for  a  review, 
after  conviction  by  a  Magistrate,  is  filed, 
the  Clerk  of  the  District  Court  shall 
notify  the  Magistrate  concerned. 

(10)  In  his  petition  for  a  review,  the 
accused  or  his  counsel  shall  make  a  defi- 
nite statement  of  the  points  on  which  he 
Intends  to  rely  and  a  designation  of  the 
parts  of  the  record  which  he  thinks  nec- 
essary for  a  consideration  thereof. 

(11)  The  District  Attorney  in  his  an- 
swering petition  may  designate  In  writ- 
ing additional  parts  of  the  record  which 
he  thinks  pertinent. 

(12)  The  parts  of  the  record  so  desig- 
nated by  the  accused  or  his  counsel  and 
by  the  District  Attorney  shall  be  tran- 
scribed and  copies  furnished  to  the 
accu.sed  or  his  counsel,  the  District 
Attorney  and  the  Judge  before  whom  the 
review  Is  to  be  had. 

(13)  Proceedings  under  this  Article 
shall  be  referred  for  determination  to  the 
District  Judge  designated  by  the  Presid- 
ing Judge  of  the  District  in  which  the 
trials  occurred,  unless  the  Chief  Presid- 
ing District  Judge  of  the  particular  Land 
shall  have  designated  another  District 
Judge  in  such  Land  to  whom  such  pro- 
ceedings are  to  be  referred.  In  which 
event  such  proceedings  are  to  be  deter- 
mined by  such  latter  Judge.  The  fore- 
going is  suWect  to  the  jxiwer  of  the  Chief 
Judge  of  the  Court  of  Appeals,  to  be 
exercised  as  In  his  discretion  seems 
proper,  to  designate  any  Judge  or  Judges 
of  the  Court  of  Appeals  or  of  any  Dis- 
trict to  determine  any  particular  pro- 
ceedings or  group  of  proceedings. 

(14)  A  Judge  to  whom  a  petition  for 
a  review  has  been  referred  may.  if  he  so 
desires,  order  any  parts  of  the  record  not 
designated  by  either  the  accused  or  the 
District  Attorney  for  transcription,  to  be 
transcribed  and  furnished  to  him  in 
connection  with  the  review,  or  call  upon 
the  District  Attorney  and  the  accused  or 
his  counsel  to  make  oral  argument  on  a 
day  fixed  by  the  reviewing  Judge. 
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(15)  The  Judge  to  whom  a  petition  for 
review  has  been  referred,  after  examina- 
tion of  the  petition  for  review,  any  an- 
swering petition  of  the  District  Attorney, 
the  parts  of  the  record  designated  by  the 
defense,  the  District  Attorney,  or  ordered 
transcribed  by  said  Judge,  and  after 
hearing  of  oral  argument  of  the  same 
has  been  ordered,  shall  enter  an  order, 
as  In  the  circumstances  is  appropriate 
in  accordance  with  Military  Government 
Ordinance  No.  31.  Article  3,  Section  9. 
(See  sec.  3.6a  (o    (9)   of  this  part.) 

(16)  The  clerk  of  the  District  Court 
of  the  District  in  which  the  Magistrate's 
trial  was  held  shall  cause  such  order  of 
the  Judge  to  be  filed  with  the  record  of 
the  trial  before  the  Magistrate. 

(17)  In  the  absence  of  a  stenographic 
transcript  of  the  record  of  any  case  tried 
before  a  Magistrate,  the  Magistrate  shall 
make  up  the  record  or  portions  thereof 
required  from  his  trial  notes.  If  either 
the  District  Attorney  or  the  accused  or 
his  counsel  shall  question  the  record  or 
portion  thereof  so  made,  the  Magistrate 
shall  settle  the  questions  raised  at  a  hear- 
ing, on  reasonable  notice  to  the  District 
Attorney  and  to  the  accused  or  his  coun- 
sel. If  either  still  questions  the  record 
after  such  hearing,  the  matters  in  ques- 
tion may  be  raised  In  the  petition  of  the 
accused  for  review  and  In  the  answer 
of  the  District  Attorney  before  the  Dis- 
trict Judge  to  whom  the  petition  has 
been  referred. 

(k)  Article  XI:  appeals.  (1)  The 
record  of  a  criminal  case  to  be  considered 
on  appeal  shall  consist  of  (a)  the  charges 
against  the  person  convicted,  (b)  the 
transcript  of  so  much  of  the  evidence 
adduced  at  the  trial  as  the  District  At- 
torney or  Counsel  for  the  convicted  per- 
son may  desire  to  be  Included,  (c)  judg- 
ment, (d)  the  sentence  imposed,  and  (e) 
the  opinion  of  the  District  Judge. 

(2)  In  cases  in  which  the  Court  of 
Appeals  must  take  the  case  on  appeal, 
the  Clerk  of  the  Court  In  which  the 
triar  was  had  shall  furnish  the  person 
convicted  or  his  counsel  with  a  transcript 
of  the  record  of  the  trial  as  soon  as 
practical.  Within  twenty  days  of  the 
service  of  that  record,  the  person  con- 
victed or  his  counsel  may  notify  the 
Clerk  of  the  Court  of  Appeals  of  his  wish 
to  be  heard  on  the  appeal,  and  If  so 
shall  file  seven  copies  of  a  petition  Cbrlef ) 
setting  forth  his  reasons  why  the  con- 
viction should  be  set  aside  and  shall  In- 
dicate If  he  desires  an  oral  argument. 
In  the  latter  event,  the  Court,  If  it  con- 
siders that  oral  argument  Is  desired,  shall 
set  the  case  down  for  argument  on  a 
day  certain  and  advise  the  convicted 
person  or  his  counsel  of  that  date. 

(3>  In  cases  in  which  the  person  con- 
victed has  the  right  of  appeal,  he  or  his 
counsel,  shall  within  fourteen  days  no- 
tify the  Clerk  of  the  Court  of  Appeals 
and  the  clerk  of  the  court  in  which  the 
trial  was  had  of  his  intention  of  exercis- 
ing that  right.  The  Court  Clerk  of  the 
Court  in  which  the  trial  was  had  shall 
furnish  the  convicted  person  or  his  coun- 
sel with  a  transcript  of  the  record  of  the 
trial  as  soon  as  practical.  Within 
twenty  days  of  the  service  of  that  rec- 
ord, the  convicted  person  or  his  coun- 
sel shall  file  seven  copies  of  a  petition 
(brief)  setting  forth  his  reasons  wliy  the 
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conviction  should  be  set  aside  and  shall 
notify  the  Clerk  of  the  Court  of  Ap- 
peals of  his  wish  to  be  heard  in  oral 
argument.  If  the  Court  is  of  opinion 
that  it  desires  to  hear  oral  argument, 
the  Court  shall  then  set  the  case  down 
for  argument  on  a  day  certain  and  ad- 
vise the  convicted  person  or  his  counsel 
of  that  date. 

(4)  In  all  other  cases  in  which  a  con- 
victed person  or  his  counsel  desires  to 
petition  for  leave  to  appeal  to  the  Court 
of  Appeals  from  a  judgment  by  reason 
of  which  he  feels  aggrieved,  he  shall 
notify  the  Clerk  of  the  Court  of  Appeals 
and  the  clerk  of  the  Court  in  which  the 
trial  was  had  of  his  intention  of  filing 
such  petition  within  fourteen  days  of 
the  date  of  the  rendition  of  the  judg- 
ment. The  clerk  of  the  Court  In  which 
the  trial  was  had  shall  furnish  the  con- 
victed person  or  his  counsel  with  a 
transcript  of  the  record.  Within  twenty 
days  of  the  service  of  that  record,  the 
con vlcred  person  or  his  counsel  shall  file 
with  the  Clerk  of  the  Court  of  Appeals 
seven  copies  of  his  petition  (brief)  set- 
ting forth  his  reason  for  asking  for  the 
appeal.  If  after  examination  of  the  rec- 
ord and  the  petition  the  Court  of  Ap- 
peals wishes  to  hear  the  case,  the  clerk 
shall  notify  the  convicted  person  or  his 
counsel  and  shall  indicate  in  the  notice 
if  It  wishes  an  oral  argument  and  on 
what  day  that  argument  will  take  place. 

(5)  In  any  case  where  the  Court  of 
Appeals  wishes  to  call  a  case  up  for  re- 
view the  Clerk  of  that  Court  shall  notify 
the  clerk  of  the  Court  where  the  pro- 
ceedings were  had  and  the  latter  shall 
furnish  the  Clerk  of  the  Court  of  Ap- 
peals with  a  transcript  of  the  record  of 
such  proceedings.  If  the  Court  of  Ap- 
peals desires  to  hear  the  convicted  per- 
son, either  by  brief  or  by  oral  argument, 
the  Clerk  thereof  shall  notify  the  con- 
victed person  and  shall  give  in  the  no- 
tice the  dates  for  filing  briefs  or  making 
arguments. 

(6)  In  the  absence  of  a  stenograph 
transcript  of  the  record,  the  trial  court 
or  judge  shall  make  up  the  record  from 
the  trial  noted.  If  the  record  so  made 
is  questioned  by  either  the  District  At- 
torney or  the  accused  or  his  counsel,  the 
record  shall  be  settled  as  is  provided 
for  settling  a  record  under  paragraph 
(J)  (17)  of  this  section,  and  with  like 
right  to  raise  any  question  as  to  the 
record  before  the  Court  of  Appeals. 

(7)  The  time  for  filing  petitions  de- 
scribed in  subparagraph  (2),  (3)  and  (4>, 
above,  may  upon  application  of  a  con- 
victed person  or  his  counsel  be  extended 
by  the  Court  of  Appeals  or  any  Judge 
thereof. 

<8)  In  all  cases  where  the  accused  or 
his  counsel  file  petitions  for  appeal,  the 
District  Attorney  shall  have  a  right  to 
answer  the  said  petitions  within  such 
time  as  the  Court  of  Appeals  may  fix. 

(9)  A  petition  to  the  Court  of  Appeals 
shall  contain  (a)  a  concise  statement  of 
the  questions  presented  by  the  appeal, 
(b)  a  reference  to  the  legislation  in- 
volved, (c)  a  summary  of  the  facts 
brought  out  at  the  trial,  and  (d)  such 
argument  on  the  facts  and  the  law  as  the 
convicted  person  or  his  counsel  shall  be- 
lieve to  be  pertinent. 
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(1)  Article  XII:  application  and 
amendment.  ( 1 )  This  Code  of  Criminal 
Procedure  shall  apply  In  all  criminal  pro- 
ceedings under  Military  Government  Or- 
dinance No.  31  (see  sec.  3.6a  of  this 
part).  In  any  proceedings  to  which  this 
Code  applies,  whenever  the  provisions 
hereof  are  in  conflict  with  the  Rules  of 
Practice  In  Military  Government  Courts, 
existing  on  the  eflective  date  of  this  Code, 
the  provisions  hereof  shall  control. 

(2)  The  provisions  of  paragraph  (j) 
(excepting  subparagraphs  (13)  and  (15), 
and  the  provisions  of  paragraph  (k) 
hereof  are  hereby  made  subject  to  the 
power  of  the  Court  of  Appeals  to  change 
and  amend  the  same  from  time  to  time 
under  authority  of  Military  Government 
Ordinance  No.  31.  Article  4.  paragraph  6. 

(m)  Article  XIII:  effective  date.  This 
ordinance  shall  become  eCfective  In  the 
Laender  of  Bavaria,  Bremen,  Hesse  and 
Wuerttemberg-Baden  and  in  the  US 
Sector  of  Berlin  on  August  18.  1948.  By 
Order  of  Military  Government. 

Sic.  3.6c.  Ordinance  No.  33:  code  of 
civil  procedure  for  United  States  Military 
Government  Courts  for  Germany— (e.) 
Article  I:  commencement  of  the  proceed- 
ings. (1)  Civil  proceedings  In  the 
United  States  Military  Government 
Courts  for  Germany,  established  under 
Ordinance  No.  31  (see  Sec.  3.6a  of  thia 
Part)  shall  be  commenced  by  the  filing 
of  a  complaint  in  the  ofBce  of  the  Cleric 
of  the  appropriate  District  Court. 

(2)  There  shall  be  one  type  of  action 
to  be  known  as  a  "civil  action." 

(b)  Article  II:  complaint.  (1)  The 
complaint  should  state  facts  which  con- 
stitute a  cause  of  action  In  favor  of  the 
plaintiff  against  the  defendant  and 
should  demand  the  specific  relief  to 
which  the  plaintiff  considers  himself  en- 
titled. It  may  contain  a  general  prayer 
for  any  other  relief  to  which  the  plaintiff 
may  appear  to  be  entitled. 

(2)  The  plaintiff  may  state  as  many 
separate  claims  as  he  has  regardless  of 
consistency. 

(c)  Article  III:  summons  upon  com- 
plaint. (1>  Upon  the  filing  of  the  com- 
plaint thft  Clerk  shall  forthwith  issue  a 
summons  and  deliver  it,  together  with 
a  copy  of  the  complaint,  for  service  to  the 
marshal  or  to  a  person  specially  appoint- 
ed by  the  court  for  that  purpose.  Upon 
request  of  the  plaintiff  separate  or  addi- 
tional summons  shall  issue  against  any 
defendants. 

(2)  The  summons  shall  be  signed  by 
the  Clerk,  be  under  the  seal  of  the  Court, 
contain  the  name  of  the  court  and  the 
names  of  the  parties,  be  directed  to  the 
defendant,  state  the  name  and  address 
of  the  plaintiff's  attorney,  if  any.  other- 
wise the  plaintiff's  address,  and  the  time 
within  which  these  rules  require  the  de- 
fendant to  appear  and  defend,  and  shall 
notify  him  that  in  case  of  his  failure  to 
do  so  Judgment  by  default  will  be  ren- 
dered against  him  for  the-rehef  demand- 
ed in  the  complaint. 

(d)  Article  IV:  service.  (D  The 
summons  and  comolaint  shall  be  served 
together  by  a  marshal,  by  his  deputy  or 
by  some  person  specially  appointed  by 
the  Court  for  that  purpose. 

(i>  Service  upon  an  individual  shall 
be  made  either: 
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(a)  By  delivering  a  copy  of  the  sum- 
mons and  complaint  to  him  personally, 
or 

(b)  By  leaving  a  copy  of  the  summons 
and  complaint  at  the  place  where  he 
usually  resides  with  some  person  of  suit- 
able age  and  discretion  then  residing 
therein,  or 

(c)  If  he  is  a  citizen  of  the  United 
States  or  of  one  of  the  occupying  na- 
tions, by  mailing  a  copy  of  the  summons 
and  complaint  by  registered  mail  to  his 
last  known  address  In  the  United  States 
area  of  Control;  and  if  not.  service  may 
be  made  in  the  manner  provided  in  Sec- 
tion 166  ff  of  the  Code  of  Civil  Procedure 
In  the  version  of  November  8,  1933 
(RGBl.  I.  S.  821); 

Provided,  That  In  the  case  of  service 
upon  an  infant  or  Incompetent  person. 
If  service  is  in  accordance  with  subpara- 
graph (1)  (1)  (a),  above,  the  person  to 
whom  delivery  Is  made  shall  be  the  per- 
son with  whom  such  Infant  or  incom- 
petent lives  or  who  is  charged  with  his 
care  and  control;  smd  if  service  is  in  ac- 
cordance with  subparagraphs  (1)  (1)  (b) 
or  (c).  above,  the  residence  shall  be  the 
residence  and  address  of  the  person  with 
whom  such  Infant  or  incompetent  lives 
or  of  the  person  who  is  charged  with  his 
care  and  control. 

(11)  Upon  a  domestic  or  foreign  cor- 
poration or  a  partnership  or  other  un- 
incorporated association,  by  delivering  a 
copy  of  the  summons  and  complaint  to 
an  officer,  a  managing  or  gteneral  agent, 
or  to  any  other  agent  authorized  by 
appointment  or  by  law  to  receive  service 
of  process. 

(2)  The  marshal,  his  deputy  or  a  per- 
son designated  by  the  Court  to  serve  the 
summons  and  complaint,  shall  note  his 
written  certificate  upon  the  original  of 
the  summons  showing  the  time  and  man- 
ner of  service  and  file  same  forthwith 
in  the  Clerk's  office. 

(3)  Service  of  process  is  waived  by  an 
appearance  filed  In  Court  on  behalf  of 
a  party. 

(e)  Article  V;  motions.  (V  An  ap- 
plication to  the  Court  for  an  order  shall 
be  by  motion  which,  unless  made  during 
a  hearing  or  trial,  shall  be  made  in  writ- 
ing, shall  state  with  particularity  the 
grounds  therefor,  and  shall  set  forth  the 
relief  or  order  sought.  No  hearing  on 
any  motion,  other  than  a  motion  made 
during  a  hearing  or  trial,  shall  be  had 
without  notice  to  the  opposing  party  or 
parties  as  the  Court  shall  direct. 

(2)  The  following  defenses  may  at  the 
option  of  the  pleader  be  made  by  mo- 
tion: 

(I)  Lack  of  jurisdiction  over  the  sub- 
ject matter; 

(II)  Lack  of  Jurisdiction  over  the  per- 
son; 

(Ul)  Improper  venue; 

(iv)  Failure  to  state  a  claim  upon 
which  relief  can  be  granted.  A  motion 
making  any  of  these  defenses  shall  be 
disposed  of  before  a  hearing  on  the 
merits. 

(3)  Before  responding  to  a  pleading 
or,  if  no  responsive  pleading  is  permitted 
by  these  rules,  within  twenty  days  after 
the  service  of  the  pleading  upon  him. 
unless  the  Court  directs  otherwise,  a 
party  may  move  lor  a  more  definite 


statement  of  any  matter  which  Is  not 
averred  with  sufficient  definlteness  or 
particularity  to  enable  him  properly  to 
prepare  his  responsive  pleading  or  to 
prepare  for  trial.  The  motion  shall 
point  out  the  defects  complained  of  and 
the  details  desired. 

(4)  When  a  party  against  whom  a 
judgment  for  affirmative  relief  is  sought 
has  failed  to  plead  or  otherwise  defend 
and  that  fact  is  made  to  appear  by  affi- 
davit or  otherwise,  the  Clerk  shall  enter 
his  default. 

(5)  The  party  entitled  to  Judgment  by 
default  shall  apply  to  the  Court  there- 
for; but  no  Judgment  by  default  shall  be 
entered  against  an  Infant  or  Incompe- 
tent person  unless  represented  in  the 
action  by  a  general  guardian,  committee, 
conservator,  or  other  such  representa- 
tive who  has  appeared  therein.  If  the 
party  against  whom  Judgment  by  default 
is  sought  has  appeared  in  the  action,  he 
(or,  if  appearing  by  representative,  his 
representative)  shall  be  served  with 
written  notice  of  the  application  for 
judgment  at  least  three  days  prior  to  the 
hearing  on  such  application.  If.  in  or- 
der to  enable  the  Court  to  enter  Judg- 
ment or  to  carry  it  Into  effect,  it  is  neces- 
sary to  take  an  account  or  to  determine 
the  amount  of  damages  or  to  establish 
the  truth  of  any  averment  by  evidence  or 
to  make  an  investigation  of  any  other 
matter,  the  Court  may  conduct  such 
hearings  as  It  deems  necessary  and 
proper. 

(f)  Article  VI:  answer.  (1)  A  party 
should  state  his  defenses  to  each  claim 
asserted  and  should  admit  or  deny  the 
averments  upon  which  the  adverse  party 
relies.  If  he  la  without  knowledge  or 
Information  sufficient  to  form  a  belief  as 
to  the  truth  of  an  averment,  he  shall  so 
state  and  this  has  the  effect  of  a  denial. 
Any  matter  constituting  an  avoidance 
or  affirmative  defense  or  a  counter-claim, 
shall  be  set  forth  affirmatively. 

f2)  A  defendant  shall  deliver  a  copy 
of  his  answer  to  each  plaintiff,  or  his  at- 
torney, within  twenty  days  after  the 
service  of  the  summons  and  complaint 
upon  him  unless  the  Court  directs  other- 
wise,  and  shall  forthwith  file  a  certificate 
with  the  Court  that  he  has  done  so. 

(3)  A  plaintiff  against  whom  a  coun- 
ter-claim Is  filed  shall  file  an  answer 
thereto.  The  provisions  of  subpara- 
graphs (1)  and  (2)  of  this  paragraph 
shall  apply. 

(g)  i4rftcZe  VII:  pleadings  generally. 
(1)  All  pleadings  must  contain  a  plain 
and  concise  statement  of  the  facts  on 
which  the  pleader  relies,  but  not  of  the 
evidence  by  which  they  are  to  be  proved. 

(2)  Every  pleading  shaM  contain  a 
caption  setting  forth  the  name  of  the 
court,  and  the  title  of  the  action.  In  the 
complaint,  the  title  of  the  action  shall 
Include  the  names  of  all  parties,  but  In 
other  pleadings  it  Is  sufficient  to  state  the 
name  of  the  first  party  on  each  side  with 
an  appropriate  Indication  of  other  par- 
ties. 

(3)  Each  claim  founded  upon  a  sep- 
arate transaction  or  occurrence  and  each 
defense  other  than  denials  shall  be  stated 
in  a  separate  count  or  defense  whenever 
a  separation  facilitates  the  clear  presen- 
tation of  the  matters  set  forth. 
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(4)  If  any  pleadings  be  Insufficient, 
the  Court  hiay  order  a  fuller  or  more 
particular  statement;  and  if  the  plead- 
ings do  not  sufficiently  define  the  issue, 
the  Court  may  order  other  Issues  pre- 
pared; and  may  settle  the  Issues  If  the 
parties  differ. 

(5»  Every  material  allegation  of  fact 
In  a  pleading  which  is  not  denied  by  the 
adverse  party  shall  be  deemed  to  be  ad- 
mitted, unless  the  latter  avers  that  he 
has  no  knowledge  or  information  thereof 
sufficient  to  form  a  belief. 

(6)  A  party  may  set  forth  two  or  more 
statements  of  a  claim  or  defense  alter- 
natively or  hypothetically.  either  in  one 
count  or  defense  or  in  separate  counts  or 
defenses. 

(7)  A  party  may  amend  his  pleading 
only  by  leave  or  court  or  by  written  con- 
sent of  the  adverse  party;  and  leave  shall 
be  freely  given  when  Justice  so  requires. 

(8)  Every  pleading  of  a  party  repre- 
sented by  an  attorney  shall  be  signed  by 
at  least  one  attorney  of  record  in  his  in- 
dividual name,  whose  address  shall  be 
stated,  A  party  who  is  not  represented 
by  an  attorney  shall  sign  his  pleading 
and  state  his  address. 

(9)  All  pleadings  and  orders  of  the 
court  shall  be  filed  in  the  Clerk's  office 
and  the  same  shall  not  become  effective 
until  such  filings  take  place. 

(10)  A  pleading  which  is  In  substan- 
tial compliance  with  these  rules  shall  be 
considered  sufficient.  No  case  will  be 
finally  disposed  of  on  a  technicality  of 
pleading. 

(h )  Article  VIII:  evidence  and  witness. 
The  rules  of  evidence  and  provisions  con- 
cerning witnesses  prescribed  in  Articles 
VI  and  VII  of  Military  Government 
Ordinanot  No.  32  (see  sec.  3.6b  of  this 
part)  shall  apply  mutatis  mutandis. 

(i>  Article  IX:  trials.  Trials  shall  fol- 
low the  procedure  outlined  below: 

(1)  A  statement  by  the  plaintiff  out- 
lining the  facts  to  be  proved  by  him.  or 
his  attorney,  and  the  calling  of  the  plain- 
tiff's witnesses. 

(2)  After  each  witness  has  given  evi- 
dence, cross-examination  by  the  defend- 
ant, or  his  attorney. 

(3)  Re-examination  by  the  plaintiff, 
or  his  attorney,  of  any  witness  upon  any 
new  matter  appearing  in  the  cross-ex- 
amination or.  with  the  court's  consent, 
upon  any  other  matter. 

(4)  Consideration  of  any  motions  ad- 
dressed to  the  sufficiency  of  the  plain- 
tiff's case. 

(5)  A  statement  by  the  defendant,  or 
his  attorney,  followed  by  th^.  calling,  ex- 
amination. cro.ss-examination.  and  re- 
examination of  the  witnesses  for  the  de- 
fendant. 

<6>  When  all  the  witnesses  for  the 
defendant  have  been  called  and  the  case 
for  the  defendant  closed,  the  calling  by 
the  plaintiff,  or  his  attorney,  or  with  leave 
of  court,  recalling  of  any  witnesses  for 
the  purposes  of  rebuttal  of  any  material 
statement  made  by  any  witness  for  the 
defendant  or  of  giving  evidence  on  any 
new  matter  raised  by  the  defendant. 

(7)  The  taking  of  such  further  evi- 
dence as  the  Court  may,  for  cause, 
permit. 

(8)  A  summing  up  by  the  defendant 
of  his  attorney  follov.'ed  by  a  summing 
up  by  the  plaintiff  or  his  attorney. 


(9*  The  Court  upon  the  conclusion  c." 
a  case  shall  make  written  findings  of 
fact  and  conclusions  of  law. 

(J)  Article  X;  judgments.  In  an  ac- 
tion in  which  any  part  of  the  relief 
sought  is  a  judgment  for  a  sum  of  money 
or  the  disposition  of  a  sum  of  money  or 
disposition  of  any  other  thing  capable  of 
delivery,  a  party  may  by  leave  of  court 
deposit  with  the  Clerk  of  the  Court  all 
or  any  part  of  such  sum  or  thing. 

<k>  Article  XI:  costs  arid  fees.  Costs 
and  fees  shall  be  allowed  as  of  course  to 
the  prevailing  party  unless  the  Court 
otherwise  directs.  Costs  and  fees  may  be 
taxed  by  the  Clerk  on  two  days  notice. 
On  motion  served  within  five  days  there- 
after, the  action  of  the  Clerk  may  be  re- 
viewed by  the  Court. 

(I)  Article  XII;  appeals.  (1)  The  rec- 
ord on  appeal  shall  co^j^tain: 

(i)   The  summons  and  complaint; 

(II)  Any  subsequent  motions  or  plead- 
ings; 

(ill)  The  judgment  of  the  Court; 

(iv)  The  opinion  of  the  Judge  or  mag- 
istrate rendering  the  judgment; 

(V)  A  typewritten  transcript  of  such 
portions  of  the  record  of  the  trials  as  the 
p>etitioner  and  the  respondent  shall  have 
designated  to  be  transcribed. 

<2)  In  any  case  in  which  a  party  of 
his  counsel  desires  the  Court  of  Appeals 
to  permit  an  appeal  from  a  Judgment  by 
reason  of  which  he  feels  aggrieved,  he 
shall  file  a  notice  for  such  appeal  to- 
gether with  proof  of  service  of  such  no- 
tice, on  the  opposing  party  or  parties,  or 
his  or  their  counsel,  with  the  clerk  of  the 
court  in  which  the  trial  took  place  within 
twenty  days  after  the  date  of  judgment. 
Such  notice  shall  designate  such  parts  of 
the  trial  record  as  the  aggrieved  party 
desires  to  be  transcribed.  The  clerk  of 
the  court  in  which  the  trial  took  place 
shall  furnish  all  parties  with  a  steno- 
graphic transcript  of  the  parts  of  the 
trial  record  so  requested  as  soon  as 
practicable.  The  cost  of  transcribing  the 
record  shall  be  paid  to  the  clerk,  by  the 
party  requesting  the  appeal  before  the 
appeal  will  be  considered,  unless  the  trial 
court  orders  otherwise. 

<3»  Within  fourteen  C14)  days  after 
the  service  of  such  parts  of  the  record, 
the  aggrieved  party  shall  file  with  the 
clerk  of  the  court  in  which  the  trial  took 
place  seven  copies  of  a  petition  setting 
forth  his  rea.sons  for  asking  for  the  re- 
view together  with  proof  of  service  of  a 
copy  thereof  on  each  opF>osing  party  or 
his  attorney.  The  opposing  party  or 
parties  may  within  ten  days  after  service 
of  such  petition  thereon,  designate  in 
writing  to  such  clerk  of  court  such  ad- 
ditional parts  of  Ihe  trial  record  as  he 
or  they  desire  to  be  transcribed,  and  the 
clerk  of  court  shall  thereupon  furnish  all 
parties  with  a  stenographic  transcript 
thereof  as  soon  as  practicable.  Within 
fourteen  days  after  service  of  such  ad- 
ditional parts  of  the  record,  such  oppos- 
ing parties  may  file  with  such  clerk  briefs 
in  opposition  to  the  petition  provided 
that  no  such  brief  shall  be  accepted  with- 
out proof  of  service  of  a  copy  thereof  on 
each  opposing  party  or  his  attorney.  The 
clerk  of  court  with  whom  the  foregoing 
are  filed  shall  then  transmit  them  to- 
gether with  three  copies  of  the  record  on 
appeal  certified  by  said  clerk,   to  the 


Clerk  of  the  Court  of  Appeals.  If  the 
Court  of  Appeals  wishes  to  hear  oral 
argument,  its  clerks  shall  notify  the  par- 
ties or  their  attorneys  and  shall  indicate 
in  the  notice  on  what  date  such  argu- 
ment will  take  place. 

(m)  Article  XIII:  application.  This 
Code  of  Civil  Procedure  shall  apply  in  all 
civil  proceedings  in  United  States  Mili- 
tary Government  Courts  for  Germany 
established  under  Military  Government 
Ordinance  No.  31  (see  sec.  3.6a  of  this 
part).  In  any  proceedings  to  which  this 
Code  applies,  whenever  the  provisions 
hereof  are  in  conflict  with  the  Rules  of 
Practice  in  Military  Government  Courts, 
existing  on  the  effective  date  of  this  Code, 
the  provisions  hereof  shall  control. 

(n)  Article  XIV:  effective  date.  This 
ordinance  shall  become  effective  In  the 
Laender  of  Bavarf^,  Bremen,  Hesse  and 
Wuerttemberg-Baden  and  in  the  U.  S. 
Sector  of  Berlin  on  18  August  1948.  By 
Order  of  Military  Government. 

[SEAL]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

|P.    R.    Doc.    49-211;    Filed,    Jan.    10,    1949; 
8:59^.  ml 


DEPARTMENT  OF  COMMERCE 
Bureau  of  the  Census 

Statistics  of  Manufactures 

notice  relating  to  annual  surveys  of 
manufacturers 

In  conformity  with  the  act  of  Congress 
approved  June  19.  1948,  62  Stat.  478,  I 
have  determined  that  data  relating  to  in- 
dustries listed  below  are  needed  to  aid 
the  efficient  performance  of  essential 
governmental  functions  and  have  signifi- 
cant application  to  the  needs  of  the  pub- 
lic and  industry  and  are  not  publicly 
available  from  non-governmental  or 
other  governmental  sources. 

The  apparel  group  of  industries  em- 
ploys more  than  a  inillion  persons.  In- 
formation on  apparel  output  is  necessary 
to  the  adequate  measurement  of  total 
manufacturing  production.  The  indus- 
tries listed  below  are  Important  apparel 
Industries.  Government  agencies  need 
data  on  the  production  of  these  indus- 
tries. Manufacturers  of  apparel  as  well 
as  their  suppliers  and  customers'  trade 
associations,  and  the  general  public  have 
also  requested  such  data  in  the  Interest 
of  business  efficiency. 

Information  will  be  collected  from  the 
following  industries: 

Women's,  misses',  and  Juniors'  outerwear. 
Women's  and  children's  underwear  made 

from  woven  fabric. 
Children's  and  Infants'  outerwear. 
Knit  cloth  for  sale. 
Knit  outerwear. 
Gloves  and  mittens. 
Knit  rayon  underwear. 

Reports  furnishing  this  information 
will  be  required  from  all  manufacturers 
In  the  above  industries. 

The  reports  described  above  will  re- 
quire reporting  of  shipments  and  pro- 
duction of  principal  garments  or  prod- 
ucts of  the  industry.  Blank  copies  of  the 
forms  to  be  prepared  are  available  to 
producers  of  the  listed  i:i(Ir.r:lries  on  re- 
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quest  to  the  Director.  Bureau  of  the 
Census.  Washington  25,  D.  C. 

I  have,  therefore,  directed  that  sur- 
veys be  conducted  for  the  purpose  of 
collecting  the  data  hereinabove  de- 
scribed. 


[seal] 

Approved: 
Charles  Sawyer, 


J.  C.  Capt. 
Director. 


Secretary  of  Commerce. 

(P.    R.    Doc.    49-250:    Piled.    Jan.    10.    1940; 
9:17  a.  m.| 


DEPARTMENT  OF  LABOR 
Wage  and  Hour  Division 

Learners  Employment  Certificates 
issuance  to  various  industries 

Notice  of  Issuance  of  special  certifi- 
cates for  the  employment  of  learners 
under  the  Fair  Labor  Standards  Act  of 
1938. 

Notice  Is  hereby  given  that  special 
certificates  authorizing  the  employment 
of  learners  at  hourly  wage  rates  lower 
than  the  minimum  wage  rate  applicable 
under  section  6  of  the  act  have  been 
issued  to  the  firms  hereinafter  mentioned 
under  section  14  of  the  act.  Part  522  of 
the  regulations  issued  thereunder  (Au- 
gust 16.  1940.  5  F.  R.  2862,  and  as 
amended  June  25.  1942,  7  F.  R.  4725), 
and  the  determinations,  orders  and 'or 
regulations  hereinafter  mentioned.  The 
names  and  addresses  of  the  firms  to 
which  certificates  were  issued.  Industry, 
products,  number  of  learners,  learner 
occupations,  wage  rates,  learning  periods, 
and  effective  and  expiration  dates  of  the 
certificates  are  as  follows: 

Regulations.  Part  522,  Regulations  Ap- 
pHcable  to  the  Employment  of  Learners: 

FUo  Grande  Artificial  Flower  Co..  Rio 
Grande.  Puerto  Rico;  to  employ  48 
learners  in  the  artificial  flower  industry 
to  manufacture  by  hand  artificial  fiowers 
for  a  learning  period  not  exceeding  200 
hours  at  rates  not  tess  than  75  percent 
of  the  applicable  minimum  rate  of  pay. 
This  certificate  is  efifective  December  14, 
1948  and  expires  June  13,  1949. 

Borinquen  Artificial  Flower  Co.,  Nar- 
anjJto.  Puerto  Rico;  to  employ  50  learn- 
ers in  the  artificial  flower  manufactur- 
ing industry  to  manufacture  by  hand 
artificial  flowers  for  a  learning  period 
not  exceeding  200  hours  at  rates  not  less 
than  75%  of  the  applicable  minimum 
rate  of  pay.  This  certificate  Is  effective 
December  11,  1948  and  expires  June  11, 
1949. 

Ultlmax  Co..  Vega  Alta.  Puerto  Rico;  to 
employ  45  learners  as  follows:  10  learners 
In  the  occupations  of  belt  sanding, 
grinding  and  polishing  drafting  instru- 
ments: 15  learners  in  the  occupation  of 
machining  parts  of  drafting  instru- 
ments; 10  learners  In  the  occupation  of 
assembly  and  inspection  of  instruments; 
and  10  learners  in  the  occupation  of  ma- 
chining small  machine  parts  at  not  less 
than  22  cents  an  hour  for  the  first  520 
hours,  not  less  than  27  cents  an  hour 
for  the  second  520  hours,  not  less  than 
33  cents  an  hour  for  the  third  520  hours, 
and  not  less  than  38  cents  an  hour  for 
the  fourth  520  hours.    This  certificate 
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is  effective  December  14. 1948  and  expires 
June  13.  1949. 

The  Colette  Mfg.  Co.,  Santurce,  Puerto 
Rico;  to  employ  10  learners  in  the  hair 
net  industry,  as  follows :  6  learners  In  the 
occupation  of  knitting  operator  at  not 
less  than  22  cents  an  hour  for  the  first 
160  hours  and  not  less  than  25  cents  an 
hour  for  the  second  160  hours;  2  learners 
in  the  occupation  of  warping  operator  at 
not  less  than  22  cents  an  hour  for  the 
first  400  hours  and  not  less  than  25  cents 
an  hour  for  the  second  400  hours;  and 
2  learners  in  the  occupation  of  covering 
elastic  operator  at  not  less  than  22  cents 
an  hour  for  a  learning  period  not  ex- 
ceeding 240  hours.  This  certificate  is 
effective  November  7,  1948  and  expires 
May  6.  1949. 

The  employment  of  learners  under 
these  certificate?  is  limited  to  the  terms 
and  conditions  therein  contained  and  is 
subject  to  the  provisions  of  the  applicable 
determinations,  orders  and/or  regula- 
tions cited  above.  These  certificates 
have  been  issued  upon  the  employers' 
representations  that  experienced  work- 
ers for  the  learner  occupations  are  not 
available  for  employment  and  that  they 
are  actually  in  need  of  learners  at  sub- 
minimum  rates  In  order  to  prevent  cur- 
tailment of  opportunities  for  employ- 
ment. The  certificates  may  be  cancelled 
in  the  manner  provided  in  the  regula- 
tions and  as  indicated  In  the  certificates. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a  re- 
view or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this  no- 
tice in  the  Federal  Register  pursuant  to 
the  provisions  of  regulations.  Part  522. 

Signed  at  Washington.  D.  C,  this 
fourth  day  of  January  1949. 

Isabel  Ferguson. 
Authorized  Representative 
of  the  Administrator. 

[F.    R.    Doc.    49-210:    Piled.    Jan.    10.    1949; 
8:4«  a.  m.| 

FEDERAL   POWER   COMMISSION 

Wachusett  Electric  Co. 

notice  or  ORDER  APPROVIN*  DISPOSITION  OF 
AMOUNTS  CLASSIFIED  IS  ELECTRIC  PLANT 
ACOXnslTION   ADJUSTMENTS  AND  ELECTRIC 

plant  adjustments 

January  6,  1949. 

Notice  is  hereby  given  that,  on  January 
5.  1949.  the  Federal  Power  Commission 
is.«;ued  its  order  entered  January  4,  1949. 
approving  disposition  of  amounts  cla.s.sl- 
fled  In  Account  100.5.  Electric  Plant  Ac- 
quisition Adjustments,  and  Account  107, 
Electric  Plant  Adjustments  in  the  above- 
designated  matter. 

[sEALl  Leon  M.  F^jquay, 

Secretary. 

[P.    R.    Doc.    49-200:    Filed,    Jan.    10,    1949; 
8  46  a.  m.l 


[Docket  No.  G-(5431 
Northern  Natural  Gas  Co. 

HOTICE  OF  application  FOR  DETERMINATION 

of  service  area 

January  B,  1949. 

Notice  Is  hereby  given  that  on  June 
18, 1945,  an  application  was  filed  with  the 


Federal  Power  Commission,  by  Northern 
Natural  Gas  Company  (Applicant),  a 
Delaware  corporation  with  its  principal 
place  of  business  at  Omaha,  Nebraska, 
for  the  determination  of  a  service  area 
pursuant  to  section  7  (f)  of  the  Natural 
Gas  Act,  within  which  Applicant  may 
enlarge  or  extend  Its  facilities  for  the 
purpose  of  supplying  Increased  market 
demands  in  such  area  without  further 
authorization  from  this  Commission,  as 
more  fully  described  In  the  substituted 
application.  The  application  was 
amended  November  13,  1946,  and  fur- 
ther amended  by  a  substituted  applica- 
cation  filed  December  23.  1948. 

Applicant  states  that  It  owns  and  op- 
erates a  natural  gas  pipeline  system 
extending  from  the  Texas  Panhandle 
Gas  Field  In  northern  Texas  and  the 
Hugoton  Gas  Field  In  southwestern  Kan- 
sas through  the  States  of  Texas,  Okla- 
homa. Kansas.  Nebraska,  and  Iowa,  and 
into  the  States  of  Minnesota  and  South 
Dakota,  by  the  use  of  which  It  is  en- 
gaged in  the  transportation  and  sale  of 
natural  gas  in  Interstate  commerce  for 
resale  for  ultimate  public  consumption, 
as  authorized  by  certificates  of  public 
convenience  and  necessity  issued  by  this 
Commission  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended. 

Applicant  requests  that  the  Commis- 
sion determine  its  service  area  to  in- 
clude: 

(a)  Collectively,  the  areas  embraced 
within  the  corporate  limits  or  established 
boundaries  of  the  communities  located  in 
the  States  of  Kansas,  Nebraska.  Iowa, 
Minnesota  and  South  I>akota.  and  desig- 
nated In  the  substituted  application,  to- 
gether with  such  adjacent  suburban 
areas  and  environs  thereof  as  are  served 
by  Interconnected  or  common  distribu- 
tion systems,  as  set  forth  In  the  substi- 
tuted application. 

(b)  An  area  contiguous  to  and  extend- 
ing approximately  parallel  along  the 
right-of-way  upon  which  Applicant's 
pipeline  system.  Including  main  trans- 
mission, branch  and  lateral  pipelines  is 
now  constructed  or  certificated  for  con- 
struction, together  with  sufBcient  area 
extending  therefrom  to  permit  construc- 
tion of  loop  and  tie-over  lines,  valves  and 
other  appurtenant  facilities  necessary  to 
the  operation  thereof. 

•  c>  The  sites  upon  which  Applicant 
has  heretofore  constructed  compressor 
stations,  dehydration  plants,  gasoline 
extraction  plants,  sulphur  removal 
plants,  town  border  stations  u.sed  for  the 
measurement  and  delivery  of  gas  to  the 
cities,  towns,  villages  and  communities 
referred  to  In  the  substituted  applica- 
tion and  metering  or  measuring  stations 
Used  for  the  measurement  and  delivery 
of  gas  to  Its  direct  pipeline  customers,  or 
any  extensions  or  additions  to  such  sites 
made  necessary  for  the  enlargement  of 
the  facilities  constructed  thereon,  and 
any  additional  sites  which  Applicant 
may  hereafter  acquire  along  and  adja- 
cent to  Its  pipeline  system  for  the  con- 
struction of  similar  facilities. 

Any  Interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  so,  to  advise  the  Federal  Power 
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Commission  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  It  desires 
a  conference,  the  creation  of  a  board,  or 
a  joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Northern  Natural 
Gas  Company  Is  on  file  with  the  Commis- 
sion and  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  applica- 
tion shall  file  with  the  Federal  Power 
Commission,  Washington  25,  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §5  1.8  or  1.10, 
whichever  is  applicable,  of  the  Commis- 
sion's rules  of  practice  and  procedure. 


[SEAL] 


Leon  M. 


FUQUAY. 

Secretary. 


[P.    R.    Doc.    49-212:    Filed.    Jan.    10,    1949; 
8:47  a.  m.) 


[Docket  No.  0-731) 

Michigan  Gas   Storage  Co. 

order  fixing  date  of  hearing 

January  4,  1949. 
Michigan  Gas  Storage  Company  (Ap- 
plicant), a  Michigan  corporation  with 
Its  principal  place  of  business  at  Jack- 
son, Michigan,  on  December  9,  1948.  filed 
an  application  for  amendment  of  the 
certificate  of  public  convenience  and 
necessity  issued  to  It  on  December  4, 
1946.  at  Docket  No.  G-731.  Such  cer- 
tificate was  previously  amended  by  or- 
der Issued  Aprrll  3,  1947,  upon  application 
of  Michigan  Gas  Storage  Company. 

Applicant,  by  such  application,  re- 
quests that  the  above-mentioned  certifi- 
cate be  amended  to  authorize: 

(1)  The  construction  and  operation 
of  approximately  113  miles  of  20-lnch 
natural-gas  transmission  pipe  line  ex- 
tending from  Freedom  Junction,  near 
the  town  of  Freedom,  Washtenaw 
County,  Michigan,  in  a  northwesterly 
direction  to  Mt.  Pleasant  Junction,  near 
Mt.  Pleasant.  Michigan.  Such  line  to  be 
in  lieu  of  the  proposed  24-lnch  line 
heretofore  authorized. 

(2)  The  Installation  and  operation  of 
additional  compressor  units  in  the  Free- 
dom Junction  Compressor  Station  to 
Increase  the  total  authorized  capacity  of 
this  station  to  8,400  horsepower  Instead 
of  the  6.400  horsepower  heretofore  au- 
thorized. 

(3)  The  operation,  under  lease  from 
Consumers  Power  Company,  of  the  fol- 
lowing existing  facilities: 

(a)  An  8-inch  natural-gas  transmis- 
sion pipe  line  approximately  12  miles  in 
length  extending  from  Mt.  Pleasant 
Junction  to  the  Two  Rivers  Compressor 
Station  of  Consumers  Power. 

(b)  Two  parallel  6-lnch  natural  gas 
transmission  pipe  lines  approximately 
14  miles  in  length  extending  from  said 
Two  Rivers  Compressor  Station  south- 
westerly to  a  ponlt  in  the  Six  Lakes  gas 
field,  and  a  2-mile  section  of  8-inch  pipe 
line  connecting  such  parallel  lines  with 
the  Six  Lakes  Compressor  Station  of 
Consumers  Power. 
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(c)  A  10-inch  natural-gas  transmis- 
sion pipe  line  approximately  57  miles  in 
length  extending  from  said  Six  Lakes 
Compressor  Station  southeasterly  to  a 
point  near  the  City  of  Lansing. 

(d)  That  portion  of  the  Six  Lakes 
Compressor  Station  which  is  owned  by 
Consumers  Power,  being  approximately 
one-half  thereof,  or,  2.100  horsepower. 
(This  station,  which  is  operated  by  Con- 
sumers Power,  has  an  Installed  capacity 
of  4.050  horsepower.  It  is  jointly  owned 
by  Consumers  Power  and  Michigan  Con- 
solidated Gas  Company.) 

(e)  The  Six  Lakes  field  gate  metering 
station  located  on  section  27,  Mlllbrook 
Township,  Meco.sta  County. 

(f)  The  Six  Lakes  field  gate  metering 
station  located  on  section  16.  Belvidere 
Township,  Montcalm  County. 

The  proposed  change  in  diameter  of 
the  pipe  line  referred  to  in  paragraph  (1) 
above  is  said  to  be  necessary  because  of 
Applicant's  continuing  Inability  to  ob- 
tain 24-lnch  diameter  pipe.  Applicant 
states,  however,  that  It  has  arranged  to 
obtain  sufficient  20-inch  diameter  pipe 
for  delivery  In  January  and  February, 

1949  (together  with  the  necessary  12^4- 
inch  pipe  for  construction  of  the  lateral 
to  Lansing)  to  enable  the  con.structlon 
of  that  segment  of  the  proposed  line  ex- 
tending approximately  57  miles  from 
Freedom  Junction  to  a  point  near  Lan- 
sing to  be  known  as  the  Laingsburg  Junc- 
tion. It  is  anticipated  that  additional 
pipe  will  be  delivered  in  the  spring  of 

1950  which  will  then  permit  the  exten- 
sion of  this  line  the  remaining  distance 
of  approximately  56  miles  to  Mt.  Pleasant 
Junction. 

The  additional  compressor  horsepower 
referred  to  in  paragraph  (2)  above  are 
proposed  to  Increase  the  pressure  of  the 
natural  gas  flowing  through  the  proposed 
20-lnch  pipe  line  and  thereby  off-set  the 
decrease  in  diameter  of  pipe. 

The  Temporary  operation  under  lease 
of  the  existing  facilities  of  Consumers 
Power  referred  to  In  paragraph  (3) 
above,  pending  completion  of  the  Free- 
dom Junction-Mt.  Pleasant  Junction  pipe 
line,  will  provide  an  additional  connec- 
tion for  the  transmission  of  natural  gas 
to  and  from  Freedom  Junction  and  the 
storage  fields  operated  by  Apphcant. 

A  copy  of  the  application  for  amend- 
ment was  served  by  Applicant  on  Decem- 
ber 8,  1948.  upon  each  of  the  parties  of 
record  In  this  matter.  Similar  service 
was  also  made  by  the  CommLsslon  on  De- 
cember 20,  1948.  As  of  this  date,  no  pro- 
te.<5t  or  rec^est  to  be  heard  has  been  filed. 

Applicam  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  §  1.32  (b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure for  non-contested  proceedings. 

The  Comml.ssion  finds: 

This  proceeding  is  a  proper  one  for  dis- 
position under  the  provisions  of  said 
§  1.32  (b)  of  Its  rules,  provided  no  request 
to  be  heard,  protest  or  petition  raising 
an  Issue  of  substance  is  filed. 

The  Commission,  therefore,  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
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a  hearing  to  be  held  on  January  17. 1949, 
at  9:30  a.  m.  (e.  s.  t.),  in  the  Hearing 
Room  of  the  Federal  Power  Commission, 
1800  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.  C.  concerning  the  matters  in- 
volved and  the  issues  presented  by  such 
application:  Provided,  however,  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Commission's  rules  of 
practice  and  procedure. 

<  B )  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and 
1.37  (f )  of  the  said  rules  of  practice  and 
procedure. 

Date  of  Issuance:  January  5.  1949. 

By  the  Commission. 

Iseal]  Leon  M.  Fuquay, 

Secretary. 

[P.    R.    Doc.    49-213:    Piled,    Jan.    10,    19-19; 
8:47  a.  m.] 


[Project    No.    161 

Niagara  Falls  Power  Co. 

notice  of  order  authorizing  amendment 
of  ucense 

January  6,  1949. 

Notice  Is  hereby  given  that,  on  January 
5,  1949,  the  Federal  Power  Commission 
issued  its  order  entered  January  4.  1949, 
in  the  above-designated  matter,  author- 
izing amendment  of  license. 


[SEAL] 


Leon  M.  Fuquay, 

Secretary. 


[F.    R.    Doc.    49-206:    Filed.    Jan.    10,    1949; 
8:46  a.  m.] 


I  Project  No.  1759] 

Wisconsin  Michigan  Power  Co. 

notice  of  order  authorizing  amendment 
of  license   (major) 

January  6,  1949. 
Notice  Is  hereby  given  that,  on  January 
5.  1949,  the  Federal  Power  Commission 
issued  its  order  entered  January  4.  1949, 
authorizing  amendment  of  license  (ma- 
jor) in  the  above-designated  matter. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-207;    Filed.    Jan.    10.    1949; 
8:46  a.  m.] 


(Project  No.  1979) 

Wisconsin  Public  Service  Corp. 

notice  of  order  authorizing  issuance  of 

license    (MAJOR) 

JANUARY  6,   1949. 

Notice  Is  hereby  given  that,  on  Janu- 
ary 5,  1949.  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  4. 
1949.  authorizing  issuance  of  license 
(major)  in  the  above-designated  matter. 

[SEAL]  LEON  M.  Fuquay. 

Secretary. 

(P.    R.   Doc.    49  208:    Filed.    Jan.    10,    IC43; 
8:45  a.  m.l 
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[Docket  Nob.  8928.  8203] 
BT.      MAHYS      UlflVMSITY      BaOADCASTINO 

Coip.  AND  MrrROPOUTAN  Broadcasting 
Co. 

ORDER    DESICNATIWG   APPLICATION   TOR   CON- 
SOLIDATED HEARING  ON  STATED  ISSTJSS 

In  re  applications  of  St.  Mary's  Uni- 
versity Broadcasting  Corporation.  San 
Antonio.  Texas.  Docket  No.  9203.  Pile 
No.  BP-7039:  Metropolitan  Broadcasting 
Company.  Alamo  Keights.  Texas.  Docket 
No.  8928.  Pile  No.  BP-6661;  for  construc- 
tion permits. 

At  a  session  of  the  Pederal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  29th  day  of 
December  1948. 

The  Commission  having  under  consid- 
eration the  above- entitled  application  of 
St.  Mary's  University  Broadcasting  Cor- 
poration for  a  permit  to  construct  a  new 
standard  broadcast  station  to  operate  on 
the  frequency  1240  kilocycles,  with  250 
watts  power,  unlimited  time  in  San 
Antonio.  Texas; 

It  appearing,  that  the  Commission  on 
July  12.  1948.  designated  for  hearing  in 
a  consolidated  proceeding  the  above- 
entitled  application  of  Metropolitan 
Broadcasting  Company  with  the  appli- 
cation of  Mark  Perkins  which  requested 
a  permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1240  kilocycles  with  250  watts 
power,  unlimited  time  In  San  Antonio. 
Texas: 

It  further  appearing  that  the  applica- 
tion of  Mark  Perkins  was  dismissed  with- 
out prejudice  by  the  Motions  Commis- 
sioner December  24.  1948,  and  that  the 
above-entitled  application  of  Metropol- 
itan Broadcasting  Company  remained  in 
a  hearing  status; 

It  is  ordered.  That,  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application  of 
St.  Mary's  University  Broadca.sting  Cor- 
poration be.  and  it  is  hereby,  designated 
for  hearing  in  a  consolidated  proceeding 
with  the  application  of  Metropolitan 
Broadcasting  Company  to  be  held  Jan- 
uary 10.  1949.  in  Alamo  Heights.  Texas, 
and  January  12.  1949.  in  San  Antonio, 
Texas,  upon  the  following  issues: 

1.  To  determine  the  legal,  technical. 
financial,  and  other  qualifications  of  the 
applicant  corporation,  its  officers,  direc- 
tors and  stockholders  to  construct  and 
operate  the  proposed  station. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  in- 
volve objectionable  Interference  with  any 
existing  broadcast  stations  and.  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
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the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

5.  To  determine  whether  the  opera- 
tion o  fthe  proposed  station  would  in- 
volve objectionable  Interierence  with  the 
services  proposed  In  the  pending  appli- 
cation of  Metropolitan  Broadcasting 
Company  or  In  any  other  pending  appli- 
cations for  broadcast  facilities  and.  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  order 
of  the  Commission  dated  July  12.  1948 
designating  the  said  application  of  Met- 
ropolitan Broadcasting  Company  for 
hearing  be.  and  it  Is  hereby  amended  to 
Include  the  application  of  St.  Marys  Uni- 
versity Broadcasting  Corporation. 


[SSAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[P.    R.    Doc.    49-215.    PlUed.    Jan.    10.    1949; 
8  47  a.  m.) 


(Docket  Noe.  9108.  9202] 

Harrisonburg  Broadcasting  Co.  and 
County  Broadcasting  Service 

order  designating  applications  for  con- 
solidated  HEARING   ON   STATED  ISSUES 

In  re  applications  of  H.  Bruce  Starkey, 
Charles  R.  Morrison  and  Carroll  H.  Mor- 
rison d/b  as  Harrisonburg  Broadcasting 
Company.  Harrisonburg.  Virginia.  Docket 
No.  9108.  Pile  No.  BP-6516;  Prank  U. 
Pletcher  tr/as  County  Broadcasting 
Service.  Mount  Jackson.  Virginia.  Docket 
No.  9202.  Pile  No.  BP-6766;  for  construc- 
tion permits. 

At  a  session  of  the  Pederal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  29th  day  of 
December,  1948: 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  at  the 
places  specified  above  to  opg^ate  on  the 
frequency  1230  kilocycles,  with  250  watts 
power,  unlimited  time; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  applica- 
tions be.  and  they  are  hereby,  designated 
for  hearing  In  a  consolidated  proceed- 
ing to  be  held  January  12,  1949  at  Har- 
risonburg, Virginia  and  January  13.  1949 
at  Mount  Jackson.  Virginia  upon  the 
following  issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
Individual  applicant  and  of  the  applicant 
partnership  and  the  partners  to  con- 
struct and  operate  the  proposed  sUtions. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 


or  lose  primary  service  from  the  opera- 
tion of  the  proposed  stations  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  stations  would  Involve 
objectionable  interference  with  any  exist- 
ing broadcast  stations  and.  If  so,  the  na- 
ture and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  stations  would  Involve 
objectionable  Interference  each  with  the 
other  or  with  the  services  proposed  in 
any  other  pending  applications  for 
broadcast  facilities,  and  if  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  In  compliance  with  the 
commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  whether  the  above  en- 
titled application  of  Prank  U.  Pletcher 
tr/as  County  Broadcasting  Service  was 
filed  In  good  faith  or  for  the  purpose  of 
delaying  or  preventing  the  establishment 
of  a  competitive  broadcast  service  to  Sta- 
tion WSVA.  Harrisonburg.  Virginia,  and 
to  determine  whether  the  licensee  of  Sta- 
tion WSVA,  Shenandoah  Valley  Broad- 
casting Corporation.  Its  officers,  directors 
and  stockholders  influenced  in  any  man- 
ner the  filing  and  prosecution  of  said 
application  for  the  purjwse  of  delaying 
or  preventing  the  establishment  of  a  com- 
petitive broadcast  service  to  station 
WSVA. 

8.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  In 
this  consolidated  proceeding  should  be 
granted. 


Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|P.    R.    Doc.    49  216:    PUed,    Jan.    10,    1949; 
8:47  a.  m] 


[Docket  No8.  9108,  9109] 

Harrisonburg     Broadcasting     Co.     and 
James  Madison  Broadcasting  Corp. 

ORDER  amending  ISSUES 

In  re  applications  of  H.  Bruce  Starkey, 
Charles  R.  Morrison  and  Carrol  H.  Mor- 
rison, d/b  as  Harrisonburg  Broadcasting 
Company.  Harrisonburg,  Virginia,  Doc- 
ket No.  9108.  File  No.  BP-6516;  James 
Madison  Broadcasting  Corporation,  Or- 
ange. Virginia,  Docket  No.  9109.  Pile  No. 
BP-6828:  for  construction  permits. 

At  a  session  of  the  Pederal  Communi- 
cations Commission,  held  at  its  offices  In 
Washington.  D.  C.  on  the  29th  day  of 
December  1948: 

The  Commission  having  under  con- 
sideration a  petition  filed  by  J?.mes  Mr>dl- 
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son  Broadcasting  Corporation,  requesting 
that  the  Commission  order  of  August 
4.  1948  designating  for  hearing  in  a  con- 
solidated proceeding  the  applications  of 
Harrisonburg  Broadcasting  company  and 
James  Madison  Broadcasting  Corpora- 
tion be  amended  to  eliminate  Issue 
Number  1  and  to  modify  Issue  Number 
8  and  to  change  location  of  the  hearing 
from  Orange.  Virginia  to  Washington, 
D.  C: 

It  is  ordered.  That  the  said  petition  be, 
and  It  is  hereby,  granted  insofar  as  it 
requests  modification  of  Issue  Number  8 
as  follows:  To  determine  whether  a  grant 
of  the  above-entitled  application  of 
James  Madison  Broadcasting  Corpora- 
tion will  serve  public  interest,  conven- 
ience, and  necessity  and  that  it  be.  and 
It  15  hereby  denied  in  all  other  respects. 

It  is  further  ordered,  That  the  Com- 
mission's order  of  August  4.  1948  desig- 
nating the  above-entitled  applications  for 
hearing,  be,  and  it  is  hereby  amended  to 
change  issued  Number  8  to  issue  Num- 
ber 9  and  to  include  as  issue  Number  8 
therein  the  following: 

8.  To  determine  whether  the  above- 
entitled  application  of  James  Madison 
Broadcasting  Corporation  was  filed  in 
good  faith  or  for  the  purpose  of  delaying 
or  preventing  the  establishment  of  a 
competitive  broadcast  service  to  Station 
WSVA,  Harrisonburg.  Virginia  and  to 
determine  whether  the  licensee  of  Station 
WSVA.  Shenandoah  Valley  Broadcasting 
Corporation,  its  officers,  directors,  and 
stockholders  Infiuenced  in  any  manner 
the  filing  and  prosecution  of  said  applica- 
tion for  the  purp>o.se  of  delaying  or  pre- 
venting the  establishment  of  a  compet- 
itive broadcast  service  to  station  WSVA. 

It  is  further  ordered,  That  the  Com- 
mission's order  of  August  4.  1948  desig- 
nating for  hearing  in  a  consolidated  pro- 
ceeding the  applications  of  Harrisonburg 
Broadcasting  Company  and  James  Madi- 
son Broadcasting  Corporation  be 
amended  to  show  the  removal  of  the 
application  of  Harrisonburg  Broadcast- 
ing Company  from  said  hearing  with  re- 
spect to  all  issues  therein. 

Federal  Communications 
Commission, 
[seal!         T.  J.  Slowie. 

Secretary. 

|F.    R.    DC    49-217;    Filed,    Jan.    10,    1919; 
8:47  a.  m.] 
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[Change  List  461 

Cvnadian  Broadcast  Stations 

list  or  changes.  proposed  chances  and 
corrections  in  assignments 

december  13,  1948. 

Notification  under  the  provisions  of 
Part  III,  section  2  of  the  North  American 
Regiono.l  Droadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Canadian 
Broadca.st  Stations  modifying  appendix 
containing  a.<?signments  of  Canadian 
Broadca.sl  Stations  (Mimeograph  47214- 
3)  attached  to  the  recommendations  of 
the  Norih  American  Regional  Broadcast- 
ing agreement  engineering  meeting,  Jan- 
uary CO.  ICll. 


Canada 

Call  letters 

Location 

rower 

Radia- 
tion 

Class 

Probable    dat«    to 
commence  oper- 
ation 

("FAR 

Flin  Flon,  Manitoba  . 

.100  kiliKydcs,  1  kw 

III-B 
II 
IV 

IV 
III-B 

Now  In  operatiaii. 

CKOK 

IViiiic'toii,  Hritish  Columbia.. 
New    W)<i|  minster,     British 
Columbia. 

Red  Deer,  Alta. 
Kummerside,  I'riuoe  Edward 

Island. 
New     Wostnilnsler,     Briti.sh 

Columbii  (teiniwrary  o  ht- 

Blion:  l.:!2(i  kr,  2.5(1  w;  1  kw-* 

l-S,  nondirt'ctionul). 
Newcastle.  New  Brunswick... 

Roberval.  P.  Q 

I'eiiticton,  Britisii  Columbia.. 

jsyduey,  Nova  Scotia 

1 

«0(t  kiliK'Vclf.s,  2.W  w 

Do. 

CKNW 

N»'w .... 

1,2:«(    kilocycles    (delcte-See 
a.ssi«ument  on  1,320  kc),  2SU 
w. 

1,240  kilocycles,  250  w, 

Oct.  1,  1M». 

CJHW 

Now  in  operation. 
Oct.  I.  IM9. 

CKNW 

CKMR 

1.320  kilocycles,  500  w;  1  kw 
LS. 

1,340  kilocycles  (assignment  of 

call  Utters). 
(AsslRnmciit  of  call  lptter«.> 
1,!>5«    kilocycles    (delpte— See 

a^^-signment  on  8UU  kc). 

I,.'i7n  kilocycles  (assignment  of 
cull  letter.*)  1  kw. 

DA-N 

ChFL 

C  KuK 

CHI 

CBI 

II 

Now  in  operation. 

,  Federal  Communications  Commission. 
T.  J.  Slowie, 

Secretary. 

IF.  R  Doc.  49-218;  Filed,  Jan.  10.  1949;  8:49  a.  m.] 


[SEAL] 


Stark  Broadcasting  Corp. 

public  notice  concerning  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  December  20.  1948.  there  was 
filed  with  it  an  application  (BTC-712) 
for  its  consent  under  section  310  <b)  of 
the  Communications  Act  to  the  proposed 
transfer  of  control  of  Stark  Broadcast- 
ing Corporation  licensee  of  station 
WCMW  from  E.  A.  Mahoney,  James  L. 
Amerman.  Arnold  Gebhart,  Royal  G. 
Lister  and  Merlin  R.  Schneider  to  S.  L. 
Huffman  and  K.  B.  Cope.  The  proposal 
to  transfer  control  arises  out  of  a  con- 
tract of  October  4,  1948.  pursuant  to 
which  the  said  transferors  propose  to 
sell  their  shares  in  Stark  Broadcasting 
Corp.  which  total  480  shares  for  the  price 
of  S70  per  share  or  at  the  fair  book  value 
per  share  whichever  is  less  as  disclosed 
by  an  audit.  Further  Information  as  to 
the  arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commis.sion  was  advised  by 
applicant  on  December  20.  1948,  that 
starting  on  December  21,  1848,  notice  of 
the  filing  of  the  application  would  be  in- 
serted in  the  Canton  Repository  a  news- 
paper of  general  circulation  at  Canton, 
Ohio  in  conformity  with  the  above  sec- 
tion. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  December  21.  1948,  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described  con- 
tract. 


(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|F.   R.   Doc.   49-219;    Filed,  Jan.    10.    1919; 
8:48  a.  nv.] 


"Section  1.321,  Part  1,  Rules  of  Practice 
and  Procedure. 


Bay  City  Broadcasting  Co. 

PUBLIC    notice    concerning    PROPOSED 

assignment  of  license  ' 

The  Commission  hereby  gives  notice 
that  on  December  22, 1948,  there  was  filed 
with  it  an  application  (BAL-816)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  KIOX 
from  T.  C.  Dodd.  Harry  L.  Reading,  Jr. 
and  John  George  Long,  t,  as  Bay  City 
Broadcasting  Company  to  John  George 
Long,  d/b  as  Bay  City  Broadcasting  Com- 
pany. The  proposal  to  assign  the  licen.se 
arises  out  of  contracts  of  August  31  and 
October  4,  1948,  pursuant  to  which  the 
two-sixths  partnership  interest  of  Travis 
C.  Dodd  will  be  sold  to  Long  for  $9,753.47 
and  the  one-sixth  partnership  interest, 
of  Harry  L.  Reading.  Jr.,  will  be  sold  to 
Long  for  $7,125.00,  John  George  Long 
to  a.ssume  all  obligations  and  liabilities 
of  the  partnership.  Further  informa- 
tion as  to  the  arrangements  may  be 
found  with  the  application  and  asso- 
ciated papers  which  are  on  file  at  the 
offices  of  the  Commission  in  Washington, 
DC. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  December  22,  1948»,lhat  start- 
ing on  December  27,  1948,  notice  of  the 
filing  of  the  application  would  be  in- 
serted in  the  Daily  Tribune  a  newspaper 
of  general  circulation  at  Bay  City.  Texas, 
In  conformity  with  the  above  section. 
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In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  December  27.  1948.  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  Involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described  con- 
tract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 
~  Federal  Communications 

Commission. 

[SEALl  T.  J.  SLOWIE. 

Secretary. 

[F.    R.    Doc.    49-220;    Filed.    Jan.    10.    1&49; 
8:48  a.  m.  I 


Station  WABZ.  Inc. 

public  notice  concerning  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  November  29.  1948.  there  was 
filed  with  it  an  application  <BTC-708) 
for  Its  consent  under  section  310  <b»  of 
the  Communications  Act  to  the  proposed 
transfer  of  control  of  Radio  Station 
WABZ,  Inc.,  licensee  of  station  WABZ. 
Albemarle.  North  Carolina,  from  G.  H. 
Hendrlx.  Ira  Leigh.  Carl  C.  Aley.  and 
R.  H.  Whitlow  to  W.  E.  Smith.  T.  R. 
Wolfe  and  M.  M.  Palmer.  The  proposal 
to  transfer  control  arises  out  of  contracts 
pursuant  to  which  the  said  Hendrix, 
Leigh.  Aley  and  Whitlow  will  transfer 
100'~'o  of  the  stock  of  the  licensee  for 
$35,000.  of  which  $20,600  his  already 
been  paid  and  the  balance  of  $14,400  de- 
posited In  escrow.  Further  Information 
as  to  the  arrangements  may  be  found 
with  the  application  and  associated  pa- 
pers which  are  on  file  at  the  offices  of  the 
Commission  in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  December  14.  1948.  that 
starting  on  December  17.  1848.  notice  of 
the  filing  of  tlie  application  would  be  In- 
serted in  the  Stanley  News  and  Press,  a 
newspaper  published  In  Albemarle.  N.  C, 
and  In  the  Charlotte  Observer  a  news- 
paper of  general  circulation  at  Charlotte, 
N.  C,  In  conformity  with  the  above  sec- 
tion. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  I>ecember  17.  1948.  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  Involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described  con- 
tract. 

(Sec.  310  (b\  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

FEDERAL  Communications 
Commission, 
[SEALl         T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49-221;    Piled.    Jan.    10,    1949: 
8:48  a.  m.| 


NOTICES 

INTERSTATE  COMMERCE 
COMMISSION- 

[Application  6| 
Southern  Freight  Assn.,  et  al. 
application  for  approval  of  agreement 
January  6,  1949. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica- 
tion for  approval  of  an  agreement  under 
the  provisions  of  section  5a  of  the  Inter- 
state Commerce  Act. 

Filed  by:  Joseph  G.  Kerr.  Attorney- 
in-Fact.  Room  1205.  101  Marietta  Street 
Building.  Atlanta  3.  Ga. 

Agreement  Involved:  Agreements  be- 
tween and  among  common  carriers  by 
railroad,  and  The  Pullman  Company, 
members  of  the  Southern  Freight  Asso- 
ciation, Southern  Classification  Commit- 
tee or  Southern  Passenger  Association, 
relating  to  rates,  fares,  classifications, 
divisions,  allowances,  charges,  rules  and 
regulations,  and  procedures  for  the  joint 
consideration,  Initiation  or  establish- 
ment thereof. 

The  complete  application  may  be  In- 
spected at  the  office  of  the  Commission 
in  Washington.  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  .shall  request  the  Commi.«;sion 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  General  rules  of  practice  of  the 
Commission,  persons  other  than  appli- 
cants should  fairly  disclose  their  interest, 
and  the  position  they  intend  to  take  at 
the  hearing  with  respect  to  the  appli- 
cation. Otherwise  the  Commission,  in 
its  discretion,  may  proceed  to  Investigate 
and  determine  the  matters  Involved  In 
such  application  without  further  or  for- 
mal hearing. 

By  the  Commission.  Division  2. 

[SEAL]  W.  P.  Bartel. 

Secretary. 

\r.    R.    Doc.    49-224:    Piled.    Jan.    10.    1949; 
8:48  a.  m.| 


'  Section  1321.  Part  1.  Rules  ot  Practice  and 

Procedure. 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-19731 

Central  Maine  Power  Co. 

kotice  of  filing  or  amended  application 
and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  7th  day  of  January  A.  D.  1949. 

Notice  Is  hereby  given  that  an  amended 
application  has  been  filed  with  this  Com- 
mission, pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  ("the 
Act" ) .  by  Central  Maine  Power  Company. 
a  public-utility  company  and  a  direct 
subsidiary  of  New  England  Public  Service 
Company,  a  registered  holding  company, 
which  in  turn  Is  a  direct  subsidiary  of 
Northern  New  England  Company,  also  a 
registered  holding  company.  Applicant 
designates  section  8  (b)  of  the  act  ami 
Rule  U-50  thereunder  as  applicable  to 
the  proposed  transactions. 


All  Interested  persons  are  referred  to 
said  amended  application  on  file  In  the 
office  of  the  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

Applicant  proposes  to  ls.sue  and  sell  for 
cash  286.496  .shares  of  Its  Common  Stock. 
$10  par  value.  Applicant's  common  and 
6%  preferred  stockholders  have  preemp- 
tive rights  to  purchase  such  stock.  How- 
ever, applicant  states  that  it  believes  New 
England  Public  Service  Company,  which 
holds  77.8%  of  the  common  stock  of  the 
applicant,  will  waive  its  preemptive  right 
to  purchase  219.196  shares  of  the  total 
issue,  making  such  shares  available  for 
immediate  sale  to  an.  underwriter.  Ap- 
plicant proposes  to  offer  the  remaining 
67.300  shares  to  its  other  common  and 
to  Its  67o  preferred  stockholders  pur.^u- 
ant  to  their  preemptive  rights  in  the 
ratio  of  one  share  of  Common  Stock  for 
each  six  shares  of  Common  Stock  pres- 
ently held  and  five  shares  of  Common 
Stock  for  each  .six  shares  of  6%  Pre- 
ferred Stock.  It  is  propased  that  the 
sub.scription  rights  be  negotiable. 

Applicant  proposes  to  enter  into  a 
contract  with  an  underwriter  for  the 
purchase  by  the  underwriter  of  the 
shares  made  available  for  sale  to  the 
public  by  the  waiver  by  New  England 
Public  Service  Company  of  its  preemp- 
tive rights  in  the  proposed  issue  and.  in 
addition,  for  the  purchase  by  the  under- 
writer at  the  conclusion  of  the  subscrip- 
tion period  of  those  shares  offered  to 
stockholders,  the  rights  to  subscribe  to 
which  have  not  been  exercised.  The 
company  further  proposes  to  negotiate 
the  terms  of  such  contract  with  an  un- 
derwriter selected  after  discussion  with 
three  or  more  investment  bankers  and 
for  such  purpose  requests  an  exemption 
from  the  competitive  bidding  require- 
ments of  Rule  U-50. 

The  net  proceeds  from  the  proposed 
sale  of  common  stock  are  to  be  applied 
by  the  applicant  to  reduce  its  outstand- 
ing short-term  notes,  the  proceeds  of 
which,  it  Is  stated,  were  used  for  the 
acquisition  of  property,  the  construction 
of  facilities,  and  other  lawful  purpo.ses. 
As  of  December  31.  194»,  such  notes 
aggregated  $9,700,000. 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  interest 
and  In  thtHnterest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  proposed  transactions  and 
that  said  application  should  not  be 
granted  except  pursuant  to  further  or- 
der of  this  Commission: 

It  is  ordered.  Pursuant  to  the  applica- 
ble provisions  of  the  Act  and  the  rules 
and  regulations  promulgated  thereunder, 
that  the  hearing  in  this  proceeding  be 
reopened  for  the  purpose  of  considering 
said  application  on  January  19,  1949,  at 
10:00  a.  m..  e.  s.  t.,  at  the  ofilcts  of  this 
Commission,  425  Second  Street  NW., 
Washington  25.  D.  C.  On  such  date  the 
hearing  room  clerk  in  Room  101  will 
advise  as  to  the  room  In  which  such 
hearing  is  to  be  held.  Any  person  de- 
siring to  be  heard  or  otherwise  partici- 
pate In  this  proceeding  shall  file  with  the 
Secretary  of  the  Commission  on  ©r  be- 
foi-e  January  18,  1919.  a  wriilca  request 
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therefor  as  provided  by  Rule  XVII  of  the 
Commission's  rules  of  practice. 

It  is  further  ordered.  That  James  G. 
Ewell.  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for  the 
purpose,  shall  preside  at  such  hearing. 
The  officer  so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to  ex- 
ercise all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
ml.sslon's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  It  has  made  a  preliminary  ex- 
amination of  the  application  and  that, 
upon  the  basis  thereof  and  without  prej- 
udice to  additional  matters  or  questions 
being  specified  upon  further  examina- 
tion, the  following  matters  and  questions 
are  presented  for  consideration: 

1.  Whether  the  issue  and  sale  of  said 
.securities  is  entitled  to  exemption  from 
the  provisions  of  sections  6  <a)  and  7  of 
the  act  by  reason  of  the  third  sentence 
of  section  6  (b>  thereof. 

2.  Whether  the  Issue  and  sale  of  said 
.securities  should  be  exempted  from  the 
competitive  bidding  requirements  of  Rule 
U-50. 

3.  Whether  it  Is  necessary  or  appro- 
priate In  the  public  interest  or  for  the 
protection  of  Investors  or  consumers  to 
Impose  terms  and  conditions  with  refer- 
ence to  the  proposed  transactions,  and 
If  so.  what  such  terms  and  conditions 
should  be. 

4.  Whether  the  accounting  entries  to 
be  recorded  in  connection  with  the  pro- 
posed transactions  are  proper  and  con- 
form to  accepted  accounting  principles. 

It  is  further  orciered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  by 
registered  mall  a  copy  of  this  notice  and 
order  to  Central  Maine  Power  Company, 
New  England  Public  Service  Company, 
and  the  Public  Utilities  Commission  of 
Maine;  and  that  general  notice  .shall  be 
given  to  all  per.sons  by  publication  of  this 
notice  and  order  In  the  Federal  Regis- 
ter; and  that  a  copy  of  this  notice  and 
order  through  a  general  release  of  this 
Commission  shall  be  distributed  to  the 
press  and  mailed  to  the  mailing  list  for 
releases  Issued  under  the  Public  Utility 
Holding  Company  \Q^f  1935. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49-27',    Filed.    Jan.    10,    1949; 
9:02   a.  m.| 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AUTHORrrr:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671.  79lh  Cong.,  CJ  Stat.  50,  925;  ,50 
U.  S.  C.  and  Supp.  App.  1.  616;  F  O.  9193. 
Julv  6.  1942,  3  CFR,  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11381. 

(Vesting  Order  12547] 
Anna  Powell 

In  re:  Bond  owned  by  Anna  Powell. 
P-28-23816-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
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utlve  Order  9193.  as  amended,  and  Ex- 
ecutive Or(fcr  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Anna  Powell,  whose  last  known 
address  Is  Ergoldsbach.  Boyern,  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations, matured  or  unmatured,  evi- 
denced by  one  (1)  Intercounty  Proper- 
ties Corporation  Second  Mortgage  2% 
Income  Bond  of  $1,000  face  value,  bear- 
ing the  number  M  1316.  registered  In  the 
name  of  Anna  Powell,  and  all  rights  to 
demand,  enforce  and  collect  the  same, 
together  with  any  and  all  rights  in,  to 
and  under  said  bond. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazedon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-196;    Filed,    Jan.    7.    1949; 
8:53  a.  m.] 
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Fund  Account,  Symbol  158915  'T)eposits, 
Funds  of  Civilian  Internees  and  Prison- 
ers of  War",  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Ernst  C. 
Schoeneich.  the  aforesaid  national  of  a 
designated  enemy  country   (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  16,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  B.^zelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-225;    Filed.    Jan.    10,    1949; 
8:4  J  a.  m.] 


[Vesting  Order   12552) 
Ernst  C.  Schoeneich 

In  re:  Cash  owned  by  Ernst  C.  Schoe- 
neich.    D-28-8577-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ernst  C.  Schoeneich.  whose 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $690.77,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 


[Vesting  Order  125551 
Elisabeth  Naumann  von  Bardelebeit 

In  re:  Bond  owned  by  Elisabeth  Nau- 
mann von  Bardeleben.    F-28-29265. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Elisabeth  Naumann  von  Bar- 
deleben. whose  last  known  address  is 
1  Wlesbadener  Strasse  Schlangenbad/ 
Taunus.  Germany.  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  evidenced 
by  one  (D  Kansas  City  Southern  Rail-  - 
way  Refunding  Mortgage  5^r  Bond, 
bearing  the  number  8423,  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
together  with  any  and  all  rights  in,  to 
and  under  said  bond, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 
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and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  In- 
terest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  16, 1948. 

For  the  Attorney  General. 

[SEAL]  Davis  L.  Bazelon, 

Assistant  Attorney  Genial, 
Director,  Office  of  Alien  Property. 

IP.    B.    Doc.    49-226;    Filed,    Jan.    10,    1949; 
8:49  a.  m.] 


[Vesting  Order  12672) 
H.  PUJIMOTO 


In  re:  Debt  owing  to  H.  Fujimoto, 
D-39-19213-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  H.  Pujimoto,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Yokohama  Specie  Bank,  Ltd., 
San  Francisco  OfBce,  and/or  Superin- 
tendent of  Banks  of  the  State  of  Cali- 
fornia and  Liquidator  of  The  Yokohama 
Specie  Bank,  Ltd.,  San  Francisco  OCBce, 
C/  o  State  Banking  Department,  111  Sut- 
ter Street,  San  Francisco,  California, 
arising  out  of  a  checking  account  en- 
titled Fujimoto  Drayage  Company,  main- 
tained at  the  aforesaid  San  Francisco 
Office,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by  H.  Fujimoto, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 


NOTICES 

All  determinations  and  a]{  action  re- 
quired  by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20.  1948. 

For  the  Attorney  General. 

[SEAL]  DaVD)   L.   BaZELOK, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    B.    Doc.    49-197;    Filed.    Jan.    7,    1949; 
8:53  a.  m.) 


[Vesting  Order   12580) 
WOLDEMAR  UxKtn.L 

In  re:  Stock  owned  by  Woldemar 
Uxkull.    F-63-8514-D-1/2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  foimd: 

1.  That  Woldemar  Uxkull,  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Three  and  three-quarters  (S^i) 
shares  of  no  par  value  <new»  common 
capital  stock  of  Standard  Brands  Incor- 
porated, 595  Madison  Avenue,  New  York, 
New  York,  a  corpwratlon  organized  under 
the  laws  of  the  State  of  Delaware,  evi- 
denced by  certificate  number  C-0293029 
for  fifteen  (15)  shares  of  no  par  value 
(old)  common  capital  stock  of  said  cor- 
poration, registered  in  the  name  of  Wol- 
demar Uxkull,  presently  In  the  custody 
of  Credit  Sui.sse,  New  York  Agency,  30 
Pine  Street,  New  York,  New  York,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon  and  any  and  all  rights  of 
exchange  thereof  for  a  certificate  or  cer- 
tificates of  no  par  value  (new)  common 
capital  stock  of  the  aforesaid  Standard 
Brands  Incorporated, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 


made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  term  "nationak"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

[SEAL]  Davio  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-227;    Filed,    Jan.    10,    1949; 
8:49  a.  m.) 


(Vesting  Order  12689) 
Frank  Ziegler 


In  re:  Mortgage  owned  by  the  personal 
representatives,  heirs,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Frank  Ziegler,  also  kn^wn  as 
Franz  Ziegler. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

.1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees, names  unknown,  of  Frank  ZieglcT, 
also  known  as  Franz  Ziegler,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: A  mortgage  executed  October  30, 
1937.  by  Lillian  L.  Helwlg  and  Charles  L. 
Helwlg,  her  husband,  to  Franz  Ziegler 
and  recorded  November  12.  1937.  in  the 
Office  of  the  Clerk  of  Bergen  County,  New 
Jersey,  In  Liber  1611  of  Mortgages,  at 
Page  259.  and  any  aud  all  obligations 
secured  by  said  mortgage,  including  but 
not  limited  to  all  security  rights  in  and 
to  any  and  all  collateral  (including  the 
aforesaid  mortgafW  for  any  and  all  such 
obligations,  and  the  right  to  enforce  and 
collect  such  obligations,  and  the  right  to 
possession  of  the  aforesaid  mortgage,  and 
all  notes,  bonds  and  other  Instruments 
evidencing  such  obligations, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or. which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country   (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany).. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
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made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  In- 
terest of  and  for  the  benefit  of  the  United 
States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-198;    Filed,    Jan.    7,    1949; 
853  a.  Qi] 


[Dissolution  Order  85) 
Corner  Mott  L  Hester  Streets,  Inc. 

Whereas,  by  Vesting  Order  Number 
495.  executed  December  12.  1942  (8  P.  R. 
1294,  January  29,  1943),  there  were 
vested  all  of  the  issued  and  outstanding 
shares  of  the  capital  stock  of  Corner 
Mott  L  Hester  Streets,  Inc.,  a  New  York 
corporation;  and 

Whereas,  Corner  Mott  L  Hester  Streets, 
Inc.  has  been  substantially  liquidated; 

Now,  under  the  authority  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
and  Executive  Orders  9095,  as  amended, 
and  9788,  and  pursuant  to  law,  the  un- 
dersigned, after  investigation: 

1.  Finding  that  the  claims  of  all 
known  creditors  have  been  paid  except 
such  claim,  if  any,  as  the  Attorney 
General  of  the  United  States  may  have 
for  monies  advanced  or  services  ren- 
dered to  or  on  behalf  of  the  corporation; 
and 

2.  Having  determined  that  it  is  In  the 
national  interest  of  the  United  States 
that  said  corporation  be  dissolved,  and 
that  Hs  assets  be  distributed,  and  a  cer- 
tificate of  dissolution  having  been  Issued 
by  the  Secretary  of  State  of  the  State  of 
New  York ; 

hereby  orders,  that  the  officers  and  direc- 
tors of  Corner  Mott  &  Hester  Streets,  Inc. 
(to  wit,  Martin  S.  Watts,  President  and 
Director,  Kenneth  P.  Thompson,  Secre- 
tary and  Director,  and  L.  M.  Reed,  Treas- 
urer and  Director,  and  their  successors, 
or  any  of  them),  continue  the  proceed- 
ings for  the  dissolution  of  Corner  Mott 
L  Hector  Streets.  Inc.;  and  further  or- 
ders, that  the  said  officers  and  directors 
wind  up  the  affairs  of  the  corporation 
and  distribute  the  assets  thereof  coming 
into  their  possession  as  follows: 

(a)  They  shall  first  pay  the  current 
expenses  and  reasonable  and  necessary 
charges  of  winding  up  the  affairs  of  said 
corporation  and  the  dissolution  thereof; 
and 

(b)  They  shall  then  pay  all  known 
Federal,  state,  and  local  taxes  and  fees 
owed  by  or  accrtiing  against  the  said 
corporation;  and 

(c)  They  shall  then  pay  over,  trans- 
fer, assign  and  deliver  to  the  Attorney 
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General  of  the  United  States,  all  of  the 
funds  and  property,  If  any,  remaining 
In  their  hands  after  the  payments  as 
aforesaid,  the  same  to  be  applied  by  him, 
first  in  satisfaction  of  such  claim,  if  any, 
as  he  may  have  for  monies  advanced  or 
services  rendered  to  or  on  behalf  of  the 
corporation,  and  second,  as  a  liquidat- 
ing distribution  of  assets  to  the  Attor- 
ney  General   of   the   United   States   as 
holder  of  all  the  Issued  and  outstanding 
stock  of  the  corporation;   and  further 
orders,  that  nothing  herein  set  forth  shall 
be  construed  as  prejudicing  the  right,  un- 
der the  Trading  With  the  Enemy  Act,  as 
amended,  of  any  person  who  may  have  a 
claim  against  said  corporation  to  file  such 
claim  with  the  Attorney  General  of  the 
United  States  against  any  funds  or  prop- 
erty received  by  the  Attorney  General  of 
the  United  States  hereunder:  Provided, 
however.  That  nothing  herein  contained 
shall  be  construed  as  creating  additional 
rights  In  such  person:  And  provided  fur- 
ther. That  any  such  claim  against  said 
corporation  shall  be  filed  with  or  pre- 
sented to  the  Attorney  General  of  the 
United  States  within  the  time  and  In  the 
form  and  manner  prescribed  for  such 
claims  by  the  Trading  With  the  Enemy 
Act,  as  amended,  and  applicable  regula- 
tions and  orders  issued  pursuant  thereto ; 
and  further  orders,  that  all  actions  taken 
and  acts  done  by  the  said  officers  and 
directors  of  Corner  Mott  &  Hester  Streets, 
Inc.,  pursuant  to  this  order  and  the  di- 
rections    contained     herein     shall     be 
deemed  to  have  been  taken  and  done  in 
reliance  on  and  pursuant  to  paragraph 
numbered  (2)  of  subdivision  (b)  of  sec- 
tion 5  of  the  Trading  With  the  Enemy 
Act.  as  amended,  and  the  acquittance 
and  exculpation  provided  therein. 

Executed  at  Washington,  D.  C,  this 
5th  day  of  January  1949. 

For  the  Attorney  General. 

[seal]  Davh)  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-199;    Filed,    Jan.    7.    1949; 
8:53  a.  m.) 


[Dissolution  Order  86) 
S.  Suzuki  &  Co.  of  New  York.  Ltd. 

Whereas,  by  Vesting  Order  Number  83, 
executed  July  30.  1942  (7  P.  R.  7050,  Sep- 
tember 5,  1942),  there  were  vested  all 
the  issued  and  outstanding  shares  of  the, 
capital  stock  of  S.  Suzuki  &  Co.  of  New 
York,  Ltd.,  a  New  York  corporation;  and 

Whereas,  S.  Suzuki  &  Co.  of  New  York, 
Ltd..  has  been  substantially  liquidated; 

Now.  under  the  authority  of  the  Trad- 
ing with  the  Enemy  Act,  as  amended, 
and  Executive  Orders  9095,  as  amended, 
and  9788,  and  pursuant  to  law,  the  under- 
signed, after  investigation: 

1.  Finding  that  the  claims  of  known 
creditors  have  been  paid,  except  such 
claim,  if  any.  as  the  Attorney  General  of 
the  United  States  may  have  for  money 
advanced  or  services  rendered  to  or  on 
behalf  of  the  corporation;  and 

2.  Having  determined  that  It  is  in  the 
national  interest  of  the  United  States 
that  said  corporation  be  dissolved,  and 
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that  its  assets  be  distributed,  and  a  Cer- 
tificate of  Dissolution  having  been  Issued 
by  the  Secretary  of  State  of  the  State  of 
New  York; 

hereby  orders,  that  the  officers  and  di- 
rectors of  S.  Suzuki  ti  Co.  of  New  York, 
Ltd.  (to  wit,  Martin  S.  Watts,  President 
and  Director.  Stanley  B.  Reld.  Secretary 
and  Director,  and  L.  M.  Reed,  Treasurer 
and  Director,  and  their  successors,  or 
any  of  them),  continue  the  proceedings 
for  the  dissolution  of  S.  Suzuki  &  Co.  of 
New  York.  Ltd.;  and  further  orders,  that 
the  said  officers  and  directors  wind  up  the 
affairs  of  the  corporation  and  distribute 
the  assets  thereof,  coming  into  their  pos- 
session as  follows: 

<a)  They  shall  first  pay  the  current 
expenses  and  reasonable  and  necessary 
charges  of  winding  up  the  affairs  of  said 
corporation  and  the  dissolution  thereof; 
and 

(b)  They  shall  then  pay  all  known 
Federal.  State,  and  local  taxes  and  fees 
owed  by  or  accruing  against  the  said  cor- 
poration; and 

(c)  They  shall  then  pay  over,  trans- 
fer, assign  and  deliver  to  the  Attorney 
General  of  the  United  States  all  of  the 
funds  and  property,  if  any,  remaining  In 
their  hands  after  the  payments  as  afore- 
said, the  same  to  be  applied,  first.  In  sat- 
isfaction of  such  claim,  if  any,  as  he  may 
have  for  monies  advanced  or  services 
rendered  to  or  on  behalf  of  the  corpora- 
tion, and  second,  as  a  liquidating  dis- 
tribution of  assets  to  the  Attorney  Gen- 
eral of  the  United  States  as  holder  of  all 
the  issued  and  outstanding  stock  of  the 
corporation;    and   further   orders,  that 
nothing  herein  set  forth  shall  be  con- 
strued as  prejudicing  the  right,  under 
the  Trading   with  the  Enemy  Act,   as 
amended,  of  any  person  who  may  have  a 
claim  against  said  corporation  to  file  such 
claim  with  the  Attorney  General  of  the 
United  States  against  any  funds  or  prop- 
erty received  by  the  Attorney  General 
of  the  United  States  hereunder:   Pro- 
vided, however.  That  nothing  herein  con- 
tained shall  be  construed   as  creating 
additional  rights  In  such  person:  Pro- 
vided,  further.   That   any   such    claim 
against  said  corporation  shall  be  filed 
with  or  presented  to  the  Attorney  Gen- 
eral of  the  United  States  within  the  time 
and  in  the  form  and  manner  prescribed 
for  such  claims  by  the  Trading  with  the 
Enemy  Act,  as  amended,  and  applicable 
regulations  and  orders  Issued  pur.suant 
thereto;  and  further  orders,  that  all  ac- 
tions taken  and  acts  done  by  the  said 
officers  and  directors  of  S.  Suzuki  &  Co. 
of  New  York,  Ltd.  pursuant  to  this  order 
and  the  directions  contained  herein  shall 
be  deemed  to  have  been  taken  and  done 
in  reliance  on  and  pursuant  to  para- 
graph numbered  (2)   of  subdivision  <b) 
of  section  5  of  the  Trading  with  the 
Enemy  Act,  as  amended,  and  the  acquit- 
tance and  exculpation  provided  therein. 

Executed  at  Washlnston,  D.  C,  this 
5th  day  of  January  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-200;     Filed.    Jan.    7,    1949; 
8;55  a.  m.) 
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TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

|T.  D.  62124) 

Part  4 — Vessels  in  Foreign  and  Domistic 
Trades 

rmloading  of  merchandise  in  bulk 
outside  a  pobt  of  entry 

Section  4.25  (a).  Customs  Regulations 
of  1943  (19  CPR.  Cum.  Supp..  4.35(a)). 
is  amended  by  substituting  "the  collector 
of  customs  concerned."  for  "the  Com- 
missioner of  Cu.stoms.";  by  substituting 
"may"  for  "will";  and  by  substituting 
"such  collector  may  designate"  for  "he 
may  designate '. 

(Sec.  3.  44  Stat.  1382.  sees.  447.  624  46 
Stat.  714,  759;  5  U.  S.  C.  281b,  19  U.  S.  C. 
1447.  1624) 

I  SEAL  1  W.R.Johnson. 

Acting  Commissioner  of  Customs. 
Approved:  January  5,  1949. 
John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

IP.    R.    Doc.    48-273;    Piled.   Jan.    11,    1949; 
8:51  a.  m.J 


|T,  D.  521231 

Past   18 — Thansportatiwj   in  Bond   and 
Merchandise  in  Transit 

Part  25 — Customs  Bonds 

carrier  bonds 

1.  Section  18.1.  Customs  Regulations 
of  1943  (19  CFR.  Cum.  Supp.,  18.1).  as 
amended  by  T.  D.  51590.  is  further 
amended  as  follows: 

a.  Paragraph  (c)  is  amended  by  delet- 
ing ",  In  duplicate."  from  the  first  sen- 
tence and  "in  duplicate"  from  the  sec- 
ond sentence. 

b.  Paragraph  (f)  is  amended  to  read: 

§  18.1  Carriers;  application  to  bond. 
•     •     • 

(f)  Common  carrier  bonds  may  be 
discontinued  at  any  time  by  the  Bureau 
or  the  collector  of  customs  at  the  head- 
quarters port  where  the  bond  is  filed. 
Bonded  carriers  desiring  to  discontinue 
such  bonds  shall  make  application  there- 
for to  such  collector. 

<Sec.  3.  44  Stat.  1382,  59  Stat.  667,  49 
Stat.  1538.  sec.  624,  46  Stat.  759;  5  U.  S.  C. 
2ilb  (a),  19  U.  S.  C.  1551.  1551a,  1624) 


2.  Section  25.3  (a).  Customs  Regula- 
tions of  1943  (19  CPR,  Cum.  Supp..  25.3 
(a)),  as  amended  by  T.  D.  52019.  is 
further  amended  by  deleting  subpara- 
graph ( 3 )  and  by  redesignating  subpara- 
graphs <4)  and  (5)  as  subparagraphs  (3) 
and  (4), 

(Sec.  3.  44  Stat.  1382,  sec.  30.  52  Stat. 
1089.  sec.  624,  46  Stat.  759;  5  U.  S.  C.  281b 
(a)  .19  U.  S.  C.  1623.  1624) 

3.  Section  25.4  (a).  Customs  Regula- 
tions of  1943  (19  CFR,  Cum.  Supp.,  25.4 
(a) ),  as  amended  by  T.  D.  52019.  is  fur- 
ther amended  by  redesignating  the  pres- 
ent subparagraphs  as  subparagraphs  (2) 
to  (33)  and  by  inserting  a  new  subpara- 
graph (1)  reading  as  follows: 

§  25.4  Bonds  approved  by  collectors; 
form  and  execution,     (a)    *     *     • 

( 1 )  Carrier's  bond,  customs  Form  3587. 
in  an  amount  to  be  determined  by  the 
collector. 

(R.  S.  161,  sec.  3.  44  Stat.  1382.  sec.  30. 
52  Stat.  1089.  sec.  624.  46  Stat.  759.  sees.  1. 
2.  52  Stat.  758.  759;  5  U.  S.  C.  22,  281b 
(a),  19  U.  S.  C.  1623,  1624.  46  U.  S.  C.  91. 
92) 

[seal]  Prank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  January  5,  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

(P.    R.    Doc.    49^274;    Piled.    Jan.    11.    1949; 

8:51  a.  m.) 


TITLE  24 — HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

[Controlled  Housing  Rent  Reg..'  Amdt.  611 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled    HOtTSING    RENT    REGULAHON 

The  Controlled  Housing'  Rent  Regula- 
Uon  (§8  825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  S  825.5  (a) 
(16)  (iv)  shall  be  changed  to  a  comma. 


'  13  P.  R.  5706,  5788,  5877,  8937,  6246,  6283, 
6411,  6556,  6881.  6910,  7299,  7671,  7801,  7862. 
8217,  8327,  8386;  14  F.  R.  17. 

(Continued  on  next  page) 
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and  the  following  shall  be  added  Imme- 
diately after  said  comma:  'but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  fn  the  second  unnum- 
bered paragraph  following  §  825.5  (a) 
(16)   (vi)." 

Section  825.5  (a)  (16)  (iv).  as  hereby 
amended,  shall  read  as  follows: 

(iv)  "Current  year"  means  any  12  con- 
secutive months  ending  not  more  than 
90  days  prior  to  the  date  of  the  filing  of 
the  petition:  Provided,  however,  That 
such  current  year  must  extend  at  least 
six  months  beyond  the  last  date  of  the 
"current  year"  used  in  a  previous  peti- 
tion on  which  an  adjustment  was  granted 
due  to  operating  loss,  but  this  require- 
ment shall  not  apply  to  the  adjustments 
mentioned  In  the  second  unnumbered 
paragraph  following  §825.5  (a)  (16)  (vi). 


2  The  following  new  paragraph  shall 
be  added  immediately  after  §  825.5  (a) 
(12)   (V): 

(vi)  "Statutory  lease"  means  a  lease 
as  described  In  section  204  (b)  (2)  or 
204  (b)  (3)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended. 

3  The  first  unnumbered  paragraph 
immediately  after  §825.5  (a)  (16)  »vi) 
shall  be  amended,  and  a  new  unnum- 
bered paragraph  shall  be  added  immedi- 
ately thereafter,  both  paragraphs  to  read 
as  follows: 

In  making  adjustments  under  this 
§  825  5  (a)  (16) .  the  Expediter  shall  take 
into  consideration  any  adjustments  in 
maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  12.  1949  an  adjust- 
ment was  ordered  under  this  §  825,5  'a) 
(16>  but  part  of  the  operating  loss  was 
charged  to  one  or  more  dwelling  units 
in  the  property  which  were  covered  by 
statutory  leases,  and  if  any  such  lease 
or  leases  have  since  terminated,  the  nrst 
adjustment  ordered  on  or  after  January 
12   1949  under  this  §  825.5  <a)  (16)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  proviso  clause  m 
§825  5   (a)    <16)    (iv).     In  any  case  in 
which  an  adjustment  based  on  a  petition 
(other  than  a  supplementary  petition) 
under  §825.5  (a)   a6»  is  ordered  on  or 
alter  January  12.   1949  while  statutory 
leases  are  still  In  effect  for  one  or  more 
dwelling    units    In    the    property,    the 
amount  of  operating  loss  chargeable  to 
such  leased  unit  or  units  shall  be  deter- 
mined by  the  Expediter  at  the  time  such 
order  is  Issued.    Upon  the  termination 
of  any  such  lease  or  leases  a  supplemen- 
tary   adjustment    In    the    amount    or 
amounts  so  determined  shall  be  granted 
after  the  filing  by  the  landlord  of  a  sup- 
plementary petition  for  adjustment. 

(Sec  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  <d).  Applies  sec.  204 
(b)  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b) ) 

This  amendment  shall  become  effec- 
tive January  12,  1949. 

Issued  this  7th  day  of  January  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 


F.    R.    Doc.    49-246:    Piled.    Jan.    11.    1949: 
8.47  a.  m.l       '. , 


(Controlled  Housing  Rent  Reg.  New  York 
City  Defense-Rental  Area.'  Amdt.  10) 

PART  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  housing  rent  regulation  for 

THE     NEW     YORK    CITY     DEFENSE-RENTAL 
AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  New  York  City  Defense- 


•  13  F.  R.  5727.  8388;  14  F.  R.  18. 


Wednesday,  January  12,  1949 

Rental    Area    (§§825.21    to    825.32)    is 
amended  in  the  following  respects: 

1.  The  period  at  the  end  of  §  825.25 
(a)  (16)  (iv)  shall  be  changed  to  a 
comma,  and  the  following  shall  be  added 
immediately  after  said  comma:  "but  this 
requirement  shall  not  apply  to  the  ad- 
justments mentioned  in  the  second  un- 
numbered paragraph  following  §  825.25 
(a)  (16)  (Vi)." 

Section  825  25  (a)  (16)  (iv),  as  hereby 
amended,  shall  read  as  follows: 

(Iv)  "Current  year"  means  any  12  con- 
.secutlvc  months  ending  not  more  than 
90  days  prior  to  the  date  of  the  filing  of 
the  petition:  Provided,  hovaever.  That 
such  current  year  must  extend  at  least 
six  months  beyond  the  last  date  of  the 
"current  year"  used*  in  a  previous  peti- 
tion on  which  an  adjustment  was  grant- 
ed due  to  operating  loss,  but  this  require- 
ment shall  not  apply  to  the  adju.stments 
mentioned  in  the  second  unnumbered 
paragraph   following    §825.25    (a)    (16* 

(Vi). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  §825  25  (a> 
<16)  (V): 

(vl)  "Statutory  lease"  means  a  lease 
as  described  In  section  204  (b)  (2)  or 
204  <b)  (3)  of  the  Housing  and  Rent  Act 
of  1947.  as  amended. 

3.  The  first  unnumbered  paragraph 
immediately  after  §825.25  (a)  (16)  (vl) 
shall  be  amended,  and  a  new  unnum- 
bered paragraph  shall  be  added  Immedi- 
ately thereafter,  both  paragraphs  to  read 
as  follows: 

In  making  adjustments  under  this 
?  825.25  (a)  (16).  the  Expediter  shall 
take  into  consideration  any  adjustments 
in  maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  ter- 
minated or  still  effective. 

If  prior  to  January  12,  1949  an  adjust- 
ment was  ordered  under  this  §  825.25  (a) 
(16)  but  part  of  the  operating  loss  was 
charged  to  one  or  more  dwelling  units  In 
the  property  which  Jnere  covered  by  sta- 
tutory leases,  and  If  any  such  lease  or 
leases  have  since  terminated,  the  first  ad- 
justment ordered  on  or  after  January 
12,  1949  under  this  §  825.25  (a)  (16)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  proviso  clause  in 
§825.25  (a)  (16)  dv).  In  any  case  In 
which  an  adjustment  based  on  a  petition 
(other  than  a  supplementary  petition) 
under  §  825.25  (a)  (16)  is  orciered  on  or 
after  January  12.  1949  while  statutory 
leases  are  still  In  efTect  for  one  or  more 
dwelling  units  In  the  property,  the 
amount  of  operating  loss  chargeable  to 
such  leased  unit  or  units  shall  be  deter- 
mined by  the  Expediter  at  the  time  such 
order  is  issued.  Upon  the  termination  of 
any  such  lease  or  leases  a  supplementary 
adjustment  in  the  amount  or  amounts  so 
determined  shall  be  granted  after  the 
filing  by  the  landlord  of  a  supplementary 
petition  for  adjustment. 

(Sec.  204  (d) .  61  Stat.  197.  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  (d).  Applies  sec.  204  (b).  61 
Stat.  197.  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94;  50  U.  S.  C.  App.  1894  (b) ) 
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This  amendment  shall  become  efifec- 
tlve  January  12.  1949. 

Issued  this  7th  day  of  January  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

[P.    R.    Doc.    49-247:    Piled.    Jan.    11,    1949; 
8:48  a.  m.] 


IControlled  Housing  Rent  Reg..  Atlantic 
County  Defense-Rental  Area,"  Amdt.  10 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regitlation  for 
atlantic  county  defense-rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Defense-Rental 
Area  (§§  825.61  to  825.72)  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  §  825.65  (a) 
(16)  (iv>  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  imme- 
diately after  said  comma:  "but  this  re- 
quirement shall  not  apply  to  the  adjust- 
ments mentioned  in  the  second  unnum- 
bered paragraph  following  §  825.65  (a) 
(16)  (vi)." 

Section  825.5  (a)  (16)  (iv).  as  hereby 
amended,  shall  read  as  follows: 

(iv)  "Current  year"  means  any  12 
consecutive  months  ending  not  more 
than  90  days  prior  to  the  date  of  the 
filing  of  the  petition:  Provided,  hovoever. 
That  such  current  year  must  extend  at 
least  six  months  beyond  the  last  date  of 
the  "current  year"  used  in  a  previous 
petition  on  which  an  adjustment  was 
granted  due  to  operating  loss,  but  this 
requirement  shall  not  apply  to  the  ad- 
justments mentioned  in  the  second  un- 
numbered paragraph  following  §  825.65 
(a)   (16)   (vl). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  §  825.65  (a) 
(12)   (v): 

(vi)  "Statutory  lease"  means  a  lease 
as  described  in  section  204  (b)  (2)  or 
204  (b)  (3)  of  the  Housing  and  Rent  Act 
of  1947.  as  amended. 

3.  The  first  unnumbered  paragraph 
immediately  after  §825.65  <a)  <16>  (vi) 
shall  be  amended,  and  a  new  unnum- 
bered paragraph  shall  be  added  immedi- 
ately thereafter,  both  paragraphs  to  read 
as  follows: 

In  making  adjustments  under  this 
§825.65  (a)  (16).  the  Expediter  shall 
take  into  consideration  any  adjustments 
in  maximum  rents  ordered  after  the  date 
the  petition  is  filed  as  well  as  any  in- 
creases in  the  legal  monthly  rent  result- 
ing from  statutory  leases,  whether  termi- 
nated or  still  effective. 

If  prior  to  January  12,  1949  an  ad- 
justment was  ordered  under  this 
§  825.65  (a)  (16)  but  part  of  the  operat- 
ing loss  was  charged  to  one  or  more 
dwelling  units  in  the  property  which 
were  covered  by  statutory  leases,  and  if 
any  such  lease  or  leases  have  since  termi- 
nated, the  first  adjustment  ordered  on  or 
after    January    12,     1949    under    this 
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§  825.65  (a)  (16)  may  be  based  on  a  cur- 
rent year  determined  without  regard  to 
the  proviso  clause  In  §825.65  (a)  (16) 
(iv).  In  any  case  In  which  an  adjust- 
ment based  on  a  petition  (other  than  a 
supplementary  petition )  under  §  825.65 
(a)  (16)  is  ordered  on  or  after  January 
12,  1949  while  statutory  leases  are  still 
In  effect  for  one  or  more  dwelling  units 
in  the  property,  the  amount  of  operat- 
ing loss  chargeable  to  such  leased  unit  or 
units  shall  be  determined  by  the  Ex- 
pediter at  the  time  such  order  Is  issued. 
Upon  the  termination  of  any  such  lease 
or  leases  a  supplementary  adjustment  in 
the  amount  or  amounts  so  determined 
shall  be  granted  after  the  filing  by  the 
landlord  of  a  supplementary  petition  for 
adjustment. 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (b).  61  Stat.  197.  as  amended  by  62 
Stat.  37  and  by  62  Stat.  94;  50  U.  8.  C. 
App.  1894  (b) ) 

This  amendment  shall  become  effec- 
tive January  12,  1949. 

Issued  this  7th  day  of  January  1949. 

Tighe  E  Woods. 
Housing  Expediter. 

|P.    R.    Doc.    49-248:    Piled.    Jan.    11,    1M9; 
8:48  a.  m.| 


[Ck)ntrolled   Housing   Rent   Rep.,  Miami 
Defense-Rental  Area.'  Amdt.  12 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of   1947.  as 

AmE!«DED 

CONTROLLED  HOUSING  RENT  REGULATION  FOR 
MIAMI  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
<S§  825.41  to  825.52)  is  amended  In  the 
following  respects: 

1.  The  period  at  the  end  of  §  825.45  (a) 
(16)  (Iv)  shall  be  changed  to  a  comma, 
and  the  following  shall  be  added  Immedi- 
ately after  safd  comma:  "but  this  require- 
ment shall  not  apply  to  the  adjustments 
mentioned  in  the  second  unnumk)ered 
paragraph  following  §825.45  (a)  (16) 
(vi)." 

Section  825.45  (a)  (16)  (iv).  as  hereby 
amended,  shall  read  as  follows: 

dv)  "Current  year"  means  any  12  con- 
secutive months  ending  not  more  than  90 
days  prior  to  the  date  of  the  filing  of  the 
petition:  Provided,  however,  That  such 
current  year  must  extend  at  least  6 
months  beyond  the  last  date  of  the  "cur- 
rent year"  used  in  a  previous  petition  on 
which  an  adjustment  wa.«:  granted  due  to 
operating  loss,  but  this  requirement  shall 
not  Apply  to  the  adjustments  mentioned 
in  the  second  unnumbered  paragraph 
following  §  825  45  (a)   (16)  (vi). 

2.  The  following  new  paragraph  shall 
be  added  immediately  after  §  825  45  (a) 
(16)   (V): 

(vi)  "Statutory  lease"  means  a  lease 
as  described  in  section  204   (b)    (2)   or 


'  13  P.  R.  6743,  83E0;  14  P.  R.  19. 


>  13  F.  E.  5735.  6246,  8389;  14  P.  R.  20. 
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204  (b)  (3>  of  the  Housing  and  Rent  Act 
of  1947.  as  amended. 

3  The  first  unnumbered  paragraph 
Immediately  after  §825.45  (a)  (16)  (vi) 
shall  be  amended,  and  a  new  unnumbered 
paragraph  shall  be  added  immediately 
thereafter,  both  paragraphs  to  read  as 
follows: 

In  making  adjustments  under  this 
5  825.45  (a»  (16>.  the  Expediter  shall 
take  into  consideration  any  adjustments 
in  maximum  rents  ordered  after  the 
date  the  petition  is  filed  as  well  as  any 
increases  in  the  legal  monthly  rent  re- 
sulting from  statutory  leases,  whether 
terminated  or  still  effective. 

If  prior  to  January  12.  1949  an  adjust- 
ment was  ordered  under  this  §  825.45  (a) 
(16 »  but  part  of  the  operating  loss  was 
charged  to  one  or  more  dwelling  units  in 
the  property  which  were  covered  by  sta- 
tutory leases,  and  if  any  such  lease  or 
leases  have  since  terminated,  the  first 
adjustment  ordered  on  or  after  January 
12  1949  under  this  §  825.45  (a)  (16)  may 
be  based  on  a  current  year  determined 
without  regard  to  the  proviso  clause  in 
§825.45  <a)    (16>    (iv).     In  any  case  In 
which  an  adjustment  based  on  a  petition 
(other  than  a  supplementary  petition) 
under  §  826.45  (a)   *16)  is  ordered  on  or 
after  January  12.  1949  while  statutory 
leases  are  still  in  effect  for  one  or  more 
dwelling    units    In    the    property,    the 
amount  of  operating  loss  chargeable  to 
such  leased  unit  or  units  shall  be  deter- 
mined by  the  Expediter  at  the  time  such 
order  is  Issued.     Upon  the  termination 
of  any  such  lease  or  leases  a  supplemen- 
tary   adjustment    in    the    amount    or 
amounts  so  determined  shall  be  granted 
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after  the  fUing  by  the  landlord  of  a  sup- 
plementary petition  for  adjustment. 

(Sec  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d) .  Applies  sec.  204 
(b)  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b))  '      • 

This  amendment  shaU  become  effective 
January  12.  1949. 

Issued  this  7th  day  of  January  1949. 

TicHE  E.  Woods. 
Housing  Expediter. 

[F     R.    Doc.    4&-249;    Piled.    Jan.    11.    1949; 
848  a.  m.) 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders 
(Public  Land  Order  544) 

'  Alaska 

WITHDRAWING  PUBLIC  LANDS  FOR  USt  OF 
ALASKA  RAILROAD 

By  virtue  of  the  authority  contained  in 
section  1  of  the  act  of  March  12.  1914.  38 
Stat.  305  (48  U.  S.  C.  sec.  304).  and  pur- 
suant to  Executive  Order  No.  9337  of 
April  24,  1943.  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  land  in  Alaska 
is  hereby  withdrawn  from  all  forms  of 
appropriation  under  the  public-land  laws, 
Including  the  mining  and  mineral-leas- 
ing laws,  and  reserved  for  the  use  of  The 


Alaska  Railroad.  Department  of  the  In- 
terior, as  a  Railroad  Reserve: 

A  tract  of  land  extending  along  the  Alaska 
Railroad  from  MUeage  280.00  to  286.71.  south 
of  U  S.  Survey  1930  "described  as  follows; 

Beginning  at  a  point  In  the  center  line  of 
the  main  track  of  The  Alaska  Railroad  at 
engineers   survey    station    "A"    12.881  •  18  8, 
mileage  280.00  In  approximate  latitude  62  58' 
N    longitude  149'4r  W.;  thence  S.  71*10'  E.. 
2  640  0   feet  measured  at  right  angles  from 
the  aforesaid  center  line  of  the  main  track, 
to  the  southeasterly  corner:   thence  north- 
easterly  19.323.0  feet  parallel  to  the  center 
line  of  the  main  track  to  a  point  which  bears 
S   64 '48'  E.,  2.640.0  feet  from  the  center  line 
of  the  main  track  at  engineers'  survey  station 
"A"    13  077-1^50  0.   mileage  283  72;    thence   N. 
25^12'  E.  12,940.0  feet  approximately,  to  the 
northeasterly  corner,  a  point  which  bears  8. 
48  04'   E     4.365.0  feet  from  the  center  line 
of  the  main  track  at  engineers'  survey  sta- 
tion "A"  13.235  V  54.6.  mileage  288.71;  thence 
N.  48  04'  W..  6,165.0  feet  approximately,  to 
the   northwesterly   corner,    a   point    on    the 
easterly  side  of  the  Chulltna  River;  thence 
southwesterly  and  southerly  meandering  and 
crossing  the  mouth  of  Hurricane  Gulch  along 
the   easterly   side   of   the   Chulltna   River   5 
miles  approximately  to  a  point  which  bears 
N  64  WW.,  1,320.0  feet  from  the  center  line 
of  the  main  track  at  engineers'  survey  sta- 
tion "A"  13.077  ♦  500.  mileage  283.72;  thence 
southwesterly    19.748.0    feet    approximately, 
parallel  to  the  center  line  of  the  main  track 
to  the  southwesterly  corner,  a  point  which 
bears  N  71' 10'  W..  1,320.0  feet  from  the  point 
of  beginning;  thence  8.  71°  10'  E  .  1,320.0  feet 
to  the  point  of  beginning,  containing  3,812 
acres,  more  or  less. 

William  E.  Warne. 
Assistant  Secretary  of  the  Interior. 


January  4.  1949. 

[K.    R.    Doc.    49-235;    Filed.    Jan.    11.    1949; 
8:48  a.   m.] 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Notice  for  Piling  Objections  to  With- 
drawal or  PUBLIC  Lands  for  Use  of 
ALASKA  Railroad  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be   in   writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior. 
Washington  25.  D.  C.    In  case  any  objec- 
tion is  filed  and  the  nature  of  the  opposi- 
tion is  such  as  to  warrant  it.  a  public 
'  hearing  will  be  held  at  a  convenient  time 
and    place,   which   will    be    announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and   extent.     Should   any   objection   be 
fUed    whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 


rescinded,  modified  or  let  stand  will  be 
given  to  all  interested  parties  of  record 
and  the  general  public. 

WILLIAM  E.  Warne. 
Assistant  Secretary  of  the  Interior. 

January  4.  1949. 

(F,   R.    Doc.    49-236;    Filed.    Jan.    11.    1949; 
8. 46  R.  m.| 


reason  of  such  trespass.    This  authority 
does  not  extend  to  Region  II. 
(43  CPR  4  275:  R.  S.   161.  453.  2478;   5 
U.  S.  C.  22.  43  U.S.  C.  2.  1201) 

Marion  Clawson. 
Director. 

|F.    R.    Doc.    49-234;    Filed.    Jan.    11.    1949; 
8:46  a.  m] 


[Order  383) 


« See  Title  43.  Chapter  I.  AppendU.  Public 
Land  Order  644,  supra. 


Delegations  to  Regional  Administrators 
organization  and  procedure 

January  5.  1949. 

Subparagraph  (83)  of  paragraph  (a) 
of  section  50.451  is  amended  to  read  as 
follows : 

Sec.  50  451  Functions  with  respect  to 
various  statutes,    (a)   *     * 

(83)  Determine  the  liability  for  tres- 
pass on  the  public  lands  in  their  respec- 
tive regions,  in  accordance  with  the  rules 
set  forth  in  43  CPR.  Part  288,  and  the  ap- 
plicable Court  and  Departmental  deci- 
sions, *nd  demand  and  accept  payment 
of  the  amount  determined  to  be  due  by 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  2741 1 

Monarch  Air  Lines.  Inc. 
notice  of  hearing 

In  the  matter  of  the  petition  of  Mon- 
arch Air  Unes.  Inc.  under  section  406  of 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  for  a  further  Increase  in  the 
temporary  rate  of  compensation  for  the 
transportation  of  mail  by  aircraft,  the 
facilities  used  and  useful  therefor,  and 
the  services  connected  therewith  over  its 
entire  route  and  the  order  to  show  cause 
published  by  the  Board  in  Orders  Serial 
Number  E-2346. 

Notice  is  hereby  given  that  a  hearing 
in  the  above  matter  is  assigned  to  be  held 
on  January  13. 1949.  at  10:00  a.  m.  (east- 


Wedneaday,  January  12,  1949 

em  standard  time)  in  Room  113.  Wing  C. 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue  NW..  Washing- 
ton. D.  C,  before  Examiner  Richard  A. 
Walsh. 

Dated  at  Washington,  D.  C,  January 
7,  1949. 

By  the  Civil  Aeronautics  Board. 

[UAL]  M.  C.  Mulligan, 

Secretary. 

[P.    R.    Doc.    49-279;    Filed,    Jan.    11,    1949; 
8:53  a.  m  j 


[Docket  No.  32321 

Cordova  Air  Service,  Inc. 

notice  of  hxajung 

In  the  matter  of  the  petition  of  Cor- 
dova Air  Service,  Inc.  under  section  406 
of  the  Civil  Aeronautics  Act  of  1938.  as 
amended,  for  an  increase  in  the  tempo- 
rary rate  of  compensation  for  the  trans- 
portation of  mail  by  aircraft,  the  facili- 
ties used  and  useful  therefor,  and  the 
services  connected  therewith  over  its 
Cordova-Katalla-Cape  Yakataga  route 
and  the  order  to  show  cause  published 
by  the  Board  in  Orders  Serial  Number 
£-2338. 

Notice  is  hereby  given  that  a  hearing 
In  the  above  matter  is  assigned  to  be  held 
on  January  13,  1949,  at  10:00  a.  m.  (east- 
ern standard  time)  In  Room  113.  Win«  C. 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue  NW..  Washing- 
ton. D.  C,  before  Examiner  Richard  A. 
Walsh. 

Dated  at  Washington.  D.  C.  January 
7.  1949. 

By  the  Civil  Aeronautics  Board. 

(SKALl  M.  C.  Mulligan. 

Secretary. 

IF.    R.    Doc.    49-280;    Filed.    Jan.    11,    1949; 
8:63  a.  m.J 


(Docket  No.  8322  et  al  ] 

Service  to  and  From  Pecos,  Tex. 

notice  of  oral  argument 

In  the  matter  of  a  proceeding  under 
section  401  (h)  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended,  to  determine 
the  need  for  service  to  and  from  Pecos. 
Texas,  and  certain  applications  for 
amendments  of  certificates  of  public  con- 
venience and  necessity  so  as  to  include 
service  to  Pecos.  Texas. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  sections  401  and  1001  of 
said  act.  that  oral  argument  in  the  above- 
entitled  proceeding  is  a.sslgned  to  be  held 
on  February  2.  1949.  at  10:00  a.  m.  (east- 
em  standard  time)  in  Room  5042.  Com- 
merce Building.  14th  Street  and  Consti- 
tution Avenue  NW.,  Washington,  D.  C, 
before  the  Board. 

Dated  at  Washington,  D.  C.  January 
7,  1949. 

By  the  Civil  Aeronautics  Board. 

[SEALl  M.  C.  MULUCAH. 

Secretary. 

|F.    R.    Doc.    49-281;    FUed.    Jan.    11.    1949; 
8:63   a.   m.l 


FEDERAL  REGISTER 

FEDERAL  COMMUNICATIONS 
COMMISSION 

(Designation  Order  29] 

Designation  of  Motions  Commissioner 
FOR  January  1949 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  29th  day  of 
December  1948; 

It  is  ordered.  Pursuant  to  S  0.111  of  the 
SUtement  of  Delegations  of  Authority, 
that  Robert  P.  Jones,  Commissioner,  be 
and  he  is  hereby,  designated  as  Motions 
Commissioner  for  the  month  of  January 
1949. 

It  is  further  ordered.  That  in  the  event 
said  Motions  Commissioner  is  unable  to 
act  during  any  part  of  said  period  the 
Chairman  or  Acting  Chairman  will  desig- 
nate a  substitute  Motions  Commissioner. 

FEDERAL  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.   R.    Doc.   49-261;    Filed.    Jan.    11.    1949; 
8:48  a.  m.] 


(Docket  No.  8090] 

RCA  Communications.  Inc. 

order  postponing  hearing 

Applications  for  modification  of  li- 
censes to  add  Tel  Aviv,  Israel  as  a  point 
of  communication. 

The  Commission,  having  under  con- 
sideration a  motion  filed  by  RCA  Com- 
munications. Inc..  on  November  29.  1948, 
requesting  a  postponement  of  the  hear- 
ing herein  for  approximately  60  days; 

It  appearing,  that  RCA  Communica- 
tions. Inc..  is  the  only  party  to  this  pro- 
ceeding; 

It  is  ordered.  This  3d  day  of  December 
1948.  that  the  hearing  herein,  now  sched- 
uled to  commence  on  December  13.  1948. 
Is  postponed  to  February  14,  1949,  at 
the  same  time  and  place  heretofore 
designated. 

Peder.^l  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-252;    Filed.    Jan.  11,    1949; 
8:48  ».  m.| 


(Docket  Nob.  8718.  -87171 

Greenwich  Broadcasting  Corp.  and  Fair- 
field County  Broadcasting  Co. 

order  continuing  rkasinc 

In  re  applications  of  Greenwich  Broad- 
casting Corporation,  Greenwich.  Con- 
necticut. Docket  No.  8716.  Pile  No.  BP- 
6315;  Fairfield  County  Broadcasting 
Company,  Norwalk.  Connecticut.  Docket 
No.  8717.  Pile  No.  BP-6460;  for  construc- 
tion permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  November  26. 1948. 
by  Greenwich  Broadcasting  Corporation. 
Greenwich.  Connecticut,  requesting  a 
continuance  In  the  hearing  presently 
scheduled    for    December    9,    1948.    at 
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Greenwich.  Connecticut,  upon  the  above- 
entitled    applications    for    construction 
permits; 
It  is  ordered.  This  3d  day  of  December 

1948,  that  the  petition  be.  and  it  is  hereby 
granted;  and  that  the  hearing  upon  the 
above-entitled  applications  be,  and  it  is 
hereby,  continued  to  10:00  a.  m..  Mon- 
day, January  10.  1949.  at  Greenwich. 
Connecticut,  and  Tuesday,  January  11, 

1949,  at  Norwalk,  Connecticut. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-263;    FUed.    Jan.    11,    1949; 
8:48  a.  m.J 


(Docket  No.  8553 1 

S.  H.  Patterson  and  Albert  Alvim 
Almada 

order  continuing  hearing 

In  re  application  of  6.  H.  Patterson, 
assignor,  Atchison.  Kansas.  Albert  Alvin 
Almada,  assignee,  Sacramento.  Califor- 
nia, Docket  No.  8553,  Rle  No.  BAPL-23; 
for  consent  to  assignment  of  license  of 
radio  SUtion  KVAK.  Atchison.  Kansas. 

The  Commission  having  under  consid- 
eration a  petition  filed  December  7.  1948. 
by  S.  H.  Patterson  (assignor),  Atchison, 
Kansas,  and  Albert  Alvin  Almada  (as- 
signee), Sacramento.  California,  request- 
ing a  continuance  in  the  hearing  pres- 
ently scheduled  for  December  21.  1948, 
upon  the  above-entitled  application  for 
assignment  of  license  of  Station  KVAK. 
Atchison,  Kansas; 

It  is  ordered,  This  10th  day  of  Decem- 
ber 1948,  that  the  peUUon  be.  and  it  is 
hereby,  granted;  and  that  the  hearing 
upon  the  above-entitled  application  be. 
ahd  it  is  hereby,  continued  indefinitely. 

Federal  Communications 
Commission. 
[SEAL]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-254;    Filed.    Jan.    II,    1949; 
8:46  a.  m.] 


(Docket  No.  9016] 

McClatchy  Broadcasting  Co. 
(KFBK-PM) 

ORDER  continuing  HEARING 

In  re  application  of  McClatchy  Broad- 
casting Company  (KPBK-FM>.  Sacra- 
mento. California.  Docket  No.  9016.  File 
No.  BPH-471;  for  construction  permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  November  30. 
1948.  by  McClatchy  Broadcasting  Com- 
pany (KFBK-FM).  Sacramento,  Cali- 
fornia, requesting  an  indefinite  contin- 
uance in  the  hearing  presently  scheduled 
for  January  4.  1949.  upon  its  above-en- 
titled application  for  FM  construction 
permit ; 

It  is  ordered.  This  10th  day  of  Decem- 
ber 1948.  that  the  petition  be.  and  It  is 
hereby,  granted;  and  that  the  hearing 
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upon  the  above-entitled  application  be, 
and  It  Is  hereby,  continued  Indefinitely. 
Federal  Commttnications 

COMlflSSION, 

[bbal]        T.  J.  Slowie, 

Secretary. 

|F.    B.    Doc.    49-255;    Filed,    Jan.    11.    1949; 
8;49  a.   ml 


[Docket  No.  83021 

Charles  Wilbur  Lamar,  Jk. 

ORDER  CONTimjINC  HEARING 

In  re  application  of  Charles  Wilbur 
Lamar.  Jr..  Morgan  City.  Louisiana. 
Docket  No.  8302.  Pile  No.  BP-4913:  for 
construction  permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  December  2. 
1948.  by  Charles  Wilbur  Lamar.  Jr..  Mor- 
gan City.  Louisiana,  requesting  a  con- 
tinuance in  the  hearing  presently  sched- 
uled for  December  13.  1948.  at  Morgan 
City.  Louisiana,  upon  its  above-entitled 
application  for  construction  permit: 

It  is  ordered.  This  10th  day  of  Decem- 
ber 1948.  that  the  petition  be.  and  it  Is 
hereby  granted;  and  that  the  hearing 
upon  the  above-entitled  application  be. 
and  it  is  hereby,  continued  to  10:00  a.  m.. 
Monday,  March  28, 1949.  at  Morgan  City. 
Louisiana. 

Federal  CoMMxnncATiONS 
Commission. 

[seal]        T.  J.  Slowie, 

Secretary. 

IP    R.    Doc.    49-256;    Filed.    Jan.    11.    1949; 
849  a.  m.j 


NOTICES 

Washington.  Docket  No.  8628,  Pile  No. 
BML-1272;  for  modification  of  license. 

The  Commission  having  under  consid- 
eration a  petition  filed  December  9.  1948. 
by  Puget  Sound  Broadcasting  Company. 
Inc..  Tacoma,  Washington,  requesting  an 
indefinite  continuance  in  the  hearing 
presently  scheduled  for  January  20. 1949. 
upon  Its  above-entitled  application  for 
modification  of  license; 

It  is  ordered.  This  17th  day  of  De- 
cember 1948.  that  the  petition  be.  and 
it  is  hereby,  granted;  and  that  the  hear- 
ing upon  the  above-entitled  application 
be.  and  it  Is  hereby,  continued  In- 
definitely. 

Federal   Communications 
Commission, 

[SEAL]  T.  J.  SLOWIE, 

Secretary. 

(F     R.    Doc.    49-258;    Piled,    Jan.    11.    1949; 
8:49  a.  m] 


tlon  and  grant  without  hearing  filed  on 
February  20.  1948; 

It  is  ordered.  This  nth  day  of  Decem- 
ber 1948.  that  the  hearing  upon  the 
above-entitled  applications  be.  and  it  is 
hereby,  continued  indefinitely,  on  the 
Commission's  own  motion,  pending  ac- 
tion on  the  said  petition  for  reconsidera- 
tion and  grant  without  hearing. 


[SEAL] 


Federal  Communications 

Commission. 
T.  J.  Slowie. 

Secretary. 


IF     R.    Doc.    49-260;    Filed,    Jan.    11,    1949; 
8:49  a.  m.) 


(Docket  No.  83741 
KXRO.  Inc.   (KXRO) 

ORDER  CONTINUING  HEARING 

In  re  application  of  KXRO.  Incorpo- 
rated (KXRO).  Aberdeen.  Washington. 
Docket  No.  8374.  File  No.  BP-5568;  for 
construction  permit. 

Whereas,  the  above-entitled  applica- 
tion is  presently  scheduled  to  be  heard 
on  December  13.  1948,  at  Hoqulam, 
Washington;  and 

Whereas,  there  is  pending  before  the 
Commission  a  petition  for  reconsidera- 
tion and  grant  without  hearing  filed  on 
December  7.  1948; 

It  is  ordered.  This  10th  day  of  Decem- 
ber 1948  on  the  Commi.ssion's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  application  be.  and  it  is  hereby, 
continued  to  10:00  a.  m..  Thursday.  Feb- 
ruary 3,  1949.  at  Hoquiam.  Washington. 
Federal  Communications 
Commission. 

[seal!         T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-257:    Filed.    Jan.    11.    1949: 
8:49  a.  m] 


(Docket  No    86321 

LIBERTY  Street  Gospel  Church  or 
Lapeer  (WAPC) 

order    continuing    HEARING 

In  re  application  of  the  Liberty  Street 
Gospel  Church  of  Lapeer  (WAPO.  La- 
peer, Michigan.  Docket  No.  8632.  Pile  No. 
BML-1271:  for  modification  of  license. 

Whereas,  the  above-entitled  applica- 
tion is  presently  scheduled  to  be  heard 
on   January    13,    1949.    at    Washington. 

D.  C;  and  ^  , 

Whereas,  there  is  pending  before  the 
Commission  a  petition  for  reconsidera- 
tion and  grant  without  hearing  filed  on 
March  8,  1948;  ^  ^ 

It  Ui  ordered.  This  17th  day  of  Decem- 
ber 1948.  on  the  Commission's  own  mo- 
tion that  the  hearing  upon  the  above - 
entitled  application  be,  and  it  Is  hereby, 
continued  indefinitely,  pending  action  on 
the  said  petition  for  reconsideration  and 
grant  without  hearing. 

Federal  Communications 
Commission, 

[SEAL]        T.  J.  Slowie. 

Secretary. 


(Docket  Nos.  8001.  8684,  8685,  8830,  91301 

Continental  Broadcasting  Co.  et  al. 

order   CHANCING   PLACE   OF   HEARING 

In  re  applications  of  David  E.  Mackey. 
John  E.  Evans.  Sr..  John  E.  Evans.  Jr., 
and  Kenneth  E.  Rennekamp.  d/b  as  Con- 
tinental Broadcasting  Company.  Toledo. 
Ohio,  Docket  No.  8684.  File  No.  BP-«368; 
the  Midwestern  Broadcasting  Company. 
Toledo,  Ohio,  Docket  No.  8685.  File  No. 
BP-642r  the  Toledo  Blade  Company. 
Toledo,  Ohio.  Docket  No.  8830.  File  No. 
BP-6534;  Unity  Corporation  Incorpo- 
rated ( WTOD> .  Toledo.  Ohio,  Docket  No. 
8001  Pile  No.  BP-5071;  the  Rural  Broad- 
casting Company  of  Ohio.  Oak  Harbor. 
Ohio.  Docket  No.  9130.  Pile  No.  BP-6758; 
for  construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  December  10. 
1948  by  Midwestern  Broadcasting  Com- 
pany, Toledo.  Ohio,  requesting  that  the 
hearing  presently  scheduled  for  Janu- 
ary 24  1949.  upon  the  above-entitled 
applications  be  held  in  Toledo,  Ohio,  in 
lieu  of  Wa.shlngton,  D.  C; 

It  is  ordered.  This  17th  day  of  Decem- 
ber 1948,  that  the  petition  be,  and  it  is 
hereby,  granted;  and  that  the  place  of 
hearing  In  the  above-entitled  proceed- 
ing be,  and  It  Is  hereby,  changed  to 
Toledo,  Ohio. 


[F.    R.    Doc.    49-259;    Filed,    Jan.    11,    1949; 
8:49  a.  m.) 


[SEAL] 


FEDERAL  Communications 

Commission, 
t.  j.  slowie, 

Secretary. 


IF    R.    Doc.    49-261;    Piled.    Jan.    11.    1949: 
8:49  a.  m.) 


[Docket  No.  8628 1 
PucET  Sound  Broadcasting  Co.,  Inc. 

ORDER  continuing  HEARING 

In    re    application    of    Puget    Sound 
Broadcasting   Company,  Inc.,  Tacoma, 


(Docket  No«.  8285,  8627,  9161] 

NORTH  Jersey  Broadcasting  Co  .  Inc. 

(WPAT)    ET  AL. 

order  continuing  hearing 

In  re  applications  of  North  Jersey 
Broadcasting  Company.  Inc.  ^WPAT), 
Paterson.  New  Jersey.  Docket  No.  8285. 
File  No  BP-4613;  The  Monocacy  Broad- 
casting Company  (WFMD>.  Frederick. 
Maryland.  Docket  No.  8827.  File  No.  BP- 
5128;  Valley  Broadcasting  Corporation, 
Holyoke,  Massachusetts,  Docket  No.  9161, 
File  No.  BP-6615;  for  construction  per- 
mits. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
on  January  17.  1949,  at  Washington, 
D.  C:  and 

Whereas,  there  Is  pending  before  the 
Commission  a  petition  for  reconsidera- 


[  Docket  No«.  7629.  8119.  82611 
Lake  Shore  Broadcasting  Co.  et  ai. 

ORDER  continuing  HEARING 

In  re  applications  of  Lake  Shore 
Broadca-sting  Company.  Evanston.  Illi- 
nois, Docket  No.  7629.  File  No.  BP-4750. 
Lake  States  Broadcasting  Company.  Mi  - 
waukee.  Wisconsin.  Docket  No.  8119,  me 
No  BP-5359;  Cornbelt  Broadcasting 
Company  (WHOW).  Clinton.  Illinois 
Docket  No.  8261,  File  No.  BMP-2562;  for 
construction  permits. 

Whereas,  the  above-entitled  applica- 
tions are  scheduled  to  be  heard  on  Janu- 
ary 24   1949.  at  Washington,  D.  C;  and 

Whereas,  on  May  9.  1947,  the  Commis- 
sion published  a  notice  of  proposed  rule- 
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making  with  respect  to  daytime  skywave 
transmissions  of  standard  broadcast  sta- 
tions (Docket  No.  8333)  and  stated  there- 
in that  It  would  defer  action  on  all  pend- 
ing applications  requesting  daytime  or 
limited  time  operation  on  United  States 
I-A  or  I-B  frequencies  until  a  decision 
was  announced  In /the  said  hearing 
(MimeoNo.  6630);  and 

Whereas,  the  above-entitled  applica- 
tion of  Lake  Shore  Broadcasting  Com- 
pany Evanston.  Illinois,  requests  the  use 
of  1520  kc.  5  kw.  daytime  only,  using 
directional  antenna;  the  above-entitled 
application  of  Lake  States  Broadcasting 
Company.  Milwaukee.  Wl.sconsln.  re- 
quests the  use  of  1520  kc.  5  kw.  unlimited 
time-  and  the  above-entitled  application 
of  Cornbelt  Broadcasting  Company 
(WHOW),  Clinton,  Illinois,  requests  the 
use  of  1520  kc,  1  kw  night,  and  5  kw  day, 
unlimited  time; 

It  is  ordered.  This  17th  day  of  De- 
cember 1948,  on  the  Commission's  own 
motion,  that  the  said  hearing  on  the 
above-entitled  applications  be,  and  It  is 
hereby,  continued  Indefinitely. 

Federal  Communications 
Commission, 

(SEAL]        T.  J.   Slowie, 

Secretary. 

[F.    R.    Doc.    49-262;    Filed,    Jan.    11.    1949; 
8:49  a.  m.) 


FEDERAL  REG5TER 

Docket  No.  8983,  Pile  No.  BL-2816,  BZ- 
2661;  for  AM  broadcast  license;  for  ex- 
tension of  completion  date  of  PM  sta- 
tion Docket  No.  8984,  Pile  No.  BMPH- 

1782. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
on  January  17,  1949,  at  Port  Smith,  Ar- 
kansas; and 

Whereas,  there  Is  pending  before  the 
Commission  a  petition  for  reconsidera- 
tion and  grant  without  hearing  filed  on 
November  12,  1948; 

It  is  ordered.  This  17th  day  of  Decem- 
ber 1948,  that  the  hearing  upon  the 
above-entitled  applications  be,  and  It  is 
hereby,  continued  Indefinitely,  on  the 
Commission's  own  motion,  pending  ac- 
tion on  the  said  petition  for  reconsidera- 
tion and  grant  without  hearing. 
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tion  on  the  said  petition  for  reconsidera- 
tion and  grant  without  hearing. 

Federal  Communications 
Commission, 

[SEAL]        T.  J.  Slowie. 

Secretary. 

(P,    R.    Doc.    49-266;    Piled.    Jan.    11.    1949; 
8:50  a.   m.j 


(Docket  Noe.  7820,  8298] 

Scenic  City  Broadcasting  Co,,  Inc., 
AND  Rhode  Island  Broadcasting  Co. 
(WRIB) 

order  continuing  hearing 

In  re  application  of  Scenic  City  Broad- 
casting Company,  Inc..  Mlddletown. 
Rhode  Island.  Docket  No.  7820.  Pile  No. 
BP-4902;  Rhode  Island  Broadcasting 
Company  (WRIB),  Providence,  Rhode 
Island,  Docket  No.  8298,  File  No.  BMP- 
2479;  for  construction  permits. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
on  January   20.    1949.   at  Washington, 

D.  C;  and 

Whereas,  the  public  interest,  con- 
venience and  necessity  would  be  served 
by  a  continuance  of  the  said  hearing: 

It  is  ordered.  This  17th  day  of  Decem- 
ber 1948.  on  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  apphcations  be.  and  It  Is  hereby, 
continued  to  10:00  a.  m..  Wednesday, 
January  26. 1949.  at  Washington.  D.  C. 
Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49-263;    Piled.    Jan.    11,    1949; 
8:49  a.  m.j  ^ 


[seal] 


[seal] 


Federal  Cobotunications 

Commission, 
T.  J.  Slowie. 

Secretary. 


(F     R.    Doc.    49-264;    Filed.    Jan.    11,    1949; 
8:49  a.  m] 


(Docket  No.  8248| 
Agnes  Jane  Reeves  Greer 

ORDER  DESIGNATING  APPLICATION  FOR 
FURTHER  HEARING 

In  re  application  of  Agnes  Jane  Reeves 
Greer,  Dover,  Ohio.  Docket  No.  8248.  Pile 
No  BP-5319;  for  construction  permit. 

The  Commission  having  under  consid- 
eration the  above-entitled  application  on 
which  a  further  hearing  was  ordered  on 
a  date  to  be  specified;  and 

It  appearing,  that  the  proper  dispatch 
of  the  Commission's  business  and  the 
ends  of  Justice  will  be  served  by  holding 
such  hearing  on  January  6.  1949; 

It  is  ordered.  This  17th  day  of  Decem- 
ber 1948  that  the  further  hearing  herein 
be  held  In  Washington.  D.  C,  on  January 
6.  1949,  at  10:00  a.  m. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F     R.    Doc.    49-265;    Piled,    Jan.    11,    1949; 
8:50  a.  m.) 


(Docket  No.  9187] 
ZiVA  Ray  Brown 


ORDER  DESIGNATING  APPLICATION  FOR 
HEARING 

In  the  matter  of  Ziva  Ray  Brown. 
Huntington  Beach,  California,  Docket 
No.  9187,  suspension  of  radiotelegraph 
first  class  operator  license  T-12-1097. 

It  is  ordered.  This  30th  day  of  Decem- 
ber 1948,  upon  the  Commission's  own 
motion,  that  the  hearing  in  the  above- 
entitled  matter  be  held  commencing  at 
9:30  a.  m.,  on  the  24th  day  of  January 
1949,  at  Los  Angeles,  California. 

It  is  further  ordered.  That  Elizabeth  C. 
Smith  be  assigned  as  hearing  examiner 
In  the  above-entitled  matter  at  the  time 
and  place  aforesaid;  and 

It  is  further  ordered,  That  the  licensee 
be  provided  with  duplicate  copies  of  this 
order,  and  that  the  licensee's  attorneys 
of  record  be  similarly  provided  with 
copies  hereof. 

Notice  is  hereby  given  that  S  1-857  of 
the  Commission's  rules  and  regulations 
Is  applicable  to  this  proceeding. 

F^ERAL  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-267;    Filed.    Jan.    11.    1949; 
8:50  a.  m.] 


[Docket  Nos.  8983,  8984] 

KWHN  Broadcasting  Co..  Inc.   (KWHN 
andKWHN-FM) 

order  continuing  hearing 

In  re  applications  of  KWHN  Broad- 
castlnB  Company.  Inc.  <KWHN  and 
KWHN-FM>,    Fort     Smith,     Arkansas, 


(Docket  No.  8379] 
Tribune  Building  Co.  (KLX)__ 
order  continthng  hearing 
In  re  application  of  Tribune  Building 
Company   (KLX).  Oakland.  California. 
Docket  No.  8379,  File  No.  BP-5293;  for 
construction  permit. 

Whereas,  the  above-entitled  applica- 
tion Is  presently  scheduled  to  be  heard 
on  January  31.  1949.  at  Washington. 
DC;  and 

Whereas,  there  is  pending  before  the 
Commission  a  petition  for  reconsidera- 
tion and  grant  without  hearing  filed  on 
October  29.  1948; 

It  is  ordered.  This  17th  day  of  Decem- 
ber 1948.  that  the  hearing  upon  the 
above-entitled  application  be.  and  it  Is 
hereby,  continued  indefinitely,  on  the 
Commission's  own  motion,  pending  ac- 


(Docket  Nos.  6737,  8454,  9110.  Bill] 

Southern  California  Broadcasting  Co. 

(KWKW)    ET   AL. 
ORDER  CONTINUING  HEARING 

In  re  applications  of  Marshall  S.  Neal, 
Paul  Buhllg.  E.  T.  Foley  and  Edwin  Earl, 
d/b  as  Southern  California  Broadcasting 
Company  (KWKW),  Pasadena.  Califor- 
nia. Docket  No.  6737.  File  No.  BP-3710: 
George  W.  Berger.  George  A.  Raymer. 
Fred  Porgy  and  John  W.  Swallow,  d/b  as 
Orange  County  Broadca.sting  Company. 
•  Santa  Ana.  California.  Docket  No.  8454. 
File  No.  BP-5936;  Leon  E.  Sidebottom, 
Don  J.  Jackson.  Walter  S.  Murra.  Paul  E. 
Kain.  Glenn  E.  Jackson  and  Karl  Jack- 
son, a  partnership,  d'^b  as  Airtone  Com- 
pany. Santa  Ana.  California.  Docket  No. 

9110.  File  No.  BP-6021;  Paul  B.  Sogg.  J. 
Herman.  Jr..  A.  J.  Victor.  Edward  J.  Mur- 
set  Jr..  E.  K.  Bowman  and  Jerry  Ferro.  a 
partnership,  d/b  as  Riverside  Broadca.st- 
ers.    Riverside.    California.    Docket   No. 

9111.  Pile  No.  BP-6520;  for  construction 
permits. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
In  Washington.  D.  C.  on  January  10. 

1949;  and 

Whereas,  the  public  interest,  conven- 
ience, and  necessity  would  be  served  by  a 
continuance  of  the  said  hearing; 
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It  is  ordered.  This  31st  day  of  Decem- 
ber 1948,  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  applications  be,  and  it  is  hereby, 
continued  to  10:00  a.  m..  Monday,  Febru- 
ary 14.  1949,  at  Washington,  D.  C. 

Federal  CoiofUNiCATiONS 

COIOQSSION, 

[seal]        T.  J.  Slowk, 

Secretary. 

IP.    R.    Doc.    49-268:    Filed,    Jan.    11.    1949; 
8:50  a.  m.] 


(Docket  No.  8044] 

John  J.  Dxmpskt 

ORDER  COlfTINinNG  HXARINO 

In  re  petition  of  John  J.  Dempsey, 
Docket  No.  8044. 

Whereas,  the  hearing  In  the  proceed- 
ing upon  the  above-entitled  matter  is 
presently  scheduled  to  be  heard  on  Jan- 
uary 12,  1949.  at  Albuquerque.  New  Mex- 
ico; and 

Whereas,  the  public  interest,  conveni- 
ence and  necessity  would  be  served  by 
a  continuance  of  the  said  hearing ; 

It  is  ordered.  This  31st  day  of  Decem- 
ber 1948.  that  the  hearing  in  the  above- 
entitled  matter  be.  and  It  is  hereby, 
continued  to  10:00  a.  m..  Tuesday.  Feb- 
ruary 8,  1949,  at  Albuquerque.  New 
Mexico. 

Federal  CoMMUincATiows 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    4&-2e»:    PUed,    Jan.    11.    1949; 
8:50  a.  m.] 


(Docket  Nos.  7054.  8356] 
Bay  State  Broadcasting  Co.  and  Whauno 

CTTY    BROADCASTtNO    CORP. 
ORDER  CONTIinnNO  HEARING 

In  re  applications  of  Bay  State  Broad- 
casting Company,  New  Bedford,  Massa- 
chusetts. Docket  No.  7054.  File  No.  BP- 
4201:  Whaling  City  Broadcasting  Cor- 
poration, New  Bedford,  Massachusetts, 
Docket  No.  8356.  File  No.  BP-«893;  for 
construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  December  22, 
1948.  by  Whaling  City  Broadcasting  Cor- 
poration, New  Bedford.  Massachusetts, 
requesting  a  continuance  of  the  hearing 
presently  scheduled  for  January  13,  1949. 
upon  its  above-entitled  applications  for 
construction  permits; 
*  It  is  ordered.  This  31st  day  of  Decem- 
ber 1948,  that  the  petition  be.  and  it  is 
hereby,  granted;  and  that  the  hearing 
upon  the  above-entitled  applications  be, 
and  it  is  hereby,  continued  to  10:00  a.  m., 
Monday.  January  24.  1949,  at  New  Bed- 
ford, Massachusetts. 

Federal  Communications 
Commission, 
[sBALl        T.  J.  Slowie. 

Secretary. 

[P.    R.    Doc.    4»-270:    Piled,    Jan.    11,    1949; 
8:60  a.  m.) 


NOTICES 

(Docket  Not.  8593.  8694] 

Coosa  WkLtn  Radio  Co.  (WROM)  and 
News  Publishing  Co.  (WLAQ) 

order  continuing  hearino 

In  re  applications  of  Dean  Covington, 
J.  W.  Tromerhauser  li  Edward  Nixon 
McKay,  a  partnership,  d/b  as  Coosa 
Valley  Radio  Company  (WROM).  Rome, 
Georgia.  Docket  No.  8593.  File  No.  BP- 
6262;  News  Publishing  Company 
(WLAQ).  Rome.  Georgia,  Docket  No. 
8594,  File  No.  BP-6406;  for  construction 
permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  December  24. 
1948.  by  News  Publishing  Company 
(WLAQ).  Rome,  Georgia,  requesting 
that  the  hearing  presently  scheduled  for 
January  17.  1949.  at  Rome.  Georgia,  be 
continued  to  February  17.  1949,  upon  its 
above-entitled  applications  for  construc- 
tion permits; 

It  is  ordered.  This  3lst  day  of  Decem- 
.ber  1948,  that  the  petition  be,  and  it  Is 
hereby,  granted;  and  that  the  hearing 
upon  the  above-entitled  applications  be, 
and  it  is  hereby,  continued  to  10:00  a.  m. 
Monday,  March  7,  1949,  at  Rome, 
Georgia. 

fsoeral  communicahons 
Commission, 
[sbal]        T.  J.  Slowie, 

Secretary. 

|P.   R.   Doe.   46-371:    PUed,    Jan.    11.    1949; 
8:50  a.m.] 


(Docket  No.  8904] 

Panama  City  Broadcasting  Co. 

order  continuinq  hearing 

In  re  application  of  Panama  City 
Broadca-sting  Company.  Panama  City, 
Florida.  Docket  No.  8904.  File  No.  BML- 
1282;  for  modification  of  license. 

The  Commission  having  under  consid- 
eration a  petition  filed  December  22, 
1948,  by  Panama  City  Broadcasting 
Company.  Panama  City.  Florida,  request- 
ing a  continuance  of  the  hearing  on  Its 
above-entitled  application  for  modifica- 
tion of  license;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hear- 
ing filed  on  July  16.  1948; 

It  is  ordered.  This  31st  day  of  Decem- 
ber 1948,  that  the  petition  be.  and  it  Is 
hereby,  granted;  and  that  the  hearing 
upon  the  above-entitled  application  be, 
and  It  is  hereby,  continued  indefinitely 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

IP.    R.    Doc.    49-272:    PUed.    Jan.    11,    1949; 
8:61  a.  m.] 


FEDERAL  POWER  COMMISSION 

(Docket  No.  0-1146) 
Natural  Gas  Pipeline  Co.  or  America 

notice  OT  nNDINGS  AND  ORDER  ISSUING  CER- 
TinCATE  or  PUBLIC  CONVENIENCE  AND 
NECESSITY 

f  January  7,  1949. 
Notice  Is  hereby  given  that,  on  Janu- 
ary 6.  1949.  the  Federal  Power  Commis- 
sion issued  it^flndings  and  order  entered 
January  4.  1949.  Issuing  certificate  of 
public  convenience  and  necessity  in  the 
above-designated  matter. 


[SXAL] 


LiON  M.  FUQUAT. 

Secretary. 


(P.    R.    Doc.    49-244:    PUed.    Jan.    11,    1949; 
8:47  a.  m.] 


(Project  No.  6101 
Washington  Water  Power  Co. 

NOTICE  OP  ORDER  AUTHORIZING  AMENDMENT 
or  UCENSE    (TRANSMISSION   LINE) 

January  7,  1949. 

Notice  is  hereby  given  that,  on  January 
6,  1949,  the  Federal  Power  Commission 
Issued  its  order  entered  January  4,  1949, 
authorizing  amendment  of  license 
(transmission  line)  In  the  above-desig- 
nated matter. 


[seal] 


L<ON  M.  FUQUAT. 

Secretary. 


[P.    R.    Doc.    49-341:    Piled.    Jan.    11,    1949: 
8:47  a.  m.) 


(Project  No.  8«5) 
Robert  R.  Sevxrin 


NOnCl  or  ORDER  ACCEPTING  SURRENDER  OF 

ucense  (minor) 

January  7.  1949. 

Notice  Is  hereby  given  that,  on  Janu- 
ary 6.  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  4, 
1949.  accepting  surrender  of  license 
(minor)  in  the  above-designated  matter. 


[seal] 


I<0N  M.  FUQUAY. 

Secretary. 


(P.    R.    Doc.    49-242:    PUed.    Jan.    11,    1949; 
8:47  a.  m.] 


(Project  No«.  891.  1992) 

Henry  L.  Corbett  and  Hal  T.  Hylton 

notice  of  orders  authorizing  issuance  ot 
new  ucenses  (minor) 

January  7, 1949. 
Notice  is  hereby  given  that,  on  January 
6.  1949.  the  Federal  Power  Comml.ssion 
Issued  its  orders  entered  January  4, 1949, 
authorizing  Issuance  of  new  licenses 
(minor)  in  the  above-designated  matters. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


Wednesday,  January  12,  1949 

IProJecta  Nos.  2004,  2014] 

Holyoke  Water  Power  Co.  and  City  of 
Holyoke  Gas  it  Electric  Department 

order  consoudatinc  proceedings  and 
fixing  hearing  thereon 


IP.    R.    Doc.    4»-243:    Piled.    Jan.    11,    1949; 
8:47  a.  xn] 


January  4,  1949. 
On   August   6.    1948,   Holyoke   Water 
Power  Company,  of  Holyoke,  Massachu- 
setts (Company) .  filed  a  new  application 
for  license  covering  its  existing  hydro- 
electric   facilities    on    the    Connecticut 
River,  a  navigable  water  of  the  United 
States,  at  Holyoke.  Massachusetts,  and 
additional    unconstructed    hydroelectric 
facilities  at  the  site  which  together  would 
con.stltute  a  new  and  greatly  expanded 
project  and  which  has  been  designated 
as  Project  No.  2004     The  new  applica- 
tion supersedes  an  application  previously 
filed  by  the  Company  for  a  license  cover- 
ing the  existing  hydroelectric  facilities 
only    and    which    was    designated    as 
Project  No.  1917. 

On   November   15.   1948.   the  City  of 
Holyoke  Gas  L  Electric  Department,  of 
Holyoke,  Massachusetts  (City),  filed  an 
application-  for  license  covering  certain 
of   the   existing   hydroelectric   facilities 
mentioned  in  the  Holyoke  Water  Power 
Company's  applications  for  license,  and 
additional    unconstructed   hydroelectric 
facilities  which,  together,  would  consti- 
tute a  new  and  greatly  expanded  project 
and  which  has  been  designated  as  Project 
No   2014.    The  application  supersedes  a 
prior  application  for  preliminary  permit 
filed   by   the  Department   covering   the 
same    constructed    and    unconstructed 
facilities  and  which  was  designated  as 
Project  No.  1983. 

Public  notice  of  the  filing  dT  the  orig- 
inal and  superseding  applications  has 
been  given. 

In  view  of  the  apparent  conflict  be- 
tween the  original  applications  filed  by 
the  Company  and  the  City,  relating  to 
Projects  Nos.  1917  and  1983.  respectively, 
each  requested  and  was  granted  permis- 
sion to  intervene  in  the  proceedings  in- 
itiated by  the  filing  of  their  respective 
applications.    For  the  same  reason,  the 
City  requested  and  was  granted  permis- 
sion to  intervene  in  the  proceeding  initi- 
ated by  the  filing  of  the  Company's  ap- 
plication for  license  for  Project  No.  2004. 
The  State  of  Connecticut,  the  Commis- 
sion of  the  Department  of  Public  Utili- 
ties of  the  State  of  Massachusetts,  and 
various  municipalities  in  the  vicinity  of 
Holyoke.  Massachusetts,  were  permitted 
to  intervene  in  one  or  both  of  the  pro- 
ceedings under  Projects  Nos.  1983  and 
2004.     Since  the  project  covered  in  the 
City's  application  for  license  for  Project 
No.  2014  is  substantially  similar  to  the 
project   covered   in   its   application   for 
preliminary  permit  for  Project  No.  1983, 
the  interveners  in  Project  No.  1983  men- 
tioned or  referred  to  herein  should  be 
permitted  to  intervene  in  Project  No. 
2014  to  the  same  extent  permitted  them 
in  Project  No.  1983. 

In  addition  to  the  interveners,  a  num- 
ber of  persons  and  associations  have  ex- 
pressed their  disapproval  of  any  change 
to  the  existing  project  which  would  be 
detrimental  to  upstream  property  or  to 
fishlife. 
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The  Commission  finds: 

(1)  It  is  necessary  and  desirable  in  the 
public  interest  that  a  hearing  be  held 
respecting  the  matters  involved  and  the 
issues  raised  by  the  applications  filed  by 
the  Company  and  the  City  for  licenses 
for  Projects  Nos.  2004  and  2014.  respec- 
tively. „^  ^. 

(2)  Good  cause  exists  for  consolidating 
the  proceedings  under  Projects  Nos.  2004 
and  2014  for  the  purpose  of  a  hearing  on 
the  issues  raised  in  the  two  applications 
and  the  development  of  the  water  re- 
sources involved. 

The  Commission  orders: 

(A)  A  public  hearing,  consolidating  for 
hearing  the  proceedings  involving  Proj- 
ects Nos.  2004  and  2014.  be  held  com- 
mencing at  10:00  a.  m.  (e.  s.  t.)  on  Feb- 
ruary 15.  1949.  in  the  Civic  Auditorium. 
Holyoke.  Massachusetts. 

(B»  The  interveners  In  Project  No. 
1983  mentioned  or  referred  to  herein  are 
hereby  permitted  to  become  interveners 
in  this  proceeding  to  the  same  extent  per- 
mitted them  in  Project  No.  1983. 
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on.  with  the  reasons  for  such  protest  or 
request,  and  the  name  and  address  of  the 
party  or  parties  so  protesting  or  request- 
ing should  be  submitted  on  or  before 
February  14.  1949,  to  the  Federal  Power 
Commission.  Washington  25.  D.  C. 


I  seal! 


Leon  M.  Fuquay, 
Secretary. 


(F.    R.    Doc.    49-239;    Piled.    Jan.    11.    1949: 
8:46  a.  m.] 


(Docket  No.  IT-59151 

Pennsylvania  Water  &  Power  Co. 

notice  of  opinion  no.  173  and  order 
January  7,  1949. 

Notice  is  hereby  given  that,  on  January 
5  1949.  the  Federal  Power  Commission 
issued  its  Opinion  No.  173  and  order 
entered  January  4.  1949.  reducing  rates 
in  the  above-designated  matter. 


[seal] 


Date  of  issuance:  January  6.  1949. 


Leon  M.  Fuquay. 

Secretary. 


By  the  Commission. 
I  seal! 


IP    R.    Doc.    49-240;    Piled.    Jan.    11.    1949; 
8:47  a.  m.| 


Leon  M  Fuquay. 

Secretary. 

[P     R.    Doc.    49-245;    FUed,    Jan.    11.    1949; 
8:47  a.  m.] 


(Project  No.  2012] 
Sacramento  MuNiaPAL  Utility  District 

NOTICE    OF    application    FOR    PRELIMINARY 
PERMIT 


January  5.  1949. 
Public  notice  is  hereby  given  that  Sac- 
ramento Municipal   Utility  District,   of 
Sacramento.  California,  has  made  appli- 
cation under  the  Federal  Power  Act  (16 
U    S.  C.  791   (a)-825r)   for  preliminary 
permit  for  a  period  of  24  months  for  a 
proposed  hydroelectric  Project  No.  2012 
to  be  located  on  American  River  in  Sac- 
ramento County.  California.     The  pro- 
posed project   would   utilize   for  power 
purposes  water  from  Folsom  Dam  and 
Reservoir,  a  multiple-purpose  project  au- 
thorized for  construction  by  the  Chief 
of  Engineers  and  the  Secretary  of  the 
Army  by  the  Flood  Control  Act  of  1944 
(58  Stat.  887)    and  would  consist  of  a 
power  plant  with  estimated  installed  ca- 
pacity of  about  75.000  kilowatts  located 
at  the" -dam  near  Folsom,  California;  a 
transmission  line  from  the  power  plant 
to  a  substation  at  the  eastern  limits  of 
the  city  of  Sacramento  (about  18  miles) ; 
and  appurtenant  facilities. 

A  preliminary  permit,  if  issued,  shall 
be  for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  licen.se 
under  the  Federal  Power  Act  to  enable 
the  applicant  herein  to  make  examina- 
tions and  surveys,  to  prepare  maps,  plans, 
and  estimates,  and  to  make  financial  ar- 
rangements required  for  the  filing  of  an 
application*  for  license  under  the  act. 
A  preliminary  permit,  if  issued,  will  not 
authorize  construction  of  a  project  or 
any  part  thereof. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing  there- 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  Nos.  70-1852,  70-1178) 

Indiana  Service  Corp.  et  al. 
supplemental  or«er  approving  extension 

OF  time 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  6th  day  of  January  A.  D.  1949. 

In  the  matter  of  Indiana  Service  Cor-   ■ 
poration,  Indiana   &  Michigan  Electric 
Company.   American   Gas   and   Electric 
Company.  File  No.   70-1852;    American 
Gas  and  Electric  Company.  File  No.  70- 

1178. 

American  Gas  and  Electric  Company 
("American  Gas")  having  on  June  30. 
1947  acquired  all  the  common  stock  of 
Indiana  Service  Corporation  ( 'Indiana 
Service")  in  accordance  with  the  Com- 
mission's order  of  December  18. 1946  sub- 
ject to  the  condition  that  the  nonelectric 
properties  of  Indiana  Service  be  disposed 
of  within  one  year  from  the  date  of  acqui- 
sition, provided  however,  that  applica- 
tion might  be  made  for  an  extension  or 
extensions  of  such  period  for  good  cause 
shown;  and 

The  Commission,  by  order  dated  June 
30,  1948  having  approved  the  merger  of 
Indiana  Service  into  Indiana  &  Michigan 
Electric  Company  ("Indiana  &  Michi- 
gan") .  and  in  connection  therewith  hav- 
ing extended  the  period  for  disposing  of 
the  gas  properties  of  Indiana  Service  to 
December  31.  1948;  and 

American  Gas  and  Indiana  &  Michigan 
having  filed  an  application  for  an  exten- 
sion of  the  period  for  the  disposition  of 
the  gas  properties  to  June  30.  1949.  said 
application  indicating  that  American 
Gas  and  Indiana  &  Michigan  have  here- 
tofore disposed  of  the  Wansportation  and 
water  properties  of  Indiana  &  Michigan, 
that  the  only  remaining  properties  of  the 
company  to  be  disposed  of  are  the  gas 
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properties,  and  that  the  companies  con- 
cerned are  presently  engaged  in  negotia- 
tions looking  toward  the  sale  of  the  gas 
properties;  and 

It  appearing  to  the  Commission  that  it 
is  appropriate  to  grant  the  application 
In  view  of  all  the  circumstances  of  this 
case: 

It  is  ordered.  That  the  period  for 
American  Gas  and  Indiana  &  Michigan 
to  dispose  of  the  gas  properties  of 
Indiana  &  Michigan  be.  and  the  same 
hereby  is,  extended  to  June  30,  1949. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS, 

Secretary. 

I  P.    B.   Doc.    49-233;    Filed.    Jan.    11.    1949; 
8:46  a.  m.| 


[PUe  No.  70-20251 

Atlantic  City  Electric  Co. 

NOTICE  or  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C,  on 
the  5th  day  of  January  A.  D.  1949. 

Notice  is  hereby  given  that  Atlantic 
City  Electric  Company  ("Atlantic  City"), 
an  electric  utility  subsidiary  of  American 
Gas  and  Electric  Company,  a  registered 
holding  company,  has  filed  an  applica- 
tion with  this  Commission  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935,  and  has  designated  section  6  (b> 
of  the  act  as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Atlantic  City  proposes  to  borrow  (850.- 
000  equally  divided  between  the  Guar- 
anty Trust  Company  of  New  York  and 
the  Irving  Trust  Company.  The  pro- 
posed loans  will  be  evidenced  by  promis- 
sory notes  maturing  December  31,  1950. 
and  will  bear  Interest  at  the  rate  of  1'4% 
per  annum  until  July  11,  1949.  and  at  the 
rate  of  1^%  per  annum  from  that  date 
to  maturity.  The  notes  may  be  prepaid 
In  whole  or  In  part  on  ten  days'  notice 
to  the  banks,  without  premium,  unless 
such  prepayment  is  made  from  funds 
borrowed  at  a  lower  rate  of  interest,  in 
which  event  a  premium  shall  be  payable 
In  the  amount  of  V4  of  1%  per  annum 
of  the  amount  being  prepaid  from  the 
date  of  such  prepayment  to  maturity. 

On  July  11.  1947.  this  Commission  au- 
thorized the  borrowing  of  $2.0<)0.000  by 
Atlantic  City  from  the  banks  above 
named  pursuant  to  a  credit  agreement 
whereby  Atlantic  City  might  borrow  up 
to  an  aggregate  amount  of  $3,600,000. 
Our  order  therein:  Provided,  however. 
That  the  remaining  $1,600,000  might  bo 
borrowed  as  needed  and  notes  issued 
therefor,  .subject  to  the  approval  of  the 
Board  of  Public  Utility  Commissioners  of 
the  State  of  New  Jersey  and  this  Com- 
mi.ssion.  On  September  15.  1948.  the 
Commission  authorized  the  borrowing  of 
$750,000  pursuant  to  the  loan  agreement, 
and  the  present  application  proposes  the 
borrowing  of  the  remaining  $850,000  pro- 
vided for  in  the  credit  agreement. 

The  application  states  that  the  pro- 
ceeds of  the  proporod  loan.s  will  be  ap- 
plied in  part  to  the  payment  of  notes  due 


NOTICES 

February  7.  1949  In  the  amount  of  $500,- 
000  and  the  balance  will  be  added  to  the 
general  treasury  funds  of  Atlantic  City. 

The  issuance  of  the  notes  Is  subject  to 
'the  approval  of  th'e  board  of  Public  Util- 
ity Commissioners  of  the  State  of  New 
Jersey,  the  Commission  of  the  State  in 
which  Atlantic  City  is  organized  and  do- 
ing business,  and  an  application  for  ap- 
proval of  the  proposed  transaction  has 
been  filed  with  that  Commission. 

The  application  requests  that  the  Com- 
mission issue  its  order  at  the  earliest 
practicable  date  and  that  such  order  be- 
come efifective  upon  the  Issuance  thereof. 

Notice  is  further  given  that  any  Inter- 
ested person  may  not  later  than  January 
18,  1949  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter  stating  the  nature  of 
his  interest,  the  reasons  for  such  request 
and  the  i.ssues,  if  any.  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission. 
425  Second  Street  NW.,  Washington.  D.  C. 
At  any  time  after  January  18.  1949.  said 
application,  as  filed,  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  said  act.  or  the  Commission  may 
exempt  such  transactions  as  provided 
in  Rule  U-20  ^a  1  and  Rule  U-100  thereof. 
All  interested  persons  are  referred  to  said 
application  which  is  on  file  with  this 
Commission  for  a  statement  of  the  trans- 
actions therein  proposed. 

By  the  Commission. 

fSEALl  ORVAL  L.  DuBOIS. 

Secretary. 

[P     R.    Doc.    48-232:    PUed,    Jan.    11.    1949; 
8:45  s.   m.l 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien   Property 

AtrrHotrrr:  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat.  50.  925;  60 
U.  S.  C.  and  Supp  App.  1.  616;  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9667, 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

I  Vesting  Order  124361 
Franz  Neugabt  et  al. 

In  re:  Interests  of  Franz  Neupart  and 
Margarete  Bruhl.  nee  Domminek.  as  sole 
heir  of  Paul  Bruhl,  deceased,  in  an  agree- 
ment between  Franz  Neugart  and  Ludwig 
S.  Bluth.  relating  to  United  States  Let- 
ters Patent  No.  2.028.315. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Fran2  Neugart,  whose  last 
known  address  is  Havelstrasse  15,  Berlin- 
Charlottenburg.  Germany,  4s  a  resident 
of  Germany  and  a  national  of  a  foreign 
country  (Germany); 

2.  That  Margarete  Bruhl.  nee  Dom- 
minek. whose  last  known  address  is  Ber- 
lin. Germany,  is  a  resident  of  Germany 
and  a  national  of  •  foreign  country  (Ger- 
many) ; 


8.  That  the  property  described  as  fol- 
lows: All  Interests  and  rights  (including 
all  royalties  and  other  monies  payable 
or  held  with  respect  to  such  Interests 
and  rights  and  all  damages  for  breach 
of  the  agreement  hereinafter  described, 
together  with  the  right  to  sue  therefor) 
created  in  Franz  Neugart  and  Margarete 
Bruhl,  nee  E)omminek,  as  sole  heir  of  Paul 
Bruhl,  deceased,  and  each  of  them,  by 
virtue  of  an  agreement  entered  into  June 
16,  1937,  by  and  between  Franz  Neugart 
and  Ludwig  S.  Bluth  (Including  all  modi- 
fications thereof  and  supplements  there- 
to, if  any) ,  which  agreement  is  evidenced 
by  certain  correspondence  between  Franz 
Neugart  and  Ludwig  S.  Bluth  Including, 
but  not  by  way  of  limitation,  letters  dated 
June  7,  1937,  and  June  12,  1937.  from 
Franz  Neugart  to  Ludwig  S.  Bluth  and  a 
letter  dated  June  16.  1937.  from  Ludwig 
8.  Bluth  to  Franz  Neugart.  which  agree- 
ment relates,  among  other  things,  to 
United  States  Letters  Patent  No.  2.028.- 
315. 

Is  property  payable  or  held  with  respect 
to  patents  or  rights  related  thereto  in 
which  interests  are  held  Ijy.  and  such 
property  Itself  constitutes  interests  held 
therein  by.  the  aforesaid  nationals  of  a 
foreign  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  t)eing  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in  sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
November  30,  1948. 

For  the  Attorney  General. 

[seal!  David  L.  Bazilon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-276;    Piled.    Jan.    11.    1949: 
8:51  a.  m.| 


[Vesting  Order  125621 

Rudolph  M.  Jappen  and  Brooklyn 
Trust  Co. 

In  re:  Trust  under  agreement  by  and 
between  Rudolph  M.  Jappen  and  Brook- 
lyn Trust  Company,  dated  October  1, 
1937.    File  No.  F-28-4946:  E.  T.  sec.  2970. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Rudolph  M.  Jappen,  whose  last 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof.  In  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  October  1,  1937,  by  end  between 


Wednesday,  January  12,  1949 

Rudolph  M.  Jappen  and  Brooklyn  Trust 
Company,  trustee,  presently  being  ad- 
ministered by  Brooklyn  Trust  Company. 
177    Montague    Street,    Brooklyn.    New 
York  as  trustee,  including  but  not  lim- 
ited to  the  right  of  Rudolph  M.  Jappen 
to  revoke  the  trust  agreement. 
Is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
Qulred  by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed     necessary     in     the     national 

"There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  m  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  20,  1948. 

For  the  Attorney  General. 

(seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. , 

IF    R     Doc.    49-276;    Piled.    Jan.    11.    1949; 
8:51  8.  m.l 


FEDERAL  REGISTER 

[Vesting  Order  12581) 
Alice  Von  Freden 

In  re-  Stock  and  bond  owned  by  and 
debt  owing  to  the  personal  representa- 
tives, heirs,  next  of  kin.  legatees  and  dis- 
tributees of  Alice  Von  Freden.  deceased. 
F-28-27594-A-1  D-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Alice  Von  Freden,  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) . 

2.  That  the  property  described  as  fol- 
lows: , 

a  Nine  (9)  shares  of  $10  par  value 
common  capital  stock  of  The  National 
Supply  Company,  Grant  Building,  Pitts- 
burgh, Pennsylvania,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Pennsylvania,  evidenced  by  a  certificate 
numbered  4218,  registered  in  the  name 
of  Mrs  Alice  Von  Freden,  and  presently 
in  the  custody  of  The  Toledo  Trust  Com- 
pany  245  Summit  Street.  Toledo  3,  Ohio, 
in  the  account  of  Alice  Von  Freden.  to- 
gether with  any  and  all  declared  and 
unpaid  dividends  thereon. 

b.  One  (1)  Missouri-Pacific  Railroad 
Company.  First  and  Refunding  Mortgage 
Series  G  Bond,  of  $1,000  face  value,  bear- 
ing the  number  M  11  183  and  presently 
in  the  custody  of  The  Toledo  Trust  Com- 
pany 245  Summit  Street.  Toledo  3,  Ohio, 
in  the  account  of  Alice  Von  Freden,  and 
any  and  all  rights  thereunder  and  there- 
to, a"^ 

c  That  certain  debt  or  other  obliga- 
tion of  The  Toledo  Trust  Company,  245 
Summit  Street,  Toledo  3.  Ohio,  Agent  for 
Alice  Von  Freden,  arising  out  of  cash  on 
deposit  in  an  Agency   Account   of    the 


153 

aforesaid  Alice  Von  Freden,  together  with 
any  and  all  accruals  thereto  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  aforesaid  debt  or  other  obligation, 
is  property  within    the    United    States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of   or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  the  personal  rep- 
resentatives, heirs,  next  of  kin.  legatees 
and  distributees  of   Alice  Von  Freden, 
deceased,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) , 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Alice  Von  Freden. 
deceased,  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at   Washington.  D.  C,   on 
December  20,  194^. 
For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF    R     DOC.    49-277;    Filed,    Jan.    11.    1949; 
8:51  a.  m.l 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  I — Farm  Credit  Administra- 
tion, Department  of  Agriculture 

Part  5— Surplus  Property  Disposal 

NOTICE  BY  mail;   SELECTION  OT  ACCEPTABLE 
PURCHASERS 

Sections  5.38  and  5.111,  Chapter  I, 
Title  6,  Code  of  Federal  Regulations  are 
amended  to  read  as  follows: 

{  5.38  Notice  by  mail,     (a)  Where  (1) 
a  transfer  is  requested  by  one  of  the 
armed  forces  for  national  defense  pur- 
poses prior  to  the  conclusion  of  peace, 
Its  need  being  recognized  as  paramount, 
or   (2)    a  transfer  is  requested  by  the 
National    Housing   Administrator    pur- 
suant to  Public  Law  292.  79th  Congress, 
no  notice  to  other  Government  agencies 
is  required.    In  all  other  cases  where  a 
transfer  is  requested  by  a  Government 
agency,  the  disposal  agency  shall  send 
(not  publish)  a  notice  of  availability  by 
mail  to  all  Government  agencies  listed  In 
exhibit  36  of  these  regulations.    When 
publication  is  required,  as  provided  by 
§  5.32,  at  the  time  of  the  first  publica- 
tion of  the  notice,  the  disposal  agency 
shall  send  a  copy  of  the  notice  by  mail 
to   all   Government   agencies   listed   in 
exhibit  36  hereof,  to  the  State  and  the 
political  subdivision  in  which  the  prop- 
erty is  located,  and  in  the  case  of  harbor, 
port   terminal,  or   airport  property,   to 
political    subdivisions    In    the    vicinity 
thereof.    In  addition  notice  should  be 
sent  to  any  State  or  local  government 
or  to  any  nonprofit  institution  which  has 
expressed  an  interest  in  the  property. 
A  similar  notice  shall  be  sent  by  regis- 
tered mail  to  the  last  known  address  of 
the  former  owner  with  return  receipt 
except  in  those  cases  where  a  State  or 
local  government  has  Indicated  its  inten- 
tion to  exercise  Its  priority  to  acquire 
the  property.    Where  the  former  owner 
is  outside  the  continental  United  States, 
a  copy  of  the  notice  to  the  former  owner 
may  be  sent  to  the  spouse  at  the  last 
known   address.    Notices   to  the   State 
governments  shall  be  addressed  to  the 
Secretary  of  State,  and  those  to  political 
subdivisions  of  a  State  should  be  ad- 


dressed to  appropriate  officers.    In  order 
to  bring  to  the  attention  of  the  proper 
officials  the  special  priority  of  State  and 
local  governments  in  reestablishing  high- 
ways or  streets,  a  covering  letter  to  the 
Secretary  of  State  should  be  sent  with 
the  notice  of  sale,  advising  him  that  no 
additional  notice  has  been  mailed  to  the 
other  State  officers  and  requesting  that 
he  bring  this  matter  to  the  attention  of 
the  appropriate  State  officials  who  might 
be  interested.    Also  a  copy  of  the  notice 
should  be  sent  by  registered  mail  to  the 
county     highway     commissioners     and 
other  appropriate  officials  of   incorpo- 
rated cities  or  municipalities  or  other 
political  subdivisions  in  which  the  prop- 
erty is  located.    Such  notices  should  be 
accompanied  by  a  covering  letter,  which 
may  be  a  circular  letter,  calling  atten- 
tion to  the  special  priorities  provided  by 
the  act  and  regulations  and  quoting  the 
pertinent  portion  of  WAA  regulation  5. 
If  there  is  any  question  as  to  the  politi- 
cal subdivisions  within  a  State,  hiforma- 
tion  should  be  requested  from  the  Secre- 
tary of  State  prior  to  sending  out  notices, 
(b)  In  addition  to  the  foregoing  no- 
tices to  Government  agencies,  as  soon  as 
arrangements  have  been  completed  for 
the  first  publication  of  notice,  or  after  a 
request  for  transfer  has  been  received 
from  a  Federal  agency,  but  in  no  event 
less  than  twenty  (20)  working  days  prior 
to  the  first  publication  of  the  notice  of 
availability  or  the  date  notices  of  avail- 
ability are  mailed  to  Federal  agencies 
whichever   the    case   may   be,   an    ad- 
vance   notice    shall    be    forwarded    to 
each    of    the    Federal    agencies    listed 
in  exhibit  36.    Each  such  advance  no- 
tice shall  identify  the  particular  prop- 
erty  and    contain   a    brief   description 
thereof,  stating  that  the  first  publication 
of  the  notice  of  availability  will  be  made, 
or.  if  notice  Is  not  to  be  published,  that 
notice  of  availability  is  to  be  mailed  to 
Federal  agencies,  on  or  about  a  specified 
date:  that  the  Federal  agency  will  have 
ten  (10)  days  after  such  publication  or 
mailing  date  to  exercise  its  priority;  and 
shall  suggest  that  the  agency.  If  Inter- 
ested, immediately  contact  the  District 
Office  for  further  Information  or  data,  if 
desired.    (Source:  §  307.08,  Farm  Credit 
(Continued  on  p.  167) 
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Administration.  Surplus  Property  Dispo- 
sal Manual.) 

§  5.111     Selection  of  acceptable  pur- 
chasers.    If   acceptable   offers   are    re- 
ceived, they  should  be  handled  in  accord- 
ance with  the  procedure  for  processing 
other  types  of  offers.    If  only  one  offer  is 
received  for  any  particular  tract  and  it  is 
acceptable,  it  may  be  submitted  immedi- 
ately to  the  district  office  for  approval. 
If  acceptable  offers  are  received  to  pur- 
chase the  same  property  from  two  or 
more  owner-operators,  the  offer  to  be 
accepted  shall  be  selected  by  taking  into 
consideration  actual  proposals  received 
and  the  use  of  the  property  most  desir- 
able in  the  light  of  the  applicable  objec- 
tives of  the  act  unless  otherwise  author- 
ized by  the  Administrator.    If.  as  pre- 
sumably would  be  the  ordinary  ease,  such 
consideration   disclosed   no    proper 
grounds  for  preferring  one  owner-opera- 
tor offeror  ta  another,  selection  by  lot 
would  be  the  proper  procedure.    ( Source : 
§  605.02,    Farm   Credit    Administration, 
Surplus  Proserty  Disposal  Manual.) 

(58  Stat.  765.  50  U.  S.  C.  App.  1611;  WAA 
Reg.  1;  WAA  Reg.  5;  Order  of  the  Secre- 
tary of  Agriculture.  10  F.  R.  4647) 

Dated:  December  28.  1948. 


[SEAL] 


I.  W.  DUCGAN. 

Governor. 


Approved:  January  10,  1949. 

A.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

[P.    R.    Doc.    49-307:    Piled,    Jan.    12,    1949; 
8:61  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Mar- 
keting Administration  (Standards, 
inspections.  Marketing  Practices), 
Department  of  Agriculture 

Part  162 — Regulations  for  the  En- 
forcement OF  THE  FEDERAL  INSECTICIDE, 

Fungicide,  and  Rodenticide  Act 

exemptions 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  Agriculture  under  the 
Federal  Insecticide.  Fungicide,  and  Ro- 
denticide Act,  approved  June  25,  1947 
(7  U.  S.  C,  Supp.  1.  sec.  135  et  seq),  and 
after  consideration  of  all  data,  views,  or 
arguments  presented  pursuant  to  the  no- 
tice of  proposed  rule-making  published 
in  the  Federal  Register  on  November 
13,  1948  (13  F.  R.  6685  >,  it  is  hereby  de- 
termined that  the  coloration  or  discol- 
oration of  the  economic  poison  sodium 
fluoride  for  use  as  a  fungicide  solely  in 
the  manufacture  or  processing  of  rubber, 
glue,  or  leather  goods  when  such  colora- 
tion or  discoloration  will  be  likely  to 
impart  objectionable  color  character- 
istics to  the  finished  products  and  when 
the  sodium  fluoride  will  not  be  present 
in  such  finished  products  in  sufficient 
quantities  to  cause  injury  to  any  person, 
and  will  not  come  into  the  hands  of  the 
public  except  after  incorporation  into 
such  finished  products,  is  not  necessary 
for  the  protection  of  the  public  health. 

Now,  therefore,  by  virtue  of  the  afore- 
said authority,  §  162.18  (7  CFR,  1947 
Supp.  162.18)  of  the  regulations  promul- 
gated for  the  enforcement  of  the  Federal 
Insecticide.  Fungicide,  and  Rodenticide 
Act  Is  hereby  amended  to  read  as  fol- 
lows : 

§  162.18  Exemptions,  (a)  Any  eco- 
nomic poison  specified  in  §  162.12  of  these 
regulations  which  is  intended  solely  for 
use  by  a  textile  manufacturer  or  com- 
mercial laundry,  cleaner  or  dyer  as  a 
mothproofing  agent,  which  would  not 
be  suitable  for  such  use  if  colored  and 
which  will  not  come  into  the  hands  of 
the  public  except  when  incorporated  into 
a  fabric  shall  be  exempt  from  the  re- 
quirements of  section  3  (a)  (4)  of  the 
act  and  §  162.12. 

(b)  The  economic  poison  sodium  fluo- 
ride shall  be  exempt  from  the  require- 
ments of  section  3  < a)  (4)  of  the  act  and 
§  162.12  (c)  when  (1)  it  is  intended  for 
use  as  a  fungicide  solely  in  the  manufac- 
ture or  processing  of  rubber,  glue,  or 
leather  goods;  (2)  coloration  of  said  eco- 
nomic poison  in  accordance  with  said  re- 
quirements will  be  likely  to  impart  ob- 
jectionable color  characteristics  to  the 
finished  goods;  (3)  said  economic  poison 
will  not  be  present  in  such  finished  goods 
in  sufficient  quantities  to  cause  injury  to 
any  person:  and  (4)  said  economic  poi.son 
will  not  come  into  the  hands  of  the  pub- 
lic except  after  incorporation  Into  such 
finished  goods. 

Since  the  foregoing  amendment  rec- 
ognizes an  exemption  with  respect  to  the 
economic  poison  sodium  fluoride  from 
the  provisions  of  section  3  (a)  (4)  of  the 
Federal  Insecticide,  Fungicide,  and  Ro- 
denticide Act  and  §  162.12  (7  CFR  162.12) 
of  the  regulations  promulgated  pursu- 
ant thereto,  this  exemption  shall  become 
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effective  immediately  after  publication 
thereof  in  the  Federal  Register. 

(Sec.  6,  61  Stat.  168;  7  U.  S.  C.  Sup.  135d) 

Issued  this  10th  day  of  January  1949. 

[SEAL]  A.    J.    LOVELAND, 

Acting  Secretary  of  Agriculture. 

(P.    R.   Doc.    49-299:    Filed.    Jan.    12.    1949; 
8:49  a.  m.j 


Chapter  VIII — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

Part  803 — Sugar  Exports 

termination   of   RESTRICTION   ON   EXPORTS 
OF  SUGAR 

Notification  is  hereby  made  that  Supar 
Export  Control  Order  1  (12  F.  R.  2647) 
expired  on  October  31,  1947  by  reason  of 
the  termination  of  the  Sugar  Control 
Extension  Act  of  1947  on  that  date. 
Therefore.  Part  803  of  Title  7  of  the 
Code  of  Federal  Regulations  is  deleted. 

(61  Stat.  35) 
Issued  this  10th  day  of  January  1949. 

[SEALl  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

|F.    R.    Doc.    49-304;    Filed.    Jan.    12,    1949; 
8:50  a.  m.l 


Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  904 — Milk  in  the  Greater  Boston, 
Mass.,  Marketing  Area 

ORDER  amending  ORDER.  AS  AMENDED. 
REGULATING  HANDLING 

Correction 

In  Federal  Register  Document  48- 
11462,  appearing  at  page  9293  of  the  issue 
for  Friday,  December  31, 1S48,  paragraph 
1  c  of  the  "Order  relative  to  handling" 
should  read  as  follows: 

c.  Renumber  the  present  subpara- 
graph (7)  of  §  904.1  (b)  as  (6),  and  de- 
lete therefrom  the  phrase  "and  a  segre- 
gated dairy  farmer." 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natural- 
ization Service,  Department  of 
Justice 

Subchapter    B — Immigration    Regulations 

Part  110— Primary  Inspection  and 
Detention 

CHANGE  IN  designation  OF  CERTAIN  AIRPORTS 
OF  ENTRY  FOR  ALIENS 

Section  110.3.  Airports  of  entry.  Chap- 
ter I,  Title  8  of  the  Code  of  Federal  Reg- 
ulations is  hereby  amended  by  deleting 
the  following  names  of  locations  and  air- 
ports from  the  list  of  temporary  airports 
of  entry  for  aliens  in  paragraph  (b)  and 
by  Including  such  names,  in  alphabetical 
order,  in  the  list  of  permanent  airports 
of  entry  for  aliens  in  paragraph  (a) : 
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Dulutb,  Minnesota.  Sky  Harbor  Seaplane 
Base. 
Juneau.  Alaska,  C.  A.  A.  Field. 

This  change  in  designation  shall  be- 
come effective  upon  publication  in  the 
Peder.\l  Register.  Compliance  with  the 
provisions  of  section  4  of  the  Adminis- 
trative Procedure  Act  <60  Stat.  238;  5 
U.  S.  C.  1003)  as  to  notice  of  proposed 
rule  making  and  delayed  effective  date 
is  unnecessary  because  the  change  in 
designation  from  temporary  to  perma- 
nent airports  of  entry  for  aliens  relates 
to  a  matter  of  agency  management 
which  has  no  effect  on  the  type  of  serv- 
ice rendered  to  the  public  by  the  Imml- 
pration  and  Naturalization  Service. 

(Sec.  7  <d).  44  Stat.  572,  sec.  1,  54  Stat. 
1233;  49  U.  S.  C.  177  (d)) 

Tom  C.  Clark. 

Attorney  General. 

Recommended:  E>ecember  20,  1948. 

W.ATSON  B.  Miller. 
Commissioner  of  Immigration 
and  Naturalization. 

I  p.    R.    Doc.    49-289:    Filed.    Jan.    12.    1949; 
8:48  a.  m.l 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Indus- 
try, Department  of  Agriculture 

Subchapter  F — Animal  Breeds 

Part   151 — Recognition  of  Breeds  and 
Books  of  Record  of  Purebred  Animals 

On  December  7.  1948,  a  notice  of  rule 
makint?  was  published  in  the  Federal 
Register  <P.  R.  Doc.  48-10623;  13  F.  R. 
7436 »  regarding  a  proposed  revision  of 
the  regulations  governing  the  recogni- 
tion of  breeds  and  books  of  record  of 
purebred  animals  (9  CFR  Part  151.  as 
amended)  under  paragraph  1606  of  sec- 
tion 201  of  the  Tariff  Act  of  1930,  as 
amended  (19  U.  S.  C.  1201.  par.  1606,  and 
Pub.  Law  475.  80th  Cong.,  62  Stat.  161): 
After  consideration  of  all  relevant  mat- 
ters presented,  Including  the  proposals 
set  forth  in  the  aforesaid  notice,  the  fol- 
lowing regulations  are  hereby  promul- 
gated under  the  authority  contained  in 
said  act. 

DETINmONS 

Sec. 

151.1  Terms  defined. 

CERTinCATTON   OF  PXJREBRED  ANIMALS 

151.2  Issuance     of     certificates     of     pure 

breeding. 

151.3  Application   for  certificates  of   pure 

breeding. 

151.4  Pedigree  certtficates. 

151.5  Transfers  of  ownership. 

151.6  AlteratlGO   of   pedigree   and   transfer 

certificates. 
151  7       Affidavit  of  Identity. 
151  8       Examination  of  animals. 

151.9  Eligibility  of  animals  for  certification. 

REOOCNmON    or    BREEDS    AND    BOOKS    OF    RXCORD 

161.10  Recognized     breeds     and     books    of 

record. 
151  11     Recognition  of  additional  breeds  and 
books  of  record. 

CENSIAI. 

161  12    Effective  date  and  notic*  of  super- 
sedure. 
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AtrrHORrrr:  f{  151.1  to  151.11  Issued  under 
sec.  201.  par.  1608.  46  Stat.  690.  673.  as 
amended.  Pub.  Law  475.  80th  Cong  .  62  Stat. 
161:   19  U.  S.  C.  1201.  par.  1606) 

§  151.1  Terms  defined.  Words  used 
in  this  part  in  the  singular  form  shall  be 
deemed  to  import  the  plural,  and  vice 
versa,  as  the  case  may  demand.  Unless 
otherwise  clearly  indicated  by  the  con- 
text, whenever  the  following  words, 
names,  or  terms  are  used  in  the  regula- 
tions in  this  part  they  shall  be  construed, 
respectively,  to  mean: 

(a)  Animal.  Any  purebred  animal 
imported  specially  for  breeding  purposes 
except  a  black,  silver,  or  platinum  fox. 
or  any  fox  which  is  a  mutation,  or  type 
developed,  therefrom. 

(b)  Purebred.  A  term  applicable  to 
animals  which  are  the  progeny  of  known 
and  registered  ancestors  of  the  same  rec- 
ognized breed  and  for  which  at  least 
three  generations  of  ancestry  can  be 
traced. 

(c)  Book  of  record.  A  printed  book 
sponsored  by  a  registry  association  and 
containing  breeding  data  relative  to  a 
large  number  of  registered  purebred  ani- 
mals used  for  the  issuance  of  pedigree 
certificates. 

(d)  Pedigree  certificate.  A  document 
issued  by  a  registry  association  giving 
the  pedigree  of  an  animal  and  certifying 
that  it  is  registered  in  the  book  of  rec- 
ord of  the  association  Issuing  the  docu- 
ment. 

(e)  Certificate  of  pure  breeding.  A 
document  i.ssued  by  the  Chief  of  the 
Bureau  to,  and  for  the  exclusive  use  of. 
the  collector  of  customs.  United  States 
Treasury  Department. 

(f )  Port  of  arrival.  The  port  (coastal 
or  border)  where  animals  first  come  into 
the  United  States. 

(g)  Port  of  entry.  The  port  where 
customs  entry  is  made. 

(h)  Inspector.  An  in.spector  of  the 
Bureau  of  Animal  Industry  of  the  United 
States  Department  of  Agriculture  or  of 
the  Bureau  of  Customs  of  the  United 
States  Treasury  Department  authorized 
to  perform  functions  under  the  regula- 
tions in  this  part. 

(i)  Bureau.  The  Bureau  of  Animal 
Industry.  Agricultural  Research  Admin- 
istration, United  States  Department  of 
Agriculture. 

(j>  Chief  of  the  Bureau.  The  Chief  of 
the  Bureau  or  any  officer  or  employee  of 
the  Bureau  to  whom  authority  has  here- 
tofore lawfully  been  delegated  or  to 
whom  authority  may  hereafter  lawfully 
be  delegated  to  act  in  his  stead. 

(k»  Department.  The  United  States 
Department  of  Agriculture. 

(1)  The  act.  Paragraph  1606  of  sec- 
tion 201  of  the  Tariff  Act  of  1930,  as 
amended  (19  U.  S.  C.  1946  ed.  1201,  para- 
graph 1606,  and  Pub.  Law  475,  80th 
Cong.,  62  Stat.  161). 

certification  of  purebred  animals 

§  151.2  Issuance  of  certificates  of  pure 
breeding.  The  Bureau  will  issue  certifi- 
cates of  pure  breeding  for  animals 
claimed  to  be  entitled  to  free  entry  und^ 
the  act  upon  compliance  by  the  importer 
with  the  requirements  of  the  regulations 
In  this  part.  Such  certificates  will  be  is- 
sued to  the  collector  of  customs  at  the 
port  of  entry  of  such  animals. 


9  151.3  Application  for  certificates  of 
pure  breeding.  Application  for  certifi- 
cates of  pure  breeding  executed  by  the 
importer  of  the  animals  or  his  agent 
may  be  made  to  the  Bureau  after  cus- 
toms entry  has  been  made,  on  forms  fur- 
nished or  approved  by  the  Bureau,  show- 
ing the  surname  of  the  importer  and  his 
given  name,  or  initials,  if  any:  the  ad- 
dress (in  the  United  States)  of  the  im- 
p>orter;  the  number,  breed,  and  sex,  and 
port  and  date  of  arrival  of  the  animals 
imported;  the  customs  entry  number  of 
the  importation;  and  the  name  of  the 
vessel  or  other  carrier  by  which  shipped. 

§  151.4  Pedififree  certificates.  Pedi- 
gree certificates  for  the  animals  listed  in 
§  151.10,  issued  by  the  custodian  of  the 
appropriate  book  of  record  listed  in  said 
section,  shall  be  furnished  by  the  im- 
porter or  his  agent  to  the  inspector  at 
the  time  of  examination  of  the  animals 
as  provided  in  5  151.8.  Following  exami- 
nation of  the  animals,  the  importer  or  his 
agent  shall  present  the  pedigree  certifi- 
cate to  the  Bureau  at  the  time  of  making 
application  for  certificates  of  pure  breed- 
ing as  provided  in  §  151.3.  The  Bureau 
will  later  return  the  papers  to  the  party 
who  submitted  them.  A  verbatim  trans- 
lation of  the  description  relating  to  color 
and  markings  shall  appear  in  Engli.«;h  in 
the  pedigree  certificate  for  each  animal 
or  in  a  separate  certificate  appended  to 
the  pedigree  certificate. 

§  151.5  Transfers  of  ownership.  A 
complete  record  of  transfers  of  owner- 
ship, from  the  breeder  to  and  including 
the  United  States  importer,  of  animals 
for  which  certificates  of  pure  breeding 
have  been  requested  shall  be  furnished 
to  the  Bureau  by  the  importer  or  his 
agent.  Such  transfers  shall  have  been 
recorded  on  the  pedigree  certificates  by 
the  registry  association  or  on  certificates 
of  transfer  Issued  and  approved  by  the 
registry  association. 

§  151.6  Alteration  of  pedigree  and 
transfer  certificates.  No  pedigree  cer- 
tificate or  certificate  of  transfer  of  own- 
ership which  in  the  opinion  of  the  Chief 
of  the  Bureau  has  been  substantially  al- 
tered will  be  accepted. 

§  151.7  Affidavit  of  identity.  An  affi- 
davit by  the  owner,  agent,  or  importer, 
duly  acknowledged  before  an  officer  hav- 
ing authority  to  administer  oaths,  stat- 
ing that  the  animals  decared  for  free 
entry  under  the  Act  are  the  identical 
animals  described  in  the  pedigree  certifi- 
cates, shall  be  furnished  to  the  Bureau  by 
the  importer  or  his  agent. 

5  151.8  Examination  of  animals.  An 
examination  (for  the  purpose  of  deter- 
mining Identity)  shall  be  made  by  an 
authorized  inspector  at  the  coastal  or 
border  port  of  arrival  of  all  animals  im- 
ported under  the  regulations  in  this  part. 
The  importer  or  his  agent  shall  provide 
adequate  assistance  and  facilities  for  re- 
straining and  otherwise  handling  the 
animals  and  present  them  in  such  man- 
ner and  under  such  conditions  as  in  the 
opinion  of  the  inspector  will  make  a 
proper  examination  possible.  Otherwise 
the  examination  of  the  animals  will  be 
refused  or  postponed  by  the  inspector 
until  the  Importer  or  his  agent  meets 
these  requirements  at  the  port  of  arrival. 
Pedigree  certificates  and  certificates  of 
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transfers  of  ownership  for  all  animals 
for  which  free  entry  is  claimed  under 
the  act.  shall  be  presented  at  the  port 
of  arrival  of  the  animals  to  the  Inspector 
making  the  examination.  Removal  of 
the  animals  from  the  port  of  arrival  prior 
to  the  presentation  of  the  pedigree  cer- 
tificates and  certificates  of  transfers 
.shall  constitute  a  waiver  of  any  further 
claim  to  certification  under  the  regula- 
tions in  this  part. 

S  151  9  Eligibility  of  animals  for  cer- 
tification. To  be  eligible  for  certifica- 
tion under  the  act,  animals  must  be  pure- 
bred of  a  recognized  breed  and  have  been 
registered  in  good  faith  in  a  book  of  rec- 
ord listed  m  5  151.10  and  must  not  have 
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been  registered  on  inspection  without  re- 
gard to  purity  of  breeding. 

RECOGNITION  OF  BREED[i  AND  BOOKS  OF 
RECORD 

S  151.10  Recognized  breeds  and  books 
of  record.  Breeds  of  animals  and  books 
of  record  listed  in  paragraphs  (a)  and 
(b)  of  this  section  are  hereby  recog- 
nized. Recognition  of  such  breeds  and 
books  of  record  will  be  continued,  how- 
ever, only  if  the  books  of  record  involved 
are  kept  by  the  custodians  thereof  in  a 
form  which  is  reasonably  current  in  the 
opinion  of  the  Chief  of  the  Bureau. 
Books  of  purebred  registration  shall  be 
sent  to  the  Bureau  at  Washington  25, 
D  C,  through  the  United  States  Govern- 
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ment  Despatch  Agency.  45  Broadway. 
New  York  6.  N.  Y..  U.  S.  A.,  immediately 
follow«ng  their  publication. 

(a)  Breeds  and  books  of  record  in 
countries  other  than  Canada.  Books  of 
record  of  the  registry  associations  listed 
below  are  recognized  for  the  following 
breeds:  Provided.  That  no  Norman  cat- 
tle or  Criolla  or  Westland  horse  or  dog 
or  cat  registered  in  any  of  the  books 
named  shall  be  certified  nder  the  act 
as  purebred  unless  a  pedigree  certificate 
showing  three  complete  generations  of 
known  and  recorded  purebred  ancestry 
of  the  particular  breed  involved,  issued 
by  the  appropriate  association  listed  be- 
low, is  submitted  for  such  animal. 


Name  ol  breed 


Book  of  reoord 


By  whom  published 


Name  of  breed 


Book  of  record 


By  whom  imhlishod 


Cattle 


C.^TTLE — Continued 


Abcrdeen-Anpis 
Africander 

Aldcmey 


Ayrshire. 


Cbarolslae. 


Devon — . 


Dexter. 


Galloway. 


Guernsey. 


Do. 


nereford.. 

Uigblond. 


Uolsteln-Fricsian. 


Do. 


Jersey. 


Do. 


Kerry. 


Do.. 

Norman. 


Aberdccu-Anjtus  Ucrd 
book. 

Africander  P<>ctinn  ol  the 
South  AfrK-sn  Stud 
Book. 


Herd  Book  ol  the  Baili- 
>»ick  of  Cluemwy  (Al- 
dcmey BniiichJ. 


Ayrshire  Herd  Book. 


Herd  Book  Pc  La  Race 
Bovine  Charolai&e. 


Davy's  Devon  Herd  Book 


Dexter  Herd  Book. 


Oslloway  Herd  Book- 


English  Guernsey  Herd 
Book 

Herd  Book  ol  the  Baili- 
wick of  Ouernscy 
(Guernsey  Branch). 

Herd  Book  of  Hereford 
Cattle. 


HIrbland  Herd  Book. 


Friesch     Rundree-Stam- 
boek. 


N>derlrtn<l.<ich     Rundvec- 
Btamboek. 


Jersey  Herd  Book. 


English  Jersey  Herd  Book 


British  Kerry  Cattle  Herd 
Book. 


Kerry  Cattle  Herd  Book.. 


Herd -Book    de    la    Race 
Nornuiudc  I'ure. 


ANrdH'n-Anpiis  Cattle  Fociety, 
Alexander  Kdlh,  secretary.  W 
Viiioii  St.,  Alxrdeon.  Scotland. 
South  African  Stud  Book  As}<o- 
ciiition.  W.  .Smith.  s»cretary. 
Whiteco  H<use.  St.  Andrew 
8t.,  Bloemfoulein,  Inion  of 
South  Africa.  , 

K(,yal  Alderney  Apricultural 
Society  (The  Ald.rney  Branch  i 
of  the  Royal  Ciuernscy  A.  and 
11.  Society),  Captuin  Jame-*  .K. 
L.  Bryan,  secretary,  5  Little 
St.,  Aldcrnry.  C.  1.  Channel 
Islands.  .„     ,_  c. 

Avrshire  Cattle  Herd  Book  So- 
ciety   of    Great    Britain    and 
Ireland.  Iluph  Bone,  secretary, 
I  Racecourse  Kd.,  Ayr,  Sc-ot 
land. 
Syndicat  Central  D'Exporlation 
De  La  Race  Bovine  Clmrolaise 
Etieune  Clialelin,  secretary,  9 
Rue  (iamhctu.  >jevers.  1-nuice, 
Devon  Cattle  Breeders'  Society, 
Franci.<  James  M  orle,  secretary , 
Wiveliscombe.  Somerset,  Eng- 
land. ,.     r.    1 
Dexter  Cattle  Society,  M.  F.  J. 
BattinK,  secretary,   12  Station 
Rd..  KeadiiiK,  Berkshire,  Kng- 
land.  ,  ^       . 
Galloway  Calllc  S<Kiety  of  (-real 
Briuiu    and    Ireland,    R.    A. 
Gourlay,  sixn  tary.  Aucheuhay, 
Corsock.  Castle-DouRlas.  Scot- 
land.                       „       .    o,     ■  . 
English  Guernsey  Cattle  Society, 
H.   H.   Holmes,    secretary,  W) 
Wimpole  St.,  London,  ^V .  1, 
England.                 ,     ,        ,       , 
Royal  ( iuernsey  Agricultural  and 
Horticultural  Society,   Ernest 
de    (iaris,    8»'<Tetary,     .'states 
Arcade     Balcony.     Guernsey, 
Channel  Islands. 
Hereford  Herd  Book  Society.  H. 
F     l)avi«s,   setntary.  a   Ona 
St  .  Hereford.  England. 
Highland  Cattle  Society  of  Scot- 
tond.  John  Stewart,  secretary. 
Commercial  Bank  Bldg.   Dun- 
Mane.  Sootland. 
Vereeniging:  'Het  Friesch  Rund- 
vee-Stamhoek,"  Ir.  U.  O.  A. 
L«'ignes   Bakhovcn,  wcretary, 
Zuiderplein  *-♦,   Leeuwarden, 
Netherlands.  ,      , 
VpTveniging:    "Het    Nederland- 
sclie  Rimdvee-Stamboek,"  Ir. 
W.  de  Jong,  Director,  24  Suri- 
namestraat,  TIk:  Hague,  Neth- 
erlands. 
Royal  Jersey   Agricultural  an<l 
Horticultunil   Society,   H.   O. 
Shepard,    jwcretary,    3    Mul- 
caster  St.,  St.  Helier,  Jersey, 
Channel  Islands. 
English  Jersey  Cattle  Society, 
Edward  .Ashhy,  secretary,   19 
Bloomsbury  8q.,  London,  W. 
C.  1,  England. 
British    Kerry    Cattle    Society, 
R.    O.    Hubl,   secretary.   The 
Milestone.      Stanmore      Hill. 
Middlesex.  England. 
Royal  Dublin  Society,  J.  Hes- 
keth   Carnegie,  editor.   Ball's 
Bridge,  Dublin.  Ireland. 
L'Associatlon     du     Herd-Book 
Normand.   Jacques    Lefebvre, 
secretary.  Cours  Sadl-Camot, 
Caen,  France. 


Arabian. 


Do. 
Do. 

Do. 

Do. 


Belgian. 


Cleveland  Bay. 
Clydesdale 


Criolla. 


Hackney. . 
Percheron. 


Red  Danish 


Red  Pon 


Shorthorn 


South  Devon 


Sussex 


Welsh 


•CoaUs's  Herd  Book. 


Stambop  over  Keer  a(  Red 

Dansk  Malkerace. 
Stambog  over  Tyn-  af  Rrd 

Dansk  Malkerace. 
Register  Stambog  over 

Kvaeir    af    R0d    Dansk 

Malkerat'C. 
Red  Poll  Herd  Book 


Herd  Book  ol  South  De- 
von Cattle- 


Sussex  Herd  Book . 


Welsh  Black  Cattle  Herd 
Book. 


De  Snmvirkende  Danske  T>and- 
boforeningcr.  M.  .Nielsen,  wii- 
sultant.  Axelborg  4  Sal,  Copen- 
hagen V.  Denmark 


R«l  Poll  Cattle  .^ociety  ol  Great 
Britain  and  Ireland  (liicor- 
liorated),  C.  H.  Cl.vke.  secre- 
tary. Commerce  Cham  Iters,  10 
High  .'^t.,  Ipswich.  England. 

Shorthorn  Society  of  (ireat  Brit- 
ain and  Ireland.  Leonard  Bull, 
secretary,  Victoria  House, 
Southampton  Kow,  London, 
W   C    1,  Encland. 

South  Devon  Herd  Book  Society, 
R.  K.  Johnson,  se<Tetary,  Mid- 
land Bank  Chambers.  .Newton 
Abbot,  Devon,  England. 

Sus.se\  Herd  Bof)k  Society,  A.  O. 
Holland,  secretary,  5  Broad- 
way E;i.st,  I>eiihani,  Uxbrldpe 
Middlesex,  KngliUid. 

W<'lsh  BLtek  Cattle  Sm-iety. 
().  O.  Thomas,  secretary, 
Bank  Chambers,  Bangor, 
North  Wales. 


Horses 


Do 


Arab  Horse  Stud  Book... 


Polska  Ksiega  Stadna 
Koni  .ArabskichCzystej 
Krwi. 

General  Stud  Book 

Stud  Book  Argentino 


Registro-Mafricula  de 
Caballos  de  Pura  Sangrc 

Stud  Book  Francais 
Rcgistre  des  Chevaui 
dc  Pur  Sang. 


Stud-Book  des  Chevaux 
de  Trait  Beiges. 


Cleveland  Bay  Stud  Book 


Clydesdale  Stud-Book... 


"RegLstro  Deflnltivo"  sec- 
tion of  the  Stud  Book 
Argentino  para  la  Raza 
Criolla. 

Hackney  Stud  Book 


British    Percheron    Stud 
Book. 


The  Arab  Horse  Society,  Briga- 
dier W.  H.  .Anderson,  secre- 
tary. Orchard  House,  Waltham 
St.  Lawrence  Nr.  Reading, 
Berks.,  Englan'l. 

Towartystwo  Hodowli  Konh 
Arabskiego,  Dr.  Edward  Skor- 
kow.sk i,  secretary,  l'rw>dnicxa 
if,  Krakow,  I'cland. 

Weatherby  A  Sons,  ISCavrndish 
Sq.,  London,  W.  1,  Encland. 

Jockey  Club,  Dr.  C^r  M.  Veh, 
secretary.  Florida  .V)9.  Buenos 
•^ ires,  Argentina.  _^, 

General  Livestock  AdmiflWra- 
tion.  The  Minister  of  Agri- 
culture, Madrid.  Siiain. 

Commission  du  StudlHxjk  Fran- 
cais de  Pur  Sang,  M.  de  Mal- 
herbe.  Inspector  General, 
Chief,  .Service  des  Haras, 
Ministry  of  Agriculture,  Paris, 
France. 

Sociflfe  Royale  "Tjc  Cheval  de 
Trait  Beige,"  Chevalier 
Hynderick  de  ThenlegtMt, 
secretary,  on  rue  Royale,  Brus- 
sels, Belgium. 

Cleveland  H;»y  Horse  Soci<'ty, 
Tom  Kirt)v,  secretary.  Great 
Ayton  (.Middlesbrough), 
Yorkshire,  FInpland. 

Clydesdale  Horst;  Society  of 
(Ireat  Brltiin  *  Inland. 
Robert  Jarvis,  secntary,  i)3 
lloin-  St.,  Glasgow  C.  2,  Scot- 
land. 

Socifdad  Rural  Argentina, 
Jo«*  A.  Martiner.  de  Hoi, 
president.  Flcrlda,  460,  Buenos 
Aire.s,  Argentina. 

< Hackney  Horse  Society,  Rotiert 
F.  Ling,  s<cr(lary,  »>*  Wimpole 
St.,  London,  \V.  !,  England. 

BritLsli  Perchi  ron  Hors<>  Society, 
H.  Gordon  Smith,  secretary, 
"Hasloniere",  ^ulbourn, 
Cambs,  England. 
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Name  of  bre«d 


Book  of  record 


By  whom  published 


IIoBSKS — Continued 


I  ere  heron. 


Shetland  Pony. 


Shire 

SijITdIIc 

Thoroughbred. 


[)o. 
Do. 

Do. 
Do. 


Stud-Book  Percheron  de 
*■  ranee 


Shetland  Pony  Stud-Book. 

Shire  Horv  Stud  Book.... 

Suffolk  Stud-Book 

Australian  Stud  Book 

Oeneral  Stud  Book 

Jamaica  Stud-Book 


Do 

Do 

Do 


Stud  Book  de  Chile 

New  Zealand  Stud  Book. 


Reuistro-Malricula  do  Ca- 
balios  de  Pura  riaiigre. 

Stud  Book  Arnentino 


Do 

Welsh  Pony  and  Cob. 


WeAlland. 


Stud  Book  Franoai^  Reif- 
istre  <le8  Chevaux  de 
Pur  Sane. 


Libro     Clencaloeipo     dei 
C'avalli  di  Puro  Sangue. 


Welsh  Stud  Book. 


Stambok  over  Fjordhcst... 


Sociflte  nippiqup  Percheronnc  de 
Franw.  E.  Leniari*,  secretary, 
7  Rue  Vlllette-Uate,  NoRenl-le- 
Rotrou  (K-&-L).  France. 
Shetland    Pony   Stud-Book  So- 
ciety, Walker  4  Duncan.  s«'c»e- 
tarifs,  3  Golden  Sc^.j^hcrdeen, 
Scotland. 
Shire  Uorse  S(X-iety,  A.  O.  Hol- 
land, secretary,  17  Devonshire 
St.,  London  W.  1,  England. 
SuflDlk  Horse  Scxjiety,  Raymond 
Keer,  secretary,  fi  Church  St  , 
Wofxlbrid^e.  Suffolk,  Eneland. 
.Australian  Jockey  Club  4  Vic- 
toria KacinK  Club,  A.  Loddon 
Yullle,    Koi<|H>r    of    the    Stud 
Book,    ft    Hli«h    St.,    Sydney, 
N.  S.  W..  .Australia. 
Weatherby  4  Sims.  15 Cavendish 

Sq.,  Ivondon,  W.  I,  England 
The  Jockey  Club  of  Jamaica,  O. 
Seymour  Seymour,  secretary, 
K)  Duke  St.,  Klti«ston.  Jamai- 
ca. H.  W.  I 
Club  Hiplcodo  SanliaRo,  Fermin 
Donnso  D.,  secretary,  Santiago, 
Chile. 
New  Zealand  Rncini;  Conference. 
A.    M.    .MrBeath,    s«'crptary. 
Dominion    HMk.,    Mercer    & 
WakefieM     Sts..     WellitiKton, 
New  Zealand. 
General   Livestock    Administra- 
tion, The  Minister  of  Agricul- 
ture, Madrid.  S|>ain. 
Jockey  Club.  l)r  C<^arM.  Vela, 
secretary,  Florida  5,W,  Buenos 
.Aires,  4tr2entlna. 
Commission  du  Studbook 
FrjiK-ais  de  Pur  Sang,  M.  da 
MalherU'.   lns|>ecti>r  Genernl, 
Chief.     Service     des     ILvas, 
Mini-stry  of  Agriculture.  Paris, 
France. 
Jockey  Club  Italiano,  Mr.  Lend, 
secretary.  Pia7./.a  Montecitorio 
121.  Rome.  lUily. 
Welsh  Pony  4  Cob  Society.  T. 
A.  Howson.  secret;iry.  Offices 
of  The  Royal  Welsh  Agricul- 
tural   Society,    Studio    Build- 
ings,   4 la    Regent   St.,    Wrex- 
ham.     Denbighshire.      North 
Wales. 
Statens  Stamtrnkkontor  for  Host, 
W.   W.   Christie,  State  Stud- 
Book   Registrar.  Munkedauis- 
veien  35,  Oslo,  .Norway. 


A-S-SES 


Poitou. 


Jack  and  Jennet  Section  of 
the  Stucl-Hook  ou  Livre 
Oenealogique  <i««  .^ni- 
m.'Uix  Mulas-siers  du 
Poitou. 


SoclAtA  Centrale  d'Agrinilture 
des  Deu.x-Sevres,  Eugene 
Sagot.  president,  Niort. 
France. 


Shkkp 


Border  Leicester. 


Cheviot. 


Corriedale. 


Do.. 


Dorset  Horn. 


Hampshire  Down. 


Kent      or      Romoey 
Marsh. 


Kerry  Hill. 


Bonier    Leicester    Flock 
Book. 


Ch«viot3heep  Flock  Book 


The  Flock  Book  for  Cor- 
ri<  dale  Sheep  iu  Aus- 
tralia. 


Corriedale     Flock     Book 
(New  Zealand). 


Dorset  Horn  Flock  Book.. 


Hampshire  Down  Flock 
Book. 

\ 

Kent  or  Romney  Marsh 
Flock  Book. 


Kerry  Hill  Flock  Book... 


Society  of  Border  Leicester  Sheep 
Breeders,  Mis.s  Kos*-  J.  E. 
Grant,  secretary,  II  St.  Ron- 
an's  Terrace,  Edinburgh  10, 
Scotland. 

Cheviot  Sheep  Society,  Guy  H. 
.\rinNtron?.  veretary,  Com- 
mercial Bank  Bldgs.,  Hawick, 
Scoilanil. 

The  .Australian  Corriedale  Asso- 
ciation. Louis  Monod,  secre- 
tary, Temple  Court,  422  Col- 
lins St.,  Mell>ourne,  C.  1, 
Austraha. 

The  Corriedale  Sheep  Society, 
Inc.,  t^  M.  Lawrence,  .secre- 
t.vy,  154  Hereford  St.,  Christ- 
church,  New  Zealand. 

Dorset  Horn  Sheep  Breeders' 
Association,  J.  Dean  Smith, 
vcrefary.  Bank  ChanitxTS, 
Dorchester.  Dorset.  Englantl. 

Hampshire  Down  Sheep  Brwd- 
ers'  .Association.  Captain  F.  E. 
Tinsley.  st-cretary.  3S  Endless 
St.,  Salisbury.  England, 

Kent  or  Romney  Marsh  Sheep- 
Bref'ders'  Association,  G.  W. 
Tuffrey,  secretary,  Victoria 
House,  Southampton  Row, 
IvOndon.  W.  C.  1,  England. 

Kerry  Hill  (Wales)  Flock  Book 
Society,  Morris,  Marshall  A 
P(V)le,  iocretaries,  Newtown, 
Montgomeryshire,  England. 


Name  of  breed 


Book  of  record 


By  whom  published 


Name  of  breed 


SiiEKi" — Continued 


Leicester. 


Lincoln. 


Oxford  Down. 


Romney  Marsh. 


Ryeland. 


Shropshire. 


Leicester  Flock  Book. 


Flock    Book    of    Lincoln 
Longwool  Sheep. 

Flock  Book  Oiford  Down 
Sheep. 


The  New  Zealand  Rom- 
ney Marsh  Flock  Book. 


Ryeland  Fkx:k  Baok. 


Southdowa. 


Suffolk 

Wen.sleydale. 


Various  recognized 
breeds. 


Shropshire  Flock  Book... 


Southdown  Flock  Book. 


Suffolk  Flock  Book. 


Wensleydale       Ix>ngwool 
Sheep  Flock  Book. 


New  Zealand  Flock  Book. 


Leicester  Sheen  Bree<lers'  As.so- 
ciation,  C.  H.  Simpson,  .secre- 
tary, Roselea,  Hunmaiiby, 
Filey,  Vorks,  England. 

Lincoln  Longwool  She<'p  Breed- 
ers' .Association,  Fre<l  P.  Tay 
lor,  secretary,  lh4  High  St.. 
LInooln.  F^ngland. 

Oxford  Down  Sheep  Breeders' 
Assoi'iation,  MaxwII  Si  Stil- 
goe,  secretaries,  21  Marlbor- 
ough Rd.,  Banbury,  Oxon, 
England 

New  Zealand  Romney  Marsh 
Sheep  BreiHjers'  Association. 
Inc.,  A.  H.  .Maguire.  secretary. 
(a  Kiinbolton  Rd-  Feilding, 
New  Zealand.         ^ 

Ryeland  Flock  Book  Society, 
Ltd..  William  Henry  Wooil- 
cock,  secretary.  St.  Ciithbert's. 
45  Whitecross  Rd.,  Hereford, 
England. 

Shropshire  Sheep  Breeders'  As- 
sociation and  FI(K-k  Hook  So- 
ciety, Alfred  Matusell  &.  Co.. 
secretaries.  College  Hill. 
Shrewsbury,  Englanil. 

Southdown  Sheep  ivwiety  (In- 
c«r(K)rate<l).  W.  O.  Stride,  sec 
retary,  Southdown  Hou.se,  St. 
John's  St.,  Chichester,  Sussex. 
England. 

Suffolk  Sheep  .Society,  Guy  P. 
I^mpriere.  secretary,  24  Prin- 
ces St..  Ipswich.  England. 

The  Wensleydale  I-ongwool 
Sheep  Breeders'  .Association. 
W.  Dickinson,  secretary.  The 
Garden!!,  Clverston,  Lanca- 
shire, England. 

.New  Ze-.dand  Sheep  Breeders' 
As.s(K-iatlun,  M.  E.  Lyons,  ser- 
n-tiry,  «7  Worcester  St.,  Christ- 
church,  C.  1,  New  Zealand. 


Goats 


Saanen,     Toggenburg 
and  Anglo- Nil  Man. 


British  Goaf  Society  Herd 
Book  (Sa;inen,  Toggen- 
burg and  Anglo-Nubian 
sections). 


British  Goat  Society.  H.  E. 
JetTery,  secretary.  Diss,  Nor- 
folk. England. 


Hoos 


Large  Black. 


Berkshire  

Large  White... 
Middle  White. 
Tamworth 


Large  Black   Pig  Society 
Herd  Book. 


Herd  Book  of  the  National 
Pig  Breeders'  Assiocia- 
tlon. 


Large  Black  Pig  Society,  B.  J. 
Roche,  st'cretary,  28  Kingshill 
Avenue,  Kenton.  Harrow. 
Middlesex,  England. 

National  Pig  Rree<lers'  Associa- 
tion, A.  R.  Bennett,  secretary, 
Victoria  House.  S<)iilh;uupton 
Row,  London,  W.  C.  1,  Eng- 
land. 


Doos 


Boxer. 


Doberm  ann  pinscher . 


Foxhound. 


Do. 


German  Shepherd. 


Great  Dane. 


Greyhound. 


Do. 


Boxer-Zuchtbuch.. 


Zuchf  buch  der  Fachschaft 
fiir  Dobermannplnscher. 


Foxhound    Kennel    Stud 
Book. 


Welsh  Hound  Stud  Book. 


Rcichs-Zuchlbuch  (Abtel- 
liuig:  Deutsche  Scb&fer- 
bunde). 

Starambuch  fur  Deutsche 
Doggen. 


Australian  Greyhound 
Stud  Book. 


Greyhound  Stud  Book... 


Fachschaft  filr  Deutsche  Boxer, 
.Max  Haunstetter,  secretary. 
Osterwaldstrasse  6b,  MUncben 
23,  Germany. 

Walter  Ctechf,  secretary.  Fach- 
schaft filr  Dobermannpinsche*. 
Landsberger  Allee  130,  (D 
Berlin  No.  IS.  Germany. 

Masters  of  Foxhounds  A.ssocla- 
tion,  J.  W-Fitiwllliam,  secre- 
tary, 3  St.  James's  Sn.,  Lou- 
don. S.  W.  1,  England. 

Welsh  Hound  .Association.  Frank 
Cooke,  secretary,  "Gwynfryn", 
H  Stuart  St.,  Aberdarc,  South 
Wales. 

Verein  fUr  deutsche  Schafer- 
hunde,  Ilaiins  Krembelmer, 
secretary,  Clmerstr.  3,  Augs- 
Nirg  3,  Germany. 

Deut.scher  Doggen  Club,  P. 
Laub.  secretary,  Marienstr.  V; 
(17a)  Karlsruhe,  Baden,  Ger- 
many. 

The  .Australian  and  New  Zealand 
Greyhound  Association,  R. 
Maidment,  secretary.  First 
Floor.  Bank  of  New  Zealand 
Chamliers,  34«  Collins  St., 
Melbourne.  C.  1.  Australia. 

National  Coursing  Club,  Sydney 
H.  Dalton.  secretary.  11  Hay- 
market,  London,  S.  W.  L 
Knglaod. 


Book  of  record 


By  whom  published 


Doos — Cop  tinned 


Greyhound , 

Harrier  and  Beagle 


Rottweiler. 


Rt.  Bernard. 


Schnauiers  and  Pin- 
•clM'rs. 


Various  recognlted 
breeds. 


D*. 


D*. 


D*. 


Irish     Oreyl)ound    Stud 
Book. 


Harrier  and  Beagle  Stud 
Book. 


Reichs-Zuchtburh  (Abtcl- 
lung:  Rottweiler). 


Bemhardiner-Zuchtbucb.. 


Reichs-Zuchtbuch  (Abtcl- 
lung:  Schnauzer  und 
Pinscher). 

Irish  Kennel  Club  Stud- 
book. 

Kennel  Club  Studbook... 


LiTie  des  Orlgines  de  la 
SocittA  Royak!  Saint- 
Hubert 


Llvreto  Origines  Fran(ais. 


Irish  Coursing  Club,  T.  A. 
Morris,  A  A.  J.  Morris,  secre- 
taries, Davis  Rd.,  Clonmel, 
Ireland. 

Association  of  Masters  of  Har- 
riers and  Beagles,  J.  Paw  la, 
secretary.  Little  Havers,  Bish- 
op's Stortford,  England. 

Allgemeiner  Deutscher  Rolt- 
weiler-Klub,  FrI.  Jo.seflne  Zel- 
ler,  secretary.  Rotenwaldstras.se 
83a,    Stutigart-W.,    (Jermany. 

St.  Bernhards-Klub,  Hans 
Glockner.  secretary,  Dejsen- 
hofen  bei  Miinclicn.  Germany. 

Pin.scher-Schnauxer-Klub  E.  V. 
Josef  Best,  secretary.  Bahnhof- 
strasse  42,  Wehrheimrraunus, 
Germany. 

Irish  Kennel  Club,  Richard  O. 
Quirk,  s«'cr>'tary,  23  Eilen 
Quay,  Dublin  C.  8,  Ireland. 

English  Kennel  Club,  E.  Holland 
Buckley,  secri'tary,  K4  Picca- 
dilly, Ixindun,  W.  1,  England. 

SocifitA  Royal?  Saint-Hubert, 
Maurice  Puissant  &  Raoul 
Willocq,  .secretaries,  3<.il  Chaus- 
s6e  St.,  Pierre,  Brussels  4, 
Belgium. 

Soci^tt  Centrale  Canine  pour 
I'AmAlioration  des  Races  de 
Chk>ns  en  France,  A.  Borde- 
reau, DinHtor  General,  3  Rue 
de  (Tholseul,  Paris,  France. 


Name  of  breed 


Book  of  record 


By  whom  published 


Dog  s  — Con  t  i  n  u  ed 


Various  recognijled 

Newfoundland  Live  Stock 

Department     of    Natural     Re- 

breeds. 

Register. 

sources,  Kenneth  J.  Carter, 
secretary.  St.  John's,  New- 
foundland. 

Do 

Norsk  Kennelklubs Stam- 

Norsk    Kennel     Klub,     E.    F. 

• 

bok. 

GJersiie  Jr.,  secretary.  Skipper 
gaten  22.  Oslo,  Norway. 

Do 

Rpgistro   Genealogico   de 

Kennel    Club   de    Chile,   J.   H. 

Caninos. 

Coleman,  spcn>tarv.  Calle  Val- 
paraiso, tj67-0C9,  Vifia  Del  Mar, 
Chile. 

Do 

Reichs-Zuchtbuch  Abtcl- 

Klub     fUr     Terrier,     Heinrich 

lung:  Fachschaft  fQr  Ter- 

Kaeuffer, secretary,  (16)   Kel- 

rier  6.  V. 

sterbach  bei  Frankfurt  am 
Main,  Germany. 

Do 

Schwelzeriscbes     Hunde- 

Schweiierische  Kynologischen 
Gesellschaft.     Carl     Wittwer, 

Stammbuch 

secretary,  Konixstr.  186,  Wald- 

egg,  Liebefeld  bei  Bern,  Swit- 

terland. 

Do 

Svenska  Kennelklubbens 

Svenska  Kennelklubben,.  Ivan 
Swednip,  secTftary,  Linnega- 
tan  25,  Stockholm,  Sweden. 

Sumbok. 

Cats 


Lnng-halred  and  short- 
haired. 


Register  of  the  Governing 
Council  of  the  Cat  Fan- 
cy. 


The  Governing  Council  of  the 
Cat  Fancy,  K.  H.  Thompson, 
secretary,  130  Wickham  Way 
Beckenham.  Kent,  England. 


(b)  Breeds  and  books  of  record  in 
Canada — (1)  Animals  generally.  The 
books  of  record  of  the  Canadian  Na- 
tional Live  Stock  Records,  Ottawa.  Can- 
ada, of  which  R.  O.  T.  Hitchman  is  Di- 
rector, are  recognized  for  the  following 
breeds :  Provided,  That  no  animals  regis- 
tered in  the  Canadian  National  Live 
Stock  Records  shall  be  certified  under 
the  act  as  purebred  unless  such  animals 
trace  only  to  animals  which  are  proved 
to  the  satisfaction  of  the  Bureau  to  be 


of  the  same  breed:  Provided  further, 
That  no  Karakul  sheep,  or  horse  of  the 
American  Saddle,  Canadian,  or  Arabian 
breeds  in  Canada  shall  be  certified  under 
the  act  as  purebred  unless  a  pedigree 
certificate  showing  three  complete  gen- 
erations of  known  and  recorded  purebred 
ancestry  of  the  particular  breed  involved, 
issued  by  the  Canadian  National  Live 
Stock  Records,  Is  submitted  for  such 
animal. 


Cattle 

Sheep 

Horses 

Hops 

OonU 

AhordeenAngtU. 

Blackface. 

American     Saddle 

Berkshire 

Angora. 

Ayrshire. 

Cheviet. 

Horse. 

Chester  White. 

Nubian. 

Brown  Swiss. 

Corriedale. 

Arabian. 

Duroc-Jersey. 

Saanen. 

Canadian. 

Cotswold. 

Belgian  Draft. 

Hampshire. 

Toggenburg, 

Galloway. 

Dorset  Horn. 

Canadian. 

Large  Black. 

Guernsey. 

Hampshire. 

Clydesdale. 

Poland  China. 

Hereford. 

Karakul. 

Hackney. 

Tamworth. 

Highland. 

Kerry  HilL 

Percheron. 

Yorkshire. 

Jer.sey. 

Leicester. 

Shetland  Pony. 

Red  Poll. 

Lincoln. 

Shire, 

Khortliorn. 

Merino. 

Staiidardbred 

Shorthorn      (Lincoln- 

Oxford  Down. 

Suffolk. 

Shire  Red). 

Rambouillet 
Ryeland. 
Shroiisliire. 
Southdown. 

Thoroughbred. 
Welsh  Pony  and  Cob. 

Suffolk. 

(2)  ifolstein-Friesian  cattle  in  Can- 
ada. The  Holstein-Friesian  Association 
of  Canada,  Brantford,  Ontario,  Canada, 
of  which  G.  M.  demons  Is  secretary  and 
editor,  is  recognized  for  the  Holstein- 
Priesian  breed  registered  in  the  Holstein- 
Friesian  Herd  Book  of  that  Association. 

(3)  Dogs  in  Canada.  The  Stud  Book 
of  the  Canadian  Kennel  Club,  Incorpo- 
rated (Canadian  National  Live  Stock 
Records)  is  recognized  for  all  the  breeds 
of  dogs  registered  therein:  Provided, 
That  no  dog  so  registered  shall  be  certi- 
fied under  the  act  as  purebred  unless  a 
pedigree  certificate  showing  three  com- 
plete generations  of  known  and  recorded 
purebred  ancestry  of  the  particular 
breed  involved,  issued  by  the  Canadian 
Kennel  Club  Incorporated,  is  submitted 
for  such  dog. 


§  151.11  Recognition  of  additional 
breeds  and  books  of  record.  Before  a 
breed  or  a  book  of  record  shall  be  added 
to  those  listed  in  this  part,  the  custodian 
of  the  book  of  record  Involved  shall  sub- 
mit to  the  Bureau  a  complete  set  of  the 
published  volumes  of  that  book  up  to 
date  of  application,  together  with  a  copy 
of  all  rules  and  forms  in  force  on  said 
date  affecting  the  registration  of  animals 
In  said  book. 

GENERAL 

§  151.12  Effective  date  and  notice  of 
supersedure.  The  foregoing  regulations 
shall  become  effective  30  days  after  their 
publication  in  the  Federal  Register,  and 
on  said  date  shall  supersede  the  regula- 
tions in  9  CFR  Part  151,  as  theretofore 
amended. 


Uone  at  Washington,  D.  C.  this  10th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

tSEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

(P.    R.    Doc.    49-306;    Filed,    Jan.    12,    1949; 
8:51   a.   m.| 


TITLE  24— HOOSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Admin- 
istration, Housing  and  Home  Fi- 
nance Agency 

Subchopter  L — Yield  Insurance 

Part  291 — Yield  Insxirance — Rights  and 
Obligations  of  Investor  Under  Insur- 
ance Contract 

debentures 

Section  291.8  (a)  is  hereby  amended 
by  striking  out  of  the  first  sentence  the 
words  "as  of  the  close  of  any  operating 
year  in  which  such  notice  is  given"  and 
inserting  in  lieu  thereof  "as  of  the  first 
day  of  the  operating  year  after  such 
notice  is  given". 

Section  291.8  (b)  Is  hereby  amended  by 
striking  out  of  the  first  sentence  the 
words  "as  of  the  close  of  any  operating 
year  In  which  such  notice  is  given"  and 
inserting  in  lieu  thereof  "as  of  the  first 
day  of  the  operating  year  after  such 
notice  is  given". 

(Sec.  401,  Pub.  Law  901,  80th  Cong.) 

Issued  at  Washington,  D.  C.  January 
10,  1949. 

[sealI         Franklin  D.  Richards. 
Federal  Housing  Coinmissioner. 

IF.    R.    Doc.    49-293:    Filed.    Jan.    12,    1949; 
8:48  a.  m.l 
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TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Subchapter  D — Military  Reservations  end 
National  Cemeteries 

Part  552 — Regulations  Affecting 
Military  Reservations 

use  of  department  of  the  army  real 

ESTATE 

Sections  552.5  to  552.16  are  revoked, 
and  the  following  §§  552.5  to  552.16  are 
substituted  therefor: 

Sec. 

5525 

5526 

552  7 

552.8 

552.9 

552.10 


RULES  AND  REGULATIONS 


Purpose  and  scoj)e. 
Responsibility. 
Policy. 
Definitions. 
Nature  of  use  grants. 
Authority    for    granting    easements 
and  lesser  Interests  by  license. 

852.11  Leases  authorized  by  act  of  August 

5.  1947. 

562.12  Licenses  granted  under  administra- 

tive power  or  under  express  statu- 
tory authority. 

552.13  Permits  to  other  Government  agen- 

cies. 

552.14  Applications. 

562.15  Preparations  and  execution  of  In- 

struments. 

552.15a  Uses  which  may  be  authorized  lo- 
cally. 

552.15b  Rights  granted  by  other  depart- 
ments. 

562.15c     Rights  of  entry. 

852. 16d     Unauthorized  use. 

553. 15e     Payments. 

882.15f     Inspections. 

852.16  Grants    requiring    enabling   legisla- 

tion. 
AuTHoaiTT:  SS  552.5  to  552.16  Issued  under 
R.  S.  161;  5U.  8.  C.  22. 

SouKCi:  AR  100-62.  December  10,  1948. 
§  552.5  Purpose  and  scope.  The  pur- 
pose of  §§  552.5  to  552.16.  is  to  set  forth 
the  authority,  policies,  procedures,  and 
responsibilities  for  the  granting  of  use 
of  real  estate  under  the  control  of  the 
Department  of  the  Army  and  utilized  as 
command  installations,  within  the  con- 
tinental United  States,  its  territories  and 
possessions,  and  elsewhere,  except  within 
occupation  zones. 

§  552.6    Responsibility.    The  Chief  of 
Eiigineers.  under  authority  of  the  Secre- 
tary of  the  Army,  is  charged  with  the 
issuance  of  licenses  In  connection  with 
Government  reservations.    (See  act  De- 
cember 1.  1941  (55  Stat.  787;  10  U.  S.  C. 
181(b>  .^    Except  as  provided  in  §5  552.15 
and  552.15a  the  Chief  of  Engineers  Is 
charged  with  sole  responsibility  for  ar- 
ranging for  the  use  of  real  estate  within 
the  scope  of  the  regulations  in  this  part 
by  lease,  license,  easement,  permit,  or 
otherwi.se.    This   responsibility  extends 
to  and  includes  the  granting  of  tempo- 
rary use  of  Department  of  the  Army  real 
estate  declared  surplus  to  the  War  Assets 
Administration  prior  to  July  1,  1948.  to 
the    extent    authorized    by    regulations 
Issued  pursuant  to  the  Surplus  Property 
Act  of  1944  (58  Stat.  765 ».  as  amended. 
S  552,.7    PoZict/— (a)  Competition.  The 
use  of  real  estate  under  the  control  of 
the  Departmsnt  of  the  Army  for  private 
purposes  will  be  granted  only  after  rea- 
sonable (florts  have  been  made  to  obtain 
competiLion  for  its  use.    The  purpose  of 


seeking  competition,  normally  through 
advertising,  is  to  afford  all  qualified  per- 
sons equal  opportunity  to  bid  for  the  use 
of  the  property,  to  secure  for  the  Gov- 
ernment the  benefits  which  flow  from 
competition,  and  to  prevent  criticism  that 
favoritism  has  been  shown  by  officers  or 
employees  of  the  Government  in  making 
public  property  available  for  private  use. 
The  leasing  of  lands  for  agricultural  pur- 
poses by  negotiation  with  former  owners 
(1.  e.,  the  Government's  grantor)  with- 
out competition  or  lessees  of  former  own- 
ers who  were  occupying  the  property  at 
the  time  of  its  acquisition  by  the  Gov- 
ernment, and  the  granting  of  ea.sements. 
licenses,  and  permits  to  other  Govern- 
ment agencies,  are  recognized  exceptions 
to  this  policy. 

(b)   Consideration — (1)  Leases  grant- 
ed under  act  August  5.  1947.    Except  as 
hereinafter  provided,  leases  will  reserve 
adequate  monetary  con.<=ideration.     Not- 
withstanding section  321  of  the  act  of 
June  30.  1932  (47  Stat.  412;  40  U.  S.  C. 
303b ^  or  any  other  provision  of  law, 
instruments  may  provide  for  the  mainte- 
nance, protection,  repair,  or  restoration 
of  the  property  leased  or  of  the  entire 
unit  or  installation  where  a  substantial 
part  thereof  is  leased  as  a  part  or  all  of 
the  consideration  for  the  lease  of  such 
property;  Provided,  however.  That  if  the 
savings    to   the   Government    resulting 
from  the  lessee  performing  such  services 
and/or  functions  is  not  equal  to  a  sum 
determined  to  be  adequate,  a  money  con- 
sideration will  be  reserved  in  the  instru- 
ment equal  to  the  difference.     No  direct 
or  Indirect  benefit  to  the  Government, 
other  than  the  performance  by  the  lessee 
of  the  service  and/or  functions  afore- 
mentioned, can  be  used  as  justification 
for  a  reduction  in  the  monetary  consider- 
ation to  be  reserved  in  the  instrument. 
In  those  cases  where  the  burden  of  main- 
tenance, protection,  repair,  or  restora- 
tion will  be  placed  upon  the  lessee,  the 
using  service  will  furnish,  through  the 
army  commander,  a  statement  to  the 
division  engineer  indicating  the  savings 
to  the  Government  resulting  therefrom, 
for  the  use  in  determining  the  adequacy 
of  the  consideration. 

(2)  Easements  and  licenses  granted 
under  easement  authorities.  Although 
no  provision  in  the  statutes  authorizing 
.such  grants  requires  compensation  for 
privileges  granted  in  accordance  there- 
with, all  such  grants  will  reserve  an  ade- 
quate consideration  not  less  than  that 
charged  by  private  interests  in  the  vicin- 
ity, except  grants  to  States,  counties, 
municipalities,  or  political  subdivisions 
thereof,  which  are  for  a  public  purpose. 

(3)  Licenses  granted  under  adminis- 
trative power-  Since  the  administrative 
power  may  be  relied  upon  for  the  grant 
of  a  license  only  when  such  grant  is  of  a 
direct  benefit  to  the  Government,  such 
grants  may  be  made  without  considera- 
tion. 

(4)  Permits  to  other  Government  agen- 
cies. No  consideration  will  be  reserved 
in  instruments  authorizing  other  Federal 
Government  agencies  to  use  Govern- 
ment-owned property  under  the  control 
of  the  Army.  The  permittee  will  be 
required  to  reimburse  the  Army  for  utili- 
ties and  services  furnished  by  the  Army 
and.  if  the  property  is  leased  by  the 


Army,  the  permittee  will  be  required  to 
reimburse  the  Army  for  its  proportionate 
share  of  the  rental  paid  by  the  Army. 

(c)  Commercial  advertising  on  reser- 
vations. The  Department  of  the  Army 
will  not  authorize  the  posting  of  notices 
or  erection  of  billboards  or  signs  for 
commercial  purposes  on  property  under 
its  control. 

(d)  Grants  which  may  embarrass  the 
Department  of  the  Army.  Unless  spe- 
cifically authorized  by  law,  the  Depart- 
ment of  the  Army  will  not  authorize  the 
use  of  property  under  its  control  by  rev- 
ocable license  or  lease  for  any  purpose 
where  the  use  contemplates  permanent 
occupancy  and  revocation  of  the  lea.se 
or  license  might  prove  embarrassing  to 
the  Department  of  the  Army. 


§  552.8  Definitions.  As  used  in  this 
part  terms  shall  have  the  meanings  in- 
dicated : 

(a>  Advertising.  Any  method  of  pub- 
lic announcement  intended  to  aid  di- 
rectly or  indirectly  in  obtaining  offers 
on  a  competitive  basis.  Advertising  may 
be  accomplished  by  circulation  of  no- 
tices among  former  owners,  owners  of 
adjacent  property  and  others  known  to 
be  interested,  the  posting  of  notices  in 
public  places,  and  the  publication  of 
notices  in  newspapers  and  trade 
journals. 

(b)  Using  service.  The  term  will  in- 
clude: 

(1)  All  major  commands. 

(2)  All  administrative  and  mechani- 
cal services. 

(3)  Any  other  Department  of  the 
Army  agency  directly  responsible  for  and 
charged  with  command  jurisdiction  over 
an  installation. 

8  552.9  Nature  of  use  grants.  The 
essential  characteristics  of  use  grants 
within  the  scope  of  the  regulations  in  this 
part  are  as  follows: 

(a)     Licenses    under    administrative 
power.    A  license  is  a  bare  authority  to 
do  a  specified  act  or  series  of  acts  upon 
the  land  of  the  licensor  without  possess- 
ing   or    acquiring    any    estate    therein. 
The  principal  effect  of  a  licen.se  is  to  au- 
thorize an  act  which,  in  the  absence  of 
the  license  would  constitute  a  trespass. 
Licenses  will  be  granted  under  the  ad- 
ministrative power  only  when  the  grant 
is  of  direct  benefit  to  the  United  States 
or  to  the  installation  and  normally  will 
be  limited  in  duration  for  a  period  rea- 
sonably necessary  to  accomplish  the  pur- 
poses for  which  the  grant  is  being  made, 
but  in  no  event  will  the  period  exceed 
5  years.    However,  licenses  may  be  re- 
newed and  applications  for  renewal  will 
be  made  and  processed  In  the  .same  man- 
ner as  is  provided  In  §  552  14  for  original 
applications.    The  instrument  will  pro- 
vide for  written  notice  of  relinquishment 
by  the  licensee.    A  license  Is  personal  in 
nature,  and  the  licensee  has  no  authority 
or  right  to  assign  or  sublet  the  property 
or  to  use  It  for  any  purpose  not  ex- 
pressed in  the  license. 

(b)  License  granted  under  easement 
authority.  A  license  granted  under  the 
easement  authorities  set  forth  In  §  552.10 
constitutes  a  permissive  use  of  property 
of  a  lesser  Interest  than  that  which  the 
statute  authorizes  for  that  purpose. 
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(c)  Easement.  An  easement  is  a 
conveyance  of  an  interest  in  real  estate 
for  the  purpose  or  purposes  specified  in 
the  grant.  Easements  may  be  granted 
for  either  a  term  of  years  or  in  perpe- 
tuity, according  to  the  statutory  authori- 
zation. Such  permits  will,  however,  be 
limited  in  duration  not  greater  than  is 
reasonably  justified  and  necessary  for 
the  purpose  of-*the  grant.  Easements 
for  a  term  of  years  which  Is  expiring  may 
be  renewed  in  the  same  manner  as  pro- 
vided in  S  552.14  for  original  applica- 
tions. 

(d)  Lease.  A  lease  is  a  conveyance  of 
an  interest  in  real  estate  for  a  term  of 
years,  revocable  at  will,  or  as  otherwise 
provided  in  the  Instrument,  in  considera- 
tion of  a  return  of  rent.  Leases  may  be 
renewed  upon  expiration  but  will  nor- 
mally be  renewed  only  after  seeking  com- 
petition In  accordance  with  the  policy  set 
forth  In  S  552.7.  In  conformity  with 
statutory  authority  concerning  the 
granting  of  the  use  of  real  estate  within 
the  scope  of  these  regulations  by  lease, 
each  lease  \^ill  contain  a  provision  per- 
mitting the  Secretary  of  the  Army  to  re- 
voke the  lease  at  any  time,  unless  the 
Secretary  of  the  Army  shall  determine 
that  the  omission  of  such  provision  from 
the  instrument  will  promote  the  national 
defense  or  will  be  in  the  public  Interest. 
In  any  event,  each  lease  will  be  revocable 
by  the  Secretary  of  the  Army  during  a 
national  emergency  declared  by  the 
President.  The  lessee  may  relinquish 
real  estate  held  by  him  under  lease  in 
accordance  with  the  expressed  terms  of 
the  lease. 

§  552.10  Authority  for  granting  tase- 
ments  and  lesser  interests  by  license. 
Authority  for  the  granting  of  easements 
and  lesser  interests  by  license  is  set  forth 
as  follows: 

(& »  Poles  and  wires.  The  act  of  March 
4.  1911  (36  Stat.  1253;  43  U.  S.  C.  961) 
authorizes  the  Secretary  of  the  Army  to 
grant  easements  for  rights-of-way  for 
periods  not  exceeding  50  years,  for  poles 
and  lines  for  the  transmission  and  dis- 
tribution of  electrical  pwwer  and  tele- 
phone and  telegraph  purposes,  over  lands 
under  his  control,  upon  a  finding  that 
the  grant  will  not  be  Incompatible  with 
the  public  Interest. 

(b)  Pipe  lines-  The  act  of  May  17, 
1926  (44  Stat.  562;  10  U.  S.  C.  1351) 
authorizes  the  Secretary  of  the  Army  to 
grant  easements  for  rights-of-way  for 
gas.  water,  and  sewer  pipe  lines  acro.ss 
lands  under  his  control,  provided  that 
such  grants  will  be  in  the  public  interest 
and  will  not  substantially  Injure  the  in- 
terest of  the  United  States  in  the  prop- 
erty affected  thereby. 

(c)  Act  of  July  24,  1946.  The  act  of 
July  24,  1946  (60  Stat.  643;  43  U.  S.  C, 
931b)  authorizes  the  Secretary  of  the 
Army  to  grant  easements  for  rights-of- 
way  across  acquired  lands  under  his  con- 
trol, and  public  lands  permanently  with- 
drawn or  reserved  for  the  use  of  the 
Army,  upon  a  finding  that  the  grant  will 
not  be  incompatible  within  the  public  in- 
terest, for  the  following  purposes: 

(1)  Railroad  tracks. 

(2)  Oil  pipe  lines. 

(3)  Substations  for  electric  power 
transmission  lines,  telephone  lines,  and 
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telegraph  lines,  and  pumping  stations 
for  gas,  water,  sewer,  and  oil  pipe  lines. 

(4)  Canals. 

(5)  Ditches. 

(6)  Flumes. 

(7)  Tunnels. 

(8)  Dams  and  reservoirs  in  connection 
with  fish  and  wildlife  programs,  fish 
hatcheries,  and  other  fish-cultural  im- 
provements. 

(9)  Roads  and  streets. 

(d)  Ferries,  bridges,  livestock.  The 
act  of  July  5,  1884  (23  Stat.  104;  10 
U.  S.  C.  1348)  authorizes  the  Secretary 
of  the  Army  to  allow  the  landing  of 
ferries  and  erection  of  bridges  on,  and 
the  driving  of  livestock  across,  military 
reservations. 

§  552.11  Leases  authorized  by  act  of 
August  5,  1947.  The  Secretary  of  the 
Army  is  authorized,  whenever  he  shall 
deem  It  to  be  advantageous  to  the  Gov- 
ernment, to  lease  such  real  or  personal 
property  under  his  control  as  is  not  for 
the  time  required  for  public  use,  to  such 
lessee  or  lessees  and  upon  such  terms  and 
conditions  as  In  his  judgment  will  pro- 
mote the  national  defense  or  will  be  in 
the  public  interest.  Each  such  lease  will 
be  for  a  period  not  exceeding  5  years, 
unless  the  Secretary  of  the  Army  shall 
determine  that  a  longer  period  will  pro- 
mote the  national  defensejor  will  be  in 
the  public  interest.  Each  such  lease  will 
contain  a  provision  permitting  the  Secre- 
tary of  the  Army  to  revoke  the  lease  at 
any  time,  unless  the  Secretary  of  the 
Army  shall  determine  that  the  omission 
of  such  provision  from  the  lease  will  pro- 
mote the  national  defense  or  will  be  In 
the  public  interest.  In  any  event,  each 
such  lease  will  be  revocable  by  the  Sec- 
retary of  the  Army  during  a  national 
emergency  declared  by  the  President. 
Notwithstanding  section  321,  act  of  June 
30,  1932  (47  Stat.  412;  40  U.  S.  C.  303b), 
or  any  other  provision  of  law,  any  such 
lease  may  provide  for  the  maintenance, 
protection,  repair,  or  restoration  by  the 
lessee,  of  the  property  leased  or  of  the 
entire  unit  or  installation  where  a  sub- 
stantial part  thereof  is  leased,  as  a  part 
or  all  of  the  consideration  for  the  lease 
of  such  property.  In  the  event  utilities 
or  services  are  furnished  by  the  Depart- 
ment of  the  Army  to  the  lessee  in  con- 
nection with  any  lease,  payments  for 
utilities  or  services  so  furnished  may  be 
covered  into  the  Treasury  to  the  credit 
of  the  appropriation  or  appropriations 
from  which  the  cost  of  furnishing  any 
such  utilities  or  services  to  the  lessee 
were  paid.  Except  as  otherwise  herein- 
above provided  any  money  rentals  re- 
ceived by  the  Government  directly  under 
any  such  lease  will  be  deposited  and  cov- 
ered into  the  Treasury  as  miscellaneous 
receipts.  The  authority  granted  does  not 
apply  to  oil,  mineral,  or  phosphate  lands. 
The  act  of  July  28,  1892,  as  amended  (27 
Stat.  321;  45  Stat.  988;  40  U.  S.  C.  303), 
Is  repealed.  The  lessee's  interest  will  be 
made  subject  to  State  or  local  taxation. 
Any  such  lease  of  property  will  contain  a 
provision  that  if  and  to  the  extent  that 
such  property  is  made  taxable  by  State 
and  local  government  by  act  of  Congress, 
in  such  event  the  terms  of  such  lease  will 
be  renegotiated.  (See  act  August  5, 1947 
(61  Stat.  774).) 
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S  552.12  Licenses  granted  under  ad- 
ministrative power  or  under  express 
statutory  authority — (a)  Grants  under 
administrative  power.  The  Secretary  of 
the  Army  may,  by  revocable  license 
terminable  at  his  discretion  as  the  pub- 
lic Interest  may  require,  permit  the  use 
of  real  estate  belonging  to  the  United 
States  which  is  imder  his  control,  pro- 
vided the  property  is  not  for  the  time 
required  for  public  use.  the  license  con- 
veys no  interest  therein,  and  the  pro- 
posed use  will  be  of  direct  benefit  to  the 
United  States.  See  35  Op.  Atty.  Gen. 
485,  489.  and  22  Comp.  Gen.  563. 

(b)  Express  statutory  authority — (1) 
Archaeological  excavations.  The  act  of 
June  8, 1906  (34  Stat.  255;  16  U.  S.  C.  432 ) 
authorizes  the  Secretary  of  the  Army  to 
grant  permits  for  the  examinations  of 
ruins,  the  excavation  of  archaeological 
sites  and  the  gathering  of  objects  anti- 
quity upon  Army  lands  to  institutions 
which  are  deemed  properly  qualified  to 
conduct  such  examination,  excavation, 
or  gathering,  and  gatherings  must  be 
undertaken  for  the  benefit  of  reputable 
museums,  universities,  colleges,  or  other 
recognized  scientific  or  educational  In- 
stitutions, with  a  view  to  increasing  the 
knowledge  of  such  objects  and  the  gath- 
erings shall  be  made  for  permanent  pre- 
servation In  public  museums. 

(2)  American  National  Red  Cross. 
The  act  of  June  3,  1916  as  amended  by 
the  act  of  June  4,  1920  (41  Stat.  785;  10 
U.  S.  C.  1347)  authorizes  the  Secretary 
of  the  Army  to  grant  revocable  licenses 
permitting  the  erection  and  maintenance 
on  military  reservations  by  the  American 
National  Red  Cross  of  buildings  suitable 
for  the  storage  of  supplies  for  the  aid 
of  the  civilian  population  in  case  of  seri- 
ous national  disaster,  or  the  occupation 
for  that  purpose  of  buildings  erected  by 
the  United  States. 

(3)  Young  Men's  Christian   Associa- 
tion.   The  act  of  May  31,  1902  (32  Stat. 
282;    10  U.   S.  C.   1346)    authorizes  the 
Secretary  of  the  Army  to  grant  revocable 
license    permitting    the    erection    and      . 
maintenance  on  military  reservations  by     • 
the  Young  Men's  Christian  Association     1 
of  such  buildings  as  their  work  for  the      i 
protection  of  the  social,  physical.  Intel- 
lectual, and  moral  welfare  of  the  gar- 
risons may  require. 

(4)  Post  Office.  The  Secretary  of  the 
Army  shall  assign  prop>er  and  suitable 
room  or  rooms  for  post  office  purposes 
at  all  military  posts  where  post  offices 
have  been  established.  See  sec.  1,  act 
August  1,  1914  (38  Stat.  629;  10  U.  S.  C. 
1345). 

(5)  National  Guard  purposes.  Pursu- 
ant to  authority  contained  in  the  Na- 
tional Defen.se  Act,  June  3,  1916  (39  • 
Stat.  166;  32  U.  S.  C.  1  et  seq.),  as 
amended  the  Secretary  of  the  Army  is 
authorized  to  grant  revocable  licenses  to 
the  States  and  territories  for  the  use 
and  occupancy  of  installations  or  por- 
tions thereof  by  the  National  Guard. 
Such  licenses  do  not  authorize  the  States 

to  assign  or  sublet  the  property,  or  to  use 
the  property  for  any  purpo.se  other  than 
National  Guard  purposes.  A  license  may 
not  be  granted  for  the  erection  of  a  per- 
manent National  Guard  armory  without 
specific  congressional  authority. 
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§  552. 13  Permits  to  other  Government 
agencies.  The  Secretary  of  the  Army 
may.  under  his  administrative  powers, 
authorize  other  Federal  Government 
agencies  to  use  property  under  his  con- 
trol. If  a  statute  authorizes  the  Secre- 
tary of  the  Army  to  transfer  property 
to  a  Federal  agency,  he  may  permit  the 
use  of  such  property  by  the  agency  as  a 
lesser  Interest  than  that  authorized  by 
the  statute  on  a  revocable  or  Irrevocable 
basis. 

§552.14  Applications.  Form:  Appli- 
cations for  use  of  real  estate  will  ordi- 
narily consist  of  a  narrative  written  re- 
quest and  no  particular  form  is  required. 

9  552.15  Preparation  and  execution 
of  instruments.  Instruments  for  grant- 
ing temporary  use  of  real  estate  in  ac- 
cordance with  authorities  set  forth  in  the 
preceding  paragraphs  will  be  prepared 
In  accordance  with  procedures  prescribed 
by  the  Chief  of  Engineers.  To  the  ex- 
tent authorized  by  the  Secretary  of  the 
Army,  the  Chief  of  Engineers  or  his  rep- 
resentative will  approve,  execute,  and 
distribute  such  instruments;  otherwise, 
they  will  be  prepared  and  submitted 
through  the  Judge'  Advocate  General  for 
execution  by  direction  of  the  Assistant 
Secretary  of  the  Army. 


§  552.15a  Uses  which  may  be  au- 
thorized locally.  The  following  uses  may 
be  authorized  by  the  division  engineers. 
Corps  of  Engineers.  Army  commanders, 
the  Commanding  General.  Military  Dis- 
trict of  Washington,  and  installation 
commanders  or  their  contracting  officers, 
as  provided  herein,  without  reference  to 
higher  authority: 

(a)  Transportation  licenses.  Division 
engineers.  Corps  of  Engineers,  are  au- 
thorized, upon  the  recommendation  of 
Installation  commanders  and  with  the 
written  approval  of  Army  commanders, 
the  Commanding  General,  Military  Dis- 
trict of  Wa.shington,  or  heads  of  admin- 
Istrative  or  technical  services,  to  grant 
licenses  for  bus  and  taxicab  service  on 
Installations.  The  following  policies 
will  be  observed  in  granting  such  licenses. 

(1)  One  or  more  revocable  licenses  for 
such  operations  may  be  granted,  based 
upon  the  free  competitive  proposals  of 
all  reputable  available  companies  or  in- 
dividuals. 

(2)  ENG  Form  1364  Transportation 
License  (Military  Reservation)  will  be 
used  without  deviation. 

(3)  Only  duly  licensed  agencies  will  be 
permitted  to  operate  in  or  upon  installa- 
tion.<!. 

(4>  No  distinction  will  be  drawn  be- 
tween taxicab  and  bus  transportation. 

<5)  No  taxicab  or  bus  company  will  be 
operated  as  a  concessionaire  of  any  Army 
exchange. 

(b)  Uses  authorized  by  Army  com- 
mander or  the  Commanding  General. 
Military  District  of  Washington.  Army 
commanders  or  the  Commanding  Gen- 
eral. Military  District  of  Washington, 
may  lend  certain  property  of  the  Army 
to  national  veteran  organizations  for  use 
at  State  and  national  conventions  in 
accordance  with  current  Department  of 
the  Army  instructions. 

(c)  Uses  authorized  by  installation 
commander— il)   Temporary  structure*. 
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Installation  commanders  are  authorized 
to   permit   the   erection   of   temporary 
structures  for  use  incident  to  a  contract 
for  construction  and  related  work,  in- 
cluding stevedoring,  for  the  period  of  the 
contract  and  with  provision  for  removal 
and  restoration  of  the  premLses  upon 
expiration  of  the  contract;  provided  that, 
in  the  interest  of  the  United  States,  any 
structure  suitable  for  military  use  may. 
in  lieu  of  removal,  be  relinquished  to  the 
United  States.    Buildings  and  structures 
erected  on   military  Installations  with 
proper  authority  and  with  post  exchange 
funds  or  other  nonappropriated  funds 
and  solely  at  the  expense  of  the  unit  or 
activity  concerned  remain  their  prop- 
erty and  may  be  sold  by  such  unit  or 
activity  when  no  longer  needed,  upon 
written  authorization  by  the  installation 
commander.    If.  however,  such  buildings 
or  structures  are  erected  wholly  or  in 
part  with  the  use  of  the  labor  of  troops 
and  Government   materials,   tools   and 
facilities,  title  to  the  buildings  or  struc- 
tures vests  in  the  United  States. 

(2)  Red  Cross  activities.  Installation 
commanders  will  furnish  quarters  for  the 
housing  of  Red  Cross  activities  and  per- 
sonnel when  assigned  to  duty  with  the 
armed  forces. 

(3)  Licenses  of  a  minor  character. 
Installation  commanders  may  grant 
orally,  or  in  writing,  licenses  of  a  minor 
character,  which  in  the  absence  of  per- 
mission would  amount  to  a  trespass,  in- 
cident to  post  administration;  as,  for 
example,  permits  to  merchants  to  enter 
the  reservation  to  make  deliveries.  This 
authority  does  not  include  the  granting 
of  any  Interest  In  real  estate  Included  in 
preceding  paragraphs  of  the  regulations 

In  this  part. 

(4)  Utilities.   Contracting  officers, 
with  the  approval  of  Installation  com- 
manders, are  authorized  to  permit  the 
extension  of  public  utilities  upon  instal- 
lations as  a  part  of  the  contract  for  fur- 
nishing to  the  Government,  electricity, 
water,  and  gas.  where  such  extension  is 
necessary  solely  to  serve  the  Installation 
and  not  in  part  to  serve  private  consum- 
ers outside  the  Installation.   The  location 
for  such  extensions  will  be  coordinated 
with  the  army  commander  in  order  to 
conform  with  present  and  future  post 
lay-outs.     The   above   authorization   Is 
covered  by  the  provisions  of  the  contract 
for  purchase  of  utilities  services  con- 
tained   In    War    Department    Contract 
Form  27,  or  in  War  Department  Contract 
Form  15.  where  a  connection  charge  Is 
involved. 

(i)  Contracts  or  agreements  for  the 
sale  of  surplus  utility  services  as  author- 
ized by  law  or  regulations  shall  Include 
similar  authority  for  the  contractor  to 
install  and  maintain  such  facilities  on 
the  reservation  as  are  necessary  in  con- 
nection with  the  sale  of  such  utilities. 


§  552.15b  Rights  granted  by  other  de- 
partments. The  rights  more  partlculariy 
described  In  the  statutory  authorities  set 
forth  below  may  be  granted  by  the  heads 
of  the  departments  or  agencies  Indi- 
cated: 

(a)  Secretary  of  the  Interior.  (1) 
The  act  of  February  15.  1901  (31  Stat. 
790:  43  U.  8.  C.  959),  as  amended,  au- 
thorizes the  Secretary  of  the  Interior, 
subject  to  the  approval  of  the  Secretary 


of  the  Army,    to    grant    rights-of-way 
through  military  reservations  for: 

(1)  Electrical  plants,  poles,  and  lines 
for  the  generation  and  distribution  of 
electrical  power,  other  than  that  gener- 
ated by  water  power,  and  for  telephone 
and  telegraph  purposes  In  connection 
therewith. 

(ii)  Canals,  ditches,  pipes,  and  pipe 
lines,  flumes,  tunnels  orlther  water  con- 
duits, for  purposes  other  than  the  pro- 
duction of  water  power. 

(ill)  Water  plants,  dams,  and  reser- 
voirs used  to  promote  Irrigation,  mining 
or  quarrying;  for  the  manufacturing  or 
cutting  of  timber  or  lumber;  or  for  the 
supplying  of  water  for  domestic,  pubHc, 
or  other  beneficial  uses. 

(2)  The  act  of  March  3.  1891  (26  Stat. 
1101)  as  amended  by  the  acts  of  March 
4   1917  (39  Stat.  1197)  and  May  28.  1926 
(44  Stat.  668;  43  U.  S.  C.  946)  authorizes 
the  Secretary  of  the  Interior,  subject  to 
the  approval  of  the  Secretary  of  the 
Army,  to  grant  rights-of-way  for  Irriga- 
tion or  drainage  to  canal  4ltch  com- 
panies, or  duly  organized  irrigation  or 
drainage  districts,  and  the  right  to  take 
material,  earth,  and  stone  necessary  for 
the  construction  of  a  canal  or  ditch,  for 
which  a  right-of-way  has  been  granted, 
from  public  lands  adjacent  to  the  line 
of  such  canal  or  ditch. 

(b)  Secretary  of  Agriculture.  The  act 
of  June  7.  1924  (43  Stat.  655;  U.  S.  C. 
471)  authorizes  the  Secretary  of  Agricul- 
ture to  administer,  under  such  rules  and 
regulations  and  in  accordance  with  such 
general  plans  as  may  be  Jointly  approved 
by  the  Secretary  of  Agriculture  and  the 
Secretary  of  the  Army,  certain  lands  es- 
tablished by  the  President  as  national 
forests  or  parts  thereof  on  military  res- 
ervations and  the  sale  of  products  there- 
from, subject  to  the  unhampered  use  by 
the  Army  for  purposes  of  national  de- 
fense and  without  affecting  or  restricting 
the  authority  over  such  lands  for  such 
purposes  now  vested  in  the  Secretary  of 

the  Army.  ,^ 

(c)  Federal  Works  Agency.  The  act 
of  November  9.  1921  (42  Stat.  216;  23 
U.  S.  C.  18 )  provides  that  use  of  portions 
of  reservations  may  be  authorized  for 
rights-of-way  or  sources  of  material  for 
constructing  and  maintaining  Federal- 
aid  roads  projects,  if  determined  reason- 
ably necessary  by  the  Secretary  of  Agri- 
culture mow  In  Public  Roads  Adminis- 
tration, Federal  Works  Agency),  and  If 
not  objected  to  by  the  Secretary  of  the 
Army. 

(d)  Federal  Power  Commission.  The 
acts  of  June  10.  1920  (41  Stat.  1063)  and 
August  26,  1935  (49  Stat.  840;  16  U.  S.  C. 
797)  authorize  the  Federal  Power  Com- 
mission, subject  to  the  approval  of  the 
Secretary  of  the  Army,  to  grant  licenses 
for  water  power  projects  upon,  or  partly 
upon,  a  military  reservation.  Including 
dams,  reservoirs,  conduits,  transmission 
lines,  and  other  project  works. 


S  552.15c  Rights  of  entry.  No  right 
of  entry,  pending  the  execution  of  a 
formal  Instrument,  will  be  granted  with- 
out first  obtaining  authorization  from 
the  office  wherein  the  instrument  will  be 
executed,  unless  Instructions  to  the  con- 
trary are  received  from  the  Office  of  the 
Assistant  Secretary  of  the  Army  or  the 
General    Staff,    United    Slates    Army. 
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When  authorized,  rights  of  entry  will  be 
granted  by  division  or  district  engineers. 
Corps  of  Engineers. 

S  552. 15d  Unauthorized  use.  When- 
ever it  is  observed  that  property  under 
the  control  of  the  Army  is  being  used 
and/or  occupied  by  private  parties  with- 
out proper  authority  lb  accordance  with 
the  regulations  In  this  part,  corrective 
action  should  be  taken  to  cause  such  un- 
authorized use  to  be  discontinued  or  to 
formalize  such  use  and  occupancy  In 
accordance  with  the  regulations  in  this 
part.  In  either  event,  compensation 
should  be  obtained  for  the  unauthorized 
use  of  such  property. 

S  552. 15e  Payments.  Payments  made 
by  private  Interests  for  privileges  granted 
by  leases,  licenses,  easements,  or  permits, 
will  be  collected  by  the  Chief  of  Engi- 
neers or  his  representative.  The  Initial 
payment,  which  will  be  made  at  the  time 
the  Instrument  Is  signed  by  the  grantee, 
and  all  deferred  payments,  will  be  col- 
lected by  the  representative  of  the  Chief 
of  Engineers  and  will  be  promptly  turned 
over  to  the  nearest  Army  Disbursing 
officer  with  appropriate  instructions  as 
to  the  disposition  of  such  funds.  1.  e..  for 
credit  to  "miscellaneous  receipts"  or  te 
be  held  as  special  deposits.  All  payments 
made  by  the  grantee  will  be  made  pay- 
able to  the  Treasurer  of  the  United 
States. 

S  552. 15f  Inspections.  At  least  once 
each  year,  the  Chief  of  Engineers  or  his 
representatives  will  Inspect  real  estate 
under  the  control  of  the  Department  of 
the  Army  occupied  under  lease,  license, 
easement,  or  permit,  to  determine  that 
the  grantees  or  occupants  are  complying 
with  the  terms  of  the  instrument.  Cor- 
rective action  will  be  taken  by  the  Chief 
of  Engineers  or  his  representatives,  when 
necessary,  to  obtain  compliance  with  the 
terms  of  the  instrument. 

§  552.16  Grants  requiring  eyiabling 
legislation.  Enactment  of  enabling  leg- 
l-slation  is  required  to  authorize  the  Sec- 
retary of  the  Army  to  grant  an  Interest 
in  real  estate  under  his  control  for  the 
following  purposes: 

(a)  Mining. 

(b  >  Quarrying  of  rock,  sand,  or  gravel, 
or  sale  thereof. 

(c)  Sinking  of  oil  wells,  or  .sale  of  oil 
or  other  minerals,  except  as  may  be  au- 
thorized within  the  scope  of  40  Op.  Atty. 
Gen.  7.  April  2.  1941. 

(seal!  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

IP.    R.    Doc.    49-290:    Piled.    Jan.    12,    1949; 
8:54  a.  m.l 


Subchapter  F — Personnel 

Part  578 — Dicorations.  Medals, 
Ribbons,  and  Similar  Devices 

army  lapel  button 

Paragraph  (d)  of  §578.54  is  redesig- 
nated paragraph  (e)  and  a  new  para- 
graph (d)  is  added  as  follows: 

8  578.54    Lapel  buttons.     •     •     • 
(d)  Army  lapel  button — <1)  Descrip- 
tion.    The   minute   man   In   gold-color 
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metal  on  a  red  enamel  disk  surrounded 
by  16  pointed  gold  rays,  outside  diameter 
^ie  inch. 

(2)  Requirements.  Honorable  active 
service  for  at  least  1  year  subsequent  to 
December  31,  1946. 

(e)  Wearing.  Lapel  buttons  may  be 
worn  on  civilian  clothes  only. 

rCl,  AR  600-651  (34  Stat.  621,  40  Stat. 
873.  45  Stat.  500.  47  Stat.  158.  871,  59 
Stat.  461;  10  U.  S.  C.  1413,  1413a,  1415a. 
1415b.  1416,  1430c;  E.  O.  8808,  June  28. 
1941.  E.  O.  8809.  June  28.  1941,  as  amend- 
ed by  E.  O.  9323.  Mar.  31.  1943.  3  CFR) 

[SEAL]  Edward  F.  Witsell, 

The  Adjutant  General. 

(P.   R.   Doc.    49-291:    Piled,    Jan.    12,    1949; 
8:48  a.  m.l 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

[Docket   Nos.   8977,   9022] 

Part    2  —  Frequency    Allocations    and 
Radio  Treaty  Matters;  General  Rules 

AND   REGULAT^NS 

Part  3 — Radio  Broadcast  Services 

Part  6 — Fixed  Public  Radio  Services 

Part  7 — Coastal  and  Marine  Relay 
Services 

Part  8 — Ship  Service 

Part  13 — Commercial  Radio  Operators 

corrections 

The  following  corrections  are  made  in 
F.  R.  Doc.  48-10940.  appearing  In  the 
Tuesday,  December  21,  1948,  issue  of  the 
Federal  Register: 

1.  At  page  8131.  column  1,  line  12: 
"June  12,  1948"  should  read  "July  12, 
1948.' 

2.  At  page  8131,  Table  I  (appearing  in 
columns  2  and  3  of  this  page)  should 
read : 

Table  I 
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Tabli  I — Continued 


(Table  showing  .sections  in  former  Part  2 corresponding  to 
sections  in  present  Parts  2,  3,  6,  7,  8  and  13] 


(Table  showinp  ."iect  ions  in  former  Part  2  corresponding  to 

s<H-tions  in  pre.viit  Parts  2,  3,  6.  7.  8  and  13] 

Old 

Part 

2 

Part  2 

Parts 

Part 
6 

Part  7 

Parts 

Part 
13 

2.1 

7.14  (a) 

2.2 

7.14(h) 

8.87 

2,3 

7.14  (c) 

2.4 

61.3 

is 

2.102 

2.6 

2.1 

2.7 

2.1 

2.8 

2.9 

210 

21 

2.11 

2.1 

2.12 

2.1 

2.13 

2.1 

2.14 

2.1.1 

2.18 

2.17 

2.1 

2.1H 

3.1!5  (c) 

2.19 

3.15(d) 

7.15 

8.39 

22H 

3.1,'i  («•) 

7.10 

8.4U 

221 

3.1,^(f» 

2.22 

S.l.S  (p) 

2.23 

3.15  (h) 

7.17 

8.22 

2.24 

2.1 

2.2.S 

3.1,1  (i) 

2.2»5 

3.1.1  (j) 

2.27 

3.15(k) 

7.18 

8.23 

2.28 

3.16  (1) 

7.10 

8.36 

2.20 

2.30 

8.15  (m) 

2  31 

3.15  (n) 
3.15  (o) 

2.32 

Old 

I'art 

2 

Part  2 

Parts 

Part 
6 

Part  7 

Parts 

Part 
13 

2.33 

3.15  (p) 

2.34 

3.15  (q) 

2.35 

7.20 

8.40 

2.41 

3.166 

6.31 

7.45  (a) 

2.42 

3.167 

6.32 

7.45  (»)) 

2.43 

3.188 

6.32 

7.45  (c) 

2.44 

3.169 

6.32 

7.45  (d) 

2.45 

3.34  (b) 

6.29 

7.41 

2.46 

3.34  (c; 

6.42 

7.47 

8.74 

2.47 

6.43 

7.48 

8.56 

2.4H 

3.170 

6.44 

7.49 

2.49 

2.301 
2.302 
2.303 

2..10 

2.51 

2.. 12 

6.45 

13  6 

2.13 

6.46 

7.50 

8.38 

13.7 

2.M 

3.182 
3.5K2 
3.2H2 
3.6S2 
3.782 

0.47 

7.84 

8.224 

2.59 

2.401 

2.60 

2.402 

2.fil 

2.403 

2.f.2 

2.404 

2.«v3 

2.405 

2.64 

2.65 

2.66 

3.ri 

3.171 
3.670 
3.769 

6.48 

7.89 

2.71 

2.103 

2.72 

2.201 

2.73 

2.201 

2.74 

2.202 

2.75 

2.76 

2.1 

2.77 

2.201  (f) 

7.63 

8.80 

2.78 

2.79 

7.32 

8.71  (a) 

2.80 

7..32 

8.71  (b) 

2.81 

6.40 

7.86 

2.82 

6.39 

7.87 

2.91 

2.405 

2.92 

2.406 

2.93 

8.57 

3.  At  page  8132,  column  3  (§  2.1,  Defi- 
nitions), the  definition  of  distance  meas- 
uring equipment  should  be  corrected  to 
read: 

Distance  measuring  equipment.  A 
radionavigation  aid  in  the  aeronautical 
radionavlgation  service  that  determines 
the  distance  of  an  Interrogator  from  a 
transponder  by  measuring  the  time  of 
transmission  to  and  from  the  trans- 
ponder. 

4.  At  page  8134,  column  3  (§  2.101,  Sta- 
tion symbols) .  indentation  of  the  follow- 
ing portion  of  the  tabulation  should  be 
corrected  to  appear  as  follows: 

Symbol:  Class  of  station 

MO- Mobile  station. 

MOA Developmental  mobile  sta- 
tion. 

MOE Telemetering  mobile  station. 

MOT. Television  pickup  station. 

MOU Aeronautical    utility    mobile 

station. 

MOZ Mobile      (except     televisloa 

pickup)  station. 

5.  At  page  8146.  column  1,  line  11: 
"column  1"  should  read  "column  11". 

6.  At  page  8146,  columns  2  and  3 
(§  2.201  (e) ),  the  heading  of  the  tabula- 
tion should  be  corrected  to  read: 


Type  of 
modulation 
or  emission 


Type  of 
transrnis.sion 


Supplemen- 
tary f  harac- 
ti-ri.stits 


Bymbol 


7.  At  page  8146.  in  the  tabulation  ap- 
pearing in  columns  2  and  3  <§  2.201  (e)), 
in  the  column  of  the  tabulation  entitled 
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"Type    of    transmission"    opposite    "3. 


RULES  AND  REGULATIONS 

8.  At  page  8146.  §  2.202.  Bandwidths, 
paragraph  (a),  the  equation  "B-Tele- 


pulsed  emissions",  the  third  and  fourth      ------         .     ^  ^^  ..  should  l^e  cor 

entry  should  appear  as  one  entry,  as  fol-      graph  speedjn  ^^l^^-^^^^^^^^  ^^^^  j^ 

lows: 


or 


Telegraphy  by  the  keying  of  a  modulating 
•udlo  frequency  or  audio  frequencies,  or 
by  the  keying  of  the  modulated  pulse  (spe 
ctal  case:  an  unkeyed  modulated  pulse). 


Col.  1 
Clas.<  of  station 


Coast" 

Afronaulical* - 

Kixed.'  coa.«tal  telephone  in  Alaska » 

l-and  (other  than  aeronautical  and  coast)'.. 

Mohile  telegraph  (other  than  ship  and  alr- 

Mol>iI>' 'telephone  (other  than  ship  and  air- 

f  ra/I  > . 
.^hip  telt'praph 


rected  to  read: 

bauds."  . ,      , 

9   At  pages  8147  and  8148.  the  table  of 

allocation  of  call  signs,  appearing  under 

§  2.302.  should  read  as  follows: 


Col.  ;i 

Call  .<!i«n  blocks  available 


Ship  telephone  • --— 

Ship  tel«Traph  and  telephone 

Ship  radar' - 

Ship  radar  and  tdepraph 

Ship  radar  and  telephone 

Airiraft  Llegraph 

Aircraft  teK  phone...------ 

Aircraft  t.l.praph  and  »'»*"P*'o°<'    •,-.;,- 
Lifeboat.s  liftrafts  and  other  sur\  i% al  craft 


3  letters. 

3  letters,  1  digit. 

3  letters,  2  digits.. 

3  loiters,  3  digits.. 

4  letters,  1  digit.. 
2  letters,  4  digits. 
4  letters 


2  letters.  4  digits 

Same  as  for  ship  telegraph.. 
Same  as  for  ship  telephone. 
Same  as  tor  ship  ttlegraph.. 
Same  as  for  ship  telephone. 
Sletters 


KAA  thruKZZ. 
WAA  thru  WZZ. 
KAA2thru  KZZ9. 
WAA2thruWZZ9. 
KAA2()thru  K7.7.W. 
WAAJBthru  WZZWJ. 
KAA200  thru  KZZ'JlW. 
WAA2llOthru  WZZeW. 
KAAA2thruKZZZ9. 
WAAA2thru  WZZZ9. 
KA2000  thru  KZW«9. 

KAAA  thru  KZZ7,. 
WAAA  thru  WZZZ. 
WA2000lhruWZ«»99. 


KAAAAthruKYZZZ. 
WAAAA  thru  WZZZZ. 


Broadcasting  « (standard) 

Broadcasting  (FM) 

Broadca-^ting  (FM)  (whercthe  last  2  letters 
are  FM).     ' 
Do 

Broadcasting  (television) 

Broadcasting  (television)  (where  the  last  2 
kttersarc  TVj. 
Do - 


Same  &»  for  A ircrafi  telegraph  20  to  W  inohislve 

CrtU  sign  of  parent  ship  or  Airtraft  pins  2  digits  irora -^u  1 1  ^  _. — ^^^  _ 
The  parent  call  sign  must  in  stich  '^'^  h*  «  • 
.  4  ktter  call,  if  a  ship.    t>ee  ^[<^'^^^f^\l[^Xzy.7., 


uch'ca-ses  b*  a  ft  letter  call,  if  aircraft,  or 
'  tl^  rules. 


Experimental  (where  the  letter  "X"  fol- 
lows the  digit).  . 
Amateur  (tetter  X  may  aot  follow  digit).. 


Do 

Do 

Do 

Standard  frequency. 


4  letters 

6  letters  • 

6  letters 

4  letters 

5  letters  • 

•  letters 

(2  letters,  1  digit.  3  letters).. 

(1  letter,  1  digit.  2  tetters).. 

(1  tetter,  1  digit,  3  tetters). 

(2  1etters,l  digit,  2  tetters). 

(2tetters,l  digit,  3  letters). 


WAAA  thru  WZZZ. 
KAAA  thru  KZZZ. 
WAAA  thru  WZZZ 
KAA-FM  thruKZZ-FM 
WAA-FM  thru  WZZ-FM 
KAAA-FM  thru  KZZZ-FM 
WAAA-FM  thru  WZZZ-JM 
KAAA  thru  KZZZ. 
WAAA  thru  WZZZ 
K\A-TV  thru  KZZ-TV. 
WAA-TV  Uiru  WZZ-TV 
KAAA-TV  thru  KZZZ-TV. 
WAAA-TV  thru  WZZZ-TV. 
KA2XAAthruKZ«X/.Z 
WA2XAAlhruWZ»XZZ. 

KIAA  thru  KBZZ. 
WlAAthru  WeZZ. 

KIAAA  thru  KBZZZ. 

WIAAA  thru  \V8ZZZ. 

KAIAA  thru  KZ^ZZ. 

WAIAA  thru  WZt»ZZ. 

KAIAAA  thru  KZ»ZZZ. 

WAIAAA  thru  WZUZZZ. 

W  WV. 


.  K,cept  for  co^«a' telepl^ne^kms  h,  tlje  Tem^^  ,,^  station.i^located, 


»  Assignment  shall  t>e  made 

»  See  Part  H  of  Commission'; 

Treasury  l)epa»tment  and  prov 


.  Any  Ihree  letter  call  sign  now  authorired  for  use  t)y  a  uceiiie*  o_<  ^^    .^ 


,7uTs7ora:ssignment  of  call  signs  to  ships  -locumented  by_t_he_Customs  Bureau  of  the 
rovided  with  distinguishing  signals 

10  At  page  8148  (§  2.303.  Table  of  geo- 
graphic a.ssignment  of  call  signs)  foot- 
note 1  which  is  now  affixed  to  the  end  of 
the  first  sentence  of  this  section,  should 
be  corrected  to  follow  the  column  heading 
In  the  tabulation  set  forth  in  this  section 
entitled  'Call  sequence". 

11.  At  page  8148.  5  2.401.  Distress  mes- 
sages, should  be  corrected  to  read: 

§  2  401  Distress  messages.  Each  sta- 
tion licensee  shall  give  absolute  priority 
to  radiocommunications  or  signals  relat- 
ing to  ships  or  aircraft  in  distress;  shall 
cease  all  sending  on  frequencies  which 
win  interfere  with  hearing  a  radiocom- 
munication  or  signal  of  distress  and  ex 


12  At  page  8150,  In  Item  3  of  Appendix 
A  to  Part  2.  in  the  column  headed  "Se- 
ries" the  first  entry  "TLAS  1591"  should 

read  "TIAS  1591". 

13  At  page8150,  column  2  <5  3. 34.  Nor- 
mal license  period).  Insert  the  paragraph 
designation  "(a)"  after  the  title  of  this 

section.  ,«  „» 

14.  At  page  8151.  column  2.  line  19  of 
§  3  271  Discontinuance  of  operation,  cor- 
rect the  word  "notify"  to  read  "notify- 

ing" 

15  At  page  8153.  column  3.  8  7.19,  Per- 
centage modulation  (amplitude),  line  8 
of  this  section  of  Part  7.  correct  the  word 
"percentages"  to  read  "percentage '. 

At    page    8155.    column    1.    §  8^34 
be    corrected    to    read    "s  8.36 


16. 
should 


cept  when  engaged  in  answering  or  aid-      ^^ere  it  appears  in  this  amendment 


Ing  the  ship  or  aircraft  in  distress,  shall 
refrain  from  sending  any  radiocommuni- 
cations or  :  ignals  until  there  is  assurance 
that  no  interference  will  be  caused  with 
the  radiocommunications  or  signals  re- 
lating thereto;  and  shall  assist  the  ship 
or  aircraft  in  distress,  so  far  as  possible. 
by  complying  v.ith  its  in.st ructions. 


17.  At  page  8155,  column  1.  §  8.36 
should  be  corrected  to  read  "§  8.37"  where 
it  appears  in  this  amendment. 

18  In  the  table  of  frequency  alloca- 
tions (§2.104  (a))  the  following  correc- 

"  M  ZSm<S.  8137,  8141.  8142,  8.43, 
8144.  8145.  in  footnote  US17.  next  to  last 


line    the   words   "caused   by   services" 
should    be    changed     to    "caused    to 

services". 

At  page  8140  opposite  the  band  "118- 
132".  insert  the  entry  "108-132  (US5) 
(Con.)"  in  column  5  and  insert  G,  NU 
(Con.)"  in  column  6.        ^    ^      .  ....^ 

At  page  8141,  oftposite  the  band  118- 
132",  insert  the  entry  "108-132  (US5) 
(Con.)"  in  column  5  and  Insert  '  G,  NU 
(Con.)"  in  column  6.  ,  ^:   .  i. 

At  page  8141.  in  column  11  of  this  tabu- 
lation,  delete  the  abbreviation  "Con. 
following  the  first  entry  In  this  column. 

At  page  8142.  in  column  2  of  this  tabu- 
lation, delete  the  first  entry  in  this  col- 
umn "Amateur.  <Con.)".  .  ,^  t  , 
At  page  8142.  m  column  4  the  foot- 
note "207".  should  be  moved  to  the  left 
until  It  is  directly  under  the  letter  "b". 

At  page  8142.  in  column  2.  the  footnote 
"208"  should  be  moved  to  the  left  until 
It  is  directly  under  the  letter  "b". 

At  page  8142.  in  column  4.  the  foot- 
notes "210"  and  "211"  should  be  moved 
to  the  left  until  they  fall  directly  under 
the  letter  "c". 

At  page  8142.  in  text  of  footnote  207 
the     word     "radio-navigation"     should 
read  "radionavigation". 

At  page  8143.  the  first  entries  in  col- 
umns 1.  3,  and  4  should  be  dropped  down 
until  they  appear  on  the  line  next  above 
the  entry  610-940  appearing  in  column  1, 
to  allow  the  insertion  of  the  following  in 
the  columns  Indicated,  opposite  the  fre- 
quency "450-960"  in  column  5:  "470-585 
(Con.)"  in  column  1;  and  'Broadcasting 
(Con.)"  in  column  2. 

At  page  8143.  immediately  above  the 
entry  "890-940".  appearing  in  column  7. 
a  horizontal  line  should  be  drawn 
through  columns  7,  8.  9.  10  and  11. 

At  page  8143.  the  footnote  "212".  ap- 
pearing in  column  2,  should  be  moved 
and  placed  directly  under  the  entry, 
"610-940".  appearing  in  column  1. 

At  page  8143.  In  column  5.  under  the 
eritry  "430-960",  the  note  reference  USll 
should  be  deleted  and. the  footnote  USii 
should  be  deleted  at  the  bottom  of  the 

At  page  8143.  in  the  text  of  footnotes 
"212"  and  "220"  at  the  bottom  of  the 
page  strike  out  the  comma  after  the 
word  "scientific"  wherever  it  appears  in 
these  footnotes.  "- 

At  page  8143,  in  column  8.  opposite  the 
entry  "2450-2500"  in  column  7.  move  the 
footnote  reference  "NG17"  to  the  left 
until  it  falls  directly  under  the  letter   b  . 

At  page  8144.  the  first  entry  in  column 
6.  "O.  NG".  should  be  corrected  to  read 

•  G.  NQ  '. 

At  page  8144.  footnote  NG  18.  appear- 
ing at  the  bottom  of  this  page,  should  be 
corrected  to  read : 

NG18  The  radiolocation  service  may  be 
authorized  to  employ  this  band  for  radio- 
location purpoaea  on  the  condition  that 
harmful  Interference  will  not  be  caused  to 
the  radionavigation  service. 

At  page  8145.  following  footnote  NG16 
at  the  end  of  this  tabulation,  add  the 
following  footnote  (NG18)  : 

NG18  The  radiolocation  service  may  be 
authorized  to  employ  this  band  for  radio- 
location purposes  on  the  condition  that 
harmful  Interference  will  not  be  caused  to 
the  radionavigation  service. 

As  corrected  the  table  of  frequency 
allocations  reads  as  follows: 
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S  2.104    Frequency  allocations — (a)  Table  of  frequency  allocations.    The  following  Is  the  table  of  frequency  allocations: 


World  wide 

KegioD  2 

United  States 

Federal  Communications  Commission 

Band 
Mc 

Fre- 

OF SF.RV- 

fervlce 

Band  Mc 

Service 

BandMc 

Allocation 

BandMc 

Bervice 

Class  of  station 

quency 

Nature     ICKS 

Mc 

of  stations 

1 

2 

3 

4 

B 

6 

7 

8 

9 

10 

11 

24.9ft- 

Standard   fre- 

24. W-25. 01 

0. 

25.01 

quency. 

(US17) 

(170) 

2.V  01- 

a.  Fixed. 

25. 01-25.  33 

NO. 

25.80 

b.  Mobile   except 
aeronautical  mo- 
bite. 

Broad  cast  Int 

28.  f^ 

25. 33-25. 85 

0. 

26.1 

(US17) 

25.  85-28.  48 

NO, 

2«.l- 

a.  Fixed. 

27.5 

b.  Mobile   txcept 

072J 

aeronaulicalmo- 
bUe. 

26.  48-26. 85 

G. 

(L-S17) 

(171) 

26.  95-27,  54 

NQ. 

27.  ^-28. 0 

27. 5-28.  • 

a.  Fixed. 

b.  Mobile. 

1 

27.  54-28. 00 

G. 

(US17) 

' 

' 

28. 0-29.  7 

Amateur. 

28.9-29.7 

Amateur 

(USD. 

-- 

29.7-88.0 

29. 7-44.  0 

a.  Fixed. 

|».  70-29. 89 

NO. 

b.  Moblte. 

29. 80-29. 91 

O. 

(US17) 

29,  91-30.  00 

NO. 

30. 00-30. 56 

O. 

(US  17) 

30.Se-32.00 

NO, 

30.56-32.00 

Land  mobile. 

a.  Base. 

.30.58 

LNDUSTRIAL. 

(NGl) 

b.  Land  mobile. 

30.62 

Do. 

30.66 

INDUSTRIAL: 

LAND    TEANS- 

rORTATION. 

30.70 

Do. 

30.74 

Do. 

30.78 

Do. 

- 

30.83 

Do. 

30.86 

LAND  TRANSPOR. 

TATION;  PUBLIC 

6AFKTY. 

* 

30.90 

Do. 

30.94 

Do. 

30.98 

Do. 

31.02 

Do. 

31.06 

Do. 

31.10 

Do. 

•[      • 

31.14 

Do. 

31.18 

PUBLIC  6AFETY. 

31.22 

Do. 

31,26 

Do. 

31.30 

Do. 

31.34 

Do. 

31.38 

Do. 

31.42 

Do. 

31.46 

Do. 

31.50 

Do. 

31.54 

Do. 

31.58 

Do. 

31.62 

Do. 

31.66 

Do. 

31.70 

Do. 

31.74 
31.78 
31.82 

Do. 
Do. 
Do. 

1 

31.86 
31.90 

Do. 
Do. 

1 

31.94 

Do. 

31.98 

Do. 

(ITOJ  The  standard  frequency  Is  n  Mc. 

(171)  The  frequency  27.12  Mc  is  designated  for  Industrial, 


(170) 

(171)  The  frequency  27.12  Mc  is  designated  for  Industrial,  solentlflc.  and  medical 
purposes.  Emissions  must  be  conflned  wtUiin  the  limits  of  tfc<).6  percent  of  that  fre- 
quency. Radlocommunication  scrrices  0|>erHttng  within  thooe  limits  must  accept  any 
harmful  Interference  that  may  be  expertenocd  from  the  operation  of  industrial,  scientific, 
and  medical  equipment. 

(172)  In  Region  2.  Australia.  New  Zealand,  the  Union  of  South  Africa  and  the  terri- 
tory under  mandate  of  Southwest  Africa,  the  amateur  lervioe  will  operate  within  tbe 
band  26.9i>-27,23  Mc 

USl  Pulsed  emissions  prohibited. 


U617  Contract  developmental  stations  and  export  developmcnta]  stations  may  be 
authorized  to  use  frequencies  in  this  band  on  the  condition  that  harmful  intia'ferenoe 
will  not  be  caused  to  services  operating  in  accordance  with  the  table  of  frequency 
allocations. 

NQl  Experimental  stations  engaged  solely  in  scientific  or  technical  radio  experiments 
net  related  to  an  existing  or  proposed  service  nor  intended  to  develop  a  proposed  service 
or  specific  use  of  radio,  contract  developmental  stations  and  export  developmental 
stations  may  be  authorized  to  use  frequencies  In  thii-  band  on  the  condition  that  harm- 
^ll  interference  will  not  be  caused  to  services  operating  in  accordance  with  the  table  of 
frequency  allocation!. 
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RULES  AND  REGUUTIONS 


World  wide 


Pwid 
Mc 


».  7-M.  0 
(Con.) 


Servioa 
2 


RcKion  3 


Band  Mc 


Berviot 


United  SUtei 


29. 7-44. 0 
(Con.) 


a.  Fined. 

b.  Mobile. 
(Con.) 


Band  Me 
9 


32-33 
(U3  17) 


AllocatloD 
e 


o. 


Federal  Commun  leal  Ions  Commission 


33-34 


NO. 


Band  Mc 
7 


Service 


33-34 

(NOD 


CkM  of  station 


Fre- 

qiK-ncy 

Mc 

10 


Land  mobile. 


a.  Ba.se. 

b.  Land  mobile. 


34-35 

(U3  17) 


35-36 


O. 


NO. 


(OF 
lofs 


!OF  SF.RV- 
ICES 
fstatiuDl 


11 
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.tt.03 
33.  Oft 
33.10 


33.14 
33.18 
.13.22 
33.36 

3:s.30 

33.34 
33.3* 


PUBLIC  SAFETY, 
Do. 
Do. 


3S.  00-35. 04  I  Laiyl  mobile. 
(NOD 


135.04-35. 30 
(NOD 


a.  Maritime  mo- 

bile. 

b.  Land  mobile. 


a.  Base. 

b.  Land  mobile. 


3.3.43 
33.4ft 
33.50 
33.54 
Vl.M 
3.3.62 
3.3.  6A 
33,70 
3.1.74 
33. 7» 
33. )» 
33.  W 
33.90 
33.94 
33.  M 


INDUSTRIAL. 
Do. 
DO. 

Do.      - 
I>o. 
Do. 
Do. 


PUBLIC  SAFBTY, 
Do. 
Do. 
De. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Da. 
Do. 
Do. 


35.02 


a.  Coast. 

b.  Ship. 
e.  Base. 

d.  Land  mobile. 


INDUSTRIAL. 


3i.  2-3A.  0  1  Land  mobile. 
(NOD 


.36-37     Q. 

(US17) 


87-38     NO 


87-38 
(NOD 


a.  Base. 

b.  I.and  mobile. 


35i06 


3.V  10 
3.V  14 
35.18 


INDUSTRIAL. 
MARITLME  MO 
BILK. 

Do. 

Do. 

Do. 


Land  mobile. 


35.23 

D   ()   M    EST!  (' 

PITBLIC;      LAND 

TRANSPORTA 

TION. 

35.26 

Do. 

3.V3«> 

De. 

3.%.  34 

Do. 

35. :« 

Do. 

3.S.  42 

Do. 

3,V46 

Do. 

3.V.10 

Do. 

35.  M 

Do. 

3.V5K 

Do. 

3.V  62 

Do. 

35.  66 

Do. 

3,V70 

Do. 

3.V74 

Do. 

35.  7H 

I>0. 

3.5. « 

Do. 

3.S.8f. 

Do. 

3.1.90 

Do. 

3.VM 

Do. 

35.98 

Do. 

Base. 

Land  mobile. 


37.02 
37.06 
37. 10 
37.14 
37.18 
37.22 
37.36 
37.30 
37.  34 
37.38 
37.42 


PUBLIC  SAFETY. 
Do. 
Do. 
Dot 
1>0. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


rS17  Contract  developmenUl  stations  and  export  developmenUl  'tatlons  may  be 
tuthorUd°o^°requencies  in  this  band  on  the  condition  that  harm  ul  ^terferenoe 
will  not  be  caused  to  servic«s  operating  la  accordance  with  the  table  o(  frequency 

*"No\"EiperimenUl  sutlons  engaged  solely  In  xientlflc  or  technical  radio  eiperlmenti 


not  related  to  an  eiUtlng  or  proposed  service  nor  Intended  to  develop  «  P^P)^'*^*''!^: 
or  soeciflc  use  of  radio,  contract  derelopmenUl  sUtioiis  and  export  developmental 
sUtloiis  may  be  authorized  to  use  frequencies  in  this  band  on  the  <^nd'V.*l!*A^  .huT.f 
ful  Inierferenoe  will  not  be  cauaed  to  lervloea  operating  in  accordauc*  with  the  Ubie  oi 
freaueuey  allocatlooa. 


tS'orld  wide 

Region  2 

United  States 

Federal  Communications  Commission 

Bud 
Mc 

Fre- 

OF  SERV- 

Eervtoe 

Band  Mc 

Service 

Band  Mc 

Allocation 

Band  Mc 

Swvice 

Class  of  station 

quency 

Nature      ICES 

Mc 

of  stations 

1 

3 

3 

4 

8 

6 

7 

8 

y 

10 

11 

39.7-88.0 

29.7-44.0 

a.  Fixed. 

37-38 

NO. 

37-38 

Land  mobile. 

a.  Base. 

37.46 

INDT'STRIAL. 

(Con.) 

(Con.) 

b.  Mobile. 

(Con.) 

(Con.) 

(Con.) 

(NOD 

(Con.) 

(Con.) 

b.  Land  mobile. 
(Con.) 

37.50 
37.  M 
37.58 
37.62 

Do. 
Do. 
Do. 
Do. 

37.66 
37.70 
37.74 

Do. 
Do. 
Do. 

*- 

37.78 
37.82 
37.86 

Do. 
Do. 
Do. 

37.90 

PUBLIC  SAFETY. 

37.94 

Do. 

37.98 

Do. 

3K-3«t 

Q. 

(US17) 

39-40 

NO. 

3»-40 

Land  mobile. 

a.  Ba.se. 

39.02 

PUBLIC  SAFETY. 

(NOD 

b.  Land  mobile. 

39.06 
39.10 
39.14 

Do. 
Do. 
Do. 

« 

39.18 
39.22 
39.26 
39.30 
39.34 
39.38 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

1 

39.42 

Do. 

39.46 

Do. 

• 

39.80 
39.54 
39.68 
39.62 
39.66 
39.70 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

39.74 

Do. 

39.78 

Do. 

39.82 

Do. 

. 

39.86 

Do. 

• 

39.90 
39.94 
39.96 

Do. 
Do. 
Do. 

(176) 

40-42 

O. 

4a  68 

Industrial,      scientific 

(U62) 

and  medical  equip- 

(US1-) 

ment. 

S 

42-44 

NO. 

42-43 

Land  mobile. 

a.  Ba.<«. 

42  02 

PUBLIC  SAFETY. 

(NOl) 

b.  Land  mobile. 

42  06 
42  10 
42.14 

Do. 
Do. 
Do. 

42.18 

Do. 

42.22 

Do. 

42.26 

Do. 

42.  ."W 

Do. 

42.34 

Do. 

42.38 

Do. 

42  42 
42.46 
42.50 
42.54 

42.58 

Do. 
Do. 
Do. 
Do. 
Do. 

42  62 

Do. 

42.66 

Do. 

42.  70 

Do. 

42.74 

Do. 

42.78 

Do. 

• 

- 

42.82 

42.86 
42.90 
42.94 

Do. 
Do. 
Do. 
Do. 

42.98 

I.NDUSTRIAL. 

43. 0-4.-?  2 

a.  Maritime  rao- 

a.  Coast. 

43.02 

INDUSTRIAL: 

' 

(NOl) 

bil.'. 
b.  Land  mobile. 

b.  Siiip. 

c.  Base. 

d.  Land  mobile. 

43.06 

MARITLME    .M(» 
BILE. 
Do. 

43.  10 
43.14 

Do. 
Do. 

L         1 

4.3.  18 

Do. 

(176)  The  frequency  40.68  Mc  Is  dpslfmated  for  Industrial,  scientific  and  medical 
purposes.  Emissions  must  be  confined  within  the  limits  of  ±0M%  of  that  frequency, 
liadiocommunleution  services  oi>erating  within  those  limits  must  accept  any  harmful 
iMicrfMcjice  that  may  be  experienced  from  the  operation  of  industrial,  scientific  and 
nicdual  equipment. 

I  S2  Emissions  from  industrial,  scientific  and  medical  equipment  using  the  frequency 
40.68  Mc  must  be  confined  to  the  band  40.06-40.7(1  .Mc. 

US17  Contract  developmental  st.ations  and  export  developmental  stations  may  be 
authorized  t«  use  frequencies  ia  this  band  on  tbe  condition  tbat  harmful  int«rfei«DOe 


will  not  be  caused  to  services  operating  in  accordance  with  the  table  of  frequency 
allocations. 

NOl  Experimental  Stat  ions  encaped  solely  in  scientific  or  technical  radio  experiments 
not  related  to  an  existing  or  proposed  .servkx-  nor  intended  to  develop  a  proposed  serv  ice 
or  specific  use  of  radio,  contract  developmental  stations  and  export  developmental 
stations  may  l)e  authorized  to  use  frequencies  in  this  band  on  tbe  condition  that  harm- 
ful interference  will  not  be  caused  to  services  operating  in  atx-ordance  with  the  table  of 
frequency  allocations. 
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RULES  AND  REGULATIONS 


World  wide 


Pand 

Mc 


29.7-88.0 
(Cob.) 


Service 
2 


Re^on  2 


Band  Mc 


(184) 


29.  7-44. 0 
(Con.) 


Service 


United  States 


a.  Fixed. 

b.  Mobile. 
(Con.) 


44-50 


88-100 


Band  Mc 
5 


42-44 
(Con.) 


a.  Broadcasting. 

b.  Fixed. 

c.  Mobile. 


SO-54     Amateur. 


64-72 


a.  Broadcasting. 

b.  Fixed. 

c.  Mobile. 


72-76 


Broadcasting:. 


7ft-«8 


a.  Fixed. 

b.  Mo»)ile. 


a.  Broadcasting. 

b.  Fixed. 

c.  Mobile 


Allocation 
fi 


Federal  Communications  CommL<»ion 


NO. 
(Con.) 


Band  Mo 
7 


43.2-44.0 
(NUl) 


Strvloe 


Class  of  station 


Land  mobile. 


44-SO 


NO. 


50-54     Amateur 
(USD. 


64-n 


72-76 


76-88 


88-1U8 


NO. 


50-54 


a.  Ba.«. 

b.  Land  mobile. 


Fre- 
quency 
Mc 

10 


Amateur. 


NO. 
(US3.4). 


NO. 


NO. 


54-72     Broadcasting. 
(NOD 


76-88 
(NOD 


88-K18 
(NOD 


Broadcasting. 


Television  broad- 
casting. 


Television  broad- 
casting. 


Broadcasting. 


FM  broadcasting 
(N04). 


(184)  The  frequency  75  Nfc  Is  desienafed  for  aeronautical  marker  beacons.  In  Region 
1,  the  Kuardtwnd  i.<  ±0.2  Mc;  in  Regions  2  and  3,  ±0.4  Mo. 

I  SI  I'ulseil  emissions  prohibited. 

I' 8.!  F.xisting  Oovernment  radiosonde  stations  now  operating  on  the  frequency 
7J.2  Me  will  continue  to  oinrate  on  that  frequency  for  a  period  not  to  extend  beyond 
June  1.  I>*.'i0.  ,         .      V  I    . 

I  S4  The  use  of  the  frequency  75  Mc  by  aeronautical  marker  beacops  Is  t«mponuy 
and  may  be  authorized  until  they  are  moved  to  a  frequency  band  allocated  for  the  Mr6- 


43.22 


4.r26 
4.!.  M 
43. 34 
43. 38 
4;<.  42 
4.1.46 
43.10 
4;<..M 
43.58 
43.62 
4.Tfl6 
4.3.70 
4;i.74 
4.T7H 
4.3.82 
4.3.86 
43.90 
43.  94 
43.08 


lOF  8E 
el    ICKi 

lof  stati< 


lOF  8ERV- 
Nature{    ICKS 

lions 


11 


DOMESTIC 
PUBLIC;      LAND 
TRANSPORTA- 
TION. 
Do. 

1)0. 

Do. 
Do. 
Do. 

1)0. 

no. 

Do. 
I>o. 
Do. 
I>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


5,5.  25  1 

59. 

75 

61. 

25 

65. 

75 

67.  25 

71. 

75 

(Channels. 


Video  \( 
Sound  r 

^;dK»'--''- 
sci^Tdh"-'*- 


77.25 
81,75 
8;t.  25 
87.75 


88.1 

88.3 

88.5 

8S.7 

8S.9 

SB.  1 

89.3 

89.5 

89.7 

89  9 

90.  1 

90.3 

90.5 

90.7 

90.9 

91.1 

91.3 

91.5 

91.7 

91.9 

92.1 

9Z3 

92.5 

92.7 

92.9 

03.1 

Ui.  3 

93.5 

9:».  7 

9:<.  9 

94.1 

94.3 

94.5 

94.7 

94.9 

95.  1 

95.3 

95.5 

95.7 

95.9 

9l'>.  I 

96.3 

9)1.5 

96.7 

96.9 


s,j;ird}^'>--'»- 


FM  channel  201. 
FM  channel  202. 
FM  channel  203. 
FM  channel  204. 
FM  channel  205. 
FM  channel  206. 
FM  channel  207. 
FM  channel  208. 
F.M  channel  209. 
FM  channel  210. 
FM  channel  211. 
FM  channel  212. 
FM  channel  213. 
FM  channel  214. 
FM  channel  215. 
FM  channel  216. 
FM  channel  217. 
FM  channel  218. 
FM  channel  219. 
FM  channel  220. 
FM  channel  ?2l. 
FM  channel  22'.'. 
FM  channel  223. 
FM  channel  224. 
FM  channel  22.V 
F.\t  channel  236. 
FM  channel  227. 
FM  channel  228. 
FM  channel  229. 
FM  channel  2:H). 
FM  channel  231. 
FM  channel  232. 
FM  channel  233. 
FM  channel  234. 
FM  channel  235. 
FM  channel  2:t6. 
FM  channel  237. 
FM  channer238. 
FM  channel  239. 
F  M  channel  240. 
FM  channel  241. 
FM  channel  242. 
FM  channel  243. 
F.M  channel  244. 
FM  channel  245. 
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nautical  radlonavigatlon  service,  or  until  they  are  no  longer  required.     (See  notes  21'' 

NOl  EiperlmenUlstatlons  engaged  solely  In  scientific  or  technical  radio  experlmenU 
not  related  to  an  existing  or  proposed  service  nor  intended  to  develop  a  proposed  service 
or  specific  use  of  radio,  contract  developmental  stations  and  eii>ort  developmental 
Buttons  may  be  authorised  to  use  frequencies  In  this  l)and  on  the  condition  that  nann^ 
(nl  Interference  will  not  be  caused  to  services  operating  In  accordance  with  the  Ubleoi 
trequency  allocations.  ..    .    j  ,    .u   u     j  aa  i,>a  \f. 

N04  Facsimile  broadcasting  stations  may  be  aulhorued  in  the  band  88-108  Me. 


kVorld  wide 

Region  3 

United  States 

Federal  Communications  Commission 

Pnnd 
Mc 

Fre. 

OF  RERV- 

Service 

Band  Mc 

Service 

Band  Mc 

Allocation 

BandMc 

Service 

Class  of  Stat  Ion 

qiiencv 

Nature      ICK.S 

Mc 

of  stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

88-100 

Broadcasting. 

88-108 

NO. 

88-108 

Broadcasting. 

FM  Broadcasting. 

97.1 

FM  channel  246. 

(Con.) 

(Con.) 

• 

(Con.) 

(Con.) 

(NOl) 
(Con.) 

(Con.) 

(N04) 
(Con.) 

97.3 
97.5 
97.7 
97.9 
98.1 
98.3 
08.5 
98.7 
98.9 
09.1 
99.3 
99.5 
99.7 
99.9 

F.M  channel  247. 
FM  channel248. 
F  M  channel  249. 
FM  channel  250. 
FM  channel  251. 
F.M  channel  2.V2. 
FM  channel  2.':i. 
FM  channel  2.54. 
FM  channel  2.55. 
F.M  channel  2.56. 
FM  channel  2,57. 
F  M  channel  2.W. 
F.M  channel  2,59. 
FM  channel  2<'i0. 

100-108 

100-108 

Broadcasting. 

\ 

100.1 
100.3 
100.5 
100.7 
100.9 
101.1 
101.3 
101.5 
101.7 

101.  9 
102. 1 
102.3 

102.  5 
102.  7 
102.  9 
103.1 
103.3 
103.5 
10.3.7 
103.9 
KM.  1 
104.3 
104.5 
104.7 
KM.  9 
105.  1 
105.  3 
105.5 
W5.7 
K)5.9 

F.M  channel  2fa. 
FM  channel  262. 
FM  channel  2tc<. 
FM  channel  iM. 
FM  channel  2t'.5. 
FM  channel  2f4i. 
F.M  channel  2».7. 
F.M  channel -iiiH. 
F  M  channel  '.H.9. 
F  -M  channel  270. 
FM  channel  271. 
F.M  channel  272. 
FM  channel  273. 
FM  channel  274. 
FM  channel  275. 
FM  channel  276. 
FM  channel  277. 
FM  channel  278. 
FM  channel  279. 
F  M  channel  280. 
FM  channel  2M. 
FM  channel  2h2. 
FM  channel  2K1. 
FM  channel  2^4. 
F.M  channel  2>«5. 
FM  channel  21-6. 
FM  channer*7. 
FM  channel  288. 
FM  channel  2>9. 

FM  channel  290. 

lOfi.  1 

F.M  channel  'it'l. 

■ 

10«).3 

FM  channel  292. 

106.5 

F.M  channel  2<«. 

106.7 

FM  rhannel2<H. 

106.9 

F  .M  channel  29,5. 

107.1 

107.3 

FM  channel  296. 

FM  channel  297. 

107.5 

F.M  channel  298. 

* 

107.7 
107.9 

F.M  channel  299. 
F.M  channel  300. 

lOS-118 

Arronauiu-alradio- 

108-132 

O,  NO. 

lOt^llS 

Aeronautical  ra- 

Kadionavipation 

108.1 

Localirer. 

uavig;ition. 

• 

(LS5) 

dio  navigation. 

laud. 

108.2 
108.3 
108.4 
lOS.  5 
108.6 
108.7 
108.8 
KiK.  9 
1(«.0 
1(W.  1 
109.2 

loy  3 

109.4 

im.  5 

ItW.  6 
1(W.  7 
109.8 
KHf.  9 
110.0 
110.1 
110.2 
110.3 
110.4 
1 10.  5 
110.6 
110.7 
110.  S 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
)>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

1 

no  9 

Do. 

111.0 

Do. 

111.1 
111.2 
111   3 
111.4 
111.5 
111.6 
1117 
111.8 

Do. 
Do. 

I>0. 
1)0. 

Do. 
Do. 
Do. 
Do. 

« 

111.9 

Do. 

UR5  The  frequency  a.«sipnment  plan  in  effect  for  both  government  and  nongOTem- 
Dient  !!i!ilions  in  the  baad  1(»*-132  Mc  l«  imlicated  in  columns  1(1  and  11. 

NOl  Fx|>eriniental  .stations  engafied  solely  in  scientific  or  technical  radio  experiments 
not  related  to  an  existing  or  pro|K>se<l  service  nor  intended  to  develop  a  proposed  service 
or  Fi)cciflc  u.se  of  radio,  coniruct  developnienlal  stations  and  export  developnieutal 


stations  may  be  anthorUed  to  use  frequencies  in  this  hand  on  the  condition  th.it  harm- 
ful interference  will  not  be  caused  to  services  oijcniting  in  acxordance  with  the  table  of 
frequency  allocations. 
N04  Facsimile  broadcasting  stations  may  be  authorized  in  the  hand  88-10>,  Mc. 


No.  9- 


-3 
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RULES  /CND  regulations 


World  wide 

Region  1 

United  StaUi 

Federal  Communications  Commission 

Fre- 

OF  SF.RV- 

land 

Servica 

Band  Mc 

ServlM 

Band  Mc     AUocfttion  | 

BandMc 

E«ryioe 

Claas  of  station      qucncy 
Mc 

Nature      ICKS 

of  stations 

Mo 

' 

I 

7 

3 

4 

S 

e 

7 

8 

9 

10 

11 

KiH-llR 
(Con.) 

Aoronauilcalradio- 
naviiiatiua. 
(Con.) 

108-132 
fUS.^) 
(Con.) 

O.NO. 
(Con.) 

• 

108-118 
(Con.) 

Aeronautical  ra- 
dio navigation. 
(Con.) 

Rndlonavigation 
land. 
(Con.) 

112.1 

112.2 
112.3 
112.4 

11 2.  .S 
112. « 
112.7 
112.8 
112.9 
113.0 

113.  1 
113.2 
11.13 
113.4 

113  .S 
11.1« 
113.7 
111H 
113.9 
114.0 

114  1 
114.2 
114.3 
114  4 
114.  .S 
1l4.fi 
114  7 
114.8 
114.9 
11.V0 
ll.VI 
11.V2 
11.V3 
11.V4 
US.f, 
115.6 
11.V7 
11.V8 
U.S.  9 
llfi.O 
llfi.  1 

Omnidlrectionalrange; 
radio  range. 
Do. 
Do. 
l»o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
I>o. 
Do. 
Do. 
Do. 
Do. 
I>o. 
Do. 
■    Do. 
D<i. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do 
Do. 
Do. 
l>o. 
Do. 
Do. 
Do. 
Do. 

• 

^ 

llfi  2 
lift.  3 
1  ir.  4 
lift  S 
11fi.fi 
llfi.  7 
11fi.H 
lift  9 
117.0 
117.1 
117.2 
117.3 
«7.4 
117.5 
117.fi 
117.7 
117.8 
117.9 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


lis  132 

Ai'n>nauMc*l   mo- 
l.il».     (K)     (149) 
(256). 

1 
1 



1(18-132 

(f.S.M 

(Con.) 

O.NO 
(Con.) 

ll»-1.32 
(U36) 

Aeronautical  mo- 
bile. 

a.  Aeronautical. 

b.  Aircraft. 

118.1 
118.2 
118.3 
118.4 
118.5 
US.fi 
118.7 
118.8 
118.9 
119  0 
119  1 
119.2 
119.3 
119.4 
119.  .1 
119.f 

ipj,: 

119.  > 
119.  V 

rn)  f 

13>. 
1     120- 

Airdrome  controL 

Do. 

Do. 

Do. 

Do. 

Do. 

I>o. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
I           Do. 

Do. 
t  Do. 
1  Do. 
1            Da 

Do. 
I           Do. 
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(149)  For  the  rtplanafion  of  the  term  "Apron.-iutical  mobile  f^^  i    ,o\  ;^=i^  .m 

■iW    Frcnm-ncies  in  any  band  allocate<l  to  tho  a..ron:mtical  mobile  (R)  ser''*T.!^ 

roM-rv^l  f(\?  ormmunif^tfona  l*tw.vu  any  aircraft  and  those  aeronautical  stations 

I^,,?*r.ly  .^nTnMwUh  the  safety  and  regularity  of  flight  along  national  or  inter. 

national  civil  air  routes. 


ment  stations  in  the  band  lOS-132  Mc  is  indicated  m  columns  10  and  11. 

VSii  Public  corresi)ondence  in  the  fr.><|u<'iKy  bands  allocated  exclusively  to  me 
seronautical  mobile  service  b  not  iiermitted. 


World  w  Ide 

Region  2 

United  States 

Federal  Communications  Commission 

Band 
Mc 

Fre- 

IGF  SERV- 

ScfTlce 

Band  Mc 

Service 

Band  Mc 

Allocation 

Band  Mc 

Service 

Class  of  station 

qiu'ncy 

Nature^    ICES 

Me 

(of  stations 

1 

2 

8 

4 

5 

6 

7 

8 

e 

10 

11 

118-132 

Aeronautical  mo- 

106-132 

O.NO 

118-132 

Aeronautical  mo- 

a. AeronatMlcal. 

120.3 

Airdrome  control 

(Con.) 

bile  (R). 

(U85) 

(Coa) 

(US«) 

bile. 

b.  Aircraft. 

120.4 

Do. 

(149)  (266) 

(Coa) 

(Con.) 

(Con.) 

(Con.) 

120.6 

Do. 

(Con.) 

120.6 

120.7 
121).  8 

Do. 
Do. 

1                     1 

120.9 

Do. 

121.0 

Do. 

121.1 

Do. 

121.2 

Do.     . 

121.3 

Do. 

121.6 

AERONAUTICAL 

MOBILE. 

(196) 

121.7 

Aeronautical      utility 

121.9 

land;      Aeronautical 
utility  mobile. 
Do. 

122.1 

Priv.ate  aircraft. 

122.3 

Do. 

122.6 

Do. 

1-22.7 

Do. 

1'22.9 

Do. 

123.1 

Flight    test;      Flying 

school. 

123.3 

Do. 

1 

123.6 

Do. 

123,7 

AERONAUTICAL 

MOBILE. 

123  9 

Do. 

124  1 

.  1)0. 

124  3 

Do. 

124.  .S 

Do. 

124.7 

Do. 

124.9 

1)0. 

12.S.  1 

Do. 

12.V3 

Do. 

12.S  5 

Do. 

12.S.  7 

Do. 

12.S  9 

Do. 

12»ll 

Do. 

« 

126  3 
12«).  5 
12li.7 

Do. 
Do. 
Do. 

ff 

' 

• 

12<v9 
127  1 
127.3 
127,5 

127  7 

irr.9 

128  1 
1*  3 
1*6 
12>«.  7 
12X,  9 
129.1 
129,3 
129,6 
129,7 
129,9 
130,  1 
i:«i,3 
IM.  5 
130,  7 
130,9 

Do. 
Do. 
Do. 
Do. 
Do. 
Do, 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

1 

131.1 

Do. 

131  3 

Do. 

131.5 

Do. 

131,7 

Do. 

131,9 

Do. 

132-144 

132-144 

a.  Fixed. 

b.  Mobile. 

1.32-144 

(i:!J7, 17) 

o. 

140,58 

AERONAUTICAL 
MOBILE. 

144-146 

Amateur. 

144-148 

Amateur 
(L'Slj. 

144-14S 

Amateur. 

146-235 

146-148 

Amateur. 

14»-174 

ft.  Fixed. 

148-1.S2 

0. 

b.  Mobil*. 

(Usl7) 

(19J.) 

l.S2-lfi2 

NO. 

1 

■ 

ifi2-i:4 

0. 

(LS  17) 

1 

(149)  For  the  explanation  of  the  term  "Aeronautical  mobile  (R)"  see  256. 

(195)  The  (riHiueney  121  .'.  Mc  l«  the  aeronautical  emergency  fretjueiicv  in  this  band. 

d".*)  The  frequency  l.'iti.HO  Mc  Ls  desicnalc'l  for  world-wide  us»'  for  safetv,  calling, 
and  intership  and  harl>our  control  communiealions  in  the  maritime  mobile  .service 
(simplex  U-lephonv),  Any  other  useoft hi*  frequency  should  be  avoide<i  in  areas  where 
such  other  us*-  is  liable  to  cause  harmful  interferenc*  to  the  maritime  mobile  serviw. 
The  interested  administrations  v.  ill  ensure,  liy  .'iiecial  arrangements  where  necessary 
that  an  adequate  guard-hand  is  provided.  In' Region  2,  its  use  for  this  jnirposc  will  l« 
restrict  chI  to  the  frequency  iiiixtulated  tyi)e  of  transmission  (F3)  and  it  is  strongly  reconi- 
niriided  that  the  same  ty|K-  of  transniLssioii  be  adopted  for  tliLs  purpos*'  in  Regions  1 
and  .X. 

(2.V.)  Frctruencie?  In  any  hand  nllocrito<l  to  the  aeronautical  mobile  (R)  service  are 
reserved  iur  commuuicatiuus  between  any  furcraft  uad  those  aerouautical  stations 


primarily  concerned  with  the  safety  and  regularity  of  flight  along  national  or  inter- 
national civil  air  routes. 

I'til  Pulsed  emissions  prohibited. 

US6  Public  corresjMjndence  in  the  frequency  bands  al.otated  exclusively  to  the 
aeronautical  mobile  service  is  not  permitted. 

rS7  The  frequency  140.,S^  .\Ic  may  be  authorized  on  an  interim  basis  to  civil  aviation 
as  a  common  simplex  frequency  foi-  emergency  and  distress  communications,  availa>}ie 
to  all  slotions  oivratinc  in  or  with  the  aeronaut icii!  mobile  s«Tvice, 

rsi7  Contract  developmental  stations  and  export  deveJopir.ental  stations  may  be 
authorized  to  use  frequenciis  in  this  band  on  the  condition  th.it  harmful  interference 
will  not  be  caused  to  services  operating  in  accordance  with  the  table  of  frequency 
allocations. 
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RULES  AND  REGULATIONS 


World  wide 


Band 
Mc 


146  235 
(Con.) 


Service 
2 


RcRlon  2 


Band  Mc 


Bervice 
4 


United  Stales 


174-216    a.  Broiidcasting. 
1  b.  Fixed. 
c.  Mobile. 


216-220 


Band  Mc 


174-21       NO 


Allocation 
6 


Federal  Communications  Commission 


a.  Fixed. 

b.  Mobile. 


7KJMXA 


a.  Fixed. 

b.  Mobile. 


216-220 
(U88,  17) 


Band  Mc 

7 


174-216 
(NUl) 


gervioe 
8 


Broadcasting. 


Q. 


220-225     Amateur. 
(207) 


225-235 


|28.6-3:t5.4 
(2.W) 

335.4-430.0 


Aeronautical  radio- 
naviKation. 


420-450 


a.  Fixed. 

b.  .Mobile. 
(208) 


a.  Fixe<l. 

b.  MobUe. 
(207) 


a.  Aeronautical  ra- 
dii inaviKiit  ion. 

b.  Amateur. 
(210)  (211) 


Class  of  station 


Television 
casting. 


broad- 


Fre- 
quency 
Mc 

10 


220-225 
(US  9) 


.'Vmateur 

(USD 


22.S.  fH328.  6 
(US9,  10) 
(US17) 


328.  &-335.  4 


3.^5.  4-400.  0 
(USIO,  17) 


450-460 


460-470 


I7M8S 


a.  Fixed. 

b.  Mobile. 


Broadcasting. 


450-460 


a.  .\eronauficalra- 
dinnavigatiun. 

b.  Fi\e<l. 
r.  Mobile. 
(210)  (ill) 


0. 


175.  25 
179.75 
1S1.25 
185.75 
187.25 
191.75 
193.25 
197.  75 
199.25 
203.75 
205.  X> 
209.75 
211.25 
215.  Z5 


10F  !»ERV- 
ICKS 
o(  stationt 

11 


217.  425 


217.  475 
217.525 
217.  550 
217.  575 
217.625 
217.675 


Vi;|;-\channcl7. 
^I^ChannelS. 

Channel  9. 

Channel  10. 

Channel  II. 


Video 

Soundj 

Video 

Sound. 

Video 

Sound, 


Vl;|- }channel  a 
'8;;rd}Channe.  ,3. 


220-225 


Amateur. 


O.  NO. 


400-406     O,  NO 


406-420 
(US17) 


420-4.50 
(USll) 


328.6-335.4 


0. 


Amateur 
(USD 
(US18) 


450-960 
(US  ID 


NO. 


fao7)  In  Region?,  distance  measurine  equipment  in  the  aeronaut  ipalradionaTi?ation 
Jftm-  may  ll  oiM-Pated  in  ih.-  band  ■>J»--sn  Mc  until  th,.  1st  January  19..2 in  accordance 
with  appro[»rirtle  bilateral  or  multilateral  arrangements.  .  ^  ,„  ,u^  v,.„a 

(a»M  The  meteorological  aids  service  (radiosonde)  may  be  operated  In  the  band 

(2in>  In  the  band  43>4fiO  Mc  the  aeronautical  radionavigation  <;ervice  has  priority. 
Ttie  other  services  are  admitted  to  this  band  only  on  condition  that  harmful  interfertnca 
to  not  causid  to  the  a«>ronautical  radionavigation  .service. 

(■»ll)  In  Region  2.  the  allocation  for  the  aeronautical  radionavigation  service  m  tlM 
band  420-460  Mc  is  temiwary  and  is  exclusiv.ly  for  altimeters. 

(2V))  The  band  3X.&-n\i  Mc  U  for  the  use  of  the  Instrument  Landing  System 
(glide  (Mth). 

USl  Pul.sed  emissions  prohibited.  „.,.„.  .u        km-crr 

USS  In  the  g,.verDment  band  216-230  Mc.  the  frequencies  217.425  through  21,. 675 
Mc  and  219.325  thrnuK-h  210.575  Mc.  inclusive,  may  K'  authorized  for  use  by  non-gor- 
ertmient  telemetering  mobile  stations  aboard  airiTaft  and  telemetering  land  stations. 
?o  t!.|emetering  to  and  from  aircraft  in  flight,  when  an  '°,f^^'^''''i:;ZlVZi'tX 
that  harmful  inlerfer.iice  will  not  be  i-aused  to  sUtions  operating  in  accordance  with  the 
Ubli- of  frequency  alliXTitions.  .w.  ..    .     .w    t>  i..  w 

td«  The  United  Slates  will  permit  interim  use  of  the  band  230-231  Mc  for  the  British 


400-406 


219.325 


219.375 
219.425 
219.  4.^0 
219.  475 
219.  525 
219.  575 


Telemetering 
Telemetering 
bile. 
Do. 

1)0. 

Do. 
Do. 
Do. 
Do. 


land; 
mo- 


Aeronaut  icttl  ra- 
dionavigation. 


Radionavigation 
land. 


Meteorological 
aids. 


420-450 


(NGl) 


Amateur. 


Radiosonde. 


Telemetering 
Telemetering 
bile. 

Do. 

Do. 

Do. 

I>o. 

Do. 

Do. 


land; 
nio- 


Olide  path. 


a.  Fixed. 

b.  Mobile. 


a.  Fixed. 

b.  Land. 

c.  Mobile. 


470-475     Broadcasting. 
(NOD 


475-500     Broadcasting. 
(NOD 


Facsimile    broad- 
casting. 


Broadcasting. 


CITIZENS  RADIO. 


r-ular  distance  indicator  system  at  specific  IT.  S.  gateways  of  tnternationa  air  routes 
The  interim  use  at  these  locations  will  terminate  not  later  than  Jan.  1.  I«.^2.     i  ni 
Jan.  I    1952.  the  fre<,uen<y  band  23.V240  Mc  will  1*  available  for  «1""<^";'"  «"  «he.»"''^ 
teur  serviw  in  th.we  areas  where  interferenc-e  Is  cniLsed  lo  the  oi«-rat ion  of  the  Brit isti  or 
Canadian  radar  distance  Indicator  system  by  amateur  oj>cration  in  the  band  220-22.. 

USIO  This  band  is  designated  for  government  stations,  with  adequate  channels  to  be 

'^USn  The  aeron\uUcal  radionavigation  service  will  not  be  permitted  to  use  the  band 

*^-S17  Con* ract  clove'lopmental  stations  and  export  developmental  stations  may  he 
SUlhorize<l  to  u;^.  fre(iuenci.s  in  this  ban.l  on  the  condition  that  ''•'^.■^f"'  "•'\';'^fr'.  v 
will  not  iK!  ciius«d  to  services  op«-ratiiii!  in  ac-cordauce  with  tho  table  of  fre(juuK) 

(ill,  w^\  1 1 0  [1 3 

I  SIS  Amateur  i)eak  power  to  be  limited  to  50  watt.s  until  Feb.  15.  1950. ,„„„,, 

N<M  EitJerimental  stations  engaged  solely  in  scientific  or  technical  radio experlmeiits 
not  related  to  an  existing  or  prop..s.'d  ^rvlce  nor  intendi>.l  to  develop  »  «'7I««;<\*;"',';, 
or  specific  use  of  radio,  contract  developmental  stations  "t""!  'M^rt  developnient.  1 
SUtions  may  be  authorized  to  us.>  frequencies  in  this  band  on  the  <^"'<'V';V\'^*  ,h, , .  i 
ful  interference  will  not  be  caused  to  serviws  o|Hrating  in  accordance  with  the  tat>u  oi 
frequency  allocations. 


Thursday,  January  13,  1949 


FEDERAL  REGISTER 


175 


Worldwide 

Region  2 

United  States 

Federal  Communications  Commission 

Band 
Mc 

1 

eerTioe 
2 

BkiHlMc 
S 

Service 

4 

BandMc 

5 

AllocatloD 
6 

B&ndMc 

7 

Bervice 

8 

Class  of  sUtloD 

Fre- 

qucncy 

Mc 

10 

OF  SERV- 
Nature      ICES 
of  Stat  ions 

11 

470-.W5 
(Con.) 
685-«lll 
610-940 
(212) 

Broadca.<tlng. 
(Con.) 

585-610 
Broadcasting. 
(214) 

940-060 

450-960 
(Con.) 
Broadcastinj. 

Fixed. 

NO. 
(Con.) 

500-880 

(NOD 

Broadcasting. 

Television  broad- 
casting. 

890-940 
(NOl,  13) 

a.  Broadcasting. 

b.  Fixed. 

- 

915 

Industrial,      scientific 
and   medical  equip 
nient. 

940-960 

940-952 
(NGl,  13) 

Fixed. 

FM  broadcast 
STL.    (NtiM). 

S.S2-9fiO 
(NOl.  15) 

Fixed 

a.  International 
control. 

b.  Operational 
fixed. 

960-1215 

Aeronautical  radio- 
navigation. 

t 

960-1215 

(US12) 

O   NO. 

960-1215 

Aeronaut  ical 
radionaviga- 
tion. 

1215-1300 

Amateur. 

t 


121ft-1300 

Amateur. 

(USD 

1215-1300 

Amateur. 

1300-1700 

(210).                           1300-1660 
1660-1700 

Aeronautical  radio- 
navigation. 
(21b) 

Meterological  aids 
(radiosonde). 

1300-1700 

(usi;t) 

(US14) 

O.NO. 

1300-1365 

Aeronautical 
radionaviga- 
tion. 

Surveillance  radar. 
(Pulsed  emission 
only.) 

• 

1365-1660 

Aeronautical 
radionaviga- 
tion. 

Aeronautical  radio- 
navigation   (in- 
cluding  altime- 
ter). 

1660-1700 

Meterological 
aids  (radio- 
sonde). 

1680 

Radiosonde. 

1700-2300 

■   Fixed. 
b   Mobile. 

1700-1850 
(US17) 

O. 

18SO-2300 

NO. 

1850-1900- 
(NOl.  13) 

Fixed. 

a.  International 

control. 

b.  Operational 

fixed. 

1990-2110 
(NOl) 

a.  Fixed. 

b.  Mobile. 

a.  Television 

pickup. 

b.  Television  STL. 

(NO  16) 

2110-2300 
(N01,13) 

Fixed. 

a.  International 

control, 
b   Operational 

fixed. 

2300-2300 

(U817) 

O. 

2WO-2450 
(230) 

Amateur. 

2300-2450 

Amateur. 

2300-2450 

Amateur. 

24S0 

2450-2700 
(230) 

a.  Fixed. 

b.  Mobil*. 

2450-2700 

NO. 

245O-ZV10 
(NOD 

a.  Fixed. 

b.  Mobile. 
(NO  17) 

Industrial,      scicntiflr 
and   medical  equip 
ment. 

2.'W0-2700 
(NOl,  13) 

Fixed. 

a.International 

control, 
b.  Operational  fixed. 

(212)  In  Region  2,  the  frequency  915  Mc  is  designated  for  Industrial,  scientific  and 
medical  purposes.  Emissions  must  be  confined  within  the  limits  of  d:2>Mc  of  that 
frequency.  Kadiocommunlcation  »ervic<'8  o|)orating  within  those  limits  must  accept 
any  harmful  interference  that  may  be  experienced  from  the  operation  of  industrial, 
scientific  and  medical  equipment. 

(214)  In  Region  2,  the  fixed  service  may  operate  In  the  band  890-040  Mc. 

(216)  In  Region  2,  the  band  i:«)0-16fiO  Mc  ls  talended  for  an  integrated  system  of  elec- 
tronic aids  to  air  navigation  and  trainc  control.  Administrations  of  the  other  Regions 
should  envisage  the  possibility  of  the  future  application  of  such  a  system  on  a  world- 
wide basis. 

(2IK)  In  Region  2  and  the  United  Kingdom,  the  use  of  the  band  1300-1366  Mc  Is 
restricted  to  surveillance  radar. 

(230)  In  Region  2,  Au.stralia,  New  Zealand,  Northern  Rhodesia,  Southern  Rhodesia, 
the  Union  of  South  Africa,  the  territory  under  mandate  of  Southwest  Africa,  and  the 
United  Klng.dom,  the  frequency  3450  Mc  Ls  designated  lor  Indivstrial,  scientific  and 
inedical  puri>o.ses.  Emissions  roust  be  confii>ed  within  the  hmits  of  ±50  Mc  of  that 
frequency.  Kadiocommunication  services  operating  within  those  limits  must  accept 
any  harmful  interference  that  ma  J  be  experienced  from  the  o|ieralion  of  industrial, 
scientific  and  nie<llcal  equipment. 

USl  I'ulsed  emissions  prohibited. 

US12  'i'he  band  900-1215  Me  is  for  distance  meastiring  and  other  functions  related  to 
those  jierformed  in  the  band  1365-1660  Mc. 

US13  The  fixed  and  mobile  services  which  were  operating  In  the  hand  1.300-1600  Mc 
rti  April  2,  1948,  may  1*  authorited.to  continue  to  u-se  .such  frequencies  until  Decenil)er 
:<l,  1952,  on  the  condition  that  harmful  interference  will  not  be  caused  to  the  aeronautical 
ru<liunavigation  .service. 

US14  In  non-military  aviation,  it  Is  not  anticipated  that  the  altimeter  function  will 
I'e  iierformed  In  the  band  1365-1660  Mc  except  In  coordination  with  otber  functions 
required  for  au  aeronautical  radionavigatloii  system. 


US17  Contract  developmental  stations  and  export  developmental  stations  may  be 
authorized  to  use  ffeqoencies  In  this  band  on  the  condition  that  harmful  interference 
will  not  be  caused  to  services  operating  in  accordance  "With  the  table  of  frequency 
allocations. 

-NOl  Experimental  stations  encagi'd  solely  In  scientific  or  technical  radio  experiments 
not  related  to  an  existing  or  propos«'d  service  nor  int^Tided  lo  develop  a  proposed  .service 
or  specific  use  of  radio,  contract  developmental  stations  and  exjwrt  develofimental 
siatloris  may  be  authorized  to  use  frequencies  in  this  band  on  the  condition  that  harm- 
ful Interference  will  not  be  caused  to  services  operating  in  accordance  with  the  table  of 
frequency  allocations. 

N013  Frequencies  In  this  band  will  be  selected  for  assignment  in  .such  a  manner  that, 
on  an  engineeriag  basis,  the  lowest  frequency  in  the  band  L«  iiEsigned  which  will  not 
caitse  harmful  interference  to  stations  In  that  area  already  iu>sigued  frequencies  in 
accordance  with  the  table  of  frequency  allocations. 

N014  Interim  FM  relay  stations  may  be  authorised  to  u.se  the  band  940-952  Mc  on 
the  condition  that  harmful  interference  will  not  be  caused  to  stations  operating  in 
accordance  with  the  table  of  frequency  allocations. 

N015  Frequencies  In  this  band  will  be  »ele<'ted  for  assignment  in  such  a  manner  that, 

on  an  engineering  basis,  the  highest  frequency  in  the  tiam!  i.'.  a.s.'-ipned  which  will  not 
cause  harmful  interference  to  stations  in  that  area  already  assigned  frequencies  in 
accordance  with  the  table  of  frequency  allocations. 

NOlfi  Interim  television  relay  stations  may  be  authorized  to  use  frequencies  in  this 
band  on  the  condition  that  harmful  interference  will  not  be  caused  to  stations  0{)erating 
In  accordance  with  the  table  of  frequency  allocafions. 

N017  The  radiolocation  service  may  be  authorized  the  use  of  the  band  2450-2.V10  Mc, 
solely  lor  purposes  other  than  radionavigation  or  safety,  on  the  condition  that  harmful 
Inlerfereuoe  will  not  b«  caused  to  the  fixed  and  mobile  services. 
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bf 


World  wide 


Pand 

Mc 


earrioe 
2 


ITWVMOO  Aeronautical  ra- 
dial navigatloo. 
(222) 


:«)O-330O 


,  Region  1 


Band  Mc 
3 


RaitlnnaviKation. 
(223.224) 


Fervlfl* 
4 


United  States 


33IIU-3000 


:goo-420n 


(280) 
4««V5aOO 


UtUt-r,2M 
(211) 

8250-J681) 


a.  Fixed. 

b.  Mobile. 


Aeronautical     ra- 
dkmaTi((ation. 


3300-3500     Amateur. 


Band  Me 

5 


AUooatlon 

6 


2700-3300 


a.  NO. 


Federal  Communications  Commission 


Band  Mc 

7 


a.  Fixed. 

b.  MoMle. 


snwy-.w.io 

(228) 


.'K'(>-M25 
(2M) 

5«25-8«)0 


Aoromatitical      ra- 
dionavigstion. 

RadioaaTixation 

(23».  227) 


35(X)-3«o6     a.  Fixe<l. 
b.  Mobile. 


330O-3M0 


3500-4300 


Amateur. 


Amateur. 


NO. 


4300-4400 


440lV.'in00 
(USI7) 


SOOO-MM 


O.  NO. 


O. 


a.  Fi*«d. 

b.  Mobile 


58iO-5(»;5 


Amateur. 


O.NO. 


2700-2900 


SWTioe 
g 


a.  Aeronautical 
radionav  i(a- 

tion. 

b.  .Mrteoroloiical 
aids. 


2gOO-334<i 

(NO  18) 


334&-3a6« 


32(i«>^3300 
(NO  18) 


3300-3500 


3500-3700 
(NOl) 


Radionavic*- 
tion. 


I  of  station 
9 


RadionaTiga- 
ti<in. 


Radionaviga- 
tion. 


Amateur. 


Mobile. 


37tM>-42nn 

(NUI) 


4200-4400 


5650-5925     Amateur. 


SOOO-5250 


RaeoD. 


Fre- 

quencjr 

Mc 

10 


iOF  SEl 
ICE.S 
of  statio 


IOF  SERV- 
ICE.S 
stations 

11 


3256 


a.  I.«ik1. 

b.  Mobile  (except 
television  pick- 
up).  . 


Fixed. 


Aeronautical  ra- 
dio navifcation. 


Common    carrier 
fixed. 


Raoon. 
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Altimeter. 


5250-5440 

(NO  18) 


5440-5460 


54fi(>-565n 
(N018) 


5650-5925 


Aeronautical  ra- 
dio navigation. 


RadionaTiga- 
tion. 


Instrument  land- 
ing. 


Radionavlga- 
tion. 


Raron. 


Radionavlga- 
tion. 


Amateur. 


5925-7125 


NO. 


5925-M25 
fNOl) 


5450 


Racon. 


Fixed. 


712,1-8500   O. 
(U317) 


6425-6575 
(NOl) 


657,'i-6875 
(NOl.  13) 


Mobile. 


FUed. 


Common    carrier 
fixed. 


a.  I>and. 

b.  Mobile  (except 

television 
pickup). 


5850 


a.  International 

contntl. 

b.  Operational 

fixed. 


6875-712S 
(NOl) 


a.  Fixed. 

b.  Mobile. 


a.  Television 

pickup. 

b.  Television  STL. 
(NO  If.) 


Industrial,  scientific 
and  medical  equip 
raont. 


(222)  The  meteoroloRical  aids  service  may  he  operated  In  the  band  2700-2900  Ma 

(22!)  The  hand  :124»V-X2ti6  Mcisdesi(mate<l  forracons.   ^     ^   ^.      ,         . i  _i,i,i„ 

(224)  In  theh:w,.l  2m-3;«)0  Mc  shipbomc  radar  m  merchant  ships  is  conftaed  within 
the  btind3»)»)tK»24<>Mo. 
(7»\  The  band  54*»-.S4fin  Mc  Is  designated  for  racons.  _;»».!,. 

(22?)  In  thebtind  5iW-5660  Mc  shipborae  radar  in  merchant  ships  is  confined  withm 

'^'I^Vh^TmisIt^V^.  New  Zealand.  Northern  Rhodesia  Southern  Rhodesia 
the  Union  of  Cth  Africa,  the  territory  under  mandate  of  Southwest  Africa  and  ttie 
I  nile  KinRdom.  the  frequency  58.W  Mc  is  <lesignated  for  indurtral  scientific  and 
mSl  PurV^  EmLssions  must  be  confined  withm  the  Umils  of  ±-5  Mc  of  iha 
S^^rScy  ffiocommunication  service  operating  with  n  those  •  7"»  "!»« '^I^' 
ai^y  h."rmful  interferent-e  that  may  be  eipcrienced  from  the  operation  of  industrial, 
sciwitific  and  medical  equipment.  ui„^.._ 

(3no)  The  band  4200-44<W  Mc  is  for  the  use  of  radio  altimeters. 
*     The  band  S)0O-52.V)  Mc  is  for  the  use  of  Instmment  landmg  systems^ 

I  <^  7  Contract  developmental  sUtions  and  export  developmental  stations  may  be 
Jl^(!riMd  iLtSLKeEin  this  band  on  the  condition  that  harmful  interference 


will  not  be  caused  to  services  operating  In  accordance  with  the  Uble  of  frequency 

**NoV  E^xperiraental  stations  engaged  solely  In  scientific  or  technical  radio  experiments 
not  related  to  an  exi:iting  or  proposf.1  s.Tvic.-  nor  intended  to  develop  \Pr''I>«r'^ser  a 
or  specific  use  of  radio,  contract  developmental  stations  '^i "P<'^;.,i^^<"/°P7'  ,  ' 
stations  may  be  authorized  to  use  frequencies  in  this  band  on  the  <«"<»'V'""  »^»  jlV'  j 
ful  ituerfcrence  will  not  be  caused  to  services  operating  in  accordance  with  the  Uble  oi 

'"^  NUlT?'r*eq'u?nci"s''in  this  band  will  be  selected  for  assignment  in  such  a  manner  that 
on  an  engineering  hasLs.  the  lowest  (re.|uency  in  the  band  Ls  assigned  which  w.Mn.t 
cause  h^mfiil  Interference  to  stations  in  that  area  already  assigned  frequencies  in 
accordance  with  the  table  of  frequency  allocations.  .     ..    „     ,,„„„.„-;«,  in  ihii 

N(116  Interim  television  relay  stations  may  he  authorued  to  use  frei"eneiM  in  thi> 
band  on  the  condition  that  harmful  interference  will  not  be  caused  to  stations  operatiiu 
in  accordance  with  the  table  of  (reqiiency  allocations. 

N(iH  The  radiolocation  service  may  be  authvire-l  to  employ  thi.shan.l  for  ra-v 
location  purposes  on  the  coadilion  that  harm(ul  Interference  will  not  be  caused  to  lii> 
rmdiooavigation  service. 


Work!  wide 

Regloo  1 

United  eutea 

Federal  Communications  Commission 

Band 
Mc 

1 

Service 
3 

Band  Me 
3 

Ecrvioe 
4 

BaodMc 
t 

AUocatioD 
6 

BandMc 

7 

tovice 

8 

Class  of  Stat  ion 
9 

Fre- 
quency 
Mc 

10 

OF  RERV. 
Nature     K'KS 

of  Stat  ions 

11 

ueo-mjo 

Radionavigi^iloo. 
(230,  231) 

* 

M0(>-9600 

G,  NO. 

8500-9000 

Radionavigatlon.' 

9000-9300 
(NO  18) 

Radionavigation. 

9300-9320 

Radionavigatlon. 

Racon 

9310 

Racon. 

9.-?2O-aV)0 
(NOW) 

Radionavigation. 

9500-9800 

Radionavigation. 

twio- 

lUXW 

a.  Fixed. 

b.  Radlonaviga- 

tion. 

t«00-9900 

NO. 

9960-10000 
(US17) 

0. 

lonno- 

lO.MIO 

Amateur. 

IflflOfVlOSOO 

Amateur. 

loooo-insoo 

Amateur. 

• 

Above  KiMU  not  allocated. 

10500- 
10700 

(US1.1) 

O,  NO. 

10600 

Inda'trial.      Fcientific 
and    medical   equip- 
ment. 

10700- 
13200 

NO. 

1070O- 

11700 

(NOl) 

Fixed. 

• 

Common    carrier 
fixed. 

11700- 

12200 

(NOl) 

Mobile. 

a.  Land 

b.  Mobile  (except 
television   pick- 
up) 

12200- 
12700 
(NOl,  13) 

Fixed. 

a.  International 
control. 

b.  Operational 

ffied. 

-      ■ 

12700- 

13200 

(NOl) 

a.  Fixed. 

b.  Mobile. 

a.  Televusion  pick- 

b.  Television  STL 

(NO  16) 

1320C^- 

ItiUOu 

(U.S17) 

0. 

' 

16000- 

isaio 

(U816) 

NO. 

1600(V- 

18O00 

(NOl) 

a.  Fixed. 

b.  Mobile. 

18000 

18O0O- 

210UO 

(US16) 

(US17) 

O. 

Industrial,      acieiitiflc 
aiid   medical   equip- 
ment. 

■ 

2100O- 
22UU0 

Amateur. 

21000- 
22000 

Amateur. 

2aoo(v- 

26000 

(l'S17) 

O. 

36000- 

30000 

NO. 

XOOth 

30000 

(NOl) 

a.  Fixed. 

b.  Mobile. 

Above 
30000 

O,  NO. 

a.  .Amateur. 

b.  Experimental. 

(230)  The  band  9300-9320  Mc  is  designated  for  racons. 

(231)  In  the  band  MOO-«K)0  Mcshipbome  radar  in  merchant  ships  is  confined  within 
tli»- band  9320-9509  Mc. 

I  S15  Emissions  from  indu.-^trial,  scientific  and  medical  equipment  using  the  frequency 
KK«)  Me  must  be  confined  to  the  band  l(i50O-10700  Mc.  bhariug  by  radioconunuui- 
c^tiun  se^^  ices  is  to  be  determined  at  a  later  date. 

t  S16  Emissions  from  industrial,  scientific  and  medical  equipment  using  the  fre- 
quency IMKX)  Mr  must  be  confined  to  the  Imnd  17S.'iO-l>vl.Vi  Mc.  Radiocommunication 
services  ojierating  within  the  band  17M0-1M."«  Mc  must  accent  any  harmful  interfer- 
ence that  may  be  eiiwrieneed  from  the  operation  of  indajtrial,  scientific  and  medical 
Kiuipnient. 

IP  17  Contract  developmental  stations  and  export  developmental  stations  may  be 
authorized  to  use  frequencies  in  this  I>and  on  the  condition  that  harmful  interference 
will  not  lie  cau!«d  to  services  operating  in  accordance  with  the  table  of  frequency 
iillocations. 


NOl  Experimental  stations  engaeed  solely  In  scientific  or  technical  radio  experiments 
not  related  to  an  existing  or  proposed  service  nor  inU-ndcd  to  develop  a  propose*!  servico 
or  specific  use  of  radio,  contract  developmental  sutions  and  export  developmental 
stalioHS  may  be  authorized  to  use  frequencies  in  this  band  on  the  cf)ndiiion  that  harm- 
ful interference  w  ill  not  be  caused  to  services  operating  in  accordance  with  the  table  of 
frequencv  allocations. 

NG13  Frequencies  in  this  hand  will  be  selected  for  assignment  in  such  a  manner  that, 
on  an  engineering  basis,  the  lowest  frequency  in  the  band  is  a.s.signed  which  will  not 
cause  harmful  interference  to  stations  in  that  area  already  assigned  frequencies  in 
accordance  with  the  table  of  frequency  allocations. 

N(^16  Interim  television  relay  statioas  may  be  authorized  to  use  frequencies  in  this 
band  on  the  condition  that  harmful  intorference  will  not  be  caused  to  stations  operating 
in  accordance  with  the  table  of  frequency  allocations. 

N018  The  radiolocation  service  may  be  authorized  to  emplowhis  band  (hr  radio- 
location purjioses  on  the  condition  that  harmful  interference  will  not  be  cau^d  to  the 
radionavigation  service. 


[SEAL] 


Federal  Commttnications  Commission, 
T.  J.  Slowie, 

Secretary. 


(F.  R.  Doc.  49-309;  Filed,  Jan.  12,  1949;  9:30  a.  m.J 
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[Docket  No.  87741 

Part  3 — Radio  Broadcast  Servicis 

contracts  providing  for  reservation  of 
time  upon  sale  of  station 

In  the  matter  of  promulgation  of 
§§  3.109.  3.241  and  3.641  containing  spe- 
cial rules  relating  to  contracts  providing 
for  reservation  of  time  upon  sale  of  a 
station. 

On  February  6.  1948,  the  Commission 
i.s-sued  a  notice  of  proposed  rule  making 
looking  towards  the  adoption  of  special 
rules  relating  to  contracts  providing  for 
reservation  of  radio  time  upon  the  sale  of 
the  station.     On  April  14.  1948  a  supple- 
mental notice  of  proposed  rule  making 
was  issued  in  connection  with  the  same 
matter.     Comments  of  interested  parties 
with  respect  to  both  the  original  notice 
and  the  supplemental  notice  of  proposed 
rule  making  were  received  by  the  Com- 
mission and  oral  argument  took  place  on 
June   28,    1948.     The    following    parties 
participated  in  this  argument :  Berachah 
Church.  Inc.,  Albert  J.  Pelman.  J.  Prank 
Norf  is.  William  Penn  Broadcasting  Com- 
pany and  Tarrant  Broadcasting  Com- 
pany.    William  Penn  Broadcasting  Com- 
pany and  Tarrant  Broadcasting  Com- 
pany, in  general,  supported  the  rules  as 
proposed  by  the  Commission  in  its  no- 
tices of  February  6  and  April  14.  1948. 
Only  one  of  the  parties,  Albert  J.  Fel- 
man,  has  offered  general  objection  to  the 
adoption  of  rules  such  as  were  proposed 
in  these  notices.     Mr.  Feiman  contends 
that  the  Commission  Is  without  author- 
ity under  the  Communications  Act  of 
1934  to  adopt  such  rules  and  alleges  that 
adoption  of  such  rules  would  constitute  a 
violation  of  the  Fifth  Amendment  inso- 
far as  they  may  be  applicable  to  a  con- 
tract between  Mr.  Pelman  and  Station 
WJOL  which  provides  for  the  reservation 
of  time  and  other  rights  to  Mr.  Feiman. 
It  is  believed  that  these  objections  are 
without  merit. 

It  is  no  longer  open  to  question  that 
under  the  Communications  Act  a  station 
licensee  is  fully  responsible  for  the  op- 
eration and  the  control  of  his  broadcast 
station  and  that  he  cannot  properly  di- 
vest himself  by  contract  or  otherwise  of 
such   responsibility.     The   act   imposes 
upon  the  licensee  the  obligation  to  oper- 
ate in  the  public  interest  and  that  re- 
sponsibility is  his  alone.   It  is  the  licensee 
who  must  determine  the  selection  and 
choice  of  programs  and  it  is  he  who  must 
determine  the  specific  nature  of  the  pro- 
gram structure  which  in  the  light  of  the 
specific  circumstances  and  needs  of  the 
area  which  he  serves  will  constitute  a 
well-rounded  program  service,  consonant 
with  his  obligation  to  operate  in  the  pub- 
lic interest.    While  the  Commission  does 
review  the  overall  operation  of  stations 
to  determine  tPhether  the  licensee  has  in 
fact  presented  a  well-rounded  program 
service,  in  day  to  day  operations  the  li- 
censee must  exercise  his  own  independent 
judgment   and   the   types   of   decisions 
which  the  licensee  is  called  upon  to  make 
In  the  day  to  day  operation  of  the  station 
cover  the  widest  variety  of  subjects  and 
Interests.   In  passing  upon  the  individual 
cases  which  have  come  before  it  the  Com- 
mission has  repeatedly  emphasized  that 
it  is  the  station  licensee  who  is  responsi- 
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ble  for  the  conduct  of  the  station  and  for 
the  operation  in  the  public  interest  and 
the  Commission  has  required  that  this 
responsibility  be  not  delegated  whether 
by  contract  or  otherwise  to  another. 
This  principle  oi  licensee  responsibility, 
which  the  Commission  has  consistently 
applied,  was  expressly  recognized  and 
approved  by  the  Supreme  Court  in  the 
case  of  National  Broadcasting  Company 
V.  United  States,  319  U.  S.  190  <  1943) . 

In  accordance  with  the  principle  of 
licensee  responsibility,  the  Commission 
has  heretofore  determined  that  it  is  not 
in  the  public  interest  and  inconsistent 
with  the  nature  of  the  rights  conferred 
by  a  license  under  the  Communications 
Act  and  duties  for  owners  of  radio  sta- 
tions as  part  of  the  consideration  for  the 
transfer  of  such  stations,  to  reserve  the 
right  to  the  use  of  radio  time  on  the  sta- 
tion being  sold,  to  attempt  to  obtain  a 
right  of  reverter  of  license,  or  to  obtain 
other  rights  which  under  the  Communi- 
cations Act  can  be  exercised  only  by  li- 
censees.  Churchill  Tabernacle  v.  Federal 
Communications   Commission,    81    App. 
D.  C.  411.  160  P.  2d  244  tU.  S.  App.  D.  C. 
19471.    Paragraph  (a)  of  §§3.109.  3.241, 
and  3.641  embodies  in  the  form  of  a  regu- 
lation the  Commission's  consistent  inter- 
pretation of  the  provisions  and  require- 
ments  of   the  Communications   Act   in 
licensing   and   other   proceedings.     Nor 
would  it  appear  that  such  requirements, 
so  long  as  they  are  properly  within  the 
scope  of  the  Commission's  authority,  are 
improper  merely  because  they  apply  to 
existing  arrangements.    National  Broad- 
casting Company  v.  United  States,  319 
U.  S.  190  "  1943  •  ;  Churchill  Tabernacle  v. 
Federal  Communications  Commission. 

In  order  to  avoid  undue  hardship  to 
licensees  who  entered  into  such  contracts 
in  good  faith  at  a  time  when  Commission 
policv  with  respect  to  such  matters  was 
not  clear,  and  who  fully  disclosed  such 
contracts  to  the  Commission,  the  Com- 
mission has  in  the  past  permitted  such 
licensees  to  secure  renewal  of  licenses 
upon  entering  into  appropriate  modifica- 
tions of  such  contracts.    The  Commis- 
sion, however,  recognizes  that  the  parties 
in  many  instances  are  not  in  a  position 
to  take  advantage  of  this  procedure  since 
they  do  not  know  what  standards  they 
must  conform  to  in  modifying  their  con- 
tracts.    Accordingly,  paragraph   <b)   of 
§§3.109,  3.241,  and  3.641  set  forth  the 
minimum  conditions  which  must  be  com- 
plied with  before  such  modification  of 
contracts  will  be  approved  by  the  Com- 
mission. 

In  arriving  at  these  determinations, 
the  Commission  recognizes  that  persons 
who  have  made  contracts  with  respect  to 
the  reservation  of  radio  time  in  connec- 
tion with  the  sale  of  a  radio  station  have 
equities  in  these  contracts  which  the 
Commission  can  appropriately  recognize 
to  the  extent  that  it  is  able  to  do  so  con- 
sistent with  the  requirement  of  the  Com- 
munications Act.  and  the  proper  dis- 
charge of  the  Commission's  responsibil- 
ities under  it.  In  promulgating  the  sec- 
tions set  out  below  the  Commission  feels 
that  It  has  given  recognition  to  these 
equities  In  accordance  with  the  principles 
enunciated  in  Churchill  Tabernacle  v. 
Federal  Communications  Commission,  81 


App.  D.  C.  411.  160  P.  2d  244  (U.  S.  App. 
D   C    1947 ».     Paragraphs  <b)    <1),  (2), 
and  (3)  of  §§3.109.  3.241.  and  3.641  are 
all  based  upon  the  Commissions  deter- 
mination that  under  the  Communica- 
tions Act  of  1934.  the  determination  of 
radio  program  material  Is  the  responsi- 
bility of  the  individual  station  licensee 
and  that  this  responsibility  cannot  be 
fettered  in  such  a  way  as  to  make  the 
exercise   of   that   responsibility   at   any 
time  impossible.     Paragraphs  (bu4)  and 
(5)  of  5§  3.109,  3.241,  and  3.641  are  based 
upon  sections  301   anc\|309   (b)    of  the 
Communications  Act  which  make  clear 
that  licensees  do  not  possess  any  prop- 
erty rights  in  license.    It  therefore  ap- 
pears to  be  clearly  contrary  to  the  public 
Interest  to  permit  the  rights  granted  by 
licenses  to  be  the  subject  of  encumbrance 
by   creation    of    interests    enduring    in 
perpetuity    or    for    unreasonably    long 
periods  of  time.   In  providing  that  agree- 
ments of  the  type  under  consideration 
shall  contain  a  certain  expiration  date 
which  shall  not  extend  beyond  February 
15.  1964.  the  Commission  has  taken  into 
consideration   that   In   an   industry   as 
dynamic  as  radio,  which  is  not  yet  even 
3(y  years  old.  a  contract  of  this  nature 
which  would  still  have  15  years  before  its 
termination  is  a  contract  of  very  long 
duration.    It  is  to  be  noted  that  in  an 
agreement    entered    into    by   J.    Frank 
Norris,  one  of  the  parties  appearing  in 
this  matter,  and  the  Tarrant  Broadcast- 
ing Company,  licensee  of  Station  KFJZ. 
the  parties  have  themselves  provided  that 
the  agreement  shall  not  extend  beyond 
15  years.    Under  those  circumstances,  it 
appears  that  paragraphs  <b>  <4)  and  (5) 
of  §§3  109.  3.241.  and  3.641  adequately 
preserve  the  interests  of  those  parties 
who  have  contracts  with  Ucensees  with 
respect  to  the  reservation  of  time. 

Several  parties  have  objected  to  the 
Commission's  original  proposal  to  pro- 
vide that  all  such  agreements  contain  an 
express  provision  giving  the  licensee  the 
right  at  any  time  to  terminate  the  con- 
tract at  his  own  discretion  upon  the  pay- 
ment of  a  lump  sum  or  periodic  pay- 
ments.    It  was  contended  that  giving  a 
licensee  such  unlimited  power  to  termi- 
nate such  a  contract  was  unreasonable 
in  view  of  the  unfavorable  situation  in 
which  it  places  the  other  parties  to  such 
contracts  who  had  bargained  for  radio 
time  and  not  a  lump  sum  or  periodic 
cash  payments.    In  order  to  protect  the 
equities  of  such  persons  paragraph  (b> 
(6»     of    §§3.109.    3.241.    and    3.641    as 
adopted  hereinunder  provides  that  the 
exercise  of  a  right  of  termination  shall 
be  based  on  substantial  cause  as  in  cir- 
cumstances  under   which   the   licensee 
proposes  to  assign  the  license  or  to  trans- 
fer control  of  a  corpwrate  licensee  and 
the  contract  providing  for  the  reserva- 
tion of  time  constitutes  a  hindrance  to 
such  assignment  or  transfer.    It  is  be- 
lieved that  such  a  right  of  termination 
is  necessary  in  order  that  the  opportunity 
of  licensees  to  make  provisions  under  sec- 
tion 310  (a)  of  the  Communications  Act 
should  not  be  hampered,  and  third  par- 
ties who  may  assume  the  duties  of  a 
licensee,  with  the  Commission's  consent, 
should  not  be  required  to  abide  by  such 
conditions  as  are  set  out  In  these  con- 
tracts if  in  their  judgment  they  desire 
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to  make  other  program  plans  in  fulfilling 
their  responsibilities  as  a  licensee.  Fur- 
ther examples  of  when  the  licensee  would 
be  permitted  to  exercise  his  right  of 
termination  Is  when  the  licensee  acquires 
a  network  affiliation  or  there  is  consist- 
ent disagreement  as  to  programs  between 
the  parties.  It  Is  felt,  however,  that  the 
provision  that  the  amount  initially  fixed 
shall  thereafter  decrease  as  the  amount 
of  time  reserved  is  decreased  by  the 
performance  of  the  contract  is  both  fair 
and  necessary.  The  equities  of  persons 
who  have  contracted  with  licensees  for 
reservation  of  time  are  not  prejudiced 
since  the  equities  of  such  persons  are  of 
necessity  diminished  as  they  receive  the 
radio  time  for  which  they  bargained. 
Sections  3  109.  3.241,  and  3.641  provide 
that  in  connection  with  consideration  of 
proposed  amounts  to  be  paid  upon  the 
exercise  of  termination,  the  Commission 
will  consider  the  amount  by  which  con- 
sideration in  return  for  the  transfer  of 
the  station  was  decreased  by  reason  of 
the  reservation  of  time  or  the  present 
value  of  the  radio  time  still  reserved  and 
unused  as  of  the  date  of  the  exercise  of 
the  ^pht  of  termination.  It  Is  felt  that 
these  provisions  adequately  take  into 
consideration  the  equities  of  all  persons. 
Accordingly,  in  accordance  with  the 
authority  of  sections  301,  303  (r),  307, 
308  (b),  309  and  319  of  the  Communi- 
cations Act  of  1934.  as  amended,  §§  3.109, 
3  241  and  3.641  are  adopted  effective 
February  15.  1949.  as  set  forth  below. 

(Sees.  301.  307,  308,  309.  319.  48  Stat. 
1081,  1083,  1084,  1085.  1089. sec.  6  (b),  50 
Stat.  191;  47  U.  S.  C.  301.  303  (r),  307. 
308  (b).  309,  319) 

Adopted :  January  6.  1949. 

Released:  January  7.  1949. 

Federal  Coiutunications 
cobcmission, 
[seal]        T.  J.  Slowie, 

Secretary. 

5  3.109  Special  rules  relating  to  con- 
tracts providing  for  reservation  of  time 
upon  sale  of  a  station,  (a)  No  license, 
renewal  of  license,  assignment  of  license, 
or  transfer  of  control  of  a  corporate  li- 
censee shall  be  granted  or  authorized  to 
a  standard  broadcast  station  which  has 
a  contract,  arrangement  or  understand- 
ing, express  or  imphed.  pursuant  to 
which,  as  consideration  or  partial  con- 
sideration for  the  assignment  of  license- 
or  transfer  of  control,  the  assignor  of  a 
station  license  or  the  transferor  of  stock, 
where  transfer  of  a  corporate  Ucensee  is 
Involved,  or  the  nominee  of  such  as- 
signor or  transferor  retains  any  right  of 
reversion  of  the  license  or  any  right  to 
the  reassignment  of  the  license  in  the 
future,  or  reserves  the  right  to  use  the 
facilities  of  the  station  for  any  period 
whatsoever. 

(b)  In  the  case  of  assignment  of  li- 
cense or  transfer  of  control  of  a  corpo- 
rate licensee  approved  by  the  Commis- 
sion before  the  effective  date  of  this  sec- 
tion. February  15.  1949,  involving  a 
contract,  arrangement  or  understanding 
of  the  type  covered  by  paragraph  (a) 
of  this  section  and  the  existence  and 
terms  of  which  were  fully  disclosed  to 
the  Commission  at  the  time  of  execu- 
tion, the  Commission  will  give  considera- 
No.  9 4 
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tlon  to  the  issuance  of  a  license  despite 
the  existence  of  such  contract,  arrange- 
ment or  understanding.  If  the  parties 
thereto  modify  such  contract  within  6 
months  from  the  effective  date  of  this 
section.  Such  modifications  will  be  con- 
sidered on  the  facts  of  each  case  but  no 
such  modification  will  be  approved  un- 
less the  modified  contract  contains  at 
least  the  following  provisions: 

(1)  A  maximum  limitation  of  the  time 
subject  to  reservation  so  that  no  more 
than  12  hours  per  week  shall  be  subject 
to  reservation,  of  which  no  more  than  4 
hours  shall  be  on  any  given  day. 

(2)  A  clause  providing  that  the  li- 
censee reserves  the  right  to  reject  or  re- 
fuse programs  which  he  reasonably 
believes  to  be  unsatisfactory  or  unsuit- 
able or  for  which,  in  his  opinion,  a  pro- 
gram of  outstanding  local  or  national 
Importance  should  be  substituted,  but 
provision  may  be  made  for  the  substitu- 
tion of  other  radio  time  for  programs  so 
rejected  or  for  the  payment  at  the  sta- 
tion card  rate  for  the  time  made  unavail- 
able. 

(3)  A  prohibition  against  the  resale  or 
reassignment  of  any  of  the  broadcast 
time  reserved  by  such  modified  contract. 

<4)  An  express  negation  of  any  right 
with  respect  to  reversion  or  reassignment 
of  license. 

(5)  An  express  provision  setting  forth 
a  definite  expiration  date  of  the  contract, 
arrangement  or  understanding.  Such 
expiration  date  shall  not  extend  beyond 
February  15.  1964  and  shall  in  no  event 
extend  beyond  the  expiration  date  origi- 
nally provided  for  In  any  such  contract, 
agreement  or  understanding,  in  the  event 
that  such  expiration  date  is  a  date  prior 
to  February  15,  1964. 

(6)  An  express  provision  giving  to  the 
licensee  the  right  to  terminate  the  con- 
tract, arrangement  or  understanding  for 
substantial  cause.  Including,  but  not 
limited  to,  the  assignment  of  license  or 
the  transfer  of  control  of  a  corporate 
licensee,  consistent  disagreement  over 
programs  between  the  parties,  or  the  ac- 
quisition of  a  network  affiliation  by  the 
licensee,  upon  the  payment  of  a  lump 
sum  or  periodic  payments,  and  providing 
that  the  amount  initially  fixed  shall 
thereafter  decrease  as  the  amount  of 
time  reserved  Is  decreased  by  perform- 
ance of  the  contract.  Any  such  payment 
should  not  be  so  unduly  large  as  to  con- 
stitute In  practice  an  effective  deterrent 
to  the  licensee  exercising  thg  right  of 
termination.  In  determining  whether 
the  amount  is  unduly  large,  the  Commis- 
sion will  consider  the  amount  by  which 
consideration  in  return  for  the  transfer 
of  the  station  was  decreased  by  reason  of 
the  reservation  of  time  or  the  present 
value  of  the  radio  time  still  reserved  and 
unused  as  of  the  date  of  the  exercise  of 
the  right  of  termination. 

§  3.241  Special  rules  relating  to  con- 
tracts providing  for  reservation  of  time 
upon  sale  of  a  station,  (a)  No  license, 
renewal  of  license,  assignment  of  license, 
or  transfer  of  control  of  a  corporate  li- 
censee-shall be  granted  or  authorized  to 
a  FM  broadcast  station  which  has  a  con- 
tract, arrangement  or  understanding, 
express  or  implied,  pursuant  to  which, 
as  consideration  or  partial  consideration 
for  the  assignment  of  license  or  transfer 
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of  control,  the  assignor  of  a  station  li- 
cense or  the  transferor  of  stock,  where 
transfer  of  a  corporate  licensee  is  in- 
volved, or  the  nominee  of  such  assignor 
or  transferor  retains  any  right  of  re- 
version of  the  license  or  any  right  to  the 
reassignment  of  the  license  in  the  future, 
or  reserves  the  right  to  use  the  facilities 
of  the  station  for  any  period  whatsoever. 
( b)  In  the  case  of  assignment  of  license 
or  transfer  of  control  of  a  corporate  li- 
censee approved  by  the  Commission  be- 
fore the  effective  date  of  this  section, 
February  15.  1949.  involving  a  con- 
tract, arrangement  or  understanding  of 
the  type  covered  by  paragraph  (a)  of 
this  section  and  the  existence  and  terms 
of  which  were  fully  disclosed  to  the  Com- 
mission at  the  time  of  execution,  the 
Commission  will  give  consideration  to  the 
issuance  of  a  license  despite  the  existence 
of  such  contract,  arrangement  or  under- 
standing, if  the  parties  thereto  modify 
such  contract  within  6  months  from  the 
effective  date  of  this  section.  Such  modi- 
fication will  be  considered  on  the  facts 
of  each  case  but  no  such  modification 
will  be  approved  unless  the  modified  con- 
tract contains  at  least  the  following 
provisions : 

(1)  A  maximum  limitation  of  the  time 
subject  to  reservation  so  that  no  more 
than  12  hours  per  week  shall  be  subject 
to  reservation,  of  which  no  more  than 
4  hours  shall  be  on  any  given  day. 

(2)  A  clause  providing  that  the  li- 
censee reserves  the  right  to  reject  or 
refuse  programs  which  he  reasonably 
believes  to  be  unsatisfactory  or  unsuit- 
able or  for  which,  in  his  opinion,  a  pro- 
gram of  outstanding  local  or  national 
importance  should  be  substituted,  but 
provision  may  be  made  for  the  substitu- 
tion of  other  radio  time  for  programs 
so  rejected  or  for  the  payment  at  the 
station  card  rate  for  the  time  made  mn- 
available. 

(3)  A  prohibition  against  the  resale 
or  reassignment  of  any  of  the  broadcast 
time  reserved  by  such  modified  contract. 

(4)  An  express  negation  of  any  right 
with  respect  to  reversion  or  reassignment 
of  license. 

<5)  An  express  provision  setting  forth 
a  definite  expiration  date  of  the  contract 
arrangement  or  understanding.  Such 
expiration  date  shall  not  extend  beyond 
February  15,  1964  and  shall  in  no  event 
extend  beyond  the  expiration  date  orig- 
inally provided  for  In  any  such  contract, 
agreement  or  understanding,  in  the  event 
that  such  expiration  date  is  a  date  prior 
to  February  15,  1964. 

(6)  An  express  provision  giving  to  the 
licensee  the  right  to  terminate  the  con- 
tract, arrangement  or  understanding  for 
substantial  cause,  including,  but  not 
limited  to,  the  assignment  of  license  or 
the  transfer  of  control  of  a  corporate 
licensee,  consistent  disagreement  over 
programs  between  the  parties,  or  the  ac- 
quisition of  a  network  affiliation  by  the 
licensee,  upon  the  payment  of  a  lump 
sum  or  periodic  payments,  and  providing 
that  the  amount  initially  fixed  shall 
thereafter  decrease  as  the  amount  of 
time  reserved  is  decreased  by  perform- 
ance of  the  contract.  Any  such  payment 
should  not  be  so  unduly  large  as  to  con- 
stitute in  practice  an  effective  deterrent 
to  the  licensee  exercising  the  right.    In 
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determining  whether  the  amount  Is  un- 
duly large,  the  Commission  will  consider 
the  amount  by  which  consideration  In  re- 
turn for  the  transfer  of  the  station  was 
decreased  by  reason  of  the  reservation  of 
time  or  the  present  value  of  the  radio 
time  still  reserved  and  unused  as  of  the 
date  of  the  exercise  of  the  right  of  ter- 
mination. 

§  3.641    Special  rules  relating  to  con- 
tracts providing  for  reservation  of  time 
upon  sale  of  a  station,     (a)  No  license, 
renewal  of  license,  assigrunent  of  license. 
or  transfer  of   control  of   a  corporate 
licensee  shall  be  granted  or  authorized 
to  a  television  broadcast  station  which 
has  a  contract,  arrangement  or  under- 
standing, express  or  Implied,  pursuant  to 
which,  as  consideration  or  partial  con- 
sideration for  the  assignment  of  license 
or  transfer  of  control,  the  assignor  of  a 
station  license  or  the  transferor  of  stock, 
where  transfer  of  a  corporate  licensee  is 
involved,  or  the  nominee  of  such  assignor 
or  transferor  retains  any  right  of  rever- 
sion of  the  license  or  any  right  to  the 
reassignment  of  the  license  In  the  future, 
or  reserves  the  right  to  use  the  facilities 
of  the  station  for  any  period  whatsoever, 
(b)  In  the  case  of  assignment  of  li- 
cense or  transfer  of  control  of  a  cor- 
porate licensee  approved  by  the  Com- 
mission before  the  effective  date  of  this 
section.     February     15,     1949,     involv- 
ing a  contract,  arrangement  or  under- 
standing of  the  type  covered  by  para- 
graph (a)  of  this  section  and  the  exist- 
ence and  terms  of  which  were  fully  dis- 
closed to  the  Commission  at  the  time  of 
execution,  the  Commission  will  give  con- 
sideration to  the  Issuance  of  a  license 
despite  the  existence  of  such  contract, 
arrangement  or  understanding,   if  the 
parties    thereto    modify   such    contract 
within  6  months  from  the  effective  date 
ofthis  section.  Such  modifications  will  be 
considered  on  the  facts  of  each  case  but 
no  such  modification  will  be  approved 
unless  the  modified  contract  contains  at 
least  the  following  provisions: 

(1)  A  maximum  limitation  of  the  time 
subject  to  reservation  so  that  no  more 
than  12  hours  per  week  shall  be  subject 
to  reservation,  of  which  no  more  than 
4  hours  shall  be  on  any  given  day. 

(2)  A  clause  providing  that  the  li- 
censee reserves  the  right  to  reject  or  re- 
fuse programs  which  he  reasonably  be- 
lieves to  be  unsatisfactory  or  unsuitable 
or  for  which,  in  his  opinion,  a  program 
of  outstanding  local  or  national  impor- 
tance should  be  substituted,  but  pro- 
vision may  be  made  for  the  substitution 
of  other  radio  time  for  programs  so  re- 
jected or  for  the  payment  at  the  station 
card  rate  for  the  time  made  unavailable. 

(3>  A  prohibition  against  the  resale  or 
reassignment  of  any  of  the  broadcast 
time  reserved  by  such  modified  contract. 

(4)  An  express  negation  of  any  right 
wtth  respect  to  reversion  or  reassignment 
of  license. 

(5>  An  express  provision  setting  forth 
a  definite  expiration  date  of  the  con- 
tract, arrangement  or  understanding. 
Such  expiration  date  shall  not  extend 
beyond  February  15.  1964.  and  shall  in 
no  event  extend  beyond  the  expiration 
date  originally  provided  for  in  any  such 
contract,  agreement  or  understanding, 
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In  the  event  that  such  expiration  date  Is 
a  date  prior  to  February  15.  1964. 

(6>  An  express  provision  giving  to  the 
licensee  the  right  to  terminate  the  con- 
tract, arrangement  or  understanding  for 
substantial  cause.  Including,  but  not  lim- 
ited to.  the  assignment  of  license  or  the 
transfer  of  control  of  a  corporate  li- 
censee,   consistent    disagreement    over 
programs  between  the  parties,  or  the  ac- 
quisition of  a  network  aflaiiation  by  the 
licensee,  upon  the  payment  of  a  lump 
sum  or  periodic  payments,  and  providing 
that   the   arhount   Initially   fixed   shall 
thereafter  decrease  as  the  amount  of 
time  reserved  is  decreased  by  perform- 
ance of  the  contract.     Any  such  pay- 
ment should  not  be  so  unduly  large  as 
to  constitute  In  practice  an  effective  de- 
terrent to  the   licensee   exercising  the 
right.      In    determining    whether    the 
amount  Is  unduly  large,  the  Commission 
will  consider  the  amount  by  which  con- 
sideration in  return  for  the  transfer  of 
the  station  was  decreased  by  reason  of 
the  reservation  of  time  or  the  present 
value  of  the  radio  time  still  reserved  and 
unused  as  of  the  date  of  the  exercise  of 
the  right  of  termination. 
[F.    R.    D«c.    49-308:    Filed.    Jan.    12.    1949; 
8:51  a.  ml 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  A — Incoin*  and  Exc«««  Profit*  Taxes 
IT.T).  5684) 

Part   29— Incoih   Tax;    Taxable   Years 
Beginning  After  December  31,  1941 

taxation  or  amounts  received  as  annuity 

UNDER  ANNOTTY  OR  ENDOWMENT  CONTRACT 

On  September  30.  1948.  notice  of  pro- 
posed rule  making  relating  to  taxation 
of  amounts  received  as  an  annuity  under 
an  annuity  or  endowment  contract  was 
published  In  the  Federal  Register  (13 
F.  R.  5663  >.  After  consideration  of  all 
such  relevant  patter  as  was  presented 
by  Interested  persons  regarding  the  pro- 
posal, the  following  amendments  to  Reg- 
ulations 111  ^26  CFR.  Part  29)  are  here- 
by adopted. 

Paragraph  1.  Section  29.22  (b)  (2)-l  Is 
amended  by  adding  at  the  end  thereof 
the  following:  "For  purposes  of  the  pre- 
ceding sentence,  the  term  'amounts  re- 
ceived liefore  the  taxable  year  under 
such  policy'  shall  not  be  construed  to 
Include  so  much  of  any  payments  as 
were  Included  in  gross  income  as  amounts 
received  as  an  annuity  under  an  annuity 
or  endowment  contract  for  taxable  years 
ending  prior  to  but  not  on  December  31, 
1948.  Appropriate  adjustment  will  be 
required  with  respect  to  such  payments, 
or  portion  thereof,  so  included  as  form 
the  basis  of  a  pending  or  successful  claim 
or  suit  for  refund.  For  definition  of 
•annuity'  see  §  29.22  (b»    (2)-2." 

PAR.  2.  Section  29.22  (b)  (2) -2  Is 
amended  as  follows: 

(A)  The  first  sentence  of  the  first 
paragraph  thereof  Is  stricken  out  and 
there  is  inserted  in  lieu  thereof  the  fol- 
lowing : 

§  29.22  (b)  (2) -2  Annuities.  As  used 
in  section  22  (b)  (2)  (A),  "amounts  re- 


ceived as  an  annuity  under  an  annuity 
or  endowment  contract"  means  amounts 
(based  on  a  computation  with  reference 
to  life  expectancy  and  mortality  tables 
and  payable  over  a  period  longer  than 
one  year)  received  in  periodical  install- 
ments, whether  annually,  semiannually, 
quarterly,  monthly,  or  otherwise.  For 
adjustment  in  the  case  of  amounts  re- 
ceived in  periodical  installments  for  a 
fixed  period  and  included  In  gross  In- 
come for  taxable  years  ending  prior  to 
but  not  on  December  31.  1948.  as  an  an- 
nuity under  an  annuity  or  endowment 
contract  see  §29.22  (b)  (2)-l. 

(B)  The  fourth  sentence  of  the  first 
paragraph  thereof  Is  stricken  out  and 
there  Is  Inserted  in  lieu  thereof  the  fol- 
lowing: "Annuities  paid  to  retired  em- 
ployees pursuant  to  the  Civil  Service  Re- 
tirement Act  of  May  29.  1930.  46  Stat. 
468.  475.  as  amended  (5  U.  S.  C,  chapter 
14;  and  Public  Law  426.  approved  Febru- 
ary 28.  1948.  62  Stat.  48).  are  subject  to 
section  22  (b)  (2).  the  aggregate  pre- 
miums or  consideration  paid  for  such 
annuities  being  the  total  of  the  amounts 
previously  withheld  from  the  compensa- 
tion of  the  employees." 

Par.  3.  This  Treasury  decision  sTlall  be 
effective  on  the  31st  day  after  the  date 
of  Its  publication  In  the  Federal  Regis- 
ter. 

(Sees.  62  and  3791  of  I.  R.  C.  (53  Stat. 
32.  467 ;  26  U.  S.  C.  62.  3791 ) ) 

fSEALl  Geo.  J.  Schoeneman. 

Commissioner  of  Internal  Revenue. 

Approved:  January  7.  1949. 

Thomas  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-297;    Filed.    Jan.    12,    1949; 
8:49  a.  m.) 


Subchapter  C — Mitcellaneoui  Excite  Tax** 
|T.   D.   39) 

Part  152 — Regulation^  Under  The 
Marihuana  Tax  Act  of  1937 

special  tax  on,  registration  of,  and  ex- 
emption   FOR     certain    transfers    TO. 

millers 

On  October  23, 1948,  notice  of  proposed 
rule  making,  regarding  amendment  of 
marihuana  tax  regulations  with  respect 
to  status  of  millers,  made  necessary  by 
section  10  of  the.  act  of  March  8,  1946, 
(Sec.  10.  60  Stat.  40;  26  U.  S.  C.  3231)  was 
published  in  the  Federal  Register  (13 
F.  R.  6250).  No  objection  to  the  rules 
propo.sed  having  been  received,  the 
amendments  set  forth  below  are  hereby 
adopted.  The  amendments  are  made  in 
order  to  conform  Marihuana  Regulations 
1.  with  said  section  10  of  the  act  of 
March  8.  1946. 

Regulations  No.  1  (26  CFR.  Part  152>, 
but  only  as  prescribed  and  made  appli- 
cable to  the  Internal  Revenue  Code  by 
Treasury  Decision  4884.  approved  Feb- 
ruary 11. 1939  (Note.  26  CFR,  Cum.  Supp.. 
page  5875 >.  are  amended  as  follows: 

Paragraph  1.  Article  2  (§152.2)  Is 
amended  by  relettering  paragraphs  (e» 
to  (h)  inclusive,  (f)  to  (i)  Inclusive,  and 
by  Inserting  after  paragraph  (d)  a  new 
paragraph  (e),  which  reads  as  follows: 

§  152.2    Meaning  of  terms.     *     *     * 
(e)  The  term  "miller"  means  any  per- 
son who  at  a  mill  manufacturers  or  pro- 
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duces  from  the  plant  Cannabis  sativa  L. 
any  fiber  or  fiber  products. 

Par.  2.  There  Is  inserted  immediately 
preceding  Article  3  (§152.3),  the  fol- 
lowing: 

8bc.  3231.  RnasTHATioN  (Internal  Revenxie 
Cbde). 

(a)  In  general.  Any  person  subject  to  the 
tax  Imposed  by  section  3230  shall,  upon  pay- 
ment of  such  tax,  register  his  name  or  style 
and  his  place  or  places  of  business  with  the 
collector  of  the  district  In  which  such  place 
or  places  at  buslnefls  are  located. 

(b)  Special  requirements  for  millers.  The 
Secretary  shall  not  permit  the  registration  of 
any  person  under  this  section  as  a  person 
required  to  pay  the  tax  Imposed  by  section 
8230  (a)  (6).  unless  In  the  opinion  of  the 
Secretary  auch  person  (or  if  a  corporation, 
each  officer  thereof )  Is  a  person  of  good  moral 
character  and  unless  In  the  opinion  of  the 
Secretary  sueh  person  is  a  person  of  suitable 
financial  standing,  Intends  to  engage  In  good 
faith  In  the  business  of  manufacturing  or 
producing  fiber  or  fiber  products  from  the 
plant  Cannabis  sativa  L.  on  a  commercial 
basis,  and  Is  not  seeking  registration  imder 
this  section  for  the  purpose  of  facilitating 
the  unlawful  diversion  of  marihuana.  Any 
person  who  is  registered  under  this  section 
and  has  paid  the  tax  Imposed  by  section 
8230  (a)  (6)  shall  afford  agents  of  the  Bureau 
of  Narcotics  ready  access  at  aU  times  to  any 
part  of  the  premises  of  the  mill  or  other 
premises  of  such  person  and  the  right  to  In- 
spect any  and  all  books,  papers,  records,  or 
documents  connected  with  the  activities  of 
such  person  In  dealing  In,  manufacturing, 
and  processing  Cannabis  sativa  L.  and  fiber  or 
fiber  products  thereof,  and  the  handling  of 
marihuana.  The  Secretary  may  cancel  or 
may  refuse  to  renew,  after  notice  and  oppor- 
tunity for  hearing,  the  registration  of  any 
such  person  If  he  finds  that  such  person  has 
not  compiled  or  is  not  compljrlng  with  the  re- 
quirements of  this  subsection,  or  If  he  finds 
that  grounds  exist  which  would  Justify  the 
refusal  to  permit  the  original  registration  of 
such  person  under  this  section.  [As  added 
by  sec.  10  (c),  60  Stat.  40;  26  U.  S.  C.  3231 
(b)| 

Par.  3.  The  first  sentence  of  Article  3 
(§  152.3)  Is  amended  by  substituting  a 
comma  for  the  period  after  the  word 
"marihuana"  at  the  end  thereof,  and 
adding  "or  who  manufactures  or  pro- 
duces any  fiber  or  fiber  products  from  the 
plant  Cannabis  sativa  L." 

Par.  4.  Immediately  after  Article  4 
(§  152.4).  there  Is  Inserted  the  following: 

§  152.4a  Investigation  of  millers'  ap- 
plications, (a)  All  applications  filed  by 
millers  on  Form  678c  shall  be  referred 
by  the  collector  to  the  appropriate  nar- 
cotic district  supervisor  for  Investiga- 
tion, report,  and  recommendation.  Ap- 
plications on  Form  678c  for  rereglstra- 
tlon  shall  also  be  referred  by  the  collec- 
tor to  the  appropriate  narcotic  district 
supervisor  for  Investigation,  report,  and 
recommendation,  if  the  collector  is  in 
doubt  as  to  the  applicant's  being  law- 
fully entitled  to  engage  in  the  activity  for 
which  he  seeks  registration. 

(b)  In  the  case  of  applications  which 
have  been  so  referred,  the  collector  shall 
not  Issue  a  special  tax  stamp  In  connec- 
tion with  any  registration  until  Informa- 
tion has  been  submitted  to  him  by  the 
narcotic  district  supervisor,  that  the  ap- 
plicant Is  lawfully  entitled  to  engage  in 
the  activity  in  the  district  in  which  he 
seeks  registration. 

(c)  Upon  receipt  of  such  application 
for   registration   or   reregistration,   the 
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narcotic  district  supervisor  shall  Imme- 
diately cause  an  investigation  to  be  made 
of  the  applicant  to  determine  whether 
he  meets  the  qualifications  set  forth  in 
section  3231  (b)  of  the  Internal  Reve- 
nue Code.  In  the  case  of  a  new  applicant 
particularly,  the  Investigation  shall  in- 
clude a  comprehensive  inquiry  to  deter- 
mine whether  the  applicant  is  equipped 
with  technical  facilities  and  technical 
skill  adequate  to  establish  and  maintain 
the  proposed  milling  operation  with  rea- 
sonable degree  of  eflBclency;  whether  the 
applicant  has  a  market  for  the  prospec- 
tive fiber  products;  and  whether  there 
are  or  will  be  appropriate  safeguards 
against  diversion  of  marihuana  while  en 
route  to.  or  at.  the  mill  premises.  The 
narcotic  district  supervisor  shall  make  a 
complete  report  of  the  result  of  the  in- 
vestigation, with  a  statement  of  his  find- 
ings and  his  recommendation,  to  the 
Commissioner  of  Narcotics  who  will  no- 
tify the  district  supervisor  of  his  ap- 
proval or  disapproval  of  the  application, 
or  direct  that  more  information  be  fur- 
nished or  that  additional  investigation 
be  made  before  decision  of  approval  or 
disapproval  is  made. 

(d)  Upon  receipt  of  said  notification, 
the  narcotic  district  supervisor  shall  re- 
turn the  application  to  the  collector  with 
a  statement  that  it  has  been  approved 
or  disapproved  by  the  Commissioner  of 
Narcotics  including,  in  case  of  disap- 
proval, representation  of  the  points 
wherein  the  applicant  lacks  statutory 
qualification.  The  application  together 
with  the  statement  shall  be  retj^ned  to 
the  collector  within  twenty  d^s  from 
date  of  receipt  of  the  application  by  the 
district  supervisor,  unless  a  lAiger  time 
shall  be  required  within  whJch  to  com- 
plete an  investigation  andf  report.  In 
the  latter  event  the  district  supervisor 
shall,  upon  or  before  the  expiration  of 
the  said  twenty  days,  notify  the  collector 
stating  the  estimated  additional  time  re- 
quired. 

(e)  If  the  application  is  returned  dis- 
approved, the  collector  shall  so  notify 
the  applicant  with  a  statement  of  the 
points  wherein  he  lacks  the  necessary 
qualifications,  and  shall  deny  him  reg- 
istration. 

(f )  If  the  narcotic  district  supervisor 
shall  find,  after  Investigation,  that  a 
miller  already  registered  has  not  com- 
plied or  is  not  complying  with  the  re- 
quirements of  section  3231  (b)  of  the 
Internal  Revenue  Code,  or  that  grounds 
exist  which  would  justify  the  refusal  to 
permit  the  original  registration  of  such 
person  under  said  section,  he  shall  re- 
port the  result  of  his  investigation,  with 
a  statement  of  his  findings  and  his  rec- 
ommendation, to  the  Commissioner  of 
Narcotics  whether  or  not  an  application 
by  the  miller  for  reregistration  (re- 
newal) has  been  submitted  or  is  pending. 
The  Commissioner  of  Narcotics  may  di- 
rect that  more  information  be  furnished 
or  that  additional  investigation  be  made 
before  decision  is  made  in  the  case.  The 
final  decision  of  the  Commissioner  of 
Narcotics  shall  be  communicated  to  the 
narcotic  district  supervisor  and  if  ad- 
verse to  the  registrant,  will  Include  a 
statement  showing  wherein  said  regis- 
trant is  deemed  to  be  disqualified. 

The  collector  shall  Immediately  notify 
the  registrant  of  an  adverse  decision  with 
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the  Included  statement  of  disqualifica- 
tion, and  that  his  current  registration  is 
canceled  and  that  reregistration  will  be. 
or  If  application  is  pending  is.  denied. 
As  the  public  health,  interest  and  safety 
require  otherwise,  the  registrant  shall 
not  be  accorded  opportunity  to  demon- 
strate or  achieve  compliance  with  the 
lawful  requirements  before  cancellation 
of  registration  or  denial  of  reregistration. 
Within  fifteen  days  from  the  date  of 
the  collector's  notification  of  cancellation 
of  existing  registration  or  denial  of  re- 
registration, the  registrant  so  notified 
may  request  a  hearing  by  letter  addressed 
and  mailed  to  the  Commissioner  of  Nar- 
cotics. Washington  25,  D.  C.  Upon  re- 
ceipt of  timely  application,  the  Commis- 
sioner of  Narcotics  shall  arrange  a 
hearing  at  a  time  and  place  convenient 
to  the  parties,  but  effort  will  be  made  to 
hold  such  hearing  within  thirty  days,  be- 
fore a  hearing  officer  to  be  designated  by 
said  Commissioner  and  pursuant  to  rules 
to  be  hereafter  promulgated  and  pub- 
lished. 

Par.  5.  There  is  inserted  immediately 
preceding  Article  10  (§  152.10)  the  fol- 
lowing: 

• 

Sec.  3230.  Tax  (Internal  Revenue  Code). 

(a)  Liability  and  time  for  payment  of  tax. 
E^•ery  person  who  Imports,  manufactures, 
produces,  compounds,  sells,  deals  In,  dis- 
penses, prescribes,  administers,  or  gives  away 
marihuana  shall  (1)  before  engaging  In  any 
of  the  above-mentioned  activities,  and  (2) 
thereafter,  on  or  before  July  1  of  each  year, 
pay  the  following  special  taxes  respectively: 

(1)  Importers,  manufacturers,  and  com- 
pounders. Importers,  manufacturers,  and 
compounders  of  marihuana.  t24  per  year. 

(2)  Producers.  Producers  of  marihuana 
(except  those  Included  within  subdivision  (4) 
of  this  subsection).  $1  per  year,  or  fraction 
thereof,  during  which  they  engage  In  such 
activity. 

(3)  Physicians,  dentists,  veterinary  sur- 
geons, and  other  practitioners.  Physicians, 
dentists,  veterinary  surgeons,  and  other  prac- 
titioners who  distribute,  dispense,  give  away, 
administer,  or  prescribe  marihuana  to  pa- 
tients upon  whom  they  in  the  course  of  their 
professional  practice  are  in  attendance,  $1 
per  year  or  fraction  thereof  during  which  they 
engage  In  any  of  such  activities. 

(4)  Persons  engaged  in  research,  instruc- 
tion, or  analysis.  Any  person  not  registered 
as  an  importer,  manufacturer,  producer,  or 
compounder  who  obtains  and  uses  mari- 
huana in  a  laboratory  for  "the  purpose  of 
research.  Instruction,  or  analysis,  or  who 
produces  marihuana  for  any  such  purpose, 
$1  per  year,  or  fraction  thereof,  during  which 
he  engages  in  such  activities. 

(5)  Persons  not  otherwise  taxed.  Any 
person  who  is  not  a  physician,  dentist,  vet- 
erinary surgeon,  or  other  practitioner  and 
who  deals  in.  dispenses,  or  gives  away  mari- 
huana, $3  per  year;  Provided,  That  any  per- 
son who  has  registered  and  paid  the  special 
tax  as  an  importer,  manufacturer,  com- 
pounder, or  producer,  as  required  by  subdivi- 
sions (1)  and  (2)  of  this  subsection,  may  deal 
in,  dispense,  or  give  away  marihuana  Im- 
ported, manufactured,  compounded,  or  pro- 
duced by  him  without  further  payment  of 
the  tax  Imposed  by  this  section. 

(6)  Millers.  Any  person  who  at  a  mill 
manufactures  or  produces  from  the  plant 
Cannabis  sativa  L.  any  fiber  or  fiber  products, 
$1  per  year  or  fraction  thereof  during  which 
he  engaged  in  such  activities.  jSubpar.  (6) 
added  by  sec.  10  (b),  60  Stat.  40;  26  U.  S.  C. 
3230   (a)    (6)] 

Par.  6.  Article  10  (§  152.10)  is  amend- 
ed as  follows: 


182 


RULES  AND  REGULATIONS 


Thursday,  January  13,  1949 


OiB    11    Tn  nrHpr  trt  nrnvidp  amnle  on- 


FEDERAL  REGISTER 
TITIC   10 Pn(;TAL   SERVICE 


183 

(10)   liatter  acceptable  for  air  mail. 
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a.  There  Is  Inserted  In  the  table  under 
the  heading  "Class"  the  numeral  "VI"; 
under  the  heading  "Annual  tax  rate"  the 
numeral  "1";  and  under  the  heading 
"Persons  liable"  the  word  "Millers." 

b.  The  last  sentence  in  paragraph  two 
Is  amended  to  read  as  follows:  "Persons 
registering  in  classes  II,  IV,  V,  or  VI. 
shall  pay  the  tax  of  $1  a  year  or  for  any 
fractional  part  theceof.  regardless  of 
when  business  is  commenced." 

Par.  7.  Immediately  after  Article  16 
(5  152.16) ,  there  is  inserted  the  foUowing : 

§  152.16a  Millers.  Every  person  who 
at  a  mill  manufactures  or  produces  from 
the  marihuana  plant  any  fiber  or  fiber 
products  is  subject  to  tax  as  a  miller  at 
the  rate  of  $1  per  annum  or  fraction 
thereof  in  class  VI. 

Par  8.  The  last  sentence  in  the  first 
paragraph  of  Article  38  (§  152.38)  Is 
amended  to  read  as  follows:  "The  coupon 
stamps  are  issued  to  registrants  in  classes 
I  and  III.  and  the  stamps  without  cou- 
pons to  registrants  in  classes  n,  IV,  V, 
and  VI." 

Par.  9.  There  Is  inserted  Immediately 
preceding  Article  52  (§  152.52),  the  fol- 
lowing: 

Sec.  2591.  Order  Forms  (Internal  Revenue 
Code). 

(a)  General  requirement.  It  shall  be  un- 
lawful for  any  person,  whether  or  not  required 
to  pay  a  special  tax  and  register  under  sec- 
tions 3230  and  3231.  to  transfer  marihuana, 
except  In  pursuance  of  a  written  order  of  the 
person  to  whom  such  marihuana  Is  trans- 
ferred, on  a  form  to  be  Issued  In  blank  for 
that  purpose  by  the  Secretary. 

(b)  Exceptions.  Subject  to  such  regula- 
tions as  the  Secretary  may  prescribe,  noth- 
ing contained  In  this  section  shall  apply: 

(1)  Professional  practice.  To  a  transfer  of 
marihuana  to  a  patient  by  a  physician,  den- 
tist, veterinary  surgeon,  or  other  practitioner 
registered  under  section  3231.  In  the  course 
of  his  professional  practice  only:  Provided, 
That  such  physician,  dentist,  veterinary  sur- 
g^eon.  or  other  practitioner  shall  keep  a  rec- 
ord of  all  such  marihuana  transferred,  show- 
ing the  amount  transferred  and  the  name 
and  address  of  the  patient  to  whom  such 
marihuana  Is  traiisferred,  and  such  record 
shall  be  kept  for  a  period  of  two  years  from 
the  date  of  the  transfer  of  such  marihuana. 
and  subject  to  Inspection  as  provided  In  sec- 
tion 3593. 

(2)  Prescriptions.  To  a  transfer  of  mari- 
huana, made  In  good  faith  by  a  dealer  to  a 
consumer  under  and  In  pursuance  of  a  writ- 
ten prescription  Issued  by  a  physician,  den- 
tist, veterinary  surgeon,  or  other  practitioner 
registered  under  section  3231 :  Provided.  That 
such  prescription  shall  be  dated  as  of  the  day 
on  which  signed  and  shall  be  signed  by  the 
physician,  dentist,  veterinary  surgeon,  or 
other  practitioner  who  Issues  the  same:  Pro- 
vided further.  That  such  dealer  shall  preserve 
such  prescription  for  a  period  of  two  years 
from  the  day  on  which  such  prescription  Is 
filled  so  as  to  be  readily  accessible  for  In- 
spection by  the  officers,  agents,  employees, 
and  officials  mentioned  In  section  2595. 

(3)  Erportation.  To  the  sale,  exportation, 
•hlpment.  or  delivery  of  marihuana  by  any 
person  within  the  United  States,  any  Terri- 
tory, the  District  of  Columbia,  or  any  of  the 
Insular  possessions  of  the  United  States,  to 
any  person  in  any  foreign  country  regulating 
the  entry  of  marihuana,  if  such  sale,  ship- 
ment, or  delivery  of  marihuana  Is  made  In 
accordance  with  such  regulations  for  Impor- 
tation Into  such  foreign  country  as  are  pre- 
scribed by  such  foreign  country,  such  regula- 
tions to  b«  promulgated  from  time  to  time  by 
the  Secretary  of  State  of  the  United  States. 

(4)  Oovernment  and  State  officials.  To 
a  transfer  of  marihuana  to  any  officer  or 
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employee  of  the  United  States  Government 
or  of  any  State.  Territorial,  District,  county, 
or  municipal  or  Insulau-  government  lawfully 
engaged  In  making  purchases  thereof  for  the 
various  departments  of  the  Army  and  Navy, 
the  Public  Health  Service,  and  for  Govern- 
ment. State,  Territorial.  District,  county,  or 
municipal  or  Insular  hospitals  or  prisons. 

(5)  Certain  seeds.  To  a  transfer  of  any 
seeds  of  the  plant  Cannabis  satlva  L.  to  any 
person  registered  under  section  3231. 

(c)  Supply.  The  Secretary  shall  cause 
suitable  forms  to  be  prepared  for  the  pur- 
poses before  mentioned  and  shall  cause  them 
to  be  distributed  to  collectors  for  sale.  The 
price  at  which  such  forms  shall  be  sold  by 
said  collectors  shall  be  fixed  by  the  Secre- 
tary, but  shall  not  exceed  2  cents  each. 
Whenever  any  collector  shall  sell  any  of  such 
forms  he  shall  cause  the  date  of  sale,  the 
name  and  address  of  the  proposed  vendor, 
the  name  and  address  of  the  purchaser,  and 
the  amount  of  marihuana  ordered  to  be 
plainly  written  or  stamped  thereon  before 
delivering  the  same. 

(d)  Preservation.  Each  such  order  form 
sold  by  a  collector  shall  be  prepared  by  him 
and  shall  Include  an  original  and  two  copies, 
any  one  of  which  shall  be-  admissible  In 
evidence  as  an  original.  The  original  and 
one  copy  shall  be  given  by  the  collector  to 
the  purchaser  thereof.  The  original  shall 
In  turn  be  given  by  the  piirchaser  thereof 
to  any  person  who  shall,  in  pursuance 
thereof,  transfer  marihuana  to  him  and 
shall  be  preserved  by  such  person  for  a 
period  of  two  years  so  as  to  be  readily  ac- 
cessible for  Inspection  by  any  officer,  agent, 
or  employee  mentioned  in  section  3595.  The 
copy  given  to  the  purchaser  by  the  col- 
lector shaU  be  retaliied  by  the  purchaser  and 
preserved  for  a  period  of  two  years  so  as 
to  be  readily  accessible  to  inspection  by 
any  officer,  agent,  or  employee  mentioned  In 
section  2595.  The  second  copy  shall  be  pre- 
served In  the  records  of  the  collector. 

(e)  Exemption  for  certain  transfers  to 
millers.  Nothing  In  this  section  shall  apply 
to  a  transfer  of  the  plant  Cannabis  satlva  L. 
or  any  parts  thereof  from  any  person  reg- 
istered under  section  3231  to  a  person  who 
Is  also  registered  under  section  3231  as  a 
taxpayer  required  to  pay  the  tax  imposed 
by  section  3230  (a)  (6).  |Subsec.  (e)  added 
by  sec.  10  (a).  60  Stat.  40;  28  U.  S.  C.  2591  (e)I 

Par.  10.  Article  52  (5  152.52)  is 
amended  by  adding  the  following  new 
subparagraph  (6)  (§152.52  (f))  at  the 
end  thereof: 

§  152.52  When  order  forms  not  re- 
quired.    •     •     • 

(f)  For  transfers  of  the  plant  Can- 
nabis sativa  L.  or  any  parts  thereof 
(Including  seeds  of  the  plant),  from  any 
person  registered  under  section  3231  of 
the  Internal  Revenue  Code  to  a  person 
who  Is  also  registered  under  section  3231 
of  said  Code  as  a  taxpayer  required  to 
pay  the  tax  Imposed  by  section  3230  (a) 
(6).  of  said  Code. 

Par.  11.  Tliere  Is  in.serted  Immediately 
after  Article  68  (5  152.68)  the  following: 


9  152.68a  Transfer  of  the  plant  Can- 
nabis sativa  L.  Before  making  transfers 
of  the  plant  Cannabis  sativa  L.,  the 
transferor  must  receive  from  the  trans- 
feree a  certificate  of  registration  show- 
ing such  person  to  be  qualified  under 
the  act  to  acquire  such  plant.  Certifi- 
cates of  registration  will  be  issued  by  the 
collector  for  the  district  In  which  the 
transferee  is  regl.ste'red,  upon  request  of 
the  transferee.  Records  covering  receipt 
and  disposition  of  such  plant  must  be 
kept  in  the  same  manner  as  records  of 
other  transactions  In  marihuana  (see 
5 152.74a). 

Par.  12.  There  Is  Inserted  immediately 
after  Article  74  (§  152.74)  the  following: 

S  152.74a    Returns  required  of  millers. 
Every  person  registered  as  a  miller  who 
receives  Cannabis  satlva  L.   plants  or 
parts  thereof  for  the  purpose  of  manu- 
facturing or  producing  any  fiber  or  fiber 
products,  shall  render  a  quarterly  return 
on  Form  961,  and  Its  supplement.  Form 
961a.    The  return  shall  be  submitted  to 
the  collector  of  internal  revenue  for  the 
district  on  or  before  the  15th  day  of 
April.  July.  October,  and  January,  for 
the  quarterly  periods  ending  March  31, 
June  30.  September  30.  and  December  31, 
respectively.    Each  such  return  shall  ac- 
count for  all  Cannabis  sativa  L.  plants  or 
parts  thereof  on  hand,  purchased,  or  oth- 
erwise acquired,  all  manufacture  or  pro- 
ducing of  fiber  or  fiber  products,  and  all 
sales,  exports,  or  other  dispositions  of 
such  plants  or  parts  thereof,  or  their 
products. 

All  marihuana  yield  of  such  Cannabis 
sativa  L.  plants  or  parts  thereof  (green 
or  dried  flowering  tops,  foliage  and  seed) 
shall  be  destroyed  on  the  miller's  prem- 
ises, and  each  return  shall  bear  a  written 
statement  of  the  approximate  weight  of 
marihuana,  or  the  approximate  weight  of 
marihuana  and  other  commingled  plant 
waste  material,  destroyed  during  the 
quarterly  period  and  the  method  of  de- 
struction. 

Par.  13.  Immediately  after  Article  77 
(§  152.77) .  there  Is  inserted  the  following: 
§  152.77a  Processing  by  millers.  Per- 
sons who  htrve  registered  and  paid  the 
tax  to  process  the  Cannabis  sativa  L. 
plants  and  parts  thereof,  for  the  purpose 
of  extracting  any  fiber  or  fiber  products 
therefrom,  are  required  to  keep  complete 
records  relating  to  the  receipt,  disposal, 
and  stock  on  hand,  of  all  such  plants  and 
parts  thereof  and  products  therefrom. 
The  Government  does  not  furnish  blanks 
for  the  keeping  of  this  record,  but  It 
should  be  in  a  form  substantially  as  fol- 
lows: 


Cannahis  Satlva  L. 
plants  and  parts 

Disposed  of 

On  hand 

Date 

Rpcoived 
(lbs.) 

ProcMsed 
(lbs.) 

Fiber 
(lbs.) 

Fiber 

products 

(lbs.) 

Plants 
(lbs.) 

Fiber 
(lbs.) 

Products 

(lbs.) 

Remarks 

., 
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Par.  14.  In  order  to  provide  ample  op- 
portunity to  prospective  millers  of  hemp 
to  make  the  necessary  dispositions  look- 
ing toward  availing  themselves  of  the 
provisions  of  these  amended  regulations, 
in  advance  of  the  hemp  planting  season, 
It  Is  found  that  It  is  unnecessary  to  make 
this  Treasury  decision  subject  to  the  ef- 
fective date  limitation  of  section  4  (c)  of 
the  Administrative  Procedure  Act,  ap- 
proved June  11,  1946. 

This  Treasury  decision  shall  be  effec- 
tive upon  Its  filing  for  publication  In  the 
Federal  Register. 

(Sees  2599  and  2600  of  I.  R.  C.  (53  Stat. 
282,  283;  26  U.  S.  C.  2599.  2600) ) 

[SEAL]  Geo.  J.   SCHOENEMAN. 

Commissioner  of  Internal  Revenue. 

Will  S.  Wood. 
Acting  Commissioner  of  Narcotics. 

Approved:  January  7,  1949. 

E.  H.  PoL«T,  Jr., 

Acting  Secretary  of  the  Treasury. 

IF    R.    Doc.    49-395:    FUed.    Jan.    12,    1949; 
6:49  a.  m.) 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter    II — Fiscal    Service,    Depart- 
ment of  the  Treajory 

Chances  Inctdent  to  Publication  op 
Code  of  Federal  Regulations,  1949 
Edition 

Correction 

In  Federal  Register  Document  4a- 
11475.  appearing  on  page  9497  of  the  Issue 
for  Friday.  December  31, 1948,  paragraph 
9  should  read  as  follows: 

9.  In  §  211.4  paragraphs  (b)  and  (c) 
are  deleted  and  (d).  (e),  (f),and  (g)  are 
redesignated  (b),  (c).  (d).  and  (e).  re- 
spectively. The  figure  "6"  in  the  first 
sentence  of  the  paragraph  redesignated 
(b)  Is  changed  to  "5".  The  words  "one 
copy  to  the  Foreign  Funds  Control  Sec- 
tion, Treasury  Department"  are  deleted. 
The  first  sentence  of  the  paragraph  re- 
designated tc>  Is  deleted. 
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TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  Office  Department 

Part  34 — Classification  and  Rates  of 
Postage 

air  mail 

In  i  34.88  Postage  rates  for  postal  and 
post  cards  sent  by  air  parcel  post  (13 
P.  R.  8903),  make  the  following 
changes : 

1.  Amend  subdivisions  (ID  and  (iv)  of 
paragraph  (b)  (5)  to  read  as  follows: 

(II)  Between  territories  and  posses- 
sions of  the  United  States  where  the 
eighth  zone  Is  applicable. 

(Iv)  Between  United  States  or  its 
Territories  and  possessions  and  overseas 
A.  P.  O.'s  and  Fleet  Post  Ofljlces.  as  well  as 
naval  vessels  addressed  c/o  Fleet  Post 
OfBce,  New  York,  New  York,  or  San  Fran- 
cisco, California. 

2.  Amend  paragraph  (b)  (8)  to  read 
as  follows: 

(8)  Forwarding  or  return.     Air  mail 
weighing  up  to  and  Including  8  ounces 
will  be  forwarded  to  the  addressee  by  air 
when  delivery  will  be  expedited.    No  ad- 
ditional charge  for  postage  will  be  made 
for  such  forwarding.    Such  matter  when 
undellverable  will  not   be   retvuned   to 
sender  via  air  but  will  be  returned  in  the 
ordinary  moils.    Letters  sent  as  ordinary 
mail  may  be  forwarded  by  air  upon  pre- 
payment of  the  difference  between  the 
postage  originally  paid  thereon  and  the 
air-mail  rate.    Air  parcel  post  undellver- 
able as  addressed,  whether  prepaid  at 
zone  rate  or  3  cents  an  ounce  rate,  is  sub- 
ject to  forwarding  and  return  postage. 
If  It  bears  pledge  to  pay  such  postage 
without  instructions  as  to  whether  by 
air  or  surface,  it  shall  be  sent  by  air, 
properly  rated  up.     If  sender  requests 
forwarding  or  return  by  surface,  it  shall 
be  rated  and  transmitted  accordingly. 
This  also  applies  to  registered,  insured, 
and  c.  o.  d.  matter  sent  via  air  parcel 
post,  which  Is  accepted  with  the  under- 
standing  that   forwarding   and   return 
postage  is  guaranteed.    In  case  of  other 
than  registered,  insured,  and  c.  o.   d. 
matter.  If  air  parcels  bear  no  pledge  to 
pay  forwarding  or  return  postage,  they 
should  be  held  and  sender  notified  with 
information  as  to  amount  required  for 
both  surface  and  air  transportation. 

3.  Amend  paragraph  (b)  (10)  to  read 
as  follows: 
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(10)  Matter  acceptable  for  air  mail. 
Any  mailable  matter  except  that  liable 
to  damage  from  freezing,  not  exceeding 
70  pounds  In  weight  and  not  exceeding 
100  inches  In  length  and  girth  combined, 
may  be  accepted  for  transmission  via 
air.  The  prohibition  against  matter 
liable  to  freeze  does  not  include  cut  flow- 
ers, queen  bees,  or  those  harmless  live 
animals  enumerated  In  §  35.25  of  this 
chapter,  but  day-old  chicks,  ducks, 
turkeys,  geese,  and  guinea  fowl,  and 
honey-bees  are  prohibited. 

4.  Add  paragraph  (c),  to  read  as  fol- 
lows: 

(c)  Application  of  postage  rates.  The 
rates  of  postage  In  this  section  apply  to 
mall  transported  by  air  as  follows : 

(1)  Within  the  continental  United 
States,  Including  Alaska. 

(2)  To  or  from  the  continental  United 
States  including  Alaska,  and  (i)  Hawaii. 
(ID  Puerto  Rico.  (Ill)  Virgin  Islands  of 
the  United  States,  (Iv)  Canton  Island. 
(V)  Canal  Zone,  (vl)  Guam,  and  (vll) 
any  other  place  where  the  United  States 
mail  service  Is  in  operation. 

(3)  Within  or  between  any  of  the  Ter- 
ritories, etc.,  listed  in  subparagraph  (2) 
of  this  paragraph. 

(4)  To  or  from  members  of  the  armed 
forces  of  the  United  States  stationed  out- 
side the  continental  United  States  whose 
address  Includes  an  Army  Post  Office 
number  or  a  Fleet  Post  Office  designa- 
tion; also  to  or  from  civilian  personnel 
authorized  to  receive  mall  through  such 
Army  or  Navy  Post  Offices. 

5.  Add  paragraph  (d)  to  read  as  fol- 
lows: 

(d)  Posting  air  mail.  In  order  to  ex- 
pedite dispatch  air  mail  weighing  8 
ounces  or  less  should  be  deposited  in  a 
post  office  or  station  thereof  or  in  such 
special  letter  boxes  as  are  provided  for 
the  posting  of  air  mail.  Parcels  weighing 
over  8  ounces  intended  for  transporta- 
tion via  air  may  not  be  deposited  In  street 
corner  collection  boxes.  They  should  be 
presented  at  the  post  office  or  a  postal 
station  for  mailing. 

(R  S  161.  396.  sees.  304,  309,  42  Stat.  24. 
25,  sec.  1.  62  Stat.  1097;  5  U.  S.  C.  22.  369. 
39  U.  S.  C.  475) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


[F.    R.    Doc.    49-283:    Filed.    Jan.    12.    1949; 
8:46  a.  m] 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 

[26  CFR,  Part  3161 

Definition  of  Household  Type 
Refrigerator 

notice  of  proposed  rule  makino 

Notice  Is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act,  approved 
June  11.  1946.  that  the  regulations  set 
forth  in  tentative  form  below  are  pro- 


posed to  be  prescribed  by  the  Commis- 
sioner of  Internal  Revenue,  with  the  ap- 
proval of  the  Secretary  of  the  Treasury. 
Prtor  to  the  final  adoption  of  such  regu- 
lations, consideration  will  be  given  to  any 
data,  views  or  arguments  pertaining 
thereto  which  are  submitted  in  writing 
In  duplicate  to  the  Commissioner  of  In- 
ternal Revenue.  Washington  25.  D.  C. 
within  the  period  of  30  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register.  The  proposed  regu- 
lations are  to  be  issued  under  the  au- 


thority contained  In  section  3450  and 
3791  of  the  Internal  Revenue  Code  (53 
Stat.  419.  467;  26  U.  S.  C.  3450.  3791). 

ISEALl  Geo  J.  SCHOENEMAN. 

Commissioner  of  Internal  Revenue. 

Regulations  46  (1940  Edition)  (26 
CFR.  Part  316).  relating  to  taxes  on  ar- 
ticles sold  by  the  manufacturer,  pro- 
ducer or  importer  are  hereby  amended 
as  follows : 

Section  316.70  (b)  as  added  by  Treas- 
ury Decision  5189",  approved  November 
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PROPOSED  RULE  MAKING 


30,  1942,  Is  further  amended  by  striking 
therefrom  "20  cubic  feet"  and  inserting 
in  lieu  thereof  "14  cubic  feet". 

The  amendment  made  by  this  Treas- 
ury decision  shall  be  applicable  with  re- 
si>ect  to  household  type  refrigerators  sold 
on  or  after  the  date  of  filing  of  such 
Treasury  decision  with  the  Federal 
Register. 

(F.    R.    Doc.    49-296:    PUed.    Jan.    12,    1949; 
8:49  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

[7CFR,  Part  319  1 

Nursery  Stock,  Plants,  awd  Seeds 

SIZE- ACE  UmTATIONS 

Notice  is  hereby  given  under  section  4 
of  the  Administrative  Procedure  Act  <5 
U.  S.  C.  1003)  that  the  Secretary  of 
Agriculture  of  the  United  States  pur- 
suant to  section  1  of  the  Plant  Quaran- 
tine Act  of  1912,  as  amended  (7  U.  S.  C. 
Sup.  I  154)  is  considering  amending 
5  319.37-18  of  the  regulations  supple- 
mental to  Quarantine  No.  37  relating  to 
nursery  stock,  plants,  and  seeds  (7  CPR 
5  319.37-18;  13  P.  R.  4273),  to  read  as 
follows: 

§  319.37-18  Size-age  limitations.  (a> 
Except  as  provided  in  this  paragraph,  all 
restricted  trees  and  shrubs  to  be  im- 
ported shall  be  limited  to  the  younge.st 
and  smallest,  normal,  clean,  and  healthy 
plants  which  can  be  successfully  freed 
from  soil  about  their  roots,  transported 
to  the  United  States,  and  established. 
The  Inspector  may  use  as  a  maximum 
size  criterion  in  enforcing  this  limitation 
the  normal  size  of  plants  no  more  than 
three  years  of  age  when  they  have  been 
grown  from  seeds  or  cuttings,  or  having 
no  more  than  one  years  growth  after 
severance  from  the  parent  plant  when 
produced  by  layers,  or  having  no  more 
than  two  seasons'  growth  from  the  bud 
or  graft  when  they  have  been  produced 
by  budding  or  grafting  except  that  the 
maximum  size  criterion  for  rhododen- 
drons (including  azalea)  or  other  genera 
or  species  of  similar  slow  growth  habit 
shall  be  the  normal  size  of  plants  hav- 
ing no  more  than  three  years'  of  growth 
from  the  bud  or  graft.  The  size-age  lim- 
itation shall  not  apply  to  naturally  dwarf 
or  miniature  forms  not  exceeding  12 
inches  in  height  from  the  soil  line  nor  to 
artificially  dwarfed  forms  of  the  char- 
acter popular  in  parts  of  the  Orient. 
Whenever  the  importer  makes  a  showing 
with  his  application  for  permit,  satis- 
factory to  the  inspector  responsible,  that 
Importation  of  a  larger  plant,  such  as, 
for  example,  a  specimen  plant,  is  neces- 
sary, and  if  in  the  opinion  of  the  in- 
spector such  larger  plant  may  be  Im- 
ported under  conditions  prescribed  in 
the  permit  without  added  risk  of  pest 
entry,  the  Inspector  may  authorize  an 
exception  to  the  limitation  of  this  para- 
graph and  shall  specify  the  exception  in 
the  permit. 

(b)  Herbaceous  perennials  which  are 
usually  imported  in  the  form  of  root 


crowns  or  clumps  shall  be  limited  to  one- 
year-old  plants  produced  from  single 
propagating  units,  or,  when  consisting  of 
divided  clump  material,  such  as  Astilbe. 
to  divisions  comparable  to  one-year-old 
plants  produced  from  single  propagating 
units. 

(c)  Whenever  the  Chief  of  Bureau 
shall  find  that  plants  of  any  kinds, 
classes,  or  growth  habit,  when  limited  in 
size  and  age  as  set  forth  in  paragraphs 
(a)  and  (b)  of  this  section,  are  too  young 
and  small  successfully  to  be  freed  of 
soil,  transported,  and  established  in  the 
United  States,  he  may  set  forth  in  ad- 
ministrative instnictions  other  criteria 
for  the  size-age  limitation  of  such  plants. 

(d)  Except  as  provided  in  this  para- 
graph, only  seeds  may  be  imported  in  the 
case  of  forest  trees,  species  of  any  plants 
used  for  understocks,  and  woody  orna- 
mental plants  that  are  botanical  species 
or  botanical  varieties  and  which  grow 
true  from  seed.  The  Inspector  respon- 
sible may  Issue  a  permit  authorizing  in 
advance  the  importation  of  plants  rather 
than  seeds  of  such  species  and  varie- 
ties specified  in  this  paragraph  when- 
ever the  importer  makes  a  showing  with 
his  application  for  permit,  satisfactory 
to  the  inspector,  that  the  plants  desired 
cannot  be  produced  from  seed  because 
either  (1)  they  are  variations  which  are 
reproduced  by  vegetative  means  only  or 
(2)  it  is  impossible  or  impracticable  to 
import  viable  seed. 

(e)  Restricted  plant  material  arriving 
in  the  United  States  contrary  to  any 
limitation  provided  in  this  section  may 
be  refused  entry. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  in  connec- 
tion with  this  matter  should  file  the  same 
with  the  Chief  of  the  Bureau  of  Ento- 
mology and  Plant  Quarantine.  Agricul- 
tural Research  Administration.  United 
States  Department  of  Agriculture,  Wash- 
ington 25.  D.  C,  within  15  days  after 
the  date  of  the  publication  of  this  notice 
in  the  Federal  Register. 

(Sec.   1.  37  Stat.   315,  as  amended;   7 
U.  S.  C.  Sup.  1 154)- 

Done  at  Washington,  D.  C,  this  10th 
day  of  January  1949. 

[SEALl  A.  J.   LOVELAND. 

Acting  Secretary  of  Agriculture. 

[P.    R.    Doc.    49-302:    Piled,    Jan.    12.    1949; 
8:50  a.  m.) 


Production  and  Marketing 
Administration 

[  7  CFR,  Part  904  1 

Handling  or  Milk  in  Greater  Boston, 
Mass..  Marketing  Area 

notice  or  ptjblic  mzxting  for  considera- 
TION OF  PROPOSED  amendments 

Notice  is  hereby  given  that  pursuant 
to  authority  contained  In  Order  No.  4. 
as  amended,  reflating  the  handling  of 
milk  in  the  Greater  Boston.  Massachu- 
setts, marketing  area,  a  public  meeting 
will  be  held  at  Room  403,  230  Congress 
Street,  Boston.  Massachusetts,  on  Janu- 
ary 14,  1949,  at  10  a.  m.,  to  consider  pro- 


posed amendents  to  the  rules  and  regu- 
lations (12  P.  R.  4983)  Issued  by  the 
market  administrator  to  effectuate  the 
terms  and  provisions  of  the  order.  All 
persons  who  desire  to  submit  oral  data, 
views,  or  arguments  in  connection  with 
the  proposed  amendments  will  be  given 
an  opportunity  to  do  so  at  the  meeting. 
All  persons  who  desire  to  submit  written 
data,  views,  or  arguments  in  connection 
with  the  proposed  amendments  shall 
submit  them  to  the  market  administrator 
at  Room  403. 230  Congress  Street,  Boston, 
Massachusetts,  by  mail  or  otherwise,  in 
time  to  be  received  not  later  than  5:15 
p.  m..  January  17,  1949. 

The  market  administrator  proposes  the 
following  amendments  to  the  aforesaid 
rules  and  regulations.  All  references  to 
provisions  of  Order  No.  4  are  related  to 
Order  No.  4  as  amended.  ( 12  P.  R.  4921, 
6426.  8667;  13  P.  R.  1639. 9293) 

1.  Delete  S  904.102  and  subsUtute  the 
following: 

§  904.102  Milk  handled  for  pasteur- 
izing or  bottling.  The  status  and  the 
payment  obligations,  under  the  order,  of 
a  handler  or  dealer  who  pasteurizes  or 
bottles  milk  for  another  handler  or 
dealer,  without  acquiring  It  for  market- 
ing, shall  not  change  because  of  the 
handling  of  the  milk.  Similarly,  there 
shall  be  no  change  In  the  status  and  the 
payment  obligations  of  the  handler  or 
dealer  for  whom  the  pasteurizing  or  bot- 
tling service  Is  performed.  However, 
handlers  Involved  in  such  service  trans- 
actions shall  Include  in  their  reports  to 
the  market  administrator  information 
regarding  the  quantities  so  handled. 

2.  In  ?  904.103  (c)  add  "condensed 
buttermilk"  to  the  list  of  milk  products 
and  delete  the  parenthetical  phrase 
"(unless  found  to  be  flavored  milk)" 
which  now  appears  after  "eggnog." 

3.  Delete  §  904.103  (e)  and  substitute 
the  following: 

(e)  Inventories.  All  milk  products  on 
hand  at  any  plant  at  the  close  of  the 
month  may  be  classified  tentatively  as 
Class  II  milk.  Final  classification  shall 
be  made  when  disposition  of  the  milk 
products  takes  place. 

4.  In  S  904.104  (c)  delete  the  last  sen- 
tence of  subparagraph  (1)  and  of  sub- 
paragraph (2). 

5.  Delete  S  904.105  (a)  and  substitute 
the  following: 

(a)  Application  of  this  section.  The 
provisions  of  this  section  shall  apply  In 
determining  the  quantity  of  butterfat 
subject  to  the  butter  and  cheese  adjust- 
ment provided  in  §  904.7  (e).  As  used  in 
this  section,  the  term  "Cheddar-type 
cheese"  shall  mean  Cheddar  cheese, 
American  Cheddar  cheese,  Colby  cheese, 
washed  curd  cheese,  or  partskim  Ched- 
dar cheese;  and  the  term  "salted  butter" 
shall  mean  butter  which  contains  not  less 
than  1.5  percent  of  salt  by  weight.  The 
definitions  and  standards  of  identity 
issued  by  the  Food  and  Drug  Administra- 
tion of  the  Federal  Security  Agency, 
Insofar  as  they  are  applicable,  shall  gov- 
ern in  determining  whether  a  given  prod- 
uct is  Cheddar-type  cheese  or  butter. 
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6.  In  5  904.107  (b)  (4)  change  the 
reference  from  §  904.7  (d)  of  the  order  to 
S  904.7  (e)  of  the  order. 

7.  Delete  §904.107  (b)   (5). 

8.  In  5  904.107  (c)  (2)  delete  the  phrase 
"including  receipts  from  segregated  dairy 
farmers". 

Issued  at  Boston.  Massachusetts,  this 
7th  day  of  January  1949. 

[  SE AL  ]  Richard  D.  Aplin, 

Market  Administrator. 

IF.    R.   Doc.    49-301:    Filed.    Jan.    12,    1949: 
8:50  a.  m.]  « 


[7  CFR,  Part  971  1 

[Docket  No.  AC>-175-A-71 

Handling  of  Milk  in  Dayton -Spring- 
field.  Ohio,  Milk  Marketing  Area 

notice  of  hearing  on  proposed  amend- 
ments to  tentatively  approved  mar- 
keting agreement  AMD  TO  ORDER,  AS 
AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  601  et  seq. » ,  and  in  accordance 
with  the  applicable  rules  of  practice  and 
procedure,  as  amended  (7  CFR.  Supps. 
900.1  et  seq.;  11  P.  R.  7737.  12  F.  R.  1159. 
4904).  notice  is  hereby  given  of  a  public 
hearing  to  be  held  at  the  Y.  W.  C.  A., 
corner  of  Third  and  Wilkinson  Streets, 
Dayton.  Ohio,  beginning  at  10:00  a.  m., 
e.  s.  t..  January  17.  1949,  for  the  purpose 
of  receiving  evidence  with  respect  to  pro- 
posed amendments  to  the  tentatively  ap- 
proved marketing  agreement  and  to  the 
order,  as  amended,  regulating  the  han- 
dling of  milk  in  the  Dayton-Springfield, 
Ohio,  marketing  area  (10  F.  R.  6162.  11 
F.  R.  6901.  11  F.  R.  9423,  12  F.  R.  5995.  13 
F.  R.  2329.  13  F.  R.  7800  >.  These  pro- 
posed amendments  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

This  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic and  emergency  conditions  which 
relate  to  the  proposed  amendments  here- 
inafter set  forth: 

The  following  amendments  have  been 
proposed  by  The  Miami  Valley  Coopera- 
tive Milk  Producers  Association.  Inc. : 

1.  Proposal  No.  1:  Add  at  the  end  of 
5  971.1  (e)  the  following  sentence: 
"Grade  A  Producer  means  any  producer 
so  certified  by  the  appropriate  health  au- 
thority in  the  marketing  area." 

Add  at  the  end  of  §  971.4  (e)  (10)  the 
following  sentence:  "Allocate  skim  milk 
and  butterfat.  respectively,  received  from 
'Grade  A"  producers  to  the  highest  re- 
maining classifications,  and  skim  milk 
and  butterfat.  respectively,  received 
from  other  than  'Grade  A*  producers  to 
the  lowest   remaining  classifications." 

Add  as  §971.5  (b)  (4): 

(4)  An  additional  price  of  $0.35  per 
hundredweight  shall  be  pvaid  by  handlers 
for  .skim  milk  and  butterfat  received 
from  "Grade  A'  producers  which  has  been 
allocated  to  Class  I. 

Addas  §971.5  (c)  (4): 


(4)  An  additional  price  of  $0.35  per 
hundredweight  shall  be  paid  by  handlers 
for  skim  milk  and  butterfat  received 
from  "Grade  A"  producc-s  which  has 
been  allocated  to  Class  II. 

Insert  In  §  971.7  (c)  (1)  the  following 
phrase  after  the  word  "Butterfat": 
"(excepting  the  additional  values  com- 
puted per  §  971.5  (b>  (4)  and  5  971.5  (c) 
(4)  for  skim  milk  and  butterfat  received 
from  'Grade  A'  producers)." 

Add  to  §  971.7  (c)  the  following  sub- 
paragraph: 

(7)  To  the  uniform  price  computed 
per  §  971.7  (O  (6».  add  an  amount  com- 
puted (to  the  nearest  cent  per  hundred- 
weight) by  dividing  the  total  of  the 
amounts  added  with  respect  to  milk  re- 
ceived from  "Grade  A"  producers  pur- 
suant to  §971.5  (b)  (4)  and  §971.5  (O 
(4»  by  the  total  hundredweight  of  milk 
received  from  "Grade  A"  producers. 
TJie  result  shall  be  known  as  the  "Grade 
A  Uniform  Price"  per  hundredweight 
for  milk  of  3.5  percent  butterfat  con- 
tent. 

2.  Proposal  No.  2:  Add  at  the  end  of 
each  §971.5  (b)  (1)  and  §971.5  (c)  (1) 
the  following  additional  proviso: 

Provided  further,  That  such  price  ^or 
any  of  the  months  of  October.  November, 
and  December  shall  not  be  less  than 
such  price  for  the  preceding  month: 
Provided  further.  That  such  price  for 
each  of  the  months  of  January.  Febru- 
ary and  March  shall  not  be  less  than 
such  price  for  the  preceding  month 
minus  $0.22. 

3.  Proposal  No.  3:  In  §  971.11  (a)  (1), 
delete  the  words  "one-half  cent"  and 
substitute  therefor  the  words  "three 
cents". 

The  following  amendments  have  been 
proposed  by  the  Dayton  handlers: 

4.  Proposal  No.  4:  Amend  §971.4  (b) 
(3)  by  adding  after  the  words  "cottage 
cheese"  the  words  "or  other  manufac- 
tured food  product". 

5.  Proposal  No.  5:  Amend  §971.5  (a) 
by  striking  therefrom  the  word  "high- 
est" and  Inserting  in  lieu  thereof  the 
word  "average".  By  striking  therefrom 
the  word  "or"  appearing  in  the  next  to 
last  line  thereof  and  appearing  after  the 
figure  "(2)"  and  before  the  figure  "(3)" 
and  inserting  in  lieu  thereof  the  word 
"and". 

6.  Proposal  No.  6:  Amend  i  971.5  (d) 
to  read  as  follows: 

(1)  The  price  per  hundredweight  of 
such  Class  in  milk  shall  be  computed 
by  the  market  administrator  by  taking 
the  average  of  the  basic  or  field  prices 
(before  any  premiums)  ascertained  to 
have  been  paid  for  milk  of  3.5  iser  cent 
butterfat  content  received  during  the 
month  at  the  following  places  for  which 
prices  are  reported  to  the  market  ad- 
ministrator by  the  companies  listed  be- 
low or  by  the  Department  of  Agricul- 
ture: 

Nestles  Milk  Products  Co..  Inc.  (unln- 
•pected  price ) ;  Greenville,  Ohio. 

Nestles  MUk  Products  Co..  Inc.  (unin- 
spected price);  MarysTille,  Ohio. 

Westervllle  Creamery  Co.  (uninspected 
price);  Covington.  Ohio. 


Cudahy  Packing  Co.  (uninspected  price); 
Washington  Courthouse.  Ohio. 

Provided,  however.  That  for  the  calen- 
dar months  of  October.  November.  De- 
cember, January  and  February  of  each 
calendar  year,  said  price  for  Class  III 
milk  shall  be  such  average  price  herein- 
above provided  for  in  this  subparagraph 
plus  20e  per  hundredweight. 

(2)  The  price  per  hundredweight  of 
such  butterfat  shall  be  computed  by  the 
market  administrator  by  multiplying  the 
average  wholesale  price  per  F>ound  of  92- 
score  butter  in  the  Chicago  market,  as  re- 
ported by  the  Department  of  Agriculture 
during  each  month  by  115:  Provided, 
That  the  price  per  hundredweight  of 
such  butterfat  made  Into  butter  shall  be 
computed  by  multiplying  the  average 
wholesale  price  per  pound  of  92 -score 
butter  in  the  Chicago  market,  as  re- 
ported by  the  Department  of  Agriculture 
during  each  month  by  115  and  subtract- 
ing $5.00  from  the  result. 

(3)  The  price  per  hundredweight  of 
Class  III  skim  milk  shall  be  computed 
by  (1»  multiplying  the  price  for  butterfat 
computed  pursuant  to  subparagraph  (2) 
of  this  paragraph  by  0.035;  (11)  sub- 
tracting such  amount  from  the  price 
computed  pursuant  to  subparagraph  ( 1  > 
of  this  paragraph;  (iii)  dividing  such  net 
amount  by  0.965;  and  (Iv)  rounding  ofif 
to  the  nearest  full  cent. 

7.  Proposal  No.  7:  Amend  §971.7  (c) 
to  read  as  follows: 

(c)  For  each  month  the  market  ad- 
ministrator shall  compute  the  Dayton 
and  the  Springfield  areas  separately,  with 
respect  to  milk  received  by  handlers  from 
producers  and  from  associations  of  pro- 
ducers, a  uniform  price  F>er  hundred- 
weight by:  (subparagraphs  1.  2,  3.  4.  5 
and  6  thereof  to  remain  as  now  written ) . 

8.  Proposal  No.  8:  Amend  §  971.7  (e) 
(2 »  by  adding  the  words  "for  each  market 
separately"  after  the  words  "uniform 
price". 

By  the  Dairy  Branch.  Production  and 
Marketing  Administration : 

9.  Proposal  No.  9:  Delete  §971.1  (1) 
and  substitute  therefor  the  following : 

(1)  "Delivery  period"  means  the  calen- 
dar month  or  the  total  portion  of  the 
calendar  month  during  which  the  pro- 
visions of  this  order  or  of  any  amendment 
thereto  are  In  effect. 

10.  Proposal  No.  10:  Make  such  other 
changes  as  may  be  required  to  make  the 
entire  marketing  agreement  and  order 
conform  with  any  amendments  thereto 
that  may  result  from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
of  the  tentative  marketing  agreement 
and  order,  as  amended,  now  in  effect  may 
be  procured  from  the  Market  Adminis- 
trator. 434  Third  National  Bank  Building, 
Dayton.  Ohio,  or  from  the  Hearing  Clerk, 
Room  1844.  United  States  Department 
of  Agriculture.  South  Building.  Washing- 
ton 25.  D.  C,  or  may  be  there  inspected. 

Dated:  January  7,  1949. 

tsEAL]  John  I.  Thompson, 

Assistant  Administrator. 

[F.   R.    Doc.    49-288:    Filed.    Jan.    12,    1949; 
8:46  a.  m.] 
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C  7  CFR,  Part  972  1 

Hawdling  or  Milk  in  Tri-§tai« 
Marketing  Aria 

decision  with  respect  to  a  proposed 
marketing  agreement  and  a  proposed 
amendment  to  order  as  amended 

Pursuant  to  Public  Act  No.  10.  73d 
Congress  (May  12.  1933),  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
Of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  orders  (7  CFR. 
Supps..  900.1  et  seq.:  12  P.  R.  1159.  4904  • . 
a  public  hearing  was  held  at  Huntington. 
West  Virginia,  on  May  12  and  13.  1948. 
after  the  issuance  of  a  notice  of  hearing 
duly  published  in  the  Federal  Register 
(13  P.  R.  1308.  1941,  2232). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  October  28,  1948,  filed  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  In  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  excep- 
tions thereto  was  published  in  the  Fed- 
eral Register  (13  F.  R.  6445). 

Exceptions  were  filed  on  behalf  of  the 
Bcloto  County  Cooperative  Milk  Pro- 
ducers Association,  the  Athens  Milk 
Sales,  Inc..  The  Marietta  Cooperative 
Milk  Producers  Association,  and  the 
Huntington  Interstate  Milk  Producers 
Association.  These  exceptions  have  been 
considered  and  appropriate  revisions 
made.  To  the  extent  to  which  the  find- 
ings and  conclusions  of  the  recom- 
mended decision,  as  hereinafter  modi- 
fied, are  at  variance  with  the  exceptions, 
such  exceptions  are  hereby  overruled. 

The  material  issue  and  the  findings 
and  conclusions  of  the  recommended  de- 
cision, including  the  determination  that 
the  proposed  formula  should  not  be 
adopted  (P.  R.  Doc.  48-9619,  13  F.  R. 
6445)  are  hereby  approved  and  adopted 
as  the  material  Issue  and  the  findings 
and  conclusions  of  this  decision  as  if  set 
forth  in  full  herein,  subject  to  the  fol- 
^   lowing  amendments: 

1.  Delete  the  first  sentence  of  the  third 
paragraph  beginning  in  column  2,  13 
F.  R.  6445  (F.  R.  Doc.  48-9619)  and  sub- 
stitute therefor  the  following:  "The  pro- 
posed formula  price  to  be  computed  for 
the  current  month  is  designed  to  adjust 
the  average  condensery  price  for  a  base 
period  to  reflect  changes  from  such  base 
period  to  the  current  month  in  certain 
economic  factors  (prices  of  feeds,  farm 
wages,  the  wholesale  price  level,  retail 
store  sales,  and  prices  of  alternate  users 
of  feeds,  such  as  beef  cattle,  hogs,  sheep, 
and  poultry).  A  further  adjustment  is 
provided  to  give  seasonal  character  to 
the  resulting  monthly  price." 

2.  Add  the  following  paragraph  Imme- 
diately after  line  39,  13  F.  R.  6446  (P.  R. 
Doc.  48-9619) : 

,  In  view  of  the  findings  made  herein 
below  with  respect  to  the  more  general 
aspects  of  the  proposed  formula,  it  has 
not  been  considered  necessary  to  ap- 
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praise  In  detail  the  evidence  relating  to 
Its  statistical  basis. 

3.  Delete  the  first  two  sentences  of  the 
paragraph  beginning  on  line  45.  column 
1.  13  F.  R.  6446  (F.  R.  Doc.  48-9619)  and 
substitute  therefor  the  following:  "The 
particular  significance  of  the  proposed 
formula  is  in  the  fact  that  the  calculated 
price  for  the  current  month  is  the  re- 
sult of  an.  automatic  "correction"  of  con- 
densery prices  for  changes  in  the  speci- 
fied economic  factors  from  their  base, 
i.  e..  the  average  of  the  most  recent  60- 
month  period.    The  adjustment  is  ap- 

•  plied  to  the  average  condensery  price  for 
the  60-month  base  period  and,  prior  to 
further  adjustment  for  seasonality,  pro- 
duces a  price  for  the  current  month 
which  bears  the  same  relationship  to  the 
average  condensery  price  for  the  base 
period  as  may  be  shown  for  the  eco- 
nomic factors  between  the  current  month 
and  the  base  period." 

4.  Delete  the  sentence  which  begins 
on  line  29.  column  2,  13  P.  R.  6446  <P.  R. 
Doc.  48-9619 )  and  substitute  therefor  the 
following :  "The  theory  advanced  is  that 
adequate  milk  supplies  may  be  obtained 
for  the  indefinite  future  by  keeping  the 
"basic"  price  for  the  current  month  In 
the  same  relationship  to  the  condensery 
price  of  the  preceding  60  months  as  pre- 
vailed for  the  specified  economic  factors 
between  the  current  month  and  the  pre- 
ceding 60-month  period." 

5.  Delete  the  sentence  which  begins  on 
Jlne  1,  column  3. 13  P.  R.  6446  (P.  R.  Doc. 

48-9619). 

6.  Delete  the  third  sentence  of  the  sec- 
ond paragraph  beginning  In  column  3. 
13  P.  R.  6446  (P.  R.  Doc.  48-9619)  and 
substitute  therefor  the  following:  "Al- 
though price  'fioors*  were  placed  in  the 
order  for  a  six-month  period  as  a  guar- 
antee of  certain  minimum  price  levels. 
Class  I  and  Class  n  prices  resulting  from 
the  order  formulas  remained  above  the 
fioor  levels  except  for  two  months  when 
'floor'  prices  were  higher  than  formula 
prices  by  5.2  and  8.5  cents  per  hundred- 
weight." 

7.  Delete  the  sentence  which  begins  on 
line  14,  column  1,  13  P.  R.  6447  (F.  R. 
Doc.  48-9619). 

8.  Delete  the  last  sentence  of  the  sec- 
ond paragraph  beginning  in  column  1, 
13  P.  R.  6447  (P.  R.  Doc.  48-9619)  and 
substitute  therefor  the  following:  "Both 
the  assertion  that  condensery  prices  have 
been  subject  to  manipulation  and  the 
contention  that  the  proposed  formula 
would  eliminate  any  influence  of  ma- 
nipulation in  condensery  prices  In  the 
fixing  of  market  prices  lack  material 
support  in  the  record." 

9.  Delete  the  last  sentence  of  the  third 
paragraph  beginning  In  column  1,  13 
P.  R.  6447  (F.  R.  Doc.  48-9619)  and  sub- 
stitute therefor  the  following:  "The  pro- 
posed formula,  on  the  other  hand,  goes 
beyond  the  function  assigned  to  the  for- 
mulas now  in  effect  by  introducing  ad- 
justments for  certain  economic  factors 
(some  of  which  are  local  cost  factors) 
and  by  establlsiilng  the  calculated  'basic* 
price  according  to  relationships  extend- 
ing into  a  past  period.  It  constitutes, 
therefore,  a  completely  new  and  differ- 
ent pricing  base.  Use  of  the  two  price 
bases  as  alternates  to  each  other  in  the 


mannerrroposed  would  not  be  appro- 
priate since  they  are  designed  for  dif- 
ferent purposes." 

It  is  hereby  ordered  that  this  decision 
be  published  In  the  Federal  Register. 
This  decision  filed  at  Washington.  D.  C, 
this  10th  day  of  January  1949. 

[SEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

[F.    R.   Doc.   49-306:    Filed.    Jan.    12.    1949; 
8:51  a.  m] 
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Irish  Potatoes  Grown  in  Maine 
exemption  certificates  and  certificates 

or  PRIVILEGE 

Notice  Is  hereby  given,  pursuant  to 
section  4  of  the  Administrative  Procedure 
Act  (5  U.  8.  C.  1001  et  seq.).  that  the 
Secretary  of  Agriculture  is  considering 
the  approval  of  the  rules,  regulations, 
and  determinations  hereinafter  set  forth 
which  were  recommended  by  the  State  of 
Maine  Potato  Committee,  established 
under  Marketing  Agreement  No.  108  and 
Order  No.  87  (13  P.  R.  5549)  regulating 
the  handling  of  Irish  potatoes  grown  in 
the  State  of  Maine,  issued  under  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  601  et  seq). 

Consideration  will  be  given  to  any  data, 
views,  or  arguments  pertaining  thereto 
and  mailed  In  triplicate,  to  the  Director 
of  the  Fruit  and  Vegetable  Branch,  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.  C,  so  as  to  be 
received  by  him  not  later  than  15  days 
after  the  publication  of  this  notice  in  the 
Federal  Register. 

The  proposed  rules,  regulations,  and 
determinations  are  as  follows: 

See. 
987.101 
987.102 
987  103 
987.104 

AuTHO«rrT:  §5  987.101  to  987.104  Issued 
xinder  48  Stat.  31.  670.  875;  49  Stat.  750;  60 
Slat.  248;  61  Stat.  202,  707;  7  U.  8.  C.  and 
Sup.  601  et  seq.) 

§  987.101  Definitions,  (a)  For  the 
purposes  of  58  987.101.  987.102,  987.103, 
and  987.104,  "agreement"  means  Market- 
ing Agreement  No.  108  and  "order" 
means  Order  No.  87  (13  P.  R.  5549*  reg- 
ulating the  handling  of  Irish  potatoes 
grown  in  the  State  of  Maine,  and  the 
terms  used  in  such  sections  shall  have 
the  same  meaning  as  set  forth  in  said 
agreement  and  order. 

(b)  "Manager",  for  the  purposes  of 
the  aforesaid  sections,  means  the  man- 
ager employed  by  the  State  of  Maine 
Potato  Committee. 

5  987.102  Area  determinations.  The 
State  of  Maine  Potato  Committee  deter- 
mines, pursuant  to  §987.4  (e),  for  the 
fiscal  year  ending  June  30.  1948.  that: 

(a)  "Immediate  production  area"  Is 
the  State  of  Maine;  and 

(b)  "Immediate  shipping  area"  is  the 
State  of  Maine. 

§  987.103  Exemption  certificates— (s.) 
Committee  determinations.    Pursuant  to 
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i  987.4  (e) .  the  committee  shall,  not  later 
than  the  effective  date  of  regulations  is- 
sued for  the  then  current  year  pursuant 
to  §§  987.4  and  987.6  of  the  marketing 
agreement  and  order,  make  determina- 
tlofts  with  respect  to: 

(1)  Immediate  production  area.  In- 
cluding (i>  the  delineation  of  Immediate 
production  area  or  areas,  and  dl)  the 
average  proportion  of  the  crop  in  each 
such  immediate  production  area  which 
may  be  shipped  under  such  regulations 
by  all  producers  therein;  and 

(2)  Immediate  shipping  area.  Includ- 
ing (l)  delineation  of  immediate  ship- 
ping area  or  areas,  and  (ID  the  average 
proportion  of  ungraded  storage  holdings 
in  each  such  immediate  shipping  area 
which  may  be  shipped  under  such  regu- 
lations by  all  handlers  therein. 

As  regulations  are  changed  during  the 
course  of  a  marketing  sea.son.  appropri- 
ate modifications  of  such  determina- 
tions shall  be  made  by  the  committee. 
The  committee  in  making  such  deter- 
minations shall  provide  a  practical  basis 
for  delineation  of  such  area  or  areas  by 
giving  due  consideration  to  each  of  the 
following: 

( 1 )  The  grade,  size,  and  quality  of  the 
potato  crop  produced  in  the  production 
area.  In  each  district  thereof,  and  In  such 
other  subdivisions  or  portions  thereof  as 
the  committee  may  deem  reasonable  and 
practical  for  efficient  administration  of 
the  marketing  agreement  and  order; 

(2)  Seasonal  changes  and  factors  af- 
fectlrjg  the  grade,  size,  and  quality  of 
potatoes  within  the  production  area.  In 
each  district  thereof,  and  in  such  other 
subdivisions  or  portions  thereof  as  the 
committee  may  deem  reasonable  and 
practical  for  efficient  administration  of 
the  marketing  agreement  and  order; 

(3)  The  establishment  of  specific 
boundaries  to  each  such  area,  or  areas, 
with  specific  consideration  for  natural 
geographic  features,  governmental  sub- 
divisions, and  such  other  pertinent  fac- 
tors as  the  committee  deems  appropriate 
to  establish  equitable  standards  for  such 
determinations: 

(4)  The  affording  of  equitable  treat- 
ment, under  current  regulations,  to  all 
growers  In  the  determination  of  imme- 
diate production  areas,  and  to  all  han- 
dlers with  respect  to  immediate  shipping 
areas;  and 

(5»  Other  relevant  factors. 

(b)  Application.  Any  producer  or 
handler  applying  for  exemption  from 
grade  and  size  regulations  issued  under 
said  marketing  agreement  and  order 
shall  make  application  for  such  exemp- 
tion to  the  State  of  Maine  Potato  Com- 
mittee. Presque  Isle.  Maine,  on  forms  to 
be  furnished  by  the  committee.  Such 
application  shall  state: 

(1»  The  name  and  address  of  the 
applicant  for  exemption; 

(2)  The  location  and  estimated  quan- 
tity of  each  lot  of  each  applicant's 
potatoes; 

(3)  The  grade,  size,  or  quality  regula- 
tion from  which  exemption  is  requested; 

(4t  The  total  crop  of  potatoes  pro- 
duced by  the  applicant,  and  the  total 
amount  of  potatoes  purchased  and  stored 
by  such  applicant; 
No.  9 5 
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(5)  Date  of  purchase  of  each  lot  of 
potatoes  purchased  and  stored  by  the 
applicant ; 

(6)  The  quantity  of  potatoes  sold  dur- 
ing the  current  marketing  season  by  the 
applicant  from  (I)  the  total  crop  grown 
by  the  applicant  and  (11)  the  total  quan- 
tity purchased  and  stored  by  such  appli- 
cant; 

(7)  The  composition,  by  grade  and 
size,  of  the  remaining  holdings  of  the 
applicant  as  evidenced  by  a  Federal- 
State  Inspection  Certificate  attached  to 
said  application; 

(8»  A  statement  of  the  reasons  caus- 
ing the  potatoes,  for  which  exemption  is 
requested,  to  fail  to  meet  grade,  size,  or 
quality  regulations; 

(9)  A  statement  showing  that  the 
grade,  size,  or  quality  of  the  applicant's 
potatoes  have  been  adversely  affected  by 
acts  beyond  such  applicant's  reasonable 
expectation  in  the  normal  conduct  of  the 
businessof  potato  production  or  of  potato 
storage  operations  In  the  area ; 

(10)  Such  additional  Information  as 
the  committee  may  find  necessary  In 
making  a  determination  regarding  the 
granting  of  a  certificate  of  exemption. 

(c)  Issuance  of  certificate.  The  State 
of  Maine  Potato  Committee  shall  give 
prompt  consideration  to  all  statements 
and  facts  relating  to  each  application  for 
exemption  and  shall  determine  from  such 
statements  and  facts,  and  from  the  ap- 
plicable terms  of  the  marketing  agree- 
ment and  order,  whether  or  not  the 
application  is  approved.  The  determina- 
tion, if  favorable,  shall  be  evidenced  by 
the  Issuance  of  a  certificate  of  exemp- 
tion pursuant  to  §  987.4  (e).  If  the  ap- 
plicant's request  for  exemption  Is  denied, 
he  shall  be  so  notified  in  writing. 

Each  certificate  of  exemption  issued  as 
provided  herein  shall  contain  the  name 
and  address  of  the  applicant;  the  loca- 
tion of  all  potatoes  remaining  to  be 
shipped;  the  total  quantity  of  potatoes 
which  may  be  shipped  under  the  certifi- 
cate of  exemption;  and  the  exceptions 
from  the  grade  or  size  regulations  which 
will  be  permitted  in  the  exempted  ship- 
ments. 

Certificates  of  exemption  issued  to 
growers  shall  be  transferred  in  whole  or 
in  part  with  such  potatoes  at  the  time  of 
sale.  The  grower  shall  notify  the  com- 
mittee within  2  days  following  suQh 
transfer  and  shall  state  the  name  and 
address  of  the  person  to  whom  the  p>o- 
tatoes  were  sold,  quantity  sold,  date  of 
transfer,  and  such  other  Information  as 
may  be  requested  by  the  committee. 

Handlers  shall  report  to  the  committee 
each  shipment  of  potatoes  made  under  a 
certificate  of  exemption.  Such  handlers 
shall  supply  such  other  information  to 
the  committee  or  to  the  Federal-State 
Inspection  Service  as  the  committee 
finds  necessary  to  keep  the  shipments 
within  the  quantity  and  terms  specified 
on  the  certificate  of  exemption. 

(d)  Appeal  procedure.  Appeals  from 
determinations  of  the  committee  pursu- 
ant hereto  shall  be  submitted  to  the  com- 
mittee, pursuant  to  §  987.4  (e)  (5). within 
ten  days  after  receipt  of  the  determina- 
tion by  an  applicant  for  exemption. 

5  987.104  Certificates  of  privilege — 
(a>  Application.     (1»   Pursuant  to  the 
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provisions  of  5  987.6  and  when  shipments 
for  the  following  purposes  are  not  sub- 
ject to  regulation  pursuant  to  §  987.4  of 
the  marketing  agreement  and  order,  all 
handlers  desiring  to  make  shipments  of 
potatoes  for  export,  shipments  of  po- 
tatoes for  distribution  by  relief  agencies 
or  for  consumption  by  charitable  institu- 
tions, shipments  of  potatoes  for  the  pur- 
fKJse  of  having  such  potatoes  manufac- 
tured or  converted  Into  non-food  prod- 
ucts, shipments  of  potatoes  for  livestock 
feed,  or  shipments  of  seed  potatoes,  shall 
first  apply  to  the  committee  for  and  ob- 
tain a  Certificate  or  Certificates  of  Priv- 
ilege permitting  the  propwsed  shipments. 

(2)  Applications  for  Certificates  of 
Privilege  shall  be  made  on  a  form  fur- 
nished by  the  committee.  Such  appli- 
cations, except  those  pertaining  to  ship- 
ments of  seed  potatoes,  shall  contain  the 
name  and  address  of  the  handler,  the 
estimated  amount  of  potatoes  to  be 
shipped,  the  grades  and  sizes  of  potatoes 
to  be  shipped,  name  of  consignee,  des- 
tination, proof  of  contract,  and  such 
other  information  as  the  committe  may 
require  in  safeguarding  against  the  entry 
of  such  potatoes  into  trade  channels 
other  than  those  for  which  the  Certifi- 
cate or  Certificates  of  Privilege  were 
granted. 

(3)  Applications  pertaining  to  ship- 
ments of  seed  potatoes  shall  contain  the 
name  and  address  of  the  handler,  the 
estimated  amount  of  seed  potatoes  to  be 
shipped,  and  such  other  information  as 
the  committee  may  require  In  safeguard- 
ing against  the  entry  of  such  potatoes 
Into  table  stock  channels.  The  said  han- 
dler shall  agree  to  ship  such  potatoes 
only  for  the  purpose  specified  on  the 
Certificate  or  Certificates  of  Privilege. 

(b)  Shipments  of  seed  potatoes.  Each 
handler  of  seed  potatoes,  when  shipments 
of  Hed  potatoes  are  not  subject  to  regu- 
lation pursuant  to  §  987.4  of  the  market- 
ing agreement  and  order,  shall  ship  such 
potatoes  only  under  a  Certificate  of  Priv- 
ilege and  shall  furnish  or  cause  to  be 
furnished  through  the  Bureau  of  Plant 
Industry  of  the  State  of  Maine  a  short 
form  certificate  for  each  shipment  which 
shall  contain  the  name  and  address  of 
the  shipper,  car  or  truck  number,  quan- 
tity shipped,  variety,  and  destination. 
Each  such  certificate  shall  be  treated  as 
confidential,  and  the  information  there- 
on shall  be  divulged  only  to  those  persons 
so  authorized  by  the  committee.  All 
such  shipments  pursuant  hereto  shall  be 
subject  to  assessment  pursuant  to 
§  987.201. 

(c)  Commercial  shipments  other  than 
seed  potatoes.  Each  handler  shipping 
potatoes  (other  than  certified  seed  i  for 
any  purpose  set  forth  In  §  987.104  (a) 
hereof  or  for  canning,  shall  supply  the 
manager  with  a  weekly  report  of  ship- 
ments which  did  not  meet  the  grade  and 
size  regulations  In  effect  at  the  time  of 
shipment.  Such  report  shall  state :  name 
and  address  of  the  shipper,  rail  car  num- 
ber, Federal-State  Inspection  Certificate 
number,  loading  point,  destination,  and 
consignee.  Such  reports  shall  be  treated 
as  confidential,  and  the  Information 
thereon  shall  be  divulged  only  to  those 
persons  so  authorized  by  the  committee. 
All  such  shipments  pursuant  to  this  sub- 
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section,  except  for  canning,  shall  be  in- 
spected by  the  Federal -State  Inspection 
Service  and  shall  be  subject  to  assessment 
pursuant  to  §  987.201. 

(d)  Government  purchases.  All  ship- 
ments of  potatoes  purchased  by  the  Com- 
modity Credit  Corporation  In  accordance 
with  the  provisions  of  the  price  support 
program  and  billed  by  or  at  the  direction 
of  the  U.  S.  Department  of  Agriculture 
shall  be  subject  to  Inspection  by  the  Ped- 
eral-State  Insp)ection  Service  and  to  as- 
sessment pursuant  to  §  987.201.  but  are 
not  otherwise  subject  to  the  requirements 
for  a  Certificate  of  Privilege. 

Done  at  Washington.  D.  C.  this  7th 
day  of  January  1949. 

[SBAL]  PLOYD  p.  HEDLTTND, 

Acting  Director, 
Fruit  and  Vegetable  Branch. 

|P     R.    Doc.    49-300;    Filed,    Jan.    12,    1949; 
8:50  a.  m.l 


DEPARTMENT  OF  LABOR 

Division  of  Public  G>ntracts 

I  41  CFR,  Part  202  1 

Prevailing  Minimum  Wage  Deterjona- 
TiON  FOR  Flint  Glass  Industry 

NOTICE    OF    hearing    ON    PROPOSED 

amendment 

The  Secretary  of  Labor,  in  a  prevailing 
minimum  wage  determination  Issued 
pursuant  to  the  provisions  of  the  Walsh - 
Healey  Public  Contracts  Act.  Act  of  June 
30.  1936  (49  Stat.  2036;  41  U.  S.  C.  sees. 
3S-45)  and  dated  June  27.  1938  (41  CPR, 
Cum.  Supp.,  202.18>,  determined  that 
the  minimum  wage  for  persons  engaged 
In  the  performance  of  contracts  with 
agencies  of  the  United  States  subj^t  to 
the  act  for  the  manufacture  or  supply  of 
the  products  of  the  fUnt  glass  indiistry 
was  42>/2  cents  an  hour  or  $17  for  a  week 
of  40  hours,  arrived  at  either  upon  a 
time-  or  piece-work  basis. 

The  American  Plint  Glass  Workers' 
Union  of  North  America  has  requested 
that  the  determination  for  the  flint  glass 
industry  be  reconsidered  and  that  a 
minimum  wage  rate  of  at  least  90  cents 
an  hour  be  found  to  be  the  prevailing 
minimum  wage  in  the  Industry. 

It  is  proposed,  in  conjunction  with  a 
reconsideration  of  the  prevailing  mini- 
mum wage  for  the  Industry,  to  redesig- 
nate the  industry  as  the  pressed  and 
blown  glass  and  glassware  industry,  and 
to  define  the  industry  as  follows: 

The  pressed  and  blown  glass  and  glass- 
ware indastry  is  that  industry  which 
manufactures  pressed  and  blown  glass 
and  glassware,  including,  but  not  limited 
to.  tumblers  and  other  glass  table  and 
ornamental  ware;  glass  blanks  for  elec- 
tric light  bulbs  and  electronic  apparatus; 
glass  shades  and  reflectors,  and  other 
illuminating  glassware;  smokers'  glass 
accessories;  glass  rod  and  tubing,  and 
other  technical,  scientific,  and  industrial 
pressed  and  blown  glassware ;  glass  oven, 
cooking,  and  kitchen  ware;  glass  brick; 
glass  insulators;  glass  p>arts  for  vacuum 
ware;  fiberglass  and  foamglass  products 
except  tapes  and  other  woven  fabrics; 
and  goggle  lenses,  nonprescription  lenses 
and  signal  lenses. 
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Expressly  excluded  from  the  scope  of 
the  definition  are  window,  plate  and 
rolled  glass;  commercial  glass  containers 
(Including  prescription  ware)  for  com- 
mercial packing  and  bottling,  and  for 
home  canning;  and  chemical  and  other 
laboratory  apparatus  in  which  glass  is 
assembled  In  combination  with  other 
materials. 

Now.  therefore,  notice  is  hereby  given 
that  a  public  hearing  will  be  held  on 
Pebruary  9.  1949  at  10:00  a.  m.  in  Room 
1214,  Department  of  Labor  Building, 
Fourteenth  and  Constitution  Avenue, 
Northwest,  Washington,  D.  C,  before  the 
Admlnl.strator  of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  or  a  represen- 
tative designated  to  preside  in  his  place, 
at  which  hearing  all  interested  persons 
may  appear  and  offer  testimony:  (1)  As 
to  what  is  the  prevailing  minimum  wage 
in  the  pressed  and  blown  glsiss  and 
glassware  industry;  (2)  as  'to  whether 
there  should  be  included  in  any  amended 
determination  for  this  Industry  provision 
for  the  emplo}anent  of  learners  at  a  sub- 
minimum  rate,  and,  if  so,  in  what  occupa- 
tions, at  what  submlnimum  rates,  and 
with  what  limitations  as  to  length  of  the 
learning  period  and  the  number  or  pro- 
portion of  learners;  and  (3)  as  to  the 
proposed  definition  of  the  industry. 

Any  Interested  person  may  appear  at 
the  hearing  to  offer  evidence,  provided 
that  not  later  than  Pebruary  2, 1949,  such 
person  shall  file  with  the  Administrator 
of  the  Wage  and  Hour  and  Public  Con- 
tracts Divisions,  United  States  Depart- 
ment of  Labor,  Fourteenth  Street  and 
Constitution  Avenue  NW.,  Washington 
25.  D.  C,  a  notice  of  intention  to  appear 
containing  the  following  information: 

1.  The  name  and  address  of  the  per- 
son appearing; 

2.  If  he  is  appearing  in  a  representa- 
tive capacity,  the  names  and  addresses 
of  the  persons  or  organizations  which  he 
is  representing;  and 

3.  The  purpose  for  which  he  is  appear- 
ing. 

Such  notice  may  be  mailed  to  the  Ad- 
ministrator and  shall  be  considered  filed 
upon  receipt. 

Written  statements  in  lieu  of  personal 
appearance  may  be  mailed  to  the  Ad- 
ministrator at  any  time  prior  to  the  date 
of  the  hearing,  or  may  be  filed  with  the 
presiding  ofBcer  at  the  hearing.  An  orig- 
inal and  four  copies  of  any  such  state- 
ment should  be  filed. 

A  copy  of  a  tabulation  by  the  Bureau 
of  Labor  Statistics  showing  wages  paid  in 
the  industry  as  of  January  1947,  which 
will  serve  as  a  basis  of  discussion,  is  on 
file  in  the  Wage  and  Hour  and  Public 
Contracts  Divisions  in  Washington.  D.  C. 
and  will  be  made  available  to  interested 
persons  upon  request.  Interested  per- 
sons are  invited  to  submit  data  as  to 
changes  which  have  taken  place  in  the 
wage  structure  of  the  industry  since  that 
time. 

Signed  at  Washington.  D.  C,  this  10th 
day  of  January  1949. 

Wm.  R.  McComb. 
Administrator,  Wage  and  Hour 
and    Public   Contracts   Divi- 
sions. 

|P.    R.    Dec.    49  318;    Piled.    Jan.    12,    1949; 
8:59  a.  m.J 
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[14  CFR,  Port  228] 

Free  Thavel  for  Postal  Employus 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  consid- 
eration amending  the  provisions  of 
§  228.1  of  the  Economic  Regulations  (14 
CFR  228.1,  as  amended*  which  cover 
eligibility  of  agents  or  officers  of  the 
Post  OflBce  Department  and  Post  OfBce 
inspectors  for  free  travel  by  air  while 
traveling  on  official  business  relating  to 
the  transportation  of  mail  by  aircraft. 

The  purpose  of  this  amendment  is  (a) 
to  provide  a  moreworkable  k)asis  for  des- 
ignating the  Post  Office  employees 
eligible  to  travel  by  air  free  of  charge 
upon  presentation  of  appropriate  cre- 
dentials and  transportation  requests;  (b) 
to  make  it  the  duty  of  the  Postmaster 
General  to  provide  for  accrediting  such 
employees  through  Issuance  of  creden- 
tials, preparation  of  transportation  re- 
quest forms  and  promulpation  of  rules 
and  regulations  pertaining  to  travel  on 
official  business  relating  to  the  transpor- 
tation of  mail. 

The  proposed  amendment  Is  set  forth 
In  the  attached  proposed  rule. 

The  amendment  is  proposed  under  au- 
thority of  sec.  205  (a),  sec.  405  (m) ,  and 
sec.  407  (a)  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended  (52  Stat.  984,  994; 
49  U.  8.  C.  425  (a),  485  (m>,  487>. 

Interested  persons  may  participate  in 
the  proposed  rule  making  by  the  submis- 
sion of  written  data,  views  or  argument 
pertaining  thereto.  In  duplicate,  ad- 
dressed to  the  Secretary.  Civil  Aero- 
nautics Board,  Washington  25.  D.  C. 
All  relevant  matter  in  communications 
received  on  or  before  Pebruary  15.  1949. 
will  be  considered  by  the  Board  before 
taking  final  action  on  the  proposed  rule. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulugan. 

Secretary. 

It  is  proposed  to  amend  §  228.1  of  the 
Economic  Regulations  (14  CFR  228.1). 
Free  travel  for  postal  employees,  by 
•amending  the  entire  section  to  read  as 
follows: 

5  228.1  Free  travel  for  postal  em- 
ployees— (a)  Postal  employees  to  be  car- 
ried free.  Every  air  carrier  carrying  the 
malls  shall  carry,  on  any  plane  that  it 
operates  and  without  charge  therefor, 
the  persons  in  charge  of  the  mails  when 
on  duty,  and  the  following  officers, 
agents,  and  inspectors  of  the  Post  Office 
Department,  when  such  persons  are 
traveling  on  official  business  relating  to 
the  transportation  of  mail  by  aircraft 
and  are  duly  accredited  as  hereinafter 
provided: 

(1)  The  Postmaster  General. 

(2>  The  Executive  Assistant  to  the 
Postmaster  General. 

<3)  The  Third  Assistant  Postmaster 
General;  the  Fourth  Assistant  Post- 
master General;  the  Assistant  Post- 
master General  who  at  the  time  is 
charged  with  the  duty  of  the  general 
management  of  post  dffices :  the  Assistant 
Postmaster  General  who  at  the  time  Is 
assigned  the  supervision  of  Air  Postal 
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Transport,  his  Confidential  Assistant,  his 
Under  Second  Assistant,  and  his  four 
Deputy  Second  Assistants;  the  Adminis- 
trative Officer.  Air  Postal  Transport;  the 
Solicitor  of  the  Post  Office  Department 
and  the  Assistant  Solicitor,  and  any  at- 
torney in  the  Office  of  the  Solicitor  who 
at  the  time  is  assigned  by  the  Solicitor 
to  handle  matters  relating  to  the  trans- 
portation of  mall  by  aircraft;  the  Chief 
Inspector  and  the  Assistant  Chief  In- 
spector. 

(4)  The  Director  of  Domestic  Air 
Postal  Transport  and  the  Director  of  For- 
eign Air  Postal  Transport. 

(5)  The  five  Regional  Superintend- 
ents, and  the  five  Assistant  Regional 
Superintendents.  Air  POstal  Transport, 
located  respectively  at  New  York.  N.  Y., 
Chicago,  111..  San  Francisco.  Calif..  At- 
lanta. Oa..  and  Fort  Worth,  Tex.;  the 
Regional  Superintendents  and  Assistant 
Regional  Superintendents  at  Large.  Air 
Postal  Transport. 

(6)  The  Superintendent.  Thirteenth 
Division.  Railway  Mail  Service,  located 
at  Seattle.  Wash.,  and  the  Chief  Clerk 
and  Assistant  Chief  Clerk.  Railway  Mail 
Service,  located  at  Anchorage.  Alaska, 
when  traveling  between  Seattle.  Wash., 
and  Alaska  or  within  Alaska  on  official 
business  relating  to  the  transportation 
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of  mall  by  aircraft  to.  from,  and  within 
Alaska. 

(7)  Any  Inspector  of  the  Post  Office 
Department. 

(8)  Any  additional  agent  or  officer  of 
the  Post  Office  Department  designated  by 
the  Postmaster  General. 

(b)  Credentials  required.  (1)  Any 
person  described  in  paragraphs  (a)  (1) 
to  (a)  (6)  of  this  section  shall  be  deemed 
to  be  duly  accredited  upon  exhibition  of 
a  certificate  of  the  Postmaster  General 
that  the  bearer  Is  one  of  the  persons  so 
described  and  is  entitled  to  free  trans- 
portation when  traveling  on  official  busi- 
ness relating  to  the  transportation  of 
mail  by  aircraft,  and  bearing  the  signa- 
ture of  the  person  so  described. 

(2)  Any  person  described  In  para- 
graphs (a)  (7)  and  (8)  of  this  section 
shall  be  deemed  to  be  duly  accredited 
upon  exhibition  of  proper  credentials  evi- 
dencing that  he  Is  an  inspector,  officer, 
employee,  or  agent  of  the  Post  Office 
Department,  and  upon  presentation  of  a 
"Request  for  Free  Tftinsportation  by  Air" 
(on  such  form  as  the  Post  Office  Depart- 
ment may  prescribe )  executed  by  him  in 
triplicate  and  stating: 

(I)  The  points  from  and  to  which  the 
person  is  to  be  furnished  free  transpor- 
tation; 
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(II)  The  tariff  fare  for  the  transpor- 
tation requested,  and 

(III)  The  official  position  of  the  travel- 
ler and  that  such  travel  Is  on  official 
business  relating  to  the  transportation 
of  mall  by  aircraft. 

(c)  Requests  to  be  filed.  Each  air 
carrier  on  or  before  the  20th  day  of  each 
month  shall  forward  one  copy  of  every 
"Request  for  Free  TranspKjrtatlon  by 
Air"  accepted  by  It  during  the  preceding 
calendar  month,  to  the  Secretary,  Civil 
Aeronautics  Board,  Washington  25,  D.  C. 
and  one  copy  to  the  Deputy  Second 
Assistant  Postmaster  General.  Post 
Office  Department,  Washington.  D.  C 

(d)  Issuance  of  credentials  and  trans- 
portation request  forms  by  Post  Office 
Department.  With  regard  to  free  air 
travel  by  the  persons  described  In  para- 
graph (a)  of  this  section,  the  Postmaster 
General  shall  be  responsible  (1)  for  the 
Issuance  of  proper  credentials.  (2)  for 
prescribing  proper  transportation  re- 
quest forms  where  required,  and  (3)  for 
authorizing  such  travel,  subject  to  such 
rules  and  regulations  as  he  may  pre- 
scribe. 

[P.    R.    Doc.    49-394;    PUed.    Jan.    13,    1949: 
8:48  a.  m.] 
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NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

MuiTARY  Government  for  Germany 
(U.  S.) 

MONETARY  REGULATIONS 

The  regulations  of  the  Military  Gov- 
ernment for  Germany  (U.  S.).  Part  3. 
are  amended  by  addition  of  new  sections 
3.104f.  3.104g.  3106a,  3.106b.  3.109d. 
3.109e.  3.109f.  3.109g.  and  3.109h.  as  fol- 
lows: 

Sec.  3.104f.  Regulation  No.  9  under 
Military  Government  Law  No.  61.  In 
exercise  of  powers  conferred  by  Article 
XXrV  of  the  First  Law  for  Monetary  Re- 
form (Currency  Law  (sec.  3.101  (f)  (7) 
of  this  part*,  the  Allied  Bank  Commis- 
sion hereby  orders  as  follows: 

(a)  The  postage  stamps  mentioned  in 
paragraph  1  (ii)  of  Article  2  of  Regula- 
tion No.  1  (sec.  3.102  (b)  (1)  (ID  of  this 
part*,  implementing  and  supplementing 
Law  No.  61  (Currency  Law),  cease  to  be 
current  the  day  after  the  promulgation 
of  this  regulation. 

(b)  The  postage  stamps  mentioned  in 
paragraph  1  (ill)  of  Article  2  (sec.  3.102 
(b)  (1)  (Hi)  of  this  part),  which  have 
been  withdrawn  from  circulation  by  the 
Hauptyerwaltung  fur  das  ?ost-  und 
Fernmeldewe.sen  des  Vereinigten  Wlrt- 
schaftsgebletes  with  effect  from  Jime  22. 
1948  at  2400  hours  shall  be  regarded  as 
having  ceased  to  be  current  as  from  June 
22.  1948  at  2400  hours. 

(c)  The  German  text  of  this  regula- 
tion Is  the  official  text. 


(d)  This  regulation  becomes  effective 
on  the  date  of  Its  promulgation.  (Sep- 
tember 8.  1948).  By  order  of  the  Allied 
Bank  Commission. 

Sec  3.104g.  Regulation  No.  10  under 
the  Currency  Law  ^Mil.  Govt.  Law  61)  — 
(Regulation  concerning  subsequent  pay- 
ment of  quota  per  capita) .  Pursuant  to 
Article  XXIV  of  the  First  Law  for  Mone- 
tary Reform  (Currency  Reform)  (sec. 
3.101  (f)  (7)  of  this  part).  It  Is  hereby 
ordered: 

(a)  Article  1.  d)  The  Landesxentral- 
banken  are  authorized  to  pay  the  first 
and  second  Instalment  of  the  quota  per 
capita  (Article  6  of  the  Currency  Law) 
(sec.  3.101  (b*  (1)  of  this  part)  subse- 
quently to  those  residents  of  the  specified 
area  (subparagraph  (2)  below)  who. 
without  a  fault  of  theirs,  of  their  legal 
representatives  or  of  their  mandatory, 
have  not  received  the  quota  per  capita 
up  till  now;  however,  this  will  apply  only 
if  neither  the  person  entitled  nor  any 
member  of  his  family  (Article  8.  par.  3  of 
the  Regulation  No.  8  under  the  Currency 
Law)  (sec.  3.104e  (c)  (5)  (III)  of  this 
part)  has.  by  use  of  Form  A,  surrendered 
old  currency  notes  or  reported  old  cur- 
rency credit  balances. 

(2)  Inhabitants  of  the  specified  area 
in  the  meaning  of  subparagraph  (1*  is 
any  person  who.  at  the  time  when  the 
application  Is  received  by  the  Landes- 
ssentralbank.  has  his  residence  or  ufed  to 
stay  in  the  specified  area  and 

(I)  Who  had  residence  or  used  to  stay 
In  the  specified  area  also  already  before 
June  2.  1948.  or 

(II)  Who.  prior  to  June  2, 1948.  arrived 
in  the  specified  area  in  order  to  establish 
his  residence  there. 


(3)  The  applicant  has  to  establish  a 
strong  evidence  of  the  conditions  speci- 
fied In  subparagraphs  (1)  and  (2)  of  this 
paragraph.  To  this  end  he  has  to  prove. 
In  particular. 

(I)  By  presentation  of  the  Identity 
Card  (Personalauswels)  and  by  affirming 
as  if  under  oath:  that  neither  he  nor  any 
member  of  his  family  has.  by  use  of  Form 
A,  surrendered  or  reported  old  currency. 

(ID  By  a  certificate  Issued  by  the  food 
ration  card  office  competent  for  him: 
that  he  did  not  receive  the  first  instal- 
ment of  the  quota  per  capita  from  a 
ration  card  office. 

(4)  The  food  ration  card  office  may 
issue  the  certificate  specified  in  subpara- 
graph (3)  (11)  of  this  paragraph  only  If 
It  appears  from  Its  records  evidencing 
the  disbursement  of  the  quota  per  cap- 
ita that  the  person  entitled  did  not  re- 
ceive the  quota  per  capita.  In  case  the 
person  entitled  was  recorded  in  the  ra- 
tion card  office  as  temporarily  absent  on 
June  20.  1948.  the  ration  card  office  may 
Issue  such  certificate  only  if  the  travel 
certificate  (Reiseabmeldung  or  G-certlf- 
Icate)  issued  to  the  person  entitled  and. 
In  appropriate  cases,  to  be  produced  by 
him  has  not  been  punched.  Where  the 
person  entitled  has  been  recorded  only 
after  June  26,  1948.  in  the  ration  card 
office  now  competent  for  the  current  sup- 
ply of  food  ration  cards  to  him.  such 
ration  card  office  has  to  obtain,  if  neces- 
sary, a  respective  information  from  the 


>  The  third  copy  shall  be  preserved  by  the 
air  carrier  in  Its  records  In  compliance  with 
the  requirements  of  these  regulations.  8e«: 
§  202.3  (d)  item  48-B  and  such  amendments 
thereof  as  may  be  adopted  from  time  to  time. 
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ration  card  office  previously  competent 
for  the  person  entitled. 

<5>  The  Landeszentralbank  may  pay 
the  quota  per  capita  only  in  exchange 
for  old  currency  notes;  for  every 
Deutsche  Mark  of  the  quota  per  capita 
one  Reichsmark  is  to  be  surrendered. 

(b>  Article  2.  (1)  The  Landeszentral- 
banken  are  authorized,  in  addition,  to 
pay  the  second  instalment  of  the  quota 
per  capita  (remaining  balance)  subse- 
quently to  those  persons  who  under  the 
provisions  of  the  Currency  Law  and  of 
Regulation  No.  8  under  the  Currency  Law 
would  have  been  entitled  to  take  up  the 
balance  amount  with  a  ration  card  office, 
but  did  not  receive  it  either  owing  to  a 
fault  of  the  ration  card  office  or  because 
they  were  not  in  position — without  a 
fault  of  theirs,  of  their  legal  representa- 
tives or  of  their  mandatories — to  produce 
the  documents  required  until  September 
30.  1948. 

(2)  The  applicant  has  to  establish  a 
strong  evidence  of  the  conditions  speci- 
fied in  subparagraph  <!)  and  especially 
to  prove,  by  a  certificate  of  the  ration 
card  office  which  pursuant  to  Regulation 
No.  8  under  the  Currency  Law  was  com- 
petent for  the  payment  of  the  balance 
amount,  that  the  documents  required 
have  been  produced.  The  Landeszen- 
tralbank may  demand  that  these  docu- 
ments be  submitted  to  it. 

(c)  Article  3.  In  the  cases  of  para- 
graphs (a)  and  <b)  of  this  section,  that 
Landeszentralbank  Is  competent  in  the 
bu.siness  area  of  which  the  person  en- 
titled has  his  residence  or  used  to  stay. 
If  in  the  case  of  paragraph  (b)  of  this 
section  the  person  entitled  is  no  longer 
in  the  specified  area,  that  Landeszentral- 
bank is  competent  in  the  business  area  of 
which  he  has  his  residence  or  used  to 
stay.  For  seamen.  Inland  boatsmen  and 
holders  of  a  personal  travel  card,  that 
Landeszentralbank  is  competent  In  the 
business  area  of  which  they  stay  at  the 
time  when  they  file  their  applications. 

(d)  Article  4.  The  LandeszentraU 
banken  have  to  destroy  the  old  currency 
notes  surrendered  pursuant  to  para- 
graph (a)  (5)  of  this  section  and  to  draw 
up  a  pertinent  record. 

(e>  Article  5.  The  subsequent  pay- 
ment of  the  quota  per  capita  shall  be 
admitted  until  December  31.  1948. 

(f)  Article  6.  The  German  text  of 
this  regulation  is  the  official  text. 

(g)  Article  7.  This  regulation  be- 
comes eflective  on  November  15.  1948. 
By  order  of  the  Allied  Bank  Commission. 

Sec.  S.106a.  Law  No.  65:  Fourth  Law 
for  Monetary  Reform  iSup-plementary 
Conversion  Law) — (a)  Article  I.  Amounts 
credited  to  a  blocked  Deutsche  Mark  ac- 
count (Pestkonto)  in  pursuance  of  para- 
graph 1  of  Article  2  of  Military  Govern- 
ment Law  No.  63  (Conversion  Law)  (sec. 
3.106  (b)  (1)  of  this  part)  shall  be  dealt 
with  as  follows : 

(1)  Seven  out  of  every  ten  Deutsche 
Marks  so  credited  shall  be  cancelled  with 
efifect  from  the  date  of  the  credit  to  the 
blocked  Deutsche  Mark  account  (Pest- 
konto). 

(2)  Two  out  of  every  ten  Deutsche 
Marks  so  credited  shall  be  transferred 
to  the  corresponding  free  Deutsche  Mark 
account  (Preikonto). 


NOTICES 

(3)  The  balance  shall  be  available  for 
investment  in  medium  and  long  term 
securities  in  accordance  with  regulations 
to  be  issued  by  the  Allied  Bank  Commis- 
sion before  January  1,  1949. 

(b)  Article  II.  The  Allied  Bank  Com- 
mission is  empowered  to  issue  regulations 
in  implementation  and  amplification  of 
this  Law.  These  regulations  shall  make 
such  adjustments  as  may  be  necessary 
or  appropriate  in  consequence  of  this 
Law  in  the  financial  relationships  arising 
from  Military  CJovernment  Law  No.  63. 

(c)  Article  III.  The  German  text  of 
this  law  shall  be  the  official  text,  and 
the  provisions  of  Military  Government 
Ordinance  No.  3  or  paragraph  5  of  Article 
II  of  military  Government  Law  No.  4 
shall  not  apply  to  such  text. 

(d)  Article  IV.  This  Law  shall  become 
effective  in  the  Lander  Bavaria.  Bremen, 
Hesse  and  Wiirttemberg-Baden  on  Octo- 
ber 4.  1948.  By  order  of  Military  Gov- 
ernment. 

Sec.  3.106b.  Regulation  No.  1  under 
the  law  concerning  blocked  accounts 
<  Mil.  Govt.  Law  65 ) .  Pursuant  to  Article 
2  of  the  Fourth  Law  for  Monetary  Re- 
form (Supplementary  Conversion  Law> 
(sec.  3.106a  (b)  of  this  part)  it  is  hereby 
ordered  as  follows: 

(a)  Article  1.  <1)  Old  currency  credit 
balances,  also  after  the  law  on  blocked 
accounts  has  become  effective,  may  be 
converted  into  new  currency  credit  bal- 
ances onty  on  conditions  specified  in  the 
Third  Law  for  Monetary  Reform  (Con- 
version Law)  (sec.  3.106  of  this  Part). 

(2)  On  converting  the  old  currency 
credit  balances,  the  account  holder  is  to 
be  credited— as  soon  as  this  regulation 
has  become  effective — on  free  account 
with  six  Deutsche  Mark  and  on  invest- 
ment account  (paragraph  (b)  of  this  sec- 
tion) with  half  a  Deutsche  Mark  for 
every  one  hundred  Reichsmark. 

(3)  The  remaining  balance  (Article  1. 
subparagraph  c  of  the  Law  concerning 
blocked  accounts*  on  a  blocked  account 
after  the  transfers  provided  in  Article  1. 
subparagraph  a  and  b  of  the  Supple- 
mentary Conversion  Law  (sec.  3.106a  (a) 
(1)  and  (2)  of  this  part)  have  been  made. 
Is  to  be  transferred  to  the  investment 
account  of  the  account  holder. 

(4)  The  entries  provided  In  the  law 
concerning  blocked  accounts  and  the 
transfers  from  blocked  accounts  to  in- 
vestment accounts  (subparagraph  (2)  of 
this  paragraph)  are  to  be  made  with  the 
value  of  June  21.  1948. 

(b)  Article  2.  (1)  The  Investment  ac- 
counts specified  in  paragraph  (a)  of  this 
section  may  be  disposed  of  only  in  pur- 
suance of  the  regulations  set  forth  In  Ar- 
ticle 1,  subparagraph  c  of  the  Law  con- 
cerning blocked  accounts  (sec.  3.106a  (a) 
(3)  of  this  part). 

(2 )  The  credit  balances  on  Investment 
accounts  are  considered  to  be  deposits 
for  a  fixed  time  in  the  sense  of  Article  6 
of  the  Issue  Law  (sec.  3.105  (f)  of  this 
part)  and  of  Article  10  of  the  Conversion 
Law  (sec.  3.106  (J)  of  this  part).  An 
annual  interest  of  two  and  one-half 
percent  is  to  be  paid  on  them.  Such 
Interest  will  become  due  at  the  end  of 
every  calendar  year.  It  Is  to  be  credited 
to  the  free  account  of  the  account  holder. 

(c)  Article  3.  The  German  text  of  this 
regulation  is  the  official  text. 


(d>  Article  4.  This  regulation  becomes 
effective  on  November  1.  1948.  By  order 
of  Allied  Bank  Commission. 

Sec.  3.109d.  Regulation  No.  8  under  the 
Conversion  Law  (regulation  concerning 
deposit  funds).  Pursuant  to  Article  34, 
paragraph  4  of  the  Third  Law  concerning 
the  Monetary  Reform  (Conversion  Law) 
(sec.  3.106  (hhi  (4)  of  this  part)  it  is 
ordered  as  follows: 

(a)  Article  1.  (D  Where  funds  depos- 
ited or  paid  in  to  the  account  holder  by 
a  third  party  and  administered  by  the 
account  holder  for  a  third  account  (de- 
posit funds) ,  are  involved  in  old  currency 
credit  balances  owned  by  the  occupying 
forces.  Article  34.  paragraph  (3)  of  the 
Conversion  Law  shall  not  apply. 

(2)  All  those  portions  of  old  currency 
credit  balances  owned  by  the  occupying 
Forces,  as  defined  under  subparagraph 
(1)  above,  may,  pursuant  to  the  provi- 
sions of  Article  XI.  paragraph  3,  sub- 
paragraph (II)  of  the  Currency  Law 
(sec.  3.101  (c)  (4)  (iii)  (b)  of  this  part) 
and  subject  to  approval  by  the  Allied 
Bank  Commission,  subsequently  be  re- 
ported, by  use  of  Form  B.  to  the  account 
keeping  financial  institution. 

(b)  Article  2.  (1)  Where  funds,  de- 
posited or  paid  in  to  the  account  holder 
by  a  third  party  and  administered  by 
the  account  holder  for  a  third  account 
(deposit  funds),  are  involved  in  old  cur- 
rency credit  balances  of  group  III  (Arti- 
cle 1.  par.  (1).  subparagraph  1  (c)  of  the 
Conversion  Law)  (sec.  3.106  (*)  <1)  (D 
(c)  of  this  part).  Article  9  of  the  Con- 
version Law  shall  not  apply. 

(2)  All  those  portions  of  old  currency 
credit  balances  as  defined  under  sub- 
paragraph (1)  of  this  paragraph,  may. 
pursuant  to  the  provisions  of  Article  XI, 
paragraph  3.  subparagraph  (ID  of  the 
Currency  Law.  subsequently  be  reported, 
by  use  of  form  B.  to  the  account  keep- 
ing financial  institution,  if  the  auditing 
Court  concerned  certifies  that  the  con- 
dition of  paragraph  (a)  of  this  section 
is  fulfilled.  For  account  holders  other 
than  those  subject  to  audits  by  the  Audit 
Court,  the  Audit  Court  of  that  Land  shall 
have  Jiu-lsdlction.  in  which  the  residence, 
.^eat  or  place  of  business  of  the  legal  rep- 
resentative or  administrator  of  property 
(trustee)  of  the  account  holder  is  located. 

(3)  The  certificate  of  the  Audit  Court 
shall  be  applied  for  by  November  15. 1948. 
Prior  to  taking  any  decision,  the  Audit 
Court  shall  verify  as  to  whether  or  not 
the  credit  balances  or  portions  of  same 
provided  for  reporting  Involve  funds 
which  the  applicant  has  counted  into 
his  actual  receipts  when  computing  the 
first  supply  of  new  currency  which  he 
was  entitled  to  (Art.  XV.  XVI  of  the  Cur- 
rency Law)  (sec.  3.101  (e)  (1)  and  (2) 
of  this  part).  In  the  affirmative,  the 
certificates  may  only  be  granted  if  the 
applicant  proves  that  he  has  returned, 
to  the  Land  Central  Bank  or  to  the  Bank 
Deutscher  Laender.  a  corresponding  por- 
tion of  hts  first  supply  with  new  currency. 

(4)  The  decision  of  the  Audit  Court  on 
the  verification  is  Incontestable. 

(c)  Article  3.  Such  old  currency  credit 
balances  reported  as  belonging  to  third 
parties,  as  specified  under  paragraphs 
(a)  and  (b)  of  this  section,  shall  be  con- 
verted into  new  currency  credit  balances 
under  the  same  conditions  as  the  own  old 
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currency  credit  balances  of  those  p>ersons 
on  whose  behalf  they  are  kept  (beneficial 
owners) ;  they  shall  be  extinguished  if  the 
beneficial  owner  belongs  to  those  groups 
of  persons  whose  old  currency  credit  bal- 
ances are  extinguished  under  the  Con- 
version Law. 

(d)  Article  4.  The  German  text  of  this 
regulation  shall  be  the  official  text. 

(e)  Articles.  This  regulation  shall  be- 
come effective  September  15.  1948.  By 
order  of  the  Allied  Bank  Commission. 

Sec.  3.109e.  Regulation  No.  9  under  the 
Conversion  Law  (Afi/.  Govt.  Law  63). 
Pursuant  to  Article  34,  paragraph  4  of  the 
Third  Law  for  Monetary  Reform  (Con- 
version Law)  (sec.  3.106  <hh)  (4)  of  this 
part),  it  is  ordered  as  follows: 

(a)  Article  1.  Payments  by  persons 
resident  in  the  US.  UK  or  French  Zones 
of  Germany,  to  persons  whose  residence, 
seat  or  place  of  business  Is  within  the  US, 
UK  or  French  Sectors  of  Greater  Berlin 
may  be  effected  by  payment  or  transfer 
of  the  amount  involved: 

( 1 )  To  an  account  maintained  by  such 
persons  with  a  financial  Institution  or 
post  check  office  in  the  specified  area 
which  is  blocked  pursuant  to  Article  26, 
paragraph  2  of  the  Third  Law  for  Mone- 
tary Reform  (Conversion  Law)  (sec.  3.106 
(z)  (2)  of  this  part),  or 

(2)  In  favor  of  such  person,  to  the 
account  of  the  Currency  Commission. 
Berlin  with  the  Bank  deutscher  Laender. 

(b)  Article  2.  Payments  in  satisfaction 
of  debts  owing  by  persons  resident  in  the 
US,  UK  or  French  Zones  of  Germany 
may  be  made  to  a  creditor  whose  resi- 
dence, seat  or  place  of  business  is  within 
the  US.  LTC  or  French  Sectors  of  Greater 
Berlin  by  payment  or  transfer  of  the 
amount  involved: 

( 1 )  To  an  account  maintained  by  such 
person  with  a  financial  institution  or 
post  check  office  in  the  specified  area 
which  is  blocked  pursuant  to  Article  26. 
paragraph  2  of  the  Third  Law  for  Mone- 
tary Reform  (Conversion  Law),  or 

(2)  In  favor  of  such  person,  to  the 
account  of  the  Currency  Commission, 
Berlin  with  the  Bank  deutscher  Laender. 

(c)  Article  3.  Persons  having  their 
permanent  residence,  seat  or  place  of 
business  within  the  US.  UK  or  French 
Sector  of  Greater  Berlin  may  dispose  of 
their  credit  balances  on  free  acccounts 
(Article  2.  par.  1, 2d  sentence  of  the  Third 
Law  for  Monetary  Reform  (Conversion 
Law)  (sec.  3.106  (b)  (li  of  this  part)  and 
the  Fourth  Law  for  Monetary  Reform 
(Supplementary  Conversion  Law»  by  in- 
struction to  the  financial  institution  or 
post  check  office  holding  the  account: 

(1)  To  transfer  an  unlimited  amount 
in  favor  of  such  person  to  the  account  of 
the  Currency  Commission,  Berlin,  with 
the  Bank  deutscher  Laender.  or 

(2»  To  transfer  an  unlimited  amount 
to  an  account  blocked  pursuant  to  Ar- 
ticle 26.  paragraph  2  of  the  Conversion 
Law  held  by  any  persons  whose  residence, 
seat  or  place  of  business  is  within  the  US. 
UK  or  French  Sectors  of  Greater  Berlin, 
provided  the  provisions  of  Article  6  of  the 
Third  Law  for  Monetary  Reform  (Con- 
version Law)  (sec.  3.106  (f)  of  this  part) 
pertaining  to  tax  clearance  having  been 
complied  with,  and  that  such  transfers 
are  prohibited  solely  by  reason  of  Article 
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26,  paragraph  2  of  the  Third  Law  for 
Monetary  Reform  (Conversion  Law). 

(d)  Article  4.  The  German  text  of  this 
regulation  shall  be  the  official  text. 

(e)  Article  5.  This  regulation  shall  be- 
come effective  on  November  20,  1948.  By 
order  of  the  Allied  Bank  Commission. 

Sec.  3.109f.  Regulation  No.  11  under 
the  Conversion  Law  (Mil.  Govt.  Law  63  k 
Pursuant  to  Article  34.  paragraph  4  of 
the  Third  Law  for  Monetary  Reform 
(Conversion  Law)  (sec.  3.106  (hh)  (4)  of 
this  part),  it  is  hereby  ordered: 

(a)  Article  1.  The  Bank  Deutscher 
Laender  has  to  enter  on  the  liabilities 
side  of  the  conversion  account  to  be  es- 
tablished under  Article  in.  paragraph  4 
of  the  Bank  Regulation  (sec.  3.108  (c) 
of  this  part) ,  in  excess  of  the  liabilities 
specified  in  Article  Vn,  paragraph  A  of 
the  Bank  Regulation  (sec.  3.108  (g)  (1) 
(1)  of  this  part),  the  equivalent  of  the 
converted  small  monetary  symbols  called 
in  and  withdrawn  from  circulation  by  it 
under  Article  4  of  the  Issue  Law  (sec. 
3.105  of  this  part). 

(b)  Article  2.  The  German  text  of  this 
regulation  is  the  official  text. 

(c>  Article  3.  This  regulation  becomes 
effective  on  November  15. 1948.  By  order 
of  Allied  Bank  Commission. 

Sec.  3.109g.  Regulation  No.  12  under 
the  Currency  Law  (Mil.  Govt.  Law  63) 
(Repatriated  PW  Regulation).  Pursuant 
to  Article  34,  paragraph  4  of  the  Third 
Law  for  Monetary  Reform  (Conversion 
Law)  (sec.  3.106  (hh)  (4)  of  this  part), 
it  is  hereby  ordered: 

SXTBSEQUENT  EXCHANGE  OP  GERMAN  CUR- 
RENCY FOR  FORMER  PW'S  (REPATRI.ATED 
FW'S) 

(a)  Article  1.  (1)  The  subsequent  ex- 
change, provided  in  Article  IV  paragraph 
15  (2)  of  Regulation  No.  1  under  the  Con- 
version Law  (sec.  3.107  (d)  (1)  (ii)  of  this 
part)  of  German  currency  taken  away 
from  repatriated  PW's  on  their  capture 
is  to  be  dealt  with  by  the  Landeszentral- 
banken.  Competent  is  the  Landeszen- 
tralbank in  the  business  area  of  which 
the  repatriated  PW  has  his  residence. 

(2)  The  Landeszentralbank  may  carry 
out  such  conversion  only  against  a  cer- 
tificate duly  signed  by.  and  bearing  the 
official  seal  of,  the  separation  center  of 
the  Detaining  Power.  The  amount  of 
German  currency  taken  from  the  repa- 
triated PW  on  his  capture  must  appear 
on  the  certificate.  The  delivery  of  such 
certificate  shall  be  regarded  as  surrender 
of  the  Reirtismark  amount  to  be  con- 
verted. 

(3 )  In  the  case  of  repatriated  PWs  re- 
turning from  American.  British  or  French 
war  captivity,  the  certificate  mentioned 
in  subparagraph  (2»  of  this  paragraph, 
of  the  separation  center  of  the  Detaining 
Power  is  replaced  by  a  certificate  of  the 
central  agency  determined  for  that  pur- 
pose by  the  Detaining  Power  (for  the 
American  Detaining  Power:  the  POW 
Information  Bureau  at  Niederroden  near 
Darmstadt;  for  the  British  Detaining 
Power:  the  oberfinanzpraesident  (Presi- 
dent of  the  Regional  Revenue  Office)  in 
Hamburg,  Roedingmarkt  83;  for  the 
French  Detaining  Power :  the  Bureau  de 
liaison  pour  les  question  de  prisonniers 
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de  guerre,  Baden-Baden,  Europaeischer 
Hof.) 

(b)  Article  2.  (1)  The  Lande.<;zentral- 
bank  shall  pay  to  the  repatriated  PW  one 
Deutsche  Mark  for  every  ten  Reichsmark 
of  the  amount  stated  in  the  Certificate. 
If  the  Reichsmark  amount  to  be  con- 
verted comes  to  less  than  six  hundred 
Reichsmark,  sixty  Deutsche  Mark,  but 
not  more  than  one  Deutsche  Mark  for 
every  one  Reichsmark  shall  be  paid. 

(2)  The  Landeszentralbank  may  de- 
mand the  repatriated  PW  to  prove  that 
he  had  rightfully  acquired  the  amount  of 
German  currency  taken  from  him  on  his 
capture. 

(3)  The  payment  of  the  amounts  in 
Deutsche  Mark  pursuant  to  subpara- 
graph (1)  of  this  paragraph  shall  be 
made  for  account  of  the  Bank  deutscher 
Loender.  The  Bank  deutscher  Laender 
credits  the  Landeszentralbank  on  giro 
account  with  the  amount  paid  out  in 
Deutsche  Mark  and  enters  it  in  its  con- 
version account.  The  credit  takes  place 
on  the  basis  of  monthly  lists  to  be  sub- 
mitted by  the  Landeszentralbanken  to- 
gether with  the  certificates  (Paragraph 
(a)  (2)  and  (3)  of  this  section). 

(4)  The  Landeszentralbank  shall  cer- 
tify to  the  repatriated  PW  on  the  dis- 
charge pap)er  the'  amount  paid  in 
Deutsche  Mark  under  this  regulation. 

(5)  The  provisions  of  paragraphs  (a) 
and  (b)  of  this  section  shall  apply 
mutatis  mutandis  to  former  prisoners  of 
war  originating  from  the  specified  area, 
who  subsequent  to  their  discharge  from 
captivity  are  employed  in  foreign  coun- 
tries as  civilian  workers,  as  soon  a/  they 
will  have  established  their  residence  In 
the  sF>ecified  area. 

BAGS  CONTAINING  VALTJABLES  OF  FORMER 
MEMBERS  OF  WEHRMACHT,  KEPT  IN  CUS- 
TODY WITH  DEPOSITORIES 

(c)  Article  3.  (I)  The  German  cur- 
rency of  repatriated  PWs  and  of  missing, 
killed  and  deceased  former  members  of 
the  Wehrmacht.  kept  in  bags  containing 
valuables  in  custody  with  depositories 
within  the  specified  area  shall  be  paid 
without  delay  by  the  depositories  to  a 
collective  account  administered  for  third 
parties  (samuel-Ander-Konto)  to  be  es- 
tablished with  the  Landeszentralbank 
competent  for  the  depository. 

(2)  The  head  of  the  depository,  when 
effecting  the  payment,  shall  affirm  in 
writing  that  the  currency  paid  in  origi- 
nates exclusively  from  bags  containing 
valuables  belonging  to  former  members 
of  the  Wehr^nacht. 

(d)  Article  4.  d)  The  accounts  ad- 
ministered for  third  persons  (Anderkon- 
ten),  which  have  been  established  by 
German  currency  paid  in  pursuant  to 
paragraph  (c)  (1)  of  this  section,  are 
to  be  converted  into  Deutsche  Mark :  for 
every  ten  Reichsmark  one  Deutsche 
Mark,  is  to  be  credited  on  free  account. 

(2)  The  provision  of  subparagraph  (1) 
of  this  paragraph  shall  apply  likewise  to 
those  accounts  administered  for  third 
parties  which  have  been  establLshed  by 
depositories  prior  to  June  27,  1948  by 
paying  in  German  currency  specified  in 
subparagraph  (1)  of  this  paragraph,  no 
matter  whether  the  account  adminis- 
tered for  third  parties  had  been  opened 
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with  a  Landeszentralbank  or  with  any 
other  financial  Institution. 

(e)  Articles.  (1 )  The  depository  shall 
Issue  to  the  beneficiary  a  certificate  stat- 
ing the  German  currency  taken  from  a 
bag  containing  valuables,  and  insert  on 
It  the  name  of  the  financial  institution 
and  the  Number  of  the  account  adminis- 
tered for  third  parties.  Copy  of  the  cer- 
tificate shall  be  forwarded  to  the  account- 
keeping  financial  institution. 

<2)  Repatriated  PWs  may  be  given  a 
certificate  under  subparagraph  (1)  of 
this  paragraph  only  if  they  prove  by  pres- 
entation of  their  discharge  papers  that 
the  German  currency  taken  from  them 
on  their  capture  had  not  already  been 
converted  by  a  Landeszentralbank  prior 
to  June  20.  1948  pursuant  to  paragraph 
(b)  of  this  section. 

<3)  The  account-keeping  financial  in- 
stitution shall  pay  to  the  beneficiary 
against  presentation  of  a  certificate  is- 
sued in  pursuance  of  subparagraph  (1) 
of  this  paragraph,  one  E>eutsche  Mark 
for  every  ten  Reichsmarks  of  the  amount 
stated  in  the  certificate,  to  the  debit  of 
the  account  administered  for  third 
parties. 

(4)  The  depositary  may  dispose  of  the 
funds  kept  on  the  account  administered 
for  third  parties  only  in  pursuance  of 
the  provisions  of  subparagraphs  (D 
through  (3)  of  this  paragraph.  If  funds 
for  which  a  beneficiary  cannot  be  found 
remain  on  the  account  administered  for 
third  parties,  the  decision  on  such  funds 
shall  be  reserved  to  German  legislation. 

CLOSING  PROVISIONS 

^f)  Article  6.  Article  1  of  Regulation 
No.  7  under  the  Currency  Law,  (sec. 
3.104d  (a)  of  this  part)  applies  to  the 
old  currency  notes  surrendered  under 
the  provisions  of  thi.s  regulation. 

(g)  i4r^Jc/e  7.  The  German  text  of  this 
regulation  is  the  ofiBcial  text. 

(h)  Article  8.  This  regulation  becomes 
effective  on  December  1.  1948.  By  order 
of  Allied  Bank  Commission. 

Sec.  3.109h.  Regulation  No.  13  under 
Military  Gox}€rnment  Law  No.  63  (Con- 
version Law);  Reichsmark  Liabilities  to 
United  Nations  Nationals.  In  exercise 
of  the  powers  conferred  by  Article  34. 
paragraph  4.  of  the  Third  Law  for  Mon- 
etary Reform  (Conversion  Law)  (sec. 
3.106  (hh)  <4)  of  this  part)  the  Allied 
Bank  Commission  hereby  orders  as 
follows: 

(a)  Article  1.  Paragraph  1  of  Article 
15  of  the  Conversion  Law  (sec.  3.106  (o> 
(1)  of  this  part)  is  to  be  interpreted  as 
follows : 

(1)  Every  creditor  who  is  a  United 
Nations  National  according  to  Article  13, 
paragraph  4  of  the  Conversion  Law  (sec. 
3.106  (m)  (4)  of  this  part)  may  object 
to  the  conversion  of  his  claim  into  DMs 
according  to  the  provisions  of  the  Con- 
version Law  by  notification  to  his  Ger- 
man debtor  by  October  20,  1948,  at  the 
latest. 

(2)  Every  creditor  who  is  a  United 
Nations  National  according  to  Article  13, 
paragraph  4  of  the  Conversion  Law  may 
equally  refuse,  subsequent  to  the  October 
20. 1948.  to  accept  a  payment  tendered  or 
made  by  the  German  debtor  according  to 
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the  provisions  of  the  above-mentioned 
Law. 

(3)  In  case  action  is  taken  either  under 
subparagraph  (1)  or  (2)  aboye.  the  credi- 
tor's rights  remain  unaffected  by  Law  No. 
63  (sec.  3.106  of  this  part). 

(b)  Article  2.  The  German  text  of  this 
regulation  is  the  official  text. 

(c)  Article  3.  This  regulation  shall  be- 
come effective  on  October  20,  1948. 

By  order  of  the  Allied  Bank  Commls- 
.'^ion. 

[seal]  Edward  P.  Witsell, 

Major  General, 
The  Adjutant  General. 

(P.    R.    Doc.    49-2«2:    Piled.    Jan.    12,    1949; 
8:48  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 
Forest  Service 

SiTGREAVES  NATIONAL  FOREST 
ORDER  FOR  REMOVAL  OF  TRESPASSING  HORSES 

Whereas  a  number  of  horses  are  tres- 
passing and  grazing  on  the  Bear  Canyon 
Allotment  and  the  south  portion  of  the 
Pinedale  Community  Allotment.  Pinedale 
Ranger  District,  Sitgreaves  National 
Forest,  State  of  Arizona;  and 

Whereas  these  horses  are  consuming 
forage  needed  for  permitted  livestock, 
are  causing  extra  expense  to  established 
permittees,  and  are  injuring  national- 
forest  lands; 

Now,  therefore,  by  virtue  of  the  au- 
thority vested  in  the  Secretary  of  Agri- 
culture by  the  act  of  June  4,  1897  <30 
Stat..  35;  16  U.  S.  C.  551),  and  the  act 
of  February  1,  1905  (33  Stat..  628.  16 
U.  S.  C.  472) ,  the  following  order  is  issued 
for  the  occupancy,  use.  protection,  and 
administration  of  land  in  the  Bear  Can- 
yon Allotment  and  the  south  portion  of 
the  Pinedale  Community  Allotment, 
Pinedale  Ranger  District,  Sitgreaves  Na- 
tional Forest: 

Temporary  Closure  From  Livestock  Grazing 

(a)  The  following-described  areas  In  the 
Sitgreaves  National  Forest  are  hereby  closed 
for  the  period  January  15.  1949  through 
March  31.  1949  to  grazing  by  horses  excepting 
those  that  are  lawfully  grazing  on  or  cross- 
ing land  In  such  allotments  pursuant  to  the 
regulations  of  the  Secretary  of  Agriculture, 
or  that  are  used  In  connection  with  opera- 
tions authorized  by  such  regulations,  or  that 
are  used  as  riding,  pack,  or  draft  animals  by 
persons  traveling  over  such  lands: 

All  of  the  Bear  Canyon  Allotment  and  the 
south  portion  of  the  Pinedale  Community 
Allotment.  Pinedale  Ranger  District,  Sit- 
greaves National  Forest;  bounded  on  the  east 
by  the  west  and  south  fences  of  the  Juniper 
Ridge  Allotment  and  the  east  fence  of  the 
Bear  Canyon  Allotment;  on  the  south  by  the 
fences  between  the  Port  Apache  Indian  Res- 
ervation and  the  Sitgreaves  National  Forest; 
on  the  west  by  the  west  fence  of  the  Pinedale 
Community  Allotment;  and  on  the  north  by 
the  Arlpine.  Clay  Springs,  Pinedale,  Linden 
county  road,  all  within  Navajo  County,  State 
of  Arizona. 

(b)  Officers  of  the  United  States  Forest 
Service  are  hereby  authorized  to  dispose  of, 
In  the  most  humane  manner,  all  horses  found 
trespassing  or  grazing  In  violation  of  this 
order. 

(c)  Public  notice  of  intention  to  dispose 
of  such  horses  shall  be  given  by  posting  no- 
tices in  public  places  or  advertising  In  a  news- 


paper of  general  circulation  In  the  locality 
In  which  the  Sitgreaves  National  Forest  Is 
located. 

Done  at  Washington,  D.  C,  this  10th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  Department  of  Agri- 
culture. 

[SEAL]  A.   J.   LOVELAND, 

Acting  Secretary  of  Agriculture. 

[P.    R.    Doc.    49-303;    Filed,    Jan.    12,    1949; 
8:50  a.  m.l 


FEDERAL   POWER   COMMISSION 

[Docket  No.  0-1162) 

San  Dieoo  Gas  and  Electric  Co. 

NOTICE  or  application 

Jamjary  7,  1949. 

Notice  is  hereby  given  that  on  January 
4,  1949,  an  application  was  filed  with 
the  Federal  Power  Commission  by  San 
Diego  Gas  k  Electric  Company  of  Cali- 
fornia (Applicant),  a  California  cor- 
poration having  its  principal  place  of 
business  at  San  Diego,  California,  for  a 
certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  (c)  of  the 
Natural  Gas  Act,  as  amended,  authoriz- 
ing the  construction  and  operation  ol 
approximately  50  miles  of  16-inch  di- 
ameter pipeline  in  San  Diego  County, 
California,  which  is  to  be  a  part  of  an 
85  mile  16-inch  pipeline  connecting  with 
the  existing  Texas  to  California  pipeline 
near  Moreno,  Riverside  County,  Cali- 
fornia, and  extending  southward  to  tlie 
City  of  San  Diego,  California,  for  the 
purpose  of  augmenting  the  gas  supply 
and  increasing  the  deliverability  of  nat- 
ural gas  to  Applicant.  The  remaining 
35  miles.  In  Riverside  County,  of  the 
said  85  mile  pipeline  is  to  be  constructed 
by  Southern  Counties  Gas  Company  of 
California  as  set  forth  in  its  application 
filed  in  Docket  No.  G-1157. 

The  application  states  that  existing 
facilities  of  Applicant  limit  its  ability  to 
receive  sufficient  volumes  of  natural  gas 
from  Southern  Counties  to  meet  its  peak 
day  requirements.  It  is  alleged  that  the 
proposed  pipeline  will  permit  Applicant 
to  receive  an  additional  gas  supply  of 
approximately  40  million  cubic  feet  per 
day.  . 

The  estimated  total  over-all  capital 
cost  of  construction  of  Applicant's  por- 
tion of  the  proposed  facilities  is  $3,037.- 
500  to  be  financed  by  using  various  funds 
which  will  be  available  to  Applicant  from 
funds  on  hand,  depreciation,  earnings, 
sale  of  bonds  and  equitj  securities,  and, 
if  necessary,  bank  loans. 

Any  interested  state  commission  Is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  S  1  37  of  the  Commis- 
sion's rules  of  practice  ar.d  procedure 
and.  if  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  San  Diego  Gas  k 
Electric  Company  of  California  is  on  file 
with  the  Commission  and  open  to  public 
Inspection.    Any  person  desiring  to  be 


Thursday,  January  23,  1949 

heard  or  to  make  any  protest  with  ref- 
erence to  the  application  shall  file  with 
the  Federal  Power  Commission,  Wash- 
ington 25,  D.  C,  not  later  than  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  Federal  Register,  a  petition 
to  intervene  or  protest.  Such  petition 
or  protest  shall  conform  to  the  require- 
ments of  §§  1.8  or  1.10,  whichever  is  ap- 
plicable, of  the  Commission's  rules  of 
practice  and  procedure. 


[SEAL] 


Leon  M.  Fuquay. 
.   Secretary. 


[F.    R.    Doc.    49  282;    Filed.    Ja-.    12,    1949; 
8:45  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-17111 
Consumers  Gas  Co. 

order    GRANTING    REQITEST    FOR    EXTENSION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C, 
on  the  6th  day  of  January  1949. 

Consumers  Gas  Company,  a  subsidi- 
ary of  The  United  Gas  Improvement 
Company,  a  registered  holding  company, 
having  requested  a  one  year  extension 
to  January  27.  1950  of  the  time  fixed  by 
our  order  of  January  27,  1948  (Holding 
Company  Act  Release  No.  7986)  within 
which  Consumers  Gas  Company  may 
purchase  a  maximum  of  400  shares  of 
capital  stock  of  Reading  Gas  Company 
from  non-afflliated  Interests  as  shares 
become  available  for  purchase;  and 
.  Consumers  Gas  Company  having 
stated  that  to  date  no  shares  of  the 
capital  stock  of  Reading  Gas  Company 
have  been  purchased  under  the  permis- 
sion granted  by  the  above  order,  and  that 
an  additional  one  year  extension  is  de- 
sired in  order  to  consummate  the  said 
purchase  program;  and 

It  appearing  to  the  Commission  that 
the  requested  extension  of  time  is  not 
unrea-sonable  or  detrimental  to  the  pub- 
lic interest  or  the  Interests  of  investors 
or  consumers: 

It  is  ordered.  That  Consumers  Gas 
Company  be,  and  hereby  is,  granted  an 
additional  period  of  one  year  from  Janu- 
ary 27,  1949  within  which  to  consum- 
mate the  proposed  purchase  program 
covered  by  our  order  of  January  27,  1948, 
subject,  however,  to  the  same  conditions 
and  reservation  of  jurisdiction  as  are 
Imposed  by  said  order. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


IF.    R.    DoC.    49-285;    Filed.    Jan.    12,    1949; 
8:46  a.  m.] 


[File  No.  70-20081 
Mississippi  Power  L  Light  Co. 

ORDER  GRANTING  APPLICATION  AND  PER- 
MITTING declaration  to  become  EFFEC- 
TIVE 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission  held  at  its 
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office  In  the  city  of  Washington,  D.  C, 
on  the  6th  day  of  January  A.  D.  1949. 
Mississippi  Power  &  Light  Company 
("Mississippi"),  a  utility  subsidiary  of 
Electric  Power  &  Light  Corporation,  a 
registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company,  hav- 
ing filed  an  application-declaration  and 
amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6  (a)  and  7 
thereof  and  Rule  U-50  of  the  rules  and 
regulations  promulgated  thereunder, 
with  respect  to  the  following  proposed 
transactions; 

Mississippi  proposes  to  Issue  and  sell 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  $7,500,000 
principal  amount  of  its  First  Mortgage 
Bonds.  _-%  Series,  due  1979.  to  be  is- 
sued under  and  secured  by  the  Com- 
pany's presently  existing  Mortgage  and 
Deed  of  Trust  dated  as  of  September  1. 
1944,  as  supplemented  by  a  First  Sup- 
plemental Indenture  dated  as  of  June  1, 
1947  and  as  further  supplemented  by  a 
Second  Supplemental  Indenture  to  be 
dated  as  of  January  1,  1949. 

The  application-d  eclaratlon.  as 
amended,  states  that,  of  the  proceeds 
from  the  sale  of  the  bonds,  approximately 
$1,250,000  will  initially  be  deposited  with 
the  Corporate  Trustee  to  be  withdrawn 
against  future  property  additions  In  ac- 
cordance with  the  terms  of  the  Mortgage 
and  Deed  of  Trust  as  supplemented. 
Proceeds  from  the  sale  of  the  bonds  will 
be  used  to  carry  forward  the  Company's 
construction  program  and  for  other  cor- 
porate purposes. 

Applicant-declarant  requests  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable,  and  that 
it  become  effective  forthwith  upon  the 
issuance  thereof. 

The  application-declaration  having 
been  filed  on  November  29.  1948  and  an 
amendment  thereto  having  been  filed  on 
December  21,  1948,  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  the  application- 
declaration,  as  amended,  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  the  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commi.ssion  being  of  the  opinion  that  it 
Is  appropriate  to  grant  and  permit  to  be- 
come effective  said  application-declara- 
tion, as  amended,  without  the  imposition 
of  terms  and  conditions  other  than  those 
hereinafter  ordered,  and  the  Commission 
also  deeming  it  appropriate  to  grant 
applicant-declarant's  request  that  the 
order  herein  become  effective  forthwith 
upon  the  issuance  thereof; 

It  is  ordered,  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act,  that  said  application-declara- 
tion, as  amended,  be,  and  the  same  here- 
by is,  granted  and  permitted  to  become 
effective  forthwith,  subject  to  the  terms 
and  conditions  contained  in  Rule  U-24 
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and  subject  to  the  following  additional 
conditions: 

(1 )  That  the  proposed  sale  of  bonds  of 
Mississippi  shall  not  be  consummated 
until  the  results  of  competitive  bidding 
pursuant  to  Rule  U-50  shall  have  been 
made  a  matter  of  record  in  this  proceed- 
ing and  a  further  order  shall  have  been 
entered  by  the  Commission  in  the  light 
of  the  record  so  completed,  which  order 
may  contain  such  further  terms  and  con- 
ditions as  may  then  be  deemed  appro- 
priate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be  paid 
in  connection  with  the  proposed  transac- 
tions. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois. 
Secretary. 


[F.    R.    Doc.    49-286;    Piled.    Jan.    12,    1949; 
8:46  a.  m.] 


(FUe  No.  70-20191 

Consolidated  Edison  Co.  of  New  York, 
Inc. 

notice  of  and  order  for  hearing 

At  a  regular  session  of  the  Seourities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  6th  day  of  January  1949. 

Notice  is  hereby  given  that  Consoli- 
dated Edison  Company  of  New  York,  Inc. 
("Consolidated  Edison")  has  filed  an  ap- 
plication with  this  Commission  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935  ("Act") .  Applicant  has  des- 
ignated sections  3,  9  (a)  and  10  of  the 
act  as  applicable  to  the  proposed  trans- 
action. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  proposed 
which  is  summarized  as  follows: 

Consolidated  Edison  renders  electric 
and  gas  service  in  the  city  of  New  York. 
New  York.  It  owns  all  the  outstanding 
common  stock  of  Westchester  Lighting 
Company  which  renders  electric  and  gas 
service  in  the  coifhty  of  Westchester,  New 
York.  It  also  owns  all  the  common  stock 
of  The  Yonkers  Electric  Light  and  Power 
Company  which  renders  electric  service 
in  the  city  of  Yonkers.  New  York.  In 
addition.  Consolidated  Edison  owns 
99.86%  of  the  common  stock  of  the  New 
York  Steam  Corporation,-  a  steam  com- 
pany, and  100  To  of  the  common  stock  of 
the  Consolidated  Telegraph  and  Electri- 
cal Subway  Company  which  operates 
underground  cables  and  conduits.  Con- 
solidated Edison  and  each  of  its  subsidi- 
aries is  incorporated  under  the  laws  of 
the  State  of  New  York.  At  the  present 
time,  by  virtue  of  having  filed  an  exemp- 
tion statement  pursuant  to  the  provisions 
of  Rule  U-2  promulgated  under  the  Act, 
Consolidated  Edison  is  exempt  from  all 
the  provisions  of  the  Act  and  the  Rules 
thereunder  except  section  9  (a)  (2)  of 
the  act. 

There  is  pending  before  this  Commis- 
sion an  amended  plan  (File  No.  54-136) 
jointly  filed,  pursuant  to  section  11  (e) 
of  the  act,  by  Long  Island  Lighting  Com- 
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1%  above  the  discount  rate,  as  of  the 
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For  the  Attorney  General. 
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pany.  a  registered  holding  company,  and 
two  of  its  public-utility  subsidiary  com- 
panies. Queens  Borough  Gas  and  Elec- 
tric Company  and  Nassau  k  Suffolk 
Lighting  Company,  wherein  it  Is  pro- 
posed that  the  three  companies  be  con- 
solidated and  recapitalized,  the  result- 
ant consolidated  company  to  be  named 
Long  Lsland  Lighting  Company  ("new 
consolidated  company").  The  amended 
plan  provides  for  the  Issuance  to  the 
preferred  shareholders  of  the  constituent 
companies  of  an  aggregate  of  2,417.377.4 
shares  of  common  stock  of  the  new  con- 
solidated company.  The  plan  also  pro- 
vides for  the  payment  to  the  existing 
common  ."Stockholders  of  Long  Island 
Lighting  Company  of  cash  in  the  ag- 
gregate amount  of  $1,050,000.  payable 
out  of  earnings  accumulated  subsequent 
to  the  effective  date  of  the  plan. 

Consolidated  Edison  proposes  to  offer 
to  all  the  holders  of  the  common  stock 
of  the  new  consolidated  company,  con- 
ditioned upon  the  consolidation  becom- 
ing effective,  an  aggregate  of  $28,000,000 
principal  amount  of  Consolidated  Edi- 
son's 3'~r  15-year  Convertible  Debentures. 
The  offer  of  Consolidated  Edison  pro- 
vides, however,  that  the  consolidation 
shall  have  been  approved  by  appropriate 
regulatory  authorities  "without  provid- 
ing for  the  distribution  of  cash  or  other 
property  to  any  of  the  stockholders  of 
the  constituent  corporations  as  such." 
On  the  basis  of  2.417,377  4  shares  of  com- 
mon stock  of  the  new  consolidated  com- 
pany proposed  to  be  Issued  pursuant  to 
the  amended  plan,  the  offer  would  be  In 
the  ratio  of  approximately  $11.58  prin- 
cipal amount  of  Consolidated  Edison's 
Convertible  Debentures  for  each  share 
of  new  common  stock. 

The  offer  will  permit  the  deposit  of 
certificates  of  stock  of  the  existing  con- 
stituent companies  or  of  the  common 
stock  of  the  new  consolidated  company 
and  its  effectiveness  is  made  contingent 
upon  the  following  two  events,  among 
others:  (1>  Effectuation  of  the  consoli- 
dation within  120  days  of  the  date  of  the 
Initial  offer  of  exchange  or  within  such 
extended  period  of  time  as  may  be  deter- 
mined by  the  company  with  the  approval 
of  the  Public  Service  Commission  of  the 
State  of  New  York  and^hls  Commission; 
and  <2)  deposit  pursuant  to  the  offer  of 
certificates  of  stock  entitling  Consoli- 
dated Edison  to  become  the  holder  of  not 
less  than  90*^0  of  the  total  niunber  of  out- 
standing shares  of  the  common  stock  of 
the  new  consolidated  company,  or  such 
lesser  percentage  in  exce.ss  of  66S%  as 
may  be  determined  by  Consolidated 
Edison. 

At  any  time  after  120  days  of  the  date 
of  the  initial  offer.  Consolidated  Edison 
may  terminate  the  offer  as  to  any  certif- 
icate as  to  which  the  exchange  i.<;  not  then 
effective  and,  at  the  end  of  six  months 
of  the  date  of  the  initial  offer,  such  offer 
win  automatically  terminate. 

It  appearing  to  the  Commission  that  it 
Is  appropriate  in  the  public  interest  and 
In  the  Interest  of  investors  and  consum- 
ers that  a  hearing  be  held  with  respect 
to  said  application  and  that  said  applica- 
tion shall  not  be  granted  except  pursuant 
to  further  order  of  the  Commission : 

It  is  ordered,  ]  ursuant  to  sections  9,  10 
and  18  of  the  act.  that  a  hearing  be  held 
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on  said  application  on  February  8,  1949. 
at  10:00  a.  m..  e.  s.  t.,  at  the  ofBces  of  the 
Securities  and  Exchange  Commission. 
425  Second  Street  NW.,  Washington  25. 
D.  C.  On  such  date  the  hearing  room 
clerk  will  advise  as  to  the  room  in  which 
such  hearing  will  be  held.  Any  person 
desiring  to  be  heard  in  connection  with 
this  proceeding  or  proposing  to  Inter- 
vene herein  shall  file  with  the  Secretary 
of  the  Commission,  on  or  before  February 
7,  1949.  a  written  request  relative  thereto 
as  provided  by  Rule  XVn  of  the  Commis- 
sion's rules  of  practice. 

It  is  further  ordered.  That  William  W. 
Swift,  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  such  hear- 
ing. The  oflflcer  so  designated  to  preside 
at  such  hearing  is  hereby  authorized  to 
exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (c>  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary 
examination  of  the  application,  and  that, 
on  the  basis  thereof,  the  following  mat- 
ters and  questions  are  presented  for  con- 
sideration without  prejudice,  however,  to 
the  presentation  of  additional  matters 
and  questions  upon  further  examina- 
tion: 

1.  Whether  the  acquisition  by  Con- 
solidated Edison  of  shares  of  the  common 
stock  of  the  new  consolidated  company 
will  serve  the  public  interest  by  tending 
towards  the  economical  and  efficient  de- 
velopment of  an  integrated  public-utility 
system  or  systems. 

2.  Whether  the  consideration  to  be 
paid  by  Consolidated  Edison  for  the  com- 
mon stock  of  the  new  consolidated  com- 
pany is  reasonable  and  bears  a  fair  re- 
lation to  the  sums  invested  in  and  the 
earning  capacity  o.  the  utility  assets  of 
the  new  consolidated  company. 

3.  Whether  the  proposal  of  Consoli- 
dated Edison  to  acquir.  common  stock 
of  the  new  consolidated  company  will  un- 
duly complicate  the  capital  stricture,  or 
the  proper  functioning,  of  the  holding 
company  system  of  Consolidated  Edison, 
or  is  otherwise  detrimental  to  the  public 
Interest  or  the  Interest  of  investors  or 
consumers  of  Consolidated  Edison  or  the 
new  consolidated  company. 

4.  Whether  the  proposal  of  Consoli- 
dated Edison  will  tend  towards  interlock. 
Ing  relations  or  the  concentration  of  con- 
trol of  public-utility  companies  to  an 
extent  which  Is  detrimental  to  the  public 
interest  or  the  interest  of  Investors  or 
consumers. 

5.  Whether  the  exchange  offer  of  Con- 
solidated Edison  is  detrimental  to  the 
Interests  of  investors  in  Long  Island  or 
its  subsidiaries  or  the  Interests  of  inves- 
tors in  the  new  consolidated  company. 

6.  Whether  the  fees,  commission,  and 
other  expenses  to  be  Incurred  are  for 
necessary  services  and  reasonable  in 
amount. 

7.  Whether  any  terms  or  conditions 
should  be  prescribed  in  the  public  in- 
terest or  for  the  protection  of  investors 
or  consumers  in  respect  of  the  proposal 
of  Consolidated  Edison  to  acquire  shares 
of  the  common  stock  of  the  new  consoli- 
dated company. 


It  ts  further  ordered.  That  notice  of 
said  hearing  is  hereby  given  to  Consoli- 
dated Edl.son,  Long  Island  Lighting  Com- 
pany. Queens  Borough  Gas  and  Electric 
Company.  Nassau  b  Suffolk  Lighting 
Company,  the  Public  Service  Commission 
of  the  State  of  New  York,  and  to  all  other 
Interested  persons,  said  notice  to  be  given 
to  Con.solldated  Edison,  Long  Island 
Lighting  Company.  Queens  Borough  Gas 
and  Electric  Company.  Nassau  (t  Suffolk 
Lighting  Company  and  the  Public  Serv- 
ice Commission  of  the  State  of  New  York 
by  registered  mail  and  to  all  other  per- 
sons by  general  release  of  this  Commis- 
sion which  shall  be  distributed  to  the 
press  and  mailed  to  all  persons  on  the 
mailing  list  for  releases  l.ssued  under  the 
Public  Utility  Holding  Company  Act  of 
1935  and  publication  of  this  notice  and 
order  in  the  Federal  Register. 

It  is  further  ordered.  That  Consoli- 
dated Edison  cause  notice  of  said  hearing 
to  be  given  to  the  respective  stockholders 
of  record  of  Long  Island  Lighting  Com- 
pany, Queens  Borough  Gas  and  Electric 
Company  and  Nassau  b  Suffolk  Lighting 
Company  <ln  so  far  as  the  Identity  of 
such  stockholders  Is  available  or  known) 
by  mailing,  postage  prepaid,  to  each  such 
security  holder  a  copy  of  this  notice  and 
order  at  least  fifteen  (15)  days  prior  to 
the  date  of  said  hearing. 

By  the  Commission. 

[SEAL]  OivAL  L.  Dubois, 

Secretary. 

|F.    R.    Doc.    4^287.    Filed.    Jan.    12.    1949; 
8:40  a.  m.l 


(File  No.  70-20211 

Illinois  Power  Co. 

order  permitting  declaration  to 
become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  6th  day  of  January  1949. 

Illinois  Power  Company  ("Illinois"), 
a  registered  holding  company  and  a  sub- 
sidiary of  North  American  Light  b  Power 
Company.  aLso  a  registered  holding  com- 
pany, has  filed  a  declaration  and  amend- 
ments thereto,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
("Act"),  particularly  sections  6  and  7 
thereof,  with  respect  to  the  following 
proposed  transactions: 

Illinois  proposes  to  enter  into  a  credit 
agreement  with  a  group  of  banks.  The 
agreement  provides  for  a  revolving-fund 
credit  of  a  maximum  of  $25.000.0LO. 
against  which  Illinois  may  borrow  or  re- 
borrow from  time  to  time  up  to  December 
31.  1949.  at  which  time  the  credit  will 
expire.  The  total  of  the  credit  will  be 
reduced  by  the  principal  amount  of  any 
bonds  or  debentures  that  may  be  issued 
after  the  date  of  the  agreement,  and  out- 
standing notes  will  be  paid  to  the  extent 
that  they  exceed  the  total  amount  of  the 
credit  as  so  reduced. 

Loans  will  be  evidenced  by  notes  ma- 
turing 90  days  after  their  Issuance  or  on 
December  31.  1949.  whichever  shall  be 
earlier,  and  bearing  intere.'^t.  payable  at 
maturity,  at  a  rate  per  annum  of  Va  of 
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1%  above  the  discount  rate,  as  of  the 
date  such  loan  is  made,  of  the  Federal 
Reserve  Bank  of  New  York  for  advances 
under  section  10  (b)  of  the  Federal  Re- 
serve Act.  The  agreement  does  not  re- 
quire the  payment  of  any  commitment 
fees. 

Illinois  may  at  any  time  prepay  notes, 
without  premium,  upon  three  days'  prior 
notice  and  may  terminate  the  entire 
credit  upon  giving  ten  days'  notice. 
However.  If  such  termination  is  oc- 
casioned by  or  In  anticipation  of  other 
bank  borrowing,  Illinois  must  pay  a  ter- 
mination fee  of  U  of  1%  of  the  amount 
of  the  credit  so  terminated.  Ehirlng  the 
continuance  of  the  credit  and  so  long  as 
any  of  the  notes  remain  outstanding, 
Illinois  will  not  Incur  any  other  indebted- 
ness except  bonds  and  debentures  which 
reduce  the  amount  of  the  credit  as  above 
stated  and  current  accounts  payable  and 
accrued  In  the  ordinary  course  of  busi- 
ness. 

Illinois  has  outstanding  an  aggregate 
of  $5,000,000  of  promissory  notes  bear- 
ing Interest  at  the  rate  of  2%  per  annum 
and  payable  on  April  5,  1949,  to  The 
Chase  National  Bank  of  the  City  of  New 
York,  which  will  be  concurrently  repaid 
with  the  proceeds  of  the  Initial  borrowing 
under  the  credit  agreement. 

Illinois  states  that  it  desires  to  con- 
summate the  proposed  credit  agreement 
In  order  to  immediately  acquire  addi- 
tional funds  for  continuing  its  construc- 
tion program,  which  aggregates  approxi- 
mately $37,400,000  for  the  last  two 
months  of  1948  and  for  the  year  1949, 
and  that  the  notes  will  be  repaid  out  of 
the  proceeds  of  permanent  financing, 
which  may  Include  the  Issuance  of  mort- 
gage bonds  and  preferred  stock. 

Illinois  states  that  approval  of  the  pro- 
posed transactions  Is  not  required  from 
any  commission  other  than  this  Com- 
mission. 

Said  declaration  and  the  amendments 
thereto  having  been  duly  filed  and  notice 
of  the  filing  of  the  declaration  having ' 
been  duly  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
under  the  act,  and  the  Commission  not 
having  received  a  request  for  hearing 
with  respect  to  said  declaration  within 
the  period  specified  in  said  notice,  or 
otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  the  rules  promulgated 
thereunder  are  satisfied,  and  the  Com- 
mission deeming  it  appropriate  in  the 
public  Interest  and  In  the  interest  of 
Investors  and  consumers  that  said  dec- 
laration, as  amended,  be  permitted  to 
become  effective  forthwith : 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act, 
and  subject  to  the  terms  and  conditions 
prescribed  by  Rule  U-24.  that  the  dec- 
laration, as  amended,  be,  and  the  same 
hereby  is,  permitted  to  become  effective 
forthwith. 

By  the  Commission. 

[SEAL]  ORVAL   L,   DuBoIS, 

Secretary. 

[P.    R.    Doc.    49-284:    Piled.    Jan,    12,    1949; 
8:46  A,  m.] 
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DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Atjthoeitt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  8.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order   12476] 
LOTTE  HacELSTEIN 

In  re:  Estate  of  Lotte  Hagelstein,  de- 
ceased. File  No.  D-28-12438;  E.  T.  sec. 
16654. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Mathilda  Jaeger,  Oscar  Foer- 
ster,  Anna  Catherine  Spennermann,  and 
Priedrich  Carl  Johannes  Spennermann. 
whose  last  known  address  Is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  coimtry  (Ger- 
many) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Max  Spennermann,  deceased, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  the  estate  of  Lotte  Hagel- 
stein, deceased,  is  property  payable  or 
deliverable  to,  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  Is  In  the  process 
of  administration  by  Harry  P.  Hagel- 
stein, as  Administrator,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court,  Kings  County,  State  of  New  York; 

and  it  is  hereby  determined : 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  J  hereof,  and 
the  domiciliary  personal  representatives, 
helrs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Max 
Spennerman,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  Stages  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  havmg  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3,  1948. 
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For  the  Attorney  General. 

[seal]  David  L.  Bazelon,  ^ 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-310;    FUed.    Jan.    12,    1949; 
8:52  a.  m.] 


(Vesting  Order  12578] 
Harald  Nehlsen 

In  re:  Stock,  scrip  certificate,  bonds, 
currency  and  coin  owned  by  and  debts 
owing  to  Harald  Nehlsen.  F-28-1352-D- 
6/16. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Harald  Nehlsen,  whose  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as 
follows: 

a.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  regis- 
tered in  the  name  of  Harald  Nehlsen  and 
presently  In  the  custody  of  Helene  En- 
gelke,  Bogota,  New  Jersey,  together  with 
all  declared  and  unpaid  dividends 
thereon. 

b.  One  hundred  (100)  shares  of  no 
par  value  common  capital  stock  of  Na- 
tional Distillers  Products  Corporation, 
120  Broadway.  New  York.  New  York,  a 
corF>oration  organized  under  the  laws  of 
the  State  of  Virginia,  evidenced  by  cer- 
tificate number  TC160876.  registered  In 
the  name  of  Harald  Nehlsen  and  pres- 
ently in  the  custody  of  Bankers  Trust 
Company,  16  Wall  Street,  New  York,  New 
York,  as  transfer  agent  of  the  aforesaid 
National  Distillers  Products  Corporation, 
together  with  all  declared  and  unpaid 
dividends  thereon, 

c.  Thirty-three  and  one-half  (33 '/j) 
shares  of  no  par  value  (new)  common 
capital  stock  of  Standard  Brands  In- 
corporated. 595  Madison  Avenue,  New 
York,  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Del- 
aware, evidenced  by  certificates  num- 
bered 418690  for  one  hundred  (100) 
shares  and  480099  for  thirty-four  (34) 
shares  of  old  no  par  value  common  capi- 
tal stock  of  said  corporation,  registered 
In  the  name  of  Harald  Nehlsen  and  pres- 
ently In  the  custody  of  Helene  Engelke. 
Bogota,  New  Jersey,  together  with  all 
declared  and  unpaid  dividends  thereon 
and  any  and  all  rights  of  exchange  there- 
of for  a  certificate  or  certificates  of  said 
no  par  value  (new)  common  capital 
stock  of  the  aforesaid  Standard  Brands 
Incorporated, 

d.  One  (1)  scrip  certificate,  bearing 
number  W  2664,  for  one  hundred  fifty 
two-hundredths  (150/200)  share  of  Cali- 
fornia Packing  Corporation.  101  Califor- 
nia Street.  San  Francisco.  California,  a 
corporation  organized  under  the  laws  of 
the  State  of  New  York,  presently  In  the 
custody  of  Helene  Engelke.  Bogota.  New 
Jersey,  together  with  any  and  all  rights 
thereunder  and  thereto, 

e.  Three  (3)  Rhine-Ruhr  Water  Serv- 
ice Union  6%  bearer  bonds,  due  Janu- 
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ary  1,  1953,  of  $1,000  face  value  each, 
bearing  the  numbers  M4329.  M4330  and 
M4880.  presently  in  the  custody  of  Helene 
Engelke,  Bogota.  New  Jersey,  together 
with  any  and  all  rights  thereunder  and 
thereto, 

f.  United  States  currency  and  coin  in 
the  aggregate  amount  of  $828.97.  pres- 
ently in  the  custody  of  Helene  Engelke, 
Bogota.  New  Jersey,  and 

g.  Those  certain  debts  or  other  obli- 
gations owing  to  Harald  Nehlsen  by  the 
corporations  whose  names  and  addresses 
are  listed  In  Exhibit  B.  attached  hereto 
and  by  reference  made  a  part  hereof, 
evidenced  by  those  certain  dividend 
checks.  Issued  by  or  on  behalf  of  said 
corporations,  payable  to  Harald  Nehlsen 
which  are  more  particularly  described  in 
Exhibit  B  and  are  presently  in  the  cus- 
tody of  Helene  Engelke,  Bogota,  New  Jer- 
sey, together  with  any  and  all  accruals 
to  the  aforesaid  debts  or  other  obliga- 
tions and  any  and  ail  rights  to  demand, 
enforce  and  collect  the  same  and  to- 
gether with  all  rights  in,  to  and  under. 
Including  particularly  but  not  limited 
to.  the  rights  to  possession  and  presenta- 
tion for  collection  and  payment  of  the 
aforesaid  dividend  checks, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 


NOTICES 

of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
December  20.  1948. 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 


Exhibit  A 


Name  md  addrcsB  of  corporation 

Place  of  incor- 
poration 

Type  of  stock 

Certificate  No. 

Number 
of  shares 

raltfornia  Packinr  Corp..  101  California 
8J  .  .-^an  Krancisco.  Calif. 

Consolidated  Edwon  Co.  of  New  York. 
Inc..  4  bvinj!  I'l..  New  York.  N.  Y. 

Distillers  Corp.-Stt»«rams,  Ltd.,  Mont- 
real. Cmada. 

General  ElertttcCo.,  1  River  Rd.,  Schen- 
ectady. N.  Y. 

Montfltxnery  Ward  A  Co..  Inc..  810  Wert 
Chicago  ATe.ChicKto.  Ml. 

National  Biscuit  Co.,  449  West  14th  St., 
New  York.  N.  Y. 

Katiooal  Dairy  Praducts  Corp..  230  Park 
Ave..  New  York.  N.  Y. 

National  Distillers  Product*  Corp.,  120 
Broirfway.  New  York.  N.  Y. 

The  Pennroad  Corp.,  Wilmington,  Del.. 

The  Pennsylvania  R.  R.  Co..  Browl  St. 
Slat  ion  hUif.,  1617  Penn-^ylvania  Blvd., 
Pbilttdelphia,  Pa. 

Bocony- Vacuum  Oil  Co.,  Inc.,  2t  Bro^- 

way.  New  York,  N.  Y. 
Southern  California  Edison  Co..  Ltd., 

now    known   a.*    f»outhern    Caltfomia 

Edison   Co..   flOl   West   6th   St.,   U» 

Angeles.  Calif. 
Standard  Oil  Co.  of  California.  225  Bush 

St..  San  Francisco.  Calif. 
Teia»  Oulf  Sulphur  Co.,  75  East  45th  St., 

New  York.  N.  Y. 

New  York 

do 

Canada 

No  par  value  common 

stock. 
do 

$2  par  value  common 

stock. 
No  par  value  common 

itock. 

..do 

NYCO4062 

172321 

NCO  10885 

NYC  WTTOBB.... 
NYE  2BB487.... 
NC  U«0W14 

H  .334.368 

C  31flM0 

F1274M 

15 
60 
74 

New  York 

niinoLs         

100 

00 

25 

New  Jersey 

Delaware  ...... 

$10  par  value  common 

stock. 
No  iNir  value  common 

stock. 
...    do   

47 
100 

Virginia    

60 

tl    par  value  capHal 

«t(Mk. 
$51)  par  value  capital 

stock. 

$15  par  value  capital 

stock. 
$2.^  par  value  common 

stock. 

No  par  value  common 

stock. 
No  par  value  capital 
stock. 

443400 

3 

PraosylTUia 

New  York 

California 

N«l«30» 

Aei«6M 

100 
2 

A  931ft21  

2 

n>073l3 

B234eW 

1 
lOO 

c  isatw4  

2A 

NDO  107413 

NYC3«810 

298080 

77 

Delaware  ... 

M 

Texas 

60 

Exhibit  B 


Name  and  address  of  corporation 

Amount  of 

dividend 

check 

Date  of 

dividend 

check 

Number  of 

dividend 

check 

Montgomery  Ward  A  Co..  Inc..  819  West  Chicago  Ave..  Chicago,  lU 

National  Biscuit  Co  .  449  West  14th  St..  New  York.  N.  Y 

General  Electric  Co..  I  River  Rd..  Schenectady.  N.  Y 

Naliooal  Dustillers  Products  Corp..  120  Broadway.  New  York,  N.  Y 

fknilhem  California  Edison  Co..  Ltd..  now  known  as  Southern  California 
FHtmi  Pn    fWki  Wwst  .Sth  Bt     Loa  Anseles  Calif                     

$12.50 
W  80 
88.00 
25.00 

Mil 

6.00 
4.W 

Apr.   16,1041 

do 

Apr.  25.1041 
May    1,1041 

May  15.1041 

June  W.  1041 
May    1.1041 

C 535483 

34.^79 
Dl9»nM 

11438 
44.352 

The  Pennsylvania  R.  R.  Co.,  Broad  St.  Station  Bklg-.  1617  Pennsylvania 
Blvd    Philadelphia  Pa                            

1.34981 

Becker  Itoduets  Corp..  88  Lexhigton  Ave.,  New  York,  N.  Y 

018120 

[F.  R.  Doc.  4»-312;  Filed,  Jan.  12,  1049;  8:52  a.  m.] 


(Vesting  Order  124791 
Frikdrich  Rudolf  Lemxi 

In  re:  Estate  of  Prledrich  Rudolf 
Lemke,  deceased.  Pile  No.  D-28-9283; 
E.  T.  sec.  12099. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Mrs.  Helene  Pranziska  Penz. 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national 
of  a  de.signated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  person  named  In  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Frlederich  Rudolf  Lemke.  deceased,  is 
property  payable  or  deliverable  to.  or 
claimed  by,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process  • 
of  administration  by  Robert  G.  Closter- 
mann.  Administrator,  320  Lumbermens 
Building.  Portland,  Oregon,  acting  un- 
der the  Judicial  supervision  of  the  Cir- 
cuit Court  of  the  State  of  Oregon  for  the 
County  of  Multnomah,  Portland.  Oregon, 
Docket  No.  Probate  44531; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  coimtry,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  UnRed  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3,  1948. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.   R.    Doc.    49-311;    Filed.    Jan.    12,    1949; 
8:52  a.  m.l 


(Vesting  Order  12602] 
W.  Landgraf 


In  re:  Stock,  bonds  and  bank  account 
owned  by  W.  Landgraf.  also  known  as 
W.  Landgraff.  P-28--4150-A-1,  F-2a- 
4150-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  la  hereby  found: 


Thursday,  January  13,  1949 

1.  That  W.  Landgraf,  also  known  as 
W.  Landgrafif,  whose  last  known  address 
Is  Tokyo,  Japan,  Is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: a.  One  hundred  fifty  (150)  shares 
of  no  par  value  common  capital  stock  of 
General  Mills,  Inc.,  400  Second  Avenue, 
South,  Minneapolis.  Minnesota,  a  corpo- 
ration organized  under  the  laws  of  the 
State  of  Delaware,  evidenced  by  a  tem- 
porary certificate  numbered  TNYC- 
29497  for  100  shares  and  a  certificate 
numbered  NY-11386,  for  50  shares,  reg- 
istered in  the  name  of  Hurley  ti  Co..  and 
presently  In  the  custody  of  The  National 
City  Bank  of  New  York,  55  Wall  Street, 
New  York,  New  York.  In  an  account  en- 
titled W.  Landgraf,  together  with  all  de- 
clared and  impald  dividends  thereon, 

b.  Thirty-seven  (37)  shares  of  $10.00 
par  value  new  class  B  non-voting  com- 
mon capital  stock  of  R.  J.  Reynolds  To- 
bacco Company,  Exchange  Place,  Jersey 
City,  New  Jersey,  a  corporation  organized 
under  the  laws  of  the  State  of  New  Jer- 
sey, evidenced  by  a  certificate  numbered 
BL^225361,  registered  In  the  name  of 
Hurley  k  Co.,  and  presently  In  the  cus- 
tody of  The  National  City  Bank  of  New 
York.  65  Wall  Street,  New  York,  New 
York,  In  an  account  entitled  W.  Land- 
graf, together  with  all  declared  and  un- 
paid dividends  thereon. 

c.  Twenty-five  <25)  shares  of  no  par 
value  common  capital  stock  of  Standard 
Brands,  Inc..  695  Madison  Avenue,  New 
York  22.  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Dela- 
ware, evidenced  by  a  certificate  num- 
bered NP-160598.  registered  In  the  name 
of  Hurley  k  Co.,  and  presently  In  the 
custody  of  The  National  City  Bank  of 
New  York.  55  Wall  Street,  New  York.  New 
York,  In  an  account  entitled  W.  Land- 
graf, together  with  all  declared  and  un- 
paid dividends  thereon, 

d.  One  (1>  certificate  of  deposit  for 
Chicago  Rapid  Transit  Company  First 
and  Refunding  (jold  6s  Bonds,  Series  A. 
of  an  aggregate  face  value  of  $5,000.  said 
certificate  numbered  NA-311,  registered 
In  the  name  of  Hurley  k  Co.,  and  pres- 
ently In  the  custody  of  The  National  City 
Bank  of  New  York,  55  Wall  Street,  New 
York,  New  York,  In  an  account  entitled 
W.  Landgraf.  together  with  any  and  all 
rights  thereunder  and  thereto. 

e.  Six  (6)  Republic  of  Chile  External 
Sinking  Fund  6s  Bonds  of  $1,000  face 
value  each,  bearing  the  numbers  M4260/ 
61  and  M4263 '66.  and  presently  in  the 
custody  of  The  National  City  Bank  of 
New  York.  55  Wall  Street.  New  York.  New 
York,  in  an  account  entitled  W.  Land- 
graf, together  with  any  and  all  rights 
thereunder  and  thereto, 

f.  Three  (3)  City  of  Milan  External 
Sinking  Fund  eMzs  Bonds,  of  $1,000  face 
value  each,  bearing  the  numbers  136. 
11825,  and  15120  and  presently  In  the 
custody  "bf  The  National  City  Bank  of 
New  York,  55  Wall  Street,  New  York, 
New  York,  In  an  account  entitled  W. 
Landgraf,  together  with  any  and  all 
rights  thereunder  and  thereto,  and 

g.  That  certain  debt  or  other  obliga- 
tion owing  to  W.  Landgraf.  also  known 
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as  W.  LandgrafT.  by  The  National  City 
Bank  of  New  York.  55  Wall  Street,  New 
York,  New  York,  arising  out  of  a  clean 
credit  deposit  account,  account  number 
LL  780.  entitled  Mr.  W.  Landgraf,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  W. 
Landgraf.  also  known  as  W.  Landgraff, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

E^xecuted  at  Washington,  D.  C,  oa 
December  31,  1948. 

For  the  Attorney  General. 

[  seal  1  Harold  I.  Ba ynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-313;    Filed.    Jan.    12,    1949; 
8:52  a.  m] 
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Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  tho 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
EScecutlve  Order  9193,  as  amended. 


Executed   at  Washington, 
December  31.  1948. 

For  the  Attorney  General. 


D.  C,  on 


(Vesting  Order  126051 
Christian  Restli 

In  re :  Stock  owned  by  Christian  Restle. 
F-28-23998-D-1. 

Under  the  authority  of  the  Trading 
With  the  Eliemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Christian  Restle,  whose  last 
known  address  Is  Karlsruhe-Durlach, 
Germany,  Is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Twenty  (20)  shares  of  no  par  value 
Common  capital  stock' of  Ritter  Com- 
pany, Inc.,  Rochester  3,  New  York,  a  cor- 
poration organized  imder  the  laws  of  the 
State  of  Delaware,  evidenced  by  a  cer- 
tificate numbered  ACO-^32,  registered  In 
the  name  of  Christian  Restle,  together 
with  all  declared  and  unpaid  dividends 
thereon. 


[sval] 


(F.    R.    Doc. 


Harold  I.  Bayhton, 

Deputy  Director, 
Office  of  Alien  Property. 


49-314;    Filed, 
8:52  a.  m.] 


Jan.    12,    1949; 


(Vesting  Order  11582,  Amdt] 
Loins  HOLLWEG 

Vesting  Order  No.  11592  dated  July  2, 
1948  Is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  subparagraph  1  thereof  In 
Its  entirety  and  substituting  therefor  the 
following : 

1.  That  Ernst  Lochmann,  Auguste 
Lochmann.  Sophie  Lochmann,  Elisabeth 
Lochmann.  Ida  Kuhlmann.  Dora  Kuhl- 
mann,  Auguste  Kuhlmann  and  Louise 
Kuhlmarm,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ;  (.) 

All  other  provisions  of  said  Vesting 
Order  No.  11592  and  all  actions  taken  by 
or  on  behalf  of  the  Attorney  General  of 
the  United  States  In  reliance  thereon, 
pursuant  thereto  and  under  the  author- 
ity thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
November  30.  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.   49-316;    Filed,    Jan.    12.    1949; 
8:52  a.  m.] 
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IVMtIng  Order  126101 
LOTTE  Stoehr 

In  re :  Bond  and  two  mortgages  owned 
by  Lotte  Stoehr. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1,  That    Lotte    Stoehr.    whose    last 
•     known  adress  is  26B  Kaulbachstrasse, 

Munich,  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: a.  A  mortgage  executed  on  April 
18.   1927.  by  Julius  Szalay  and  Marie 
Szalay,  his  wife,  to  Homestead  Farms 
and  Investment  Co.,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  New 
Jersey,  and  recorded  In  the  Office  of  the 
County   Clerk   of   Ulster   County.   New 
York,  on  April  27.  1927.  In  Liber  372  of 
Mortgages,  at  page  282,  and  any  and  all 
obligations  secured  by  the  said  mortgage, 
Including  but  not  limited  to  all  security 
rights  in  and  to  any  and  all  collateral  (in- 
xluding  the  aforesaid  mortgage )  for  any 
and  all  such  obligations,  excepting,  how- 
ever, such  security  rights  as  existed  in  a 
parcel  of  land  containing  about  one  acre, 
released  by  instrument  executed  by  and 
between  Homestead  Farms  and  Invest- 
ment Co.  and  Julius  Szalay  dated  Octo- 
ber 15,  1929.  and  recorded  in  the  County 
Clerk's   Office   of   Ulster    County.   New 
York,  on  November  19.  1929,  in  Liber  541 
of  Conveyances,  at  page  568.  and  except- 
ing such  security  rights  as  existed  in  a 
parcel  of  land  containing  approximately 
1.21  acres  released  by  instrument  exe- 
cuted by  and  between  Homestead  Farms 
and  Investment  Co.  and  Julius  Szalay. 
dated  February  20,  1934.  and  recorded  in 
the    County    Clerk's    Office    of    Ulster 
County,  New  York,  on  March  5,  1934,  in 
Liber  569  of  Conveyances,  at  page  257, 
and  the  right  to  enforce  and  collect  such 
obligations,  and  the  right  to  possession 
of  the  aforesaid  mortgage  and  all  notes, 
bonds  and  other  instruments  evidencing 
such  obligations. 

b.  A  mortgage  executed  on  February 
20,  1934  by  Julius  Szalay  and  Marie 
Szalay,  his  wife,  to  Homestead  Farms  and 
Investment  Co..  a  corporation  organized 
under  the  laws  of  the  State  of  New  Jersey, 
and  recorded  in  the  Office  of  the  County 
Clerk  of  Ulster  County.  New  York,  on 
March  5.  1934,  in  Liber  409  of  Mortgages, 
at  page  219,  and  any  and  all  obligations 
secured  by  said  mortgage.  Including  but 
not  limited  to  all  security  rights  in  and  to 
any  and  all  collateral  (including  the 
aforesaid  mortgage)  for  any  and  aM  such 
obligations,  and  the  right  to  enforce  and 
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collect  such  obligations,  and  the  right 
to  possession  of  the  aforesaid  mortgage, 
and  all  notes,  bonds  and  other  Instru- 
ments evidencing  such  obligations, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coim- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-a 
and  2-b  hereof,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  tfie  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-316;    Piled.    Jan,    12.    1949; 
8:62  a.  m.) 


f Vesting  Order  CB-305.  Amdt.] 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Certain 
California  Courts 

Vesting  Order  No.  CE-305,  dated  June 
21,  1946.  is  hereby  amended  as  follows 
and  not  otherwise: 

1.  By  deleting  the  subparagraph 
thereof  reading : 

Having  found  that  each  of  the  persons 
named  in  Column  1  of  Exhibit  A,  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  was  a  person  within  the 
designated  enemy  country  or  enemy- 
occupied  territory  appearing  opposite 
such  person's  respective  name  In  Column 
a  of  said  Exhibit  A; 


and  substituting  therefor  a  new  sub- 
paragraph reading: 

Having  found  that  each  of  the  persons 
identified  in  Column  1  of  Exhibit  A.  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  was  a  person  within  the 
designated  enemy  country  or  enemy-oc- 
cupied territory  appearing  opposite  such 
person's  identification  in  Column  2  of 
said  Exhibit  A; 

2.  By  deleting  the  words  appearing  In 
Column  1  of  Item  8  in  Exhibit  A  of  said 
Vesting  Order  No.  CE-305  and  substitut- 
ing therefor  the  following: 

Johannes  Henrlcus  Soethout,  his  domicil- 
iary personal  representatives,  heirs,  next- 
of-kin.  legatees,  and  distributees,  names 
unknown,  Johanna  Haarbosch  Boethout,  and 
the  nieces  and  nephews  and  Issue  of  de- 
ceased nieces  and  nephews  within  Holland 
of  Antone  Soethout,  deceased. 

3.  By  deleting  the  words  appearing  in 
Column  1  of  Item  9  in  Exhibit  A  of  said 
Vesting  Order  No.  CE-305  and  substitut- 
ing therefor  the  following : 

Maria  Soethout  Van  Der  Linden,  het  domi- 
ciliary personal  representatives,  heirs,  next- 
of-kin,  legatees  and  distributees,  names  un- 
known, and  the  nieces  and  nephews  and 
Issue  of  deceased  nieces  and  nephews  within 
Holland  of  Antone  Soethout.  deceased. 

4.  By  deleting  the  words  appearing  in 
Column  1  of  Item  10  in  Exhibit  A  of  said 
Vesting  Order  No.  CE-305  and  substitut- 
ing therefor  the  following: 

litrs.  ChrUtlaan  Soethout.  her  domiciliary 
personal  representatives,  heirs,  next-of-kin, 
legatees  and  distributees,  names  unknown, 
and  the  nieces  and  nephews  and  Issue  of  de- 
ceased nieces  and  nephews  within  Holland  of 
Antone  Soethout.  deceased. 

5.  By  deleting  the  name  Anton  Soeth- 
out app)earing  in  Column  3  of  Item  8  in 
Eathibit  A  of  said  Vesting  Order  No.  CE- 
305  and  substituting  therefor  the  name 
Antone  Soethout. 

All  other  provisions  of  said  Vesting 
Order  No.  CE-305  and  all  actions  taken 
by  or  on  behalf  of  the  Alien  Property  Cus- 
todian or  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pursu- 
ant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington.  D.  C,  on  Jan- 
uary 5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.   49-317:    Piled.    Jan.    12.    1949; 
8:62  a.  m] 


Itt 


UA 


FEDERAL 


REGSTER 


VOLUME  ,4  '55^       ««4      -.^ 


NUMBER  10 


^A/ITtO 
Washington,  Friday,  January  14,  1949 


TITLE    8— ALIENS    AND 
NATIONALITY 

Chapter  I — Immigration  and  Natu- 
ralization Service,  Department  of 
Justice 

Part  116 — Civil  Air  Navigation 

documents  for  entry  and  clearance 

January  7.  1949. 

a.  Paragraph  (b)  <2)  of  5  116.8  Docu- 
inents  for  entry,  of  Title  8.  Code  of  Fed- 
eral Regulations,  also  designated  as  §  6.8 
of  Title  19  and  §  71.508  of  Title  42,  is 
amended  to  read  as  follows: 

(2)  A  passenger  manifest  or  an  air 
passenger  manifest  attached  to  the  gen- 
eral declaration.  In  either  case  the 
manifest  shall  contain  the  following 
information: 

(i)  As  to  each  arriving  passenger  who 
is  a  United  States  citizen  or  national, 
name  in  full;  address  in  the  United 
States;  travel  document,  i.  e..  nationality 
and  number  of  pas.«:port.  e.  g..  "U.  S.  pp. 
16894"  (if  the  passenger  is  naturalized 
and  has  no  passport,  show  the  naturali- 
z.ition  certificate  number,  e.  g..  "No. 
C92543."  in  lieu  of  passport  number,  and 
in  the  absence  of  both  passport  and  nat- 
uralization certificate,  show  date  and 
place  of  naturalization) ;  place  of  birth, 
1.  e.'name  of  State  if  native-born,  name 
of  country  If  foreign-born. 

<li)  As  to  each  arriving  alien  pas- 
.senper,  name  in  full;  destination  in  the 
United  States;  travel  document  number, 
1.  e.,  printed  number  on  Form  256.  257, 
1-94,  or  1-132. 

This  subparagraph  shall  not  apply  to 
aircraft  arriving  on  a  trip  which  origi- 
nated in  Canada.  Newfoundland,  or  the 
French  islands  of  St.  Pierre  and  Mique- 
lon. 

b.  Paragraph  (b)  (2)  of  !!  116.9  Docu- 
ments for  clearance,  of  Title  8,  Code  of 
Federal  Regulations,  al.so  designated  as 
§  6.9  of  Title  19  and  §  71.509  of  TiUe  42, 
is  amended  to  read  as  follows: 

(2)  The  passenger  manifest  shall  con- 
tain the  following  information: 

(i)  As  to  each  departing  passenger  who 
l.s  a  United  States  citizen  or  national, 
name   in   full;    address   in   the   United 


States;  travel  document.  1.  e.,  nationality 
and  number  of  passport,  e.  g..  "U.  S.  pp. 
16894"  <if  the  passenger  is  naturalized 
and  has  no  passport,  show  the  naturali- 
zation certificate  number,  e.  g..  "No. 
692543,"  in  lieu  of  passport  number,  and 
in  the  absence  of  both  passport  and 
naturalization  certificate,  show  date  and 
place  of  naturalization) ;  place  of  birth, 
1.  e.,  name  of  state  if  native-born,  name 
of  country  if  foreign-born. 

Ui)  As  to  each  departing  alien  pas- 
senger, name  in  full  and  travel  document 
number,  1.  e.,  printed  number  on  Form 
257a,  1-94,  or  I-132a.  If  none  of  those 
forms  is  presented,  the  notation  "1-424" 
shall  be  shown  as  the  travel  document 
number. 

Manifesting  of  pa.ssengers  Is  not  re- 
quired if  they  are  departing  from  the 
mainland  or  Alaska,  destined  to  Canada, 
Newfoundland,  St.  Pierre,  or  Miquelon. 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Fed- 
eral Register.  Compliance  with  the 
provisions  of  section  4  of  the  Admin- 
i.strative  Procedure  Act  (60  Stat.  238; 
5  U.  S.  C.  1003)  as  to  notice  of  proposed 
rule  making  and  delayed  effective  date 
is  unnecessary  because  the  rules  pre- 
scribed by  the  order  relieve  restrictions 
and  are  clearly  advantageous  to  persons 
affected  thereby. 

(R.  S.  161.  251.  sec.  23.  39  Stat.  892.  sec. 
24.  43  SUt.  166.  sec.  7,  44  SUt.  572.  sec. 
644,  46  Stat.  761,  sees.  367,  602,  58  Stat. 
706,  712;  5  U.  S.  C.  22,  19  U.  S.  C.  66,  1644, 
8  U.  S.  C.  102,  222,  49  U.  S.  C.  177,  42 
U.  S.  C.  201  note,  270;  sec.  1,  Reorg.  Plan 
No.  V.  5  F.  R.  2132,  2223.  sec.  102,  Reorg. 
Plan  No.  3  of  1946,  11  F.  R.  7875) 

Peyton  Ford, 
Acting  Attorney  General. 
Prank  Dow, 
Acting  Commissioner  of  Customs. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 
W.  P.  Dearing, 
Acting  Surgeon  General. 
Public  Health  Service. 
Approved : 

OSCAB  R.  EWINO, 

Federal  Security  Administrator. 

|F.    R.    Doc.    49-332:    Piled.    Jan.    13,    1949; 
8:50  a.  m.] 
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TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce      * 

[3d  Oen.  Rev.  ot  Export  Regs.,  Amdt.  35] 

Part  373 — Licensing  Policies  and 
Related  Spectal  Provisions 

export  ucensinc  general  poucy 

Part  373,  Licensing  Policies  and  Re- 
lated Special  Provisions,  Is  amended  In 
the  following  particulars. 

Section  373.2  Export  licensing  general 
policy  is  amended  In  the  following  par- 
ticulars : 

1.  The  list  of  commodities  in  subpara- 
graph (2)  of  paragraph  (h>  is  amended 
by  deleting  therefrom  the  following  com- 
modities: ' 

Schedule  B 

Comviodity  No. 

Wood  prefabricated  houaes 423950 

Panels  and  sectlona 423990 

Steel  prefabricated  houses 804«00 

Cast  Iron  soil  pipe 806898 

Cast  Iron  soil  pipe  fittings. 606898 

Aluminum  houses.., 630698 

2.  The  list  of  commodities  in  subpara- 
graph (2)  of  paragraph  (h)  is  amended 
by  adding  thereto  the  following : 

Coal  tar  pitch --  800700 

(Sec.  6.  54  Stat.  714.  55  SUt.  206.  56  Stat. 
463.  58  Stat.  671,  59  Stat.  270.  60  Stat.  215. 
61  Stat.  214.  61  Stat.  321;  Pub.  Law  395. 
80th  Cong.;  50  U.  S.  C.  App.  and  Sup.  701. 
702;  E.  O.  9630.  Sept.  27,  1945.  10  F.  R. 
12245;  E.  O.  9919,  Jan.  3,  1948.  13  F.  R. 
59) 

Dated:  January  10,  1949. 

Francis  McIntyri:. 
Assistant  Director. 
Office  of  International  Trade. 

[P.    R.    Doc.    49-334:    Piled.    Jan.    13.    1949; 
8:52  a.  m.] 

TITLE  16 — COMMERCIAL 

PRACTICES 

Chapter  I — Federal  Trade  Commission 

Part  2— Rules  of  Practice 
procedure  for  establishing  quantity 

LIMITS 

The  Commission,  on  December  22. 
1948.  amended  its  rules  of  practice 
(§§  2.1  to  2.29)  by  adding  thereto  S  2.30 
Procedure  for  establishing  quantity 
limits.  Said  S  2.30  will  appear  as  Rule 
XXX  in  the  Commission's  rules  of  prac- 
tice, as  Included  in  its  publication.  Rules 
Policy.  Organization  and  Acts,  of  even 
date  herewith.  Section  2.30  reads  as 
follows: 

§  2.30  Procedure  for  establishinp 
quantity  limits— (&)  How  initiated.  Pro- 
ceedings for  the  establishment  of  a 
quantity  limit  rule  are  initiated  by  reso- 
lution of  the  Commission  either  upon  its 

>  The  above  listed  commodities  remain  sub- 
ject to  the  general  licensing  policy  in  this 
section.  They  are  Included  In  the  category 
of  commodities  having  the  processing  code 
symbol  BLE>0  made  subject  to  this  Ucenslng 
policy  by  amendment  16  (13  P.  R.  6677). 
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own    motion    or    pursuant    to    petition 
therefor. 

(b)  Petition  for  establishment,  amend- 
ment or  repeal  of  a  quantity  limit  rule. 
Any  interested  party  may  at  any  time 
tile  with  the  Commission,  In  writing,  a 
request  or  petition  for  the  establishment 
of  a  quantity  limit  rule  for  any  com- 
modity or  class  of  commodities,  or  for 
the  revision  or  repeal  of  a  previously 
established  rule.  Such  petition  shall 
state  the  petitioner's  interest  and  such 
revelant  facts,  documented  if  possible,  as 
may  tend  to  show  the  need  for  the  action 
requested. 

(c)  Investigation.  If  the  Commission 
believes  that  consideration  should  be 
given  to  the  fixing  or  establishing  of 
quantity  limits  for  a  particular  commod- 
ity or  class  of  commodities,  it  shall  initi- 
ate an  Investigation  thereof  by  appropri- 
ate resolution.  Such  investigation  shall 
Include  the  ascertainment  of  facts  and 
Information  concerning  the  quantity  dif- 
ferentials granted  to  purchasers  In  the 
distribution  of  the  particular  commodity 
or  class  of  commodities,  the  number  of 
available  purchasers  of  given  quantities, 
and  facts  and  information  pertinent  to 
competitive  conditions  existing  in  the 
distribution  thereof.  The  investigation 
shall  be  non-public  and  facts  and  infor- 
mation so  obtained,  such  as  the  names 
of  purchasers,  the  volume  of  their  pur- 
chases, prices  paid,  conditions  of  sale 
and  the  details  of  competitive  relations, 
shall  not  be  published  except  In  compos- 
ite form  so  as  not  to  reveal  facts  as  to 
specific  parties. 

(1)  Voluntary  process.  Investigation 
shall  be  conducted  by  any  authorized 
agent  or  agents  of  the  Commission,  who 
may,  by  interview,  conference,  corre- 
spondence or  otherwise,  request  any  per- 
son believed  to  have  information  or  doc- 
uments relevant  to  the  Inquiry  to  furnish 
such  Information  orally  or  in  writing,  or 
to  produce  or  permit  the  copying  of  such 
documents. 

i2)  Compulsory  process.  In  the  con- 
duct of  such  investigation,  the  Commis- 
sion may  invoke  any  or  all  of  the  compul- 
sory processes  authorized  by  law  and 
every  person  in  any  manner  required  to 
respond  to  such  process  shall  be  given 
actual  notice  of  the  purpose  of  the  inves- 
tigation. 

The  compulsory  process  which  may  be 
invoked  shall  include  the  following: 

(i)  The  Issuance  of  a  subpoena  di- 
recting the  party  named  therein  to  ap- 
pear before  the  officer  designated  therein 
and  to  testify  to  facts  and  matters  under 
investigation  or  produce  documents  re- 
lating thereto,  or  both.  Oral  informa- 
tion obtained  by  this  compulsory  process 
shall  be  under  oath  and  a  stenographic 
record  shall  be  made  thereof; 

(il)  The  issuance  of  a  notice  to  a  cor- 
poration, to  produce  for  examination  and 
copying  documents  relating  to  any  mat- 
ter under  investigation; 

(iii)  The  issuance  of  an  order  requir- 
ing a  corporation  to  file  a  special  report 
or  answers  in  writing  to  specific  ques- 
tions. 

(3)  Rights  of  witnesses  under  com- 
jnUsory  process.  (i»  Any  person  required 
to  attend  and  testify  or  submit  docu- 
ments or  other  data  shall  be  entitled  to 
retain  or.  on  payment  of  lawfully  pre- 
scribed cost,  procure  a  copy  of  any  docu- 
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ment  produced  by  such  person  and  a 
copy  of  the  transcript  of  his  own  testi- 
mony; 

(ii)  Any  person  compelled  to  appear 
at  an  investigation  may  be  accompanied 
and  advised  by  counsel  or  other  qualified 
representative  or  by  both,  but  such  coun- 
sel or  qualified  representative  may  not, 
as  a  matter  of  right,  otherwise  partici- 
pate in  the  investigation.* 

(d)  Hearing  on  proposed  quantity - 
limit  rule — (1)  Formulation  of  proposed 
rule.  When,  after  due  consideration  of 
the  facts  and  Information  so  obtained, 
it  shall  appear  to  the  Commission  that 
available  purchasers  in  greater  quan- 
tities are  so  few  as  to  render  differentials 
on  account  thereof  unjustly  discrimina- 
tory or  promotive  of  monopoly  in  any 
line  of  commerce,  it  shall  formulate  a 
proposed  quantity-limit  rule. 

(2)  Publication  of  proposed  rule.  The 
proposed  quantity-limit  rule  shall  be 
published  in  the  Federal  Register  and 
otherwise,  to  the  extent  practicable, 
made  available  to  interested  parties,  and 
the  notice  thereof  shall  include  the  fol- 
lowing : 

(i)  The  rule,  amended  rule,  or  repeal 
proposed ; 

(ID  A  statement  of  the  purpose  to  be 
accomplished  by  the  proposed  rule,  to- 
gether with  a  reference  to  the  authority 
under  which  the  rule  is  proposed  and 
the  ultimate  matters  of  fact  in  support 
thereof; 

(lil)  A  statement  of  the  time  within 
which  any  interested  person  may  pre- 
sent to  the  Commission  in  writing,  in 
accordance  with  paragraph  (c)  (3)  <i) 
of  this  section,  any  data,  views  or  argu- 
ment concerning  the  proposed  rule  and 
within  which  time  to  present,  if  desired, 
a  request  for  opportunity  to  be  heard 
orally  thereon. 

(3»  Method  of  presenting  views,  data 
and  argument— ii^  Written  data.  Seven 
copies  of  such  written  views,  data  and 
argument  shall  be  submitted  to  the  Com- 
mission, and  shall  conform  to  the  re- 
quirements of  §2.12  (Rule  XII)  of  the 
Commission's  rules  of  practice. 

(ii)  Oral  hearing.  Oral  hearing  may 
be  granted  within  the  discretion  of  the 
Commission. 

(e)  Promulgation  of  quantity -limit 
rule.  After  the  consideration  of  the  re- 
sults of  Its  Investigation  or  investiga- 
tions and  of  the  data,  views  and  argu- 
ments presented  by  Interested  parties. 
the  Commission  will,  if  it  deems  such 
action  warranted,  promulgate  a  quan- 
tlty-llniit  rule.  Such  rule,  which  may  be 
the  proposed  rule  or  a  modification  or 
revision  thereof,  shall  fix  and  establish 
maximum  quantities  of  the  particular 
commodity  or  class  of  commodities  upon 
which  differentials  on  account  of  quan- 
tity may  thereafter  be  granted.  Such 
quantlty-llmlt  rule  shall  be  published  in 
the  Federal  Register,  together  with  a 
reference  to  the  authority  or  authorities 
therefor,  a  statement  of  its  basis  and 
purpose,  and  the  effective  date  thereof, 
which  shall  be  not  less  than  thirty  (30) 
days  after  the  date  of  such  publication. 

(f)  Amendment  or  repeal  of  quantity- 
limit  rule.  The  procedure  for  the 
amendment  or  repeal  of  a  quantity-limit 
rule  shall  be  the  same  as  that  for  the 
establishment  of  a  new  quantity-limit 
rule. 


201 

(g)  Enforcement  of  quantity-limit 
rule.  Procedure  in  cases  of  violations  of 
a  quantity-limit  rule  shall  be  In  accord- 
ance with  the  Commission's  applicable 
rules  of  practice.  §§  2.1  to  2.30.  (Sec.  6. 
38  Stat.  721,  sec.  2,  49  Stat.  1526;  15 
U.  S.  C.  46.  13) 

Promulgated  as  of  this  date  in  pur- 
suance of  the  action  of  the  Federal 
Trade  Commission  under  date  of  De- 
cember 22,  1948,  effective  on  date  of 
publication  thereof  in  the  Federal  Reg- 
ister. 

By  direction  of  the  Commission. 

[seal]  D.  C.  Daniel. 

Secretary. 

|P.    R.    Doc.    49-347;    Filed.    Jan.    13,    1949; 
8:55  a.  m.] 


Part  7 — General  Procedures 

procedure  in  fixing  quantity  limits 
for  any  commodity  or  class  of 
commodities 

The  Commission,  on  December  22, 
1948,  amended  Its  statement  of  General 
Procedures  (§§  7.1  to  7.10),  by  adding  to 
said  statement  §  7.11  Procedure  in  fix- 
ing quantity  lirnits  for  any  commodity  or 
class  of  commodities.  Said  §  7.11  will 
appear  as  section  18  In  the  Commission's 
statement.  Organization,  Procedures, 
and  Functions,  as  Included  In  Its  pub- 
lication Rules,  Policy,  Organization  and 
Acts,  of  even  date  herewith.  Section  7.11 
reads  as  follows: 

§  7.11  Procedure  in  fixing  quantity 
limits  for  any  commodity  or  class  of  com- 
modities. The  fixing  of  quantity  limits 
for  any  commodity  or  cla.ss  of  commodi- 
ties pursuant  to  the  quantity-limits  pro- 
viso of  section  2  <a)  of  the  Clayton  Act 
as  amended,  or  revising  or  setting  aside 
such  limits  previously  fixed,  is  carried 
out  "fey  the  Commission  In  accordance 
with  the  aforesaid  provisions  of  the  Clay- 
ton Act  and  the  procedural  provisions  of 
section  4  of  the  Administrative  Proce- 
dure Act,  without  any  delegation  of  final 
authority. 

(a>  Investigation.  (I)  When  It  ap- 
pears to  the  Commission,  by  reason  of 
applications  therefor  by  Interested  par- 
ties or  otherwise,  that  consideration 
should  be  given  to  whether  quantity  lim- 
its should  be  fixed  for  a  particular  com- 
modity or  class  of  commodities,  due  In- 
vestigation is  initiated  by  appropriate 
resolution  of  the  Commission.  Except 
as  otherwise  especially  designated,  such 
investigation  is  made  under  the  immedi- 
ate supervision  of  the  Bureau  of  Legal 
Investigations,  the  Bureau  of  Industrial 
Economics,  or  the  Bureau  of  Litigation, 
or  any  one  or  more  of  these.  It  includes 
ascertainment  of  differentials  on  account 
of  quantity  granted  In  the  distribution 
of  the  particular  commodity  or  class  of 
commodities,  the  number  of  available 
purchasers  In  differing  quantities,  and 
facts  bearing  upon  competitive  condi- 
tions existing  in  the  distribution  thereof. 
Relevant  facts  are  obtained  by  informal 
Inquiry  and  the  usual  statutory  processes. 
Information  such  as  names  of  purchas- 
ers, the  volume  of  their  purchases,  the 
prices  paid,  and  the  details  of  competi- 
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tive  relationships  will  not  be  made  public 
except  in  composite  form  wlilch  does  not 
reveal  specific  facts  as  to  specific  sellers 
or  purchasers. 

(2)  The  Commission  duly  considers 
the  results  of  such  Investigation  to  deter- 
mine whether,  with  respect  to  the  par- 
ticular commodity  or  class  of  commodi- 
ties, it  appears  that  available  purchasers 
in  greater  quantities  are  so  few  as  to  ren- 
der differentials  on  account  thereof  un- 
justly discriminatory  or  promotive  of 
monopoly  in  any  line  of  commerce.  If 
It  does  so  appear,  the  Commission  formu- 
lates a  proposed  quantity-limit  rule. 

(b)  Rule  making.     (D  When  a  pro- 
posed rule  is  formulated  as  a  result  of 
such  investigation,  the  Commission  con- 
ducts a  rule-making  proceeding  to  hear 
all  interested  parties,  and  initiates  such 
proceeding  by  causing  notice  thereof  to 
be  published  In  the  Federal  Register  and. 
to  the  extent  practicable,  makes  copies  of 
such  notice  available  to  Interested  par- 
ties.   Such  notice  contains.  In  addition 
to  the  propwsed  rule,  a  statement  of  the 
basis  for  and  purpose  of  the  rule,  includ- 
ing underlying  ultimate  matters  of  fact 
as  developed  by  the  investigation  made. 
Such  published  notice  will  also  fix  the 
time  within  which  any  Interested  party 
may  present  to  the  Commission  In  writ- 
ing, with  or  without  request  that  It  be 
kept  confidential,  any  data,  views,  or 
arguments  concerning  the  proposed  rule. 
Including  (but  without  limitation)   any 
alternate  or  substitute  proposal,  the  ne- 
cessity for  the  proposed  rule  or  for  any 
rule,  and  the  factual  basis  for  the  rule 
proposed.     The  Commission  may.  In  Its 
discretion,   pursuant   to   timely   request 
made  therefor,  grant  oral  argument  In 
addition  to  a  written  presentation,  but 
such  argument  Is  not  to  be  utilized  for 
the  initial  presentation  of  facts  and  data, 
except  upon  good  cause  shown  why  such 
facts  and  data  were  not  presented  In 
writing  within  the  time  fixed  for  such 
purpose. 

(2)  The  Commission  will  give  full  con- 
sideration to  the  results  of  its  investiga- 
tion, to  the  data,  views,  and  arguments 
presented  at  the  hearings  in  such  rule- 
making proceeding  and  to  the  results  of 
any  Investigation  made  of  matters  there 
presented.  If  it  finds  that  with  respect 
to  the  particular  commodity  or  class  of 
commodities  available  purchasers  in 
greater  quantities  are  so  few  as  to  render 
differentials  on  account  thereof  unjustly 
discriminatory  or  promotive  of  monopoly 
in  any  line  of  commerce,  the  Commission 
will  establish  a  quantity-limit  rule,  either 
the  proposed  rule  or  any  modification  or 
revision  thereof.  Such  rule  will  fix  and 
establish  as  the  maximum  quantities  of 
the  particular  commodity  or  class  of 
commodities  upon  which  differentials  on 
account  of  quantity  may  thereafter  be 
granted,  those  quantities  with  respect  to 
which  the  Commission  finds  there  will  be 
a  sufiBcient  number  of  available  purchas- 
ers so  as  not  to  render  such  maximum 
differentials  unjustly  discriminatory  or 
promotive  of  monopoly  in  any  line  of 
commerce.  Such  rule  will  be  published 
in  the  Federal  Register,  together  with 
reference  to  the  authority  for  it,  a  state- 
ment of  its  basis  and  purpwse.  and  the 
effective  date  of  the  rule,  which  shall  be 
not  less  than  30  days  after  the  date  of 
publication.    To  the  extent  practicable. 
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copies  of  the  rule  as  established  will  be 
made  available  to  interested  parties. 

(3)  Proceedings  for  the  revision  or 
setting  aside  of  a  previously  established 
rule  fixing  quantity  Hmlts  will  be  similar 
to  those  for  the  establishment  of  such 
rule. 

(4)  Proceedings  for  the  violation  of 
any  duly  promulgated  rule  fixing  quan- 
tity limits  wiil  be  by  complaint,  with 
subsequent  procedure  under  the  Com- 
mission's riiles  of  practice. 

(5)  Any  Interested  party  may  at  any 
time  file  a  request  or  petition  In  writ- 
ing for  the  fixing  of  quantity  limits  for 
any  commodity  or  class  of  commodities, 
or  for  the  revision  or  setting  aside  of  such 
limits  previously  fixed.  No  such  proceed- 
ing win  be  commenced,  however,  unless  it 
satisfactorily  appears  to  the  Commission 
that  necessity  therefor  may  exist  In  or- 
der to  effectuate  the  purposes  of  the 
quantity-limits  proviso  of  section  2  (a). 
(Sec.  6.  38  Stat.  721,  sec.  2,  49  Stat.  1526; 
15  U.  S.  C.  46.  13) 

Promulgated  as  of  this  date  In  pur- 
suance of  the  action  of  the  Federal  Trade 
Commission  under  date  of  December  22. 
1948,  effective  on  date  of  publication 
thereof  in  the  Federal  Register. 

By  direction  of  the  Commission. 

[SEAL]  D.  C.  Daniel. 

Secretary. 

|F.    R.   Doc.    49-348:    Piled.    Jan.    13.    1949; 
8:55  a.  m.| 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  230 — General  Rxtles  and  REcm.A- 

tions.  Securities  Act  or  1933 

registration;  rung  of  prospectuses 

The  Securities  and  Exchange  Commis- 
sion has  heretofore  published  certain 
amendments  to  §230.424  (Rule  424)  of 
Its  general  rules  and  regulations  under 
the  Securities  Act  of  1933  by  redesignat- 
ing paragraphs  (b).  (c)  and  (d)  of  Rule 
424  as  paragraphs  (O,  (d)  and  (e).  and 
the  insertion  of  a  new  paragraph  (b) 
rquirlng  the  filing  with  the  Commission 
of  copies  of  every  proposed  form  of  pros- 
pectus sent  or  given  to  any  person  in 
accordance  with  §  230.131  (Rule  131). 

It  now  appears  that  the  insertion  of 
the  new  paragraph  In  Rule  424  at  the 
place  indicated  and  the  redesignatlon  of 
the  paragraphs  mentioned  will  Interfere 
with  established  procedures  with  respect 
to  the  handling  of  prospectuses  filed  with 
the  Commission  pursuant  to  Rule  424. 
The  Commission  has  determined  that  the 
previous  arrangement  of  the  rule  should 
be  restored  and  that  the  new  paragraph 
should  be  added  at  the  end  of  the  rule. 
Accordingly,  the  Commission,  acting  pur- 
suant to  the  Securities  Act  of  1933.  par- 
ticularly section  19  (a)  thereof,  hereby 
amends  Rule  424  by  rearranging  the  rule 
to  read  as  follows: 

§  230.424  Filing  of  prospectuses; 
number  of  copies,  (a)  In  addition  to  the 
three  copies  of  the  proposed  prospectus 
Included  in  the  body  of  the  registration 
statement  proper,  five  copies  of  such 
prospectus  shall  be  filed  with  the  regis- 


tration statement  at  the  time  the  state- 
ment Is  filed.  A  copy  of  the  cross  refer- 
ence sheet  required  by  §  230.404  (c)  shall 
accompany  each  copy  of  the  prosp)ectus 
so  filed. 

(b)  Within  5  days  after  the  com- 
mencement of  the  public  offering.  20 
copies  of  each  form  of  prospectus  used 
in  connection  with  such  offering  shall 
be  filed,  in  the  exact  form  used,  with 
the  office  of  the  Commission  with  which 
the  registration  statement  was  filed. 

(c)  No  prospectus  which  purports  to 
comply  with  section  10  of  the  act  and 
which  varies  from  any  form  of  pro- 
spectus filed  pursuant  to  paragraph 
(b)  of  this  section  shall  be  used  until  20 
copies  thereof  shall  have  been  filed  with 
the  office  of  the  Commission  with  which 
the  registration  statement  was  filed. 

(d)  Every  prospectus  consisting  of  a 
radio  broadcast  shall  be  reduced  to  writ- 
ing. At  least  5  days  before  the  prospectus 
Is  broadcast  or  otherwise  Issued  to  the 
public  five  copies  thereof  shall  be  filed 
with  the  office  of  the  Commission  with 
which  the  registration  statement  was 

filed. 

(e)  Five  copies  of  every  proposed  form 
of  prospectus  sent  or  given  to  any  per- 
son In  accordance  with  S  230.131  shall  be 
filed  with,  or  mailed  for  filing  to,  the 
Commission  not  later  than  the  date  such 
form  of  prospectus  is  first  sent  or  given 
to  any  person  pursuant  to  S  230.131. 
Such  copies  shall  be  filed  in  addition  to 
copies  of  the  proposed  form  of  prosi)ectus 
filed  pursuant  to  paragraph  (a)  of  this 
section. 

The  Commission  finds  that  the  fore- 
going action  is  mechanical  in  nature  and 
Involves  no  substantial  change  in  the  rule 
amended  and  that  prior  notice  of  such 
amendment  need  not  be  published  pur- 
suant to  section  4  (a)  of  the  Admin- 
istrative Procedure  Act.  In  view  of  the 
desirability  of  having  the  amendment 
effective  at  the  same  time  as  the  amend- 
ments previously  published.  It  shall  be- 
come effective  January  17,  1949. 

(Sec.  19  (a) ,  48  Stat.  85;  15  U.  S.  C.  77s) 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 
January  10.  1949. 
(F.    R.    Doc.    49-331:    Piled.    Jan.    IS,    1949; 
8:50  a.  m.! 
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TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

Part  6 — Air  Commerce  Regulations 
documents  for  entry  and  clearance 
Cross  Reference:  For  amendments  to 

§§  6  8  and  6.9,  see  Title  8.  Chapter  I.  Part 

116.  supra. 

TITLE  42— PUBLIC  HEALTH 

Chapter     I — Public     Health     Service, 
Federal  Security  Agency  * 

Part  71 — Foreign  Quarantini 

documents  for  entry  and  clearance 

Cross  Reference:  For  amendments  to 
55  71.508  and  71.509,  see  Title  8.  Chapter 
I.  Part  116,  supra. 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[7  CFR,  Part  9361 

PRE.SH  Bartlett  Pears,  Plums  and 
Elberta  Peaches  in  California 

notice  of  referendum  to  be  conducted 
among  producers;  designation  of 
referendum  agents  to  conduct  such 
referendum 

Pursuant  to  the  applicable  provisions 
of  Marketing  Agreement  No.  85.  as 
amended  and  Order  No.  36.  as  amended 
(7  CFR.  Cum.  Supp.,  936.1  et  seq.).  and 
the  applicable  provi.'^ion.s  of  the  Agricul- 
tural Marlfcting  Agreement  Act  of  1937. 
as  amended  (7  U.  S.  C.  601  et  seq.).  it 
is  hereby  directed  that  a  referendum 
be  conducted  among  the  producers  who, 
during  the  current  marketing  .season  be- 
ginning on  April  1.  1948.  have  been 
engaged,  in  the  State  of  California,  in 
the  production  of  Bartlett  pears,  plums, 
or  Elberta  peaches  for  shipment  in  fresh 
form  to  determine  whether  a  majority 
of  such  producers  favor  the  termination 
of  the  aforesaid  amended  marketing 
agreement  and  order,  as  to  any  one  or 
more  of  the  fruits  covered  thereby.  D.  M. 
Rubel,  G.  A.  Nahstoll.  R.  M.  Walker,  and 
James  H.  Bryce,  Jr..  in  the  Fruit  and 
Vegetable  Branch.  Production  and  Mar- 
keting Administration.  United  States 
Department  of  Agriculture,  are  hereby 
designated  as  agents  of  the  Secretary  of 
Agriculture  to  perform.  Jointly  or  sev- 
erally, the  following  functions  in  con- 
nection with  the  referendum : 

(a)  Conduct  said  referendum  In  the 
manner  herein  prescribed: 

(1)  By  giving  opportunity  to  each  of 
the  aforesaid  producers  to  cast  his  ballot 
in  the  manner  herein  authorized,  rela- 
tive to  the  aforesaid  termination  of  the 
amended  marketing  agreement  and  or- 
der, on  a  copy  of  the  appropriate  ballot 
form.  A  cooperative  association  of  such 
producers,  bona  fide  engaged  In  market- 
mg  fresh  Bartlett  pears,  plums,  or  Elberta 
peaches  grown  In  the  State  of  California 
or  In  rendering  services  for  or  advancing 
the  interests  of  the  producers  of  any  such 
fruits  may  vote  for  the  producers  who 
are  members  of.  stockholders  in.  or  under 
contract  with,  such  cooperative  associa- 
tion (such  vote  to  be  cast  on  a  copy  (jnhe 
appropriate  ballot  form),  and  the  vote  of 
.•-uch  cooperative  association  shall  be  con- 
sidered as  the  vote  of  such  producers. 

(2)  By  conductinc  and  concluding 
said  referendum  not  later  than  January 
31.  1949. 

(3>  By  giving  public  notice,  as  pre- 
scribed in  (a)  (4)  hereof.  (i»  of  the  time 
during  which  the  referendum  will  be  con- 
ducted, (ID  that  any  ballot  may  be  cast 
by  mail,  and  (iii)  that  all  ballots  so  cast 
must  be  addressed  to  James  H.  Bryce, 
Jr.,  Western  Marketing  Field  OfBce.  Fruit 
and  Vegetable  Branch.  Room  100  Plaza 
B!dg.,  921  10th  Street.  Sacramento  14, 
California,  and  must  be  postmarked  not 
later  than  January  31.  1G49. 


(4)  By  giving  public  notice  (I)  by  uti- 
lizing available  agencies  of  public  infor- 
mation (without  advertising  expense), 
including  both  press  and  radio  facilities 
in  the  State  of  Calif ornia ;  (11)  by  mailing 
a  notice  thereof,  including  a  copy  of  the 
appropriate  ballot  form,  to  each  such  cd- 
operative  association  and  to  each  pro- 
ducer whose  name  and  address  is  known ; 
and  (iii)  by  such  other  means  as  said 
referendum  agents  or  any  of  them  may 
deem  advisable. 

(5)  By  conducting  meetings  of  pro- 
ducers and  arranging  for  balloting  at  the 
meeting  places,  if  said  referendum  agents 
or  any  of  them  determines  that  voting 
shall  be  at  meetings.  At  each  such  meet- 
ing balloting  .shall  continue  until  all  of 
the  producers  who  are  present,  and  who 
desire  to  do  so,  have  had  an  opportunity 
to  vote.  Any  producer  may  cast  his  bal- 
lot at  any  such  meeting  in  lieu  of  voting 
by  mall. 

(6)  By  giving  ballots  to  producers  at 
the  meetings;  and  receiving  any  ballots 
when  they  are  cast. 

(7»  By  securing  the  name  and  address 
of  each  person  casting  a  ballot,  and  in- 
quiring ino  the  eligibility  of  such  person 
to  vote  in  the  referendum. 

(8)  By  giving  public  notice  of  the  time 
and  place  of  any  meetings  authorized 
hereunder  by  posting  a  notice  thereof,  at 
least  two  days  in  advance  of  each  such 
meeting,  at  each  such  meeting  place,  and 
In  two  or  more  public  places  within  the 
applicable  area;  and.  .so  far  as  may  be 
practicable,  by  giving  additionr.l  notice  in 
the  manner  prescribed  in  paragraph 
(a)  (4)  hereof. 
J  (9)  By  forwarding  to  James  H.  Bryce. 
Jr.,  Western  Marketing  Field  Office.  Fruit 
and  Vegetable  Branch.  Room  100.  Plaza 
Bldg..  921  10th  St..  Sacramento  14.  Cali- 
fornia. Immediately  after  the  close  of  the 
referendum,  the  following: 

(1)  A  register  containing  the  name  and 
address  of  each  producer  to  whom  a  bal- 
lot form  was  given; 

(il)  A  register  containing  the  name 
and  address  of  each  producer  from  whom 
an  executed  ballot  was  received; 

(UP  All  of  the  ballots  received  by  the 
respective  referendum  agent  In  connec- 
tion with  the  referendum,  together  with 
a  certificate  to  the  effect  that  the  ballots 
forwarded  are  all  of  the  ballots  cast  and 
which  were  received  by  the  respective 
agent  during  the  referendum  period; 

(iv)  A  statement  showing  when  and 
where  each  notice  of  referendum  posted 
by  said  agent  was  posted  and,  if  the 
notice  was  mailed  to  producers,  the  mail- 
ing list  showing  the  names  and  addresses 
to  which  the  notice  was  mailed  and  the 
time  of  such  mailing;  and. 

(v)  A  detailed  statement  reciting  the 
method  used  in  "giving  publicity  to  such 
referendum. 

(10)  By  appointing  any  farm  adviser 
In  charge  of  any  county  agricultural  ex- 
tension office,  and  by  authorizing  the 
chairman  of  the  State  Production  and 
Marketing  Administration-  committee  to 
appoint  any  member  or  members  of  a 
county    Agricultural    Conservation    As- 


sociation committee,  located  In  any  of 
the  counties  in  the  districts  (as  such  dis- 
tricts are  defined  in  the  aforesaid 
amended  marketing  agreement  and 
order) .  and  by  appointing  any  other  per- 
sons deemed  necessary  or  de.":irable.  to 
a.-^sist  the  said  referendum  apents  in  per- 
forming their  duties  hereunder.  Each 
.^uch  person  so  appointed  shall  serve 
without  compensation  and  may  be  au- 
thorized, by  the  said  referendum' agents 
or  any  of  them,  to  perform  any  or  all  of 
the  functions  set  forth  in  paragraphs 
(a).  (6).  (7).  (8),  and  (9)  hereof  (which, 
in  the  absence  of  .such  appointment  of 
subagents,  shall  be  performed  by  said 
referendum  agents)  in  accordance  with 
the  requirements  herein  set  forth. 

(b)  Upon  receipt  by  James  H.  Bryce. 
Jr..  of  all  ballots  cast  in  accordance  with 
the  provisions  hereof,  and  such  other  in- 
formation and  data  as  may  be  required 
pursuant  hereto,  he  shall  forward  the 
ballots,  together  with  the  information 
and  data,  to  the  Fruit  and  Vegetable 
Branch.  Production  and  Marketing  Ad- 
ministration, United  States  Depart- 
ment of  Apriculture,  Washington  25, 
D.  C.  The  Fruit  and  Vegetable  Branch 
shall  canvass  the  ballots  and  prepare 
and  submit  to  the  Secretary  a  detailed 
report  covering  the  results  of  the  refer- 
endum, the  manner  in  which  the  refer- 
endum was  conducted,  the  extent  and 
kind  of  public  notice  given,  and  all  other 
information  pertinent  to  the  full  analysis 
of  the  referendum  and  Its  results. 

(c)  Each  referendum  agent  and  ap- 
pointee pursuant  hereto  shall  not  refuse 
to  accept  a  ballot  submitted  or  cast;  but 
should  they,  or  any  of  them,  deem  that 
a  ballot  should  be  challenged  for  any 
reason,  or  if  such  ballot  Is  challenged 
by  any  other  person,  said  agent  or  ap- 
pointee shall  endorse  above  his  signa- 
ture, on  the  back  of  said  ballot,  a  state- 
ment that  such  ballot  was  challenged, 
by  whom  challenged,  and  the  rea.sons 
therefor;  and  the  number  of  such  chal- 
lenged ballots  .shall  be  stated  when  they 
are  forwarded  as  provided  herein. 

(d)  All  ballots  shall  be  treated  as  con- 
fidential. 

The  Director  of  the  Fruit  and  Vegeta- 
ble Branch.  Production  and  Marketing 
Administration,  United  States  Depart- 
ment of  Agriculture,  is  hereby  author- 
ized to  prescribe  additional  instructions, 
not  inconsistent  with  the  provisions 
hereof,  to  govern  the  procedure  to  be  fol- 
lowed by  the  said  referendum  agents  and 
appointees  in  conducting  said  referen- 
dum. 

Copies  of  the  aforesaid  amended  mar- 
keting agreement  and  order  may  be  ex- 
amined in  the  Office  of  the  Hearing  Clerk, 
United  States  Department  of  Agricul- 
ture. Washington  25,  D.  C.  and  at  the 
Western  Marketing  Field  Office.  Fruit 
and  Vegetable  Branch.  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture,  921  10th 
Street.  Sacramento  14.  California. 

Ballots  to  be  cast  in  the  referendum 
may  be  obtained  from  any  referendum 
agent  and  any  appointee  hereunder. 
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Done  at  Washington,  D.  C.  this  11th 
day  of  January  1949. 

I  SEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

I  P.    R.    Doc.    49-350:    Filed.    Jan.    13,    1949; 
8:55   a.   m.) 

FEDERAL  TRADE  COMMISSION 
[16CFR,Ch.l] 

(File  No.  21-286] 

Cosmetics  and  Toilet  Preparations 
Industry 

notice  of  hearing  and  of  opportunity 
to  present  views.  suggestions.  or 
objections 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  In  the 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

California  No.  109 
small  tract  classification  order 
November  30.  1948. 
Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,   by  Order  No.   319   dated 
July  19.  1948  (43  CFR  50.451  (b)   (3).  13 
P.    R.    4278).   I   hereby   classify   under 
the   Small  Tract   Act   of  June   1.   1938 
(52  Stat:  609).  as  amended  July  14,  1945 
(59  Stat.  467,  43  U.  S.  C.  section  682a). 
the  tract  of  public  land  in  California,  de- 
scribed below,  for  lease  and  sale  for  any 
purpose  except  business: 

T.  3  8..  R.  4  E..  S.  B.  M  , 

Sec.   18.  SE'4SW'4— 40  acres. 

Applications  were  pending  for  all  the 
above  land  prior  to  receipt  by  the  Dis- 
trict Land  Office  of  notice  of  impending 
classification  on  April  16,  1948. 

Leases  will  be  for  a  period  of  five  years 
at  an  annual  rental  of  $5.00  payable  for 
the  entire  period  in  advance  of  the  issu- 
ance of  lease.  Lease  will  contain  an  op- 
tion or  purchase  clause  at  the  appraised 
value  of  $20  00  an  acre. 

Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress 
by  other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 

L.  T.  Hoffman, 
Regional  Administrator. 

IP.    R.    Doc.    49-319;    Filed,    Jan.    13,    1949; 
8:46  a.  m.J 


California 
classification  order 


PROPOSED  RULE  MAKING 

city  of  Washington,  D.  C,  on  the  11th  day 
Of  January  1949. 

Opportunity  is  hereby  extended  by  the 
Federal  Trade  Commission  to  any  and  all 
persons,  firms,  corporations,  organiza- 
tions, or  other  parties,  affected  by  or  hav- 
ing an  interest  in  the  proposed  trade 
practice  rules  for  the  cosmetics  and  toilet 
preparations  Industry,  to  present  to  the 
Commission  their  views  concerning  said 
rules,  including  such  pertinent  informa- 
tion, suggestions,  or  objections  as  they 
may  desire  to  submit,  and  to  be  heard  in 
the  premises.  For  this  purpo.se  they  may 
obtain  copies  of  the  proposed  rules  upon 
request  to  the  Commission.  Such  views, 
information,  suggestions,  or  objections 
may  be  submitted  by  letter,  memoran- 
dum, brief,  or  other  communication,  to 


December  17.  1948. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  <43  CFR  50.451  (b)  <3).  13 
P.  R.  4278),  I  hereby  classify  under  the 


be  filed  with  trf  Commission  not  later 
than  February  10.  1949.  Opportunity  to 
be  heard  orally  will  be  afforded  at  the 
hearing  beginning  at  10  a.  m.  February 
10,  1949,  in  Room  332,  Federal  Trade 
Commission  Building.  Pennsylvania  Ave- 
nue at  Sixth  Street  NW..  Washington, 
D.  C,  to  any  such  persons,  firms,  corpo- 
rations, organizations,  or  other  parties 
who  desire  to  appear  and  be  heard.  After 
due  consideration  of  all  matters  pre- 
sented in  writing  or  orally,  the  Commis- 
sion will  proceed  to  final  action  on  the 
proposed  rules. 


By  the  Commission. 
[seal] 


D.  C.  Daniel, 
Secretary. 


I  P.    R.    Doc.    49-298:    Filed.    Jan.    13.    1949; 
8:46  a.  m.| 


NOTICES 


Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609  •.  as  amended  July  14.  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a »,  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles,  California,  land 
district,  embracing  500  acres. 

CALiroBNiA  small  Tract  Classification 
No.  116 

For  lease  only  (or  all  purposes  mentioned 
in  the  act  except  business. 

T.  2  N.  R.  4E.,  S.  B.  M.. 

Sec.  27.  SKViNEV4NEi,4.  E4SEV;NK'i. 
NWi4NWi,4SEVi.  SViNViSEV;.  SViSE>4. 
SEUSW',*,  W'/iNE'4SW'/4. 
Sec.  36.  9W«4.  NEi^SEVi.  SWViSE'i.  S>i 
BE  USE  14.  NKV^NWViSE'/i.  SW',4NWVi 
SEI4. 

2.  As  to   applications   regularly  flled< 
prior  to  8:30  a.  m..  July  1.  1948.  and  are 
for  the  type  of  site  for  which  the  land  is 
classified,  this  order  shall  become  effec- 
tive upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m.,  February  18,  1949. 
At  that  time  such  land  shall,  subject  to 
valid  existing  rights,  become  subject  to 
application  as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10.00  a.  m.,  February  18,  1949,  to  the 
close  of  business  on  May  19,  1949. 

<b)  Advance  period  for  veterans'  si- 
multaneous filings  from  8:30  a.  m.,  July 
1.  1948.  to  the  close  of  business  on  Feb- 
ruary 18,  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  May  20,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m., 
July  1.  1948.  to  the  close  of  business  on 
May  20,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 


ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south,  except  in  the  NE'/4  Sec.  27,  east 
and  west. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  10-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdi- 
vision notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5  00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 

10.  Leases  will  be  subject  to  such 
easements  for  road  rights  of  way  as  may 
be  necessary  to  permit  ingre.ss  or  egress 
by  other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Los  Angeles. 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

IF.   R.    Doc.    49-320:    Filed,    Jan.    13,    1949; 
*^  8:46  a.  m.) 


California 

clas.sification  order 

December  17.  1948. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  <3).  13 
P.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a).  as  herein- 
after Indicated,  the  following  described 


Friday,  January  14,  1949 

land  in  the  Los  Angeles.  California,  land 
district,  embracing  365  acres. 

California  Small  Tract  Classification 
No.   118 

For  lease  and  sale  for  all  purposes  men- 
tioned In  the  act  except  business. 

T.  14  S.,  R.  7  E.  S.  B.  M., 

Sec.  34.  SE'4.  E'jNEi;,  SW',4NB'4,  EV4 
NWUNE'4.  SW'4NW'-4NEi4,  NE>4NEy4 
NEUSWU.  SE'4NE',4SW'4,  Ei^SE^i 
8Wi4.  E!iW'/jSE'4SW>4.  SWV4  8W',4 
SE'4SW'4,    S'jSEUSWUSWU. 

2.  As  to  applications  regularly  filed 
prior  to  9:10  a.  m..  May  12,  1947,  and  are 
for  the  type  of  site  for  which  the  land  is 
classified,  this  order  shall  become  effec- 
tive upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m.,  February  18.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  February  18. 1949.  to  the  close 
of  business  on  May  19,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  9:10  a.  m..  May 
12,  1947,  to  the  close  of  business  on  Feb- 
ruary 18,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shaH  become  subject  to  the  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  May  20.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  9:10  a.  m.. 
May  12.  1947,  to  the  close  of  business  on 
May  20.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  lesused  in  tracts 
of  approximately  5  acres,  each  being  ap- 
proximately 330  by  660  feet,  the  longer 
dimensions  to  extend  north  and  south, 
except  in  the  S^2SEV'4SW»/4SW»4,  east 
and  west. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  Is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  10-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  speci- 
fied in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $10.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  issued. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress  by 
other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 
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11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. EMstrict  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman. 
Regional  Administratoj. 

|F.    R.   Doc.   49-321;    Filed.    Jan.    13.    1949; 
8:46  a.  m.] 


Nevada 
classification  order 

December  22,  1948. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Cfrder  No.  319  dated 
July  19,  1948  (43  CFR  50.451  (b)  (3).  13 
F.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14,  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a).  as  herein- 
after indicated,  the  following  described 
land  in  the  Carson  City.  Nevada,  land  dis- 
trict, embracing  160  acres, 

Nevada  Small  Tract  Classification  No.  14 

For  lease  and  sale  for  all  piuposes  men- 
tioned In  the  act  except  business. 

T.  22  S.,  R.  61  E..  M   D  .M., 

Sec.  6,  SW'4. 

2.  As  to  applications  regularly  filed 
prior  to  10:15  a.  m..  November  24,  1948, 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  February  23,  1949.  At 
that  time  such  land  shall,  subject  to 
valid  exiting  rights,  become  subject  to 
application  as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00"a.  m..  February  23. 1949,  to  the  close 
of  business  on  May  24.  1949. 

(b)  Advance  period  for  veterans' 
simultaneous  filings  from  10:15  a.  m., 
November  24,  1948,  to  the  close  of  busi- 
ness on  February  23,  1949. 

4.  Any 'of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  May  25.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  10:15  a.  m.. 
November  24,  1948.  to  the  close  of  busi- 
ness on  May  25,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4(a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the 
land  described  in  the  application  ir- 
respective of  the  direction  of  the  tract, 
provided  the  tract  conforms  to  or  is 
made  to  conform  to  the  area  and  the 
dimensions  specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  In 
a  10-acre  subdivision  Is  embraced  in  a 
preference  right  application,  an  applica- 
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tlon  for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $50.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  issued. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  Ingress  or  egress  by 
other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Carson  City, 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

(F.    R.    Doc.    49-322;    Fllfcd.    Jan.    13.    1949; 
8:47  a  ml 


California 
classification  order 

December  10.  1948. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3).  13 
F.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a).  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles,  California,  land 
district,  embracing  160  acres, 

California  Small  Tract  Classificatiow 
No.  114 

For  lease  and  sale  for  all  purposes  men- 
tioned In  the  act  except  business. 

T.  6N..  R.  5  W.S.  B.  M., 
Sec.  2,  SE',4. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m.,  November  8,  1948,  and 
are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  effec- 
tive upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m.,  February  11,  1949.  At 
that  time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  February  11,  1949,  to  the 
close  of  business  on  May  12,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  8:30  a.  m.,  No- 
vember 8, 1948,  to  the  close  of  business  on 
February  11,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  May  13,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m.. 
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November  8. 1948,  to  the  close  of  business 
on  May  13.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b>  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

8.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  5-acre  tract  in  a 
10-acre  subdivision  is  embraced  in  a  pref- 
eretice  right  application,  an  application 
for  the  remaining  5-acre  tract  extending 
in  the  same  direction  will  be  accepted  in 
order  to  fill  out  the  subdivision  notwith- 
standing the  direction  specified  in  para- 
graph 6.  .   ^      ,    r 

9.  Leases  will  b^  for  a  period  of  5 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $15.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  1  year  from  date 
the  lease  is  Issued. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress  by 
other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Los  Angeles, 

California. 

L.  T.  Hoffman. 
Regional  Administrator. 

|F.    R.    Doc.    49-323;    Filed.    Jan.    13.    1949; 
8:47  a.  m.] 


California 
classification  order 

December  10.  1948. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3).  13 
F  R  4278  >,  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
609  >,  as  amended  July  14.  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a).  as  herein- 
after indicated,  the  following  de.scribed 
land  In  the  Los  Angeles,  California,  land 
district,  embracing  40  acres. 

California  Small  Tract  Classification 
No.  113 

Tor  lease  and  sale  for  all  purposes  men- 
tioned In  the  act  except  business. 

T.  10  N.,  R    3  E  .  S.  B.  M.. 
Sec.  11,  SW'4SE'4- 

2.  As  to  applications  regularly  filed 
prior  to  11 :00  a.  m..  October  14,  1948,  and 
are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  per- 
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mit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  February  11.  1949.  At 
that  time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows : 

(a) -Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  February  11.  1949.  to  the 
close  of  business  on  May  12.  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  11:00  a.  m.. 
October  14.  1948,  to  the  close  of  business 
on  February  11,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated .shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  May  13.  1949.     • 

(a>  Advance  period  for  simultaneous 
nonpreference  filings  from  11:00  a.  m.. 
October  14,  1948,  to  the  close  of  busi- 
ness on  May  13.  1949. 

5.  Applications  filed  within  the  pe- 
riods mentioned  in  paragraph  3  (b>  and 
4  (a)  will  be  treated  as  simultaneously 

filed.  ^  , 

6.  All  of  the  land  will  be  lea.sed  In 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
10-acre  subdivision  is  embraced  in  a  pref- 
erence right  application,  an  application 
for  the  remaining  five-acre  tract  extend- 
ing in  the  same  direction  will  be  accepted 
In  order  to  fill  out  the  subdivision  not- 
withstanding the  direction  specified  in 
paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  advance 
of  the  issuance  of  the  lease.  Leases  will 
contain  an  option  to  purchase  clause  at 
the  appraised  value  of  $15.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  yeaf  from 
date  the  lease  Is  Issued. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress  by 
other  lessees  to  or  from  other  lands 
leased  under  authority  of  this  order. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
atrer.  District  Land  Office.  Los  Angeles. 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

[P.    R.    Doc.    49-324;    Filed.    Jan.    13.    1949; 
8:47  a.  ml 


lie  hearing  at  Greeley,  Colorado,  sched- 
uled for  10 :00  a.  m.,  in  the  Council  Room 
of  the  City  Hall  on  January  5.  1949.  In 
accordance  with  notice  of  hearings  and 
designation  of  presiding  officers,  issued 
December  21.  1948.  has  been  postponed 
to  January  24.  1949.  at  the  same  hour 
and  location. 

The  postponement  has  been  made  nec- 
essary becau.se  of  adverse  weather  con- 
ditions prevailing  in  the  area  which  pre- 
vented the  presiding  officers  from  call- 
ing the  hearing  to  order  at  the  time  origi- 
nally scheduled. 

Issued  this  11th  day  of  January  1949 

[SEALl  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

IF.    R.    Doc.    49-349;    Filed.    Jan.    13.    1949; 
8:55  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Production   and    Marketing 
Administration 

Notice  of  Po.stponement  of  Hearing  at 
Greeley,  Colo. 

Pursuant  to  the  authority  contained  In 
subsections  (c>  (1)  and  (O  (2)  of  sec- 
tion 301  of  the  Sugar  Act  of  1948  (61  Stat. 
929 ) .  notice  is  hereby  given  that  the  pub- 


DEPARTMENT  OF  COMMERCE 
OfRce  of  Industry  Cooperation 

Maridon  Manufacturing  Co..  Inc. 
notice  of  withdrawal 

January  3.  1949. 
In  a  letter  dated  December  20.  1948, 
from  the  Director  of  the  Office  of  Indus- 
try Cooperation  of  the  Department  of 
Commerce  to  yc^u,  you  were  advised 
that  we  had  Information  that  you  had 
violated  the  provisions  of  the  voluntary 
plan,  under  Public  Law  395.  80th  Con- 
gress, lor  allocation  of  steel  products  for 
V  arm  air  heating  equipment  for  residen- 
tial housing,  in  that  you  had  apparently 
used  steel  products  obtained  by  you  under 
the  plan  for  purposes  not  covered  by  the 
plan.  That  letter  stated  that  you  might 
ask.  on  or  before  December  27.  1948.  for 
an  opportunity  to  show  cause  why  my  re- 
quest for  compliance  with  the  plan  should 
not  be  withdrawn  and  your  privileges  of 
participation  in  the  plan  terminated.  No 
such  request  has  been  received. 

Accordingly,  pursuant  to  subsection  2 
(d)  of  Public  Law  395.  80th  Congress.  I 
hereby  withdraw  the  request  made  by  me 
In  writing  on  July  8.  1948.  and  the  sup- 
plemental request  made  by  me  In  writing 
on  October  14.  1948,  for  compliance  by 
you  with  the  voluntary  plan  under  Pub- 
lic Law  395.  80th  Congress,  for  the  allo- 
cation of  steel  products  for  warm  air 
heating  equipment  for  residential  hous- 
ing. 

In  accordance  with  said  subsection  2 
(d).  after  publication  of  this  notice  of 
withdrawal  In  the  Federal  Register,  the 
provisions  of  Public  Law  395,  80th  Con- 
gress, shall  not  apply  to  any  subsequent 
act  or  omission  by  reason  of  said  request 
dated  July  8.  1948  or  said  supplementary 
request  dated  October  14, 1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

[F.    R.    Doc.    49-326;    Filed,    Jan.    IS,    1949: 
8:48  a.  m.i 


CIVIL  SERVICE  COMMISSION 

LoycHty  Review  Board 

Organization 
1.  Establishment.    The  Loyalty  Review 
Board  was  established  on  November  10. 


Friday,  lanuary  14,  1949 

1947  by  Minute  1  of  the  Civil  Service 
Commission,  pursuant  to  Executive  Order 
9835  of  March  21.  1948  (12  F.  R.  1935). 
which  established  the  Federal  Employees 
Loyalty  Program. 

2.  Appointment  of  members.  Board 
members  are  appointed  by  the  Commis- 
sioners. Their  positions  are  excepted 
from  the  competitive  service,  and  they 
serve  on  a  part-time  basis.  The  number 
of  members  Is  discretionary  with  the 
Commission  except  that  the  Board  must 
be  composed  of  not  less  than  three  im- 
partial persons. 

3.  Officers  of  the  Board.  The  officers 
of  the  Board,  all  elected  by  the  members, 
consist  of  a  chairman,  two  vice-chair- 
men, and  an  executive  secretary.  All  are 
Board  members  except  the  executive 
secretary,  who  serves  the  Board  as  its 
full-time  administrative  officer  under 
supervision  of  the  chairman. 

An  executive  committee  of  not  less 
than  five  nor  more  than  seven  members 
of  the  Board,  appointed  by  the  chairman, 
may  act  between  meetings  of  the  Board 
on  matters  not  admitting  of  delay,  except 
that  amendments  to  the  regulations  and 
directives  of  the  Board  are  made  only 
when  authorized  by  vote  of  the  Board. 

Unless  otherwise  ordered  by  the  Board, 
the  Board  reviews  or  post-audits  cases 
and  acts  on  appeals  and  on  agency  regu- 
lations through  panels  designated  by  the 
chairman.  Panels  must  consist  of  not 
less  than  three  members. 

4.  Functions.  The  Board  has  the  au- 
thority and  responsibility: 

(a)  To  review  cases  involving  loyalty 
and  to  act  on  appeals  and  to  make  such 
advi-sory  recommendations  with  respect 
thereto  to  departments  and  agencies  as 
the  Board  shall  duly  approve. 

(b )  To  make  rules  and  regulations,  not 
Inconsistent  with  the  provisions  of  Ex- 
ecutive Order  9835.  deemed  necessary  to 
Implement  statutes  and  Executive  or- 
ders relating  to  employee  loyalty. 

(c)  To  advise  all  departments  and 
agencies  on  all  problems  relating  to  em- 
ployee loyalty. 

(d)  To  dLsseminate  information  perti- 
nent to  the  loyalty  program. 

(e)  To  coordinate  the  loyalty  policies 
and  procedures  of  the  several  depart- 
ments and  agencies  and  of  the  regional 
loyalty  boards  of  the  Commission. 

5.  Organization.  The  functions  of 
the  Board  are  allocated  to  Sections  as 
follows : 

(a)  The  Examining  Section  analyzes 
and  prepares  for  the  consideration  of  the 
Board  (1>  appeals  from  the  decisions  of 
regional  loyalty  boards  In  cases  Involving 
the  loyalty  of  applicants  for  and  new  ap- 
pointees to  the  competitive  service;  (2) 
appeals  from  the  decisions  of  heads  of 
agencies  in  cases  involving  the  loyalty  of 
Incumbent  and  excepted  employees  (in- 
cluding appeals  under  section  14  of  the 
Veterans'  Preference  Act  of  1944)  and  of 
applicants  for  positions  excepted  from 
the  competitive  service;  (3)  cases  ac- 
cepted by  the  Board  for  the  rendering 
of  advisory  recommendations,  and  (4) 
any  other  cases  referred  to  the  Board. 

(b)  The  Regulations  and  Advisory 
Section  (D  plans,  analyzes  and  reviews 
loyalty  policies  and  programs,  makes  rec- 
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ommendations  to  the  Board  and  the 
Commission  and  advises  and  Instructs 
departments  and  agencies  and  regional 
loyalty  boards;  (2)  plans,  proposes  and 
issues  regulations,  procedures,  standards 
and  other  material  to  Implement  stat- 
utes and  executive  orders  relating  to 
loyalty;  (3)  conducts  research  on  organi- 
zations and  movements  of  Interest  to  the 
loyalty  program,  and  provides  for  dis- 
semination as  appropriate  of  Information 
furnished  by  the  Attorney  General;  (4) 
prepares  general  and  special  reports  and 
Information  on  administration  of  the 
program;  and  (5)  generally  assists  the 
Board  In  coordination  of  the  loyalty 
program. 

(c)  The  Inspection  Section  (1)  In- 
spects loyalty  program  operations  In  de- 
partments and  agencies  and  In  regional 
loyalty  boards  of  the  Commission,  includ- 
ing follow-up  on  pending  cases;  (2)  post 
audits  cases  not  appealed  to  the  Board 
which  are  decided  in  departments  and 
agencies  and  by  regional  loyalty  boards ; 
and  <  3 )  makes  reports  and  recommenda- 
tions to  the  Board  on  Inspections  and 
post  audits. 

(d)  The  Administrative  Section  ren- 
ders administrative  services  to  the  organ- 
ization. 

Thi  Loyalty  Review  Board. 
United  States  Civil  Serv- 
ice COBIMISSION, 

Seth  W.  Richardson, 

Chairman. 

[F.    R.    Doc.    49-325;    Filed.    Jan.    13.    1949; 
8:48  a.  m.| 


FEDERAL  POWER  COMMISSION 

(Project  No.  404) 

Charles  R.  Pollock  and  L.  B.  Cooper 

application  for  license 

'      January  10.  1949. 

Public  notice  is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791-825r).  that  Charles 
R.  Pollock  and  L.  B.  Cooper,  of  Seattle, 
Washington,  have  filed  application  for  a 
new  license  for  constructed  water-power 
Project  No.  404,  located  on  Lagoon  Creek, 
a  tributary  of  Harrison  Lagoon,  a  branch 
of  Port  Wells.  In  the  Third  J>idicial  Divi- 
sion, Alaska,  and  consisting  of  a  low  log- 
crib  rock-filled  dam  at  the  outlet  of  a 
small  lake,  a  pipe  line  about  4,150  feet 
long,  a  frame  powerhouse  containing 'a 
200-horsepower  water  wheel  and  a  150- 
kilowatt  generator,  a  transmission  line 
6,250  feet  long,  and  appurtenant  facil- 
ities. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request  and  the  name  and  address 
of  the  party  or  parties  so  protesting  or 
requesting,  should  be  submitted  before 
FebBKary  19.  1949.  to  the  Federal  Power 
Commission,  Washington  25.  D.  C. 


[SEALl 


Leon  M.  Fuquay. 
Secretary. 
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(Project  No.  14091 

Mt.  Baker  Ski  Club 

notice  op  order  authorizing  issuance  or 
new  ucense  (minor) 

January  11,  1949. 
Notice  Is  hereby  given  that,  on  Jan- 
uary 7.  1949.  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  4, 
1949.  authorizing  issuance  of  new  license 
(minor)  in  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


(F.   R.    Doc.    49-333;    Filed.    Jan.    13.    1949; 
8:52  a.  m.] 


(P.    R.    Doc.    49-327;    Piled.    Jan.    13.    1949; 
8:48  a.  m.] 


(Docket  No.  G-9111 

Tennessee  Gas  Transmission  Co. 

notice  of  application 

January  10,  1949. 

Notice  Is  hereby  given  that  on  Decem- 
ber 27. 1948.  an  application  was  filed  with 
the  Federal  Power  Commission  by  Ten- 
nessee Gas  Transmission  Company  (Ap- 
plicant), a  Delaware  corporation  having 
its  principal  place  of  business  at  Hous- 
ton. Texas,  and  authorized  to  do  busi- 
ness in  the  States  of  Texas.  Louisiana. 
Arkansas,  Mississippi.  Tennessee.  Ken- 
tucky and  West  Virginia,  for  a  certificate 
of  public  convenience  and  necessity  pur- 
suant to  section  7  of  the  Natural  Gas 
Act.  as  amended,  authorizing  Applicant 
to  construct  and  operate  at  its  main  line 
valve  No.  110  located  between  Its  Com- 
pressor Stations  Nos.  13  and  14,  at  a  point 
near  Morehead,  Kentucky,  a  new  com- 
pressor station  with  three  3,600  R.  P.  M. 
centrifugal  compressors  in  series,  each 
compressor  being  driven  by  2.000  H.  P. 
induction  electric  motor. 

Temporary  authorization  to  construct 
and  operate  such  compressor  station  was 
hereinbefore  granted  by  the  Commission 
on  July  1, 1947. 

Applicant  states  that  the  aforesaid 
compressor  station  commenced  opera- 
tion in  June  1948,  and  enabled  Applicant 
to  increase  the  capacity  on  the  north  end 
of  its  system  by  35.000  Mcf  per  day. 

Applicant  further  states  that  the  es- 
timated total  over-all  capital  cost  of  such 
compressor  station  Is  approximately 
$725,000.  which  was  financed  from  cash" 
on  hand,  and  that  the  estimated  cost  of 
operation  thereof  Is  approximately 
$357,000  per  annum,  of  which  $300,000 
Is  the  estimated  cost  of  purchased  electric 
power. 

Any  Interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  Interest  in  the  mat- 
ter, whether  It  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  con- 
current hearing,  together  with  reasons 
for  such  request. 

The  application  of  •Tennessee  Gas 
Transmission  Company  is  on  file  with  the 
Commission  and  open  to  public  Inspec- 
tion. Any  person  desiring  to  be  heard 
or  to  make  any  protest  with  reference  to 
the  application  shall  file  with  the  Fed- 
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eral  Power  Commission.  Washington  25, 
r.  C.  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  §§  1.8  or 
1.10.  whichever  is  applicable,  of  the  rules 
of  practice  and  procedure. 

[  sxAL  ]  Lion  M.  Ptjqtjay. 

Secretory. 

IP.    R.    Doc.    49-328;    Piled.    Jan.    13.    1949; 
•  8:48  a.  m.| 


FEDERAL  TRADE  COMMISSION 

[Docket  No.  65851 

Lever  Brothers  Co. 

ORDER  APPOINTING  TRUL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the  10th 
day  of  January  A.  D.  1949. 

This  matter  being  at  issue  and  ready 
lor  the  taking  of  testimony  and  the 
receipt  of  evidence,  and  pursuant  to 
authority  vested  in  the  Federal  Trade 
Commission. 

It  is  ordered,  That  Randolph  Preston, 
a  trial  examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law ; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  January  28, 1949.  at 
ten  o'clock  in  the  forenoon  of  that  day 
(eastern  standard  time>.  In  Hearing 
Room,  Federal  Trade  Commission  Build- 
ing. Sixth  Street  and  Pennsylvania 
Avenue.  Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
trial  examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondents.    The  trial 
examiner  will  then  close  the  taking  of 
testimony  and  evidence  and.  after  all  in- 
tervening procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
^on  the  parties  at  issue  a  recommended 
decision    which    shall    include    recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  Issues  of  fact,  law,  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
In  said  proceeding. 


NOTICES 

the  city  of  Washington,  D.  C,  on  the 
10th  day  of  January  A.  D.  1949. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Randolph  Preston. 
a  trial  examiner  of  this  Commission,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  In  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday.  January  27.  1949.  at 
ten  o'clock  in  the  forenoon  of  that  day 
(eastern  standard  tlme>.  In  Hearing 
Room.  Federal  Trade  Commission  Build- 
ing. Sixth  Street  and  Pennsylvania  Av- 
enue. Washington.  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  In  support 
of  the  allegations  of  the  complaint,  the 
trial  examiner  is  directed  to  proceed  Im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondents.  The  trial 
examiner  will  then  close  the  taking  of 
testimony  and  evidence  and,  after  all  In- 
tervening procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  Issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  Issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
In  said  proceeding. 

By  the  Commission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

[T.    R.    Doc.    49-336:    Piled,    Jan.    13.    1949; 
8:53  a.  m.] 


proceed  immediately  to  take  testimony 
and  evidence  on  behalf  of  the  respond- 
ents. The  trial  examiner  will  then  close 
the  taking  of  testimony  and  evidence 
and.  after  all  Intervening  procedure  as 
required  by  law,  will  close  the  ca.se  and 
make  and  serve  on  the  parties  at  issue  a 
recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
facts,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  In  said  proceeding. 


By  the  Commission. 
[seal] 


D.  C.  Daniel. 
Secretary. 


IF.    R.    Doc.    49-335:    Plied.    Jan.    13,    1949; 
8:52  a.  m] 


I  Docket  No.  65861 

Procter  &  Gam«ie  Distributing  Co..  and 
Procter  &  Gamble  Co. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 


[Docket  No.  5587] 
Colcatk-Palmolivk-Pikt  Co. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
the  city  of  Washington.  D.  C  on  the  10th 
day  of  January  A.  D.  1949. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade 
Commission, 

It  is  ordered.  That  Randolph  Preston, 
a  trial  examiner  of  this  Commission,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  January  2^1949. 
at  two  o'clock  In  the  afternoon  oTthat 
day  (eastern  standard  time).  In  Hearing 
Room,  Federal  Trade  Commission  Build- 
ing, Washington.  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  the  receipt  of  evidence  in 
support  of  the  allegations  of  the  com- 
plaint, the  trial  examiner  is  directed  to 


By  the  Commission. 

[SEAL] 


D.  C.  Daniel. 
Secretary. 


[P.   R.    Doc.    49-337:    Piled.    Jan.    13.    1949; 
8:53  a.  m.) 


(Docket  No.  6620] 

General  Motors  Corp.  and  AC  Spark 
Plug  Co. 

order   appoiktino   trul   examiner   and 

FIXING     TIME     AND     PLACE     FOR     TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In 
the  city  of  Washington,  D.  C,  on  the 
10th  day  of  January  A.  D.  1949. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the 
receipt  of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Webster  Ballinger. 
a  trial  examiner  of  this  Commis.sion,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceedmg  and  to  per- 
form all  Other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
Of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday.  February  8.  1949.  at 
ten  o'clock  In  the  forenoon  of  that  day 
(eastern  standard  Ume).  In  Courtroom 
No.  859.  United  States  Post  Office.  De- 
troit. Michigan. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  trial  examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondent.  The 
trial  examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
Intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  Issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  Issues  of  fact,  law,  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
In  said  proceeding. 
By  the  Commission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

(F.    R.    Doc.    49-338:    Filed.    Jan.    13,    1949; 
8:53  a.  m.J 


Friday,  January  14,  1949 

INTERSTATE  COMMERCE 
COMMISSION 

(Application  7] 

Association  of  American  Railroads 

application  for  approval  of  agreement 

JANTTARY   11,   1949. 

The  Commission  Is  in  receipt  of  the 
above-entitled  and  numbered  applica- 
tion for  approval  of  an  agreement  under 
the  provisions  of  section  5a  of  the  Inter- 
state Commerce  Act. 

Piled  by:  W.  T.  Farley,  Attorney-in- 
fact,  Transportation  Building,  Washing- 
ton 6.  D.  C;  Southern  Railway  Company. 
John  B.  Hyde.  Vice  President,  Washing- 
ton 13.  D.  C. 

Agreement  involved:  An  agreement  be- 
tween and  among  common  carriers  by 
railroad,  members  of  the  Association  of 
American  Railroads,  relating  to  per  diem, 
mileage,  or  demurrage  and  storage  rates 
and  charges,  and  rules,  regulations  and 
procedures  for  the  joint  consideration, 
initiation  or  establishment  thereof. 

The  complete  application  may  be  In- 
spected at  the  office  of  the  Commission  in 
Washington,  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  General  Rules  of  Practice  of  the 
Commission,  persons  other  than  appli- 
cant should  fairly  disclose  their  interest, 
and  the  position  they  Intend  to  take  at 
the  hearing  with  respect  to  the  applica- 
tion. Otherwise  the  Commission,  in  Its 
discretion,  may  proceed  to  Investigate 
and  determine  the  matters  involved  in 
such  application  without  further  or  for- 
mal hearing. 

By  the  Commislson,  Division  2. 

(SEALl  W.  P.  Bartel, 

Secretary. 

(P.    R.    Doc.    49-346;    Filed.    Jan.    13.    1949; 
8:55  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  N08.  54-50.  64-82.  69-10,  69-391 

North  American  Co.  et  al. 

supplemental  order  reserving 
jurisdiction 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  10th  day  of  January  1949. 

In  the  matter  of  the  North  American 
Compa/iy  and  its  subsidiary  companies, 
Pile  No.  59-10:  The  North  American 
Company,  Pile  No.  54-82;  North  Amer- 
ican Light  &  Power  Company,  Holding-. 
Company  System  and  The  North  Amer- 
ican Company.  File  No.  59-39;  North 
American  Light  &  Power  Company,  File 
No.  54-50. 

The  Commission  having  Issued  Its 
order  on  June  25.  1947.  approving,  sub- 
ject to  certain  conditions,  a  plan  filed 
pursuant  to  section  11  (e)  of  the  Public 
Utility  Holding  Company  Act  of  1935  by 
The    North    American    Company    and 


FEDERAL  REGISTER 

joined  In  by  Its  subsidiary.  North  Amer- 
ican Light  ti  Power  Company;  and 

The  Commission  having  issued  Its  sup- 
plemental order  on  August  4,  1947, 
amending  the  said  order  of  June  25, 1947. 
to  Include  certain  recitals  conforming  to 
the  requirements  of  Supplement  R  of 
Chapter  1  and  section  1808  (f)  of  Chap- 
ter 11  of  the  Internal  Revenue  Code,  as 
amended;  and 

The  Commission  having  in  said  sup- 
plemental order  of  August  4.  1947.  re- 
served jurisdiction  to  enter  such  other 
or  further  orders  conforming  to  the  re- 
quirements of  Supplement  R  of  Chapter 
1  and  section  1808  (f)  of  Chapter  11  of 
the  Internal  Revenue  Code,  as  amended, 
as  might  appear  to  the  Commission  to 
be  appropriate;  and 

North  American  Light  &  Power  Com- 
pany having  advised  the  Commission 
that  January  14.  1949.  has  been  fixed  as 
the  effective  date  of  said  plan  and  that 
Bankers  Trust  Company  has  been  ap- 
pointed as  agent  and  trustee  for  certain 
steps  In  effectuation  of  the  plan,  and 
having  further  advised  the  Commission 
that  the  stock  certificate  numbers  re- 
cited in  said  'supplemental  order  of 
August  4.  1947.  are  Incorrect,  and  hav- 
ing requested  that  the  Commission  is- 
sue. In  lieu  of  said  supplemental  order 
of  August  4,  1947.  a  supplemental  order 
containing  the  recitals  hereinafter  set 
forth;  and 

The  Commission  having  considered 
the  application  for  a  supplemental  order 
and  It  appearing  to  the  Commission  that 
said  application  may  appropriately  be 
granted; 

It  is  ordered.  That  the  order  dated 
June  25.  1947.  in  these  proceedings  as 
amended  by  the  supplemental  order  of 
August  4.  1947.  be.  and  the  same  hereby 
Is.  further  amended  by  adding  thereto, 
in  lieu  of  the  provisions  of  the  supple- 
mental order  of  August  4,  1947.  the  fol- 
lowing provisions: 

It  is  further  ordered  and  recited  and 
the  Commission  finds.  That  the  proposed 
transfer  by  North  American  Light  & 
Power  Company  of  288,296.6  shares  of 
Illinois  Power  Company  Common  Stock 
(represented  by  Certificate  Nos.  CB-42. 
for  12,478  shares.  CB-56  for  150.000 
shares.  CB-63  for  34,556  shares,  and, 
to  the  extent  of  91.263.6  shares,  only, 
CB-58  for  300.000  shares)  to  Bankers 
Trust  Company  in  trust  for  the  benefit 
of  all  of  the  holders  of  Common  Stock 
of  North  American  Light  &  Power  Com- 
pany other  than  The  North  American 
Company,  and  the  proposed  exchange  by 
Bankers  Trust  Company  on  behalf  of 
North  American  Light  Si  Power  Company 
of  such  shares  (whether  represented  by 
the  certificates  so  numbered  or  by  cer- 
tificates Issued  against  the  cancellation 
of  certificates  so  numbered)  for  all  of  the 
960,992  shares  of  Common  Stock  of  North 
American  Light  &  Power  Company  held 
by  stockholders  other  than  The  North 
American  Company  at  the  rate  of  three- 
tenths  of  one  share  of  Illinois  Power 
Company  Common  Stock  for  each  such 
share  of  North  American  Light  Si  Power 
Company  Common  Stock,  in  liquidation 
and  retirement  of  all  such  stock  and  In 
full  satisfaction  of  all  rights  in  respect 
thereof,  all  as  authorized  or  permitted  by 
this  order  of  the  Commission  of  June  25, 
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1947.  and  in  obedience  thiereto.  is  neces- 
sary or  appropriate  to  the  integration  or 
simplification  of  the  holding  company 
system  of  which  North  Apierlcan  Light  ft 
Power  Company  Is  a  member  and  Is  nec- 
essary or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935. 

It  is  further  ordered.  That  Jurisdic- 
tion be,  and  hereby  is,  reserved  to  enter 
such  other  or  further  orders,  conforming 
to  the  requirements  of  Supplement  R  of 
Chapter  1  and  section  1808  (f)  of  Chap- 
ter 11  of  the  Internal  Revenue  Code,  as 
amended,  as  may  appear  to  the  Com- 
mission to  be  appropriate. 

By  the  Commission. 

[SEAL]  Orval  L.  DifBois. 

Secretary. 

(F.   R.   Doc.    49-329;    Piled.    Jan.    13,    1949; 
8:48  a.  m.] 


(Pile  No.  811-551] 
Independent  Investors  Fund,  Inc. 

NOTICE  OF  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  10th  day  of  January  A.  D.  1949. 

Notice  is  hereby  given  that  Independ- 
ent Investors  Fund,  Inc.  (applicant),  an 
investment  company  registered  under 
the  Investment  Company  Act  of  1940, 
has  filed  an  application  pursuant  to  sec- 
tion 8  (f)  of  the  act  for  an  order  of  the 
Commission  declaring  that  applicant  has 
ceased  to  be  an  Investment  company 
within  the  meaning  of  the  act. 

It  appears  from  the  application  that 
the  applicant  never  Issued  any  shares  of 
Its  capital  stock;  that  subscriptions  to 
18.500  shares  of  its  capital  stock  were  re- 
ceived from  11  persons;  that  the  sub- 
scription price  for  1,000  shares  only  was 
paid;  that  the  amount  received  for  the 
1.000  shares  has  been  refunded  and  all 
subscriptions  have  been  cancelled;  and 
that  applicant  does  not  Intend  to  make 
any  future  offering  of  its  securities  or  to 
engage  In  any  activities. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  per- 
sons are  referred  to  said  application 
which  is  on  file  in  the  office  of  the  Com- 
mission In  Washington.  D.  C. 

Notice  Is  further  given  that  an  order 
grantin"?  the  application,  in  whole  or  in 
part  and  upon  such  terms  and  conditions 
as  the  Commission  may  see  fit  to  impose 
may  be  issued  by~the  Commission  at  any 
time  after  January  24.  1949  unless  prior 
thereto  a  hearing  upon  the  application 
is  ordered  by  the  Commission,  as  pro- 
vided in  Rule  N-5  of  the  rules  and  regu- 
lations promulgated  under  the  act.  Any 
interested  person  may.  not  later  than 
January  21,  1949  at  5:30  p.  m.,  submit  in 
writing  to  the  Commission  his  views  or 
any  additional  facts  bearing  upon  this 
application  or  the  desirability  of  a  hear- 
ing thereon,  or  request  the  Commission 
in  writing  that  a  hearing  be  held  thereon. 
Any  such  communication  or  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  Wash- 
ington 25.  D.  C.  and  should  state  briefly 
the  nature  of  the  interest  of  the  persoa 
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submitting  such  Information  or  request- 
ing a  liearing,  the  reasons  for  such  re- 
quest, and  the  Issues  of  fact  or  law  raised 
by  the  application  which  he  desires  to 
controvert. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

IF.    B.   Doc.    49-330;    Piled,    Jan,    13.    1949; 
8:49  a.  m] 


DEPARTMENT  OF  JUSTICE 

Office  of  Allen  Property 

AtJTHORiTT:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322,  671.  79th  Cong.,  60  Stat.  50.  925;  60 
U.  8.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
July  6.  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  B788, 
Oct.  14,  1946,  11  F.  R.  11981. 

Conard-Pyije  Co. 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington,  D.  C, 
Including  all  royalties  accrued  thereun- 
der and  all  damage  and  profits  recover- 
able for  past  infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  and  Property 

The  Conard-Pyle  Company,  West  Grove, 
Chester  County.  Pa.;  A-133;  Property  de- 
scribed In  Vesting  Order  No.  1028.  dated 
March  4,  1943,  relating  to  United  States 
Patent  Application  Serial  Number  442,958, 
now  United  States  Plant  Patent  Number  674. 
reserving,  however.  In  the  Attorney  General 
of  the  United  SUtes  the  right  to  collect  any 
monies  due  or  to  become  due  from  the 
Conard-Pyle  Company,  with  respect  to  said 
patent,  pursuant  to  a  contract  executed  by 
and  between  the  Conard-Pyle  Company  and 
Francis  Mellland  at  Tassln-les-Lyon,  Rhone, 
France,  on  April  9,  1936. 

Executed  at  Washington,  D.   C,  on 
January  10.  1949. 

For  the  Attorney  General. 

[SKAt]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

\y.    R.    Doc.    49-342;    Filed,    Jan.    f5,    1949; 
8:64  a.  m.l 


NOTICES 

quate  provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property  and 
Location 

Giovanni  Gregorlnl-Blngham.  Villa  Gre- 
gorlnl.  Casalecchlo,  Bologna,  Italy;  6849; 
$1,204.02  In  the  Treasury  of  the  United  States. 
All  right,  title.  Interest  and  claim  of  any  kind 
or  character  whatsoever  of  Giovanni  Gre- 
gorlnl-Blngham in  and  to  the  trust  created 
under  the  Will  of  Henry  B.  King.  Deceased. 

Executed  at  Washington,  D.  C,  on 
January  10,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-343;    FUed,    Jan.    13,    1949; 
8:54  a.  m.] 


Giovanni  Gregorini-Bincham 

moncl  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  ajter  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  admini.stration 
thereof  prior  to  return,  and  after  ade- 


SOCIETI  RRODIACXTA 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY  ^ 

Pursuant  to  section  32  'f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  Infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No.,  and  Property 

Soclete  Rhodlaceta,  Paris,  France;  29526; 
Property  described  In  Vesting  Order  No.  667 
(8  F.  R.  4995.  AprU  17.  1943)  relating  to 
United  States  Letters  Patent  No.  2.240.935. 
Property  relating  to  a  disclosure  of  an  Inven- 
tion entitled  "Manufacture  of  Solutions  of 
Polyvinyl  Derivatives",  Inventor  Jacques  Cor- 
blere.  Identified  In  Vesting  Order  No.  1601 
(8  F.  R.  8566,  June  21,  1943)  as  Transaction 
Control  195  (f),  and  now  known' as  Patent 
Application  Serial  No.  623.889. 

Executed  at  Washington.  D.  C,  on 
January  10.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-344;    Filed,    Jan.    13,    1949; 
8:54  a.  m.J 


(Vesting  Order  12594] 
TSUNEKO  ASANO 


In  re:  Bank  account  and  bonds  owned 
by  Tsuneko  Asano,  also  known  as 
Tsuekeno  Asano.    F-39-358fr-C-l/E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tsuneko  Asano,  also  known  as 
Tsuekeno  Asano,  whose  last  known  ad- 
dress is  Yokohama,  Japan,  is  a  resident 


of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  First  State  Bank  of  Rosemead, 
Rosemead.  California,  arising  out  of  a 
savings  account,  account  number  3438, 
entitled  Mrs.  J.  C.  Ralston,  Trustee  for 
Tsuneko  Asano,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

b.  Six  (6)  United  States  Savings 
Bonds,  Series  O.  each  of  $100  face  value, 
bearing  the  numbers  C  1046385  to  C 
1046390  Inclusive,  and  presently  In  the 
custody  of  Mrs.  J.  C.  Ralston,  1210  South 
Lafayette  Street.  San  Gabriel.  California, 
together  with  any  and  all  rights  there- 
under and  thereto, 

c.  Two  (2)  United  States  Savings 
Bonds.  Series  G.  each  of  $500  face  value, 
bearing  the  numbers  D  553579  and  D 
553580,  and  presently  In  the  custody  of 
Mrs.  J.  C.  Ralston.  1210  South  Lafayette 
Street.  San  Gabriel,  California,  together 
with  any  and  all  rights  thereunder  and 
thereto,  and 

d.  One  en  United  States  Savings 
Bond,  Series  G.  of  $1000  face  value,  bear- 
ing the  number  M  1243051.  and  presently 
in  the  custody  of  Mrs.  J.  C.  Ralston.  1210 
South  Lafayette  Street,  San  Gabriel. 
California,  together  with  any  and  all 
rights  thereunder  and  thereto, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  is 
evidence  of  ownership  or  control  by 
Tsuneko  Asano.  also  known  as  Tsuekeno 
Asano,  the  aforesaid  national  of  a  desig- 
nated enemy  country  <Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 


F\)r  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property.. 

[F.    R.    Doc.    49-341:    Filed,    Jan.    13,    1949; 
8:54  a.  m.l 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10028 

Defining    Noncombatant    Service    and 
Noncombatant  Training 

By  virtue  of  and  pursuant  to  the  au- 
thority vested  in  me  by  Title  I  of  the 
Selective  Service  Act  of  1948  (62  Stat. 
604  >,  and  as  President  of  the  United 
States,  the  following  definitions  are 
hereby  prescribed  for  the  purposes  of 
section  6  (j)  of  the  said  Act: 

1.  The  term  "noncombatant  service" 
shall  mean  (a)  service  in  any  unit  of  the 
armed  forces  which  is  unarmed  at  all 
times;  (b)  service  in  the  medical  depart- 
ment of  any  of  the  armed  forces,  wher- 
ever performed;  or  (o  any  other  assign- 
ment the  primary  function  of  which  does 
not  require  the  use  of  arms  in  combat; 
provided  that  such  other  assignment  is 
acceptable  to  the  individual  concerned 
and  does  not  require  him  to  bear  arms 
or  to  be  trained  in  their  u.se. 

(2)  The  term  "noncom^patant  train- 
ing" shall  mean  any  training  which  is 
not  concerned  with  the  study,  use,  or 
handling  of  arms  or  weapons. 

Harry  S.  Truman 

The  White  House. 

January  13.  1949. 

|F.    R.    Doc.    49-445;    Filed,    Jan.    14,    1949; 
10:42  a.  m.] 


DIRECTIVE  OF  JANUARY  13,  1949 

Revocation  of  Order  for  Conservation 
OF  Fuel  Oil,  Gasoline,  and  Gas 

To  the  Heads  of  All  Departments  and 
Independent  Agencies: 

Upon  the  recommendation  of  the  Sec- 
retary of  the  Interior  my  order  dated 
January  17,  1948,  "For  Conservation  of 
Fuel  Oil.  Gasoline,  and  Gas",'  is  hereby 
revoked,  effective  as  of  this  date. 

This  action  is  possible  because  of  the 
gratifying  improvement  in  the  general 
fuel  supply  situation.  The  .Ine  coopera- 
tion of  the  entire  Federal  establishment 
during  the  past  year,  in  reducing  to  a 
minimum  the  consumption  of  scarce 
fuels,  has  contributed  materially  in  over- 
coming the  fuel  shortages  of  last  winter 
and  spring,  and  in  bringing  about  the 
present  improved  situation.     This  im- 


>  13  F.  R.  253. 


provement  is  especially  noticeable  with 
respect  to  fuel  oils  of  all  kinds. 

Supplies  of  pipeline  gas  and  liquefied 
petroleum  gas  are  still  inadequate  In 
some  consuming  areas.  Therefore,  care 
should  continue  to  be  exercised  in  those 
areas  with  respect  to  consumption  of 
these  gaseous  fuels.  Furthermore,  each 
department  and  Independent  agency 
should  continue  to  refrain  from  purchas- 
ing, installing  or  converting  equipment 
that  consumes  any  fuel  substance  that  is 
scarce  In  a  particular  locality. 

With  the  above  qualificat'ons  the  situ- 
ation appears  to  be  such  that  decisions 
regarding  fuel  needs  and  fuel-consuming 
equipment  installations  may  be  left  to  the 
discretion  of  the  individual  departments 
or  agenciei ,  subject,  of  course,  to  the  gen- 
eral policy  that  continued  conservation 
and  governmental  economy,  as  set  forth 
in  my  ofder  of  January  17,  1948.  shall  be 
practiced  to  the  utmost  degree  consistent 
with  efficient  performance  of  the  duties 
and  responsibilities  of  the  several  depart- 
ments and  Independent  agencies. 

The  Bureau  of  Mines  will  continue  to 
make  its  consulting  technical  services 
available  for  the  guidance  of  all  branches 
of  the  Federal  establishment,  with  re- 
spect to  choice  of  fuel  in  particular  areas 
or  localities,  and  the  selection  and  effi- 
cient operation  of  consuming  equipment. 

^  Harry  S.  Truman 

[F.   R.    Doc.    49-412;    Filed.    Jan.    13,    1949; 
4:18  p.  m] 


TITLE  7— AGRICULTURE 

Chapter  I — Production  end  Mar- 
keting Administration  (Standards, 
Inspections,  and  Marketing  Prac- 
tices), Department  of  Agriculture 

Subchapter  C — RegMlotion*  Under  the  Form 
Products  Inspection  Act 

Part  51— Fruits,  Vegetables  and  Other 
products'  (Inspection,  Certification 
and  Standards) 

On  December  7,  1948,  a  notice  of  pro- 
posed rule  making  was  published  in  the 


•  Among  tucl  other  products  arc  the  Tol- 
lowlng:  raw  nuts;  Chrlstmaa  trees  and 
greens;  flowers  and  flower  bulbs;  and  onion 
sets. 

(Continued  on  p.  313) 
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Federal  Register  (F.  R.  Doc.  48-10611; 
13  F.  R.  7439)  regarding  the  revision  of 
the  existing  regulations  covering  the  In- 
spection and  certification  of  fruits,  vege- 
tables and  other  products  (7  CFR.  Supps. 
61.1  to  51.49.  inclusive).  In  said  notice, 
opportunity  was  afforded  interested  par- 
ties to  submit  written  data,  views  or  ar- 
guments relative  to  the  proposed  revised 
regulations  with  E.  E.  Conklin.  Chief, 
Fresh  Products  Standardization  and  In- 
spection DlvisfOn,  Fiuit  and  Vegetable 
Branch,  Production  and  Marketing  Ad- 
ministration, United  States  Department 
of  Agriculture.  Room  2055.  South  Build- 
ing, Washington  25.  D.  C.  so  as  to  reach 
him  not  later  than  5:30  p.  m..  e.  s.  t.,  on 
the  20th  day  after  the  publication  of  such 
notice  in  the  Federal  Register.  The  time 
for  the  submission  of  such  written  data, 
views  or  arguments  has,  of  course,  now 
expired. 

After  consideration  of  all  relevant  mat- 
ter presented,  Including  the  proposal  set 
forth  in  the  aforementioned  notice,  the 
following  revision  of  the  regulations  cov- 
ering the  inspection  and  certification  of 
fruits,  vegetables  and  other  products  (7 
CFR.  Supps..  51.1  to  51.49)  is.  pursuant 
to  the  authority  contained  in  the  De- 
partment of  Agriculture  Appropriation 
Act,  1949  (62  Stat.  507)  and  any  other 
Act  of  Congress  which  may  confer  sim- 
ilar authority,  hereby  promulgated,  ef- 
fective on  and  after  12:01  a.  m.,  e.  s.  t., 
January  20.  1949: 
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51.30  Appeal  findings. 

51.31  Superseded  certificates. 
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51  34     Suspension  or  revocation  of  license  of 

licensed  Inspector. 
51.36     Surrender  of  license. 

FEES     AND    CHARGES 

61.36  Amount  of  fees,  rates,  and  charges. 

51.37  Basis  for  charges. 

51.38  Fees  lor  Inspections  by  licensee  who 

is  working  under  contract  with  the 
Administrator. 

51.39  Pees  under  cooperative  agreement. 
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AtrrHORiTT:    {§51.1  to  51.51   issued  under 
Pub.  Law  712.  80th  Cong.,  62  Stat.  507. 

ADMINISTRATION 

§  51.1  Administration  of  regulations. 
The  Administrator,  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture,  is  charged 
with  the  administration  of  the  regula- 
tions in  this  part,  and  he  may  delegate 
any  or  all  of  such  functions  to  any  other 
officer  or  employee  of  the  Production  and 
Marketing  Administration  of  the  De- 
partment, in  his  discretion. 

definitions 

5  51.2  Meaning  of  words.  Words  In 
the  regulations  In  this  part  in  the  singu- 
lar form  shall  be  deemed  to  import  the 
plural,  and  vice  versa,  as  the  case  may 
demand. 
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8  51.3    Terms  defined.    For  the  pur- 

{)0se  of  the  regulations  in  this  part,  un- 
ess  the  context  otherwise  requires,  the 
following  terms  shall  have  the  following 
meanings: 

(a)  "Act"  means  the  following  provi- 
sions of  the  Department  of  Agriculture 
Appropriation  Act.  1949  (Pub.  Law  712. 
80th  Cong..  2d  Sess.),  or  any  other  pres- 
ent or  future  act  of  Congress  conferring 
similar  authority: 

Market  inspection  of  farm  products.  For 
the  Investigation  and  certification.  In  one  or 
more  Jurisdictions,  to  shippers  and  other 
Interested  parties  of  the  class,  quality,  and 
condition  of  any  agricultural  commodity  or 
food  product,  whether  raw,  dried,  canned,  or 
otherwise  processed,  and  any  product  con- 
taining an  agricultural  commodity  or  deriva- 
tive thereof  when  offered  for  interstate  ship- 
ment or  when  received  at  such  Important 
central  markets  as  the  Secretary  may  from 
time  to  time  designate,  or  at  points  which 
may  be  conveniently  reached  therefrom  un- 
der such  rules  and  regulations  as  he  may 
prescribe.  Including  payment  of  such  fees  as 
will  be  reasonable  and  as  nearly  as  may  be 
to  cover  the  cost  for  the  services  rendered. 

(b)  "Department"  means  the  United 
States  Department  of  Agriculture. 

(c)  "Administrator"  means  the  Ad- 
ministrator of  the  Production  and  Mar- 
keting Administration  of  the  Depart- 
ment. 

(d)  "Person"  means  any  individual, 
partnership,  association,  business  trust, 
corporation,  organized  group  of  per- 
sons (whether  incorfkjrated  or  not),  the 
United  States  (including,  but  not  limited 
to,  corporate  agencies  thereof),  and  any 
State,  county,  or  municipal  government, 
any  common  carrier,  and  any  authorized 
agent  of  any  of  the  foregoing. 

(e)  "Interested  party"  means  any  per- 
son who  has  a  financial  Interest  in  the 
product  on  which  inspection  is  requested.^ 

(f )  "Inspector"  means  any  employee  of 
the  Department  who  is  authorized  by  the 
Secretary,  or  any  other  person  licensed 
by  the  Secretary,  to  investigate,  sample, 
inspect,  and  certify,  in  accordance  with 
the  regulations  in  this  part,  to  any  in- 
terested party  the  quality  and/or  condi- 
tion of  any  product  covered  under  this 
part,  and  to  perform  related  duties  in 
connection  with  such  inspection  services. 

(g)  "Inspection  certificate"  means  a 
statement,  in  written  and/or  printed 
form,  issued  pur.suant  to  the  regulations 
in  this  part,  setting  forth,  in  addition 
to  appropriate  descriptive  information 
relative  to  the  particular  product  and 
the  containers  thereof,  the  quality 
and/or  condition  of  such  product. 

(h)  "Quality"  means  the  combination 
of  the  Inherent  properties  of  a  product 
which  determines  its  relative  degree  of 
excellence. 

(i)  "Condition"  means  the  relative  de- 
gree of  soundne.«:s  or  preservation  of  a 
product  and  includes,  but  is  not  neces- 
sarily limited  to.  its  maturity,  decay, 
freezing  or  mechanical  injury,  shrivel- 
ing, fiabbiness,  or  any  other  factor  which 
affects  its  merchantability. 

(j)  "Lot"  means  the  quantity  of  the 
same  kind  of  product  offered  for  inspec- 
tion at  the  same  general  time  by  an  in- 
terested party,  except  that  different  va- 
rieties of  the  same  kind  of  product,  other 
than  peanuts,  pecans,  and  other  nuts, 
shall  not  be  considered  as  separate  lots. 
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INSPECTION   SERVICE 


S  51.4  Inspection  service.  Products 
will  be  Inspected  at  appropriate  points 
Indicated  in  paragraphs  (a),  (b),  and 
(c)  of  this  section  whenever  Inspectors 
are  available. 

(a)  Shipping  points.  Inspection  is 
available  in  all  States  with  which  cooper- 
ative agreements  providing  for  this  work 
have  been  entered  into  on  behalf  of  the 
Department  pursuant  to  authority  con- 
tained in  any  act  of  Congress.' 

(b)  Designated  viarkets.  The  follow- 
ing are  designated  as  important  central 
markets  at  which  products  may  be  in- 
spected under  the  act:  Birmingham.  Mo- 
bile, Montgomery,  Ala.;  Phoenix,  Art2. ; 
Little  Rock,  Ark.;  Los  Angeles,  Oakland, 
Sacramento,  San  Diego,  San  Francisco. 
Calif.;  Denver.  Col.;  Hartford.  Conn.; 
Washington,  D.  C;  Jacksonville,  Miami, 
Tampa,  Winter  Haven.  Fla. ;  Atlanta, 
Ga.;  Chicago.  111.;  Indianapolis,  Ind.; 
Baton  Rouge.  New  Orleans,  La.;  Balti- 
more, Md.;  Boston,  Mass.;  Detroit, 
Mich.;  Duluth,  Minneapolis.  Minn.; 
Jackson,  Miss.;  Kansas  City,  St.  Louis, 
Mo.;  Newark.  Trenton,  N.  J.;  Albany, 
Buffalo.  New  York  City,  Rochester,  Syra- 
cuse. N.  Y.;  Asheville,  Charlotte.  Raleigh. 
N.  C;  Fargo.  N.  Dak.;  Cincinnati.  Cleve- 
land. Columbus,  Youngstown.  O.;  Okla- 
homa City.  Tulsa.  Okla.;  Portland.  Ore.; 
Harrisburg.  Philadelphia.  Pittsburgh. 
Wilkes-Barre,  Pa.;  Columbia,  S.  C; 
Memphis.  Nashville,  Tenn.;  Dallas,  Ft. 
Worth.  Houston.  San  Antonio.  Tex.;  Salt 
Lake  City.  Utah;  Norfolk.  Richmond. 
Roanoke.  Va.;  Seattle.  Wash.;  Milwau- 
kee. Wis.' 

(c)  Other  points.  Inspection  may  be 
made  at  any  point  which  may  be  con- 
veniently reached  from  any  market  re- 
ferred to  in  paragraph  «b)  of  this  sec- 
tion under  conditions  provided  in  §  51.41 
and  to  the  extent  permitted  by  the  time 
of  the  nearest  inspector. 

§  51.5  Kind  of  service.  Inspection  of 
products  may  be  made  according  to  qual- 
ity and  or  condition,  and,  in  the  discre- 
tion of  the  Administrator,  for  any  part 
hereof. 

5  51.6  Who  may  obtain  service.  An 
application  for  Inspection  may  be  made 
by  any  interested  party,  or  by  his  au- 
thorized agent. 

S  51.7  How  to  make  application.  Ap- 
plication for  inspection  may  be  filed  in 
an  office  of  inspection  at  any  market 
referred  to  in  §  51.4  (a)  or  (b)  or  with 
any  inspector.  It  may  be  made  in  writ- 
ing, orally,  by  telegraph,  or  by  telephone. 
If  made  orally  or  by  telephone,  the  in- 
spector may  require  that  it  be  confirmed 
by  applicant  in  writing  or  by  telegraph. 
An  application  may  be  made  for  one  or 


» The  addresses  of  the  oflBces  at  these  points 
or  markets  are  changed  from  time  to  time. 
However,  any  prospective  applicant  may  ob- 
tain the  address  of  the  oflBce  nearest  the 
place  where  the  commodity  which  he  wishes 
to  have  Inspected  Is  located  by  addressing  an 
Inquiry  to  "Food  Products  Inspection  Serv- 
ice '  at  any  of  the  following  offices:  1.  Pro- 
duction and  Marketing  Administration. 
Wa-shington  25.  D.  C.  2.  Room  836A  641 
Washington  Street.  New  York  14.  N.  Y.  3. 
1421  South  Aberdeen  Street.  Chicago  8.  III. 
4.  739  Appraiser's  Building.  San  FraucUco  11, 
.  Calif. 
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more  lots,  or  it  may  be  in  the  nature  of 
a  blanket  application  for  Inspection  of 
all  designated  lots  of  a  given  commodity 
within  a  particular  period,  or  for  all 
designated  lots  loaded  or  received  at  a 
specified  jwint. 

5  51.8  Form  of  application.  Each 
application  for  inspection  shall  state 
(a)  the  name  and  post-offlce  address  of 
the  applicant  and  the  name  and  capac- 
ity of  the  person,  if  any.  making  the  ap- 
plication In  his  behalf;  <b)  the  name 
and  post-ofBce  address  of  the  shipper; 
(c)  the  kind  and  quantity  of  the  prod- 
ucts involved;  <d>  the  Interest  of  the 
applicant  therein;  (e)  the  identification 
of  the  products  by  (1)  grade,  brand,  or 
other  marks.  IX  practicable.  (2)  car  ini- 
tials, car  number,  and  name  of  carrier  or 
number  of  truck  or  name  of  boat,  if 
practicable,  and  (3)  the  name  and  loca- 
tion of  the  store,  warehouse,  or  other 
place  where  the  products  are  located; 
(f)  the  particular  quality  or  condition 
concerning  which  inspection  is  requested, 
to  which  may  be  added  the  time  and 
place  at  which  it  is  desired  that  the  in- 
spection be  made;  (g>  when  the  lot  Is  to 
be  inspected  in  a  receiving  market,  the 
name  and  address  of  the  receiver;  (h) 
the  name  of  the  shipping  point  and  of 
the  destination,  when  known;  and  (i) 
such  other  information  as  may  be  nec- 
essary for  identification  of  the  product, 
or  as  may  be  required  by  the  inspector  or 
the  Administrator. 

§  51.09  Filing  of  application.  An  ap- 
application  shall  be  deemed  filed  when 
received  at  the  oCBce  of  inspection  near- 
est the  place  where  the  commodity  is 
located.  A  record  showing  the  date  and 
time  of  filing  shall  be  made  and  kept  in 
such  office. 

§  51.10  When  application  may  he  re- 
jected. An  application  may  be  rejected 
by  the  inspector  in  charge  of  the  appro- 
priate office  of  inspection  for  failure  of 
the  applicant  (a)  to  observe  the  regula- 
tions in  this  part.  (b>  to  furnish  neces- 
sary information  or  to  make  the  com- 
modity reasonably  available  or  accessi- 
ble for  inspection,  or  (O  when  it  appears 
that  to  laerform  the  inspection  and  cer- 
tification service  would  not  be  to  the  best 
interests  of  the  Government.  Such  ap- 
plicant shall  be  notified  promptly  of  the 
reason  for  such  rejection. 

§51.11  When  application  may  be 
withdrawn.  An  application  may  be 
withdrawn  by  the  applicant  at  any  time 
before  the  inspection  is  performed:  Pro- 
vided. That  the  applicant  shall  pay  any 
travel  expenses,  telephone,  telegraph,  or 
other  expenses  which  have  been  in- 
curred by  the  inspection  service  In  con- 
nection with  such  application. 

5  51.12  Authority  to  request  inspec- 
tion. Proof  of  the  interest  of  an  appli- 
cant in  the  product  involved,  or  of  the 
authority  of  any  person  applying  for  in- 
spection in  behalf  of  another  may  be  re- 
quired, in  the  discretion  of  the  Inspector. 

§  51.13  Accessibility  of  products.  The 
applicant  shall  cause  the  products  for 
which  inspection  is  requested  to  be  made 
rea.sonably  accessible  for  sampling  or  in- 
spection and  to  be  so  placed  as  to  disclose 
their  quality  or  condition.  Samples  of 
the    products   drawn    for    examination 


shall  be  Inspected  only  under  such  con- 
ditions as.  in  the  opinion  of  the  inspec- 
tor, will  permit  a  true  and  correct  deter- 
mination to  be  made  of  their  quality  or 
condition. 

S  51.14  Basis  of  service.  Inspection 
and  certification  service  for  quality 
and  or  condition  shall  be  based  on  the 
appropriate  recommended  standards  pro- 
mulgated by  the  United  States  Depart- 
ment of  Agriculture,  applicable  stand- 
ards prescribed  by  the  laws  of  the  State 
where  the  particular  product  was  pro- 
duced which  are  generally  recogrrieed  , 
and  used  therein,  specifications  of  any 
governmental  agency,  written  buyer  and 
seller  contract  specifications,  or  any 
written  specification  by  an  applicant 
which  Is  approved  by  the  Administra- 
tor: Provided,  That,  if  such  product  is 
regulated  under  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  i7  U.  S.  C.  601  et  sea.;  61  Stat. 
208.  707).  such  inspection  ani  certifica- 
tion shall  be  on  the  basis  of  the  stand- 
ards. If  any.  prescribed  in.  or  pursuant 
to.  the  marketing  order  and/or  agree- 
ment effective  thereunder. 

S  51.15  Order  of  inspection.  Inspec- 
tion shall,  insofar  as  practicable,  be 
made  in  the  order  in  which  applications 
are  received,  except  that  precedence 
shall  be  given  <a>  to  the  inspection  of 
lots  involved  In  complaints  filed  pursu- 
ant to  the  Perishable  Agricultural  Com- 
modities Act,  1930  (7  U.  S.  C.  499a  et 
seq.>.  and  (b)  to  appeal  inspections. 
Precedence  may  also  be  given  to  appli- 
cations made  on  behalf  of  the  Federal 
Government  or  of  a  State  Government. 

§  51.16  Financial  interest  of  inspec- 
tor. No  inspector  shall  inspect  any 
products  in  which  he  is  financially  inter- 
ested, either  directly  or  indirectly, 

§51.17  Postponing  inspection.  If  the 
inspector  has  reason  to  believe  that,  be- 
cause of  latent  defects  due  to  climatic  or 
other  conditions,  he  is  unable  to  deter- 
mine the  true  quality  or  condition  of  the 
product,  he  shall  postpone  examination 
for  such  period  as  may,  in  his  judgment, 
be  reasonably  necessary  to  enable  him  to 
determine  its  true  quality  or  condition. 

5  51.18  Official  sampling.  Samples 
may  be  officially  drawn  by  any  duly  au- 
thorized inspector  and  delivered,  or 
shipped,  for  analysis  and  certification  to 
the  nearest  designated  market  or  to  such 
market  as  shall  be  directed  by  the  Ad- 
ministrator. The  container  in  which 
such  samples  are  delivered,  or  shipped, 
shall  contain  a  statement,  signed  by  the 
Inspector  who  drew  the  samples,  showing 
the  time  and  place  of  the  sampling  and 
the  brands  or  other  Identifying  marks  of 
the  containers  from  which  the  samples 
were  drawn.  The  certificate  based  on 
such  samples  shall  sho.v  the  time  and 
place  of  drawing  the  samples,  and  the 
name  of  the  Inspector  by  w^om  they 
were  drawn. 

S  51.19  Certificate  form.  Certificates 
shall  be  issued  on  forms  approved  by  the 
Administrator:  Provided.  That  when  an 
application  for  inspection  is  made  by  any 
person  for  the  purpose  of  determining 
whether  food  products  for  use  by  such 
applicant  comply  with  contract  speciflca- 
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tions  therefor,  a  formal  certificate  need 
not  be  issued,  but  the  fact  of  -Siuch  com- 
pliance or  noncompliance  may  be  indi- 
cated by  appropriate  stamp  or  mark  on 
such  products  or  the  containers  thereof, 
or  ctherwise,  in  the  discretion  of  the  in- 
spector. 

§  51.20  Certificates,  issuance.  The  In- 
spector shall  sign  and  issue  a  separate 
certificate  for  each  lot  inspected  by  him, 
except  that  when  an  application  covers  a 
number  of  lots  a  single  certificate  may 
be  issued  to  cover  all  sucn  lots. 

§  51.21    Certificates,  disposition.    The 
original  certificate,  and  not  to  exceed 
fcur  copies   <if  requested  by  applicant 
prior  to  issuance),  shall  be  delivered  or 
mriled  promptly  to  the  applicant  or  to 
a  person  designated  by  him.    One  copy 
shall  be  filed  in  the  office  pf  the  inspector 
wlien  the  inspection  is  made  by  a  Federal 
Government  employee,  otherwise  it  shall 
bo  filed  in  the  appropriate  office  of  the 
cooperating    State    Agency.    One    copy 
shall  be  forwarded  to  the  Administrator 
to  be  kept  on  file  in  Washington,  except 
that  copies  of  certificates  showing  the 
prades  of  individual  grower's  lots  offered 
for   manufacturing   or   other    purposes 
need  not  be  so  forwarded.    In  the  case 
of  any  product  covered  by  a  marketing 
agreement  and  or  order  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended.  (7  U.  S.  C.  601 
et  seq.:  61  Stat.  208.  707).  at  least  one 
copy  of  each  certificate  covering  the  in- 
spection of  such  product  shall,  on  re- 
quest, be  dehvered  to  the  administrative 
agency  established  thereunder,  subject 
to  such  terms  and  conditions  as  the  Sec- 
retary  may   prescribe.    Copies   will   be 
furnished  to  other  Interested  parties  as 
outlined  in  §  51.42. 

*§  51.22  i4dt;ance  information.  Upon 
request  of  an  applicant,  all  or  any  part 
of  the  contents  of  a  certificate  covering 
an  inspection  requested  by  him  may  be 
telegraphed  or  telephoned  to  him,  or  to 
any  person  designated  by  him,  at  his  ex- 
pense. If  the  application  for  such  infor- 
mation is  received  after  the  certificate 
has  been  i.-^sued.  It  will  be  considered  as 
an  application  for  an  extra  copy  of  the 
certificate,  and  the  fees  prescribed  in 
§  51.42  shall  apply. 

APPEAL  INSPECTION 

§  51.23  When  appeal  may  be  taken. 
Ari  application  for  appeal  inspection  may 
be  made  whenever  any  financially  inter- 
ested person  is  dissatisfied  with  the  de- 
termination stated  In  the  original  cer- 
tificate. 

§  51.24  How  |fo  obtain.  An  appeal 
Inspection  may  be  obtained  by  the  ap- 
plicant, or  other  person  financially  in- 
terested In  the  product,  by  filing  a  re- 
quest (a)  with  the  inspection  office  near- 
est the  point  where  the  product  is  lo- 
cated, or  (b)  with  the  inspector  who 
made  the  original  inspection,  or  (c)  with 
any  district  supervisory  inspection  office, 
or  d)  with  the  Administrator.  The  ap- 
plication for  appeal  shall  state  the  rea- 
sons therefor,  and  shall  be  accompanied 
by  a  copy  of  any  previous  inspection  cer- 
tificate or  Inspection  report,  and  any 
other  Information  which  the  applicant 
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received  regarding  the  quality  or  con- 
dition of  the  product  at  the  time  of  the 
original  inspection.  Such  application 
may  be  made  orally  or  in  writing,  or  by 
telegraph  or  telephone.  If  made  orally 
or  by  telephone,  the  application  shall  be 
confirmed  in  writing. 

5  51.25  Record  of  filing  time.  A  rec- 
ord showing  the  date  and  time  of  filing 
an  application  shall  be  made  promptly 
by  the  receiving  office. 

§  51.26  When  appeal  inspection  may 
be  refused.  An  application  for  an  ap- 
peal inspection  may  be  refused  if,  *a) 
the  reasons  for  the  appeal  inspection  are 
frivolous  or  not  substantial;  (b)  the 
quality  or  condition  of  the  product  has 
undergone  a  material  change  since  the 
inspection  covering  the  product  on  which 
the  appeal  inspection  is  requested;  (O 
the  lot  in  question  is  not,  or  cannot  be, 
made  accessible  for  in.'^pection;  (d)  the 
lot  relative  to  which  appeal  inspection  is 
requested  cannot  be  identified  positively 
by  the  inspector  as  the  lot  which  was 
previously  inspected ;  or  (e>  there  is  non- 
compliance with  the  regulations  in  this 
part.  Such  an  applicant  shall  be  noti- 
fied promptly  of  the  reason  for  the 
refusal. 

§  51.27  When  an  application  for  an 
appeal  inspection  may  be  withdrawn. 
An  application  for  appeal  inspection  may 
be  withdrawn  by  the  applicant  at  any 
time  before  the  appeal  inspection  is  per- 
formed: Provided,  That  the  applicant 
shall  pay  any  travel  expenses,  telephone, 
telegraph,  or  other  expenses  which  have 
been  incurred  by  the  inspection  service 
in  connection  with  such  application. 

§  51.28  Order  in  which  made.  Ap- 
peal inspections  shall  be  made,  insofar  as 
practicable,  at  the  time  requested  by  ap- 
plicant and  in  the  order  in  which  appli- 
cations are  received.  They  shall  take 
precedence  over  all  other  pending  appli- 
cations, except  inspections  covering  lots 
involved  in  complaints  filed  pursuant  to 
the  Perishable  Agricultural  Commodities 
Act.  1930  (7  U.  S.  C.  499a  et  seq.). 

§  51.29  Who  shall  make  appeal  in- 
spections. Appeal  inspections  shall  be 
made  by  an  inspector  or  inspectors  desig- 
nated therefor  by  the  Administrator. 

§51.30  Appeal  findings.  The  inspec- 
tor or  inspectors  making  an  appeal  in- 
spection shall  sign  and  i-ssue  an  appeal 
inspection  certificate,  which  shall  .super- 
sede and  refer  specifically  to  the  original 
Inspection  certificate  from  which  the  ap- 
peal was  taken,  and  contain  a  statement 
as  to  the  quality  or  condition  of  the 
product,  as  determined  by  the  appeal  in- 
spection. In  all  other  respects  the  pro- 
visions of  §S  51.5  to  51.22,  Insofar  as  ap- 
plicable, shall  apply  to  appeal  inspection 
certificates,  except  that  if  the  applicant 
for  appeal  inspection  is  not  the  original 
applicant,  a  copy  of  the  appeal  Inspection 
certificate  shall  be  mailed  to  the  original 
applicant. 

§51.31  Superseded  certificates. 
When  an  original  inspection  certificate 
shall  have  been  superseded  by  an  appeal 
inspection  certificate,  such  original  in- 
spection certificate  shall  not  thereafter 
represent  the  quality  or  condition  of  the 
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product  described  therein.  If  the  orig- 
inal and  all  copies  of  the  superseded  cer- 
tificate are  not  submitted  to  the  person 
receiving  the  application  for  appeal  in- 
.spection.  the  officer  issuing  the  supersed- 
ing certificate  shall  forward  notice  of 
such  issuance  and  of  the  superseding  of 
the  original  certificate  to  such  persons  as 
he  considers  necessary  to  prevent  fraud- 
ulent use  of  the  superseded  certificate. 

LICENSED  INSPECTORS 

§  51.32  Who  may  be  licensed.  Per- 
sons possessing  adequate  qualifications, 
as  determined  by  such  examinations  as 
the  Administrator  may  consider  to  be 
appropriate,  may  be  licensed  by  the  Sec- 
retary as  inspectors  of  products  which 
may  be  inspected  under  the  regulations 
in  this  part.  Such  licenses  shall  bear  the 
printed  signature  of  the  Secretary  and 
shall  be  countersigned  by  an  authorized 
employee  of  the  Department.  A  iicenjed 
inspector  shall  perform  his  duties  pur- 
suant to  these  regulations  as  directed  by 
the  Administrator. 

§  51.33  Application  to  become  a  li- 
censed inspector.  Application  to  become 
a  licensed  inspector  shall  be  made  to  the 
Administrator  on  forms  furnished  for 
that  purpo.se.  Each  such  application 
shall  be  filled  in  and  signed  by  the  appli- 
cant in  his  own  handwriting,  and  the 
application  shall  contain  or  be  accom- 
panied by: 

(a)  A  statement  of  pre.«ent  address, 
age.  height  and  weight  of  the  applicant; 

(b)  A  statement  showing  education 
and  present  and  previous  occupations, 
together  with  names  of  all  employers  for 
whom  he  has  worked,  with  periods  of 
service,  during  the  last  5  years  previous 
to  the  date  of  his  application ; 

(c)  A  statement  by  the  applicant  that 
he  agrees  to  comply  with  all  the  terms 
and  conditions  of  the  regulations  in  this 
part  relating  to  the  duties  of  inspectors; 
and 

(d)  Such  other  information  as  may  be 
required  by  the  Administrator. 

§  51.34  Suspension  or  revocation  of 
license  of  licensed  inspector.  Pending 
final  action  by  the  Secretary,  the  Admin- 
istrator may.  vyhenever  he  deems  such 
action  necessary,  suspend  the  license  of 
any  licen.sed  inspector  issued  pursuant  to 
the  regulations  in  this  part  by  giving 
notice  of  such  suspension  to  the  respec- 
tive licensee,  accompanied  by  a  state- 
ment of  the  reasons  therefor.  Within 
7  days  after  the  receipt  of  the  aforesaid 
notice  and  statement  of  reasons  by  such 
licensee,  he  may  file  an  appeal,  in  v,'rit- 
ing,  with  the  Secretary  supported  by  any 
argument  or  evidence  that  he  may  wish 
to  offer  as  to  why  his  license  should  not 
be  suspended  or  revoked.  After  the  ex- 
piration of  the  aforesaid  7  day  period  and 
consideration  of  such  argument  and  evi- 
dence, the  Secretary  shall  take  such 
action  as  he  deems  appropriate  with  re- 
spect to  such  suspension  or  revocation. 

§  51.35  Surrender  of  license.  Upon 
termination  of  his  services  as  a  licensed 
inspector,  or  suspension  or  revocation  of 
his  license,  a  licensee  shall  surrender  his 
license  immediately  to  the  office  of  in- 
spection serving  the  area  in  which  he  is 
located.  These  same  provisions  shall  ap- 
ply in  a  case  of  an  expired  license. 
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FEES  AND  CHARGES 


{  51.36  Amount  of  fees,  rates.  4ind 
charges.  For  each  lot  of  products  In- 
spected, a  fee,  and  expenses,  determined 
In  accordance  with  H  51.37  to  51.41  shall 
be  paid  by  the  applicant. 

151.37  Basis  for  charges,  (a)  The  fee 
for  each  lot  of  products  Inspected  by  a 
salaried  inspector  acting  exclusively  for 
the  Department  of  Agriculture,  except 
for  peanuts,  pecans,  and  other  nuts,  shall 
be  on  the  following  basis: 

For  an  Inspection  covering  quality  and 
condition.  $7.50  when  the  quantity  In- 
volved is  more  than  one-half  of  a  carload 
of  the  customary  size  for  such  products 
In  the  area  from  which  shipped  but  not 
more  than  a  full  carload,  and  $5  when 
the  quantity  involved  Is  not  more  than 
one-half  of  such  carload,  but  the  maxi- 
mum fee  for  any  carload  not  exceeding 
the  customary  size  shall  be  $15.  For  an 
Inspection  covering  condition  only.  $6 
when  the  quantity  involved  is  more  than 
one-half  of  carload  of  the  customary  size 
for  such  products  in  the  area  from  which 
shipp>ed  but  not  more  than  a  full  carload, 
and  $4  when  the  quantity  involved  is  not 
more  than  one-half  of  such  carload,  but 
the  maximum  fee  for  condition  only  in- 
spection of  any  carload  not  exceeding  the 
customary  size  shall  be  $12. 

(b)  For  each  lot  of  peanuts,  pecans,  or 
other  nuts  inspected,  except  pursuant  to 
the  provisions  in  S  51.19.  the  fee  shall  be 
$10  when  the  quantity  involved  is  not 
more  than  a  full  carload:  Provided,  That 
the  different  grades  and  varieties  of  pea- 
nuts shall  be  considered  separate  lots. 

(c)  When  any  lot  involved  is  in  excess 
of  a  carload  the  quantity  shall  be  calcu- 
lated in  terms  of  carloads  and  fractions 
thereof  of  the  customary  size  for  such 
carloads  and  the  carload  rates  aforesaid 
applied:  Provided.  That  said  fractions 
shall  be  calculated  In  terms  of  fourths  or 
next  higher  fourths.  When  Inspections 
are  made  on  which  formal  certificates 
are  not  issued,  as  provided  in  §  51.19.  or 
when  the  products  inspected  cannot 
readily  be  calculated  in  term.s  of  carlots. 
or  when  the  services  rendered  are  such 
that  a  charge  on  the  carlot  basis  would 
be  inadequate  or  inequitable,  charges  for 
inspection  may  be  based  on  the  time  con- 
sumed by  the  inspector  in  connection 
with  such  inspections,  computed  at  the 
rate  of  $3  per  hour,  or  the  charges  may 
be  based  upon  the  number  of  pounds  or 
number  of  containers  in  the  lot  in- 
spected, if  .'<uch  charges  are  in  substan- 
tial conformity  with  the  hourly  or  car- 
load rate. 

5  51.38  Fees  for  inspections  by  li- 
censee who  is  working  under  contract 
with  the  Administrator.  The  Adminis- 
trator may  enter  into  a  contract  with  any 
licensed  inspector  authorizing  him  to 
make  Inspections  under  the  act  in  a 
designated  area;  to  collect  fees  for  such 
inspections  at  rates  prescribed  in  the 
contract:  and  direct  him  to  transmit 
such  fees,  less  a  designated  percentage 
which  he  may  retain  as  compensation 
for  his  services  in  making  such  Inspec- 
tions, to  the  Production  and  Marketing 
Administration  at  such  times  and  in  such 
manner  as  the  contract  shall  provide. 


RULES  AND  REGULATIONS 

{  51.39  Fees  under  cooperative  agre^ 
ment.  Fees  for  inspections  made  under 
cooperative  agreements  pursuant  to  au- 
thority contained  In  any  act  of  Congress 
shall  be  those  provided  for  by  such  agree- 
ments. 

§  51.40  Fees  for  appeal  inspections. 
Fees  for  appeal  inspections  on  all  prod- 
ucts shall  be  double  those  for  original  in- 
spections, except  that  when  It  is  found 
that  there  was  a  material  error  In  the 
determination  based  upon  the  original 
Inspection  no  fee  will  be  charged,  and 
except  that  appeal  inspection  for  Gov- 
ernment agencies  shall  be  on  the  hourly 
basis  prescribed  in  S  51.47,  plus  traveling 
and  other  expenses  authorized  to  be 
charged  by  the  provisions  in  5  51.41.  The 
maximum  fee  for  the  appeal  inspection 
of  a  single  car  shall  not  exceed  $20. 

§  51.41  Traveling,  and  other  expenses. 
Such  further  charges  may  be  made  for 
traveling  expenses  and  other  Items  paid 
or  Incurred  by  the  Production  and  Mar- 
keting Administration  in  connection  with 
an  inspection  made  at  a  place  where  no 
Inspector  Is  located,  or  appeal  Inspection 
where  the  services  of  a  second  Inspector 
are  required,  as  will  reimburse  the  Pro- 
duction and  Marketing  Administration. 
These  charges  shall  be  included  with  the 
fee  for  Inspection  on  the  bill  furnished 
the  apfJlicant. 

S  51.42  Fees  for  additional  copies  of 
inspection  certificates.  Additional  copies 
of  any  Inspection  certificate  other  than 
those  provided  for  In  S  51.21.  may  be  sup- 
plied to  any  interested  party  upon  pay- 
ment of  a  fee  of  $1.50  for  each  set  of  3, 
or  less,  copies. 

§  51.43  Charges  for  inspection  serv- 
ices on  a  contract  basis.  Irrespective  of 
fees  and  charges  prescribed  in  foregoing 
sections,  the  Administrator  may  enter 
into  contracts  with  applicants  to  per- 
form inspection  services  pursuant  to  the 
regulations  in  this  part  and  other  re- 
quirements as  prescribed  by  the  Admin- 
istrator in  such  contract,  and  the 
charges  for  such  Inspection  services  pro- 
vided for  in  such  contracts  shall  be  on 
such  bases  as  will  reimburse  the  Produc- 
tion and  Marketing  Administration  of 
the  Department  for  the  full  cost  of  ren- 
dering such  inspection  service,  including 
an  appropriate  overhead  charge  to  cover, 
as  closely  as  practicable,  administrative 
overhead  expenses,  as  may  be  deter- 
mined by  the  Administrator. 

5  51  44  HoiD  fees  shall  be  paid.  Fees 
shall  be  paid  by  the  applicant  in  accord- 
ance with  the  directions  on  the  fee  bill 
furnished  him  by  the  inspector,  and  in 
advance,  if  required  by  the  inspector. 

§  51.45  Di.';position  of  fees.  The  fees 
covered  by  §5  51.37  to  51.39  shall  be  dis- 
posed of  as  follows: 

(a)  Fees  for  inspections  made  by  sal- 
aried inspectors  acting  exclusively  for 
the  Production  and  Marketing  Adminis- 
tration shall  be  remitted  promptly  to  the 
Administrator. 

(b)  Fees  for  inspections  made  by  a 
licensed  inspector  acting  exclusively  for 
the  Production  and  Marketing  Adminis- 
tration, less  the  percentage  thereof 
which  he  Is  allowed  by  the  terms  of  his 
contract  of  employment  as  compensation 


for  his  services,  shall  be  remitted  to  the 
Production  and  Marketing  Administra- 
tion. 

(c)  Fees  for  Inspections  made  by  an 
Inspector  acting  under  a  cooperative 
agreement  with  a  State  or  other  organi- 
zations shall  be  disposed  of  in  accord- 
ance with  the  terms  of  such  agreement. 
Such  portion  of  the  fees  collected  under 
a  cooperative  agreement  with  a  State 
as  may  be  due  the  United  States  shall  be 
remitted  to  the  Production  and  Market- 
ing Administration. 

Fees  covered  by  §J  51.40  to  51.43  shall 
be  remitted  to  the  Production  and  Mar- 
keting Administration. 

MISCELLANEOUS 

5  51.46  Fraud  or  misrepresentation. 
Any  wilful  misrepresentation  or  any  de- 
ceptive or  fraudulent  practice  found  to 
be  made  or  colnmitted  by  any  person  In 
connection  with:  (a)  The  making  or 
filing  of  an  application  for  any  Inspec- 
tion service;  (b>  the  making  the  product 
accessible  for  sampling  or  inspection; 
(c)  the  use  of  any  inspection  report  or 
any  inspection  certificate,  or  appeal  In- 
spection certificate  issued  under  the  reg- 
ulations in  this  part;  (d)  the  use  of  a 
facsimile  form  which  simulates,  in  whole 
or  in  part,  any  offlcial  certificate  author- 
ized to  be  issued  under  these  regulations 
In  this  part  for  the  purpose  of  purport- 
ing to  evidence  the  U.  S.  grade  of  any 
product;  or  (e)  any  wilful  violation  of 
the  regulations  in  this  part,  or  supple- 
mentary rules  or  instructions  Issued  by 
the  Administrator,  may  be  deemd  suffi- 
cient cause  for  debarring  such  person 
from  any  or  all  benefits  of  the  act. 

§51.47  Political  activity.  All  Inspec- 
tors are  forbidden,  during  the  period  of 
their  respective  appointments  or  licenses, 
to  take  an  active  part  In  political  man- 
agement or  in  political  campaigns.  Po- 
litical activities  In  city,  county.  State,  or 
national  elections,  whether  primary  or 
regular,  or  In  behalf  of  any  party  or  can- 
didate, or  any  measure  to  be  voted  upon, 
are  prohibited.  This  applies  to  all  ap- 
pointees or  licensees.  Including,  but  not 
limited  to.  temporary  and  cooperative 
employees  and  employees  on  leave  of  ab- 
sence, with  or  without  pay.  Willful  vio- 
lations of  this  section  will  constitute 
grounds  for  dismissal  In  the  case  of  ap- 
pointees and  revocation  of  licenses  In  the 
case  of  licensees. 

§  51.48  Interfering  with  an  inspector. 
Any  further  benefits  of  the  act  may  be 
denied  any  applicant  or  other  interested 
party  who.  either  personally  or  through 
an  agent  or  representative,  interferes 
with  or  obstructs,  by  Intimidation, 
threats,  assault,  or  inlany  other  man- 
ner, an  inspector  in  the  performance  of 
his  duties. 

§  51.49  Compliance  with  other  laws. 
None  of  the  requirements  in  the  regula- 
tions of  this  part  shall  excuse  failure  to 
comply  with  any  Federal.  State,  county, 
or  municipal  laws  applicable  to  products 
covered  in  the  regulations  in  this  part. 

§51.50  Identification.  Each  Inspector 
shall  have  In  his  possession  at  all  times, 
and  present  upon  request,  while  on  duty, 
the  means  .of  identification  furnished  by 
the  Department  to  such  person. 
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i  51.51  Publication.  Publication  un- 
der the  act  and  In  this  part  shall  be  made 
in  the  Federal  Register,  the  Service  and 
Regulatory  Announcements  of  the  De- 
partment, and  such  other  media  as  th^ 
Administrator  may  approve  for  the  pur- 
pose. 

It  is  necessary,  in  the  public  interest,  to 
make  these  revised  regulations  effective 
not  later  than  12:01  a.  m.,  e.  s.  t..  January 
20.  1949.  in  order  to  permit  the  charging 
of  the  increased  fees  for  inspections  and 
certifications  which  are  authorized 
therein,  such  action  being  called  for  by 
reason  of  increases  m  Federal  Govern- 
ment salaries  and  other  cost  increases. 
Delay  in  making  such  increased  fees  ef- 
fective would  result  in  an  Increasing  of 
the  present  deficit  In  proportion  to  the 
length  of  the  delay.  The  nature  and  ef- 
fect of  the  revised  regulations,  including 
the  previsions  for  the  charging  of  the  in- 
creased fees,  are  already  well  known  to 
the  parties  who  will  be  affected  thereby, 
since,  as  has  been  indicated  heretofore, 
notice  thereof  was  published  in  the  Fed- 
eral Register  Issue  of  December  7,  1948. 
and,  in  such  notice,  It  was  specifically 
set  forth  that  it  was  contemplated  that 
such  revised  regulations  would  be  made 
effective  promptly  upon  their  issuance. 
In  these  circumstances,  the  delaying  of 
the  effective  date  after  the  publication 
of  this  document  in  the  Federal  Register 
until  January  20. 1949,  should  afford  ade- 
quate time  for  affected  parties  to  prepare 
therefore.  It  Is  hereby  found  and  deter- 
mined, therefore,  that  good  cause  exists 
for  making  these  revised  regulations  ef- 
fective on  and  after  12:01  a.  m.,  e.  s.  t., 
January  20,  1949,  and  that  it  would  be 
contrary  to  the  public  Interest  to  delay 
the  effective  date  of  those  revised  regu- 
lations for  30  days  after  its  publication 
(See  Sec.  4  (c) .  Administrative  Procedure 
Act.  60  Stat.  237). 

Issued  at  Washington,  D.  C.  this  12th 
day  of  January.  1949. 

[SEALl  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

I  P.    R.    Doc.    49-386;    Piled.    Jan.    14,    1949; 
8:63  a.  m.] 


Chapter  Vtll — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

IS.  D.  283] 

Part  802 — Sugar  Determinations 

determination  of  fair  and  re.\sonable 
wage  rates  for  persons  employed  in 
production.  cultivation.  or  harvesting 
of  1949  crop  of  sugar  beets  in  cau- 

FORNIA 

Pursuant  to  the  provisions  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948. 
after  investigation,  and  due  considera- 
tion of  the  evidence  obtained  at  the 
public  hearing  held  In  Berkeley.  Cali- 
fornia, on  October  27. 1948,  the  following 
determination  is  hereby  Issued: 

fi  802.13a  Fair  and  reasonable  wage 
rates  for  persons  employed  in  the  pro- 
duction, cultivation,  or  harvesting  of  the 
1949  crop  of  sugar  beets  in  California. 
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The  requirements  of  section  301  (c)  (1) 
of  the  Sugar  Act  of  1948  shall  be  deemed 
to  have  been  met  with  respect  to  the  1949 
crop  of  sugar  beets  In  California  If  the 
producer  complies  with  the  following: 
(a»  All  persons  employed  on  the  farm, 
or  part  of  the  farm  covered  by  a  separate 
labor  agreement,  in  the  production,  cul- 
tivation, or  harvesting  of  the  1949  crop  of 
sugar  beets  In  California,  shall  have  been 
paid  in  full  for  all  such  work  and  shall 
have  been  paid  wages  in  cash  therefor  at 
rates  as  agreed  upon  between  the  pro- 
ducer and  the  laborer,  but,  after  the  date 
of  Issuance  of  this  determination,  not 
less  than  the  following: 

(1)  For  work  performed  on  a  time 
basis.  (I)  Blocking,  thinning,  hoeing,  or 
weeding :  60  cents  per  hour. 

(ii)  Pulling,  topping  or  loading:  65 
cents  per  hour. 

(Hi)  For  workets  between  14  and  16 
years  of  age  the  above  rates  may  be  re- 
duced by  not  more  than  one-third. 
(Maximum  employment  per  day  for  such 
workers,  without  deduction  from  Sugar 
Act  payments  to  the  producer,  is  8 
hours.) 

(iv)  For  any  work  in  the  production, 
cultivation,  or  harvesting  of  sugar  beets 
for  which  a  rate  Is  not  specified  herein, 
such  as  fertilizing,  plowing,  prepaHng 
seed  bed.  or  Irrigating,  the  rate  shall  be 
as  agreed  upon  between  the  producer  and 
the  laborer. 

(2)  For  work  performed  on  a  piece- 
work rate  basis.  If  work  Is  performed  on 
a  piecework  rate  basis  the  rate  shall  be 
as  agreed  upon  between  the  producer  and 
laborer:  Provided,  however.  That  the 
average  earnings  for  the  time  Involved 
on  each  separate  unit  of  work  for  which 
a  piecework  rate  is  agreed  upon  shall  be 
not  less  than  the  arHPHcable  hourly  rate 
provided  under  subparagraph  (1)  of  this 
paragraph. 

(b)  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer,  without  charge,  the  per- 
quisites customarily  furnished  by  him. 
such  as  a  house,  garden  plot,  and  similar 
Items. 

(c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  to  laborers  be- 
low those  determined  herein  through  any 
subterfuge  or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

(a)  General.  The  foregoing  deter- 
mination prescribes  fair  and  reasonable 
wage  rates  to  be  paid  by  producers  to 
persons  employed  on  the  farm  in  the  pro- 
duction, cultivation,  or  harvesting  of  the 
1949  crop  of  sugar  beets  in  California  as 
one  of  the  conditions  for  payment  under 
the  Sugar  Act  of  1948.  In  this  state- 
ment, the  foregoing  determination,  as 
well  as  determinations  for  prior  years, 
will  be  referred  to  as  "wage  determina- 
tion," Identified  by  the  crop  year  for 
which  effective. 

(b)  Requirements  of  the  Sugar  Act  and 
standards  employed.  In  determining 
fair  and  reasonable  wage  rates.  It  is  re- 
quired under  the  Sugar  Act  that  a  public 
hearing  be  held,  that  Investigations  be 
made,  and  that  consideration  be  given  to 
(1)  the  standards  formerly  established  by 
the  Secretary  under  the  Agricultural  Ad- 
justment Act,  as  amended,  and  (2)  the 
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differences  In  conditions  among  various 
sugar  producing  areas. 

A  public  hearing  was  held  in  Berkeley, 
California,  on  October  27.  1948.  at  which 
time  interested  persons  presented  testi- 
mony with  respect  to  fair  and  reasonable 
wage  rates  for  the  1949  crop  of  sugar 
beets  in  California.  In  addition,  investi- 
gations have  been  made  of  conditions 
affecting  wage  rates  In  California.  Con- 
sideration has  been  given  to  the  testi- 
mony presented  at  the  hearing  and  to  the 
Information  resulting  from  investiga- 
tions. The  primary  factors  which  have 
been  considered  are:  (1)  Prices  of  sugar 
and  by-products;  (2)  income  from  sugar 
beets;  (3)  costs  of  production;  (4)  cost 
of  living;  and  (5)  relationship  of  labor 
cost  to  total  cost.  Other  economic  influ- 
ences also  have  been  considered. 

<c>  Background.  The  first  determi- 
nation of  fair  and  reasonable  wage  rates 
in  California  covered  the  harvesting  of 
the  1937  crop  of  sugar  beets.  Beginning 
with  the  1938  crop  and  for  each  subse- 
quent crop  the  wage  determinations 
have  included  rates  for  production,  cul- 
tivation, and  harvesting  work  performed 
by  contract  labor.  For  work  other  than 
that  done  by  contract  labor,  rates  have 
not  been  specified.  Instead,  rates  have 
been  determined  to  be  those  agreed  upon 
by  producers  and  laborers.  The  level  of 
wages  established  in  the  earlier  wage 
determinations  was  based  primarily  on 
the  past  relationship  of  contract  wages 
per  acre  to  the  gross  Income  from  sugar 
beets  per  acre  with  appropriate  adjust- 
ments for  Increased  Income  resulting 
from  payments  under  the  Sugar  Act. 
Alternative  rates  have  been  provided  for 
either  time  basis  work  or  piecework. 
Adjustments  have  been  made  from  time 
to  time  in  the  piecework  rate  structure 
for  improved  methods  of  production,  cul- 
tivation, or  harvesting. 

(d)  1949  wage  determination.  The 
J949  wage  determination  Is  changed  In 
one  principal  respect  from  the  1948  wage 
determination.  Specific  piecework  rates 
have  been  eliminated.  The  determina- 
tion now  provides  that  in  all  cases  where 
work  is  performed  on  a  piecework  basis, 
the  applicable  piecework  rates  shall  be 
those  which  are  agreed  upon  between  the 
producer  and  the  laborer.  The  average 
earnings  for  the  individual  worker  for 
the  time  involved  on  each  separate  unit 
of  work  for  which  a  piecework  rate  is 
agreed  upon  must  be  not  less  than  the 
applicable  hourly  rate  specified  for  work 
performed  on  a  time  basis. 

Heretofore,  uniform  piecework  rates 
have  been  provided  for  the  entire  state 
Irrespective  of  varying  conditions.  Under 
the  provisions  of  the  1949  wage  deter- 
mination the  producer  and  laborer  may 
take  into  consideration  the  wide  varia- 
tions in  field  and  soil  conditions  as  well 
as  differences  in  methods  of  planting, 
cultivating  and  harvesting  In  reaching 
agreement  on  the  applicable  piecework 
rates.  Ba.sed  on  available  worker  per- 
formance information,  it  is  anticipated 
that  the  establishment  of  piecework 
rates  by  agreement  between  the  producer 
and  the  laborer  will  provide  greater 
flexibility  in  the  rate  structure  and  work- 
ers should  continue  to  earn  under  the  in- 
centive piecework  method  of  payment 
higher  average  earnings  for  the  time  in- 
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volved  than  time  basis  workers.  During 
the  1947  and  1948  crop  harvests,  data 
indicate  that  the  average  hourly  rate  of 
earnings  of  workers  employed  on  a  piece- 
work basis  was,  for  the  most  part,  be- 
tween 30  and  90  percent  higher  than  the 
hourly  rates  provided  in  the  determi- 
nation. 

After  examination  of  the  factors  cus- 
tomarily considered  in  wage  determina- 
tions, the  basic  time  rates  of  the  1948 
wage  determination  are  continued  in  the 
1949  wage  determination. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determina- 
tion will  effectuate  the  wage  provisions 
of  the  Sugar  Act  of  1948. 

•  Sec.  301.  403.  61  Stat.  929.  932;  7  U.  S.  C. 
Sup.  1131.  1153) 

Issued  this  12th  day  of  January  1949. 

[SEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3«8;    Filed.    Jan.    14.    1949; 
8;54  a.  m.) 
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Part  802— Sugar  Determinations 

determination  of  fair  and  reasonable 
prices  for  1949  crop  of  hawaiian  sugar- 

C.\NE 

Pursuant  to  the  provisions  of  section 
301  (c>  (2>  of  the  Sugar  Act  of  1948.  after 
investigation,  and  due  consideration  of 
the  evidence  obtained  at  the  public  hear- 
ings held  in  Honolulu  and  in  Hilo.  Terri- 
tory of  Hawaii,  on  October  20  and  22. 
1948.  respectively,  the  following  determi- 
nation is  hereby  issuel: 

5  802.32  Fair  and  reasonable  prices  for 
the  1949  crop  of  Hau-aiian  sugarcane. 
Pair  and  reasonable  prices  for  the  1949 
crop  of  Hawaiian  sugarcane  to  be  paid  by 
a  proce.ssor  who.  as  a  producer,  applies 
for  payment  under  the  Sugar  Act  of  1948, 
shall  be  not  less  than  those  provided  for 
in  agreements  heretofore  entered  into 
between  the  producer-processor  and  the 
producer  of  such  sugarcane:  Provided, 
however.  That  the  producer-processor 
shall  not  reduce  returns  to  a  producer 
below  those  determined  herein  through 
any  subterfuge  or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

(a>  General.  The  foregoing  deter- 
mination estabU-shes  the  level  of  prices 
to  be  paid  for  1949  crop  sugarcane  pur- 
cha.sed  by  producer-processors  (i.  e..  pro- 
ducers who  are  also,  directly,  or  in- 
directly, processors  of  sugarcane)  from 
other  producers  as  one  of  the  conditions 
for  payment  under  the  Sugar  Act  of 
1948.  In  this  statement,  the  foregoing 
determination,  as  well  as  determination 
for  prior  crops,  will  be  referred  to  as 
"price  determination"  identified  by  the 
crop  year  for  which  effective. 

(b>  Requirements  of  the  Sugar  Act. 
In  determining  fair  and  reasonable 
prices,  the  Sugar  Act  requires  that  public 
hearings  be  held  and  investigations  be 
made.  Accordingly,  on  October  20  and 
22.  1948.  public  hearings  were  held  in 
Honolulu  and  Hilo.  Territory  of  Hawaii, 
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at  which  time  Interested  parties  pre- 
sented testimony  with  respect  to  fair  and 
reasonable  prices  for  sugarcane  of  the 
1949  crop.  In  addition,  investigations 
have  been  made  of  conditions  relating 
to  the  sugar  industry  in  Hawaii.  In 
determining  fair  and  reasonable  prices, 
consideration  has  been  given  to  testi- 
mony presented  at  the  hearings  and  to 
information  resulting  from  investiga- 
tions. 

(c)  Background.  "Determinations  of 
fair  and  reasonable  prices  for  sugarcane 
in  Hawaii  were  first  issued  for  the  1937 
crop  and  have  been  Issued  for  each  sub- 
sequent crop  through  1948.  In  each  of 
these  years,  the  determinations  have  ap- 
proved the  prices  payable  in  purchase 
agreements  negotiated  between  pro- 
ducer-processors and  producers.  Dur- 
ing this  period,  the  contracts  between 
the  parties  have  been  modified  over  those 
previously  in  existence  by :  1 1 )  The  adop- 
tion of  a  supplemental  agreement  to  the 
cane  purchase  contracts  which  set  forth, 
among  other  things,  the  manner  in 
Which  Sugar  Act  payments  are  divided; 

(2)  changes  In  the  sharing  ratio  of  sugar 
proceeds  as  between  the  mill  and  farm  on 
several  plantations  and  in  the  quality 
ratio  factor  on  other  plantations;  and 

(3)  reduction  in  interest  rates  and  cer- 
tain concessions  regarding  payment  of 
personal  property  taxes  and  points  of 
delivery  for  sugarcane.  The  effect  of 
each  of  the  above-mentioned  changes 
has  been  to  increase  slightly  the  share  of 
proceeds  accruing  to  the  producer. 

About  90  percent  of  Hawaiian  sugar- 
cane is  produced  by  producer-processors 
with  the  balance  being  grown  by  a  group 
of  producers  known  as  adherent  plant- 
ers. The  status  of  adherent  planters 
ranges  from  small  farmers  to  Individuals 
who  are  primarily  plantation  employees 
devoting  only  a  nominal  amount  of  time 
to  their  farming  operations.  Included  as 
adherent  planters  is  a  group  of  home- 
steaders, some  of  whom  are  bona  fide 
farmers  who  fulfil  their  obligations  as 
planters  under  the  cane  purchase  con- 
tracts, but  a  few  are  absentee  landlords 
who  rely  entirely  on  the  plantation  for 
services  In  the  production,  cultivation, 
and  harvesting  of  the  crop  under  special 
types  of  agreements. 

(d>  1949  Price  determination.  The 
1949  price  determination  continues  the 
provisions  of  the  1948  determination. 

Prices  to  be  paid  for  sugarcane  of  the 
1949  crop  under  purchase  contracts  be- 
tween producer- processors  and  produc- 
ers are  the  same  as  for  1948  except  for 
five  plantations.  On  these  plantations, 
the  contracts  provide  for  a  reduction  in 
the  price  per  ton  of  sugarcane  of  7.5 
cents  per  one  cent  of  the  New  York  price 
of  raw  sugar.  Representatives  of  the  five 
plantations  testified  at  the  hearings  that 
adjustments  in  the  cane  purchase  con- 
tracts for  the  1949  crop  were  imperative 
because  of  adverse  financial  conditions. 
In  addition,  data  were  presented  on  be- 
half of  four  of  these  plantations  which 
showed  that  a  dislocation  had  occurred 
in  the  sharing  arrangements  because 
plantations  were  bearing  a  larger  share 
of  increased  costs  than  were  producers. 
Plantations  and  producers  have  agreed 
to  cane  purchase  contracts  containing 
these  adjustments. 


After  considering  testimony  presented 
at  the  hearings,  together  with  data  re- 
sulting from  investigation,  it  is  deemed 
fair  and  reasonable  to  approve  prices  for 
the  1949  crop  heretofore  agreed  upon 
between  producer-processors  and  pro- 
ducers. 

Accordingly.  I  hereby  find  and  con- 
clude that  the  foregoing  price  deter- 
mination will  effectuate  the  price  pro- 
visions of  the  Sugar  Act  of  1948. 

(Sees.  301.  403.  61  Stat.  929.  932;  7  U.  S.  C. 
Sup.  1131,  1153) 

Issued  this  12th  day  of  January  1949. 

rsEALl  A.  J.   LOVELAND, 

Acting  Secretary  of  Agriculture. 

[F.    R.    Doc.    49-389:    Filed,    Jan.    14.    1949; 
8:54  a.  m.l 
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Part  802— Sugar  Determinations 

determination  of  fair  and  reasonable 
wage  rates  for  persons  employed  in 
production,  cultivation,  or  harvesting 
of  sugarcane  in  hawah  during  1949 

Pursuant  to  the  provisions  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948, 
after  investigation,  and  due  considera- 
tion of  the  evidence  obtained  at  public 
hearings  held  in  Honolulu  and  In  Hilo. 
Territory  of  Hawaii,  on  O:tober  20  and 
22.  1948.  respectively,  the  following  de- 
termination is  hereby  issued: 

!  802  34  Fair  and  reasonable  wage 
rates  for  persons  employed  in  the  pro- 
duction, cultivation,  or  harvesting  of 
sugarcane  in  Hawaii  during  the  calendar 
year  1949.  The  requirements  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948 
shall  be  deemed  to  have  been  met  if  all 
persons  employed  on  the  farm  In  the  pro- 
duction, cultivation,  or  harvesting  of 
suugarcane  In  Hawaii  during  the  calen- 
dar year  1949  shall  have  been  paid  in  full 
for  all  such  work  and  shall  have  been 
paid  wages  in  ca.sh  therefor  at  rates  as 
agreed  upon  between  the  producer  and 
the  laborer.  The  producer  shall  not  re- 
duce the  wage  rates  to  laborers  below 
those  agreed  upon  through  any  subter- 
fuge or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

(a)  General.  The  foregoing  determi- 
nation provides  fair  and  reasonable 
wage  rates  to  be  paid  by  producers  to 
persons  employed  in  the  production,  cul- 
tivation, or  harvesting  of  sugarcane  In 
Hawaii  during  the  calendar  year  1949 
as  one  of  the  conditions  for  payment 
under  the  Sugar  Act  of  1948.  In  this 
statement,  the  foregoing  determination, 
as  well  as  determination  for  prior  years, 
will  be  referred  to  as  wage  determina- 
tion" Identified  by  the  calendar  year  for 
which  effective. 

(b)  Requirements  of  the  Sugar  Act 
and  standards  employed.  In  determin- 
ing fair  and  reasonable  wage  rates,  the 
Sugar  Act  requires  that  a  public  hearing 
be  held,  that  investigations  be  made,  and 
that  consideration  be  given  to  (1)  the 
standards  formerly  established  by  the 
Secretary  under  the  Agricultural  Ad- 
justment Act.  as  amended,  and  (2)  the 
differences  in  conditions  among  various 
sugar  producing  areas. 
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Public  hearings  were  held  In  Honolulu 
and  Hilo,  Territory  of  Hawaii,  on  Octo- 
ber 20  and  22.  1948.  respectively,  at 
which  time  Interested  persons  presented 
testimony  with  respect  to  fair  and  rea- 
sonable wage  rates  for  the  calendar 
year  1949.  In  addition,  investigations 
have  been  made  of  the  conditions  af- 
fecting wage  rates  in  Hawaii.  In  deter- 
mining wage  rates  consideration  has 
been  given  to  testimony  presented  at  the 
hearing  and  to  information  resulting 
from  Investigations.  In  addition  per- 
tinent factors  such  as  income  of  pro- 
ducers, costs  of  production  and  costs  of 
living  have  been  examined. 

<c)  Background.  Determinations  of 
fair  and  reasonable  wage  rates  for 
Hawaii  have  been  i.ssued  since  1937.  The 
1937  wage  determination  required  in- 
creases In  the  average  dally  wage  rates 
paid  to  workers  during  the  last  four 
months  of  the  year  of  from  5  to  20  per- 
cent. The  1938  wage  determination  re- 
quired the  payment  of  wages  not  less  than 
those  resulting  from  the  inclusion  of 
bonus  payments  for  the  entire  calendar 
year.  Sugar  Act  payments  to  producers 
were  to  be  Included  In  calculating  the 
bonus  wage  increment.  Wage  determi- 
nations from  1939  to  1944.  Included  pro- 
visions for  an  annual  average  wage  per 
day  for  all  adult  workers  (excluding  op- 
erators of  mechanical  equipment)  on  a 
farm  and  a  minimum  average  daily  wage 
for  individual  adult  males  and  adult  fe- 
males for  each  pay  period.  Ht  some  of 
these  years  a  wage  increase  based  on  in- 
creases In  raw  sugar  price  above  a  stipu- 
lated level  was  included.  In  the  years 
from  1941  to  1944.  coverage  was  extended 
to  workers  between  14  and  16  years  of 
age  for  whom  a  rate  per  day  was  speci- 
fied and  to  operators  of  mechanical 
equipment  for  whom  specific  hourly  rates 
were  provided.  To  siippllfy  a  compli- 
cated and  Involved  method  for  determin- 
ing wage  payments  and  to  establish  a 
more  practicable  wage  rate,  the  1945  and 
1946  wage  determinations  provided  rates 
at  stated  amounts  per  hour. 

During  1945.  collective  bargaining 
agreements  on  wages  and  working  con- 
ditions were  negotiated  between  a  com- 
mittee representing  the  International 
Longshoremen's  and  Warehou.semen's 
Union  sugar  locals  and  units,  and  a  com- 
mittee representing  the  sugar  producing 
companies.  The  Initial  agreement  of 
August  1945  provided  minimum  wage 
rates  of  43  ^'2  cents  per  hour  on  all 
islands,  except  Hawaii,  where  the  mini- 
mum was  41  cents.  The  1946  and  1947 
wage  determinations  established  fair  and 
reasonable  wage  rates  to  be  tho.se  which 
were  agreed  upon  between  the  producer 
and  the  laborer,  and.  in  the  case  of  the 
1946  wage  determination,  the  rates  were 
to  be  not  less  than  43  '/a  cents  and  41  cents 
l*iT  hour,  referred  to  above.  Also  in- 
cluded in  1946  was  a  rate  of  34  cents  per 
hour  for  workers  between  14  and  18 
years  of  age.  A  renewed  collective  bar- 
gaining agreement  effective  in  November 

1946,  provided  for  a  minimum  wage  rate 
of  70 '2  cents  per  hour.  This  rate  was 
increased  to  78  V2  cents  per  hour  In  a  ne- 
gotiated agreement  effective  August  1, 

1947.  The  wage  rates  Indicated  by  the 
standards  castomarlly  employed  under 

No.  11 2 


the  Sugar  Act  would  not  have  exceeded 
the  rates  arrived  at  through  collective  ' 
bargaining  agreements  in  1946.  1947  and 
1948.  Producers  who  entered  into  col- 
lecflve  bargaining  agreements,  there- 
fore, were  required  to  pay  wage  rates 
specified  in  such  agreements  for  these 
years  In  order  to  comply  with  the  require- 
ment of  payment  "In  full"  as  provided  In 
the  Sugar  Act.  Those  producers  who  did 
not  enter  Into  collective  bargaining 
agreements  were  required  to  pay  the 
wage  rate  agreed  upon  with  Individual 
workers. 

Renewed  contracts  have  been  agreed 
upon  between  26  plantations  and  the  ne- 
gotiating local  of  the  labor  union.  Most 
of  the  agreements  cover  the  period  from 
September  1.  1948,  through  August  31, 
1950.  The  existing  agreements  provide 
for  reop>enlngs  by  either  party  on  the 
matter  of  wage  adjtistments.  On  four 
plantations  the  agreements  provide  for 
one  further  reopening  on  any  date  dur- 
ing the  life  of  the  agreement  solely  at  the 
discretion  of  management.  On  the  ma- 
jority of  plantations  the  minimum  hourly 
rate  is  78 '2  cents  per  hour.  On  three 
plantations  the  collective  agreements 
specify  slightly  higher  mlnimums  in  ac- 
cordance with  historical  differentials 
while  on  two  plantations  the  minimum 
rate  is  73 '2  cents  per  hour. 

Two  plantation  companies  do  not  ne- 
gotiate collective  agreements  for  field 
workers  with  the  labor  union.  In  both 
cases,  however,  workers  receive  the  union 
scale  of  wage  rates.  On  one  of  these 
plantations  a  deduction  is  made  for  per- 
quisites furnished  by  the  plantation.  In 
addition,  none  of  the  adherent  planters 
negotiate  collective  bargainUig  agree- 
ments. This  group  of  producers,  how- 
ever, produce  only  about  10  percent  of 
the  sugarcane  and  perform  much  of 
their  own  labor.  Most  of  the  labor  which 
is  hired  by  these  planters  is  furnished 
by  the  plantation  companies  and  are 
paid  by  the  plantations  for  the  account 
of  the  planter  at  the  union  scale  of 
wages.  It  is  reported  that  such  labor  as 
is  hired  directly  by  the  planter  is  paid 
approximately  the  same  rates  as  required 
by  the  collective  agreement. 

(d)  1949  wage  determination.  The 
1949  wage  determination  continues  the 
terms  and  conditions  of  the  1948  wage 
determination. 

An  examination  of  pertinent  economic 
data  Indicates  that  during  the  past  year 
there  have  not  been  significant  changes 
in  the  factors  infiuenclng  wage  rates 
which  would  cau.se  the  Indicated  wage 
rates  resulting  from  the  application  of 
the  standards  customarily  considered 
under  the  Sugar  Act  to  exceed  those 
agreed  upon  by  producers  and  laborers. 
While  it  is  recognized  that  the  current 
wage  rates  of  the  collective  bargaining 
agreements  may  be  altered  through  ne- 
gotiations during  the  period  covered  by 
fchis  determination,  it  Is  expected  that 
any  revisions  in  the  rates  will  conform 
to  significant  economic  changes.  There- 
fore, payment  "in  full"  of  the  rates 
agreed  upon  will  meet  the  requirements 
of  the  Sugar  Act. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determi- 
nation will  effectuate  the  wage  provisions 
of  the  Sugar  Act  of  1948. 


(Sees.  301,  403,  61  Stat.  929,  932;  7  U.  S.  C. 
Sup.  1131,  1153) 

Issued  this  12th  day  of  January  1949. 

[SEAL]  A.    J.    LOVELAND, 

Acting  Secretary  of  Agriculture. 

[F.   R.   Doc.    49-390:    Filed.   Jan.    14,    1949; 
8:54  a.  m.] 
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Part  802 — Sugar  Determinations 

determination  of  fair  and  reasonable 
prices  for  the  1948-4  9  crop  of  puerto 
rican  sugarcane 

Pursuant  to  the  provisions  of  sec-ion 
301  (c)  <2)  of  the  Sugar  Act  of  1948, 
after  Investigation,  and  due  consic'era- 
tion  of  the  evidence  obtained  at  the  pub- 
lic hearing  held  in  San  Juan.  Puerto 
Rico,  on  September  ^2  and  23,  1948,  the 
following  determination  is  hereby  issued : 

§  802.42  Fair  and  reasonable  prices 
for'  the  1948-49  crop  of  Puerto  Rican 
sugarcane.  Processors  of  sugarcane  In 
Puerto  Rico  who  as  producers,  apply  for 
payment  under  the  Sugar  Act  of  1948. 
shall  be  deemed  to  have  compiled  with 
the  provisions  of  section  301  (c)  <2)  of 
said  act  with  respect  td  the  1948-49  ^'■op 
if  the  following  requirements  are  met: 

(a)  If  payment  for  sugarcane  de- 
livered by  a  producer  to  a  ijroducer- 
processor  is  made  by  actual  delivery  of 
sugar  (packed  in  the  customary  i)ags)  to 
the  producer  (colono)  on  the  basis  of  a 
stated  percentage  of  recoverable  96° 
sugar  from  the  producers'  sugarcane, 
such  percentage  shall  be: 

(1)  For  sugarcane  (other  than  the 
varieties  included  in  subparagraph  (3) 
of  this  paragraph  >  yielding  9  pounds  or 
more  of  96°  sugar  per  one  hundred 
pounds  of  sugar(?ane: 


1 

Pounds  of  supar  per  100 
{KtunUs  of  sugarcane 

i  ^  >.  >  ».  «; 

At  least 

But  not 
more  than 

9 

10 

g.«9. 

l(i.»l» 

11.99 

12.99 

Percrntage 

M..") 

07.5 

PerceTUage 
63 
«3 

11 

«3 

12         

65 

1 3  and  over 

«S 

(2)  For  sugarcane  (other  than  the 
varieties  included  in  subparagraph  (3) 
of  this  paragraph)  yielding  le.ss  than  9 
pounds  of  96°  sugar  per  one  hundred 
pounds  of  sugarcane,  the  percentage  as 
may  be  agreed  upon  between  the  pro- 
ducer and  the  producer-processor  for  the 
settlement  period. 

(3)  For  sugarcane  of  the  Saccharum 
Spontaneum  or  Saccharum  Sinense  va- 
riety (including  sugarcane  of  the  Japa- 
nese, Uba,  Kavangerle,  Zulnga,  Caia- 
donla,  or  Coimbatore  varieties),  the  per- 
centage as  may  be  agreed  upon  between 
the  producer  and  the  producer-processor 
for  the  settlement  period. 

The  foregoing  yields  of  96°  sugar  shall 
be  determined  for  each  settlement  period 
in  accordance  with  one  of  the  following 
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formulas  (In  either  case  as  may  be  agreed 
upon  between  the  producer  and  the  pro* 
ducer-processor) : 

ji-(S-0.3B)r 

where: 

il- Recoverable  sugar  yield.  96*  polariza- 
tion. 

S  =  Polarization  of  the  crusher  Juice  ob- 
tained from  the  sugarcane  of  each 
producer. 

B  =  "Brlx"  of  the  crusher  Juice  obtained 
from  the  sugarcane  of  each  producer. 

F- Factor  obtained  from  the  fraction  whose 
numerator  Is  the  average  yield  of 
sugar  96'  polarization  obtained  from 
the  aggreKiate  grinding  during  each 
settlement  period  In  which  the  cane 
of  the  producer  has  been  ground, 
and  whose  denominator  Is  the  aver- 
age polarization  of  the  crusher  juice 
minus  three-tenths  of  the  Brlx  of 
the  crusher  Juice,  both  components 
of  the  denominator  being  obtained 
from  the  aggregate  grinding  during 
the  settlement  period  In  which  the 
cane  of  the  producer  has  been 
ground:  or 

«  =  FS 

11  =  Recoverable  sugar.  96*  polarization. 
-      5  =  Polarization  of   the   crusher   Juice  ob- 
tained from  the  sugarcane  of  each 
producer  during  each  settlement  pe- 
riod. 

F  =  Fraction  whose  numerator  Is  the  aver- 
age yield  of  sugar  of  96'  polariza- 
tion obtained  from  the  aggregate 
grinding  during  each  settlement  pe- 
riod in  which  the  cane  of  the  pro- 
ducer has  been  ground,  and  whose 
denominator  Is  the  average  polariza- 
tion of  the  crusher  Juice  obtained 
from  the  aggregate  grinding  during 
the  settlement  period  In  which  the 
cane  of  the  producer  has  been 
ground. 

(b)  If  payment  for  sugarcane  deliv- 
ered to  a  producer-processor  is  made  by 
actual  delivery  to  a  producer  of  a  stated 
number  of  pounds  of  96'  sugar  for  each 
one  hundred  pounds  of  sugarcane  (com- 
monly referred  to  as  the  'flat  rate  '  ba- 
sis) such  number  of  pounds  of  96=  sugar 
shall  be  not  less  than  the  product  of  the 
average  number  of  pounds  of  96'  sugar 
recovered  per  one  hundred  pounds  of 
sugarcane  ground  at  the  producer-proc- 
essor's mill  during  the  current  crop 
month,  or  week  (as  may  be  agreed  upon) 
and  the  applicable  percentage  specified 
in  subparagraphs  U).  (2).  or  '3)  of 
paragraph  (a»  of  this  section.  The  fig- 
ure for  the  average  number  of  Pounds 
of  96'  sugar  recovered  per  one  hundred 
pounds  of  sugarcane  shall  be  rounded  to 
the  nearest  one-tenth  of  a  pound.  The 
product  of  such  figure  and  the  aforesaid 
applicable  percentage  shall  be  rounded 
to  the  nearest  one-tenth  of  a  pound.  If 
oayment  is  to  be  determined  on  the  basis 
of  sugar  recovery  for  the  entire  crop 
period,  provisional  liquidation  shall  be 
made  each  settlement  period. 

(c)  If  payment  is  made  in  cash,  the 
producer-processor  shall  pay.  or  contract 
to  pay  the  producer  a  price  for  sugar- 
cane determined  by  the  money  value  of 
the  sugar  which  would  otherwise  be  de- 
livered to  the  producer  in  accordance 
with  paragraphs  (a)  or  (b)  of  this  sec- 
tion, whichever  is  applicable.  Such 
money  value  shall  be  determined  from 
the  average  price  of  96'  sugar  (duty  paid 
basis,  delivered)  for  the  settlement  pe- 
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riod  during  which  the  sugarcane  Is  deliv- 
ered to  the  producer-processor,  converted 
to  the  equivalent  f.  o.  b.  mill  price:  Pro- 
vided, however,  That  if  during  the  cal- 
endar year  1949  marketing  allotments 
are  established  for  1949  crop  Puerto 
Rican  sugar  and  the  producer- processor 
Is  obligated  to  carry  an  inventory  of  sugar 
which  is  not  marketable  in  1949.  the 
money  value  of  sugarcane  from  which  the 
producer's  share  of  such  carry-over  in- 
ventory was  made  (determined  on  the 
basis  of  the  ratio  that  the  sugar  produced 
from  the  producer's  sugarcane  bears  to 
the  total  of  all  sugar  produced  by  the 
producer-processor)  may  be  determined 
from  the  average  price  of  96'  sugar  (duty 
paid  basis,  delivered )  for  the  period  Jan- 
uary 1.  1950  through  February  15.  1950, 
converted  to  the  equivalent  f.  o.  b.  mill 
price,  and  further,  by  deducting  storage, 
handling  costs,  insurance,  personal  prop- 
erty taxes  levied  on  sugar,  and  other  re- 
lated costs  actually  incurred  on  such 
sugar  for  the  period  January  1,  1950, 
through  February  15,  1950. 

The  equivalent  f.  o.  b.  mill  price  of  96' 
sugar  shall  be  determined  by  deduct- 
ing from  the  average  price  of  96"  sugar 
(duty  paid  basis,  delivered)  selling  and 
delivery  expenses  (including  charges  aris- 
ing out  of  the  necessity  of  utilizing  out- 
side storage  facilities  during  1949)  actu- 
ally incurred  by  the  producer- processor. 
Equivalent  deductions  shall  be  allowed  in 
calculating  the  f.  o.  b.  mill  price  of  96' 
sugar  sold  or  processed  in  Puerto  Rico. 
The  producer-processor  shall  submit  in 
duplicate  to  the  San  Juan  office  of  the 
Production  and  Marketing  Administra- 
tion, a  statement  verified  by  a  certified 
public  accountant  of  the  actual  deduc- 
tions made  in  determining  the  f.  o.  b. 
mill  price  and  deduction.^  relating  to  car- 
ry-over sugar.  For  such  purposes  no 
selling  or  delivery  expenses  which  may 
be  reimbursed  to  the  producer-processor 
by  any  governmental  agency  shall  be 
^eemed  admissible. 

Average  prices  of  98°  sugar  <duty  paid 
basis,  delivered )  for  successive  settlement 
periods  shall  be  computed  from  (1)  De- 
cember 6. 1948.  in  the  case  of  a  two  weeks' 
or  four  weeks'  period:  and  (2)  December 
1.  1948.  in  the  case  of  a  fortnight  or 
month. 

(d)  In  addition  to  the  foregoing.the 
following  requirements  shall  be  met: 

(1>  For  each  ton  of  sugarcane  deliv- 
ered, the  producer- processor  shall  pay  to 
the  producer  a  molasses  bonus  equal  to 
the  product  of  ( i )  one-half  of  the  net  pro- 
ceeds per  gallon  of  blackstrap  molasses 
of  the  1948-49  crop  in  excess  of  four  cents 
per  gallon  and  (ii)  the  average  produc- 
tion of  blackstrap  molasses  per  ton  of 
sugarcane  of  the  1948-49  crop  processed 
at  the  mill. 

(2»  If  sugarcane  Is  delivered  to  a  pro- 
ducer-processor in  the  name  of  a  person 
other  than  the  producer  theieof  (com- 
monly referred  to  as  "purchasing  agent") . 
the  producer- processor  shall  make  pay- 
ment to  the  producer  of  such  sugarcane 
in  accordance  with  the  provisions  of  this 
determination. 

(3>  When  payment  is  made  by  deliv- 
ery of  sugar  as  in  paragraphs  (a>  or  (b) 
of  this  section,  the  producer-processor 
shall  store  and  Insure  (or  agree  to  store 
and  insure)  all  such  sugar  through  De- 


cember 31,  1949,  free  of  charge  to  the 
producer:  Provided,  however.  That  the 
producer  shall  bear  any  charges  arising 
out  of  the  necessity  of  utilizing  outside 
storage  facilities  for  such  sugar  prior  to 
January  1,  1950. 

(4»  When  payment  is  made  by  deliv- 
ery of  sugar  as  in  paragraphs  (a)  or  (b) 
of  this  section,  the  producer-processor 
shall  shar«  (or  agree  to  share)  with  the 
producer  on  a  pro  rata  basis  all  ocean 
shipping  facilities  available  to  the  pro- 
ducer-processor. 

(5)  Prior  to  April  30,  1949,  the  pro- 
ducer-processor shall  submit  to  the  San 
Juan  office  of  the  Production  and  Mar- 
keting Administration  a  statement  in 
writing  setting  forth  the  method  and 
period  of  settlement  for  all  sugarcane 
with  each  producer. 

(e)  For  the  purpose^  of  this  determi- 
nation: 

( 1 )  The  term  "settlement  period"  shall 
mean  two  weeks,  fortnight,  four  weeks, 
month,  or  such  other  period  as  may  be 
agreed  upon  between  the  producer-proc- 
essor and  the  producer. 

(2)  The  term  "average  price  of  96' 
sugar  (duty  paid  basis,  delivered)",  shall 
mean  the  simple  average  of  the  daily 
"spot"  quotations  of  96"  sugar  of  the  New 
York  Coffee  and  Sugar  Exchange  (Con- 
tract No.  5),  adjusted  to  a  duty  paid 
basis,  delivered,  by  adding  to  each  daily 
quotation  the  U.  S.  duty  prevailing  on 
Cuban  raw  sugar,  for  the  settlement 
period.* 

(3>  "Fortnight"  shall  mean  (i)  the 
first  15  days  of  a  29.  30.  or  31  day  month, 
or  the  first  14  days  of  a  28  day  month;  or 
(ii)  the  last  14  days  of  a  28  or  29  day 
month,  the  last  15  days  of  a  30  day 
month,  or  the  last  16  days  of  a  31  day 
month. 

(f)  The  producer- processor  shall  not 
reduce  returns  to  producers  below  those 
determined  herein  through  any  subter- 
fuge or  device  whatsoever. 

Statement  of  Bases  and  Considerations 

(a)  General.  The  foregoing  determi- 
nation prescribes  the  level  of  prices  which 
must  be  paid  for  1948-49  crop  sugarcane 
purchased  by  producer- processors  (i.  e.. 
producers  who  are  also,  directly  or  indi- 
rectly, proce.ssors  of  sugarcane)  from 
other  producers  as  one  of  the  conditions 
for  payment  under  the  Sugar  Act  of  1948. 
In  this  statement  the  foregoing  determi- 
nation, as  well  as  determinations  for 
prior  years,  will  be  referred  to  as  "price 
determination"  identified  by  the  crop 
year  for  which  effective. 

(b)  Requirements  of  Sugar  Act.  In 
determining  fair  and  reasonable  prices 
the  Sugar  Act  requires  that  public  hear- 
ings be  held  and  investigations  made. 
Accordingly,  on  September  22  and  23, 
1948.  a  public  hearing  was  held  in  San 
Juan,  Puerto  Rico,  at  which  time  inter- 
ested persons  presented  testimony  with 
respect  to  fair  and  reasonable  prices  for 
sugarcane  of  the  1948-49  ciop.  In  addi- 
tion, investlgat^ns  have  been  made  of 
conditions  relating  to  the  sugar  industry 
in  Puerto  Rico.  In  determining  fair  and 
reasonable  prices  consideration  has  been 
given  to  testimony  presented  at  the  hear- 
ing and  to  information  resulting  from 
investigations. 
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(c)  Background.  Determinatiorw  of 
fair  and  reasonable  prices  for  sugarcane 
in  Puerto  Rico  have  been  issued  for  each 
crop  year  beginning  with  the  1937-38 
crop.  The  first  price  determination  pro- 
vided for  a  sharing  ratio  of  63  percent 
for  producers  and  37  percent  for  pro- 
ducer-processors of  the  sugar  or  the  value 
of  the  sugar  recovered  from  sugar- 
cane yielding  9  pounds  or  more  re- 
coverable sugar  for  each  one  hundred 
pounds  of  sugarcane.  This  sharing 
ratio  was  changed  in  the  1942-43  price 
determination  to  65-35  percent  for 
sugarcane  yielding  12  pounds  or  more. 
For  sugarcane  yielding  from  9  to  12 
pounds,  the  sharing  ratio  remained 
at  63-37  percent.  In  the  1946-47  price 
determination  producer  participation 
was  Increased  P-i  percent  for  sugarcane 
yielding  9  pounds  or  more  of  sugar  when 
the  average  price  of  raw  sugar  (duty  paid 
basis,  delivered)  exceeded  $5.00  per  one 
hundred  pounds  during  a  settlement 
period. 

For  the  1947-48  crop  a  sliding  settle- 
ment scale  based  upon  the  yield  of  sugar- 
cane replaced  the  "flat"  sharing  scale  for 
sugarcane  yielding  9  pounds  or  more  of 
sugar.  This  scale  became  effective  when 
the  a\%rage  price  of  raw  sugar  exceeded 
$5.00  per  one  hundred  pounds  and  pro- 
vided for  a  sharing  ratio  of  63.5  percent 
for  producers  and  36.5  percent  for  pro- 
ducer-processors for  sugarcane  yielding 
from  9  to  9.99  poimds  of  sugar  per  one 
hundred  pounds  of  sugarcane.  The  pro- 
ducer's percentage  share  increased  one 
percent  for  each  pound  of  sugar  recov- 
ered above  9.99  pounds  up  to  a  maxi- 
mum of  67.5  percent  for  sugarcane  yield- 
ing 13  pounds  or  more.  The  producer- 
processor's  share  was  correspondingly 
decreased.  When  the  average  price  of 
sugar  was  $5.00  per  one  hundred  pounds 
or  less,  the  sharing  ratio  remained  at 
63-37  percent  for  .sugarcane  yielding 
from  9  to  12  pounds  of  sugar  and  at  65-35 
percent  for  sugarcane  yielding  12  pounds 
or  more  of  sugar.  Changes  made  in  the 
sharing  ratios  since  the  1937-38  crop 
have  brought  the  producer's  share  of 
total  proceeds  from  sugar  more  in  line 
with  his  share  of  total  costs. 

All  price  determinations  up  to  the 
1947-48  price  determination  have  pro- 
vided that  for  sugarcane  yielding  less 
than  9  pounds  of  sugar,  and  for  certain 
Inferior  varieties  of  sugarcane,  the  shar- 
ing ratio  was  to  be  the  ratio  agreed  upon 
between  producers  and  producer-proc- 
essors in  former  years.  This  provision 
was  changed  in  the  1947-48  determina- 
tion to  permit  settlements  for  such  sugar- 
cane on  the  basis  of  current  agreements 
between  producers  and  producer-proc- 
essors. 

In  the  1941-42  price  determination. 
the  provision  was  made  for  producers  to 
share  in  the  proceeds  from  the  sale  of 
molasses.  This  action  was  taken  after 
the  price  of  molasses  had  risen  to  a  point 
where  It  became  a  significant  factor  in 
the  total  income  of  the  sugar  Industry. 
The  provision  has  been  continued  each 
year  except  for  the  1942-43  crop  when  it 
was  eliminated  primarily  because  of  the 
lack  of  shipping  facilities. 

(d)  1948-49  price  determination.  The 
1948-49   price   determination   continues 
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the  terms  and  conditions  of  the  1947-48 
price  determination  except  for  the  fol- 
lowing significant  changes: 

(1)  Provision  has  been  made  for  an 
optional  method  of  cash  settlement  in 
the  event  it  becomes  necessary  for  a  pro- 
ducer-processor to  carry  into  1950  an  in- 
ventory of  sugar  which  could  not  be  mar- 
keted in  1949.  The  optional  method 
permits  the  use  of  the  average  price  of 
sugar  (duty  paid  basis,  delivered)  dur- 
ing the  period  January  1.  1950  through 
February  15,  1950.  as  a  basis  for  settler 
ment  with  respect  to  the  producer's  share 
of  such  carry-over  sugar.  In  determin- 
ing the  settlement  price  the  producer- 
processor  may  deduct,  in  addition  to  the 
usual  selling  and  delivery  expenses,  such 
expenses  as  are  actually  incurred  In  con- 
nection with  the  carrying  of  such  sugar 
during  the  period  January  1,  1950 
through  February  15,  1950. 

Since  this  is  an  optional  method  of  set- 
tlement, the  producer  and  the  producer- 
processor  may  agree  to  make  settlement 
for  such  sugarcane  on  the  basis  of  the 
average  price  of  sugar  during  the  period 
in  which  the  sugarcane  was  delivered  or 
any  other  period  agreed  upon.  The  de- 
termination provides,  however,  that  the 
producer-processor  must,  prior  to  April 
30,  1949,  advise  the  San  Juan  office  of  the 
Production  and  Marketing  Administra- 
tion of  the  basis  on  which  settlement  will 
be  based. 

The  optional  method  of  cash  settle- 
ment has  been  Incorporated  in  the  deter- 
mination in  view  of  the  fact  that  It  may 
be  necessary,  because  of  the  prospective 
size  of  the  1948-49  crop,  to  carry-over  a 
portion  of  the  sugar  produced  from  such 
crop  for  marketing  against  the  1951)  quota 
for  Puerto  Rico.  Under  this  provision 
producers  and  producer-processors  will 
share  the  additional  risks  and  costs  In- 
volved In  carrying  and  marketing  sugar 
in  excess  of  1949  permissible  marketings. 
(2)  The  1948-49  price  determination 
now  specifies  that  settlement  with  pro- 
ducers for  sugarcane  also  may  be  made  on 
the  basis  of  a  four  weeks'  period.  Here- 
tofore, determinations  have  provided  that 
settlement  may  be  made  for  specified 
periods  or  such  other  i>erlod  as  may  be 
agreed  upon  between  the  producer  and 
the  producer-processor.  Although  set- 
tlements on  a  four  weeks'  basis  have  been 
authorized  in  previous  determinations  by 
agreement  between  the  producer  and  the 
producer-processor,  the  incorporation  of 
a  four  weeks'  settlement  period  in  the 
1948-49  price  determination  specifically 
recognizes  existing  and  desired  settle- 
ment practices. 

<3>  Producer-processors  are  required, 
prior  to  April  30,  1949,  to  submit  to  the 
San  Juan  office  of  the  Production  and 
Marketing  Administration  a  statement 
in  writing  setting  forth  the  method  and 
period  of  settlement  for  all  sugarcane 
with  each  producer.  As  indicated  In 
subparagraph  (1)  of  this  paragraph  (d), 
the  statement  is  to  include  the  method 
of  settlement  for  sugarcane  from  which 
unmarketable  sugar  was  made. 

An  examination  of  the  economic  fac- 
tors affecting  the  sharing  relationships 
between  producers  and  producer-proces- 
sors reveals  that  no  substantial  changes 
have  occurred  since  the  issuance  of  the 
1947-48  price  determination.    Therefore, 
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It  Is  deemed  fair  and  reasonable  to  con- 
tinue the  terms  and  conditions  of  the 
1947-48  price  determination  for  the  1948- 
49  crop  with  the  above  changes. 

Accordingly,  I  hereby  find  and  conclude 
that  the  foregoing  price  determination 
will  effectuate  the  price  provisions  of  the 
Sugar  Act  of  1948. 

(Sees.  301,  403,  61  Stat.  929,  932;  7  U.  S.  C. 
1131.  1153) 

Issued  this  12th  day  of  January  1949. 

[seal!  a.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

(P.    E.    Doc.    49-387;    FUed,    J»n.    14,    1949; 
8:53  a.  m.J 


Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.  156] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

5  933  417  Orange  Regulation  156 — 
(a)  Findings.  ( 1 )  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  33,  as  amended  (7  CPR  and 
Supps.  Part  933) ,  regulating  the  handling 
of  oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
Under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion, it  is  hereby  fovmd  that  the  limita- 
tion of  shipments  of  oranges,  as  herein- 
after provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  <60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  pol- 
icy of  the  Apricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  is  insuffi- 
cient, and  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  such  ef- 
fective date. 

(b)  Order.  (1>  During  the  period 
beginning  at  12:01  a.  m.,  e.  s  t.,  Jan- 
uary 17,  1949,  and  ending  at  12:01  a.  m., 
e.  s.  t..  January  24,  1949.  no  handler 
shall  ship: 

(I)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
I  which  grade  U.  S.  No.  2  Bright,  U.  S. 
No.  2,  U.  S.  No.  2  Russet.  U.  S.  No.  3, 
or  lower  than  U.  S.  No.  3  grade ; 

(ii)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Gim  Gong,  and 
similar    late-maturing    oranges   of    the 
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Valencia  type,  grown  In  Regulation  Area 
II  which  grade  U.  S.  No.  2  Russet.  U.  S. 
No.  3.  or  lower  than  U.  S.  No.  3  grade; 

(ill)  Any  oranges,  except  Temple  or- 
anges and  Valencia.  Lue  Qim  Gong,  and 
similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
II  which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  in 
the  same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and 
(b)  are  not  in  excess  of  50  percent,  by 
count,  of  the  number  of  all  oranges  In 
such  container: 

(ivi  Any  oianges.  except  Temple  or- 
anges and  Valencia.  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the  Va- 
lencia type,  grown  in  Regulation  Area 
I  or  Regulation  Area  II  which  are  of  a 
size  smaller  than  a  size  that  will  pack 
252  oranges,  packed  In  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box; 

( V  >  Any  Valencia.  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the  Va- 
lencia type,  grown  in  Regulation  Area  I 
or  Regulation  Area  II  which  <a>  grade 
U.  S.  No.  2  Bright,  U.  S.  No.  2.  U.  S.  No.  2 
Russett.  U.  S.  No.  3,  or  lower  than  U.  S. 
No.  3  grade  or  (b)  are  of  a  size  larger 
than  a  size  that  will  pack  176  oranges, 
packed  in  accordance  with  the  require- 
ments of  a  standard  pack,  in  a  standard 
nailed  box;  or 

(vi>  Any  Temple  oranges,  grown  in 
Regulation  Area  I  or  Regulation  Area  II, 
which  grade  U.  S.  No.  2  Russet.  U.  S.  No.  3, 
or  lower  than  U.  S.  No.  3  grade. 

(2)  As  used  in  this  section,  the  terms 
"handler."  "ship."  "Regulation  Area  I," 
"Regulation  Area  n.*'  and  "Valencia.  Lue 
Gim  Gong,  and  similar  late-maturing 
oranges  of  the  Valencia  type"  shall  each 
have  the  same  meaning  as  when  used  in 
said  amended  marketing  agreement  and 
order;  and  the  terms  "U.  S.  No.  1  Rus- 
sett." "U.  S.  No.  2  Bright,"  "U.  S.  No.  2." 
"U.  S.  No.  2  Russett."  "U.  S.  No.  3." 
"standard  pack,"  "container,"  and 
"standard  nailed  box"  shall  each  have 
the  same  meaning  as  when  used  in  the 
United  States  Standards  for  Oranges  (13 
P.  R.  5174.  5306).  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933) 

,  Done  at  Washington.  D.  C,  this  13th 
day  of  January  1949. 

[sEALl  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch  Production  and  Mar- 
keting  Administration. 

|F.    R.    Doc.    49-430:    Filed.    Jan.    14.    1949; 
9:35  a.  m.l 


RULES  AND  REGULATIONS 

Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion, it  ts  hereby  found  that  the  limita- 
tion of  shipments  of  tangerines,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  f>olicy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufQcient. 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12 :01  a.  m..  e.  s.  t..  January  17, 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t.. 
January  24. 1949.  no  handler  shall  ship: 

(i )  Any  tangerines,  grown  in  the  State 
of  Florida,  which  grade  U.  S.  No.  3,  or 
lower  than  U.  S.  No.  3  grade:  or 

(ii )  Any  tangerines,  grown  in  the  State 
of  Florida,  which  are  of  a  size  smaller 
than  the  size  that  will  pack  210  tan- 
gerines, packed  in  accordance  with  the 
requirements  of  a  standard  pack,  in  a 
half-standard  box  (inside  dimensions 
9'2  X  9^2  X  19 Va  Inches;  capacity  1,726 
cubic  inches). 

(2>  As  used  In  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said 
amended  marketing  agreement  and  or- 
der: and  "U.  S.  No.  3"  and  "standard 
pack"  shall  each  have  the  same  meaning 
as  is  given  to  the  respective  term  in  the 
United  States  Standards  for  Tange- 
rines (13  F.  R.  4790).  (48  Stat.  31.  as 
amended:  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933) 

Done  at  Washington.  D.  C.  this.  13th 
day  of  January  1949. 

[seal!  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and 
Marketing  Administration. 

(F     R.    Doc.    49^27:    Filed.    Jan.    14,    1949; 
9:35  a.  m.J 


(Tangerine  Reg.  80) 

Part  933 — Oranges,  GRAPErRurr,  and 
Tangerines  Grown  in  Florida 

UMITATION  or  shipments 

§  933.418  Tangerine  Regulation  80 — 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
ketine  agreement,  as  amended,  and  Or- 
der No  33.  as  amended  (7  CFR  and  Supps. 
Part  933  >,  regulating  the  handling  of 
oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 


[Grapefruit  Reg.  lOTJ 

Part  933 — Oranges.  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  933.419  Grapefruit  Regulation  107-^ 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  33.  as  amended  (7  CFR  and 
Supps.,  Part  933),  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tanger- 
ines grown  In  the  State  of  Florida,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 


Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the  com- 
mittees established  under  the  aforesaid 
amended  marketing  agr«£ment  ^nd  or- 
der, and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  grapefruit,  as  here- 
inafter provided,  will  lend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
It  is  impracticable  and  contrary  to  the 
public  Interest  to  give  preliminary  no- 
tice, engage  in  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  publi- 
cation thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  100 i  et  seq.)  be- 
cause the  time  intervening  between  the 
date  when  information  upon  which  this 
section  is  based  became  available  and  the 
time  when  this  section  must  become  ef- 
fective in  order  to  effectuate  the  declared 
policy  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended.  Is 
insufflcient,  and  a  reasonable  time  is  per- 
mitted, under  the  circumstances,  for 
preparation  for  such  effective  date. 

(b»  Order.  (1)  During  the  period 
beginning  at  12:01  a.  m.,  e.  s.  t..  Janu- 
ary 17.  1949,  and  end.ng  at  12:01  a.  m.. 
e.  s.  t.,  January  24.  1949.  no  handler  shall 
ship:  0 

(i)  Any  grapefruit  of  any  variety, 
grown  in  the  State  of  Florida,  which 
grade  U.  S.  No.  2  Russet,  or  lower  than 
U.  S.  No.  2  Russet; 

(ii)  Any  seeded  grapefruit,  grown  In 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  80 
grapefruit,  packed  In  accordance  with 
the  requirements  of  a  standard  pack,  in  a 
standard  nailed  box;  or 

(iii)  Any  seedless  grapefruit  of  any 
variety,  grown  in  the  State  of  Florida, 
which  are  of  a  size  smaller  than  a  size 
that  will  pack  96  grapefruit,  packed  in 
accordance  with  the  requirements  of  a 
standard  pack.  In  a  standard  nailed  l)ox; 

(2»  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  In  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  No.  2  Russet." 
"standard  pack."  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  in  the  United  States  Stand- 
ards for  Grapefruit  ( 13  F.  R.  4787 ) .  (48 
Stat.  31.  as  amended;  7  U.  S.  C.  601  et 
seq.;  7  CFR  and  Supps.  Part  933) 

Done  at  Washington.  D.  C.  this  13th 
day  of  January  1949. 

[seal!  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[F.    R     Doc.    49-428:    Filed.    Jan.    14,    1949: 
9:35  a.  m.| 


(Grapefruit  Reg.  61] 

Part  955 — Grapefruit  Grown  in  Ari- 
zona; in  Imperial  County.  California; 
AND  in  That  Part  of  Riverside  County, 
California  Situated  South  and  East 
of  the  San  Gorconio  Pass 

limitation  of  shipments 

S  955.322    Grapefruit  Regulation  61-^ 
(a)  Findings.    (1>  Pursuant  to  the  mar- 
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keting  agreement  and  Order  No.  55  (7 
CPR,  Cum.  Supp.,  955.1  et  seq.)  regu- 
lating the  handling  of  grapefruit  grown 
in  the  State  of  Arizona;  in  Imperial 
County.  California;  and  )j^  that  part  of 
Riverside  County,  California,  situated 
south  and  east  of  the  San  Gorgonlo 
Pass,  effective  under  the  applicable  jm-o- 
vlslons  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended,  and 
upon  the  basis  of  the  recommendation  of 
the  Administrative  Committee  estab- 
lished under  the  said  marketing  agree- 
ment and  the  said  order,  and  uiwn  other 
available  Information,  it  is  hereby 'found 
that  the  limitation  of  shipments  of  such 
grapefruit,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  It  Is  hereby  further  fouad  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Pidiral  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  InsuflBcient. 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  P.  s.  t..  January 
16. 1949.  and  ending  at  12 :01  a.  m..  P.  s.  t., 
February  6,  1949.  no  handler  shall  ship: 

(1)  Any  grapefruit  grown  in  the  State 
of  Arizona;  in  Imperial  County.  Califor- 
nia ;  or  In  that  part  of  Riverside  County. 
California,  situated  south  and  east  of 
the  San  Gorgonio  Pass,  unless  such 
grapefruit  grade  at  least  U.  S.  No.  2 
grade:  Provided,  That,  with  respect  to 
each  lot  of  such  grapefruit,  the  total 
tolerance  for  grade  defects  other  than 
decay  permitted  for  such  U.  S.  No.  2  grade 
shall  be  increased  by  an  additional  10 
percent,  by  count;  or 

(ii)  Prom  the  State  of  California  or 
the  State  of  Arizona  to  any  point  outside 
thereof  in  the  United  States  or  in  Can- 
ada, any  grapefruit,  grown  as  aforesaid, 
which  are  of  a  size  smaller  than  3'hrt 
inches  in  diameter  ("diameter"  to  be 
measured  midway  at  a  right  angle  to  a 
straight  line  running  from  the  stem  to 
the  blossom  end  of  the  fruit) .  except  that 
a  tolerance  of  5  percent,  by  count,  of 
grapefruit  smaller  than  such  minimum 
size  shall  be  permitted  which  tolerance 
.shall  be  applied  In  accordance  with  the 
provisions  for  the  application  of  toler- 
ances, specified  in  the  revised  United 
States  Standards  for  Grapefruit  (Cali- 
fornia and  Arizona).  12  F.  R.  1975:  Pro- 
vided. That  in  determining  the  percent- 
age of  grapefruit  in  any  lot  which  are 
smaller  than  3*^6  inches  in  diameter, 
such  percentage  shall  be  based  only  on 
the  grapefruit  in  such  lot  which  are  of  a 
size  3''Ha  inches  in  diameter  and  smaller. 

(2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said 
marketing  agreement  and  order;  and  the 
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term  "U.  8.  No.  2-  shall  have  the  same 
meaning  as  is  given  to  such  term  in  the 
aforesaid  revised  United  States  Stand- 
ards for  Grapefruit  (California  and  Ari- 
zona). (48  Stat.  31,  as  amended;  7 
U.  S.  C.  601  et  seq.;  7  CFR.  Cum.  Supp., 
955.1) 

Done  at  Washington,  D.  C,  this  13th 
day  of  January  1949. 

I  SEALl  8.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
ketiJig  Administration. 

(P.    R.    Doc.   4(»-^20:    Filed.    Jan.    14,    1949; 
9:35  a.  m.| 


(Orange  Reg.  2831 

Part  966 — Oranges  Grown  in  California 
and  Arizona 

limitation  of  shipments 

§  966.409  Orange  Regulation  263 — (a) 
Findings.  (1)  Pursuant  to  the  provi- 
sions of  Order  No.  66  (7  CTR,  Cum.  Supp., 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(21  It  is  hereby  further  f5und  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  t>ecame  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  Insufficient. 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  The  quantity  of 
oranges  grown  In  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t,  January  16,  1949,  and 
ending  at  12:01  a.  m.,  P.  s.  t.,  January  23, 
1949,  is  hereby  fixed  as  follows: 

(i»  Valencia  oranges.  (a)  Prorate 
District  No.  1:  No  movement;  (b)  Pro- 
rate District  No.  2:  No  movement;  (c) 
Prorate  District  No.  3 :  No  movement. 

(Ii)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  350 
carloads; 

(bi  Prorate  District  No.  2:  450  car- 
loads; 

(o  Prorate  District  No.  3:  Unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
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provided  In  the  said  order,  Is  hereby  fixed 
in  accordance  with  the  prorate  iMse 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled." 
"handler,"  'carloads."  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  In  the  said  order ; 
and  Prorate  District  No.  1,"  "Prorate 
District  No.  2,"  and  "Prorate  EHstrict  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  §  966.107  (11 
P.  R.  10258)  of  the  rules  and  regulations 
contained  in  this  part.  (48  Stat.  31,  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  14th 
day  of  January  1949. 

[SEAL]  8.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

PKOSAn  Bask  Schkduls 

(12:01  a.  m.  Jan.   16.  1949,  to  12:01  a.  m. 
Jan.  23.  1949] 

AU.    ORAMCE8    OTHKK    THAN    VALENCIA    OftANCES 

Prorate  District  So.  1 

Prorate  base 
Handler                            (percent) 
Total 100.0000 

A.  F.  G.  Undsay 1.  6112 

A.  F.  G.  Portervllle_ 1.9424 

A.  F.  G.  Sides 5394 

Ivanhoe  Cooperative  AB8ociatk>n._  .5362 

Dofflemyer.  W.  Todd  &  Son .«227 

Earllbest  Orange  Association 1.  )382 

Elderwood  Citrus  Association .6797 

Exeter   Citrus  Association 2.  6870 

Exeter    Orange    Growers  ^  Associa- 
tion   1.2(»4 

Exeter  Orchards  Association 1.6718 

Hillside  Packing  Association 1.7263 

Ivanhoe   Mutual    Orange    Associa- 
tion    1.0881 

Kllnk  Citrus  Association 4.  7195 

Lemon  Cove  Association 1.8011 

Lindsay    Citrus    Growers    Associa- 
tion    2.6507 

Lindsay  Coop.  Citrtu  Association.  1.3849 

Lindsay  District  Orange  Co 1. 1676 

Lindsay  Fruit  Association 1.7367 

Lindsay   Orange   Growers  Associa- 
tion    .9095 

Naranjo  Paclilng  House  Co .9701 

Orange  C^ve  Citrus  Association 3.3106 

Orange  CJove  Orange  Growers 2.2773 

Orange  Packing  Co 1.2050 

Orosl  Foothill  Citrus  Association..  1.2345 

Paloma  Citrus  Fruit  Association..  1.0771 

Rocky  mil  Citrus  Association 1.7435 

Sanger   Citrus   Association 8.8039 

Sequoia  Citrus  Association 1.0079 

Stark  Packing  Corp 2.2057 

Vlsalla  Citrus  Association 1.5732 

Waddell  &  Son 1.8764 

Butte   Ck)unty   Citrus   Association. 

Inc 1.3818 

JameE  Mills  Orchard  Co .8775 

Orland  Oraiige  Growers  Assocuitlon. 

Inc .8997 

Andrews  Bros,  of  Call! .  OOCO 

Balrd-Neece    Corp 1.8121 

Beattle  Association.  Agnes  M .6918 

Grand  View  Heights  Citrus  Associa- 
tion..  2. 1858 

Magnolia  Cltnis"  Association 2.3830 

PortervUle  Citrus  Association.  The.  1.  5170 
Rlchgrove-Jasmine  Citrus  Associa- 
tion   1.3003 

Sandllands  Fruit  Co 1.6981 

Strathmore     Cooperative     Associa- 
tion   1.7100 

Strathmore  District   Orange   As.sc- 

clatlon —  1  <W1 
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Pkoratk  Base  Schedxtlk — Continued 

AU.  OEANGKS   OTHER  THAM  VALENCIA  ORANGES 

continued 
Prorate  District  No.  1 — Continued 

Prorate  hose 
Handler                                   (percent) 
Strathmore    Fruit    Growers    Asso- 
ciation  —  1  2150 

Strathmore  Packing  House  Co 1.  7567 

Sunflower  Packing  Association,  Inc.  2.  6074 

Sunland  Packing  House  Co 2.  6082 

Terra  Bella  Citrus  Association 1.0947 

Tule  River  Citrus  Association 1.  2223 

Kroells  Packing  Co 1.0693 

Lindsay  Mutual  Groves 1.5597 

Martin  Ranch 1.3586 

Woodlake  Packing  House 2. 1179 

Anderson  Parking  Co.,  R.  M .4240 

Baker  Bros .1256 

Batkln  Jr..  Fred  A -0911 

Calif.  Citrus  Groves,  Inc..  Ltd 1.4550 

Chess  Co.,  Meyer  W... .4061 

Edison  Groves  Co .0000 

Evans  Brothers  Packing  Co .0000 

Exeter  Groves  Packing  Co 1.0619 

Furr,  N.  C -  .5892 

Ghlanda   Ranch --  .0362 

Harding  &  Leggett.  — 1.  5276 

Justman-Frankenthal  Co 2190 

Lo  Bue  Bros... 1-  0510 

Marks.  W.  &  M .0000 

Panno  Fruit  Co.,  Carlo .  2259 

Randolph  Marketing  Co.— 2.  0698 

Relmers.  EJon  H -  .3741 

Rooke  Packing  Co.,  B.  G 9835 

Shong,    Samuel    C .0467 

Webb  Packing  Co..  Inc 0000 

Wollenman  Packing  Co 1.  1648 

Woodlake  Heights  Packing  Corp —  .  6766 

Zanlnovlch  Bros .7750 

Prorate  District  No.  2 
Total 100.  0000 

A.  F.  G.  Alta  Loma-  — --  .3311 

A.  F.  G.  Corona -  .2732 

A.  P  .G.  FuUerton .0457 

A.  F.  G.  Orange .0354 

A.  F.  G.  Riverside .7105 

Hazeltlne  Packing   Co .0587 

Placentla   Pioneer  Valencia   Grow- 
ers Association .0631 

Signal  Fruit  Association .9347 

Azusa  Citrus  Association .9733 

Damerol- Allison  Co 1.1087 

Glendora  Mutual  Orange  Associa- 
tion   • 4880 

Irwindale  Citrus  Association .4164 

Puente  Mutual  Citrus  Association.  .0430 
Valencia  Heights  Orchards  Associa- 
tion    • 1825 

Covina   Citrus   Association 1.6243 

Covina  Orange  Growers  Association.  .  4711 

Glendora  Citrus  Association .9393 

Glendora     Heights      Orange      and 

Lemon    Growers   Association .  1561 

Gold  Buckle  Association 3.0831 

La  Verne  Orange  Association 4.3652 

Anaheim  Citrus  Fruit  Association..  .  0762 
Anaheim  Valencia  Orange  Associa- 
tion    .0229 

Eadlngton  Fruit  Company.  Inc .2958 

FuUerton  Mutual  Orange  Associa- 
tion    .2089 

La  Habra  Citrus  Association .  1184 

Orange   County   Valencia   Associa- 
tion   .0307 

Orangethorpe  Citrus  Association..  .0208 
Placentla  Cooperative  Orange  Asso- 
ciation  .0285 

Yorba    Linda    Citrus    Association, 

The_-.. .0102 

Alta  Loma  Heights  Citrus  Associa- 
tion   -3252 

Citrus  Fruit  Growers... 1.0498 

Cucamonga  Citrus  Association .4559 

Etlwanda  Citrus  Fruit  Association.  .2266 

Mountain  View  Fruit  Association—  .  1455 

Old  Baldy  Citrus  Association .4157 

Rlalto  Heights  Orange  Growers .4373 


RULES  AND  REGULATIONS 

Prorate  Base  ScHEDxn.E— Continued 

ALL  ORANGES  OTHER  THAN  VALENOA  ORANGES— 

continued 
Prorate  District  No.  2 — Continued 

Prorate  bas0 
Handler  '  (percent) 

Upland  Citrus  Association 2.3038 

Upland    Heights    Orange    Associa- 
tion   -- -^^^ 

Consolidated  Orange  Growers., 0214 

Prances  Citrus  Association 0046 

Garden  Grove  Citrus  Association —         .  0376 

Goldenwest  Citrus  Association .0856 

Olive  Heights  Citrus  Association .  0517 

Santa    Ana-Tustln   Mutual    Citrus 

Association. 0187 

Santalgo  Orange  Growers  Associa- 
tion . 1603 

Tustln  Hills  Citrus  Association .0390 

Villa  Park  Orchard  Association .0332 

Bradford  Bros.,  Inc •  2058 

Placentla  Mutual  Orange  Associa- 
tion           • 1655 

Placentla  Orange  Growers  Associa- 
tion -. -         '2165 

Call  Ranch 6806 

Corona  Citrus  Association .8731 

Jameson  Co .3754 

Orange  Heights  Orange  Association.       1.3933 
Grafton  Orange   Growers   Associa- 
tion         1.3186 

East  Highlands  Citrus  Association.        .4246 

Pontana  Citrus  Association .4782 

Highland    Fruit    Growers    Associa- 
tion   6244 

Redlands  Heights  Groves .9358 

Redlands  Orangedale  Association —         .9748 

Break  &  Son.  Allen .2686 

Bryn  Mawr  Fruit  Growers  Associa- 
tion   -       1. 1625 

Mission  Citrus  Association .  7451 

Redlands  Cooperative  Prult  Associ- 
ation         1-  8757 

Redlands  Orange  Growers  Associa- 
tion   1-  0718 

Redlands  Select  Groves .4604 

Rlalto  Citrus  Association .6700 

Rlalto  Orange  Co .3122 

Southern  Citrus  Association .9729 

United  Citrus  Growers -         .7063 

Zllen  Citrus  Co 7550 

Andrews  Brothers  of  Calif.. 0797 

Arlington  Heights  Citrus  Co .  7370 

Brown  Estate.  L.  V.  W .-       1.  8927 

Gavilan  Citrus  Association 1.8371 

Hemet  Mutual  Groves .2602 

Hlghgrove  Fruit  Association.. 7342 

Krinard  Packing  Co 1.  6402 

McDermont  Fruit  Co 1.  8111 

Monte  Vista  Citrus  Association 1.  3668 

National  Orange  Co.. .8869 

Riverside  Heights  Orange  Growers 

Association 1.2882 

Sierra  Vista  Packing  Association. ..         .8284 
Victoria  Avenue  Citrus  Association.       2. 42»7 

Claremont  Citrus  Association 1. 1635 

College   Heights   Orange   &   Lemon 

Association 1.2529 

El  Camino  Citrus  Association .  4204 

Indian  Hill  Citrus  Association 1.  2153 

Pomona  Fruit  Growers  Exchange —       1.  6579 
Walnut  Fruit  Growers  Association.         .  4664 

West  Onarlo  Citrus  Association 1. 1292 

El  Cajon  Valley  Citrus  Association..         .  171 1 

Escondido  Orange  Association .4635 

San  Dlmas  Orange  Growers  Associa- 
tion   1.  2709 

Ball  &  Tweedy  Association .  1003 

Canoga  Citrus  Association .         .0740 

Covina  Valley  Orange  Co .  2458 

North  Whlttler  Heights  Cltrtis  Asso- 
ciation   .1295 

San  Fernando  Prult  Growers  Associ- 
ation   - -         .3469 

San  Fernando  Heights  Orange  Asso- 
ciation   3486 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation  2270 

Camarillo  Citrus  Association .  009S 


Prorate  Base  Schedule — Continued 

ALL  oranges  other  THAN  VALENCIA   ORANGES— 

continued 
Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

PlUmore  Citrus  Association 1. 1453 

OJal  Orange  Association .8483 

Plru  Citrus  Association 1.0203 

Santa  Paula  Orange  Association —  .  1128 

Tapo  Citrus  Association .0593 

East  Whlttler  Citrus  Association...  .  0087 

El  Ranchlto  Citrus  Association 0590 

Whlttler  Citrus  Association. _  .  1329 

Whlttler  Select  Citrus  Association..  .  0310 
Anaheim  Cooperative  Orange  Asso- 
ciation    .0523 

Bryn  Mawr  Mutual  Orange  Associa- 
tion   - 4»44 

Chula  Vista  Mutual  Lemon  Associa- 
tion .-, .1223 

Escondido  Cooperative  Citrus  Asso- 
ciation    0892 

Euclid  Avenue  Orange  Association..  3. 0106 

Foothill  Citrus  Union,  Inc .  1693 

FuUerton  Cooperative  Orange  Asso- 
ciation    .0423 

Garden  Grove  Orange  Cooperative, 

Inc .0288 

Golden  Orange  Groves.  Inc .3091 

Highland  Mutual  Gtoves .8235 

Index  Mutual  Association .003« 

La  Verne  Cooperative  Citrus  Associ- 
ation     8.6969 

Mentone  Heights  Association .6654 

Olive  HUlslde  Groves.  Inc _  .012» 

Orange  Cooperative  Citrus  Associa- 
tion   .0294 

Redlands  Foothill  Groves 2.9036 

Redlands  Mutual  Orange  Associa- 
tion  —  .8903 

Riverside  Citrus  Association .2681 

Ventura  County  Orange  St  Lemon 

Association .1757 

Whlttler  Mutual  Orange  &  Lemon 

Association .0199 

Babljuice  Corp.  of  Calif — 4238 

Cherokee  Citrus  Co..  Inc.- 1.  2640 

Chess  Co..  Meyer  W 2559 

Evans  Bros.  Packing  Co.. 1- 1182 

Gold   Banner   Association 2.0236 

Granada  Packing  House .2920 

HUl  Packing  House.  Fred  A. 6594 

Inland  Fruit  Dealers.  Inc.. . 3708 

MacDonald    Fruit    Co -  .0996 

Orange  Belt  Fruit  Distributors 1.7128 

Paramount   Citrus   Association .2543 

Placentla  Orchard  Co .0513 

San  Antonio  Orchard  Co 1. 1865 

Snyder  Sc  Sons.  W.  A .--  .7126 

Torn  Ranch 0499 

Wall,  E.  T-. 1.7134 

Western  Fruit  Growers.  Inc.,  Red- 
lands 3.  2186 

|F.    R.    Doc.    49-446:    Filed.    Jan.    14.    1949; 
11:32  a.  m.| 

TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

I3d  Gen.  Rev.  of  Export  Regs..  Amdt.  36J 

Part  370 — Orders  and  Delegations  of 
Authority 

shippers  export  declarations 

Part  370.  Orders  and  Delegations  of 
Authority,  is  amended  by  adding  thereto 
a  new  §  370.4.  Shipper  s  export  declara- 
tions: miscellaneous,  to  read  as  follows: 

5  370.4  Shipper's  export  declarations: 
miscellaneous — (a)  Schedule  B  numbers. 


Saturday,  January  15,  1949 

(1)  No  shipper's  export  declaration  for 
shipments  by  vessel  or  other  methods  of 
transportation  except  rail  and  air  which 
fails  to  show  the  new  Department  of 
Commerce  Schedule  B  number  shall  be 
accepted  by  Collectors  of  Customs  on  or 
after  January  1,  1949.  In  the  case  of 
air  and  rail  shipments.  Collectors  of  Cus- 
toms shall  not  accept  shipper's  export 
declarations  containing  obsolete  Sched- 
ule B  numbers  unless  it  appears  to  the 
Collector  that  the  shipper's  export  dec- 
larations were  duly  filed  with  a  carrier 
on  or  before  December  31,  1948. 

(2)  Both  the  obsolete  Schedule  B 
numbers  and  the  1949  Schedule  B  num- 
bers for  the  commodities  involved  shall 
be  set  forth  on  shipper's  export  declara- 
tions filed  on  or  after  January  1,  1949. 
covering  shipments  made  against  vali- 
dated ex|x»rt  licenses  issued  prior  to 
January  1949  containing  obsolete  Sched- 
ule B  numbers.  (Sec.  6,  54  Stat.  714,  65 
Stat.  206,  56  Stat.  463.  58  Stat.  671.  59 
Stat.  270.  60  Stat.  215,  61  Stat.  214.  61 
Stat.  321.  Pub.  Law  395,  80th  Cong.;  50 
U.  S.  C.  App.  and  Sup.  701,  702;  E.  O. 
9630.  Sept.  27.  1945.  10  P.  R.  12245;  E.  O. 
9919.  Jan.  3.  1948.  13  F.  R.  59) 

Dated:  January  11,  1949. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

(P.    R.    Doc.    49-361:    FUed.    Jan,    14.    1949; 
8:47  a.  m.| 


|3d   Gen.   Rev.  of  Export   Regs.,   Amdt.   37) 
Part  371 — General  Regulations 

presentation  for  EXPORT 

Section  371.7,  Presentation  for  export. 
Is  amended  in  the  following  particulars: 

Paragraph  (b)  is  amended  to  read  as 
follows: 

(b)  Presentation  of  shipper's  export 
declarations:  commodity  description — 
(1)  Presentation:  time,  manner  and 
form.  In  every  case,  as  provided  above 
in  paragraph  (a)  of  this  section,  where  a 
validated  export  license  is  required  to  be 
presented  to  and  filed  with  a  collector  of 
customs  or  postmaster,  as  the  case  may 
be,  a  duly  executed  shipper's  export  dec- 
laration Un  the  number  of  copies  pro- 
vided in  paragraph  (c)  of  this  section) 
shall  also  be  presented  at  the  same  time. 
In  the  case  of  shipments  made  pursuant 
to  general  license  or  pursuant  to  an  unex- 
pired validated  export  license  on  file  with 
a  collector  of  customs  or  postmaster,  a 
duly  executed  declaration  (in  the  num- 
ber of  copies  provided  in  paragraph  (c) 
of  this  section)  shall  be  pre.sentcd  to  the 
collector  of  customs  or  postmaster,  as  the 
case  may  be,  at  the  same  time  and  in  the 
same  manner  as  provided  for  in  the  first, 
sentence  of  this  paragraph  (b).  Ship- 
per's export  declarations  duly  executed 
on  Form  7525-V  (Rev.  Nov.  1948 )  must  be 
presented  on  and  after  January  1,  1949, 
where  such  type  of  declaration  is  appli- 
cable to  the  exportation,  except  that  until 
March  1,  1949.  either  such  revised  form 
or  the  unrevised  form  of  shipper's  export 
declaration.  Commerce  Form  7525-V. 
duly  executed,  may  be  presented  in  the 
case  of  shipments  by  vessel  from  West 
Coast  ports  of  the  United  States. 


FEDERAL  REGISTER 

This  amendment  shall  become  effective 
as  of  December  24. 1948. 

(Sec.  6.  54  Stat.  714.  55  Stat.  206,  56  Stat. 
463.  58  Stat.  671,  59  Stat.  270,  60  Stat.  215, 
61  Stat.  214,  61  Stat.  321 ;  Pub.  Law  395, 
80th  Cong. ;  50  U.  S.  C.  App.  and  Sup.  701, 
702;  E.  O.  9630.  Sept.  27.  1945.  10  F.  R. 
12245;  E.  O.  9919.  Jan.  3. 1948, 13  F.  R.  59  • 

Dated:  January  10.  1949. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

(F.   R.    Doc.    49-362;    Filed,    Jan.    14,    1949; 
8:48  a.  m.l 


TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
*  Department  of  the  Treasury 

(T.  D.  521271 

Part  8 — Liability  for  Duties;  Entry  of 
Imported  Merchandise 

Part  10 — Articles  Conditionally  Free, 
Subject  to  a  Reduced  Rate,  Etc. 

■NTRY  of  aircraft,  PARTS,  AND  EQUIPMENT 

returned  for  repairs 

Section  8.15  (a)  (7),  Customs  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp..  8.15 
(a)  (7)),  is  amended  by  changing  the 
period  before  the  parenthetical  matter  to 
a  comma  and  adding  the  following:  "or 
provided  the  articles  are  entered  under 
§10.1  (d)". 

(Sec.  484.  46  Stat.  722.  759,  sec.  12,  52 
Stat.  1083.  sec.  498.  46  Stat.  728;  19 
U.S.  C.  1484.  1498,  1624) 

Section  10.1,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  10.1).  as 
amended,  is  further  amended  as  follows: 

Paragraph  (a)  is  further  amended  by 
changing  the  capital  letter  in  the  first 
word  to  lower  case  and  by  inserting  "Ex- 
cept as  otherwise  provided  for  in  this 
section  or  in  §  10.2."  at  the  beginning. 

A  new  paragraph  (d)  is  inserted  to 
read: 

(d)  In  the  case  of  aircraft  and  parts 
and  equipment  therefor  which  are  re- 
turned to  the  United  States  by  or  for 
the  account  of  an  aircraft  owner  or  op- 
erator and  are  intended  for  use  in  his 
or  its  own  aircraft  operations,  either 
within  or  outside  the  United  States  and 
with  or  without  alteration  or  other 
change  in  condition  in  this  country,  en- 
try thereof  may  be  made  under  para- 
graph 1615  <a)  on  customs  Form  3311, 
executed  by  the  importer  and  supported 
by  prop»er  evidence  of  the  right  to  make 
the  entry,  but  without  the  other  docu- 
ments described  in  this  section  and  with- 
out the  giving  of  a  bond  to  produce  any 
of  them,  when  there  is  no  question  that 
the  articles  are  of  domestic  oripin  and 
it  satisfactorily  appears  that  they  have 
not  been  improved  in  condition  or  ad- 
vanced in  value  while  abroad  and  that 
no  drawback  has  been  or  will  be  paid 
on  them.  In  such  a  case,  the  entrant 
shall  show  on  customs  Form  3311  after 
the  words  "returned  to"  the  name  and 
address  of  the  aircraft  owner  or  opera- 
tor by  whom  or  for  whose  account  the 
articles    were    returned.    The    entrant 
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shall  also  show  on  Form  3311  the  name 
of  the  importing  conveyance,  the  date  of 
Its  arrival,  the  valuer  of  the  articles, 
and  that  they  are  intended  for  use  in 
the  aircraft  owner's  or  operator's  own 
aircraft  operations. 

(Par.  1615,  sec.  201,  46  Stat.  674,  sec. 
35,  52  Stat.  1092,  sec.  624.  46  Stat.  759; 
19  U.  S.  C.  1201,  1624) 

[seal]  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  January  11,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

[P.    R.    Doc.    49-391:    Filed,    Jan.    14.    1949; 
8:54  a.  m.l 


TITLE  22— FOREIGN  RELATIONS 

Chapter    III — Economic    Cooperation 
Administration 

Redesicnation  of  Chapter 

Editorial  Note:  In  order  to  effect  a 
more  orderly  arrangement  of  Title  22, 
Chapter  III  has  been  redesignated  as 
Chapter  II.  and  Parts  1111.  1113,  1114, 
1115.  and  1116  thereunder  have  been  re- 
designated Parts  201,  202.  203,  204,  and 
205.  respectively. 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  VI — Department  of  the  Navy 

Part  702 — Tabulation  or  Executivk 
Orders,  Proclamations  and  Public 
Land  Orders  Applicable  to  the  Navy 

IDAHO 

Cross  Reference:  For  order  modify- 
ing Public  Land  Order  318.  which  with- 
drew public  lands  in  Idaho  for  use  of  the 
Navy  Department  as  a  Naval  proving 
ground,  thereby  affecting  the  tabulation 
contained  in  §  702.4,  see  Public  Land 
Order  545  in  the  Appendix  to  Chapter  I 
of  Title  43.  infra. 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Part  162 — List  of  Orders  Creating  and 
Modifying  Grazing  Districts  or  Af- 
fecting Public  Lands  in  Such  Districts 

idaho  grazing  district  no.  3 

Cross  Reference:  For  order  affecting 
the  tabulation  contained  in  §  162.1.  see 
PLO  545  in  the  Appendix  to  this  chapter, 
infra,  which  takes  precedence  over  but 
which  does  not  modify  the  order  estab- 
lishing Idaho  Grazing  District  No.  3. 


(Circular  1721] 

Part  289 — Unlawful  Enclosures  or 
Occupancy 

FILING  of  charges  OR   COMPLAINTS 

1.  Section  289.4  is  amended  to  read  as 
follows: 
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5  289.4  Filing  of  charges  or  com- 
plaints. All  charges  or  complaints 
against  unlawful  enclosures  or  obstruc- 
tions upon  the  public  lands  should  be 
filed  with  the  proper  regional  adminis- 
trator. Such  charges  or  complaints, 
when  possible,  should  give  the  name  and 
address  of  the  party  or  parties  making  or 
maintaining  such  enclosure  or  obstruc- 
tion and  should  describe  the  land  en- 
closed in  such  a  way  that  it  may  be 
readily  identified.  The  section,  town- 
ship, and  range  numbers  should  be  given. 
If  possible. 

2.  Sections  289.5  to  289.11.  and  289.13 
to  289.15,  are  deleted  from  Title  43. 

3.  Footnote  7  to  5  289.1  is  amended  by 
adding  thereto  the  following:  "Violations 
of  any  of  the  provisions  of  the  act  of 
February  25,  1885,  constitute  a  misde- 
meanor (Sec.  4,  23  Stat.  322;  35  Stat.  40; 
43  U.  S.  C.  1064) ." 

Marion  Clawson, 
Director. 

Approved:  January  10,  1949. 

J,  A.  Krug. 
Secretary  of  the  Interior. 

IF.   R.    Doc.    49-359:    Filed,   Jan.    14.    1949; 
8:47  a.  m.] 


Appendix — Public  Land  Orders 
(Public  Land  Order  645) 

Idaho 

withdrawing  public  land  for  use  of 
department  of  navy;  modifying  pubuc 
land  order  no.  318  of  may  13,  1946,  to 
permit  grazing  use  of  lands 

By  Virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24,  1943,  and  sec- 
tion 1  of  the  act  of  June  28,  1934.  as 
amended  (48  Stat.  1269  (43  U.  S.C.315) ). 
It  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  land  Is  hereby 
withdrawn  from  all  forms  of  appropri- 
ation under  the  public-land  laws,  includ- 
ing the  mining  and  mineral-leasing  laws, 
and  reserved  for  use  of  the  Department 
of  the  Navy  as  part  of  a  Naval  Proving 
Ground: 

BOISK  Mexidian 

T.  6  N..  R.  82  E., 
Sec.  15. 

The  area  described  contains  640  acres. 

This  order  shall  take  precedence  over 
but  not  modify  the  order  of  November  3, 
1936.  of  the  Secretary  of  the  Interior 
establishing  Idaho  Grazing  District  No. 
3.  so  far  as  such  order  affects  the  above- 
described  land.  The  land  described  may 
be  used  for  grazing  purposes  under  the 
provisions  of  the  act  of  June  28.  1934,  48 
Stat.  1269,  as  amended  by  the  act  of 
June  26,  1936,  49  Stat.  1976  (43  U.  S.  C. 
315  et  seq.),  at  such  times  and  in  such 
manner  as  may  be  agreed  upon  by  the 
Secretary  of  the  Navy  and  the  Secretary 
of  the  Interior. 

Public  Land  Order  No.  318  of  May  13. 
1946.  withdrawing  public  lands  for  use  of 
the  Navy  Department  as  a  Naval  Proving 
Oroimd,  is  hereby  modified  so  as  to  per- 
mit the  use  of  the  lands  for  grazing  pur- 
poses under  the  provisions  of  the  act  of 
June  28,  1934,  48  Stat.  1269,  as  amended 
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by  the  act  of  June  26.  1936,  49  Stat.  1976 
(43  U.  S.  C.  315  et  seq.),  at  such  times 
and  in  such  manner  as  may  be  agreed 
upon  by  the  Secretary  of  the  Navy  and 
the  Secretary  of  the  Interior. 

It  is  intended  that  the  land  described 
above  shall  be  returned  to  the  adminis- 
tration of  the  Department  of  the  In- 
terior when  it  is  no  longer  needed  for 
the  purpose  for  which  It  is  reserved. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

January  7.  1949.  • 

|F.    R.    Doc.    49-866:    Piled.    Jan.    14,    1949; 
8:47  a.  m] 


Saturday,  January  15,  1949 


(Public  Land  Order  546] 

Alaska 

• 

revoking  IK  PART  EXECUTIVE  ORDER  NOS. 
7448  OF  SEPTEMBER  12,  1936.  2242  OF 
AUGUST  31,  1915,  2437  OF  AUGUST  9.  1916 
AND  2728  OF  OCTOBER  8,  1917,  AND  RE- 
WITHDRAVVrlNG  A  PORTION  OF  RELEASED 
LAND  FOR  USE  OF  DEPARTMENT  OF  ARMY 
AND  REMAINDER  FOR  USE  OF  ALASKA  RAIL- 
ROAD 

By  Virtue  of  the  authority  vested  In 
the  President  by  the  act  of  March  12, 
1914.  38  Stat.  305  (48  U.  S.  C.  sees.  301, 
302.  303,  308).  and  otherwise  and  pursu- 
ant to  Executive  Order  No.  9337  of  April 
24,  1943,  it  i«  ordered  as  follows: 

SECTION  1.  Executive  Order  No.  7448 
of  September  12,  1936.  withdrawing  pub- 
lic lands  for  use  as  receiving  station  for 
the  Alaska  Communication  System  is 
hereby  revoked  as  to  the  withdrawal 
made  thereby  of  the  lands  described  by 
metes  and  bounds  as  follows: 

Beginning  at  comer  No.  1,  at  point  for 
centerquarter  corner,  aec.  7,  T.  13  N..  R.  3  W., 
Seward  Meridian.  Alaska,  monumented  with 
a  one-Inch  pipe,  thence  by  metes  and 
bounds : 

East  along  latitudinal  center-section  line 
1996.8  feet;  S.  50*  52'  W.,  287  3  feet;  8.  66* 
31'  W..  291  1  feet;  8.  69°  47'  W..  634.1  feet: 
S.  84*  23'  W..  717.7  feet;  8.  65°  15'  W..  113 
feet;  N.  52'  18'  35  "  W..  917.6  feet;  N.  63*  21' 
SO  '  E.,  212.5  feet;  N.  29*  47'  E..  506.3  feet  to 
corner  No.  1,  the  place  of  beginning,  con- 
taining 3335  acres. 

SEC  2.  Subject  to  valid  existing 
rights  the  public  lands  described  in  sec- 
tion 1  of  this  order  are  hereby  withdrawn 
from  all  forms  of  appropriation  under 
the  public  land  laws  including  the  mining 
and  mineral  leasing  laws,  and  reserved 
for  the  use  of  the  Alaska  Railroad. 

Sec.  3.  Executive  Orders  Nos.  2242  of 
August  31,  1915,  2437  of  August  9,  1916 
and  2728  of  October  8,  1917,  withdrawing 
public  lands  for  use  of  the  Alaska  Rail- 
road are  hereby  revoked  as  to  the  follow- 
ing-described lands  In  sees.  7,  8  and  9, 
T.  13  N..  R.  3  W..  S.  M. 

Beginning  at  the  '4  corner  for  sees.  7  and  8. 
thence  by  metes  and  bounds: 

We«t.  730  feet  along  the  center  line  of 
sec  7  to  its  intersection  with  the  center  line 
of  the  Ft.  Richardson  Sewer  Outfall  Line; 

8.  00°  03'  40  "  W..  26  feet;  thence  along  a 
line  generally  26  feet  south  of  the  center 
line  of  the  Sewer  Line. 

8.  61°  37'  16"  E..  262  6  feet; 

8.  74°  18'  35  •  E..  8,905  6  feet: 

N.  72°  33'  20"  K..  1.0397  feet; 

N.  62*  11'  ao  "  E..  740.7  feet; 

N.  82"  11'  05"  E.,  347.6  feet; 


N  80*  17'  59"  E..  3©4  0  feet; 
N.  22*  49'  17  "  E ,  683  1  feet; 

N.  61*  38'  42"  E.,  189  6  feet; 

N.  84*  26'  22"  E.,  201.9  feet; 

8.  46°  02'  30"  E.,  295.2  feet; 

N.  70*  43'  60  "  E..  218  feet  to  the  east  lln« 
of  the  SW'iNW'i  sec.  9.  T.  13  N  .  R.  8  W  ; 

N.  00*  or  40  '  W.,  1.000.6  feet  to  the  center 
point  of  the  NW'4  sec.  9: 

N.  89°  68'  20  "  W..  1.319  66  feet  to  the  •ec- 
tlon  line  between  sees.  8  and  9; 

S.  00*  or  40  "  E..  1318.9  feet  along  section 
line  to  the  '4  corner  for  sees.  8  and  9; 

West  along  the  center  line  of  sec.  8  approxi- 
mately 1  mile  to  point  of  beginning,  contain- 
ing approximately  140  acres. 

Sec.  4.  Subject  to  valid  existing  rights, 
the  public  lands  described  in  section  3  of 
this  order  are  hereby  withdrawn  from  all 
torms  of  appropriation  under  the  public - 
land  laws,  including  the  mining  and  min- 
eral-leasing laws,  and  reserved  for  the 
use  of  the  Department  of  the  Army  in 
connection  with  Port  Richardson. 

It  Is  intended  that  the  public  lands  re- 
served by  section  4  shall  be  returned  to 
the  administration  of  the  Department  of 
the  Interior  when  they  are  no  longer 
needed  for  the  purpose  for  which  they 
are  reserved. 

William  E.  Warne. 
Assistant  Secretary  of  the  Interior. 

January  7.  1949. 

[F.    R.    Doc.    49-357;    Piled.    Jan.    14,    1949; 
8:47   a.   m.] 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

(Rev.  S.  O.  87-Al 

Part  95 — Car  Service 

free  time  reduced  on  coal  at  north 
atlantic  ports 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  3,  held  at 
its  ofBce  in  Washington,  D.  C,  on  the  10th 
day  of  January  A.  D.  1949. 

Upon  further  consideration  of  Service 
Order  No.  87  (13  P.  R.  3277,  3358.  8220) 
and  good  cause  appearing  therefor:  It  is 
ordered.  That : 

Section  95-87.  Service  Order  No.  87. 
Free  time  reduced  on  coal  at  North  At- 
lantic ports,  be.  and  it  is  hereby,  vacated 
and  set  aside. 

It  is  further  ordered.  That  this  order 
shall  become  effective  at  7:00  a.  m..  Jan- 
uary 15.  1949;  that  a  copy  of  this  order 
and  direction  be  served  upon  the  Associ- 
ation of  American  Railroads,  Car  Service 
Division,  as  agent  of  the  railroads  sub- 
scribing to  the  car  service  and  per  diem 
agreement  under  the  terms  of  that  agree- 
ment; and  that  notice  of  this  order  be 
given  to  the  general  public  by  depositing 
a  copy  In  the  office  of  the  Secretary  of 
the  Commission  at  Washington.  D.  C. 
and  by  filing  It  with  the  Director.  Divi- 
sion of  the  Federal  Register. 

(40  Stat.  101.  sec.  402;  41  SUt.  476,  sec.  4; 
54  Stat.  901;  49  U.  S.  C.  1  (10)-(17)) 

By  the  Commission.  Division  3. 

[SKAL]  W.  P.  BaRTEL. 

Secretary. 

[F.    R.    Doc.    49-354;    Filed.    Jan.    14,    1949; 
8:46  a.  m.j 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

|T.  D.  52121) 

CUSTOMS  Districts  and  Ports 

ORGANRATION.  RIGHTS.  PRIVILEGES.  POWERS. 
AND  DUTIES  OF  COMMISSIONER,  AND  DUTIES 
or  PERSONNEL 

Correction 

In  Federal  Register  Document  49-222. 
appearing  at  page  123  of  the  Issue  for 
Tuesday.  January  11,  1949,  paragraph  I 
(1)  should  read: 

(1)  Whenever,  in  the  opinion  of  the 
Commissioner  of  Customs  any  question 
pending  for  decision  is  of  exceptional  im- 
portance, he  shall  submit  the  question  to 
the  Secretary  of  the  Treasury,  and  the 
decision  thereon  shall  be  made  by  the 
Secretary  of  the  Treasury  and  not  by  the 
Commissioner  of  Customs. 

The  authority  for  this  document 
should  read:  (Sees.  1.  2.  3.  44  Stat.  1381. 
1382.  sec.  8.  46  Stat.  430.  46  Stat.  1009. 
sees.  643.  650.  46  Stat.  761.  762,  sec.  la, 
E.  O.  6639:  5  U.  S.  C.  281.  281a.  281b.  19 
U.  S.  C.  1643). 


Bureau  of  Federal  Supply 

Procurement  Authority 

The  following  orders  relate  to  the  pro- 
curement authority  of  the  Bureau  of 
Federal  Supply  (originally  named  the 
'Procurement  Division") .  Department  of 
the  Treasury,  and  were  issued  pursuant 
to  the  so-called  Reorganization  Act  of 
1933  <47  Stat.  1517)  and  Executive  Or- 
der 6166.  June  10,  1933  (5  U.  S.  C.  132 
note).  The  first  order,  the  Regulations 
Governing  the  Operation  of  the  Bureau 
of  Federal  Supply,  appears  as  approved 
by  the  President  April  12.  1935  and 
amended  by  the  Director.  Bureau  of  Fed- 
eral Supply  with  the  approval  of  the 
Secretary  of  the  Treasury  November  1. 
1943.  November  19.  1946.  January  26. 
1948  and  July  28.  1948  <8  F.  R.  15329.  11 
F.  R.  13638.  13  F.  R.  449). 

Dated:  January  11,  1949. 

Clifton  E.  Mack. 
Director.  Bureau  of  Federal  Supply. 

(Order  of  April  12,  1935.  as  Amended) 

The  Regulations  Governing  the  Operation 
of  the  Bureau  of  Federal  Supply,  promul- 
gated pursuant  to  the  provisions  of  Execu- 
tive Order  No.  6166  of  June  10.  1933,  Executive 
Order  No.  6224  of  July  27.  1933,  the  order  of 
the  Secretary  of  the  Treasury,  approved  by 
the  President  on  October  9,  1933,  and  to  give 
further  effect  to  the  order  of  the  Executive 
Director  of  the  National  Emergency  Council, 
dated  January  24,  1935.  are  hereby  prescribed 
as  follows: 

A.  General.  1.  The  policies  and  methods 
of  coordination  and  consolidation  of  the 
functions  of  the  various  departments  and 
Independent  establishments,  hereinafter  re- 
ferred to  as  executive  departments,  relating 
to  the  purchasing,  warehousing,  and  dis- 
tribution of  materials,  supplies,  and  equip- 
No.   11 3   « 


FEDERAL  REGISTER 

NOTICES 


ment  hereinafter  referred  to  as  supplies, 
shall  be  under  the  direction  of  the  Director, 
Bureau  of  Federal  Supply. 

2.  The  method  and  procedure  to  be  fol- 
lowed In  the  purchase,  warehousing,  or  dis- 
tribution of  supplies  shall  be  as  designated 
by  the  Director.  Bureau  of  Federal  Supply, 
and  may  be  applied  to  Items  or  groups  of 
Items,  geographical  areas,  or  activities  af- 
fected and  may  be  modified  or  changed  as 
conditions  warrant. 

3.  Those  supplies  for  which  requirements 
can  be  anticipated  and  consolidated  shall  be 
purchased  In  definite  quantities  through  the 
Bureau  of  Federal  Supply,  either  directly  or 
by  one  or  more  designated  executive  depart- 
ments. Before  a  consolidated  purchase  of 
any  commodity  Is  made  effective,  there  may 
be  conducted  a  study  of  all  of  the  factors 
entering  into  Its  procurement  to  determine 
whether  the  Bureau  of  Federal  Supply  can 
procure  the  article  more  economically  or 
efBclently  thfin  other  agencies,  due  consid- 
eration being  given  to  any  statute  authoriz- 
ing a  specific  agency  to  procure  the  particu- 
lar commodity. 

4.  Those  supplies  for  which  requirements 
cannot  be  consolidated  for  definite  quantity 
purchase  but  for  which  common  contracts 
can  be  made  with  advantage  shall  be  con- 
tracted for  through  the  Bureau  of  Federal 
Supply  either  directly  or  by  one  or  more 
designated  executive  departments. 

5.  In  those  areas  where  two  or  more  serv- 
ices are  located  and  where  common  require- 
ments exist  for  frequently  used  supplies, 
stocks  may  be  maintained  at  one  or  more 
points  in  the  area  from  which  requirements 
can  be  met  by  direct  distribution. 

6.  Those  supplies  of  which  the  procure- 
ment, warehousing,  or  distribution  Is  to  be 
controlled  by  the  Bureau  of  Federal  Supply 
under  one  of  the  methods  outlined  above, 
will  be  listed  and  conmunlcated  to  the  execu- 
tive departments  as  may  be  necessary,  and 
thereafter  no  Individual  procurement,  ware- 
housing, or  distribution  of  those  articles 
shall  take  place  except  in  emergencies.  Sup- 
plies other  than  those  so  listed  and  includ- 
ing those  peculiar  to  the  needs  of  the  par- 
ticular executive  departments  shall  continue 
to  be  procured,  warehoused,  or  distributed 
by  them,  except  that  the  faculties  of  the 
Bureau  of  Federal  Supply  or  any  designated 
activity  may  be  availed  of  in  connection 
therewith. 

7.  Requisitions  for  supplies  not  carried  In 
stock  must  fully  Identify  the  supplies  needed 
by  reference  to  existing  specifications,  or 
otherwise,  "and  be  submitted  sufficiently  In 
advance  to  permit  of  orderly  and  economical 
procurement. 

8.  Requisitions  for  supplies  carried  In  stock 
shall  be  limited  to  current  or  anticipated 
needs. 

9.  So  far  as  practicable,  supplies  shall  be 
standardized  and  unnecessary  types,  grades, 
and  sizes  eliminated. 

10.  The  Bureau  of  Federal  Supply  is  au- 
thorized to  call  upon  executive  departments 
for  such  technical  assistance  as  may  be 
required  In  connection  with  Its  activities. 

11.  Each  executive  department  and  Inde- 
pendent establishment  will  be  requested  to 
designate  an  authorized  representative  or 
representatives  to  act  in  a  liaison  capacity, 
with  whom  the  Director,  Bureau  of  Federal 
Supply  may  communicate  direct  concerning 
the  transaction  of  public  business  arising 
under  these  regulations.  The  representatives 
designated  shall  constitute  an  Advisory  Com- 
mittee on  Procurement  Policy,  and  the  Direc- 
tor, Bureau  of  Federal  Supply  shall  appoint 
a  chairman  and  executive  subcommittee. 

12.  These  regulations  may  be  amended  by 
the  Director,  Bureau  of  Federal  Supply  with 
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the  approval  of  the  Secretary  of  the  Treasury. 
Such  amendments  shall  be  promulgated  by 
the  Director.  Bureau  of  Federal  Supply. 

13.  The  authority  of  the  Director,  Bureau 
of  Federal  Supply  under  these  regulations 
shall.  In  all  Instances,  be  exercised  subject 
to  the  approval  of  the  Secretary  of  the  Treas- 
ury. 

B.  Federal  Standard  Stock  Catalog  Sec- 
tion. 1.  The  Director,  Bureau  of  Federal  Sup- 
ply shall  determine  the  articles  to  be  listed 
and  the  data  to  be  Included  in  the  Federal 
Standard  Stock  Catalog. 

2.  The  head  of  each  Department  concerned 
will  be  requested  to  report  any  articles  which 
such  Department  desires  to  be  listed  In  the 
Federal  Standard  Stock  Catalog. 

3.  After  approval  by  the  Director,  Bureau 
of  Federal  Supply,  the  sections  of  the  Cata- 
log shall  be  binding  upon  and  govern  all 
executive  departments,  and  the  catalog 
nomenclature,  description,  classification,  and 
stock  numbers  shall  be  used  In  all  interde- 
partmental papers  and  correspondence  per- 
taining to  Items  of  supply,  and  Interdepart- 
mental work  as  soon  as  may  be  practicable, 

4.  The  Federal  Standard  Stock  Catalog 
shall  continue  to  be  published,  distributed, 
and  financed  In  accordance  with  existing  law 
(act  approved  Mar.  2,  1929,  ch.  483;  45  Stat. 
1461). 

C.  Federal  Specifications  Section.  1.  The 
Director,  Bureau  of  Federal  Supply  will 
cause  to  be  prepared  purchase  speclficatlong 
for  supplies  used  by  the  several  Executive 
Departments,  with  due  regard  to  available 
commercial  types,  grades  and  sizes. 

2.  The  head  of  each  Executive  Department 
win  be  requested  to  designate  a  representa- 
tive of  his  Department  to  advise  with  the 
Director,  Bureau  of  Federal  Supply  in  the 
preparation  and  revision  of  such  specifica- 
tions. 

3.  The  specifications  that  are  approved  by 
the  Director,  Bureau  of  Federal  Supply  will 
be  known  as  "Federal  Speclflcations."  and 
after  promulgation  shall  be  binding  upon 
and  govern  all  Executive  Departments  ex- 
cept as  noted  in  paragraph  4. 

4.  If  any  executive  department  finds  that 
for  administrative  reasons  a  Federal  specifi- 
cation cannot  be  used  to  meet  Its  particular 
or  essential  needs.  It  Is  authorized  to  use  Its 
own  purchase  specification,  but  such  specifi- 
cation shall  Include  all  applicable  provisions 
of  the  Federal  specification,  and  in  those 
cases  where  the  purchase  exceeds  $1,000  a 
report  shall  be  made  to  the  Bureau  of  Fed- 
eral Supply  showing  the  necessity  for  de- 
viation from  the  Federal  specification. 

D.  Contracts.  1.  The  Director,  Bureau  of 
Federal  Supply  shall: 

(a)  Determine  general  policies  pertaining 
to  contract  procedure. 

(b)  Standardize,  wherever  deemed  advis- 
able, the  forms  used  In  executing  contracts. 

(c)  Act  upon  requests  of  Executive  De- 
partments to  deviate  from  the  standard 
forms. 

2.  The  head  of  each  Executive  department 
will  be  requested  to  designate  a  representa- 
tive of  his  department  to  advise  with  the 
Director,  Bureau  of  Federal  Supply  with  ref- 
erence to  the  above  matters. 

3.  The  forms  so  standardized  shall,  after 
approval  by  the  Secretary  of  the  Treasury, 
be  used  by  all  Executive  Departments,  ex- 
cept where  deviations  have  been  authorized 
by  the  Director,  Bureau  of  Federal  Supply 
with  the  approval  of  the  Secretary  of  the 
Treasury:  Provided,  That  the  Director,  Bu- 
reau of  Federal  Supply  may  authorize,  with- 
out the  approval  of  the  Secretary  of  the 
Treasury,  deviations  from  the  forms  so  stand- 
ardized In  any  case  involving  not  In  excess  of 
»5,000. 
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K.  Traffic  Section.  1.  The  Director.  Bureau 
of  Federal  Supply  shall  coordinate  the  Gov- 
ernments  freight,  express,  and  other  traffic 
activities  within  the  continental  llmlta  of 
the  United  States. 

2.  He  will  haildle  matters  pertaining  to 
(1)  special  arrangements  or  special  rate  agree- 
ments applicable  to  the  transportation  of 
Government  property:  (2)  freight  classifica- 
tion: (3)  switching,  lighterage,  or  other  ter- 
minal charges  and  facilities;  (4)  railway  track 
facilities;  (6)  demurrage  and  storage  charges; 
provided,  however.  That  any  of  the  above 
matters  may  be  delegated  to  the  Government 
activity  concerned. 

8.  He  will  prepare  and  file  with  the  Inter- 
state Commerce  Commission.  State  commis- 
sions, or  public  service  boards,  formal  or  In- 
formal complaints  affecting  the  transporta- 
tion of  Government  property  when  such  ac- 
tion Is  necessary. 

4.  The  Director.  Biireau  of  Federal  Supply 
will  maintain  adequate  tariff  flies  and  fur- 
nish Information  as  to  commercial  and  spe- 
cial rates  to  executive  departments.  Files  of 
freight  tarlfis  In  offices  securing  rates  from 
the  Director,  Bureau  of  Federal  Supply  will 
at  all  times  be  restricted  to  the  minimum 
required  for  their  efficient  operation. 

5.  Executive  departments  shall  furnish 
■uch  Information  as  may  be  desired  regard- 
ing their  traffic  activities. 

6.  Every  shipment  of  supplies  consisting 
of  two  carloads  or  more  movmg  under  a  Gov- 
ernment bill  of  lading  from  one  point  of 
origin  to  one  destination  will  be  covered  by 
•  routing  order  Issued  by  the  Director.  Bu- 
reau of  Federal  Supply,  provided,  however. 
That  under  waiver  by  him,  the  activity  des- 
ignated therein  may  route  such  shipments 
but  shall  lurnUh  copies  of  the  routings  to 
the  central  traffic  agency.  Shipments  of 
less  than  two  carloads  may  be  routed  by  the 
activity  concerned.  All  routings  other  than 
those  supplied  by  the  Director,  Bureau  of 
Federal  Supply,  which  have  effected  econo- 
mies over  regular  rates  and  routings  shall  be 
promptly  reported  to  him. 

7.  Request  for  routing  instructions  shall 
be  made  on  the  prescribed  form  sufficiently 
In  advance  of  the  proposed  movement  to  per- 
mit examination  of  tariffs  and  determination 
,  of  routes  available  without  delaying  the  ship- 
ment. Routing  order  numbers  shall  always 
be  noted  on  the  bills  of  lading.  Emergency 
shipments  may  be  made  without  securing 
routing  instructions  from  the  Director,  Bu- 
reau of  Federal  Supply,  but  a  report  shall  be 
made  promptly  of  the  complete  routing  and 
circumstances  of  each  case. 

F.  Real  Estate  Section. 
Note  :  The  functions  to  which  this  section 

pertains  were  transferred  to  the  Federal 
Works  Agency,  effective  July  1,  1939,  pxxrsu- 
ant  to  the  Reorganization  Act  of  1939.  (53 
8tat.  561.  813.  1426) 

G.  Surplus  and  Seized  Property  Section. 
1.  The  Bureau  of  Federal  Supply  will  coor- 
dinate and  supervise  the  disposition  of: 

(a)  Surplus  personal  property  of  Execu- 
tive agencies; 

(b)  Property  seized  by  the  Government 
when  turned  over  to  the  Bureau  by  compe- 
tent authority. 

2.  Surplus  personal  property  located  with- 
in the  District  of  Columbia  will  be  disposed 
of  in  accordance  with  the  Act  approved  De- 
cember 20.  1928  (45  Stat.  1030;  40  U.  8.  C. 
aila). 

3.  Surplus  personal  property  located  out- 
side the  District  of  Columbia  will  be  disposed 
of  as  follows: 

(a)  Executive  agencies  shall  make  such  re- 
ports of  surplus  personal  property  as  the 
Bureau  of  Federal  Supply  may  direct.  The 
Bureau  may  select  from  such  reports  any 
property  for  handling  through  the  General 
Supply  Fund.  The  Bureau  may  take  custody 
of   any  surplus  personal   property  reported. 
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Surplus  personal  property  not  required  to  be 
reported  will  be  disposed  of  by  ths  holding 
agency. 

(b)  The  Bureau  of  Federal  Supply  shall 
charge  for  surplus  personal  property  handled 
through  the  General  Supply  Fund  the  fair 
value  thereof  as  determined  by  the  Bureau. 

(c)  Lists  of  the  remaining  surplus  personal 
property  reported  will  be  made  available  at 
such  locations  and  for  such  periods  as  the 
Bureau  of  Federal  Supply  shall  prescribe,  for 
inspection  by  representatives  of  the  agencies. 
The  Bureau  of  Federal  Supply  may  direct  the 
transfer  by  the  holding  agency  of  any  prop- 
erty on  such  lists  to  any  other  agency  as  need 
therefor  may  arise.  Transfer  of  such  prop- 
erty shall  be  without  exchange  of  funds  un- 
less otherwise  required  by  law.  Property  on 
such  lists  not  desired  for  transfer  within  the 
period  during  which  such  lUts  remain  availa- 
ble win  be  cleared  by  the  Bureau  of  Federal 
Supply  for  dUposltlon  by  the  holding  agency. 

(d)  Functions  of  the  Bureau  of  Federal 
Supply  hereunder  may  be  exercised  directly 
or  through  one  or  more  Executive  agencies 
designated  by  the  Director,  Bureau  of  Federal 
Supply. 

[Directors  Order  731 

Under  and  by  virtue  of  the  authority 
vested  In  me  by  Executive  Order  No.  6166  of 
June  10  1933.  and  In  order  to  reduce  govern- 
ment expenditures,  increase  the  efficiency 
of  government  operations,  and  eliminate 
overlapping  and  duplication  of  effort,  I  here- 
by prescribe  the  following  regulations: 

1.  As  used  herein: 

(a)  The  term  "agency"  means  any  com- 
mission, independent  establishment,  board, 
bureau,  division,  service  or  office  in  the  execu- 
tive branch  of  the  Government,  except  the 
War  and  Navy  DepartmenU  and  the  Marine 

Corps. 

(b)  The  term  "supplies"  means  all  tan- 
gible personal  property  Including,  but  not 
limited  to.  materials,  supplies,  articles,  facul- 
ties,  improvements,  machinery,  equipment. 

and  stores.  , 

(c)  The  words  "procurement  of  supplies 
and  "procurement"  include  aU  functions  re- 
lating to  or  associated  with   the   purchase, 
rental,  warehousing,  distribution,  and  trans- 
portation of  supplies,  and  services  incidental 

thereto.  _,  _ 

2.  The  Procurement  Division.  Treasury  De- 
partment, shall  hereafter  undertake  the  per- 
formance of  procurement  of  all  supplies  for 
use  either  at  the  seat  of  government  or  in 
the  field  for  all  exUtlng  government  agencies 
and  such  agencies  hereafter  created:  Pro- 
vided. That  any  agency  may  perform  such 
procurement  Itself  to  the  extent  permitted 
by  the  Director  of  Procurement,  until  such 
dates  as  the  Director  may  designate  with 
respect  to  specific  agencies,  specific  kinds  of 
procurement  or  specific  supplies. 

3.  The  offices  of  the  Procurement  Division 
now  existing  In  the  several  states  shall  form 
the  nucleus  for  the  field  activities  of  a  gen- 
eral procurement  service. 

4.  All  records  and  property  pertaining  to. 
or  utilized  In,  the  procurement  of  supplies 
by  any  agency,  and  all  personnel  engaged  in 
the  procurement  of  supplies  for  any  agency, 
are  hereby  transferred  to  the  Procurement 
Division,  such  Uansfer  to  be  effective  upon 
such  dates  as  the  Director  of  Procurement 
may  prescribe  with  respect  to  specific  agen- 
cies, specific  kinds  of  procurement,  or 
specific  supplies.  Such  part  of  the  unex- 
pended balances  of  appropriations  or  funds, 
available  to  any  agency  for  personal  services 
and  other  expenses,  in  connection  with  the 
procurement  of  supplies  which  the  Secretary 
of  the  Trevsury,  with  the  approval  of  the 
Director  of  the  Bureau  of  the  Budget,  shall 
transfer  to  the  Procurement  Division  pur- 
suant to  Treasury  Department  Appropria- 
tion Act  of  1940  (Pub.  65— 76th  Congress, 
First  Session)  and  any  other  law  authorizing 


such  transfer,  shall  be  available  for  the  use 
of  the  Procurement  Division  in  performing 
the  functioril  of  procurement  undertaken 
pursuant  to  this  order. 

5.  The  Director  of  Procurement  may.  with 
the  approval  of  the  Secretary  of  the  Treasury, 
issue  such  regulations  and  instructions  as 
may  be  necessary  to  make  the  provisions  or 
this  order  effective. 

6.  The  provisions  of  this  order  shall  net 
apply  to  the  War  and  Navy  Departments  and 
the  Marine  Corps. 

7.  The  regulations  governing  the  operation 
of  the  Branch  of  Supply.  Procurement  Divi- 
sion, approved  by  the  President  April  12, 1935. 
are  hereby  superseded  to  the  extent  that  they 
are  Inconsistent  with  the  provisions  of  this 
order. 

C.  J.  PlOPUB, 
Director  of  Procurement. 

JUKS^,  1939. 
Approved:  June  1,  1939. 

H.   MOKCENTHATT.   Jr.. 

Secretary  of  the  Treasury. 
Approved:  June  10,  1939. 

FaANKLIM   D.  ROOfiXVlLT, 

The  White  House. 

|F.    R.    Doc.    49-392;    Filed.    Jan.    14,    1949; 
8:54  a.  m.] 


DEPARTMENT  OF  THE  INTERIOR 
Bur«au  of  Land  Management 

Alaska 

noticl  for  filing  objections  to  partial 
revocation  of  executive  order  nos. 
7448  of  september  12.  1936,  2242  of 
august  31,  1915,  2437  of  august  9.  1916 
and  2728  of  october  8,  1917,  and  re- 
withdrawtng  a  portion  of  released 
land  for  the  use  of  department  of  army 
and  remainder  for  the  use  of  alasie\ 
railroad  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior, 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior. 
Washington  25.  D.  C.   In  case  any  objec- 
tion Is  filed  and  the  nature  of  the  opposi- 
tion Is  such  as  to  warrant  It.  a  public 
hearing  will  be  held  at  a  convenient  time 
and    place,   which   will   be   announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  cf 
the  order  can  explain  its  purpose.  Intent, 
and  extent.     Should  any  objection  be 
filed,  whether  or  not  a  hearing  Is  held, 
notice  of  the  determination  by  the  Secre- 
tary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  Interested  parties  of  record 
and  the  general  public. 

WiLLUM  E.  Warne. 
Assistant  Secretary  of  the  Interior. 

January  7.  1949. 

IP.   R.    Doc.    49-358;    Filed.    Jan.    14.    1949; 
8:47  a.  m.] 


'See  Title  43.  Chapter  I,  Appendix,  Public 
Land  Order  546,  »upra. 


Saturday,  January  15,  1949 
CIVIL  AERONAUTICS  BOARD 

I  Docket  No.  2864] 
Chicago  and  Southern  Air  Lines,  Inc. 

kOTICE    OF    hearing 

In  the  matter  of  the  application  of 
Chicago  and  Southern  Air  Ldnes.  Inc.. 
under  section  401  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended,  for  amendment 
of  its  certificate  for  its  foreign  route  so 
as  to  add  Chicago.  111.,  as  a  coterminal 
point. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  sections  401  and  1001  of 
said  act,  that  the  above-entitled  proceed- 
ing is  assigned  for  hearing  on  Tuesday. 
February  1,  1949,  at  10:00  a.  m.  (e.  s.  t.) 
in  Room  2015,  Temporary  Building  No.  5, 
Sixteenth  Street  and  Constitution  Ave- 
nue NW..  Washington.  D.  C,  before  Ex- 
aminer Curtis  C.  Henderson. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  the  parties  to  this  pro- 
ceeding, particular  attention  will  be  di- 
rected to  the  following  matters  and  ques- 
tions : 

1.  Whether  the  proposed  service  is  re- 
quired by  the  public  convenience  and 
necessity. 

2.  Whether  the  applicant  is  a  citizen 
of  the  United  States  and  is  fit,  willing, 
and  able  to  perform  the  service  for  which 
it  is  applying  and  to  conform  to  the  pro- 
visions of  the  act  and  the  rules,  regula- 
tions, and  requirements  of  the  Board 
promulgated  thereunder. 

Notice  is  further  given  that  any  per- 
son desiring  to  be  heard  in  opposition  to 
the  above  application  must  file  with  the 
Board  on  or  before  February  1,  1949,  a 
statement  setting  forth  the  issues  of  fact 
or  law  which  he  desires  to  controvert. 

For  further  details  of  the  service  pro- 
posed and  authorization  requested,  in- 
terested parties  are  referred  to  the  ap- 
plication on  file  with  the  Civil  Aeronau- 
tics Board. 

I>atpd  at  Washington.  D.  C.  January 
11,  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan. 

Secretary. 

(P.    R.    Doc.    49-351;    Filed.    Jan.    14.    1949 
8:46  a.  m.j 


(Docket  No.  3264] 

Pan  American  Airways;  Saudi  Arabian 
Investigation 

NOTICE  of  hearing 

In  the  matter  of  the  investigation  to 
determine  whether  Pan  American  Air- 
ways, Inc.,  in  the  conduct  of  its  opera- 
tions between  the  United  States  and 
Saudi  Arabia.  Is  in  violation  of  any  pro- 
vision or  provisions  of  the  Civil  Aeronau- 
tics Act. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeroaautics  Act  of  1938,  as  amend- 
ed, that  hearing  In  the  above-indicated 
proceeding  is  assigned  to  be  held  on  Jan- 
uary 24,  1949.  at  10:00  a.  m.  <e.  s.  t.)  In 
Room  2015.  Temporary  Building  No.  5. 


FEDERAL  REGISTER 

Sixteenth  Street  and  Constitution  Ave- 
nue NW.,  Washington.  D.  C,  before 
Examiner  Ralph  L.  Wiser. 

This  proceeding  is  an  Investigation  in- 
stituted by  the  Board  on  July  27.  1948, 
acting  pursuant  to  a  complaint  filed  by 
Transcontinental  &  Western  Air.  Inc., 
and  upon  the  Board's  own  Initiative. 
For  further  details  of  the  matters  in- 
volved in  this  proceeding.  Interested  per- 
sons are  referred  to  Order  Serial  No. 
E-1821  issued  by  the  Civil  Aeronautics 
Board  on  July  27,  1948,  and  to  the  Exam- 
iner's prehearing  conference  report  and 
other  papers  filed  in  the  docket  of  this 
proceeding. 

Without  limiting  the  scope  of  the  issues 
presented  by  this  proceeding,  particular 
attention  will  be  directed  to  the  following 
matters  and  questions: 

(1>  Has  Pan  American  violated,  or  is 
It  violating,  any  provision  or  provisions 
of  the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  .sections  401  (a) 
403.  404  (b),  and  411  thereof,  in  the  con- 
duct of  its  operations  between  the  United 
States  and  Saudi  Arabia? 

(2>  If  any  such  violations  are  estab- 
lished, should  the  Board  issue  an  order  to 
cease  and  desist  or  other  order  to  compel 
compliance  with  applicable  provisions  of 
the  act? 

Notice  Is  further  given  that  any  per- 
son, other  tljan  the  parties  of  record, 
desiring  to  be  heard  in  this  proceeding 
shall  file  with  the  Board  on  or  before 
January  24,  1949.  a  statement  setting 
forth  the  issues  of  fact  and  law  raised  by 
this  proceeding  which  he  desires  to  con- 
trovert. 

Dated  at  Washington,  D.  C.  January 
11.  1949. 

By  the  Civil  Aeronautics  Board. 
[SEAL]  M.  C.  Mulligan. 

Secretary. 
IF.    R.    Doc.    49-352;    Piled.    Jan.    14,    1949 
8:46  a.  m. J 


[Docket  No  3426) 
MiD-CONTINENT  AIRLINES.   InC.   ET  KL.', 

Through  Service  Proceeding 
notice  of  hearing 

In  the  matter  of  a  proceeding  to  de- 
termine whether  the  public  convenience 
and  necessity  require  the  establishment 
of  through  air  transportation  ervice  by 
Interchange  arrangements  or  otherwise 
between  Mid-Continent  Airlines,  Inc.. 
and  Eastern  Air  Lines,  Inc.,  at  St.  Louis' 
Mo.,  or  between  Mid-Continen*^  Airlines' 
Inc..  Chicago  an  J  Southern  Airlines,  Inc.,' 
and  Eastern  Air  Lines,  Inc..  or  Delta  Air 
Lines.  Inc.,  at  Memphis,  Tenn.,  and  be- 
tween Branifl  Airways.  Inc.,  and  East- 
ern Air  Lines,  Inc..  or  Delta  Air  Lines. 
Inc.,  at  Memphis,  Tenn. 

For  further  details  of  the  matters  In- 
volved in  this  proceeding,  parties  are 
referred  to  the  Board  Order  Instituting 
this  proceeding.  Serial  No.  E-1814  dated 
July  23,  1948.  and  the  Prehearing  Con- 
ference Report  dated  October  7.  1948,  on 
file  with  the  Civil  Aeronautics  Board. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
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ed,  particularly  sections  401,  1001,  and 
1002  of  said  act,  that  the  hearing  In  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  February  9.  1949,  at  10:00 
a.  m.  eastern  standard  time-  in  Con- 
ference Room  C,  Departmental  Audi- 
torium, Fourteenth  Street  and  Constitu- 
tion Avenue  NW..  \  ashington,  D.  C.  be- 
fore Examiner  Warren  E.  Baker. 

Without  limiting  the  scope  of  the 
hearing,  particular  attention  will  be  di- 
rected to  the  folU)wing  matters  and  ques- 
tions : 

1.  Whether  one  or  more  of  the  through 
services  set  forth  In  the  Board  order  in- 
stituting this  proceeding  is  required  by 
the  public  convenience  and  necessity. 

2.  If  the  public  convenience  and  neces- 
sity require  through  service,  which  car- 
riers should  be  selected  to  perform  the 
operations  and  under  what  terms  and 
conditions? 

3.  If  the  public  convenience  and  ne- 
cessity require  operation  of  one  or  more 
through  services  by  carriers  involved  in 
this  proceeding,  should  the  Board  order 
or  direct,  pursuant  to  section  1002  (I)  of 
the  act,  the  establishment  of  the  through 
service  or  services? 

Notice  is  further  given  that  any  per- 
son other  than  the  parties  and  interven- 
ers of  record  as  of  this  date,  desiring  to 
be  heard  in  this  proceeding  may  file  with 
the  Board  on  or  before  February  9.  1949. 
a  statement  setting  forth  the  issues  of 
fact  and  law  raised  by  this  proceeding 
which  he  desires  to  controvert  and  such 
person  may  appear  and  participate  in 
the  hearing  in  accordance  with  §  285.6 
fa)  of  the  rules  of  practice  under  Title 
IV  of  the  Civil  Aeronautics  Act  of  1938. 
as  amended. 

Dated  at  Washington.  D.  C,  January 
12.  1949. 

By  the  Civil  Aeronautics  Board. 

tsEAL]  M.  C.  Mulligan. 

Secretary. 

IF.    R.    Doc.    49-375;    Filed,    Jan.    14,    1949; 
8:51  a.  m.J 


(Docket  No.  SA-181J 

Accident  at  Seattle,  Wash. 
notice  OF  hearing 

In  the  matter  of  Investigation  of  ac- 
cident involving  aircraft  of  United  States 
Registry  NC-79025  which  occurred  at 
Seattle.  Washington,  on  January  2.  1948. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act.  In  the  above-entitled  proceeding  that 
hearing  is  hereby  a.ssigned  to  be  held  on 
Tuesday,  January  18.  1949,  at  8:30  a.  m. 
•  local  lime)  in  the  Federal  Courthouse. 
5th  and  Madison  Streets,  Seattle.  Wash- 
ington. 

Dated  at  Washington,  D.  C,  January 
11,  1949. 

[seal]  Russell  A.  Potter. 

Chief.  Hearing  Section, 
Bureau  of  Safety  Investigation. 

IF.    R.    Doc.    49-353;    Filed,    Jan.    14,    1949; 
8:46  a.  m.J 


Saturday,  January  15,  1949 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  9208 1 

CoNNEcncxrr  Radio  Foundation,  Inc. 
(WELI) 

ORDER  DESIGNATING  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Connecticut  Radio 
Foundation.  Inc.  (WELD,  New  Haven. 
Connecticut.  Docket  No.  9208.  Pile  No. 
BP-6825;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  7th  day  of  Jan- 
uary 1949: 

The  Commission  having  under  consid- 
eration the  above-entitled  application  re- 
questing a  permit  to  increase  daytime 
power  of  Station  WEU.  New  Haven.  Con- 
necticut from  1  kilowatt  to  5  kilowatts 
and  to  install  a  new  transmitter 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
be  and  it  is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designated 
by  subsequent  order  of  the  Commission, 
upon  the  following  Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  station  WELI  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2  To  determine  whether  the  operation 
of  station  WELI  as  proposed  would  In- 
volve objectionable  Interference  with  sta- 
tions WAAT.  Newark,  New  Jersey  and 
WBOC  Salisbury.  Maryland  or  with  any 
other  existing  broadcast  stations  and.  If 
so  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

3  To  determine  whether  the  operation 
of  station  WELI  as  proposed  would  in- 
volve objectionable  Interference  with  the 
services  proposed  In  any  other  pendmg 
Applications  for  broadcast  facilities  and. 
if  60  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  station  WELI  as 
proposed  would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

It  is  further  ordered.  That  Bremer 
Broadcasting  Corporation,  licensee  of 
Station  WAAT.  Newark,  New  Jersey,  and 
Peninsula  Broadcasting  Company,  li- 
censee of  Station  WBOC.  Salisbury. 
Maryland,  be  and  they  are  hereby,  made 
parties  to  the  proceeding. 

Federal  Communications 
Commission, 

ISEAL]        T.  J.  Slowie. 

Secretary. 


NOTICES 

(Docket  No.  9309] 

Palmetto  Broadcasting  Co. 

order  designating  application  ro« 
hearing  on  stated  issues 

In  re  application  of  M.  L.  Pew  and  E.  G. 
Robinson.  Jr..  d  b  as  Palmetto  Broad- 
casting Co.,  Klngstree.  South  Carolina. 
Docket  No.  9209.  Pile  No.  BP-6839;  lor 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  in 
Washington.  D.  C.  on  the  7th  day  of 
January  1949; 

The  Commission  having  under  con.sld- 
eration  the  alxjve-entltled  application 
requesting  a  permit  for  the  construction 
of  a  new  standard  broadcast  station  to 
operate  on  the  frequency  of  1220  kilo- 
cycles, with  a  power  of  1000  watts,  day- 
time only,  at  Klngstree,  South  Carolina 
and  also  having  under  consideration  a 
petition  filed  by  Florence  Broadcasting 
Company.  Inc..  licensee  of  Station 
WOLS,  Florence.  South  Carolina,  that 
the  above-entitled  application  be  desig- 
nated for  hearing  and  that  petitioner  be 
made  a  party  thereto ; 

It  is  ordered.  That  the  said  petition  of 
Florence  Broadcasting  Company.  Inc., 
be,  and  it  Is  hereby,  granted:  and  that, 
pursuant  to  section  309  (a)  of  the  Com- 
munications Act  of  1934.  as  amended,  the 
said  application  of  Palmetto  Broadcast- 
ing Company  be.  and  it  Is  hereby,  desig- 
nated for  hearing  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission  upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  Interference  with  station 
WOLS,  Florence.  South  Carolina  or  with 
any  other  existing  broadcast  stations 
and.  if  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and .  the  availability  of  other 
broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

It  is  further  ordered.  That.  Florence 
Broadcasting  Company,  Inc.,  licensee  of 
Station  WOLS.  Florence.  South  Carolina, 
be.  and  it  is  hereby,  made  a  party  to  the 
proceeding. 

Federal  Communications 
Commission, 
[SEAL]       T.  J.  Slowie. 

Secretary. 


[Docket  No.  91631 
Station  WIBS 

ORDER  scheduling  HEARING 

In  the  matter  of  revocation  of  license 
of  Station  WIBS.  Santurce.  Puerto  Rico, 
Docket  No.  9162. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices 
in  Washington,  D.  C,  on  the  6th  day  ol 
January  1949: 

It  is  ordered.  That  Commissioner  Paul 
A.  Walker  is  assigned  to  preside  at  the 
hearing  in  the  above  entitled  matter 
scheduled  for  10  00  a.  m.,  Thursday.  Feb- 
ruary 24.  1949.  at  Santurce,  Puerto  Rico. 

It  is  further  ordered.  That  Commis- 
sioner Paul  A.  Walker  is  directed  to  pre- 
pare and  Issue  an  Initial  decision  In  the 
above  entitled  proceeding. 

Notice  Is  hereby  given  that  S  1  857  of 
the  Comml.s.slons  rules  and  regulations 
is  applicable  to  this  proceeding. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49  365;    Filed,    Jan.    14.    1940; 
8:50  a.  ml 


[Docket  No.  8688] 

Portorican  American  Broadcasting  Co  , 
Inc.  (WPAB) 

order  continuing  hearing 

In  re  application  of  Portorican  Ameri- 
can Broadcasting  Company.  Inc. 
(WPAB' ,  Ponce,  Puerto  Rico.  Docket  No. 
8688.  File  No.  BR-1082;  for  renewal  of 
license. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices 
in  Washington.  D.  C.  on  the  6th  day  of 
January  1949; 

It  is  ordered,  That  Commissioner  Paul 
A.  Walker  Is  assigned  to  preside  at  the 
hearing  In  the  al>ove  entitled  matter 
in  lieu  of  J.  Fred  Johnson.  Jr..  and 

It  is  further  ordered.  That  Commis- 
sioner Paul  A.  Walker  ts  directed  to  pre- 
pare and  Issue  an  initial  decision  in  the 
above  entitled  proceeding;  and 

It  is  further  ordered.  That  the  hearing 
presently  scheduled  for  January  10. 
1949,  at  Ponce,  Puerto  Rico.  be.  and  it  is 
hereby,  continued  to  2:00  p.  m..  Monday, 
February  21.  1949. 

Notice  Is  hereby  given  that  5  1-857  of 
the  Commission  s  rules  and  regulations 
is  applicable  to  this  proceeding. 

Federal  Communications 
Commission. 
[seal!         T.  J.  Slowie. 

Secretary. 

(F.    R.    Doc.    49-366;    Filed,    Jan.    14,    1949; 
8:50  a.  ml 


[F.    R     Dec.    49  3€3;    Filed.    Jan.    14.    1949; 
8:50  a.  m.) 


[P.    R.    Doc.    49-364;    Filed,    Jan.    14,    1949; 
8:50  a.  m.] 


(Docket  No.  9207) 
NiED  AND  Stevens,  Inc..  and  Tribune  Co. 

ORDER    designating    APPLICATION    FOR 
HEARING   ON   STATED   ISSUES 

In  the  matter  of  Perry  H.  Stevens, 
Prank  T.  Nled.  Lucy  S.  Stevens  and  Eve- 
lyn A.  Nled.  (transferors),  the  Tribune 


•Saturday,  January  15,  1949 

Company,  (transferee).  File  No.  BTC- 
674.  Docket  No.  9207;  for  transfer  of  con- 
trol of  Nled  and  Stevens.  Inc..  licensee 
of  Stations  WRRN  and  WRRN-FM,  War- 
ren, Ohio. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C,  on  the  7th  day  of  Jan- 
uary 1949; 

The  Commission  having  under  consid- 
eration the  above  entitled  apUcatlon  for 
transfer  of  control  of  Nled  and  Stevens, 
Inc..  licensee  of  stations  WRRN  and 
WRRN-FM.  Warren,  Ohio,  from  Perry 
H.  Stevens.  Frank  T.  Nled,  Lucy  S.  Stev- 
ens and  E\elyn  A.  Nled  to  the  Tribune 
Company  and  not  being  satisfied  that 
It  is  In  possession  of  full  Information  re- 
lating to  the  above  transfer,  as  it  is  en- 
titled to  be; 

It  is  ordered.  That  pursuant  to  section 
310  (b)  of  the  Communications  Act  of 
1934,  as  amended,  the  above  entitled  ap- 
plication be.  and  it  is  hereby  designated 
for  hearing  at  a  time  and  place  to  be  des- 
ignated by  subsequent  order  of  the  Com- 
mission, upon  the  following  Issues; 

1.  To  determine  whether  the  proposed 
transferee  is  legally,  financially  and 
otherwise  qualified  to  own  and  control 
and  to  oi>erate  stations  WRRN  and 
WRRN-FM.  Warren,  Ohio. 

2.  To  secure  full  information  as  to  the 
plans  of  the  proposed  transferee  for  staff- 
ing the  station.  Its  plans  with  respect  to 
the  station's  programming  and  all  other 
plans  or  arrangements  for  the  operation 
of  the  station. 

3.  To  determine  whether  control  of  the 
llcen.see  of  stations  WRRN  and  WRRN- 
FM.  Warren.  Ohio,  or  the  rights  and  re- 
sponsibilities Incident  to  such  control, 
have  been  transferred,  assigned  or  dis- 
posed of.  directly  or  Indirectly,  without 
ttie  consent  of  the  Commission,  and  in 
contravention  of  the  provisions  of  the 
Communications  Act  of  1934.  as  amended, 
and  more  particularly  section  310  (b) 
thereof. 

4.  To  determine  whether.  In  the  light 
of  the  evidence  adduced  under  the  fore- 
going Issues,  a  grant  of  the  above  appli- 
cation for  consent  to  transfer  of  control 
of  the  licensee  of  stations  WRRN  and 
WRRN-FM  would  be  in  the  public  in- 
terest. 

federal  communications 
Commission, 

J  SEAL]  T.  J.   SLOWIE. 

Secretary. 

|F.    R.    Doc.    49-367;    Filed.    Jan.    14,    1949; 
8:50  a.  m.J 


(Docket  No8.  6805.  7977,  8069) 

BOOTH  Radio  Stations,  Inc.,  et  al. 

ORDER  SCHEDULING  ORAL  ARGUMENT 

In  re  applications  of  Booth  Radio  Sta- 
tions. Inc.,  Saginaw.  Michigan.  Docket 
No.  6805.  File  No.  BP-4088:  Federated 
Publications.  Inc..  Lansing,  Michigan. 
Docket  No.  7977.  File  No.  BP-5385:  Sagi- 
naw Broadcasting,  Company  (WSAM) 
Saginaw.  Michigan.  Docket  No.  8069,  Pile 
No.  BP-5578;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 


FEDERAL  REGISTER 

Washington.  D.  C,  on  the  7th  day  of 
January  1949; 

The  Commission  having  under  con- 
sideration the  following  pleadings  filed 
by  Saginaw  Broadcasting  Company 
(WSAM)  In  the  above-entitled  proceed- 
ing; (a)  a  petition  to  reopen  the  record; 
(b)  exceptions  to  the  proposed  decision 
and  memorandum  brief  in  support  of  ex- 
ceptions which  includes  (D  a  petition 
to  set  aside  the  proposed  decision;  (2) 
petition  for  prompt  action  on  the  peti- 
tion to  reopen  the  record;  (3)  supple- 
mental petition  to  reopen  the  record:  and 
(4)  a  request  for  oral  argument;  and  (c) 
a  request  to  correct  exceptions  to  the 
proposed  decision  and  a  memorandum 
brief  In  support  of  the  exceptions:  and 
the  answer  to  the  exceptions  of  Saginaw 
Broadca.sting  Company  (WSAM)  filed  by 
Booth  Radio  Stations.  Inc.;  ana 

It  appearing,  that  the  Issues  raised  in 
the  foregoing  petitions  can  best  be  dis- 
posed of  after  affording  petitioner  an 
oral  argument  before  the  Commission 
en  banc  on  said  Issues  and  that  said 
petitions  should  be  designated  for  oral 
argument  together  with  exceptions  filed 
In  the  above  proceeding; 

It  is  ordered.  That  oral  argument  on 
the  exceptions  filed  in  the  above  proceed- 
ing be.  and  it  is  hereby,  scheduled  for 
February  4.  1949.  at  10:00  a.  m.  before 
the  Commission  en  banc;  and 

It  is  further  ordered.  That  the  above- 
mentioned  petitions  filed  In  this  proceed- 
ing by  Saglraw  Broadcasting  Cornpany 
(WSAM».   Saginaw,  Michigan,  be,   and 
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they  are  hereby,  scheduled  for  oral  argu- 
ment on  February  4,  1949.  at  10:00  a.  m. 
before  the  Commission  en  banc  together 
with  the  exceptions  filed  in  this  pro- 
ceeding and  that  the  parties  be,  and  they 
are  hereby,  afforded  an  opportunity  to 
address  themselves  not  only  to  the  pro- 
posed decision  and  the  exceptions  filed, 
but  to  the  issues  raised  in  the  ^oregoing 
petitions. 

FEDERAL  Communications 
•      Commission. 

[seal]  T.  J.   SLOWIE, 

Secretary. 

[F.    R.    Doc.    49-368;    Filed,    Jan.    14,    1949; 
8:50  a.  m.] 


[Change  List  1031 

Mexican  Broadcast  Stations 

list  or  changes,  proposed  chances  and 
corrections  in  assignments 

December  3.  1948. 

Notifications  under  the  provisions  of 
Part  III.  section  2  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Mexican 
broadcast  stations  modifying  appendix 
containing  assignments  of  Mexican 
Broadcast  Stations  (Mimeograph  No. 
47214-6)  attached  to  the  recommenda- 
tions of  the  North  American  Regional 
Broadcasting  agreement  engineering 
meeting.  January  30,  1941. 


Met  ICO 

Call  letters 

location 

Power 

Time  <1A- 

iKnatioii 

Class 

rrol«l.le 

•laic  U) 

coiiinipiipp 

o|xTation 

.Can  l.uU  I'otosi.  San  Luis 

I'otosi. 
Acapulco.  r.uorroro 

540  kilrM-vclps  (assiimment  of 

(■8lll'-tt<TS>. 

(i(Ht  kiliM\cl<'s  I  kw 

1010   kil.ityclcs   (delete   as- 
sipinient). 

XKW  A 

N>w 

New 

U 

III-B 

May  1.  1019 

[seal] 


Federal  Communications  Commission, 
T.  J.  Slowie. 

Secretary. 

IF.  R.  Doc.  49-369;  Filed.  Jan.  14.  1949;  8:50  a.  m.] 


[Docket  No.  89901 

RCA  Communications.  Inc. 

ORDER  postponing  HEARING 

la  the  matter  of  RCA  Communica- 
tions. Inc..  Docket  No.  8990;  applications 
for  modification  of  licenses  to  add  Tel 
Aviv.  Israel,  as  a  point  of  communica- 
tion. 

The  Commission,  having  under  con- 
sideration its  order,  dated  May  12.  1948, 
designating  the  above-entitled  applica- 
tions for  hearing;  and  also  having  under 
consideration  Its  order,  dated  December 
3,  1948.  postponing  the  commencement 
of  the  hearing  herein  to  February  14, 
1949; 

It  appearing,  that  other  matters  pend- 
ing before  the  Commission  may  require 
the  attendance  of  the  Presiding  Officer 
on  and  about  February  14,  1949; 


It  further  appearing,  that  RCA  Com- 
munications. Inc.,  the  only  party  to  the 
proceeding  herein,  has  Informally  ad- 
vised the  Commission  that  it  has  no  ob- 
jection to  a  postponement  of  the  hear- 
ing herein,  and  that  a  postponement 
of  30  to  60  days  would.  In  fact,  be  a 
convenience  to  it; 

It  is  ordered,  This  14th  day  of  Janu- 
ary 1949  that  the  hearing  herein,  now 
scheduled  to  commence  on  February  14. 
1949,  is  postponed  to  March  28.  1949.  at 
the  same  time  and  place  as  heretofore 
designated. 

Federal  Communications 
Commlssion. 
[seal]         T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49-370;    Filed,    Jan.    14,    1949; 
8:51  a.  m.] 
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[Docket  No«.  8934,  91M1 

Radio  Anthracite.  Inc.  (WHWL>.  and 
Wyoming  Valley  Broadcasting  Co. 
(WILK) 

ORDER  CONTnrciNG  HEARING 

In  re  applications  of  Radio  Anthra- 
cite, Incorporated  (WHWL>.  Nanticoke, 
Pennsylvania.  Docket  No.  8934.  Pile  No. 
BP-6616;  Wyoming  Valley  Broadcasting 
Company  (WILK».  Wilkes-Barre.  Penn- 
sylvania. Docket  No.  9166.  File  No.  BP- 
7040;  for  construction  permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  January  4.  1949. 
by  National  Broadcasting  Company 
(WRC).  Washington,  D.  C.  requesting  a 
continuance  in  the  hearing  scheduled  for 
January  5.  1949.  upon  the  above-entitled 
applications  for  construction  permits; 

It  is  ordered.  This  5th  day  of  January 
1949.  that  the  petition  be,  and  it  is  hereby, 
granted;  and  that  the  hearing  upon  the 
above-entitled  apirfications  be.  and  It  is 
hereby,  continued  to  10:00  a.  m..  Mon- 
day, January  17.  1949.  at  Washington, 

D.  C. 

Federal  Communications 

Commission, 

ISEAL]  T.  J.  6LOWIE, 

Secretary. 

|F.    R.    Doc.    49-371;    Piled.    Jan.    14.    1949; 
8:51  a.  m.| 


[Docket  N06.  8716,  8717[ 

Fairfield  County  Broadcasting  Co.  and 
Greenwich  Broadcasting  Corp. 

order  contintjinc  hearing 

In  re  applications  of  Currier  Lang. 
Sherwood  H.  Prothero,  Garo  W.  Ray.  and 
Aram  H.  Tellalian.  Jr..  a  partnership. 
d/b  as  Fairfield  County  Broadcasting 
Company,  Norwalk.  Connecticut.  Docket 
No.  8717.  File  No.  BP-6460;  The  Green- 
wich Broadcasting  Corporation.  Green- 
wich. Connecticut.  Docket  No.  8716.  File 
No.  BP-6315;  for  construction  permit. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
on  January  10  and  11.  1949.  at  Green- 
wich and  Norwalk,  Connecticut,  respec- 
tively; and 

Whereas,  the  public  interest,  conven- 
ience and  necessity  would  be  served  by  a 
continuance  of  the  said  hearing; 

//  is  ordered.  This  7th  day  of  January. 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be.  and  it  is  hereby,  contin- 
ued to  10:00  a.  m..  Thursday.  February 
10  1949  at  Greenwich.  Connecticut,  and 
.  Friday,  February  11.  1949.  at  Norwalk. 
Connecticut. 

Federal  Communications 
Commission. 

[se.\l]        T.  J.  Slcwie. 

Secretary. 

|F.    R.    Doc.    49  372;    Piled.    Jan.    14.    1949; 
8:51  a.  m.] 


NOTICES 

Station  WGTC 
PUBLIC  notice  concerning  proposed 

ASSIGNMENT    OF    LICENSE* 

The  Commission  hereby  gives  notice 
that  on  January  4.  1949.  there  was  filed 
with  it  an  application  (BAL-820)  for  its 
consent  under  section   310    <b)    of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  Station  WGTC. 
Greenville.  North  Carolina,  from  J.  C. 
White,    tr/as    Greenville    Broadcasting 
Company  to  Carolina  Broadcasting  Sys- 
tem, Inc.    The  proposal  to  assign  the 
license  arises  out  of  a  contract  of  De- 
cember 1.  1948.  pursuant  to  which  the 
a.ssignor  agrees  to  sell  and  the  assignee 
agrees  to  buy  certain  specified  assets  used 
or  useful  in  the   operation    of    Station 
WGTC  and  the  assignor  agrees  to  assign 
the  license  thereof  to  the  assignee  for 
a  consideration  of  $60,000.     The  contract 
is  subject  to  adjiustments  set  forth  in 
the  contract  of  December  1,  1948.    Fur- 
ther Information  as  to  the  arrangements 
may  be  found  with  the  application  and 
as-sooiated  papers  which  are  on  file  at  the 
offices  of  the  Commission  in  Washing- 
ton, b.  C. 

Pursuant  to  5  1321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  January  4.  1949.  that  start- 
ing on  January  5,  1949  notice  of  the 
filling  of  the  application  would  be  In- 
serted in  the  Dally  Reflector  a  newspaper 
of  general  circulation  at  Greenville. 
North  Carolina,  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be 
had  upon  the  application  for  a  period 
of  60  days  from  January  5,  1949,  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  in  the  above  described  contract. 
(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
commission, 

[SEAL]  T.    J.    SLOWIE. 

Secretary. 

IF.    R.    Doc.    49-373;    Filed.    Jan.    14.    1949; 
8:51  a.  m.] 


tlon  WEGO  to  Concord  Tribune.  Inc. 
(within  five  days  from  the  date  of  ap- 
proval by  the  Federal  Communications 
Commission)  in  consideration  of  $50,000 
cash  payable  at  the  time  transfer  of  said 
assets  Is  effected.  Provision  is  further 
made  In  the  contract  of  sale  for  adjust- 
ment of  accounts  receivable.  Further 
information  as  to  the  arrangements  may 
be  found  with  the  application  and  asso- 
ciated papers  which  are  on  file  at  the  of- 
fices of  the  Commission  in  Washington, 

D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion the  Commission  was  advised  by  ap- 
plicant on  December  30.  1948.  that  start- 
ing on  December  31.  1948.  notice  of  the 
filing  of  the  application  would  be  in.sertcd 
in  the  Concord  Tribune,  a  newspaper  of 
general  circulation  at  Concord.  North 
Carolina,  in  conformity  with  the  above 

section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  December  31.  1948.  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  in  the  above-described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 

310  (b)) 

Federal  Communications 

Commission. 

[seal!  T.  J.  SLOWIE. 

Secretary. 

IP    R.    Doc.    4ft-374.    PUed.    Jan.    14,    1949; 
8:51  a.  m.| 


Station  WEGO 


PUBLIC    NOTICE   CONCERNING    PROPOSED 
assignment  of  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  December  30.  1948.  there  was 
filed  with  it  an  application  (BALr-819) 
for  its  consent  under  section  310  (b)  of 
the  Communications  Act  to  the  proposed 
assignment  of  license  of  Station  WEGO. 
Concord,  North  Carolina,  from  Wayne  M. 
Nelson  to  the  Concord  Tribune,  Inc.  The 
proposal  to  assign  the  license  arises  out 
cf  a  contract  of  November  18.  1948.  pur- 
suant to  which  the  present  licensee  of 
Radio  Station  WEGO.  Wayne  M.  Nelson, 
agrees  to  sell  all  the  fixed  assets  of  Sta- 


HOUSING  AND  HOME  FINANCE 

AGENCY 

Federal  Housing  Administration 

Powers  and  Organization 
1.  Former  §§  500.1  to  500.22  of  Chapter 
V  of  Title  24.  the  codification  of  which 
was  discontinued  at  13  F.  R.  6443.  aie 
renumbered  as  foHows: 


Former  s<^tkpii 


fiOO.I 

N0.3  to  800.10 


.«4».n 

eon.i3 

.«rt>.14 

SOO.IS  to  600.30 


.V«.21 
500.22 


rOWKES 


Towers  .. 
Reserved. 


P«I.«0ATIOW  OF  *lTTnO«ITT 
AND  AJWIGNMBNT  Of   IHTIKS 

riution  of  Authority.   

Desienation  of  Acting  Coni- 

ini.ssionrr. 
.5n«H'ific      I>eleiHiti«)nf      to 

Naine<l  FoMtions. 
fieleestions  lu  Committees. 
Reserved 

OKOANIZATIOM  AND  FVNC 

•noNs 


Nf  * 

5e<tiiin 


2  to 


Central  OfTlre 

Field  OrFaniMtion. 


LI  I. 


11 

n 


14 

3) 


?1 

■J2 


'Section  1.321.  Part  1.  Rules  of  Practice 
and  Prcxredure. 


2.  Effective  November  1, 1948.  the  office 
at  Grand  Rapids.  Michigan,  which  pre- 
vious to  that  date  had  been  a  service  of- 
fice, was  made  an  insuring  office.  There- 
fore, the  entry  in  section  22  (b)  <5)  co'- 
erlng  the  State  of  Michigan  Is  amenu  d 
to  read  as  follows; 


Saturday,  January  15,  1949 


FEDERAL  REGISTER 


stale 

City 

Address 

Jurisdiction 

.Michigan 

Detroit 

Penohsoot  Bldf 

Counties  of  Bay.  Oenes**.  Hillsdale.  Huron.  Jaclt- 

Ormnd  Rapids.. 

Grand  Rapids.  National 
llank  Bldg. 

soa.    Lar»e«r.    I.ienawee,    Livingston,   Mucooiii, 
Monroe.  OaliUiid.  SaKinaw,  St.  Clair.  Sanilac, 
Shiawassee.  Tuscola.  Washtenaw,  and  Wayne. 
Entire  State  exoei)t  the  counties  of  Bay,  Oenes<-e, 
Hillsdale,    Huron,   Jackson,    Lapeer.    lyenswee. 
Livingston.  Macomb,  Monroe.  Oakland.  Sagi- 
naw.  St.   Clair.   Sanilic.  Shiawassee,  Tuscola, 
Washtenaw,  and  Wayne. 

3  Effective  December  8.  1948.  the  valuation  station  at  Wichita.  Kansas,  was 
made  a  service  office.  Therefore  the  entry  in  section  22  (b)  (5)  covering  the  State 
of  Kansas  should  be  amended  by  making  tl\e  following  addition: 


Ciiy 

Address 

Juriylictiun 

Wichita'    

Wheeler  Kelly  Hapny  Bldg 

All  cr.unties  in  the  State  w^marcsituthninreely.WichiU. 

Scott.    Lene.   Ness.   Rush.   Bart-m,   Elisworlh,  Salem. 
l>ickinson.  Chase.  Lyon,  Cotley.  Anderson,  and  Liua 
Counties. 

4.  The  entry  in  section  22  (b)  (5) 
covering  the  State  of  California  is 
amended  by  deleting  the  address,  "Broad- 
way Building",  opposite  "San  Diego"  and 
sub.stituting  therefor  the  following  ad- 
dress: 'Harbor  Insurance  Building.  1017 
Pir.st  Avenue." 

[seal]  Donald  M.  Alstrot*. 

Assistant  Commissioner. 

Jajtoary  7,  1949. 

|F.    R     Doc.    49  355;    Filed.    Jan.    14,    1949; 
8:47  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  Nos.  64-19,  54-92,  59-141 

New  England  Power  Assn.  it  al. 

ORDER   denying  PETITION   FOR   REHEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  10th  day  of  January  A.  D.  1949. 

In  the  matter  of  New  England  Power 
A.s.sociation.  Mas.sachusetts  Power  ii 
Light  A.s.sociates,  North  Boston  Lighting 
Properties.  The  Rhode  Island  Public 
Service  Company.  Massachusetts  Utili- 
ties A.ssociates.  Common  Voting  Trust. 
Ma.s.sachusetts  Utilities  Associates;^ File 
No.  54-92.  File  No.  59-14.  File  No.  54-19. 

Merrill  Lynch.  Pierce.  Fenner  &  Beane. 
financial  adviser  to  New  England  Power 
A.s.sociation  holding  company  system  in 
connection  with  its  reorganization  here- 
in pursuant  to  section  11  (e»  of  the  Pub- 
lic Utility  Holdinp  Company  Act  of  1935. 
having  filed  a  petition  on  December  27. 
1948  requesting  rehearing  by  the  Com- 
mission with  respect  to  the  amount  of 
•compensation  authorized  to  be  paid  to 
the  petitioner  by  our  order  entered  here- 
in on  December  23.  1948;  and 

The  Commission  having  duly  consid- 
ered the  aforesaid  petition  for  rehearing 
and  the  grounds  set  forth  therein,  and  it 
appearing  that  said  petition  raises  no 
i.s.sues  of  substance  not  previously  pre- 
sented to  the  Commission  and  considered 
in  its  findings  and  opinion  (Holding 
Company  Act  Release  No.  8751  >  accom- 
panying the  aforesaid  order  of  December 
23.  1943;  and 

After  due  consideration  the  Commis- 
sion finding  that  no  adequate  basis  has 


been  presented  for  granting  the  petition 
for  rehearing; 

It  is  ordered,  that  the  petition  for  re- 
hearing filed  by  Merrill  Lynch,  Pierce, 
Fenner  k  Beane  be  and  it  hereby  is  in  all 
respects  denied. 


[SEAL] 


Orval  L.  DuBois. 

Secretary. 


(F.    R.    Doc.    49-360:    Filed.    Jan.    14.    1949; 
8;47  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

ADTHORrrT:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671.  79lh  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616.  E.  O.  9193, 
July  6,  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

(Vesting  Order  124671 

John  Adelhardt 

In  re:  Estate  of  John  Adelhardt,  de- 
ceased.    File  No.  017-23967. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Margaretha  Adelhardt,  whose 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.son  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  estate  of 
John  Adelhardt.  deceased,  is  property 
payable  or  deliverable  to.  or  claimed  by 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  In  the  process 
of  administration  by  John  Adelhardt, 
Sr.,  as  Executor,  acting  under  the  judi- 
cial supervision  of  the  Surrogate's  Court. 
New  York  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
identified  in  subparagraph  1  hereof  is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
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sulfation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3,  1948. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-339;    Filed.    Jan.    13.    1919; 
8:54  a.  m.l 


[Vesting  Order  12493) 

Elsie  G.  Thomas 


In  re:  Estate  of  Elsie  G.  Thomas,  de- 
ceased. Pile  No.  E>-28-10131:  D-28- 
4245;  E.  T.  sec.  14421. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Ordef  9193.  as  amended,  and  Execu- 
tive Order  978»,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Theodor  Friedrich  Wilhelm 
Carl  Schroeder  and  Luise  Mueller,  also 
known  as  Emma  Amalie  Wilhelmine 
Louise  Miiller.  nee  Schroeder,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  "Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons. named  in  subpara- 
graph 1  hereof  and  each  of  them,  in  and 
to  the  estate  of  Elsie  G.  Thomas,  de- 
ceased. Is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nationals 
o*'  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  City  Treasurer  of 
the  City  of  New  York,  a.s  Depositary,  and 
Francis  J.  Mulligan.  Public  Administra- 
tor, as  Administrator,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court.  New  York  County.  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per»ns 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece.ssary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at   Washington.  D.   C.  on 
December  3.  1948. 
For  the  Attorney  General. 

(SBAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    B.    Doc.    49-340:    Filed.    Jan.    13.    1949; 
8:54  a.  m.] 


I  Vesting  Order  125631 
Alfred  Jaretzki 


In  re:  Declaration  of  trust  dated  Janu- 
ary 5.  1925.  by  Alfred  Jaretzki  for  the 
benefit  of  Augusta  Waldraff  and  amend- 
ment dated  September  4,  1937.  File  No. 
D-28-2580-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Fanny  Ott,  Pidelis  Ott,  Mine 
Ott.  Maria  Ott.  Georg  Ott  and  Klothilde 
Ott.  whose  la.st  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany  > : 

2.  That  the  domiciliary  personal  repre- 
sentatives, heirs-at-law.  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  Augusta  Waldraff,  deceased, 
of  Fanny  Ott,  of  Fidelis  Ott.  of  Mine  Ott. 
of  Maria  Ott.  of  Georg  Ott  and  of  Klo- 
thilde Ott.  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  coun- 
try (Germany) : 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  -persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  in  and  to  and 
arising  out  of  or  under  that  certain  Dec- 
laration of  Trust  dated  January  5.  1925. 
by  Alfred  Jaretzki  for  the  benefit  of 
Augusta  Waldraff  and  amendment  dated 
September  4.  1937.  presently  being  ad- 
ministered by  Alfred  Jaretzki.  Jr..  trus- 
tee. 48  Wall  Street.  New  York.  New  York, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated  enemy 
copntry  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs-at-law.  next  of  kin.  legatees  and 
distributees,  names  unknown  of  Augu.sta 
WaldrafT,  deceased,  of  Fanny  Ott.  of  Fi- 
delis Ott,  of  Mine  Ott,  of  Maria  Ott.  of 
Georg  Ott  and  of  Klothilde  Ott,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
neces.«;ary  in  the  national  interest, 


NOTICES 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
Eiecember  20.  1948. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Officqff^  Alien  Property. 

[F.    R.    Doc.    49-376:    Filed,    Jan.    14,    1949; 
8:52  a.  m.] 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  havr 
the  meanings  pre.scribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  en 
December  31,  1948. 

For  the  Attorney  General. 

t SEALl  Harold  I.  Baynton. 

Deputy  Director, 
Office  0/  Alien  Property. 

|F.    R.    Doc.    49-377;    Plied.    Jan.    14,    194C. 
8:52  a.  m.l 


[Vesting  Order  12595] 
Walter  Daehling 


In  re:  Debts  owing  to  Walter  Daehling. 
F-28-2104. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Walter  Daehling,  whose  last 
known  address  is  Ginsterweg  20,  Fass- 
berg  ueber  Unterluess,  Pfa\inz  Hannover, 
Germany,  is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany): 

2.  That  the  property  described  as  fol- 
lows: All  those  debts  or  other  obligations 
owing  to  Walter  Daehling,  by  Society  for 
the  Care  of  German  Seamen  in  the  Port 
of  New  York,  64  Hudson  Street,  Hoboken, 
New  Jersey,  including  particularly  but 
not  limited  to  a  portion  of  the  sum  of 
money  on  deposit  with  Hoboken  Bank  for 
Savings.  Washington  Street,  Comer  First 
Street.  Hoboken,  New  Jersey,  in  a  savings 
account,  account  number  229912,  entitled 
"Society  for  the  Care  of  German  Seamen 
in  the  Port  of  New  York,  Special  Fund," 
and  any  and  all  accruals  thereto,  and  any 
and  all  rights  to  demand,  enforce,  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  .subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  SUtes.     . 


(Vesting  Order  12600] 
Justine  Hoppach 


In  re :  Bank  account  owned  by  Justine 
Huppach,  also  known  as  Mrs.  Justine 
Lippold.     I>-28-10798-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Justine  Huppach.  also  known 
as  Mrs.  Justine  Lippold.  whose  la.st  known 
address  is  (22a>  Odenkirchen  Rheinland. 
Runrfelderstr.  13,  Nordrheinprovinz, 
Germany,  is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany  > ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Northern  Trust  Company,  50 
South  La  Salle  Street,  Chicago  90,  Illi- 
nois, arising  out  of  a  Savings  Account. 
Account  No.  103.804.  entitled  Oscar 
Baumer  or  Justine  Huppach,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  ob  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Justine  Hup- 
pach. also  known  as  Mrs.  Justine  Lippold, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany); 

anciilt  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  ctesignated  enemy  country,  the 
national  flterest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national"  inter- 
est 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designatfd 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  OQ 
December  31,  1948. 


Saturday,  January  15,  1949 

For  the  Attorney  General, 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-379:    Filed.    Jan.    14,    1949; 
8:52  a.  m] 
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ExniBiT  A 


[Vesting  Order  12599] 
WiLHELMINE  GlESKE  ET  AL, 

In  re:  Bank  accounts  owned  by  Wil- 
helmine  Gieske  and  others. 

Under  the  authority  of  the  Trading 
With  the  Elnemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons  whose  names  and 
la.st  known  addresses  are  set  forth  in  Ex- 
hibit A.  attached  hereto  and  by  reference 
made  a  part  hereof,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations of  the  Provident  Savings  Bank 
and  Trust  Company.  Seventh  and  Vine 
Streets,  Cincinnati.  Ohio,  arising  out  of 
savings  accounts,  numbered  and  entitled 
as  .set  forth  opposite  the  names  of  each 
of  the  persons  listed  In  Exhibit  A.  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  subject  to 
any  liens  or  other  security  Interest  of 
Nippert  L  Nippert,  against  or  in  the 
aforesaid  property, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
ncces.sary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erly described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
v,ise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "desig- 
nated enemy  country"  as  used  herein 
shall  have  the  meanings  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C,  on 
December  31.  1948. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

No.   11 4 


Name  and  address  of  owner 


Wllhelmine  Oieske,  Hoersten,  Germany 

H«-ii\rich  Wllhi'lni  Rtwv,  sl.so  known  «« 
Hfinrich  W  illiletu  Bosst-.  Kloppeo- 
Jiurn,  (liriniwy. 

Joti<»n!i  Thwxlor  Bow**,  also  known  as 
Johfim  TliPtKlor  IU>*v,  Kicste,  Oer- 
niany. 

Maria  I'.oniardlna  Bos,v  ,\liline,  Suhle, 
(Jemiaiiy. 

Katharine  Antoinette  Wo.ssIinR  Mar- 
kti?<  also  known  as  KaUicrine  Antoin- 
ette Wcs.'iling  Markus,  Hersenl^rueck. 
(iiTnianv. 

CJerlianl  V\  iisinann,  Bersenhruock,  Ocr- 
nianv. 

Heinrich  WUsmann,  Hertmann,  Gcr- 
niaiiv. 

Ileinri'li  Josef  Bos-se,  also  known  as 
Heinrich  Joseph  Boss*',  MuinsttT  I. 
Weitf.,  Oerniauy. 


Title  of  aooounU 


Nippert  &  NipixTt,  attorneys  in  fact 
for  Wilhelniine  (iieske.  ■* 

Nipi>ert  &  Nipiiert,  attorneys  In  fact 
(or  Heinrich  Wilhleiu  Bosse. 

Nippert  &  Nippert,  attorneys  In  tact 
(or  Johenn  Theodof  Bosse. 

Nippert  &  Nipf>ert,  attorneys  in  fact 
for  Maria  Bernardina  Bosse  AhliiiR. 

Nip|)ert  &  Nip|)ert,  attorneys  in  fact 
for  KHtlierine  .\ntoinette  Wessliiig 
Markus. 

Nip|>ert  A  Nin|)ert,  attorneys  in  fact 

for  (ierharri  Wissniann. 
Nipiiert  &  NiptxTt,  attorneys  In  fact 

for  Heinrich  Wissniann. 
Nipi>ert  &  Niptiert,  attorneys  in  fart 

(or  Heinrich  Jos*«ph  Boss*'. 


Account  No. 

OAF  No. 

1(»960 

F-28-29200-C-L 

169961 

F-28-2921(V-C^. 

lf>S95» 

F-2»-292l  1-0-1. 

1G5962 

F-28-292ia-C-t. 

KWKWH 

F-2»-292l3-C-l. 

lf.5957 

F-28-28214-C-L 

1G59S6 

F-28-29215-C-1. 

1t>5903 

F-2»-2Wl<W3-L 

[F.  R   Doc.  49-378;  Filed,  Jan.  14,  1949:  8:52  a.  m] 


[Vesting  Order  12606] 
August  Schussler 

In  re:  Bank  account  owned  by  August 
Schussler.    F-28-25983-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  August  Schussler,  who  there 
is  a  rea.sonable  cause  to  believe  is  a  resi- 
dent of  Germany  is  a  national  of  a  desig- 
nated enemy  country  (Germany" ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  August  Schussler.  by  Ameri- 
can TriLst  Company.  1011  10th  Street. 
Sacramento.  California,  arising  out  of  a 
checking  account,  entitled  August 
Schussler.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  prijperty  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 


Executed   at   Washington.  D.  C,  "bn 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

[F.   R.    Doc.    49-380:    Filed,    Jan.    14.    1949; 
8:52  a.  m.] 


[Vesting  Order  12608] 
H.  W.  D.  Vassmer  and  Hans  Vassmer 

In  re:  Debt -owing  to  H.  W.  D.  Vassmer 
and  Hans  Vassmer.    F-28-12477-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  H.  W.  D.  Vassmer,  the  last- 
known  addre.ss  of  which  is  Schwachhaus- 
er  Ring  47,  Bremen.  Germany,  Is  a  cor- 
poration, partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Germany,  and  which 
has  or,  since  the  effective  date  of  Ex- 
ecutive Order  8389,  as  amended,  has  had 
Its  principal  place  of  business  in  Bremen, 
Germany,  and  is  a  national  of  a  desig- 
nated enemy  cotmtry  (Germany); 

2.  That  Hans  Vassmer.  whose  la.st 
known  addre.ss  is  Schwachhauser  Ring 
47,  Bremen,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany); 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  H.  W.  D.  Va'ismer.  by  Ed- 
ward J.  O'Brien  Company,  815  West  Main 
Street,  Louisville  2,  Kentucky,  in  the 
amount  of  $2,188.41,  as  of  November  20. 
1948,  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Ciermany) ; 
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and  It  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
•  erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

j:xecuted   at  Washington,  D.   C.   on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    4^381;    Filed.    Jan.    14.    1949; 
8:52  a.  m.| 


NOTICES 

made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
December  31,  1948. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Bayntow, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-382;    Filed,    Jan.    14.    1949; 
8:63  a.  m.| 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General, 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-383;    Fi'ed.    Jan.    14.    184U 
8:53  a.  m.) 


[Vesting  Order  126091 
LOTTI  VON  WEDEL 

In  re:  Debt  owing  to  Lotti  von  Wedel. 
F-28-26544-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Lotti  von  Wedel.  whose  last 
known  address  is  Sophienstrasse  5.  Ber- 
lin-Charlottenburg  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Lotti  von  Wedel.  by  Domi- 
nick  &  Dominick.  14  Wall  Street.  New 
York  5.  New  York,  in  the  amount  of 
$203.12.  as  of  December  31,  1945.  and 
pre.sently  held  in  a  Special  G.  R.  No.  6 
account  for  the  Union  de  Banques  Suisse, 
together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined : 

3.  Tliat  to  the  extent  that  the  per- 
son named  in  subparagraph  1  hereof  is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 


[Vesting  Order  126131 
ANTONIA  B0RGERINC 

In  re-  Estate  of  Antonia  Burgering, 
deceased.  File  No  D-2>»-12258;  E.  T. 
sec.  16489. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Bernhard  Backer,  Mrs.  Anna 
Willi  "Backer)  Sander.  Mrs.  Elisabeth 
(Backer*  Pakulla,  Mrs.  Antonia  Heinz 
(Backer)  Klumpei.  Gerhard  Backer  and 
Hermann  Backer,  whose  last  known  ad- 
dress is  Germany,  are  residents  c'  Ger- 
many ana  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  chaiacter  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  and  each  of  them  in  and 
to  the  estate  of  Antonia  Burgering.  de- 
ceased, is  property  pavable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Caroline  A.  Wil- 
liams, 707  Delaware  Avenue,  Albany, 
New  York,  as  Administratrix,  acting  un- 
der the  Judicial  supervision  of  the  Sur- 
rogate's Court,  Albany  County.  New 
York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above  to  be  held,  u.sed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 


[Return  Order  247] 
Marthi  Guignebert 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incoi- 
ported  by  reference  herein  and  filed  here- 
with, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrutd 
thereunder  and  all  damages  and  profils 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant  andVlaim  No.,  Notice  of  Intention 
To  Return  Published,  and  Property 

Marthe  Gulgnebert,  2  Rue  Emlle  Fapuet, 
Parl5.  France,  Claim  No.  12341;  December  2. 
1948  (13  F.  R.  7378):  property  to  the  extent 
owned  by  claimant  immediately  prior  to  vest- 
ing thereof  described  in  Vesting  Order  No. 
3430  (9  F.  R.  6464,  June  13.  1944;  9  F  R.  13768. 
November  17.  1944)  relating  to  the  literary 
work  "A  Short  History  of  the  French  People" 
(listed  in  Exhibit  "A"  of  said  vesting  order). 
Including  royalties  pertaining  thereto  in 
the  amount  of  $63.63. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed    at   Washington,   D.   C,   on 
January  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B^ZELON, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property 

(P.    R,    Doc.    49-384;    Filed.    Jan.    14.    1949; 
853  a.  m.] 


Else  Eichman 


NOTICE  OF  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property 
and  Location 

Else  Eichman,  Hampton,  New  Jersey: 
6748;  $5,787.49  in  the  Treasury  of  the  United 
States.  Bond  No.  50360  in  the  face  amount 
of  $1,000.00  of  the  Southern  Railway  Com- 
pany (Virginia)  First  Consolidated  Mortgage 


Saturday,  January  15,  1949 

Gold  Bond  issued  October  2.  1894,  due  July 
1.  1994,  with  coupon  dated  July  1.  1949,  pres- 
ently in  custody  of  the  Safekeeping  Depart- 
ment of  the  Federal  Reserve  Bank  of  New 
York,  New  York.  The  following  certificates 
of  stixk,  registered  In  the  name  of  the  At- 
torney General  of  the  United  States,  Ac- 
count No.  28-19362,  presently  in  custody  of 
the  Safekeeping  Department  of  the  Federal 
Reserve  Bank  of  New  York,  New  York:  Cer- 
tificate No.  4293  representing  10  shares  of 
Burns  Bros.  (New  York)  no  par  value  com- 
mon stock.  Certificate  No.  4811  represent- 
ing 12  shares  of  Endicott  Johnson  Corpora- 
tion (New  York)  $100.00  par  value  pre- 
ferred stock.  Certificate  No.  4710  represent- 
ing 80  shares  of  Endicott  Johnson  Corpora- 
tion (Naw  York)  $25.00  par  value  common 
stock.  Certificate  No.  1082  representing  12 
shares  of  Glmbel  Brothers.  Inc.  (New  York) 
no  par  value  $4  50  cumulative  preferred 
stock.  Certificate  No.  85145  representing  10 
shares  of  International  Paper  Company  (New 
York)  $15.00  par  value  common  stock.  Cer- 
tificate No.  60648  representing  10  shares  of 
Standard  Ga*  and  Rectrlc  Company  (Dela- 
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ware)  no  par  value  prior  preference  $7.00 
cumulative  stock.  Certificate  No.  3108  rep- 
resenting 50  shares  of  The  West  Penn  Electric 
Company  (Maryland)  no  par  value  common 
stock. 

Executed  at  Washington,  D.  C.  on 
January  10.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49-345;    Piled.    Jan.    13.    1949; 
8:53  a.  m.] 


Bertha  Emsheimer 

NOTICE  or  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended. 


237 

notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property  and 
Location 

Bertha  Emsheimer,  Milwaukee,  Wis.;  5163; 
$1,297.46  in  the  Treasury  of  the  United  States. 

Executed  at   Washington.  D.  C,  on 
January  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-385;    Filed.    Jan.    14,    1949; 
853  a.  m.] 
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TITLE  16— COMMERCIAL 

PRACTICES 

Chapter  I — Federal  Trade  Commission 

I  Pile  No.  21-328] 

Part  152 — Hosiery  Industry 

USE  or  TERM  "gauge"  IN  DESIGNATION  OF 
WOMENS  rULL-LENCTH  CIRCULAR-KNIT 
HOSIERY 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  oflQce  in  the 
city  of  Washington.  D.  C.  on  the  13th  day 
of  January  1949. 

The  following  action  of  the  Commis- 
sion was  announced  today  In  respect  to 
request  of  the  Board  of  Directors  of  the 
National  Association  of  Hosiery  Manu- 
facturers which  presented  the  matter  of 
application  of  the  trade  practice  rules  for 
the  Hosiery  Industry  to  use  of  the  term 
"Gauge"   as   applied   to   women's   full- 
length  circular-knit  hose.   It  was  pointed 
out  by  such  Board  of  Directors  that  the 
term  "Gauge"  has  for  many  years  been 
applied  as  a  descriptive  designation  of 
women's  full-length  hose  of  the  "full- 
fashioned"  type  showing  the  number  of 
needles  r>er  1'2  inches  employed  on  the 
knitting  bar  of  the  machine  producing 
the  flat  fabric  which  thereafter  is  closed 
by  a  seam  in  the  manufacture  of  full- 
fashioned  hosiery;  that,  however,  in  the 
case  of  women '.s  full-length  circular-knit 
hose  (also  known  as  seamless)  a  differ- 
ent type  of  machine  is  required  using  a 
ring  of  needles  with  which  the  hose  is 
knit  In  cylindrical  form  and  that  such 
circular-knit  hose  under  long  established 
practice  has  been  designated  in  terms  of 
the  total  number  of  needles  in  the  knit- 
ting ring,  as  for  example,  a  "400  Needle" 
stocking.   It  was  further  pointed  out  that 
since  the  end  of  wartime  controls,  ques- 
tion has  arisen  in  the  industry  respecting 
the  propriety  of  permitting  application  of 
the  term  "Gauge"  to  circular-knit  hose 
as  well  as  to  the  full-fashioned  product. 
An  expression  by  the  Commission  was 
requested  on  the  point. 

Alter  public  hearing  and  upon  due 
consideration  under  the  trade  practice 
rules  for  the  indastry,  the  Commission 
expressed  its  view  respecting  application 
of  the  term  "Gauge"  to  women's  full- 
length  hosiery  as  follows: 

While  the  term  "Gauge"  may  be  ap- 
propriately used  on  such  full-fashioned 
hosiery  in  correct  designation  conform- 


ing to  the  number  of  needles  employed 
per  l'/2  inches  on  the  knitting  bar  of 
the  full-fashioned  knitting  machine,  the 
Commission,  however,  presently  is  not 
disposed  to  challenge,  as  improper,  appli- 
cation of  the  term  "Gauge"  also  to  wom- 
en's full-length  circular-knit  hosiery  in 
showing  the  number  of  needles  employed 
per  I'i  inches  of  the  needle  circle  of  the 
knitting  machine  Instead  of  the  total 
number  of  needles  used  in  knitting  such 
circular-knit  hosiery:  Provided,  That 
wherever  so  applied,  the  word  "Gauge" 
is  accompanied  in  immediate  conjunction 
and  in  at  least  equally  conspicuous  type 
by  the  term  "circular-knit",  "seamless", 
"no  seam",  or  by  words  or  terms  clearly 
Indicating  that  the  hose  so  designated  is 
not  "full-fashioned." 


By  the  Commission, 

[SEAL] 


D.  C.  Daniel, 
Secretary. 


[F.    R.    Doc.    49-413;    Filed,    Jan.    17,    1949; 
8:56  a.  m.| 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  ond  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  3 — Statements  of  General  Policy 
OR  Interpretation 

LABELING  PENICILLIN-CONTAINING  DRUGS 
FOR   VETERINARY   USE 

Pursuant  to  section  3  of  the  Adminis- 
trative Procedure  Act  (63  Stat.  237.  238), 
the  following  statement  of  policy  is  is- 
sued: 

§  3.8  Notice  to  manufacturers,  pack- 
ers, and  distributors  of  penicillin-con- 
taining drugs  for  veterinary  use.  Since 
the  release  on  October  5,  1S45,  of  the  no- 
tice to  manufacturers  and  distributors  of 
veterinary  penicillin  and  a  circular  en- 
titled "Indications,  Directions  and  Pre- 
cautions Suggested  for  Inclusion  in  the 
Labeling  of  Sodium  and  Calcium  Penicil- 
lin for  Veterinary  Use"  and  the  supple- 
mental material  released  on  April  25, 
1946,  much  additional  information  has 
accumulated  relative  to  the  use  of  peni- 
cillin in  animals.  However,  the  knowl- 
edge concerning  the  efficacy  and  limita- 
tions of  penicillin  for  treating  various 
disease  conditions  of  animals  is  far  from 

(Continued  on  next  page) 
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being  complete.  'Therefore  thl»  state- 
ment, which  Is  Intended  to  supersede 
previously  released  Information  on  the 
labeling  of   penicillin-containing  drugs 
for  veterinary  use.  Is  In  the  nature  of  a 
tentative  guide  to  be  used  In  conjunction 
with  the  penicillin  regulations  for  label- 
ing  penicillin   for   veterinary  use.     As 
the  knowledge  of  the  efficacy  and  limita- 
tions of  penicillin  for  treating  animals  Is 
expanded  there  will  be  further  releases 
relating  to  the  labeling  of  such  drugs. 
It  Is  believed,  however,  that  at  the  pres- 
ent time  claims  made  in  the  labeling  of 
penicillin    intended    for   veterinary   use 
should  not  exceed  those  suggested  herein. 
Penicillin,  under  laboratory  conditions, 
has  pronounced  potency  against  a  wide 
range  of  organisms.  Including  the  fol- 
lowing of  interest  to  veterinarians:  most 
strains    of    streptococci,    staphylococci, 
Clostridia,  corynebacterla.  Bacillus  an- 
thracisT  Actinomyces    bovis,    Erysipelo- 
thrix     rhu.siopathlae,     and     leptospira. 
Penicillin    Is    ineffective    in    infections 
caused  by  gram-negative  bacilli,  viruses, 
and  occasional  resistant  strains  of  organ- 
Isms    which    are    usually    regarded    as 
susceptible  to  penicillin. 

(a)   Indications.     There  Is  conclusive 
scientific  evidence  establishing  the  thera- 
peutic efficacy  of  penicillin  for  bovine 
mastitis  caused  by  Streptococcus  agalac- 
tlae.    Good  results  have  been  reported  In 
the  use  of  penicillin  for  mastitis  caused 
by  strains  of  Streptococcus  dysgalactlae. 
Results  of  treatment  are  no  more  than 
fair  m  mastitis  caused  by  Streptococcus 
uberls  and  staphylococci;  poor  In  cases 
caused     by     corynebacterla.       Mastitis 
caused  by  colon  bacilli  does  not  respond 
to  penicillin  therapy.    Reliable  reports 
provide  a  supportive  basts  for  recom- 
mending the  use  of  penicillin  for  the  fol- 
lowing disease  conditions:   leptosplrosis 
of      dogs,      osteomyelitis,      peritonitis, 
strangles  of  horses,  equine  pneumonia, 
tetanus  In  the  very  early  stage   (with 
antitoxin),  calf  pneumonia,  calf  diph- 
theria, pyelonephritis  In  cattle,  blackleg, 
malignant  edema,  anthrax  In  the  very 
early  stage,  metritis,  bovine  actinomy- 
cosis, swine  erysipelas  in  turkeys,  and 
superficial  Infections  of  the  skin  caused 
by    penlclllln-sensltlve     organisms.     It 
should  be  remembered  that  proper  \v^e 
of  effective  therapy  depends  on  an  ac- 
curate diagnosis  of  the  disease  condition 
to  be  treated. 

(b>  Methods  of  administration — (1) 
By  injection.  Deep  intramuscular  Injec- 
tion Is  the  route  of  choice  when  using  the 
parenteral  forms  of  penicillin  for  sys- 
temic therapy.  Subcutaneous  Injections 
are  apt  to  be  painful  and  are  therefore 
usually  avoided.  When  penicillin  In  oil 
or  penicillin  in  oil  and  wax  is  injected 
care  should  be  taken  that  the  needle  Is 
not  In  a  blood  vessel  before  discharging 
the  contents  of  the  syringe. 

(2)  By  mouth.  Since  penicillin  Is  in- 
activated by  gastric  secretion.  It  cannot 
be  given  by  mouth  unless  precautions  are 
taken  to  neutralize  the  process  In  the 
stomach.  This  may  be  accomplished 
through  the  use  of  buffered  penicillin  tab- 
lets given  at  least  Vi  hour  before  and  not 
less  than  2  hours  after  eating.  The  ther- 
apeutic efficacy  of  these  tablets  will  vary 
In  different  individuals  and  according  to 
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the  amount  of  active  penicillin  absorbed. 
As  a  general  rule,  the  amount  of  penicil- 
lin required  for  effective  therapy  when 
given  by  mouth  Is  five  times  the  amount 
required  by  injection.  With  the  possible 
exception  of  small-animal  practitioners, 
veterinarians  will  probably  find  it  Im- 
practicable to  use  penicillin  In  this  form. 
Buffered  penicillin  tablets  may  be  of 
value  in  some  cases  in  which  it  is  not  pos- 
sible to  administer  the  drug  by  injection 
at  the  required  intervals  and  in  others 
after  the  disease  has  been  brought  under 
control  by  penicillin  Injections,  and  it  Is 
desirable  to  continue  the  use  of  the  drug. 
The  tablets  may  be  given  alone  or  as  a 
supplement  to  parenteral  therapy.  In  all 
serious  conditions,  however,  parenteral 
administration  is  the  recommended  route. 
(3)  By  topical  application.  Topical 
application  includes  direct  Injection  of 
penicillin  suspended  in  suitable  vehicles 
Into  udders  through  the  teat  canal,  into 
abscesses,  joint  capsules,  body  cavities, 
the  spinal  canal,  and  direct  application 
to  the  skin  and  eyes.  The  underlying 
purpose  of  this  method  Is  to  in.sure  ef- 
fective therapeutic  concentrations  of  the 
drug  in  local  areas  of  infection.  In  many 
Instances  it  may  be  used  as  an  adjunct 
to  parenteral  injections.  However,  after 
parenteral  injection  penicillin  does  not 
penetrate  readily  to  the  eyes,  into  spinal 
fluid,  or,  unless  in  extremely  high  unit- 
age,  into  the  milk.  Therefore  the  topical 
method  appears  to  be  the  only  practica- 
ble one  of  treating  local  Infections  in- 
volving the  eyes,  spinal  canal,  or  udder. 

(c)  Dosage — <1)  Systemic  infections. 
For  therapy  of  systemic  Infections  caused 
by  most  strains  of  penicillin-sen.'^ltive  or- 
ganisms a  minimum  of  2.000  units  per 
pound  of  body  weighrshould  be  admin- 
istered, preferably  by  Intramuscular  In- 
jection. Further  information  concerning 
this  recommendation  may  be  obtained  by 
request  from  the  Food  and  Drug  Ad- 
ministration. The  required  do.sage  of 
water-soluble  salts  of  penicillin  dissolved 
in  proper  aqueous  solvents  should  be  re- 
peated every  3  to  4  hours  to  establish  and 
maintain  effective  therapeutic  concen- 
trations of  the  drug  In  the  body  fluids 
and  tissues.  The  necessary  amount  of 
penicillin  in  oil  and  wax  should  be  given 
every  12  hours.  The  indicated  quantity 
of  procaine  penicillin  in  oil  or  of  certain 
of  the  newer  certifiable  repository  peni- 
cillin products  may  be  given  as  Infre- 
quently as  once  every  24  hours  or  longer. 
However,  severe  infections  or  infections 
caused  by  less  sensitive  organisms  may 
require  up  to  double  the  minimum  dos- 
age or  more  frequent  Injections  or  both. 
Since  the  objective  of  penicillin  therapy 
Is  to  bring  the  Infection  under  control  as 
quickly  as  possible,  the  minimum  dosage 
or  frequency  of  injection  or  both  .should 
be  increased  materially  in  all  conditions 
known  to  be  caused  by  sensitive  organ- 
isms If  no  definite  Indication  of  clinical 
Improvement  Is  noticed  12  to  14  hours 
after  the  initial  Injection. 

<2)  Bovine  Streptococcus  agalactiae 
mastitis.  Effective  treatment  of  udders 
Infected  with  penicillin-.sensitive  organ- 
Isms  depends  on  maintaining  therapeu- 
tically effective  concentrations  of  peni- 
cillin In  the  area  of  infection.  Available 
experimental  data  indicate  that  the  fol- 
lowing methods  for  introducing  adequate 
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amounts  of  the  drug  Into  Infected  quar- 
ters can  be  depended  upon  to  overcome 
the  Infection  In  a  majority  (75%  or 
more)  of  Streptococcus  agalactiae  mas- 
titis cases: 

(i)  Aqueous  solutions  (sodium,  calcium, 
or  crystalline  penicillin  dissolved  in  ster- 
ile distilled  water) : 

(a)  Inject  25.000  to  30.000  units  under 
aseptic  conditions  through  the  teat  canal 
into  each  infected  quarter.  Repeat  after 
each  milking  or  once  every  12  hours  until 
five  to  .seven  Injections  have  been  made. 
One  repeat  injection  may  be  sufficient  in 
the  chronic  form  without  induration. 

<b)  In  cows  producing  up  to  40  pounds 
of  milk  per  day  a  total  of  100.000  units 
per  infected  quarter  administered  as  five 
injections  of  20.000  units  each  at  inter- 
vals of  12  hours  or  as  four  injections  of 
25.000  units  each  at  intervals  of  24  hours. 
In  cows  producing  more  than  40  pounds 
of  milk  per  day  or  in  acute  cases  a  total 
of  200.000  units  per  infected  quarter  ad- 
ministered as  four  injections  of  50.000 
units  each  at  intervals  of  24  hours.  It 
may  be  desirable  to  skip  one  milking 
after  the  last  injection  in  the  series  to 
prolong  a  therapeutic  concentration  of 
penicillin  in  the  treated  quarters.  Vol- 
ume of  vehicle  should  be  adequate  to 
favor  immediate  distribution  throughout 
the  cistern  area.  Usually  50  cc.  is 
adequate. 

(c)  Large  udders:  First  day,  200.000 
units  f>er  Infected  quarter;  second  and 
third  days.  100.000  units  per  infected 
quarter  each  day.  Small  to  moderate- 
sized  udders:  First  day.  100.000  units  per 
infected  quarter;  second  and  third  days, 
50.000  units  per  Infected  quarter  each 
day.  All  quarters  infected  with  Strepto- 
coccus agalactiae  at  the  time  of  drying 
off  should  be  infu.^^ed  with  100.000  to 
200,000  units  sometime  during  the  dry 
period,  preferably  during  the  interval 
between  2  weeks  after  the  last  milking 
and  3  weeks  before  parturition. 

<ii»  Emulsffied  solutions  (soluble  salts 
of  penicillin  dissolved  In  oil  and  water 
emulsified  with  lanolin  derivatives) :  In- 
ject 100.000  units  under  aseptic  condi- 
tions throtigh  the  teat  canal  Into  each 
Infected  quarter.  Repeat  treatment  if 
subsequent  bacteriological  examination 
shows  infection  to  be  still  present. 

(lii)  Bougies  (25.000  or  more  units  of 
sodium,  calcium,  potassium,  or  procaine 
p>enicillin  in  a  milk-.soluble  base  shajjed 
in  slender,  elongated  form  to  permit  easy 
Insertion  Into  the  milk  cistern  of  the 
udder  through  the  teat  canal).  Asepti- 
cally  insert  one  bougie  into  each  infected 
quarter  after  each  milking  for  as  long  as 
the  infection  persists. 

(iv)  Oil  and  wax  suspensions  (cal- 
cium or  crystalline  penicillin  in  refined 
peanut  or  sesame  oil  and  white  wax »  and 
ointments  (calcium  or  crystalline  peni- 
cillin in  an  ointment  base  suitable  for 
udder  Instillation).  In  view  of  the 
scarcity  of  information  concerning  this 
use  of  such  products,  basic  directions  for 
use  may  be  different  in  Individual  cases. 
Adequacy  of  directions  as  a  whole  de- 
pends primarily  on  the  penicillin  po- 
tency of  each  product  and  the  nature  of 
supportive  data. 

(3)  General.  Whenever  practicable, 
accurate  diagnosis  should  be  established 
by  Identification  of  the  causative  organ- 
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Ism.  No  case  of  mastitis  should  be  con- 
sidered cured  unless  bacteriological  ex- 
amination of  the  milk  taken  from 
treated  quarters  approximately  3  weeks 
after  the  last  application  of  penicillin 
shows  the  absence  of  causative  organ- 
Isms.  Augmenting  penicillin  therapy 
with  proper  surgical  treatment  yields 
best  results  when  treating  abscesses, 
empyema,  .^suppurative  arthritis,  and  in- 
fections of  body  cavities  and  joints 
caused  by  penicillin-sensitive  organisms. 
Collections  of  pus  should  be  removed 
prior  to  each  local  application  of  25,000 
to  50.000  units  of  penicillin  in  sterile 
aqueous  solution  two  to  three  times  every 
24  hours.  Sterile  dre.s.sings,  saturated 
with  an  aqueous  ."solution  containing  at 
least  1,000  units  of  penicillin  per  milli- 
meter, applied  one  or  more  times  per  day 
as  the  condition  indicates,  may  be  effec- 
tive for  treating  superficial  infections  of 
the  skin  caused  by  penicillin-sensitive 
organisms.  If  indicated,  supplement  lo- 
cal therapy  with  systemic  medication. 

(d)  Precautions.  If  reactions  occur 
which  cannot  be  adequately  controlled 
and  are  more  serious  than  the  condition 
being  treated,  use  of  the  drug  should  be 
discontinued. 

Dated:  January  12.  1949. 

[seal]  J.  Donald  Kincsley. 

Acting  Administrator. 

IF     R.    Doc.    49-402:    Filed.    Jan.    17.     1G49; 
8:48  a.  ml 


TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part  3 — Veterans'  Claims 

presumptions  of  service connection 

for  chronic  and  tropical  disease 

Section  3.1502  (a)  (1)  (i)  and  (c)  are 
amended  to  read  as  follows  and  a  new 
paragraph  (e)  is  added. 

§  3.1502  Presumptions  of  service-con- 
nection for  chronic  and  tropical  dis- 
eases.   •    •    * 

•  a »  Provisions  of  section  1,  Public  Law 
748.    •     •     • 

(D    •     •     • 

(i»  Chronic  diseases. 

Bronchiectasis. 

Calculi  ol  the  kidney,  bladder,  or  gall  blad- 
der. 

Cirrhosis  of  the  liver. 

Coccidlomycosls. 

Osteomalacia. 

Other  organic  diseases  of  the  nervous  sys- 
tem. 

Scleroderma. 

Raynaud's  dl.^ease. 

Tumors  of  the  peripheral  nerves. 

Ulcer  peptic  (gastric  or  duodenal). 

•  •  •  •  • 

(c)  Rebuttal  of  presumption  of  serv- 
ice- connection.  The  expression  "clear 
and  unmistakable  evidence"  appearing 
in  Veterans'  Regulation  1  (a).  Part  II. 
paragraph  I  (d)  (38  U.  S.  C.  ch.  12). 
shall  be  construed  to  be  synonymous  with 
the  expression  "affirmative  evidence  to 
the  contrary"  contained  In  Veterans' 
Regulation  1  (a).  Part  I.  paragraph  I  (c). 
As  to  tropical  di.seases  incurred  in  either 
wartime  or  peacetime  service,  the  fact 
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that  the  veteran  had  no  service  In  the 
tropics  or  In  a  locality  having  a  high  in- 
cidence of  the  disease  may  be  considered 
as  evidence  to  rebut  the  presumption. 
The  record  must  be  negative  as  to  in- 
ception prior  or  subsequent  to  service, 
and  residence  during  the  year  following 
this  service  must  not  have  been  in  the 
tropics  or  in  a  region  where  the  par- 
ticular disease  is  endemic.  The  known 
Incubation  period  for  such  diseases 
should  be  used  as  a  factor  in  the  rebuttal 
of  service  connection,  that  is,  to  show 
inception  prior  or  subsequent  to  active 
service.  Existing  procedure  whereby 
service  connection  may  be  granted  for 
malaria  without  diagnosis  on  Veterans' 
Administration  examination  remains 
unchanged. 

•  •  •  •  • 

(e)  Physical  examination  reports,  clini- 
cal records  and  transcripts  of  records  re- 
ceived from  state,  county,  municipal  and 
recognized  private  institutions  and  con- 
tract    hospitals.     Generally,     notarized 
physical    examination    reports,    clinical 
records  and  transcripts  of  records  from 
State,  county,  municipal,  and  recognized 
private  institutions  and  contract  hospi- 
tals   relative    to    veterans    undergoing 
treatment   or  domiciled   therein,   made 
contemporaneously,  whether  by  the  Vet- 
erans' Administration  or  otherwise,  will 
be  accorded  the  same  consideration  for 
the  purpose  of  establishing  service  con- 
nections as  though  the  records  were  re- 
ceived from  a  Veterans'  Administration 
field   station.     These   records,  however, 
must  present  the  essentials  upon  which 
ratings  are  to  be  founded,  that  is.  the 
disabling  conditions  must  be  adequately 
Identified:  sufficient  findings  must  be  re- 
ported to  permit  proper  evaluation  of  the 
condition,  and  they  must  be  certified  by 
chief  medical  officers  or  their  physician 
designates.     As  to  private  institutions, 
the  hospitals  listed  in  the  hospital  num- 
ber of  "The  Journal"  of  the  American 
Medical   Association    (usually  published 
in  April  of  each  year  >  and  followed  by  the 
symbol  consisting  of  a  shaded  triangle 
are  recognized.     This  symbol  indicates 
that  the  hospital  has  been  approved  by 
the   American   College   of   Surgeons   as 
meeting  unconditionally  its  minimum  re- 
quirements for  general  standardization. 
If  the  name  of  the  private  hospital  at 
which    the    veteran    was    examined    or 
treated  does  not  appear  on  the  approved 
list,  the  chief  medical  officer  or  his  phy- 
sician designate  will  be  requested  to  ad- 
vise whether  the  hospital  meets  the  min- 
imum  requirements   for   the   care   and 
treatment  of  Veterans'  Administration 
patients  and  for  hospital  facilities  as  pre- 
scribed in  current  directives  of  the  De- 
partment of  Medicine  and  Surgery.    De- 
pending upon  the  advice  of  the  chief 
medical  officer  or  his  physician  designate, 
the  report  will  be  accepted  or  corrobora- 
tive examination  by  the  Veterans'  Ad- 
ministration requested. 

(VA  Instruction  1-A.  Pub.  Law  748,  80th 
Cong. ) 

[SEALl  O.  W.   CL.fRK. 

Executive  Assistant  Administrator. 

[P.    R.    Doc.    49-404:    Piled.    Jan.    17,    1949; 
8:50  a.  m.) 


RULES  AND  REGULATIONS 

Part  12 — Disposition  or  Veterans' 
Personal  Funds  and  Eftects 

miscellaneous  amendments 

1.  Paragraph  (a)  of  §  12.1  is  amended 
as  follows: 

§  12.1    Designate    cases:    competent 
veterans,     (a)   Each  competent  veteran 
now  being  cared  for  or  who  is  hereafter 
admitted  to  receive  care  as  such  at  a  Vet- 
erans' Administration  field  station,  un- 
less it  be  detrimental  to  his  health,  will 
be  requested  and  encouraged  to  designate 
on   the   prescribed   VA   Form    10-P-lO, 
Application  for  Hospital  Treatment  or 
Domiciliary  Care,  the  person  to  whom  he 
desires  the  Veterans'  Administration  to 
deliver  his  funds  and  effects  in  event  of 
death.    He  may  also  designate  an  alter- 
nate to  whom  delivery  will  be  made  if  the 
first  designate  fails  or  refu.ses  to  accept 
delivery.    It  should  be  clearly  understood 
that  the  delivery  of  such  funds  or  effects 
will  constitute  only  a  delivery  of  posses- 
sion thereof,   and  such  delivery  is  not 
intended  to  affect  in  any  manner  the  title 
to  such  funds  or  effects  or  determine  the 
person  ultimately  entitled  to  receive  same 
from   the   person   to   whom   delivery   is 
made  (hereinafter  in  the  regulations  in 
this  part  termed  the  "designate").    The 
person  designated  may  not  be  an  em- 
ployee of  the  Veterans'  Administration 
unless  such  employee  be  the  wife  (or  hus- 
band >,  child,  grandchild,  mother,  father, 
grandmother,   grandfather,  brother,  or 
sister  of  the  veteran.    The  veteran,  or  if 
he  becomes  incompetent,  his  guardian, 
may  in  writing  change  or  revoke  such 
designation  at  any  time. 

•  •  •  •  • 

2.  Paragraph  (a)  of  §  12.2  Is  amended 
as  follows: 

5  12.2  Designate  cases;  incompetent 
veterans.  (a>  An  Incompetent  veteran 
will  not  be  informed  concerning  the  des- 
ignation of  a  person  to  receive  funds  or 
effects;  but  if  he  has  a  guardian  the 
guardian  will  be  requested  to  make  such 
designation  of  himself  or  another  per- 
son to  receive  possession  of  the  funds  and 
effects  upon  the  incompetent's  death. 
The  guardian  will  sign  the  letter  desig- 
nating himself  or  another  person  with 

the  veteran's  name  "By , 

Guardian  of  his  Estate." 

•  •  •  •  • 

3.  Paragraphs  (a)  (1\  <a>  (3)  and 
(a>  (4),  and  paragraph  (b)  of  §  12.3 
are  amended  as  follows: 

§  12.3  Deceased  veterans'  cases.  •  •  • 
(a)  (1)  If  the  death  or  ab.sence  with- 
out leave  occurred  during  hospitaliza- 
tion, a  complete,  careful  survey  and  in- 
ventory (VA  Form  2687.  Inventory  Re- 
port of  Personally  Owned  Effects  of 
Beneficiary)  will  be  made  of  all  the  per- 
.sonal  effects  (Including  those  in  the  cus- 
tody of  the  hospital.  Jewelry  being  worn 
by  the  deceased  person,  or  Jewelry  and 
other  effects  in  pockets  of  clothing  he 
may  have  been  wearing)  and  all  funds 
found  and  moneys  on  deposit  in  "Per- 
sonal Funds  of  Patients."  In  the  event 
death  occurred  during  other  than  official 
working  hours,  the  officer  of  the  day 
and/or  the  charge  nurse  will  collect  and 
Inventory  all  funds  and  personal  effects 
on  the  person  of  the  deceased  beneficiary 


and  on  the  ward,  will  carefully,  safeguard 
such  property  and,  upon  completion  of 
the  tour  of  duty,  will  turn  the  funds 
and  effects  over  to  the  properly  desig- 
nated employees. 

•  •  •  •  • 

(3)  The  Inventory  report  will  be  exe- 
cuted in  triplicate,  original  and  two  cop- 
ies. All  will  be  signed  by  the  employee 
making  the  Inventory,  and  disposed  of 
as  provided  for  in  pertinent  procedural 
instructions. 

( 4  >  Personally  owned  clothing  or  other 
effects  (such  as  tooth  brushes,  false  teeth 
not  containing  gold,  etc.)  which  are  un- 
serviceable by  reason  of  wear  or  tear  or 
Insanitary  condition,  and  clothing  that 
had  been  supplied  by  the  Government, 
will  not  be  included  in  this  inventory;  in- 
stead,    the     unserviceable     personally 
owned  articles  will  be  listed  on  a  separate 
hst,  with  their  condition  briefiy  described, 
and  their  disposition  recommended  in  a 
separate  report  to  the  manager  on  VA 
Form  10-2687a,  Inventory  Report  of  Un- 
serviceable Personally  Owned  Effects  of 
Beneficiary.    The  manager,  if  approving 
this  recommendation,  will  order  destruc- 
tion    or     utilization     in     occupational 
therapy,  or  as  wipe  rags,  etc.,  of  such 
unserviceable  article.s  and.  when  they  are 
so  destroyed  or  utilized,  will  have  en- 
tered on  the  papers  the  date  and  nature 
of  the  disposition.    The  completed  pa- 
pers will  then  be  placed  in  the  corre- 
spondence file  of  the  beneficiary.    Cloth- 
ing   that    had    been    supplied    by    the 
Government  will  be  reconditioned  if  pos- 
sible and  returned  to  stock  for  issue  to 
other  eligible  beneficiaries.    When  Gov- 
ernment-owned clothing  cannot  be  re- 
conditioned it  will  be  dispKised  of  as  pro- 
vided by  Veterans'  Administration  supply 
procedures. 

•  •  •  •  • 

(b>  Upon  completion  of  the  survey  and 
inventory  the  effects  will  be  turned  over 
to  the  designated  employee  for  safe- 
keeping. Any  funds  found  which 
apparently  were  the  property  of  the  de- 
cea.sed  will  be  turned  over  to  the  manager, 
or  his  designated  representative,  and  de- 
livered immediately  to  the  agent  cashier, 
who  shall  deposit  same  In  the  account 
"Personal  Funds  of  Patients."  If  the 
funds  include  an  unendorsed  personal 
check,  this  will  be  held  by  the  agent  cash- 
ier for  safekeeping,  pending  disposition 
thereof. 

4.  In  5  12.4,  paragraphs  (a)  (2).  (a> 
(3),  (a)  (4 1,  and  (a)  (5 >  are  renumbered 
(a)  (3),  (a)  (4),  (a)  (5).  and  (a)  (6). 
respectively:  a  new  paragraph  (a)  (2)  Is 
added;  and  paragraphs  (b)  and  (d)  are 
amended. 

S  12.4  Disposition  of  effects  and  fund 
to  designate:  exceptions.    •     •     • 

(a)  •     •     • 
(2»  An  heir  capable  of  inheriting  the 

personal  property  of  the  veteran  makes 
claim  for  the  funds  and  effects  prior  to 
delivery  to  the  designate. 

»  •  •  •  • 

(b)  When  authorized  by  the  manager 
or  his  designated  representative,  the 
effects  will  be  delivered  or  shipped  to  tht 
designate.  If  shipped  at  Government 
expense,  the  shipment  shall  be  made  In 
the  most  economical  manner  but  In  no 
case  at  a  cost  In  excess  of  $10.    If  such 
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expenses  will  exceed  $10.  the  excess 
amount  shall  be  paid  by  the  consignee, 
cither  to  the  manager  In  advance,  or  to 
the  carrier  if  It  accepts  the  shipment 
without  full  prepayment  of  charges. 
There  will  be  no  obligation  on  the  Gov- 
ernment, Initially  or  otherwise,  to  pay 
such  expenses  in  excess  of  $10. 

«  •  •  *  • 

(d)  Upon  receipt  from  the  proper  chief 
attorney  of  an  appropriate  certification 
that  the  guardianship  was  in  full  force 
and  effect  at  the  time  of  the  veteran's 
death  and  that  the  guardian's  bond  is 
adequate,  funds  and  effects  of  an  In- 
competent veteran  may  be  immediately 
delivered  or  sent  to  .such  guardian,  inas- 
much as  the  guardian  had  a  right  to 
possession,  and  he  will  be  accountable 
therefor  to  the  party  entitled  to  receive 
the  decedent's  estate.  If,  however.  It  ap- 
pears probable  that  decedent  died  with- 
out a  valid  will  and  left  no  person  surviv- 
ing entitled  to  Inherit,  the  funds  will  not 
be  paid  to  the  former  guardian  but  will 
be  deposited  hi  Personal  Funds  of  Pa- 
tients, for  transfer  to  central  office  and 
deposit  In  the  General  Post  Funds.  The 
effects  will  be  sold,  used,  or  destroyed  at 
the  discretion  of  the  manager  or  his 
designated  representative. 

6.  Section  12.5  is  amended  as  follows: 

S  12.5  Nondesignate  cases,  (a)  If 
there  exists  no  designate  at  the  time  of 
death  at  a  field  .station  of  a  veteran  ad- 
mitted as  competent,  or  the  designate 
fails  or  refuses  to  claim  the  ftmds  and 
effects  as  defined  in  5  12.0  (a)  within 
90  days  following  the  mailing  of  notice  to 
such  designate,  the  manager  will  take 
appropriate  action  to  dispose  of  the  ef- 
fects to  the  person  or  persons  legally 
entitled  thereto,  1.  e.,  the  executor  or 
administrator  of  the  decedent,  or  if  no 
notice  of  such  an  appointment  has  been 
received,  to  the  decedent's  widow,  cliild. 
grandchild,  mother,  father,  grandmother, 
grandfather,  brother  or  sister  In  the 
Older  named.  Subject  to  the  applicable 
provisions  of  §§  12.3  and  12.4,  such  de- 
livery may  be  made  at  any  time  before 
the  sale  contemplated  by  5  12.9,  to  the 
designate  or  other  person  entitled  under 
the  facts  of  the  case.  However,  delivery 
shall  be  made  only  to  the  person  entitled 
to  priority  unless  each  of  those  entitled 
to  priority  as  to  the  claimant  waives  In 
writing  his  or  her  prior  right  to  posses- 
sion. The  guardian  of  a  minor  or  in- 
competent may  waive  his  ward's  prior 
right  to  possession. 

<b)  Except  where  delivery  is  made  to 
a  designate,  executor,  or  administrator, 
funds  will  be  released  to  the  person  or 
persons  who  would  ultimately  be  en- 
titled to  distribution  under  the  laws  of 
the  state  of  the  decedent's  domicile. 
The  person  or  persons  entitled  may  waive 
in  writing  his  or  her  right  to  the  funds 
in  favor  of  another  heir  or  next  of  kin. 

6.  Paragraph  (b)  of  S  12.6  is  amended 
as  follows: 

§  12.6  Cases  of  litnng  veterans.  ♦  •  • 
<b)  Funds  of  veterans  absent  without 
leave  or  who  have  been  discharged  or 
have  eloped  (and  who  are  not  to  be  re- 
turned to  the  field  station)  will  be  dis- 
posed of  in  accordance  with  the  provi- 
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slons  of  Veterans'  Administration  finance 
procedures. 

7.  Paragraph  (d)  of  §  12.16  is  amended 
as  follows: 

§  12.16  Action  on  inventory  and 
funds.     •     •     • 

(d»  Where  disposition  of  the  funds 
and  effects  cannot  be  accomplished  un- 
der the  provisions  of  paragraphs  (b)  and 
(c)  of  this  section,  the  funds,  at  the  ex- 
piration of  90  days  will  be  deposited  in 
the  Personal  Funds  of  Patients  for  trans- 
fer to  central  office  for  depo.sit  to  the 
General  Post  Fund  and  the  effects  will 
be  di.sposed  of  in  accordance  with  the 
provisions  of  §§  12.8.  12.9  and  12.10. 

8.  Paragraph  (b)  of  S  12.17  Is  amended 
as  follows: 

§12.17  Unclaimed  effects  to  be 
sold.     •     •     • 

(b)  Any  unclaimed  funds  and  the  pro- 
ceeds of  any  effects  sold  as  unclaimed 
will  be  deposited  In  the  Personal  Funds 
of  Patients  for  transfer  to  central  office 
for  deposit  to  the  General  Post  Fund 
subject  to  be  reclaimed  within  5  years 
after  notice  of  sale,  by  or  on  behalf  of 
any  person  or  persons  who,  if  known, 
would  have  been  entitled  to  the  property 
prior  to  the  sale. 

9.  Paragraph  (b)  of  5  12.18  is  amended 
as  follows: 

§  12.18  Disposition  of  funds  and  ef- 
fects left  by  officers  and  enlisted  men 
on  the  active  list  of  the  Army,  Navy, 
or  Marine  Corps  of  the  United 
States.     •     •     • 

(b)  If  the  funds  and  effects  are  not 
delivered  to  the  commanding  officer 
within  7  days  after  the  death  or  absence 
without  leave  of  an  officer,  or  enlisted 
man,  the  fimds  will  be  deposited  in  the 
Personal  Funds  of  Patients.  If  not  dis- 
posed of  at  the  expiration  of  90  days 
after  the  date  of  death  or  absence,  the 
funds  will  be  transferred  to  central  office 
for  deposit  to  the  General  Post  Fund  and 
the  effects  will  be  handled  in  accordance 
with  regulations  governing  the  disposi- 
tion of  unclaimed  effects  left  by  veterans. 
The  funds  and  the  proceeds  derived  from 
the  sale  of  the  personal  effects  will  be 
paid  to  the  person  lawfully  entitled 
thereto,  providing  claim  is  made  within 
5  years  from  the  date  of  notice  of  sale, 
or  in  the  case  of  legal  disability  within 
5  years  after  termination  of  legal 
disability. 

10.  Paragraph  (a)  of  S  12.20  Is 
amended  as  follows: 

5  12.20  Posting  of  notice  provisions  of 
Public  Law  282.  (a)  VA  Form  10-P-lO. 
Application  for  Hospital  Treatment  or 
Domiciliary  Care,  includes  notice  to  the 
applicant  that  the  acceptance  of  care  or 
treatment  by  any  veteran  shall  consti- 
tute acceptance  of  the  provisions -of  the 
act.  Similar  notice  shall  be  given  to  each 
veteran  receiving  care  as  of  March  26, 
1942,  by  posting  notice  In  a  prominent 
place  in  each  building  wherein  patients 
or  members  are  housed.  Such  notices 
shall  be  posted  Immediately  and  kept 
posted. 

*  •  •  •  • 

11.  Section  12.21  is  amended  as  fol- 
lows; 
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5  12.21  Action  upon  death  of  veteran. 
Upon  the  death  of  a  veterar.  at  a  Vet- 
erans' Administration  hospital,  center, 
or  domiciliary  activity  whil?  receiving 
care  or  treatment  therein,  and  who  it  is 
beheved  leaves  no  will  or  heirs  or  next 
of  kin  entitled  to  his  personal  property, 
regardless  of  whether  VA  Form  10-P-lO, 
executed  by  the  veteran,  names  a  desig- 
nate, an  Inventory  of  the  funds  and  ef- 
fects, VA  Form  2687,  will  be  promptly 
prepared  and  supplemented  by  all  In- 
formation or  evidence  available  as  to  per- 
sonal property  owned  by  the  veteran  in 
addition  to  that  left  at  the  place  of 
death;  similar  action  will  be  taken  when 
the  death  of  such  a  veteran  ho.spitalized 
by  the  Veterans'  Administration  occurs 
at  a  contract  hospital.  Army,  Navy,  Ma- 
rine or  other  hospital.  Such  inventories 
and  information  together  with  any  bank 
books,  stocks,  bonds,  or  other  valuable 
paper  as  enumerated  In  §  12.19  (b),  left 
In  the  effects  of  the  veteran,  will  be  de- 
livered to  the  manager  of  the  Veterans' 
Administration  hospital,  center,  or  domi- 
ciliary activity  having  jurisdiction,  for 
disposition  in  accordance  wth  existing 
regulations. 

12.  Paragraph  (b)  of  S  12.22  is 
amended  as  follows: 

§  12.22  Disposition  of  personal  prop- 
erty.    •     *     • 

(b)  Stocks,  bonds,  postal  savings  cer- 
tificates, money  orders,  bank  deposit  evi- 
dence (passl)ooks,  checks,  time  deposit 
certificates,  etc.),  and  similar  assets, 
actual  or  jwtential,  will  be  promptly  for- 
warded to  the  payees  accounts  service, 
central  office,  together  with  a  copy  of  the 
inventory  on  which  listed,  in  order  that 
appropriate  action  may  be  taken  to  con- 
vert such  assets  into  cash  for  deposit  in 
the  General  Post  Fund.  Statement  will 
be  furnished  that  other  papers  listed  on 
the  inventory,  if  any,  were  examined  and 
nothing  of  value  found,  if  such  is  a  fact. 
Funds  on  deposit  in  Personal  Funds  of 
Patients  will  be  transferred  to  central 
office  for  deposit  to  the  General  Post 
Fund.  Any  claims  against  the  estate  of 
the  deceased  veteran  will  be  filed  with,  or 
If  received  elsewhere,  will  be  forwarded 
to  the  pajrees  accoimts  service. 

(Sec.  10.  52  Stat.  1192,  55  Stat.  868;  38 
U.  S.  C.  161.  17-17J,  17  note) 

[SEALl  O.  W.  Clark, 

Executive  Assistant  Administrator. 

[P.    R.    Doc.    49-405:    Piled,    Jan.    17,    1949; 
8:50  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Part  120 — Annual,  Special  or  Periodical 
Reports 

STEAM  railway  ANNUAL  REPORT  FORM  A 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Divi-sion  1,  held  at  its 
office  In  Washington.  D.  C.  on  the  5th 
day  of  January  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Steam  Railway  Companies  and  Switcb- 
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ing  and  Terminal  Companies  of  Class  I 
and  Class  II  being  under  consideration: 
It  is  ordered.  That  the  order  dated 
November  24,  1947,  in  the  matter  of  An- 
nual Reports  from  Steam  Railway  Com- 
panies and  Switching  and  Terminal 
Companies  of  Class  I  and  Class  II 
(8  120.11.  49  CFR)  be,  and  it  Is  hereby 
modified  with  respect  to  annual  reports 
for  the  year  ended  December  31,  1948. 
and  subsequent  years,  as  follows: 

S  120 11  Form  prescribed  for  large 
and  medium  steam  railways.  All  steam 
railway  companies  and  switching  and 
terminal  companies  of  Class  I  and  Class 
II  subject  to  the  provisions  of  section  20. 
Part  I.  of  the  Interstate  Commerce  Act, 
are  hereby  required  to  file  annual  reports 
for  the  year  ended  December  31.  1948. 
and  for  each  succeeding  year  until  fur- 
ther order  in  accordance  with  Annual 
Report  Form  A  (Large  and  Medium 
Steam  Roads  and  Switching  and  Ter- 
minal Companies),  which  is  hereby  ap- 
proved and  made  a  part  of  this  order.' 
The  annual  report  shall  be  filed,  in  dupli- 
cate in  the  Bureau  of  Transport  Econom- 
ics and  Statistics.  Interstate  Commerce 
Commission.  Wa.shington  25.  D.  C.  on  or 
before  March  31.  of  the  year  following 
the  one  to  which  It  relates.  (24  Stat. 
386.  34  Stat.  593.  35  Stat.  649.  36  Stat. 
556.  41  Stat.  493.  54  Stat.  916;  49  U.  S.  C. 
20  (l)-(8)  ) 

Note:  Budget  Bureau  No.  60-R098.5. 

By  the  Commission.  Division  1. 

[SEALl  W.  P.  B.XRTTL. 

Secretary. 

[F     R.    Doc.    49-403:    Filed.    Jan.    17.    1949; 
8:50   a.  m.| 


PROPOSED  RULE 
MAKING 

DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Animal  Industry 

[  9  CFR,  Part  97  1 

Swan  Island  Animal  Quarantine 
Station 

extension  of  time  for  filing  comments 
re  proposed  regulations 

Notice  is  hereby  given  that  the  time 
within  which  any  interested  person  may 
file  written  data,  views,  or  arguments 
concerning  proposed  regulations  govern- 
ing the  admission  of  ruminants  and 
swine  to  the  Swan  Island  Animal  Quar- 
antine station  and  shipment  of  animals 
therefrom,  set  forth  in  a  notice  of  rule- 
making published  in  the  Federal  Regis- 
ter of  December  7.  1948  <13  F.  R.  7434). 
has  been  extended  to  February  5.  1949. 

(60  Stat.  633.  21  U.  S.  C.  133) 

Done  at  Washington.  D.  C.  this  12tA 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  depart- 
ment of  Agriculture. 

[seal!  a.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

IF.    R.    Doc.    49-401:    Filed.    Jan.    17.    1949; 
8:48  a.  m.| 

'  FUul  as  part  of  the  original  document. 
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NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Military  Government  for  Germany 
(U.S.) 

KCPORT-IMPORT  INFORMATION 

Instructions  and  memoranda  control- 
ling exports  from  Germany  and  imports 
into  Germany  (British  and  American 
Zones'  have  been  Issued  by  the  Joint 
Export-Import  Agency  (JEIA).  These 
Include  JEIA  instructions  1.  8.  9.  14.  15. 
16.  17.  19,  22.  24.  25.  27  and  28.  and  JEIA 
Operational  Memoranda  25.  31  and  32. 
The  text  of  these  instructions  and  memo- 
randa are  as  follows; 

JEIA  iNSTKUCnON  No.   1 

[Revision  No.  1) 

(Effective  date.  December  1.  1948) 

Subject:  Export  procedure  for  US,  UK  zones 
of  Germany. 

OBJECT 

1.  To  establish  a  revised  export  control 
procedure  and  define  the  functions  of  Joint 
Export-Import  Agency  (hereinafter  referred 
to  as  JEIA)  In  relation  theretTi.  eflfectlve  De- 
cember 1.  1948:  Proi'ided,  however.  That  for 
the  time  being  and  until  further  notice  this 
Instruction  will  not  be  effective  In  the  US, 
UK.  and  French  Sectors  of  Berlin  and  the 
French  Zone  of  Occupied  Germany. 

SCOPE 

2.  On  ■and  after  the  above  effective  date  all 
exports  of  commodities,  materials,  and  fin- 
ished goods,  except  from  the  areas  excluded 
In  paragraph  ;  above,  shall  be  subject  to  the 
terms  and  cor<iltlons  of  this  Instruction  and 
all  JEIA  Instructions.  Operational  Memo- 
randa, and  Directives  In  conflict  therewith  are 
amended  accordingly. 

3.  In  particular  this  revision  rescinds  and 
supersedes  JEIA  Instructions  No.  1.  2,  and  13, 
and  all  amendments  thereto,  except  In  the 
US  and  UK  Sectors  of  Berlin. 

4.  JEIA  Instructions  outlining  procedure 
for  the  export  of  German  services  are  not 
affected  by  this  Instruction. 

DtrriES  OF  THE   BRANCH   OFFICES 

5.  JEIA  Branch  Offices  will  no  longer 
license  exports  or  approve  export  contracts, 
except  as  hereinafter  provided  In  paragraph 
10.  JEIA  win  concern  Itself  primarily  with 
export  promotion  and  continue  to  advise  the 
German  Administration  for  Economics  (here- 
inafter referred  to  as  VfW)  or  competent 
German  authority  designated  by  VfW.  other 
German  governmental  agencies,  and  private 
trade  on  major  trade  problems. 

SCREENING  OF  EXPORT  CONTRACTS 

6.  Applications  for  export  wll  Ino  longer  be 
required.  Export  agreements,  contracts,  or 
confirmed  orders  (hereinafter  referred  to  as 
export  contracts)  wUl  be  negotiated  in  ac- 
cordance with  the  customs  of  trade.  Export 
contracts  will  not  be  subject  to  prior  approval 
of  JEIA  or  of  VfW  or  competent  German 
authority  designated  by  VfW  except  as  here- 
inafter provided  In  paragraph  10. 

7.  In  negotiating  an  export  contract,  the 
German  exporter  will  be  subject  to  the  fol- 
lowing conditions: 

(a)  No  contract  may  contain  or  establUh 
restrictive  trade  practices  Including  exclusive 
sales  and  agency  agreements  except  as  pro- 
vided In  Operational  Memorandum  No.  31; 


(b)  No  contracts  may  be  made  with  per- 
sons named  in  JQA  Operational  Memoran- 
dum No.  18,  as  amended. 

(c)  No  consideration  other  than  the  pay- 
ment of  the  agreed  price  In  foreign  exchange 
may  be  stipulated  or  accepted.  All  foreign 
exchange  proceeds  derived  from  any  export 
shall  accrue  to  Military  Government  for  Ger- 
many US  UK,  the  exporter  receiving  the 
Deutsche  Mark  equivalent  of  such  proceeds 
but  no  more  and  nothing  else.  No  arrange- 
ment may  be  made  expressly  or  by  Implica- 
tion designed  to  prevent  or  having  the  effect 
of  preventing  the  accrual  to  Military  Govern- 
ments for  Germany  US  UK  of  any  part  of 
the  export  proceeds  In  foreign  exchange. 

(d)  Contracts  which  provide  for  payment 
for  exports  at  any  time  after  the  goods  leave 
Germany  must  contain  a  proviso  that  the 
contract  does  not  come  Into  full  force  and 
effect  until  the  buyer  has  obtained  the  ap- 
proval of  his  own  authorities  for  the  Import 
of  the  goods  and  payment  therefor. 

DOCUMENTATION 

8.  The  German  exporter  shall  submit  to 
his  Foreign  Bank  (hereinafter  referred  to  as 
Aussenhandelsbank )  an  Export  Control 
Document  (hereinafter  referred  to  as  ECD. 
See  Appendix  A)  In  six  copies  In  respect  of 
every  shipment  of  goods  to  points  outside 
the  United  States,  British,  and  French  Zones 
of  Occupation  in  Germany.  The  German  Ex- 
porter shall  sign  the  ECD  and  certify  to  the 
truth  of  his  statements  and  that  all  the 
terms  and  conditions  of  this  Instruction  have 
been  compiled  with.  The  Aussenhandels- 
bank win  be  responsible  for  ensuring  that : 

(a)  The  goods  are  to  be  paid  for  In  ac- 
ceptable currency,  see  Operational  Memo- 
randum  No.   32; 

(b)  Payment  Is  to  be  effected  Into  an  ap- 
propriate bank  account  for  account  of  Mili- 
tary Governments  for  Germany  US  UK; 

(c)  Payment  for  the  export  Is  made  In  ac- 
cordance with  the  terras  provided  In  the 
ECD; 

(d)  An  ECD  covering  commodities  on  the 
restricted  lists  referred  to  In  paragraph  10 
below  has  the  required  approval  of  JEIA  or 
the  VfW  or  competent  German  authority 
designated  by  VfW. 

9.  Upon  approval,  the  ECD  will  be  stamped 
"Approved  on  behalf  of  JEIA".  dated,  and 
signed  by  the  Aussenhandelsbank,  and  given 
a  serial  number  beginning  with  0001  pre- 
ceded by  an  identifying  symbol  of  the  Aus- 
senhandelsbank. ECDs  will  be  valid  for  six 
months  from  the  date  of  Issue. 

The  ECD  forms  will  be  distributed  as  fol- 
lows : 

(a)  One  copy  to  be  transmitted  to  the  ap- 
propriate JEIA  Branch  Office; 

(b)  One  copy  retained  by  the  Aussenhan- 
delsbank; 

(c)  Four  copies  to  be  transmitted  to  the 
exporter  for  u.se  as  follows: 

(I)  One  copy  to  be  retained  by  the  ex- 
porter; 

(II)  Three  copies  to  accompany  the  goods 
to  customs  to  signify  to  customs  that  the 
export  has  been  approved.  Customs  will 
complete  the  ECD  forms  and  return  one  copy 
to  the  appropriate  Land  Central  Bank,  one 
copy  to  the  Main  Office.  JEIA.  Attn:  Reports 
and  statistics,  and  one  copy  to  Bizonal  Sta- 
tistics Office.  Attn:  Foreign  Trade  Section, 
which  copy  will  be  used  In  lieu  of  the  statis- 
tical sheet. 

10.  The  Issue  of  export  licenses  or  prior 
approval  of  the  ECD  by  JEIA  or  VfW  will  be 
required  only  for  commodities  within  the 
following  categories: 

(a)  Commodities  prohibited  by  Allied  Con- 
trol Authority.  Control  Council  Law  No.  43.  or 
any  other  Military  Government  regulation, 
and  commodities  listed  in  Appendix  B  may 
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not  b«  exported  without  approval  of  Main 
Office. "mA,  on  the  ECD.  (Advice  regarding 
the  commodities  whose  export  Is  prohibited 
by  Military  Oovemment  regulations  will  be 
obtained  fsom  JEIA  Branch  Offices.) 

(b)  Commodities  listed  In  Appendix  C  may 
be  exported  only  after  VfW  or  competent 
German  authority  designated  by  VfW  slgnl- 
nes  Its  approval  on  the  ECD.  The  ECD  will 
then  t>e  submitted  to  the  Aussenhandels- 
bank as  provided  In  paragraph  8  above. 

(C)  All  processing  contracts  must  be  sub- 
mitted to  VfW  or  competent  German  author- 
ity designated  by  VfW  for  approval. 

(di  All  contracts  which  contain  provisions 
restricting  the  sale  or  distribution  of  Ger- 
man goods,  commodities,  and  services  abroad 
(see  paragraph  7(a)  above),  shall  be  subject 
to  provisions  of  JEIA  Operational  Memoran- 
dum No.  31.  dated  September  15,  1948,  and 
shall  be  submitted  to  the  appropriate  JEIA 
Branch  Office  for  approval  before  any  export 
is  made  thereunder  or  before  any  ECD  Is 
submitted  to  the  Aussenhandelstwnk. 

11.  JEIA  wUl  examine  all  approved  ECD's 
and  If  It  Is  not  satisfied  that  exporter  has 
c(  mpUed  with  the  terms  and  conditions  of 
this  Instruction.  It  will  call  upon  the  exporter 
for  explanation.  If  JEIA  Is  not  satisfied  with 
such  explanation.  It  may  prohibit  the  grant- 
ing of  future  ECD's  to  the  exporter  except 
with  prior  approval  of  JEIA  for  each  trans- 
action. 

paiciNO 

12.  The  German  exporter  will  be  respon- 
sible In  negotiating  with  the  foreign  buyer 
for  obtaining  the  most  advantageous  price 
for  the  goods  sold  In  line  with  world  market 
values. 

DELIVERT  TERMS 

13.  Terms  of  sale  and  delivery  will  be  In 
accordance  with  normal  trade  practice  ex- 
cept as  otherwise  provided  In  this  instruc- 
tion. Where  delivery  is  made  laeyond  Ger- 
man border  or  port,  payment  of  foreign  ex- 
change by  exporter  or  Its  agent  for  expendi- 
tures directly  connected  with  the  export  sale, 
will  be  made  In  accordance  with  JEIA  In- 
struction No.  11.  First  Revision. 

TEEMS  OF  PAYMENT 

14  The  exporter  may  arrange  for  payment 
by  the  buyer  on  proper  terms  in  accordance 
with  ctistoms  of  the  trade  satisfactory  to  the 
exporter  and  the  buyer:   Prot-td^d,  however, 

(a)  That  no  credit  terms  other  than  letter 
of  credit  or  sight  draft  are  granted  without 
obtaining    prior   special    approval    of    JEIA; 

(b)  That  the  Importing  country  has 
granted  the  buyer  an  Import  license  or  other 
equivalent  authority  which  Is  valid  to  cover 
the  time  required  for  the  manufacture  of  the 
export  and  the  period  of  credit  which  the 
exporter  may  be  prepared  to  give,  and 

(c)  That  all  documents  are  forwarded  for 
collection  through  the  Aussenhandelsbank. 

DTUTSCHE  MARK  PAYMENT 

15.  Immediately  upon  receipt  by  Aussen- 
handelsbank of  notification  that  the  foreign 
exchange  payment  has  been  made,  the  ex- 
porter will  receive  Deutsche  mark  payment 
from  the  Aussenhandelsbank  in  accordance 
with  the  terms  and  conditions  of  JEIA  Opera- 
tional Memorandum  No.  25,  as  revised. 

ACCOUNTS 

16.  Accounting  records  will  be  maintained 
and  accounting  reports  rendered  by  the  Bank 
Deutscher  Laender  In  accordance  with  pro- 
cedures to  be  agreed  with  JEIA. 

CUSTOMS   CONTBOL 

17.  The  ECDs  approved  by  the  Aussen- 
handelsbank on  behalf  of  JEIA  constitute  an 
export  license.  Customs  will  physically  ex- 
amine each  shipment  to  ensure,  that  it  con- 
forms to  the  terms  of  the  ECD.  that  the  goods 
are  as  described  In  the  ECD,  and  that.  If  a 
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license  or  JEIA  or  VfW  approval  Is  required 
for  their  export,  such  a  license  or  approval 
has  been  obtained.  Customs  will  handle  each 
shipment  in  accordance  with  Customs  regu- 
lations. Customs,  after  clearing  the  ship- 
ment, will  complete  the  ECD  forms  and  re- 
turn them  promptly  to  the  appropriate  Land 
Central  Bank,  Main  Office,  JEIA,  and  ^zonal 
Statistics  Office.  Any  discrepancy  Between 
actual  shipment  and  the  terms  of  the  ECD 
shall  be  noted  on  the  ECD. 
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CONTRACTS   PREVIOUSLY   APPROVED   AND   LICENSED 

18.  Where  an  export  license  has  beeni  Issued 
prior  to  the  effective  date  of  this  Instruction 
and  an  export  Is  made  thereunder  prior  to 
January  1.  1949.  no  ECD  will  be  required  but 
the  exporter  will  make  his  export  under  his 
existing  license.  For  such  exports,  the  ex- 
porter will  file  an  Export  Payment  Certificate 
with  the  Aussenhandelsbank  In  order  to  ob- 
tain his  Deutsche  mark  payment.  All  exist- 
ing unused  licenses  are  cancelled  with  effect 
from  January  1.  1949.  Thereafter  an  ECD 
will  be  required  with  each  export. 

PENALTIES 

19.  Violation  of  any  existing  law  or  regu- 
lation, which  is  made  in  connection  with  any 
transaction  under  this  instruction,  will  ren- 
der the  violator  liable  to  prosecution.  (Date 
of  Issue:  November  19,  1948  ) 

APPENDIX  "A" — Jeia  Instruction  No.  1 

(Revision  No.  1] 

(This  appendix  will  be  published  in  the 
Federal  Register  at  a  later  date.) 

Appendix  "B  " — Jda  Instruction  No.  1 

(Revision  No.  1] 

USTRICTES    items    RXgUOtlNG    JEIA    APPROVAL 
ON    ECD 

1.  Fertilizers. 

2.  Pig  Iron. 

3.  Foodstuffs  and  Seeds. 

4.  Timber. 

6.  Iron  and  Steel  Scrap. 

6.  Electrical  Power.  Water  and  Gas. 

7.  High  Speed  Technical  Bearings. 

8.  Ship  Building  and  Repair. 

9.  Precious  Metals,  raw. 

10.  Solid  Fuel. 

Detailed  specification  according  to  Ger- 
man Statistical  Code  of  1938  will  be  Issued 
by  VfW  Foreign  Trade  Division. 

Appendix   "C  " — Jkia   Instruction    No.    1 

(Revision  No.  1] 

RBSTRICTED  TTEMS  REQUIRING  VFW  APPROVAL 
ON    ECD 

1.  Textile  Raw  Materials.  Yarns. 

2.  Skins  and  Hides,  Leather  unprocessed. 

3.  Controlled  Chemicals  and  Raw  Drugs. 

4.  Insulin,  Penicillin.  Streptomycin. 

5.  Oils  and  Fats.  Natural  Waxes. 

6.  Resins  and  Gums. 

7.  Tanning  Agents  (Wood,  Bark,  Extracts) . 

8.  Raw  Rubber. 

9.  Alcohols,  Mineral  Oils. 

Ip.  Bauxite,  Alumina  (Clay). 

11.  Caolln.  other  Rare  Earths. 

12.  Silica  Refractory  Material. 

13.  Iron  and  Ferro  Alloys,  raw  and  Beml- 
flnished  rolled  products. 

14.  NT-Metals,  raw. 

15.  Other  Ores.  Metals.  Concentrates. 

16.  Industrial  Diamonds. 

17.  Specially  stipulated  Machines. 

18.  Proces.slng  Contracts. 

19.  Mechanical  and  Chemical  Pulp  of  all 
kinds  and  Newsprint. 

20.  Mining  Supplies. 

Detailed  specification  according  to  German 
Statistical  Code  of  1938  will  be  Issued  by 
VfW  Foreign  Trade  Division. 
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JEIA  Instruction  No.  1 
(Revision  No.  1] 

ADDENDUM   "a" 

(Effective  date  December  15.  1948) 
Subject:  Export  procedure. 

OBJECT 

To  extend  the  operation  of  JEIA  Instruc- 
tion No.  1.  Revision  No.  1,  to  the  US  UK 
Sectors  of  Berlin,  effective  December  15,  1648, 
upon  the  following  terms  and  conditions: 

1.  All  export  contracts,  regardless  whether 
or  not  subject  to  prior  approval  of  JEIA  or 
VfW  or  competent  German  authority  desig- 
nated by  VfW,  will  be  submitted  to  a  JEIA 
Branch  Office  In  Berlin  together  with  the 
ECD  forms  for  approval.  JEIA  Branch  Office 
shall  signify  Its  approval  on  all  such  ECD  s 
before  they  are  submitted  to  an  Aussenhan- 
delsbank. No  Aussenhandelsbank  In  Berlin 
shall  approve  or  Issue  an  ECD  which  does 
not  have  the  prior  approval  of  JEIA  Branch 
Office  noted  thereon. 

2.  After  completion  by  Customs,  copy  of 
the  ECD  which  Is  normally  returned  by  Cus- 
toms to  the  appropriate  Land  Central  Bank 
will,  in  the  case  of  ECD's  Issued  by  an  Aus- 
senhandelsbank In  Berlin,  be  returned  direct 
to  Bank  Deutscher  Laender,  Frankfurt. 

3.  All  provisions  of  JEIA  Instruction  No.  1, 
Revision  No.  1.  shall  be  In  full  force  and 
effect  In  connection  with  exports  from 
US  UK  Sectors  of  Berlin  except  as  herein 
specifically  otherwise  provided.  (Date  of  Is- 
suance:  December  2,   1948.) 

JEIA   INSTRUCTION   NO.   8 

(First  Revised  Edition) 

(Effective  date  February  9,  1948) 

Subject:  Piocedure  for  arranging  travel  of 
businesaman  abroad. 

OBJECT 

1.  In  the  Interests  of  promoting  export 
sales  and  of  restoring  normal  commercial 
trade  practices,  increasing  emphasis  will  be 
placed  on  encouraging  and  facilitating  tb« 
travel  of  businessmen  abroad.  This  instruc- 
tion Is  designed  to  clarify  the  circumstances 
under  which  such  travel  may  currently  be 
authorized  and  to  define  the  procedure  to  be 
followed  by  the  JEIA  Branch  Offices.  In  con- 
Junction  with  other  organizations.  In  ar- 
ranging  for  such  travel. 

REFERENCES 

2.  Reference  JEIA  Instruction  No.  8.  This 
revision  completely  supersedes  the  original 
Instruction  No.  8  (Attention  is  called  in  par- 
ticular to  the  changes  made  in  the  procedure 
for  UK  Zone  clearance  (paragraphs  14-19  be- 
low) and  In  the  provisions  for  financing 
travel   (paragraphs  30-28  below)). 

3.  Reference  JEIA  Operational  Memo.  No. 
12  concerning  Issue  of  Travelers  Cheques  to 
German  Businessmen  Travelling  Abroad. 
Operational  Memo.  No.  12  Is  herewith  re- 
scinded. Its  provisions,  as  revised,  are  in- 
cluded In  the  present  revised  edition  of  In- 
struction No.  8   (paragraphs  27-30). 

RESPONSIBn-ITY    FOR    SCREENING 

4.  The  Branch  Offices  of  JEIA  are  assigned 
the  responsibility  for  screening  (excluding 
denazification)  and  sponsoring  Germans  to 
be  sent  abroad  on  official  export-Import  mat- 
ters, and  for  obtaining  proper  travel  and  se- 
curity clearances  from  Combined  Travel 
Board  In  the  U.  S.  Zone  and  Entries  and 
Exits  Branch  In  the  British  Zone. 

raCTORS  GOVERNING  THE  SPONSORSHIP  OF 
TRAVEL  ABROAD 

B.  Branch  Offices  may  sponsor  travel 
abroad  by  German  businessmen  under  tb,» 
following  circumstances: 
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a.  When  the  expenses  of  the  German  trav- 
eler are  to  be  borne  by  a  tlrm  (or  firms)  or 
Government  Agency  In  the  country  to  be 
visited.  (In  such  cases,  the  JEIA  Branch 
Office  win  require  the  applicant  to  produce 
a  statement  in  writing  from  the  sponsor  un- 
dertaking to  defray  all  expenses  Incurred  up 
to  the  time  of  the  applicants  return  to  Ger- 
many, with  the  understanding  that  no  reim- 
bursement for  such  payment  of  expenses  will 
be  made  by  any  government  agency. 

b.  When  the  travel  expenses  are  to  be  paid 
from  export  bonus  funds  accruing  to  the  ex- 
porter in  accordance  with  JEIA  Instruction 
No.  6.  entitled  "Export  Foreign  Exchange 
Bonus."  dated  September  23,  1947  (See  part 
B.  16  (b)). 

c.  Wnen  the  Branch  Ofllce  considers  the 
travel  of  sufBcient  Importance  to  the  eco- 
nomic objectives  of  Military  Government  to 
warrant  the  expenditure  of  JEIA  funds.  The 
initial  number  of  such  trips  which  may  be 
considered  as  an  obligation  of  Military  Gov- 
ernments (US  UK)  Is  100.  and  is  broken 
down  as  follows  for  the  Branch  Offices: 

U.  S.  Zone  V.  K.  Zone 

Bavaria 15       Dusseldorf 16 

Wuerttemberg 11       Hannover 12 

Hesse   11       Hambtorg 9 

Bremen    5       Kiel 5 

Berlin 5       Berlin 5 
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A  quota  of  6  Is  reserved  to  the  Main  Office, 
JEIA.  (The  Branch  Office  JEIA  will  not  ap- 
prove the  expenditure  of  JEIA  funds  for 
travel  expenses  If  the  applicant  has  export 
boniis  funds  available  for  such  use.) 

CLEARANCE  PROCEDURE  FOR  US  ZONE  APPL1C.\NTS 

6.  The  Land  Economic  Ministry  will  sub- 
mit to  the  appropriate  JEIA  Branch  Office 
the  name(s)  of  those  Individuals  whose  travel 
the  Land  Economic  Ministry  indorses.  (Se- 
lections may  also  originate  with  the  Branch 
Office  In  which  case  the  Land  Economic  Min- 
istry win  be  consulted  by  the  Branch  Office.) 
This  list  of  name(8)  will  be  accompanied  by 
a  concise  personal  history  (In  English)  of  the 
applicant  together  with  a  Justification  by  the 
Land  Economic  Mmlstry  for  the  proposed 
travel.  In  the  case  of  Individuals  residing  In 
a  Land  other  than  the  one  in  which  their 
place  of  business  is  located,  the  Land  In  which 
the  place  of  business  Is  located  shall  have 
Jurisdiction  over  sponsorship  of  foreign 
travel. 

7.  The  Branch  Office,  upon  approval  of  the 
applicant's  travel,  will  prepare  In  duplicate 
a  letter  of  sponsorship  addressed  to  the  con- 
sulate of  the  country  to  be  visited.  This 
letter  will: 

a.  State  the  applicant's  travel  Is  in  the 
Interest  of  Military  Governments  (US  UK). 

b.  State  the  itinerary,  including  names  of 
plants  to  be  visited,  and  planned  duration 
of  the  trip. 

c.  Request  the  consulate  to  transmit  to  the 
Branch  Office  a  letter  to  the  efTect  that  a 
vLsa  win  l>e  Issued  providing  that  a  Mni- 
tary  Exit  and  Re-Entry  Permit  Is  granted 
the  applicant  by  Military  Government. 

8.  The  original  and  copy  of  letter  of  spon- 
sorship (both  signed)  will  be  distributed  as 
follows: 

a.  Original  to  the  appropriate  consulate. 

b.  One  copy  to  the  applicant. 

9.  The  applicant  wUl  take  his  copy  of  the 
letter  of  sponsorship  to  the  Buergermelster 
In  the  community  In  which  he  has  legal  resi- 
dence. Upon  approval  by  the  Buergemelster. 
the  applicant  will  complete  OMGUS  form 
265  (formerly  CI  form  226.  227)  known  as 
"Application  for  Temporary  Travel  Document 
In  Meu  of  Passpost  and  or  Military  Exit  Per- 
mit'. (avaUable  at  Buergerfnelster)  in  tripli- 
cate and  attach  three  (3)  passport  size  photo- 
graphs. 

10.  The  Buergermelster  will  then  transmit 
the  letter  of  sponsorship  and  OMGUS  form 
865  In  triplicate  together  with  photographs 
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to  the  local  liaison  and  Security  Office  of  the 
Landkrels  for  approval.  Upon  approval,  the 
local  Liaison  and  Security  Office  will  submit 
all  documents  to  Branch  Office  of  the  Com- 
bined Travel  Board  (Branch  Offices  are  lo- 
cated in  Munich,  Stuttgart,  Wiesbaden,  and 
Bremen,  with  a  central  office  In  Berlin). 

11.  When  the  application  has  been  ap- 
proved, the  Branch  Office,  Combined  Travel 
Board,  will  In  the  case  of  a  German  national 
issue  a  "Temporary  Travel  Document  for 
German  Nationals  ",  and  for  a  stateless  per- 
son, "Temporary  Travel  Document  for  State- 
less People",  and  stamp  Into  this  a  Mnitary 
Exit  and  Re-Entry  Permit,  provided  the 
Branch  Office  JEIA  has  meanwhUe  forwarded 
to  the  Branch  Office,  Combined  Travel  Board, 
a  letter  from  the  appropriate  consulate  (see 
paragraph  7  (c)  above). 

12.  The  Combined  Travel  Board  wUl  retain 
all  documents  forwarded  to  them.  The  Tem- 
porary Travel  Document  will  be  transmitted 
to  Branch  Office,  JEIA.  Branch  Office.  JEIA 
wUl  have  applicant  procure  visa  when  con- 
venient to  do  so.  or  send  Temporary  Travel 
E)ocument  (similar  to  passport)  to  appropri- 
ate consulate  or  Military  Mission  for  action. 

SUBSEQUENT  TRIPS 

13.  The  Branch  Office.  JEIA.  in  approving 
a  subsequent  trip  to  be  made  by  the  appli- 
cant will  follow  the  same  procedure  as  stated 
above,  with  the  following  exceptions: 

a.  Sponsorship  letter  and  application  (see 
paragraphs  7  and  8  above)  wUl  be  prepared 
In  the  normal  way,  except  that  on  the  copy 
to  the  Branch  Office.  Combined  Travel  Board. 
Branch  Office  JEIA  will  state  that  the  present 
application  Is  for  subsequent  travel  of  the 
same  applicant,  and  that  the  Temporary 
Travel  Document  Is  being  submitted  for  re- 
newal of  the  exit  stamp. 

b.  The  above  documents  together  with  the 
previously  Issued  Temporary  Travel  Docu- 
ment will  be  hand-carried  by  the  applicant, 
when  practicable,  directly  to  the  appropriate 
Branch  Office.  Combined  Travel  Board,  omit- 
ting the  Buergermelster  and  the  local  Liaison 
and  Security  Office. 

CLEARANCE  PROCEDURE  FOR  UK  ZONE  APPLICANTS 

14.  The  clearance  procedure  outlined  in 
paragraphs  6  and  7  above  is  applicable  for  the 
UK  Zone  as  well  as  the  US  Zone. 

15.  The  JEIA  Branch  Office  will  arrange  for 
the  following  documents  to  be  submitted  to 
the  appropriate  Regional  Office,  Entries  and 
Exits  Branch,  either  directly,  or  through  the 
Entiles  and  Exits  Branch  Permit  Application 
Office,  Berlin,  or  through  the  office  of  the 
local  Landrat  Oberbuergermelster  (clearance 
by  the  applicant  with  the  local  Buerger- 
melster l.s  not  required  in  the  UK  Zone.) : 

a.  Three  copies  of  form  EE  227  and 
EE  226  B. 

b.  Two  passport  photographs  (full  face  and 
hatless). 

c.  Letter  of  sponsorship  form  (attached 
hereto  as  Appendix  A). 

16.  The  Entries  and  Exits  Branch  Regional 
Office  will  obtain  security  clearance  from 
Intelligence  Division,  and,  where  necessary, 
financial  clearance  from  Investigations 
Branch,  Finance  Division,  Berlin.  After  clear- 
ances have  been  obtained,  and  provided  ttie 
JEIA  Branch  Office  has  meanwhile  forwarded 
to  the  Regional  Office  the  consular  letter 
authorizing  entry,  the  Regional  Office  will 
Issue  a  Temporary  Travel  Document  or  Na- 
tional Passport,  Indorsed  with  a  retiu-n  Exit 
Permit. 

17.  Since  security  clearance  requires  17 
days  from  the  date  of  dispatch  of  application 
forms  by  the  Regional  Office  to  Intelligence 
Division,  a  minimum  of  3  weeks  must  be  al- 
lowed from  the  time  that  applications  forms 
are  received  by  Entries  and  Exits  Branch 
until  the  Exit  Permit  is  issued.  In  cases 
where  the  Branch  Office  has  reasonable 
grounds  to  suppose  that  individuals  in  whom 
they  are  interested  wUl  be  required  to  travel 


in  the  near  future,  although  the  date  of 
travel  Is  not  actually  fixed,  they  should  ar- 
range to  obtain  security  and  financial  clear- 
ance in  advance.  Entries  and  Exits  Branch 
will  then  be  In  a  position  to  issue  the  com- 
pleted Travel  Document,  when  required, 
with  a  minimum  of  delay. 

18.  The  Temporary  Travel  Document  will 
be  transmitted  to  the  JEIA  Branch  Office. 
The  Branch  Office  will  have  applicant  pro- 
cure visa  when  convenient  to  do  so,  or  send 
Temporary  Travel  Document  to  appropriate 

consulate  or  Military  Mission  for  action. 

19.  The  JEIA  Branch  Office  will,  at  tl;e 
earliest  possible  date,  notify  the  nearest 
Travel  Bureau,  with  copy  to  M  (I)  Move- 
ments, of  the  reservations  required.  M  (I) 
Movements  normally  require  7  days  notice 
for  reservations. 

FINANCING  or  TRAVEL 

20.  Travelers  duly  authorized  will  be  issued 
with  currency  and  or  travelers  cheques  In  an 
amount  sufficient  to  provide  an  allowance  of 
$7.00  to  $1000  for  each  day  the  traveler  will 
spend  outside  Germany.  (The  decision  as  to 
the  sum  to  be  authorized  within  these  limits 
will  be  made  by  the  Branch  Office  on  the  bi\sl8 
of  the  knowledge  of  living  costs  In  the  coun- 
try to  be  visited.)  The  allowance  for  ocean 
travel  will  be  a  flat  $10  00  for  each  trip. 

21.  Where  travel  expenses  are  to  be  paid 
from  export  bonus  or  JEIA  funds,  no  foreign 
currency  and  or  travelers  cheques  will  be 
given  the  traveler  until  he  has  made  RM  pay- 
ment to  the  Aussenhandelsbank  at  the  rate 
of  30  cents— 1  RM  for  the  full  amount  of  the 
foreign  currency  and  or  travelers  cheques  to 
be  Issued  to  him.  The  Aussenhandelsbank 
will  furnish  a  receipt  that  RM  payment  has 
been  made.  At  the  time  of  his  return  to 
Germany,  the  traveler  may  receive  RM  reim- 
bursement for  foreign  funds  not  spent  by 
presenting  such  receipt,  together  with  unused 
funds,  at  the  Aussenhandelsbank. 

22.  Where  expenses  of  the  German  traveler 
are  to  be  borne  by  the  country  to  be  visited 
(paragraph  5a  above),  the  following  pro- 
cedure is  applicable: 

a.  The  sponsoring  Branch  Office  will  draw 
a  cheque  on  a  local  banking  account,  estab- 
lished by  Main  Office.  JEIIA.  for  the  cost  of 
travel  and  per  diem  allowance  as  established 
In  accordadnce  with  paragraph  20  above. 

b.  The  Branch  Office  will  obtain  a  receipt 
from  the  traveler  (Appendix  B)  in  triplicate 
for  the  amount-allotted.  These  receipts  will 
be  distributed  as  follows: 

( 1 )  Original  to  foreign  firm  with  demand 
for  reimbursement  to  Joint  Export-Import 
Account. 

(2)  Copy  to  Central  Accounts  Office  JEIA 
with  request  for  replenishment  of  fund  (see 
paragraph  24  below  t. 

(3)  Copy  retained  by  Branch  Office. 

23.  Where  expenses  of  the  German  traveler 
are  to  be  paid  from  export  bonus  funds  (para- 
graph 5b  above),  the  following  procedure  will 
apply : 

a.  The  sponsoring  Branch  Office  will  au- 
thorize the  LWM  to  draw  a  cheque  on  the 
local  banking  account,  against  a  bonus  cer- 
tificate, for  the  cost  of  travel  and  per  diem 
allowance  as  provided  in  paragraph  20  above. 

b.  The  LWM  wni  obtain  a  receipt  from  the 
traveler  (Appendix  B)  In  triplicate  for  the 
amount  allotted.  These  recelpU  will  be  dis- 
tributed as  follows: 

( 1 )  Original  to  the  German  traveler,  which 
he  will  turn  in  to  the  local  bank  when  he 
presents  cheque  to  obtain  foreign  exchange. 

(2)  Copy  to  Branch  Office. 

(3)  Copy  retained  by  LWM. 

24.  For  travel  in  the  two  cases  outlined 
above,  the  sponsoring  Branch  Office  will  ob- 
tain a  detailed  statement  of  account  from 
the  local  bank  at  the  end  of  each  month. 
This  statement,  together  with  copies  of  re- 
ceipts will  be  forwarSed  to  Central  Accounts 
each  month  with  a  request  for  replenish- 
ment of  the  account. 
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26.  Where  expenses  of  the  German  traveler 
are  to  be  paid  from  JEIA  funds,  (paragraph 
6c  above),  the  following  procedure  will  apply: 

a.  The  sponsoring  Branch  Office  will  piir- 
chase  from  an  authorized  travel  agency  a 
round  trip  ticket  to  the  traveler's  place  of 
destination.  The  Branch  Office  will  purchase 
the  ticket  by  encashment  of  travelers  cheques 
held  by  It.  It  will  also  Issue  travelers  cheques 
to  provide  for  the  traveler's  expenses  In  ac- 
cordance with  paragraph  20  above.  Decision 
as  to  whether  the  issue  will  be  In  dollars  or 
in  sterling  will  be  based  on  the  country  of 
destination. 

b.  When  the  sponsoring  Branch  Office  Is 
unable  to  purchase  a  round-trip  ticket  for 
the  traveler.  It  will  issue  travelers  cheques 
In  an  amount  sufficient  to  cover  the  round- 
trip  cost  of  transportation  in  addition  to  the 
per  diem  allowance. 

c.  The  Branch  Office  will  obtain  a  receipt 
from  the  traveler  (Appendix  B)  In  duplicate 
for  the  amount  allotted.  These  receipts  will 
be  distributed  as  follows: 

(1)  Original  retained  by  Branch  Office. 

(2)  Copy  to  Central  Accounts  Office  as  sup- 
porting evidence  to  the  monthly  account  (see 
paragraph  28  below). 

26.  The  traveler  will  not  be  permitted  to 
expend  more  than  his  authorized  dally  al- 
lowance. He  wUl  be  required,  upon  return- 
ing to  Germany,  to  submit  an  itemlaed  ex- 
pense account,  with  receipts  where  prac- 
ticable, for  all  living  expenses  outside  of  Ger- 
many, together  with  unused  travelers 
cheques  and  foreign  currencies.  The  Branch 
Office  will  hold  and  account  for  the  un- 
used foreign  currencies  and  may  utilize  such 
rurrencles  In  providing  funds  to  other  Ger- 
mans authorized  to  visit  the  respective  coun- 
tries of  issue. 

ACCOUNTING    RECORDS   AND    ENTRIES 

27.  The  following  accounting  records  will 
be  maintained  by  each  Branch  Office: 

a.  Register  of  travelers  cheques  received 
and  issued.  The  form  of  this  Register  is 
shown  at  Appendix  C. 

b.  Register  of  unused  travelers  cheques 
returned.  The  form  of  this  Register  Is  shown 
at  Appendix  D.  All  such  cheques  will  l>e 
forwarded  to  Central  Accounts  Office,  JEIA, 
with  a  request  for  replenishment. 

c.  Cash  account  for  the  local  banking  ac- 
count. 

28.  A  copy  of  the  Registers  (paragraph  27a 
and  b  above),  together  with  a  certificate 
of  holding  (Appendix  E),  signed  by  the  cus- 
todian of  the  Fund  and  Countersigned  by  the 
Head  of   the  Branch,  wUl   be  forwarded   to 
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Central  Accounts  Office,  JEIA,  at  the  end  of  8.  Place  of  destination 

each  calendar  month.  4.  (a)   If  the  visit  Is  at  Invitation  of  an 

29.  When  a  travelers  cheque  Is  issued,  the  organization,    name    of    such    organization 

number  of  the  cheque,  together   with  the        

name  and  particulars  of  the  person  to  whom  6.  (a)  Proposed  date  of  departure  and  de- 
issued,  will  be  notified  (In  duplicate)  on  form       gree  of  urgency 

"Application  for  Purchase"  to  American  Ex-  (b)   Proposed  length  of  visit 

press  Company,  Inc.,  Berlin  Branch,  Berlin-  6.  Reasons  In  full  for  visit 

Zehlendorf,  Onkel  Tom  Strasse  No.  2,  at  the  7.  (a)   I   certify    that    the    above    visit   la 

time  of  Issue.  desirable  In  the  Interests  of  re-education  of 

30.  The    following    entries,    as    applicable.  Germany  In  the  working  of  democratic  In- 

wlll  be  made  in  the  Branch  Office  books  of        stltutious 

account  and  reported   to  Central   Accounts  (b)   I   certify   that   the   above   Journey   is 

Office  on  the  Branch  Statement  of  Account:  desirable  in  the  interests  of  the  British  Oc- 

a.  For   use  of  travelers  cheques:    (1)    On       cupatlonal  authorities 

receipt  of  travelers  cheques:  J.  Voucher  Dr.  (delete  if  not  applicable). 

Travel  of  German  Businessmen  Fund    (a/c  Signed    

110).     Cr.  Cash  Clearance  Account  (a/c  No.  Division  branch    

105).  Date _ 

(2)  At  end  of  each  calendar  month:  J.  V.        .  ■«       t »,     o   ,      r, 

Dr!   Travel   Expense^-^lerman   Businessmen  Appendix  B  to  Instr^on  No.  8,  iCT  Revised 

(a  c    No.    502)    or    Dr.    Reserve    for    Export  tsiniou 

Bonus  Fund  "A"  or  "B"  as  applicable   (a  c  joint  export  import  agency    (D*  uk) 

Nob.  218  or  219)  or  Dr.  Accounts  Receivable 

(a/c  No.  166).    Cr.  Travel  or  German  Busi-  Receipt 

nessmen  Fund  (a/c  No.  110).  ' T^',7  \        ,". ^J» 

(3)  On  receipt  of  unused  cheques  returned  (Pull  name  of  applicant) 

by  traveler:  J.  V.  Dr.  Cash  Clearance  Account       located  at -  

(a/c  No.  105).    Cr.  Travel  Expenses— German  ^      ^         .         ,^      (run  address) 

Businessmen  (a  c  502)  or  Cr  Reserve  for  Ex-  ^f^^^^  acknowledge  receipt  of  the  amount 

port  Bonus  Fund  (a  c  218  or  219)  or  Cr.  Ac-       ^\.:'Z'7'"Zy"yyZ \"\V\"y 

^nts  Receivable  (a  c  No.  166).  *^"=*^  ^  understood  to  cover  incidental  ex- 

b.  For  use  of  local  banking  account:    (1)  P^nses  en  route  from  Germany  to 

On  receipt  of  Banking  Account:  J.  Voucher       ""^^^^^  amount  of in  travelers 

ance  a"c^(a'c"l05r'^                 f-     as         ear-  i  herewith  certify  and  declare  instead  of 

(2)  On  issue  of  Cheque  as  in  paragraph  22:  '^^^^^^  an  oath,  that  I  will  not.  while  out- 
J.  V  Dr.  Accounts  Receivable  (a./c  166).  fj^^  of  Germany,  engage  In  any  transac- 
Cr.  Travel  Fund  (a  c  125).  tlon  with  respect  to  property  wherever  lo- 

(3)  On  receipt  of  advlc*  that  repayment  ^«t«^^'  "«^f  /^^  «^«>  "^^""^^  °'  i*"'^*^ 
has  been  made :  J.  V.  Dr  Cash  Clearance  (a/c  Govermnents  for  Germany  (US/UK )  .nor 
105) .    Cr.  Accounts  Receivable  (a/c  166) .  "««  '^«  ^"'^^^  "\^^f  available  to  me  by  MUi- 

(4)  On  issue  of  cheque  as  In  paragraph  23 :  ^f J  Governments  for  Germany  (US ^UK)  for 
J.  V.  Dr.  Reserve  fo?  Export  Bonus  Fund  ''l^^'  ^,^an  personal  expenses:  that  I  under- 
"A"  (a  c  218) .     Cr.  Travel  Fund  (a/c  125 . .  f,^*"«*  ^^e  arrangemenu.  regulations  and  ob- 

(5)  On  receipt  of  replenishment:  J.  V.  Dr.  "gations  which  provide  for  the  travel  and 
Travel  Fund  (a/c  125)  Cr.  Cash  Oearance  expenses  or  German  businessmen  and  offi- 
,  ,„,.  cials  outside  Germany  for  approved  export 
*  or   Import   discussions,   that   I   will    not    be 

(Date  of  Issuance:  February  9.  1948.)  permitted   to  expend   more   than   the  dally 

appendix  a  to  iNSTHumoN  NO.  8.   1ST  Ri-  allowance  authorized  by  Branch  Office.  JEIA, 

vised  EDmoN  ^^^  Xh&X.  I  will,  upon  returning  to  Germany, 

submit  an   Itemized  expense  account,  with 

sponsored  visrrs  of  civilians  to  uk  and  receipts  where  practicable,  for  all  living  ex- 

OTME1  COUNTRIES  penses  outside  Germany,  together  with  un- 

Note:  This  application  must  be  signed  by  used  travelers  cheques  and  foreign  curren- 

the   representative  of   the   Sponsoring   Dlvl-  cles. 

sion  or  Branch  of  C.  C  G. 

1.  Surname  and  full  Clirlstian  names  (in 
block  capitals) . 

2.  Present  address 


(Signature) 
(Date) 


ArrcNDix  C  TO  iNsTRLcno.N  No.  8,  1ST  Revised  Edition 

REGISTER  Of  rHEQl'ES  RKCEIVED  AND  fSPt'En 


Datrof 
ffwipt 

8«f)Uoncr 

of 
chojiK'S 

Amount 

IVniBiid 
No.. 

(okllT 

No. 

Dalf  of 
ii>.>;iie 

Fo. 

Traveler 

Destination 

Piirfiow  and  <iiira- 
tioii  of  \  ifit 

DatP 

vouchtrs 
rraK^id 

Dnt*" 

VOUchjTS 

ri«ive<l 

Clioclced 

Amount 

of  uimstHl 

flir'iui\s 

ri-ccivcd 

Hcf.  to 

UI1U.S(<<1 

rhf<)tif>s 
register 

. 

1 

&l«k«l^v<> 
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NOTICES 

Ammix  D  TO  Inotruction  No.  «.  Irr  R«vm«d  Editiow 

BiaiBTI*  OF  UJIU81D  CHEQUES  BITCBMSD 


Date  of 
recalpt 


geauenc« 
of  cheque 


Amount 


Folder  No. 

demaad 

No. 


From  whom  received 


Ledger 
Fo. 


Date  sent 

to  C.  A. 

0. 


Pate  replenish- 
ment received 


Amount  of 

replcnisb- 

ment 


letter  Fo. 


ApprNDix  E  TO  Instruction   No.   8,   1st 
Rkvised  Edition 

eMlTiriCATi;   of    holding    travelers   CHEQUI3 

Month  of 19—- 

Branch  

I  certify  that  the  undermentioned  Ameri- 
can Exprew  Company  travelers  cheques  are 

In  my  possession  as  of 19 

O  $10  @  $20  @  $50  ©  $100 

Total  value 

Signed  (custodian  of  fund) 

Countersigned : 

"""signed  (head  of  branch  office) 
JQA  Instruction  No.  9 
[First  Revision] 
(Effective  date,  August  16,  1948) 
Subject:  Performance  of  services  by  Ger- 
man agents  on  behalf  of  foreign  principals. 

object 

•  1    In   the  interests  of  stimulating  export 

I       trade  and  of  maximizing  Income  from  sale 
!        of  German  services.  It  Is  essential  that  Ger- 
1        man  agents  be  permitted  to  perform  certain 
'        commercial  and  professional  services  In  Ger- 
many  and   In   German   Free   Port   areas,   on 
behalf  of  foreign  firms.     It  la  the  object  of 
this  Instruction  to  provide  a  procedure  for 
the  export  of  such  services. 

REFERENCES 

2.  Reference  JEIA  Instruction  No.  9.  This 
revtelon  completely  supersedes  the  original 
Instruction  No.  9  ancf  all  other  directives 
Issued  on  subject  matter  within  the  scope  of 
this  Instruction. 

SCOPE 

3.  The  term  "agent"  as  used  herein  Is  de- 
fined as  any  German  person  or  firm  transact- 
ing business  or  performing  a  service  on  be- 
half of  a  foreign  principal.  Agents  as  referred 
to  in  this  Instruction  comprise  likewise  Inde- 
pendent professionals  such  as  lawyers,  patent 
agents,  engineers,  architects,  clergymen,  au- 
thors, experts  of  all  kinds,  etc.  Shipping,  for- 
warding and  transport  agents  are  excluded 
from  this  Instruction  as  they  are  covered  by 
JEIA  Instruction  No.  11.  The  functions 
which  an  agent  may  perform  Include,  but 
are  not  limited  to  the  following : 

a    Signing  export.  Import,  and  other  con- 
tracts on  behalf  of  foreign  prlnclpaU. 


b.  Locating  markets  for  foreign  sellers  and 
sources  of  supply  for  foreign  buyers. 

c.  Representing  foreign  principals  in  nego- 
tiations with  German  firms. 

d.  Arranging  on  behalf  of  foreign  prin- 
cipals for  Insurance,  warehousing,  and  other 
necessary  commercial  services. 

e.  Performing  Individual  professional  or 
personal  services,  rendering  professional  or 
personal  advice  or  other  assistance,  etc.  to 
foreign  principals. 

f.  Receiving  goods  on  consignment  for 
gftle  against  foreign  exchange  as  prescribed 
by  Military  Government  laws  and  regulations. 

g.  Ships   chandlerlng. 

ACENCT    AGREEMENTS 

4.  All  agency  contracU  must  be  In  writing 
and  may  consist  of  an  exchange  of  letters, 
cables,  or  telephone  conversations  later  con- 
firmed In  writing.  The  German  agent  will 
make  a  record  of  the  agreement  available 
for  such  audit  as  may  be  required.  All  such 
agreements  for  the  performance  of  services 
shall  be  subject  to  the  terms  and  condi- 
tions of  this  JEIA  instruction. 

5.  Although  under  this  Instruction  It  will 
not  be  necessary  to  prepare  export  licenses 
for  transactions,  all  agents  covered  by  this 
Instruction  will  be  responsible  to  the  LWM 
for  the  proper  execution  of  the  terms  and 
conditions  herein  provided.  The  LWM  is 
authorized  to  check.  In  such  matter  as  It 
may  deem  advisable,  whether  agencies  are 
complying  wltH  the  prescribed  terms  and 
conditions  of  applicable  JEIA  Instructions. 

6.  Agency  agreements  may  be  drawn  up 
in  accordance  with  customs  of  the  trade. 
Although  such  arrangements  are  not  sub- 
ject to  prior  branch  office  approval  the  fol- 
lowing conditions  will  be  observed: 

a.  Payment  for  services  performed  may  be 
made  on  either  a  commission  or  fixed  fee 
basis. 

b.  The  conversion  rate  for  services  will  be 
30  US  cents  to  the  Deutsche  mark. 

c.  Payment  must  be  made  by  foreign 
principal  within  15  days  after  presentation 
of  Invoice,  in  the  approved  currency  of  pay- 
ment. 

instruction  fob  billing 

7.  The  agent,  when  negotiating  an  agree- 
ment with  his  foreign  principal,  will  request 
the  principal  to  nominate  the  bank  through 
which  JEIA  Is  to  collect  payment. 

8.  Upon  completion  of  services  falling  due 
of  commissions  as  stated  In  the  agreement, 
the  agent  will  prepare  the  foreign  exchange 
Invoice  in  qulntupUcate  as  Indicated  In  JEIA 
Instruction  No.  1,  as  amended.    The  Invoice 


must  contain  an  Itemization  of  services  per- 
formed plus  prices  for  each  In  accordance 
with  the  terms  of  the  agreement.  The  in- 
voice must  also  state  that  payment  will  be 
made  Into  a  special  account  of  JEIA  within 
15  days  after  receipt  of  Invoice. 

9.  Copies  of  the  Invoice  will  be  distributed 
as  follows: 

a.  One  copy  to  branch  office  for  appro- 
priate  accounting  entry. 

b.  Three  copies  to  be  retained  by  agent 
for  use  as  follows: 

(1)  One  copy  to  be  attached  to  the  cxiwrt 
payment  certificate  which  Is  presented  to  the 
Aussenhandelsbank  for  reimbursement  In 
Deutsche  Mark.     (See  paragraph  10.) 

(2)  One  copy  to  the  Aussenhandelsbank 
for  transmittal  to  the  foreign  principal's 
bank  for  collection  of  payment. 

(3)  One  copy  to  be  transmitted  by  the 
agent  to  the  foreign  principal  Immediately 
upon  completion  of  services.  The  principal 
will  be  Informed  that  another  copy  of  the 
Invoice  will  be  presented  by  the  agenfs  Aus- 
senhandelsbank to  the  principal's  bank  for 
collection  of  payment  within  15  days  to  the 
appropriate  JEIA  account. 

c.  One  copy  to  LWM. 

10.  The  agent  will  arrange  to  receive 
Deutsche  mark  payment  from  the  Aussen- 
handelsbank In  accordance  with  the  terms 
and  conditions  of  JEIA  Operational  Memo- 
randum No.  25,  as  amended. 

(Date  of  Issuance:  August  16,  1948.) 

JEIA   Instruction   No.    14 

(First  Revision] 

(Effective  date,  September  1,  1948) 

etTBJECT:  Import  of  foreign  publications. 

object 

1.  To  provide  for  the  purchase  of  foreign 
publications  of  the  types  and  for  the  use 
of  the  German  persons  designated  below. 


REFERENCES 

2.  The  provisions  of  JEIA  Instruction  No. 
14  are  hereby  cancelled  and  this  First  Re- 
vision is  substituted  In  lieu  thereof. 

ALLOTMENT  OF  FUNDS 

8.  The  JEIA  branch  offices  will  be  Informed 
of  the  allocation  of  funds  appropriated  for 
purchases  under  this  procedure.  Upon  noti- 
fication to  branch  offices  of  allocations  here- 
under, all  uncommitted  previous  allocations 
under  JEIA  Instruction  No.  14  will  be  cm- 
celled. 
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PBOCEOUBB 

4.  Tbe  following  German  persons  and  or- 
ganizations In  the  Combined  Area  and  US 
and  UK  Sectors  of  Berlin  are  authorized  to 
buy  the  following  types  of  foreign  publica- 
tions under  the  JEIA  branch  office  fund  allo- 
cations: 

a.  Persoru: 

(1)  All  type  of  reputable  business  firms, 
businessmen,  and  professional  men: 

(2)  Chambers  of  commerce  and  trade  asso- 
ciations: 

(3)  Land  ministries; 

(4)  Libraries  and  scientific  institutions. 

b.  Foreign  publications: 

(1)  Trade  books,  newspapers,  and  period- 
icals: 

(2)  Economic  books,  newspapers,  and 
periodicals; 

(3)  Scientific  books,  newspapers,  and 
periodicals. 

Note:  Procurement  of  cable-code  books 
and  Bizonal  authorities'  requirements  of  for- 
eign publications  will  be  handled  outside  of 
the  provisions  of  this  instruction. 

6.  Each  JEIA  branch  office  will  delegate  to 
the  LWM  (Aussenhandelskontor)  In  the  form 
of  a  general  license  within  the  budgetary 
limitations,  the  authority  to  approve  appli- 
cations for  purchases  under  this  procedure. 
The  license  will  specify  that  funds  will  be 
used  only  for  the  purposes  set  forth  In  this 
instruction  and  up  to  the  amounts  stated 
In  the  license. 

6.  Persons  wishing  to  purchase  foreign 
publications  will  submit  through  an  estab- 
ILshed  book,  newspaper,  or  periodical  dealer 
an  Import  license  In  triplicate  to  their  LWM 
specifying  In  the  license  the  names,  prices, 
description  and  sources  of  foreign  publica- 
tions desired.  Publications  may  be  ordered 
for  a  period  not  to  exceed  one  year.  Where 
required  by  the  LWM,  all  such  licenses,  before 
submission  to  the  LWM,  shall  be  first  screened 
and  approved  by  a  designee  of  the  LWM. 

7.  The  LWM  will  examine  the  license  to 
ensure  that  desired  publications  are  author- 
ized under  this  procedure  and  that  foreign 
exchange  expenditures  do  not  exceed  the 
amounts  allocated.  The  VfW  may  issue 
additional  Instructions  with  regard  to  spe- 
cial clearances  for  particular  Items.  Upon 
approval  of  the  license,  the  LWM  will  stamp 
"Approved,"  on  behalf  of  JEIA,  date,  and 
sign  each  application,  numbering  It  serially 
beginning  with  0001  with  Identifying  symbol 
of  AHK  PUBL.  e.  g.  AHK-BAV/PUBL/0001. 
The  original  license  will  be  returned  to  the 
licensee,  one  copy  transmitted  to  the  ap- 
propriate JEIA  branch  office,  and  the  other 
retained  by  LWM. 

8.  Holders  of  approved  licenses  will  place 
their  orders  with  foreign  firms  Upon  re- 
ceipt of  foreign  Invoices,  licensees  will  pre- 
sent such  Invoices  to  an  Aussenhandelsbank, 
together  with  the  approved  licenses,  and  pay 
to  the  Aussenhandelsbank  the  Deutsche 
Mark  value  of  the  invoices  converted  at  the 
rate  of  30  cents  equal  1  DM.  The  Aussen- 
handelsbank will  certify  on  the  invoices  that 
D.  Mark  payment  has  been  made  and  will 
arrange  for  the  foreign  exchange  payment. 

9.  The  Aussenhandelsbank  will  transmit 
to  the  JEIA  branch  office  each  month  a  state- 
ment of  invoices  paid. 

(Date  of  Issuance:  August  17,  1948.) 

JEIA  Instruction  No.  16 

(Second  Revision] 

(Effective  date,  November  4,  1948) 

Subject:  Importation  of  gift  shipments 
through  commercial  channels. 

object 

1.  To  provide  a  procedure  for  the  Impor- 
tation of  gift  shipments  throiogh  commercial 
channels  Into  the  combined  zones  from 
sources  outside  Germany.     This  Instruction 
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supersedes  all  previous  instructions  Issued 
on  this  subject  matter. 

ebfesencxs 

2.  JEIA  Instructions  No.  1,  as  amended,  9, 
First  Revision,  and  11,  First  Revision. 

DISCUSSION 

3.  This  Instruction  applies  to  the  impor- 
tation of  gift  shipments  from  all  sources 
outside  Germany,  consigned  other  than  to 
CARE,  CRALOG,  and  other  welfare  agencies 
recognized  by  the  Public  Welfare  Branches 
within  the  combined  zones.  Gift  shipments 
must  be  bona-flde  gifts  which  Involve  no 
financial  or  other  obligations  by  the  reci- 
pient to  the  consignor. 

CONDITIONS 

4.  Gift  Imports  are  subject  to  the  follow- 
ing conditions: 

a.  They  may  be  made  only  pursuant  to  a 
JEIA  Issued  Import  license. 

b.  They  are  subject  to  German  Customs 
requirements. 

c.  Alcoholic  beverages,  and  narcotics  are 
prohibited. 

d.  Tobacco  or  tobacco  products  In  arfy  form 
are  strictly  prohibited. 

e.  Bona-fide  welfare  goods,  as  defined  by 
German  customs  regulations  and  consisting 
generally  of  food  stuffs,  clothing,  footwear, 
household  and  garden  supplies,  pharmaceu- 
tical products  (except  as  prohibited  in  c 
above)  and  cultural  and  educational  ma- 
terials, shipped  Into  the  Bizonal  area  In  bulk 
to  German  agents  or  representatives  of  for- 
eign principals  for  distribution  to  individual 
consumers  are  not  subject  to  German  cus- 
toms duties  provided  the  goods  are  destined 
for  the  personal  use  of  the  ultimate  Indi- 
vidual recipients  and  their  households  in 
quantities  permissible  for  duty-free  import 
under  German  customs  requirements.  Bulk 
shipments  made  in  violation  of  this  para- 
graph are  subject  to  confiscation  under  Ger- 
man customs  regulations. 

CONTRACTS 

6.  Shipments  may  be  made  to  German  for- 
warding agents  operating  under  JETIA  In- 
struction No.  11,  First  Revision,  or  to  com- 
mercial agents  operating  under  JEIA  Instruc- 
tion No.  9,  First  Revision.  All  shipments 
must  be  made  pursuant  to  contracts  approved 
by  the  appropriate  JEIA  Branch  Office. 
Dates  of  duration  of  contract  and  details  of 
services  to  be  j)€rformed  by  the  German  agent 
must  be  clearly  set  forth.  Contracts  may 
provide  that  the  Internal  German  transport 
and  dispatch  charges  may  be  paid  by  the 
German  agent  and  reimbursed  to  him  by  the 
ultimate  German  recipient  in  Deutsche  Mark. 
It  Is  anticipated  that  the  following  types  of 
contracts  will  be  negotiated: 

a.  Shipments  of  Individual  packages  packed 
by  foreign  donors  dispatched  through  foreign 
forwarding  firms  to  German  firms  for  deliv- 
ery to  recipient. 

b.  Shipments  of  standardized  gift  packages 
ordered  by  donor  from  a  foreign  forwarding 
firm  and  dispatched  as  in  a  above. 

c.  Shipments  of  bulk  quantities  of  gift  type 
commodities  by  foreign  forwarder  to  a  Ger- 
man firm  for  packing  and  or  delivery  by 
said  German  firm  to  recipients  In  accordance 
with  donor's  instructions.  In  these  cases  the 
German  customs  authorities  will  require  to 
be  satisfied  that  the  amount  of  any  single 
commodity  distributed  to  each  recipient  does 
not  exceed  the  limits  laid  down  by  customs 
regulations. 

PAYMENT 

6.  The  costs  and  charges  for  the  services 
performed  by  the  German  agent  (such  as 
packing,  storage,  processing,  fees,  etc.)  must 
be  paid  for  by  the  foreign  shipper  in  accept- 
able foreign  exchange  at  a  conversion  rate  of 
30  cents:  1  DM  in  accordance  with  JEIA  In- 
struction No.  11,  First  Revision. 
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7.  Import  license  will  be  issued  giving  de- 
tails of  description,  weight  and  quantity  of 
all  goods  to  be  imported  on  any  particular 
contract.  Any  goods  which  arrive  In  excess 
of  these  details  on  license  shall  be  held  by 
customs  until  an  amendment  to  the  contract 
has  been  authorized  by  the  branch  office  of 
JEIA  and  a  new  license  Issued. 

Abuses  of  Import  licenses  by  German  for- 
warding firms  win  necessitate  the  wlth- 
drawifl  and  cancellation  thereof,  and  the  dis- 
posal of  the  goods  through  a  welfare  organ- 
ization. 

Licenses  will  be  serially  numbered,  bepin- 
nlng  with  0001  and  will  be  prefixed  with  JEIA, 
the  Initials  of  the  Land  and  "G"  to  Indicate 
••Gift." 

All  licenses  will  be  prepared  In  qulntupU- 
cate and  the  copies  will  be  distributed  as 
follow*: 

a.  One  copy  to  foreign  forwarding  firm. 

b.  Original  and  one  copy  to  the  German 
forwarding  firm. 

c.  One  copy  to  the  customs  authorities  at 
the  port-frontier  at  which  the  goods  will 
arrive  in  Germany. 

d.  One  copy  to  be  retained  by  the  approv- 
ing JEIA  branch  office. 

8.  Gift  shipments  within  the  scope  of  ar- 
tlele  VI,  paragraph  2  of  the  Economic  Coop- 
eration Agreement  between  the  United  States 
of  America  and  the  United  States  and  United 
Kingdom  Occupied  Areas  of  Germany  may  be 
licensed  for  import  within  the  authority  of 
this  instruction. 

ZONAL    RESTRICTIONS 

9.  Shipments  under  this  procedure  may  be 
accepted  for  the  US,  British,  French  and  Rus- 
sian zones  subject  to  Interzonal  parcel  post 
regulations  and  to  any  restrictions  which 
zone  commanders  may  Impose.  German  for- 
warders should  acquaint  themselves  with 
zonal  customs  regulations  applying  to  the 
four  zones.  In  this  connection  it  is  pointed 
out  that  there  are  certain  existing  differences 
in  regulations  between  the  US  and  British 
zones. 

records  and  reports 

ID.  German  forwarders  will  maintain  rec- 
ords of  all  receipts  and  deliveries  of  parcels, 
and  win  be  responsible  for  immediate  report- 
ing to  the  police  (Biack  Market  Control 
Branch)  any  person  or  persons  who  to  their 
knowledge  are  making  use  of  the  above  pro- 
cedure for  the  furtherance  of  black  market 
activities. 

(Date  of  Issuance:  November  5.  1948.) 

JEIA  Instruction  No.  16 

(Effective  date,  March  11,  1948) 

Subject:  Procedure  for  the  licensing  of 
German  principals  to  use  commission  agents 
abroad. 

OBJECT 

1.  In  order  to  return  German  foreign  trade 
to  normal  business  channels  and  to  facilitate 
export  sales.  Joint  Export -Import  Agency 
(hereinafter  referred  to  as  JEIA)  proposes  to 
permit  German  firms  to  sell  through  agents 
abroad.  It  Is  the  object  of  this  Instruction 
to  provide  a  procedure  for  licensing  Ger- 
man principals  to  appoint  and  use  foreign 
agents  to  perform  services  on  their  behalf 
and  to  pay  commission  to  said  agents  in 
foreign  exchange. 

arrangement  between   GERMAN  PRINCIPAL  AND 
FOREIGN   AGENT 

2.  Any  agreements  entered  Into  between  a 
German  principal  and  a  foreign  agent  under 
this  Instruction  shall  provide  that  all  export 
sales  shall  be  subject  to  all  pertinent  pro- 
visions of  JEIA  Instruction  No.  1  or  13.  The 
German  principal  shall  take  all  necessary 
steps  to  assure  that  Its  foreign  agent  Is  fully 
Informed  of  the  provisions  of  JEIA  Instruc- 
tions No.  1.  13,  and  this  instruction.    Failure 
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to  comply  with  .aid  JEIA  InBtructlons  may       .till   In    effect   and   applicable   to   the   filed 
rsl\^nVrtSinrurtrat^i^;rm;  i;;       ^^rS^e^^i^nhandelshan.   wm    «am.n. 

Eh>;u?;Trjra?rtra^nVr.  rie=^;is.^°e:=.rhirn'| 

S^i  tL  caSllatlonTthe  German  prln-       celved   from   the   bank   abroad   covering   all       . 
Tar,  UceSeJor  failure  of  either  principal       dellverlea  under  the  export  licenw  listed  on 
cipan  license  luria.i  nTTATnatrur-       the  transfer  form.     In  no  event  will  the  pay- 

Shrt^^^^^^^^  inracr;re^wX^Snrt-termT.       ' 

?rofTn^r:hSr  b^  s^ubmifid  to  Main  The  ^^:T:^^^^:::^i:si:^::^- 

T*Alf  «po  rB:re's"n;totlated  by  the  for-  Z  f^'orelgn  excLnge  commission  which  will 

^iL  ^ent  shall  i  subject  to  approval  by  be  computed  by  applying  the  approved  rate 

SIlATn   accordin^e   with   JEIA  Instruction  of  commission  to  the  RM  price  of  the  ex- 

io   1   or  sub^t^o  acceptance  of  the  foreign  port  deliveries  as  indicated  in  m  bl  of  tUe^ 

huver's  offer  bv  the  German  principal  or  its  Export     Payment     Certificate.       This     RM 

?Sn-  C."  n  .cco..n.e  "wU.  .E..  In-  --"',-- ^aTr^  'rZLSr"  « 
structlon  No.  13. 

APPLICATION  FOR  LICENSE  jQ    The  Aussenhandelsbank  will  acknowl- 

.genu  f '»>^  '»  J»"^''  'fl^  "I^Sn^n       ot colUctlons  tor  nport  deM.enes  .nd  went! 

,  iv-^r'^tLT't  J    th/u"'S  .rfaglnt  .:       ..  1    m.k.    th.    lore.g.  'exchange   payments 

be  signed  and   all   copies  submitted  to  the       German  principal, 
appropriate  JEIA  branch  office.    Disapproved  (Date  of  Issuance:  March  11.  1948.) 

applications  will  be  endorsed  "Not  Approved''  ^p^„„  ^  „  jeia  Instruction  No.  16 

and  win  be  returned  to  the  applicant  with  /u-rfc«ui*  «  *v/ 

a  statement  of  reason  for  disapproval.  Datum 

Date 

ISSUANCE    OF    AGENT  3   LICENSE 

Gen. — Nr. 

6.  On    approval    of    the    application,    the  License  No. 

JEIA  branch  ofBce  will  sign  all  copies  of  the  Genehmlgung     ztir     Beschaeftlgung     und 

license  and  number  them  with  a  license  num-  Bezahlung  von   Auslandsvertretern. 

ber  beginning  with  0001.  preceded  by  "FRAG"  License  for  Employment  and  Payment  of 

(for  foreign  agent)  and  the  symbol  identify-  Agents  Abroad. 

Ing  the  branch  office  concerned  (e.  g.  BAV  jj^r  Flrma 

FRAG  0001 ) .     Copies  will  be  distributed  a«  The  firm 

follows:  *n 

(a)  Original  through  the  LWM  to  the  Oer-  ^i^d  hlermlt  die  Genehmlgung  ertellt,  fuer 

man  exporter.  "     Ihre  Ausfuhrgeschaefte 

(b)  One  copy  to  LWM  for  retention.  jg  herewith  authorized  to  employ  an  agent 

(c)  One  copy  to  Joint  Foreign  Exchange       jqt  Ita  export  transactions 

Agency    (hereinafter   referred   to   as   JFEA).  jn 

(This  copy  will  serve  a.s  a  general  authorlza-  (Art  der  Ware  kind  of  commodity) 

tlon  of  the  JEIA  to  JFEA  for  the  payment  of  n^ch  folgenden  Laendern  slch  elnea  Vertrt- 

commlsslons  after  Implementation  of  stlpu-  x.eTS  zu  bedlenen 

lated  provisions. )  to  the  following  countries 

(d)  One  copy  retained  by  the  JEIA  branch  

office.  1.  (a)   Land: 

7.  No  license  shall  be  Issued  for  a  term  ex-  Country: 

ceedlng  one  year  from  date  of  Issue.     The  (j,)   Name  und  Wohnsltz  des  Vertretera: 

license  shall  clearly  state  that  It  Is  subject  Name  and  residence  of  agent: 

to  withdrawal  and  cancellation  at  any  time       

by  JEIA  with  or  without  cause.    All  German  ^^j   provlslonshoechstsatz  in   Prozent  dei 

principals    licensed    under    this    instruction  Devlsenerloeses: 

will  be  responsible  to  the  LWM  for  the  proper  Maximum  rate  of  commission  in  per- 

executlon  of  the  terms  and  conditions  herein  centage    of    proceeds    In    foreign    «- 

provided.    The  LWM  Is  authorized  to  check.  change: 

In  such  manner  as  It  may  deem  advisable.  ^            Land- 

whether  such  German  principals  are  comply-  •            country- 

lag  with  the  prescribed  terms  and  condition.  ^^^^  und  Wohnslt.  des  V.rtreUr.: 

of  this  instruction.  ^^^^  ^^^  residence  of  agent: 

PAYMENT  OF  COMMISSIONS  

8    The  order  of  payment  of  commission.  (c)   Provlslonshoechstsatz   in  Prozent  de. 

in  foreign  exchange  to  the  agent  abroad  will  Devlsenerloeswi : 

be  made  on   the  transfer  form  attached  a»  Maximum  rate  of  commission  In  per- 

Appendix  B.  ThU  form  will  be  prepared  In  centage    of    proceed.    In    foreign    tx- 

dupllcate  by  the  German  exporter  and  pre-  change: 

sented.  together  with  the  'TRAG"  license,  to       _ 

the  Aussenhandelsbank  which  handled  the  '  ^    ^^j   Land: 

documents  and  foreign  exchange  Invoices  for  Country: 

the     export     transactions     concerned.     The  Wohnsltz  de.  VertretersJ 

Aussenhandelsbank      should      return      th.  ^"^^  JJ^,  ^^d  residence  of  agent: 

•FRAG"    license    to    the    German    principal  name  ana  rwiaeu           .« 

after  examining  same  to  determine  If  It  Is      r-r— ""  " 


(c)  Provlslonshoechstsata  In  Prozent  des 
Devlsenerloeses : 

Maximum  rate  of  commission  in  per- 
centages of  proceeds  in  foreign  ex- 
change: 

4.  (a)   Land: 

Country: 
(b)   Name  und  Wohnsltz  des  Vertreters: 
Name  and  residence  of  agent: 

'^c)  Provlslonshoechstsatz  in  Prozent  des 
Devlsenerloeses: 

Maximum  rate  of  commission  in  per- 
centages of  proceeds  In  foreign  ex- 
change: 

APPENDIX   B  TO  JEIA  INSTRUCTION    NO.    18 

Veberweisungs-Auftrag 

Vertreter  Genehmlgung  Nr.: 

Agent's  License  No.: 

An  Joint  Foreign  Exchange  Agency 

To  Joint  Foreign  Exchange  Agency 

Ich  wlr   biotten   zu   ueberwelsen   an   mel- 

nen  /unseren  Auslandsvertreter 

I  wl  request  to  transfer  to  my /our  agent 

abroad In  

AufKto.  Nr.:  bel 

for  account  No.:  with 

(Bank) 

In    

Provision  Lt.  Ausfuhrbewllllgung  Nr.: 

vom 
Commission  as  per  Export  License  No.: 

dated 

Gesamtbetrag : 

Total  amount: 

Auslaendische  Waehrung: 

Foreign  Exchange: 

Ort:  Datum:  IM 

Place:  Date 

'(Unterschrlft  des  Antragstellers) 

(Signature  of  Applicant) 

Es  wlrd  hlermlt  bestaetlgt.  dass  die  Provl- 

Blonszahlung  euf  Grund  der  mir,  una  vorlle- 

genden    Unterlagen    gerechtfertlgt    und    der 

Gegensert  von 

Herewith  It  is  confirmed  that  the  Payment 
of  commissions  on  the  strength  of  collection 
notification,  submitted  to  me/us  is  Ju.tlfled 

and  the  equivalent  of 

jjl^  elngezhalt  ist 

has  been  paid 

Bemerkungen: 

Remarks : 

"  Ort:  Datum:  IM 

Pla:  Date 

(Unterschrlft  der  Aussenhandelsbank) 
(Signature  of  Aussenhandelsbank) 

jraA  Instruction  No.  17 

(A.  Amended  by  Amendments  A  and  B) 

(Effective  date.  April  1.  1948) 

Subject:  Management  of  German  shipping. 

OBJECT 

1.  To  proviSe  a  procedure  for  restoring  the 
Management  of  German  shipping  to  normal 
commercial  channels. 

discussion 

a.  In  order  to  ensure  maximum  recovery  of 
foreign  exchange  from  the  operation  of  Ger- 
man vessels,  it  Is  necessary  to  permit  Ger- 
man shipping  operators  freedom  to  operate 
their  vessels  for  foreign  trading  provided  all 
German    Internal   commitments    have   been 

met. 

3  To  accomplish  this  objective  Bipartite 
Transport  Group  will  delegate  responsibility 
through  Bipartite  Maritime  PorU  and  Ship- 
ping Branch  to  Hauptverwaltung  des  Seever- 
kehr.  (H  V.  See),  and  hold  that  organlza.loa 
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responsible  for  the  disposition  of  German 
slupplng.  and  for  Insuring  that  trading  lim- 
lls  and  priorities  laid  down  by  the  Bipartite 
authorities  are  complied  with.  Until  the  legal 
status  of  U.  V.  See  Is  established  It  will  act 
in  respect  of  this  instruction  as  Agent  of  Mili- 
tary Government  for  enforcing  the  condition, 
laid  down  and  for  infliction  of  any  necessary 
penalties. 

MANAGEMENT 

4.  Vessels  will  be  operated  under  approved 
forms  of  Charter  Party  as  applicable  to  voy- 
age to  be  performed,  and  German  shipping 
operators  will  be  permitted  to  appoint  their 
own  agents  in  foreign  ports. 

RESTRicnvx  Acnvmas 

B.  The  trading  limits  will  be  Brest.  U.  K.. 
Scandinavia  and  Finland.  Charters  will  be 
limited  to  the  carriage  of  German  exports  and 
German  Imports  or  transit  cargoes  for  Ger- 
man ports  with  the  exception  that  to  avoid 
a  ballast  trip  vessels  may  do  one  voyage  be- 
tween non-German  ports  provided  no  undue 
delay  is  incurred.  In  case  of  any  such  voyage 
between  non-German  ports,  the  Charter  will 
be  drawn  up  to  confirm  any  special  condition 
laid  down  by  the  countny  concerned. 

CHARTER   PASTIXS 

6  H.  V.  See  will  prepare  and  submit  to  Bl- 
paitlte  Maritime  Ports  and  Shipping  Branch: 

(a)  Before  any  charter  is  concluded,  the 
terms  of  such  proposed  charter  for  approval 
by  Bipartite  Maritime  Port,  and  Shipping 
Branch. 

(b)  Daily  position  reports  of  all  German 
ships  engaged  in  foreign  trade. 

(c)  Copies  of  all  approved  charter  parties 
in  quadruplicate  at  the  earliest  possible  date. 

7.  Bipartite  Maritime  Ports  and  Shipping 
Branch  will  allocate  to  Charter  Parties  a  se- 
rl.'il  number  stamp  and  indicate  the  term, 
under  which  payment  is  to  t>e  made  In  ac- 
cordance with  JEIA  instructions.  These 
terms  will  be  incorporated  in  the  Charter. 
Three  copies  duly  completed  will  be  returned 
to  H.  V.  See,  who  will  retain  one  copy  for 
their  own  record  file  and  pass  the  remaining 
two  copies  to  the  owner. 

FOREIGN  AGENTS 

8.  German  shipping  operators  will  appoint 
their  agents  In  foreign  ports  and  will  be  re- 
Bp<jnslble  for  Informing  them  of  the  condi- 
tions that  apply  to  German  shipping  In  for- 
eign ports.  These  conditions  will  be  pub- 
lished by  Bipartite  Maritime  Shipping 
Branch  from  time  to  time. 

9.  The  agent  will  prepare  freight  dtsburse- 
ment,  demurrage  and  or  dispatch  accounts 
In  quadruplicate  supported  by  one  set  of 
vouchers  in  original  (In  duplicate  where  ob- 
tainable otherwise  certified  true  copies  to  be 
attached  In  place  of  duplicates).  Tliese  ac- 
counts will  be  submitted  to  the  owner  as  soon 
as  possible  after  the  voyage. 

10.  Accounts  will  show  form  of  Charter 
Party  serial  number,  names  of  the  ports  con- 
cerned and  the  dates,  times,  etc..  of  loading 
and  discharging,  also  gross  freight  disburse- 
ments and  the  reeultlug  net  balance.  Such 
net  balance  will  be  paid  by  the  agent  to  the 
credit  of  Military  Governments  (US  UK)  in 
accordance  with  the  terms  of  the  Charter 
Party.  An  Advice  of  Payment  will  be  ob- 
tained from  the  agent's  bank  in  evidence  that 
STich  payment  has  been  made  and  will  accom- 
pany the  accounts. 

11.  The  owjier  will  submit  the  accounts  In 
triplicate  to  H.  V.  See  enclosing  a  statement 
In  which  he  certifies  the  accounts  to  be  cor- 
rect. Together  with  the  accounts,  the  owner 
win  submit  an  Export  Paymen|  Certificate 
(invisible  exports)  (shipping,  freight),  in 
triplicate. 

12.  One  copy  of  the  Agent's  account,  will 
be  retained  by  H.  V.  See  for  audit  purposes, 
f>ne  copy  will  be  passed  to  JEIA  by  H.  V.  See, 
the  remaining  copy  will  be  returned  to  the 
owner  together  with  original  and  one  copy  of 
the  Export  Payment  Certificate,    The  owner 
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will  attach  one  copy  of  the  agent's  account 
to  the  original  Export  Payment  Certificate 
and  will  submit  the  original  and  one  copy 
of  the  Export  Payment  Certificate  to  his 
Aussenhandelsbank  for  obtaining  pa3rment  In 
Deutsche  Mark.  The  Aussenhandelsbank  will 
In  turn  apply  for  payment  to  the  Gemein- 
.ame  Aussenhandelskasse  which  will  effect 
such  payment  after  having  received  advice 
from  JEIA  that  payment  In  foreign  exchange 
has  been  made  to  Military  Government  for 
Germany   (US,  UK). 

EESPONSIBILITT   OF  H.  V.  SEE 

13.  At  the  request  of  the  owner,  H.  V.  See 
will  Issue  certificates  against  which  an  ad- 
vance payment  may  be  obtained  by  the  owner 
in  Deutsche  Mark  from  his  German  bank  in 
accordance  with  customary  practice.  The 
owner's  application  will  show  serial  number 
of  Charter  Party,  estimated  gross  freight, 
and  will  furnish  evidence  that  the  vessel  has 
reached  the  port  of  destination. 

14.  H.  V.  Bee  will  be  held  responsible  for 
informing  Maritime  Ports  and  shipping 
Branch  of  any  irregularities  In  any  foreign 
port  in  order  that  appropriate  action  can  be 
taken.  This  applies  to  such  things  as  smug- 
gling, non-compliance  with  Board  of  Trade, 
factory  act  or  similar  regulations,  offences 
committed  by  German  seamen,  deaths,  in- 
juries, claims  to  or  by  German  ships,  general 
average,  sinking,  collisions,  reasons  for  de- 
lays and   any  such   Incidents. 

15.  Approval  for  the  conclusion  of  the 
Charter  (under  paragraph  7)  embodies  the 
approval  of  expenditure  In  foreign  currency, 
without  which  the  voyage  could  not  be  per- 
formed. This  will  Include  pilotage,  towage, 
port,  harbour,  canal  and  quay  dues,  loading 
and  discharging  including  tallying,  cash  to 
master  at  the  rate  of  $20  per  trip  and  for  the 
crew  at  the  rate  of  eO  50  per  head  per  day 
ashore,  commission  and  brokerage  to  the  for- 
eign agent  'broker,  and  bunkers  insofar  as 
they  are  essential  for  the  return  voyage.  All 
the  foregoing  is  subject  to  any  particular 
Charter  Party  requirements. 

IMPORTS   FOR   GERMAN    ECONOMY 

16.  Where  a  vessel  is  engaged  for  the  car- 
riage of  Import  lor  German  economy  bought 
f.  o.  b.  port  of  loading  and  the  charter  there- 
fore provides  for  freight  to  be  paid  In 
Deutsche  mark,  the  agent  In  the  foreign  port 
will  forward  to  the  owner  his  account  in 
quadruplicate  with  supporting  vouchers  in 
duplicate,  covering  port  disbursements  only 
as  authorized  In  paragraph  15  above.  The 
owner  will  submit  the  account  In  triplicate 
to  H.  V.  See  enclosing  a  certificate  that  the 
account  Is  correct  and  that  the  expenditures 
incurred  were  only  those  without  which  the 
voyage  could  not  be  performed.  H.  V.  See 
will  approve  the  account  and  retxirn  the 
original  and  one  copy  to  the  owner  who  will 
BUbmlt  the  original  to  his  Aussenhandels- 
bank and  pay  to  the  bank  the  DM  value 
converted  at  the  rate  of  1  DM  for  SO  US 
cents.  The  Aussenhandelsbank  wtU  certify 
the  receipt  of  full  DM  payment  on  the  ac- 
count and  return  the  certified  account  to  the 
owner.  The  owner  will  then  forward  the 
certified  account  to  JEIA  Branch  with  the 
request  that  payment  be  made  to  the  agent 
In  foreign  exchange.  Ships  chartered  for  the 
requirements  of  the  Occupying  Authorities 
are  excluded  from  the  provision  of  this  in- 
struction, and  will  be  governed  by  a  separate 
Instruction  Issued  at  the  time  of  charter. 

16  (a).  For  transit  traffic  through  the 
Netherlands  the  cash  to  master  must  not 
exceed  $4  per  trip  and  no  allowance  of  shore 
money  for  the  crew  will  be  granted.  This 
will  apply  retroactively  as  from  April  1.  1948 
In  respect  of  any  voyage  for  which  payment 
has  not  yet  been  Kttled. 

EXPENDITUEE    OF    FOREICN    CURRENCT 

17.  All  other  expenditure  In  foreign  cur- 
rency win  be  limited  as  follow.: 

(a)  Maximum  10 '^^  of  gross  freight  where 
the  freight  is  $1,200  and  under; 
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(b)  Mazlmimi  8%  of  gross  freight  where 
the  freight  is  $1,200  to  $3,000; 

(c)  Maximum  6'o  of  gross  freight  where 
the  freight  U  $3,000  to  $5,000; 

(d)  Maximum  6%  of  gross  freight  where 
the  freight  is  $5000  and  above.  (This  ar- 
rangement to  be  cumulative  for  three  voyages 
maximiun.)  It  Is  limited  to  voyages  where 
the  freight  is  paid  in  foreign  exchange.  Any 
unused  portion  of  the  maximum  percentage 
allowed  on  immediately  preceding  voyages 
may  be  added  up  and  accounted  for  under 
disbursements  for  the  third  voyage.  Any 
surplus  emanating  from  previous  to  the  last 
two  voyages  will  be  forfeit.  Such  disburse- 
ments will  be  strictly  restricted  to  expendi- 
ture for  the  benefit  of  the  ship;  restrictions 
on  such  expenditure  will  be  indicated  in  the 
conditions  to  be  published  by  Bipartite  Mari- 
time Ports  and  Shipping  Branch  referred  to 
in  paragraph  8  above.  Exceptions  will  only 
be  made  after  approval  by  H.  V.  See  In  con- 
sultation with  Bipartite  Maritime  Ports  and 
Shipping  Branch. 

18.  H.  V.  See  will  ensure  that  owners  are 
Instructed  that  ships  stores,  etc.  will  be  pur- 
chased at  prices  which  are  in  line  with  the 
legal  prices  prevailing  at  the  port  where  pur- 
chases are  made. 

19.  Net  freight  will  be  converted  at  the 
value  of  30  cents  equal  1  D.  Mark. 

20.  Procedure  for  collection  of  extraordi- 
nary claims  (Salvage,  general  average,  claims 
arising  out  of  collision,  etc.)  as  well  as  for  the 
payment  of  corresponding  commitments  will 
be  dealt  with  under  separate  Instruction. 

(Date  of  issuance:  March  17,  1948.) 

JEIA  INSTRUCTION  No.  19 

(Effective  date.  May  10.  1948] 

Subject:  Procedure  for  the  licensing  of 
German  firms  to  charter  non -German  vessels. 

OBJBCT 

1.  To  establish  a  procedure  for  licensing  of 
German  Importers,  exporters,  shipping 
agents,  shipowners,  shlpbrokers  and  charter- 
ing agents,  hereinafter  referred  to  as  agents, 
to: 

(a)  Operate  in  the  chattering  of  non-Ger- 
man vessels  to  load  authorized  Imports.  (At 
present  export  sales  are  made  on  an  f.  o.  b./ 
f.  o.  r.  basis.  In  the  event  of  existing  JEIA 
instructions  being  amended  to  permit 
C.  &  F./C.  I.  F.  export  sales,  the  necessary 
procedure  to  permit  chartering  of  non-Ger- 
man vessels  will  be  issued  as  an  Addendum 
to  this  Instruction.) 

(b)  Have  the  necessary  foreign  currency 
available  as  required  for  this  operation. 

2.  To  define  the  functions  of  JEIA  branch 
offices  in  connection  therewitli. 

SCOPE 

3.  Procedure  for  the  booking  of  "Liner 
Term"  shipping  space  will  be  issued  under 
separate  instructions. 

REFIiaBNCES 

4.  JEIA  instructions  Nos.  4,  10,  and  11  as 

amended. 

RESTRICTED  ACTIVITIES 

5.  For  the  present  German  agents  will  not 
be  permitted  to  charter  vessels  on  a  direct 
"bare  boat "  basis. 

DISCUSSION 

6.  Every  facility  will  be  given  to  approved 
German  agents  to  obtain  by  charter  the  nec- 
essary vessels  required  for  imports,  In  order 
to  minimise  expenditure  of  foreign  currency 
on  chartering  services. 

7.  Agents  will  act  In  this  capacity  under 
license  as  permitted  under  JEIA  Instruction 
No.  11,  as  amended.  Licenses  will  be  con- 
fined to  established  firms  of  good  repute  and 
having  the  necessary  satisfactory  foreign  cor- 
respondents and  chartering  connections, 
either  direct  or  through  the  Intermediary  of 
another  firm. 
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8.  The  charters  to  b«  negotlate<l  will  b« 
mainly  for  bulk  commodities  calling  for  em- 
ployment of  tramp  tonnage.  It  la  Impera- 
tive that  the  best  possible  charter  terms  we 
obtained  and  that  no  more  than  world  mar- 
ket rates  are  paid.  It  Is  appreciated  that  Ir- 
respective of  the  nature  or  location  of  the 
cargoes,  much  of  the  tonnage  available  will  be 
offering  on  the  London  market,  but  the 
brokers  employed  will  be  quite  free  to  work 
all  other  likely  markets. 

9.  It  Is  Intended  that  vessels  of  first  class 
British  Lloyd  or  equivalent  foreign  classifl- 
-catlon  of  other  countries  may  be  chartered. 
Vessels  of  lower  classlflcatlona  should  not  be 
chartered  and  freight  contracts  covering 
large  quantities  over  extended  periods  should 
not  be  entered  Into  without  prior  authority 
of  JEIA.  All  charters  will  have  JEIA  de- 
scribed as  the  "charterers"  and  the  German 
agents  will  sign  as  "agents  to  charterers." 

10.  Apart  from  brokerages  accruing  under 
charters,  no  commission  or  flttage  Is  to  be 
paid  such  agents  unless  LWM  after  consulta- 
tion with  H.  V.  Seeverkehrs  agree  that  It  Is 
customary  In  the  particular  trade  concerned. 

CHARTER   CONDmONS 

11.  The  agents  will  be  charged  with  the  re- 
sponsibility of  seeing  that: 

(a)  The  freight  rate  is  fully  Justified  and 
In  keeping  with  current  market  rates; 

(b)  All  brokerages  due  under  the  charter 
are  fully  disclosed  and  Incorporated  in  the 
charter  party  denoting  to  whom  payable; 

(c)  The  terms  of  the  charter  party  are  In 
accordance  with  the  contract  or  Chamber  of 
Shipping  or  other  recognized  forms  of  charter, 
as  customary  In  the  trade  In  which  the  vessel 
Is  operating: 

(d)  The  brokers  are  fully  conversant  with 
the  rate  of  loading  and  discharging  and  de- 
murrage rates  based  on  the  size  of  the  vessel. 

12.  JEIA  win  be  prepared  to  give  guidance 
on  current  freight  rates  and  may  stipulate 
the  maximum  rate  to  be  paid  on  any  par- 
ticular charter. 

13.  The  agent  will  notify  Shipping  and 
Forwarding  Section  JEIA  of  the  chartering  of 
each  vessel,  quoting  the  Import  License  No. 
and  without  undue  delay  provide  two  cer- 
tified true  copies  of  the  Charter  Party  to- 
gether with  a  proforma  freight  account,  pay- 
able In  an  approved  currency  and  Indicating 
to  whom  payable  and  all  brokerages  and  com- 
missions due  to  licensed  German  firms,  their 
names  and  addresses,  also  an  acknowledge- 
ment from  the  Aussenhandelsbank  certifying 
thiit  RM  equivalent  (30  U.  S.  cents  equal 
one  RM)  of  the  freight  account  has  been 
receive  from  the  German  Importers. 

14.  The  agents  will  advise  JEIA  of  nny 
radical  change  In  the  position  of  the  vessels 
chartered,  or  the  quantity  of  cargo  to  be 
fihlrped. 

TERMS  OF  PAYMENT 

15.  JEIA  Will  thereafter  open,  in  the  ap- 
proved currency  of  payment,  the  necessary 
letters  of  credit  In  the  name  of  the  owner  or 
owner's  brokers.  Such  credit  will  be  avail- 
able against  presentation  by  the  owner  or 
owner's  brokers  of: 

(a)  Freight  account,  referring  to  the  Im- 
port license  No.  (If  known)  and  name  of 
vessel  deducting: 

(I)   Brokerage  due  to  the  German  agent  in 
terms  of  the  Charter  Party. 
(lU   Dispatch  money  earned. 

(b)  Accomplished  bill  of  lading  or  certifi- 
cate of  outturn  signed  by  the  Shipping  and 
Forwarding  Section  JEIA  Branch  Office  at 
port   of   Discharge 

(c)  Demurrage  claim,  if  any.  certified  as 
correct  and  duly  authorized  for  payment  by 
Shipping  and  Forwarding  Section.  JEIA 
Branch  Office.  In  the  event  of  any  disputed 
demurrage  or  other  claims  against  charterers, 
these  will  be  deferred  for  subsequent  nego- 
tiations by  JEIA. 

(d)  Laytime  statement  In  approved  form. 
If  application  for  payment  Is  made  by  other 
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than  the  owner,  written  authority  from  the  B.  Customs  shall   not   grant   clearance  to 

owner  to  his  nominees  to  collect  payment,  samples  which  do  not  conform  to  the  Condi- 

or  broker  will  be  stated  In  Charter  Party.  tlons  enumerated  In  paragraph  3  above. 

16.  The  agent  will  require  the  foreign  prin-  6.  Customs  will  determine  whether  samples 

clpal  to  nominate  a  bank  through  which  pay-  have  a  commercial  value  or  not. 

ment  will  be  effected.     Advice  of  payment.  a.  Samples  without  commercial  value  need 

under   letter    of    credit    together    with    four  not  be  returned  and  there  will  be  no  obllga- 

coples  of  the  freight  account  will  be  sent  by  tlon  for  payment  upon  the  consignee, 

air  mail  by  the  foreign  principals'  bank  to  the  b.  Samples  of  value  must  be  returned  or 

Aussenhandelsbank.  who  In  turn  will  notify  must  be  paid  for  as  outlined  In  paragraph  7 

JFEA.     The    latter   will   notify   Central    Ac-  below. 

counts  JEIA.  when  advice  of  payment  has  7.  The  return  of  samples  will  be  supervised 
been  received  and  state  whether  any  balance  by  customs  offices  In  accordance  with  the  pro- 
of  credit   remains.  visions  of  the  "ZoUvermerkordnung."    Where 

17.  As  outlined  In  paragraph  16  (a)  above,  samples  are  not  returned  the  following  pro- 
the  actual  amount  of  brokerages  due  to  be  cedure  will  be  followed  for  control  of  payment 
credited  to  the  agent  will  be  deducted  from  receipts: 

the  amount  of  foreign  exchange  due  to  the  a.  All  sample  consignments  of  commercial 

owner  or  owner's  brokers.  value  will  be  accompanied  by  sample  consl?- 

18.  The  final  RM  settlement  between  the  ment  form  In  duplicate  (Appendix  A). 
German  Importer  and  the  Aussenhandelsbank  (Printed  form  sheets  will  be  available  at  cus- 
wlll  be  In  accordance  with  the  gross  amount  toms  offices.) 

paid   in   foreign   exchange.  b.  Payment  will   be  made  into  an  appro- 
priate account  of  Military  Governments  for 

EXPORT  PAYMENT  CERTiFiCAT*  Germany  (US  UK)  and  In  the  currency  pro- 

19.  In  order  to  obtain  payment  In  RM  It  vlded  In  JEIA  Instruction  No.  1.  and  the 
Is  necessary  for  the  agent  to  prepare  an  Ex-  sample  consignment  form  completed  and  re- 
port Payment  Certificate  to  which  will  be  turned  to  shipper.  All  such  payments  shall 
attached  written  confirmation  from  the  Aus-  state  the  Identification  name  of  customs  office 
senhandelstoank  of  the  actual  amount  of  the  and  number. 

foreign  exchange  brokerage  earned  and  de-  c.  Where  payment  has  been  made  Instead 

ducted  from  the  freight  account.     The  RM  of  a  return,  the  shipper  of  the  sample  will 

payment  will  be  based  on  30  U.  S.  cents  equal  submit    the    returned    sample    consignment 

one  RM.  form  received  from  the  consignee  to  the  cus- 

■                          .     n  oo    ifnov  toms  office  of  original  clearance.     Customs 

(Date  of  issuance:  April  22.  1948.)  ^j,j  ^^^^p  ^^^  endorse  the  form  to  the  effect 

JEIA  Instruction  No.  22  that  bond  has  been  cleared  and  return  It  to 

(Effective  date.  July  15,  1948)  *^8. ^TlSeaf ter  the  German  shipper  of  the 
Subject:  Export  license  requirements  for  sample  will  forward  the  "paid"  sample  con- 
commercial  and  industrial  samples.  slgnment  form  to  his  Aussenhandelsbank  to- 
gether  with   export   payment   certificates   la 
OBJECT  triplicate. 

1.  To  facilitate  the  tran.smlsslon  from  Ger-  9-  The  Aussenhandelsbank  will  make 
many  of  commercial  samples,  iu  order  to  Deutsche  mark  payment  to  the  snipper  of 
stimulate  exoort  sales  ^he  sample  in  accordance  with  applicable 
stimulate  export  sales.  instructions    of    the    Gcmelnsame    Aussen- 

DEFiNFTioN   AND   SCOPE  handlcskassc  and  the  JEIA. 

2.  For  the  purpose  of  this  Instruction  all  (Date  of  issuance:  July  15,  1048.) 

commercial  and  Industrial  specimens  will  be  t„o.^„^,«^  Mn   oi 

called   samples.     This   procedure   applies   to  Appendix  A  to  JEIA  Instruction  No.  22 

all    samples    dispatched    from    Germany    by  Identification    

Post,   by   Air   Express  shipped   on   a   collect  Cu.stoms  Office. 

basis,  and  by  Air  Express  shipped  on  a  pre-  Number 

paid  DM  basis.     This  procedure  also  applies 

to  samples  personally  carried  out  of  Germany  sample  consignment 

by  German  businessmen  going  abroad  or  by  to  the  firm , 

foreign  businessmen  leaving  Germany.  

discussion  ^ 

3    In  order  to  expedite  the  dispatch  from  In  pursuance  of  the  regulations  Issued  by 

Germany  of  samples,   prior   clearance  from  Joint  Export  Import  Agency,  this  sample  con- 

the  Land  Economic  Ministry  and  the  local  slgnment 

JEIA   branch   offices   Is   no   longer   required.  - 

Customs  are  authorized  to  effect  the  export  (Kind,  weight  or  quantity  of  the  sample) 

clearance  of  samples  In  accordance  with  ex-  j^as  been  approved  subject  to  return  of  the 

istlng    procedure    subject    to    the    following  sample  on  or  before 

conditions:  j^  case  retention  of  this  sample  Is  desired. 

a.  Samples  will  be  limited  to  Items  of  a  requested  that  payment  in  equivalent 
nature    which    represent    potential    export  ^                        *^  ' 

sflles.  .jj                 J.                  tf,  « 

b.  Samples  will  not  exceed  a  foreign  ex-  ^*       ^     w*      *         ,     [    »,„,,!,  m 
change    value    of   $10.      (Samples   exceeding  be  made  to  your  bank  for  transfer  to  bank  ) 

this  value  will  be  treated  as  normal  exports  - - - 

and    must    conform    with    regulations    laid  - - 

down  in  JEIA  Instruction  No.  1  and  2.  as  to  be  credited  to  the  account  of  Military 

amended.)  Governments  for  Germany  US  UK  and  that 

c.  Shipment  of  samples  of  precious  metals.  this  note  be  returned  to  me,  completed  be- 
precious  stones,  semiprecious  stones  or  ar-  jq^ 

tides  made  thereof  and  samples  of  any  Items 

which   are    prohibited    from    export    under - -- 

Military  Government  regulations  are  prohlb-  (Slgnatiu-e  of  German  firm) 

Ited  under  thU  procedure.  Payment  has  been  made  Into  the  a/m  ac- 

d.  Shippers  of  samples  must  be  firms  or  count    on               -- 

individuals  actually  engaged,  as  part  of  their 

normal  business.  In  selling  the  types  of  prod-  -— 

ucts  which  the  samples  advertise.  (Signature  of  foreign  firm) 

4.  It  is  the  responsibility  of  the  German       — 

shipper  to  present  samples  to  the  Internal,  'Indicate  bank  to  which  payment  shall  d« 
border,  or  port  customs  officer  for  examlna-  made  pursuant  to  provisions  of  JEIA  Instruc- 
tion and  export  clearance.  tlon  No.   1,  as   amended. 


Tuesday,  January  18, 1949 


JxiK  Instructton  No.  24 

(EWectlve    date,    September   20,    1948) 

Subject:  Procedure  for  filing  applications 
for  patents  and  registration  of  trade-marks, 
designs,  and  copyrights. 

OBJECT 

1.  To  establish  a  procedure  whereby  per- 
sons in  the  Combined  Area  of  Germany  may 
file  applications  in  foreign  countries  for 
patents,  registered  designs.  copjTights.  and 
trade-marks  and  whereby  foreign  parties  may 
file  such  applications  in  the  Combined  Area 
of  Germany. 

SCOPE 

2.  Applications  for  patents,  registered  de- 
Blpus,  copyri^'hts  and  trade-marks  should  be 
tWA  only  In  those  countries  which  assure 
German  nationals  full  protection  and  en- 
joyment of  their  industrial  and  literary  prop- 
erty rights.  It  will  be  the  reEpcnsiblllty  of 
the  applicant  to  determine  that  any  appli- 
cation compl  es  with  the  laws  of  the  fore  gn 
country  Involved. 

3  At  the  date  of  publication  of  this  pro- 
cedure, the  United  States,  the  United  King- 
dom, and  France  have  amended  their  war- 
time regulations  to  permit  filing  of  applica- 
tions for  patents,  designs,  and  trademarks 
and  to  assure  such  protection.  Notification 
will  be  given  as  Information  is  received  re- 
garding the  regulations  In  various  countries. 

AtJTHORIZATION 

4.  Licensing  by  JKIA  under  this  instruc- 
tion to  file  applications  abroad  constitutes 
US  and  UK  Military  Government  authoriza- 
tion under  MlllUry  Government  Law  53  for 
German  persons  In  the  Combined  Area  to 
hold  foreign  patents  and  registered  designs, 
copyrights,  and  trade-marks  secured  pursuant 
to  such  licensing. 

6.  The  provl.-^ions  of  this  instruction,  or 
licensing  by  JEIA  under  this  instruction,  may 
in  no  way  be  construed  as  authorization  to 
engage  In  any  activities  prohibited  under 
other  Military  Government  laws  or  regula- 
tions. 

e.  Necessary  foreign  exchange  to  cover  fil- 
Ing^  fees  and  Incidental  coste.  such  as  attor- 
ney's fees,  will  be  provided: 

( a )  Prom  Bonus  A  funds  when  such  funds 
arc  available  to  the  applicant; 

(b)  By  a  foreign  party; 

(c)  From  JEIA  funds  provided  for  in  the 
Blzunal  Import  budget  when  no  funds  are  at 
the  disposal  of  the  applicant  from  sources 
(a)  and  (b)  above. 

DETINrnON 

7.  For  purposes  of  this  procedure,  the  term 
"persons"  means  German  individuals  or  firms 
located  In  the  Combined  Areas  of  Germany, 
the  term  "foreign  party"  means  foreign  firms 
or  Individuals,  and  the  "Combined  Area" 
means  the  US  and  UK  Zones  In  Germany  as 
well  as  the  US  and  UK  Sectors  of  Berlin. 

PROcxDtnu::  bonus  payment 

8.  When  Bonus  A  funds  are  available  to 
him,  the  person  desiring  to  use  foreign  ex- 
change in  order  to  file  application  abroad  for 
a  patent,  registered  design,  copyright  or 
trade-mark,  shall  either  himself  or  through  a 
patent  attorney  submit  a  license  form  In 
triplicate,  accompanied  by  Bonus  A  certifi- 
cates, to  the  Land  Economic  Ministry— Aus- 
senhandelskontor.  or  corresponding  German 
economic  agency  In  Berlin.  Hamburg,  and 
Bremen  (hereinafter  referred  to  as  LWM). 

9.  The  license  will  state: 

(a)  The  type  of  Invention,  design,  literary 
or  artistic  work,  or  trade-mark; 

(b)  The  country  or  countries  in  which  ap- 
plication Is  to  be  filed,  and 

(c)  The  amount  of  foreign  exchange  re- 
quired for  filing  fees  and  other  expenditures 
In  connection  therewith. 

10  LWM  screening  of  the  license  shall  in 
general  be  limited  to  ascertaining  that  the 


FEDERAL  REGISTER 

amount  of  the  expenditure  appears  reason- 
able and  that  the  necessary  bonus  certificates 
are  submitted.  Upon  approval,  the  LWM  will 
stamp  "Approved  ■  on  behalf  of  JEIA,  date 
and  sign  each  license  form,  number  them 
serially  beginning  with  0001  with  identifying 
symbol  LWM  PAT.  e.  g.  LWM-BAV/PAT  0001. 
and  make  the  appropriate  deduction  from  the 
bonus  certificate  In  accordance  with  JEIA 
Instruction  No.  6.  The  LWM  will  retain  one 
copy  of  the  license  In  Its  files,  transmit  one 
copy  to  the  JEIA  Branch  Office,  and  return 
the  original  license  to  the  licensee  or  his 
patent  agent. 

11.  When  the  licensee  or  his  patent  agent 
receives  an  invoice  for  foreign  exchange  costs 
incurred  or  to  be  Incurred,  licensee  will  pre- 
sent such  invoice,  together  with  his  license, 
to  the  Aussenhandelsbank.  The  Aussen- 
handelsbank will  ascertain  that  the  foreign 
exchange  amount  of  the  license  is  sufficient 
to  cover  the  invoice  amount.  The  licensee 
will  make  Deutsche  mark  payment  based  on 
the  foreign  exchange  amount  of  the  Invoice 
converted  at  30  cents  etjual  1  DM  in  accord- 
ance with  JEIA  Operational  Memorandum 
No.  25,  as  amended.  The  Aussenhande'sbank 
will  note  on  the  license  the  amount  expend- 
ed, certify  on  the  Invoice  that  Deuteche 
mark  payment  has  been  made,  and  arrange 
for  the  foreign  exchange  payment  in  accord- 
ance with  established  procedures. 

procedure:    P.^TMENT   BY   FOREIGN   PARTY 

12.  Payment  of  cost  for  filing  abroad  may 
be  made  by  a  foreign  party,  either  with  or 
without  svibsequent  reimbursement  to  the 
foreign  party.  The  German  person  will  In 
such  cases  submit  license  forms  to  the  LWM 
(as  provided  In  paragraphs  8  and  9  above) 
and  the  LWM  will  obtain  the  prior  approval 
of  the  JEIA  Branch  Office  before  approving 
and  issuing  the  license. 

13.  When  no  reimbursement  to  the  foreign 
party  paying  the  costs  Is  contemplated,  the 
license  will  clearly  state  that  no  forelen  ex- 
change payment  will  be  made.  JEIA  branch 
Office  and  LWM  will  approve  the  license  pro- 
vided there  Is  no  reason  to  suspect  that 
statements  are  false. 

14.  When  reimbursement  to  the  foreign 
party  paying  the  costs  Is  contemplated,  for 
Instance  In  connection  with  the  sale,  as- 
signment, or  licensing  of  rights  secured  pur- 
suant to  such  filing,  the  proposed  contract 
will  be  submitted  to  the  JEIA  Branch  Office 
by  the  LWM  for  approval  (see  paragraph  34 
below).  The  license  issued  by  LWM  will 
clearly  state  the  manner  in  which  foreign 
exchange  payment  will  be  made. 

PRocEDtnu::  payment  from  teia  rtTNos 

15.  JE3A  funds  are  being  made  available  to 
pay  costs  of  registering  patents,  and  designs, 
trademarks,  and  copyrights  in  foreign  coun- 
tries. Such  funds  will  be  allocated  to  the 
Laender  of  the  Combined  Area  and  US  and 
UK  Sectors  of  Berlin. 

16.  Each  JEIA  Branch  Office  will  Inform 
the  LWM  or  corresponding  body  of  the  allo- 
cation of  JEIA  funds  available  for  registering 
copyrights  abroad  and  filing  applications 
abroad  for  patents,  designs  and  trademarks, 
and  will  authorize  the  LWM  to  approve  li- 
censes on  behalf  of  JEIA  to  register  copy- 
rights and  file  applications  for  patents,  de- 
signs and  trade-marks  abroad  and  to  expend 
necessary  funds  In  connection  therewith. 

A.  patents,  designs,  and  trade-marks 

17.  Filing  of  applications  for  registration 
of  patents,  designs  and  trade-marks  abroad 
when  JEIA  funds  are  to  be  used,  and  request- 
ing the  necessary  license,  will  be  accom- 
plished only  through  accredited  German  pat- 
ent attorneys  approved  by  JEIA. 

18.  A  patent  attorney  desiring  to  engage  In 
this  business  will  apply  through  the  Legal 
Group,  BICO,  Frankfurt,  submitting  a  rec- 
ommendation fiom  one  of  the  three  German 
Patent  attorneys'  associations  (Deutsche  Pat- 
entanwaltskammer)     In    Berlin,    Frankfurt, 
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and  Duesseldorf,  testifying  as  to  his  qtialifl- 
catlons  for  preparing  and  prosecuting  appli- 
cations in  foreign  countries.  Such  applica- 
tion will  state: 

(a)  Name: 

(b)  Nationality: 

( c )  Business  address  Including  zone  or  sec- 
tor: 

(d)  When  and  where  admitted  to  practice 
by  Military  Government  authorities. 

19.  The  Legal  Group,  BICO.  will  examine 
the  application  and  recommendation  submit- 
ted by  the  patent  attorney.  Upon  approval, 
JETA  will  issue  a  certificate  designating  the 
rpplicant  as  an  accredited  patent  attorney. 
"The  certificate,  valid  normelly  for  one  year, 
will  authorize  the  accredited  patent  attorney 
to  represent  German  persons  in  obtaining  the 
necessary  JEIA  license  and  to  represent  them 
In  filing  and  prosecuting  applications  abrcad 
for  pii tents  and  registration  of  designs  and 
trademarks.  The  accredited  patent  attorney 
will  be  authorized  to  recommend  expenditure 
of  JEIA  funds  for  such  purposes  as  set  forth 
in  the  application  filed  with  the  LWM. 

20.  Any  violation  of  the  terms  and  cor.dl- 
tlons  of  the  certificate  will  be  cause  for  its 
immediate  revocation  by  JEIA. 

21.  Upon  receipt  of  the  JEIA  certificate,  the 
accredited  patent  attorney  may  accept  ap- 
plications from  German  persons  for  filing 
applications  for  patents,  designs,  and  trade- 
marks In  foreign  countries.  It  wUl  be  the  re- 
sponsibility of  the  patent  attorney  to  screen 
applications  with  regard  to  merit,  and  as  to 
whether  they  comply  with  the  laws  of  the 
foreign  counry  Involved,  etc.  The  accredited 
patent  attorney  shall,  on  behalf  of  applicant, 
submit  to  the  LWM  a  license  form  In  tripli- 
cate, specifying  the  type  of  Invention,  de- 
signs, or  trademark,  countries  where  filings 
will  be  made,  and  the  amount  of  foreign  ex- 
change required. 

22.  The  amount  of  funds  committed  In 
connection  with  the  filing  of  any  Individual 
application  for  a  patent,  design  or  trade- 
mark shall  not  exceed  $120.00.  In  instances 
where  prosecution,  extensive  search  or  other 
service  In  the  foreign  country  will  Involve 
the  use  of  a  greater  amount  of  funds,  full 
Justification  must  be  submitted  to  the  LWM 
and  specific  authorization  in  each  case  ob- 
tained from  JEIA  Branch  Office  before  license 
is  approved. 

23.  Upon  approval,  the  LWM  will  stamp 
"APPROVED"  on  behalf  of  JEIA.  date  and 
sign  each  license  form,  and  assign  to  the 
license  a  serial  number  beginning  with  0001 
and  preceded  by  an  Identifying  symbol,  1.  e. 
LWM-BAV  PAT  0001.  The  L'WM  will  retain 
one  copy  of  the  license,  transmit  one  to  the 
JEIA  Branch  Office,  and  return  the  original 
license  to  the  licensee's  accredited  patent 
attorney. 

24.  All  applications  filed  abroad  by  the 
accredited  patent  attorney  or  his  foreign 
correspondent  and  the  resultant  patent,  de- 
sign, or  trade-mark  registration  will  be  sub- 
mitted In  the  name  of  the  German  licensee 
and  not  In  the  name  of  the  accredited  patent 
attorney. 

25.  Upon  receipt  of  the  approved  license, 
the  accredited  patent  attorney  will  arrange 
with  his  foreign  correspondent  for  the  filing 
of  the  appropriate  application  In  the  foreign 
country.  The  foreign  correspondent  of  the 
accredited  patent  attorney  will  transmit  to 
the  agent  an  invoice  for  foreign  costs  In- 
curred or  to  be  Incurred  In  the  filing  of  the 
application.  The  invoice  will  state  the  name 
of  the  German  person  for  whom  the  appli- 
cation was  filed  and  his  license  number. 

26.  The  accredited  patent  attorney  will 
present  such  invoice,  together  with  the  li- 
cense, to  his  Aussenhandelsbank.  which  will 
ascertain  that  the  foreign  exchange  amount 
of  the  license  Is  sufficient  to  cover  the  invoice 
amount.  The  attorney  will  then  make 
Deutsche  mark  payment  based  on  the  for- 
eign exchange  costs  converted  at  30  cents 
equal  1  DM  in  accordance  with  JEIA  Opera- 
tional   Memorandum    No.    25.    as    amended. 
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and  the  Aussenhandelsbank  will  note  on  the 
license  the  amount  expended. 

27.  The  Aussenhandelsbank  will  certify  on 
the  invoice  that  the  Deutsche  mark  payment 
has  been  made,  and  arrange  for  the  foreign 
exchange  payment  in  accordance  with  estab- 
lished  procedures. 

28.  The  Aussenhandelsbank  will  transmit 
monthly  to  JEIA  Branch  Office  a  list  of  such 
invoices  paid  during  the  month,  stating  the 
name  of  licensee,  number  of  license,  and 
foreign   exchange   amount. 

B.    COPYRIGHTS 

29.  A  person  desiring  to  register  a  copy- 
right abroad  will,  either  himself  or  through 
an* agent,  submit  to  the  LWM  a  license  form 
filled  out  In  triplicate,  specifying  the  Item 
to  be  registered,  countries  where  registration 
will  be  sought,  and  approximate  cost,  if  any. 

30.  The  LWM  will  approve  the  license  pro- 
vided the  costs  shall  not  exceed  the  amount 
required  to  pay  registration  fees  and  the  ex- 
penditure falls  within  the  copyright  registra- 
tion allocation  for  that  Land. 

31.  Upon  approval  the  LWM  will  stamp, 
number  and  distribute  license  forms  as  In 
paragraph  23  above. 

32.  The  licensee  will  be  authorized  under 
the  license  to  arrange  for  registration  of  the 
copyright  abroad.  The  procedure  outlined 
In  paragraphs  25-28  above  will  be  followed  for 
receipt  and  payment  of  Invoices  and  submis- 
sion of  reports. 

LICENSES 

33.  All  licenses  issued  under  this  Instruc- 
tion ihall  contain  the  following  statement: 

All  Industrial,  literary,  and  artistic  property 
rights  acquired  abroad  as  a  result  of  filing 
applications  for  patents,  registered  designs, 
copyrights,  and  trade-marks  under  this 
license  shall  be  subject  to  the  provisions  of 
Military  Government  Law  No.  53,  and  any 
sale,  license,  assignment,  or  other  transfer  by 
a  German  person  of  any  such  property  rights 
which  are  subject  to  the  provisions  of  Mili- 
tary Government  Law  No.  53  is  prohibited 
except  as  duly  licensed  by  or  on  instructions 
of  Military  Government. 

SALK.   ASSIGNMENT.    OH   LICINSING,   ETC., 
AGREEMENTS 

34.  Any  sale,  license,  assignment,  or  other 
transfer  by  a  German  person  of  any  rights  In 
patents,  copyrights,  designs,  or  trade-marks, 
or  of  applications  therefor,  which  are  subject 
to  the  provisions  of  Military  Government  Law 
No.  53  shall  be  considered  as  an  export  sale 
requiring  submission  of  a  contract  and  li- 
censing by  JEIA  under  established  export  pro- 
cedures and  payment  In  acceptable  foreign 
currency  to  JEIA  account. 

m.ING  IN  THB  BIZONAL  AREA  BY  rOREICN  PARTIES 

35.  A  filing  office  to  receive  applications 
for  patents  and  for  the  registration  of  Ge- 
bauchsmuster  and  trade-marks  has  been  es- 
tablished for  the  Combined  Area  at  Darm- 
stadt, Germany.  Rhelnstrasse  102.  Applica- 
tions can  be  submitted  to  this  office  direct  or 
through  a  German  Patent  Attorney.  All  ar- 
rangements for  the  services  of  such  attorneys 
and  for  the  payment  of  feesshall  be  In  accord- 
ance with  JEIA  Instruction  No.  9.  as  revised. 

(Date  of  Issuance:  September  9,  1948.) 

JEIA  Instruction  No.  25 

(Effective  date,  September  15.  1948) 

Subject:  Procedure  for  the  licensing  of 
German  firms  to  book  shipping  space  In  non- 
German  vessels  operating  on  liner  services. 

object 

1.  To  establish  a  procedure  licensing  (Ser- 
man  firms  hereinafter  referred  to  as  agents 
to  book  freight  space  In  foreign  sea-going 
Tessels  operating  on  liner  services. 

2.  To  have  the  necessary  fore';jn  currency 
available  as  required  for  this  oi;e.atiou. 


NOTICES 

3.  To  define  the  functions  of  the  JEIA 
Branch  Offices  In  connection  therewith. 

references 

4.  JEIA  Instructions  Nos.  1  and  11  respec- 
tively as  amended. 

SCOPE 

5.  This  instruction  will,  in  effect,  apply 
only  to  goods  purchased  by  a  German  firm 
f.  o.  b.  foreign  port  or.  when  necessary  ex 
works  or  ex  rail.  The  shipment  of  elf  pur- 
chases from  abroad  Is  the  responsibility  of 
the  seller  and  la  not  affected  by  this  Instruc- 
tion. 

6.  In  the  event  of  existing  JEIA  Instruc- 
tions being  amended  to  permit  c  &  f/clf  ex- 
port sales,  the  necessary  procedure  to  permit 
booking  of  non-German  freight  space  will  be 
Issued  as  an  addendum  to  this  instruction. 

Foreign  buyers  may  sometimes  require 
freight  prepaid  bills  of  lading  although  goods 
are  bought  f.  o.  b.  In  these  cases  foreign 
buyers  must  maka  their  own  arrangements 
with  the  shipping  company  concerned. 

7.  Agents  will  act  In  this  capacity  under 
license  as  permitted  under  JEIA  Instruction 
No.  11  as  amended.  Licenses  will  be  confined 
to  established  firms  of  good  r«pute  afid  hav- 
ing the  necessary  satisfactory  foreign  corre- 
spondents and  connections,  either  direct  or 
through  the  Intermediary  of  another  firm. 

BOOKING  OF  FREIGHT  SPACE 

8.  Agents  will  be  required  to  book  space 
on  liner  term  vessels  on  the  best  possible 
terms  and  conditions.  They  will  also  ensure 
that  no  more  than  conference  rates,  when 
applicable  to  a  particular  service,  are  paid. 

9.  Liner  term  shipping  companies  fre- 
quently accept  large  bookings  on  free-in 
and  or  free-out  terms  where  sellers  and /or 
buyers  can  offer  suitable  loading  and  or  dis- 
charging facilities.  In  order  to  save  foreign 
exchange  this  should  be  borne  In  mind  when 
freight  engagements  are  made. 

BILLS   OF   LADING 

10.  The  foreign  seller  will  prepare  bills  of 
lading  and  the  consignee  will  be  shown  as 
follows : 

Shipping  and  Forwarding  Section,  JEIA 
Branch  Office  (port  of  discharge). 

Notify  (name  of  German  Importer  or  his 
nominee) . 

Only  'shipped  bills  of  lading"  will  bo  used 
and  all  copies  will  quote  the  Import  license 
number. 

11.  Any  clause  or  discrepancy  stated  on  the 
receipt  or  equivalent  for  the  goods  at  port 
of  shipment  will  be  shown  on  the  bills  of 
ladmg.  No  bankers'  guarantee  will  therefore 
be  given  by  the  shipper  to  the  carrying  line 
In  order  to  obtain  clean  bills  of  lading. 

12.  Shippers'  disbursements  will  not  be  In- 
serted In  the  bills  of  lading  for  collection 
against  delivery  of  the  goods. 

PAYMENT  OF  THE  GOODS 

13.  On  a  f.  o.  b.  sale  the  foreign  seller  will 
obtain  from  the  ships  master  a  receipt  or 
equivalent  as  an  acknowledgement  that  the 
goods  have  been  received  safely  on  board. 
Against  the  receipt  or  equivalent  the  seller 
win  obtain  full  set  bills  of  lading  from  the 
shipping  company,  which  he  hands  over  to 
the  appropriate  foreign  bank  with  which  let- 
ter of  credit  has  been  established  In  order 
to  obtain  payment  for  the  goods. 

14.  On  receipt  of  full  set  bills  of  lading 
from  the  seller  the  foreign  bank  will  forward 
them  by  air  mall  direct  to  the  appropriate 
Aussenhandelsbank  who  will  In  turn  notify 
Bank  Deutscher  Laender.  Foreign  Depart- 
ment. Aussenhandelsbank  will  release  the 
bills  of  lading  to  the  German  Importer  or 
his  nominee  only  against  payment  by  them 
of  the  D  Mark  equivalent  (30  US  cents  equal 
1  D-M  ;rk) .  On  obtaining  bills  of  lading  one 
original  will  be  presented  by  the  German  Im- 


porter to  the  appropriate  shipping  and  for- 
warding section  for  endorsement. 

PAYMENT  OF   SEA  FREIGHT 

15.  Freight  will  be  paid  at  port  of  dis- 
charge. Prior  to  ship's  arrival  importer  ob- 
tains freight  account  from  ship's  agent.  poi\ 
of  discharge.  Importer  pays  Deutsche  mark 
(30  US  cents  equal  1  D-Mark)  to  the  Aus- 
senhandelsbank and  obtains  receipt  (In  dup- 
licate) on  which  Aussenhandelsbank  con- 
firms  that  Bank  Deutscher  Laender.  Foreign 
Department,  will  effect  payment  In  foreign 
currency  to  the  shipping  company.  One 
copy  of  this  receipt  will  be  handed  over  by 
the  Importer  to  the  ship's  agent  In  order  to 
receive  goods.  The  agent  attaches  the  re- 
ceipt as  voucher  to  his  ship's  account  to  be 
rendered  to  his  principals  as  proof  that 
freight  has  been  paid. 

16.  Aussenhandelsbank  transfers  Deutsche 
mark  to  Bank  Deutscher  Laender  Foreign  De- 
partment with  request  to  effect  payment  In 
foreign  currency  to  the  shipping  company. 

PAYMENT    OF    BROKERAGE 

17.  The  payment  of  booking  commission, 
if  any,  due  to  a  German  Importer  or  his 
agent,  will  be  paid  in  accordance  with  the 
appropriate  provisions  of  JEIA  Instruction 
No.  11.  as  amended. 

FREIGHT  REBATES  • 

18.  All  rebates  deferred  or  otherwise  or 
any  other  commission  offered  or  received 
from  a  shipowner  or  his  agent  as  a  result  of 
a  freight  booking  will  be  disclosed  In  the 
freight  account. 

(Date  of  Issuance:  September  10.  1948  ) 

JEIA  Instruction  No.  27 

(Eaiectlve  date,  December  1,  1948) 

StTBJEcr:  Membership  of  German  firms  and 
economic  organizations  In  International 
trade  associations. 

OBJECT 

1.  To  provide  for  the  membership  of  Ger- 
man firms  and  economic  organizations  in 
international  trade  associations  and  in  for- 
eign associations  interested  in  the  promotion 
of  trade  with  Germany,  e.  g..  chambers  of 
commerce,  and  for  the  utilization  of  services 
of  such  International  trade  associations  lor 
the  promotion  of  the  foreign  trade  of  the 
Combined  Area. 

ALLOTMENT  OF  FUNDS 

a.  JEIA  Branch  Offices  will  be  Informed  of 
the  allocation  of  funds  appropriated  under 
this  instruction. 

PROCEDURE 

3.  Each  JEIA  Branch  Office  will  delegate  to 
the  LWM  ( Aussenhandelskontor)  In  the  form 
of  a  general  license  within  the  budgetary 
limitation,  the  authority  to  approve  the  use 
of  funds  under  this  Instruction.  The  license 
win  specify  that  funds  will  be  used  only  for 
the  purposes  set  forth  In  this  Instruction 
and  up  to  the  amounts  stated  In  the  license. 

4.  Interested  German  firms  and  economic 
organizations  will  submit  to  the  responsible 
LWM  an  Import  license  In  triplicate  for  use 
of  foreign  exchange,  specifying  the  name  of 
the  International  trade  association  In  which 
membership  Is  desired  or  which  Is  to  perform 
certain  services,  and  the  amount  of  member- 
ship dues  to  be  paid  or  the  types  and  costs  of 
services  to  be  performed.  Applicants  must 
certify  on  the  license  that  mo  bonus  funds 
or  foreign  exchange  credits  are  at  their  dis- 
posal, before  funds  under  this  procedure  may 
be  made  available  to  them. 

5.  The  LWM  will  examine  whether  the  pro- 
posed membership  or  services  will  promnte 
the  foreign  trade  of  the  Combined  Area  and 
whether  foreign  exchange  expenditures  do 
not  exceed  the  amounts  allocated. 

6.  Upon  approval  of  the  license,  the  LWm 
will   stamp   "approved  on   behall   of  JEIA. 


Tuesday,  January  18, 1949 

date  and  sign  each  license,  and  number  It 
serially,  beginning  with  0001  with  Identify- 
ing symbol  of  AHK/Int.  Tr.,  e.  g.  AHK  BAV/ 
Int.  Tr.  0001.  The  original  license  will  be 
returned  to  the  applicant,  one  copy  trans- 
mitted to  the  appropriate  JEIA  Branch  Of- 
fice, and  the  other  retained  by  LWM. 

7.  Holders  of  approved  licenses  will  ar- 
range for  membership  In  foreign  trade  or- 
ganizations or  for  services  to  be  performed 
by  such  organizations.  Upon  receipt  of  for- 
eign invoices,  licensees  will  present  such  In- 
voices to  an  accredited  foreign  trade  bank 
(Accredited  Aussenhandelsbank)  together 
with  the  approved  licenses,  and  pay  to  such 
Accredited  Aussenhandelsbank  the  Deutsche 
Mark  value  of  the  Invoices  converted  at  the 
rate  of  30  cents  equal  1  DM.  The  Accredited 
Aussenhandelsbank  will  certify  on  the  In- 
voices that  DM  payment  has  been  made  and 
will  arrange  for  the  foreign  exchange  pay- 
ment. 

8.  The  Accredited  Aussenhandelsbank  will 
transmit  to  the  JEIA  Branch  Office  each 
month  a  statement  of  Invoices  paid. 

(Date  of  Issuance:  November  29,  1948.) 

JEIA  Instruction  No.  28 

(Effective  date,  December  1,  1948) 

Subject:  Settlement  of  claims  arising  out 
of  centralized  and  decentralized  import  con- 
tracts. 

object 

1.  Establishment  of  a  procedure  for  set- 
tlement of  claims  made  by  or  against  buyers, 
sellers  and  carriers  arising  out  of  Import 
contracts. 

Claims  In  respect  of  damage  caused  or 
sustained  by  sea-going  or  Inland  vessels  will 
be  the  subject  of  a  further  instruction. 

SCOPE 

2.  This  procedure  has  reference  to  JEIA 
centralized  and  decentralized  Imports  and 
Includes  cargo  claims  (with  general  average 
contributions),  dispatch  money  claims  etc. 

DELEGATION  OF  AITrHORITY 

3.  (a)  Claimant.  The  consignee  named  In 
the  contract  Is  authorized  to  conduct  nego- 
tiations and  make  settlement  In  accordance 
with  the  conditions  contained  In  this  In- 
struction, but  with  the  following  provisos: 

(I)  In  case  of  a  claim  by  the  consignees 
against  the  foreign  seller  (or  his  under- 
writer) or  carrier,  settlement  may  be  con- 
cluded by  the  consignee  without  prior  ap- 
proval by  JEIA. 

(II)  In  case  of  a  claim  against  the  con- 
signee by  the  foreign  seller  or  carrier,  settle- 
ments in  excess  of  one  hundred  dollars  or 
equivalent  must  be  submitted  to  JEIA  for 
approval,  to  Hq.  JEIA  If  concerning  a  cen- 
trally procured  Import,  and  to  the  applicable 
JEIA  Branch  Office  If  concerning  a  decen- 
tralized Import. 

(b)  V.F.W.  V.  F.  W..  Hoechst,  Frankfurt 
am  Main.  Is  authorized  to  Issue  Instructions 
on  this  procedure  to  German  consignees,  hav- 
ing regard  to  the  above  conditions. 

(c)  JEIA  Branch  Offices.  Consignees  may 
at  all  time  consult  the  appropriate  JEIA 
Branch  Office  which  will  act  In  an  advisory 
capacity. 

NEGOTIATION 

4.  (a)  If  the  consignee  decides  to  present 
a  claim,  he  must  Immediately  send  notices 
containing  all  relevant  Information  to  the 
following: 

(I)  The  seller  and 'or  carrier  (If  necessary 
by  cable,  confirmed  by  letter)  stating  that  a 
claim  Is  made,  and  the  amount  thereof.  If 
already  determined.  This  notice  must  be  sent 
within  the  time  stated  In  the  contract.  If 
no  time  Is  stated.  It  must  be  sent  Immedi- 
ately upon  ascertaining  that  a  claim  exists. 
Care  must  be  taken  that  such  notices  con- 
form to  all  requirements  of  the  contract.  In- 
cluding provision  for  Inspection.    Where  In- 
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spectlon  Is  called  for  It  Is  Important  that 
notification  of  the  inspection  and  its  find- 
ings should  be  sent  to  V.  F.  W.  and  to  JEIA, 
1.  e.  to  Hq.  JEIA  if  concerning  a  centrally  pro- 
cured Import,  and  to  the  applicable  JEIA 
Branch  Office  U  concerning  a  decentralized 
import. 

(II)  JEIA.  1.  e.  to  Hq.  JEIA  If  concerning  a 
centrally  procured  Import,  and  to  the  appli- 
cable JEIA  Branch  Office  if  concerning  a  de- 
centralized Import. 

(III)  V.  F.  W.  (who  will  provide  a  liaison 
with  Bank  Deutsche  Laender). 

(b)  The  consignee  will  then  negotiate  for 
a  settlement  of  the  claim  subject  to  the  con- 
ditions stated  In  paragraph  3  of  this  Instruc- 
tion. 

5.  In  case  of  a  claim  by  the  foreign  seller 
or  carrier  against  the  consignee,  the  latter  Is 
authorized  to  negotiate  for  a  settlement  In 
accordance  with  the  conditions  Imposed  by 
paragraph  3  (a)  (II)  above.  Relevant  Infor- 
mation must  be  provided  to  the  appropriate 
JEIA  Branch  Office  at  all  stages  of  the  claim. 

6.  Notice  of  any  settlement  made  In  the 
case  of  claims  by  or  against  the  consignee 
will  be  sent  to  V.  F.  W.  and  to  Hq.  JEIA. 

DEUTSCHE    MARK    PAYMENTS 

7.  Upon  receipt  by  the  Bank  Deutsche 
Laender  of  notification  that  foreign  exchage 
payment  of  settlement  has  been  made  by  the 
seller  or  carrier.  Into  an  appropriate  account 
of  Military  Governments  for  Germany 
(US  UK),  the  consignee  will  receive  the 
Deutsche  mark  equivalent  of  the  amount  of 
such  settlement.  Conversely.  In  the  case  of 
settlement  of  claims  against  the  consignee, 
the  Bank  Deutsche  Laender  will  make  the 
foreign  exchange  payments  of  the  settlement 
to  the  foreign  seller  or  carrier,  only  after  the 
consignee  has  paid  the  Deutsche  mark  equiv- 
lent  to  his  Aussenhandelsbank  for  the  ac- 
count of  Bank  Deutsche  Laender. 

ARBITRATION 

8.  In  the  event  of  failure  to  conclude  a 
settlement  by  negotiation,  and  If  the  con- 
tract provides  for  settlement  by  arbitration, 
the  consignee  will  forward  the  relevant  docu- 
ments with  recommendations  to  the  V.  F.  W., 
Hoechst.  Frankfurt  am  Main,  who  will  In 
turn  consult  with  Hq.  JEIA.  If  the  parties 
agree  to  submit  to  arbitration,  the  consignee 
must  request  JEIA  lor  approval  to  arbitrate. 
If  such  approval  Is  granted,  the  consignee 
will  receive  further  Instructions. 

9.  In  the  event  of  failure  to  conclude  a 
settlement  by  negotiation  or  arbitration,  the 
consignee  will  receive  further  Instructions. 

(Date  of  Issue:  November  30,  1948.) 

Operational  Memorandum  No.  25 

I  As  Amended] 

(Elffectlve  Date,  June  21,  1948) 

Subject:  Relchsmark  payment  for  exports 
and  Imports. 

OBJECT 

1.  To  provide  for  Relchsmark  payment  for 
exports  and  Imports  on  the  basis  of  the  for- 
eign e.xchange  price  converted  at  $0.30=1 
Relchsmark. 

reference 

2.  BIP'P  (48>  41  (1st  Revision),  JEIA  In- 
structions and  Operational  Memoranda. 

SCOPE 

3.  The  provisions  of  this  Operational  Mem- 
orandum apply: 

(a)  To  exports  of  goods,  except  coal,  de- 
livered and  of  services  on  and  after  May  1, 
1948. 

(b)  To  Imports  of  goods,  except  staple 
foodstuffs,  and  of  services  rendered  by  Ger- 
man Importers  on  or  after  May  15,  1948. 

REICHSMARK    PRICING    OF    EXPORTS 

4.  (a)  The  reimbursement  to  German  ex- 
porters for  exports  (except  coal)   will  be  in 
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Relchsmarks  calculated  on  the  basis  of  the 
contract  selling  prices  in  foreign  currencies, 
converted  Into  Relchsmark  at  a  uniform  fac- 
tor of  1  RM— »0.30  (thirty  cents).  The  full 
Relchsmark  price  calculated  In  this  manner 
will  be  paid  to  the  exporter  regardless 
whether  or  not  the  Relchsmark  price  calcu- 
lated In  this  manner  exceeds  the  present  legal 
price. 

(b)  In  cases  where  the  Deutsche  Mark  pro- 
ceeds of  an  export  contract,  so  calculated,  are 
less  than  the  legal  Deutsche  Mark  price  In 
effect  at  time  of  export,  the  exporter  will  for 
the  time  being  continue  to  receive  such  legal 
price  In  Deutsclje  Marks.  In  cases  where  ex- 
port deliveries  are  effected  In  accordance  with 
terms  of  a  contract  before  November  1.  1948. 
under  a  contract  approved  by  JEIA  on  or 
before  June  19.  1948.  and  where  there  Is  no 
existing  legal  mark  price  at  the  time  of  the 
export,  for  the  purposes  of  this  operational 
Memorandum  the  legal  mark  price  at  the 
time  of  the  execution  of  the  contract  shall  be 
considered  the  legal  mark  price  at  the  time 
of  the  export. 

5.  In  order  to  obtain  Relchsmark  payment, 
the  German  exporter  will  file  with  the  Aus- 
senhandelsbank. In  accordance  with  existing 
JEIA  instructions  the  original  and  one  copy 
of  the  Export  Payment  Certificate.  The  ex- 
porter will  attach  a  copy  of  the  foreign  ex- 
change Invoice  to  the  original  Export  Pay- 
ment Certificate.  The  Aussenhandelsbank 
vtlll  reimburse  the  exporter  the  Relchsmark 
price  of  the  export  computed  In  accordance 
with  paragraph  4  (a)  or  (b)  atxjve.  How- 
ever, prior  to  receipt  of  notification  from  the 
paying  bank  of  the  payment  of  the  foreign 
exchange  amount  of  the  Invoice  Into  an  ac- 
count of  Military  Governments  for  Ger- 
many US  UK  the  Aussenhandelsbank  may. 
at  the  request  of  the  exporter,  reimburse  the 
German  exporter  In  the  form  of  an  advance 
in  accordance  with  normal  banking  practices 
at  any  time  after  presentation  of  the  required 
documents  to  the  Aussenhandelsbank  for 
collection  abroad.  The  reimbursement  In 
Relchsmark  to  the  German  exporter  calcu- 
lated In  accordance  with  paragraph  4  (a) 
above  represents  a  straight  conversion  of  the 
foreign  exchange  Invoice  price  In  accordance 
with  the  terms  of  the  contract.  Additional 
costs,  as  provided  for  under  Part  1(b)  and 
Part  III  of  the  Export  Payment  Certificate, 
will,  therefore,  no  longer  be  added  to  the  Cost 
of  E^xports  as  shown  under  Part  1(a)  thereof. 

REICHSMARK    PRICING    OF    IMPORTS 

6.  Imports  (except  staple  foodstuffs)  will 
be  priced  in  Relchsmarks  at  their  contract 
cost  in  foreign  currencies  plus  such  other  rel- 
evant charges  as  may  be  incurred.  If  any,  de- 
livered at  German  port  or  border,  converted 
Into  Relchsmarks  at  a  uniform  factor  of  1 
RM=$0.30   (thirty  cents). 

7.  The  German  importer  wUl  make  pay- 
ment to  the  Aussenhandelsbank  in  accord- 
ance with  established  procedures  on  the  basis 
of  the  Relchsmark  price  computed.  In  ac- 
cordance with  paragraph  6  above,  from  the 
foreign  exchange  price  listed  on  the  shipping 
documents  and  Invoices.  Where  imports  are 
purchased  at  other  than  a  foreign  exchange 
price  for  the  Imports  delivered  at  German 
port  or  border,  the  importer  will  make  the 
Relchsmark  payment  to  the  Aussenhandels- 
bank based  on  the  Invoices  received  and 
thereafter  will  make  such  other  Relchsmark 
payment  for  any  additional  relevant  charges 
Incurred  In  connection  with  said  Import  Im- 
mediately upon  receipt  of  notification  from 
the  Aussenhandelsbank  of  the  amounts  of 
such  additional  charges.  The  payment  in 
Relchsmarks  made  by  the  German  Importer, 
calculated  In  this  manner,  represents  a 
straight  conversion  of  the  foreign  exchange 
Invoice  price  of  the  import  in  accordance  with 
the  terms  of  the  contract  plus  other  relevant 
foreign  exchange  charges.  Extra  costs  In- 
curred In  Germany  In  connection  with  the 
importation  of  the  merchandise  will,  there- 
fore, no  longer  be  deductible. 


256 

8.  All  provisions  of  JEIA  instructions,  di- 
rectives, and  memoranda  now  In  effect  with 
regard  to  Relchsmark  pajrment  for  exports  or 
Imports  which  conflict  with  this  Operational 
Memorandum  are  herewith  rescinded. 

9.  Any  reference  to  Relchsmarks  In  this 
Operational  Memorandum  shall  refer  to 
Deutsche  marks. 

Date  of  issuance:  May  24.  1948.) 

JBIA  Operational  Mxmorandum  No.  31 

(ESTectlve  date.  September  15,  1948) 

Tubject:  Restrictive  trade  practices  (in- 
clid'nK  excliislve  sales  and  a?ency  agree- 
ments)  In  connection  with  German  exports. 

object 

1.  This  Operational  Memorandum  sets 
fcrth  the  policy  to  be  followed  by  JEIA  In 
conVdcrlng  export  transactions  which  place 
crtaJn  restriction  on  the  sale  or  distribution 
of  German  goods,  commodities  and  services 
ah:oad. 

RESCISSION 

2.  Paragraphs  14  and  15  of  JEIA  Instruc- 
tion No  1  as  amended,  are  rescinded  and 
EUv.erseded. 

POUCT 

3.  It  is  the  policy  of  the  JEIA  that  business 
pruct:ces  as  set  forth  in  paragraph  5  below 
n  usl  be  avoided  whenever  they  interfere  with 
th"?  free  and  normal  development  of  German 
e:.poi't  trade. 

SOtTKCE 

4.  The  foref»olng  policy  adheres  to  the  prln- 
clp'es  of  the  Havana  Charter  for  an  Interna- 
tl<mal  Trade  Ofganlzation  drawn  up  by  mem- 
bers of  the  United  Nations  and  dated  March 
24.  '948.  Intended  to  eliminate  objectionable 
business  practices  affecting  International 
trade.  Furthermore,  such  practices  are  pro- 
hibited by  U.  S.  Military  Government  Law  No. 
66  and  British  Military  Government  Ordi- 
nal xe  No.  78,  as  amended. 


NOTICES 


OBJ  W-TION  ABLE    RESTRICTIVE    PRACTICE8 

OBTLNITION 

8.  Pursuant  to  the  Havana  Charter  referred 
to  above,  business  practices  which  restrain 
competition,  limit  access  to  markets,  or  foster 
monopolistic  control,  and  which  may  have 
harmful  effects  on  the  expansion  of  produc- 
tion or  trade  or  otherwise  Interfere  with  the 
free  and  normal  development  of  German  ex- 
ports. Include  those  which: 

(a)  Fix  prices,  terms  or  conditions  to  be 
observed  in  dealing  with  others  In  the  pur- 
chase, sale  or  lease  of  any  products; 

(b)  Exclude  enterprises  from,  or  allocate 
or  divide,  any  territorial  market  or  field  of 
business  activity,  or  allocate  customers,  or 
fix  sales  quotas  or  purchase  quotas: 

(c)  Discriminate  against  particular  enter- 
prises; 

(d>  Limit  production  or  fix  production 
quotas; 

( e )  Prevent  by  agreement  the  development 
or  application  of  technology  or  Invention 
whether  patented  or  unpatented; 

( f )  Extend  the  use  of  rights  under  patents, 
trademarks  or  copyrlfhts  granted  by  any 
party  to  matters  vhich,  according  to  the  laws 
and  regulations  under  which  said  party  op- 
erates, are  not  within  the  scope  of  sujh 
grants,  or  to  products  or  conditions  of  pro- 
duction, use  or  sale  which  are  likewise  not 
the  subject  of  such  grants. 

RESPONSraiLITIES   Or   JEIA 

e.  Any  contract  which  provides  for  any  of 
the  practices  enumerated  in  paragraph  5  may 
be  approved  only  when  it  is  clearly  dem6n- 
strated  that  the  practice  serves  a  legitimate 
normal  business  need,  that  It  Is  not  de- 
signed to.  and  In  fact  will  not  Interfere  with, 
the  free  and  normal  expansion  of  German 
export  trade,  and  that  It  will  serve  the  best 
interests  of  the  German  economy. 

EXCLUSIVE  SALES  OR  AGENCT  AGREEMENTS 

7.  (a)  These  may  be  approved  if  they 
clearly  serve  to  create  an  outlet  where  none 
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could  otherwise  exist.  This  situation  often 
arises  In  connection  with  specialized  products 
whoae  maintenance  and  repair  require  the 
agent  to  Incur  substantial  expenditures  In 
the  establishment  and  maintenance  of  a 
force  of  skilled  and  experienced  workmen,  or 
In  the  caae  of  general  products  whose  intro- 
duction Into  a  competitive  field  involve  sub- 
stantial advertising  and  other  development 
expenses. 

(b)  Particular  circumspection  should  be 
exercised  In  the  approval  of  contracts  grant- 
ing exclusive  sales  rights  to  a  foreign  buyer 
who  also  is  a  producer  or  distributor  of  a 
competitive  product  or  who  owns  or  controls 
facilities  used  for  the  distribution  or  manu- 
facture of  such  competitive  products.  For- 
eign buyers  of  this  class  may  find  it  more 
to  their  economic  benefit  to  exert  their  ef- 
forts In  the  marketing  of  the  competitive 
product  to  the  detriment  of  the  German 
product.  Such  contracts  should  be  approved 
only  when  It  Is  apf>arent  that  the  foreign 
buyer  Is  bona  fide  for  the  purpose  of  market- 
ing the  product.  Three  copies  of  each  such 
approved  contract  should  be  forwarded  to 
JEIA  Main  OtQce,  Attn:  Export  Branch. 

8.  All  contracts  granting  exclusive  rights 
should  be  limited  in  duration  of  time,  in 
scope  of  geographical  area,  and  extent  of  ex- 
clusivity to  the  minimum  that  appears  neces- 
sary and  reasonable  under  the  particular 
circumstances,  with  a  view  that  the  contract 
shall  not  be,  or  become  within  the  foresee- 
able future,  and  instrumentality  for  the 
harmful  restraint  of  trade. 

ENTORCEMENT 

9  Parties  to  export  contracts  are  subject 
to  U.  S.  Military  Government  Law  No.  56 
and  British  Military  Government  Ordinance 
No.  78  entitled  'Prohibition  of  Excessive 
Concentration  of  German  Economic  Power." 
and  JEIA  approval  of  any  contract  does  not 
affect  the  application  of  the  said  Law  and 
Ordinance,  as  amended,  or  either  of  them. 

(Date  of  Issuance:  September  15.  1948.) 


BiWECT:  Currencies,  banks,  and  accounts  for  payment  of  exvorts  and  imports. 


Country 


Commodities 


Currency  fof  billing 


Rate  to 

I  .  S. 
dulluTi 


Austria. 
Do- 


Beldo-l.uiembourg      Eoo- 
nomic  Union. 


Do- 


Balfiarla. 


Csecboelovakis. 


All  (t'xcfpl  coal  and  elec- 
tricity.) 


Coal  and  electrid:  j . 


All  (except  coal,  timber 
and  potasti). 

Coal,  timber  and  potash 
All _ 


All. 


Denmark  (including  Faroe 
Islands). 


Do 

Finlaiid 

France  and  Franc  area  (see 
ApiiendU  A). 

Do 

OrMee 

Do 


All  (except  coal,  timber 
and  potash). 

Coal,  limber  and  potash. 


Austria  1  »chillin<?s. 
....do 


Belgian  fmncs. 
U.S.  dollars.. 
....do 


Czechoslovak  crowns. 


Danish  kroner. 


AU. 


All  (except  coal  and  coke) 
Coal  and  coke 


All  (except  coal,  timber, 
and  ptitash). 

Coal,  timber 


U.  8.  dollars. 


Bunks  and  accounts 


Eiijorls 


Imports 


laoo 

10.00 
43.8275 


30.00 


4.7V9 


-do. 


.do. 


.do. 


.do. 
.do. 


Austrian  National  Bank,  \'ieni  a,  Military 
(iovornments  for  (lermatiy  (IS  I'K) 
Joint  Kii)ort-IH!|)ort  Offset  .\c«>unt. 

.Austrian  National  Bank,  \  icnr.a.  Military 
(fovemnicnl  (or  (icrniany  (I't^TK) 
S[>ecial  Joint  Export-Import  Offset  Ac- 
count. 

Baiique  N'utionule  do  Brlglque,  BnuaieU. 
Military  Oovrrnnieiits  for  Oermany 
Joint  Kxjiort-Imiiort  Offset  Accotint. 

Banque  Naiioiiale  de  Bolpmue,  '  ru.«;seb 
SiHTUil  Dollar  Atixjunt' Military  (iov- 
ernnient!"  for  Oermany  (I  S/L'K). 

National  B.nr.k  of  Biil«;»ri:i,  Sofia,  Milit.iry 
(fovemment?  for  Germany  (I'STK) 
Joint  Export-lmi)ort  Offset  Account. 

Narodni  Banka  Cesko«loven.ska,  Prafcue, 
Militarv  ttovernments  for  Germany 
(IS  IK)  Joint  ExiK)n-Import  Offset 
Account. 

Danmarks  Nationalbank  Copenhapen, 
Military  Oovemmenfs  for  (lennany 
(US/UK)  Joint  Export-Import  Offset 
Account. 

Dantnarks  N'ationalbank.  Copenhagen, 
Si>e<ial  Dollar  .\ccount  .Military  Gov- 
emment\for  tlerrnany  (I  S/l'K). 

Bank  of  Finland.  Hel.sinski,  Militivry  Gov- 
eriimeuts  for  Germany  (I'S,  IKj  Joint 
Export-Imi»ort  Offset  .\ccoiint. 

Banque  de  France,  Paris,  Militarv  Oov- 
ernraents  for  Germany,  US/lK/FreiKh 
Account  No.  I. 

Ban<jue  de  France.  Paris,  Military  Gov- 
ernments for  (Sermany,  I'S  UK/French, 
Account  No.  II. 

Bank'of  Greece.  Athens.  Military  Govern- 
ments for  Germany  (LS, IK)  Joint 
Export-Import  Offset  .\ccount. 

Bank  of  Greece,  .\thens.  Special  Dollar 
Account  Military  Uuviramentii  (or 
Germany  (,(-^;l-Ki< 


Commercial  banks— seller's  choice. 


Do. 


National  Bank  of  Bulfraria,  Pofta.  MIII- 
tar-y  Oovemnients  for  Germany 
(Uft/UK)  Joint  Ki|>ort-Imporl  Oflset 
Account. 

Comiiierciiil  banks— seller's  choice. 


Do. 

Do. 
Do. 


Bank  of  Greece.  Athen.^,  Military  Gov- 
emmenis  for  Germany  (US/ IK)  Joint 
Export-Import  Oflset  Account. 
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jEiA  Operational  Memorandum  No.  82 — Continued 
[Effective  date,  December  1,  1948] 
Si'BJErx;  Currencies,  banks,  and  accounts  for  payment  of  exports  and  Imports. 


Country 


Hungary 

Do... 
Italy 

Do.. 


Netherlands  and  Nether- 
lands colonies. 


Do... 

.Norway. 


Do. 

i'oUnd. 


Sweden 

Do 

Switrcrland. 


United  Kingdom  and  Ster- 
ling Area  (see  Appendix 
A). 


United  States,  all  territo- 
ries, and  iK)ssessionB. 


Uruguay.. 
Yugoslavia 


All  other  countries. 


Commodities 


Currency  for  billing 


All  (except  coal,  timber, 
and  potash). 


Coal,  timber,  and  potash 


All    (except   coal,   tim- 
ber, and  [K>tasb). 


Coal,  timber,  and  potash 


All  (except  coal,  timber, 
and  potash. 


Coai,  timber  and  potash 

All    (except    coal    and 
coke). 

Coal  and  coke 

All 


U.  8.  dollars. 


.do. 
.do. 


AU  (except  coal,  coke). 

Coal  and  coke 

All 


.do. 


Rate  to 

U.  .S. 
dollars 


Banks  and  accounts 


E«  ports 


Imports 


Netherlands  guilders.. 

U.S.  dollars 

Norwegian  kroner 


2.653 


U.S.  dollars. 
do 


All. 


All 


AH. 
All. 

All. 


Swedish  kroner. 
U.S.  dollars.... 
Swiss  francs 


Pound  sterling. 


4. 9C278 


3.5943 


"4.305 


C481 


U.  S.  dollars 


-do. 
.do. 


Magyar  Nemict  Bank,  Budai^est,  Mili- 
tary Goveminents  for  Germany  (US/ 
UK)  Joint  Ex|H)rt-lmport  Ollsit  Ac- 
count. 

Federal  Reserve  Bank  of  New  York,  New 
York,  Bank  Di  iiiscticD  Lacnder  Exiiort- 
Imiwrt  Account. 

Ufficio  lialiano  dei  Carahl,  Rome,  Mili- 
tary Governments  for  Germany  (US,/ 
UK)  Joint  Export-Import  Offset  Ac- 
count. 

Officio  Italiano  dei  Cambi,  Rome,  Sjiecial 
Dollar  Account  Military  Uovcnnnents 
for  Germany  (US  UK). 

De  Ncdcrlaiidsche  Bank,  N.  V.,  Amster- 
dam, Military  CJovernments  for  (ier- 
many  (US/UK)  joint  Export  Import 
Offset  Account. 

De  .Nederlandsclie  Bank  N.  V.,  Amster- 
dam, S[»ecial  Dollar  Account  Military 
Governments  lor  Germany  (IS  tK>. 

Norges  Bank,  Oslo,  Bank  D<'utsclur 
Laender  Export-lniiwri  OlTs«>t  Account 
No.  2. 

Norges  Bank,  Oslo,  Special  Dollar  Ac- 
count Bank  Deiitscher  Laender. 

N;\r»Klowy  Bank  Polski  Warsaw,  .Military 
(iovemmciit  for  Germany  (US,l>C) 
Joint    Export-Import    Oflset    Aaount. 

Sveriges  Rlkshank,  Stockholm,  Militiu-y 
Governments  for  Germany  (USUK) 
Joint    Export-Import    OfTs<'t    Ac<-ount. 

Sveriees  Kiksdank,  Stockholm,  Military 
Goveminents  for  (iermany  (US.  IK) 
Siiecial  l)oll:<r  Exi>ort-lmi>ort  .\ccount. 

Banque  Nationale  Suls.se,  Zurich,  Military 
Governments  for  Germany  (US CK) 
Joint  Kxi>ort-lmiM)rl  Swiss  Franc 
Account. 

Bank  of  England.  Ix)ndon,  Bank  Dcutsch- 
er  Laender  Account  No.  1. 

For  all  commercial  purposes  u.se    Bank 

Deutscher  Liiender  Exj^tort-Imiiort  No. 

1  accounts  with: 
Midland   Bank   Ltd.,  Overseas  Branch, 

London. 
Barclays  Bank  (D.  C.  AO),  London. 
Barcl.iys  Bank  Ltd.,  London. 
Lloyds  Bank  Ltd..  Ix)iidon. 
National  rroviTui:il  Bank  Ltd.,  Ix)ndon. 
Westminster  Bank  Ltd.,  I/ondon. 
Federal  Rest'rve  Bank  of  New  York,  N.Y., 

Bank  Deutscher  Laender  Exrwrtlmport 

Account. 


Pestl  Magyar  Kereskedclmi  Bank, 
Budaiiest,  Military  Govenitnents  f(* 
(ierniany  (US; UK)  Joint  Eximrt-lm- 
IK)rt  Account 


Commercial  banks— seller's  choice. 


.do. 


.do. 


National  Bank  of  the  Peoples'  Federal 
Republic  of  Yugoslavia,  Bel',;ra'le,  .Mili- 
tary (Jovernments  for  (iermany 
(IS/UK)  Joint  Export-Import  Ollset 
Account. 

Federal  Reserve  Bank  of  New  York,  New 
York,  Bank  Deuischi-r  Laender  E\|>ort- 
Iniiwrt  Account. 


Do. 


Do. 


Narodowy  Bank  Polski,  New  York, 
Military  Govenimenls  for  Germany 
(US/UK)  Joint  Export-lmjiort  Ac- 
count. 

Commercial  banks— selk?r's  choice. 


Joint     Export-Import     Accounts    with 
Societe    de    Banques,    Suisa%    Basel. 
Credit  Suiss*',  Zurich. 
Union  de  Banques  Suisse  .Zurich. 


Bank  Deutscher  Laender  Eiixjrt-lmport 
No.  1  Acxounts  with: 

Midland  Bank  Ltd.,  Overseas  Branch 

London . 
Barclays  Bank  (D.  C.  A  O.),  Ix)ndon. 
Barclays  Bank  Ltd.,  London. 
Lloyds  Bank  Ltd.,  London. 
National  Provincial  Bank  Lt<l.,  Ix>ndoiv 
Westminster  Bank  Ltd.,  Liondon. 
Bank  Deutscher  Laender  Exjiort-Imporl 

Accounts  with; 

Bank  of  the  Manhattan  Company,  New 

York,  N.  Y. 
Manufacturers  Trust   Co.,  New   Y'ork, 

N.  Y. 
The  Chase  Nationnl  Bank  of  the  City  o 

New    York.    Frankfurt,    Main    (Get- 
many ). 
The  Chase  National  Tank,  New  Y'ork, 

N.  Y. 
National  City  B.ink,  New  York.  N.  Y. 
American  Exiiross  Co.,  Inc.,  Frankfurt/ 

Main  (Germany). 
U.    S.    commercial    banks   with    which 

Bank    Deutscher   Laender  maintains 

accounts. 
National  Bank  of  the  Peoples'  Fc  leral 

Republic    of    '^'ugoslavia,     lleliira'le, 

^lll!ta^y    Government    for    Germany 

(US/UK I  Joint  Exjiort-Imiwrt  Offset 

Account. 
U.  S.  commercial  hanks  with  which  Bank 

Deutscher  L:ien<ler  maintains  accounts 


1  Ofli(  ial  middle  rate. 

Special  note.  Where  German  exports  are 
sold  to  a  buyer  In  one  country  for  delivery 
to  a  consignee  In  another  country,  and 
shipped  direct  to  such  consignee,  foreign  ex- 
change payment  for  the  goods  may  be  made 
In  either  the  currency  of  the  buyer's  coun- 
try or  the  currency  of  the  consignee's  coun- 
try, such  currency  In  the  case  of  each 
country  being  that  specified  as  acceptable 
for  payment  of  German  exports  according  to 
the  above  list.  If  the  currency  of  the  con- 
signee's country  Is  to  be  used,  the  buyer 
should  present  either ^n  Import  license  from 
such  country  or  approprl.ite  evidence  that 
the  consignee's  couiitry  will  authorize  pay- 


ment In   acceptable  currency,     (See  Opera- 
tional Memorandum  No.  16) 

(Date  of  issuance:  December  3,  1948.) 

Appendix  "A"  to  Operational  Memorandum 
No.  32 

I.    FRANC   AREA 

Metropolitan  France  (Incl.  Corsica  and  th« 
Saar). 
Algerle. 

Afrlque  Occidentale  Francalse. 
Afrlque  Equatorlale  Francalse. 
Madagascar  et  ses  Dependances  Reunion. 
Cote  FYancaise  des  Somalis. 
Guyana  Francalse. 


Guadeloupe. 
Martinique. 

Saint  Pierre  et  Mlquelon. 
Etabllssements  Francals  de  llnde. 
Indochlne. 
Nouvelle  Caledonle. 
Etabllssements  Francals  de  I'Oceanle. 
Condominium  des  Nouvelles  Hebrides. 
Protectorats  de  Marco  et  de  la  Tunisle. 
Territoires  soas  Mandat  Francals  du  Cam- 
eroun  et  du  Togo. 

Prlnclpaute  de  Monaco. 

n.  STERLING   AREA 

British   Empire  except  Canada  and  New- 
foundland. 
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British  mandated  territories  of  Cameroons: 
Nauru,  New  Guinea.  South  West  Africa,  Tan- 
ganyika,  Togoland   and   Western   Samoa. 

British  protectorates  and  protected  states: 
Burma,  Iraq,  Iceland. 

GEOKCE  J.  8.\NT«T, 

Director,  Foreign  Trade  Division. 
[SEAL]  MERTON  A.  TeVYAW, 

Liaiaon  Officer  with  the 
Federal  Register. 

|F.    R.    Doc.    49-407:    Filed.    Jan.    17.    1949; 
8;51  a.  m.] 


DEPARTMENT  OF  THE  INTERIOR 
Geologicol  Survey 

Wyobttng 

definitions  of  known  geologic  struc- 
tures of  producing  oil  and  g.\s  fields 

Former  paragraph  (c)  of  §  227.0.  Part 
227,  Title  30.  Chapter  II,  Code  of  Federal 
Regulations  ( 1947  Supp.) ,  codification  of 
which  has  been  discontinued  by  a  docu- 
ment published  in  Part  II  of  the  Feder-il 
Register  dated  December  31,  1948,  Is 
hereby  supplemented  by  the  addition  of 
the  following  list  of  structures  defined 
effective  as  of  the  dates  shown: 
Name  or  FitLD,  Ettective  Date,  and  Aceeacx 

(8)    WYOMING 

Badger  Basin  Field  (revision),  Oct.  30. 

1M7 4.760 

Bailey  Dome  Field,  Jan.  27.  1945 560 

Herrlck  Dome  Field,  Feb.  22,  1947 20O 

Pitchfork  Field,  Nov.  30,  1930 1,604 

Seven  Mile  Field,  Sept.  10,  1947 720 

South  Bk  Basin  Field,  June  11.  1945—       920 

Spence  Field.  Mar.  17,  1944 380 

Zimmerman  Butte  Field,  Nov.  3,  1945-.       600 

Thomas  B.  Nolan. 
Acting  Director. 

(F.    R     Doc.    49-411;    Filed.    Jan.    17,    1949; 
8:56  a.  m.| 


Office  of  the  Secretary 

(Order  25081 
Office  of  Indian  Affairs 

delegations  of  authority 
8ec. 

1  Appeals. 

10  Health  and  welfare  matters. 

11  Funds  and  fiscal  matters. 

12  Education. 

13  Lands   and   minerals. 

14  OH  leases;  Osage  Indian  Agency. 

15  Irrigation   matters. 

16  Forestry  and  grazing  matters. 

17  Trade  with  Indians. 

18  Tribal  ordinances  and  resolutions. 

19  Litigation;  Five  Civilized  Tribes. 

20  State  Directors;  officers  in  charge. 

21  Na-ajo  Agency. 

22  Headquarters  officials. 
25  Subdelegatlon. 

100     Revocations;   saving  clause. 


Section  1.  Appeals,  (a)  Any  action 
taken  by  the  Commissioner  of  Indian  Af- 
fairs pursuant  to  this  order  shall  be  sub- 
ject to  the  right  of  appeal  to  the  Secre- 
tary of  the  Interior.  All  appeals  must 
be  filed  In  writing  with  the  Commissioner, 
who  will  thereafter  transmit  them 
promptly  to  the  Secretary,  together  with 
the  complete  record  in  the  case. 


NOTICES 

(b)  The  Under  Secretary  and  the  As- 
sistant Secretaries  of  the  Interior  are 
severally  authorized  to  dispose  finally  of 
any  appeal  taken  pursuant  to  paragraph 
(a)  of  this  section  (5  U.  S.  C,  sec.  22;  25 
U.  S.  C,  1946  ed..  sees,  la,  2). 

Sec.  10.  Health  and  welfare  matters. 
The  Commissioner  may  exercise  the  au- 
thority of  the  Secretary  In  relation  to 
the  following  classes  of  matters : 

<a)  The  commitment  of  insane  In- 
dians to  Federal  or  State  hospitals  or  in- 
stitutions pursuant  to  the  provisions  of 
25  CFR.  Part  86. 

(b»  The  quarantine  of  Indians  refus- 
ing to  submit  to  remedial  treatment  of 
contagious  or  Infectious  diseases,  pursu- 
ant to  the  provisions  of  25  CFR,  Part  84. 

( c )  The  extension  of  State  health  laws 
and  regulations  to  Indian  reservations, 
pursuant  to  the  provisions  of  25  CFR, 
Part  84. 

(d)  The  negotiation  and  execution  of 
contracts  with  States  or  Territories,  or 
political  subdivisions  thereof,  or  with 
private  organizations,  for  medical,  nurs- 
ing or  haspital  services,  as  authorized  by 
the  act  of  June  4.  1936  <25  U.  S.  C.  sees. 
452-454) .  and  pursuant  to  the  provisions 
of  25  CFR.  Part  84. 

(e)  The  negotiation  and  execution  of 
contracts  with  States  or  Territories,  or 
political  subdivisions  thereof,  or  with 
private  organizations,  for  social  service, 
relief,  and  child  welfare,  authorized  by 
the  act  of  June  4,  1936  (25  U.  S.  C,  sees. 
452-454 ) . 

(f)  The  approval  of  the  appointment 
of  guardians  of  Osage  Indians  pursuant 
to  the  provisions  of  the  act  of  February 
27.  1925  (43  Stat.  1008). 

Sec.  11.  Funds  and  fiscal  matters. 
The  Commissioner  may  exercise  the  au- 
thority of  the  Secretary  in  relation  to  the 
following  clas.ses  of  matters: 

(a)  The  approval  of  per  capita  or  an- 
nuity payments  from  Indian  tribal  funds, 
pursuant  to  the  provisions  of  25  CFR. 
Part  224. 

(b)  The  Incurring  of  obligations  in 
excess  of  appropriations  currently  avail- 
able for  the  benefit  of  natives  of  Alaska, 
In  conformity  with  the  provisions  of  the 
act  of  June  1,  1944  (48  U.  S.  C,  sec.  50 
d-l>. 

(c)  The  approval  of  expenditures  of 
Individual  Indian  moneys  held  in  the 
custody  of  the  Department.  This  au- 
thority extends  to  and  includes  invest- 
ments, loans  and  donations  by  individual 
Indians. 

(d)  The  approval  of  surety  bonds,  pro- 
'  vlded  that  in  the  case  of  a  corporate 

surety  the  bonding  company  has  been 
approved  by  the  Trea.sury  Department. 

(e)  The  approval  of  the  employment 
of  attorneys  for  Individual  Indians  and 
the  determination  and  payment  of  fees 
paid  on  a  quantum  meruit  basis  from  re- 
stricted or  trust  funds. 

(f )  The  approval  of  attorney  contracts 
with  Indian  tribes  and  the  payment  of 
fees  and  expenses  thereunder,  pursuant 
to  the  provisions  of  25  CFR,  Part  15. 

(g)  The  approval  and  transmittal  to 
the  General  Accounting  Office,  Audit 
Division,  of  accounts  between  the  United 
States  and  Indian  tribes  under  reim- 
bursable appropriations,  as  required  by 


the  acts  of  April  4,  1910,  and  June  10, 
1921  (25  U.  S.  C,  sec.  145). 

(h)  The  approval  of  applications  of 
Individual  Indians  of  the  Sioux  Nation 
for  cash  benefits  under  the  acts  of  March 
2.  1889,  June  10.  1896.  and  June  18.  1934 
(25  U.  S.  C.  sec.  474). 

(i)  The  approval  of  applications  of  in- 
dividual Indians  for  their  pro  rata  shares 
of  tribal  trust  funds,  made  pursuant  to 
the  provisions  of  25  CFR.  Part  233. 

(j)  The  approval  of  quarterly  pro  rata 
share  payments  of  Osage  tribal  funds 
and  Interest  on"  individual  funds  in  the 
United  States  Treasury  pursuant  to  pro- 
visions of  the  act  of  June  28,  1906  (34 
Stat.  544),  as  amended  or  supplemented 
by  the  acts  of  February  27.  1925  (43  Stat. 
1008),  and  June  24,  1938  (52  Stat.  1034). 

(k)  The  approval  of  applications  by  in- 
dividuals, cooperative  associations,  credit 
associations,  and  incorporated  and  unin- 
corporated tribes  and  bands  for  loans 
pursuant  to  25  CFR.  Part  21;  the  issu- 
ance of  commitment  orders;  the  approval 
of  modifications  of  loan  agreements;  and 
the  approval  of  articles  of  association 
and  bylaws  of  cooperative  and  credit 
associations. 

Sic.  12.  Education.  The  Commis-sloner 
may  exercise  the  authority  of  the  Secre- 
tary in  relation  to  the  following  classes  of 
matters: 

(a)  The  negotiation  and  execution  of 

contracts  with  State  Boards  of  Education. 

as  authorized  by  the  act  of  June  4.  1936 

(25  U.  S.  C,  sees.  452-454) .  and  pursuant 

to  the  provisions  of  25  CFR.  Part  46. 

Sec.  13.  Lands  and  minerals.  The 
Commissioner  may  exercise  the  authortty 
of  the  Secretary  in  relation  to  the  follow- 
ing classes  of  matters: 

(a)  The  approval  of  leases  for  oil.  gas 
or  other  mining  purposes  covering  re- 
stricted tribal  and  allotted  Indian  land.s 
pursuant  to  provisions  of  25  CFR,  Parts 
183.  186.  189.  195.  201  and  207.  The 
authority  conferred  by  this  paragraph 
extends  to  and  includes  the  approval  or 
other  appropriate  administrative  action 
required  on  all  assignments  of  mineral 
leases  now  or  hereafter  In  force  on  re- 
stricted tribal  and  allotted  Indian  lands, 
bonds  and  other  Instruments  required  in 
connection  with  such  leases  or  assign- 
ments thereof,  unit  and  communitiza- 
tion  agreements,  the  acceptance  of  volun- 
tary .surrender  of  such  leases  by  lessees, 
cancellation  of  leases  for  violation  of 
terms  thereof,  and  approval  of  agree- 
ments for  settlement  of  claims  for  dam- 
ages to  Indian  lands  resulting  from  oil 
and  gas  or  other  mineral  operations. 

(b)  The  approval  of  applications  for 
patents  in  fee  or  certificates  of  compe- 
tency, pursuant  to  the  provisions  of  25 
CFR.  Part  241. 

(c)  The  approval  of  partitions  of  lands 
held  In  trust  or  subject  to  restrictions 
against  alienation,  pursuant  to  the  pro- 
visions of  25  CFR,  Part  241. 

(d)  The  approval  of  sales  and  convey- 
ances of  original  allotments  and  in- 
herited lands  pursuant  to  the  provisions 
of  25  CFR.  Part  241.  The  authority  con- 
ferred by  this  paragraph  extends  to  and 
includes  the  sale  of  inherited  lands  with- 
out the  consent  of  the  Indian  owners, 
the  approval  of  deeds  or  other  Instru- 


Tuesday,  January  18, 1949 


FEDERAL  REGISTER 


259 


ments  of  conveyance,  the  Issuance  of  cer- 
tificates or  memoranda  of  purchase  to 
purchasers  on  deferred  payment  sales, 
the  reduction  or  waiver  of  sales  fees,  the 
granting  of  extensions  of  time  to  pur- 
chasers to  make  payment,  the  cancella- 
tion of  deferred  payment  sales  in  case  of 
default,  the  approval  of  the  negotiation 
of  notes  given  in  connection  with  de- 
ferred payment  sales  of  restricted  lands 
to  the  Five  Civilized  Tribes. 

(e)  The  approval  of  exchanges  of 
lands  between  Individual  Indians,  be- 
tween individual  Indians  and  Indian 
tribes,  between  individual  Indians  and 
non-Indians  and  between  Indian  tribes 
and  non-Indians. 

(f)  The  approval  of  the  purchase  of 
lands  for  individual  Indians  and  Indian 
tribes.  This  authority  extends  to  and 
Includes  the  acceptance  of  options  for 
the  acquisition  of  lands. 

(g)  The  removal  of  restrictions  against 
alientation  of  Indian  lands,  pursuant  to 
the  provisions  of  25  CFR,  Part  241. 

(h)  Tlie  approval  and  certification  of 
applications  for  allotments  on  the  public 
domain  under  authority  of  section  4  of 
the  act  of  February  8,  1887  (25  U.  S.  C. 
sec.  334). 

(1)  The  approval  of  authorizations  for 
the  sale  of  restricted  Indian  lands 
pledged  as  security  for  the  repayment  of 
tribal  loans  to  individuals,  and  the  ap- 
proval or  acceptance  of  conveyances  of 
such  lands  in  accordance  with  the  terms 
of  the  pledge  In  the  event  of  default. 

<j)  The  approval  and  certification  of 
allotment  exchanges,  correction  of  pat- 
ent descriptions  and  cancellation  of  mul- 
tiple allotments,  as  authorized  by  the  act 
of  April  23.  1904  (25  U.  S.  C.  sec.  343). 
(k)  The  approval  of  permits  for  the 
excavation  of  ruins  and  archeological 
sites  and  the  gathering  of  objects  of 
antiquity  on  Indian  reservations,  pur- 
suant to  the  provisions  of  25  CFR,  Part 
11. 

(1)  The  issuance  of  tax  exemption 
certificates  covering  lands  designated  as 
tax  exempt  under  the  provisions  of  the 
acts  of  June  20,  1938  (49  Stat.  1542).  as 
amended  by  the  act  Of  May  19,  1937  (25 
U.  S.  C.  sec.  412a),  and  May  10.  1928 
(45  Stat.  495),  as  amended  May  24,  1928 
(45  Stat.  733). 

(m)  The  cancellation  of  fee  patents, 
under  authority  of  the  act  of  February 
26.  1927  (25  U.  S.  C.  sec.  352a).  as 
amended  by  the  act  of  February  21.  1931 
(25  U.  S.  C.  sec.  352b). 

(n)  The  approval  of  leases  and  per- 
mits of  tribal  lands  for  farming,  grazing. 
or  business  purposes,  pursuant  to  the 
provisions  of  25  CFR.  Part  171. 

(0)  The  approval  of  rights-of-way  for 
railroads,  including  ballast  or  material 
pits,  oil  and  gas  pipe  lines,  telephone  and 
telegraph  lines,  irrigation  projects,  pub- 
lic highways,  and  drainage  projects,  pur- 
suant to  the  provisions  of  25  CFR.  Part 
256.  This  authority  extends  to  and  In- 
cludes the  issuance  of  advance  authority 
for  preliminary  surveys  and  permission 
to  begin  construction  prior  to  final  ap- 
proval of  the  right-of-way. 

(p)  The  approval  of  releases  of  mort- 
gages given  as  security  for  loans  made 
from  the  restricted  funds  of  individual 
Indians,  upon  proof  of  payment  of  the 
loan. 


(q)  The  approval  of  transfers  of 
Osage  headrights  belonging  to  any  per- 
son not  an  Indian  by  blood,  pursuant  to 
the  provisions  of  the  act  of  April  12, 1924 
(43  Stat.  94). 

(r)  The  approval  of  sand,  gravel, 
pumice  and  building  stone  leases  and 
permits  of  tribal  and  allotted  lands  pur- 
suant to  provisions  of  25  CFR,  Parts  186. 
189,  195  and  204. 

(s)  The  approval,  with  tribal  consent, 
of  sales  of  Improvements  made  upon 
tribal  lands  by  individual  Indians. 

(Sees.  10-13  issued  under  5  U.  S.  C.  sec. 
22;  25  U.  S.  C.  sees,  la,  2) 

Sec  14  Oil  leases;  Osage  Indian  Agen- 
cy. The  Superintendent  of  the  Osage 
Indian  Agency,  or  such  other  officer  in 
charge  of  the  Agency  acting  in  his  stead, 
may  exerci.se  the  authority  of  the  Secre- 
tary In  the  following  classes  of  matters, 
subject  to  right  of  appeal  to  the  Secre- 
tary of  the  Interior  as  provided  for  in 
this  section: 

(a)  Approve  oil  leases  made  by  the 
Osage  Tribal  Council,  such  authority  to 
be  exercised  as  to  each  lease  sale  only 
after  approval  by  the  Secretary  of  the 
Interior  of  the  schedule  of  bids  covering 
the  partfcular  sale. 

(b)  Approve  a.ssignments  of  Osage  oil 
leases  now  or  hereafter  in  force,  bonds 
and  other  instruments  required  for  leases 
or  assignments  thereof,  and  the  accept- 
ance of  the  voluntary  surrender  of  leases. 

(c)  Any  person  aggrieved  by  any  deci- 
sion or  order  of  the  Superintendent  ap- 
proving, disapproving,  or  rejecting  any 
lease,  assignment,  bond,  or  voluntary 
surrender  of  a  lease,  may  appeal  to  the 
Secretary  of  the  Interior  within  30  days 
from  the  date  of  such  decision  or  order. 
(5  U.  S.  C,  sec.  22;  25  U.  S.  C,  sees,  la, 
2,  396e) 

SEC.  15.  Irrigation  matters.  The  Com- 
missioner may  exercise  the  authority  of 
the  Secretary  In  relation  to  the  following 
classes  of  matters: 

(a)  The  issuance  of  irrigation  opera- 
tion and  maintenance  orders  fixing  per- 
acre  assessments  against  lands  included 
In  Indian  Irrigation  Projects,  under  au- 
thority of  the  acts  of  August  1.  1914  (25 
U.  S.  C,  sec.  385),  and  March  7.  1928  (45 
Stat.  210). 

( b »  The  approval  of  the  purchase  price 
of  privately  owned  lands  within  the  San 
Carlos  Irrigation  Project.  Arizona,  under 
authority  of  section  4  of  the  act  of  June 
7,  1924  (43  Stat.  475). 

(c)  The  approval  of  contracts  for  the 
sale  of  water  on  an  annual  basis  to  lot 
owners  In  unorganized  towns  on  the 
Crow  Indian  Irrigation  Project,  Montana, 
operated  pursuant  to  the  provisions  of  25 
CFR.  Part  94. 

Sec  16.  Forestry  and  grazing  matters. 
The  Commissioner  may  exercise  the  au- 
thority of  the  Secretary  In  relation  to  the 
following  classes  of  matters: 

(a)  The  issuance  of  advertisements 
and  the  approval  of  timber  sale  contracts 
involving  an  estimated  stumpage  volume 
of  not  to  exceed  40,000,000  feet  board 
measure  and  the  readjustment  of  stump- 
age  rates  under  such  contracts  pursuant 
to  provisions  of  25  CFR,  Part  61. 

(b)  The  fixing  of  the  fair  stumpage 
value  of  the  annual  timber  cut  on  the 


Menominee  Indian  Reservation,  Wiscon- 
sin, and  the  approval  of  stumpage  pay- 
ments to  the  Menominee  Indians,  pur- 
suant to  the  provisions  of  the  act  of 
March  28.  1908  (35  Stat.  51 ) ,  as  amended 
bv  the  act  of  June  15,  1934  (48  Stat. 
964). 

(c)  The  negotiation  and  execution  of 
cooperative  fire  suppression  agreements 
with  Federal.  State,  and  private  agen- 
cies. 

Sec  17.  Trade  with  Indians.  The 
CommLssioner  may  exercise  the  author- 
ity of  the  Secretary  in  relation  to  the 
following  classes  of  matters  without  ob- 
taining Secretarial  approval: 

(a)  The  approval  of  trade  by  Govern- 
ment employees  with  Indians  pursuant 
to  the  provisions  of  25  CFR,  §  276.5. 

Sec  18.  Tribal  ordinances  and  resolU' 
tions.  (a)  To  the  extent  indicated  in 
this  section,  the  Commissioner  of  Indian 
AlTairs  is  authorized  to  exercise  the  au- 
thority of  the  Secretary  of  the  Interior 
with  respect  to  passing  upon  tribal  ordi- 
nances or  re.solutions  adopted,  subject 
to  Secretarial  review  or  approval,  pursu- 
ant to  constitutions  approved  or  charters 
issued  under  section  16  or  section  17  of 
the  act  of  June  18,  1934,  as  amended  (25 
U.  S.  C,  sees.  476,  477). 

(b)  The  Commissioner  of  Indian  Af- 
fairs may  approve  any  such  ordinance  or 
resolution  which,  in  his  Judgment,  is  not 
inconsistent  with  the  provisions  of  any 
act  of  Congress  or  of  any  treaty  or  of  the 
tribal  constitution  or  charter  under 
which  the  ordinance  or  resolution  was 
adopted,  and  such  approval  shall  have 
the  same  force  and  effect  as  If  given  by 
the  Secretary  of  the  Interior.  As  used 
In  this  paragraph,  the  word  "approve" 
Includes,  but  Is  not  limited  to,  the  con- 
firmation of  an  approval  given  by  a  sub- 
ordinate official  and  the  rescission  of  a 
disapproval  given  by  a  subordinate  offi- 
cial. 

(c)  The  Commi-ssioner  of  Indian  Af- 
fairs shall  forward  to  the  Secretary  of 
the  Interior,  with  his  recommendation, 
any  such  ordinance  or  resolution  which 
he  believes  to  be  inconsistent  with  an 
act  of  Congress  or  with  a  treaty  or  with 
the  tribal  constitution  or  charter  under 
which  the  ordinance  or  resolution  was 
adopted,  or  which,  in  his  opinion,  should 
be  disapproved  or  rescinded  for  any  other 
reason. 

(d)  In  subdelegating,  pursuant  to  sec- 
tion 25,  the  powers  and  duties  vested  In 
him  by  this  section,  the  Commissioner  of 
Indian  Affairs  shall  not,  where  a  tribal 
constitution  or  charter  provides  for  the 
consideration  of  ordinances  or  resolu- 
tions by  the  local  superintendent  or  other 
specified  official  of  the  Bureau  of  Indian 
Affairs,  subject  to  Secretarial  review,  del- 
egate power  with  respect  to  such  ordi- 
nances or  resolutions  to  the  official  orig- 
inally passing  upon  such  ordinances  or 
resolutions. 

(e)  The  authority  delegated  to  the 
Commissioner  of  Indian  Affairs  in  this 
section  is  In  addition  to.  and  not  a  limita- 
tion upon,  other  delegations  of  authority 
made  to  the  Commissioner. 

(Sees.  15-18  Issued  under  5  U.  8.  C.  sec. 
22;  25  U.  S.  C,  sees,  la,  2) 
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Bkc.  19.  Litigation:  Five  Civilized 
Tribes.  The  Superintendent  for  the  Five 
civilized  Tribes  may  exercise  the  author- 
ity of  the  Secretary  ( a )  to  mako  determi- 
nations against  the  removal  to  the  United 
States  district  court  of  cases  in  which 
notices  have  been  served  upon  the  Su- 
perintendent under  section  3  of  the  act 
of  April  12.  1926  (44  Stat.  239).  and  (b) 
to  submit  to  the  Department  of  Justice 
recommendations  for  the  removal  of  such 
cases  to  the  United  States  district  court. 
(5  U.  S.  C.  sec.  22;  25  U.  S.  C.  sees.  la.  2; 
61  Stat.  732) 

S«c.  20.  State  Directors:  officers  in 
charge.  State  Directors  and  officers  in 
charge  of  areas  formerly  encompassed  in 
Regions  Nos.  1,  4.  and  5  of  the  Bureau  of 
Indian  Affairs  may*  severally  exercise 
within  their  respective  jurisdictions  such 
authority  as  has  been  redelegated  by  the 
Commissioner  of  Indian  Affairs  to  Dis- 
trict Directors  in  the  regulations  ap- 
pearing In  25  CFR  §§023  to  02.10.  as 
amended. 

Sec.  21.  Navajo  Agency.  <a)  The  Su- 
pertintendent  of  the  Navajo  Agency  al.so 
may  exercise  the  authority  described  in 
section  20  of  this  order. 

(b>  The  Superintendent  may  approve 
applications  of  enterprises  for  the  eco- 
nomic development  of  the  Tribe,  if  the 
Indebtedness  of  the  borrower,  exclusive 
of  indebtedness  repayable  in  kind,  will 
not  exceed  $25,000,  and  he  may  approve 
modifications  of  applications  and  plans 
of  operations  theretofore  approved,  if  the 
Indebtedness  of  the  borrower,  exclusive 
of  Indebtedness  repayable  in  kind,  is 
$25,000  or  less. 

Sec.  22.  Headquarters  officials.  The 
Directors  and  Assistant  Directors  of  divi- 
sions in  the  office  of  the  Commissioner 
of  Indian  Affairs  and  the  Chief  Counsel 
and  Assistant  Chief  Counsel  of  the  Bu- 
reau of  Indian  Affairs  are  severally  em- 
powered to  exercise  the  authority  of  the 
Commi.ssioner  of  Indian  Affairs  in  respect 
to  deeds,  contracts,  mail,  and  other  docu- 
ments. 

(Sees.   20,   21.   and   22  Issued  under   5 
U.  S.  C,  sec.  22) 

Sec  25.  Subdelegation.  The  authority 
conferred  upon  the  Commissioner  in  this 
order  may  be  subdelegated  by  him  to  the 
Assistant  Commissioners  of  Indian  Af- 
fairs, to  District  Directors  of  the  Bureau 
of  Indian  Affairs,  or  to  Superintendents 
of  Indian  agencies.  The  Commissioner 
also  may  subdelegate  to  the  Assistant 
Commi-ssioners.  the  District  Directors,  or 
to  the  Superintendents  of  Indian  agen- 
cies the  authority  conferred  upon  the 
Commissioner  by  the  general  regula- 
tions appearing  in  25  CFR.  insofar  as 
such  authority  relates  to  action  in  In- 
dividual cases.  Any  subdelegation  of 
authority  pursuant  to  this  section  shall 
provide  for  appeals  to  the  Commissioner, 
and  thereafter  to  the  Secretary  of  the 
Interior,  from  actions  taken  by  District 
Directors  and  Superintendents.  (5 
U.  S.  C.  sec.  22,  25  U.  S.  C.  sees.  la.  2.  2a) 

Sec.  100.  Revocations:  saving  clause. 
(a)  This  order  supersedes  Subpart  J — 
Bureau  of  Indian  Affairs,  of  Part  4.  Title 
43,    Code    of    Federal    Regulations,    as 


NOTICES 

amended  (Orders  Nos.  2161,  2252,  2311. 
2326,  2335.  2356).  and  Order  No.  2502  (13 
P.  R.  8718). 

(b)  Subdelegations  of  authority  which 
have  been  made  pursuant  to  43  CFR. 
Part  4,  Subpart  J  and  which  are  In  force 
on  the  effective  date  of  this  order  shall 
remain  in  force  until  revoked  or  super- 
seded by  subdelegations  made  under  this 
order. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

Jantjary  11,  1949. 

(P.    R.    Doc.    49-395:    Filed,    Jan.    17,    1949; 
8:46  a.  ml 


obligation  to  serve  as  trustees  pursuant 
to  said  termination  and  liquidation  order 
and  marketing  agreement  and  order. 

(48  Stat.  31,  670.  675:  49  Stat.  750:  50 
Stat.  246;  7  U.  S.  C.  601  et  seq.;  7  CFR 
901.18' 

Issued  at  Washington,  D.  C.  this  12th 
day  of  January  1949. 

[seal!  a.   J.   LOVELAND, 

Acting  Secretary  of  Agriculture. 

|F.    R.    Doc.    49^-400;    Filed,    Jan.    17,    1949; 
8:47  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

Handling  of  Walnuts  Grown  in  Cali- 
fornia, Oregon,   and  Washington 

order  disch.\rging  trustees  for 
liquidation  action 

Pursuant  to  the  applicable  provisions 
of  Public  Act  No.  10,  73d  Congress,  as 
amended  and  as  reenacted  and, amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.).  hereinafter  referred  to  as 
the  "act,"  the  provisions  of  the  mar- 
keting agreement  and  order,  as  amend- 
ed <7  CFR  901.1  et  seq.;  7  CFR,  Cum. 
Supp..  901.4,  901.17,  901.19;  12  F.  R. 
5033),  regulating  the  handling  of  wal- 
nuts grown  in  California.  Oregon,  and 
Washington,  hereinafter  referred  to  as 
the  "marketing  agreement  and  order." 
were  terminated  by  an  order  Ls.sued  on 
July  23.  1948  (13  F.  R.  4341).  effective  as 
of  11:59  p.  m..  P.  s.  t..  July  31.  1948. 
Said  order  also  provided  for  the  liquida- 
tion of  the  assets  under  the  aforesaid 
marketing  agreement  and  order  pro- 
gram. 

The  aforementioned  termination  and 
liquidation  order  directed,  pursuant  to 
specific  provision  to  that  effect  set  forth 
in  the  marketing  agreement  and  order, 
that  such  liquidation  action  be  handled 
•  by  the  Walnut  Control  Board,  the  ad- 
ministrative agency  for  operations  un- 
der such  regulatory  program,  as  con- 
stituted at  the  effective  time  of  the  said 
termination  action,  and  in  accordance 
with  the  terms  and  conditions  set  forth 
In  the  marketing  agreement  and  order, 
as  supplemented  by  additional  terms  and 
conditions  set  forth  In  the  aforemen- 
tioned termination  and  liquidation  order. 
The  members  of  the  aforementioned 
Walnut  Control  Board  as  constituted  at 
the  effective  time  of  the  said  termination 
action  have,  as  trustees,  liquidated  and 
properly  distributed,  in  accordance  with 
the  provisions  of  the  said  termination 
and  liquidation  order  and  the  applicable 
provisions  of  the  marketing  agreement 
and  order,  all  of  the  assets  under  the 
aforesaid  regulatory  program,  and  there 
is  no  further  duty  to  be  performed  by  the 
said  trustees. 

It  is,  therefore,  hereby  ordered.  That 
the  aforesaid  trustees,  serving  as  trustees 
pursuant  to  said  termination  and  liquid- 
ation order  and  marketing  agreement 
and  order,  be.  and  they  hereby  are.  dis- 
charged and  released  from  any  further 


Rural    Electrification    Administration 

I  Administrative  Order  1744 1 
Loan  Announcement 

December  31,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  deslg'  ation:  Amount 

Nebraska     IF    Roosevelt    District 

Public    ---  •57,000 

[seal]  Claude  R.  Wickard. 

Administrator. 

(F.    R.    Doc.    49  431:    Filed.    Jan.    17,    1949; 
8:59  a.  m.) 


[Administrative  Order  1745] 
Loan  Announcement 

December  31,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Oklahoma.  6V.  Y  Caddo »(}35.  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-432;    Filed.    Jan.    17,    1949; 
8:59  a.  m.) 


(Administrative  Order  1746] 
Loan  Announcement 

December  31,  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Alabama  46B  Franklin. 


Amotmt 
•670.000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


Tuesday,  January  18, 1949 

(Administrative  Order  1747 1 
Loan  Announcement 

December  31,  1948. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Oklahoma  12N.  P  Alfalfa 


Amount 
•740,  000 


[seal! 


Claude  R.  Wickard. 
Administrator. 


(F     R.    Doc.    49-434;    Filed,    Jan.    17,    1949; 
8:59  a.  m.J 


(Administrative  Order  1748] 

Loan  Announcement 

December  31.  1948. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Louisiana  26A  L.  R.  E.  C 


Amount 
•307.  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


(F     R.    Doc.    49-435;    Filed,    Jan,    17,    1949; 
8:59  a.  m.] 


(Administrative  Order  1749] 

Rescission  or  Allocation  of  Funds  for 
Loans 

December  31,  1945. 

I  hereby  amend: 

(a)  Administrative  Order  No.  1559, 
dated  July  16,  1948  by  rescinding  the  al- 
location of  $5,000  therein  made  for  Texas 
127C  Gilmer. 

[seal]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-436;    Filed.    Jan.    17,    1949; 
8:59  a.  m.l 


(Administrative  Order  1780] 
Loan  Announcement 

January  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  W36,  as  amended. 
B  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Alabama  21H  Cherokee. 


Amount 
•QIO,  000 


[seal] 


(F.    R.    Doc.    49-433;    Filed.    Jan.    17,    1949; 
8:69  a.  m.] 


Claude  R.  Wickard, 
Administrator. 

[F.    R.    Doc.    49-437;    Filed,    Jan.    17,    1949; 
9:00  a.  m.] 


FEDERAL  REGISTER 

(Admlnlstratlvt  Order  1751] 
Loan  Annottncimint 

January  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 


Loan  designation: 

Nebraska   90B   Brown. 


Amount 
.  •605.000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49^38;    Piled,    Jan.    17,    1949; 
9:00  a.  m.) 


(Administrative  Order  1752] 
Loan  Announcement 

January  4.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Iowa  60L  Emmet-Dlcklnson ^397.  000 


[SEALl  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.    49-439;    Filed,    Jan.    17,    1949; 
9:00  a.  m.] 


(Administrative  Order  1753] 
Loan  Announcement 

January  4.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration;  ^ 

Loan  designation:  Amount 

North  Etekota  28D  WUllams •950. 000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

(F.    R.    Doc.    49-440;    Piled.    Jan.    17,    1949; 
9:00  a.  m.] 


(Administrative  Order  1754] 
Loan  Announcement 

January  4,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration; 

Amount 
$5P3.  000 


Loan  designation: 

Wyoming  US  Lincoln. 

[seal]. 


Claude  R.  Wickard, 
Administrator. 

(F.   R.   Doc.   49-441:    PUed,   Jan.    17,    1949; 
9:00  ft.  m.] 
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(AdmlnUtratlve  Order  1755] 
Loan  Announcement 

January  4.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration; 

Loan  designation: 
Oregon  17N  Douglas 


Amount 
•  100,  000 


[seal] 


CLAUDE  R.  Wickard, 

Administrator. 


[F.    R.    Doc.    49-442;    Filed,    Jan.    17,    1949; 
9:00  a.  m.] 


(Administrative  Order  1756] 
Loan  Announcement 

January  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Indiana  83H  Dubois. 


Amount 
•140,  000 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 

[F.    R.    Doc.    49-443;    Filed.    Jan.    17.    1949; 
9:00  a.  m.] 


(Administrative  Order   1757] 
Loan  Announcement 

J.\NUARY  4.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration; 

Loan  designation : 

New  Mexico  23B  Lea 


Amount 
•1.305,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


(P.    R.    Doc.    49-444;    Filed,    Jan.    17,    1949; 
9:00  a.  m.) 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Plan  Under  Public  Law  395, 
80th  Congress  for  Allocation  of  Pig 
Iron  for  Certain  Industries  REQtnR- 
iNG  Cast  Iron  for  Manufacture  or 
Products  for  Residential  Housing 

notice  of  public  hearing  on  proposed 
continuation  and  other  matters 

Notice  Is  hereby  given  that  a  public 
hearing  will  be  held  on  Monday.  January 
31,  1949.  at  2:00  p.  m..  e.  s.  t..  In  the 
Auditorium  on  the  street  fioor  of  the 
Department  of  Commerce  Building.  14th 
Street,  between  E  Street  and  Constitu- 
tion Avenue.  NW..  Washington.  D.  C, 
for  the  purpose  of  affording  to  industry, 
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labor  and  the  public  generally  an  oppor- 
tunity to  present  their  views  with  respect 
to  (1)  the  proposed  continuation,  be- 
yond February  28.  1949,  of  the  voluntary 
plan,  under  Public  Law  395,  80th  Con- 
gress, for  the  allocation  of  pig  Iron  for 
certain  industries  requiring  cast  iron  for 
the  manufacture  of  products  for  resi- 
dential housing,  approved  by  the  Attor- 
ney General  on  June  25.  1948  and  by  the 
Secretary  of  Commerce  on  June  28.  1948 
and  subsequently  published  in  the  Fed- 
eral Register  (13  F.  R.  4400)  and  (2) 
several  proposed  changes  In  the  pro- 
visions of  the  plan. 

The  proposed  continuation  involves 
two  procedures.  One  would  be  efifective 
If  the  present  authority  contained  In 
Public  Law  395  is  appropriately  extended. 
The  other  would  be  effective  If  the  pres- 
ent authority  contained  In  Public  Law 
395  is  not  extended.  The  two  procedures 
are  represented  by  documents  attached 
hereto  as  Exhibits  A  and  B.  They  arc  in 
draft  form  and  are  subject  to  revision  at 
or  after  the  public  hearing,  including  any 
revision  which  may  become  appropriate 
by  virtue  of  enactment  of  extension  legis- 
lation before  final  approval  of  the  pro- 
posed documents. 

Under  one  procedure  (Exhibit  A),  It  Is 
proposed  to  amend  the  existing  plan  to 
provide  that,  in  the  event  of  statutory 
extension,  the  plan  Itself  will  automati- 
cally continue  In  effect  during  the  seven- 
month  period  March  1,  1949.  through 
September  30.  1949.  which  would  round 
out  the  full  third  calendar  quarter. 

Under  the  other  procedure  i  Exhibit  B> , 
It  is  proposed  that  the  Secretary  of  Com- 
merce will  make  a  request,  with  the  ap- 
proval of  the  Attorney  General,  for  uni- 
lateral action  by  pig  iron  producers  In 
continuing  deliveries  for  the  program 
during  the  six-month  period  of  March  1, 
1949  through  August  31.  1949.  in  accord- 
ance with  section  2  (f)  of  Public  Law 
395. 

The  amendment  (Exhibit  A)  also  con- 
tains proposed  changes  In  some  of  the 
provisions  of  the  plan.  These  changes 
Include  deletion  of  some  of  the  housing 
products  now  covered  by  the  plan  and 
provision  for  covering  additional  housing 
products  later.  The  deleted  products 
are  those  for  which  pig  iron  allocations 
currently  do  not  appear  to  be  necessary. 
In  addition,  some  of  the  operational  de- 
tails of  the  plan  would  be  modified. 

The  proposed  actions  have  been  for- 
mulated after  consultation  with  repre- 
sentatives of  interested  industries  and 
Government  agencies. 

Any  person  desiring  to  participate  in 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director  of 
the  OCBce  of  Industry  Cooperation,  Room 
5847.  Department  of  Commerce  Building. 
Washington  25,  D.  C,  not  later  than  5 
p.  m..  e.  8.  t.,  on  Thursday.  January  27, 
1949.  Persons  desiring  to  present  writ- 
ten statements  or  memoranda  should 
submit  them,  in  triplicate,  at  the  hearing. 

[seal]  Charles  Sawyer. 

Secretary  of  Commerce. 

Exhibit  A — Amendment 

Proposed  amendment  to  voluntary  plan 
Public  Law  395,  80th  Congress  for  allocation 
ot  pig  Iron  for  certain  Industries  requiring 


NOTICES 

cast  iron  for  the  manufacture  of  products  fOT 
residential  bousing. 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
385,  80th  Congress,  and  Executive  Order  9919. 
after  consultation  with  representatives  of 
the  Interested  Industries  and  government 
agencies,  and  after  expression-  of  the  views 
of  Industry,  labor  and  the  public  generally 
at  an  open  public  hearing  held  on  January 
24.  1949.  has  determined  that.  In  order  to 
carry  out  the  program  begun  under  the  vol- 
untary plan  (13  P.  R.  4400)  entered  Into  by 
pig  Iron  producers  to  furnish  pig  Iron  to 
manufacturers  of  certain  products  for  resi- 
dential housing.  It  will  be  necessary,  and  Is 
practicable  and  appropriate  to  the  success- 
ful carrying  out  of  the  policies  set  forth  In 
the  said  Public  Law  395.  that  (1)  pig  Iron 
producers  make  further  deliveries  of  pig  Iron 
to  such  maufacturers  beyond  February  28, 
1949  and  (2)  that  certain  changes  be  made 
In  the  existing  plan  to  cover  this  and  other 
matters. 

Therefore,  the  above-mentioned  voluntary 
plan  is  amended  as  follows : 

a.  By  changing  paragraph  1  of  the  Plan 
to  read  as  follows : 

1.  In  furtherance  of  the  proposed  pro- 
gram for  ( 1 )  the  construction  of  new  resi- 
dential housing  and  (2)  the  essential  main- 
tenance and  repair  of  existing  residential 
housing  units,  the  pig  Iron  producers  par- 
ticipating herein  will,  during  the  period 
this  amended  Plan  remains  In  effect,  make  !• 
approximately  100,000  tons  of  pig  Iron  avail- 
able monthly  or  will  cause  such  quantity  of 
pig  Iron  to  be  made  avaUable  (out  of  the 
production  of  their  own  furftaces  or  the  fur- 
naces of  their  subsidiaries  or  affiliates)  to 
manufacturers  (hereinafter  called  the  Manu- 
facturers) of  the  residential  housing  prod- 
ucts listed  In  the  attached  Schedule,  as  it 
may  be  amended  from  time  to  time  by  the 
Secretary  of  Commerce.  The  Secretary  of 
Commerce  may  from  time  to  time  amend 
the  attached  Schedule  to  Include  any  other 
product  for  residential  housing,  after  (1) 
consultation  with  representatives  of  the 
manufacturers  of  that  product,  with  the  Pig 
Iron  Producers  Advisory  Task  Committee. 
and  with  Interested  government  agencies 
and  (2)  a  determination  by  him  that  a  suffi- 
cient supply  of  that  product  is  essential  to 
the  successful  carrying  out  of  the  housing 
program  and  that  assistance  under  this  plan 
to  manufacturers  of  that  product  Is  essen- 
tial for  the  production  of  such  a  supply. 

b.  By  adding  the  following  after  the  cer- 
tification at  the  end  of  subparagraph  3  (a)  : 
"Except  when  otherwise  authorized  by  the 
Office  of  Industry  Cooperation,  purchase  or- 
ders shall  be  placed  not  less  than  two  weeks 
before  the  first  of  the  month  in  which  de- 
livery is  required." 

c.  By  adding  the  following  as  a  new  sub- 
paragraph (c)  at  the  end  of  paragraph  3: 

(c)  Participation  in  the  benefits  of  this 
plan  shall  at  all  time*  be  contingent  upon 
each  Manufacturers  continued  strict  com- 
pliance with  the  provisions  hereof.  In  the 
event  of  any  actual  or  prospective  non-com- 
pliance by  any  Manufacturer,  the  Secretary 
of  Commerce  may,  after  written  notice  to 
the  Manufactiirer.  take  such  action  as  he 
deems  warranted  with  respect  to  the  Manu- 
facturer's participation  in  the  plan.  Includ- 
ing partial  or  total  suspension  or  termina- 
tion of  participation  privileges  and  notifica- 
tion to  the  participating  pig  Iron  producers 
not  to  make  any  or  certan  further  sihlpments 
under  the  plan  to  such  Manufacturer. 

d.  By  adding  the  following  at  the  end  of 
paragraph  5: 

However,  If  the  time  limitation  of  March  1, 
1949  now  specifltTd'ln  subsection  2  (b)  of 
Public  Law  395  is  extended  or  otherwise 
changrti  by  legislative  action  in  a  form  which 
permits  tlie  continuation  of  this  plan,  the 


plan  shall  thereupon  automatically  continue 
In  effect  through  September  30,  1949  (or 
through  the  date  specified  In  such  legislative 
action  If  a  date  earlier  than  September  30. 
1949  Is  so  specified),  subject  to  other  appli- 
cable provisions  In  this  plan  regarding  earlier 
termination  by  the  Secretary  of  Commerce 
and  withdrawal  by  any  Individual  participant. 

e.  By  Inserting  the  following  new  para- 
graph at  the  end  of  the  plan: 

7.  Any  Interpretation  Issued  by  the  Secre- 
tary of  Commerce  (after  consultation  with 
the  Attorney  General)  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions  in 
this  plan  shall  be  binding  upon  all  partici- 
pants notified  of  such  Interpretation. 

f.  By  adding  the  attached  Schedule  and 
making  it  a  part  of  the  amended  plan. 

After  approval  of  this  amendment  by  the 
Attorney  General  and  by  the  Secretary  of 
Commerce,  and  after  any  pig  Iron  producer 
or  any  Manufacturer  has  made  a  written  ac- 
ceptance of  a  request  by  the  Secretary  of 
Commerce  for  compliance  herewith,  this 
amendment  shall  become  effective  as  to  such 
pig  Iron  producer  or  such  Manufacturer  and 
shall  be  subject  to  the  terms  and  conditions 
set  forth  In  the  original  voluntary  plan. 

[To  be  signed  by  the  Attorney  General  and 
the  Secretary  of  Commerce  upon  approval] 

ScHEOULX  or  Residential  Housing  Peooucts 
(Pboposed) 

The  following  are  the  residential  housing 
products  covered  by  the  amended  Voluntary 
Plan  for  the  Allocation  of  Pig  Iron  for  Cer- 
tain Industries  Requiring  Cast  Iron  for  the 
Manufacture  of  Products  for  Residential 
Housing: 

1.  Cast  iron  pressure  pipe  and, or  fittings. 

a.  Cast  Iron  soil  pipe  and/or  fittings. 

3.  Cast  Iron  plumbing  drainage  products 
(1.  e.,  "plumbers  specials").  Including  service 
valve,  roadway,  sewer  and  meter  boxes. 

4.  Cast  Iron  low  pressure  boilers. 
6.  Iron  castings  for  warm  air  furnaces. 
This  Schedule  may  be  amended,  from  time 

to  time,  by  the  Secretary  of  Commerce  In  ac- 
cordance with  the  provisions  of  paragraph  1 
of  the  amended  Voluntary  Plan. 

(To  be  signed  by  the  Secretary  of  Com- 
merce upon  approval.) 

Exhibit  B — Riqtjist 

Proposed  request  under  Public  Law  395. 
80th  Congress,  for  allocation  of  pig  Iron  for 
certain  Industries  requiring  cast  iron  for  the 
manufacture  of  products  for  residential 
housing. 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
395,  80th  Congress,  and  Executive  Order 
9919,  after  consultation  with  representatives 
of  the  interested  Industries  and  government 
agencies  and  after  expression  of  the  views 
of  Industry,  labor  and  the  public  generally 
at  an  open  public  hearing  held  on  January 
24,  1949,  has  determined  that.  In  order  to 
carry  out  the  program  begun  under  the 
voluntary  plan  (13  F.  R.  4400)  entered  Into 
by  pig  Iron  producers  to  furnish  pig  Iron 
to  manufacturers  of  certain  products  for 
residential  housing  It  will  be  necessary,  and 
Is  practicable  and  appropriate  to  the  success- 
ful carrying  out  of  the  policies  set  forth  In 
said  Public  Law  395,  that  pig  Iron  producers 
make  further  deliveries  of  pig  Iron  to  such 
manufacturers  after  the  expiration  of  the 
amended  plan  on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce.  In 
accordance  with  subsections  2  (c)  and  2  (f) 
of  Public  Law  395.  80th  Cojagress.  and  with 
the  approval  of  the  Attorney  General,  hereby 
requests: 

1.  That  pig  Iron  producers  participating 
In  the  above-mentioned  amended  voluntary 
plan  continue  to  make  approximately  100.- 
000  tons  of  pig  Iron  available  monthly,  dur- 
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Ing  the  period  March  1.  1949.  through 
August  31,  1949.  on  certified  orders  from 
manufacturers  of  the  residential  housing 
products  listed  In  the  Schedule  attached  to 
the  amended  plan;  and  that  such  products 
be  made  available  In  accordance  with  de- 
livery produres  established  under  the  said 
amended  plan. 

2.  That  manufacturers  of  residential  hous- 
ing products  listed  In  the  Schedule  attached 
to  the  above-mentioned  amended  voluntary 
plan  may  place  purchase  orders  hereunder 
only  for  the  quantities  of  pig  Iron  products 
established  for  them  individually  by  the  Sec- 
retary of  Commerce;  that  they  put  Identify- 
ing certifications  on  such  purchase  orders; 
and  that  they  use  all  of  the  pig  Iron  obtained 
hereunder  solely  for  the  manufacture  of 
listed  residential  housing  products. 

In  the  event  that  an  amendment  to  the 
above-mentioned  voluntary  plan  extending 
its  effectiveness  beyond  February  23,  1949 
takes  effect  pursuant  to  appropriate  legisla- 


tion, this  request  will  be  superseded  by  said 
extended  plan. 

(To  be  signed  by  the  Attorney  General  and 
the  Secretary  of  Commerce  upon  approval.] 

(F.    R.    Doc.    49-406;    Filed,    Jan.    17.    1949; 
8:51  a.  m.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Nos.  7764,  8348,  8496,  8497) 

Sioux  Falls  Broadcast  Assn.,  Inc.,  et  al. 

notice  of  oral  argument 

Beginning  at  11 :00  o'clock  a.  m.  on  Fri- 
day. February  4.  1949.  the  Commission 
will  hear  oral  argument  in  Room  6121  on 
the  following  matters,  in  the  order  indi- 
cated: 


Atl'MEN'T  No.  1 


Docket  No. 

77M 
B4-P-4646 

KSOO 

Sioux   Falls  Uroailcast  Assn., 
Inc.,  Sidux  Falls.  S.  Dak. 

CP  (0  Inc.  i)ower  and 
change  hrs  etc. 

1140  kc.  10  kw.  unlimited. 

Argivent  No.  2 


M9« 

in'H-1301 
84H7 
BPU-1307 


Iiitcr-Clty  Broadcasting  Co., 

I'rovidenct',  K.  I. 
R.  I.  Broadca-stiiig  Co.,  ProTl- 

dencc.  R.  I. 


CP  for  new  station., 
CP  for  new  ststioQ. 


For  FM  facilities. 
For  FM  facilities. 


Ariimixt  No.  8 

834S 
BP -5863 

New 

United    Broadcast  Ing    Corf.. 
Pilisturgh.  Pa. 

CP 

Ifft)  kc.  1  kw.  N,  5  kw.  D— 

1)A-1. 

Adopted:  January  7, 1919 
[seal] 


Federal  Communications  Commission, 
T.  J.  Slowie. 

Secretary. 

IF  R  Doc.  49-408;  Filed.  Jan.  17,  1949;  8:55  a.  m.l 


[Docket  Nos.  8072,  8079,  8156,  8220,  8221.  8433,  8580,  8657] 

Mission  Broadcasting  Co.  et  al. 

NOTICE  OF  oral  ARGUMENT 

Beginning  at  10:00  o'clock  a.  m.  on  Friday.  January  28.  1949.  the  Commission  will 
hear  oral  argument  in  Room  6121  on  the  following  matters  in  the  order  indicated: 

.Argimint  No.  1 


Docket  No. 


W)72 
BJ-P-432e 

MI79 
B3-P-5»l 


KONG. 
New 


Eueene  J.  Roth  tr/as  Mission 
Broadcasting  Co.,  San  An- 
tonio, TfX. 

Roy  Hofheinz  4  W.  N. 
Hooi>er,  d  b  as  Texas  Star 
Broadcasting  Co.,  San  An- 
tonio, Tex. 


CP  to  change  freq.  inc. 
pw.  etc. 

CP  for  new  station. 


em  ko.  I  kw,  N.  5  kw. 
DA— N.  unlimited. 


D- 


860  ko  I  kw.  N.   .^  kw.  D- 
DA— N,  unlimited. 


Arovmknt  No.  2 


81.16 

New 

Desert  Broadcasting  Co.  Inc., 

CP  for  new  station 

910  kc.  8  kw.  unlimited  DA- 

U5-P-5449 

Phoenix   A rit. 
Phoenix    Broadcasting,    Inc., 

N. 

KV«) 

KPHO 

CP  to  change  freq.,  inc. 

910  ko.  5  kw.  unlimited  DA— 

BP-50M 

Phoenix,  Ariz. 

pw.  etc. 
CP  to  change  freq.,  Inc. 

N. 

h»W7 

KHIX 

Qene      Burke     Brophy, 

910  ka  8  kw.  unlimited  DA. 

BP-6444 

Phoenix,  Aril. 

pw.  etc. 

AROrMENT  No.  3 

BP-5M9 

New 

Northe:i.st  fiiorKia  Broadcast-' 
ing   Co.,   Uainesville, 
Georgia. 

CP  for  new  station 

1400  kc  250  w.  unlimited. 

ARQtMKXT  No.  4 


8230 

B3-P-M57 
8221 
BP-5890 


New. 
New. 


Bat<>.<vllle  Broadcasting  Co., 
Inc.,  Batesvllle,  Ark. 

White  River  Valley  Broad- 
casters, Ine.,  Batesvllle, 
Ark. 


CP  for  new  itatlon. 
CP  i»rn«w  station. 


1340  ko.  250  w.  unlimited. 
1840  kc  2S0  w.  onllmlted. 


Adopted:  January  7,  1949. 

Federal  Communications 
Commission, 
[sealI         T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-409;    Piled.    Jan.    IT,    1949; 
8:56  a.  m.l 


[Docket  9205,  9206) 

Standard  Broadcast  Station  KPMO  et  al. 

ORDER   designating  APPLICATIONS  FOR   CON- 
SOLIDATED hearing  on  stated  ISSUES 

In  the  matter  of  Renewal  of  license  of 
Standard  Broadcast  Station  KPMO,  Po- 
mona. California,  File  No.  BR-1697. 
Docket  No.  9205;  and  application  for  con- 
sent to  a.ssignment  of  license  of  Station 
KPMO  from  Myron  E.  Kluge  and  Dean 
H.  Wickstrom  d  b  as  Valley  Broadcasting 
Company  to  Dean  H.  Wickstrom  and 
Warner  H.  J.  Sorenson  d  b  as  Valley 
Broadcasting  Company,  File  No.  BALr- 
655,  Docket  No.  9206. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  7th  day  of 
January  1949; 

The  Commission  having  under  con.sid- 
eration  the  above-entitled  application 
for  renewal  of  license  of  Station  KPMO 
at  Pomona.  California,  and  the  above- 
entitled  application  for  assignment  of  li- 
cense of  Station  KPMO;  and 

It  appearing,  that  the  Commission  is 
not  satisfied  that  it  is  in  possession  of 
full  information  with  respect  to  the  pro- 
posed assignment  of  license  and  is  unable 
to  determine  from  consideration  of  the 
said  applications  that  grants  of  either  or 
both  of  them  would  be  in  the  public  in- 
terest; 

It  is  ordered.  That  pursuant  to  sections 
309  (a)  and  310  (b)  of  the  Communica- 
tions Act  of  1934,  as  amended,  the  above- 
entitled  applications  be,  and  they  are 
hereby,  designated  for  hearing  in  a  con- 
solidated proceeding  at  a  time  and  place 
to  be  specified  by  subsequent  order  of  the 
Commission  on  the  following  issues: 

1.  To  obtain  full  information  as  to  a 
certain  contract  or  agreement  entered 
into  by  and  between  Myron  E.  Kluge  and 
James  W.  Gerrard  on  or  about  December 
27,  1945.  and  as  to  any  other  contracts, 
agreements  or  understandings  between 
Kluge  and  Gerrard. 

2.  To  obtain  full  information  as  to  all 
contracts,  agreements  or  understandings 
between  Myron  E.  Kluge  and  Warner 
H.  J.  Sorenson  relating  to  a  sale  or  as- 
signment of  Kluge's  interest  in  the  phys- 
ical properties  of  station  KPMO  and  the 
construction  permit  or  license  thereof, 
with  particular  reference  to  the  follow- 
ing: 

a.  A  certain  receipt  which  Kluge  de- 
livered to  Sorenson  on  or  about  Decem- 
ber 26,  1946,  acknowledging  receipt  of 
$14,000  in  cashier's  checks  as  payment 
for  transfer  of  Kluge's  Interest. 

b.  The  agreement  dated  August  20, 
1947.  upon  which  the  application  for 
assignment  of  license  purports  to  be 
based. 

c.  The  payment,  loan  or  advance  of 
funds  by  Sorenson  to  Kluge.  to  Dean  H. 
Wickstrom  or  to  the  partnership  of  Kluge 


No, 
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and  Wlckstrom,  porstiant  to  the  agree- 
ments referred  to  In  (a)  and  (b)  above, 
or  pursuant  to  any  other  agreements 
which  the  said  parties  may  have  con- 
cluded among  themselves,  and  to  deter- 
mine the  nature  and  purpose  of  such 
advances. 

3.  To  determine  whether  the  execution 
of  any  of  the  contracts,  agreements  or 
understandings  referred  to  In  Issues  Nos. 
1  and  2,  above,  the  terms  thereof  or  any 
acts  performed  pursuant  thereto  were  in 
violation  of  section  310  (b)  of  the  Com- 
munications Act  of  1934  or  in  violation 
of  the  rules  and  regulations  of  the  Com- 
mission, with  particular  reference  to 
9S  1.321,  1.342  and  1.343. 

4.  To  determine  whether  Myron  E. 
Kluge  and  Dean  H.  Wickstrom,  or  either 
of  them,  have  concealed  information 
from  the  Commission  regarding  the  own- 
ership and  operations  of  station  KPMO 
or  have  mLsrepresented  the  facts  con- 
cerning such  ownership  in  applications, 
reports  and  letters  which  they  have,  from 
time  to  time,  filed  with  the  Commission, 
with  particular  reference  to  the  follow- 
ing: 

a.  Whether  the  partnership  of  Kluge 
and  Wickstrom  io  concealed  or  misrepre- 
sented the  facts  in  their  applications  for 
modification  of  cwistruction  permit  (Pile 
No.  BMP-2648),  for  License  (File  No. 
BL-2448).  for  Authority  to  Determine 
Operating  Power  by  Direct  Measurement 
of  Antenna  Power  (Pile  No.  BZ-2260). 
for  Renewal  of  License  (Pile  No.  BR- 
1691)  and  for  Consent  to  Assignment  of 
License  (Pile  No.  BAL-655) ;  or  have  so 
concealed  or  misrepresented  the  facts 
In  Financial  Reports  to  the  Commission 
dated  September  15,  1947  and  March  29, 
1948. 

b.  Whether  the  licensee  partnership  so 
concealed  or  misrepresented  these  facts 
In  a  letter  written  to  the  Commission  on 
or  about  June  18,  1947.  or  In  any  other 
letters  or  statements  furnished  to  the 
Commission. 

5.  To  determine  whether  the  proposed 
assignee  partnership  and  the  partners 
therein  are  legally,  financially,  techni- 
cally and  otherwise  qualified  to  own  or 
control  and  to  operate  station  KPMO. 

6.  To  secure  full  information  as  to  the 
plans  of  the  proposed  assignee  with  re- 
spect toltaffing  station  KPMO  and  with 
respect  to  its  programming. 

7.  To  determine  the  plans  of  the  pro- 
posed assignee  and  the  partners  therein 
with  respect  to  their  personal  particijja- 
tion  in  the  management  of  station  KPMO 
and,  in  particular,  to  determine  whether 
sucli  partners  misrepresented  their  in- 
tentions in  this  respect  In  the  application 
lor  consent  to  assignment  of  license  (File 
No.  BAL-655). 

8.  To  determine,  In  view  of  the  facts 
adduced  under  the  foregoing  issues, 
whether  the  public  Interest,  convenience 
or  necessity  would  be  served  by  granting 
either  or  both  of  the  above-entitled  ap- 
plications. 

Federal  Comkumications 
Commission, 
[sxalI        T.  J.  Slowie, 

Secretary. 

(F.    B.    Doe.    4»-410:    Filed,    Jan.    17,    1949; 
8:5«  a.  m.) 


NOTICES 
FEDERAL  POWER  COMMISSION 

(Docket  No.  K-«183] 

CmtT  6TATKS  UTTLirnss  Co. 

WOTICl  OF  STTPPLmXHTAL  ORDER  AT7TH0RIZ- 
INO  AND  APPROVING  ISSUANCE  OF  SECXJ- 
RITIES 

Jaitttaxy  12.  1949. 

Notice  is  hereby  given  that,  on  January 
11,  1949.  the  Federal  Power  Commission 
Issued  Its  order  entered  January  11.  1949, 
supplementing  order  of  December  28, 
1948  fpubllshed  in  the  Federal  Register 
on  January  4, 1949  (Vol.  14,  No.  2.  p.  25) ) . 
authorizing  and  approving  issuance  of 
securities  In  the  above-designated 
matter. 


[seal] 


Leon  M.  Fuquay, 

SecrettLry. 


[F.    R.    Doc.    49-393;    Filed,    Jan.    17,    1949; 
SAC  a.  m.] 


(f)  of  the  s«l<!  roles  of  practice  and  pro- 
cedure. 

Date  of  Issuance:  January  12.  1949. 

By  the  Commission. 

[seal!  Leon  M.  PtrpiTAY, 

Secretary. 

|F.    R.    Doc.    49-394:    Piled.    Jan.    17,    1949; 

8:46  a.  m.| 


[Docket  No.  G-llSl] 

Southern  Natural  Gas  Co. 

order  nxiNG  date  of  hearinq 

Januahy  12,  1949. 

On  November  12,  1948.  Southern  Natu- 
ral Gas  Company  (Applicant),  a  Dela- 
ware corporation  having  its  principal 
place  of  business  at  Birmingham.  Ala- 
bama, filed  an  application  for  a  certifi- 
cate of  public  convenience  and  necessity 
pursuant  to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  the  con- 
struction and  operation  of  certain  natu- 
ral-gas facilities,  subject  to  the  jurisdic- 
tion of  the  Commission,  as  fully  described 
in  such  application  on  file  with  the  Com- 
mission and  open  to  public  inspection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's.rules  of  practice  and  procedure, 
Applicant  having  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heaid,  protest  or  petition 
having  been. filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the  ap- 
plication. Including  publication  in  the 
Federal  Registeh  on  November  30,  1948 
(13  P.  R.  7318). 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
tiral  Gas  Act,  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  February  8,  1949, 
at  9:30  a.  m.  (e.  s.  t).  In  the  Hearing 
Room  of  the  Federal  Power  Commission, 
1800  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.  C,  concerning  the  matters  in- 
volved and  the  issues  presented  by  such 
application:  Provided,  however.  That  the 
Commission  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
9  1.32  (b)  of  the  Commission's  rules  of 
practice  and  procedure. 

(B )  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 


SECURITIES  AND  EXCHANGE 
COMMISSION 

|FUe  No.  70-20181 

Engineers  Public  Service  Co.  (Inc.) 

OROEa  pexmittinq  declaration  to  become 
effecttyb 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  nth  day  of  January  1949. 

Engineers  Public  Service  Company 
(Incorporated),  ("Engineers"),  a  regis- 
tered holding  compfuiy,  having  filed  a 
declaration  pursuant  to  section  7  of  the 
Public  Utility  Holding  Company  Act  of 
1935  and  the  rules  and  regulations  pro- 
mulgated thereimder  regarding  the 
transaction  summarized  below: 

Engineers  proposes  to  issue  to  Irving 
Trust  Company  a  short-term  promissory 
note  in  the  principal  amount  of  $850,000, 
dated  January  27,  1949.  which  note  will 
mature  nine  months  from  the  Issue  date 
and  will  bear  Interest  at  2V*%  per  an- 
num. The  declaration  states  that  the 
proceeds  of  said  note  and  $50,000  of  cash 
will  be  used  to  pay  off  a  note  In  the  prin- 
cipal amount  of  $900,000  now  held  by 
Irving  Trust  Company  and  maturing 
January  27. 1949.  Engineers,  which  owns 
162,612  shares  of  the  common  stock  of 
Virginia  Electric  and  Power  Company. 
contemplates  the  payment  of  the  pro- 
po.'^ed  note  prior  to  the  maturity  date 
thereof  by  use  of  the  proceeds  of  the 
sale  of  a  part  of  such  shares. 

It  Is  represented  by  Engineers  that  the 
proposed  transaction  Is  not  subject  to 
the  jurlsdictton  of  any  State  commission 
or  Federal  commission  other  than  this 
Commission  and  that  the  expenses,  con- 
sisting of  counsel  fees.  In  connection  with 
the  proposed  transaction  will  amount  to 
$200. 

Said  declaration  having  been  filed  on 
December  15,  1948  and  notice  of  filing 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23,  and  the 
Commission  not  having  received  a  re- 
quest for  a  hearing  with  respect  to  said 
declaration  within  the  period  specified 
in  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

Engineers  having  requested  that  the 
Commission's  order  permitting  said  dec- 
laration to  become  effective  be  Issued 
prior  to  January  17.  1949  and  become 
effective  forthwith  upon  issuance;  and 

The  Commission  finding  with  respect 
to  said  declaration  that  the  applicable 
provisions  of  the  act  and  of  the  rules  and 
regulations  thereunder  are  satisfied  and 
that  no  adverse  findings  are  nece.'^sary 
and  deeming  it  appropriate  in  the  pub- 
lic Interest  and  In  the  Interest  of  in- 
vestors and  consumers  to  permit  said 


Tuesday,  January  18, 1949 

declaration  to  become  effective  and  to 
grant  the  request  of  declarant : 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act 
and,  subject  to  the  terms  and  conditions 
prescribed  In  Rule  U-24,  that  said  dec- 
laration be,  and  hereby  is,  permitted  to 
become  effective,  forthwith. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

|F.    R.    Doc.    49-396;    Piled,    Jan.    17.    1949; 
8:46  a.  m.] 


[File  No.  70-20201 

General  Public  Utilities  Corp. 

ORDER  permitting  DECLARATION  TO  BECOME 

effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Comml.ssion,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  11th  day  of  January  1949. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
having  filed  a  declaration,  as  amended, 
pursuant  to  sections  6  <a)  and  7  of  the 
Public  Utility  Holding  Company  Act  of 
1935  ("act")  with  respect  to  the  follow- 
ing transactions: 

(a)  GPU  proposes  to  issue  and  sell  to 
four  commercial  banks  at  principal 
amount  one-year  unsecured  notes  in  the 
aggregate  principal  amount  of  $1,500,000, 
each  of  which  will  bear  interest  at  the 
rate  of  2 ',2%  per  annum.  The  proceeds 
of  the  notes  will  be  used  <1»  to  prepay 
the  principal  of  certain  notes  of  GPU 
in  the  aggregate  amount  of  $1,200,000, 
which  bear  interest  at  the  rate  of  1'2% 
per  annum  and  which  mature  January 
14.  1949;  (2)  to  prepay  the  principal  of 
certain  notes  of  GPU  in  the  aggregate 
amount  of  $250,000  which  bear  interest 
at  the  rate  of  1 '  2  %  per  annum  and  which 
mature  February  20,  1949;  and  (3)  to  the 
extent  of  $50,000.  to  provide  part  of  the 
funds  necessary  to  pay  on  April  3,  1949, 
25%  of  the  principal  amount  of  notes 
due  April  3,  1949,  in  the  aggregate 
amount  of  $748,800  and  which  bear  In- 
terest at  the  rate  of  L^4%  per  annum. 

(b)  GPU  now  has  outstanding  unse- 
cured notes  in  the  aggregate  amount  of 
$748,800  which  bear  interest  at  the  rate 
of  1^4%  per  annum  and  which  mature 
April  3,  1949.  The  agreement  under 
which  the  notes  were  ls.sued  provides  that 
75 7o  of  the  principal  amount  may  be  re- 
newed at  maturity.  GPU  proposes  to 
renew  such  notes  on  April  3,  1949,  to  the 
extent  of  $561,600  thereof. 

Such  declaration,  as  amended,  having 
been  duly  filed,  and  notice  of  said  filing 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23  promul- 
gated pursuant  to  said  act.  and  the  Com- 
mission not  having  received  a  request 
for  hearing  with  respect  to  said  declara- 
tion, as  amended,  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  respect 
to  the  declaration,  as  amended,  and 
deeming  It  appropriate  In  the  public  In- 
terest and  In  the  Interest  of  investors 
and  consumers  that  said  declaration,  as 
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amended,  be  permitted  to  become  effec- 
tive, and  deeming  It  appropriate  to  grant 
a  request  of  declarant  that  there  be  no 
waiting  period  between  the  issuance  of 
the  Commission's  order  and  the  date  the 
order  is  to  become  effective: 

It  is  hereby  ordered,  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act,  and  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24,  that  the 
declaration,  as  amended,  be  and  the  same 
hereby  is  permitted  to  become  effective 
forthwith. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc.    49-397;    Filed.    Jan.  17,    1949; 
..    8:47  a.  m.J 


[File  Nos.  70-2015.  70-2016] 

Jersey  Central  Power  &  Light  Co.  and 
General  Public  Utilities  Corp. 

order  granting  application  and  permit- 
ting DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  11th  day  of  January  1949. 

General  Public  Utilities  Corporation 
("GPU">,  a  regi-stered  holding  company, 
having  filed  a  declaration,  and  its  sub- 
sidiary, Jersey  Central  Power  &  Light 
Company  ("Jersey  Central"),  having 
filed  an  application-declaration,  as 
amended,  pursuant  to  the  provisions  of 
sections  6  (a)  i2),  6  (b),  9  (a),  10,  and 
12  (b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act")  and  Rule  U-45 
promulgated  thereunder  regarding  the 
following  proposed  transactions: 

(a)  GPU  will  make  a  cash  capital  con- 
tribution to  Jersey  Central  of  $1,000,000. 
Jersey  Central  will  credit  the  $1,000,000 
to  capital  surplus  and  employ  such  funds 
for  construction  of  facilities  subsequent 
to  October  31,  1948. 

(b)  Jersey  Central  will  Issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $3,500,000  prin- 
cipal amount  of  First  Mortgage  Bonds. 
__%  Series,  due  December  1,  1978.  The 
proceeds  of  the  sale  of  the  bonds,  other 
than  premium,  if  any,  and  accrued  in- 
terest, will  be  deposited  with  the  inden- 
ture trustee  and  withdrawn  from  time  to 
time  against  the  net  bondable  value  of 
property  additions  as  permitted  by  the 
terms  of  the  existing  indenture. 

(c)  After  the  completion  of  the  financ- 
ing, Jersey  Central  will  Increase  the  par 
value  of  the  1,053,770  outstanding  shares 
of  its  common  stock  from  $1  per  share 
to  $10  per  share  by  the  transfer  to  its 
common  stock  .account  of  $9,483,930  from 
its  capital  surplus  account. 

Such  declaration  and  application-dec- 
laration, as  amended,  having  been  duly 
filed,  and  notice  of  said  filing  having  been 
duly  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  said  declaration  and  ap- 
plication-declaration, as  amended,  with- 
in the  period  specified  in  said  notice,  or 
otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 
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It  appearing  that  the  Board  of  Public 
Utility  Commissioners  of  the  State  of 
New  Jersey  has  issued  an  order  expressly 
authorizing  Jersey  Central  to  issue  and 
sell  the  $3,500,000  principal  amount  of  its 
First  Mortgage  Bonds  but  has  not  as  yet 
taken  action  with  respect  to  the  proposal 
of  Jersey  Central  to  increase  the  par 
value  of  its  common  stock  from  $1  per 
share  to  $10  per  share  by  the  transfer  to 
its  common  stock  account  of  $9,483,930 
from. its  capital  surplus  account;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  it 
appropriate  in  the  public  interest  and  in 
the  interest  of  investors  and  consumers 
that  said  declaration  and  application- 
declaration,  as  amended,  be  granted  and 
permitted  to  become  effective  forthwith 
with  respect  to  (1)  the  proposal  of  GPU 
to  contribute  to  Jersey  Central  $1,000,000 
in  ca.sh,  and  (2)  the  proposal  of  Jersey 
Central  to  issue  and  sell  S3 .500 .000  prin- 
cipal amount  of  Its  First  Mortgage 
Bonds: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  apphcable  provisions  of  the 
act  that  (1)  the  declaration  of  GPU  to 
contribute  to  Jersey  Central  $1,000,000  in 
cash,  and  (2)  the  application,  as 
amended,  of  Jersey  Central  to  issue  and 
sell  $3,500,000  principal  amount  of  its 
First  Mortgage  Bonds  be,  and  hereby  are, 
granted  and  permitted  to  become  effec- 
tive forthwith,  subject  to  the  terms  and 
conditions  prescribed  by  Rule  U-24  of  the 
general  rules  and  regulations  under  the 
act,  and  subject  to  the  further  condition 
that  the  proposed  is.sue  and  sale  by  Jer- 
sey Central  of  the  $3,500,000  principal 
amount  of  its  First  Mortgage  Bonds  shall 
not  be  consummated  until  the  results  of 
the  competitive  bidding  pursuant  to  Rule 
U-50  shall  have  been  made  a  matter  of 
record  in  this  proceeding  and  a  further 
order  shall  have  been  entered  by  this 
Commission  in  the  light  of  the  record  so 
completed,  which  order  may  contain  fur- 
ther terms  and  conditions  as  may  then  be 
deemed  appropriate,  jurisdiction  being 
reserved  for  this  purpose. 
•  It  is  further  ordered.  That  jurisdiction 
is  reserved  with  respect  to  the  proposal  of 
Jersey  Central  to  increase  the  par  value 
of  its  common  stock  from  $1  per  share  to 
$10  per  share  by  the  transfer  to  its  com- 
mon stock  account  of  $9,483,930  from  its 
capital  surplus  account. 

It  is  further  ordered,  That  jiu"isdiction 
be,  and  hereby  is,  reserved  over  the  pay- 
ment of  the  fees  and  expenses  of  all 
counsel. 

By  the  Commission. 


[SEAL] 


Orval  L.  DuBois, 
Secretary. 


[F.    R.    Doc.    49-398:    Filed,    Jan.    17.    1949; 
8:47  a.  m] 


TARIFF  COMMISSION 

(List  No.  8-7) 

Ralston  Purina  Co. 

EXCLUSION   from   ENTRY 

January  12,  1949. 
Complaint  as  listed  below  has  been 
filed  with  the  Tariff  Commission  for  in- 
vestigation under  the  provisions  Of  sec^ 
tion  337  of  the  Tariff  Act  of  1930, 
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NOTICES 


Name  of  article 


Crisp  ry*"  wafcrs,  imported  under  the 
uame  "Hy-Kiut!." 


Purpose  of  request 


Exclusion  rrooi  entry... 


Date  re- 
ceived 


Jan.  10,  IM*. 


Name  and  address  of  com- 
plainant 


Rabiton   Purtna   Co..   835   Soatb 
8t.li  St.,  Si.  Louis  2,  Mo. 


The  complaint  listed  above  Is  available 
for  public  Inspection  at  the  ofBce  of  the 
Secretary,  Tariff  Commission  Building, 
Eighth  and  E  Streets  N.  W.,  Washing- 
ton, D.  C.  where  It  may  be  read  and 
copied  by  per.sons  interested. 


(seal! 


Sidney  Morgan, 
Secretary. 


|F.    R.    Doc.    4»-399:    Piled,    Jan.    17,    1»49: 
8:47  a.  zn.l 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AuTHOarrr:  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  COng.,  60  Stat.  50.  925;  50 
U.  8.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6.  1942,  3  CFR,  Cum.  Supp.,  B.  O.  9567. 
June  8,  1945,  3  CTR,  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1948.  11  P.  R.  11981. 

[Vesting  Order  12443] 

Adolph  Rkiher 

In  re:  Estate  of  Adolph  Reimer,  also 
known  as  Adolf  P.  H.  Reimer,  Adolf 
Reimer  and  Adolph  P.  H.  Reimer.  de- 
ceased. Pile  No.  D-28-9236;  E.  T.  sec. 
12074. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Herman  Reimer,  Marie  Reimer 
and  Edda  Reimer.  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) : 

2.  That  the  sums  of  $2100.00  and 
$240.00  were  paid  to  the  Attorney  €fen- 
eral  of  the  United  States  by  Augusta 
Nehls  and  Etta  Schipper,  Adminlstratices 
of  the  estate  of  Adolph  Reimer.  also 
known  as  Adolf  F.  H.  Reimer.  Adolf 
Reimer  and  Adolph  P.  H.  Reimer.  de- 

3.  That  the  said  stun  of  $210000  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  March  3.  1947,  and  the 
said  sum  of  $240.00  was  accepted  by  the 
Attorney  General  of  the  United  States  on 
May  5,  1948,  pursuant  to  the  Trading 
With  the  Enemy  Act,  as  amended; 

4.  That  the  said  sums  of  $2100.00  and 
$240  00  are  presently  in  the  possession  of 
the  Attorney  General  of  the  United  States 
and  were  property  within  the  United 
States  owned  or  controlled  by,  payable  or 
deliverable  to,  held  on  behalf  of.  or  on  ac- 
count of,  or  owin?  to,  or  which  were  evi- 
dence of  ownership  or  control  by  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 


All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  in- 
terest, 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

This  vesting  order  is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "desitrnated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
November  30,  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-414;    Piled,    Jan.    17,    1949; 
8:56  a.  m.] 


sultatlon  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "desipnated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
November  30,  1948. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelom. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    4^-415;    FUed,    Jan.    17.    1949; 
8:50  a.  m.] 


(Vesting  Order   12444] 
Adolph  Reimer 

In  re:  Estate  of  Adolph  Reimer,  also 
known  as  Adolf  F.  H.  Reimer.  Adolf  Rei- 
mer and  Adolph  F.  H.  Reimer,  deceased. 
FUe  No.  D-28-9236;  E.  T.  sec.  12074. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Herman  Reimer,  Marie  Reimer 
and  Edda  Reimer,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Adolph  Reimer.  also 
known  as  Adolf  P.  H.  Reimer.  Adolf  Rei- 
mer and  Adolph  F.  H.  Reimer.  deceased, 
is  property  payable  or  deliverable  to.  or 
claimed  by  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Etta  Schipper,  as 
Administratrix  C.  T,  A.,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court,  New  York  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 


[  Vesting  Order  12691] 
RiCHAKD  HXLLMANM  AND  TITLE  QOARANTEK 

AND  Trust  Co. 

In  re:  Trust  under  agreement,  dated 
October  7.  1929,  between  Richard  Hell- 
mann.  grantor,  and  Title  Guarantee  and 
Trust  Company,  trustees.  Pile  No.  F- 
28-3630-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Hugo  Hellmann  and  Dora 
Hellmann.  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Hugo  Hellmann  and  Dora  Hellmann, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  persons  identified  In  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  Oc- 
tober 7,  1929,  by  and  between  Richard 
Hellmann,  grantor,  and  Title  Guaran- 
tee and  Trust  Company,  trustee,  pres- 
ently being  administered  by  Title  Guar- 
antee and  Trust  Company.  176  Broad- 
way, New  York  7,  New  York,  trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country   (Germany) ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
issue,  names  unknown  of  Hugo  Hellmann 
and  Dora  Hellmann  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 


Tuesday,  January  18, 1949 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
prof>erty  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwi.se  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31.  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

(F.    R.    Doc.    40-416;    Piled,    Jan.    17.    1949; 
8:56  a.  m.] 


[Vesting  Order  12611] 
Johanna  Plaue  Anger 

In  re :  Rights  of  Johanna  Plaue  Anger 
under  insurance  contract.  File  No.  D- 
28-12457-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Johanna  Plaue  Anger,  whose 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country   (Germany)  ; 

2.  That  one-half  the  net  proceeds  due 
or  to  become  due  under  the  death  bene- 
fit provisions  of  a  contract  of  Insurance 
evidenced  by  policy  No.  29129,  issued  by 
the  Greater  Beneficial  Union  of  Pitts- 
burgh. Pittsburgh,  Pennsylvania,  to  Fred 
P.  Plaue,  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  cf  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  hquldated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 


FEDERAL  REGISTER 

Executed   at   Washington,   D.  C,   on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49^17;    Filed,    Jan.    17.    1949; 
8:56  a.  m.] 


[Vesting  Order  12612] 
August  Born  et  al. 


In  re:  Rights  of  August  Born,  or  Her- 
bert Born.  Helmut  Born  and  the  domicil- 
iary personal  representatives,  heirs,  next 
of  kin,  legatees  and  distributees,  names 
unknown  of  August  Born,  under  ln.'=ui- 
ance  contract.  File  No.  D-28-10688- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  August  Born,  Herbert  Born 
and  Helmut  Born  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
August  Born,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Germany 
are  nationals  of  a  designated  enemy 
country  (Germany) 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  6399790A.  Issued 
by  the  Metropolitan  Life  Insurance  Com- 
pany. New  York,  New  York,  to  Johanne 
Born,  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by  Augu.st  Born  or 
Herbert  Born,  Helmut  Born  and  the  per- 
sons Identified  in  subparagraph  2  hereof, 
the  aforesaid  nationals  of  a  designated 
memy  country  (Germany) 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distri- 
butees, names  unknown,  of  August  Born, 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scrlbed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States, 

The  terms  "national"  and  "desfgnated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  B.^zelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-418;    Filed,    Jan.    17,    1949; 
8:57  a.  m.] 


[Vesting  Order  12634] 
Mokutaro  Mur.akami 

In  re:  Rights  of  Mokutaro  Murakami 
under  Insurance  contract.  File  No.  F-39- 
4222-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
Ader  investigation.  It  is  hereby  found: 

1.  That  Mokutaro  Murakami,  whose 
last  known  address  Is  Japan.  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  in.surance 
evidenced  by  policy  No.  585.031,  l.s.sued  by 
the  Sun  Life  Assurance  Company  of 
Canada,  Montreal.  Quebec.  Canada,  to 
Mokutaro  Murakami,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  In  the  United  States) , 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelow, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-419;    Filed.    Jan.    17,    1949; 
8:57  a.  m.J 
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(Veatlng  Order  12838) 
YUKICHl  Najcamtjfa 

In  re:  Rights  of  Yuklchl  Nakamura 
under  insurance  contracts.  Pile  Nos. 
P-39-3887-H-1.  H-2.  and  H-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Yukichi  Nakamura,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contracts  of  insurance 
evidenced  by  policies  Nos.  8  468  767, 
8  241  441,  and  8  762  224,  issued  by  the 
New  York  Life  Insurance  Company,  New 
York,  New  York,  to  Yukichi  Nakamura. 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribedln  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEALl  t).AVlD  L.  BAZELON, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-420:    Filed.    Jan.    17,    1949: 
8:57  a.  ml 


NOTICES 

Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,040,950.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec,  Canada,  to 
Isaku  Nagata,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds (including  without  limitation  the 
right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States), 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan  >. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-421:    Piled,    Jan.    17,    1949; 
8:57  a.  m.l 


(Vesting  Order  12636] 
ISAKU  Nagata 

In  re:  Rights  of  Isaku  Nagata  under 
ln.'=urance  contract.  File  No.  D-39- 
19100-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
,tive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Isaku  Nagata,  whose  last 
known  address  is  Japan,  is  a  resident  of 


liverable  to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  Nakazo 
Nishi  or  Katsuko  Nishl,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  hquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

\r.    R.    Doc.    49-422;    FUed,    Jan.    17,    1949; 
8:57   a.   ml 


[Vesting  Order   12637) 
Nakazo  Nishi 


In  re:  Rights  of  Nakazo  Nishi  or  Kat- 
suko Nishi  under  Insurance  contract. 
File  No.  F-39-4215-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Nakazo  Nishl  and  Katsuko. 
Nishi.  whose  last  known  address  is  Japan, 
are  residents  of  Japan  and  nationals  of 
a  designated  enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  WS-130190.  is- 
sued by  the  California-Western  States 
Life  Insurance  Company,  Sacramento, 
California,  to  Nakazo  Nishl,  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds, 

is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  de- 


( Vesting  Order  12638) 
Kytjco  Ohta 


In  re:  Rights  of  Kyugo  Ohta  under  in- 
surance contract.     File  No.  F-39-1225- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Kyugo  Ohta,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country   (Japan) ; 

2.  That  the  net  proceed.-;  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  7  701  438,  issued 
by  the  New  York  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Kyugo 
Ohta,  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  includmg  appropriate  con- 
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sultation  and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P     R.    Doc.    49^23:    PUed.    Jan.    17,    1949; 
8:58  a.  m.) 


(Vesting  Order  12645) 
Umeyo  Sakoda 


In  re:  Rights  of  Umeyo  Sakoda  under 
Insurance  contract.  File  No.  F-39-6310- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Umeyo  Sakoda,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  In.surance 
evidenced  by  policy  No.  WS  110583,  issued 
by  the  California-Western  States  Life 
Insurance  Company,  Sacramento.  Cali- 
fornia, to  Umeyo  Sakoda,  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Ls  evidence  of 
ownership  or  control  by  the  afore.said 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
de.scribed  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  ld49. 


FEDERAL  REGISTER 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.    R.    Doo.    49-424:    Filed,    Jan.    17,    1949; 
8:58  a.  m.) 


(Vesting  Order  12657) 
Kurt  Mancelsdorf 


In  re:  Bonds  owned  by  and  debt  owing 
to  Kurt  Mangelsdorf.     F-28-13024-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kurt  Mangelsdorf.  who.se  last 
known  address  is  Postfach  134.  Karls- 
ruhe. Germany,  is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  (Germany) 

2.  That  the  property  described  as  fol- 
lows: 

a.  Those  certain  bonds  described  in 
Exhibit  A,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  registered  in  the 
name  of  Kurt  Mangelsdorf,  and  presently 
in  the  custody  of  John  W.  Giesecke.  Title 
Guaranty  Building  St.  Louis  1,  Missouri, 
together  with  any  and  all  rights  there- 
under and  thereto,  and 

b.  All  those  certain  debts  or  other  obli- 
gations of  John  W.  Gie.secke.  Title  Guar- 
anty Building.  St.  Louis  1,  Missouri,  rep- 
resenting accumulated  cash  held  for 
Kurt  Mangelsdorf,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
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Exhibit  A 

Description  of  issue  Total  face 

8t.  Louis  Southwestern  Ry.  Co.  1st     value 

terminal  and  unifying  5":  ,  due 

1-1-62    $3,000.00 

St.  Louis  San  Francisco  Ry.  prior 

Hen  4';.  series  A.  due  7-1-50 2.000.00 

U.  S.  Treasury,  series  E 500.00 

U.  S.  of  Mexico  external  4^0,  due 

12-1-54    500.00 

Bethlehem  College  of  Havana  1st 

mortgage  1'    .     1.000.00 

(P.    R.    Doc.    49-426:    Filed.    Jan.    17,    1949; 
8:58  a.  m.) 


(Vesting  Order  12649) 
Saburo  Sumida 


In  re:  Rights  of  Saburo  Sumida  under 
insurance  contract.  Pile  No.  E>-39- 
19093-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Saburo  Sumida.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated  en- 
emy country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  645.464.  issued  by 
The  Manufacturers  Life  In.surance  Com- 
pany, Toronto,  Canada,  to  Kaneyo  Su- 
mida, together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds  (in- 
cluding without  limitation  the  right  to 
proceed  for  collection  against  branch  of- 
fices and  legal  reserves  maintained  In  the 
United  States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  ased, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-425;    Filed.    Jan.    17,    1949; 
8:58  a.  m.J 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Part  664 — Tobacco 

SUBPART — 1948 

Set  forth  below  are  schedules  of  ad- 
vance rates,  by  grades,  for  the  1948  crop 
of  types  54  and  55  tobacco  under  the 
tobacco  loan  program  formulated  by 
Commodity  Credit  Corporation  and  Pro- 
duction and  Marketing  Arministration, 
published  July  15,  1948  •  13  P.  R.  4004) . 

§  664.13  1948  Crop:  Wisconsin  To- 
bacco, Type  54.  Advance  Schedule.' 

(Dollars    per    hundred    pounds,    farm    sales 
weight] 


Adt 

ance 

Advance 

Grade         rate 

Grade        rate 

Binders: 

Strippers— Con. 

BIM 

50 
45 

C4M.. 15 

B2M 

C5M-.. 11 

B3M 

40 

Crop-run : 

XI 21 

B4M 

35 

B5M 

32 

X2 18 

Binder  pickers: 

X3 16 

CIMB 

"26 

X4 13 

C2MB 

24 

X5 11 

Strippers: 

Farm  fillers: 

CIM 

23 
21 

Yl 16 

C2M 

Y2 14 

C3M 

18 

Y3_- 10 

§664  14     1948   Crop;    Wisconsin    To- 
bacco, Type  55,  Advance  Schedule.^ 

(Dollars    per    hundred    pounds,    farm    sales 
weight  ( 


Advance 
Grade  rate 

Binders: 

BIM 54 

B2M 48 

B3M 42 

B41vf 36 

B5M 32 

Binder  pickers: 

CIMB 26 

C2MB 24 

Strippers : 

CIM 23 

C2M -.  20 

CSli 17 


Advance 
Grade         rate 

6  trl  ppers — Con . 

C4M 14 

C5M 11 

Crop-run : 

Xl_ 20 

X2 17 

X3- 15 

X4 12 

X5 10 

Farm  fillers: 

Yl... 15 

Y2 13 

Y3 9 


'  Tobacco  can  be  placed  under  loan  only 
by  the  original  producer.  Tobacco  graded 
■  W  (wet),  "U"  (unsound),  "G"  (green), 
br  "N"   (nondescript)   will  not  b«  accepted. 


<Sec.  8,  56  Stat.  765,  767,  58  Stat.  642,  59 
Stat.  306.  506.  Pub.  Laws  806,  897,  80th 
Cong.;  504  U.  S.  C.  App.  968) 

I.<;sued  this  13th  day  of  January  1949. 

[seal]  Elmer  P.  Kruse, 

Manager. 
Commodity  Credit  Corporation. 

Approved:  January  13,  1949. 

Ralph  S.  Trigg, 
President, 

Commodity  Credit  Corporation, 

[F.    R.    Doc.    49^77;    Filed,    Jan.    18,    1949; 
8:51   a.  m.j 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,'  Amdt.  62] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Repula- 
tion  <§§  825.1  to  825.12)  is  amended  in 
the  following  respects: 

Schedule  B  Is  amended  by  incorporat- 
ing Item  40  as  follows: 

40.  Provisions  relating  to  City  of  Keene. 
New  Hampshire,  a  portion  of  the  Keene,  New 
Hampshire,  Defense-Rental  Area: 

Increase  in  maximum  rents  bafed  upon  the 
recommendation  of  the  Local  Advisory  Board. 
Pursuant  to  the  provi.slons  of,  and  subject  to 
the  limitations  contained  in.  the  Housing 
and  Rent  Act  of  1947,  as  amended,  the  maxi- 
mum rents  are  hereby  Increased,  effectiva 
January  19,  1949.  in  the  amount  of  10  percent 
for  all  housing  accommodations  in  the  City 
of  Keene,  New  Hampshire,  a  portion  of  the 
Keene,  New  Hampshire,  Defense-Rental  Area, 
except  maximum  rents  which  have  hereto- 
fore been  adjusted  on  or  after  August  22.  1947 
under  {825.5  (a)    (12)   or  §825.5  (a)    (16). 

Any  maximum  rent  for  housing  accommo- 
dations in  said  City  of  Keene,  New  Hamp- 
shire, which  is  substantially  lower  than  the 
rent  generally  prevailing  in  said  Defense- 
Rental  Area  for  comparable  housing  accom- 
modations on  July   1,  1945  plus  10  percent 


»  13  P.  R.  6706,  6788,  6877,  5937,  6246.  6283, 
6411.  6556,  6881,  6910.  7299,  7671,  7801.  7862, 
8217,  8327,  8386;  14  F,  R.  17.  93. 

(Continued  on  next  page) 
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Published  dally,  except  Sundays.  Mondays, 
and  days  following  offlclal  Federal  holidays, 
by  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  authority 
contained  In  the  Federal  Register  Act.  ap- 
proved July  26.  1935  (49  Stat.  600.  as 
amended;  44  U.  8.  C.  ch.  8B) .  under  regula- 
tions prescribed  by  the  Administrative  Com- 
mittee, approved  by  the  President.  Distribu- 
tion Is  made  only  by  the  Superintendent  of 
Documents.  Government  Printing  Office, 
Washington  25.  D.  C, 

The  regulatory  material  appeswlng  herein  Is 
keyed  to  the  Code  of  Federal  Regulations, 
which  Is  published,  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act,  as 
amended  June  19.  1947. 

The  Ftokral  RwJisnTR  will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  $1  50 
per  month  or  115.00  per  year,  payable  In  ad- 
vance. The  charge  for  Individual  copies 
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of  Documents,  directly  to  the  Government 
Printing  Office.  Washington  25.  D.  C. 
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^  tlon  of  material  appearing  In  the  Ftoeral 
Rxciffrm. 
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A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
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Title  6 — Agricultural  Credit  ^««» 

Chapter  IV— Production  and 
Marketing  Administration 
and  Commodity  Credit  Cor- 
poration. Department  of  Agri- 
culture: 
Part  664 — Tobacco 271 

Title  24 — Housing  and  Housing 

Credit 
Chapter  VIII— Office  of  Housing 
Expediter: 
Part  825 — Rent  regulations  un- 
der the  Hoaslng  and  Rent  Act 
of  1947.  as  amended  (2  docu- 
ments)  271.272 


shaU  be  eligible  for  adjustment  on  the  basis 
of  such  generally  prevailing  rent  plus  10  per- 
cent, on  the  filing  of  an  Individual  petition 
for  adjustment  under  %  825.6  (a)  (11). 

All  provisions  of  H  825.1  to  825.12  Insofar 
as  they  are  applicable  to  the  Keene.  New 
Hampshire.  Defense-Rental  Area  are  hereby 
amended  to  the  extent  necessary  to  carry 
these  provisions  Into  effect. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d>.  Applies  sec.  204 
(e),  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e>) 

This  amendment  shall  become  effec- 
tive January  19.  1949. 

Issued  this  14th  day  of  January.  1949. 

TiGHB  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment  62 
to  the  Controlled  Housing  Rent  Regu- 
lation 

The  Local  Advisory  Board  for  the 
Keene.  New  Hampshire  Defense-Rental 
Area  has,  in  accordance  with  section  204 
(e)  (1>  (B)  of  the  Housing  and  Rent  Act 
of  1947.  as  amended,  recommended  an 
Increase  of  10  percent  In  the  maximum 
rents  for  all  housing  accommodations  in 
the  City  of  Keene.  New  Hampshire,  a  por- 
tion of  the  Keene.  New  Hampshire  De- 
fense-Rental Area,  except  maximum 
rents  which  have  been  adjusted  on  or 
after  August  22. 1947  on  the  basis  of  hard- 
ship or  operation  at  a  loss. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  in  accordance  with 
applicable  law  and  regulations  and  he  Is. 
therefore,  issuing  this  amendment  to  ef- 
fectuate the  recommendation. 


IF.    R.    Doc. 


49-47«:    Piled.    Jan.    18.    1949; 
8:51   a.  m-l 


[Rent  Reg.  for  Controlled  Rooms  in  Rooming 
Houses  and  Other  EstablUhmenU.'  Amdt. 
601 

Part  825— Rent  Rkgoi^tions  Under  the 
HousiNQ  AND  Rent  Act  or  1947,  as 
Amended 

lENT  REGtTLATIONS  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Room«  In  Rooming  Houses  and  Other 

« 18  r.  R.  5790.  5789.  687S,  5937.  8938.  8247. 
6283.  6411.  6556.  6882.  6911.  7299.  7672,  7801, 
7862.  8218,  8328.  8388;  14  F.  R.  18. 


Establishments  (55  825.81  to  825.92)  Is 
hereby  amended  In  the  following  re- 
spect: 

Schedule  B  Is  amended  by  Incorporat- 
ing Item  41  as  follows: 

Provisions  relating  to  City  of  Keene.  New 
Hampshire,  a  portion  of  the  Keene.  New 
Hampshire.  Defense-Rental  Area: 

Increase  in  maximum  rents  based  upon  the 
recommendation  of  the  Local  Advisory  Board. 
Pxirsuant  to  the  pcovlslons  of,  and  subject 
to  the  limitations  contained  In.  the  Housing 
and  Rent  Act  of  1947.  as  amended,  the  maxi- 
mum rents  are  hereby  Increased,  effective 
January  19.  1949.  In  the  amount  of  10  percent 
for  all  housing  accommodations  In  the  City 
of  Keene,  New  Hampshire,  a  portion  of  the 
Keene.  New  Hampshire.  Defense-Rental  Area, 
except  maximum  rents  which  have  hereto- 
fore been  adjusted  on  or  after  August  22, 
1947  under  f  825.85  (a)   (9). 

Any  maximum  rent  for  housing  accom- 
modations In  said  City  of  Keene,  New  Hamp- 
shire, which  Is  substantially  lower  than  the 
rent  generally  prevailing  In  said  Defense- 
Rental  Area  for  comparable  housing  accom- 
modations on  July  1.  1945  plus  10  percent 
shall  be  eligibly  for  adjustment  on  the  basU 
of  such  generally  prevailing  rent  plus  10  per- 
cent, on  the  filing  of  an  Individual  petition 
for  adjustment  under  S  829  85  (a)    (8). 

All  provisions  of  ii  825  81  to  825  92  Insofar 
as  they  are  applicable  to  the  Keene,  New 
Hampshire,  Defense-Rental  Area  are  hereby 
amended  to  the  extent  necessary  to  carry 
these  provisions  Into  effect. 

(Sec.  204  (d>.  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(e),  81  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e)) 

This  amendment  shall  become  effective 
January  19.  1949. 

Issued  this  14th  day  of  January.  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment  60 
to  the  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments 

The  Local  Advisory  Board  for  the 
Keene.  New  Hampshire  Defense-Rental 
Area  has.  In  accordance  with  section 
204  (e)  (1)  <B>  of  the  Housing  and 
Rent  Act  of  1947.  as  amended,  recom- 
mended an  Increase  of  10  percent  in  the 
maximum  rents  for  all  housing  accom- 
modations In  the  City  of  Keene.  New 
Hampshire,  a  portion  of  the  Keene.  New 
Hampshire  Defense-Rental  Area,  except 
maximum  rents  which  have  been  ad- 
Justed  on  or  after  August  22.  1947.  on 
the  basis  of  hardship  or  operation  at  a 
loss. 

The  Housing  Expediter  has  found  that 
this  recommendation  Is  appropriately 
substantiated  and  in  accordance  with 
applicable  law  and  regulations  and  he  is. 
therefore,  issuing  this  amen<iment  to 
effectuate  the  recommendation. 

IF     R.    Doc.  49-475;    Filed.    Jan.    18.    1949; 
8:51  a.  m.J 
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276     ,  RULES  AND  REGULATIONS 

I»  THi  Pat-Roli.  Period  With  Rkspkct  to  an  Empi.otm  I.i  Monthly — Continued 


And  the  waffw  va- 

And  the  numlxjr  of  withholding  eiemptions  claimed  is— 

AtkMt— 

But  !«»» 
than— 

0 

1 

2 

3 

4 

8 

6 

7 

8 

0 

10  or 
more 

The  amount  of  tax  to  l)e  withheld  shall  be— 

WO 

!»•> 

$!«» 

two 

$)«0 

$»a» 

»8Hi> 

$1.000.... 

$1W.S0 
i:i4.  SO 
14U.40 
14A.40 

$120.20 

ian.20 
m.  10 

138.10 

$111.90 
117.90 
IZl.  HO 
129.  tiO 

$ia'?.  fl« 

lllU.fiO 
115.  51^ 
121.30 

$0,5.30  ' 
101.  *1 
107.20 
113.20 

$87. no 
Kino 

VH.9I) 
104.  UU 

$7S.  70  1  $70.  40      $fi2. 10 
K4.  70        7A.  40        68. 10 
90.  60       82.  30       74.  00 
96.  60       88.  30       80. 00 

1 

$5.3.80 
50.80 
65.70 
71.70 

$45.50 
51.  SO 
57.40 
63.40 

ISpercent  of  the 

exoe!«  over  $1,000  plus— 

$UiOOand 

lover 

$149.40*1141.10 

$132  80 

$134.50 

$116.20 

$107  90 

$99  60 

$01.30 

$8.T0O 

r4.70 

$66  40 

Ir  TUB  Pat  KoLL  I'iriod  With  Rt-fpicT  to  an  Kmpi.oyee  Is  a  Daiit  Pat-Roll  Pebiod  ob  a  MiacELL-ANEois 

Pay- Roll  Period— 


And  tho  W!«p  di- 
vided by  tlif  nuin- 
Nt  of  day*  in  such 
iH-riiMls  are— 


At 
kmt- 


»>    

t2.i« 

$2.2i...- 
$2..'>0-..- 
$2.75.— 

$;i.iitt 

$:{.25.... 
$:i..'i«.... 
$:».7.5.... 

$4.110...- 
$4.25.... 
U.M.... 
K75.— 

$.Vt10 

>5.25.... 

J.V.'iO 

$.V7.>.... 

$»i."IO 

^..25... 
$»i..50  ... 
$«.7...... 

$7.00.... 

$7.25... 
$7..'i">-..- 
$7.75.... 

$K.m»  ... 

$H.A5.... 
$8.,V».... 

tU.I«)-... 
$9.21... 

$a.,5o.... 

$9.75  ... 
$10  («»... 
$|O.Vt... 
$11.00-.. 
$ll..'i0... 
$12.(ll»... 
$12. ■■•)-.. 
$13.00... 

$i:i..V)... 

$14.00... 
$14..V»... 
$|.VI10.. 
$1.5..'iO.. 
$1K.OO.. 
$|.-...'iO.. 

$i:.oo.. 

$17. .'iO.. 
$1H.<«  . 
$H.50  . 
»l>t.i«».- 
$1H..VI.. 
$»t.t«.. 
$2I.<«.. 
$22.110.. 

$it.<«t.. 

$2«  110  . 

$21.110.. 
$-/7.00  . 
$2H.00.. 
$2«.(10  . 


But  less 
than— 


$2.00... 
$2.25... 
$2.50... 
$2.75... 

$;j.i»»... 
$:{.2.5... 
$:t..'ii»... 
$:j.75... 
W.oo... 
$4.25... 
$4.50... 
$4.75... 
$5.(»)... 
VV2.5-.- 
$.5..'i<»... 
$.5.75... 
$fi.Oit... 
$H.'25... 
$K..V»... 
$rt.7.i.  . 
$7.00... 
$7.25... 
$7..'i<»... 

r.7.''-.- 

$H.IIO... 
$H.2>... 
$H..V)... 
$8.75... 
$9.t)0... 
$9  25... 
$».»)... 
19.75... 
$10.00.. 
$10.50.. 
$11  i»t-. 
$1I..V).. 

$r2.'io.. 

$12..50.. 

$i:u)o.. 

$1.1.50.. 
$14.01).. 
$14.5t».. 
$15.00.. 
$1.5.5.).. 
$16.60.. 
$16.50.. 
$17.00.. 
$17..V).. 
$lH.flO. 
$l«t.50. 
$19.00. 
$19.50. 
«20.»>. 
$21.00. 
$22.00. 
$21.00. 
$24.00. 
$25110. 
$2rt.iM. 
$27.00. 
$28.00. 
$29.00. 
i  $30.(10. 


And  the  nunilMT  of  withholdinK  cxpmpllon.s  claimed  is— 


$30.(10  and  over. 


10  or 
more 


The  amwint  of  tax  to  b<-  w  ithheld  shall  b«'  the  following  amount  multiplied  by  the  number 

of  days  ui  such  period  — 


15%  of 

wages 

$0..3O 

.:« 

.40 
.46 

.45 
.50 
.5.5 
.6t» 
.60 
.65 
.70 
.75 
.75 
.80 
.85 
.90 
.«« 
.95 
1.00 
l.l»5 
1.0-5 
1.10 
1.15 
1.  2<t 
1.30 
1.25 
1.30 
1.35 
1.35 
1.40 
1.45 
I.5») 
1.5.5 
1.60 
1.70 
1.75 
1.8.S 
1.90 
2.00 
2  0.5 
2  15 
2  20 

2.:»o 
2:tfi 
2  45 
2.5<» 
2fiO 
2  65 
2  75 
2  80 
2  9l» 
2  95 
3.05 
3.20 
3.:t5 
3.50 
3.65 
3.80 
3.95 
4.  10 
4.26 
4.40 


to 


.a5 

.10 
.10 
.15 
.20 
.25 
.25 
.30 

.;» 

.40 
.40 
.45 
.Mi 
.55 
.55 
.60 
.65 
.70 
.70 
.75 
.80 
.85 
.85 
.90 
.95 
1.00 
1.00 
1.05 
1.10 
1.15 
1.15 
1.20 
1.2'i 
1.35 
1.40 
1.50 
1.55 
1.65 
1.70 
1.80 
1.85 
1.9.5 
2  00 
2  10 
215 
2  25 
2:«) 
2  44) 
2  45 

%y> 

260 
2  7)) 
280 
205 
3.10 
3.25 
3.40 
3.55 
3.70 
3.  85 
4.00 
4.15 


$0 

u 

0 
0 
0 
0 
0 
0 


.05 
.05 
.10 
.15 
.'20 
.20 
.25 
.M 
..35 

.:» 

.40 
.45 
.50 
.50 
.55 
.60 
.6.5 
.65 
.70 
.75 
.80 
.80 
.85 
.90 
.95 
1.00 
1.05 
1.15 
1.20 
1.30 
1.35 
1.45 
I.  .50 
1.60 
1.66 
1.75 
1.80 
1.90 
1.95 
205 
2  10 
2  20 
2  25 
2  35 
2  40 
250 
2  65 
2  80 
2  95 
3.10 
.3.25 
3.40 
3.55 
3.70 
3.85 


$0 
0 
U 
u 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


.05 
.10 
.15 
.15 
.30 
.25 
.:«) 
.3«) 
.35 
.40 
.45 
.45 
.50 
..V5 
.60 
.t'lO 
.65 
.70 
.80 
.86 
.95 
l.OO 
1.10 
1.15 
1.  25 

l.:«o 

1.40 
1.45 
1.55 
1.60 
1.70 
1.75 
1.85 
1.90 
2  00 
2  05 
2  15 
2  25 
2  40 
256 
270 
289 
3.00 
3.15 
3.30 
8.45 
3.60 


$0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


.0,1 
.10 
.10 
.15 
.20 
.25 
.25 
.30 
.:« 

.40 

.45 
.50 
.60 
.65 
.75 
.80 
.90 
.95 
l.(i5 
1.10 
1.20 
1.25 
1.3.5 
1.40 
l.SO 
1.55 
1.65 
1.70 
1.80 
1.85 
1.05 
210 
2  26 
2  40 
2U 
170 
285 
3.00 
3.15 
3.30 


$0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


.05 
.05 
.10 
.15 
.25 
.30 
.40 
.4.5 
.,Vi 
.64) 
.70 
.75 
.85 
.90 
1.00 
1.05 
1.15 
1.21) 
1.30 
1.3.5 
1.45 
1.50 
1.60 
1.70 
1.85 
200 
215 
230 
2  45 
260 
2  75 
290 
3.05 


•0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
I) 
0 
0 

n 

•0 
0 
0 
0 

I) 

0 

(I 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


.05 

.10 

.30 

.25 

.35 

.40 

..V) 

.,56 

.65 

.70 

.80 

.85 

.95 

1.00 

l.IO 

1.15 

1.25 

1.30 

1.46 

1.55 

1.70 

l.SS 

200 

215 

230 

2  46 

260 

2  75 


$0 
0 
0 
0 
0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
.05 
.15 
.30 

.:)0 

..35 

.45 
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SBC.  503.  Errac-nvi  dat«. 

The  amendments  made  by  thU  title  shall 
be  applicable  only  with  respect  to  wages  paid 
on  or  after  May  1.  1948. 

Par.  2.  Section  405.201.  as  amended 
by  Treasury  Decision  5492,  approved 
January  30,  1946.  Is  further  amended  as 
follows : 

(A)  By  inserting  in  the  paragraph  be- 
ginning with  the  words  "In  using  the  per- 
centage method  with  respect  to  wages 
paid  on  or  after  January  1.  1946,"  im- 
mediately after  the  expression  "January 
1.  1946,"  which  occurs  twice  in  such 
paragraph,  the  expression  "and  before 
May  1.  1948,". 

(B)  By  inserting  immediately  preced- 
ing the  paragraph  beginning  with  the 
words  "Where  the  withholding"  the  fol- 
lowing : 

In  using  the  percentage  method  with 
respect  to  wages  paid  on  or  after  May 
1,  1948.  reference  must  be  made  to  the 
percentage  method  withholding  table  In 
section  1622  (b)  (1)  as  amended  by  the 
Revenue  Act  of  1948.  The  steps  in  com- 
puting the  tax  under  such  method  with 
respect  to  wages  paid  on  or  after  May 
1,  1948,  are  summarized  as  follows: 

Step  1 :  Multiply  the  amount  of  one  with- 
holding exemption  by  the  number  of  exemp- 
tions claimed  by  the  employee. 

Step  2:  Subtract  the  amount  determined 
in  step  1  from  the  employee's  wages. 

Step  3:  Multiply  the  dUIerence  by  0.15. 

The  result  is  the  amount  of  tax  to  be 
withheld. 

Example.  After  April  30,  1948.  an  em- 
ployee has  a  weekly  payroll  period,  for  which 
he  la  paid  $75.  and  has  In  effect  a  withhold- 
ing certificate  claiming  ll-ree  exemptions. 
His  employer,  using  the  percentage  method, 
computes  the  tax  to  be  withheld  as  follows: 

Step  1: 

Amount  of  one  withholding  exemp- 
tion  $13.00 

Multiplied  by  number  of  exemp- 
tions claimed  on  Form  W-4 X3 

Total  withholding  exemptions.     39. 00 

Step  2: 

Total  wage  payment 75.00 

Less  amount  determined  In  step  1.     39.  00 

Balance  subject  to  tax. 36.00 

Step  3: 
Tax  to  be  withheld  (balance  multi- 
plied by  0.15) 6.40 

Par.  3.  Section  405.202,  as  amended  by 
Trea-sury  Decision  5492,  is  further 
amended  as  follows: 

(A)  By  inserting  Immediately  after 
Example  (4)  in  paragraph  (a)  the  fol- 
lowing: 

Example  5.  After  April  30.  1948,  Employee 
E  Is  paid  wages  and  has  a  weekly  payroll 
period.  The  number  of  withholding  exemp- 
tions claimed  by  E  Is  two.  E's  wages  are 
determined  at  the  rate  of  $120  per  hour. 
During  a  certain  payroll  period  he  works  40 
hours  and  earns  $48.  In  computing  the  tax, 
the  amount  of  two  withholding  exemptions, 
or  $26,  is  allowable,  and  the  balance  of  $22 
la  subject  to  tax. 

Example  6.  After  April  30,  1948,  Em- 
ployee P  Is  paid  wages  and  has  a  weekly 
payroll  period.    The  number  of  withholding 
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exemptions  claimed  by  P  is  zero.  P's  wages 
are  determined  at  the  rate  of  $10  per  day. 
During  a  certain  week  F  worked  only  two 
days  and  resigned.  The  tax  Is  computed  on 
the  entire  amount  of  $20.  » 

(B)  By  striking  from  the  next  to  the 
last  sentence  of  the  example  In  para- 
graph (b)  the  words  "or  a  sub.sequent 
year"   and  inserting  In  lieu  thereof  ", 

1947.  or  before  May  1  In  1948". 

I C )  By  Inserting  immediately  after  the 
last  sentence  of  such  example  in  para- 
graph ibi  the  following:  "If.  however, 
the  wages  were  paid  on  or  after  May  1, 

1948,  the  amount  of  the  withholding  ex- 
emption allowable  for  the  12-day  period 
In  computing  the  tax  at  the  15  percent 
rate  Is  $43.20  «12x  <2x$1.80  > ) ." 

(D>  By  inserting  after  Example  t2) 
In  paragraph  (c)  the  following: 

Example  3.  On  April  1.  1948.  Q  was  em- 
ployed by  the  Z  Real  Estate  Co.  to  sell  real 
estate  on  a  commission  basis,  commissions 
to  be  paid  only  upon  consummation  of  sales. 
The  number  of  withholding  exemptions  is 
one.  On  May  20.  1948,  C  rec#ved  a  commis- 
sion of  $300.  Again  on  June  15.  1948,  C 
received  a  commission  of  $400.  The  amount 
of  the  withholding  exemption  in  respect  of 
the  commission  paid  on  May  20  is  $90 
($1.80>50).  In  respect  of  the  commission 
paid  on  June  15  the  amount  of  the  withhold- 
ing exemption  Is  $46.80  ($180x26). 

(E)  By  Inserting  Immediately  after 
Example  (4)  in  paragraph  'd)  the  fol- 
lowing; 

Example  5.  After  May  1,  1948.  an  employee 
having  a  dally  payroll  period  Ift  paid  wages 
of  $12  per  day.  The  nymber  of  withholding 
exemptions  claimed  by  such  employee  is 
one.  The  amount  of  each  such  dally  wage 
payment  subject  to  withholding  Is  $10  2C 
($12.00-  $1,801. 

Example  €.  An  employee  works  for  a  cer- 
tain employer  for  4  days  and  after  April  30, 
1948.  he  Is  paid  $36.  The  number  of  with- 
holding exemptions  claimed  by  the  employee 
Is  two.  The  amount  of  the  withholding 
exemption  allowable  is  $14.40  (4X$360). 

iP)  By  In-'ierting  immediately  after 
"January  1,  1946. '  in  the  next  to  the  last 
sentence  of  the  paragraph  in  paragraph 
(d)  which  begins  with  the  words  "To 
Illustrate",  the  words  "and  before  May  1, 
1948,". 

<G)  By  inserting  at  the  end  of  such 
paragraphin  paragraph  (d)  beginning 
with  the  words  'To  illustrate"  the  follow- 
ing: "Under  the  same  set  of  facts.  If  the 
wages  are  paid  on  or  after  May  1,  1948, 
the  amount  of  the  withholding  exemp- 
tion is  $26  i2x$13)." 

Par.  4.  Section  405.203.  as  amended  by 
Treasury  Decision  5492,  is  further 
amended  as  follows: 

I  A)  By  Inserting  immediately  after 
"January  1,  1946,"  in  the  last  sentence 
of  paragraph  (a)  the  words  "and  before 
May  1,  1948,". 

<B>  By  inserting  at  the  end  of  para- 
graph (a)  the  following:  "With  respect 
to  wages  paid  on  or  after  May  1,  1948, 
the  wage  bracket  tables  contained  in  sec- 
tion 1622  <c)  as  amended  by  the  Revenue 
Act  of  1948  are  to  be  used." 

(C>  By  striking  "or  a  subsequent  year" 
from  the  last  sentence  of  the  example  in 
paragraph  ^O  and  in.serting  in  lieu 
thereof  ".  1947,  or  before  May  1  in  1948". 

(D)  By  Inserting  immediately  after 
such  la;;t  sentence  in  paragraph  (c)  the 
following:  "If.  however,  the  wages  were 
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paid  on  or  after  May  1,  1948,  the  tax 
required  to  be  withheld  under  the  table 
applicable  to  a  mLscellaneous  period 
would  be  $0.60  multiplied  by  the  number 
of  days  In  such  period  or  $7.20  for  the 
12-day  period." 

(E)  By  Inserting  immediately  after 
Example  (2)  in  paragraph  (d)  the  fol- 
lowing : 

Example  3.  On  April  1.  1948.  C  Is  hired  by 
the  Z  Real  Estate  Co.  to  sell  real  estate  on 
a  commission  basis,  commissions  to  be  paid 
only  upon  consummation  of  sales.  The  num- 
ber of  withholding  exemptions  claimed  by 
C  Is  one.  On  May  20.  1948,  C  received  a  com- 
mission of  $300.  Again  on  June  15.  1948,  C 
received  a  commission  of  $100.  Under  the 
wage  bracket  method,  the  amount  of  tax 
to  be  deducted  and  withheld  In  respect  of 
the  commission  paid  on  May  20  Is  $32.50, 
which  amount  Is  obtained  by  multiplying 
$0.65  (tax  under  wage  bracket  table  for  a 
daily  or  a  miscellaneous  payroll  period  where 
wages  are  as  least  f6.00  but  less  than  $6.25 
a  day)  by  50  (number  of  days  elapsed):  and 
the  amount  of  tax  to  be  withheld  with  re- 
spect to  the  commission  paid  on  June  15 
Is  $52.  which  amount  Is  obtained  by  multi- 
plying $2  00  (tax  under  wage  bracket  table 
for  a  dally  or  a  ml.'-cellaneous  payroll  period 
where  wages  are  at  least  $15.00  but  less 
than  $15.50  a  day)  by  26  (number  of  days 
elapsed ) . 

(F)  By  inserting  immediately  after 
Example  (4)  in  paragraph  (e)  the  fol- 
lowing: 

Example  5.  After  April  30,  1948.  an  em- 
ployee having  a  daily  payroll  period  Is  paid 
wages  of  $7  per  day.  The  number  of  with- 
holding exemptions  claimed  by  the  employee 
is  one.  Under  the  table  applicable  to  a  dally 
payroll  period,  the  amount  of  tax  to  be  de- 
ducted and  withheld  from  each  such  pay- 
ment of  wages  Is  $0  80. 

Example  6.  During  1948  an  Individual  la 
hired  for  four  days  and  on  or  after  May  1, 
1948.  he  Is  paid  wages  of  $36  The  number 
of  withholding  exemptions  claimed  by  him  Is 
two.  The  amount  of  tax  to  be  deducted  and 
withheld  under  the  wage  bracket  method  is 
$3.20  (4  X  $0.80) 

(G)  By  striking  out  the  last  sentence 
of  paragraph  (f)  and  inserting  in  lieu 
thereof  the  following:  "Thus,  with  re- 
spect to  wages  paid  on  or  after  May  1, 
1948.  if  the  payroll  period  of  an  employee 
is  weekly  and  the  wage  payment  of  such 
employee  Is  $255  25  the  employer  may 
compute  the  15  percent  of  the  excess  over 
$200  as  If  the  excess  were  $55  instead 
of  $55.25." 

Par.  5.  There  is  Inserted  immediately 
preceding  §  405.205  the  following: 

Stc.  202.  Technical  amendments.  (Reve- 
nue Act  of  1948.  Title  H.) 

•  •  •  •  • 

(b)  Withholding  exemptiovs — d)  In  gen- 
eral. Section  1622  (h)  (1)  of  the  Internal 
Revenue  Code  is  hereby  amended  to  read  as 
follows: 

(1)  In  general.  An  employee  receiving 
wages  shall  on  any  day  be  entitled  to  the 
following  withholding  exemptions: 

(A)  An  exemption  for  himself. 

(B)  One  additional  exemption  for  himself 
if,  on  the  basis  of  facts  existing  at  the  begin- 
ning of  such  day,  there  may  reasonably  be 
expected  to  be  allowable  an  exemption  under 
section  25  (b)  (1)  (B)  (1)  (relating  to  old 
age)  for  the  taxable  year  under  Chapter  1  In 
respect  of  which  amounts  deducted  and  with- 
held under  this  subchapter  in  the  calendar 
year  in  which  such  day  falls  are  allowed  as  a 
credit. 
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(C)  One  additional  exemption  for  himself 
if,  on  the  basis  of  facts  existing  at  the  begin- 
ning of  such  day,  there  may  reasonably  be 
expected  to  be  allowable  an  exemption  under 
section  25  (b)  (1)  (C)  (1)  (relating  to  the 
blind)  for  the  taxable  year  under  Chapter  1 
in  respect  of  which  amounts  deducted  and 
withheld  under  this  subchapter  In  the  cal- 
endar year  In  which  such  'lay  falls  are  allowed 
as  a  credit. 

(D)  If  the  employee  Is  married,  any  exemp- 
tion to  which  his  spouse  Is  entitled,  or  would 
be  entitled  If  such  spouse  were  an  employee 
receiving  wages,  under  subparagraph  (A), 
(B) ,  or  (C) ,  but  only  if  such  spouse  does  not 
have  In  effect  a  withholding  exemption  cer- 
tificate claiming  such  exemption. 

(E)  A.I  exemption  for  each  individual  with 
respect  to  whom,  on  the  basis  of  facts  exist- 
ing at  the  beginning  of  such  day,  there  may 
reasonably  be  expected  to  be  allowable  an 
exemption  under  .ectlon  25  (b)  (1)  (D)  for 
the  taxable  year  under  Chapter  1  In  respect 
of  which  amoTIhts  deducted  and  withheld 
under  this  subchapter  In  the  calendar  year 
In  which  such  day  falls  are  allowed  as  a 
credit. 

(2)  Status  determination  date.  In  the 
case  of  an  Individual  entitled  to  an  addi- 
tional withholding  exemption  under  section 
1622  (h)  (1)  of  the  Internal  Revenue  Code 
by  reason  of  the  amendment  made  thereto  by 
paragraph  (1)  of  this  subsection,  the  term 
"status  determination  date"  as  used  In  sec- 
tion 1622  (h)  (3)  (Bi  c^  such  Code  Includes 
also  the  ninetieth  day  after  the  date  of  the 
enactment  of  this  Act. 

*  •  •  •  • 

Sec.  201.  Additional  credits  against  net 
income  for  normal  tax  and  surtax.  (rev- 
enue Act  of  1948.  Title  11.) 

Paragraphs  (1)  and  (2)  of  section  25  (b) 
of  the  Internal  Revenue  Code  are  hereby 
ameni^lert  to  read  as  follows: 

(I)  Credits.  There  shaU  be  allowed  for 
the  purposes  of  both  the  normal  tax  and  the 
surtax,  the  following  credits  against  net 
Income : 

(A)  An  exemption  of  $600  for  the  tax- 
payer: and  an  additional  exemption  of  $600 
for  the  spouse  of  the  taxpayer  if  a  separate 
return  Is  made  by  the  taxpayer,  and  If  the 
spouse,  for  'he  calendar  year  In  which  the 
taxable  year  of  the  taxpayer  begins,  has  no 
gross  Income  and  Is  not  the  dependent  of 
another  taxpayer; 

(B)  (1)  An  additional  exemption  of  $600 
for  the  taxpayer  if  he  has  attained  the  age 
of  65  before  the  close  of  his  taxable  year; 
and 

(II)  An  additional  exemption  of  $600  for 
the  spouse  of  the  taxpayer  If  a  separate  re- 
turn Is  made  by  the  taxpayer,  and  If  the 
spouse  has  attained  the  age  of  65  before  the 
close  of  such  taxable  year,  and,  for  the 
calendar  year  in  which  the  taxable  year  of 
the  taxpayer  begins,  has  no  gross  Income  and 
is  not  the  dependent  of  another  taxpayer: 

(C)  (1)  An  additional  exemption  of  $C00 
for  the  taxpayer  if  he  is  blind  at  the  close 
of.  his  taxable  year;  and 

(11)  An  additional  exemption  of  $600  for 
the  spouse  of  the  taxpayer  If  a  separate 
return  Is  made  by  the  taxpayer,  and  If  the 
spouse  is  blind  and,  for  Uie  calendar  year 
In  which  the  taxable  year  of  the  taxpayer 
begins,  has  no  gross  Income  and  is  not  the 
dependent  of  another  taxpayer.  For  the 
purposes  of  this  clause  the  determination  of 
whether  the  spouse  Is  blind  shall  be  made 
as  of  the  close  of  the  taxable  year  of  the 
taxpayer,  unless  the  spouse  dies  during  such 
taxable  year,  in  which  case  fruch  determina- 
tion shall  be  made  as  of  the  time  of  such 
death; 

(ill)  For  the  purposes  of  this  fubparr graph 
an  Individual  is  blind  only  If  either:  his 
central  visual  acuity  does  not  exceed  20  200 
In  the  better  eye  with  correcting  lenses,  or 
his  visual  acuity  Is  greater  th:iii  20  200  but 
Is  accompanied  by  a  limitation  in  the  fields 
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of  vision  such  that  the  widest  diameter  of 
the  visual  field  subtends  an  angle  no  greater 
than  20  degrees; 

(D)  An  exemption  of  $600  for  each  depend- 
ent whose  gross  Income  for  the  calendar  year 
In  which  the  taxable  year  of  the  taxpayer 
begins  Is  less  than  $500.  except  that  the 
exemption  shall  not  be  allowed  In  respect  of 
a  dei>endent  who  has  made  a  Joint  return 
with  his  spouse  under  section  51  for  the  tax- 
able year  beginning  In  such  calendar  year. 

(2)  Determination  of  status.  For  the  pur- 
poses of  this  subsection — 

(A)  the  determination  of  whether  an  In- 
dividual Is  married  shallbe  made  as  of  the 
close  of  his  taxable  year,  unless  his  spouse 
dies  during  his  taxable  year,  In  which  case 
such  determination  shall  be  made  as  of  the 
time  of  such  death;  and 

(B)  an  Individual  legally  separated  from 
his  spouse  under  a  decree  of  divorce  or  of 
separate  maintenance  shall  not  be  consid- 
ered as  married. 

Sec.  203.  Taxable  tears  to  which  amend- 
MEi^s  APPLICABLE.  (Reveuue  Act  of  1948, 
Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31,  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948,  see  section  601. 

Par.  6.  Section  405.205.  as  amended  by 
Tii^asury  Decision  5492.  is  further 
amended  as  follow*: 

•(A)  By  inserting  immediately  after 
the  paragraph  beginning  with  the  words 
"The  number  of  exemptions"  the  follow- 
ing: "With  respect  to  wages  paid  on  or 
after  May  1,  1948.  the  number  of  exemp- 
tions to  which  an  employee  is  entitled  on 
any  day  depends  also  on  his  status  as  to 
old  aye  and  blindness." 

(B)  By  inserting  after  the  paragraph 
beginning  with  fhe  words  "A  single  per- 
son" the  following:  "With  respect  to 
wages  paid  on  or  after  May  1,  1948.  a 
single  person  may  also  be  entitled  to 
withholding  exemptions  for  old  age  and 
blindness,  as  explained  below." 

(C>  By  inserting  immediately  after 
the  paragraph  beginning  with  the  words 
"A  married  person"  the  following:  'With 
^  respect  to  wages  paid  on  or  after  May  1, 
1948,  a  married  person  may  also  be  en- 
titled to  withholding  exemptions  for  him- 
self and  for  his  spouse  because  of  old  age 
or  blindness,  as  explained  below." 

(D>  By  striking  "For"  from  the  first 
sentence  of  the  paragraph  beginning 
with  the  words  "For  the  purpose  of  deter- 
mining" and  inserting  in  lieu  thereof 
"With  respect  to  wages  paid  before  May 
1.  1948,  for". 

(E'  By  inserting  immediately  preced- 
ing the  paragraph  beginning  with  the 
words  "Subject  to"  the  following  para- 
graph: 

With  respect  to  wages  paid  on  or  after 
May  1.  1948,  for  the  purpose  of  determin- 
ing the  number  of  withholding  exemp- 
tions to  which  an  employee  is  entitled  for 
him.self  and  his  spouse  on  any  day.  the 
employee's  status  as  a  single  person  or  a 
married  person  and.  If  married,  whether 
a  withholding  exemption  is  claimed  by 
his  spouse  shall  be  determined  as  of  such 
day.  but.  In  the  case  of  a  married  person, 
the  withholding  exemption  for  his  spouse 
may  be  claimed  by  him  for  that  portion 
of  the  taxable  year  which  occurs  after 
the  spouse's  death.  For  example,  a  mar- 
ried employee  on  a  calendar  year  basis 
having  no  dependents  has  in  effect  a 
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withholding  exemption  certificate  claim- 
ing one  exemption  for  himself  and  one 
for  his  wife.  On  May  3,  1948.  his  wife 
dies.  On  May  4.  1948.  the  employee  may 
continue  to  claim  his  wife's  withholding 
exemption.  Accordingly,  he  is  not  re- 
quired to  file  a  new  withholding  exemp- 
tion certificate  until  December  1,  1948. 

(P)   By  inserting  at  the  end  thereof 
the  following: 

If  an  employee  will  have  attained  65 
years  before  the  end  of  the  taxable  year 
he  may  claim  an  additional  withholding 
exemption  on  account  of  age  with  respect 
to  wages  paid  on  or  after  May  1,  1948. 
If  the  employee's  spouse  will  have  at- 
tained 65  years  before  the  end  of  such 
employee's  taxable  year  and  such  spouse 
has  no  withholding  exemption  certificate 
in  effect  claiming  such  exemption,  the 
employee  may  also  claim  an  additional 
withholding  exemption  on  account  of  age 
with  respect  to  wages  paid  on  or  after 
May  1,  1948.    If  the  employee  is  blind,  he 
may  claim  an  additional  withholding  ex- 
emption  for  blindness  with  respect  to 
wages  paid  on  or  after  May  1.  1948.    If 
the  employee's  spouse  is  blind  and  has  no 
withholding  exemption  certificate  in  ef- 
fect claiming  such  exemption,  the  em- 
ployee may  al.so  claim  an  additional  with- 
holding  exemption   for   blindne.ss    with 
respect  to  wages  paid  on  or  after  May  1. 
1948.    If  both  husband  and  wife  are  em- 
ployees receiving  wages  subject  to  with- 
holding and  the  wife  is  over  the  age  of 
65  and  has  in  effect  a  withholding  ex- 
emption  certificate   claiming   only   one 
exemption,  then  her  husband  may  claim 
one  exemption  for  her  on  his  certificate. 
For  the  purposes  of  claiming  a  with- 
holding exemption  for  blindne.ss.  an  in- 
dividual shall  be  considered  blind  only 
If  either  his  central  vi.sual  acuity  does  not 
exceed  20/200  in  the  better  eye  with  cor- 
recting  lenses   or   his   visual   acuity   is 
greater  than  20  200  but  is  accompanied 
by  a  limitation  in  the  fields  of  vision  such 
that  the  widest  diameter  of  the  visual 
field  subtends  an  angle  no  greater  than 
20  degrees. 

Par.  7.  Section  405.206.  as  amended  by 
Treasury  Decision  5492.  is  further 
amended  by  in.serting  immediately  after 
"dies"  in  paragraph  (a)  "before  January 
1.  1948  ". 

Par.  8.  Section  405  207  is  amended  by 
inserting  immediately  after  the  sentence 
beginning  with  the  words  "For  the  pur- 
poses" the  following:  "The  additional 
status  determination  date  provided  by 
the  Revenue  Act  of  1948  for  employees 
claiming  the  exemption  for  age  or  blind- 
ness coincides  with  a  regular  determina- 
tion date,  namely.  July  1.  1948." 

Par.  9.  Section  405.209.  as  amended  by 
Treasury  Decision  5492.  is  further 
amended  as  follows: 
■  (A)  By  Inserting  In  the  second  .sen- 
tence thereof  immediately  after  "paid" 
the  expre.ssion  "before  May  1.  1948'. 

(B>  By  inserting  immediately  after 
Example  (4)  in  paragraph  (a)  the  fol- 
lowing: 

With  respect  to  wages  paid  on  or  after 
May  1.  1948.  the  rules  for  supplemental 
wages  set  forth  above  are  also  applicable, 
but  il  tax  has  been  withheld  from  the 


employee's  regular  wages,  an  alternative 
method  may  be  used.  Under  this  method, 
the  employer  may  determine  the  tax  to 
be  withheld  from  supplemental  wages  by 
uslhg  a  flat  rate  of  15  percent  without 
allowance  for  exemption  and  without 
reference  to  any  regular  payment  of 
wages. 

(53  Stat.  467;  26  U.  S.  C.  3791) 

fSEALl  Geo.  J.  Schoeneman. 

Commissiojier  of  Internal  Revenue. 

Approved:  January  7,  1949. 

Thomas  J   Lynch. 

Acting  Secretary  of  the  Treasury. 

Jan.    18.    1919; 


|F.    R.    EKjc. 


49-484;    Filed. 
8:55  a.  m.l 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 

Federal  Security  Agency 

Part  72 — Interstate  Quarantine 

lather  brushes 

Section  72.21  is  amended  to  read  as 
follows: 

§  72.21  Lather  brushes — <a>  General 
requirements.  A  person  shall  not  trans- 
port, or  offer  for  transportation  by  the 
owner  or  operator  of  a  conveyance,  nor 
shall  the  owner  or  operator  of  a  con- 
veyance knowingly  transport  for  another 
person,  in  interstate  traffic  lather  brushes 
made  from  animal  hair  or  bristles  im- 
less: 

(D  Such  brushes  have  been  imported 
in  compliance  with  the  provisions  of 
§  71.151  of  this  chapter;  or 

( 2 1  Such  bru.shes  have  been  manufac- 
tured in  the  United  States.  Its  territories, 
or  po.sse.ssions  in  compliance  with  the 
provisions  of  paragraphs  <b).  (c),  (d). 
(e).  and  (f  >  of  this  section. 

(ij)  Treatment.  The  hair  or  bristles 
used  in  such  brashes,  if  other  than 
badger  hair,  shall  be  subjected  to  sterili- 
zation or  to  a  treatment  found  by  the 
Surgeon  General,  upon  application  of  an 
interested  person  and  the  submission  by 
such  person  of  supporting  data,  to  be  ef- 
fective to  destroy  anthrax  spwes  in  the 
hair  or  bristles  to  be  treated.  Badger 
hair  shall  be  subject  to  the  requirement 
of  sterilization  or  other  treatment  only  If 
the  Siu-geon  General  finds,  and  so  noti- 
fies the  manufacturer,  that  the  hair  was 
secured  from  areas,  or  has  been  stored  or 
hafidled  under  circum.stances.  likely  to 
render  it  an  agent  in  the  spread  of  com- 
municable di.sea.ses  from  one  State  or 
po.ssession  to  another. 

(c>  Sterilization.  Sterilization  shall 
consist  of: 

( 1  •  Exposure  to  steam  under  pressure 
In  an  autoclave  at  a  minimum  temper- 
ature of  120'  C.  (248"  F.»  for  15  minutes 
for  bristles  and  20  minutes  for  hair;  or 

( 2  >  Exposure  to  streaming  steam  in  an 
autoclave  mot  under  pressure)  at  100'  C. 
(212°  F.)  for  30  minutes  for  bristles  and 
40  minutes  for  hair. 

In  either  case,  the  steam  temperature 
shall  be  measured  In  the  exhaust  line 
at  its  exit  from  the  autoclave  by  an  indi- 
cating thermometer  found  by  the  Sur- 
geon General  to  give  reasonable  assur- 
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ance  of  accuracy,  and  by  a  recording 
thermometer  adjusted  to  read  no  higher 
at  any  time  than  the  indicating  ther- 
mometer. The  time  of  exposure  shall  be 
measured  from  the  moment  at  which  the 

indicating  thermometer  reaches  the  spec- 
ified sterilization  temperature.  Record- 
ing thermometer  charts  for  each  steril- 
ization shall  be  kept  readily  available. 
The  hair  or  bristles  shall  be  steri- 
lized in  tied  or  wrapped  bundles  not  ex- 
ceeding 2  "2  inches  in  diameter  and  5 
inches  in  length,  or  in  untied  and  un- 

-  wrapped  lots  not  exceeding  2'i2  Inches 
In  depth.  The  bundles  or  lots  shall  be 
placed  on  racks  or  trays  in  single  layers, 
with  the  racks  or  trays  separated  from 
each  other  sufficiently  to  a.ssure  free  cir- 
culation of  the  steam  and  the  exposure 
of  all  the  hair  or  bristles  to  such  steam. 
If  the  hair  or  bristles  are  placed  In  the 
autoclave  in  wrapped  bundles,  the  ends 
of  the  bundles  shall  be  left  open. 

(d»  Handling  and  storage.  Hair  or 
bristles  which  have  been  treated,  by  ster- 
ilization or  otherwise,  shall  be  marked 
with  the  date  of  treatment,  the  method 
used,  and  name  and  location  of  the 
establishment  at  which  treatment  oc- 
curred,  and   shall   be   so   handled   and 
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stored  as  to  prevent  their  contamination 
or  recontamlnation  with  anthrax  spores. 

(e)  Identifying  marks.  Lather  brush- 
es shall  be  marked  permanently  with  the 
name  of  the  manufacturer  or  with  an 
identifying  mark  of  the  manufacturer 
registered  with  the  Surgeon  General. 

(f)  Inspection.  Persons  engaged  in 
processing  or  other  handling  of  hair  or 
bristles  for  use  in  lather  brushes  manu- 
factured for  transportation  in  interstate 
traflSc  and  persons  engaged  in  manufac- 
turing such  lather  brushes  from  hair  or 
bristles  shall  permit  authorized  repre- 
sentatives of  the  Surgeon  General  to 
make  at  any  rea.sonable  time  such  in- 
spection of  the  plants  or  other  places. 
Including  the  equipment,  operations,  and 
products  thereof,  at  which  such  manu- 
facturing, processing  or  handling  is  car- 
ried on  as  may  be  necessary  in  the 
judgment  of  such  repre.sentatives  to  de- 
termine compliance  with  the  provisions 
of  this  section. 

The  foregoing  amendment,  further  im- 
plementing the  provisions  of  section  361 
of  the  Public  Health  Service  Act.  58  Stat. 
703;  42  U.  S.  C.  264.  is  issued  for  the 
purpose  of  preventing  the  spread  of  com- 
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munlcable  disesises  from  one  State  or 
possession  to  another  insofar  as  the  dan- 
ger of  such  spread  arises  from  the  sani- 
tary conditions  under  which  lather 
brushes  are  manufactured  and  hair  and 
bristles  used  in  the  manufacture  thereof 
are  stored  and  handled.  Notice  of  pro- 
posed rule  making  in  connection  with 
this  amendment  was  published  in  the 
Federal  Register  on  November  19.  1948 
( 13  F.  R.  6816  > ,  and  the  hearing  referred 
to  therein  was  held  at  the  announced 
time  and  place. 

Effective  date.  The  foregoing  amend- 
ment shall  become  effective  thirty  days 
after  its  publication  in  the  Federal  Reg- 
ister. 

(Sec.  361.  58  Stat.  703;  42  U.  S.  C.  264) 

Dated:  January  11,  1949. 

[seal]  Leonard  a.  Scheele, 

Surgeon  General. 

Approved:  January  13.  1949. 

Oscar  R.  Ewing, 

Federal  Security  Administrator. 

IF.    R.    Doc.    49-451;    Filed.    Jan.    18.    1949; 
8:46  a.  m.) 
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St.  Croix  Power  Co. 

notice  of  order  approving  and  directing 
disposition  of  amounts  classified  in 
electric  plant  adjustments 

January  13, 1949. 
Notice  is  hereby  given  that,  on  Janu- 
ary 13.  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  12. 
1949.  approving  and  directing  disposi- 
tion of  amounts  clas.sified  in  Account  107. 
Electric  Plant  Adjustments,  in  the  above- 
designated  matter. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


|F.    R.    Doc.    49-448;    Filed,    Jan.    18,    1949; 
8.46  a.  m.l 


South  Penn  Power  Co.  and  Interstate 
^  Light  and  Power  Co. 

NOTICE  OF  ORDERFAPPROVING  AND  DIRECTING 
DISPOSITION  OF  AMOUNTS  CLASSIFIED  IN 
ELECTRIC  PLANT  ACQUISITION  ADJUST- 
MENTS. AND  ELECTRIC  PLANT  ADJUSTMENTS 

January  13. 1949. 
Notice  is  hereby  given  that,  on  Janu- 
ary 13.  1949.  the  Federal  Power  Commis- 
sion Issued  its  orders  entered  January  12. 
1949.  approving  and  directing  disposi- 
tion of  amounts  classified  In  Account 
100.5.  Electric  Plant  Acquisition  Adjust- 
ments, and  Account  107.  Electric  Plant 
Adjustments,  in  the  above-designated 
matters. 


[SXALl 


Leon  M.  Fuquay, 
Secretary. 


I  P.    R.    Doc.    49  449;    Filed,    Jan.    18.    1949; 
8:46   a.  m.J 

No.  13 2 


NOTICES 


(Docket  No.  E-61801 
Duke  Power  Co. 

NOTICE  of  AMENDMENT  TO  APPLICATION 

January  12,  1949. 
Notice  is  hereby  given  that  on  Janu- 
ary 11.  1949.  an  amendment  to  the  ap- 
plication <  notice  of  original  application 
was  published  on  December  2.  1948.  13 
F.  R.  7373)  was  filed  with  the  Federal 
Power  Commission,  pursuant  to  section 
204  of  the  Federal  Power  Act,  by  Duke 
Power  Company,  seeking  an  order  au- 
thorizing the  i-ssuance  and  sale  at  com- 
petitive bidding  of  $40,000,000  principal 
amount  of  new  series  of  First  and  Re- 
funding Mortgage  Bonds %  Series 

due  1979.  to  be  dated  as  of  February  1. 
1949.  to  be  issued  on  or  about  February 
15.  1949.  and  to  be  due  February  1.  1979. 
The  Interest  or  dividend  rate  of  the  pro- 
posed bonds  will  be  determined  at  a  later 
date.  The  bonds  are  to  be  Issued  under 
the  provisions  of  an  indenture  to  the 
Guarantee  Trust  Company  of  New  York, 
as  heretofore  supplemented  and  as  to  be 
supplemented  and  modified  by  a  Supple- 
mental Indenture  to  be  dated  as  of  Feb- 
ruary 1,  1949:  all  as  more  fully  appears 
in  the  application  on  file  with  the  Com- 
mission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  31st 
day  of  January  1949.  file  with  the  Fed- 
eral Power  Commission,  Washington  25, 
D.  C,  a  petition  or  protest  in  accord- 
ance with  the  Commission's  rules  of 
practice  and  procedure. 


[SEAL] 


Leon  M 


Fuquay. 
Secretary. 


IP.   B.    Doc.    49-450:    Piled.    Jan.    18.    1949; 
8:4G  a.  m.] 


[Docket  No.  G-11471 

Panhandle  Eastern  Pipe  Line  Co.  and 
HuGOTON  Production  Co. 
order  postponing  hearing 

January  13.  1949. 

Coun.sel  for  Panhandle  Eastern  Pipe 
Line  Company  and  Commission's  staff 
counsel  having  jointly  requested  that  the 
hearing  in  this  matter,  heretofore  set  for 
January  24, 1949.  be  postponed  as  herein- 
after provided. 

The  Commission  orders: 

The  hearing  in  this  matter  now  set  to 
commence  on  January  24,  1949.  be  and 
the  same  is  hereby  postponed  to  com- 
mence at  10:00  a.  m.  (e.  s.  t.)  on  Febru- 
ary 7.  1949.  in  the  Hearing  Room  of  the 
Federal  Power  Commission,  1800  Penn- 
sylvania Avenue  NW.,  Washington,  D.  C. 

Date  of  issuance:  January  13.  1949. 

By  the  Commission. 

[seal!  Leon  M.  Fuquay. 

Secretary. 

[P.    R.    Doc.    49-447;    Filed.    Jan.    18.    1949; 
8:46  a.  m.] 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Office  of  the  Administrator 

Assistant  Administrator  for  Lanham  Act 
Functions 

delegation  of  authority 

The  Assistant  Administrator  for  Lan- 
ham Act  Functions  is  hereby  delegated 
the  power  to  execute  documents  relating 
to  termination,  disposition,  the  adoption 
of  occupancy  eligibility  standards,  and 
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other  actions  (except  transfers  of  juris- 
diction from  the  Housing  and  Home 
Finance  Agency  to  the  Departments  of 
the  Army.  Navy,  or  Air  Force  pursuant 
to  section  4  of  the  Lanham  Act,  as 
•amended  <54  Stat.  1127.  as  amended;  42 
U.  S.  C.  1524))  affecting  housing  con- 
structed or  acquired  under  the  Lanham 
Act,  as  amended  (54  Stat.  1125,  as  amend- 
ed: 42  U.  S.  C.  1521),  Public  Law  781, 
76th  Congress  <54  Stat.  883'.  and  Public 
Laws  9.  73,  and  353.  77th  Congress  <55 
Stat.  14.  198.  818). 

Issued  this  19th  day  of  January.  1949. 

[seal]  Raymond  M.  Foley. 

Administrator. 

I  P.    R.    Doc.    49-474;    Filed.    Jan.    18,    1949; 
8:50  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70  2031) 

Kentucky  Utilities  Co. 
notice  of  filing 

At  a  regular  session  of  the  Securi- 
ties and  Exchange  Commission  held  at 
Its  ofiBce  in  the  city  of  Washington.  D.  C, 
on  the  13th  day  of  January  A.  D.  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935.  by  Kentucky  Util- 
ities Company  ("Kentucky"),  a  regis- 
tered holding  company,  and  a  subsidiary 
of  The  Middle  West  Corporation,  also  a 
registered  holding  company.  The  de- 
clarant has  designated  sections  6(a)  and 
7  of  the  act  and  Rule  U-50  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

Notice  Ls  further  given  that  any  Inter- 
tvted  person  may,  not  later  than  Janu- 
ary 24.  1949,  at  5:30  p.  m.,  e.  s.  t.,  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  Issues,  if  any.  of  fact 
or  law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quet  should  be  addressed  to  the  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, 425  Second  Street  NW.,  Washington 
25.  D.  C.  At  any  time  after  January  24. 
1949.  said  declaration,  as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  un- 
der the  act  or  the  Commission  may  ex- 
empt such  transactions  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration,  which  is  on  file  in  the 
offices  of  the  Commission,  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  .summarized  as  follows: 

Kentucky  proposes  to  Issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $10,000,000 
principal  amount  of  its  First  Mortgage 

B'jnds.  Series  B ''c  due  1979.     The 

bonds  are  to  be  issued  under  and  se- 
cured by  Kentucky's  present  Indenture 
dated  May  1.  1947  and  a  Supplemental 
Indenture  to  be  dated  January  1,  1949. 


NOTICES 

The  declaration  states  that  proceeds 
from  the  sale  of  the  bonds,  exclusive  of 
accrued  interest  and  premium  thereon, 
will  be  used  to  pay,  or  reimburse  the 
company  for,  the  cost  of  additions,  ex- 
tensions, and  Improvements  to  Its  proi>- 
ertles  and  to  retire  outstanding  loans  In 
the  principal  amount  of  $1,500,000. 

Kentucky's  expenses  in  connection 
•with  the  proposed  transactions  are  esti- 
mated at  $41,000.  exclusive  of  charges, 
including  legal  fees,  to  be  made  by  the 
system  service  company.  The  amount 
of  such  charges  will  be  supplied  by 
amendment. 

It  is  represented  by  declarant  that  no 
Federal  commission,  other  than  this 
Commission,  has  jurisdiction  over  the 
proposed  transactions,  and  that  appro- 
priate applications  will  be  made  to  the 
Public  Service  Commission  of  Kentucky 
and  the  Railroad  and  Public  Utilities 
Commission  of  Tennessee,  the  only  State 
commissions  having  or  claiming  to  have 
jurisdiction  over  the  proposed  trans- 
actions. 

Kentucky  has  requested  that  the 
Commission's  order  be  Issued  as  soon  as 
reasonably  practicable  and  that  It  be- 
come effective  forthwith  upon  Issuance. 

By  the  Commission. 

I  SEAL]  OlVAL  L.  DuBoiS, 

Secretarp. 

IP.    R.    Doc.    49-452:    Fll«l.    Jan.    18.    1949; 
8:47  a.  ml 


(File  No.  8ia-578| 

Equity  Corp.  et  al. 
notice  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  13th  day  of  January  A.  D.  1949. 

In  the  matter  of  The  Equity  Corpora- 
tion, American  General  Corporation, 
First  York  Corporation,  Transfer  Gen- 
eral Corporation  and  Planning  and  Serv- 
ice Corporation.  File  No.  812-578. 

Notice  Is  hereby  given  that  The  Equity 
Corporation  (Equity),  American  General 
Corporation  (American  GeneraP,  First 
York  Corporation  (First  York),  and 
Planning  and  Service  Corporation 
(Pasco),  all  located  at  103  Park  Avenue, 
New  York,  New  York,  and  Transfer  Gen- 
eral Corporation  (Transfer).  No.  1  Ex- 
change Place.  Jersey  City,  New  Jersey, 
have  filed  an  application  pursuant  to 
section  17  (b)  of  the  Investment  Com- 
pany Act  of  1940  for  an  order  exempting 
from  the  provisions  of  section  17  (a)  of 
the  act,  the  purchase  by  Transfer  from 
American  General,  First  York,  Equity, 
and  Pasco  of  certain  furniture,  fixtures 
and  equipment  to  be  used  by  Transfer  In 
the  conduct  of  its  business  as  stock  trans- 
fer agent  for  the  above  named  companies 
and  their  affiliates.  The  total  purchase 
price  for  such  Vurniture,  fixtures  and 
equipment  is  to  be  $13,792.84.  Equity, 
American  General  and  First  York  are 
registered  Investment  companies  which 
are  affiliated  persons  of  each  other. 
Transfer  and  Pasco  are  affiliated  persons 
of  the  foregoing  Investment  companies. 


All  Interested  persons  are  referred  to 
said  appflication  which  is  on  file  at  the 
Washington,  D.  C.  office  of  this  Commis- 
sion for  a  more  detailed  statement  of  the 
matters  of  fact  and  law  therein  asserted. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  Issued 
by  the  Commission  at  any  time  after  Feb- 
ruary 1.  1949  unless  prior  thereto  a  hear- 
ing upon  the  application  is  ordered  by  the 
Commission  as  provided  in  Rule  N-5  of 
the  rules  and  regulations  promulgated 
under  the  act.  Any  Interested  person 
may.  not  later  than  January  28.  1949. 
at  5:30  p.  m..  e.  s.  t..  submit  in  writing 
to  the  Commission  his  views  or  any  addi- 
tional facts  bearing  upon  the  application 
or  the  desirability  of  a  hearing  thereon, 
or  request  the  Commission,  In  writing, 
that  a  hearing  be  held  thereon.  Any  such 
communication  or  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW..  Washington  25.  D.  C,  and  should 
state  briefly  the  nature  of  the  interest 
of  the  person  submitting  such  Informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
or  law  raised  by  the  application  which 
he  desires  to  controvert. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois. 

Secretary. 

[F.    R.    Doc.    49-453;    Filed.   Jsn.    18.    1949; 
8:47  a.  m.j 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORrrr:  40  Stat.  411.  85  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong.,  60  Stat.  50,  925;  60 
U.  S.  C.  and  Supp.  App.  1,  616,  E.  O.  919J, 
July  6.  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567. 
June  8.  1945.  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

(Vesting  Order  12471] 

AuausT  Fries 

In  re:  Trust  under  will  of  August  Fries, 
deceased.    File  No.  F-28-5457-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Otto  Fries,  Frau  Emilie  Wien- 
ert  and  Frau  Pauline  Schiebeler.  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  Issue,  naffies  unknown,  of 
Otto  Fries  and  the  Issue,  names  unknown, 
of  Frau  Emilie  Wlenert.  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  de<;ignated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identiOed  in  subpara- 
graphs 1  and  2  hereof  and  each  of  them, 
in  and  to  the  trust  created  under  the  will 
of  August  Fries,  deceased,  presently  being 
administered  by  Bishop  Trust  Company, 
Limited,  P.  O.  Box  2390,  Honolulu,  T.  H. 
as  tru-stee. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
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count  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
l.s.sue.  names  unknown,  of  Otto  Fries  and 
l.ssue,  names  unknown,  of  Frau  Emilie 
Wienert  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  3,  1948. 

For  the  Attorney  General. 

[seal]  David.L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-454;    Filed,    Jan.    18,    1949; 
847  a.  m.j 


[Vesting  Order  12596] 
Therese  Doerfler 


In  re:  Mortgage  participation  certi- 
ficate and  cash'  owned  by  Therese  Doer- 
fler. also  known  as  Theresa  Doerfler.  F- 
28-27977-A-l ;  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Therese  Doerfler,  also  known 
as  Theresa  Doerfler.  whose  last  known 
address  Is  Seehelm  B.  Darmstadt  Schul 
Str.  #34  A.  D.  Bugstr.  Germany.  Is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  All  rights  and  interests  evidenced 
by  one  (1)  Guaranteed  First  Mortgage 
Participation  Certificate,  issued  by  Title 
Guarantee  and  Trust  Company.  176 
Broadway.  New  York.  New  York,  guar- 
anteed by  Bond  &  Mortgage  Guarantee 
Co..  160  Broadway.  New  York.  New  York, 
bond  number  364047.  guarantee  number 
180618.  said  participation  certificate  In 
the  original  amount  of  $2,000.00.  bear- 
ing the  number  J.  301226.  registered  in 
the  name  of  Theresa  Doerfler.  together 
with  any  payments  due  or  to  become  due 
under  a  claim  arising  out  of  the  afore- 
said guarantee,  and 

b.  Cash  in  the  amount  of  $2.88,  pres- 
ently in  the  custody  of  the  Attorney 
General  of  the  United  States,  in  a  Col- 
lection Account,  Symbol  896-027, 


FEDERAL  REGISTER 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certiflcation,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31.  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-455;    Filed,    Jan.    18,    1949; 
8:47  a.  m.l 


[Vesting  Order  12603] 
City  of  Offenbach,  Germany 

In  re:  Mortgage  participations,  al- 
lowed claim  and  bank  account  owned  by 
City  of  Offenbach.  F-28-7041-A-1,  F- 
28-704 1-D-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193^  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  Tliat  the  City  of  Offenbach,  Ger- 
many, Is  a  political  subdivision  of  a  des- 
ignated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  All  rights  in,  to  and  under  thos^cer- 
tain  participating  Interests  In  bonds  and 
mortgages  of  the  Central  Hanover  Bank 
&  Trust  Company,  70  Broadway,  New 
York.  New  York,  said  participating  In- 
terests In  the  original  amounts  and  cov- 
ering the  premises  described  below: 

Premises  Fare  t^alue 

858  West  End  Ave.,  New  York,  N.  Y..  $108.  69 

594-6  Broadway.  New  York.  N.  Y 133.93 

2238  Hughes  Ave..  Bronx,  N.  Y 41.  31 

and  carried  on  the  books  of  the  afore- 
said company  for  the  account  of  City  of 
Offenbach,  account  number  A13049, 

b.  One  (1)  part  share  In  an  allowed 
claim  against  the  New  York  Title  and 
Mortgage  Co.  and/or  the  Superintendent 
of  Insurance,  160  Broadway,  New  York, 
New  York,  as  liquidator  of  the  New  York 
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Title  &  Mortgage  Co.,  arising  out  of  a 
guarantee  by  the  aforesaid  Title  and 
Mortgage  Company  of  a  mortgage  cover- 
ing the  premises  at  315-29  East  40th 
Street,  New  York,  New  York,  presently 
carried  on  the  books  of  the  Central  Han- 
over Bank  and  Trust  Company,  70  Broad- 
way, New  York  15,  New  York,  In  an 
account  entitled  City  of  Offenbach,  to- 
gether with  any  and  all  rights  In  and 
under  said  part  share  In  the  aforesaid 
allowed  claim,  including,  but  not  limited 
to,  all  rights  to  receive  any  and  all  pay- 
ments due  or  to  become  due  thereon,  and 
c.  That  certain  debt  or  other  obliga- 
tion owing  to  City  of  Offenbach,  by  Cen- 
tral Hanover  Bank  and  Trust  Company. 
70  Broadway,  New  York  15,  New  York, 
arising  out  of  a  cash  custody  account,  en- 
titled City  of  Offenbach,  maintained  at 
the  aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  a 
designated  enemy  country  (Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certiflcation,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive  Or- 
der 9193,  as  amended.  ' 

Executed  at  Washington.  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-458;    Piled,    Jan.    18,    1919; 
8:48  a.  m.] 


[Vesting  Order  12620] 
Anna  Elisabeth  Haupt 

In  re:  Rights  of  Anna  Elisabeth  Haupt 
under  Insurance  contract.  File  No.  F- 
28-116-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Anna  Elisabeth  Haupt,  who.se 
last  known  address  is  Qermany.  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  during  the  lifetime  of  said 
Anna  Elisabeth  Haupt  under  an  annuity 
contract  evidenced  by  policy  No.  575646, 
i-ssued  by  The  Guardian  Life  In.surance 
Company  of  America.  New  York.  New 
York,  to  Anna  Elisabeth  Haupt,  together 
with  the  light  to  demand,  receive  and 
collect  said  net  proceeds, 
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Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by^  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  inter- 
est. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[se.\l]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.    R.    Doc.    4&-457:    Filed,    Jan.    18,    1949; 
8:48  a.  m.| 


NOTICES 

within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determlnatlon.s  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-458;    Piled,    Jan.    18,    1949; 
8:48  a.  m.j 


(Vesting  Order  12625] 
JOTEI  KaNESHIRO 

In  re:  Rights  of  Jotei  Kane.shiro  under 
In.surance  contract.    File  No.  F-39-4264- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Jotei  Kaneshiro,  whose  last 
known  address  Is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  1  062  388, 
Issued  by  the  Sun  Life  Assurance  Com- 
pany of  Canada.  Montreal,  Quebec,  Can- 
ada, to  Mr.  Jotei  Kaneshiro,  together 
with  the  right  to  demand,  receive  and 
collect  the  net  proceeds  (including  with- 
out limitation  the  right  to  proceed  for 
collection  again.st  branch  oflBces  and  legal 
reserves  maintained  in  the  United 
States), 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 


deceased,  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  t)eing  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Elxecuted  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[  seal  ]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49-469:    Filed,    Jan.    18.    1949; 
8:48  a.  m.\ 


[Vesting  Order  12628] 
Emma  Kiechle  et  al. 

In  re:  Rights  of  Emma  Kiechle  nee 
Reisach  and  the  domiciliary  per.sonal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees,  names  unknown,  of 
An.selm  Kiechle.  deceased,  under  insur- 
ance contract.    File  No.  F-28-26881-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Emma  Kiechle  nee  Reisach. 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  uhknown,  of  An- 
selm  Kiechle,  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  148  006.  issued  by 
The  Equitable  Life  Assurance  Society  of 
the  United  States,  New  York,  New  York, 
to  Anselm  Kiechle,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Anselm  Kiechle, 


(Vesting  Order  12629) 
Alwine  Klubert 


In  re:  E.state  of  Alwine  Klubert.  de- 
ceased.    File  No.  D-2S-10529-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Paul  Frischer  and  Annie  Wei- 
bezahal,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany* ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Alwine  Klubert.  deceased, 
and  in  and  to  the  trust  created  under 
the  will  of  Alwine  Klubert.  deceased,  is 
property  payable  or  deliverable  to,  or 
claimed  by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  William  F.  Nies,  as 
executor  and  trustee,  acting  under  the 
judicial  supervision  of  the  County  Court 
of  Essex  County,  Newark,  New  Jersey; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
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dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-460;    Filed.    Jan.    18.    1949; 
8:48  a.  m.] 


(Vesting  Order  12630] 
Jenny  Kraney 


In  re:  Rights  of  Jenny  Kraney  under 
Insurance  contract.  File  Nos.  F-28-127- 
H-1.  L  H-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Jenny  Kraney,  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Gerlnany  and  a  national  of  a  desig- 
nated enemy  country  (Germany* ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  annuity  contracts  evi- 
denced by  policies  Nos.  47  648  and  49  108. 
l.ssued  by  the  New  York  Life  Insurance 
Company.  New  York.  New  York,  to  Wil- 
helmina  Mohr.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  p)erson  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant   Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    43-J31:     Filed.    Jan.    18.    1949; 
8:43  a.  m.] 


FEDERAL  REGISTER 

(Vesting  Order  126311 

TsuciYosHi  Matsuoka  and  Chikah 
Matsuoka 

In  re:  Rights  of  TsugiyoshI  Matsuoka 
and  Chikae  Matsuoka  under  Insurance 
contract.    File  No.  F-39-5455-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  la^'. 
after  investigation,  it  is  hereby  found : 

1.  That  TsugiyoshI  Matsuoka  and  Chi- 
kae Matsuoka.  whose  last  known  address 
is  Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  905296.  issued  by 
the  General  American  Life  Insurance 
Company,  St.  Louis,  Missouri,  to  Tsugi- 
yoshI Matsuoka,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Tsu- 
giyoshI Matsuoka  or  Chikae  Matsuoka. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

Por  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    4Q-462;    Piled.    Jan.    18,    1949; 
8  48  a.  m.l 


(Vesting  Order  126331 

Mrs.  Mume  Mori 
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1.  That  Mrs.  Mume  Mori,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.058,895,  is.sued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal.  Quebec.  Canada,  to 
Mrs.  Mume  Mori,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States) . 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made,^nd  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  5.  1949. 

For  the  Attorney  Geueral. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-463;    Filed.    Jan.    18,    1949; 
8:48  a.  m.l 


In  re:  Rights  of  Mrs.  Mume  Mori  un- 
der Insurance  contract.  File  No.  r>-39- 
18755-H-l, 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 


[Vesting  Order  12640] 
Otto  Pressprich  and  Marie  Pressprich 

In  re:  Trust  agreement,  dated  Decem- 
ber 12,  1910,  between  Otto  Pressprich, 
.settlor,  and  Marie  Pressprich,  trustee. 
File  No.  D-28-3853-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gabrielle  Tegetmeier  Felber. 
whose  last  known  address  is  Germany.  Is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany)  ; 

2.  That  the  issue,  names  unknown,  of 
Gabrielle  Tegetmeier  Felber  and  of  Marie 
Quita  Tegetmeier  Thomsen  Boening,  de- 
ceased, who  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  are  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 
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3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
December  12.  1910.  by  and  between  Otto 
Pressprlch.  settlor,  and  Marie  Pressprich. 
trustee,  presently  being  administered  by 
Ernest  C.  Pressprich.  trustee.  3  East  84th 
Street.  New  York.  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
Issue,  .lames  unknown,  of  Gabrielle 
Tegetmeier  Felber  and  of  Marie  Quite 
Tegetmeier  Thomsen  Boening.  deceased, 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  ( Germany ». 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
*made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interestT 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[sEAtl  David  L.  Bazelon, 

AssLstani  Attorney  General. 
Director.  Office  of  Ahen  Property. 

\F.    R.    Doc.    49^64:    FUed.    Jan.    18.    1949; 
8:48  a.  m.J 


NOTICES 

tlon  the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States). 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  hela.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-465;    Filed.    Jan.    18,    1949; 
8:49  a.  m.| 


I  Vesting  Order  126521 
Fuji  Yokomizo 

In  re:  Rights  of  Fuji  Yokomizo  under 
Insurance  contract.    Pile  No.  F-39-1594- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Fuji  Yokomizo  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) : 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.328,112.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec,  Canada,  to 
Takejiro  Yokomizo.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 


[Vesting  Order  126601 
Lena  Spiegel 


In  re:  Stock  and  voting  trust  certifi- 
cates owned  by.  and  debt  owing  to.  Lena 
Spiegel,  also  known  as  Ludnina  Spiegel, 
as  Ludwine  Spiegel  and  as  Lena  Roth. 
F-28-26673-A-1.  F-28-26673-D-1,  F-28- 
26673-D-2,  F-28-26673-D-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Lena  Spiegel,  also  known  as 
Ludnina  Spiegel,  as  Ludwme  Spiegel  and 
as  Lena  Roth,  whose  last  known  address 
is  Hilders,  Rhon,  Kreis  Fulda.  Hessen, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try  "Germany); 

2.  That  the  property  de.«:cribed  as  fol- 
lows: 

a.  Twenty-five  (25)  shares  of  $100  par 
value  common  capital  stock  of  Certain- 
teed  Products  Corporation.  120  South  La 
Salle  Street,  Chicago  3.  Illinois,  a  corpo- 
ration organized  under  the  laws  of  the 
State  of  Maryland,  evidenced  by  a  cer- 
tificate numbered  21953.  registered  in  the 
name  of  Lena  Spiegel,  and  presently  in 
the  custody  of  Valentine  Spiegel,  64-06 
Fitchett     Street.     Forest     Hills.     Long 


Island.  New  York,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

b.  All  those  debts  or  other  obligations 
owing  to  Lena  Spiegel,  also  known  as 
Ludnina  Spiegel,  as  Ludwine  Spiegel  and 
as  Lena  Roth,  by  Bankers  Tru.st  Com- 
pany. 16  Wall  Street,  New  York  15.  New 
York,  representing  dividends  payable  on 
the  shares  of  stock  described  in  subpara- 
graph 1-a  herein,  together  with  any  and 
all  accruals  to  the  aforesaid  debts  or 
other  obligations,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

c.  One  (1)  voting  trust  certificate  for 
10  shares  of  ten  cent  par  value  common 
capital  stock  of  the  Atlantic  City  Am- 
bassador Hotel  Corporation,  c  o  Paul 
Ludmann.  c  o  The  Gotham.  2  We.st  55th 
Street.  New  York  19.  New  York,  a  corpo- 
ration organized  under  the  laws  of  the 
State  of  New  Jersey,  said  certificate  num- 
bered 9509.  registered  in  the  name  of 
Lena  Roth,  and  presently  in  the  custody 
of  Valentine  Spiegel.  64-06  Fitchett 
Street.  Forest  Hills,  Long  Island.  New 
York,  together  with  any  and  all  rights 
thereunder  and  thereto,  and 

d.  One  <  1 )  voting  trust  certificate  for 
10  shares  of  ten  cent  par  value  common 
capital  stock  of  the  New  York  Ambassa- 
dor. Inc..  Suite  2310.  14  Wall  Street.  New 
York  5.  New  York,  a  corporation  organ- 
ized under  the  faws  of  the  Slate  of  New 
York,  said  certificate  numbered  9458. 
registered  in  the  name  of  Lena  Roth,  and 
presently  In  the  custody  of  Valentine 
Spiegel.  64-06  Fitchett  Street.  Forest 
Hills,  Long  Island,  New  York,  together 
with  any  and  all  rights  thereunder  and 
thereto, 

is  property  within  the  United  States 
owned  o'r  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  couhtry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
nece.ssary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with.  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at*  Washington.  D.  C,  on 
January  5.  1949.    . 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attgrney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49  466:    Filed.    Jan.    18.    1849; 
8:49  a.  m.l 


Wednesday,  January  19, 1949 

(Vesting  Order  12662] 
Martha  Dietrich  et  al. 

In  re:  Interest  In  real  property  and 
claim  owned  by  Martha  Dietrich,  and 
others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  Is  hereby  found: 

1.  That  the  persons  whose  names  and 
last  known  addresses  appear  below  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) : 

Names  and  Last  Known  Addresses 

Martha  Dietrich,  Berlln-Pankow-Blnz  St. 
44.  Germany. 

Otto  Karge.  Cera.  Zscbochem  St.  34.  Ger- 
many. 

Minna  Karge.  Chemnitz,  Dletzal  St.  45.  Ger- 
many. 

Horst  PlUbrandt.  Rospltz.  DUt.  of  Marlen- 
werder.  Germany. 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  277/385ths  interest  in 
real  property  situated  in  St.  Louis 
County.  Missouri,  particularly  described 
in  Exhibit  A  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  together  with 
all  hereditaments,  fixtures.  Improvements 
and  appurtenances  thereto,  and  any  and 
all  claims  for  rents,  refunds,  benefits  or 
other  payments  arising  from  the  owner- 
ship of  such  property,  and 

b.  All  that  certain  debt  or  other  obli- 
gation owing  to  the  persons  named  in 
subparagraph  1  hereof,  by  Detjen  i  Det- 
Jen.  511  Locust  Street.  St.  Louis  1.  Mis- 
souri, arising  from  the  collection  of  funds 
for  and  on  behalf  of  the  persons  named 
In  subparagraph  1  hereof,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been  , 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty descril)ed  in  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 


FEDERAL  REGISTER 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

BxHiBrr  A 

All  those  certain  pieces,  parcels  and  tracts 
of  land,  situate  In  St.  Louis  County.  Missouri, 
bounded  and  described  as  follows: 

Parcel  No.  1.  All  of  lot  No.  2  In  Block  C  of 
Tesla  Place  according  to  plat  recorded  In  Plat 
Book  4.  page  80  of  the  Recorder's  Office  of  St. 
Louis  County.  Mo.,  said  lot  having  a  front 
of  75  ft.  on  the  8.  line  of  Locust  Court,  by  a 
depth  southwardly  between  parallel  lines  of 
150  ft. 

Parcel  No.  2.  All  of  Lot  No.  4  In  Block  No.  7 
of  Avondale,  according  to  plat  recorded  In 
Plat  Book  3.  Page  32  of  the  records  of  the 
Recorder  of  Deeds  of  St.  Louis  County.  Mo . 
said  lot  fronting  100  ft.  on  the  E.  line  of 
Simmons  Street,  by  a  depth  eastwardly  be- 
tween parallel  lines  of  148  ft. 

[F.    R.    Doc,    49-467:    Filed.    Jan.    18.    1949; 
8:49  a.  m.l 


(Vesting  Order  12663) 
Henry  Hambrecht  et  al. 

In  re:  Real  property,  claim  and  prop- 
erty insurance  policies  owned  by  Henry 
Hambrecht,  William  Hambrecht,  also 
known  as  Wilhelm  Hambrecht,  and 
Sanchen  Stettner. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  Henry  Hambrecht,  William 
Hambrecht,  also  known  as  Wiihelm 
Hambrecht,  and  Sanchen  Stettner, 
whose  last  known  addresses  are  Wollen- 
berg.  Baden.  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: 

a.  Real  property  situated  In  the  Village 
of  Hicksville.  Town  of  Oyster  Bay.  County 
of  Nassau.  State  of  New  York,  particu- 
larly described  in  Exhibit  A.  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures.  Improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
for  rents,  .refunds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of  such 
property, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  sub- 
paragraph 1  hereof,  by  William  A.  Ham- 
brecht, 35-45  79th  Street.  Jackson 
Heights.  New  York,  arising  out  of  rentals 
collected  from  the  property  described  in 
subparagraph  2-a  hereof,  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same, 

c.  All  right,  title  and  Interest  of  the 
persons  named  In  subparagraph  1  hereof, 
in  and  to  the  following  property  Insur- 
ance policies: 


2S5 

Fire  Insurance  Policy  No.  227548,  is- 
sued by  Insurance  Company  of  North 
America,  1600  Arch  Street,  Philadelphia, 
Pennsylvania,  in  the  amount  of  $15,000. 
which  policy  in.'sures  the  real  property 
described  in  subparagraph  2-a  hereof. 

Public  Liability  Policy  No.  OLT-505720. 
Issued  by  Indemnity  Insurance  Company 
of  North  America,  1600  Arch  Street, 
Philadelphia.  Pennsylvania,  in  the  limits 
of  $25  50,000,  which  policy  Insures  the 
real  property  described  in  subparagraph 
2-a  hereof. 

Is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  en- 
cumbrances and  other  rights  of  record 
held  by  or  for  persons  who  are  QOt  na- 
tionals of  designated  enemy  countries, 
and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held. 
Used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

EXHIBFT  A 

All  those  two  certain  lots  and  one-half  of  a 
lot,-  piece  or  parcel  of  land,  situate,  lying 
and  being  in  the  VlUage  of  Hicksville, 
Town  of  Oyster  Bay.  County  of  Nassau,  and 
State  of  New  York,  known  and  distinguished 
on  a  certain  map  on  file  In  the  Office  of  the 
Clerk  of  the  County  of  Queens,  entitled 
"Map  of  Property  Belonging  to  Elizabeth 
Sevin,  situated  at  Hicksville,  Queens  County 
(now  Nassau  County).  Long  Island,  dated 
July  22.  1886  by  William  E.  Hauxhurst.  Sur- 
veyor" a«  lots  numbered  113,  112.  and  one- 
half  part  of  lot  No.  Ill,  fronting  on  Nlcholal 
Street,  and  which  said  lots  and  one-half  of 
a  lot  taken  together  with  reference  to  said 
map.  are  bounded  and  described  as  follows: 

Beginning  at  the  Intersection  of  the  East- 
erly line  of  Division  Avenue  with  the  South- 
erly line  of  Nlcholal  Street  and  running 
thence  Easterly  along  the  Southerly  line  or 


t 
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Bide  of  Nlcholal  Street  62^^  feet;  thence 
Southerly  and  parallel  with  Division  Avenue 
126  feet;  thence  westerly  and  parallel  with 
Nlcholal  Street  62 'j  feet  to  the  Easterly  line 
of  Division  Avenue;  thence  Northerly  along 
the  Easterly  line  or  side  of  said  Avenue  125 
feet  to  the  place  of  beginning. 

Together  with  all  the  right,  title  and  In- 
terest of,  In  and  to  the  land  lying  In 
Nlcholal  Street  and  Division  Avenue,  in 
front  of  and  adjacent  to  the  above  described 
premises  to  the  center  line  thereof  respec- 
tively. 

|F.    R.    Doc.    49-468;    Filed,    Jan.    18,    1949; 
8:49  a.  in.| 


[Vesting  Order  126641 
John  Juchter 

In  re:  Real  property,  property  Insur- 
ance policies  and  claim  owned  by  John 
Juchter. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  John  Juchter.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany* ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  Real  property,  situated  in  the  city  of 
Savannah.  County  of  Chatham,  State  of 
Georgia,  particularly  described  in  Ex- 
hibit A.  attached  hereto  and  by  reference - 
made  a  part  hereof,  together  with  all 
hereditaments,  fixtures,  improvements 
and  appurtenances  thereto,  and  any  and 
all  claims  for  rents,  refunds,  benefits  or 
other  payments  arising  from  the  owner- 
ship of  such  property, 

b.  All  right,  title  and  interest  of  John 
Juchter  in  and  to  the  property  insurance 
policies,  particularly  described  in  Exhibit 
B.  atuched  hereto  and  by  reference  made 
a  part  hereof,  which  policies  insure  the 
real  property  described  in  subparagraph 
2-a  hereof,  and  any  and  all  extensions  or 
renewals  thereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  John  Juchter  by  A.  F.  King 
k  Son.  37  Bull  Street.  Savannah.  Georgia. 
Including  particularly  but  not  limited  to 
those  sums  arising  from  rents  collected 
from  the  real  property  described  in  sub- 
paragraph 2-a  hereof,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  Interest, 


NOTICES 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  12.  1949. 

For  the  Attorney  General. 

[sbalI  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 


ExHiBrr  A 

Real  property  situated  in  the  City  of 
Savannah,  County  of  Chatham,  State  of 
Georgia,  particularly  described  as  follows: 

The  Northwest  portion  of  Lot  Number  Tuo 
(2) .  Elliott  Ward,  having  a  frontage  on  Gwin- 
nett Street  of  forty-three   (43)    feet,  and  a 
rectangular  depth  Routhwardly  of  67.5  feet. 
Also   the   Northern   portion   of   Lot   number 
Three   (3).  Elliott  Ward,  having  a  Northern 
frontage  of  6125   feet   on   Gwinnett   Street, 
and  a  rectangular  depth  southwardly,  oT  67.5 
feet.     Also    the    northwest    portion    of    Lot 
Number   Four    (4).   Elliott   Ward,    having    a 
frontage   of   12  25   feet  on  Gwinnett  Street, 
and  a  rectangular  depth  Southwardly  of  67  6 
feet  and  being  more  fully  described  by  a  map 
prepared  by  Percy  Sugden,  C.  E  .  dated  Janu- 
ary 17,  1938.  which  map  la  recorded  In  the 
Clerk's    Office    of     the    Superior    Court    of 
Chatham  County.  Georgia  In  Map  Book  A. 
Folio  23;  said  portions  of  said  Lots  as  a  whole 
being  bounded  as  follows:  On  the  North  by 
Gwinnett  Street:  on  the  East  by  the  remain- 
ing eastern  portion  of  Lot  Number  Two  (2); 
on  the  South  by  the  remaining  portions  of 
Lots  Numbers  Two  (2).  Three  (3).  and  Four 
(4) .  and  on  the  West  by  the  remaining  West- 
ern  portion   of  Lot   Number  Four    (4).  and 
being  designated  on  said  map,  as  aforesaid, 
as  division  "A". 


ElHISIT  B 


insurance  company 


iOr-iOO  UI-US  »>*'  OvinnM  SI. 

a.  Southern  Mutual  Fire  insurance  Co., 
Athf!!?.  Oa. 

b.  Millers  Mutual  insurance  Co.,  Harris- 
buiT.  Pa.  ,    , 

r.  Northwestern  Mutual  Fire  Association. 
S«>ttiile,  ^V»sh. 

ill-it7  Wttl  Ovmnitt  St. 

a.  \orthwe5tem  Mutual  Fire  Asswialion, 
FentlU' AVa.«h.  . 

b.  .Northwestern  Mutual  Fire  Awociatlon. 
t^eallte,  Wash. 


Fire 

Fire  an<1  rit ended  coverage 
....do 

....do 

do 


I'olicy  No. 


ZF75SG3 
3»-443« 

32»-441fi 


Fare  amount 


$2,  5«>.  00 
^  too  00 
2.000.00 

HUOO 


Expiration 
daU 


Auf.  27,1W8 
July  1.1»48 
Aug.  27.  IMP 

June  17,1048 


ZSOeOC     July     1. 1M8 


IF.  R.  Doc.  49-468;  Filed.  Jan.  18.  1949;  8:49  a.  m.l 


[Vesting  Order  126661 

JosEPHiNi  Weber  Miller  et  al. 

In  re:  Interest  in  real  property,  prop- 
erty insurance  policy  and  claims  owned 
by  Josephine  Weber  Miller,  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  persons  whose  names  and 
last  known  addresses  appear  below  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany); 

Name  and  Last  Known  Address 

Rudolph  Weber.  Senior.  Entengasse  2,  Sal- 
munster-Soden.  Grosse  Hessen.  Germany. 

Josephine  Weber  Miller.  Wallert  near  Bad 
Soden.  Germany. 

Ellzftbeth  Hllde  Ruppel.  also  known  as 
Elizabeth  Ludwlg.  Bad  Soden.  Germany. 

Joseph  Hilde,  also  known  as  Joseph  Lud- 
wlg, Bad  Soden,  Germany. 

Louise  Noll,  Bad  Soden.  Germany. 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  twenty-three  thirty- 
sixths  (23  36ths)  interest  in  real  prop- 
erty situated  In  the  Town  of  Irvington, 
County  of  Essex.  State  of  New  Jersey, 
particularly  described  In  Exhibit  A,  at- 


tached hereto  and  by  reference  made  a 
part  hereof,  together  with  all  herediU- 
ments.  fixtures,  improvements  and  ap- 
purtenances thereto,  and  any  and  all 
claims  for  rents,  refunds,  benefits  or  other 
payments  arising  from  the  ownership  of 
such  property. 

b.  All  right,  title  and  interest  of  the 
persons  named  in  subparagraph  1  hereof, 
in  and  to  Fire  Insurance  Policy  No.  46476. 
issued  by  the  Niagara  Fire  Insurance 
Company.  80  Maiden  Lane.  New  York, 
New  York,  in  the  amount  of  $5,000.  which 
policy  insures  the  property  described  in 
Exhibit  A  hereof  and  expires  June  26, 

1950. 

c.  Those  certain  debts  or  other  obliga- 
tions owing  to  the  persons  named  in  sub- 
paragraph 1  hereof,  by  Rudolph  Weber, 
Junior.  35-20  Avenue  H,  Brooklyn.  New 
York,  and  Rose  Groel.  48  Dunell  Road, 
Maplewood.  New  Jersey,  either  individ- 
ually or  Jointly,  arising  out  of  their 
shares  of  the  rents  collected  from  the 
real  property  described  in  subparagraph 
2-a  hereof,  which  are  presently  on  de- 
posit in  the  Maplewood  Bank  and  Tra-^t 
Company,  Maplewood,  New  Jersey,  in  a 
Savings  Account  entitled  Rose  Groel  or 
Rudolph  Weber.  Junior,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 
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d.  An  undivided  eleven-twelfths 
(ll/12ths)  interest  in  and  to  that  certain 
debt  or  other  oblisation  of  Federal  Trust 
Company,  Newark, -New  Jersey,  arising 
out  of  a  Savings  Account.  Account  No. 
41127,  entitled  Rudolph  Weber,  Junior, 
attorney  in  fact  for  Katharina  Weber, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

e.  Tho.se  certain  debts  or  other  obliga- 
tions owing  to  the  persons  named  in  sub- 
paragraph 1  hereof,  by  Rudolph  Weber, 
Junior,  35-20  Avenue  H.  Brooklyn,  New 
York,  arising  out  of  payments  received 
by  said  Rudolph  Weber,  Junior,  as  at- 
torney in  fact  for  Katharina  Weber,  In- 
cluding but  not  limited  to  those  sums  re- 
ceived from  Rose  Groel.  and  any  and  all 
right:  to  demand,  enforce  and  collect  the 
same, 

f.  An  undivided  eleven-twelfths 
(ll/12ths)  Interest  in  and  to  those  cer- 
tain debts  or  other  obligations  of  the  sav- 
ings and  loan  as.sociations  and  building 
and  loan  association,  who.se  names  and 
addresses  are  listed  in  Exhibit  B.  attached 
hereto  and  by  reference  made  a  part 
hereof,  arising  out  of  accounts  evidenced 
by  the  certificates  whose  numbers  are  set 
forth  in  said  Exhibit  B.  and  which  are 
presently  in  the  custody  of  John  H. 
Yauch.  Junior,  11  Commerce  Street, 
Newark,  New  Jersey,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

g.  An  undivided  eleven-twelfths 
(ll/12ths)  interest  in  and  to  those  cer- 
tain sums  of  money  presently  in  the  cus- 
tody of  the  Court  of  Chancery  of  the 
State  of  New  Jersey,  Trenton,  New  Jersey, 
representing  funds  deposited  with  the 
said  court  by  the  Newsted  Building  and 
Loan  Association  Liquidating  Corpora- 
tion, Newark,  New  Jersey,  as  liquidating 
dividends  on  accounts  numbered  15986 
and  15989  of  said  corporation. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  Rudolph  Weber, 
Senior,  Jo.sephine  Weber  Miller,  Eliza- 
beth Hilde  Ruppel,  also  known  as  Eliza- 
beth Ludwig.  Joseph  -Hilde.  also  known 
as  Joseph  Ludwig.  and  Louise  Noll,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany); 

3.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  Federal  Trust  Company.  Newark. 
New  Jer.sey.  arising  out  of  a  Savings  Ac- 
count, Account  No.  41126,  entitled  Ru- 
dolph Weber,  Junior,  attorney  In  fact 
for  Rudloph  Weber,  Senior,  and  any 
and  all  rights,  to  demand,  enforce  and 
collect  the  same, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Rudolph  Weber,  Senior, 
by  Rudolph  Weber,  Junior,  35-20  Ave- 
nue H,  Brooklyn.  New  York,  arising  out 
of  payments  received  by  said  Rudolph 
Weber.  Junior,  as  attorney  in  fact  for 
Rudolph  Weber,  Senior,  from  the  Sav- 
ings Account  at  the  Maplewood  Bank 
and  Trust  Company,  Maplewood,  New 
Jersey,  described  in  subparagraph  2-c 
hereof,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 
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c.  That  certain  debt  or  other  obliga- 
tion owing  to  Rudolph  Weber,  Senior,  by 
Rudolph  Weber,  Junior,  35-20  Avenue 
H.  Brooklyn,  New  York,  In  the  amount 
of  $104.51,  as  of  December  15,  1947.  aris- 
ing out  of  a  payment  received  by  said 
Rudolph  Weber,  Junior,  as  attorney  in 
fact  for  Rudolph  Weber,  Senior,  from 
the  Camfleld  Building  and  Loan  Associ- 
ation. In  dissolution.  Newark.  New  Jer- 
sey, together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

d.  That  certain  debt  or  other  obliga- 
tion owing  to  Rudolph  Weber.  Senior,  by 
West  Essex  Savings  and  Loan  A.ssocia- 
tion,  Caldwell.  New  Jersey,  arising  out  of 
an  account  evidenced  by  Certificate  No. 
27,  registered  in  the  name  of  Rudolph 
Weber  and  presently  in  the  possession  of 
the  Attorney  General  of  the  United 
States,  in  Account  No.  28-200.273,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

e.  Those  certain  .sums  of  money  pres- 
ently in  the  custody  of  the  Court  of 
Chancery  of  the  State  of  New  Jersey, 
Trenton.  New  Jersey,  representing  funds 
deposited  with  the  said  court  by  the 
Newsted  Building  and  Loan  Association 
Liquidating  Corporation.  Newark.  New 
Jersey,  as  liquidating  dividends  on  ac- 
counts numbered  15985  and  15988  of  said 
corporation, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Rudolph  Weber, 
Senior,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  p>ersons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encumbran- 
ces and  other  rights  of  record  held  by  or 
for  persons  who  are  not  nationals  of  des- 
ignated enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-b  to 
3-e  hereof.  Inclusive, 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on  Jan- 
uary 12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
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ExHQirr  A 


Beginning  in  the  southerly  line  of  Nye 
Avenue  (formerly  Cottage  Street)  distant 
100  feet  westerly  from  the  westerly  line  of 
Maple  Avenue  (formerly  Elizabeth  Street); 
thence  southerly  parallel  with  Maple  Ave- 
nue (formerly  Elizabeth  Street)  100  feet; 
thence  westerly  parallel  with  Nye  Avenue 
(formerly  Cottag"  Streets  25  feet;  thence 
northerly  parallel  with  Maple  Avenue  (for- 
merly Elizabeth  Street)  100  feet  to  Nye  Ave- 
nue (formerly  Cottage  Street),  thence  east- 
erly along  same  25  feet  to  the  point  and 
place  of  beginning. 

Being  Lot  No.  5,  Block  C,  on  Map  of  Irving 
Park  Property. 

Exhibit  B 

Katne  and  address  Certificate 

of  association  No. 

Mountain  View  Savings  &  Loan  Asso- 
ciation, Federal  Trust  Co.  Bldg..  470 
18th  Ave.,  Newark,  N.  J 249 

The  Mascot  Savings  &  Loan  Association, 
980  18lh  Ave..  Newark,  N.  J 842 

West  Essex  Savings  &  Loan  Association, 
315  Bloomfleld  Ave.,  Caldwell,  N.  J...   123 

Carteret  Savings  &  Loan  Association.  868 
Broad.  St..  Newark  2,  N.  J 17417.  17420 

Lenape  Building  &  Loan  Association, 
Newark.  N.  J 2908 

|F.    R.    Doc.    49-470:    Filed.    Jan.    18,    1949; 
8:49   a.  m.l 


[Vesting  Order  12673] 
Paul  Rucker  et  al. 

In  re:  Debt  owing  to  Paul  Rucker  and 
others.     D-28-12032-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  anil  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Paul  Rucker  whose  last  known 
address  Is  Elberfeld,  Germany;  Annie 
Wegheman  whose  last  known  address  Is 
Krefeld.  Germany;  Elizabeth  Eickemeyer 
whose  last  known  address  is  Celtisstrasse 
!(•  Ill  Nurnberg.  Germany;  Otto  Grenz 
whose  last  known  addre.«s  is  Nurnberg. 
Germany;  Rudolf  Grenz  whose  last 
known  address  is  Nurnberg.  Germany; 
Rudolf  Schmidt  also  known  as  Rudolph 
Schmidt  whose  last  known  address  Is 
Lever  Kusen,  Wiesdorf,  bei  Koln  Haupt- 
strasse  154.  Germany;  and  Mrs.  Annie 
Affeldt  whose  last  known  address  is  Bres- 
law,  Germany.  Langegas.se  23,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  "Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

Cash  In  the  amount  set  forth  opposite 
the  name  of  each  person  listed  below, 
presently  on  deposit  with  the  County 
Treasurer  of  Madera  County,  Madera, 
California,  as  follows: 

Name  and  Amount 

Paul  Rucker $90.  27 

Annie    Wegheman 90.27 

Elizabeth  Eickemeyer ._  180.55 

Otto    Grenz... 90.27 

Rudolf    Grenz 90.27 

Rudolf  Schmidt  also  known  as  Ru- 
dolph   Schmidt 180.55 

Mrs.  Annie  Affeldt 90.28 

as  of  December  31,  1945,  together  with 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 
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is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Paul  Rucker. 
Annie  Wegheman,  Elizabeth  Eickemeyer, 
Otto  Grenz,  Rudolf  Grenz,  Rudolf 
Schmidt  also  known  as  Rudblph  Schmidt, 
and  Mrs.  Annie  Affeldt,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  Paul  Rucker. 
Annie  Weeheman.  Elizabeth  Eickemeyer. 
Olto  Grenz.  Rudolf  Grenz.  Rudolf 
Schmidt  also  known  as  Rudolph  Schmidt 
and  Mrs.  Annie  Affeldt.  the  aforesaid 
persons  named  in  subparagraph  1  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  ene- 
my country  (Germany". 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"'  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at   Washington,   D.    C,   on 
January  12,  1949. 
For  the  Attorney  GeYieral. 

[sEALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-471:    Filed,    Jan.    18,    1949; 
8:50  a.  m.l 


[Vesting  Order   12679] 
Ernest  Gessner 

In  re:  Real  property  owned  by  Ernest 
Ge.ssner,  also  known  as  Ernst  Gessner. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ernest  Gessner,  also  known  as 
Ernst  Gessner,  whose  last  known  address 
is  24  Ellerbek.  Post  Rellengen.  Holsteln, 


NOTICES 

Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Real  property  situated  In  the  City 
of  Torrance,  County  of  Los  Angeles.  State 
of  California,  particularly  de.scribed  In 
Exhibit  A,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  together  with 
all  hereditaments,  fixtures,  improve- 
ments and  appurtenances  thereto,  and 
any  and  all  claims  for  rents,  refunds, 
benefits  or  other  payments  arising  from 
the  ownership  of  such  property. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany)  ; 

and  it  is  hereby  determined: 

3.  That  to.  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  de.signated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  de.signated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  State?  the  property 
described  in  subparagraph  2  hereof,  .sub- 
ject to  recorded  liens,  encumbrances  and 
other  j-ights  of  record  held  by  or  for  per- 
sons who  are  not  nationals  of  designated 
enemy  countries,  to  be  held,  u^ed,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.'jed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  13,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

Exhibit  A 

All  that  real  property  situate  in  the  City 
of  Torrance,  County  of  Los  Angeles,  Slate  of 
California,  described  as  follows: 

Lot  Thirty-four  (84)  in  Bloclc  "Q"  of  Tract 
No.  10300,  as  per  map  recorded  in  Book  146, 
pages  86  to  89  inclusive  of  Maps,  in  the  ofHce 
of  the  County  Recorder  oX  said  County. 


Excepting  and  reserving  therefrom  an  ease- 
ment and  right  of  way  over  and  across  the 
rear  three  and  one-half   (3Vi)    fe«t  of  each 
lot    herein    de-scrlbed.    where    necessary    and 
practicable  and  where  not  so,  elsewhere  over 
said  premises  so  as  to  cause  as  little  Incon- 
venience as  practicable,  for  the  erection,  con- 
struction, maintenance  and  operation  of  pole 
lines,  with   the   necessary    cross    arms    and 
wires  for  the  tran.smisslon  of  electric  energy, 
and  for  telephone  and  telegraph  lines  and,  or 
for  laying  and  maintaining  conduits  and/ or 
pipe  lines  for  said  purposes  and  or  for  water, 
gas.   sewers,   sanitary   sewers,   together   with 
the  right  of  Ingress  and  egress  for  the  pur- 
pose of  erecting,  constructing,  maintaining, 
repairing  and  operating  the  same:   also  re- 
serving the  right  to  convey  or  lease  the  whole 
or  any  portion  of  any  easements  and  rights 
of  w.xy  and  rights  of  ingress  and  egress. 

|F.    R.    Doc.    49-472;    Piled.    Jan.    18,    1949; 
8.50  a.  m.) 


(Return  Order  2411 
Dome  NIC  A  Leto 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  Deter- 
mination, be  returned,  subject  to  any 
increa.se  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant  and  Claim  No..  Notice  of  Intention 
to  Return  Published,  and  Property 

Domenlca  Leto,  a  k  a  Domenlca  Palermo 
Leto.  Alessandria,  Sicllv,  Italy.  Claim  No. 
32969;  November  24,  1948  (13  F.  R.  6948). 
$36,246.43  In  "the  Treasury  of  the  United 
States.  100  shares  Ljifayette  Building  Asso- 
ciation. Lafayette,  Louisiana.  Full  Paid  Share 
Certificates  (par  value.  125  00  per  share), 
pre.sently  In  custody  of  the  Safekeeping  De- 
partment of  the  Federal  Reserve  Bank,  New 
York.  N.  Y.  All  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatsoever  of 
Domenlca  Leto,  also  known  as  Domenlca 
Palermo  Leto,  In  and  to  the  estate  of  Mai  la 
Letto  Varlsco,  deceased. 

Appropriate    documents    and    papers 
efTectuating  this  order  will  issue. 

Executed  at  Washington.  D.  C,  on  Jan- 
uary 12,  1949. 
For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

As.mtant  Attorney  General. 
Director.  Office  of  Alien  Property. 


IF,    R.    Doc. 


49  473:    Filed. 
8:50  a.  m.J 
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Washington,  Thursday,  January  20,  7949 


TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10029 

CFEAnNG  AN  EMERGINCT  BOARD  TO  INVIS- 

TiGATi  A  Dispute  Between  the  North- 
west Airlines,  Inc.,  and  Certain  or  Its 
Employees 

WHEREAS  a  dispute  exists  between 
the  Northwest  Airlines,  Inc.,  a  carrier, 
and  certain  of  Its  employees  represented 
by  the  International  Association  of  Ma- 
chinists, a  labor  organization;  and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  provi- 
sions of  the  Railway  Labor  Act,  as 
amended;  and 

WHEREAS  this  dispute,  in  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  Interrupt  in- 
terstate commerce  to  a  degree  such  as 
to  deprive  a  large  section  of  the  country 
of  essential  transportation  service; 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  (45 
U.  6.  C.  160),  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me, 
to  investigate  the  said  dispute.  No  mem- 
ber of  the  said  board  shall  be  pecimlarily 
or  otherwise  interested  In  any  organiza- 
tion of  employees  or  any  carrier. 

The  board  slJall  report  Its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act,  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  Northwest  Airlines,  Inc.,  or 
Its  employees  In  the  conditions  out  of 
which  the  said  dispute  arose. 

Harry  S.  Truman 

The  White  House, 

January  19,  1949. 

|P.    R.    Doc.    49-568:    Filed.    Jan.    19.    1&49; 
10:14  a.  m.J 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Comfetittve  Service 

Part  24 — Formal  Education  Require- 
ments FOR  Appointment  to  Certain 
Scientific.  Technical,  and  Profes- 
BiONAL  Positions  . 

Part  25 — Federal  Employee  Pay 
Regulations 

miscellaneous  amendments 

1.  Under  authority  of  i  6.1  (a)  of 
Executive  Order  9830,  and  at  the  request 
of  the  Administrator,  Federal  Security 
Agency,  the  Commission  has  determined 
that  positions  of  three  assistants  to  the 
Administrator  should  be  excepted  from 
the  competitive  service.  Effective  upon 
publication  In  the  Federal  Register, 
S  6.123  (a)  Is  amended  by  the  addition  of 
a  subparagraph  as  follows; 

S  6.123  Federal  Security  Agency — Ca) 
Office  of  the  Administrator.     •     •     • 

(3)  Three  assistants  to  the  Admin- 
istrator. 

(Sec.  6.1  (a),  E.  O.  9830,  12  F.  R.  1259) 

2.  The  headnotes  of  55  24.50.  24.53. 
24.54.  and  24.56  are  amended  to  read  as 
follows: 

5  24.50  Forest  Ecologist  (positions  in- 
volving highly  technical  research,  design, 
or  development,  or  similar  complex  scien- 
tific functions) ,  P-439-2-5. 

§  24.53  Forest  Soils  Technologist 
(positions  invoMng  highly  technical 
research,  design,  or  development,  or  simi- 
lar complex  scientific  functions),  P~ 
491-2-5. 

$  24.54  Forester  (Forest  Manage- 
ment) {positions  involving  highly  tech- 
nical research,  design,  or  development,  or 
similar  complex  scientific  functions), 
P-439-2-6. 

§  2^.56  Silviculturist  (positions  in- 
volving highly  technical  research,  design, 
or  development,  or  similar  complex 
scientific  functions),  P-439-2-5. 

(Sec.  5.  58  Stat.  388;  6  U.  8.  C.  854) 

3.  The  final  sentence  In  §  25.221  and 
the  final  sentence  in  §  25.502  (b).  both 

(Continued  on  p.  291) 
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of  which  read,  "Positions  filled  by  tem- 
porary appointment  under  the  Tempo- 
rary Civil  Service  Regulations  are  tem- 
porary for  the  purpose  of  this  subpart" 
are  hereby  revoked. 

4.  Subparagraphs  fl)  and  (4)  of 
S  25.223  (b)  are  amended  to  read  as  fol- 
lows; 


Equivalent  increase  in  com- 

•     •     • 
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5  25  223 

pensation. 
(b)     •     •     • 

(1)  Increases  In  basic  rates  of  com- 
pensation provided  by  section  405  of  the 
Federal  Employees  Pay  Act  of  1945,  or 
section  2  of  the  Federal  Employees  Pay 
Act  of  1946,  or  Title  III  of  the  Postal 
Rate  Revision  and  Federal  Employees 
Salary  Act  of  1948; 

•  •  •  •  • 

(4)  An  increase  made  for  the  specific 
purpose  of  correcting  an  error  in  a  pre- 
vious demotion  or  reduction  In  pay,  as 
the  result  of  administrative  review,  the 
decision  of  a  statutory  efficiency  rating 
board  of  review,  a  reductlon-ln-force  ap- 
peal, reallocation  of  the  position  to  for- 
mer or  Intermediate  grade  upon  apF>eaI. 
or  an  appeal  under  section  14  of  the 
Veterans'  Preference  Act  of  1944. 

6.  The  amendments  to  Part  25  shall 
be  effective  one  month  from  the  date  of 
publication  in  the  Federal  Register. 

(Sec.  605.  59  Stat.  304;  5  U.  S.  C.  945) 

United  States  Civil  Serv- 
ice Commission, 
[SXAL]      H.  B.  Mitchell. 

President. 

|F.    R.    Doc.    49-486:    Plied.    Jan.    19,    1949; 
6:49  a.  m.| 

TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Tangerine  Reg.  81] 

Part  933 — Oranges.  GRAPErRtriT,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

5  933  421  Tangerine  Regulation  81— 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  33,  as  amended  (7  CFR  and 
Supps.  Part  933 >.  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tange- 
rines grown  in  the  State  of  Florida,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the  com- 
mittees establi.shed  under  the  aforesaid 
amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion. It  Is  hereby  found  that  the  limita- 
tion of  shipments  of  tangerines,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
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237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended.  Is  Insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m..  e.  s.  t..  January  24. 
1949,  and  ending  at  12:01  a.  m..  e.  s.  t., 
January  31.  1949,  no  handler  shall  ship: 

(i)  Any  tangerines,  grown  in  the  State 
of  Florida,  which  grade  U.  S.  No.  3,  or 
lower  than  U.  S.  No.  3  grade;  or 

(ID  Any  tangerines,  grown  in  the  State 
of  Florida,  which  are  of  a  size  smaller 
than  the  size  that  will  pack  210  tange- 
rines, packed  In  accordance  with  the  re- 
quirements of  a  standard  pack.  In  a  half- 
standard  box  (inside  dimensions  9^2  x 
9V2  X  19 Ve  inches;  capacity  1.726  cubic 
inches). 

(2)  As  used  In  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said 
amended  marketing  agreement  and 
order;  and  "U.  S.  No.  3"  and  "standard 
pack"  shall  each  have  the  same  meaning 
as  is  given  to  the  respective  term  in  the 
United  States  Standards  for  Tangerines 
(13  F.  R.  4790) .  (48  Stat.  31.  as  amended; 
7  U.  S.  C.  601  et  seq.;  7  CFR  and  Supps. 
Part  933) 

Done  at  Washington.  D.  C,  this  18th 
day  of  January  1949. 

fsBALl  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

IF.    R.    Doc.    49-537;    PUed.    Jan.    19,    1949; 
9:23  a.  m.] 


[Grapefruit  Reg.  108) 

Part  933 — Oranges.  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  933.422  Grapefruit  Regulation  108— 
(&)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  33.  as  amended  (7  CFR  and 
Supps.  Part  933) ,  regulating  the  handling 
of  oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  grapefruit,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
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information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended.  Is  Insufficient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12 :01  a.  m.,  e.  s.  t.,  January  24, 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t., 
February  21.  1949,  no  handler  shall  ship: 

(1)  Any  grapefruit  of  any  variety, 
grown  in  the  State  of  Florida,  which 
grade  U.  S.  No.  2  Russet,  or  lower  than 
U.S.  No.  2  Russet; 

(ID  Any  seeded  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  80 
grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box;  or 

(ill)  Any  seedless  grapefruit  of  any 
variety,  grown  in  the  State  of  Florida, 
which  are  of  a  size  smaller  than  a  size 
that  will  pack  96  grapefruit,  packed  In 
accordance  with  the  requirements  of  a 
standard  pack,  in  a  standard  nailed  box. 

(2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  In  salcl 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  No.  2  Russet," 
"standard  pack,"  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  in  the  United  States  Stand- 
ards for  Grapefruit  (13  F.  R.  4787).  (48 
Stat.  31,  as  amended;  7  U.  S.  C.  601  et 
seq.;  7  CFR  and  Supps.  Part  933) 

Done  at  Washington,  D.  C,  this  18th 
day  of  January  1949. 

[seal]  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

(P.    R.    Doc.    49-536;    Filed,    Jan.    19.    1949; 
9:23  a.  m.| 


[Orange  Reg.   157] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitations  of  shipments 

?  933.420  Orange  Regulation  157— 
(a )  Findings.  ( 1 )  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  33,  as  amended  (7  CFR  and 
Supps.  Part  933 ) .  regulating  the  handling 
of  oranges,  grapefruit,  and  tangerine* 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion. It  is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  as  herein- 
after provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it  Is 
Impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
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A  A    ^  TT  Q  r   Rni  Pt  «;pn  •  7  CFR  schedule  which  Is  attached  hereto  and 

section  until  30  days  after  publication  amended.  7  U  S^  C-  601  et  seq..  1  ci-k                            ^^^^^^  ^^  ^^^^  reference 

thereof  in  the  Federal  Register  (60  Stat.  and  Supps.  Part  933)  ^  ^^^  ^^^^  j^  ^^^^  section,  "handled." 

237-  5  U.  S.  C.  1001  et  seq.)  because  the  ^^^^  ^t  Washington.  D.  C.  this  18th  ..j^andler."  "carloads."  and  "prorate  base 

time  intervening  between  the  date  when  ^^y  of  January  1949.  ghall  have  the  same  meaning  as  is  given 

Information  upon  which  this  section  is  s  R  Smith.  to  each  such  term  in  the  said  order;  and 

based  became   available  and   the  time  ^^"^i^^^^^-    pruit   and  '  Vegetable  -prorate  District  No.  1."  "Prorate  D  strict 

when  this  section  must  become  effective  ^^^^for    Fr^'j   ^n^   IZmut-  No.  2."  and  "Prorate  District  No.  3"  shall 

in  order  to  effectuate  the  declared  policy  tltZ  Administration.  have  the  same  meaning  as  Is  given  to 

of  the  Agricultural  Marketing  Agreement  „    „.,^     Tn    lo    iwfl-  each  such  term  In  5  966.107   (U  F.  R. 

Act  of  1937.  as  amended,  is  insufficient.  ir.  R.  Doc.  49-535.   FUe<i.  Jan.   19.   iv*v.  ^^^sg)  of  the  rules  and  regulations  con- 

and  a  reasonable  time  is  permitted,  under  9.22  a.  m.i  ^^^^^^  ^^  ^^j^  p^^t.     (48  Stat.  31.  as 

the  circumstances,  for  such  effective  date.  ^ amended;  7  U.  S.  C.  601  et  seq.) 

,b>  Order^    (D  During  the  period  be-  -                                                          ^^  Washington.  D.  C.  this  19th 

ginning  at  12.01  a.  m    e  s^  t   January  24.  ^                 ^^^                                                     ^^^3 

1949   and  ending  at  12:01  a.  m.,  e.  s.  i.,  "•*•' 

January  31   1949.  no  handler  shall  ship:  part  966— Oranges  Grown  in  Caufornu          ^^^^^^                          S.R.Smith 

(i)   Any'  oranges,     except     Temple  and  Arizona  Director.   Fruit   and   Vegetable 

oranges  and  Valencia.  Lue  Gim  Gong.  limitation  or  shipments  ^'''J'''\7'^'\'lVlinn 

and  similar  late-maturing  oranges  of  the  ^__  keting  Administration. 

VaiencTa  type,  grown  in  Regulation  Area  8  966.410     grange    Regu^tion    264^^  p^^„  Ba-c  ScH-mx. 

TdXlla?  l«e-m.turing  oranges  ot  th.     ^«'"';\ 'l"^" '^'^^fi'.'^'/A'^^^^^^^^^^  •'">"■"  ""« 

ir^^i x/[,T  i^.'^^.v't  A'fo^^j^'rL-rra^^^^^^        ^  --.. 'r^^ 

li  w"'^"  «*'^*"\*-'^ J^-     Q  ^-  o  ffradp-  basis  of  the  recommendation  and  infor-  xotai  

and  Similar  l^te-maturing  oranges  of  the  ^«  ^^^°J^«  ^  f^^j^er^by  found  that  the  J;  J^  °  cZ^atVvV  A*«>ciaUon..  . owe 

Valencia  type  8J°^"i'^„^/«^S^*°"4  2  "citation  of  the  quantity  of  such  or-      ootnemyer.  W.  Todd  *  Son .7235 

II  which  grade  U.  S.  No.  2  or  U.  S.  No.  2  "^'3  ^^ich  may  be  handled,  as  herein-      Eariibest  Orange  AMociation 1.  JJJA 

Bright  unless  such  oranges   (a)    are  In  ^"8// ^J^f^gJ^^^i^  ^                                          Bderwood  Cltru.  As^xlatlon l.MOl 

'g^^d^aTlerrs-N^^^S^^^^^^^^^^^^      ^^^X:S:^,,ound^.^      Setr  o^S  o^ii^^iii^unonl       .SS 

rs£'::iz:roi^^:^'r^  .;^U^cticS^a^nn^7ar^°^^^^^^^    SuS^.^-i[- ^^^s:-"::  ini 

of  the  number  of  all  oranges  in  sucn  ^^^  ^^^^^^^^  ^^  ^^^^  preliminary  notice.  J^^^^^  Mutual  Orange   Aa^xia- 

container;  Tpmnie  engage  in  public  rule  making  procedure.         ^j^n IMJJ 

(iv)   Any     oranges,     except     Temple  e  b  ^^        y      ^^^  effective  date  of  this      mink  Cltru.  A8«>clatlon 8- TOJ9 

oranges  and  Valencia.  Lue  Gim  Gong.  »      >^    *~jj  33  ^         ^fter  publication  Lemon  Cove  Association..  -----      2.2343 

and  similar  late-maturing  oranges  of  the  section  untn  ^u  a  y               y^   ^^  ^^^^  ^^^^^   ^^^^^   ^^^^^^   ^^^i^. 

Valencia  type,  grown  in  Regulation  Area  ^g^^'^f^tJ "i  c   1001  et  seq.)  because  the        tion-    :,— pTrJ-'V^^i;: 

I  or  Regulation  Area  II  which  are  of  a  237^  ?„VerveSng  between  the  date  when  Lindsay  Cooperative  Cltru.  As«x  a  ^^ 

Size  smaller  than  a  size  tMt  w      P-^  nTormatioTUn  which  this  section  is      .^i^f^^^^^i^-e^ 1.4337 

252  oranges,  packed  in  accordance  with  i^^^^j  became  available    and    the    time      undaay  Fruit  Association 2.1312 

the  requirements  of  a  standard  pack,  m  ^^^^  ^^.^  ^^^^^^^  ^^^^  become  effective  un^say  Orange  Grower.  AwKxria- 

a  standard  nailed  box;  in  order  to  effectuate  the  declared  policy         tion -„— — ^- 11912 

(V)   Any  Valencia.  Lue  Gim  Gong  and  "         Agricultural  Marketing  Agreement  Naranjo  Packing  HouaeCo  --—  i-  I9i2 

similar    late-maturing    oranges   of    the  °' {"e  A^r                  ^^^j   jg  insufficient.  o^^^K'  ^ove  citrus  As^xiation—  4.064« 

Valencia  type,  grown  in  Regulation  Area  Act  ^^  ^^^J   ^^  ^^J  ^^  permitted,  under      Orange  Cove  Or«.nge  Grower. -  a  7962 

I  or  Regulation  Area  II  Which  (a)  g^ade  j;;,^  ^;^,^^^fances.  for  preparation  for  ^^^^rZ'S^Xr''un-^\lnon..  15159 

U.  S.  No.  2  Bright.  U.  S.  No.  2.  U.  S.  Na  2  effective  date.                                           ,  glioma  citrus  Fruit  Association-  l.  3225 

Russet.  U.  S.  No.  3.  or  lower  than  U.  S.  NO.  *    ,j^)   ^^^^^      q.      The     quantity     of      kocky  HlU  citrus  Association 2.1407 

3  grade  or  (b)  are  of  a  size  larger  than  ^  the  State  of  California      ganger  citrus  Association 4.6707 

a  size  that  will  pack  200  oranges,  packed  or'*"^     »              ^^  Arizona  which  may      sequoia  citrus  Association i-  2375 

in  accordance  with  the  requirements  of  or  ^"                                       j^^  beginning      stark  Packing  Corp    -- ^  ^J 

a  standard  pack,  in  a  standard  nailed  be  handled  dur^g    ^    j^^^^^^  ^^   ^^^^  r^^i:u'i''i'n                    ""-"-'  ^ISJ' 

box;  or                                              ^,.„.„  and  ending  at  12:01  a.  m..  P.  s.  t..  Janu-  3^,  j^  county  citrus  Aiioclatlon. 

(vi)  Any  Temple  oranges,  grown  in  ^  ^g^g  is  hereby  fixed  as  follows:           ^jJJ^  ^""""'^      1.6967 

Regulation  Area  I  or  Regulation  Area  II.  ^^  Valencia     oranges.      (a)   Prorate      james' Mills  Orchard  Co ^onA 

which  grade  U.  S.  No.  2  Russet.  U.  S.  No.  pj^trlct  No.  1:  No  movement;  orland  Orange  Growers  Association. 

3.  or  lower  than  U.  S.  No.  3  grade.  ,{,)  Prorate  District  No.  2:  No  move-         mc  VVV.; 0000 

(2)   As  used  in  this  section,  the  term  ^^^^.                                                                         Andrews  Brothers  of  Calif ^0000 

:*^""^!'I;"  ■'l';'p^a'n-^an?"VarendrLue          <^> '  ^'or^'^  '''''''''  '^^^  '  =  ^°  °^°''-  SLuie'' ArocSnVXVnVrM/.::::  •  0000 

-Regulation  Area  II.    and  /f  •^"^j*- '^"^  ment.  orand  View  Heights  citrus  Assocla- 

Glm  Gong,  and  similar  late-ma  uring  "lem    ^^              ^^^^^     ^^^^     Valencia      °';!'J^^_!,^ 2.6837 

oranges  of  the  Valencia  type    shall  each                        (a)  Prorate  District  No.  1:  200      Magnofi;  citrus  Association 2,8892 

have  the  same  meaning  as  when  used  ^^^^ads-  ponerviile  citrus  Association.  The.  1.8627 

in  said  amended  marketing  agreement  ^»^       pirate  District  No.  2:   500  car-  Richgrove- Jasmine  citrus  Associa- 

and  order;  and  the  terms  'U.  S.  no    1            .                                                                      tion o"  ohso 

?^"^^-^i5's''no-  fRusfet^"  S-^"^       "c)  Prorate  District  No.  3:  Unlimited  raCnl'- Sr^VaUo-n::":  2.S993 

?.\     ^     H      Lrl"      "rontainer-'      and  movement.                                           ^      ^,  strathmore  District  Orange   Asso- 

"s  andard     pack.       ..co"tain^^-,      ana                            ^^^^^  ^^^^  ^^  ^^^  ^^^^^^^         ^^^^^^^ _    _  j  8343 

•standard  nailed  box     s*l^>\,^^^^^,„^J'^       ^^o  has  made  application  therefor,  as      strathmore  Fruit  Growers  Associa- 


Thursday,  January  20, 1949 

Pborati:  Base  Schedule — Continued 

AIX  ORANGES  OTHER  THAN  VALENCIA  GRANGES^ 

continued 

Prorate  District  No.  1 — Continued 

Prorate  base 
Handler  (percent) 

Sunflower  Packing  Association,  Inc.  3.  2015 

Sunland  Packing  Hou.se  Co. 3.  2025 

Terra  Bella  Citrus  Association 1.3442 

Tule  River  Citrus  Association 1.  5007 

Kroella  Packing  Co _  .0000 

Lindsay  Mutual  Groves. .0000 

Martin  Ranch 1.6682 

Woodlake   Packing   Houae     _  .0000 

Anderson  Packing  Co.,  R.  M .  5207 

Baker  Bros.. - -  .1542 

Balkln  Jr.  Fred  A .0000 

California  Citrus  Groves,  Inc.,  Ltd-  .0000 

Chess  Co..  Meyer  W 4987 

Edison  Groves  Co .0000 

Evans  Brothers  Packing  Co .0000 

Exeter  Groves  Packing  Co .0000 

Purr.   N.   C ^  .7234 

Ghlanda   Ranch .0000 

Harding  Si  Leggett. 1.8757 

Justman-Frankenthal    Co .0030 

Lo  Bue  Bros 1.0686 

Mark*.  W  &  M 0000 

Panno  Prult  Co..  Carlo .2774 

Randolph  Marketing  Co .0000 

Relmers.  Don  H 0000 

Rooke  Packing  Co.,  B.  G .0000 

Shong.  Samuel  C .0573 

Webb  Packing  Co.,  Inc .0000 

Wollenman  Packing  Co 1.4302 

Woodlake  Heights  Packing  Corp...  .0000 

Zanlnovlch  Bros .9516 

Prorate  District  So.  2 

Total _ 100.  0000 

A.  P.  G.  AlU  Loma. .3311 

A.  F.  O.  Corona .2732 

A.  F.  G.  Fullerton 0411 

A.  F.  G.  Orange .0354 

A.  F.  G.  Riverside— 7104 

Hazeltlne  Packing  Co .0557 

Placentla  Pioneer  Valencia  Grower. 

Association .  0565 

Signal  Fruit  Association .9346 

Azusa  Citrus  Association .9733 

Damerel-AlUson  Co 1.  1086 

Gtendora  Mutual   Orange  Associa- 
tion   .4830 

Irwlndale  Citrus  Association .4164 

Puente  Mutual  Citrus  Association.  .0430 
Valencia  Heights  Orchards  Auocla- 

tlon .  1824 

Covlna  Citrus  Association 1.6243 

Covlna  Orange  Growers  Association.  .  471 1 

Glendora  Citrus  Association .9392 

Glendora      Heights      Orange      and 

Lemon  Growers  Association .  1560 

Gold  Buckle  Association. 3.0830 

La  Verne  Orange  Association 4.3649 

Anaheim  Citrus  Fruit  Association.  .0762 
Anaheim  Valencia  Orange  Associa- 
tion   .0230 

Eadlngton  Fruit  Co..  Inc .2958 

Fullerton  Mutual  Orange  Associa- 
tion   2088 

La  Habra  Citrus  Association .  1184 

Orange    County    Valencia    Associa- 
tion    .0307 

Orangethorpe  Citrus  Association .  0208 

Placentla  Cooperative  Orange  Asso- 
ciation  .0285 

Yorba    Linda    Citrus    Association, 

The 0101 

Alta  Loma  Height.  Citrus  AsM>cla- 

tlon _  .3253 

Citrus  Fruit  Growers _  1.0498 

Cucamonga  Citrus  Association .4558 

Etiwanda  Citrus  Fruit  Association.  .2266 

Mountain  View  Fruit  Association..  .  1455 

Old  Baldy  Citrus  Association .4156 

Rlalto  Heights  Orange  Growers .4373 

Upland  Cltrxi.  Aasociatlon 2.  3037 


FEDERAL  REGISTER 
PsoHATE  Base  Schibttle — Continued 

ALL  ORANGES  OTHER  THAW  VALENCIA  ORANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Upland  Heights  Orange  Association.  0. 9828 

Consolidated  Orange  Grower. .0214 

Frances  Citrus  Association .0046 

Garden  Grove  Citrus  Association..  .0375 

Goldenwest  Citrus  Association .0856 

Olive  Heights  Citrus  Association.. .  .0517 
Santa    Ana-T\istln    Mutual    Citrus 

Association --.  .0187 

Santiago  Orange  Grower.  Awocla- 

tlon ■ .  1603 

Tustln  Hills  Citrus  Association .0390 

Villa  Park  Orchard  Association .0332 

Bradford  Bros..  Inc .2058 

Placentla  Mutual  Orange  Associa- 
tion  .1655 

Placentla  Orange  Growers  Associa- 
tion  —  - .2165 

Yorba  Orange  Grower.  Association.  .  0344 

Call  Ranch .5805 

Corona  Cltrxi.  Awoclatlon .8731 

Jameson  Co .3754 

Orange  Heights  Orange  Association.  1.  3932 
Crafton    Orange    Growers    Associa- 
tion  1.3186 

East  Highlands  Cltriis  Association.  .  4246 
Pontaaa  Fruit  Growers  Association,  .  4781 
Highland    Prult    Growers    Associa- 
tion  .6243 

Redlands  Heights  Groves .9358 

Redlands  Orangedale  Association .  9747 

Break  &  Son,  Allen .  2686- 

Brvn  Mawr  Fruit  Growers  AsK)Cla- 

tlon-- 1. 1625 

Mission  Citrus  Association .7450 

Redlands  Cooperative  Fruit  Associa- 
tion  1.8756 

Redlands  Orange  Growers  Associa- 
tion  .._  1.0718 

Redlands  Select  Groves .4694 

Rlalto  Citrus  Association .6699 

Rlalto  Orange  Co _  .3121 

Southern   Citrus  Association .9729 

United  Citrus  Growers .7063 

Zllen  Citrus  Co —  .7549 

Andrews  Bros,  of  California .  0797 

Arlington  Heights  Citrus  Co _  .7370 

Brown  Estate.  L.  V.  W 1.6925 

Gavllan  Citrus  Association 1.8371 

Hemet  Mutual  Groves .2602 

Hlghgrove  Fruit  Association .7341 

Krlnard  Packing  Co —  1.6401 

McDermont   Fruit  Co 1.8110 

Monte  Vista  Citrus  Association 1.3667 

National   Orange   Co .8869 

Riverside  Heights  Orange  Growers 

Association 1.2881 

Sierra  Vista  Packing  Association .8283 

Victoria  Avenue  Citrus  Association.  2.4296 

Claremont  Citrus  Association 1.  1634 

College  Heights  Orange  and  Lemon 

Association 1.  2529 

El  Camlno  Citrus  Association .4203 

Indian  Hill  Citrus  Association 1.2153 

Pomona  Fruit  Growers  Exchange 1.  6577 

Walnut  Fruit  Growers  Association.  .4664 

West  Ontario  Citrus  Association 1.  1292 

El  Cajon  Valley  Citrus  Association.  .  1711 

Escondldo  Orange  Association .4635 

San  Dlmas  Orange  Growers  Associa- 
tion  . 1.2708 

Ball  &  Tweedy  Association .  0683 

Canoga  Citrus  Association .0741 

Covlna  Valley  Orange  Co , .2457 

North  Whlttler  Height.  Cltni.  A.- 

.oclatlon .  1295 

San  Fernando  Fruit  Grower.  Asso- 
ciation  3469 

San  Fernando  Heights  Orange  As- 

wclatlon .  3486 

Sierra  Madre-Lamanda  Citrus  A.- 

Boclatlon .  2269 
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Prorate  Base  Schedule — Continued 

ALL  ORANGES  OTHER  THAN   VALENCIA  ORANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

CamarlUo  Citrus  Association 0.  0C94 

Fillmore  Citrus   Association 1. 1452 

OJal  Orange  Association .  .8483 

Plru  Citrus  Association 1.0202 

Santa  Paula  Orange  Association .  1127 

Tapo   Citrus  Association .0594 

East  Whlttler  Citrus  Association .  0086 

El  Ranchito  Citrus  Association .0590 

Whlttler  Citrus  Association .1330 

Whlttler  Select  Citrus  Association.  .0310 
Anaheim  Cooperative  Orange  Asso- 
ciation   .0522 

Bryn  Mawr  Mutual  Orange  Associa- 
tion   .4944 

Chula  Vista  Mutual  Lemon  Associa- 
tion   .1223 

Escondldo  Cooperative  Citrus  Asso- 
ciation   .0892 

Euclid  Avenue  Orange  Association,,  3.  0104 

Foothill  Citrus  Union,  Inc .  1693 

Fullerton  Cooperative  Orange  Asso- 
ciation   .0272 

Garden  Grove  Orange  Cooperative, 

Inc 0288 

Golden  Orange  Groves,  Inc .3090 

Highland  Mutual  Groves .3235 

Index  Mutual  Association .0036 

La  Verne  Cooperative  Citrus  Asso- 
ciation   8. 6958 

Mentone  Heights  Association .  .6652 

Olive   Hillside   Groves,   Inc .0130 

Orange    Cooperative    Cltrxis    Asso- 
ciation  ._  .  0294 

Redlands  Foothill  Groves 2. 9034 

Redlands  Mutual  Orange  Associa- 
tion   .  9902 

Riverside  Citrus   Association .2682 

Ventura  County  Orange  and  Lemon 

Association .  1756 

Whlttler  Mutual  Orange  and  Lem- 
on   Association ..  .0199 

Babljulce  Corporation  of  Calif .4371 

Cherokee  Citrus  Co.,  Inc 1.2639 

Chess  Co.,  Meyer  W .2560 

Evans  Bros.  Packing  Co 1. 1181 

Gold  Banner  Association 2.0234 

Granada  Packing  House .2921 

Hill  Packing  House,  Fred  A. .  6593 

Inland  Fruit  Dealers,  Inc .3707 

MacDonald  Fruit  Co .0996 

Orange  Belt  Fruit  Distributors 1.7127 

Panno  Fruit  Co.,  Carlo .1908 

Paramount   Citrus   Association .0604 

Placentla  Orchard  Oo .0706 

San  Antonio  Orchard  Co... __  1. 1864 

Snyder  &  Sons.  W.  A 7126 

Torn  Ranch .0499 

Wall,  E.  T 1.7133 

Western  Fruit  Growers,  Inc.,  Red- 
lands 3.  2184 

{F.    R.    Doc.    49-573;    Filed,    Jan.    19,    1949; 
11:56  a.  m.] 


Chapter  XI — Production  and  Market- 
ing Administration  (War  Food  Dis- 
tribution Orders),  Department  of 
Agriculture 

Part  1596 — Food  Imports 

redesignation  of  chapter 

Editorial  Note:  In  Title  7,  Chapter  XI, 
Part  1596  has  been  redesignated  as  Part 
4_War  Food  Orders  (PMA>,  Subtitle  A 
of  the  same  title,  and  S  1596.1  has  been 
redesignated  §  4.1, 


294 

TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Indus- 
try, Department  of  Agriculture 

Subchapter  F — Animal  Br««d( 

Part  151— Recognition  of  Breeds  and 
Books  of  Record  of  Purebred 
Animxls 

Correction 

In  Federal  Register  Document  49-306, 
appearing  at  page  158  of  the  issue  for 
Thursday.  January  13.  1949.  the  follow- 
ing corrections  should  be  made : 

In  the  second  sentence  of  i  151.4  the 
word  "certificate"  should  read  "certifi- 
cates". 

In  the  table  under  S  151.10  (b>  (1>. 
under  the  column  headed  "Sheep"  the 
word  "Cheviet"  should  read  "Cheviot". 


RULES  AND  REGULATIONS 

TITLE    21— FOOD    AND    DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  3 — Statements  of  General  Poucy 
of  Interpretation 

LABELING  PENICILUN-CONTAINING  DRUGS 
FOR  VETERINARY  USE 

Correction 

In  F.  R.  Document  49-402,  appearing  in 
the  issue  for  Tuesday,  January  18.  1949 
at  page  239,  the  following  change  should 
be  made: 

In  column  3,  page  241,  line  20  should 
read  "liter,  applied  one  or  more  times  per 
day". 


TITLE  20— EMPLOYEES* 
BENEFITS 

Chapter  II — Railroad  Retirement 
Board 

Part  236— Payments  of  Benefits  of 
$1,000  OR  Less 

PAYMENT    WITH    OR    WITHOUT    FORMAL 
ADMINISTRATION 

Pursuant  to  the  general  authority  con- 
tained in  section  10  of  the  act  of  June 
24.  1937  (sec.  10.  50  Stat.  314;  45  U.  S.  C. 
228j).  the  title  to  Part  236  is  amended 
as  set  forth  above  and  §  236.1  of  the 
regulations  under  such  act  (4  F.  R.  1477; 
12  F.  R.  466)  is  amended,  approved  by 
the  Board,  to  read  as  follows: 

8  236.1     Payment  with  or  without  for- 
mal administration.    When  the  amount 
payable  under  the  Railroad  Retirement 
Act  to  the  estate  of  a  deceased  individual 
Is  $1,000.  or  less,  and  no  administrator 
or  executor  has  been  or  is  expected  to 
be  appointed,  or  where  the  estate  of  the 
deceased  has  been  closed  and  reopening 
thereof  is  not  expected,  the  director  of 
retirement   claims,   and   any   employee 
designated  by  him  for  the  purpose.  Is 
hereby  authorized  to  require  formal  ad- 
ministration of  the  estate  in  the  first 
case,  or  reopening  of  the  estate  in  the 
other;  or  to  make  certification  for  pay- 
ment, without  such  requirements,  to  such 
person  or  persons  and  in  such  propor- 
tions as  would  be  the  case  if  the  estate 
were  administered  under  the  laws  of  the 
state  of  last  domicile  of  the  deceased. 
(Sec.  10.  50  Stat.  314;  45  U.  S.  C.  228j) 
Dated:  January  13.  1-949. 
By  authority  of  the  Board. 

[SEAL]  M.ARY  B.  LINKINS. 

Secretary  of  the  Board. 

[F     R     Doc.    49^83:    Filed.    Jan.    19,    1949; 
8:49  a.  m-l 
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Chapter  I — Office  of  Indian  Affairs, 
Department  of  the  Interior 

Subchapter    G— Enrollment    and    teallotment    of 
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Part  53— Revision  of  the  Roll  or  the 
Indians  of  Californu  Approved  May 
17.  1933 
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terior. 

63.12  Special  Instructions! 

AoTHORrrT:    55  53.1   to  53.12   Issued  under 
Pub.  Law  852.  80th  Cong. 

§  53.1  Definitions.  As  used  in  this 
part: 

(a)  "Director"  means  State  Director, 
California  Indian  Agency. 

(b>  "Enrolling  Agent"  means  State 
Director.  California  Indian  Agency,  or 
such  other  persons  as  may  be  designated 
by  him  to  assist  in  the  enrollment  work. 

(c»  "Ancestor"  means  an  enrollee  on 
the  roll  of  May  17.  1933. 

§  53.2     Purpose.     The  regulations   in 
this  part  are  to  govern  the  revision,  in 
accordance  with  the  provisions  of   the 
act  of  June  30.  1948  (Public  Law  852.  80th 
Cong. ) .  of  the  roll  of  the  Indians  of  Cali- 
fornia prepared  in  accordance  with  the 
provisions  of  the  act  of  May  18,  1928  <45 
Stat.  602 ) .  as  amended  by  the  act  of  April 
29.  1930  (46  Stat.  259).  and  approved  by 
the  Secretary  of  the  Interior  on  May  17, 
1933.    The  said  roll  is  to  be  revised  by 
preparing   two  supplementary  lists,   as 
hereinafter  provided,  one  of  which  shall 
contain  the  names  of  enroUees  listed  on 
the  said  roll  who  have  died  since  May  18, 
1928.  and  the  other  of  which  shall  con- 
tain the  names  of  children,  and  their 
descendants,  now  living,  born  since  May 
18  1928.  to  enroUees  qualified  under  sec- 
tion 1  of  the  act  of  May  18.  1928.  as 


amended,  whose  names  appear  on  the 
said  rolL 

9  53.3  Applications.  Persons  who  be- 
lieve that  they  are  entitled  to  enrollment 
with  the  Indians  of  California  may,  on 
or  before  midnight  of  June  29,  1949,  sub- 
mit applications  in  writing  to  the  Direc- 
tor for  enrollment.  Application  forms 
shall  be  obtained  from  the  enrolling 
agent.  All  applications,  when  executed, 
shall  be  filed  with  the  'enrolling  agent. 
Applications  for  minors  may  be  filed  by 
parents,  natural  guardians,  or  other  per- 
sons responsible  for  their  care.  Each 
application  shall  contain: 

(a)  The  name  of  the  ancestor  or  an- 
cestors through  whom  enrollment  rights 
are  claimed. 

(b>  The  roll  number  of  each  ancestor. 

(c>  The  relationship  of  the  applicant 
to  each  ancestor. 

(d>  The  present  address  of  each  an- 
cestor, if  living. 

(e)  The  date  of  death  of  each  an- 
cestor, if  deceased. 

(f)  An  acknowledgement  before  a  no- 
tary public  or  a  postmaster. 

§  53.4  Proof  of  relationship.  At  the 
time  of  filing  the  application,  the  appli- 
cant shall  furnish  <a)  a  copy  of  the  ap- 
plicant's birth  certificate;  or  (b)  two  or 
more  affidavits  executed  before  a  notary 
public  or  a  postmaster  by  disinterested 
persons  having  personal  knowledge  of 
the  birth  of  the  applicant  and  of  his  re- 
lationship to  the  ancester  or  ancestors 
through  whom  enrollment  rights  are 
claimed.  The  Director  may  request  the 
applicant  to  furnish  additional  Informa- 
tion and  evidence  when  the  Director 
deems  It  advisable  to  do  so. 

§  53.5  Establishment  of  Indian  Com- 
mittees. The  Indians  of  each  commu- 
nity may  elect  a  committee  of  three  en- 
roUees to  aid  the  enrolling  agent  in  any 
matters  relating  to  the  revision  of  the 
roll  of  the  Indians  of  California.  Each 
community  electing  a  committee  shall 
notify  the  director  promptly  of  the 
names  and  addresses  of  the  committee- 
men. 


5  53  6      Distribution    of    alphabetical 
list  of  enroUees  on  1933  roll.    The  Direc- 
tor shall  prepare  and  distribute  to  the 
Indians  of  California  not  le.ss  than  three 
thousand  <3.000i  copies  of  a  printed  list 
of  the  names,  arranged  alphabetically. 
of  the  Indians  on  the  roll  of  the  In- 
dians of  California  approved  May   17. 
1933.     Distribution  of  the  list  shall  be 
made  through  Indian  sub-agencies,  In- 
dian communities,  post  offices,  and  such 
other  agencies  as  the  Director  may  de- 
termine.    In  addition  to  the  name  of 
each  enrollee,  the  list  shall  also  Indicate 
the  enrollee's  address,  age  at  time  of  en- 
rollment, and  roll  number,  as  these  data 
appear  on  the  approved  roll. 

§  53.7  Preparation  of  list  of  qualified 
applicants.  On  the  basis  of  the  appli- 
cations received,  the  Director  shall  pre- 
pare a  list,  in  quadruplicate,  of  the  names 
of  children  and  their  descendants,  now- 
living,  born  since  May  18,  1928,  to  en- 
roUees qualified  under  section  1  of  the 
act  of  May  18.  1928,  as  amended,  whose 
names  appear  on  the  roll  of  May  17, 1933. 
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i  53.8  Rejected  applications.  If  the 
Director  determines  that  an  applicant 
does  not  meet  the  qualifications  speci- 
fied In  §  53  7.  he  shall  notify  the  appli- 
cant of  his  determination,  and  the  rea- 
son therefor.  Such  applicant  shall  then 
have  20  days  from  the  date  of  the  mail- 
ing of  the  notice  to  him  within  which  to 
furnish  to  the  Director  additional  data 
to  substantiate  his  claim  to  enrollment. 
After  reviewing  the  cases  of  all  rejected 
applicants  who  submit  additional  data 
within  the  prescribed  time,  the  Director 
shall  add  to  the  list  of  qualified  appli- 
cants the  names  of  previously  rejected 
applicants  who.  in  his  judgment,  are  en- 
titled to  enrollment. 

5  53.9  Certificate.  The  Director  shall 
affix  a  certificate  to  the  list  of  qualified 
applicants,  certifying  that  the  list  to  the 
best  of  his  knowledge  and  belief,  contains 
only  the  names  of  Indians  entitled  to  en- 
rollment with  the  Indians  of  California 
in  accordance  with  the  provisions  of  the 
act  of  June  30,  1948. 

S  53.10  Preparation  of  It^t  of  deceased 
enroUees.  The  Director  shall  al.so  pre- 
pare in  quadruplicate  and  certify  in  a 
.similar  manner  a  list  of  the  names  of 
enroUees  on  the  roll  of  May  17.  1933.  who 
have  died  since  May  18,  1928.  The  list 
.shall  indicate,  in  addition  to  their  names, 
the  addre.sses,  roll  numbers,  and  dates  of 
death  of  the  enroUees. 

5  53.11  Action  by  the  Secretary  of  the 
Interior.  As  promptly  as  possible  alter 
completion  of  the  lists  of  qualified  ap- 
plicants and  of  deceased  enroUees.  the 
Director  shall  forward  the  lists,  together 
with  all  applications  and  any  other  per- 
tinent data  relating  to  the  applicants,  to 
the  Secretary  of  the  Interior  through  the 
Commissioner  of  Indian  Affairs,  for  re- 
view and  action  by  the  Secretary. 


FEDERAL  REGISTER 

S  53.12  Special  instructions.  To  fa- 
cilitate the  work  of  the  Director,  the 
Commissioner  of  Indian  Affairs  may  is- 
sue to  him  special  Instructions  not  In- 
consistent with  the  regulations  of  this 
part, 

[seal]  J.  A.  Kruc. 

Secretary  of  the  Interior. 

January  13.  1949. 

[F.    R.    Doc.    49-478:    Piled.    Jan.    19,    1949; 
8:46  a.  m.] 

TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  C — Mitcelloneows  Excite  Taxes 
(T.  D.  40) 

Part  152 — Regulations  Under  the 
Marihuana  Tax  Act  of  1937 

special  tax  on.  recistr.\tion  of,  and  ex- 
emptions FOR  CERTAIN  TRANSFERS  TO, 
MILLERS 

Correction 

Federal  Register  Document  49-295. 
appearing  at  page  180  of  the  issue  for 
Thursday.  January  13,  1949,  inadvert- 
ently designated  T.  D.  39,  should  be 
designated  "T.  D.  40"  as  set  forth  above. 

TITLE    41— PUBLIC    CONTRACTS 

Chapter  II — Division   of   Public   Con- 
tracts, Department  of  Labor 

Part  201 — General  Regulations 

manufacturer  or  regular  dealer 

Pursuant  to  authority  vested  in  me  by 
the  Walsh-Healey  Public  Contracts  Act 
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(49  Stat.  2038;  41  U.  S.  C.  38),  §  201.101. 
paragraph  (b\  is  hereby  amended  by 
adding  two  new  subparagraphs,  (6)  and 
(6>,  to  read  as  follows: 

§  201.101  Manufacturer  or  regular 
dealer.     •     •     • 

(b)   •     •     • 

(5»  A  regular  dealer  In  raw  cotton 
may  be  a  person  who  owns,  operates  or 
maintains  a  store,  warehouse,  or  other 
place  of  business  in  which  materials, 
supplies,  articles  or  equipment  of  the 
general  character  described  by  the  speci- 
fications and  required  under  the  contract 
are  bought  for  the  account  of  such  per- 
son and  sold  to  the  public  in  the  usual 
course  of  business,  and  whose  principal 
business  is  such  purchase  and  sale  of 
such  materials,  supplies,  articles  or 
equipment. 

(6i  A  regular  dealer  in  green  coffee 
may  be  a  person  who  owns,  operates  or 
maintains  a  store,  warehouse,  or  other 
place  of  business  in  which  materials, 
supplies,  articles  or  equipment  of  the 
general  character  described  by  the  speci- 
fications and  required  under  the  con- 
tract are  bought  for  the  account  of  such 
person  and  sold  to  the  public  in  the  usual 
course  of  business,  and  whose  principal 
business  is  such  purchase  and  sale  of 
such  materials,  supplies,  articles  or 
equipment. 

(49  Stat.  2038;  41  U.  S.  C.  38) 

The  above  amendments  shall  become 
effective  upon  publication  in  the  Federal 
,  Register. 

Signed  at  Washington,  D.  C.  this  14th 
day  of  January  1949. 

Maurice  J.  Tobin. 
Secretary  of  Labor. 

[P.    R.    Doc.    49  567:    Piled.    Jan.    19,    1949; 
10:32  a.  m.| 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

t  7  CFR,  Part  51  1 

United  States  Consumer  Standards  for 
Celery  Stalks 

notice  of  proposed  rule  making 

Notice  is  hereby  given  under  the  au- 
thority contained  in  the  Department  of 
Agriculture  Appropriation  Act,  1949  (Pub. 
Law  712.  80th  Cong.,  2d  Sess.,  approved 
June  19.  1948),  that  the  United  States 
Department  of  Agriculture  is  considering 
the  issuance  of  United  States  Consumer 
Standards  for  Celery  Stalks. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed standards  .shall  file  the  same  with 
M.  W.  Baker,  Assistant  Director,  Fruit 
and  Vegetable  Branch,  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  South  Build- 
ing, Washington  25.  D.  C,  not  later  than 


5:30  p.  m.,  e.  s.  t.  on  the  20th  day  after 
the  publication  of  this  notice  in  the  Fed- 
BRAL  Register. 
The  proposed  standards  are  as  follows: 

S  51.176  Consumer  standards  for  cel- 
ery stalks — (a)  General.  (1)  These 
standards  do  not  apply  to  celery  hearts. 

(b»  Grades— il)  U.S.  Grade  A  A.  U.S. 
Grade  AA  shall  consist  of  stalks  of  celery 
of  similar  varietal  characteristics,  which 
are  well  developed,  and  have  good  heart 
formation:  which  are  clean,  well 
trimmed,  fairly  compact,  and  are  free 
from  blackheart,  brown  stem,  decay  (ex- 
cept dry  type  crater  rot),  doubles,  and 
from  dtimage  caused  by  crater  rot,  wilt- 
ing, cutworms,  freezing,  suckers,  growth 
cracks,  hollow  crown,  pithy  branches, 
seedstems,  rust,  cracked  stem,  other  dis- 
eases, insects  or  mechanical  or  other 
means. 

(i)  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  in  this 
grade  shall  be  not  less  than  7  inches. 
(See  Blanching  and  Length  of  Stalks.) 

(11)  Incident  to  proper  grading  and 
handling  other  than  for  average  midrib 


length  of  branches  not  more  than  5  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  of 
the  grade  including  not  more  than  1  per- 
cent for  stalks  affected  by  moist  typ)e 
decay.  In  addition,  not  more  than  3 
percent,  by  count,  of  the  .stalks  In  any 
lot  may  fail  to  meet  the  requirements 
as  to  average  midrib  length  of  the  stalks. 

(2)  U.S.  Grade  A.  U.  S.  Grade  A  .shall 
consist  of  stalks  of  celery  of  similar 
varietal  characteristics  which  are  fairly 
well  developed  and  have  fairly  good 
heart  formation;  which  are  clean, 
well  trimmed,  and  not  badly  spread,  and 
which  are  free  from  blackheart,  decay 
(except  dry  type  crater  rot>,  doubles, 
and  from  damage  caused  by  crater  rot, 
brown  stem,  wilting,  cutworms,  freezing, 
suckers,  growth  cracks,  hollow  crown, 
pithy  branches,  seedstems.  ru.st.  cracked 
stem,  other  disea.ses.  Insects,  or  mechani- 
cal or  other  means. 

(i)  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  In 
this  grade  shai:  be  not  less  than  5  Inches. 
(See  Blanching  and  Length  of  Stalks.) 
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(11)  Incident  to  proper  grading  and 
handling  other  than  for  average  midrib 
length  of  branches,  not  more  than  5  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  of 
the  grade  including  not  more  than  1  per- 
cent for  stalks  affected  by  moist  type 
decay.  In  addition,  not  more  than  3  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  as  to 
average  midrib  length  of  the  stalks. 

(3>  U.  S.  Grade  B.  U.  S.  Grade  B 
shall  consist  of  stalks  of  celery  of  similar 
varietal  characteristics  which  are  fairly 
well  developed,  which  are  clean,  well 
trimmed  and  free  from  blackheart.  decay 
(except  dry  type  crater  rot),  doubles, 
and  from  serious  damage  caused  by 
crater  rot.  brown  stem,  wilting,  cut- 
worms, freezing,  suckers,  growth  cracks, 
hollow  crown,  pithy  branches,  seedstems. 
rust,  cracked  stem,  other  diseases,  in- 
sects, or  mechanical  or  other  means. 

(D  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  in  this 
grade  shall  be  not  less  than  4  inches. 
(S?e  Bleaching  and  Length  of  Stalks.) 

(li)  Incident  to  proper  grading  and 
handling  other  than  for  average  midrib 
length  of  branches,  not  more  than  5 
percent,  by  count,  of  the  stalks  in  any 
lot  may  fail  to  meet  the  requirements  of 
this  grade  including  not  more  than  1 
percent  for  stalks  affected  by  moist  type 
decay.  In  addition  not  more  than  3 
percent,  by  count,  of  the  stalks  in  any 
lot  may  fail  to  meet  the  requirements  as 
to  average  midrib  length  of  the  stalks. 

(c)  Blanching.  There  are  no  require- 
ments in  the  grades  as  to  blanching. 
However,  celery  stalks  may  be  classed 
as  "green"  when  they  have  a  medium  to 
dark  green  appearance,  "fairly  well 
blanched"  when  the  midrib  portions  of 
the  branches  on  the  stalks  are  generally 
of  a  light  greenish  to  creamy  white 
color,  or  "well  blanched"  when  the  mid- 
rib portions  of  the  branches  on  the 
stalks  are  generally  of  a  creamy  white 
color.  Not  more  than  5  percent  of  the 
stalks  in  any  lot  may  fail  to  meet  the 
requirements  of  any  of  the  above  classes. 

(d)  Length  of  stalks.  There  are  no 
requirements  in  the  grades  as  to  stalk 
length.  However,  when  the  stalk  length 
Is  specified  it  shall  be  determined  by 
measuring  the  distance  from  where  the 
main  root  is  cut  off,  to  a  point  which 
represents  the  average  length  of  the 
longest  branches  and  leaves  expressed  in 
terms  of  the  nearest  whole  inch.  Inci- 
dent to  proper  sizing,  not  more  than  5 
percent,  by  count,  of  the  stalks  in  any 
lot  may  fall  to  meet  any  specified  stalk 
length. 

(e)  Off -grade  celery.  Celery  stalks 
which  fail  to  meet  the  requirements  of 
any  of  the  foregoing  grades  shall  be  Off- 
Grade  celery  stalks. 

(f)  Definitions.  (1)  "Stalk"  means 
an  individual  plant. 

<2)  "Similar  varietal  characteristics" 
means  that  the  stalks  in  any  container 
have  the  same  character  of  growth.  For 
example,  celery  of  Giant  Pascal  and 
Golden  Self  Blanching  types  must  not 
be  mixed. 

(3)  "Well  developed"  means  that  the 
outer  branches  are  of  good  width  in  rela- 
tion to  the  length  of  midribs  and  type  of 
celery  J. 
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(4)  "Good  heart  formation"  means 
that  the  stalk  has  a  reasonable  number 
of  stocky  inner  heart  branches  for  its 
size. 

(5)  "Clean"  means  that  the  stalk  Is 
practically  free  from  dirt  or  other  for- 
eign materials.  Stalks  shall  be  permit- 
ted to  have  a  small  amount  of  dirt  on  the 
inside  of  the  branches  or  in  the  heart 
branches  which  cannot  be  removed  by 
good  commercial  methods  of  washing. 

<6)  "Well  trimmed"  means  that  the 
outside  coarse  and  damaged  branches 
have  been  removed  and  that  the  root  or 
roots  have  been  neatly  trimmed  to  a 
reasonable  length  for  the  size  of  the  stalk. 

(7)  "Fairly  compact"  means  that  the 
branches  are  fairly  close  together  on  the 
stalk. 

(8)  "Damage"  means  any  Injury  or 
defect  which  materially  affects  the  ap- 
pearance, or  edible  or  shipping  quality. 
Any  one  of  the  following  defects,  or  any 
combination  of  defects,  the  seriousness 
of  which  exceeds  the  maximum  allowed 
for  any  one  defect,  shall  be  considered  as 
damage : 

d)  Crater  rot.  when  moist,  or  when 
occurring  on  more  than  2  branches,  or 
when  aggregating  more  than  two-thirds 
of  a  square  Inch  on  the  branch  or 
branches. 

(11)  Cutworms,  when  the  worms  are 
present,  or  when  worm  injury  occurs  on 
the  heart  branches,  or  when  occurring 
on  the  midrib  portion  of  more  than  two 
branches,  or  when  aggregating  more 
than  one-half  of  a  .square  inch  T)n  the 
midrib  portion  of  the  branch  or  branches, 
(iii)  Growth  cracks,  when  the  stalk 
has  more  than  one  branch  affected  by 
growth  crack*  any  of  which  are  more 
than  one-half  inch  long. 

(Iv)  Pithy  branches,  when  the  mid- 
ribs of  more  than  one  branch  are  pithy. 
Pithy  branches  means  tho.se  which  have 
a  distinctly  open  texture  with  air  spaces 
in  the  central  portion. 

(V)  Seedstems.  when  the  .stalk  has  a 
seedstem  the  length  of  which  is  more 
than  one  and  one-half  times  the  greatest 
diameter  of  the  stalk.  The  greatest 
diameter  of  the  stalk  shall  be  measured 
at  a  point  two  inches  above  the  point  of 
attachment  of  the  outer  branches  to  the 
root.  The  length  of  the  seedstem  shall 
be  measured  from  the  point  of  attach- 
ment of  the  outer  branches  at  the  ba.se 
of  the  seedstem  to  the  top  of  the  actual 
seedstem,  exclusive  of  any  leaves  or  leaf 
stems  attached  to  the  top  of  the 
seedstem. 

(vi)  Ru.st,  when  there  are  more  than 
five  hair-like  lines  of  any  length  on  one 
or  more  heart  branches,  or  when  there 
is  more  than  one  square  inch  in  the  ag- 
gregate on  branches  other  than  heart 
branches. 

(vll>  Cracked  stem,  when  there  Is 
more  than  one-half  of  a  .square  inch  in 
the  aggregate  on  any  or  all  branches. 

(9^  "Midrib  length"  of  a  branch 
means  the  distance  between  the  point 
of  attachment  to  the  root  and  the  first 
node. 

(10>  "Fairly  well  developed"  means 
that  the  outer  branches  are  not  spindly 
or  abnormally  short  and  thin. 

(11)  "Fairly  good  heart  formation" 
means  that  the  stalk  has  a  moderate 


number   of   fairly   stocky   Inner   heart 
branches  for  its  size. 

(12)  "Serious  damage"  means  any  in- 
jury or  defect  which  seriously  affects  the 
appearance,  or  edible  or  shipping  qual- 
ity. Any  one  of  the  following  defects, 
or  any  combination  of  defects,  the  .seri- 
ousness of  which  exceeds  the  maximum 
allowed  for  any  one  defect,  shall  be  con- 
sidered as  serious  damage: 

(I)  Crater  rot,  when  moist,  or  when 
occurring  on  more  than  three  branohes. 
or  when  aggregating  more  than  one 
square  inch  on  the  branch  or  branches. 
(II »  Cutworms,  when  the  worms  are 
present,  or  when  worm  injury  occurs  on 
the  heart  branches,  or  when  occurring 
on  the  midrib  portion  of  more  than  three 
branches,  or  when  aggregating  more 
than  one  square  inch  on  the  midrib  por- 
tion of  the  branch  or  branches. 

(ill)  Growth  cracks,  when  the  stalk 
has  more  than  two  branches  affected  by 
growth  cracks  any  of  which  are  more 
than  one-half  inch  long. 

(iv)  Pithy  branches,  when  the  mid- 
ribs of  more  than  two  branches  are 
pithy.  Pithy  branches  means  those 
which  have  a  distinctly  open  texture 
v/ith  air  space  In  the  central  portion. 

(V)  Seedstems,  when  the  stalk  has  a 
seedstem  the  length  of  which  is  more 
than  three  times  the  greatest  diameter 
of  the  stalk.  The  greatest  diameter  of 
the  stalk  shall  be  measured  at  a  point 
two  inches  above  the  point  of  attach- 
ment of  the  outer  branches  to  the  root. 
The  length  of  the  seedstem  shall  be 
measured  from  the  point  of  attachment 
of  the  outer  branches  at  the  base  of  the 
seedstem  to  the  top  of  the  actual  seed- 
stem,  exclusive  of  any  leaves  or  leaf- 
stems  attached  to  the  top  of  the  seed- 
stem. 

(vl)  Ru.st,  when  there  are  more  than 
fifteen  hair-like  lines  of'any  length  on 
one  or  more  heart  branches,  or  when 
there  are  more  than  one  and  one-half 
square  inches  In  the  aggregate  on 
branches  other  than  heart  branches. 

(vlD  Cracked  stem,  when  there  is 
more  than  one  square  Inch  In  the  aggre- 
gate on  any  or  all  branches. 

Done  at  Washington,  D.  C,  the  14th 
day  of  January  1949. 

[SEALl  John  I.  Thompson. 

As.'iistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

(P.    R.    Doc.    49-509:    Filed,    Jan.    19,    1949; 
8:53  a.  m.l 


[  7  CFR,  Part  941  1 

(AMA  Docket  No.  AO-101-A9I 

Chicago,  III.,  Milk  Marketing  Area 

notice  of  extension  of  time  for  filing 
suggested  findings  of  fact  and  con- 
clusions,    and     briefs     in     support 

THEREOF 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
( 7  CFR  Supps.  900.1  et  seq. ;  1 1  F.  R.  7737 ; 
12  F.  R.  1159.  4904)  notice  is  hereby  given 
that  the  time  for  filing  suggested  find- 
ings of  fact  and  conclusions  and  briefs 


Thursday,  January  20, 1949 

in  support  thereof  on  the  evidence  ad- 
duced at  the  public  hearing  on  proposed 
amendments  to  the  tentative  marketing 
agreement,  as  amended,  and  order,  as 
amended,  regulating  the  handling  of  milk 
in  the  Chicago.  Illincis.  milk  marketing 
area,  which  was  held  in  Chicago.  Illinois, 
September  21-23.  1948.  following  the  Is- 
suance of  notice  on  September  16,  1948 
( 13  F.  R.  5400) ,  is  hereby  further  extend- 
ed to  February  15,  1949. 

At  the  conclusion  of  the  hearing  the 
date  for  filing  was  announced  as  October 
25, 1948.  Subsequently,  at  the  request  of 
the  proponents  of  the  proposed  amend- 
ments, the  time  for  filing  briefs  was  suc- 
cessively extended  for  thirty  days,  and 
until  January  15,  1949.  The  further  ex- 
tension to  February  15, 1949  is  also  at  the 
request  of  the  proponents  of  the  proposed 
amendments. 

Dated:  January  17, 1949. 

[seal]  Earl  R.  Glover, 

Acting  Assistant  Administrator. 

|P     R.    Doc.    49-508:    Filed,    Jan.    19.    1949: 
8:53   a.  m.] 


I  7  CFR,  Part  966  1 

Handling  of  Oranges  Grown  in 
California  or  Arizona 

order  directing  that  referendum  be  con- 
ducted; designation  of  agent  to  con- 
duct referendum:  determination  of 
representative  period 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.;  61  Stat.  208,  707),  it  is 
hereby  directed  that  a  referendum  be 
conducted  among  the  producers  who, 
during  the  period  November  1,  1947,  to 
October  31,  1948,  both  dates  Inclusive 
(which  period  is  hereby  determined  to  be 
a  representative  period  for  the  purpose  of 
such  referendum),  were  engaged  in  the 
State  of  California  or  in  the  State  of 
Arizona  in  the  production  of  oranges  for 
market,  to  determine  whether  such  pro- 
ducers favor  the  issuance  of  an  order 
amending  Order  No.  66  (7  CFR,  Cum. 
Supp.,  966.2  et  seq.) ,  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
which  is  attached  to  the  decision  of  the 
Secretary  of  Agriculture  filed  simultane- 
ously herewith;  and  M.  T.  Googan,  Field 
Repre.sentative,  Fruit  and  Vegetable 
Branch,  Production  and  Marketing  Ad- 
ministration, United  States  Department 
of  Agriculture,  1206  Santee  Street,  12th 
Floor,  Los  Angeles  15,  California,  is  here- 
by designated  agent  of  the  Secretary  of 
Agriculture  to  perform  the  following 
functions : 

(1)  Conduct  said  referendum  In  ac- 
cordance with  the  rules  and  limitations 
herein  set  forth,  giving  an  opportunity 
to  each  producer  of  oranges  grown  in  the 
State  of  California  or  the  State  of  Ari- 
zona to  cast  his  ballot  relative  to  the 
aforesaid  proposed  amendment  on  forms 
furnished  by  the  designated  agent  of  the 
Secretary  of  Agriculture.  A  cooperative 
association  of  such  producers,  bona  fide 
engaged  in  marketing  such  oranges  may 
vote  for  the  producers  who  are  members 
No.  14 a 
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of,  stockholders  In,  or  under  contract 
with,  such  cooperative  association,  and 
the  vote  of  such  cooperative  association 
shall  be  considered  as  the  vote  of  all  such 
producers. 

(2)  Determine  the  time  of  commence- 
ment, duration,  and  termination  of  the 
period  of  the  referendum:  Provided, 
That  the  referendum  shall  be  completed 
prior  to  April  30,  1949. 

<3)  Determine  the  necessary  number 
of  polling  places  and  designate  and  an- 
nounce such  polling  places,  the  area  to 
be  served  by  each  such  polling  place,  and 
the  hours  during  which  such  polling 
places  will  be  open:  Provided,  That  all 
such  polling  places  shall  remain  OF>en  not 
less  than  four  (4)  consecutive  daylight 
hours  during  each  day  announced. 

(4)  In  addition  to  the  designation  and 
announcement  of  polling  places,  if  the 
said  agent  determines  it  advisable,  ar- 
range for  balloting  by  mail,  in  which 
event  the  said  agent  shall  designate  the 
place  or  places  to  which  such  ballots  shall 
be  mailed  and  shall  give  notice  of  the 
last  date  on  which  such  ballots  must  be 
placed  in  the  mail. 

(5)  Give  public  notice  of  the  time  and 
place  of  balloting  (a)  by  posting  a  notice 
thereof  at  least  three  (3)  days  in  advance 
of  the  first  \^oting  day  at  each  polling 
place,  (b)  by  issuing  a  press  release  in 
newspapers  having  general  circulation 
in  the  orange  producing  districts  of  the 
States  of  California  and  Arizona,  and  (c) 
by  such  other  means  as  the  said  agent 
may  deem  advisable. 

(6)  Appoint  any  of  the  county  agricul- 
tural extension  agents  In  the  counties  of 
California  and  Arizona,  or  any  other  per- 
sons deemed  necessary  or  desirable,  to 
assist  the  said  agent  in  carrying  out  his 
duties  hereunder:  Provided,  That  such 
county  agricultural  extension  agents  and 
other  persons  so  appointed  shall  serve 
without  compensation  and  may  be  au- 
thorized, by  the  said  agent,  to  perform 
the  following  functions  in  accordance 
with  the  rules  set  forth  herein: 

(a)  Give  public  notice  of  the  referen- 
dum In  the  manner  specified  herein. 

(b)  Preside  as  a  poll  officer  at  a  desig- 
nated polling  place. 

(c)  Distribute  ballots  to  producers  and 
receive  such  ballots  after  they  are  cast. 

(d)  Secure  the  name  and  address  of 
each  person  casting  a  ballot  and  in- 
quire into  the  ellgibilfty  of  each  such 
person  to  vote  . 

(e)  Forward  to  M.  T.  Coogan,  1206 
Santee  Street,  12th  Floor,  Los  Angeles  15, 
California,  immediately  after  the  close 
of  the  referendum  the  following:  (i) 
The  name  and  address  of  each  producer 
who  cast  a  ballot  at  the  polling  place 
designated  for  such  poll  offlcer  and  whose 
ballot  was  received  by  such  offlcer;  (fl) 
all  of  such  ballots  which  were  received  by 
the  offlcer,  together  with  his  certificate 
that  the  ballots  forwarded  are  all  of  the 
ballots  cast  and  received  during  the  ref- 
erendum period  at  the  designated  polling 
place;  (iii)  a  statement  showing  the  time 
and  place  the  notice  of  referendum  was 
posted  and.  If  the  notice  was  mailed  to 
producers,  the  mailing  list  showing  the 
names  and  addresses  to  which  the  notice 
was  mailed  and  the  time  of  such  mailing ; 
and  (iv)  a  detailed  statement  explain- 
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Ing  the  method  used  in  giving  publicity 
to  such  referendum. 

(7)  Upon  receipt  by  the  designated 
agent  of  all  ballots  cast  and  such  other 
documents  as  are  required  pursuant 
hereto,  the  ballots  shall  be  canvassed  by 
him  and  the  results  of  the  referendum 
shall  be  forwarded  with  the  ballots  and 
other  required  documents  to  the  Fruit 
and  Vegetable  Branch,  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  Washington 
25.  D.  C. 

The  Fruit  and  Vegetable  Branch  shall 
prepare  and  submit  to  the  Secretary  a 
detailed  report  covering  the  results  of  the 
referendum,  the  manner  in  which  the 
referendum  was  conducted,  the  extent 
and  kind  of  public  notice  given,  and  all 
other  information  pertinent  to  the  full 
analysis  of  the  referendum  and  its 
results. 

The  designated  agent  and  any  ap- 
pointee pursuant  hereto  shall  not  refuse 
to  accept  a  ballot  submitted  or  cast;  but 
should  they,  or  any  of  them,  deem  that 
a  ballot  should  be  challenged  for  any 
rea.son,  or  if  such  ballot  shall  be  chal- 
lenged by  any  other  person,  said  agent  or 
appointee  shall  endorse,  above  his  sig- 
nature, on  the  back  of  said  b?.llot  a  .state- 
ment to  the  effect  that  such  ballot  was 
challenged,  by  whom  challenged,  and 
the  reasons  therefor ;  and  the  number  of 
such  challenged  ballots  shall  be  stated 
when  they  are  forwarded  as  provided 
herein. 

All  ballots  shall  be  treated  as  confiden- 
tial and  the  contents  thereof  shall  not 
be  divulged  except  to  <1)  the  Secretary 
of  Agriculture,  (2)  his  agent  designated 
herein  to  conduct  such  referendum,  (3) 
members  of  the  Production  and  Market- 
ing Administration,  United  States  De- 
partment of  Agriculture,  (4)  members 
of  the  Office  of  the  Solicitor,  United 
States  Department  of  Agriculture,  and 
(5)  such  other  persons  as  the  Secretary 
may  hereafter  designate. 

The  Director  of  the  Fruit  and  Vege- 
table Branch,  Production  and  Market- 
ing Administration,  United  States 
Department  of  Agriculture,  is  hereby  au- 
thorized to  prescribe  additional  instruc- 
tions, not  inconsistent  with  the  rules  and 
the  limitations  herein  set  forth,  to  gov- 
ern the  procedure  to  be  followed  by  the 
said  agent  and  appointees  in  conducting 
said  referendum. 

Done  at  Washington,  D.  C.  this  18th 
day  of  January  1949.  ' 

[SIAL]  Charles  F.  Brannan,    ' 

Secretary  of  Agriculture. 

(F.    R.    Doc.    49-534:    Filed.    Jan.    19,    1949; 
9:22  a.  m] 


[  7  CFR,  Part  966  1 

(Docket  No.  A0164-A1] 

Handling  of  Oranges  Grown  ii» 
California  and  Arizona 

decision  ■with  RESPECT  TO  PROPOSED 
MARKETING  AGREEMENT  AND  TO  PROPOSED 
AMENDMENTS  TO   MARKETINQ  ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  maiketing  agree- 
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ments  and  orders  (7  CFR  and  Supps. 
900  1  et  seq.:  U  P.  R.  7737;  12  F.  R.  1159. 
4904).  a  public  hearing  was  held  at  Los 
Angeles.  California,  beginning  on  April 
6. 1948.  and  at  Phoenix,  Arizona,  on  April 
19.  1948.  pursuant  to  notice  thereof  pub- 
lished in  the  Federal  Register  <  13  F.  R. 
1320.  1611),  upon  proposed  amendments 
to  the  tentatively  approved  marketing 
agreement,  and  upon  proposed  amend- 
ments to  Order  No.  68  (7  CFR.  Cum. 
Supp.  966.2  et  seq.).  hereinafter  referred 
to  as  the  "order."  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  pursuant  to  the  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 
et  seq. ) . 

Upon  the  basis  of  the  evidence  Intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator. 
Production  and  Marketing  Administra- 
tion on  September  8.  1948,  filed  with  the 
Hearing  Clerk,  United  States  Department 
of  Agricvilture,  his  recommended  deci- 
sion in  this  proceeding.  The  notice  of 
the  filing  of  such  recommended  decision. 
aCfording  opportunity  to  file  written  ex- 
ceptions thereto,  was  published  In  the 
Federal  Register  (13  F.  R.  5338.  5401, 
5663). 

Rulings  on  exceptions  to  recommended 
decisio  i.  Exceptions  to  the  recom- 
mended decision  of  the  Assistant  Admin- 
istrator were  filed  by  or  on  behalf  of  the 
Arizona  Orange-Lemon  Growers  Asso- 
ciation. Southern  Shippers  Group,  the 
California  Fruit  Growers  Exchange,  the 
Independent  Citrus  Growers  and  Ship- 
pers Association,  the  Mutual  Orange  Dis- 
tributors, and  Frank  S.  Spire.  In  arriv- 
ing at  the  findings  and  conclusions  de- 
cided upon  In  this  decision,  each  of  the 
exceptions  was  carefully  and  fully  con- 
sidered in  conjunction  with  the  record 
evidence  pertaining  thereto.  To  the  ex- 
tent that  the  findings  and  conclusions 
decided  upon  herein  are  at  variance  with 
the  exceptions  pertaining  thereto,  such 
exceptions  are  overruled. 

Material  issues.  Material  Issues  pre- 
sented on  the  record  of  the  hearing  per- 
tain to  amending  the  marketing  agree- 
ment and  order  as  follows: 

(1)  Delete  the  provisions  thereof  per- 
mitting regulation  of  the  handling  of  or- 
anges grown  in  the  State  of  Arizona; 

(2)  Provide  therein  that  allotment  be 
Issued  only  to  handlers  owning  or  con- 
trolling mature  oranges; 

<  3 )  Delete  the  provisions  thereof  rele- 
vant to  prorate  districts; 

(4)  Delete  the  provisions  thereof  rele- 
vant to  the  allotment  pool  or  modify 
the  provisions  thereof  to  establish  there- 
in definite  mechanics  whereby  allot- 
ments may  be  equitably  allocated  to  fa- 
cilitate the  handling  of  early  maturity 
and  short  life  oranges; 

(5)  Provide  therein  that  the  Orange 
Administrative  Committee  be  increased 
to  11  members  by  the  addition  of  4 
handler  members  and  that  grower  com- 
mittee representation  be  by  districts  in- 
sofar as  practicable: 

(6)  Provide  therein  for  regulation 
based  on  the  sizes  of  oranges; 

(7>  Define  therein  "exports"  and 
"diversion"; 
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(8)  Provide  therein  for  the  regulation 
of  the  handling  of  oranges  which  han- 
dling directly  burdens,  obstructs,  or  af- 
fects the  handling  of  oranges  in  Inter- 
state or  foreign  commerce: 

(9)  Provide  therein  for  the  mandatory 
appointment  of  a  marketing  economist 
by  the  Orange  Administrative  Commit- 
tee ' 

(10)  Provide  therein  for  the  establish- 
ment and  operation  of  a  surplus  diver- 
sion program; 

(ID  Provide  therein  adequate  speci- 
fications relevant  to  the  handling  of 
oranges  which  are  not  subject  to  regu- 
lation under  the  program; 

(12)  Provide  therein  an  adequate 
specification  of  the  contents  of  reports 
to  be  filed  by  each  handler  with  the 
Orange  Administrative  Committee: 

( 13 »  Provide  therein  a  new  method  for 
adjusting  prorate  bases  in  accordance 
with  changes  of  control  of  oranges. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  aforesaid 
material  issues,  all  of  which  are  based 
on  the  evidence  introduced  at  the  hear- 
ing and  the  record  thereof,  are  as 
follows: 

(D   Oranges   grown   In   the   State   of 
Arizona    compete    In    the    market    with 
those  grown  in  the  State  of  California. 
Oranges  grown  in  both  states  are  packed. 
In  general,  under  the  same  grade  and 
size  specifications  and  in  the  same  types 
of  containers.    The  varieties  of  oranges 
grown  m  both  states  are  Identical.    Most 
of  the  oranges  grown  In  the  State  of 
Arizona  are  marketed  by  the  same  mar- 
keting    organizations     marketing     the 
oranges  grown  in  the  State  of  Califor- 
nia.   Prices    received    by    growers    for 
Arizona  oranges  during  the  past  three 
years  under  the  operation  of  the  order 
have  been  slightly  higher  than  prices  re- 
ceived by  growers  of  California  oranges. 
Oranges  grown  in  some  areas  of  Cal- 
ifornia are  marketed  under  conditions 
very  similar  to  conditions  under  which 
oranges  grown  In  Arizona  are  marketed. 
Eastern    markets    do    not    differentiate 
between  Arizona  oranges  and  California 
oranges.    Rail  freight  rates  to  eastern 
markets  are  the  same  for  oranges  grown 
In  California  and  Arizona. 

Production    of    oranges    In    Arizona 
would  be  greatly  accelerated  if  the  han- 
dling of  oranges  grown  in  that  State  were 
not   regulated,   inasmuch   as   producers 
therein  would  share  in  the  benefits  of 
regulation  of  shipments  of  oranges  grown 
In  California  without  assuming  any  of 
the  burden  of  such  regulation.    It  would 
be  unfair  to  California  growers  and  han- 
dlers of  oranges  to  exclude  Arizona  or- 
ange shipments  from  the  burden  of  reg- 
ulation because  growers  and  handlers  In 
both  States  receive  substantially  iden- 
tical benefits  from  such  regulation.   Reg- 
ulation for  oranges  grown  In  both  States 
should  be  recommended  by  the  same  ad- 
ministrative committee  to  integrate  and 
coordinate  regulation  under  the  market- 
ing agreement  and  order  to  afford  grow- 
ers and  handlers  therein  the  maximum 
benefit  from   regulation.     The   present 
marketing  agreement  and  order  program 
Is  concerned  with  problems  which  arise 
In  every  area  producing  oranges  in  both 
States  and  should,  therefore,  continue  to 


cover   all   of   such   areas   within   these 

On  the  basis  of  the  foregoing  findings 
and  reasons  It  Is  hereby  found  and  con- 
cluded that  the  marketing  agreement 
and  order  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  should  con- 
tinue to  regulate  the  handling  of  oranges 
grown  in  both  of  said  States. 

i2)  Oranges  must  be  mature  to  afford 
consumer  satisfaction  and  to  be  shipped 
under  statutes  of  the  States  of  Califor- 
nia and  Arizona.  Undue  delay  in  afford- 
ing handlers  an  opportunity  to  market 
mature  oranges  or  oranges  of  short  life 
results  in  the  deterioration  of  such  fruit 
and  in  financial  losses. 

Mature  oranges  and  oranges  of  short 
life  should  be  afforded  an  opportunity  to 
be  shipped  to  market  during  the  normal 
marketing  season  of  such  oranges  (sub- 
ject to  the  ability  of  the  market  to  absorb 
such  oranges  at  prices  declared  in  the 
act  to  be  the  policy  of  Congress  to  estab- 
lish )  regardless  of  the  location  of  produc- 
tion of  such  oranges  In  the  States  of  Cal- 
ifornia and  Arizona.     Handlers  of  such 
oranges  in  California  and  Arizona  should 
be  afforded  an  opportunity    under    the 
marketing  agreement  and  order  to  pro- 
portionately share  marketing  opportuni- 
ties for  such  oranges,  through  propor- 
tionate allocation  of  allotment,  so  that 
each  handler  is  permitted  to  ship  that 
percentage  of  each  variety  of  such  or- 
anges to  market,  during  the  normal  life 
thereof,  as  will  equal.  Insofar  as  may  be 
practicable,  the  average  percentage  of 
such  varieties  to  be  shipped  by  all  han- 
dlers of  such  varieties   grown   In  said 
states,   subject   to    restriction  of   such 
marketing  opportunities  for  all  oranges 
produced  in  such  states  to  such  volume 
of  shipment  as  will  result  in  obtaining 
prices  therefor  declared  In  the  act  to  be 
the  policy  of  Congress  to  establish. 

Oranges  of  any  one  variety  in  any  one 
geographical    section   In   the   States   of 
California  and  Arizona  do  not  neces- 
sarily attain  maturity  on  the  same  date 
as  other  oranges  of  the  same  variety  in 
the  same  geographical  section.     Scien- 
tific tests  can  definitely  determine,  un- 
der substantially  identical   statutes  In 
California  and  Arizona,  when  oranges  are 
mature.      While    a    particular    orange 
grove,  or  part  thereof.  In  any  part  of 
such  states  does  not  necessarily  mature 
on  the  same  date  In  successive  years, 
such  grove,  or  part  thereof,  will   ma- 
ture at  approximately  the  same  relative 
time  each  year  in  relation  to  other  groves 
of  the  same  variety  In  the  same  geo- 
graphical section,  thereby  supplying  ma- 
turity patterns  which  will  minimize  ad- 
ministrative difUculties  in  the  operation 
of  regulations  on  such  basis. 

Oranges  of  any  one  variety  grown  In 
any  one  geographical  section  In  the 
States  of  California  and  Arizona  do  not 
maintain  their  merchantable  qualities 
for  Identical  periods  of  time.  The  period 
for  the  maintenance  of  such  qualities 
can  be  determined  In  a  manner  similar 
to  that  followed  In  establishing  patterns 
of  maturity.  Once  short  life  orange  pat- 
terns are  determined  for  such  states, 
administrative  difficulties  Involved  In  af- 
fording the  handlers  of  such  oranges 


Thursday,  January  20, 1949 

a  proportionate  opportunity  to  market 
such  or-anges  during  the  normal  life 
thereof,  subject  to  the  same  price  limi- 
tation referred  to  In  connection  with  ma- 
turity considerations,  will  be  minimized. 
Affording  handlers  an  opportunity  to 
market  mature  oranges  wherever  grown 
In  California  and  Arizona  when  they 
attain  maturity  and  during  the  normal 
marketing  life  thereof,  subject  to  such 
proportionate  limitation  as  will  permit, 
insofar  as  possible,  the  total  volume  of 
all  oranges  grown  In  such  states  and 
marketed  during  such  period  to  bring 
price  returns  declared  in  the  act  to  be 
the  policy  of  Congress  to  establish,  will. 
to  the  maximum  extent,  eliminate  in- 
equities alleged  to  occur  under  the  mar- 
keting agreement  and  order  by  virtue 
of  Issuing  allotments  on  district  bases 
and.  therefore,  such  districts  should  be 
retained  because  they  constitute  an  in- 
valuable aid  to  the  orderly  administra- 
tion of  the  marketing  agreement  and 
order. 

The  burden  of  showing  maturity  or 
short  life  conditions  to  the  committee  In 
connection  with  applications  for  the  al- 
location of  allotments  should,  however, 
remain  on  such  applicants  because  they 
are  familiar  with  the  conditions  of 
oranges  owned  or  controlled  by  them, 
which  should  deter  unsustainable  appli- 
cations, ani  a  shift  of  .such  burden  to  the 
committee  would  result  in  the  receipt 
of  excessive  appllcatioas  for  the  alloca- 
tion of  such  allotments  in  an  attempt  to 
acquire  an  inequitable  share  of  the  mar- 
ket, either  presently  or  prospectively, 
where  the  oranges  covered  by  such  appli- 
cations could  not  conceivably  qualify 
for  allotment  on  the  basis  of  maturity 
or  short  life. 

The  administrative  committee  should 
not  be  required  to  allocate  allotment  to 
an  applicant  showing  that  he  owns  or 
controls  one  or  a  few  boxes  of  mature 
oranges  because  the  administrative  de- 
tails involved  therein  would  be  so  ex- 
tensive and  expensive  as  to  tend  to  defeat 
the  purposes  of  the  act.  Such  allocation 
.should  be  made  only  when  the  commit- 
tee determines  that  an  applicant  owns  or 
controls  a  sufficient  quantity  of  mature 
oranges  to  permit  such  applicant  to  carry 
out  practical  handling  operations  in  con- 
nection with  such  mature  oranges.  Al- 
though the  committee  should  be  required 
to  consider  maturity  and  short  life  fac- 
tors at  all  times  in  connection  with  rec- 
ommendations for  volume  regulations 
and  with  the  allocation  of  allotments, 
minimum  volume  of  mature  or  short  life 
oranges  requiring  recommendations  for 
volume  regulations  and  allocation  of  an 
allotment  in  connection  with  any  par- 
ticular application  for  such  allotment 
should  not  be  specified  for  the-  same 
reason.  Such  determination  of  minimum 
quantities  should  be  made  on  a  uniform 
basis  by  the  committee  consistent  with 
factual  situations  in  all  orange-produc- 
ing .sections  of  the  States  of  California 
and  Arizona. 

The  total  tree  crop  of  oranges  in  the 
States  of  California  and  Arizona  is  the 
potential  supply  of  oranges  to  be  mar- 
keted from  such  states.  Therefore,  the 
prorate  ba.se  of  each  handler  should  con- 
tinue to  be  computed  on  the  basis  of  his 
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ownership  or  control  of  a  portion  of  such 
crop  In  relation  to  such  total  crop.  Ac- 
cordingly, the  definition  of  oranges  avail- 
able for  current  shipment  should  not  be 
changed.  Allocation  of  authority  to  ship 
such  owned  or  controlled  oranges,  how- 
ever, should  be  given,  insofar  as  possible, 
when  such  oranges  are  mature  and  at  a 
rate  and  to  the  extent  that  each  handler 
will  be  afforded  an  opportimity  to  obtain 
his  fair  share  of  the  market  during  the 
normal  life  of  such  oranges  as  herein- 
before indicated.  All  oranges  do  not  fall 
in  the  category  of  short  life  or  early  ma- 
turity oranges.  Therefore,  while  all 
handlers  in  the  States  of  California  and 
Arizona  must  proportionately  share  the 
market  for  all  oranges,  subject  to  such 
limitation  on  total  and  individual  ship- 
ments required  to  obtain  prices  therefor 
at  the  level  established  In  the  act  as  the 
policy  of  Congre.ss  therefor.  Individual 
handlers  owning  or  controlling  short  life 
or  mature  oranges  should  be  afforded  an 
opportunity  to  ship  such  oranges  when 
they  mature  and  during  the  normal  life 
thereof.  If  all  handlers  participated  in 
shipping  their  owned  or  controlled 
oranges  to  market  on  a  proportionate 
basis  during  the  average  life  of  such 
oranges,  handlers  owning  or  controlling 
early  maturity  or  short  life  oranges 
would  be  deprived  of  a  portion  of  their 
fair  share  of  such  market  during  the 
period  of  such  average  life. 

Therefore,  it  is  necessary  to  provide 
that  the   administrative  committee   be 
permitted,  when  circumstances  warrant, 
to  allocate  allotments  to  such  owners  or 
controllers  of  early  maturity  or  short  life 
oranges  at  an  earlier  time  or  in  addition 
to  their  normal  weekly  allotments,  re- 
spectively.   This  does  not  mean  that  the 
recipients  of  such  earlier  or  additional 
allotments    receive    an    opportunity    to 
market  more  than  their  fair  share  of 
each  variety  of  oranges  on  a  proportion- 
ate basis  after  appropriate  consideration 
of  the  total  volume,  maturity,  and  length 
of  the  marketing  season  of  all  varieties 
of  such  oranges.    It  merely  means,  and 
the   amendment   provisions   hereinafter 
set  forth  so  provide,  that  such  recipients 
shall  receive,  in.sofar  as  Is  practicable, 
allotments  at  the  time  their  owned  or 
controlled  oranges  are  mature,  permit- 
ting them  to  ship  such  oranges,  to  the 
extent  of  the  proportionate  average  to  be 
shipped  by  all  of  the  handlers  of  the 
variety  involved,  during  the  normal  life 
of  such  oranges.    Under  such  provisions, 
no  handler  will  receive  an  opportunity 
to  market  more  than  his  fair  share  of 
oranges  because  allotments  permitting 
shipments  for  such  purpose  will  not  be 
allocated  to  him  after  he  has  received 
suflBclent  allotment  to  ship  the  aforesaid 
proportionate  average  to  be  shipped  by 
all  handlers.    After  sufficient  allotment 
has  been  allocated  to  a  handler  In  con- 
nection with  his  early  maturity  or  short 
life  oranges  of  one  or  more  varieties  to 
permit  him  to  ship  the  aforesaid  pro- 
portionate average,  remaining  allotment 
otherwise  issuable  to  him  In  connection 
with  such  oranges  by  virtue  of  his  pro- 
rate base  shall  be  allocated  to  the  han- 
dlers owning  or  controlling  oranges  from 
whom   allotment   was   withheld.     Such 
provisions  will  not  be  detrimental  to  own- 
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ers  or  controllers  of  normal  maturity 
and  life  oranges  because  they  will  con- 
tinue to  receive  allotment  which  should 
permit  them  to  ship  to  market  the  pro- 
portionate average  to  be  shipped  by  all 
handlers  of  such  oranges.  Such  provi- 
sions should  not  be  mandatory  upon  the 
committee  because  the  quantity  of  early 
maturity  or  short  life  oranges  In  any  par- 
ticular area  and  in  any  particular  season 
may  be  so  insignificant  as  to  be  incon- 
sequential. Such  provisions  should  not 
set  an  arbitrary  percentage  ceiling  on 
the  oranges  of  short  life  or  early  maturity 
which  may  receive  allotments  thereunder 
because  of  the  wide  variety  of  circum- 
stances which  can  occur  from  season  to 
season  and  which  affect  short  life  and 
early  maturity  conditions.  The  only  fair 
criterion  is  to  allocate  sufficient  allotment 
to  permit  handlers  of  early  maturity  and 
short  life  oranges  to  ship  the  proportion- 
ate average  of  all  handlers  of  oranges  of 
each  variety  thereof. 

Therefore,  on  the  basis  of  the  fore- 
going findings  and  reasons,  it  is  con- 
cluded that  the  provisions  of  the  market- 
ing agreement  and  order  relevant  to  the 
definition  of  oranges  available  for  cur- 
rent shipments  (an  integral  element  in 
determining  the  prorate  base)  and  pro- 
rate districts  should  not  be  amended; 
that  the  provisions  of  the  marketing 
agreement  and  order  should  be  amended, 
as  hereinafter  set  forth,  to  require  that 
the  administrative  committee  consider 
maturity  condition  factors  in  making 
recommendations  for  regulations  there- 
under and  for  allocating  allotment  under 
such  regulations;  and  that  the  provisions 
of  the  "^Allotment  Pool"  should  be 
changed  to  facilitate  allocation  of  allot- 
ment in  accordance  with  the  foregoing. 

(3 1  The  committee  charged  with  the 
responsibility  of  administering  the  mar- 
keting agreement  and  order  is  now  com- 
posed entirely  of  growers  of  oranges  pro- 
duced in  the  States  of  California  and  Ari- 
zona, except  for  one  member  who  is  pro- 
hibited from  being  a  grower,  handler,  or 
employee,  agent  or  representative  of  a 
grower  or  handler  (other  than  a  chari- 
table or  educational  Institution  which  Is 
a  grower  or  handler).  To  acquire  mar- 
keting information  necessary  for  com- 
mittee recommendations  for  regulations, 
the  committee  has  obtained  the  views  of 
handlers  of  oranges  grown  in  such  States 
on  an  Informal  basis.  This  procedure 
has  been  extremely  helpful  to  the  com- 
mittee In  arriving  at  sound  recommen- 
dations for  regulations  of  the  handling 
of  oranges  grown  in  such  States;  but.  in 
some  instances,  such  informal  Informa- 
tion has  not  received  appropriate  em- 
phasis in  the  deliberations  of  the  com- 
mittee because  the  handlers  supplying 
such  Information  were  not  permitted  to 
vote  on  committee  recommendations. 
The  quality  of  information  submitted  to 
the  committee  by  handlers  will  be  im- 
proved, in  many  Instances.  If  such  han- 
dlers are  required  to  assume  responsibil- 
ity as  members  of  the  committee  in 
connection  with  committee  recommenda- 
tions for  regulations  based  in  part  there- 
on. Handler  members  of  the  committee 
would  not  have  sectional  views  on  desir- 
able regulations  because,  in  most  in- 
stances, handlers  market  oranges  grown 
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In  several  or  all  parts  of  the  States  of 
California  and  Arizona.  Conversely, 
growers  may  have  such  sectional  views 
as  to  desirable  regulations  and,  therefore, 
grower  representation  on  the  committee 
should  be.  insofar  as  practicable,  on  a 
geographical  basis  to  permit  important 
subdivisions  of  the  orange-growing  sec- 
tions of  the  States  of  California  and 
Ar  zona  to  be  represented  on  such  com- 
mittee. Committee  representation  by 
growers  on  such  geographical  basis  will 
result  in  grower  representation  which 
will,  to  a  large  extent,  tend  to  equalize 
possible  sectional  views  of  one  or  more 
grower  representatives. 

A  committee  of  eleven  members  will 
be  sufBciently  small  in  number  to  per- 
mit it  to  operate  in  a  practical  and  ex- 
peditious manner  in  administering  the 
terms  and  provisions  of  the  marketing 
agreement  and  order.    At  the  same  time, 
a  committee  of  such  size  will  be  suffl- 
clently  large  to  permit  all  orange-grow- 
ing sections  of  the  States  of  California 
and  Arizona  to  be  represented  thereon. 
Six  members  of  the  committee  should 
continue  to  be  growers  of  oranges  pro- 
duced in  the  States  of  California  and 
Arizona  to  supply  grower  representation, 
insofar  as  practicable,  to  all  segments  of 
the  said  States.    Such  members  should 
continue  to  be  nominated  and  selected 
for  membership  on  the  committee   as 
presently    provided    in    the    marketing 
agreement  and  order.     Grower   repre- 
sentation on  the  committee  should  ex- 
ceed   all    other   representation    thereon 
because  the  regulatory  program  is  de- 
signed and  authorized  for  the  benefit  of 
growers:  and  grower  views  as  to  desir- 
able  regulations  tending   to  effectuate 
the  declared  policy  of  the  act  when  leav- 
ened by  handler  views  relevant  to  the 
marketing    of   oranges    grown    in    said 
States,  should  result  in  fair  and  appro- 
priate recommendations  and  regulations 
for  such  purpose.    Four  members  of  the 
committee  should  be  handlers  because 
such  number  is  deemed  necessary  to  sup- 
ply the  committee  with  effective  handler 
views  as  to  the  marketing  situation  for 
oranges  grown   in   all   portions  of   the 
States  of  California  and  Arizona.    While 
Independent  handlers  may  not  have  ex- 
actly the  same  marketing  views  as  to 
desirable  regulations  under  the  market- 
ing agreement  and  order  as  the  views  of 
cooperative  handlers,  the  legitimate  di- 
vergence between  such  views  will  receive 
due  representation  and  weight  in  com- 
mittee deliberations  on  the  representa- 
tive basis  hereinafter  set  forth.    Cooper- 
ative handlers  market  more  than  three- 
fourths   of  the  oranges  grown   in   the 
States  of  California  and  Arizona,  so  that 
cooperative  handlers  or  representatives 
thereof  should  predominate  in  handler 
representation  on  the  committee.     On 
the  basis  of  the  percentage  of  the  crop 
handled,  there  should  be  three  coopera- 
tive   handler    representatives    on    said 
committee  and   one  independent  han- 
dler representative. 

The  eleventh  member  of  the  committee 
should  be  an  impartial  member  thereof 
and  accordingly,  should  not  be  a  handler, 
a  grower,  or  a  representative  of  either. 
Such  impartiality  will  tend  to  be  attained 
if  such  impartial  member  is  nominated 
by  grower  and  handler  members. 
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Alternate  members  with  the  same  qual- 
ifications as  members,  as  hereinbefore  set 
forth,  should  be  selected  for  each  mem- 
ber to  permit  the  committee  to  operate 
at  all  times  with  a  full  representative 
complement.     Alternate  handler  mem- 
bers should  participate  in  committee  ac- 
tivities in  the  place  and  stead  of  handler 
members  and  alternate  grower  members 
should  participate  in  committee  activi- 
ties in  the  place  and  stead  of  grower 
members.     Therefore,  grower  alternate 
members  should  be  nominated  and  se- 
lected on  the  same  basis  as  grower  mem- 
bers   and    handler    alternate    members 
should  be  nominated  and  selected  on  the 
same  basis  as  handler  members.    As  the 
Secretary  Is  responsible  under  the  act 
for  the  administration  of  the  marketing 
agreement    and    order,    the    Secretary 
should  have  authority  to  finally  select 
committee  members  and  alternates  from 
nominations    submitted    as    aforesaid. 
To  provide  the  Secretary  with  some  lati- 
tude for  independent  judgment  in  select- 
ing committee  members  and  alternates 
who,  in  his  judgment,  are  the  most  com- 
petent individuals  available  for  service 
on  the  committee,  not  less  than  two  nom- 
inees should  be  named  for  each  position 
to  be  filled  on  the  committee. 

The  present  provisions  of  the  market- 
ing agreement  and  order  require  that 
a  majority  of  the  committee  shall  con- 
stitute a  quorum  and  that  any  action 
of  the  committee  shall  require  four  con- 
curring votes.     To  maintain  relatively 
equal  requirements  In  connection  with 
a  committee  of  eleven  members,  the  pro- 
visions of  the  marketing  agreement  and 
order  should  be  amended  to  provide  that 
six  members  of  the  committee  shall  con- 
stitute a  quorum  and  to  provide  that  any 
action  of  the  committee  shall   require 
six  concurring  votes.     Experience  with 
the  operation  of  the  marketing  agree- 
ment   and    order    with    the    aforesaid 
quorum    and   concurring   vote    require- 
ments has  demonstrated  that  such  re- 
quirements are  fair  and  equitable  and 
that    recommendations    for   regulations 
made  on  the  basis  of  a  concurring  ma- 
jority vote  of  the  members  of  the  com- 
mittee are  thereby  based  on  a  sound  rep- 
resentative opinion  of  experts.    There  is 
no  reason  to  anticipate  that  a  propor- 
tionate change  in  the  quorum  require- 
ments or  concurring  vote  requirements 
should  be  desirable. 

The  Secretary  is  authorized  by  present 
provisions  of  the  marketing  agreement 
and  order  to  prescribe   the   time   and 
manner   of    nominating    members    and 
alternate   members   of   the   committee. 
The  Fruit  and  Vegetable  Branch.  Pro- 
duction and  Marketing  Administration, 
proposed  such  conforming  amendments 
to    the    present    marketing    agreement 
and    order    as    might    be    required    by 
amendments     thereto     specifically     set 
forth  in  the  notice  of  hearing  and  con- 
sidered at  the  public  hearing  thereon. 
Proponents  of  amendments  to  the  pro- 
visions of  the  marketing  agreement  and 
order  applicable  to  the  Administrative 
Committee  stated  that  minor  changes 
should  be  made  to  the  "Term  of  Office" 
section    thereof.     Therefore,    the    term 
of    office    provision    of    the    marketing 
agreement  and  order  should  be  amended 
to  modernize  the  language  therein  con- 


tained and  to  retain  committee  members 
and  alternates  in  office  for  the  term  for 
which  they  are  selected  and  qualified  and 
until  their  respective  successors  are  se- 
lected and  have  qualified,  regardless  of 
the  time  at  which  amendments  to  the 
marketing  agreement  and  order  become 
effective.    Although  such  results  could  be 
attained  by  appropriate  prescription  of 
the  Secretary  in  connection  with  the  time 
and  manner  of  nominating  members  and 
alternate  members  of  the  committee,  it  is 
deemed  desirable  to  amend  the  market- 
ing agreement  and  order  in  connection 
with  such  "Term  of  Office."  so  that  all 
parties  affected  thereby  will  have  prompt 
and  timely  notice  of  the  manner  in  which 
the  Administrative  Committee  will  be  ex- 
panded from  seven  to  eleven  members 
and  prompt  and  timely  notice  of  the  offi- 
cial status  of  Incumbent  committee  mem- 
bers and  alternates. 

Therefore,  on  the  basis  of  the  fore- 
going findings  and  reasons.  It  Is  con- 
cluded  that   the   present   provisions  of 
the    marketing    agreement    and    order 
should  be  amended,  as  hereinafter  set 
forth,  to  provide  that  the  committee  be 
composed  of  eleven  members  and  eleven 
alternates;    that   grower   representation 
thereon  be.  Insofar  as  Is  practicable,  on 
a  geographical  representation  basis;  that 
four  handlers  and  their  alternates  be 
selected  to  serve  on  such  committee;  that 
growers  and  handlers  duly  selected  and 
qualified  for  service  on  such  committee 
nominate  two  Impartial  members  and 
their  alternates  to  serve  on  said  commit- 
tee" that  one  impartial  meml^r  and  al- 
ternate be  selected  by  the  Secretary  to 
serve  on  said  committee;  that  the  term 
of  office  of  committee  members  and  al- 
ternates be  for  periods  of  two  years  be- 
ginning on  November  1.  1944,  and  on  the 
1st  of  November  of  each  even  numbered 
year  thereafter;  and  that  a  majority  of 
the  committee  shall  constitute  a  quorum, 
with  action  of  the  committee  to  require 
six  concurring  votes. 

(4)  The  production  of  oranges  In  the 
States  of  California  and  Arizona  Is  in 
excess  of  a  quantity  which,  when  mar- 
keted   In    their    entirety,    will    permit 
farmers  to  obtain  prices  therefor  at  a 
level  that  will  give  such  oranges  a  pur- 
chasing power  with  respect  to  artlcle.s 
that  farmers  buy.  equivalent  to  the  pur- 
chasing power  of  such  oranges  during 
the     period     August     1919^uly     1929. 
Oranges  produced  In   said   States  and 
diverted  from  fresh  fruit  channels  to 
other  market  channels  do  not  return  to 
the  growers  thereof  prices  equal  to  price 
returns  from  oranges  sold  in  fresh  fruit 
channels,  but  such  diversion  will  tend  to 
Increase    the    prices    received    by    said 
growers  for  oranges  marketed  In  fre.'^h 
fruit*  channels   toward   the   prices   de- 
clared In  the  act  to  be  the  policy  of 
Congress  to  establish,  thereby  raising  the 
returns  to  growers  of  all  oranges  becau>e 
the  increased  price  returns  received  from 
oranges  marketed  In  fresh  fruit  channels 
is  not  entirely  off.set  by  lower  price  re- 
turns from  diverted  oranges.   Under  nor- 
mal conditions,  with  or  without  regula- 
tion of  the  handling  of  oranges  grown  in 
said  States,  there  is  a  diversion  from 
fresh  fruit  channels  of  that  portion  of 
such  oranges  which,  from  time  to  time. 
are  deemed  to  be  less  desirable  for  fresh 
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fruit  channels  on  the  basis  of  price  re- 
turns which  are  obtainable  therefor. 
This  diversion  Is,  however,  based  entirely 
on  the  Judgments  of  Individual  handlers 
of  such  oranges,  subject  to  some  limita- 
tion when  volume  regulation  is  in  effect, 
as  to  the  quantity  which  should  be 
diverted.  Each  of  such  judgments  is 
predicated  on  the  greatest  good  to  be  de- 
rived by  the  individual  therefrom  and, 
consequently,  the  composite  judgment  of 
such  handlers  does  not  always  result  in 
the  diversion  of  a  sufficiently  large 
quantity  of  such  oranges  to  attain  the 
maximum  possible  benefit  under  the  act 
for  all  growers  of  such  oranges. 

The  marketing  agreement  and  order 
contains  no  direct  provisions  for  the  reg- 
ulation or  control  on  the  handling  of  that 
quantity   of   oranges   produced   in   the 
aforesaid  States  in  excess  of  the  quantity 
necessary    to    supply    normal    demand 
therefor,  which  oranges  are.  therefore, 
surplus.      Such    surplus    oranges    are 
potentially  available  for  sale  in  any  mar- 
ket at  all  times  and  handlers  thereof 
actually  market  a  portion  of  such  sur- 
plus oranges  where  possible  and  when 
such  marketing  potentially  results  in  re- 
turns therefor  equal  to  or  slightly  in  ex- 
cess of  the  actual  cost  of  such  market- 
ing.     This    potential    availability    and 
actual    marketing    depress    the    prices 
growers  receive  for  all  oranges  produced 
in   the    aforesaid   States.    Removal    of 
rach  surplus  from  all  possibility  of  being 
marketed    would,    therefore,    tend    to 
effectuate  the  declared  policy  of  the  act 
by  Increasing  price  returns  received  by 
growers   of   oranges   produced   in   said 
States  and  marketed,  thereby  tending  to 
give  producers  of  all  oranges  produced 
in  said  States  prices  therefor  declared 
in  the  act  to  be  the  policy  of  Congress  to 
establish.      No    reasonable    method    of 
completely  eliminating  all  of  such  sur- 
plus oranges  produced  In  the  aforesaid 
States,  or  of  equalizing  the  burden  of 
such  elimination  among  producers  and 
handlers  thereof,  was  presented  at  the 
public  hearing. 

There   is   no   uniformity   of    opinion 
among     producers     and     handlers     of 
oranges  grown  in  the  aforesaid  States  as 
to  the  method  which  should  be  employed 
in  reducing  or  controlling  the  aforesaid 
surplus  oranges,  which  reduction  or  con- 
trol would  tend  to  effectuate  the  declared 
policy  of  the  act.    However,  such  pro- 
ducers and  handlers  generally  agree  that 
oranges  of  specified  sizes  at  various  times 
generally  bring  lower  price  returns  to 
the  producers  thereof  in  fresh  fruit  mar- 
keting channels  than  oranges  of  other 
sizes.     Elimination  of  such  lower  price 
return   oranges  from   market   In   fresh 
fruit  channels  would  free  such  channels 
from  the  depressing  price  effect  of  the 
aforesaid  .surplus  oranges,  thereby  tend- 
ing to  effectuate  the  declared  policy  of 
the  act,  and  would  work  no  hardship 
on  the  producers  of  such  oranges  be- 
cause when  the  average  production  of 
such  sizes  by  any  one  of  such  producers 
prevents  him  from  shipping,  by  virtue 
of  size  regulations,  as  large  a  proportion 
of  each  variety  of  his  oranges  as  the 
average  projaortlon  of  each  such  variety 
of  oranges  to  be  shipped  by  all  producers 
in  the  aforesaid  States  or  in  such  pro- 
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ducer's  prorate  district,  such  producer 
of  excess  quantities  of  such  sizes' would 
be  permitted  to  ship  a  sufficient  quantity 
of  each  such  variety  of  his  oranges  to 
equal  the  average  to  be  shipped  of  each 
such  variety  by  all  producers  of  such 
variety  In  the  aforesaid  States  or  In  such 
producer's  prorate  district. 

Price  returns  to  growers  of  oranges 
in  the  aforesaid  States  are  not  at  an 
identical  rate  for  all  sizes  thereof,  re- 
gardless of  the  channel  in  which  they 
are  marketed,  and  the  returns  to  such 
growers  for  any  particular  size  of  or- 
anges fiuctuate  from  day  to  day  and 
week  to  week.     Demand  in  fresh  fruit 
channels,  In  conjunction  with  available 
supply,    dictates    such    prices*  in    such 
channels.    Therefore,  sizq  regulation  of 
such    oranges    can    adjust    the    supply 
thereof,  by  sizes,  available  In  fresh  fruit 
marketing  channels  to  such  volume  as 
will    tend   to   Increase   grower   returns 
therefor.     Oranges     eliminated     from 
fresh  fruit  marketing  channels  by  such 
size  regulations  will  tend  to  be  diverted 
to  non-regulated  channels.     While  all 
of  such  diversion  will  not  afford  the  pro- 
ducers of  the  oranges  involved  therein 
price  returns  equal  to  price  returns  from 
oranges  marketed  in  fresh  fruit  chan- 
nels, the  removal  of  such  oranges  from 
possibility  of  marketing  in  fresh  fruit 
channels  will  tend  to  sufficiently  increase 
prices  received  by  growers  for  oranges 
marketed  In  such  fresh  fruit  channels 
to  more  than  offset  relatively  lower  price 
returns  to  growers  of  oranges  so   di- 
verted.   Such    size    regulation    should 
merely  prohibit  the  handling  of  all  or  of  a 
percentage  of  a  specifieo  size  or  sizes  of 
the  aforesaid  oranges  in  interstate  or 
foreign    commerce,    or    such    handling 
thereof  as  will  directly  burden,  obstruct, 
or  affect  such  commerce,  so  that  the 
handlers  of  all  of  such  oranges  will  con- 
tinue to  have  equal  opportunities  sub- 
ject to  such  regulation.    Regulation  to 
eliminate  or  to  minimize  the  deleterious 
price  return  aspect  of  the  aforesaid  sur- 
plus oranges  should  not  require  diversion 
or  elimination  of  a  percentage  of  oranges 
grown  In  the  aforesaid  States  because 
such  specification  would,  under  certain 
circumstances,  result,   for   example,  in 
lower  price  returns  to  growers  of  oranges 
in  the  aforesaid  States  through  diversion 
or  elimination  of  high  quality  oranges  of 
sizes  commanding  consumer  premiums 
and  through  marketing  of  low  quality 
and  undesirable  sized  oranges. 

Canada  constitutes  a  relatively  large 
fresh  fruit  market  for  small  sized  or- 
anges grown  in  the  aforesaid  States. 
Small  sized  oranges  from  California  and 
Arizona  return  to  the  growers  thereof 
a  higher  price  when  sold  in  Canada  than 
when  sold  In  the  Continental  United 
States  or  Alaska.  Therefore,  size  regu- 
lation of  the  handling  of  oranges  grown 
In  said  States  should  facilitate  preserva- 
tion of  such  Canadian  outlet  by,  under 
appropriate  circumstances,  permitting 
different  sized  oranges  to  be  shipped  to 
Canada  than  to  points  in  continental 
United  States  or  Alaska. 

Size  regulation  will  tend  to  minimize 
or  eliminate  undesirable  sizes  from  mar- 
ket (which  can  not  be  satisfactory  ac- 
complished under  volume  regulation 
alone),  which  undesirable  sizes  depress 


801 

the  entire  fresh  fruit  market  price  for 
all  oranges,  Including  those  particular 
sizes,  grown  in  said  States.  Under 
other  circumstances,  size  regulation 
might  not  be  necessary  a.  all  because  of 
the  relative  nonexistence  of  undesirable  - 
sizes.  Size  regulation  should  be  used, 
theerfore,  to  effectuate  the  declared 
policy  of  the  act,  with  or  without  volume 
regulation,  as  the  circumstances  warrant. 
Such  use  does  not  alter  present  market- 
ing agreement  and  order  requirement 
relevant  to  recommendations  for  and  is- 
suance of  volume  regulation. 

Size  regulation  on  the  foregoing  ba.sls 
will  not  result  in  the  complete  elimina- 
tion of  the  surplus  problem  of  oranges 
grown  in  the  aforesaid  States.  Regula- 
tion on  such  basis  will,  however,  tend  to 
increase  grower  price  returns  for  or- 
anges grown  in  said  States  and  marketed 
In  fresh  fruit  channels  by  an  amount  in 
excess  of  lower  grower  returns  received 
from  oranges  grown  in  said  States  and 
diverted  to  other  than  fresh  fruit 
channels. 

On  the  basis  of  the  findings  and  rea- 
sons hereinbefore  set  forth,  it  is  con- 
cluded that  the  marketing  agreement  and 
order  should  be  amended  to  permit  the 
administrative  committee  to  recommend 
size  regulation  of  oranges  grown  in  the 
States  of  California  and  Arizona  when 
conditions  warrant;  that  such  regulation 
may  thereafter  be  made  effective,  with 
or  without  volume  regulation,  upon  a  de- 
termination  that   such   regulation   will 
tend  to  effectuate  the  declared  policy  of 
the  a"t;  that  such  regulation  shall  pro- 
hibit the  shipment  of  oranges  grown  in 
said  States  in  Interstate  or  foreign  com- 
merce, or  so  as  to  directly  burden,  ob- 
struct, or  affect  such  commerce,  of  all  or 
of  a  percentage  of  a  specified  size  or  sizes 
during  a  specified  period  or  periods;  that 
such  regulation  shall  permit  size  limita- 
tions of  shipments  to  Canada  different 
from  such  limitations  to  the  continental 
United  States  and  Alaska,  and  that  such 
regulation  shall  permit  all  grower:?  of 
oranges  so  regulated  to  apply  for  and  re- 
ceive permission  to  ship  such  quantity  of 
sizes  of  each  variety  prohibited  from  ship- 
ment by  such  regulation  as  may  be  nec- 
e.ssary  to  permit  them  to  ship  the  propor- 
tionate average  of  such  variety  to  be 
shipped  by  all  growers  of  such  varieties 
In  said  States  or  all  growers  of  such 
varieties  in  the  applicant's  prorate  dis-. 
trict. 

(5)  Any  sale  of  oranges  affects  the 
price  and  supply  of  all  other  sales  of 
oranges.  Fluctuations  of  prices  for 
oranges  in  any  market  result  In  fluctua- 
tions of  prices  therefor  in  all  other  mar- 
kets. While  prices  received  In  California 
and  Arizona  for  oranges  grown  In  those 
States  fiuctuate  In  accordance  with  the 
volume  of  such  oranges  offered  for  sale 
therein,  which  volume  Is  directly  affected 
by  the  Interstate  market  price  received 
for  oranges  grown  In  said  States  and  by 
the  total  available  supply  of  oranges 
grown  In  such  States,  such  California  and 
Arizona  prices  have  averaged  lower  than 
the  prices  received  for  such  oranges  in 
Interstate  fresh  fruit  markets.  For  ex- 
ample, substantially  lower  average  re- 
turns were  received  on  an  f.  o.  b.  basis  for 
oranges  marketed  within  the  State  of 
California  during  the  periods  June  2  to 
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July  31.  1947.  January  2  to  January  12. 
1948.  and  January  13  to  February  27. 
1948.  than  returns  for  comparable  or- 
anges marketed  In  Interstate  fresh  fruit 
markets  during  the  same  periods.  Like- 
wise, lower  average  returns  were  received 
for  oranges  marketed  within  the  State  of 
California  during  the  periods  January  25 
to  February  21.  1948  and  February  22  to 
March  20.  1948. 

All  oranges   grown  in  the  aforesaid 
States  were,  prior  to  regulation  under 
the    marketing    agreement    and    order, 
available  to  satisfy  all   marketing   re- 
quirements therefor.    During  such  pe- 
riod, the  surplus  portion  of  such  orange 
crop   had    a   depressing   effect   on   the 
prices   growers   received  therefor   from 
all  markets.    Limitation  of  the  volume 
of  such  oranges  which  could  be  marketed 
In  Interstate  fresh  fruit  channels  under 
the    marketing    agreement    and    order 
tended  to  Increase  grower  returns  for 
the  oranges  so  marketed.    However,  the 
continued  existence  of  surplus  oranges 
grown  and  marketed  In  said  States  free 
from  regulation  of  any  kind  depressed 
the  price  returns  to  growers  of  oranges 
produced  in  such  States  and  marketed 
in  interstate  fresh  fruit  channels  be- 
cause of  the  disposition  of  purchasers 
of  oranges  In  Interstate  fresh  fruit  chan- 
nels to  restrict  their  purchases  in  an- 
ticipation of  eventually  being   able   to 
procure  a  portion  of  the  surplus  orange 
crop  grown  in  such  States  at  reduced 
prices.    Although  relatively  little  of  the 
surplus  orange  crop  grown  in  said  States 
and  prohibited  from  shipment  by  regu- 
lation under  the  marketing  agreement 
and  order  reaches  interstate  fresh  fruit 
marketing  channels  contrary  to  regula- 
tions applicable  thereto,  the  aforesaid 
disposition  continues. 

In  excess  of  10  percent  of  the  total 
sales  in  fresh  fruit  channels  of  oranges 
grown  In  the  aforesaid  States  are  con- 
summated in  such  States  for  consump- 
tion therein.  Such  percentage  will  in- 
crease as  the  population  of  such  States 
Increases. 

Such  appreciable  percentage  of  un- 
regulated oranges  produced  and  sold  in 
said  States  for  prices  averaging  less  than 
the  prices  received  by  growers  for  oranges 
produced  in  such  States  and  sold  in  inter- 
state fresh  fruit  channels,  creates  a  psy- 
chological sales  inertia  in  interstate  fresh 
fruit  channels  merely  because  of  the 
general  dissemination  of  information 
relevant  to  such  lower  prevailing  prices 
In  the  aforesaid  States. 

The  price  received  for  oranges  sold 
within  these  States  is  very  low  during 
certain  periods  of  the  year  and.  during 
sucli  periods,  growers  receive  little  or  no 
return  therefor.  This  creates  confusion 
and  lack  of  confidence  in  the  Interstate 
markets  for  oranges  grown  in  such 
States.  Also,  growers  must  receive 
larger  returns  for  the  oranges  marketed 
In  interstate  commerce  as  a  result  of 
such  low  prices  in  intrastate  markets  to 
establish  the  level  of  prices  declared  in 
the  act  to  be  the  policy  of  Congress  to 
establish.  This  directly  burdens,  ob- 
structs, and  affects  interstate  and  for- 
eign commerce  in  oranges. 

While  the  total  sales  of  oranges  pro- 
duced and  sold  in  the  aforesaid  States 
exceed  10  percent  of  the  total  quantity 
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of  oranges  produced  In  such  States,  the 
prices  received  therefor  and  the  quantity 
available  at  any  particular  time  are  sub- 
ject  to   wide  fluctuations   because   the 
premium  market  for  oranges  produced 
in  said  States   is  the  Interstate   fresh 
fruit  market.    Such  wide  fluctuations  of 
price  and  quantity  promotes  disorderly 
marketing  in  such  States  and  in  inter- 
state fresh  fruit  channels.     Regulation 
of  the  handling  of  oranges  grown  and 
sold  in  said  States  will  result  in  more 
orderly  marketing  in  such  States  and  in 
interstate    fresh    fruit    markets    if    the 
quantity  of  oranges  available  therefor  is 
restricted  on  a  uniform  basis  for  both  of 
such  markets,  thereby  resulting  in  rela- 
tively uniform  average  prices  for  such 
oranges  to  the  producers  thereof.   There 
is  no  reason  to  anticipate  that  such  reg- 
ulation will  result  In  other  than  an  or- 
derly intrastate  and  interstate  marketing 
for  oranges  produced  in  said  States  be- 
cause such  regulation  will  tend  to  remove 
the  reasons  for  price  and  volume  fluctu- 
ations in  each  of  such  markets,  including 
the  depressing  effect  on  the  price  of 
oranges  produced  and  sold  In  the  afore- 
said States  of  a  large  potential  surplus 
orange  crop  which  could  be  marketed 
therein  free  from  regulation. 

The    act    permits    regulation    of    all 
handling  of  oranges  grown  in  the  afore- 
said States,  which  handling  is  in  the 
current  of  interstate  or  foreign   com- 
merce; or  which  directly  burdens,  ob- 
structs, or  affects  such  commerce,  on  the 
basis  of  size,  volume,  or  both.    The  act 
prohibits  the  application  of  such  regu- 
lation to  a  retailer  of  oranges  in  his  ca- 
pacity as  such  retailer  and  to  a  producer 
of  such  oranges  in  his  capacity  as  a 
producer.     Sales  of  oranges  grown   in 
said  States  on  the  trees  by  the  producers 
thereof  and  the  transportation  of  or- 
anges grown  in  the  aforesaid  States  to 
packing  houses  for  the  purpose  of  having 
such  oranges  prepared  for  market  should 
not  be  subjected  to  regulation  because 
It  is  administratively  desirable  and  most 
effective  to  subject  such  oranges  to  regu- 
lation in  the  jx)sse.ssion  of  handlers  sub- 
sequent to  such  sales  or  transportation. 
As  all  handling  of  the  aforesaid  oranges 
except   as  indicated  above  and  except 
for  the  handling  of  oranges  specifically 
exempt  from  regulation  by  the  provi- 
sions of  the  act  or  the  marketing  agree- 
ment   and    order,    is    in    interstate    or 
foreign  commerce,  or  directly  burdens, 
obstructs,  or  affects  such  commerce,  as 
hereinbefore  found,  it  is  concluded  that 
the  handling  of  all  of  such  oranges,  with 
the  exception  hereinbefore  noted,  should 
be  subject  to  such  regulation  and  that 
the    marketing    agreement    and    order 
should  be  appropriately  amended  to  so 
provide. 

(6»  To  facilitate  effective  enforcement 
of  the  regulation  of  the  handling  of  or- 
anges grown  in  the  aforesaid  States,  it 
will  be  necessary  to  require  more  detailed 
reports  from  handlers  than  heretofore 
required.  1.  e..  handler*  should  be  re- 
quired to  report  to  the  Administrative 
Committee  the  total  disposition  of  all 
oranges  handled  by  them  In  such  man- 
ner that  said  committee  will  be  permit- 
ted, on  the  basis  of  such  reports,  to  verify 
the  contents  thereof.  Therefore,  th« 
present  report  provisions  of  the  market- 


ing   agreement    and    order    should   be 
amended  to  provide  that  handlers  should 
report   the    total   quantity   of    oranges 
handled  by  them,  showing  the  destina- 
tion, quantity  and  size  by  variety,  and 
purpose  for  which  such  quantities  are 
to  be  used,  of  each  lot  thereof.    While 
all  of  such  Information  will  satisfactorily 
serve  the  purpose  for  which  it  is  submit- 
ted to  the  Administrative  Committee  if 
such    Information    is    submitted    on    a 
weekly  basis  because  allotments  are  is- 
sued on  a  weekly  basis  and  determina- 
tions relevant  to  allotment  violation  are 
on  a  weekly  basis,  size  Information  by 
variety  and  standard  pack  box  or  its 
equivalent  should  be  mailed  to  the  Ad- 
ministrative Committee  within  24  hours 
after  shipment  of  each  standard  packed 
box  or  its  equivalent  because  each  ship- 
ment must  comply  with  applicable  size 
regulations  in  effect  at  the  time  of  ship- 
ment and  delay  in  ascertaining  the  ex- 
istence of  violations  of  such  regulations 
would  unnecessarily  Jeopardize  the  ef- 
fectiveness of  such  regulation.     There- 
fore, report  requirements  of  the  market- 
ing   agreement    and    order    should    be 
amended  as  hereinafter  set  forth. 

<  7 )  The  Administrative  Committee  of 
the  marketing  agreement  and  order  is 
presently  empowered  to  appoint  such 
employees,  agents,  and  representatives  as 
it  may  deem  necessary,  and  to  determine 
the  compensation  and  to  define  the 
duties  of  each  such  appointee.  There  is 
no  cogent  reason  disclosed  In  the  hear- 
ing record  to  justify  a  specific  require- 
ment that  the  committee  appoint  a  par- 
ticular type  of  employee;  the  committee 
already  has  such  power  and.  If  the  com- 
mittee deems  it  desirable  to  appoint  a 
marketing  economist  or  other  specialist 
to  aid  it  in  discharging  its  duties,  suffi- 
cient provision  is  already  made  in  the 
marketing  agreement  and  order  for  such 
purpose. 

(8)  The  hearing  record  does  not  con- 
tain substantial  evidence  justifying 
amendment  of  the  marketing  agreement 
and  order  to  establish  a  new  method  for 
adjusting  prorate  bases  In  accordance 
with  changes  of  control  of  oranges  grown 
In  the  aforesaid  States.  Testimony  in 
the  record  on  such  proposed  new  method 
shows  that,  for  example,  the  adoption 
thereof  would  permit  handlers  to  obtain 
allotments  on  the  basis  of  all  oranges 
controlled  by  them;  use  suth  allotment 
to  ship  oranges  procured  from  producers 
favored  by  them;  and.  when  the  afore- 
said shipments  were  consummated  and 
unfavored  producers  changed  handlers 
because  of  such  favoritism,  no  appropri- 
ate adjustment  would  be  made  for  the 
use  of  allotment  procured  on  the  basis 
of  the  control  of  oranges  of  such  un- 
favored producer  to  ship  the  oranges  of 
such  favored  producers.  The  present 
provisions  of  the  marketing  agreement 
and  order  contain  no  such  manifest  in- 
equity and.  accordingly  should  not  be 
amended  as  proposed. 

(9)  The  proposal  to  define  "diversion" 
and  "export"  were  proposed  In  the  hear- 
ing notice  and  considered  at  the  hearing 
as  part  of  the  proposal  to  amend  the 
marketing  agreement  and  order  to  es- 
tablish and  operate  a  diversion  program. 
As  it  has  been  hereinbefore  found  and 
concluded  that  the  marketing  agreement 
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and  order  should  not  be  amended  to  es- 
tablish provisions  therein  for  such  di- 
version program.  It  is  herewith  found 
and  concluded  that  amending  the  mar- 
keting agreement  and  order  to  define 
"diversion"  would  serve  no  useful  purpose 
and  that,  therefore,  such  amendment  to 
define  "diversion"  should  not  be  made. 
Similarly,  a  definition  of  "export"  would 
serve  no  useful  purpose  In  connection 
with  the  aforesaid  diversion  program 
but  substantial  evidence  in  the  hearing 
record  shows  that  such  definition  in  the 
marketing  agreement  and  order  would 
permit  a  desirable  simplification  of  other 
language  in  the  agreement  and  order. 
Therefore,  it  is  found  and  concluded 
that  the  marketing  agreement  and  order 
should  be  amended  to  incorporate  there- 
in a  definition  of  "export"  to  simplify 
language  therein,  as  hereinafter  set 
forth. 

<10)  Oranges  grown  In  the  aforesaid 
States  which  are  free  from  regulation 
under  the  marketing  agreement  and  or- 
der, except  for  safeguards  established 
by  the  administrative  committee  to  pre- 
vent such  oranges  from  being  disposed 
of  in  violation  of  regulations,  are.  mani- 
festly, not  "handled"  as  such  term  is  de- 
fined In  said  marketing  agreement  and 
order.  Some  individuals  have,  under  the 
marketing  agreement  and  order  and  de- 
spite the  aforesaid  safeguards,  handled 
oranges,  the  handling  of  which  should 
have  been  subject  to  regulation,  which 
handling  was  not.  in  fact,  regulated  be- 
cause of  representations  that  such 
oranges  were  being  disposed  of  for  pur- 
pKJses  specifically  declared  in  the  act  and 
the  marketing  agreement  and  order  to 
be  free  from  regulation  and  because  of 
allegations  of  Ignorance  as  to  the  possi- 
bility of  such  diversion  from  channels 
free  from  regulation.  Such  diversion 
constitutes  a  real  menace  to  effective  ad- 
ministration of  the  marketing  agree- 
ment and  order.  Therefore,  it  is  found 
and  concluded  that  the  provisions  of  the 
marketing  agreement  and  order  relevant 
to  oranges  the  disposition  of  which  Is 
free  from  regulation  should  be  amended 
to  correctly  indicate  that  such  oranges 
are  not  handled  and  that  the  aforesaid 
safeguards  are  prescribed  to  insure  that 
the  provisions  of  the  marketing  agree- 
ment and  order  are  not  violated.  Inten- 
tionally or  otherwise,  by  the  said  diver- 
sions. 

General  findings.  (1)  The  proposed 
marketing  agreement  and  the  order  as 
hereby  proposed  to  be  amended  and  all 
the  terms  and  conditions  thereof  will 
tend  to  effectuate  the  declared  policy  of 
the  act: 

(2)  The  proposed  marketing  agree- 
ment and  the  order  as  hereby  proposed  to 
be  amended  regulate  the  handling  of 
oranges  grown  In  the  State  of  California 
or  In  the  State  of  Arizona  In  the  same 
manner  as  and  are  applicable  only  to 
persons  in  the  respective  classes  of  indus- 
trial and  commercial  activity  specified  in 
the  marketing  agreement  upon  which 
hearings  have  been  held;  and 

(3)  The  proposed  marketing  agree- 
ment and  the  order  as  hereby  proposed 
to  be  amended  prescribe,  so  far  as  prac- 
ticable, such  different  terms,  applicable 
to  different  production  areas,  as  are  nec- 
essary to  give  due  recognition  to  the  dif- 
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ferences  In  production  and  marketing  of 
oranges  grown  In  the  State  of  California 
or  in  the  State  of  Arizona; 

(4)  The  proposed  marketing  agree- 
ment and  the  order  as  hereby  proposed  to 
be  amended  are  limited  In  their  applica- 
tion to  the  smallest  regional  production 
area  that  Is  practicable,  consistently  with 
carrying  out  the  declared  policy  of  the 
act.  and  the  Issuance  of  several  orders 
applicable  to  any  subdivision  of  such  re- 
gional production  area  would  not  effec- 
tively carry  out  the  declared  policy  of  the 
act. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively, 
"Marketing  Agreement  Regulating  the 
Handling  of  Oranges  Grown  In  the  State 
of  California  or  in  the  State  of  Arizona" 
and  "Order  Amending  the  Order  Regu- 
lating the  Handling  of  Oranges  Grown  in 
the  State  of  California  or  in  the  State  of 
Arizona"  which  have  been  decided  upon 
as  the  appropriate  and  detailed  means 
of  effectuating  the  foregoing  conclusions. 
The  aforesaid  agreement  and  order  shall 
not  become  effective  unless  and  until 
the  requirements  of  §  900.14  of  the  afore- 
said rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  market- 
ing agreements  and  marketing  orders 
have  been  met. 

It  is  hereby  ordered,  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  agreement  are  identical  with  those 
contained  in  the  order  as  proposed  to  be 
amended  by  the  attached  order  which 
will  be  publLshed  with  this  decision. 

This  decision  filed  at  Washington, 
D.  C.  this  18th  day  of  January  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order '  Amending  the  Order  Regulating 
the  Handling  of  Oranges  Grown  in  the 
State  of  California  or  in  the  State  of 
Arizona 

5  966.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  this  order;  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  inso- 
far as  such  findings  and  determinations 
may  be  in  confiict  with  the  findings  and 
determinations  set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933 >,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (7  U.  S.  C. 
601  et  seq. ),  hereinafter  referred  to  as 
the  "act,"  and  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CFR, 
Supps.,  900.1  et  seq.),  a  public  hearing 
was  held  at  Los  Angeles,  California,  be- 


•  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  S  900.14  of 
the  rules  of  practice  and  procedure  governing 
proceedings  to  formulate  marketing  agree- 
ments and  marketing  orders  have  been  met. 
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ginning  on  April  6. 1948,  and  at  Phoenix, 
Arizona,  on  April  19,  1948,  upon  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  marketing 
Order  No.  66  (7  CFR,  Cum.  Supp.  966.2 
et  seq.),  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona.  Upon  the 
basis  of  the  evidence  Introduced  at  such 
hearing,  and  the  record  thereof,  it  is 
found  that: 

( 1 )  The  said  order  as  hereby  amended 
and  all  of  the  terms  and  conditions  there- 
of will  tend  to  effectuate  the  declared 
policy  of  the  act; 

(2)  The  said  order  as  hereby  amended 
regulates  the  handling  of  oranges  grown 
in  the  State  of  California  or  In  the  State 
of  Arizona  in  the  same  manner  as  the 
aforementioned  marketing  agreement  as 
amended,  and  the  said  order  as  hereby 
amended  is  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in  a  mar- 
keting agreement  upon  which  hearings 
have  been  held ; 

(3)  The  said  order  as  hereby  amended 
prescribes,  so  far  as  practicable,  such 
different  terms,  applicable  to  different 
production  areas,  as  are  necessary  to 
give  due  recognition  to  the  difference  in 
production  and  marketing  of  oranges 
grown  in  the  State  of  California  or  in 
the  State  of  Arizona; 

(4)  The  said  order  as  hereby  amended 
is  limited  in  its  application  to  the  small- 
est regional  production  area  that  is  prac- 
ticable, consistent  with  carrying  out  the 
declared  policy  of  the  act,  and  the  issu- 
ance of  several  orders  applicable  to  any 
subdivision  of  such  regional  production 
area  would  not  effectively  carry  out  the 
declared  policy  of  the  act;  and 

(5)  All  handling  of  oranges  In  fresh 
form  which  are  grown  In  the  State  of 
California  or  in  the  State  of  Arizona  Is 
in  the  current  of  interstate  or  foreign 
commerce,  or  directly  burdens,  obstructs, 
or  affects  such  commerce. 

It  is  therefore  ordered,  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona  shall 
be  in  conformity  to.  and  in  compliance 
with,  the  terms  and  conditions  of  the 
afore.said  order  as  hereby  amended ;  and 
such  order  is  hereby  amended  as  follows : 

(1)  Delete  paragraph  (j)  of  §966.3 
and  substitute  therefor  the  following: 

(j)  "Handle"  means  to  buy,  sell,  con- 
sign, transport,  ship  (except  as  a  com- 
mon carrier  of  oranges  owned  by  another 
person),  or  in  any  other  way  to  place 
oranges  In  fresh  form  in  the  current  of 
commerce  between  the  State  of  Califor- 
nia and  any  point  outside  thereof  in  the 
continental'  United  States.  Alaska,  or 
Canada,  or  within  the  State  of  California, 
or  between  the  State  of  Arizona  and  any 
point  outside  thereof  In  the  continental 
United  States.  Alaska,  or  Canada,  or 
within  the  State  of  Arizona.  The  term 
"handle"  does  not  Include  'D  the  sale  of 
oranges  on  the  tree,  (2)  the  transporta- 
tion of  oranges  to  a  packing  house  for 
the  purpose  of  having  such  oranges  pre- 
pared for  market,  or  (3)  the  sale  of  or- 
anges at  retail  by  a  person  in  his  capacity 
as  such  retailer. 
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(2)  Add  to  §  966.3  the  following: 

(o)  "Export"  means  shipments  of  or- 
anges In  fresh  form  to  points  outside  the 
continental  United  States,  Canada  and 
Alaska. 

(3)  Delete  paragraph  (a)  of  §  966.4 
and  substitute  therefor  the  following: 

(a)  Establishment  and  membership. 
There  Is  hereby  established  an  Orange 
Administrative  Committee  consisting  of 
eleven  members,  for  each  of  whom  there 
shall  be  an  alternate  member  who  shall 
be  nominated  and  selected  in  the  same 
manner  and  who  shall  have  the  same 
qualifications  as  the  member  for  whom 
each  is  an  alternate.  Six  of  the  mem- 
bers and  their  respective  alternates  shall 
be  growers  who  shall  not  be  handlers  or 
employees  of  handlers  or  employees  of 
central  marketing  organizations.  Pour 
of  the  members  and  their  respective  al- 
ternates shall  be  handlers  or  employees 
of  handlers  or  employees  of  central  mar- 
keting organizations.  One  member  of 
the  committee  and  an  alternate  of  such 
member  shall  be  nominated  as  provided 
In  paragraph  (c)  (6)  of  this  section.  The 
six  members  of  the  committee  who 
shall  be  growers  and  who  shall  not  be 
handlers  or  employees  of  handlers  or  em- 
ployees of  central  marketing  organiza- 
tions are  hereinafter  referred  to  as 
"grower"  members  of  the  committee  and 
the  four  members  who  shall  be  handlers 
or  employees  of  handlers  or  employees 
of  central  marketing  organizations  are 
hereinafter  referred  to  as  "handler" 
members  of  the  committee. 

^4)  E>elete  paragraph  ^b'*  of  §966.4 
and  substitute  therefor  the  following : 

(b)  Term  of  office.  The  term  of  office 
of  committee  members  and  alternate 
members  shall  be  for  a  period  of  two 
years.  The  first  regular  term  of  office 
shall  begin  on  November  1.  1944,  and 
subsequent  terms  shall  begin  on  Novem- 
ber 1  of  each  even  numbered  year  there- 
after: Provided,  That  such  members  and 
alternates  shall  serve  in  such  capacities 
for  the  portion  of  the  term  of  office  for 
which  they  are  selected  and  qualify  and 
until  their  respective  successors  are 
selected  and  have  qualified. 

(5)  Delete  paragraph  <c)  (2)  of 
§  966.4  and  substitute  therefor  the 
following: 

(2)  Any  cooperative  marketing  organ- 
ization, or  the  growers  affiliated  there- 
with, which  marketed  more  than  50 
percent  of  the  total  volume  of  oranges 
marketed  in  fresh  fruit  form  during  the 
fLscal  year  preceding  the  date  on  which 
nominations  for  members  and  alternate 
members  of  the  committee  are  submitted 
shall  nominate  not  less  than  six  growers 
for  three  grower  members:  not  less  than 
six  growers  for  three  alternate  members; 
not  less  than  four  handlers,  or  employees 
of  handlers,  or  employees  of  central  mar- 
keting organizations,  or  any  combination 
thereof,  for  two  handler  members;  and 
not  less  than  four  handlers,  or  employees 
of  handlers,  or  employees  of  central  mar- 
keting organizations,  or  any  combination 
thereof,  for  two  alternate  members  of  the 
committee. 


^6)  Delete  paragraph  (c)  (3)  of 
§  966.4  and  substitute  therefor  the 
following: 

(3)  All  cooperative  marketing  or(?anl- 
zatlons  which  market  oranges  and  which 
are  not  qualified  under  subparagraph  <2) 
of  this  paragraph,  or  the  growers  affil- 
iated therewith,  shall  nominate  not  less 
than  two  growers  for  one  grower  mem- 
ber; not  le.ss  than  two  growers  for  one 
alternate  member;  not  less  than  two 
handlers,  or  employees  of  handlers,  or 
employees  of  central  marketing  organi- 
zations, or  any  combination  thereof,  for 
one  handler  member;  and  not  less  than 
two  handlers,  or  employees  of  handlers, 
or  employees  of  central  marketing  organ- 
izations, or  any  combination  thereof,  for 
one  alternate  member  of  the  committee. 

(7)  Delete  paragraph  (c)  (4)  of 
§  966.4  and  substitute  therefor  the 
following: 

(4)  All  growers  who  are  not  affiliated 
with  a  cooperative  marketing  organiza- 
tion which  markets  oranges  shall  nomi- 
nate not  less  than  four  growers  for  two 
grower  members;  not  less  than  four 
growers  for  two  alternate  members;  not 
less  than  two  handlers,  or  employees  of 
handlers,  or  employees  of  central  mar- 
keting organizations,  or  any  combination 
thereof,  for  one  handler  member;  and 
not  less  than  two  handlers,  or  employees 
of  handlers,  or  employees  of  central  mar- 
keting organizations,  or  any  combination 
thereof,  for  one  alternate  member  of  the 
committee. 

(8)  Delete  paragraph  (c)  (6>  of  §  966.4 
and  substitute  therefor  the  following: 

(6>  The  members  of  the  committee 
selected  by  the  Secretary  pursuant  to 
paragraph  (d>  of  this  section  shall  meet 
on  a  date  designated  by  the  Secretary 
and.  by  a  concurring  vote  of  at  least  six 
members,  shall  nominate  two  persons  for 
a  member  and  two  persons  for  an  alter- 
nate member  of  the  committee,  which 
persons  shall  not  be  growers  or  handlers, 
or  employees,  agents,  or  representatives 
of  a  grower  or  handler  (other  than  a 
charitable  or  educational  institution 
which  is  a  grower  or  handler),  or  of  a 
central  marketing  organization,  or  in  any 
other  way  directly  associated  with  the 
production  or  marketing  of  oranges.  If 
committee  members  and  alternate  mem- 
bers for  the  term  of  office  ending  on  Oc- 
tober 31.  1950,  have  been  selected  prior 
to  the  effective  date  hereof  and  qualify 
within  the  time  limit  prescribed  by  para- 
graph (f)  of  this  section,  the  provisions 
of  subparagraph  (6)  of  this  paragraph 
and  paragraph  (d)  shall  only  be  appli- 
cable to  handler  members  and  alternate 
members  of  the  committee  during  such 
term  of  office. 

(9)  Delete  paragraph  (d)  of  §  966.4 
and  substitute  therefor  the  following: 

(d)  Selection.  (1)  Prom  the  nomina- 
tions made  pursuant  to  paragraph  (c) 
(2)  of  this  section  the  Secretary  shall 
select  three  grower  members  of  the  com- 
mittee and  an  alternate  to  each  of  such 
grower  members;  also  two  handler  mem- 
bers of  the  committee  and  an  alternate 
to  each  of  such  handler  members.  Prom 
the  nominations  made  pursuant  to  para- 
graph (c)  (3)  of  this  section  the  Secre- 


tary shall  select  one  grower  member  of 
the  committee  and  an  alternate  to  such 
grower  member;  also  one  handler  mem- 
ber of  the  committee  and  an  alternate 
to  such  handler  member.  From  the  nom- 
inations made  pursuant  to  paragraph 
(c)  (4)  of  this  section  the  Secretary  shall 
select  two  grower  members  of  the  com- 
mittee and  an  alternate  to  each  of  such 
grower  members;  also  one  handler  mem- 
ber of  the  committee  and  an  alternate  to 
such  handler  member.  From  the  nomi- 
nations made  pursuant  to  paragraph  (c) 
(6)  of  this  section  the  Secretary  shall 
select  one  member  of  the  committee  and 
an  alternate  to  such  member.  If  nom- 
inee lists  of  handler  members  and  alter- 
nate members  of  the  committee  for  the 
biennial  term  of  office  ending  October  31, 
1950.  are  not  submitted  to  the  Secretary 
by  growers  and  cooperative  marketing 
organizations  on  the  representative  bases 
provided  in  paragraphs  (c)  (2).  (c)  (3», 
and  (c)  (4)  of  this  section,  by  the  effec- 
tive date  hereof,  the  Secretary  may  make 
such  selections  on  such  representative 
bases  without  regard  to  nominee  lists. 

(2)  In  making  his  selections  of  mem- 
bers of  the  committee  and  their  alter- 
nates the  Secretary,  Insofar  as  practica- 
ble, shall  select  grower  members  and  their 
respective  alternates  so  as  to  give  rea- 
sonable and  adequate  representation  on 
the  committee  to  the  following  geograph- 
ical and  growing  areas:  <i)  Central  and 
Northern  California;  (il)  Ventura  and 
Santa  Barbara  Counties,  California,  (ill) 
Los  Angeles  County,  California;  (Iv)  San 
Bernardino  and  Riverside  Counties.  Cal- 
ifornia; (V)  Orange  County,  California; 
(vi»  San  Diego  and  Imperial  Counties. 
California,  and  the  State  of  Arizona;  and 
so  as  to  give  reasonable  and  adequate 
representation  to  both  Valencia  orange 
growers  and  the  growers  of  all  other  va- 
rieties of  oranges. 

aO)  Delete  paragraph  (i)  (9)  of 
§  966.4  and  substitute  therefor  the  fol- 
lowing: 

(9>  To  provide  an  adequate  system  for 
determining  the  total  quantity  of  each 
variety  of  oranges  available  for  current 
shipment,  and  to  make  such  determina- 
tions, including  determinations  by  grade, 
size,  and  maturity  conditions,  as  it  may 
deem  necessary,  or  as  may  be  prescribed 
by  the  Secretary,  in  connection  with  the 
administration  hereof; 

ai)  Delete  paragraph  (k)  (I)  of 
5  966.4  and  substitute  therefor  the  fol- 
lowing: 

(DA  majority  of  the  committee  shall 
constitute  a  quorum  and  any  action  of 
the  committee  shall  require  at  least  six 
concurring  votes. 

(12)  Delete  the  caption  from  para- 
graph (b)  of  §  966.6  and  substitute  there- 
for the  following : 

(b)  Recommendations  for  volume  reg- 
ulation. 

(13)  Delete  paragraph  (b)  (1)  of 
§  966.6  and  substitute  therefor  the 
following : 

(1)  Each  week  during  the  marketing 
sesison  for  each  variety  of  oranges  the 
committee  shall  recommend  to  the  Secre- 
tary the  total  quantity  of  each  such 


variety  of  oranges  which  It  deems  advis- 
able to  be  handled  during  the  next  suc- 
ceeding week.  The  committee  shall  give 
due  consideration  to  the  maturity  of 
oranges  in  making  such  recommenda- 
tions. If  prorate  districts  are  estab- 
lished pursuant  to  S  966.7,  the  committee 
shall  recommend  to  the  Secretary  the 
total  quantity  of  each  such  variety  of 
oranges  grown  in  each  such  prorate  dis- 
trict which  it  deems  advisable  to  be  han- 
dled during  each  such  week,  and  such 
recommendation  shall  Include  the  quan- 
tity of  oranges  to  be  handled  during  such 
week  in  each  such  prorate  district  when- 
ever the  committee  determines  that  ma- 
turity conditions  in  such  district  make 
It  advisable  to  so  recommend.  If.  for 
any  reason,  the  committee  fails  to  rec- 
ommend to  the  Secretary  the  total 
quantity  of  each  variety  of  oranges 
which  it  deems  advisable  to  be  handled 
during  each  week,  as  required  hereby,  re- 
ports representing  the  respective  views 
of  the  committee  members  with  respect 
to  Its  failure  to  act  shall  be  submitted 
promptly  to  the  Secretary. 

(14)  Delete  the  caption  from  para- 
graph (c)  of  §  966.6  and  substitute  there- 
for the  following: 

<c)  Issuance  of  volume  regulation. 

(15)  Delete  paragraph  (k)  of  §  966.6 
and  substitute  therefor  the  following: 

(k)  Early  maturity  and  short  life  al- 
lotments. Notwltlistanding  the  forego- 
ing provisions  of  this  section,  the  com- 
mittee shall  withhold  from  the  allotment 
of  handlers  for  a  variety  of  oranges,  on 
a  uniform  proportionate  basis  for  all 
handlers,  an  amount  sufficient  to  permit 
handlers  controlling  oranges  of  such  va- 
riety of  early  maturity  or  short  life  to 
handle  during  the  normal  marketing  pe- 
riod of  such  early  maturity  or  short  life 
oranges  as  large  a  proportion  of  such 
variety  as  the  average  of  such  variety 
which  will  be  handled  by  all  handlers 
thereof.  Handlers  controlling  oranges  of 
early  maturity  or  short  life  may  apply  for 
such  withheld  allotment,  and  such  appli- 
cation shall  be  made  on  forms  supplied  by 
the  committee  and  shall  be  accompanied 
by  Information  necessary  to  permit  the 
committee  to  determine  the  validity  of 
such  applicants  claim  to  such  withheld 
allotment.  The  committee  shall  deter- 
mine, on  the  basis  of  all  available  infor- 
mation, the  extent  to  which  a  handler 
needs  allotment  under  the  provisions 
hereof  and,  pursuant  to  such  determina- 
tion, shall  allocate  such  allotment  to 
such  handler  at  a  uniform  weekly 
rate.  Insofar  as  practicable,  during  the 
normal  marketing  period  of  his  con- 
trolled oranges  of  early  maturity  or  short 
life.  Such  determination  and  allotment 
Issued  pursuant  thereto  shall  not  permit 
a  handler  to  receive  more  allotment  pro- 
portionately for  any  one  variety  of  or- 
anges than  the  average  allotment  to  be 
issued  to  all  handlers  of  such  variety. 
After  a  handler  of  early  maturity  and 
short  life  oranges  of  a  variety  has  re- 
ceived allotment  therefor  hereunder  suf- 
ficient to  make  the  total  allotment  Issued 
to  him  equal  proportionately  to  the  av- 
erage allotment  to  be  Issued  to  all  han- 
dlers of  such  variety,  allotment  there- 


after due  such  handler  of  early  maturity 
and  short  life  oranges  in  connection  with 
such  oranges,  on  the  basis  of  his  prorate 
base  and  control  of  such  oranges,  shall 
be  allocated  to  handlers  from  whom  al- 
lotment has  been  witiiheld  hereunder. 
Allocation  of  allotment  hereunder  may 
only  be  effected  in  connection  with  or- 
anges of  early  maturity  or  short  life. 
Th  ecommittee  may,  with  the  approval 
of  the  Secretary,  adopt  procedural  rules 
and  regulations  to  effectuate  the  provi- 
sions hereof.  If  prorate  districts  are  es- 
tablished pursuant  to  §  966.7,  allotments 
withheld,  issued,  and  allocated,  and  av- 
erages computed  hereunder  shall  be  on  a 
prorate  district  basis. 

(16)  Add  to  §  966.6  the  following: 

(n)  Recommendations  for  size  regula- 
tion. (1)  Whenever  the  committee  finds 
that  the  supply  and  demand  conditions 
for  sizes  of  any  or  all  varieties  of  oranges 
make  it  advisable  to  regulate  the  han- 
dling of  sizes  of  a  variety  or  varieties  of 
oranges  during  any  period.  It  shall  rec- 
ommend the  sizes  thereof  deemed  advis- 
able to  be  handled  during  said  period; 
and  any  such  recommendation  may  in- 
clude a  proposal  that  the  handling  of 
oranges  shipped  to  Canada  shall  be  sub- 
ject to  size  regulation  different  from  the 
proposed  size  regulation  applicable  to  the 
handling  of  other  shipments  of  oranges. 
If  prorate  districts  are  established,  the 
committee  shall  recommend  to  the  Sec- 
retary the  sizes  of  any  or  all  varieties  of 
oranges  grown  in  each  such  prorate  dis- 
trict which  it  deems  advisable  to  be  han- 
dled during  any  period.  The  committee 
shall  promptly  submit  such  findings  and 
recommendations,  together  with  sup- 
porting Information,  to  the  Secretary. 

(2)  In  making  its  recommendations 
the  committee  shall  give  due  considera- 
tion to  the  factors  referred  to  in  para- 
graph (b)  (2)  of  this  section. 

(0)  Issuance  of  size  regulations. 
Whenever  the  Secretary  shall  find,  from 
the  findings,  recommendations,  and  in- 
formation submitted  by  the  committee, 
or  from  other  available  Information,  that 
to  limit  the  handling  of  any  or  all  varie- 
ties of  oranges  by  sizes  would  tend  to 
effectuate  the  declared  policy  of  the  act, 
he  shall  so  limit  the  shipment  of  oranges 
during  the  specified  period;  and  any  such 
regulation  may  provide  that  the  handling 
of  oranges  shipped  to  Canada  shall  be 
subject  to  size  regulation  different  from 
the  size  regulation  applicable  to  the  han- 
dling of  other  shipments  of  oranges.  If 
prorate  districts  are  established  pursuant 
to  S  966.7,  the  Secretary,  upon  the  basis 
of  recommendations  and  information 
submitted  by  the  committee,  or  from 
other  available  information,  shall  fix  the 
sizes  of  any  or  all  varieties  of  oranges 
grown  in  each  such  prorate  district  which 
may  be  handled  during  any  period.  The 
committee  shall  be  informed  immediately 
of  any  such  regulation  Issued  by  the  Sec- 
retary, and  the  committee  shall  promptly 
give  adequate  notice  thereof  to  all  han- 
dlers. 

(17)  Add  to  5  966.6  the  following: 

(p)  Exemptions  from  size  regulation. 
In  the  event  any  variety  of  oranges  is 
regulated  pursuant  to  paragraph  (o)  of 


this  section,  the  committee  may  Issue  one 
or  more  exemption  certificates  to  any 
producer  who  furnishes  adequate  evi- 
dence to  the  said  committee  that  he  will 
be  prevented  by  reason  of  such  regulation 
from  having  as  large  a  proportion  of 
such  variety  of  oranges  handled  as  the 
average  proportion  of  such  variety  which 
will  be  handled  by  all  other  producers. 
If  prorate  districts  are  established  pur- 
suant to  §  966.7,  such  average  propor- 
tions shall  be  computed  on  a  prorate 
district  basis.  The  committee  shall 
adopt,  with  the  approval  of  the  Secre- 
tary, procedural  rules  by  which  such  ex- 
emption certificates  will  be  issued  to 
producers.  Such  exemption  certificates 
may  be  transferred  to  handlers. 

(18)  Add  to  §  966.6  the  following: 

(q)  The  Secretary,  the  committee,  or 
both,  may  investigate  compliance  with 
respect  to  the  regulation  of  the  handling 
of  oranges  pursuant  to  this  order. 

(19)  Delete  §966.8  and  substitute 
therefor  the  following: 

§  966.8  Oranges  not  subject  to  regu- 
lation. Nothing  contained  herein  shall 
be  construed  to  authorize  any  limitation 
of  the  right  of  any  person  to  handle 
oranges  (a)  for  consumption  by  chari- 
table Institutions  or  for  distribution  by 
relief  agencies;  (b)  for  conversion  into 
by-products;  (c)  for  export:  (di  for 
shipment  by  parcel  post  or  by  railway 
express  In  less  than  carload  lots;  or  (e) 
for  distribution  as  a  gratuity  In  units  of 
five  boxes  or  less.  No  assessment  shall 
be  levied  pursuant  to  §  966.5  on  oranges 
disposed  of  for  the  purposes  specified  in 
this  section.  The  committee  shall  pre- 
scribe, with  the  approval  of  the  Secre- 
tary, adequate  safeguards  to  insure  that 
the  provisions  of  this  order  are  not  vio- 
lated. Intentionally  or  otherwise,  by  the 
entry  into  commercial  fresh  fruit  chan- 
nels of  trade  of  oranges  disposed  of  for 
the  purposes  designated  in  this  section. 

(20)  Delete  paragraph  (a)  of  §966.9 
and  substitute  therefor  the  following: 

(a)  Weekly  report.  On  or  before  such 
day  of  each  week  as  may  be  designated 
by  the  committee,  each  handler  shall  re- 
port to  the  committee.  In  such  manner 
as  may  be  designated  and  on  forms  made 
available  by  It.  the  following  Information 
with  respect  to  each  variety  of  oranges 
disposed  of  by  each  such  handler  during 
theimmediately  preceding  week:  (1)  The 
total  quantity  handled,  showing  the 
destination  and  quantity  of  each  lot  con- 
stituting said  total  quantity  handled;  <2) 
the  total  quantity  disposed  of  for  manu- 
facture Into  by-products,  showing  the 
identity  of  each  by-products  proces.sor 
Involved  and  the  quantity  to  each;  (3) 
the  total  quantity  disposed  or  for  export, 
showing  the  destination  and  quantity 
of  each  such  disposition;  (4)  the  total 
quantity  shipped  for  disposition  to  per- 
sons on  relief,  including  quantity  donated 
for  charitable  purposes,  showing  the 
destination  and  quantity  of  each  such 
shipment;  and  (5)  the  total  quantity  dis- 
posed of  otherwise,  showing  manner  and 
quantity  of  each  such  disposition.  As  to 
each  such  handler,  the  total  of  all  these 
five  categories  shall  be  the  total  of  all 
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oranges  of  each  variety  disposed  of  by 
said  handler. 

(21)  Insert  after  paragraph  (a)  of 
i  966.9  the  following  paragraph  (b).  and 
redesignate  the  present  paragraph  (b> 
thereof  as  paragraph  (c)  I 


PROPOSED  RULE  MAKING 

(b)  Manifest  report.  Each  handler 
shall  furnish  to  the  committee  informa- 
tion regarding  the  variety  and  size  of 
oranges  in  each  standard  packed  box  or 
its  equivalent  handled  by  such  handler 
and  shall  mail  or  deliver  such  informa- 
tion to  said  committee  or  Its  duly  au- 


thorized representative  within  24  hours 
after  shipment  Is  made  in  such  manner 
as  the  committee  shall  prescribe  and 
upon  forms  prepared  by  It. 


(P.    R.    Doc. 


4fr-633;    Filed. 
9:22  a.  m.) 
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DEPARTMENT  OF  THE  TREASURY 

Fiscal  Service,  Bureau  of  the  Public 
Debt 

[1949  Dept.  Circular  842] 

IV4  Percent  Triastjhy  Certificates  or 
Indebtedness  of  Series  B-1950 

offering  of  certificates 

January  19.  1949. 

T.  Offering  of  certificates.  1.  The  Sec- 
retary of  the  Treasury,  pursuant  to  the 
authority  of  the  Second  Liberty  Bond 
Act.  as  amended,  invites  subscriptions,  at 
par.  from  the  people  of  the  United  States, 
for  certificates  of  Indebtedness  of  the 
United  States,  designated  1'4  percent 
Treasury  Certificates  of  Indebtedness  of 
Series  B-1950.  in  exchange  for  Treasury 
Certificates  of  Indebtedness  of  Series 
B-1949.  maturing  February  1,  1949. 

II.  Description  of  certificates.  1.  The 
certificates  will  be  dated  February  1. 1949, 
and  will  bear  interest  from  that  date  at 
the  rate  of  1^4  percent  per  annum,  pay- 
able with  the  principal  at  maturity  on 
February  1.  1950.  They  will  not  be  sub- 
ject to  call  for  redemption  prior  to  ma- 
turity. 

2.  The  Income  derived  from  the  certifi- 
cates shall  be  subject  to  all  taxes  now  or 
hereafter  imposed  under  the  Internal 
Revenue  Code,  or  laws  amendatory  or 
supplementary  thereto.  The  certificates 
shall  be  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  shall  be  exempt  from 
all  taxation  now  or  hereafter  imposed 
on  the  principal  or  Interest  thereof  by 
any  State,  or  any  of  the  possessions  of  the 
United  States,  or  by  any  local  taxing 
authority. 

3.  The  certificates  will  be  acceptable  to 
secure  deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  certificates  will  be  Issued  in 
denominations  of  $1,000,  $5,000,  $10,000. 
$100,000  and  $1,000,000.  The  certificates 
Will  not  be  Issued  in  registered  form. 

5.  The  certificates  will  be  subject  to 
the  general  regulations  of  the  Treasury 
Department,  now  or  hereafter  pre- 
scribed, governing  United  States  certifi- 
cates. 

III.  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the  Fed- 
eral Reserve  Banks  and  Branches  and  at 
the  Treasury  Department.  Washington. 
Banking  institutions  generally  may  sub- 
mit subscriptions  for  account  of  custo- 
mers, but  only  the  Federal  Reserve 
Banks  and  the  Treasury  Department 
are  authorized  to  act  as  official  agencies. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  any  subscrip- 


tion. In  whole  or  In  part,  to  allot  less 
than  the  amount  of  certificates  applied 
for,  and  to  close  the  books  as  to  any 
or  all  subscriptions  at  any  time  without 
notice;  and  any  action  he  may  take  in 
these  respects  shall  be  final.  Subject  to 
these  reservations,  all  subscriptions  will 
be  allotted  in  full.  Allotment  notices 
will  be  sent  out  promptly  upon  allotment, 
rv.  Payment.  1.  Payment  at  par  for 
certificates  allotted  hereunder  must  be 
made  on  or  before  February  1.  1949,  or 
on  later  allotment,  and  may  be  made 
only  In  Treasury  Certificates  of  Indebt- 
edness of  Series  B-1949.  maturing  Febru- 
ary 1.  1949,  which  will  be  accepted  at 
par,  and  should  accompany  the  subscrip- 
tion. The  full  year's  interest  on  the 
certificates  surrendered  will  be  paid  to 
the  subscriber  following  acceptance  of 
the  certificates. 

V.  General  proiHsiomf.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorized  and  requested 
to  receive  subscriptions,  to  make  allot- 
ments on  the  basis  and  up  to  the  amounts 
Indicated  by  the  Secretary  of  the  Treas- 
ury to  the  Federal  Reserve  Banks  of  the 
respective  Districts,  to  Issue  allotment 
notices,  to  receive  payment  for  certifi- 
cates allotted,  to  make  delivery  of  certif- 
icates on  full-paid  subscriptions  allotted, 
and  they  may  issue  interim  receipts 
pending  delivery  of  the  definitive  certlf- 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

[SE.AL]  John  W.  Snyder. 

Secretary  of  the  Treasury. 

(P.    R.    Doc.    49-496:    Filed,    Jan.    19,    1949; 
8:61  a.  m.l 


Article  56  of  Military  Government  Law 
Number  59.  "restitution  of  identifiable 
property"  (section  3.83  (b)),  a  petition 
for  restitution  pursuant  to  Law  Number 
59  shall  be  submitted  to  the  Central  Fil- 
ing Agency  in  writing  on  or  before  De- 
cember 31.  1948.  Pursuant  to  Article  92 
of  said  law  and  In  Implementation  of 
Article  56  thereof,  it  Is  hereby  ordered  as 
follows : 

(a)  Article  1;  period  for  filing.  (1>  A 
petition  for  restitution  pursuant  to  Mili- 
tary Government  Law  Number  59.  "resti- 
tution of  identifiable  property",  shall  be 
deemed  to  have  been  submitted  within 
the  period  prescribed  in  Article  56  If  such 
petition  or  the  envelope  or  other  papers 
accompanying  it  when  received  by  the 
Central  Filing  Agency  cleariy  show  by 
the  official  notation  of  the  postal  or  tele- 
graph or  U.  S.  diplomatic  authorities 
that  it  was  posted  or  received  for  dis- 
patch to  the  Central  Filing  Agency  on  or 
b  fore  December  31,  1948,  and  such  peti- 
tion is  received  at  the  Central  Filing 
Agency  not  later  than  March  31,  1949. 

(2)  Petitions  submitted  erroneously  to 
the  British  Zone  of  Germany  pursuant  to 
General  Order  Number  10.  Military  Gov- 
ernment Law  Number  52.  or  the  French 
Zone  of  Germany  pursuant  to  the  French 
Military  Government  Ordinances  120  and 
156,  shall  be  deemed  to  have  been  sub- 
mitted within  the  period  prescribed  in 
Article  56,  providing  the  British  or  French 
authorities  certify  that  the  petition  was 
received  by  them  for  filing  on  or  before 
December  31,  1948  or  was  received  by 
them  thereafter  under  the  conditions 
specified  In  subparagraph  ( 1 )  above  and 
In  either  event,  such  petition  Is  received 
at  the  Central  Filing  Agency  not  later 
than  March  31,  1949. 

(b)  Article  2;  effective  date.  This  reg- 
ulation shall  be  deemed  to  have  become 
effective  on  November  10, 1947.  By  order 
of  Military  Government. 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Military  Government  for  Germany 
(U.  S.) 

period  of  limitation  for  filing  claims 
tjnder  article  66  of  law  no.  69 

The  regulations  of  the  Military  Gov- 
ernment for  Germany  (U.  S. ) ,  Part  3,  are 
amended  by  addition  of  a  new  section 
3.96.  setting  forth  Regulation  No.  5  under 
Military  Government  Law  No.  59,  as  fol- 
lows: 

Sic.  3.96.  Regulation  No.  5  Under  Af  t/f- 
tary  Oovernment  Law  59:  period  of  limi- 
tation for  filing  claims.     Piu-suant  to 


[sKALl  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

(F.    R.    Doc.    49-486;    FUed.    Jan.    19.    1949; 
8:49  a.  m.] 


DEPARTMENT  OF  THE  INTERIOR 
Office  of  the  Secretary 

(Order  2509) 

Delegations  of  Authority;  General 

Section  1.  Under  Secretary  and  As- 
sistant Secretaries.  The  Under  Secre- 
tary and  the  Assistant  Secretaries  may 
severally  exercise  all  the  authority  of  the 
Secretary  of  the  Interior  with  respect  to 
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any  matters  which  come  before  them. 
(5  U.  S.  C,  22.  481a.  482.  483) 

Sec.  2.  Acting  Assistant  Secretary. 
Whenever  an  Assistant  Secretary  of  the 
Interior  is  absent  or  a  vacancy  exists  in 
such  a  position,  the  Solicitor  of  the  De- 
partment Is  directed,  in  accordance  with 
Executive  Order  No.  9794.  dated  October 
26,  1946  (11  F.  R.  12697)  to  perform  the 
duties  of  the  absent  Assistant  Secretary 
or  of  the  vacant  position.  While  per- 
forming such  duties,  the  Solicitor  may 
exercise  all  the  authority  of  the  Secre- 
tary of  the  Interior  with  respect  to  any 
matters  which  come  before  him.  (5 
U.  S.  C,  22.  483a;  E.  O.  9794) 

Sec  11.  Authentication  of  documents. 
The  Chief  Clerk  of  the  Department  is 
authorized  to  authenticate  copies  of 
books,  records,  papers,  and  documents  of 
the  Department.  This  section  does  not 
affect  the  authority  of  any  bureau  official 
to  authenticate  copies  of  books,  records, 
papers,  or  documents  under  43  CFR, 
Part  2,  or  under  applicable  statutes.  (5 
U.  S.  C.  22.  484;  5  U.  S.  C,  Sup.  I,  sec.  488; 
28  U.  S.  C.  sec.  1733) 

Sec  20.  Patent  policies  and  procedures. 
The  Solicitor  of  the  I>epartment  of  the 
Interior  may  exercise  all  the  authority 
of  the  Secretary  of  the  Interior  with  re- 
spect to  patent  policies  and  procedures. 
(5  U.  S.  C.  22) 

Sec  21.  Tort  claims,  (a)  The  Solicitor 
of  the  Department  of  the  Interior  may 
exercise  all  the  authority  conferred  upon 
the  Secretary  of  the  Interior  by  the  Fed- 
eral Tort  Claims  Act  (28  U.  S.  C,  921  et 
seq.). 

(b)  The  Regional  Counsels  of  the  Bu- 
reau of  Indian  Affairs,  of  the  Bureau  of 
Land  Management,  of  the  Bureau  of 
Reclamation,  and  of  the  National  Park 
Service,  the  General  Counsel  of  the 
Bonneville  Power  Administration,  the 
Chief  Counsel  of  the  Southwestern  Power 
Administration,  and  the  Counsel  of  The 
Alaska  Railroad  are  severally  authorized 
to  consider,  ascertain,  adjust,  determine, 
and  settle,  pursuant  to  the  provisions  of 
section  403  of  the  Federal  Tort  Claims 
Act  *28  U.  S.  C,  921),  any  claim  not  ex- 
ceeding $1,000  against  the  United  States 
based  upon  a  negligent  or  wrongful  act 
or  omi-sslon  of  an  employee  of  the  De- 
partment of  the  Interior,  and,  without 
considering  its  merits,  to  reject  any  tort 
claim  which  is  for  an  amount  in  excess 
of  $1,000. 

(c)  Any  claimant  who  is  dissatisfied 
with  a  determination  made  under  para- 
graph (b)  of  this  section  regarding  his 
claim  may  take  an  appeal  to  the  Solicitor 
of  the  Dep>artment  of  the  Interior  within 
15  days  after  receiving  notice  of  such 
determination.  Written  notice  of  his 
desire  to  take  an  app>eal  shall  be  given 
by  the  claimant  to  the  official  who  made 
the  determination  upon  his  claim,  and 
such  official  shall  thereupon  promptly 
transmit  to  the  Solicitor  all  documents 
and  other  data  relating  to  the  claim.  (5 
U.  S.  C,  22;  28  U.  S.  C,  921) 

Sec.  22.  Claims  relating  to  irrigation 
vx)rks.  (a)  The  Solicitor  of  the  Depart- 
ment of  the  Interior  Is  authorized  to  de- 
termine whether  claims  for  damages  aris- 
ing out  of  the  survey,  construction,  op- 
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eratlon.  or  maintenance  of  irrigation 
works  on  Indian  irrigation  projects  shall 
be  allowed  In  whole  or  In  part  or  shall 
be  disallowed. 

( b )  Subject  to  the  direction  and  super- 
vision of  the  Solicitor,  the  Regional  Coun- 
sels of  the  Bureau  of  Indian  Affairs 
are  severally  authorized  to  determine 
whether  claims  not  exceeding  $1,000  for 
damages  arising  out  of  the  survey,  con- 
struction, operation,  or  maintenance  of 
Irrigation  works  on  Indian  irrigation 
projects  shall  be  allowed  in  whole  or  In 
part  or  shall  be  disallowed. 

'c)  Any  award  which  may  be  made 
by  the  Solicitor  pursuant  to  paragraph 
(a)  of  this  section  or  by  a  Regional  Coun- 
sel pursuant  to  paragraph  (b)  of  this 
section  and  which  is  accepted  by  the 
claimant  In  full  satisfaction  of  his  claim 
shall  be  paid  out  of  funds  available  for 
the  Indian  Irrigation  project  Involved  In 
the  claim. 

(d)  The  Solicitor  of  the  Department 
of  the  Interior  Is  authorized  to  deter- 
mine whether  claims  for  damage  to  or 
loss  of  property,  personal  injury,  or  death 
arising  out  of  the  survey,  construction, 
operation,  or  maintenance  of  works  by 
the  Bureau  of  Reclamation  shall  be  al- 
lowed in  whole  or  In  part  or  shall  be 
disallowed. 

(e)  Subject  to  the  direction  and  super- 
vision of  the  Solicitor,  the  Regional 
Counsels  of  the  Bureau  of  Reclamation 
are  severally  authorized  to  determine 
whether  claims  not  exceeding  $1,000  for 
damage  to  or  loss  of  property,  personal 
injury,  or  death  arising  out  of  the  survey, 
construction,  operation,  or  maintenance 
of  works  by  the  Bureau  of  Reclamation 
shall  be  allowed  in  whole  or  in  part  or 
shall  be  disallowed. 

(f)  Any  award  which  may  be  made  by 
the  Solicitor  pursuant  to  paragraph  (d) 
of  this  section  or  by  a  Regional  Counsel 
pursuant  to  paragraph  (e)  of  this  section 
and  which  is  accepted  by  the  claimant 
In  full  satisfaction  of  the  claim  shall  be 
paid  out  of  fund.s  available  to  the  Bureau 
of  Reclamation  for  such  purpose. 

(g)  Any  claimant  who  is  dissatisfied 
with  a  determination  made  under  para- 
graph (b)  or  paragraph  (e)  of  this  sec- 
tion regarding  his  claim  may  take  an 
appeal  to  the  Solicitor  of  the  Department 
of  the  Interior  within  15  days  after  re- 
ceiving notice  of  such  determination. 
Written  notice  of  his  desire  to  take  an 
appeal  shall  be  given  by  the  claimant  to 
the  official  who  made  the  determination 
upon  his  claim,  and  such  official  shall 
thereupon  promptly  transmit  to  the  So- 
licitor all  documents  and  other  data  re- 
lating to  the  claim.  (5  U.  S.  C,  22;  25 
U.  S.  C.  388) 

Sec  23.  Appeals  in  public  land  cases. 
The  Solicitor  of  the  Department  of  the 
Interior  Is  authorized  to  exercise  all  the 
authority  of  the  Secretary  of  the  Interior 
with  respect  to  the  disposition  of  appeals 
to  the  Secretary  from  decisions  of  the 
Director  of  the  Bureau  of  Land  Manage- 
ment.   (5  U.  S.  C.  22) 

Sec.  24.  Contract  appeals.  The  Solici- 
tor of  the  Department  of  the  Interior  is 
authorized  to  decide  appeals  to  the  head 
of  the  Department  from  findings  of  fact 
or  decisions  by  contracting  officers  of 
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the  Department  of  the  Interior  and  its 
several  agencies.  The  decision  of  the 
Solicitor  on  such  an  appeal  shall  be  final 
and  conclusive  on  the  parties  to  the  con- 
tract. (5  U.  S.  C.  22;  Articles  9  and  15, 
U.  S.  Standard  Form  No.  23;  Articles  5 
and  12,  U.  S.  Standard  Form  No.  32;  Con- 
dition 4.  U.  S.  Standard  Form  No.  33) 

Sec  25.  Appeals  from  Examiners  of 
Inheritance.  The  Solicitor  of  the  De- 
partment of  the  Interior  may  exercise 
all  the  authority  of  the  Secretary  of  the 
Interior  with  respect  to  the  disposition 
of  appeals  to  the  Secretary  under  25  CFR. 
1947  Supp..  81.19.  from  decisions  of 
Examiners  of  Inheritance  of  the  Bureau 
of  Indian  Affairs.    (5  U.  S.  C.  22) 

Sec  26.  Escheat.  The  Solicitor  of  the 
Department  of  the  Interior  may  exercise 
all  the  authority  of  the  Secretary  of  the 
Interior  with  respect  to  the  disposition 
of  the  estates  of  Indian  decedents  which 
are  transmitted  to  the  Secretary  for  de- 
cision under  25  CFR,  1947  Supp..  81.21. 
(5  U.  S.  C.  22) 

Sec  50.  Contracts:  Bureaus,  (a)  Ir- 
respective of  the  amount  Involved,  the 
head  of  a  bureau  may  enter  Into  con- 
tracts for  construction,  supplies,  or  serv- 
ices In  conformity  with  applicable  regu- 
lations and  statutory  requirements  and 
subject  to  the  availability  of  appropria- 
tions. Secretarial  approval  is  not  a  con- 
dition precedent  to  the  consummation 
of  such  a  contract  unless  the  Secretary 
by  a  written  order  published  in  the  Fed- 
eral Register  sp>ecifically  prescribes  such 
a  requirement  with  respect  to  a  partic- 
ular contract  or  type  of  contract,  or  un- 
less Secretarial  approval  is  specifically 
required  by  statute.  However,  the  head 
of  a  bureau  may  request  Secretarial  ap- 
proval of  any  proposed  contract. 

(b)  With  respect  to  any  such  contract, 
including  a  contract  approved  by  the 
Secretary,  the  head  of  a  bureau  may  issue 
change  orders  and  extra  work  orders 
pursuant  to  the  contract,  enter  into  mod- 
ifications of  the  contract  which  are 
legally  permissible,  and  terminate  the 
contract  if  such  action  is  legally  au- 
thorized. 

(c)  Except  in  those  cases  in  which 
he  Is  the  contracting  officer,  the  head  cf 
a  bureau  may,  with  respect  to  contracts 
entered  Into  on  United  States  standard 
forms,  act  as  the  authorized  representa- 
tive of  the  Secretary  within  the  meaning 
of  Articles  3  and  4  of  Form  No.  23  and 
Article  2  of  Form  No.  32.  and,  for  the 
purpose  of  extending  the  time  within 
which  a  contractor  may  notify  a  con- 
tracting officer  of  the  causes  of  delay. 
Article  9  of  Form  No.  23.  Article  5  of 
Form  No.  32,  and  Condition  4  of  Form 
No.  33.  This  paragraph  shall  not  affect 
the  authority  to  deviate  from  the  stand- 
ard form  contracts  granted  to  the  Bu- 
reau of  Reclamation  by  the  Chairman  of 
the  Interdepartmental  Board  of  Con- 
tracts and  Adjustments,  with  the  ap- 
proval of  the  Director  of  the  Bureau  of 
the  Budget,  in  the  memorandum  dated 
November  26,  1927. 

(d)  The  head  of  a  bureau  may  redele- 
gate  to  subordinate  officials  and  em- 
ployees of  the  Bureau,  or  to  the  Pur- 
chasing Officer  of  the  Department,  the 
authority  granted  In  this  section.    Each 
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such  redelegatlon  shall  be  published  In 
the  FiDERAL  Register. 

(e)  This  section  Is  not  Intended  to 
affect  any  requirement  that  proposed 
programs  be  cleared  with  the  OflBce  of 
the  Secretary  prior-  to  their  inaugura- 
tion. 

(f)  The  head  of  a  bureau  shall  make 
such  reports  concerning  the  exercise  of 
the  authority  granted  by  this  section  as 
the  Secretary  may  require.  The  bu- 
reaus will  be  guided  by  such  procedures 
as  the  Secretary  may  from  time  to  time 
prescribe. 

(g)  Delegations  of  authority  to  con- 
tract which  have  been  made  by  the  Sec- 
retary to  subordinate  ofBcials  or  em- 
ployees of  the  bureaus,  and  redelegations 
of  authority  to  contract  which  have  been 
made  by  the  heads  of  bureaus  to  subordi- 
nate officials  or  employees  or  to  the  Pur- 
chasing Officer  of  the  Department  and 
which  are  in  force  on  the  effective  date 
of  this  section,  shall  remain  in  force 
until  revoked  or  superseded  by  redelega- 
tions made  by  the  heads  of  bureaus  un- 
der this  section. 

(h)  As  used  In  this  section,  the  term 
"bureau"  means  The  Alaska  Railroad, 
the  Alaska  Road  Commission,  the  Bureau 
of  Indian  Affairs,  the  Bureau  of  Land 
Management,  the  Bureau  of  Mines,  the 
Bureau  of  Reclamation,  the  Pish  and 
Wildlife  Service,  the  Geological  Survey. 
the  National  Park  Service,  the  Puerto 
Rico  Reconstruction  Administration,  and 
the  Southwestern  Power  Administration. 

(i)  This  section  has  no  application  to 
the  Bonneville  Power  Administrator, 
whose  authority  to  contract  is  derived 
from  the  act  of  August  20.  1937.  as 
amended  (16  U.  S.  C.  832  et  seq.).  <5 
U.  S.  C.  22:  Articles  3.  4,  and  9.  U.  S. 
Standard  Form  No.  23.  Articles  2  and  5. 
U.  S.  Standard  Form  No.  32.  Condition 
4.  U.  S.  Standard  Form  No.  33.) 

Sec.  51.  Contracts:  Office  of  the  Secre- 
tary. (a>  Irrespective  of  the  amount  in- 
volved, the  Chief  Clerk  and  the  Pur- 
cha.'^ing  Officer  are  severally  authorized 
to  enter  into  contracts  for  supplies  or 
services  (D  for  the  Office  of  the  Secre- 
tary. (2)  for  bureaus  and  offices  from 
appropriations  entitled  "Contingent  Ex- 
penses. Department  of  the  Interior,"  and 
(3)  for  bureaus  and  offices  and  Terri- 
torial agencies  under  special  arrange- 
ments, such  actions  to  be  taken  in  con- 
formity with  applicable  regulations  and 
statutory  requirements  and  subject  to 
the  availability  of  appropriations.  Sec- 
retarial approval  is  not  a  condition  prec- 
edent to  the  consummation  of  such  a 
contract  unless  the  Secretary  by  a  writ- 
ten order  published  in  the  Federal  Reg- 
ister specifically  prescribes  such  a  re- 
quirement with  respect  to  a  particular 
contract  or  type  of  contract,  or  unless 
Secretarial  approval  Is  specifically  re- 
quired by  statute. 

(b>  With  respect  to  any  such  con- 
tract, including  a  contract  approved  by 
the  Secretary,  the  contracting  officer 
may  Issue  change  orders  and  extra  work 
orders  pursuant  to  the  contract,  enter 
Into  modifications  of  the  contract  which 
are  legally  permissible,  and  terminate 
the  contract  II  such  action  is  legally  au- 
thorized. 
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(c)  Except  In  those  cases  In  which  he 
is  the  contracting  officer,  the  Chief  Clerk 
may,  with  respect  to  contracts  entered 
Into  on  United  States  standard  forms, 
act  as  the  authorized  representative  of 
the  Secretary  within  the  meaning  of 
Article  2  of  Form  No.  32.  and,  for  the 
purpose  of  extending  the  time  within 
which  the  contractor  may  notify  a  con- 
tracting officer  of  the  causes  of  delay. 
Article  5  of  Form  No.  32  and  Condition 
4  of  Form  No.  33.  (5  U.  8.  C.  22;  Ar- 
ticles 2  and  5,  U.  S.  Standard  Form  No. 
32.  Condition  4,  U.  S.  Standard  Form  No. 
33) 

Sec.  52.  Leases,  (a)  The  head  of  a 
bureau  may  lease  space  in  real  estate 
outside  the  District  of  Columbia,  in  con- 
formity with  applicable  regulations  and 
statutory  requirements  and  subject  to 
the  availability  of  appropriations.  Sec- 
retarial approval  is  not  a  condition  pre- 
cedent to  the  consummation  of  a  lease 
agreement  unless  the  Secretary,  by  writ- 
ten order  published  in  the  Federal  Regis- 
ter, prescribes  such  a  requirement  with 
respect  to  a  particular  lease  or  type  of 
lease,  or  unless  Secretarial  approval  Is 
specifically  required  by  statute.  How- 
ever, the  head  of  a  bureau  may  request 
Secretarial  approval  of  any  proposed 
lease. 

(b)  With  respect  to  any  such  lease.  In- 
cluding a  lease  approved  by  the  Secre- 
tary, the  head  of  a  bureau  may  modify 
or  renew  the  lease  if  such  action  is  legally 
permissible,  and  may  terminate  the  lease 
If  such  action  is  legally  authorized. 

(c)  Proposed  leases,  renewals,  and 
modifications  which  would  Increase  the 
area  or  rental  Involved  should  be  cleared 
either  with  a  division  field  office  or  with 
the  Washington  office  of  the  Public 
Buildings  Administration  unless  (1)  the 
lease,  modification,  or  renewal  involves 
the  acquisition  of  office  space  for  a  period 
of  less  than  6  months  at  a  rental  that  is 
lower  than  $500  per  anjjum.  or  (2)  the 
lease  Involves  the  acquisition  of  space 
other  than  office  space  at  an  annual 
rental  of  less  than  $500.  or  (3)  the  lease 
Involves  space  in  real  estate  located  out- 
side the  borders  of  the  United  States. 

(d)  The  termination  or  lapse  of  a  lease 
which  has  been  cleared  by  the  Public 
Buildings  Administration  should  be  re- 
ported to  a  division  field  office  or  the 
Washington  office  of  that  agency. 

(e)  The  head  of  a  bureau  may  redele- 
gate  to  subordinate  officials  and  em- 
ployees of  the  bureau  the  authority 
granted  in  this  section.  Each  such  re- 
delegation  shall  be  published  in  the  Fed- 
eral Register. 

(f)  A  copy  of  U.  S.  Standard  Form  81. 
"Request  for  Clearance  of  Lease."  or  of 
Form  REM  6.  "Request  for  Clearance  of 
Space."  or  of  P-SC  Form  No.  6.  "Request 
for  Approval  of  Lease,"  for  each  lease 
and  each  modification  or  renewal  of  a 
lease  shall  be  transmitted  to  the  Chief 
Clerk  of  the  Department.  If  the  lease, 
modification,  or  renewal  has  been  cleared 
with  a  division  field  office  or  the  Wash- 
ington office  of  the  Public  Buildings  Ad- 
ministration, that  fact  shall  be  indicated 
on  the  copy  sent  to  the  Chief  Clerk. 

(g)  As  used  In  this  section,  the  term 
"bureau"  means  The  Alaska  Railroad, 
the  Alaska  Road  Commission,  the  Bureau 


of  Indian  Affairs,  the  Bureau  of  Land 
Management,  the  Bureau  of  Mines,  the 
Bureau  of  Reclamation,  the  Pish  and 
Wildlife  Service,  the  Geological  Survey, 
the  National  Park  Service,  the  Puerto 
Rico  Reconstruction  Administration,  and 
the  Southwestern  Power  Administration. 
This  section  has  no  application  to  the 
Bonneville  Power  Administrator,  whose 
authority  concerning  leases  is  derived 
from  the  act  of  August  20.  1937,  as 
amended  a6  U.  S.  C,  832  et  seq.).  (5 
U.  8.  C,  22) 

Sec.  60.  Condemnation  proceedings. 
The  head  of  any  bureau  of  this  Depart- 
ment may  approve  and  sign  correspond- 
ence concerning  pleadings,  awards,  or 
Judgments  in  condemnation  proceedings, 
and  any  other  routine.  Incidental,  or 
related  correspondence  regarding  the 
conduct  of  such  proceedings,  without  the 
submission  of  such  matters  for  Secre- 
tarial consideration,  except  that  requests 
for  condemnation  proceedings  and  dec- 
larations of  taking  shall  be  submitted  to 
the  Secretary  for  consideration  and  ap- 
proval. This  section  shall  not  be  con- 
strued as  a  limitation  upon  the  authority 
of  the  Bonneville  Power  Administrator 
with  respect  to  the  institution  of  con- 
demnation proceedings  and  the  execution 
of  declarations  of  taking  under  section 
12  of  the  Bonneville  Project  Act,  as 
amended  (16  U.  S.  C,  832) .  (5  U.  S.  C. 
22  > 

Sec.  61.  Title  opinions.  The  head  of 
any  bureau  of  this  Department  may  re- 
quest the  Attorney  General  to  render 
opinions  concerning  the  validity  of  title 
pursuant  to  section  355,  Revised  Statutes 
(40  U.  S.  C,  255) ,  without  the  submission 
of  such  requests  to  the  Secretary  for  con- 
sideration or  approval.     (5  U.  S.  C.  22) 

Sec  100.  Revocations;  saving  clause. 
This  order  supersedes  Subpart  A — Gen- 
eral, of  Part  4.  Title  43,  Code  of  Federal 
Regulations,  as  amended.  Subdelega- 
tlons  of  authority  which  have  been  made 
pursuant  to  43  CPR.  Part  4.  Subpart  A, 
and  which  are  in  force  on  the  effective 
date  of  this  order  shall  remain  in  force 
until  revoked  or  superseded  by  subdele- 
gations  made  pursuant  to  this  order. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

January  13.  1949. 

[P.    R.    Doc.    49^79;    Piled.    Jan.    19,    1949; 
8:46  a.  ml 


DEPARTMENT  OF  COMMERCE 
OfRce  of  Industry  Cooperation 

Voluntary  Plan  Under  Public  Law  395. 
80th  Congress  for  Allocahon  or  Steel 
Products  to  Anthracite  Industry 

notice  of  public  hearing  on  proposed 

continuation  and  CHANGES 

Notice  Is  hereby  given  that  a  public 
hearing  will  be  held  on  Tuesday,  Feb- 
ruary 1.  1949.  at  10:00  a.  m.,  e.  s.  t.,  in 
the  Auditorium  on  the  street  floor  of 
the  Department  of  Commerce  Building, 
Fourteenth  Street,  between  E  Street  and 
Constitution  Avenue  NW.,  Washington, 
D.  C,  for  the  purpose  of  affording  to 
industry,  labor  and  the  public  generally 
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an  opportunity  to  present  their  views 
with  respect  to  ( 1 )  the  proposed  contin- 
uation, beyond  February  28,  1949,  of  the 
voluntary  plan,  under  Public  Law  395, 
80th  Congress,  for  the  allocation  of  steel 
products  to  the  anthracite  industry,  ap- 
proved by  the  Attorney  General  on 
August  24.  1948  and  by  the  Secretary  of 
Commerce  on  August  25.  1948.  and  sub- 
sequently published  in  the  Federal  Reg- 
ister (13  F.  R.  5668 »  and  (2)  several  pro- 
posed changes  in  the  provisions  of  the 
plan. 

The  proposed  continuation  Involves 
two  procedures.  One  would  be  effective 
if  the  present  authority  contained  in 
Public  Law  395  is  appropriately  extended. 
The  other  would  be  effective  if  the  pres- 
ent authority  contained  In  Public  Law 
395  is  nofextended.  The  two  procedures 
are  represented  by  documents  attached 
hereto  as  Exhibits  A  and  B.  They  are  In 
draft  form  and  are  subject  to  revision  at 
or  after  the  public  hearing.  Including 
any  revision  which  may  become  appro- 
priate by  virtue  of  enactment  of  exten- 
sion legislation  before  final  approval  of 
the  proposed  documents. 

Under  one  procedure  (Exhibit  A) .  it  Is 
proposed  to  amend  the  existing  plan  to 
provide  that.  In  the  event  of  statutory 
extension,  the  plan  itself  will  automat- 
ically continue  in  effect  during  the  seven- 
month  period  March  1.  1949  through 
September  30,  1949.  which  would  round 
out  the  fAill  third  calendar  quarter. 

Under  the  other  procedure  (Exhibit 
B>.  it  is  proposed  that  the  Secretary  of 
Commerce  will  make  a  request,  with  the 
approval  of  the  Attorney  General,  for 
unilateral  action  by  steel  producers  in 
continuing  deliveries  for  the  pi-ogram 
during  the  six-month  period  of  March  1, 
1949  through  August  31,  1949.  In  accord- 
ance with  section  2  (f)  of  Public  Law 
395. 

The  amendment  (Exhibit  A)  also  con- 
tains proposed  changes  in  some  of  the 
provisions  of  the  plan.  These  changes 
Include  a  proposed  560-ton  Increase  in 
the  quantity  of  steel  products  to  be  made 
available  under  the  plan  as  well  as  modi- 
fications in  some  of  the  operational  de- 
tails of  the  plan. 

The  proposed  actions  have  been  for- 
mulated after  consultation  with  repre- 
sentatives of  interested  industries  and 
Government  agencies. 

Any  person  desiring  to  participate  In 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director 
of  the  Office  of  Industry  Cooperation, 
Room  5847,  Department  of  Commerce 
Building,  Washington  25.  D.  C,  not  later 
than  5  p.  m.,  e.  s.  t.,  on  Friday,  January 
28.  1949.  Persons  desiring  to  present 
written  statements  or  memoranda  should 
submit  them,  in  triplicate,  at  the  hear- 
ing. 

[seal]  Charles  Sawyer, 

Secretary  of  Commerce. 

ExHmrr  A — Amendment 

Proposed  amendment  to  voluntary  plan 
under  PubUc  Law  395,  80th  Congress  for 
allocation  ot  steel  products  to  the  anthracite 
Industry. 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
895,  80th  Congress,  and  Executive  Order  9919. 
after  consultation  with  representatives  of 
the  eteel  producing  Industry  and  operators 


of  anthracite  mines  and  after  expression  of 
the  views  of  industry,  labor  and  the  public 
generally  at  an  open  public  hearing  held  on 
February  1,  1949,  has  determined  that,  in 
order  to  carry  out  the  program  begun  under 
the  voluntary  plan  (13  P.  R.  5668)  entered 
Into  by  steel  producers  to  fxu-nlsh  certain 
steel  products  to  operators  of  anthracite 
mines  for  the  essential  maintenance  and 
repair  of  existing  mining  and  preparation 
facilities.  It  win  be  necessary,  and  is  prac- 
ticable and  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  In  the 
said  Public  Law  395,  that  (1)  steel  producers 
make  further  deliveries  of  steel  products  to 
such  operators  beyond  February  28,  1949  and 
(2 1  that  certain  changes  be  made  In  the 
existing  plan  to  cover  this  and  other  matters. 
Therefore,  the  above-mentioned  voluntary 
plan  Is  amended  as  follows: 

a.  In  paragraph  1.  change  the  phrase  "a 
total  of  2,570  net  tons  of  steel  products  per 
month"  to  "a  total  of  approximately  2.570 
net  tons  of  steel  products  per  month  through 
February  1949  and  a  total  of  approximately 
3.130  net  tons  of  steel  products  per  month 
thereafter  (If  the  plan  continues  In  effect 
thereafter)". 

b.  By  changing  the  steel  products  break- 
down table  In  paragraph  2  (a)  of  the  plan  to 
read  as  follows: 


ToUl  net  tons  per 
month 

Type 

ThrouKh 

Febniiiry 

1U4U 

After 

February 

IMU 

Plates 

&S0 

750 
41(1 
860 

550 

ShtH't  and  strip.. 

7511 

I'ipe.. 

410 

Rails 

800 

Structural  shapes 

331 

Bars        

240 

ToUl 

2,570 

3,130 

c.  By  adding  the  following  after  the  cer- 
tlflcation  at  the  end  of  subparagraph  3  (b)  : 

In  addition,  certifications  on  orders  placed 
after  February  28.  1949  shall  carry  the  fol- 
lowing additional  sentence: 

The  undersigned  further  certifies  that  It 
has  been  granted  a  specific  allocation  under 
the  Plan  for  the  delivery  month  specified  In 
this  order  and  that  the  quantity  hereby  or- 
dered Is  within  that  allocation,  after  taking 
Into  account  all  other  certified  orders  ac- 
cepted, or  pending  acceptance,  by  partici- 
pating steel  producers  for  that  month. 

Except  when  otherwise  authorized  by  the 
Office  of  Industry  Cooperation,  purchase  or- 
ders shall  be  placed  not  less  than  60  days 
before  the  first  of  the  month  In  which  de- 
livery Is  required. 

d.  By  adding  the  following  as  a  new  sub- 
paragraph (d)  at  the  end  of  paragraph  3: 

(d)  Participation  In  the  benefits  of  this 
plan  shall  at  all  times  be  contingent  upon 
each  participating  operator's  continued  strict 
compliance  with  the  provisions  hereof.  In 
the  event  of  any  actual  or  prospective  non- 
compliance by  any  participating  operator,  the 
Secretary  of  Commerce  may,  after  written 
notice  to  the  participating  operator,  take 
such  action  as  he  deems  warranted  with 
respect  to  the  operator's  participation  In  the 
plan.  Including  partial  or  total  suspension 
or  termination  of  participation  privileges 
and  notification  to  the  participating  steel 
producers  not  to  make  any  or  certain  further 
shipments  under  the  plan  to  such  operator. 

e.  By  adding  the  following  at  the  end  of 
paragraph  5:  "However,  if  the  time  limita- 
tion of  March  1.  1949  now  specified  In  sub- 
section 2  (b)  of  Public  Law  395  Is  extended  or 
otherwise  changed  by  legislative  action  In  a 
form  which  permits  the  continuation  of  this 


plan,  the  plan  shall  thereupon  automatically 
continue  In  effect  through  Septeml>er  30.  1949 
(or  through  the  date  specified  In  such  legis- 
lative action  if  a  date  earlier  than  September 
30,  1949  Is  so  specified),  subject  to  other  ap- 
plicable provisions  In  this  plan  regarding 
earlier  termination  by  the  Secretary  of  Com- 
merce and  withdrawal  by  any  Individual 
participant." 

f.  By  inserting  the  following  new  para- 
graph at  the  end  of  the  plan: 

7.  Any  Interpretation  Issued  by  the  Secre- 
tary of  Commerce  (after  consultation  with 
the  Attorney  General),  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions  In 
this  plan  shall  be  binding  upon  all  partici- 
pants notified  of  such  Interpretation. 

After  approval  of  this  amendment  by  the 
Attorney  General  and  by  the  Secretary  of 
Commerce,  and  after  any  steel  producer  or 
any  operator  of  anthracite  mines  has  made 
a  written  acceptance  of  a  request  by  the 
Secretary  of  Commerce  for  compliance  here- 
with, this  amendment  shall  become  effective 
as  to  such  steel  producer  or  such  manufac- 
turer and  shall  be  subject  to  the  terms  and 
conditions  set  forth  In  the  original  voluntary 
plan. 

I  To  be  signed  by  the  Attorney  General  and 
the  Secretary  of  Commerce  upon  approval.] 

ExHurr  B — Request 

Proposed  request  under  Public  Law  395. 
80th  Congress,  for  allocation  of  steel  products 
to  the  anthracite  industry. 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
395,  80th  Congress,  and  Executive  Order  9919, 
after  consultation  with  the  steel  producing 
Industry  and  operators  of  anthracite  mines, 
and  after  expression  of  the  views  of  Indus- 
try, labor  and  the  public  generally  at  an 
open  public  hearing  held  on  February  1,  1919, 
has  determined  that.  In  order  to  carry  out 
the  program  begun  under  the  voluntary  plan 
(13  F.  R.  5668)  entered  Into  by  steel  pro- 
ducers to  furnish  certain  steel  products  for 
the  maintenance  and  repair  of  existing  min- 
ing and  preparation  facilities.  It  will  be 
necessary  and  Is  practicable  and  appropriate 
to  the  successful  carrying  out  of  the  policies 
set  forth  In  said  Public  Law  395.  that  steel 
producers  make  further  deliveries  of  steel 
products  to  such  manufacturers  after  the 
expiration  of  the  plan  on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce.  In 
accordance  with  subsections  2  (c)  and  2  (f ) 
of  Public  Law  395.  80th  Congress,  and  with 
the  approval  of  the  Attorney  General,  hereby 
requests : 

1.  That  steel  producers  participating  In 
the  above-mentioned  voluntary  plan  con- 
tinue to  make  approximately  3,130  net  tons 
of  steel  products  available  monthly,  during 
the  period  March  1.  1949.  through  August 
31.  1949,  on  certified  orders  from  operators 
of  anthracite  mines;  and  that  such  products 
be  made  available  in  accordance  with  deliv- 
ery procedures  established  under  the  said 
plan. 

2.  That  operators  of  anthracite  mines 
place  purchase  orders  hereunder  only  for  the 
quantities  and  types  of  steel  products  estab- 
lished for  them  Individually  by  the  Secretary 
of  Commerce;  that  they  put  Identifying  cer- 
tifications on  such  purchase  orders;  and  that 
they  use  all  steel  products  obtained  here- 
under solely  for  the  maintenance  and  repair 
of  existing  mining  facilities. 

In  the  event  that  an  amendment  to  the 
above-mentioned  voluntary  plan  extending 
its  effectiveness  beyond  February  28,  1949,, 
takes  effect  pursuant  to  appropriate  legis- 
lation, this  request  will  be  superseded  by 
said  extended  plan. 

(To  be  signed  by  the  Attorney  General  and 
the  Secretary  of  Commerce  upon  approval.) 

(F.    R.    Doc.    49-495;    Filed.    Jan.    19,    1949; 
8:51  a.  m.] 
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Proposed  Voluntary  Plan  Under  Public 
Law  395,  80th  Congress,  for  Allcxta- 
TiON  of  Steel  Products  for  Farm- 
Type  Grain  Storage  Bins 

notice  of  public  hearing 

Notice  Is  hereby  given  that  a  public 
hearing  will  be  held  on  Tuesday.  Febru- 
ary 1.  1949  at  2:30  p.  m..  e.  s.  t.,  in  the 
Auditorium  on  the  street  floor  of  the  De- 
partment of  Commerce  Building.  14th 
Street,  between  E  Street  and  Constitu- 
tion Avenue  NW..  Washington.  D.  C.  for 
the  purpose  of  affording  to  industry, 
labor  and  the  public  generally  an  op- 
portunity to  present  their  views  wvth  re- 
spect to  the  proposed  voluntary  plan, 
under  Public  Law  395,  80th  Congress,  for 
the  allocation  of  steel  products  for  the 
manufacture  of  farm-type  grain  storage 
bins.  A  draft  of  the  plan  Is  set  forth  in 
Exhibit  A  hereto. 

In  view  of  the  essentiality  of  the  pro- 
gram represented  by  this  plan.  It  is  pro- 
posed to  provide  for  continued  assistance 
beyond  February  28.  1949.  which  will  be 
the  termination  date  specified  in  the 
plan  itself,  as  required  by  Public  Law  395. 
Provision  for  continuation  consists  of  two 
procedures  developed  in  consultation 
with  the  Attorney  General.  First,  the 
termination  provisions  in  the  plan  pro- 
vide for  extension  beyond  next  February 
in  the  event  that  the  authority  now  con- 
tained in  Public  Law  395  is  appropriately 
extended.  Second,  the  Secretary  of 
Commerce  proposes  to  make  a  request 
for  unilateral  action  by  participants  in 
carrying  on  the  program  after  that  date 
under  the  "carry-over"  provisions  of 
Public  Law  395.  A  draft  of  the  proposed 
request  is  set  forth  as  Exhibit  B  hereto. 
Both  Exhibits  A  and  B  are  subject  to 
revision  at  or  after  the  pubhc  hearing, 
InclVKling  any  revision  which  may  become 
appropriate  by  virtue  of  enactment  of 
extension  legislation  before  final  ap- 
proval of  the  proposed  documents. 

The  proposed  plan  has  been  formu- 
lated after  consulting  with  representa- 
tives of  the  steel  producing  industry  and 
of  the  storage  bin  manufacturing  in- 
dustry. 

Any  person  desiring  to  participate  in 
said  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director  of 
the  Office  of  Industry  Cooperation.  Room 
5847.  Department  of  Commerce  Building. 
Washington  25.  D.  C.  not  later  than  5 
p.  m..  e.  s.  t..  on  Friday.  January  28. 1949. 
Persons  desiring  to  present  written  state- 
ments or  memoranda  should  submit 
them,  in  triplicate  at  the  hearing. 

[SEAL]  Charles  Sawyer. 

Secretary  of  Commerce. 

Exhibit  A — Plan 

Proposed  voluntary  plan  under  Public  Law 
395.  80th  Congress  for  allocation  or  steel 
product*  for  farm-type  grain  storage  bins. 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  in  him  by  Public  Law 
895,  80th  Congress,  and  Executive  Order  9919, 
after  consultation  with  representatives  of 
the  steel  producing  and  storage  bin  manu- 
facturing Industries,  and  with  the  Interested 
government  agencies,  and  after  expression  of 
the  views  of  Industry,  labor  and  the  public 
generally  at  an  open  public  hearing  held  on 
Ptbruary  1.  1949.  has  determined  that  the 
following  plan  of  voluntary  action  Is  prac- 
ticable and  Is  appropriate  to  the  successful 


NOTICES 

carrying  out  of  the  policies  set  forth  In  Public 
Law  395: 

1.  What  this  plan  (ices.  This  plan  sets  up 
the  procedure  under  which  steel  producers 
(hereinafter  called  Producers)  agree  volun- 
tarily to  make  steel  products  available  to 
grain  storage  bin  manufacturers  who  comply 
with  the  provisions  of  this  plan  (hereinafter 
called  participating  Manufacturers),  for  use 
In  the  manufacture  of  cylindrical  steel  grain 
storage  bins  with  a  capacity  of  between  ap- 
proximately 750  to  3.000  bUEhels  and  designed 
primarily  for  use  on  the  farm  (hereinafter 
collectively  called  farm-type  grain  storage 
bins). 

2.  Agreement  by  steel  producers.  During 
the  period  this  plan  remains  In  effect.  Pro- 
ducers win,  out  of  their  own  production  or 
that  of  their  producing  subsidiaries  or  affi- 
liates, make  available  to  participating  Manu- 
facturers a  total  of  approximately  8.400  net 
tons  of  steel  products  per  month  (up  to  an 
aggregate  total  of  approximately  50.400  net 
tons),  dUtrlbuted  by  types  approximately  as 

follows : 

Net  tons 
Type  per  month 

Galvanized  sheets  18-26  gage- —  8.000 

Black  sheets  16  gage  and  heavier 200 

Bar  size  angles 200 

Total  net  tons  per  month 8,400 

3  Determination  of  quantities  to  be  fur- 
nished by  respective  Producers.  Unless 
otherwise  specified  In  Its  acceptance  of  this 
plan,  the  quantities  to  be  made  available  by 
each  Producer,  at  its  commKnient  under  this 
plan,  will  be  such  as  the  Secretary  of  Com- 
merce, after  consulting  the  Steel  Task  Com- 
mittee of  the  Office  of  Industry  Cooperation 
of  the  Department  of  Commerce,  determines 
to  be  fair  and  equitable.  However,  upon  re- 
quest of  the  Secretary  of  Commerce  from 
time  to  time,  each  Producer  will  give  con- 
sideration to  making  additional  quantities 
available.  Producers  will  take  credit  against 
their  commltment.s  under  this  plan  only  for 
quantities  delivered  on  orders  certified  In 
accordance  with  paragraph  9  below. 

4.  Contractual  arrangements.  Such  prod- 
ucts will  be  made  available  under  such  con- 
tractual arrangements  as  may  be  made  by 
the  respective  Producers,  or  their  producing 
subsidiaries  and  affiliates,  with  the  respective 
participating  Manufacturers.  No  request  or 
authorization  will  be  made  by  the  Depart- 
ment of  Commerce  relating  to  the  allocation 
of  orders  or  cu.stomers.  the  delivery  of  prod- 
ucts, the  allocation  of  business  among  par- 
ticipating Manufacturers,  or  any  limitation 
or  restriction  on  the  production  or  market- 
ing of  any  products.  This  plan  does  not  au- 
thorize nor  approve  any  fixing  of  prices,  and 
participation  in  this  plan  does  not  affect  the 
prices  or  terms  and  conditions  on  which  any 
product  is  actually  sold  and  delivered. 

5.  Limitations  as  to  types,  sizes  and  quan- 
tities. A  Producer  need  make  available  un- 
der this  plan  only  those  products  which  are 
within  the  type  and  size  limitations  of  the 
mill  or  mills  which  It  may  select  for  the 
fulfillment  of  Its  commitment  under  this 
plan.  The  quantities  which  it  may  have 
undertaken  to  make  available  In  any  month 
may  be  reduced,  or  at  its  option  their  de- 
livery may  be  postponed.  In  direct  proportion 
to  any  production  losses  during  the  month 
due  to  causes  beyond  Its  control. 

6.  Reports  from  steel  producers.  Each  Pro- 
ducer wUl,  If  requested  by  the  Office  of  In- 
dustry Cooperation  of  the  Department  of 
Commerce  (subject  to  approval  of  the  Bureau 
of  the  Budget  under  the  Federal  Reports  Act 
of  1942 ) ,  submit  to  that  office  periodic  reports 
of  the  total  quantities,  by  types,  of  products 
shipped,  and  accepted  for  shipment,  under 
the  plan. 

7.  Reports  from  participating  manufactur- 
grs.  Each  participating  Manufacturer  will 
submit  the  following  to  the  Secretary  of 
Commerce : 


(a)  Requirements  report.  A  report  show- 
ing the  quantities  and  types  of  (1)  farm-type 
grain  storage  bins  (as  defined  In  paragraph 
1  above)  scheduled  for  production  during 
each  month  under  tills  plan  and  (ID  steel 
products  required  for  that  scheduled  pro- 
duction. 

(b)  Other  reports.  Such  other  relevant 
reports  as  may  be  requested  from  time  to 
time  by  the  Secretary  of  Commerce  (subject 
to  the  approval  of  the  Bureau  of  the  Budget 
under  the  Federal  Reports  Act  of  1942 ) . 

8.  Determination  of  allocations  for  respec- 
tive participating  manufacturers.  The  quan- 
tities and  types  of  steel  products  to  be  made 
available  monthly  under  the  plan  to  indi- 
vidual participating  manufacturers  wiU  be 
determined  by  the  Secretary  of  Commerce 
after  consultation  with  the  Grain  Storage 
Bin  Manufacturers  Industry  Task  Commit- 
tee, subject  to  such  revision.  If  any,  from 
time  to  time,  as  may  be  deemed  necessary 
by  the  Secretary  of  Commerce  after  consulta- 
tion with  til^at  Committee. 

9.  Obligations  cf  participating  manufac- 
turers. By  participation  in  this  plan  each 
participating  Manufacturer  shall  be  obligated 
as  follows:  To  use  all  products  obtained 
under  this  plan  solely  for  and  In  the  manu- 
facture of  farm-type  grain  storage  bins  (as 
defined  in  paragraph  1  above);  not  to  resell 
or  transfer  any  products  so  obtained  under 
this  plan  in  the  form  received  by  the  partici- 
pating Manufacturer;  and  not  to  build  up, 
beyond  current  needs,  any  Inventories  of 
products  obtained,  or  end  products  manufac- 
tured, under  this  plan. 

If  a  participating  Manufacturer  becomes 
unable  to  use,  for  the  purposes  of  this  plan, 
any  products  obtained  under  this  plan,  he 
shall  be  further  obligated  to  hold  them  sub- 
ject to  such  other  use  or  dlspofiitlon  (includ- 
ing re-allocatlon  to  other  consumers  or  return 
to  the  producer  from  whom  purchased)  as 
shall  be  authorized  by  the  Office  of  Industry 
Cooperation  of  the  Department  of  Ccmmerce. 

Participation  in  the  benefits  In  this  plan 
shall  at  all  times  be  contingent  upon  each 
participating  Manufacturer's  continued  strict 
compliance  with  the  provisions  hereof.  In 
the  event  of  any  actual  or  prospective  non- 
compliance by  any  participating  Manufac- 
turer, the  Secretary  of  Commerce  may.  after 
written  notice  to  the  participating  Manu- 
facturer, take  such  action  as  he  deems  war- 
ranted with  respect  to  the  M.mufacturer's 
participation  in  the  plan,  including  partial 
or  total  suspension  or  termination  of  partici- 
pation privileges  and  notification  to  the  par- 
ticipating steel  producers  net  to  mnke  any 
or  certain  further  shipments  under  the  plan 
to  such  Manufacturer. 

10.  Procedure  for  placing  orders  under  this 
plan.  Purchase  orders  under  this  plan  are  to 
be  placed  with  participating  producers  or 
their  producing  subsidiaries  or  affiliates.  Ex- 
cept when  otherwise  authorized  by  the  Office 
of  Industry  Cooperation,  purchase  orders 
shall  be  placed  not  less  than  60  days  before 
the  first  of  the  month  In  which  delivery  Is 
required.  Each  such  purchase  order  shall 
bear  the  following  certification  by  the  par- 
ticipating Manufacturer: 

Depaetmint  or  CoMwnirE  Volcntabt  Plan 
roR  Aliocation  of  6tixl  Pkodocts  fob 
FARM-TTPt  Grain  Storace  Bins 

The  undersigned  certifies  to  the  seller  and 
to  the  Department  of  Commerce  that  the 
products  specified  In  this  order  will  be  used 
solely  for  and  in  the  manufr.cture  of  farm- 
type  grain  storage  bins,  and  that  this  order 
Is  placed  under,  and  In  strict  compliance 
with,  the  above  voluntary  plan,  with  which 
the  undersigned  Is  familiar  and  in  which  the 
undersigned  is  a  participant.  The  under- 
signed further  certifies  that  it  has  been 
granted  a  specific  allocation  under  the  plan 
for  the  delivery  month  specified  in  this  order 
and  that  the  quantity  hereby  ordered  Is 
within  that  allocation,  after  taking  Into  ac- 
count all  other  certified  orders  accepted,  or 
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pending  acceptance,   by  participating   steel  the  approval  of  the  Attorney  General,  hereby 

producers  for  that  month.  requests: 

.._  1.  That  steel  producers  participating  In  the 

(Name  of  company)  above-mentioned  voluntary  plan  continue  to 

By make  available  monthly  approximately  8,400 

(Duly  authorized  officer)  net  tons  of  steel  products,  during  the  period 

March  1,  1949,  through  August  31,  1949,  on 

(Date)  certified  orders  from  manufacturers  of  farm- 

11.  Procedure  for,  and  effect  of,  becoming  type  grain  storage  bins;  and  that  such  prod- 
a  participant.  After  approval  of  this  plan  by  ucts  be  made  available  in  accordance  with 
the  Attorney  General  and  by  the  Secretary  of  delivery  procedures  established  under  the 
Commerce,  and  after  requests  for  compliance  said  plan. 

with  It  have  been  made  of  steel  producers  2.  That  manufacturers  of  farm-type  grain 

and  storage  bin  manufacturers  by  the  Secre-  storage  bins  place  purchase  orders  hereunder 

tary    of    Commerce,    any    such    producer    or  only  for  the  quantities  and  types  of  steel 

manufacturer  may  become  a  participant  In  products  established  for  them  Individually 

this  plan  by  advising  the  Secretary  of  Com-  by  the  Secretary  of  Commerce;  that  they  put 

merce.  In  writing,  of  its  acceptance  of  such  Identifying  certifications  on  such  purchase 

request.     Such  requesU  for  compliance  will  orders;  and  that  they  use  all  steel  products 

be  effective  for  the  purpose  of  granting  cer-  obtained  hereunder  solely  for  the  manufac- 

lain  Immunity  from  the  antitrust  laws  and  ture  of  farm-type  grain  storage  bins  (as  de- 

the  Federal  Trade  Commission  Act,  as  pro-  fined    In    the    above-mentioned    voluntary 

vided   in  section  2    (c)    of  Public   Law  395,  plan). 

only   with   resi>ect   to   such   producers   and  In   the   event   that   an  extension   of   the 

manufacturers    as    notify    the    Secretary    of  effectiveness  of  the  above-mentioned  volun- 

Commerce  in  writing  that  they  will  comply  tary  plan   beyond  February  28,   1949,  takes 

with  such  requests.  etiect    pursuant    to    appropriate    legislation, 

12.  Effective  date  and  duration.  This  plan  this  request  will  be  superseded  by  said 
shall  become  effective  upon  the  date  of  its  extended  plan. 

final  approval  by  the  Secretary  of  Commerce.  ^j.^  ^e  signed  by  the  Attorney  General  and 

It  shall  cease  to  be  effective  at  the  close  of  ^j,g  Secretary  of  Commerce  upon  approval.] 

business   on   February   28,    1949,  unless   the 

time  limitation  of  March  1.  1949  now  sped-  (P-    R-    Doc.    49  494;    Filed.    Jan.    19,    1949; 

fled  in  section  2  (b)  of  Public  Law  395.  80th  8  51  a.  m.] 

Congress.  Is  extended  or  otherwise  changed  — i^^^^— ^-^»— — ^^— ^— ^— ^— ^^-^ 

by  legislative  action  In  a  form  which  permits 

continuation  of  thU  plan,  in  which  event  this  FEDERAL    COMMUNICATIONS 

plan  shall  thereupon  automatically  continue  r*OMiUllCCir\KI 

In    effect    through    September    30,    1949    (or  V,UIV\/Vll03IV^n 

through  the  date  specified  in  such  legisla-  (Docket  Nos.  7820,  8298] 

tlve  action  if  a  date  earlier  than  September 

30.  1949  is  so  specified).    However,  the  Plan  SCENIC  CiTY  BROADCASTING  CO.,  INC.,  AND 

tn:iy  be  terminated  on  such  earlier  date  as  Rhode   Island  BROADCASTING  Co. 

may  be  determined  by  the  Secretary  of  Com-  (WRIB) 

merce,  upon  not  le.ss  than  60  days'  notice  by 

letter  telegram,  or  publication  in  the  Fed-  ORDER  CONTINUING  HEARING 

"l3."lv"5iXtraI     from     plan.    Any     Pro-  In  re  applications  of  Scenic  City  Broad- 

ducer   or   participating   Manufacturer   may  Casting     Company.     Inc.,     Mlddletown, 

withdraw  from  this  plan  by  giving  not  less  Rhode  Island.  Docket  No.  7820.  File  No. 

than  60  days"  written  notice  to  the  Secretary  BP-4902;     Rhode    Island    Broadcasting 

of  Commerce.  Company    (WRIB),   Providence.   Rhode 

14.  Clarifying     interpretations.     Any     In-  island.  Docket  No.  8298.  File  No.  BMP- 

terpretatlon  Issued  by  the  Secretary  of  Com-  2479 ;  for  construction  permits, 

merce  (after  consultation  with  the  Attorney  whereas    the  above-entitled   aoolica- 

GeneraK.  In  writing,  to  clarify  the  meaning  ^,  wnereas.   me   aoove  en"uea   appuca 

of  any  terms  or  provisions  In  this  plan  shall  tlons  are  presently  scheduled  to  be  heard 

be  binding  upon  all  participants  notified  of  on   January   26,    1949,    at   Washington, 

such  Interpretation.  D.  C;  and 

ITo  be  signed  by  the  Attorney  General  and  Whereas,  the  public  interest,  conveni- 

the  Secretary  of  Commerce  upon  approval.)  ence  and  necessity  would  be  served  by  a 

continuance  of  the  said  hearing; 

E-xHiBrr  B— Request  J^  ^^  ordered.  This  7th  day  of  January 

Proposed  request  under  Public  Law  395.  1949,  on  the  Commission's  own  motion, 

80th  Congress,  for  allocation  of  steel  products  that  the  hearing  upon  the  above-entitled 

for  farm-type  grain  storage  bins.  applications   be,  and  it  is  hereby,   con- 

The  secretary  of  Commerce    Pursuant  to  ^-^^^^^  ^^  ^q.qq  ^    ^     Monday.  January 

the  authority  vested  In  him  by  Public  Law  Wa^hineton   DC 

395,  80th  Congress,  and  Executive  Order  9919.  ^^'  ^^*^'  ^^  wasiungion,  u.  \^. 

after  consultation  with  representatives  of  the  Federal  Communications 

steel  producing  and  storage  bin  manufactur-  Commission 

Ing  industries  and  of  the  Interested  govern-  [seal]          T  J  SloWIE     ' 

ment  agencies,  and  after  expression  of  the  v         t      i 

views  of  industry,  labor  and  the  public  gen-  i>ecreiary. 

erally   at   an   open   public   hearing   held   on  |f.    R.    Doc.    49-48P;    Filed.    Jan.    19,    1949; 

February   1,   1949,  has  determined   that.   In  8  50  a.  m.J 
order  to  carry  out  the  program  begun  under 

the  voluntary  plan  entered  Into  by  steel  pro-  ^_^_^^^^^^___ 
ducers  to  furnish  certain  steel  products  for 

the  manufacture  of  farm-type  grain  storage  (Docket  No.  8826] 
bins.  It  will  be  necessary,  and  Is  practicable  ^,              ^                    _                     ^        , 
and  appropriate  to  the  successful  carrying  Mackay  Radio  and  Telegraph  Co..  Inc.. 
out  of  the  policies  set  forth  In  said  Public  AND  RCA  COMMUNICATIONS.  Inc. 
Law  395.  that  steel  producers  make  further  ORDER  POSTPONING  HEARING 
deliveries  of  steel  products  for  such  purpose  -,     ..           . 
after  the  expiration  of  the  plan  on  February  In  the  matter  of  Mackay  Radio  and 
28.  1949.  Telegraph   Company,   Inc..   RCA   Corn- 
Therefore,  the  Secretary  of  Commerce,  In  munlcations,     Inc.        Applications      for 
accordance  with  subsections  2  (c)  and  2  (f)  modification    of    licenses    to    authorize 
of  Public  Law  395,  80th  Congress  and  with  communication  with  Pakistan. 


The  Commission  having  under  consid- 
eration a  telegraphic  request  of  January 
7,  1949  from  Mackay  Radio  and  Tele- 
graph Company,  Inc..  that  its  application 
herein  be  dismissed  without  prejudice; 
and  having  also  under  consideration  in- 
formal advice  from  counsel  for  RCA 
Communications,  Inc..  that  in  view  of 
the  above  request  by  Mackay  Radio  and 
Telegraph  Company,  RCA  Communica- 
tions has  no  objection  to  a  continuance 
of  the  hearing  herein  scheduled  for  Janu- 
ary 10.  1949. 

It  is  ordered.  This  7th  day  of  January 
1949,  that  the  hearing  herein,  now  sched- 
uled to  begin  on  January  10. 1949  Is  post- 
poned without  date. 

FEDERAL  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49-492;    Piled.    Jan.    19,    1949; 
8:51  a.  m.] 


[Docket  Nos.  9108.  9202] 

Harrisonburg     Broadcasting     Co.     and 
County  Broadcasting  Service 

order  continuing  hearing 

In  re  applications  of  H.  Bruce  Starkey, 
Charles  R.  Morrison  and  Carroll  H.  Mor- 
rison, d/b  as  Harrisonburg  Broadcasting 
Company.  Harrisonburg.  Virginia.  Docket 
No.  9108,  File  No.  BP-6516:  Prank  U. 
Fletcher,  tr/as  County  Broadcasting 
Service.  Mount  Jack.son.  Virginia,  Docket 
No.  9202.  Pile  No.  BP-6766;  for  construc- 
tion permits. 

Whereas,  the  above-entitled  applica- 
tions are  presently  scheduled  to  be  heard 
on  January  12  and  13.  1949.  at  Harrison- 
burg and  Mount  Jackson,  Virginia,  re- 
spectively; and 

Whereas,  the  public  Interest,  conven- 
ience and  necessity  would  be  served  by  a 
continuance  of  the  said  hearing: 

It  is  ordered,  This  7th  day  of  January 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be.  and  it  is  hereby,  con- 
tinued indefinitely. 

Federal  Cobimunications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49-490;    Filed.    Jan.    19,    1949; 
8:50  a.  m.) 


[Docket  No.  9109] 
James  Madison  Broadcasting  Corp. 

ORDER  continuing  HEARING 

In  re  application  of  James  Madison 
Broadcasting  Corporation.  Orange.  Vir- 
ginia, Docket  No.  9109.  File  No.  BP-6828; 
for  construction  permit. 

Whereas,  the  above-entitled  applica- 
tion is  presently  scheduled  to  be  heard 
on  January  10,  1949,  at  Orange,  Virginia; 
and 

Whereas,  the  public  interest,  conven- 
ience and  neces.sity  would  be  served  by  a 
continuance  of  the  said  hearing; 

It  is  ordered.  This  7th  day  of  January 
1943,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the   above-en- 
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titled  application  be.  and  It  is  hereby, 
continued  to  10:00  a.  m.,  Monday.  Feb- 
ruary 14,  1949.  at  Orange.  Virginia. 

Federal  Communications 

Commission, 

[seal]  T.  J.  SLOWIE. 

Secretary. 

|F.    R.    Doc.    49-491;    Filed.    Jan.    19,    1949; 
8:50  a.  m.| 


Station  WSID 


PtTBLIC    NOTICE    CONCERNING    PROPOSED 
ASSIGNMENT  OF   LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  January  4.  1949.  there  was  filed 
with  it  an  application  (BAL-821)  for  its 
consent  under  section   310    (b)    of   the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WSID  from 
Sidney  H.  Tlnley.  Jr.,  to  United  Broad- 
casting   Company,    Inc.     The    proposed 
assignment  Is  based  upon  an  agreement 
dated  December  16.  1948.     The  contract, 
subject     to     Federal     Communications 
Commission's  approval,  provides  for  sale 
of  all   physical   assets  of   radio  station 
WSID,  free  and  clear  of  liabilities,  for 
$80,000.     Ten    thousand    dollars    ($10.- 
000)  has  been  deposited  in  escrow  with 
Baltimore  National  Bank  and  balance  is 
to  be  paid  as  follows:  $15,000  additional 
upon  final  approval  by  the  Federal  Com- 
munications Commission;  a  $40,000  first 
mortgage    upon    all    assets    of    United 
Broadcasting  Company,  Inc.,  which  in- 
cludes Radio  station  WOOK  at  Silver 
Springs.  Maryland,  payable  in  quarterly 
Installments  of  $3,000  each;   $15,000  in 
station  advertising  time  to  be  used  by 
Sidney  H.  Tlnley,  Jr.  in  behalf  of  any 
business    enterprise    with    which    he    Is 
Identified  and  to  be  used  during  a  period 
not  to  exceed  8  years  from  settlement 
date.    Further  information  as  to  the  ar- 
rangements may  be  found  with  the  ap- 
plication  and   assoaiated  papers   which 
are  on  file  at  the  offices  of  the  Commission 
in  Washington.  D.  C. 

Pursuant  to  §  1321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filing  of  the  ap- 
plication, the  Commi.ssion  was  advised 
by  applicant  on  January  4.  1949.  that 
starting  on  January  5,  1949,  notice  of  the 
filing  of  the  application  would  be  in- 
serted In  a  newspaper  of  general  circu- 
lation at  Essex,  Maryland  in  conformity 
with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  5,  1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditioas  as  set 
forth  In  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission. 
[SIALl         T.  J.  Slowie, 

Secretary. 

JF.    R.    Doc.    49-487;    Filed.    Jan.    19,    1949; 
8:50  a.  m.l 


'  Section  1.321,  Part  1.  Rules  of  Practice  and 
Procedur*. 


NOTICES 

Sunshine  Broadcasting  Co.  et  al. 

public  notice  concerning  proposed 
tr.\nsfer  of  control,  and  proposed 
assignment  of  ucenses  and  permits  ' 

The  Conunlssion  hereby  gives  notice 
that  on  December  17. 1948,  there  was  filed 
with    it    three    applications    (BTC-722. 
BAPL-43.  BAL-822)  for  its  consent  under 
section  310  <b)  of  the  Communications 
Act  to  the  following  proposed  transfers 
of  control  and  assignments  of  permits 
and  licenses:  (1)  Application  for  consent 
to  the  assignment  of  permits  and  licenses 
for  stations  KANS.  KBIT  and  KEHT. 
Wichita.   Kansas   from  Kansas   Broad- 
casting. Inc.,  to  Taylor  Radio  and  Tele- 
vision Coriwration ;   (2)   application  for 
consent  to  the  assignment  of  permit  and 
license  for  station  KRGV  and  KRGV-FM 
from  KRGV,  Inc.  to  Taylor  Radio  and 
Television  Corporation;    (3)   application 
for  consent  to  transfer  of  control  of  Sun- 
shine Broadcasting  Company,  licensee  of 
station  KTSA  and  KTSA-FM.  San  An- 
tonio. Texas  from  the  present  stockhold- 
ers of  Sunshine  Broadcasting  Company 
to  Gene  Autry.    The  proposals  to  trans- 
fer control  and  assign  the  permits  and 
licenses  arise  out  of  two  basic  agreements, 
dated  November  23,  1948  made  with  the 
Intent  to  accomplish   (a)    the  ultimate 
sale  of  assets  and  assignment  of  license 
of  Kansas  Broadcasting,  Inc.,  licensee  of 
radio  station  KANS,  located  in  Wichita, 
Kansas,  to  Taylor  Radio  and  Television 
Corporation,  for  a  total  consideration  of 
$200,000  CO.  (b)  the  ultimate  sale  of  assets 
and  assignment  of  license  of  KRGV,  Inc.. 
licensee  of  radio  KRGV.  located  in  Wes- 
laco.  Texas,  to  Taylor  Radio  and  Tele- 
vision Corporation,  for  a  total  considera- 
tion of  $320,000.00  plus  interest  charges 
of  4  percent,  and  (c)  the  acquisition  by 
Taylor  Radio  and  Television  Corporation 
of  the  3.000  issued  and  outstanding  shares 
of  common  stock  of  Sunshine  Broadcast- 
ing Company,  and  the  simultaneous  sale 
and  transfer  of  those  same  shares   of 
capital  stock  to  Gene  Autry.  for  a  total 
consideration  of  $450,000  00  in  cash. 

The  three  transactions  are  associated 
and  the  consummation  of  each  is  essen- 
tially dependent  upon  the  consummation 
of  the  other  two.  The  assignment  of 
radio  station  KANS  does  not  involve  a 
change  in  control  and  does  not  come 
under  the  provisions  of  §  1.321  (b)  of  the 
Commission's  rules  and  regulations.  The 
completion  of  the  assignment  of  radio 
station  KRGV  Is  dependent  upon  the 
completion  of  the  assignment  of  radio 
station  KANS.  The  stockholders  of 
Taylor  Radio  and  Television  Corporation 
are  transferring  the  capital  stock  of  Sun- 
shine Broadcasting  Company  (KTSA)  to 
Gene  Autry,  in  order  to  consolidate  their 
interests  upon  the  completion  of  the  pro- 
posed assignment  of  radio  station  KANS 
and  radio  station  KRGV.  Further  infor- 
mation as  to  the  arrangements  may  be 
found  with  the  application  and  associated 
papers  which  are  on  file  at  the  offices  of 
the  Commission  in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  January  10. 1949.  that  starting 
on  December  27. 1948,  notice  of  the  filing 


of  the  KTSA  application  would  be  in- 
serted in  The  San  Antonio  Express,  a 
newspaper  of  general  circulation  at  San 
Antonio,  Texas,  in  conformity  with  the 
above  section.  Also  on  January  10, 
1949,  the  Commission  was  advised  that 
starting  on  December  24.  1948.  notice  of 
the  filing  of  the  KRGV  application  would 
be  Inserted  In  the  Valley  Review,  a  news- 
paper of  general  circulation  at  Weslaco, 
Texas,  In  conformity  with  the  above  sec- 
tion. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  December  27,  1948.  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  Involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  in  the  above  described  contract. 

•  Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  <bi) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-488;    Piled.  Jan.    19,    1949; 
8:50  a.  m  I 


FEDERAL  POWER  COMMISSION 

[Dockets  Nos.  G-882,  0-1135] 

Trunklihe  Gas  Supply  Co.  and  Mesabi 
Pipe  Line  Co. 

order  fixing  date  of  continued  hearing 
and  severing  proceedings 

On  November  10. 1948.  the  Commission 
Issued  an  order  at  Docket  No.  G-882  con- 
tinuing that  proceeding  for  the  specific 
purpose  of  receiving  additional  evidence 
In  support  of  the  amended  application  of 
Trunkllne  Gas  Supply  Company  (Trunk- 
line)  for  a  certificate  of  public  conven- 
ience and  neces.sity  pursuant  to  section  7 
of  the  Natural  Gas  Act,  as  amended. 
Such  order  provided,  among  other  things, 
for  an  early  hearing  upon  notification  by 
Trunkllne  of  its  ability  to  go  forward 
with  the  presentation  of  such  additional 
evidence. 

On  January  12,  1949,  Trunkllne  filed  a 
notification  with  the  Commission  advis- 
ing that  Trunkllne  is  prepared  to  go  for- 
ward with  the  presentation  of  such  addi- 
tional evidence  and  requesting  that  fur- 
ther hearings  at  Docket  No.  G-882  be  set 
to  commence  on  February  1,  1949. 

Mesabi  Pipe  Line  Company  has  not  in- 
dicated that  It  is  prepared  to  go  forward 
with  the  presentation  of  evidence  In  sup- 
port of  Its  application  at  Docket  No. 
G-1135  for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as 
amended. 

The  Commission  orders: 

(A)  Pursuant  to  authority  contained 
In  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, further  public  hearings  be  held 
in  the  proceedings  at  Docket  No.  0-882, 
beginning  on  February  1.  1949,  at  10:00 
a.  m.  (e.  s.  t.).  in  the  Hearing  Room  of 
the  Federal  Power  CommLsslon.  1800 
Pennsylvania    Avenue    NW .    Washing- 


Thursday,  January  20, 1949 

ton,  D.  C,  concerning  the  matters  in- 
volved and  the  issues  presented  therein, 
subject  to  the  provisions  of  the  Com- 
mission's order  Issued  in  this  matter  on 
November  10.  1948. 

<B»  The  proceeding  at  Docket  No. 
G-882  be  and  it  is  hereby  severed  from 
the  proceedings  at  Docket  No.  G-1135 
and  the  hearing  upon  the  application 
at  Docket  No.  G-1135  be  and  it  is  hereby 
postponed  subject  to  further  order  of 
the  Commission. 

(C)  All  Intervenors  in  the  proceedings 
at  Docket  No.  G-882  may  participate  In 
such  hearing  in  accordance  with  leave 
heretofore  granted  by  the  Commission. 

( D  >  Interested  State  commissions  may 
participate  as  provided  by  §S  1.8  and 
1.37  (f)  (18  CFR  1.8  and  1.37  (f ) )  of  the 
Commislon's  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance;  January  14,  1949. 

By  the  Commission. 

IsEALl  Leon  M.  FuQUAY. 

Secretary. 

|F.    R.    Doc.    49-482;    Filed.    Jan.    19,    1.949; 
8:46  a.  m.| 

INTERSTATE  COMMERCE 
COMMISSION 

I  Application  7| 

Associ.MiON  or  American  Railroads 
application  for  approval  of  agreement 

J.\NUARY   11,   1949. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provl.slons  of  section  5a  of  the  Interstate 
Commerce  Act. 

Piled  by:  W.  T.  Farley,  Attorney-in- 
fact.  Transportation  Building,  Washing- 
ton 6.  D.  C;  Southern  Railway  Company, 
John  B.  Hyde,  Vice  President,  Washing- 
ton 13,  D.  C. 

Agreement  Involved:  An  agreement  be- 
tween and  among  common  carriers  by 
railroad  relating  to  per  diem,  mileage, 
or  demurrage  and  storage  rates  and 
charges,  and  rules,  regulations  and  pro- 
cedures for  the  joint  consideration,  initi- 
ation or  establishment  thereof. 

The  complete  application  may  be  in- 
spected at  the  office  of  the  Commission 
in  WasKlngton,  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  General  Rules  of  Practice  of  the  Com- 
mission, persons  other  than  applicant 
should  fairly  disclose  their  interest,  and 
the  position  they  intend  to  take  at  the' 
hearing  with  respect  to  the  application. 
Otherwise  the  Commission,  in  its  discre- 
tion, may  proceed  to  investigate  and  de- 
termine the  matters  Involved  In  such 
application  without  further  or  formal 
hearing. 

By  the  Commission,  Division  2. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

|F.    R.    Doc.    49^93;    Filed.    Jan.    19.    1949; 
8:51  a.  m.J 

No.   14 4 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-20091 

United  Gas  Improvement  Co.  and 
Harrisburg  Gas  Co. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  13th  day  of  January  1949. 

Notice  Is  hereby  given  that  a  joint 
declaration  has  been  filed  with  this  Com- 
mission pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  by  The 
United  Gas  Improvement  Company 
("UGI"),  a  registered  holding  company, 
and  its  public  utility  subsidiary.  The 
Harrisburg  Gas  Company  ("Harris- 
burg"). Declarants  designate  section  12 
of  the  act  and  Rule  U-45  promulgated 
thereunder  as  applicable  to  the  proposed 
tran.saction. 

Notice  is  further  given  that  any  Inter- 
ested per.son  may.  not  later  than  Janu- 
ary 28,  1949,  at  5:30  p.  m.,  e.  s.  t.,  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  Interest,  and  the  Issues  of  fact  or  law 
raised  by  said  joint  declaration  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25. 
D.  C.  At  any  time  after  January  28, 1949. 
said  joint  declaration,  as  filed  or  as 
amended,  may  be  permitted  to  become  ef- 
fective as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act,  or  the  Commission  may  exempt 
such  transaction  as  provided  in  Rules 
U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  joint  declaration  which  is  on  file  in 
the  offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
posed, which  is  summarized  as  follows: 

UGI  proposes  to  advance  to  Harrisburg 
an  open  book  account,  from  time  to  time 
on  or  before  May  1,  1949,  an  amount  not 
exceeding  $600,000,  bearing  interest  at 
the  rate  of  2^4%  annually.  The  pro- 
ceeds of  the  advance,  together  with  other 
funds,  will  be  used  by  Harrisburg  to 
meet  the  cost  of  its  construction  pro- 
gram to  May  1,  1949  and  to  provide  for 
the  purchase  of  certain  gas  properties 
located  in  Cumberland  County,  Pennsyl- 
vania. It  is  stated  that  the  acquisition 
of  said  gas  properties  will  be  made  only 
if  and  when  it  is  approved  by  the  Penn- 
sylvania Public  Utility  Commission  and, 
in  the  opinion  of  Harrisburg's  counsel, 
said  acquisition  is  not  subject  to  this 
Commission's  jurisdiction. 

By  the  Commission. 

ISEAL]  ORVAL  L.  DuBoIS. 

Secretary. 

[F.    R.    Doc.    49-480;    Piled.    Jan.    19.    1949; 
6:46  a.  m.] 
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[File  No.  70-2026] 

Cincinnati  Gas  &  Electric  Co.  and  Union 
Light,  Heat^nd  Power  Co. 

order  granting  application  and  permit- 
ting declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commls.sion.  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  14th  day  of  January  1949. 

The  Cincinnati  Gas  &  Electric  Com- 
pany ("Cincinnati"),  a  subsidiary  of  Tlie 
United  Corporation,  a  registered  holding 
company,  and  The  Union  Light,  Heat 
and  Power  Company  ("Union"),  a  sub- 
sidiary of  Cincinnati,  having  filed  a  joint 
application-declaration,  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935.  particularly  sections  6  <b),  7.  9,  10 
and  12  thereof  and  Rule  U-43  promul- 
gated thereunder,  with  respect  to  the 
following  transactions : 

Union  proposes  to  offer  to  holders  of 
its  common  stock  par  value  $100  per 
share,  the  right  to  purchase  at  par  an 
aggregate  of  20,000  additional  shares  pro 
rata  at  the  rate  of  4  94ths  of  a  share  for 
each  1  94th  of  a  share  held.  The  addi- 
tional shares  will  be  sold  at  the  amount 
of  $100  for  each  full  .share  and  In  units 
of  1  94th  of  a  share  at  a  price  of  $1.07 
a  unit  for  fractional  shares.  Cincinnati, 
which  owns  98.42%  of  Union's  common 
stock,  will  exerci.se  its  right  to  purchase 
its  pro  rata  proportion  of  the  additional 
common  stock.  Cincinnati  owns  $2,067,- 
238.47  principal  amount  of  6"^  demand 
notes  of  Union.  Cincinnati  will  pay  for 
the  additional  common  stock  by  the  sur- 
render for  cancellation  of  a  principal 
amount  of  demand  notes  of  Union  equal 
to  the  aggregate  par  value  of  the  com- 
mon stock  being  purchased.  The  balance 
of  such  demand  notes  will  be  paid  by 
Union  from  Its  trea.sury  funds.  As  a  re- 
sult of  such  transaction,  Cincinnati  will 
receive  19.683  38  94ths  shares  of  the 
additional  common  stock  of  Union. 

Cincinnati  propo.ses  to  enter  into  a 
.supplemental  indenture  to  its  First  Mort- 
gage with  the  Irving  Trust  Company  to 
provide  for  the  satisfaction  of  pre- 
emptive rights  of  minority  stockholders 
under  applicable  law  in  connection  with 
the  sale  of  equity  securities  to  Cincinnati 
by  its  subsidiaries. 

Union  further  proposes  to  Issue  and 
sell,  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50,  $5,000,000 
principal  amount  of  First  Mortgage 
Bonds. 

Union  has  requested  that  an  order  with 
respect  to  the  issue  and  sale  of  additional 
common  stock  be  issued  prior  to  the  is- 
sue of  an  order  with  respect  to  the  bonds 
so  that  the  sale  of  such  common  stock 
may  be  con.summated  prior  to  the  pro- 
posed sale  of  the  bonds. 

Said  application-declaration  having 
been  duly  filed,  and  notice  of  said  filings 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  said  application- 
declaration  within  the  period  specified  In 
said  notice,  or  otherwise,  and  not  having 
ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  the  proposed  sale  of  common  stock, 
the  a'^QUisltion  by  Cincinnati  of  its  pro 
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rata  proportion  of  such  common  stock, 
the  cancellation  of  the  6%  Demand 
Notes  of  Tinion  and  the  modification  of 
Cincinnati's  First  Mortgage  with  the 
Irving  Trust  Company  that  the  appli- 
cable requirements  of  the  act  are  satis- 
fled,  and  deeming  it  appropriate  in  the 
public  interest  and  in  the  interest  of  in- 
vestors and  consumers  that  said  applica- 
tion-declaration with  respect  thereto  be 
granted  and  permitted  to  become  effec- 
tive: 

It  is  hereby  ordered.  Pursuant  to  Rule 
11-23  and  the  apphcable  provisions  of  the 
Act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24  that  the 
joint  application-declaration  be.  and  the 
same  hereby  is.  granted  and  permitted  to 
become  effective  forthwith  with  respect  to 
the  issue  and  sale  of  new  common  stock 
by  Union,  the  acquisition  by  Cincinnati 
of  its  pro  rata  proportion  of  such  conunon 
stock,  the  cancellation  of  the  6^r  demand 
notes  of  Union  and  the  modification  of 
Cincinnati's  First  Mortgage  with  the  Irv- 
ing Trust  Company,  and  that  said  Joint 
application-declaration  be  continued 
with  respect  to  the  issue  and  sale  of 
$5,000,000  principal  amount  of  First 
Mortgage  Bonds  by  Union. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

I  P.    R.    Doc.    49-481:    Filed.    Jan.    19.    1949; 
8:46  a.  ni.| 


NOTICES 

of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31.  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

I  p.    R.    Doc.    49-497:     Filed    Jan.    19.    1949; 
8:51  a.  ml 


DEPARTMENT  OF  JUSTICE 

Office  of  Allen  Property 

AtrrHORn-r:  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322,  671.  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6.  1942,  3  CFR,  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12592) 

Marie  Pressprich  et  al. 

In  re:  Trust  agreement  dated  June  2, 
1924.  between  Marie  Pressprich.  settlor. 
and  Ernest  C.  Pressprich  and  Reginald 
W.  Piessprich.  trustees.  Files  Nos.  D-28- 
3852  and  D-28-3852-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Gabrielle  Tegetmeier  Felber. 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  June  2, 1924.  by  and  between  Marie 
Pressprich.  settlor,  and  Ernest  C.  Press- 
prich and  Reginald  W.  Pressprich.  trus- 
tees, presently  being  administered  by 
Ernest  C.  Pressprich,  3  East  84th  Street. 
New  York,  New  York,  and  Reginald  W. 
Pressprich,  Purchase.  New  York,  trustees. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 


(Vesting  Order  126041 
Erich  Rassbach 

In  re:  Bonds  and  stock  owned  by  Erich 
Rasbach.    P-63-4717. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Erich  Rassbach.  whose  la.«;t 
known  addre.ss  is  Stuttgart,  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  Those  certain  bonds  de.scrlbed  In 
Exhibit  A.  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  presently  in 
the  custody  of  Bankers  Trust  Company. 
16  Wall  Street.  New  York  15.  New  York, 
and  constituting  a  portion  of  the  securi- 
ties held  by  said  Bankers  Trust  Company 
for  the  account  of  Credit  Suisse.  Zurich. 
Switzerland,  together  with  any  and  all 
rights  thereunder  and  thereto, 

b.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  B.  attached  hereto  and 
by  reference  made  a  part  hereof,  present- 
ly in  the  custody  of  Bankers  Trust  Com- 
pany, 16  Wall  Street,  New  York  15,  New 
York,  and  constituting  a  portion  of  the 
securities  held  by  said  Bankers  Trust 
Company  for  the  account  of  Credit  Suisse. 
Zurich.  Switzerland,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

c.  Ten  tlO)  shares  of  $100.00  par  value 
capital  stock  of  American  Telephone  & 
Telegraph  Company,  195  Broadway.  New 
York  7,  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  New 


York,  presently  In  the  custody  of  Bankers 
Trust  Company.  16  Wall  Street.  New 
York  15.  New  York,  and  constituting  a 
portion  of  the  securities  held  by  said 
Bankers  Trust  Company  for  the  account 
of  Credit  Suisse.  Zurich.  Switzerland,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon, 

d.  Ten  (10)  shares  of  $5  00  par  value 
common  capital  stock  of  Middle  West 
Corporation,  92  Market  Street,  Wilming- 
ton 99.  Delaware,  a  corporation  organized 
under  the  laws  of  the  State  of  Delaware, 
presently  in  the  custody  of  Bankers  Trust 
Company,  16  Wall  Street,  New  York  15. 
New  York,  and  constituting  a  portion  of 
the  securities  held  by  said  Bankers  Trust 
Company  for  the  account  of  Credit 
Suisse.  Zurich,  Switzerland,  together  with 
all  declared  and  unpaid  dividends  or 
other  distributions  thereon, 

e.  One  <-l)  share  of  $15.00  par  value 
capital  stock  of  Consolidated  Natural 
Gas  Company,  30  Rockefeller  Plaza,  New 
York  20,  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Dela- 
ware, and  presently  in  the  custody  of 
Bankers  Trust  Company,  16  Wall  Street. 
New  York  15.  New  York,  and  constituting 
a  portion  of  the  securities  held  by  said 
Bankers  Trust  Company  for  the  account 
of  Credit  Suisse.  Zurich.  Switzerland,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon. 

f.  Forty  (40  >  shares  of  $12  50  par  value 
common  capital  stock  of  Westinghouse 
Electric  Corp.  (formerly  Westinghouse 
Electric  &  Mfg.  Co.).  306  4th  Avenue. 
Pittsburgh.  Pennsylvania,  a  corporation 
organized  under  the  laws  of  the  State 
of  Pennsylvania,  and  presently  in  the 
custody  of  Bankers  Trust  Company.  16 
Wall  Street.  New  York  15.  New  York  and 
constituting  a  portion  of  the  securities 
held  by  said  Bankers  Trust  Company  for 
the  account  of  Credit  Suisse.  Zurich. 
Switzerland,  together  with  all  declared 
and  unpaid  dividends  thereon. 

g.  Ten  ilO>  shares  of  $25  00  par  value 
common  capital  stock  of  Pacific  Gas  and 
Electric  Corporation,  245  Martet  Street. 
San  Francisco  6,  California,  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  California  and  presently  In  the 
custody  of  Bankers  Trust  Company.  16 
Wall  Street.  New  York  15.  New  York  and 
constituting  a  portion  of  the  securities 
held  by  said  Bankers  Trust  Company  for 
the  account  of  Credit  Suisse.  Zurich. 
Switzerland,  together  with  all  declared 
and  unpaid  dividends  thereon, 

h.  Ten  (10)  shares  of  no  par  value 
capital  stock  of  Standard  Oil  Company 
of  California,  Standard  Oil  Building,  225 
Bush  Street,  San  Francisco  20.  Califor- 
nia, a  corporation  organized  under  the 
laws  of  the  State  of  Delaware,  and  pres- 
ently in  the  custody  of  Bankers  Trust 
Company.  16  Wall  Street.  New  York  15. 
New  York  and  constituting  a  portion  of 
the  securities  held  by  said  Bankers  Trust 
Company  for  the  account  of  Credit 
Suisse,  Zurich,  Switzerland,  together  with 
all  declared  and  unpaid  dividends  there- 
on, 

1.  Thirty  (30)  shares  of  no  par  value 
capital  stock  of  International  Harvester 
Company,  18  North  Michigan  Avenue, 
Chicago.  Illinois,  a  corporation  organized 
under  the  laws  of  the  State  of  New  Jer- 
sey,  and   presently   in   the   custody   of 
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Bankers  Trust  Company,  16  Wall  Street, 
New  York  15.  New  York  and  constituting 
a  portion  of  the  securities  held  by  said 
Bankers  Trust  Company  for  the  account 
of  Credit  Suisse,  Zurich.  Switzerland, 
together  with  all  declared  and  unpaid 
dividends  thereon, 

J.  Forty  '40>  shares  of  no  par  value 
capital  stock  of  Sears,  Roebuck  &  Co.,  925 
South  Homan  Avenue,  Chicago  7,  Illi- 
nois, a  corporation  organized  under  the 
laws  of  the  State  of  New  York,  and  pres- 
ently In  the  custody  of  Bankers  Trust 
Company,  16  Wall  Street,  New  York  15. 
New  York,  and  constituting  a  portion  of 
the  securities  held  by  said  Bankers  Trust 
Company  for  the  account  of  Credit  SuLsse, 
Zurich,  Switzerland,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and. 

k.  That  certain  debt  or  other  obliga- 
Jion  of  the  Bankers  Trust  Company.  16 
Wall  Street.  New  York  15,  New  York,  rep- 
resenting cash  held  In  an  account  of 
Credit  Sui.sse,  Zurich,  Switzerland,  allo- 
cable to,  repre.sentlng  accretions  from 
aniJ  accumulations  on  the  securities  de- 
scribed in  subparagraphs    (a)    through 
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(J)  above,  and  any  and  all  accruals  there- 
to, and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Erich  Rassbach, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany). 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admln- 
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Istered,  liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

EXHIBPT   A 

Total  face 
Description  of  issue  value 

Baltimore  &  Ohio  R.  R.  Co.  conver- 
tible, due  1960 $2,000.00 

Missouri  Pacific  R.  R.  Co.  general 

gold   due    1975 2.000.00 

New  York  Central  R.  Co.,  New 
York  Central  &  H.  R.  R.  R.  Co. 
refunding  and  Improvement, 
series  A,  due  2013. 1,000.00 

The  New  York.  New  Haven  &  Hart- 
ford R.  R.  Co..  convertible  de- 
benture gold,  due  1948 2.  000.  00 


Nsm«  «n>1  a(l(ln>!«  of  issuing 

State  of 

Number 

Par 

Tvpeof 

Name  and  addresw  of  Issuinu 

State  of 

Number 

I>ar 

Type  of 

•ortH»r»tion 

Inrorporat  ion 

of  shar«s 

value 

stock 

cor  IX)  ration 

incorporation 

shares 

value 

stock 

Elootrlc   IU«><1   &   Sharf   Co.,  3 

New  York 

3 

$5.00 

Common. 

The  United  Corp.,  .'IT  Wall  St., 

Delaware 

5 

$1.00 

Common. 

Kettor  Si  .Now  York  fi,  N.  Y. 

New  York  \  N.  Y. 

The    Ponn.iylviinia    K.    R.    Co., 

Pennsylvania... 

10 

50.00 

Capitil. 

Geiioral    Electric    Co.,   1    River 
Kd.,  Sclienecladv,  N.  Y. 

New  York 

2.'; 

No  par 

Do. 

Brojiil  .>^l.  Btation  BldR.,  Phila- 

delphia, Pa. 

Public   JN^rvicv    Electric   &    Gas 

New  Jersey 

10 

No  par 

Do. 

Anaconda  Copper  Mininrt  Co.. 

Montana 

15 

50.00 

Common. 

Co.,  80  Park   PI.,  .Newark  1, 

2.S    Broadway.    New    York    4. 

N.J. 

N.  Y. 

Radio  Corp.  of  .\morica,   RCA 

Delaware 

12 

No  par 

Do. 

General  Mofors  Corp  ,  3(M4  West 

I>elaware 

10 

10.00 

Do. 

Hide.,    .10    Rockefeller    Plaza, 

(Jrand  Blvd  ,  Detroit,  Mich. 

New  York  20,  N.  Y. 

B«'ndix   Aviation   Corp.,   Fisher 

do 

SO 

5.00 

Capital. 

BIdg  .  Detroit  2,  Mich. 

[F.  R   Doc.  49-500;  Filed.  Jan.  19.  1949;  8:52  a.  m.] 


(Vesting  Order  12597] 
MOTOI  FUJrURA  ET   AL. 

In  re:  Bank  accounts,  bonds,  cash  and 
stock  owned  by  and  debts  owing  to  Motol 
Pujtura  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  each  Individual,  whose  name 
Is  set  forth  in  either  Exhibit  A  as  owner, 
Elxhiblt  B.  Exhibit  C  as  owner.  Exhibit 
D  or  Exhibit  E,  all  of  which  Exhibits  are 
attached  hereto  and  by  reference  made 
parts  hereof,  each  of  who.se  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  Motol  Pujlura.  Selkichi  Hama- 
guchi.  Masao  Sakamoto  and  Mksato 
Yamane.  each  of  whose  last  known  ad- 
dress is  Japan,  are  residents  of  Japan 
and  nationals  of  a  designated  enemy 
country  (Japan) ; 

3.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Motol  Fujiura.  by  The 
Anglo  California  National  Bank  of  San 
Francisco.  1  Sansome  Street.  San  Fran- 
cisco. California,  arising  out  of  a  savings 


account,  account  number  2952  entitled 
Motoi  Fujiura.  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Motoi  Fujiura.  by  The 
Anglo  California  National  Bank  of  San 
Francisco.  1  Sansome  Street.  San  Fran- 
cisco. California,  arising  out  of.a  savings 
account,  account  number  113713,  entitled 
Motoi  Fujiura,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Seikichi  Hamaguchi,  by  the 
California  Bank,  625  South  Spring  Street, 
Los  Angeles,  California,  arising  out  of  a 
savings  account,  account  number  5853, 
entitled  Seikichi  Hamaguchi,  maintained 
at  the  branch  office  of  the  aforesaid 
bank  located  at  601  Tuna  Street.  Ter- 
minal Island.  California,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

d.  That  certain  debt  or  other  obliga- 
tion owing  to  Masao  Sakamoto,  by  Cali- 
fornia Bank,  625  South  Spring  Street, 
Los  Angeles,  California,  arising  out  of  a 
savings  account,  account  number  8767, 
entitled  Masao  Sakamoto,  maintained  at 
the  branch  office  cf  the  aforesaid  bank 
located  at  9441  Wilshire  Blvd.,  Beverly 
Hills,  California,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 


e.  That  certain  debt  or  other  obliga- 
tion owing  to  Tadao  Shigemichl,  by  Bank 
of  America  National  Trust  and  Savings 
Association,  1  Powell  Street,  San  Fran- 
cisco, California,  arising  out  of  a  check- 
ing account,  entitled  Tadao  Shigemichl. 
maintained  at  the  branch  office  of  the 
aforesaid  bank  located  at  Dinuba,  Cali- 
fornia, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

f.  That  certain  debt  or  other  obliga- 
tion owing  to  Masato  Yamane,  by  Bank 
of  America  National  Trust  and  Savings 
Association,  1  Powell  Street,  San  Fran- 
cisco, California,  arising  out  of  a  savings 
account,  account  number  410,  entitled 
Masato  Yamane,  maintained  at  the 
branch  office  of  the  aforesaid  bank  lo- 
cated at  Reedley,  California,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

g.  Those  certain  bonds  de.scribed  In 
said  Exhibit  A,  owned  by  the  persons 
identified  therein  as  owner.s,  and  pres- 
ently in  the  custody  of  Federal  Reserve 
Bank  of  New  York,  New  York,  New  York, 
together  with  any  and  all  rights  there- 
under and  thereto, 

h.  Cash  In  the  amount  of  $12,048.72, 
presently  in  the  custody  of  Federal  Re- 
.serve  Bank  of  N^w  York,  New  York, 
New  York,  owned  by  the  persons  listed  in 
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said  Exhibit  B,  in  the  amounts  appear- 
ing opposite  each  name, 

1.  Those  certain  shares  of  stock  evi- 
denced by  the  certificates  described  in 
said  Exhibit  C.  owned  by  the  persons 
Identified  therein  as  owners,  presently 
in  the  custody  of  Federal  Reserve  Bank 
of  New  York,  New  York.  New  York,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon, 

J.  That  certain  debt  or  other  obliga- 
tion owing  to  each  individual,  whose 
name  is  set  forth  in  Exhibit  D.  by  Ameri- 
can Express  Company.  65  Broadway,  New- 
York  6.  New  York,  in  the  respective 
amount  appearing  opposite  the  name  of 
each  individual,  and  any  and  all  ac- 
cruals thereto,  evidenced  by  the  Ameri- 
can Express  Company  Travelers  Checks, 
described  in  Exhibit  D.  which  checks  are 
presently  in  the  custody  of  the  Federal 
Reserve  Bank  of  New  York.  New  York. 
New  York,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  aforemen- 
tioned debt  or  other  obligation  together 
with  any  and  all  rights  In.  to  and  under, 
including  particularly,  but  not  limited  to. 
the  rights  to  possession  and  presentation 
for  collection  and  payment  of  the  afore- 
said travelers  checks, 

k.  That  certain  debt  or  other  obliga- 
tion owing  to  each  individual,  whose 
name  is  set  forth  In  Exhibit  E.  by  Bank 
of  America  National  Trust  and  Savings 
Association,  1  Powell  Street.  San  Fran- 
cisco. California,  In  the  respective 
amount  appearing  opposite  the  name  of 
each  individual,  and  any  and  all  accruals 


NOTICES 

thereto,  evidenced  by  the  Bank  of  Amer- 
ica Nfttional  Trust  and  Savings  Associ- 
ation Travelers  Checks,  described  in  Ex- 
hibit E.  which  checks  are  presently  in  the 
custody  of  the  Federal  Reserve  Bank  of 
New  York,  New  York.  New  York,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  aforementioned  debt  or  other 
obligation  together  with  any  and  all 
rights  in.  to  and  under,  including  par- 
ticularly, but  not  limited  to.  the  rights  to 
possession  and  presentation  for  collec- 
tion and  payment  of  the  aforesaid  trav- 
elers checks. 

1.  One  Certificate  of  Interest  repre- 
senting 5  shares  of  Burk  Belt  Oil  ii  Gas 
Co..  Wichita  Falls,  Texas.  $10.00  par 
value  per  share,  said  certificate  num- 
bered 995.  registered  in  the  name  of  K. 
Teramoto.  and  presently  in  the  custody 
of  the  Federal  Reserve  Bank  of  New  York. 
New  York.  New  York,  together  with  any 
and  all  rights  thereunder  and  thereto, 
and 

m.  One  Certificate  of  Interest,  dated 
December  10.  1932.  issued  by  Committee 
of  Depositors  of  Pacific  Commercial  Bank 
of  Seattle,  Washington,  representing  de- 
positors claim  for  $1,000,  said  certifi- 
cate numbered  350,  registered  in  the 
name  of  Mrs.  Toyo  Shibuya,  and  pres- 
ently in  the  custody  of  the  Federal  Re- 
serve Bank  of  New  York.  New  York.  New 
York,  together  with  any  and  all  rights 
thereunder  and  thereto, 

is   property   within   the  United   States 
owned  or  controlled  by,  payable  or  de- 

EXBIBIT  A 
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llverable  to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof 
and  the  persons  named  in  subparagraph 
2  hereof  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  i Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 


Executed   at  Washington, 
December  31.  1948. 


D.  C.  on 


For  the  Attorney  General. 

[SKAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 


Description  of  Issue 


Certificate  No. 


Face  value 


I'nited  States  Savings  Bonds,  Series  E. 


l'nit«<I  Stktes  Savings  Bonds. 


Imperial  Jat>anese  Oovt.,  external  loan  of  1924. 

30  year  f>'  j*^;  sinking  (und  gold  bond. 
Uniteil  State.s  Savings  Bonds 

United  States  Savings  Bonds,  Series  K 

Vnlted  States  Pavings  Bonds 

United  States  Savings  Bonds,  Series  E 


Shlnyrtsu  Electric  Power   Co..   First   mortgage 

siiikinc  fund  t>iv'"  gold  bonds. 
I'niteU  Stut4^s  Savings  Bonds ... 


C619MM1E. 
C61'*«MiE. 

l)H6»«>i:<2E.. 
IWWU.UE., 
l),s»i«ic,i:UE.. 
C341734JE.. 


C3417342E. 
666144MU1... 

2884S3 

87!>1»291.... 


6198fiM5 

61i««vS44 

eiORfi-^t;! 

VXSAIl'i 

JKtUTW) 

111325 


Tokyo  Pento  Kabushiki  Kalsba  (Tokyo  Electric 
Light  Co.  Ltd.). 

.City  of  Tokio,  external  loan  of  1027  sinking  fund 
Ahfc  |old  bonds. 


C1232.11404E 

Cl232,".U05E 

I,1.W()7.U57E 

Q457«(i096«E 

y4.^7^)^)^»^»«5E 

Q457«l096fiE , 

Q4.S7«n»»967E 

224JvM« 

224KVil 

Mlu7tiei6E 

M107H617E :.. 

M193<!()08E 

Cl0n6438OE 

C100643S1E 

C10064382E 

3713 

4118 

D1.V)89478E 

Cl232.'iHUE 

C1232.M413E 

Q72I6bl207K 

IMOO 

3905. 

86447 

841 

843i""III"IIIIIII 


$100.00 
Km.  (10 

800.00 

.vmoo 

800.00 
100.00 

100.00 
ii  00 

aoD.oo 

80  00 

100  00 
100.  00 
100. 10 
800  00 

.vm.oo 

1,000.00 

100  00 
100.00 
so.  00 
28.00 
2S.00 
2.^.  lO 
2.Vfl0 
60.00 
80.00 

1,000.00 

1,000.00 
1,000.00 

ino.no 

100.00 

100.00 

1,000.00 

1.  nio.  00 

800.  00 

100.00 
100.00 

28.00 

l.oon.oo 
l.ooaoo 
i.ooaoo 

1.000.00 

1.000.00 
1.000.00 


Regbitered  name 


Owner 


Mr.  Masayuki  Oodain. 
....do 


.do. 


.do. 
.do. 


Mr.  MasayakI  Oodain  or  Miss  Kaiko  Kanie- 
yama. 

...do 

Mr.  Fujio  Hunachior  Mr.  Totu  Uamachi... 
do 


Mr.    Senmatsu    Kawachl    or    Mr. 
Kawacbi. 

do 

do 

do 

do 

do 


Kikuo 


Talso  Kagahatna 

do 

do  

Mr.  Minesaburo  Nagao 

do 


.do. 
do. 


Mrs.  Fomi  Notaki  or  Mr.  Shlntchl  Nozaki. 

...do 

Yuso  Nozawa — 


do. 


do. 
do- 
do, 
.do.. 


Yeisoke  Yamadt.... 

do . 

do 

do 


Ma.Miyakl  (Marajoiki)  Oodain. 

i)o. 
Do. 
Do. 
Do. 

Do. 
FuJio  Ilamachi. 

IK>. 
P^nniatsu  Kawachl  or  Klkuo  Kawachl 

Do. 
Do. 
Do. 
I>o. 
Do. 
Roku  Kondo. 

Taizo  Henry  Nagahama. 

Do. 

Do. 
Minesaburo  Nagao  (Kyofu  Asihara). 

Do. 

Do. 

Do. 
Fumiko  Nozaki. 

IV). 
Ytuo  Nozawa. 

Do. 

Do. 

Do. 

Do. 

Do. 
Atsuro  Sasaki. 

Do. 
Yeisuke  Yamada. 

Do. 

Do. 

Do. 
Ma-sanii  Onilo. 

Do. 

Do. 

Do. 

Ik). 

Do. 
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cash  ownkd  bt  shinichi  akoa  and  othibs 

Name  Amount 

Shlnlchl  Aklra $2,200.00 

Selchl  (Sellchl.  Serlchl)  Ando 36.00 

Ando -  36  00 

Toshlnarl  Aoyama 185.00 

Kazuo  (Pazuo)   Aral 1.89 

Keitaro   Dalgo 96.00 

Hatsuyo  Fujlnaka   (Flylnako) 1.900.00 

Ukiki  Yuklko  Pujlnaka 157.00 

Yoshlharu  (Yoahlmarii)  Fujlta...  67.63 
Mazuml      (Nasuml,     Mas  u  mi) 

Hanaoka -  813.00 

Shigenarl   (Shlglnarl)   Hattorl 107.09 

EUchlro  Hiromltsu -  143.  10 

Seichl  (SuBl)   Hlroyoahl 109  00 

Fukujlro    Hoshlya.. 75.00 

Selzo   Imal 643.97 

Selzo   Imal 300.00 
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CASH    OWmS    BT     SHINTCHI    AKIBA    AND 

OTHEBs — continued 

Name  Amount 

W.  Shigerow  Inokuma $430.00 

Hoklchl    Inouye __ 260.00 

Jlntaro  Kalno 8.00 

Ichlzo  Charlie   (Ichlgo)   Kaku 10.00 

Klhachlhro    (Klnachlro)    Klmura.  82.00 

Koahiro   (Koehlra)    Kltashima 10.38 

Motowo  (Koehlmo)   Kojima 304.00 

Sansuko  (Sansuki)  Kokawa 1.25 

Klmlyo  Kuwabara 50.00 

Klyoahi  Matsuno  (Matsuro) 639.00 

Tsunesue  Miyagawa   (Mlyakawa).  5.00 

Shlgeru    Miyakoda 77.50 

Totaro  Morlguchl 74.60 

Ohio  Muetz  (Meutze) _  74.00 

Kyolchl    (Kiyoichl)    Nakano 72.93 

Kal  NUda  240.00 

Ziro  Nlslmura   (Mlslmura). 128.00 

Koeuye  (Kasuye)  Nomura 40.00 

ExHiBrr  G 

STOCK  OWNED  BT  HIDBTARO  ANO  AND  OTHERS 


317 

CASH    OWNED    BT     SHINICHI    AKIBA  AND 

OTHEBS — continued 

Name  Amount 

Yuzo    Nozawa $10.40 

Klyoko   Oda 100.00 

Atsuro   Sasaki 58.86 

Takeo  Sato 50.00 

Goro  Seikl   (Sekl) 55.00 

Klchltaro    Seklya _  60.23 

Mrs.  Toyo  Shibuya 12.  CO 

Tadao   Shlgemlchl.. _..  7.00 

Eljl    Takahashl -  207.00 

Umon  (Uman)  Takahashl 8.56 

Torao  Takel 134.45 

Yutake  Takoee  (Takase) 137.00 

Mateo  Uno 554.00 

Sutezo  Watablkl  (Wataplkl) 688.00 

Chojl  Yamaga  (Choju  Yanaga)_._  740.00 

Tetsuo  Yamaguchi 8.00 

Ikako  Yasul. 74.00 


Name  and  address  of  issuer 


U.  8.  Motallic  Magnesium  Co. 


Cities  8or»ioe  Co.,  60  Wall  St.,  New  York.  N.  Y.. 

Trsnsamerica  Corp.,  Montgomery  St.,  at  Colum- 

iiu.H  .\vp..  Han  Kranclsoo  11,  Calif. 

Wi.slik«  HolllngCo    

As9<H'lat»l  Oas  &  Electric  Co.,  61  Broadway,  New 

York,  N.  Y. 

NothernOilOo 

Uakwood    Farm   Co.,   Concord,   Contra   Costa 

County,  Calif. 

Nothorn  Oil  Co 

Ohio  Comwr  Co.  of  Utah,  Dooir  Bldg.,  Salt  Lake 

City.  Utah. 
Pacific  Troducts  Corp 


Place  of  Incorpora- 
tion 


CertUlcate 

Nos. 


Delaware. 
.....do 


Oeneral    Aviation    Kqulpment   Co.,    Inc.,   61-73 

Mary  St.,  Ashler.  I'a. 
MalMTlle  Mine.  Inc 


New  York... 

Washington. 


Washington. 
Maine 


Washington. 
Delaware... 


Alaska. 


Wlshka  Holding  Co 

Cart)on  Dioiide  &  Chemical  Co. 


TraiLsamerlca  Corp.,  Montgomery  St.  at  Colum- 

liu.H  Ave.,  rtan  Kranclsco,  Calif. 
Delicious  Fruit  Farm  Co 


The  New  World  Sun.  Inc.,  San  Francisco,  Calif... 
Peruvian  Oilfields  (3orp.- 


Balston  Automatic  WritUig  Machine  Co. 
Oolden  SUte  Mines  Co 


Washhigton. 
Delaware 


do. 


California,. 
Delaware. . 


do. 


Consolidated  Razor  Corp.  of  America. 


Atlantic  Keystone  Petroleum  Co.,  Ltd 

National  Title  &  MurtgaKe  Co 

Southern  California  Edi.son  Co.,  Edison  Bldg., 

fiiil  West  8th  St..  Los  Angeles,  Calif. 
South  Manchurtan  Ry.  Co.,  Ltd 


Nevada. 


.do. 


California. 


The  Pacific  Building  St  Loan  Association,  Tacoma, 

Wa-sh. 

K.  Miklmoto  Inc _ 

New  Pacific  Holding  Co..  Seattle,  Wash 

AcamiM  Winery   it   Distilleries,   Inc.,   Acampo, 

Calif. 
Texas  Arizona  Petroleum  Co..  Fort  Worth,  Tex... 


Washington. 


Mexico-American  Petroleum  Co.,  Wichita  Falls, 

Tex. 
Columbia  Oil  Co 


Nelson  Petroleum  Co 

Interhorough  Oon.><olidated  Corn 

Caddo  Central  Oil  &  Refining  Corp. 


New  York.. 
Washington. 
Califumla... 


>  48.20  lUOthii  of  1  share. 


Number 
of  shares 


Par 

Talue 


New  York 

New  Jersey 


497 
MS 
.VS2 

XL1.S4«V> 

BL7fiir^ 

SF-C5l47tt 

11 
NY-Eft4(« 

1W2 
3 

2009 
118627 

14 

22 
C157 

723 

798 

137 

!.•«« 

1143 

8FDS9285 

1 

2 

15 

221 

27.'> 

3-28 

325 

193S 

1926 

2028 

2ir2y 
ctio 

('•-TO 
(271 

r4ii 

('317 

lii721 

l.H 

1.36 

A01493fi 

0I.{7(IK 

12«I.V> 

149KU4 

127994 

127995 

07S.<l)9 

13.^.18 

r. 

227 
220 

.^•^« 

11W2 

»i97 

«!«.'■> 

5J<8 

.•VV6 

706 

17 

18 

498 

180 

12170 

4215 

4216 

4217 


2.000 
700 
300 
200 

4 

8 

3 

300 

(■) 

80 
25 

5 
100 

100 

I.IIOO 

100 

200 
300 
400 

20 

21) 

80 

100 

98 

70 

20 

100,001) 

10 

10 

1.000 

1.000 

1.000 

1,000 

2.V» 

84 

9 

28 

1,2.10 

SO 

2 

7 
4 
4 
10 
10 
10 
10 
10 
10 

."iO 

81) 

ao 
1 

SO 

100 

25 

37  ^i 

l.V) 

62' -i 

2.5 

25 

8 

6 

40 

100 

100 

100 


to.  10 

.10 

.10 

.10 

No  |)ar 

No  liar 

No  par 

$0.50 
No  par 

$1.00 
100.00 

1.00 
1.00 

.25 

.25 

1.00 

.01 

.01 

..50 

1.00 

1.00 

No  par 

$10.00 

10.  00 

10.00 

1.00 

1.00 


Type  of  stock 


do... 

Class  A. 

Capital. 
do.. 

do.. 

do.. 

do.. 

do.. 

do.. 


...do 

do 

do 

....do 

...do 

Nonassessable 


.10 
.10 

.10 

.10 
No  par 
No  p."»r 
No  par 
No  par 
No  par 
No  par 
$1U0.  m 
No  par 
J2.5.00 
25.00 


100.00 

10.00 
No  |>ar 
$5.00 
•VOO 
10.00 
10. 00 
10.  00 
10.00 
10.  00 
10.00 

m.oo 

10.00 
10.00 
10.00 
10.00 
10.00 
lU.  IX) 
10.00 


....do 

....do 

do 

....do 

...do 

do 

...do 

Preferred 

Common  A. 

Preferred 

do 

Capital 

do 

.....do 

do 

do 

do 


...do 

Common 

Capital 

Nonas.scssable. 

Capital , 

do 

do 

do 

....do 


do 

.....do 

do 

.....do 

do 

Common 

Capital 

do 

do 


Name  of  owner 


Capital 

do 

do 

do 

(Common 

do 

Capital 


Capital 

...do 

Common 

...do 

Class  X. '.'Ill ".'.III! 

Class  B 

Capital 

do-_ 

do 


Hidetaro  Ano. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Do. 
Do. 

Do. 
Hisajiro  Fukuchl. 

Waichl  Hayashi. 
Do. 

Do. 
Do. 
Do. 

Do. 
Do. 
Do. 
Do. 
Do. 
Hlsaye  (Hlsae)  Imagaws. 

W.  Shigerow  Inokuma. 

Do. 

Do. 
Tsunesue  Miyagawa  (Mlyakawa). 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Shigeru  Miyakoda. 

Do. 
Mitsuzo  (Fred  M.)  Murakosht. 

Do. 

Do. 

Do. 

Do. 
Klyoko  Nakashlma  and  Y.  Nakashlma. 

Iwao  (Iruaot  Okada. 

Sadaklchi  Shi5uya  and  Toyo  Shibuya. 

Kinue  (A.  8.)  Takahashl. 

Do. 
Kasaburo  Teramoto. 

Do. 

Do, 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Tokyro  Yoshimura. 

Do. 

Do. 

Do. 
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KxHiBrr  D 

BIBT  OWINfl  TO  KAirO  (FAZIO)  ABAI  AND  OTHKRS 


NOTICES 


CKBTB   OWINfl    TO    »ICni    fRRIICBT,    BIKICRI) 

AN  DO — continued 


Creditor 

Number 

Amount 

KKznn  (Fkiuo)  Ar»l ..... 

A25634526 

110.00 

BaOOflTOfiJ 

ao.oo 

Baon«70«2 

ao.oo 

KInio  FurukAwa ....... 

Baoo«r7(r77 

BariO«7078 

20.00 

ao.oo 

RM27470 

100.00 

RM77471 

100.00 

Jintaro  Kaino 

A26634612 

eawfi-zM 

10.00 

ao.oo 

R54275(IO 

100.00 

Vmon  (Uman)  Takahashl.... 

B20l«78:S 

ao.oo 

BaX)6787« 

20.00 

B2ll067it77 

20.00 

B20067878 

20  00 

B2(1067S:9 

20.00 

B2H»67SR0 

20.00 

B2U)67HSl 

ao.oo 

B?on«7H82 

20.00 

BlIMlCTShS 

2A.00 

B.fll«*7SM 

ao.oo 

Ba»)67!« 

•A),  in) 

Baitlfi7886 

20.00 

Tftsiio  Yamftff'>'"hl 

M3IK)67»77 

20.00 

Ba0067«78 

aooo 

B2a«797fl 

20.00 

B2n»«7*0 

20.00 

A25MWJ8 

10.00 

ExHiBrr  E 

DBBTS  OWING  TO  8IICHI   (SKIICH!,  SERICHI)  ANRO 


Creditor 


Bclrhl  (ScilchI,  Sericbi)  Ando. 
Fujlo  Hamachl 


Number 


Amount 


Ooicbi  Hlrata. 


Sisko  Sblzuko  Ikeda. 


N.  (N'obulchl)  TshliJa 

Irbiio  Charlie  (Irhign)  Kaku 
W  akasbi  (Wukachij  Kanzaki 


Tairhi    Kawshara    (Kawa- 

bara  Taicbi). 
Koshiro  (Kosbira)  Kitasbima. 

Sansuko  (SanMikl)  Kokawa.. 

Furiil  KonlshI 

t^aUaiiii  Martha  Kotuki 

IiiiMJiro  Manii 

StuUko  Matsuda.. ...... 


AassaoM 

lioaoo 

A05820R5 

100.00 

A(l.^45864 

100.00 

A11M5H65 

100.00 

A0M.VW2 

101).  00 

AltM.'ihfiH 

100.00 

A6706.VJ« 

aooo 

A<i7(«.VH» 

an.  00 

A0,S4tiO4'.4 

100  00 

AO.MfiO.'iO 

1(10.  (10 

AaMfiOSl 

100.00 

A(I.M«»,V2 

ion.  00 

A054«iO,Vt 

100.  00 

AO-S^fiOM 

100.00 

A0.Mfl06.^ 

100.00 

A(I.S4«aV)...-... 

100.00 

AOMfi057 

100. 00 

B4471«6fl 

10.00 

Afi7(l«»>.S 

20.00 

A«70h«6« 

20.00 

Afi7()K»7I 

20.00 

Ati7(IW»72 

20.00 

Afi7(1H«7:t 

20.00 

A«7(»«974 

ao.oo 

A*i7(»t97.\ 

20.00 

A07(»<»7« 

aivoo 

Ar.7(IK»77 

20.00 

Afi7(»<»7S 

20.00 

Ati7l»<979 

20  (N) 

Af.7n(««0 

20.00 

Af,7()WWl 

2lt.()0 

Af.7<»«#42 

20.  Ill) 

AtiT(»«»s:< 

20.00 

Af,70W)M 

20.00 

A^i7(»««.^ 

20.  00 

Ai'.70M«6 

20.  U) 

Af.70W«7 

20.)IO 

Ammm 

20  00 

Afi7UM88 

20.110 

Afi70RW0 

ail.  00 

A(WV4.W27 

loo.  00 

Al.UKWi 

60.  U) 

AtVVMWW 

ao.oo 

Ai:w»ofi« 

50.  00 

A(>.M«12-2 

100.00 

Al).'^vr23 

100.  uo 

A()M«124 

Itt).  00 

A(».M«rJ6 

100.  (10 

A1334210 

fio.oo 

AMW0249.. 

A.V.Wia.'iO.. 
AOf>4S^S2.. 
A0.M.VS&J.. 

Ai;(w.M.t.. 

A 1367790.. 
Ai;«H«K.. 
AtiUKKSl.. 

Af.»ao2e2.. 
ArKi3(«9:».. 
Atvjoaw.. 
AMswr.w.. 
A».3(rfl«. . 
Ar*vJ0297.. 

Aiva«rj«s.. 

AWWJ0299.. 

A(j();;u;ou.. 


20.00 
20.  (10 

loo.  Wl 

UX).  01) 

Ml.  (Ill 

so.  110 

50.  rt) 
20.00 
2tl.  (10 

an.  00 

20.  (m 

20.  W) 
20.00 
20.00 

ao.oo 
ao.  (X) 

20.  UU 


Creditor 

Number 

Amount 

8aml  Murakosul 

A4344881 

A43448S2 

$10.00 
10.00 

A4344883 

10.00 

A4344884 

10.00 

A4.'»44885 

10.00 

A4.'M48»ft 

10.00 

A4.'V44887 

10.00 

A4344888 

10.00 

A4.'Vt4880 

10.00 

A4344890 

10.00 

A13MIW3 

80.00 

A135M0O 

30.00 

AlSSSfifil 

80.00 

A135«»2 

60.00 

8ue]l  Kakano 

A1367451 

A1367452 

80.00 

80. (X) 

A 1367453 

80.00 

Yoabitaka  Nakano 

A67G8«>1 

AOToaasa 

20.00 
20.00 

AS7DHC3 

».00 

A«70WIM 

20.00 

A('>7l»*<» 

20.00 

Ati70W«)6 

20.00 

A«7flNS«7 

ai.oo 

Afi70e««» 

20.00 

A67Q8eee 

ao.oo 

A«70M70 

30.00 

A670M74 

30,  (X) 

A670M75 

30.00 

A(^708676 

20.00 

Ah708677 

30.00 

A67fleB7» 

20.00 

Ati70W17» 

20.00 

A670B«W) 

20.00 

Kosuye  (Kasuye)  Nomura... 

A0S46147 

A0646148 

100.00 
100.00 

B44918W) 

laoo 

Iwaguro  Takluchl  (TokulchI) 

A66.10041 

Afle«IO«2 

20.00 
30.00 

AMQWAH 

30.00 

A6f.2J«59 

a).oo 

AaM.'i741 

100.00 

Shituno  TanJI ..... 

A13C6U52 

AI3fi6M7 

50.00 

50.  U) 

A1366048 

60.00 

AlJ«i949 

80.00 

A13(i6950 

50.00 

Ai:«i««l 

80.00 

Tsugi  Uyekl  (Vyeki) 

AO682015 

A08H2016 

100.00 

100.00 

Ikuko  Yasul 

A054«028 

A054602» 

100.00 

100.00 

[F.    R.    Doc.   4»-498:    Piled.    Jan.    19.    1949; 
8:51  a.  m.) 


[Vesting  Order  125981 
Fritz  Geyer 


In  re:  Stock  and  receipt  owned  by 
Fritz  Geyer.    P-28-24128-D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Fritz  Geyer.  whose  last  known 
address  is  Wallhaeusen  <Helme),  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany)  ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  Nine  (9)  shares  of  no  par  value 
common  capital  stock  of  Radio  Corpora- 
tion of  America.  30  Rockefeller  Plaza. 
New  York.  New  York,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificate  num- 
ber WO-45852,  registered  in  the  name 
of  Fritz  Geyer  and  presently  in  the  pos- 
session of  the  Attorney  General  of  the 
United  States  in  account  number  28- 
200.316,  together  with  all  declared  and 
unpaid  dividends  thereon, 

b.  One  (1)  receipt,  bearing  number 
10467,  for  one-sixth  (Ye)  share  of  no  par 


value  common  capital  stock  of  Radio 
Corporation  of  America,  30  Rockefeller 
Plaza,  New  York,  New  York,  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  Delaware,  said  receipt  being 
presently  In  the  possession  of  the  Attor- 
ney General  of  the  United  States  in  ac- 
count number  2a-200.316,  together  with 
any  and  all  rights  thereunder  and 
thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  k)ehalf  of,  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Bayntow, 

Deputy  Director, 
Office  of  Alien  Property. 

IF.   R.  Doc.   49-499;    Filed.   Jan.    19,    1949; 
8:52  a.  m.j 


(Vesting  Order  126071 
Seimens-Schuckert,  Ltda. 

In  re:  Debt  owing  to  Siemens-Schuck- 
ert.  Ltda.    F-12-8-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Slemens-Schuckertwerke  A. 
G.,  the  last  known  address  of  which  Is 
Berlln-Siemensstadt,  Germany,  is  a  cor- 
poration, organized  under  the  laws  of 
Germany,  and  which  has  or.  since  the 
effective  date  of  Executive  Order  8389, 
as  amended,  has  had  its  principal  place 
of  business  in  Germany,  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many> ; 

2.  That  Siemens-Schuckert,  Ltda.,  the 
last  known  address  of  which  is  Santiago. 
Chile,  is  a  corporation,  partnership,  as- 
sociation or  other  business  organization, 
organized  under  the  laws  of  Chile,  and 
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all  of  whose  capital  stock  is  or  since  the 
effective  date  of  Executive  Order  8389,  as 
amended,  has  been  owned  by  the  afore- 
said Slemens-Schuckertwerke  A.  G.,  and 
is  a  national  of  a  designated  enemy 
country  (Germany) ; 

3.  That  the  property  described  as 
follows:  That  certain  debt  or  other  obli- 
gation owing  to  Siemens-Schuckert, 
Ltda.  by  International  General  Electric 
Company.  Inc..  570  Lexington  Avenue. 
New  York,  New  York,  in  the  amount  of 
$5,463.00,  as  of  July  29,  1948,  evidenced 
by  a  credit  note  X-58460  presently  In  the 
custody  of  W.  R.  Grace  &  Co..  7  Hanover 
Square,  New  York  5,  New  York,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same,  and  all  rights  in, 
to  and  under  the  aforesaid  credit  note 
Including  the  right  to  possession  and 
presentation  for  collection  and  payment, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Sie- 
mens-Schuckert. Ltda.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  Siemens-Schuckert,  Ltda.,  is 
owned  or  controlled  by  or  acting  for  or 
on  behalf  of  a  designated  enemy  country 
(Germany)  or  persons  within  such  coun- 
try and  is  a  national  of  a  designated 
enemy  country  (Germany)   and, 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "desig- 
nated enemy  country"  as  used  herein 
shall  have  the  meanings  prescribed  in 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington.  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

Jan.    19,    1949; 
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tlve  Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Amelia  Becker  Meutter,  whose 
last  known  address  is  Germany,  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Anna  Engelman,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Meta  Ruble,  as  ex- 
ecutrix, acting  under  the  Judicial  super- 
vision of  the  County  Court  of  Kankakee 
County,  Illinois; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-502;    Filed,    Jan.    19,    1949; 
8:52  a.  m.l 


(F.    R.    Doc. 


49-501;    Filed, 
8:52  a.  m.] 


I  Vesting  Order  126581 


(Vesting  Order  126161 
Anna  Engelman 

In  re:  Estate  of  Anna  Engelman,  de- 
ceased. File  No.  EX-28-12499;  E.  T.  sec. 
16709. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 


Friedrich  Eduard  Mueller  and  Muller. 
Petzel  &  Company 

In  re :  Debts  owing  to  Frledrich  Eduard 
Mueller,  also  known  as  Fred  Mueller  and 
Muller,  Petzel  &  Company,  al.so  known  as 
Mueller,  Petzel  &  Co.     F-28-4030-C-1/C- 

3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Frledrich  Eduard  Mueller,  also 
known  as  Fred  Mueller,  whose  last  known 
address  Is  Bremen,  No.  29  Kohlheker- 
strasse,  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  Muller,  Petzel  &  Company,  also 
known  as  Mueller,  Petzel  &  Co.,  the  last 
known  address  of  which  Is  Bremen,  Ger- 
many, is  a  partnership,  corporation,  asso- 
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elation  or  other  organization,  organized 
under  the  laws  of  Germany,  and  which 
has  or,  since  the  effective  date  of  Execu- 
tive Order  8389,  as  amended,  has  had  Its 
principal  place  of  business  In  Bremen, 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Fred  Mueller,  also  known  as 
Frledrich  Eduard  Mueller  by  Erich  Lach- 
mann,  115  Broadway,  New  York  6,  New 
York,  In  the  amount  of  $4,861.06  as  of 
October  11,  1948,  together  with  any  and 
all  accruals  thereto  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  aforesaid  debt  or  other  obligation, 
and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Muller,  Petzel  &  Company, 
also  known  as  Mueller,  Petzel  &  Co.,  by 
the  Cook  &  Company,  84  South  Front 
Street,  Memphis,  Tennessee,  in  the 
amount  of  $8.96  as  of  December  31,  1945. 
together  with  any  and  all  accruals  there- 
to and  any  and  all  rights  to  demand,  en- 
force and  collect  the  aforesaid  debt  or 
other  obligation, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.^ZEL0N, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.   Doc.   49-503;    Filed,    Jan.    19,    1919; 
8:52  a.  m.) 


(Vesting  Order  12661] 
Elsie  Wesemeyer  et  al. 

In  re:  Bank  account  owned  by  Elsie 
Wesemeyer,  Elizabeth  Wesemeyer  and 
Emma  Ebellng.  F-28-24041-C-1,  F-28- 
24041-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
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utlve  Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Elsie  Wesemeyer.  Elizabeth 
Wesemeyer  and  Emma  Ebellng.  each  of 
whose  last  known  address  Is  Peine.  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Cleveland  Trust  Company.  Cleve- 
land, Ohio,  arising  out  of  a  Savings  Ac- 
count, account  number  5047,  entitled 
Carl  Wesemeyer  Trustee  for  Elsie  and 
Elizabeth  Wesemeyer  and  Emma  Ebel- 
lng, maintained  at  the  Pearl-Ridge 
branch  office  of  the  aforesaid  bank  lo- 
cated at  Parma,  Ohio,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  Elsie 
Wesemeyer,  Elizabeth  Wesemeyer,  and 
Emma  Ebellng,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
qiilred  by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazxlon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-504;    Piled,    Jan.    19,    1949; 
8:52  a.  m.] 


[Vesting  Order  126721 
Erich  Laarhs  et  al. 


Tn  re:  Bank  account  owned  by  Erich 
Laarh.s.  Karl  Laarhs  and  Herta  Laarhs. 
F-28-1087&-C-1. 


NOTICES 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  foimd: 

1.  That  Erich  Laarhs,  Karl  Laarhs  and 
Herta  Laarhs,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Mississippi  Valley  Trust  Com- 
pany, St.  Louis.  Missouri,  arising  out  of 
a  blocked  account,  entitled  Detjen  &  Det- 
Jen.  attorneys  In  fact  for  Erich  Laarhs, 
Karl  Laarhs,  and  Herta  Laarhs  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and  col- 
lect the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  Erich  Laarhs, 
Karl  Laarhs  and  Herta  Laarhs,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as  a 
nationaf  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    4&-50fl;    Piled,    Jan.    19.    1949; 
8:53  a.  m.] 


[Vesting  Order  12674) 
Mrs.  Lou  H.  Satoh 


In  re:  Bank  account  owned  by  Mrs. 
Lou  H.  Satoh  also  known  as  Lou  Harue 
Satoh.    D-3^1534^E-1;  E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended  Exec- 


utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Mrs.  Lou  H.  Satoh  also  known 
as  Lou  Harue  Satoh,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Mrs.  Lou  H.  Satoh  also 
known  as  Lou  Harue  Satoh,  by  The  First 
National  Bank  of  Portland,  5th.  6th  k 
Stark  Streets.  Portland.  Oregon,  arising 
out  of  a  Savings  Account,  account  num- 
ber 40539,  entitled  Lou  H.  Satoh.  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same;  and, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Mrs.  Lou  H.  Satoh  also 
known  as  Lou  Harue  Satoh,  by  The  Bank 
of  California.  N.  A..  400  California  Street, 
San  Francisco  20,  California,  arising  out 
of  a  Savings  Account,  account  number 
35676.  entitled  Mrs.  Lou  H.  Satoh,  main- 
tained at  the  branch  office  of  the  afore- 
said bank  located  at  Portland,  Oregon, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  os  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  coimtry,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  In  the  national 
interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12.  1949. 

For  the  Attorney  General. 

[sxal]  David  L  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[¥.    R.    Doc.    49-507;    Plied,    Jan.    19.    1949; 
8:53  a.  m.J 
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TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  24--Pormal  Education  Require- 
ments FOR  Appointment  to  Certain 
SciENTinc,  Technical,  and  Profes- 
sional   Positions 

TEACHER    and    SUBSTTTtTTE    TEACHER   IN 
INDIAN  SCHOOLS 

Section  24.14  Is  amended  to  read  as 
follows : 

§  24.14  Teacher  and  substitute  (tem- 
porary) teacher,  SP-250-S-7  and  SP-251- 
4-6,  in  Indian  schools — (a)  Educational 
reQuirement.  Applicants  must  have  com- 
pleted a  full  four-year  course  in  an  ac- 
credited college  or  university,  which 
must  have  included  or  been  supple- 
mented by  18  semester  hours  credit  in 
education  with  major  study  In  education 
or  in  the  particular  subject-matter  area 
In  which  the  duties  as  a  teacher  are  to 
be  performed. 

NoTi:  For  temporary  appointment  of  sub- 
atltute  teacher,  elementary  grades  (1-8),  SP- 
351-4,  this  educational  requirement  may  be 
modified  to  require  only  two  full  years  of 
study  In  the  education  department  of  an 
accredited  college  or  university;  and  for  tem- 
porary appointment  of  substitute  teacher, 
agriculture,  8P-250-6-7,  this  educational  re- 
quirement may  be  modified  to  require  only 
two  full  years  of  study  In  the  agriculture  de- 
partment of  an  accredited  college  or  uni- 
versity. 

(b)  Duties.  Teachers  In  Indian 
schools  draw  upon  their  general  experi- 
ence and  the  resources  of  the  environ- 
ment to  Implement  an  educational  pro- 
gram. Emphasis  Is  placed  upon  group 
discussions  and  informal  educative  proc- 
esses. They  exercise  educational  lead- 
ership throughout  the  community. 

(c)  Knowledge  and  training  requisite 
for  performance  of  duties.  The  duties 
to  be  performed  require  a  knowledge  of 
teaching  principles  and  techniques,  an 
understanding  of  the  developmental 
stages,  both  physical  and  mental,  of 
young  people,  the  ability  to  recognize 
special  instructional  problems  that  arise 
In  teaching  situations,  thorough  knowl- 
edge of  the  subject-matter  area  being 
taught,  and  an  understanding  of  the 
Interrelationship  between  the  formal 
school  situation  and  non-school  activi- 
ties as  educative  factors.  To  be  a  suc- 
cessful teacher  a  person  must  have  a 


definite  and  consi-stent  philosophy  of 
education,  an  understanding  of  the  ob- 
jectives of  formal  education,  and  an  ar- 
tistry In  the  ablity  to  choose  and  Im- 
plement suitable  means  to  accomplish 
those  objectives.  This  knowledge,  un- 
derstanding, and  ability,  can  be  gained 
only  through  supervised  training,  under 
competent  instructors,  in  accredited  col- 
leges and  universities.  By  such  train- 
ing the  student  is  guided  in  his  reading 
and  evaluation  of  the  literature,  which 
is  so  voluminous  that  an  Individual  can- 
not master  it  on  his  own  initiative  or  by 
random  study.  The  student  has  access 
to  libraries  and  laboratories;  Is  given  op- 
portunity to  observe  methods  of  devising 
and  materials  for  Implementing  an  edu- 
cational program;  and.  In  a  supervised 
setting,  can  experiment  for  himself  under 
professional  guidance.  (Sec.  5,  58  Stat. 
388;  5  U.  S.  C.  Sup.  854) 


[SEAL] 


'United  States  Civil  Serv- 
ice Commission, 
H.  B.  Mitchell. 

President. 


I  p.    R.    Doc.    49-519;    Piled,    Jan.    24,    1949; 
9:02  a.  m.| 


TITLE  24— HOUSING  CREDIT 

Chapter  VI — Public  Housing 
Administration 

Cross  Reference:  For  correction  of 
§602.2  (a)  (7)  di)  (codification  dis- 
continued at  13  P.  R.  8608),  in  Federal 
Register  Document  48-10832,  appearing 
at  page  7708  of  the  issue  for  Tuesday, 
December  14,  1948,  see  Federal  Register 
Document  49-523  in  Notices  section  un- 
der Housing  and  Home  Finance  Agency. 
Public  Housing  Administration,  infra. 

For  order  continuing  in  force  and 
effect  all  regulations,  orders,  delegations, 
Instructions,  notices,  or  designations  is- 
sued by  the  Public  Housing  Administra- 
tor or  his  duly  authorized  representative, 
and  all  findings  or  determinations  made 
by  him  or  his  duly  authorized  representa- 
tive, prior  to  the  effective  date  of  sec- 
tion 1  of  Subtitle  A  of  Title  24  (13  F.  R. 
8260  >,  and  which  were  not  revoked  or 
superseded  prior  to  the  said  effective 
.date,  al.so  see  Federal  Register  Docu- 
ment 49-523  In  Notices  section  under 
Housinc  and  Home  Finance  Agency, 
Public  Housing  Administration,  infra. 


CONTENTS 

Agriculture  Department  ^^6* 

See  Rural  Electrification  Admin- 
istration. 

Alien  Property,  OfRce  of 

Notices: 
Vesting  orders,  etc.: 

Elsen.  Margareth 332 

Friedle.  John  M 331 

Horstman,  Albert 329 

Kikiyiro.  Viscount  Ishll 331 

Michaelis,  Hermann 330 

Overhage.  Carl,  and  Gertrud 

Overhage 332 

Phlllpp.  H.  A 330 

Schmidt.  Hugo  H 330 

Schmidt.  Otto 331 

Civil  Aeronautics  Board 

Notices: 

Capital  Airlines,  Inc.,  et  al.;  Mil- 
waukee -  Chicago  -  New  York 
restrictions  case 326 

Civil  Service  Commission 

Rules  and  regulations: 
Appointment  to  certain  scien- 
tific, technical,  and  profes- 
sional positions,  formal  edu- 
cation requirements;  teach- 
ers in  Indian  schools 321 

Customs  Bureau 

Notices: 
Fish;  tariff-rate  quota 324 

Federal  Communications  Com- 
mission 

Proposed  rule  making: 

Commercial  radio  operators 324 

Rules  and  regulations: 
Coastal  and  marine  relay  serv- 
ices       323 

Commercial  radio  operators 323 

Fixed  public  radio  services 323 

Frequency  allocations  and  radio 

treaty  matters;  general 323 

Band  9800-9900  Mc  to  non- 
government fixed  service —       323 

Radio  broadcast  services 323 

Ship  radio  service 323 

Federal  Power  Commission 

Notices: 

Hearings,  etc.: 

Arkansas-Missouri  Power  Co. 
and    St.    Francis    Electric 

Generating  Co —      326 

City  of  Ottumwa.  Iowa 327 

Cole.  Clancy  Warden 327 

Delhi  Oil  Corp 326 

Pacific  Gas  and  Electric  Co.-      327 

321 


322 


FEDERALjl^REGISTER 


\.  "*"  *^'' 


Published  dally,  except  Sundays,  Mondays, 
and  days  following  official  Federal  holidays, 
by  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  authority 
contained  In  the  Federal  Register  Act,  ap- 
proved July  26,  1935  (49  Stat.  500,  aa 
amended;  44  U.  S.  C,  eh.  8B).  under  regula- 
tions prescribed  by  the  Administrative  Com- 
mittee, approved  by  the  President.  Distribu- 
tion is  made  only  by  the  Superintendent  of 
Documents.  Government  Printing  Office, 
Washington  25,  D.  C. 

The  regulatory  material  appearing  herein  Is 
keyed  to  the  Code  of  Federal  Regulations, 
which  Is  published,  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act,  aa 
amended  June  19.  1947. 

The  Fedcral  Recisttr  will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  $1.50 
per  month  or  $15.00  per  year,  payable  In  ad- 
vance. The  charge  for  Individual  copies 
(minimum  15c)  varies  In  proportion  to  the 
size  of  the  Issue.  Remit  check  or  money 
order,  made  payable  to  the  Superintendent 
of  Documents,  directly  to  the  Goveriunent 
Printing  Office.  Washington  25,  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  in  the  Federal 
Recistek. 


CONTENTS — Continued 

Housing  -'and     Home     Finance     P^® 
Agency 

See  Public  Housing  Administra- 
tion. 

■*.■ 

Interior  Department 

iSee  Land  Management,  Bureau  of. 

Justice  Department 

See  Alien  Property,  OfBce  of. 

Land  Management,  Bureau  of 

Rules  and  regulations: 

Alaska;  reservation  of  certain 
public  lands  as  air-navigation 
site  withdrawal  and  revoca- 
tion of  certain  Executive  or- 
ders (Corr.) 323 

National  Military  Establishment 
Rules  and  regulations: 
Transportation  by  military  and 
naval   aircraft 322 

Public  Housing  Administration 

Notices: 

Delegations  of  authority 327 

Rules  and  regulations: 

Cross  reference 321 

Rural  Electrification  Administra- 
tion 
Notices : 
Loan  announcements  (19  docu- 
ments)  325.326 

Securities  and  Exchange  Com- 
mission 
Notices: 

Hearings,  etc.: 
Commonwealth.    &    Southern 

Corp.  et  al 328 

Middle  West  Corp.  and  Ken- 
tucky Utilities  Co 328 


RULES  AND  REGULATIONS 

CONTENTS — Continued 

Treasury  Department 

See  Customs  Bureau. 


Page 


CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  In  this  issue.  Proposed  rules,  as 
opposed  to  final  actions,  are  identified  aa 
such. 

Title  3— The  President  ^^S" 

Chapter  II— Executive  Orders: 

Dec.  31,  1898  (see  PLO  541) 323 

Nov.  21,  1902  (see  PLO  541 ) 323 

Nov.  27,  1905  (see  PLO  541) 323 

Title  5 — Administrative  Person- 
nel 

Chapter  I— Civil  Service  Commis- 
sion: 
Part  24 — Formal  education  re- 
quirements for  appointment 
to  certain  scientific,  technical, 
and  professional  positions —      321 

Title  24 — Housing  and  Housing 
Credit 

Chapter  VI— Public  Housing  Ad- 
ministration       321 

Title  34 — National  Military  Es- 
tablishment 

Subtitle  A — Secretary  of  Defense: 
Part     60  —  Transportation     by 
military  and  naval  aircraft--      322 

Title  43 — Public  Lands:  Interior 
Chapter  I — Bureau  of  Land  Man- 
agement, Department  of  the 
Interior: 
Appendix — Public  land  orders: 

541 323 

Title  47 — Telecommunication 
Chapter  I — Federal  Communica- 
tions Commission: 
Part   2 — Frequency   allocations 
and    radio    treaty    matters; 
general  rules  and  regulations.      323 
Part  3 — Radio  broadcast  serv- 
ices        323 

Part  6 — Fixed  public  radio  serv- 
ices       323 

Part  13 — Commercial  radio  op- 
erators (proposed) 324 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 

Subtitle  A — Secretary  of  Defense 

Part  60 — Transportation  by  Military 
AND  Naval  Aircraft 

Regulation^  superseded.  This  part  re- 
places order  of  November  18,  1947,  12 
F.  R.  7941,  32  CFR  1947,  Supp.  Chapter  I. 


Sec. 
60.1 

60.2 
60.3 

60.4 

60.5 


Transportation  without  reimburse- 
ment. 

Transportation  with  reimbursement. 

Transportation  of  non-governmental 
passengers  and  cargo. 

Competition  with  United  States  Com- 
mercial Air  Transportation. 

Issuance  of  Joint  regulations. 

AuTHORiTT:  }!  60.1  to  60.5  Issued  under  61 
Stat.  495;  E.  O.  9886.  August  22,  1947,  12  P.  R. 
5689,  3  CFR  1947  Supp. 


§  60.1  Transportation  without  reim- 
bursement. The  Department  of  the  Air 
Force  and  the  Navy  Department  may 
provide  air  transportation,  without  reim- 
bursement therefor,  when  the  traffic  is 
primarily  of  official  concern  to  the  Na- 
tional Military  Establishment. 

(a)  Respvisibillty  for  the  determina- 
tion as  to  whether  such  traffic  is  primar- 
ily of  official  concern  to  the  National 
Military  Establishment  is  delegated  to 
the  department  sponsoring  the  transpor- 
tation in  accordance  with  current  direc- 
tives of  the  Army,  Navy  and  Air  Force 
concerning  the  establishment  of  prior- 
ity for  movement  via  military  aircraft. 

(b»  Requests  for  travel,  without  reim- 
bursement, by  members  of  the  Congress 
or  high  government  officials,  whose  travel 
is  primarily  of  official  concern  to  the  Na- 
tional Military  Establishment  should  be 
screened  and  approved  by  the  chairman 
of  the  congressional  committee  upon 
which  the  Member  of  Congress  is  serv- 
ing or,  in  the  case  of  officials  of  other  gov- 
ernment agencies,  the  head  of  the  gov- 
ernmental department  to  which  the  offi- 
cial Is  attached,  and  the  request  then 
forwarded  preferably  in  writing  by  such 
committee  chairman  or  department  head 
to  the  Secretary  of  the  military  depart- 
ment (Army,  Navy  or  Air  Force)  spon- 
soring the  transportation.  Cases  not 
sponsored  by  any  of  the  three  military 
departments  will  be  referred  to  the  Mili- 
tary Air  Transport  Board  which  will  rec- 
ommend approval  or  disapproval  thereof 
to  the  Office  of  the  Secretary  of  the  Air 
Force. 

§  60.2  Transportation  tcith  reimburse- 
ment. In  cases  not  covered  by  §  60.1, 
the  Department  of  the  Air  Force  and  the 
Department  of  the  Navy  may  provide  air 
transportation  with  reimbursement 
therefor  and  subject  to  other  restrictions 
thereon  In  accordance  with  the  provi- 
sions of  applicable  law,  when  the  traffic 
Is  of  official  concern  to  other  Govern- 
ment departments  or  agencies,  or  to  the 
legislative  or  the  Judicial  branch  of  the 
Government,  except  as  noted  in  §  60.4. 
Requests  for  transportation  in  this  cate- 
gory should  be  directed  to  the  Depart- 
ment of  the  Air  Force. 

5  60.3  Transportation  of  non-govern- 
mental passengers  and  cargo.  In  order 
to  facilitate  the  transition  from  war  to 
peace,  non-governmental  passengers  and 
cargo  not  within  the  scope  of  the  fore- 
going provisions  may  be  furnished  air 
transportation  by  the  Department  of  the 
Air  Force  and  the  Department  of  the 
Navy,  to  or  from  places  outside  the  con- 
tinental United  States,  with  reimburse- 
ment therefor  at  not  less  than  the  cur- 
rent commercial  rates  including  taxes, 
upon  certification  by  the  Department  of 
State  or  by  the  Department  of  the  Army, 
Air  Force  or  Navy  acting  for  the  Depart- 
ment of  State,  that  the  furnishing  of 
such  transportation  Is  In  the  national  in- 
terest, except  as  noted  In  §  60.4. 

8  60.4  Competition  with  United  States 
Commercial  Air  Transportation.  As  a 
general  policy  the  aviation  organization 
of  the  armed  forces  shall  not  be  placed 
In  a  position  of  competing  with  United 
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States  commercial  air  transportation, 
therefore,  in  no  case  will  air  transporta- 
tion under  the  provisions  of  5§  60.2  and 
60.3  be  provided  on  any  given  route  If  the 
Civil  Aeronautics  Board  certifies  that,  in 
Its  opinion.  United  States  civil  air  car- 
riers adequate  to  handle  such  traffic  are 
in  operation  on  that  route. 

S  60.5  Issuance  of  joint  regulations. 
Tl.e  Secretaries  of  the  Army,  Navy,  and 
Air  Force  shall  prescribe  appropriate 
Joint  regulations  to  carry  out  the  pur- 
poses of  this  part. 

Effective  date.  This  order  shall  be  ef- 
fective at  12:00  noon  on  January  1,  1949. 

James  Forrestal, 
Secretary  of  Defense. 

(P.    R.    Doc.    49-510;    Piled,    Jan.    24.    1949; 
9:02  a.  m.) 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  Interior 

Appendix — Public  Lond  Orders 
[Public  Land  Order  641] 

Alaska 
reserving  certain  public  lands  as  air- 

NAVICATION  site  withdrawal  no.  243, 
AND  revoking,  IN  WHOLE  OR  IN  PART,  EX- 
ECXTTIVE  orders  of  DECEMBER  31.  1898, 
NOVEMBER  21,  1902,  AND  NOVEMBER  27, 
1905,  RESPECTIVELY 

Correction 

In    Federal    Register   Document    48- 

11429.  appearing  at  page  9336  of  the  issue 

for  Friday.  December  31,  1948.  the  third 

^paragraph  of  the  land  description  for 

Tract  No.  1  should  read  as  follows: 

8.  67°  40'  East.  829.0  feet;  South.  3,000.0 
feet;  West.  1,400.0  feet:  North,  2,500.0  feet; 
N.  45°  00'  West,  1,055.0  feet;  North.  1.1500 
feet;  East.  750.0  feet;  8.  36'  10'  East,  1.180  0 
feet;  to  the  point  of  beginning. 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

(Docket  Nob.  8977.  9022) 

Part    2 — Frequency    Allocations    and 
Radio     Treaty     Matters;     General 
Rules  and  Regulations 
Part  3 — Radio  Broadcast  Services 
Part  6 — Fixed  Pubuc  Radio  Services 

Part  7 — Coastal  and  Marine  Relay 
Services 

Part  8 — Ship  Radio  Service 

Part  13 — Commercial  Radio  Operators 

corrections 

The  following  corrections  are  made  in- 
F.  R.  Doc.  309  (correcting  F.  R.  Doc.  48- 
10940) ,  appearing  In  the  Thursday,  Jan- 
uary 13,  1949,  Issue  of  the  Federal  Reg- 
ister: 

At  page  165,  column  2,  Table  I:  The 
entry  in  the  column  of  this  table  entitled 
"Part  6,  61.3"  should  be  corrected  to  read 
"6.13." 

At  page  165.  column  3,  Table  I:  The 
entry  in  the  column  of  this  table  entitled 
"Part  3.  3.188"  should  be  corrected  to 
read  "3.168." 

Federal  Communications 
Commission, 

[seal]  T.    J.    SLOWIt, 

Secretary. 

Jan.    24,    1949; 


IP.    R.    Doc. 


49-621:    Piled, 
9:02  a.  m.) 


[Docket  No.  8926] 

Part  2 — Frequency  Allocations  and 
Radio  Treaty  Matters;  General 
Rules  and  Regulations 

allocation  of  frequencies  of  band  9800- 
9900  MC  TO  non-government  FIXED 
SERVICE 

In  the  matter  of  allocation  of  frequen- 
cies between  25,000  kilocycles  and  30,- 


000,000  kilocycles:  amendment  of  5  2.104 
(a)  of  the  Commission's  rules  and  regu- 
lations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  14ih  day  of 
January  1949. 

It  appearing,  that  the  existing  needs 
of  the  fixed  and  radio-navigation  serv- 
ice.s  warrant  the  allocation  of  the  band 
9800-9900  Mc  to  the  non-government 
fixed  service;  and 

It  further  appearing,  that  the  Com- 
mission, in  its  notice  of  proposed  rule 
making.  Docket  No.  8926,  adopted  April 
7,  1948,  proposed  the  allocation  of  the 
band  9800-9900  Mc  to  the  non-govern- 
ment fixed  service;  and 

It  further  app>earing,  that  no  com- 
ments or  briefs  objecting  to  the  proposed 
allocation  nor  requests  for  oral  argu- 
ment were  received  on  or  before  the  re- 
quired filing  date  of  May  17,  1948: 

Now,  therefore,  it  is  ordered.  That  ef- 
fective March  1,  1949,  the  Commission's 
allocation  of  the  band  9800-9900  Mc  is 
to  the  non-government  fixed  service. 

It  is  further  ordered.  That  effective 
March  1,  1949,  5  2.104  (a)  of  the  Com- 
mission's rules  and  regulations  is  amend- 
ed as  set  forth  below. 

(Sees.  4  (i),  303.  321,  323.  325  (&),  48 
Stat.  1066.  1082,  1090,  1091,  as  amended; 
47  U.  S.  C.  1541,  303.  321,  325) 

Adopted:  January  14,  1949. 
Released:  January  17,  1949. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

The  Table  of  Frequency  Allocations  is 
amended  as  follows  to  reflect  the  Com- 
mission's allocation  of  the  band  9800- 
9900  Mc  to  the  non-government  fixed 
service. 


WorM  wide 

Region  2 

Inlted  Sutes 

Federal  Communications  Commission 

Band 
Mc 

1 

Service 
2 

Band  Mc 

3 

Service 
4 

Band  Nfc 
6 

Allocation 

e 

Band  Mc 
7 

Perrice 

8 

Class  of  station 
0 

Fre- 
quency 
Mc 

10 

fOF  SERV- 
Nature{      ICES 
(of  EUtk)na 

11 

wno- 

KKKM) 

a.  FIxnl 

b.  RMJiunaviga- 

ttoB. 

• 

tfSOO 
(NOD 

NG. 

Fixed. 

Fixed. 

ogoo- 

10000 
(US17) 

0. 

[F.  R.  Doc.  49-620;  Filed,  Jan.  24.  1949;  8:46  a.  mj 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[47  CFR,  Part  131 

[Docket  No.  9210] 

CoBfMERaAL  Radio  Operators 

NOTICE    OF    PROPOSED    RULE    MAKING 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above  entitled  matter. 

2.  Under  the  proposed  rule  changes, 
the  operation  of  aircraft  radiotelegraph 
stations  will  be  limited  to  holders  of 
radiotelegraph  first  or  second  class 
licenses  who  have  additionally  qualified 
for  that  duty  by  the  successful  comple- 
tion of  a  special  supplemental  examina- 
tion. The  proposed  supplemental  ex- 
amination would  include  establishment 
of  the  operator's  ability  to  transmit  and 
receive  raaiotelegraph  messages  at  a 
speed  of  twenty-five  (25)  words  per  min- 
ute plain  language  and  twenty  (20'  code 
groups  per  minute,  and  would  also  in- 
clude a  written  examination  covering  the 
basic  theory  and  practice  concerning  the 
operation  of  radio  communications  and 
radio  navigational  systems  in  general 
use  on  aircraft. 

3.  If  the  proposed  rule  changes  are 
finally  adopted,  It  is  expected  that  the 
effective  date  of  the  new  requirements 
would  be  not  less  than  6  months  after  the 
date  of  final  action  by  the  Commission. 

4.  The  present  holders  of  radiotele- 
graph first  or  second  class  licenses  would 
not  be  required  to  take  the  proposed  sup- 
plemental examination  If  they  have  had 
satisfactory  service  as  a  chief  or  sole 
radiotelegraph  operator  on  aircraft  prior 
to  the  effective  date  of  the  proposed 
amendments. 

5.  The  proposed  rule  changes  are  for 
the  purpose  of  conforming  with  the  rec- 
ommended standards  of  the  Personnel 
Licensing  Division  of  the  International 
Civil  Aviation  Organization  in  respect  to 
"Flight  Radio  Operators",  which  are  the 
type  of  operators  required  for  overseas 
and  International  flights  of  commercial 
aircraft  when  using  radiotelegraphy. 
These  standards  specify  the  above  addi- 
tional requirements  as  well  as  specifying 
the  minimum  age  and  physical  qualifica- 
tions of  the  operator,  his  experience  as 
aircraft    radiotelegraph    operator    and 


other  matters.    They  have  been  adopted 
by  the  Civil  Aeronautics  Board  and  in- 
corporated into  the  Civil  Air  Regulations. 
6.  The  proposed  rule  changes  are  Is- 
sued by  the  Commission  In  accordance 
with  its  obligation  under  the  Communi- 
cations Act  of  1934,  as  amended,  to  pre- 
scribe the  qualifications  of  radio  station 
operators,  to  classify  them  according  to 
the  duties  to  be  performed,  to  fix  the 
forms  of  such  licenses  and  to  issue  them 
to  such  citizens  of  the  United  States  as 
the    Commission    finds    qualified.     The 
Commission,  the  Civil  Aeronautics  Board 
and  the  Civil  Aeronautics  Administration 
will  coordinate  their  rules  and  proce- 
dures to  avoid,  so  far  as  possible,  any 
duplication  of  examination  requirements 
for  the  Radio  Operator  License  and  the 
Airman  Certificate  both  of  which  are  re- 
quired to  be  held  by  the  Flight  Radio 
Operator. 

7.  The  proposed  amendments,  author- 
ity for  which  Is  contained  in  sections 
303  il)  and  303  (r)  of  the  Communica- 
tions Act  of  1934,  as  amended,  are  set 
forth  below. 

8.  Any  interested  party  who  is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth,  may  file 
with  the  Commission,  on  or  before  Feb- 
ruary 28,  1949  a  written  statement  or 
brief  setting  forth  his  comments.  At  the 
same  time,  persons  favoring  the  amend- 
ments as  proposed  may  file  statements  in 
support  thereof.  The  Commission  will 
consider  any  such  comments  that  are  re- 
ceived before  taking  any  final  action  re- 
garding the  proposed  amendments,  and 
if  any  comments  are  received  which  ap- 
pear to  warrant  the  holding  of  an  oral 
argument  before  final  action  is  taken, 
notice  of  the  time  and  place  of  such  oral 
argument  will  be  given. 

9.  In  accordance  with  §  1.764  of  the 
Commission's  rules  and  regulations,  an 
original  and  at  least  fourteen  copies  of 
all  statements,  briefs  or  comments  shall 
be  furnished  the  Commission. 

Adopted:  January  14.  1949. 
Released:  January  17,  1949 

Federal  Communications 
Commission, 
[seal]       T.  J.  Slowie, 

Secretary. 


DEPARTMENT  OF  THE  TREASURY 

Customs  Bureau 

|T.  D.  52131] 

Fish 
tariff-rate  quota 

January  17.  1949. 
The  tariff-rate  quota  for  the  calendar 
year  1949  on  certain  fish  dutiable  under 
paragraph  717  (b>.  Tariff  Act  of  1930. 
as  modified  pursuant  to  the  General 
Agreement  on  Tariffs  and  Trade  (T.  D. 
{1802 >. 


1.  It  Is  proposed  to  amend  S  13.21  by 
adding  a  new  examination  element  (7), 
as  follows: 

(7)  Aircraft  radiotelegraph.  Basic 
theory  and  practice  In  the  operation  of 
radio  communication  and  radio  naviga- 
tional systems  in  general  use  on  aircraft. 

2.  It  Is  further  proposed  to  amend 
9  13.61  by  adding  a  new  subparagraph 
i4i  to  paragraph  (c)  thereof,  as  follows: 

(4)  On  an  aircraft  employing  radio- 
telegraphy,  the  holder  of  this  class  of 
license  may  not  operate  the  radiotele- 
graph station  unless  he  is  at  least  eigh- 
teen (18)  years  of  age  and  has  satisfac- 
torily completed  a  supplementary  ex- 
amination qualifying  him  for  that  duty, 
or  unless  he  has  served  satisfactorily  as 
chief  or  sole  radio  operator  on  an  air- 
craft employing  radiotelegraphy  prior 
to '  The  supplementary  ex- 
amination shall  consist  of: 

(1)  Transmitting  and  receiving  code 
test  at  twenty-five  (25)  words  per  min- 
ute plain  language  and  twenty  (20>  code 
groups  per  minute. 

(ii)  Written  examination  element:  7. 

3.  It  Is  further  proposed  to  amend 
5  13.61  by  adding  a  new  subparagraph 
(3)  to  paragraph  «d)  thereof,  as  follows: 

(3)  On  an  aircraft  employing  radio- 
telegraph, the  holder  of  this  class  of 
license  may  not  operate  the  radiotele- 
graph station  unless  he  has  satisfactorily 
completed  a  supplement.^ry  examination 
qualifying  him  for  that  duty,  or  unless 
he  has  served  satisfactorily  as  chief  or 
sole  radio  operator  on  an  aircraft  em- 
ploying radiotelegraphy  prior  to 

'    The  supplementary  examina- 
tion shall  consist  of: 

(i)  Written  examination  element:  7. 

4.  It  Is  further  proposed  to  amend 
5  13.61  by  adding  a  new  subparagraph 
(5)  to  paragraph  (f)  thereof,  as  follows: 

(5)  The  license  Is  not  valid  for  the 
operation  of  any  aircraft  radio  station 
while  employing  radiotelegraphy. 

IP.    R.    Doc.    4&-522:    Filed.   Jan.    24,    1949; 
9:06  a.  m.| 


NOTICES 


In  accordance  with  the  proviso  to  item 
717  (b)  of  Part  I,  Schedule  XX  of  the 
General  Agreement  on  Tariffs  and  Trade 
(T.  D.  51802).  it  has  been  a.scertained 
that  the  average  aggregate  apparent  an- 
nual consumption  In  the  United  States 
of  fish,  fresh  or  frozen  (whether  or  not 
packed  In  Ice),  filleted,  skinned,  boned, 
sliced,  or  divided  into  portions,  not  spe- 
cially provided  for:  Cod,  haddock,  hake, 
pollock,  cusk.  and  rosefish,  in  the  3  years 
preceding  1949,  calculated  in  the  manner 
provided  for  in  the  cited  agreement,  was 
179,209,128    pounds.    The    quantity    of 


such  fish  that  may  be  imported  for  con- 
sumption during  the  calendar  year  1949 
at  the  reduced  rate  of  duty  established 
pursuant  to  that  agreement  is,  therefore, 
26.881.369  pwunds. 

[sEALl  Frank  Dow, 

Acting  Commissioner  of  Customs. 

|F.    R.    Doc.    49-518:    Filed.    Jan.    24,    1949; 
9:02  a.  m.l 


>  The  effective  date  of  this  amendment,  to 
be  not  less  than  6  months  alter  th«  daU  of 
final  action  by  the  Commission. 


Tuesday,  January  25,  1949 

DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

I  Administrative  Order  1758] 

Loan  Annouwcement 

January  5,  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  {lural  Electri- 
fication Administration: 

Loan  designation:  Amount 

South  Carolina  31M  Horry $80,  000 


[seal] 


Claude  R.  Wickard, 

Administrator. 


|P     R.    Doc.    49-638;    Filed,    Jan.    24,    1949; 
8:47  a.  m.) 


Loan  designation: 
Georgia  91P  Laurens. 


[seal] 


Claude  R.  Wickard, 

Administrator . 


|F.    R.    Doc.    49-939;    Filed,    Jan.    24,    1949; 
8:47  a.  m.) 


[Administrative  Order  1760] 
Loan  Announcement 

January  5.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation ; 
Texas  49L  Denton. 


Amount 
$200.  000 


I  SEAL] 


Claude  R.  Wickard, 
Mministrator. 


[F.    R.    Doc.    49  540;    Piled,    Jan.    24,    1949; 
8:47  a.  m] 


Loan  designation: 
Alabama  36H  De  Kalb. 

[sealI 


Claude  R.  Wickard, 
Administrator. 

IF.   R.    Doc.    49  541:    Filed.    Jan.    24,    1949; 
8:47  a.  m.J 


FEDERAL  REGISTER 

[Administrative  Order   1762] 
'  Loan  Announcement 

•      January  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Louisiana  llK,  L  Bossier 


Amount 
1190,  000 


[AdmlnUtrative  Order  1759] 
Loan  Announcement 

January  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Amount 
$850,000 


(Administrative  Order  1761] 
Loan  Announcement 

January  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Amount 
$1,020,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


|F.    R.    Doc.    49-542;    Filed,    Jan.    24,    1949; 
8:47  a.  m] 


[Administrative  Order  1763] 
Loan  Announcement 

January  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Mississippi  26K  Panola. 


Amount 
$550.  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


IP.    R.    Doc.    49-543;    Piled,    Jan.    24,    1949; 
8:48  a.  ml 


[Administrative  Order  1764] 
Loan  Announcement 

January  7,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1926,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Carolina  50A  Santee $7,  595,  500 


[SEALl 


Claude  R.  Wickard, 
AdmiJiistrator. 


[P.    R.    Doc.    49-544;    Filed,    Jan.    24,    1949; 
8:48  a.  m.] 


[Administrative  Order  1765] 
Loan  Announcement 

January  10.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation: 

Kentucky  46N  Harrison. 


Amount 
$570,  000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

[P.    R.    Doc.    49-«4S;     Piled,    Jan.    24.    1949; 
8:48  a.  m.] 
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[Administrative  Order  1766] 

Loan  Announcement 

January  10,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation : 

New  Mexico  9R  Curry. 


Amount 
$250, 000 


[seal]  Claude  R.  Wickard, 

Admitiistrator. 

[F.    R.    Doc.    49-546;    Piled,    Jan.    24,    ir49; 
8:48  a.  m.] 


[Administrative  Order  1767] 
Loan  Announcement 

January  10,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Carolina  56H  Pamlico $223,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49-547:    Filed,    Jan.    24,    1949; 
8:48  a.  m.] 


[Administrative  Order  1768] 
Loan  Announcement 

January  10,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Minnesota  70N  Hennepin $6,  500,  COO 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-548:    Piled.    Jan.    24,    1949; 
8:48  a.  m.l 


[Administrative  Order  1769] 
Loan  Announcement 

January  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Tennessee  IV  Meigs. 


Amount 
$1,460,000 


[seal] 


Claude  R.  Wickard. 

Administrator. 


[F.    R.    Doc.    49-649;    Filed.    Jan.    24,    1949; 
8:49  a.  m.j 


kir^Tircc 


Tuesday,  January  25,  19i9 
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[AdmlnLstratlve  Order  17701 
Loan  Announcement 


January  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electritication  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Virginia  49C  Tangier 


Amount 
.  »24,000 


[SEAL]  Claude  R.  Wickard. 

Admiiiistrator. 

(P.    R.    Doc.    49-550;    Piled.    Jan.    24.    1949; 
8;49  a.  m.l 


I  Administrative  Order  1771) 
Loan  Announcement 

Janu.ary  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Texas  58H  Fayette 


Amount 
.  $383.  000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F     R.    Doc.    49  551:    Filed.    Jan.    24,    1948; 
8:49  a.  m.| 


NOTICES 

JAdmlnlstratlve  Order  1774] 
Loan  Announcement 

January  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  ^^°^^ 

Texas  102L  Jackson —  $150,000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.    49-554;    Filed.    Jan.    24.    1949; 
8:49  a.  m] 


Notice  is  hereby  given  that  hearing  in 
the  above-entitled  proceeding,  now  as- 
signed January  24.  1949.  has  been  reas- 
signed to  January  31.  1949.  10:00  a.  m. 
(eastern  standard  time)  In  Conference 
Room  C.  Departmental  Auditorium.  14th 
Street  and  Constitution  Avenue  NW.. 
Washington.  D.  C.  before  Examiner  War- 
ren E.  Baker. 

Dated  at  Washington.  D.  C,  January 
18,  1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan. 

Secretary. 

|F.    R.    Doc.    49-557;    Filed.    Jan.    24.    1949; 
8:50  a.  m.| 


[Administrative  Order  1775) 
Loan  Announcement 

January  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation : 

Kentucky  57H,  K  Bell. 


Amount 
$950,  000 


[SEAL] 


CLAUDE  R.  WICKARD. 

Administrator. 


\F.    R.    Doc.    49-555;    Piled.    Jan.    24.    1949; 
8:49  a.  m.] 


[Administrative  Order  1772] 
Loan  Announcement 

January  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Texas  98K  Young 


[Administrative  Order  17761 
Loan  Announcement 

January  12.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Governmejit  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Arnount 
$224.  000 


Loan  designation: 
Colorado  40C  Rio  Blanco. 


Amount 
$158,000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

\F.    R.    Doc.    49-552:    Filed.    Jan.    24.    1949; 
8:49  a.  m.] 


[seal]  William  J.  Neal. 

Acting  Adininistrator. 

|F.    R.    Doc.    49-556;    Piled.    Jan.    24.    1949; 
8:49  a.  mj 


I  Administrative  Order  1773] 
Lo.\N  Announcement 

Janu.\ry  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Texas  93P  De  Witt $113,000 

[SEAL]  Claude  R.  Wickard. 

AdJJiinistrator. 

IF.    R.    Doc.    49-553;    Filed.    Jan.    24.    1949; 
8:49  a.  mj 


FEDERAL  POWER  COMMISSION 

(Docket  No.  E-6185| 

Arkansas-Missouri     Power     Co.     an^ 
St.  Francis  Electric  Generating  Co. 

notice  of  application 

January  17. 1949. 
Notice  Is  hereby  given  that  on  Janu- 
ary 17. 1949.  an  application  was  filed  with 
the  Federal  Power  Commission,  pursuant 
to  section  203  (a)  of  the  Federal  Power 
Act.  by  Arkansas-Missouri  Power  Com- 
pany  an  Arkansas  corporation,  and  St. 
Francis   Electric   Generating   Company, 
a  Mi-ssouri  corporation,  each  doing  busi- 
ness in  the  States  of  Arkansas  and  Mis- 
souri, with  their  principal  places  of  busi- 
ness at  Blytheville.  Arkansas  and  Little 
Rock.  Arkansas,  respectively,  seeking  an 
order    approving    the    leasing    by    Ar- 
kansas-Missouri of  certain  electric  gen- 
erating facilities  to  be  constructed  and 
owned  by  St.  Francis,  all  as  more  fully 
appears  in  the  application  on  file  with 
the  Commission. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
the  application  should  file  with  the  Fed- 
eral Power  Commission.  Washington  25. 
D.  C.  on  or  before  the  1st  day  of  Feb- 
ruary. 1949.  a  petition  or  protest  in  ac- 
cordance with  the  Commission's  rules 
of  practice  and  procedure. 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  1789  et  al.l 

Capital  Airlines.  Inc..  et  al.;  Milwau- 
kee-Chicago-New  York  Restrictions 
Case 
notice  of  postponement  of  hearing 

In  the  matter  of  applications  of  Capi- 
tal Airlines.  Inc.  (formerly  Pennsylvania 
Central  Airlines).  Northwest  Airlines. 
Inc  and  American  Airlines.  Inc..  Dock- 
ets Nos.  1789.  1790.  2272.  and  3583.  for 
amendment  of  certificates  of  public  con- 
venience and  necessity,  and  the  proceed- 
ing instituted  by  Board  Order  Serial  No. 
E-1904.  pursuant  to  section  401  <h)  of 
the  Civil  Aeronautics  Act  of  1938.  as 
amended,  Docket  No.  3469. 


[SEAL] 


LEON  M.  FUQUAY, 

Secretary. 


[P.    R.    Doc.    49-514;    Filed,    Jan.    24.    1949; 
9:03  a.  m.l 


(Docket  No.  G  1090] 
Delhi  Oil  Corp. 


NOTICE  or  finding  upon  application  for 

STATUS  determination  AND  DECLARATORY 
ORDER 

January  17.  1949. 
Notice  Is  hereby  given  that,  on  Janu- 
ary 13. 1949.  the  Federal  Power  Commis- 
sion i.ssued  its  finding  entered  January 
12,  1949,  upon  the  Second  Amended  Ap- 
plication for  status  determination  and 
declaratory  order  in  the  above  entitled 
matter. 


[seal] 


Leon  M.  Puquay. 
Secretary. 


Tuesdaif,  January  25,  19i9 

[Project  No.  925] 

City  of  Ottumwa.  Iowa 

notice  of  order  authorizing  amendment 

of   license    (MAJOR) 

January  17.  1949. 
Notice  is  hereby  given  that,  on  Janu- 
ary 13.  1949.  the  Federal  Power  Commis- 
sion Issued  its  order  entered  January  12. 
1949.  authorizing  amendment  of  license 
(major)  in  the  above  entitled  matter. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

I  P.    R.    Doc.    49-512;    Filed.    Jan.    24,    1949; 
9:03    a.   m.l 


(Project  No.  2011] 

Glancy  Warden  Cole 

notice  of  application  for  license 

(MAJOR) 

January  17.  1949. 

Public  notice  is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791-825r).  that  Glancy 
Warden  Cole.  Manager.  Cooke  Light  and 
Power  Company.  Cooke.  Montana,  has 
made  application  for  a  license  for  major 
Project  No.  2011  on  Republic  Creek,  con- 
sisting of  a  concrete  diversion  dam  9  feet 
high  and  30  feet  long  creating  a  pond  100 
feet  long;  a  head  box;  a  pipe  line  about 
1.550  feet  long;  a  pow'erhouse  containing 
a  150-horsepower  turbine  connected  to  a 
125-kllovolt-ampere  generator  and  a  140- 
horsepower  Diesel  unit  with  a  62.5  kilo- 
volt-ampere  generator;  a  tran.smission 
line  about  1,000  feet  long  to  Cooke.  Mon- 
tana, and  a  transmission  line  about  3 
miles  long  to  Silver  Gate,  Montana;  and 
appurtenant  facilities. 

Any  protest  against  approval  of  this 
application  or  request  for  Tiearing 
thereon,  with  the  rea.sons  for  such  pro- 
test or  request,  and  the  name  and  ad- 
dress of  the  party  or  parties  so  pro- 
testing or  requesting,  should  be  submitted 
on  or  before  February  28.  1949.  to  the 
Federal  Power  Commission  at  Washing- 
ton. D.  C. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[P     R.    Doc.    49-513;    Piled.    Jan.    24.    1949; 
9:03  a.  m.] 


[P     R.    Doc.    49-611:    Filed,    Jan.    24.    1949; 
8;03  a.  m.l 


(Project  No.  2015] 

Pacific  Gas  and  Electric  Co. 

notice  of  application  for  preliminary 

PERMIT 

January  17.  1949. 

Public  notice  is  hereby  given,  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791a-825r>.  that  Pacific 
Gas  and  Electric  Company,  of  San  Fran- 
cisco. California,  has  made  application 
under  the  act  for  preliminary  permit  for 
a  period  of  24  months  for  a  proposed  hy- 
droelectric project  to  be  located  on 
American  River  In  Sacramento  County. 
California.  The  proposed  project,  desig- 
nated by  applicant  as  the  "Lower  Ameri- 
can  River   Development"    and    by    the 
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Commission  as  Project  No.  2015.  would 
utilize  for  power  purposes  water  from 
Folsom  Dam  and  Reservoir,  a  multiple- 
purpose  project  authorized  for  construc- 
tion under  the  direction  of  the  Chief  of 
Engineers  and  the  Secretary  of  the  Army 
by  the  Flood  Control  Act  of  1944  (58 
Stat.  887 ) .  and  would  consi.st  of  four 
parts  as  follows:  (1)  Folsom  Dam  Pow- 
erhouse Project,  which  would  consist  of 
a  penstock  and  a  powerhouse  with  in- 
stalled capacity  of  about  127.000  horse- 
power; (2)  Lower  American  River  No.  1 
Project  (a  modification  of  applicant's 
existing  Folsom  project),  which  would 
consist  of  the  existing  diversion  dam 
about  70  feet  high,  the  existing  8,800-foot 
canal  modified  by  lining,  the  existing 
Folsom  forebay.  and  a  reconstructed 
powerhouse  with  In.stalled  capacity  of 
about  15,000  horsepower;  (3)  Lower 
American  River  No.  2  Project,  which 
would  al.so  utilize  the  existing  Folsom  di- 
version dam  and  further  develop  on  the 
opposite  or  right  bank  of  the  river  the 
same  head  as  the  Lower  American  River 
No.  1  Project  and  would  consist  of  a  tun- 
nel approximately  7,000  feet  long,  a  iien- 
stock,  a  powerhouse  with  installed 
capacity  of  about  29,500  horsepower  im- 
mediately downstream  from  the  right 
abutment  of  the  highway  bridge  cross- 
ing the  American  River  at  Folsom.  and  a 
regulation  and  diversion  dam  approxi- 
mately 40  feet  high  to  be  located  at  the 
site  of  the  proposed  Folsom-Ripon  Ca- 
nal diversion  dam;  and  (4)  Lower  Amer- 
ican River  No.  3  Project,  which  would 
be  located  immediately  below  the  above- 
described  Folsom-Ripon  regulation  and 
diversion  dam.  and  would  consist  of  a 
penstock  and  a  powerhou.se  with  in- 
stalled capacity  of  about  6.700  horse- 
power. A  preliminary  permit,  If  issued, 
shall  be  for  the  sole  purpose  of  main- 
taining priority  of  application  for  a  li- 
cense under  the  Federal  Power  Act  to 
enable  the  applicant  herein  to  make  ex- 
aminations and  surveys,  to  prepare 
maps,  plans,  and  estimates,  and  to  make 
financial  arrangements  required  for  the 
filing  of  an  application  for  licen.se  under 
the  act.  A  preliminary  permit,  if  issued, 
will  not  authorize  construction  of  a 
project  or  any  part  thereof. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing  there- 
on, with  the  reasons  for  such  protest  or 
request,  and  the  name  and  address  of  the 
party  or  parties  so  protesting  or  request- 
ing, should  be  submitted  on  or  before 
February  23.  1949.  to  the  Federal  Power 
Commission,  Washington  25,  D.  C. 


[seal] 


Leon  M.  Fuquay. 

Secretary. 


(P.    R.    Doc.    49-515;    Filed,    Jan.    24.    1949; 
9:03  a.  m.l 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Public  Housing  Administration 

Delegations  of  Authority 

The  powers  delegated  to  the  Director 
of  the  Construction  Inspection  and 
Claims  Branch  in  §601.1  (b)  (4)  (13  P.  R. 
7706)  are  revoked. 
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The  Assistant  Commissioner  for  Man- 
agement is  delegated  the  power:  To  hear, 
consider,  and  decide,  as  the  duly  author- 
ized representative  of  the  Commissioner, 
all  appeals  arising  out  of  contracts  made 
by  or  for  the  Public  Housing  Adminis- 
tration, except  those  appeals  arising  out 
of  contracts  which  originated  in  former 
Region  III,  in  connection  with  the  devel- 
opment of  projects  where  contract  pro-' 
visions  state  substantially  that:  "All  dis- 
putes concerning  questions  of  fact  aris- 
ing under  this  contract  shall  be  decided 
by  the  contracting  oflBcer  subject  to  ap- 
peal by  the  contractor  within  30  days  to 
the  head  of  the  department  concerned  or 
his  duly  authorized  representative,  whose 
decision  shall  be  final  and  conclusive 
upon  the  parties  thereto."  The  terri- 
tory covered  by  former  Region  III  is  set 
forth  in  §  602.1  (13  F.  R.  2820 ». 

The  Assistant  General  Counsel  In 
charge  of  the  Federal  Program  Brnnch 
Ls  delegated  the  power  to  hear,  consider, 
and  decide,  as  the  duly  authorized  repre- 
sentative of  the  Commissioner,  appeals 
arising  out  of  contracts  made  by  or  for 
the  PHA  in  former  Region  III,  in  connec- 
tion with  the  development  of  projects 
where  contract  provisions  state  substan- 
tially that:  "All  disputes  concerning 
questions  of  fact  arising  under  this  con- 
tract shall  be  decided  by  the  contracting 
officer  subject  to  appeal  by  the  contrac- 
tor within  30  days  to  the  head  of  the 
department  concerned  or  his  duly  au- 
thorized representative,  whose  decision 
shall  be  final  and  conclusive  upon  the 
parties  thereto."  The  territory  covered 
by  former  Region  HI  is  set  forth  in 
§602.1  (13  F.  R.  2820). 

Notwithstanding  the  reorganization  of 
PHA  effective  December  6.  1948  and  the 
delegations  of  authority  with  respect  to 
contracting  officers  In  §  601.1  (d)  (2)  (13 
F.  R,  7707),  the  Field  Office  Directors  in 
San  Francisco  and  Chicago  are  dele- 
gated, until  February  1,  1949,  the  power 
previously  delegated  to  Regional  Direc- 
tors in  §  602.2  <a)  (2)  (13  F.  R.  2820)  to 
act  as  contracting  officers  for  Title  V  con- 
tracts. 

The  Field  Office  Director  in  San  Fran- 
cisco Is  to  act  as  contracting  officer  for 
the  territory  in  former  Region  I  and  the 
Field  OflBce  Director  in  Chicago  is  to 
act  as  contracting  officer  for  the  terri- 
tory in  former  Region  III.  The  terri- 
tories covered  by  these  regions  are  set 
forth  in  §  602.1  (13  F.  R.  2820  >. 

Field  Office  Attesting  Officer.  The 
Chief  Attorney  in  each  field  office  is  des- 
ignated as  the  Atte.sting  Officer  for  the 
PHA  in  the  field  office.  The  Attesting 
Officer  shall  affix  the  official  seal  to  such 
documents  as  may  require  its  applica- 
tion, and  is  authorized  to  certify  that 
copies  of  documents,  leases,  contracts, 
and  other  papers  duly  approved,  are 
Identical  with  the  originals.  The  Ad- 
ministrative Assistant  is  designated  as 
alternate  Attesting  Officer  in  each  field 
office,  and  shall  have  the  same  duties, 
functions,  and  authority  vested  In  the 
Attesting  Officer. 

Correction.  In  Federal  Register  Docu- 
ment 48-10832.  appearing  at  page  7708 
of  the  issue  for  Tue.sday.  December  14. 
1948.  the  following  change  is  made:  In 
§602.2  (a)  (7»  (ii)  the  word  "and"  in  the 
third  line  is  deleted. 
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All  regulations,  orders,  delegations,  in- 
structions, notices,  or  designations  issued 
by  the  Public  Housing  Commissioner  or 
'his  duly  authorized  representative,  and 
all  findings  or  determinations  made  by 
him  or  his  duly  authorized  representa- 
tive prior  to  the  effective  date  of  Section 
1  of' Subtitle  A  of  Title  24  (13  P.  R.  8260) . 
and  which  were  not  revoked  or  super- 
seded prior  to  the  said  effective  date,  are 
hereby  continued  in  force  and  effect  as 
of  the  said  effective  date  until  repealed 
or  superseded  thereafter. 

JoHi*  Taylor  Egan, 

Commissioner. 

JANTJARY  14.  1949. 

[P.    R.    Doc.    49-523;    Filed,    Jan.    24.    1949; 
9:00    a.    ml 


NOTICES 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  No.  70-1902) 
ComfONWiALTH  &  Southern  Corp.  et  al. 

SUPPLEMENTAL  ORDER  GRANTING  AND  PER- 
MjrriNG  APPLICATIONS-DECLARATIONS  TO 
BECOMZ   EFFECTIVE 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
offlce  in  the  city  of  Washington,  D.  C, 
on  the  14th  day  of  January  1949. 

In  the  matter  of  The  Commonwealth 
&  Southern  Corporation  (Delaware), 
Southern  Indiana  Gas  and  Electric  Com- 
pany The  Commonwealth  &  Southern 
Corporation  (New  York',  File  No.  70- 
1902. 

The  Commonwealth  L  Southern  Cor- 
poration   I  of    Delaware),    a    registered 
holding    company    ('Commonwealth"), 
Southern  Indiana  Gas  and  Electric  Com- 
pany c'Southern  Indiana") ,  a  direct  pub- 
lic utility  subsidiary  of  Commonwealth, 
and  The  Commonwealth  &  Southern  Cor- 
poration (of  New  York  > ,  a  mutual  service 
subsidiary  company  of  Commonwealth, 
hereinafter  referred  to  as  "Service  Com- 
pany," having  filed  joint  applications- 
declarations,  and  amendments  thereto, 
pursuant  to  sections  6  (a »,  7,  9  (a),  10, 
12  (c),  12  (d)  and  12  (f)  of  the  Public 
Utility   Holding   Company   Act   of    1935 
(the  "act")  and  Rules  U-42.  U-43.  and 
U-44    thereunder    concerning,     among 
other  things,  the  reclassification  of  the 
outstanding  common  stock  of  Southern 
Indiana,  the  sale  of  additional  shares  of 
common  stock  of  Southern  Indiana  and 
the  divestment  by  Commonwealth  of  its 
interest  in  such  company;  and 

The  Commission,  by  its  order  dated 
September  9,  1948.  having  granted  Com- 
monwealth an  exemption  from  the  com- 
petitive bidding  requirements  of  Rule 
U-50  in  connection  with  the  sale  of 
Southern  Indiana's  common  stock  owned 
by  it.  and  having  further,  by  its  order 
dated  November  10,  1948.  granted  said 
applications-declarations  as  amended  in 
all  other  respects,  except  with  respect  to 
the  proposed  sale  of  Southern  Indiana 
common  stock  to  underwriters  and  sub- 
ject to  a  reservation  of  jurisdiction  with 
respect  to  legal  fees  and  expenses  and 
with  respect  to  Commonwealth's  request 
for  findings,  recitals  and  provisions  pur- 
.suant  to  sections  371  (f)  and  1808  (f) 
of  the  Internal  Revenue  Code;  and 


Further  amendments  having  been 
filed  herein  setting  forth  in  brief  as  fol- 
lows : 

After  discussions  with  various  invest- 
ment banking  firms.  Southern  Indiana 
and  Commonwealth  have  entered  into  a 
contract  with  Smith.  Barney  ti  Co..  a 
syndicate  representative,  for  the  sale  of 
685.000  shares  of  Southern  Indiana  com- 
mon stock  for  $12,330,000  at  a  price  of 
$18.00  per  share.    The  stock  will  be  re- 
sold by  Smith,  Barney  &  Co.  to  the  public 
at  a  price  of  $19.50  per  share,  resulting 
in  an  underwriter's  spread  of  $150  per 
share.     Of    the    685.000    shares    to    be 
sold,  600.000  shares  represent  Common- 
wealth's interest   In  Southern  Indiana 
and  85.000  shares  represent  additional 
shares  of  common  stock  of  Southern  In- 
diana which  the  latter  company  will, 
under   the   contract,  sell   to  Common- 
wealth for  immediate  resale  to  Smith, 
Barney     &     Co.    Commonwealth     has 
agreed  that  it  will  apply  the  proceeds 
from  the  sale  of  the  additional  shares 
of   common  stock  to  the   payment  to 
Southern  Indiana  of  the  purchase  price 
of    said    shares.     Commonwealth    pro- 
poses to  apply  the  proceeds  from  Its  sale 
of  600.000  shares  to  the  pro  tanto  pay- 
ment  and   retirement   of   indebtedness, 
evidenced     by    its    outstanding     notes, 
which,  as  of  the  13th  day  of  January  1949. 
totalled  $20,000,000.     Southern  Indiana 
will  use  the  proceeds  from  the  sale  of 
its  additional  common  stock  to  assist  it 
in  the  financing  of  its  current  construc- 
tion program. 

A  public  hearing  having  been  held 
after  appropriate  notice  and  Otis  k  Com- 
pany, an  investment  banking  concern, 
having  entered  an  appearance  at  the 
hearing  and  having  filed  a  statement 
of  views;  and 

The  Commission  having  considered  the 
entire  record  herein  and  finding  no  basis 
for  imposing  terms  and  conditions  with 
respect  to  the  price  to  be  paid  or  the 
underwriter's  spread: 

It  is  ordered.  That  the  joint  applica- 
tions-declarations, as  further  amended 
be,  and  the  same  hereby  are,  granted  and 
permitted  to  become  effective  forthwith, 
.subject,  however,  to  the  terms  and  con- 
ditions prescribed  by  Rule  U-24  and  to 
the  continuance  of  the  jurisdiction  here- 
tofore reserved  with  respect  to  all  fees 
and  expenses  of  counsel  to  be  paid  in 
connection  with  the  proposed  transac- 
tions. 

It  is  further  ordered  and  recited.  That 
the  transactions  hereinafter  specified  are 
necessary  or  appropriate  to  the  integra- 
tion or  simplification  of  the  Common- 
wealth holding  company  system  <of 
which  Commonwealth.  Southern  Indi- 
ana, the  Service  Company  and  all  of 
the  other  subsidiaries  of  Commonwealth. 
Including  The  Southern  Company  and 
its  subsidiaries,  are  members)  are  nec- 
essary or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935,  and 
are  hereby  authorized  and  approved: 

1.  The  change  by  Southern  Indiana  of 
Its  400.000  shares,  without  par  value,  of 
common  stock  now  outstanding  into  600.- 
000  shares,  without  par  value,  of  com- 
mon stock  and  the  Issue  and  delivery  of 
said  shares,  and  of  certificates  therefor, 
to  Commonwealth,  or  on  its  order,  the 


acquisition  by  Commonwealth  of  said 
shares,  and  for  such  purposes  the  de- 
livery by  Commonwealth  to  Southern  In- 
diana, for  cancellation  and  retirement, 
of  the  400.000  shares  now  outstanding 
and  of  the  certificates  therefor. 

2.  The  sale,  transfer  and  delivery  of 
600.000  shares  of  the  common  stock  of 
Southern  Indiana  by  Commonwealth  to 
the  several  underwriters  named  in  and 
in  accordance  with  the  terms  of  the  un- 
derwriting agreement,  dated  January  13. 
1949,  between  Commonwealth,  Southern 
Indiana  and  Smith.  Barney  L  Co.  acting 
on  behalf  of  Itself  and  as  representative 
of  the  other  underwriters  named  therein, 
for  $18  00  per  share  or  an  aggregate  of 
$10,800,000  and  the  receipt  by  Common- 
wealth of  said  $10,800,000,  and  the  ap- 
plication and  expenditure  thereof,  or  an 
amount  equal  thereto,  to  the  payment 
and    cancellation    of    indebtedness    of 
Commonwealth  to  various  banks  under 
its  Loan  Agreement,  dated  as  of  July  21, 
1948  (and,  to  the  extent  so  paid,  of  the 
notes  evidencing  such  indebtedness). 

3.  The  sale,  transfer  and  delivery  by 
Commonwealth  to  the  aforesaid  under- 
writers in  accordance  with  the  aforesaid 
underwriting  agreement  of  85.000  addi- 
tional shares  of  common  stock  of  South- 
ern Indiana  for  $18  00  per  share  or  an 
aggregate  of  $1,530,000  and  the  receipt 
by  Commonwealth  of  said  $1,530,000,  and 
the  application  and  expenditure  thereof, 
or  an  amount  equal  thereto,  to  the  pay- 
ment of  Southern  Indiana  for  said  addi- 
tional shares. 

4.  The  transfer  and  delivery  by  South- 
ern Indiana  to  the  Service  Company  of 
162  shares  of  the  capital  stock  of  the 
Service  Company,  of  the  par  value  of 
SlOO  per  share,  against  the  payment 
therefor  of  $16,200  by  the  Service  Com- 
pany to  Southern  Indiana. 

5.  TJie  transfer  and  delivery  by  the 
•Service  Company  to  one  or  more  of  its 

stockholders  other  than  Southern  In- 
diana (all  such  other  stockholders  being 
members  of  Commonwealth's  holding 
company  system)  of  said  182  shares  of 
capital  stock  of  the  Service  Company 
against  payment  therefor  to  the  Service 
Company  of  $100  per  share  (or  an  aggre- 
gate of  $16,200  for  all  of  said  shares)  in 
accordance  with  the  proposal  approved 
by  this  Commission  for  allocation,  from 
time  to  time,  of  the  outstanding  4,500 
shares  of  the  capital  stock  of  the  Service 
Company  among  its  stockholders  sub- 
stantially In  the  proportions  of  their  re- 
spective gross  revenues  to  the  aggregate 
gross  revenues  of  all  said  stockholders. 


By  the  Commission. 


[seal] 


Orval  L.  DuBois. 

Secretary. 


[P.    R.    Doc.    49-517;    Filed.    Jan.    24.    1949; 
9:02  a.  m.| 


I  File  No.  70  20221 

Middle  West  Corp.  and  Kentucky 
Utilities  Co. 

ORDER   granting   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 


Tuesday,  January  25,  1949 

office  in  the  city  of  Washington.  D.  C.  on 
the  14th  day  of  January  A.  D.  1949. 

The  Middle  West  Corporation  ("Middle 
West"),  a  registered  holding  company, 
and  Us  subsidiary,  Kentucky  Utilities 
Company  ("Kentucky"),  a  public  utility 
company,  having  filed  a  joint  applica- 
tion-declaration and  an  amendment 
thereto,  pursuant  to  sections  9  (a),  7. 
9  (a).  10,  11  (b)  and  12  (f)  of  the  Public 
Utility  Holding  Company  Act  of  1935  and 
Rules  U-42  and  U-43  promulgated  there- 
under. 

The  Commission,  on  January  24,  1944, 
pursuant  to  section  11  (b)  (1)  of  the  act, 
required  Middle  West  to  sever  Its  rela- 
tionship with  certain  of  its  subsidiary 
companies.  Subsequent  thereto.  Middle 
West  submitted  to  its  stockholders  a  pro- 
gram for  effectuating  compliance  with 
section  11  (b)  of  the  act  by  the  liquida- 
tion and  dissolution  of  the  company. 
This  program  was  approved  and  author- 
ized by  the  stockholders  of  Middle  West. 
In  furtherance  of  such  program  Middle 
West  proposes  the  following  transac- 
tions : 

Middle  West,  the  owner  of  all  the  out- 
standing common  stock  of  Kentucky, 
consisting  of  1.655,000  shares  of  $10  par 
value,  proposes  to  distribute  on  Janu- 
ary 27,  1949,  to  its  stockholders  of  rec- 
ord on  December  28,  1948,  one  share  of 
Kentucky's  common  stock  for  each  two 
shares  of  Middle  West  common  stock 
held.  In  lieu  of  fractional  shares.  Mid- 
dle West  will  distribute  to  its  stockhold- 
ers non-dividend  bearing  and  non- 
voting scrip  certificates  of  Kentucky. 
These  certificates,  which  will  be  in 
bearer  form,  will  be  Issued  by  Kentucky 
to  Middle  West  in  exchange  for  full 
shares  of  Kentucky  common  stock.  By 
their  terms,  the  scrip  certificates  will  be- 
come void  after  December  31,  1953,  but 
on  or  before  said  date  such  certificates, 
when  combined  with  other  scrip  certifi- 
cates in  amounts  equal  in  the  aggregate 
to  one  or  more  full  shares  of  common 
stock,  may  be  surrendered  to  Ken- 
tucky in  exchange  for  full  shares  of  com- 
mon stock.  It  is  estimated  that  scrip 
certificates  representing  5,300  shares  of 
common  stock  of  Kentucky  will  be  Is- 
sued. Said  shares  of  common  stock,  to 
the  extent  not  delivered  against  the  sur- 
render of  scrip  certificates,  will  be  can- 
celled upon  the  expiration  of  such  scrip 
certificates. 

Middle  West  reserves  the  right  to  fix 
a  reasonable  period  of  time  upon  the 
expiration  of  which  all  rights  of  stock- 
holders of  Middle  West  who  cannot  be 
located  in  such  period  and  on  behalf  of 
whom  no  valid  claim  is  made  during 
such  period,  shall  cease  and  determine, 
subject,  however,  to  the  approval  of  this 
Commission  with  respect  to  such  period 
of  time,  the  conditions  to  be  complied 
with  and  the  steps  to  be  taken  to  make 
operative  the  right  so  reserved. 

Middle  West  further  proposes,  after 
the  proposed  distribution  of  common 
stock  of  Kentucky,  to  sell  at  the  market 
price  the  1,349  shares  of  common  stock 
of  Kentucky  not  required  or  reserved 
for  distribution  either  in  connection 
with  the  present  proposal  or  the  distri- 
bution to  be  made  on  13.083.55  shares  of 
Middle  West  stock  reserved  under  the 
No.  15 2 
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plan  of  reorganization  of  Middle  West 
Utilities  Company,  predecessor  of  Mid- 
dle West. 

Middle  West's  expenses  in  connection 
with  the  proposed  transactions  are  esti- 
mated at  $10,775,  Including  $175  for  legal 
services.  Kentucky  anticipates  no  legal 
expense  and  has  estimated  Its  other  ex- 
penses at  $12,200. 

Said  application-declaration  having 
been  filed  on  December  23,  1948,  and  the 
amendment  thereto  having  been  filed  on 
January  6,  1949,  and  notice  of  said  fil- 
ings having  been  duly  given  in  the  form 
and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act.  and 
the  Commission  not  having  received  a 
request  for  hearing  with  respect  to  said 
application-declaration  within  the  pe- 
riod specified,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission  that 
no  Federal  commission,  other  than  this 
Commission  and  no  State  commission 
has  jurisdiction  over  the  proposed  trans- 
actions; and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  the  rules  and  regulations 
promulgated  thereunder  are  satisfied 
and  that  no  adverse  findings  are  neces- 
sary with  respect  to  said  application- 
declaration,  as  amended,  and  the  Com- 
mission deeming  it  appropriate  In  the 
public  Interest  and  in  the  interest  of  in- 
vestors and  consumers  that  said  joint 
application-declaration,  as  amended,  be 
granted  and  permitted  to  become  effec- 
tive, subject  to  the  terms  and  conditions 
set  forth  below,  and  that  the  request  of 
applicants-declarants  that  the  Commis- 
sion's order  be  accelerated  and  become 
effective  forthwith  be  granted;  and 

Middle  West  and  Kentucky  having  re- 
quested that  the  Commission  enter  an 
appropriate  order  approving  and  permit- 
ting to  become  effective  the  application- 
declaration  and  that  said  order  conform 
to  the  requirements  of  sections  371,  372, 
373  and  1808  (f )  of  the  Internal  Revenue 
Code,  as  amended,  and  the  Commission 
finding  that  the  transactions  proposed 
in  the  said  application-declaration  are 
necessary  or  appropriate  to  effectuate 
the  provisions  of  section  11  (b)  of  the  act, 
and  the  Commission  deeming  It  appro- 
priate to  grant  the  request  of  applicants- 
declarants: 

It  is  ordered.  That,  pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act,  said  joint  application-declaration,  as 
amended,  of  Middle  West  and  Kentucky 
be,  and  the  same  hereby  Is,  granted  and 
permitted  to  become  effective  forthwith 
subject,  however,  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24.  and  sub- 
ject to  the  further  condition  that  juris- 
diction be  reserved  with  respect  to  all 
accounting  entries  proposed  to  be  made 
by  Middle  West  in  connection  with  the 
transactions  herein. 

It  is  further  ordered,  That  jurisdiction 
be,  and  hereby  is,  reserved  to  take  such 
further  action  as  may  be  necessary  with 
respect  to  the  determination  of  the  rights 
of  stockholders  of  Middle  West  who  can- 
not be  located,  and  on  behalf  of  whom 
no  valid  claim  Is  made,  to  participate  in 
the  distribution  of  full  shares  of  common 
stock  of  Kentucky  proposed  to  be  made 
by  Middle  West. 
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It  is  further  ordered  and  recited,  That 
the  distribution  by  Middle  West  to  its 
stockholders  of  record  at  the  close  of 
business  on  December  28.  1948  (including 
stockholders  for  whom  shares  of  Middle 
West  have  been  reserved  for  Issue  upon 
conversion  of  scrip  certificates  issued  un- 
der the  plan  of  reorganization  of  Middle 
West  Utilities  Company  and/or  shares 
reserved  for  issue  upon  surrender  of  out- 
standing certificates  of  deposit  issued  by 
depositories  for  committees  and  by  re- 
ceivers in  proceedings  for  the  reorgani- 
zation of  Middle  West  Utilities  Com- 
pany), as  one  of  a  series  of  distributions 
in  complete  liquidation  of  The  Middle 
West  Corporation,  of  one  (1)  share  of 
common  stock  of  Kentucky  of  the  par 
value  of  $10  for  each  two  (2)  shares  of 
common  stock  of  Middle  West  outstand- 
ing or  reserved  on  said  date;  the  distri- 
bution by  Middle  West  to  its  stockholders 
of  non-dividend  bearing  and  non-voting 
scrip  certificates  In  bearer  form  to  be 
issued  by  Kentucky  in  lieu  of  fractional 
shares  of  stock  of  Kentucky;  the  issue  by 
Kentucky  of  said  scrip  certificates  to 
Middle  West;  the  surrender  or  transfer 
by  Middle  West  to  Kentucky  of  full  shares 
of  common  stock  of  Kentucky,  represent- 
ing said  fractional  shares,  in  exchange 
for  said  scrip  certificates;  and  the  sur- 
render or  transfer  of  full  shares  of  its 
common  stock  by  Kentucky  in  exchange 
for  scrip  certificates  representing  said 
shares,  on  surrender  of  scrip  certificates 
distributed  by  Middle  West;  all  In  the 
manner  provided  In  the  application-dec- 
laration filed  in  this  proceeding,  are  and 
each  is.  necessary  or  appropriate  to  the 
Integration  or  simplification  of  the  hold- 
ing company  system  of  Middle  West  and 
are  necessary  or  appropriate  to  effectu- 
ate the  provisions  of  section  11  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935. 

It  is  further  ordered  and  recited.  That 
the  sale  and  transfer  by  Middle  West  of 
1.349  shares  of  common  stock  of  Ken- 
tucky of  the  par  value  of  $10  each  are 
necessary  or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  act. 

By  the  Commission. 


[Seal] 


Orval  L.  DuBois, 

Secretary. 


[P.   R.    Doc.    49-516;     Piled,    Jan.    24,    1949; 
9:02  a.  m.| 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

ADTHORrry:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

(Vesting  Order  12622] 
Albert  Horstman 

In  re:  Estate  of  Albert  Horstman,  de- 
ceased. Pile  No.  I>-28-7539;  E.  T.  sec. 
7866. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 


urkTircc 
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1.  That  Christian  Brandhorst.  Fred- 
erick Brandhorst,  Sophie  Brandhorst. 
Prederlcka  Brandhorst,  Marie  Haupt- 
mann,  and  Anna  Faust,  whose  last  known 
address  Is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  Maria  E.  Kleine  Horstman. 
who  ther^  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Albert  Horstman, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  H.  C.  Liekweg,  as 
administrator,  acting  under  the  Judicial 
supervision  of  the  District  Court  of  Cerro 
Gordo  County,  Iowa; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Maria 
E.  Kleine  Horstman  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C,  on 
January  5.  1949. 
For  the  Attorney  General. 

[siAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-524:    Filed.    Jan.    24,    1949; 
8:46  a.  m.J 


NOTICES 

1.  That  Maria  Leeha  (nee  Pape). 
Catharine  Margaretha  Willen.  Helnrlch 
Burfeindt  and  Anna  Hink.  whose  last 
known  address  Is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  Estate  of  and  the  Trust  created 
under  the  Will  of  Hermann  Michaelis,  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Anna  Mayer,  as  Ad- 
ministratrix c.  t.  a.,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court  of  New  York  County.  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  r«- 
quipes  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  Untted  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

tSEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-525:    PUed,    Jan.    24,    1949; 
8:46  a.  m.) 


[Vesting  Order  12«3tl 

Hermann  Michaelis 

'  In  re:  Estate  of  and  trust  created  un- 
der the  will  of  Hermann  Michaelis,  de- 
ceased. Pile  No.  D-2&-12497;  E.  T.  sec. 
16712. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  Is  hereby  found: 


lawful  fees  and  disbursements  of  the  said 
E.  R.  Phillpp  and  R.  L.  Guthrie  as  trus- 
tees, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelow. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP.    R.    Doc.    49-526;    Piled.    Jan.    24.    1949; 
8:  46  a.  m.] 


(Vesting  Order   12641] 
H.  A.  Philipp 


In  re :  Estate  of  H.  A.  Philipp.  deceased. 
File  No.  D-2a-12381;  E.  T.  sec.  16609. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Mrs.  Augusta  Pries,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  Mrs.  Augusta  Pries  in  and  to  the 
sum  of  $1,054.68  presently  held  by  E.  R. 
Philipp  and  R.  L.  Guthrie  as  trustees 
pursuant  to  an  order  of  the  County  Court 
of  E>allas  County,  Texas,  dated  November 
3.  1940.  and  any  accumulations  thereon 
subject  however  to  the  deduction  of  any 


(Vesting  Order  12646) 
Hugo  H.  Schmidt 

In  re:  Trust  under  deed  of  Hugo  H. 
Schmidt  dated  November  29.  1935.  File 
No.  D-28-4258  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Stephanie  Schmidt,  Otto 
Llebetrut,  Greta  Kaemph.  Fritz  Llebe- 
trut.  and  Elsa  Llebetrut.  whose  last 
known  address  Is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  issue,  names  unknown,  of 
Elizabeth  Llebetrut.  deceased,  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
November  29.  1935  by  and  between  Hugo 
H.  Schmidt,  grantor,  and  Irving  Trust 
Company  and  Emily  A.  Derenthal,  trus- 
tees, presently  being  administered  by 
Irving  Trust  Company,  One  Wall 
Street.  New  York,  New  York,  and  Em- 
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lly  A.  Derenthal.  409  Beachmont 
Drive.  New  Rochelle,  New  York,  trustees. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Elizabeth 
Llebetrut,  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
.such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 
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The  terms  "national"  and  "designated 
enemy  coimtry"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-527;    Filed,    Jan.    34,    1949; 
8:  46  a.  m.] 


John  M.  Friedle 


NOTICE  or  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 


Claimant 


John  M.  Friodle,  San  Fran- 
cisco, Calif. 


Projierty  and  Ix>cation 


$7,659.06  in  the  Treasury  of  the  I'nited  Stalw. 

Fire  Insurance  policies  insurinit  the  improvements  of  the  projierty  located 
at  4647  CabriUo  St.,  472«  Cabrillo  St.  and  842-844  48th  Ave.,  resitectively 
all  in  San  Francisco,  Calif. 

Personal  property  consisting  of  household  efTects  Including  furniture, 
bedding  and  kitchen  e(|Uii)monl  located  in  the  premises  known  as  iTX 
Cabrillo  St..  San  Francisco.  Calif. 

All  right,  till*,  interest  and  claim  of  any  kind  or  character  whatsoever  of 
Juhn  M.  Friedle  in  and  to  the  Estate  of  Elsie  Cammel  Friedle,  de- 
ceased. 

Real  property  situated  in  the  City  and  County  of  San  Francisco,  Cahf., 
described  as  follows:  Ix)t  IH-E  In  Block  1596.  Lot  31 ,  Lot  37  and  Lot  3S 
in  mock  1690.  Lot  2  and  Lot  3  in  Block  2901 B  as  jier  Map  entitled 
'•Sub<ii vision  #4.  Miraloma  Park".  Lot  25  in  Block  2509.  Lot  3  and 
Ix)t  4  in  Block  6023. 

Real  i)ro|ierty  situate<1  in  El  Cerrito,  Contra  Costa  County,  Calif.,  de- 
scrined  as  follows:  I'ortion  of  Lot  S7  containing  224. 1000  acres  as  desig- 
nated on  the  map  entitled  "Berkeley  County  C\\ib  Terrace  (Unit  No. 
1)  Contra  Costa  (^ounty,  California",  which  map  was  filed  in  the  office 
of  the  Recorder  of  the  County  of  Contra  Costa,  State  of  Califoniia,  on 
SeptenitH-r  18,  1922  in  Volume  18  of  Maps  at  page  402,  described  as 
follows:  CommenrinR  at  the  point  of  intersection  of  the  East  line  of 
Stockton  Avenue  with  the  North  boundary  line  of  Ixit  87  as  per  map 
above  referred  to,  running  thence  along  said  North  boundary  line  of 
said  Lot  87  South  77"  i6'  10"  East  90.91  feel  to  East  boundary  line  of 
said  lyOt  87;  thence  along  said  East  boundary  line  of  said  Lot  87  South 
W  14'  30"  East  87.56  feot;  thence  leaving  said  East  boundary  line  of 
said  Lot  87  North  88°  09"  West  12.'>.48  feet  to  said  East  line  of  said  Stock- 
ton Avenue:  thence  along  saiil  East  line  of  said  Stockton  Avenue  North 
6"  36'  .V)"  East  75  feet:  and  thence  continuing  along  said  East  line  of  said 
Stockton  Avenue  North  on  thearcof  a  circle  of , WO  feet  radius,  deflecting 
to  the  right  of  Eastward  and  tangent  to  last  mentioned  course,  a  dis- 
tance of  25  feet  to  the  point  of  commencement. 


Executed   at   Washington.  D.   C,  on 
January  17.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-532;    Filed.    Jan.    24,    1949; 
8:47  a.  m.J 


I  Vesting  Order  12647) 
Otto  Schmidt 


In  re:  Estate  of  Otto  Schmidt,  de- 
cea.sed.    D-28-9187;  E.  T.  sec.  11897. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 


1.  That  Paul  Schmidt,  Alfred  Schmidt, 
Anna  Stache,  nee  Schmidt,  and  Martha 
Neumann,  nee  Schmidt,  whose  last 
known  address  Is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Otto  Schmidt,  deceased,  is  property  pay- 
able or  deliverable  to.  or  claimed  by.  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  Gerhard  Scholz.  as 
administrator,  acting  under  the  Judicial 
supervision  of  the  Probate  Court  of  the 
State  of  Ohio.  In  and  for  the  County  of 
Hamilton; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
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within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-528;    Piled.    Jan.    24.    1949; 
8:46  a.  m.] 


(Vesting  Order  126561 
Viscount  KnaviRo  Ishii 

In  re:  Bank  account  owned  by  the  p)er- 
sonal  representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Viscount 
Kiklyiro  Ishii  also  known  as  Viscount 
Kikujlro  Ishll.     D-39-18849-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees,  and  distrib- 
utees of  Viscount  Kiklyiro  Ishii  also 
known  as  Viscount  Kikujlro  Ishll,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Japan,  are  nationals  of  a  des- 
ignated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Riggs  National  Bank  of 
Washington,  D.  C,  1503  Pennsylvania 
Avenue  NW.,  Washington,  D.  C,  arising 
out  of  a  checking  account,  entitled  Vis- 
count Kiklyiro  Ishll,  maintained  at  the 
aforesaid  bank,  and  any  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  the  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees  of  Viscount  Kikiyiro 
Ishll  also  known  as  Viscount  Kikujlro 
Ishii.  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Viscount  Kikiyiro 
Ishll  also  known  as  Vi.scount  Kikujlro 
Ishll,  are  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
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be  treated  as  nationals  of  a  designated 
enemy  country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  .certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  Stetes  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country'^as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.    Doc.    49-529:     PUed,    Jan.    24,    1940; 
8:46  a.  m.j 


(Vesting  Order  126591 


Carl  Overhagb  and  Gehtrtid  Overhace 

In  re:  Stock  owned  by  Carl  Overhage. 
also  known  as  Carl  A.  Overhage.  and 
Gertrud  Overhage,  also  known  as  Ger- 
trude Overhage. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Carl  Overhage,  also  known 
as  Carl  A.  Overhage,  and  Gertrud  Over- 
hage, also  known  as  Gertrude  Overhage, 
whose  last  known  addresses  are  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: One  (1)  share  of  $100.00  par  value 
capital  stock  of  the  LaCumbre  Mutual 
Water  Company.  1012  State  Street, 
Santa  Barbara,  California,  a  corporation 
orfjanlzed  under  the  laws  of  the  State  of 
California,  evidenced  by  certificate  num- 
ber 148,  registered  In  the  name  of  Carl 
Overhage  and  (3ertrude  Overhage,  which 
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certificate  is  In  the  custody  of  Carl  P.  J. 
Overhage,  24  North  Goodman  Street, 
Rochester  7,  New  York,  together  with 
all  declared  and  unpaid  dividends  there- 
on, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[sial]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-530;    Piled.    Jan.    24,    1949; 
6:46  a.  m.| 


[Vesting  Order  12671 J 
MaRGaheth  Elsen 


In  re:  Bank  account  owned  by  Mar- 
gareth  Elsen,  also  known  as  Margarethe 
Elsen.     F-28-18788-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 


utive Order  9788,  and  pursuant  to  law. 
after  investlpatlon,  it  is  hereby  found: 

1.  That  Margareth  Elsen.  also  known 
as  Margarethe  Elsen,  whose  last  known 
address  Is  Bitburg,  Gy.  Albachthal 
Strasse  No.  5,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Margareth  Elsen,  also 
known  as  Margarethe  Elsen,  by  The  Na- 
tional City  Bank  of  New  York,  55  Wall 
Street,  New  York,  New  York,  arising  out 
of  a  savings  account,  account  number  A 
105306,  entitled  Miss  Margareth  Elsen, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  oi;  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General. 

[ SEAL  ]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-505:     Piled.    Jan.    19,    1949: 
8:52  a.  m.J 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  thk 
CoMPETinvE  Service 

Part  8 — Promotion.  DmoTioH, 
Reassignment  and  Transfer 

miscellaneous  amendments 

1.  Under  authority  of  i  6.1  (a)  of  Ex- 
ecutive Order  No.  9830.  and  at  the  re- 
quest of  the  agency  concerned,  the  Com- 
mission has  determined  that  the  posi- 
tions ILsted  below  should  be  excepted 
from  the  competitive  service.  Effective 
upon  publication  In  the  Federal  Register, 
paragraph  (c)  Is  added  to  fi  6.114  as  fol- 
lows: 

§  6.114  Executive  Office  of  the  Presi- 
dent.    •     •     • 

(c)  President's  Committee  on  Re- 
ligious <ind  Moral  Welfare  and  Char- 
acter Guidance  in  the  Armed  Forces. 
( 1 )  Three  positions  of  confidential  prin- 
cipal assistant  to  the  Committee. 

(Sec.  6.1  (a),  E.  O.  9830,  12  F.  R.  1259) 

2.  Section  8.106  Is  amended  to  read  as 
follows: 

!  8.106  Promotion  of  substitutes  in 
the  postal  service.  Substitutes  shall  be 
promoted  to  the  first  vacancies  occur- 
ring in  regular  positions  in  the  order 
of  their  original  appointment,  whenever 
there  are  substitutes  of  the  required  sex 
who  are  eligible  and  will  accept,  unless 
.«uch  vacancies  are  filled  by  promotion, 
transfer,  or  reinstatement.  Whenever 
two  or  more  substitutes  are  appointed 
on  the  same  day  the  order  of  promotion 
shall  be  the  order  In  which  their  names 
appeared  on  the  civil  service  register 
from  which  they  were  originally  ap- 
pointed. (Applies  sec.  8,  58  Stat.  389;  5 
U.  8.  C.  857.) 

(R.  S.  1753;  sec.  2,  22  Stat.  403;  5  U.  S.  C. 
631.  633) 

United  States  Civil  Serv- 
ice Commission, 
[SEALl        H.  B.  Mitchell, 

President. 

[P.    R.    Doc.    49-578:    Filed.    Jan.    25,    1949; 
8:49  a.  m.) 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration, Department  of  Agriculture 

SwbchapUr  ft— Farm  Ownership  Leon* 

Part  311— Basic  REGm.ATioNs 

average  values  of  farms  and  investment 
limits 

VoT  the  purposes  of  Title  I  of  the 
Bankhead-Jones  Farm  Tenant  Act,  as 
amended,  average  values  of  efficient 
family-type  farm-management  units 
and  investment  limits  for  the  counties 
identified  below  are  determined  to  be  as 
herein  set  forth.  The  average  values 
and  Investment  limits  heretofore  estab- 
lished for  said  counties,  which  appear  In 
the  tabulations  of  average  values  and  in- 
vestment limits  under  S  311.30,  chapter 
III,  Title  6  of  the  (3ode  of  Federal  Reg- 
ulations, as  reorganized  and  revised  (13 
P.  R.  9376).  are  hereby  superseded  by 
the  average  values  and  investment  limits 
set  forth  below  for  said  counties. 


8UU 

County 

Aver- 
value 

Invppt- 

nient 
limit 

Arkansas  .., -. 

Btmpntead    

Levy 

17.  MM 

8,000 

20,000 

$7,500 

(*.0(J0 

Eddy 

12,000 

(Sec.  41  (i).  60  Stat.  1066;  7  U.  S.  C.  1015 
(1).  Applies  Sees.  3  (a>.  44  (b).  60  Stat. 
1074.  1069;  7  U.  S.  C.  1003  (a),  1018  (b) ) 

Issued  this  18th  day  of  January  1949. 

ISEALl  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

[P.    R.    Doc.    49-569:    Filed.    Jan.    25.    1949; 
8:46  a.  m.] 


Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  B— fxport  and  Div«i»ion  Programs 

(Citrus  Fruit  Export  Program   (Fiscal  Year 
1949) :  Amdt.  1] 

Part  517 — Frdits  and  Berries.  Fresh 

RATES  or  payment 

A  statement  in  the  Federal  Register  of 
December  23.  1948  (13  F.  R.  8248).  has 
(Continued  on  p.  335) 
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Part  311 — Charters  under  Phil- 
ippine Rehabilitation  Act  of 
1946 340 

Title    49 — Transportation    and 
Railroads 

Chapter  I — Interstate  Commerce 
Commission : 
Part  120 — Annual,  special  and 
periodical  reports 340 


redesignated  Part  507,  Citrus  Fruit  Ex- 
port Program  (13  F.  R.  7379)  in  Chapter 
V  of  Title  6  of  the  Code  of  Federal  Regu- 
lations as  'Subpart — Citrus  Fruit  Export 
Program  (Fi.^cal  Year  1949)"  in  "Part 
517 — Fruits  and  Berries.  Fresh"  In  Chap- 
ter IV  of  such  code.  Sections  507.1  to 
507.9  have  been  redesignated  as  §§  517.1 
to  517.9. 

1.  Section  517.3,  as  so  redesignated,  is 
hereby  amended  to  read  as  follows: 

§  517.3  Rates  of  payment.  The  rate 
of  export  payment  by  the  Secretary  for 
California  and  Arizona  products  ex- 
ported from  California  ports,  Texas 
products  exported  from  Texas  ports  and 
Florida  products  exported  from  Florida 
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ports  shall  be  one-fourth  (Vi)  of  the  ex- 
port gross  sales  price  (computed  before 
deduction  of  such  payment),  basis  free 
along  ship  at  such  ports.  The  rate  of 
export  payment  for  products  exported 
from  United  States  ports  other  than 
those  specified  above  shall  be  one-fifth 
( Vs  >  of  the  export  gross  sales  price  (com- 
puted before  deduction  of  such  payment) , 
basis  free  along  ship  at  such  ports.  The 
gross  sales  price  shall  not  exceed  the 
domestic  market  price  of  the  product  on 
the  date  of  sale  and  at  the  p>ort  of  ex- 
portation as  determined  by  the  Secre- 
tary, or  his  representative.  The  total 
amount  invoiced  the  buyer  and  the  Sec- 
retary shall  not  exceed  the  gross  sales 
price  as  described  herein. 

2.  Section  517.4  <b)  (1>  (D,  as  so  re- 
designated, is  hereby  amended  by  de- 
leting everything  preceding  the  colon  in 
the  first  sentence  and  substituting  the 
following: 

(1)  Grades.  (i)  Florida  or  Texas 
fresh  oranges,  grapefruit,  and  tanger- 
ines shall  meet  the  requirements  for 
standard  pack  provided  that  such  fruit 
shall  be  Individually  wrapped  or  packed 
in  boxes  lined  with  diphenyl  paper,  or 
blind  packed,  i.  e.,  fruit  on  the  top.  bot- 
tom, and  sides  of  the  box  shall  be  Indi- 
vidually wrapped.  When  wrapped,  each 
fruit  shall  be  fairly  well  enclosed  in  its 
Individual  wrapper.  The  fruit  shall  also 
meet  the  requirements  for  U.  S.  No.  2 
Grade  or  better,  as  defined  in  the  latest 
respective  "United  States  Standards" 
for  these  fruits,  and  shall  also  meet  the 
following  standards  for  export: 

(Sec.  32,  49  Stat.  774.  as  amended;  sec. 
112  (f).  Pub.  Law  472,  80th  Cong.,  7 
U.  S.  C.  612c) 

Effective  date.  This  amendment  shall 
become  eflective  at  12:01  a.  m.,  e.  s.  t., 
January  31,  1949. 

Dated  this  19th  day  of  January  1949. 

[sBALl  Ralph  S.  Trigg. 

Authorized  Representative  of 
the  Secretary  of  Agriculture. 

IP.    R.    Doc.    49-608;    Piled,    Jan.    25,    1949; 
9:02  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Paht  201 — Federal  Seed  Act 
Regulations 

miscellaneous  amendments 

Pursuant  to  the  authority  vested  In 
the  Secretary  of  the  Treasury  and  the 
Secretary  of  Agriculture  by  the  Federal 
Seed  Act  (7  U.  S.  C.  1551-1610),  the 
joint  regulations  of  the  Secretary  of 
the  Treasury  and  the  Secretary  of  Agri- 
culture under  the  Federal  Seed  Act  (7 
CFR,  Cum.  Supp.  201.201-201.231,  as 
amended)  are  hereby  amended  as  fol- 
lows: 

1.  Wherever  In  §§  201.201  through 
201.231  the  phrase  "Assistant  Adminis- 
trator for  Regulatory  and  Marketing 
Service  work,  Production  and  Marketing 
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Administration"  appears.  It  Is  deleted 
and  the  phrase  "Administrator  of  the 
Production  and  Marketing  Administra- 
tion" Is  substituted  in  lieu  thereof. 

2.  Section  201.220  is  amended  by  de- 
leting the  phrase  "(OfHcial  Title*"  and 
the  comma  immediately  preceding  it  the 
first  time  such  phrase  appears  in  the 
form  of  "Certification  of  Origin  by  For- 
eign OfiBcial"  in  paragraph  (a)  of  said 
section,  and  by  deleting  the  word 
"(Name)"  in  the  form  of  "Declaration 
of  Origin  by  Shipper"  in  paragraph  (b) 
of  said  section. 

Effective  date.  The  foregoing  amend- 
ments shall  be  effective  upon  their  pub- 
lication in  the  Federal  Register. 

Since  the  foregoing  amendments  are 
merely  formal,  it  is  found  upon  good 
cause  that  notice  and  public  procedure 
on  such  amendments  under  section  4  of 
the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003)  are  Impracticable  and  un- 
necessary and  good  cause  is  found  under 
said  section  for  issuance  of  such  amend- 
ments effective  less  than  30  days  after 
their  publication  in  the  Federal  Register. 

(53  Stat.  1275,  as  amended;  7  U.  S.  C. 
1551-1610) 

Done  at  Washington,  D.  C,  this  27th 
day  of  December  1948.  Witness  my  hand 
and  the  seal  of  the  United  States  Depart- 
ment of  Agriculture. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

Witness  my  and  and  the  seal  of  the 
United  States  Treasury  Department. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

(P.   B.    Doc.    49-610:    Filed,    Jan.    25,    1949; 
9:02  a.  m.] 


Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

(Quarantine  58] 

P/JiT  301 — Domestic  Quarantine  Notices 

PUERTO  RICAN  FRUITS  AND  VEGETABLES;  PRE- 
FLIGHT  INSPECTION  AND  CERTIFICATION 
OF  AIRCRAFT,  CARGO,  ETC. 

On  December  3,  1948.  there  was  pub- 
lished in  the  Federal  Register  (13  F.  R. 
8814) ,  a  notice  of  a  proposed  amendment 
of  the  regulations  supplemental  to  Quar- 
antine No.  58  relating  to  Puerto  Rican 
fruits  and  vegetables  (7  CFR  Cum.  Supp. 
301.58-1  through  301.58-14)  under  sec- 
tion 8  of  the  Plant  Quarantine  Act  of 
1912.  as  amended  (7  U.  S.  C.  161 ) .  After 
due  consideration  of  all  relevant  matters 
presented,  including  the  proposals  set 
forth  in  the  notice,  and  pursuant  to  said 
section  8  of  the  Plant  Quarantine  Act. 
said  regulations  are  hereby  amended  by 
adding  thereto  a  new  section  reading  as 
follows : 

§  301.58-15  Special  provisions  for  pre- 
flight  inspection  in  Puerto  Rico  of  air- 
f^raft,  cargo,  etc.  Notwithstanding  any 
other  provisions  in  the  regulations  in  this 
subpart,  any  aircraft  proceeding  from 
Puerto  Rico  to  or  through  any  other  Ter- 
ritory, State,  or  District  of  the  United 
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States,  and  its  cargo  and  stores,  and  the 
baggage  and  other  personal  belongings  of 
Its  passengers  and  crew  members,  may 
at  the  discretion  of  an  inspector,  be  in- 
spected as  provided  in  this  section  im- 
mediately {)rior  to  the  departure  of  such 
aircraft  from  Puerto  Rico,  in  lieu  of  In- 
spection at  port  of  debarkation,  and  the 
provisions  of   15   301.58-4  and  301.58-6 
through  301  58-12  shall  not  apply  to  such 
aircraft,  cargo,  stores,  baggage,  and  per- 
sonal belongings  which  are  so  inspected. 
When  such  aircraft,  cargo,  stores,  bag- 
gage, and  personal  belongings  have  been 
so  inspected  and  found  free  of  articles 
or  insects,  the  movement  of  which  is  pro- 
hibited by  §  301.58  and  the  regulations  in 
this  subpart,  the  inspector  shall  Issue  a 
certificate  to  that  effect  for  delivery  to 
the  aircraft  commander  as  evidence  for 
later  presentation  at  the  port  of  debarka- 
tion that  such  inspection  has  been  made. 
Any  aircraft  found  upon  such  preflight 
inspection  to  contain  or  to  be  contami- 
nated with  any  articles  or  Injurious  In- 
sects, the  movement  of  which  is  prohib- 
ited by  §  301.58  and  the  regulations  In 
this  subpart,  shall  be  disinfected  by  the 
person  in  charge  or  In  possession  of  such 
aircraft,  under  the  supervision  of  an  in- 
spector anxl  in  manner  prescribed  by  him, 
before  it  rill  qualify  for  such  a  certifi- 
cate.   When,  for  any  other  reason,  in  the 
Judgment  of  the  inspector  a  hazard  of 
spread  of  injurious  insects  is  presented  in 
the  movement  of  aircraft  to  be  given  pre- 
flight inspection,  disinfection  of  such  air- 
craft, by   the  inspector  or,  under   his 
supervision,  by  the  person  in  charge  or 
possession  of  the  aircraft,  may  be  re- 
quired by  the  inspector  before  the  air- 
craft will  qualify  for  such  a  certificate. 
Articles      authorized      movement      in 
5  301.58-3  must  be  Inspected  and  certi- 
fied, or  otherwise  approved  by  the  in- 
spector for  movement,  before  bei.ig  taken 
aboard  any  aircraft  as  cargo,  stores,  bag- 
gage, or  otherwise,  when  such  aircraft 
Is  to  be  given  preflight  inspection,  and 
must  in  other  respects  comply  with  the 
requirements  of  §§  301.58-3  and  301.58-5 
except  insofar  as  contrary  provision  Is 
made  in  this  section. 

This    amendment    shall    be    effective 
January  26.  1949. 

The  purpose  of  this  amendment  is  to 
authorize  the  preflight  inspection  and 
certification  at  the  port  of  embarkation 
In  Puerto  Rico  of  aircraft  proceeding  to 
other  Territories,  States,  or  Districts  of 
the  United  States,  and  the  cargo,  etc.  of 
such  aircraft,  and  otherwise  to  facilitate 
compliance  by  operators  of  aircraft  so 
Inspected  with  the  requirements  of  the 
regulations  supplemental  to  quarantine 
No.  58  relating  to  Puerto  ilican  fruits  and 
vegetables.  At  the  present  time,  the  reg- 
ulations in  this  subpart  permit  Inspec- 
tion and  clearance  of  aircraft  only  at  the 
port  of  debarkation  outside  of  Puerto 
Rico.  The  amendment  is  therefore  a  re- 
lieving of  restrictions.  As  such  it  is 
within  the  exception  in  section  4  (c)  of 
the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003  (O).  and  may  properly  be 
made  effective  less  than  30  days  after  its 
publication  in  the  Ft^t^sL  Register. 

(Sec.   8,  37  Stat.   318,  as  amended;    7 
U.  S.  C.  161) 
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E)one  at  the  city  of  Washington  this 
18th  day  of  January  1949.  Witness  my 
hand  and  the  seal  of  the  United  States 
Department  of  Agriculture. 


rsEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

[P.    R.    Doc.    49-570;    Filed,    Jan.    25.    1949; 
8:4«  a.  m.) 


TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics 
Administration 

lAmdt.  17] 

Part  601  —  Designation  or  Control 
Areas.  Control  Zones,  and  Reporting 
Points 

miscellaneous  amendments 
Correction 

In  F.  R.  Document  48-11310.  appear- 
ing in  the  issue  of  Wednesday.  Decem- 
ber 29,  1948.  at  page  8604,  make  the  fol- 
lowing change: 

In  column  3,  page  8605.  subparagraph 
(145)  change  the  word  "including"  In 
the  tenth  line  to  read  "excludtng". 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 

Domestic  Commerce,  Department  of 

Commerce 

[3d  General  Revision  of  Export  Regs., 
Amdt.  38) 

Part  373 — Licensing  Polictes  and 
Related  Special  Provisions 

export  ucensing  general  policy 

Section  373.2  Export  licemnrtg  gen- 
eral policy  is  amended  In  the  following 
particulars: 

Paragraph  (b)  Evidence  of  accepted 
order  is  amended  to  read  as  follows: 

(b>  Accepted  orders:  evidence  and 
certification  in  lieu  thereof— (.1)  Ac- 
cepted order.  Exporters  are  required  to 
hold,  in  connection  with  each  license  ap- 
plication for  commodities  set  forth  in 
paragraph  (h)  of  this  section,  an  ac- 
cepted order  covering  the  transaction  be- 
tween the  applicant  and  the  foreign 
buyer.  Such  transactions  may,  never- 
theless, be  conditioned  upon  satisfactory 
payment  arrangements  or  upon  the  Issu- 
ance of  an  export  license,  import  permit, 
exchange  permit  or  such  other  govern- 
ment document  as  may  be  required. 

(2)  Evidence  of  accepted  order.  Evi- 
dence of  an  accepted  order  may  take  the 
form  of  an  original  or  photostat  copy  of 
either  the  contract  signed  by  both  the 
exporter  and  importer,  or  of  letters,  tele- 
grams, cables  or  other  documents  result- 
ing In  a  contract  between  the  applicant 
and  the  foreign  buyer.  Evidence  of  an 
accepted  order,  as  provided  herein,  must 
be  submitted  with  license  applications 
for  the  following  commodities: 

(1)  Surplus  and  reject  iron  and  steel 
products  having  the  processing  code 
STEE. 

(ii)  Unrated  tinplate  of  the  following 
descriptions: 


Schedule 
BSo. 

For  reimport  to  the  United  States  as 

food    containers --- 604100 

Waste-waste    strips,   rings,    and    cir- 
cles   601300  and  601400 

Tinplate  decorated,  embossed  or  oth- 
erwise advanced,  etc 620998 

Idle  and  exce^is  stock  (mill  accumu- 
lations)   604100 

(Hi)  Small  orders.  Evidence  of  ac- 
cepted orders,  as  provided  for  in  this 
paragraph,  need  not  be  submitted  where 
the  amount  of  the  transaction  covered  by 
the  application  is  not  more  than  $100  in 
value  or  not  more  than  twice  the  GLV 
value  of  the  named  commodity,  which- 
ever Is  higher.  However,  the  exporter 
must  keep  such  evidence  available  for 
inspection  upon  request  by  the  Depart- 
ment of  Commerce  for  three  years  from 
date  of  receipt  of  the  application. 

(3»  Certification  as  to  accepted  order. 
(1)  With  re.spect  to  license  applications 
covering  Positive  List  commodities  with 
the  processing  code  symbol  LUMB.  dif- 
fusion pump  oils  (Schedule  B  No, 
829980)  and  the  commodities  listed  in 
paragraph  (h)  of  this  section,  an  appli- 
cant shall.  In  lieu  of  submitting  evidence 
of  an  accepted  order,  certify  in  the  fol- 
lowing form  that  he  does  have  an  ac- 
cepted order  for  the  commodities  cov- 
ered In  the  application  and  that  he  will 
keep  and  make  available  to  the  Office  of 
International  Trade  the  relevant  docu- 
ments or  records: 

As  a  material  representation  In  connection 

with  this  application 

(Applicant's  reference 
number^ 
I  (we)  certify  that  It  represents  a  request 
to  export  commodities  which,  subject  only 
to  conditions  beyond  the  control  of  either 
the  applicant  or  named  purchaser,  the  named 
purchaser  has  been  contracted  to  buy  from 
the  applicant,  and  the  applicant  has  con- 
tracted to  sell  to  the  named  purchaser.  This 
application  accurately  reflects  the  terms  of 
this  contract.  The  documents  or  records 
evidencing  this  contract  will  be  kept  by  this 
applicant  for  three  years  from  the  date  of 
receipt  of  the  application  and  will  be  made 
available  to  the  Office  of  International  Trade 
upon  demand. 

The  above  certification  must  be  set 
forth  on  the  face  or  reverse  side  of  the 
duplicate  copy  of  the  application  or  an 
attachment  thereto.  If  the  certification 
is  made  on  an  attachment  to  the  license 
application,  it  must  be  signed  by  the  ap- 
plicant or  an  officer  or  a  duly  authorized 
agent  of  the  applicant  In  the  same  man- 
ner as  the  application  Itself. 

(ii)  Where  the  tran-saction  between 
the  applicant  and  purchaser  or  ultimate 
consignee  does  not  involve  a  normal  pur- 
chase and  sale  contract  in  the  customary 
form  or  where  for  other  stated  reasons 
the  prescribed  certification  Is  inappli- 
cable, the  applicant  should  submit  a  full 
description  of  the  nature  of  such  trans- 
action in  writing  to  the  Director,  Com- 
modities Divi.slon,  Office  of  International 
Trade.  Washington  25.  D.  C.  with  a  re- 
quest for  permission  to  .substitute  a  pro- 
po.sed  certification  to  fit  the  particular 
situation. 

(4)  Representations:  changes  in  ac- 
cepted orders.  The  answers  to  all  ques- 
tions in  the  application  shall  be  deemed 
to  be  continuing  representations  of  the 
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existing  facts  or  circumstances.  Any 
material  or  substantive  change  In  the 
terms  of  the  contracts  as  reflected  In  the 
application  or  any  certification  made  in 
connection  therewith,  whether  a  license 
has  t)een  granted  or  the  application  is 
still  under  consideration,  shall  be 
promptly  reported  to  the  Office  of  In- 
-ternational  Trade. 

(Sec.  6,  54  Stat.  714;  55  Stat.  206:  56 
Stat.  463;  58  Stat.  671;  59  Stat.  270; 
60  Stat.  215;  61  Stat.  214;  61  Stat.  321; 
Pub.  Law  395.  80th  Cong.;  50  U.  S.  C. 
App.  and  Sup.  701.  702;  E.  O.  9630.  Sept. 
27.  1945.  10  P.  R.  12245;  E.  O.  9919.  Jan.  3. 
1948.  13  F.  R.  59) 

This  amendment  shall  become  effective 
as  of  December  24.  1948. 

Dated:  January  18.  1949. 

Francis  McIntyre, 
Assistant  Director. 
Office  of  International  Trade. 

I  P.    R.    Doc.    4»-fl01;    Filed.    Jan.    25,    1949; 
8:57  a.  m.j 


TITLE  24— HOUSING  AND  HOUS- 
ING CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

I  Controlled  Rooms  In  Rooming  Rouses  and 
Other  EstabllshmenU  Rent  Reg., '  Amdt. 
611 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947.  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Hoases  and  Other 
Establishments  (JS  825.81  to  825.92)  Is 
hereby  amended  In  the  following  re- 
spects: 

1.  Schedule  B.  Item  37,  Is  hereby  re- 
voked effective  as  of  December  27,  1948: 
Provided,  however.  That  the  Increase  In 
maximum  rents  heretofore  made  by  said 
Item  37  for  housing  accommodations 
which  are  not  included  In  the  first  para- 
graph of  the  new  Item  37  Incorporated 
In  Schedule  B  by  this  Amendment  61, 
shall  remain  in  effect  for  the  period  De- 
cember 27.  1948.  to  January  25. 1949.  both 
dates  inclusive. 

2.  A  new  Item  37  Is  hereby  Incorpo- 
rated in  Schedule  B,  to  read  as  follows: 

37.  Provisions  relating  to  Jamestown  De- 
fense-Rental Area.  8Ute  of  New  York: 

Increase  in  maximum  rents  based  upon 
the  recommendation  of  the  Local  Advisory 
Board  and  the  order  of  the  Emergency  Court 
of  Appeals.  Effective  as  of  December  27, 
1948.  an  Increase  of  20  percent  Is  hereby 
authorized  In  the  maximum  rents  of  those 
housing  accommodations  In  the  Jamestown, 
New  York.  Defense- Rental  Area,  for  which 
(a)  the  maximum  rent  was  first  determined 
under  section  4  (a)  of  the  Rent  Regulation 
for  Transient  Hotels,  Residential  Hotels. 
Rooming  Houses  and  Motor  Courts.  Issued 
pursuant  to  the  Emergency  Price  Control  Act 
of  1942.  as  amended,  or  (b)  the  maximum 
rent  was  fixed  by  an  order  entered  prior  to 
November  27,  1948  under  the  applicable  rent 


'  13  P.  R.  5750.  6789,  5876,  6937,  5938.  6247, 
6263,  8411,  6556.  6882.  6911.  7299.  7672,  7801, 
7662,  8218,  8328.  8388;  14  F.  R.  18. 
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regulation  fixing  the  maximum  rent  on  the 
basis  of  the  rent  generally  prevailing  In  the 
defense-rental  area  for  comparable  housing 
accommodations  on  March  1.  1942:  Provided, 
however.  That  where  an  adjustment  was 
heretofore   ordered   on   or   after   August   22, 

1947  under  $825.85  (a)  (9)  the  amount  of 
such  adjustment  shall  be  excluded  In  deter- 
mining the  Increased  maximum  rent:  i4nd 
provided  further.  That  where  housing  ac- 
commodations are  or  were  covered  by  a  lease 
as  described  In  section  204  (b)  (2)  or  204  fb) 
(3)  of  the  Housing  and  Rent  Act  of  1947,  as 
amended,  (a)  the  Increase  hereby  authorized 
shall  apply  only  after  such  lea.se  has  termi- 
nated, (b)  the  amount  of  rent  Increase  which 
was  effected  by  the  lease  shall  be  excluded 
(In  addition  to  any  applicable  exclusions 
under  the  first  proviso  clause  hereof)  In  de- 
termining the  Increased  maximum  rent  and 
(c)  the  increased  maximum  rent  shall  In  no 
event  exceed  115  percent  of  the  maximum 
rent  which  would  be  In  effect  on  March  30, 

1948  In  the  absence  of  such  a  lease,  plus  or 
minus  (as  the  case  may  be)  the  amount  of 
all  Individual  adjustments  ordered  after 
March  30,  1948. 

Any  maximum  rent  which  Is  substan- 
tially lower  than  the  rent  generally  pre- 
vailing In  said  defense-rental  area  for 
comparable  hou.sing  accommodations  on 
March  1.  1942  plus  20  percent  shall  be 
eligible  for  adjustment  on  the  basis  of 
such  generally  prevailing  rent  plus  20 
percent,  on  the  filing  of  an  Individual  pe- 
tition for  adjustment  under  §  825.85  <a) 
(8). 

All  provisions  of  5§  825.81  to  825.92  In- 
.sof  ar  as  they  are  applicable  to  the  James- 
town. New  York.  Defense -Rental  Area 
are  hereby  amended  to  the  extent  nec- 
essary to  carry  these  provisions  Into 
effect. 

•  Sec.  204  (d^  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(e),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e) 

This  amendment  .shall  become  effec- 
tive as  of  December  27,  1948. 

Issued  this  19th  day  of  January  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
61  to  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Rooming  Houses  and 
Other  Establishments 

Effective  November  27,  1948.  Amend- 
ment No.  51  was  i.-^sued  granting  a  rent 
increase  in  the  Jamestown,  New  York, 
Defense-Rental  Area.  This  amendment 
was  based  upon  a  recommendation,  made 
by  the  Local  Advisory  Board  for  said  De- 
fense Rental  Area,  for  a  rent  increase  of 
20  percent  applicable  to  current  maxi- 
mum rents  for  all  housing  accommoda- 
tions In  said  Defen.se-Rental  Area. 
Amendment  jl  granted  a  rent  increase 
of  8  percent  which  was  made  applicable 
to  current  maximum  rents  for  all  hous- 
ing accommodations  in  said  Defense- 
Rental  Area. 

After  Issuance  of  Amendment  No.  51, 
the  recommendation  of  the  Local  Ad- 
visory Board,  together  with  other  related 
documents,  was  filed  with  the  Emergen- 
cy Court  of  Appeals,  pursuant  to  section 
204  (e)  (4)  of  the  Housing  and  Rent  Act 
of  1947,  as  amended.  On  December  27. 
1948,  the  Emergency  Court  of  Appeals 
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entered  an  order  approving  the  recom- 
mendation of  the  Local  Advisory  Board  to 
the  extent  of  a  rent  increase  of  20  per- 
cent, such  rent  increase  to  be  applied  to 
the  current  maximum  rent  for  only  cer- 
tain classes  of  housing  accommodations, 
and  on  January  17.  1949  the  Court  en- 
tered an  amended  order  clarifying  the 
provisions  as  to  the  clas.ses  of  housing 
accommodations  to  which  said  rent  in- 
crease shall  apply. 

Accordingly,  this  amendment  is  being 
Issued,  effective  as  of  December  27,  1948, 
to  effectuate  the  recommendation  of  the 
Local  Advisory  Board  to  the  extent  and  in 
the  manner  approved  by  the  Emergency 
Court  of  Appeals. 

[P.    R.    Doc.    49-604:    Filed,    Jan.    25,    1949; 
9:00  a.  m.l 


(Controlled  Housing  Rent  Reg.  Amdt.  63'] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  ilousing  Rent  Regula- 
tion (§8  825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  Schedule  B,  Item  36,  is  hereby  re- 
voked effective  as  of  December  27,  1948; 
Provided,  however.  That  the  increase  in 
maximum  rents  heretofore  made  by  said 
Item  36  for  housing  accommodations 
which  are  not  included  in  the  first  para- 
graph of  the  new  Item  36  incorporated 
in  Schedule  B  by  this  Amendment  63, 
shall  remain  in  effect  for  the  period  De- 
cember 27,  1948  to  January  25, 1949.  both 
dates  inclusive. 

2.  A  new  Item  36  is  hereby  incorpo- 
rated in  Schedule  B,  to  read  as  follows: 

36.  Provisions  relating  to  Jamestown  De- 
fense-Rental Area,  State  of  New  York: 

Increase  in  maximum  rents  based  upon 
the  recommendation  of  the  Local  Adinaory 
Board  and  the  order  of  the  Emergency  Court 
of  Appeals.  Effective  as  of  December  27, 
1948,  an  Increase  pf  20  percent  Is  hereby 
authorized  In  the  maximum  rents  of  those 
housing  accommodations  in  the  Jamestown, 
New  York,  Defense-Rental  Area,  for  which 
(a)  the  maximum  rent  was  first  determined 
under  section  4  (a)  or  4  (b)  of  the  Rent 
Regtilatlon  for  Housing,  issued  pursuant  to 
the  Emergency  Price  Control  Act  of  1942, 
as  amended,  or  (b)  the  maximum  rent  was 
fixed  by  an  order  entered  pner  to  November 
27.  1948  under  the  applicable  rent  regula- 
tion fixing  the  maximum  rent  on  the  basis 
of  the  rent  generally  prevailing  In  the  de- 
fense-rental area  for  comparable  housing 
accommodations  on  March  1,  1942:  Provided 
however.  That  where  any  adjUEtraent  was 
heretofore  ordered  on  or  after  August  22, 
1947  under  J  825.5  (a)  (12)  or  5  825.5  (a) 
(16)  the  amount  of  such  adjustment  shall 
be  excluded  In  determining  the  increased 
maximum  rent:  And  provided  further.  That 
where  housing  accommodations  are  or  were 
covered  by  a  lease  as  described  in  section 
204  (b)  (2)  or  204  (b)  (3)  of  the  Housing 
and  Rent  Act  of  1947,  as  amended,  (a)  the 
Increase  hereby  authorized  shall  apply  only 
after  such  lease  has  terminated,  (b)  the 
amount  of  rent  Increase  which  was  effected 
by  the  lease  shall  be  excluded  (in  addition 


>  13  P.  R.  5706,  5788.  5877,  5937.  6246.  6283, 
6411.  6556.  6881.  6910.  7299,  7671,  7601.  71(62, 
8217,  6327,  8386i  14  F.  R.  17,  98. 
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to  any  applicable  exclusions  under  the  flrst 
proviso  clause  hereof)  In  determining  the 
Increased  maximum  rent  and  (c)  the  In- 
creased maximum  rent  shall  in  no  event 
exceed  115  percent  of  the  maximum  rent 
which  would  be  In  effect  on  March  30,  1SJ48 
In  the  absence  of  such  a  lease,  plus  or  minus 
(as  the  case  may  be)  the  amount  of  all  in- 
dividual adjustments  ordered  after  March 
30.  1948. 

Any  maximum  rent  which  is  substan- 
tially lower  than  the  rent  generally  pre- 
vailing in  said  defense-rental  area  for 
comparable  housing  accommodations  on 
March  1.  1942  plus  20  percent  shall  be 
eligible  for  adjustment  on  the  basis  of 
such  generally  prevailing  rent  plus  20 
percent,  on  the  filing  of  an  individual 
petition  for  adjustment  under  §  825.5 

(a)   (11). 

All  provisions  of  §§  825.1  to  825.12  inso- 
far as  they  are  applicable  to  the  James- 
town. New  York.  Defense-Rental  Area 
are  hereby  amended  to  the  extent  neces- 
sary to  carry  these  provisions  into  effect. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(e)  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e)) 

This  amendment  shall  become  effective 
as  of  December  27,  1948. 

Issued  this  19th  day  of  January  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment  63 
to  the  Controlled  Housing  Rent  Regu- 
lation 

Effective  November  27.  1948.  Amend- 
ment No.  51  was  issued  granting  a  rent 
Increase  in  the  Jamestown,  New  York, 
Defense-Rental  Area.  This  amendment 
was  based  upon  a  recommendation  made 
by  the  Local  Advisory  Board  for  said 
Defease-Rental  Area,  for  a  rent  increase 
of  20  percent  applicable  to  current  max- 
imum rents  for  all  housing  accommoda- 
tions in  said  Defense-Rentral  Area. 
Amendment  No.  51  granted  a  rent  in- 
crease of  8  percent  which  was  made  ap- 
plicable to  current  maximum  rents  for 
all  housing  accommodations  in  said 
Defense-Rental  Area. 

After  i.s.suance  of  Amendment  No.  51, 
the  recommendation  of  the  Local  Ad- 
visory Board,  together  with  other  related 
documents,  was  filed  with  the  Emergency 
Court  of  Appeals,  pursuant  to  section  204 
(e)  (4)  of  the  Housing  and  Rent  Act  of 

1947.  as   amended.    On   December   27, 

1948.  the  Emergency  Court  of  Appeals 
entered  an  order  approving  the  recom- 
mendation of  the  Local  Advisory  Board 
to  the  extent  of  a  rent  increase  of  20 
percent,  such  rent  increase  to  be  applied 
to  the  current  maximum  rents  for  only 
certain  cla.sses  of  housing  accommoda- 
tions, and  on  January  17,  1949  the  Court 
entered  an  amended  order  clarifying 
the  provision  as  to  the  classes  of  housing 
accommodations  to  which  said  rent  in- 
crease shall  apply. 

Accordingly,  this  amendment  Is  being 
Issued,  effective  as  of  December  27,  1948. 
to  effectuate  the  recommendation  of  the 
Local  Advisory  Board  to  the  extent  and 


RULES  AND  REGULATIONS 

In  the  manner  approved  by  the  Emer- 
gency Court  of  Apjaeals. 
[P.    R.    Doc.   4&-605;    Filed.    Jan.    25,    1949; 
9:01  a.  m.] 


TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part  21 — Vocational  Rehabilitation 
AND  Education 

MISCELLANEOUS  AMENDMENTS 

1.  In  §  21.207,  paragraphs  (a) ,  (b) ,  and 
(c)  are  amended  as  follows: 

§  21.207  Repetition  of  a  course,  (a) 
A  veteran  having  completed  a  course 
under  Part  VII.  Veterans  Regulation  1 
(a),  as  amended  (38  U.  S.  C.  ch.  12),  ac- 
cording to  the  standards  and  practices 
of  the  institution  is  not  entitled  to  enroll 
In  and  pursue  again  at  the  expense  of 
the  Government  the  course  which  he  has 
already  completed,  except  in  the  unusual 
case,  where,  to  accomplish  rehabilitation, 
the  necessity  to  repeat  the  course  or  a 
particular  part  or  parts  of  it  is  impera- 
tive. 

(b)  An  eligible  veteran  who  has  com- 
pleted a  course  of  training  under  Part 
VII  may  pursue  a  review  course  under 
that  part  provided  the  review  course  is 
a  separate  and  distinct  course  specifically 
organized  and  established  as  a  review 
course,  and,  therefore,  does  not  consti- 
tute a  repetition  of  a  course  which  the 
trainee  has  already  completed. 

(c>  Inasmuch  as  the  purpose  of  the 
course  of  vocational  rehabilitation  is  to 
restore  employability,  a  Part  VII  trainee 
may  be  authorized  not  only  to  pursue  a 
review  course  but  even  to  repeat  such  a 
course  or  a  particular  part  or  parts  of  it 
where,  to  accomplish  rehabilitation,  such 
a  repetition  is  imperatively  necessary. 
•  •  •  •  • 

2.  Sections '21  252.  21.286.  21.288.  and 
21.289  are  amended  to  read  as  follows: 

§  21.252  Change  of  employment  ob- 
jective. A  change  of  employment  ob- 
jective will  not  be  approved  where  a  vet- 
eran's disability  rating  has  been  reduced 
to  less  than  a  compensable  degree. 

5  21.286  Re-entrance  after  rehabilita- 
tion. When,  sub.'^equent  to  an  official 
declaration  of  rehabilitation,  a  veteran 
requests  further  training  under  Part  VII, 
Veterans  Regulation  1  (a),  as  amended 
(38  U.  S.  C.  ch.  12),  due  consideration 
will  be  given  to  the  facts  in  the  individual 
case,  and  if  the  facts  warrant,  the  vet- 
eran may  be  re-entered  into  training: 
Provided.  That  the  veteran's  disability 
rating  has  not  been  reduced  to  less  than 
a  compensable  degree  and  following  that 
determination,  need  for  vocational  re- 
habilitation is  re-established. 

§  21.288  Re-entrance  after  discontin- 
uance.  When  a  veteran,  whose  training 
was  discontinued  under  one  of  the  con- 
ditions set  forth  in  §  21.283.  applies  for 
re-entrance  into  training  under  Part  Vn. 
Veterans  Regulation  1  (a),  as  amended 
(38  U.  S.  C.  ch.  12).  due  consideration 
win  be  given  to  the  facts  in  the  individ- 
ual case,  and  if  the  facts  warrant,  the 
veteran  may  be  re-entered  into  training  I 


Provided,  That  the  veteran's  disability 
rating  has  not  been  reduced  to  less  than 
a  compensable  degree  and  following  that 
determination,  need  for  vocational  re- 
habilitation is  re-established. 

§  21.289  Right  of  appeal.  When  an 
application  for  reentrance  into  training 
is  denied  for  any  reason  the  veteran 
shall  be  advised  of  his  right  of  appeal  to 
the  board  of  veterans  appeals  and  of  the 
time  limit  in  which  an  appeal  must  be 
filed.  (See  par.  Ill,  Part  II,  Vet.  Reg.  2 
(a\  as  amended  by  Vet.  Reg.  2  (c)  (38 
U.S.  C.  ch.  12)) 

(Sees.  1,  2,  46  Stat.  1016.  57  Stat.  43,  sees. 
300.  1500.  1501.  1502.  1503,  Title  II,  58 
Stat.  286,  287.  291.  300.  301.  .sees.  5,  6,  7, 
10  11  (a) .  59  Stat.  542.  624.  626.  631,  sees. 
1.  2.  3.  60  Stat.  124,  934 ;  38  U.  S.  C.  11, 11a. 
693g.  697,  697a.  b,  c.  f .  g,  701,  eh.  12  notes, 
sees.  1.  2,  3.  Pub.  Laws  115.  239,  338,  377. 
411.  512,80th  Cong.) 

IsEALl  O.  W.  Clark. 

Executive  Assistant  Administrator. 

[P.    R.    Doc.    49-572;    Piled,    Jan.    25,    1949; 
8:49  a.  m.| 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  OfRce  Department 

Part     6 — Supply     Contracts:     Service 
Property:    Telegrams 

Part  34 — Classification   and  Rates  of 
Postage 

Part  37 — Free  Matter  in  the  Mails 

miscellaneous  amendments 

1.  In  5  6.12  Postmaster  General  to  con- 
tract for  envelopes  for  all  Government 
departments  (13  P.  R.  8855)  delete  the 
last  paragraph  of  paragraph  (b)  reading 
"This  act  shall  take  effect  July  1,  1944. 
(Sec.  1  and  8.  58  Stat.  394.  395;  39  U.  S.  C. 
32lc)",  and  sub.stitute  in  lieu  thereof 
"(Sec.  301.  62  Stat.  1048;  39  U.  S.  C. 
3211 »". 

2.  In  5  34.65  Third-cla.<is  matter  (13 
P.  R.  8897)  delete  paragraph  (d).  and 
redesignate  paragraph  le)  as  paragraph 
(d). 

3.  In  S  37.16  Mailing  by  Government 
departments  under  penalty  privilege; 
quarterly  reports  thereof  to  Postmaster 
General  (13  P.  R.  8925)  amend  para- 
graph (a)  by  deleting  the  citation  "<Sec. 
6,  53  Stat.  683.  as  amended;  39  U.  S.  C. 
321b  >  and  bv  substituting  in  lieu  thereof 
"(Sec.  306,  62  Stat.  1049;  39  U.  S.  C. 
321n)". 

(Sees.  301.  306.  62  Stat.  1048.  1049,  sec. 
204.  62  Stat.  1260;  39  U.  S.  C.  292a,  3211. 
321n). 


(seal! 


J.  M.  Donaldson, 
Postmaster  General. 


IP.    R.    Doc.    49-561:    Filed,    Jan.    25.    1949; 
8:45  a.  m.J 


Part  34 — Classification  and  Rates  of 
Postage 

rates  or  postage  on  other  books; 

INCLOSURES 

In  §  34  84  Rates  of  postage  on  other 
books  (13  F.  R.  8902)  amend  paragraph 
(g)  (2)  to  read  as  follows: 


Wednesday,  January  26,  1949 

(g)  Inclosures.     •     *     • 

(2)  Loose  inclomres.  Since  the  law 
provides  that  books  mailed  at  the  special 
pound  rate  may  contain  Incidental  an- 
nouncements of  books,  such  announce- 
ments, whether  appearing  In  the  books 
themselves  or  in  the  form  of  loose  cir- 
cular inclosures  not  weighing  in  excess 
of  one  and  one-third  ounces,  will  be  per- 
missible in  addition  to  the  inclosures 
described  in  the  preceding  paragraph, 
without  Effecting  the  postage  chargeable 
at  that  rate,  such  postage,  of  course,  to 
be  computed  on  the  full  weight  of  each 
parcel.  However,  loose  inclosures  of  this 
kind  weighing  in  excess  of  one  and  one- 
third  ounces  and  other  circulars  or 
printed  matter  such  as  folders,  pam- 
phlets, calendars,  catalogs,  etc.,  which 
would  not  otherwise  be  permissible,  may 
be  inclosed  in  parcels  of  books,  provided 
a  permit  is  obtained  and  postage  on  such 
inclosures  is  paid  at  the  third-class  rate 
of  2  cents  for  the  first  two  ounces  or  frac- 
tion thereof  plus  1  cent  for  each  addi- 
tional ounce  or  fraction  thereof  up  to 
and  including  eight  ounces  in  weight  In 
addition  to  the  regular  postage  on  the 
books  them.selves.  In  authorizing  these 
Inclosures,  it  is  contemplated  that  they 
shall  be  merely  incidental,  in  no  case  ex- 
ceeding eight  ounces.  The  wrapper  of 
the  parcel  in  .such  cases  should  bear  a 
printed  or  hand  stamped  Indorsement  In 
the  following  form: 

Additional  Postage  at  the 

Thlrd-Cla«8  Rote 

Paid  for  IncloEures 

New  York.  N.  Y.,  Permit  No.  1 

«occs.   202.   204    <d),   62  Stat.    1260;    39 
U.  S.  C.  290a.  292a) 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


[P.    R.    Doc.    49^558;    Filed,    Jan.    25,    1049; 
8:46  a.  in.J 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

special  delivery  service 

In  S  127.19  Special  delivery  (Expris) 
service  (13  P.  R.  9080)  amend  paragraph 
(a)  by  inserting  "Lsrael  iState  of)"  be- 
tween "Ireland"  and  "Kenya  and 
Uganda"  in  the  alphabetical  list  in  said 
paragraph. 

(R.  S.  161.  396,  sees.  304,  309,  42  Stat.  24. 
25;  5U.  S.  C.  22,  369) 

[seal]  J.  Xf  Donaldson, 

Postmaster  General. 

I  P.   R.   Doc.    49-565:    File  J.    Jan.    2S.    1949; 
8:46  a.  m.] 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

cef.many;  tegular  mails 

la  5  127.264  Germany  of  Subpart  (d) 
(13  F.  R.  9155)  make  the  following 
changes; 


FEDERAL  REGISTER 

1.  In  subparagraph  (7)  of  paragraph 
(a),  delete  .subdivision  (iv)  and  subdivi- 
sions (a)  and  (b)  of  said  subdivision, 
and  Insert  In  lieu  thereof  the  following 
as  subdivision  (Iv) : 

(a)  Regular  mails.     •     •     • 

(7)   Observations.    •     •     • 

(IV/  Printed  matter  for  the  French 
Zone  may  not  include  any  pamphlets, 
tracts  or  manifestos  containing  pglitical 
propaganda. 

(R.  S.  161.  396.  sees.  304.  309,  42  Stat.  24, 
25,  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


IF.    R.    Doc.    49-563:    Filed,    Jan.    25,    1949; 
8:46  a.  m.J 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available  and 
Instructions  for  Mailing 

Germany;  regular  mails 

In  §  127.264  Germany  (13  P.  R.  9155) 
make  the  following  change: 

In  paragraph  (a)  (8)  amend  subdivi- 
sion (xl)  to  read  as  follows: 

(a)   Regular  mails.     •     •     • 

(8)   Prohibitions.     •     •     • 

(xi)  Commercial  or  business  corre- 
spondence of  a  contractual  nature  relat- 
ing to  transactions  contrary  to  the  regu- 
lations of  the  Allied  Control  Authority  or 
of  the  military  governments,  or  to  (Ger- 
man laws  currently  in  force.  Corre- 
spondence regarding  German  external 
assets,  confined  to  communications  of  an 
informational  or  fact-finding  nature,  is 
j)ermitted  to  the  American,  British  and 
PYench  Zones  only. 

(R.  S.  161.  396,  sees.  304,  309,  42  Stat.  24, 
25;  5  U.  S.  C.  22.  369) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


|P.    R.    Doc.    49-562;    Filed,    Jan.    25,    1949; 
8:45  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available  and 
Instructions  for  Mailing 

israel  (state  of)  ;  regular  mails 

In  §  127.282  Israel  (State  of)  (13  P.  R. 
9173)  make  the  following  changes: 

1.  Amend  paragraph  (a)  (4)  to  read: 

(a)  Regular  mails.     •     •     • 
(4)  special  delivc'-y.     Fee,  20  cents. 
(See  §  127.19.) 

2.  Amend  paragraph  (a)  (7)  by  in- 
serting "Nazareth"  between  "Nasr  ed 
Din"  and  "Negba"  in  the  alphabetical  li.st 
of  localities  in  the  State  of  Israel,  in  said 
paragraph. 

(R.  S.  161,  396,  .sees.  304,  309.  42  Stat.  24, 
25;  5  U.  S.  C.  22,  369) 

IsEAL]  J.  M.  Donaldson. 

Postmaster  General. 

[F.   R.    Doc.   49-564;    Filed,    Jan.    25,    1949; 
8:46  a.  m.j 
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P/>RT  127 — International  Postal  Service: 
Postage  Rates,  Service  Available  and 
Instructions  for  Mailing 

COINS  AND  bank  NOTES  PROHIBITED  TO 
MEXICO 

The  Mexican  Postal  Administration 
has  advised  that  its  regulations  prohibit 
the  enclosure  of  coins  or  bank  notes  in 
articles  mailed  to  that  country.  Accord- 
ingly, It  is  hereby  ordered,  That  §  127.304 
Mexico  (13  P.  R.  9185)  be  amended  as 
follows : 

1.  In  paragraph  (a)  (13)  amend  sub- 
division (i)  to  read  as  follows: 

(a)  Regular  mails.     •     •     • 

(13)  Prohibitions,  (i)  Coins  and  bank 
notes. 

2.  Amend  paragraph  (b)  (9)  (il)  (d) 
(2)  to  read  as  follows: 

(b)  Parcel  post.     •     •     • 
(9)   Prohibitions.     •      •      • 
(ii)    •     •     • 

(d)  For  other  reasons.  *  •  * 
(2)  Bank  notes,  coins  of  all  kinds,  and 
values  payable  to  bearer.  As  an  excep- 
tion, the  Bank  of  Mexico  and  the  banks 
associated  therewith  are  authorized  to 
import  bank  notes  exclu.<-lvely  for  the 
purpase  of  exchange. 

(R.  S.  161.  396.  sees.  304.  309,  42  Stat.  24, 
25;  5  U.  S.  C.  22,  369) 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


(P.    R.    Doc.    49-560:    Filed,    Jan.    25,    1949; 
8:45  a.  m.] 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Av.mlable  and 
Instructions  for  Mailing 

U.    S.    A.    GIFT    parcels.    FRANCE;    TABLE    OF 
RATES 

In  S  127.252  France  (including  Mo- 
naco) (13  P.  R.  9149)  amend  paragraph 
(c)  (1)  to  read  as  follows: 

(c)   U.  S.  A.  gift  parcels.     (France.) 
(1)   Table  of  rates.     (Surface  only.) 


Pounds: 

Rate 

Pounds : 

Rate 

1 

....  $0.06 

12.. 

...  $0.72 

2 

.12 

13- 

...       .78 

3 

.18 

14 

...       .81 

4 

—       .24 

15 

...       .90 

5 

..-_       .30 

16 

...       .98 

6 

.— _       .36 

17 

.—     1.02 

7- 

...       .42 

13...:... 

...     1.08 

8 

.48 

19 

...     1.14 

9 

...       .54 

20 

...     1.20 

10 

.60 

21. - 

—    1.28 

11- 

—       .66 

22 

...     1.32 

Note:  The  weight  limit  and  other  tabu- 
lated information  following  the  postage  rates 
In  paragraph  (b)  (1)  of  thLs  section  are  also 
applicable  to  "U.  S.  A.  Gift  Parcels." 

(R.  S.  161.  398.  .sees.  304.  309,  42  Stat.  24. 
25,  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[F.   R,    Doc.    49-559;    Filed,    Jan.    25.    1949; 
8:45  a.  m.] 
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TITLE  46— SHIPPING 


Chapter  II — United  States  Maritime 
Commission 

Subchapter  P — M«r«Kofit  Ship  Sale*  Ad  of  1»44 
(Oen.  Order  60.  SUpp.  3.  Amdt.  8] 

Part    299  —  Rules    and    Rigot^tions, 
Forms,  and  Cttizenship  Reqihrements 

working  capital 

Section  299.1  Definitions  is  amended 
by  revising  paragraph  (n)  Working  cap- 
ital to  read  as  follows: 

(n)   Working  capital.     "Working  cap- 
ital" means  tiie  excess  of  "total  current 
working  assets"  over  "total  current  work- 
ing liabilities"  determined  in  accordance 
with  the  instructions  and  balance  sheet 
embodied  in  the  form  of  "General  Finan- 
cial Statement"  prescribed  by  the  Com- 
mission   (Budget  Bureau  approval   No. 
62-R010-42) :'  Provided,  That  (D  in  de- 
termining the  amount  of  working  capital, 
unpaid  tenders  of  "just  compensation" 
made  by  the  Maritime  Commission  (or 
made  by  the  War  Shipping  Administra- 
tion to  the  extent  approved  by  the  Com- 
mission) for  title  to.  or  use  (to  the  ex- 
tent accrued)  of.  vessels  (irrespective  of 
whether  or  not  such  tenders  have  been 
accepted  by  the  owners »  may  be  included. 
(2)  an  amount  equivalent  to  the  excess 
(if  any)  of  50%  of  the  amount  of  "Un- 
terminated  Voyage  Revenue"  over  the 
amount  of  "Unterminated  Voyage  Ex- 
pense" reflected  in  the  balance  sheet  shall 
be  deducted  from  the  amount  of  working 
capital  determined  in  accordance  with 
the  preceding  provisions  of  this  para- 
graph, and  (3)   the  amount  of  working 
capital  thus  determined  shall  in  no  event 
be  in  excess  of  the  sum  of  (i)  unrestricted 
cash  and  readily  marketable  securities 
included  in  total  current  working  assets, 
and  (ii>  acceptable  and  verified  current 
receivables  including  verified  current  re- 
ceivables against  the  Maritime  Commis- 
sion and  other  Departments  of  the  Gov- 
ernment and  unpaid   tenders  of   ' 'just 
compensation"  made  by  the  Maritime 
Commission  (or  made  by  the  War  Ship- 
ping Administration  to  the  extent  ap- 
proved by  the  Commission*   for  title  to 
or  use  of  vessels,  less  the  amount  of  all 
current  payables  to  such  debtors.    For 
the  purposes  of  this  subdivision  the  term 
"acceptable  and  verified  current  receiv- 
ables" shall  be  deemed  to  mean  those  with 
respect  to  which  there  is  submitted  to 
the  Commission  a  specific  and  unquali- 
fied certification  by  a  recognized  firm  of 
public  accountants  to  the  effect  that  the 
current  collectibility  of  receivables  and 
the  adequacy  of  the  accrual  of  current 
liabilities,   as  reflected  on  the  balance 
sheet  involved,  have  been  verified,  or,  in 
the  absence  of  such  certification,  those 
which  may  be  verified  by  the  Commis- 
sion's auditors  as  having  been  collected 
subsequent  to  the  date  of  the  balance 
sheet  involved. 


RULES  AND  REGULATIONS 

This  Amendment  3  of  Supplement  S 
of  General  Order  60  shall  be  effective 
with  respect  to  determinations  made  by 
or  on  behalf  of  the  Commission  from  the 
date  of  Its  publication  in  the  Fbdekal 
Register. 
(60  Stat.  41 ;  50  U.  8.  C.  App.  1739  et  seq.) 

By  order  of  the  United  States  Maritime 
Commission. 

A.  J.  WILLIAMS, 

Secretary. 
January  11.  1949. 

[F.    R.    Doo.   4»-585;    Piled.   Jan.    25.    1949; 
8:51  a.  m.] 
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Ibllity  of  receivables  and  the  adequacy  of 
the  accrual  of  current  liabilities,  as  re- 
flected on  the  balance  sheet  Involved, 
have  been  verified. 

This  Amendment  1  of  General  Order 
68  shall  be  effective  with  respect  to  de- 
terminations made  by  or  on  behalf  of 
the  Commission  from  the  date  of  its 
publication  In  the  Federal  Register. 

(60  Stat.  137;  50  U.  S.  C.  App.  1788  (a)) 

By  order  of  the  United  States  Maritime 
Commission. 

A.  J.  WILLIAMS. 

Secretary. 
January  11.  1949. 

'  IP.    R.    Doc.    4^586;    Piled.    Jan.    26,    1848; 
8:52  a.  m.l 


PROPOSED  RULE  MAKING 


'  Copies  of  the  "General  Financial  State- 
ment" win  be  furnUhed  by  the  Maritime 
Commission  on  request. 


Subchapter    I — Philippine    Rehabilitation 

[Oen.  Order  68.  Amdt.  1] 

Part  311 — Charters  Under  Philippine 
Rehabilitation  Act  or  1946 

working  capital 

Section  311.1  Definitions  is  amended 
by  revising  paragraph  (a)  Working  capi- 
tal to  read  as  follows: 

(a)    Working  capital.     "Working  capi- 
tal" means  the  excess  of  "total  current 
working  assets"  over  "total  current  work- 
ing liabilities"  determined  in  accordance 
with  the  instructions  and  balance  sheet 
embodied  in  the  form  of  "General  Fi- 
nancial Statement"   prescribed   by  the 
Commission    (Budget   Bureau   Approval 
No.   62-R010-42).'     Provided,  That   (1) 
in  determining  the  amount  of  working 
capital,  unpaid  tenders   of  "just  com- 
pensation" made  by  the  Maritime  Com- 
mission (or  made  by  the  War  Shipping 
Administration  to  the  extent  approved 
by  the  Commission)   for  title  to  or  use 
(to  the  extent  accrued)  of  vessels  (irre- 
spective of  whether  or  not  such  tenders 
have  been  accepted  by  the  owners)  may 
be  included.  (2»  an  amount  equivalent  to 
the  excess  (if  any)  of  50 7o  of  the  amount 
of  unterminated  Voyage  Revenue  over 
the  amount  of  unterminated  Voyage  Ex- 
pense reflected  in  the  balance  sheet  shall 
be  deducted  from  the  amount  of  working 
capital  determined  in  accordance  with 
the  preceding  provisions  of  this  para- 
graph, and  (3)  the  amount  of  working 
capital  thus  determined  shall  in  no  event 
be  in  excess  of  the  sum  of  (i)  unrestricted 
cash  and  readily  marketable  securities 
included  in  total  current  working  as- 
sets, and  (11)  acceptable  and  verified  cur- 
rent receivables  including  verified  current 
receivables  against  the  Maritime  Com- 
mission and  other  Departments  of  the 
Government  and  unpaid  tenders  of  "just 
compensation"  made  by  the  Maritime 
Commission  (or  made  by  the  War  Ship- 
ping Administration  to  the  extent  ap- 
proved by  the  Commission )  for  title  to  or 
use  of  vessels,  less  the  amount  of  all  cur- 
rent payables  to  such  debtors.     For  the 
purposes  of  this  subdivision  the  term  "ac- 
ceptable and  verified  current  receivables" 
shall  be  deemed  to  mean  those  with  re- 
spect to  which  there  is  submitted  to  the 
Commission  a  specific  and  unqualified 
certification  by  a  firm  of  public  account- 
ants to  the  effect  that  the  current  collect- 


XITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Part  120 — Annual.  Special  or  Ptriodical 
Reports 

steam  railway  annual  report  form  c 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  1.  held  at  its 
oflBce  in  Washington.  D.  C.  on  the  10th 
day  of  January  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Steam  Railways  of  Class  HI  being  under 
consideration : 

It  is  ordered.  That  the  order  of  Novem- 
ber 24.  1947.  In  the  Matter  of  Annual 
Reports  from  Steam  Railway  Companies 
of  Class  III  (49  CFR.  120.12)  be.  and  it 
is  hereby  modified  with  respect  to  annual 
reports  for  the  year  ended  December  31. 
1948.  and  subsequent  years,  as  follows: 

§  120.12  Form    prescribed    for    small 
steam  railways.    All  steam  railway  com- 
panies of  Class  III  excluding  switching 
and  terminal  companies,  subject  to  the 
provisions  of  section  20.  Part  I  of  the  In- 
terstate Commerce  Act,  are  hereby  re- 
quired to  file  annual  reports  for  the  year 
ended  December  31,  1948,  and  for  each 
succeeding  year  until  further  order,  in 
accordance  with  Annual  Report  Form  C 
(Small   Roads*  '   which   Is   hereby   ap- 
proved and  made  a  part  of  this  order. 
The   annual    report    shall   be   filed,   in 
dujrficate.  In  the  Bureau  of  Transport 
Economics    and    Statistics,    Interstate 
Commerce  Commission,  Washington  25, 
D.  C,  on  or  before  March  31  of  the  year 
following  the  dtie  to  which  It  relates. 
(24  Stat.  386.  34  Stat.  593.  35  Stat.  649, 
36  Stat.  556.  41  Stat.  493.  54  Stat.  916.  49 
U.  S.  C.  20  (l)-(8)) 

Note:   Budget  Bureau  No.  60-R099.5. 

By  the  Commission,  Division  1. 

tSEALl  W.  P.  B.^RTEL 

Secretary. 

[P.    R.    Doc.    48-575:    Piled.    Jan.    25.    1849; 
8:48  a.  m.| 


» Piled  aa  a  part  of  the  original  document. 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

[  19  CFR,  Part  16  1 

Federal  Reserve  Bank  of  North  China 
Yuan 

conversion  of  currency 

Notice  Is  hereby  given  that,  pursuant 
to  section  251  of  the  Revised  Statutes 
and  sections  522  and  624  of  the  Tariff 
Act  of  1930  (19  U.  S.  C.  66.  31  U.  S.  C.  3T2, 
19  U.  S.  C.  1624),  it  Is  proposed  to  issue 
instructions  for  the  conversion  of  the 
Federal  Reserve  Bank  of  North  China 
yuan  for  the  purpose  of  the  assessment 
of  duties  on  merchandise  imported  into 
the  United  States,  the  terms  of  which 
proposed  Instructions,  In  tentative  form, 
are  as  follows: 

To  Collectors  of  Customs  and  Others  Con- 
cerned: 
Reference  Is  made  to  cases  In  which  ap- 
praisement has  been  withheld  or  liquidation 
has  been  su.spended  pending  the  determina- 
tion of  the  proper  rate  or  rates  for  the  Fed- 
eral Reserve  Bank  of  North  China  yuan. 
hereinafter  referred  to  as  the  Chinese  FRB 
yuan,  for  customs  purposes. 

The  Federal  Reserve  Bank  of  New  York  has 
certified  two  rates  for  the  Chinese  FRB  yuan, 
one  designated  the  "Offlclal"  rate  and  the 
other  the  "Free"  rate,  for  the  period  from 
July  17.  1939,  to  December  7.  1941,  for  dates 
for  which  the  Customs  Information  Ex- 
change requested  certification  for  that  cur- 
rency by  the  Bank;  but  no  rate  or  rates  for 
that  currency  have  been  certified  for  dates 
after  December  7,  1941.  No  values  for  the 
Chinese  FRB  yuan  have  been  estimated  and 
proclaimed  pursuant  to  section  522  (a)  of 
the  Tarlfl  Act  of  1930. 

The  Treasury  Department  Is  Informed  that 
In  March  1938.  the  "provisional  government" 
of  North  China  established  the  Federal  Re- 
serve Bank  and  proclaimed  that  Its  notes, 
the  FRB  yuan,  would  be  the  sole  legal  tender 
within  North  China,  at  an  exchange  value 
equal  to  that  of  the  rate  fixed  for  the  Japa- 
nese yen.  However,  for  a  considerable  period 
of  time  after  the  Inauguration  of  this  system 
commercial  exchange  transactions  Involving 
conversion  of  the  FRB  yuan  were  regularly 
and  systematically  subject  to  substantial  dis- 
counts from  the  fixed  rate  for  that  currency. 
It  Is  understood  that  effective  on  July  17, 
1939,  export  control  measures  were  Instituted 
by  the  "provisional  government"  of  North 
China  under  which  exports  from  North  China 
(except  to  certain  areas  or  countries  not 
here  relevant)  were  required  to  yield  foreign 
exchange  (In  the  case  of  exports  to  the  United 
States  this  would  mean  United  States  dol- 
lars). The  export  control  measures  provided 
that  the  exchange  obtained  from  exports  was 
required  to  be  sold  to  the  Federal  Reserve 
Bank  of  North  China  through  the  Yokohama 
Specie  Bank  at  the  fixed  "Official"  rate  of  ex- 
change for  the  FRB  3r«an.  The  shipment  of 
exports  from  North  China  gave  rise  to  the 
right  to  Import,  a  relationship  designated  as 
"linking."  Under  these  export  control  regu- 
lations, upon  the  surrender  of  the  foreign  ex- 
change obtained  In  payment  for  his  export.s 
the  exporter  acquired  the  right  to  repurchase 
90  per  cent  of  the  foreign  exchange  he  had 
surrendered,  and  at  approximately  the  same 
rate.  The  original  seller  could  use  the  ex- 
change so  repurchased  for  the  purpose  of 
paying  for  authorized  Importation.-^,  or  he 
could  transfer  his  right  of  repurchase  to  a 
third  party  for  the  same  purpose.  Upon 
transfer  of  the  right  to  repurchase,  the  origl- 

^o.  16 2 


nal  holder  (seller)  of  the  exchange  realized 
a  rate  of  exchange  more  favorable  than  the 
"Official"  rate.  Thus,  the  export  control  regu- 
lations. In  effect,  required  that  10  percent 
of  the  foreign  currency  proceeds  of  exports 
(in  the  case  of  exports  to  the  United  States 
this  would  mean  United  8tat*s  doUarr)  be 
permanently  surrendered  at  the  "Official" 
rate,  and  permitted  the  remaining  90  per- 
cent to  be  used  by  the  Importer  or  resold  by 
him  at  the  "Free"  rate. 

Information  available  to  the  Treasury  De- 
partment Indicates  that  these  export  control 
regulations  were  not  universally  applied. 
For  example,  it  appears  that  provision  was 
made  under  the  export  control  measures  for 
exportation  of  merchandise  without  sur- 
rendering at  the  "Official"  rate  of  any  of  the 
foreign  currency  proceeds,  provided  the  mer- 
chandise was  covered  by  bona  fide  orders  reg- 
istered wlih  the  control  authorities  on  or 
before  July  6,  1939;  and  there  Is  no  available 
Information  that  any  limitation  was  placed 
upon  the  time  within  which  shipment  was 
required  to  be  made  of  merchandise  covered 
by  bona  fide  orders  so  registered.  There  Is 
also  evidence  that  as  to  certain  classes  of 
commodities,  possibly  Including  embroi- 
deries, laces,  wool  knitted  gloves,  and  certain 
related  commodities,  the  effective  date  when 
shipments  from  seme  areas  of  North  China 
became  subject  to  the  requirement  of  sur- 
rendering foreign  exchange  proceeds  at  the 
"Official"  rate  may  have  been  deferred  at 
least  until  January  1,  1940. 

Available  Information  also  indicates  that 
In  some  areas  of  North  China  there  were 
Irregularities  in  the  administration  of  the 
above-mentioned  provision  regarding  the 
registration  of  orders  received  prior  to  July 
6,  1939,  such  as  the  registration  of  purported 
orders  that  were  not  bona  fide  orders  and  the 
registration  of  orders  not  received  until  after 
July  6.  1939.  as  having  been  received  prior 
to  that  date. 

Since  the  exceptions  and  special  treat- 
ment referred  to  above,  whether  authorized 
under  the  export  control  measures  or  prac- 
ticed despite  those  measures,  by  which  ship- 
ment could  be  made  free  from  the  require- 
ment of  surrendering  foreign  exchange  at 
the  "Official"  rate  are  not  known  to  have  been 
uniformly  applied  to  exportatlons  of  any  par- 
ticular types  of  merchandise  during  any  as- 
certainable periods  of  time.  It  Is  not  possible 
for  the  Tre<\sury  Department  to  Issue  In- 
structions directing  disposition  different 
from  the  disposition  authorized  by  the  in- 
structions set  forth  below. 

In  the  case  of  any  Importation  of  mer- 
chandise exported  from  North  China  between 
July  17,  1939,  and  December  7.  1941,  In  which 
appraisement  has  been  withheld  or  liquida- 
tion suspended  pending  determination  of  a 
proper  rate  or  rates  for  the  Chinese  FRB 
yuan  for  use  for  customs  purposes,  the 
appraiser  and  collector  shall  proceed,  re- 
spectively, with  the  appraisement  and  liquid- 
ation according  to  the  following  procedure, 
subject  to  the  requliements  and  conditions 
outlined  below: 

1.  No  rate  of  exchange  shall  be  used  for 
customs  purposes  under  these  Instructions 
except  a  rate  or  rates  certified  by  the  Fed- 
eral Reserve  Bank  of  New  York  for  the  date 
of  exportation  of  the  merchandise. 

2.  Where  the  appraisement  Is  to  be  made 
In  North  China  FRB  currency,  the  appraiser 
shall  designate  In  his  report  to  the  collec- 
tor the  class  or  classes  of  currency  In  which 
appraisement  Is  made  by  using  the  te.ms 
applied  to  the  currency  of  North  China  by 
the  Federal  Reserve  Bank  of  New  York,  name- 
ly, "Official"  FRB  yuan  or  "Free"  PRB 
yuan.  If  both  classes  are  used  on  a  percent- 
age basis,  the  percentage  of  each  shall  be 
indicated  clearly. 


3.  For  all  purposes  of  appraisement  and 
assessment  of  duties,  the  amount  of  any 
value  established  In  Chinese  FRB  yuan  shall 
be  considered  to  consist  of  "Official"  FRB 
\-uan  to  the  extent  of  10  percent  of  such 
amount  and  "Free"  FRB  yuan  to  the  extent 
of  the  remaining  90  percent,  and  the  "Offi- 
cial" rate  shall  be  used  for  the  10  percent 
and  the  "Free"  rate  for  the  remaining  90  per- 
cent; except  that  If  the  appraiser  or  collector 
has  credible  information 

(a)  That  a  rate  or  combination  of  rates 
other  than  that  proportion  of  10  percent  at 
the  "Official"  rate  and  90  percent  at  the 
"Free"  rate  was  actually  used  uniformly 
during  any  period  In  connection  with  the 
payment  for  the  particular  merchandise  on 
which  duty  is  being  assessed,  and  for  all  other 
merchandise  of  the  same  type,  or 

(b)  That  there  was  used  In  connection 
with  the  payment  for  the  merchandise  on 
which  duty  Is  being  assessed  a  rate  or  com- 
bination of  rates  the  use  of  which  would 
result  In  a  greater  amount  of  duty  than  the 
use  of  the  proportion  of  10  percent  at  the 
"Official"  rate  and  90  percent  at  the  "Free  ' 
rate. 

cppralsement  shall  be  withheld  and  liqui- 
dation shall  be  suspended  as  to  all  mer- 
chandise of  the  type  Involved  during  the 
period  Involved,  and  a  detailed  report  shall 
be  transmitted  Immediately  to  the  ^ureau 
of  Customs. 

It  Is  understood  that  In  addition  to  the 
certifications  above  mentioned  the  Federal 
Reserve  Bank  has  certified  the  "Offlclal" 
rate  and  the  "Free"  rate  for  at  least  one 
date  prior  to  July  17.  1939.  and  that  It  will 
certify  upon  request  such  "Official"  and 
"Free"  rates  for  dates  as  early  as  March  11, 
1939.  However,  the  Treasury  Department 
does  not  have  definite  Information  as  to  the 
use  of  the  two  rates  for  dates  prior  to  July 
17,  1939.  In  the  Case  of  any  Importation  of 
merchandise  exported  from  North  China 
prior  to  July  17,  1939.  which  involves  the 
conversion  of  the  Chinese  FRB  yuan,  ap- 
praisement shall  be  withheld  and  liquidation 
suspended  and  a  detailed  report  shall  be 
transmitted  Immediately  to  the  Bureau  of 
Customs. 

The  rates  for  the  Chinese  FRB  yuan,  cer- 
tified by  the  Federal  Reserve  Bank  during 
this  period,  were  certified  only  up>on  request 
made  through  the  Customs  Information  Ex- 
change. The  rates  so  certified  will  be  cir- 
cularized In  a  C.  I.  E.  circular  to  be  issued  In 
the  near  future. 


Acting  Commissioner  of  Customs. 
Approved : 


Secretary  of  the  Treasury. 

This  notice  is  published  pursuant  to 
.section  4  of  the  Administrative  Proce- 
dure Act  (Public  Law  404.  79th  Con- 
gress). Prior  to  the  issuance  of  the  pro- 
posed instructions,  consideration  will  be 
given  to  any  relevant  data,  views,  or  ar- 
guments pertaining  thereto  which  are 
submitted  in  writing  to  the  Commission- 
er of  Customs.  Bureau  of  Customs, 
Washington  25,  D.  C,  and  received  not 
later  than  20  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register.    No  hearing  will  be  held. 

[seal!  Frank  Dow. 

Acting  Commissioner  of  Custoiiis. 

Approved;  January  17,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.    49-606;    FUcd,    Jan.    25,    1949; 
9:02  a.  m.\ 
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DEPARTMENT  OF  AGRICULTURE 

Production   and    Marketing 
Administration 

[  7  CFR,  Part  981  1 

IRISH  Potatoes  Grown  in  Southeastern 

States  Production  Area 
notice  of  proposed  budget  and  rate  or 

ASSESSMENT 

Notice  Is  hereby  given,  pursuant  to 
section  4  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1001  et  seq.).  that  the 
Secretary  of  Agriculture  is  considering 
the  approval  of  the  budget  of  expenses 
and  rate  of  assessment  hereinafter  set 
forth  which  were  recommended  by  the 
Southeastern  Potato  Committee,  estab- 
lished pursuant  to  Marketing  Agreement 
No.  104  and  Order  No.  81  (13  P.  R.  2709) 
regulating  the  handling  of  Irish  potatoes 
grown  in  the  Southeastern  States  pro- 
duction area,  issued  under  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  601  et  seq.) 

Consideration  will  be  given  to  any  data, 
views,  or  arguments  pertaining  thereto 
and  mailed  in  triplicate  to  the  Director. 
Fruit  and  Vegetable  Branch.  Production 
and  Marketing  Administration.  United 
States  Department  of  Agriculture.  Wash- 
ington 25.  D.  C.  so  as  to  be  received  by 
tilm  not  later  than  15  days  following  pub- 
lication of  this  notice  in  the  Federal 
REGISTER.    The  proposals  are  as  follows: 

§  981.202  Budget  of  expenses  and  rate 
of  assessment.  The  expenses  necessary 
to  be  Incurred  by  the  Southeastern 
Potato  Committee,  established  pursuant 
to  Marketing  Agreement  No.  104  and 
Order  No.  81.  to  enable  such  committee 
to  perform  its  functionsT>ursuant  to  pro- 
visions of  the  aforesaid  marketing  agree- 
ment and  order  and  regulations  duly  is- 
sued thereunder  during  the  fiscal  period 
ending  October  31.  1949.  will  amount  to 
$47,250.  The  rate  of  assessment  to  be 
paid  by  each  handler  who  first  ships 
potatoes  shall  be  three-fourths  of  one 
cent  for  each  hundredweight  of  potatoes 
shipped  by  him  as  the  first  shipper 
thereof  during  the  fiscal  period  ending 
October  31.  1949.  and  such  rate  is  hereby 
fixed  as  each  such  handler's  pro  rata 
share  of  the  aforesaid  expenses. 

Terms  used  in  this  section  shall  have 
the  same  meaning  as  when  used  in  Mar- 
keting Agreement  No.  104  and  Order  No. 
81.  (48  Stat.  31,  as  amended;  7  U.  S.  C. 
601  et  seq.) 

Done  at  Washington.  D.  C,  this  18th 
day  of  January  1949. 

IsEALl  S.  R.  Smith, 

Director.  Fruit  arid  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

[P.    R.    Doc.    49-609;    Filed.    Jan.    25,    1949; 
9:02  a.  m.| 
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[Docket  No.  AO  193| 

Handling  of  Emperor  Grapes  Grown  in 
California 

decision  with  respect  to  proposed  mar- 
keting agreement  and  order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 


PROPOSED  RULE  MAKING 

(7  U.  S.  C,  601  et  seq.;  61  Stat.  208.  707). 
and  the  rules  of  practice  and  procedure, 
as  amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
marketing  orders  (7  CFR,  Supps.,  900.1 
et  seq.;  13  F.  R.  8585),  a  public  hearing 
was  held  at  Exeter,  California,  on  May 
10  to  12,  1948,  both  dates  inclusive,  after 
the  Issuance  of  a  notice  (13  F.  R.  2224) 
thereof  on  April  21, 1948,  upon  a  proposed 
marketing  agreement  and  a  proposed 
marketing  order  for  regulating  the 
handling  of  Emperor  grapes  grown  in  the 
State  of  California. 

Upon  the  basis  of  the  evidence  ad- 
duced at  the  aforementioned  hearing, 
and  the  record  thereof,  the  Acting  As- 
sistant Administrator  of  the  Production 
and  Marketing  Administration.  United 
States  Department  of  Agriculture,  on 
August  16.  1948.  filed  with  the  Hearing 
Clerk.  United  States  Department  of  Agri- 
culture, his  recommended  decision  in  this 
proceeding.  Notice  of  such  recom- 
mended decision,  affording  opportunity 
to  file  written  exceptions  with  respect 
thereto,  was  published  in  the  Federal 
Register  issue  (13  F.  R.  4821)  of  August 
20.  1948.  and  the  time  limit  for  the  filing 
of  such  written  exceptions  was  subse- 
quently extended  (13  P.  R.  5059)  to  not 
later  than  the  close  of  business  on  Sep- 
tember 19.  1948. 

Rulings  on  exceptions.  Exceptions  to 
the  recommended  decision  were  filed  on 
behalf  of  (a)  the  proponents  of  the  pro- 
posed program,  (b)  the  Committee  Op- 
posing an  Emperor  Marketing  Agree- 
ment, (c)  W.  Todd  Dofflemyer.  (d)  A. 
Devorak.  and  (e)  Francis  C.  Huebner. 
All  of  the  exceptions  have  been  consid- 
ered carefully  and  fully  in  conjunction 
with  the  record  evidence  pertaining 
thereto  in  arriving  at  the  findings  and 
conclusions  set  forth  in  this  decision. 
Rulings  on  certain  of  the  exceptions  are 
hereinafter  set  forth  in  connection  with 
the  findings  and  conclusions  to  which 
the  exceptions  refer.  To  the  extent  that 
the  findings  and  conclusions  of  this  de- 
cision are  at  variance  with  the  excep- 
tions not  otherwise  specifically  ruled 
upon,  such  exceptions  are  overruled. 

Findings  and  conclusions.  The  mate- 
rial issues  and  the  findings  and  conclu- 
sions of  the  aforesaid  recommended  de- 
cision (P.  R.  Doc.  48-7514;  13  F.  R.  4821) 
are  hereby  approved  and  adopted  as  the 
material  issues  and  the  findings  and  con- 
clusions of  this  decision  as  if  set  forth  in 
full  herein,  except  as  they  are  modified 
by  the  additional  findings  and  conclu- 
sions hereinafter  set  forth: 

(a)  Exception  was  taken  to  the  pro- 
posed findings  and  conclusions  and  to  the 
provision  of  the  recommended  marketing 
agreement  and  order  that  the  term  "cold 
storage"  should  be  defined  to  mean  "the 
storage  of  grapes  under  refrigeration  in 
a  storage  warehouse  in  the  State  of  Cali- 
fornia." It  was  alleged  in  the  exception 
that  (Da  considerable  quantity  of  Em- 
peror grapes  are  placed  in  cold  storage 
outside  the  State  of  California;  (2)  some 
cold  storage  grapes  become  affected  by 
mold  and  decay;  and  (3)  one  of  the 
causes  of  the  sharp  decline  in  the  price 
of  Emperor  grapes  in  the  1947  sea.son  was 
the  condition  of  the  grapes  shipped  to 
markets  from  cold  storage.  It  was  con- 
tended, therefore,  that  "cold  storage" 
should  be  defined  to  include  the  storage 


of  grapes  "anywhere  In  the  continental 
United  States"  so  that  it  could  be  re- 
quired that  Emperor  grapes,  whether 
stored  In  California  or  elsewhere  In  the 
United  States,  be  inspected  and  certified 
at  the  time  of  withdrawal  from  storage. 
Evidence  adduced  at  the  hearing  shows 
that  it  would  be  impracticable  to  regu- 
late the  handling  of  Emperor  grapes  after 
they  have  been  shipped  outside  of  the 
State  of  California.  The  proposed  pro- 
gram is  designed  to  regulate  such  han- 
dling of  Emperor  grapes  as  is  in  the  cur- 
rent of  commerce  between  the  State  of 
California  and  any  point  outside  the 
State  of  California.  The  record  is  clear 
that  it  is  Intended  to  regulate  only  such 
movement  of  Emperor  grapes.  Accord- 
ingly, this  exception  is  denied. 

Exception  was  taken  to  the  finding  that 
the  Secretary  may.  upon  the  recommen- 
dation of  the  Industry  Committee  or  on 
the  basis  of  other  available  information, 
require  each  handler,  prior  to  making 
each  shipment  of  grapes  from  a  cold  stor- 
age warehouse,  to  cause  such  grapes,  if 
they  have  already  been  Inspected  and 
certified,  to  be  inspected  for  condition 
with  respect  to  decay.  It  was  asserted 
in  support  of  this  exception  that  the  pro- 
vision is  ijermisslve.  whereas  the  institu- 
tion of  such  requirement  should  be  man- 
datory. A  mandatory  requirement  of 
this  nature  would  not  afford  the  flexi- 
bility necessary  In  provisions  of  pro- 
grams designed  to  regulate  shipments  of 
any  fruits  or  vegetables,  including  Em- 
peror grapes.  The  Industry  Committee 
and  the  Secretary  should  be  left  free  to 
take  such  action.  In  this  connection,  at 
any  particular  time  as  warranted  by  the 
marketing  conditions  at  such  time.  This 
exeption  is  therefore  denied. 

(b)  Exception  was  taken  to  the  pro- 
posed provision  of  the  recommended 
marketing  agreement  and  order  author- 
izing the  Industry  Committee  to  investi- 
gate and  to  assemble  data  on  the  grow- 
ing, harvesting,  shipping,  and  marketing 
conditions  with  respect  to  "grapes."  It 
was  suggested  that  there  be  specified 
"Emperor  grapes"  in  order  to  limit  such 
activities  to  Emperor  grapes.  Since  the 
proix)sed  marketing  agreement  and  order 
define  the  word  "grapes,"  as  used  there- 
in, to  mean  all  Emporer  grapes  grown 
In  the  area,  further  specification  of  the 
variety  is  not  deemed  necessary  in  the 
subsequent  provisions.  Limitations  on 
the  proposed  research  and  service  activi- 
ties, as  contended  for  in  this  exception, 
are  clearly  set  forth  in  the  recommended 
decision.  The  exeption,  therefore,  Is 
denied. 

(c)  Exceptions  were  taken  to  the  pro- 
posed findings  and  conclusions  and  to  the 
effectuating  provisions  of  the  recom- 
mended marketing  agreement  and  order 
pertaining  to  the  ^mitation.  by  grades, 
of  shipments  of  grapes.  It  was  asserted 
In  support  of  these  exceptions  that  evi- 
dence in  the  record  shows  that  Emperor 
grapes  produced  In  certain  districts  do 
not  have  as  high  color  as  those  pro- 
duced In  other  districts;  that  such  less- 
colored  grapes  have  an  equal  sugar  con- 
tent, and  in  some  Instances  a  higher 
sugar  content,  than  that  of  grapes  of 
higher  color;  and  that  such  less-colored 
grapes  are  In  demand  on  the  New  York 
auction  and  sometimes  sell  at  premium 
prices.    It  was  recommended,  therefore. 
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that  there  be  Inserted  In  the  marketing 
agreement  and  order  provisions  which 
would  prohibit  any  limitation  on  the 
shipment  of  grapes  "which  meet  all  the 
requirements  of  U.  S.  grade  No.  1  except 
for  colbr."  It  was  further  asserted  that 
in  some  of  the  southern  States  there  is 
available  to  the  purchasers  (assumed  to 
refer  to  handlers)  of  Emperor  grapes  a 
substantial  market,  at  a  reasonable  price, 
for  grapes  of  what  is  known  as  the  un- 
classified grade,  and  that  provision 
should  be  made  for  the  shipment  of  xm- 
classified  grapes.  It  is  not  possible  to 
foretell  the  conditions  which  the  Em- 
peror grape  Industry  may  encounter  In 
future  marketing  seasons.  Maximum 
flexibility  should  be  provided,  therefore, 
particularly  in  the  matter  of  the  estab- 
lishment of  grade  regulations,  so  as  to 
permit  ample  latitude  for  the  Industry 
Committee  to  function  in  the  best  inter- 
ests of  the  entire  Emperor  grape  indus- 
try. Adequate  safeguards  are  provided, 
however,  to  assure  that  regulations  may 
be  established  only  after  thorough  con- 
sideration. 

The  Industry  Committee,  which  sub- 
mits its  recommendations  for  regulations 
to  the  Secretary,  consists  of  nine  mem- 
bers nominated  by  the  growers  of  Em- 
peror grapes  and  selected  by  the  Secre- 
tary. A  committee  of  nine  shippers  Is 
established  to  advise  and  counsel  with 
submitted  by  the  Industry  Committee, 
If  the  Secretary  finds,  from  the  recom- 
mendation and  supporting  Information 
submitted  by  the  Industry  Committee, 
or  from  other  available  Information,  that 
to  establish  such  regulations  will  tend  to 
effectuate  the  declared  policy  of  the  act. 
he  shall  establish  such  regulations.  It 
is  apparent  from  the  findings  In  this  de- 
cision that  it  is  contemplated  to  limit  the 
shipment  of  grapes  to  such  grades  as 
may  be  marketed  readily  and  which  will 
bring  a  fair  and  reasonable  return  to  the 
growers.  Such  findings,  furthermore, 
recognize  the  possibility  that  some  vine- 
yards may.  at  times,  produce  grapes 
which  would  not  meet  the  gracle  require- 
ments established  and  provision  is  made 
in  the  proposed  marketing  agreement 
and  order  for  the  Issuance  of  exemption 
certificates  whereby  the  grower  may 
market  a  percentage  of  his  crop  equal  to 
the  average  percentage  of  the  grapes 
that  may  be  shipped  by  all  growers  with- 
in the  area.  The  Committee  Is  author- 
ized to  Issue  .«uch  an  exemption  certifi- 
cate upon  submission  of  proof  by  the 
grower  that  his  failure  to  produce  grapes 
meeting  the  requirements  of  the  existing 
regulatory  order  was  due  to  reasons 
beyond  his  control.  These  exceptions, 
accordingly,  are  denied. 

(d)  Exception  was  taken  to  the  pro- 
posed findings  and  conclusions  pertain- 
ing to  the  qualifications  of  growers  se- 
lected to  serve  as  members  of  the  Indus- 
try Committee.  It  was  asserted  that,  in 
view  of  the  responsibilities  assigned  to 
the  Industry  Committee,  membership  on 
such  committee  should  be  restricted  to 
growers  having  at  least  25  years'  experi- 
ence In  the  growing  of  Emperor  grapes 
and  to  employees  or  agents  of  organiza- 
tions which  had  produced  grapes  for  such 
period  of  time.  The  terms  of  the  recom- 
mended marketing  agreement  and  order 
provide   that    members   and   alternate 
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members  of  the  Industry  Committee 
shall  be  selected  by  the  .Secretary  from 
eligible  nominees  elected  by  growers  in 
each  district  or  from  other  qualified  per- 
sons. Eligibility  to  serve  as  members  or 
alternate  members  of  the  Industry  Com- 
mittee is  confined  to  growers  who  pro- 
duced, during  the  season  immediately 
preceding  their  selection  as  members  of 
alternate  members  of  such  committee,  at 
least  51  percent  of  the  grapes  shipped  by 
them  during  such  season,  and  to  oflflcers 
or  employees  of  organizations  meeting 
the  same  conditions.  Also,  each  such 
member  and  alternate  member  must  be 
an  Individual  grower  who,  or  an  oflQcer 
or  employee  of  an  organization  which, 
produced  grapes,  during  such  season,  in 
the  district  which  he  is  selected  to  repre- 
sent. Selection  of  the  members  and  al- 
ternate members  of  the  Industry  Com- 
mittee on  the  basis  prescribed  should  as- 
sure that  only  qualified  persons  would 
attain  membership  thereon.  To  further 
require  that  such  committee  be  composed 
only  of  growers,  or  officers  or  employees 
of  organizations,  engaged  for  at  least 
twenty-five  years  in  the  growing  of 
grapes,  would  appear  to  serve  little  use- 
ful purpose,  inasmuch  as  such  a  require- 
ment might  preclude  the  selection  for 
membership  on  such  committee  of  many 
growers  eminently  qualified  to  serve 
thereon.  In  any  .event,  sufficient  evi- 
dence to  support  the  Inclusion  of  such  a 
requirement  was  not  adduced  at  the 
hearing.  This  exception,  therefore,  is 
denied. 

(e)  Exception  was  taken  to  the  pro- 
posed conclusion  that  the  U.  S.  No.  1 
grade  for  table  grapes  "closely  approxi- 
mates the  standards  which  should  be  re- 
quired to  be  met  in  order  to  deliver  to  the 
principal  markets  grapes  of  at  least  the 
minimum  quality  and  maturity  which  are 
acceptable  to  consumers"  and  that  the 
tolerances  permitted  for  serious  defects, 
as  set  forth  in  the  U.  S.  No.  1  grade  for 
table  grapes,  under  the  proposed  mini- 
mum standards  "should  not  exceed  twice 
the  amount  allowed  under  the  aforesaid 
grade."  It  is  asserted  that  such  proposed 
conclusion  (1)  would  limit  the  Industry 
Committee  recommendations,  with  re- 
spect to  proposed  regulations  to  establish 
minimum  standards  of  quality  and  ma- 
turity of  grapes,  to  prescribing  that  such 
regulations  specify  that  grapes  shipped 
be  not  lower  than  the  U.  S.  No.  1  grade 
for  table  grapes  with  an  additional  tol- 
erance of  6  percent  for  serious  defects, 
(2t  would  similarly  limit  the  Secretary 
in  establishing  such  regulations.  (3)  Is 
contrary  to.  and  not  supported  by  evi- 
dence in  the  hearing  record  and  the  find- 
ings in  the  recommended  decision  that 
stress  the  necessity  of  complete  flexibility 
In  the  establishment  of  regulations  by 
grade  and  by  minimum  standards  of 
quality  and  maturity. 

The  findings  and  conclusions  herein 
make  more  explicit  that  which  is  implicit 
In  the  findings  and  conclusions  In  the 
recommended  decision  to  which  such  ex- 
ception was  taken.  A  review  of  the  evi- 
dence in  the  hearing  record  reveals  ade- 
quate support  of  the  findings  and  con- 
clusions In  this  decision  pertaining  to  the 
bases  of  recommendations  for,  and  the 
establishment  of.  regulations  prescribing 
the  minimum  standards  of  quality  and 
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maturity  of  grapes  which  may  be  shipped 
In  interstate  commerce.  Such  findings 
provide  a  general  guide  for  recommen- 
dations for.  and  the  establishment  of. 
such  regulations  but  they  do  not  establish 
specified  limits  within  which  particular 
recommendations  or  regulations,  should 
be  confined.  It  is  apparent  from  the 
findings  in  this  decision  that  there  is  a 
wide  variation  from  season  to  season  in 
defects  causing  serious  impairment  of 
the  shipping  and  edible  quality  of  the 
grapes.  Such  defects  also  vary  from  sea- 
son to  season,  and  sometimes  within  a 
season,  in  the  rapidity  of  their  further 
development  In  transit  or  in  storage.  It 
Is  impracticable,  therefore,  because  of 
the  varying  climate  and  other  conditions 
which  affect  the  quality  of  grapes,  to  set 
forth  in  detail  the  exact  specifications 
for  minimum  standards  of  quality  and 
maturity.  Any  such  regulation  should 
be  designed  so  as  to  exclude  from  the 
market  grapes  which  would  be  generally 
unacceptable  to  consumers,  bearing  in 
mind  the  particular  conditions  existent 
during  the  period  of  such  regulations. 
To  the  extent  that  the  findings  and  con- 
clusions herein  modify  the  findings  and 
conclusions  of  the  Acting  Assistant  Ad- 
ministrator, this  exception  is  granted. 
Accordingly,  the  following  paragraph  In 
3  (f)  of  the  recommended  decision  has 
not  been  made  a  part  of  this  decision. 

Nearly  all  of  the  defect*  causing  serious 
impairment  of  the  shipping  or  table  quality 
of  grapes  are  classed  as  serious  defects  in  the 
aforementioned  United  States  Standards  for 
table  grapes,  and  are  limited  with  respect 
to  the  U.  S.  No.  1  grade,  to  a  total  tolerance 
of  3  percent,  by  weight,  including  not  more 
than  one  half  of  1  percent  of  such  grapes 
which  may  be  affected  by  decay.  In  view 
of  the  serious  nature  of  these  defects  and 
the  excessive  deterioration  which  normally 
develops  from  them  in  transit,  the  tolerance 
permitted  for  them  under  the  proposed  mini- 
mum standards  should  not  exceed  twice  the 
amount  allowed  under  the  aforesaid  grade. 

(f)  Exception  was  taken  to  the  pro- 
posed findings  and  conclusions  that  each 
handler  should  be  required  to  report  to 
the  committee,  in  connection  with  each 
shipment  of  grapes,  certain  information 
with  respect  thereto,  namely:  the  name 
of  the  shipper;  the  car  number,  truck 
license  number,  or  boat  Identification,  as 
the  case  may  be;  the  number  of  pack- 
ages of  grapes  or  the  billing  weight 
thereof,  and  the  grade  or  grades;  the 
name  of  the  grower  for  whom  the  grapes 
are  shipped;  the  place  where  the  ship- 
ment originated;  the  destination,  routing 
and  any  diversions.  It  was  pointed  out 
that  all  of  such  Information  will  not  be 
needed  in  all  Instances,  and  therefore, 
the  requiring  of  such  information  should 
be  made  subject  to  the  discretion  of  the 
committee  with  the  approval  of  the  Sec- 
retary. The  correctness  of  such  a  con- 
tention is  evident,  and  the  exception  is 
granted.  Accordingly,  the  words  "Each 
such  report  should  include"  at  the  be- 
ginning of  the  third  sentence  of  para- 
graph 3  (g)  of  the  recommended  deci- 
sion are  changed  In  this  deci.sion  to  read 
"Each  such  report  may  include."  A  con- 
forming change  has  also  been  made  ip 
the  proposed  marketing  agreement  and 
order. 

'g)  At  the  time  the  Acting  Assistant 
Administrator  issued  his  recommended 
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decision  with  respect  to  this  proceeding. 
It  was  anticipated  that  the  recommended 
marketing  agreement  and  order  would 
become  effective  early  in  the  1948  mar- 
keting season  for  Emperor  grapes.    The 
proposed  findings  and  conclusions  and 
the  effectuating  provisions  of  the  recom- 
mended marketing  agreement  and  order 
therefore  set  forth  references  and  pro- 
visions relating  to  operations  during  the 
initial  fiscal  period  which  would  have, 
been  necessary  if  the  program  had  been 
made  operative  prior  to  or  during  the    ' 
current  season.     The  harvesting  of  the 
1948  crop  of  Emperor  grapes  has  been 
complet'ed.    however,    and    marketings 
thereof  during  the  remainder  of  the  cur- 
rent season  will  be  made  from  grapes 
held  In  storages.    Since  such  grapes  were 
placed  in  storages  without  specific  knowl- 
edge that  the  movement  of  such  grapes 
would  be  regulated,  no  regulations  shall 
be  issued  with  respect  to  Emperor  grapes 
of  the  1948  crop.     All  references  to  the 
initial  period  which  are  set  forth  with 
respect  to  issue  No.  3  in  the  findings  and 
conclusions  of  the  recommended  decision 
have,  therefore,  been  changed  as  follows: 
ID   Delete  the  third  paragraph  in  (b) 

(2 )  Delete  the  words  "successors  to  the 
initial"  Irl  the  first  sentence  in  the  fourth 
paragraph  in  (b> ; 

(3)  In  the  second  sentence  in  the 
fourth  paragraph  in  <b).  change  the  pe- 
riod at  the  end  to  a  comma,  and  add,  im- 
mediately thereafter,  the  words  "except 
that  the  designations  of  such  meetings  in 
connection  with  nominations  of  initial 
members  and  alternates  shall  be  made 
by  the  Secretary." 

(4)  In  the  first  sentence  of  the  ninth 
paragraph  In  tb)  delete  "1949"  and  in- 
sert, in  lieu  thereof.  "1950";  and 

(5)  Delete  the  phrase  "except  that 
with  respect  to  the  initial  fiscal  period 
such  submission  should  be  as  soon  as 
practicable  after  August  15"  in  the  sec- 
ond sentence  in  the  fourteenth  para- 
graph in  (b). 

Conforming  changes  have  also  been 
made  in  the  proposed  marketing  agree- 
ment and  order. 

The  aforementioned  findings  and  con- 
■^  elusions  are  supplemented  by  the  follow- 
ing general  findings: 

General  findings.  (1)  The  proposed 
marketing  agreement  and  order,  and  all 
of  the  terms  and  conditions  thereof,  will 
tend  to  effectuate  the  declared  policy  of 
the  act: 

(2)  The  proposed  marketing  agree- 
ment and  order  will  be  applicable  only 
to  persons  in  the  respective  classes  of 
Industrial  and  commercial  activities 
specified  in  the  proposals  upon  which 
the  hearing  was  held; 

(3)  There  are  no  differences  in  the 
production  and  marketing  of  said  com- 
modity in  the  production  area  covered  by 
the  proposed  marketing  agreement  and 
order  which  make  necessary  different 
terms  applicable  to  different  parts  of 
such  area;  ' 

<4>  The  production  area,  as  set  forth 
In  the  proposed  marketing  agreement 
and  order,  is  the  smallest  regional  pro- 
duction area  which  is  practicable  consist- 
ently with  carrying  out  the  declared  pol- 
icy of  the  act:  and 

(5>  It  is  hereby  found  and  proclaimed 
that  the  purchasing  power  of  Emperor 
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grapes  grown  in  the  State  of  California 
during  the  period  August  1909-July  1914 
cannot  be  determined  satisfactorily  from 
available  statistics  of  the  United  States 
Department  of  Agriculture,  but  the  pur- 
chasing power  of  such  grapes  can  be  de- 
termined satisfactorily  from  available 
statistics  of  the  United  States  Depart- 
ment of  Agriculture  for  the  period  August 
1919-July  1929.  and  the  period  last  re- 
ferred to  is  the  base  period  to  be  used  in 
connection  with  the  determination  of  the 
purchasing  power  of  grapes  under  the 
proposed  marketing  agreement  and 
order. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Emperor  Grapes  Grown  in 
the  State  of  California"  and  "Order  Reg- 
ulating the  Handling  of  Ermperor  Grapes 
Grown  in  the  State  of  California."  which 
have  been  decided  upon  as  the  appropri- 
ate and  detailed  means  of  effecting  the 
foregoing  conclusions.  These  documents 
shall  not  become  effective  unless  and 
until  the  requirements  of  §  990.14  of  the 
aforesaid  rules  of  practice  and  proce- 
dure, as  amended,  governing  proceedings 
to  formulate  marketing  agreements  and 
orders  have  been  met. 

It  is  hereby  ordered,  That  all  of  this 
decision  except  the  annexed  marketing 
agreement  be  published  In  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  these  contained  In  the  annexed 
order  which  will  be  published  with  this 
decision. 

This  decision  filed  at  Washington, 
D.  C.  this  18th  day  of  January  1949. 

[sKALl  Charles  P.  Brannan. 

Secretary  o/  Agriculture. 

Order  '  Regulating  the  Handling  of  Em- 
peror Grapes  Grown  in  the  State  of 
California 

Sec. 

986.0  Findings  and  determinations. 

985.1  Definitions. 

985.2  Industry  Committee. 
985  3  Expenses  and  aBsessments. 

985.4  Marketing  policy. 

985.5  Regulation. 

985.6  Reports. 

985.7  Grapes  not  subject  to  regulation. 

985.8  Compliance. 

985.9  Right  of  the  Secretary. 

985.10  Effective  time;  suspension;  and  ter- 

mination. 

985.11  Duration  of  Immunities. 

985.12  AgenU. 
*    985  13     Derogation. 

985.14  Personal  liability. 

985.15  Separability. 

985.16  Amendments. 

985.17  Effect    of    termination    or    amend- 

ment. 

AuTHOBrrT:  §§  985.0  to  985.17  Issued  under 
48  Stat.  31.  670.  675;  49  Stat.  750;  50  Stat. 
246;  61  Stat.  208,  707;  7  U.  S.  C.  601  et  seq. 

§  985.0  Findings  and  determina- 
tions— (a)  Findings  upon  the  basis  of  the 
hearing  record.    Pursuant  to  the  Agrl- 


'Thls  order  shall  not  become  effective  un- 
less and  untU  the  requirements  of  i  900.14 
of  the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formulate 
marketing  agreements  and  marketing  orders 
have  been  met. 


cultural  Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  601  et  seq.; 
61  Stat.  208. 707) .  and  In  accordance  with 
the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting ord*rs  (7  CFR.  Supps..  900.1  et 
seq. ;  13  P.  R.  8585) .  a  public  hearing  was 
held  at  Exeter.  California,  May  10  to  12. 
1948.  upon  a  proposed  marketing  agree- 
ment and  order  regulating  the  handling 
of  Emperor  grapes  grown  in  the  State  of 
California.  Upon  the  basis  of  the  evi- 
dence Introduced  at  such  hearing,  and 
the  record  thereof,  it  Is  found  that: 

(1)  This  order,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act ; 

(2)  This  order  Is  applicable  only  to 
persons  In  the  respective  classes  of  Indus- 
trial and  commercial  activities  specified 
in  the  proposals  upon  which  the  hearing 
was  held; 

(3)  There  are  no  differences  in  the 
production  and  marketing  of  Emperor 
grapes  In  the  production  area  covered 
by  this  order  which  make  necessary  dif- 
ferent terms  applicable  to  different  parts 
of  such  area; 

(4)  The  production  area,  as  set  forth 
in  this  order.  Is  the  smallest  regional  pro- 
duction area  which  Is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  the  act;  and 

(5)  It  is  hereby  found  and  proclaimed 
that  the  purchasing  power  of  Emperor 
grapes  grown  In  the  State  of  California 
during  the  period  August  1909-July  1914 
cannot  be  determined  satisfactorily  from 
available  statistics  of  the  United  States 
Department  of  Agriculture,  but  the  pur- 
chasing power  of  such  grapes  can  be  de- 
termined satisfactorily  from  available 
statistics  of  the  United  States  Depart- 
ment of  Agriculture  for  the  period  Au- 
gast  1919-July  1929.  and  the  period  last 
referred  to  Is  the  base  period  used  In  con- 
nection with  the  determination  of  the 
purchasing  power  of  grapes  under  this 
order. 

Order  relative  to  handling.  It  Is.  there- 
fore, hereby  ordered,  that  the  handling 
of  Emperor  grapes  grown  in  the  State 
of  California  as  Is  In  the  current  of  Inter- 
state or  foreign  commerce  shall,  from  the 
effective  time  hereof,  be  In  conformity  to 
and  In  compliance  with  the  terms  and 
conditions  of  the  following  order: 

§  985.1  Definitions.  As  used  In  this 
part,  the  following  terms  have  the  fol- 
lowing meanings: 

(a)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  other  officer  or  employee  of  the 
United  States  Department  of  Agriculture 
who  Is.  or  who  may  hereafter  be.  author- 
ized to  exercise  the  powers  and  to  per- 
form the  duties  of  the  Secretary  of  Agri- 
culture. 

(b)  "Act"  means  Public  Act  No.  10.  73d 
Congress,  as  amended  and  as  reenacted 
and  amended  by  ihe  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amended  (1  U.  S.  C.  601  et  seq.;  61  Stat. 
208.  707). 

(c)  "Person"  means  an  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(d)  "Grapes"  means  and  Includes  all 
Emperor  grapes  grown  in  the  area. 
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(e)  "Area"  means  the  State  of  Cali- 
fornia. 

(f)  "Grower"  Is  synonymous  with 
"producer"  and  means  any  person  en- 
gaged In  the  production  of  grapes  for 
market,  or  who.  as  the  owner  of  the 
vineyard  or  as  a  tenant  thereon,  has  a 
financial  interest  in  the  crop  from  such 
vineyard.  As  used  in  §  985.5  the  term 
"grower"  shall  also  mean  the  purchaser 
of  a  crop  of  grapes  on  the  vines. 

(g)  "Handler"  Is  synonymous  with 
"shipper"  and  means  any  person  (except 
a  common  or  contract  carrier  of,  or  an 
operator  of -a  cold  storage  warehouse  for, 
grapes  owned  by  another  person),  who. 
as  owner,  agent,  or  otherwise,  handles 
grapes,  or  causes  grapes  to  be  handled  by 
ran,  truck,  boat,  or  any  other  means 
whatsoever. 

(h)  "Handle"  is  synonymous  with 
"ship"  and  means  to  buy,  sell,  consign, 
transport,  or  offer  for  transportation,  or 
In  any  other  way  to  place  grapes  In  the 
current  of  commerce  between  the  State 
of  California  and  any  point  outside  of 
the  State  of  California:  Provided,  That 
this  term  shall  not  apply  to  persons  en- 
gaged In  the  shipping  operations  (such 
as  conftnon  or  contract  carriers) .  and  op- 
erators of  cold  storage  warehouses  for 
others  who  perform  their  respective 
functions  in  the  matter  on  the  basis  of 
service  rates  or  charges  and  who  do  not 
have  any  proprietary  Interest  In  the 
grapes  being  moved. 

(1)  "Standard  package"  means  the 
size(s)  and  type(s)  of  package  or  pack- 
ages designated  by  the  Industry  Com- 
mittee and  approved  by  the  Secretary. 

(J)  "Fiscr'  period"  Is  synonymous  with 
"marketing  season"  and  means  the 
twelve-month  period  beginning  on  the 
first  day  of  June  of  each  year,  and  end- 
ing on  the  last  day  of  May  of  the  follow- 
ing year,  both  dates  inclusive,  except  that 
the  Initial  fiscal  period  shall  begin  at 
the  effective  time  of  this  order  and  shall 
end  on  the  last  day  of  May  of  the  fol- 
lowing year. 

(k)  "Cold  storage  •  means  the  storage 
of  grapes,  under  refrigeration,  in  a  stor- 
age warehouse  in  the  State  of  California. 

(1)  "District"  means  each  of  the  fol- 
lowing: Tulare  District,  Fresno  District, 
and  Kern  District. 

(m)  "Tulare  District"  means  that  por- 
tion of  Tulare  County.  California,  which 
Is  bounded   and   described   as   follows: 

Beginning  at  the  northwest  corner  of 
Tov^nshlp  17  South.  Range  23  E.  M.  D.,  being 
the  Intersection  of  the  county  line  between 
Tulare  County  and  Kings  County,  California, 
with  the  Fourth  Standard  Parallel.  South; 
running  thence  south  tilong  said  county  line 
to  the  southwest  corner  of  Section  30,  Town- 
ship 23  South,  Range  23  E.  M.  D.;  thence 
easterly  following  the  northerly  line  of  the 
south  tier  of  sections  In  Township  23  South. 
Ranges  24  to  36.  both  inclusive,  E.  M.  D..  part 
of  the  distance  being  along  the  so-called 
Earllmart-Ducor  Highway.  In  Range  27 
E.  M.  D.,  thence  south  along  the  west  line 
of  Section  30,  Township  23  South,  Range  37 
E.  M.  D  .  to  the  southwest  corner  thereof; 
thence  easterly  along  the  south  lines  of  Sec- 
tions 30.  29.  28.  and  27.  Township  23  South, 
Range  37,  E  M.  D..  to  the  county  line  be- 
tween Tulare  County  and  Inyo  County.  Cali- 
fornia; thence  northerly  along  such  county 
line  to  the  Fourth  Standard  Parallel  South; 
and  thence  westerly  along  the  Fourth  Stand- 
ard Parallel  South,  part  of  tlie  distance  being 
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along  what  Is  commonly  known  as  the  Yettem 
Highway,  to  the  point  of  beginning. 

(n)  "Fresno  District"  means  the  coun- 
ties of  Fresno,  Madera,  Merced,  Stanis- 
laus, San  Joaquin,  Contra  Costa,  Sacra- 
mento, and  Placer,  and  that  part  of 
Tulare  County  north  of  the  Fourth 
Standard  Parallel,  South. 

(o)  "Kern  District"  means  all  of  the 
State  of  California,  other  than  those  por- 
tions of  said  State  Included  in  the  Tulare 
and  Fresno  Districts. 

§  985.2  Industry  Committee— (&)  Es- 
tablishment and  membership.  There  Is 
hereby  established  an  Industry  Commit- 
tee consisting  of  nine  (9)  grower  mem- 
bers; five  (5)  to  represent  the  Tulare 
District;  three  (3)  to  represent  the 
Fresno  District;  and  one  (1)  to  repre- 
sent the  Kern  District.  There  shall  be 
an  alternate  for  each  member  of  the 
committee. 

(b)  Nomination  of  members.  The 
members  and  their  resF>ective  alternates 
for  each  district  shall  be  selected  by  the 
Secretary  from  the  nominees  elected  by 
the  growers  of  such  district  or  from  other 
qualified  persons.  Nominations  for  such 
members  and  alternate  members  shall, 
after  reasonable  notice  to  growers  in 
each  district,  be  made  at  meetings  of 
growers  held  on  or  before  May  1  of  each 
season  at  such  times  and  places  as  the 
Industry  Committee  shall  designate,  ex- 
cept that  designations  of  such  meetings 
In  connection  with  the  nominations  of 
Initial  members  and  alternates  shall  be 
made  by  the  Secretary.  At  each  such 
meeting,  the  growers  eligible  to  partici- 
pate therein  shall  select  a  chairman  and 
a  secretary.  After  nominations  have 
been  made,  the  chairman  or  the  secretary 
of  such  meeting  shall  transmit  to  the 
Secretary  his  certificate,  showing  the 
name  of  each  per.son  for  whom  Votes 
have  been  ca.st.  whether  as  member  or  a.s 
alternate  for  a  member,  and  the  number 
of  votes  received  by  each  such  person. 

(2)  In  voting  for  nominees,  each 
grower  shall  be  entitled  to  cast  only  one 
vote  on  behalf  of  himself,  his  agents, 
partners,  affiliates,  subsidiaries,  and  rep- 
resentatives; and  only  growers  person- 
ally present  at  such  meeting  shall  be  en- 
titled to  vote.  Each  grower  shall  be  en- 
titled to  vote  only  in  the  district  or  dis- 
tricts in  which  he  produces  grapes,  and 
only  for'as  many  nominees  as  are  to  be 
selected  from  such  district  or  districts, 
(c)  Eligibility  for  membership.  Each 
person  selected  to  serve  as  a  member  or 
as  an  alternate  member  of  the  Industry 
Committee  for  any  particular  season 
shall  be  an  individual  grower  who  pro- 
duced, during  the  season  Immediately 
prior  to  the  season  for  which  the  grower 
has  been  so  nominated  or  selected,  at 
least  fifty-one  (51)  percent  of  the  grapes 
shipped  by  him  during  such  prior  season; 
or  such  person  shall  be  an  officer,  em- 
ployee, or  agent  of  an  organization  which 
produced,  during  such  prior  season,  at 
least  fifty-one  (51)  percent  of  the  grapes 
shipped  by  such  organization  during  such 
prior  season;  and  any  such  person  shall 
be  an  individual  grower  who.  or  an  offi- 
cer, employee,  or  agent  of  an  organiza- 
tion which  produced  grapes  during  such 
prior  season  In  that  particular  district 
for  which  he  was  nominated  or  selected 
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as  a  member  or  as  an  alternate  member 
of  such  committee. 

(d)  Failure  to  nominate.  In  the  event 
nominations  for  a  member  or  alternate 
member  of  the  Industry  Committee  are 
not  made  pursuant  to  paragraph  (b)  of 
this  section,  and  communicated  to  the 
Secretary,  on  or  before  June  1  of  the  sea- 
son for  which  such  nominations  should 
have  been  made,  the  Secretary  may  se- 
lect the  members  and  alternate  mem- 
bers for  such  season  without  regard  to 
nominations,  but  such  selection  shall  be 
on  the  basis  of  the  representations  set 
forth  In  paragraph  (a)  of  this  section. 

(e)  Qualification.  Each  person  se- 
lected as  a  member  or  as  an  alternate 
member  of  the  Industry  Committee  shall, 
prior  to  serving  on  the  committee,  qualify 
by  filing  with  the  Secretary  a  written  ac- 
ceptance thereof  before  performing  any 
of  his  duties  hereunder. 

(f  >  Term  of  office.  Members  and  al- 
ternate members  shall  serve  during  the 
marketing  season  for  which  they  have 
been  selected,  and  until  their  successors 
are  selected  and  have  qualified. 

(g)  Alternate  members.  An  alternate 
for  a  member  of  the  Industry  Committee 
shall  act  in  the  place  and  stead  of  such 
member  (1)  during  his  absence,  and  (2) 
In  the  event  of  his  removal,  resignation, 
disqualification,  or  death,  until  a  .'suc- 
cessor for  such  member's  unexpired  term 
has  been  selected  and  qualified. 

(h)  Vacancies.  To  fill  any  vacancy 
occasioned  by  the  failure  of  any  person 
selected  as  a  member,  or  as  an  alternate 
member,  of  the  committee  to  qualify,  or 
in  the  event  of  the  removal,  resignation, 
disqualification,  or  death  of  any  member 
or  alternate  member,  a  successor  for  such 
member's  unexpired  term  shall  be  nomi- 
nated and  selected  in  the  manner  set 
forth  in  this  section.  If  nominations  to 
fill  any  such  vacancy  are  not  made 
within  twenty  (20)  days  after  such  va- 
cancy occurs,  the  Secretary  may  fill  such 
vacancy  without  regard  to  nominations 
but  on  the  basis  of  the  representations 
set  forth  in  paragraph  (a)  of  this  section. 

(i)  Compensation  and  reimbursement 
for  expenses.  Each  member  of  the  In- 
dustry Committee,  and  each  alternate 
member  when  acting  for  a  member  or 
when  designated  by  the  committee  to 
attend,  may  receive  compensation  In  an 
amount  not  in  excess  of  five  dollars 
($5.00)  per  day  (1)  for  attending  meet- 
ings of  the  committee;  and  (2)  while  at- 
tending to  such  committee  business  as 
may  be  authorized  by  the  committee.  In 
addition  to  said  compensation,  each  of 
the  aforesaid  members  and  alternate 
members  may  be  reimbursed  for  all  rea- 
sonable expenses  necessarily  incurred  in 
attending  each  such  meeting,  or  while 
attending  to  such  committee  business. 

(j)  Powers.  The  Industry  Committee 
shall  have  the  following  powers: 

( 1 )  To  administer  the  provisions  here- 
of in  accordance  with  its  terms; 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive.  Investigate,  and  rep>ort 
to  the  Secretary  complaints  of  violations 
hereof;  and 

(4»  To  recommend  to  the  Secretary 
amendments  hereto. 
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rk>  Duties.  The  Industry  Committee 
shall  have,  among  other  things,  the  fol- 
lowing duties: 

( 1 )  To  act  as  intermediary  between  the 
Secretary  and  any  producer  or  handler; 

(2)  To  keep  minutes,  books,  and  other 
records  which  will  clearly  reflect  all  of 
the  acts  and  transactions  of  the  com- 
mittee, and  such  minutes,  books,  and 
other  records  shall  be  subject  to  exami- 
nation at  any  time  by  the  Secretary; 

(3)  To  select,  from  among  its  mem- 
bers, a  chairman  and  other  officers,  and 
to  adopt  such  rules  and  regulations  for 
the  conduct  of  its  business  as  it  may  deem 
advisable; 

( 4 )  To  appoint  or  employ  such  persons 
as  it  may  deem  necessary,  and  to  deter- 
mine the  salaries  and  define  the  duties 
of  each  such  person ; 

(5 »  At  the  beginning  of  each  fiscal  pe- 
riod, and  not  later  than  the  fifteenth  day 
of  August  theveof.  to  submit  to  the  Sec- 
retary a  budget  of  its  expenses  and  pro- 
posed assessments  for  such  fiscal  period, 
together  with  a  report  thereon; 

(6)  To  cause  the  books  of  the  commit- 
tee to  be  audited  by  one  or  more  certified 
public  accountants,  at  least  once  each 
fiscal  period,  and  at  such  other  times  as 
the  committee  may  deem  necessary  or  as 
the  Secretary  may  request;  and  the  re- 
port of  each  such  audit  shall  show, 
among  other  things,  the  receipt  and  ex- 
penditure of  funds  pursuant  hereto.  At 
least  two  <2)  copies  of  each  such  audit 
report  shall  be  submitted  to  the  Secre- 

tsry ' 

(7)  To  prepare  monthly  statements 
of  the  financial  operations  of  the  com- 
mittee and  to  make  such  statements, 
together  with  the  minutes  of  the  meet- 
ings of  said  committee,  available  for  in- 
spection by  producers  and  handlers  at 
the  office  of  the  committee: 

(8)  To  Investigate  compliance  with 
respect  to  the  regulation  of  shipments 
pursuant  hereto; 

(9)  With  the  approval  of  the  Secre- 
tary to  redefine  the  districts  into  which 
the  State  of  California  has  been  divided 
herein,  or  change  the  representation 
from  any  district  on  the  Industry  Com- 
mittee: Provided.  That,  if  any  such 
changes  are  made,  representation  on  such 
committee  from  the  various  districts 
shall  be  based,  so  far  as  practicable,  upon 
the  proportionate  acreage  of  grapes  in 
the  respective  districts  during  the  season 
immediately  preceding  the  season  during 
which  such  changes  were  made: 

(10 )  To  investigate,  from  time  to  time, 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing  con- 
ditions with  respect  to  grapes:  and  to 
engage  in  such  research  and  service  ac- 
tivities with  respect  to  matters  which 
are  reasonably  incidental  to  the  other 
functions  and  duties  of  the  committee, 
if  the  prior  approval  of  the  Secretary 
has  been  obtained: 

(11)  To  submit  to  the  Secretary  such 
available  information  as  he  may  request; 

and 

( 12»  To  give  to  the  Secretary  the  same 
notice  of  meetings  of  the  Industry  Com- 
mittee as  Is  given  to  the  members  there- 
of- 

(1    Procedure.    (D  Six  <6)  members, 

Including  alternate  meml>ers  when  acting 
for  members  of  the  Industry  Committee, 
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shall  constitute  a  quorimi.  For  any  de- 
cision of  the  committee  to  be  valid,  at 
least  five  (5)  concurring  votes  thereon 
shall  be  necessary:  Provided,  That,  for 
any  decision  of  the  committee  with  re- 
spect to  S  985.5  to  be  valid,  at  least  six 
(6)  concurring  votes  thereon  shall  be 
necessary. 

(2)  The  committee  may  provide  for 
the  members  thereof  to  vote  by  mail,  or 
in  any  other  manner:  Provided,  That  no 
member  may  vote  other  than  in  person 
at  an  assembled  meeting  of  the  commit- 
tee or  with  respect  to  any  decision  under 
§§  985.4  or  985.5.  Voting  other  than  In 
person  shall  be  confirmed  promptly  in 
writing  by  the  respective  members  so 

voting. 

(m>  Obligation.     Upon  the  removal, 
resignation,  disqualification,  or  expira- 
tion of  the  term  of  office  of  any  member, 
or  alternate  member,  of  the  Industry 
Committee,  such  member  or  alternate 
member  shall  account  for  all  receipts 
and  disbursements  and  deliver  to  his  suc- 
cessor, to  the  committee,  or  to  a  designee 
of  the  Secretary,  all  property  (including, 
but  not  limited  to,  all  books  and  other 
records)  in  his  possession  or  under  his 
control  as  member  or  alternate  member, 
and  he  shall  execute  such  assignments 
and  other  instruments  as  may  be  neces- 
sary or  appropriate  to  vest  in  such  suc- 
cessor, committee,  or  designee  full  title 
to   such   property   and   funds,   and   all 
claims  vested  In  such  member  or  alter- 
nate member.     Upon  the  death  of  any 
member  or  alternate  member  of  the  com- 
mittee, full  title  to  such  property,  funds, 
and  claims  vested  in  such  member  or  al- 
ternate member,  shall  be  vested  in  his 
successor,  or,  until  such  successor  is  se- 
lected and  has  qualified.  In  the  com- 
mittee. 

(n)  Shippers'  Advisory  Council.     (1) 
There  is  hereby  established  a  Shippers' 
Advisory  Council  (hereinafter  called  the 
"council"),  consisting  of  nine  (9)  mem- 
bers selected  by  the  handlers  in  accord- 
ance with  the  provisions  hereof.     The 
purpose  of  su9h  a  council  Is  to  act  as  an 
advisory  body  to  the  Industry  Committee. 
The  duties  of  the  council  shall  consist  of 
submitting  recommendations  to  the  In- 
dustry Committee  with  respect  to  what- 
ever  regulations   or   quality   standards 
may  be  deemed  advisable,  either  initially. 
or  when  such  regulations  or  standards 
have  been  proposed  for  consideration  by 
the    committee    or    by    the    Secretary. 
Members  of  the  council  shall  hold  office 
for  a  one-year  term  beginning  on  July  1 
of  the  corresponding  marketing  season. 
There  shall  be  an  alternate  for  each 
member  of  such  council.    The  alternate 
member  shall  possess  the  same  qualifi- 
cations as  the  meml)er  and  shall  be  se- 
lected in  the  same  manner  as  provided 
herein  for  the  selection  of  members.    An 
alternate  member  shall,  in  the  event  of 
such  member's  absence  from  a  meeting 
of  the  council,  act  In  the  place  and  stead 
of  such  member,  and,  in  the  event  of  a 
vacanoy  in  the  office  of  such  member, 
shall  act  in  the  place  and  stegd  of  such 
member  until  a  successor  for  the  unex- 
pired term  of  such  member  has  been 
selected. 

(2)  Eight  (8)  members  of  the  council 
shall  be  elected  by  handlers  at  a  general 
meeting  of  all  handlers,  at  which  each 


handler  shall  have  one  vote.  The  ninth 
member  of  such  council  shall  be  elected 
Jointly  by  the  other  eight  members  of 
the  council  and  the  members  of  the  In- 
dustry Committee. 

(3)  Any  individual  person,  except  one 
who  is  a  member  or  an  alternate  member 
of  the  Industry  Committee,  shall  be  eli- 
gible for  membership  on  the  council. 

(4)  Meetings  for  the  election  of  mem- 
bers and  alternate  members  of  the  coun- 
cil shall  be  called  and  conducted  by  the 
Industry  Committee  not  later  than  July 

1  of  each  year. 

(5)  The  members  and  alternate  mem- 
bers of  the  council  may  be  reimbursed 
for  expenses  on  the  same  basis  as  mem- 
bers and  alternate  members  of  the  In- 
dustry Committee  for  attendance  at  each 
meeting  of  the  council  or  committee,  or 
while  attending  to  council  or  Industry 
Committee  business:  Provided.  That  such 
meeting  or  business  has  been  authorized 
by  the  committee. 

§  985.3  Expenses  and  assessments — 
(a)  Expenses.  The  Industry  Committee 
Is  authorized  to  Incur  such  expenses  as 
the  Secretary  may  find  are  reasonable  and 
are  likely  to  be  Incurred  by  the  commit- 
tee during  the  then  current  fiscal  period 
(1)  for  the  maintenance  and  functioning 
of  such  committee  and  (2)  for  such  re- 
search and  service  activities  relating  to 
the  handling  of  crapes  as  the  Secretary 
may  determine  to  be  appropriate.  The 
funds  to  cover  such  expenses  shall  be 
acquired  by  the  levying  of  assessments  as 
provided  herein.  ^     ^, 

(b)  Assessments.    (1)  Each     handler 
who  first  ships  grapes  shall,  with  respect 
to  eacrh  such  shipment,  pay  to  the  In- 
dustry Committee,  upon  demand,  such 
handler's  pro  rata  share  of  the  expenses 
which  the  Secretary  finds  will  be  in- 
curred   as  aforesaid,  by  the  committee 
during  such  fiscal  period:  Provided,  That 
no  assessment  shall  be  levied  with  respect 
to   any   shipment  of   grapes   exempted 
under  the  provisions  of  §  985.7.     Each 
handlers   pro  rata  share  of  such  ex- 
penses shall  be  equal  to  the  ratio  be- 
tween   the    total    quantity    of    grapes 
shipped  by  such  handler  as  the  first  ship- 
per thereof,  during  the  applicable  fiscal 
period,  and  the  total  quantity  of  grapes 
shipped  by  all  handlers  as  the  first  ship- 
pers   thereof,    during    the    same    fiscal 
period.    The  Secretary  shall  fix  the  rate 
of  asses.sment  to  be  paid  by  such  han- 
dlers.   Any    such    handler    who    ships 
grapes  for  the  account  of  a  grower  may 
deduct  from  the  account  sales  covering 
such  shipment  or  shipments  the  amount 
of  assessments  levied  on  such  grapes. 

(2)  At  any  time  during  a  fiscal  period, 
the  Secretary  may  Increase  the  rate  of 
assessment  in  order  to  secure  sufficient 
funds  to  cover  any  later  finding  by  the 
Secretary  relative  to  the  expenses  of  the 
Industry  Committee.  Any  such  Increase 
In  the  rate  of  assessment  shall  be  appli- 
cable to  all  assessable  grapes  shipped 
during  the  given  fiscal  period.  In  order 
to  provide  funds  to  carry  out  the 
functions  of  the  committee,  any  handler 
may  make  advance  payments  to  the  com- 
mittee. Such  advance  payments  shall  be 
credited  by  the  committee  toward  such 
assessments  as  may  be  levied  hereunder 
against  the  respective  handler  during  the 
then  current  marketing  season. 
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(c)  Accounting.  (1)  If,  at  the  end  of 
any  fiscal  period,  the  assessments  col- 
lected exceed  the  expenses  incurred,  each 
handler  entitled  to  a  proportionate  re- 
fund of  the  excess  assessments  shall  be 
credited  with  such  refund  against  the 
operations  of  the  following  fiscal  period, 
unless  such  handler  demands  payment 
thereof.  In  which  case  such  refund  shall 
be  paid  to  him. 

(2)  The  Industry  Committee  may, 
with  the  approval  of  the  Secretary,  main- 
tain In  its  own  name  or  in  the  names  of 
Its  members,  a  suit  against  any  handler 
for  the  collection  of  such  handler's  pro 
rata  share  of  the  expenses. 

(d)  Funds.  All  funds  received  by  the 
Industry  Committee  pursuant  to  the  pro- 
visions hereof  shall  be  used  solely  for  the 
purposes  herein  specified  and  shall  be 
accounted  for  in  the  manner  herein  pro- 
vided. The  Secretary  may,  at  any  time, 
require  the  committee  and  its  members 
and  alternate  members  to  account  for  all 
receipts  and  disbursements. 

§985.4  Marketing  policy,  (a)  Each 
season,  prior  to  making  any  recommen- 
dation to  the  Secretary  for  the  regula- 
tion of  shipments  pursuant  to  J  985.5, 
and  thereafter  during  each  season  when 
conditions  shall  so  warrant,  the  Indus- 
try Committee  shall  formulate  and  adopt 
the  marketing  policy  to  be  followed  dur- 
ing the  current  season  and  shall  submit 
a  report  of  such  policy  to  the  Secretary; 
said  policy  report  to  contain,  among 
other  provisions,  information  relative  to 
the  estimated  total  production  and  ship- 
ments of  grapes:  the  expected  general 
quality  of  grapes;  possible  or  expected 
demand  conditions  of  different  market 
outlets;  supplies  of  competitive  com- 
modities; an  appropriate  analysis  of  the 
foregoing  factors  and  conditions;  and 
the  tjT>e  of  regulation  of  shipments  of 
grapes  expected  to  be  recommended. 

(b)  The  Industry  Committee  shall  give 
reasonable  notice  to  growers  and  handers 
of  the  contents  of  each  such  report  sub- 
mitted to  the  Secretary.  Copies  of  all 
such  reports  shall  be  maintained  In  the 
office  of  the  committee  where  they  shall 
be  available  for  examination  by  growers 
and  handlers. 

§  985.5  Regulation — (a)  By  grades — 
(1 )  Recommendation.  Whenever  the  In- 
dustry Committee  deems  It  advisable  to 
limit  shipments  of  grapes  to  particular 
grades  during  a  season  when  the  seasonal 
average  price  of  grapes  Is  at  or  below  the 
level  specified  in  section  2(1)  of  the  act, 
it  shall  so  recommend  to  the  Secretary. 
At  the  time  of  submitting  each  recom- 
mendation, the  said  committee  shall  sub- 
mit to  the  Secretary  the  data  and  infor- 
mation upon  which  It  acted  in  making 
such  recommendation.  Including  factors 
affecting  the  supply  of,  and  demand  for, 
grapes  by  grades,  and  such  other  Infor- 
mation as  the  Secretary  may  request. 
The  said  committee  shall  promptly  give 
reasonable  notice  to  handlers  and  grow- 
ers of  each  recommendation  submitted 
to  the  Secretary. 

(2)  Establishment.  Whenever  the 
Secretary  finds,  from  the  recommenda- 
tions and  supporting  information  sub- 
mitted by  the  Industry  Committee,  or 
from  othpr  available  information,  that  to 
limit  the  shipment  of  grapes  to  particular 
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grades  during  a  season  when  the  seasonal 
average  price  of  grapes  Is  at  or  below  the 
level  specified  In  section  2  (1)  of  the  act 
would  tend  to  effectuate  the  declared 
policy  of  the  act,  he  shall  so  limit  the 
shipment  of  grapes  during  a  specified 
period  or  periods.  The  Secretary  shall 
Immediately  notify  the  Industry  Commit- 
tee of  the  issuance  of  any  such  regulation, 
and  the  said  committee  shall  promptly 
give  reasonable  notice  thereof  to  handlers 
and  growers. 

(b)  By  minimum  standards  of  quality 
and  maturity — (1)  Recommendation. 
Whenever  the  Industry  Committee  deems 
It  advisable,  during  seasons  when  the 
seasonal  average  price  of  grapes  Is  above 
the  level  specified  in  section  2  (D  of  the 
act,  to  establish  and  maintain  in  effect 
during  any  period  minimum  standards  of 
quality  or  maturity,  or  both,  governing 
the  shipment  of  grapes.  It  shall  so  recom- 
mend to  the  Secretary.  Each  such  rec- 
ommendation shall  be  In  terms  of:  (D 
The  freedom  of  the  grapes  from  material 
Impairment  of  the  shipping  or  keeping 
quality;  (ii)  the  freedom  of  the  grapes 
from  material  Impairment  of  the  edible 
quality;  (ill)  the  freedom  of  the  grapes 
from  serious  damage  to  appearance;  (iv) 
the  minimum  maturity  requirements,  if 
any;  and  (v)  any  combination  of  the 
foregoing.  At  the  time  of  submitting  any 
such  recommendation,  the  Industry  Com- 
mittee shall  submit  to  the  Secretary  the 
supporting  data  and  Information  upon 
which  It  acted  in  making  such  recom- 
mendation. The  said  committee  shall 
also  submit.  In  support  of  Its  recommen- 
dation, such  other  data  and  Information 
as  may  be  requested  by  the  Secretary, 
and  shall  give  prompt  notice  to  handlers 
and  growers  of  any  such  recommenda- 
tion. 

(2)  Establishment.  Whenever  the 
Secretary  finds,  from  the  recommenda- 
tion and  information  submitted  by  the 
Industry  Committee,  or  from  other  avail- 
able Information,  that  to  establish  mini- 
mum standard  of  quality  or  maturity,  or 
both,  for  grapes  during  seasons  when  the 
seasonal  average  price  of  grapes  Is  above 
the  level  specified  In  section  ?  (1)  of  the 
act  and  to  limit  the  shipment  of  grapes 
during  any  period  or  periods,  to  that 
meeting  the  minimum  standards  would 
be  In  the  public  interest,  and  would  tend 
to  effectuate  the  declared  policy  of  the 
act,  he  shall  establish  such  standards, 
designate  such  period,  or  periods,  and  .so 
limit  the  shipment  of  such  grapes.  The 
Secretary  shall  notify  the  Industry  Com- 
mittee promptly  of  the  minimum  stand- 
ards so  established,  and  said  committee 
shall  give  reasonable  notice  thereof 
promptly  to  handlers  and  growers. 

(c)  Exemptions.  (1)  The  Industry 
Committee  shall,  subject  to  the  approval 
of  the  Secretary,  adopt  procedural  rules 
to  govern  the  issuance  of  exemption  cer- 
tificates. 

<2)  In  the  event  the  Secretary  Issues 
a  grade  regulation  pursuant  to  para- 
graph (a)  of  this  section,  the  Industry 
Committee  shall  determine  what  the  per- 
centage of  grapes  permitted  to  be  shipped 
from  the  area  Is  of  the  total  quantity  of 
grapes  which  would  be  shipped  from  the 
area  in  the  absence  of  such  regulation. 
An  exemption  certificate  shall  there- 
after be  issued  by  the  Industry  Commit- 
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tee  to  any  grower  who  furnishes  proof, 
satisfactory  to  such  committee,  that  by 
reason  of  conditions  beyond  his  control, 
he  will  be  prevented,  because  of  the  reg- 
ulation Issued,  from  shipping  or  causing 
to  be  shipped  a  percentage  of  his  crop  of 
grapes  equal  to  the  percentage  deter- 
mined as  aforesaid  of  all  graF>es  per- 
mitted to  be  shipped.  The  certificate 
shall  permit  such  grower  to  ship,  or 
cause  to  be  shipped,  a  percentage  of  his 
crop  of  grapes  equal  to  the  percentage 
determined  as  aforesaid.  The  Industry 
Committee  shall  maintain  a  record  of  all 
applications  submitted  for  exemption 
certificates  pursuant  to  the  provisions  of 
this  section,  and  shall  maintain  a  record 
of  all  certificates  Issued,  including  the 
Information  used  in  determining.  In  each 
Instance,  the  quantity  of  grapes  thus  to 
be  exempted,  and  a  record  of  all  ship- 
ments of  exempted  grapes.  Such  ad- 
ditional information  as  the  Secretary 
may  require  shall  be  recorded  in  the 
records  of  said  committee.  The  Indus- 
try Committee  shall,  from  time  to  time, 
submit  to  the  Secretary  reports  stating 
In  detail  the  number  of  exemption  cer- 
tificates Issued,  the  quantity  of  grapes 
thus  exempted,  and  such  additional  in- 
formation as  may  be  requested  by  the 
Secretary. 

(3)  If  any  grower  Is  dissatisfied  with 
the  action  of  the  Industry  Committee 
taken  with  respect  to  his  application  for 
an  exemption  certificate,  such  grower 
may  appeal  to  the  Secretary:  Provided, 
That  such  appeal  shall  be  made  prompt- 
ly. The  Secretary  shall,  upon  an  appeal 
made  as  aforesaid,  affirm,  modify,  or 
reverse  the  action  of  the  committee  from 
which  such  appeal  was  taken.  The  au- 
thority of  the  Secretary  to  supervise  and 
control  the  Issuance  of  exemption  cer- 
tificates is  unlimited  and  plenary;  and 
any  determination  by  the  Secretary 
with  respect  to  an  exemption  certificate 
shall  be  final  and  conclusive. 

(d)  Inspection  and  certification — 
(1)  Grade  inspection.  During  any  peri- 
od in  which  shipments  of  grapes  are  reg- 
ulated pursuant  to  this  section,  each 
handler  shall,  prior  to  making  each  ship- 
ment of  grapes  (except  a  shipment  to 
cold  storage,  as  defined  herein),  cause 
such  shipment  to  be  inspected  by  an 
authorized  representative  of  the  Federal- 
State  Inspection  Service.  Promptly 
thereafter,  each  such  shipper  shall  sub- 
mit, or  cause  to  be  submitted,  to  the  In- 
dustry Committee  a  copy  of  the  shipping 
point  inspection  certificate  i.ssued  by  the 
Federal-State  Inspection  Service,  show- 
ing the  grade  of  all  grapes  so  inspected, 
together  with  such  appropriate  Identifi- 
cation as  -said  committee  may  require: 
Provided,  That  this  provision  shall  not 
be  applicable  to  any  .shipment  of  grapes 
exempted  under  §  985.7. 

(2)  Condition  inspection.  Upon  the 
recommendation  of  the  Industry  Com- 
mittee, or  on  the  basis  of  other  informa- 
tion available  to  him,  the  Secretary  may 
require  each  handler,  prior  to  making 
each  shipment  of  grapes  from  a  cold  stor- 
age warehouse,  to  cause  such  grapes,  if 
they  have  already  been  Inspected  and 
certified  pursuant  to  the  provisions  of 
subparagraph  (1)  of  this  paragraph,  to 
be  inspected  by  an  authorized  represent- 
ative  of   the  Federal-State   Inspection 
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Service  for  the  condition  of  such  grapes 
with  respect  to  decay.  Such  condition 
Inspection  shall  determine  whether  the 
percentage  of  decay  In  any  such  ship- 
ment of  grapes  Is  within  the  tolerance  for 
decay  established  by  the  existing  regu- 
lation. Promptly  thereafter,  each  such 
handler  shall  submit,  or  cause  to  be  sub- 
mitted, to  the  Industry  Committee  a  copy 
of  the  Inspection  certificate  Issued  by  the 
Federal-State  Inspection  Service,  show- 
ing the  condition  of  the  grapes  with  re- 
spect to  decay :  Provided,  That  this  pro- 
vision shall  not  be  applicable  to  any  ship- 
ment of  grapes  exempted  under  §  985.7. 
(e)  Modification,  siispension,  or  ter- 
mination. Whenever  the  Industry  Com- 
mittee deems  it  advisable  to  recommend 
to  the  Secretary  the  modification,  sus- 
pension, or  termination  of  any  or  ah  of 
the  regulations  established  pursuant  to 
paragraph  (a)  or  (b)  of  this  section,  it 
shall  so  recommend  to  the  Secretary.  If 
the  Secretary  finds,  upon  the  basis  of 
such  recommendation,  or  upon  the  basis 
of  other  available  Information,  that  to 
modify  any  such  regulations  will  tend  to 
effectuate  the  declared  policy  of  the  act, 
he  shall  so  modify  such  regulations.  If 
the  Secretary  finds,  upon  the  basis  of 
such  recommendation,  or  upon  the  basis 
of  other  available  Infoi-mation.  that  any 
such  regulations  obstruct  or  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act,  he  shall  suspend  or  terminate  such 
regulations.  The  Secretary  shall  notify 
the  Industry  Committee  promptly,  and 
such  committee  shall  give  reasonable 
notice  promptly  to  handlers  and  growers 
of  the  Issuance  of  each  order  modifying, 
suspending,  or  terminating  any  such  reg- 
ulations. In  like  manner,  and  upon  the 
same  basis,  the  Secretary  may  terminate 
any  such  modification  or  suspension. 

§  985.6  Reports.  In  order  to  enable 
the  Industry  Committee  to  perform  its 
powers  and  duties,  each  handler  shall  be 
responsible  for  the  furnishing  to  such 
committee  of  complete  Information,  In ' 
such  form  and  at  such  times,  and  in  such 
manner  as  the  committee  shall  prescribe, 
with  the  approval  of  the  Secretary,  with 
respect  to  each  shipment  of  grapes. 
Where  nece.ssary  or  appropriate,  the 
handler  shall  authorize  such  information 
to  be  furnished  directly  to  the  committee 
by  the  transportation  or  cold  storage 
agencies  Involved.  Each  such  report 
may  include  the  name  of  the  shipper; 
the  car  number,  truck  license  number 
or  the  boat  identification,  depending  on 
the  method  of  shipment  used;  the  num- 
ber of  packages  of  grapes,  or  the  billing 
weight  thereof,  and  the  grade  or  grades; 
the  name  of  the  grower  for  whom  the 
grapes  are  .'^hipped;  the  point  of  origin 
of  the  shipment;  the  destination,  rout- 
ing, and  any  diversions.  Such  informa- 
tion shall  be  compiled  by  the  Industry 
Committee  and  made  available  promptly, 
in  summary  form,  to  all  handlers  and 
other  Interested  persons  who  request  a 
copy  thereof:  Provided,  That  such  com- 
pilation or  summary  shall  not  reveal  the 
Identity  of  the  Individual  informants, 
shippers,  and  growers.  The  Industry 
Committee  shall  not  disclose  to  any  per- 
son other  than  the  Secretary  any  In- 
formation that  may  be  obtained  pursuant 


PROPOSED  RULE  MAKING 

to  this  section,  except  In  the  aforesaid 
manner. 

S  985.7  Grapes  not  subject  to  regula- 
tion. Nothing  contained  herein  shall  be 
construed  to  authorize  any  limitation  of 
the  right  of  any  person  to  ship  grapes 
for  consumption  by  a  charitable  Institu- 
tion, for  distribution  for  relief  purposes, 
or  for  distribution  by  a  relief  agency,  or 
to  make  Individual  shipments  of  grapes 
by  parcel  post  or  railway  express  in 
quantities  of  ten  (10)  standard  packages, 
or  less.  No  assessments,  pursuant  to 
§  985.3,  shall  be  levied  on  grapes  so 
shipped,  nor  shall  such  grapes  be  re- 
quired to  be  inspected  pursuant  to 
§  985.5.  The  Secretary  may  prescribe, 
on  the  basis  of  a  recommendation  and 
Information  submitted  to  him  by  the 
Industry  Committee,  or  on  the  basis  of 
any  other  information  available  to  him, 
adequate  safeguards  to  prevent  grapes 
exempted  by  the  provisions  of  this  sec- 
tion from  entering  the  commercial  chan- 
nels of  trade  for  consumption  In  fresh 
form. 

§  985.8  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  ship  any 
grapes,  the  shipment  of  which  Is  pro- 
hibited in  accordance  with  the  provi- 
sions hereof;  and  no  handler  shall  ship 
any  grapes  except  In  conformity  with 
the  provisions  hereof. 

§  985.9  Right  of  the  Secretary.  All 
members  and  alternate  members  of  the 
Industry  Committee,  and  persons  ap- 
pointed or  employed  by  the  committee, 
shall  be  subject  to  removal  or  suspen- 
sion at  any  time  by  the  Secretary.  Each 
and  every  order,  regulation,  determina- 
tion, decision,  or  other  act  of  the  com- 
mittee shall  be  subject  to  the  continuing 
right  of  the  Secretary  to  disapprove  such 
order,  regulation,  determination,  deci- 
sion, or  other  act  at  any  time,  and  upon 
such  disapproval,  such  action  of  the  com- 
mittee shall  be  deemed  null  and  void, 
except  as  to  the  acts  done  in  reliance 
thereon,  or  in  compliance  therewith, 
prior  to  such  disapproval  by  the  Secre- 
tary. In  the  event  the  committee,  for 
any  reason,  fails  to  perform  its  duties 
or  exercise  Its  powers  hereunder,  the 
Secretary  may  designate  another  agency 
to  perform  such  duties  and  to  exercise 
such  powers. 

§  985.10  Effective  time;  suspension: 
and  terminations — (a)  Effective  time. 
The  provisions  hereof  shall  become  effec- 
tive at  such  time  as  the  Secretary  may 
declare  above  his  signature  attached 
hereto,  and  shall  continue  in  force  and 
effect  until  terminated  in  any  of  the  ways 
hereinafter  specified. 

(b)  Suspension:  and  termination.  (1) 
The  Secretary  may,  at  any  time,  termi- 
nate the  provisions  hereof  by  giving  at 
least  one  day's  notice  by  means  of  a  press 
release,  or  in  any  other  manner  which  he 
may  determine. 

(2)  The  Secretary  shall  terminate  or 
suspend  the  operation  of  any  or  all  of  the 
provisions  hereof  whenever  he  finds  that 
such  provisions  obstruct  or  do  not  tend  to 
effectuate  the  declared  policy  of  the  act. 

(3)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  mar- 
keting season  whenever  he  finds,  by  ref- 
erendum or  otherwise,  that  such  termi- 


nation Is  favored  by  a  majority  of  the 
growers  who,  during  such  representative 
period  as  may  be  determined  by  the  Sec- 
retary, have  been  engaged  In  the  produc- 
tion for  market  of  grapes;  Provided, 
That  such  majority  have,  during  such 
representative  period,  produced  for  mar- 
ket more  than  fifty  <50)  percent  of  the 
volume  of  such  grapes  produced  for  mar- 
ket wltliin  the  area;  but  such  termina- 
tion shall  be  effective  only  if  announced 
on  or  before  the  last  day  of  May  of  the 
then  current  marketing  season. 

(4)  The  provisions  hereof  shall.  In  any 
event,  terminate  whenever  the  provi- 
sions of  the  act  authorizing  them  cease 
to  be  In  effect. 

(c)  Proceedings  after  termination. 
(1)  Upon  the  termination  of  the  provi- 
sions hereof,  the  then  members  of  the 
committee  shall  continue  as  Joint  trus- 
tees, for  the  purpose  of  liquidating  the 
affairs  of  the  committee,  of  all  the  funds 
and  property  then  in  the  possession  of  or 
under  the  control  of  the  committee.  Its 
members,  or  alternate  members,  includ- 
ing claims  for  any  funds  unpaid  or  prop- 
erty not  delivered  at  the  time  of  such 
termination.  The  rules  to  govern  the 
activities  of  said  trustees,  including,  but 
not  limited  to,  the  determination  as  to 
whether  action  shall  be  taken  by  a  ma- 
jority vote  of  the  trustees,  shall  be  pre- 
scribed by  the  Secretary. 

(2)  The  said  trustees  shall  continue 
In  such  capacity  until  discharged  by  the 
Secretary,  and  shall,  from  time  to  time, 
account  for  all  receipts  and  disburse- 
ments and  deliver  all  property  (includ- 
ing, but  not  limited  to,  all  books  and 
other  records  of  the  committee  and  of 
the  trustees)  to  such  person  as  the  Sec- 
retary may  designate,  and  shall,  upon 
request  of  the  Secretary,  execute  such 
assignments,  or  other  Instruments  nec- 
essary or  appropriate  to  vest  in  such 
designee  full  title  and  right  to  property 
and  funds,  and  all  claims  vested  In  the 
committee  or  the  trustees  pursuant 
hereto. 

(3)  All  persons  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

(4)  All  funds  collected  for  expenses 
pursuant  to  the  provisions  hereof  and 
held  by  such  trustees  or  such  other  per- 
sons, over  and  above  amounts  necessary 
to  meet  the  obligations  and  the  expenses 
Incurred  necessarily  by  the  trustees  or 
such  other  persons  in  the  performance  of 
their  duties  hereunder,  shall,  as  soon  as 
practicable  after  the  termination  hereof, 
be  returned  to  the  handlers  In  propor- 
tion to  their  contributions  made  pur- 
suant hereto. 

§985.11  Duration  of  immunities. 
The  benefits,  privileges,  and  immunities 
conferred  upon  any  person  by  virtue 
hereof  shall  cease  upon  the  termination 
hereof,  except  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

5  985  12  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any  per- 
son, including  any  officer  or  employee  of 
the  Government,  or  name  any  bureau 
or  division  in  the  United  States  Depart- 
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ment  of  Agriculture  to  act  as  his  agent 
or  representative  in  connection  with  any 
one  or  more  of  the  provisions  hereof. 

S  985.13  Derogation.  Nothing  con- 
tained herein  Is,  or  shall  be  construed 
to  be,  in  derogation  or  in  modification 
of  the  rights  of  the  Secretary,  or  of  the 
United  States,  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or,  in 
accordance  with  such  powers,  to  act  in 
the  premises  whenever  such  action  is 
deemed  advisable. 

S  985.14  Personal  liability.  No  mem- 
ber or  alternate  member  of  the  commit- 
tee, nor  any  person  appointed  or  em- 
ployed by  the  committee,  shall  be  held 
personally  responsible,  either  Individu- 
ally or  jointly  with  others,  in  any  way 
whatsoever  to  any  handler  or  to  any 
other  person  for  errors  In  Judgment,  mis- 
takes, or  other  acts,  either  of  commis- 
sion or  omission,  as  such  member,  al- 
ternate member,  appointee  or  employee, 
except  for  acts  of  dishonesty. 

S  985.15  Separability.  If  any  pro- 
Vision  hereof  is  declared  Invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  Is  held  Invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  person, 
circumstance,  or  thing,  shall  not  be  af- 
fected thereby. 

§  985.16  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 
time,  by  the  Industry  Committee  or  by 
the  Secretary. 

§  985.17  Effect  of  termination  or 
amendment.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  Issuance  of  any 
amendment  to  either  thereof  shall  not 
(a)  affect  or  waive  any  right,  duty,  ob- 
ligation, or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  hereof  or 
any  regulation  Issued  hereunder,  or  (b) 
release  or  extinguish  any  violation 
hereof,  or  of  any  regulation  Issued  here- 
under, or  (c)  affect  or  impair  any  right 
or  remedy  of  the  United  States,  or  of  the 
Secretary,  or  of  any  other  person  with 
respect  to  any  such  violation. 

[P.    R.    Doc.    49-571;    Piled.    Jan.    25.    1949; 
8:47  a.  m.J 
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Handling  of  Emperor  Grapes  Grown  in 
California 

order  directing  that  referendum  be  con- 
ducted;  designation  of  agents  to  con- 
DUCT  referendum;    determination   of 

REPRESENTATIVE  PERIOD 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U.  S.  C.  601  et 
seq.;  61  Stat.  208.  707),  It  Is  hereby  di- 
rected that  a  referendum  be  conducted 
among  the  producers  who,  during  June  1, 
1947,  to  May  31, 1948.  both  dates  inclusive 
(which  period  is  hereby  determined  to  be 
a  representative  period  for  the  purpose 
of  such  referendum),  were  engaged,  in 
the  State  of  California,  in  the  production 
No.  16 3 
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of  Emperor  grapes  for  shipment  In  fresh 
form,  to  determine  whether  such  pro- 
ducers favor  the  issuance  of  an  order 
regulating  the  handling  of  Emperor 
grapes  grown  in  California,  a  copy  of 
which  is  annexed  to  the  decision  of  the 
Secretary  of  Agriculture  filed  simultane- 
ously herewith,  supra.  R.  M,  Walker. 
J.  H.  Bryce,  D.  M.  Rubel,  and  R.  C.  Bee- 
man  of  the  Fruit  and  Vegetable  Branch, 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, "bre  hereby  designated  agents  of 
the  Secretary  of  Agriculture,  to  perform, 
jointly  or  severally,  the  following  func- 
tions In  connection  with  the  referendum: 
(a)  Conduct  the  referendum  in  the 
manner  herein  prescribed: 

(1)  By  giving  opportunity  to  each  of 
the  aforesaid  producers  to  cast  his  ballot 
In  the  manner  herein  authorized,  relative 
to  the  aforesaid  order,  on  a  copy  of  an 
appropriate  ballot  form.  A  cooperative 
association  of  such  producers,  bona  fide 
engaged  in  marketing  Emperor  grapes 
grown  in  California  or  in  rendering  serv- 
ices for  or  advancing  the  Interests  of  the 
producers  of  California  Emperor  grapes, 
may  vote  for  the  producers  who  are  mem- 
bers of.  stockholders  in.  or  under  contract 
with,  such  cooperative  association  (such 
vote  to  be  cast  on  a  copy  of  the  appropri- 
ate ballot  form) ,  and  the  vote  of  such  co- 
operative association  shall  be  considered 
as  the  vote  of  such  producers. 

(2)  By  giving  public  notice,  as  pre- 
scribed in  (a)  (3)  hereof,  (i)  of  the  time 
during  which  the  referendum  will  be  con- 
ducted: (11)  that  any  ballots  may  be  fast 
by  mail;  (111)  that  all  ballots  so  cast  must 
be  addressed-  to  J.  H.  Bryce,  Field  Rep- 
resentative. 'Western  Marketing  Field 
Office,  100  Plaza  Building.  921  Tenth 
Street.  Sacramento  14.  California;  and 
(iv)  of  the  time  prior  to  which  such 
ballots  must  be  postmarked. 

(3)  By  giving  public  notice  (1)  by  uti- 
lizing available  agencies  of  public  infor- 
mation (without  advertising  expense), 
including  both  press  and  radio  facilities 
in  California;  di)  by  maihng  a  notice 
thereof  (including  a  copy  of  the  appro- 
priate ballot  form)  to  each  such  coop- 
erative association  and  to  each  producer 
whose  name  and  address  is  known;  and 
(iii)  by  such  other  means  as  said  ref- 
erendum agents  or  any  of  them  may 
deem  advisable. 

(4)  By  conducting  meetings  of  pro- 
ducers and  arranging  for  balloting  at  the 
meeting  places,  if  said  referendum 
agents  or  any  of  them  determines  that 
voting  may  be  conducted  at  meetings. 
At  each  such  meeting,  balloting  shall 
continue  until  all  of  the  producers  who 
are  present,  and  who  desire  to  do  so,  have 
had  an  opportunity  to  vote. 

(5)  By  giving  ballots  to  producers  at 
each  such  meeting,  and  receiving  any 
ballots  when  they  are  cast. 

(6)  By  securing  the  name  and  address 
of  each  person  casting  a  ballot,  and  in- 
quiring into  the  eligibility  of  such  per- 
son to  vote  In  the  referendum. 

(7)  By  giving  public  notice  of  the  time 
and  place  of  each  meeting  authorized 
hereunder  by  posting  a  notice  thereof,  at 
least  two  days  in  advance  of  each  such 
meeting  place,  and  In  two  or  more  public 
places  within  the  applicable  area;  and. 
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so  far  as  may  be  practicable,  by  giving 
additional  notice  in  the  manner  pre- 
scribed in  paragraph  (a)  (3>  hereof. 

(8)  By  forwarding  to  J.  H.  Bryce.  100 
Plaza  Building.  921  Tenth  Street.  Sac- 
ramento 14.  California,  immediately 
after  the  close  of  the  referendum,  the  fol- 
lowing: 

(I)  A  register  containing  the  name 
and  address  of  each  producer  and  each 
cooperative  association  of  producers  to 
whom  a  ballot  form  was  furnished; 

(il)  A,  register  containing  the  name 
and  address  of  each  producer  and  each 
cooperative  association  of  producers  from 
whom  an  executed  ballot  was  received; 

(ill)  All  of  the  ballots  received  by  the 
respective  referendum  agent  in  connec- 
tion with  the  referendum,  together  with 
a  certificate  to  the  effect  that  the  bal- 
lots forwarded  are  all  of  the  ballots  cast 
and  which  were  received  by  the  respec- 
tive agent  during  the  referendum  period: 

(iv)  A  statement  showing  wheh  and 
where  each  notice  of  referendum  posted 
by  said  agent  was  posted  and.  if  the  no- 
tice was  mailed  to  producers,  the  mailing 
list  showing  the  names  and  addresses  to 
which  the  notice  was  mailed  and  the  time 
of  such  mailing;  and 

(V)  A  detailed  statement  reciting  the 
method  used  in  giving  publicity  to  such 
referendum. 

(9)  By  appointing  any  farm  adviser 
In  charge  of  any  county  agricultural  ex- 
tension ofQce.  and  by  authorizing  the 
chairman  of  the  State  Production  and 
Marketing  Administration  committee  to 
appoint  any  member  or  members  of  a 
county  Agricultural  Conservation  Asso- 
ciation committee,  located  In  California, 
and  by  appointing  any  other  persons 
deemed  necessary  or  desirable,  to  assist 
said  referendum  agents  In  performing 
their  duties  hereunder.  Each  such  per- 
son so  appointed  shall  serve  without 
compensation,  and  may  be  authorized  by 
the  said  referendum  agents  or  any  of 
them  to  perform  any  or  all  of  the  func- 
tions set  forth  in  paragraphs  (a)  (5). 
(6),  (7),  and  (8)  hereof  (which.  In  the' 
absence  of  such  appointment  of  sub- 
agents,  shall  be  performed  by  said  refer- 
endum agents)  in  accordance  with  the 
requirements  herein  set  forth. 

(b)  Upon  receipt  by  J.  H.  Bryce  of  all 
ballots  cast  In  accordance  with  the  provi- 
sions hereof,  and  such  other  Information 
and  data  as  may  be  required  pursuant 
hereto,  he  shall  forward  the  ballots,  to- 
gether with  the  information  and  data,  to 
the  Fruit  and  Vegetable  Branch.  Produc- 
tion and  Marketing  Administration. 
United  States  Department  o:  Agricul- 
ture, Washington  25,  D.  C.  The  Fruit 
and  Vegetable  Branch  shall  canvass  the 
ballots  and  prepare  and  submit  to  the 
Secretary  a  detailed  report  covering  the 
results  of  the  referendum,  the  manner  in 
which  the  referendum  was  conducted, 
the  extent  and  kind  of  public  notice 
given,  and  all  other  information  perti- 
nent to  the  full  analysis  of  the  referen- 
dum and  its  results. 

(c)  Each  referendum  agent  and  ap- 
pointee pursuant  hereto  shall  not  refuse 
to  accept  a  ballot  submitted  or  cast:  but 
should  they  or  any  of  them  deem  that  a 
ballot  should  be  challenged  for  any  rea- 
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son,  or  If  such  ballot  Is  challenged  by  any 
other  person,  said  agent  or  appointee 
shall  endorse  above  his  signature,  on  the 
back  of  said  ballot,  a  statement  that 
such  ballot  was  challenged,  by  whom 
challenged,  and  the  reason  therefor ;  and 
the  number  of  such  challenged  ballots 
shall  be  stated  when  they  are  forwarded 
as  provided  herein. 

(d »  All  ballots  shall  be  treated  as  con- 
fidential. 

The  Director  of  the  Fruit  and  Vegeta- 
ble Branch,  Production  and  Marketing 
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Administration.  United  States  Depart- 
ment of  Agriculture,  Is  hereby  authorized 
to  prescribe  additional  instructions,  not 
Inconsistent  with  the  provisions  hereof, 
to  govern  the  procedure  to  be  followed 
by  the  said  referendum  agents  and  ap- 
pointees in  conducting  said  referendum. 
Copies  of  the  proposed  order  may  be 
examined  at  the  Office  of  the  Hearing 
Clerk.  United  States  Department  of 
Agriculture,  Washington  25,  D.  C,  or 
obtained  from  the  Western  Marketing 
Reld  Office  of  the  Fruit  and  Vegetable 


Branch,  Production  and  Marketing  Ad- 
ministration, at  100  Plaza  Building.  921 
Tenth  Street,  Sacramento  14.  California. 
Ballots  to  be  cast  in  the  referendum 
may  be  obtained  from  any  referendum 
agent,  and  any  appointee  hereunder. 

Done  at  Washington,  D.  C.  this  18th 
day  of  January  1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[P.    R.    Doc.    49-621;    Filed,    Jan.    25.    1949; 
0:05  a.  m.) 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Alaska 

SMALL  TRACT  CLASSIFICATION  NO.  2 

October  4,  1948. 

Pursuant  to  the  authority  delegated  to 
me  by  the  Director.  Bureau  ofT&ind  Man- 
agement by  Order  No.  319.  dated  July  19. 
1948  (43  CFR  50.451  (b)  <3),  13  F.  R. 
4278),  I  hereby  classify,  as  hereinafter 
indicated,  under  the  Small  Tract  Act  of 
June  1,  1938  (52  Stat.  609;  43  U.  S.  C.  sec. 
682  (a)),  as  amended,  the  following  de- 
scribed public  lands  In  the  Anchorage. 
Alaska  land  district,  embracing  approxi- 
mately 110  acres: 

For  leasing  and  sale  for  home,  cabin,  camp, 
and  recreational  sites. 

BIG   LAKX   AKEA 

T.  17  N..  R.  3  W..  Seward  Meridian.  Alaska. 
Sec.  28:  Frl  S>2  of  Lot  3,  and  SE'^SWy*. 
6ec.  31:  Lot  1  (Except  that  portion  which 
If  described  In  terms  of  a  normal  sub- 
division   would    be    the    S'2SE'/4NW',;- 

Lot  2. 

2.  The  land  is  located  on  the  shorg  of 
Big  Lake,  which  is  approximately  15 
minutes  flying  time  from  Anchorage. 
The  lake  is  accessible  by  both  wheel  and 
float  planes.  A  privately  owned  air  strip, 
large  enough  only  to  serve  light  planes. 
Is  situated  in  the  SWy4  of  sec.  28.  The 
climate  in  the  location  of  the  land  is  a 
favorable  combination  of  the  coastal  cli- 
mate of  South  Alaska.  There  are  no  pub- 
lic utilities  In  the  area.  The  small  num- 
ber of  year  round  residents  on  the  lake 
provide  their  own  water  and  power 
supplies. 

3.  Pursuant  to  §  257  9  of  the  Code  of 
Federal  Regulations  (43  CFR,  Part  257), 
a  preference  right  to  a  lease  is  accorded 
to  those  applicants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations issued  pursuant  to  the  act,  prior 
to  this  cla.sslfication,  and  (b)  are  for  the 
type  of  site  for  which  the  land  subject 
thereunder  has  been  classified.  As  to 
such  applications,  this  order  shall  be- 
come effective  upon  the  date  which  It  is 
signed. 

4.  As  to  the  land  not  covered  by  the 
applications  referred  to  in  paragraph  3. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1.  1938,  cited 


above,  until  10:00  a.  m.  on  December  6. 
1948.  At  that  time  such  land  shall,  sub- 
ject to  valid  existing  rights  and  the  pro- 
visions of  existing  withdrawals,  become 
subject  to  application,  petition,  location. 
or  selection,  as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence-right filings.  For  a  period  of  90 
days  from  10:00  a.  m.  on  December  6, 
1948  to  close  of  business  on  March  7. 1949. 
to  ( 1 )  application  under  the  Small  Tract 
Act  of  June  1.  1938.  by  qualified  veterans 
of  World  War  U.  for  whose  service  recog- 
nition is  granted  by  the  act  of  September 
27.  1944  (58  Stat.  747;  43  U.  S.  C.  sees. 
279. 282^  as  amended,  and  by  other  quali- 
fied persons  entitled  to  credit  for  service 
under  the  said  act.  subject  to  the  require- 
ments of  applicable  law,  and  (2)  applica- 
tion under  any  applicable  public  law, 
based  on  prior  existing  valid  settlement 
and  preference  rights  conferred  by  ex- 
isting laws  or  equitable  claims  subject  to 
allowance  and  confirmation.  Applica- 
tion by  such  veterans  and  by  other  per- 
sons entitled  to  credit  for  service  shall  be 
subject  to  claims  of  the  classes  described 
In  subdivision  (2). 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  on  October  4,  1948.  or 
thereafter,  up  to  and  including  10:00 
a.  m.  on  December  6,  1948,  shall  be 
treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  p.  m.  on  March  8, 
1949,  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  small  tract  act  by  the 
public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference-right  filing.  Applications 
under  the  Small  Tract  Act  by  the  general 
public  filed  on  October  4,  1948.  or  there- 
after, up  to  and  Including  10:00  a.  m.  on 
March  8.  1949  shall  be  treated  as  simul- 
taneously filed. 

5.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  in  accordance  with 
43  CFR  181.36.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claim, 
shall  accompany  their  applications  by 


duly  corroborated  affidavits  In  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

6.  All  applications  referred  to  In  para- 
graphs 3  and  4.  which  shall  be  filed  in 
the  district  office  at  Anchorage.  Ala.ska. 
shall  be  acted  upon  in  accordance  with 
the  regulations  contained  in  S  295.8  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions to  the  extent  that  such  regulations 
are  applicable.  Applications  under  the 
Small  Tract  Act  of  June  1,  1938  shall  be 
governed  by  the  regulations  contained  in 
Part  257  of  Title  43  of  the  Code  of  Fed-  ^ 
eral  Regulations. 

7.  Lessees  under  the  Small  Tract  Act 
of  June  1.  1938  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which,  in  the  circumstances 
are  presentable,  substantial  and  ap- 
propriate for  the  use  for  which  the  lease 
is  issued.  Leases  will  be  for  a  period  of 
not  more  than  5  years  at  an  annual 
rental  of  $5.00,  payable  for  the  entire 
lease  period  in  advance  of  the  Issuance 
of  the  lease.  Leases  will  contain  an 
option  to  purchase  the  tract  at  or  after 
the  expiration  of  one  year  from  date  the 
lease  Is  Issued,  provided  the  terms  and 
conditions  of  the  lease  have  been  met. 

8.  All  of  the  lands  will  be  lea.sed  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet.  The 
tracts,  whenever  possible,  must  conform 
in  description  with  the  rectangular  sys- 
tem of  surveys  as  one  compact  unit;  i.  e.. 
the  E'2  or  the  W'/a  of  a  quarter-quarter- 
quarter  section. 

9.  All  inquries  relating  to  these  lands 
shall  be  addres.sed  to  the  Acting  Manager, 
District  Land  Office.  Anchorage,  Alaska. 

Lowell  M.  Ptjckett. 
Regional  Administrator. 

[F.    R.    Doc.    49-581;    Filed,    Jan.    25,    1949; 
8:50  a.  m.) 


California 
classification  order 

December  31,  1948. 

1.  Pursuant  to  the  authority  delegated 

to  me  by  the  Director,  Bureau  of  Land 

Management,  by  Order  No.  319  dated 

July  19.  1948  (43  CFR  50.451  (b)   (3)  13 
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F.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
609).  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a),  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles,  California,  land 
district,  embracing  80  acres, 

CAuroRNiA  Small  Tract  Classification 
No.  121 

For  lease  only  for  all  purposes  mentioned 
In  the  act  except  business, 

T.  6  S..  R.  1  B  .  S.  B.  M., 

Sec.  28.  N'zSW'^. 

2.  As  to  applications  regularly  filed 
prior  to  8:00  a.  m.,  December  13.  1948. 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m.,  March  4.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows : 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  March  4.  1949,  to  the  close  of 
business  on  June  2,  1949. 

(b)  Advance  period  for  veterans' 
simultaneous  filings  from  8:00  a.  m., 
December  13, 1948.  to  the  close  of  business 
on  March  4.  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  June  3.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:00  a.  m., 
December  13,  1948.  to  the  close  of  busi- 
ness on  June  3.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  Is.sued  for  the  land 
described  In  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  10-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  suixlivi- 
sion  notwithstanding  the  direction  speci- 
fied in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  payable 
for  the  entire  lease  period  in  advance  of 
the  issuance  of  the  lease. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress  by 
other  lessees  to  or  from  other  lands  leased 
under  authority  of  this  order. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
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ager.  District  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

[F.    B.    Doc.    49-580;    Filed,    Jan.    25,    1949; 
8:50  a.  m.) 


California 
classification  order 

December  31,  1948. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated  July 
19.  1948  (43  CFR  50.451  (b)  (3)  13  F.  R. 
4278),  I  hereby  classify  under  the  Small 
Tract  Act  of  June  1.  1938  (52  Stat.  609). 
as  amended  July  14,  1945  (59  Stat.  467, 
43  U.  S.  C.  section  682a).  as  hereinafter 
indicated,  the  following  described  land 
in  the  Los  Angeles.  California,  land  dis- 
trict, embracing  360.70  acres, 

CALiroRNiA  Small  Tract  Classification 
No.  120 

For  lease  only  for  all  purposes  mentioned 
In  the  act  except  business, 

T.  12  S..  R.  1  W..  S.  B.  M.. 

Sec.  4.  Lots  1,  2,  3,  SE'/4NBV4.  SWV4.  and 
NWV4SEV4, 

2.  As  to  applications  regularly  filed 
prior  to  10:04  a.  m.,  February  25,  1948, 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m.,  March  4,  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  March  4,  1949,  to  the  close  of 
business  on  June  2, 1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  10:04  a.  m.. 
February  25, 1948,  to  the  close  of  business 
on  March  4.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m.,  June  3,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  10:04  a.  m., 
February  25,  1948,  to  the  close  of  busi- 
ness on  June  3,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  In  paragraph  6. 

8.  Where  only  one  five-acre  tract  In  a 
10-acre  subdivision  is  embraced  In  a  pref- 
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erence  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  In  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  In  ad- 
vance of  the  Issuance  of  the  lease. 

10.  Leases  will  be  subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  Ingress  or  egress  by 
other  lessees  to  or  from  other  lands  leased 
under  authority  of  this  order. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Los  Angeles, 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

[P.    R.    Doc.    49-579;    Filed,    Jan.    25,    1949; 
8:50  a.  m.l 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Division 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

notice  of  issuance  of  special 
certificates 

Notice  Is  hereby  given  that  special 
certificates  authorizing  the  employment 
of  handicapped  clients  at  hourly  wage 
rates  lower  than  the  minimum  wage  rates 
applicable  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  issued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under  section  14  of  the  Fair  Labor  Stand- 
ards Act  of  1938  (sec.  14,  52  Stat.  1068;  29 
U.  S.  C.  214)  and  Part  525  of  the  regula- 
tions Issued  thereunder  (29  CFR  Cum. 
Supp..  Part  525,  amended  11  F.  R.  9556), 
and  under  sections  4  and  6  of  the  Walsh- 
Healey  Public  Contracts  Act  (sees.  4,  6, 
49  Stat.  2038;  41  U.  S.  C.  38,  40)  and 
Article  1102  of  the  regulations  Issued 
pursuant  thereto  (41  CFR  Cum.  Supp.. 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Missouri  Goodwill  Industries,  4140 
Forest  Park  Boulevard,  St.  Louis,  Mis- 
souri; at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  25  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  15 
cents  for  each  new  client  during  his 
initial  4-week  evaluation  period  in  the 
workshop;  certificate  Is  effective  January 
1, 1949,  and  expires  February  28,  1949. 

Industrial  Aid  for  the  Blind,  Inc.,  2533 
Sullivan  Avenue,  St.  Louis,  Missouri;  at 
a  wage  rate  of  not  le.ss  than  the  piece  rate 
paid  non-handicapped  employees  en- 
gaged in  the  same  occupation  in  regular 
commercial  Industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
35  cents  per  hour,  whichever  is  higher. 
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and  a  rate  of  not  less  than  30  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  In  the  workshop;  cer- 
tificate is  effective  January  1,  1949,  and 
expires  December  31,  1949. 

St.  Joseph  Goodwill  Industries.  1209 
North  Third  Street.  St.  Joseph,  Missouri; 
at  a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  in  the  same  occupation  in  regu- 
lar commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
35  cents  per  hour,  whichever  Is  higher, 
and  a  rate  of  not  less  than  25  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  In  the  workshop;  cer- 
tificate is  effective  January  1,  1949.  and 
expires  EXecember  31,  1949. 

Goodwill  Industries.  312  South  Wall 
Street,  Sioux  City,  Iowa;  at  a  wage  rate 
of  not  less  than  the  piece  rate  paid  non- 
handicapped  employees  engaged  In  the 
same  occupation  in  regular  commercial 
Industry  maintaining  approved  labor 
standards,  or  not  less  than  30  cents  per 
hour,  whichever  Is  higher,  and  a  rate  of 
not  less  than  30  cents  for  each  new  client 
during  his  initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  is  effec- 
tive January  1. 1949,  and  expires  Decem- 
ber 31.  1949. 

Workshop  for  the  Blind,  315  Sixth 
Street,  Sioux  City,  Iowa;  at  a  wage  rate 
of  not  less  than  the  piece  rate  paid  non- 
handicapped  employees  engaged  in  the 
same  occupation  in  regular  commercial 
Industry  maintaining  approved  labor 
standards,  or  not  less  than  25  cents  per 
hour,  whichever  is  higher,  and  a  rate  of 
not  less  than  15  cents  for  each  new  client 
during  his  Initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  is  effec- 
tive January  1,  1949,  and  expires  Decem- 
ber 31.  1949. 

Goodwill  Industries  of  Dallas.  2511  Elm 
Street.  Dallas  1,  Texas;  at  a  wage  rate  of 
not  less  than  the  piece  rate  paid  non- 
handicapped  employees  engaged  in  the 
same  occupation  in  regular  commercial 
Industry  maintaining  approved  labor 
standards,  or  not  less  than  35  cents  per 
hour,  whichever  Is  higher,  and  a  rate  of 
not  less  than  35  cents  for  each  new  client 
'during  his  Initial  4-week  evaluation 
period  In  the  workshop;  certificate  Is 
effective  January  1.  1949.  and  expires 
December  31.  1949. 

Washington  Society  for  the  Blind.  2423 
F  Street  NW..  Washington,  D.  C;  at  a 
wage  rate  of  not  less  than  the  piece  rate 
paid  non- handicapped  employees  en- 
gaged in  the  same  occupation  in  regular 
commercial  Industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
20  cents  per  hour,  whichever  Is  higher, 
and  a  rate  of  not  less  than  20  cents  for 
each  new  client  during  his  Initial  4-week 
evaluation  period  in  the  workshop;  cer- 
tificate Is  effective  January  1,  1949,  and 
expires  April  30.  1949. 

Indianapolis  Goodwill  Industries,  Inc., 
215  Soufci*  Senate  Avenue,  Indianapolis, 
Indiana ;  at  a  wage  rate  of  not  less  than 
the  piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  30  cents  per  hour,  whichever 
is  higher,  and  a  rate  of  not  less  than  20 
cents  for  each  new  client  during  his  ini- 
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tial  4-week  evaluation  period  In  the 
workshop;  certificate  is  effective  January 
15,  1949,  and  expires  December  31,  1949. 

New  York  Guild  for  the  Jewish  Blind, 
1880  Broadway,  New  York  23,  New  York; 
at  a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  in  the  same  occupation  in  regu- 
lar commercial  Industry  maintaining 
approved  labor  standards,  or  not  less 
than  40  cents  per  hour,  whichever  Is 
higher,  and  a  rate  of  not  less  than  40 
cents  for  each  new  client  during  his 
Initial  4-week  evaluation  period  in  the 
workshop;  certificate  Is  effective  January 
21,  1949,  and  expires  December  31,  1949. 

The  employment  of  handicapped  cli- 
ents in  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  Is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  Issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulations  and  that  special  services 
are  provided  their  handicapped  clients. 
A  sheltered  workshop  Is  defined  as,  "A 
charitable  organization  or  Institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  is  Impaired  by 
age  or  physical  or  mental  deficiency  or 
Injury,  and  to  provide  such  individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

The  certificates  may  be  cancelled  In  the 
manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  Issuance  of 
any  of  these  certificates  may  seek  a 
review  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  In  the  Federal  Register. 

Signed  at  Washington,  D.  C.  this  13th 
days  January  1949. 

Raymond  G.  Garceaxj, 

Director. 
Field  Operations  Branch. 

[F.    R.    Doc.    49  566;    Filed,    Jan.    25.    1949; 
8:46  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

(Etocket  No.  3123  et  al.) 

Puerto  Rico;  Additignal  Service 

notice  of  hearing 

In  the  matter  of  a  complaint  by  the 
Government  and  people  of  Puerto  Rico 
relating  to  the  adequacy  of  air  service 
between  the  United  States  and  Puerto 
Rico  and  applications  for  certificates  and 
amendments  of  certificates  of  public  con- 
venience and  necessity  under  .section  401 
of  the  Civil  Aeronautics  Act  of  1938.  as 
amended,  authorizing  the  establishment 
of  additional  air  transportation  services, 
and  requests  for  general  or  special  ex- 
emption orders  under  section  416  of  said 
act  with  respect  to  the  provision  of  air 
services  between  the  United  States  and 
Puerto  Rico. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  205  (a^. 
401,  404  (a),  1001  and  1002  (b)  of  said 


act,  that  a  hearing  In  the  above-entitled 
proceeding  Is  assigned  to  be  held  on  Jan- 
uary 31,  1949  at  10  a.  m.  In  the  Audito- 
rium of  the  School  of  Tropical  Medicine 
In  San  Juan,  Puerto  Rico,  before  Exam- 
iner William  J.  Madden. 

Without  limiting  the  scope  of  the  l.ssues 
presented  by  the  parties  to  this  proceed- 
ing, particular  attention  will  be  directed 
to  the  following  matters  and  questions: 

(1)  Whether  air  transportation  serv- 
ices presently  authorized  between  points 
In  the  United  States  and  points  In  Puerto 
Rico  are  adequate. 

(2)  Whether  the  additional  services 
proposed  In  the  various  applications  are 
required  by  the  public  convenience  and 
necessity. 

(3)  Whether  the  applicants  are  citi- 
zens of  the  United  States  and  arc  fit, 
willing,  and  able  to  perform  the  services 
for  which  they  are  applying  and  to  con- 
form to  the  act  and  the  rules,  regulations 
and  requirements  of  the  Board  promul- 
gated thereunder. 

(4)  If  the  public  convenience  and 
necessity  require  additional  services, 
which  carrier  or  carriers  can  best  pro- 
vide said  service. 

(5)  If  additional  services  are  required, 
whether  or  not  they  may  be  provided 
for  by  the  Issuance  of  an  exemption  order 
under  the  provisions  of  section  416  of  the 
act  which  would  j)ermit  the  operation  of 
air  transportation  services  between  the 
United  States  and  Puerto  Rico  without 
the  necessity  of  holding  certificates  of 
public  convenience  and  necessity. 

Notice  Is  further  given  that  any  person 
desiring  to  be  heard  In  opposition  to  an 
application  consolidated  in  this  proceed- 
ing must  file  with  the  Board  on  or  before 
January  31,  1949  a  statement  setting 
forth  the  Issues  of  fact  or  law  which  he 
desires  to  controvert  and  such  person 
may  appear  and  participate  In  the  hear- 
ing in  accordance  with  5  285  6  <a)  of  the 
rules  of  practice  under  Title  IV  of  sec- 
tion 1002  (I)  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended. 

For  further  details  of  the  service  pro- 
po.sed  and  authorizations  requested.  In- 
terested parties  are  referred  to  the  ap- 
plications on  file  with  the  Civil  Aeronau- 
tics Board. 

Dated  at  Washington.  D.  C,  January 
18.  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan. 

Secretary. 

[P.    R.    Doc.    49-622:    Piled.    Jan.    25,    1949: 
9  02  a.  m.] 
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signed  for  February  1.  1949,  is  postponed 
to  Tuesday,  March  1.  1949,  at  10:00  a.  m. 
(eastern  standard  time)  in  Room  2015. 
Temporary  Building  No.  5.  Sixteenth 
Street  and  Constitution  Avenue  NW., 
Washington,  D.  C,  before  Examiner  Cur- 
tis C.  Henderson. 

Dated  at  Washington,  D.  C,  January 
19.  1949. 

By  the  Civil  Aeronautics  Board. 

[SBAL]  M.  C.  Mulligan. 

Secretary. 

IF.    R.    Doc.    49-607:    Filed,    Jan.    25,    1949: 
9:02  a.  m.] 


f  Docket  No.   2864] 

Chicago  and  Southern  Air  Lines,  Inc. 
notice  or  postponement  of  hearing 

In  the  matter  of  the  application  of 
Chicago  and  Southern  Air  Lines,  Inc.,  un- 
der section  401  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended,  for  amendment 
of  its  certificate  for  its  foreign  route  so 
as  to  add  Chicago,  111 ,  as  a  coterminal 
point. 

Notice  Is  hereby  given  that  hearing  in 
the  above-entitled  proceeding  now  as- 


I  Docket  No.  3244) 

Transocean  Airlines.  Inc.;  Enforcement 
Proceeding 

notice  of  postponement  of  hearing 

In  the  matter  of  the  suspension  and 
revocation  of  Letter  of  Registration  No. 
803  Issued  to  Transocean  Airlines.  Inc.. 
instituted  by  a  show  cause  order  Serial 
No.  E^1105  dated  January  6,  1948,  Issued 
by  the  Board. 

Notice  Is  hereby  given  that  hearing  In 
the  above  proceeding,  now  assigned  Feb- 
ruary 2.  1949.  has  been  reassigned  to 
March  9, 1949, 10:00  a.  m.  ^eastern  stand- 
ard time)  In  Room  1011,  Temporary 
Building  No.  5,  Sixteenth  Street  and 
Constitution  Avenue  NW.,  Washington, 
D.  C,  before  Examiner  Warren  E.  Baker. 

Dated  at  Washington,  D.  C,  January 
19,  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  MtTLLIGAN. 

Secretary. 

IF.    R.    Doc.    49-602;    Filed.    Jan.    25.    1949; 
9:01   a.  m.l 


FEDERAL  POWER  COMMISSION 

(Docket  No.  O-lOOl] 

Tennessee  Gas  Transmission  Co. 

order  fixing  date  of  hearing 

On  November  30,  1948,  Tennessee  Gas 
Tran.smisslon  Company  (Applicant),  a 
Delaware  corporation  having  its  princi- 
pal place  of  business  at  Houston,  Texas, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  pursu- 
ant to  section  7  of  the  Natural  Gas  Act. 
as  amended,  authorizing  the  continued 
operation  of  an  existing  pipeline  connec- 
tion with  Texas  Gas  Transmission  Cor- 
poration (formerly  Memphis  Natural  Gas 
Company)  near  Greenville,  Mississippi, 
consisting  6f  a  meter  station,  approxi- 
mately 1,764  lineal  feet  of  connecting 
pipeline,  valves,  and  other  appurtenant 
equipment. 

Applicant  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  S  132  (b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure for  non-contested  proceedings, 
and  this  proceeding  appears  to  be  a 
proper  one  for  dispasitlon  under  the  pro- 
visions of  the  aforesaid  rule,  provided  no 
request  to  be  heard,  protest  or  petition 
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raising  an  issue  of  substance  is  fll«d  sub- 
sequent to  the  giving  of  due  notion  of  tbs 
filing  of  the  application.  Including  publi- 
cation in  the  Federal  Rbqistcr  on  Janu- 
ary 8.  1949  (14  P.  R.  111). 
The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  February  3. 
1940,  at  9:30  o'clock  a.  m.  (e.  s.  t).  in 
the  Hearing  Room  of  the  Federal  Power 
Commission,  1800  Pennsylvania  Avenue 
NW..  Washington.  D.  C,  concerning  the 
matters  Involved  and  the  issues  pre- 
sented by  such  application:  Provided, 
however.  That  the  Commission  may, 
after  a  non-contested  hearing,  forthwith 
dispose  of  the  proceeding  pursuant  to  the 
provisions  of  §  1.32  (b)  of  the  Commis- 
sion's rules  of  practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  55  1.8  and  1.37 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  January  18. 1949. 

By  the  Commission. 

[seal]  Leon  M.  Puquat. 

Secretary. 

(P.    R.    Doc.    49-576;    Filed.    Jan.    25,    1949; 
8:49  a.  m.l 


[Docket  No.  0-1159J 

United  Natural  Gas  Co. 

order  fixing  date  of  hearing 

By  order  of  December  20,  1948,  the 
Commission,  on  its  own  motion,  insti- 
tuted an  investigation  of  United  Natural 
Gas  Company  for  the  purpose  of  en- 
abling the  Commission  to  determine 
whether,  in  connection  with  any  trans- 
portation or  .sale  of  natural  gas  subject 
to  the  jurisdiction  of  the  Commission, 
any  rates,  charges,  or  classifications  de- 
manded, observed,  charged  or  collected, 
or  any  rules,  regulations,  practices,  or 
contracts  affecting  such  rates,  charges  or 
classifications,  are  unjust,  unreasonable, 
unduly  discriminatory,  or  preferential. 

The  said  order  of  December  20,  1948, 
provided  further,  that  If  the  Commission, 
after  hearing  has  been  had,  shall  find 
that  any  of  tne  rates,  charges,  classifi- 
cations, rules,  regulations,  practices,  or 
contracts  of  United  Natural  Gas  Com- 
pany, subject  to  the  Jurisdiction  of  the 
Commission,  are  unjust,  unreasonable, 
unduly  discriminatory  or  preferential, 
the  Commission  will  determine  and  fix  by 
order  or  orders  the  just  and  reasonable 
rates,  charges,  classifications,  rules,  regu- 
lations, practices  or  contracts  to  be  there- 
after observed  and  In  force. 

The  Commission  finds:  It  Is  appropri- 
ate to  carry  out  the  provisions  of  the  Na- 
tural Gas  Act  that  a  hearing  be  held  as 
hereinafter  provided. 

The  Commission  orders: 

(A)  A  public  hearing  be  held  com- 
mencing March  1,  1949.  at  10:00  a.  m.. 
In    the    Hearing    Room    of    the    Fed- 
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eral  Power  Commission.  Hurley-Wright 
Building.  1800  Pennsylvania  Avenue, 
NW.,  Washington.  D.  C,  respecting  the 
matters  involved  and  the  issues  presented 
In  this  proceeding. 

(B)  The  Public  Service  Commission  of 
the  State  of  New  York  and  any  other 
interested  State  commissions  may  par- 
ticipate as  provided  by  §§18  and  1.37 
(f)  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

Date  of  Issuance:  January  18,  1949. 

By  the  Commission. 

[sEALl  Leon  M.  Fuquay, 

Secretary. 

'  [P.    R.    Doc.    49-577;    Piled,    Jan.    25.    1949; 
8:49  a.  m.l 


FEDERAL    TRADE    COMMISSION 

(Docket  No.   5620) 

General  Motors  Corp.  and  AC  Spark 
Plug  Co. 

substitute  order  APPOINTING  TRIAL  EX- 
AMINER AND  FIXING  TTME  AND  PLACE  FOR 
TAKING   TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C.  on  the 
13th  day  of  January  A.  D.  1^49. 

The  answer  of  respondents  not  having 
been  entered  in  the  above  entitled  pro- 
ceedings, the  Commission  has  reconsid- 
ered and  rescinded  its  order  of  January 
10,  1949.  and  in  lieu  thereof  hereby  sub- 
stitutes the  following: 

Pursuant  to  authority  vested  in  the 
Federal  Trade  Commission. 

It  is  ordered.  That  Webster  Ballinger, 
a  Trial  Examiner  of  this  Commission, 
be  and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  tills  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday.  February  8.  1949,  at 
ten  o'clock  In  the  forenoon  of  that  day 
(eastern  standard  time),  in  Courtroom 
No.  859.  United  States  Post  Office.  De- 
troit, Michigan. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondents.  The  Trial 
Examiner  will  then  close  the  taking  of 
testimony  and  evidence  and,  after  all  In- 
tervening procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve  on 
the  parties  at  issue  a  recommended  de- 
cision which  shall  include  recommended 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  the 
material  Issues  of  fact,  law,  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recommended  order;  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 


By  the  Commission. 

[SEAL]  D.  C.  Daniel. 

Secretary. 

IP.    R.    Doc.   49-603;    Filed,    Jan.    26,    1949; 
8:01  a.  m.] 
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INTERSTATE  COMMERCE 
COMMISSION 

Organization  and  AssicNmrNT  or  Work 

January  18.  1949. 

TTie  Interstate  Cwnmerce  Commission 
announces  that  on  January  10.  1949.  It 
amended  its  order  as  to  assignment  of 
work,  entered  June  8.  1942,  pursuant  to 
the  provisions  of  section  17  of  the  Inter- 
state Commerce  Act.  as  amended,  by  re- 
vising the  second  paragraph  of  the  as- 
signment of  worlt  to  Division  4  to  read  as 
follows: 

Section  5  '2)  to  (13).  inclusive  (other 
than  enforcement  of  penalties) .  and  sec- 
tion 210a  (b)  of  Part  II,  relating  to  the 
consolidation,  merger,  purchase,  lease, 
operating  contracts,  and  acquisiUon  of 
control  of  carriers,  and  to  non-carrier 
control,  including  matters  of  public  con- 
venience and  necessity  under  section  207 
and  consistency  with  the  public  Interest 
under  section  209  directly  related  thereto. 


[SKAL] 


W.  p.  Bartel, 
Secretary. 


IP     R.    Doc.    49-574;    Filed,    Jan.    25,    1949; 
8:48  a.  m.) 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  PUe  No.  54-511 
National  Power  k  Light  Co.  rr  al. 

ORDER  GRANTING  SUPPLEMENTAL  APPLICA- 
TION WITH  RESPECT  TO  FEES  PAYABLE  AND 
SOLICITATIONS  PURSUANT  TO  EXCHANGE 
OFFER 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  17th  day  of  January  A.  D.  1949. 

In  the  matter  of  National  Power  <i 
Light  Company  et  al..  File  No.  54-51. 
Application  No.  10,  Part  B. 

The  Commission  having  by  order  dated 
August  25.  1948  approved  under  section 
11  (e)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  an  amended  plan  for 
the    reorganization    of    Lehigh    Valley 
Transit    Company    ("Transit"),    which 
plan,   among   other  things.   Included   a 
proposed  exchange  offer  to  the  bondhold- 
ers of  Transit  of  the  shares  of  Pennsyl- 
vania Power  L  Light  Company's  4^2% 
preferred  stock  owned  by  Transit,  and 
said  plan  having  been  approved  by  the 
District  Court  of  the  United  States  for 
the  Eastern  District  of  Pennsylvania  by 
order  dated  and  entered  September  29. 
1948.  and  the  Commission  on  November 
11.  1948  having  approved  the  exchange 
offer  of  the  Pennsylvania  Power  &  Light 
Company's  412%  preferred  stock  at  $100 
per  share;  and 

Supplemental  Application  No.  4  hav- 
ing been  filed  by  Transit  wherein  It 
stated  that  in  order  to  facilitate  the  ex- 
changes under  the  Exchange  Offer. 
Transit  entered  into  Dealers  Solicitation 
Agreements  with  Boenning  &  Company, 
Kidder,  Peabody  &  Company.  Putnam  ti 
Company  and  Salomon  Bros.  &  Hutzler, 
providing  for  payment  of  commissions  to 
such  dealers  from  the  first  $1,400,000 
principal  amount  of  bonds  deposited  pur- 


NOTICES 

suant  to  the  Exchange  Offer  at  the  rate 
of  $19  for  each  $1,000  bond  so  deposited. 
Pursuant  to  said  Exchange  Offer.  Transit 
received  deposits  of  $1,457,000  principal 
amount  of  bonds  and  Transit  now  pro- 
poses to  pay  the  following  dealers  the 
amounts  shown  below  for  their  sertlces 
In  solicitinp  deposits  pursuant  to  the 
Exchange  Offer: 

Boenning  &  Co.. — —  15.075 

Kidder,  pyabody  ft  Co 45 

Putnam  &  Co * 

Salomon  Broa.  it  Hutaler— —     4.318 

ToUl -      9.**6 

It  appearing  to  the  Commission  that 
no  adverse  findings  are  necessary  with 
respect  to  the  payments  proposed  to  be 
made  and  it  further  appearing  that  such 
fees  are  not  unreasonable  and  it  appear- 
ing appropriate  to  grant  the  application 
forthwith : 

It  is  ordered.  Pursuant  to  the  applica- 
ble provisions  of  the  act.  and  in  accord- 
ance with  the  reservation  of  jurisdiction 
contained  in  the  Commission's  order  of 
August  25,  1948.  that  the  said  Sipple- 
mental  Application  No.  4  be  granted 
effective  forthwith. 

By  the  Commission. 

I  SEAL  1  Orval  L.  Dubois. 

Secretary. 

(P.    R.    Doc.    49-683;    PtJed.    Jan.    25.    1»4»; 
8:61  a.  m.] 


I  Pile  No.  70-20371 


MINNESOTA  Power  Ii  Light  Co  and 
American  Power  k  Light  Co. 

NOTICE  OF  FIUNG 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  17th  day  of  January  A.  D.  1949. 

Notice  Is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  by 
American    Power    k    Light    Company 
("American") .  a  registered  holding  com- 
pany  subsidiary  of  Electric  Bond   and 
Share  Company  and  Americans  utility 
subsidiary,    Minnesota    Power    li    Ught 
Company  ("Minnesota") ,  under  the  Pub- 
lic Utility  Holding  Company  Act  of  1935, 
and  said  application-declaration  desig- 
nates sections  6  (a).  7.  9  fa),  10,  12  (c), 
and  12  (f)  of  the  act  an^  Rule  U-43  of 
the  rules  and  regulations  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Minnesota  proposes  to  issue  and  sell 
on  a  rights  basis  to  the  present  holders  of 
its  common  stock  such  number  of  shares 
of  its  authorized  and  unissued  common 
stock  without  nominal  or  par  value  as 
will  result,  in  the  event  of  full  subscrip- 
tion, in  Minnesota's  raising  approxi- 
mately $1,200,000.  The  exact  number  of 
shares  and  the  price  per  share  are  to  be 
submitted  by  amendment.  The  right  to 
subscribe  to  such  stock  will  be  evidenced 
by  subscription  warrants  (transferable  to 
any  assignee)  expiring  approximately  20 
days  after  their  Issuance.  Warrants  will 
be  Issued  for  fractional  shares  entitling 
the  holder,  upon  surrender  of  such  war- 


rants and  of  other  warrants  together  ag- 
gregating one  or  more  full  shares,  to  sub- 
scribe to  the  number  of  such  full  shares 
which  such  warrants  shall  together  ag- 
gregate, but  no  subscription  will  be  ac- 
cepted for  fracUonal  shares.    Minnesota 
proposes  to  appoint  its  transfer  agent  in 
Duluth.  MinnesoU.  as  transfer  agent  or 
subscription  agent  for  subscription  war- 
rants and  fractional  subscription  war- 
rants.    Such  transfer  agent  is  to  exer- 
cise his  best  efforts  to  assemble  fracUonal 
subscription  warrants  or  to  dispose  of 
such  fractional  warrants  without  cost  to 
the  warrant  holders.  „«  „^« 

American,  as  the  holder  of  550,0C0 
shares  (84  B'r'c)  of  Minnesota's  outstand- 
ing common  .stock,  proposes  to  purchase 
pursuant  to  the  offering  of  such  stock 
the  number  of  full  shares  to  which  it 
shall  be  entitled  pursuant  to  the  pro 
rata  offering. 

The  application-declaration  states 
that  it  will  be  a  condition  of  the  offer 
that  no  common  stock  will  be  issued 
pursuant  to  subscription  warrants  except 
on  a  date  subsequent  to  the  record  date 
for  payment  of  a  dividend  payable  as  of 
March  1.  1949. 

Minnesota  proposes  to  pay  to  qualified 
dealers  assisting  In  effecting  subscrip- 
tions for  additional  common  stock  the 
amount  of  25t'  for  each  share  of  addi- 
tional common  stock  with  respect  to 
which  such  dealer  Is  instrumental  in 
effecting  a  subscription. 

Rights  evidenced  by  subscription  war- 
rants which  shall  not  have  been  exer- 
cised on  or  prior  to  the  date  of  termina- 
tion of  such  rights  will  expire  and  all 
rights  evidenced  by  such  warrants  will 
thereupon  terminate. 

The  application-declaration  states  that 
the  proceeds  to  be  recevied  from  the  sale 
of  the  stock  wiU  be  used  to  reimburse 
Alinnesota  for  construction  expenditures 
and  for  other  corporate  purposes.  It  is 
further  contemplated  that  further  funds 
will  be  received  by  Minnesota  from  the 
issuance  and  sale  in  the  early  part  of  1949 
of  First  Mortgage  Bonds  pursuant  to  its 
existing  Mortgage  and  Deed  of  Trust. 

Applicants-declarants  request  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable  and  that 
it  become  effective  forthwith  upon  the 
issuance  thereof. 

Notice  Is  further  given  that  any  Inter- 
ested person  may  not  later  than  January 
31.  1949  at  5  30  p.  m..  e.  s.  t.,  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest and  the  Issues.  If  any.  of  fact  or  law 
raised   by    said    application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  If  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.     Securities     and     Exchange 
Commission.    425    Second    Street    NW.. 
Washington  25.  D.  C.    At  any  time  after 
January  31,  1949  said  application-decla- 
ration as  filed  or  as  amended  may  be 
granted  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
said  act  or  the  Commission  may  exempt 
such  transactions  as  provided  In  Rule 
U-20  (a)   and  Rule  U-100  thereof.    All 
Interested  persons  are  referred  to  said 
application-declaration  which  is  on  file 


Wednesday,  January  26,  1949 

with  this  commission  for  a  statement  of 
the  transactions  therein  proposed. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-582;    Piled    Jan.    26.    1949; 
8:50  a.  mj 


(File  No.  70-2023] 

Long  Island  Lighting  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  17th  day  of  January  1949. 

Long  Island  Lighting  Company  ("Long 
Island"),  a  regLstered  holding  company, 
having  filed  a  declaration  pursuant  to 
sections  6  and  7  of  the  Public  Utility 
Holding  Company  Act  of  1935  with  re- 
spect to  the  following  transaction: 

Long  Island  proposes  to  issue  and  sell 
to* four  commercial  banks  for  cash  at 
principal  amount  $2,000,000  principal 
amount  of  notes  which  will  bear  Interest 
at  the  rate  of  2^4%  per  annum  and  will 
mature  July  15,  1949.  The  proceeds  of 
the  .sale  of  the  notes  will  be  ased  for 
con.struction  requirements  of  the  com- 
pany. 

Such  declaration  having  been  duly 
filed,  and  notice  of  said  filing  having  been 
duly  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pursu- 
ant to  said  act  and  the  Commission  not 
having  received  a  request  for  hearing 
with  re.spect  to  said*  declaration  within 
the  period  specified  in  said  notice,  or 
oherwi.se.  and  not  having  ordered  a  hear- 
ing thereon;  and 

The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  respect 
to  the  declaration,  and  deeming  it  ap- 
propriate In  the  public  Interest  and  in 
the  intere.st  of  Investors  and  consumers 
that  .said  declaration  be  permitted  to 
become  effective  forthwith: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  by  Rule  U-24.  that  the 
declaration  be,  and  the  same  hereby  Is, 
permitted  to  become  effective  forthwith. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

I  P.    R.    Doc.    49-584;    Filed.    Jan.    25.    1949; 
8:51  a.  ml 


WAR  ASSETS  ADMINISTRATION 

I  Wildlife  Order  1] 

Tran.sfer  of  8,486  Acres  of  Land  at  Har- 
LiNGEN  Army  Air  Field  (Laguna  Madre 
Sub-Base  >,  Cameron  County,  Texas, 
TO  THE  Secretary  of  the  Interior 

1.  Pursuant  to  the  auVhorlty  granted 
under  the  provisions  of  Public  Law  537, 
80th  Congress,  notice  is  hereby  given 
that  by  letter  of  transfer  from  the  War 
Assets  Administrator,  to  the  Secretary  of 
the  Interior,   dated   January   12,   1949. 


FEDERAL  REGISTER 

a  portion  of  that  property  known  as 
Laguna  Madre  Sub-Base.  Harlingen 
Army  Air  Field.  Cameron  Coirnty.  Texas, 
and  more  particularly  described  In  such 
letter,  has  been  transferred  to  the  Secre- 
tary of  the  Interior. 

2.  The  above  described  property  Is 
transferred  to  the  Secretary  of  the  In- 
terior for  migratory  bird  conservation 
purposes  In  accordance  with  the  provi- 
sions of  said  Public  Law  537. 

Jess  Larson, 
Administrator. 
January  12.  1949. 

IP.    R.    Doc.    49-640;    Filed,   Jan.    25.    1949; 
9:54  a.  m.] 


(Wildlife  Order  2] 

Transfer  of  Portion  of  Fort  Huachuca 
to  the  State  of  Arizona  Game  and 
Fish  Commission 

Pursuant  to  the  authority  granted 
under  the  provisions  of  Public  Law  537, 
Both  Congress,  notice  is  hereby  given 
that: 

1.  By  deed  from  the  United  States  of 
America,  dated  January  14,  1949,  to  the 
State  of  Arizona  Game  and  Fish  Com- 
mission, a  portion  of  that  property  known 
as  Port  Huachuca.  Arizona,  and  more 
particularly  described  in  such  deed,  has 
been  transferred  from  the  United  States 
to  the  State  of  Arizona  Game  and  Pish 
Commission. 

2.  The  above  described  property  is 
transferred  to  the  State  of  Arizona  Game 
and  Fish  Commission  for  wildlife  con- 
servation purposes  (other  than  migra- 
tory birds)  in  accordance  with  the  pro- 
visions of  said  Public  Law  537. 

Paul  L.  Mather, 
Associate  Administrator. 

January  14,  1949. 

|F.    R.    Doc.    49-639;    Filed,    Jan.    25.    1949; 
9:54  a.  m.| 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

AoTHORrrT:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

(Vesting  Order  12640] 
Otto  Peuser 

In  re:  Trust  under  will  of  Otto  Peuser, 
deceased.     D-28-8091-G-1. 

Under  the  authoiity  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Else  Peuser  Schlipp,  Walter 
Schlipp.  and  Rudolf  Schlipp.  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enerrty  country  (Germany) ; 

2.  That  all  right,  title  and  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
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to  the  trust  created  under  Paragraph 
Fourth  of  the  will  of  Otto  Peuser,  de- 
ceased, presently  being  administered  by 
the  Continental  Illinois  National  Bank 
and  Trust  Company  of  Chicago,  231 
South  LaSalle  Street,  Chicago,  Illinois. 
Trustee, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  contro'  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
nanied  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-587;    Piled.    Jan.    25,    1949; 
8:53  a.  m.l 


[Vesting  Order  12653] 
Wilhelmina  Zehnder 

In  re:  Estate  of  Wilhelmina  Zehnder. 
deceased.  File  No.  D-55-874;  E.  T.  sec. 
8687. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Herman  Renz,  whose  last 
known  address  Is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Wilhelmina  Zehnder,  deceased,  is  prop- 
erty payable  or  deliverable  to,  or  claimed 
by.  the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  In  the  process 
of  administration  by  The  Shelton  Trust 
Company,  as  Administrator  eta,  acting 
under  the  Judicial  supervision  of  the 
Court  of  Probate.  District  of  Shelton, 
State  of  Connecticut; 
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and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  GenercU. 
Director.  Office  of  Alien  Property. 

[F.    B.   Doc.    49-588:     Filed.    Jan.    25.    1»49; 
8:53  a.  m.| 


NOTICES 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  In  sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

[skalI  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  p.    R.    Doc.    4^589;    Filed.    Jan.    25.    194y; 
8:54  a.  m.J 


[Vesting  Order  126541 
Hans  Wittemeiir  and  Willy  NrxmANN 

In  re:  United  States  Letters  Patent  No. 
1.941.524  owned  by  Hans  Wittemeier  and 
Willy  Neumann. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Elxecu- 
tlve  Order  9788.  and  pursuant  to  law, 
after  investiKation.  it  is  hereby  found : 

1.  That  Hans  Wittemeier  and  Willy 
Neumann  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  foreign  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: All  right,  title  and  interest,  in- 
cluding all  accrued  royalties  and  dam- 
ages and  profits  recoverable  at  law  or  in 
equity  from  any  person,  firm,  corporation 
or  government  for  past  Infringement 
thereof,  in  and  to  the  following  United 
States  Letters  Patent  No. : 


Patenl       r>ate 
No.       o(  Isfur 


1.  Ml.  524 


_(. 


l-»-34 


Inventor 


TU1« 


Hun^  Wittemeier 
and  Willy  Neu- 
miuiii. 


Air  Filter  Ap- 
paratus. 


Is  property  of  the  aforesaid  nationals  of 
a  foreign  country  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 


erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C.  on 
January  5.  1949. 
For  the  Attorney  General. 

[SEAL  1  David  L.  Bazelon  . 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


[Vesting  Order  12655] 
TaMAKI  F.  ARIMA  and  SUMYOSHl  Arima 

In  re:  Safe  deposit  box  owned  by 
Tamaki  F.  Arima  and  Sumyoshi  Arima. 
also  known  as  Sumiyoshi  Arima.  D-39- 
ni72-P-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive  Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tamaki  F.  Arima  and  Su- 
myoshi Arima.  also  known  as  Sumiyoshi 
Arima,  each  of  whose  last  known  address 
is  Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan);  ^  ^       ,  , 

2.  That  the  property  described  as  fol- 
lows: 

a.  All  rights  and  interests  created  In 
Tamaki  P.  Arima  and  Sumyoshi  Arima. 
abo  known  as  Sumiyoshi  Arima,  under 
and  by  virtue  of  a  safe  ceposit  box  lease 
agreement  by  and  between  Tamaki  F. 
Arima  and  Sumyoshi  Arima,  al.so  known 
as  Sumiyoshi  Arima,  and  the  Seattle 
First  National  Bank,  Second  Avenue  at 
Cherry  Street,  Seattle.  Washington,  and/ 
or  its  International  Branch,  located  at 
526  Jackson  Street.  Seattle.  Washington, 
relating  to  safe  deposit  box  numbered 
118.  located  in  the  vault  of  said  Inter- 
national Branch,  including  particularly 
but  not  Umited  to  the  right  of  access  to 
said  safe  deposit  box,  and 

b.  All  property  of  any  nature  whatso- 
ever, owned  by  Tamaki  F.  Arima  and 
Sumyoshi  Arima.  also  known  as  Sumi- 
yoshi Arima,  located  in  the  safe  deposit 
box  referred  to  in  subparagraph  2-a 
hereof,  and  all  rights  and  interests  of 
said  persons,  evidenced  or  represented 
thereby. 

is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owinu  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 
and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 


IF.    R.    Doc.    49  590;    PUed.    Jan..  25.    1949; 
8:54  a.  m.| 


[Vesting  Order  12688] 

Cornelia  Klaasen 

In  re:  Estate  of  Comeha  Klaasen,  de- 
ceased.   Pile  D-28-11911;E.T.  sec.  16108. 

Under  the  authority  of  the  Trading 
With  the  ^nemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tatdina  Juchems,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  national  of  a  designated 
enemy  country  (Germany)  ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  In  and  to  the  EsUte  of 
Cornelia  Klaasen.  deceased,  is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  George  Potgcter.  as 
executor,  acting  under  the  Judicial  su- 
pervision of  the  District  Court  of  the 
State  of  Iowa.  In  and  for  the  County  of 
Hardin ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  tt  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  Slates. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  12.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 
[F    R.    Doc.    49-591;    Filed.    Jan.    25.    1949; 
8:54  a.  m.] 


Wednesday,  January  26,  1949 

(Vesting  <5rder  12667] 
John  Adam  Schricker 

In  re:  Estate  of  John  Adam  Schricker, 
deceased.  File  No.  D-28-7606;  E.  T.  sec. 
8018. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  foimd: 

1.  That  Johann  George  Seuss.  Johanna 
Margareta  Frieda  Seuss.  Albert  Christian 
Seu-ss.  Johann  Freidrich  Seuss,  Anna 
Margaretha  Chri.stiana  Maerz,  nee  Muel- 
ler, Margarethe  Wagner,  nee  Keller,  Al- 
bert Keller,  Rudolf  Keller,  Ottllie  Elsa 
Emma  Henriette  Ackermann,  nee  Volk- 
mann,  Joerg  Ackermann.  Klaus  Jochen 
Ackermann,  Johann  Mueller,  Margare- 
tha Klara  Walter,  nee  Mueller.  Babette 
Opel,  nee  Mueller,  Maria  Sophia  Johanna 
Greim,  nee  Kiessling,  Johann  Ludwig 
Kiessling.  Katherina  Kiessling,  Stephan 
Karl  Hans  Spitzbarth,  Johanna  Maria 
Sophia  Spitzbarth.  Karl  Max  Feustel, 
Elfriede  Johanna  Feustel,  whose  last 
known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  Johann  Karl  Kiessling,  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees, names  unknown,  of  Henriette  Anna 
Wilhelmine  Seuss,  nee  Kauflenstein.  de- 
cea.sed.  of  Gottfried  Wilhelm  Ackermann, 
deceased,  of  Johann  Karl  Kiessling.  of 
Marta  Katharina  Feustel,  nee  Spitz- 
barth, decea.sed.  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  John  Adam 
Schricker.  deceased,  and  in  and  to  the 
trust  created  by  order  of  the  Probate 
Court  of  Summit  County.  Ohio,  dated 
January  3,  1946.  in  the  Estate  of  John 
Adam  Schricker,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

4.  That  such  property  is  in  the  process 
of  administration  by  M.  S.  Richardson, 
328  South  Main  Street,  Akron,  Ohio.  * 
Trustee,  acting  under  the  judicial  super- 
vision of  the  Probate  Court  of  Summit 
County,  Ohio. 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
Johann  Karl  Kiessling,  the  domiciliary 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees,  names  un- 
known, of  Henriette  Anna  Wilhelmine 
Seu.ss,  nee  Kauffenstein.  deceased,  of 
Gottfried  Wilhelm  Ackermann,  deceased, 
of  Johann  Karl  Kiessling.  of  Marta  Kath- 
arina Feustel,  nee  Spitzbarth,  deceased, 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
No.  16 4 
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made  and  taken,  and  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistajit  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-592;     Filed,    Jan.    25,    1949; 
8:54  a.  m.l 


[Vesting  Order  12668] 
Matsuta  Takahashi 


In  re:  Rights  of  Matsuta  Takahashi 
under  insurance  contracts.  File  No. 
F-39-4798-H-1  and  H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Matsuta  Takahashi,  whose  la.st 
known  address  is  Japan,  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contracts  of  Insurance 
evidenced  by  policies  Nos.  WS-41006  and 
W.S-67412,  Issued  by  the  California- 
Western  States  Life  Insurance  Company, 
926  J.  Street,  Sacramento,  California, 
to  Matsuta  Takahashi,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds. 

Is  property  within  the  Uhited  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  ir;  section  10  of 
Executive  Order  9193.  as  amended. 


->.  So? 

Executed   at  Washington,  D.   C,   on 
January  12,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.    Doc.    49-593;    Filed,    Jan.    25,    1949; 
8:54  a.  m.j 


[Vesting  Order  12669] 
Pattl  Zerull 


In  re:  Estate  of  Paul  Zerull,  deceased. 
File  No.  D-28-11721;  E.  T.  sec.  15934. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found : 

1.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Walter  Zerull,  deceased,  and 
of  Gerhard  Zerull,  deceased,  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country   (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  estate  of  Paul  Zerull,  deceased,  is 
property  payable  or  deliverable  to,  or 
claimed  by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  Bertha  Hartenstein. 
as  administratrix,  acting  under  the  ju- 
dicial supervision  of  the  Probate  Court, 
Wayne  County.  Michigan; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  domi- 
ciliary personal  representatives,  heirs-at- 
law.  next-of-kin.  legatees  and  distribu- 
tees, names  unknown,  of  Walter  Zerull, 
deceased,  and  of  Gerhard  Zerull.  de- 
ceased, are  not  within  a  designateci  en- 
emy country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country    (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 
,  There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R,    Doc.    49-594;    Filed,    Jan.    25.    1949; 
8:54  a.  m.J 
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I  Vesting  Order   12688) 
Theodor  Pastor 


In  re:  Bank  account  owned  by  Theo- 
dor Pastor.    D-28-10859-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Theodor  Pastor,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Theodor  Pastor  by  the 
Guaranty  Trust  Company  of  New  York, 
140  Broadway,  New  York  15.  New  York, 
arising  out  of  a  Foreign  Holders  Account, 
account  number  90007,  representing  full 
payment  of  proportionate  share  of  dis- 
tribution of  bond  and  mortgage  of  556 
Seventh  Avenue  Corporation,  covering 
property  located  at  556  Seventh  Avenue. 
New  York,  New  York,  said  account  main- 
tained at  the  aforesaid  company,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  13,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|P.    R.    Doc.    49-596;    Filed.    Jan.    25,    1949; 
8:54  a.  m.| 


NOTICES 

tlve  Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found : 

1.  That  Grete  Jantzen,  whose  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) : 

2.  That  the  net  proceeds  due  or  to  be- 
come due  imder  contracts  of  insurance 
evidenced  by  poUcles  Nos.  3604460  and 
4115742.  Issued  by  the  Mutual  Life  In- 
surance Company  of  New  York.  New 
York.  New  York,  to  Hermann  D.  Jantzen. 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
< Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
tprcst 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  13,  1949. 

For  the  Attorney  General. 


[skal]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-597;    Piled,    Jan.    25.    1949; 
8:54  a.  m.] 


2.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obliga- 
tion owing  to  Magdalena  Hahn.  Kather- 
Ine  Ecksturm  and  "Mary"  Dohm.  widow 
of  Phillip  Dohm.  name  "Mary"  being  fic- 
titious, by  the  Long  Island  State  Bank 
ti  Trust  Co..  Riverhead,  New  York,  aris- 
ing out  of  an  account,  account  number 
1665.  entitled  Estate  of  Louis  Dohm.  de- 
ceased, maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  owner.ship  or  control  by  Mag- 
dalena Hahn.  Katherine  Ecksturm  and 
"Mary  '  Dohm.  widow  of  Phillip  Dohm. 
name  "Mary"  being  fictitious,  the  afore- 
said naUonals  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  13.  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.   Doc.   49-595;    Piled,    Jan.    25,    1949; 
8:64  a.  m.) 


[Vesting  Order   12684] 
Grete  Jantzen 

In  re:  Rights  of  Grete  Jantzen  under 
Insurance  contracts.  File  No.  F-28- 
26444-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 


[Vesting  Order  126861 
Magdalena  Hahn  et  al. 

In  re:  Bank  account  owned  by  Mag- 
dalena Hahn,  Katherine  Ecksturm  and 
"Mary"  Dohm.  widow  of  Phillip  Dohm. 
name  "Mary"  being  fictitious.  F-28- 
29235-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Magdalena  Hahn.  Katherine 
Ecksturm  and  "Mary"  Dohm,  widow  of 
Phillip  Dohm,  name  "Mary"  being  fic- 
titious, whose  last  known  addresses  are 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany); 


(Vesting  Order  126001 
Friederich  Johann  Wichern 

In  re:  Estate  of  Friederich  Johann 
Wichern.  also  known  as  Frederick  Wich- 
ern, FViederick  Wichern  or  Fred  Wich- 
ern, deceased.  File  No.  D-28-12085; 
E.  T.  sec.  16284. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Johann  Frederich  Wichern, 
Claus  Hlnrich  Wichern,  Anna  Koch. 
Claus  Frederich  Wichern.  Gesine  Anna 
Margareta  Ahrens  (nee  Wichern).  and 
Anita  Geisele  Wichern.  whose  last  known 
address  Is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 
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2.  That  the  domiciliary  personal  rep- 
resentatives, helrs-at-law.  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Gesche  Wichern,  deceased, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nation- 
als of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
In  and  to  the  estate  of  Friederich  Johann 
Wichern,  also  known  as  Frederick 
Wichern,  Friederich  Wichern  or  Fred 
Wichern,  decea.sed,  Is  property  payable 
or  deliverable  to.  or  claimed  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

4.  That  such  property  Is  in  the  proc- 
e.ss  of  administration  by  John  C.  Glenn, 
Public  Administrator,  General  Court 
House,  88-11  Sutphen  Boulevard.  Ja- 
maica. New  York,  as  Administrator,  act- 
ing under  the  judicial  supervision  of  the 
Surrogate's  Court  of  Queens  County. 
Jamaica.  New  York; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  per- 
sons named  In  subparagraph  1  hereof, 
and  the  domiciliary  personal  representa- 
tives, helrs-at-law.  next-of-kin.  legatees 
and  distributees,  names  unknown,  of 
Gesche  Wichern,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  p)ersons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  17.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-531;    Piled,    Jan.    24,    1949; 
8:46  a.  m.l 
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'      [Vesting  Order  10922.  Amdt.J 
Mathias  Gaissl 

In  re:  Stock  and  bank  accoimt  owned 
by  Mathias  Galssl. 

Vesting  Order  10922.  dated  March  19. 
1948.  as  amended  November  22.  1948  Is 
hereby  amended  as  follows  and  not 
otherwise : 

By  deleting  subparagraph  2d  thereof 
and  substituting  therefor  the  following: 

d.  Twenty  (20)  shares  of  $1  par  value 
capital  stock  of  Blair  Holdings  Corpora- 
tion. 44  Wall  Street,  New  York  5,  New 
York,  a  corporation  organized  under  the 
laws  of  the  State  of  New  York,  evidenced 
by  certificate  number  N.  H.  F.  505,  regis- 
tered in  the  name  of  Mathias  Gaissl, 
together  with  all  declared  and  unpaid 
dividends  thereon. 

All  other  provisions  of  said  Vesting 
Order  10922.  as  amended,  and  all  actions 
taken  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  in  reliance 
thereon,  pursuant  thereto  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
January  6,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-598;    Filed,    Jan.    25,    1949; 
8:55  a.  m.J 


[Return  Order  205] 
Nils  Erik  Lenandeh 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  proper- 
ty, described  below  and  in  the  determi- 
nation, including  all  royalties  accrued, 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant  and  Claim  No.,  Notice  of  Intention 
To  Return  Published,  and  Property 

Nils  Erik  Lenander.  Stockholm.  Sweden, 
1598.  October  2.  1948.  (13  P.  R.  5800),  all 
Interests  and  rights  created  In  Nils  Krlk 
Lenander  (to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  2030,  8  P.  R.  13268,  Sep- 
tember 29,  1943)   by  virtue  at  an  agreement 
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dated  July  16.  1930  executed  by  Patentaktle- 
bolaget  Grondal-Ramen,  Orkla  Grube  Aktle- 
bolag.  Nils  Erik  Lenander  and  Texas  Gulf 
Sulphur  Company  (Including  all  modifica- 
tions thereof  and  -supplements  thereto) 
which  agreement,  as  modified  and  supple- 
mented, relates  among  other  things  to 
United  States  Letters  Patent  Nos.  1,850.557, 
1.860.585.  1.862.899,  1.904,481,  1,904,482,  1,904,- 
483  and  1,969,021,  Including  royalties  accrued 
thereunder  In  the  amount  of  $73,000  00. 

In  connection  with  this  return,  claimant 
has  furnished  the  Attorney  General  certain 
covenants  contained  in  a  letter,  dated  Decem- 
ber 1.  1948.  attached  as  Exhibit  A  to  the 
determination  filed  herewith.' 

This  return  shall  not  be  deemed  to  in- 
clude the  rights  of  any  licenses  under  the 
above  patents. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
January  17,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-599;    Filed    Jan.    25.    1949; 
8:55  a.  m.] 


Anna  Lxtise  Bluhe 

NOTICE    OF    intention    TO    RETTTRN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  Property  and  Location 

Anna  Lulse  Blume,  Kohlstock,  New  York 
City,  New  York,  13309;  $2,948.14  In  the  Treas- 
ury of  the  United  States. 

Executed  at  Washington,  D.  C,  on  Jan- 
uary 18,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-600;    Piled,    Jan.    25,    1949; 
8:65  a.  m.] 

'  Piled  as  part  of  the  original  document. 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2824 

National  Freedom  Day 

by  the  phesideiit  of  the  united  states 

op  america 

a  proclamation 

WHEREAS,  near  the  end  of  the  tragic 
conflict  between  the  Northern  and 
Southern  States,  the  Congress  adopted  a 
joint  resolution  proposing  an  amendment 
to  the  Constitution  wtiich  would  outlaw 
slavery  in  the  United  States  and  in  every 
place  subject  to  Its  Jurisdiction;  and 

WHEREAS  the  resolution  was  signed 
by  President  Lincoln  on  February  1.  1865. 
and  thereafter  led  to  the  adoption  of  the 
Thirteenth  Amendment  to  the  Constitu- 
tion: and 

WHEREAS  that  Amendpient  is  a  cor- 
ner stone  in  the  foundation  of  our  Amer- 
ican traditions,  and  the  signing  of  the 
resolution  Is  a  landmark  In  the  Nation's 
effort  to  fulfill  the  principles  of  freedom 
and  Justice  proclaimed  in  the  first  ten 
amendments  to  the  Constitution;  and 

WHEREAS,  by  a  Joint  resolution  ap- 
proved June  30.  1948  (62  Stat.  1150),  the 
Congress  authorized  the  President  to 
proclaim  the  first  day  of  February  of 
each  year  as  National  Freedom  Day  in 
commemoration  of  the  signing  of  the 
resolution  of  February  1.  1865;  and 

WHEREAS  the  Government  and  peo- 
ple of  the  United  States  wholeheartedly 
support  the  Universal  Declaration  of 
Human  Rights  approved  by  the  General 
Assembly  of  the  United  Nations  on  De- 
cember 10.  1948,  which  declares  that 
"recognition  of  the  inherent  dignity  said 
of  the  equal  and  inalienable  rights  of  all 
members  of  the  human  family  is  the 
foundation  of  freedom.  Justice  and  peace 
In  the  world": 

NOW,  THEREFORE.  I.  HARRY  8. 
TRUMAN,  President  of  the  United  States 
of  America,  do  hereby  designate  Febru- 
ary 1,  1949,  and  each  succeeding  Febru- 
ary 1.  as  National  Freedom  Day;  and  I 
call  upon  the  people  of  the  United  States 
to  pause  on  that  day  in  solemn  contem- 
plation of  the  glorious  blessings  of  free- 
dom which  we  humbly  and  thankfully 
enjoy. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
af&xed. 


DONE  at  the  City  of  Washington  this 
25th  day  of  January  in  the  year  of  our 
Lord  nineteen  hundred  and 
[SEAL]  forty-nine,  and  of  the  Inde- 
pendence of  the  United  States 
of  America  the  one  hundred-and  seventy- 
third. 

Harry  S.  Truman 

By  the  President: 

Dean  Acheson.  ~ 
Secretary  of  State. 

[F.    R.    Doc.   4&-662;    Filed.    Jan.    26.    1949: 
8:20  p.  m.] 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  III — Foreign   and   Territorial 
Compensation 

Subchapter   B — Th«   S*<r*tary   of  State 
I  Foreign   Service  Reg.   8-54) 

Part  325 — Additional  Compensation  in 
Foreign  Areas 

designation  of  differential  posts 

January  19.  1949. 

Effective  as  of  the  beginning  of  the 
first  pay  period  after  January  22.  1949, 
9  325.11.  Designation  of  differential  posts, 
is  amended  as  follows: 

1.  Paragraph  (a)  is  amended  by  the 
addition  of  the  following  posts: 

Nanking,  China. 
Pelplng,  China. 
Shanghai,  China. 
Tlentaln,  China. 
Kuala  Lumpur,  Malaya. 

2.  Paragraph  (b)  Is  amended  by  the 
addition  of  the  following  post: 

Tslngtao,  China. 

3.  Paragraph  (d)  is  amended  by  the 
addition  of  the  following  posts: 

Austria,  all  posts. 

4.  Paragraph  (b)  is  amended  by  the 
deletion  of  the  following  post: 

Shanghai.  China. 

5.  Paragraph  (c)  Is  amended  by  the 
deletion  of  the  following  post: 

Nanking.  China. 

6.  Paragraph  (d)  is  amended  by  the 
deletion  of  the  following  posts : 

Kuala  Lumpur,  Malaya. 
Tlentaln,  China. 

(Continued  on  next  page) 
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REOirrm. 
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before  which  sales  must  be  made,  to 
March  31.  1949. 

Dated  this  19th  day  of  January  1949. 

[SKALl  Ralph  S.  Trico, 

Authorized  Representative 
of  the  Secretary  of  Agriculture. 

[F.    R.    Doc.    4»-«33:    Piled.    Jan.    26.    1949; 
8:61  a.  in.1 


Tslngtao.  China. 
Vienna.  Austria. 
Wels,  Austria. 


(Sec.  207,  Pub.  Law  491,  80th  Cong.,  as 
amended  by  sec.  104.  Pub.  Law  862,  80th 
Cong.;  Part  1,  E.  O.  10000,  Sept.  16.  1948. 
13  F.  R.  5453) 
For  the  Secretary  of  State. 

[SEAL  1  John  E.  Pkjrifoy, 

Assistant  Secretary. 

(F.    R.    Doc.    49-631:    Piled.    Jan.    26.    1M9; 
8:60  a.  m.) 


Subchapter  C — Loont,  Purcho***  and  Other 
Operations 

[1948  C.  C.  C.  Range  Grass  Seed  Bulletin  1] 

Part  659 — Seids 

subpart — 1948  range  grass  seed  prick 
support  program 

This  bulletin  states  the  requirements 
with  respect  to  the  1948  Range  Grass 
Seed  Price  Support  Program  formulated 
by  Commodity  Credit  Corporation  (here- 
inafter referred  to  as  CCC)  and  the  Pro- 
duction and  Marketing  Administration 
(hereinafter  referred  to  as  PMA).  Pur- 
chase agreements  will  be  available  on  the 
following  seeds  produced  in  1948  in  ac- 
cordance with  this  bulletin:  Sand,  little 
and  big  bluestem;  buffalo  grass;  blue  and 
slde-oats  grama;  swltchgrass;  sand  and 
weeping  lovegrsiss;  yellow  indlangrass 
seeds;  and  certain  natural  component 
mixtures  of  the  foregoing  varieties  (col- 
lectively referred  to  hereinafter  as  range 
grass  seed) . 

Sec. 
659.51 
659  62 
659.53 
659  54 
659.55 
650.56 
659  57 
669.58 
659.59 
659  60 
669.61 
639  62 
669  63 
669  64 
659  65 
659.66 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commod- 
ity Credit  Corporation,  Department 
of  Agriculture 

Subchapter  ft— Cxport  and  Diveralon  Programi 
[Amdt.  11 

Part  518— Fruits  and  Berrhs.  Dried  and 
Processed 

subpart — DRIED    FRUIT    EXPORT    PROORAM 
(rXSCAL  TXA«    1949) 

Section  618.2  (e)  Is  hereby  amended 
by  changing  the  date  of  January  31. 1949, 
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ADTHoanr:  ||  669  51  to  659  66  Issued  under 
sec.  1  (d),  62  Stat.  1248;  sec.  6  (a),  62  SUt. 
1072. 

9  659.51  Administration.  The  pro- 
gram will  be  administered  in  the  field  by 
PMA  through  State  PMA  committees, 
county  agricultural  conservation  com- 
mittees f  hereinafter  referred  to  as  coun- 
ty committees) ,  and  PMA  commodity  of- 
fices. The  program  will  be  under  the 
general  supervision  and  direction  of  the 
Manager.  CCC. 

Forms  will  be  distributed  through  the 
offices  of  State  and  county  committees. 
County  committees  will  determine  or 
cause  to  be  determined  the  quantity  and 
grade  of  the  range  grass  seed,  and  the 
value  of  the  seed  delivered  under  the  pro- 
gram. All  purchase  documents  will  be 
completed  and  approved  by  the  county 
committee,  which  will  retain  copies  of  all 
documents.  The  county  committee  may 
designate  in  writing  certain  employees  of 
the  county  agricultural  conservation  as- 
sociation to  approve  such  forms  on  behalf 
of  the  committee. 
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i  659.52  Availability  of  purchase 
agreements — (a)  Area.  Purchase  agree- 
ments shall  be  available  on  eligible  range 
grass  seed  in  all  areas. 

(b)  Time.  Purchase  agreements  shall 
be  available  from  time  of  harvest  through 
February  28.  1949.  and  the  applicable 
documents  must  be  signed  by  the  pro- 
ducer and  delivered  or  mailed  to  the 
county  committee  not  later  than  such 
date. 

(c)  Source.  Purchase  agreements 
shall  be  made  through  the  offices  of 
comity  committees. 

S  659.53  Eligible  producer.  An  eligible 
producer  shall  be  any  Individual,  part- 
nership, association,  corporation,  or 
other  legal  entity  producing  eligible 
range  grass  seed  in  1948  as  landowner, 
landlord,  tenant,  or  sharecropper. 

8  659.54  Eligible  range  grass  seed. 
Eligible  range  grass  seed  shall  be  range 
grass  seed  harvested  in  the  continental 
United  States  in  1948,  the  beneficial  in- 
terest in  which  is  in  the  producer  and 
always  has  been  In  him,  or  in  him  and  a 
former  producer  whom  he  succeeded  be- 
fore the  range  grass  seed  was  harvested. 
The  seed  must  be  cleaned  and  bagged, 
fumigated  if  necessary,  and  tagged  in 
accordance  with  the  Federal  Seed  Act 
for  Interstate  shipments  when  CCC  or- 
ders government-owned  seed  loaded  out 
for  Interstate  shipment.  It  must  meet 
the  following  additional  requirements: 

(a)  Specifications.  The  seed  must,  on 
the  basis  of  official  purity  and  germina- 
tion tests,  be  equal  to  or  better  in  every 
respect  than  the  minimum  specifications 
for  the  particular  kind  of  seed  as  shown 
In  schedule  of  specifications  and  rates, 
S  659.66. 

(b)  Noxious  weeds.  The  seed  must 
not  contain  noxious  weed  seeds  in  excess 
of  the  number  permitted  for  sale  as 
planting  seed  by  the  State  seed  law  and 
rules  and  regulations  pursuant  thereto 
of  the  State  in  which  the  seed  is  pro- 
duced or  of  the  State  where  the  seed  is 
stored. 

(c)  Packaging.  The  seed  shall  be 
packaged  in  new  bags  of  approved  qual- 
ity as  described  below,  of  30  or  50  pounds 
net  or  100  or  150  pounds  net. 

(1)  Little,  big  and  sand  bluestem,  yel- 
low Indlangrass.  buffalo  grass,  and  blue 
and  side-oats  grama; 

Net  capacity 
Type  (pounds) 

(i)  36  z  64  12-ounce  or  heavier  jute 

or    burlap 30  or  60 

(ll)Trl-Sax   or   Osnaburg    (double 
seam) : 

Se-lnch  7.5  o».  or  heavier 30  or  60 

40-lnch  8.25  oz.  or  heavier 30  or  50 

(2)  Weeping  and  sand  lovegrass  and 
swltchgrass: 

Type  Net  capacity 

(I)  Trl-Saz  (double  seam):  (pounds) 

86-lnch  7.6  oz.  or  heavier 100 

40-lnch  8.25  os.  or  heavier 100 

(II)  Osnaburg     (seamless    or    double 
seam):  30-lnch  7-ounce  or  heavier.       100 

<U1)  Seamless  cotton:  16-ounce 150 

S  659.55  Eligible  storage.  Eligible 
storage  for  range  grass  seed  shall  meet 
the  following  requirements: 

Under  the  purchase  agreement  pro- 
gram, eligible  warehouse  storage  shall 
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consist  of  storage  made  available  by 
warehousemen,  seed  dealers,  cooperative 
associations,  and  others  having  adequate 
facilities  for  handling  and  storing  seed 
for  which  a  Seed  Cleaning  and  Storage 
Agreement  has  been  entered  Into  with 
CCC  (warehousemen,  seed  dealers,  coop- 
erative associations  and  others  desiring 
approval  for  their  facilities  should  se- 
cure recommendation  for  approval  from 
the  county  committee  who  will  submit 
the  recommendation  to  the  State  com- 
mittee for  transmittal  to  the  PMA  com- 
modity office  serving  the  area  in  which 
the  warehouse  is  located).  A  list  of  ap- 
proved warehouses  will  be  furnished 
State  PMA  offices  and  county  committees 
and  information  relating  to  such  ware- 
houses may  be  obtained  from  such  offices. 

S  659.56  Approved  forms.  The  ap- 
proved forms  consist  of  the  purchase 
documents  which,  together  with  the  pro- 
visions of  this  bulletin,  govern  the  rights 
and  responsibilities  of  the  producer. 
Any  fraudulent  representation  made  by 
a  producer  in  obtaining  a  purchase 
agreement  or  in  executing  any  of  the 
purchase  documents  will  render  him  sub- 
ject to  criminal  prosecution.  Purchase 
documents  executed  by  an  administra- 
tor, executor,  or  trustee,  will  be  accept- 
able only  where  legally  valid. 

(a)  Purchase  agreement  documents. 
The  purchase  agreement  documents  shall 
consist  of  the  purchase  agreement  (Com- 
modity Purchase  1 )  and  Purchase  Agree- 
ment Settlement  (Commodity  Purchase 
4)  signed  by  the  producer  and  approved 
by  the  county  committee,  negotiable 
warehouse  receipts,  and  such  other 
forms  as  may  be  prescribed  by  CCC. 

(b)  Warehouse  receipts.  Range  grass 
seed  in  eligible  wareliouse  storage  deliv- 
ered under  the  purchase  agreement  pro- 
gram must  be  represented  by  warehouse 
receipts  which  satisfy  the  following  re- 
quirements : 

( 1 )  Warehouse  receipts  must  be  Issued 
In  the  name  of  the  producer,  must  be 
properly  endorsed  In  blank  so  as  to  vest 
title  in  the  holder,  and  must  be  Issued 
by  an  approved  \.arehouse. 

(2)  Warehouse  receipts  shall  carry  an 
endorsement  in  ■ubstantiall"  the  follow- 
ing form: 

Warehouse  charges  (except  receiving 
charges)  through  April  30,  1949,  on  the  range 
g  ass  seed  represented  by  this  warehouse 
receipt  have  been  paid  or  otherwise  provided 
for.  and  Hen  for  such  charges  will  not  be 
claimed  by  the  warehouseman  from  CCC  or 
any  subsequent  holder  of  the  warehouse 
receipt. 

(3)  Each  warehouse  receipt,  or  the 
warehouseman's  supplemental  certificate 
(In  duplicate)  properly  Identified  with 
the  warehouse  receipt,  must  show  the  net 
weight  and  represent  a  particular  lot  of 
seed,  the  quality  of  which  is  evidenced 
by  attached  official  purity  and  germina- 
tion test  certificates. 

Separate  warehouse  receipts  for  each 
lot  of  seed  must  set  forth  In  the  written 
or  printed  terms  the  kind  or  variety  of 
seed,  the  lot  identity  or  number,  the 
number  of  bags,  the  net  weight,  and  such 
other  Information  as  Is  required  to  de- 
termine the  quantity  of  seed. 
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i  659.57  Determination  of  quantity. 
All  determinations  of  the  quantity  of 
range  grass  seed  under  this  program 
shall  be  made  on  the  basis  of  the  net 
weight  of  eligible  seed,  as  specified  on 
the  warehouse  receipt. 

§  659.58  Determination  of  quality. 
The  county  committee  will  determine 
the  quality  of  the  seed  on  the  basis  of 
official  purity  and  germination  tests  of 
a  representative  sample.  An  "official 
test"  shall  be  an  analysis  made  by  a 
Federal  or  State  Seed  Testing  Labora- 
tory where  such  facilities  are  available, 
or,  in  the  absence  of  such  facilities,  a 
seed  testing  laboratory  approved  by  the 
State  committee.  Not  more  than  5  cal- 
endar months  shall  have  elapsed  since 
the  last  day  of  the  month  in  which  the 
germination  test  was  completed.  A  rep- 
resentative sample  for  determination  of 
quality  shall  be  a  sample  taken  by  a  li- 
censed State  inspector,  or  where  such 
services  are  not  provided,  the  county 
agricultural  conservation  committee 
shall  arrange  for  the  securing  of  a  rep- 
resentative sample  which  shall  consist 
of  equjfl  portions  taken  from  evenly  dis- 
tributed parts  of  the  lot  of  bagged  .seed 
to  be  sampled.  In  quantities  of  5  bags 
or  less,  each  bag  sljall  be  sampled;  in 
quantities  of  more  than  5  bags,  at  least 
every  fifth  bag  but  not  less  than  5  bags 
shall  be  sampled.  A  probe  or  trier  shall 
be  used  in  drawing  samples. 

§  659.59  Liens.  The  range  grass  seed 
must  be  free  and  clear  of  all  Hens  and 
encumbrances,  or,  if  liens  or  encum- 
brances exist  on  the  range  grass  seed, 
proper  waivers  must  be  obtained. 

§  659.60  Service  fees.  At  the  time 
the  producer  signs  a  purchase  agreement 
he  shall  pay  a  service  fee  of  1  cent  per 
100  pounds  on  the  quantity  specified  on 
Commodity  Purchase  1  as  the  maximum 
quantity  he  may  deliver,  or  $1.50,  which- 
ever is  greater.  No  refimd  of  service  fees 
will  be  made. 

§659.61  Set-offs.  A  producer  who  Is 
listed  on  the  county  debt  register  as  In- 
debted to  any  agency  or  corporation  of 
the  United  States  Department  of  Agri- 
culture shall  designate  the  agency  or  cor- 
poration to  which  he  Is  indebted  as  the 
payee  of  the  proceeds  of  the  purchase  to 
the  extent  of  such  Indebtedness,  but  not 
to  exceed  that  portion  of  the  proceeds 
remaining  after  deduction  of  the  service 
fees  and  amounts  due  prior  lienholders. 
Indebtedness  owing  to  CCC  shall  be  given 
first  consideration  after  claims  of  prior 
lienholders. 

5  659.62  Transfer  of  producer's  equity. 
The  producer  may  not  assign  the  pur- 
chase agreement. 

§  659.63  Delivery.  The  producer  who 
signs  a  purchase  agreement  (Commodity 
Purchase  1)  will  not  be  obligated  to  de- 
liver any  range  grass  seed  to  CCC.  He 
may  deliver  any  amount  up  to  but  not 
In  excess  of  the  quantity  shown  on  Com- 
modity Purchase  1.  If  the  producer  de- 
sires to  deliver  range  grass  seed  to  CCC 
he  shall,  during  the  month  of  May.  1949. 
submit  warehouse  receipts  representing 
eligible  range  grass  seed  stored  in  eligible 


364 

warehouse  storage  to  the  county  com- 
mittee for  the  quantity  of  such  range 
grass  seed  he  elects  to  sell  to  CCC.  but 
not  In  excess  of  the  quantity  shown  on 
Commodity  Purchase  1;  or,  in  the  case 
of  range  grass  seed  stored  in  other  than 
eligible  warehouse  storage,  he  shall  notify 
the  county  committee  of  his  intention  to 
sell   and   request   delivery   instructions. 
The  producer  must  then  complete  de- 
livery within  a  15-day  period  immediately 
following  the  date  the  county  committee 
issues  delivery   Instructions  unless  the 
county  committee  determines  that  more 
time  is  needed  for  delivery.    Range  grass 
seed  stored  In  other  than  eligible  ware- 
house storage  will  be  purchased  on  de- 
livery   at    points    designated    by    CCC. 
When  delivery   is  completed,   payment 
shall  be  made  by  sight  draft  drawn  on 
CCC  by  the  State  PMA  office  on  the  basis 
of  an  approved  Commodity  Purchase  4. 
The  producer  shall  direct  on  such  forms 
*    to  whom  payment  of  the  purchase  price 
shall  be  made.    Eligible  range  grass  seed 
will  be  purchased  on  the  basis  of  the  net 
weight  of  such  seed  and  in  accordance 
with  the  schedule  of  speclflcatloos  and 
rates  shown  In  §  659.66. 

S  659.64  Storage  and  handling 
charges.  Commodity  Credit  Corpora- 
tion will  not  pay  or  assume  any  of  the 
costs  of  cleaning,  bags  and  bagging, 
.sampling,  testing  and  analysis  reports, 
tagging,  or  other  handling  or  processing 
expenses  which  are  necessary  to  prepare 
the  seed  to  meet  eligibility  requirements. 
or  storage  charges  accruing  prior  to  May 
1.  1949.  or  the  date  of  the  warehouse  re- 
ceipt, whichever  Is  later,  except  that 
CCC  will  assume  the  warehouse  receiv- 
ing charge  of  the  warehouse  where  the 
seed  is  delivered. 

§  659.65  PMA  commodity  offices.  The 
PMA  commodity  offices  and  the  areas 
served  by  them  are  shown  below: 

ADDRESS  AND  AREA 

Atlanta  3,  Ga..  449  West  Peachtree  Strwt. 
N.  E.:  Alabama.  Florida.  Georgia,  Kentucky. 
Mississippi,  North  Carolina,  South  Carolina. 
Tennessee,  Virginia. 

Chicago  5.  IlllnoU,  623  South  Wabash  Ave- 
nue: Illinois.  Indiana,  Iowa,  Michigan,  Ohio. 

Dallas  2,  Texas.  1114  Commerce  Street: 
Arkansas.  Louisiana,  New  Mexico.  Oklahoma. 
Texas. 

Kansas  City  6,  Mo.,  Postal  Building,  803 
Delaware  Avenue:  Colorado,  Kansas,  Mis- 
souri. Nebraska.  Wyoming. 

Minneapolis  1.  Minn.,  328  McKnlght  Build- 
ing: Minnesota.  Montana,  North  Dakota, 
South  Dakota.  Wisconsin. 

New  York  4.  N.  Y.,  67  Broad  Street:  Con- 
necticut, Delaware.  Maine.  Maryland.  Massa- 
chusetts, New  Hampshire,  New  Jersey,  New 
York.  Pennsylvania,  Rhode  Island,  Vermont. 
West  Virginia. 

PorUand  5,  Oregon,  615  S.  W.  Tenth  Ave- 
nue:   Idaho.  Oregon.  Washington. 

San  FranscUco  2.  Calif..  30  Van  Ness  Ave- 
nue :  Arizona,  California,  Nevada.  Utah. 

§  659.66  Schedule  of  speciflcations 
and  rates.  The  rates  at  which  pur- 
chases will  be  made  shall  be  computed 
In  accordance  with  the  schedule  of  speci- 
fications and  rates  shown  below: 


RULES  AND  REGULATIONS 


RANOlGKiM  SBBDS 


Kind  of  seed 


Common  and  botanUal  nam* 

Little  BluMtem  (Andropoxan 

SCO  pari  il<  ) 

Big    Bluestem    (Andropocan 

fureatiis)  

Sand  Bluestem  (Andropofan 

halli) 

Blue  Orams  (Bouteloua  gra- 

cillis) 

Side-oatii   Orama  (Bouteloua 

curtii*ndula> 

Swltchgruss  (Panlcum  virga- 

tum) 

Lovegrass: 

Sand  (Erap-oetlstrlchodes) 
\Ve«ning  (Eragrostis  cur- 

vula) 

Yellow    IndiangraM   (Sorgha- 

strum  nutan.i^ 

Buffalo  grass  (Buchloe  dacty- 

loiiles) 

Mixed  Bluestem* 

Mixed  Grama  * 


Basic 

price 

per 

pound 


Pure 
seed 


Oer- 

mina- 
tion  > 


CentM 

70 

30 
2S 
IS 
20 

ao 

BO 

60 

25 

36 
C) 
W 


Per- 
cent 

40 

TO 
40 
60 
2i 
86 
90 
06 
80 
85 

C) 


Maxi- 
mum 
weed 
seed 


PtT- 

etnt 
60 

flO 

66 

TO 
66 
TO 
60 
90 
TO 
U 


Per- 
cent 


Maxi- 
mum 
other 
crop 
seed 


Mini- 
mum 
pure 
seed 


Per- 
cent 
>6 

>S 

•6 

«6 

»6 

•5 

-6 

>S 

«6 

•8 

•5 
•8 


Mini- 
mum 
ger- 
mina- 
tion > 


Discount  in  ba.slc  price  for 
specified  pert-en lage  below 
k»slc  speciflcations 


Pure  seed       Oermlnatioo 


Per- 
cent 
below 


Per- 
cent 
30 

60 

16 

40 

20 

TO 

88 

80 

TO 

06 
30 
26 


Per- 

cent 

45 

60 

48 

80 
88 
86 

SO 
80 
flO 

80 

60 
66 


Per- 
cent 
dis- 
count 


Per- 
cent 
below 


8 
6 
6 

8 

8 

8 

1 

1 

6 

8 
O 
(•) 


16 
16 
15 
15 
20 
16 
S 
3 
16 

IS 

C) 

(•) 


Per- 
cent 
dis- 
count 


8 
5 
8 

8 

8 

5i 

8 

8 

8 

8 


?! 


IS 

11 

U 

8 

8 
8 
10 
7 
12 
13 


(•) 


1  Percentage  of  germination  Includes  hanl  seed. 
»  Not  more  than  1  peri-enl  sand  dropseed. 


»  Purcha.ses  will  be" made  at  tbe  respective  rales  on  quantities  of  big  bluestem,  little  bluestem,  wd  sand  bkiesteni 
*^"  Ixture  contSri.-i  at  le«.st  30  percent  of  2  or  more  of  'hew  seeds;_noi^more Jhsm  1  p^  wnd 

dropsoeil  and  not  more  i 


in  mixture;  provided  ^^^'^^J^^',"-— -/^^^^^^s  oU.e7than-s-witchKra«.  sid.K>ats  grarna,  |«,d  indiangras..    ThjJ 
pur'e  S4>ed  of  the  mixture  and  tile  germiuaiiou  o(  each  component  wiU  be  used  m  determining  the  value.    Maximum 


weed  seed  2  percent. 

•  Purihaiies  will  be  made 
vided  the  mixture  contains 

^TC'e  "^"of  the°  mUt^re  il^d'The  "^l^^^^^iil^'^^i^i  ^iube  ui^indetermmiag  the  value.    Maxl- 
mum  weed  seed  2  percent. 


at  the  fMpectlve  rates  on  quantities  of  blue  grama  and  side-oata  rama  in  mixture;  pro- 
at  letut  25  percent  of  blue  grama  and  sideoats  grama;  not  more  than  1  t*;fent  of  sand 
5  percent  of  gra-ss  seeds  other  than  buffalo  griivx.  bliiestenis.  switchgra-w  and  Indlanjrass, 


Issued  this  19th  day  of  January  1949 

[SEAL] 


Elmer  F.  Kruse. 
Manager.  Commodity  Credit  Corporation. 

Approved: 

Ralph  S.  Trico, 
President.  Commodity  Credit  Corporation. 

(F.  R.  Doc.  4»-632;  Filed,  Jan.  28,  1949;  8;50  a.  m.l 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchapter   E — Organized   Reserves 

Part  561 — Officers'  Reserve  Corps 

appointment 

Part  561  Is  hereby  amended  by  rescind- 
ing §§561.2,  561.4,  561.7  and  661.9  and 
substituting  the  following  in  lieu  thereof: 

6  561.2  Appointment.  All  persons  ap- 
pointed officers  in  the  Organized  Reserve 
Corps  will  be  commissioned  in  the  Army 
of  the  United  States  under  the  authority 
contained  in  section  37  of  the  National 
Defense  Act. 

i  561.4  Physical  examination.  Ap- 
proved Department  of  the  Army  policies 
relating  to  the  postwar  Organized  Re- 
serve Corps  provided  that  the  physical 
standards  for  officers  and  enlisted  men  of 
the  Organized  Reserve  Corps  will  be 
those  prescribed  In  current  Army  Regu- 
lations and  Department  of  the  Army 
directives. 

§  561.7  Appointments  or  enlistments 
not  made  from  certain  classes.    No  per- 


son In  any  of  the  following  categories 
will  be  appointed  or  enlisted  In  the 
Organized  Reserve  Corps,  and  any  mem- 
ber thereof  who  accepts  appointment  or 
enlistment  will  be  separated  from  the 
Organized  Reserve  Corps: 

(a)  Those  who  are  presently  consci- 
entious objectors.  If  an  Individual  has 
been  a  conscientious  objector,  he  will  be 
required  to  furnish  an  affidavit  which 
will  express  his  abandonment  of  such 
beliefs  and  principles  so  far  as  they  per- 
tain to  his  willingness  to  bear  arms  and 
to  give  full  and  unqualified  military 
service  to  the  United  States;  and  where 
appropriate,  he  must  have  demonstrated 
that  he  has  changed  his  views  by  sub- 
sequent military  service. 

(b)  Those  who  are,  or  have  been,  a 
member  of  any  foreign  or  domestic 
organization,  association,  movement, 
group,  or  combination  of  persons  advo- 
cating subversive  policy  or  seeking  to 
alter  the  form  of  Government  of  the 
United  States  by  unconstitutional  means. 

(c)  Those  who  have  a  record  of  con- 
viction by  any  type  of  military  or  civil 
court  for  other  than  a  minor  traffic  vio- 
lation. The  Adjutant  General  (Attn: 
AGPR^A)  may  be  requested  to  grant  a 
waiver  in  the  case  of  other  minor  vlola- 
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tlons  Which  are  nonrecurrent  and  which 
are  not  deemed  prejudicial  to  perform- 
ance of  duty  as  an  officer.  No  requests 
for  waivers  of  conviction  Involving  moral 
turpitude  or  conviction  of  a  felony  will 
be  considered. 

(d)  Those  who  have  been  separated 
from  the  service: 

(1)  Under  other  than  honorable  con- 
ditions. 

(2)  For  unsatisfactory  service. 

(3)  By  reason  of  resignation  In  lieu 
of  court  martial  or  reclassification. 

(4)  As  a  result  of  court  martial  or  re- 
classification. 

(e)  Commissioned  Officers  of  the  Reg- 
ular Army. 

(f )  Persons  on  the  active  or  retired  list 
of  the  Regular  Air  Force.  Navy,  Marine 
Corps,  Coast  Guard,  Public  Health  Serv- 
ice, and  Coast  and  Geodetic  Survey. 

(g)  Cadete,  United  States  Military 
Academy;  Midshipmen,  United  States 
Naval  Academy;  and  Cadets.  United 
States  Coast  Guard  Academy. 

S  661.9  Termination  of  appointment. 
(a)  Officers  of  the  Inactive  Reserve  who 
have  attained  the  maximum  age-ln- 
grade  for  that  group  as  outlined  below 
and  are  not  eligible  for  the  Honorary  Re- 
serve shall  have  their  appointments  ter- 
minated by  The  Adjutant  General 
(AGPR-P)  upon  recommendation  of  the 
area  commander. 

<b)  The  maximum  ages-ln-grade  for 
officers  of  the  Inactive  Reserve  are  as 
follows: 


.J 

m 
U 

TT 

s 

«• 

h] 

s 

(1)  For    Interim    reorgani- 
sation   period    until 
Jan.  1,  iwi      

40 
86 

43 
39 

4« 
M 

63 
63 

60 
60 

AO 

(2)  After  Jan.  1.1981 

60 

[SR  140-5-11  (Sec.  37.  39  Stat.  189,  40 
Stat.  73,  sec.  3,  48  Stat.  939;  10  U.  S.  C. 
353) 

[SEAL]  Edward  F.  Witsell. 

Major  General. 
The  Adjutant  General. 

[F.    a.    Doc.    4»-«ia:    FUed.    Jan.    36,    1940; 
8:40  a.  m.] 


Part  561 — Omcras'  Reserve  Corps 

APPOINTMENT   OF   PROFESSIONAL   AND 
TECHNICAL    EXPERTS 

In  S  561.10,  paragraph  (b)  (8)  (1).  and 
the  opening  sentence  of  paragraph  (e) 
(2) ,  are  changed  as  follows: 

S  561.10  Appointment  of  professional 
and  technical  experts  or  specialists  in 
Officers'  Reserve  Corps.    ♦    •    • 

(b>  Eligibility.    •    •    • 

(6)  Professional  or  technical  and  ape- 
cial  educational  requirements,  (i)  Mini- 
mum requirements.  Determination  of 
the  grade  in  which  an  applicant  is  to  be 
commissioned  Is  the  function  of  the  ex- 
amining board  interviewing  the  appli- 
cant, subject  to  final  approval  of  The 
Adjutant  General,     The  grade  will  be 


FEDERAL  REGISTER 

based  on  the  total  number  of  years  of 
qualifying  college  education  and/or  ex- 
perience according  to  the  following  scale 
of    minimum    requirements    for    each 

grade: 

Qualifying  collegt 
education  and/ 
or  experience 
Officer  grade:  {years) 

Second  lieutenant 4 

First  lieutenant 7 

Captain    11 

Major 18 

Lieutenant    colonel 25 

Colonel    32 

•  •  •  •  • 

(e)  Application  and  allied  papers. 
•     •     • 

(2)  WD  AGO  Form  643 A  (Personal 
History  Statement)  in  duplicate,  except 
that  applicants  for  appointment  in  the 
Military  Intelligence  Reserve  and  Army 
Security  Reserve  are  required  to  submit 
in  triplicate.     •     •     • 

[DA  Clr.  394.  19481     (R.  S.  161;  5  U.  S.  C. 
22) 

[seal]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

[F.    B.    Doc.    49-613;    FUed.    Jan.    26.    1949; 
8:46  a.  m.J 


Subchapter   F — fersennel 

Part  571 — Recruiting  and  Enlistments 

ONE-YEAR  enlistments  IN  ARMY  OF  UNITED 
STATES  AKD  AIR  FORCE  OF  UNITED  STATES 

1.  The  caption  of  Part  671  is  changed 
to  read  as  set  forth  above,  and  the  center 
head  "Regular  Army  and  Air  Force"  Is 
Inserted  above  { 571.1. 

2.  Section  671.10  is  added  as  follows: 

ONE-TCAR  ENLISTMENTS 

8  671.10  One-year  enlistments  in  the 
Army  of  the  United  States  and  the  Air 
Force  of  the  United  States — (a)  General. 
(1)  The  purpose  of  this  section  is  to  set 
forth  the  procedure  for  accomplishing 
1-year  enlistments  in  the  Army  of  the 
United  States  and  the  Air  Force  of  the 
United  States,  as  authorized  by  the  Se- 
lective Service  Act  of  1948  (Public  Law 
769.  80th  Cong.). 

(2)  Enlistment.*:  of  qualified  male  ap- 
plicants in  the  Army  of  the  United  States 
and  the  Air  Force  of  the  United  States 
are  authorized  within  the  continental 
limits  of  the  United  States  and  the  ter- 
ritorial limits  of  Alaska,  Hawaii,  and 
Puerto  Rico.  Enlistments  in  the  Army  of 
the  United  States  only  are  authorized 
within  the  territorial  limits  of  the  Virgin 
Islands. 

(b)  Qualifications.  (1)  All  applicants 
must  be  qualified  for  enlistment  under 
the  provisions  of  §§571.1  through  571.4, 
except  as  modified  below. 

(I)  They  must  be  18  years  of  age  but 
not  have  attained  their  nineteenth  birth- 
day at  time  of  enlistment.  Proof  of  age 
by  presentation  of  birth  certificate  or 
statement  from  State  Registrar  of  Vital 
Statistics,  or  other  similar  state  official. 
Is  mandatory  for  all  applicants. 

(II)  They  must  have  no  prior  service, 
or  have  served  less  than  12  months'  ac- 
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live  duty  In  any  of  the  armed  forces 
prior  to  24  June  1948. 

(2)  All  applicants  must  have  ob- 
tained a  standard  score  of  70  on  the 
General  Classification  Test  (R-5  or  R-6) 
for  Army  of  the  United  States,  or  a 
standard  score  of  90  on  the  General 
Classification  Test  <R-5  or  R-6)  for  Air 
Force  of  the  United  States. 

(c)  Grades.  All  enlistments  will  be 
accomplished  in  grade  seven. 

(d)  Term  of  enlistment  and  assign- 
ment. All  enlistments  accomplished 
under  the  provisions  of  this  section  will 
be  for: 

(1)  One  year. 

(2)  Army  of  the  United  States  unas- 
signed  or  Air  Force  of  the  United  States 
unassigned. 

(e)  Service  obligation.  (1)  Individ- 
uals enlisting  under  this  authority  will, 
upon  completion  of  their  term  of  enlist- 
ment, be  transferred  to  a  Reserve  com- 
Fwnent  of  the  armed  forces  of  the  United 
States,  and  shall  be  required  to  serve 
therein  for  a  period  of  6  years  or  until 
sooner  discharged. 

(2)  The  Reserve  obligation  outlined  in 
subparagraph  (1)  of  this  paragraph  may 
be  discharged : 

(i)  By  enlisting  in  the  Regular  Army 
or  Air  Force  for  a  period  which  will  make 
their  total  active  Federal  service  equal  to 
3  years  or  more  under  such  terms  of  en- 
listment as  may  be  authorized  by  the 
Army  or  the  Air  Force,  or 

(11)  If  offered  an  enlistment,  enroll- 
ment, or  appointment  In,  or  assignment 
to,  an  organized  unit  of  a  Reserve  com- 
ponent, or  an  officers'  training  program 
of  the  armed  force  in  which  they  served, 
by  accepting  such  enlistment,  enroll- 
ment, appointment,  or  a.ssignment  and 
serving  therein  satisfactorily  for  a  period 
of  4  years. 

(3)  A  1-year  enlistees  who  does  not 
d.scharge  his  Reserve  obligation  under 
subparagraph  (2)  (i)  of  this  paragraph, 
and  who  fails  or  refuses  to  perform  Re- 
serve duty  under  subparagraph  (2)  (ii) 
of  this  paragraph,  may  be  ordered  to  ac- 
tive duty,  without  his  consent,  for  an 
additional  period  of  not  more  than  12 
consecutive  months.  [SR  615-130-5, 
AFR  35-9]     (Pub.  Law  759,  80th*  Cong.) 

[SEAL]  Edward  F.  Witsell. 

Major  General, 
The  Adjutant  General. 

IF.    R.    Doc.    49-611;    Filed,    Jan.    26,    1949; 
8:46  a.  m.] 


Chapter  VII — Department  of  the  Air 
Force 


Subchapter  B— Aircraft 

Part  825 — Use  of  United  States  Am 
Force  Bases  Overseas  by  Civil  Air- 
craft (Domestic  or  Foreign) 

Sec. 

826.1  General. 

825.2  Definitions. 

826.3  AppUcatlons. 
825  4  Insurance. 

826.5  Customs,    Immigration    and   sanlta* 

tlon. 

825.6  Conditions  of  use. 


A bi*«    Be^»iii  avi^^ajc 
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Emergency  landings. 

Unauthorized  landings. 

Certification  of  aircraft. 

Aircraft  permit. 

Sales. 

Prices. 

Forms. 
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B0C. 

8257 

835  8 

K259 

825.10 

825.11 

825.12 

825.13 

Axtthomtt:  (<  825.1  to  825  13  Issued  under 
sec.  5.  44  8Ut.  570;  sees.  207  (f).208  (e).Pub. 
Law  253.  80th  Cong..  81  Stat.  502.  503;  49 
U.  S.  C.  175.  5  U.  S.  C.  Sup.  628.  626c;  Trans- 
fer Order    14.   May   27.    1»48.    13   F.   R.   3094. 

Derivation  :  AFR  55-20.  Janu-\ry  7.  1949. 

5  825.1    General.    The  purpose  of  this 
part  is  to  fix  responsibility  for  and  de- 
scribe procedures  to  be  followed  on  mat- 
ters affecting  the  use  of  United  States  Air 
Force  bases  by  civil  aircraft  (domestic 
or    foreign)     outside    the    Continental 
United  States.     Approval  must  be  ob- 
tained by  operators  of  civil  aircraft  for 
the  flight  or  flights  in  each  instance  from 
the  government  or  goverrunents  exercis- 
ing sovereignty  over  any  territory   en 
route  to  the  military  bases  and  the  terri- 
tory In  which  the  military  base  is  located. 
Both  United  States  and  foreign  aircraft 
may  use  the  Air  Force  f aciUties  only  after 
the  necessary  approval  has  been  obtained 
from  the  E)epartment  of  the  Air  Force,  or 
the  appropriate  oversea  air  commander, 
in   accordance   with   procedures   estab- 
lished herein  and  subject  to  the  concur- 
rence of  the  Department  of  State,  or  the 
appropriate    United    States    diplomatic 
representative  of  the  country  concerned. 
Under  no  conditions  will  service  or  facili- 
ties be  made  available  by  the  Air  Force 
for  the  use  of  civil  aircraft  in  competition 
with  private  enterprise.    Service  or  fa- 
cilities will  be  made  available  only  when 
civil  airfield  facilities  are  not  reasonably 
accessible  to  the  operator  of  the  aircraft. 

§  825.2  Definitions,  (a)  Air  naviga- 
tion facilities  Include  any  airport,  emer- 
gency landing  field,  light  or  other  signal 
structure,  radio  directional  finding  fa- 
cility, or  other  electrical  communication 
faculty,  and  any  other  structure  or  fa- 
cility used  as  an  aid  to  air  navigation. 

(b)  Domestic  aircraft  are  those  air- 
craft owned  by  Nationals  of  the  United 
States  or  United  States  corporations, 
either  within  or  without  the  United 
States  and  registered  with  and  certified 
by  official  United  States  civil  aeronautical 
authorities. 

(c)  Foreign  aircraft  are  those  aircraft 
owned  by  a  foreign  national  or  a  foreign 
corporation  and  registered  with  and  cer- 
tified by  a  foreign  nation. 

(d»  Civil  aircraft  are  those  aircraft 
(domestic  or  foreign)  operated  by  civil 
persons,  individuals,  or  corporate  of  any 
government,  in  other  than  military  or 
state  operations. 

S  825.3  Applications — (a)  Channels  of 
communication.  Operators  of  civil  air- 
craft requesting  permission  to  use  Air 
Force  facilities  must  direct  a  letter  of 
application  to  either  United  States 
diplomatic  representatives  in  the  coun- 
'  try  In  which  the  aircraft  is  registered, 
the  oversea  Air  Force  headquarters  con- 
trolling the  bases  to  be  used,  or  the  Chief 
of  Staff.  United  States  Air  Force,  At- 
tention: Faclhtles  Division.  Directorate 
of  Installations.  DCS/M.  Washington  25, 
DC. 


RULES  AND  REGULATIONS 

(b)  Contents.  The  letter  of  applica- 
tion win  Include  the  following  Informa- 
tion: 

(1)  Purpose  of  flight  (tourist,  survey, 
charter,  revenue  or  non-revenue,  etc.). 
giving  details  including  United  States 
base  and  facilities  to  be  used,  and  route 
to  be  followed. 

(2)  Number  and  frequency  of  pro- 
posed flights. 

(3)  Name  and  address  of  the  financial 

sponsor  of  the  flight. 

(4)  Name  of  the  country  in  which  the 
aircraft  is  registered. 

(5)  Name  and  address  of  registered 
owner. 

(6)  Name  of  manufacturer  of  aircraft, 
model,  serial  number,  identification 
mark,  expiration  date  of  Aircraft  Air- 
worthiness Certificate,  and  maximum 
gross  weight  permitted  by  the  appro- 
priate aeronautical  authority  of  the 
country  of  manufacture  in  kilos  (lbs.). 

(7)  Amount  of  aviation  insurance  and 
name  of  the  company  with  which  carried. 

(c)  Approving  authority.  Oversea  air 
commanders  are  authorized  to  approve, 
when  such  authority  has  been  delegated 
by  Headquarters.  United  States  Air 
Force,  requests  from  civil  aircraft  oper- 
ators on  a  nondiscriminatory  basis  with- 
in their  own  area  for  use  of  facilities 
under  their  control.  Headquarters. 
United  States  Air  Force  will  act  upon 
all  requests  not  falling  within  the  above 
category. 

§  825.4  Insurance,  (a)  Aircraft  own- 
ers or  operators  making  frequent  use 
(more  than  one  landing  per  month)  of 
Air  Force  aviation  facilities  outside  the 
Continental  limits  of  the  United  States 
are  required  to  keep  Aircraft  Liability 
Insurance  In  force  at  their  own  cost  and 
expense  as  follows: 

(1)  Aircraft  used  for  cargo  carrying 
only  shall  be  Insured  for  Public  Bodily 
Injury  with  a  limit  of  at  least  fifty  thou- 
sand dollars  ($50,000)  for  one  person  in 
any  accident,  and  subject  to  that  limit 
for  each  person,  of  five  hundred  thousand 
dollars  <  $500,000)  in  any  one  accident, 
and  Public  Property  Damage  Liability 
with  a  limit  of  at  least  five  hundred  thou- 
sand dollars  ($500,000)  for  each  accident. 

(2)  Aircraft  used  for  both  cargo  and 
passenger  carrying  or  for  passenger  car- 
rying only  shall  be  insured  for  the  same 
coverage  as  required  in  subparagraph  (1) 
of  this  paragraph  and  In  addition  for 
Passenger  Bodily  Injury  Liability  with  a 
limit  of  at  least  fifty  thousand  dollars 
($50,000)  each  passenger,  and  subject  to 
that  limit  for  each  passenger,  a  limit  for 
each  accident.  In  any  one  aircraft,  equal 
to  the  total  produced  by  multiplying  the 
limit  stipulated  above  for  each  passenger 
by  the  total  number  of  seats  In  the  air- 
craft or  by  the  total  number  of  passengers 
carried,  whichever  is  greater. 

(3)  All  policies  will  contain  an  en- 
dorsement providing  a  waiver  of  any 
right  of  subrogation  the  Insurance  com- 
pany may  have  against  the  United  States 
by  reason  of  any  payment  under  the 
policy. 

(4)  All  policies  will  specifically  pro- 
vide, by  Indorsement  or  otherwise,  that 
the  provisions  thereof  are  to  be  in  full 
force  and  effect  in  the  country  or  coun- 
tries outside  the  Continental  limits  of 


the  United  States  where  the  Air  Force 
bases  concerned  are  located. 

(b)  'All  insurance  policies  will  be  car- 
ried with  an  Insurance  company  or  com- 
panies duly  authorized  by  law  to  engage 
In  the  Insiirance  business  In  the  country 
of  domicile  of  the  applicant. 

S  825.5  Customs,  immigration  and 
sanitation.  Custom.  Immigration  and 
sanitation  officials  will  be  informed  of 
the  arrival  of  the  civil  aircraft.  It  Is  the 
responsibility  of  the  aircraft  commander 
that  all  custom.  Immigration  and  sani- 
tation regulations  are  compiled  with  fully 
as  soon  as  practicable  after  the  landing. 
Clearance  for  take-oft  will  not  be  Issued 
until  such  regulations  have  been  met. 

§  825.6  Conditions  of  use.  Priority  of 
use  of  air  navigation  facilities  owned  or 
operated  by  the  Air  Force  will  be  deter- 
mined by  the  Air  Force.  The  use  of  Air 
Force  facilities  by  civil  alrcrfift  will  be 
based  on  the  following  conditions: 

(a)  No  over-rldlng  military  considera- 
tions exist  for  denying  such  use  as  deter- 
mined by  the  Air  Force. 

(b)  Civil  airfield  facilities  are  not  rea- 
sonably Available  to  the  operator  of  the 
aircraft. 

(c)  No  military  facilities,  personnel, 
or  special  stocks  of  material  will  be  main- 
tained solely  for  the  purpose  of  render- 
ing assistance  to  civil  aircraft.  Retained 
facilities,  personnel,  and  special  stocks  of 
material  will  be  based  upon  military  re- 
quirements. 

(d)  Operators  of  civil  aircraft  utiliz- 
ing military  airfields  will  carry  proper 
certification  as  hereinafter  described. 

(e)  Payment  of  appropriate  fees  as 
provided  In  §$  825.11  and  825.12. 

(f)  Operators  of  civil  aircraft  utiliz- 
ing air  navigation  factlUtles  owned  or 
operated  by  the  Air  Force  are  required 
to  comply  with  the  air  and  ground  rules 
and  regulations  promulgated  by  the 
Chief  of  Staff.  United  States  Air  Force, 
or  the  commanding  officer  of  the  estab- 
lishment to  which  the  facilities  being 
employed  pertain. 

5  825.7  Emergency  landings.  Noth- 
ing contained  herein  will  be  construed 
to  prohibit  or  restrain  any  aircraft  in 
distress  from  making  a  necessary  and 
unforeseen  landing  at  any  Air  Force  air- 
field. Such  Air  Force  assistance,  as  may 
be  required,  to  enable  such  aircraft  to 
continue  Its  filght  to  the  nearest  com- 
mercial airport  Is  authorized,  under  the 
conditions  established  within  this  part. 

5  825  8  Unauthorized  landings.  In 
the  event  the  operator  of  a  civil  aircraft 
lands  at  any  Air  Force  Installation  with- 
out official  authorization,  the  command- 
ing officer  of  the  installation  concerned 
Is  required  to  obtain  an  executed  agree- 
ment (AF  Form  32)  from  such  operator 
and  Is  authorized  to  execute  It  on  behalf 
of  the  Air  Force  after  obtaining  Depart- 
ment of  the  Air  Force  or  oversea  air 
command  approval.  This  agreement 
must  be  executed  prior  to  the  giving  of 
any  assistance  under  authority  of  this 
part  or  the  take-off  of  the  aircraft  in 
question.  If.  in  the  opinion  of  the  com- 
manding officer  of  the  base  concerned, 
the  landing  of  the  carrier  without  au- 
thorization is  a  bona  fide  emergency,  the 
commanding  officer  is  authorized  to  exe- 
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cute  the  agreement  as  specified  In  5  825.9 
(a),  without  obtaining  prior  approval  of 
the  Department  of  the  Air  Force  or  over- 
sea air  command  and  to  assist  the  car- 
rier In  all  matters  as  outlined  within  this 
part.  Termination  of  this  agreement 
will  be  at  the  termination  of  the  flight 
then  In  progress. 

S  825.9  Certification  of  aircraft— (Si) 
Certificate  form.  All  operators  of  civil 
aircraft  are  required  to  execute  an  AF 
Form  32,  "Agreement  Covering  Civil  (Do- 
mestic or  Foreign)  Aircraft  Operations 
at  United  States  Air  Force  Bases  Over- 
seas" (see  5  825.13  (a) ).  prior  to  the  in- 
auguration of  their  operation.  This 
certificate  must  be  executed  in  quintu- 
pllcate,  the  original  of  which  will  be  re- 
tained by  the  individual  or  airline  exe- 
cuting the  agreement. 

(b)  Authentication  of  certificate. 
United  States  officials  authorized  to  au- 
thenticate this  agreement  consist  of  the 
following: 

(1)  Commanding  officers  of  Air  Force 
bases  under  conditions  listed  In  !§  825.7 
and  825.8. 

(2)  Oversea  air  commanders  when  this 
authority  has  been  delegated  by  Head- 
quarters, United  States  Air  Force. 

(3)  United  States  diplomatic  repre- 
sentatives to  that  nation  with  which  the 
aircraft  is  registered,  after  obtaining  ap- 
proval from  Headquarters,  United  States 
Air  Force. 

(4)  Chief  of  Staff,  United  States  Air 
Force.  (Facilities  Division.  Directorate  of 
Installations.  DCS/M). 

S  825.10  Aircraft  permit.  Each  civil 
aircraft  using  Air  Force  bases  are  re- 
quired to  carry  at  all  times  In  the  custody 
of  the  commander  of  the  aircraft  an  AF 
Form  33,  "Aircraft  Permit  to  Use  United 
States  Air  Force  Bases  Overseas"  (see 
S  825.13  (b)).  which  must  be  shown  to 
the  base  commander  upon  the  arrival  of 
the  civil  aircraft.  Any  restrictions  Im- 
posed by  the  Department  of  the  Air 
Force  will  be  placed  on  the  reverse  side 
of  this  form  by  the  individual  executing 
this  permit  as  the  authorized  United 
States  official.  The  authentication  of 
this  permit  will  be  by  Individuals  au- 
thorized to  execute  AF  Form  32  (5  825.9 
(b)).  • 

5  825.11  Sales — (a)  Cash  transac- 
tions. All  transactions  at  an  Air  Force 
base  will  be  reimbursable  to  the  Air  Force 
on  a  cash  basis,  except  as  outlined  In 
paragraph  (b)  of  this  section. 

(b)  Aviation  fuel  and  oil.  Operators 
of  civil  aircraft  will  designate  where  ap- 
propriate, a  commercial  oil  company 
regularly  conducting  business  in  the 
United  States  and /or  its  Territories  as  its 
authorized  supplier.  Notification  of  the 
supplier's  name,  together  with  written 
acceptance  thereof  by  the  supplier  will 
accompany  the  Initial  request,  AF  Form 
33,  from  a  civil  air  carrier  If  service  on 
other  than  a  cash  basis  Is  desired.  The 
acceptance  by  the  supplier  will  include  a 
statement  that  the  supplier  guarantees 
to  reimburse  the  United  States  Govern- 
ment for  all  gasoline  and  oil  supplies  fur- 
nished the  particular  Individual  or  com- 
pany at  military  bases.  At  the  time  the 
supplier's  acceptance  is  obtained,  a  certi- 
fied copy  will  t>e  forwarded  immediately 
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to  the  Commanding  General,  Air  Materiel 
Command.  Headquarters,  Air  Materiel 
Command  Is  authorized  to  make  a  proper 
determination  in  all  Instances  consid- 
ered necessary  under  this  system  of  col- 
lection by  any  authorized  United  States 
official  (§825.9  (b)).  These  United 
States  officials  are  authorized  to  com- 
municate direct  with  the  Commanding 
General,  Air  Materiel  Command,  Atten- 
tion: Property  Officer,  Fuel  Branch, 
MCMSXE  21.  Wright-Patterson  Air 
Force  Base,  Dayton,  Ohio,  on  all  matters 
pertaining  to  these  requests.  WD  AGO 
Form  446  (Issue  Slip)  will  be  accom- 
plished fully,  iand  the  receipt  for  such 
fuel  and  oil  must  be  acknowledged  by  the 
aircraft  commander. 

(c)  Payment  in  advance.  The  com- 
manding generals  of  oversea  air  com- 
mands are  authorized  to  contract  with 
the  civil  air  operators,  after  their  origi- 
nal application  has  been  approved,  on  a 
non-refund  basis  for  payment  up  to  three 
months  Irf  advance  for  landing,  shelter, 
and  tie-down  fees.  This  contract  may  be 
entered  into  at  the  discretion  of  the  over- 
sea air  commander.  Any  other  form  of 
credit  Is  expressly  prohibited. 

(d)  Requests  by  aircraft  commander. 
Requests  for  gasoline,  oil.  supplies,  or 
services  In  connection  with  civil  aircraft 
will  be  made  In  writing  by  the  aircraft 
commander  who  ^ill  specify  in  detail  the 
kind  of  gasoline,  oil.  or  supplies  desired 
or  the  exact  services  to  be  furnished. 
The  commander  of  the  civil  aircraft  or  an 
agent  designated  by  him,  requesting 
mechanical  service  at  a  base,  will  super- 
vise personally  the  performance  of  any 
services  rendered,  and  upon  completion 
of  the  work  and  prior  to  clearance  or 
take-off  will  release  the  United  States 
from  all  responsibility  by  executing  AF 
Form  34,  "Certificate  of  Release"  (see 
§825.13  (c)). 

(e)  Liability.  The  Air  Force  will  ac- 
cept no  re-sponsiblllty  for  the  quality  or 
condition  of  the  gasoline,  oil,  or  supplies 
sold,  or  the  competence  or  skill  of  the 
mechanical  service  furnished  to  opera- 
tors of  civil  aircraft. 

9  825.12  Prices — (a)  General.  All  ar- 
ticles will  be  sold  and  assistance  fur- 
nished at  the  fair  market  value  prevailing 
locally,  but  in  no  case  will  aviation  sup- 
plies be  sold  for  le.ss  than  cost  price  plus 
15  percent  for  transportation,  handling, 
etc.  In  cases  where  similar  supplies  are 
not  available  In  nearby  localities  the 
price  charged  will  be  cost  price  plus  15 
percent  except  as  hereinafter  noted.  On 
all  supplies  furnished  to  civil  aircraft 
operators  on  which  the  charges  to  be 
made  are  taken  from  official  Air  Force 
stock  lists,  a  3  percent  overhead  charge 
will  be  added. 

(b)  Aviation  supplies.  On  all  aviation 
supplies,  except  gasoline  and  oil,  the  price 
listed  in  Air  Force  stock  lists  will  be  con- 
sidered as  the  cost  price.  On  the  sale  of 
engines  and  spare  parts,  25  percent  for 
transportation  to  the  theater  plus  15  per- 
cent for  handling  within  the  theater  will 
be  added  to  the  stock  list  price.  No  rep- 
arable parts  will  be  exchanged  for  any 
Air  Force  Issues,  and  no  credit  will  be 
allowed  for  items  of  a  similar  nature  to 
those  sold. 

(c)  Aviation  fuel  and  oU.  F.  O.  B. 
ocean  terminal  cost  prices  on  aviation 


367 

fuel  and  oil  will  be  published  by  Head- 
quarters, Air  Materiel  Command.  Stor- 
age, handling,  and  transportation  costs 
after  the  aviation  gasoline  or  oil  leaves 
the  ocean  terminal  will  be  added  by  the 
theater  commander  to  determine  the 
final  charges  to  be  made  to  civil  air 
operators.  If  it  Is  Impossible  to  deter- 
mine or  reasonably  approximate  these 
latter  charges,  20  per  cent  per  United 
States  gallon  will  be  added  to  the  F.  O.  B. 
ocean  terminal  price  to  determine 
charges  to  be  made  to  civil  air  operators, 
(d)  Landing  fees.  Landing  fees  will 
be  charged  at  Air  Force  bases  outside 
the  Continental  limits  of  the  United 
States  as  outlined  below: 

Amount  per 
landing 
Prom  1  to  90  landings  per  month  per 
individual  company: 

10,000  pounds  or  less $3.00 

11,000  pounds  to  25.000.- 5.  00 

Over  15,000  pounds '5.00 

Next  90  landings  per  month  per  Indi- 
vidual company: 
Up  to  and  Including  25.000  pounds.     4.  00 

Over   25,000    pounds '4.00 

In  excess  of  180  landings  per  month 
per  Individual  company: 
Up  to  and  Including  25,u6o  pounds.     3.  00 
Over   25,000   pounds... '3.00 

'Plus  15  cents  per  1,000  pounds  In  excess 
of  25,000  pounds. 

'Plus  12  cents  per  1,000  pounds  In  excess 
of  25,000  pounds. 

•Plus  10  cents  per  1,000  pounds  In  excess 
of  25,000  pounds. 

Weights  specified  above  are  the  maxi- 
mum gross  take-off  weights  jjermitted 
by  the  appropriate  aeronautical  author- 
ity of  the  country  of  manufacture.  Cal- 
culations will  be  made  to  the  nearest 
thousand  pounds.  The  figure  certified 
In  AF  Form  33  will  be  used  as  the  basis 
for  the  above  charges.  In  the  event  no 
aircraft  permit  Is  available,  the  com- 
manding officer  of  the  base  will  estimate 
the  maximum  gross  weight  based  upon 
the  best  information  available  to  him  and 
use  this  figure  In  determining  the  land- 
ing fees  to  be  charged. 

(e)  Mechanical  services.  Mechanical 
services  will  be  provided  in  an  emer- 
gency, as  determined  by  the  command- 
ing officer,  when  such  services  are  not 
available  from  other  sources.  Services 
of  military  personnel  will  be  computed 
on  a  basis  of  $1.25  per  man-hour.  Serv- 
ices of  civilian  personnel,  employed  In 
the  military  service,  will  be  cc«nputed  on 
the  per  hour  rate  paid  such  personnel 
by  the  Department  of  the  Air  Force. 

(f)  Shelter  and  tie-down  service. 
Shelter  (hangar  facilities)  or  tie-down 
(no  hangar  facilities)  service  may  be 
furnished  if  requested  when  such  service 
can  be  accomplished  without  interrup- 
tion to  normal  military  operations.  Fees 
will  be  charged  as  outlined  below: 

(1)  For  shelter  (hangar  facilities):  20 
cents  per  1,000  pounds  for  each  24-hour 
period  or  fraction  thereof  (minimum  $3.00). 

(2)  For  tie-down  (no  hangar  facilities): 
10  cents  per  1,000  pounds  for  each  24-ho\ir 
period  or  fraction  thereof,  such  charges  to 
start  six  hours  after  the  plane  lands  (mini- 
mum $1.00). 

Weights  specified  are  the  maximum 
gross  take-off  weights  permitted  by  the 
appropriate  aeronautical  authority  of 
the  country  of  manufacture.     Calcula- 
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tlons  will  be  made  to  the  nearest  thou- 
sand pounds.  The  figures  certified  in  AP 
Form  33  will  be  used  as  the  basis  for  the 
above  charges.  In  the  event  no  aircraft 
permit  is  available,  the  commanding  offi- 
cer of  the  base  will  estimate  the  maxi- 
mum gross  weight  based  upon  the  best 
Information  available  to  him  and  use  this 
figure  in  determining  the  shelter  or  tie- 
down  fees  to  be  charged. 

(g)  Storage.  Civil  aircraft  damaged 
to  such  an  extent  that  major  repairs  are 
required  may  be  given  emergency  storage 
at  the  request  of  the  pilot,  provided  that 
necessary  facilities  are  available,  at  the 
rates  of  shelter  shown  in  paragraph  (f) 
of  this  section,  but  a  major  or  minor 
overhauling  of  civil  aircraft  will  not  be 
made  at  Air  Force  bases  by  military  per- 
sonnel or  civilian  employees  of  the  Air 
Force.  Damaged  aircraft  may,  when 
facilities  are  available,  be  stored  in  its 
original  damaged  condition,  but  the 
United  States  Government  will  not  as- 
sume responsibility  for  its  safekeeping 
and  the  owner  will  be  required  to  take 
charge  of  It  and  remove  it  from  United 
States  Government  storage  at  the  earliest 
practicable  date. 

(h)  Messing  and  billeting.  Messing 
and  billeting  services  within  existing  ca- 
pacity will  be  provideci,  if  not  readily 
available  from  other  sources.  Charges 
for  these  services  will  be  computed  on 
the  basis  of  the  rates  prevailing  locally 
as  determined  by  the  local  commanding 
officer,  or  on  existing  rates  charged 
transient  personnel,  and  will  be  paid  for 
in  cash  prior  to  the  departure  of  the 
civil  aircraft  In  question. 

(1)  Local  transportation.  Local  trans- 
portation, subject  to  limitations  of  avail- 
able facilities  and  personnel,  will  be  fur- 
nished to  billets,  if  such  billets  are  lo- 
cated off  the  base.  Ordinarily  trans- 
portation, so  provided,  will  be  computed 
at  the  rate  of  $1.00  per  passenger  per 
trip  except  where  owing  to  local  con- 
ditions, the  commanding  officer,  with  ap- 
proval of  the  next  higher  echelon  of 
command,  has  established  a  different 
charge,  and  will  be  paid  for  In  cash  prior 
to  the  departure  of  the  civil  aircraft  in 
question. 

(J)  Emergency  medical  service.  Emer- 
gency medical  service,  as  determined  by 
the  commanding  officer  of  the  hospital 
or  his  representative,  will  be  furnished. 
Charges  for  this  service  will  be  made  in 
accordance  with  current  directives. 

(k)  Exchanges  and  sables  stores.  Ex- 
change and  quartermaster  sales  store 
facilities  at  military  bases  will  not  be 
made  available  to  any  Individual  who  is 
not  otherwise  authorized  to  use  such 
facilities. 

(1>  Aeronautical  radio  services.  Aero- 
nautical radio  services  will  be  made 
available  to  civil  air  operators  in  accord- 
ance with  the  following: 

(1>  Aeronautical  radio  services  of  a 
general  public  service  type  will  be  fur- 
nished without  charge.  These  services 
include  those  connected  with  air  naviga- 
tion, airways  and  meteorological  com- 
munications, air  traffic  control,  rescue, 
and  instrument  approach  and  landing. 
Airways  conwnunications  include  the  fol- 
lowing categories  of  messages  which  will 
be   handled   without   charge:    distress; 


those  concerning  the  safety  of  human 
life;  aircraft  movement;  air  traffic  con- 
trol: operation;  reservation;  services; 
notices  to  airmen  (NOTAMS) :  and  other 
airline  agency  traffic  pertaining  to  the 
operation  of  the  airline. 

(2)  In  the  absence  of  adequate  facili- 
ties (commercial  communications,  pilot 
pouch,  air  or  regular  mail,  etc.) ,  adminis- 
trative or  other  airline  operating  agency 
private  type  of  message  will  be  accepted 
without  charge  and  without  United 
States  Government  responsibility,  for 
transmission  via  existing  military  tele- 
communications channels  to  the  appro- 
priate adjacent  commercial  communica- 
tions entry  point  for  refiling  on  a  coUect- 
on-delivery  basis.  Normally,  adminis- 
trative messages  will  not  be  handled  un- 
less of  an  extremely  important  nature 
requiring  rapid  transmission  and  imme- 
diate reply  and  which  can  not  be  han- 
dled adequately  via  mail,  pilot  pouch,  or 
commercial  channels. 

(3)  No  increase  in  personnel  6r  equip- 
ment will  be  authorized  to  support  the 
handling  of  the  above-mentioned  traffic. 
The  volume  of  those  messages  handled 
will  be  contingent  solely  upon  the  Air 
Force's  ability  to  handle  that  traffic 
without  an  increase  in  personnel  or 
equipment  or  confiict  with  the  military 
mission. 

(4)  In  all  cases  where  messages  are 
received  for  operators  of  civil  aircraft  at 
Air  Force  oversea  bases,  the  responsibili- 
ties of  the  Air  Force  for  delivery  of  such 
is  restricted  to  the  limits  of  the  air  base. 
Arrangement  for  delivery  beyond  stated 
limits  is  the  entire  responsibility  of  civil 
&ir  c&rrlcrs. 

(m)  Installation  facilities.  All  re- 
quests for  allocation  of  office  and  storage 
space,  utility  and  communications  fa- 
cilities and  for  the  provision  of  similar 
facilities  and  services  must  be  referred  to 
the  Chief  of  Staff.  United  States  Air 
Force,  Attention:  Directorate  of  Installa- 
tions. DCS  M.  Washington  25,  D.  C.  for 
investigation  and  subsequent  action. 

§  825  13  Forms — (a)  Agreement  Cov- 
ering Civil  (Domestic  or  Foreign)  Air- 
cmft  Operations  at  United  States  Air 
Force  Bases  Overseas:  AF  Form  32. 

Date - 

AddreM 

To  (Individual  or  Airline): 

Based  upon  prior  approval  of  the  Chief  of 
Staff,  United  States  Air  Force,  the  United 
States  has  made  available  certain  facilities 
and  services  to In  con- 
nection with  operation  by 

of  [  1  passenger,  mall,  and  cargo  service 
I     ]     an    aircraft     [     1     in     [     j     between 

and  [      ]  other  nations 

[  1  other  nations  served  where  such  airfield 
service  and  facilities  are  not  available  from 
other  sources,  and  are  within  the  existing 
capacity  of  United  States  Air  Force  installa- 
tions. 

Certain  facilities  and  services  have  been 
made    available    by    the    United    States    Air 

Force  to  for  — 

landings  and  are  to  be  used  In  common  with 
the  United  States  Air  Force  and  with  others 
authorized  by  the  United  States  Air  Force. 

These  facilities  and  services  have  been  and 
will  be  made  avaUable  subject  to  the  regula- 
tions prescribed  In  AFR  55-20,  and  In  consid- 
eration of  the  following: 

1.  United  States  Air  Force  requirements 
wUl  receive  first  priority  at  United  States 
Air  Force  bases. 


2.  The  operation  of  all  civil  aircraft  (for- 
eign or  domestic)  at  Air  Force  Installations 
will  be  carried  on  at  no  additional  expeiise  to 
the  United  States  Air  Force. 

3.  Civil  airfield  faculties  and  services  wUl 
be  utilized  by  all  operators  of  civil  aircraft 
when  they  are  reasonably  available. 

4.  Operators  of  clvU  aircraft  wUl  carry 
proper  United  States  Air  Force  certification 
and  Identification.  "Aircraft  Permit  to  Use 
United  States  Air  Force  Bases  Overseas"  (AF 

Form  33).  ._      ^^  ^ 

5    hereby  certifies  that 

all  necessary  approval  from  the  government 
or  governments  exercising  sovereignty  over 
any  territory  en  route  to  the  mlUUry  base 
and  the  territory  in  which  the  mlllUry  base 
Is  located  will  have  been  obtained  prior  to 
the  departure  of  any  filghts  concerned  herein. 

a    n    __ for   (himself)    Itself, 

(his)  successors  and  assigns,  by  operation  of 
law  and  otherwise,  does  hereby  forever  re- 
lease and  discharge  the  United  States,  It* 
agencies,  agents,  and^or  military.  clvUlan.  or 
contract  personnel  acting  within  the  scope 
of  their  employment,  their  heirs,  successors, 
executors,  administrators,  or  assigns  from 
any  and  all  liabilities,  claims,  demands,  ac- 
tions or  causM  of  action  of  every  nature  and 
character  whatsoever  arising  out  of  or  from 
any  act.  omission,  negligence,  quality,  of 
supplies,  services  rendered  or  manner  of  per- 
formance of  services  rendered,  or  any  cause 
whatsoever  In  connection  with  the  use  of  any 
United  States  Air  Force  base  or  bases  or  facil- 
ities by -  *"■  ''■°™  ^*^*  "^* 

of  services  or  supplies  by  the  United  States 

Air   Force   to -—    excepting 

such  liabilities,  claims,  demands,  actions,  or 
cause  of  action  as  result  from  the  willful  mis- 
conduct of  any  agency,  agent.  mUltary.  clvU- 
lan. or  contract  personnel  of  or  under  con- 
tract with  the  United  States. 

b    _  for  (himself)  itself, 

(hls)'lt8  successors  and  assigns,  by  operation 
of  law  or  otherwise,  assumes  and  agrees  to 
defend  pay  or  otherwise  settle  any  and  all 
present  or  future  llabUltles  or  claim  of  llabUl- 
tles  demands,  actions,  or  causes  of  action 
of  every  nature  and  character  whatsoever  by 
or  In  favor  of  third  persons  or  parties,  their 
heirs,  successors,  executors,  administrators, 
and  assigns  (Including  any  government  or 
agencies  thereof)  against  the  United  States. 
Its  agencies,  agents  and  or  military,  civilian, 
or  contract  personnel  acting  within  the  scop« 
of  their  employment,  their  heirs,  successors, 
executors,  administrators,  or  assigns,  arising 
out  of  or  from  any  act.  omission,  negligence, 
quality  or  supplies,  services  rendered,  or  any 
cause  whatsoever  In  connection  with  the  use 
of  any  United  States  Air  Force  base  or  bases 

of  .faculties  by --  or  from  the 

sale  of  services  of  supplies  by  the  United 

States  Air  Force  to and 

win  hold  the  UnUed  States 

and"  such  other  agencies,  agents,  or  persons 
harmless  and  defend  them  against  any  such 
Uabllltles.  claims,  demands,  actions,  or 
causes  of  actions  of  every  nature  and  char- 
acter    whatsoever     hereafter     asserted     or 

brought  by  third  persons  or  parties 

(Including  any  government  or 
agencies  thereof)  Including  cosU  of  suit,  at- 
torney's fees  or  other  expenses  In  connection 
therewlta  excepting  such  llabUltles.  claims, 
demands,  tctlons.  or  causes  of  action  as  re- 
sult from  the  wUlful  misconduct  of  any 
agencies,  agents,  military,  civilians,  or  con- 
tract personnel  of  or  under  contract  with 
the  United  States. 

c. for  (himself)   itself, 

(his)  its  successors  and  assigns,  by  opera- 
tion of  law  or  otherwise,  assumes  and  agrees 
to  pay  or  otherwise  settle  any  and  all  present 
or  future  liabilities  for  loss,  damage,  or  Injury 
to  personnel,  equipment,  or  Installations  of 
or  under  the  control  of  the  United  States 
caused  by  or  resulting  from  the  operation 

of  aircraft  and  or  vehicle  by 

In  connection  with  the  use  of  any  United 


States  Air  Force  base  or  bases  or  facilities, 
excepting  such  loss,  damage,  or  Injury  as  re- 
sult from  the  negligence,  or  willful  miscon- 
duct of  any  agencies,  agents,  military.  clvU- 
lan. or  contract  personnel  of  or  under  con- 
tract with  the  United  States. 

7.    hereby  certifies  that 

all  aircraft  operated  by  (him)  it  making  fre- 
quent use  (more  than  one  landing  per 
month)  of  United  States  Air  Force  facilities 
concerned  are  Insured  with  an  insurance 
company  or  companies,  duly  authorized  by 
law  to  engage  in  the  Insurance  business  In 
the  country  of  (his)  Its  domlcUe,  for  the 
following  amounts  and  conditions: 

a.  Aircraft  used  only  for  cargo  carrying 
shall  be  Insured  for  Public  Bodily  Injury  with 
a  limit  of  at  least  fifty  thousand  dollars 
($50.(X)0)  one  person  lo  any  accident,  and 
subject  to  that  limit  for  each  person,  of  five 
hundred  thousand  dollars  ((500.000)  In  any 
one  accident,  and  Public  Property  Damage 
Liability  with  a  limit  of  at  least  five  hundred 
thousand  dollars  ($500,000)  for  each  acci- 
dent. 

b.  Aircraft  used  for  both  cargo  and  pas- 
senger carrying  or  for  passenger  carrying  only 
shall  be  Insured  for  the  'same  coverage  as 
required  In  a.  above,  and  In  addition  for  Pas- 
senger Bodily  Injury  Liability  with  a  limit  of 
at  least  fifty  thousand  dollaM  ($50,000)  each 
passenger,  and  subject  to  that  limit  for  each 
passenger,  a  limit  for  each  accident.  In  any 
one  aircraft,  equal  to  the  total  produced  by 
multiplying  the  limit  stipulated  above  for 
each  passenger  by  the  total  number  of  seats 
In  the  aircraft  or  by  the  total  number  of  pas- 
sengers carried,  whichever  Is  greater. 

c.  All  policies  win  contain  an  endorsement 
providing  a  waiver  of  any  right  of  subroga- 
tion the  Insurance  company  may  have  against 
the  United  States  by  reason  of  any  payment 
under  the  policy. 

d.  All  policies  will  specifically  provide,  by 
endorsement  or  otherwise,  that  the  provi- 
sions thereof  are  to  be  In  full  force  and  effect 
In  the  country  or  countries  outside  the  con- 
tinental limits  of  the  United  States  where 
the  United  States  Air  Fcrce  bases  concerned 
are  located. 

8.  It  Is  requested  that  this  agreement  for- 
mally be  executed  in  the  lower  right  hand 
corner  by  the  Individual  concerned  or  the 

duly  accredited  representative  of — __. 

The  execution  of  this  agreement  by 

will  constitute  a  formal  acceptance  by  (the) 

of  all  conditions  and  terms  kereln 

set  forth.  This  agreement  is  revocable  at  will 
by  the  United  SUtea  Air  Force,  but  In  any 
case  terminates  on if  prior  revo- 
cation has  not  been  received  from  authorized 
United  States  sources. 

0.  Additional  provisions: 

The  above  agreement,  together  with  the 
provisions  and  conditions  therefore.  Is  hereby 

accepted  this day  of 

10 

Typed  name  and  title. 

Signature  of  Individual  or  authorized 
company  representative 
Typed  name  and  title. 

Signature  of  authorized  United  States 
official 

(b)  Aircraft  Permit  to  Use  United 
States  Air  Force  Bases  Overseas;  AF 
Form  33. 

Date 
Purpose  of  Flight: 

I  I  Tourist  [  J  Survey  (  )  Charter 
[  1  Revenue  (  J  Non-Revenue  I  ] 
Other  (Specify) 

Give  details  of  proposed  flight 
No.  17 2 


UrUted  States  facilities  to  be  used 

Number  of  proposed        Frequency  of  pro- 
flights  posed  flight 

Name  of  financial  sponsor  of  flight      Address 

Registered  owner  (aircraft)  Address 

Name  of  country  Is  which  aircraft  is 
registered 

Manufacturer 

Model  Serial  number 

Identification  mark 


tlon  Of  5  871.10,  see  P.  R.  Doc.  49-611, 
Title  34,  Chapter  V.  Part  571,  supra,  text 
of  which  is  Identical  to  Part  871. 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 


Expiration  date  of  aircraft  airworthiness 
certificate 

Maximum  take-off  gross  weight  permitted  by 
the  appropriate  aeronautical  authority  of 
the  country  of  manufacture  (Kilos-lbs.) 

Authorized  Supplier  (If  "None",  so  state) 

Address 
I  certify  that  Mie  above  information  Is 
true  to  the  best  of  my  knowledge  and  belief, 
and  I  hereby  designate  the  aircraft  com- 
mander as  my  agent  on  all  matters  arising 
from  the  use  of  this  permit. 

Signature  of  individual  or  authorized 
company  representative 

This  permit  has  been  granted  based  upon 
the  prior  execution  of  "Agreement  Covering 
Civil  (Domestic  or  Foreign)  Aircraft  Opera- 
tions at  United  States  Air  Force  Bases  Over- 
seas."   This  permit  terminates  on . 

If  prior  revocation  has  not  been  received 
from  authorized  United  States  sources  and  Is 
subject  to  the  United  States  Air  Force  re- 
strlctloru  Indicated  below.  » 

Restrictions  (If  any) 

Signature  of  authorized  United  States 
official 

(c)  Certificate  of  Release;  AF  Form  34. 
Date 

First  name         Middle  initial         Last  name 

Aircraft  model       Serial  No.       Air  Force  Base 

I  do  hereby  certify  that  the  supplies  fur- 
nished and  the  work  performed  by  the  United 
States  Government  on  the  libove-mentloned 
aircraft  of  which  I  am  aircraft  commander, 
has  been  satisfactorily  performed.  I  further 
certify  that  this  aircraft  Is  airworthy  and 
suitable  for  sustained  flight. 

Signature  of  aircraft  commander 

Tseal]  L.  L.  Judge. 

Colonel,  U.  S.  Air  Force. 
Air  Adjutant  General. 

LP.    R.    Doc.    40-623:    Piled,    Jan.    26,    1949; 
8:48  a.  m.] 


Subchapter  G — Penonnel 

Part  871 — RECRtnxiNG  and  Enlistments 

ONE-YEAR  ENLISTMENTS  IN  ARMY  OF  UNITED 
STATES  AND  AIH  FORCE  OF  UNITED 
STATES 

Cross  Reference:  For  amendment  of 
the  headnote  of  this  part,  addition  of  a 
center  headnote  above  S  871.1.  and  addl- 


Svbchopter  B — Carriers  by  Motar  Vehicle 
[Order  M0293] 

Part  186 — Passenger  and  Express  Tariffs 
AND  Schedules 

RELEASED  RATES 

Released  rates  for  Interstate  transpor- 
tation of  express  by  common  carriers  of 
passengers  by  motor  bus.  together  with 
Individual  released  rates  orders  hereto- 
fore Issued  to,  or  for  the  account  of,  cer- 
tain such  carriers  covering  such  trans- 
portation, being  under  consideration,  and 
good  cause  therefor  appearing:  It  is  or- 
dered, that: 

S  186.50  Released  rates;  express  serV' 
ice — (a)  Establishment.  All  common 
carriers  of  passengers  by  motor  bus  who 
have  been,  or  who  may  hereafter  be, 
granted  authority  by  the  Commission  to 
transport  express  are  hereby  authorized 
to  establish  and  maintain,  by  filing  and 
posting  in  the  manner  prescribed  in  the 
Interstate  Commerce  Act,  rates  for  the 
transportation  of  property  in  express 
service,  by  motor  bus  In  interstate  com- 
merce, dependent  upon  the  value  de- 
clared In  writing  by  the  shipper  or  agreed 
upon  in  writing  as  the  released  value  of 
the  property  as  follows: 

Released  Valuations  and  Rate  Basis 

Released  to  value  not  exceeding  $50  for  any 
shipment  of  100  pounds  or  less,  or  not  exceed- 
ing 50  cents  per  pound  actual  weight  for  any 
shipment  In  excess  of  100  pounds.  Base  rate 
or  charge. 

Released  to  value  exceeding  $50  for  any 
shipment  of  100  pounds  or  less,  or  exceeding 
50  cents  per  pound  actual  weight  for  any 
shipment  In  excess  of  100  pounds.  10  cents 
for  each  $100  or  fraction  thereof  In  excess 
of  the  valuation  to  which  the  base  rate  or 
charge  applies. 

(b)  Changes  in  rates  or  released  valua- 
tions. Changes  may  be  made  in  any  base 
rate  or  charge  established  under  the  au- 
thority of  this  section,  but  the  released 
value  to  which  the  base  rate  or  charge 
applies  may  not  be  reduced,  nor  may  the 
charge  for  excess  released  value  be  in- 
creased without  specific  authority  of  the 
Commission. 

(c)  Authority  for  released  rates  must 
be  shown  in  tariff.  Tariffs  containing 
released  rates  and  charges  filed  under 
authority  of  this  section  shall  show  in 
connection  with  such  rates  and  charges, 
the  following  notation: 

Rates  and  charges  herein  based  on  released 
value  have  been  authorized  by  the  Interstate 
Commerce  Commission  In  Released  Rates 
Order  No.  MC-293  of  January  14,  1949,  sub- 
ject to  complaint  or  suspension. 

(d)  Carriers  affected.  This  section 
does  not  constitute  authority  for  the  es- 
tablishment of  released  rates  or  charges 
on  any  description  of  traffic  or  over  the 
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line  of  any  carrier  otherthan  as  herein 
specifically  Indicated. 

(e)  Lawfulness  of  rates.  The  Commis- 
sion does  not  hereby  approve  the  law- 
fulness, except  under  sections  20  (11) 
and  21&  of  the  Interstate  Commerce  Act, 


RULES  AND  REGUUTIONS 

of  any  rates  or  charges  which  may  be 
filed  imder  authority  of  this  section.  (34 
Stat,  595,  as  amended;  49  Stat.  563;  56 
Stat.  300;  49  U.  S.  C.  20  (11>.  319  > 

Dated  at  Washington.  D.  C,  this  14th 
day  of  January  1949. 


By  the  Commission. 

[SXAL] 


W.  P.  Baitil, 
Secretary. 


[P.   B.    Doc.    4»-624;    Piled.    Jan.    26.    1949; 
8:48  a.  ml 


PROPOSED  RULE  MAKING 


CIVIL  AERONAUTICS  BOARD 
[  14  CFR,  Part  2921 

Irregular  Air  Carriers 

supplemental  notice  of  proposed  rule- 
making and  oral  argument  thereon 

By  notice  dated  December  10,  1948 
(Economic  Regulations  Draft  Relea.se 
No.  33 1 .  published  on  December  16.  1948, 
at  13  P.  R.  7785.  the  Board  gave  notice 
that  it  has  under  con.sideration  revision 
of  S  292.1  of  the  Economic  Regulations 
governing  Small  and  Large  Irregular 
Carriers.  Reference  is  made  to  that 
notice  for  the  terms  of  the  proposed  rule 
and  further  explanation  thereof.  Copies 
of  Draft  Release  No.  33  may  be  obtained 
from  the  Secretary.  Civil  Aeronautics 
Board,  Washington  25.  D.  C. 

The  Board  having  received  requests 
which  it  believes  warrant  such  action, 
notice  is  hereby  given  that  the  time  for 


receipt  of  comments  on  the  proposed  rule 
has  been  extended  to  February  1.  1949, 
and  that  consideration  of  the  proposed 
rule  has  been  set  down  for  oral  argument 
at  10 :00  a.  m.,  February  15, 1949,  in  Room 
5042.  Department  of  Commerce  Building, 
Washington,  D.  C.  Oral  argument  will 
be  limited  to  one  full  day  for  all  inter- 
ested parties,  who  are  urged  to  combine 
their  presentations  and  speak  through  a 
single  representative  wherever  possible. 
Those  desiring  to  be  heard  are  requested 
to  inform  P.  W.  Brown,  Chief  Hearing 
Examiner,  Civil  Aeronautics  Board,  prior 
to  February  8,  1949,  Indicating  any  ar- 
rangements they  have  made  with  other 
parties  for  combined  presentations 
through  a  single  representative. 

A  supplemental  notice  will  be  Issued 
shortly  setting  forth  the  issues  to  which 
the  Board  desires  oral  argument  to  be 
directed.  Those  persons  who  have  in- 
dicated a  desire  to  be  heard  will  be  in- 
dividually advised  as  to  the  time  alloted 


for  each  oral  presentation.  Pursuant  to 
the  provisions  of  §  301.3  of  the  organi- 
zational regulationss  as  amended  on  De- 
cember 7, 1948,  copies  of  comments  on  the 
proposed  revision  received  by  the  Board 
will  be  available  in  the  docket  section  for 
public  inspection  beginning  February  2. 
1949  (the  day  following  the  final  date 
for  receipt  of  comments). 

Oral  presentation  may  be  in  addition 
to  or  in  lieu  of  written  submission  pur- 
suant to  the  previous  notice  (Draft  Re- 
lease No.  33),  which  is  hereby  amended 
to  provide  that  all  relevant  material  and 
communications  received  on  or  before 
February  1. 1949  will  be  considered  by  the 
Board  before  taking  final  action  on  the 
proposed  rule. 

By  the  Civil  Aeronautics  Board. 


[seal] 


M.  C.  Mulligan. 

Secretary. 


R.    Doc.    49-634;    Piled.    Jan.    28,    1949; 
8:51   a.  m.) 


NOTICES 


CIVIL  AERONAUTICS  BOARD        FEDERAL  POWER  COMMISSION 


(Docket  No.  3264] 

Pan    American    Airways,    Inc.;    Saudi 
Arabian  Investigation 

NOTICE  or  HEARING 

In  the  matter  of  the  investigation  to 
determine  whether  Pan  American  Air- 
ways, Inc.,  in  the  conduct  of  its  opera- 
tions between  the  United  States  and 
Saudi  Arabia.  Is  in  violation  of  any  pro- 
vision or  provisions  of  the  Civil  Aero- 
nautics Act. 

Notice  Is  hereby  given  that  hearing  in 
the  above-entitled  proceeding,  now  as- 
signed to  be  held  on  January  24,  1949,  at 
10:00  a.  m.  (eastern  standard  time)  In 
Room  2015,  Temporary  Building  No.  5, 
Sixteenth  Street  and  Constitution  Ave- 
nue NW..  Washington.  D.  C.  is  postponed 
to  February  21,  1949,  at  the  same  time 
and  place. 

Dated  at  Washington.  D.  C.  January 
24.  1949. 

By  the  Civil  Aeronautics  Board. 


[seal] 


M.  C.  Mulligan, 
Secretary. 


IP.   R,    Doc.    49-«35;    Filed.    Jan.    26,    1949; 
8:61  a.  m.] 


(Project  No.  19301 

SOX7THESN    CAUrORNU    EDISON    CO. 

ORDER   CHANGING  DATE  rOR  ORAL  ARGUMENT 

On  December  14,  1948,  the  Commission 
ordered  that  oral  argument  upon  the  ex- 
ceptions to  the  decision  of  the  Presiding 
Examiner  in  the  above-entitled  matter 
be  had  before  the  Commission  on  Febru- 
ary 1,  1949.  at  10:00  a.  m.  (e.  s.  t.).  in  the 
Hearing  Room  of  the  Commission,  1800 
Pennsylvania  Avenue  NW.,  Washington. 
D.  C. 

The  Commission  orders: 

The  date  for  oral  argument  upon  the 
exceptions  to  the  decision  of  the  Presid- 
ing Examiner  in  the  above-entitled  mat- 
ter be  and  It  Is  hereby  changed  to  March 
2.  1949,  at  10^00  a.  m.  (e.  s.  t.).  in  the 
Hearing  Room  of  the  Commission.  1800 
Pennsylvania  Avenue  NW.,  Washington, 
D.  C. 

Date  of  Issuance:  January  19,  1949. 

By  the  Commission. 

Leon  M.  Fuquat, 
Secretary. 

[F.    R.    Doc.    49-614;    Piled,    Jan.    26,    1949; 
8:46  a.  m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[PUe  No.  70-1638  J 
Philadelphia  Co.  et  al. 

SUPPLEMENTAL  ORDER  PERMITTTNG  PROPOSED 
CHARGE  AND  CONTINUING  RESERVATIONS  OF 
JURISDICTION 

At  a  regular  session  of  the  Securities 
and  Exchange  Comml.ssion  held  at  its 
oCBce  In  the  city  of  Washington,  D.  C.  on 
the  19th  day  of  January  1949. 

In  the  matter  of  Philadelphia  Com- 
pany, Pittsburgh  and  West  Virginia  Gas 
Company.  Equitable  Gas  Company.  Pin- 
leyville  Oil  and  Gas  Company;  File  No. 
70-1633. 

Philadelphia  Company,  a  regl.«;tered 
holding  company,  and  a  subsidiary  of 
Standard  Gas  and  Electric  Company  and 
Standard  Power  and  Light  Corporation, 
both  registered  holding  companies,  and 
certain  of  the  subsidiaries  of  Philadel- 
phia Company,  to  wit,  Pittsburgh  and 
West  Virginia  Gas  Company,  Equitable 
Gas  Company  ("Equitable"),  and  Fin- 
Icyville  Oil  and  Gas  Company  CPinley- 
vllle")  having  filed  a  Joint  application- 
declaration,  and  amendments  thereto, 
pursuant  to  applicable  provisions  of  the 
Public  Utility  Holding  Company  Act  of 
1935  and  the  rules  and  regulations  pro- 
mulgated thcreimder,  wherein  was  pro- 
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posed  the  reorganization  of  the  Pennsyl- 
vania gas  properties  in  the  Philadelphia 
Company  holding  company  system,  the 
recapitalization  of  an  Issuance  of  se- 
curities by  Equitable,  the  dissolution  of 
Finleyville,  and  the  retirement  of  certain 
senior  securities  by  Philadelphia  Com- 
pany; and 

The  Commission  having  entered  an  or- 
der on  June  30,  1948,  granting  the  ap- 
plication and  permitting  the  declaration 
to  become  effective,  subject  to  certain 
terms  and  conditions  Including  the  fol- 
lowing: 

Tha  proposed  accounting  entries  on  the 
books  of  Philadelphia  Company  with  respect 
to  the  transfer  of  $3,334,604  from  deprecia- 
tion reserve  to  surplus  accounts  are  permit- 
ted, subject  to  the  condition  that  surplus  In 
the  amount  thus  created  shall  not  be  avail- 
able for  any  purpose  except  piirsuant  to  the 
further  order  ot  this  Commission. 

and  subject  to  a  reservation  of  jurisdic- 
tion to  require  other  and  different  treat- 
ment of  accounting  entries  on  the  books 
of  Philadelphia  Company  from  that  pro- 
posed by  Philadelphia  Company;  and 

Philadelphia  Company  having,  in  com- 
pliance with  the  Commission's  order  of 
Jime  30, 1948,  applied  $14,000,000  received 
from  Equitable  to  the  retirement  of  $13,- 
477,000  principal  amount  of  its  AVa7o 
Collateral  Trust  Sinking  Ftmd  Bonds 
and  having  now  requested  an  order  of 
this  Commission  permitting  it  to  charge 
a  portion  of  unamortized  bond  discount 
and  expense  in  the  amount  of  $898,894.62 
(relating  to  debt  which  had  been  re- 
fimded  in  1941  by  the  aforementioned 
Bonds)  to  its  account  "Earned  Surplus 
prior  to  January  1,  1940".  which  account 
includes  a  credit  of  $2,341,299.21  repre- 
senting a  portion  of  the  $3,334,604  excess 
depreciation  permitted  to  be  credited  to 
surplus  subject  to  the  aforementioned 
condition  and  reservation  of  jurisdiction; 
and 

The  Commission  having  considered 
said  request  and  It  appearing  to  the  Com- 
mission that  It  is  unnecessary  that  the 
proposed  charge  be  approved  or  disap- 
proved at  this  time  and  the  Commission 
deeming  it  appropriate  under  the  cir- 
cumstances to  present  the  proposed 
charge  to  be  made  pending  further  re- 
view: 

It  is  ordered,  That  the  proposed  charge 
of  $898,894.62  be,  and  hereby  Is,  permit- 
ted to  be  made,  subject  to  the  condition 
that  Jurisdiction  be,  and  hereby  Is,  re- 
served to  require  other  and  different 
treatment  with  respect  thereto  from  that 
proposed. 

It  is  further  ordered.  That  the  reserva- 
tions of  jurisdiction  over  accounting  en- 
tries as  provided  In  the  Commission's  or- 
der of  June  30,  1948,  herein,  are  hereby 
continued. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


FEDERAL  REGISTER 

[PUe  No.  70-20081 
Mississippi  Power  &  Light  Co. 

SUPPLEMENTAL  ORDER  RELEASING  JURIS- 
DICTION AND  GRANTING  APPLICATION- 
DECLARATION  TO  BECOME  ErFECnVK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  in  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  January  A.  D.  1949. 

Mississippi  Power  &  Light  Company 
("Mississippi"),  a  utility  subsidiary  of 
Electric  Power  &  Light  Corporation,  a 
registered  holding  company  subsidiary  of 
Electric  Bond  and  Share  Company,  also 
a  registered  holding  company,  having 
filed  an  application-declaration  and 
amendments  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6  (a)  and  7 
thereof  and  Rule  U-50  thereunder  re- 
garding the  issue  and  sale,  at  comp>eti- 
tive  bidding,  of  $7,500,000  principal 
amount  of  its  First  Mortgage  Bonds,  ._% 
Series,  due  1979;  and 

The  Commission,  having  by  order 
dated  January  6,  1949  granted  said  ap- 
plication-declaration, as  amended,  sub- 
ject to  the  condition  that  the  proposed 
issue  and  sale  of  bonds  not  be  consum- 
mated until  the  results  of  competitive 
bidding  pursuant  to  Rule  U-50  shall  have 
been  made  a  matter  of  record  in  this 
proceeding  and  a  further  order  entered 
by  the  Commission  in  the  light  of  the 
record  so  completed  and  subject  to  a 
reservation  of  jurisdiction  with  respect 
to  the  pa)mient  of  fees  and  expenses  in- 
curred or  to  be  incurred  in  connection 
with  the  proposed  transactions;  and 

Mississippi  having  filed  a  further 
amendment  to  its  application-declara- 
tion setting  forth  the  action  taken  to 
comply  with  the  requirements  of  Rule 
U-50  and  stating  that  pursuant  to  the 
invitation  for  competitive  bids  the  fol- 
lowing bids  for  the  bonds  have  been  re- 
ceived: 


Bidding  group  beaded  by— 


Hsls«jr,  Btoart  4  Co.,  Inc 

Equitable  Securities  Curp 

Shields  &  Co 

Merrill  Ljmch,  Pierce,  Fen- 

ner  4  Beane 

Olore,  Forgan  &  (3o 

While,  Weld  &  Co 

The  First  Boston  Corp 

L'nioD  Securities  Corp 


Coupon 
rate 


)       3H 


34 

3K. 
3H 


Price  to 
com- 
pany 


101. 577 
lOL  416 

101.402 
101.331 
101. 17im 

100.02 


Cost  to 
com- 
pany 


S.0444 
3.0526 

3.0533 
3.0569 
3.0649 

S.0778 


I  P.    R.    Doc.    4g-€16:    Piled,    Jan.    26.    1949; 
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Said  amendment  to  the  application-dec- 
laration having  further  set  forth  that 
Mississippi  has  accepted  the  bid  of  Hal- 
sey,  Stuart  &  Co.,  Inc..  as  set  oul  above, 
and  that  said  bonds  will  be  offered  for 
sale  to  the  public  at  a  price  of  102.06% 
of  the  principal  amount  thereof  plus  ac- 
crued interest  from  January  1,  1949  to 
the  date  of  delivery,  resulting  in  an  un- 
derwriters' spread  of  0.483%  of  the  prin- 
cipal amount  of  said  bonds;  and 

It  appearing  to  the  Commission  that 
fees  and  expenses  aggregating  $70,000 
proposed  to  be  paid  in  connection  with 
the  proposed  transactions  are  not  un- 
reasonable, said  fees  and  expenses  In- 
cluding counsel  fees  as  follows: 
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Reld  &  Priest  (New  York  counsel  for 

company) (8,  500 

Oreen  and  Oreen  (local  counsel  for 
company) 4, 250 

Wlnthrop,  Stlmson,  Putnam  &  Rob- 
erts (counsel  for  underwriters.  Pea 
to  be  paid  by  successful  bidders) 6,000 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
imposing  terms  and  conditions  with  re- 
spect to  such  matters: 

It  is  ordered.  That  jurisdiction  hereto- 
fore reserved  with  respect  to  the  matters 
to  be  determined  as  the  result  of  com- 
petitive bidding  under  Rule  U-50  and 
with  respect  to  fees  and  expenses  in  con- 
nection with  the  issue  and  sale  of  said 
bonds,  including  the  fee  and  expenses  of 
counsel  for  the  successful  bidder  be,  and 
hereby  is,  released,  and  that  said  applica- 
tion-declaration, as  amended,  be,  and  the 
same  hereby  is.  granted  and  permitted  to 
become  effective  forthwith  subject,  how- 
ever, to  the  terms  and  conditions  con- 
tained in  Rule  U-24. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.    R.    Doc.    49-620;    Piled,    Jan.    26.    1949;- 
8:47  a.  m.] 


fPlle  No.  70-20261 

Cincinnati  Gas  L  Electric  Co.  and  Union 
Light,  Heat  and  Power  Co. 

ORDER   granting   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  19th  day  of  January  1949. 

The  Cincinnati  Gas  b  Electric  Com- 
pany ("Cincinnati"),  a  subsidiary  of  the 
United  Corporation,  a  registered  holding 
company,  and  the  Union  Light,  Heat  and 
Power  Company  ("Union"),  a  subsidiary 
of  Cincinnati,  having  filed  a  joint  appli- 
cation-declaration pursuant  to  the  Pub- 
lic Utility  Holding  Company  Act  of  1935, 
particularly  sections  6  (b) ,  7,  9, 10  and  12 
thereof  and  Rule  U-43  promulgated 
thereunder  with  respect  to  the  issue  and 
sale  by  Union,  pursuant  to  the  competi- 
tive bidding  requirements  of  Rule  U-50, 
of  $5,000,000  principal  amount  of  First 
Mortgage  Bonds,  the  proceeds  of  such 
sale  to  be  used  by  Union  to  pay,  at  the 
principal  amount  thereof,  the  $2,295,700 
principal  amount  of  presently  outstand- 
ing 6%  bonds  of  Union  now  owned  by 
Cincinnati  and  the  balance  of  the  pro- 
ceeds to  be  used  for  necessary  construc- 
tion and  extension  of  Unions  property, 
plant  and  equipment;  and  with  respect 
to  the  issue  and  sale  by  Union  of  20,000 
shares  of  common  stock  pro  rata  to 
Union's  present  common  stockholders, 
and  related  transactions;  and 

The  Commission  by  order  dated  Janu- 
ary 14,  1949  having  granted  and  per- 
mitted to  become  effective  the  joint  ap- 
plication-declaration with  respect  to  the 
Issue  and  sale  of  common  stock  and  re- 
lated transactions;  and 
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The  Commission  finding  with  respect 
to  the  proposed  sale  of  First  Mortgage 
Bonds  and  the  cancellation  of  Union's 
outstanding  bonds  held  by  Cincinnati 
that  the  applicable  requirements  of  the 
act  are  satisfied,  and  deeming  it  appro- 
priate in  the  public  Interest  and  in  the 
Interest  of  investors  and  consumers  that 
said  joint  application-declaration  with 
respect  thereto  be  granted  and  permitted 
to  become  effective : 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act 
that  the  said  Joint  application-declara- 
tion be  and  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith  with 
respect  to  the  Issue  and  sale  of  First 
Mortgage  Bonds  by  Union  and  the  can- 
cellation of  outstanding  bonds  of  Union 
held  by  Cincinnati,  subject  to  the  terms 
and  conditions  prescribed  in  Rule  U-24 
and  subject  to  the  further  condition  that 
the  proposed  sale  of  bonds  shall  not  be 
consummated  until  the  results  of  compet- 
itive bidding  shall  have  been  made  a  mat- 
ter of  record  in  this  proceeding  and  a 
further  order  shall  have  been  entered  by 
this  Commission  in  the  light  of  the  rec- 
ord so  completed,  which  order  may  con- 
tain such  further  terms  and  conditions 
as  may  then  be  deemed  appropriate. 

It  is  further  ordered.  That  Jurisdiction 
be,  and  hereby  is,  reserved  over  the  pay- 
ment of  all  legal  fees  and  expenses  to  be 
Incurred  in  connection  with  the  transac- 
tions proposed  In  the  Joint  applicaUon- 
declaratlon. 

By  the  Commission. 

[seal]  Orval  L.  DttBois. 

Secretary. 

IP.   R.   Doc.    48-616:    Piled.    Jan.   26,    1949. 
8:46  a.  m.l 


[Pile  No.  70-20301 

West  Penn  Electric  Co.  and 
monongahela  powbr  co. 

NOTICE  or  mJNG 

At  a  reg\ilar  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C. 
on  the  19th  day  of  January  A.  D.  1949. 

Notice  is  hereby  given  that  a  Joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  the 
Public  Utihty  Holding  Company  Act  of 
1935  fact"),  by  the  West  Penn  Electric 
Company  ("West  Penn  Electric"),  a  reg- 
istered holding  company,  and  Mononga- 
hela  Power  Company  ("Monongahela"), 
a  subsidiary  of  West  Penn  Electric. 

Notice  is  further  given  that  any  Inter- 
ested person  may.  not  later  than  Febru- 
ary 2.  1949.  at  5:30  p.  m.,  e.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter  stating  the 
nature  of  his  Interest,  the  reason  for 
Buch  request  and  the  Issues,  if  any,  of 
law  or  fact  proposed  to  be  controverted ; 
or  he  may  request  that  he  be  notified 
if  the  Commission  should  order  a  hear- 
ing thereon.  Any  such  request  should 
be  addressed:  Secretary.  Securities  and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.  At  any  time 
after  February  2,  1949.  said  Joint  appli- 
cation-declaration, as  filed  or  as  amend- 


NOTICES 

ed.  may  be  granted  and  permitted  to 
become  effective  as  provided  In  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act  or  the  Commission  may 
exempt  such  transactions  as  provided  In 
Rules  U-20  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  Joint  application-declaration  which 
is  on  file  in  the  offices  of  this  Commission 
for  a  statement  of  the  transactions  there- 
in proposed  which  are  summarized  as 
follows: 

Monongahela  proposes  to  issue  and  sell 
for  cash  to  the  general  public,  through 
underwriters  pursuant  to  the  competitive 
bidding  requirements  of  Rule  U-50.  __% 
series  First  Mortgage  Bonds  due  1979  in 
the  aggregate  principal  amoimt  of  $6.- 
000.000.  Monongahela  also  proposes  to 
issue  and  sell  67,000  shares  of  common 
stock,  par  value  $6.50  per  share,  to  West 
Penn  Electric  and  West  Penn  Electric 
proposes  to  acquire  said  shares  for  a 
total  cash  consideration  of  $1,005,000 
($15  per  share).  West  Penn  Electric  at 
the  present  time  owns  416.000^..5  shares 
of  the  1,000,000  outstanding  shares  of 
common  stock  of  Monongahela.  the  re- 
maining 583,999-'^25  shares  being  owned 
by  West  Penn  Power  Company,  also  a 
subsidiary  of  West  Penn  Electric. 

It  Is  stated  In  the  filing  that  the  net 
proceeds  from  the  sale  of  these  securi- 
ties are  to  be  used  for  the  construction 
of  property  additions  and  improvements 
by  Monongahela  and  its  subsidiaries.  It 
is  represented  that  the  acquisition  of  the 
new  common  stock  of  Monogahela  by 
West  Penn  Electric  is  subject  to  the  Ju- 
risdiction of  the  Public  Service  Commis- 
sion of  Maryland,  the  State  in  which  the 
West  Penn  Electric  is  organized. 

The  instant  filing  represents  that  West 
Penn  Electric  will  shortly  make  a  filing 
with  the  Commission  proposing  the  ac- 
quisition from  Power  of  all  of  Power's 
present  holdings  of  common  stock  of 
Monongahela,  the  acquLsition  price  to  be 
unaffected  by  the  financing  proposed 
herein.  ^    ^ 

Sections  6.  7,  9,  10  and  12  (f)  of  the 
act  and  Rules  U-43  and  U-50,  promul- 
gated thereunder,  are  designated  in  the 
Joint  application-declaration  as  being 
applicable  to  the  transactions  proposed 
therein. 
By  the  Commission. 

[SEAL]  Orval  L.  E>uBois, 

Secretary. 

IF.    R.    Doc.    49-618:    Filed,    Jan.    26,    1949; 
8:47  a.  m.] 


|PUe  No.  70^20331 

Southern  Natural  Gas  Co. 

NOnCE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  January  A.  D.  1949. 

Notice  is  hereby  given  that  Southern 
Natural  Gas  Company  ("Southern"),  a 
registered  holding  company,  has  filed 
with  this  Commission  an  application 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  (the  "act"). 


Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Janu- 
ary 31.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reason  for  such 
request,  and  the  issues,  if  any.  of  fact  or 
law  proposed  to  be  controverted;  or  he 
may  request  that  he  be  notified  if  the 
Commission    should    order    a    hearing 
thereon.    Any  such  request  should  be  ad- 
dressed:  Secretary.  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW..  Washington  25,  D.  C.    At  any  time 
after  January  31.  1949  said  application 
may  be  granted,  as  provided  in  Rule  U-23 
of  the  rules  and  regulations  promulgated 
imder  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application,  which  is  on  file  In  the 
cfflces  of  this  Commission,  for  a  sUte- 
ment  of  the  transactions  therein  pro- 
posed, which  are  summarized  as  follows: 
Southern    desires   to   supplement   its 
present  source  of  supply  of  natural  gas 
by  gaining  access  to  fields  in  Texas.    In 
this  connection,  discussions  have  been 
held  with  certain  industrialists  for  the 
construction,  as  a  Joint  venture,  of  a  pipe 
line    from    Texas    which    would    serve 
Southern's  system  as  well  as  other  areas 
on  the  Atlantic  Seaboard.     Said  indus- 
trialists and  Southern  are  Interested  In 
the  participation  of  Southern  in  this  ven- 
ture only  on  condition   that  Southern 
ceases  to  be  a  registered  holding  company 
and  in  this  connection  Southern  states 
that  it  will,  as  soon  as  practicable,  file  a 
plan  for  disposition  of  its  public  utility 
subsidiary  companies,  and  for  a  conse- 
quent order  pursuant  to  section  5  (d)  of 
the  act  declaring  it  to  have  ceased  to  be 
a  registered  holding  company.     A  new 
corporation.  Coastal  Pipe  Line  Corpora- 
tion ("Coastal"),  has  been  organized  for 
the  ultimate  purpose  of  constructing  the 
projected  pipe  line. 

The  present  filing  relates  to  the  propos- 
al by  Southern  to  acquire  up  to  one-half 
(125.000  shares)  of  the  initial  authorized 
common  capital  of  Coastal  (250,000 
shares  at  $1  par  value),  in  consideration 
of  Southern's  contributing  up  to  $125.- 
000  for  the  initial  exploration  and  inves- 
tigation expenses.  The  Interested  indus- 
trialists will  make  an  equivalent  invest- 
ment for  these  purposes. 

The  filing  states  that  the  present  pro- 
posal is  desirable  whether  or  not  this 
Commission  ultimately  approves  the  sub- 
sequent proposal  by  Southern  to  dispose 
of  its  utility  subsidiaries  in  order  that 
Southern  may  participate  in  the  pipe  line 
venture.  In  this  regard  Coastal  has 
agreed,  in  consideration  of  the  present 
advance,  to  make  available  to  Southern 
100,000,000  cubic  feet  of  gas  per  day  at 
reasonable  prices  from  any  pipe  line  con- 
structed by  it  if  Southern  is  unable  to 
obtain  an  order  of  this  Commission  de- 
claring It  not  to  be  a  holding  company 
under  the  act,  and  Southern  will  in  that 
event  offer  the  stock  it  will  now  receive 
to  Coastal's  other  stockholders  at  the  best 
price  offered  by  outside  interests. 

The  filing  designates  sections  9  and  10 
of  the  act  as  being  applicable  to  the  pro- 
posed transaction  and  requests  that  the 
final  order  of   the  Commission,  to  be 


Thursday,  January  27,  1949 

Issued    herein,    become    effective    upon 
Issuance. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretarjf. 

[P.    R.    Doc.    49-617:    Filed.    Ja.n.    26.    1949; 
8:47  a.  m.J 


(Pile  No.  71-21 
Mississippi  Power  &  Light  Co. 

ORDER    APPROVING    DISPOSITION    OF   ADJUST- 
MENTS RELATING  TO  GAS  PLANT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its  of- 
fice in  the  city  of  Washington,  D.  C,  on 
the  19th  day  of  January  A.  D.  1949. 

Mississippi  Power  b  Light  Company 
("Mi.ssissippl")  a  public  utility  company 
and  a  subsidiary  of  a  registered  holding 
company,  having  filed  studies  and 
amendments  thereto,  pursuant  to  Rule 
U-27  of  the  General  rules  and  regulations 
promulgated  under  the  Public  Utility 
Holding  Company  Act  of  1935.  relative 
to  the  original  cost  and  reclassification 
of  its  gas  plant  accounts  as  at  December 
31.  1936.  Including  proposals  for  the  dis- 
position of  adjustments  relating  to  gas 
plant,  which  proposals  are  summarized 
as  follows: 

Mississippi  filed  its  original  cost  and 
reclassification  studies  of  its  gas  plant, 
on  February  24.  1947.  in  accordance  with 
Plant  Instruction  2-D  of  the  Uniform 
System  of  Accounts  recommended  by  the 
National  Association  of  Railroad  and 
Utilities  Commissioners  for  gas  com- 
panies (which  system  of  accounts  has 
been  made  applicable  by  Rule  U-27). 
Prior  to  the  filing  of  such  studies  for  its 
gas  plant,  Mississippi  had  disposed  of  a 
total  of  $9,452,080.53  of  infiationary  items 
included  in  Its  gas  and  electric  plant 
accounts  In  Account  107 — Plant  Adjust- 
ments— pursuant  to  orders  of  the  Fed- 
eral Power  Commission,  and  had  put  Into 
effect  a  plan  for  amortization  of  the  ex- 
cess of  acquisition  cost  of  Its  electric 
properties  over  the  original  cost  thereof. 
Pursuant  to  an  order  of  this  Commission, 
dated  August  21.  1944.  Mississippi  estab- 
lished a  contingency  reserve  In  the 
amount  of  $120,000.00,  by  a  charge  to 
earned  surplus,  to  be  available  for  the 
disposition  of  capitalized  intra-system 
profits  contained  In  its  gas  plant  ac- 
counts. In  compliance  with  the  order 
of  this  Commission,  Mississippi  also  be- 
gan accruals,  on  January  1, 1944.  through 
charges  to  Account  537 — Miscellaneous 
Amortization  and  concurrent  credits  to 
Account  252 — Reserve  for  Amortization 
of  Utility  Plant  Acquisition  Adjustments, 
of  an  amount  during  each  calendar  year 
of  not  less  than  one-fifteenth  of  $404.- 
000.00  or  $26,933.33  In  order  to  provide 
for  the  disposition  of  the  then  estimated 
amount  of  gas  plant  acquisition  adjust- 
ments. 

The  staff  of  the  Commission  has  made 
a  field  examination  and  has  filed  its  re- 
port In  connection  therewith,  copies  of 
which  report  were  submitted  to  the  com- 
pany. Mississippi  has  amended  Its  stud- 
ies so  as  to  give  effect  to  the  recommen- 
dations contained  In  the  staff's  report 
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and  now  proposes  to  classify  the  amount 
of  $462,771.70  In  Account  108.5--Gas 
Plant  Acquisition  Adjustments,  instead 
of  the  $404,000.00  previously  estimated 
and  an  additional  amount  of  $47,465.36 
in  Account  107 — Plant  Adjustments  (over 
and  above  the  amounts  previously  re- 
classified to  Account  107  and  disposed  of^ 
pursuant  to  orders  of  this  Commission 
and  the  Federal  Power  Commission) . 

Mississippi  proposes  that  the  annual 
charges  of  $26,933.33  to  Account  537 — 
Miscellaneous  Amortization  with  concur- 
rent credits  to  Account  252 — Reserve  for 
Amortization  of  Utility  Plant  Acquisition 
Adjustments  be  continued  for  a  longer 
period  than  the  fifteen  years  ordered  by 
this  Commission  on  August  21, 1944,  such 
additional  period  to  be  that  required  to 
accumulate  a  total  of  $462,771.70  In  the 
reserve,  rather  than  the  amount  of  $404.- 
000.00  which  was  previously  covered  by 
the  Commission's  order. 

Mississippi  further  proposes  to  dispose 
of  the  balance  of  $47,465.36,  pending  dis- 
position in  Account  107,  by  a  charge  of 
$10,270.14  to  Account  271 — Earned  Sur- 
plus, and  $37,195.22  to  Account  250 — 
Reserve  for  Depreciation  of  Gas  Plant. 

It  is  proposed  that  the  foregoing  trans- 
actions be  recorded  on  the  books  of  Mis- 
sissippi as  of  December  31, 1948. 

Notice  of  filing  said  studies,  and 
amendments  thereto,  having  been  duly 
given  and  the  Commission  not  having  re- 
ceived a  request  for  hearing  with  respect 
to  said  matter  within  the  period  speci- 
fied In  said  notice,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission  that 
the  proposals  for  the  disposition  of  the 
amounts  established  in  Account  108.5  and 
Account  107,  in  the  manner  described 
above,  are  consistent  with  the  require- 
ments of  Rule  U-27  of  the  general  rvUes 
and  regulations  promulgated  under  the 
act.    It  is  ordered.  That: 

(A)  Mississippi  record  on  its  books  the 
proposed  reclassification  entries  sub- 
mitted with  its  studies,  and  amendments 
thereto,  relative  to  the  original  cost  and 
reclassification  of  its  gas  plant  accounts. 

(B)  Mississippi  dispose  of  the  balance 
of  $47,465.36  established  in  Account  107 
and  create  a  reserve  in  Account  252  for 
amortization  of  the  amount  of  $462.- 
771.70  established  in  Account  108.5.  both 
in  accordance  with  the  proposals  de- 
scribed above. 

(C)  Mississippi  submit  certified  copies 
of  the  immediate  entries  required  by  par- 
agraph (B)  hereof  within  sixty  days  from 
the  date  of  this  order. 

By  the  Commission. 


[SEAL] 


Orval  L.  DuBois. 
Secretary. 


[P.    R.    Doc.    49-619;    Piled.    Jan.    26,    1949; 
8:47  a.  m.] 
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July  6,  1942,  3  CFR,  Cum.  Bupp.,  E.  O.  9667, 
June  8.  1946,  3  CFR.  1946  Supp.,  E.  O.  9788. 
Oct.  14.  1946,  11  F.  R.  11881. 
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Augusts  Louis  Marie  Antoine  Rout 

notice  or  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publicatfon  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory  ex- 
penses : 

Claimant.  Claim  No.,  and  Property 

Auguste  Louis  Marie  Antoine  Rouy,  New 
York,  New  York.  29663;  property  described  in 
Vesting  Order  No.  666  (8  P.  R.  5047.  April  17, 
1943)  relating  to  United  States  Letters  Pat- 
ent No.  2.151,280. 

Executed  at  Washington.  D.  C.  on 
January  18.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-630;    Filed.    Jan.    26.    1949; 
8:49  a.  m.] 


[Vesting  Order  12644] 
Gertrude  H.  Remey 

In  re:  Trust  under  will  of  Gertrude  H. 
Remey,  deceased.  File  No.  D-28-8097- 
G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Anna  Marie  Schaumann, 
whose  last  known  address  is  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  «3er- 
many) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  trust 
created  under  the  will  of  Gertrude  H. 
Remey,  deceased,  presently  administered 
by  The  First  National  Bank  of  Kansas 
City.  14  West  10th  Street,  Kansas  City 
10,  Missouri,  Trustee. 

is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (CJermany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  ,1s  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 
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There  Is  hereby  vested  In  the  Attorney 
General  of  the_Unlted  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-625;    Filed.    Jan.    26,    1949; 
8:49  a.  m] 


[Vesting  Order  126511 
Emma  C.  Woodburn  it  al. 

In  re:  Emma  C.  Woodburn,  and  James 
Woodburn,  her  husband,  vs.  Fred  H. 
Schwegler.  et  al.  PUe  I>-28-7830;  K  T. 
sec.  8676. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Bertha  Braun,  Anna  Eppen- 
steiner,  LoVilse  (Lulse>  Eppensteiner, 
Gottlieb  Schwegler,  Alfred  Schwegler. 
Gerhard  Schwegler  and  Helga  Schwegler. 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  Wllhelm  (Karl>  Schwegler, 
and  the  domiciliary  personal  representa- 
tives, heirs,  next  of  kin.  legatees  and  dis- 
tributees, names  unknown,  of  Wilhelm 
(Karl)  Schwegler  and  of  Alfred  Schweg- 
ler, who  there  is  reasonable  cause  to  be- 
lieve are  residents  of  Germany,  are  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  the  pro- 
ceeds of  the  real  estate  sold  pursuant  to 
court  order  in  a  partition  suit  entitled: 
"Emma  C.  Woodburn.  and  James  Wood- 
burn,  her  husband,  vs.  Fred  H.  Schweg- 

"ler,"  In  the  District  Court  of  Frontier 
County,  Nebraska,  is  property  payable  or 
deliverable  to,  or  claimed  by.  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Louis  M.  Hovey, 
Clerk  of  the  District  Court  of  Frontier 
County,  Nebraska.  StockviUe,  Nebraska, 
acting  under  the  Judicial  supervision  of 
the  District  Court  of  Frontier  County, 
Nebraska; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof,  and 
Wilhelm  (Karl)  Schwegler,  and  th« 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees, names  unknown,  of  Wilhelm 
(Karl)  Schwegler  and  of  Alfred  Schweg- 
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ler,  are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  coimtry  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certlflcatlon.  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R    Doc.    49-626;    Piled,    Jan.    26,    1949; 
8:49  a.  m.| 


I  Vesting  Order  12685] 
Clemzntims  Kauter 


within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
qvUred  by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  13,  1949. 

For  the  Attorney  General. 

[siAL]  Harold  I.  Bayntoh, 

Deputy  Director. 
Office  of  Alien  Property. 

Exhibit  A 


In  re:  Bonds  and  other  property  owned 
by  Clementine  Kaufer.  F-28-2725M:-1; 
E-1:  P-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Clementine  Kaufer.  whose  last 
known  address  Is  Main  Strasse  24, 
Woerth  a.  Main.  Bavarla-Unterfranken, 
Germany,  is  a  resident  of  (Germany  and 
a  national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: a.  Those  certain  bonds  described  In 
Exhibit  A.  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  presently  in  the 
custody  of  Clementina  K.  Schrelber,  c/o 
Dion  T.  Rahlll,  30  Admiral  Road,  Buffalo, 
New  York,  and  held  in  a  safe  deposit  box, 
numbered  P  1319.  of  the  "M  k  T"  Safe 
Deposit  Co.,  284  Main  Street,  Buffalo  5. 
New  York,  together  with  any  and  all 
rights  thereunder  and  thereto,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Clementine  Kaufer,  by 
Manufacturers  and  Traders  Trust  Com- 
pany, 284  Main  Street,  Buffalo  5,  New 
York,  arising  out  of  a  Blocked  Checking 
account,  entitled  Clementine  Kaufer, 
maintained  with  the  aforesaid  company, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  CHemen- 
tlne  Kaufer,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 


DMcrtptloQ  of  laRue 


Kpw  York  Central  R&ilrosd 
Co.  b%  Rpfundlnt  and 
Improvement  Mortgsce 
Bond. 

New  York  Cfntral  Railroad 
Co.  t%  R*(undin|f  and 
Improvement  Mortgafn 
Bond. 

S()uth*m  Railway  Co.  V% 
Development  and  Oen- 
eral  Uoid  Bond. 


Bond  No. 


Series  C,M360S«.tl.  000 


Faee 

value 


Beries  C,  M  fi6M7. 


Beriet  A,  75fie7. 


1,000 


1,000 


[P.    B.    Doc.    4»-«a7;    FUed,    Jan.    26,    1949; 
8:48  a.  m.] 


Fabriqubs   db   PRODurrs   Chimiqttes   de 
Thank  it  de  Mulhouse 

NOTICE   or  INTENTION   TO  RETURN 
VESTED   PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Washington,  D.  C,  In- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  Infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  So..  Property 

Pabrlquea  de  ProdulU  Chlmlques  de  Thann 
et  de  Mulhouae.  Thann  (Haut-Rhln). 
France.  A-241.  property  described  In  Vesting 
Order  No.  293  (7  P.  R.  9836,  November  26, 
1942),  relating  to  an  undivided  one-half  In- 
terest in  United  State*  Patent  Application 
Serial  No.  326.804  (now  United  States  Letters 
Patent  No.  2,346.170). 

Executed  at  Washington,  D.  C  on 
January  17,  1949. 

For  the  Attorney  General. 

[sBALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    4fr-629;    FUed.    Jan.    26,    1949', 
8:49  a.  m.] 


Thursday,  January  27,  1949 

Anna  Luise  Blttme  Kohlstock 

Konci  or  intention  to  return  vested 
property 

Correction 

In  F.  R.  Doc.  49-600  appearing  at  page 
359  In  the  Issue  for  Wednesday,  January 
26,  1949,  the  name  In  the  head  should 
appear  as  set  forth  above.  Also,  under 
"Claimant"  the  comma  should  be  deleted 
after  the  name  "Blume." 


[Return  Order  246] 
Olaf  Norli  Bokhandel  Porlao 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
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tlon  allowing  the  claim,  which  is  Incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Olaf  Norll.  d/b/a  Olaf  Norll  Bokhandel  For- 
lag,  Universltetsgt.  24,  Oslo,  Norway,  Claim 
No.  36273,  November  24.  1948  (13  F.  R.  6948) ; 
property  to  the  extent  owned  by  claimant  Im- 
mediately prior  to  the  vesting  thereof,  de- 
scribed In  Vesting  Order  No.  4031  (9  F.  R. 
13780,  November  17.  1944),  relatUig  to  Uu 
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literary  work  "The  People  of  Juvlk"  In  six 
volumes:  Volume  1,  "The  Trough  of  the 
Wave",  Volume  2,  "The  Blind  Man".  Volume 
3,  "The  Big  Wedding".  Volume  4,  "Odin  in 
Fairyland",  Volume  6,  "Odin  Grows  Up",  Vol- 
ume 6,  "The  Storm"  (Hated  In  Exhibit  A  of 
said  vesting  order).  Including  royalties  per- 
taining thereto  in  the  amount  of  $43.92. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on  Jan- 
uary 17,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.    49-628:    Filed,    Jan.    26,    1949; 
8:49  a.  m.] 
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VOLUME   14  '^  (jN^tr^^^  NUMBER   18 

Wash/ngfon,  Friday,  January  28,  7949 


TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10030 

Administration  and  Supervision  of  the 
District  of  Columbia  National  Guard 

By  virtue  of  the  authority  vested  in 
me  by  the  Constitution  and  the  laws  of 
the  United  States,  particularly  section  6 
of  the  act  of  March  1.  1889.  25  Stat.  773 
•  39  D.  C.  Code  112).  and  section  118  of 
the  act  of  June  3.  1916,  39  Stat.  213  (32 
U.  S.  C.  17),  it  Is  hereby  ordered  as 
follows: 

1.  The  Secretary  of  Defense  is  author- 
ized and  directed  to  supervise  and  con- 
trol, on  behalf  of  the  President  and 
through  such  official  or  officials  of  the 
National  Military  Establishment  as  the 
said  Secretary  shall  designate,  the  ad- 
ministration of  the  affairs  of  the  District 
of  Columbia  National  Guard:  Provided, 
that  the  foregoing  provision  shall  not  be 
effective  whenever  the  said  National 
Guard  is  in  active  Federal  service  or  on 
active  emergency  duty  in  the  District  of 
Columbia  after  being  ordered  to  such 
duty  pursuant  to  law. 

2.  The  Secretary  of  Defense  shall  at 
such  times  as  may  be  appropriate  sub- 
mit to  the  President  recommendations 
with  respect  to  the  appointment  of  the 
Commanding  General  and  the  Adjutant 
General  of  the  said  National  Guard. 

Harry  S.  Truman 


The  White  House, 

January  26,  1949. 

|P.    B.    Doc.    4»-717;    Filed.    Jan.    36, 
12:63  p.  m] 


1946; 


EXECUTIVE  ORDER   10031 

Separation  or  Officers  of  the  Public 
Health  Service  on  Groxtnds  of  Dis- 
loyalty 

By  virtue  of  the  authority  vested  In 
me  by  section  215  of  the  Public  Health 
Service  Act,  approved  July  1,  1944  (58 
Stat.  690) ,  and  as  President  of  the  United 
States.  I  hereby  amend  the  regulations 
relating  to  commissioned  officers  and 
employees  of  the  Public  Health  Service 
prescribed  by  Executive  Order  No.  0993 
of  August  31.  1948   (13  P.  R.  5093).  as 


portions  of  Chapter  I,  Title  42,  Code  of 
Federal  Regulations: 

1.  The  table  of  contents  of  the  said 
regulations  Is  amended  by  adding  the 
following  to  Subpart  H  of  Part  21: 
"5  21.155  Separation  on  grounds  of  dis- 
loyalty." 

2.  Subpart  H  of  Part  21  of  the  said 
regulations  is  amended  by  adding  thereto 
the  following  new  section: 

8  21.155  Separation  on  grounds  of 
disloyalty.  The  loyalty  to  the  Govern- 
ment of  the  United  States  of  commis- 
sioned officers  of  the  Service  shall  be 
subject  to  investigation,  review,  and 
determination  In  accordance  with  the 
provisions  of  Executive  Order  No.  9835  of 
March  21,  1947,  entitled  "Prescribing 
Procedures  for  the  Administration  of  an 
Employees  Loyalty  Program  in  the  Exec- 
utive Branch  of  the  Government."  If 
the  Administrator  finds,  in  accordance 
with  the  standards  and  procedures  pre- 
scribed by,  or  adopted  pursuant  to,  the 
said  Executive  Order  No.  9835  (including 
those  relating  to  the  right  of  appeal  to 
the  Loyalty  Review  Board  for  an  ad- 
visory recommendation) ,  that  reasonable 
grounds  exist  for  a  belief  that  an  officer 
of  the  Service  is  disloyal  to  the  Gov- 
ernment of  the  United  States,  such  officer 
shall  be  separated  from  the  Service. 
(Sec.  215,  58  Stat.  690;  42  U.  S.  C.  216) 

Harry  S.  Truman 

The  White  House, 

January  26,  1949. 

IF.    R.    Doc.    4»-735;    Filed,    Jan.    27,    1949; 
11:49  a.  m] 


TITLE  14 — CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

Subchapter  B — Economic  Regulations 

[Regs.,  Serial  No.  ER-137I 

Part  238 — Certificates  of  Public 
Convenience  and  Nixiessity 

terms,   conditions   anb   limitations   of 
certificates    authorizing    interstate 

AND  overseas  AIR  TRANSPORTATION;  PRO- 
VISIONS AS  TO  SCHEDULED  STOPS 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  In  Washington,  DrC, 
on  the  18th  day  of  January  1949. 

(Continued  on  next  page) 
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Section  238.3  (f»  of  the  Economic 
Regulations  authorizes  air  carriers  hold- 
ing certificates  of  public  convenience  and 
necessity  to  make  certain  scheduled  .stops 
not  in  excess  of  45  minutes  on  any  flight 
If  the  origination  or  termination  of  such 
flight  at  a  point  Is  prohibited  by  any  re- 
striction In  the  air  carrier's  certificate. 
This  restriction  makes  no  distinction  be- 
tween passenger  and  cargo  carrying 
flights. 

It  Is  the  purpose  of  the  present  amend- 
ment to  distinguish  between  the  two 
types  of  flights  and  to  authorize  the 
scheduling  of  2  hour  stops  for  all  cargo 
flights  at  non-terminal  points  on  routes. 
The  present  45  minute  stop  restriction  is 
continued  with  respect  to  passenger 
operations. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  submitted. 

In  consideration  of  the  foregoing,  the 
Board  hereby  amends  5  238  3  of  the 
Economic  Regulations  (14  CFR  5  238.3) 
Terms,  conditions  and  limitations  of 
certificates   authorizing   interstate   and 
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overseas  air  transportation,  as  follows, 
effective  February  25.  1949: 

1.  By  amending  paragraph  (f)  (1) 
thereof  to  read  as  follows : 

(f)  Provisions  as  to  scheduled  stops. 
(1)  With  respect  to  a  flight  carrying  any 
passengers  in  addition  to  the  crew  mem- 
bers, a  scheduled  stop  at  a  point  within 
the  continental  United  States  shall  not 
be  scheduled  to  exceed  45  minutes  on 
any  flight  if  the  origination  or  termina- 
tion of  such  flight  at  such  point  is  pro- 
hibited by  any  restriction  In  the  certifi- 
cate. 

(2)  With  re.^pect  to  a  flight  carrying 
only  property  or  mall  In  addition  to  the 
crew  members,  a  scheduled  stop  at  a 
point  within  the  continental  United 
States  shall  not  be  scheduled  to  exceed 
2  hours  on  any  flight  if  the  origination 
or  termination  of  such  flight  at  such 
point  is  prohibited  by  any  restriction  In 
the  certificate. 

2.  By  renumbering  the  existing  para- 
graph (f)  (2)  to  (f)  (3). 

(Sec.  205  (a).  401  (f);  52  Stat.  984,  988; 
49  U.  S.  C.  425,  481) 

By  the  Civil  Aeronautics  Board. 


[SEALl 


M.  C.  Mm-LicAN. 

Secretary. 


IP.    R.    Doc.    40  644:    Piled.    Jan.    27,    1949; 
8:48  «.  m.l 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Sutxtioptcr  B— Cloimt  and  Accountt 

Pakt  536 — Claims  Against  the  Unites 
States 

-  absentees  and  desertees 

Section  536.30  is  hereby  amended  by 
changing  paragraph  (a)  and  adding  a 
new  paragraph  (f)  to  read  as  follows: 

5  536.30  Apprehension — (a)  Military 
personnel!  All  military  personnel  are  au- 
thorized to  arrest  absentees  and  desert- 
ers except  as  referred  to  in  paragraph  (f ) 
of  this  section. 

•  •  •  •  • 

(f)  Cases  wfien  statute  of  limitations 
applicable.  Individuals  who  deserted  the 
service  from  the  Regular  Army  during 
the  Spanish  American  War.  who  deserted 
the  service  during  Wold  War  I.  or  peace- 
time deserters.  In  whose  cases  the  statute 
of  limitations  Is  applicable,  will  not  be 
apprehended. 

[C4.  AR  615-3001     (R.  S.  161;  5  U.  S.  C. 
22) 

[seal]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

IP.    R.    Doc.    49^650;    Filed,    Jan.    27,    1949; 
8:49  a.  m.J 


FEDERAL  REGISTER 

TIRE  38— PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — ^Veterans'  Administration 

Part  21 — Vocational  Rehabilitation  and 
Education 

miscellaneous  amendments 

1.  Section  21.467  is  added  to  Part  21 
to  read  as  follows: 

§  21.467  Definition  of  "customary  cost 
of  tuition."  (a)  The  term  "customary 
cost  of  tuition."  as  employed  in  para- 
graph 5,  Part  VIII,  Veterans  Regulations 
No.  1  (a),  as  amended,  for  the  purpose 
of  administering  the  education  and 
training  program  provided  by  said  Part 
VIII.  is  regarded  as  that  charge  which 
an  educational  or  training  institution  re- 
quires a  nonveteran  enroUee  similarly 
circumstanced  to  pay  as  and  for  tuition 
for  a  course,  except  that  the  institution  i.s 
not  regarded  as  having  a  "customary 
cost  of  tuition"  for  the  course  or  courses 
In  question  in  the  following  circum- 
stances : 

(1)  Where  the  majority  of  the  en- 
rollment of  the  educational  and  train- 
ing institution  in  the  course  in  question 
consists  of  veterans  in  training  under 
Part  VII  and  Part  VIII,  Veterans  Regu- 
lation 1  <a),  as  amended  (38  U.  S.  C.  ch. 
12  ^  and, 

(2)  One  of  the  following  conditions 
prevails : 

(1)  The  institution  has  been  estab- 
lished subsequent  to  June  22,  1944; 

(ID  The  institution  although  estab- 
lished prior  to  June  22,  1944,  has  not 
been  In  continuous  operation  since  that 
date; 

(iii)  The  Institution  although  estab- 
lished prior  to  June  22,  1944,  has  sub- 
sequently Increased  Its  total  tuition 
charges  for  the  course  to  all  students 
more  than  25  percent; 

(Iv)  The  course  was  not  provided  for 
nonveteran  students  by  the  Institution 
prior  to  June  22.  1944.  although  the  In- 
stitution Itself  was  established  before 
June  22.  1944. 

(b)  Educational  institutions  of  higher 
learning  which  are  nonprofit  Institutions 
as  defined  In  §  21.468,  shall  not  be  sub- 
ject to  the  provisions  of  paragraph  (a) 
of  this  section. 

(c)  Except  for  Institutions  of  higher 
learning  as  provided  in  paragraph  (b) 
of  this  section,  the  payment  by  the  Vet- 
erans' Administration  of  the  cu-stomary 
cost  of  tuition  or  fair  and  reasonable 
compensation,  whichever  is  applicable, 
shall  only  be  made  under  the  provisions 
of  5  21.570. 

2.  Section  21.468  Is  amended  as  fol- 
lows: 

§  21.468  Definition  of  nonprofit  insti- 
tution. Except  as  hereinafter  provided, 
an  educational  or  training  institution 
offering  courses  of  vocational  rehabili- 
tation training  under  Part  VII.  Veterans 
Regulation  1  (a) .  as  amended  (38  U.  S.  C. 
ch.  12),  or  education  and  training  under 
Part  Vni.  Veterans  Regulation  1  (a), 
as  amended  (38  U.  S.  C.  ch.  12),  for  the 
purpose  of  applying  the  governing  stat- 
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utes  and  applicable  regulations  of  the 
Veterans'  Administration  respecting  the 
payment  of  tuition  and  other  charges. 
Is  regarded  as  a  nonprofit  institution  if 
It  Is  exempt  from  taxation  under  the 
following  provisions  of  paragraph  (6), 
section  101,  of  the  Internal  Revenue 
Code  <52  Stat.  4E0.  26  U.  S.  C.  101  <6))  : 

Corporations,  and  any  community  chest, 
fund,  or  foundation,  organized  and  operated 
exclusively  for  religioujs.  charitable,  scien- 
tific, literary,  or  educational  purpoees.  or  for 
the  prevention  of  cruelty  to  children  or  ani- 
mals, no  part  of  the  net  earnings  of  which 
inures  to  the  benefit  of  any  private  share- 
holder or  Individual,  and  no  substantlsl  part 
of  th«  activities  of  which  Is  carrying  on 
propaganda,  or  otherwise  attempting,  to  In- 
fluence  legislation; 

In  addition  to  the  foregoing,  effective 
March  1, 1949.  no  educational  or  training 
institution  will  be  regarded  by  the  Vet- 
erans' Administration  as  a  nonprofit  In- 
stitution if  either  of  the  following  condi- 
tions prevails: 

<a)  The  status  as  a  nonprofit  institu- 
tion was  first  certified  by  the  Bureau  of 
Internal  Revenue  on  a  date  subsequent 
to  June  22.  1944,  and  the  institution  is 
not  operated  as  a  public  tax  supported,  or 
religious  or  charitable  corporation  or 
agency  or  under  the  control  of  a  public 
tax  supported,  or  religious  or  charitable 
corporation  or  agency. 

(b^  The  institution,  or  any  part  of  an 
Institution  'any  part  refers  to  all  courses 
provided  at  one  time  by  a  separate  profit 
entity  subsequently  absorbed  by  a  non- 
profit Institution),  at  any  time  subse- 
quent to  June  22.  1944,  was  operated  or 
chartered  for  operation  as  a  profit  In- 
stitution. 

3.  Paragraph  <b)  of  §  21 471  is 
amended  as  follows: 

§  21.471  Tuition  payments  to  non- 
profit schools  for  courses  of  30  weeks  or 
more.     •     •     • 

(b>  Managers  are  authorized  to  pay 
tuition  to  nonprofit  schools  for  eligible 
veterans  enrolled  therein  for  courses  of 
30  weeks  or  more,  subject  to  the  limita- 
tions contained  In  the  regulations  of  this 
subpart  including  the  limitation  appli- 
cable for  institutions  whose  claimed  cus- 
tomary tuition  Is  affected  under  the 
provisions  of  §  21.467  for  which  fair  and 
reasonable  comiJensation  will  be  deter- 
mined under  the  provisions  of  §  21.530, 
on  any  one' of  four  alternative  bases  as 
follows : 

Alternative  1.  Customary  charges. 
(See  above.) 

Alternative  2.  As  much  as  $15  per 
month.  $45  per  quarter,  or  $60  per  se- 
mester in  lieu  of  but  not  in  addition  to 
customary  tuition,  provided  such  rates 
do  not  exceed  the  e.'^timated  cost  of 
teaching  personnel  and  supplies  for  in- 
struction. 

Alternative  3.  Nonresident  tuition  for 
all  veterans  in  lieu  of  but  not  in  addition 
to  customary  tuition:  Provided.  That  the 
amount  of  the  nonresident  tuition  does 
not  exceed  the  estimated  cost  of  teach- 
ing personnel  and  supplies  for  instruc- 
tion: And  provided  further,  That  the 
charges  are  not  in  conflict  with  existing 
State  laws  or  other  legal  requirements. 
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Alternativt  4.  Tuition  based  on  th« 
estimated  cost  of  teaching  personnel  and 
supplies  for  instruction  computed  In  ac- 
cordance with  the  formula  set  forth  In 
B  21  531. 

*  •  •  •  • 

4.  Section  21.472  is  amended  as  fol- 
lows: 

S  21.472.  Alternative  1:  tuition  on  the 
basis  of  customary  charges.  Payment 
will  be  made  for  tuition  customarily 
charged  to  other  students  pursuing  the 
same  or  comparable  courses,  as  set  forth 
In  the  published  catalogues  or  bulletins 
of  the  school  or  college,  subject  to  the 
limitations  contained  in  the  regulations 
In  this  subpart  including  the  limitation 
applicable  for  institutions  whose  claimed 
customary  tuition  is  affected  under  the 
provisions  of  S  21.467  for  which  fair  and 
reasonable  compensation  will  be  deter- 
mined under  the  provisions  of  9  21.530. 
In  the  event  an  Institution  does  not  pub- 
lish a  bulletin,  a  responsible  official  of 
the  Institution  will  Individually  certify 
to  the  manager  of  the  regional  office 
within  whose  territory  the  institution  is 
located  the  customary  tuition  charges 
for  the  courses  offered. 

5.  Section  21.484  Is  amended  as  fol- 
lows: 

I  21.484  Definition  of  profit  institu- 
tion or  other  than  nonprofit  institution. 
An  educational  or  training  institution 
offering  courses  of  vocational  rehabilita- 
tion training  under  Part  vn.  Veterans 
Regulation  1  (a) .  as  amended  t38  U.  8.  C. 
ch.  12),  or  education  and  training  under 
Part  vni.  Veterans  Regulation  1  (a)  as 
amended  (38  U.  S.  C.  ch.  12).  shall,  for 
the  purpose  of  applying  the  governing 
statutes  and  applicable  regulations  of 
the  Veterans'  Administration  respecting 
the  payment  of  tuition  and  other 
charges,  be  regarded  as  a  profit  Institu- 
tion or  other  than  nonprofit  institution 
If  it  is  either  an  Institution  which  has 
not  been  recognized  by  the  Bureau  of 
Internal  Revenue  as  a  nonprofit  institu- 
tion or  an  Institution  which  is  not  a  non- 
profit institution  as  defined  In  §  21.468. 

6.  Paragraph  (a>  and  the  Introductory 
text  to  paragraph  (b)  of  §  21.530  are 
amended  as  follows: 

S  21 530  Determination  of  fair  and 
reasonable  compensation — (a)  Nonprofit 
institutions.  The  provisions  of  this  para- 
graph are  applicable  to  nonprofit  insti- 
tutioas  as  defined  in  §  21.468  where  a  fair 
and  rea.sonable  rate  determination  is  re- 
quired for  nonprofit  institutions,  as  in  the 
case  of  courses  of  less  than  30  weeks 
where  the  charge  exceeds  the  rate  of  $500 
for  a  full-time  course  for  an  ordinary 
school  year,  or  as  in  the  case  of  trade 
and  vocational  or  other  covu-ses  oriess 
than  30  weeks  or  30  weeks  or  more  where 
there  is  no  "customary  cost  of  tuition" 
as  defined  in  5  21.467.  The  provisions  of 
this  paragraph  are  not  applicable  to  ad- 
justed tuition  under  the  provisions  of 
§§  21.473.  21.474.  and  21.475. 

(1>  Submission  of  financial  state- 
ment. The  determination  of  fair  and 
reasonable  compensation  by  the  manager 
will  require  the  submission  by  the  non- 
profit educational  Institution  of  a  de- 
tailed, certified  financial  statement,  in- 
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eluding  the  actual  cost  experience  ac- 
cumulated during  the  most  recent  period 
whether  or  not  under  contract.  In  case 
of  new  courses  for  which  no  actual  cost 
experience  la  available,  estimated  costs 
may  be  submitted.  These  financial  state- 
ments are  exempt  from  a  reports  control 
symbol,  and  have  been  assigned  Budget 
Bureau  approval  number  76-R175.  expir- 
ing January  1.  1950.  Such  financial 
statements  shall  Include: 

(1)  The  number  of  students  (veteran 
and  non veteran)  enrolled  in  the  institu- 
tion in  each  course  or  courses  In  ques- 
tion during  the  p>eriod  covered  by  the 
cost  data,  and  the  number  of  student 
months  or  student  hours  of  instruction 
which  were  provided  during  such  period. 

(11)  The  total  income  received  or  due 
from  the  Veterans'  Administration  as 
payment  for  veteran  training  In  each 
course  in  question  during  the  period 
covered  by  the  cost  data;  and  a  separate 
statement  of  Income  received  or  due 
from  other  sources  for  each  course  or 
courses  in  question  during  the  same  pe- 
riod, such  as  tuition  from  nonveterans. 

(ill)  The  basis  on  which  teaching  sal- 
aries and  other  expenses  have  been  al- 
located for  each  course  Involved. 

(2)  Statement  of  cost  data  required. 
The  financial  statement  submitted  will 
also  Include  cost  data  on  the  following 
Items  of  expense,  which  within  the  11m-, 
its  designated,  will  be  used  for  the  de- 
termination of  fair  and  reasonable  com- 
pensation: 

(D  Acttial  cost  of  teaching  and  related 
personnel  at  reasonable  salaries.  Teach- 
ing and  related  personnel  will  Include 
per.sonnel  essential  to  the  teaching  func- 
tion such  as  laboratory  supply  room  at- 
tendants and  clerical  personnel  assist- 
ing teachers  In  the  preparation  of 
instructional  material  and  records.  The 
salaries  of  personnel  serving  both  In  ad- 
ministrative and  teaching  functions  will 
be  prorated  accordingly.  The  cost  shown 
for  teaching  personnel  will  be  supported 
by  a  schedule  listing  the  name,  title,  and 
annual  salary  rate  and  will  show  whether 
employment  is  part-  of  full-time  for  each 
person  Included  in  such  cost. 

(ID  Travel  expenses  for  instructors. 
Such  expense  will  be  limited  to  mileage 
for  u.se  of  personal  cars  at  a  rate  not  to 
exceed  the  established  mileage  rate  cus- 
tomarily paid  by  the  Institution  or  pro- 
vided by  stste  law  or  regulation  but  not 
more  than  7  cents  per  mile.  The  al- 
lowance of  travel  expense  for  Instructors 
will  be  limited  to  courses  requiring  itiner- 
ant Instructors  and  the  mileage  will  be 
limited  to  travel  actually  required  to  be 
performed  by  the  itinerant  instructor  in 
connection  with  the  training  program. 

(Ill)  Consumable  classroom  instruc- 
tional supplies.  This  Item  will  Include 
the  cost  of  Instructional  supplies  and 
teaching  aids  which  are  actually  con- 
sumed during  the  process  of  Instruction 
and  which  are  required  for  all  students. 

(Iv)  Textbooks.  This  item  will  Include 
required  textbooks,  etc..  where  such  Items 
are  customarily  furnished  to  all  students 
at  no  additional  charge  to  the  student 
and  the  cost  thereof  Is  Included  in  the 
monthly  tuition  rate.  If  separate  charg- 
es are  customarily  made  by  the  In- 
stitution to  all  students  for  text  and 
other  books,  no  cost  wfll  be  shown  for  this 


Item,  but  provision  will  be  made  in  the 
contract  to  pay  for  such  required  text 
and  other  books  at  prices  customarily 
charged  to  other  students  or.  in  the  event 
there  are  no  nonveteran  students,  at  cost 
to  the  Institution  in  accordance  with 
S  21.539  (e)   (6). 

(v)  Building  operation  and  mainte- 
nance, depreciation  and  rent.  Allow- 
able cost  will  Include  the  proper  pro  rata 
portion  of  depreciation  on  Instructional 
equipment,  heat,  light,  power,  water, 
janitor  service,  building  maintenance, 
rent  of  non-publlcly  owned  facilities,  and 
insurance  for  classroom  and  laboratory 
space;  such  costs  may  be  allocated  to 
courses  in  question  on  the  basis  of  the 
time  the  classrooms  are  used  for  these 
courses  In  relation  to  the  full-time  use 
of  such  classrooms  and  laboratories. 

(vl)  Allowance  for  administration  and 
supertHsion.  An  allowance  Is  made  to 
cover  the  cost  of  supervisory,  adminis- 
trative, and  clerical  personnel  and  the 
cost  of  consumable  office  supplies  and 
other  expenses  for  administrative  and 
supervisory  offices  and  Including  where 
applicable,  the  related  expenses  of  the 
state  agency  responsible  for  conducting 
these  courses.  An  amount  not  In  excess 
of  5  percent  of  the  cost  of  Items  in  sub- 
divisions (1)  through  (V)  of  this  sub- 
paragraph may  be  Included  to  cover  these 
costs  without  detailed  justification. 
However,  if  the  institution  requests  more 
than  a  5  percent  allowance  for  admin- 
istration and  supervision,  the  manager 
Is  authorized  to  Include  In  the  fair  and 
reasonable  cost,  such  amount  In  excess 
of  5  percent  as  may  be  justified  as  rea- 
sonable and  necessary  to  conduct  a  sat- 
isfactory program:  Provided.  That  In  no 
case  will  administrative  and  supervisory 
costs  in  excess  of  15  percent  of  items 
in  subdivisions  (1)  through  (v)  of  this 
subparagraph  be  Included  In  the  fair 
and  rea.sonable  justification  except  on 
prior  approval  of  the  assistant  adminis- 
trator for  vocational  rehabilitation  and 
education.  Any  request  for  an  amount 
in  excess  of  5  percent  for  administra- 
tion and  supervision  must  be  supported 
by  a  detailed  schedule  of  the  cost  of  the 
items  Included. 

(vll)  Advertising  expense.  Advertis- 
ing expense  will  be  calculate4  In  accord- 
ance with  the  procedure  set  forth  In 
paragraph  (b)  (8),  of  this  section,  not 
to  exceed  the  limitations  prescribed 
therein,  provided  that  for  the  purpose 
of  this  subdivision,  the  reference  In  para- 
graph <b)  (8)  of  this  section  to  profit  In- 
stitutions shall  be  considered  as  non- 
profit Institutions. 

(vllD  Sales  commission  and  promo- 
tional plans.  Expen.ses  for  sales  com- 
mission and  promotional  plans  will  not 
be  allowed. 

(3)  Exclusion  of  salaries  paid  from 
Federal  funds.  In  computing  fair  and 
reasonable  compensation,  there  shall  be 
excluded  from  the  co.sts  all  salaries  paid 
from  matching  State-Federal  appropria- 
tions such  as  the  Smith-Hughes  and 
Oeorge-Deen  appropriation,  and  the 
certification  of  the  appropriate  official 
of  the  institution  on  the  cost  data  must 
Include  a  statement  that  no  part  of  the 
salaries  or  other  expenses  which  were  or 
are  to  be  paid  from  such  funds  Is  in- 
cluded. 
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(4)  Review  and  adjustment  of  con- 
tract rates.  Contracts  under  the  provi- 
sions of  this  paragraph  for  training  of 
veterans  .shall  be  made  for  a  period  not 
to  exceed  12  months.  In  negotiating 
new  contracts  or  for  the  renewal  of  con- 
tracts, consideration  will  be  given  to  any 
surpluses  or  deficits  accumulated  or  In- 
curred as  a  result  of  the  payment  of  the 
agreed  rates  In  excess  of  or  less  than 
the  amount  spent  on  the  program  by  the 
institution  and  the  agreed  rate  for  the 
succeeding  contract  period  will  be  ad- 
justed to  make  due  allowance  for  sur- 
pluses accumulated  or  deficits  incurred. 

(5)  Short  term  renewal  of  contract. 
If  at  the  expiration  of  the  contract  period 
the  Institution  Is  not  in  a  position  to 
submit  .substantiating  cost  data  for  a 
new  cqntract  to  be  negotiated  In  accord- 
ance with  the  regulations  In  this  part, 
the  contract  may  be  renewed  for  such 
Ijerlod  of  time  as  Is  necessary  at  the  same 
effective  rate  of  tuition  in  existence :  Pro- 
tided,  That  the  additional  time  needed 
should  not  be  more  than  3  months  and 
provided  further  that  for  this  purpose 
contracts  may  be  renewed  for  a  maxi- 
mum period  of  4  months.  Such  an  ar- 
rangement will  give  the  institution  time 
to  prepare  cost  data  needed  for  the  de- 
termination of  a  fair  and  reasonable 
rate  to  be  paid  for  the  next  contract  pe- 
riod: Provided  however,  That  when  the 
final  rate  Is  agreed  upon  for  the  succeed- 
ing contract  period  after  taking  Into  ac- 
count any  surplus  or  deficit,  the  renewal 
agreement  will  be  superseded  as  of  the 
expiration  date  of  the  original  contract 
by  the  new  contract  providing  for  the 
new  agreed  rate. 

(b)  Other  than  nonprofit  institutions. 
Fair  and  reasonable  compensation  for 
schools  operated  for  profit  will  not  ex- 
ceed the  actual  or  estimated  costs  to  the 
Institution  for  providing  the  Instruction 
plus  an  allowance  for  profit  as  indicated 
below.  The  determination  of  fair  and 
reasonable  compensation  by  the  man- 
ager, win  require  the  submission  by  the 
educational  or  training  Institution  of  de- 
tailed, certified  financial  statements 
showing  the  most  recent  actual  cost  ex- 
perience of  the  Institution  for  the  specific 
courses  involved,  including  co.st  data  on 
the  Items  of  expense  which  will  be  used 
for  determination  of  fair  and  reasonable 
compensation,  the  basis  on  which  teach- 
ing salaries  and  other  expenses  have  been 
allocated  to  the  courses  Involved,  the 
number  of  students  enrolled,  and  the 
number  of  clock  hours  or  credit  hours 
during  the  period  covered  by  the  cost 
data.  In  the  case  of  new  courses  for 
which  no  actual  cost  experience  Is  avail- 
able, estimated  costs  may  be  submitted. 
In  determining  the  fair  and  reasonable 
compensation,  all  expenses,  except  ex- 
penses for  sales  commissions  and  promo- 
tional plans,  which  are  reasonable  and 
necessary  for  the  operation  of  the  courses 
Involved  will  be  Included  in  the  cost 
statement,  and  such  expen.ses  will  be 
grouped  Into  the  general  categories  set 
forth  below  within  the  limits  designated. 
•  •  •  •  • 

7.  Section  21.570  is  amended  as  fol- 
lows: 

§  21  570    Determination  when  contract 
is  required,    (a)  Contracts  under  Public 
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Law  16  are  required  before  payment  of 
charges  can  be  made  to  educational  in- 
stitutions for  the  rehabilitation  of  eli- 
gible veterans.  Those  provisions  of  para- 
graph (b)  of  this  section,  relative  to  rates 
In  contracts  with  other  than  nonprofit 
institutions,  are  equally  applicable  to 
contracts  for  the  rehabilitation  of  Part 
VII  trainees.    (See  §21.443  (a)  (D.) 

(b)  It  will  be  necessary  for  a  contract 
to  be  negotiated  under  Public  Law  346 
by  the  Veterans'  Administration  for  pay- 
ments for  tuition,  fees,  books,  supplies, 
equipment  and  other  necessary  expenses 
to  the  institution  for  the  training  of 
Part  Vin  trainees  under  the  following 
circumstances : 

(1»  With  institutions  providing  insti- 
tutional on-farm  courses,  see  §§21.614 
through  21.618; 

(2)  With  Institutions  offering  courses 
of  instruction  by  correspondence,  see 
§§21.625  through  21628; 

(3)  With  nonprofit  institutions  which 
elect  and  are  permitted  to  receive  pay- 
ments of  other  than  customary  tuition 
on  the  credit  hour  rate  (Alternative  4, 
§21.471  (b)).  In  such  cases,  contracts 
will  be  made  effective  with  the  beginning 
of  the  first  term,  semester,  or  quarter, 
sub-sequent  to  the  date  the  Institution 
submits  a  formal  request  for  payment  of 
adjusted  tuition  on  the  basis  of  Alterna- 
tive 4,  provided  such  request  Is  approved 
by  the  Veterans'  Administration; 

(4>  With  nonprofit  Institutions  in  all 
cases  where  the  claimed  customary 
charges  for  a  course  of  less  than  30  weeks 
exceed  the  rate  of  $500  for  a  full-time 
course  for  an  ordinary  school  year,  in 
which  event  the  contract  rates  must  not 
exceed  the  rates  determined  to  be  fair 
and  reasonable  in  accordance  with  the 
provisions  of  the  formula  of  §  21.530  (a) : 
Provided.  That  where  the  claimed  cus- 
tomary charges  for  such  courses  have 
not  been  increased  more  than  25  percent 
subsequent  to  June  22. 1944.  the  manager 
may  contract  to  pay  such  claimed  cus- 
tomary charges  without  the  submission 
of  cost  data; 

(5)  With  other  than  nonprofit  Insti- 
tutions for  all  courses  for  which  the 
claimed  customary  charges  exceed  the 
rate  of  $500  for  a  full-time  course  for 
an  ordinary  school  year.  In  such  cases 
it  will  be  necessary  for  the  institution 
to  submit  cost  data,  and  agreed  con- 
tract rates  will  not  exceed  rates  deter- 
mined by  the  Veterans'  Administration 
to  be  fair  and  rea.sonable  in  accordance 
with  the  provisions  of  the  formula  of 
§  21.530  (b); 

(6)  With  nonprofit  institutions,  ex- 
cept for  institutions  of  higher  learning 
which  are  nonprofit  as  defined  in  §  21.468, 
and  with  other  than  nonprofit  institu- 
tions for  all  couses  for  which  the  claimed 
customary  charges  do  not  exceed  the  rate 
of  $500  for  a  full-time  course  for  an  ordi- 
nary school  year  where  the  majority  of 
the  enrollment  of  the  institution  in  the 
courses  in  question  consists  of  veterans 
in  training  under  Public  Laws  16  and 
346.  78th  Congress,  as  amended,  and 
where  one  of  the  following  conditions 
prevails : 

(1)  The  Institution  has  been  estab- 
lished subsequent  to  June  22.  1944. 

(ID  The  institution,  although  estab- 
lished prior  to  June  22,  1944,  has  in- 
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creased  by  more  than  25  percent  Its  total 
charges  for  the  course  to  all  students  sub- 
sequent to  that  date.  An  institution  will 
be  considered  to  have  increased  its  total 
charge  for  the  cour.se  if  It  has  Increased 
its  rate  per  hour  or  has  lengthened,  ex- 
tended, or  otherwise  changed  the  course 
so  that  the  resultant  total  charge  there- 
for has  been  increased. 

(ilD  The  Institution,  although  estab- 
lished prior  to  June  22. 1944,  has  not  been 
in  continuous  operation  since  that  date. 

<lv)  The  institution,  although  estab- 
ILshed  prior  to  June  22.  1944,  has  added 
unrelated  courses  which  were  not  pro- 
vided for  nonveteran  students  prior  to 
June  22. 1944,  but  as  to  such  courses  only. 
This  paragraph  shall  be  effective  March 
1.  1949.  In  the  negotiation  of  contracts 
with  other  than  nonprofit  institutions 
pursuant  to  the  provisions  of  .subdivisions 
(I),  (ID,  (ill),  and  (iv)  of  this  subpara- 
graph. It  will  be  necessary  for  the  in.sti- 
tution  to  submit  cost  data;  agreed  con- 
tract rates  will  not  exceed  either  claimed 
customary  charges  or  rates  determined 
by  the  Veterans'  AdminLstration  to  be 
fair  and  reasonable  In  accordance  with 
the  provisions  of  §21530  (b).  In  the 
negotiation  of  contracts  with  nonprofit 
ln.stltutlons  pursuant  to  the  provisions 
of  subdivisions  d).  (ID,  (iii),  and  dv) 
of  this  subparagraph,  agreed  contract 
rates  will  not  exceed  either  claimed  cus- 
tomary charges  or  those  determined  to 
be  fair  and  reasonable  in  accordance 
with  the  provisions  of  §  21.530  (a). 

(c)  Where  contracts  are  not  required 
by  the  provisions  of  paragraph  (b)  of 
this  section,  payments  of  customary 
charges  will  be  made  to  institutions  with- 
out requirement  of  either  a  cost  deter- 
mination or  a  contract  and  In  all  such 
cases,  the  training  facilities  section  will 
notify  the  finance  officer.  In  writing  of 
the  customary  charges  that  are  author- 
ized to  be  paid  without  a  contract. 

<d)  Each  Instltutiom  affected  wlU  be 
notified.  In  writing,  of  the  provisions  of 
paragraph  (b)  of  this  section,  not  less 
than  30  days  prior  to  the  date  a  contract 
Is  required. 

(e)  For  fiight  course  contracts,  see 
§§21.601  through  21.612. 

(Sees.  1.  2,  46  Stat.  1016.  57  Stat.  43.  sees. 
300.  1500.  1501.  1502.  1503.  Title  II.  58 
Stat.  286.  287.  291.  300.  301,  sees.  5,  6. 
7,  10.  11  (a).  59  Stat.  542.  624.  626.  631. 
sees.  1.  2,  3.  60  Stat.  124.  934.  61  Stat.  180. 
449.  739,  791.  Pub.  Laws  411,  512.  80th 
Cong.;  38  U.  S.  C.  11.  11a.  693g.  697.  697a. 
b.  c,  f,  g,  701,  ch.  12  notes) 

tsEALl  O.  W.  Clark, 

Executii^e  Assistant  Administrator. 

(F.    R.    Doc.    49-673:    Filed.    Jan.    27,    1949; 
8:52  a.  m.| 

TITLE  42— PUBLIC   HEALTH 

Chapter   I — Public   Health   Service, 
Federal  Security  Agency 

Part  21 — Commissioned  Officehs 

subpart  h — separation  of  certain 
officers 

Cross  Reference:  For  an  addition  to 
the  regulations  relating  to  commissioned 
officers  of  a  section  providing  for  separa- 
tion on  grounds  of  di;  loyalty,  see  Execu- 
tive Order  10031,  supra. 
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TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

(Circular  17231 

Part  191— General  Regulations  Applica- 
ble TO  Permits.  Leases  and  Licenses 
iParts  192-198) 

miscellaneous  amendments 

1  Section  191.3  is  amended  by  adding 
the  following:  "A  mineral  lease  or  per- 
mit will  not  be  issued  to  a  minor." 

2.  Section  191.11  Is  amended  to  read 
as  follows: 

§19111  Filing  fees.  Effective  March 
1.  1949.  all  applications  for  prospecting 
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permits,  licenses,  or  noncompetitive 
leases,  excepting  phosphate  lease  appli- 
cations, must  be  accompanied  by  a  filing 
fee  of  $10.00  for  each  application.  Such 
fees  will  be  retained  as  a  service  charge 
even  though  the  application  should  be  re- 
jected or  withdrawn  in  whole  or  in  part. 

3.  Section  191.12  is  deleted. 

(Sec.  32.  41  Stat.  450.  30  U.  S.  C.  189) 

RoscoE  E.  Bell, 
Associate  Director. 

Approved:  January  19. 1949. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

IP     R.    Doc.    49-636:    Filed.    Jan.    27.    1949; 
8:45  a.   m.| 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  42  1 

United  States  Specifications  and  Weight 
Classes  for  Wholesale  Grades  for 
Shell  Eggs 

NOTICE  of  proposed  RULE  MAKING 

Notice  is  hereby  given  that  the  United 
States  Department  of  Agriculture  is  con- 
sidering  the  i.<y5uance.  as  hereinafter  pro- 
posed of  United  States  Specifications 
and  Weight  Classes  for  Wholesale  Grades 
for  Shell  Eggs  pursuant  to  the  authority 
contained  in  the  Department  of  Agricul- 
ture Appropriation  Act.  1949  <Pub.  Law 
712.  80th  Cong..  2d  Sess..  approved  June 
19  1948 »  These  grades  are  based  upon 
United  States  Standards  for  Quality  of 
Individual  Shell  Eggs  (13  F.  R.  1359)  and 
will  supersede  the  Tentative  U.  S.  Speci- 
fications and  Weight  Cla.sses  for  Whole- 
sale Grades  for  Shell  Eggs  that  were 
approved  September  17.  1947.  to  become 
effective  February  1,  1948. 

The  Tentative  U.  S.  Specifications  and 
Weight  Cla.sses  for  Wholesale  Grades  for 
Shell  Eggs  have  received  thorough  con- 
sideration throughout  the'  country  in 
correspondence  by  mail  and  at  confer- 
ences with  industry,  college,  and  State 
Department  of  Agriculture  representa- 
tives. The  proposals  hereinafter  set 
forth  are  substantially  the  same  as  the 
Tentative  U.  S.  Specifications  and 
Weight  Classes  for  Wholesale  Grades  for 
Shell  Eggs  that  were  approved  by  the 
Acting  A.«sistant  Administrator.  Produc- 
tion and  Marketing  Administration,  on 
September  17.  1947. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posals should  file  the  same  In  triplicate 
with  the  Chief,  Marketing  Services  Divi- 


sion Poultry  Branch.  Production  and 
Marketing  Administration.  Room  2702 
South  Building.  United  States  Depart- 
ment of  Agriculture.  Washington  25. 
D  C  not  later  than  the  close  of  business 
on  the  15th  day  after  the  publication  of 
this  notice  In  the  Federal  Register. 

The  proposed  specifications  and  weight 
classes  for  wholesale  grades  for  shell 
eggs  are  as  follows: 

subpart  c— united  states  specifications 

and   v^'eight    classes    for    wholesale 

grades  for  shell  eggs 

§  42.50    General    (a>  The.se  wholesale 

grade^  specifications  are  applicable  only 

to  edible  shell  eggs. 

<b>  All  terms  in  the  United  States 
Standards  for  Quality  of  Individual  Shell 
Eggs  (13  F.  R.  1359)  shall,  whep  used 
herein,  have  the  same  meaning  as  is 
given  to  them  in  the  standards. 

(c)  Substitution  of  eggs  possessing 
higher  qualities  for  those  possessing 
lower  specified  qualities  Is  permitted. 

(d)  The  term  "refrigerator  eggs" 
means  eggs  which  have  been  held  under 
refrigeration  for  a  period  of  not  less 
than  30  days. 

(e>  -No  Grade."  The  term  "No 
Grade"  is  not  a  grade  within  the  mean- 
ing of  these  specifications.  Eggs  that 
fall  to  meet  the  minimum  requirements 
of  the  specifications  contained  In  this 
subpart,  or  that  have  been  contaminated 
by  smoke,  chemicals,  or  other  foreign 
material  to  such  an  extent  that  the  char- 
acter, appearance,  or  flavor  of  the  eggs 
Is  seriously  affected  shall  be  designated 
"No  Grade." 

S  42.51  Specifications,  (a)  U.  8.  Spe- 
cials _-%  AA  Quality"  shall  consist  of 
eggs  of  which  at  least  20  percent  are  AA 
Quality;  and  the  actual  percentage  of 
AA  Quality  eggs  shall  be  stated  in  the 
grade  name.  The  balance  may  be  A 
Quality  except  for  permitted  tolerances, 
per  30  dozen  of  eggs,  of  27  eggs  (7.5  per- 
cent) which  may  be  B  Quality.  C  Qual- 


ity, Stained.  Dirties,  or  Checks  In  any 
combination,  and  6  eggs  (1.7  percent) 

loss.  .    ^  „ 

(b)  "U.  S.  Extras  ..Tr  A  Quality'  shall 
consist  of  eggs  of  which  at  least  20  per- 
cent are  not  less  than  A  Quality;  and  the 
actual  total  percentage  of  A  Quality  and 
better  quality  eggs  shall  be  stated  in  the 
grade  name.  The  balance  may  be  B 
Quality  except  for  permitted  tolerances, 
per  30  dozen  of  eggs,  of  42  eggs  (11.7  per- 
cent) which  may  be  C  Quality,  Stained. 
Dirties,  or  Checks  in  any  combination, 
and  8  eggs  (2.2  percent)  loss.  For  the 
period  beginning  on  August  15  of  any 
year  and  extending  through  January  31 
of  the  next  year,  the  permitted  tolerance 
for  loss  with  respect  to  "refrigerator 
eggs"  is  12  eggs  (3.3  percent). 

(c)  "U.  S.  Stained  Extras  ..Tc  A  Qual- 
ity" shall  consist  of  eggs  that  are  Stained 
but  otherwise  meet  the  requirements 
specified  in  paragraph  (b)  of  this  section 
for  U.  S.  Extras  __%  A  Quality;  and  the 
actual  total  percentage  of  A  Quality  and 
better  quality  eggs  shall  be  stated  in  the 
grade  name. 

(d)  "U.  S.  Standards  -.^c  B  Quality" 
shall  consist  of  eggs  of  which  at  least  20 
percent  are  not  less  than  B  Quality;  and 
the  actual  total  percentage  of  B  Quality 
and  better  quality  eggs  shall  be  stated  In 
the  grade  name.    The  balance  may  be  C 
Quality  and  Stained  except  for  permitted 
tolerances,  per  30  dozen  of  eggs,  of  42 
eggs  (11.7  percent)  which  may  be  Dirties 
or  Checks  In  any  combination,  and  10 
eggs  (2.8  percent)  loss.    Of  the  aforesaid 
balance  not  more  than  40  percent,  by 
count,  may  be  Stained.    For  the  period 
beginning  on  August  15  of  any  year  and 
extending   through   January   31   of   the 
next  year,  the  permitted  tolerance  for 
loss  with  respect  to  "refrigerator  eggs"  Is 
15  eggs  (4.2  percent). 

(e)  "U.  8.  Stained  Standards  _.% 
B  Quality"  shall  consist  of  eggs  that  are 
Stained  but  otherwise  meet  the  require- 
ments specified  in  paragraph  (d)  of  this 
section  for  U.  S.  Standards  _-%  B 
Quality;  and  the  actual  total  percentage 
of  B  Quality  and  better  quality  eggs  shall 
be  stated  In  the  grade  name. 

(f)  "U.  S.  Trades  ..'"r  C  Quality" 
shall  consist  of  eggs  of  which  at  least  83.3 
percent  are  not  less  than  C  (Quality  eggs 
which  may  be  Stained;  and  the  actual 
total  percentage  of  C  Quality.  Stained, 
and  better  quality  eggs  shall  be  stated  In 
the  grade  name.  The  permitted  toler- 
"ances,  per  30  dozen  eggs,  are  42  eggs 

(11.7  percent)  which  may  be  Dirties  or 
Checks  In  any  combination,  and  18  eggs 
(5  percent)  loss. 

(g)  "U.  S.  Dirties"  .shall  consist  of  eggs 
that  are  Dirty  and  contain,  per  30  dozen 
of  eggs,  not  more  than  42  eggs  (11.7  per- 
cent) which  are  Checks,  and  18  eggs  (5 
percent)  loss. 

(h)  "U.  S.  Checks"  shall  consi.st  of  eggs 
that  are  Checks  and  contain,  per  30  dozen 
of  eggs,  not  more  than  18  eggs  (5  per- 
cent) loss. 


t  42.52    A  summary  of  the  United  States  Specifications  for  Wholesale  Grades  for  Shell  Eggs: 

Tablb  I— ScMiiAKY  or  United  States  SpsancATiONs  rot  Wholesale  Qkades  fob  Phell  Eoob 


Minimum  pfreentnge  of  eots  of  «p*ciflc 
qualities  rt-quirea  > 

Tolerances  in  terms  of  maximum  number  and  percentage  of  eggs,  for  each  30  doien  of  eggs 

WbokMle^e 
llliiltniir  " 

AA  qual- 
ity 

A  quality 
or  better 

B  quality 
or  better 

equality, 
stained, 
or  better 

B  quality,  C  qual- 
ity, stained,  dir- 
ties and  checlcs 

C  quality,  stained, 
dirties    and 
checks 

Dirties  and  checks 

Checks 

Loss 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

Number 

Percent 

ao     Balance     None  permitted 
exa'pt  for  toler- 
anoe«. 
......~.-              30     Balance.      None 

permit- 
ted ex- 
cept for 
toler- 
ances. 
Eggs  that   are  Stained   bnt  othcnkise 
meet  the  requirements  for  V.  8.  Ex- 
tras .-%  A  quality,  as  state<l  above. 

1                 fMl      RAlpnrw*  4 

27 

7.8 

6 
8 

10 

18 

18 
18 

1.7 

V.    B.    8pecUU  ..%  AA 
qoallty.' 

«2 

U.7 

12.2 

U.  8.  Extras ..%  A  qual- 
ity.* 

U.  8.  Sulned  Extna  ..% 
A  quality." 

U.    8.    Suudards   ..%   B 

quality.' 
V.  S.  8tained  Standanls 

..%  B  quality.' 

U.  8.  Trfcdcs  ..%  C  qual- 
ity.' 

U.S.  Dirties 

U.B.  Checks 

42 
42 

1L7 
1L7 

'2.8 

Egg!)  that  are  Stained   but  otherwise 
meet  the  requirements  for  T.  8.  Stand- 
aids  ..%  B  quality,  as  suted  above. 

1                                1                               \                Vlik    % 

5 

— ....... 
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11.7 

5 
h 

I  Substitution  of  eggs  possessing  higher  qualities  for  those  iwssessing  lower  specified  qualities  is  permitted. 

!  r'':r%1>?t*Vu7UTn"":,TnTu'k^t"  ^^^L'e  y^Va'd'eSing  through  January  31  of  the  nextjear,  the  permitted  tolerance  for  loss  with  respect  to  "refrigerator  cks" 
U  12  eS  Is  s'^^tVa^'d  1"  eggs  (4.2^.rcent)  for  T.  S.  Extras  ..%  A  quality  and  V.  8.  Standards  ..%  B  qual.ty.  resiK^t.vely. 
*  Of  this  balance  not  more  than  40  percent  may  be  Stained. 


1 42.53  Weight  classes.  The  weight 
classes  for  the  United  States  Wholesale 
Grades  for  Shell  Eggs  shall  be  as  indi- 
cated m  Table  II  of  this  section  and.  sub- 
ject to  the  stated  tolerance  of  10  percent, 
shall  apply  to  all  wholesale  grades  except 
U.  S.  Dirties  and  U.  S.  Checks.  There 
are  no  weight  classes  for  U.  S.  Dirties  and 
U.  8.  Checks. 

Taile  II-Weioht  Classes  roa  United  States 
Wholesale  Usapes  roa  Shell  Ekus 


Psraodoien 

Weights  for  individual 

«feggs 

eggs  at  rate  per  dozca 

• 

Weight  varia- 

tion toleranoe 

Weight  classes 

Mini- 

Mini- 

for not  more 

Aver- 

mum 

than  10  per- 

age net 

weight 

net 
weight 

mum 
weight 

cent,  by 
count,  of 
individual 

Lbs. 

Lbt. 

Om. 

Extra  large 

euH 

60 

26 

Under  26  but 
not   under 
24  ounces. 

Larce 

4S 

44 

2r 

Under  23  but 

not   under 

21  ounces. 

Medium 

394 

39 

20 

Under  20  but 
not   under 
18  ounces. 

Small 

34 

None 

None 

None. 

§  42.54  Tolerances.  The  minimum 
weights,  listed  in  Table  U  of  5  42.53.  for 
Individual  eggs  are  at  the  rate  per  dozen 
and  are  subject  to  a  weight  variation  tol- 
erance of  10  percent,  by  count,  for  indi- 
vidual eggs  as  stated  in  Table  II. 

Done  at  Washington.  D.  C,  this  25th 
day  of  January  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

IP.    R.    Doc.    4»  691:    Filed,    Jan.    27,    1M9; 
8:55  a.m.] 


[  7  CFR,  Part  985  1 

IDocket  No.  AO-1931 

Handling  of  Emperor  Grapes  Grown 
IN  California 

DECISION  WITH  RESPECT  TO  PROPOSED 
MARKETING  AGREEMENT  AND  ORDER 

•   Correction 

In  Federal  Register  Document  49-571. 
appearing  at  page  342  of  the  issue  for 
Wednesday.  January  26.  1949.  the  fol- 
lowing changes  should  be  made: 

1.  In  paragraph  (b)  of  the  Findings 
the  word  "Emporer"  in  the  12th  line 
should  read  "Emperor"  and  the  last  sen- 
tence should  read:  "The  exception,  there- 
fore. Is  dented." 

2.  The  second  sentence  of  the  second 
paragraph  of  paragraph  (c)  of  the  Find- 
ings should  read:  "A  committee  of  nine 
shippers  is  established  to  advise  and 
counsel  with  the  members  of  the  Indus- 
try Committee." 

3.  The  9th  line  of  the  middle  column 
on  page  343  should  read :  "preceding  their 
selection  as  members  or." 

4.  The  18th  line  of  the  third  column 
on  page  343  should  read:  "the  varying 
climatic  and  other  conditions." 

5.  In  the  paragraph  headed  "Market- 
ing agreement  and  order"  the  reference 
to  §  990.14  should  read  "5  900.14." 

6.  In  S  985.0  (a)  the  words  "May  10  to 
12, 1948"  should  read  "May  10  to  12, 1948, 
inclusive." 

7.  The  headnote  for  5  985.10  should 
read:  "Effective  time;  suspension;  and 
termination." 


CIVIL  AERONAUTICS  BOARD 

[  14  CFR,  Part  224] 

Tariffs 
notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  ("Board")  has  under 
consideration  the  amendment  of  §  224.1 
(n)  of  the  Economic  Regulations.  The 
amended  paragraph  will  prescribe  the 
manner  of  filing  tariffs  pursuant  to  sec- 
tion 403  (a)  of  the  Civil  Aeronautics  Act 
of  1938,  as  amended,  ("act")  by  requir- 
ing a  filing  of  Initial  tariffs  at  least 
thirty  days  before  the  date  upon  which 
they  are  to  become  effective. 

The  reasons  for  the  proposed  amend- 
ment are  explained  in  the  attached  ex- 
planatory statement. 

The  proposed  amendment  is  set  forth 
In  the  attached  proposed  rule. 

This  amendment  Is  proposed  under 
authority  of  sections  205  (a)  and  403  (a) 
of  the  Civil  Aeronautics  Act  of  1938,  as 
amended.  (52  Stat.  984,  992,  49  U.  S.  C. 
425,483). 

•Interested  persons  may  participate  In 
the  proposed  rule  making  through  sub- 
mission of  written  data,  views  or  argu- 
ments pertaining  thereto,  in  duplicate, 
addressed  to  the  Secretary.  Civil  Aero- 
nautics Board,  Washington  25.  D.  C.  All 
relevant  matter  in  communications  re- 
ceived on  or  before  March  1.  1949  will  be 
considered  by  the  Board  before  taking 
final  action  on  the  proposed  rule. 

By  the  Civil  Aeronautics  Board. 


[seal] 


M.   C.   MULUCAH, 

Secretary. 


Explanatory  statement.  This  state- 
ment, to  accompany  the  proposed  amend- 
ment of  §  224.1  tn)  of  the  Economic 
Regulations  Is  offered  for  the  sole  pur- 
pose of  facilitating  an  understanding  of 
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fhe  principal  features  of  the  proposed 
amendment. 

The  requirement  of  a  filing  of  Initial 
tariffs  30  days  prior  to  their  effective  date 
has  been  found  necessary,  (a)  to  the 
proper  discharge  of  the  Board's  respon- 
sibilities in  connection  with  Its  duty  to 
reject  any  tariff  which  Is  not  consistent 
with  section  403  (a)  of  the  act  or  the 
Economic  Regulations  and  (b)  to  the 
proper  execution  of  certain  commit- 
ments under  bilateral  agreements  be- 
tween the  United  States  and  foreign 
countries. 

With  respect  to  air  carriers  engaged  in 
Interstate  and  overseas  air  transporta- 
tion an  examination  of  their  initial  tariffs 
is  essential  before  a  determination  can 
be  made  as  to  their  consistency  with  the 
act  and  the  Board's  regulations.  The 
Board's  staff  considers  that  this  exami- 
nation and  the  necessary  determinations 
regarding  the  propriety  of  initial  tariffs 
should  be  made  before  the  tariff  becomes 
effective  in  order  to  prevent  the  dlsrup- 


PROPOSED  RULE  MAKING 

tlons  and  uncertainties  incident  to  a  re- 
jection of  tariffs  after  they  have  been 
put  Into  operation  for  a  period. 

The  present  provisions  authorize  a  fil- 
ing of  rates  or  rules  for  application  from 
and  to  points  on  new  routes,  and  from 
and  to  new  points  on  existing  routes  on 
not  less  than  one  day's  notice.  They 
have  proven  imworkable  in  practice  be- 
cause the  Board's  staff  has  not  had  an 
adequate  opportunity  to  examine  tariffs 
and  make  the  necessary  decisions  re- 
garding consistency  with  section  403  (a) 
and  the  Board's  regulations  thereunder. 

It  is  recognized  that  the  proposed  de- 
lay will  also  be  productive  of  Inconven- 
ience to  air  carriers.  A  air  carrier,  how- 
ever, will,  in  most  cases,  know  its  tariffs 
at  least  30  days  in  advance  where  new 
service  is  to  be  Inaugurated.  Proper 
planning  In  connection  with  the  prepa- 
ration and  filing  of  initial  tariffs  should 
eliminate,  or  reduce  any  Inconvenience 
caused  by  the  new  requirement.  In  spe- 
cial cases,  however,  the  Board  will  con- 


tinue to  authorize  a  tariff  filing  on  less 
than  30  days  notice.  This  will  reduce 
any  hardship  caused  by  the  proposed 
rule  and  will  take  care  of  emergency 
situations. 

With  respect  to  air  carriers  engaged 
in  foreign  air  transportation,  the  pro- 
posed requirement  has  been  found  neces- 
sary as  the  result  of  the  provisions  of  bi- 
lateral agreements  requiring  that  new 
rates  proposed  by  air  carriers  of  either 
contracting  parties  be  filed  with  the  aero- 
nautical authorities  of  the  contracting 
parties  at  least  30  days  before  the  pro- 
posed "date  of  Introduction." 

It  is  proposed  to  amend  the  Economic 
Regulations,  5  224.1  Tariffs,  (14  CFR 
§224.1)  by  amending  paragraph  (n)  in 
Its  entirety  to  read  as  follows: 

(n)  Time  for  filing  initial  tariffs.  (1) 
Initial  tariffs  shall  be  filed  with  the 
Board  at  least  30  days  prior  to  their 
effective  date. 

(P.    R.    Doc.    40-643:    Piled.    Jan.    27,    1949; 
8:47  a.  m.] 


NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 

{Transfer  Order  31] 

Order  Transferring  Prom  Department 
OF  THE  Army  to  Department  of  the  Air 
Force  Certain  Pcnctions  Relating  to 
Mail  Clerks  and  Postal  Services 

Pursuant  to  the  authority  vested  in  me 
by  the  National  Security  Act  of  1947  (act 
of  July  26.  1947;  Public  Law  253.  80th 
Congress)  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein. 
It  is  hereby  ordered  as  follows: 

1.  There  are  hereby  transferred  to  and 
vested  in  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force.  In- 
sofar as  they  may  pertain  to  the  Depart- 
ment of  the  Air  Force  or  the  United 
States  Air  Force  or  their  property  or 
personnel,  all  the  functions,  powers,  and 
duties  relating  to  mall  clerks  and  postal 
services  which  are  vested  in  the  Secre- 
tary of  the  Army  or  the  Department  of 
the  Army  or  any  officer  of  that  Depart- 
ment by  the  following  laws,  parts  of  laws. 
Executive  Orders,  and  agreements  as 
limited  by  other  laws,  parts  of  laws. 
Executive  Orders,  and  agreements 
whether  or  not  specifically  set  forth 
herein : 

a.  The  act  of  August  21.  1941,  c.  392 
(55  Stat.  656).  as  amended  by  the  act  of 
June  30.  1947.  c.  170  (61  Stat.  211;  39 
U.  S.  C.  138). 

b.  The  general  agreement  between 
U.  S.  Post  Office  Department  and  the 
War  Department  concerning  Army  Postal 
Service,  dated  March  19.  1940. 

c.  All  other  laws,  parts  of  laws,  includ- 
ing applicable  provisions  of  Appropria- 
tions Acts,  Executive  Orders,  pertinent 
United  States  Post  Office  regulations, 
and  Department  of  the  Army — Post  Of- 


fice agreements,  which  vest  In  the  Sec- 
retary of  the  Army  or  the  Department 
of  the  Army,  or  any  officer  of  that  de- 
partment, functions,  powers,  and  duties 
relating  to  mall  clerks  and  postal  serv- 
ices, insofar  as  they  pertain  to  the  De- 
partment of  the  Air  Force  or  the  United 
States  Air  Force,  or  their  property  or 
personnel. 

8.  The  Department  of  i,he  Air  Force 
will  utilize  the  services  of  the  Depart- 
ment of  the  Army,  and  the  Department 
of  the  Army  wlU  utilize  the  services  of 
the  Department  of  the  Air  Force  for 
such  types  of  service  relating  to  mail 
clerks  and  postal  services  as  are  presently 
performed  by  one  for  the  other,  subject 
to  such  adjustments  as  from  time  t'> 
time  are  Jointly  determined  to  be  neces- 
sary or  desirable  by  the  secretaries  of 
the  two  departments. 

3.  It  is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations 
of  the  Department  of  the  Air  Force  and 
the  United  States  Air  Force. 

4.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force  or  their  repre- 
sentatives are  hereby  authorized  to  issue 
such  orders  as  may  be  necessary  to  ef- 
fectuate the  purposes  of  this  order.  In 
this  respect,  the  transfer  of  such  related 
personnel,  property,  records,  installa- 
tions, agencies,  activities,  and  projects 
as  the  Secretaries  of  the  Army  and  the 
Air  Force  shall  from  time  to  time  jointly 
determine  to  be  necessary.  Is  authorized. 

5.  Nothing  contained  In  this  order 
shall  operate  as  a  transfer  of  funds. 

8.  This  order  shall  be  effective  as  of 
12:00  noon.  January  1,  1949. 

James  Forrestal, 
Secretary  of  Defense. 

Janttary  17,  1949. 

[P.    R.    Doc.    49-638:    Filed.    Jan.    27,    1949; 
B:45  a.  m.) 


Department  of  the  Army 

Description  or  Central  and  Field 
Agencies 

army  comptroller  and  director  of 
logistics 

Description  of  Central  and  Field 
Agencies,  which  formerly  appeared  as 
Part  1.  Subtitle  A.  Title  10  CFR.  is 
amended  by  addition  of  a  new  paragraph 
(d)  to  section  1.7.  and  a  sentence  to  sec- 
tion 1.12  (b),  as  follows: 

Sec  1.7  Army  Comptroller.  •  •  • 
(d)  The  Army  Audit  Agency  is  re- 
moved from  the  functional  supervision 
of  the  Assistant  Secretary  of  the  Army 
and  is  placed  under  the  supervision  of 
the  Army  Comptroller.  The  Chief.  Army 
Audit  Agency,  will  be  responsible  through 
the  Army  Comptroller  and  the  Chief  of 
Staff  to  the  Secretary  of  the  Army. 
•  •  •  •  • 

Sec  1.12  Director  of  Logistics.  •  •  • 
(b)  Under  the  direction  •  •  '.In 
matters  oT  health  and  medical  care  of 
the  troops,  and  the  utilization  of  pro- 
fessional medical  personnel,  the  Surgeon 
General  shall  have  access  to  the  Secre- 
tary of  the  Army  and  the  Chief  of  Staff. 

(SEAL]  Edward  P.  Witsell, 

Major  General. 
The  Adjutant  General. 

[P.    R.    Doc.    49-651;    Filed.    Jan.    27,    1949; 
8:49  a.  m.] 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Alaska 

shore  space  restoration  no.  411 

January  4,  1949. 
By  virtue  of  the  authority  contained  in 
the  act  of  June  5.  1920  (41  Stat.  1059.  48 
U.  S.  C.  372),  and  in  accordance  with 


Friday,  January  28,  1949 

43  CFR  4.275  (56)  (Departmental  Order 
No.  2325  of  May  24,  1947.  12  F.  R.  3566  > , 
and  Order  No.  319  of  July  19,  1948  (43 
CFR  50.451.  13  F.  R.  4278).  It  is  ordered 
as  follows: 

Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  the 
80- rod  shore  space  reserve  created  under 
the  act  of  May  14,  1898  (30  Stat.  409).  as 
amended  by  the  act  of  March  3.  1903  (32 
Btat.  1028.  48  U.  S.  C.  371 ) ,  is  hereby  re- 
voked as  to  the  following  described  lands: 

T.  31  S..  R.  69  E..  Copper  River  Meridian. 
Sec.  24:  Lot  3   (soldier's  additional  home- 
stead application  of  Haines  Packing  Co., 
Anchorage  011792). 
T.  31  8.  R.  60  E. 

Sec.  29:  Lots  2  and  3. 

Sec.  30:  LoU  1  and  6  (homestead  applica- 
tion  of    Edward   R.    Hniby,    Anchorage 
012100). 
T    6  8     R    14  W..  Seward  Meridian. 

Bee.  'l5:  Lot  1.  NE>^SW>i,  NW'^SEi; 
(homestead  application  of  Parker  A.  Lyle, 
Anchorage  010673). 

Sec.  29:  Lots   1.  2  and  SEV^NW'A    (home- 
stead  application   of   QUbert  O.   Swain, 
Anchorage  011234). 
T.  4S..  R.  15  W. 

Sec.  11:  Lots  1  and  2  (homestead  applica- 
tion of  Maurltz  R.  Kallman,  Anchorage 
011564). 
A  tract  of  land  on  arm  of  Auke  Bay.  identified 
as  Lot  "E".  U.  S.  Survey  No.  2389,  contain- 
ing  3.64   acres    (homesite    application   of 
Chris  Jorgenson.  Anchorage  012120). 
A  tract  of  land  on  Eagle  River  Highway  along 
the  arm  of  Auke  Bay,  identified  as  Tract 
••B".  U.  S.  Survey  No.  2391,  containing  2.50 
acres  (homesite  application  of  Erlck  Gabri- 
el Larson.  Anchorage  011969). 
A  tract  of  land  on  Gastineau  Channel,  iden- 
tified es  U.  8.  Survey  No.  2619,  containing 
approximately  1  acre  (Soldier's  additional 
homestead   application   of   Harry   L.   Lea, 
Anchorage  09830 ) . 
A  tract  of  land  on  Douglas  Island.  Gastineau 
Channel,    identified    as   U.    S.   Survey   No. 
2562.    containing     approximately     1     acre 
(Homesite  application  of  Jacob  W.  Sorrl. 
Anchorage  09996.) 
A  tract  of  land  approximately  3  miles  in  a 
northerly  direction  from  Three-mile  Creek 
at  Cottonwood,  Cook  Inlet,  descrllied  as: 
"Commencing    at    latitude    eiMl'    North 
and    longitude    151*01'     Vest    at    a    small 
stream    and    water    trough    between    two 
cabins  which  is  Corner  No.  1;  thence  north 
330  feet  to  Corner  No.  2:  thence  West  660 
feet  to  Corner  No.  3;  thence  South  330  feet 
to  Corner  No.  4:   thence  East  660  feet  to 
point  of  beginning."     (Homesite  applica- 
tion    of     Francis     H.     Grant,     Anchorage 
011620). 
A  tract  of  land  on  Kvichak  River.  Identified 
as  U.  8.  Survey  No.  2444,  containing  ap- 
proximately 9  acres   (trade  and  manufac- 
turing site  application  of  Albert  R.  Davey. 
Anchcrage  00281). 
A  tract  of  land  on  Gastineau  Cliannel,  iden- 
tified as  U.  8.  Survey  No.  2502,  containing 
approximately  5  acres  fSoldler's  additional 
^      homestead  application  of  Vera  Paige  Bruce, 
Anchorage  09644). 
A  tract  of  land  on  Jamestown  Bay.  identified 
as  U.  S.  Survey  No.  2569,  containing  ap- 
proximately 0.56  acre    (Homesite  applica- 
tion of  Jesse  R.  Hadden.  Anchorage  09966). 
A  tract  of  land  on  Herring  Bay,  identified  as 
Lot  76,  U.  S.  Survey  No.  2404.  containing 
2.00   acres    (Homesite   application   of   Earl 
Lloyd  Walker.  Anchorage  011963). 

The  areas  described  aggregate  approx- 
imately 300  acres. 

No  application  for  the.se  lands  may  be 
allowed  under  the  Small  Tract  Act  of 
June  1,  1938  (52  Stat.  609;  43  U.  G.  C. 
No.  IS 2 
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682a>,  unless  the  land  has  already  been 
classified  as  valuable  or  suitable  for  such 
type  of  application  or  shall  be  so  clas- 
sified upon  consideration  of  an  applica- 
tion. 

At  10:00  a.  m.  on  March  8,  1949.  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows : 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  March  8.  1949  to  June  6. 1949.  inclu- 
sive, the  public  lands  affected  by  this 
order  shall  be  subject  to  •  1 )  application 
under  the  homestead  or  homesite  laws, 
or  the  Small  Tract  Act  of  June  1.  1938 
(52  Stat.  609.  43  U.  S.  C.  sec.  682a)  as 
amended  by  qualified  veterans  of  World 
War  II.  for  whose  service  recognition  is 
granted  by  the  act  of  September  27,  1944 
(58  Stat.  747.  43  U.  S.  C.  sees.  279-283  >, 
as  amended,  subject  to  the  requirements 
of  applicable  law,  and  (2)  application 
under  any  applicable  public-land  law, 
based  on  prior  existing  valid  settlement 
rights  and  preference  rjghts  conferred 
by  existing  laws  or  equitable  claims  sub- 
ject to  allowance  and  confirmation.  Ap- 
plications by  such  veterans  shall  be  sub- 
ject to  claims  of  the  classes  described  in 
subdivision  (2). 

(b>  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  February  16, 
1949  to  March  7, 1949.  Inclusive,  such  vet- 
erans and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
pre.sented  at  10 :00  a.  m.  on  March  8. 1949 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference  right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  June  7, 
1949  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public  land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference  right  fil- 
ings. Applications  by  the  genera!  public 
may  be  presented  during  the  20-day  pe- 
riod from  May  18.  1949  to  June  6.  1949. 
inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m. 
on  June  7.  1949  shall  be  treated  as  simul- 

'taneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office 
at  Anchorage,  Alaska,  shall  be  acted 
upon  in  accordance  with  the  regulations 
contained  In  §  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324,  May  22,  1914.  43  L.  D.  254).  to 
the  extent  that  such  regulations  are  ap- 
plicable. Applications  under  the  home- 
stead and  homesite  laws  shall  be  gov- 


385 

erned  by  the  regulations  contained  In 
Parts  64,  65  and  66.  of  Title  43  of  the 
Code  of  Federal  Regulations  and  appli- 
cations under  the  SmaP  Tract  Act  of 
June  1,  1938,  shall  be  governed  by  the 
regulations  contained  in  Part  257  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office 
at  Anchorage,  Alaska. 

Lowell  M.  Ptjckett. 
Regional  Administrator. 

[F.    R.    Doc.    49-637;    Piled.    Jan.    27.    1C49; 
8:45  a.  m.j 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  9219] 
WHAS,  Inc. 

ORDER   DESIGNATING  APPLICATION   FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  WHAS,  Inc.,  Louis- 
ville. Kentucky,  Docket  No.  9219,  File  No. 
BMPCT-320;  for  additional  time  in 
which  to  construct  its  proposed  TV  Sta- 
tion WHAS  (File  No.  BMPCT-320). 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  19th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
WHAS.  Inc.  (FUe  No.  BMPCT-320),  for 
additional  time  in  which  to  complete 
construction  of  TV  broadcast  station 
WHAS-TV,  Louisville,  Kentucky;  and 

It  appearing,  that  on  September  19, 
1946,  the  Commission  granted  WHAS, 
Inc.,  a  construction  permit  for  a  TV 
broadcast  station  at  Louisville,  Kentucky 
(Pile  No.  BPCT-157);  and 

It  further  appearing,  that  the  con- 
struction of  the  TV  broadcast  station 
authorized  on  September  19, 1946  has  not 
been  completed,  and  the  Commission  be- 
ing fully  advised  in  the  matter; 

It  is  ordered.  That  pursuant  to  sec- 
tions 309  and  319  of  the  Communications 
Act  of  1934.  as  amended,  the  above-en- 
titled application  (File  No.  BMPCT-320). 
be.  and  it  is  hereby,  designated  for  hear- 
ing on  February  28,  1949  at  the  offices 
of  the  Commission  in  Washington,  D.  C, 
upon  the  following  Issues : 

1.  To  determine  whether  the  WHAS, 
Inc.  has  been  diligent  in  proceeding  with 
the  construction  of  the  television  station 
at  Louisville,  Kentucky,  authorized  by 
the  construction  permit  granted  Septem- 
ber 19.  1946.  File  No.  BPCT-157. 

2.  To  deterniine  whether  It  would  be 
In  the  public  convenience.  Interest  or 
necessity  to  grant  the  application  of 
WHAS,  Inc..  File  No.  BMPCT-320.  for 
additional  time  in  which  to  construct  a 
TV  broadcast  station  at  Louisville,  Ken- 
tucky, authorized  by  the  Commission  on 
September  19.  1946.  File  No.  BPCT-157. 

Feder.^l  Communications 
Commission, 
rsEALl        T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-653:    Filed.    Jan.    27,    1919; 
8:49  a.  m.] 
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(Docket  Nos.  8062.  8116,  9213-9215) 
Criscent  Bay  Broadcasting  Co.  et  al. 

ORDER  designating  APPLICATIONS  FOR  CON- 
SOLIDATED   HEARING   ON   STATED    ISSUES 

In  re  applications  of  Crescent  Bay 
Broadcasting  Company,  Santa  Monica, 
California,  Docket  No.  8062.  Pile  No.  BP- 
6589:  Balboa  Radio  Corporation  (KLIK) , 
San  Diego.  California,  Docket  No.  8116, 
Pile  No.  BP-5622:  Elmer  Glaser,  Ray  A. 
Wilcox,  David  Rorich.  Jr.,  Hyman  Glaser 
and  Max  Glaser.  d/b  as  Oceanside  Broad- 
casting Company.  Oceanside,  California, 
Docket  No.  9213.  Pile  No.  BP-5772;  Cen- 
tinela  Valley  Broadcasting  Company, 
Inglewood.  California,  Docket  No.  9214, 
Pile  No.  BP-6176;  Bethesda  Camp  Meet- 
ing Grounds.  Inc.,  Anaheim,  California, 
Docket  No.  9215,  File  No.  BP-6720;  for 
construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  oCBces  In 
Washington,  D.  C,  on  the  14th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  Crescent  Bay  Broadcasting  Company 
for  authorization  to  construct  a  new 
standard  broadcast  station  at  Santa 
Monica,  California  to  operate  on  1460  kc, 
with  1  kw  power,  daytime  only;  Elmer 
Glaser,  Ray  A.  Wilcox,  David  Rorich. 
Jr.,  Hyman  Glaser,  and  Max  Glaser.  d/b 
as  Oceanside  Broadcasting  Company  for 
authorization  to  construct  a  new  stand- 
ard broadcast  station  at  Oceanside,  Cali- 
fornia to  operate  on  1450  kc,  with  250  w 
power,  unlimited  time;  Centinela  Valley 
Broadcasting  Company  to  construct  a 
new  standard  broadcast  station  at  Ingle- 
wood, California  to  operate  on  1450  kc, 
with  250  w  power  from  local  sunset  to  5 
hours  thereafter;  and  Bethesda  Camp 
Meeting  Grounds,  Inc..  for  authorization 
to  construct  a  new  standard  broadcsist 
station  at  Anaheim,  California  to  oper- 
ate on  1450  kc.  with  100  w,  unlimited 
time;  and 

It  appearing,  that,  on  April  29,  1948. 
the  Commission  designated  the  above- 
entitled  Balboa  Radio  Corporation  appli- 
cation to  construct  a  new  standard 
broadcasting  station  at  San  Diego.  Cali- 
fornia to  operate  on  1450  kc.  with  250  w, 
unlimited  time,  for  hearing  to  deter- 
mine, among  other  things,  questions  of 
coverage  and  Interference,  and  that  the 
hearing  on  the  said  application  Is  pres- 
ently scheduled  to  be  held  In  San  Diego, 
California  on  January  31,  1949; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  aforesaid  appli- 
cations of  Crescent  Bay  Broadcasting 
Company,  Oceanside  Broadcasting  Com- 
pany, Centinela  Valley  Broadcasting 
Company  and  Bethesda  Camp  Meeting 
Grounds.  Inc..  be.  and  they  are  hereby, 
designated  for  hearing  in  a  consolidated 
proceeding  with  the  application  of  Balboa 
Radio  Corporation,  and  that,  following 
the  San  Diego  hearing,  the  aforesaid  ap- 
plications be  heard  In  Oceanside,  Cali- 
fornia on  February  1;  Santa  Monica, 
California  on  February  2;  Anaheim,  Cali- 
fornia on  February  3;  and  Inglewood, 
California  on  February  4,  1949  upon  the 
following  issues: 

1.  To  determine  the  legal,  technical, 
financial    and    other    qualifications    of 
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Crescent  Bay  Broadcasting  Company  and 
Centinela  Valley  Broadcasting  Company, 
their  officers,  directors  and  stockholders; 
Oceanside  Broadcasting  Company  and 
the  partners;  and  Bethesda  Camp  Meet- 
ing Grounds,  Inc.,  its  officers,  trustees 
and  members  to  construct  and  operate 
the  propo.sed  stations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  Santa  Monica,  Oceanside, 
Anaheim  and  Inglewood,  California  sta- 
tions and  the  character  of  other  broad- 
cast service  available  to  those  areas  and 
populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  Santa  Monica,  California 
station  would  involve  objectionable  In- 
terference with  Station  KVOE,  Santa 
Ana,  California  or  any  other  existing 
broadcast  station;  whether  the  Bethesda 
Camp  Meeting  Grounds.  Inc.  proposal  at 
Anaheim,  California  would  involve  ob- 
jectionable interference  with  Station 
KPRO,  Riverside,  California  or  any  other 
existing  broadcast  station  and.  If  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  Oceanside  and  Ingle- 
wood. California  stations  would  involve 
objectionable  Interference  with  any 
existing  station  and,  if  so,  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

6.  To  determine  whether  the  operation 
of  the  proposed  San  Diego,  Oceanside, 
Santa  Monica,  Anaheim  and  Inglewood, 
California  stations  would  involve  objec- 
tionable Interference,  each  with  the 
other,  or  with  the  service  proposed  in 
any  other  pending  application  for  broad- 
cast facilities  and,  if  so,  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  and  the  availablhty  of 
other  broadcast  service  to  such  areas  and 
populations. 

7.  To  determine  whether  the  Installa- 
tion   and    operation    of    the    proposed 


Ooeanslde,  Santa  Monica,  Anaheim  and 
Inglewood,  California  stations  would  be 
In  compliance  with  the  Commission's 
rules  and  Standards  of  Good  Engineer- 
ing Practice  Concerning  Standard 
Broadcast  Stations,  particularly  with  re- 
spect to  the  specified  nighttime  hours  of 
operation  proposed  by  the  Inglewood  ap- 
plicant, possible  overlap  of  the  2  mv/m 
and  25  mv'm  contours  of  the  Santa  Mon- 
ica proposal  and  Station  KVOE.  and  pos- 
sible overlap  of  the  2  mv/m  and  25  mv/m 
contours  in  connection  with  the  Santa 
Monica  and  Anaheim  proposals. 

8.  To  determine  on  a  comparative  basis 
which,  if  any.  of  the  applications  in  this 
consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  Voice  of 
the  Orange  Empire,  Inc.,  Ltd.,  licensee  of 
Station  KVOE,  Santa  Ana,  California 
and  Broadcasting  Corporation  of  Amer- 
ici.  licensee  of  Station  KPRO,  Riverside. 
California  be,  and  they  are  hereby,  made 
parties  to  this  proceeding. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  April  29,  1948  desig- 
nating the  Balboa  Radio  Corporation  for 
hearing  be,  and  It  Is  hereby,  amended  to 
include  Issues  6  and  8  set  forth  herein. 

Federal  Comic unications 
Commission. 
Tskal]         T.  J.  Slowie, 

Secretary. 

|F.   R.    Doc.    49-655:    Piled.    Jan.    27.    1949: 
8:60  a.  m.) 


(Change  List  3] 

Dominican  Rxpublic  Broadcast  Stations 

list  op  chances,  proposed  changes,  and 
corrections  in  assignments 

December  7,  1948. 

Notifications  under  the  provisions  of 
Part  in,  section  2,  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  propo.sed  changes,  and 
corrections  In  assignments  of  Dominican 
Republic  Broadcast  Stations  modifying 
appendix  containing  assignments  of 
Dominican  Republic  Broadcast  Stations 
(Mimeograph  47214-2)  attached  to  the 
recommendations  of  the  North  American 
Regional  Broadcasting  agreement  engi- 
neering meeting.  January  30,  1941. 


Dominican  Republic 


Call  letters 


niL(Xew)... 
UIO 


HIO..„ 
HI9U.- 


HIT 

HI2R  (New). 


Location 


Cludad  Trujillo. 
....do 


do 

Puerto  Plata. 


Cludad  Trujillo. 
San  Cristobal... 


Power 


TM  kllocyclea,  SOOw 

000  kilocycles  (delete— see  assignment 
onMOkc). 

OSO  kilncycleii,  250  w 

1  124«  kilocyrle^,  2.V)  w  (present  assign- 

ment 720,^  kc,  KW  w). 
1400  kilocycles.  300  w  (present  as!>ign- 

nient  SOlO  kc,  100  w). 
1450  kilocycles,  200  w 


Time 
(IpsIk- 
nation 


Class 


III-B 


IV 
IV 

IV 

IV 


Probable 

date  to 

commence 

operation 


Feb.  1949 

Feb.  1049 

Feb.  1049 

Feb.  1949 

Feb.  1»49 


The  frequency  1?46  kc  is  specified  on  official  document  received  via  Inter-American  Radio  Office. 

Federal  Communications  (Docket  Nos.  8197.  8198.  8218,  8219] 

Radio  Broadcasting  Co.  et  al. 
order  continuing  hearing 


Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.    R.   Doc.    49-654:    Piled.    Jan.    27.    1949; 
8:49  a.  m.] 


Friday,  January  28,  1949 

Docket  No.  8197,  Pile  No.  BP-5747; 
McLean  County  Broadcasting  Company. 
Normal.  Illinois.  Docket  No.  8198.  File 
No.  BP-5857:  Northwestern  Indiana 
Radio  Company.  Inc.,  Valparaiso.  In- 
diana. Docket  No.  8218,  Pile  No.  BP-5574: 
Steel  City  Broadcasting  Corporation, 
Gary.  Indiana.  Docket  No.  8219.  PUe 
No.  BP-5888;  for  construction  permits. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tions for  February  28.  1949.  at  Washing- 
ton. D.  C;  and 

It  appearing,  that  on  May  9.  1947.  the 
Commission  published  a  notice  of  pro- 
po.sed  rule- making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  It  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  operation  on 
United  States  I-A  or  I-B  frequencies 
until  a  decision  was  announced  In  the 
said  hearing  (Mimeo  No.  6630) ;  and 

It  further  appearing,  that  the  above- 
entitled  applications  of  Radio  Broadcast- 
ing Corporation,  LaSalle.  Peru,  Llinols, 
and  Steel  City  Broadcasting  Corporation, 
Gary.  Indiana,  requests  the  'use  of 
1080  kc,  1  kw  power,  daytime  only;  and 
that  the  above-entitled  applications  of 
McLean  County  Broadcasting  Com- 
pany. Normal,  Illinois,  and  Northwest- 
ern Indiana  Radio  Company,  Inc.,  Val- 


FEDERAL  REGISTER 

paraiso.  Indiana,  requests  the  use  of 
1080  kc.  250  watts  power,  daytime  only; 
It  is  ordered.  This  14th  day  of  Janu- 
ary 1949.  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  applications  be.  and  It  Is  hereby, 
continued  Indefinitely. 

Federal  Commttnications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary 

[r.    D.    Doc.    49-659:    PUed.    Jan.    27,    1949; 
8:50  a.  m.] 


[Ctiange  List  105] 
.   Mexican  Broadcast  Stations 
list  op  chamges,  proposed  changes,  and 

corrections  in  ASSIGNME14TS 

December  24,  1948. 

Notification  under  the  provisions  of 
Part  in,  section  2  of  the  North  Amercian 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Mexican 
Broadcsist  Stations  modifying  appendix 
containing  assignments  of  Mexican 
Broadcast  Stations  (Mimeograph 
#47214-6)  attached  to  the  recommenda- 
tions of  the  North  American  Regional 
Broadcasting  agreement  engineering 
meeting,  January  30,  1941. 


Mexico 


Call  letters 

Location 

Power 

Time 
desig- 
nation 

Class 

Probable 

date  to 

oommeuce 

operation 

XEWA 

San  Luis  Potosi,  San  Luis 
Potosl. 

MO  kilocycles  (now  in  operation) 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

IP.    B.    Doc.    49-656;    Piled.    Jan.    27.    1949; 
8:50  a.  m.] 


In  re  applications  of  Radio  Broadcast- 
ing Corporation.  La  Salle.  Peru,  Illinois. 


[Docket  No.  8027] 

RocK  Creek  Broadcasting  Corp. 

ORDER  continuing  HEARING 

In  re  application  of  Rock  Creek  Broad- 
casting Corporation,  Washington,  D.  C, 
Docket  No.  8027,  FUe  No.  BP-5482;  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitl€d  applica- 
tion for  February  21,  1949,  at  Wllshing- 
trn,  D.  C. ;  and 

It  appearing,  that  on  May  9,  1947,  the 
Commission  published  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  it  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  op>eration  on 
United  States  I-A  or  I-B  frequencies  un- 
til a  decision  was  announced  in  the  said 
hearing  (Mimeo  No.  6630);  and 

It  further  appearing.  That  the  above- 
entitled  application  requests  the  use  of 
840  kc,  with  10  kw  power,  daytime  only, 
using  directional  antenna; 


It  is  ordered.  This  14th  day  of  January 
1949,  on  the  Commission's  own  motion, 
that  the  said  hearing  upon  the  above- 
entitled  application  be,  and  it  is  hereby, 
continued  Indefinitely. 

FEDER-i^L  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-660;    Piled.    Jan,    27,    1949; 
8:50  a.  m.] 


[Docket  No.  8266] 
Heights  Broadcasting  Co. 

order  CONTINtlING  HEARING 

In  re  application  of  the  Heights 
Broadcasting  Company,  Cleveland.  Ohio. 
Docket  No.  8266.  Pile  No.  BP-5412;  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tion for  February  17.  1949.  at  Washing- 
ton, D.  C. ;  and 

It  appearing,  that  on  May  9.  1947,  the 
Commission  published  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  it  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  operation  on 
United  States  I-A  or  I-B   frequencies 
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until  a  decision  was  announced  In  the^ 
said  hearing  (Mimeo  No.  6630) ;  and 

It  further  appearing,  that  the  above- 
entitled  application  requests  the  use  of 
710  kc,  with  250  watts  power,  daytime 
only; 

It  is  ordered.  This  14th  day  of  Janu- 
ary 1949.  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  application  be,  and  it  is  hereby, 
continued  indefinitely. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


(P.   R.    Doc.    49-661;    Piled,    Jan.    27.    1C49; 
8:50  a.  m.l 


(Docket  No.  83811 
Gila  Broadcasting  Co. 

ORDER  CONTimnNG  HEARING 

In  re  application  of  Gila  Broadcasting 
Company.  Winslow.  Arizona,  Docket  No. 
8381,  File  No.  BP-5406;  for  construction 
permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tion for  February  16.  1949,  at  Washing- 
ton, D.  C;  and 

It  appearing,  that  there  Is  pending 
before  the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing 
filed  on  January  10.  1949; 

It  is  ordered.  This  14th  day  of  January 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be,  and  it  is  hereby,  con- 
tinued indefinitely,  pending  action  on  the 
said  petition  for  reconsideration  and 
grant. 

FEDERAL  Communications 
Commission. 

[seal]         T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-662:    Filed,    Jan.    27,    19^9; 
8:50  a.  m.] 


(Docket  No.  8883) 
Delta  Broadcasting  Co.  (WDBC) 

order  CONTINXTING  HEARING 

In  re  application  of  Delta  Broadcast- 
ing Company  (WDBC),  E.scanaba,  Mich- 
igan. Docket  No.  8883,  File  No.  BP-6219; 
for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tion for  February  14,  1949,  at  Washing- 
ton, D.  C. ;  and 

It  appearing,  that  there  is  pending 
before  the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing 
filed  on  August  12.  1948: 

It  is  ordered.  This  14th  day  of  January 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be,  and  it  is  hereby,  continued 
indefinitely,  pending  action  on  the  said 
petition  for  reconsideration  and  grant. 

Federal  Communications 
Commission', 
[seal]        T..J.  Slowie, 

Secretary. 

[F.    B.    Doc.    49-663;    Filed,    Jan.    27.    1949; 
8:51  a.  m.] 
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I  Docket  No_8374I 
KXRO.  Inc.    (KXRO) 

ORDER  CONTINUING  HEARING 

In  re  application  of  KXRO.  Incorpo- 
rated <KXRO),  Aberdeen,  Washington, 
Docket  No.  8374.  Pile  No.  BP-5568;  for 
con.structlon  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  application 
for  February  3.  1949,  at  Hoquiam,  Wash- 
ing; and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hear- 
ing filed  on  December  7.  1948; 

It  is  ordered.  This  14th  day  of  January 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be,  and  it  Is  hereby,  continued 
Indefinitely,  pending  action  on  the  said 
Ijetition  for  reconsideration  and  grant 
without  hearing. 

Federal  Communications 
Commission, 
[ssal]         T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49-864;    Piled,    Jan.    27,    1949; 
8:51  a.  m.] 


NOTICES 

It  appearing,  that  on  May  9,  1947,  the 
Commission  published  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket '8333 )  and 
stated  therein  that  It  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  operation  on 
United  States  I-A  or  I-B  frequencies 
until  a  decision  was  announced  in  the 
said  hearing  (Mimeo  No.  6630) ;  and 

It  further  appearing,  that  the  above- 
entitled  application  requests  the  use  of 
720  kc,  250  watts  power,  daytime  only; 

It  is  ordered.  This  14th  day  of  Janu- 
ary 1949,  on  the  Commission's  own 
motion,  that  the  hearing  upon  the 
above-entitled  application  be,  and  It  is 
hereby,  continued  indefinitely. 

Federal  Communications 
Commission. 
rsEAL]        T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-665;    Piled.    Jan.    27,    1949; 
8:51  a.  m.i 


(Docket  No.  8025] 
Seminole  Broadcasting  Co. 

ORDER  continuing  HEARING 

In  re  application  of  Louis  Leurig  and 
P.  P.  McNaughton,  d/b  as  Seminole 
Broadcasting  Company,  Wewoka,  Okla- 
homa. Docket  No.  8025,  File  No.  BP-5270; 
for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  apphca- 
tion  for  February  10,  1949,  at  Washing- 
ton, D.  C. ;  and 


[Change   List  47) 
Cuban  Broadcast  Stations 

LIST   or   CHANGfeS.   PROPOSED   CHANCES,    AND 
corrections    IN    ASSIGNMENTS 

December  20.  1948. 

Notification  under  the  provisions  of 
Part  III.  section  2,  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Cuban 
Broadcast  Stations  modifying  appendix 
containing  assignments  of  Cuban  Broad- 
cast Stations  (Mimeograph  47983)  at- 
tached to  the  recommendations  of  the 
North  American  Regional  Broadcasting 
agreement  engineering  meeting,  January 
31.  194L 


ClBA 

Call  lelt«TS 

Location 

Power 

Time 
desig- 
nation 

Ciaas 

Probable 

date  to 

commonce 

o|)«ration 

CMHT 

SiiHcti  Spiritus,  I.as  Villas  . 

MO  kilocycle.1, 1000w-U;2.'iOw-N 

U 

II 

May  15, 1M9 

Note— The  chanite  w  that  station  rMHT,  Sancti  Spiritus,  Ias  Villain,  which  up  to  now  has  been  ojieraling  on 
680  kilocycles  with  230  watts,  will  operate  on  the  same  frequency  lisinK  lOtK)  watts  day  and  250  watts  night. 


[SEALl 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


IF.    B.    Doc.    49-658;    Piled.    Jan.    27.    1919; 
8:50  a.  m.] 


'  (Docket  No.  82321 

SiTBURBAN  Broadcasting  Corp. 
order  continuing  hearing 

In  re  application  of  Suburban  Broad- 
casting Corporation,  Upper  Darby,  Penn- 
sylvania. Docket  No.  8232.  File  No. 
BP-5134;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tion for  February  2. 1949.  at  Washington, 
D.  C. ;  and 

It  appearing:,  that  on  May  9,  1947,  the 
Commission  published  a  notice  of  pro- 


posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  it  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  operation  on 
United  States  I-A  or  I-B  frequencies 
until  a  decision  was  announced  in  the 
said  hearing  (Mimeo  No.  C630)  ;  and 

It  further  appearing,  that  the  above- 
entitled  application  requests  the  use  of 
1170  kc,  with  1  kw  power,  daytime  only; 

It  is  ordered.  This  14th  day  of  Janu- 
ary 1949,  on  the  Commission's  own  mo- 
tion, that  the  said  hearing  upon  the 
above-entitled  application  be,  and  It  Is 
hereby,  continued  indefinitely. 

Federal  Communications 
combussion, 
[seal!        T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-666;    Filed,    Jan.    27,    1940t 
8:61  a.  m.) 


(Docket  No8.  9054-9057] 

Crosley  Broadcasting  Corp.  et  al. 

order  continuing  hearing 

In  re  applications  of  Crosley  Broad- 
casting Corporation.  New  York.  New 
York.  Docket  No.  9054.  File  No.  BPH- 
1290;  Atlantic  Broadcasting  Company. 
Inc..  New  York.  New  York,  Docket  No. 
9055.  File  No.  BPH-1295;  Debs  Memorial 
Radio  Fund,  Inc.,  New  York,  New  York, 
Docket/ No.  9056.  File  No.  BPH-1375:  Eb- 
bets  McKeever  Exhibition  Company.  Inc., 
New  York,  New  York.  Docket  No.  9057, 
File  No.  BPH-1411;  for  FM  construction 
permits. 

The  Commission  having  scheduled  a 
further  hearing  on  the  above-entitled 
applications  for  January  25,  1949,  at 
Washington,  D.  C; 

It  is  ordered.  This  14th  day  of  January 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be.  and  it  is  hereby,  con- 
tinued to  10:00  a.  m..  Tuesday,  March  1, 
1949.  at  Washington,  D.  C. 

Federal  Communications 
Commission. 
IsealT        T.  J.  Slowie. 

Secretary. 

[P.    R.    Doc.    49-667;    Piled.    Jan.    27.    1949: 
8:51  a.  m.] 


(Docket  No.  9023] 
Vulcan  Broadcasting  Co. 

ORDER  continuing  HEARING 

In  re  application  of  George  A.  Mattl- 
son.  Jr..  Walter  Ervin  James,  a  partner- 
ship, d/b  as  Vulcan  Broadcasting  Com- 
pany. Birmingham.  Alabama,  Etocket  No. 
9023.  File  No.  BP-5816;  for  construction 
permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  January  12. 
1949.  by  Vulcan  Broadcasting  Company, 
Birmingham.  Alabama,  requesting  a  con- 
tinuance In  the  hearing  presently 
scheduled  for  January  24.  1949.  at  Bir- 
mingham, Alabama,  on  its  above-entitled 
application  for  construction  permit; 

It  is  ordered.  This  17th  day  of  January 
1949.  that  the  petition  be,  and  it  is  hereby, 
granted;  and  that  the  hearing  upon  the 
above-entitled  application  be,  and  it  is 
hereby,  continued  to  10:00  a.  m.,  Thurs- 
day, March  3,  1949,  at  Birmingham, 
Alabama. 

FEr>ER.\L  Communications 
Commission, 

[seal]         T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.   49-668:    Piled,    Jan.    27,    1949; 
8:51  a.  m.) 


(Docket  No.  77641 
Sioux  Falls  Broadcasting  Assn.  (KSOO) 

order  continuing  HEARING 

In  re  application  of  Sioux  Falls  Broad- 
casting Association  (KSOO) ,  Sioux  Palls, 
South  Dakota.  Docket  No.  7764.  Pile  No. 
BP-4645;  for  construction  permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  January  12,  1949, 
by  Sioux  Falls  Broadcasting  Association, 
Inc.  (KSOO) ,  Sioux  Falls.  South  Dakota, 


Friday,  January  28,  1949 

requesting  a  continuance  In  the  oral  ar- 
gument presently  scheduled  for  February 
4. 1949,  in  the  proceeding  upon  the  above- 
entitled  application  for  construction  per- 
mit; 

It  is  ordered.  This  17th  day  of  January 
1949,  that  the  petition  be,  and  it  is  here- 
by, granted;  and  that  the  oral  argument 
in  the  proceeding  upon  the  above-en- 
titled application  be,  and  it  Is  hereby, 
continued  to  a  date  subsequently  to  be 
specified. 

Federal  Communications 
Commission, 

[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-669;    Piled,    Jan.    27,    1949; 
8:51  a.  m.) 


FEDERAL  REGISTER 

(Change  List  104] 
Mexican  Broadcast  Stations 

UST  of   CHANGES,   PROPOSED    CHANGES,   AND 

corrections  in  assignments 

December  7,  1948. 

Notification  under  the  provisions  of 
part  m,  section  2  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
cofrections  in  assignments  of  Mexican 
Broadcast  Stations  modifying  appendix 
containing  assignments  of  Mexican 
Broadcast  Stations  (Mimeograph 
#47214-6)  attached  to  the  recommenda- 
tions of  the  North  American  Regional 
Broadcasting  agreement  engineering 
meeting,  January  30, 1941. 


Mexico 

Caf  letters 

Location 

Power 

Time 
de8%- 

nation 

Class 

Probable 

dst»  to 

commence 

operation 

XErw 

Tampico,  Tamauhpaa 

810  kilocycles.  SOkw-DA-N 

(This    station    will    operate 

f 

immediately     with     50kw 
(lay     with    nondirectionai 
antenna    and    with    30kw 
night     using    the    latest  ' 
I>roiio»ed  two  element   di- 
rectional     antenna.    This 
plan,   of  provisional  char- 
acter, has  for  its  object  to 
protect  at  night  the  service 
contours  of  class  I-B  broad- 
cast   stations    WGY    and 
KOO.) 

•  Pattern  receive<I  by  FCC  4/»/48. 


[SZAL] 


Federal  Communications 

Commission. 
T.  J.  Slowie. 

Secretary. 


(P.    B.    Doc.    49-657;    Piled.    Jan.    27.    1949; 
8:50  a.  m.] 


Courier -Journal  and  Louisville  Times 
Co.  it  al. 

ORDER  DESICNATInC  APPLICATIONS  FOR  CON- 
SOLIDATED HEARING  ON  STATED  ISSUES 

In  re  applications  of  Courier-Journal 
and  Louisville  Times  Company,  (trans- 
feror). Crosley  Broadcasting  Corpora- 
tion, (transferee).  Pile  No.  BTC-690. 
Docket  No.  9216;  the  Fort  Industry  Com- 
pany, (transferee).  Pile  No.  BTC-690. 
Supplement,  Docket  No.  9217;  Hope  Pro- 
ductions, Inc.,  (transferee).  Pile  No. 
BTC-690.  Supplement.  Docket  No.  9218; 
for  consent  to  the  transfer  of  control  of 
WHAS,  Inc.,  Louisville,  Kentucky. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington.  D.  C,  on  the  19th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above  entitled  applications 
for  consent  to  the  transfer  of  control  of 
WHAS,  Inc.,  Louisville,  Kentucky,  and 
being  unable  to  determine  upon  consid- 
eration of  the  applications  on  their  mer- 
its that  Crosley  Broadcasting  Corpora- 
tion is  best  qualified  and  that  a  transfer 
to  that  applicant  would  otherwise  be  In 
the  public  Interest; 

It  is  ordered,  That,  pursuant  to  section 
310  (b)  of  the  Communications  Act  and 
I  1.321  of  the  Commissions  rules  and 
regulations,  the  above  applications  for 
transfer  of  control  of  WHAS,  Inc.,  be. 


and  they  are  hereby,  designated  for 
hearing  in  a  consolidated  proceeding,  at 
the  offices  of  the  Commission  on  Febru- 
ary 28,  1949,  upon  the  following  issues: 

1.  To  determine  whether  the  proposed 
transferees  are  legally,  technically,  finan- 
cially and  otherwise  qualified  to  own  and 
control  WHAS,  Inc..  and  to  operate  the 
stations  of  which  WHAS.  Inc.  is  the  li- 
censee and  to  construct  WHAS-TV  for 
which  WHAS,  Inc.  holds  a  construction 
permit. 

2.  To  determine  the  extent  and  nature 
of  signal  overlap  between  standard 
broadcast  station  WHAS  in  Louisville, 
Kentucky,  and  any  standard  broadcast 
station  owned,  controlled  or  operated  by 
any  of  the  proposed  transferees  and 
whether  such  overlap,  if  any,  would  con- 
travene the  provisions  of  §  3.35  of  the 
Commission's  rules  and  regulations. 

3.  To  determine  whether  a  grant  of  the 
application  of  the  Port  Industry  Com- 
pany would  result  in  a  conflict  with 
§§  3.35  and  3.240  of  the  Commission's 
rules  and  regulations  insofar  as  those 
rules  impose  a  limit  on  the  number  of 
stations  which  one  entity  may  own,  con- 
trol, or  operate. 

4.  To  determine  the  full  contract  ar- 
rangements between  the  transferor  and 
Crosley  Broadca.«;ting  Corporation,  in- 
cluding the  price  and  the  manner  of  pay- 
ment and  the  properties  to  be  received 
therefor. 

5.  To  secure  full  information  as  to  the 
plans  of  each  of  the  proposed  transferees 
for  staffing  and  programming  the  sta- 
tions of  which  WHAS,  Inc.  is  licensee  or 
permittee,  and  all  other  |:Hans  or  arrange- 
ments for  operating  said  stations. 

6.  To  determine  on  a  comparative  basis 
which.  If  any,  of  the  applications  In  this 
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consolidated     proceeding     shotild      be 
granted. 

Federal  Communications 
Commission, 
[seal!        T.  J.  Slowie, 

Secretary. 

[P.   R.    Doc.    49-670;    Piled,    Jan.    27,    1949; 
8:51  a.  m.] 


(Pile  No.  BP-63781 

Griner-Dillon  Broadcasting  Co. 

order  amending  issues 

In  re  application  of  Griner-Dillon 
Broadcasting  Company,  Bay  City,  Michi- 
gan, Pile  No.  BP-6378.  Docket  No.  8610; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  In 
Washington,  D.  C,  on  the  22d  day  of 
December  1949; 

The  Commission  having  under  consid- 
eration a  petition  filed  August  9,  1948 
by  Griner-Dillon  Broadcasting  Company 
pursuant  to  §  1.386  of  the  Communica- 
tion's rules  requesting  reconsideration 
and  immediate  grant  of  its  above-en- 
titled application  for  a  permit  to  con- 
struct a  new  standard  broadcast  station 
to  operate  on  the  frequency  1350  kilo- 
cycles, with  500  watts  power,  daytime 
only  at  Bay  C?ity,  Michigan;  and 

It  appearing,  that  the  Commission  on 
June  2,  1948,  designated  for  bearing  the 
above-entitled  application  to  determine, 
among  other  things,  the  legal,  technical, 
financial  and  other  qualifications  of  the 
applicant  corporation,  its  officers,  direc- 
tors, and  stockholders  to  construct  and 
operate  the  proposed  station,  and  the 
extent  of  objectionable  interference,  if 
any.  to  Station  WBBC.  Flint.  Michigan; 
and 

It  further  appearing,  that  from  the 
information  in  the  aforesaid  petition  and 
the  above-entitled  application  the  Com- 
mission finds  that  the  applicant  corpo-  . 
ration  and  its  officers,  directors,  and 
stockholders,  are  legally,  technically, 
financially  and  otherwise  qualified  to 
construct  and  operate  the  proposed  sta- 
tion; and 

It  further  appearing,  that  Booth  Radio 
Stations  Incorporated,  licensee  of  Station 
WBBC,  has  been  made  a  party  to  the 
hearing  on  the  above-entitled  applica- 
tion, has  entered  an  appearance  in  the 
proceeding,  and  has  filed  an  opposition 
to  a  grant  of  the  aforesaid  petition, 
accompanying  the  same  with  an  engi- 
neering statement  showing  interference 
within  Its  normally  protected  contours 
from  the  proposed  application: 

It  is  ordered.  That  the  aforesaid  peti- 
tion be,  and  it  is  hereby,  granted,  to  the 
extent  only  that  the  Commission's  order 
of  June  2,  1948,  be  and  it  is  hereby, 
amended  so  as  to  delete  issues  numbered 
1  and  3,  to  renumber  issue  2  as  issue  1, 
and  to  renumber  issues  4,  5,  and  6,  as 
Issues  2,  3,  and  4,  and  in  all  other  aspects, 
the  aforesaid  petition  be  and  it  is  hereby, 
denied. 

Federal   Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49-671:    Filed,    Jan.    27.    1949; 
8:52  a.  m.J 
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FEDERAL  POWER  COMMISSION 

(Docket  No.  0-1147) 

Panhandle  Eastctn  Pipk  Line  Co.  and 
HuGOTON  Production  Co. 

ORDER  SUPPLEMENTING  ORDERS  OF  OCTOBER 
26,  1948  AND  NOVEMBER  10,  1948,  BY 
ADDING  REPRESENTATIVE  STOCKHOLDERS  OF 
PANHANDLE  EASTERN  PIPE  LINE  COMPANY 
AS  PARTIES  RESPONDENT,  AND  INVITING 
PARTICIPATION  BY  ANY  OTHER  STOCK- 
HOLDERS or  SUCH  COMPANY 

January  18.  1949. 
The  holders  of  the  common  stock  of 
Panhandle  Eastern  Pipe  Line  Company 
(Panhandle)   of  record  on  October  29. 
1948.  claim  an  interest  in  the  810,000 
Shares  of  the  capital  stock  of  Hugoton 
Production  Company  (Hugoton)  referred 
to  in  paragraph  (n)  of  the  order  in  this 
proceeding    dated    November    10.    1948. 
Certain  of  said  stockholders  have  inter- 
vened in  a  companion  court  case  to  the 
Instant  proceeding,  wherein  the  Conunis- 
sion  seeks  an  injunction,  inter  alia,  to  re- 
strain Panhandle  from  delivering  to  the 
holders  of  the  common  st(}ck  of  Pan- 
handle,   certificates    for    such    810.000 
shares  of  Hugoton  stock,  pending  the  de- 
termination of  the.questions  presented  in 
this  proceeding.   The  common  stockhold- 
ers of  Panhandle  are  so  numerous  as  to 
make  it  impracticable  to  add  all  of  them 
Individually  as  parties  to  this  proceeding. 
The  following  persons  are  amongst  such 
stockholders  of  Panhandle;  and.  on  Jan- 
uary 31.  1948.  were  the  largest  of  such 
stockholders,  and  the  only  ones  thereof 
holding  one  per  cent  or  more  of  the  com- 
pany's voting  securities:  and  are  fairly 
representative  of  all  of  such  stockholders: 
Missouri-Kansas    Pipe    Line    Company, 
Stephen  Carlton  Clark.  Anderson  &  Com- 
pany, Brown  Brothers  Harriman  &  Com- 
pany,   Insurance    Company    of    North 
America,     Investors     Trust     Company. 
Frederick  Ambrose  Clark,  Carothers  & 
Clark  and  Prank  J.  Lewis. 

The  Commission  finds:  It  is  appropri- 
ate in  order  to  carry  out  the  provisions  of 
the  Natural  Gas  Act,  and  in  order  to  as- 
sure  that  the  holders  of  Panhandle's 
common  stock  will  be  enabled  through 
class  representation  to  present  their  in- 
terests, if  any,  in  this  proceeding,  that 
the  orders  dated  October  26.  1948,  and 
November  10.  1948,  in  this  proceeding  be 
supplemented  as  hereinafter  provided. 
The  Commission  orders: 
(A»   The  order  instituting  investiga- 
tion, dated  October  26.  1948,  be  and  the 
same  is  hereby  supplemented  by  adding 
the  following  persons  as  parties  rcspond- 
.    ent  thereto,  on  their  own  behalf  and  as 
representative  of  all  the  holders  of  the 
common  stock  of  Panhandle  of  record  on 
October  29.  1948:  Missouri-Kansas  Pipe 
Line  Company.  Stephen  Carlton  Clark. 
Anderson  &  Company.  Brown  Brothers, 
Harriman  &  Company,  Insurance  Com- 
pany of  North  America,  Investors  Trust 
Company.     Frederick     Ambrose     Clark, 
Carothers  &  Clark  and  Frank  J.. Lewis. 
(B>  At  the  public  hearing  provided  for 
In  the  order  or  November  10.  1948.  and 
now  set  to  commence  on  February  7. 1949. 
In  the  Hearing  Room  of  the  Federal  Pow- 
er Commission,  1800  Pennsylvania  Ave- 
nue. N.  W.,  WAsliington.  D.  C.  said  per- 


NOTICES 

sons  named  In  paragrfiph  (A)  hereof 
show  cause,  under  oath,  if  any  there  be, 
why  the  Commission  should  not  by  order, 
find,  determine  and  direct  as  follows: 

That  Panhandle  and  Hugoton  cancel 
the  contract,  or  purported  contract,  re- 
ferred to  in  paragraph  (n)  of  said  order 
of  November  10. 1948.  and  that  the  afore- 
mentioned 810,000  shares  of  capital 
stock  of  Hugoton  be  returned  to  Hugo- 
ton,  and  that  Hugoton  return  to  Pan- 
handle, the  leases  on  the  96.164.21  acres 
of  land  referred  to  in  paragraph  (b)  of 
the  order  of  November  10.  1948,  together 
with  the  $675,000  in  cash  received  by 
Hugoton  from  Panhandle. 

(C)  Any  other  stockholder  or  stock- 
holders of  Panhandle  who  so  desire  may 
become  parties  to  this  proceeding  with 
full  rights  to  participate  In  the  hearing 
in  this  matter,  now  set  to  commence  on 
February  7,  1949.  by  filing  with  the  Com- 
mission, at  any  time  before  the  hearing, 
notice  of  their  desire  so  to  do. 

(D)  Copies  of  the  Commission's  afore- 
said orders  of  October  26  and  November 
10.  1948.  and  of  Its  order  of  January  13. 
1949.  postponing  the  aforementioned 
hearing,  theretofore  set  for  January  24, 
1949,  to  February  7.  1949.  shall  be  served 
on  each  of  the  stockholders  named  in 
paragraph  (A)  hereof  together  with  a 
copy  of  this  order;  and  that  this  order 
be  published  In  the  Federal  Register. 

Date  of  issuance:  January  18,  1949. 

By  the  Commission. 

[seal]  L«on  M.  Puquay. 

Secretary. 

|F.    R.    Doc.    49-641;    Plied,    Jan.    27,    1949; 
8:  45  a.  m.] 


(Docket  Nos.  G-1C89.  0-859.  0-1120.  0-1124— 
G-1127.  (3-1130,  0-1136— 0-1138.  0-1149| 

Texas  Eastern  Transmission  Corp.  et  al. 

ORDER     omitting     INTERBTCDIATE     DECISION 

procedure  and  fixing  date  fop.  filing 

BRIEFS  and  for  ORAL  ARGUMENT 

In  the  matters  of  Texas  Eastern 
Transmission  Corporation,  Docket  No. 
Ci-1089;  Texas  Gas  Transmission  Cor- 
poration. Docket  No.  G-859;  Phila- 
delphia Gas  Works  Company.  Docket 
No.  G-1120;  Consumers  Gas  Company, 
Docket  No.  G-1124;  Allentown-Bethle- 
hem  Gas  Company.  Docket  No.  G-1125; 
Harrisburg  Gas  Company,  Docket  No. 
G-1126;  Village  of  Norris  City,  Illinois, 
Docket  No.  G-1127;  Kentucky  Utilities 
Company,  Docket  No.  G-1130;  Corpora- 
tion of  Dyersburg.  Tennessee.  Docket 
No.  G-1136:  Madison  Utilities  Corpora- 
tion, Docket  No.  G-1137;  Lawrenceburg 
Gas  Company,  Docket  No.  G-1138;  Na- 
tional Gas  &  Oil  Corporation.  Docket 
No.  G-1149. 

A  motion  was  filed  on  January  10, 
1949,  by  Texas  Gas  Transmission  Cor- 
poration in  Docket  No.  G-859  and  the 
dockets  consolidated  therewith,  request- 
ing, among  other  tilings,  the  omission  of 
the  intermediate  decision  procedure  on 
the  ground  that  its  gas  supply  and  gas 
purchase  contracts  will  expire  by  March 
31,  1949,  and  the  said  movant  is  unable 
to  state  that  such  contracts  can  be  ex- 
tended and  that  there  is  danger  of  loss 


of  the  gas  supply  presently  undey  con- 
tract and  available,  and  further,  request- 
ing opportunity  for  oral  argument  be- 
fore the  Commission  in  lieu  of  the  filing 
of  briefs,  with  opportunity,  however,  to 
any  party  to  file  briefs  five  days  in 
advance  of  oral  argument. 

A  motion  was  filed  on  January  10. 1949, 
by  Texas  Eastern  Transmission  Corpo- 
ration in  Docket  No.  G-1089  and  the 
dockets  consolidated  therewith,  request- 
ing, among  other  things,  the  omission  of 
the  Intermediate  decision  procedure  on 
the  ground  that  the  facilities  proposed 
by  it  are  Interrelated  to  those  proposed 
by  Texas  Gas  Transmission  corporation 
in  Docket  No.  G-859  and  that  the  supply 
to  and  sale  of  gas  from  the  facilities  pro- 
posed by  both  movants  are  vital  to  the 
project,  and  further,  requesting  oppor- 
tunity for  oral  argument  before  the  Com- 
mission In  lieu  of  the  filing  of  briefs,  with 
opportunity,  however,  to  any  party  to  file 
briefs  five  days  in  advance  of  oral  argu- 
ment. 

An  answer  In  opposition  to  the  afore- 
said motions  for  omission  of  the  inter- 
mediate decision  procedure  in  the  pro- 
ceedings in  Docket  Nos.  G-1089  and  G- 
859  was  filed  herein  on  January  18.  1949. 
by  National  Coal  Association.  United 
Mine  Workers  of  America.  Fuels  Research 
Council.  Inc..  Anthracite  Institute.  Rail- 
way Labor  Executives  Association.  Chesa- 
peake &  Ohio  Railway  Company  setting 
forth  that  the  reasons  recited  by  the 
movants  were  vague  and  indefinite  and 
that  certain  expiration  dates  in  gas  pur- 
chase, gas  sales  and  financial  contracts, 
previously  extended  for  certain  periods, 
should  be  further  extended.  These  desig- 
nated answering  Interveners  request  that 
the  Intermediate  decision  procedure  be 
followed  and  that  opportunity  be  offered 
for  the  filing  of  briefs,  with  proposed 
findings  and  conclusions  and  supporting 
reasons  therefor. 

Answer  to  the  aforesaid  motions  in 
these  dockets  was  also  filed  by  National 
Gas  ti  Oil  Corporation  which  requested 
that  the  Commission  require  the  filing 
of  briefs  by  those  parties  and  Interveners 
In  these  proceedings  who  oppose  the  po- 
sitions presented  by  the  7  (a)  applicants, 
with  provisions  for  reply,  prior  to  time 
of  argument  if  the  Intermediate  decision 
procedure  be  omitted. 
The  Commission  finds : 

(1)  The  evidence  of  record  in  this 
consolidated  proceeding  shows  that  con- 
struction of  the  facilities  proposed  by 
applicants,  If  authorized  by  the  Commis- 
sion, must  be  commenced  early  in  1949, 
in  order  to  be  completed  for  the  winter 
of  1949-50. 

(2)  Substantial  quantities  of  steel 
pipe  of  the  size  and  character  required 
for  the  construction  of  the  proposed  fa- 
cilities as  well  as  compressors  and  other 
equipment  will  be  available  early  In  1949 
to  permit  substantial  construction  and 
permit  delivery  of  gas  by  November  1, 
1949.  if  constructfon  is  authorized. 

(3)  The  hearings  upon  the  applica- 
tions filed  by  Texas  Gas  and  Texas  East- 
ern and  the  Issues  raised  In  other  dockets 
which  were  consolidated  with  such  ap- 
plications for  hearing  commenced  on 
September  27,  1948,  and  with  a  recess 
from  December  15.  1948  to  January  3, 
1949,  were  concluded  on  January  14, 1949. 


Friday.  January  28,  1949 

Every  opportunity  was  given  all  parties 
to  present  evidence  and  cross  examine 
witnesses. 

(4)  The  record  shows  that  unless  final 
action  Is  taken  by  the  Commission  prior 
to  March  31,  1949.  the' gas  purchase  con- 
tracts, gas  sales  contracts  and  the  finan- 
cial arrangements  of  both  applicants  will 
expire,  and  unless  the  intermediate  deci- 
sion procedure  is  omitted,  it  appears  that 
a  decision  by  the  Commission  cannot  be 
rendered  before  March  31.  1949. 

(5)  Due  and  timely  execution  of  Its 
functions  imperatively  and  unavoidably 
requires  that  the  Commission  omit  the 
intermediate  decision  procedure  and 
render  final  decision  in  the  proceedings. 

The  Commission  orders: 

(A)  The  intermediate  decision  pro- 
cedure In  the  proceedings  in  Docket 
Nos.  G-859  and  G-1089  and  the  dockets 
consolidated  therewith  be  and  the  same 
is  hereby  omitted  in  accordance  with  the 
provisions  of  §  1.30  (c)  of  the  Commis- 
sion's rules  of  practice  and  procedure. 

(B)  Briefs  shall  be  filed  by  those 
parties  who  are  to  participate  in  the 
argument  on  or  before  February  14.  1949, 
and  oral  argument  be  had  before  the 
Commission  commencing  on  February 
24,  1949,  at  10:00  a.  m.  (e.  s.  t.)  in  the 
Hearing  Room  of  the  Federal  Power 
Commission,  1800  Pennsylvania  Avenue, 
N.  W.,  Washington.  D.  C. 

Date  of  Issuance.  January  19.  1949. 

By  the  Commission. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


(P.    R.    Doc.    49-64!^  Piled.    Jan.    27.    1949; 
6:46  a.  m.] 


(Docket  No.  0-1065] 

East  Tennessee  Natural  Gas  Co. 

notice  of  amended  application 

January  24.  1949. 

Notice  Is  hereby  given  that  on  January 
14.  1949.  an  amended  application  was 
filed  with  the  Federal  Power  Commission 
by  East  Tennessee  Natural  Gas  Company 
(Applicant*,  a  Tennessee  corporation 
with  Its  principal  office  at  Chattanooga. 
Tennessee,  for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  Sec- 
tion 7  of  the  Natural  Gas  Act.  as  amend- 
ed, authorizing  the  construction  and  op- 
eration of  additional  facilities  consisting 
of  approximately  170  miles  of  22-lnch 
pip>eline  commencing  at  a  point  of  Inter- 
connection with  the  existing  pipeline  of 
Tennessee  Gas  Transmission  Company, 
between  that  Company's  compressor 
stations  Nos.  10  and  11.  and  extending 
generally  eastwardly  to  Oak  Ridge.  Ten- 
nessee, to  deliver  60.000  Mcf  of  natural 
gas  per  day  to  the  Atomic  Energy  Com- 
mission at  Oak  Ridge. 

The  original  application  at  Docket 
No.  G-1065  was  filed  on  June  30.  1948. 
and  notice  thereof  published  In  the  Fed- 
eral Register  on  July  9.  1948  (13  F.  R. 
3821-3822).  In  the  original  application 
Applicant  sought  a  certificate  for  con- 
struction and  operation  of  not  only  the 
22-lnch  line  to  serve  60.000  Mcf  per  day 
to  the  Atomic  Energy  Commission  at  Oak 
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Ridge.  Tennessee,  but  also  pipeline  fa- 
cilities for  extending  its  system  and 
serving  natural  gas  eastwardly  from  Oak 
Ridge  to  the  Kingsport.  Bristol  and 
Johnson  City  areas  in  northeastern  Ten- 
nessee. The  Applicant  alleges  that  it  now 
appears  that  it  will  be  able  to  obtain 
sufficient  steel  for  a  22-inch  steel  pipe- 
line to  Oak  Ridge  in  time  for  use  during 
the  approaching  1949  construction  sea- 
son. At  a  later  date,  and  as  soon  as 
critical  materials  are  available,  it  pro- 
poses to  present  to  the  Commission  a 
further  plan  and  request  authorization 
for  facilities  to  serve  the  aforesaid  mar- 
kets and  areas  extending  eastwardly 
from  Oak  Ridge  to  Bristol.  Tennessee. 

The  cost  of  the  proposed  facilities 
covered  by  the  amended  application  Is 
estimated  by  Applicant  at  $9,976,000, 
which  is  proposed  to  be  financed  through 
the  sale  of  securities  and  through  bank 
loans.  'Applicant  estimates  its  gross  an- 
nual revenues  will  approximate  $4,329,- 
900.  Its  operating  costs  and  fixed  charges. 
Including  depreciation  but  exclusive  of 
Interest  In  other  nonoperatlng  expenses, 
will  approximate  $4,082,200.  and  that  its 
resulting  gross  income  will  be  about 
$247,700.  on  the  basis  of  average  daily 
deliveries  of  55.000  Mcf  per  day. 

Applicant  asserts  that  there  is  an  Im- 
pelling necessity  for  the  natural  gas 
service  proposed  to  be  rendered  the 
Atomic  Energy  Commission  at  Oak 
Ridge.  T^nessee.  In  this  connection 
Applicant  states  that  It  has  entered  Into 
a  definitive  contract  to  supply  natural 
gas  to  the  Atomic  Energy  Commission 
for  use  in  the  Oak  Ridge  area,  which 
contract  provides  for  a  maximum  volume 
of  60.000  Mcf  per  day.  and  in  said  con- 
tract It  Is  certified  by  the  Atomic  Energy 
Commission  that  the  obtaining  of  such 
natural  gas  service  Is  necessary  In  the 
interest  of  common  defense  and  security. 
The,  Applicant  further  states  that  said 
contract  was  negotiated  on  the  basic 
assumption  that  it  would  construct  and 
operate  additional  facilities  to  provide 
natural  gas  service  to  the  markets  and 
areas  extending  eastwardly  from  Oak 
Ridge  to  Bristol.  Tennessee.  Since  the 
filing  of  the  original  application  In 
Docket  No.  Gr-1065.  Applicant  states  that 
the  Atomic  Energy  Commission  has  made 
known  the  fact  that  it  has  under  con- 
sideration an  expansion  program  imder 
which  its  natural  gas  requirements  will 
be  substantially  increased.  According  to 
the  amended  application  the  capacity  of 
the  facilities  applied  for  will  be  sufficient 
to  enable  Applicant  to  render  such  In- 
creased service. 

Applicant  proposes  to  establish  an  in- 
terconnection of  the  facilities  applied  for 
with  the  existing  natural  gas  pipeline 
facilities  of  the  Tennessee  Gas  Transmis- 
sion Company,  and  to  obtain  a  supply  of 
natural  gas  from  that  Company  through 
such  interconnection.  Applicant  states 
that  It  has  a  requirements  contract  with 
Tennessee  Gas  Transmission  Company 
for  the  purchase  of  an  adequate  natural 
gas  supply  to  enable  Applicant  to  provide 
the  service  for  which  application  Is  made 
In  the  amended  application. 

Applicant  requests  that  the  Commis- 
sion Issue  a  temporary  certificate  pend- 
ing a  hearing  and  determination  of  its 
amended  application.    In  the  event  such 
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temporary  authority  is  not  granted,  Ap- 
plicant requests  that  Its  application  be 
granted  under  the  shortened  procedure 
provided  for  by  §  1.32  of  the  Commis- 
sion's rules  of  practice  and  procedure. 
Applicant  further  requests  that  the  hear- 
ing on  Its  amended  application  be  con- 
solidated with  the  hearing  to  be  had  In 
the  Matter  of  Tennessee  Gas  Transmis-  ' 
slon  Company,  Etocket  No.  G-1070,  and 
the  further  hearing  to  be  had  In  the 
Matter  of  Tennessee  Gas  Transmission 
Company.  Docket  No.  G-962. 

Any  Interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  amended  ap- 
plication should  be  considered  under  the 
cooperative  provisions  of  5  1-37  of  the 
Commission's  rules  of  practice  and  pro- 
cedure an,!,  if  so.  to  advise  the  Federal 
Power  Commission  as  to  the  nature  of 
i:s  Interest  in  the  matter  and  whether  It 
desires  a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  the  reasons  for  such  re- 
quest. 

The  original  application  and  the 
amended  application  of  East  Tennes.see 
Natural  Gas  Company  are  on  file  with 
the  Commission  and  are  open  to  public 
inspection.  Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  refer- 
ence to  the  application  shall  file  with  the 
Federal  Power  Commission.  Washington 
25,  D.  C,  not  later  than  15  days  from  the 
date  of  publicatjon  of  this  notice  In  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  §  1.8  or 
§  1.10,  whichever  is  applicable,  of  the 
rules  of  practice  and  procedure. 


[SE-M.1 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-698;    Piled,    Jan.    27.    1949; 
8:58  a.  m.] 


INTERSTATE  COMMERCE 
COMMISSION 

(Application  8] 
Inland  Water  Carriers'  Freight   Assn. 
application  for  approval  of  agreement 

January  25.  1949. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  section  5a  of  the  Interstate 
Commerce  Act. 

Filed  by:  Coast  Transportation  Com- 
pany, Inc.,  Hibernia  Building,  New 
Orleans,  La.;  Coyle  Lines  Incorporated. 
P.  O.  Box  No.  6056 — Sta.  A,  New  Orleans, 
La.;  Dixie  Carriers,  Inc.,  811  Petroleum 
Building,  Hou.ston,  Tex. 

Agreement  involved :  An  agreement  be- 
tween and  i'mong  common  carriers  by 
water,  establishing  the  Inland  Water 
Carriers'  Freight  Association,  and  pro- 
viding procedures  for  the  joint  considera- 
tion, initiation  or  establishment  of  rates, 
fares,  classifications,  divisions,  allow- 
ances, or  charges  (including  charges  be- 
tween carriers  and  compensation  for  the 
use  of  facilities  and  equipment ) .  or  rules 
and  regulations  pertaining  thereto,  ap- 
plicable to  the  transportation  by  water 
in  interstate  or  foreign  commerce  along 


f.v^ar 
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the  Gulf  of  Mexico  and  the  Gulf  Intra- 
coastal  Waterway.  Including  tributary 
and  connecting  waterways,  and  the  lower 
MLssissippi  River  and  Its  tributaries. 

The  complete  application  may  be  in- 
spected at  the  ofBce  of  the  Commission 
In  Washington.  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
In  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com- 
mission, persons  other  than  applicants 
should  fairly  disclose  their  interest,  and 
the  position  they  intend  to  take  at  the 
hearing  with  respect  to  the  application. 
Otherwise  the  Commission,  in  its  discre- 
tion, may  proceed  to  investigate  and  de- 
termine the  matters  involved  in  such 
application  without  further  or  formal 
hearing. 

By  the  Commission,  Division  2. 

[siALl  W.  P.  Bartk.. 

Secretary. 

[P.    B.    Doc.    48-672;    Piled,    Jan.    27.    1949; 
8:52  a.  m.] 


(Nos.  29721,  29722] 

All-Rail  Commodity  Rates  Between 
Californxa.  Oregon,  and  Washington 
AND  PACinc  Coastwise  Water  Rates 

SPECIAL  RULES  OF  PROCEDURE 

JANUARY  24,   1949. 

All-rail  commodity  rates  between  Cali- 
fornia, Oregon,  and  Washington,  No. 
29721,  Pacific  coastwise  water  rates,  No. 
29722. 

These  proceedings  are  assigned  for 
hearing  at  the  Office  of  the  Public  Utili- 
ties Commission,  State  of  California. 
Civic  Center.  San  Francisco,  Calif.,  Feb- 
ruary 16.  1949,  10  o'clock  a.  m..  United 
States  Standard  Pacific  Time,  before 
Commissioner  Clyde  B.  Aitchison. 

As  these  are  invesUgations  on  the 
Commission's  own  motion,  petitions  of 
Intervention  are  unnecessary,  but  the 
parties  should  be  prepared  to  comply  with 
the  requirements  of  Rule  73  of  the  gen- 
eral rules  of  practice. 

In  order  to  save  time  and  expense  It  is 
strongly  urged  that  persons  having  com- 
mon interests  endeavor,  so  far  as  possi- 
ble, to  consolidate  their  presentation  of 
testimony  and  arrange  for  cross-exam- 
ination by  a  limited  number  of  counsel. 

In  the  preparation  of  exhibits  Rules  81 
to  84  of  the  general  rules  of  practice 
should  be  observed.  If  possible,  all  docu- 
mentary evidence  to  be  introduced  by 
each  witness  should  be  suitably  bound 
together  in  a  single  exhibit  with  pages 
consecutively  numbered.  At  least  50 
copies  of  each  exhibit  should  be  available. 
So  far  as  possible  exhibits  should  be  self- 
explanatory  to  minimize  the  time  re- 
quired for  oral  testimony. 

Witnesses  who  prepare  their  testimony 
in  writing  should  comply  with  Rule  77 
of  the  general  rules  of  practice.  They 
should  have  a  sufficient  number  of  copies 
to  supply  opposing  counsel,  the  official 
reporter,  and  the  presiding  officer.    To 
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save  time  It  Is  suggested  that  such  writ- 
ten statements  be  prepared  with  a  view 
to  their  being  copied  into  the  record  by 
agreement  without  being  read  by  the 
witness  or  that  they  be  submitted  as 
verified  statements,  as  stated  in  the  next 
paragraph. 

Evidence  in  the  form  of  verified  state- 
ments (affidavits)  without  personal  ap- 
pearance of  the  affiant  as  a  witness  will 
be  received  In  the  absence  of  objection. 
Parties  offering  such  statements  should 
provide  50   copies   thereof   as   early   as 
possible  In  the  hearings.     Verified  state- 
ments may  be  mailed,  addressed  to  Com- 
missioner Aitchison,  c/o  Bureau  of  Mo- 
tor Carriers,  Interstate  Commerce  Com- 
mission. Room  166.  Federal  Office  Build- 
ing.  Pulton   and  Leavenworth  Streets, 
Zone  2,  San  Francisco,  so  as  to  reach  him 
on  or  prior  to  the  date  of  the  hearing. 
Notice  of  objection  to  the  receipt  of  any 
such  statements  should  be  given  promptly 
to  the  Commission,   and  to  the   party 
offering  the  statement.    If  no  such  notice 
Is  given,  it  will  be  assumed  that  objec- 
tion is  waived,  subject  to  the  right  of  any 
person   in   any  appropriate  manner  to 
raise  questions  as  to  the  weight  of  such 
verified    statements.     Such    statements 
should  conform  to  the  general  rxxles  of 
practice  with  respect  to  style,  mimeo- 
graphing, printing,  etc.    They  should  be 
Irmited  strictly  to  matters  of  fact  and 
contain  no  argument;  if  not  so  limited, 
they  may  be  excluded.    The  Commis- 
sion on  its  own  motion  or  objection  may 
exclude  a  verified  statement  or  any  por- 
tion thereof  which  (a)  Is  not  material  or 
relevant   to  the  questions   Involved   In 
these  proceedings,  (b)    Is  obviously  In- 
competent or  (c)  is  argumentative.    All 
verified  statements  received  In  evidence 
will  be  part  of  the  record  upon  which  the 
Commission  will  base  its  decision. 

By  the  Commission. 

[SEAL] 


|r.    B.    Doc. 


W.  p.  Bartel, 
Secretary. 

49-646;    Piled,    Jan.    27.    1949; 
8:48  a.  m.] 


INC.  30140] 
Increases  in  Florida  Intrastate  Rates 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at  its 
office  in  Washington.  D.  C.  on  the  5th 
day  of  January  A.  D.  1949. 

It  appearing,  that  a  petition  has  been 
filed  on  behalf  of  the  Atlanta  &  St.  An- 
drews Bay  Railway  Company  and  other 
common  carriers  by  railroad  operating 
to,  from,  and  between  jaoints  in  the  State 
of  Florida,  which  said  petition  Is  hereby 
referred  to  and  made  part  hereof,  aver- 
ring that  In  Ex  Parte  No.  162.  "Increased 
Railway  Rates.  Fares,  and  Charges. 
1946."  and  Ex  Parte  No.  148.  "Increased 
Railway  Rates.  Fares  .and  Charges, 
1942."  264  I.  C.  C.  695,  and  266  I.  C.  C. 
537,  the  Commission  authorized  certain 
increases  in  rates  and  charges  for  the 
interstate  transportation  of  property 
throughout  the  United  States,  which 
were  established  July  1.  1946  and  Janu- 
ary 1.  1947.  respectively,  and  In  Ex  Parte 
No.  166,  "Increased  Freight  Rates,  1947," 


269  I.  C.  C.  33.  270  I.  C.  C.  81.  93.  and 
403.   authorized   certain    additional   in- 
creases   In    such    Interstate    rates    and 
charges,  which  were  established  October 
13.  1947.  January.  5.  1948.  May  6.  1948. 
and  August  21,  1948,  respectively;  and 
that  the  Railroad  Commission   of   the 
State  of  Florida,  or  Its  successor,  the 
Florida    Railroad    and    Public    Utilities 
Commission,  by  report  and  Order  No. 
1443.  dated  March  11,  1947.  and  report 
and  Order  No.  1443  (Supplement),  dated 
March  12.-  1947,  in  Its  Docket  No.  1538, 
and   report   and   Order   No.    1466    (C). 
dated  November  13.  1948,  In  Its  Docket 
No.  1574,  as  set  out  In  said  petition,  has 
refused  to  authorize  or  permit  said  pe- 
titioners to  apply  to  the  Intrast  \te  trans- 
portation   of    property    by    railroad    in 
Florida,  increases  in  rates  and  charges 
corresponding  to  those  approved  for  in- 
terstate application  in  the  proceedings 
tibovc  cited  * 

It  further  appearing,  that  said  peti- 
tioners allege  that  the  rates  and  charges 
which  they  are  required  to  maintain  for 
the  intrastate  transportation  of  prop- 
erty by  railroad  In  Florida  as  a  result  of 
such  refusal  by  the  Railroad  Commission 
of  the  State  of  Florida,  or  its  successor, 
as  aforesaid,  cause  undue  and  unreason- 
able advantage,  preference,  and  preju- 
dice as  between  persons  and  localities  in 
intrastate  commerce,  on  the  one  hand, 
and  Interstate  commerce,  on  the  other 
hand,  and  undue,  unreasonable,  and  un- 
just discrimination,  against  Interstate 
and  foreign  commerce; 

And  it  further  appearing,  that  the  said 
petition  brings  in  Issue  rates  and  charges 
for  the  transportatitm  of  property  made 
or  imposed  by  authority  of  the  State  of 
Florida: 

It  is  ordered,  That  In  response  to  the 
said  petition,  an  investigation  be.  and  It 
Is  hereby.  Instituted,  and  that  a  hearing 
be  held  therein  for  the  purjwse  of  receiv- 
ing evidence  from  the  respondents  here- 
inafter designated  and  any  other  persons 
Interested,    to    determine    whether    the 
rates  and  charges  of  the  said  respond- 
ents or  any  of  them,  for  the  intrastate 
transportation  of  property,  made  or  im- 
posed by  authority  of  the  State  of  Florida, 
cause  any  undue  or  unreasonable  advan- 
tage, preference,  or  prejudice  as  between 
persons  or  localities  in  Intrastate  com- 
merce, on  the  one  hand,  and  Interstate 
or  foreign  commerce,  on  the  other  hand, 
or  any  undue,  imreasonable.  or  unjust 
discrimination  against  interstate  or  for- 
eign commerce;  and  to  determine  what 
rates  and  charges,  if  any.  or  what  maxi- 
mum, or  minimum,  or  maximum   and 
minimum   rates   and  charges,  shall   be 
prescribed  to  remove  the  unlawful  ad- 
vantage, preference,  prejudice,  or  dis- 
crimination, if  any.  that  may  be  found  to 
exist: 

It  is  further  ordered.  That  all  common 
carriers  by  railroad  operating  within  the 
State  of  Florida  subject  to  the  Jurisdic- 
tion of  this  Commission  be.  and  they  are 
hereby,  made  respondents  to  this  pro- 
ceeding; that  a  copy  of  this  order  be 
served  upon  each  of  the  said  respond- 
ents; and  that  the  State  of  Florida  be 
notified  of  this  proceeding  by  sending 
copies  of  this  order  and  of  said  petition 


Friday,  January  28,  1949 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No8.  64-111.  69-12] 
American  b  Poreicn  Power  Co., 

Inc.,  IT  AL. 

ORDER  RECONVENIWG  HEARING  IK  PROCEID- 
INGS  DIRECTING  THAT  CAUSE  BE  SHOWN 
WHY  ORDER  APPROVING  PLAN  SHOULD  NOT 
BE  VACATED.  AND  SITTINO  FOR  HEARING 
CERTAIN   MOTIONS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  19th  day  of  January  A.  D.  1949. 

In  the  matter  of  American  L  Foreign 
Power  Company.  Inc.,  EUectric  Bond  and 
Share  Company.  Pile  No.  54-111;  Electric 
Bond  and  Share  Company.  American  b 
Foreign  Power  Company.  Inc..  et  al..  re- 
spondents; Pile  No.  59-12. 

The  Commission  having  instituted  pro- 
ceedings under  section  11  (b)  (2)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  with  respect  to  Electric  Bond  and 
Bhare  Company  ("Bond  and  Share"), 
and  American  &  Foreign  Power  Com- 
pany. Inc.  ("Foreign  Power").  (Pile  No. 
5&-12);  and  Foreign  Power  and  Bond 
and  Share  having  filed  a  Joint  plan  and 
amendments  thereto  j^nder  section  11  (e) 
of  the  Holding  Company  Act  (Pile  No. 
54-111  >.  which  proceedings  were  con- 
solidated with  the  aforesaid  section  11 
<b)  (2)  proceedings;  and 

The  Commission  having  by  order  dated 
November     19.      1947.     approved     the 
Amended  Plan  of  Foreign  Power,  an  ap- 
plication having  thereafter  been  made 
by  the  Commission  to  the  District  Court 
of  the  United  States  for  the  Dl.strlct  of 
Maine,  Southern  Division,  to  enforce  said 
Amended  Plan,  and  the  said  Court  hav- 
ing by  order  dated  and  entered  October 
11,  1948,  approved  said  Amended  Plan 
and  directed  that  It  be  carried  out;  and 
Circumstances      having      thereafter 
arisen  from  which  it  appeared  to  the 
Commi.s.sion  that  consummation  of  the 
necessary  financing  within  the  frame- 
work of  the  Amended  Plan  as  thereto- 
fore approved  by  the  Commission  and 
the  Court  was  not  then  feasible  and  the 
Commission  by  motion  dated  December 
16.  1948  having  requested  that  the  Court 
vacate    its    order   of    approval    of   said 
Amended  Plan  and  remand  the  proceed- 
ings to  the  Commission  for  such  further 
action  as  might  be  appropriate;  and  the 
said    District   Court    having    by   Order 
dated  January  4.  1949  vacated  Its  order 
approving   the   Amended   Plan  ,on   the 
ground    that    the    necessary    financing 
within  the  framework  of  the  Amended 
Plan  was  not  then  feasible  and  remanded 
the  case  to  the  Commission  for  such  fur- 
ther action  as  may  be  appropriate;  and 
It    appearing    appropriate    that    the 
Commission  hold  hearings  to  consider 

(1)  whether  the  Commission  should 
enter  an  order  vacating  Its  order  dated 
November  19.  1947  approving  the 
Amended  Plan  and  (2)  whether  an 
order  should  Issue  under  section  11  (b) 

(2)  of  the  act  directing  Foreign  Power 
to  take  appropriate  steps  to  bring  its 
security  struchure  into  conformity  with 


NOTICES 

the  standards  of  section  11  (b)   (2)  of 

It  is  ordered,  That  the  hearings  in 
these  consolidated  proceedings  be  recon- 
vened on  March  1,  1949  at  10  o'clock 
a.  m.,  e.  s.  t..  at  the  offices  of  the  Secu- 
rities and  Exchange  Commission.  425 
Second  Street  NW..  Washington  25.  D.  C. 
in  such  rocwi  as  may  be  designated  on 
said  date  by  the  Hearing  Room  Clerk  in 
Room  101.  for  the  purpose  of  requiring 
the  parties  In  Interest  and  other  par- 
ticipants to  show  cause  why  the  order 
approving  the  Amended  Plan  of  reor- 
ganization of  Foreign  Power  should  not 
be  vacated ;  for  the  purpose  of  determin- 
ing whether  an  order  should  be  issued 
pursuant  to  section  11  (b)  (2)  of  the 
Public  Utility  Holding  Company  Act  di- 
recting the  recapitalization  or  other  cor- 
porate simplification  of  Foreign  Power 
and  containing  appropriate  provisions 
with  respect  thereto;  and  for  the  other 
purposes  hereinafter  ordered. 

Certain  holders  of  the  $7  second  pre- 
ferred stock  of  Foreign  Power,  describ- 
ing themselves  as  the  "Norman  Johnson 
Group",  having  filed  on  January  10, 1949. 
a  petition  and  motion  requesting  that 
the  Commission  issue  Its  order  herein 
suspending  and  impounding  Interest 
payments  on  $30,000,000  principal 
amount  of  3%  Serial  Notes  of  Foreign 
Power  to  Bond  and  Share  and  suspend- 
ing and  Impounding  payments  of  inter- 
est by  CTuban  Electric  Company  to  Bond 
and  Share,  and  particularly  requesting 
that  such  action  be  taken  immediately 
with  respect  to  the  quarterly  Interest 
payment  on  the  $30,000,000  principal 
amount  of  3%  Serial  Notes  of  Foreign 
Power  due  January  22,  1949;  and 

A  petition  having  been  filed  on  January 
18.  1949.  by  C.  Shelby  Carter,  et  al.,  as  a 
Committee  for  the  holders  of  the  $7  and 
$6  first  preferred  stocks  of  Foreign  Power 
requesting  that  the  CommLsslon  issue  an 
order  requiring  (1)  the  deferment  of  all 
further  Interest  payments  on  Bond  and 
Share's  holdings  of  Foreign  Power  Se- 
rial Notes  until  the  preferred  stock  divi- 
dend payment  due  on  iJecember  15,  1948, 
is  made  and  all  subsequent  dividend  pay- 
ments on  Foreign  Power's  first  preferred 
stocks  are  on  a  current  basis;  (2)  requir- 
ing Bond  and  Share  to  deliver  to  Foreign 
Power  the  $19,500,000  principal  amount 
of  Cuban  Electric  debentures  presently 
held  by  It;  and  (3)  requiring  the  im- 
pounding of  the  payment  of  any  interest 
or  principal  on  the  $19,500,000  principal 
amount  of  Cuban  Electric  debentures 
pending  determination  of  the  motion; 

and 

The  Commission  having  given  consid- 
eration to  the  aforesaid  petition,  filed  by 
the  Norman  Johnson  Group  and  the  Car- 
ter Committee  with  respect  to  the  sus- 
pension of  interest  payments,  and  the 
Commission  having  after  such  considera- 
tion, concluded  that  such  petitions  should 
be  given  consideration  at  the  hearing, 
but  that  in  view  of  all  the  circumstances, 
and  particularly  that  Bond  and  Share  is 
a  registered  holding  company  subject  to 
the  Jurisdiction  of  this  Commission,  and 
has  an  Interest  In  Foreign  Power  suffi- 
cient to  permit  appropriate  adjustment 
in  the  event  that  it  subsequently  appears 


that  any  amounts  may  have  been  Im- 
properly paid  to  or  received  by  Bond  and 
Share  from  Foreign  Power  or  its  subsid- 
iaries, it  is  not  necessary  or  appropriate 
that  interim  relief  be  given  prior  to  Janu- 
ary 22.  1949,  with  respect  to  the  Interest 
payment  payable  on  said  date; 

It  is  further  ordered.  That  the  said  pe- 
titions and  motions  of  the  Norman  John- 
son Group  and  the  Carter  Committee,  be 
and  the  same  hereby  are  denied  insofar 
as  they  request  action  prior  to  January 
22, 1949  suspending  or  Impounding  inter- 
est payments  due  on  that  date,  without 
prejudice,  however,  to  such  consideration 
of  the  subject  matter  of  said  petitions 
and  motions  hereafter  and  the  taking  of 
such  action  as  may  be  appropriate,  in- 
cluding such  equitable  compensation  or 
adju-stment  as  may  be  necessary  or  ap- 
propriate in  the  participation  of  Bond 
and  Share  under  any  plan  for  recapital- 
ization or  corporate  simplification  of 
Foreign  Power; 

It  is  further  ordered.  That  in  all  other 
respects  said  petitions  and  motions  of 
the  Norman  Johnson  Group  and  the 
Carter  Committee  be  and  are  hereby 
set  for  hearing  and  will  be  considered  at 
the  reconvened  hearing  hereinbefore 
ordered. 

It  is  further  ordered.  That  Allen  Mac- 
Cullen  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  the  reconvened 
hearing  In  such  matter.  The  officer  so 
designated  to  preside  at  any  such  recon- 
vened hearing  is  hereby  authorized  to 
exercl.se  all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  said  act 
and  to  a  hearing  officer  imder  the  Com- 
mission's rules  of  practice. 

It  is  further  ordered.  That  notice  of 
this  reconvened  hearing  .«;hall  be  given  to 
Foreign  Power  and  to  Bond  and  Share, 
and  to  all  other  persons  who  have  ap- 
peared in  this  proceeding  or  in  the  afore- 
said proceedings  in  the  District  Court  of 
the  United  States  for  the  District  of 
Maine,  and  that  notice  shall  be  given  to 
all  other  persons  by  genei'al  release  of 
this  Commission  which  shall  be  distrib- 
uted to  the  press  and  mailed  to  persons 
on  the  mailing  list  for  releases  under  the 
act;  and  that  further  notice  be  given  to 
all  j)ersons  by  publication  of  this  notice 
and  order  in  the  Federal  Register. 

It  is  further  ordered.  That  any  person 
desiring  to  be  heard  who  is  not  already  a 
party  or  participant  in  these  proceed- 
ings, shall  on  or  before  February  18,  1949, 
file  herein  his  application  in  accordance 
with  Rule  XVII  of  the  Commission's  rules 
of  practice,  and  that  any  party  or  par- 
ticipant desiring  to  file  any  further  peti- 
tions, motions  or  other  papers,  or  any 
answer  to  petitions  or  motions  heretofore 
filed,  for  consideration  at  said  hearing, 
shall  do  so  on  or  before  February  18. 
1949:  Provided,  however.  That  as  to  peti- 
tions or  motions  filed  after  Febrviary  13. 
1949,  answers  may  be  filed  by  any  par- 
ticipant within  five  days  of  service 
thereof. 


By  the  Commission. 


[SEAL] 


Orval  L.  Dubois. 
Secretary. 


IP.    R.   Doc.    49-«47;    Piled.   Jan.    27.    19«; 
•  :48  a.  m-l 


Friday,  January  28,  1949 

[File  No«.  54-170.  64-172] 

Niagara  Hudson  Power  Corp. 

NOTICf  op  filing  AND  ORDER   FOR   HEARING 
AND    FOR   CONSOUDATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  19th  day  of  January  1949. 

Notice  is  hereby  given  that  Niagara 
Hudson  Power  Corporation  ("Niagara 
Hudson") .  a  registered  holding  company, 
and  a  subsidiary  of  The  United  Corpo- 
ration, also  a  registered  holding  com- 
pany, has  filed  an  application  for  ap- 
proval of  a  plan  ("Dis.solution  Plan"), 
under  section  11  (e)  of  the  Public  Utility 
Holding  Company  Act  of  1935.  provid- 
ing for  the  dissolution  of  Niagara  Hud- 
son, and  submitted  for  the  stated  purpose 
of  enabling  Niagara  Hudson  to  comply 
with  section  11  (b)  of  the  act  (File  No. 
54-172). 

All  interested  persons  are  referred  to 
said  application,  which  is  on  file  in  the 
offices  of  this  Commission,  for  a  state- 
ment of  the  transactions  therein  pro- 
posed. There  are  summarized  below  cer- 
tain aspects  of  the  prior  proceedings  con- 
cerning Niagara  Hudson  and  Its  sub- 
sidiaries together  with  the  Dissolution 
Plan: 

The  Commission  by  order  dated  Oc- 
tober 4.  1945.  approved  a  plan  filed  by 
Niagara  Hudson  and  its  subsidiary. 
Buffalo,  Niagara  and  Eastern  Power  Cor- 
poration, providing,  among  other  things, 
for  the  disposition  by  Niagara  Hudson, 
within  one  year  from  November  1.  1945. 
of  all  of  its  interest,  direct  or  Indirect,  in 
Buffalo  Niagara  Electric  Corporation 
(File  No.  54-106.  54-107.  59-52).  The 
time  for  compliance  with  that  order  has 
been  extended  to  May  1.  1949,  by  subse- 
quent orders  of  the  Commission. 

There  is  presently  pending  before  the 
Commission  a  plan  filed  by  Niagara  Hud- 
son under  section   11    (e)    of   the   act 
("Consolidation    Plan")     providing    for 
the  consolidation  of  its  three  principal 
subsidiaries,    namely.    Buffalo    Niagara 
Electric  Corporation,  Central  New  York 
Power  Corporation  and  New  York  Power 
&  Light  Corporation,  into  a  single  elec- 
tric and  gas  operating  company  ("new 
operating  company")   (File  No.  54-170). 
Under  the  provisions  of  the  Consolida- 
tion Plan  &11  of  the  long-term  debt  and 
liabilities  of  the  three  consolidating  com- 
panies would  be  assumed  by  the  new  op- 
erating company,  the  outstanding  shares 
of  preferred  stocks  of  the  three  con.soli- 
dating  companies  would  be  exchanged 
for  shares  of  preferred  stock  of  the  new 
operating   company,   and   the   common 
stock   of   the   new   operating   company 
would  be  received  by  Niagara  Hudson  in 
exchange  for  its  present  holdings  of  all 
the  common  stocks  of  the  consolidating 
corporations.     Hearings   were   held   on 
the  Consolidation  Plan  and  have  been 
continued  subject  to  the  call  of  the  hear- 
ing officer. 

The  Dissolution  Plan  now  proposed  by 
Niagara  Hudson  is  expressly  conditioned 
upon  prior  consummation  of  the  pending 
Consolidation  Plan,  and  upon  specified 
findings  to  be  made  and  other  action  to 
be  taken  by  the  Commission  and   an 
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appropriate  District  Court  of  the  United 
States. 

Niagara  Hudson's  outstanding  securi- 
ties at  December  1. 1948.  were  as  follows: 

Notes  payable  to  banks  (due 

1848-1950) %22, 870.  000.  00 

First  preferred  stock,  5%  Se- 
ries, $100  par  value.  378.- 

875  shares 37.887,600.00 

Second   preferred  stock,  6% 

Series   A,   $100   par   value. 

90,281   shares 9.028.100.00 

Second   preferred  stock.   6% 

Series   B.   flOO   par   value. 

15.649  shares ^-       1.564,900.00 

Common  stock.  $1  par  value. 

9.580.988Vi  shares 9.580.988.50 

In  addition  to  the  above  securities 
Niagara  Hudson  has  outstanding  Class 
B  stock  option  warrants  entitling  the 
holders  thereof  to  purchase  497.191%ths 
shaces  of  common  stock  at  $50  for  1  Veth 
shares  at  any  time  without  limit. 

Pursuant  to  the  terms  of  the  Dissolu- 
tion Plan,  the  charter  of  the  new  op- 
erating company  would  be  amended  to 
reclassify  its  common  stock  to  be  out- 
standing   after    consummation    of    the 
Consolidation  Plan  Into  1.939.220  shares 
of  Class  A  stock  and  7.473.172  shares  of 
common  stock,  each  without  par  value. 
Subject  to  the  prior  rights  of  the  new 
operating  company  preferred  stock,  the 
shares  of  Class  A  stock  would  have  pref- 
erence as  to.  and  be  limited  to.  cumula- 
tive dividends  of  $1.20   per  share  per 
annum,  and  no  dividends  would  be  pay- 
able and  no  other  distribution  would  be 
made  on  the  common  stock  unless  all 
dividends  on  Class  A  stock  have  been 
paid  or  set  aside  for  the  current,  and  all 
past,  quarterly  dividend  periods.    Each 
share  of  the  Class  A  stock  would  be  con- 
vertible at  the  option  of  the  holder  into 
1  Ath  shares  of  common  stock  of  the  new 
operating  company  during  the  first  three 
years  following  the  effective  date  of  the 
plan  and  into  1  share  of  common  stock 
during  the  succeeding  three  years,  after 
which   six-year   period   the   conversion 
privilege  would  terminate.    Upon  termi- 
nation of  the  Initial  three  year  conver- 
sion privilege,  the  Class  A  stock  would 
thereafter  be  redeemable  at  the  option 
of   the   new   operating   company   as   a 
whole  or  in  part,  at  any  time,  or  from 
time  to  time,  at  $26,875  per  share  plus 
accrued  dividends  to  the  redemption  date. 
Under  the  terms  of  the  Dissolution 
Plan,  all  the  outstanding  preferred  stock 
of  Niagara  Hudson  would  be  exchanged 
for  shares  of  Class  A  stock  of  the  new 
operating   company  In  the  ratio  of  4 
shares  of  Class  A  stock  for  each  share  of 
the  preferred  stock  of  Niagara  Hudson. 
The  shares  of  Class  A  stock  to  which 
holders  of  preferred  stock  of  Niagara 
Hudson  become  entitled  would  be  sur- 
rendered to  the  new  operating  company 
if  unclaimed  by  such  preference  stock- 
holders at  the  expiration  of  ten  years 
from  the  effective  date  of  the  Dissolution 
Plan. 

'  The  Dissolution  Plan  provides  that 
following  the  effective  date  thereof, 
Niagara  Hudson  would  offer  to  exchange 
common  stock  of  the  new  operating  com- 
pany for  common  stock  of  Niagara  Hud- 
son upon  the  basis  of  .78  shares  of  com- 
mon stock  of  the  new  operating  company 
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for  one  share  of  Niagara  Hudson  com- 
mon stock  plus  a  ratable  amount  of  cash 
per  share  of  Niagara  Hudson  common 
necessary  to  pay  off  the  bank  loan  of 
Niagara  Hudson  outstanding  at  the  effec- 
tive date  of  the  Dissolution  Plan.  It  is 
estimated  that,  as  of  February  1.  1949, 
such  cash  amount  would  be  approxi- 
mately $2  per  share.  The  exchange  offer 
would  remain  open  for  a  period  of  six 
months  from  the  effective  date  of  the 
Dissolution  Plan.  Cash  received  in  the 
exchanges  would  be  applied  to  the  pay- 
ment of  the  impald  principal  of  Niagara 
Hudson's  bank  loan. 

The  Dissolution  Plan  further  provides 
that  subject  to  further  approval  by  the 
Commission  and  upon  adequate  notice 
to  common  stockholders.  Niagara  Hud- 
son would  dispose  of  all  its  interest  In 
the  common  stock  of  the  new  operating 
company  not  distributed  pursuant  to  the 
exchange  offer  in  an  appropriate  manner 
not  more  than  two  years  after  the  effec- 
tive date  of  the  Dissolution  Plan  unless 
such  period  Is  extended  by  the  Commis- 
sion. When  the  bank  loan  has  been  paid, 
Niagara  Hudson  would  distribute  the  re- 
maining shares  of  common  stock  of  the 
new  operating  company,  pro  rata,  to  the 
holders  of  common  stock  of  Niagara 
Hudson  and  thereafter  would  dissolve. 

Under  the  terms  of  the  Dissolution 
Plan,  no  dividends  would  be  declared  or 
paid  on  the  common  stock  of  Niagara 
Hudson  until  the  bank  loan  has  been 
paid. 

Holders  of  common  stock  of  Niagara 
Hudson  or  of  Class  A  stock  of  the  new 
operating  company,  upon  being  entitled 
under  the  Dissolution  Plan  to  receive 
fractions  of  a  share  of  common  stock  of 
the  new  operating  company,  would  re- 
ceive in  lieu  thereof  transferable  scrip, 
exchangeable  free  of  charge  for  full 
shares  of  common  stock  of  the  new  oper- 
ating company,  but  only  when  presented 
in  amounts  aggregating  one  or  more 
full  shares  on  or  before  June  30,  1955. 
Thereafter  any  shares  represented  by 
outstanding  scrip  certificates  would  be 
sold  and  the  proceeds  thereof  held  with- 
out accountability  for  interest  for  the 
account  of  the  holders  of  the  scrip  cer- 
tificates for  a  further  period  of  two  years, 
after  which  all  unsurrendered  scrip  cer- 
tificates would  become  void. 

The  Dissolution  Plan  states  that  no 
provision  is  made,  or  Is  contemplated  to 
be  made,  by  Niagara  Hudson  in  respect 
to  the  outstanding  Class  B  stock  option 
warrants  which  are  deemed  by  Niagara 
Hudson  to  be  without  present  or  reason- 
ably potential  value  and  that  all  rights 
of  such  warrant  holders  would  cease  and 
terminate  as  of  the  effective  date  of  the 
Dissolution  Plan. 

Prior  to  the  effective  date  of  the  Disso- 
lution Plan.  Niagara  Hudson  would  cause 
all  of  its  investments  except  common 
stock  of  the  new  operating  company  to 
be  transferred  to  the  new  operating  com- 
pany. 

The  Dissolution  Plan  provides  that  Ni- 
agara Hudson  would  pay  such  fees  and 
remuneration  for  services  rendered  and 
make  such  reimbursement  for  proper 
costs  incurred  in  connection  with  the 
plan  and  the  proceedings  relating  therie- 
to  as  the  Commission  shall  finally  deter- 
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mine,  award,  allow  or  allocate  upon  peti- 
tion of  any  Interested  person. 

The  Commission  being  required  by  the 
provisions  of  section  11  (e)  of  the  act, 
before  approving  any  plan  submitted 
thereunder,  to  find,  after  notice  and  op- 
portunity for  hearing,  that  the  plan,  as 
submitted  or  as  amended,  is  necessary  to 
effectuate  the  provisions  of  subsection 
(b)  of  section  11  of  the  act  and  is  fair 
and  equitable  to  the  persons  affected 
thereby;  and 

It  appearing  appropriate  that  notice 
be  given  and  that  a  hearing  be  held  with 
respect  to  the  Dissolution  Plan,  and  that 
said  plan  shall  not  become  effective  ex- 
cept pursuant  to  further  order  of  the 
Commission;  and 

It  further  appearing  to  the  Commis- 
sion that  the  matters  involved  in  the 
pending  proceeding  on  the  Consolida- 
tion Plan  (Pile  No.  54-170)  are  related 
to  the  matters  to  be  considered  in  the 
proceeding  with  respect  to  the  Dissolu- 
tion Plan  (Pile  No.  54-172)  and  there  are 
common  questions  of  law  and  fact  in  the 
two  proceedings  which  would  make  it  de- 
sirable that  evidence  in  each  matter 
stand  as  evidence  in  the  other  for  all 
purjKwes : 

It  is  ordered.  That  the  proceeding  with 
respect  to  the  Consolidation  Plan  (Pile 
No.  54-170)  and  the  proceeding  with  re- 
spect to  the  Dissolution  Plan  (Pile  No. 
54-172)  be,  and  the  same  hereby  are, 
consolidated  without  prejudice,  however, 
to  the  Commission  s  right  upon  its  own 
motion,  or  the  motion  of  any  interested 
party,  to  separate,  either  for  hearing,  in 
whole  or  in  part,  or  for  disposition,  in 
whole  or  in  part,  any  of  the  issues,  ques- 
tions or  matters  included  in  these  pro- 
ceedings, or  to  consolidate  with  these 
proceedings  other  filings  or  matters  per- 
taining thereto,  or  to  take  such  other 
action  as  may  appear  necessary  to  an 
orderly,  prompt,  and  economical  disposi- 
tion of  the  issues  and  matters  Involved. 

It  is  further  ordered.  That  a  hearing  in 
the  consolidated  proceedings  under  the 
applicable  provisions  of  the  act  and  rules 
thereunder  be  held  on  March  1,  1949,  at 
10  a.  m.,  e.  s.  t..  In  the  offices  of  the  Secu- 
rities and  Exchange  Commission.  425 
Second  Street  NW.,  Washington  25,  D.  C, 
in  such  room  as  may  be  designated  on 
that  day  by  the  hearing  room  clerk  in 
Room  101.  In  the  event  that  amend- 
ments to  such  plans  are  filed  during  the 
course  of  said  proceedings,  no  notice  of 
such  amendments  will  be  given  unless 
specifically  ordered  by  the  Commission. 
Any  person  desiring  to  receive  further 
notice  of  the  filing  of  any  additional  plans 
or  amendments  should  file  an  appearance 
In  these  proceedings  or  otherwise  specif- 
ically request  such  notice.  Any  person 
desiring  to  be  heard  in  connection  with 
the  consolidated  proceedings,  or  propos- 
ing to  intervene  herein,  shall  file  with 
the  Secretary  of  the  Commission,  on  or 
before  February  25,  1949.  his  request  and 
application  therefor  as  provided  in  Rule 
XVII  of  the  rules  of  practice  of  the  Com- 
mission. 

It  is  further  ordered,  That  Richard 
Townsend,  or  any  other  ofiBcer  or  officers 
of  the  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  the  hearing 
In  the  consolidated  proceedings.  The 
officer  SO  designated  to  preside  at  such 
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hearing  Is  hereby  authorized  to  exercise 
all  powers  granted  to  the  Commission 
under  section  18  (c)  of  the  act  and  to  a 
hearing  officer  under  the  Commission's 
rules  of  practice. 

The  EHvision  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  applications  and  that, 
upon  the  basis  thereof,  the  following 
matters  and  questions  are  presented  for 
consideration,  in  addition  to  those  mat- 
ters and  questions  set  forth  in  the  Com- 
mission's notice  of  filing  and  order  for 
hearing  dated  June  7,  1948  (Holding 
Company  Act  Release  No.  8246) .  with  re- 
spect to  the  Consolidation  Plan,  without 
prejudice  to  its  specifying  additional 
matters  and  questions  upon  further  ex- 
amination : 

(1)  Whether  the  Dissolution  Plan  as 
submitted  by  Niagara  Hudson,  or  as  it 
may  be  amended,  is  necessary  to  ef- 
fectuate the  provisions  of  section  11  (b) 
of  the  act  and  is  fair  and  equitable  to  the 
persons  affected  thereby. 

(2)  Whether  the  proposed  issuance  of 
Class  A  stock  is  necessary  or  appropriate 
to  the  economical  and  efficient  operation 
of  the  business  of  the  new  operating  com- 
pany, whether  such  Class  A  stock  would 
be  reasonably  adapted  to  the  security 
structure  and  earning  power  of  the  new 
operating  company,  and  whether  the 
terms  and  conditions  of  its  issue  and  sale 
would  be  detrimental  to  the  public  in- 
terest or  the  interest  of  Investors  or 
consumers. 

(3)  Whether,  in  the  light  of  the  pro- 
posals contained  In  the  Dissolution  Plan, 
the  distribution- of  securities  to  the  se- 
curity holders  (particularly  to  the  holders 
of  the  preferred  stocks)  of  Buffalo 
Niagara  Electric  Corporation,  Central 
New  York  Power  Corporation  and  New 
York  Power  &  Light  Corporation  provided 
for  in  the  Consolidation  Plan,  is  fair  and 
equitable. 

(4)  Whether  the  proposed  distribu- 
tions In  respect  of  the  outstanding  stocks 
of  Niagara  Hudson  and  the  proposed 
cancellation,  without  compensation,  of 
the  outstanding  option  warrants  of 
Niagara  Hudson  are  fair  and  equitable 
to  the  holders  of  such  securities. 

(5*)  Whether  the  distribution  to  and 
the  acquisition  by  The  United  Corpora- 
tion and  The  United  Gas  Improvement 
Company  of  securities  of  the  new  op- 
erating company  satisfies  the  applicable 
requirements  of  the  act,  and  what,  if 
any,  terms  and  conditions  should  be 
imposed  in  respect  thereto. 

(6)  Whether  the  fees,  expenses  and 
other  remuneration  which  may  be 
claimed  In  connection  with  the  consoli- 
dated proceedings  are- for  necessary  serv- 
ices and  are  reasonable  in  amount. 

(7)  Whether  the  accounting  entries 
proposed  to  be  made  in  connection  with 
the  transactions  proposed  in  the  con- 
solidated proceedings  are  adequate  and 
proper  and  in  conformity  with  sound  ac- 
coimtlng  principles  and  meet  the  ap- 
plicable standards  of  the  act. 

(8)  Whether  the  transactions  pro- 
posed In  connection  with  the  Dissolution 
Plan  comply  with  all  the  requirements 
of  the  applicable  provisions  of  the  act 
and  rules  thereunder. 


(9)  Whether  and  to  what  extent  the 
Dissolution  Plan  should  be  modified  and 
terms  and  conditions  imposed  to  assure 
adequate  protection  of  the  public  inter- 
est and  the  interest  of  Investors  and  con- 
sumers and  to  prevent  the  circumvention 
of  the  provisions  of  the  act  and  rules 
thereunder, 

(10)  Whether  the  EMssolution  Plan,  as 
submitted  or  as  modified,  or  a  plan  pro- 
posed by  the  Commission,  or  any  plan 
filed  by  any  person  having  a  bona  fide 
Interest  In  the  reorganization,  should  be 
approved  by  the  Commission  for  the  pur- 
pose of  section  11  (d)  and,  if  proposed  by 
the  Commission  or  a  person  having  a 
bona  fide  Interest,  what  the  terms  and 
provisions  of  such  plan  should  be. 

It  is  further  ordered.  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions  In 
addition  to  the  issues  and  questions  set 
forth  in  the  Commissions  order  of  June 
7  1948. 

It  is  further  ordered,  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  cop- 
ies of  this  order  by  registered  mail  to  Ni- 
agara Hudson  Power  Corporation,  Buffalo 
Niagara  Electric  Corporation,  Central 
New  York  Power  Corporation,  New  York 
Power  &  Light  Corporation.  The  United 
Corporation,  The  United  Gas  Improve- 
ment Company,  and  the  Public  Service 
Commission  <rf  the  State  of  New  York, 
and  that  notice  be  given  to  all  other  per- 
sons by  general  release  of  the  Commis- 
sion distributed  to  the  press  and  mailed 
to  the  mailing  list  for  releases  Issued  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  and  that  further  notice 
be  given  to  all  persons  by  publication  of 
this  notice  and  order  in  the  Feddial  Reg- 
ister. 

It  is  further  ordered.  That  Niagara 
Hudson  Power  Corporation  give  notice  of 
this  hearing  to  all  holders  of  its  preferred 
stocks,  common  stock  and  Class  B  stock 
option  warrants  and  to  all  holders  of  the 
preferred  stocks  of  Buffalo  Niagara  Hec- 
tric  Corporation,  Central  New  York  Pow- 
er Corporation  and  New  York  Power  It 
Light  Corporation  (In  so  far  as  the  Iden- 
tity of  such  security  holders  is  known  and 
available  to  Niagara  Hudson)  by  mailing 
a  copy  of  the  Dissolution  Plan  and  a  copy 
of  this  notice  and  order  at  least  20  days 
prior  to  March  1,  1949.  the  date  of  said 
hearing. 

By  the  Commission. 

[seal]  Nell  ye  A.  Thorsew. 

Assistant  Secretary. 

[P.    B.    Doc.   4fr-«48:     Filed.   Jan.   27,    1949; 
8:48  a.  m.l 


[Pile  No8.  54-168,  69-131 
Electric  Bond  and  Share  Co.  et  al. 

NOTICE  or  FILING  OF  AN  AMENDMENT  TO  PLAN 
AND  ORDER  RECONVENING  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C.  on 
the  19th  day  of  January  A.  D.  1949. 

In  the  matter  of  Electric  Bond  and 
Share  Company.  American  Power  & 
Light  Company.  FUe  No.  54-168;  Electric 


Friday,  January  28,  1949  ' 

Bond  and  Share  Company.  American 
Power  &  Light  Company,  et  al..  File  No. 
59-12. 

I.  Notice  is  hereby  given  that  on  Jan- 
uary 3,  1949.  American  Power  &  Light 
Company  ("American"),  a  registered 
holding  company,  and  Its  parent  com- 
pany. Electric  Bond  and  Share  Company 
("Bond  and  Share"),  also  a  registered 
holding  company,  filed  an  amendment  to 
its  plan  dated  April  7,  1948  filed  under 
section  11  (e»  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("act").  The 
plan  provides  for  the  distribution  of 
American's  a.ssets  among  its  security 
holders,  the  reclassification  of  Ameri- 
can's stocks,  and  for  the  compromise  and 
settlement  of  various  claims  as  between 
American  and  certain  of  its  subsidiaries 
and  Bond  and  Share  and  its  wholly 
owned  subsidiaries.  The  plan  as  filed  did 
not  contain  a  proposed  allocation  of 
American's  a.ssets  among  the  company's 
.security  holders.  The  amendment  pro- 
poses the  allocation  and  distribution  of 
American's  a.ssets  among  its  security 
holders  on  the  basis  of  approximately 
82%  of  such  assets  to  American's  $6  and 
$5  preferred  stockholders  and  approxi- 
mately 18%  of  -such  assets  to  American's 
common  stockholders. 

In  the  Commission's  notice  of  filing 
and  order  for  hearing  of  April  23.  1948 
with  respect  to  said  plan  (Holding  Com- 
pany Act  Relea.se  No.  8157)  the  procedure 
to  be  followed  In  considering  the  plan  was 
outlined  as  follows: 

It  l8  proposed  that  after  completion  of  the 
direct  and  cross  examination  of  the  execu- 
tives of  American's  subsidiaries  who.  In  the 
proceeding  before  the  Commission  relating 
to  the  plan,  are  to  testify  as  to  the  properties 
and  earnings  of  the  respective  subsidiaries, 
American  and  Bond  and  Share  will  endeavor 
to  agree  on  the  specific  percentage  allocations 
to  the  common  stock  and  preferred  stocks.  If 
they  so  aRree,  the  plan  will  be  amended 
Jointly  by  American  and  Bond  and  Share  to 
provide  for  specific  allocations  to  each  class 
of  security  holders  on  the  agreed  basis. 

In  accordance  with  the  Commission's 
order  and  the  procedure  provided  for 
therein,  hearings  have  been  held  from 
time  to  time  upon  the  plan  dated  April  7, 
1948.  and  the  direct  and  cross-examina- 
tion of  the  executives  of  American's  sub- 
sidiaries as  to  the  properties  and  earn- 
ings of  .such  .subsidiaries  has  been  sub- 
stantially completed. 

The  amendment  does  not  modify  the 
plan  in  any  material  respect,  except  that, 
as  indicated  above,  it  sp>ecifically  pro- 
po.ses  that  American's  $6  and  $5  preferred 
.stocks  be  allocated,  directly  or  indirectly, 
approximately  82%  of  American's  as.sets. 
and  that  American's  common  stock  be 
allocated,  directly  or  Indirectly,  approxi- 
mately 18%  of  American's  assets.  The 
propo.sed  percentages  of  participation  as 
between  the  $6  and  $5  preferred  stocks 
result  in  approximate  ratios  of  6  for  each 
share  of  $6  preferred  stock  to  5.05  for 
each  share  of  $5  preferred  stock. 

All  interested  persons  are  referred  to 
said  amendment  and  to  the  plan  dated 
April  7.  1948  which  are  on  file  in  the 
offices  of  the  Commission  for  a  complete 
statement  of  the  transactions  proposed 
therein.  For  the  purpose  of  convenience 
of  presentation,  the  provisions  of  the 
plan  dated  April  7.  1948.  as  amended  by 
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said  amendment  filed  January  3.  1949. 
are  summarized  as  follows: 

II.  1.  Distribution  to  holders  of  $6  pre- 
ferred stock.  On  and  after  the  effective 
date  the  holder  of  a  certificate  for  shares 
of  $6  preferred  stock  will,  upon  surrender 
of  the  certificate  to  a  Distribution  Agent, 
be  entitled  to  receive  as  a  distribution  in 
partial  liquidation,  in  respect  of  each 
share  of  $6  preferred  stock  represented 
by  said  certificate: 

(a)  1.059  shares  of  common  stock  of  Flor- 
ida Power  &  Light  Company; 

(b)  0.228  of  a  share  of  common  stock  of 
Kansas  Gas  and  Electric  Company; 

(c)  0.278  of  a  share  of  common  stock  of 
Minnesota  Power  &  Light  Company; 

(d)  1.255  shares  of  common  stock  of  The 
Montana  Power  Company; 

(e)  2.028  shares  of  common  stock  of  Texas 
Utilities  Company;   and 

(f)  Cash  at  the  rate  of  $6  per  annum  for 
the  period  from  and  Including  the  last  quar- 
terly S6  preferred  stock  dividend  payment 
date  prior  to  the  effective  date  to  but  not  In- 
cluding the  effective  date. 

In  addition  to  the  above  securities  each 
$6  preferred  stockholder  will  be  entitled 
to  receive  reclassified  common  stock  of 
American,  representing  certain  other  as- 
sets of  the  company  as  specified  in  para- 
graph 4  hereof,  and.  under  certain  cir- 
cumstances described  in  paragraph  5 
hereof,  may  receive  common  stock  of  The 
Washington  Water  Power  Company. 

Fractional  interests  in  shares  of  com- 
mon stock  of  the  above-mentioned  com- 
panies to  which  the  holder  is  entitled,  in 
addition  to  any  whole  shares,  on  the  ba-sis 
above  set  forth  are  to  be  dealt  with  as 
described  in  paragraph  7  hereof. 

2.  Distributi07i  to  holders  of  $5  pre- 
ferred stock.  On  and  after  the  effective 
date  the  holder  of  a  certificate  for  shares 
of  $5  preferred  stock  will,  upon  surrender 
of  the  certificate  to  the  Distribution 
Agent,  be  entitled  to  receive  as  a  distribu- 
tion in  partial  liquidation,  in  respect  of 
each  share  of  $5  preferred  stock  repre- 
sented by  said  certificate: 

(a)  0.892  of  a  share  of  common  stock  of 
Florida  Power  &  Light  Company; 

(b)  0.191  of  a  share  of  > common  stock  of 
Kansas  Gfis  and  Electric  Company; 

(c)  0.235  of  a  share  of  common  stock  of 
Minnesota  Power  &  Light  Company; 

(d)  1  057  shares  of  common  stock  of  The 
Montana  Power  Company; 

(e)  1.707  shares  of  common  stock  of  Texas 
Utilities  Company;  and 

(f)  Cash  at  the  rate  of  $5  per  annum  for 
the  period  from  and  Including  the  last  quar- 
terly $5  preferred  stock  dividend  payment 
date  prior  to  the  effective  date  to  but  not  in- 
cluding the  effective  date. 

In  addition  to  the  above  securities  each 
$5  preferred  stockholder  will  be  entitled 
to  receive  reclassified  common  stock  of 
American,  representing  certain  other  as- 
sets of  the  company  as  specified  in  para- 
graph 4  hereof,  and,  under  certain  cir- 
cumstances described  in  paragraph  5 
hereof,  may  receive  common  stock  of  The 
Washington  Water  Power  Company. 

Fractional  interests  in  shares  of  com- 
mon stock  of  the  above-mentioned  com- 
panies to  which  the  holder  Is  entitled.  In 
addition  to  any  whole  shares,  on  the 
basis  above  set  forth  are  to  be  dealt  with 
as  described  in  paragraph  7  hereof. 

3.  Distribution  to  holders  of  Ameri- 
can's common  stock.    On  and  after  the 
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effective  date  the  holder  of  a  certificate 
for  shares  of  American's  present  com- 
mon stock,  will,  upon  surrender  of  the 
certificate  to  the  Distribution  Agent,  be 
entitled  to  receive  as  a  distribution  in 
partial  liquidation,  in  respect  of  each 
share  of  common  stock  represented  by 
said  certificate: 

(a)  0.125  of  a  share  of  common  stock  of 
Florida  Power  &  Light  Company; 

(b)  0.027  of  a  share  of  common  stock  of 
Kansas  Gas  and  Electric  Company; 

(c)  0.033  of  a  share  of  common  stock  of 
Minnesota  Power  &  Light  Company; 

(d)  0.148  of  a  share  of  common  stock  of 
The  Montana  Power  Company;  and 

(e)  0.239  of  a  share  of  common  stock  of 
Texas  Utilities  Company. 

In  addition  to  the  above  securities  each 
common  stockholder  will  be  entitled  to 
receive  reclassified  common  stock  of 
American,  representing  certain  other 
assets  of  the  company  as  specified  in 
paragraph  4  hereof,  and  under  certain 
circumstances  described  in  paragraph  5 
hereof,  may  receive  common  stock  of 
the  Washington  Water  Power  Company. 

Fractional  interests  in  shares  of  com- 
mon stock  of  the  above-mentioned  com- 
panies to  which  the  holder  Is  entitled, 
in  addition  to  any  whole  shares,  on  the 
basis  above  set  forth  are  to  be  dealt  with 
as  described  in  paragraph  7  hereof. 

4.  Reclassification  of  American's 
stocks  and  distribution  of  such  reclassi- 
fied stock.  On  the  effective  date,  Ameri- 
can's present  stocks,  representing  Its 
holdings  of  common  stocks  of  the  Wash- 
ington Water  Power  Company  and  Pa- 
cific Power  &  Light  Company  and  addi- 
tional assets  other  than  those  to  be  dis- 
tributed as  hereinbefore  set  forth,  will 
be  reclassified  into  a  single  class  of  new 
capital  stock,  without  par  value,  as  fol- 
lows : 

American  will  be  authorized  to  Issue  2.342.- 
411  shares  of  new  capital  stock  In  place  of 
American's  present  stocks  and  of  Its  pres- 
ently outstanding  scrip.  Each  share  of  such 
new  capital  stock  will  have  the  same  rights 
as  every  other  share  of  such  new  capital 
stock. 

Each  share  of  $6  preferred  stock  will  be 
reclassified  into  1.188  shares  of  the  new  capi- 
tal stock. 

Each  share  of  $5  preferred  stock  will  be  re- 
classified into  1  share  of  the  new  capital 
stock. 

Each  share  of  American's  present  common 
stock  will  be  reclassified  Into  0.14  of  a  share 
of  the  new  capital  stock. 

Each  share  of  the  new  capital  stock  wUl  be 
entitled  to  one  vote. 

On  the  effective  date  the  authorized  capital 
of  American  will  be  reduced  to  $67,000,000. 

Fractional  Interests  in  shares  of  the 
reclassified  stock  will  be  dealt  with  in  the 
same  manner  as  is  described  in  para- 
graph 7  hereof  with  respect  to  fractional 
interests  in  shares  of  common  stocks  to 
be  distributed. 

5.  ProtHsion  for  amendment  to  pro- 
vide for  distribution  of  common  stock  of 
the  Washington  Water  Power  Company 
and  for  American's  dissolution.  Ip  the 
event  that  the  proposed  contribution  by 
American  to  the  Washington  Water 
Power  Company  of  the  common  stock  of 
Pacific  Power  &  Light  Company  should 
be  approved  by  the  Washington  Depart- 
ment of  Public  Utilities  and  this  Com- 
mission, prior  to  approval  of  the  amended 
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plan.  It  Is  provided  that  the  amended 
plan  may  be  modified  to  Include  common 
stock  of  the  Washington  Water  Power 
Company  among  the  assets  of  American 
to  be  distributed  directly  to  American's 
stockholders  as  set  out  in  paragraphs  1, 
2,  and  3  hereof  and  In  approximately  the 
same  proportion  as  such  assets. 

In  such  event  the  plan  would  be  fur- 
ther amended  to  provide  for  the  winding 
up  and  dissolution  of  American. 

6.  Dividends.  Dividends  declared  on 
the  distributable  common  stocks  and  on 
the  reclas-sified  capital  stock  of  AmeHcan 
payable  to  holders  on  record  dates  on  or 
after  the  effective  date  of  the  plan  but 
prior  to  distribution  of  such  stocks  will 
be  payable  to  the  stockholders  of  Amer- 
ican to  whom  such  distributable  common 
and  reclassified  capital  stocks  are  allo- 
cated under  the  plan  (after  surrender  of 
their  certificates  for  American's  present 
stocks  >.  There  will  be  deducted  from 
such  dividends  on  distributable  common 
stocks  that  portion  of  American's  Fed- 
eral income  taxes,  if  any.  payable  by 
American  or  the  Distribution  Agent  on 
account  of  the  receipt  of  such  dividends 
by  the  Distribution  Agent. ' 

7.  Fractional  interests.  No  certificates 
for  fractional  shares  of  distributable 
common  stocks  will  be  issued  In  respect 
of  fractional  Interests.  If  a  surrender- 
ing holder  entitled  to  a  fractional  inter- 
est does  not  give  instructions  to  the  Dis- 
tribution Agent  to  purchase  an  additional 
fractional  Interest  suflBcient  to  entitle 
him  to  one  additional  share,  the  Distri- 
bution Agent  will  sell  for  the  holder's 
account  the  remaining  fractional  inter- 
est to  which  the  holder  is  entitled. 

No  certificates  for  fractional  shares  of 
American's  new  capital  stock  will  be 
issued  in  respect  of  fractional  interests. 
In  lieu  thereof,  these  fractional  inter- 
ests will  be  dealt  with  in  the  same  manner 
as  Is  provided  above  with  respect  to 
fractional  interests  in  shares  of  distrib- 
utable common  stocks. 

8.  Time  limitations.  Under  the  plan, 
shares  of  the  present  stock  of  American 
must  be  surrendered  within  two  years 
from  the  effective  date  of  the  plan  in  or- 

.  der  to  entitle  the  surrendering  holder  to 
shares  of  distributable  common  stocks  or 
the  right  to  purchase  additional  shares 
of  distributable  common  stocks  by  reason 
of  fractional  interests.  Upon  the  expira- 
tion of  two  years  from  the  effective  date, 
the  Distribution  Agent  will  sell  all  of  the 
remaininR  shares  of  distributable  com- 
mon stocks  and  hold  the  proceeds  (less 
Federal  income  taxes,  if  any,  payable  by 
American  or  the  Distribution  Agent  on 
account  of  such  sales*  for  payment  of 
such  net  proceeds  to  holders  of  certifi- 
cates of  the  present  stocks  of  American 
who  surrender  such  shares  within  five 
years  from  the  effective  date  of  the  plan. 
Upon  expiration  of  five  years  following 
the  effective  date,  the  holders  of  certifi- 
cates for  shares,  or  .scrip  for  shares,  of  the 
present  stock  of  American  which  have 
not  theretofore  been  surrendered  to  the 
Distribution  Agent  shall  cease  to  have 
any  right  to  receive  any  distribution  or 
payment  under  the  plan  and  the  net  pro- 
ceeds from  the  sale  of  distributable  com- 
mon stock5  will  be  delivered  to  American: 
Provided.  That  If  American  shall  there- 
tofore have  been  dissolved,  then  such 
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cash  will  be  delivered  to  the  person  or 
persons  appointed  to  administer  Ameri- 
can's affairs  In  dissolution.  Shares  of  the 
new  capital  stock  of  American  for  which 
certificates  of  the  present  stock  of  Amer- 
ican have  not  been  surrendered  within 
five  years  will  be  cancelled. 

9.  Amendment  of  American's  Certifi- 
cate of  Organization  and  By-Laws.  The 
provisions  of  American's  Certificate  of 
Organization  and  By-Laws  will  be 
amended  in  the  manner  provided  in  the 
Revised  Statutes  of  Maine.  Chapter  49, 
Section  73.  as  amended  by  the  Public 
Laws  of  1945,  to  conform  to  the  plan  and 
to  provide  for  simplification  and  reduc- 
tion of  American's  powers,  for  cumula- 
tive voting  of  its  new  capital  stock  and 
for  limited  preemptive  rights  to  the 
holders  of  such  stock.  The  amendments 
will  also  provide  that  the  consideration 
received  by  American  from  the  issuance 
and  sale  of  any  additional  shares  of  new 
capital  stock  without  par  value  shall  be 
entered  in  the  capital  stock  account  of 
American. 

10.  Disposition  by  American  of  its  in- 
terest in  Portland  Gas  &  Coke  Company. 
Within  one  year  after  consummation  of 
a  recapitalization  plan  imder  section  11 
of  the  act  for  Portland  Gas  b  Coke  Com- 
pany (unless  the  Commission  shall  ex- 
tend such  time).  American  will,  in  such 
manner  as  the  Commission  may  permit, 
dispose  of  its  Interest  in  Portland  Gas  L 
Coke  Company. 

11.  Disposition  of  securities  by  Bond 
and  Share.  Within  one  year  after  the 
effective  date  (unless  the  Commission 
shall  extend  such  time>  Bond  and  Share 
will  sell,  distribute,  or  otherwise  dispose 
of.  In  such  manner  as  the  Commission 
may  permit,  (a)  all  certificates  for  shares 
of  American's  present  stock  owned  by 
Bond  and  Share  which  Bond  and  Share 
will  not  have  surrendered  under  the  plan 
to  the  Distribution  Agent,  and  (b)  all  of 
the  shares  of  distributable  common 
stocks  and  of  the  new  capital  stock  of 
American  delivered  or  deliverable  to 
Bond  and  Share  In  respect  of  the  certi- 
ficates for  shares  of  American's  present 
stock  which  Bond  and  Share  shall  have 
surrendered  under  the  plan  to  the  Dis- 
tribution Agent. 

12.  Payment  of  fees  and  expenses. 
The  payment  of  expenses  incurred  by 
American  In  connection  with  the  plan 
or  proceedings  with  respect  to  the  plan 
will  be  subject  to  the  approval  of  the 
Commission.  American  will  also  pay 
such  allowances  for  fees  and  expenses  in- 
curred in  connection  with  the  plan  or 
proceedings  with  respect  to  the  plan  as 
the  Commission  may  approve:  Provided. 
That,  If  American  seeks  Judicial  review 
of  any  such  allowance  so  approved,  the 
obligation  to  make  such  payment  will  be 
subject  to  the  determination  made  in  the 
review  proceeding. 

13.  Interlocking  Directors  and  Officers. 
Subject  to  the  exceptions  set  forth  below, 
there  will  be  no  member  of  the  Board  of 
Directors  and  no  oflBcer  of  a  present  sub- 
sidiary of  American  who.  on  the  fifth 
day  after  the  effective  date,  will  be  a 
member  of  the  Board  of  Directors  or  an 
oflBcer  of  any  other  of  the  present  subsid- 
iaries of  American.  The  exceptions 
above  referred  to  are  that  any  person 
may  be  a  member  of  the  Board  of  Di- 
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Utilities  Company  and  subsidiaries  there- 
of, or  (b)  The  Washington  Water  Power 
Company.  Pacific  Power  it  Light  Com- 
pany. Washington  Irrigation  L  Develop- 
ment Company  and  The  Limestone  Com- 
pany, or  (c)  Minnesota  Power  &  Light 
Company  and  subsidiaries  thereof,  or  <d » 
Florida  Power  &  Light  Company  and 
Utilities  Land  Company. 

14.  Claims  settlement.  The  plan  pro- 
poses the  compromise,  settlement  and 
discharge  of  any  and  all  claims  as  be- 
tween Bond  and  Share,  its  wholly-owned 
subsidiaries,  American,  and  certain  pres- 
ent and  former  sub.sldlaries  of  American, 
and  as  between  their  various  security 
holders,  as  such,  through  a  capital  con- 
tribution by  Bond  and  Share  to  American 
of  $2,500,000  in  cash.  Thereupon  Amer- 
ican wiU  make  capital  contributions  to 
certain  of  its  subsidiaries  In  the  amounts 
enumerated  In  the  plan.  The  plan  also 
petitions.  In  the  event  the  plan  Is  ap- 
proved, that  the  Commission  approve  the 
payment  of  not  exceeding  $194,135  by 
American  to  certain  plaintiffs,  their  at- 
torneys, and  their  accountants,  for  the 
full  settlement  and  satisfaction  of  claims 
on  account  of  services  rendered  In  con- 
nection with  claims  proposed  to  be  com- 
promised and  settled  as  described  ebove. 
Applicants  request  that  such  .subsidiaries 
be  made  parties  to  these  proceedings  in 
order  that  they  may  be  bound  by  the 
proposed  claims  settlement. 

15.  Court  enforcement  and  effective 
date.  The  Commission  is  requested  in 
the  event  it  approves  the  plan  to  apply 
to  an  appropriate  district  court  of  the 
United  States  for  its  enforcement.  The 
"effective  date"  of  the  plan  will  be  a  date 
as  soon  as  practicable  following  the  en- 
try by  a  United  States  District  Court  of 
an  order  approving  and  enforcing  the 
plan  and  will  be  specifically  fixed  in  a 
written  notice  delivered  by  American  to 
this  Commission. 

16.  WithdravMl  or  amendment  of  plan. 
In  case  either  of  the  following  events 
should  occur  before  the  effective  date, 
namely : 

(a)  The  sale  by  American  of,  or  agree- 
ment by  American  to  sell,  its  interest  in, 
or  holdings  of  common  stock  of.  The 
Washington  Water  Power  Company 
and  or  Pacific  Power  b  Light  Company  to 
outside  Interests;  or 

(b»  A  statutory  change  effecting  an  in- 
crease In  the  amounts  of  future  Federal 
taxes  payable  by  American  or  its  subsid- 
iaries. Including  the  imposition  of  addi- 
tional taxes  measured  by  income,  which 
change  substantially  affects  the  net  earn- 
ings of  American  or  its  subsidiaries; 

then.  If  either  party  to  the  plan,  as 
amended,  shall  have  promptly  notified 
the  other  that  in  Its  opinion,  on  account 
of  the  occurrence  of  such  event,  adjust- 
ments to  make  the  plan  fair  and  equi- 
table to  the  persons  affected  thereby 
should  be  made  In  the  allocations  to 
American's  stocks  which  are  set  forth  In 
this  plan  and  the  parties  thereto  shall 
not  have  agreed  on  such  adjustments, 
either  party  may  file  its  own  proposed 
amended  plan  which  shall  be  Identical 
with  the  present  plan  except  that  it  shall 
reflect  the  adjustments  that  party  con- 
siders appropriate  and  contain  such 
Other  formal  changes  as  are  necessary 
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because  the  other  party  has  not  joined  In 
that  amended  plan. 

Until  the  plan  is  approved  by  the  Com- 
mission, the  plan  may  be  withdrawn  or 
modified  or  amended  in  any  respect  or 
particular.  However,  except  as  provided 
above,  no  amendment  or  withdrawal  of 
the  plan,  or  of  the  plan  as  theretofore 
amended,  shall  be  effective  without  the 
consent  and  agreement  of  both  parties  to 
the  amended  plan. 

Except  in  the  event  of  the  happening 
of  one  or  both  of  the  above  mentioned 
contingencies  it  is  stated  that  after  the 
plan  Is  approved  by  the  Commission  and 
before  it  is  approved  by  the  Court,  the 
plan  may  be  withdrawn  or  modified  or 
amended  in  any  respect  or  particular 
with  the  approval  of  the  Commission.  It 
Is  further  stated  that  after  the  plan  Is 
approved  by  the  Court  and  before  the 
plan  has  been  consummated,  the  plan 
may  be  withdrawn  or  modified  or  amend- 
ed in  any  respect  or  particular  with  the 
approval  of  both  the  Commission  and  the 
Court. 

Upon  the  giving  of  ten  days  written 
notice  to  the  Commission  the  manner 
and  method  of  carrying  out  the  plan  may 
be  changed.  The  plan  provides  that  no 
such  change  Is  to  be  construed  as  an 
amendment  to  the  plan  if  thereafter  the 
carrying  out  of  the  plan  will  result  in 
the  consummation  of  the  substance  of 
the  transactions  contemplated  by  the 
plan  In  its  present  form. 

The  plan  states  that  its  consummation 
is  subject  to  the  receipt  from  the  United 
States  Treasury  Department  of  a  closing 
agreement  or  ruling  £ks  to  the  tax  conse- 
quences to  American,  to  the  holders  of 
its  stocks,  and  to  Bond  and  Share  of  the 
transactions  nece.ssary  to  carry  out  the 
plan,  which  agreement  or  ruling  shall  be 
satisfactory  to  American  and  to  Bond 
and  Share. 

Bond  and  Share  and  American  request 
that  any  order  of  the  Commission  ap- 
proving the  plan  recite  that  the  relevant 
transactions  of  the  plan  are  necessary  or 
appropriate  to  the  Integration  or  simpli- 
fication of  the  holding  company  system 
of  which  American  and  Bond  and  Share 
are  members  and  are  necessary  or  ap- 
propriate to  effectuate  the  rrovisions  of 
section  11  (b)  of  the  act  within  the 
meaning  and  requirements  of  the  In- 
ternal Revenue  Code,  as  amended,  in- 
cluding section  1808  (f )  and  Supplement 
R  thereof. 

The  carrying  out  of  the  plan  is  sub- 
ject to  the  reservation  that  consumma- 
tion of  the  provisions  relating  to  the  set- 
tlement and  discharge  of  claims,  as  may 
be  approved  by  order  of  this  Commission 
and  the  decree  of  the  Court,  will,  in  the 
opinion  of  coun.sel  for  Bond  and  Share 
and  American,  have  the  effect  of  settling 
and  discharging  the  various  claims  and 
counterclaims  as  provided  In  the  plan. 

While  application  for  approval  of  the 
plan  is  pending  or  while  the  plan  is  being 
carried  out,  American  reserves  the  right 
to  dispose  of  any  securities  or  other 
assets,  or  take  any  other  action,  in  a 
manner  consistent  with  the  provisions  of 
the  plan  and  other  apphcable  provisions 
of  law. 

III.  The  Commission  being  required  by 
the  provisions  of  section  11  (e)  of  the  act 
No.  18 4 
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before  approving  any  plan  thereunder  to 
find,  after  notice  and  opportunity  for 
hearing,  that  the  plan  as  submitted  or 
as  modified  is  necessary  to  effectuate  the 
provisions  of  section  1-1  (b)  of  the  act. 
and  is  fair  and  equitable  to  the  persons 
affected  thereby,  and  it  appearing  to  the 
Commission  that  It  is  appropriate  in  the 
public  Interest  and  In  the  Interests  of  In- 
vestors and  consumers  that  the  hearing 
in  this  proceeding  be  reconvened  with 
respect  to  the  amendment  filed  by 
American  and  Bond  and  Share  to  afford 
all  Interested  persons  an  opportunity  to 
be  heard  with  respect  thereto: 

It  is  ordered,  That  the  hearings  in  the 
proceeding  be  reconvened  on  February 
17,  1949,  at  10:00  a.  m..  e.  s.  t.,  at  the 
oflBces  of  the  Securities  and  Exchange 
Commission.  425  Second  Street  NW., 
Wa.shington  25,  D.  C.  At  such  recon- 
vened hearing  consideration  will  be  given 
to  the  plan,  as  amended,  and  to  what 
action  should  be  taken  by  American  to 
meet  the  provisions  of  the  Commission's 
order  directing  the  dissolution  of  Ameri- 
can. 

It  is  further  ordered.  That  William  W. 
Swift  or  any  other  oflBcer  or  oflBcers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  the  reconvened 
hearing  in  such  matter.  The  oflBcer  so 
designated  to  preside  at  any  such  re- 
convened hearing  Is  hereby  authorized 
to  exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  said  act 
and  to  a  hearing  oflBcer  under  the  Com- 
mission's rules  of  practice. 

The  Public  Utilities  Division  of  the 
Commission  having  advised  the  Commis- 
sion that  It  has  made  a  preliminary  ex- 
amination of  the  plan,  as  amended  and 
that  upon  the  basis  thereof  the  following 
matters  and  questions  are  presented  for 
consideration  without  prejudice  to  Its 
specifying  additional  matters  and  ques- 
tions upon  further  examination: 

1.  Whether  the  plan  as  submitted  or 
as  modified  Is  necessary  to  effectuate  the 
provisions  of  section  11  (b)  of  the  act.  Is 
fair  and  equitable  to  the  persons  affected 
thereby,  and  is  In  conformity  with  the 
requirements  of  the  Commission's  order 
of  August  22,  1942. 

2.  Whether  the  distributions  to  the 
holders  of  American's  $5  and  $6  pre- 
ferred stocks  and  common  stock  pro- 
posed in  the  plan,  as  amended,  are  fair 
and  equitable  or  whether  such  proposed 
distributions  should  be  modified  In  any 
manner. 

3.  Whether  the  acquisitions  and  secu- 
rity Issues  proposed  in  the  plan  and  inci- 
dent thereto  meet  the  requirements  of 
the  applicable  provisions  of  the  act,  par- 
ticularly sections  7,  10  and  12  thereof, 
or  whether  it  is  necessary  to  impose  any 
terms  and  conditions  with  respect  to  said 
proposed  acquisitions  and  security  issues. 

4.  Whether  the  amounts  proposed  to 
be  paid  by  Bond  and  Share  to  American 
and  by  American  to  its  subsidiaries  by 
way  of  compromise  and  settlement  of  the 
claims  described  in  the  plan  are  fair  and 
reasonable,  and  whether  in  all  other  re- 
spects the  treatment  of  the  Interests  of 
Bond  and  Share,  as  compared  with  those 
of  other  security  holders,  is  fair  and 
equitable. 


401 

8.  Whether  the  accounting  entries  In 
connection  with  the  proposed  transac- 
tions are  appropriate  and  in  accordance 
with  sound  accounting  principles  giving 
particular  consideration  to  (a)  the  re- 
corded values  to  be  assigned  to  Invest- 
ments In  the  subsidiaries  to  be  retained 
by  American  and  (b)  to  the  amount  and 
type  of  securities  proposed  to  be  author- 
ized as  capital  of  the  reorganized  com- 
pany. 

6.  Whether  the  Commission  should 
approve  the  amount  of  the  proposed  pay- 
ments to  be  made  by  American  to  the 
plaintiffs  or  their  attorneys  or  their  ac- 
countants In  the  legal  proceedings  spe- 
cifically enumerated  In  the  plan  by  way 
of  reimbursement  of  disbursements  or 
allowances  for  legal,  accounting,  or  other 
services. 

7.  Whether  the  plan  should  include  a 
provision  for  listing  on  a  national  secu- 
rities exchange  or  exchanges  of  the  secu- 
rities to  be  distributed,  or  any  of  them. 

8.  Whether  the  provision  of  the  plan 
relating  to  Interlocking  directors  and 
oflBcers  should  be  approved. 

9.  Whether  the  provisions  of  the  plan 
relating  to  reservation  of  the  right  to 
withdraw  or  amend  subsequent  to  Com- 
mission and  or  Court  approval  meet  the 
standards  of  the  act. 

10.  Whether  the  plan  as  submitted, 
and  amended,  or  any  modification  there- 
of approved  or  required  by  the  Commis- 
sion, should  be  approved  pursuant  to  the 
provisions  of  section  11  (d)  of  the  act,  so 
as  to  permit  the  Commission  of  Its  own 
motion,  and  Irrespective  of  any  request 
therefor  on  the  part  of  American  or 
Bond  and  Share,  to  apply  to  a  court  for 
the  enforcement  of  such  plan  or  plans 
pursuant  to  the  provisions  of  section  11 
(d». 

11.  Generally  whether  the  proposed 
transactions  are  In  all  respects  in  the 
public  Interest  and  in  the  Interest  of  in- 
vestors and  consumers  and  consistent 
with  all  applicable  requirements  of  the 
Act  and  the  Rules  thereunder,  and 
whether  any  modification  should  be  re- 
quired to  be  made  therein,  and  whether 
any  terms  and  conditions  should  be  im- 
posed to  satisfy  the  applicable  statutory 
standards. 

It  is  further  ordered.  That  notice  of 
this  reconvened  hearing  be  given  by  reg- 
istered mall  to  Bond  and  Share,  Ameri- 
can, Florida  Power  b  Light  Company, 
Kansas  Gas  and  Electric  Company,  Min- 
nesota Power  b  Light  Company,  Superior 
Water.  Light  and  Power  Company.  The 
Montana  Power  Company,  Pacific  Power 
&  Light  Company,  Portland  Gas  b  Coke 
Company,  Texas  Utilities  Company,  Dal- 
las Power  b  Light  Company.  Texas  Elec- 
tric Service  Company,  Texas  Power  b 
Light  Company,  Washington  Irrigation  & 
Development  Company.  The  Washington 
Water  Power  Company,  to  all  persons 
previously  granted  intervention  or  par- 
ticipation In  the  proceedings  herein,  and 
to  the  attorneys  of  record  in  the  court 
proceedings  specifically  enumerated  In 
the  plan  Involving  claims  of  the  kind 
sought  to  be  compromised,  settled,  and 
discharged  by  said  plan;  that  notice  shall 
be  given  to  all  other  persons  by  general 
release  of  this  Commission  which  shall  be 
distributed  to  the  press  and  mailed  to 
persons  on  the  mailing  list  for  releases 
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under  the  act;  and  that  further  notice 
be  given  to  all  persons  by  publication  of 
this  notice  and  order  In  the  Pediral 
Register. 

It  is  further  ordered.  That  Florida 
Power  &  Light  Company,  The  Montana 
Power  Company,  Pacific  Power  ti  Light 
Company,  Portland  Gas  &  Coke  Com- 
pany, Texas  Electric  Service  Company, 
Texas  Power  b  Light  Company,  and  The 
Washington  Water  Power  Company  be 
made  parties  to  this  proceeding  for  the 
purposes  reqested  by  the  applicants  as 
described  In  paragraph  14,  part  II  hereof. 

It  is  further  ordered.  That  this  Com- 
mission's order  of  April  23. 1948  herein  be 
continued  in  full  force  and  effect. 

It  is  further  ordered,  That  American 
shall  give  notice  of  this  reconvened  hear- 
ing to  all  its  security  holders  (insofar  as 
the  Identity  of  such  security  holders  is 
known  or  available  to  it)  by  mailing  to 
each  of  said  persons  a  copy  of  this  notice 
and  order  at  least  15  days  prior  to  the 
date  set  for  for  the  reconvened  hearing. 

By  the  Commission. 

[SKALl  NeLLYB  a.  THORSEN, 

Assistant  Secretary. 

I  p.    R.    Doc.    49-«49:    Filed,    Jan.    27,    1949; 
8:49  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtTTHORTrr:  40  Stat.  411,  65  Stat.  839.  Pub. 
Lawa  333,  671.  79th  Cong.,  60  Stat.  50.  925;  60 
U.  8.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6.  1942,  3  CFR,  Cum.  Supp..  E.  O.  9667, 
June  8,  1945,  3  CPR,  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11S81. 

[Vesting  Order   126701 
MjNA  Bender 

In  re:  Bank  account  and  other  prop- 
erty owned  by  the  personal  representa- 
tives, heirs,  next  of  kin,  legatees  and 
distributees  of  Mlna  Bender,  deceased. 
P-28-24893-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Mina  Blender,  deceased,  who 
there  is  reasonable  cause  to  l)elieve  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  the  personal  representa- 
tives, heirs,  next  of  kin,  legatees  and  dis- 
tributees of  Mina  Bender,  deceased,  by 
D.  Moreau  Barringer,  1528  Walnut  Street, 
Philadelphia  2.  Pennsylvania,  in  the 
amount  of  $157.66,  as  of  December  13. 
1948.  presently  on  deposit  in  an  account 
maintained  in  the  name  of  D.  Moreau 
Barringer.  with  the  Tradesmens  National 
Bank  and  Trust  Company.  Philadelphia 
7.  Pennsylvania,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same,  and 

b.  Two  (2)  United  States  Defense 
Savings  Bonds.  Series  G,  of  |100  and  $500 
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maturity  value,  bearing  the  numbers 
C-1727633  and  D-839475,  respectively, 
presently  in  the  custody  of  The  Trades- 
mens National  Bank  and  Trust  Company. 
Philadelphia  7,  Pennsylvania,  together 
with  any  and  all  rights  thereunder  and 
thereto, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Mina  Bender, 
deceased,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 
and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Mina  Bender, 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    4»-€74:    Filed,    Jan.    37,    1949; 
8:53  a.  in. I 


[Vesting  Order   12678] 
Kaoru  Kojo 


orders  cancelled,  and  presently  In  the 
possession  of  the  Attorney  General  of  the 
United  States,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  afore- 
mentioned debt  or  other  obligation,  to- 
gether with  any  and  all  rights  in.  to  and 
under.  Including  particularly,  but  not 
limited  to,  the  rights  to  possession  and 
presentation  for  collection  and  payment 
of  the  aforesaid  check. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  is  hereby  determined: 

3.  Tliat  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescrilied  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General, 

[seal]  David  L.  Bazelon,  ^ 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49^78;    Filed.    Jan.    27,    1949; 
8:63  a.  ml 


In  re :  Debt  owing  to  Kaoru  Kojo,  also 
known  as  Kojo  Kaoru.   D-39-€737. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  It  Is  hereby  found: 

1.  That  Kaoru  Kojo,  also  known  as 
Kojo  Kaoru.  whose  last  known  address 
Is  Japan,  is  a  resident  of  Japan  and  a 
national  of  a  designated  enemy  coimtry 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Kaoru  Kojo.  also  known 
as  Kojo  Kaoru.  by  Montgomery  Ward  & 
Co..  Incorporated.  Chicago.  Illinois,  In 
the  amount  of  $30.76,  as  of  February  28. 
1946,  and  any  and  all  accruals  thereto, 
evidenced  by  a  check  numbered  CP272978 
Issued  by  said  Montgomery  Ward  L  Co.. 
Incorporated,  Chicago,  Illinois,  drawn  on 
The  First  National  Bank  of  Chicapo. 
Chicago,  Illinois.  In  the  amount  of  $30.76, 
said  check  representing   a  refund   for 


(Veetlng  Order  6049.  Amdt.] 
Louis  J.  Ecdorf 

In  re:  EJstate  of  Louis  J.  Egdorf.  de- 
ceased. File  No.  D-28-8511;  E.  T.  sec. 
10033. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  Vesting  Order  5049. 
dated  June  27,  1945,  is  hereby  amended 
to  read  as  follows: 

It  Is  hereby  found : 

1.  That  Fred  Egdorf  (also  known  as 
Johann  Karl  Friedrich  Egdorf,  and 
Prledrlch  Karl  Johann  Egdorf),  Albert 
Carl  Fritz  Egdorf,  and  Gustav  Adolf 
Knodel.  whose  last  known  address  Is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  Issue,  names  unknown  of 
Fred  Egdorf  <also  known  as  Johann  Karl 
Friedrich  Egdorf  and  Friedrich  Karl 
Johann  Egdorf),  and  the  domiciliary 
personal   representatives,   next   of   kin, 


Friday,  January  28,  1949 

heirs  at  law,  legatees  and  distributees, 
names  unknown,  of  Erna  Minna  Friedrike 
Knodel.  nee  Egdorf,  deceased,  who  ther« 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  coimtry  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Louis  J.  Egdorf, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  Is  In  the  process 
of  administration  by  the  Clerk  of  Circuit 
Court  of  Grant  County,  Indiana,  and/or 
J.  J.  Coleman,  Fairmont,  Indiana,  Ad- 
ministrator, acting  under  the  judicial 
supervision  of  the  Circuit  Court  of  Grant 
County,  Indiana, 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
that  the  Issue,  names  unknown,  of  Fred 
E^gdorf  (also  known  as  Johann  Karl 
Friedrich  Egdorf  and  Friedrich  Karl 
Johann  Egdorf),  and  the  domiciliary 
personal  representatives,  next  of  kin, 
heirs  at  law,  legatees  and  distributees, 
names  unknown,  of  Erna  Minna  Frieder- 
ike  Knodel.  nee  Egdorf,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as  na- 
tionals of  a  designated  enemy  country 
(( Jermany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  a^d.  It  being 
deemed  necessary  in  the  national  In- 
terest. 

There  is  hereby  vested  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  deak 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  and  in 
said  Vesting  Order  5049  shall  have  and 
had  the  meanings  prescribed  In  section 
10  of  Executive  Order  9095.  as  amended 
by  Executive  Order  9193. 

Executed  at  Washington.  D.  C,  on 
January  12.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-676;    FUed,    Jan.    27.    1949; 
8:53  a.  m.J 


[Return  Order  206] 
Le  Moulin  Legumes.  S.  A. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 


FEDERAL  REGISTER 

of,  be  returned  after  adequate  provision 
for  taxes  and  conservator Jr  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Le  Moulin  Legumes.  8.  A..  Bagnolet  (Seine) 
France,  9278  and  10220;  October  22,  1948  (13 
F.  R.  6222);  Property  described  in  Vesting 
Order  No.  666  (8  F.  R.  6047,  AprU  17.  1943) 
relating  to  United  States  Letters  Patent  Nos. 
1,921,936;  2.054,038;  2,051.096;  2.070.137; 
2.074.794;  2.074.795;  2.184.719;  2.222.927  and 
2.371.175.  All  Interests  and  rights  created 
In  Mantelet  et  Boucher  (Soclete  en  nom 
CoUectlf).  to  the  extent  owned  by  Mantelet 
and  Boucher  immediately  prior  to  the  vest- 
ing thereof  by  Vesting  Order  No.  3928  (9  F.  R. 
9680,  August  9.  1944)  by  virtue  of  an  agree- 
ment dated  January  4.  1934,  and  March  6, 
1934  (Including  all  modlHcatlons  thereof  and 
BupplemenU  thereto)  by  and  between  Man- 
telet et  Boucher  and  Foley  Manufacttirlng 
Company  relating,  among  other  things,  to 
United  States  Letters  Patent  No.  1.921,936; 
Including  royalties  in  the  amount  of 
$12,659.77.  This  return  shall  not  be  deemed 
to  Include  the  rights  of  any  licensees  imder 
the  above  patents. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed   at   Washington,   D.   C,   on 
January  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-677;    Filed.    Jan.    27.    1949; 
8:53  a.  m.] 


[Return  Order  250] 

Dr.  Paul  tentler 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Dr.  Paul  Tentler.  Montevideo,  Uruguay, 
Claim  No.  3357;  December  11,  1948  (13  F.  R. 
7698);  $412.59  in  the  Treasury  o(  the  United 
States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C,  on  Jan- 
uary 19,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

As.fistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-678:    Filed.    Jan.    27,    1949; 
853  a.  m.] 
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allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 
It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Stephen  Strassmalr.  Yonkers.  New  York, 
Claim  No.  5810.  December  17.  1948  (13  F.  R. 
7812) ;  $1,287.80  In  the  Treasury  of  the  United 
States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
January  19,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-679;    FHed,    Jan.    27,    1949; 
8:63  a.  m.] 


Max  Reich 


NOTICE  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  (f  >  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 
Claimant,  Claim  No.,  Property,  and  Location 

Max  Reich.  London.  England.  32960;  $200.45 
In  the  Treasury  of  the  United  States.  All 
right,  title.  Interest  and  claim  of  any  kind  or 
character  whatsoever  of  Max  Reich  In  and 
to  the  trust  created  under  the  will  of  Her- 
man Jacobowitz,  deceased. 

Executed  at  Wa.shington,  D.  C,  on 
January  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-680;    Piled,    Jan.    27,    1949; 
8:53  a.  m.] 


[Return  Order  351] 
Stephen  Strassmair 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 


Alfred  Thorsings  Musikforlag 

NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  .section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  in  Washington.  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  Infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses : 
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Claimant,  Claim  No.,  and  Property 

Alfred  Thor«4ng>  Muslkforlag.  Copenhagen. 
Denmark:  6490;  Property  to  the  extent  owned 
by  claimant  Immediately  prior  to  the  vest- 
ing thereof,  described  In  Vesting  Order  No. 
4033  (»  F.  R.  13368,  November  8,  1844)  re- 
lating to  certain  copyrlghU  Identified  by 
•sslgnmenta  dated  November  6,  1936  and  De- 
cember 2,  1938  In  the  United  States  Copy- 
right Office  (listed  In  Exhibit  A  of  said  vest- 
ing order).  Including  royalties  pertaining 
thereto  In  the  amount  of  I6B0.93. 

Executed  at  Washington,  D.  C,  on 
January  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  Oeneral, 
Director,  Office  of  Alien  Property. 

I  p.    R.    Doc.    49-681;    Piled,    Jan.    27,    1949; 
8:64  a.  m.] 


VERNEF  EgCIHT  JORGENsrN 

KOnCl    or    INTENTION    TO    RETTTRN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Verner  Eggert  Jorgensen,  a/k  a  Verner  Eg- 
gert  Jorgenson,  Copenhagen,  Denmark;  35040: 
$2,609  85  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim  of 
any  kind  or  character  whatsoever  of  Verner 
Eggert  Jorgenson  In  and  to  the  Trust  Estate 
created  under  the  terms  of  the  Last  Will  and 
Testament  of  Christian  Egert  Jorgenson, 
deceased,  for  the  benefit  of  Hena  Dorothea 
Jorgenson. 

Executed   at   Washington,  D.  C,  on 
January  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-«82:    Piled.    Jan.    27,    1949; 
•  :04  •.  m] 


NOTICES 

Lxo  Rtotako  Iked  a 

NOTICE  or  INTENTION  TO  RET0HN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No.,  Property,  and  Location 

Leo  Ryotaro  Ikeda,  Palo  Alto,  California. 
8M2:  $3,205.65  In  the  Treasury  of  the  United 
States. 

Executed  at  Washington.  D.  C,  on  Jan- 
uary 19,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.    49-683;    Piled,    Jan.    27.    1949; 

8:54  a.  m.] 


Fortunato  da  Conturma  and  Clair  da 
CONTURBiA  Patterson 

NOTICE  OP  intention  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No..  Property,  and  Location 

Fortunato  da  Conturbla,  Clair  da  Con- 
turbla  Patterson,  Milan.  Italy,  39545,  and 
39646  (consolidated);  $12,758.21  in  the  Treas- 
ury of  the  United  States:  $6,379.13  return- 
able to  Fortunato  da  Conturbla;  $6,379.08 
returnable  to  Clair  da  Conturbla  Patterson. 
All  right,  title,  Interest  and  claim  of  claim- 
ants In  and  to  the  trtist  estate  created  un- 
der the  will  of  ElMbeth  Panglrls,  deceased. 

Executed  at  Washington,  D.  C,  on  Jan- 
uary 19,  1949. 


For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    B.    Doc.    49-684;    Piled,    Jan.    27,    1949; 
8:64  a.  m.] 


^^^2^% 


Marcel  Casks 


notice    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f  >  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No.,  and  Property 

Marcel  Casse,  Essonnes  (Selne-et-Olse). 
Prance.  35527;  property  beecribed  In  Vesting 
Order  No.  666  (8  P.  R.  6047.  April  17.  1943), 
relating  to  United  SUtes  Letters  Patent  Noe. 
1.755,349;  1.873.286;  1,891.344;  2,006.260;  2,- 
038.643;  2.093,709  and  2.161,017;  property  de- 
scribed In  Vesting  Order  No.  283  (7  F.  R. 
9836.  November  26,  1942),  relating  to  Patent 
Application  Ser.  No.  281,638,  filed  January 
18.  1939,  and  all  right,  title,  and  interest 
of  the  Attorney  General  of  the  United  Statee 
m  and  to  Patent  Application  Ser.  No.  616.892, 
filed  January  3.  1944;  property  described  In 
Vesting  Order  No.  1601  (8  F.  R.  8566,  Juno 
22,  1943),  relating  to  the  whole  of  the  first 
and  a  one-half  part  of  the  second  of  the  fol- 
lowing two  dlscloeures: 

TC  No.,  Invfntor,  Invention  and  Date  of 
Execution 

TC-427.  Marcel  Casse.  Machines  for  the 
Wet  Treatment  of  TextUe  Materials  or  the 
Like.     April  7,  1942. 

TC-492,  Henri  Pousse  and  Marcel  Casse. 
Machine  for  Splitting  and  Depilating  Hides 
and  Skins.    September  28,  1942. 

Executed  at  Washington,  D.  C,  on 
January  19,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  p.    R.   Doc.    49-685;    Filed,    Jan.    27,    1949; 
8:64  a.  m.) 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Deportment  of 
Agriculture 

Subchapter  C — Loans,  Purthoiei  ond  Othvr 
Operations 

11948  C.  C.  C.  Rye  Bulletin  1,  Amdt  8] 

Pakt  656 — Rye 

subpart — 1948   rye   loan   and   pttrchase 

AGREEMENT   PROGRAli 

A  statement  in  the  Federal  Register 
of  December  23,  1948  (13  P.  R.  8248) .  has 
redesignated  Part  266,  Rye  Loans  and 
Purchase  Agreements  In  Chapter  II  of 
Title  6  of  the  Code  of  Federal  Regula- 
tions containing  the  requirements  of  the 
1948  Rye  Price  Support  Program  and 
published  in  13  P.  R.  4989.  5525  and  7291 
as  Part  656 — Rye,  Subpart — 1948  Rye 
Loan  and  Purchase  Agreement  Program. 
In  Chapter  IV  of  said  code.  Sections 
266.201  to  266.224,  have  been  redesig- 
nated as  §§658.1  to  656.24. 

In  §656.24  (formerly  266  224),  Rates 
at  which  loans  and  purchases  will  be 
made,  under  paragraph  (d)  County  rates. 
the  following  counties  and  rates  there- 
for are  added: 

Montana 

County:  Rate 

Judith  Basin _.  $1.15 

Uberty 1. 18 

Meagher 1.  IS 

Pondera 1. 14 

Teton 1. 16 

Issued  this  25th  day  of  January,  1949. 

[seal]  Elmer  F.  Kruse, 

Manager. 
Commodity  Credit  Corporation. 

Approved:  January  25, 1949. 

Ralph  S.  Trico. 
President, 
Commodity  Credit  Corporation. 

(P.    R.    Doc.    49-731;    Filed,    Jan.    28,    1949; 
8:56  a.  m.J 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Subchapter  C — Regulations  Ufvder  the  Farm 
Products   Inspection  Act 

Part  53 — Grading  and  Certification  of 
Meats,  Prepared  Meats,  and  Meat 
Products 

fees  for  grading  service 

Pursuant  to  the  authority  vested  in  me 
under  the  Agricultural  Marketing  Act  of 
1946  (7  U.  S.  C.  1621-1627)  and  the  so- 
called  Farm  Products  Inspection  Act, 
consisting  of  provisions  for  the  market 
insi>ection  of  farm  products  In  the  De- 
partment of  Agriculture  Appropriation 
Act.  1949  (62  Stat.  507;  7  U.  S.  C.  Sup. 
414).  and  §53.35  of  the  regulations 
governing  the  grading  arni  certification 
of  meats,  prepared  meats,  and  meat 
products  (7  CFR  53.35;  13  F.  R.  1275). 
the  following  order  to  appear  as  7  CFTl 
53.35a,  is  hereby  adopted: 

S  53.35a  Fees  for  grading  service. 
(a)  The  hourly  rate  for  gracKng  service 
shall  be  $3.00  per  hour  with  a  minimum 
charge  of  $1.50. 

(b)  Fees  for  grading  performed  on  a 
weekljw;ontract  basis  shall  be  $102.00  per 
calendar  week  (less  any  allowable 
credits),  to  cover  up  to  34  hours  of 
weekly  grading  service,  and  at  the  regu- 
lar rate  prescribed  in  paragraph  (a)  of 
this  section  for  grading  time  in  excess 
of  34  hours  per  week. 

(c>  When  grading  service  is  recfucsted 
at  a  place  so  distant  from  a  grader's  offi- 
cial headquarters  that  a  total  of  1  hour 
or  more  is  required  for  the  grader  to 
travel  to  and  return  from  such  place,  the 
fee  for  grading  service  at  such  place  shall 
equal  the  usual  fee  calculated  at  the 
applicable  rates  prescribed  in  paragraph 
(a)  or  (b)  of  this  section,  as  the  ca.se 
may  be,  plus  a  mileage  fee  of  5^  per  mile 
for  such  travel  and  return. 

(d)  When  grading  service  Is  requested 
at  any  place  outside  the  area  of  a  grader's 
clfi^ial  station,  the  fee  for  such  grading 
service  shall  equal  the  usual  fee  calcu- 
lated at  the  applicable  rates  prescribed  in 
paragraph  (a)  or  (b)  of  this  section,  as 
the  case  may  be,  plus  any  mileage  charge- 

(Contlnued  on  next  page) 
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able  under  paragraph  (c)  of  this  section, 
and  a  per  diem  charge  at  the  rate  of  $5.00 
per  day  for  each  day  or  quarter  p<Jr-tion 
thereof  spent  by  the  grader  outside  such 
area  with  a  minimum  per  diem  charge  of 
$1.25.  <60  Stat.  1087.  62  Stat.  507.  7 
U.S.  C.  1621  etseq.) 

Effective  date.  This  order  shall  be- 
come effective  February  1,  1949. 

Since  the  fees  charged  for  grading 
service  under  the  regulatiors  in  7  CFR 
Part  53  are  required  by  the  statutes  au- 
thorizing such  service  to  equal  as  nearly 
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as  may  be  the  cost  of  the  service  ren-  ^ 
dered.  and  since  the  determination  of  the 
cost  of  such  service  depends  upon  facts 
wholly  within  the  knowledge  of  the 
United  States  Department  of  Agricul- 
ture, and  it  has  been  determined  that  the 
fees  prescribed  above  will  provide  reve- 
nue sufficient  to  equal  the  cost  of  such 
service.  It  is  found  under  section  4  of  the 
Administrative  Procedure  Act  <5  U.  S.  C. 
1003)  upon  good  cause  that  notice  and 
public  procedure  concerning  this  order 
are  impracticable  and  unnecessary,  and 
It  is  found  under  said  section  that  good 
cause  exists  for  Issuance  of  this  order 
efTectlve  less  than  30  days  after  its  pub- 
lication. 

Done  at  Washington.  D.  C.  this  26th 
day  of  January.  1949. 

I  SEAL  1  John  I.  Thompson, 

Assistant  Administrator.  Pro- 
duction and  Marketing  Ad- 
ministration. 

|P.    R.    Doc.   49-732:     Filed.    Jan.    28.    1949; 
8:56  a.  m.] 


Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Orange  Reg.   1581 

Part     933 — Oranges.     Grapefruit,     and 
Tancekines  Grown  in  Florida 

LIMITATION  or  SHIPMENTS 

§  933.423  Orange  Regulation  158— (a) 
Findings.  1 1 »  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  33.  as  amended  (7  CFR  and  Supps. 
Part  933).  regulating  the  handling  of 
oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  as  herein- 
after provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  t60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  becaa-^e  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  such  effective 
date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12;01  a.  m..  e.  s.  t..  January 
31. 1949,  and  ending  at  12:01  a.  m..  e.  s.  t., 
February  7.  1949.  no  handler  shall  ship: 
(i»  Any  oranges,  except  Temple 
oranges  and  Valencia,  Lue  Qim  Gong. 
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and  similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
I  which  grade  U.  S.  No.  2  Bright,  U.  S. 
No.  2.  U.  S.  No.  2  Russet.  U.  S.  No.  3.  or 
lower  than  U.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple 
oranges  and  Valencia.  Lue  Gim  Gong, 
and  similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation 
Area  II  which  grade  U.  S.  No.  2  Russet. 
U.  S.  No.  3.  or  lower  than  U.  S.  No.  3 
grade; 

(iu)  Any  oranges,  except  Temple 
oranges  and  Valencia.  Lue  Gim  Gong, 
and  similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation 
Area  tl  which  grade  U.  S.  No.  2  or  U.  S. 
No.  2  Bright  unless  such  oranges  (a)  are 
in  the  same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and 
(b)  are  not  in  excess  of  50  percent,  by 
count,  of  the  number  of  all  oranges  in 
such  container; 

(iv)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
I  or  Regulation  Area  II  which  are  of  a 
size  smaller  than  a  size  that  will  pack 
252  oranges,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box; 

<v)  Any  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
I  or  Regulation  Area  II  which  (a)  grade 
U.  S.  No.  2  Bright.  U.  S.  No.  2,  U.  S.  No.  2 
Russet.  U.  S.  No.  3,  or  lower  than  U.  S. 
No.  3  grade  or  <b)  are  of  a  size  larger 
than  a  size  that  will  pack  200  oranges, 
packed  in  accordance  with  the  require- 
ments of  a  standard  pack,  in  a  standard 
nailed  box;  or 

(vi)  Any  Temple  oranges,  grown  in 
Regulation  Area  I  or  Regulation  Area 
II.  which  grade  U.  S.  No.  2  Russet.  U.  S. 
No.  3,  or  lower  than  U.  S.  No.  3  grade. 

(2)  As  used  in  this  section,  the  terms 
"handler."  "ship,"  "Regulation  Area  I."  ' 
"Regulation  Area  II."  and  "Valencia.  Lue 
Gim  Gong,  and  similar  late-maturing 
oranges  of  the  Valencia  type"  shall  each 
have  the  same  meaning  as  when  used  in 
said  amended  marketing  agreement  and 
order;  and  the  terms  "U.  S.  No.  1  Rasset," 
"U.  S.  No.  2  Bright."  "U.  S.  No.  2."  "U.  S. 
No.  2  Russet."  "U.  S.  No.  3."  "standard 
pack."  "container,"  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
SIS  when  used  in  the  United  States  Stand- 
ards for  Oranges  (13  F.  R.  5174,  5306'. 
(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.;  7  CFR  and  Supps.  Part  933) 

Done  at  Washington,  D.  C.  this  26th 
day  of  January  1949. 

[seal]  S.  R.  Smith. 

Director,  Fruit   and   Vegetable 
Branch,  Production  and  Mar-,  ^ 
keting  Administration. 

(P.    R.    Doc.    49-755;    Filed.    Jan.    28,    1949; 
0:58  a.  m.j 


(Tangerine  Reg.  82] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  933.424    Tangerine  Regulation  82 — 
(a)  Findings.    (1)  Pursuant  to  the  Mar- 
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keting  agreement,  as  amended,  and 
Order  No.  33,  as  amended  (7  CFR  and 
Supps.  Part  933).  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tan- 
gerines grown  in  the  State  of  Florida, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the  com- 
mittees established  under  the  aforesaid 
amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  foimd  that  the  limi- 
tation of  shipments  of  tangerines,  as 
hereinafter  provided,  will  tend  to  effectu- 
ate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  publi- 
cation thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  1001  et  seq.) 
becau.se  the  time  Intervening  between 
the  date  when  information  upon  which 
this  section  is  based  became  available 
and  the  time  when  this  section  must  be- 
come effective  in  order  to  effectuate  the 
declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amended,  is  insufficient,  and  a  reason- 
able time  is  permitted,  under  the  cir- 
cumstances, for  preparation  for  such  ef- 
fective date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  e.  s.  t.,  January 
31, 1949,  and  ending  at  12:01  a.  m.,  e.  s.  t., 
February  7,  1949.  no  handler  shall  ship: 

(ii  Any  tangerines,  grown  in  the  State 
of  Florida,  which  grade  U.  S.  Fancy,  U.  S. 
No.  1,  or  U.  S.  No.  1  Bronze  if  such  tan- 
gerines are  of  a  size  (a)  smaller  than 
the  size  that  will  pack  246  tangerines, 
packed  in  accordance  with  the  require- 
ments of  a  standard  pack,  in  a  half- 
standard  box  ( inside  dimensions  9  V2  x  9 '  2 
X  19 'a  inches;  capacity  1,726  cubic 
inches),  or  (b)  larger  than  the  size  that 
will  pack  120  tangerines,  packed  In  ac- 
cordance with  the  requirements  of  a 
standard  pack,  in  the  aforesaid  half- 
standard  box; 

(ii)  Any  tangerines,  grown  as  afore- 
said, which  grade  U.  S.  No.  2  or  U.  S. 
No.  2  Russet  if  such  tangerines  are  of  a 
size  (a)  smaller  than  the  size  that  will 
pack  246  tangerines,  packed  in  accord- 
ace  with  the  requirements  of  a  standard 
pack,  in  the  aforesaid  half-standard  box, 
or  (b)  larger  than  the  size  that  will 
pack  150  tangerines,  packed  in  accord- 
ance with  the  requirements  of  a  stand- 
ard pack,  in  the  aforesaid  half-standard 
box;  or 

(iii)  Any  tangerines,  grown  as  afore- 
said, which  grade  U.  S.  No.  3,  or  lower 
than  U.  S.  No.  3  grade. 

(2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  Is  given  to  each  such  term  in  said 
amended  marketing  agreement  and  o:^- 
der;  and  "U.  S.  Fancy,"  "U.  S.  No.  1," 
"U.  S.  No.  1  Bronze,"  "U.  S.  No.  2,"  "U.  S. 
No.  2  Russet,"  "U.  S.  No.  3."  and  "stand- 
ard pack"  shall  each  have  the  same 
meaning  as  is  given  to  the  resF>ective 
term  in  the  United  States  Standards  for 
Tangerines  ( 13  F.  R.  4790  • .  (48  Stat.  31, 
as  amended;  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933) 
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Done  at  Washington.  D.  C.  this  26th 
day  of  January  1949. 

[sEALl  S.  R.  Smith, 

Director.  Fruit  and  Vegetable 
Brandt,  Production  and  Mar- 
keting Administration. 

[P     R.    Doc.    49-754;    Filed.    Jan.    28,    1949; 
9:57  a.  m.) 


Part  962— Fre.sh  Peaches  Grown  in 
Georgia 

CHANCE    IN    representation    ON    INDUSTRY 

committee;   amendment  to  rules  and 
regulations 

On  Etecember  15.  1948.  notice  was  pub- 
lished in  the  Federal  Register  (13  P.  R. 
7747  >  that  the  Industry  Committee,  es- 
tablished  under   the   marketing    agree- 
ment and  Order  No.  62   (7  CFR.  Cum. 
Supp..  962.1  et  seq.).  regulating  the  han- 
dling of  fresh  peaches  grown  in  the  State 
of  Georgia,  was  considering  changing  the 
representation  from  certain  districts,  as 
such  districts  are  defined  in  the  market- 
ing agreement  and  order,  on  the  afore- 
said Industry  Committee.    This  is  a  reg- 
ulatory program  pursuant  to  the  Agri- 
cultural   Marketing    Agreement   Act   of 
1937.  as  amended  (7  U.  S.  C.  601  et  seq.) 
As  set  forth  in  the  aforesaid  notice, 
opportunity    was   afforded   all    persons, 
who  desired  to  do  so.  to  submit,  during 
the  15-day  period  following  the  publica- 
tion of  the  notice  in  the  Federal  Recist 
TER.  written  data,  views,  and  arguments 
for  consideration  in  connection  with  the 
proposed  change.    No  written  data,  views, 
or  arguments  were  received  during  the 
designated  period. 

Thereafter,  the  Industry  Committee, 
at  its  meeting  held  on  January  3.  1949. 
further  discussed  and  reviewed  the  pro- 
posals and  the  bases  and  need  therefor. 
After  consideration  of  all  available  rele- 
vant matters,  the  Industry  Committee 
adopted  a  resolution  changing  the  rep- 
resentation of  certain  districts  on  the 
committee,  and  submitted  such  action  to 
the  Secretary  of  Agriculture  for  his  ap- 
proval. According  to  the  provisions  of 
§  962.4  (m)  (11  >  of  Order  No.  62  (and  the 
comparable  provisions  of  the  marketing 
agreement),  such  change  in  representa- 
tion is  subject  to  the  approval  of  the 
Secretary. 

After  consideration  of  all  relevant  mat- 
ters presented,  including  the  proposals 
set  forth  in  the  aforesaid  notice,  it  is 
hereby  found  and  determined  that  the 
changed  representation,  as  hereinafter 
set  forth,  is  fair  and  equitable  and,  so 
far  as  It  is  practicable,  is  based  upon  the 
current  and  prospective  production  trend 
of  Georgia  peaches  in  the  resp)ective  dis- 
tricts. The  approval  of  such  changed 
representation,  from  the  designated  dis- 
tricts, is  pursuant  to  the  marketing 
agreement  and  order  and  will  tend  to 
effectuate  the  declared  purposes  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended. 

The  change  in  representation  is  hereby 
approved  to  become  effective  at  the  com- 
mencement of  the  fiscal  period  beginning 
on  March  1.  1949.  and  is  reflected  by  the 
addition  of  the  following  new  section. 
5  962.104    Change  in  representation  by 


RULES  AND  REGULATIONS 

districts  on  Industry  Committee,  to  the 
rules  and  regulations  (7  CFR.  1946  Supp.. 
962.100  et  seq.)  concurrently  in  effect 
pursuant  to  the  marketing  agreement 
and  order: 

§  962.104  Change  in  representation  by 
districts  on  Industry  Committee.  The 
representation  or  membership  on  the 
Industry  Committee  is  changed  to  pro- 
vide for: 

(a)  Four  (4>  members  to  represent  the 
South  Georgia  District; 

(b)  Three  (3)  members  to  represent 
the  Central  Georgia  District;  and 

(c)  One  (1»  member  to  represent  the 
North  Georgia  District.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq..  7  CFR. 
Cum.  Supp..  Part  962) 

Done  at  Washington.  D.  C.  this  36th 
day  of  January  1949. 


[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49-750:    Filed.    Jan.    28.    1949; 
9:57  a.  m.I 


I  Orange  Reg.  265] 

Part  966 — Oranges  Grown  in  Caufornia 
AND  Arizona 

limitation  or  shipments 

5  966.411  Orange  Regulation  265— (a) 
Findings.  ( 1  >  Pursuant  to  the  provisions 
of  Order  No.  66  (7  CFR.  Cum.  Supp.. 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  Califor- 
nia or  in  the  State  of  Arizona,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended,  and  upon  the  basis 
of  the  recommendation  and  information 
submitted  by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  limi- 
tation of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Fidcral  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  The  quantity  of  or- 
anges grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  January  30.  1949,  and 
ending  at  12:01  a.  m..  P.  s.  t..  February 
6.  1949.  is  hereby  fixed  as  follows: 

(i)  Valencia  oranges,  (a)  Prorate 
District  No.  1:  No  movement; 

(b)  Prorate  EMstrict  No.  2:  No  move- 
ment; 


(c)  Prorate  District  No.  :  :  No  move- 
ment. 

(11)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  Un- 
limited movement: 

(b)  Prorate  District  No.  2:  400  car- 
loads ; 

(c)  Prorate  District  No.  3:  Unlimited 
movement. 

(2»  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  Is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  'handled." 
"handler."  "carloads,"  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  the  said  order; 
and  "Prorate  District  No.  1."  "Prorate 
District  No.  2."  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  I  966.107  (11 
F.  R.  10258)  of  the  rules  and  regulations 
contained  in  this  part.  (48  rrtat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  28th 
day  of  January  1949. 

tSB-ALl  M.  W.  Baker. 

Acting  Director.  Fruit  and  Veg- 
etable Branch,  Production  and 
Marketing  Administration. 

Prorate  Base  Schedui-e 

[1201   a.   m.  Jan.   30.   1949.  to   12:01    a.   m. 
Feb.  6.  19491 

ALL  ORANGES   OTHHl   THAN   VALENCIA   ORANGES 

Prorate  District  So.  2 

Prorate  base 
Handler  (percent) 

Total - --   100.0000 

A.  F.  O.  Alta  Loma.— - .3302 

A.  F.  G.  Corona -  .2724 

A.  F.  G.  Fullerton .0410 

A.  F.  G.  Orange .0353 

A.  F.  O.  Riverside .7084 

Hazeltlne  Packing  Co.. 0656 

Placentla  Pioneer  Valencia  Growers 

Association .0563 

Signal  Fruit  Association .9320 

Azusa  Citrus  Association •  9706 

Damerel -Allison  Co 1.1054 

Glendora  Mutual  Orange  Associa- 
tion   -^867 

Irwlndale  Citrus  Association 4152 

Puente  Mutual  Citrus  Association.  .9429 
Valencia  Heights  Orchards  Associa- 
tion    • 1819 

Covlna   Citrus   Association 1.6197 

Covlna  Orange  Growers  Association.  .  4698 

Glendora  Citrus  Association 9366 

Glendora  HelghU  Orange  &  Lemon 

Growers   Association .1556 

Gold  Buckle  Association 3.0743 

La  Verne  Orange  Association 4.3527 

Anaheim  Citrus  Fruit  Association.  .0761 
Anaheim  Valencia  Orange  Associa- 
tion  - 0228 

Eadlngton  Fruit  Co.,  Inc 2960 

Fullerton  Mutual  Orange  Associa- 
tion  -2082 

La  Habra  Citrus  Association .1181 

Orange    County    Valencia   Associa- 
tion   - -0306 

Orangethorpe  Citrus  Association..  .0208 
Placentla   Cooperative   Orange   As- 
sociation    .0284 

Yorba    Linda    Citrus    Association. 

The.- .0101 

Alta  Loma  HelghU  Citrus  Associa- 
tion   •  3243 

Citrus  Fruit  Growers 1.0469 

Cucamonga  Citrus  Association .4545 

Etlwanda  Citrus  Fruit  Association.  .  2260 

Mountain  View  Fruit  Association..  .  1451 


Saturday,  January  29,  1949 

Prorate  Base  Scheoitlx — Continued 

ALL  ORANCBB  OTHER  THAN   VALENCIA   ORANGES — 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Old  Baldy  Citrus  Association 0.4145 

Rialto  Heights  Orange  Growers .4361 

Upland  Citrus  Association 2.2971 

Upland  Heights  Orange  Association.         .  9802 

Consolidated  Orange  Growers .  0213 

Frances  Citrus  Association .0046 

Garden  Grove  Citrus  Association .0374 

Goldenwest  Citrus  Association .0853 

Olive  Heights  Citrus  Association..         .0515 
Santa    Ana-Tustln    Mutual    Citrus 

Association .  0187 

Santiago  Orange  Growers  Associa- 
tion   .  1599 

Tustln  Hills  Citrus  Association .0389 

VUla  Park  Orchard  Association .0330 

Bradford  Bros.,  Inc ,2053 

Placentla  Mutual  Orange  Associa- 
tion           .1650 

Placentla  Orange  Growers  Associa- 
tion           .2159 

Yorba  Orange  Growers  Association.         .  0343 

Call  Ranch .5789 

Corona  Citrus  Association .  8707 

Jameson  Co ,3743 

Orange    Heights    Orange    Associa- 
tion    1.3893 

Grafton   Orange    Growers   Associa- 
tion    1.3149 

East     Highlands     Citrus     Associa- 
tion   .4234 

Fontana  Citrus  Association .4768 

Highland    Fruit    Growers    Associa- 
tion   .6226 

Redlands  Heights  Groves .9331 

Redlands  Orangedale  Association..         .9741 

Break  &  Son,  Allen .2678 

Bryn     Mawr     Fruit     Growers     As- 
sociation   1.  1593 

Mission  Citrus  Association .7429 

Redlands  Cooperative  Fruit  Associa- 
tion    1.8703 

Redlands  Orange  Growers  Associa- 
tion    1.0688 

Redlands  Select  Groves .4681 

Rialto  Citrus  Association .  6681 

Rialto  Orange   Co .3112 

Southern  Citrus  Association .9702 

United  Citrus  Growers .8254 

Zllen  Citrus  Co .  VS'^B 

Andrews  Brothers  of  California .0794 

Arlington  Heights  Citrus  Co .7350 

Brown  Estate,  L.  V.  W-- 1.6878 

Gavilan  Citrus  Association 1.8319 

Hemet  Mutual  Groves .2595 

Hlghgrove  Fruit  Association .7321 

Krinard  Packing  Co 1.6355 

McDermont  Fruit  Co 1.8059 

Monte  Vista  Citrus  Association 1.3629 

National  Orange  Co .8844 

Riverside  Heights  Orange  Growers 

Association 1.  2845 

Sierra  Vista  Packing  Association..         .8260 

Victoria  Avenue  Citrus  Association.  2.  4228 

Claremont  Citrus  Association 1. 1602 

College  Heights  Orange  and  Lemon 

Association 1.  2493 

El  Camlno  Citrus  Association .  4192 

Indian  Hill  Citrus  Association 1.2118 

Pomona  Fruit  Growers  Exchange^.  1.6331 
W.ilnut  Fruit  Growers  Association.         .4651 

West  Ontario  Citrus  Association..  1.1260 
El  Cajon  Valley  Citrus  Association.         .  1707 

Escondido   Orange   Association .4622 

San  Dimas  Orange  Growers  Asso- 
ciation  . 1.2672 

Ball  Si  Tweedy"  Association .0682 

Canoga  Citrus  Association .0738 

Covlna  Valley  Grange  Co .2460 

North  Whlttier  Heights  Citrus  Asso- 
ciation          . 1292 

Ban  Fernando  Fruit  Growers  Asco- 

ciation .  3469 

Sr.n  Fernando  Heights  Orange  Asso- 
ciation          .3476 
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Pborate  Bask  Schesuls — Continued 

ALL  ORANGES  OTHER  THAN  VALENCIA  ORANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                     (percent) 
Sierra  Madre-Lamanda  Citrus  As- 
sociation  -  0.  2263 

Camarillo  Citrus  Association. .0093 

Fillmore  Citrus  Association 1. 1421 

OJal  Orange  Association .8459 

Piru  Citrus  Association 1.0173 

Santa  Paula  Orange  Association —  .  1124 

Tapo  Citrus  Association .0592 

East  Whlttier  Citrus  Association. .  .0087 

El  Ranchito  Cltriis  Association .0588 

Whlttier  Citrus  Association.. 1326 

Whlttier  Select  Citrus  Association.  .  0309 
Anaheim    Cooperative   Orange   As- 
sociation   .  0521 

Bryn   Mawr  Mutual  Orange  Asso- 
ciation   . 5159 

Chula  Vista  Mutual  Lemon  Asso- 
ciation   .1219 

Escondido   Cooperative   Citrus   As- 
sociation   .0889 

Euclid  Ayenue  Orange  Association.  3.  0020 

Foothill  Citrus  Union,  Inc .1689 

Fullerton  Cooperative  Orange  Asso- 
ciation   .0270 

Garden  Grove  Orange  Cooperative, 

Inc .0288 

Golden    Orange   Groves,   Inc .3081 

Highland  Mutual  Groves .3467 

Index   Mutual    Association .0036 

La  Verne  Cooperative  Citrus  Asso- 
ciation  '.  3.  6864 

Metone    Heights    Association .6635 

Olive  Hillside  Groves.   Inc .0129 

Orange  Cooperative  Citrus  Associa- 
tion   .0293 

Redlands  Foothill  Groves 2.9807 

Redlands  Mutual  Orange  Associa- 
tion    .9876 

Riverside  Citrus   Association .2674 

Ventura  County  Orange  &  Lemon 

Association .  1751 

Whlttier  Mutual  Orange  &  Lemon 

Association. .0199 

Babijuice  Corp.  of  Calif .4358 

Cherokee  Citrus  Co..  Inc 1.2604 

Chess  Co..  Meyer  W .2552 

Evans  Bros.  Packing  Co 1.1151 

Gold    Banner    Association 2.0178 

Granada  Packing  House .2912 

Hill  Packing  House,  Fred  A_ .6574 

Inland  Fruit  Dealers.  Inc .3t97 

MacDonald  Fruit  Co .1235 

Orange  Belt  Fruit  Distributors 1.7079 

Panno  Fruit  Co.,  Carlo .0703 

Paramount  Citrus  Association .1902 

Placentla  Orchard  Co... ..-  .0603 

San  Antonio  Orchard  Co 1. 1831 

Snyder  &  Sons  Co.,  W.  A .7106 

Torn  Ranch .0497 

Wall,  E.  T 1.7086 

Western  Fruit  Growers,  Inc.,  Red- 
lands  3. 2094 

[F.    R.    Doc.    49-762:    Filed.    Jan.    28,    1949; 
11:18  a.  m.| 


TITLE  14 — CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics 
Administration 

lAmdt.  61 

Part  550  —  Federal  Aid  to  Public 
Agencies  tor  Development  of  Pubuc 
Airports 

ACCOtTNTINa   AND   AUDIT 

Acting  pursuant  to  the  authority 
vested  In  me  by  the  Federal  Airport  Act 
(60  Stat.  170;  Pub.  Law  377.  79th  Cong.) . 
I  hereby  amend  Part  550  of  the  regula- 
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tfons  of  the  Administrator  of  Civil  Aero- 
nautics as  follows: 

Section  550.8  (c)  of  this  part  is 
amended  to  read  as  follows: 

§550.8  Accounting  and  audit.  •  •  • 
(c)  Audits.  A  sponsor  shall  permit 
authorized  representatives  of  the  Ad- 
ministrator to  audit  the  project  records 
and  accounts  to  determine  the  allow- 
ability of  project  costs  and  the  amount 
of  Federal  participation  '  -.  the  cost  of 
the  project.  Progress  audits  may  be 
made  at  any  time  during  the  life  of  the 
project  at  the  discretion  of  the  Regional 
Administrator.  If  work  is  suspended  on 
the  project  for  an  appreciable  length  of 
time,  an  audit  will  be  made  prior  to  a 
semi-final  grant  payment,  as  provided 
in  §  550.9  (d).  A  final  audit  will  be  made 
prior  to  final  payment,  as  provided  in 
§  550.9  (e). 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Federal 
Register. 

(60  Stat.  170;  49  U.  S.  C.  1101  et  seq.) 

r SEALl  D.  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

|F.    R.    Doc.    49-692:    Filed,    Jan.    28,    1949; 
8:45  a.  m.| 

TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce  Department  of 
Commerce 

|3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  39 1 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

miscellaneous  amendments 

Part  373,  Licensing  Policies  and  Re- 
lated Special  Provisions,  is  amended  In 
the  following  particulars: 

1.  Section  373.11  Special  provisions 
for  lumber,  processing  code  LUMB  i.s 
deleted. 

2.  Section  373.14  Special  provisions 
for  caustic  soda  is  deleted. 

3.  Section  373.13  Special  provisions 
for  diamonds  i.s  amended  as  follows: 

a.  Paragraph  (a>  Definitions  is 
amended  by  adding  thereto  a  new  sub- 
paragraph (3  I  to  read  as  follows: 

(3)  Machines  containing  as  an  in- 
tegral part  thereof  a  tool  or  device  in- 
corporating diamonds. 

b.  Subparagraph  (4)  of  paragraph  (c) 
Application  requirements  is  redesignated 
<5)  and  a  new  subparagraph  (4)  Is  add- 
ed to  read  as  follows: 

(4)  When  a  tool  or  device  incorporat- 
ing diamonds  is  to  be  shipped  as  an  in- 
tegral part  of  a  machine,  the  machine 
may  be  listed  together  with  tools  and 
devices  incorporating  diamonds  in  a 
single  application;  however,  when  the 
tools  or  devices  incorporating  diamonds 
are  not  an  integral  part  of  the  machine 
but  shipped  as  ."^ixires  or  extras,  separate 
license  applications  mast  be  submitted. 

The  third  part  of  this  amendment 
shall  become  effective  as  of  January 
7.  1949. 

(Sec.  6,  54  Stat.  714.  55  Stat.  206.  66 
Stat.  463.  58  Stot.  671.  r.9  Stat.  270.  60 
Stat.  215.  61  Stat.  214,  61  Slat.  321.  Pub. 
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Law  395.  80th  Cong.;  50  U.  8.  C.  App. 
and  Sup.  701,  702;  E.  O.  9630.  Sept.  27. 
1945,  10  P.  R.  12245;  E.  O.  9919,  Jan.  3. 
1948.  13  P.  R.  59) 
Dated:  January  24.  1949. 

FRANCIS  MclNTYRK, 

Assistant  Director, 
Office  of  International  Trade. 

\F.    R.    Doc.    49-719:    Filed.    Jan.    28,    1949; 
8:53  a.  ml 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  VII — Department  of  the  Air 
Force 

Subchaptar  F — Organized  Rctervet 

Part" 861 — OrncERs'  Reserve  Corps 

GENERAL  OFFICERS  OF  V.  S.  AIR  FORCE 
RESERVE 

Part  861  is  hereby  amended  by  adding 
8S  861.71  to  861.79  as  follows: 

OINCRAL    omCKHS    OF    THE    UNITID    STATES    AIR 
FORCE   RESERVE 

See. 

881.71  Appointment. 

861.73  Number    of   Reserve    general    officers 

authorized. 

861.73  EllglbUity 

86174  Qualifications. 

861.75  Promotion  to  major  general. 

861.76  Examining  boards. 
86177  Examinations. 

861.78     Assignment  and  reassignment. 

86179  Transfer^  to  Honorary  Reserve,  Hon- 
orary Retired  LKst.  or  Air  Force  of 
the  United  States  Retired  List. 

AuTHORiTT :  5  }  861  71  to  861 .79  Issued  under 
sec.  37.  39  Stat  189.  sec.  32.  41  Stat.  775. 
aec  2.  42  Stat.  1033,  sec.  3.  48  Stat  154.  sees. 
207  (f».  208  (e).  61  Stat;  502.  503;  10  U.  S.  C. 
351-353.  355a.  358:  5  U.  S.  C.  Sup.  626.  626c: 
Transfer  Order  10.  AprU  27.  1948.  13  F.  R 
2428. 

Derivation:  AFR  45  6,  December  21.  1948. 

§  861.71  Appointment.  Appointment 
of  general  officers  will  be  made  in  the 
United  States  Air  Force  Reserve  under 
authority  contained  in  section  37  of  the 
National  Defense  Act.  as  amended,  for 
a  period  of  five  years.  Officers  of  the 
United  States  Air  Force  (Regular  estab- 
lishment) (active  or  retired)  are  not 
eligible  for  appointment. 

5  861.72  Number  of  Reserve  general 
officers  authorized.  The  authorized 
number  of  Reserve  general  officers  and 
grades  will  be  based  on  existing  Table  of 
Organization  and  Equipment  positions 
established  by  the  current  United  States 
Air  Force  Re.serve  troop  basis  and  an  ad- 
ditional number  authorized  for  staff  po- 
sitions. The  number  of  staff  positions 
for  Reserve  general  officers  will  be  estab- 
lished from  time  to  time  by  the  Secre- 
tary of  the  Air  Force  as  required  by  the 
needs  of  the  Air  Force.  General  officers 
of  the  Honorary  Air  Reserve  will  be  in 
exce.ss  of  the  above  authorization. 

§  861.73  Eligibility.  <a^  Officers  who 
have  served  on  active  duty  in  the  Army 
of  the  United  States  or  Air  Force  of  the 
United  States  for  a  period  of  at  least  six 
months  subsequent  to  December  7,  1941 
(including  those  now  on  active  duty)  and 
who.  during  that  period,  held  the  grade 
of  general  officer,  may  be  recommended 
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for  appointment  as  general  officers  in  the 
United  States  Air  Force  Reserve  in  the 
highest  grade  held  satisfactorily  during 
that  period;  Provided.  They  meet  the 
moral,  physical,  and  age  requirements. 
Those  who  are  otherwise  qualified,  as  in- 
dicated above,  but  do  not  meet  the  phys- 
ical or  age  requirements  may  apply  for 
appointment  In  the  United  States  Air 
Force  Honorary  Reserve  only. 

(b)  Officers  who  have  served  on  ac- 
tive duty  in  the  Army  of  the  United 
States  or  Air  Force  of  the  United  States 
for  at  least  six  mooths  subsequent  to 
December  7.  1941  and  who  did  not  hold 
the  grade  of  general  officer  during  that 
period,  and  who  meet  the  requirements 
of  §  861  74.  may,  after  appearance  before 
a  board  of  officers  (see  §  861.76>,  be  rec- 
ommended for  appointment  as  brigadier 
general  in  the  United  States  Air  Force 
Reserve  to  fill  existing  position  vacancies 
In  Reserve  units  or  in  Reserve  staff  posi- 
tions. 

§  861.74  Qualifications.  Officers  mu.st 
meet  the  following  qualifications  for  ap- 
pointment in  the  United  States  Air  Force 
Reserve : 

(a»  Age.  At  the  time  of  appointment 
a  candidate  for  the  grade  of  brigadier 
general  or  major  general  must  have  at 
least  one  year  to  serve  before  he  reaches 
the  statutory  age  prescribed  for  the  re- 
tirement of  United  States  Air  Force  offi- 
cers of  that  grade. 

(b>  Physical.  Physical  requirements 
for  appointment  or  promotion  of  general 
officers  will  be  those  prescribed  in  Army 
Regulations  40-100  and  40-105. 

<c>  Professional.  Satisfactory  dem- 
onstration of  qualifications  by  actual 
.service  on  active  duty  in  the  Air  Force 
of  the  United  States  or  Army  of  the 
United  States  for  at  least  six  months 
subsequent  to  December  7,  1941  in  the 
grade  and  position  contemplated  or  by 
the  satisfactory  discharge  of  duties  of 
corresponding  and  equal  responsibility. 

§  861.75  Promotion  to  major  general. 
Promotion  to  the  grade  of  major  general 
will  be  made  from  among  those  briga- 
dier generals  who  have  served  as  briga- 
dier generals  in  the  United  States  Air 
Force  Reserve  for  at  lea.st  one  year. 

§861.76  Examining  boards — (ai  Ap- 
pearance before.  Candidates  for  ap- 
pointment as  general  officers  for  assign- 
ment in  the  United  States  Air  Force 
Reserve  or  for  promotion  to  a  higher 
grade  will  be  examined  by  a  board  of 
officers  appointed  by  the  Chief  of  Staff. 
United  States  Air  Force,  to  determine 
their  general  fitness.  Within  the  limita- 
tions of  available  funds  candidates  may 
be  called  to  active  duty  for  the  purpose 
of  appearing  before  the  board. 

(b)  Composition  of  the  board.  Exam- 
ining boards  will  consist  of  not  less  than 
five  Air  Force  general  officers  senior  to 
the  officer  being  examined,  three  of 
whom,  whenever  practicable,  but  at  least 
two.  will  be  members  of  the  United  States 
Air  Force  Reserve,  whether  or  not  on 
active  duty,  and  two  or  more  United 
States  Air  Force  officers.  In  addition,  a 
medical  member  and  a  recorder  will  be 
appointed  who  will  serve  without  vote. 
No  officer  will  serve  on  two  consecutive 
boards  when  the  second  of  such  boards 


considers  any  officer  who  was  examined, 
but  not  recommended  for  promotion  by 
the  first  board. 

(c)  Procedure  of  board — (D  Attend- 
ance of  candidates.  All  candidates  for 
original  appointment  and  promotion  are 
required  to  appear  in  person  before  the 
examining  board. 

(2)  Attendance  of  members.  If  suf- 
ficient members  are  not  present  as  speci- 
fied in  paragraph  (b)  of  this  section  the 
board  will  adjourn  until  a  sufficient  at- 
tendance is  secured. 

(3)  Challenges.  After  the  board  has 
been  assembled,  the  candidate  will  be 
given  an  opportunity  to  challenge  any 
member  or  members  for  cause,  but  the 
candidate  must  state  the  cause  on  which 
each  challenge  Is  based.  The  board,  ex- 
clusive of  the  challenged  member,  will 
determine  the  validity  of  the  challenge. 
When  a  challenge  is  sustained.  If  the 
elimination  of  the  challenged  member 
would  reduce  the  board  below  the  mini- 
mum number  of  members  specified  in 
paragraph  (b)  of  this  section,  the  board 
will  suspend  proceedings  and  transmit 
the  record  of  proceedings  to  the  appoint- 
ing authority,  who  may  approve  the  ac- 
tion of  the  board  and  replace  the  chal- 
langed  member  or  disapprove  the  action 
and  direct  the  board  to  proceed. 

(4)  Testimony.  Any  questions  that 
arise  during  the  examination  which  re- 
quire the  Introduction  of  evidence,  the 
testimony  of  witnesses  will  be  taken 
orally.  If  the  witnesses  are  available  im- 
mediately. If  the  witnesses  are  not 
available  Immediately  their  testimony 
will  be  taken  by  depositions  prepared 
In  accordance  with  the  Manual  for 
Courts-Martial.  All  witnesses  will  be 
sworn,  the  oath  being  the  same  as  that 
admlnl-stered  to  witnesses  In  trials  by 
courts-martial.  Witnesses  examined 
orally  will  be  sworn  by  the  recorder.  The 
candidate  will  be  given  an  opportunity  to 
cross-examine  witnesses  who  testify  by 
deposition.  The  board  will  insure  that 
each  candidate  Is  furnished  full  oppor- 
tunity to  present  any  testimony  he  de- 
sires or  to  refute  any  testimony  given. 

5  861.77     Examinations.     The   board 
wlil   Investigate  thoroughly  the  candi- 
date's professional,  moral,  and  physical 
qualifications  and  weigh  carefully  the 
evidence  as  to  his  suitability   for   the 
appointment,    promotion,    and    a.ssign- 
ment  for  which  he  is  being  considered. 
A  final-type  physical  examination  will  be 
given.     The  board  will  Inquire  Into  the 
moral  character  of  the  candidate.     He 
will  be  questioned  carefully  and  may  be 
required  to  submit  in  writing  such  in- 
formation as  the  board  may  desire.    The 
board  Is  authorized  to  seek  verification 
of  the  candidate's  statements  or  addi- 
tional information  from  reliable  sources. 
The  candidate  will  be  informed  of  any 
unfavorable  statements  of  fact  relative 
to  his  moral  character  and  will  be  given 
an  opportunity  to  refute  or  explain  such 
statements.    The  professional  examina- 
tion will  be  conducted  as  pre.scribed  by 
the  pre.sident  of  the  board  and  will  in- 
clude such  military  knowledge  and  abil- 
ity tests  as  the  board  may  consider  neces- 
sary.   A  candidate  who  has  been  found 
disqualified  for  other  than  moral  reasons 
may  apply  for  reexamination  after  a  pe- 
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riod  of  one  year  from  the  prior  exami- 
nation. 

§  861.78  Assignment  and  reassign- 
ment. The  assignment  and  reassign- 
ment of  all  United  States  Air  Force  Re- 
serve general  officers  will  be  made  by  the 
Chief  of  Staff,  United  States  Air  Force. 

S  861.79  Transfers  to  Honorary  Re- 
serve, Honorary  Retired  List,  or  Air  Force 
of  the  United  States  Retired  List.  A 
United  States  Air  Force  Reserve  general 
officer  whose  service  has  been  honorable 
will  be  transferred  to  the  United  States 
Air  Force  Honorary  Reserve.  Honorary 
Retired  List,  or  Air  Force  of  the  United 
States  Retired  List,  when; 

(a)  Honorary  Reserve.  He  hsis  not 
reached  the  statutory  retirement  age  pre- 
scribed for  officers  of  the  United  States 
Air  Force  or  has  completed  twenty  years 
of  service  and  makes  application  for  such 
transfer. 

(b)  Honorary  Retired  List.  He  has 
reached  statutory  retirement  age  or  Is 
found  physically  disqualified  and  is  not 
eligible  for  retirement  under  Public  Law 
810,  80th  Congress. 

(c)  Air  Force  of  the  United  States  Re- 
tired List.  He  h£is  reached  the  statutory 
retirement  age  and  has  twenty  years  of 
service. 

(SEAL]  L.  L.  Judge, 

Colonel.  U.  S.  Air  Force, 
Air  Adjutant  General. 

|P.    R.    Doc.    49-693:    Filed,    Jan.    28.    194«; 
8:45  a.  m.] 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

f  Circular  1722) 

Part   196 — Phosphate   Leases   and   Use 
PEinWTs 

This  part  Is  hereby  completely  revised 
as  follows: 

PHOSPHATX   LXA8E8 

Statutory  authority. 

Size  of  leasehold  and  limitation  of 
acreage  holdings. 

Qiiallflcatluns  of  applicants. 

Minimum  expenditure  and  lease 
bond. 

Minimum  production. 

Lessee's  petition  for  change  In  mini- 
mum production. 

Application  for  leajse. 

Noncompetitive  application;  publi- 
cation; protests. 

Issuance  of  noncompetitive  lease. 

Offer  of  lands  or  deposits  for  lease  by 
competitive  bidding. 

Notice  of  lease  offer. 

Action  by  successful  bidder. 

Assignments  of  leases:  subleases. 

Readjustment  of  terms  and  condi- 
tions at  end  of  twenty-year  periods. 

Relinquishment  of  lease. 

Cancellation  of  lease. 

Use  of  silica,  limestone  or  other  rock. 

Use  permits  for  additional  lands. 

Claims  Initiated  prior  to  February 
26,  1920. 

AtTTHORn-T:  {{  196.1  to  196.19  Issued  under 
tecs.  9-12.  32,  41  Stat.  440,  441.  450;  30  U.  8.  C. 
211-214.  IfcO. 


Sec. 

1961 

196.2 

1963 

196.4 

1965 

196.6 

196.7 

196.8 

196.9 

196.10 

196.11 

196.12 

106.13 

196.14 

19615 

196  16 

106  17 

196  18 

196.19 

FEDERAL  REGISTER 

PHOSPHATE   LEASES 

§  196.1  Statutory  authority.  Sections 
9  to  12,  inclusive,  of  the  act  approved 
February  25,  1920  (41  Stat.  440;  441;  30 
U.  S.  C.  211-214),  as  amended,  author- 
izes the  Secretary  of  the  Interior  to  lease 
any  phosphate  deposits  of  the  United 
States  and  lands  belonging  to  the  United 
States  containlrkg  deposits  of  phosphates 
and  associated  or  related  minerals,  here- 
inafter called  "leased  deposits."  Invi- 
tations to  bid  for  such  leases  will  be  made 
in  accordance  with  the  procedure  herein- 
after set  forth.  Leases  will  be  Issued  on 
Form  4-1110  for  periods  of  twenty  years 
and  so  long  thereafter  as  the  lessee  com- 
plies with  the  terms  and  conditions  of 
the  lease  and  upon  the  further  condi- 
tion that  at  the  end  of  each  20  year 
period  such  reasonable  readjustment  may 
be  made  of  the  terms  and  conditions 
thereof  as  may  be  prescribed  by  the  Sec- 
retary of  the  Interior  unless  otherwise 
provided  by  law  at  the  expiration  of  such 
periods. 

B  196.2  Size  of  leasehold  and  limita- 
tion of  acreage  holdings.  Leases  may 
embrace  not  exceeding  2,560  acres  rea- 
sonably compact  in  form.  Each  lease 
shall  describe  the  lands  involved  by  legal 
subdivisions  of  the  public  land  surveys. 
No  i>erson,  association  or  corporation, 
may  hold  at  any  one  time  more  than  5,120 
acres  in  any  one  State,  or  more  than  10.- 
240  acres  In  the  United  States,  whether 
directly  through  the  ownership  of  phos- 
phate leases  or  Interests  in  such  leases, 
or  indirectly  as  a  member  of  an  associa- 
tion or  associations  or  as  a  stockholder 
of  a  corporation  or  corporations,  hold- 
ing such  leases  or  Interests  therein  or 
both. 

§  196.3  Qualifications  of  applicants. 
Leases  may  be  Issued  to  (a)  citizens  of 
the  United  States,  (b)  associations  of  cit- 
izens, and  (c)  corporations  organized 
under  the  laws  of  the  United  States  or  of 
any  State  or  Territory  thereof. 

S  196.4  Minimum  expenditure  and 
lease  bond,  (a)  An  actual  bona  fide 
expenditure  for  prospecting,  where 
necessary,  and  mine  operations,  develop- 
ment, or  Improvement  purposes  of  the 
amount  determined  by  the  Secretary  of 
the  Interior  will  be  a  condition  in  each 
lease  as  to  the  minimum  basis  on  which 
It  will  be  granted,  with  the  requirement 
that  not  less  than  one-third  of  such  ex- 
penditure shall  be  made  during  the  first 
year,  and  a  like  amount  each  year  for 
the  two  succeeding  years,  the  expendi- 
ture during  any  one  year  over  such  pro- 
portionate amount  for  that  year  to  l>e 
credited  on  the  expenditure  required  for 
the  ensuing  year  or  years.  Except  as  to 
the  sums  required  to  be  expended  for 
prospecting  on  the  leased  land,  the  mini- 
mum expenditure  requirement  may  be 
met,  when  so  authorized  In  the  lease,  by 
expenditures  made  or  to  be  made  off  the 
leased  land  but  for  Its  benefit. 

(b)  A  bond,  in  such  sum  as  may  be 
fixed  In  the  notice  of  leasing  but  In  no 
event  less  than  $5,000,  executed  by  the 
lessee  with  approved  corporate  surety 
on  Form  4-1113  or  the  lessee's  personal 
bond  on  Form  4-1114,  conditioned  upon 
compliance  with  the  expenditure  requlre- 
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ment  and  the  other  terms  of  the  lease 
will  be  required.  Personal  bonds  must  be 
accompanied  by  a  deposit  of  negotiable 
Federal  securities  in  a  sum  equal  at  their 
pai  value  to  the  amount  of  the  bond. 

§  196.5  Minimum  production.  Each 
lease  will  contain  appropriate  conditions 
fixing  a  minimum  annual  production  of 
the  leased  deposits  beginning  with  the 
fourth  year  from  date  thereof  or  pay- 
ment of  a  minimum  royalty  in  lieu 
thereof,  except  when  production  is  In- 
terrupted by  strikes,  the  elements,  cas- 
ualties not  attributable  to  the  lessee,  or 
upon  a  satisfactory  showing  that  market 
conditions  are  such  that  the  lessee  can- 
not operate  except  at  a  loss.  When  au- 
thorized in  the  lease  the  minimum  pro- 
duction requirements  may  be  satisfied  by 
production  from  other  properties  con- 
trolled by  the  lessee  and  constituting  a 
necessary  reserve  so  located  as  to  be  a 
part  of  a  successful  unit  operation. 

$  196.6  Lessee's  petition  for  change  in 
minimum  production.  The  lessee  may 
request  at  any  time  prior  to  the  end  of 
the  thirtieth  lease  month,  that  the  Secre- 
tary reduce  the  amount  of  the  minimum 
production  specified  In  the  lea.se  upon 
the  basis  of  the  showing  submitted  by 
the  lessee.  The  petition  must  be  filed  in 
duplicate  with  the  office  from  which  his 
lea.«e  was  delivered.  It  should  give, 
among  other  relevant  Information,  (al^ 
his  estimate  of  tonnage  of  mineral  phos- 
phate rock  and  associated  or  related 
minerals  In  the  leased  land,  (b)  all 
available  Information  as  to  the  grade 
thereof,  (c>  his  plan  of  operation  for 
the  property  and  adjacent  property  to 
be  worked  therewith,  (d)  a  general  state- 
ment of  the  method  or  methods  which 
he  Intends  to  use  In  mining  and  proces- 
Ing  of  the  phosphate  rock  and  associated 
or  related  minerals,  (e»  the  estimated 
rate  of  its  extraction  and  (f)  possible 
absorption  In  the  markets.  Within  six 
months  after  receipt  of  this  information 
the  Secretary,  after  considering  what 
would  be  a  reasonable  period  within 
which  to  mine  the  leased  deposits  taking 
into  account,  where  material,  the  le.ssee's 
mining  operations  on  adjacent  phos- 
phate land  owned  or  controlled  by  him, 
will  determine  whether  the  minimum 
production  requirement  In  the  lease  shall 
be  changed  to  a  le.sser  figure  than  the 
amount  then  provided. 

5  196.7  Application  for  lease.'  Appli- 
cation for  lease  must  be  filed  in  duplicate 
in  the  proper  district  land  office  or,  for 
lands  or  deposits  In  States  In  which  there 
is  no  district  land  office,  in  the  Bureau 
of  Land  Management,  Washington  25, 
D.  C.  The  application,  if  for  a  noncom- 
petitive lease,  must  be  accompanied  by 
the  first  year's  rental  of  twenty-five  cents 
per  acre  for  each  acre  of  land  Included 
In  the  lease  application.  No  specific 
form  Is  required  but  the  application 
should  cover  the  following  points: 

(a)  Applicant's  name  and  address. 


'  18  U.  8.  C.  section  80  makes  It  a  crime 
for  any  person  knowingly  or  wilfully  to  sub- 
mit or  cause  to  be  submitted  to  any  agency 
of  the  United  States  any  or  fraudulent  state- 
ment as  to  any  matter  within  Its  jurisdic- 
tion. 
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(b)  A  statement  of  his  Interests,  di- 
rect or  Indirect,  whether  as  a  member 
of  an  association  or  stockholder  In  a 
corporation,  or  otherwise  In  other  phos- 
phate leases  or  applications  therefor  on 
public  lands,  identifying  the  same  by 
land  office  and  serial  number  together 
with  the  total  amount  of  acreage  so  held 
both  In  the  State  in  which  the  lease  Is 
desired  and  In  the  United  States,  and  a 
statement  that  such  holdings  under  said 
act  within  the  State  In  which  the  land 
Is  situated,  together  with  the  lands  ap- 
plied for.  do  not  exceed  In  the  aggregate 
5.120  acres  and  a  like  statement  with  re- 
spect to  the  maximum  allowable  area  of 
10,240  acres  in  the  United  States. 

(c)  Proof  of  citizenship:  in  the  case 
of  an  individual,  by  a  statement  as  to 
whether  native-born  or  naturalized  and, 
If   naturalized,   date   of   naturalization, 
court  in  which  naturalized,  and  number 
of  certificate,   if  known;   If  a  woman, 
whether  she  is  married  or  single,  and  If 
married,  the  date  of  her  marriage  and 
citizenship  of  her  husband.    Associations 
are  required  to  file  a  certified  copy  of 
their  articles  of  association  and  the  same 
showing  as  to  the  citizenship  and  hold- 
ings of  their  members  as  required  of  an 
Individual  and  specified  herein.    Corpo- 
rations are  required  to  file  a  certified 
copy  of  their  articles  of  incorporation 
and  a  showing  as  to  residence  and  citi- 
zenship of  the  stockholders;  If  20  percent 
or  more  of  the  stock  of  any  class  is 
owned  or  controlled  by  any  one  stock- 
holder, a  separate  showing  of  his  citizen- 
ship and  holdings.    In  case  any  of  the 
stock  of  the  corporation  Is  held  by  allerxs, 
a  showing  Is  required  giving,  to  the  ex- 
tent reasonably  ascertainable,  the  name, 
the   country   to   which   each   owes   al- 
legiance and  the  amount  of  stock  held 
by  each. 

<d)  Description  of  the  land  for  which 
lease  Is  desired,  by  legal  subdivisions  or. 
If  unsurveyed.  by  metes  and  bounds,  con- 
nected with  a  corner  of  the  public  survey 
by  course  and  distance,  and.  where  pos- 
sible, description  of  the  land  by  the  ap- 
proximate subdivisions  of  the  future 
survey. 

(e)  To  the  extent  such  information 
Is  known  to  the  applicant,  a  description 
of  the  phosphate  and  associated  or  re- 
lated mineral  deposits  in  the  land  based 
upon  such  actual  examination  as  can  be 
effected  without  an  injury  to  the  land 
or  deposits,  (such  examination  shall  not 
be  deemed  a  trespass* .  giving  nature  and 
extent  of  the  deposits;  an  outline  in  gen- 
eral terms  of  the  proposed  method  of 
mining  and  processing  the  same;  the  pro- 
posed Investment  In  mining  operations 
thereon,  and  processing  facilities  there- 
for. 

(f)  Each  applicant  must  show  In  suf- 
ficient detail  that: 

(1)  The  amount  of  phosphate  lands. 
Poderal  and  non -Federal,  held  by  him. 
together  with  the  lands  described  in  the 
application  are  necessary  for  his  pro- 
posed development  plan. 

(2)  He  Intends  to  explore,  mine  and 
develop  the  property  in  good  faith; 

(3)  He  is  financially  and  otherwise 
able  to  comply  with  the  minimum  ex- 
penditure requirements  for  exploration, 
mining  and  development  of  the  property; 
and 
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(4)  His  proposed  operations  of  the 
property  will  be  in  accordance  with  good 
conservation  practice  and  this  additional 
development  Is  needed  in  order  to  supply 
an  existing  demand  which  cannot  other- 
wise be  reasonably  met. 

(g)  The  applications  must  be  signed 
by  the  applicant  or  his  attorney-in-fact, 
and  if  executed  by  an  attorney-in-fact 
must  be  accompanied  by  the  power  of  at- 
torney and  the  applicant's  own  statement 
as  to  his  citizenship  and  acreage  hold- 
ings. Application  on  behalf  of  a  cor- 
poration must  be  accompanied  by  proof 
of  the  signing  officer's  authority  to  exe- 
cute the  instrument  and  must  have  the 
corporate  seal  affixed  thereto. 

(h)  And  In  addition,  in  the  case  of 
noncompetitive  lease  applications,  the 
extent  to  which  further  prospecting  is 
necessary  before  development  can  rea- 
sonably be  undertaken  and  the  general 
exploration  program  which  will  be  un- 
dertaken, the  estimated  expenditure  un- 
der such  exploration  program,  and  the 
maximum  period  of  time  required  for 
its  completion,  not  to  exceed  three  years. 

§  196.8     Noncompetitive   application; 
publication:  protests,     (a)   If.  upon  an 
examination  of  the  first  application  filed 
to  lease  the  lands  noncompetltively,  and 
such  additional  information  as  the  ap- 
plicant may  be  required  to  submit,  in 
support  of  It.  and  upon  the  report  of  the 
Geological  Survey  as  to  the  need  for  fur- 
ther exploration  and  any  other  technical 
matters  submitted  to  It,  the  Secretary 
determines  that  the  applicant  is  quali- 
fied, and  that  the  lands  or  deposits  con- 
stitute an  acceptable  leasing  unit  and 
are  subject  to  phosphate  lease  and  that 
further  exploration  Is  necessary  before 
development  could  reasonably  be  under- 
taken,   the    applicant,    as    a    condition 
precedent  to  the  Issuance  of  the  lease, 
will  be  required  to  publish,  at  his  own 
expense,  once  a  week  for  four  consecu- 
tive weeks  In  a  designated  newspaper 
of  general  circulation  In  the  county  or 
counties  In  which  the  land  is  situated,  a 
notice,  specified  by  the  Secretary,  con- 
taining the  terms  upon  which  the  lease 
will  be  Issued  to  the  applicant  in  the 
absence  of  a  protest  deemed  valid  by  the 
Secretary.     The  applicant  will   be   re- 
quired to  commence  publication  within 
30  days  after  service  of  the  decision  upon 
him  unless  he  requests  reconsideration 
of  the  decision  within  that  time. 

(b»  The  notice  shall  describe  the  land, 
specify  the  rental  and  rate  of  royalty  to 
be  paid  under  the  lease,  state  the  mini- 
mum expenditure  and  minimum  produc- 
tion requirements,  together  with  a  gen- 
eral statement  as  to  the  exploration 
program  required  by  the  Secretary  to  be 
undertaken  by  the  applicant  after  lease 
Issuance  to  ascertain  that  development  is 
feasible  under  the  lease.  The  notice 
shall  also  state  (1>  that  the  minimum 
production  requirement  will  not  be  re- 
duced or  waived  at  the  lessee's  request 
except  as  provided  In  5  196.5.  196.6, 
191.25  or  191.26.  and  <2)  that  the  lease 
will  be  canceled  if  apart  from  or  In  ad- 
dition to  any  other  grounds  that  may 
exist  therefor,  production,  or  the  con- 
struction of  production  faculties,  Includ- 
ing processing  plants,  is  not  commenced 
by  the  beginning  of  the  fourth  year  of  the 


lease.  A  copy  of  the  notice  will  be  posted 
in  the  district  land  office  after  receipt  by 
the  manager. 

(c)  A  valid  protest  may  be  based  upon 
(1)  a  prior  equitable  claim,  including  a 
mining  location,  or   (2)    the  fact  that 
there  is  sufficient  Interest  by  qualified 
applicants  to  Justify  ofler  of  lease  by 
competitive   bidding.     A   protest  based 
upon  the  second  ground  must  be  accom- 
panied by  the  payment  of  the  first  year's 
rental  of  25^  per  acre  for  the  land,  to- 
gether with  a  showing  that  the  protestant 
has  the  qualifications  of  an  applicant 
under  S  196.7.     In  addition,  there  must 
be  set  forth  In  the  protest  an  offer  to 
reimburse   the  applicant  In   whole,   or 
ratably  with  other  similar  protestants. 
for  the  cost  of  publishing  the  notice  of 
the  application.     Decisions  on  protests 
win  be  made  within  30  days  after  the 
applicant  has  submitted  proper  proof  of 
publication.    No  application  will  be  re- 
jected on  the  second  ground  unless  proof 
is  filed  that,  when  directed  by  the  Secre- 
tary, payment  of  the  advertising  cost  has 
been  made  or  a  satisfactory  tender  is 
being  made  and  is  still  being  kept  open. 
If  the  protest  is  rejected  or  if  the  prot- 
estant is  not  the  successful  bidder  when 
a  sale  Is  held,  his  rental  payment  will 
be  returned  to  him. 

(d)  If  the  Secretary  decides  after  the 
receipt  of  an  application  or  after  proof 
of  advertising  has  been  submitted  that 
the  land  Is  not  available  for  leasing  or 
that  the  applicant  Is  not  entitled  to  a 
lease  or  that  the  land  should  be  offered 
for  competitive  bidding,  the  rental  pay- 
ment will  be  returned  to  the  applicant 
and  his  application  for  a  noncompetitive 
lease  rejected. 

§  1S6.9     Issuance    of    noncompetitive 
lease.    The  applicant  should  file  with  the 
district  land  office,  within  30  days  after 
publication  has  been  completed,  proof 
thereof,  together  with  a  lease  duly  exe- 
cuted by  him  in  qiiintuplicate  on  Form 
4-4110  and  the  bond  required  by  S  196.4 
(b).    In  the  absence  of  protest  or  of  a 
protest  deemed  valid  and  If  all  else  Is 
regular,  the  lease  will  be  Issued  and  dated 
as  of  the  first  day  of  the  month  following 
Its  Issuance,  unless  the  applicant  requests 
that  it  be  dated  as  of  the  first  day  of  the 
month  of  Issuance.    If  the  land  is  unsur- 
veyed. the  lessee  need  not  deposit  the 
executed  lease  and  bond  until  the  land 
has  been  surveyed  and  the  plat  of  such 
survey  accepted  and  officif^ly  filed.     A 
survey  will  be  made  at  the  expense  of  the 
Government.    If  the  applicant  has  not 
reported  compliance  with  the  require- 
ments of  the  decision  issued  under  §  196.8. 
within  120  days  of  Its  receipt  by  him.  the 
fees  and  annual  rental  deposited  by  the 
applicant  will  be  covered  into  the  Treas- 
ury and  the  applicant  advised  that  the 
case  has  been  closed. 

§  196.10  Offer  of  lands  or  deposits  for 
lease  by  competitive  bidding.  If  the  Sec- 
retary of  the  Interior,  upon  the  report 
of  the  Geological  Survey,  with  respect  to 
an  application  for  lease  or  otherwise,  as 
to  the  need  for  further  exploration,  roy- 
alty rates,  minimum  expenditure  and 
production  requirements  and  any  other 
technical  matters  submitted  to  it,  deter- 
mine that  specific  lands  or  deposits  which 
constitute  an  acceptable  leasing  unit  are 
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subject  to  phosphate  lease  without  the 
need  of  further  exploration  before  devel- 
opment could  reasonably  be  undertaken, 
the  ofler  of  lease  will  be  made  on  the 
teims  and  conditions  to  be  specified  in 
the  notice  of  sale  to  the  qualified  person 
who  offers  the  highest  bonus  by  competi- 
tive bids  either  at  public  auction  or  By 
sealed  bids  as  provided  in  the  notice  of 
sale. 

§  196.11  Notice  of  lease  offer.  Notice 
under  the  preceding  section,  of  the  offer 
of  the  lands  or  deposits  for  lease  will  be 
given  by  publication  once  a  week  for  four 
consecutive  weeks,  or  for  such  other  pe- 
riod as  may  be  deemed  advisable,  in  a 
newspaper  of  general  circulation  in  the 
county  in  which  the  lands  or  deposits 
are  situated,  and  In  such  other  publica- 
tions as  the  Director,  Bureau  of  Land 
Management,  may  authorize.  The  no- 
tice will  be  published  at  the  expense  of 
the  Government.  A  copy  of  the  notice 
will  be  posted  In  the  proper  district  land 
office  during  the  period  of  publication. 
The  notice  of  publication  shall  state  the 
place  where  and  the  date  and  hour  on 
which  bids  will  be  received,  and  whether 
the  sale  will  be  at  public  auction  or  by 
sealed  bids,  and  shall  describe  the  land, 
the  rental  and  rate  of  royalty  to  be 
charged,  the  minimum  Investment  and 
the  minimum  production  required.  The 
notice  shall  also  state  (1)  that  the  mini- 
mum production  requirement  will  not  be 
reduced  or  waived  at  the  lessee's  request 
except  as  provided  in  §§  196  5,  196  6, 
191.25.  or  191.26.  or  upon  a  satisfactory 
showing  that  market  conditions  are  such 
that  the  lessee  cannot  operate  except  at 
a  loss;  and  (2)  that  the  lease  will  be 
canceled  If  production,  or  the  construc- 
tion of  production  facilities,  including 
processing  plants,  is  not  commenced  by 
the  beginning  of  the  fourth  year  of  the 
lease.  The  right  is  reserved  by  the  Sec- 
retary. In  the  public  Interest,  to  reject  any 
and  all  bids;  and  should  a  bid  be  rejected, 
the  deposit  made  by  the  bidder  will  be 
returned. 

All  bidders  at  any  public  sale  of  leases 
are  warned  against  committing  any  act 
by  intimidation,  combination,  or  unfair 
management,  to  hinder  or  prevent  bid- 
ding thereon.  In  violation  of  section  59 
of  the  Criminal  Code  of  the  United 
States,  approved  March  9,  1909  (35  Stat. 
1099;  18  U.  S.  C.  113  •. 

5  196.12  Action  by  successful  bidder. 
The  successful  bidder  at  a  sale  by  public 
auction  must  depo.'^it  with  the  manager 
of  the  district  land  office  or  other  officer 
conducting  the  sale  on  the  day  of  sale, 
and  each  bidder,  if  the  sale  is  by  sealed 
bids,  must  submit  with  his  bid  the  fol- 
lowing: Certified  check,  money  order,  or 
cash,  for  one-fifth  of  the  amount  bid  by 
him;  evidence  of  qualifications  as  pre- 
scribed In  §§  196.7  (b>.  (c).  (g)  and  (h). 
If  a  current  showing  In  that  regard  has 
not  been  filed.  If  the  land  Is  surveyed, 
the  successful  bidder  will  be  allowed  30 
days  from  date  of  auction  .  or  where 
sealed  bids  are  submitted.  30  days  from 
receipt  of  notice  that  his  bid  has  been 
accepted  within  which  (a)  to  file  in  the 
proper  land  office  a  lease,  duly  executed 
by  him.  in  quintupllcate.  on  Form  4-1110 
and  the  bond  required  by  §  196.4  (b) ; 
and   (bt    to  pay  the  remainder  of  the 
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bonus  bid  by  him  and  the  annual  rental 
for  the  first  year  of  the  lease.  The  lease 
will  be  dated  as  of  the  first  day  of  the 
month  following  its  issuance  unless  the 
successful  bidder  requests  that  it  be 
dated  as  of  the  first  day  of  the  month 
of  Issuance.  If  the  land  is  unsurveyed, 
the  successful  bidder  will  not  be  required 
to  comply  with  requirements  (a>  and  (bt 
in  this  section  until  the  land  has  been 
surveyed  and  the  plat  of  such  survey 
accepted  and  officially  filed.  The  survey 
will  be  made  at  the  expense  of  the  Gov- 
ernment. If  the  bidder  fails  to  comply 
after  due  service  of  notice,  that  portion 
of  his  deposit  representing  the  minimum 
required  to  be  depo.slted  with  the  bid 
shall  be  held  as  liquidated  damages  and 
disj)osed  of  as  other  receipts  under  the 
Mineral  Leasing  Act. 

5  196.13  Assignments  of  leases:  sub- 
leases. Leases  may  be  assigned  or  sub- 
leased in  whole  or  in  part  to  any  person 
or  corporation  qualified  to  hold  such 
leases.  All  in.struments  of  transfer  of  a 
lease  or  of  an  interest  therein  including 
assignments  of  record  title,  subleases, 
operating  agreements  and  working  or 
royalty  interests,  must  be  filed  for  ap- 
proval within  90  days  from  the  date  of 
final  execution  and  must  contain  evi- 
dence of  the  qualifications  of  the  assignee 
or  transferee,  consisting  of  the  same 
showing  required  if  a  lease  applicant  by 
§  196.7  (b\  <c).  (g)  and  (h>.  If  the  In- 
struments fail  to  describe  the  true  con- 
sideration therefor,  a  statement  must 
be  submitted  showing  the  consideration 
In  full.  The  statement  will  be  treated  as 
confidential  and  not  for  public  in.<;pection. 
If  a  bond  is  necessary  it  must  be  fur- 
nished. A.ssignments  of  record  title  In- 
terests. Including  operating  agreements, 
must  be  filed  In  triplicate.  A  single  exe- 
cuted copy  of  all  other  Instruments  or 
transfer  Is  sufficient.  An  assignment  of 
such  leases  shall  take  effect  the  first  day 
of  the  month  following  its  final  approval 
by  the  Director.  Bureau  of  Land  Man- 
agement, or  if  the  assignee  requests,  the 
first  day  of  the  month  of  the  approval. 

The  assignor  or  sublessor  and  his 
surety  will  continue  to  be  responsible  for 
the  performance  of  any  obligation  under 
the  leai^e  until  the  effective  date  of  the 
approval  of  the  assignment  of  .sublease. 
If  the  assignment  or  sublease  Is  not  ap- 
provedT  their  obligations  to  the  United 
States  shall  continue  as  though  no  such 
assignment  or  sublease  had  been  filed 
for  approval.  After  approval  the  as- 
signee or  sublessee  and  his  surety  will  be 
responsible  for  the  performance  of  all 
lease  obligations  notwithstanding  any 
term  in  the  assignment  or  sublease  to 
the  contrary. 

The  lease  account  must  be  in  good 
standing  before  approval  of  an  assign- 
ment will  be  given. 

5  196.14  Readjustment  of  terms  and 
conditions  at  end  of  twenty-year  periods. 
The  terms  and  conditions  of  a  lease  may 
be  readjusted  at  the  end  of  each  twenty- 
year  period  succeeding  the  date  of  the 
lease.  Prior  to  the  expiration  of  that 
period,  the  lessee  will  be  advised  of  the 
reasonable  readjustment  of  terms  pro- 
posed by  the  Department  or  notified  that 
no  readjustment  is  to  be  made  for  the 
next  period.    The  lessee  may  file  his  con- 
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sent  to  such  proposed  readjustment  or 
Inform  the  Department  as  to  the  terms 
which  are  unsatisfactory.  After  consid- 
ering the  sugpestlons  of  the  lessee,  the 
Secretary  shall  make  his  determination 
as  to  the  reasonable  readjustment  of 
terms  to  be  effective  for  the  twenty-year 
I)eriod  under  consideration. 

§  196.15  Relinquisliment  of  lease. 
Upon  payment  of  all  rentals,  royalties 
and  other  debts  due  and  payable  to  the 
lessor,  and  upon  payment  of  all  wages 
or  moneys  due  and  payable  to  the  work- 
men employed  by  the  lessee,  the  le.ssee 
may  surrender  the  entire  lease  at  any 
time  during  the  first  three  years  of  the 
lease.  The  lessee  may  during  the  first 
three  years  of  the  lease,  upon  a  satisfac- 
tory showing  that  the  public  interest  will 
not  be  Impaired,  .surrender  any  legal 
.subdivision  or  subdivisions  of  the  area 
Included  within  the  lease.  In  no  case 
will  such  lease  be  so  terminated  In  whole 
or  In  part  until  and  unless  the  lessee 
shall  have  made  provision  for  the  pres- 
ervation of  any  mines  or  productive 
works  or  permanent  Improvements  on 
the  lands  covered  thereby.  The  sur- 
render of  all  or  part  of  a  lease  after  the 
third  year  may  be  permitted  In  the  dis- 
cretion of  the  Secretary  and  only  if  the 
conditions  specified  In  this  section  have 
been  satisfied.  A  surrender  must  be  by 
a  relinquishment  filed,  in  triplicate.  In 
the  proper  land  office.  A  relinquishment 
upon  Its  approval  shall  take  effect  as  of 
the  date  It  is  filed. 

§  196  16  Cancellation  of  lease.  If  the 
lessee  shall  fail  to  comply  with  the  pro- 
visions of  the  act.  or  of  the  general 
regulations  promulgated  and  in  force  at 
the  date  of  the  lease,  or  at  the  effective 
date  of  any  readjustment  of  the  terms 
and  conditions  thereof  under  S  196.14, 
or  make  default  in  the  performance  or 
observance  of  any  of  the  terms,  cove- 
nants, and  stipulations  of  the  lease  and 
such  default  shall  continue  for  30  days 
after  service  of  written  notice  thereof 
by  the  lessor,  then  the  lessor  may  in- 
stitute appropriate  proceedings  in  a 
court  of  competent  jurisdiction  for  the 
forfeiture  and  cancellation  of  the  lease 
as  provided  In  section  31  of  the  act.  pro- 
vided, that,  as  to  any  default  occurring 
under  a  lease  issued  noncompetltively  not 
corrected  prior  to  the  commencement 
of  production,  the  Secretary  may  cancel 
such  lease  without  Institution  of  such 
court  proceedings.  A  waiver  of  any  par- 
ticular cause  of  forfeiture  shall  not  pre- 
vent the  cancellation  and  forfeiture  of 
the  lease  for  any  other  cause  or  forfei- 
ture, or  for  the  same  cause  occurring  at 
any  other  time. 

§  196.17  Use  of  silica,  limestone  or 
other  rock.  Any  lease  to  develop  and 
extract  phosphates,  phosphate  rock,  and 
associated  or  related  minerals  under  the 
provisions  of  the  act  shall  provide  that 
the  lessee  may  use  so  much  of  any  de- 
pc-^it  of  silica  or  limestone  or  other  rock 
situated  on  any  public  lands  embraced 
in  the  lease  as  may  be  utilized  In  the 
processing  or  refining  of  the  leased  de- 
posits or  deposits  from  other  lands  upon 
payments  of  such  royalty  as  may  be  de- 
termined by  the  Secretary  of  the  Interior, 
which  royalty  may  be  stated  in  the  lease 
when  issued,  or,  may  be  provided  for  by 


414 

an  attachment  to  the  lease  to  be  duly 
executed  by  the  lessor  and  the  lessee. 

§  196  18  Use  permits  for  additional 
lands.  <a)  A  lessee  may  be  granted  a 
right  to  use  the  surface  of  not  exceeding 
80  acres  of  unappropriated  and  unen- 
tered public  land  not  included  within  the 
boundaries  of  a  national  forest  as  may 
be  necessary  for  the  proper  extraction, 
treatment,  or  removal  of  the  leased  de- 
posits. The  annual  charge  for  the  use 
of  such  land  will  be  not  less  than  $1.00 
per  acre  or  fraction  thereof. 

(b)  Applications  for  permits  for  such 
additional  land  shall  be  filed  in  the  office 
specified  in  §  196.7.  Such  applications 
must  set  forth  the  specific  reasons  why 
the  additional  land  Is  necessary  to  the 
lessee  for  the  use  named,  describe  the 
land  desired  in  accordance  with  §  196.7 
(d>.  and  also  set  forth  the  reasons  why 
the  land  Is  desirable  and  adapted  to  the 
uses  named,  either  In  point  of  location, 
topof^raphy.  or  otherwise,  and  that  It  is 
unoccupied  and  unappropriated.  The 
application  must  also  contain  an  agree- 
ment to  pay  the  annual  charge  prescribed 
In  the  permit.  Use  permits  will  be  is- 
sued on  Form  4-1111  dated  as  of  the  first 
day  of  the  month  after  Its  issuance  unless 
the  lessee  requests  that  it  be  dated  the 
first  day  of  the  month  of  issuance. 

§  196.19  Claims  initiated  prior  to 
February  25.  1920.  Section  37  of  the  act 
of  February  25.  1920  <41  Stat.  451;  30 
U.  S.  C.  193).  provides  that  thereafter 
the  deposits  of  phosphates  described  in 
the  act  may  be  disposed  of  only  in  the 
manner  provided  by  the  act.  "except  as 
to  valid  claims  existent  at  date  of  pas- 
sage of  this  act.  and  thereafter  main- 
tained in  compliance  with  the  laws  under 
which  initiated,  which  claims  may  be 
perfected  under  said  laws.  Including  dis- 
covery." Those  claims  Initiated  under 
the  pre-existing  law  may  go  to  patent 
which,  at  the  date  of  the  act.  were  valid 
mining  locations,  duly  made  and  main- 
tained as  such  on  lands  subject  to  such 
location  at  the  date  initiated. 

Effective  date.  These  regulations  shall 
become  effective  30  days  after  their  pub- 
lication in  the  Federal  Register. 

Marion  Cl.awsgn. 

Director. 

Approved:  January  14.  1949. 

J.  A.  Kruc, 

Secretary  of  the  Interior. 

|F.    R.    Doc.    49  703:    Filed.    Jan.    28,   1949; 
8:48  a.  m.l 


RULES  AND  REGULATIONS 

The  matter  of  Annual  Reports  from 
Switching  and  Terminal  Companies  of 
Class  III  being  under  consideration : 

It  is  ordered.  That  the  order  of  No- 
vember 24.  1947.  In  the  Matter  of  An- 
nual Reports  from  Switching  and  Ter- 
minal Companies  of  Class  III  (49  CFR. 
120.13 )  be.  and  It  Is  hereby  modified  with 
respect  to  annual  reports  for  the  year 
ended  December  31. 1948.  and  subsequent 
years,  as  follows: 

§  120.13  Form  prescribed  for  small 
switching  and  terminal  companies.  All 
switching  and  terminal  companies  of 
Class  III  subject  to  the  provisions  of  sec- 
tion 20.  Part  I  of  the  Interstate  Com- 
merce Act,  are  hereby  required  to  file 
annual  reports  for  the  year  ended  De- 
cember 31.  1948,  and  for  each  succeed- 
ing year  until  further  order,  in  accord- 
ance with  Annual  Report  Form  D  (Small 
Switching  and  Terminal  Companies).' 
which  is  hereby  approved  and  made  a 
part  of  this  section.  The  annual  report 
shall  be  filed.  In  duplicate,  in  the  Bureau 
of  Transport  Economics  and  Statistics. 
Interstate  Commerce  Commission. 
Washington  25.  D.  C.  on  or  before  March 
31  of  the  year  following  the  one  to  which 
It  relates.  <24  Stat.  386.  34  Stat.  593. 
35  Stat.  649.  36  Stat.  556.  41  Stat.  493, 
54  Stat.  916;  49  U.  S.  C.  20  (l)-(8)) 

Note:  Budget  Bureau  No.  60-R100.8. 

By  the  Commission,  Division  1. 

fSEAtl  W.  P.  BARTEL. 

Secretary. 

(F.    R.    Doc.    49-697;    Piled,    Jan.    28,    1949; 
8:47  a.  m.] 


Stat.  649.  36  Stat.  556,  41  Stat.  493.  54 
Stat.  916;  49  U.  S.  C.  20  (l)-(8) ) 

Note:  Bureau  Budget  No.  60-R102.5. 

By  the  Commission.  Division  1. 

[siAL]  W.  P.  Bartel. 

Secretary. 

I  P.    R.    Doc.    49-696;    Piled.    Jan.    28,    1949; 
8:46  a.  m.) 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  A — General  RuUs  and  Regulation* 

Part  120 — Annual.  Special  or  Periodical 
Reports 

switching  and  terminal  annu.al  report 

FORM  D 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at  its 
office  In  Washington.  D.  C,  on  the  12th 
day  of  January  A.  D.  1349. 


Part  120 — Annual,  Special  or  Periodical 
Reports 

electric  r.ailway  annual  report  form  g 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at 
its  office  in  Washington.  D.  C.  on  the 
12th  day  of  January  A.  D.  1949. 

The  matter  of  Annual  Repots  from 
Electric  Railway  Companies  being  un- 
der consideration: 

It  is  ordered.  That  the  order  dated 
November  24,  1947,  In  the  Matter  of  An- 
nual Reports  from  Electric  Railways  •49 
CFR,  120.21).  be,  and  It  Is  herebj^  modi- 
fied with  respect  to  annual  reports  for 
the  year  ended  December  31,  1948  and 
subsequent  years,  as  follows: 

§  120.21  Form  prescribed  for  electric 
railways.  All  electric  railway  companies 
subject  to  the  provisions  of  section  20, 
Part  I  of  the  Interstate  Commerce  Act. 
are  hereby  required  to  file  annual  reports 
for  the  year  ended  December  31.  1948, 
and  for  each  succeeding  year  until  fur- 
ther order.  In  accordance  with  Annual 
Report  Form  G  (Electric  Railways).' 
which  Is  hereby  approved  and  made  a 
part  of  this  section.  The  annual  report 
shall  be  filed,  in  duplicate.  In  the  Bureau 
of  Transport  Economics  and  Statistics, 
Interstate  Commerce  Commission,  Wash- 
ington, D.  C,  on  or  before  March  31  of 
the  year  following  the  one  to  which  It 
relates.     (24  Stat.  386,  34  Stat.  593,  35 


Subchapter  C — Corrier«  by  Wal«r 

Part  301 — Reports 
carriers  by  water;  annual  report 

FORM    K-C 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at 
Its  office  in  Washington.  D.  C.  on  the 
27th  day  of  December  A.  D.  1948. 

The  matter  of  Annual  Reports  from 
Carriers  by  Water  being  under  considera- 
tion : 

It  is  ordered.  That  the  order  dated 
January  23.  1943.  In  the  Matter  of  An- 
nual Reports  from  Carriers  by  Water  of 
Class  C  "49  CFR.  120.51b)  be.  and  it  Is 
hereby  canceled  with  respect  to  annual 
reports  for  the  year  ended  December 
31.  1948,  and  subsequent  years,  and  the 
following  order  is  hereby  substituted  in 
lieu  thereof. 

5  301.30  Annual  report  form  prescribed 
for  carriers  by  water  of  Class  C.  All 
carriers  by  water  of  Class  C  <49  CFR. 
126.2)  subject  to  the  provisions  of  section 
313.  Part  III  of  the  Interstate  Commerce 
Act  are  hereby  required  to  file  annual 
reports  for  the  year  ended  December  31. 
1948.  and  for  each  succeeding  year  until 
further  order,  in  accordance  with  Annual 
Report  Form  K-C  (Class  C  Water  Car- 
riers).' which  Is  hereby  approved  and 
made  a  part  of  this  section.  The  annual 
report  shall  be  filed.  In  duplicate.  In  the 
Bureau  of  Transport  Economics  and 
Statistics.  Interstate  Commerce  Com- 
mission. Washington  25.  D.  C.  on  or  be- 
fore March  31  of  the  year  following  the 
one  to  which  it  relates.  (54  Stat.  944, 
49  U.  S.  C.  913) 

Note:    Budget  Bureau  No.  60-R107.5. 
By  the  Commission,  Division  1. 

[seal]  W.  p.  B\rtel. 

Secretary. 

I  P.    R.    Doc.    49-694;    Piled.    Jan.    28,    1949; 
8:45  a.  m.) 


>  Filed  as  part  of  the  original  document. 


Subchapter  D — Freight  Forwarders 

Part  445 — Annual  Reports 
freight  forwarder  annual  report  form 

F-A 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at 
Its  office  in  Washington.  D.  C.  on  the 
18th  day  of  January  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Freight  Forwarders  being  under  con- 
sideration: 

It  is  ordered.  That  the  order  of  Janu- 
ary 18.  1943,  In  the  Matter  of  Annual 
Reports  from  Freight  Forwarders  (49 
CFR,  445.1)  be.  and  it  is  hereby  modified 


Saturday,  January  29,  1949 

with  respect  to  annual  reports  for  the 
year  ended  December  31,  1948,  and  sub- 
sequent years,  as  follows: 

S  445.1  Form  prescribed  for  freight 
forwarders.  All  Freight  Forwarders  of 
Class  A  (§445.3)  within  the  scope  of 
section  412,  Part  IV  of  the  Interstate 
Commerce  Act  are  hereby  required  to 
file  annual  reports  for  the  year  ended 


FEDERAL  REGISTER 

December  31, 1948.  and  for  each  succeed- 
ing year  until  further  order,  in  accord- 
ance with  Annual  Report  Form  F-a 
(Freight  Forwarder),'  which  is  hereby 
approved  and  made  a  part  of  this  sec- 
tion. The  annual  report  shall  be  filed 
In  duplicate.  In  the  Bureau  of  Transport 
Economics  and  Statistics.  Interstate 
Commerce  Commission,  Washington, 
D.  C,  on  or  before  March  31,  of  the  year 
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following  the  one  to  which  It  relates. 
(Sec.  412,  56  Stat.  294;  49  U.  S.  C.  1012) 
Non:  Budget  Bureau  No.  60-R200.e. 

By  the  Commission,  Division  1. 

[seal]  W.  p.  Bartel. 

Secretary. 

[P.  R. 


Doc. 


48-695;    Piled, 
8:45  a.  m.j 


Jan.    28.    1949; 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  934  1 

Handling  or  Milk  in  Lowell-Lawrence, 
Mass.,  Milk  Marketing  Area 

notice  or  hearing  on  proposed  amend- 
ments to  tentative  marketing  agree- 
ment and  to  order,  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amend- 
ed (7  U.  S.  C.  601  et  seq.>.  and  In  ac- 
cordance with  the  applicable  rules  of 
practice  and  procedure,  as  amended  (13 
P.  R.  8585 » ,  notice  is  hereby  given  of  a 
hearing  to  be  held  at  the  Essex  County 
Superior  Court  House.  40  Appleton 
Street,  Lawrence,  Massachusetts,  begin- 
ning at  10:00  a.  m..  e.  s.  t..  February  3, 
1949  for  the  purpose  of  receiving  evi- 
dence with  respect  to  proposed  amend- 
ments hereinafter  set  forth,  or  appropri- 
ate modifications  thereof  to  the  tentative 
marketing  agreement  heretofore  ap- 
proved by  the  Secretary  of  Agriculture, 
and  to  the  order,  as  amended,  regulat- 
ing the  handling  of  milk  in  the  Lowell- 
Lawrence.  Massachusetts,  milk  market- 
ing area  (8  F.  R.  3114.  8294;  10  F.  R. 
3125;  11  F.  R.  5896.  10695.  14096;  12  F.  R. 
4929;  13  P.  R.  1642). 

These  proposed  amendments  have  not 
received  the  approval  of  the  Secretary  of 
Agriculture. 

The  proposed  amendments  with  re- 
spect to  which  evidence  will  be  received 
are  as  follows : 

1.  (Proposed  by  the  New  England  Milk 
Producers'  Association ) :  Delete  §  934.6 
(d)  (2)  (Ih)  and  substitute  the  follow- 
ing: 

(Hi)  Using  the  midpoint  in  any  range 
as  one  price,  compute  the  average  of  the 
prices  p>er  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels.  In  carlots.  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  for  each  month 
the  amount  indicated  in  the  following 
table,  and  multiply  the  remainder  by  7.5. 

Amoum 
Month:  {cents) 

October  through  February 6.0 

March,  AprU,  and  July 6.6 

May  and  June 7.4 

August  and  September 6.8 

2.  (Same  proponent  as  No.  1) :  Amend 
§  934.6  (e)  to  increase  the  differentials 


set  forth  therein  by  10  cents  per  hundred- 
weight. 

3.  (Proposed  by  H.  P.  Hood  &  Sons)  : 
Amend  8  934.10  (c)  relating  to  the  but- 
terfat  differential  so  as  to  bring  the  cal- 
culation into  line  with  the  recent  amend- 
ment to  the  Boston  order.  This  Involves 
essentially  the  following:  Subtract  52.5 
cents  from  the  f.  o.  b.  Boston  weighted 
average  price  for  40  percent  cream  and 
divide  the  remainder  by  334.8. 

4.  (Same  proponent  as  No.  3)  :  Amend 
5  934.8  (e)  relating  to  milk  caused  to  be 
delivered  from  producers  to  other  han- 
dlers so  as  to  read  as  follows: 

(e)  In  case  of  a  handler  of  Class  I  milk 
in  the  marketing  area  who  purchases 
milk  regularly  from  producers  and  di- 
verts all  or  part  of  such  milk  In  any  de- 
livery period  to  the  receiving  plant  of 
another  handler  or  to  another  of  the 
handler's  own  receiving  plants  at  which 
no  milk  is  otherwise  received  from  pro- 
ducers, the  milk  shall  be  considered  as 
received  from  producers  by  the  handler 
at  the  plant  which  such  milk  Is  regularly 
delivered  by  the  producers  and  as  moved 
to  the  plant  to  which  the  milk  is  diverted. 

5.  (Same  proponent  as  No.  3) :  Amend 
5  934.8  (f)  to  prevent  unintentional  and 
accidental  coverage  by  the  Lowell- 
Lawrence  order  of  dealers*  plants  located 
outside  the  marketing  area  by  substitut- 
ing language  similar  to  the  following: 

(f )  Milk  designated  for  other  markets. 
The  provisions  hereof  shall  not  apply, 
except  that  the  handler  shall,  with  re- 
spect to  his  total  receipts  and  utiliza- 
tion of  milk,  make  reports  to  the  Market 
Administrator  at  such  time  and  in  such 
manner  as  ..the  Market  Administrator 
may  require  and  allow  verification  of 
such  reports  by  the  Market  Administra- 
tor, to  milk  which  is  a  part  of  the  han- 
dler's normal  supply  for  a  market  area 
other  than  the  marketing  area  and  is  so 
designated  by  the  handler:  Provided, 
That  such  milk  is  classified  in  Class  n 
or  Is  disposed  of  outside  the  marketing 
area  and  Is  classified  as  Class  I. 

6.  (Following  prop>osals  made  by  the 
Market  Administrator) :  Delete  §  934.3. 
substitute  the  following,  and  insert  the 
new  terms  in  their  appropriate  places  In 
the  order : 

§  934.3  Definitions.  The  following 
words  and  phrases  shall  have  the  follow- 
ing meanings  unless  the  context  requires 
otherwise: 


'  Filed  as  part  of  the  original  document. 


(a)  General  (1)  "Act"  means  Pub- 
lic Act  No.  10.  73d  Congress,  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended: 

(2>  "Lowell-Lawrence,  Massachusetts, 
marketing  area."  also  referred  to  as  the 
"marketing  area",  means  the  territory 
included  within  the  boundary  lines  of 
the  following  Massachusetts  cities  and 
towns : 

Andover,  Blllerlca,  Chelmsford.  Dracut, 
Lawrence,  Lowell,  Methuon,  North  Andover, 
Tewksbury.  Tyngsboro.  Westford. 

(3)  "Boston  order"  and  "New  York 
order"  means  the  respective  orders,  as 
amended,  issued  by  the  Secretary,  regu- 
lating the  handling  of  milk  in  the  Great- 
er Boston,  Massachusetts,  marketing 
area,  and  the  New  York  metropolitan 
marketing  area. 

(4 )  "Month"  means  a  calendar  month. 

(b)  Persons.  (1)  "Person"  means  any 
Individual,  partnership,  corporation,  as- 
sociation, or  any  other  business  unit. 

(2)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  oflBcer  or  employee  of  the  United 
States  who  is,  or  who  may  hereafter  be, 
authorized  to  exercise  the  powers  and 
perform  the  duties  of  the  Secretary  of 
Agriculture. 

(3)  "Dairy  farmer"  means  any  r>erson 
who  delivers  milk  of  his  own  production 
to  a  plant,  except  a  producer-handler 
with  respect  to  his  deliveries  in  packaged 
form  to  another  handler. 

(4)  "Producer"  means  any  dairy  farm- 
er who  delivers  milk  of  -his  own  produc- 
tion to  a  producer  milk  plant.  The  term 
shall  also  apply  to  a  dairy  farmer  who 
ordinarily  delivers  milk  to  a  producer 
milk  plant,  with  respect  to  milk  which 
the  handler  who  operates  the  producer 
milk  plant  diverts  to  another  plant,  if 
that  handler  reports  the  milk  as  received 
from  a  producer  and  as  moved  to  the 
other  plant.  The  term  shall  not  apply 
to  a  dairy  farmer  who  is  a  producer  un- 
der the  Boston  order,  with  respect  to 
milk  diverted  from  the  plant  subject  to 
that  order  to  which  the  dairy  farmer  or- 
dinarily delivers. 

(5)  "Association  of  producers"  means 
any  cooperative  marketing  a.ssociatlon 
which  the  Secretary  determines  to  be 
qualified  pursuant  to  the  provisions  of 
the  act  of  Congre.ss  of  February  18.  1922. 
known  as  the  "Capper-Volstead  Act", 
and  to  be  engaged  in  making  collective 
sales  or  marketing  of  milk  or  its  products 
for  the  producers  tlicrecf. 


C./..-J.....     r__. .......   9n     ifijn 


416 

(6>  "Handler"  means  any  person  who 
engages  In  the  handling  of  milk  or  other 
fluid  milk  products  which  are  received  at 
any  plants  from  which  fluid  milk  products 
are  disposed  of.  directly  or  indirectly,  In 
the  marketing  area. 

(7)  "Producer-handler"  means  any 
person  who  Is  both  a  handler  and  a  dairy 
farmer,  and  who  receives  no  milk  from 
other  dairy  farmers  except  producer- 
handlers. 

(c)  Plants.  (1)  "Receiving  plant" 
means  any  plant  currently  used  for  re- 
ceiving, weighing  or  measuring,  sampling, 
and  cooling  milk  received  there  directly 
from  dairy  farmers'  farms  and  for  wash- 
ing and  sterilizing  the  milk  cans  in  which 
such  milk  is  received,  and  at  which  are 
currently  maintained  weight  sheets  or 
other  records  of  dairy  farmers'  deliveries. 

(2>  "Producer  milk  plant"  means  any 
receiving  plant  which  Is  also  a  regulated 
plant,  except  the  plant  of  a  producer- 
handler. 

(3)  "Regulated  plant"  means  any 
plant  from  which  fluid  milk  products 
which  are  classified  as  class  I  milk  are 
disposed  of,  directly  or  Indirectly,  In  the 
marketing  area,  except  a  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders  or  a 
plant  located  outside  the  New  England 

.  States  and  New  York. 

(4)  "City  plant"  means  any  plant 
which  Is  located  within  20  miles  of  the 
City  Hall  In  Lowell  or  Lawrence. 

(5)  "Country  plant"  means  any  plant 
which  is  located  beyond  20  miles  of  the 
City  Halls  In  Lowell  and  Lawrence. 

(d)  Milk  and  milk  products.  (1)  "Milk" 
means  the  commodity  received  from  a 
dairy  farmer  at  a  plant  as  cow's  milk. 
The  term  also  Includes  milk  so  received 
which  later  has  its  butterfat  content  ad- 
Justed  to  at  least  one-half  of  1  percent 
but  less  than  16  percent,  frozen  milk, 
and  reconstituted  milk. 

(2)  "Cream"  means  that  portion  of 
milk,  containing  not  less  than  16  percent 
of  butterfat.  which  rises  to  the  surface 
of  milk  on  standing,  or  is  separated  from 
It  by  centrifugal  force.  The  term 
"cream"  also  includes  sour  cream, 
frozen  cream,  and  milk  and  cream  mix- 
tures containing  16  percent  or  more  of 
butterfat. 

(3)  "Skim  milk"  means  that  fluid 
product  of  milk  which  remains  after  the 
removal  of  cream,  and  which  contains 
le.ss  than  one-half  of  1  percent  of  but- 
terfat. 

(4>  "Fluid  milk  products"  means  milk, 
flavored  milk,  cream,  .skim  milk,  flavored 
skim  milk,  cultured  skim  milk,  and  but- 
termilk, either  individually  or  collec- 
tively. 

7.  In  §§  934  4.  934.7,  934.13.  and  934.14. 
delete  the  words  "herein",  "hereto", 
"thereto",  "hereof",  "hereinafter",  and 
"hereunder",  and  substitute  comparable 
words  to  give  the  intended  effect,  such 
as  "in  this  order",  "to  this  order",  and 
"under  this  order". 

8.  Delete  §  934.5  and  substitute  the 
following: 

§  934.5  Classification  of  milk  and  milk 
products — (a>  Classes  of  utilization.  All 
milk  received  from  producers,  and  all 
other  milk  and  milk  products  which  it 
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Is  necessary  to  clsisslfy  In  order  to  clas- 
sify milk  received  from  producers,  shall 
be  classlfled  in  accordance  with  this  sec- 
tion. Subject  to  the  other  paragraphs 
of  this  section,  the  classes  of  utilization 
shall  be  as  follows: 

(1)  Class  I  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  Is  not 
established  as  Class  II  milk. 

(2)  Class  II  milk  shall  be  all  fluid  mUk 
products  the^  utilization  of  which  is  es- 
tablished : 

(1)  As  being  sold,  distributed,  or  dis- 
posed of  other  than  as  or  in  milk;  and. 
other  than  as  or  in  flavored  milk  or  fla- 
vored skim  milk,  buttermilk,  or  cultured 
skim  milk,  for  human  consumption;  and 

(ii)  As  plant  shrinkage,  not  in  excess 
of  2  percent  of  the  volume  handled. 

(b)  Basis  of  classification.  (1)  Except 
as  otherwise  provided  In  this  section,  all 
fluid  milk  products  received  by  handlers 
shall  be  classified  In  accordance  with 
their  utilization  at  the  last  plant  at  which 
they  are  received  by  any  person  who 
distributes  milk  or  manufactures  milk 
products. 

(2)  Cream  shall  be  classified  as  Class 
n  milk  with  respect  to  each  handler  who 
disposes  of  It  In  the  form  of  cream. 

(3)  The  burden  of  proof  rests  upon 
the  handler  who  receives  milk  from  pro- 
ducers to  account  for  the  milk,  and  to 
prove  that  it  should  not  be  classified  as 
Class  I  milk. 

(4)  If  a  handler  reports  no  Class  II 
milk  for  a  given  month,  and  does  not  .sub- 
mit a  revised  report  regarding  classifica- 
tion of  his  milk  within  one  month  after 
filing  the  original  report,  all  of  his  pro- 
ducer receipts  during  the  given  month 
shall  remain  classified  as  Class  I  milk. 

(c)  Movements  of  fluid  mUk  products, 
except  cream,  tetvxen  plants.  (1)  Fluid 
milk  products,  except  cream,  which  are 
moved  from  a  handler's  plant  to  a  regu- 
lated plant  or  to  a  plant  subject  to  an- 
other order  of  the  Secretary  shall  be 
classified  as  reported  by  the  handler 
operating  the  shipping  plant,  or.  if  he 
submits  no  report,  shall  be  classified  as 
reported  by  the  handler  operating  the 
plant  to  which  the  fluid  milk  products 
are  moved.  However,  no  greater  quan- 
tity of  fluid  milk  products  shall  be  classl- 
fled as  Class  II  milk  under  this  subpara- 
graph than  the  total  quantity  of  Class  II 
milk,  after  deducting  receipts  of  cream,  at 
the  plant  to  which  the  fluid  milk  products 
are  moved. 

(2)  Fluid  milk  products,  except  cream, 
which  are  moved  from  a  regulated  plant 
to  any  unregulated  plant,  except  a  plant 
subject  to  another  order  of  the  Secre- 
tary, shall  be  classified  as  Class  I  milk,  up 
to  the  total  quantity  of  the  same  form  of 
fluid  milk  products  which  are  utilized  as 
Class  I  milk  at  the  unregulated  plant. 

9.  In  §934.6  (a).  Increase  all  of  the 
prices  in  the  table  In  subparagraph  (5) 
by  6  cents,  and  delete  the  words  "effective 
after  September  1947"  in  subparagraph 

(9'. 

10.  Delete  §  934.6  (c)  and  substitute  the 

following: 

(c^  Allocation  of  Class  I  milk  to  plants. 
For  the  purpose  of  this  section,  each 
handler's  Class  I  milk  during  each  month, 
after  deducting  his  receipts  of  Class  I 


milk  from  other  handlers,  shall  be  con- 
sidered to  have  been  flrst.  that  milk  which 
was  received  directly  from  producers  at 
his  city  plant,  and  then  that  milk  re- 
ceived from  producers,  which  was 
shipped  as  fluid  milk  products,  other 
than  cream,  from  his  country  plants,  in 
the  order  of  the  nearness  of  the  plants  to 
the  City  Halls  In  Lowell  or  Lawrence. 

11.  In  §  934.7  (e),  change  the  period 
at  the  end  of  the  sentence  to  a  comma, 
and  add  the  following:  "and  the  quanti- 
ties of  milk  and  milk  products  on  hand 
at  the  end  of  the  month." 

12.  Delete  i  934.8. 

13.  Delete  §  934.9  (a)  and  (b)  and  sub- 
stitute the  following: 

(a)  Computation  of  value  of  milk  re- 
ceived from  producers  by  each  handler. 
The  value  of  the  milk  received  from  pro- 
ducers during  the  month  by  each  handler 
shall  be  computed  by  the  market  admin- 
istrator In  the  following  manner: 

(1)  Multiply  the  quantity  of  such  milk 
In  each  class  by  the  price  applicable  in 
accordance  with  9  934.6  (a) .  (b) ,  (c) ,  and 

(d). 

(2)  Add  together  the  resulting  value 
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(b)  Computation  of  composite  price 
payable  by  each  handler.  The  composite 
price  payable  by  each  handler  to  pro- 
ducers for  milk  received  from  them  dur- 
ing the  month  shall  be  computed  by  the 
market  administrator  In  the  following 
manner: 

(1)  Add  to  the  total  value  computed 
in  accordance  with  paragraph  (a)  of  this 
section  the  amount  of  the  differential  ap- 
plicable In  accordance  with  5  934.10  (d). 

(2)  Subtract  any  amount  which  the 
handler  is  required  to  pay  on  the  milk  un- 
der the  provisions  of  the  Boston  order 
because  It  represents  outside  milk  as  de- 
flned  in  5  904.1  (d)  (6)  <iii)  of  that  order. 

(3)  Divide  the  remaining  value  by  the 
total  quantity  of  milk  received  by  the 
handler  from  producers.  The  result  is 
the  composite  price  payable  to  producers 
for  milk  containing  3.7  percent  butterfat. 

14.  In  §  934.10  (b),  change  the  symbols 
(l>  and  <ii)  to  <1)  and  <2).  respectively. 

15.  Delete  §  934.12  and  substitute  the 
following: 

§  934.12  Expense  of  Administration. 
Within  18  days  after  the  end  of  each 
month,  each  handler  shall  make  payment 
to  the  market  administrator  of  his  pro 
rata  share  of  the  expense  of  administra- 
tion of  this  order.  The  payment  shall  be 
at  the  rate  of  4  cents  per  hundredweight, 
or  such  lesser  amount  as  the  Secretary 
may  from  time  to  time  prescribe.  For 
each  month,  the  payment  shall  apply  to 
the  handler's  receipts  of  milk  from  pro- 
ducers, including  receipts  from  his  own 
production,  and  the  Class  II  milk,  other 
than  cream,  which  is  received  by  him  at  a 
regulated  plant  from  an  unregulated 
plant.  However  no  payment  shall  apply 
ah  his  receipts  from  any  plant  at  which 
the  handling  of  milk  Is  regulated  under 
the  Boston  or  New  York  orders. 

16.  Delete  9  934.13  (c)  and  substitute 
the  following: 

(c>  Continuing  obligations.    If.  upon 
the  suspension  or  termination  of  any  or 
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all  provisions  of  this  order,  there  are  any 
obligations  under  the  order  the  final  ac- 
crual or  ascertainment  of  which  requires 
further  acts  by  any  person,  such  further 
acts  shall  be  performed  notwithstanding 
such  suspension  or  termination. 

17.  Renumber  5§  934.3  to  934.5  as 
§5  934.1  to  934.3  respectively.  §934.7  as 
9  934.5.  and  §S  934.9  to  934.14  as  §§  934.7 
to  934.12,  respectively. 

18.  Insert  a  new  section  as  follows: 

9  934.4  Assignment  of  receipts  from 
other  plants — (a)  Application  of  this 
section.  All  receipts  of  milk  and  milk 
products  at  a  regulated  plant  from  any 
other  plant  shall  be  assigned  to  Class  I 
milk  or  Class  II  milk  in  accordance  with 
this  section. 

(b)  General  provisions.  Except  as 
otherwise  provided  In  this  section,  all 
receipts  of  fluid  milk  products  at  a  regu- 
lated plant  shall  be  assigned  to  the  class 
In  which  It  is  reported  by  the  handler 
who  operates  the  shipping  plant,  or  if 
that  handler  submits  no  report,  by  the 
handler  who  operates  the  plant  to  which 
the  fluid  milk  products  were  moved. 

(c)  Assignment  of  receipts  from  plants 
at  which  the  handling  of  milk  is  regu- 
lated under  the  Boston  or  New  York  or- 
ders. Fluid  milk  products  received  from 
plants  at  which  the  handling  of  milk  Is 
regulated  under  the  Boston  or  New  York 
orders  shall  be  assigned  to  Class  I  milk 
to  the  extent  that  the  fluid  milk  products 
so  received  are  classified  as  Class  I 
milk  under  the  Boston  order,  or  as  Class 
I-A  milk.  Class  I-B  milk,  or  Class  I-C 
milk  under  the  New  York  order.  Any 
remaining  quantity  of  such  receipts  shall 
be  assigned  to  Class  II  milk. 

(d  >  Assignment  of  receipts  from  plants 
located  outside  the  New  England  States 
and  New  York.  Fluid  milk  products  re- 
ceived from  plants  located  outside  the 
New  England  States  and  New  York  shall 
be  a.sslgned  to  Class  I  milk  if  received  in 
the  form  of  milk,  and  to  Class  II  milk 
if  received  in  any  form  other  than  milk. 

(e)  Limitation  on  assignment  of  re- 
ceipts to  Class  II  milk.  Notwithstanding 
the  provisions  of  the  preceding  para- 
graphs of  this  section,  no  greater  quan- 
tity of  receipts  of  fluid  milk  products, 
other  than  cream,  at  any  regulated  plant 
from  other  plants  shall  be  assigned  to 
Cla.ss  II  milk  than  the  total  quantity  of 
fluid  milk  products,  other  than  cream, 
classified  as  Class  II  milk  at  the  regu- 
lated plant. 

(f)  Receipts  of  cream,  and  of  milk 
products  other  than  fluid  milk  products. 
All  receipts  of  cream,  and  of  milk  prod- 
ucts other  than  fiuid  milk  products,  shall 
be  assigned  to  Class  II  milk. 

19.  Make  such  other  changes  In  other 
provisions  of  the  order  as  may  be  re- 
quired to  effectuate  fully  the  foregoing 
proposals. 

Copies  of  this  notice  of  hearing,  the 
said  order,  as  amended,  now  in  effect, 
and  the  said  tentative  marketing  agree- 
ment may  be  procured  from  the  Market 
Administrator.  National  Bank  Buildinj, 
21  Main  Street.  Andover.  Ma.ssachusetts, 
or  from  the  Hearing  Clerk.  Room  1844, 
South  Building.  United  States  Depart- 
ment of  Agriculture,  Washington  25, 
D.  C,  or  may  be  there  Inspected. 
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Dated:  January  26,  1949. 

[SXAI]  F.  R.  BURKI, 

Acting  Assistant  Administrator, 
Production  and  Marketing  Ad- 
ministration. 
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Handling  of  Milk  in  Fall  River,  Mass., 
Milk  Marketing  Area 

notice  of  hearing  on  proposed  amend- 
ments to  tentative  marketing  agree- 
ment and  to  order,  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.),  and  In  accord- 
ance with  the  apphcable  rules  of  prsw- 
tice  and  procedure,  as  amended  (7  CFR 
Supps..  900.1  et  seq.).  notice  Is  hereby 
given  of  a  hearing  to  be  held  at  the 
Knights  of  Pythias  Hall.  103  Pleasant 
Street.  Fall  River,  Massachusetts,  begin- 
ning at  10:00  a.  m..  e.  s.  t.,  February  2, 
1949  for  the  purpose  of  receiving  evi- 
dence with  respect  to  proposed  amend- 
ments hereinafter  set  forth,  or  appro- 
priate modifications  thereof  to  the  tenta- 
tive marketing  agreement  heretofore  ap- 
proved by  the  Secretary  of  Agriculture 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  In  the  Fall  River, 
Massachusetts,  milk  marketing  area. 
These  proposed  amendments  have  not 
received  the  approval  of  fhe  Secretary 
of  Agriculture. 

Proposed  by  New  England  Milk  Pro- 
ducers' Association: 

1.  In  §947.6  (b)  (1)  (1)  delete  the 
figure  "15"  and  substitute  therefor,  the 
figure  "25"  cents. 

2.  Delete  §  947.6  (b)  (1)  (ii)  and  sub- 
stitute the  following: 

(ii)  Add  any  plus  amount  which  re- 
sults from  the  following  computation: 
Using  the  midpoint  In  any  range  as  one 
price,  compute  the  average  of  the  prices 
per  pound  of  roller  process  non-fat  dry 
milk  solids  suitable  for  human  consump- 
tion. In  barrels,  in  carlots,  as  published 
during  the  month  by  the  United  States 
Department  of  Agriculture  for  New  York 
City,  subtract  for  each  month  t\ie 
amount  indicated  In  the  following  table, 
and  multiply  the  remainder  by  7.5. 

Amount 
Month:  {cents) 

October    through    February 5.  0 

March.  April  and  July 6.6 

May  and  June 7.4 

August  and  September 5.  8 

(111)  Add  the  values  determined  pur- 
suant to  subdivisions  (i)  and  di)  of  this 
subparagraph,  and  for  the  months  of 
April,  May  and  June,  subtract  23  cents. 

Proposed  by  H.  P.  Hood  &  Sons: 

3.  Revise  §  947.5  (d)  (6)  which  relates 
to  the  classification  of  milk  received  at 
plants  at  which  milk  is  received  from 
producers.  It  Is  proposed  to  amend 
subparagraph  (6)  by  striking  out  the 
colon  following  the  words  "Federal  order 
plant"  and  substituting  a  period  and  de- 
leting the  remaining  language  in  this 
subparagraph. 
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4.  Amend  9  947.6  (c)  relating  to  the 
determination  of  the  butterfat  differen- 
tial. Strike  out  the  language  following 
the  words  "by  the  market  administrator 
as  follows"  and  substitute  therefor  the 
following:  "Subtract  52.5  cents  from  the 
weighted  average  price  per  40-quart  can 
of  40  percent  bottling  quality  cream 
f.  o.  b.  Boston  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  period  between  the  16th  day  of  the 
preceding  month  and  the  15th  day  In- 
clusive of  the  month  during  which  such 
milk  Is  delivered  and  divide  the  remain- 
der by  334.8:  ProtHded.  That  for  any 
month  for  which  no  cream  price  as  here- 
in described  Is  reported  there  shall  be 
used  in  Its  stead  an  equivalent  price  de- 
termined by  multiplying  by  1.4  the  aver- 
age price  reported  for  such  month  by  the 
United  States  Department  of  Agricul- 
ture for  U.  S.  Grade  A  (92-score)  butter 
at  wholesale  in  the  Chicago  market  and 
then  multiplying  the  result  by  33.48." 

Proposed  by  Eteiry  Branch.  Production 
and  Marketing  Administration: 

5.  Revise  §  947.6  (b)  (2)  to  reflect  the 
current  cost  of  transporting  Class  II 
products  from  country  plants. 

8.  Add  deflnitions  of  milk  and  milk 
drinks  and  revise  other  paragraphs  of 
the  order  to  Indicate  where  milk  is  In- 
tended to  Include  all"  of  the  forms  of  milk 
products. 

a.  In  §  947.1,  add: 

(q)  "Milk"  means  the  commodity  re- 
ceived from  a  dairy  farmer  at  a  plant 
as  cow's  milk.  The  term  also  Includes 
milk  so  received  which  later  has  its  but- 
terfat content  adjusted  to  at  least  one- 
half  of  1  percent  but  less  than  16  percent, 
frozen  milk,  and  reconstituted  milk. 

(r)  "Milk  drinks"  means  flavored  milk, 
skim  milk,  flavored  skim  milk,  cultured 
skim  milk,  and  buttermilk,  either  indi- 
vidually or  collectively. 

In  S  947.1,  revise  paragraph  (m)  to 
read  as  follows: 

(m)  "Other  source  milk"  means  all 
milk  and  milk  products  received  by  a 
handler  which  is  not  producer  milk,  milk 
delivered  by  dairy  farmers  designated  for 
other  markets,  or  milk  and  milk  drinks 
from  a  Federal  order  plant. 

b.  Revise  §  947.5  (a)  and  (b)  to  read 
as  follows: 

(a)  Responsibility  of  handlers.  In 
establishing  the  classification  of  milk  and 
milk  products  received  by  a  handler  the 
burden  rests  upon  the  handler  who  re- 
ceived milk  from  producers  to  account 
for  all  milk  and  milk  products  received 
at  each  plant  at  which  milk  is  received 
from  producers,  and  to  prove  that  such 
milk  and  milk  products  should  not  be 
classified  as  Class  I.  The  burden  rests 
upon  the  handler  who  distributes  milk 
and  milk  drinks  in  the  marketing  area  to 
establish  the  source  of  all  milk  and  milk 
products  received. 

(b)  Classes  of  utilization.  The  classes 
of  utilization  of  milk  and  milk  products 
shall  be  as  follows  subject  to  paragraphs 
(c)  and  (d)  of  this  section: 

(1)  Class  I  milk  shall  be  all  milk  and 
milk  products  the  utilization  of  wliich 
Is  not  established  as  Class  II  milk. 
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(2)  Class  n  milk  shall  be  aU  milk  and 
milk  products  the  utilization  of  which 
Is  accounted  for  as: 

(1)  Sold,  distributed,  or  disixjsed  or 
other  than  as  milk  which  contains  one- 
half  of  1  percent  or  more  but  less  than 
16  percent  of  butterfat.  and  other  than 
as  chocolate  or  flavored  whole  or  skim 
milk,  buttermilk,  or  cultured  skim  milk, 
for  human  consumption;  and 

(ii)  Actual  plant  shrinkage  not  In  ex- 
cess of  2  percent  of  milk  and  milk  drinks 
received  from  all  sources  including  the 
handlers  own  production  but  not  includ- 
ing receipts  from  other  handlers  who  re- 
ceive milk  from  producers  or  milk  and 
milk  products  received  completely  proc- 
essed and  packaged  from  a  Federal  order 
plant. 

c.  Revise  the  title  of  5  947.5  (c)  to  read 
as  follows: 

(c)   "Transfers    of    milk    and     milk 
drinks  from  a  plant  at  which  milk  is  re- 
ceived from  producers" 
and  revise  subparagraph  (3)  under  that 
title  to  read  as  follows: 
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(3)  Transfers  to  a  plant,  other  than  a 
handler's  plant  or  a  Federal  order  plant, 
shall  be  Class  I  not  to  exceed  the  total 
Class  I  at  such  plant  during  the  delivery 
period. 

d.  Revise  §947.5  (d)  through  sub- 
paragraph (6)  to  read  as  follows: 

(d>  Classification  of  milk  and  milk 
products  received  at  plants  at  which  milk 
is  received  from  producers.  For  each  de- 
livery period  each  handler  shall  report 
the  classification  of  milk  and  milk  prod- 
ucts which  was  received  at  plants  at 
which  milk  Is  received  from  producers  by 
making  computations  In  the  order  indi- 
cated as  follows:  .,,,    „^ 

( I )  Determine  the  pounds  of  milk  ana 
milk  products  received  at  all  plants  of 
the  handler  at  which  milk  is  received 
from  producers: 

<i)   From    producers,    including    own 

production, 

(II)  From  dairy  farmers  designated 
for  other  markets, 

(Hi)  In  the  form  of  milk  products  re- 
ceived completely  processed  and  pack- 
aged from  a  Federal  order  plant. 

dv)  In  the  form  of  bulk  milk  and  milk 
drinks  received  from  another  Federal 
order  plant. 

(V)  From  other  handlers  who  receive 
milk  from  producers  and, 

(vD  From  other  sources,  and  the  total. 
(2)  Determine  the  total  pounds  of 
milk  and  milk  products  utilized  in  Class 
II  products  Including  allowable  plant 
shrinkage  as  provided  in  paragraph 
(b)   (2>   (Ii>  of  this  section. 

(3>  Prorate  allowable  plant  shrinkage 
classified  as  Class  II  to  receipts  from 
producers,  from  dairy  farmers  designated 
for  other  markets,  and  bulk  receipts  of 
milk  and  milk  drinks  from  other  Federal 
order  plants,  and  deduct  such  plant 
shrinkage  from  total  Class  II  computed 
pursuant  to  subparagraph  (2)  of  this 
paragraph. 

(4)  Classify  other  source  milk  and 
milk  products  as  Class  II  In  an  amount 
no  greater  than  the  amount  of  the  Class 
II  remaining. 


(5)  From  the  remaining   pounds  In 
each  class  deduct : 

(i)  The  quantity  of  milk  and  milk 
products  received  from  other  handlers 
who  receive  milk  from  producers  which 
Is  classified  according  to  paragraph  ic> 
(2)  of  this  section,  and 

(11)  Milk  and  milk  products  received 
completely  processed  and  packaged  from 
a  Federal  order  plant  classified  according 
to  the  actual  use  established. 

(6)  Prorate  remaining  Class  n  to  re- 
ceipts of  milk  and  milk  drinks  from  pro- 
ducers, from  dairy  farmers  designated 
for  other  markets  and  bulk  receipts  from 
Federal  order  plants:  Provided.  That  re- 
ceipts from  producers  classified  as  Class 
II  Inclusive  of  plant  shrinkage  shall  not 
exceed  5  percent  of  the  total  quantity 
received  from  producers. 

7.  In  S  947.1  (J)  delete  the  words 
"Producer-handler"  means  a  producer 
who  Is  also  a  handler  who  receives  no 
milk  from  producers  and  substitute 
therefor.  "Producer-handler"  means  a 
producer  who  is  also  a  handler  who  re- 
ceives no  milk  from  producers  and  who 
during  the  delivery  period  disposes  of  no 
more  than  1.000  pounds  on  a  daily  aver- 
age of  milk  and  milk  drinks  other  than 
In  bulk  to  another  handler  or  producer- 
handler. 

8.  Change  the  dates  for  makmg  cer- 
tain reports,  announcements  and  pay- 
ments and  state  more  specifically  the 
Information  to  be  included  In  reports. 

a.  Delete  §947.3  (a)  (D.  (2).  (3).  and 
(4)  and  sub^tute  therefor: 

(a)  Submission  of  reports.  Each 
handler  shall  report  to  the  market  ad- 
ministrator m  the  form  and  detail  prer 
scribed  by  the  market  administrator,  as 

follows:  ,       ^. 

(1)  On  or  before  the  8th  day  after  the 
end  of  each  delivery  period,  the  receipts 
of  milk  and  milk  products  at  each  plant 
from  producers,  from  other  handlers. 
from  such  handler's  own  production, 
from  any  other  sources  during  the  de- 
livery period,  and  inventories  on  hand 
at  the  beginning  and  end  of  each  such 
delivery  period; 

(2)  On  or  before  the  8th  day  after  the 
end  of  each  delivery  period,  the  respec- 
tive quantities  of  milk  and  milk  products 
which  were  sold,  distributed,  or  di.sposed 
of  including  sales  or  deliveries  to  other 
handlers  during  the  delivery  period,  for 
the  several  purposes  and  classifications 
as  set  forth  In  §947.5; 

(3  On  or  before  the  20th  day  of  each 
delivery  period  each  handler  shall  report 
to  the  market  administrator  the  receipts 
of  milk  from  producers  received  diu-ing 
the  first  15  days  of  such  delivery  period 
showing  for  each  producer: 

(I)  The  daily  and  total  receipts  of 
milk; 

(ID  The  average  butterfat  test  there- 
of; and 

(ill)  The  current  post  oCQce  address 
and  farm  location  of  producers  for  whom 
information  has  not  been  previously 
rep>orted. 

(4)  On  or  before  the  8th  day  after  the 
end  of  each  delivery  period  each  handler 
shall  report  to  the  market  administrator 
his  receipts  of  mUk  from  producers  re- 


ceived during  the  period  from  the  16th 
through  the  last  day  of  the  delivery  pe- 
riod showing  for  each  producer: 

(I)  The  dally   and  total  receipts  of 

milk; 

(ID  The  average  butterfat  test  there- 
of; and  ^         , - 

(ill)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously 
reported. 

(5)  On  or  before  the  25th  day  after 
the  end  of  each  delivery  period  each  han- 
dler  shall  submit  to  the  market  admin- 
istrator his  producer  records  for  such 
delivery  period  which  shall  show  for  each 
producer : 

(D  The  total  pounds  of  milk  delivered 
and  the  average  butterfat  test  thereof; 

and  ^  ^      .,    , 

(ID  The  net  amount  of  such  handler  9 
payments  to  each  producer  and  each  co- 
operative association  made  pursuant  to 
§  947.8  together  with  the  prices,  deduc- 
tions and  charges  involved. 
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ture.  Washington  25.  D.  C,  or  may  be 
there  lnsp>ected. 

Dated:  January  26.  1949. 

[SEALl  F.  R.  BURKB. 

Acting  Assistant  Administrator, 
Production  and  Marketing 
Administration. 

[F.    B.    Doc.    49-730:    Filed.    Jan.    28,    1949; 
8:56  a.  m.] 


b  In  8  947.3  (a)  renumber  subpara- 
graphs (5),  (6),  and  (7)  as  (6).  (7).  and 
<8» ;  in  subparagraph  (7)  as  renumbered 
change  the  reference  to  subparagraph 
"(5)"  to  read  subparagraph  "(6)".  and 
In  subparagraph  (8)  as  renumbered  de- 
lete the  term  "7th"  and  substitute  "8th." 

c  In  8  947.7  (c)  delete  the  term 
"11th"  and  subsUtute  "12th." 

d  In  §  947.9  (a)  delete  the  term 
"15th'  and  substitute  the  term  "17th." 

e.  In  §  947.9  (b)  after  the  words  "and 
pay  an  equivalent  amount"  Insert  the 
words  "on  or  before  the  20th  day  after 
the  end  of  the  delivery  period." 

9.  In  8  947.3,  add: 

(c)  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and  sum- 
mary records  showing  all  receipts,  move- 
ments and  disposition  of  milk  and  milk 
products  during  the  month  and  the  quan- 
tities of  milk  and  milk  products  on  hand 
at  the  end  of  the  month. 

10  In  §  947.10  (a)  substitute  "17th"  for 
"15th",    Insert    the    words    "and    milk 
drinks'  between  the  word  "milk "  and 
the  words  "received  during  such  delivery 
period",  and  delete  the  words  "who  re- 
ceive milk  from  producers"  as  they  ap- 
pear Just  before  the  first  proviso.    Also 
m  §  947.10  (a)  delete  the  second  proviso 
and  substitute  "And  provided  further. 
That  the  rate  of  payment  shall  be  3  cents 
per  hundredweight  or  such  lesser  amount 
as  the  Secretary  may  from  time  to  time 
prescribe  with  respect  to  milk  and  milk 
drinks  assessed  for  the  cost  of  admin- 
istration of  another  Federal  order." 

11.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  marketing 
agreement  and  order  conform  with  any 
amendments  thereto  that  may  result 
from  this  hearing. 

Copies  of  this  notice  of  hearing,  the 
said  order,  as  amended,  now  In  effect, 
and  the  said  tentative  marketing  agree- 
ment may  be  procured  from  the  Market 
Administrator.  103  Pleasant  Street.  Fall 
River,  Massachusetts,  or  from  the  Hear- 
ing Clerk.  Room  1844.  South  Building. 
United  States  Department  of  Agrlcul- 
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Handling  or  Fresh  Peaches  Grown  in 
Georgia 

order  directing  that  referendum  be  con- 
ducted; designation  of  referendum 
agents  to  conduct  such  referendum; 
and  determination  of  representative 

PERIOD 

Pursuant  to  the  applicable  provisions 
of  Marketing  Agreement  No.  99  and  Or- 
der No.  62  (7  CFR.  Cum.  Supp.,  962.1  et 
seq.).  and  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U.  S.  C.  601 
et  seq).  it  Is  hereby  directed  that  a  ref- 
erendum be  conducted  among  the  pro- 
ducers who.  during  the  calendar  year 
1947  (which  period  is  hereby  determined 
to  be  a  representative  period  for  the  pur- 
pose of  such  referendum ) .  were  engaged, 
in  the  State  of  Georgia.  In  the  produc- 
tion of  peaches  for  market  to  determine 
whether  such  producers  favor  the  termi- 
nation of  the  aforesaid  marketing  agree- 
ment and  order.  D.  M.  Rubel.  G.  A. 
Nah.stoll.  and  D.  K.  Young,  of  the  Fruit 
and  Vegetable  Branch.  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture,  are  hereby 
designated  as  agents  of  the  Secretary  of 
Agriculture  to  perform.  Jointly  or  sever- 
ally, the  following  functions  In  connec- 
tion with  the  referendum: 

(a)  Conduct  said  referendum  in  the 
manner  herein  prescribed: 

(1)  By  giving  opportunity  to  each  of 
the  aforesaid  producers  to  cast  his  bal- 
lot. In  the  manner  herein  authorized,  rel- 
ative to  the  aforesaid  termination  of  the 
marketing  agreement  and  order,  on  a 
copy  of  the  appropriate  ballot  form.  A 
cooperative  association  of  such  produc- 
ers, bona  fide  engaged  in  marketing  fresh 
peaches  grown  In  the  State  of  Georgia 
or  In  rendering  services  for  or  advancing 
the  Interests  of  the  producers  of  such 
peaches,  may  vote  for  the  producers  who 
are  members  of.  stockholders  in.  or  un- 
der contract  with,  such  cooperative  as- 
sociation <such  vote  to  be  cast  on  a  copy 
of  the  appropriate  ballot  form) .  and  the 
vote  of  such  cooperative  sussociation  shall 
be  considered  as  the  vote  of  such  pro- 
ducers. 

(2>  By  giving  public  notice,  as  pre- 
scribed in  paragraph  (a)  (3)  hereof.  <I) 
of  the  time  during  which  the  referendum 
will  be  conducted.  (ID  that  any  ballot 
may  be  cast  by  mail,  and  (lii)  that  all 
ballots  so  cast  must  be  addre.s.sed  to  D.  K. 
Young,  Chief.  Southeastern  Marketing 
Field  Office.  Fruit  and  Vegetable  Branch. 
449  West  Peachtree  Street.  N.  E.,  Atlanta 
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5.  Georgia,  and  the  time  prior  to  which 
such  ballots  must  be  postmarked. 

(3)  By  giving  public  notice  (D  by  uti- 
lizing available  agencies  of  public  infor- 
mation (without  advertising  expense). 
Including  both  press  and  radio  facilities 
In  the  State  of  Georgia;  (ID  by  mailing 
a  notice  thereof  (Including  a  copy  of  the 
appropriate  ballot  form)  to  each  such  co- 
operative association  and  to  each  pro- 
ducer whose  name  and  address  Is  known ; 
and  (lil)  by  such  other  means  as  said 
referendum  agents  or  any  of  them  may 
deem  advisable. 

(4)  By  conducting  meetings  of  pro- 
ducers and  arranging  for  balloting  at  the 
meeting  places.  If  said  referendum 
agents  or  any  of  them  determine  that 
voting  shall  be  at  meetings.  At  each 
such  meeting,  balloting  shall  continue 
until  all  of  the  producers  who  are  pres- 
ent, and  who  desire  to  do  so.  have  had 
an  opportunity  to  vote.  Any  producer 
may  cast  his  ballot  at  any  such  meeting 
in  lieu  of  voting  by  mall. 

(5»  By  giving  ballots  to  producers  at 
the  meetings;  and  receiving  any  ballots 
when  they  are  cast. 

(6)  By  securing  the  name  and  ad- 
dress of  each  person  casting  a  ballot,  and 
inquiring  into  the  eligibility  of  such  per- 
son to  vote  in  the  referendum. 

(7)  By  giving  public  notice  of  the  time 
and  place  of  any  meetings  authorized 
hereunder  by  posting  a  notice  thereof, 
at  least  two  days  In  advance  of  each 
such  meeting,  at  each  such  meeting 
place,  and  in  two  or  more  public  places 
within  the  applicable  area;  and,  so  far  as 
may  be  practicable,  by  giving  additional 
notice  In  the  manner  prescribed  In  par- 
agraph "a>  (3)  hereof. 

<8)  By  forwarding  to  D.  K.  Young. 
Chief.  Southeastern  Marketing  Field  Of- 
fice. Fruit  and  Vegetable  Branch.  449 
West  Peachtree  Street.  N.  E..  Atlanta  3. 
Georgia.  Immediately  after  the  close  of 
the  referendum,  the  following: 

(1)  A  register  containing  the  name  and 
addre.ss  of  each  producer  to  whom  a  bal- 
lot form  was  given; 

<I1>  A  register  containing  the  name 
and  address  of  each  producer  from  whom 
an  executed  ballot  was  received ; 

(liD  All  of  the  ballots  received  by  the 
respective  referendum  agent  In  connec- 
tion with  the  referendum,  together  with 
a  certificate  to  the  effect  that  the  bal- 
lots forwarded  are  all  of  the  ballots  cast 
and  which  was  received  by  the  respec- 
tive agent  during  the  referendum  period; 

(iv)  A  statement  showing  when  and 
where  each  notice  of  referendum  posted 
by  said  agent  was  posted  and,  if  the  no- 
tice was  mailed  to  producers,  the  mailing 
list  showing  the  names  and  addresses  to 
which  the  notice  was  mailed  and  the  time 
of  such  mailing;  and, 

(v)  A  detailed  statement  reciting  the 
method  used  In  giving  publicity  to  such 
referendum. 

<9)  By  appointing  any  county  agricul- 
tural agent,  and  by  authorizing  the 
chairman  of  the  State  Production  and 
Marketing  Administration  committee  to 
appoint  any  member  or  members  of  a 
county  Agricultural  Conservation  Asso- 
ciation committee,  in  the  State  of  Geor- 
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gia.  and  by  appointing  any  other  persons 
deemed  necessary  or  desirable,  to  assist 
the  said  referendum  agents  in  perform- 
ing their  duties  hereunder.  Each  such 
person  so  appointed  shall  serve  without 
compensation  and  may  be  authorized,  by 
the  said  referendum  agents  or  any  of 
them,  to  perform  any  or  all  of  the  func- 
tions set  forth  In  paragraphs  (a)  ,  (5), 
(6>.  (7),  and  <8)  hereof  (which.  In  the 
absence  of  such  appointment  of  sub- 
agents,  shall  be  performed  by  said  refer- 
endum agents  >  In  accordance  with  the 
requirements  herein  set  forth. 

<b)  Upon  receipt  by  D.  K.  Young  of  all 
ballots  cast  In  accordance  with  the  pro- 
visions hereof,  and  such  other  Informa- 
tion and  data  as  may  be  required  pursu- 
ant hereto,  he  shall  forward  the  ballots, 
together  with  the  Information  and  data, 
to  the  Fruit  and  Vegetable  Branch,  Pro- 
duction and  Marketing  Administration. 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.  C.  The  Fruit  and 
Vegetable  Branch  shall  canvass  the  bal- 
lots and  prepare  and  submit  to  the  Sec- 
retary a  detailed  report  covering  the  re- 
sults of  the  referendum,  the  manner  in 
which  the  referendum  was  conducted, 
the  extent  and  kind  of  public  notice 
given,  and  all  other  information  perti- 
nent to  the  full  analysis  of  the  referen- 
dum and  Its  results. 

(ci  Each  referendum  agent  and  ap- 
pointee pursuant  hereto  shall  not  refuse 
to  accept  a  ballot  submitted  or  cast;  but 
should  they,  or  any  of  them,  deem  that 
a  ballot  should  be  challenged  for  any 
reason,  or  if  such  ballot  is  challenged  by 
any  other  person,  said  agent  or  appointee 
shall  endorse  above  his  signature,  on  the 
back  of  said  ballot,  a  statement  that  such 
ballot  was  challenged,  by  whom  chal- 
lenged, and  the  reasons  therefor;  and 
the  number  of  such  challenged  ballots 
shall  be  stated  when  they  are  forwarded 
as  provided  herein. 

(d)  All  ballots  shall  be  treated  as  con- 
fidential. 

The  Director  of  the  Fruit  and  Vegeta- 
ble Branch,  Production  and  Marketing 
Administration.  United  States  Depart- 
ment of  Agriculture,  is  hereby  authorized 
to  prescribe  additional  Instructions,  not 
Inconsistent  with  the  provisions  hereof, 
to  govern  the  procedure  to  be  followed 
by  the  said  referendum  agents  and  ap- 
pointees In  conducting  said  referendum. 

Copies  of  the  aforesaid  marketing 
agreement  and  order  may  be  examined 
in  the  Office  of  the  Hearing  Clerk.  United 
States  Department  of  Agriculture.  Wash- 
ington. D.  C.  and  at  the  Southeastern 
Marketing  Field  Office.  Fruit  and  Vege- 
table Branch.  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture.  449  West  Peach- 
tree  Street.  N.  E..  Atlanta.  Georgia. 

Ballots  to  be  cast  in  the  referendum 
may  be  obtained  from  any  referendum 
agent,  and  any  appointee  hereunder. 

Done  at  Washington.  D.  C.  this  26th 
day  of  January  1949. 

ISEALl  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49  751;    Filed,    Jan.    28.    1949; 
0:57  a.  m.] 


420 

DEPARTMENT  OF  LABOR 

Division  of  Public  Contracts 

I  41  CFR,  Part  202  1 

Prevailing  Minimum  Wage  for  Iron  and 
Steel  Industry 

kotice  of  hearing  on  proposed 
amendment 


The  Acting  Secretary  of  Labor,  in  a 
prevailing   minimum   wage   determina- 
tion issued  pursuant  to  the  provisions  of 
the  Walsh-Healey  Public  Contracts  Act. 
(Act   of  June  30.   1936.  49  Stat.   2036; 
use     ti    41    sees.  35-45)   and  dated 
January' 16.  1939  <41  CFR.  Cum.  Supp.. 
202  25).  determined  that  the  minimum 
wage  for  persons  engaged  in  the  per- 
formance of  contracts  with  agencies  of 
the  United  States  subject  to  the  act  for 
the  manufacture  or  supply  of  the  prod- 
ucts  of   the   Iron   and   Steel   Industry 
ranged  from  45  cenUs  an  hour  in  some 
specified  localities  to  62 '2  cents  an  hour 
In  other  specified  localities. 

The  United  Steelworkers  of  America 
has  petitioned  for  amendment  of  such 
determination   in  conformity  with  the 
currently  prevailing  minimum  wages  in 
the  iron  and  steel  industry.    The  peti- 
tion states  that  the  great  majority  of 
employers   in  the  industry  throughout 
the  country,  except  in  the  South,  pay  a 
minimum  plant  or  occupational  rate  oi 
$1  18 '2  an  hour,  and  that  the  minimum 
rate  for  work  which  is  normally  classi- 
fied as  common  labor  is  $123  an  hour; 
the  petition  further  states  that  in  the 
South  the  great  majority  of  employers 
pay  a  minimum  plant  or  occupational 
rate  of  $104  an  hour  and  that  the  mini- 
mum rate  for  work  which  is  normally 
classified  as  common  labor  is  $1.08  2  an 

hour. 

The  Union  requests  that  the  Secretary 
of  Labor  determine  that  the  prevailing 
minimum  wage  in  the  industry  through- 
out the  United  States,  except  the  South. 
Is  $1  23  an  hour,  and  that  the  prevailing 
minimum  wage  In  the  South  is  $1.08'2 
an  hour.     The  Union  further  requests 
that  the  determination  provide  for  em- 
ployment   at    a    subminimum    rate    of 
$1  18' 2  an  hour  throughout  the  United 
States   except  the  South,  and  at  a  sub- 
minimum  rate  of  $104  an  hour  in  the 
South  In  occupations  and  job  classifica- 
tion'^ to  which  the  plant  or  occupational 
minima  specified  in  Union  agreements 
are  generally   applicable.     The  United 
Steelworkers  of  America  has  submitted 
a  tabulation  showing  the  plants  in  the 
industry,  listed  by  locality,  plant  mini- 
mum and  common  labor  rates,  and  labor 
organization   status,   a    copy   of   which 
tabulation  is  available  to  interested  per- 
sons upon  request  to  the  Wage  and  Hour 
and  Public  Contracts  Divisions.  United 
States  Department  of  Labor.  Washing- 
ton. D.  C.  ,  .»,    , 

The  current  determination  oj  the  in- 
dustry provides  that  "the  iron  and  steel 
Industry  Is  defined  to  mean  and  include 
the  business  of  producing  and  selling 
all  or  any  one  or  more  of  the  following 
products : 

I       Axles— rolled  or  forged. 
Bale  ties — single  loop. 


PROPOSED  RULE  MAKING 

Bars: 

Alloy  steel,  hot  rolled. 
Cold  finUhed.  carbon  and  alloy. 
Concrete  reinforcing,  straight  lengths. 
Ingots,  blooms  and  billets — Iron  . 
Tool  steel. 
Perre — manganese  and  splegelelsen. 
Girder  rails  and  splice  bars  therefor. 
IngoU.  blooms,  billets  and  slabs: 
Alloy. 
Carbon. 
Light  rails— 60  pounds  or  less  per  yard— and 

splice  bars  and  angle  bars  therefor. 
Standard  tee  rails  of  more  than  60  pounds 
per  yard— and  angle  bars  and  rail  Joints 
therefor,  or  any  of  such  products. 
Mechanical  tubing. 

Pig  Iron:  „     .  . 

Foundry,   high   silicon   silvery,   malleable, 
open   hearth  basic.  Bessemer   and   high 
silicon  Bessemer. 
Low  phosphorus. 
Plpe—Btandard.   line   pipe   and   oil   country 

tubular  products. 
Plates. 

Posts — fence  and  sign. 
Railroad  tie  plates. 
Railroad  track  spikes. 
Sheet  bars. 
Sheets. 
Skelp. 

Steel  sheet  piling. 
Strip  steel: 
Cold  rolled. 
Hot  rolled. 
Structural  shapes. 
Tubes — boner. 
Tube  rounds. 
Wheels — car.  rolled  steel. 
Wire — drawn. 

Wire  hoops — twisted  or  welded. 
Wire  nails  and  staples,  twisted  barbless  wire, 
barbed  wire,  twisted  wire  fence  stays  and 
wire  fencing   (except  chain-link  fencing). 
Wire  rods.  ^ 

Wire: 
Spring. 
Telephone. 


Any  Interested  person  may  appear  at 
the  hearing  to  offer  evidence:  Pjovi<ied 
That  not  later  than  February  17.  1949, 
such  person  shall  file  with  the  Admin- 
istrator of  the  Wage  .and  Hour  and  Pub- 
lic Contracts  Divisions,  United  States 
Department  of  Labor.  14th  Street  and 
Constitution  Avenue.  Northwest.  Wash- 
ington 25,  D.  C.  a  notice  of  intention  to 
appear  containing  the  following  Infor- 

mation:  , 

1.  The  name  and  address  of  the  per- 
son appearing; 

2  If  he  is  appearing  in  a  represenia- 
tlve  capacity,  the  names  and  addresses 
of  the  persons  or  organizations  which 
he  is  representing;  and 

3.  The  purpose  for  which  he  is  ap- 

such  notice  may  be  mailed  to  the  Ad- 
mmistrator  and  shall  be  considered  filed 

upon  receipt.  , 

Written  statements  In  lieu  of  personal 
appearance  may  be  mailed  to  the  Ad- 
ministrator at  any  time  prior  to  the  date 
of  the  hearing,  or  may  be  filed  with  the 
presiding  officer  at  the  hearing.  An 
original  and  four  copies  of  any  such 
statement  should  be  filed. 

Signed  at  Washington.  D.  C.  this  25th 
day  of  January  1949. 

Wm.  R   McComb, 
Administrator.  Wage  and  Hour 
and    Public    Contracts    Divi- 
sions. United  States  Depart- 
ment of  Labor. 
IP    R.    Doc.    49-711:    FUed.    Jan.    28.    1910; 
8:51   B.  ml 
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It  Is  proposed,  in  conjunction  with  a 
reconsideration  of  the  prevailing  mini- 
mum wage  for  the  industry,  to  modify 
the  current  definition  by  inserting  the 
word  "railroad"  following  the  words 
"axles"  and  "wheels"  in  the  list  of  prod- 
ucts, and  by  inserting  the  words  "except 
fabric,  rubber,  and  similarly  covered" 
following  "wire— telephone"  in  the  list  of 
products.  It  is  also  proposed  to  add  to 
the  list  of  products  in  the  definition,  rods, 
tin  plate,  tin  mill  black  plate  and  terne- 
plate. 

Now.  therefore,  notice  is  hereby  given: 
That  a  public  hearing  will  be  held  on 
February  23.  1949.  at  10:00  a.  m.  in  Con- 
ference    Room     B,     Interdepartmental 
Auditorium,    Constitution    Avenue    be- 
tween   12th   and    14th    Streets.   N.   W.. 
Wa.shington.  D.  C.  before  the  Adminis- 
trator of  the  Wage  and  Hour  and  Public 
Contracts  Divisions  or  a  representative 
designated  to  preside  in  his  place,  at 
which  hearing  all  interested  persons  may 
appear  and  offer  testimony:    <1>   As  to 
what  are  the  prevailing  minimum  wages 
In  the  Iron  and  Steel  Industry;  <2>  as  to 
the  proposed  change  in  the  definition; 
and  13 )  as  to  whether  there  should  be 
included  in  any  amended  determination 
for  this  industry  provision  for  employ- 
ment at  subminimum  rates,  and  if  so. 
in  what  occupations,  at  what  submini- 
mum rates,  and  with  what  limitations,  if 
any.  as  to  length  of  period  and  the  num- 
ber or  proportion  of  such  subminimum 
rate  employees. 


[  14  CFR,  Part  2921   . 

Irregular  Air  Carriers 

STTPPLEMENTAL  NOTICI  OF  ISSUES  FOR  ORAL 
ARGUMENT  ON  FEBRUARY   15.  1949 

By  .supplement  dated  January  12.  1949. 
to  Draft  Release  No.  33.  which  Is  a  pro- 
posefl  revision  of  §  292.1  of  the  Economic 
Regulations,  the  Board  set  down  for  oral 
argument  consideration  of  the  propo.sed 
revision  at  10:00  a.  m.  on  Tuesday.  Feb- 
ruary 15  1949.  in  Room  5042.  Department 
of    Commerce    Building.    Washington 
D.   C.   and   advised   that   there   would 
shortly  be  circulated  a  statement  of  the 
Lssues  to  which  oral  argument  should  be 
directed. 

The  relatively  large  number  of  persons 
expected  to  ask  to  be  heard,  as  well  as 
some  apparent  misunderstanding  as  to 
the  purpose  and  scope  of  the  propo.sal. 
make  it  desirable  to  advise  interested 
persons  of  the  issues  on  which  the  Board 
is  principally  interested  in  hearing  oral 
argument.    The  Board  believes  that  this 
specification  of  issues  will  assist  the  par- 
ties to  make  the  best  and  most  produc- 
tive use  of  the  time  available  for  the  ar- 
gument.   It  is  stressed  that  such  speci- 
fication involves  only  the  oral  argument 
and  not  the  written  comments,  which 
may  be  filed  on  or  before  February  1, 
1949.  and  that,  accordingly,  ample  oppor- 
tunity exists  to  present  written  argument 
on  any  subsidiary  or  additional  issues. 

The  principal  issue  rai.ved  by  the  pro- 
po  ed  revision  on  which  the  Board  da- 


Saturday,  January  29,  1949 

sires  oral  argument  concerns  termina- 
tion of  the  blanket  exemption  of  the 
large  irregular  carriers  and  substitu- 
tion of  a  plan  under  which  individual  ex- 
emption orders  would  be  granted  to  each 
large  Irregular  carrier  which  is  able, 
through  applications  filed  for  that  pur- 
pose, to  make  an  appropriate  showing 
under  section  416  of  the  act.  Since  each 
application  would  be  acted  upon  on  its 
merits  after  it  is  filed,  the  Board  does  not 
desire  to  hear  argument  on  the  merits 
of  the  irregular  operations  of  any  par- 
ticular carrier.  It  does  desire  to  hear 
argument  on  the  question  whether  the 
Board  should  adopt  the  proposed  plan 
of  examining  individual  exemption  ap- 
plications, on  the  advantages  and  dis- 
advantages of  such  a  plan,  and  on  sug- 
gestions for  the  improvement  of  the  plan 
or  the  substitution  of  some  other  plan. 
The  proposed  revision  of  §  292.1  does 
not  include  any  proposal  to  change  the 
frequency  and  regularity  of  operations 
by  an  Irregular  carrier.  Moreover,  in 
this  connection  It  should  be  noted  that 
Interpretation  No.  1  to  S  292.1  (released 
simultaneously  with   the   proposed   re- 
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vision  of  §  292.1  and  containing  illus- 
trative examples  of  regular  and  irregu- 
lar operations)  Is  not  such  a  proposal. 
It  has  already  been  adopted  by  the 
Board,  is  now  in  effect,  and  represents 
a  clarification  of.  rather  than  a  change 
In.  the  existing  regulation.  The  Board 
at  this  time  does  not  desire  to  hear  oral 
argument,  therefore,  with  respect  to  the 
frequency  and  regularity  with  which  ir- 
regular carriers  should  be  permitted  to 
operate.  By  the  same  token  the  Board 
does  not  wish  to  hear  argument  on  the 
issue  of  the  desirability  of  regular 
"coach"  service  conducted  by  Irregular 
air  carriers  or  other  carriers,  since  that 
question  Is  not  put  In  Issue  by  the  pro- 
posed revision  of  §  292.1. 

In  addition  to  the  principal  issue,  the 
proposed  revision  would  effect  certain 
other  changes  raising  issues  on  which  the 
Board  welcomes  oral  argument.  These 
Issues  Include  the  following: 

1.  Whether  large  irregular  carriers 
should  not  now  be  required  to  establish 
and  observe  Just  and  rea.sonable  rates, 
fares,  charges,  rules,  cla.sslflcations  and 
practices  in  connection  with  air  trans- 
portation. 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

[Misc.  49689] 

California 

restoration  order    1281   under   federal 
power  act 

January  18,  1949. 

Pursuant  to  the  determination  of  the 
Federal  Power  Commission  <DA-709 
California),  and  in  accordance  with  43 
CFR  4  275  (a)  (16)  (Departmental  Or- 
der No.  2238  of  August  16.  1946.  11  F.  R. 
9080) .  it  Is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the  fol- 
lowing-described public  lands,  having 
been  withdrawn  for  Power  Site  Reserve 
No.  364  on  May  27,  1913,  are  hereby 
opened  to  disposition  under  the  public 
land  laws,  subject  to  the  provisions  of 
section  24  of  the  Federal  Power  Act  of 
June  10.  1920  <41  Stat.  1075,  16  U.  S.  C. 
818),  as  amended: 

MOUNT  DIABLO  MERIDIAN 
T.  31   N  .  R,   1   W  . 

Sec.  14,  NEV4SWH.  s'^sw',;; 
Bee.  22.  N'2NEV4.  NW'/i- 

Available  data  indicate  that  the  land 
is  mountainous  in  character.  The  areas 
described  aggregate  360  acres. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small 
tract,  desert  land,  or  any  other  non- 
mineral  public  land  laws,  unless  the  land 
has  already  been  classified  as  valuable  or 
suitable  for  .such  type  of  application  or 
shall  be  so  clas.slfled  upon  consideration 
of  an  application. 

Effective  immediately,  the  lands  affect- 
ed by  this  order  shall  be  .subject  to  ap- 
plication by  the  State  of  California  for 
No.  19 ^3 


rights  of  way  for  public  highways  or  as  a 
source  of  material  for  the  construction 
and  maintenance  of  such  highways,  un- 
der applicable  laws  and  regulations  con- 
tained in  §§  244.42  to  244.46  of  Title  43 
of  the  Code  of  Federal  Regulations  (Cir- 
cular No.  1237b,  May  31,  1943.  8  F.  R. 
7717) .  as  provided  by  the  act  of  Congress 
approved  May  28, 1948.  (Public  Law  559, 
80th  Congress). 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  April  19.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  19.  1949.  to  July  19.  1949.  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  <52  Stat.  609,  43  U.  S.  C.  sec.  682a), 
as  amended,  by  qualified  veterans  of 
World  War  II.  for  whose  service  »ecog- 
nition  is  granted  by  the  act  of  September 
27,  1944  (58  Stat.  747.  43  U.  S.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law,  and  (2)  application  under 
any  applicable  public-land  law,  based  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance and  confirmation.  Applications  by 
such  veterans  shall  be  subject  to  claims 
of  the  classes  described  in  subdivision  (2 ) . 

(b)  Twenty -day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  30, 
1949,  to  April  18,  1949.  inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans. 
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2.  Whether  such  exemptions  as  are 
presently  extended  to  large  Irregular 
carriers  from  sections  408,  409  and  412 
of  the  act  should  not  be  terminated  and 
opportunity  thus  afforded  for  Board  ap- 
proval or  disapproval  of  all  the  various 
relationships  affected  by  such  sections  of 
the  act. 

3.  Whether  Irregular  air  carriers 
should  not.  In  their  employment  of 
agents  for  the  sale  of  tran.sportation  be- 
tween any  two  points,  be  limited  to  per- 
sons who  do  not  act  as  agents  for  any 
other  irregular  air  carrier  for  the  sale  of 
transportation  between  such  points  and 
have  not  so  acted  within  30  days  prior 
to  such  employment  or  who.  If  they  have 
at  any  time  previously  so  acted,  have 
been  specifically  approved  by  the  Board 
for  such  purpose. 

4.  Whether  other  changes  In  the  exist- 
ing regulation,  as  proposed  In  Draft  Re- 
lease No.  33  should  be  adopted. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[P.    R.    Doc.    49-736;    Filed.    Jan.    28,    1949; 
9:56  a.  m.l 


may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  April  19. 1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non -preference -right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  20, 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  local,  or  selection 
by  the  public  generally  as  may  be  author- 
ized by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day 
period  from  June  30. 1949  to  July  19. 1949. 
Inclusive,  and  all  such  applications,  to- 
gether with  tho.se  presented  at  10:00 
a.  m.  on  July  20,  1949.  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  In  supF>ort 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  In  the  District  Land  Office 
at  Sacramento,  California,  shall  be  acted 
upon  in  accordance  with  the  regulations 
contained  In  §  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324,  May  22,  1914.  43  L.  D.  254).  and 
Part  296  of  that  title,  to  the  extent  that 
such  regulations  are  applicable.  Appli- 
cations under  the  homestead  laws  shall 
be  governed  by  the  regulations  contained 
in  Parts  166  to  170.  Inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
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applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1.  1938. 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257.  respectively, 

of  that  title.  .     v.  ., 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  ManaRer.  DLstrict 
Land  Office,  Sacramento.  California. 

RoscoE  E.  Bell, 
Associate  Director. 

'\F.    R.    Doc.    49^704;    Filed.    Jan.    28,    1949; 
8:48  a.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No.  9211] 

Freepoft  Journal-Standard  Ptjblishinc 
Co.  tWPJS) 

ORDER     DESIGNATING     APPLICATION     FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Preeport  Journal - 
Standard  Publishing  Company  tWFJS'. 
Preeport.  Illinois.  Docket  No.  9211.  Pile 
No.  BP-€878;  for  construction  permit. 

At  a  session  of  the  Federal  Commu- 
nications Commission,  held  at  its  offices 
In  Washington.  D.  C,  on  the  14th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
which  requests  a  permit  to  construct  a 
new  standard  broadcast  station  to  op- 
erate on  the  frequency  1400  kilocycles, 
with  250  watts  power,  unlimited  time  in 
Preeport.  Illinois;  and  also  having  under 
consideration  petitions  filed  by  Gales- 
burg  Broadcasting  Company,  licensee  of 
station  WGIL.  and  Racine  Broadcasting 
Corporation,  licensee  of  station  WRJN. 
to  desigmate  the  said  application  for 
hearing  and  to  make  petitioners  parties 
to  the  proceeding. 

It  ix  ordered.  That,  the  said  petitions 
be  and  they  are  hereby,  granted,  and 
that,  pursuant  to  section  309  (a»  of  the 
Communications  Act  of  1934,  as  amend- 
ed, the  said  application  be.  and  it  Is 
hereby,  designated  for  hearing  at  a  time 
and  place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable Interference  with  stations 
WBEL,  Belolt.  Wisconsin;  WGIL,  Gales- 
burg,  Illinois;  WRJN,  Racine,  Wisconsin, 
or  with  any  other  existing  broadcast  sta- 
tions and.  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  Interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 


NOTICES 

4.  To  determine  whether  the  Installa- 
tion and  .operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered,  That  Galesburg 
Broadcasting  Company,  licensee  of  sta- 
tion WGIL,  Galesburg,  Illinois;  Racine 
Broadca-sting  Corporation,  licensee  of 
station  WRJN.  Racine.  Wisconsin;  and 
Beloit  Broadcasters.  Incorporated,  li- 
censee of  station  WBEL,  Belolt,  Wiscon- 
sin, be.  and  they  are  hereby,  made  parties 
to  the  proceeding. 


4  To  determine  whether  the  Installa- 
tion and  operation  of  Station  KWBW 
as  proposed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  cndcred.  That  Woodward 
Broadcasting  Company,  licensee  of  Sta- 
tion WSIW.  Woodward.  Oklahoma,  be, 
and  it  is  hereby,  made  a  party  to  this 
proceeding. 


[SEALl 


Federal    Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[ SEALl 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


IF.    R.    Doc     49-722:    Filed,   Jan.    28,    1949; 
8:54  a.  m.] 


[F.    R.    Doc.    49-721:    Piled.    Jan.    28,    1949; 
8:54  a.  m.l 


(Docket  No.  92121 

Radio  Station  KWBW 

order  DESIGN.^TING  APPLICATION  FOR 
HE.\RING  on  STATED  ISSUES 

In  re  application  of  William  Wyse  and 
Bess  Wyse.  a  partnership  d/b  as  Radio 
Station  KWBW.  Hutchinson.  Kansas, 
Docket  No.  9212,  Pile  No.  BP-6999;  for 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  In 
Washington,  D.  C,  on  the  14th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
William  Wyse  and  Bess  Wyse,  a  partner- 
ship d/b  as  Radio  Station  KWBW.  for  a 
construction  permit  to  Install  new  verti- 
cal antenna  with  an  PM  antenna 
mounted  on  top  and  to  change  trans- 
mitter location; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  <a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  applica- 
tion be.  and  it  Is  hereby,  designated  for 
hearing  at  a  time  and  place  to  be  desig- 
nated by  subsequent  order  of  the  Com- 
mission, upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  Station  KWBW  as  proposed  and 
the  character  of  other  broadcast  service 
available  to  those  areas  and  populations. 
2   To  determine  whether  the  (dera- 
tion   of    Station    KWBW    as    proposed 
would  involve  objectionable  Interference 
with 'Station  KSIW,  Woodward.  Okla- 
homa, with  any  other  existing  broadcast 
stations  and.  If  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas 
and  populations. 

3.  To  determine  whether  the  opera- 
tion of  Station  KWBW  as  proposed  would 
involve  objectionable  Interference  with 
the  services  proposed  in  any  other  pend- 
ing applications  for  broadcast  facilities 
and.  If  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 


Class    B    PM    Broadcast    Stations    in 

NORTHFIELD,     ROCHESTER,     AND     MINNE- 
APOLIS. Minn. 

ORDER     AMENDING    REVISED    TENTATTVl 
ALLOCATION  PLAN 

In  the  matter  of  amendment  of  revised 
tentative  allocation  plan  for  Class  B  FM 
broadcast  stations  to  change  channel 
allocations  for  Northfleld,  Rochester,  and 
Minneapolis,  Minnesota. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  office  In 
Washington.  D.  C,  on  the  18th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration an  amendment  of  its  revised 
tentative  allocation  plan  for  Class  B  FM 
Broadcast  Stations,  providing  that  the 
channels  allocated  to  Northfleld,  Roch- 
ester, and  Minneapolis.  Minnesota,  be 
reallocated  as  follows: 


• 

Channel  No. 

Oem ral  uf 

Delete 

Add 

351 

2M 

380 

Mrtrfhftplif    Minn         _  ......>.*-.•- 

239 

It  appearing,  that  the  proposed  amend- 
ment to  the  allocation  plan  is  desirable  In 
order  to  permit  the  grant  of  the  pending 
application  of  St.  Olaf  College  for  con- 
struction permit  for  a  new  Cla.ss  B  FM 
station  at  Northfleld,  Mlnne-sota  to  oper- 
ate on  channel  239  (95.7  mcs).  which  ap- 
plication the  Commission  proposes  to 
grant  In  a  subsequent  action ;  and 

It  further  appearing,  that  adoption  of 
said  amendment  will  not  reduce  the  pres- 
ent allocation  to  any  area  nor  require  a 
change  in  the  channel  assignment  of  any 
other  existing  station  or  authorization; 
and  that  the  operation  of  a  Class  B  PM 
station  on  channel  239  at  Northfleld. 
Minnesota  will  not  cause  Interference  to 
any  station  existing,  proposed  or  contem- 
plated by  the  FM  allocation  plan;  and 
that  no  existing  requirements  of  the 
Commission  will  be  affected  by  said 
amendment;  and 

It  further  appearing,  that  the  nature  of 
the  proposed  amendment  Is  such  as  to 
render  unnecessary  the  public  notice  and 
procedure  set  forth  In  section  4  (a)  of  the 
Administrative  Procedure  Act;  and  that 
for  the  same  reasons  this  order  may  be 
made  effective  Immediately  In  lieu  of  the 
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requirements  of  section  4  (c)  of  said  act; 
and 

It  further  appearing,  that  authority  for 
the  adoption  of  said  amendment  is  con- 
tained in  sections  303  (c).  (d».  (f).  and 
(r)  and  307  (b)  of  the  Communications 
Act  of  1934.  as  amended; 

It  is  ordered.  That,  effective  Immedi- 
ately, the  revised  tentative  allocation 
plan  for  Class  B  FM  Broadcast  Stations 
be  and  it  Is  amended  so  that  the  alloca- 
tions to  Northfleld,  Rochester,  and 
Minneapolis,  Minnesota,  are  changed  as 
follows: 


Oencrel  area 

Channel  No. 

Delete 

Add 

Minneapolis.  Minn 

Zt9 
291 

»« 

Kix-hpster,  Minn       

Z"*) 

NorthfielJ,  Minn ' 

Zi\i 

[seal] 


Federal  Communications 

Commission. 
T,  J,  Slowie, 

Secretary. 


(P.    R.    Doc.    49-723;    Piled,    Jan.    28.    1949; 
8:54  a.  m.J 
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Tt  is  ordered.  That  the  said  petition 
of  Raytheon  Manufacturing  Company,  as 
supplemented,  requesting  reconsidera- 
tion and  grant  without  hearing  of  the 
above  entitled,  application  and  special 
temporary  authorization  for  the  opera- 
tion of  a  500-watt  transmitter  be.  and  it 
Is  hereby,  denied. 

It  is  further  ordered.  That  the  hearing 
on  the  above  entitled  application  be.  and 
It  Is  hereby,  scheduled  for  10:00  a.  m.. 
February  2,  1949,  at  Washington,  D.  C, 
before  Examiner  Hugh  B.  Hutchison. 


[Docket  No.  8756) 

Raytheon  Mfg.  Co,  (WRTB) 

order  scheduling  hearing 

In  re  application  of  Raytheon  Manu- 
facturing Company  (WRTB).  Waltham, 
Ma.ssachusetts,  Docket  No.  8756,  File  No. 
BMPCT-142;  for  extension  of  completion 
date  for  construction  permit  for  TV 
broadcast  station  WRTB.  Waltham,  Mas- 
sachusetts. 

At  a  session  of  the  Federal  Communi- 
cations Comml.ssion  held  at  its  offices  in 
Washington.  D.  C.  on  the  18th  day  of 
January  1949. 

The  Commission  having  under  con- 
sideration a  petition  and  supplements 
thereto  filed  May  28,  1948.  and  June  14, 
1948,  June  28.  1948.  August  20,  1948.  Sep- 
tember 28.  1948,  and  October  27.  1948. 
January  14,  1949.  respectively,  by 
Raytheon  Manufacturing  Company  re- 
questing (1)  reconsideration  and  grant 
without  hearing  of  Its  above  entitled  ap- 
plication for  additional  time  in  which  to 
complete  construction  of  TV  broadcast 
station  WRTB.  Waltham,  Massachusetts 
and  (2>  a  special  temporary  authoriza- 
tion for  the  operation  of  station  WRTB 
with  a  500  watt  transmitter  for  the  pur- 
pose of  testing  equipment;  and 

In  appearing,  that  upon  consideration 
of  the  facts  alleged  in  the  petition,  as  .sup- 
plemented, the  Commission  is  unable  to 
conclude  that  petitioner  has  been  dili- 
gent in  proceeding  with  the  construction 
of  its  proposed  TV  station  or  that  a  grant 
of  the  above  entitled  application  for  ad- 
ditional time  to  construct  TV  broadcast 
station  WRTB  would  serve  public  in- 
terest, convenience  and  necessity;  and 

It  further  appearing,  that,  until  a  de- 
termination Is  made  whether  additional 
time  for  the  construction  of  station 
WRTB  is  to  be  allowed,  a  grant  of  the 
requested  special  temporary  authoriza- 
tion for  operation  of  a  500-watt  trans- 
mitter would  serve  no  useful  purpose; 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    d6c.    49-724:    Piled.    Jan.    28.    1949; 
8:54  a.  m] 


FEDERAL   POWER  COMMISSION 

[Docket  No.  B-6186| 
California  Electric  Power  Co. 
notice  of  appucatioic 
,  January  25.  1949. 

'  Notice  is  hereby  given  that  on  January 
24.  1949.  an  application  was  filed  with 
the  Federal  Power  Commission,  pursuant 
to  section  204  of  the  Federal  Power  Act. 
by  California  Electric  Power  Company,  a 
corp>oratlon  organized  under  the  laws  of 
the  State  of  Delaware  and  doing  business 
in  the  States  of  California  and  Nevada, 
with  its  principal  business  office  at  River- 
side, California,  seeking  an  order  author- 
izing the  Issuance  of  $3,000,000  principal 
amount  of  First  Mortgage  Bonds,  3% 
Series  due  1978,  to  be  issued  (Ki  or  about 
March  1,  1949  and  to  mature  on  June  1. 
1978;  all  as  more  fully  appears  In  the 
application  on  file  with  the  Commission. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  14th 
day  of  February.  1949.  file  with  the  Fed- 
eral Power  Commission.  Washington  25, 
D.  C.  a  petition  or  protest  In  accordance 
with  the  Commission's  rules  of  practice 
and  procedure. 


I seal] 


Leon  M.  Puquay, 
Secretary. 


[P.    R.    Doc.    49-699:    Filed.    Jan.    28,    1949; 
8:47  a.  m.l 
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same  as  for  the  outstanding  5V.i%  Con- 
vertible Preference  Stock,  the  proposed 
stock  will  be  Issued  as  additional  shares 
of  said  series,  otherwise,  it  will  be  Issued 
as  a  new  series;  all  as  more  fully  appears 
in  the  application  on  file  with  the  Com- 
mission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  14th 
day  of  February.  1949.  file  with  the  Fed- 
eral Power  Commission.  Washington  25. 
D.  C.  a  petition  or  protest  in  accordance 
with  the  Commission's  rules  of  practice 
and  procedure. 


■      [Docket  No.  E-6187I 

California  Electric  Power  Co. 

NOTICE    of    APPLICATION 

January  25.  1949. 
Notice  is  hereby  given  that  on  January 
24, 1949,  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
.section  204  of  the  Federal  Power  Act,  by 
California  Electric  Power  Company,  a 
corporation  organized  under  the  laws  of 
the  State  of  Delaware  and  doing  business 
in  the  States  of  California  and  Nevada, 
with  its  principal  business  office  at  River- 
side. California,  seeking  an  order  author- 
izing the  issuance  of  100.000  shares  of 
5'..'"r  Convertible  Preference  Stock,  par 
value  $20  per  share,  to  be  Issued  on  or 
about  February  21.  1949.  Applicant 
states  that  if  the  conversion  price  is  the 


[SEAL] 


Leon  M. 


Puquay, 
Secretary. 


[F.    R.    rxx.    49-702;    Filed,    Jan.    28.    1949; 
8:48  a.  m.| 


[Docket    No.    E-6188] 

Community  Public  Service  Co. 
notice  of  application 

January  25.  1949. 

Notice  is  hereby  given  that  on  Janu- 
ary 24.  1949,  an  application  was  filed 
with  the  Federal  Power  Commission, 
pursuant  to  section  204  of  the  Federal 
Power  Act.  by  Community  Public  Serv- 
ice Company,  a  corporation  organized 
under  the  laws  of  the  State  of  Delaware 
and  doing  business  in  the  States  of  Ken- 
tucky. Louisiana.  New  Mexico  and  Texas, 
with  its  principal  business  office  at  Fort 
Worth.  Texas,  seeking  an  order  author- 
izing the  Issuance  of  $3,000,000  principal 
amount  of  First  Mortgage  Bonds,  Series 
B,  1^4%.  to  be  dated  as  of  January  1. 
1949.  and  to  be  due  January  1.  1974.  to 
be  Issued  by  the  Applicant  under  its  In- 
denture of  Mortgage  and  Deed  of  Trust 
to  City  National  Bank  and  Trust  Com- 
pany of  Chicago.  Trustee,  dated  as  of 
November  1.  1944,  as  supplemented  by  a 
Supplemental  Indenture  dated  as  of 
"March  1,  1947,  and  as  the  same  is  to  be 
supplemented  by  a  Second  Supplemental 
Indenture  to  be  dated  as  of  January  1. 
1949.  Applicant  proposes  to  sell  the 
bonds,  pursuant  to  contract,  to  nine  in- 
stitutions; all  as  more  fully  appears  in 
the  application  on  file  with  the  Com- 
mission. 

Any  per.son  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  application  should,  on  or  before  the 
11th  day  of  February,  1949,  file  with  the 
Federal  Power  Commission.  Washing- 
ton 25.  D.  C.  a  petition  or  protest  in 
accordance  with  the  Commission's  rules 
of  practice  and  procedure. 


[seal] 


Leon  M.  Puquay, 

Secretary. 


[P.    R.    Doc.    49-700;    Filed,    Jan.    28,    1949; 
8:47  a.  m.j 


[Docket  No.  E  6189[ 

Black  Hills  Power  and  Light  Co. 

notice  of  application 

January  25.  1949. 

Notice  is  hereby  given  that  on  Jan- 
uary 24,  1949,  an  application  was  filed 
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with  the  Federal  Power  Commission,  pur- 
suant to  section  204  of  the  Federal  Power 
Act.   by   Black   Hills   Power   and   Light 
Company,  a  corporation  organized  un- 
der the  laws  of  the  State  of  South  E>a- 
kota  and  doing  business  in  the  States  of 
Wyoming   and  South  Dakota,  with  Its 
principal  business  office  at  Rapid  City, 
South  Dakota,  seeking  an  order  authoriz- 
ing the  issuance  of  $1,500,000  principal 
amount  First  Mortgage  Bonds.  Series  D, 
3^8 '^r.  to  be  dated  January  15.  1949  and 
to  mature  January  15.  1979.    Said  bonds 
are  to  be  issued  by  the  applicant  under 
Its  Indenture  of  Mortgage  and  Deed  of 
Trust    to    Central    Hanover    Bank    and 
Trust  Company,  as  Trustee,  dated  as  of 
September  1,  1941.  as  supplemented  and 
amended  by  a  Supplemental  Indenture 
dated  July  15.  1945,  and  by  a  Supple- 
mcntaf  Indenture  dated  as  of  January 
15. 1948.  and  by  a  proposed  Supplemental 
Indenture  dated  January  15,  1949.    Ap- 
plicant also  seeks  an  order  authorizing 
the     Issuance     of     $1,000,000     principal 
amount  Debentures  2%%   to  be  dated 
January   15.   1949  and  to  mature  Jan- 
uary 15.  1974.     Said  Debentures  are  to 
be  issued  by  the  Applicant  under  a  pro- 
posed Indenture  of  Trust  from  the  Ap- 
plicant  to   Empire   Trust   Company,   as 
Trustee,   dated  January   15.   1949.     Ap- 
plicant proposes  to  sell  the  bonds  and 
debentures,  pursuant  to  contract,  to  The 
Equitable  Life  Assurance  Society  of  The 
United  States;  all  as  more  fully  appears 
In  the  application  on  file  with  the  Com- 
mission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  11th 
day  of  February  1949.  file  with  the  Fed- 
eral Power  Commission,  Washington  25. 
D.  C,  a  petition  or  protest  In  accordance 
with  the  Commission's  rules  of  practice 
and  procedure. 


NOTICES 

1948,  Vol.  13.  No.  232.  P.  7318)   in  the 
above-designated  matters. 

[SEAL]  Leon  M.  Fuquay, 

Secreary. 

[F.    R.    Doc.    49-708;    Filed.    Jan.    28.    1949; 
8:49  a.  m.| 


[seal] 


Leon  M. 


PUQUAY, 

Secretary. 


(P.    R.    Doc.    49-701;    Filed.    Jan.    28.    1949; 
8:47  a.  m.] 


(Project  Noa.  871,  1479) 
Larrabee  Real  Estate  Co.  et  al. 

NOTICE  OF  orders  AUTHORIZING  ISSUANCE  OF 

new  license  (minor) 

January  25.  1949. 

In  the  matters  of  Larrabee  Real  Estate 
Company.  Project  No.  871;  Fied  W.  Cook 
and  Catherine  Sullivan.  Project  No.  1479. 

Notice  is  hereby  given  that,  on  January 
24.  1949.  the  Federal  Power  Commission 
issued  its  orders  entered  January  18, 
1949.  authorizing  Issuance  of  new  license 
(minor)  in  the  above-designated  matters. 

[seal!  Leon  M.  Fucjuay. 

Secretary. 

(F.    R.    Doc.    49  707;    Piled.    Jan.    28,    1949; 
8:49  a.  m.] 


(Docket  Noa.  G-1041.  G-1046.  G-1049,  G-1050. 
G-1101.  O  11071 

-Council  Blufts  Gas  Co.  et  al. 

notice  or  ORDER  DENYING  APPLICATION  FOR 
rehearing  AND  AMENDING  PREVIOUS  ORDER 

January  25. 1949. 

Council  BlufTs  Ga.<;  Company.  Docket 
No.  G-1107;  Central  Electric  k  Ga.s  Com- 
pany. Docket  No.  G-1041 ;  Minnesota  Val- 
ley Natural  Gas  Company.  Docket  No. 
G-1046;  Minneapolis  Gas  Light  Com- 
pany, Docket  No.  G-1049;  Hastings  Gas 
Company.  Docket  No.  G-1050;  and  Iowa- 
Illinois  Gas  and  Electric  Company, 
Docket  No.  G-1101;  v.  Northern  Natural 
Gas  Company.  In  the  matter  of  North- 
ern Natural  Gas  Company.  Docket  No. 
G-llOC. 

Notice  is  hereby  given  that,  on  January 
19,  1949.  the  Federal  Power  Commission 
l.ssued  its  order  entered  January  18.  1949, 
denying  application  for  rehearing  and 
amending  previous  order  (published  in 
the  Federal  Register  on  November  30. 


(Project  No.  1494] 

Grand  River  Dam  Authority 

NOTICE  or  order  authorizing  amendment 
of  license  (major) 

January  25.  1949. 
Notice  is  hereby  given  that,  on  Janu- 
ary 19. 1949.  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  18. 
1949.  authorizing  amendment  of  license 
(major)  in  the  above-designated  matter. 


[seal] 


Leon  M. 


Fuquay. 
Secretary. 


slon  Issued  its  order  entered  January  18. 
1949.  approving  and  directing  disposi- 
tion of  amounts  classified  in  Account  107. 
Electric  Plant  Adjustments,  in  the  above- 
designated  matter. 


[F.    R.    Doc.    49-705;    Piled.    Jan.    28.    1949; 
8:48  a.  m.( 


(Project  No.  1954] 

Grand  River  Dam  Authority 

NOTICE    of    order    DISMISSING    APPLICATION 

for  preliminary  permit 

January  25.  1949. 
Notice  Is  hereby  given  that,  on  Janu- 
ary 19.  1949.  the  Federal  Power  Com- 
mission i.s.<;ued  its  order  entered  Janu- 
ary 18.  1949.  di-smissing  the  application 
for  preliminary  permit  In  the  above- 
designated  matter. 

[seal!  Leon  M.  FuQU.^Y, 

Secretary. 

(F.    R.    Doc.    49-706;    Filed.    Jan.    28.    1949; 
8:49  a.  m.J 


[SEALl 


Leon  M.  Fuquay. 
Secretary. 


[F.    R.    Doc.    49-709;    Piled.    Jan.    28.    1949; 
8:49  a.  m.i 


Amesbury  Electric  Light  Co. 
notice  of  order  approving  and  directing 

disposition    OF    AMOUNTS    CLASSIFIED    IN 

electric  plant  adjustments 

January  25.  1949. 

Notice  is  hereby  given  that,  on  Janu- 
ary 19.  1949,  the  Federal  Power  Commis- 


SotJTHERN  Utah  Power  CO. 

notice  of  order  approving  disposition 
of  amounts  classified  in  electric 
plant  acquisition  adjustments,  and 
electric  plant  adjustments 

January  25.  1949. 
Notice  is  hereby  given  that,  on  Janu- 
ary 19.  1949.  the  Federal  Power  Com- 
mi.ssiori  issued  its  order  entered  January 
18.  1949.  approving  disposition  of 
amounts  classified  in.  Account  100  5. 
Electric  Plant  Acquisition  Adjustments, 
and  Account  107,  Electric  Plant  Adjust- 
ments, in  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


(P.    R.    Doc.    49-710;    Filed.    Jan.    28,    1949; 
B  49  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  Noe.  62-27.  M-125.  59-22) 
North  American  Gas  and  Electric  Co. 

ET  AL. 

order  approving  plan,  subject  to  condi- 
tions, FOR  submission  TO  DISTRICT  COURT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.«;sion  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  24th  day  of  January  1949. 

In  the  matter  of  North  American  Gas 
and  Electric  Company.  Wa.-^hington  Gas 
and  Electric  Company,  Nathan  A.  Smyth 
and  Leo  Loeb.  trustees  of  the  estate  of 
Washington  Gas  and  Electric  Company. 
Southern  Utah  Power  Company,  et  al. 
respondents.  File  No.  59-22;  Nathan  A. 
Smyth  and  Leo  Loeb.  as  trustees  in 
reorganization  under  Chapter  X  of  the 
Bankruptcy  Act  of  Washington  Gas  and 
Electric  Company,  debtor.  File  No.  52- 
27;  Nathan  A.  Smyth  and  Leo  Loeb, 
as  trustees  in  reorganization  under 
Chapter  X  of  the  Bankruptcy  Act  of 
Washington  Gas  and  Electric  Company, 
debtor.  Southern  Utah  Power  Company, 
File  No.  54-125. 

Nathan  A.  Smyth,  trustee  for  Wash- 
ington Gas  and  Electric  Company 
('•Washington"),  a  registered  holding 
company  and  a  debtor  now  in  reorgani- 
zation under  Chapter  X  of  the  Bank- 
ruptcy Act  as  amended  in  the  District 
Court  of  the  United  States  for  the  South- 
ern District  of  New  York,  having  filed 
a  plan  of  reorganization,  as  amended, 
(••plant")  of  Washington  pursuant  to 
section  11  <f »  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935;  and 

Public  hearings  having  been  held  on 
said  plan  after  appropriate  notice,  the 
Commission   having    heard    oral   argu- 
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ment  and  having  considered  the  record 
herein,  and  having  made  and  filed  its 
findings  and  opinion  herein: 

It  is  ordered.  That  the  plan  be  and  the 
same  hereby  is  approved  for  submission 
to  said  District  Court  pursuant  to  section 
11  <f)  of  said  act.  subject  to  the  condi- 
tions : 

(1)  That  the  Commission  reserve  Ju- 
risdiction over  the  terms,  provisions  and 
amount  of  all  debt  securities  to  be  issued 
In  connection  with  the  plan: 

(2)  That  the  Commission  reserve  Ju- 
risdiction with  respect  to  provisions  of 
the  charter  and  by-laws  of  Washington : 

(3>  That  the  Commission  reserve  Ju- 
risdiction to  enter  such  further  and  sup- 
plemental orders,  not  Inconsistent  here- 
with, as  may  be  necessary  and  appropri- 
ate to  dispose  fully  of  the  issues  under 
and  to  effectuate  the  provisions  of  the 
Public  Utility  Holding  Company  Act  of 
1935;  and  that 

(4)  Nothing  herein  contained  shall  au- 
thorize consummation  of  any  of  the 
transactions  proposed  in  the  plan  until 
the  said  District  Court  shall  have  entered 
an  order  confirming  the  plan  pursuant 
to  the  provisions  of  the  Bankruptcy  Act. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

[P.    R.    Doc.    49-712;    Piled.    Jan.    28.    1949; 
8:51  a.  ml 


(File    Nos.   70-2015.   70-2016] 

Jersey  Central  Power  ti  Light  Co.  and 
General  Public  Utilities  Corp. 

supplemental  order  cran-hng  application 

AND  RELEASING  JURISDICTION  OVER  FEES 

At  a  regular  session  of  the  Securities 
and  E.xchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  25th  day  of  January  1949. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
having  filed  a  declaration,  and  its  sub- 
sidiary. Jersey  Central  Power  &  Light 
Company  (••Jersey  Central"),  having 
filed  an  application-declaration,  as 
amended,  pursuant  to  the  provisions  of 
sections  6  (a)  (2),  6  (b),9  ta>,  10  and  12 
(b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act")  and  Rule  U-45 
promulgated  thereunder  regarding  the 
following  proposed  transactions: 

(a)  GPU  will  make  a  cash  capital  con- 
tribution to  Jersey  Central  of  $1,000,000. 
Jersey  Central  will  credit  the  $1,000,000 
to  capital  surplus  and  employ  such  funds 
for  construction  of  facilities  subsequent 
to  October  31,  1948. 

(b)  Jersey  Central  will  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  S3.500.000  prin- 
cipal amount  of  first  mortgage  bonds. 
_.%  Series,  due  E>ecember  1,  1978.  The 
proceeds  of  the  sale  of  the  bonds,  other 
than  premium,  if  any,  and  accrued  in- 
terest, will  t>e  deposited  with  the  inden- 
ture trustee  and  withdrawn  from  time 
to  time  against  the  net  bondable  value 
of  property  additions  as  permitted  by 
the  terms  of  the  existing  indenture. 

(c)  After  the  completion  of  the 
financing.  Jersey  Central  will  increase 
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the  par  value  of  the  1.053.770  outstand- 
ing shares  of  its  common  stock  from  $1 
per  share  to  $10  per  share  by  the  trans- 
fer to  its  common  stock  account  of 
$9,483,930  from  Its  capital  surplus  ac- 
count; and 

The  Commission  having,  by  order 
dated  January  11.  1949.  granted  said 
application,  as  amended,  and  permitted 
said  declaration,  as  amended,  to  become 
effective  with  respect  to  (1)  the  proposal 
of  GPU  to  contribute  to  Jersey  Central 
$1,000,000  in  cash,  and  (2)  the  proposal 
of  Jersey  Central  to  issue  and  sell  $3,500.- 
000  principal  amount  of  its  first  mortgage 
bonds  subject  to  the  condition  that  the 
proposed  issue  and  sale  of  said  bonds 
shall  not  be  consummated  until  the  re- 
sults of  the  competitive  bidding  have 
been  made  a  matter  of  record  in  this 
proceeding,  and  a  further  order  shall 
have  been  entered  by  this  Commission 
in  the  light  of  the  record  so  completed, 
and  the  Commission  having  also  reserved 
jurisdiction  over  (a)  the  payment  of 
fees  of  all  counsel  and  (b)  the  proposal 
of  Jersey  Central  to  Increase  the  par 
value  of  its  common  stock  from  $1  per 
share  to  $10  per  share  by  the  transfer 
to  its  common  stock  account  of  $9,483.- 
930  from  its  capital  surplus  account;  and 

Jersey  Central  having,  on  January  25, 
1949.  filed  a  further  amendment  to  said 
application  In  which  it  Is  stated  that  it 
has  offered  said  first  mortgage  bonds  for 
sale  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50  and  has  re- 
ceived the  following  bids: 


Bidder 

Price  to 
company 
(peroenl) 

Inter- 
est 
rate 
(per- 
cent) 

Cost  to 
com- 
pany 
(per- 
cent) 

While  Weld  A  Co 

101.986 

101.944 
101.77 
101.  M 
101.43970 
10!  4149 
101.0799 
101.071 
100.5239 

3H 

3Mi 
3H 

34 
3H 

3.023831 

Equitable  l^ecurities  Corp. 
and  Carl  .M .  I-oeb,  Rhodes 
&  Co              

3.025944 

The  First  Boston  Corp 

Halsoy.  Stuart  &  Co.,  Inc.. 
Otis  A  Co                     .     .-. 

3. 034709 
3.046830 
3.051395 

Salomon  liros.  A  Hutiler... 
Harriinan  Kiplev  A  Co..  Inc. 

Kidder.  Pea»>ody  A  Co 

Glore,  Forgan  A  Co._ 

3.  a5a657 
3.069(»)3 
3.07011« 

3.09W58 
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and  Beekman  &  Bogue  are  for  necessary 
services  and  are  not  unreasonable: 

It  is  hereby  ordered,  That  the  Juris- 
diction heretofore  reserved  in  connection 
with  the  issue  and  sale  of  said  first  mort- 
gage bonds  be,  and  the  same  hereby  is. 
released  and  the  said  application,  as  fur- 
ther amended,  be,  and  the  same  hereby 
is,  granted,  subject,  however,  to  the 
terms  and  conditions  prescribed  in  Rule 
U-24. 

It  is  further  ordered.  That  the  Juris- 
diction heretofore  reserved  over  the  pay- 
ment of  the  fees  of  all  counsel  be.  and 
the  same  hereby  is,  released. 

It  is  further  ordered.  That  the  Juris- 
diction heretofore  reserved  with  respect 
to  the  proposal  of  Jersey  Central  to  in- 
crease the  par  value  of  its  common  stock 
from  $1  per  share  to  $10  per  share  by 
the  transfer  to  its  common  stock  account 
of  $9,483,930  from  its  capital  surplus  ac- 
count be.  and  the  same  hereby  is.  con- 
tinued. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

[P.    R.    Doc.    49-715;    Piled.    Jan.    28,    1949; 
B:51  a.  m.] 


Said  amendment  stating  that  Jersey 
Central  has  accepted  the  bid  of  White. 
Weld  &  Co.  for  the  first  mortgage  bonds, 
as  set  out  above,  and  that  the  first  mort- 
gage bonds  will  be  offered  for  sale  to  the 
public  at  a  price  of  102.45%  of  the  prin- 
cipal amount,  resulting  in  an  under- 
writers' spread  of  0.464  ?o  of  the  principal 
amount;  and 

The  amendment  further  stating  that 
the  legal  fees  to  be  Incurred  in  connec- 
tion with  the  proposed  transaction  are 
as  follows: 
Autenreith  it  Rochester.  Counsel  for 

the  Company $6,500 

Beekman  &  Bogue.  Counsel  for  Pros- 
pective Underwriters 5.000 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for 
Imposing  terms  and  conditions  with  re- 
spect to  the  issue  and  sale  of  said  first 
mortgage  bonds  and  the  underwriters' 
spread  and  its  allocation:  and 

It  appearing  that  the  proposed  fees 
and  expenses  of  Autenreith  &  Rochester 


[Pile  No.  70-2024) 

Nassau  &  Sitffolk  Lighting  Co. 

ORDER  permitting  DECLARATION  TO  BECOMK 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  24th  day  of  January  1949. 

Nassau  &  Suffolk  Lighting  Company, 
an  Indirect  subsidiary  of  Long  Island 
Lighting  Company,  a  registered  holding 
company,  having  filed  a  declaration,  pur- 
suant to  sections  6  and  7  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("act"),  with  respect  to  the  following 
transaction: 

Declarant  proposes  to  issue  and  sell  for 
cash  at  principal  amount  to  two  com- 
mercial banks  an  aggregate  of  $500,000 
principal  amount  of  unsecured  notes, 
each  of  which  will  bear  Interest  at  the 
rate  of  2'/2%  per  annum  and  will  mature 
on  June  30,  1949.  The  proceeds  of  the 
sale  of  the  notes  are  to  be  used  for  pay- 
ment of  certain  notes  of  the  company 
presently  outstanding  In  the  principal 
amount  of  $500,000  and  which  mature 
January  26,  1949. 

Such  declaration  having  been  duly 
filed,  and  notice  of  said  filing  having  been 
duly  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  said  declaration  with- 
in the  period  specified  In  said  notice,  or 
otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  respect 
to  the  declaration,  and  deeming  it  ap- 
propriate In  the  public  interest  and  in 
the  interests  of  investors  and  consumers 
that  said  declaration  be  permitted  to  be- 
come effective,  and  deeming  it  appropri- 
ate to  grant  a  request  of  declarant  that 
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the  order  become  effective  at  the  earliest 
date  possible. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
declaration  be.  and  the  same  hereby  Is. 
permitted  to  become  effective  forthwith. 

By  the  Commission. 

[seal!  Orval  L.  DtjBois, 

Secretary. 

(F.    R.    Doc.    49-714;    Filed,    Jan.    28.    1949; 
8:51  a.  m.l 


(File  No.  70-20311 
Kentucky  Utilities  Co. 

ORDER  PERMITTING  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
ofQces  in  the  city  of  Washington,  D.  C. 
on  the  25th  day  of  January  1949. 

Kentucky  Utilities  Company  ("Ken- 
tucky"), a  registered  holding  company 
and  a  subsidiary  of  the  Middle  West  Cor- 
poration, also  a  registered  holding  com- 
pany, having  filed  a  declaration,  and 
amendments  thereto,  pursuant  to  sec- 
tions 6  <a>  and  7  of  the  act  and  Rule 
U-50  promHlgated  thereunder  with  re- 
spect to  the  following  transactions : 

Kentucky  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  $10,000,000 
principal  amount  of  Its  First  Mortgage 
Bonds.  Series  B,  _. %  due  1979.  The 
bonds  are  to  be  Issued  under  and  se- 
cured by  Kentucky's  present  Indenture 
dated  May  1.  1947  and  a  Supplemental 
Indenture  to  be  dated  January  1,  1949. 
The  proceeds  from  the  sale  of  the  bonds, 
exclusive  of  accrued  interest  thereon, 
will  be  used  to  pay.  or  reimburse  the  com- 
pany for,  the  cost  of  additions,  exten- 
.  sions,  and  improvements  to  its  properties 
and  to  retire  outstanding  loans  in  the 
principal  amount  of  $1,500,000. 

Kentucky's  expenses  in  connection 
with  the  proposed  transactions  are  esti- 
mated at  $41,000.  exclusive  of  system 
service  company  charges.  The  service 
company  estimates  that  Its  charges  (in- 
cluding legal  services*  will  aggregate 
$14,0C0.  The  fee  of  independent  counsel 
for  the  underwriters  to  be  paid  by  the 
successful  bidder  or  group  of  bidders  Is 
stated  to  be  $6,000. 

The  declaration  having  been  filed  on 
January  7.  1949.  and  the  last  amend- 
ment thereto  having  been  filed  on  Janu- 
ary 24,  1949,  and  notice  of  said  filing 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23  promul- 
gated pursuant  to  said  Act  and  the  Com- 
mission not  having  received  a  request  for 
hearing  with  respect  to  said  declaration, 
as  amended,  within  the  period  specified 
^In  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon:  and 

The  proposed  issuance  and  sale  of 
bonds  having  been  expressly  authorized 
by  the  Public  Service  Commission  of 
Kentucky  and  the  Railroad  and  Public 
Utilities  Commission  of  Tennessee,  stated 
to  be  the  only  State  commissions  having 
or  claiming  to  have  jurisdiction  over  the 
proposed  transactions;  and 
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The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
applicable  provisions  of  the  act  and  the 
rules  promulgated  thereunder  are  satis- 
fied and  that  no  adverse  findings  are 
necessary,  and  deeming  it  appropriate  In 
the  public  interest  and  in  the  Interest  of 
Investors  and  consumers  to  permit  said 
declaration,  as  amended,  to  become  effec- 
tive, subject  to  the  terms  and  conditions 
specified  below,  and  the  Commission  fur- 
ther deeming  it  appropriate  to  grant  de- 
clarant's request  that  the  ten-day  notice 
period  provided  by  Rule  U-50  be  short- 
ened to  a  period  of  not  less  than  six  days 
and  that  the  order  herein  be  accelerated 
and  become  effective  forthwith: 

It  is  ordered.  That,  pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  said  declaration,  as  amended,  be.  and 
the  same  hereby  is,  permitted  to  become 
effective  forthwith,  subject  to  the  terms 
and  conditions  prescribed  In  Rule  U-24 
and  to  the  additional  condition  that  the 
proposed  issuance  and  sale  of  Iwnds  by 
Kentucky  shall  not  be  consummated 
until  the  results  of  competitive  bidding, 
pursuant  to  Rule  U-50.  have  been  made 
a  matter  of  record  In  these  proceedings 
and  a  further  order  shall  have  been  en- 
tered by  the  Commission  In  the  light  of 
the  record  so  completed,  which  order 
may  contain  such  further  terms  and 
conditions  as  may  then  be  deemed  ap- 
propriate, jurisdiction  being  reserved  for 
such  purpose. 

It  is  further  ordered.  That.  In  accord- 
ance with  the  request  of  Kentucky,  the 
ten-day  notice  period  for  inviting  bids 
as  provided  by  Rule  U-50  be,  and  the 
same  hereby  is.  shortened  to  a  period  of 
not  less  than  six  days. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.    R.    Doc.    49-716;    Piled,    Jan.    28,    1949; 
8:52  a.  m. I 


vert,  or  may  request  that  he  be  notified 
If  the  Commission  should  order  a  hear- 
ing thereon.  Any  such  request  should 
be  addressed:  Secretary,  Securities  and 
Exchange  Commi.s.<;ion.  425  Second  Street 
NW..  Washington  25,  D.  C.  At  any  time 
after  February  3.  1949.  said  Joint  appli- 
cation-declaration, as  filed  or  as  amend- 
ed, may  be  granted  and  permitted  to  be- 
come effective  as  provided  in  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act,  or  the  Commission  may 
exempt  such  transaction  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  Joint  application-declaration  which 
is  on  file  in  the  offices  of  this  Commis- 
sion for  a  statement  of  the  transaction 
therein  proposed,  which  is  summarized 
as  follows: 

United  proposes  to  Issue  and  sell  to 
Columbia  $2,000,000  principal  amount  of 
3»'4%  Installment  Promissory  Notes. 
Such  notes  are  to  be  unsecured  and  are 
to  be  paid  In  equal  annual  installments 
on  August  15  of  each  of  the  years  1950  to 
1974,  inclusive.  It  Is  stated  that  the  pro- 
ceeds to  be  obtained  through  the  Issue 
and  sale  of  the  notes  will  be  utilized  by 
Union  in  connection  with  its  construction 
program.  The  Public  Service  Commis- 
sion of  West  Virginia,  by  order  dated 
January  14.  1949.  approved  the  proposed 
issue  and  sale  of  notes  by  United. 

Applicants-declarants  have  requested 
that  the  Commission's  order  granting 
and  permitting  the  Joint  application- 
declaration  to  become  effective  be  Issued 
as  soon  as  po.sslble  and  that  It  become 
effective  forthwith. 
By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-713:    Piled,    Jan.    28,    1949; 
8:51  a.  m.l 


|PUe  No.  70-2034] 

COLUMBIA  Gas  System,  Inc.,  and  United 
Fuel  Gas  Co. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  25th  day  of  January  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
the  Columbia  Gas  System.  Inc.,  ("Co- 
lumbia"), a  registered  holding  company, 
and  its  subsidiary.  United  Fuel  Gas  Com- 
pany ("United").  Applicants-declarants 
have  designated  sections  6  (b>,  9,  10  and 
12  of  the  act  as  applicable  to  the  proposed 
transaction. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than 
February  3.  1949,  at  5:30  p.  m.,  e.  s.  t., 
request  the  Commission  In  writing  that 
a  hearing  be  held  on  such  matter  stating 
the  reasons  for  such  request,  the  nature 
of  his  interest  and  the  Issues  of  fact  or 
law  raised  by  said  Joint  application- 
declaration  which  he  desires  to  contro- 


UNITED  STATES  TARIFF 
COMMISSION 

I  List  No.  204] 

Northwest  Nut  Growers 
application  for  investigation 

January  26.  1949. 
Application  as  listed  below  has  been 
filed  with  the  United  SUtes  Tariff  Com- 
mission for  investigation  under  the  pro- 
visions of  section  336  of  the  Tariff  Act  of 
1930. 


Nnme  of 
article 


FUW'rt'.  not 
shelled,  i>*r. 
757. 


Purpo»  of 


Incrcas!* 
ill  duty. 


l>HtP 

recti  ved 


t9i9 
Jan.    34 


Name  Mill  iwMrfSs 
of  api'lu-ant 


Northwrst  Xiit 
<i  rowers,  I)un- 
dw.  OreK. 


The  application  listed  above  is  avail- 
able for  public  Inspection  at  the  office  of 
the  Secretary.  Tariff  Commission  Build- 
ing. Eighth  and  E  Streets  NW.,  Wash- 
ington. D.  C,  where  it  may  be  read  and 
copied  by  persons  interested. 

[SEAL]  Sidney  Morgan, 

Secretary. 

I  p.    R.    Doc.    49-720:    Filed.    Jan.    28,    1949; 
8:54  a.  m.) 


Saturday,  January  29,  1949 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORrrT:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  8.  C.  and  Supp.  App.  1.  616.  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9667, 
June  8,  1945,  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 

(Vesting  Order   12601) 

Shinakichi  Kitacawa  and  Shuntaro 
Hamamuka 

In  re:  Stock  owned  by  Shinakichi  Klta- 
gawa  and  Shuntaro  Hamamura.  F-39- 
1148-D-l,  P-39-2639-D-1,  F-39-2655- 
I>-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Shinakichi  Kltagawa  and 
Shuntaro  Hamamura.  each  of  whose  last 
known  address  Is  Japan,  are  residents  of 

-  Japan   and   nationals   of   a   designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: One  hundred  fifteen  (115)  shares 
of  $5  par  value  common  capital  stock 
of  Sui  San  Kabushlkl  Kalsha.  Limited, 
85  Uhlwal  Street,  Hilo.  Hawaii.  T.  H., 
a  corporation  organized  under  the  laws 
of  the  Territory  of  Hawaii,  evidenced  by 
the  certificates  and  registered  in  the 
names  of  the  persons  listed  below  In  the 
amounts  appearing  opposite  each  name: 


Registered  owner 

Certlft- 
cate  No. 

Nil  m  her 

of  shares 

Shinakichi  Kitanwa 

20 

114 

0 

78 

22 

together  with  all  declared  and  unpaid 
dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by, 
Shlnoklchl  Kltagawa  and  Shuntaro 
Hamamura,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 


.FEDERAL  REGISTER 

Executed  at  Washington.  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

IP.    R.    Doc.    49-725;    Filed.    Jan.    28,    1949; 
8:54   a.  m.) 


[Vesting  Order   500A-244I 

Copyrights  or  Franz  Ries  and  Ries  & 
Erler.  G.  m.  b.  H.,  German  Nationals 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1,  That  the  persons  (Including  indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  In  Column 
5  of  Exhibit  A  attached  hereto  and  made 
a  part  hereof  and  whose  last  known  ad- 
dresses are  listed  In  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names 
of  which  persons  are  listed  (a)  In  Column 
3  of  said  Exhibit  A  as  the  authors  of 
the  works,  the  titles  of  which  are  listed 
in  Column  2,  and  the  copyright  num- 
bers. If  any,  of  which  are  listed  In  Column 
1,  respectively,  of  said  Exhibit  A,  and  or 
(b)  in  Column  4  of  said  Exhibit  A  as 
the  owners  of  the  copyrights,  the  num- 
bers, if  any.  of  which  are  listed  In  Column 
1,  and  covering  works  the  titles  of  which 
are  listed  In  Column  2,  respectively,  o€ 
said  Exhibit  A.  and/or  (c)  In  Column  5 
of  said  Exhibit  A  as  others  owning  or 
claiming  Interests  In  such  copyrights)  are 
residents  of,  or  are  organized  under  the 
laws  of,  or  have  their  principal  places 
of  business  In,  such  foreign  country  and 
are  nationals  thereof; 

2.  That  all  right,  title.  Interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred 
to  in  Column  5  of  said  Exhibit  A,  and 
also  of  all  other  persons  (including  In- 
dividuals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions), whether  or  not  named  elsewhere 
in  this  order  Including  said  Exhibit  A, 
who  are  residents  of,  or  which  are  organ- 
ized under  the  laws  of  or  have  their 
principal  places  of  business  in,  Germany 
or  Japan,  and  are  nationals  of  such 
foreign  countries,  in,  to  and  under  the 
following: 

a.  The  copyrights.  If  any,  described  in 
said  Exhibit  A. 


427 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  In  the  works  de- 
scribed In  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof.  In  whole  or  In  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  number, 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going, 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  royalty,  share  of  profits  or 
other  emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  contract 
or  otherwise,  with  respect  to  the  fore- 
going. 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any.  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  foregoing,  including  but  not  lim- 
ited to  the  rights  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing. 

Is  property  of,  and  is  property  payable 
or  held  with  respect  to  copyrights  or 
rights  related  thereto  in  which  Interests 
are  held  by,  and  such  property  Itself 
constitutes  interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held.  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  In  the  in- 
terest of  and  for  the  benefit  of  the  United 
States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington.  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


KXHIBIT  A 


Column  I 

Conyrlght 
Kos. 


E  M8136. 


Column  2 
Tltlei  Of  works 


La  Caprlcclosa;  VIollne 
mil  Klavierbegleltung, 
1925. 


Column  3 


Names  and  last  known 
nationalities  of  authors 


Frani  Ries  (national- 
ity Oerman). 


Column  4 

Names  and  last  known  ad- 
dresses of  owners  of  copy- 
rights 


Rips  A  Erlor,  O.  m.  b.  H., 
Borlin.  Germany  (nation- 
ality German). 


Column  5 

Identiflpd 

persons  whose 

interests  are 

being  veste* 


Author  and 
owner. 


[F.  B.  Doc.  49-726;  FUed,  Jan.  28.  1949;  8:54  a.  m.] 
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NOTICES 


! 


All       J^i.^. 


kflA«%r>      n«-«j4      oTI      0/>fl/M^      v>a_ 
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NOTICES 


[Vesting  Order  500A-2461 
Copyrights  of  Verlag  von  GEBRtioER 

BORTRAEGBR,  GERMAN  NATIONAL 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  persons  (including  indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  in  Column 
6  of  Exhibit  A  attached  hereto  and  made 
a  part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names 
of  which  persons  are  listed  <a»  in  Col- 
umn 8  of  said  Exhibit  A  as  the  authors 
of  the  works,  the  titles  of  which  are 
listed  in  Column  2.  and  the  copyright 
numbers,  if  any.  of  wliich  are  listed  in 
Column  1.  respectively,  of  said  Exhibit 
A.  and/or  (b)  in  Column  4  of  said  Ex- 
hibit A  as  the  owners  of  the  copyrights, 
the  numbers,  if  any,  of  which  are  listed 
In  Column  1.  and  covering  works  the  titles 
of  which  are  listed  in  Column  2.  respec- 
tively, of  said  Exhibit  A.  and/or  (c)  in 
Column  5  of  said  Exhibit  A  as  others 
owning   or   claiming   interests   in   such 
copyrights)  are  residents  of.  or  are  or- 
ganized under  the  laws  of.  or  have  their 
principal  places  of  business  in.  such  for- 
eign country  and  are  nationals  thereof; 
2.  That  all  right,  title.  Interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred 
to  in  Column  5  of  said  Exhibit  A.  and 
also  of  all  other  persons  'including  in- 
dividuals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions >.  whether  or  not  named  elsewhere 
In  this  order  Including  said  Exhibit  A, 
who  are  residents  of.  or  which  are  or- 
ganized under  the  laws  of  or  have  their 
principal  places  of  business  In.  Germany 
or  Japan,   and   are   nationals   of   such 
foreign  countries,  in.  to  and  under  the 
following : 

a.  The  copjTights.  if  any,  described  in 
said  Exhibit  A. 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  in  every 
Issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatiza- 
tion and  revision  thereof,  in  whole  or  in 
part,  of  whatsoever  kind  or  nature,  and 
of  all  other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  num- 
ber. 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going. 


d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  royalty,  share  of  profits  or 
other  emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law.  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any.  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  foregoing,  including  but  not  lim- 
ited to  the  rights  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing.  ^-^ 

Is  property  of.  and  is  property  Doable 
or  held  with  respect  to  copyrmhts  or 
rights  related  thereto  In  which  Interests 
are  held  by.  and  such  property  itself  con- 
stitutes interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 


All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  in  the  national  In- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held.  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  in- 
terest of  and  for  the  benefit  of  the 
United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in  sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  tit  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  BazeloW. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


Exhibit  A 


Cohinin  1 

Column  2 

Column  1 

Column  4 

Column  9 
IdenUfJed 

Kames    and     \iM    known 

lieraons 

Copyright 

No*. 

TUks  of  works 

N'anM><  and  last  known 
nationalities  u(  aulttors 

aildresses  of  owners  of 
eoi>>riKhta 

whav  Inter- 

wtsare 
being  vested 

CaUlocu.4    lichonum    untver- 

A.  Zahlbradcner  (na- 

Verlac «on  OchrHder  Bom- 

Owner. 

ttXis.     1822-34  and  1<M&;  10 

tionality  not  estab- 

Iraeger,  Leipus,  Germany 
(nationality,  Oerman). 

volumes.     Hand    1     (1922). 

Ush«d. 

Ban<1  2  (1«H).  Band  3  (192S1. 

Band  i  (1927),  Band  5  (1»2«\ 

Band  6  (l«a«),  Band  7  (1931), 

Band  R  (19X2),  Band  9  (1S84), 

Band  10  (1»M). 

IF.  R.  Doc.  49-728;  Filed,  Jan.  28,  1949;  8:65  a.  m.) 


I  Return  Order  2011 

Emil  RnCHCRT 

Return  Order  No.  48,  dated  January 
21,  1948  (13  P.  R.  381),  relating  to  the 
claim  referred  to  below,  having  been  re- 
voked on  April  14.  1948  (13  P.  R.  2120) 
without  prejudice  to  further  considera- 
tion of  the  claim,  it  Is  upon  further  con- 
sideration, ordered  that  the  claimed 
property,  described  below  and  in  the  De- 
termination, issued  on  January  21,  1948 
(P.  R.  Document  No.  48-750).  allowing 
the  above-numbered  claim,  be  returned, 
subject  to  any  Increase  or  decrease  re- 
sulting from  the  administration  thereof 
prior  to  return  and  after  adequate  pro- 
vision for  taxes  and  conservatory  ex- 
penses : 

Claimant  and  Claim  No..  Notice  of  Intention 
To  Return  Published.  Property 

Emll     Relchert,     Glenslde.     Pennsylvania. 
Claim   No.    6471;    July    12.    1947    (12    F.    R. 


4660);  Nineteen  (19)  shares  of  1100  par  value 
common  capital  stock  of  the  American  Tele- 
phone and  Telegraph  Company,  evidenced  by 
certifVcatea  numbered  P153863  and  P163864 
for  four  (4)  shares  each.  R388393  for  five  (5) 
Fhares.  and  PN92890  for  six  (6)  shares,  regis- 
tered In  the  name  of  the  Attorney  General  of 
the  United  SUtes,  presently  In  custody  of  the 
Safekeeping  I>partment  of  the  Federal  Re- 
serve Bank  of  New  York.  $126.79  In  the 
Treasury  of  the  United  Slates  representing 
dividends  from  said  shares. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on  Jan- 
uary 19,  1949. 

For  the  Attorney  General. 

[s«al]  David  L.  Bazklow. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-729;    Filed.    Jan.    28.    1949; 
8:55  a.  m] 
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Nos.   20-38 


AERONAUTICS.    NATIONAL    ADVISORY    COMMIT-      P"ge 
TEE  FOR.    See  National  Advisory  Committee  for 
Aeronautics. 

AGRICULTURE  DEPARTMENT: 

See  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
Entomology  and  Plant  Quarantine  Bureau. 
Farm  Credit  Administration. 
Federal  Crop  Insurance  Corporation. 
Forest  Service. 

Rural  Electrification  Administration. 
Administration: 
Administrative  regulations: 

Claims,  for  losses  incurred  by  contractors  per- 
forming   contracts    with    the    Government 

during  the  war;  deletion 694 

Surplus  property,  sales  and  transfers  of;  designa- 
tion of  Director,  Fiscal  Branch.  Production 
and  Marketing  Administration,  as  represent- 
ative  (succeeding  Controller),  to  determine 

equitable  adjustment 688 

Authority,  delegation  of,  by  Secretary  to  Produc- 
tion and  Marketing  Administrator;  to  issue 
notices  of  hearing  and  designate  officer  to  con- 
duct hearings  on  sugar  wage  and  price  pro- 
ceedings        688 

Information,  statistical,  requested  by  certain  inter- 
national organizations,  collection  of;  Executive 
order  respecting.     See   main   heading  Presi- 
dential documents. 
Lands,  certain,  in  California: 
Angeles  National  Forest;  opened  to  entry  under 
mining  laws,  upon  recommendation  of  Secre- 
tary. Executive  order  respecting.     See  main 
heading  Presidential  documents. 
Shasta  National  Forest,  designating  certain  lands 

to  be  administered  as  part  of 449 

Agricultural  adjustment: 
Commodity   marketing   quotas,   corn;    commercial 
corn-producing   area  and  acreage  allotments 
for   1949,  and   marketing  quotas  for   1949-50, 

proclamation  and  determination 453 

Conservation  program,  naval  stores.  1949;  conserva- 
tion practices  and  rates  of  payment,  cupping 
only  trees  11  inches  or  over  d.  b.  h.,  4c  per  face..      681 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).     See    main 
heading  Civil  Service  Commission. 
Commodities  and  supplies;  regulations,  etc.: 
Babassu  kernels  and  oil,  imports  of.    See  Food. 
Beans.    See  Fruits  and  vegetables. 
Cabbage.    See  Fruits  and  vegetables. 
Canned  and  processed  foods: 
Fruits  and  vegetables.    See  Fruits  and  vegetables 
Warehouses.    See  Warehouses. 
Carrots.    See  Fruits  and  vegetables. 
Cauliflower.    See  Fruits  and  vegetables. 
Celery.    See  Fruits  and  vegetables. 
Citrus  fruits.    See  Fruits  and  vegetables. 
Coconut  oil.  Imports  of.    See  Food. 
Copra,  imports  of.    See  Food. 
80000—49 1 


AGRICULTURE  DEPARTMENT— Continued  ^»k« 

Commodities  and  supplies;  regulations,  etc. — Con. 
Corn: 

Marketing  quotas.    See  Agricultural  adjustment, 

above. 
Standards.    See  Grain. 
Cream.    See  Milk. 
Dairy  products;  milk,  cream,  and  byproducts.    See 

Milk. 
Dried  fruits.    See  Fruits  and  vegetables. 
Eggs  and  egg  products,  standards  and  grades;  re- 
designations 465 

Export  and  diversion  programs.     See  Export  and 

diversion  programs,  below. 
Food : 
See  also  specific  commodities. 
Imports,   restrictions;    statements   of   policy   re- 
specting  issuance   of   import   authorizations 
for  various  oil-containing  products  and  re- 
lated items: 
Babassu  kernels  or  oil  from  Brazil;  redesigna- 

tion 694 

Copra    or    coconut    oil    from    Philippines    or 

Netherlands  Indies;    redesignation 694 

Fruits  and  vegetables: 
Diversion  for  export.    See  Export  and  diversion 

programs. 
Grading,  inspection,  etc.,  of  fruits  and  vegetables: 
Fresh  fruits  and  vegetables;  grading,  certifica- 
tion, and  standards: 

Cabbage;  standards  for  grades 563 

Celery  stalks,  consumer  standards  for 852 

Peas;  standards  for  grades 564 

Processed    fruits,    vegetables,    and    products; 
grading  and  inspection: 
Carrots,  canned;  standards  for  grades,  pro- 
posed  revision 798 

Preserves,   fruit    (or   jams) ;    standards   for 

grades 619 

Handling  of  various  fruits  and  vegetables: 

Cabbage,  grown  in  certain  counties  in  Colorado; 
proposed  amendments  to  marketing  agree- 
ment and  order 483 

Cauliflower,  grown  in  certain  counties  in  Colo- 
rado: propo.sed  amendments  to  marketing 

agreement  and  order 483 

Citrus  fruits,  grown  in  various  States: 
Arizona: 

Grapefruit:  limitation  of  shipments 504,794 

Lemons;  limitation  of  shipments 748,882 

Oranges: 

Limitation  of  shipments 504,637.749,883 

Marketing  agreement  and  order;  decision 
respecting     proposed     amendments 

(correction) 547 

California: 

Grapefruit  (Imperial  and  Riverside  coun- 
ties* ;  limitation  of  shipments 504,  794 

Lemons;  limitation  of  shipments 748.882 

Oranges : 

Limitation  of  shipments 504.  637.  749,  883 

Marketing  agreement  and  order;  decision 
respecting  proposed  amendments 
(correction) 54? 
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AGRICULTURE  DEPARTMENT— Continued 

Commodities  and  supplies;  regulations.  etc.-Con. 

^^Ji*^;5[lnVrlS?u7^rrtlTn'd  vegetable 
CitrS  fruits,  grown  in  various  States-Con. 
Florida   oranges,  grapefruit,  and  tangerines 

grown  in;  limitation  of  shipments:  ^^^  ^^^ 

Grapefruit ^5^  33^'  ggi 

Oranges 1""!'""—-    503.  882 

Gra Je^<T?k"a^y^^" grownTn  Cafifornia ;  amend- 
ments  to  marketing  agreement  and  order- 

^^mblrta.     grown     in     California;     proposed 
amendments    to    marketing    agreement 

Grown  in '^GeoVglarCommitTee  regulations, 
change  in  representation  by  districts  on 

Industry  Committee  <  correction  > ^^ 

Pears  (Bartlett) .  grown  in  California;  Proposed 

amendments  to  marketing  agreement  and^^  ^^^ 
nrrfpr  — —  — —  —  —  —  ""  —  "■ 

Peas    grown'Tn'cVrtain  counties  In  Colorado; 

proposed  amendments  to  marketing  agree-      ^^^ 
ment  and  order ." 

Plums,  grown  in  California;  proposed  amend- 
ments to  marketing  agreement  and  order, 


440 


840 


AGRICULTURE  DEPARTMENT— Continued 

Commodities  and  suPPHes:  regulations  etc.-Con^ 
TUTiiir    rream    and  byproducts,  handling  in  various 
""^^Vark'ung   and'^ales   areas;    amendmen^  to 
marketing  agreements  and  orders,  ^tc^-^on 

Louisiana;  New  Orleans 444.  5/».  <ui. 

MassactHisetts: 
Boston    (Greater) 

Fall   River 

Lowell-Lawrence- 
Minnesota 


6^. 
840 


Potatoes.  Irish,  grown  in  CaUfornia  J  nj)tmclud- 


597 


862 


697 
697 


ing  the  counties  of  Modoc  and  Siskiyou 
notice  of  hearing  respecting  proposed  mar- 
keting agreement  and  order       --- ------- 

Prunes  dried.  In  California:  notice  of  hearing 
respecting  proposed  marketing  agreement 

and   order 

Warehouses.  See  Warehouses. 
PunKicides  See  Insecticides,  etc. 
Grafn    sSndards;   proposed  rule  making   -correc- 

tions) : 

Corn _'_      l- 

Oats -"  ""       697 

Wheat r~zrz 

Grapefruit.    See  Fruits  and  vegetables. 

Graoes     See  Fruits  and  vegetables. 

HopHrown  in  Oregon.  California.  Washington  and 

Idaho  and  products  produced  from  such  hop^. 

handling  of;  deletion 

Tmoorted  foods.     See  Food. 

Ins^ticides    etc.;   regulations  for  enforcement  of 

Federal  Insecticide.  Fungicide,  and  Rodenticide 

Act: 
Interpretations;    redesignations-. 
Shipments  for  experimental  use 

Ec^nomi?   poisons   for  experimental   u.se.   also 
subTct  tb  new  drug  requirements  of  Federal      ♦ 
Food.  Drug,  and  Cosmetic  Act;  general  per- 


proposed  rule 


465 


737 


See  Packers  and  Stock- 


Bureau.    See 


mit  for 

Permits,  cancellation  of ---- 

Lemons.    See  Fruits  and  vegetables, 
Livestock;  inspection: 
At  various  stockyards 

yards  Division.  belou\ 
Regulations    of    Animal    Industry 

main  headinp  Animal  Industry  Bureau 
Meat-   inspection  regulations.    See  mam  nt 

Milk^crTam^rdTypSt".  handling  in  various 
marketing   and   sales   areas;    amendments   to 
marketing  agreements  and  orders,  etc.. 
Illinois:  444,579.791 


main   heading 


Chicago- 
Suburban 

Quad  Cities 

Indiana: 

Fort   Wayne 

South  Bend-La  Porte. 


444.579,791 
444.579.791 

444. 579.  791 
444. 579.  791 


Iowa:               „    ^      .  144  f>79  738  791 

Council  Blufls-Omaha *«■  ^^^^  '^°^  ^|J 

Dubuque- 444'  579;  791 

Quad  Cities 444  579  791 

Sioux  CUy--- — --  444.  579.  791 

Kansas;  Wichita.-- 

Kentucky:    ^  _.    .    .  444.488,579,791 

A.shland  (Tn-biate» 444  ^,jq  79^ 

LouiivUle 


444.579.591.791 

444. 579. 791.  859 

579.791.900 


444. 


444, 579. 791 


paui:::::::"--- —  444. 579. 791 


Duluth-Superior 
Minneapolis-St. 
Missouri :  ^     ^ 

Kansas  City  (Greater) 

Ne?raskrOmVha:CouncirBluffs:::--  444.  579.  738.  ^ 
Sew  York;  New  York  metropolitan  area     ------g^  4«^ 


444,579.791 
444,579.791 
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Ohio: 


444,487, 


M  ,„,,».,  579.  791 

Cincinnati _      444579.791 

Cleveland -  444  579  791 

Clinton- 444  579  79^ 

Columbus ...  C7Q  791 

Dayton-Springfield '579 

MSte'tVa7lionTonV6alirpons:Vtc:T^^^^^^^ 

444.579.791 

Toledo rv." ddd  «i7Q  791 

Penn'iVlvania;  Philadelphia *^.  a<».  im. 

Wes"viJgTnia;  Huntington  and  ^^'_^J^_^%^  iJ^%,  ^  791 

Wi.^consin  ;"superlor-Duluth —      444  579.  79 1 

Naval  stores;  conservation  program.    See  Agricul- 
tural adjustment,  above. 
Oats;  standards.    See  Grain. 
Oil,  imports  of.    See  Pood. 
Oranges     See  Fruits  and  vegetables. 
Peaches     See  Fruits  and  vegetables. 
Pears     See  Fruits  and  vegetables. 
Pea5     See  Fruits  and  vegetables. 
Plums     See  Fruits  and  vegetables 
Potatoes.    See  Fruits  and  vegetables. 
Prunes     See  Fruits  and  vegetables. 
Rodenticides.     See  Insecticides,  etc. 
Sirup;  warehouses.    See  Warehouses. 

Sugar:  ,.,„„,  466  467.468.591 

Sugar  regulations ---; — 7.!  acr 

Farms   determination  of:  redesignations 466 

Normal  yields  and  eligibility  for  abandonment 

and  crop  deficiency  payments;  redesigna-       ^^^ 

PracU?eVndpr^edure';Vedesignatlons 466 

Prices"  redesignations —  ---r 

Processor-producer,  determination  of;  redesig- 

nation . — "" 

Proportionate  shares  for  farms;  redesignations. 

recoverable;    redesigna 


467  468 


466 
467 


467 
591 


Sugar    commercially    recoveraoie;    reaesiKim^-^^ 

tions --'' 

Sugar  requirements  and  quotas;  redesigna-  ^^^ 

tions 407 

Wage  rates;  redesignations 

Wage  and  price  proceedings;  delegation  of  au- 
thority to  Administrator  to  i-ssue  notices  of 
hearings  and  designate  officer  to  conduct 
hearings,  and  to  redelegate  authority  to  Di- 

rector.  Sugar  Branch 

Tangerines.    See  Fruits  and  vegetables. 

Tobacco:  455 

Inspection;  redesignations 

Stocks  and  .standards;  redesignations '*^^ 

Vegetables.    See  Fruits  and  vegetables. 
Warehouses,  regulations: 
Beans,  dry;  terms  defined  'Designated  represent- 

g^jVg"        

Sirup;  dutie's  of  licensed  warehousemen  signa- 
tures of  persons  to  sign  receipts  (section  re- 
numbered'   

Wheat-  standard.s.    See  Grain. 
Diversion  programs.    See  Export  and  diversion  pro- 

Expor?Tnd  diversion  programs;  dried  fruit  (prunes 

and  raisins . .  fiscal  year  1949.  supplementary  state-      ^^^ 
ment 
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681 
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Federal  Insecticide,  Fungicide,  and  Rodenticide  Act  of 
1947;  regulations  respecting  Insecticides,  etc.    See 
under  Commodities  and  supplies. 
Office  of  the  Secretary: 
Administrative  regulations,  delegations  of  authority, 

etc.  See  under  Administration. 
War  food  orders  (PMA),  restrictions  on  imports  of 
certain  foods;  statements  of  policy  respecting 
i.ssuance  of  import  authorizations  for  various 
oil-containing  products  and  related  Items,  re- 
designations        694 

Packers  and  Stockyards  Division: 
Inspection  of  livestock,  authorization  for;  codifica- 
tion discontinued 655 

Notice  respecting  petition  for  modification  of  rates 
and  charges  by  market  agencies;  Kansas  City 

Stock  Yards fl28 

Production  and  Marketing  Administration: 
Agricultural    adjustment;    commodity    marketing 
quotas,  conservation  programs,  etc.    See  Agri- 
cultural adjustment. 
Authority,  delegation  of.     See  Administration. 
Commodity  credit.    See  main  heading  Commodity 

Credit  Corporation. 
Crop  insurance.     See  main  heading  Federal  Crop 

Insurance  Corporation. 
Diversion  programs.    See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs.    See  Export  and 

diversion  programs. 
Livestock  inspection  under  Packers  and  Stockyards 
Act;  designation  of  stockyards,  etc.     See  Pack- 
ers and  Stockyards  Division. 
Marketing  agreements  and  orders;  specific  com- 
modities.   See  Commodities  and  supplies. 
Packers    and    Stockyards    Act;    notices,    etc.    See 

Packers  and  Stockyards  Division. 
Regulations  respecting  specific  commodities.     See 

Commodities  and  supplies. 
Standards,  grading.  Inspection,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 
Sugar;  wage  and  price  determinations,  quotas,  etc. 

See  Commodities  and  supplies. 
Surplus  property,  sales  or  transfers  of.    See  Surplus 
property. 

War  food  orders;  redesignations 694 

Support  prices.     See  main  heading  Commodity  Credit 

Corporation. 
Surplus  property,  sales  or  transfers  of;  designation  of 
representative  to  determine  equitable  adjustment. 
See  Administration:  administrative  regulations. 
AID  TO  FOREIGN  COUNTRIES,    See  Foreign  aid  pro- 
gram. 

AIR   FORCE  DEPARTMENT: 

Lands,  public,  withdrawn  for  use  of  Army  Department 
as  airfield,  etc.    See  Land  Management  Bureau. 
Procurement;  armed  services  and  joint  regulations. 
See  Army  Department ;  National  Military  Estab- 
lishment. 
Regulations: 

Dependents,  servicemen's,  allowances  for;  Joint  reg- 
ulations.   See  National  Military  Establishment. 
Personnel : 
Correction  of  Military  Records,  Air  Force  Board 

for 891 

Decorations,  medals,  ribbons  and  similar  devices; 
Army  of  Occupation  Medal.  Berlin  airlift  de- 
vice.   See  Army  Department. 
Reserves;  retirement  of  Air  Force  Reserve  per- 

.sonnel 779 

Women's  Army  Corps.  Regular  Army;  enlistment 
of  women  In.  and  in  U.  S.  Air  Force.     See 
Army  Department. 
Procurement;  armed  services  and  joint  regulations. 
See  Army  Department;  National  Military  Es- 
tablishment. 
Reserves,  organized ;  retirement  of  Air  Force  Reserve 

personnel 779 

AIR  TRANSPORTATION.  FACILITIES,  ETC.: 
Air-navigation  site  withdrawals.    See  Land  Manage- 
ment Bureau. 
Civil  aircraft,  regulations  respecting.    See  Civil  Aero- 
nautics Administration ;  Civil  Aeronautics  Board. 


AIR  TRANSPORTATION.  FACILITIES,  ETC.— Con.         Page 

Civil  airways,  etc.,  designation  of.  See  Civil  Aero- 
nautics Administration. 

Hawaii,  disposal  of  airports  in;  authority  respecting. 
See  War  Assets  Administration. 

Public  health  regulations.    See  Public  Health  Service. 

Steel  and  products,  availability  of.  for  maintenance, 
etc..  of  aeronautical  facilities.  See  Commerce 
Department. 

ALASKA: 

Air  carrier  operations  In.  See  Civil  Aeronautics 
Board. 

Alaska  Game  Commission,  regulations.  See  Alaska 
Game  Commission. 

Alaska  Railroad;  public  lands  withdrawn  for  use  of. 
See  Land  Management  Bureau. 

Civil  airways,  etc.,  designation  of.  See  Civil  Aeronau- 
tics Administration. 

Federal  Power  Commission  hearing.  See  Federal 
Power  Commission. 

Pish  and  wildlife  protection.  See  Alaska  Game  Com- 
mission; Pish  and  Wildlife  Service. 

Fisheries,  commercial;  regulations.  See  Fish  and 
Wildlife  Service. 

Postal  regulations  respecting  domestic  mail  rates  to. 
See  Post  Office  Department. 

Public  lands  In.    See  Land  Management  Bureau. 

Radio  regulations  respecting  coastal  telephone  sta- 
tions.   See  Federal  Communications  Commission. 

ALASKA  GAME  COMMISSION: 
Regulations: 

Guides;  proposed  rule  making ,__      547 

Licenses,  trapping  and  hunting;  proposed  rule  mak- 
ing  547 

Poisons;  proposed  rule  making 547 

ALASKA  RAILROAD;  public  lands  withdrawn  for  use 

of.    See  Land  Management  Bureau. 

ALIEN  PROPERTY,  OFFICE  OF: 

General  rules  of  procedure,  time  for  filing  debt  claims; 
bar  date  for  claims  in  respect  of  debtors  whose 

property  was  vested  July  1-December  31,  1947-_  498 
Vesting  orders,  etc. : 

Copyrights: 

Gebruder  Borntraeger,  Verlag  von 787 

Karg-Elert.   Louise 451 

Lebensweiser-Verlag 846 

Costs  incurred  In  court  actions  in  listed  States: 

Indiana 634 

Michigan 843 

Minnesota 634 

New  York 847 

Ohio ~  634 

Wisconsin 634 

Return  of  vested  property: 

American  Secuht  Co 790.  848 

Banco  di  Napoli 516 

Bastianelli,  Giuseppe 559 

Beilin,  Bronislaw  L 745 

De  Pietro.  Giuseppe.  Maria  Giulia.  and  Nicola 553 

Di  Paolo,  Angelo 559 

Fibres  Associates.  Inc 733 

Frey.ssinet.  Eugene ! 6  78 

Pukunaga,  Kazuo,  et  al 555 

Graveure.  Louis 814 

Huitfeldt.  Filer  de  Moltke 559 

Hyney,  Adeline  B 913 

Jacobson,  Dr.  Jacob 516 

Leclerc.  Max.  and  Cle.,  Ltd ___.  516 

Lunel,  Bruno 559 

Mantovani,  Egidio  and  Eugenia  DoUi 673 

Meer.  Henri  Michel  and  Martlne 617 

Oppenheimer.  Paula 500 

Ottenstein.  Friedrlch 559 

Phlllppovich,   Gertrude 617 

Pol.stein,  Eleanor 516 

Prevosts,  Mathilda 814 

Pulscux.  Boulanger  et  Cle.;  Societe  en  Comman- 
dite par  Actions 500 

Rlcordl,  G..  and  Co 560 

Rotter.  Fritz 560 

Schmal,  Bella 678 

Smelteverk,  Odda 814 

Vogl,  Emllie ." 56O 
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ALIEN  PROPERTY,  OFFICE  OF— Continued  ^^^e 

VestlnK  orders,  etc. — Continued 
-^^  Various  interests,  in  estates,  litigation  proceedings. 

Ackermann.  Erich.  Hugo,  and  Julius 726 

Ackermann.  Marie „„„ 

Adamek.  Martha  Kaesen ° 

A^sendorf,  Alice  and  Fred JjJ 

Bach,  Joseph 5J5 

Barckhausen.  Lufolf -=« 

Rpck.  Ernest  (Oottlob) "  " 
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Beck,  Ernest  (Oottlob) ^g^ 

Becker,  Ellse irng 

Becker,  Thekla  Theresla .Jjs 

Beiser,  Gallus 0^3 

Bokk  and  Kaulen ^^5 

Benz.  Cuet  and  Glesela "„ 

Berg.  Barbara  Maria  Baroness «^.^ 

Berger,  Gerda  Norden .^^ 

Bcrndt,  Anna  (Gruber) -^^ 

Birkhahn.  Margarete g.^^ 

Blech,  Margaret ""  g^g 

Blume,  Karl "  g^^ 

Bode,  Llesel C~~l~yi "'"       557 

Boehme  (Bohme),  H.  Th.;  A.  u g^^ 

Bohnet.  Christine  Roller ^g^ 

Boker,  Carl  George .^q 

Brabender,  Carl  Wilhelm ^g^ 

Bradburn,  Paul  H ^gg 

Brelsacher,  William ,1  = 

Brewer.  Lillian  May  Clayton '^^^ 

Brunnemann,  Katharine .gg 

Buchholz.  John  Frederick -J",;::"-" 727 

Bunee  Bertha  (Emma»,  Emma,  and  HeTnian.--  ui 
Keifter.  Carl  H..  Fritz,  Helml.  Wilhelm.  and 

Wilhelm  C 5^5 

Carrell.  Herman ----::. ^57 

Chlyoda  Fire  Insurance  Co.,  Ltd ^ 

Christ  (Priester),  Marie  «Ria) J^° 

Christlan.'^en.  Peter  C .,,. 

Classen.  Elisabeth  (Gruber) — ^  ' 

Conte.  Karl  Johannes  and  Paul  Johannes 8IJ 

Cotton,  Dudley  Page g^Q 

Curr^enc^and  coin'< UnitVd" Statis)' owned  by  varl- 

ous  unknown  German  nationals oij 

Darius.  Wilhelm  Dudley °JJ 

David.  Ellse 5^5 

Dechow,   Mlml go^ 

De  Muralt.  Alllne ^.^^ 

Dibbern,   John 7;.vrv:"i ""       72f» 

Dichlser.  Franz  Zaver  and  Wilhelm ^JJ 

Dorfler.  Kate g-y^ 

Dowa  Distributors g„c 

Dowa  Jidosha  Kogyo  K  K— " 

Drelsbach,  Frederick  and  Mane ^°' 

Drlfthelser,  John.  Karl,  and  Lawrence &»* 

Ehiessener,  Elisabeth .^^g 

Durein,   Ferdinand g.g 

Eckert.  Katherine g^g 

ESkobe^rcTtyof.'Rhel'nPfaTzrGermarly:----.      498 

EW?n,  AdeirBach'Gertharand  Werner 911 

Elchenger.  Hans  and  Paul g^^^ 

Eisenach    Conrad t7~~ 

Endres,    Gregor,    Gretchen    (Margarete).    Use. 

Johann  (John).  Julius,  and  Louis ^« 

Eple.  Rosa "z-", «iS4 

Fischesser,  Alfred  E.  and  Louise ^^•* 

Foertsch.   George   Michael ^°° 

Frank.  Adele  Sibylla  Ehlen »^JJ 

Freeh.    Maria g.yg 

Frenz.   Goorg ccg 

Prey,   Katharina gg^ 

Fried.  Krupp.  A.  G ^^g 

Fiijita.  Ma.sata ^gQ 

Fiiruya.  M..  Co..  Ltd ^07 

Gaitsch.  Elizabeth  Rosa ^°J 

Gantner,  Elizabeth _,., 

Gehring.  Louise  Anna  Conte -o:.t:riT;"Vnri 

Gemmingen.     Cecelia,     Ingeborg.     Sybilla.     and  ^^^ 

Ursula 5gg 

Gentz.sch,  Helnrlcn 

German  nationals,  unknown  (United  States  cur- 

rency  owned  by> g.^ 

Glass.  Walter  and  Ema - 
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Goerke.  Ella 04^ 

Goricke.  William  Bernhard——— ---------- 

Oottmann.    Chrlsta.    Hildegard.    Martha,    and 

Peterle .14 

Gottsche,  Carrie  and  Conrad - ■*  »*J 

Gruber,  August 593 

Gurnee,  Augustus  Coe —  g,^^ 

Hagen,  Gertrude  Riess g^ 

Halle.  Marie -— 4C0 

Hansen.  Ulrlch  and  Willy  P VTi 

Harder.  Frida  Wuerz °^ 

Harms.  Elfreda  and  William  E ^  |'J 

Hartenstein.  Louise .^25 

Hatakeyama.'  PuTie.'yit's'uwa.  Kasaburo,  Na'tsuno. 

Sao,  and  Sekiro "-4 

Heln,  Heinrich.  Magda,  and  Max '•* 

Heinemann.  Jeahette „., 

Hellman.  Amalie ,,4- 

Hellman.  Kurt  and  Martha VrV'mi  746 

Hellman.  Richard ^^S.  634.  748 

Hench.   Lewis 554 

Hench.  Louis ^^^ 

Herrmann,  Regina 4^- 

Heunefeld,  Brlgltte -^-"-rtVt;7,V 

Heye.  Anna  Ues,  Carl  T..  Emmy,  Eva  Oertrud 
Friedrich  Carl.  Hans  Martin.  Hildegard.  and 

Ursula 

Heymons.  Hildegard g|* 

Hilbenz.  Paul ^4= 

Hiltl.    Wally .JJg 

Hlraoka,  Yolchl -,, 

Hoenlg.  Louise  (Luise) JiL^ 

Hofman.  Theresla  Gelsler "„-.--":; 497 

Hofman.  Elizabeth.  Mathllde.  and  Reinhard 4»7 

Holer.   Elsa oca 

Hollnagel.  Johannes  and  Wilhelm— »»« 

Honda.  Chelko  and  Mlneki »** 

Honda.   Shigeto 652 

Huber,  Ell.sabeth JJj 

Hug  and  Co —  -,5 

Idler,  Margeratha "i^. 

Ikebe.    Masanorl ri„ 

Ilg.  Frederick  W Jxi 

Ito,  Yasuichl 

Jaehnlg.  Glsela  and  Heinz _.-.—-- •--- 

Jarren,  Elisabeth.  Ellen.  Gertrud.  Herman,  and 
Irma 


654 
672 


651 

474 


Jesse,  Fritz,  Joseph,  Louisa,  and  Wilhelm 618 

Kaesen.  Frederlcka  C. ^'° 

Kalb.  Anna  Wilbert— g°* 

Kanis.   Frank .„„  „4q 

Kanter.  Dr.  Hans  and  Robert SR5 

Karapapasls.  Anna  (Annie) ^°^ 

Kassman,  Joseph „,„ 

Kawasaki.  Aklko  and  Morlnosuke »^^ 

Kawata,  Morlklchl  <Harry) -.^'T'" 

Keppner,  William  (Wilhelm)  and  Henry  (Hein- 
rich > 

Kerngast,   Marie _,_ 

Klebler.  Marie  Roller »^^ 

Klrchherr.  Fritz  and  Lore »»^ 

Klasen.  Joseph  and  Mary ^|° 

Kleinschmldt.  Lulse °'^ 

Klick.  Marie °  » 

Knitter.  Albert ;,v.rv"' «4« 

Kohlsaat.  Katharine  and  WUhelmina 84a 

Kraney.  Johanna g.4 

Anstallt  of  Wuerzburg  ._ oa* 


584 
556 


Krelsblinden  Anstallt  of  wuerzourg  ._ "-- 

Kre.ssner.  Otto "''' 

Krohn.  Frank  and  Helene 

Kromberg.  Otto 

Kionibus.  Frieda .. 

Kruse.  Carl,  Dora,  and  Margeratha J^^ 

Kuch.  Anna ^gg 


672 
850 
850 


Kuhn,  Ema. 

Kuhne.  Catherine  Elchenger.— ------ ------ 

Kussmann.  Friedrich  Wilhelm,  Josef,  and  Ruth. 
Kuster^  Martha— ^g^ 

813 
584 


Kuttroff.  Adolf 
Lampert.  Lina  Wuerz 
Landraint.  Kurt 


475 
726 
849 
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Lange.  Anna 474 

Le  Breton.  Clarissa  E 727 

Lefarth.  John  and  Wilhelm 618 

Lehmann  and  Voss  and  Co 729 

Lehmkuhl.  Anna 586 

Leipert,  Berta 496 

Lementy.  Edith  and  Walter  J 673 

Lempe.  Meta 654 

Levering.  Mrs.  Pauline 675 

Lichter,  Anna  Barbara.  Prank  Anton,  Franz  An- 
ton. Johann  Jakob.  Marie  Elizabeth.  Marta 

Franziska,  and  Wilhelm 726 

Llesau.  Herbert 727 

Lleth.  John  D.  and  Nicholas  (Nicholaus) 616 

Llndemann.  Anna.  Joseph,  Paul,  and  Wilhelm 475 

Lochner.  John  <Johann>  Michael 616 

Loehr.  Amon.  Katharina.  and  Margarita 616 

Logermann.  Liif 726 

Loppach.  Gertrude  and  Heinz  Arthur 788 

Ludwig.  Frieda 878 

LueckhofT.   Louise 730 

Luedecke   <Ludecke»,  Eugen  Ernst,  Eugen  Ernst 

,     Ludwig,  and  Vera  Perdinande  Anna 585 

Luhmann.  Christian.  Ernest,  and  Wilhelm 726 

Lurssen.  Emil 726 

Lussen,  Mariane 811 

Mahr.  George  and  Pauline 690 

Maler.  Ida 678 

Matsuda.  Tamllchi 674 

Matsumoto.  Shigeo 586 

Matthis,  Franziska 1 672 

Mayer  (Meyer),  Emma 727 

Mayer,  Lina  Perrot 813 

Meidert,  Josephine  <Josefine) , 745 

Melnerts.  Bertha  Scherf 654 

Mellman.  Barbara 497 

Merkel.  Walter ._  650 

Merkt.  Hedwig 652 

Merten   (Martin),  Theresla 585 

Mertense,   Carl,   Conrad.  Ernst.   Heinrich,   Her- 
mann. Minna,  Sophia,  and  Wilhelm 726 

Meyer,  Friedrich '. 588 

Mlehlke.  Emma 515 

Mizukami,  Tadayoshl 653 

Moehring,  G 675 

Mohr,   Christina 673 

Mohr.  Wilhelmina 787 

Mohrmann.  Wilhelm  and  Wilhelmine  L 726 

Moltzger.  Marie 672 

Montag,  Lena 618 

Motto  dwamoto),  Ralph  (Rinzo),  and  Yasu 587 

Mueller,  Helene 676 

Mueller,  Lena 618 

Mueller,  Wilhelm  Dledrich  H 498 

Mukal,   Yoshio 653 

Muller,  Lizzie  and  Ruleman  E 811 

Muller.  Otto 812 

Muranaka.  Takayoshl 653 

Muratani.  Shigeki  and  Tokumatsu 617 

Mussbaumer.  Anna  Marie 1 726 

Nakano.  Sakutaro 555 

Nakashima,   Kaoru 555 

Nathanson.  Gertrude  (Charlotte  Gertrud) 633.649 

Nicklas.  Ernest  L.  P.  and  Peter 788 

Niemann.   Elizabeth 728 

Niino  (Nino* .  Shikamatsu 676 

Nishimura.  Yoshinobu 556 

Norden.  Eduard  and  Erwin 727 

Ostermann.   Maria 618 

Pagenstecher.  Rudolf 590 

Perrot.  Christian,  David  Friedrich,  Elmma,  Ernest. 
Friedrich,  Herman.  Karl  August,  and  Karl 

Gotthilp 813 

Petri,   Dr.   Walter 587 

PfeifTer.  Herman  Gotlieb 497 

Pohle,  Prances 618 

Posner,  Charlotte  and  William 463 

Pregge,  Emelie  L 788 

Pruente,  Adolf,  Anna  Margarete.  Elisabeth,  Josef 

Eberhard,  and  Mary  Catherine 585 

Racky,  Carl,  Elisabeth,  Ernst,  Pranz,  Heine,  Jo- 

hana.  Kathe.  and  Marta 683 
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Ramm,  Mrs.  Herbert  W 676 

Rauben.  Erich 677 

Reubel.  Bertha 474 

Reusch.  Hans  L 878 

Rheinmetall-Borsig.  A.  G 690 

Riess,  Richard  and  William  H 673 

Roepe.  Margaret  Sophie  Mueller 498 

Roeske.  Carl  and  Herman 650 

Rohnstock.   Ursula 651 

Roller,    Christian,    Christine,    Friedrich,    Fritz, 

George,  Hans,  Michael,  and  Samuel 813 

Rosenbaum,  Henry  and  Joseph 587 

Rott,  Gertrud  Scherf 654 

Saiki,    Senzo 474 

Sapple,   Elizabeth 726 

Sappok,   Elli 651 

Sauerland,  Maria 618 

Sautter,  August  Ludwig,  Eugen,  and  Karl 813 

Schafer,  Maria  Magdelena 726 

Scheedler,  Wilhelmina  Karoline  Perrott 813 

Scheefer,  Rosine  Marie  Conte 813 

Scherf.   Wilhelm 654 

Schichtl,  Frieda 745 

Schieback.    Lena 616 

Schilling.  Emma  and  Richard 677 

Schindle.   Anna 475 

Schlechtriem.  Marie.  Otto.  Rudolph,  and  Wil- 
liam   687 

Schleeweiss.  Gottliebin  Marie  Perrot 813 

Schlens.  Christel  L 475 

Schmidt.  Elise  S ». 587 

Schmidt,  Elizabeth  Scherf 654 

Schmidt,  Pranz  Theodore 496 

Schmitt.  Petronela 475 

Schnabel,  Dr.  Ernst 450 

Schneider,  Lina 726 

Schnettler,  Maria 585 

Schoenfelder.  Mary 616 

Schofer.  Johann  Herman 497 

Schonenbach,  Martha 587 

Schreiber,  Anna 651 

Schuldenzucker,  Marie 745 

Schulze,  Porngardt 911 

Schwalbach.  Emiel 674 

Schwarz.  Clara  Sielchen 473 

Schwarzkopf.  Maria  Hedwig 913 

Schwaya  (Schwayer).  Emma  and  Fritz 463 

Seller.  Luise  Sautter 813 

Selimer.  Antonie 652 

Selinger.  Emma  Gertrude I  746 

Shimanouchi,  Toshiro  (Toshio) 677 

Singer,  Ignaz 557 

Spatz,  Frieda 586 

Springer,  Annl 652 

Spurzem.  Margaret  Wilbert 585 

Stang.  Margaretha 475 

Steminger.  Alice , 616 

Stengle.  Marie  Roller 813 

Stoecker,  Walter 584 

Stoll,  Frieda 726 

Storing.  Rudolph 787 

Stork.  Ida 652 

Strangmeier.  Ida ; 654 

Strepp,  Anne.  Norman  B.  L..  and  Ludwig 497 

Struckmeyer.  Peter  Hinrich 850 

Stuben.  Eli.se  Mathllde  Auguste  and  Katharina___  850 

Taunton.  Amelia 812 

Techlenburg,  Lina 583 

Theume.  Emilie 728 

Tiedemann.   Dietrich 726 

Tietz,  Bertha __  499 

Tofukuji.  Dr.  K 476 

Trauer,  Bernard 689 

Tychsen.  Annie,  Fritz.  Lena,  Liza,  and  Magda 450 

Unger.  Gertrud .: 634 

Usui,  Mitsuo 689 

Voelcker,  August 498 

Volkmann,  Richard 515 

Von  Barnekow  (Von  Barnikow) ,  Eric  (Erik  » 473,  515 

Von  EstorfT.  Albrecht.  Armgaard,  Ephard,  Hans. 
Hans  Eckart,  Helmuth,  Otto,  Otto,  Jr..  and 

Wilhelm 600 


lUnCy      EERBIIADV     ^OAO 
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Von  Kameke.  AUard  and  Helga  Marie 500 

Von  Luttichau,  Margaret  Soutter »« 

Von  Schenk.  Harald  (Harold) ]^8 

Von  StaulTenberg.  Lillian ^°^ 

Von  Wilczeck.  Elsa ^'* 

Von  Wilsdorf,  Marion  Dudley o^^ 

Vortler.  Hedwig  Gotlleb  <Schofer)         ._ «' 

Weckenmann,  Josef  Alois  and  Karl  Josef '^o 

Welter.  Michael J^° 

Werner,  Marie °^^ 

Wiebalk,  Frieda ^f!J 

Wiedenmayer.  Marie  Perrot 

Wiendrick.  Emilie 

Wilbert  Jacob,  Joseph.  Nicholaus.  and  Peter.  — -- 
Willeke,  Anna  Maria.  Franz  Frederick.  Fritz.  Gert- 
rude. Theodore,  and  William 


813 
911 
585 

618 


813 
515 
726 


lim- 


with 
and 
rule 


Wohlmuth  ( Wahl*) .  Hertha  L ^JJ 

Wolframerz.  A.  G °^" 

Wottgen.  Gertrud ----- 

Wupperman.  Arnold  Oscar.  Erica  Eleanor   Erna 

Julia.  Herman  Theodore.  Herman  WUhelm. 

and  Werner ^H 

Wurst.   Edith '*"* 

Wurz.  Hermann 

Zei.se.  Frank 

Zeller.  Maria  Rosa 

Charter  of  certain  vessels  by:  regulations  respecting. 
See  Maritime  Commission. 
Displaced  persons  residing  in  United  States;  immigra- 
tion status.     See  Immigration  and  Naturaliza- 

Medical  examination  of  applicants  for  Immigration 

visas     See  Public  Health  Service. 
Nonresident  alien-s.  income  tax  regulations  respectmg. 

See  Internal  Revenue  Bureau. 
Property   of;    vesting   orders,   etc..   respecting,     see 
Alien  Property.  OfBce  of. 
ALLATOONA  POWER  PROJECT.  GEORGIA,  sale  of 
power  from:  rates  and  charges  approved  lor 
Ited  period.    See  Federal  Power  Commission. 
ANIMAL  INDUSTRY  BUREAU: 

Regulations:  .  .. 

Animal  diseases,  prevention  of   (cooperation 
States):     tuberculous,     paratuberculous 
Bang's  disease  reacting  cattle,  proposed  .«.t      ^^^ 

m^lcinK —_———  —  --———  —  _---—-—————— — 

Importation'of 'livestock  into  United  States  (except 
from  Mexico) ;   inspection  and  quarantine  of 

cattle  from  Canada,  proposed  rule  making 

Meat  inspection  regulations:  .  „  ^„ 

Facilities  for  inspection:  overtime  work  of  inspec- 

tlon  employees,  payments  for. 2„; 

Organization  of  force;  codification  discontinued. 
ANTI-TRUST  LAWS,  immunity  from,  upon  approval  by 
Attoruey  General  of  certain  voluntary   plans  for 
allocation  of  commodities  for  requirements  of  vari- 
ous industries.    See  Commerce  Department. 
ARMED  FORCES  OF  UNITED  STATES: 
See  also  National  Military  Establishment 
Steel  and  products  for  requirements,  voluntary  plan 

for  allocation  of.     See  Commerce  Department. 
Veterans.    See  Veterans. 
ARMY  DEPARTMENT: 

See  Engineers.  Corps  of.  x  ,  * 

Germany    Military  Government   for:   export-Import 
information  for  U.  S.  and  British  zones.  Instruc- 
tion Issued  by  Joint  Export-Import  Agency      --- 
Japan,  foreign  trade  and  financial  investments  in, 
regulations,   etc..  by  Supreme  Commander  for 

Alhed  Powers  respecting r" "t 

Lands  public,  withdrawn  for  use  of  Department.    Se§ 

main  heading  Land  Management  Bureau. 
Military  Government.    See  Germany;  Japan. 
Panama  Canal  Zone,  employment  in ;  Execu  ive  order 
respecting.    See  main  heading  Presidential  docu- 
ments. 
Regulations:  .^         ^      »,  » 

Colleges  and  schools.    See  Military  education. 
DecoratloM.  medals,  etc.    See  Personnel. 


ARMY  DEPARTMENT— Continued 

Regulations— Continued  .  .   ,      „ 

Dependents,  servicemen's  allowances  for:  Joint  reg- 
ulations.    See  main  heading  National  Military 
Establishment. 
Education,  military.    See  Military  education. 
Military  education;  schools  and  colleges,  revision.. 

Personnel:  ,    .    ,,      j     >  »  . 

Decorations,  medals,  ribbons,  and  similar  devices, 

service  medals: 
Lapel   buttons;    Army   lapel   button,   require- 
ments  ;---;,""T. •'" 

Occupation.    Army    of.    Medal;    Berlin    air- 
lift device -"— " -"- 

Records  Military.  Air  Force  Board  for  Correction 
of  (entries  or  omissions  erroneous  under 
Army  Department  or  Air  Force  Department 
directives,  etc. ) .  See  main  heading  Air  Force 
Department. 
Women's  Army  Corps: 

Applicability  of   laws 

Assignment 

Branch. 


Page 


443 


694 


660 


665 


828 

828 


593 
593 
593 


Commissioned   officers 593 

Composition  of  corps 5»J 

Director ^^"^ 


593 


593 
593 
593 
593 


Discharge: 

Of   enlisted  women 

Of  officers  and  warrant  officers 593 

Enlisted  women 593 

Enlistment  of  women  in  Women's  Army  Corps, 
Regular  Army,  and  in  United  States  Air 

Force;    redesignation 

Maternity  care 

Mission  -   

Organization  of  corps 

Organized  Reserve  Corps 5»J 

Retirement         ^J^ 

Statutory    basis ^^^ 

Utilization     ^9J 

Warrant   officers ^^^ 

Procurement:  ,  ^.  „  ^ 

Armed   services    procurement    regulations.    See 
main   heading  National  Military  Establish- 
ment. ^       , 
Joint  procurement  regulations;  procurement  pol- 
icies, general  proceduial  requirements: 

Disqualified  bidders oJJ 

Air  Force  Department oy-* 

Army  Department;  bidders  to  whom  awards 

will  not  be  made,  debarment 691 

In  general;  persons  and  firms  disqualified--       691 
Fraud  or  criminal  conduct  In  connection  with 
Army  and  Air  Force  contracts:   consoli- 
dated listing  of  Ineligible  contractors  and 
disqualified  bidders  by  each  Department—      693 

Air  Force  Department 694 

Army  Department;  fraud  and  criminal  con- 

duct ^3-* 

Schools  and  colleges.    See  Military  education. 
Women's  Army  Corps.     See  Personnel. 
San  Juan  National  Historic  Site.  Puerto  Rico;  agree- 
ment between  Secretaries  of  Army  and  Interior 
for    preservation    and    designation.      See    main 
heading  Interior  Department. 
ATOMIC  ENERGY  COMMISSION: 

Steel  and  products  for  projects  of  Commission,  volun- 
tary agreement  for  allocation  of.    See  main  head- 
ing Commerce  Department. 
Uranium:    domestic   program   for  certain   uranium- 
bearing  ores  of  Colorado  Plateau  Area: 

Guaranteed  minimum  price  (1949-1954) 731 

Schedule  of  prices,  specifications,  etc 733 

Guaranteed  three-year  minimum  price  (1948-1951) ; 

schedule  of  prices,  specifications,  etc 

ATTORNEY  GENERAL.     See  Justice  Department. 


695 


Institutions.    See  Farm  Credit  Admlnis- 


BANKS: 

Farm  credit 
tratlon. 

Federal  Reserve  System,  member  banks  of;  regula- 
tions respecting.    See  Federal  Reserve  System. 
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BANKS— Continued  Page 

International  Bank  for  Reconstruction  and  Develop- 
ment, providing  of  statistical  information  to: 
Executive  order  respecting.  See  Presidential 
documents. 

BLIND  PERSONS: 

Income  tax  exemptions  for.     See  Internal  Revenue 

Bureau. 
Vending  stand  program  for.    See  Vocational  Reha- 
bilitation. Office  of. 

BOARDS.    See  Committees,  boards,  etc. 

BRETTON  WOODS  AGREEMENTS  ACT.  authority 
under,  with  respect  to  furnishing  of  statistical  in- 
formation; Executive  order  respecting.  See  Presi- 
dential documents. 

BUDGET  BUREAU: 

Determinations  by  Director  with  respect  to  providing 
statistical  Information  to  certain  Intergovern- 
mental organizations;  EScecutive  order  respecting. 
See  main  heading  Presidential  documents. 

c 

CANADA: 

Importation  of  livestock  from ;  regulations  respecting. 

See  Animal  Industry  Bureau. 
Radio  broadcast  stations  In ;  International  agreements 
respecting  assignment  of  frequencies.     See  Fed- 
eral Communications  CommLsslon. 
CANAL  ZONE.     See  Panama  Canal  Zone. 

CHANNEL  ISLANDS  NATIONAL  MONUMENT.  Califor- 
nia, enlargement  of;  proclamation  respecting.  See 
Presidential  documents. 

CIVIL  AERONAUTICS  ADMINISTRATION: 

Public  airports  In  Hawaii,  determinations  by  Admin- 
istrator with  respect  to  disposal  of;  War  Assets 
Administration  regulations  respecting.    See  main 
heading  War  Assets  Administration. 
Public  lands  withdrawn  for  air-navigation  sites.    See 

main  heading  Land  Management  Bureau. 
Regulations: 

Aircraft,  seizure  of 777 

Revocation  of  prior  regulations 778 

Airspace  designations: 

Drslgnation  of  civil  airways 455 

Designation  of  control  areas,  control  zones  and 
reporting  points: 

Control  areas .i 456,  778.  779 

Control  zones 456 

Reporting  points 456,779 

8teel  and  products  for  requirements  of  Federal  aero- 
nautical agencies,  allocation  of;  voluntary  agree- 
ments.   See  main  heading  Commerce  Department. 

CIVIL  AERONAUTICS  BOARD: 

Air  carriers: 
Accounts,  records  and  reports.    See  Economic  regu- 
lations. 
Free  transportation.    See  Economic  regulations. 
Navigation.    See  Civil  air  regulations. 
Reporting  requljements.    See  Economic  regulations. 
Authority,  delegations  of.    See  Organization  and  func- 
tions. 
Civil  air  regulations: 
Air  navigation: 
Air  traffic  rules;  operation  on  and  In  vicinity  of  an 
airport,  traffic  patterns  (CAA  rules) ,  LaGuar- 
dia,  Newark,  and  New  York  International 

(Idlewild) 479 

Airspace  designations.    See  main  heading  Civil 
Aeronautics  Administration. 
Certificates  and  ratings,  airmen  and  air  agencies; 
repair  station  rating,  foreign  repair  station  cer- 
tificate and  ratings 623 

Economic  regulations: 
Accounts,  records  and  reports;  forms  of  reports  of 
financial  and  operating  statistics: 
Air  carriers  holding  certificates  of  public  conven- 
ience and  necessity 639 

Alaskan  air  carriers 639 

Free  and  reduced-rate  transportation;  access  to  air- 
craft for  safety  purposes,  requests  for  access  to 

aircraft,  proposed  rule  making 840 

Reporting  requirements.    See  Account*. 


CIVIL  AERONAUTICS  BOARD— Continued  P^« 
Hearings,  etc.: 

American  Air  Transport  and  Flight  School,  Inc 644 

American  Airlines,  Inc 741 

Beloit-Janesvllle.  Wis.,  service  to 644 

Branlflf  Airways.  Inc 549 

Chicago  and  Southern  Airlines.  Inc 549 

Delta  Air  Lines.  Inc 549,  741 

Eastern  Air  Lines.  Inc 548.  549 

Florida  Airways.  Inc 718 

Memphis,  City  of,  local  feeder  service  between  Mis- 

si.sslppi.  Louisiana,  Alabama, .and  Georgia 784 

Mid-Continent  Airlines.  Inc 548,549,784 

Mississippi  Valley  and  Southeastern  States 784 

Mitchell,  City  of.  South  Dakota,  service  to 785 

National  Airlines,  Inc 549,629,784 

New  England  Central  Airways  System,  Inc 1_  '  784 

Northeast  Airlines,  Inc 784 

Northwest  Airlines,  Inc I  644 

Pan  American  Airways.  Inc 910 

Saudi  Arabian  investigation 910 

United  Air  Lines,  Inc 644 

Wisconsin  Central  Airlines,  Inc 805 

Investigations  of  aircraft  accidents  occurring  at,  near, 
or  en  route  to  certain  cities,  etc. : 

Bristol,  Tennessee 549 

Havana,   Cuba 549 

Homer,  Alaska ^ 718 

Los  Angeles,  California 718 

Port  Washington,  Long  Island.  New  York 910 

San  Juan.  Puerto  Rico — Miami.  Florida 549 

Yakutat  and  Sitka.  Alaska 910 

Organization  and  functions: 
Delegations  of  authority;  Director.  Bureau  of  Eco- 
nomic Regulation: 

Certification  of  Board  records  to  appellate  courts.  472 

Contracts,  approval  of 473 

Dismissal  of  investigations  of  certain  tariffs  or 

tariff  rules 472 

Free  and  reduced  rate  transportation 472 

Interlocking   relationships 472 

Temporary  changes  in  service  patterns. 472 

Functions,  channeling  of  (certain  routine  func* 
tlons) ;  requests  and  submissions  from  air  car- 
riers, approval  of  contracts  and  agreements  by 

Director  of  Economic  Bureau,  repeal 473 

aVIL  SERVICE  COMMISSION: 

Executive  orders   affecting  Federal   personnel.    See 

main  heading  Presidential  documents. 
Loyalty  of  Government  employees;    regulations   re- 
specting.   See    main    heading    Loyalty    Review 
Board. 
Rules  and  regulations: 
Appeals.     See  Reinstatement;  Transitional  proce- 
dures. 
Appointment: 

Reappointment.    See  Transitional  procedures. 
Through  competitive  system: 

Eligible  registers,  veterans 465,  563 

Temporary  appointments: 

Agency  authority  to  make 747 

Job  employment 747 

Competitive  service,  positions  excepted  from.    See 

Exceptions. 
Demotion.    See    Promotion,    demotion,    reassign- 
ment, and  transfer. 
Exceptions  from  competitive  service  (Rule  VI) ;  list 
of  positions  excepted  from  examination,  Sched- 
ule A: 
Agriculture    Department;    positions    of    certain 

agents,  general  provisions  respecting 563 

Interior  Department,  Office  of  Secretary;   field 

representatives  and  special  assistants 563 

Loyalty   program.    See  Promotion,  demotion,  re- 
assignment, and  transfer;  Reinstatement. 
Promotion,  demotion,  reassignment,  and  transfer: 
Loyalty  check  required  before  inter-agency  trans- 
fer to  "sensitive"  position 563 

Status  and  tenure  of  employee  not  changed  by 748 

Reappointment  of  war  service  Indefinite  employees. 

See  Transitional  procedures. 
Reassignment.    See  Promotion,  demotion,  reassign- 
ment, and  transfer. 
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CIVIL  SERVICE  COMMISSION— Continued 

Rules  and  regulations — Continued 
Reinstatement:  ,       .    „ 

As  result  of  appeal;  Commission  approval  not  re-      ^^^ 

lx)ya'itir'^chVcVVequi'red  before  relnst'atement  to 

"sensitive"  position 

Temporary  appointments.    See  Appointments. 
Transfer.    See  Promotion,  demotion,  reassignment, 
and  transfer.  ,  ^        .  ^- 

Transitional  procedures,  special;  reappointment  of 
war  service  Indefinite  employees,  after  appeal- 
Veterans;  appointnfent.    See  Appointment. 

COASTGUARD:  ^         . 

Merchant  Marine  Council  public  hearing;  notice  of. 

Oil  P^ollufion^A^t  oTi9'24."vio"ratro"n  of .  by  American  ves- 
sel-  report  to  be  furnished  to  Office  of  Chief  of 
Marine  Inspection.    See  main  heading  Customs 

Bureau.  ,     .. 

Regulations;  Inspection  and  navigation. 

Bays  sounds,  and  lakes  other  than  Great  Lakes. 
Boats  rafts,  bulkheads  and  lifesavlng  appliances. 
si>ecif\cations  for  various  lifesaving   equip- 
ment proposed  changes  In  regulations—— 
Inspection  of  vessels;  specifications  for  various 
lifesaving  equipment,  proposed  changes  in 

regulafcions Tz--'r" 

Steam  yachts,  bay.  sound  and  lake;  specification 
for  various  lifesaving  equipment,  proposed 

changes  in  regmlations —-      °^» 

Equipment,  approvals  of =>*'• 

°  Boats*?a7ts.  bulkheads,  and  lifesaving  appliances: 

specifications  for  various  lifesaving  equip- 

ment  proposed  changes  in  regulations—.—      ony 

Inspection  of  vessels;  specifications  for  various 

lifesaving  equipment,  proposed  changes  In 

regulations 

Marine  engineering:  i,„„„„o  i« 

Construction;  boiler  tubes,  proposed  changes  in 

regulations 7~~~c~~~"Z~ 

Installation,  tests,  etc.;  installation  of  refrigera- 
tion machinery,  tests  and  Inspection  of  boilers. 

proposed  changes  In  regulations— ---—      »"" 

Materials;  specifications  for  boiler  tube  and  pipe 

material  proposed  changes  In  regulations 

Piping  systems;   pipe,  pumps,  refrigeration  ma- 
chinery  and  fuel  tanks,  proposed  changes  In 

regulations , ~.". 

Pressure  vessels,  unfired;  specifications  for  relief 

valves,  proposed  changes  In  regulations »U0 

Merchant  marine  officers  and  seamen: 
Certification  of  seamen;  certificates  of  service  and 
efficiency  other  than  entry  ratings,  language 
requirements    for    applicants    for.    proposed 
changes  in  regulations:  ggg 

Able  seamen ggg 

Lifeboatman oqq 

Qualified  member  of  engine  department »»» 

Licensing  of  officers  and  motorboat  operators  and 
registration  of  staff  officers;  motorboat  op- 
erators licenses,  language  requirements  for 
applicants  for.  proposed  changes  In  regula- 

Navlga\ion  VllotVuies'f or  Great  Lakes;  fights  for 
pSsher  tows  on  Great  Lakes,  proposed  changes 
In  regulations - 

Ocean  and  coastwise:  ,, 

Boats  rafts.  biUkheads  and  lifesaving  appliances^ 
Coastwise:  specifications  for  various  lifesaving 

equipment,   proposed  changes  in   regula-       ^^^ 

OceanTWciflcations"  for  "various    lTfesavi"ng 

equipment,   proposed  changes  in  regula-       ^^^ 

tions 7"" 

Duties  of  Inspectors;   specifications  for  various 

lifesaving  equipment,   proposed  changes  In      ^^^ 
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regulations 

Inspection  of  vessels;  specifications  for  various 
lifesaving  equipment,  proposed  changes  in 
regulations 

Sleam  yachts;  specifications  for  various  lifesav- 
ing equipment,  proposed  changes  In  regula- 
tlons 


459 


COAST  GUARD — Continued 

Regulations;  Inspection  and  navigation— Continued 
Passenger  vessels  of  United  States  of  100  gross  tons 
and  over  propelled  by  machinery,  construction 
or  material  alteration  of;  electrical  control  of 
ventilation  systems,  proposed  changes  In  regu-      ^^^ 
latlon 

^'R)ats.  rafts,  bulkheads  and  lifesaving  appliances: 

specifications   for  various   lifesaving   equip- 

ment.  proposed  changes  In  regulations--—      »»» 

Inspection  of  vessels;  specifications  for  various 

lifesaving  equipment,  proposed  changes  in 

regulations 

Specifications:  ^    .  .    ^^„„ 

Lifesaving  equipment;  proposed  changes  In  regu- 

latlons ~7 

Materials;     incombustible    materials,    proposed 

changes  In  regulations 

COMMERCE   DEPARTMENT: 

See  Civil  Aeronautics  Administration. 

Civil  Aeronautics  Board. 

Fvreion  and  Domestic  Commerce  Bureau^ 
Appeals  Board,  for  Bureau  of  Foreign  and  Domestio 
^^ Commerce:     See  Office  of  Secretary:   organiza- 

Industry  Cooperation,  Office  of;  voluntary  agreements 

prepared  etc.,  by.    See  Office  of  Secretary. 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  col  ectlon  of .  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Office  of  Secretary:  .     -. 

Organization;  Office  of  Assistant  Secretary  forR.r- 
elgn  and  Domestic  Commerce.  Appeals  Board 
(establishment  and  functions  etc.)— — --- 
Steel  and  products,  allocation  of.    See  Voluntary 

voluntary  agreements  In  aid  o^, f^-^^/.^i^^^JJ^^.  °' 
national  economy;  plans  for  allocation  of  steel 
and  products  for  requirements  of  various  in- 
dustries and  agencies: 
Aeronautical  agencies  (Pederan  : 
See  also  National  Advisory  Committee  for  Aero- 
nautics, below.  .  y         S 

Notice  of  hearing  to  extend  voluntary  plan  for 
allocation  of  steel  and  products  for  require- 
ments of  National  Advisory  Committee  for 
Aeronautics   to   Include    requirements    of 

Civil  Aeronautics  Administration *^^ 

Armed  Forces;   continuation  and  changes,  ap-       ^^^ 

Aton?lc°ETi*lrVy  cVimiii^'ion'pro'jects;  continuation 
and  changes,  approved 

'^Mining" nlScWnery;  plan  and  continuation,  ap-      ^^^ 

proved ~ 

Ore  cars  manufacture  of  (stockpiling  program 
of  Munitions  Board) ;  plan  and  contlnua- 

tion.  approved 

National  Advisory  Committee  for  Aeronautics: 

Continuation  and  changes,  approved JJ^ 

Redesignatlon  of  plan 

Oil  and  gas  Industry: 

OU   tankers;   continuation   and   changes,   ap-       ^^^ 

proved , \"1'1~ 

Tank  and  oil  field  production  equipment,  con- 

tinuation  and  changes,  approved- —      t>w 

Railroad  equipment,  construction  of  domestic 
freight  cars  and  repair  of  railway  rolling 
stock  in  furtherance  of  program  of  Office  of 
Defense  Transportation;    continuation   and 

changes,    approved 

Vessel  construction,  etc.,  Industry: 
Barge  and  towing  vessel  industry,  construction, 
conversion,  and  repair  of  domestic  freight- 
carrying  barges  and  towing  vessels  in  fur- 
therance of  program  of  Office  of  Defense 
Transportation;  continuation  and  changes. 

approved 7"" 

Merchant  vessels;  construction,  reconversion 
and  repair  In  furtherance  of  United  States 
Maritime  Commission  program,  contlnua- 
tion  aad  changes,  approved —      ""^ 


COMMERCE  DEPARTMENT— Continued  ^H^ 

Steel,  allocation  of.  under  voluntary  agreement*.  Se« 
Office  of  Secretary. 

Voluntary  agreements  with  representatives  of  busi- 
ness and  Industry,  for  allocation  of  steel  and 
products.    See  Office  of  Secretary, 
COMMITTEES.  BOARDS.  ETC.: 

Appeals  Board  for  Bureau  of  Foreign  and  Domestic 
Commerce.     See  Commerce  Department. 

Labor  disputes,  emergency  boards  to  Investigate;  Ex- 
ecutive orders  respecting.  See  Presidential  docu- 
ments. 

National  Advisory  Council  on  International  Monetary 
and  Financial  Problems;  Executive  order  respect- 
Inj?.     See  Presidential  documents.  .  . 

COMMODITY  CREDIT  CORPORATION: 

Loans,  purchases,  and  other  operations: 
Loan  programs: 
See  also  Loan  and  purchase  agreement  programs. 
Cotton.   1948  loan  instructions;   advance  loans. 

redesigation 501 

Grain  sorghums,  1948;  county  loan  rates,  addi- 
tion of  certain  counties  and  rates 517 

Loan  and  purchase  agreement  programs;  seeds: 
Flaxseed,  1948;  basic  loan  rates  for  No.  1  flaxseed. 

addition  of  counties  and  rates 517 

•  Winter  cover  crop  (hairy  vetch,  crimson  clover, 
etc.),  1948;  purchase  agreements,  redesigna- 
tlon       501 

Potatoes,  Irish;   1949  acreage  goals 431 

Purchase  programs: 
See  also  Loan  and  purchase  agreement  programs. 

Cabbage,  1949  fiscal  year;  redesignatlon 501 

Notes  (commodity  loan  program);  eligibility  for  dis- 
count by  Federal  Reserve  banks  and  as  security 
for  advances  to  member  banks.  See  main  head- 
ing Federal  Reserve  System. 

CONFIDENTIAL  INFORMATION  AND  RECORDS. 
See  Records. 

CONSUMER  INSTALMENT  CREDIT,  regulations  re- 
specting.   See  Federal  Reserve  System. 

CONTRACTS,  GOVERNMENT;  armed  services  pro- 
curement regulations.  See  Army  Etepartment;  Na- 
tional Military  Establishment. 

COPYRIGHTS,  of  foreign  nationals,  vesting  of.  See 
Alien  Property.  Office  of. 

COURT.  DISTRICT,  OF  UNITED  STATES  FOR 
PUERTO  RICO,  designation  of  Acting  Judge;  Ex- 
ecutive order  respecting.  See  Presidential  docu- 
ments. 

CROP  INSURANCE  CORPORATION.  FEDERAL.  See 
Federal  Crop  Insurance  Corporation. 

CUSTOMS  BUREAU: 
Customs  regulations: 
Air  commerce  regulations;  documents  for  clearance, 
examination  in  Hawaii  of  persons  traveling  by 

air  to  mainland 505 

Customs  bonds;  cancellation  of  erroneous  charges.      506 
Duties;  liability  for  duties,  entry  of  imported  mer- 
chandise : 
Entry  of  goods  sold  in  transit  from  poinjL  of  ex- 
portation to  port  of  entry 737 

"No  consul"  list;  Prontera.  Tabasco.  Mexico  (ad- 
dition)   . 739 

Enforcement  of  custwns  and  navigation  laws: 

Oil  Pollution  Act  of  1924.  enforcement  of 507 

Remission,  mitigation,  or  cancellation  by  collec- 
tors        506 

Entry  of  imported  merchandise;  duties.    See  Duties. 

"No  consul"  list.     See  Duties. 

Oil  Pollution  Act  of   1924.  enforcement  of.     See 

Enforcement  of  customs  and  navigation  laws. 
Vessels : 
Documentation: 

Bills  of  sale  and  mortgages,  recording  of 885 

Home  port,  designation  or  change  of;  customs 

forms 885 

Preferred  mortgages  and  related  Instruments, 

records  and  endorsement  of 885 

Temporary  document,  l.ssue  of,  upon  sale 885 

In  foreipn  and  domestic  trade: 
Navigation  fees,  not  applicable  to  duplicate  ab- 
stract of  title  forwarded  up(«  change  of 

home  port .,      886 

80000—49 a 


CUSTOMS  BUREAU— Continued  I  P«ge 

Customs  regulations — Continued 
Vessels — Continued 
In  foreign  and  domestic  trade — Continued 
Unloading  of  merchandise  in  bulk  outside  port 

of  entry;  correction 619 


DAYS  OF  OBSERVANCE:   proclamations  respecting. 

See  Presidential  documents. 
DECORATIONS.    See  Medals. 
DEFENSE  TRANSPORTATION,  OFFICE  OFt 
Authority,  delegation  of,  from  Secretary  of  Commerce 
to  Director  with  respect  to  administration  of  vol- 
untary plans  for  allocation  of  steel  and  products 

in  furtherance  of  program  of  Office 667.  669 

Rail  equipment  conservation,  carload  freight  traffic; 
suspension  of  all  provisions  respecting,  and  ali 
outstanding  special  directions  and  permits  Issued 

In  connection  therewith 609 

Voluntary  plans  for  allocation  of  steel  and  products  to 
further   program   of  Office.     See   main   heading 
Commerce  Department. 
DISPLACED  PERSONS,  residing  in  United  States;  Im- 
migration status.    See  Immigration  and  Naturali- 
zation Service. 

DOMESTIC  COMMERCE,  OFFICE  OF: 

Appeals  with  respect  to  regulations,  etc.,  of  Office: 
establishment  of  Appeals  Board  to  consider.  See 
main  heading  Commerce  Department. 

Regulations  and  orders;  allocation  orders,  cans  (ani- 
mal foods) 619 

Regulations    by    document    designation;    Allocation 

Order  M-81 519 

DRUGS;  certification,  tests,  etc.    See  Food  and  Drug 
Administration. 


ECONOMIC  COOPERATION  ADMINISTRATION: 
Assistance  to  participating  countries,  procedures  for 
furnishing ;  interpretations  of  procedure  and  rules 
determining  responsibilities  of  United  States 
banking  institutions  respecting  documentary  pay- 
ments       855 

EMERGENCY  BOARDS,  to  Investigate  labor  disputes; 
Executive  order  respecting.  See  Presidential  docu- 
ments. 

EMERGENCY  MANAGEMENT,  OFFICE  FOR: 

See  Defense  Transportation.  Office  of. 
ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 
ARMY: 

Authority,  delegation  of,  to  Corps  for  disposal  of  air- 
port and  waterfront  properties  in  Hawaii;  desig- 
nation of  disposal  agencies  and  procedures  for 
reporting  surplus  property.  See  main  heading 
War  Assets  Administration. 

Enforcement  of  customs  and  navigation  laws.  Oil  Pol- 
lution Act  of  1924 :  report  to  be  submitted  by  col- 
lector to  District  Engineer,  etc.,  for  decision  as  to 
prosecution.    See  main  heading  Customs  Bureau. 

Isabella  Reservoir  and  Dam  Site  Project.  Kern  River, 
California :  public  lands  withdrawn  for  u.se  in  con- 
nection with  construction  of.  See  main  heading 
Land  Management  Bureau. 

Regulations,  fishing  and  hunting,  Maryland  and  Vir- 
ginia; Chesapeake  Bay  and  navigable  tributaries, 
fishing  stnirtures 665 

ENTOMOLOGY  AND  PLANT  QUARANTINE  BUREAU: 

Regulations;  quarantine  notices: 
Domestic,  Mexican  fruitfly  quarantine;  Interstate 
movement  of  grapefruit  and  oranges,  prescrib- 
ing improved  methods  of  treatment  to  meet 

sterilization  requirements  under 477 

Foreign;  nursery  stock,  plant,  and  seed  quarantine: 
Exemption  of  certain  articles  from  requirements; 

proposed  rule  making 627 

Size-age  limitations;  extensign  of  time  for  filing 

comments 444 

EUROPEAN  RECOVERY  PROGRAM.    See  Economic 
Cooperation  Administration. 
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See  Budget  Bureau. 

Emergency  Management.  Office  for. 
EXPORT-IMPORT     AGENCY.     JOINT      British     and 
AmS-lcanzones  of  Germany:  Instructions  and  mem- 
oranda.     See  Army  Department. 


FARM  CREDIT  ADMINISTRATION: 


""'^atRsTor  cooperatives,  loan  interest  rates  and  se- 
curity; interest  rates,  on  certain  »tin«is  ofloans . 
Commodity  loans;  continental  loa^s    jnd  lojns 

made  In  Puerto  Rico  upon  security  of  com        ^^^ 

U,an?^cureVbybWmodityCred"lVco'r'po'raUori      ^^^ 

PederaTrmlorsTs^'emFedVrVlVandb^^^^^^^^^ 
^'""'auy ;  [n^erest  rates  on  loans  made  through  an 

association  or  by  a  branch  bank 

FEDERAL  COMMUNICATIONS  COMMISSION: 

Hcarmgs.  etc.:  ,wat*.t>  "^19 

Adrian  Broadcastmg  Co.  iWAUJ)— ^g^ 

Alrtone  Co :--".--":;:7"r,'TwHRTT)  ~—      605 

Anderson  Broadcasting  Corp.  ( WHBU) ^^^ 

Associates  Broadcastmg  Corp g29 

Balboa  Radio  Corp.  *KL1K.) gjg 

Bethesda  Camp  Meeting  Grounds.  Inc ^^g 

Block.  William  H..  Co.  'WUTV) ^^^ 

Calcasieu  Broadcasting  Co.  (KPLC^-_ ^^^ 

Cenlinela  Valley  Broadc^t'ng  Co       -— ^-^-^^--- 
Champlain  Valley  Broadcastmg  Corp.  (WXK.W   .^^^  ^^^ 

'71ft 

Clearwater  Broadcasters  ^c   « WTAN) ^^^ 

Coston-Tompklns  Broadcastmg  Co ^^g 

Crescent  Bay  Broadcastmg  Co ^^^ 

,Demp.sey.  John  ^-—---—-^Zyf*^:                         ___  7ig 

Detroit  Broadcasting  Co.  (WJBK) gg^ 

Downlander  Broadcastmg  Co-  — -"  ggg 

Everett  Broadcasting  Co    Inc.  (KRKO) __  ^^^ 

Port  Industry  Co.  <^OK> _  ggg 

Fort  Industry  Co.  (WSPD'.--- rj^^ 

Foulkrod  Radio  Engmeermg  Co     ^^^ 

Fredericksburg  Broadcastmg  Corp-- g 

Frequency  Broadcastmg  System.  Inc ^^3 

Goodwill  Station.  Inc.  (WJR» "—  gjg 

Greenwich  Broadcastmg  Corp ^^g 

Hico  Broadcasters --""  715 

Highlands  Broadcasting  CO-- ^jg 

Independence  Broadcastmg  Co ---"  ^gj 

KCOI __  580 

KOKO- "          __  580 

KSPT ■_"'"-'_'-        "-'- ^®^ 

L74':kTch7rdPTeId:};jW^^^^  '_      ?}5 

Uebman.  Julian  Loui.sjWKIN) ggg 

Malson  Blanche  Co.  ^WR1V> ------ '""m,  606.  719 

Matheson  Radio  Co..  Inc.  (WHDH) »"  ^^^ 

Midwestern  Broadcastmg  ^O-— ^qI)  ^64,  606,  719 

National  Broadcastmg  Co..  Inc.  <KOA) ^     •         ^^^ 

New  Bedford  Broadcasting  Corp  ----^----— 
Northeastern     Indiana     Broadcasung     «-« .  ^g^ 

(WKJG> "'..-  806 

Northwest  Public  Services -  g29 

Oceanslde  Broadcasting  CO-— ^gg 

Orange  County  Broadcasting  Co II""!'  T  629 

Parish  Broadcasting  Cck. — - ,^43 

Picture  Waves.  Inc.  tWTVN)- gQg 

Piedmont  Service  Corp---.---------"---^^-"- inc. 

Portorican     American     Broadcasung     v.u .  ^^g 

(WPAB) __  511 

Radio  Corp.  of  Toledo-- ;;--:^;;^Yb^  ._  580 

Shode  Island  Broadcasting  Co.    (WRIB> --_  ^^^ 

Rural  Broadcasting  Co.  of  Ohio     __  ^gj, 

Scenic  City  Broadcasting  Co.,  mc g^g 

iSafte^r  Ohl?  Soadc-a-s-tmg--Sy-st;m7-in-c:  ^^ 

SoutkYrrCaUfVrnTa- Bro-a^c^r^^^^^  -  JJ? 

Station  of  the  Stars.  Inc.  *KMPC) ^^^ 

Toledo  Blade  Co '  ^  511 

Unity  Corp.  Inc.  cWTOD) -"     ___  343 

WFTC - - 
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Hearings.  etc.-Continued  843 

WGAR  Broadcasting  Co.   (WGAK) g^^^ 

WIBS - - 720 

WINX -- 843 

WJVB A"™"/ *  631 

WRLD  and  WRLD-FM- - "        ^gj 

WTRR Illllimr      844 

ms^rn'MassVch^etts'Broadcaitlng  Co_ 605 

Wheeling  Broadcasting  Co-- g^j 

Winchester   Broadcasting   ^o'-p- ------ --"--";;: 

Information,  statistical,  requested  by  certammier 
governmental  organizations,  col  ection  of    Execu 
tlve  order  respecting.    See  main  heading  Presi- 
dential documents. 
Rules  and  regulations,  etc.: 
Licenses  and  special  radio  regiilatlons : 

Alaska,  coastal  telephone  stations  In  procedure 
for  assigning  new  call  signs.  See  Frequency 
allocations  and  radio  treaty  matters. 
Auxiliary  broadcast  stations,  procedure  for  as- 
slgnmg  new  call  signs.  See  Frequency  allo- 
cations and  radio  treaty  matters, 
call  signs     See  Frequency  allocations  and  radio 

Frequencfes'^'aSrchannels,  allocation  of;  FM 
^  broadcast  stations.  Class  B.  amendment  of 

revised  tentative   allocation   plan - 

Frequency  allocations  and  radio  treaty  matters. 

general  rules  and  regulations: 

^^Common  call  letters  for  FM.  standard  and 
TV  broadcast  stations;  policy  respecting 
a.ssignment  and  use  of -:r—"' 

New  call  signs,  for  nonbroadcast  radio  serv- 
ices- procedure  for  assigning  — 

Table  of  geographic  assignment  of;  correc- 

DeflnltVo°nsr"dVvVlopmintar'''land"     stations 

(FLA> .  correction "J.""L"VT«7ri/i 

International  agreements,  etc..  in  which  United 

States  participates:  r>~«<i« 

International   Telecommunication    and   Radio 

con  erences.  Atlantic  City.  1947;  Procedure 

for  assigning  new  call  signs  pursuant  to. 

see  FVequen?y  allocations  and  radio  treaty 

North  American  Regional  Broadcasting  Agree- 
ment list  of  changes,  proposed  changes 
and  corrections  In  assignments  to  Canadian 

broadcast  stations — "ji '.;;"#;;';;" 

Nonbroadcast  radio  services;  procedure  lor  as- 
signing new  call  signs.    See  Frequency  alloca- 
tions and  radio  treaty  matters. 
Radio  broadcast  services: 

FM  broadcast  stations:  „u>,^o 

Applications,  broadcast,  procedure  with  re- 
spect to  handling  of;  proposed  revision. 
See  Practice  and  procedure.      ^     .     ^ . 
Call  letters  common,  for  FM.  standard,  and 
^      TV  broadcast  stations.     See  Frequency 

allocations  and  radio  treaty  matters 
Cla«s  B  stations,  channel  allocation    See  Fre- 
quencies and  channels,  allocation  or. 
Standard  broadcast  stations: 
Applications,  broadcast,  procedure  with  re- 
spect  to  handling  of;  proposed  revision. 
See  Practice  and  procedure. 
Call  letters,  common,  for  standard  JPM.  and 
TV  broadcast  stations.     See  Frequency 
allocations  and  radio  treaty  matters. 
Television  broadcast  stations:                „,«♦>,« 
Applications,  broadcast,  procedure  with  re- 
spect to  handling  of;  proposed  revision. 
See  Practice  and  procedure 
Call  letters  common,  for  TV.  FM.  and  stand- 
ard broadcast  stations.     See  Frequency 
allocations  and  radio  treaty  matters. 
Organization,  delegations  of  authority  etc_:  desig- 
nation of  Motions  Commissioner  lor  February 
1949 "" 

^Tr^e^'w^rr^k  ,o  handUn.  of  broadcast 
applications;  proposed  revision 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.  P^e 

Rules  and  regulations,  etc. — Continued 
Practice  and  procedure — Continued 
Radio  licenses,  applications  and  proceedings  af- 
fecting: 
Applications,  broadcast,   proposed  revision  of 
procedure  with  respect  to  handling  of.    See 
Procedure. 
Forms  (other  than  application  forms) ;  finan- 
cial reports,  broadcast  licensees  and  per- 
mittees   442 

Reissuance  of  regulations 751 

FEDERAL  CROP  INSURANCE  CORPORATION: 

Crop  Insurance  regulations: 
Bean,  dry  edible;  annual  contracts  covering  1949 

crop  year  (monetary  coverage  Insurance) 434,  565 

Wheat;  continuous  contracts  covering  1949  and  suc- 
ceeding crop  years: 

Application  for  Insurance 433 

Availability  of  Insurance 433 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION: 

Information,  statistical,  requested  by  certain  interna- 
tional organizations,  collection  of;  Executive  order 
respecting.  See  main  heading  Presidential  docu- 
ments. 

FEDERAL  POWER  COMMISSION: 
Hearings,  etc.: 

AUatoona  Power  Project 460 

Anderson  and  Co . 44g 

Arizona  Edison  Co.,  Inc I LIIZIIIIZZ  807 

Arkansas-Missouri  Power  Co 871 

Arkansas  Power  and  Light  Co 806,  871 

Associated  Natural  Gas  Co 910 

Atlantic  Gulf  Gas  Co :_  550 

Atlantic  Seaboard  Corp .^ I  460 

Baltic  Operating  Co Z_.IIIIII"IZ  550 

Brown  Brothers  Harriman  and  Co 449 

Bushatl,  Ellas 451 

California  Electric  Power  Co "        ~~807  844 

Carothers  and  Clark _  '44g 

Central  Power  and  Light  Co 460  689 

Citizens  Gas  and  Coke  Utility '  806 

City  Gas  Co.  of  New  Jersey 910 

Clark.  Frederick  Ambrose 449 

Clark.  Stephen  Carlton 44g 

ClifT  Richmond  Lumber  Co 551 

Collins.  Creorge  W 46I 

Colorado-Wyoming  Gas  Co ZZZZZZ  549 

Connecticut  River  Power  Co 461 

County  Gas  Co ~  910 

Duke  Power  Co J 549,807 

Dunn.  Richard  R '  532 

East  Tennessee  Gas  Co 460 

East  Tennessee  Natural  Gas  Co 550,911 

El  Pa&o  Natural  Gas  Co 785 

Empire  District  Electric  Co 671 

Georgia  Power  Co 606 

See  also  AUatoona  Power  Project. 

Heber  Light  and  Power  Plant 581 

Hope  Natural  Gas  Co 460 

Hugoton  Production  Co 449 

Indiana  Gas  and  Water  Co..  Inc 911 

Indianapolis.  City  of,  Indiana;  Department  of  Pub- 
lic  Utilities 806 

Insurance  Co.  of  North  America 449 

Investors  Trust  Co 449 

Jersey  Central  Power  and  Light  Co 910 

Ketchikan.  City  of,  Alaska 671.871 

Lewis,  Prank  J 449 

Los  Angeles.  City  of.  Water  and  Power  Dept 551 

Luz  y  Fuerza  de  Reynosa.  S.  A 460 

Michigan  Gas  Storage  Co 460 

Missouri-Kansas  Pipe  Line  Co 449 

Nantahala  Power  and  Light  Co 785 

New  England  Power  Co 461 

.  New  York  and  Richmond  Gas  Co 911 

New  York  State  Natural  Gas  Corp 785 

Oakdale  Irrigation  District 844 

Okanogan  County,  Wash.,  Public  Utility  District 

No.  1  of 460 

Pacific  Gas  and  Electric  Co 512,  785 

Panhandle  Eastern  Pipe  Line  Co 449,  806 

Presque  Isle  County  Electric  Cooperative  Assn 671 

Public  Service  Electric  and  Gas  Co 911 


FEDERAL  POWER  COMMISSION — Continued  ^^^ 

Hearings,  etc. — Continued     . 

Revere  Natural  Gas  Co 910 

St.  Francis  Electric  Generating  Co ■ 871 

San  Juan  Pipe  Line  Co 785 

Servicios  Electrlcos  de  Pledras  Negras,  S.  A 689 

South  Jersey  Gas  Co 911 

South  San  Joaquin  Irrigation  District 844 

Southern  California  Edison  Co 844 

Southern  Natural  Gas  Co 550,  720 

Southern  Union  Gas  Co 582 

Telluride  Power  Co 671 

Tennessee  Gas  Transmission  Co 460,  550,  671.  806,  911 

Tennessee  Natural  Gas  Lines,  Inc 460 

Texas  Ea^stern  Transmission  Corp_^ 806,  910 

Texas  Gas  Transmission  Corp 806,  911 

United  Gas  Pipe  Line  Co 670 

United  Natural  Gas  Co 807,  911 

Utah  Power  and  Light  Co '  606 

Virginia  Gas  Transmission  CoVp 460 

Wayne.sboro  Gas  Co 872 

Western  Colorado  Power  Co 551 

Wisconsin  Public  Service  Corp 581,  871 

Wisconsin  Southern  Gas  Co 550 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presiden- 
tial documents. 
Rules  and  regulations: 

General  rifles;  general  policy  and  interpretations, 
definition  of  term  used  in  section  7  (c) ,  Natural 

Gas  Act 681 

Natural  Gas  Act: 
General  rules.    See  General  rules,  above. 
Regulations;  applications  for  certificates  of  pub- 
lic convenience  and  necessity 681,682 

Applications 682 

Exemption  from  requirements  of  section  7  (c) 

of  certain  temporary  acts  or  operations 682 

FEDERAL  RESERVE  SYSTEM,  BOARD  OF  GOVERNORS: 

Consumer  instalment  credit: 
Interpretations: 

Automobile  appraisal  guides 750 

Cleaners  (suction) 454 

Deliveries  in  anticipation  of  sales 455 

Groups  of  articles.    See  Sets. 

Interest  payments,  reduction  of 454 

Replacement  (of  irreparably  damaged  article)—      455 

Resale  (of  repossessed  article) 750 

Sets  and  groups  of  articles 455 

Provisions  amended,  or  affected  by  interpretations: 
Certain  technical  provisions: 
Delivery  of  listed  article  in  anticipation  of  In- 
stalment  sale 455 

Sets  and  groups  of  articles: 

Furniture,  groups  of  "open  stock" 455 

Vacuum  cleaners,  combination  price 455 

Exempt  credits;  definition,  cash  price 455 

Instalment  loans;  general  rules  respecting  pro- 
hibitions against  loans  to  make  down  pay- 
ment  . 455 

Loans.    See  Instalment  loans. 
Renewal.^;,  revisions  and  additions: 
Bona  fide  collection  effort;  sen'iceman's  pre- 

Inductlon  debt  (repossession,  etc.) 750 

General  requirements,  revision  of  loan 454 

Supplement;  calculation  of  down  payments  for 

automobiles 750 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Member  banks,  discounts  for  and  advances  to,  by  Fed- 
eral Reserve  banks: 
Advances  on  eligible  paper  (Commodity  Credit  Cor- 
poration certificates  of  interest,  notes.  etc.)___      884 
Discount  of  notes,  etc.;  determination  of  eligibility 
(loan  program  of  Commodity  Credit  Corpora- 
tion)   £84 

FEDERAL  SECURITY  AGENCY: 

See  Food  and  Drug  Administration. 
Public  Health  Service. 
Social  Security  Administration. 
Vocational  Rehabilitation,  Office  of. 
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FEDERAL  TRADE  COMMISSION: 
Cease  and  desist  orders  and/or  dismissals  of  com- 
plaints : 

Blakeslee.  O.  S..  and  Co 657 

Columbia  Appliance  Corp « 6d5 

Detroit  Rex  Products  Co 657 

DuPont  de  Nemours,  E.  I.,  and  Co 658 

Hearings,  etc.: 

Aberdeen  Plywood  Corp ^^i 

Acme  Door  Co ^20 

Anacortes  Veneer,  Inc ^21 

Associated  Plywood  Mills.  Inc 721 

Bellingham  Plywood  Corp 721 

Borden.  Frank  P „  |<20 

Buffelen  Lumber  and  Manufacturing  Co 720,  721 

Cascades  Plywood  Corp 721 

Clark.  Harrison 721 

Coos  Bay  Lumber  Co 721 

Crawford  Door  Co 720 

Cruver.  N.  O 720.  721 

Daniels,  E.  W 721 

Dawn  Products  Co_« 913 

Devlin.  Charles  E_ 720,  721 

Diflford.  Wallace  E 720,  721 

Douplas  Fir  Plywood  Assn 721 

Douglas  Fir  Plywood  Information  Bureau 721 

DuPont  de  Nemours.  E.  I.,  and  Co..  Inc 720 

Eastern  Women's  Headwear  Association,  Inc 461 

Elliott  Bay  Mill  Co 721 

E^igene  Plywood  Co 721 

Fir  Door  Institute 720 

Hancock.  B.  V 721 

Harbor  Plywood  Corp 720.  7J1 

Hat  Block  and  Die  Makers  Association,  Inc 461 

Koutonen.  Arnold 721 

M  and  M  Wood  Working  Co 720.  721 

Malarkey.  T.  B 721 

Millinery  Manufacturers  of  New  Jersey.  Inc 461 

Millinery  Manufacturers  Representatives,  Inc 462 

Millinery  Stabilization  Commission.  Inc 461 

Monarch  Door  and  Manufacturing  Co 720 

National  Association  of  Ladies  Hatters.  Inc 461 

New  York  Association  of  Wholesale  Distributors  of 

Ladies'  and  Children's  Hats.  Inc 461 

New  York  Buyers  Association,  Inc 461 

Nicolai  Plywood  Co 721 

Northwest  Door  Co— - >^^-  '^\ 

Olympla  Veneer  Co 721 

Olympic  Plywood  Co 721 

Oregon  Plywood  Co 721 

Oregon-Washington  Plywood  Co '^^ 

Pacific  Mutual  Door  Co 721 

Pacific   Plywood  Corp 721 

Peninsula  Plywood  Corp 721 

Peterson.  A.  C 720 

Puget  Sound  Plywood.  Inc '^\ 

Ribbons.  Silk  and  Velvet  Association,  Inc 4bi 

Robinson  Manufacturing  Co '  "'I,} 

St.  Paul  and  Tacoma  Lumber  Co 721 

Seeley.  R.  E .- 721 

Simpson  Industries '^\ 

Simpson  Logging  Co '^^-  '^\ 

Smith-Wood  Products,  Inc ^^j^ 

Snider.  Herman 

Snyder.  Frost 

Springfield   Plywood  Corp 

Tenzler,  H.  E 

Tenzler.  Herman r--.r"""V:"" 

United  Hatters.  Cap  and  Millinery  Workers  Inter 

national  Union 

United  States  Plywood  Corp '^i 

Vancouver  Plywood  and  Veneer  Co '^| 

Walton   E.  D.,  and  Eslie  Q 721 


720 
721 
721 
721 
721 

461 


Walton  Plywood  Co. 


721 


Washington  Veneer  Co J21 

West  Coast  Plywood  Co '^\ 

Western  Door  and  Plywood  Corp '^'^ 

Weyerhaeuser  Timber  Co 720.  /2i 

Wheeler.  O.sgood  Co ^''"•Ji, 

Wood  Hat  Block  Manufacturers  Association,  Inc..      461 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
Trade  practice  rules: 

Handkerchief  industry -       •" 


FEDERAL  TRADE  COMMISSION— Continued 

Trade  practice  rules — Continued 
Peat  industry;  notice  of  conference 

Rayon,  nylon  and  silk  converting  Industry 

FELLOWSHIPS,  TRAINEESHIPS,  ETC.;  National  Heart 
Institute  tralneeshlps.    See  Public  Health  Service. 
FISCAL  SERVICE.    See  Treasury  Department. 
FISH  AND  WILDLIFE  SERVICE: 
National  wildlife  refuges: 
Lands  within;  public  land  orders,  etc..  aliectmg. 

See  main  heading  Land  Management  Bureau. 
Regulations   respecting.     See   under   Regulations, 
below. 
Regulations: 

Commercial     fisheries;     miscellaneous     amend- 
ments  

General  provisions: 
General  regulations,  restrictions,  etc.: 
Boats : 

Marking  for  aerial  identification 

Registration 

Closed  areas  near  salmon  streams 

Explosives  and  poisons  prohibited 

Method  of  closing  salmon  traps 

Operation  of  seines 

Operators,  reports  required  of.     See  Re- 
ports. 
Poisons    prohibited.     See   Explosives   and 
poisons. 

I  Removal  from  water  of  set  nets 

Reports  required  of  operators 

Standard    time    used    In    various    flsWng 
areas:  Yukon-Kuskokwim  changed  to 

read  Kotzebue-Yukon-Kuskokwim 

Trailing  of  gill  net  web 

Herring    fishery;    pounds    prohibited    near 

spawning  grounds 

Salmon,  herring,  etc.,  ashing;  various  areas: 
Alaska  Peninsula;  salmon  fishery: 
Open  seasons: 

Except  Port  Moller  district 

'    Port  Moller  district 

Waters  open  to  seines;  size  of  seines 

Bering  River-Icy  Bay;  salmon  fishery: 

Closed  seasons -. 

Closing  date;  deletion 

Opening  date,  red  salmon  fishing;  deletion- 
Trailing  of  web  by  fishing  boats;  deletion- 
Bristol  Bay;  salmon  fishery: 

Districts  open;  Kvichak-Naknek  District.. 
Trailing  of  web  by  fi.shing  boats;  deletion.. 

Weeklj^  closed  period 

Chignik;  salmon  fishery: 

Closed  seasons 

Removal  from  water  of  set  nets;  deletion- 
Cook  Inlet: 

Herring  fishery: 

Catch  limitations.  Kachemak  Bay 

Waters  closed  to  pounds ;  deletion 

Waters  closed  to  purse  seines 

Salmon  fishery: 

Areas  open  to  traps 

Closed  waters;  Kamlshak  Bay 

Open  seasons 

Removal  from  water  of  set  nets;  dele- 
tion  

Weekly  closed  period 

Copper  River;  salmon  fishery: 

Closed  seasons 

Closing  date;  deletion 

Opening  date,  red-salmon  fishing;  deletion. 
Trailing  of  web  by  fishing  boats;  deletlon.. 
Kodiak;  salmon  fishery: 

Catch  limitation.  Karluk  red  salmon 

Open  seasons: 

Karluk  and  General  districts 

Red  River  district 

Removal  from  water  of  set  nets;  deletion.. 
Kotzebue-Yukon-Kuskokwlm : 

Definition 

Salmon  fishery: 

Districts  open 

Trailing  of  web  by  fishing  boats;  dele 
Uon 
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FISH  AND  WILDLIFE  SERVICE— Continued  P««« 

Regulations — Continued 
Al  aska — Con  tl  nued 
Commercial     fisheries;     miscellaneous     amend- 
ments— Continued 
Salmon,  herring,  etc..  fishing;  various  area&— 
Continued 
Prince  William  Sound;  salmon  fishery: 

Beach  seines  prohibited 895 

Waters  closed  to  seines.  Granite  Bay  to 

Port  Nellie  Juan 896 

Resurrection  Bay;  salmon  fishery: 

Closed  season 895 

Opening  date  for  red  salmon  fishing 895 

Registration  and  reporting  of  boats.  Resur- 
rection Bay 895 

Southeastern  Alaska: 
Other  than  salmon: 
Herring  fishery;   prohibited  near  Craig 

and   Sitka 896 

Shellfish     fishery;     closed    season     for 
shrimp  (all  waters  of  Duncan  Canal, 

deleted  from  list) 896 

Salmon: 
General  regulations: 

Gill  nets  prohibited,  exceptions 896 

Traps  prohibited,  October  6  to  Novem- 
ber 15;  deletion 896 

Various  districts: 

Clarence  Strait  District: 
Closed    season    for    trolling.   North 

Arm  of  Behm  Canal 897 

Definitions,   fishing   sections.   Clar- 
ence Strait  district: 

North  Behm  Canal  section 897 

Southeast  section 897 

Open  season: 
Central,  ^utheast  and  southwest 

sections 897 

Northern  section 897 

Registration  and  reporting  of  boats, 

Cholmondeley  Sound 897 

Total  aggregate  length  of  gill  nets: 

deletion 897 

Eastern  District: 

Areas  open  to  traps;  deletion  of  cer- 
tain  iMiragraphs 897 

Closed  waters: 

Port    Houghton,    Windham    Bay, 
Limestone  Inlet  and  Gambler 

Bay;  deletion 897 

Taku    Inlet ___       897 

Gear  restriction,  mainland  shore  of 

Stephens  Passage 897 

Length  of  gill  nets,  Taku  Inlet  and 

Port  Snettisham 897 

Open  seasons 890 

Regl.«;tratlon  and  reporting  of  boats.       897 
Taku   Inlet,   Port   Snettisham,   and 
adjacent    waters;    season    and 

gear   restrictions 896 

Icy  Strait  District: 

Closed  waters 896 

Gear  restriction,  Idaho  Inlet;  dele- 
tion         896 

Open  seasons: 

East  of  Point  Carolus 896 

West  of  Point  Carolus 896 

Registration  and  reporting  of  boats. 

Excursion  Inlet 896 

Total  aggregate  length  of  gill  nets; 

deletion 896 

South  Prince  of  Wales  Island  District: 

Open  season 897 

Registration  and  reporting  of  boats; 

deletion 897 

Total  aggregate  length  of  gill  nets; 

deletion 897 

Southern  District: 
Closed  seasons  for  trolling : 

Burroughs  Bay;  deletion 897 

South  Arm  of  Behm  Canal 897 

Closed  waters: 

Chickamin     River     and     Walker 

Cove;  deletion 897 

South  Arm  of  Behm  Canal 897 
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FISH  AND  WILDLIFE  SERVICE— Continued 

Regulations — Continued 
Alaska — Continued 
Commercial    fisheries;     miscellaneous     amend- 
ments— Continued 
Salmon,  herring,  etc.,  fishing;  various  areas- 
Continued 
Southeastern  Alaska — Continued 
Salmon — Continued 
Various  districts— Continued 
Southern  District — Continued 

Open  season 897 

Total  aggregate  length  of  gill  nets; 

deletion 897 

Stiklne  District;  registration  and  re- 
porting of  boats 897 

Siminer  Strait  District: 
C^en  season: 

Ernest  Sound  and  Anan 897 

Exception 897 

Total  aggregate  length  of  gill  nets; 

deletion 

Western  District: 
Gear  restriction,  Tenakee  Inlet;  de- 
letion  

Open  seasons: 
Central,    southern,    and    western 

sections 

Northern  section;  south  of  Sulli- 
van  Island 

Registration  and  reporting  of  boats; 
northern  section,  north  of  Sulli- 
van Island,  and  Hood  and  Chalk 

Bays 

Yakutat  District: 
Beach  seines  prohibited;  exception. 
Registration  and  reporting  of  boats. 
Waters  open  to  stake  and  set  nets 
only;  exception  (deletion  of  pro- 
vision respecting  Sltuk  Inlet)  ._ 
Wildlife  protection: 
Alaska  Game  Commission ;  regulations  respect- 
ing guides,  poisons  and  licenses.    See  main 
heading  Alaska  Game  Commission^ 
Trapping  of  animals,  birds  and  game  fishes; 

proposed  rule  making 647 

Fishing,  commercial: 
In  Alaska.    See  Alaska. 

In  national  wildlife  refuges.     See  Wildlife  con- 
servation areas. 
Wildlife  conservation  areas,  management  of;  Crab 
Orchard  National  Wildlife  Refuge,  Illinois,  com- 
mercial fishing 89Q 

FISHING.     See  Hunting  and  fishing. 

FISSIONABLE    MATERIALS,    regulations    respecUng. 
See  Atomic  Energy  Commission. 

FOOD  AND  DRUG  ADMINISTRATION: 

Economic  poisons  for  experimental  use,  subject  also  to 
requirements  of  Federal  Food.  Drug,  and  Cos- 
mellc  Act.     See  main  heading  Agriculture  De- 
partment. 
Regulations : 
Definitions  and  standards  of  identity,  etc. : 

Canned  vegetables;  corn,  proposed  rule  making.. 
Canned  vegetables  other  than  those  specifically 
regulated : 

Corn,  proposed  rule  making 1 489 

Potatoes,  proposed  rule  making 491 

Drugs : 
Certification  of  batches  of  penicillin-  or  strepto- 
mycin-containing drugs 886.  887,  888,  889,  890 

Tests  and  methods  of  assay: 

Penicillin 886 

Streptomycin 886,  887 

Federal  Pood,  Drug,  and  Cosmetic  Act,  enforcement 
of;  shipment  of  economic  poisons  under  regula- 
tions for  new  drugs  for  investigational  use.    See 
main  heading  Agriculture  Department. 
FOREIGN  AID  PROGRAM: 
Procurement  procedures,  interpretations  of.    See  Eco- 
nomic Cooperation  Administration. 
Relief  packages  and  supplies,  shipment  of.    See  Post 
OflBce  Department. 
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FOREIGN  AND  DOMESTIC  COMMERCE  BUREAU: 

See  Domestic  Commerce,  Office  of. 
International  Trade,  Office  of. 
Appeals  Board  for  Bureau  of  Foreign  and  Domestio 

Commerce.    See  Organization. 
Organization;  establishment  of  Appeals  Board  within 
Office  of  Assistant  Secretary  for  Foreign  and 

Domestic  Commerce *5* 

FOREIGN  SERVICE  OF  FEDERAL  PERSONNEL,  com- 
pensation and  allowances  for.  See  Public  Health 
Service. 

FOREST  SERVICE: 

Lands  within  or  adjacent  to  various  national  forests: 
California;  designation  of  certain  lands  In.  to  be  ad- 
ministered as  part  of  Shasta  National  Forest. 
See  main  heading  Agriculture  Department. 
■  Public  land  orders,  etc..  affecting.    See  main  head- 
ing Land  Management  Bureau. 
FORESTS,  NATIONAL.     See  National  parks,  forests. 
etc. 


GENERAL  ACCOUNTING  OFFICE: 
Advertising.  Government,  procedure  for;  revision  of 

general  regulation  No.  109 o89 

GERMANY; 
Berlin  airlift,  device  to  be  worn  by  personnel  of  Army 
of  Occupation  engaged  in;  regulations.    See  Army 
Department. 
Exports  and  imports  In  American  and  British  Zones, 
Information  respecting.    See  Army  Department. 
Military  government  for;  regulations.    See  Army  De- 
partment. 
GIFT  PARCELS  (RELIEF  PACKAGES.  ETC.)  for  vari- 
ous countries;  shipment  of.     See  Post  Office  I>e- 
partment. 
GOVERNMENT  EMPLOYEES.    See  Civil  Service  Com- 
mission. 

H 

HAWAII  ■ 
Immigration j-egulatlons;  examination  of  persons  trav- 
eling by  air  to  mainland.  Joint  regulations  of  Cus- 
toms Bureau.  Immigration  and  Naturalization 
Service,  and  Public  Health  Service.  See  Immigra- 
tion and  Naturalization  Service. 
Postal  regulations  respecting  domestic  mall  rates  to. 

See  Post  Office  Department. 
Surplus  property  In;  disposal  of.    See  War  Assets  Ad- 
ministration. 
HEART  INSTITUTE.  NATIONAL.    See  National  Heart 

Institute. 
HISTORIC  SITE.  San  Juan.  Puerto  Rico;  designation. 

See  Interior  Department. 
HOUSING  EXPEDITER,  OFFICE  OF: 
Regulations;  rent  control,  regulations  under  Housing 
and  Rent  Act.  1947; 
Housing,  controlled;  amendments  to  rent  regula- 
tion affecting  localities  In  listed  States: 

Arizona °82, 

Florida 

Illinois _ 

Mississippi o-*  '• 

New  York 

Wisconsin 

Rooming  houses  and  other  establishments,  con- 
trolled rooms  In;  amendments  to  rent  regula- 
tion affecting  localities  in  listed  States: 

Arizona 6^2. 

Florida 

Illinois - 

Mississippi o-*  '• 

New  York 

Wisconsin --— 

Regulations  by  document  designation;  rent  control, 
regulations  under  Housing  and  Rent  Act,  1947: 
Housing,  controlled:  regulation: 

Amendment  64 

Amendment  65 

Amendment  66 

Amendment  67 

Amendment  68 


See 
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745 
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HOUSING  EXPEDITER,  OFFICE  OF— Continued  ^^^e 

Regulations  by  document  designation;  rent  control, 
regulations  under  Housing  and  Rent  Act.  1947 — 
Continued 
Rooming  houses  and  other  establishments,  con- 
trolled rooms  in;  regulation: 

Amendment  62 ^^^ 

Amendment  63 — -       °^' 

Amendment  64. - -      6°^ 

Amendment  65 °^^ 

Amendment  66 <>^« 

HOUSING  AND  HOME  FINANCE  AGENCY: 

See  Public  Housing  Administration. 

HUNTING  AND  FISHING: 

Commercial    fl.sheries.    regulations    respectmg. 
Fish  and  Wlldhfe  Service. 

Corps  of  Engineers  regulations  respecting.    See  En- 
gineers. Corps  of.  ,    .        ™  ^       ^ 

In  Alaska.    See  Alaska  Game  Commission;  Fish  and 
Wildlife  Service.  .,^„, 

In  national  wildlife  refuges.    See  Fish  and  Wildlife 
Service. 

I 

"I  AM  AN  AMERICAN  DAY."  1949;  proclamation  re- 
specting.   See  Presidential  documents. 
IMMIGRATION  AND  NATURALIZATION  SERVICE: 
Administrative   organization;    field   service   di.stricts. 
transfer  of  territory  formerly  Included  in  Dis- 
trict No.  10  to  District  No.  12_— - -  — 

Immigration  regulations: 
Civil  air  navigation;  documents  for  clearance,  ex- 
amination in  Hawaii  of  persons  traveling  by 

air  to  mainland 

Displaced  persons  residing  in  United  States: 

Documents  and  investigation 

Eligibility  for  adjustment  of  status: 

Qualifications 

Temporary   absence -- 

Hawaii,  immigration  examination  of  persons  travel- 
ing by  air  to  mainland.  See  Civil  air  naviga- 
tion. 
Primary  inspection  and  detention;  ports  of  entry 
except  for  aircraft,  transfer  of  territory  for- 
merly included  in  District  No,  10  to  District 

No.  12 

Organization.    See  Administrative  organization. 

IMPORTS  AND  EXPORTS: 

Agricultural  commodities;  export  and  diversion  pro- 
grams for.    See  Agriculture  Department. 

Export  control.    See  International  Trade.  Office  of. 

Germany:  Instructions,  etc..  Issued  by  Joint  Export- 
Import  Agency.    See  Army  Department. 

Japan;  trade  regulations  of  Supreme  Commander  for 
Allied  Powers.    See  Army  Department. 

Liquors,  etc..  imported  from  Puerto  Rico;  excise  tax 
provisions.    See  Internal  Revenue  Bureau. 

Livestock:  importation  of  cattle  from  Canada.  See 
Animal  Industry  Bureau. 

Plants,  etc.    See  Entomology  and  Plant  Quarantine. 

INDIAN  AFFAIRS  BUREAU: 

Irrigation  projects;  operation  and  maintenance 
charges: 

Crow  Indian  Irrigation  Project.  Montana 

Fort  Hall  Indian  Irrigation  Project,  Idaho;  modi- 
fications proposed- 

Reservations;  restoration  of  surplus  opened  lands  to 

Cheyenne  River  Reservation,  South  Dakota 

INDUSTRY  COOPERATION,  OFFICE  OF,     See  Com- 
merce Department. 
INFORMATION,  statistical,  requested  by  certain  inter- 
national organizations;  Executive  order  respecting. 
See  Presidential  docimients. 
INSTALMENT  CREDIT,  consumer;  regulations.     See 

Federal  Reserve  System. 
INTERIOR  DEPARTMENT: 
See  Alaska  Game  Commission. 
Fish  and  Wildlife  Service. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
National  Park  Service. 
Reclamation  Bureau. 
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INTERIOR  DEPARTMENT— Continued  p^8« 

Allatoona  Power  Project.  Georgia,  sale  of  power  from ; 
rates  and  charges  approved  for  limited  period. 
See  main  heading  Federal  Power  Commission. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Exec- 
utive order  respecting.    See  main  heading  Presi- 
dential documents. 
Lands,  in  Angeles  National  Forest.  California,  opened 
to  entry  under  mining  laws  UF>on  i  ecommendatioti 
of  Secretary;   Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Office  of  Secretary: 
Indian  reservation,  restoration  to  Cheyenne  River 
Reservation.  South  Dakota,  of  surplus  opened 

lands 471 

National  historic  sites;  designation  of  San  Juan 

National  Historic  Site.  Puerto  Rico 871 

INTERNAL  REVENUE  BUREAU: 
Administrative  provisions  common  to  various  taxes; 
acceptance   of  Treasury   notes   in   payment   of 

income,  estate,  and  gift  taxes 481 

Employment  taxes: 
Certification,  pursuant  to  Internal  Revenue  Code,  to 
Secretary  of  Treasury  by  Commissioner  for  So- 
cial Security  of  State  of  Mississippi  law  allow- 
ing reduced  rates  of  contributions  for  taxable 
year  1948.  See  main  heading  Social  Security 
Administration. 
Collection  of  Income  tax  at  source  on  or  after  Janu- 
ary 1,  1945;  wage  bracket  withholding,  correc- 
tion       593 

Estate  and  gift  taxes;  acceptance  of  Treasury  notes  In 
payment  of  estate  and  gift  taxes.    See  Adminis- 
trative provisions  common  to  various  taxes. 
Excess  profits  taxes.    See  Income  and  excess  profits 

taxes. 
Excise  taxes: 
Distilled  spirits,  gauging  manual;  proposed  changes 
In  regulations  respecting  stenciling,  marking, 

etc 442 

Liquors  and  articles  from  Puerto  Rico;  proposed 
requirements  for  tax  payment  In  Puerto  Rico 
after  withdrawal  for  rectification  or  bottling: 

Applicable  procedure 596 

Formula 597 

Gauging "I"I      597 

Red  strip  stamps 597 

Tax   payment ~      597 

Basis  for  tax  payment 597 

Withdrawal  for  shipment  to  United  States 597 

Narcotics;  Harrison  Narcotic  Law.  joint  regulations 
with  Narcotics  Bureau: 
Order  forms: 

Execution  of ^ -  519 

Piling  of 520 

Pilling  of 519 

Procurement,  manner  of 519 

Returns  of  manufacturers  and  wholesalers;  elim- 
ination of  certain  detailed  Information  in 
monthly  returns: 

Manufacturers;  Form  810b,  dispositions 520 

Wholesale  dealers;  Form  811b;  dispositions 520 

Gift  taxes.     See  Estate  and  gift  taxes. 

Harrison  Narcotic  Law,  tax  regulations  under.    See 

Excise  taxes. 
Income  and  excess  profits  taxes : 
Income  taxes;  taxable  years  beginning  after  Decem- 
ber 31.  1941: 
General  provisions: 
Computation  of  net  Income: 
Credits  against  net  income;  personnal  exemp- 
tion, surtax  exemptions,  and  exemptions 
for  both  normal  tax  and  surtax: 
Taxable  years  beginning  after  December 

31.  1945.  and  before  January  1. 1948.. _      820 
Taxable  years  beginning  after  December  31, 

1947 _ __      820 

Deductions: 

Blind  individuals,  sp>eclal  deduction  for 819 

Medical,  dental,  etc.,  expenses .      819 

Standard  deduction .      819 


INTERNAL  REVENUE  BUREAU— Continued 

Income  and  excess  profits  taxes — Continued 
Income  taxes:  taxable  years  beginning  after  Decem- 
ber 31,  1941 — Continued 
General  provisions — Continued 
Computation  of  net  income — Continued 

Exclusions  from   gross  income;   services  of 

child 

Estimated  tax: 

Declarations  for  certain  years: 
Taxable  years  beginning  after  December  31, 
1944.  and  beginning  before  January  1. 

1948 

Taxable  years  beginning  after  December  31, 

1947 ; 

Form  and  contents  of  declaration 

Joint  declarations  of  husband  and  wife 

Time  and  place  for  filing  declarations;  years 

beginning  aftfer  December  31.  1943 

Rates  of  tax: 

Combined  normal  tax  and  surtax  in  case  of 
joint  return  of  husband  and  wife  for  tax- 
able years  beginning  after  December  31, 

1947 

Individuals,  reduction  of  tax  on  Income  of___ 
Surtax : 

Computation 

General  provisions: 
Taxable  years  beginning  after  December 
31,  1945,  and  before  January  1,  1948- 
Taxable  years  beginning  after  December 

31.    1947 

Limitation  on  amount 

Returns  and  payment  of  tax: 

Individual  returns 

Minor,  return  of  income  of 

Supplemental  provisions: 
Computation  of  net  income  basis  of  property  ac- 
quired by  bequest,  devise,  or  inheritance. _ 
Estates  and  trusts: 

^  Credits  to  estate,  trust,  or  beneficiary 

Income  of " 

Individuals  with  gross   income   from   certain 
sources  of  $3,000  or  less: 
Manner  of  election  to  compute  tax  under  Sup- 
plement T 

Rules  for  application  of  schedule  (in  section 

400) 

Scope  and  application  of  Supplement  T " 

Insurance  companies;  reserve  and  other  policy 

liability  credit,  computation  of 

Nonresident  alien  individuals;  return  of  Income- 
Rates  of  tax;  computation  of  tax  for  taxable 
years  beginning  in  1947  and  ending  In  1948. 
Returns  and  payment  of  tax ;  returns : 

Cases  where  no  return  of  Information  re- 
quired  

Fiduciary  returns 

Guardian  or  committee  returns 

Information  as  to  payment  of  $600  ($500  for 

years  prior  to  1948) 

Information  as  to  payments  to  employees 

Treafeury  notes,  acceptance  of,  in  payment  of  income, 
estate,  and  gift  taxes.    See  Administrative  pro- 
visions common  to  various  taxes.  ' 
INTERNATIONAL    AGREEMENTS,    respecting    radio 
broadcasting.    See  Federal  Communications  Com- 
mission. 

INTERNATIONAL  BANK  FOR  RECONSTRUCTION 
AND  DEVELOPMENT,  furnishing  statistical  infor- 
mation to;  Executive  order  respecting.  See  Presi- 
dential documents. 

INTERNATIONAL  MONETARY  AND  FINANCIAL 
PROBLEMS.  NATIONAL  ADVISORY  COUNCIL 
ON;  Executive  order  respecting.  See  Presidential 
documents. 

INTERNATIONAL  MONETARY  FUND,  furnishing  sta- 
tistical information  to;  Executive  order  respecting. 
See  Presidential  documents. 

INTERNATIONAL  ORGANIZATIONS,  furnishing  sta- 
tistical Information  to,  by  Goverrmient  agencies; 
Executive  order  respecting.  See  Presidential  docu- 
ments. 
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INTERNATIONAL  TRADE,  OFFICE  OFt 

Appeals  with  respect  to  regulations,  etc.,  of  CMIlce;  es- 
tablishment of  Appeals  Board  to  consider.  See 
main  heading  Commerce  Department. 

Export  control:  ,        ^     ,  i  j  ^„t*«^. 

Commodities,  positive  list  of.  and  related  matters . 
Interpretations.  Appendix  B;  export  of  machines 
containing  tool  or  device  incorporating  dia- 

posiX''ult;Xpii^ndiV  av::";^^^^^^       795.  §54. 855 

Licenses: 

°'SintT?nAr.n.ii    license    ■OrT";    excepted 

commodity  list ^^* 

General  license  "GRO";  specified  commodities 

exportable 

Shipments  of  limited  value  "GLV;"  special  pro- 

visions  for  streptomycin,  deletion..  -----      o^a 
Individual  and  other  validated  licenses;  provisions 

Applicability  and  general  provisions ;  individual 

and  other  types  of  validated  licenses.—--      795 
Special  provisions  concerning  applications  to 
export  certain  commodities ;  manlla  or  sisal 

fibers 

Weight  and  volume  tolerance 

Privileges;  suspension  of.    See  Suspension 
Licensing  policies  and  related  special  provisions, 
special  provisions: 
Iron  and  steel  products;  applications: 

Restrictions  on  number °"" 

Time  for  submission  and  acUon ^ 

Tlnplate 

Suspension  of  license  privUeges:  ^^^ 

Catarevas.  C g^o 

Chalex  Overseas  Co m^ 

Germark  Chemical  Specialties  Co — o^* 

Outride.  PhUlp  S 'X- 

Levenstein.  Benjamin  D ?" 

Sheldon  Merchandising  Corp. - '" 

Sweid.    Sheldon "-"T"": A43 

Talve.  I.  D..  M.  and  Roz  (Roslyn) J" 

Talve.  I.  D..  Trading  Co J" 

Talvl.   S 493 

World  Over  Tire  Agency.  Inc. »»•» 

INTERSTATE  COMMERCE  COMMISSION: 

Assignment  of  work.    See  Organization. 

Bureaus  of.    See  Organization.  ,^„„„  i„* 

Car  service  suspension  of  two-for-one  and  follow-lot 
rulls  on  flaVcars  loaded  with  trailers  in  Oregon 
and  Washington;  order  suspended—.-—-—      do* 

Credit,  extension  of.  to  shippers;  less-than-car- 
load  traffic - j  "•r»r  ~~vl~ 

Plat  cars  loaded  with  trailers  in  Oregon  and  Wash- 
ington; suspension  of  order  respecting  two-for- 
one  and  follow-lot  rules.    See  Car  service 

Follow-lot  and  two-for-one  rules.    See  Car  sendee. 

Freight  forwarders;  bureaus  of  Commission.  See  Or- 
ganization. 

Freight  rates.  Increased.    See  Rates. 

^formation,  statistical,  ^^^quested  by  certain  Inter- 
governmental organizations,  collection  of .  execu- 
tive order  respecting.  See  matn  heading  Presi- 
dential documents.  ^,„^,f 

Le.vs-than-carload  traffic;  charges.    See  Credit. 

^nZeTiucre^ed,  In  New  England.    See  Rates. 
Reports,  annual.    See  Reports. 

Orga^zation  and  assignment  of  ^or^''J''fll^'%^^ 
Commission.  Water  Carriers  and  Freight  For- 
warders Bureau -""V/ t""k«~ 

Personnel:  further  exemption  of  Jo^J"  M°JV'°%'L°J;f " 
son  from  compulsory  retirement  for  age.  Execu- 
tive order  respecting.  See  matn  heading  Presi- 
dential documents. 

Pipeline  carriers;  reports.    Sec  Reports. 

Practice  special  rules;  Increa.sed  motor  carrier  rates 
in  New  England.    See  Rates. 

^  mi'ght  increased  rates.  1948;  presentation  of  testi- 
mony in  and  scope  of  hearings  assigned  for 
listed  cities,  notices  to  parties  and  counse        513 
Motor   carrier,   increased   rates  in  New   England 
1949;  institution  of  InvesUgatlon.  assignment 

for  hearing  and  special  rules  of  practice 785 

Posting  of,  at  stations.    See  Tariffs. 
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Reports: 
Motor  carriers : 
aass  I,  property  and  passengers; 

in  accordance  with  Motor  Carrier  Annual 

Report  Form  A — ;""".:*"I« 

Other  than  Class  I.  passengers;  annual  report  in 
accordance  with  Motor  Carrier  Annual  Re- 
port Form  C. .- ^7 ---- 

Pipeline  carriers,  annual  report  in  accordance  with 

Steam  railways.'incl'uding  switching  and  terminal 
companies;   operating  statistics,  monthly  re- 

ports  in  accordance  with  listed  forms. o«' 

Water  carriers;  annual  reports: 
Class  A  and  Class  B;  report  in  accordance  with 

Form  M -j-       °^^ 

Inland  and  coastal  waterways;  report  In  accord- 

ance  with  Form  K-A... — °^^ 

Steam  railways;  operating  reports.    See  Reports. 
Switching  and  terminal  companies  and  steam  rail- 
ways; operating  reports.    See  Reports. 
Tariffs,  posting,  at  stations;  location  of  public  nies. 
amendments  respecting  listed  railroads: 
Louisville  and  Nashville  R.  R.  Co.;  Alabama  posting 

point  changed  from  Montgomery  to  Blrming-       ^^^ 

ham ~ 1~7" 

Minnesota.  Dakota  ii  Western  Ry.  Co.;  «>mplete 
file  not  necessary  at  point  on  line  if  maintained 

in  general  office.  Minneapolis —      *»>' 

Terminal  and  switching  companies  and  steam  rau- 

ways;  operating  reports.     See  Reports. 
Two-for-one  and  follow-lot  rules.    See  Car  service. 
Water  carriers :  ._  .,^„ 

Bureaus  of  Commission.    See  Organization. 
Reports,  annual.     See  Reports. 
IRRIGATION  PROJECTS.    See  Indian  Affairs  Bureau; 
Reclamation  Bureau. 

J 

JAPAN,   foreign  trade  and  financial  Investments  in: 
regulations,  etc..  by  Supreme  Commander  for  Aiuea 
Powers.    See  Army  Department. 
JOINT  EXPORT-IMPORT  AGENCY,  British  and  Amer- 
ican zones  of  Germany;  Instructions  and  memo- 
randa.   See  Army  Department. 
JUSTICE  DEPARTMENT: 
See  Alien  Property,  Office  of.         .       „     ^ 

Immigration  and  Naturalization  Service. 
Voluntary  agreements  in  aid  of  stabtllMtlon  of  na- 
tional economy:  approval  by  Attorney  General  of 
amendments  to  and  continuation  of  various  plans 
for  allocation  of  steel  and  products.  See  main 
heading  Commerce  Department. 


LABOR   DEPARTMENT: 

See  Wage  and  Hour  Division. 

Information,  statistical,  requested  by  cerUln  Inter- 
national organizations,  collection  of;  Executive 
order  respecting.     See  main  heading  Presidential 
documents. 
LABOR   DISPUTES,   investigation    of.   by    emergency 

boards.     See  Presidential  documents. 
LAND  MANAGEMENT  BUREAU: 

Public  lands:  .,      .,     .       ^^ 

Mineral  lands.  California;  described  land  In  Angeles 
National  Forest  opened  to  location  and  entry 
under  mining  laws.  See  main  heading  Presi- 
dential documents.  _ 

Orders,  etc.:  «..„«,„i 

Lands  opened  to  entry  by  veterans  and  general 
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public : 
Alaska.. 
Arizona 


.  601.  796.  797.  870 
g^g    gQ2^  841 

r^momTa' V_V-V-'-V_V  468.  491.  509.  716 

S    iroTn — -  £01.  802.  804 

Colorado _•  goQ    gQi 

Idaho OQ3 

Montana '4W' 509: 510.  715 

Nevada Rno    f503 

New  Mexico - ^02,  60J 

Wyoming 


LAND  MANAGEMENT  BUREAU— Continued  p»k« 
Public  lands — Continued 
Orders,  etc. — Continued 
National  forests: 
Alaska;   Chugach   National   Forest,   described 
tract  excluded  in  connection  with  air-navi- 
gation site  withdrawal 858 

California ;  transfer  of  described  lands  between 

Lassen  and  Plumas  National  Forests 796 

Idaho;  land  withdrawn  for  Forest  Service  use  in 
administration  of  Sawtooth  National  For- 
est  696.  715 

National  monuments.  Alaska;  withdrawal  of  land 
later  added  to  Glacier  Bay  National  Monu- 
ment, withdrawal  orders    (EOs  2854.   2938) 

revoked 695 

Reclamation  projects;  lands  within  various  proj- 
ects opened  to  entry : 
Arizona: 

Colorado  River  Storage  Project 509 

Hassayampa  Project 802 

Califorxiia;  Colorado  River  Storage  Project...      509 
Colorado: 

Blue-South  Platte  Project 802 

Colorado-Big  Thompson  Project 801.804 

Idaho: 

Boise    Project 800 

Gooding  Project 801 

Montana:  Missouri  Basin  Project 803 

Nevada;  Colorado  River  Storage  Project 509 

Wyoming ;  Shoshone  Project 804 

Small  tract  classifications: 
Alaska: 

No.  8 „_       601 

No.  9 _,_ 870 

Arizona;  No.  14 841 

California : 

No.  117 ^_.       468 

No.  119 491 

No.   122 468 

No.  125„ 716 

No.  126 716 

Nevada: 

No.   15 469 

No.  16! 469 

No.   18 510 

No.  20 715 

New  Mexico: 

No.  16 602 

No.  17 603 

Townsites.  Alaska;  described  tract  excluded  from 
withdrawal  (by  EO  1919>2>  for  townsite  pur- 
poses  and   reserved   for  air-navlgatlon  site 

withdrawal 858 

Wildlife  refuges: 
Arizona  and  California;  Havasu  Lake  National 

Wildlife  Refuge,  addition  of  certain  lands—    .  857 
California.    See  Arizona  and  California. 
Wyoming;  Tongue  River  Deer  Refuge  and  Win- 
ter Pasture.    See  under  Withdrawals. 
Withdrawals,  of  certain  lands: 
Alaska : 
Alaska  Railroad  use  for  terminal  and  station 

grounds  and  gravel  pits 696,  715 

Army  (War)  Department: 

Airfield 459 

Military  reservation;  withdrawal  order  (EO 

8102)  partially  revoked 546,  548 

Civil  Aeronautics  Administration;  Alr-Navl- 

gation  Site  Withdrawal  No.  246 858 

Classification  and  examination  and  In  aid  of 
proposed   legislation;    withdrawal  order 

(PLO  487)  partially  revoked 797 

Classification  and  survey,  described  tract  ad- 
joining Alaska  Highway  withdrawn  for; 
prior  order  (PLO  386  > .  partially  revoked.     796, 

800 

Highway  Patrol,  station  site 695.  715 

Land   Management   Bureau,   administrative 

site 546,  548 

Timber  for  use  in  constructing  aeroplanes  for 
United  States;  withdrawal  for  purpose 
of  supplying,   withdrawal   orders    (EOs 

2854  and  2938)  revoked 695 

8(X)00— 48 3 


LAND  MANAGEMENT  BUREAU— Continued  p»s« 

Public  lands — Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
California: 
Army  Department:  flood  control  purposes  In 
connection  with  Isabella  Reservoir  and 

Dam  Site  Project,  Kern  River 482.  492 

Forest  Service,  Telegraph  Hill  Administrative 
Site;  withdrawal  as  site  for  radio  relay 

station 797 

Idaho;  Forest  Service  use  in  connection  with  ad- 
ministration of  Sawtooth  National  Forest 
(addition    to    Ketchum    Ranger    Station 

Site)— 696,  715 

Montana : 
Army    (War)    Department;    withdrawal   for 
addition   to   Fort  Missoula   reservation, 
withdrawal    order    (EO    of    August    5, 

1878)    partially  revoked 696,715 

Forest  Service  use  in  connection  with  re- 
search activities  of  Northern  Rocky 
Mountain  Forest  and  Range  Experi- 
ment Station 696,715 

Wyoming,  Tongue  River  E>eer  Refuge  and  Win- 
ter Pasture;  withdrawal  for  use  by  Wyo- 
ming State  Game  and  Pish  Commission  in 

connection  with 858,870 

Regulations,  mineral  lands;  phosphate  leases  and 

use  permits,  correction 546 

LOYALTY   PROGRAM;    regulations    respecting.      See 
Civil  Service  Commission;  Loyalty  Review  Board. 

LOYALTY  REVIEW  BOARD: 

Directives  to  departments  and  agencies;  cases  of  in- 
cumbent and  excepted  employees  and  excepted 
applicants: 
Initial  consideration  of  loyalty  cases  (Directive  II) : 
character  of  unlisted  organizations  in  which 

individual   is   active 879 

Notification  to  individual  of  final  decision  (Directive 

VI) 655 

Records  of   determinations    (Directive  IV) ;   cases 

within  purview  of  certain  acts 879 

Directives  to  regional  loyalty  boards;  cases  of  appli- 
cants and  appointees  in  competitive  service: 
Initial  consideration  of  loyalty  cases  (Directive  II) : 
character  of  unlisted  organizations  In  which  in- 
dividual is  active 879 

Records  of  decisions  (Directive  IV) ;  cases  within 

purview  of  certain  acts 879 

M 

MARITIME  COMMISSION,  UNITED  STATES: 

Information,  statistical,  requested  by  certain  intergov- 
ernmental organizations,  collection  of;  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Maritime  carriers: 
Charters,  approval  of;  documentation,  transfer  or 
charter  of  certain  vessels  to  aliens : 

Exception,  certain  tank  vessels;  revocation 829 

Conditional  approval  of  charters  of  tank  vessels 

to  aliens;  revocation 829 

Steel  and  products  to  further  Commission's  program 
respecting  merchant  vessels,  voluntary  plan  of 
allocation.  See  main  heading  Commerce  De- 
partment. 

MEDALS.  DECORATIONS.  AWARDS.  ETC.;  regula- 
tions of  Army  Department  respecting.  See  Army 
Department. 

MILITARY  ESTABLISHMENT.  See  National  Military 
Establishment. 

MILITARY  GOVERNMENT,  Germany  and  Japan.  See 
Army  Department. 

MONETARY  AND  FINANCIAL  PROBLEMS,  INTER- 
NATIONAL. NATIONAL  ADVISORY  COUNCIL  ON. 
Executive  order  respecting.  See  Presidential  docu- 
ments. 

MOTOR  CARRIERS,  regulations  respecting.  See  Inter- 
state Commerce  Commission. 
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MUNITIONS  BOARD: 

Manganese  stockpiling  program;  voluntary  Plan  for 
allocation  of  steel  and  products  for  manufacture 
of  ore  cars,  in  furtherance  of  program.  See  main 
heading  Commerce  Department. 

N 

NARCOTICS  BUREAU.    See  Treasury  Department. 
NATIONAL    ADVISORY    COMMIHEE    FOR    AERO- 
NAUTICS: _^      ,  ., 
Steel  products  for  requirements  of  Federal  aeronaut  - 
cal  agencies,  continuation  and  extension  of  vol- 
untary plan  for  allocation  of.    See  main  heading 

Commerce  Department.  ^ 

VATTONAL    ADVISORY    COUNCIL    ON    INTERNA- 

^^™S^   MOnSaRY    and   FINANCIAL   PROB- 

LEMS;  determinations  with  respect  to  furnishing 

statistical    information    to    certain     ntergovern- 

mental  organizations.     See  Presidential  documents. 

NATIONAL  FORESTS.    See  National  parks,  forests,  etc. 

NATIONAL    HEART    INSTITUTE,    traineeships.     See 

Public  Health  Service.  

NATIONAL  HISTORIC   SITE.   SAN   JUAN    PUERTO 

RICO;  designation.     See  Interior  Department. 
NATIONAL  MEDIATION  BOARD: 
Emergency  boards,  to  investigate  disputes  between 
cerUin  carriers  and  their  employees;  g^ecutive 
orders  respecting.    See  main  heading  Presiden- 
tial documents. 
NATIONAL  MILITARY  ESTABLISHMENT! 
See  Air  Force  Department. 
Army  Department. 
Munitions  Board. 
Navy  Department. 
Joint  regulations  of  armed  forces:  ^22 

Armed  services  procurement  regulaUons o-^-i. 

Advertising,  formal;  procurement  by 

Bonds  and  Insurance 

Contract  cost  principles 

Coordinated  procurement 

Foreign  purchases , 

General  provisions — 

Insurance.    See  Bonds  and  Insurance. 

Interdepartmental  procurement 

Negotiation,  procurement  by 

Taxes;  Federal,  State  and  local ry'yz-' 

Servicemen's  dependents  allowance.  Period  of  en- 
titlement and  payment  of  family  allowance      - 
Kteel  nroducts  for  requirements  of  armed  forces,  pro- 
^      pSsed  vokm?ary  plan  for  allocation  of.    See  mam 
heading  Commerce  Department. 

NATIONAL  PARK  SERVICE: 

rhannel  Islands  National  Monument,  California,  en- 
"S-gement  of :  proclamation  respecting.  See  main 
heading  Presidential  documents.  -„^.,„„ 

Lands  in  national  parks,  public  land  orders  affecting. 

Seemain  heading  Land  Management  Bureau. 
National  military  parks;  designation  of  San  Juan  Na- 
tional Historic  Site.  Puerto  Rico,  by  becretary  01 
InterioV    See  main  heading  Interior  Department. 
NATTONAT  PARKS  FORESTS.  MONUMENTS.  ETC.: 
Ang^ref^NaUonal   Forest.   California,    certain    lands 
^oSned  to  entry  under  mining  laws;  Executive  or- 
dVr  respecting.    See  Presidential  documents. 
National    monuments,    enlargement    of.    See    Land 

^^    Management  Bureau  •  P^^f  ^^""^  f^f^BSr^au 
Piihiir  lands  within.    See  Land  Management  Bureau. 
Ian  Sua"  National  Historic  Site,  designation.     See 
Interior  Department. 
NATIONAL  WILDLIFE  REFUGES,  regulations,  etc.,  re- 
.specting     See   FLsh    and   Wildlife   Service;   Land 
Management  Bureau. 
NAVIGATION  LAWS  AND  REGULATIONS: 

Airways.    See  Civil  Aeronautics  Administration .  Civil 

Aeronautics  Board. 
Waterways.     See  Coast  Guard. 

NAVY  DEPARTMENT:  ,  .  .         , 

AUowances  for  servicemen's  dependents  Joint  reg^Ja- 
tions  of  armed  forces  re.specting.    See  main  head 
ing  National  Military  Establishment. 


NAVY  DEPARTMENT— Continued 

Procurement  regulations,  armed  services;  )o^tregijaa- 
tions  of  armed  forces.  See  main  heading  Na- 
tional Military  Establishment. 
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OVERTIME  COMPENSATION,  for  meat  inspection. 
Animal  Industry  Bureau. 


See 
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525 
541 
683 
535 
539 
523 

538 
529 
543 

457 


^"i^y^Z^n  S^  zone.  compensaUon  of  cert^n 
personnel;  Executive  order  respecting.   See  Presi- 
dential documents.  „„♦♦„,. 
Postal  regulations  respecting  f 2"™ff  *%"i^  Offlw 
fourth-clas.s  rates  to  Canal  Zone.    See  Post  omce 

Department. 
PARK  SERVICE.  NATIONAL.    See  National  Park  Serv- 

ice. 
PHYSICALLY  HANDICAPPED  PERSONS: 

^^income'?rx'exempUons  for.    See  Internal  Revenue 

Tit  1  T*C>Q  II 

Vending  stand  program  for.    See  VocaUonal  Reha- 
bilitation. OfiQce  of. 
Employment  of.  in  sheltered  workshops.    See  Wage 
and  Hour  Division. 
PLANT  QUARANTINE.     See  Entomology   and  Plant 

Quarantine  Bureau.  ^ 

POST  OFFICE  DEPARTMENT: 

^Department  and  Postal  Service;  mi^ellaneous  pro- 
visions, damage  to  person  or  property  by  postal 
operations,  investigations  and  reports  of  acci- 
dents when  civil  suit  to  be  brought  by  Govern- 
ment  

Domestic  mail  matter: 

Classification  and  rates  of  postage. 

Air  mail,  domestic,  definition  of;  proviso 

Fees  for  entry  as  second-class  matter. 
Fees  not  counted  In  fixing  compeosation;  re- 
scission  

Return  of;  redesignation _____—-——-- 

Fourth-class  rates  to  Alaska.  Hawaiian  Islands 

and  Canal  Zone — T/'^Vn 

Provisions  applicable  to  several  classes  of  mall 
matter  without  stamps  affixed;  non-metered, 
fees  not  affecting  compensation  and  allow- 
ances, rescission 

International  postal  service: 

Air  mail  service,  foreign;  control  o^rates..--^--- 
Money-order  system.. international.    See  Money- 

Postage^rates,^sTrvice  available,  and  Instructions 

for  mailing:  ^  ,       „„^«n„ 

Parcel  post,  from  foreign  countries    undellv- 
erable  parcels,  return  to  United  States    .- 
Regular  (Postal  Union)  mails;  letters  and  letter 
packages: 

Italy 

Uruguay ,1~~Z7~Z1~Z.ZZ~ 

Various  countries,  conditions  applicable  to  serv- 

China*^  (including  Taiwan  (Formosa)  and 
leased  territory  of  Kwangshowwan  <Fort 
Bayard) ) :  U.  S.  A.  gift  parcels,  observa- 
tions, requirements  by  agreement-— --- 

France  (including  Monaco);  U.  S.  A.  gut 
parcels,  observations,  requirements  by 
agreement — ---- 

Gilbert  and  Ellice  Islands  Colony  (Panning, 
Washington.  Chri.stmas.  Ocean.  Gilbert 
and  Ellice  Islands) ;  parcel  post,  table  of 

Great  Britairi'and  Northern  Ireland;  U.  S.  A. 
gift  parcels,  observations,  requirements 

by  agreement 

Guatemala;  parcel  post,  air  parcels 

Haiti;  parcel  post,  air  parcels 

Honduras  (Republic  of) :  parcel  post,  air  par- 

Icels 
Ireland,  Northern.    See  Great  Britain. 
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POST  OFFICE  DEPARTMENT— Continued  Page 

Regulations — Continued 

International  postal  service — Continued 
Postage  rates,  service  available,  and  instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice In — Continued 
Israel,  State  of: 
Parcel  post: 

Observations,  invoice 

Prohibitions,  import  licenses 

V                      Regular  malls;  prohibitions,  restricting  im- 
ports of  parasites,  etc 

Italy  (Including  Republic  of  San  Marino) : 
Regular  malls;  dutiable  articles  (merchan- 
dise) prepaid  at  letter  rate 

U.  S.  A.  gift  parcels,  observations,  require- 
ments by  agreement 

Japan:    parcel    post,    observations,    human 

ashes 

Nauru  Island;  parcel  post,  table  of  rates 

Netherlands;  U.  S.  A.  gift  parcels,  table  of 

rates  

New  Guinea,  mandated  territory;  parcel  post. 

table  of  rates 

New  Hebrides  (including  the  Banks  and  Torres 

Islands) ;  parcel  post,  table  of  rates 

Papua   (British  New  Guinea);   parcel   post. 

table  of  rates 

Persian  Gulf  Ports;  parcel  post,  table  of  ratesi 
Portuguese  Timor;  parcel  post,  table  of  rates- 
Rumania;  parcel  post,  ob.servations,  prepay- 
ment of  customs  duty  on  gift  parcels... 
Salvador  (El);  parcel  post: 

Observations,  invoices,  etc 

Prohibitions:  sanitary  certificates  required 

for  certain  parcels 

Santa   Cruz  Islands;   parcel   post,  table  of 

rates  

Solomon   Islands    (except   Bougainville   and 

Buka) ;  parcel  post,  table  of  rates 

Tripolitania: 

Parcel   post .. 

Regular  mails I_I""II" 

Uruguay,    regular    mails;    dutiable    articles 
(merchandise)    prepaid  at  letter  rates, 

etc 

Vatican  City  State:  U.  S.  A.  gift  parcels,  ob- 
servations, requirements  by  agreement.. 

Venezuela;  pargel  post,  air  parcels 

Money-order  .system,  international  service:  direct 
and  indirect   exchange,  list  of  United  States 
exchange  offices: 
Pescadores  (Bokoto)   islands,  payments  through 

China 

Republic  of  Andorra,  payments  through  France.! 
Procedures  and  forms;  procedures  before  the  Third 
Assistant  Postmaster  General,  envelope  varie- 
ties and  prices 

Relief  packages  (gift  parcels,  etc.)  to  varlous'coun- 
trles.    See  International  postal  service. 
PRESIDENTIAL  DOCUMENTS: 
Agriculture  Department: 
Information,  statistical,  requested  by  certain  inter- 
national    organizations,     collection     of     (EO 

10033) 

Lands,  described,  in  Angeles  National  Forest.  Cali- 
fornia, opened  to  entry  under  mining  laws  on 

recommendation  of  Secretary  (EO  10036) 

Army  Department:  employment  In  Canal  Zone.    See 

Panama  Canal  Zone. 
Bank,  International,  for  Reconstruction  and  Devel- 
opment; providing  of  statistical  Information  to. 
See  Information. 
Bretton  Woods  Agreements  Act;  authority  conferred 
on  President  by,  respecting  furnishing  of  statis- 
tical Information,  to  be  exercised  by  listed  agencies 

(EO  10033) 561 

Budget  Bureau;  determinations  by  Director  with  re- 
spect to  providing  statistical  Information  to  cer- 
tain Intergovernmental  organizations  (EO  10033 )  _      561 
Canal  Zone.    See  Panama  Canal  Zone, 
Charmel  Islands  National  Monument.  California,  en- 
largement.   See  National  Park  Service. 
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PRESIDENTIAL  DOCUMENTS— Continued 

Civil  Service: 

Compensation  of  certain  personnel  in  Panama 
Canal  Zone  (EO  10040) 

Competitive  status,  conferring  of.  without  regard  to 
competitive  provisions  of  Civil  Service  Rules; 
Miss  Winifred  R.  Donnellon.  State  Depart- 
ment (EO  10039) 

Retirement;  further  exemption  of  John  Monroe 
Johnson,  Interstate  Commerce  Commission, 
from    compulsory    retirement    for    age     (EO 

10034) 

Commerce  Department;  authority  respecting  collec- 
tion of  statistical  information  requested  by 
certain    intergovernmental    organizations     (EO 

10033)  

Committees,  boards,  etc.: 
Emergency  boards  to  investigate  labor  disputes.    See 

National  Mediation  Board. 
National  Advisory  Council  on  International  Mone- 
tary and  Financial  Problems;  determinations 
by,  with  respect  to  furnishing  statistical  infor- 
mation to  certain  Intergovernmental  organiza- 
tions (EO  10033) 

Court.  DLstrict.  of  United  States  for  Puerto  Rico;  des- 
ignation of  Acting  Judge.     See  Puerto  Rico. 
Days  of  observance: 

"I  Am  an  American  Day,"  1949  (Proc.  2826) 

Red  Cross  Month,  1949  (Proc.  2827) 

Emergency  boards,  to  investigate  labor  disputes.     See 

National  Mediation  Board. 
Federal  Communications  Commission;  authority  re- 
specting collection  of  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions   (EO   10033) 

Federal  Deposit  Insurance  Corporation;  authority 
respecting  collection  of  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions (EO  10033) 

Federal  personnel.     See  Civil  service. 
Federal  Power  Commission;  authority  respecting  col- 
lection  of   statistical   information   requested   by 
certain     intergovernmental     organizations     (EO 

10033) 

Federal  Reserve  System,  Board  of  Governors;  author- 
ity respecting  collection  of  statistical  information 
requested  by  certain  intergovernmental  organiza- 
tions   (EO   10033) 

Federal  Trade  Commission;  authority  respecting  col- 
lection of  statistical  information  requested  by 
certain    intergovernmental    organizations     (EO 

10033)  

Financial  problems,  international.  National  Advisory 

Council  on.     See  National  Advisory  Council  on 

International  Monetary  and  Financial  Problems. 

Forest  lands;  certain  lands  in  California  opened  to 

entry  under  mining  laws.    See  Lands. 
Government  employees.    See  Civil  service. 

"I  Am  an  American  Day,"  1949  (Proc.  2826) 

Information,  statistical,  requested  by  certain  inter- 
national organizations;  functions  of  various  agen- 
cies with  respect  to  furnishing  (EO  10033 )_  _._ 
Interior  I>epartment: 

See  also  National  Park  Service. 
Information,  statistical,  requested  by  certain  Inter- 
national    organizations;     collection    of     (EO 

10033)  

Lands,  described,  in  Angeles  National  Fore"st"cari- 
fornia,  opened  to  entry  under  mining  laws  on 

recommendation  of  Secretary  (EO  10036) 

International  Bank  for  Reconstruction  and  Develop- 
ment; providing  of  statistical  information  to. 
See  Information. 
International  Monetary  and  Financial  Problems.  Na- 
tional Advisory  Council  on.  See  National'  Ad- 
visory Council  on  International  Monetary  and 
Financial  Problems. 
International  Monetary  Fund ;  statistical  Information 

requested  by.    See  Information. 
International  organizations;   statistical   information 
requested    by    Intergovernmental    organizations, 
supplying  of.  by  Federal  agencies  (EO  10033). 
Interstate  Commerce  Commission: 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of  (EO 
10033)  
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PRESIDENTIAL  DOCUMENTS — Continued 

IntersUte  Commerce  Commission— Continued 
Personnel;    further  '  exemption    of    John    Monroe 
Johnson  from  compulsory  retirement  for  age 

(EO  10034) r 

Labor  Department:  authority  respecting  collection  of 
statistical  information  requested  by  certain  inter- 

governmental  organizations  (EO  10033 > -—       &t>i 

Labor  disputes,  emergency  boards  to  Investigate.    See 

National  Mediation  Board. 
Lands,  in  California:  ,     ,      ^  j  .^ 

Angeles  National  Forest;  certain  lands  opened  to 

location   and   entry   under   mining   laws    (EO      ^^^ 


635 


561 


561 


10036) ^        ,  ,,,.        „- 

Channel  Islands  National  Monument;  addition  of 
certain  lands  (Proc.  2825) WZ7" 

Maritime  Commission;  authority  respecting  collection 
of  statistical  information  requested  by  certain 
intergovernmental  organizations   (EO  10033)--- 

Mineral  lands;  certain  lands  in  California  opened  to 
entry  under  mining  IrfWs.     See  Lands. 

Monetary  and  Financial  Problems.  International  Na- 
tional Advisory  Council  on.  See  National  Advi- 
sory Council  on  International  Monetary  and  Fi- 
nancial Problems.  ,   ,.  ,.     ,    ,   ,    „„ 

Monetary  Fund.  International;  statistical  informa- 
tion requested  by.    See  Information. 

National  Advisory  Council  on  International  Monetary 
and  Financial  Problems;  determinations  by.  with 
respect  to  providing  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions (EO  10033  > -— r-.--T--^: 

National  Forest.  Angeles.  California;  certain  lands 
within,  opened  to  entry  under  mining  laws,    iee 

National  Mediation  Board:  emergency  boards  to  inves- 
tigate disputes  between  certain  carriers  and  their 

Akr?n!°clnton  &  Youngstown  Railroad  Company 

arid  other  listed  carriers  (EO  10032) ...  —  -—       429 

Carriers  represented  by  Eastern  Carriers  Confer- 
ence Committee.  Western  Carriers'  Conference 
Committee  and  Southeastern  Carriers  Confer- 
ence  Committee  (EO  10038)  .--------y----       680 

Denver  L  Rio  Grande  Western  Railroad  (EOs  10032 

10037)--    -  

National  Monument.  Channel  Islands.  Cahfornla;  en- 
largement.   See  National  Park  Service. 

National  Park  Service;  enlargement  of  Channel 
Islands   National   Monument,   California    (Proc. 

2825)--       -   

Panama  Canal  Zone?  employment  in;  amendment  of 
prior  order  suspending  certain  statutory  provi- 
sions relating  to.  with  respect  to  compensation 

(EO  10040) -„W"*;'"'V"' 

Puerto  Rico.  District  Court  of  United  States  for;  des- 
ignation of  Honorable  Luis  Negron-Fernandez  as 
Acting  Judge  for  1949  (EO  10035)      -— --  —  -.  619 

Railroads;  emergency  boards  to  investigate  labor  dis- 
putes involving.    See  National  Mediation  Board. 

Red  Cross  Month.  1949  (Proc.  2827) — — «»'» 

Securities  and  Exchange  Commission;  authority  re- 
specting collection  of  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 

tlons  (EO  10033) ^"^ 

State  Department :  

Personnel;  conferring  of  competitive  status  upon 
Miss  Winifred  R.  Donnellon  without  regard  to 
competitive  provisions  of  Civil  Service  Rules 

(EO  10039) :-.—' V" 

Statistical  information  requested  by  certain  inter- 
governmental organizations;   duties  of  Secre- 
tary  with  respect  to  furnishing  of  (EO  10033)  —      ooi 
Statistical  Information.    See  Information. 
Tariff  Commission;  authority  respecting  collection  ol 
statistical  Information  requested  by  certain  Inter- 
governmental  organizations  (EO  10033) _—---      661 
Treasury  Department;  authority  respecting  collection 
of  statistical  Information  requested  by  certain  In- 

tergovernmental  organizations  (EO  10033) ooi 

United  Nations.    See  International  organizations. 
PROCLAMATIONS.    See  Presidential  documents. 
PROCUREMENT  OF  SUPPLIES,  etc..  by  armed  services. 
See  Army  Department ;  National  Military  Establish- 
ment. 


PRODUCTION     AND    MARKETING     ADMINISTRA-     Png" 

TION.     See  Agriculture  Department. 
PUBUC  DEBT  BUREAU.    See  Treasury  Department. 

PUBLIC   HEALTH   SERVICE: 

Fellowships,  internships,  training;  National  Heart  In- 

stltute  traineeships -,l—~:~V'"tZ:rr.V 

Medical  examination  of  aliens;  applicants  for  imml-      ^^^ 

gration  visas "" 

Personnel;  commissioned  officers,  foreign  service  al- 

lowance  rates  (Appendix  A),  revised -----      »"' 

Quarantine,  foreign;  examination  in  Hawaii  of  per- 

.sons  traveling  by  air  to  mainland a"^ 

PUBLIC  HOUSING  ADMINISTRATION: 

Field  organization  and  final  delegations  of  authority, 

field  office  directors:  .  ,  ^  ,     „*;„„ 

Change  orders,  certain  projects:  special  delegation 

of  authority  to  directors  In  New  York  City  and 

Chicago ;";'  ,7" 

Contracting  officers  under  Title  V.  Lanham  Act:  au- 
thority for  directors  In  Chicago  and  San  Fran- 
cisco to  act  until  April  1.  1949 

PUERTO  RICO ■ 

District  Court  of  United  States  for  Puerto  Rico,  des- 
ignation of  Honorable  Luis  Negron-Fernandez 
as  Acting  Judge:  Executive  order  respecting.  See 
Presidential  documents.  ^,,  .  .    •   •  ♦,„ 

Farm  credit  loans  in.    See  Farm  Credit  Administra- 

Home°workers  in.    See  Wage  and  Hour  Division 

Liquors,  etc..  imported  from:  excise  tax  provisions. 
See  Internal  Revenue  Bureau. 

National  historic  site.  San  Juan.  Puerto  Rico  desig- 
nation by  Secretary  of  Interior.  See  Interior  De- 
partment. 

Wage  rates.    See  Wage  and  Hour  Division. 
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Plants,  etc.     See  Entomology  and  Plant  Quarantine 
PubUc  health  regulations.    See  Public  Health  Service. 


RADIO  SERVICES,  regulations  respecting.    See  Federal 
Communications  Commission. 

RAILROADS:  •  ,  ^       _.,       .       . 

Emergency  boards  to  Investigate  labor  disputes  be- 
tween certain  carriers  and  their  employees;  Ex-- 
ecutlve  orders  respe(?ting.    See  Presidential  docu- 

Equipment.  allocation  of  steel  for;  volunUry  agree- 
ments.   See  Commerce  Department. 
Securities  of.  hearings.    See  Securities  and  Exchange 

Commission.  ^  , ^ 

Transportation,  shipments,  etc.    See  Defense  Trans- 
portation. Office  of;  Interstate  Conrunerce  Com- 
mission. 
RECLAMATION  BUREAU: 

Irrigation  projects;  annual  water  rental  charges: 
Gila    Irrtgatlon    Project.    Yuma    Mesa    Division. 

Arizona , — zz,~J~.~Zr 

Shoshone    Irrigation    Project.   Wlllwood   Division. 

Wyoming v:""r,V 

Public  lands  within  various  projects,  opened  to  entry. 
See  main  heading  Land  Management  Bureau. 

Military  records.  Air  Force  Board  for  Correction  of; 

regulations.    See  Air  Force  Department. 
Statistical  Information,  furnishing  of.  to  certain  inter- 
governmental organizations:  Executive  order  re- 
specting.    See  Presidential  documents. 
RED  CROSS  MONTH.  1949:  proclamation  respecting. 

See  Presidential  documents. 
RELIEF  (GIFT)  PACKAGES,  for  foreign  aid.    See  Post 

Office  Department. 
RENT  CONTROL.    See  Housing  Expediter.  Office  of. 
RURAL  ELECTRIFICATION  ADMINISTRATION: 
Allocation  of  funds  for  loans  for  projects  in  various 

AllL'aiTa. - - -  ^•'l.  ««^-  ^«2 
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RURAL  ELECTRIFICATION  ADMINISTRATION— Con.     ^^g« 
Allocation  of  funds  for  loans  for  projects  in  various 
States — Continued 

Arizona 782 

Arkansas 688,  783,  784 

Florida 472    662 

Georgia 471,  662 

Illinois _■  717,  783 

Indiana 661,  717.  782 

Iowa 662,  663.  688 

Kansas 663 

Kentucky 663,  717,  781 

Minnesota 662,  782,  783 

MLssIssippi , 717,  783.  784 

Mi-ssoun : 661,  662,  717.  783 

Montana 662,  688,  784 

Nebraska 662,  782 

New  Jersey 783 

North  Carolina . 662,  688,  783 

North  Dakota 717,  782 

Okahoma 471,  688,  717,  783 

Tennessee 663 

Texas 471.  662,  663.  688,  783 

Virginia 662,  663.  717.  782 

Washington 783 

Wlscon.sln 781.  782.  783 

Wyoming 663 


SALARIES.     See  Wages  and  Salaries. 

SECURITIES    AND    EXCHANGE    COMMISSION: 
Hearings,  etc.: 

Alabama  Power  Co 807 

American  Light  and  Traction  Co 646 

American  Power  and  Light  Co 462,  647,  744 

Arkana  Transit  Corp 721 

Arkansas  Fuel  Oil  Co 721 

Arkansas  Loui^ana  Gas  Co 721 

Arkansas  Natural  Gas  Corp 721 

Arkansas  Pipeline  Corp 721 

Arkansas  Power  and  Light  Co 724,  745 

Associated  Electric  Co 552,  742 

Atlantic  City  Electric  Co 553 

Atlas    Corp 876 

Baltimore  Stock  Exchange 689 

Bankers  Bond  and  Mortgage  Co 811 

Bankers  Securities  Corp 811 

Bellows  Falls  Hydro-Electric  Corp 647 

Cain.    Woflord 724 

Central  Maine  Power  Co 552,  877 

Chicago  Stock  E^cchange '  513 

Cincinnati  Gas  and  Electric  Co 553 

Cities  Service  Co 721,  810 

Cleveland  Stock  Exchange 552^  644 

Columbia  Gas  System,  Inc 632,  671 

Columbus  Oil  Co 721 

Commonwealth  and  Southern  Corp.  (Del.) 645,  807 

Connecticut  River  Power  Co '  647 

Consolidated  Edison  Co.  of  New  York,  Inc 632 

Consolidated  Gas  Co.  of  the  City  of  Pittsburgh 462 

Consumers  Power  Co 807 

Copple.  Horace  H 682 

Culp.    Roy 583 

Delaware  Power  and  Light  Co 496.  671,  672 

Denver  Ice  and  Cold  Storage  Co '__     '  808 

Du  Pont  de  Nemours.  E.  I.,  and  Co 552 

Eastern  Gas  and  Fuel  Associates 631 

Eastern  Shore  Public  Service  Co.  of  Maryland 496 

Electric  Bond  and  Share  Co 494.  744,  745  873 

Electric  Power  and  Light  Corp '724,  745 

Fort  Morgan  Ice  and  Cold  Storage  Co '  808 

Gas  Advl.sers.  Inc J 721 

General  Public  Utilities  Corp III"II"I'552   742 

Georgia  Power  Co '  807 

Glrard  Life  Insurance  Co 11111111"      811 

Great  Northern  Gas  Co.,  Ltd _..'      645 

Gulf  Power  Cm. __      809 

Harrisburg  Gas  Co ll^Zy^y'l      553 

In.suranshares  Corp.  of  Delaware _  648 

Iowa  Public  Service  Co 613 

Ken-Rad  Tube  and  Lamp  Corp 513 

Kentucky  Utilities  Co 582 

Lake  Catherine  Corp 745 

Lancaster  County  Gas  Co .      647 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.  Page 
Hearings,  etc. — Continued 

Langley,  W.  C,  and  Co 495 

Layton,  William  Monroe 533 

Lehigh  Valley  Transit  Co 645 

Lisbon  Gasoline  Co..  Inc 721 

Long  Island  Lighting  Co 495,  744 

Magma  Copper  Co '  649 

Marks.  Laurence  M.,  and  Co I__  495 

Minnesota  Power  and  Light  Co 647,  744 

Monongahela  Power  Co 648^  845 

Moor,  Lee '  725 

Murchison,  Clint  W..  Jr . ""  724 

Murchison.  John  Dabney 721 

National  Power  and  Light  Co 645 

Nebraska  Public  Service  Co 613 

New  England  Electric  System 647 

New  England  Gas  and  Electric  Assn 743 

New  England  Power  Co 647 

New  York  State  Electric  and  Gas  Corp 742 

New  York  Stock  Exchange 513 

Newmont  Mining  Corp 649 

North  American  Co 552,  873 

North  Continent  Utilities  Corp BOB 

Northern  States  Power  Co.  (Minn.) b09 

Northern  States  Power  Co.  (Wis.) 633 

Northwestern  Electric  Co 462 

Ogden  Corp 877 

Ohio  Edison  Co 807 

Ohio  Public  Service  Co 810 

Orange  State  Oil  Co 721 

Pacific  Power  and  Light  Co 462 

Penn  Wyo  Trust 721 

Pennsylvania  Electric  Co 551 

Pennsylvania  Power  Co 807 

Penn-Western  Service  Corp 613 

Petroleum  Advisers.  Inc 721 

Phebus  Oil  Co 721 

Philadelphia    Co 462 

Pittsburgh,  Cincinnati,  Chicago  and  St.  Louis  Rail- 
road    513 

Provlncetown  Light  and  Power  Co 514,743 

Sioux  City  Gas  and  Electric  Co 613 

South  Dakota  Public  Service  Co 613 

Southern  Co 807 

Southern  Natural  Gas  Co 495 

Standard  Gas  and  Electric  Co 462,  810,  875 

Standard  Power  and  Light  Corp 495,  810 

Texas  Electric  Service  Co 875 

Transark  Oil  &  Gas  Co 721 

Union  Carbide  and  Carbon  Corp ^  644 

Union  Electric  Co.  of  Missouri 552,  873 

Union  Light.  Heat  and  Power  Co '  553 

Union  Producing  Co 632 

United  Fuel  Gas  Co 632 

United  Gas  Improvement  Co 553,  647 

United  Light  and  Railways  Co '  646 

West  Kentucky  Coal  Co 873 

West  Penn  Electric  Co 648,  808.  845 

West  Penn  Power  Co 808 

Western  Railways  Ice  Co 808 

Wisconsin  Electric  Power  Co 874 

Worcester  Gas  Light  Co 514,  845 

Yankton  Gas  Co '  613 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  re.specting.  See  main  heading  Presi- 
dential documents. 

Organization,  submittals  and  requests 607 

Rules  and  regulations;  forms  prescribed  under  Secu- 
rities Exchange  Act  of  1934: 
For  annual  reports  of  issuers  having  securities  reg- 
istered    on     national     securities     exchanges; 
amendment  of  Instruction  books: 

Form   12-K 592 

Form  12A-K 592 

For  registration  of  and  reporting  by  national  securi- 
ties associations  and  affiliated  securities  asso- 
ciations: 

Form  X-15AA-1 _  885 

Form  X-15AJ-2__ 885 

SOCIAL  SECURITY  ADMINISTRATION: 
Unemployment  compensation;  certification  to  Secre-* 
tary  of  Treasury  of  State  of  Mississippi  law  allow- 
ing reduced  rates  of  contributions  for  taxable  year 

1948 461 


22 


INDEX,  FEBRUARY  1949 


Page 


STABILIZATION  OP  NATIONAL  ECONOMY;  voluntary 
plans  in  interest  of.  for  allocation  of  steel  and  prod- 
ucts.   See  Commerce  I>epartment. 
STATE  DEPARTMENT: 
Information,  statistical,  requested  by  certain  Intergov- 
ernmental organizations,  functions  of  Secretary 
with  respect  to  furnishing  of;  Executive  order  re- 
specting.   See  main  heading  Presidential  docu- 

PersSJfnef;"  conferring  of  competitive  status  upon  Miss 
Winifred  R.  Donnellon.  Executive  order  respect- 
ing.   See  main  ?ieadino  Presidential  documents. 
STATISTICAL  INFORMATION,   requested  by   certain 
International  organizations,  furnishing  of.  execu- 
tive order  respecting.    See  Presidential  documents. 
SUPREME    COMMANDER    FOR    ALLIED    POWERS 
Japan;  regulations,  etc..  relative  to  foreign  trade  and 
financial  Investments.    See  Army  Department. 
SURPLUS  PROPERTY.  DISPOSAL  OP: 

Commodities,   surplus,   equitable   adjustment   under 
Miles  or  transfers  of:  administrative  regulations. 
See  Agriculture  Department. 
Hawaii,  certain  airport  and  waterfront  properties  in. 
See  War  Assets  Administration. 


TARIFF  COMMISSION,  UNITED  STATES: 

Application  for  investigation  and  relief  from  alleged 
threat  of  Injury  due  to  Increased  Imports  of  vari- 
ous commodities:  „.c 
Berets,  knitted ",:-;; ri4 

Petroleum  (crude)  and  petroleum  Pro^^^ts- -------       »i* 

Information,  statistical,  requested  by  certain  Intergov- 

ernmental  organizations,  collection  of ;  Executive 

order  respecting.    See  main  heading  Presidential 

documents. 

TAXES,   excise.   Income,   etc.    See   Internal   Revenue 

Bureau. 
TRAINEESHIPS.  of  National  Heart  Institute.    See  Pub- 
lic Health  Service. 
TREASURY  DEPARTMENT: 
See  Coast  Guard. 

Cvstoms  Bureau. 
Internal  Revenue  Bureau. 
Pl.scal  Service.    See  Public  Debt  Bureau. 
Information,  statistical,  requested  ^Y  certain  Intergov- 
ernmental organizations,  collection  of  .Executive 
order  respecting.    Sec  main  heading  Presidential 
documents.  ,n,  t« 

Narcotics  Bureau;  joint  excise  tax  regulations  with  In- 
ternal Revenue  Bureau  under  Harrison  Narcotic 
Law     See  main  heading  Internal  Revenue  Bureau. 

^•SL'Sy  S?of- 1949-51.  2% .  call  for  redemption.      660 
Treasury   certificates,   offering   of    Scries   C-1950. 

li/^%       

Unemploym^nt'compensatlon  laws :  certification  pur- 
suant to  Internal  Revenue  Code,  to  ^Secretary  of 
Treasury  by  Commissioner  for  Social  Security  of 
State  (Mississippi)  J^w  allowing  reduced  rates  of 
contributions  for  taxable  year  1948.  See  main 
heading  Social  Security  Administration. 

u 

UNEMPLOYMENT  COMPENSATION,  certification  of 
State  laws  respecting.  See  Social  Security  Admlnis- 
tratiorr. 

UNITED  NATIONS,  statistical  Information  requested  by. 
providing  of ;  Executive  order  respecting. 

dential  documents. 


VETERANS  ADMINISTRATION: 

°  Admmi^s'Satlon  Installations,  list  of  stations  by  loca- 
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See  Presl- 


VETERANS:  .   .  ^     *, 

Benefits  to.    See  Veterans  Administration. 
C.v^  service  employment.    See  Civil  Service  Commls- 

Publli'uinds.  rights  of  veterans  to.   See  Land  Manage- 
ment Bureau. 
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Branch  offices;  deletion 

^  A^Stant*^Administrator  for  Legislation.  Office  of-      583 

Chief  Medical  Director.  Office  of— ^ 

Duties    certain,  transferred  to •«» 

District  offices,  designation  of.  for  National  Service 
Ufe  Insurance,  death  claims  and  auxiliary  op- 
erational activities 

Regulations : 

Veterans' claims: 

Basic  entitlement,  determinations  as  to. 

Active  service  under  Public  No.  2.  73d  Congress. 
Validity  of  enlistment  a  prerequisite  to  enlist- 
ment; misrepresentation  of  age - 

World  War  II.  eligibility  of  persons  discharged 

to  accept  commission  or  to  change  status- _ 

Claims  and  supporting  evidence,  filing  of ;  compu- 

tatlon  of  time  limit.— °^^ 

Disallowance  and  award.s : 

Active  duty  status,  action  where  veteran  re- 
turns to rr"IZ"TT 

Additional  allowance  for  nurse  or  attendant, 

resumption  full  rate -— - 

Adju-stment  of  award  of  veteran  upon  termlna- 

tion  of  Institutionalization  by  VA oio 

Apportionments :  j.„_ 

Effective  date  of °'' 

Not  authorized g.|.J 

Special gpjij 

Attorneys  and'agents'.'awards  "to;  cross  refer- 
ence  note :r":7'"" 

Award  action  upon  failure  to  return  question- 
naire as  to  income  under  Part  H.  Veterans 
Regulation  No.  1  (a) 

Award  upon  receipt  of  questionnaire,  restora- 

Awards   of   dTsability   compensation,   effective 

dates  of v. — 'i" 

Awards  pursuant  to  Part  in.  Veterans  Regula- 

tlon  No.  1  'O.  effective  dates  of oio 

Benefits  payable,  right  of  election  of;  canceUa- 

tlon 

Concurrent  payment  of  benefits  to  same  person- 
Discontinued  award,  resumption  of.  where  vet- 
eran subsequently  reports  for  physical  ex- 

•  amlnation -— ."T VII 

Incompetent  or  minor  beneficiaries,  awards  to 

custodians  of W'W«V«Vc'' 

Reduction  when  dl.sabled  person  is  In  Veterans 
Administration  in.stitution  or  other  Institu- 
tion at  expense  of  VA  (Section  1.  Public 

Law  662,  79th  Congress) ^'^ 

Retirement  pay.  military  and  naval o ' ' 

Right  of  election r«'J"w"'"Z 

Special  monthly  compensation  specified  by  or 
fixed  pursuant  to  paragraph  II.  Parts  I  and 
n  Veterans  Regulation  1  (a>.  as  amended 
by  Public  Laws  182.  659  and  662.  79th  Con-       ^^^ 
gre.ss 

'^^ESiploiee-clalmants.  adjudication  of  appUca- 

tlons  of cfiQ 

Rating  board.  Jurisdiction  of-— -----------      ^°^ 

Veterans  residing  In  Washington.  D.  C..  adjudl- 

cation  of  applications  of:  cancellation      -    569 
Mall,  aerial  transportation  of  (Public  No.  140.  73d 

Congress) ;  cancellation -  — ""^ 

Relationship  and  dependency,  proof  of: 

Child,  definition  of.  for  purposes  of  Public  No 
2  No.  141.  No.  484.  73d  Congress;  Public 
No.  269.  74th  Congress;  Public  Law  346. 
78th  Congress 

Death,  proof  of iVTill^'iouV 

Divorce  decree  granted  outside  mafltal  domicile, 
effect  of;  cross  reference  note 

Veteran's  child  adopted  by  another  person 
Service  connection  and  application  of  ratmg  prin- 
ciples. esUbli.shment  of: 
Active  pulmonary  tuberculosis,  determinations 
of;  rating  of  reactivation  in  cases  of  ar- 
rested tuberculosis 
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VETERANS  ADMINISTRATION— Continued  P^g« 

Regulations — Continued 
Veterans'  claims — Continued 

Service  connection  and  application  of  rating  prin- 
ciples, establishment  of — Continued 
Chronic  and  tropical  diseases: 

Service  connection  for 671 

Under  Public  No.  2.  73d  Congress,  as  amended : 

Chronic  diseases 571 

Tropical  diseases 572 

Dental  disabilities,  .service  connection  for: 

Determination  of  service  connection 573 

Required  period  of  service 573 

Disability   or    death    result    of    examinations, 
training,    hospitalization,    or    medical    or 
surgical  treatment;  service  connection  for: 
Compensation  for  disability  or  death  result 
of  training,   hospitalization,  or  medical 
or  surgical  treatment  under  section  31. 
Title  III.  Public  No.  141.  73d  Congress, 
result  of  examinations  under  section  12. 
Public  No.  866.  76th  Congress,  or  result 
of  training  under  paragraph  4,  Part  VII. 
Veterans  Regulation  1  (a),  as  amended.      573 
Initial  determinations  and  adjudicative  ac- 
tion under  section   31.  Public  No.    141. 
73d  Congress,  as  amended  by  section  12, 
Public  No.  866,  76th  Congress,  and  under 
paragraph  4.  Part  VH,  Veterans  Regu- 
lation No.  1  (a I  as  amended 573 

Disability  rating  purposes,  reexaminations  for: 

Prisoner  of  war  cases 574 

Psychoneurosis  cases 574 

Malaria  and  chronic  diseases  characteristically 
tropical  in  origin;  wartime  service  connec- 
tion        572 

Neuropsychiatric  diseases;  service  connection 
for  gastric  or  duodenal  ulcer  (peptic  ulcer) 

under  Public  No.  2.  73d  Congress 572 

Rating  schedule,  application  of: 

Combined  ratings 574 

Effective  dates  of  evaluations.  1945  schedule. 

in  original  ratings 574 

Total  disability  on  history,  ratings  of 574 

Use  of  1925  and  1945  rating  schedules 574 

Service  connection  on  factual  basis  under  Pub- 
lic No.  2.  73d  Congress  and  Public  No.  141, 

73d   Congress 571 

Tropical  diseases.     See  Chronic  and  tropical 
diseases. 
Service  requirements: 

Persons  included  in  acts  in  addition  to  com- 
missioned officers  and  enlisted  men: 
Mail,   aerial   transportation  of    (Public   No. 

140,  73d  Congress) 569 

Members  of  training  camps  authorized  by 

law 569 

Philippine  scouts  and  others.^ 568 

Under  Public  Law  No.  2,  73d  Congress  and 
Public   Law   300.  78th  Congress;   under 

Public  Law  300.  80th  Congress 569 

Volunteer  Reserve.  Navy 569 

Persons  not  Included  In  acts: 
Cancellation  of  provisions  respecting  certain 

groups 569 

Coast  Guard  Reserve,  temporary  members  of.      569 

National  Guard,  members  of 569 

Philippines.    Commonwealth    of;    organized 

military  forces  of  Government  of 569 

World  Wars  I  and  II 568 

Submission  of  evidence,  requirements  for;  physi- 
cians' statements  and  lay  affidavits 670 

Vocational  rehabilitation  and  education,  education 
and  training,  supervision  of  individual  trainee; 
additional   considerations   Incident   to   super- 
vision: 
Loans  from   vocational   rehabilitation  revolving 

fund 687 

Medical  services  for  veterans  pursuing  vocational 

rehabilitation    training 687 

Request  for  change  of  address,  use  of  VA  Form 

4-572 687 
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VIRGIN  ISLANDS:  wage  rates,  investigation  by  Special 
Industry  Committee.    See  Wage  ai;id  Hour  Division. 
VOCATIONAL  REHABILITATION: 
Blind  persons;  vending  stand  program.    See  Voca- 
tional Rehabilitation.  Office  of. 
Veterans;  regulations  respecting.    See  Veterans'  Ad- 
ministration. 

VOCATIONAL    REHABILITATION,     OFFICE     OF: 

Vending  stand  program  for  blind  in  Federal  and  other 
buildings;  designation  as  licensing  agency,  effec- 
tive date  of  regulations 509.  596 

VOLUNTARY  AGREEMENTS  In  aid  of  stabilization  of 
national  economy: 
Approval  of  various  plans,  etc..  by  Attorney  General. 

See  Justice  Department. 
Plans  for  allocation  of  steel  and  products  for  require- 
ments of  various  industries  and  agencies.     See 
Commerce  Department. 

w 

WAGE    AND    HOUR    DIVISION,    DEPARTMENT    OF 
LABOR: 

Regulations,  orders,  etc.: 
Employment  of  learners;  Issuance  of  certificates, 
for  various  industries: 

Glove 494 

Printing 494 

Handicapped  workers  or  handicapped  clients  In 
sheltered  workshops;  special  certificates,  issu- 
ance to  certain  workshops: 

Minnesota  Homecrafters,  Inc.,  Duluth 579 

Minnesota  Homecrafters,  Inc.,  Minneapolis 579 

Philadelphia  Society  for  Crippled  Children  and 

Adults 579 

Volunteers   of  America 579 

Home  workers;  In  Puerto  Rico.    See  Puerto  Rico. 
Puerto  Rico,  home  workers  in  needlework  industries 

In;  proposed  rule  making 705 

Special  Industry  committee  in  Virgin  Islands.    See 

Virgin  Islands. 
Virgin  Islands;  Special  Industry  Committee  for: 
Acceptance  of  resignation  and  appointment  of 

representative 843 

Hearing  to  receive  evidence  for  consideration  in 
recommending  minimum  wage  rates  for  em- 
ployees in  various  Industries,  notice 869 

WAGES  AND  SALARIES: 
Employment  tax;  collection  of  income  tax  at  source. 

See  Internal  Revenue  Bureau. 
Foreign  service  of  Public  Health  personnel;   allow- 
ances.   See  Public  Health  Services. 
Mlnimum'wages.    See  Wage  and  Hour  Division. 
Overtime  compensation  for  meat  Inspection  employ- 
ees.   See  Animal  Industry  Bureau. 
Panama  Canal  Zone,  compen.sation  of  certain  employ- 
ees In;  Executive  order  respecting.     See  Presi- 
dential documents. 

WAR  ASSETS  ADMINISTRATION: 

Designation  of  disposal  agencies  and  procedures  for 
reporting  surplus  property;  approval  of  delega- 
tion of  authority  to  Army  Department,  Corps  of 
Engineers,  for  disposal  of  certain  airport  and 

waterfront  properties  in  Hawaii 508 

WILDLIFE: 

Alaska  Game  Commission  regulations.  See  Alaska 
Game  Commission. 

Conservation  areas,  management  of.  See  Fish  and 
Wildlife  Service. 

Hunting  and  fishing,  etc.  See  Alaska  Game  Commis- 
sion; Engineers.  Corps  of;  Fish  and  Wildlife 
Service. 

Refuges,  regulations,  etc.,  affecting.  See  Fish  and 
Wildlife  Service;  Land  Management  Bureau. 
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Washington,  Tuesday,  February  1,  7949 


TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10032 

Cr£atino  an  Emergency  Board  to  Inves- 
tigate A  DispxTTE  Between  the  Akron, 
Canton  ti  Younostown  Railroad  Com- 
pany AND  Other  Carriers,  and  Certain 
or  Their  Employees 

WHEREAS  a  dispute  exists  between 
the  Akron,  Canton  It  Youngstown  Rail- 
road Company  and  certain  other  carriers 
designated  In  the  list  attached  hereto 
and  made  a  part  hereof,  and  certain  of 
their  employees  represented  by  the 
Brotherhood  of  Locomotive  Engineers,  a 
labor  organization;  and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  provi- 
sions of  the  Railway  Labor  Act,  as 
amended;  and 

WHEREAS  this  dispute.  In  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  Interrupt  in- 
terstate commerce  to  a  degree  such  as 
to  deprive  the  country  of  essential  trans- 
portation service: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  10  of 
the  Railway  Lab^r  Act.  as  amended  (45 
U.  8.  C.  160).  I  hereby  create  a  board 
of  three  members,  to  be  appointed  by 
me,  to  Investigate  the  said  dispute.  No 
member  of  the  said  board  shall  be  pe- 
cuniarily or  otherwise  interested  in  any 
organization  of  employees  or  any  carrier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act.  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  any  of  the  carriers  involved  or 
lis  employees  In  the  conditions  out  of 
which  the  said  dispute  arose. 

Harry  S.  Truman 

The  White  House, 

January  28, 1949. 

List 

eastern  region 

Akron,  Canton  &  Toungstown  Railroad  Co. 
Baltimore  &  Ohio  Railroad  Co. 

Baltimore  &  Ohio  Chicago  Terminal  Rail- 
road Co. 

etaten  Island  Rapid  Transit  Ry.  Co. 


Central  Railroad  Company  of  New  Jersey 
Chesapeake  St  Ohio  Railway  Co.  (Pere  Mar- 
quette District) 
Chicago,  Indianapolis  &  Louisville  Ry.  Co. 
Delaware  Si  Hudson  Railroad  Corporation 
Delaware,  Lackawanna  &  Western  RaUroad 

Co. 
Detroit,  Toledo  &  Ironton  Railroad  Co. 
Erie  Railroad  Company 
9  Grand  Trunk  Western  Railroad  Co. 
Lehigh  Valley  Railroad  Co. 
New  York  Central  RaUroad  Co.  and  all  leased 
lines 

Chicago  Junction  Ry.  (C.  R.  &  I.  R.  R.  Co., 
Lessee) 

Chicago  River  Sc  Indiana  Railroad  Co. 

Indiana  Harbor  Belt  Railroad  Co. 
New  York.  Chicago  &  8t.  Louis  Railroad  Co. 
New  York,  New  Haven  &  Hartford  Railroad 

Co. 
Pennsylvania  Railroad  Co. 

Long  Island  Railroad  Co. 
Pennsylvania-Reading  Seashore  Unes 
Reading  Company 
Wheeling  &  Lake  Erie  Ry.  Co. 

Lorain  &  West  Virginia  Ry.  Co. 

WESTERN  RECION 

Atchison,  Topeka  &  Santa  Fe  Railway  Co. 

Belt  RaUway  Company  of  Chicago 

Burllngton-Rock  Island  RaUroad  Co. 

Chicago  &  Eastern  Illinois  Railroad  Co. 

Chicago  &  North  Western  Ry.  Co. 

Chicago.  Burlington  &  Qulncy  Railroad  Co. 

Chicago  Great  Western  Ry.  Co. 

Chicago,  UUwaukee,  St.  Paul  &  Pacific  Rail- 
road Co. 

Chicago,  Rock  Island  &  Pacific  Railway  Co. 

Colorado  &  Southern  Railway  Co. 

Denver  St  Rio  Grande  Western  Railroad  Co. 

Duluth.  South  Shore  St  Atlantic  Railroad  Co. 
Mineral  Range  Railroad  Co. 

Elgin.  JoUet  Sc  Eastern  Ry.  Co. 

FOTt  Worth  ti  Denver  Cltry  Ry.  Co. 
Wichita  Valley  Railway  Co. 

Gulf.  Colorado  &  Santa  Fe  RaUway  Co. 

Great  Northern  Railway  Co. 

Houston  &  North  Shore  Railroad  Co. 

Illinois  Central  Railroad  Co. 

International-Great  Northern  Railroad  Co. 

Kansas  City  Southern  Ry.  Co. 

Kansas.  Oklahoma  St  Gulf  Ry.  Co. 

Midland  Valley  Railroad  Co. 

Minneapolis  &  St.  Louis  Ry.  Co. 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie  Rail- 
road Co. 

Missouri -Kansas-Texas  Railroad  Co. 

Missouri  Pacific  Railroad  Co. 

New  Orleans,  Texas  &  Mexico  Railway  Co. 

Northern  Pacific  Railway  Co. 

St.  Louis,  Brownsville  St  Mexico  Ry.  Co. 

St.  Louls-San  Francisco  Ry.  Co. 

St.  Louis  Southwestern  Ry.  Co. 

San  Antonio,  Uvalde  ft  Gulf  Railroad  Co. 

Southern  Pacific  Company  (Pacific  Lines) 

Spokane,  Portland  ft  Seattle  Ry.  Co. 
Oregon  Trunk  Ry.  Co. 

(Continued  on  p.  431) 
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modities and  related  matters- 
Title  26 — Internal  Revenue 
Chapter    I— Bureau    of    Internal 
Revenue,  Department  of  the 
Treasury: 
Part  186— Gauging  manual  (pro- 
posed*   

Title  47 — Telecommunication 
Chapter  I— Federal  Communica- 
catlons  Commission : 
Part    1— Practice    and    proce- 
dure   
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5exas  &  New  Orleans  Railroad  Co. 
erminal  Railroad  Association  of  St.  Louis. 
Texas  &  Pacific  Railway  Co. 
Union  Pacific  Railroad  Co.    (South-Central 

District) 
Wabash  Railroad  Co. 
Western  Pacific  Railroad  Co. 
Yazoo  &  Mississippi  Valley  Railroad  Co. 
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Atlanta  &  West  Point  Railroad  Co. 

Western  Railway  of  Alabama 
Atlantic  Coast  Line  Railroad  Co. 
Central  of  Georgia  Ralfway  Co. 
Florida  East  Coa.st  Railway  Co. 
Georgia  Railroad  Co. 
Gulf.  Mobile  &.  Ohio  Railroad  Co. 
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Louisville  &  Nashville  Railroad  Co. 
Norfolk  Southern  Railway  Co. 
Rlchmoud,  Fredericksburg  &  Potomac  Rail- 
road Co.  ' 
Seaboard  Air  Line  Railroad  Co. 

[F.    R.    Doc.    49-788;    Filed.    Jan.    28.    1949; 
5:14  p.  m.| 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  C— Loons,  Purchotet,  and  Other 
Operation* 

Part  648 — Potatoes,  Irish 
bttbpart — 194  9  potato  acreage  goals 

GENERAL 


Sec. 
64871 
648.72 
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648.74 


Applicability  of  {S  648.71  to  648.85. 

Definitions. 

Extent   of   calculations   and   rule   of 
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Instructions  and  forms. 


442 


National  and  state  acreage   goals  and 
COUNTY  Liurrs 

648.75  Establishment  of  the  national  acre- 

age goal  and  apportionment  among 
the  States. 

648.76  Apportionment  of  the  State  commer- 

cial  goal   among   the   counties   as 
county  limits. 

ACKCAGE  GOALS  FOR  COMMERCIAL  FARMS 

648.77  Determination   of   preliminary   acre- 

age goals  of  three  or  more  acres  for 
old  farms. 

648.78  Pinal  acreage  goals  for  old  commer- 

cial farms. 

648.79  Determination    of    acreage    goals    of 

three  acres  or  more  for  new  farms. 

ACREAGE    COALS    FOR    NON-COMMERCIAL    FARMS 

648.80  Goal  for  non -commercial  farm. 

APPROVAL   AND  CORRZCTION   OF   COALS 

648.81  Approval. 

648.82  Correction. 

NOTICE  AND  APPEALS 

648.63     Notice. 

648.84  Appeals. 

648.85  Request  for  consideration. 

AuTHORmr:  ii  648.71  to  648.85  issued  un- 
der Pub.  Law  897,  80th  Cong. 

GENERAL 

1648.71  Applicability  of  1^648.71  to 
648.85.  Sections  648.71  to  648.85  shall 
govern  the  establishment  of  farm  acre- 
age goals  for  Irish  potatoes  for  use  in 
connection  with  United  States  Depart- 
ment of  Agriculture  price  support  opera- 
tions relating  to  the  1949  crop  of  such 
potatoes.  The  planting  of  potatoes  in  ex- 
cess of  the  1949  goal  established  for  any 
farm,  or,  where  separate  goals  are  estab- 
lished for  early  and  late  potatoes,  the 
planting  or  potatoes  in  excess  of  either 
of  such  goals,  shall,  subsequent  to  the 
date  of  such  excess  planting,  render  any 
person  having  an  interest  in  such  farm 


as  operator,  owner,  landlord,  tenant  or 
partner  ineligible  to  participate  in  1949 
potato  price  support  operations.  Such 
ineligibility  shall  extend  also  to  any  cor- 
poration or  corporate  stockholder  whose 
operations  are  subject  to  substantially 
the  same  management,  o^^Tlership,  or 
control  as  those  of  a  corporation  or  cor- 
porate stockholder  planting  potatoes  in 
excess  of  an  acreage  goal.  Potatoes 
which  are  produced  on  a  farm  owned  or 
operated  by  a  partnership  shall  be  in- 
eligible in  case  any  partner  plants  pota- 
toes on  any  other  farm  in  excess  of  the 
acreage  goal  for  such  farm.  The  entire 
Interest  in  potatoes  planted  within  a 
non-commercial  farm  goal  must  be  in  the 
owner,  or  in  the  owner  and  the  operator, 
of  such  entire  farm.  Any  person  having 
an  interest,  other  than  as  owner  or  opera- 
tor of  the  entire  farm.  In  potato  produc- 
tion from  one  or  more  non-commercial 
farm.*;,  shall  be  ineligible  to  participate 
in  1949  potato  price  support  operations. 
Publicly  owned  experiment  stations 
planting  potatoes  for  experimental  pur- 
poses only  do  not  come  within  the  scope 
of  this  program;  no  goal  shall  be  estab- 
lished for  such  experimental  plantings 
nor  shall  the  potatoes  produced  thereon 
be  eligible  for  acquisition  under  price 
support  operations. 

§  648.72  Definitions.  As  used  in 
§5  648.71  to  648  85  and  in  all  instructions, 
forms,  and  documents  in  connection 
therewith,  the  words  and  phrases  defined 
in  this  section  shall  have  the  meanings 
herein  assigned  to  them  unless  the  con- 
text or  subject  matter  requires  otherwise. 

(a)  Committees:  (1)  "County  com- 
mittee" means  the  group  of  persons 
elected  within  a  county  to  assist  in  the 
administration  of  the  Agricultural  Con- 
servation Program  in  such  county. 

<2)  "State  committee"  means  the 
group  of  persons  designated  as  the  State 
committee  of  the  Production  and  Market- 
ing Administration  charged  with  the  re- 
sponsibility of  administering  Production 
and  Marketing  Administration  programs 
within  the  State. 

(b)  "Farm"  means  all  adjacent  or 
nearby  farm  land  under  the  same  owner- 
ship which  is  operated  by  one  person, 
including  also:  (1)  Any  other  adjacent 
or  nearby  farm  land  which  the  county 
committee,  in  accordance  with  instruc- 
tions Issued  by  the  Production  and  Mar- 
keting Administration,  determines  is  op- 
erated by  the  same  persons  as  part  of 
the  same  unit  with  respect  to  rotation  of 
crops  and  with  workstock,  farm  machin- 
ery and  labor  substantially  separate  from 
that  for  any  other  lands;  and  (2)  any 
fietd-rented  tract  (whether  operated  by 


the  same  or  another  person)  which,  to- 
gether with  any  other  land  included  in 
the  farm,  constitutes  a  unit  with  respect 
to  the  rotation  of  crops.  A  farm  shall 
be  regarded  as  located  in  the  county  in 
which  the  principal  dwelling  is  situated, 
or  if  there  is  no  dwelling  thereon  it  shall 
be  regarded  as  located  in  the  county  in 
which  the  major  portion  of  the  farm  is 
located. 

(c)  "New  farm"  means  a  farm,  on" 
which  potatoes  have  not  been  planted 
since  1945  and  on  which  the  1949  farm 
operator's  personal  history  of  potato  pro- 
duction since  1945  is  not  used  in  deter- 
mining the  farm  goal. 

(d)  "Old  farm"  means  a  farm  on 
which  potatoes  have  been  planted  in  one 
or  more  years  since  1945  or  on  which  the 
1949  farm  operator's  personal  history  of 
potato  production  since  1945  is  used  in 
determining  the  farm  goal. 

(e)  "Commercial  farm"  means  a  farm 
for  which  a  preliminary  1949  goal  of 
three  or  more  acres  is  established. 

(f)  "Non-commercial  farm"  means  a 
farm  on  which  potatoes  are  planted  in 
1949  and  for  which  a  preliminary  1949 
potato  acreage  goal  of  three  or  more 
acres  is  not  established. 

(g)  "National  goal"  means  the  total 
niunber  of  acres  of  Irish  potatoes  estab- 
lished by  the  United  States  Department 
of  Agriculture  as  nece.ssary  to  produce  a 
1949  crop  sufficient  for  all  domestic  and 
export  requirements  without  unduly  cur- 
tailing production  in  any  area. 

<h)  "State  goal"  means  the  number  of 
acres  out  of  the  National  goal  allocated 
by  the  Production  and  Marketing  Ad- 
ministration to  be  planted  within  a  par- 
ticular State. 

(i »  "Commercial  goal"  means  that  part 
of  the  total  goal  which  is  made  available 
for  apportioning  ioiemjHfercial  farms. 

(j)  "Non-commercial  goal"  means  that 
part  of  the  total  goal  which  is  attributed 
to  non-commercial  farms.  No  direct  ap- 
portionment of  the  non-commercial  goal 
to  any  farm  is  provided. 

(k)  "Preliminary  goal"  Is  the  acreage 
which  the  county  committee  preliminar- 
ily determines  to  be  the  proper  goal  for  a 
farm,  in  view  of  the  county  limit  as  here- 
inafter defined,  past  goals  on  the  farm, 
tofHDgraphy,  crop  rotation  practice,  and 
land,  labor,  and  equipment  available  for 
the  production,  handling,  and  market- 
ing of  potatoes  grown  on  the  farm. 

(D  "Pinal  goal"  for  a  farm  is  its  pre- 
liminary goal  after  such  goal  has  been 
adjusted  by  the  county  committee  so  that 
the  total  of  all  final  goals  in  the  county 
shall  not  exceed  the  county  limit,  pur- 
suant to  the  procedure  specified  in 
§§648.73  and  648.78. 
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(m)  "County  limit"  means  the  num- 
ber of  acres  out  of  the  State  commercial 
goal  allocated  to  a  particular  county  for 
apportioning  to  comfiercial  farms  within 
that  county. 

(n  >  "Early  potatoes"  or  "-early  acreage 
means  potatoes  of  the  early  or  intermedi- 
ate harvest,  or  acreage  planted  to  pota- 
toes for  early  or  intermediate  harvest, 
(o)  "Late  potatoes"  or  "late  acreage" 
means  storable  variety  potatoes  of  the 
late  harvest,  to  be  harvested  no  earlier 
than  a  date  established  by  the  State  com- 
mittee, or  acreage  planted  to  potatoes  for 
late  harvest. 

(p)  "Operator"  means  the  person  who 
Is  in  charge  of  farming  operations  on 
the  entire  farm. 

(q)  "Person"  means  an  individual, 
partnership,  association,  corporation, 
estate  or  trust  or  other  business  enter- 
prise or  legal  entity,  and  wherever  ap- 
plicable, a  State,  a  political  subdivision 
of  a  State,  or  any  agency  thereof. 

(r)  "Acreage  planted  to  potatoes" 
means  the  number  of  acres  on  which 
potatoes  are  growing  at  the  time  of  the 
official  determination  of  potato  acreage 
de  igned  to  establish  whether  the  opera- 
tor has  planted  within  his  goal,  plus  the 
acreage  from  which  potatoes  of  the  1949 
crop  were  harvested  prior  to  such  official 
determination  of  potato  acreage. 

(s)  "Director"  means  Director  of  the 
Fruit  and  Vegetable  Branch.  Production 
and  Marketing  Administration,  or  a  per- 
son or  persons  duly  authorized  to  act  in 
his  behalf. 

5  648.73  Extent  of  calculations  and 
rule  of  fractions.  All  acreages  except 
final  acreage  goals  shall  be  expressed  to 
the  nearest  one-tenth  acre  and  fractions 
of  fifty-one  thousandths  of  an  acre  or 
more  shall  be  rounded  upward  and  frac- 
tions of  five-hundredths  of  an  acre  or 
less  shall  be  dropped.  Final  goals  of 
from  three  to  ten  acres  may  be  estab- 
lished uniformly  within  a  county  to  the 
neare.st  half-acre,  and  final  goals  larger 
than  ten  acres  may  be  so  established  to 
the  nearest  acre. 

§  648.74  Instructions  and  forms.  The 
Admini.strator  of  the  Production  and 
Marketing  Administration  shall  cause  to 
be  prepared  and  issued  such  forms  and 
Instructions  as  may  be  deemed  necessary 
or  expedient  in  carrying  out  §§  648.71  to 
64885. 

NATIONAL  AND  .STATi:  ACREAGE  COALS  AND 
COUNTY  LIMITS 

§  648.75  Establishment  of  the  national 
acreage  goal  and  apportionment  among 
the  States.  The  total  1949  potato  acre- 
age goal  for  all  States  is  1.938.300  acres 
which  compares  with  2.137.700  acres 
planted  in  1948  and  2.148.600  acres 
planted  In  1946.  This  acreage  goal  is 
based  on  an  a.s.sumed  goal  yield  of  186 
bu<;hels  per  acre  which  is  the  3  year 
1946-48  (as  reported  in  October  1948 » 
average  yield  per  planted  acre.  This 
compares  with  average  yields  of  196 
bushels  in  1948  as  reported  in  October 
1948.  179  bushels  in  1947  and  183  bushels 
in  1946.  This  acreage  goal  should  pro- 
duce a  crop  of  approximately  350  million 
bu-shels. 

In  1949  only  the  commercial  goals  will 
be  issued  to  States.    In  previous  years 
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both  commercial  and  non-commercial 
State  goals  were  issued.  The  1949  com- 
mercial goal  is  1.223,100  acres  which 
compares  with  an  estimated  planted 
commercial  acreage  of  1.422,500  in  1948 
and  a  planted  acreage  of  1.379,100  acres 
in  1947..  This  1949  commercial  goal  Is 
86  and  89  percent  respectively  of  the 
commercial  acreage  in  1948  and  1947. 

The  largest  reductions  from  1948  esti- 
mated commercial  acreage  are  called  for 
in  States  along  the  eastern  coast  where 
surplus  purchases  have  been  particularly 
heavy  and  In  early  potato  producing 
areas  of  California  where  planted  acre- 
age in  1948  exceeded  the  1948  goal. 

The  State  acreage  goals  for  1949  were 
cjilculated  as  follows: 

(a)  The  5-year  1943-47  average  pro- 
duction by  States  was  calculated. 

(b)  One-fourth  of  the  3-year  (1945- 
47)  average  government  purchases  by 
States  was  deducted  from  the  average 
production. 

(c)  Whenever  the  State  total  planted 
acreage  in  a  particular  State  during  194S 
and  1947  exceeded  the  State  total  acre- 
age goal,  this  excess  acreage  was  con- 
verted to  bushels  based  on  that  year's 
yield  per  acre.  This  total  excess  produc- 
tion for  the  2  years  was  divided  by  5. 
and  the  resulting  bushels  were  deducted 
from  the  1943-47  average  production. 

(d)  The  residual  number  of  bushels 
for  each  State  was  factored  by  .8687  to 
provide  a  350  million  bushel  crop. 

(e)  The  resulting  goal  production  for 
each  State  was  converted  to  acres  by 
dividing  such  goal  production  by  the 
3-year  1946-48  (as  reported  in  October 
1948)  yield  per  acre  for  such  State. 

(f)  The  State  acreage  was  then  di- 
vided between  commercial  and  non-com- 
mercial acreage  on  the  basis  of  data  as 
to  the  operation  of  the  1947  and  1948 
potato  goal  programs,  and  other  avail- 
able Information.  Commercial  acreage 
Is  that  goal  acreage  available  for  estab- 
lishing preliminary  goals  of  three  or  more 
acres  of  potatoes  on  an  individual  farm. 

(g)  No  State  was  a.ssigned  a  commer- 
cial acreage  higher  than  90  percent  of 
its  1948  commercial  planted  acreage. 
This  factor  reduced  the  calculated  U.  S. 
production  to  339  million  bushels  be- 
cause of  the  assumption  that  non-com- 
mercial acreage  would  remain  constant. 
All  commercial  acreage  figures  were 
then  raised  by  4.5  percent  to  balance 
out  to  a  350  million  crop,  except  that 
no  State  was  assigned  a  commercial  goal 
higher  than  its  1947-48  average  planted 
commercial  acreage. 

The  1949  Commercial  Acreage  Goals 
by  States  are  as  follows: 

Goal 
(1.000 

State:  "cr") 

Maine ---  l*^-^ 

New    York,    Long   Island 45-2 

New  York,  Upstate *6- 9 

Pennsylvania 64.1 

Michigan - 67.1 

Wisconsin 38.5 

Minnesota ^8.0 

North    Dakota ---  121.3 

South   Dakota — -     12. 1 

Nebraska 31.7 

Montana 8.8 

Idaho   - 120.9 

Wyoming    - -       9-6 

Colorado  -     60-3 

Utah  -— — 98 


Goal 

{1.000 

State — Continued  acres) 

Nevada    ^-  ^ 

Washington   26.0 

Oregon    32.4 

California    (late). —  -     30-8 

New   Hampshire 2.2 

Vermont 2.2 

Massachysetts   7.0  ^ 

Rhode    Island 4-3 

Connecticut   7.6 

West   Virginia » 

Ohio 13-8 

Indiana   - 7.6 

Illinois    1-0 

lowa^, ^-  ' 

New  llexlco -^ 

New    Jersey 34.6 

Delaware   •* 

Maryland    '^■^ 

Virginia - 24.9 

Kentucky    3.2 

Missouri •> 3.  2 

Kansas 2.4 

Arizona   3.0 

North   Carolina 20.5 

South  Carolina 7.9 

Georgia   ^- ^ 

Florida - 20.3 

Tennessee 3.8 

Alabama   \i.\ 

Mississippi    •* 

Arkansas ^-^ 

Louisiana    12.2 

Oklahoma -8 

Texas ^3.3 

California    (early) 44.6 

U.    S.    Total    Commercial    Goal— 1.223,100 
acres. 

§  648.76    Apportionment  of  the  State 
commercial  goal  among  the  counties  as 
county    limits.     The    State    committee 
shall   recommend  for  approval   of  the 
Director  the  county  limit  for  each  county 
within  the  State.    The  county  limit  shall 
be  the  acreage  determined  by  the  State 
committee  as  fair  and  reasonable  for  the 
county  in  relation  to  county  limits  estab- 
lished for  other  counties  within  the  State, 
taking  into  consideration  (a)   the  total 
acreage  actually  allocated  la  1947  and 
1948  as  commercial  farm  goals,  and  (b) 
adjustments   deemed   necessary  due  to 
recognizable  changes  in  the  potato  pro- 
duction pattern  or  marketing  or  other 
facilities  in  the  State.    Factors  indicating 
such  change  may  Include,  but  not  be 
limited  to,  an  estimate  of  the  extent  to 
which  the  1948  goal  was  planted  or  over- 
planted,  and  the  frequency  of  appeals  in 
1948.    A  separate  county  limit  shall  be 
established  for  early  and  for  late  pota- 
toes unless  the  State  committee  recom- 
mends and  the  Director  approves  the  u.<!e 
of  a  single  county  limit  as  being  adequate 
to  obtain   the  proper   relationship  be- 
tween early  and  late  production  within 
the  county.     The  sum   of  the  county 
limits  for  a  State,  plus  a  State  reserve 
withheld  for  appeals,  new  farms,  and  the 
correction  of  errors,  shall  not  exceed  the 
State's  commercial  goal.    The  State  re- 
serve shall  not  exceed  five  percent  of  the 
State's  commercial  goal. 

ACREAGE  GOALS  FOR  COMMERCIAL  FARMS 

§  648.77  Determination  of  prelimi- 
nary  acreage  goals  of  three  or  more  acres 
for  old  farms.  The  1949  preliminary 
acreage  goal  for  an  old  commercial  farm 
shall  be  that  acreage  determined  by  the 
county  committee  to  be  fair  and  reason- 
able for  the  farm  in  relation  to  the  pre- 
liminary goals  established  for  other  old 
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commercial  farms  In  the  county.  This 
determination  shall  take  into  account  the 
1948  farm  goal,  with  appropriate  adjust- 
ments to  reflectjchanges  in  past  acreage, 
topography,  crop  rotation  practice,  and 
land,  labor  and  equipment  available  for 
the  production,  handling,  and  marketing 
of  potatoes.  This  determination  shall 
aI.«;o  take  into  account  1949  Intentions 
(if  known),  availability  of  grower's  stor- 
age facilities  for  late  potatoes,  and  such 
other  relevant  standards  as  may  be  estab- 
lished by-  the  State  committe.  If  both 
early  and  late  potatoes  are'  to  be  har- 
vested from  the  same  farm,  a  separate 
goal  shall  be  established  for  each  unless 
the  farm  is  located  In  a  county  for  which 
the  use  of  a  single  county  limit  to  apply 
to  both  early  and  late  potatoes  has  been 
approved  by  the  Director. 

§  648.78  Final  acreage  goals  for  old 
commercial  farms.  The  preliminary 
acreage  goals  determined  for  all  old  com- 
mercial farms  in  any  county  pursuant  to 
S  648.77  shall  be  equitably  adjusted  by 
the  county  committee  so  that  the  result- 
ing total  shall  not  exceed  the  county 
limit,  and  the  individual  farm  acreage 
goal  so  adjusted  shall  be  the  1949  final 
farm  acreage  goal,  except  that  where 
this  adjustment  results  in  a  goal  of  less 
than  three  acres,  the  1949  final  farm  goal 
shall  be  the  smaller  of  the  1949  planted 
acres  or  2.9  acres. 

S  648.79  Determination  of  acreage 
goals  of  three  acres  or  more  for  new 
farms.  An  application  for  a  new  farm 
goal  of  three  or  more  acres  shall  be  filed 
with  the  county  committee  prior  to  the 
final  date  set  by  each  State  committee 
for  the  consideration  of  such  applica- 
tions. The  acreage  goal  for  a  new  com- 
mercial farm  shall  be  the  acreape  deter- 
mined by  the  county  committee  and  ap- 
■  proved  by  the  State  committee  as  fair 
and  reasonable  for  the  farm  in  relation 
to  the  goals  established  for  other  new 
commercial  farms  in  the  county  and 
State,  taking  into  consideration  personal 
and  farm  past  history,  topography,  crop 
rotation  practices,  and  land,  labor  and 
equipment  available  for  the  production, 
handling,  and  marketing  of  potatoes. 

ACREAGE  GOALS  FOR  NON-COMMERCIAL  FARMS 

§  648.80  Goal  for  non-commercial 
farm.  The  1949  acreage  goal  for  any 
non-commercial  farm  .shall  be  the  small- 
er of  the  1949  planted  acreage  or  2.9 
acres.  The  1949  acreage  goal  for  the 
farm  of  any  operator  who  does  not  re- 
ceive formal  notice  of  an  acreage  goal 
shall,  in  the  absence  of  appeal  and  cor- 
rection, be  the  non-commercial  farm 
goal. 

APPROVAL  AND  CORRECTION  OF  GOALS 

5  648.81  Approval.  *rhe  State  commit- 
,tee  shall  review  all  farm  acreage  goals 
of  three  or  more  acres,  and  may  correct 
or  require  correction  of  any  goals  estab- 
lished by  the  county  committee  under 
S$  648.71  to  648.85.  All  acreage  goals 
of  three  or  more  acres  shall  be  subject 
to  approval  by  the  State  committee.  No 
official  notice  of  an  acreage  goal  shall 
be  mailed  to  an  operator  until  such  goal 
has  been  so  approved. 

S  648.82  Correction.  The  Adminis- 
trator of  the  Production  and  Marketing 


Administration  may  correct  or  require 
correction  of  any  acreage  goals  estab- 
lished under  85  648.71  to  648.85  by  either 
the  State  committee  or  the  county 
committee. 

NOTICE  AND  APPEALS 

{  648.83  Notice.  Notice  of  all  farm 
acreage  goals  of  three  or  more  acres  shall 
be  mailed  or  delivered  in  person  to  the 
farm  operators  concerned  whether  or  not 
the  operator  has  requested  a  goal.  No- 
tice of  a  farm  acreage  goal  of  less  than 
three  acres  is  not  required  to  be  given 
unless  the  operator  has  requested  an 
acreage  goal. 

S  648.84  Appeals.  Any  operator  who 
feels  that  his  1949  potato  acreage  goal 
Is  not  fair  and  reasonable  as  compared 
with  goals  established  for  other  potato 
farms  in  the  area,  may,  within  15  days 
after  the  date  shown  on  the  notice  of 
his  farm  goal,  request  the  county  com- 
mittee in  writing  to  reconsider  its  de- 
termination. In  Its  reconsideration  the 
county  committee  shall  base  its  decision 
on  the  standards  required  to  be  used  in 
making  its  original  determination,  in  the 
light  of  any  new  Information  supplied 
by  the  operator  or  otherwise  made  avail- 
able. The  county  committee  shall  make 
its  decision  and  notify  the  operator  in 
writing  within  15  days  after  receiving 
notice  of  the  appeal.  If  the  operator  is 
dissatisfied  with  the  decision  of  the  coun- 
ty committee,  he  may,  within  15  days 
after  its  decision  is  mailed  to  him  (or 
if  it  Is  delivered  to  him  in  person,  within 
15  days  after  such  delivery),  appeal  in 
writing  to  the  State  committee.  The 
State  committee  shall  notify  him  of  its 
decision  In  writing  within  30  days  after 
Its  receipt  of  the  appeal. 

§  648.85  Request  for  consideration. 
An  operator  who  has  not  requested  a 
farm  goal,  and  who  is  not  notified  of  his 
1949  farm  acreage  goal  by  reason  of  such 
goal  not  being  set  at  three  acres  or 
more  sHall  If  he  wishes  such  goal  to  be 
reconsidered,  file  the  necessary  request 
with  the  county  committee  within  a  rea- 
sonable time  prior  to  planting  potatoes 
on  the  farm. 

Dated:  January  26,  1949. 

(CEALl  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[P.    R.    Doc.    49-753:    Filed,    Jan.    31.    1949; 
8:50  a.  m.] 


TITLE  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

[Amdt.   SJ 
Part  418 — Wheat  Crop  Insurance 

CONTINUOUS  contracts  COVERING  1949  AND 
SUCCEEDING  CROP  YEARS 

The  above-identified  regulations  (13 
P.  R.  2607,  5146.  6475)  are  hereby 
amended  as  follows: 

1.  Section  418.151  Is  amended  to  read 
as  follows: 

9  418.151  Availability  of  wheat  crop 
insurance,  (a)  Wheat  crop  in.surance 
under  continuous  contracts  for  the  1949 


and  succeeding  crop  years  will  be  pro- 
vided only  in  accordance  with  this  sub- 
part In  the  following  counties  and  under 
the  type  of  coverage  specified  for  each: 

State  and  county  Type  of 

California:  coverage 

San  Luis  Obispo Commodity. 

Sutter Do. 

Tulare Do. 

Colorado: 

Adams Monetary. 

Eaca Commodity. 

Kit  Carson Monetary. 

Logan Do. 

Phillips Do. 

Weld Commodity. 

Idaho: 

Idaho Do. 

Latah Monetary. 

Lewis Commodity. 

Nez  Perce Do. 

Teton Do. 

Illinois: 

Christian Do. 

Macoupin Monetary. 

Madison Commodity. 

Jblason Do. 

Monroe Do. 

St.   Clair Do. 

Sangamon Do. 

Washington Do. 

Indiana:  * 

Allen Do. 

Decatur Do. 

D?Kalb ■    Da 

Kosciusko Do. 

Noble Do. 

Rush Do. 

Shelby Do. 

Sullivan Monetary 

Kansas: 

Barton Do. 

Clay Conunodlty. 

Cloud Monetary. 

Cowley Commodity. 

Dickinson Do. - 

Ford Monetary. 

Harvey Commodity. 

Kingman Do. 

Lincoln Monetary. 

McPherson Commodity. 

Marlon Do. 

Marshall Do. 

Mitchell Monetary. 

Nemaha Commodity. 

Osl)orne Monetary. 

Pawnee Do. 

Pratt Commodity. 

Rawlins Monetary. 

Reno - Conunodlty. 

Republic Monetary. 

Rush Do. 

Russell Commodity. 

Scott Monetary. 

Sedgwick Commodity. 

Sherman Monetary. 

Stanton Do. 

Sumner Commodity. 

Trego Monetary. 

Washington.-., Commodity. 

Maryland: 

Carroll Do. 

Kent Monetary. 

Michigan: 

Clinton Do. 

Eaton CMninodity. 

Gratiot Monetary. 

H'llsdale CommodiLy. 

Monroe Do. 

Minnesota: 

Clay-. Do. 

Kittson Do. 

Marshall Do. 

Norman Do. 

Polk .._ Do. 

Missouri : 

Bates Do. 

Cass .^..       Do. 

Charlton Monetary. 

Cooper ConuBodity. 


434 

state  and  County  Type  of 

MUaourl— Continued  coverage 

Lafayette.  — - Monetary. 

Pilce  —      Do 

8t.  Charlea-- —  -   Commodity. 

Saline ,,^^\ 

Vernon —  Monetary. 

Montana: 

Blaine. • -  Commodity. 

Chouteau ^^• 

Daniels P°- 

Fergus ^^' 

Hill     ?°- 

Judith  Baaln "o- 

Liberty °°  • 

McCone Monetary. 

Pondera Commodity. 

Roosevelt D*** 

Sheridan ^^• 

Valley '^• 

Nebraska :  . 

Buffalo "°- 

Chase  Monetary. 

CheyennV." Commodity. 

Deuel-— ^^• 

Gage D°- 

Hamilton. Monetary. 

Jefferson Commodity. 

Klmbafl-. ^^^ 

Nuckells D°' 

Richardson Do. 

Saline Do, 

Saunders Do. 

Seward Do. 

New  Mexico: 

Currj^,..-, Do. 

Quay *^- 

New  York: 

Ontario Do. 

Seneca Do. 

North  Dakota: 

Benson Do. 

Bottineau Do. 

Burleigh Do. 

Cass Do. 

Grand  Forks Monetary. 

Qrl^gs Commodity. 

LaMoure Do. 

Mcintosh Do. 

McKenzle Do. 

McLean Do. 

Mercer Monetary. 

Morton —  Commodity. 

Pembina Do. 

Pierce Monetary. 

Ramsey Commodity. 

8.irgent Monetary. 

Sheridan Commodity. 

Steele Do. 

Stutsman Do. 

Traill Do. 

Walsh Do. 

Ward-- Do. 

Williams Do. 

Ohio: 

Franklin Do. 

Greene Do. 

Highland Do. 

,     Mercer Do. 

Preble Do. 

Putman Do. 

Seneca Do, 

Stark --       Do, 

Tuscarawas Do, 

Williams Do. 

OkHhoma: 

AU.Ufa Do, 

Beckham Do. 

Blaine. Monetary. 

j^^jg^pr     Commodity. 

GarfleldV-V.V."  -  -  - Monetary. 

Grady D3. 

Q,reer  --    Commodity. 

Jackson'-V.V.'- Monetary. 

K'-^^-fisher Commodity, 

j5  ,";'.a  Do. 

TiilmanV.V.ViiL Monetary. 


RULES  AND  REGULATIONS 


state  and  County 


Type  of 
Oregon:  ^     coverage 

GUllam Commodity. 

Morrow Do. 

Shermafl Do. 

Umatilla Do. 

Union-. Do. 

Pennsylvania: 

Berks Do. 

Chester Do. 

Lancaster Do. 

Lycoming Do. 

South  Dakota: 

Brown ,    Do. 

Codington Do- 

Day Do. 

Dewey DO- 

Edmunds Do- 

Faulk- Do. 

Marshall Do- 

McPherson Do. 

Meade Do. 

Perkins— - —        Do. 

Potter Do. 

Spink Do. 

Tripp - Do. 

Texas: 

Castro Monetary. 

Collin Commodity. 

Deaf  Smith Monetary. 

Denton Commodity. 

Floyd Monetary. 

Grayson Commodity. 

Hale Monetary. 

Jones Do. 

Knox Do. 

Runnels Commodity. 

Swisher •  Monetary. 

Taylor Commodity. 

Utah; 

Box  Elder Do. 

Washington : 

Adams Do. 

Benton-. Monetary. 

Douglas Commodity. 

Franklin Do. 

Grant Do. 

Walla  Walla Do. 

Whitman Do. 

Wyoming: 

Goshen Do. 

(b)  Insurance  will  not'-be  provided 
with  respect  to  applications  for  wheat 
Insurance  filed  In  a  county  in  accordance 
with  this  subpart  unless  such  written 
applications;  together  with  wheat  crop 
insurance  contracts  in  force  for  the  en- 
suing crop  year,  cover  at  least  200  farms 
in  the  county  or  one-third  of  the  farms 
normally  producing  wheat.  For  this  pur- 
pose an  in.surance  unit  shall  be  counted 
as  one  farm. 

2  Section  418.154.  as  amended.  Is 
amended  by  adding  the  following  county 
and  closing  date  In  paragraph  (a) : 

State  and  covnty^  ^°'^,e 

Montana:   Blaine March   15 

Adopted  by  the  Board  of  Directors  on 
January  24.  1949. 

(52  Stat.  73-75.  77.  61  Stat.  718.  7  U.  S.  C. 
and  Sup..  1506  (e).  1507  (O.  1508.  l^-'Og. 
1516  ib>.) 

E.  D. 


Part  421— Dry  Edible  Bean  Crop 
Insurance 

SUBPART— ANNUAL  CONTRACTS  COVKRINO 
THE  1M9  CROP  YEAR  (MONETARY  COVER- 
AGE INSURANCE) 

The  Federal  Crop  Insurance  Program  Is 
part  of  the  general  program  of  the 
United  States  Department  of  Agriculture 
administered  for  the  benefit  of  agri- 
culture. .  ^  ,    ^i. 

By  virtue  of  the  authority  vested  in  the 
Federal  Crop  Ir.sorance  Corporation  by 
the  Federal  Crop  Insurance  Act.  as 
am(?nded.  these- regulations  are  hereby 
published  and  prescribed  to  be  in  force 
and  effect,  with  respect  to  annual  bean 
crop  insurance  contracts  for  the  1949 
crop  year,  until  amended  or  .superseded 
by  regulations  hereafter  made. 


Sec. 

421.1 

421.2 

421.3 

4214 

421.5 

421.6 

421.7 

421  8 

421  9 

421.10 

421.11 

[seal] 


Berk.\w, 
Secretaru, 
Federal  Crop  Insurance  Corporation. 

Approved:  January  26,  1949. 

Charles  F.  Br.\nnan. 
Secretary  of  Aqriculture. 


IF    R.   Doc. 
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Availability  of  bean  crop  Insurance. 

Coverages  per  acre. 

Premium  rates. 

Application  for  insurance. 

The  contract. 

Price  for  valuing  production. 

Person  to  whom  Indemnity  shall  be 

paid. 
Public  notice  of  Indemnities  paid. 
Death.   Incompetence,   or   disappear- 
ance of  Insured. 
Fiduciaries. 

Assignment  or  transfer  of  clalm«  for 
refunds  of  excess  note  paymenU 
not  permitted. 
Refund  of  excess  note  payments  In 
case  of  death.  Incomptence,  or  dis- 
appearance. 
Creditors. 

Bounding  of  fractions. 

The  policy. 

Authowtt:   J5  4211  through  421.15  Issued 

under 'sees.  506  (e).  507  (c).  508.  509.  516  (b). 

62  Stat.  73-75.  77.  61  Stat.  718;  7  U.  S.  C.  and 

Bup.,  1506  (e).  1507  (c).  1508.  1509.  1516  (b). 

§  421.1  Availability  of  bean  crop  in- 
surance. (a>  Bean  crop  in.surance  under 
an  annual  contract  will  be  provided  only 
In  accordance  with  this  subpart  and  in 
the  counties  and  on  the  class(es)  of 
beans  specified  below: 


421.12 


421  13 
421.14 
421.15 


Cla-isfeo^  of  beans 

Btat« 

County 

insured 

Colorado 

Ell-ort 

Tinto. 

Jerome 

(Iriat  Northern, 

Pinto. 

Sni.ill  ri-d. 

Michigan 

Huron 

IVa    and    medium 
whitf. 

S;»?iii:»w 

Do. 

Now  Mt'Nlco.. 

Torranw  

Pinto. 

New  York.... 

Livingston — 

KtHl  kidney. 

Pi'i    and    medium 

white. 

Waynf    

Red  kidney. 

Wyoming 

Bin  Uurn 

(ireat  Northern. 
Pinto. 

Ooshen 

« treat  Northern. 
Pinto. 

Jan.    31.    1949; 


(b)  Bean  crop  insurance  will  not  be 
provided  in  a  courtTy  unless  written  ap- 
plications are  filed  which  cover  at  least . 
200  farms  or  one-third  of  the  farms  nor- 
mally producinEC  dry  edible  beans.  For 
this  purpose  an  insurance  unit  shall  be 
counted  as  one  farm. 

§  421  2  Coverages  per  acre.  The  Cor- 
poration shall  establish  coverages  per 
acre,  by  areas,  which  shall  not  be  in 
excess  of  the  maximum  limitations  pre- 
scribed in  the  Federal  Crop  Insuiance 


Tuesday,  February  1,  1949 

Act.  Coverages  so  established  shall  be 
shown  on  the  county  actuarial  table  and 
shall  be  on  file  in  the  county  office. 

i  421.3  Premium  rates.  The  Corpora- 
tion shall  establish  premium  rates  per 
acre,  by  areas,  for  all  acreage  for  which 
coverages  are  established  and  such  rates 
shall  be  those  deemed  adequate  to  cover 
claims  for  bean  crop  losses  and  to  pro- 
vide the  reserve  prescribed  in  the  Fed- 
eral Crop  Insurance  Act.  Premium 
rates  so  established  shall  be  shown  on 
the  county  actuarial  table  and  shall  be 
on  file  in  the  county  office. 

!  421.4  Application  for  insurance.  Ap- 
plication for  Insurance  on  Form  PCI- 
912-B,  "Application  for  Bean  Crop  In- 
surance" may  be  made  by  any  person  to 
cover  his  interest  as  landlord,  owner- 
operator,  or  tenant.  Applications  shall 
be  ."submitted  to  the  county  office  on  or 
before  the  following  closing  dates  for 
filing  applications:  April  30,  1949,  for 
Big  Horn  County,  Wyoming  and  Tor- 
rance County.  New  Mexico.  May  15, 1949, 
for  Elbert  County,  Colorado;  Qoshen 
County,  Wyoming  and  Jerome  County. 
Idaho.  May  31,  1949,  for  Huron  and 
Saginaw  Counties,  Michigan;  and  Liv- 
ingston and  Wayne  Counties,  New  York. 

I  421  5  The  contract.  Upon  accept- 
ance of  an  application  for  insurance  by 
a  duly  authorized  representative  of  the 
Corporation,  the  contract  shall  be  In  ef- 
fect and  will  consist  of  the  application 
and  the  bean  crop  Insurance  policy  Is- 
sued by  the  Corporation.  The  provisions 
of  this  policy  are  shown  in  {  421.15. 

S  421.6  Price  for  valuing  production. 
The  value  of  production  shall  be  deter- 
mined as  follows: 

(a)  In  Wayne  County,  New  York,  the 
production  determined  in  accordance 
with  the  production  schedule  appearing 
in  section  15  of  the  policy  shall  be  mul- 
tiplied by  the  applicable  price  in  the  fol- 
lowing price  schedule: 

RzB  KiDNET  Beans 

(Per  cwt..  net  weight.    Base  price  $8.15] 


Percent  pick: 


1. 

a 

8 

4 

6 

6 

7 

8 

9 

10 -. 


•8. 
7. 
7. 
7. 
7. 
7. 
7. 
6. 
fl. 
6. 


00 
85 
70 
64 
39 
34 
09 
94 
79 
64 


Percent  pick: 

11. •«  48 


la... 
1»--. 
14... 

16... 
16... 
17... 
18... 
19... 

ao... 


33 
18 
03 
88 
73 
67 
42 
27 

la 


If  the  pick  exceeds  20  percent,  the  appli- 
cable price  to  be  used  in  determining  the 
value  of  production  shall  be  the  lesser  of 
$5.12  or  the  local  market  vsJue  per  cwt. 
net  weight,  as  determined  by  the  Cor- 
poration. 

For  beans  containing  moisture  In  ex- 
cess of  18  percent  and  not  in  excess  of 
20  percent,  a  deduction  of  10  cents  shall 
be  made  fron^pe  above  applicable  price. 
For  beans  containing  moisture  in  excess 
of  20  percent,  a  deduction  from  the  ap- 
plicable price  shall  be  made  of  10  cents 
plus  one  cent  for  each  two-tenths  of  one 
percent  moisture  in  excess  of  20  percent, 

(b)  In  Livingston  County,  New  York, 
the  production  determined  in  accord- 
ance with  the  production  schedule  ap- 
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pearing  In  section  15  of  the  policy  shall 
be  multiplied  by  the  applicable  price  In 
the  following  price  schedule: 


IPer  cwt.,  net  weight.    Red  Kidney  bean  base  price 
tS.lS.    Pea  and  Medium  White  bean  base  price  $6.«m 

Red  Kid- 
ney 

Pea  and 

Medium 

White 

Percent  pi<4: 

1 

t8.00 
7.84 
7.70 
7.M 
7.M 
7.24 
7.08 
6.t>4 
«.7« 
6.64 
6.48 
6.33 
6.18 
6.03 
6.88 
6.73 
6.87 
8.42 

6.r 

6.12 

16.40 

2 

6  38 

t 

6.20 

4 

6.06 

ff. 

6.91 

« 

8.76 

7 

6.62 

8 

6.47 

S 

6.82 

10 

, 

6.18 

n 

6.a< 

12 

6.88 

13 

6.74 

14 

6.89 

13 

5.44 

1« 

8.30 

17 

6.18 

18 

6.00 

19 

4.86 

20 

4.71 

If  the  pick  exceeds  20  percent,  the  ap- 
plicable price  to  be  used  in  determining 
the  value  of  production  shall  be  the 
lesser  of  the  applicable  20  percent  pick 
price  shown  above  or  the  local  market 
value  per  cwt.  net  weight,  as  determined 
by  the  Corporation. 

For  beans  containing  moisture  in  ex- 
cess of  18  p>ercent  and  not  in  excess  of 
20  percent,  a  deduction  of  10  cents  shall 
be  made  from  the  above  applicable  price. 
For  beans  containing  moisture  in  excess 
of  20  percent,  a  deduction  from  the  ap- 
plicable price  shall  be  made  of  10  cents 
plus  one  cent  for  each  two-tenths  of  one 
percent  moisture  in  excess  of  20  percent. 

(c)  In  Huron  and  Saginaw  Counties, 
Michigan,  the  production  determined  in 
accordance  with  the  production  schedule 
appearing  in  section  15  of  the  polk;y  shall 
be  multiplied  by  the  applicable  price  in 
the  following  price  schedule : 

Pea  and  M£oiin<  Wnnx  Beans 

[Per  cwt.,  net  weight.     Base  price  87.05] 


Percent  pick: 

1 $6.90 

a 6.75 


Percent  pick: 

n $5.50 

12 6.48 


8 

4 

6 

6 

7 

8 

9 

10 


60 

45 


6.35 
6.21 
6.07 
6.93 
6.79 
6.65 


13... 
14... 

15... 
16... 
17... 
18... 
19... 
30... 


6.35 
6.22 
6.15 
6.08 
6.00 
4.88 
4.76 
4.64 


If  the  pick  exceeds  20  percent,  the  ap- 
plicable price  to  be  used  in  determining 
the  value  of  production  shall  be  the 
lesser  of  $4.64  or  the  local  market  value 
per  cwt.  net  weight  of  such  beans,  as 
determined  by  the  Corporation. 

For  beans  containing  moisture  in  ex- 
cess of  18  percent  and  not  in  excess  of 
20  percent,  a  deduction  of  10  cents  shall 
be  made  from  the  above  applicable  price. 
For  beans  containing  moisture  in  excess 
of  20  percent,  a  deduction  from  the  ap- 
I^icable  price  shall  be  made  of  10  cents, 
plus  one  cent  for  each  two-tenths  of  one 
percent  moisture  in  excess  of  20  per- 
cent. 

(d)  In  Jerome  County,  Idaho  the  pro- 
duction determined  In  accordance  with 
the  production  schedule  appearing  in 
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section  15  of  the  policy  .shall  be  multi- 
plied by  the  applicable  price  in  the  fol- 
lowing price  schedule: 

IPer  cwt.,  net  weight] 


• 

Great 

Northern 

beans 

Pinto 
beans 

Small 

Red 

beans 

Base  prioe.. 

$6.70 
6.60 
6.45 
6.1« 

$7.28 
7.18 
7.00 
6.78 

$6.98 

U.S.  No.  1 

U.  F.  No.2 

U.S.  No.  3 

6.KS 
6.70 

6.  48 

Great  Northern  Beans 


Percent  of  pick: 

7 $5  88 

8 5.71 

9 6   54 

10 6.37 

11 6.30 

12 6.03 

13. 4.86 


Percent  of  pick: 

14 e4.69 

15 4.53 

16 4.35 

17 4  18 

18 4.01 

19.. 3.84 

20 3  67 


In  the  case  of  Great  Northern  beans. 
If  the  pick  exceeds  20  percent,  the  ap- 
plicable price  to  be  used  in  determining 
the  value  of  production  shall  be  the  lesser 
of  $3.67  or  the  local  market  value  of  such 
beans  per  cwt.  net  weight,  as  determined 
by  the  Corporation. 

In  the  case  of  Rnto  beans,  if  the  beans 
grade  U.  S.  Substandard  or  U.  S.  Sample, 
the  applicable  price  to  be  used  In  deter- 
mining the  value  of  production  shall  be 
the  lesser  of  $6.75  or  the  local  market 
value  of  such  beans  per  cwt.  net  weight, 
as  determined  by  the  Corporation. 

In  the  case  of  Small  Red  beans,  if  the 
beans  grad"  U.  S.  Substandard  or  U.  S. 
Sample,  the  applicable  price  to  be  used 
in  determining  the  value  of  production 
shall  be  the  lesser  of  $6  45  or  the  local 
market  value  of  such  beans  per  cwt.  net 
weight,  as  determined  by  the  Corpora- 
tion. 

(e)  In  Big  Horn  County.  Wyoming,  the 
production  determined  in  accordance 
with  the  production  schedule  appearing 
in  section  15  of  the  policy  shall  be  mul- 
tiplied by  the  applicable  price  in  the  fol- 
lowing price  schedule: 

IPer  cwt.,  net  weight] 


Base  pdce 

U.  S.  No.  J.... 

r.  .s.  No.  >.... 

U.  8.  No. ».... 


Croat 
Northern 

beans 


$6.90 

6.  W) 
6.65 
6.16 


Pinto 
beans 


17.40 
7.30 
7.15 
6.90 


Great  Nosthken  Beans 


Percent  of  pick: 
7 $6.06 


Percent  of  pick: 
14 $4  88 


8.. 
9-. 
10- 
11- 


6.89 

6.72 

6.65 

6.33 

12 6.22 

13 6.05 


15. 
16- 
17- 
18- 

19_ 
20. 


4.71 
4.64 

4.37 
4.20 
4.03 
3  86 


In  the  case  of  Great  Northern  beans, 
if  the  pick  exceeds  20  percent,  the  ap- 
plicable price  to  be  used  in  determining 
the  value  of  production  shall  be  the 
lesser  of  $3.86  or  the  local  market  value 
of  such  beans  per  cwt.  net  weight,  as  de- 
termined by  the  Corporation. 

In  the  case  of  Pinto  beans,  if  the  l)eans 
grade  U.  S.  Substandard  or  U.  S.  Sam- 
ple, the  applicable  price  to  t>e  used  in 
determining  the  value  of  production 
shall  k>e  the  lesser  of  $6.90  or  the  local 
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market  value  of  such  beans  per  cwt.  net 
weight,  as  determined  by  the  Corpora- 
tion. 

(f)  In  Goshen  County.  Wyoming,  the 
production  determined  in  accordance 
with  the  production  schedule  appearing 
in  section  15  of  the  policy  shall  be  multi- 
plied by  the  applicable  price  in  the  fol- 
lowing price  schedule: 

IPcr  cwt.,  net  weight] 


hnac  prlcp 

U.S.  No.  1 

U.8.  No.  2 

U.S.  No.  3 


Great  Northern  Beans 

Percent  of  pick:  Percent  of  pick: 

5     •6.65  13 •5.45 

6 6.50  14 6.30 

7 6  35  15 5.15 

8 6.20  16 5.00 

9     6  05  17-. 4.85 

10. 5.9a  18 4.70 

11 5  75  19- .--    4.55 

12.. 5.60  20 4.40 

In  the  case  of  Great  Northern  beans. 
If  the  pick  exceeds  20  percent,  the  appli- 
cable price  to  be  used  in  determining 
the  value  of  production  shall  be  the  le.sser 
of  $4.40  or  the  local  market  value  of 
such  beans  per  cwt.  net  weight,  as  deter- 
mined  by  the  Corporation. 

In  thexrase  of  Pinto  beans,  if  the  beans 
grade  U.  S.  Substandard  or  U.  S.  Sample, 
the  applicable  price  to  be  used  in  deter- 
mining the  value  of  production  shall  be 
the  lesser  of  $7.05  or  the  local  market 
value  of  such  bean.s  per  cwt.  net  weight, 
as  determined  by  the  Corporation. 

(g)  In  Elbert  County.  Colorado,  and 
Torrance  County.  New  Mexico,  the  pro- 
duction determined  in  accordance  with 
the  production  schedule  appearing  in 
section  15  of  the  policy  shall  be  niulti- 
plied  by  the  applicable  price  in  the  fol- 
lowing price  schedule: 

Pinto  Beans 

IPer  cwt..  net  weight.    Base  price  •7.40) 

'    U.  8.  No.  1 •7  30 

U.  S.  No.  a 7.  15 

U.  S.  No.  3 fl  90 

t  If  the  beans  grade  U.  S.  Substandard 
or  U.  S.  Sample,  the  applicable  price  to 
be  used  in  determining  the  value  of  pro- 
duction shall  be  the  lesser  of  $6  90  or  the 
local  market  value  of  such  beans  per 
cwt.  net  weight,  as  determined  by  the 
Corporation. 

(h)  In  all  counties  the  applicable  price 
for  apprai.sed  production  shall  be  that 
determined  by  the  Corporation  on  the 
basis  of  its  estimate  of  the  applicable 
grade  or  pick. 

§  421.7  Person  to  whom  indemnity 
0  shall  be  paid,  (a)  Any  Indemnity  pay- 
able under  a  contract  shall  be  paid  to 
the  insured  or  suyh  other  person  as  may 
be  entitled  to  the  benefits  of  the  contract 
under  the  provisions  of  this  subpart, 
notwithstanding  any  attachment,  gar- 
nishment, receivership,  trustee  proce.ss. 
judgment,  levy,  equity,  or  bankruptcy 
directed  against  the  insured  or  such 
other  person,  or  afrainst  any  indemnity 
alleged  to  be  due  to  such  person is) ;  nor 
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shall  the  Corporation  or  any  ofBcer,  em- 
ployee, or  representative  thereof,  be  a 
proper  party  to  any  suit  or  action  with 
reference  to  such  Indemnity,  nor  be 
bound  by  any  judgment,  order,  or  decree 
rendered  or  entered  therein.  No  ofUcer. 
agent,  or  employee  of  the  Corporation 
shall,  because  of  any  Such  process,  order, 
or  decree,  pay  or  cause  to  be  paid  to  any 
person  other  than  the  Insured  or  other 
person  entitled  to  the  benefits  of  the  con- 
tract, any  indemnity  payable  in  accord- 
ance with  the  provisions  of  the  contract. 
Nothing  herein  contained  shall  excuse 
any  person  entitled  to  the  benefits  of  the 
contract  from  full  compliance  with,  or 
performance  of,  any  lawful  judgment, 
order,  or  decree  with  respect  to  the  dis- 
position of  any  sums  paid  thereunder  as 
an  indemnity. 

(b)  The  determination  of  the  Corpo- 
ration as  to  the  existence  or  nonexistence 
of  a  circumstance  in  the  event  of  which 
Indemnity  payment  may  be  made  and  of 
the  person's)  to  whom  such  payment 
will  be  made  shall  be  final  and  conclu- 
sive, and  payment  of  an  indemnity  to 
such  person(s)  shall  constitute  a  com- 
plete discharge  of  the  Corporation's  ob- 
ligation with  respect  to  the  loss  for  which 
such  indemnity  Is  paid  and  settled  and 
shall  be  a  bar  to  recovery  by  any  other 
person. 

§  421.8  Public  notice  of  indemnities 
paid.  The  Corporation  shall  provide  for 
the  posting  in  each  county  at  the  county 
courthouse  of  a  list  of  indemnities  paid 
for  losses  on  farms  in  such  county. 

§  421.9  Death,  incompetence,  or  dis- 
appearance of  insured,  (a)  If  the  in- 
sured dies,  is  judicially  declared  in- 
competent, or  disappears  after  the  plant- 
ing of  the  bean  crop  but  before  the  time 
of  loss,  and  his  insured  Interest  In  the 
bean  crop  is  a  part  of  his  estate  at  such 
time,  or  if  the  insured  dies,  Is  Judicially 
declared  incompetent,  or  disappears 
subsequent  to  such  time,  the  Indemnity, 
If  any.^hall  be  paid  to  the  legal  repre- 
sentative of  his  estate,  if  one  Is  appointed 
or  is  duly  qualified.  If  no  such  repre- 
sentative Is  or  will  be  so  qualified,  the 
Indemnity  shall  be  paid  to  the  persons 
beneficially  entitled  to  share  in  the  in- 
sured interest  in  the  bean  crop  or  to 
any  one  or  more  of  .such  persons  on  be- 
half of  all  such  persons:  Provided,  how- 
ever. That  if  the  indemnity  exceeds  $500. 
the  Corporation  may  withhold  the  pay- 
ment of  the  indemnity  until  a  legal  rep- 
resentative of  the  insured's  estate  is  duly 
qualified  to  receive  such  payment. 

(b)  If  the  insured  dies.  Is  judicially 
declared  incompetent,  or  disappears 
after  the  planting  of  the  bean  crop  but 
before  the  time  of  loss,  and  his  insured 
interest  in  the  bean  crop  is  not  a  part 
of  his  estate  at  such  time,  the  indemnity, 
if  any.  shall  be  paid  to  the  person (s) 
who  succeeded  to  his  Interest  in  the  crop 
in  the  manner  provided  for  in  the  bean 
crop  insurance  policy. 

(c>  If  an  applicant  for  insurance  or 
the  insured,  as  the  case  r^ay  be.  dies, 
or  is  judicially  declared  incompetent  less 
than  15  days  before  the  closing  date  for 
the  filing  of  applications  for  insurance 
and  before  the  beginning  of  planting  of 
the  bean  crop  Intended  to  be  covered 
by  insurance,  whoever  succeeds  him  on 
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the  farm  with  the  right  to  plant  the  bean 
crop  as  his  heir  or  heirs,  administrator, 
executor,  guardian,  committee  or  con- 
servator, shall  be  substituted  for  the 
original  applicant  or  the  insured  upon 
filing  with  the  county  office  within  15 
days  (unless  such  period  is  extended  in 
writing  by  the  Corporation)  after  the 
date  of  such  death,  judicial  declaration, 
or  before  the  date  of  the  beginning  of 
planting  of  the  bean  crop,  whichever 
is  earlier,  a  statement  in  writing  in  the 
form  and  manner  prescribed  by  the  Cor- 
poration, requesting  such  substitution 
and  agreeing  to  as.sume  the  obligations 
of  the  original  applicant  arising  out  of 
suck  application  or  the  contract.  If  no 
such  statement  is  filed,  as  required  by 
this  paragraph,  the  original  application 
or  contract  shall  be  void. 

(d)  The  insured  may  be  deemed  to 
have  disappeared  within  the  meaning  of 
this  subpart  if  he  fails  to  file  with  the 
county  office  written  notice  of  his  new 
mailing  address  within  180  calendar  days 
after  any  communication  by  or  on  behalf 
of  the  Corporation  Is  returned  undeliv- 
erable  at  the  last  known  address  of  the 
insured. 

§421.10  Fiduciaries.  Any  indemnity 
payable  under  a  contract  entered  into 
in  the  name  of  a  fiduciary  who  is  no 
longer  acting  in  such  capacity  at  the 
time  for  the  payment  of  indemnity,  will 
be  made  to  the  succeeding  fiduciary  upon 
appropriate  application  and  proof  satis- 
factory to  the  Corporation  of  his  incum- 
bency. If  there  is  no  succeeding  fidu- 
ciary, payment  of  the  indemnity  shall 
be  made  to  the  p)ersons  beneficially  en- 
titled under  this  subpart  to  the  insured 
interest  in  the  bean  crop  to  the  extent 
of  their  respective  Interest,  upon  proper 
application  and  proof  of  the  facts:  Pro- 
vided, however.  That  the  settlement  may 
be  made  with  any  one  or  more  of  the 
persons  in  behalf  of  all  the  persons  so 
entitled,  whether  or  not  the  person  to 
whom  payment  is  made  has  been  author- 
ized by  the  other  interested  persons  to 
receive  such  payment. 

§  421.11  Assignment  or  transfer  of 
claims  for  refunds  of  excess  note  pay- 
ments not  permitted.  No  claim  for  a 
refund  of  an  excess  note  payment  or  any 
part  thereof,  or  any  interest  therein,  shall 
be  assignable  or  transferable,  notwith- 
standint  any  assignment  of  the  contract 
or  any  transfer  of  interest  in  the  bean 
crop  covered  by  the  contract.  Refund 
of  any  excess  note  payment  will  be  made 
only  to  the  person  who  made  such  pay- 
ment, except  as  provided  in  §  421.12. 

§  421.12  Refund  of  excess  note  pay- 
ments in  case  of  death,  incompetence,  or 
disappearance.  In  any  case  where  a 
person  v  ho  is  entitled  to  a  refund  of  an 
excess  note  payment  has  died,  has  been 
judicially  declared  incompetent,  or  has 
disappeared,  the  provisions  of  §  421.9 
with  reference  to  the  payment  of  indem- 
nities in  any  such  case  sh^ibe  applicable 
with  respect  to  the  making  of  any  such 
refund. 

§  421.13  Creditors.  An  Interest  (in- 
cluding an  involuntary  transfer)  in  an 
Insured  bean  crop  existing  by  virtue  of  a 
deb^,  lien,  mortgage,  garnishment,  levy, 
execution,    bankruptcy,    or    any    other 
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process  shall  not  entitle  any  holder  of 
any  such  interest  to  any  benefits  under 
the  contract. 

§  421.14  Rounding  of  fractions.  The 
premium,  the  total  coverage  and  the 
value  of  the  total  production  shall  l>e 
rounded  to  cents.  Total  production 
shall  be  rounded  to  pounds.  Fractions 
of  acres  shall  be  rounded  to  tenths  of 
acres.  Computations  shall  be  carried 
one  digit  beyond  the  digit  that  is  to  be 
rounded.  If  the  last  digit  is  1.  2.  3,  or 
4.  the  rounding  shall  be  downward.  If 
the  last  digit  is  5.  6.  7,  8.  or  9,  the  round- 
ing shall  be  upward. 

§  421.15  The  policy.  The  provisions 
of  the  bean  crop  insurance  policy  are  as 
follows: 

In  consideration  of  the  representations  and 
provisions  In  the  application  upon  which 
this  policy  is  issued,  which  application  is 
made  a  part  of  the  contract,  and  subject  to 
the  terms  and  condtlons  set  forth  or  referred 
to  herein,  the  Federal  Crop  Insurance  Cor- 
poration (hereinafter  designated  as  the  "Cor- 
poration") does  hereby  Insure 


Name 


Policy  number 


Address 


County 


State 


(hereinafter  designated  as  the  "insured") 
against  loss  on  his  dry  edible  bean  crop  while 
in  the  field  due  to  unavoidable  causes  includ- 
ing drought,  flood,  hail,  wind,  frcst.  freeze, 
lighting,  fire,  excessive  rain,  snow,  wildlife, 
hurricane,  tornado,  InMHt  infestation,  plant 
disease  and  such  othe^unavoidable  causes 
as  may  be  determined  by  the  Board  of  Direc- 
tors of  the  Corporation. 

(For  irrigated  acreage  also  see  section  30.) 
In  witness  whereof,  the  Federal  Crop  In- 
surance Corp>oratlon  has  caused  this  f>ollcy 

to  be  Issued  this day  of 

1949. 

Federal  Crop  Insurance 
Corporation, 

By     

State  Crop  Insurance  Director. 

TERMS   and  CONDmONS 

1.  Classes  of  beans  insured.  The  class  or 
classes  of  beans  to  be  Insured  shall  be  those 
specified  on  the  application  for  Insurance. 

2.  Insurable  acreage.  Any  acreage  is  In- 
surable only  if  a  coverage  Is  shown  therefor 
on  the  county  actuarial  table  (including 
maps  and  related  forms)  on  the  applicable 
calendar  closing  date  for  filing  applications 
fo  rlnsurance  (hereinafter  called  the  "clos- 
ing date")  provided  the  farming  practice  fol- 
lowed on  such  acreage  is  one  for  which  a 
coverage  was  established. 

3.  Responsibilitj/  of  insured  to  report  acre- 
age and  interest.  Each  applicant  shall  specify 
on  his  application  the  number  of  acres  of 
beans  in  which  he  expects  to  have  an  inter- 
est on  each  insurance  unit  In  the  county, 
and  his  Interest  In  each  such  acreage.  These 
data  may  be  revised  by  the  applicant  on  or 
before  the  closing  date.  After  the  comple- 
tion of  planting  of  the  bean  crop  on  any  In- 
surance unit  covered  by  the  contract,  but  not 
later  than  July  15,  1949,  the  Insured  may 
file  a  revised  report  with  respect  to  such 
unit  showing  the  actual  acreage  of  beans 
planted  thereon,  provided  the  planted  bean 
acreage  for  the  insurance  unit  Is  not  more 
than  the  bean  acreage  shown  on  the  applica- 
tion f(,r  such  unit  as  of  the  closing  date. 

4.  Insured  acreage.  The  Insured  acreage 
with  respect  to  each  insurance  unit  shall  be 
the  acreage  of  beans  as  reported  by  the  In- 
■xu-ed  or  as  determined  by  the  Corporation, 
whichever  the  Corporation  shall  elect,  ex- 
cept that  insurance  shall  not  attach  with 
respect  to  (a)   any  acreage  planted  to  beans 
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which  Is  destroyed  or  substantially  destroyed 
(as  defined  in  section  11)  and  on  which  It  Is 
practical  to  replant  to  beans,  as  determined 
by  the  Corporation,  and  such  acreage  is  not 
replanted  to  l>eans,  (b)  any  acreage  initially 
planted  4o  beans  too  late  to  expect  a  normal 
crop  to  be  produced,  as  determined  by  the 
Corporation,  and  (c)  new  ground  acreage. 
(For  Irrigated  acreage  also  see  section  30.) 

5.  Insured  interest.  The  insured  interest 
In  the  bean  crop  covered  by  the  contract 
shall  be  the  Insured's  Interest  at  the  time 
of  planting  as  specified  on  the  application 
or  the  interest  which  the  Corporation  de- 
termines as  the  insured's  actual  Interest  In 
the  crop  at  the  time  of  planting,  whichever 
the  Corporation  shall  elect.  For  the  purpose 
of  determining  the  amount  of  loss  the  In- 
sured Interest  shall  not  exceed  the  Insured's 
actual  Interest  at  the  time  of  loss  or  the 
beginning  of  harvest,  whichever  occurs  first. 

6.  Coverage  per  acre,  (a)  The  coverage 
per  acre  is  progressive  by  stages  of  produc- 
tion as  follows : 

First  stage.  Acreage  released  by  the  Cor- 
poration and  not  pulled  or  cut. 

Second  stage.  Acreage  released  by  the  Cor- 
poration after  pulling  or  cutting  but  before 
threshing.  g^ 

Third  stage.    Acreage  threshed. 

(b)  The  coverage  per  acre  shall  be  the 
applicable  number  of  dollars,  established  for 
the  area  In  which  the  Insured  acreage  is  lo- 
cated, and  shall  be  shown  by  practlce(8)  on 
the  county  actuarial  table  on  file  In  the  coun- 
ty office. 

7.  Predetermined  price  for  valuing  produc- 
tion. In  determining  any  loss  under  the 
contract,  the  value  of  the  production  shall 
be  determined  on  the  basis  of  the  applicable 
prlce(s)  shown 4n  the  attached  price  rider. 

8.  Insurance  period.  Insurance  with  re- 
spect to  any  insured  acreage  shall  attach  at 
the  time  the  beans  are  planted.  Insurance 
shall  cease  with  respect  to  any  portion  of 
the  bean  crop  covered  by  the  contract  upon 
threshing  or  removal  from  the  field,  but  in 
no  event  shall  the  insurance  remain  in  effect 
later  than  December  15,  1949.  unless  such 
time  is  extended  In  writing  by  the 
Corporation. 

9.  Causes  of  loss  not  insured  against.  The 
contract  shall  not  cover  loss  caused  by:  (a) 
Failure  to  follow  recognized  good  farming 
practices:  (b)  poor  farming  practices.  In- 
cluding but  not  limited  to  the  use  of  defec- 
tive or  unadapted  seed,  failure  to  plant  a 
sufficient  quantity  of  seed,  failure  properly 
to  prepare  th,e  land  for  planting  or  properly 
to  plant,  care  for  or  harvest  and  thresh  the 
Insured  crop  (including  unreasonable  delay 
thereof);  (c)  following  different  fertilizer  or 
farming  practices  than  those  considered  In 
establishing  the  coverage  per  acre;  (d)  plant- 
ing beans  on  land  which  Is  generally  not 
considered  capable  of  producing  a  bean  crop 
comparable  to  that  produced  on  the  land 
considered  in  establishing  the  coverage  per 
acre;  (e)  planting  excessive  acreage  under 
abnormal  conditions;  (f)  planting  another 
crop  with  the  beans  or  in  the  growing  bean 
crop;  (g)  planting  beans  under  conditions  of 
immediate  hkzard;  (h)  Inability  to  obtain 
labor,  seed,  fertilizer,  machinery,  repairs  or 
Insect  poison;  (i)  break -down  of  machinery, 
or  failure  of  equipment  due  to  mechanical 
defects;  (J)  neglect  or  malfeasance  of  the 
Insured  or  of  any  person  in  his  household 
or  employment  or  connected  with  the  farm 
as  tenant  or  wage  hand;  (k)  domestic  ani- 
mals or  poultry;  or  (1)  theft.  (For  Irrigated 
acreage  also  see  section  30.) 

10.  JVotlce  of  loss  or  damage,  (a)  If  a  loss 
under  the  contract  Is  probable,  notice  in 
writing  (unless  otherwise  provided  by  the 
Corporation)  shall  be  given  the  Corporation 
at  the  county  ofRce  Immediately  after  any 
material  damage  to  the  Insured  bean  crop. 
The  crop  shall  not  be  harvested,  removed,  or 
any  other  use  made  of  it  until  It  has  been 
Inspected  by  the  Corporation. 
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(b)  If,  at  the  completion  of  threshing  of 
the  insured  bean  crop,  a  loss  under  the  con- 
tract has  been  sustained,  notice  In  writing 
(unless  otherwise  provided  by  the  Corpora- 
tion )  shall  be  given  immediately  to  the  Cor- 
poration at  the  county  office.  If  such  notice 
is  not  given  within  15  days  after  threshing  is 
completed,  or  February  10,  1950.  whichever 
date  is  earlier,  the  Corporation  reserves  the 
right  to  reject  any  claim  for  Indemnity. 

11.  Released  acreage.  Any  insured  acreage 
on  which  the  bean  crop  has  been  destroyed 
or  substantially  destroyed  may  t)e  released 
by  the  Corporation  to  be  put  to  another  use. 
The  bean  crop  shall  be  deemed  to  have  been 
substantially  destroyed  if  the  Corporation 
determines  that  it  has  been  so  badly  dam- 
aped  that  farmers  generally  In  the  nrca 
where  the  land  Is  located  and  on  whose  farms 
similar  damage  occurred  would  not  further 
care  for  the  crop  or  harvest  any  portion 
thereof.  No  insured  acreage  may  be  put  to 
another  use  until  the  Corporation  releases 
such  acreage. 

On  any  acreage  where  the  bean  crop  has 
been  partially  destroyed  but  not  released  by 
the  Corporation,  proper  measures  shall  be 
taken  to  protect  the  crop  from  further  dam- 
age. There  shall  be  no  abandonment  of  any 
crop  or  portion  thereof  to  the  Corporation. 

12.  Time  of  loss.  Any  loss  shall  be  deemed 
to  have  occurred  at  the  end  of  the  Insur- 
ance period  unless  the  entire  bean  crop  on 
the  insurance  unit  was  destroyed  or  sub- 
stantially destroyed  earlier,  in  which  event 
the  loss  shall  be  deemed  to  have  occurred 
on  the  date  of  such  destruction,  as  deter- 
mined by  the  Corporation. 

13.  Proof  of  lo^s.  IX  a  loss  Is  claimed,  the 
insured  shall  submit  to  the  Corporation,  a 
form  entitled  "Statement  In  Proof  of  Loss," 
containing  such  Information  regarding  the 
manner  and  extent  of  the  loss  as  may  be 
required  by  the  Corporation.  The  statement 
in  proof  of  loss  shall  be  submitted  not  later 
than  sixty  days  after  the  time  of  loss,  unless 
the  time  for  submitting  the  claim  Is  ex- 
tended In  writing  by  the  Corporation.  It 
shall  be  a  condition  precedent  to  any  liabil- 
ity under  the  contract  that  the  Insured  es- 
tablish the  amount  of  any  loss  for  which 
claim  is  made,  and  that  such  loss  has  been 
directly  caused  by  one  or  more  of  the  haz- 
ards Insured  against  by  the  contract  during 
the  Insurance  period,  and  that  the  Insured 
further  establish  that  the  loss  has  not  arisen 
from  or  been  caused  by,  either  directly  or 
Indirectly,  any  of  the  causes  of  loss  not  In- 
sured against  by  the  contract.  If  a  loss  is 
claimed,  any  Insured  bean  acreage  which  Is 
not  to  be  harvested  shall  be  left  Intact  until 
the  Corporation  makes  an  inspection. 

14.  Insurance  unit.  Losses  shall  be  deter- 
mined separately  for  each  insurance  unit  ex- 
cept as  provided  In  section  15  (b).  An  In- 
surance unit  consists  of  (a)  all  the  Insur- 
able acreage  of  beans  In  the  county  In  which 
the  Insured  has  100  percent  interest  at  the 
time  of  planting,  or  (b)  all  the  Insurable 
acreage  of  beans  In  the  county  which  is 
owned  by  ore  person  and  is  operated  by  the 
Insured  as  a  share  tenant  at  the  time  of 
planting,  or  (c)  all  the  insurable  acreage 
of  beans  In  the  county  which  Is  owned  by 
the  Insured  and  Is  rented  to  one  share  tenant 
at  the  time  of  planting.  Acreage  shall  be 
considered  to  be  located  in  the  county  If  a 
coverage  Is  shown  therefor  on  the  county 
actuarial  table.  Land  rented  for  cash  or  for 
a  fixed  commodity  payment  shall  be  con- 
sidered  as   owned   by   the   lessee. 

15.  Amount  of  loss,  (a)  The  amount  of 
loss  with  respect  to  any  Insurance  unit  shall 
be  determined  by  (1 )  multiplying  the  planted 
acreage  (exclusive  of  any  acreage  to  which 
Insurance  did  not  attach)  by  the  applicable 
coverage  per  acre.  (2)  subtracting  therefrom 
the  value  (based  on  the  applicable  price  set 
forth  In  the  attached  price  rider)  of  the 
total  production,  and  (3)  mvlMplying  the  re- 
mainder   by    the    Insured    interest    In    such 
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unit.  However,  If  the  planted  acreage  on  the 
Insurance  unit  exceeds  the  Insured  acreage 
on  the  Insurance  unit,  or  If  the  premium 
computed  for  the  planted  acreage  Is  more 
than  the  premium  computed  for  the  Insured 
acreage,  the  ami  unt  of  loss  so  determined 
shall  be  reduced.  This  reduction  shall  be 
made  on  the  basis  of  the  ratio  of  the  In- 


RULES  AND  REGULATIONS 

sured  acreage  to  the  planted  aoreage  except 
that  the  Corporation  may  elect  to  malte  the 
reduction  on  the  basis  of  the  ratio  of  the  pre- 
mium computed  for  the  Insured  acreage  to 
the  premium  computed  for  the  planted  acre- 
age. The  total  production  for  an  insurajice 
unit  shall  include  all  production  determined 
In  accordance  with  the  following  schedule. 


Productiok  Schedule 


Acreage  classification 
1.  Acreage     on     which    beans 
threshed. 


are 


Acreage  released  by  the  Corporation 
before  pulling  or  cutting. 


Acreage  released  by  the  Corporation 
after  pulling  or  cutting  but  be- 
fore threshing. 


Acreage  put  to  another  use  without 
the  consent  of  the  Corporation. 


8.  Acreage  with  reduced  yield  due 
solely  to  cause (8)  not  insured 
against. 


6.  Acreage  with  reduced  yield  due  par- 
tially to  cau8e(s)  not  insured 
against  and  partially  to  cause(s) 
Insured  against. 


Total  production  \cv:t. — net  weight] 
Actual  production  of  beans  threshed. 

Tliat  portion  of  the  appraised  production  for  such 
acreage  which  is  In  excess  of  the  number  of  cwt. 
determined  by  ( 1 )  subtracting  the  total  coverage 
for  such  acreage  from  what  the  total  coverage  for 
such  acreage  would  be  if  the  acreage  were 
threshed,  and  (2)  dividing  the  result  thus  ob- 
tained by  the  applicable  base  price  set  forth  in 
the  attached  price  rider. 

That  portion  of  the  appraised  production  for  such 
acreage  which  is  in  excess  of  the  number  of  cwt. 
determined  by  ( 1 )  subtracting  the  total  coverage 
for  such  acreage  from  what  the  total  coverage 
for  such  acreage  would  be  if  the  acreage  were 
threshed  an*  (2)  dividing  the  result  thus  ob- 
tained by  the  applicable  base  price  set  forth  In 
the  attached  price  rider. 

Appraised  production  for  such  acreage  but  not  less 
than  the  product  of  (1)  such  acreage  and  (2)  the 
cwt.  equivalent  of  the  coverage  per  acre  for 
threshed  acreage  determined  on  the  basis  of  the 
applicable  price  set  forth  in  the  attached  price 
rider. 

Appraised  number  of  cwt.  by  which  production  for 
such  acreage  has  been  reduced,  but  not  less  than 

-  the  product  of  (1)  suc^  acreage  and  (2)  the  cwt. 
equivalent  of  the  coverage  per  acre  for  threshed 
acreage  determined  on  the  basis  of  the  applicable 
price  set  forth  in  the  attached  price  rider,  minus 
any  threshed  beans. 

Appraised  number  of  cwt.  by  which  production  has 
been  reduced  becatise  of  cause (s)  not  insured 
against. 


(b)  If  the  production  from  two  or  more 
insurance  units  Is  commingled  and  the  in- 
sured falls  to  establish  and  maintain  records 
satisfactory  to  the  Corporation  of  acreage 
or  the  production  from  each,  the  Insurance 
with  respect  to  such  units  may  be  voided 
by  the  Corporation  and  the  premium  for- 
feited by  the  insured.  However.  If  all  the 
component  parts  are  insured,  the  total  cover- 
age for  the  component  parts  may  be  con- 
sidered by  the  Corporation  as  the  total  cover- 
age for  the  combination,  in  which  case  any 
loss  for  such  combination  shall  be  deter- 
mined as  outlined  in  paragraph  (a)  of  this 
section.  Where  the  insured  falls  to  estab- 
lish and  maintain  separate  records,  satisfac- 
tory to  the  Corporation,  of  uninsured  acre- 
age and  production  therefrom  and  for  one 
or  more  insurance  units  or  porttohs  thereof, 
any  production  from  such  acreage  which  is 
commingled  with  production  from  the  In- 
sured acreage  shall  be  considered  to  have 
been  produced  on  the  Insured  acreage  or  the 
insurance  with  respect  to  such  unit(s)  under 
the  contract  may  be  voided  by  the  Corpora- 
tion and  the  premium  forfeited  by  the 
insured. 

16.  Payment  of  indemnity,  (a)  Indem- 
nities shall  be  paid  only  by  checlc.  The 
amount  of  Indemnity  for  which  the  Cor- 
poration may  be  liable  will  be  payable  within 
thirty  days  after  satisfactory  proof  of  loss  Is 
approved  by  the  Corporation,  but  if  pay- 
ment is  delayed  for  any  reason,  the  Cor- 
poration shall  not  be  liable  for  Interest  or 
damages  on  account  of  sucli  delay. 

(b)  Indemnities  shall  be  subject  to  all 
provisions  of  the  contract.  Including  the 
right  of  the  Corporation  to  deduct  from  any 
Indemnity  the  unpaid  amount  of  any  earned 
premium  plus  any  Interest  due  or  any  other 
oblisalion  of  the  insuied  to  the  Corporation. 


(c)  Any  indemnity  payable  under  a  con- 
tract shall  be  paid  to  the  insured  or  such 
other  person  as  may  be  entitled  to  the  bene- 
fits under  the  provisions  of  the  contract, 
notwithstanding  any  attachment,  garnish- 
ment, receivership,  trustee  process.  Judgment^ 
levy,  equity,  or  bankruptcy,  directed  against 
the  insured  or  such  other  person,  or  against 
any  indemnity  alleged  to  be  due  to  such 
person;  nor  shall  the  Corporation  or  any  offi- 
cer, employee,  or  representative  thereof,  be 
a  proper  party  to  any  suit  or  action  with 
reference  to  such  Indemnity,  nor  be  bound 
by  any  Judgment,  order,  or  decree  rendered 
or  entered  therein.  Nothing  "herein  con- 
tained shall  excuse  any  person  entitled  to 
the  benefits  of  the  contract  from  full  com- 
pliance with,  or  performance  of,  any  lawful 
Judgment,  order,  or  decree  with  respect  to 
the  disposition  of  any  sums  paid  thereunder 
as  an  indemnity. 

(d)  If  a  check  issued  in  pfiyment  of  an 
Indemnity  is  returned  undeliverable  at  the 
last  known  address  of  the  payee,  and  if  such 
payee  or  other  person  entitled  to  the  indem- 
nity makes  no  claim  for  payment  within  two 
years  after  the  issuance  of  the  check,  such 
claim  shall  not  thereafter  be  payable.  eJtCept 
with  the  consent  of  the  Corporation. 

17.  Payment  to  transferee,  (a)  If  the  in- 
sured transfers  all  or  a  part  of  his  Insured 
Interest  in  a  bean  crop  before  the  beginning 
of  harvest  or  the  time  of  loss,  whichever  oc- 
curs first,  he  shall  Immediately  notify  the 
Corporation  thereof  in  writing  at  the  county 
office.  The  transferee  under  such  a  transfer 
win  t>e  entitled  to  the  benefits  of  the  con- 
tract with  respect  to  the  interest  so  trans- 
ferred, provided  the  transferee  immediately 
following  the  transfer  makes  suitable  ar- 
rangements with  the  Corporation  for  the 
payment  of  any  premium  with  respect  to 


the  Interest  so  transferred,  whereupon  the 
transferee  and  the  transferor  shall  be  Jointly 
and  severally  liable  for  the  amount  of  such 
premium.  Any  transfer  shall  be  subject  to 
any  collateral  assignment  made  by  the  orig- 
inal Insured  In  accordance  with  section  21. 
However,  the  Corporation  shall  not  be  liable 
for  a  greater  amount  of  indemnity  in  con- 
nection with  the  insured  crop  than  would 
have  been  paid  if  the  transfer  had  not  taken 
place. 

(b)  An  Involuntary  transfer*- of  an  In- 
sured interest  In  a  bean  crop  solely  because 
of  the  existence  of  a  debt.  lien,  mortgage, 
garnishment,  levy,  execution,  bankruptcy,  or 
other  process  shall  not  entitle  any  holder  of 
any  such  interest  to  any  benefits  under  the 
contract. 

(c)  Any  deduction  to  be  made  from  an 
Indemnity  payable  to  the  transferee  shall 
not  exceed  the  annual  premium  plus  any  in- 
terest due  on  the  land  involved  In  the  trans- 
fer plus  the  unpaid  amount  of  any  other 
obligation  of  the  transferee  to  the  Corpo- 
ration. 

(d)  If.  as  a  result  of  any  transfer,  diverse 
interests  appear  with  respect  to  any  Insur- 
ance unit,  any  indemnity  payable  with  re- 
spect to  such  unit  may  be  paid  Jointly  to  all 
persons  having  the  insured  interest  In  the 
bean  crop  at  the  time  harvest  is  commenced 
or  the  time  of  loss,  whichever  occurs  first, 
or  to  one  of  such  persons  on  behalf  of  all 
such  persons,  and  payment  in  any  such  man- 
ner shall  constitute  a  complete  discharge  of 
the  Corporation's  liability  with  respect  to 
such  unit  under  the  contract. 

18.  Determination  of  person  to  whom  in- 
demnity shall  be  paid.  In  any  case  where 
the  insured  has  transferred  his  Interest  In 
all  or  a  part  of  tl^  bean  crop  on  any  In- 
surance unit,  or  h^  ceased  to  act  as  a  fidu- 
ciary, or  has  died,  has  been  Judicially  de- 
clared incompetent  or  has  disappeared,  pay- 
ment in  accordance  with  the  provlsioi\s  of 
the  contract  shall  be  made  only  after  the 
facts  have  been  established  to  the  satisfac- 
tion of  the  Corporation.  The  determination 
of  the  Corporation  as  to  the  existence  or  non- 
existence of  a  circumstance  In  the  event  of 
which  payment  may  be  made  and  of  the 
personis)  to  whom  such  payment  will  be 
made  shall  be  final  and  conclusive.  Pay- 
ment of  an  Indemnity  under  this  section 
shall  constitute  a  complete  discharge  of  the 
Corporation's  obligation  with  respect  to  the 
loss  for  which  such  indemnity  is  paid  and 
settled  and  shall  be  a  bar  to  recovery  by  any 
other  person. 

19.  Other  insurance,  (a)  If  the  Insured 
has  or  acquires  any  other  Insurance  against 
substantially  all  the  risks  that  are  insured 
against  by  the  Corporation  under  the  con- 
tract, regardless  of  whether  such  other  insur- 
ance is  valid  or  collectible,  the  liability  of 
the  Corporation  shall  not  be  greater  than 
its  share  would  be  If  the  amount  of  its  oblli?a- 
tions  were  divided  equally  between  the  Cor- 
poration and  such  other  Insurer. 

(b)  In  any  case  where  an  indemnity  Is 
paid  to  the  insured  by  another  Government 
agency  because  of  damage  to  the  bean  crop, 
the  Corporation  reserves  the  right  to  deter- 
mine its  liability  under  the  contract  taking 
into  consideration  the  amount  paid  by  such 
other  agency. 

20.  Subrogation.  The  Corporation  may  re- 
quire from  the  Insured  an  assignment  of 
all  rights  of  recovery  against  any  personis) 
for  loss  or  damage  to  the  extent  that  pay- 
ment therefor  is  made  by  the  Corporation, 
and  the  insured  shall  execute  all  papers  re- 
quired and  shall  do  everything  that  may  be 
necessary  to  secure  such*  rights. 

21.  Collateral  as.tignment.  The  original 
insured  may  assign  his  right  to  an  indem- 
nity under  the  contract  by  executing  a  form 
entitled  "Collateral  Assignment"  and  upon 
approval  thereof  by  the  Corporation  the  in- 
terest of  the  assignee  will  be  recognized.  In- 
cluding the  right  of  the  assignee  to  submit 
a  "Statement  in  Proof  of  Loss"  if  the  Insured 
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refuses  to  submit  or  disappears  without  hav- 
ing submitted  such  statement.  ^ 

22.  Records  and  access  to  farm.  Por  th* 
purpose  of  enabling  the  Corporation  to  de- 
termine any  loss  that  may  have  occurred 
under  the  contract. -the  insured  shall  keep, 
or  cause  to  be  kept,  for  one  year  after  the 
time  of  loss,  records  of  the  harvesting,  stor- 
age, sale  or  other  disposition,  of  all  beans 
produced  on  each  insurance  unit  covered  by 
the  contract,  and  on  any  uninsured  acreage 
In  the  county  In  which  he  has  an  interest 
and  such  records  shall  be  made  available 
for  examination  by  the  Corporation.  As 
often  as  may  be  reasonably  required,  any 
person (s)  designated  by  the  Corporation 
shall  have  access  to  the  farm(6)  for  pur- 
poses related  to  the  contract. 

23.  Voidance  of  contract.  The  contract 
may  be  voided  and  the  premium  forfeited 
to  the  Corporation  without  the  Corporation's 
waiving  any  right  or  remedy,  including  its 
right  to  collect  the  amount  of  the  premium 
note  executed  by  the  Insured,  whether  before 
or  after  maturity,  if  (a)  at  any  time  the  in- 
sured has  concealed  any  material  fact  or 
made  any  false  or  fraudulent  statements  re- 
lating to  the  contract,  the  subject  thereof, 
or  his  Interest  in  the  bean  crop  covered 
thereby,  or  (b)  the  insured  shall  neglect  to 
use  all  reasonable  means  to  produce,  care 
for  or  save  the  bean  crop  covered  thereby, 
whether  before  or  after  damage  has  oc- 
curred, or  (c)  the  Insured  fails  to  give  any 
notice,  or  otherwise  fails  to  comply  with  the 
terms  of  the  contract.  Including  the  pre- 
mium note,  at  the  time  and  in  the  manner 
prescribed. 

24.  Afodi/Icafton  of  contract.  No  notice 
to  any  representative  of  the  Corporation  or 
the  knowledge  possessed  by  any  such  repre- 
sentative or  by  any  other  person  shall  be 
held  to  effect  a  waiver  of  or  change  in  any 
part  of  the  contract,  or  to  estop  the  Cor- 
poration from  asserting  any  right  or  power 
under  such  contract,  nor  shall  the  terms  of 
such  contract  be  waived  or  changed  except 
as  authorized  In  writing  by  a  duly  authorized 
officer  or  representative  of  the  Corporation; 
nor  shall  any  provision  or  condition  of  the 
contract  or  any  forfeittire  be  held  to  be 
waived  by  any  delay  or  omission  by  the  Cor- 
poration in  exercising  its  rights  and  powers 
thereunder  or  by  any  requirement,  act,  or  pro- 
ceeding on  the  part  of  the  Corporation  or 
of  Its  representatives  relating  to  appraisal 
or  to  any  examination  herein  provided  for. 

25.  General,  (a)  In  addition  to  the  terms 
and  provisions  in  the  application  and  policy, 
the  Dry  Edible  Bean  Crop  Insurance  Regu- 
lations for  Annual  Contracts  covering  the 
1949  Crop  Year  shal^  govern  with  respect  to 
(1)  minimum  participation  requirement,  (2) 
closing  date  for  filing  applications  for  insur- 
ance, (3)  death.  Incompetence,  or  disappear- 
ance of  the  Insured,  (4)  fiduciaries,  (5)  pro- 
hibition against  assignment  or  transfer  of 
claims  for  refunds,  (6)  creditors,  and  (7) 
rounding  of  fractions. 

(b)  Copies  of  the  regulations  and  forms 
referred  to  in  this  policy  are  available  at 
the  county  office. 

26.  Meaning  rf  terms.  For  the  purpose  of 
the  Bean  Crop  Insurance  Program,  the  term: 

(a)  "Cleaned  Lieans,"  as  applied  to  the 
general  appearance  of  beans,  means  that  the 
beans  are  practically  free  from  such  small, 
shriveled,  undeveloped,  split  and  broken 
beans  and  foreign  material  as  can  be  removed 
readily  in  the  ordinary  processes  of  milling 
or  screening. 

(b)  "Contract"  means  the  accepted  ap- 
plication for  insurance  and   this  policy. 

(c)  "County  Actuarial  Table"  means  the 
form  and  related  material  (including  the 
crop  Insurance  map>8)  approved  by  the  Cor- 
poration for  listing  the  coverages  per  acre 
and  the  premium  rates  per  acre  applicable 
in  the  county,  and  shall  be  on  file  In  the 
county  cffice. 


(d)  "County  offlce"  means  the  office  of 
the  county  Agricultural  Conservation  Asso- 
ciation in  the  county  or  other  office  speci- 
fied by  the  CcM-poration. 

(e)  "Crop  year"  means  the  period  within 
which  the  bean  crop  Is  planted  and  nor- 
mally harvested,  and  shall  be  designated 
by  reference  to  the  calendar  year  in  which 
the  crop  is  normally  harvested. 

(f)  "Cwt."  means  100  pounds. 

(g)  "Net  weight"  means  the  weight  of 
cleaned  beans  minus  the  weight  equivalent 
of  the  moisture  content  in  excess  of  18  per- 
cent determined  in  accordance  with  the 
standards  established  by  the  United  States 
Department,  of  Agriculture. 

(h)  "New  ground  acreage"  means  any 
acreage  which  has  not  been  planted  to  a 
crop  In  any  one  of  the  previous  three  crop 
years,  ercept  that  acreage  in  tame  hay  or 
rotation  pasture  during  the  previous  crop 
year  sl^^ll  not  be  considered  new  ground 
acreage. 

(1)  "Person"  means  an  individual,  part- 
nership, association,  corporation,  estate  or 
trust,  or  other  business  enterprise  or  other 
legal  entity  and,  wherever  applicable,  a 
state,  a  political  subdivision  of  a  state,  or 
any  agency  thereof. 

(J)  "Pick"  means  the  defects  consisting 
of  splits,  damaged  beans,  contrasting  classes 
and  foreign  material  Included  in  net  weight 
beans,  and  where  used  shall  be  expressed  in 
terms  of  percent  of  net  weight  beans. 

(k)  "Share  tenant"  means  a  person  who 
rents  land  from  another  person  for  a  share 
of  the  crop(s)  or  proceeds  therefrom  pro- 
duced on  such  land. 

28.  Amount  of  annual  premium.  The  pre- 
mium rate  per  acre  will  be  the  applicable 
number  of  dollars  established  by  the  Corpo- 
ration for  the  coverage  and  rate  area  in 
which  the  InsurM  acreage  is  located  and  will 
be  shown  by  practices  on  the  county  actu- 
arial table  on  file  In  the  county  (rfBce.  The 
premium  for  each  Insurance  unit  under  the 
contract  will  be  based  upon  (a)  the  insured 
acreage,  (b)  the  applicable  premium  rate(s), 
and  (c)  the  Insured  interest  in  the  bean  crop 
at  the  itme  of  planting.  The  premium  for 
the  contract  shall  be  the  total  of  the  pre- 
miums computed  for  the  Insured  for  all  in- 
surance units  covered  by  the  contract.  The 
premium  with  respect  to  any  acreage  shall 
be  regarded  as  earned  when  the  bean  crop 
on  such  acreage  is  planted. 

29.  Manner  of  payment  of  premium,  (a) 
The  applicant  executes  a  premium  note  by 
signing  the  application  for  bean  crop  insur- 
ance. This  note  represents  a  promise  to  pay 
to  the  Corporation,  on  or  before  August  31, 
1949,  the  premium  for  all  Insurance  units 
covered  by  the  contract. 

(b)  A  discount  of  five  percent  shall  be 
allowed  on  any  premium  which  Is  paid  In  full 
on  or  before  the  closing  <^te. 

(c)  Any  premium  note  not  paid  at  ma- 
turity shall  bear  Interest  computed  not  on 
a  per  annum  basis  but  as  follows:  Three 
percent  on  the  principal  amount  not  paid  on 
or  before  December  31,  1949,  and  an  addi- 
tional three  percent  on  the  principal  amount 
owing  at  the  end  of  each  six-month  period 
thereafter. 

(d)  Payment  on  any  premium  shall  be 
made  by  means  of  cash  or  by  check,  money 
order,  postal  note,  or  bank  draft  payable  to 
the  order  of  the  Treasurer  of  the  United 
States.  All  checks  and  drafts  will  be  ac- 
cepted subject  to  collection  and  payments 
tendered  shall  not  be  regarded  as  paid  unless 
collection  is  made. 

(e)  Any  unpaid  amount  of  any  premium 
plus  any  Interest  due  may  be  deducted 
(either  before  or  after  the  date  of  maturity) 
from  any  Indemnity  payable  by  the  Corpo- 
ration, from  the  proceeds  of  any  commodity 
loan  to  the  insured,  and  from  any  payment 
made  to  the  insured  under  the  Soil  Conser- 
vation   and    Domestic    Allotment    Act,    as 


amended,  or  any  other  act  of  Congress  or 
program  administered  by  the  United  States 
Department  of  Agriculture.  There  shall  be 
no  refund  of  any  premium  overpayment  of 
less  than  $1.00  unless  WTitten  request  for 
such  refund  is  received  by  the  Corporation 
within  one  year  after  the  payment  thereof. 

30.  Irrigated  acreage,  (a)  In  addition  to 
the  provisions  of  section  4.  where  insurance 
Is  written  on  an  irrigated  basis  the  following 
provisions  shall  apply: 

( 1 »  The  acreage  of  beans  which  shall  be 
Insured  on  an  Irrigated  basis  in  any  year 
shall  not  exceed  that  acreage  which  can  be 
Irrigated  properly  with  facilities  available 
and  with  a  supply  of  Irrigation  water  which 
could  reasonably  be  expected,  taking  Into 
consideration  the  amount  of  water  required 
to  properly  Irrigate  the  acreage  of  all  irri- 
gated crops  on  the  farm,  except  that  In  areas 
where  a  part  of  the  beans  is  normally  irri- 
gated and  a  part  is  not  normally  Irrigated, 
the  acreage  of  beans  which  shall  be  insured 
on  an  irrigated  basis  in  any  year  shall  not 
exceed  that  acreage  which  could  be  irrigated 
In  a  normal  year  with  the  facilities 
available. 

( 2 )  Insurance  shall  not  attach  with  respect 
to  acreage  planted  to  beans  the  urst  year 
after  being  leveled. 

(3)  In  Torrance  County,  New  Mexico.  In- 
surance shall  not  attach  with  respect  to  acre- 
age planted  to  beans  the  first  year  such 
acreage  Is  Irrigated. 

(b)  In  addition  to  the/:auses  of  loss  in- 
sured against  as  shown  on  the  first  page  of 
this  policy  the  contract  shall  cover  loss  due 
to  failure  of  the  water  supply  from  natural 
causes  that  could  not  be  foreseen  and  pre- 
vented by  the  Insured,  including  (1)  lower- 
ing of  the  water  level  in  pump  wells  ade- 
quate at  the  beginning  of  the  growing  sea- 
son to  the  extent  that  either  deepening  the 
well  or  drilling  a  new  well  would  be  neces- 
sary to  obtain  an  adequate  supply  of  water, 
(2)  failure  of  public  power  used  for  pump- 
ing or  failure  of  an  irrigation  district  or 
water  company  to  deliver  water  where  such 
failure  is  not  within  the  control  of  the  in- 
sured, and  (3)  the  coUa^xe  of  casing  In  wells. 

(c)  In  addition  to  the  causes  of  loss  not 
Insured  against  as  shown  In  Section  9,  the 
contract  shall  not  cover  loss  caused  by  ( 1 ) 
failure  to  provide  adequate  casing  or  prop- 
erly to  adjust  the  pumping  equipment  In  the 
event  of  a  lowering  of  the  water  level  In 
pump  wells  when  such  adjustment  can  be 
made  without  deepening  the  well,  (2)  fail- 
ure properly  to  apply  irrigation  water  to 
beans  in  proportion  to  the  need  of  the  crop 
and  the  amount  of  water  available  for  all 
Irrigated  crops,  and  (3)  Mortage  of  irriga- 
tion water  on  any  farm  where  the  Corpo- 
ration determines  that  the  total  acreage 
of  all  Irrigated  crops  on  the  farm  Is  in  excess 
of  that  which  could  be  Irrigated  properly 
with  the  facilities  available  and  with  the 
supply  of  Irrigation  water  which  could  be 
reasonably  expected. 

Note:  The  record  keeping  requirements  of 
these  regulations  have  been  approved  by, 
and  subsequent  reporting  requirements  will 
be  subject  to  the  approval  of  the  Bureau  of 
the  Budget  in  accordance  with  the  Federal 
Reports  Act  of  1942. 

Adopted  by  the  Board  of  Directors  on 
January  24,  1949. 

[seal]  E.  D.  BtRKAW. 

Secretary, 
Federal  Qfop  Insurance  Corporation. 

Approved:  January  26,  1949. 

Charles  P.  Brannan, 
Secretary  of  Agriculture. 

[F.    R.    Doc.    49  744;    Filed,    Jan.    31,    1949; 
8:47  a.  m.J 
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Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Pabt    951— Tokay    Grapes    Grown    in 

CALirORNIA 

ORDER  AJCENDING  ORDER.  AS  AMENDED, 
REGULATING  HANDLING 


5  951.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
m  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  this  order  and  each  of  the  pre- 
viously issued  amendments  thereto;  and 
all  of  said  previous  findings  and  determi- 
nations are  hereby  ratified  and  affirmed 
except  insofar  as  such  findings  and  de- 
terminations may  be  in  conflict  with  the 
findings  and  determinations  set  forth 
herein.  ^ 

(a>    Findings  urton  the  basis  of  the 
hearing  record.    Pursuant  to  the  Agri- 
cultural  Marketing    Agreement    Act    of 
1937  as  amended  i7  U.  S.  C.  1946  ed.  601 
et  seq.:  61  Stat.  208.  707).  and  the  rules 
of    practice     and    procedure     effective 
thereunder  (7  C^  and  Supps..  900.1  et 
seq.).  a  public  hearing  was  held  at  Lodi. 
California,  beginning  oor  April  15.  1948. 
upon  proposed  amendments  to  Market- 
ing Agreement  No.  93.  as  amended,  and 
Order  No.  51,  as  amended  <7  CFR.  Cum. 
Supp..    951.1    et    seq.),    regulatmg    the 
handling  of  Tokay  grapes  grown  in  the 
6tate  of  California.    Upon  the  basis  of 
the  evidence  Introduced  at  such  hearing 
and  the  record  thereof,  it  Is  found  that : 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  thereof,  will 
tend  to  effectuate  the  declared  policy  of 
the  act; 

(2)  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  Tokay  grapes  grown  in  the 
State  of  California  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  in.  the 
marketing  agreement  and  the  proposed 
amendments  thereto  upon  which  hear- 
ings have  been  held;  and 

(3)  There  are  no  differences  in  the  pro- 
duction and  marketing  of  said  grapes 
grown  in  the  production  area  covered  by 
the  said  order,  as  amended  and  as  hereby 
further  amended,  that  make  necessary 
different  terms  and  provisions  applicable 
to  different  parts  of  said  area. 

(b»  Determinations.  It  is  hereby  de- 
termined that: 

( 1  >  The  agreement  amending  the  mar- 
keting  agreement,   as   amended,   regu- 
lating  the  handling  of  Tokay   grapes 
grown  In  the  State  of  California,  upon 
which  the  aforesaid  public  hearing  was 
held,  has  been  executed  by  handlers  <  ex- 
cluding cooperative  associations  of  pro- 
ducers who  were  not  engaged  Mi  process- 
ing, distributing,  or  shipping  the  fruit 
covered  by  this  order)  who.  during  the 
marketing  season  April  1.  1947.  to  March 
31   1948  both  inclusive,  handled  not  le.-^s 
than  50  percent  of  the  volume  of  Tokay 
grapes  covered  by  said  order,  as  amended 
and  hereby  further  amended; 
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(2)  The  aforesaid  agreement  amend- 
ing the  marketing  agreement,  as 
amended,  has  been  executed  by  handlers 
who  were  signatory  parties  to  said  mar- 
keting agreement,  as  amended,  and  who, 
during  the  aforesaid  marketing  season, 
handled  not  less  than  50  percent  of  the 
volume  of  Tokay  grapes,  grown  in  the 
State  of  California,  handled  by  all 
handlers  signatory  to  said  marketing 
agreement,  as  amended,  during  said 
marketing  season; 

(3)  The  issuance  of  this  order,  amend- 
ing the  aforesaid  order  as  amended.  Is 
favored  and  approved  by  at  least  two- 
thirds  of  the  producers  who  participated 
in  a  referendum  on  the  question  of  Its 
approval  and  who.  during  the  determined 
representative  period  (April  1.  1947  to 
March  31.  1948.  both  inclusive^,  were 
engaged,  within  the  State  of  California, 
In  the  production  for  market  of  Tokay 
grapes;  and 

(4)  The  Issuance  of  this  order,  amend- 
ing the  aforesaid  order  as  amended,  is 
favored  and  approved  by  producers  who 
participated  In  the  aforesaid  referendum 
on  the  question  of  its  approval  and  who. 
during  the  aforesaid  determined  repre- 
sentative period,  produced  for  market, 
within  the  State  of  California,  at  least 
two-thirds  of  the  volume  of  Tokay 
grapes,  produced  during  said  period  by 
all  producers  who  participated  in  said 
referendum. 

It  is.  therefore,  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  Tokay  grapes  grq^vn  In  the  State 
of  California  shall  be  In  conformity  to. 
and  in  compliance  with,  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended  and  as  hereby  further  amend- 
ed; and  such  order  Is  hereby  further 
amended  as  follows: 

1  Insert  the  following  immediately 
preceding  the  period  In  §  951.1  «b) :  "and 
further  amended  by  Public  Law  305.  80th 
Cong.,  approved  August  1.  1947". 

2.  Delete  §  951.1  (g)  and  Insert.  In  lieu 
thereof,  the  following: 


(g)  "Handle"  Is  synonymous  with 
"ship"  and  means  to  sell,  load  In  a  con- 
veyance for  transportation,  offer  for 
transportation,  transport,  deliver  to  a  re- 
frigerated storage  warehouse  in  the 
State  of  California,  or.  In  any  other  way 
to  place  grapes  in  the  current  of  com- 
merce between  the  State  of  California 
and  any  point  outside  thereof,  or  so  as 
directly  to  burden,  obstruct,  or  affect 
such  commerce. 

3.  Delete  §  951.1  (k)  (1)  and  insert,  in 
lieu  thereof,"  the  following: 

(1>  "Lodi  District"  means  the  County 
of  San  Joaquin,  and  shall  be  divided  Into 
the  following  Election  Districts:  (I) 
"Acampo  Election  District"  means  the 
school  district  of  Houston;  (ID  "Wood- 
bridge  Election  District"  means  the 
school  district  of  Woods,  and  that  por- 
tion of  the  Gait  Joint  Union  School  Dis- 
trict  situated  in  San  Joaquin  County; 
(ill)  "Lafayette  Election  District"  means 
the  school  districts  of  Lafayette.  Hen- 
derson. Turner,  Ray.  Termlnous  and 
New  Hope;  (iv)  "Victor  Election  District ' 
means  the  school  districts  of  Bruella. 
Victor.  Lockeford.  Oak  View  and  Clem- 
ents;    (V)     "Alpine    Election    District" 


means  the  school  districts  of  Alpine  and 
Lodi;  (vi)  "Live  Oak  Hection  District" 
means  all  of  the  school  districts  In  the 
Lodi  District,  other  than  those  included 
In  the  Acampo.  Woodbrldge.  Lafayette, 
Victor,  and  Alpine  Election  Districts. 

4.  Delete    the    third    sentence    from 

8  951.2  (a).  '     ,  .  , 

5.  Insert  the  following  immediately 
preceding  the  semicolon  in  §951.2  (m) 
(3) :  ".  and  to  engage  in  such  research 
and  service  activities  relating  to  the  han- 
dling of  grapes  as  may  be  approved,  from 
time  to  time,  by  the  Secretary". 

6  In  §§951.2  (m)  (13). 951.2  (m)  (15), 
and  951.2  (p>  (5).  delete  the  terms 
"§§951.4  and  951.5"  and  Insert.  In  lieu 
thereof,  the  words  "the  provisions." 

7.  Delete  the  first  sentence  in  §  951.3 
(a)  and  Insert,  in  lieu  thereof,  the  follow- 
ing: "The  Industry  Committee  is  auth- 
orized to  incur  such  expenses  as  the  Sec- 
retary may  find  are  reasonable  and  are 
likely  to  be  Incurred  by  the  Industry 
Committee  during  the  then  current  sea- 
son for  its  maintenance  and  functioning 
and  for  such  research  and  service  activi- 
ties relating  to  the  handling  of  grapes  as 
the  Secretary  may  determine  to  be  ap- 
propriate." 

8.  In  the  first  sentence  in  §  951.3  (b) 
delete  the  words  after  "will  be"  and  in- 
sert. In  lieu  thereof,  the  following:  "in- 
curred,  as  aforesaid,  by  the  committee 
during  such  season." 

9.  In  §  951.4  (b)  delete  subparagraph 
(2)   and  renumber  subparagraph  "(3)" 

as  "(2)."  ^      ^ 

10.  Delete  the  provisions  of  subpara- 
graphs (1)  through  (5)  of  §951.4  (c) 
Exemptions,  renumber  subparagraph  (6) 
of  §951.4  (c)  to  read  "(5),"  and  insert 
the  following: 

(1)  The  Industry  Committee  shall, 
subject  to  the  approval  of  the  Secretary, 
adopt  the  procedural  rules  to  govern  the 
Issuance  of  exemption  certificates. 

(2)  In  the  event  the  Secretary  Issues 
a  regulation  pursuant  to  this  section,  the 
Industry  Committee  shall  determine  for 
each  district  the  percentage  which  the 
grapes  produced  In  each  such  district, 
and  permitted  to  be  shipped  under  such 
regulation,  is  of  the  .quantity  of  grapes 
produced  in  the  respective  district  which 
would  be  shipped  in  the  absence  of  such 
regulation.      An    exemption    certificate 
shall  thereafter  be  Issued  by  the  Industry 
Committee  to  any  grower  who  furnishes 
proof,  satisfactory  to  such  committee, 
that  by  reason  of  conditions  beyond  his 
control  he  will  be  prevented,  because  of 
the  regulation  issued,  from  shipping  or 
having  shipped  a  percentage  of  his  crop 
of  grapes  equal  to  the  percentage  deter- 
mined as  aforesaid  of  all  grapes  per- 
mitted to  be  shipped  from  his  district. 
The  certificate  shall  permit  such  grower 
to  ship,  or  have  shipped,  a  percentage  of 
his  crop  of  grapes  equal  to  the  percent- 
age determined  as  aforesaid. 

(3)  In  the  event  the  Industry  Commit- 
tee determines  that,  by  reason  of  general 
crop  failure  or  other  general  unusual 
conditions  within  a  particular  district,  it 
is  not  feasible  or  would  not  be  equitable 
to  Issue  exemption  certificates  to  growers 
within  such  district  on  the  basis  set  forth 
in  subparagraph  (2)  of  this  paragraph,  it 
shall  issue  such  certificates  on  the  basis 
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of  the  average  of  the  percentages,  as  de- 
termined in  subparagraph  (2)  of  this 
paragraph,  of  the  crops  of  grapes  per- 
mitted to  be  shipped  from  both  districts. 
An  exemption  certificate  shall  thereafter 
be  Issued  by  the  Industry  Committee  to 
any  grower  who  furnishes  proof,  satis- 
factory to  such  committee,  that  by  reason 
of  conditions  beyond  his  control  he  will 
be  prevented,  because  of  the  regulation 
issued,  from  shipping  or  having  shipped 
a  percentage  of  his  crop  of  grapes  equal 
to  the  average  of  the  percentages  deter- 
mined afe  aforesaid.  The  certificate  shall 
permit  such  grower  to  ship,  or  have 
shipped,  a  percentage  of  his  crop  of 
grapes  equal  to  the  average  of  the  per- 
centages determined  as  aforesaid. 

(4)  If  any  grower  is  dissatisfied  with 
the  action  of  the  Industry  Committee 
taken  with  respect  to  his  application  for 
an  exemption  certificate,  such  grower 
may  appeal  to  the  Secretary:  Provided. 
That  such  appeal  shall  be  made  promptly. 
The  Secretary  may,  upon  an  appeal  made 
as  aforesaid,  modify  or  reverse  the  action 
of  the  committee.  The  authority  of  the 
Secretary  to  supervise  and  control  the 
issuance  of  exemption  certificates  is  un- 
limited and  plenary;  and  any  determina- 
tion by  the  Secretary  with  respect  to  an 
exemption  certificate  shall  be  final  and 
conclusive. 

11.  Renumber  §S  951.5,  951.6.  and  951.7 
through  951.18  to  read,  respectively, 
55  951.7,  951.8,  and  §§  951.10  through 
951.21  in  proper  numerical  sequence. 

12.  In  §  951.4  (d)  delete  the  words  "this 
section"  after  the  words  "pursuant  to," 
and  insert,  in  lieu  thereof,  the  terms 
"5§  951.4  and  951.5."  Redesignate  para- 
graph (d)  of  §  951.4  to  read  §  951.6. 

13.  Add  a  new  §  951.5,  as  follows: 

5  951.5  Minimum  standards  of  quality 
and  maturity— (a)  Recommendation. 
Whenever  the  Industry  Committee  deems 
It  advisable  to  establish  and  maintain  in 
effect  during  any  period  minimum  stand- 
ards of  quality  or  maturity,  or  both,  gov- 
erning the  shipment  of  grapes  pursuant 
to  this  section,  it  shall  so  recommend  to 
the  Secretary.  Each  such  recommenda- 
tion of  the  committee  shall  be  in  terms 
of  (1)  freedom  of  the  grapes  from  ma- 
terial impairment  of  shipping  quality; 
(2)  freedom  of  the  grapes  from  material 
Impairment  of  edible  quality;  (3)  free- 
dom of  the  grapes  from  serious  damage 
to  appearance;  (4)  minimum  maturity 
requirements;  or  (5)  any  combination  of 
the  foregoing.  With  each  such  recom- 
mendation, the  committee  shall  submit 
to  the  Secretary  the  Information  and 
data  on  which  si^ch  recommendation  is 
predicated;  and  the  committee  shall  also 
submit  to  the  Secretary  such  other  in- 
formation as  he  may  request.  The  com- 
mittee shall  give  prompt  notice  to 
handlers  and  growers  of  any  such  recom- 
mendation. 

(b)  Establishment.  Whenever  the 
Secretary  /inds.  from  the  recommenda- 
tion and  Information  submitted  by  the 
Industry  Committee,  or  from  other  avail- 
able information,  that  to  establish  mini- 
mum standards  of  quality  or  maturity,  or 
both,  for  grapes  and  to  limit  the  ship- 
ment of  grapes  during  any  period  to  those 
meeting  the  minimum  standards  would 
be  in  the  public  interest  and  would  tend 
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to  effectuate  the  declared  policy  of  the 
act,  he  shall  establish  such  standards, 
designate  such  period,  and  so  limit  the 
shipment  of  such  grapes.  The  Secretary 
shall  immediately  notify  the  Industry 
Committee  of  the  Issuance  of  such  regu- 
lation, and  said  committee  shall  give  such 
notice  thereof  as  may  be  reasonably  cal- 
culated to  bring  such  regulation  to  the 
attention  of  the  handlers  and  growers. 

14.  Add  a  new  §  951.9  as  follows: 

§  951.9  Modification,  suspension,  or 
termination.  Whenever  the  Industry 
Committee  deems  it  advisable  to  recom- 
mend to  the  Secretary  the  modification, 
suspension,  or  termination  of  any  or  all 
of  the  regulations  established  pursuant 
hereto,  it  shall  so  recommend  to  the  Sec- 
retary. If  the  Secretary  finds  upon  the 
basis  of  such  recommendation  or  from 
other  available  information  that  to 
modify  sifth  regulations  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 
%e  shall  so  modify  such  regulations.  If 
the  Secretary  finds,  upon  the  basis  of 
such  recommendation  or  upon  the  basis 
of  other  available  information  that  any 
such  regulations  obstruct  or  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act.  he  shall  suspend  or  terminate  such 
regulations.  The  Secretary  shall  imme- 
diately notify  the  Industry  Committee, 
tnd  such  committee  shall  promptly  give 
adequate  notice  to  handlers  and  growers, 
of  the  issuance  of  each  order  modifying, 
suspending,  or  terminating  any  such 
regulations.  In  like  manner  and  upon 
the  same  basis  the  Secretary  may  ter- 
minate any  such  modification  or  suspen- 
sion. 

(48  Stat.  31,  as  amended.  61  Stat.  208, 
707;  7  U.  S.  C.  and  Sup.  601  et  seq.) 

Issued  at  Washington,  D.  C,  this  26th 
day  of  January  1949,  to  be  effective  on 
and  after  12:01  a.  m.,  P.  s.  t..  March  1. 
1949. 

[seal]  Charles  P.  Brann.an, 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-749;    Filed,    Jan.    31,    194»: 
8:49   a.   m.| 


TITLE  9— ANIMALS  AND 

ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Indus- 
try, Department  of  Agriculture 

Subchaplar  A — Meat  Inspection  Reguloliont 

Part  7 — Facilities  for  Inspection 

payments  for  overtime  work  of  meat 
inspection  employees 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  Agriculture  by  the  act  of 
July  24.  1919  (7  U.  S.  C.  394),  the  act  of 
March  4,  1907,  as  amended  and  extended 
(21  U.  S.  C.  71-91.  96),  section  306  of  the 
act  of  June  17,  1930  (19  U.  S.  C.  1306), 
and  the  act  relating  to  the  Meat  Inspec- 
tion Service  of  the  Department  of  Agri- 
culture, approved  June  5,  1948  (Public 
Law  610.  80th  Cong.),  §  7.4  of  the  Meat 
In.spection  Regulations  of  the  Depart- 
ment of  Agriculture,  as  amended  (13 
P.  R.  4010).  Is  hereby  further  amended 
to  read  as  follows: 

8  7.4  Overtime  work  of  meat  inspec- 
tion employees.    The  management  of  an 
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official  establishment  desiring  to  work 
under  conditions  which  will  require  the 
services  of  an  employee  of  the  Division 
on  any  Saturday,  Sunday,  or  holiday,  or 
for  more  than  8  hours  on  any  day.  in- 
cluding Monday  through  Friday,  shall, 
sufHciently  in  advance  of  the  period  of 
overtime,  request  the  inspector  in  charge 
or  his  assistant  to  furnish  inspection 
service  during  such  overtime  period,  and 
shall  pay  the  Secretary  of  Agriculture 
therefor  $2.40  per  man-hour  for  each 
hour  of  inspection  service  so  furnished. 
It  will  be  administratively  determined 
from  time  to  time  which  days  constitute 
holdays. 

The  purpose  of  this  amendment  is  to  i 
establish  a  uniform  hourly  rate  of  pay- 
ment for  all  overtime  meat  inspection  » 
services  furnished  under  the  Meat  In- 
spection Act  and  related  acts,  and  to  re- 
duce substantially  the  total  amount  paid 
for  such  services  by  the  establishments 
requesting  them,  while  at  the  same  time 
insuring  full  reimbursement  to  the  Gov- 
ernment for  any  sums  paid  out  on  ac- 
count of  such  services.  Determination 
of  the  cost  of  the  overtime  inspection 
provided  for  by  §  7.4  depends  entirely 
upon  faots  within  the  knowledge  of  the 
Department  »of  Agriculture.  A  recent 
survey  has  developed  that  such  overtime 
inspection  may  be  furnished  at  a  re- 
duced cost  during  the  foreseeable  future. 
It  is  to  the  benefit  of  tiie  packers  subject 
to  the  Meat  Inspection  Act  and  Regula- 
tions, as  well  as  of  the  public  generally, 
that  this  amendment  be  made  effective 
at  the  earliest  practicable  time.  Ac- 
cordingly, pursuant  to  the  provisions  of 
section  4  of  the  Administrative  Procedure 
Act  (60  Stat.  238) .  it  is  found,  upon  good 
cause,  that  notice  and  public  procedure 
on  this  amendment  are  impracticable, 
unnecessary,  and  contrary  to  the  public 
interest  and  good  cause  is  "lound  for 
making  this  amendment  effective  less 
than  30  days  after  publication. 

This  amendment  shall  become  effective 
January  23,  1949. 

(41  Stat.  241,  34  Stat.  1260.  as  amended, 
sec.  306,  46  Stat.  689.  Pub.  Law  610  80th 
Cong.;  7  U.  S.  C.  394,  21  U.  S.  C.  71-91 
96,  19  U.  S.  C.  1306) 

Done  at  Washington,  D.  C.  this  26th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  Department  of  Agri- 
culture. 


[seal] 


[F.    R.    Doc. 


Charles  F.  Brannan, 
Secretary  of  Agriculture. 


49-747:    Filed, 
8:48  a.  m.| 


Jan.    31.    1949; 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

[3d  Gen.  Rev.  of  Export  Regs..  Amdt.  P.  L.  17] 

Part  399 — Positive  List  of  Commodities 
AND  Related  Matters     ^. 

MACHINES    containing    A    TOOL    OR    OEVICB 
INCORPORATING  DIAMONDS 

Section  399.2    Appendix  B— Interpre- 
tations; Positive  List  of  Commodities  is 


^2  RULES  AND  REGULATIONS 

read  as  follows:  SfthTpUedin.  year  In  order  to      ^  ^^^-^^c^^^^^^^^ 

(d)  Interpretation  4;  export  of  ma-  ^^  Commission  and  the  Indus-      ^"PP^^""?  ''J'fJncia    condition   as  of 

chines  containing  a  tool  or  device  incor-      f        ^  j^^  overall  measure  of  the      ^howlng   It^   "?  thP  orSlng  calendar 

Uratin,  diamonds.    ;^l^^^f^]\^Zl  '^^^^^^'^   ^^^''^'    ^T'"*^'^^'    '"^^"'  ^e'r'S'd^nSncome 'mel^"n^?or  sa^ 

taining  as  an  integral  part  thereof  a  tool  ^^e  preceding  year;  and  ^  fLnar  vpar 

or  device   incorporating   diamonds   are  j^P^ppearing.  that  the  rapid  upward  ^*  ^f  ^.^ ^^^^  ..^.^e  of  a  broadcast  sta- 

mcluded  on  the  Positive  List,  and  a  vali-  ^^y.^^nt  of  broadcast  expenses  dur  ng         J^^^^^^^^^/"^    television,  and  in- 

chapter.  ,      ber  23,  1948,  general  n°«f  "f  P^P"^.'^      '"aS  e»Xes '"' '^^^^^^^ 

.arr;?'Tr"'°"   -^   """   "   °'.  pl^.>iSS™  arr//n^^.re1u^^  rr"""^ 

January  7.  i»«.                                           •  y             Administrative   Procedure   Act;  porm  324A                                      „  „;„o     ' 

i^Pc  6  54  Stat  714  55  Stat.  206,  56  Stat.  of    the    Admmisirau  ro                   ^^         ^^^^^^  ^^   52  Rl  17^2 

i63    58  liat    671  59  Stat.  270.  60  Stat.  and  ^^^^^^^  ^^^^^.^^    ^^^^^  ^^^  ^^^^^^  ^       ^pp,„,,l  ^p.re.  May  31.  i«K9 

215.  61  Stat.  214.  61  Stat.  321;  Pub^  Law  ^^^^^  interested  parties  we^e  afforded  svuuAur  Estimates  or  Station   Broadcast 

395.  80th  Cong.;  50  U.  S.  C.  App.  a"^  °"P„  ^n  opportunity  to  submit  comments  ex-  revenuxs  and  expense,  ma 

701.  702;  E.  O.  9630    fpt.  27    1945.  10  Jf^^^^,y  n.  i949.  and  during  th^  call  letter. * 

P.  R.  12245;  E.  O.  9919.  Jan.  3.  1948.  13  ^^^  ^^^  Commission   received   stAt^  ^*^^^^  appropriate  box  below: 

F.  R.  59)  ments   from   Westinghouse   Radio   Sta-  ^^  ^           j^mt  am  and  FM  D 

^  .  J     T  „.,„™  •>«   iQ4q  tinns    Inc     from  the  American  Broad-  j,^  ^          TelcvUlon               D 

Dated:  January  26.  1949.  cSlng  Company.  Inc..  and  a  statement  y  fotlmated  total  broadcast  reve- 

Francis  MclNTYRE  ^^^  ^^  behalf  of  some  seventy-five  li-             nues' 

Office  of  fS^n^li^^^e.  -nseesand^Pe^rm^^^^^^^^^             ^^^  ^^^.  ^  ^^^^^,^,   ,^   ,,^,^   _ 

IP    R.    DOC.    49-738;    Filed.  'Jan.    31.    1949;  ^^^^   ^^^e   by  these   parties   with   re-  penses     

'                         8:46  a.  m.]  ^pect  to  (1>  the  date  of  filing.  (2)  the  

confidentiality  of  Information  filed,  and  Exact  name  of  respondent 

<^V  on  Indication  on  the  form  that  the  Address 

TITLE    47— TELECOMMUNI-  data  suPP°ed  are  estimated  figures,  have  ,  -Total  Broadcast  Revenue."  are  defln^ 

^''               CATION  SelraTepted  and  incorporated  in  the  to  ---  --  Tn^ide^Lrrdcrr^vl! 

Chopter  l-Federo.   Co icof.ons      "^ ^in^^ kpSet i^^^^  Si^i^.^^rnnr^."'^"^^"  "''"'^  ^°  "" 

Commission  for  the  proposed  revision  is  confined  in         ^  ^^^^^,.^  of  Federal  income  tax. 

IDocKet  NO.  91651  runfcTtions  A^t"  193ras  amended;""  It  is  further  ordered.  That  broadcast 

P.,  l_P.c.c.  ..  .ecu.  SFS^I^a?^^^?^-  =  ^iPi^^^-  ^^ 

)  r^ANCiAL   REPORTS.   BROADCAST  LICENSEES  324A.  ^If^^^^.^.^^^,  „„  their  esti-  year  1948  by  March    .949^ 

'                          AND  PERJCTTEEs  iotpd   'Total  Broadcast  Revenues",  and  (gee.  6  'b) .  50  Stat.  191;  47  U.  S.  C  303 

in  the  matter  of  adoption  of  proposed  ^t^^tted^'  ToUl  Broadcast  Expenses"  <,>^    Applies  se.  308  .b).  48  Stat.  1084; 

form  for  obtaining  summary  estimates  ^^  ^^opted;  and           ,   ^^  ,  .  ,  .4,  „.  *^  ^-  ^-  <^-  ^08  '^>  > 

of  broadcast  station  revenues  and  ex-  j^  ^  further  ordered.  That  5  l.i4i  01  Adopted:  January  26.  1949. 

penses     during     the     preceding     yean  Part  1  of  the  Commissions  rules  and  j^,j,^ed:  January  27.  1949. 

Amendment  of  5  1 341  of  Part  1  of  the  regulations    be    fended    to    read    as  K                               commttkicatiohs 

Commission's  rules  and  regulations  j^n^^.,.  CoMlnssioN 

At  a  session  of  the  Ffferal  Communl-  Financial  reports,   broadcast  ^«                ' 

cations  Commission  held  at  Its  offices  uj  §^^*i                permittees.     (a>    Each  ^^^^                      Secretary. 

Washington.  D.  C.  on  the  26th  day  of  ^^^^^^f^j  ^  broadcast  station  (standard 

January  1949;  m   television,  and  international,   and  [f.  R.  Doc.  *9-J3J-  /»^^<^-  "^^^    ^''   ^"*»' 

.id^:tirtrrtterorthrrop:::i  ™    -—  of  a  broadcast  station  -  a.  m..                ^ 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 
126CFR,  Part  186  1 

Gaugikc  Manual 

NOTICE   OF    PROPOSED   RULE   MAKIN(i 

A  notice  is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act  ap- 
prove June  11. 1946.  that  the  regulations 
set  fo#h  in  tentative  form  below  are  pro- 
posed to  be  prescribed  by  the  Commis- 
sioner of  Internal  Revenue,  with  the  ap- 
proval of  the  Secretary  of  the  Treasury. 
Prior  to  the  final  adoption  of  such  reg- 


ulations, consideration  will  be  given  to 
any  data,  views,  or  arguments  pertain- 
ing thereto,  which  are  submitted  n  writ- 
ing  in  duplicate,  to  the  Commissioner 
of  Internal  Revenue.  Washington  25 
D  C  within  30  days  from  the  date  of 
this  notice  in  the  Federal  Register. 
The  proposed  regulations  are  to  be  is- 
sued  under  the  authority  of  sections  2808 
and  3176  of  the  Internal  Revenue  Code 
(26  U.  S.  C.  sees.  2808  and  3176). 

I  SEAL  1  Geo.  J.  SCHOENEMAN, 

Commissioner  of  Internal  Revenue. 
1    Sections    186.48.    186.62.    186.75  ^c>. 
186.80. 1E6.82.  and  186.153  of  the  Gauging 


Manual  (26  CFR.  Part  186)  are  amended, 
and  §  186.61  of  such  manual  Is  revoked. 
2   These   amendments,   in  effect,   re- 
quire the  registry  number  of  the  distil- 
lery the  state  in  which  the  distillery  Is 
located,  and  the  €erial  number  of  the 
package  to  be  burned  or  cut  on  the  Gov- 
ernment head  of  each  wooden  package, 
instead  of   stencUed  or   otherwise   im- 
printed. In  order  to  insure  better  iden- 
tification.   They  also  provide  for  the  dis- 
continuance of  stenciling  on  the  Govern- 
ment head  of  each  package  the  word   In- 
spected." and  the  name  and  title  01  the 
storekeeper-gauger. 


#  Tuesday,  February  1,  1949 

S  186.153  Marks  and  brands  on  wood- 
en packages  of  distilled  spirits.  The 
marks  and  brands  (except  the  registry 
number,  the  state,  and  serial  number  of 
the  package)  required  to  be  placed  on 
wooden  packages  of  distilled  spirits  by 
55  186.20.  186.48.  186.56.  186.57,  186  58. 
186.60.  186.75.  186.79.  186.82.  and  186.145 
shall,  notwithstanding  the  particular 
methods  specified  therein,  be  plainly  and 
durably  burned,  cut.  imprinted,  or  sten- 
ciled on  such  packages.  The  registry 
number  of  the  distillery,  the  state  in 
which  the  distillery  is  located,  and  the 
seriar  number  of  the  package  shall  be 
plainly  and  durably  burned  or  cut  on 
such  packages.  The  registry  number 
and  the  state  may  be  combined  and  ab- 
breviated, as  '■Calif-708." 

3.  Sections  186.48,  186.62.  186.75  (c). 
186.80.  and  186.82  are  modified  by  elimi- 
nating from  the  illustrations  therein  the 
word  "Inspected."  and  name  and  title  of 
the  storekeeper-gauger. 

4.  This  Treasury  decision  shall  be  ef- 
fective on  the  90th  day  after  its  publica- 
tion in  the  Federal  Register. 

5.  This  Treasury  decision  is  issued  un- 
der the  authority  contained  in  sections 
2808  and  3176.  Internal  Revenue  Code 
<26  U.  S.  C.  2808  and  3176). 

|P.    R.    Doc.    49-718:    Filed.    Jan.    31,    1949; 
8:46  a.   ml 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Animal  Industry 

I  9  CFR,  Part  51]  / 

Prevention  of  Tuberculosis,  Paratuber- 
cuLOsis  and  Banc's  Disease  or  Cattle 
IN  Cooperation  With  States 

NOTICE  OF  PROPOSED  AMENDMENT 

On  January  1.  1949.  there  was  pub- 
lished in  the  Federal  Register  (14  F.  R. 
1  >  a  notice  of  a  proposed  amendment  of 
5  51.8  (b)  of  the  regulations  for  the  pre- 
vention of  tuberculosis,  paratuberculosis 
and  Bang's  disease  of  cattle  in  coopera- 
tfon  with  the  States  (9  CFR  Cum.  Supp. 
51.8  (b))  pursuant  to  sections  3  and  11 
of  the  a(;t  of  Congress  approved  May  29, 
1884.  asamended  (21  U.  .S.  C.  114  and 
114a),  section  2  of  the  act  of  Congress 
approved  February  2,  1903,  as  amended 
(21  U.  S.  C.  Ill),  and  the  item  in  the 
Department  of  Agriculture  Appropria- 
tion Act.  1949.  for  eradicating  tubercu- 
losis and  Bang's  disease  (62  Stat.  507  >. 

Some  misunderstanding  has  arisen 
concerning  the  objectives  of  the  proposed 
amendment.  Further  notice  is  therefore 
hereby  given  that  the  purpose  of  the 
amendment  will  be  to  permit  payment  of 
claims,  under  the  regulations  for  the  pre- 
vention of  animal  diseases  in  coopera- 
tion with  the  States  (9  CFR  Cum.  Supp.. 
Part  51).  for  cattle  reacting  to  tests  for 
Bang's  disease  when  the  determination 
of  the  existence  of  this  disease  is  based 
upon  blood  samples  taken,  or  laboratory 
tests  made,  by  non-veterinary  techni- 
cians under  the  supervision  of  veterinari- 
ans of  the  Bureau  of  Animal  Industry. 
United  States  Department  of  Agriculture. 
or  Of  cooperating  State.  Territorial, 
county,  or  municipal  veterinary  in- 
spectors, as  well  as  wh:n  the  dctermina- 
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tion  of  the  existence  of  such  disease  is 
based  upon  blood  samples  taken,  or  labo- 
ratory tests  made,  by  such  veterinarians 
or  veterinary  in.spectors,  or  accredited 
veterinarians.  No  change  wil>  be  made 
by  the  amendment  in  the  requirements 
of  the  regulations  with  respect  to  pay- 
ment of  claims  for  cattle  reacting  to  tests 
for  tuberculosis  or  paratuberculosis. 

To  accomplish  the  aforesaid  purpose, 
it  is  proposed,  pursuant  to  the  above- 
mentioned  authority,  to  amend  §  51.8 
(b)  of  said  regulations  (9  CFR  Cum. 
Supp.  51.8  (b))  to  read  as  follows: 

(b)  In  the  case  of  either  tuberculosis 
or  paratuberculosis.  If  the  existence  of 
the  disease  in  the  cattle  was  not  deter- 
mined as  the  result  of  a  tuberculin  or 
Johnin  te.st  applied  by  a  Bureau  veteri- 
narian, a  cooperating  State,  Territorial, 
county,  or  municipal  veterinary  inspec- 
tor, or  an  accredited  veterinarian;  or  in 
the  case  of  Bang's  disease,  if  the  exist- 
ence of  the  disease  in  the  cattle  was  not 
determined  as  the  result  of  an  aggluti- 
nation test  applied  by  such  a  veteri- 
narian or  veterinary  inspector,  or  by  non- 
veterinary  technicians  under  the  sMper- 
vislon  of  a  Bureau  veterinarian,  or  a  co- 
operating State,  Territorial,  county,  or 
municipal  veterinary  inspector. 

Any  person  who  wishes  to  submi(\  writ- 
ten data,  views,  or  arguments  concern- 
ing the  proposed  amendment  may  do  so 
by  filing  them  with  the  Chief  of  the  Bu- 
reau of  Animal  Industry,  Agricultural 
Research  Administration,  United  States 
Department  of  Agriculture,  Washington 
25,  D.  C,  within  15  days  after  the  date  of 
publication  of  this  notice  in  the  Federal 
Register. 

Done  at  Washington.  D.  C.  this  26th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-746;    Filed.    Jan.    31.    1949; 
%  8:48  a.  m.j 


[  9  CFR,  Part  92  ] 

Inspection  and  Quarantine  of  Livestock 
AND  Other  Animals  Offered  for  Im- 
portation (Except  From  Mexico) 


i 


NOTICE  OF  PROPOSED  AMENDMENT 


Notice  is  hereby  given  in  accordance 
with  section  4  (a)  of  the  Administra- 
tive Procedure  Act  (60  Stat.  237)  that 
the  Secretary  of  Agriculture,  pursuant  to 
the  authority  vested  in  him  by  sections 
6,  7.  8,  and  10  of  the  act  of  Congress  ap- 
proved August  30.  1890.  as  amended  (21 
U.  S.  C.  1946  ed.  102-105).  and  by  section 
2  of  the  act  of  Congress  approved  Febru- 
ary 2,  1903.  as  amended  (21  U.  S.  C. 
1946  ed.  Ill),  proposes  to  amend  §  92.20 
of  the  regulations  governing  the  inspec- 
tion and  quarantine  of  livestock  and 
other  animals  offered  for  Importation 
from  countries  other  than  Mexico  (9 
CFR,  1944  Supp..  Part  92)  to  read  as 
follows: 

§92.20    Cattle     from     Canada— (&)' 
Health  certificates.     Cattle  ofTered  for 
importation  from  Canada  shall  be  ac- 


443 

companied  by  an  official  veterinarian's 
certificate  showing  that  he  has  inspected 
the  said  cattle  and  found  them  free  from 
any  evidence  of  communicable  disease 
and  that,  as  far  as  he  has  been  able  to 
determine,  they  have  not  been  exposed 
to  any  such  disease  during  the  preceding 
60  days. 

(b)  Tuberculin-test  certificates.  Im- 
portations of  cattle  from  Canada,  for 
purposes  other  than  slaughter  as  pro- 
vided in  §  92.23,  shall  be  in  compliance 
with  the  following  conditions  and  re- 
quirements : 

(1)  Cattle  from  Canadian-listed,  tu- 
berculosis-free accredited  herds  shall  be 
accompanied  by  a  certificate  issued  or 
endorsed  by  a  salaried  veterinarian  of 
the  Canadian  Government  showing  them 
to  be  from  such  herds  and  that  said 
herds  have  been  tubercuhn  tested  within 
one  year  of  the  date  of  importation.  The 
date  of  such  tuberculin  test  shall  be 
shown  on  the  certificate. 

(2)  Cattle  from  herds  in  accredited 
areas  in  Canada,  other  than  accredited 
herds,  shall  be  accompanied  by  a  certifi- 
cate issued  or  endorsed  by  a  salaried  vet- 
erinarian of  the  Canadian  Government 
showing  them  to  be  from  herds  in  such 
areas  and  that  the  animals  offered  for 
entry  have  been  tuberculin  tested  with 
negative  results  within  30  days  preceding 
their  offer  for  ebtry.  However,  cattle 
from  herds  in  such  areas — other  than 
range  herds — in  which  one  or  more  re- 
actors to  the  tuberculin  test  have  been 
disclosed  shall  not  be  imported  until  the 
said  herds  have  reached  full  tubercu- 
losis-free status  under  Canadian  regu- 
lations. 

(3).  Cattle  from  herds  in  restricted 
areas  in  Canada — other  than  range  stock 
and  cattA  from  accredited  herds — shall 
be  accompanied  by  a  certificate  issued 
or  endorsed  by  a  salaried  veterinarian  of 
the  Canadian  Government  showing  (i) 
that  they  have  been  tuberculin  tested 
with  negative  results  within  30  days  pre- 
ceding their  offer  for  entry,  (ii)  that  all 
cattle  in  the  herd  or  herds  from  which 
the  animals  proceed  have  been  tuberculin 
tested  with  negative  results  not  more 
than  12  months  nor  less  than  60  days 
before  the  date  of  the  offer  for  entry, 
and  (iii)  that  the  animals  presented  for 
entry,  excepting  only  the  natural  in- 
crease in  the  herd,  were  included  in  the 
herd  or  herds  of  origin  at  the  time  of 
said  herd  tests.  However,  cattle  from 
herds  in  such  areas — other  than  range 
herds — in  which  one  or  more  reactors 
to  the  tuberculin  test  have  been  disclosed 
shall  not  be  imported  until  the  said  herds 
have  reached  full  tuberculosis-free  sta- 
tus under  Canadian  regulations. 

(4)  Range  cattle  of  the  beef  types 
shall  be  accompanied  by  a  certificate  is- 
sued or  endorsed  by  a  salaried  veteri- 
narian of  the  Canadian  Government 
showing  that  they  have  been  tuberculin 
tested  with  negative  results  within  30 
days  preceding  their  offer  for  entry. 

(5>  No  cattle  other  than  range  cattle 
or  those  from  accredited  herds  shall  be 
imported  from  areas  in  Canada  that  are 
neither  restricted  nor  accredited  under 
Canadian  regulations,  except  for  slaugh- 
ter as  provided  in  §  92.23. 

(c)  Brucellosis-test  certificates.  Cat- 
tle six  months  old  or  more  cCered  for  im- 
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portation  from  Canada-except  steers. 
Jpayed  heifers,  and  all  cattle  for  imrne- 
dlate  slaughter-shall  be  accompanied 
by  a  certificate  Issued  or  endorsed  by  a 
salaried  veterinarian  of  the  Canadian 
Government  showing  them  to  have  been 
tested   for  brucellosis    (Bangs  disease) 
with  negative  results  within  30  days  pre- 
ceding their  offer  for  entry.    However, 
cattle    from   Canadian   brucellosis-free 
listed  herds  need  not  be  so  tested  if  it  is 
shown  on  the  accompanying  certificates 
that  the  animals  have  been  offlcially  vac- 
cinated, in  accordance  with  Canadian 
regulations,  as  calves  within  16  months 
prior  to  their  being  offered  for  entry. 
The  certificate  accompanying  such  vac- 
cinated cattle  shall  show  the  date  of 
vaccination  of  each  animal  and  that  tne 
herd  is  listed  as  brucellosis  free. 

<d>  Certificates:  information  re- 
quired. The  certificates  prescribed  in 
the  foregoing  paragraphs  .b-  and  (c)  ol 
this  section  shall  give  the  dates  and 
places  of  testing,  names  of  the  consignor 
and  consignee,  and  descriptions  of  the 
cattle,  including  breed,  ages,  markings, 
and  tattoo  and  eartag  numbers. 

(e)   United    States    cattle    returning 
from    expositions    in    Canada.      Cattle 
from  the  United  States  which  have  been 
exhibited    at    the    Royal    Agricultural 
Winter  Fair  at  Toronto  or  other  recog- 
nized expositions  in  Canada  and  have 
not  been  in  that  country  more  than  30 
days   may   be   returned   to   the   Umted 
States  within  10  days  from  the  close  of 
such  fair  or  exposition  without  the  cer- 
tificates specified  in  paragraphs  (b)  and 
(c)  of  thLs  secUon.  if  they  are  accom- 
panied by  copies  of  the  tuberculin-  and 
brucellosis-test  certificates  accepted  by 
the  Canadian  authorities  for  tlvir  enUy 
Into  Canada  and  If  it  is  ^o^  to  the 
satisfaction    of    the    i^sP^^^^or    at    the 
United  States  port  of  reentry  that  they 
are  the  identical  cattle  covered  by  the 
said  certificates. 

Any  person  who  wishes  to  submit 
written  data,  views  or  arguments  con- 
cerning the  foregoing  proposed  amend- 
ments may  do  so  by  filing  them  with 
the  Chief  of  the  Bureau  of  Animal  In- 
dustry. United  States  Department  of 
Agriculture.  Washington  25.  D.  C.  within 
30  days  after  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Done  at  Washington,  D.  C  .  this  26th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  Department  of 
Agriculture. 

[seal!  Ch.^rles  F.  Brannan 

Secretary  of  Agriculture. 

IP    R.    Doc.    4^745:    Filed.    Jan.    31.    1949; 
8:48  a.  m.) 


PROPOSED  RULE  MAKING 

ISTIR  a  notice  of  the  proposed  amend- 
ment of  the  size-age  limitations  for  cer- 
tain plants,  specified  in  §  319.37-18  of  the 
regulations  supplemental  to  Quarantine 
No   37  relating  to  nursery  stock  plants, 
and  seeds   (7  CFR  319.37-18;   13  F.  R 
4273)      Notice  is  hereby  given  that  the 
time  within  which  any  Interested  person 
may  file  written  data,  views,  or  argu- 
ments in  connection  with  the  Proi^sed 
amendment  has  been  extended  to  Feb- 
ruary 15. 1949.  inclusive. 


(Sec.  1.  37  Stat.  315.  as  amended  7 
U.  S.  C.  Sup.  I  154;  sec.  4.  60  Stat.  237.  5 
U.  S  C.  1003) 

Done  at  Washington.  D.  C.  this  26th 
day  of  January  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  Depart- 
ment of  Agriculture. 


[seal] 


Charles  F.  Brannan, 
Secretary  of  Agriculture. 

IF     R.    Doc.    49-748:    Filed.    Jan.    31.    1949; 
8:48  a.  m.| 


Production    and    Marketing 
Administration 

[  7  CFR,  Ch.  IX  1 

Handling  or  Milk  in  Certain  Marketing 
Areas 

decision  with  respect  to  proposed  mar- 
keting   agreements   and   to   proposed 

AMENDMENTS  TO  ORDERS,  AS  AMENDED 

Pursuant  to  Public  Act  No.   10.  73d 
Congress   'May  12.  1933).  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of   1937    as  amended    (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended,  gov- 
erning proceedings  to  formulate  market- 
ing agrements  and  orders  (7  CFR  and 
SUPP.S    SOO.l  et  seq.;   13  F.  R.  8585).  a 
public  hearing  was  held  at  Washington. 
D  C.  on  July  30.  1947.  Pursuant  to  no- 
tice issued  on  July  18, 1947.  and  published 
in  the  Federal  Register  on  July  23.  194  / 
(12  F  R  4888).  with  respect  to  proposed 
amendments  to  the  tentatively  approved 
marketing    agreements,   the   marketing 
agreements,  as  amended,  and  to  the  or- 
ders   as  amended  (hereinafter  referred 
to  as  the  "marketing  agreements  and 
orders"),    regulating    the    handling    of 
milk  in  the  following  marketing  areas: 


Bureau  of  Entomology  and  Plant 
Quara.ntine 

[7  CFR,  PaH  319  1 

SizE-AcE    Limitations    Relating    to 
Nursery  Stock.  Plants,  and  Seeds 

BtTENSlON  OF  time  FOR  FILING  COMMENTS 
REGARDING    PROPOSED    AMENDMENT 

On  Jtnuary  13.  1949  (14  F.  R.  184) 
there  was  published  in  the  Federal  Reg- 


6t.  Louis,  Mo. 
Greater   Boston. 

Mass. 
Dubuque,  Iowa. 
Greater  Kansas  City. 
South  Bend-LaPorte 

County.  Ind. 
New  York  Metropoli- 
tan. 
Toledo.  Ohio. 
Fort  Wayne.  Ind. 
Lowell-Lawrence 

Mass. 
Omaha-Council 

Bluffs. 
Chicago,  111. 
New  Orleans.  La. 


Quad  Cities 
Louisville.  Ky. 
Fall  River.  Mass. 
Sioux  City.  Iowa. 
Dulutb-Superior. 
Philadelphia,  Pa. 
Cincinnati.  Ohio. 
Wichita.  Kans. 
Suburban  Chicago. 
Clinton.  Iowa. 
Dayton-Sprlngfleld, 

Ohio. 
Trl-State. 
MlnneapoUs-St. 

Paul. 
Columbus.   Ohio. 
Cleveland.   Ohio. 


Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  AdnUmstrator. 
Production  and  Marketing  Adminl.stra- 
tion.  on  September  27,  1948.  filed  with 


the  Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  in  this  proceeding.    The  notice 
of  such  recommended  decision  and  of  op- 
portunity   to    file    written    exceptions 
thereto  was  published   in   the  Federal 
Register  on  October  1.  1948   (13  F.  R_ 
5682).     The    only    material    Issues    of 
record  are  with  respect  to  whether  each 
of  the  aforesaid  marketing  agreements 
and  orders  should  provide: 

(DA  termination  of  any  obligation 
for  the  payment  of  money  at  the  expira- 
tion of  a  specified  period  of  time;  and 

(2>  A  specified  period  of  time  for  the 
retention  of  books  and  records  required 
to  be  made  available  to  the  market 
administrator. 

Rulings  on  exceptions.  Exceptions  to 
the  recommended  decision  were  filed  on 
behalf  of  interested  parties. 

In  arriving  at  the  findings  and  conclu- 
sions decided  upon  in  this  decision  each 
of  the  exceptions  was  carefully  and  fully 
considered  in  conjunction  with  the 
record  evidence  pertaining  thereto,  lo 
the  extent  that  the  findings  and  conclu- 
sions decided  upon  herein  are  at  vari- 
ance with  the  exceptions  pertaining 
thereto,  such  exceptions  are  overruled. 

Exception  was  taken  to  the  Provl.sion 
for  the  terminaUon  of  any  obligation  of 
a  market  administrator  to  pay  money  to 
a  handler  unless,  within  a  specified  pe- 
riod of  time,  the  handler  files,  pursuant 
to  section  8c  (15)  (A)  of  the  act.  a  peti- 
tion claiming  such  money.    The  basis  ol 
the  exception  was  the  limiting  of  a  han- 
dler  to  the   adminLstratlve   proceeding 
specified  in  the  act.  rather  than  provid- 
ing that  the  life  of  the  claim  could  be 
extended    by    the    handler    instituting 
either  legal  or  administrative  proceed- 
ing     Since  the  claim  being  limited  Is 
created  by  administrative  regulation  un- 
der the  act.  it  appears  appropriate  that 
the  limitation  be  based  on  a  reasonable 
condition.     The  choice  of  the  petition 
under  section  8c  (15)   (A)  of  the  act  as 
the  condition  the  fulfillment  of  wh  ch 
will  prevent  the  termination  of  the  claim, 
seems  a  reasonable  exercise  of  adminis- 
trative discretion,  particularly  since  the 
statute  Itself  provides  the  remedy 

A  further  exception  was  taken  to  tne 
provision  for  the  termination  of  obliga- 
tions on  the  basis  that  the  market  ad- 
ministrator is  not  required  to  act  upon 
a  claim  of  a  handler  within  any  specified 
period  of  time.     It  was  suggested  that 
this  condition  might  result  In  a  dismissal 
of  a  handler's  petition  in  a  section  8.: 
(15)    (A)    proceeding  because  the  pro- 
ceeding had  been  InlUated  before  final 
action  by  the  market  administrator  upon 
the  claim.    The  right  of  a  handler  un- 
der the  act  to  Institute  a  section  8c  (15) 
(A)  proceeding  Is  not  limited  by  action 
or  a  lack  of  action  by  a  market  adm  n- 
istrator     upon     the     handler's     claim. 
Hence  it  is  not  necessary  in  the  amend- 
ments herein  decifled  upon  to  require  the 
market  administrator  to  act  upon  a  claim 
made  upon  him  by  a  handler. 

Findings  and  conclusions.  On  the 
basis  of  the  evidence  presented  at  such 
hearing,  it  Is  hereby  found  and  con- 
cluded: ^,,  ^.  «.„„v, 
1  Termination  of  obligation.  Each 
of  the  aforesaid  marketing  agreements 
and   orders   should   contain   provisions 
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terminating  any  obligation  thereunder 
for  the  pajment  of  money  after  the  ex- 
piration of  a  specified  period  of  time. 
with  certain  exceptions  hereinafter  in- 
dicated. 

Marketing    agreements    and    orders 
contain   provisions  classifying   milk  in 
accordance  with  the  form  in  which  or 
the  purpose  for  which  it  is  used,  and 
fixing,  or  providing  a  method  for  fixing, 
minimum  prices  for  each  such  use  classi- 
fication, which  all  handlers  are  required 
to  pay.  and  the  time  when  payments 
shall  be  made,  for  milk  purchased  from 
producers  or  associations  of  producers. 
Such  prices  are  uniform  as  to  all  han- 
dlers, subject  to  adjustments  for  volume, 
market,    and    production    differentials, 
grade  or  quality  of  the  milk  purchased. 
or  the  locations  at  which  the  milk  is 
delivered.     Some  orders  provide  for  the 
payment  to  all  producers  and  associa- 
tions of  producers  delivering  mflk  to  the 
same  handler  of  uniform  prices  for  all 
milk  delivered  by  them.     This  method 
of  paying  producers  Is  commonly  called 
the   "individual-handler   pool."     Other 
orders  provide  for  the  payment  to  all 
producers  and  associations  of  producers 
delivering  milk  to  all  handlers  in  the 
respective  marketing   area  of  uniform 
prices  for  all  milk  so  delivered,  irrespec- 
tive of  uses  made  of  such  milk  by  the 
individual  handler  to  whom  it  is  deliv- 
ered.    This   is  the  so-called  "market- 
wide  p>ool"  method  of  paying  producers. 
Under  the  "individual-handler  pool." 
handlers  pay  the  total  use  value  of  their 
milk  to  their  producers  directly.    Under 
the  "market-wide  pool."  handlers  pay 
their  producers   the   market-wide   uni- 
form or  blend  price.    In  order  to  equalize 
payments  among  handlers  where  orders 
provide  for  the  market -wide  pool,  a  pro- 
ducer settlement  fund  is  established  and 
maintained  by  the  market  administrator. 
Each  handler  pays  into  the  fund  the 
amount  by  which  the  value  of  his  milk 
at  the  class  prices  Is  greater  than  the  ag- 
gregate amount  he  pays  his  producers  at 
the  blend  price,  and.  conversely,  each 
handler    receives    from    the    fund    the 
amount  by  which  the  value  of  his  milk  ■' 
at  the  class  prices  is  less  than  the  aggre- 
gate amount  he  pays  his  producers  at  the 
blend  price. 

In  adiition  to  the  foregoing  payments, 
each  handler  is  required  to  pay  the  mar- 
ket administrator  his  pro  rata  share  of 
the  expense  of  administering  the  respec- 
tive orders.  Most  orders  also  require 
each  handler  to  make  deductions  from 
his  payments  to  producers  and  to  pay 
such  deductions  to  the  market  adminis- 
trator or  to  a  cooperative  association  of 
producers,  as  the  case  may  be.  for  mar- 
keting services,  i.  e..  marketing  informa- 
tion and  the  verification  of  weights, 
sampling,  and  testing  of  milk. 

Each  month  handlers  are  required  to 
report  to  the  market  administrators  in- 
formation relating  to  the  quantities  of 
milk  received  and  their  .sources,  the  uti- 
lization of  such  receipts,  and  payments  to 
producers.  Handlers  are  required  to 
make  available  to  market  administrators 
such  books  MKl  records  as  will  enable  the 
market  administrators  to  verify  reports 
or  to  ascertain  correct  information. 
Whenever  an  audit  by  a  market  admin- 
istrator discloses  errors  resulting  In 
No.  20 3 


money  due  (a)  the  maVket  administrator 
from  a  handler,  or  a  handler  from  the 
market  administrator,  or  (b)  any  pro- 
ducer or  association  of  producers  from  a 
handler,  the  payment  of  the  amount  due 
is  required  to  be  made. 

Although  all  of  the  marketing  agree- 
ments and  orders  provide  with  particU'v 
larity  when  the  various  payments  are  to 
be  made,  none  of  them  specifies  the  time 
within  which  an  error  in  payment  must 
be  discovered  or  provides  for  the  termi- 
nation of  an  obligation  because  of  the* 
expiration  of  time.  When  milk  market- 
ing programs  were  first  promulgated, 
this  omi.ssion  was  not  serious.  However, 
now  that  milk  orders  have  been  in  effect 
over  a  considerable  length  of  time — six 
orders  have  been  In  effect  more  than  ten 
years  and  one-half  of  all  orders  were  in 
effect  prior  to  1941— the  failure  to  pro- 
vide In  the  orders  for  a  termination  of 
the  obligations  thereunder  for  the  pay- 
ment of  money  creates  uncertainties 
among  producers  and  handlers  which 
may  endanger  the  stability  of  the  mar- 
kets and  lead  to  serious  Inequities. 

Without  a  termination  of  obligations, 
handlers  may  file  claims  which,  because 
the  period  involved  extends  back  over 
many  years,  are  in  substantial  amounts. 
Funds  for  the  payment  of  such  claims 
are  obtained  only  from  payments  to  pro- 
ducers supplying  the  market  with  milk 
during  the  period  when  the  claims  are 
paid.  This  results  in  a  reduction  in  the 
payments  to  these  producers.  Since, 
over  extended  periods  of  time,  there  is 
a  considerable  turnover  in  the  producers 
supplying  a  market,  a  reduction  In  their 
payments  results  in  inequities  as  to  those 
producers  who  were  not  in  the  market 
during  the  period  out  of  which  the  han- 
dlers' claims  arise.  This  result,  there- 
fore, tends  to  cause  producers  to  leave 
the  market,  and  is  a  potential  cause  of 
milk  shortage.  If,  on  the  other  hand, 
the  minimum  prices  for  milk  are  in- 
creased to  compensate  producers  for  de- 
ductions made  to  pay  old  claims,  such 
prices  probably  would  not  be  In  the  pub- 
lic interest.  Thas.  in  the  absence  of  a 
'termination  of  obligations,  the  stability 
of  milk  markets  is  endangered  by  the 
ever-present  threat  of  the  necessity  for 
making  substantial  payments  arising 
from  the  accrual  of  liabilities  over  ex- 
tended periods  of  time. 

The  marketing  agreements  and  orders 
should  provide  that  any  obligation  to  pay 
a  handler  any  money  which  such  han- 
dler claims  to  be  due  him  under  the 
terms  of  an  order,  shall  terminate  two 
years  after  the  end  of  the  calendar 
month  during  which  the  milk  involved  in 
the  claim  was  received  if  an  underpay- 
ment Is  claimed,  or  within  two  years 
after  payment  was  made  if  a  refund  is 
claimed,  unless  such  handler,  within 
such  period  of  time,  files,  pursuant  to 
section  8c  (15)  (A)  of  the  act.  a  petition 
claiming  such  money. 

There  was  general  agreement  at  the 
hearing  that  the  two  year  period  was 
reasonable.  This  will  allow  a  handler 
ample  time  to  decide  whether  he  should 
contest  an  obligation  imposed  upon  him 
pursuant  to  an  order. 

Currently.  Order  No.  27  regulating  the 
handling  of  milk  in  the  New  York  metro- 
politan marketing  area,  provides  spe- 


cially for  the  reclassification,  under  cer- 
tain conditions,  of  milk  the  butterfat 
from  which  is  classified  as  storage  cream, 
i.  e..  as  Class  II-B.  Under  these  provi- 
sions, the  classification  of  Class  II-B 
milk  is  not  finally  determined  until  the 
cream  is  removed  from  storage.  The 
final  clas.siflcation  of  such  milk  is  ef- 
fected, upon  the  utilization  of  the  cream 
after  its  removal  from  storage,  by  pay- 
ments to  handlers  from  the  producer- 
settlement  fund  of  specified  amounts  of 
money.  Since  the  cream  is  in  storage  an 
average  of  several  months,  and  in  some 
cases  more  than  one  year,  final  settle- 
ment of  the  storage  cream  accounts  can- 
not be  made  on  the  same  schedule .  as 
would  apply  to  other  clasificatlons.  To 
provide  for  this  situation.  Order  No.  27 
should  contain  special  provisions  to  ter- 
minate obligations  arising  out  of  storage 
cream  payments  at  the  expiration  of  two 
years  after  the  end  of  the  calendar  month 
during  which  such  cream  was  utilized. 

Handlers  also  need  the  protection  of 
provisions  terminating  their  obligations 
to  make  payments.  Delays  have  oc- 
curred in  the  notification  to  handlers 
that  they  owe  money  under  the  orders. 
The  results  of  litigation,  the  disclosure 
of  additional  facts,  or  other  circum- 
stances have  required  a  change  in  the 
application  of  a  section  of  an  order. 
When  this  happens,  a  market  adminis- 
trator, in  the  absence  of  a  provision  to 
terminate  obligations,  has  been  required 
to  reaudit  and  rebill  all  handlers  to  whom 
the  corrected  application  applied,  even 
though  it  meant  going  back,  in  the  case 
of  some  orders,  more  than  ten  years. 
Since  handlers  cannot  be  forewarned  as 
to  contingent  liabilities  of  this  nature. 
It  is  extremely  difficult  and  burdensome 
for  them  to  make  adequate  provision 
therefor  by  setting  up  reserves  or  taking 
other  precautionary  measures. 

As  milk  marketing  programs  are  In 
effect  over  longer  and  longer  periods, 
the  problem  of  adjustments  has  become 
more  acute.  Obviously.  If  a  market  ad- 
ministrator is  required  to  reaudit  and  re- 
bill  a  handler  for  milk  handled  for 
periods  of  from  five  to  ten  years,  the 
amounts  Involved  may  be  large  enough 
to  render  the  handler  insolvent  or  other- 
wise cause  him  irreparable  damage. 
Provisions  for  the  termination  of  obliga- 
tions will  reduce  the  uncertainty  arising 
from  the  potential  liabilities  of  handlers 
and  are  necessary  to  promote  the  orderly 
marketing  of  milk. 

For  the  reasons  hereinafter  more  fully 
discussed,  it  is  concluded  that  handlers 
should  not  be  required  to  retain  books 
and  records  after  the  expiration  of  a 
specified  period  of  time  because  the  ac- 
cumulated volume  of  such  records  be- 
comes burdensome  and  their  value 
diminishes  with  the  passage  of  time.  A 
limitation  of  time  for  the  retention  of 
records  would,  however,  be  of  doubtful 
benefit  to  handlers  if  a  concomitant  ter- 
mination of  handlers'  obligations  were 
not  likewise  provided  for.  A  handler 
must  account  for  the  receipt  and  utiliza- 
tion of.  and  payment  for  milk  by  the 
books  and  records  he  maintains  in  the 
regular  operation  of  his  business.  With- 
out termination  of  obligation  provisions, 
a  handler  could  dispose  of  his  records 
only  at  considerable  risk,  even  though  the 
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order  did  not  expressly  require  the  re- 
tention of  records  beyond  a  specified 
period  of  time.  Termination  of  obliga- 
Uon  provisions  are.  therefore  necessary 
to  eflectuate  the  other  provisions  of  the 
marketing  agreements  and  orders  in- 
cluding any  provisions  that  may  be  made 
prescrtblng  the  length  of  time  for  which 
records  are  to  be  retained. 

It  was  proposed  at  the  hearing  that 
all  audits  or  reaudits  of  a  handler  s  books 
and  records  and  all  revisions  0/ obliga- 
tions and  adjustments  be  completed  and 
maUed  to  a  handler  within  two  years 
after  the  date  upon  which  a  handler 
Ses  a  report  covering  the  milk  involved 
S^such  audits,  reaudits.  and  adjusted 
billings,    inasmuch  as  it  is  concluded  to 
terminate  an  obligation  unless  the  notice 
thereof  is  mailed  to  a  handler  withm  a 
two  year  period,  the  failure  to  mall  such 
n^Uce  within  the  time  prescribed  would 
terminate  the  obligaUon.  and  any  audlt^ 
or    reaudits    in    connection    therewith 
made  after  the  expiration  of  the  pre- 
scribed time  would  have  no  Practical 
effect     The  effect  of  a  limitation  on  the 
period  for  making  audits  is.  therefore 
Adequately  covered  by /he  termination 
of  obligation  provlsloift.     Hence,  sucn 
limitation  Is  not  necessary. 

The  obligation  of  any  handler  to  pay 
money  should,  except  as  hereinafter  in- 
dicated   terminate  two  years  after  the 
fist  day  of  the  calendar  month  during 
wh  ch  the  market  administrator  receives 
The  handler's  report  of  utilization  of  the 
Slk  involved  m  such  obligation.  urUess 
within  such  two  year  period  the  market 
rdmlnistrator   notifies   the   handler   In 
writing  that  such  money  is  due  and  pay^ 
able    In  general,  it  appears  that  a  period 
Jf  two  years  is  a  reasonable  time  within 
wW^h   a  market  administrator  should 
complete   his    auditing    and   inspection 
woTk  and  render  any  billings  for  money 
due  under  the  order. 

The  notification  in  writing  by  the  mar- 
ket administrator,  before  the  explrat  on 
nf  the  two  year  period,  will  prevent  the 
■      obi  gat  on°  c'overe'S  by  such  notification 
?rom  terminating.    The  P^rpos«  of  the 
termination  of  obligation  Prov  slons  is  to 
reduce  the  uncertainties  arising  out  of 
'potential  liabilities  for  unknown  amounts 
for  extended  periods  in  the  Pa^t.    The 
notice  should,  therefore,  inform  the  han- 
S?er  o    the  amount  of  the  obligation 
?he  months  or  periods  during  which  the 
mflk  involved  was  received  or  handled. 
^«HthP  person  or  persons  to  whom  the 
.  SSiVaUorrsTay^abi;.    IJ  ^-^^"0? 

is  payable  to  the  market  a^toi'^^^'^^fj 
the  account  for  which  it  is  to  be  paid 
should  be  indicated.  The  service  of  the 
^tice  should  be  complete  upon  mall  ng 
To  the  last  known  address  of  the  hand  er 
This  method  of  service  conforms  to  he 
accepted  business  practice  of  mailing 
Sents  and  bilUngs  to  hancUers  un- 
der the  various  marketing  orders 

Proposals  were  made  at  the  hearing  for 
tlJ  temination  of  a  handler's  obligation 
'JSe^  wi?mn  a  prescribed  period  of  time 
court  action  is  Instituted  to  enforce  the 
payment  of  the  obUgatlons.  The  pro- 
?Xe  provided  for  in  the  act  contem- 
pS^s  that  handlers  will  compl^y  with  t^e 

Sbllgatlons  impost  "^^  ^^KZat^ons  are 
order  If  they  deem  such  obligations  are 
not  In  accgrdance  with  law.  they  may 


file  petitions  pursuant  to  faction  8c 
,  15 )  Ta)  of  the  act.  for  corrective  action. 
Moreover,  the  record  contains  no  evi- 
dence lo  indicate  that  there  ha-s  been,  or 
will  be.  any  delay  in  the  Institution  of  en- 
forcement proceedings  should  a  handler 
fail  to  comply  with  the  provis  ons  of  an 
order.  The  proposals  in  this  regard, 
therefore,  should  not  be  adopted. 

If  a  handler  refuses  or  fails  with  re- 
spect to  an  obligation  under  the  order, 
trmake  available  to  the  market  admin- 
strator  all  books  and  records  requied 
by  the  order  lo  be  made  available,  the 
market  administrator  should  notify  such 
handler  in  writing  of  such  failure  or  re- 
?usal  within  two  years  after  ^^e  end  of 
the  month  during  which  the  handler  sub- 
mits his  reports  with  respect  to  the  milk 
in  niipstion      If  ttoe  market  admmistra- 
or'so  nSmes  the  handler  the  two  year 
period   with   respect   to   the   obligation 
should  not  begin  to  run  untl    the  first 
day  of  the  calendar  month  following  the 
moUh  during  which  all  the  books  and 
records  pertaining  to  such  obligation  are 
maSe  available  to  the  market  adminis- 

^'^  Such  a  provision  Is  necessary  to  pro- 
vide  adequate  opportunity  for  the  proper 
and  complete  audit  of  books  and  records 
o? Vand'ers  before  obligations  involved 
in  such  audits  are  terminated.  J^e  ^an 
dler   should   make   available   all   of   nis 
b^ks  and  records  which  pertain  to  an 
Sat?on  before  the  1.1"^^^'^"^^^^ 
begins  to  run  because  it  is  not  Ppssibie 
to  perform  a  satisfactory  audit  unless  all 
°ecorrpertainlng  to  the  obligation  a- 
available  at  the  same  time  for  cros.^ 
checking  and  comparison  purposes     If 
me  twS  year  period  is  extended  by  virtue 
of    this    provision,    the    responsibility 
therefor  will  be  that  of  the  handler  who 
'failed  or  refused  to  make  his  records 

^^A^handler's  obligation  to  pay  money 
should  Sot  be  terminated  with  respect  to 
aiy  transaction  involving  fraud  or  wlll- 
?Sl' concealment  of  a  fact   materia^  to 
the  obligation,  on  the  part  of  the  handler 
against  whom  the  obligation  is  sought  to 
be  imposed.    Certain  handlers  objected 
To  tKclusion  of  an  exception  to  cover 
fraud  or  the  willful  concealment  of  a 
material  fact.    Aside  from  the  fact  that 
"'h'aSer  should  not  be  Permitted  to 
benefit  from  his  own  misconduct    the 
Se   to   include   »^ch    an   exception 
would  place  a  premium  on  f/aud  and 
encourage   the    practice   of    concealing 

''T°hf  provisions  for  the  termination  of 
obligations  should  apply  to  any  obliga- 
Uon Irrespective  of  when  such  obligation 
arSi'  except  an  obligation  involved  In 
an  administrative  proceeding  under  sec 
tion  8c  (15  (A)  of  the  act  or  a  court  ac- 
tion instituted  before  August  1..1W9- 

-The  application  of  these  provisions  to 
all  past  as  well  as  future,  obligations  is 
necessary  to  effectuate  fully  the  purples 
of  such  provisions.    Orderly  marketing 
;L,Sres^that  all  persons  subject  to  an 
order  be  relieved  of  the  constant  threat 
o?  liability  for  "stale"  claims  arising  out 
of  transactions  which  everyone  haj^rea- 
son  to  believe  have  been  setUed     More- 
over, without  the  termination  of  obliga- 
tlons  relating  to  past  transactions  han- 
dlers  would  be  required,  for  their  own 


protection,  to  retain  indefinitely  afl  the 
Records  relating  to  such  trtnsacUons^ 
Thus,  the  salutary  effects  of  allow  ng 
handlers  to  dispose  of  old  records  would 
be  largely  defeated. 

The    termination    of    obllgaUon   pro- 
visions should  not.  of  course,  apply  to 
obligations  involved  in  pending  admin 
Istratlve  proceedings  or  court  actions. 
Such  provisions  likewise  should  not  apply 
To  obligations  as  to  which  admin  stra- 
tive   proceedings   or   court   actions   are 
instituted  before  August  1.  1949^    -This 
will  allow  all  Interested  parties  at  least 
six  months  to  determine  if  there  are  any 
outstanding    obligations    which    would 
otherwise  be  terminated  by  the  adoption 
of   the   proposed    amendments    and.   11 
there  are  such  obligations   to  take  ap- 
propriate measures  to  protect  their  in- 
terests   in    such    obligations.     All    per- 
sons who  testified  with  respect  to  this 
matter  at  the  hearing  stated  that  the 
period  of   six  months  Is  a  reasonably 
adequate  time  for  this  purpose. 

The  terms  and  conditions  of  the  pro- 
poled  amendments  heremafter  set  forth 
kre  necessary  to  eflectuate  the  other 
provisions  of  the  marketing  agreements 
and  orders  regulating  the  handling  of 
milk   in   the   aforesaid   respective  milk 

marketing  areas.  t»o^o„cp 

2.  Retention     of     records.       Because 
there  has  been  no  time  limitation  with- 
in which  obligations  for  the  payment 
of  money  are  terminated    and  because 
the  orders  have  not  provided  a  definite 
period  of  time  for  the  retention  of  records 
Required  to  be  made  available  under  the 
orders  for  the  verification  of  reports  by 
market    administrators,   handlers    have 
generally   followed   the  practice  of   re- 
taining from  the  beginning  of  a  regu  a- 
tory  program  all  of  the  re<.ords  which 
pertained  to  order  transactions.    Han- 
dlers must  keep  detailed  records  rela- 
ing   to  their   dally   purchases   of   milk 
roV  individual  producers,  the  butter^ 
fat  tests  of  milk  received  from  IndividuaJ 
oroducers  and  the  dally  utilization  and 
d  spasal  of  milk  at  Individual  milk  plants^ 
Detailed  records  of  this  kind  soon  assume 
tremendous     physical     proportions.     It 
has  been  necessary  for  handlers  to  rent 
warehoiie  space  in  which  to  store  these 
Records.    This.    In    Itself,    has-been    a 
considerable  financial  burden, 
^cause  the  records  are  of  such  a  de- 
tailed nature  and  because  they  relate  to 
very  complicated  situations,  an  accurate 
interpretation  of  the  records  is  ordinarily 
S)ilble  only  by  a  person  famiUar  with 
them     As  time  passes,  the  memories  of 
employees  are  dulled  and  they  cannot  in- 
tSpret  old  records  with  a  reasonable 
degree  of  certainty  or  accuracy     More- 
over employees  leave  their  positions  with 
handlers  and  are  replaced  by  other  em- 
ployees.   It  frequently  Is  f  Poss'b le  f or  a 
new  employee,  not  acquainted  with  rec- 
ords prepared  by  a  Predecessor,  to  make 
an  accurate  interpretation  of  them.   The 
value  of  records  in  terms  of  Proving  ^ 
disproving  claims,  therefore,  diminishes 
as  times  goes  on. 

Consequently,  it  is  necessary  that  a 
definite  time  period  be  prorlded  in  each 
oS  orders  wTthin  which  handle"  mv^^ 
maintain  their  records  and  after  which 
they  will  be  definitely  relieved  of  the  re- 
quirement of  doing  so.    More  particu- 
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larly.  the  orders  should  be  amended  to 
provide  that  handlers  retain  records  for 
three  years  after  the  end  of  the  delivery 
period  to  which  such  records  relate.  In 
terms  of  the  volume  of  records  which 
would  be  retained,  the  retention  of  rec- 
ords for  three  years  appears  to  be  a 
reasonable  requirement. 

A  three  year  period  for  retaining  rec- 
ords Is  about  a  year  more  than  is  to  be 
provided  for  under  the  termination  of 
obligation  provisions.    This  difference  in 
time  is  necessary,  however.    In  the  first 
place,  the  two  year  period  relating  to  the 
termination  of  obligations  begins  at  the 
end  of  the  calender  month  during  which 
the  report  of  a  handler  Is  received  by 
the  market  administrator.     Utilization 
reports   are   normally   received   by  the 
market  administrator  during  the  month 
following  that  within  which  the  milk  re- 
ported is  received  and  utilized.    Under 
some  circumstances,  however,  the  report 
might    not    be    received    until    several 
months  after  the  receipt  and  utilization 
of  the  milk  reported.    The  time  require- 
ment for  the  retention  of  records,  on  the 
other  hand,  begins  on  the  last  day  of 
the  calendar  month  to  which  such  rec- 
ords relate.     Moreover,  the  notice  that 
money  Is  due  and  payable  might  not  be 
rendered  until  near  the  end  of  the  two 
year  period  and  further  action  might  be 
necessary  in  connection  with  a  final  set- 
tlement of  the  obligation.     During  the 
pendency  of  the  settlement,  the  records 
upon    which    the    obligation    ii^  based 
should    be    retained.      These    circum- 
stances indicate  that  records  should  be 
retained  for  a  somewhat  longer  period 
than  is  provided  with  respect  to  the  ter- 
mination of  obligations.    The  three  year 
period  for  the  retention  of  records  is, 
therefore,  reasonable. 

Records  and  accounts  are  frequently 
involved  In  litigation  under  the  orders. 
Such  litigation  sometimes  requires  a 
longer  period  of  time  than  normally 
would  be  feasible  for  the  routine  main- 
tenance of  records.  It  is  necessary, 
therefore,  to  provide,  where  books  and 
records  are  necessary  in  connection  with 
a  proceeding  under  section  8c  (15)  (A) 
of  the  act  or  a  court  action,  that  handlers 
be  required  to  retain  such  records  for  a 
longer  period  than  is  otherwise  required. 
Under  some  circumstances  It  may  be 
necessary  for  the  market  administrator 
to  order  the  retention  of  all  records  re- 
lating to  an  obligation;  in  other  cases  he 
may  be  able  to  specify  particular  books 
and  records  which  should  be  retained  for 
u.se  In  litigation.  Consequently,  han- 
dlers should  be  required  to  retain  either 
all.  or  such  part  as  the  market  adminis- 
trator may  specify,  of  such  records  when 
they  are  notified  to  do  so  by  the  market 
administrator  and  they  should  continue 
to  retain  them  until  further  notification 
from  the  market  administrator.  In  or- 
der that  handlers,  as  a  result  of  the  ac- 
tion of  the  market  administrator,  may 
not  be  required  to  retain  records  after 
their  need  in  litigation  has  ended,  the 
market  administrator  should  notify  han- 
dlers promptly  when,  following  the  close 
of  litigation,  the  records  are  no  longer 
necessary  in  connection  therewith. 

There  may  be  court  actions  or  pro- 
ceedings under  section  8c  <15)    (A)   of 
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the  act  which  depend  upon  records  per- 
taining to  periods  prior  to  three  years 
before  the  effective  date  of  the  amend- 
ment herein  decided  upon.  Inasmuch 
as  the  amendment  provides  generally 
that  handlers  may  dispose  of  records 
which  are  more  than  three  years  old,  a 
temporary  safeguard  must  be  provided 
with  respect  to  records  which  would  be 
more  than  three  years  old  at  the  time  the 
amendment  becomes  effective  and  which 
might  be  necessary  in  connection  with 
a  court  action  or  proceeding  under  sec- 
tion 8c  (15)  (A)  of  the  act.  It  should 
be  provided,  therefore,  that  market  ad- 
ministrators have  until  October  1,  1949, 
to  notify  handlers  to  retain  records 
which  pertain  to  transactions  taking 
place  before  August  1.  1946.  By  this 
means  market  administrators  will  be  af- 
forded time  to  notify  handlers  to  retain 
records  concerning  transactions  at  any 
time  before  the  effective  date  of  the 
amendment.  They  will  also  have  time  to 
notify  handlers  to  retain  records  which 
may  be  necessary  in  connection  with 
litigation  initiated  between  the  effective 
date  and  August  1,  1949. 

The  terms  and  conditions  of  the  pro- 
posed amendments  hereinafter  set  forth 
are  necessary  to  effectuate  the  other  pro- 
visions of  the  marketing  agreements  and 
orders  regulating  the  handling  of  milk 
In  the  aforesaid  respective  milk  market- 
ing areas. 

General  findings,  (a)  Th#marketlng 
agreements  and  orders,  as  hereby  pro- 
posed to  be  amended,  and  all  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(b)  Each  of  the  marketing  agree- 
ments and  orders,  as  hereby  proposed  to 
be  amended,  regulates  the  handling  of 
milk  in  the  same  manner  as.  and  Is  ap- 
plicable only  to  persons  in  the  respective 
cla.sses  of  Industrial  and  commercial  ac- 
tivities specified  In  marketing  agree- 
ments upon  which  hearings  have  been 
held. 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  each  of  the  afore- 
said marketing  areas  a  purchasing  power 
equivalent  to  the  purchasing  power  of 
such  milk  as  determined  pursuant  to 
sections  2  and  8e  of  the  act  are  not 
reasonable  In  view  of  the  price  of  feed, 
available  supplies  of  feeds,  and  other  eco- 
nomic conditions  which  affect  market 
supply  and  demand  for  such  milk,  and 
the  minimum  prices  specified  in  each 
of  the  marketing  agreements  and  or- 
ders, as  hereby  proposed  to  be  amended, 
are  such  prices  as  will  reflect  the  afore- 
said factors,  Insure  a  suflQcient  quan- 
tity of  pure  and  wholesome  milk  and 
be  in  the  public  Interest. 

Marketing    agreements    and    orders. 

.Annexed  hereto  and  made  a  part  hereof 

are  two  documents  entitled,  respectively, 

"Marketing   Agreement   Regulating   the 

Handling  of  Milk  In  the 

Marketing  Area"  and  "Order,  Amending 
the  Orders,  As  Amended,  Regulating  the 
Handling  of  Milk  in  Certain  Marketing 
Areas,"  which  have  been  decided  upon 
as  the  appropriate  and  detailed  means 
of  effectuating  the  foregoing  conclusions. 
These  documents  shall  not  become  effec- 
tive as  to  any  marketing  area  specified 
therein  unless  and  until  the  require- 
ments of  i  900.14  of  the  rules  of  practice 
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and  procedure,  as  amended,  governing 
proceedings  to  formulate  marketing 
agreements  and  orders,  have  been  met 
with  respect  to  such  marketing  area. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  form  of 
marketing  agreement,  be  published  In  the 
Federal  Register.  The  regulatory  pro- 
visions of  the  marketing  agreements  will 
be  Identical  with  those  contained  In  the 
respective  orders,  as  amended,  and  as 
proposed  to  be  further  amended  by  the 
attached  order  which  will  be  published 
with  this  decision. 

.     This    decision    filed    at    Washington, 
D.  C.  this  26th  day  of  January  1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

ORDER,'  AMENDING  THE  ORDERS,  AS  AMENDED, 
REGULATING  THE  HANDLING  OF  MILK  IN 
CERTAIN  MARKETING  AREAS 

Findings  and  determinations.  The 
findings  and  determinations  hereinafter 
set  forth  are  supplementary  to  and  In  ad- 
dition to  the  findings  and  determinations 
previously  made  In  connection  with  the 
Issuance  of  the  orders  and  of  each  of  the 
previously  issued  amendments  thereto 
regulating  the  handling  of  milk  in  the 
following  marketing  areas: 


St.  Louis,  Mo. 

Greater  Boston,  Mass. 

Dubuque,  Iowa. 

Greater  Kansas  City. 

South  Bend -La  Porte 
County,  Ind. 

New  York  Metro- 
politan. 

Toledo,  Ohio. 

Fort  Wayne,  Ind. 

Lowell  -  Lawrence. 
Mass. 

Omaha  -  Council 
Bluffs. 

Chicago.  III. 

New  Orleans.  La. 


Quad  Cities. 
Louisville,  Ky. 
Pall  River.  Mass. 
Sioux  City,  Iowa. 
Duluih-Superlor. 
Philadelphia.  Pa. 
Cincinnati.  Ohio. 
Wichita,  Kans. 
Suburban  Chicago. 
Clinton,  Iowa. 
Dayton  -  Springfield. 

Ohio. 
Trl-State. 

Minneapolis-St.  Paul. 
Columb«s,  Ohio. 
Cleveland,  Ohio. 


And  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  tfie  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act").. and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR  and  Supps. 
900.1  et  seq.;  13  F.  R.  8585),  a  public 
hearing  was  held  at  Washington,  D^., 
on  July  30,  1947,  upon  proposed  amend- 
ments to  the  tentatively  approved  mar- 
keting agreements,  the  marketing  agree- 
ments, as  amended,  and  to  the  orders,  as 
amended,  regulating  the  handling  of 
milk  in  certain  marketing  areas.  Upon 
the  basis  of  the  evidence  Introduced  at 
such  hearing  and  the  record  thereof,  it 
is  found  that: 


'  This  order  shall  not  become  effective  as 
to  any  marketing  area  specified  herein  un- 
less and  until  the  requirements  of  {  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  orders  have  been  met  witli 
respect  to  such  marketing  area. 
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(1^  The  said  orders,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  orders, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  areas 
a  puichasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  of  and  demand  for 
such  milk  and  the  minimum  prices  speci- 
fied in  the  orders,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  in  the  public 
Interest;  and 

(3)  The  said  orders,  as  amended,  and 
as  hereby  further  amended,  regulate  the 
handling  of  milk  in  the  same  manner  as 
and  they  are  applicable  only  to  persons 
in  the  respective  classes  of  industrial  and 
commercial  activity  specified  in  the  mar- 
keting agreements  upon  which  hearings 
have  been  held. 


Order  relative  to  handlinq.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  aforesaid  marketing  areas 
shall  be  In  conformity  to  and  in  compli- 
ance with  the  terms  and  conditions  of 
the  aforesaid  order^  as  amended,  and 
as  hereby  further  amended;  and  the 
aforesaid  orders,  as  amended,  are  hereby 
further  amended  as  follows: 

1.  Amend  each  of  the  orders  specified 
in  this  paragraph  by  incorporating 
therein,  in  the  manner  Indicated,  the 
following  DTOVlsions: 

R'jtentioK  of   records.  Ail   books   and 
records  required  under  this  order  to  be 
made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at  the 
end  of  the  calendar  month  to  which  such 
books  and  records  pertain,  except  that 
all  such  books  and  records  pertaining  to 
transactions  before  August  1.  1946,  shall 
be  retained  until  October  1,  1949:  Pro- 
vided. That  if,  within  such  three-year 
period  or  before  October  1,  1949,  which- 
ever is  applicable,  the  market  adminis- 
trator notifies  the  handler  in  writing  that 
the  retention  of  such  books  and  records, 
or   of   specified   books    and    records,   is 
necessary  in  connection  with  a  proceed- 
ing under  section  8c   <15>    <Ai    of  the 
act  or  a  court  action  specified  In  such 
n^ice.   the   handler   shall   retain   such 
books  and  records,  or  specified  books  and 
records,  until  further  written  notifica- 
tion   from    the    market    administrator. 
In  either  case  the  market  administrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  the  termina- 
tion of  the  litigation  or  when  the  records 
are  no  longer  necessary  In  connection 
therewith. 

Part  903  -Milk  In  the  St.  Louis,  Missouri, 
marketing  area  as  t  903.5  (cl. 

Part  904 — Milk    In    the    Greater    Boston, 
Massachusetts,  marketing  area  as  5  904.6  (h). 
Part    9 12- -Milk    in    the    Dubuque.    Iowa, 
marketing  area  as  f  912.7  (f). 

Part  913— Milk  in  the  Greater  Kansas  City 
markeUng  area  as  {  913  3  (C). 
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Part  927— Milk  in  the  New  York  metro- 
politan marketing  area  as  S  927.6  (f ) . 

Part  930— Milk  in  the  Toledo.  Ohio,  mar- 
keting area  as  S  9303  (d). 

Part  932— Milk  In  the  Port  Waytie,  Indiana, 
marketing  area  as  i  932.3  (d). 

Part    934 — Milk    In    the    Lowell -Lawrence, 
Massachusetts,  marketing  area  as  J  934.7  (g). 
Part    935— Milk    In    the    Omaha-Councll 
Bluffs  marketing  area  as  §935.3  (c). 

Part   941— Milk    In   the    Chicago,   IlUnols. 
marketing  area  as  §  941.3  (c). 

Part  942— Milk  In  the  New  Orleans.  Louisi- 
ana, marketing  area  as  5  942.3  (e). 

Part  944 — Milk  In  the  Quad  Cities  market- 
ing area  as  $  944.3  (d». 

Part  946 — Milk  In  the  LouUvlUe,  Kentucky, 
nrarketlng  area  as  §  946.5  (f ) . 

Part  947— MUk  In  the  Pall  River,  Massa- 
chusetts, marketing  area  as  5  947.3   (c). 

Part   948— Milk   In   the  Sioux   City,  Iowa, 
marketing  area  as  i  948  3  (c). 

Part    954— Milk    In    the    Duluth -Superior 
marketing  area  as  i  954.3  (c). 

Part  961— Milk  In  the  Philadelphia,  Penn- 
sylvania, marketing  area  as  §  961.5  (g). 

Part   965— Milk   In    the   Cincinnati,   Ohio, 
market'nt  am  as  5  965  4  (d). 

Part  967— Milk  In  the  £outh  Eend-La  Porte, 
Indiana,  marketing  area  as  S  967.3  (d). 

Part    96a— Milk    In    the    Wichita,    Kansas, 
marketing  area  as  §  968.5  (e). 

Part  969 — Milk  in  the  Suburban  Chicago 
marketing  area  as  i  969.3  (c). 

Part  970— Milk  In  the  Clinton.  Iowa,  mar- 
keting area  as  §  970.5  (f ) . 

Part  971— Milk  In  the  Dayton -Springfield, 
Ohio,  marketing  area  as  5  971.3  (d). 

Part  972— Milk  In  the  Trl-State  marketing 
area  as  §  9713  (d). 

Part  973— MUk  In  the  MlnneapoUs-St.  Paul 
marketing  area  as  §  973  3  (e). 

Part    974— Milk    In    the    Columbus.    Ohio, 
marketing  area  as  i  974.3  (d). 

Part  975 — Milk  In  the  Cleveland.  Ohio,  mar- 
keting area  as  §  975.4  (d). 


2.  Amend  each  of  the  orders  specified 
in  this  paragraph  by  adding  thereto,  in 
the  manner  Indicated,  the  following 
provisions: 

Termination  of  obligation.  The  pro- 
visions of  this  section  shall  apply  to  any 
obligation  under  this  order  for  the  pay- 
ment of  money  irrespective  of  when  such 
obligation  arose,  except  an  obligation  in- 
volved in  an  action  instituted  before 
Augu-st  1, 1949.  under  section  8c  (15)  (A) 
of  the  act  orbefore  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided in  paragraphs  ib)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  on  the 
milk  Involved  in  such  obligation,  unle.^s 
within  such  two  year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  is  due  and  pay- 
able. Service  of  such  notice  shall  b^ 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  It  shall  contain 
but  need  not  be  limited  to,  the  following 
information: 

(1)  The  amount  of  the  obligation; 
<2>  The  month* s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 
(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association  of 
producers,  the  name  of  such  producer  (s) 
or  association  of  producers,  or  if  the  ob- 
ligation is  payable  to  the  market  admin- 


istrator, the  accoimt  for  which  it  is  to  be 
paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect    to   any   obligation   under    this 
order,  to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  or  records  required  by  this  order 
to  be  made  available,  the  market  ad-  - 
ministrator   may.  within  the  two  year 
period  provided  for  in  paragraph  (a>  of 
this  section,  notify  the  handler  in  writing 
of  such  failure  or  refusal.    If  the  market 
administrator  so  notifies  a  handler,  the 
said   two   year   period   with   respect   to 
such  obligation  shall  not  begin  to  run 
until  the  first  day  of  the  calendar  month 
following  the  month  during  which  all 
such   books   and   records   pertaining   to 
such  obligation  are  made  available  to 
the  market  administrator  or  his  repre- 
'Scntfttivcs. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  ordex 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  Involv- 
ing fraud  or  willful  concealment  of  a 
fact,  material  to  the  obligation,  on  the 
part  of  the  handler  against  whom  the 
obligation  is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after 
the  en4  of  the  calendar  month  during 
which  the  milk  Involved  In  the  claim 
was  received  if  an  underpayment  is 
claimed,  or  two  years  after  the  end  of  the 
calendar  month  during  which  the  pay- 
ment (including  deduction  or  set-off  by 
the  market  administrator)  was  made  by 
the  handler  If  a  refund  on  such  payment 
is  claimed,  unless  such  handler,  within 
the  applicable  period  of  time,  files,  pur- 
suant to  section  8c  (15)  (A)  of  the  act.  a 
petition  claiming  such  money. 

Part  903— MUk  In  the  St.  Louis.  Missouri, 
marketing  area  as  J  903.16. 

Part    904— Milk    in    the    Greater    Boston, 
Massachusetts,  marketing  area  as  {  904  14. 

Part    912— Milk    In    the    Dubuque.    Iowa, 
marketing  area  as  i  912.16. 

Part  913 — MUk  in  the  Greater  Kansas  City 
marketing  area  as  I  913  13. 

Part  930— MUk  In  the  Toledo,  Ohio,  mar- 
keting area  as  i  930.16. 

Part  932— Milk  in  the  Fort  Wayne,  Indiana, 
marketing  area  as  {  932.16. 

Part    934— Milk    In    the    Lowell -Lawrence, 
Massachusetts,  marketing  area  as  5  934.15. 

Part    936— Milk    In     the    Omaha-CouncU 
Bluffs  marketing  area  as  I  935.12. 

Part    941— MUk    In    the    Chicago.    Dllnols. 
marketing  area  as  {  941.15. 

Part  942— Milk  In  the  New  Orleans.  Loui- 
siana, marketing  area  as  f  942.14. 

Part  944— MUk  In  the  Quad  Cities  market- 
ing area  as  f  944  15. 

Part  946— MUk  in  the  LoulsvUle,  Kentucky, 
marketing  area  as  i  946.13. 

Part  947— Milk  In  the  Fall  River.  Massa- 
chusetts, marketing  area  as  §  947  15. 

Part   948— Milk   In   the   Sioux  City,  Iowa, 
marketing  area  as  J  94811. 

Part    954— Milk    in    the    Duluth-Superlor 
marketing   area   as    {  954  15. 

Part  961— MUk  In  the  Philadelphia.  Penn- 
sylvania, marketing  area  as  {  961.12. 

Part   965— Milk    In   the   Cincinnati,   Ohio, 
marketing  area  as   5  965.16 

Part    967— Milk    In    the    South    Bend-La- 
Portc.  Indiana,  marketing  area  as  §  967  16. 

Part   968— Milk   In    the   Wichita.   Kansas, 
marketing  area  es  §  C6-M4. 
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Part  969— Milk  In  the  Subiu-ban  Chicago 
marketing  area   as    §  969.14. 

Part  970 — MUk  in  the  Clinton.  Iowa,  mar- 
keting area  aa  \  970.13. 

Part  971— MUk  In  the  Dayton-Sprlngfleld, 
Ohio,  marketing  area  as  {  971.15. 

Part  972— Ml'.k  In  the  Trl-State  marketing 
area  as  S  972  15. 

Part  978— Milk  In  the  MlnneapoUs-St.  Paul 
marketing  area  as  §  973.13. 

Part  974 — MUk  In  the  Columbus,  Ohio, 
marketing  area  as  S  974.14. 

Part  975— Milk  In  the  Cleveland,  Ohio, 
marketing  area  as  {  975.17. 

3.  Amend  Part  927— Milk  in  the  New 
York  Metropolitan  Marketing  Area,  as 
follows: 

a.  Renumber  §§927.11.  927.12.  and 
927  13.  respectively,  as  §§927.12,  927.13, 
and^27.14.  ^ 

b.  Add  a  new  §  927.11  as  follows: 

5  927.11  Termination  of  obligations. 
The  provisions  of  this  secti«n  shall  ap- 
ply to  any  obligation  under  this  order 
for  the  payment  of  money  irrespective 
of  when  such  obligation  arose,  except 
an  obligation  involved  in  an  action  insti- 
tuted before  Augast  1, 1949.  under  section 
8c  (151  (A)  of  the  act  or  before  a  court. 

(a>  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under 
the  terms  of  this  order  shall,  except  as 
provided  In  paragraphs  (b)  and  (o  of 
this  .section,  terminate  two  years  after 
the  last  day  of  the  calendar  month  dur- 
ing which  the  market  administrator  re- 


ceives the  handler's  utilization  report  on 
the  milk  involved  in  such  obligation, 
unless  within  such  period  the  market  ad- 
ministrator notifies  the  handler  in  writ- 
ing that  such  money  is  due  and  payable. 
Service  of  such  notice  shall  be  complete 
upon  mailing  to  the  handler's  last  known 
address,  and  it  shall  contain,  but  need 
not  be  hmlted  to,  the  following  informa- 
tion: 

(1)  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  produc- 
er's) or  association  of  producers,  or  if 
the  obligation  Is  payable  to  the  market 
administrator,  the  account  for  which  it 
is  to  be  paid. 

(b)  If  a  handler  falls  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may.  within  the  two  year  period 
provided  for  in  paragraph  (a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until  the 
first  day  of  the  calendar  month  following 
the  month  during  which  all  such  books 


and  records  pertaining  to  such  obliga- 
tion are  made  available  to  the  market 
administrator  or  his  representatives. 

(c)  Notwithstanding  the  provisions 
of  paragraphs  (a)  and  (b)  of  this  sec- 
tion, a  handler's  obligation  under  this 
order  to  pay  money  shall  not  be  termi- 
nated with  respect  to  any  transaction 
involving  fraud  or  willful  concealment 
of  a  fact,  material  to  the  obligation,  on 
the  part  of  the  handler  against  whom  the 
obligation  is  sought  to  be  imposed. 

(d)  Any  obligation  on  tKe  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claiirs 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  Involved  in  the  claim  was  re- 
ceived <or  with  re.spect  to  storage  cream 
payments  pursuant  to  §927.9  (g),  two 
years  after  the  end  of  the  calendar 
month  during  which  such  cream  is  uti- 
lized) if  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  If  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  periods  of  time,  files  pursuant 
to  section  8c  (15)  (A)  of  the  act,  a  peti- 
tion claiming  such  money. 

|F.    R.    Doc.    49-752:    Filed.    Jan.    31,    1949; 
8:50  a.   m.) 
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DEPARTMENT  OF  AGRICULTURE 

OfRce  of  the  Secretary 

[Administrative  Order  4) 

Designating  Certain  Lands  To  Be  Ad- 
mini.stered  as  part  of  shasta  national 
Forest.  Californu 

Whereas,  the  following  described  lands 
situate  within  the  State  of  California 
have  been  acquired  by  the  United  States 
as  donations  under  the  authority  of  the 
act  of  March  1.  1911  (36  Stat.  961 ».  as 
amended  and  supplemented  by  the  act 
of  June  7.  1924  (43  Stat.  653) : 

Mount  Diablo  Meridian 

T.  44  N.  R.  1  E  : 

Sec.  12.  E'2.  E'^W'i: 

Sec.  13.  N',aNE'«.  SWV4Ni;'/«.  NE^NWV;. 
T    44  N..  R.  2  W.:  > 

Sec.  7.  All,  fractional; 

Sec.   8.  W'i,   W'oSE'4: 

Sec.    17,   NW',4NEU.   NWV4; 

Sec.  18,  NVi.  fractional; 

Sec.  33.  E'a; 

Sec.  34.  NWVi.  WViSWVi.  E'iSW',4. 

Whereas,  the  aforesaid  lands  are  sub- 
ject to  all  laws  applicable  to  lands  ac- 
quired under  the  above  mentioned  act  of 
March  1.  1911.  and 

Whereas,  pursuant  to  the  provisions  of 
section  7.  of  the  aforementioned  act  of 
June  7,  1924,  lands  acquired  thereunder 
may  be  administered  as  National  Forest 
lands  Jointly  with  an  existing  National 
Forest,  and, 

Whereas,  the  above  described  lands  are 
so  situated  that  the  public  interest  and 


economy  will  be  best  served  by  having 
them  administered  as  a  part  of  the 
Shasta  National  Forest; 

Now,  therefore,  I,  Secretary  of  Agricul- 
ture, by  virtue  of  the  authority  vested  in 
me  by  the  aforementioned  acts,  do  here- 
by order  that  the  lands  described  above 
be  administered  as  a  part  of  and  jointly 
with  other  National  Forest  lands  includ- 
ed within  the  exterior  boundaries  of  t4^ 
Shasta  National  Forest. 

This  order  shall  become  effective  as  of 
February  1.  1949. 

In  testimony  whereof,  I  have  hereunto 
set  my  hand  and  caiLsed  the  ofBcial  seal 
of  the  Department  of  Agriculture  to  be 
affixed,  in  the  City  of  Washington,  this 
26th  day  of  January  1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

(P.    R.    Doc.    49-743:    Piled.    Jan.    31,    1949; 
8:47  a.  m.l 


FEDERAL  POWER   COMMISSION 

[Docket  No.  0-1147J 
Panhandle  Eastern  Pipe  Line  Co.  et  al, 

ORDER  postponing  HEARING 

In  the  matter  of  Panhandle  Eastern 
Pipe  Line  Company,  Hugoton  Production 
Company,  and  Missouri-Kansas  Pipe 
Line  Company,  Stephen  Carlton  Clark, 
Anderson  &  Company,  Brown  Brothers 
Harriman  &  Compay,  Insurance  Com- 
pany of  North  America,  Investors  Trust 


Company,  Frederick  Ambrose  Clark, 
Carothers  &  Clark  and  Frank  J.  Lewis, 
on  their  own  behalf  and  as  representa- 
tives of  all  the  holders  of  the  common 
stock  of  Panhandle  Eastern  Pipe  Line 
Company  of  record  on  October  29,  1948, 
Docket  No.  G-1147. 

In  a  companion  court  case  to  the  In- 
stant proceeding,  entitled  'Federal  Power 
Commission  v.  Panhandle  Eastern  Pipe 
Line  Company."  which  the  Commission, 
as  plaintiff,  instituted  on  November  13, 
1948,  in  the*  Unite*  States  District  Court 
for  the  District  of  Delaware  against  Pan- 
handle Eastern  Pipe  Line  Company 
("Panhandle"),  as  defendant,  the  Com- 
mission seeks  an  injunction,  inter  alia,  to 
restrain  Panhandle  from  delivering  to 
the  holders  of  the  common  stock  of  Pan- 
handle, certificates  for  810,000  shares  of 
the  capital  stock  of  Hugoton  Production 
Company  ("Hugoton"),  pending  deter- 
mination by  the  Commis.sion  of  the  Issues 
in  this  proceeding.  On  November  30, 
1948.  the  District  Court  entered  a  judg- 
ment in  such  case  denying  the  Commis- 
sion's motion  for  a  preliminary  injunc- 
tion. The  Commission  appealed  to  the 
United  States  Court  of  Appeals  for  the 
Third  Circuit,  and  that  court  entered  a 
stay  order  restraining  Panhandle  from 
delivering  such  certificates  to  the  holders 
of  its  common  stock  pending  the  appeal. 
On  January  6,  1949,  the  Court  of  Appeals 
rendered  a  decision  in  such  case  where- 
by it  affirmed  the  judgment  of  the  Dis- 
trict Court,  and  continued  the  stay  order 
In  effect  for  a  period  of  10  days,  in  order 
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to  Klve  the  Commission  opportunity  to 
seek    certiorari.    Thereafter    such    re- 
straint  was  extended  to  January  23.  1949^ 
The  Court  of  Appeals  has  now  entered 
an  order  whereby  the  stay  Is  contmued 
in  force  and  effect  until  February  12 
1949.  and.  upon  notification  to  the  clerk 
of  said  Court  on  or  before  said  date  that 
the  Commission  has  filed  In  the  Supreme 
Court  of  the  United  States  a  petition  for 
a  writ  of  certiorari,  until  final  disposition 
of  the  cause  ^y  the  Supreme  Court.    By 
stipulation  between  the  Commission  and 
Panhandle,  such  continuance  of  the  stay 
Is  conditioned  upon  the  entry  on  or  be- 
fore January  28.  1949.  of  an  order  by  the 
Commission  postponing  the  hearing    n 
the  above-entitled  proceeding  before  it. 
now  set  for  February  7. 1949.  until  a  date 
subsequent  to  the  final  disposition  of  the 
court  case  by  the  Supreme  Court. 

The  Commission  orders:  The  hearing 
m  this  matter  now  set  to  commence  on 
February  7.  1949.  be  and  the  same  is 
hereby  postponed  to  a  date  to  be  fixed 
by  further  order  of  the  Commission,  sub- 
sequent to  final  disposition  of  the  afore- 
mentioned case  by  the  United   States 
Bupreme  Court. 
Date  of  issuance:  January  25.  1949. 
By  the  Commission. 


[seal] 


LEON  M.  FUQUAY, 

Secretary. 


IP     R     Doc.    49  734;    Filed.    Jan.    31.    1949; 
8:46  a.  m.l 


DEPARTMENT  OF  JUSTICE      / 
OfRce  of  Alien  Property 

AuTHORrrr:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat.  60.  925;  50 
U.  8.  C.  and  Bupp.  App.  1.  616.  E^  O.  919a. 
July  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9.88. 
Oct.  14.1946.  11  F.  R.  11981. 

[Vesting  Order  12614] 

Carl  H.  Btjrmeister  and  Wells  Fargo 
Bank  &  Union  Trust  Co. 


In  re-  Trust  agreement  dated  April 
28  1927  between  Carl  H.  Burmeister. 
trustor,  and  Wells  Hwgo  Bank  k  Union 
Trust  Company,  trustee,  as  amended. 
Filed  No.  I>-28-3803  G-1.       ^     ^     .,   „ 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Magda  Tychsen.  Annie  Tycn- 
sen.  Lena  Tychsen.  Liza  Tychse".  Fritz 
Tychsen.  Ulrich  Hansen.  Willy  P.  Han- 
sen. Wilhelm  C.  Burmeister  Fritz  Bur- 
meister. Helmi  Burmeister.  Carl  H^Bur- 
mei-ster  Wilhelm  Burmeister.  and  Ella 
Goerke  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
Uonals  of  a  designated  enemy  country 

(Germany) ;  ,  , 

2  That  the  issue,  names  unknown,  oi 
Magda  Tychsen.  of  Ulrich  Hansen^  of 
Willy  P.  Hansen,  of  Wilhelm  C.  Bur- 
meister. and  of  Ella  Goerke.  and  the 
domiciliary  personal  representatives 
heirs-at-law.  next-of-kin.  legatees  and 
distributees,  names  unknown,  of  laa 
Hansen,  deceased,  who  there  is  reason- 
able cause  to  believe  are  residents  of 
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Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) : 

3    That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  m  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  April 
28    1927  by  and  between  Carl  H.  Bur- 
meister. trustor,  and  Wells  Fargo  Bank 
t   Union   Trust   Company,    trustee    as 
amended  on  April  30.  1927.  May  3   1927 
February  3.  1930,  January  18,  1933.  and 
February  27.  1937.  presently  being  ad- 
ministered by  Wells  Fargo  Bank  &  Union 
Trust  Company,  trustee.  4  Montgomery 
Street.  San  Francisco.  California, 
is   property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
Uverable   to.   held  on   behalf   of   or   on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid    nationals    of    a    designated 
enemy  country  (Germany) : 
and  it  Is  hereby  determined: 

4  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
Issue  names  unknown,  of  Magda  Tych- 
sen. ot  Ulrich  Hansen,  of  Willy  P^  Hansen 
of  Wilhelm  C.  Burmeister  and  of  Ella 
Goerke.   and   the   domiciliary   personal 
representatives,    heirs-at-law.    next-of- 
kin  legatees  and  distributees,  names  un- 
known, of  Ida  Hansen,  deceased,  are  not 
within  a  designated  enemy  country  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 

(Germany).  .    „       ., 

All  determinations  and  all  action  re- 
Quired  by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

The?e  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated  sold  or  other- 
wise  dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
fiemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 


8389  as  amended,  and  on  or  since  pe- 
cember  11.  1941.  has  been  a  resident  of 
Germany,  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2   That  the  property  described  as  fol- 
lows: Cash  and  currency  contalne«l    n 
safe  deposit  box  No.  639  maintained  in 
the  name  of  Wilhelm  Brabender  by  the 
Chase  Safe  Deposit  Company.  18  Pine 
Street.  New  York  5.  New  York. 
Is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of   or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 
and  It  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  Hereof  is  not 

within  a  d«s'K"*ted^n^"'yT.!i  slates 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  inter- 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C  on 
January  12,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attornev  Oeneral. 
Director.  Office  of  Alien  Property. 

49-740;    Piled.    Jan.    81.    1949; 
g:46  A.  m.] 


[P.    R.    Doc. 


Executed   at   Washington.  D.   C.   on 
January  5.  1949. 

For  the  Attorney  General. 
[seal!  David  L.  Bazxlon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF     R     Doc.    49-739;    Filed.    Jan.    31.    1949; 
8:46  8.  m.l 


[Vesting  Order  12676] 
Carl  Wilhelm  Brabender 

In  re-  Cash  and  currency  owned  by 
Carl  Wilhelm  Brabender.  also  known  as 
Wilhelm  Brabender.    D-28-2861-F-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1  That  Carl  Wilhelm  Brabender.  also 
known  as  Wilhelm  Brabender.  on  or  since 
the  effective  date  of  Executive  Order 


I  Vesting  Order  126771 
Dr.  Ernst  Schnabel 
In  re-  Bank  accounts  owned  by  Dr. 
*:rnst  Ichnabel.     F-28-9830^-1.  F-28- 
9830-E-l.  F-28-9830-E-2. 

under  the  authority  of  the  Tracing 
with  the  Enemy  Act.  as  amended  Exec- 
utlve  Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  t«  law. 
after  Investigation.  It  Is  hereby  found : 

1  That  Dr.  Ernst  Schnabel  on  or  since 
the  effective  date  of  Executive  Order 
8389  as  amended,  and  on  or  since  De- 
cember 11.  1941.  has  been  a  resident  f 
Germany,  and  Is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: ^^         'wu^« 

a  That  certain  debt  or  oth^obllga- 
tlon  of  the  First  National  Bank  and  Trust 
company  of  Montclair.  600  Valley  Road 
Upper  Montclair.  New  Jersey,  arising  out 
of  a  checking  a(:count.  entitled  Dr.  Ernst 
schnabel.  mali^Jlalned  at  the  aforesaid 
bank  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 


Tuesday,  February  1,  1949 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Dr.  Ernst  jSchnabel,  by 
First  National  Bank  of  Belleville.  144 
Washington  Avenue,  Belleville  9.  New 
Jersey,  arising  out  of  a  checking  account, 
entitled  Reslstoflex  Corp.  Special  Ac- 
count, of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  Dr. 
Ernst  Schnabel.  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  Or.  Ernst 
Schnabel.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Germany) ; 

tind  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quiicd  by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanii)gs  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-741;    Filed.    Jan.    31.    1949; 
8:46  a.  m.] 


[Vesting   Order   600A-245I 

^^   Copyright  of  Louise  Karg-Elert, 
German  National 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  the  persons  (Including  Indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  in  Column  5 
of  Exhibit  A  attached  hereto  and  made  a 
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part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  els 
being  In  a  foreign  country  (the  names 
of  which  persons  are  listed  (a)  In  Col- 
umn 3  of  said  Exhibit  A  as  the  authors 
of  the  works,  the  titles  of  which  are  listed 
in  Column  2,  and  the  copyright  numbers. 
if  any,  of  which  are  listed  In  Column  1. 
respectively,  of  said  Exhibit  A.  and  or 
(b)  in  Column  4  of  .said  Exhibit  A  as  the 
owners  of  the  copyrights,  the  «umbers. 
If  any,  of  which  are  listed  in  Column  1. 
and  covering  works  the  titles  of  which 
are  li.sted  In  Column  2.  respectively,  of 
said  Exhibit  A,  and  or  (c)  in  Column  5 
of  said  Exhibit  A  as  others  owning  or 
claiming  interests  In  such  copyrights) 
are  residents  of,  or  are  organized  under 
the  laws  of,  or  have  their  principal  places 
of  business  In.  such  foreign  country  and 
are  nationals  thereof; 

2.  That  all  right,  title.  Interest  and 
claim  of  whatsoever  kind  or  nature,  under 
the  statutory  and  common  law  of  the 
United  States  and  of  the  several  States 
thereof,  of  the  persons  referred  to  in 
Column  5  of  said  Exhibit  A.  and  also  of 
all  other  persons  (including  individuals, 
partner.ships,  associations,  corporations 
or  other  busine.ss  organizations ) ,  whether 
or  not  named  elsewhere  In  this  order  In- 
cluding said  Exhibit  A.  who  are  residents 
of,  or  which  are  organized  under  the  laws 
of  or  have  their  principal  places  of  busi- 
ness in.  Germany  or  Japan,  and  are  na- 
tionals of  such  foreign  countries,  in,  to 
and  under  the  following: 

a.  The  copyrights.  If  any.  described  In 
said  Exhibit  A, 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  In  the  works  de- 
scribed In  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof,  in  whole  or  in  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  .set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  specif- 
ically designated  by  copyright  number, 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
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arising  under  or  with  respect  to  the  fore- 
going, 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts,  by 
way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue,  wheth- 
er arising  pursuant  to  law.  contract  or 
otherwise,  with  respect  to  the  foregoing, 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any.  In  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  In  equity  with  respect 
to  the  foregoing,  including  but  not  lim- 
ited to  the  rights  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  In  or  affecting 
the  foregoing. 

is  property  of.  ahd  is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by.  and  such  property  Itself  consti- 
tutes interests  held  therein  by.  the  afore- 
said, nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  th2  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held.  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  Inter- 
est of  and  for  the  benefit  of  the  United 
States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
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TITLE  7— AGRICULTURE 

Chapter  VII — Production  and  Mar- 
keting Administration  (Agricultural 
Adjustment),  Department  of  Agri- 
culture 

Part  721 — Corn 

Proclamation  and  determination  with 
respect  to  commercial  corn-producing 
area  for  1949.  national,  county,  and  farm 
acreage  allotments  for  1949,  and  com 
marketing  quotas  for  1949-50  marketing 
year. 


Sec. 

721.1 

721.2 

721.3 
721.6 


Basis  and  purpose. 

Commercial   corn-producing   area   for 

1G49. 
1949  acreage  allotment  for  corn. 
National  marketing  quota  for  corn  for 

the  1949-50  marketing  year. 

AcTHomrrr:  11721.1  to  721.0  Issued  under 
sees.  304,  322  (a),  327,  328.  and  371  (b)  of 
62  SUt.  45;  7  U.  8.  C.  1304.  1322  (a),  1327, 
1328,  1371  (b). 

S  721.1  Basis  and  purpose.  Section 
327  of  the  Agricultural  Adjustment  Act 
of  1938,  as  amended,  provides  that  the 
Secretary  of  Agriculture,  not  later  than 
February  1,  shall  ascertain  and  proclaim 
the  commercial  com- producing  area. 
Section  328  of  the  act  provides  for  the 
proclamation  by  the  Secretary  of  the 
acreage  allotment  for  corn  for  any  calen- 
dar year  not  later  than  February  1  of 
such  calendar  year.  Section  371  (b)  of 
the  act  authorizes  the  Secretary,  after 
Investigation,  to  Increase  or  terminate 
any  national  marketing  quota  for  com 
or  any  other  designated  commodity.  If 
he  finds  such  action  necessary  to  effectu- 
ate the  declared  policy  of  the  act  or  to 
meet  a  national  emergency  or  because  of 
an  Increased  export  demand  for  the  com- 
modity. Section  304  of  the  act  provides 
that.  In  carrying  out  the  purposes  of 
the  act.  it  shall  be  the  duty  of  the  Secre- 
tary to  give  due  regard  to  the  mainte- 
nance of  a  continuous  and  stable  supply 
of  agricultural  commodities  adequate  to 
meet  consumer  demand.  Prior  to  taking 
the  action  herein,  public  notice  was  given 
(14  F.  R.  123)  In  accordance  with  the 
Administrative  Procedure  Act  (60  Stat. 


237).  stating  that.  In  connection  with 
the  issuance  of  the  proclamation  of  the 
commercial  corn-producing  area  and  of 
the  acreage  allotment  of  corn  for  1949. 
there  was  imder  consideration  the  mat- 
ter of  suspension  or  termination  of  corn 
marketing  quotas  under  the  applicable 
provisions  of  the  act.  Including  sections 
304  and  371  (b)  thereof.  All  written 
views  which  were  received  within  the 
period  stated  in  the  notice,  have  been 
considered  within  the  limits  prescribed 
In  the  Agricultural  Adjustment  Act  of 
1938.  An  Investigation  has  been  made 
to  determine  whether  com  marketing 
quotas  should  be  in  effect  for  the  mar- 
keting year  1949-50.  and  on  the  basis  of 
such  investigation  it  is  hereby  found  and 
determined  that  it  Is  necessary,  in  order 
to  effectuate  the  declared  policy  of  the 
act,  to  meet  the  present  national  emer- 
gency in  food  production,  and  to  insure 
the  maintenance  of  a  continuous  and 
stable  supply  of  corn  and  corn  products 
from  domestic  production  adequate  to 
meet  consumer  demand  at  jwlces  fair  to 
both  producers  and  consumers,  to  dis- 
pense with  marketing  quotas  for  corn 
for  the  marketing  year  beginning  Octo- 
ber 1,  1949,  and  with  national,  county, 
and  farm  acreage  allotments  for  corn 
for  1949.  Accordingly,  the  determina- 
tion and  proclamation  below  are  hereby 
made  and  issued. 

§  721.2  Commercial  corn-producing 
area  for  1949.  No  commercial  corn-pro- 
ducing area  will  be  established  for  1949. 

§  721.3  1949  acreage  allotments  for 
corn.  No  national,  county,  or  farm  acre- 
age allotments  of  com  will  be  determined 
for  1949. 

S  721.6  National  marketing  quota  for 
corn  for  the  1949-50  marketing  year. 
Corn  marketing  quotas  will  not  be  In 
effect  for  the  marketing  year  beginning 
October  1,  1949. 

Issued  at  Washington,  D.  C,  this  31st 
day  of  January  1949. 

[seal]  a.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

[F.    R.    Doc.    49-796;    PUed.    Jan.    31,    1949; 
1:21  p.  mj 
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On  the  other  hand,  if  an  upright 
brush-type  vacuum  cleaner,  for  example, 
is  sold  together  with  an  Independently 
powered  and  operated  hand  or  "junior" 
vacuum  cleaner  at  a  combination  price, 
then  the  transaction  would  fall  within 
fi  222.6  (Ht.  Of  course.  If  each  was  sold 
on  the  basis  of  their  Individual  prices, 
without  reduction,  the  fact  that  the  two 
were  bought  at  or  about  the  same  time 
would  not  bring  the  transaction  under 
§  222.6  (h»,  nor  would  the  hand  vacuum 
cleaner  ordinarily  be  considered  "an 
accessory"  under  S  222.8  (h)  (7). 

5  222.119  Replacement  of  irreparably 
dc.viaqed  article.  A  registrant  held  a 
chattel  mortgage  on  an  automobile  as 
security  for  an  Instalment  loan  to  pur- 
chase the  automobile.  The  automobile 
was  Irreparably  damaged,  but  Insurance 
covering  the  automobile  was  slightly 
more  than  sufficient  to  extinguish  the 
loan  balance.  However,  the  registrant 
proposed  to  release  the  Insurance  money 
for  the  borrower's  use  In  making  the  re- 
quired down  payment  on  an  automobile 
to  rep'ace  the  damaged  one.  and  in 
liquidating  about  one-third  of  the  old 
loan  balance.  The  registrant  would  then 
take  a  chattel  mortgage  on  the  replace- 
meni  automobile  as  security  for  an  in- 
stalment lean  covering  both  the  maxi- 
mum loan  value  of  the  new  automobile 
and  the  remaining  indebtedness  under 
the  old  loan. 

The  Board  is  of  the  opinion  that  the 
tran.saction  above  proposed  would  not 
comply  with  this  part.  Clearly,  the  bor- 
rower would  be  receiving  more  Instal- 
ment credit  in  connection  with  the  pur- 
chase of  the  replacement  automobile 
than  permitted  by  §  222.4.  In  effect,  the 
proposed  transaction  would  cooetitute  a 
loan  to  make  a  down  payment  to  the  ex- 
tent of  the  unpaid  balance  of  the  old 
loan. 

§  222.120  Deliveries  in  anticipation  of 
sales.  Section  222.6  (g).  as  amended, 
applies  to  the  delivery  of  a  listed  article 
"in  anticipation  of  an  instalment  sale 
of  that  article  or  a  similar  article."  If 
there  has  been  a  present  instalment  sale 
of  a  listed  article,  such  sale,  of  course, 
Is  subject  to  this  part  In  the  usual  man- 
ner without  regard  to  §222.6  <g),  and 
this  is  true  even  though  a  part  of  the 
sales  agreement  gives  the  buyer  an  op- 
tion to  return  the  article.  Instead  of  pay- 
ing the  price,  and  thereby  revest  in  the 
vendor  complete  ownership  or  property 
in  the  article.  However,  where  a  listed 
article  or  llsted-artlcle  "demonstrator" 
Is  delivered  to  a  prospective  Instalment 
buyer  and  he  must  subsequently  in  some 
way  manifest  his  acceptance  or  willing- 
ness to  buy  before  ownership  or  prop- 
erty In  the  article  or  a  similar  article 
passes  to  him,  then  the  original  delivery 
In  such  a  transaction  would  be  of  the 
type  covered  by  §222.6  (g). 

In  order  for  the  registrant  to  delay  the 
collection  of  the  necessary  deposit  equal 
to  the  down  payment  that  would  be  re- 
quired on  an  Instalment  sale  of  an  article 
such  as  the  one  so  delivered,  the  second 
paragraph  of  §222.6  (g).  as  amended, 
requires  the  execution  and  delivery  to  the 
prospective  purchaser  of  a  specific  writ- 


FEDERAL  REGISTER 

ten  agreement  covering  the  two  points  set 
out  in  such  paragraph.  If  such  an 
agreement  is  so  executed  and  delivered  In 
connection  with  an  agreement  evidencing 
a  present  Instalment  sale,  as  for  example, 
a  conditional  sales  contract,  and  collec- 
tion by  the  registrant  of  the  required 
deposit  or  down  payment  Is  delayed,  such 
an  arrangement  would  not  fall  within  or 
comply  with  §222.6  (g),  nor  would  it 
comply  with  the  requirements  of  §  222.3 
(a). 

§  222.121  Sets  and  groups  of  articles. 
In  the  Federal  Register  at  12  F.  R.  949 
there  was  published  an  Interpretation 
with  respect  to  the  application  of  8  222.6 
(h)  covering  "Sets  and  Groups  of  Ar- 
ticles." This  interpretation  is  still  appli- 
cable under  the  new  Part  222  which  be- 
came eflective  September  20,  1948,  and  It 
was  so  stated  in  the  Federal  Register  at 
13  P.  R.  5638. 

The  Board's  attention  has  been  di- 
rected to  the  advertising  terms  on  an 
open  stock  bedroom  suite  consisting  of  a 
vanity  and  chest  for  $48  98  each,  a  bed  for 
$34.98,  and  a  bench  for  $11.98,  offered  az 
a  suite  at  $144.92.  which  is  the  sum  of  the 
individual  pieces,  without  reduction. 
The  down  payment  terms  quoted  were 
$1.00  for  each  Item  or  $4.00  for  the  four- 
piece  suite,  with  the  deferred  balance 
payable  at  the  rate  of  $3.00  per  week. 

Instalment  sales  In  accordance  with 
this  advertisement  would  not  appear  to 
be  In  violation  of  this  part,  especially  In 
view  of  the  last  paragraph  of  the  afore- 
mentioned Interpretation  of  §  222.6  (h). 
However,  if  the  registrant's  records 
should  disclose  that  sales  of  single  pieces 
or  different  groups  of  the  "open  stock" 
furniture  are  rarely  made,  then  a  ques- 
tion would  arl.'^e  as  to  whether  the  cus- 
tomers, regardless  of  the  advertisement, 
may  not  have  a  free  choice  to  buy  the 
items  separately  or  In  different  groups 
so  that,  in  effect,  the  Items  would  be  sold 
at  a  combination  price,  rather  than  sepa- 
rate prices.  In  such  event,  there  would 
not  be  compliance  with  this  part  unless 
the  registrant  obtained  a  down  payment 
based  on  the  combination  price. 

(Sec.  5  (b).  40  Stat.  415.  as  amended  by 
sec.  5.  40  Stat.  966,  sec.  2,  48  Stat.  1. 
se<vl,  54  Stat.  179;  sees.  301.  302,  55  Stat. 
8397  840,  Pub.  Law  905,  80th  Cong.;  12 
U.  S.  C.  and  Sup.  95  (ai,  50  U.  S.  C.  616, 
617;  E.  O.  8843.  Aug.  9.  1941,  6  F.  R.  4035, 
3  CFR  Cum.  Supp.) 

Bo^RD  OF  Governors  op  th« 
FEDERAL  Reserve  System, 
[seal]     S.  R.  Carpenter, 

Secretary. 

I  P.    B.    Doc.    49-758;    Piled.    Peb.    1,    1949; 
8:45  a.  m.] 

TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics 
Administration 

[Amdt.   14] 
Part  600 — Designation  or  Civil  Airways 

lOSCELLANEOXTS  AMENDMENTS 

It  appearing  that  (1)  the  Increased 
volume  of  air  traffic  between  certain 
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points  necessitates.  In  the  Interest  of 
safety  In  air  commerce,  the  immediate 
realignment  and  establishment  of  civil 
airways  between  such  points;  (2)  the  re- 
alignment and  establishment  of  the  civil 
airways  referred  to  in  (1)  above,  have 
been  coordinated  with  the  civil  operators 
Involved,  the  Army,  and  the  Navy, 
through  the  Air  Coordinating  Committee, 
Airspace  Subcommittee;  and  (3)  compli- 
ance with  the  notice,  procedures,  and  ef- 
fective date  provisions  of  section  4  of  the 
Administrative  Procedure  Act  would  be 
Impracticable,  unnecessary,  and  contrary 
to  the  public  interest,  and  therefore  is 
not  required; 

Now  therefore,  acting  under  authority 
contained  in  sections  205,  301.  302,  307 
and  308  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  and  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act,  I  hereby  amend  the  Code  of  Federal 
Regulations,  Title  14,  Chapter  II,  Part 
600,  as  follows: 

Designation  and  Redesignation  of  Civil 
Airways:  Red  Civil  Airways  Nos.  16 
and  82;  Blue  Civil  Airivay  No.  49 

1.  Section  600  4  (c)  (16)  Is  amended  to 
read: 

(16  >  Red  civil  airway  No.  16  (To/ki- 
hassee,  Fla.,  to  Florence,  S.  O.  From 
the  Tallahassee,  Fla.,  radio  range  station 
via  the  Albany,  Ga..  radio  range  station; 
the  intersection  of  the  north  course  of 
the  Albany.  Ga.,  radio  range  and  the 
southwest  course  of  the  Macon,  Ga..  radio 
range  to  the  Macon,  Ga.,  radio  ranpe 
station.  From  the  Augusta.  Ga..  radio 
range  station  via  the  Columbia.  S.  C. 
radio  range  station;  the  intersection  of 
the  east  course  of  the  Columbia.  S.  C. 
radio  range  and  the  southwest  course  of 
the  Florence,  S.  C.  radio  range  to  the 
Florence.  S.  C.  radio  range  station. 

2.  Section  6C0.4  (c)  <82)  is  added  to 
read: 

(82 1  Red  civil  airway  No.  82  (Skwentna. 
Alaska,  to  Anchorage,  Alaska).  From 
the  Skwentna,  Alaska,  radio  range  sta- 
tion to  the  intersection  of  the  southea.st 
course  of  the  Skwentna,  Alaska,  radio 
range  and  the  northeast  course  of  the 
Anchorage.  Alaska,  radio  range. 

3.  Section  600.4  (d)  (49)  is  amended 
to  read: 

(49)  Blue  civil  airway  No.  49  (Atlantic 
City.  N.  J.,  to  Philadelphia,  Pa.).  From 
the  Intersection  of  the  southeast  course 
of  the  Philadelphia.  Pa.,  radio  range  and 
the  southwest  course  of  the  Atlantic  City, 
N.  J..  VHF  radio  range  to  the  Philadel- 
phia. Pa.,  radio  range  station. 

This  amendment  shall  become  effective 
0001  e.  s.  t..  February  2,  1949. 

(Sees.  205,  301,  302,  307  and  308;  52  Sta't. 
984,  985.  986;  54  Stat.  1233,  1235;  Pub. 
Law  872,  80th  Cong.;  49  U.  S.  C.  425.  451, 
452,  457,  458) 

[seal]  D.  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

[P.    B.    Doc.    49-603;    Piled,    Feb.    1.    1Q49; 
B:01a.  m.] 
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(Amdt.  181 

Part  601— Designation  of  Control  Areas, 
Control  Zones,  and  Reporting  Points 

MISCELLANEOUS   AMENDMENTS 

It  appearing  that   (1)   the  Increased 
volume  of  air    traffic    between    certain 
points  necessitates.  In   the   interest  of 
safety  In  air  commerce,  the  immediate 
redesignation  and  establishment  of  con- 
trol areas,  including  control  zones  and 
reporting  points  between  such  locations; 
(2)  the  redesignation  and  establishment 
of  the  control  areas  and  control  zones 
referred  to  in  (1)  above,  have  been  coor- 
dmated  with  the  civil  operators  involved, 
the  Army  and  the  Navy,  through  the  Air 
Coordinating  Committee.  Airspace  Sub- 
committee; and  (3)  compliance  with  the 
notice,    procedures,    and    effective    date 
provisions  of  section  4  of  the  Adminis- 
trative Procedure  Act  would  be  imprac- 
ticable,   unnecessary,    and   contrary    to 
public  interest,  and  therefore  is  not  re- 
quired; ^.      ,^ 

Now  therefore,  acting  under  authority 
contained  in  sections  205.  301.  302.  307 
and  308  of  the  Civil  Aeronautics  Act  of 
1938  as  amended,  and  pursuant  to  sec- 
tion'3  of  the  Administrative  Procedure 
Act  I  hereby  amend  the  Code  of  Federal 
Regulations.  Title  14.  Chapter  II.  Part 
601,  as  follows: 

Desionation  and  Redesignation  of  Con- 
trol Areas:  Red  Civil  Airways  Nos.  16 
and  82:  Blue  Civil  Airway  No.  49.  Des- 
ignation and  Redesignation  of  Control 
Zones.  Desionation  and  Redesigna- 
tion of  Reporting  Points.  Red  Civil 
Airways  Nos.  16  and  82:  Blue  Civil  Air- 
way No.  49 

1.  Section  601.4  (O   (16>  is  amended 
by  changing  caption  to  read: 

(16)  Red  civil  airway  No.  16  iTalla- 
haasce.  Fla..  to  Florence.  S.O. 

2.  Section  601.4  (c)    (82>   Is  added  to 
read: 

(82)   Red  civil  airway  No.  82  (Skwent- 
na.  Alaska,  to  Anchorage.  Alaska).    All 
of  Red  civil  airway  No.  82. 
•   3.  Section  601.4  <d)    (49)   is  amended 
by  changing  caption  to  read: 

(49)  Blue  civil  airway  No.  49  (Atlantic 
City.  N.  J.,  to  Philadelphia.  Pa.). 

4.  Section  601.4  (e)  (156)  is  added  to 
read: 

(156)  Control  area  extension  (Albany, 
Ga. ) .  From  the  Albany.  Ga..  radio  range 
station  extending  5  miles  either  side  of 
the  cast  course  of  the  radio  range  to  a 
point  20  miles  east  of  the  radio  range 
Station. 

5.  Section  601  8  (b>  is  amended  by  de- 
leting the  following  airport: 

Ogden.  Utah:  Hill  Field. 

6.  Section  601.8  (c)  (251)  Is  added  to 
read: 

(251)  Albany.  Ga.  control  zone.  With- 
in a  5  mile  radius  of  the  Municipal  Air- 
port extending  2  miles  either  side  of  the 
west  and  east  courses  of  the  Albany  radio 
range  to  a  point  10  miles  east  of  the  radio 
range  station,  including  a  5  mile  radius 
of  Turner  Air  Force  Base,  and  extending 
2  miles  either  side  of  Ihe  north  and  south 
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courses  of  the  Albany  radio  range  to  a 
point  10  miles  south  of  the  radio  range 
station. 

7.  Section  601.9  (c)  (16)  is  amended 
to  read: 

(16)  Red  civil  airway  No.  16  (TaUa- 
hassee.  Fla..  to  Florence,  S.O.  Albany, 
Ga..  radio  range  station;  Columbia,  S.  C 
radio  range  station. 

8.  Section  601.9  (c)  (82)  is  added  to 
read: 

(82)  Red  civil  airway  No.  82  (Skwent- 
na.  Alaska,  to  Anchorage.  Alaska).  No 
reporting  point  designation. 

9.  Section  601.9  (d)  (49)  is  amended 
by  changing  caption  to  read: 

(49)  Blue  civil  airway  No.  49  (Atlantic 
City,  N.  J.,  to  Philadelphia,  Pa.). 

This  amendment  shall  become  effective 
0001  e.  s.  t..  February  2.  1949. 
(Sec  205  301.  202.  307  and  308;  52  Stat. 
984  985  986;  54  Stat.  1233.  1235;  Pub. 
Law  872.  80th  Cong.;  49  U.  S.  C,  425,  451, 
452.  457.  458) 

[SEAL]  D.  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

IF.    R.    Doc.    49-804:    Filed.    Feb.    1.    1949; 
9:01  a.  m.| 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

13d  Gen.  Rev.  of  Export  Regs.,  Amdt.  40] 

Part  374 — Provisions  for  Indivibual  and 

Other  VALID.^TED  Licenses 

APPLICATIONS  TO   EXPORT   MANILA  OR  SISAL 
FIBERS 

Section  374.7  Special  provisions  con- 
cerning applicaiions  to  export  certain 
commodities  is  amended  by  adding 
thereto  a  new  paragraph  (j)  to  read  as 
follows : 

(j)  Manila  or  si.saZ  fibers.  (1)  All  ap- 
plications to  export  any  manila  or  sisal 
raw  fibers.  Schedule  B  Nos.  320515  jrid 
320519,  must  include  a  statement  of  the 
grades  of  fiber  sought  to  be  exported. 

(2)  All  shippers  export  declarations 
covering  exportations  of  manila  or  sisal 
raw  fibers  must  include  a  statement  of 
the  grades  of  fiber  to  be  exported.  This 
description  must  correspond  with  the 
description  on  the  license. 

This  amendment  shall  become  effec- 
tive January  23.  1949. 
(Sec  6  54  Stat.  714.  55  Stat.  206.  56  Stat. 
463  58  Stat.  671.  59  Stat.  270.  60  Stat.  215. 
61  Stat.  214.  61  Stat.  321;  Pub.  Law  395. 
80th  Cong.;  50  U.  S.  C.  App.  and  Sup^ 
701  702  E.  O.  9630.  Sept.  27,  1945.  10 
F.  R.  12245;  E.  O.  9919.  Jan.  3.  1948, 
13  F.  R.  59) 
Dated:  January  24,  1949. 

Francis  McIntyre. 
Assistant  Director. 
Office  of  International  Trade. 

IF.    R.    Do*.    49-769;    Filed.    Feb.    1.    1948; 
8:47  a.  m.] 


TITLE  24— HOUSING  CREDIT 

Chapter  VIII — OflRce   of  the   Housing 
Expediter 

[Controlled  Housing  Rent  Regulation,* 
Amdt.  64) 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  or   1947,  as 
Amended 
controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  Schedule  B  is  amended  by  incorpo- 
rating Item  41  as  follows: 

Provisions  relating  to  the  town  of  Palm 
Beach,  Florida,  a  portion  of  the  Palm  Beach 
County  Defense-Rental  Area.  Stale  of  Florida. 

Decontrol  Based  Upon  the  Recommenda- 
tion of  the  Local  Advisory  Board.  The  ap- 
plication of  J  S  825.1  to  825.12  Is  terminated 
In  the  town  of  Palm  Beach.  Florida,  a  por- 
tion of  the  Palm  Beach  County  Defense- 
Rental  Area.  State  of  Florida. 

2.  Schedule  A.  Item  61b.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Palm  Beach  County.  Precincts.  20.  21.  22, 
23.  24.  25,  26,  28  and  30.  Including  the  Cities 
of  Delray  Beach  and  Lake  Worth,  and 
the  Towns  of  Boca  Raton.  Boynton.  Gulf 
Stream.    Lantana.    Manalapan.    and    Ocean 

Ridge. 

The  remainder  of  Palm  Beach  County,  ex- 
cept Precinct  19  which  comprises  the  town  of 
Palm  Beach. 

(Sec  204  (d).  61  Stat.  197.  as  amended 
by  62  Sm.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(e)  61  Stat.  197.  as  amended  by  62  Stat. 
37  knd  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e)) 


This  amendment  shall  become  effective 
February  2,  1949. 

Issued  this  28th  day  of  January  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment 

64   to   the   Controlled   Housing   Rent 

Regulation 

The  Local  Advisory  Board  for  the  Palm 
Beach  County  Defense-Rental  Area. 
State  of  Florida,  has.  in  accordance  with 
section  204  (e)  (1)  <A)  of  the  Housing 
and  Rent  Act  of  1947,  As  Amended,  rec- 
ommended the  decontrol  of  the  town  of 
Palm  Beach,  a  portion  of  said  Defense- 
Rental  Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  in  accordance  with  ap- 
plicable law  and  regulations  and  he  is. 
therefore,  issuing  this  amendment  to 
effectuate  the  recommendation. 

[P     R.    Doc.    49-768:     Filed.    Feb.   1,    1949; 
8  47  a.  m.j 
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(Rent  ^Igulatlon  for  Controlled  Roon«  In 
Rooming  Houses  and  Other  Establlsh- 
menu.'  Amdt.  62] 

Part  825 — Rent  Regulations  Under  the 
HoutiNG  AND  Rent  Act  of  1947,  as 
Amended 

RENT  regulations  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§§825.81  to  825.92)  is 
hereby  amended  in  the  following  re- 
spects : 

1.  Schedule  B  Is  amended  by  Incorpo- 
rating Item  42  as  follows: 

Provisions  relating  to  the  town  of  Palm 
Beach.  Florida,  a  portion  of  the  Palm  Beach 
County  Defense-Rental  Area.  State  of  Florida. 

Decontrol  Based  Upon  the  Recommenda- 
tion of  the  Local  Advisory  Board.  The  appli- 
cation of  I!  825  81  to  825.92  is  terminated  In 
the  town  cf  Palm  Beach,  Florida,  a  portion  of 
the  Palm  Beach  County  Defense-Rental  Area. 
Elate  cf  Florida.  '       \ 

2.  Schedule  A,  item  61b,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Palm  Beach  County.  Precincts  20,  21.  22. 
23.  24.  25.  26.  28  and  30.  Includfng  the  CTltles 
of  Delray  Beach  and  Lake  Worth,  and  the 
Towns  of  Boca  Raton.  Boynton,  Gulf  Stream, 
Lantana.  Manalapan.  and  Ocean  Ridge. 

The  remainder  of  Palm  Beach  County,  ex- 
cept Precinct  19  which  comprises  the  town  of 
Palm  Beach. 

(Sec.  204  'd> .  61  Stat.  197.  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  18C4  <d).  Applies  sec.  204  (e),  61 
Btat.  197.  as  amended  by  62  Stat.  37  and 
by  62  Stat.  S4;  50  U.  S.  C.  App.  1894  (e)) 

This  amendment  shall  become  effective 
February  2.  1949. 

Issued  this  28th  day  of  January  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
62  to  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Rooming  Houses  and 
Other  Establishments 

The  liOcal  Advisory  Board  for  the  Palm 
Beach  County  Defense-Rental  Area, 
State  of  Florida,  has,  in  accordance  with 
section  204  (e)  (1)  <A)  of  the  Housing 
and  Rent  Act  of  1947.  As  Amended,  rec- 
ommended the  decontrol  of  the  town  of 
Palm  Beach,  a  portion  of  said  Defense- 
Rental  Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  in  accordance  with  ap- 
plicable law  and  regulations  and  he  is, 
therefore,  Issuing  this  amendment  to 
effectuate  the  recommendation. 

(F.    R.    Doc.    49-767;    Filed,    Feb.    1,    1949; 
8:47  a.  m.] 


•  13  F.  R.  6750.  6789.  6875.  5937,  5938.  6247, 
6283.  6411,  6556.  6882.  6911.  7299.  7672.  7801. 
7862.  6218,  8328.  8388.  14  F.  R.  18.  272. 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  th« 
Armed  Forces 

Subchapter  C — S«rvi(emen't  DependlttnH 

Part  420 — Servicemen's  Dependents 
Allowance 

period   of   ENTITLEMENT   AND   PAYMENT   OF 

family  allowances 

The  regulations  formerly  contained  in 
S  16.2.  Subchapter  D,  Chapter  I.  Title  34 
(Navy),  and  §300.1,  Chapter  III.  Title 
10  (Army)  are  hereby  added  to  Sub- 
chapter C.  Chapter  IV.  Title  34  "Na- 
tional Military  Establishment)  as  fol- 
lows : 

S  420.1  Period  of  entitlement  and 
payment  of  family  allowances.  Under 
provisions  of  the  Servicemen's  Depend- 
ents Allowance  Act  of  1942.  as  amended, 
the  Secretary  of  the  Army,  the  Secretary 
of  the  Navy  and  the  Secretary  of  the  Air 
Force,  prescribe  Jointly  the  following 
repulatlons  pertaining  to  family  allow- 
ances : 

(a I  Payments  of  all  family  allowances 
shall  be  for  F>eriods  of  full  calendar 
months. 

(b)  To  insure  expeditious  payment  of 
the  Initial  family  allowance: 

(1)  Payment  shall  be  made  on  the 
basis  of  the  statements  of  the  enlisted 
man  in  the  application,  filed  within  the 
prescribed  period,  and  to  or  on  behalf 
of  eligible  dependents  designated  there- 
in; and 

(2)  Eligibility  for  initial  family  allow- 
ance will  be  deemed  to  have  existed  on 
and  from  the  date  of  entry  into  active 
service  if  the  application  Indicates  eligi- 
bility on  the  date  of  application. 

(c)  Erroneous  statements  or  misrepre- 
sentations in  applications  for  initial 
family  allowances  may.  as  determined  by 
the  Secretary  of  the  department  con- 
cerned, be  the  basis  for  recovery  by 
charge  against  the  pay  of  the  applicant, 
or  otherwise,  and  for  disciplinary  action. 

(d)  When  an  initial  family  allowance 
Is  paid  to  any  dependent  for  the  month 
of  an  enlisted  man's  entry  into  active 
services  In  a  pay  status,  no  regular 
monthly  family  allowance  shall  be  paid 
to  any  dependent  of  such  enlisted  man 
for  that  month.  When  no  Initial  family 
allowance  is  paid,  the  period  of  entitle- 
ment and  payment  of  the  regular 
monthly  family  allowance  shall  begin  as 
hereinafter  prescribed. 

(e)  Except  as  otherwise  provided,  the 
period  of  entitlement  to  and  payment  of 
regular  monthly  family  allowances.  In- 
cluding any  Increases  therein,  shall  begin 
as  of  the  first  day  of  the  calendar  month 
In  which  a  required  written  application 
(or  a  notice  of  change  In  a  case  of  In- 
crease) Is  filed,  or  the  first  day  of  the 
calendar  month  in  which  a  dependent  is 
acquired,  whichever  is  later,  but  in  no 
case  earlier  than  the  month  of  entry  of 
the  enlisted  man  into  active  service  In 
a  pay  status.  In  the  case  of  Class  B  or 
Class  B-1  dependents  the  period  of  en- 
titlement and  payment  may  begin  as  of 


the  first  day  of  any  subsequent  calendar 
month  that  the  enlisted  man  requests. 

(f)  Any  increase  In  a  regular  monthly 
family  allowance  in  effect  to  a  wife,  or 
wife  and  children.  Incident  to  the  birth 
of  a  child  or  additional  child,  shall  be 
effective  as  of  the  first  day  of  the  calen- 
dar month  during  which  the  birth  occurs 
notwithstanding  that  notice  or  evidenca 
thereof  is  received  in  a  subsequent 
month. 

(g)  Except  as  otherwise  provided,  the 
period  of  payment  of  monthly  fainHy 
allowance  shall  terminate,  or  payment 
shall  be  decreased,  as  of  the  end  of  the 
calendar  month  during  which  any  notice 
is  received  by  the  disbursing  oflBcer  pay- 
ing the  allowance  of  a  change  which  ter- 
minates or  limits  the  entitlement  of  the 
dependent  or  dependents  to  such  allow- 
ance. Entitlement  to  a  family  allowance 
shall  terminate  or  be  modified  at  the  end 
of  the  month  in  which  such  change  oc- 
curs. Checks  to  which  there  is  no 
entitlement  may  be  permanently  with- 
held. 

(h)  Insofar  as  practicable  the  period 
of  entitlement  and  payment  of  any  Class 
B.  or  Class  B-1  regular  monthly  family 
allowance  requested  in  writing  by  the 
enlisted  man  to  be  discontinued,  other 
than  by  reason  of  change  In  status  of 
dependents,  snail  terminate  as  of  the 
end  of  the  calendar  month  requested  by 
the  enlisted  man  or  the  end  of  the  cal- 
endar month  during  which  such  request 
is  received  by  the  disbursing  ofiBcer  pay- 
ing the  allowance,  and  In  no  case  later 
than  the  end  of  the  next  succeeding 
calendar  month. 

(i)  For  the  purpose  of  determining 
amounts  of  family  allowances  to  be  paid: 

(1)  In  cases  in  which  no  family  allow- 
ance has  been  granted  to  a  wife  or  di- 
vorced wife,  the  amount  of  family  allow- 
ance payable  to  children  shall  be  the 
amount  specified  in  the  statute  where 
there  Is  no  wife  or  divorced  wife; 

(2>  In  cases  in  which  no  family  allow- 
ance has  been  granted  to  a  parent,  the 
amount  of  family  allowance  payable  to 
brothers  and  sisters  shall  be  the  amount 
specified  In  the  statute  where  there  is  no 
parent; 

<3)  All  children  of  an  enlisted  man 
shall  be  considered  one  family  entity 
irrespective  of  differences  in  their  cus- 
tody, residence,  or  parentage; 

(4)  Parents  of  an  enlisted  man.  and 
all  his  brothers  and  sisters  irrespective 
of  differences  In  their  custody,  residence, 
or  parentage,  shall  be  considered  one 
family  entity; 

(5 )  The  total  amount  of  monthly  fam- 
ily allowance  payable  to  or  for  the  bene- 
fit, respectively,  of  two  or  more  children, 
of  two  parents,  or  of  two  or  more  brothers 
and  sisters,  shall  be  equally  divided 
among  the  respective  children,  parents, 
or  brothers  and  sisters  or  shall  be  other- 
wise apportioned  and  paid  within  the 
respective  groups  as  the  Secretary  of  the 
department  concerned  may  direct. 

(j)  Whenever  a  court  order  or  decree 
or  written  agreement  of  separation  pro- 
vides a  single  sum  for  alimony  to  a  di- 
vorced wife  or  maintenance  for  a  wife 
and  also  for  the  support  of  a  child  or 
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children,  the  proportional  share  of  the 
wife  or  divorced  wife  In  such  sum  shall. 
for  the  purpose  of  carrying  out  the  pro- 
visions of  section  106  (c)  of  the  act,  be 
deemed  to  be  sixty  per  centum  thereof  in 
the  case  of  one  child  and  forty  per  centum 
thereof  in  any  case  of  two  or  more  chil- 
dren. Regardless  of  any  limit  stated  in 
a  court  order  or  decree  or  written  agree- 
ment the  full  statutory  amount  of  family 
allowance  shall  be  payable  to  or  on  behalf 
of  any  child  or  children. 

(k)  Application  of  section  106  (c)  (1) 
shall  be  made  in  those  cases  in  which 
there  is  a  lawful  wife  living  separate  and 
apart  from  the  enlisted  man  and  there  is 
also  a  court  order  or  decree  or  a  written 
agreement  which  expressly  or  impliedly 
provides  for  the  beginning  or  continu- 
ance of  such  living  separate  and  apart. 
In  construing  a  court  order  or  decree  or 
v/ritten  agreement  full  consideration 
shall  be  given  to  all  the  facts  and  cir- 
cumstances under  which  the  order,  de- 
cree of  agreement  is  issued  or  made.  A 
penal  order  for  marital  support  or  an 
order  in  a  desertion  case  is  not  within  this 
statutory  limitation;  in  such  cases  the 
full  allowance  for  a  wife  is  payable. 

(]»  The  payment  of  any  amounts  of  a 
family  allowance  uncollected  at  the  time 
of  death  of  a  dependent  shall  be  made 
to  such  payee  or  payees.  Including  the 
enlisted  man  when  appropriate,  as  the 
Secretary  of  the  department  concerned 
shall  deem  equitable,  subject  to  the  pro- 
visions of  section  115  of  the  act. 

(m)  The  Secretary  of  the  department 
concerned  may  at  any  time  require  ad- 
ditional evidence  in  any  family  allowance 
case.  Failure  to  furnish  such  evidence 
within  a  reasonable  time  after  request  or 
any  insufficiency  of  evidence  shall  con- 
stitute good  cause  for  the  discontinyance 
or  modification  of  such  family  allow- 
ance. 156  Stat.  381.  747,  57  Stat.  578;  37 
U.S.  C.  207) 

Edward  P.  Witsell, 

Major  General. 
The  Adjutant  General. 
Charles  Wellborn.  Jr.. 
Rear  Admiral.  U.  S.  Navy. 

Deputy  Chief  of  Naval 
Operations  (Administration). 
L.  L.  Judge. 

Colonel.  U.  S.  Air  Fofce, 
Air  Adjutant  General. 

[¥.    R.    Doc.    49-759:    Filed.    Feb.    1,    1949; 
8:45  a.  m.| 


RULES  AND  REGULATIONS 

Hawaiian  Islands  or  Alaska ;  (b)  between 
Hawaii  and  Alaska;  (c)  between  the 
United  States  and  the  Canal  Zone;  (d) 
to.  from,  or  between  Tutuila.  Manua  and 
the  other  islands  of  the  Samoan  Group 
east  of  longitude  171'  west  of  Greenwich 
and  the  United  States  and  its  other  pos- 
sessions. (See  §  34.2)  (R.  S.  161.  396. 
sees.  304.  309.  42  Stat.  24.  25;  5  U.  S.  C.  22. 
369) 


[SEALl 


,J.  M.  Donaldson, 

Postmaster  General. 


(F.    R.    Doc.    49-792;    Filed.    Feb.    1,    1949: 
8:50  a.  m.| 


Part  34 — Classification  and  Rates  of 
Postage 

Part  35 — Provisions  Applicable  to  the 
several  classes  of  mail  matter 

buscellaneous  amendments 

In  §  34.28  Fees  for  entry  as  second- 
class  matter  (13  F.  R   8888  >   paragraph 

(d)  is  hereby  rescinded  and  paragraph 

(e)  is  hereby  designated  as  paragraph 

(d). 

In  §  35.4  Mailing  of  matter  vnthout 
stamps  affiled  <13  F.  R.  8906)  paragraph 
(e)  (5)  is  hereby  rescinded. 

<R  S  161,  396.  sees.  304.  309.  42  Stat.  24. 
25,  sec.  8.  59  Stat.  437;  5  U.  S.  C.  22.  369. 
39  U.  S.  C.  858) 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  OflRce  Department 

Parx  34 — Classification  and  Rates  of 
Postage 

fourth-class  rates  to  alaska.  hawaham 
islands  and  canal  zone 

Section  34.80  (13  F.  R.  8902)  is 
amended  to  read  as  follows: 

§  34  80  Fourth-class  rates  to  Alaska, 
Hawaiian  Islands,  and  Canal  Zone.  The 
eighth-zone  rates  of  postage  shall  apply 
to  fourth-class  mail  transported :  (« >  be- 
tween the  United  States  proper  and  the 


[seal! 


J.  M.  Donaldson. 
Postmaster  General. 


[F     R.    Doc.    49-794:    Filed.    Feb.    1.    1949; 
8:51  a.  m.] 


Part  127 — International  Postal  Service  : 
Postage  Rates.  Service  Available,  and 
Instructions  fob  Mailing 

israel  (state  of) 

In  5  127.282  Israel  (State  of)  (13  F.  R. 
9173).  make  the  following  changes: 

1.  Amend  paragraph  (a)  (8)  to  read 
as  follows: 

(a)  Regular  mails.  •  •  • 
(8)  Prohibitions.  Parasites  and  pred- 
ators of  injurious  insects,  intended  for 
the  control  of  those  insects  and  ex- 
changed between  officially  recognized  in- 
stitutions, are  admitted  as  samples  only, 
provided  that  the  Importer  has  secured 
a  permit  from  the  EHrector  of  Agricul- 
ture and  Forests  at  Tel  Aviv  at  least 
seven  days  before  the  date  of  importa- 
tion. 

The  articles  prohibited  or  restricted  as 
parcel  post  are  also  prohibited  or  re- 
stricted in  the  regular  mails. 

2.  Amend  paragraph  (b)  (4)  by  add- 
ing the  following : 

(b)  Parcel  post.     •     •     • 

(4)  Observations.     •     *     * 

(iv)  Each  parcel-post  package  sent  In 
execution  of  an  order  must  be  accom- 
panied by  a  copy  of  the  relative  invoice, 


which  should  be  fastened  to  the^com- 
panying  customs  declaration. 

One  copy  of  the  invoice  is  required  for 
each  group  of  commercial  parcels  mailed 
at  the  same  time  by  the  same  sender  to 
the  same  addressee.  In  the  case  of  par- 
cels addressed  to  banks  for  various  ad- 
dresses, one  copy  is  required  for  each 
parcel  or  group  for  one  addressee. 

3.  Amend  paragraph  (b)  (5)  to  read  as 
follows: 

(5)  Prohibitions.  (D  See  subpara- 
graph (4)  of  this  paragraph  concerning 
Import  licenses  required  by  addressees 
for  certain  shipments. 

( ii )   For  reasons  of  public  safety : 

(a)  Printed  matter  of  a  seditious  char- 
acter or  prohibited  by  censorship  regula- 
tions. 

(b)  Firearms  are  not  delivered  unless 
the  addressee  possesses  a  special  license. 

(ill)  For  sanitary  reasons: 

(a)  Shaving  brushes  from  Japan, 
China,  or  Korea. 

(b)  Harmful  coloring  materials  for 
foodstuffs. 

(c)  Advertisements  relating  to  the 
treatment  of  venereal  diseases,  unless  ad- 
dressed to  physicians  or  pharmacists  for 
professional  use. 

(d)  Veterinary  vaccines  or  serums  re- 
quire permission  from  the  Chief  of  the 
Veterinary  Department.  Tel  Aviv. 

(e)  Essences  and  extracts  of  oils  for 
use  in  manufacturing  imitation  or  adul- 
terated beverages,  unless  addressed  to  a 
firm  under  excise  control  or  to  a  licensed 
pharmacist  under  permit  from  the  Direc- 
tor of  Medical  Services,  Tel  Aviv. 

(/)  Pathological  specimens  require 
special  permission  from  the  Director  of 
Medical  Services,  Tel  Aviv. 

(iv)   For  the  protection  of  animals  and 

plants: 

(a)  Used  hives,  tools,  or  equipment  for 

beekeeping. 

(b)  Plants,  fruits  and  seeds  require 
permission  from  the  Director  of  Agricul- 
ture and  Forests  at  Tel  Aviv  for  importa- 
tion. 

(V)  Arms,  etc.:  Daggers,  unless  im- 
ported as  antiques. 

(vi)  State  monopolies,  etc.:  False  and 

counterfeit  money. 

(vii)  F\)r  other  reasons : 

(a)  Blank  invoices  or  other  papers 
generally  presented  when  merchandise  is 
delivered. 

(b)  Fraudulent  banknotes  and  similar 

articles. 

y  (viii)  A  special  license  from  the  Direc- 
tor of  Commerce  and  Industry  at  Tel 
Aviv  is  required  for  wheat,  flour,  semo- 
lina, cigarette  paper,  distilling  apparatus, 
salt  and  unrefined  oil. 
(R  S  161  396.  398,  sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22.  369. 
372) 


[seXI] 


J.  M.  Donaldson, 
Postmaster  General. 


Wednesday,  February  2,  1949 

Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

japan;  parcel  post 

In  5  127.286  Japan  (13  F.  R.  9176) 
amend  paragraph  (b)  Parcel  post  by  add- 
ing subparagraph  (4)  (iii)  (d)  to  read 
as  follows: 

(4)   Observations.     •     •     • 
(iii)    •     •     • 

(d)  Human  ashes  may  be  accepted  if 
presented  for  mailing  by  a  licensed  cre- 
matory or  licensed  mortuary.  The  ashes 
must  be  packed  in  a  sealed  metal  con- 
tainer enclosed  in  a  substantial  outer 
container.  There  must  be  enclosed  with- 
in the  outer  container,  but  outside  the 
metal  container,  a  certified  copy  of  the 
death  certificate  and  a  statement  or  cer- 
tificate executed  by  the  crematory  or 
mortuary  to  the  effect  that  the  ashes  are 
those  of  the  person  named  in  the  death 
certificate. 

(R.  S.  161.  396.  398.  sees.  304.  309,  42  Stat 
24,  25;  48  Stat.  943;  5  U.  S.  C.  22  369 
372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R,    Doc.    49-793:     Filed.    Feb.    1.    1949; 
8  50  a.  ml 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders 

(Public  Land  Order  647) 

Alaska 

withdrawing  public  lands  for  use  or 
department  of  the  army  as  an  air  field 

"fiy  virtue  of  the  authority  vested  in  the 
President    and    pursuant    to   Executive 


IF.    R.    Doc.    49  760:    Filed.    Feb.    1.    1949; 
8:46  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

•  Alaska 

notice  for  filing  objections  to  with- 
drawal   OF    PUBLIC    LANDS    FOR    USE    OF 

department  of  army  as  air  field' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above-entitled  or- 
der, persons  having  cause  to  object  to 
the  terms  thereof  may  present  their  ob- 
jections to  the  Secretary  of  the  Interior. 
Such  objections  should  be  In  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate In  the  Department  of  the  Interior, 
Washington  25.  D.  C.    In  case  any  ob- 

'  See  F.  R  Doc.  49-756.  Title  43,  Chapter  I. 
Appendix,  supra. 


FEDERAL  REGISTER 

Order  No.  9337  of  April  24,  1943.  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  are 
•  hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  public-land  laws, 
including  the  mining  and  mineral-leasing 
laws,  and  reserved  for  the  use  of  the  De- 
partment of  the  Army  as  an  air  field: 

FAIRSANKS  MERIDIAN 

T.  7  S..  R.  7  W.  (unsurveyed). 

Sees.  5  to  8.  Incl.; 

Sees.  17  to  20,  Incl.; 

Sees.  29  to  32,  Incl. 
T.  7  S..  R.  8  W., 

Sees.  1  to  3,  Incl.  (unsurveyed); 

Sec.  4.  E'i; 

Sec.  5.  W'/jNEVi.  W'/j: 

Sees.  6  and  7: 

Sec.  8,  W'/zNWU.  SVi.  NEVi,  that  portion 
lyli;g  east  of  The  Alaska  Railroad  right- 
of-way; 

Sees.  9  to  16.  Incl.  (unsurveyed): 

Sees.  17,  18,  19: 

Sees.  20  to  29,  incl.  (unsurveyed); 

Sees.  30.  31; 

Sees.  32  to  36^ Incl.  (unsurveyed). 
T.  7  S..  R.  9  W., 

See.  1; 

Sec.  2.  lota  1  to  6.  Incl.,  SEiiNE>,4,  EiiSE'^; 

Sec.  11.  lots  1  and  2; 

Sec.     12.    lots    1     to    6.    Incl.,    NE'.NE'i 
SlaNE'i.  SE'-4.  NW'iNWVi: 

Sec.  13.  lots  1  to  4.  Incl..  E',.  E'iSW'4: 

Sec.  23,  lots  1  and  2;  ^        -*. 

Sec.  24; 

Sec.  25; 

See.  35.  lot  1; 

Sec.  36. 

The  areas  described  aggregate  approx- 
imately 33,973  acres. 

It  is  intended  that  the  lands  described 
herein  shall  be  returned  to  the  adminis- 
tration of  the  Department  of  the  Interior 
when  they  are  no  longer  needed  for  the 
purposes  for  which  they  are  reserved. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

January  19,  1949. 

|F.    R.    Doc.    49-756;     Filed.    Feb.    1.    1949; 
8  45  a.  m.J 


NOTICES 


jection  Is  filed  and  the  nature  of  the 
opposition  Is  such  as  to  warrant  it.  a 
public  hearing  will  be  held  at  a  conven- 
ient time  and  place,  which  will  be  an- 
nounced, where  opponents  of  the  order 
may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose.  Intent,  and  extent.  Should 
any  objection  be  filed,  whether  or  not 
a  hearing  is  held,  notice  of  the  deter- 
mination by  the  Secretary  as  to  whether 
the  order  should  be  rescinded,  modified 
or  let  stand  will  be  given  to  all  Inter- 
ested parties  of  record  and  the  general 
public. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

January  19.  1949. 

IF.    R.    Doc.    49-757;    Piled.    Feb.    1,    1949; 
8:45  a.  m.) 
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TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

I  Posting  Ortler  308.  Amdt.  5| 

Part  148— Posting  Tariffs  at  Stations 

minnesota,  dakota  &  western  railway  co. 

In  the  matter  of  modification  of  the 
provisions  of  section  6  of  the  act  with 
regard  to  posting  freight  or  passenger 
tariffs  at  stations. 

Present:  J.  Haden  Alldredge.  Commis- 
sioner, to  whom  the  above-entitled  mat- 
ter has  been  assigned  for  action  thereon. 

The  modification  of  the  posting  re- 
quirements made  by  Posting  Order  No. 
308.  as  amended,  being  under  further 
consideration,  and  good  cause  appearing 
therefor ; 

It  is  ordered.  That  the  location  of 
public  files  of  tariffs  as  required  by  the 
eighth  paragraph  (§  148.8)  of  the  Com- 
mission's order  of  October  12.  1915.  as 
amended  by  Posting  Order  No.  308  of 
April  30,  1942.  as  amended,  be.  and  it  is 
hereby  further  amended  to  provide  that 
the  Minnesota.  Dakota  &  Western  Rail- 
way Company  need  not  maintain  a  com- 
plete public  file  of  tariffs  at  a  point  on  its 
line  provided  a  complete  public  file  of  the 
tariff  publications  which  it  issues  or  is  a 
party  to  is  maintained  in  the  general 
office  of  the  Minnesota.  Daltota  & 
Western  Railway  Company  at  Minne- 
apolis. Minn. 

And  it  is  further  ordered.  That  this 
order  shall  continue  in  force  until  fur- 
ther order  of  the  Commission. 

Dated  at  Washington.  D.  C,  this  26th 
day  of  January  1949. 

By  the  Commission. 

(SEAL]  W.  P.  B.\RTEL. 

Secretary. 

[F.    R.    Doc.    49-766;     Piled    Feb.    1.    1949 
8:46  a.  m.J 


DEPARTMENT  OF  COMMERCE 
Office  of  the  Secretary 

Appeals  Board  for  Bureau  of  Foreign 
AND  Domestic  Commerce 

1.  Establishment  and  composition.  By 
Department  Order  No.  106  of  January  28, 
1949,  there  was  established  in  the  Office 
of  Assistant  Secretary  for  Foreign  and 
Domestic  Commerce  an  Appeals  Board 
for  the  Bureau  of  Foreign  and  Domestic 
Commerce  to  serve  as  an  impartial  body 
to  consider  certain  appeals  from  the 
public.  The  Board  is  composed  of  a 
chairman  and  two  members  designated 
by  the  Assistant  Secretary  for  Foreign 
and  Domestic  Commerce. 

2.  Responsibilities  and  functions.  The 
Appeals  Board  considers  appeals  by  per- 
sons affected  by:  (a)  Any  order,  regu- 
lation or  administrative  action  of  the 


NOTICES 
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OCBce  of  Domestic  Commerce  In  connec- 
tion with  the  administration  of  man- 
datory allocations,  priorities  and  other 
distribution  controls.  Including  those  ad- 
ministered under  the  Second  War  Powers 
Act,  1942.  as  amended  and  extended  from 
time  to  time  (currently  ^b.  Law  606, 
80th  Congress),  section. 205  of  the  For- 
eign Aid  Appropriation  Act.  1949  <P.  L. 
793.  80th  Congress*,  the  Rubber  Act  of 
1948  <P.  L.  469.  80th  Congress* .  and  other 
administrative  actions  taken  pursuant  to 
law;  and 

<b)  Any  regulation  or  administrative 
act'.on  of  the  Office  of  International 
Trade  in  connection  with  its  legislative 
authority  for  the  administration  of  ex- 
port controls — section  6,  Act  of  July  2, 
1940  (54  Stat.  714) .  as  amended— or  dele- 
gated authority  related  thereto. 

Determinations  by  the  Appeals  Board 
on  appeals  arising  under  (a)  and  (b) 
above  will  be  final. 

The  Appeals  Board  In  general  con- 
siders appeals  based  on  the  grounds  that 
<a>  The  regulation  or  administrative  ac- 
tion works  an  exceptional  and  unreason- 
able hardship  upon  the  appellant  not 
suffered  generally  by  others  similarly  sit- 
uated: or  (b)  The  regulation  or  admin- 
istrative action  improperly  discriminates 
against  the  appellant. 

All  appeals  are  considered  and  deci- 
sions rendered  within  a  reasonable  time 
after  they  are  filled.  The  decision  on 
each  appeal  will  be  signed  by  the  Chair- 
man of  the  Appeals  Board  and  commu- 
nicated to  the  appellant. 

(R.  S.  161;  5U.  S.  C.  22) 

(seal!  Charles  Sawyer, 

Secretary  of  Commerce. 

|P.    R.    Doc.    49-774:     Filed.    Feb.    1.    1949; 
8:49   a.   m] 


NOTICES 

(Docket  No.  G-11611 

Tennessee  Gas  Transmission  Co. 

order  postponing  hearing 

On  January  24.  1949,  East  Tennessee 
Gas  Company  and  Tennessee  Natural 
Gas  Lines.  Inc.,  filed  a  motion  for  a  con- 
tinuance until  March  15.  1949.  from  the 
date  set  by  order  of  the  Commission  Is- 
sued in  the  above-entitled  docket  on  De- 
cember 31,  1948.     On  January  24.  1949, 
Tennessee  Gas  Transmission  Company 
joined  in  the  motion  for  the  continuance. 
The  Commission  finds:  Good  cause  has 
been  shown  for  postponing  the  date  for 
hearing  as  set  in  Commission's  order  of 
December  31.  1948,  to  March  15,   1949, 
but  not  otherwise  modifying  the  order  so 
issued. 

The  Commission  orders: 
The  hearing  now  set  for  January  31. 
1949.  at  2  o'clock  p.  m.  be  and  the  same 
is  hereby  postponed  until  March  15, 1949, 
at  2  o'clock  p.  m.  in  the  Hearing  Room 
of  the  Federal  Power  Commission.  Hur- 
ley-Wright Building.  1800  Pennsylvania 
Avenue,  NW.,  Washington,  D.  C. 

Date  of  issuance:  January  27.  1949. 


Light  Company  which  will  supply  the 
electric  energy  to  be  exported. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
proposed  application  should,  on  or  before 
February  16.  1949.  file  with  the  Federal 
Power  Commission  a  petition  or  protest 
in  accordance  with  the  Commission's 
rules  of  practice  and  regulations  under 
the  Federal  Power  Act. 


FEDERAL  POWER  COMMISSION 

IDocket  No.  0-1160) 
Tennessee  G.as  Transmission  Co. 

ORDER  postponing  HEARING 

On  January  17.  1949.  Tennessee  Gas 
Transmission  Company  filed  a  motion 
for  a  continuance  until  March  15.  1949. 
from  the  date  set  by  order  of  the  Com- 
mission issued  in  the  above-entitled 
docket  on  December  30.  1948.  On  Janu- 
ary 18.  1949.  Hope  Natural  Gas  Com- 
pany, the  protesting  party  In  said  docket. 
Joined  in  the  motion  for  the  continuance. 
The  Commission  finds :  Good  cause  has 
been  shown  for  continuing  the  date  of 
hearing  as  set  by  the  order  issued  by  the 
Commission  in  this  docket  on  December 
30.  1948. 

The  Commission  orders:  The  hearmg 
now  set  for  January  31. 1949.  at  10  o'clock 
a  m  be  and  the  same  is  hereby  post- 
poned until  March  15.  1949.  at  10  o'clock 
a.  m..  in  the  Hearing  Room  of  the  Fed- 
eral Power  Commission,  Hurley-Wright 
Building,  1800  Pennsylvania  Avenue. 
NW.,  Washington,  D.  C. 

Date  of  Issuance:  January  27,  1949, 

By  the  Commission. 

[seal!  Leon  M.  Puquay, 

Secretary. 

(P.    R.    Doc.    49-763:    Piled,    Feb.    1.    1949; 
8:46  a.  m.| 


By  the  Commission 

[SEAL] 


Leon  M.  Fuquay, 
Secretary. 

IF     R.    Doc.    49-764:    Piled.    Feb.    1.    1949; 
8:46  a.  in.| 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


|F,    R.    Doc.    49-775;    Filed.    Feb.    1.    1949; 
8:49  a.  m.) 


[SE.AL] 


IDocket  No.  E^1571 

United  States  Dipartment  of  the 
Interior 

notice  of  order  confirming  and  approv- 
ing RATES  AND  CHARGES  FOR  SALE  OF  ELEC- 
TRIC POWER  AND  ENERGY  FROM  ALLATOONA 
PROJECT  FOR  UMITED  PERIOD 

JANUARY  28.   1949. 

Notice  Is  hereby  given  that,  on  January 
26.  1949.  the  Federal  Power  Commission 
Issued  lis  order  entered  January  25.  1949. 
in  the  above-designated  matter,  confirm- 
ing and  approving  rates  and  charges  for 
sale  of  electric  power  and  energy  from 
the  Allatoona  Project  for  limited  period. 


Leon  M.  Fuquay, 
Secretary. 


|F.    R.    Doc.    49-782;    FUed.    Feb.    1,    1'j49; 
8:50  a.  m.l 


[Docket  No.  0-7311 
Michigan  Gas  Storage  Co. 

NOTICE  OF  ORDER  MODIFYING  ORDER  ISSUING 
CERTIFICATE  OF  PUBLIC  CONVENIENCE  AND 

NECESSITY 

JANUARY   28,    1949. 

Notice  Is  hereby  given  that,  on  Janu- 
ary 26.  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  January  25, 
1949.  modifying  order  of  December  4. 
1946  « published  in  the  Federal  Register 
on  December  10.  1946  (11  F.  R.  K220>). 
Issuing  certificate  of  public  convenience 
and  necessity  In  the  above-designated 
matter. 


I  seal! 


(Docket  No.  B-61911 

LUZ  Y  FUERZA  DE  REYNOSA,  S.   A. 

NOTICE  jDF  application  FOR  AUTHORIZATION 

to  export  electric  energy 

January  28,  1949. 
Notice  is  hereby  given  that  pursuant  to 
the  provisions  of  section  202  (e)  of  the 
Federal  Power  Act,  16  U.  S.  C.  791a-825r. 
Luz  y  Fuerza  de  Reynosa.  S.  A.  on  Janu- 
ary 26,  1949,  filed  with  the  Federal  Power 
Commission  an  application  for  authori- 
zation by  the  Commission  to  export  en- 
ergy from  a  point  adjacent  to  the  Rio 
Grande  opposite  Reynosa,  Mexico  and 
near  Hidalgo.  Texas  In  quantities  up  to 
6.000.000  kilowatt  hours  per  year  at  a  rate 
not  to  eKceed  1.500  kilowatts.  This  appli- 
cation is  joined  in  by  Central  Power  and 


Leon  M.  Fuquay. 

Secretary. 


[F.    R.    Doc.    49  776;     Piled.    Feb.    1.    1949; 
8:49   a.  m.) 


(Docket  No«.  0-864.  G-E621 

Atlantic  Seaboard  Cof.p.  it  al. 

NOTICE  OF  FINDINGS  AND  ORD.R  SEVERING 
PROCEEDINGS  AND  ISSUING  CERTIFICATE  OF 
PUBLIC    CONVENIENCE    AND    NECESSITY. 

Janu.-.ry  28,  1949. 

In  the  matters  of  Atlantic  Seaboard 
Corporation  and  Virginia  Gas  Transmis- 
sion Corporation,  Docket  No.  G-«54;  and 
Tennessee  Gas  Transmission  Company, 
Docket  No.  G-962. 

Notice  is  hereby  given  tjiat.  on  January 
26.  1949.  the  Federal  Power  Commission 
issued  its  findings  and  order  entered 
January  26.  1949,  severing  proceedings 
in  Doclcet  No.  G-962  from  those  in 
Docket  No.  G-854,  and  Issuing  certificate 
of  public  convenience  and  necessity  to  f 
Atlantic  Seaboard  Corporation  and  Vir- 
ginia Gas  Transmission  Corporation, 
Docket  No.  G-854. 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


IF.    R.    Doc.    49-777;     Filed.    Feb.    1.    IC  9; 
8:49  a.  m  j 


(Project  No.  791] 

Public  Utility  District  No.  1  of 
Okanogan  Coukty,  Wash. 

notice  of  order   ACCEPTING   SURRENDER  OF 

license  (transmission  line) 

January  28.  1949. 
Notice  Is  hereby  given  that,  on  Janu- 
ary 27,  1949,  the  Federal  Powei  Commls- 


Wednesday,  February  2,  1949 

Blon  Issued  Its  order  entered  January 
25,  1949,  accepting  surrender  of  license 
(transmission  line)  in  the  above-desig- 
nated matter. 


(seal! 


Leon  M.  Fuquay, 

Secretary. 


(F.    R.    Doc.    49-781;    Filed.    Feb.    1,    1949; 
8:50  a.   m.J 


(Project  No.  1652] 
George  W.  Collins 


notice    OF    ORDER    DISMISSING    APPLICATION 

for  license  (minor) 

January  28,  1949. 
Notice  Is  hereby  given  that,  on  Janu- 
ary 27,  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  January 
25,  1949,  dismissing  application  for  li- 
cense (minor)  in  the  above-designated 
matter. 

fSEAL]  I^ON  M.  Fuquay. 

Secretary. 

(P.    R.    Doc.    49  779;    Piled.    Feb.    1.    1949; 
8:50  a.  m.J 


(Project  No.  19041 
CONNECTICUT  RiVER   PoWER  CO.  AND  NeW 

England  Power  Co. 

notice  of  order  approving  exhibits 

January  28.  1949. 
Notice  is  hereby  given  that,  on  January 
27.  1949.  the  Federal  Power  Commission 
Issued  Its  order  entered  January  25.  1949. 
approving  exhibits  in  the  above-desig- 
nated matter. 


[ seal  1 


Leon  M.  Fuqua^ 
Secretary. 


(P.    R.    Doc.    49-780;     Filed,    Feb.    1,    1949; 
8:50  a.  m.] 


(Project  No.  1997] 
Elias  Bushati 


notice  or  order  authorizing  issuance  of 
license  (minor) 

January  28,  1949. 
Notice  is  hereby  given  that,  on  January 
27,  1949,  the  Federal  Power  Commissiou 
Issued  its  order  entered  January  25,  1949, 
authoriziog  issuance  of  license  (minor) 
In  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


(F.    R.    Doc.    49-778;    Filed,    Feb.    1,    1949; 
8:49  a.  m.l 


FEDERAL  SECURITY  AGENCY 
Social  Security  Administration 

Certification  of  Mississippi  Law  to 
Secretary  of  Treasury  Pursuant  to 
Section  1602  (b)  (D  of  Internal  Rev- 
enue Code 

Whereas,  as  Commissioner  for  Social 
Security,  I  have  heretofore  certified  to 
the  Secretary  of  the  Treasury  the  un- 
employment compensation  law  of  the 
No.  21 2 


FEDERAL  REGISTER 

State  of  Mississippi  with  respect  to  the 
taxable  year  1948.  as  provided  in  section 
1603  of  the  Internal  Revenue  Code,  as 
amended;  and 

Whereas,  reduced  rates  of  contribu- 
tions were  allowable  under  the  law  of 
said  State,  as  of  December  31,  1948,  with 
respect  to  the  taxable  year  1948  only  in 
accordance  with  the  provisions  of  sub- 
section (a)  of  section  1602  of  said  Code: 

Now,  therefore,  pursuant  to  section 
1602  (b)  (1)  of  said  Code,  Uje  President's 
Reorganization  Plan  No.  2  effective  July 
16,  1946,  and  the  authority  delegated  to 
the  Commissioner  for  Social  Security  by 
the  Federal  Security  Administrator,  I,  as 
Commissioner  for  Social  Security,  here- 
by certify  to  the  Secretary  of  the  Treas- 
ury the  unemployment  compensation  law 
of  the  State  of  Mississippi  for  the  taxable 
year  1948. 

Dated :  January  17, 1949. 

[seal]  Arthur  J.  Altmeyer, 

Commissioner  for  Social  Security. 

Approved:  January  17,  1949. 

J.  Donald  Kingsley, 
Acting  Administrator. 

(F.    R.    Doc.    49-765;     Filed.    Feb.    1.    1949; 
8:46  a.  m] 

FEDERAL    TRADE    COMMISSION 

(Docket  No.  4597] 

liTiLLiNERY  Stabilization  Commission, 
Inc.,  et  al. 

ORDER  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  City  of  Washington,  D.  C,  on  the 
25th  day  of  January  A.  D.  1949. 

In  the  matter  of  Millinery  Stabiliza- 
tion Commission,  Inc.,  a  corporation,  and 
Its  officers  and  members:   Max  Meyer, 
chairman.  Paul  F.  Brissenden,  commls- 
Bioner,  Mrs.  Richard  J.  Bernhard,  com- 
missioner, and  Joseph  Lipshie,  auditor. 
Individually,   as   the  above  officers  re- 
spectively, and  as  representatives  of  the 
entire  membership  of  Millinery  Stabili- 
zation Commission.  Inc.;  Eastern  Wom- 
en's Headwear  As.<^ociatlon.  Inc..  a  cor- 
poration, and  its  officers  and  members: 
Walter  K.  Marks,  president.  Jack  New- 
man,    second     vice-president.     George 
Lesser,  third  vice-president,  David  Stein- 
berg,  fourth  vice-president,  Sam  Bru- 
bard,  treasurer,  David  Rubenstein,  sec- 
retary, and  Louis  N.  Margolin,  executive 
director,  individually,  as  the  above  offi- 
cers respectively,  and  as  representatives 
of   the   entire  membership   of  Eastern 
Women's    Headwear   Association.   Inc.; 
National  Association  oli  Ladles  Hatters, 
Inc..  a  corporation,  and  its  officers  and 
members:  G.  Howard  Hodge,  president, 
Nathan    J.    Garfunkel.    vice-president, 
Thoedore  Walther,  treasurer,  and  Sam- 
uel D.  Seideman.  secretary.  Individually, 
as  the  above  officers  respectively,  and  as 
representatives  of  the  entire  member- 
ship of  National  Association  of  Ladies 
Hatters,  Inc.;  Millinery  Manufacturers 
of  New  Jersey.  Inc.,  a  corporation,  and 
Its  officers  and  members:  Harry  A.  Baum. 
president,  Al.  Hoffman,  first  vice-presi- 
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dent.  Harold  Ruben,  second  vlce-presl-^ 
dent,    Rupert    Musyl,    treasurer,    and 
Alexander   Grossman,   executive   secre- 
tary, individually,  as  the  above  officers 
respectively,  and  as  representatives  of 
th#   entire    membership    of    Millinery 
Manf acturers  of  New  Jersey.  Inc. ;  United 
Hatters.  Cap  and  Millinery  Workers  In- 
ternational Union,  and  its  officers  and 
members:  Max  Zaritsj^,  president,  and 
Michael  F.   Green,  s^etary-treasurer, 
individually,  as  the  above  officers  respec- 
tively, and  as  representatives  of  the  en- 
tire membership  of  United  Hatters,  Cap 
and    Millinery    Workers    International 
Union;  Local  No.  24  of  United  Hatters. 
Cap  and  Millinery  Workers  International 
Union,  and  its  officers  and  members: 
Nathaniel  Spector,  manager.  Abraham 
Mendelowitz.    assistant    manager,    and 
Alexander  Rose,  secretary  and  treasurer. 
Individually,   as  the   above  officers  re- 
spectively, and  as  representatives  of  the 
entire  membership  of  Local  No.  24  of 
United  Hatters,  Cap  and  Millinery  Work- 
ers International  Union;  Local  No.  42 
of  the  United  Hatters,  Cap  and  Millinery 
Workers  International  Union,  and  its  offi- 
cers: Max  Goldman,  business  manager, 
and  Mac  Gross,  treasurer,  individually, 
as  the  above  officers  respectively,  and  as 
representatives  of  the  entire  member- 
ship of  Local  No.  42  of  the  United  Hat- 
ters, Cap  and  Millinery  Workers  Inter- 
national Union ;  Ribbon,  Silk  and  Velvet 
Association,  Inc.,  a  corporation,  and  its 
officers  and  members:  Sigmund  Klein, 
president.  Erwin  E.   Weber,  first  vice- 
president.   Edward    E.   Zlskind.   second 
vice  president.  Andrew  J.  Edgar,  treas- 
urer, and  David  Hirsch.  executive  secre- 
tary, individually,  as  the  above  officers 
respectively,  and  as  representatives  of 
the  entire  membership  of  Ribbon.  Silk 
and  Velvet  Association,  Inc.;  Hat  Block 
and  Die  Makers  Association,  Inc.,  a  cor- 
poration, and  its  officers  and  members: 
Irving  Samis,  president.  Jack  Cuming, 
vice-president,  Eugene  Pohlman.  treas- 
urer, Louis  Mehlman,  executive  secre- 
tary, and  David  Hirsch,  executive  chair- 
man, individually,  as  the  above  officers 
respectively,  and  as  representatives  of 
the  entire  membership  of  Hat  Block  and 
Die  Makers  Association,  Inc.;  Wood  Hat 
Block  Manufacturers  A.ssociatlon,  Inc., 
a  corporation,  and  its  officers  and  mem- 
bers:   Jack   Nyman,    president,    Joseph 
Buxbaum,  vice-president,  Morris  Aaron- 
son,  treasurer,  Louis  Mehlman,  executive 
secretary,  and  David  Hirsch,  executive 
chairman,  individually,  as  the  above  of- 
ficers respectively,  and  as  representatives 
of  the  entire  membership  of  Wood  Hat 
Block  Manufacturers  Association.  Inc.; 
New  York  Association  of  Wholesale  Dis- 
tributors of  Ladies'  and  Children's  Hats. 
Inc..  a  corporation,  and  its  officers  and 
members:    Max    Greenberg.    president, 
Paul     Schuman.     vice-president,     Ben 
Crelner,  secretary,  and  Isaac  L.  Sable, 
treasurer,  individually,  and  as  the  above 
officers  respectively,  and  as  representa- 
tives of  the  entire  membership  of  New 
York  Association  of  Wholesale  Distribu- 
tors of  Ladies'  and  Children's  Hats,  Inc. ; 
New  York  Buyers  Association,  Inc..  a 
corporation,  and  its  officers  and  mem- 
bers: Arthur  Mincer,  president,  Everett 
Martin,  chairman  of  the  board,  Joseph 
D.  Barzilay,  vice-president,  Leon  Mitten- 
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•thai,  treasurer,  and  Theodore  Averbach, 
secretary.  Individually,  as  the  above  offi- 
cers respectively,  and  as  representatives 
of  the  entire  membership  of  New  York 
Buyers     Association,     Inc.;      Millinery 
Manufacturers  Representatives.  Inc..  a 
corporation,  and  its  officers  and  mem- 
bers: Archie  Herman,  president.  Harry 
Peuer.    first    vice-president.    Benjamin 
Tuerk.  second  ^ce-president,  and  Sid- 
ney Loeb.  secrWary  and  treasurer,  in- 
dividually, as  the  above  officers  respec- 
tively,  and    as    representatives   of   the 
entire  membership  of  Millinery  Manu- 
facturers Representatives.  Inc. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. _    ^^ 

It  is  ordered.  That  Everett  P.  Hay- 
craft,  a  trial  examiner  of  this  Commis- 
sion, be  and  he  hereby  Is  designated  and 
appointed  to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  February  2.  1949. 
at  ten  o'clock  in  the  forenoon  of  that 
day  (eastern  sUndard  time).  In  Room 
332.  Federal  Trade  Commission  Building, 
Sixth  and  Pennsylvania  Avenue  NW.. 
Washington,  D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  trial  examiner  is  directed  to  proceed 
Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.    The 
trial  examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  include  recommend- 
ed findings  and  conclusions,  as  well  as 
the  reasons  or  basis  therefor,  upon  all 
the  ihaterial  issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
In  said  proceeding. 


By  the  Commission. 

[SEALl 


D.  C.  Danibl. 
Secretary. 


rp     R.    Doc.    49  770:    Filed,    Feb.    1,    1949; 
8:47  ■.m.| 


NOTICES 

applications  and  permitted  to  become 
effective  certain  amended  declarations 
filed  by  American  Power  b  Light  Com- 
pany ("American"),  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  and  Pacific  Power  b  Light 
Company  c  Pacific"),  and  Northwestern 
Electric     Company     ("Northwestern"), 
electric  utility  subsidiaries  of  American 
regarding  (a)  certain  capital  contribu- 
tions by  American  to  Northwestern  and 
Pacific;  (b)  the  merger  of  Northwestern 
into  and  with  Pacific;  (c)  the  retirement 
of  the  then  outstanding  preferred  stocks 
of  Northwesterrrand  Pacific  through  the 
issuance  in  exchange  therefor  by  Pacific, 
as  the  surviving  corporation,  of  new  pre- 
ferred stock  and  by  specified  cash  pay- 
ments; and  (d>  the  issuance  by  Pacific, 
as  the  surviving  corporation,  of  new  com- 
mon stock  to  American  in  exchange  for 
the  common  stocks  of  Northwestern  and 
Pacific  held  by  American;  and 

Said  order  of  April  24.  1947  having 
contained -«  reservation  of  jurisdiction 
over  the  payment  by  Pacific,  as  the  sur- 
viving corporation,  of  fees  proposed  to  be 
paid  to  Edward  Hopkinson,  Jr..  of  the 
investment  banking  firm  of  Drexel  b  Co.. 
for  services  in  cormection  with  the  pro- 
posed transaction;  said  Edward  Hopkin- 
son. Jr.  having  submitted  additional 
evidence  with  respect  to  the  services 
rendered  in  these  proceedings;  and  said 
Edward  Hopkinson.  Jr.  and  Pacific  hav- 
ing agreed  upon  the  payment  of  a  fee  of 
$7,500  subject  to  this  Commissions 
order;  and 

The  Commission  having  exammed  said 
additional  evidence  and  finding  that  the 
proposed  payment  of  a  fee  to  Edward 
Hopkinson,  Jr.  in  the  amount  of  $7,500  is 
not  unreasonable  and  finding  it  appro- 
priate in  the  public  interest  to  release 
jvuisdiction  over  the  payment  of  such 

f  ee :  ,.      i. 

It  is  ordered,  That  jurisdiction  hereto- 
fore reserved  over  the  fees  proposed  to  be 
paid  to  Edward  Hopkinson.  Jr.  for  serv- 
ices rendered  In  connection  with  these 
proceedings  be.  and  the  same  hereby  is. 

released.  *  ^      _, 

It  is  further  ordered,  That  said  order 
of  April  24.  1947.  is.  except  as  herein 
expressly  modified,  continued  In  full 
force  and  effect. 


By  the  Commission. 


[seal] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  Pile  No.  70-13311 

American  Power  and  Ught  Co.  et  al. 

ORDER  releasing  JURISDICTION  OVER 
PAYMENT  OF  CERTAIN  FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  27th  day  of  January  1949. 

In  the  matter  of  American  Power  b 
Light  Company.  Pacific  Power  b  Light 
Company.  Northwestern  Electric  Com- 
pany. Pile  No.  70-1331. 

The  Commission  having  by  order  dated 
April  24,  1947,  granted  certain  amended 


Orval  L  Dubois, 
Secretary. 


[P.    R.    Doc.    49-761;    Filed,    Feb.    1.    1949; 
8:46  a.  m.] 


IPlle  No.  64-1731 


Philadelphia  Co.  and  Standard  Gas  and 
Electric  Co. 

order  p06tponinc  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington.  D.  C, 
on  the  28th  day  of  January  1949. 

Standard  Gas  and  Electric  Company 
("Standard  Gas"),  a  registered  holding 


company  and  a  subsidiary  of  Standard 
Power  and  Ught  Corporation,  also  a 
registered  holding  company,  having  filed 
an  application  pursuant  to  section  11(e) 
of  the  Pubhc  Utility  Holding  Company 
Act  of  1935  seeking  approval  of  a  plan 
for  simplification  of  the  capiUl  structure 
of  Philadelphia  Company,  a  registered 
holding  company  and  a  subsidiary  of 
Standard  Gas.  all  as  summarized  in 
Holding  Company  Act  Release  No.  8750; 

The  Commission  on  December  23,  1948 
having  Issued  Its  notice  of  filing  of  plan 
pursuant  to  section  11  (e)  and  notice  of 
and  order  for  hearing  with  respect  to 
said  application  directing  that  a  hearing 
be  held  on  February  15,  1949;  and 

Counsel  for  Standard  Gas  having  by 
letters  dated  January  18.  1949.  and  Jan- 
uary 24, 1949.  requested  that  said  hearing 
be  postponed  from  February  15,  1949,  to 
April  5.  1949:  and 

It  appearing  appropriate  to  the  Com- 
mission that  such  request  for  postpone- 
ment should  be  granted  and  that  the 
hearing  heretofore  scheduled  for  Feb- 
ruary 15.  1949  should  be  postponed  until 

April  5.  1949: 

It  is  ordered.  That  the  hearing  in  this 
matter  heretofore  scheduled  for  Febru- 
ary 15  1949  at  10:00  a.  m..  e.  s.  t.,  at  the 
Office  of  the  Securities  and  Exchange 
Commission.    425    Second    Street    NW.. 
Washington  25.  D.  C.  be.  and  the  same 
hereby  Is.  postponed  to  April  5.  1949.  at 
the   same  time   and   place   and   before 
the  same  hearing  officer  previously  desig- 
nated     On  such  day  the  hearing  room 
clerk  in  Room  101  will  advise  as  to  the 
room,  in  which  such  hearing  will  be  held. 
It  is  further  ordered.  That  the  time 
when  any  person  desiring  to  be  heard 
in  connection  with  these  proceedings  or 
proposing  to  intervene  herein  shall  file 
with  the  Secretary  of  the  Commission  his 
request  or  application  therefor,  as  pro- 
vided by  Rule  XVn  of  the  Commission's 
rules  of  practice,  be  extended  to  and 
including  March  29.  1949. 

It  is  further  ordered.  That  Standard 
Gas  and  Electric  Company  shall  give 
notice  by  mail  of  the  postponed  hearing 
and  the  extended  date  for  requesting 
leave  to  be  heard  or  for  intervention  to 
the  holders  of  the  preferred  and  com- 
mon stocks  of  Philadelphia  Company  and 
to  the  holders  of  the  Preferred  Stock  of 
the  Consolidated  Gas  Company  of  the 
City  of  Pittsburgh  (insofar  as  the  Iden- 
tity and  address  of  such  security  holders^ 
Is  known  or  available)  at  least  15  days 
prior  to  April  5, 1949. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a 
copy  of  this  order  by  registered  mail  on 
all  persons  heretofore  served  In  this 
proceeding. 
By  the  Commission, 


[SBALl 


Orval  L.  DuBois. 
Secretary. 


[F     R.    Doc.    49-795;    Filed,    Feb.    1.    1»49: 
8;61  a.  m.] 


Wednesday,  February  2,  1949 

DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AuTHOarrT:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1946  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  P.  R.  11981. 

(Vesting  Order  12642] 

Charlotte  Posner 

In  re:  Trust  under  agreement  dated 
August  20,  1932,  between  Charlotte  Pos- 
ner. grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee.  Pile  No.  F-28- 
1426-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Charlotte  Posner  and  William 
Posner,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany^ ; 

2.  That  all  rights  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof.  In  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  August  20.  1932,  by  and  between 
Charlotte  Posner,  grantor,  and  Title 
Guarantee  and  Trust  Company,  trustee, 
presently  being  administered  by  Title 
Guarantee  and  Trust  Company,  176 
Broadway,  New  York  7,  New  York, 
trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  desigoated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant'Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-771:    Piled.    Feb.    1,    1949; 
9:13  a.  m.\ 


FEDERAL  REGISTER 

[Vesting  Order  12675] 

Lillian  von  Stauffenberg 

In  re :  Stock  and  cash  owned  by  Lillian 
von  Stauffenberg.    P-28-13850-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Lillian  von  Stauffenberg. 
whose  last  known  address  is  Amerdingen. 
Bel  No-dlingen.  Bavaria.  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2  That  the  property  described  as  fol- 
lows: 

a.  Seven  hundred  twenty-eight  (728) 
shares  of  $1  par  value  common  capital 
stock  of  Schoenhofen  Edelweiss  Com- 
pany. Chicago.  Illinois,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificates  num- 
bered TCO  112  and  TCO  127  for  six  hun- 
dred sixty-two  (662)  shares  and  sixty- 
six  (66)  shares  respectively,  registered 
in  the  names  of  Edward  R.  Tiedebohl, 
Morris  Townley  and  Albert  L.  Hopkins, 
survivors  of  the  Liquidating  Committee 
of  the  Schoenhofen  Company  under  Re- 
organization Plan  dated  August  24,  1933, 
and  presently  in  the  possession  of  the 
Attorney  General  of  the  United  States 
in  account  number  28-200,302,  together 
with  all  declared  and  unpaid  dividends 
thereon  and  any  and  all  rights  under 
the  aforesaid  Reorganization  Plan  dated 
August  24,  1933,  and 

b.  Cash  in  the  amount  of  $436.80,  pres- 
ently in  the  possession  of  the  Attorney 
General  of  the  United  States, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national 
interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended.  . 

Executed  at  Washington,  D.  C,  on 
January  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-772;    Plied,    Peb.    I,    1949; 
9:13  a.  m.] 


463 

(Vesting  Order   126831 

Richard  Hellmann 

In  re:  Trust  agreement  dated  January 
6.  1926.  between  Richard  Hellmann. 
settlor,  and  Title  Guarantee  and  Trust 
Company,  trustee,  and  amendments 
thereto  dated  December  29.  1927,  and 
February  15,  1928.  File  No.  P-28-3867- 
G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found : 

1.  That  Emma  Schwaya  (Schwayer) 
and  Fritz  Schwaya  (Schwayer),  whose 
last  known  address  Is  Germany,  are 
residents  of  Germany  and^mtionals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Emma  Schwaya  (Schwayer)  and  Fritz 
Schwaya  (Schwayer),  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  In  sub- 
partTgraphs  1  and  2  hereof  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
January  5,  1926,  between  Richard  Hell- 
mann, settlor,  and  Title  Guarantee  and 
Trust  Company,  trustee,  as  amended  on 
December  29,  1927,  and  on  February  15. 
1928,  presently  being  administered  by 
Title  Guarantee  and  Trust  Company, 
trustee,  176  Broadway,  New  York  7,  New 
York,    ' 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof 
and  the  issue,  names  unknown,  of  Emma 
Schwaya  (Schwayer)  and  Fritz  Schwaya 
(Schwayer)  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such 
personsjje  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  .at  Washington,  D.  C,  on 
January  13.^1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-773:    Filed.    Feb.    1,    194»: 
9:13  a.  m.] 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  2 — Appointment  Through  the 
Competitive  System 

Part  7 — Reinstatement 

Part  10 — Special  Transitional 
Procedures 

miscellaneous  amendments 

1.  Section  2.107  (c)  (1)  Is  amended  to 
read  as  follows: 

S  2.107    Eligible  registers.     •     •     • 

(c)  (1)  Veterans  who  were  In  the 
armed  forces  of  the  United  States  subse- 
quent to  May  1,  1940,  and  for  that  reason 
lost  eligibility  on  a  register  established 
before  March  6,  1946  and  during  the 
period  that  the  register  was  used  for 
probational  appointment,  shall  have 
their  names  entered  on  the  appropriate 
successor  register  if  they: 

(1>  Have  been  honorably  separated 
from  the  armed  forces; 

(11  >  Are  still  qualified  to  perform  the 
duties  of  the  position  for  which  the  reg- 
ister Is  used ;  and 

<iii )  Make  application  for  entrance  on 
the  register  within  90  days  after  separa- 
tion from  active  service  or  from  hospital- 
ization continuing  after  discharge  for  a 
period  of  not  more  than  one  year.  Such 
persons  shall  be  restored  to  the  successor 
register,  for  the  life  of  such  register,  in 
accordance  with  their  former  ratings  as 
augmented  by  preference  points,  except 
as  provided  in  subparagraph  (2)  of  this 
paragraph. 

2.  Subparagraph  (3>  of  5  7.103  (a>  Is 
amended  and  a  new  subparagraph  (4)  Is 
added,  as  follows: 

S  7.103  Commission  approval  required 
for  certain  reinstatements,    (a)    •    •    • 

<3)  The  person  proposed  for  reinstate- 
ment was  removed  for  cause  from  his 
last  position  In  the  Federal  or  District 
of  Columbia  Government,  unless  such 
person  Is  being  reinstated  to  his  former 
position  as  the  result  of  an  appeal  and 
decision  by  higher  authority  within  the 
agency  that  his  removal  was  unjustified 
or  unwarranted. 


(4)  The  person  proposed  for  reinstate- 
ment was  removed  at  the  specific  request 
of  the  Commission  for  any  of  the  reasons 
stated  In  §  2.104  of  this  chapter. 

3.  A  new  paragraph  (b)  Is  added  to 
S  10.102  as  follows: 

§  10.102  Reappointment  of  war  service 
indefinite  employees  during  the  transi- 
tional period.     •     •     • 

(b)  A  former  employee  who  has  ap- 
pealed from  removal  to  higher  authority 
within  the  agency,  and  whose  removal 
has  been  found  to  be  unwarranted  or  un- 
justified, may  be  reappointed  to  his  for- 
mer position,  without  meeting  the  re- 
quirements of  this  section,  provided  his 
displacement  would  not  have  already 
been  ordered  by  the  Commission. 

'R.  S.  1753,  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631,  633;  E.  O.  9830,  Feb.  24,  1947, 12  F.  R. 
1259) 

United  States  Civil  Serv- 
ice Commission, 
[seal]     H.  B.  Mitchell, 

President. 

I  P.    R.    Doc.    49-805;     Piled.    Peb.    S.    1949; 
8:56  a.  m.| 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Redesicnations  of  Certain  Parts 

Editorial  Note:  In  Parts  29,  30,  42. 
and  162  of  Title  7.  Chapter  I.  the  follow- 
ing redesignations  have  been  made; 
Part  29 

Present 
Former  designation  designation 

Sec.  Sec. 

29.051 29.1 

29.052 292 

Undesignated    paragraph      29.12     Terms 

preceding  29.13.  defined 

29.101  to  29.106-. _.  29.201  to  29.206 

29.107 29.211 

29.107(1)  to  (53).  Inclusive..  29.212  to  29.264 

29.108 29.271 

29.108  Rule  1  to  Rule  ll.-_.  29.272  to  29.282 

29.151  to  29.155 29.301  to  29.305 

29.156 29.311 

(Continued  on  next  page) 
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(Standards.  Inspections. 
Marketing  Practices ) .  De- 
partment of  Agriculture- 
Continued 
Part  162— Regulations  for  the 
enforcement  of  the  Federal 
Insecticide.    Fungicide,     and 

Rodenticide  Act 

Chapter  VIII— Production  and 

Marketing    Administration 

(Sugar  Branch).  Department 

of  Agricultufe: 

Reorganization  of  chapter 


Part  30 

Former  desiffnation 
Bee. 

30.1  (a)  to  (t)— --- 

30.2 -- - - 

30.3  to  30.11 -- • 
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466 


Part  43 

42.1  (a)  to 42.1  (h) 

42.2  (a) 

42.2  (b) 

Table  headed  "a  summary 
of  specifications". 

42.2  (c) 

42.2  (d) 


Present 
designation 
Sec. 

30.2  to  30.21 
30.31 
30.36  to  30.44 


42  2  to  42  9 
42  30 
42.31 
42.32 


42  33 
42.34 


Part  162— Appenddc 


Interpretation 


Part  29— Continued 


CONTENTS — Continued 


Page 
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470 


471 


Reclamation  Bureau 

Notices:                          ,    v.     „     . 
Annual  water  rental  charges. 
Gila  irrigation  project.  Ari- 
zona  ---- 

Sho-shone   irrigation   project. 

Wyoming 

Rural  Electrification  Administra- 
tion 

Notices:  ,       , 

Allocation  of  funds  for  loans. 

rescission 

Loan  announcements  (5  docu- 

ments) -  ^^^'  ^^^ 

CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  in  this  issue.  Proposed  rules,  as 
opposed  to  final  actions,  are  Identified  as 
such. 
Title  5— Administrative  Person-     P»8« 

nel 

Chapter  I— Civil  Service  Commis- 
sion: 
Part   2— Appointment   through 

the  competitive  system 465 

Part  7— Reinstatement 4b5 

Part    10  — Special    transitional 

procedures *"^ 

Title  7 — Agriculture 

Chapter  I— Production  and 
Marketing  Administration 
(Standards.  Inspections, 
Marketing  Practices*.  De- 
partment of  Agriculture: 
Part  29— Tobacco  inspection- - 
Part    30— Tobacco    stocks    and 

standards ^65 

Part  42— Eggs  and  egg  products 

(standards  and  grades) 4o3 


Present 

Former  designation  designation 

<^(.  Sec. 

M  156  (a)  to  (zz).— 29.312  to  29  363 

28  157  --- 29.371 

29  157  Ruirrto  Rule  13.—    29.372  to  29  384 

29  201  to  29.205 29.40    to  29  405 

29  206  - 29.411 

29.206  VaYio  (pp) ^  t^?  *° '' '"' 

09  207        -      29.461 

29.207  Rule  1  to  Rule  12....   29  462  to  29  473 

29  251  to  29.256 29.50    to  29.506 

29  257   .  29.511 

29.257'undeslgnated  defl-      29.512  to  29563 

"'"°'"'-  29  571 

S'SRuIe'Ttc'RuTeii::::  29.572  to 2».582 
29.301 29  601 


1  — 

3 

4 

S 

e 

7 

8 


162.100 
162  101 
162.102 
162.103 
162  1(M 
162.105 
162.106 


B 162.107 


Interpretation: 

10    162.108 

H    162.109 

12    162.110 

13  162.111 

14    162.112 

15   162.113 

16  ---  162.114 

17    162.115 


Chapter  VIII  — P  r  o  d  u  c  t  i  o  n  and 
Marketing  Administration  (Sugar 
Branch) 

Reorganization  or  Chapter 

Editorial  Note:  Chapter  VIII  of  Title 
7  has  been  reorganized  and  the  parts  and 
sections  have  been  redesignated  as  set 
forth  below: 


Former  designation 

80120   to  801.38 " 

801.101    to   801.109 

821.12 — 

821.05  and  821.06 " 

821.13   to  821.20- - 

801  81  Definition  of  marketing 


801.41  to  801.45- 

801.51  to  801.53 ■ 
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801.61   to  801.66 

801.91  to  601.94 - 

802  2  Determination    of    producers    who   are 
also   processors   of  sugar   beets  or   sugar- 

802  1  Di-termination  of  a  farm  for  the  pur- 
poses of  the  Sugar  Act  of  1937,  as  amended. 

802  30  Determination  of  a  farm  in  connection 
with  the  production  of  sugarcane  during 
the  crop  year  1937  for  the  Territory  of 
Haujaii. 

802.40  Definition  of  a  farm  in  Puerto  Rico. 

802.54  Definition  of  a  farm  in  the  Virgin 
Islands. 

802  11  Determination  of  sugar  oommercially 
recoverable  from  sugar  beets. 

802  21  Sugar  commercially  recoverable  from 
sugarcane  in  the  Mainland  cane  sugar  area. 


Present  designation 
Part    801— Practice    and    procedure;     sugar 

quotas:  801.1  to  801.19. 
Part  802— Practice  and  procedure;  price  and 

wage  proceedings:   802.1  to  802.9. 
Part   811 — Sugar    requirements;    contlnenUl 

United  States:  811  1. 
Part   812— Sugar   requirements   and   quptM. 
Hawaii  and  Puerto  Rico:  812.1  and  812  2. 

Part    813 Sugar   quotas   and    prorations   of 

quota  deficits:  813.1  to  813  8. 
Part  815— Marketing  of  sugar:  815.1  Market- 
ing of  sugar  produced  from  sugar  beets  and 
sugarcane    groum    in    continental    United 
States. 
Part  816— ^xcess-quota  sugar:  816.1  to  818  D. 
Part  817— Entry  of  sugar  into  the  continental 

United  States:  817.1  to  817.3. 
Part  818— Entry  of  sugar  into  the  continental 
United  States  for  re-export:  818  1  to  818  8. 
Part  819— Entry  or  marketing  of  sugar  for 

alcohol  ot  livestock  feed:  819.1  to  819.4. 
Part   821— Determination    of    producer-proc- 
essor: 821.1  Determination   of   producer^ 
processor. 
Part  822— Determination   of   a  farm;    conti- 
nental United  States:   822.1  Determination 
of  a  farm:  continental  United  States. 
Part  826 — Determination  of  a  farm;  HawaU: 
826.1  Determination  of  a  farm;  Hawaii. 

Part  827— Determination  of  a  farm;   Puerto 
Rico:  827.1  Determination     of     a     farm; 

Puerto  Rico.  „„^„ 

Part  828— Determination  of  a  farm;  Virgin 
Islands:  828.1  Determination  of  a  farm; 
Virgin  Islands. 
Part  831— Determination  of  sugar  commer- 
cially recoverable;  beet  sugar  area:  831.1 
Sugar  commercially  recoverable  from  sugar 

ParrM3— Determination  of  sugar  commer- 
cially recoverable;  mainland  cane  area. 
833.1  Sugar  commercially  recoverable  from 
moiniand  sugarcane. 
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Former  designation 

802.22  Fair  and  reasonable  prices  for  the  1948 
crop  of  Louisiana  sugarcane. 

802.32  Fair  and  reasonable  prices  for  the  1949 
crop  of  Hawaiian  sugarcane. 

802  42  Fair    and    reasonable    prices    for    the 
1948-49  crop  of  Puerto  Rican  sugarcane. 

802  63  Fair  and  reasonable  prices  for  the  1949 
crop  of  Virgin  Islands  sugarcane. 


RULES  AND  REGULATIONS 

Present  designation 

Part  874— Determination  of  prices;  sugar- 
cane; Louisiana:  874.1  Fair  and  reasonable 
prices  for  the  1948  crop  of  Louisiana  sugar- 
cane. 

Part  876 — Determination  of  prices:  sugar- 
cane; Hawaii:  878.1  Fair  and  reasonable 
prices  for  the  1949  crop  of  Hawaiian  sugar- 
cane. 

Part  877— Determination  of  prices;  sugar- 
cane- Puerto  Rico:  877.1  Fair  and  reason- 
able'prices  for  the  1948-49  crop  of  Puerto 
Rican  sugarcane. 

Part  878— Determination  of  prices;  sugar- 
cane- Virgin  Islands:  878.1  Fair  and  rea- 
sonable prices  for  the  1949  crop  of  Virgin 
Islands  sugarcane. 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

California 
cl.vssification  order 

J.ANUARY  21.  1949. 

1  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Manacement.  by  Order  No.  319  dated 
July  19.  1948  '43  CPR  50.451  (b»  <3).  13 
F  R.  4278).  I  hereby  cla.ssify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609  >  a.s  amended  July  14.  1945  <59  Stat. 
4G7  43  U  S.  C.  section  682a ) .  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles.  California,  land 
district,  embracing  80  acres. 
California  Sm.vll  Tract  Classification  No. 
117 

For  lease  and  sale  for  all  purposes  men- 
tioned lu  the  act  except  business. 

T.  6  N..  R.  5  W..  S.  B.  M.. 
Sec.  2.  Lots  1  and  2. 

2  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  November  8.  1948. 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
1000  a.  m..  March  25.  1949.  At  that 
time  such  land  shall,  subject  to  valid  ex- 
isting rights,  become  subject  to  applica- 
tion as  follows:  , 

(a)  Ninetv-day  preference  period  lor 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  March  25.  1949.  to  the  close 
of  business  on  June  23.  1949. 

(b)  Advance  period  for  veterans  si- 
multaneous filings  from  8:30  a.  m..  No- 
vember 8.  1948.  to  the  close  of  business 
on  March  25.  1949. 

'4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  June  24.  1949. 

(a>  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m.. 
November  8. 1948,  to  the  close  of  business 
on  June  24.  1949. 

5  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  <b)  and  4  (a) 
Will  be  treated  as  simultaneously  filed. 


6.  All  of  the  land  will  be  leased  in  tracts 
of  approximately  5  acres,  each  being 
approximately  330  by  660  feet,  the  longer 
dimensions  to  extend  north  and  south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted in  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5  00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of.  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $15.00 
an  acre,  application  for  which  may  be 
filed  at  or  after  the  expiration  of  one 
year  from  date  the  lease  is  issued. 

10.  Leases  and  patents  will  be  subject 
to  easements  for  rights  of  way  for  roads 
and  public  utilities  as  follows: 


T.  6  N.,  R.  5  W..  S  B.  M..  Sec.  2.  E>i  lot  2  of 
NE'4.  33  feet  on  north  and  east  boundaries. 
16 '2    ^eet    on    south    and    west    boundaries; 
W 2  lot  2  of  NE'4,  33  feet  on  north  and  west 
boundaries,    16 '2    feet    on    south    and    east 
boundaries:   W>2    lot   1   of  NE^.  33  feet  on 
west  boundary.  16' j  feet  on  north,  south  and 
cast  boundaries:  E' 2  lot  1  of  NE'4.  33  feet  on 
cast  boundary.  16' 2  feet  on  north,  south  and 
west  'boundaries;  NE'  +  SE',.  33  feet  on  east 
boundary.  16'-  feet  on  north,  south  and  west 
boundaries;     NW'4SE'4.    33    feet    on    west 
boundary.  16 '2  feet  on  north,  south  and  east 
boundaries;  SW'4SE'i.  33  feet  on  south  and 
west  boundaries.  16',  feet  on  north  and  east 
boundaries;  SEi4SE'4.  33  feet  on  south  and 
east  boundaries.  16' »  feet  on  north  and  west 
boundaries. 


11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. Di.strict  Land  Office.  Los  Angeles. 

California. 

L.  T.  Hoffman. 
Regional  Administrator. 

[F     R.    Doc.    49-789;    Filed.    Feb.    2,    1949; 
8:46  a.  m.) 


California 
classification  order 

January  21,  1949. 
1  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  ^43  CFR  50.451  (b)  (3).  13 
P  R  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609  >  as  amended  July  14.  1945  (59  Stat. 
467  43  U  S.  C.  section  682a  >.  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles,  California,  land 
district,  embracing  78.77  acres. 

California  Small  Tract  Classiftcatiow 

No.  122 
For  lease  and  sale  for  all  purposes  men- 
tioned in  the  act  except  business. 

T.  1  S  .  R    5  E.,  8.  B.  M.. 

Sec.  4.  Lots  3  and  4. 

Sec  8  N'.NW'4NW'4NW'4.  SE'4NW»4 
NE-;.  NE'4SW>4NE'4.  W'2SW'.4SWVi 
NE>4.  NE'4NE'4SW'4.  E',2SE'4NE«/4 
SW'4. 

2  As  to  applications  regularly  filed 
prior  to  11:15  a.  m..  April  12.  1948.  and 
are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
1000  a.  m.,  March  25. 1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights.  be<»me  subject  to  application  as 

follows:  ,  J  »^» 

(a)  Ninety-day  preference  period  for 

qualified  veterans  of  World  War  II  from 

10:00  a.  m..  March  25.  1949,  to  the  close 

of  business  on  June  23.  1949. 

(h)  Advance     period     for     veterans 

simultaneous  filings  from   11:15  a.  m.. 

April  12.  1948.  to  the  close  of  business 

on  March  25.  1949. 

4  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  June  24.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  11:15  a.  m., 
April  12.  1948.  to  the  close  of  business  on 
June  24.  1949.  . 

5  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b>  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  arid 
south.exceptintheN'2NW'4NW4NW'/4 
and  NE»4SWV4NE'4  Sec.  8.  where  they 
run  east  and  west. 

7  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8  Where  only  one  five-acre  tract  in  a 
ten- acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending In  the  same  direct  ion  will  be  ac- 
cepted in  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
in  paragraph  6. 
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9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $10.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from  date 
the  lease  is  issued. 

10.  Tracts  will  be  subject  to  rights 
of  way  not  exceeding  16 '2  feet  in  width 
along  or  near  the  edges  thereof  for  road 
purposes  and  public  utilities.  Such 
rights  of  way  may  be  utilized  by  the  Fed- 
eral Government,  or  the  State,  County 
or  municipahty  in  which  the  tract  is 
situated,  or  by  any  agency  thereof.  The 
rights  of  way  may.  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office.  Los  Angeles, 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

[P.    R.    Doc.    49-783;    Filed.    Feb.    2,    1949; 
8:45  a.  m.] 


Nevada 
classification  order 

January  21. 1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3),  13 
F.  R.  4278  > .  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
fi09».  as  amended  July  14.  1945  <59  Stat. 
467.  43  U.  S.  C.  section  682a » .  as  herein- 
after indicated,  the  following  described 
land  in  the  Carson  City.  Nevada,  land 
district  embracing  120  acres, 

Nevada   Small  Tract  Classification   No.    15 

For  lease  and  sr.lt  for  homesltes  only. 

T.  21  S.,  R.  61  E..  M.  D.  M  . 

Sec.        28.        E'2SW'4mV'4,'     SE'^NW";, 
SW«4NE'4,  Ei.2NW'4SW'4. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  March  18.  1946,  and 
are  for  the  type  of  site  for  which  the 
land  is  cla.ssified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  March  25.  1949.  At 
that  time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  ap- 
plication as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  March  25.  1S49,  to  the  close  of 
business  on  June  23,  1C49, 

(b>  Advance  period  for  veterans' 
simultaneous  ftlines  from  8:30  a.  m., 
March  18.  1946.  to  the  close  of  business 
on  March  25,  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  becom.e  subject  to  ap- 
plication under  the  Small  Tract  Act  by 


FEDERAL  REGISTER 

the    public    generally,    commencing    at 
10:00  a.  m.,  June  24.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m., 
March  18,  1946,  to  the  close  of  business 
on  June  24,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  (b>  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  lU  acres  each  in  the  E'2SWi4- 
NW'4,  EV2NE',:,SWy4,  the  longer  dimen- 
sion to  extend  north  and  south;  and 
.square  tracts  of  2'2  acres  each  in  the 
SE'iNWi4.  SWUNE'i,  conforming  to 
the  rectangular  system  of  survey. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespec- 
tive of  the  direction  of  the  tract,  pro- 
vided the  tract  conform.s  to  or  is  made 
to  conform  to  the  area  and  the  dimen- 
sions specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwith-standing  the  direction  speci- 
fied in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$150.00  an  acre,  application  for  which 
may  be  filed  at. or  after  the  expiration 
of  one  year  from  date  the  lease  is  issued. 

10.  Leases  and  patents  will  be  subjected 
to  easements  for  rights  of  way  for  roads 
and  public  utilities,  to  conform  to  the 
width  and  location  shown  in  the  follow- 
ing tabulations: 

T.  21  S.,  R.  61  E.,  M.  D.  M. 

Sec.  28.  N'iSW>4NE'4.  33  ft.  on  north  and 

cast   boundaries  and   16'i    ft.  on  south 

and  west  boundaries; 
8'^SW'4NE'4,    33    ft.   on    south    and   east 

boundaries   and    16 'i    ft.  on   north   and 

west  boundaries: 
NV2SE'4NWV4.  33  ft.  on  north   boundary 

and    16 '2    ft.   on   south,   east    and   west 

boundaries; 
S'^SE'4NWi,4.  33   ft.  on   south   boundary 

and    16>/2    ft.   on   north,   east   and    west 

boundaries; 
NE',4SW'/4NWi4,  33  ft.  on  north  and  west 

boundaries   and   16!/^    It.  on  south   and 

east  boundaries; 
SE'4SWi4NWi4.  33  ft.  on  west  boundary 

and  16 '/i    ft.  on  north,  south  and  east 

boundaries; 
NE'4NWV4SWi4.  33  ft.  on  east  and  west 

boundaries  and   16 Vi   ft.  on   north   and 

south   boundaries; 
SE'4NWi4S\Vi4,  33  ft    on  south,  east  and 

west  boundaries  and   16 '2   ft.  on  north 

boundary. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office,  Carson  City, 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

IF.    R.    Doc.    49  790;    Piled,    Feb.    2,    1949; 
8:46  a.  m.l 
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Nevada 
classification  order 

January  21,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19,  1948  '43  CFR  50.451  (b)  «3),  13 
F.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609),  as  amended  July  14,  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a),  as  herein- 
after indicated,  the  following  described 
land  in  the  Car.son  City,  Nevada,  land 
di.strict;  embracing  560  acres, 

Nevada  Small  Tract  Classification  No.  16 

For  lease  and  sale  for  homesltes  only. 

T.  21  S..  R.  61  E  .  M.  D   M  . 

Sec.  13.  W'.^NE'4,  NW4.  and  S'i. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  March  18,  1946.  and 
are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  March  25,  1949.  At 
that  time  such  land  shall,  subject  to 
valid  existing  rights,  become  subject  to 
application  as  follows: 

■  (a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  March  25,  1949.  to  the  close 
of  busine.ss  on  June  23.  1949. 

<b»  Advance  period  for  veterans'  si- 
multaneous filings  from  8:30  a.  m., 
March  18.  194G.  to  the  clo.se  of  business 
on  March  25,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  June  24,  1949. 

<a»  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m., 
March  18.  1946.  to  the  close  of  business 
on  June  24,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  »b»  and  4(a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Wiiere  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  speci- 
fied in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $10.00 
an  £Cie,  apjjlical.c  1  for  v.hlcli  may  be 
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filed  at  or  after  the  expiration  of  one 
year  from  date  the  lease  Is  issued. 

10  Leases  and  patents  will  be  subject 
to  easements  for  rights  of  way  for  roads 
and  public  utilities  as  follows: 

T   21  S..  R.  61  E..  M.  D.  M.  Sec.  13,  NW'i 
^fE' ,    33  feet  on  north  and  east  boundaries. 
16',  'feet   on    south    and    west    boundaries; 
BW'4NE'4,  33  feet  on  east  boundary.  16' j  leet 
on  north,  south,  and  west  boundaries;  N4 
NW'4    33  feet  on.north  and  west  boundaries. 
16>.,    feet    on    south    and    east    boundaries; 
S',NW'4.   33    feet    on   west    boundary.    16' j 
feet  on   north,  south   and  east  boundaries; 
N'jSW*   33  feet  on  west  boundary.  16' j  feet 
on   north,  south   and   east   boundaries;   S', 
SW'4    33  feet  on  south  and  west  boundaries. 
16'.    feet    on    north    and    east    boundaries; 
NE'4SE>4    33  feet  on  north  and  east  bound- 
aries   16' J    feet   on  south  boundary;    NW'4 
SE'4'    16' i    feet   on   north,  south   and   west 
boundaries;    S',SE>4.  33   feet  on  south   and 
east  boundaries.  16 '2  feet  on  north  and  west 
boundaries. 

11  All  inquiries  relating,  tc  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Carson  City, 

Nevada. 

L.  T.  Hoffman. 
Regional  Administrator. 

|F.    R.    Doc.    49  791:     Filed.    Feb.    2,    1949; 
8:46  a.  ni.| 


Bureau  of  Reclamation 

I  Public  Notice  571 

Shoshone  Irrigation  Project.  Willwood 
Division,  Wyoming 

PUBLIC   NOTICE    OF    ANNUAL    WATER    RENT.AL 
CHARGES 

November  22.  1948. 

1  Water  rental.  Irrigation  water  will 
be  furnished  upon  a  rental  basis  during 
the  irrigation  season  of  1949  and  there- 
after until  further  notice  to  the  irrigable 
lands  under  Public  Notice  of  the  Will- 
wood  Division.  Shoshone  Project.  Wyo- 
ming. ^  , 

2  Charges    and    terms    of    payment. 
The    minimum    water    rental    charge, 
whether  water  is  used  or  not,  shall  be 
$300   per  irrigable   acre   providing   the 
United  States  continues  to  operate  the 
irrigation  works,  or  $2.50  per  irrigable 
acre  in  the  event  that  a  contract  is  duly 
approved  by  the  water  users  and  exe- 
cuted on  behalf  of  the  United  States  and 
the  Willwood  Irrigation  District,  under 
which  the  District  a.ssumes  the  opera- 
tion and  maintenance  of  the  Willwood 
D.vision  for  the  irrigation  season  of  1949. 
In  the  event  the  water  users  operate  the 
division,  the  Willwood  Irrigation  District 
is  hereby  authorized  to  charge,  collect, 
and  retain  water  rental  charges  for  the 
delivery  of  water  in  accordance  with  the 
contract  and  this  notice.     Payment  of 
the  appropriate  water  rental  charge  will 
entitle  the  water  user  to  two  and  one- 
half  acre  feet  of  water  per  irrigable  acre. 
Additional  water,  if  available,  will   be 
furnished  during  the  irrigation  season 
at  the  rate  of  $1  25  per  acre  foot.  ,The 
minimum  charge  shall  be  payable  in  ad- 
vance on  March  1  of  1949  and  January  1 
of  each  subsequent  year,  and  no  water 
will   be  delivered   until  such  charge  is 
paid  in  full.    The  charge  for  additional 
uater  shall  be  payable  on  December  1  of 
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the  year  on  which  such  additional  water 
is  delivered.  _. 

3   Discounts      and      penalties.      For 
charges  payable  to  the  United  States  dis- 
counts and  penalties  will  be  applied  as 
follows:   If   payment  of  the  minimum 
charge  is  made  on  or  before  March  1  of 
1949  or  January   1  of  any  subsequent 
year  a  discount  of  five  per  cent  of  such 
charge  will  be  allowed.    If  payment  of 
the  charge  for  additional  water  is  made 
on  or  before  December  1,  of  the  year  in 
which  used,  a  discount  of  five  per  cent  of 
such  charge  will  be  allowed.    If  payment 
of  the  minimum  charge  is  not  made  on 
April  1  of  each  year,  and  if  payment  for 
additional  water  furnished  to  any  lands 
is  not  made  on  March  1,  subsequent  to 
the  year  in  which  such  additional  water 
is  delivered,  there  shall  be  added  on  the 
following  day  a  penalty  of  one-half  of 
one  per  cent  of  the  amount  unpaid  on 
the  first  day  of  each  calendar  month 
thereafter  so  long  as  such  default  shall 
continue,  and  no  water  will  be  delivered 
until  all  charges  and  penalties  have  been 
paid  in  full.    While  no  discounts  will  be 
applied  on  charges  payable  to  the  Will- 
wood  Irrigation  District,  penalties  for  de- 
linquent payments  will  be  applied  in  ine 
manner  outlined  above.    ^        ^  . 

4  Place  of  pavment.  By  subsequent 
notice,  water  u.sers  will  be  advised  of 
execution  or  failure  of  execution  of  the 
contract  mentioned  in  paragraph  2.  and 
the  place  and  applicable  rate  of  pay- 
ment. 

(Act  of  June  17,  1902.  32  Stat.  388.  as 
amended  or  supplemented) 


W.  W.  Rawlings. 
Acting  Regional  Director. 

IP.    R.    Doc.    49-785;    Filed.    Feb.    2.    1949; 
845  a.  ml 
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Gila    Irrigation   Project.   Yuma   Mesa 
Division.  Arizona 

PUBLIC    NOTICE    OF   ANNUAL    W.ATER    RENTAL 
CHARGE 

January  3.  1949. 
1    Water  rental.    Irrigation  water  will 
be  furnished,  when  available  and  where 
the    progress   of    construction    contem- 
plated herein  will  permit,  upon  a  rental 
basis  under  approved   applications   for 
temporary  water  service  from  and  after 
January   1.   1949.   and   thereafter   until 
further  notice,  to  lands  in  the  Yuma 
Mesa  Division  situate  within  the  North 
and  South  Gila  Valleys;  to  public  lands 
in  said  Division  under  Pumping  Plant  No. 
1    and  also  to  those  private  and  State 
lands  in  said  Division  under  Pumping 
Plant  No.  1  described  below : 
Private  Lands 

GILA    and    salt   HIVER    MERIDIAN.    ARIZONA 

T  8  S..  R  23  W. 

Sec.  33.  S'iSEf.4  „      ,  o    n 

Sec.  34.  SW'4.  NW^SE'/i  lying  S.  of  S.  P. 

R    R. 

T.  9  S  ,  R.  22  W. 

Sec.   3.  E',SW'4  ,  o    „    T,    o 

Sec    5    E'-SW'»   Ivlng  8.  of  S.  P.  t\    R 
Sec.   6.  W"'2SW'4.  SWV4NWU    lying  3-  °^ 

a.  p.  R.  R. 

Bee.  8.  N'iNE'i,   N'iNWVi 
Sec.  9,  Nla.  NW'^SE'.i 


Sec.  17.  NWUNWVi 
Sec.  19,  EVi 
Sec.  20,  E|.,8W% 
Sec.  29,  W  1,2 NW'4 
Sec.  30.  SE'/4NW'4,  NE^4 
Sec.  31,  S'/a8W'/4 
T.  9  S.,  R.  23  W. 
Sec.  1.  S'i 
Sec.  3,  W'i 

Sec   4    NE'4.  N'.SE'i.  E'',SW>i 
Sec.'    16.    N>,NE',4SE>4.    NWV46Wy«.    N',, 
N'/iS'iSW'* 

Sec.  25.  SE'4 

Sec.  35.  E'i  ,.„.,♦ 

Sec.  36.  W'j.  E'a  lying  W.  of  A-7.4  lat. 

T.  10  B..  R  22  W. 

Sec    6.  W',NW«4 
T.  10  S.  R   23  W.  ^^,, 

Sec.  1.  NW'4NE'4.  SW'i.  W'iSEV* 

Sec.  16.  NW!4.  N'jNE',; 

State  Lands 

GILA   AND   SALT   BIVIR   MERIDIAN.   ARIZONA 

T.  9  S..  R.  22  W. 

Sec.  30.  SW'4 
T   Q  S    R   23  W 

sec  'le'.  W'jNE'i,    S'/iNEiiSEV*.   8'^N»^ 
S'2SW'4.  S'jSViSWVi 
T.  10  S..  R.  23  W. 

Sec.  2.  All. 

2  Charges  and  terms  of  payment. 
Water  rental  charges  shall  be  payable  in 
advance  of  the  delivery  of  water  at  rates 

as  follows:  ,,       _,  , 

la)  For  lands  in  the  Yuma  Mesa  Divi- 
sion situate  within  the  North  and  South 
Gila  Valleys  irrigated  hereunder  before 
July  1  of  any  year,  the  minimum  charge 
shall  be  $3.00  per  acre  for  each  acre  of 
land  for  which  water  service  is  requested, 
payment  of  which  wUl  entitle  the  appli- 
cant to  4  acre-feet  of  water  per  acre; 
additional  water  will  be  furnished  at  the 
rate  of  $0.75  per  acre-foot.    For  such 
lands  not  irrigated  before  July  1  of  any 
year  but  receiving  water  after  that  date, 
the  minimum  charge  shall  be  $1.50  per 
acre  for  each  acre  of  land  for  which 
water  service  is  requested,  payment  of 
which  will  entitle  the  applicant  to  2  acre- 
feet  of  water  per  acre;  additional  water 
will  be  furnished  at  the  rate  of  $0.75  per 
acre-foot. 

(b>  For  public  lands  in  the  Yuma  Mesa 
Division  under  Pumping  Plant  No.  1 
leased  for  a  portion  of  a  calendar  year, 
unless  otherwise  stipulated  in  the  lease, 
there  will  be  a  charge  of  $0.75  per  acre- 
foot  for  the  first  8  acre-feet  of  water 
ordered  and  a  charge  of  $0.85  per  acre- 
foot  for  all  additional  water  ordered. 

(c)  <i>  For  the  remaining  lands  in  the 
Yuma  Mesa  Division  under  Pumping 
Plant  No.  1  irrigated  hereunder  before 
July  1  of  any  year,  the  minimum  charge 
shall  be  $6  00  per  acre  for  each  acre  of 
land  for  which  water  service  is  requested, 
payment  of  which  will  entitle  the  appli- 
cant to  8  acre-feet  of  water  per  acre. 
Additional  water  will  be  furnished  at  the 
rate  of  $0  85  per  acre-foot. 

(c)  (li)  If  applicant  so  requests,  one- 
half  of  said  minimum  charge  may  be 
paid  on  January  3.  1C49.  or  at  such  time 
prior  to  July  1,  1949,  as  the  application 
for  temporary  water  service  may  be  filed, 
which,  upon  approval,  shall  entitle  the 
applicant  to  4  acre-feet  of  water  per  acre. 
The  balance  of  said  minimum  charge 
shall  be  paid  on  July  1.  1949.  or  at  such 
time  as  applicant  requires  more  than  4 
acre-feet  of  water,  whichever  is  sooner, 
which  shall  entitle  the  applicant  to  an 
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additional  4  acre-feet  of  water  per  acre. 
Water  In  excess  of  8  acre-feet  will  be 
furnished  at  the  rate  of  $0.85  per  acre- 
foot. 

(d)  For  the  remaining  lands  in  the 
Yuma  Mesa  Division  under  Pumping 
Plant  No.  1  not  irrigated  hereunder  be- 
fore July  1  of  any  year  but  receiving 
water  after  that  date,  there  will  be  a 
charge  of  $0.75  per  acre-foot  for  the 
first  4  acre-feet  of  water  ordered  during 
that  year  and  a  charge  of  $0.85  per  acre- 
foot  for  all  additional  water  ordered  dur- 
ing that  year. 

3.  The  charges  set  out  in  paragraph  2 
above  shall  be  applicable  to  sprinkler 
Irrigation  as  well  as  to  other  irrigation 
methods.  Water  ordered,  whether  for 
sprinkler  irrigation  or  for  irrigation  by 
any  other  method,  shall  be  measured  at 
the  turnout  where  delivery  is  made  to  the 
applicant. 

4.  The  presently  constructed  distribu- 
tion .system  for  lands  In  the  Yuma  Mesa 
Division  under  Pumping  Plant  No.  1  gen- 
erally provides  single  turnout  facilities 
for  legal   subdivisions  of  private  lands 
comprising  approximately  80  gross  acres. 
Under  present  plans  the  Bureau  contem- 
plates   the    construction    of    additional 
water  service  facilities  upon  application 
therefor.  5ubject  to  the  conditions  stated 
below,  for  units  lacking  individual  water 
service  facilities  which  constitute  por- 
tions of   such  subdivisions   and   which 
comprised  not  less  than  approximately 
40  grass  acres  as  of  December  31.  1947, 
according  to  records  of  the  County  Re- 
corder of  Yuma  County,  Arizona.    Each 
request  for  the  construction  of  such  fa- 
cilities shall  be  accompanied  by  a  deposit 
of  the  minimum  per-acre  charge  men- 
tioned in  paragraph  2  (o  (i)  above  and 
by  evidence  satisfactory  to  the  superin- 
tendent of  the  Gila  Project  that  the  ap- 
plicant will  proceed  as  expeditiously  as 
practicable  with  the  agricultural  devel- 
opment of  the  unit.    Such  construction 
will  be  limited  to  the  extent  deemed  by 
the  Bureau  to  be  practicable  and  prose- 
cution  thereof   will   be  subject   to   the 
availability  of  funds  therefor;  such  con- 
struction will  be  scheduled  for  comple- 
tion within  six  months  from  the  approval 
of  such  request.     Upon  approval  of  such 
request,    the    above-mentioned    deposit 
shall  be  credited  to  the  applicant's  ac- 
count   and    thereafter   applied    against 
charges  made  pursuant  to  paragraphs  2 
<c)  (1)  or  2  (d)  above  in  connection  with 
water  delivered  to  said  unit.    The  Bu- 
reau does  not  presently  contemplate  the 
construction  of  facilities  in  the  North 
and  South  Gila  Valleys  for  the  distribu- 
tion of  water  under  this  notice. 

5.  Except  as  otherwise  provided  In  the 
Reclamation  Laws  (act  of  June  17,  1902. 
32  Stat.  388,  as  amended  or  supple- 
mented) no  water  will  be  delivered  here- 
under to  any  lands  which  constitute 
"excess  lands"  within  the  meaning  of 
said  laws. 

6.  Applications  for  temporary  water 
service  may  be  made  by  the  landowner 
or  by  anyone  who  presents  evidence  sat- 
isfactory to  the  superintendent  of  the 
Gila  Project  that  he  Is  the  tenant  or 
lessee  of  the  land  for  which  water  Is  re- 
quested, or  that  he  has  been  authorized 
by  the  owner  to  make  a  water  rental  ap- 
plication for  such  land. 
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7.  Applications  for  temporary  water 
service  and  the  payments  required  by 
this  notice  will  be  received  at  the  office  of 
the  Superintendent,  Gila  Project.  Yuma. 
Arizona. 

fAct  of  June  17.  1902,  32  Stat.  388,  as 
amended  or  supplemented) 

C.  A.  BiSSELL. 

Acting  Regional  Director. 

(F.    R.    Doc.    49-786;    Filed,    Feb.    2.    1949; 
8:46  a.  m.) 


Office  of  the  Secretary 

Cheyenne  River  Reservation.  South 
Dakota 

order  amending  order  of  restoration 
dated  june  12,  1941 

Pursuant  to  authority  contained  In 
-sections  3  and  7  of  the  act  of  June  18 
1934  (48  Stat.  984),  Departmental  Order 
of  June  12,  1941  (6  F.  R.  3300).  restoring 
certain  undisposed  of  surplus  opened 
lands  on  the  Cheyenne  River  Reserva- 
tion. South  Dakota,  to  tribal  ownership, 
is  hereby  amended  by  adding  thereto  the 
following  described  lands: 

BLACK  HILLS  MERIDIAN 

T.  16  N..  R.  18  E. 

Sec.  l.S'2 

Sec.  11.e'>2,SW'/4 

Sec.  12.  E'2 

Sec.  13.SE'4.SWl4NW'^ 

Sec.  14.  NE'4 
T.  17  N..  R.  18  E 

Sec.  30,  Lots  3.  4.  E'2SW>4.  NE'i 
T.  16  N..  R.  20  E. 

Sec.3.SEi4SEV4 

Sec.  10.  NEI4 

Sec.  14,  N'iNE'4.SE',4NE'4 
T.  17  N..  R.  20  E. 

Sec.    3.    Lots    7.    8.    S'jNE'^,    SE'4NW'4., 
E'2SE'4.  SW>4SE>4 

Sec.  9.  E'2SW>4,  SW'4SE'4 

Sec.  IO.SW'4.  W'2SE'4 

Sec.  12.  8W '4 NW'4 

Sec.  13.  SW'4 

Sec.  14.  SE'4 

Sec.  15.  W',2NEV4 

Sec.  22,  W' 2 

Sec.  24.  NW;,  SE'4 

Sec.  25.E'2NE'4.NE',4SW',4 

Sec.  26.  SEI4 
T.  17  N..  R.  21  E. 

Sec.  31.  Lots  3,  4,  E'^SWf^ 

containing  a  total  of  4.284.96  acres. 
tSEALl  J.  A.  Kruc, 

Secretary  of  the  Interior. 
January  10.  1949. 

(P.    R.    Doc.    49-787;     Filed,    Feb.    2.     1949; 
8  46  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Aciministration 

I  Administrative  Order  1749) 

Allocation  of  Funds  for  Loans, 
Rescission 

December  31,  1948. 

I  hereby  amend : 

(a)  Administrative  Order  No.  1559, 
dated  July  16.  1948,  by  rescinding  the 
allocation  of  $5,000  therein  made  for 
Texas  12TC  Gilmer. 

[seal]  Claude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49-797;    Filed.    Feb.    2.    1949; 
—     -     8;47  a.  m.]  
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(Administrative  Order  1777] 

Loan  Announcement 

January  13.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Oklahoma  28G.  K,  L  Pawnee $835,  000 


[seal]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.    49-798:     Filed.    Feb.    2      1919- 
8:47  a.  m.j 


(Administrative  Order  1778] 
Loan  Announcement 

J.ANU.ARY    13,    1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  followin:? 
designation  has  been  signed  on  behalf  uf 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Georgia  42N  Toombs $155,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-799;     Filed,    Feb.    2.     1949- 
8:47  a.  m.] 


(Administrative  Order  1779] 
Loan  Announcement 

January  13.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
design^n  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 
Texas  7P  Bell. _ 


Amount 
$162,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


(F.    R.    Doc.    49-800;     Filed.    Feb.    2,    1943- 
8:47  a.  m.J 


(Administrative  Order  1780] 

Loan  Announcement 

January  13,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Alabama  47B,  C  Arab 


Amount 
$160,  000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


IF.    R.    Doc.    49  801;    Filed.    Feb.    3,    1919; 
8:47  a.  m.| 
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(Admlnlstrfttlvc  Order  17811 
Loam  Announcement 


JANTJARY    13.    1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  o^Jjehalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Ma^OOO 

Florida  23L  Levy. $225.  oou 

rsEALl  CLAUDE  R.  WiCKARD. 

'^**^  Administrator. 

IP     R     DOC.    40  802:     Filed.    Feb.    2.    1949; 
'  8:47  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

|Reg..  Serial  No.  OR-131 

BUREAU   OF  ECONOMIC  REGULATION 

DELEGATIONS  OF  AUTHORITY 

As  a  result  of  experience  in  the  admin- 
istration of  the  Civil  Aeronoutics  Act  of 
im  \s  amended,  the  Board  has  found 
that  much  of  its  work  in  connection  with 
certain  routine  approvals  could  be  del- 
egated to  the  stafi  to  the  advantage  of 
the  public  and  the  industry  regulated  by 
the  Board,  as  well  as  to  the  advantage  of 
the  Board  and  its  staff. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  on  January  27 
i949  hereby  amends  the  Organizational 
Regulations  .formerly  14  CFR  Part  301. 
as  follows,  effective  immediately. 

By  adding  the  following  new  para- 
graph.^ to  the  section  titled  Delegations 
of  Authority  (formerly  §  301.2) : 

,g)  Director.  Bureau  of  E^onoynic 
Regulation:  free  and  reduced  rate  trans- 
toLtion.  The  Director.  Bureau  of  Eco- 
nomic Regulation  tor  such  staff  membei 
SfThe  Bureau  of  Economic  Regulation  as 
he  ma? designate),  acting  with  the  con- 
currence of  the  Generaj  Counse^  such 


NOTICES 

lation  (or  such  staff  member  of  the  Bu- 
reau of  Economic  Regulation  as  he  may 
designate),  acting  with  the  concurrence 
of  the  General  Counsel   (or  such  stan 
member  of  the  Bureau  of  Law  as  he  may 
designate)  on  legal  aspects,  is  authorized 
to  approve  with  appropriate  c()nditions 
in  the  Board's  order  of  approval,  all  ap- 
plications for  approval  of  interlocking 
relationships  filed  under  section  409  *«;' 
of  the  act.  where  clear  precedents  have 
already  been  established  by  the  Board, 
with  respect  to  the  following  relation- 
ships : 

1  Between  Railway  Express  Agency.  Inc. 
and  other  companies,  except  relationships 
with  air  carriers; 

2  Between  air  carriers  and  local  transpor- 
tation companies,  communication  com- 
panies, pipe-line  companies,  bridge  com- 
panies, or  tug  and  barge  companies. 
^  3.  Between  air  carriers  ^nd^.^^f^P^".^' 
owned  or  controlled  by  a  substantial  number 
of  air  carriers; 

4    Between  air  carriers  or  between  air  car 
Tiers  and  other  companies  falling  within  the 
scope  of  section  408  of  the  Act  where  a  con- 
trol   relationship    has    been    previously    ap- 

^Ttt^^n^  reamer,  -pother  co^ 
panles  falling  within  the  ^^ope  of  Section  408 
of  the  Act  where  a  control  relationship  ex- 
isted at  the  time  of  the  passage  of  the  Act. 

""e  Between  air  carriers  and  companies  en- 
gaged in  the  sale  or  distribution  of  aircraft 
not  suitable  for  use  by  such  air  carriers. 


staff  member  of  the  Bureau  orLaw  as 
he  m^y  designate)   on  legal  aspects^  is 
authorized  to  approve  or  disapprove  ap- 
plications filed  under  section  403  -b.  o 
the  act  and  paragraph  <h)  of  §  228.4  of 
Ihe  Economic  Regulations  for  permis- 
sion to  furnish  free  or  reduced  rate  over- 
seas or  foreign  air  transportation,  when 
such  applications  do  not  involve  new  and 
substantial  questions  of  policy:  Provided. 
That  any  such  applications  may  be  re- 
ferred to  the  Board  for  disposition,  and 
that   any  applications  not  hereby   au- 
tl  orizeS  to  be  approved  or  disapproved 
by  the  staff  shall  be  referred  to  the  Board- 
In  the  event  the  disapproval  of  any 
such  application  is  deemed  appropriate, 
the  Director.  Bure.u  of  Economic  Regu- 
lation 'or  such  staff  member  of  the  Bu- 
reau of  Economic  Regulation  as  he  may 
designate),  is  authorized  to  advise  the 
applicants  that  the  staff  is  unable  to  rec- 
ommend approval  of  the  free  or  reduced 
JS^transportation.  giving  the  applicants 
an  opportunity  of  requesting  Board  re- 
view  of  the  matter. 

(h)  Direcfor.  Bureau  of  Economic 
ReQulation:  intcrlockini  relationships. 
The  Director.  Bureau  of  Economic  Regu- 


In  the  event  the  disapproval  of  any 
such  application  is  deemed  appropriate, 
the  Director.  Bureau  of  Economic  Regu- 
lation (or  such  staff  member  of  the  Bu- 
reau of  Economic  R-gulation  as  he  may 
designate),  acting  with  the  concurrence 
of' the  General  Counsel   (or  such  staff 
member  of  the  Bureau  of  Law  as  he  may 
designate)  on  legal  aspects.  Is  author^ed 
Fo  advise  the  applicants  that  the  staf^  is 
unable  to  recommend  approval  of  the 
relationship,  giving  the  applicants  the 
option  of  ( 1 )  presenting  additional  infor- 
mation. .2)  terminating  the  relationship. 
,3.    seeking   Board   review,   or    (4)    re- 
questing a  formal  hearing  m  the  matter^ 
They  shall  have  the  further  authority  to 
di.<^miss  all  applications  for  approva    of 
interlocking  relationships  where  the  ter- 
mination of  the  interlocking  relationship 
in  question  has  been  effected.  _ 

( i)   Director,  Bureau  of  Economic  Reg- 
ulation: temporary  changes  in  service 
natterns.    The  Director.  Bureau  of  Eco- 
nomic Regulation  .or  such  staff  member 
of  the  Bureau  of  Economic  Regu  ation  a.s 
he  may  designate)  acting  with  the  con- 
currence of  the  General  Counselor  such 
staff  member  of  the  Bureau  of  Law  as  he 
may  designate)  on  legal  aspects.  Is  au- 
thorized to  approve  or  disapprove  all  ap- 
plications filed  under  §  238.3  of  the  Eco- 
nomic Regulations  by  feeder  air  carriers 

for  authority  to  ^^'^y'^'^^ZtlLlher'e 
sonal  changes  in  service  Patterns  where 
clear  precedents  for  proposed  changes 
have  already  been  established  by  the 
Board:  Provided,  That  all  applications 
raising  substantial  questions  of  policy 
ora  new  type  of  authority  shall  be  re- 
ferred to  the  Board  for  disposition.  For 
the  purpose  of  this  paragraph  a  feeder 
air  carrier  in  an  air  carrier  holding  a  cer- 
tificate of  public  convenience  and  neces- 


sity which  contains  «  condition  i^ulrlng 
that  each  trip  operated  by  the  holder 
of  the  certificate  between  points  named 
?n  the  route  or  a  segment  thereof.  shftU 
serve  (subject  to  exceptions  set  forth  In 
such  certificate)  each  terminal  and  In- 
termediate point. 

In  the  event  the  disapproval  of  any 
such  application  Is  deemed  appropriate, 
the  Director.  Bureau  of  Economic  Regu- 
lation «or  such  staff  member  of  the  Bu- 
reau of  Economic  Regulation  as  he  may 
designate).  Is  authorized  to  advise  the 
applicants  that  the  staff  Is  unable  to  rec- 
ommend approval  of  the  proposed 
change,  giving  the  applicants  the  oppor- 
tunlty  of  requesting  Board  review  of  the 

"^^^ir'Director,    Bureau    of    Economic 
Regulation:  dismissal  of  investigations 
of  certain  tariffs  or  tariff  rules.      In  in- 
stances where  investigations  of  tariffs  or 
tariff  rules  are  pending,  the  Director.  Bu- 
reau of  Economic  Regulation  (or  such 
staff  member  of  the  Bureau  of  Economic 
Regulation  as  he  may  designate)    acting 
5ith    the    concurrence  of  the  General 
Counsel  (or  such  staff  member  of  the  Bu- 
reau of  Law  as  he  may  designate)  on  legal 
aspects.  Is  authorized  to  dismiss  such  in- 
vesttgatlons  Insofar  as  they  pertain  to 
tariffs  or  tariff  rules  which  have  been 
cancelled.    They  also  shall  have  the  au- 
thority  to   permit   the   cancellation   of 
tariffs  or  tariff  rules  which  are  currently 
under  suspension  pending  investigation. 
In  the  event  the  cancelled  tariffs  or  tariff 
rules  are  immediately  replaced  by  sub- 
stantially similar  tariffs  or  tariff  rules 
the&e  staff  members  shall  have  the  au- 
thority to  Institute  Investigations  of  the 
newly  proposed  tariffs  or  tariff  rules. 

The    Director.    Bureau    of    Economic 
Regulation  (or  such  staff  member  of  the 
Bureau  of  Economic  Regulation  as  he 
may  designate),  acting  with  the  concur- 
rence of  the  General  Counsel  (or  such 
staff  member  of  the  Bureau  of  Law  as  he 
may  designate)   en  legal  aspects,  shall 
have  further  authority  to  extend  periods 
of  suspension  for  tariffs  or  tariff  rules 
subject  to  investigation,  where  the  pro- 
ceedings concerning  the  lawfulness  of 
such  tariffs  or  tariff  rules  cannot  be  con- 
cluded prior  to  the  expiration  of  the  ex- 
isting suspension  periods. 

(k)  Certification  of  Board  records  to 
appellate  courts.    In  Instances  where  the 
Board  Is  required  under  section  1006  (O 
of  the  act  to  certify  and  file  transcripts 
of  records  with  Appellate  Courts  to  which 
Board  proceedings  have  been  duly  ap- 
pealed, such  transcripts  shall  be   pre- 
pared bv  the  General  Counsel  and  the 
Docket  Section  of  the  Bureau  of  Hearing 
Examiners,  certified  by  the  Secretary  of 
the  Board,  and  filed  In  the  Appellate 
Courts 


(Sees    205    (a).  401.  403.  409.  1106:    52 
Stat  984.  987.  1002.1024:49  U.S.  C.  425. 

481.483.489.646) 


By  the  Civil  Aeronautics  Board 
[seal] 


M.  C.  MUltlGAN. 

Secretary. 


IF     R     Doc.    49  816:    Filed.    Feb.    2.    1949; 
8:50  a.  ml 


Thursday,  February  3,  1949 

(Regs..  Serial  No.  OR- 14] 
Approval  or  Contracts 

DELEGATIONS  OF  AUTHORITY 

This  explanatory  statement  applies  to 
the  amendment  of  the  Organizational 
Regulations  of  the  Civil  Aeronautics 
Board  (formerly  14  CFR  §§  2012  and 
302  4). 

The  Organizational  Regulations  (for- 
merly   §302.4    (c)    (2)    (iv)  I    authorize 
the  Director  of  the  Bureau  of  Economic 
Regulation,  or  such  member  of  his  staff 
as  he  may  designate,  with  the  concur- 
rence of  the  General  Counsel,  or  such 
member  of  his  staff  as  he  may  designate, 
to  take  preliminary  action  on  behalf  of 
the   Board    to    approve    contracts    and 
agreements  and  modifications  and  can- 
cellations thereof  filed  under  section  412 
of  the  Civil  Aeronautics  Act  of  1938.  as 
amended,    ("act")    relating    to    certain 
enumerated  services  and  facilities.    This 
authorization    Is    now    expanded    and 
placed  in  another  section  of  the  Organi- 
zational Regulations  (the  former  §  301.2 ) . 
The  purpo.se  of  the  attached  amend- 
ment is  first,  to  amend  the  former  §  302.4 
Channeling  of  certain  routine  functions. 
paragraph  (c  Requests  and  submissions 
from  Air  Carriers,  by  repealing  subpara- 
graph (2)  subdivision  (iv:^hereof.  and 
second,  to  amend  the  former  §  201.2  Del- 
egations of  authority,  in  order  to  add 
an  authorization  to  the  Director  of  the 
Bureau  of  Economic  Regulation  to  take 
preliminary    action    (subject    to    con- 
currence by  the  Bureau  of  Law  on  legal 
aspects)   to  approve  contracts  filed  by 
air  carriers  pursuant  to  section  412  (a) 
of  the  act. 

The  basis  of  the  amendment  is  section 
412  (b»  of  the  act.  which  requires  the 
Board  to  disapprove,  by  Its  order,  any 
contract  or  agreement  that  It  finds  to 
be  adverse  to  the  public  interest  or  in 
violation  of  the  act  and  to  approve  by 
Its  order  any  such  contract  or  agreement 
that  it  does  not  find  to  be  adverse  to  the 
public  interest  or  in  violation  of  the  act. 
This  change  Is  being  made  In  order  to 
Increase  the  contracts  and  agreements 
on  which  the  Board  staff  may  take 
preliminary  action. 

Since  these  amendments  establish  a 
rule  of  agency  practice  and  procedure, 
notice  and  public  procedure  hereon  are 
unnecessary  and  the  amendments  may 
be  made  effective  without  prior  notice. 

In  consideration  of  the  statements 
made  in  the  foregoing  Explanatory 
Statement,  the  Board  hereby  amends  the 
sections  of  the  Organizational  Regula- 
tions, titled  Channeling  of  certain  rou- 
tine functions:  and  Delegations  of  au- 
thority (formerly  14  CFR.  S§  302.4  and 
301.2)  as  follows  effective  immediately 
upon  publication  In  the  Feder.\l  Reg- 
ister: 

(1)  By  repealing  paragraph  (c)  (2) 
(Iv)  of  the  section  titled  Channeling  of 
certain  routine  functions  (formerly 
§  302.4  (c)   (2)    (Iv); 

<2)  By  adding  a  new  paragraph  titled 
Approval  of  contracts  to  the  section 
titled  Delegations  of  authority  (formerly 
S  301.2  (e)>  to  read  as  follows: 

(e)  Approval  of  contracts.     (1)   The 
Director  of  the  Bureau  of  Economic  Reg- 
ulation (or  such  staff  member  of  the  Bu- 
No.  22 2 


FEDERAL  REGISTER 

reau  of  Economic  Regulation  as  he  may 
designate),  with  the  concurrence  of  the 
General  Counsel  (or  such  staff  member 
of  the  Bureau  of  Law  as  he  may  desig- 
nate) on  legal  aspects.  Is  authorized  to 
take  preliminary  action  to  approve  any 
contract  or  agreement,  modification,  ter- 
mination or  cancellation  thereof,  filed  by 
air  carriers  under  section  412  of  the  act 
except  those  which  either  relate  to  the 
following  subjects: 

1.  Establishment  of  rates,   fares,   or 
charges. 

2.  Standardization  of  equipment, 

3.  Schedules. 

4.  Substantial  limitations  on  compe- 
tition. 

5.  Interchange     of     equipment     and 
"trackage  rights"  or, 

6.  Are  binding  upon  an  industry-wide 
or  substantially  industry-wide  basis. 

(2)  A  further  authorization  Is  granted 
in  accordance  with  the  provisions  of 
paragraph  (1 )  above,  to  take  preliminary 
action  to  approve  resolutions  of  the 
traffic  conferences  of  the  Air  Transport 
Association  of  America  and  the  Interna- 
tional Air  Transport  Association,  which 
are  reenactments  of  previous  resolutions 
approved  by  the  Board,  on  which  there 
are  clear  Board  precedents,  which  do  not 
involve  substantial  questions  of  policy,  or 
which  do  not  concern  rates,  fares  or 
charges. 

(3)  The  Director  of  the  Bureau  of 
Economic  Regulation  (or  such  staff 
member  of  the  Bureau  of  Economic  Reg- 
ulation as  he  may  designate),  with  the 
concurrence  of  the  General  Coun.sel  (or 
such  staff  member  of  the  Bureau  of  Law 
as  he  may  designate)  on  legal  aspects,  is 
authorized  to  advise  the  parties  to  any 
contract  or  agreement  as  to  which  dis- 
approval is  deemed  appropriate  that,  on 
the  basis  of  information  on  record,  ap- 
proval is  not  warranted  and  that  the 
parties  thereto  may  either  (I)  present 
such  further  Information  as  will  warrant 
approval.  (ID  amend  the  contract  or 
agreement  to  eliminate  all  objections 
thereto,  (ill)  seek  Board  review,  or  dv) 
request  a  hearing  prior  to  final  action. 

(4)  All  contracts  or  agreements  which 
are  not  acted  upon  pursuant  to  this  reg- 
ulation shall  be  referred  to  the  Board  for 
appropriate  action. 

(Sec.  205  (a).  52  Stat.  984;  49  U   S.  C 
425  (a)) 

By  the  Civil  Aeronautics  Board. 

'SEAL]  M.  C.  Mttlligan, 

Secretary. 

|F.    R.    Doc.    49-784;     Filed.    Feb.    2,     1949; 
8:56  a.  m. I 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AuTHORrrr:  40  Stat.  411,  55  Stat.  839.  Pub 
Laws  322.  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193 
July  6,  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O  9788 
Oct.  14.  1946,  11  F.R.  11981. 

IVesting  Order  12648] 

Clara    Sielchen    Schwarz    and    Irving 
Bank-Columbia  Trust  Co. 

In  re:  Trust  under  agreement  dated 
December  22,  1924,  between  Clara  Siei- 
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Chen  Schwarz.  grantor,  and  Irving  Bank- 
Columbia  Trust  Company,  trustee.  File 
No.  D-28-10304-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- , 
tive  Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found : 

1.  That  Ingeborg  Gemmingen.  Eric 
von  Barnekow.  Ursula  Gemmingen.  Ce- 
celia Gemmingen  and  Sybilla  Gemmin- 
gen. whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany); 

2.  That  the  daughter,  name  unknown, 
of  Ingeborg  Gemmingen;  the  Issue, 
names  unknown,  of  Ingeborg  Gemmin- 
gen and  the  next  of  kin.  names  unknown 
of  the  issue  of  Ingeborg  Gemmingen.  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  December 
22.  1924.  by  and  between  Clara  Sielchen 
Schwarz,  grantor,  and  Irving  Bank-Co- 
lumbia Trust  Company,  trustee,  pres- 
ently being  administered  by  Irving  Trust 
Company,  trustee.  One  Wall  Street  New 
York,  New  York, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof,  the 
daughter,  name  unknown,  of  Ingeborg 
Gemmingen;  the  issue,  names  unknown, 
of  Ingeborg  Gemmingen  and  the  next  of  * 
kin.  names  unknown,  of  the  Issue  of  Inge- 
borg Gemmingen  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated     . 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C,   on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-806;    Filed,    Feb.    2.    1949j 
8:a«ka.  m.J 
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IVestlng  Order  126821 
JOHK    DIBBERN    AND    WELLS    PaRCO    BANK 

ii  Union  Trust  Co. 
In  re  Trust  agreement  dated  February 
3  1931  between  John  Dibbern.  trustor, 
and  Wells  Fargo  Bank  L  Union  Trust  Co 
trustee,  and  amendments  thereto  dated 
February  17.  1931.  and  June  18.  1938. 
Pile  No.  I>-28-2099-G-l. 

under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1  That  Herman  Jarren.  Ella  Jarren. 
Gertrud  Jarren.  Irma  Jarren  Elisabeth 
Jarren  Heinrich  Hein,  Anna  Lange.  Max 
Hein.  Magda  Hein.  August  Gruber.  Anna 
(Grubcr)  Berndt.  and  Elisabeth  (Gruber) 
Cla-s.-n  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 

(Germany);  ,  „, 

2   That  the  issue,  names  unknown,  oi 
Herman  Jarren  and  Ella  Jarren.  of  Anna 
Lange   of  Max  Hein.  of  Magda  Hein.  of 
Anna  (Gruber)  Berndt  and  of  Elisabeth 
(Gruber)    Classen   and   the   domiciliary 
personal   representatives,   heirs   at   law. 
next  of  kin.  legatees  and  distributees, 
names  unknown,  of  Margaretha  Gruber. 
f-eceased.   and   of   August  Gruber.  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 
3   That  all   right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  Feb- 
ruary 3   1931.  by  and  between  John  D.b- 
bcrn    trustor,  and  Wells  Fargo  Bank  k 
Union     Trust   Company,     trustee,      as 
amended  on  February  17.  1931.  and  on 
June  18    1938.  presently  being  adminis- 
tered by  Wells  Fargo  Bank  &  Union  Trust 
*  Company,  trustee.  Market  at  Montgom- 
ery. San  Francisco  20.  California. 
-   is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid    nationals    of    a    designated 
enemy  country  (Germany); 

and  it  Is  hereby  determined: 

4    That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Herman  Jarren 
and  Ella  Jarren.  of  Anna  Lange,  of  Max 
Hein,  of  Magda  Hein.  of  Anna  (Gruber) 
Berndt  and  of  Elisabeth  (Gruber)  Clas- 
sen and  the  domiciliary  personal  repre- 
sentatives, heirs  at  law.  next  of  kin,  leg- 
«    atecs  and  distributees,  names  unknown, 
of  Margaretha  Gruber.  deceased,  and  of 
August  Gruber.  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
Quired  by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 


NOTICES 

ministered,  liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  ol 
Executive  Order  9193.  as  amended 


Executed   at   Washington.  D.  C,  on 
January  13.  1949. 

For  the  Attorney  General. 
rsE^L^  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

IF     R     Doc.    49-807;    FUed.    Feb.    2.    1949; 
'  8;57  a.  m.) 


[Vesting  Order  126911 
YASTnCHI  ITO 

In  re:  Rights  of  Yasuichi  Ito  under 
insurance    contract.      Pile    No.    I>-39- 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1  That  Yasuichi  Ito.  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  'Japan) ;  „,*„>>* 

2  That  the  net  proceeds  due  or  to  De- 
come  due  under  a  contract  of  insurance 
evSenced  by  policy  No.  15  013  742,  issued 
by  the  New  York  Life  Insurance  Coni- 
pany.  New  York.  New  York,  to  Yasuichi 
Ito  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds, 
is   property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan); 
and  it  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 

^'^  All  determinations  and  all  action  re- 
GUired  by  laW.  including  appropriate  con- 
sultation and  certification  having  been 
made  and  taken,  and.  it  bemg  deemed 
necessary  in  the  national  interest. 

TTiere  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "desig- 
nated enemy  country"  as  used  here  n 
shall  have  the  '"eanlngs  prescribed  \n 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C.  on 
January  19,  1949. 

For  the  Attorney  General. 

[sEALl  Harold  I.  Batwton. 

Deputy  Director, 
Office  oj  Alien  Property. 

IF     R     Doc.    49-808;    Filed,    Feb.    2.    1949; 
8:57  a.  ml 


jVestlng  Order  126931 
Bertha  Retbel 
In  re:  Rights  o^^  Bertha  Reubel  under 
Insurance  contract.     Pile  No.  F-28-499- 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  pec- 
utlve  Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1  That  Bertha  Reubel.  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  the  net  proceeds  due  or  to  be- 
come due  under  an  annuity  contract  evi- 
denced by  policy  No.  1859563,  issued  by 
the  Penn  Mutual  Life  Insurance  Com- 
pany, Philadelphia.  Pennsylvania,  to 
Bertha  Reubel.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  SUtes 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 
and  it  is  hereby  determined: 

3  That  to  Che  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national   in- 

tcrcst 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,  on 
January  19.  1949. 


For  the  Attorney  General. 


[SEALl 


|F.   R.   Doc. 


Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 
49-809:     Filed,    Feb.    2.    1949; 
8.57  a.  m.| 


[Vesting  Order  126941 

Senzo  Saiki 

In  re  •  Rights  of  Senzo  Saikl  under  In- 
surance contract.     Pile  No.  F-39-1290- 

H— 1 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Senzo  Saikl,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 


Thursday,  February  3,  1949 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  the  disability  provisions 
of  a  contract  of  Insurance  evidenced  by 
policy  No.  1185326,  issued  by  the  Sun 
Life  Assurance  Company  of  Canada. 
Montreal.  Quebec.  Canada,  to  Senzo 
Saikl.  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds  (in- 
cluding without  limitation  the  right  to 
proceed  for  collection  against  branch 
ofBces  and  legal  reserves  maintained  in 
the  United  States).         * 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  19.  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-810;    Filed.    Feb.    2,    1949; 
8:57  a.  m.l 


IVestlng  Order  126951 
Christel  L  Schlens 

In  re:  Rights  of  Christel  L.  Schlens  un- 
der insurance  contract.  Pile  No  F-28- 
133-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  foimd : 

1.  That  Christel  L.  Schlens.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  an  annuity  contract  of 
Insurance  evidenced  by  policy  No.  31866 
issued  by  the  New  York  Life  Insurance 
Company.  New  York.  New  York,  to  Chris- 
tel L.  Schlens,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
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count  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  19,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

IP.    R.    Doc.    49-811;    Piled,    Feb.    2.    1949; 
8:58  a.  m.l 


(Vesting  Order  12696] 
Paul  Lindemann  et  al. 

In  re:  Interest  in  real  property,  prop- 
erty insurance  policy  and  claim  owned  by 
Paul  Lindemann  and  others. 

Under, the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  the  persons  whose  names  and 

last  known  addresses  are  listed  below  are 

residents  of  Germany  and  nationals  of  a 

designated  enemy  country  (Germany) ; 

Name  and  Last  Known  Addresses 

Paul  Lindemann.  Germany. 

Paul  Elchlnger,  also  known  as  Paul  Elch- 
enger,  Germany. 

Wllhelm  Lindemann.  Germany. 

Anna  Lindemann,  Germany. 

Joseph  Lindemann,  Germany. 

Margaretha  Stang,  also  known  as  Margar- 
etha Stand,  Germany. 

Petronela  Schmltt,  Germany. 

Theresla  Gelsler  Hofman,  Germany. 

Anna  Schlndle,  Germany. 

Hans   Elchenger,    also    known    as    Jos?ph 
Eichenger,  Germany. 

Catherine  Elchenger  Kuhne,  also  known  as 
Catherine  Elchenger  Kuhn,  Germany. 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  eleven-twelfths  (11/ 
12ths)  interest  in  real  property  situated 
In  the  Borough  of  Queens,  County  of 
Queens.  City  and  State  of  New  York,  par- 
ticularly described  in  Exhibit  A,  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures,  improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
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for  rents,  refunds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of  such 
property. 

b.  All  right,  title  and  interest  of  the 
persons  named  in  subparagraph  1  hereof. 
In  and  to  Fire  Insurance  Policy  No.  15089* 
In  the  amount  of  $3,500.00.  issued  by 
Continental  Insurance  Company  80 
Maiden  Lane.  New  York  8.  New  York 
which  policy  expires  June  13,  1951.  ancl 
insures  the  real  property  described  in 
subparagraph  2-a  hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  sub- 
paragraph 1  hereof  by  Charles  Recht 
10  East  40th  Street.  New  York  16  New 
York,  arising  out  of  their  share  of  the 
rentals  collected  from  the  property  de- 
scribed in  subparagraph  2-a  hereof,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  desigriated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  State's  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held 
used,   administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 
Exhibit  A 

All  those  certain  lots,  pieces  or  parcels 
of  land,  situate,  lying  and  being  in  the  fourtli 
ward  of  the  Borough  of  Queens,  County  of 
Queens,  City  and  State  of  New  York,  which 
upon  a  certain  map  entitled  Map  of  South 
Jamaica  Place  and  filed  in  the  office  of  the 
Clerk  of  the  County  of  Queens  on  May  10, 
1905  as  No.  455  are  known  and  designated 
as  and  by  the  numbers  thirty  eight  (38)  and 
thirty  nine  (39)  In  block  number  seven  (7). 

[F.    R.    Doo.    49-812;    Filed.    Feb.    2.    1949; 
8:68  a.  m.] 
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tamed  at  the  f^^^^^.^^'^^^iZ^^      JLTZ'^lnT^iult^^^^^^^ 

counts,  bonds  and  miscellaneous  personal  tion  owing  to  DrKTo^uk^i^^^^^^  ^^^^^^^  ^^  ^^^  ^^.^^^  g^^            p,        .y 

property  owned  by  Dr.  K.  Tofukuji.  also  as  Kofi^°J°^^i^l^n  ^sn    239  Mer^  described  In  subparagraphs  2-a  and  2-b 

known  as  Koshlro  Tofukuji  and  as  K.  by  State  Sayings  &LK^nAssnz^»  ^^  recorded  hens,  encum- 

Tofukuli     D-39-430-A-1.  D-39-430-B-1 .  chant  Street.  Honolulu.  J-  «..  arising  oui  ■        '       ^^      ^j  ^ts  of  record  held 

?2^S30-C-1   D-39-430-C-2.  D-39-430-  of  a  savings  account.  Account  Number  ^^*"^^'  ""^^^^^^  ^^o  are  not  nationals 

?rri'3^430- K  I>-39-43a-E-2.  9^39-  3326.  entitled  ^of  ^  Toju^^  ^[  deVgn^^^d^nLy  countries,  and 

A-^n  P  2  tamed  at  the  aforesaid  Da"**""  °  '  r^^       .    hereby  vested  in  the  Attorney 

*'und1r  the  authority  of  the  Trading  and  allTights  to  demand,  enforce  and  ^There  i^^^^e^^f^^^^^^  ^^^,^^  ,^, 

With  the  Enemy  Act.  as  amended  ^ec-  collec^the  ^^^^            ^^^^^^    gavings  erty  described  in  subparagraph  2-c-2-i 

utive  Order  9193.  as  amended,  and  Exec-  ^  ^-"^f.j^^'    ;^/": «(),„„  value  bear-  hereof,  inclusive.                            ^    ^  ,-4 

utlve  Order  9788.  and  pursuant  to  law,  Bond  Series  E  of  $100  face  vaueoe  property  so  vested  to  be  held, 

a    er  investigation,  it  is  hereby  found:  ing  '^''^^'^}>''^^^^,l^^^^^  used,  administered,  liquidated,  sold  or 

1.  That  Dr.  K.  Tofukuji.  also  known  as  the  ^^^^^^^^^.l^^Z^i^'^^^iio  50  at  otherwise  dealt  with  in  the  interest  of 
Koshiro  Tofukuji  and  as  K.  Tofukuj,  P^esent^  In  Sj^^^XmaSJa  Branch.  and  for  the  benefit  of  the  United  States 
whose  last  known  address  Is  Japan,  is  a  the  Ba^  ^  "^^^^^^  ^J^,^  .^e  control  The  terms  "national"  and  "designated 
resident  of  Japan  and  a  national  of  a  ^o^^^^J,^:  ^"^^^^^      Honokaa.  Hawaii,  enemy  country"  as  used  herem  shall  have 
designated  enemy  country  .Japan) :  of  ^osh^ko  Tot^^uji.  Hono  ^^^  meanings  prescribed  in  section  10  of 

2.  That  the  property  described  as  fol-  J^^H.;^ogether  ^^^^^^^  Executive  Order  9193.  as  amended. 
^°*^-.          ..  ,^  A  «r,P  b»if  interest  in          h.  Sixty  (60)  Tokyo  Dento  Kabu.'^hikl  Executed   at  Washington.  D.   C.  on 

a.  An  undivided  °J^-^*J^^„^"^^/f  ^j^"  Kaisha.  bearer,  1st  Mortgage  Gold  Bonds.  January  26.  1949. 

"^\  T.^rZf  o7  Haiaif  pa^cul^rly  Dollar  Series  due  1953,  of  $1  000  face  q^^^^^, 

rJVi?ed"in  ^hibitTaUac'hed  hereto  value  each,  bearing  the  following  serial  ^^^^^^              ^^^^^  ^   ^^^^^^^ 

and  by  reference  made  a  part  hereof,  numbers.  Assistant  Attorney  General, 

together  with  all  hereditaments,  fixtures.  1134              23050             32099             48661  Director.  Office  of  Alien  Property. 

improvements  and  appurtenances  there-  7239              23651             32189             48662  ^^^  ^ 

runSfbrnytfor^VlinVymentfar"^^       isll?  S  34;o7  4B67J         ,^  ,„,,,,,_,,,,., ,  »nt...t  in  an. 

l„\"t;orh?oU;r°shipo?sLhprop^^^^^^  -^     235.4     34io8     ^.^  ---;^rt"ci^r'xrr;anVrp^nio^ 

b.  A  leasehold  estate  created    n  Ko-  ^^^                   ,             36915             55o33  ^,^^»//^^^'J,S^  ^^  covered  by  Royal 

shiro  Tofukuji  under  and  by  virtue  of  a  ^^^^^             29192             40970             66748  J*     ^^^^^^^  jj^^be^  1073  to  George  Hardy), 

lease  executed  December  31.  1921  by  and  ^3446       .      29349             41549             57558  raje                                  ^^  Honokaa.  in  the 

between  Enoka  Ako.  Lessor  and  Koshiro  ^3447             29433             42086             577  5  siuiate.  ly^  «j^^^^^^;^j^,^„^    bounty   and 

Tofukuji.  Lessee,  which  lease  is  recorded  13448              3  642              42ub/  Territory  of  Hawaii,  and  thus  bounded  and 

m  the  Office  of  the  Registrar  of  Convey-  16449             3  643            42977             ei  ^^^^^^^. 

ances.  Honolulu.  T.  H..  in  Liber  619  on  6450             3  649             44119             ^^^^^  ^^^^^^         ^'""'"IXTaintTtleTortl 

Paces  485-487  inclusive.  l^lti              ,,073              47798              61320.  the  government  road  which  point  U  the  North 

c   All  Hght    title  and  Interest  of  Dr.  22575             31973             477  8  ^^^^  ^^^^^^  ^^  ^  ^^^^.^  ^^^.  ^^„^^  ^^^^^^ 

TC     Tofukuji     also    known    as    Koshiro  presently  in  Safe  Deposit  Box  No.  50  at  by  true  azimuths: 

?of^ujrand  as  K  Tofukuji  in  and  to  the  fhe  Bank  of  Hawaii.  Hamakua  Branch  ^   7    00^2  4   ee   a^ong  H^  s  lot, 

7onowSg  fire  insurance  policies  Insuring  Honokaa.  T.  H    and  under  the  control  of  2      2  j^44  jeet  aiong^^ .^^^.^  ^^^_ 

the  improvements  to  the  real  property  Yoshiko    Tofukuji.    Honokaa.    Hawaii  ^   ^^^.  ^^,  ^64  feet  along  cane  field; 

which  is  the  subject  of  the  lease  described  t.  H..  together  with  any  and  an  rignis  ^   ^^^,  ^^.  ^^^  j^^  ^^^  orotes  lot; 

in   subparagraph  2-b  hereof,  including  thereunder  and  thereto,  and  e.  292*  30'  50  feet  along  Perrelra'  lot; 

thP  real  orooerty  described  m  Exhibit  A,          i.  Household   furniture   and   furnish-  7.  202°  30' 87  feet  along  same;     ^      ,^    ^ 

»f  !^^«H  hPT^to-  ings    surgical   and   medical   equipment  g.  292 •  30'  145  feet  along  mauka  side  of 

attached  hereto.  Ind  suDDlles  owned  by  Dr.  K.  Tofukuji,  government  road  to  initial  point. 

^''''  r  o'uarary^oL-pany^'Lt^  mr;.  ^^o  kn'ownas^  Koshiro  Tofukuji  and  as  ^Containing  an  Area  of  16  acres  or  there- 

m^ai?  r  TTLe''lm:^'t  Of  •500.00.  K.  Tofukuji.  Presently    stored    on     he  abouts. 

Sh7ch  policy  expires  on  July  18.  1948.  to-  premises   numbered    136-150A  Govern-  ^ 

Tether    with    all    extensions    and    renewals  j^gnt  Road.  Honokaa,  Hawaii.  T.  H..  and/  units:                    Description 

Sereof  .  ,  or  in  the  possession  of  Dr.  Mamoru  Tofu-  1 Sun  lamp. 

Po^cy  No.  356282.  Issued  by  the  Phtadel-  ?r  Ul  1"^  pu  ^  Tofukujl.  1 Carbon  lamp. 

'^pZc\XoV5^.\iv^%  the  Phiiadei-  fhe  property  described  in  Exhibit  B  at-  I'--  ^,  ^^,, 

Bhla  PIre  Insurance  Company.  Philadelphia  tached  hereto  and  by  reference  made  a  2"  Dresser  stands, 

^nnsylvanla.  In  the  amount  of  $600,  whicn  ^^^^  hereof.  f       ._  Living  room  suite. 

policy  expires  on  June  4.  1960  orooerty    within    the   United    States  1" Dining  room  suite. 

d.  That  f  ruin  debt  or  other  oWiga-  ^^^  P^  /onuS  by,  payable  or  deliv-  1...-  FVigidaire. 

tion  owing  to  Dr.  K.  Tofukuji.  also  Known  ow  c  account  1  set...  Dishes. 

Sn3?.inrerDrK'T^s  z^^vis^^^i^^rc°o^'y   ,  _____  j'rr,'v'rsi  .no--.,. 

mimtained  at  the  branch  office  of  the      *  Japan) :  j x-ray  machine,  •wantz'.  Victor. 

aforesaid    bank   located    at    Hamakua.      ^^^  ^^  i^  hereby  determined:  1917. 

Honokaa  T   H..  and  any  and  all  rights         3   ^hat  to  the  extent  that  the  person         1  Mt..  Eye.  ear.  nose  and  throat  instru- 

to  demand,  enforce  and  collect  the  same,  ^  ^    subparagraph  1  hereof  Is  not  „°'^°"'',^     oneration     instni- 

e  That  certain  debt  or  other  obliga-      ^.jthi^  ^  designated  enemy  country,  the         1  set...  Gaenocoiogy     operation     instni 

K.;f  o/rrel^'.rro'im.'^nuS^i     'arS^t  a  <.esi,o.tedenem,  country      ,.    .  ^.  .»-^e^:^™-.  re.  .   m>. 
li   K.  Tofukuji  Bent  Account,  main-      (Japan). 
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TITLE  7— AGRICULTURE 

Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

(B,  E.  p.  Q.  8751 

Part  301— Domestic  Quarantine  Notices 

administrative  instructions  prescribing 
methods  or  tbeatment  of  grapefruit 
and  or.».nges  under  mexican  fruitfly 
qu.'rantink 

Pur.niant  to  the  authority  conferred 
upon  the  Chief  of  the  Bureau  of  Ento- 
mology and  Plant  Quarantine  by 
5  301.64-4  (e)  of  the  regulations  supple- 
mental to  Quarantine  No.  64  relating  to 
the  Mexican  fruitfly  (7  CPR  1945  Supp. 
301.64-4  (e)),  the  following  administra- 
tive Instructions  are  hereby  issued  to 
prescribe  methods  of  treatment  which 
will  meet  sterilization  requirements  im- 
posed under  said  5  301.64-4  (e)  as  a  con- 
dition of  the  issuance  of  permits  under 
said  repulations  for  the  interstate  move- 
ment of  grapefruit  and  oranges. 

i  301.64-4a      Administrative    instruc- 
tions: Methods  of  treatment  of  grape- 
fruit and  oranges  for  the  Mexican  fruit- 
flif.     <at   Any   of   the   approved   vapor- 
heat    or    low-temperature    methods    of 
treatment  specified  in  paragraph  (b)  of 
this  section  will  meet  sterilization  re- 
quirements imposed  under  §  301.64-4  (e) 
as  a  condition  of  the  issuance  of  permits 
for  the  Interstate  movement  of  grape- 
fruit and  oranges,  if  the  treatment  is 
conducted  In  a  heat-treating  room  or 
refrigeration  plant,  as  the  case  may  be, 
which  is  located  in  the  regulated  area 
and  is  approved  by  the  Bureau  of  Ento- 
mology and  Plant  Quarantine,  and  if  it 
is  conducted  under  the  supervision  of  an 
Inspectxjr  of  said  Bureau  who  at  all  times 
has  access  to  the  fruit  while  it  is  under- 
going treatment.    The  Bureau  will  ap- 
prove only  those  rooms  and  plants  which 
are  adequately  equipped  to  handle  &nd 
treat  the  fruit  as  provided  in  this  section. 
While  the  results  of  experiments  so  far 
conducted  have  been  successful,  it  should 
be    emphasized    that    inexactness    and 
carelessness  in  using  the  approved  meth- 
ods of  treatment  may  result  in  injury  to 
the  fruit  treated.    In  approving  treat- 
ments specified  in  paragraph  (b)  of  this 
section  the  United  States  Department  of 
Agriculture  does  not  accept  responsibil- 
ity lor  fruit  injury. 


(b)   Approved  methods  of  treatment — 
(1)   Vapor-heat  methods.     In  approved 
vapor-heat  treatments  the  fruit  is  heated 
by  saturated  vapor  at  110°  F.  which  in 
condensing  on  the  fruit  gives  up  its  latent 
heat.    This  latent  heat  Is  essential  in  as- 
suring mortality  of  eggs  and  larvae  of 
the  Mexican  fruitfly  and  in  raising  the 
temperature    of    the    fruit   evenly    and 
quickly  so  as  to  prevent  damage  to  the 
fruit.    In  practice  in  such  treatments  the 
saturated  vapor  is  accompanied  by  a  fine 
water  mist  and  air  admixture.    The  fruit 
is  cooled  immediately  after  treatment, 
and  no  wax  or  paraflin,  either  dry  or  in 
solution,  is  used  until  after  the  treatment 
has  been  completed.    Vapor-heat  treat- 
ments are  approved  only  if  the  vapor 
conditions     within     the     heat-treating 
room,  the  manner  of  stacking  the  field 
boxes  containing  the  fruit  in  the  room, 
and  all  other  conditions  aflecting  the 
efficacy  of  the  treatment  are  satisfactory, 
in  the  opinion  of  the  supervising  in- 
spector, to  assure  mortality  of  eggs  and 
larvae  of  the  Mexican  fruitfly.    The  fol- 
lowing   methods    of   vapor-heat   treat- 
ment, when  conducted  in  accordance  with 
the  principles  stated  above  in  this  para- 
graph and  in  paragraph  (a)  of  this  sec- 
tion, are  approved: 

(1)  The  temperature  of  the  fruit  shall 
be  raised  to  110'  P.,  at  the  approximate 
center  of  the  fruit,  in  a  period  of  8  hours 
and  shall  be  held  at  that  level  during  the 
following  6  hours.  This  method  is 
adapted  to  sterilization  plants  that  do 
not  have  the  capacity  to  Increase  the 
temperature  of  the  fruit  steeply  at  the 
beginning  of  the  treating  period. 

(ii )  The  temperature  of  the  fruit  shall 
be  raised  to  110'^  P.,  at  the  approximate 
center  of  the  fruit,  in  a  period  of  6  hours 
and  shall  be  held  at  that  level  during  the 
following  4  hours.  The  temperature  of 
the  fruit  must  be  raised  rapidly  during 
the  first  2  hours,  after  which  it  may  be 
gradually  raised  to  110°  F.  in  the  follow- 
ing 4  hours. 

»2)  Low -temperature  methods.  The 
following  methods  of  low-temperature 
treatment,  when  conducted  in  accord- 
ance with  the  principles  stated  in  para- 
graph (a)  of  this  section,  are  approved: 
<i)  The  fruit  shall  be  cooled  until  the 
temperature  at  the  approximate  center 
of  the  fruit  reaches  33°  P.  and  shall  be 
held  at  or  below  that  temperature  for  a 
period  of  18  days. 

(Continued  on  next  i>age) 
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Service  Co.  of  Maryland-  — 

Electric  Bond  and  Share  Co. 

et  al 

Long  Island  Lighting  Co 

Southern  Natural  Gas  Co 

Standard   Power    and   Ught 

Corp 

Treasury  Department 

See  Internal  Revenue  Bureau. 

Wage  and  Hour  Division 

Notices: 

Learners  employment  certin- 
cates;  Issuance  to  various  in- 
dustries  
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regulated;  definitions  and 
standards  of  identity  (pro- 
posed)  -       *'^ 

Title  35 — Indians 
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CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  In  this  Issue.  Proposed  rules,  as 
opposed  to  final  actions,  are  Identified  as 
such. 

Title  3— The  President  ^^^e 

Chapter  II— Executive  Orders: 
June  8.  1926  (see  FLO  548) 

Title  7 — Agriculture 
Chapter  III— Bureau  of  Entomol- 
ogy   and    Plant    Quarantine. 
Department  of  Agriculture: 
Part  301— Domestic  quarantine 

notices *'^' 

Chapter  IX— Production  and 
Marketing  Administration 
(Marketing  Agreements  and 
Orders).  Department  of  Agri- 
culture: 
Part  910— ^resh  peas  and  caull- 
fiower  grown  in  Alamosa.  Rio 
Grande.  Conejos.  Costilla,  and 
Saguache  Counties.  Colorado 

(propa^ed) ^^^ 

Part  965— Milk  In  Cincinnati, 
Ohio,  marketing  area  (pro- 
posed)        *^" 

Part    972— Milk    In    Tri-State 

marketing   area   (proposed)-      488 

Title  14 — Civil  Aviation 

Chapter      I— Civil      Aeronautics 

Board:  .„ 

Part  60— Air  traffic  rules. 479 


(ID  The  fruit  shall  be  cooled  until  the 
temperature  at  the  approximate  center 
of  the  fruit  reaches  34^  F.  and  shall  be 
held  at  or  below  that  temperature  for  a 
period  of  20  days. 

(ill)  The  fruit  shall  be  cooled  until 
the  temperature  at  the  approximate  cen- 
ter of  the  fruit  reaches  35'  F.  and  shall 
be  held  at  or  below  that  temperature  for 
a  period  of  22  days. 

Effective  date  and  notice  of  super- 
sedure  The  foregoing  administrative 
instructions  shall  be  effective  February 
1  1949  and  at  that  time  shall  supersede 
B  E  P  Q  No.  472  revised  effective  Sep- 
tember 25.  1941  (7  CFR  Cum.  Supp. 
301.64-4a>.  .     ^ 

The  foregoing  administrative  Instruc- 
tions merely  restate  methods  of  treat- 
ment previously  approved  in  adminis- 
trative instructions  now  in  effect  and 
further    authorize    a    new    alternative 
method   for   use   of   vapor-heat    which 
shortens  the  period  of  treatment  and 
thereby    provides    a    less    burdensome 
means  than  any  presently  authorized  by 
which  shippers  of  grapefruit  and  oranges 
may  qualify  their   fruit   for  Interstate 
movement.     Accordingly  the  foregoing 
administrative   Instructions   relieve   re- 
strictions    now     In     effect.    Re.search 
has  disclosed  moreover  that  such  new 
alternative  method  of  treatment  may  be 
used    without    Increasing    the    risk    of 
spread   of   Injurious   Insects.     In   order 
to  be  of  maximum  benefit  to  shippers  •( 
grapefruit   and  oranges,  such  new  al- 
ternative method  should  be  made  avail- 
able as  soon  as  possible.   Therefore,  pur- 
suant to  section  4  of  the  Administrative 
Procedure  Act   (5  U.  S.  C.  1003)   it  is 
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Friday,  February  4,  1949 

found  upon  good  cause  that  notice  and 
public  procedure  on  the  foregoing  ad- 
ministrative instructions  are  unneces- 
sary, impracticable,  and  contrary  to  the 
public  interest,  and  since  these  Instruc- 
tions relieve  restrictions  they  may  prop- 
erly be  made  effective  under  said  section 
4  less  than  thirty  days  after  their  pub- 
lication in  the  Federal  Register. 

(Sec.  8.  37  Stat.  318.  as  amended.  7  U.  S.  C. 
161;  7  CFR  1945  Supp.  30164-4  (e)) 

E>one  at  Washington.  D.  C.  this  28th 
day  of  January  1949. 

Avery  S.  Hoyt. 
Acting  Chief.  Bureau  of 
Entoinology  and  Plant  Quarantine. 

ir.    R.    Doc.    49-825;    Piled.    Feb.    3.    1949; 
847   a.   m.l 


TITLE   14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

[Supplement  S| 
Part  60— Air  Tratfic  Rules 

TRAFFIC  patterns;  LACUARDIA.  new  YORK, 
INTEnNATIONAL  (IDLEWILD),  AND  NEWARK 
Aia»  Cr.TS 

At  the  present  time  there  is  no  pre- 
scribed traffic  pattern  established  by  the 
Port  of  New  York  Authority  for  air 
traffic  taking  off  or  landing  at  the  La- 
Guardia.  New  York  International  (Idle- 
wild)  and  Newark  Airports.  These  air- 
ports are  located  in  highly  populated  and 
congested  areas  and  the  increase  in  air 
tiafflc  at  such  airports  by  foreign  and 
domestic  air  carriers  makes  it  neces- 
sary, in  the  interest  of  safety  in  air 
commerce,  to  prescribe  a  uniform  traf- 
fic pattern  which  shall  be  adhered  to  by 
all  aircraft  landing  and  taking  off  at  such 
airports.  The  Civil  Aeronautics  Admin- 
istration, with  the  cooperation  and  ap- 
proval of  the  representatives  of  the  Port 
of  New  York  Authority,  the  Air  Transport 
As.-iociation.  Airline  Pilots  As.sociation 
and  the  scheduled  and  irregular  air  car- 
riers concerned,  has  established  a  traffic 
pattern  which  provides  a  uniform  and 
safe  procedure  for  the  landing  and  take- 
off of  aircraft  at  such  airports. 

Interested  persons  have  been  given  an 
opportunity  to  participate  in  the  making 
of  this  rule  and  due  consideration  has 
been  given  to  all  relevant  matters  pre- 
sented. Further  compliance  with  the 
notice  and  procedures  of  section  4  of  the 
Administrative  Procedure  Act  would  be 
unnecessary  and  contrary  to  the  public 
Interest. 

Therefore,  acting  pursuant  to  the  au- 
thority ^sted  in  me  under  section  601 
(c)  of  the  Civil  Aeronautics  Act  of  1938. 
as  amended,  and  §  60.108  of  the  Civil 
Air  Regulations.  I  hereby  adopt  the  fol- 
lowing traffic  patterns  to  become  effec- 
tive at  LaGuardia  Airport,  New  York, 
New  York  International  ddlewild*  Air- 
port. New  York,  and  Newark  Airport. 
New  Jersey,  at  0630  hours  e.  s.  t., 
March  1.  1949. 

§  60.108  Ovcration  on  and  in  the  vi- 
cinity of  an  airport.     •     •     • 

[CAA  Rules) 

TRAmC  PATTXKNS 

1.  Application— AlTCTRit  taking  off  or  land- 
ing at  the  LaGuardia,  N.  Y..  New  Yc»k  In- 
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ternational  (Idlcwlld),  N.  Y.,  or  Newark, 
N.  J.,  airports  shall  adhere  to  the  following 
traffic  patterns  and  altitudes  made  a  part 
thereof,  unless  otherwise  authorized  by  air 
traffic  control. 

2.  LaGuardia  Airport — (a)  Runway  No. 
13— {1)  Takeoff.  Execute  a  climbing  right 
turn  over  Yacht  Basin,  and  proceed  over 
Flushing  Meadows  to  extreme  south  tip 
thereof  or  until  reaching  an  altitude  of  at 
least  1200  feet  before  proceeding  on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  untU  o%er  Hellgate  Channel, 
5  stacks  or  the  East  River  and  approach  by 
descending  over  water  Insofar  as  practical. 

(b)  Runway  No.  31— (I)  Takeoff.  E.xecute 
a  climbing  right  turn  to  an  altitude  of  at 
least  1200  feet  over  the  East  River  Insofar 
as  practical  before  proceeding  on  course. 

(2)  Landing.  Pinal  approach  from  an  al- 
titude of  at  least  1300  feet  over  extreme 
southern  tip  of  Flushing  Meadow  Park  de- 
scending over  the  park  and  water  Insofar  as 
practical. 

(c)  RunuMy  No.  9~(1)  Takeoff.  Execute 
a  climb  north  of  Flushing  Airport  straight 
ahead  to  an  altitude  of  at  least  1200  feet  be- 
fore proceeding  on  course. 

(21  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  until  on  base  leg  making  left 
turns  only  and  approach  by  descending  over 
water  insofar  as  practical 
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(d)  Runway  N«:  27— (1)  Takeoff.  Exe- 
cute a  climbing  right  turn  to  an  altitude  of 
at  least  1200  feet  over  East  River  insofar  as 
practical,  before  proceeding  on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1,000  feet  to  the  Cloverleaf  at  the  south 
end  of  the  Whltestone  Bridge  and  descend 
north  of  the  Fiushlnp  Airport,  or  make  final 
approach  from  an  altitude  of  at  least  1200 
feet  over  southern  tip  of  Flushing  Meadow 
Park. 

(e)  Runway  No.  4— (I)  Takeoff.  Exe- 
cute a  climbing  right  turn  to  an  altitude  of 
at  least  1200  feet  over  the  East  River  before 
proceeding  on  course. 

(2)  Landing.  Northbound  flights  make 
final  approach  from  Maspeth  marker  de- 
scending from  an  altitude  of  at  least  1200 
feet. 

Flights  from  other  directions  maintain  an 
altitude  of  at  least  1200  feet  on  base  leg 
starting  descent  on  final  approach  turn. 

(f)  Runway  No.  22— H)  Takeoff.  Climb 
straight  ahead  to  an  altitude  of  at  least  1200 
feet  before  proceeding  on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  until  over  Whltestone  Bridge 
and  approach  by  descending  over  water  inso- 
far as  practical. 

Note:  The  foregoing  traffic  patterns  for 
LaGuardia  Airport  are  illustrated  In  the  map 
designated  Figure  1. 


FIG.1 
LA  GUARDIA   TRAFFIC  PATTERN 
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8.  Hew  York  International  (Idleicild)  Air- 
porf— (a)  Runway  No.  l-R—(l)  Takeoff. 
Execute  slight  left  turn  heading  toward 
Balsley  Pond  climbing  to  an  altitude  of  at 
least  1200  feet  before  proceeding  on  course. 

(2)  Landing.  Start  approach  from  an  al- 
titude of  at  least  1200  feet  over  Jamaica  Bay, 
descending  over  water  making  left  turn  Into 
runway. 

(b)  Runway  No.  31-R — (1)  Takeoff. 
Execute  a  climbing  left  turn  to  an  altitude 
of  at  least  1200  feet  before  proceeding  on 
course. 

(2)  Landing.  Start  approach  from  old 
Valley  Stream  Airport  from  an  altitude  of  at 
least  1200  feet  descending  over  open  area 
making  right  turn  Into  runway,  or  start  ap- 
proach over  Jamaica  Bay  from  an  altitude 
of  at  least  1200  feet  descending  overXhe  water 
making  a  left  turn  into  the  runway. 

(c)  Rtinway  No.  25-L—{l)  Takeoff.  Climb 
to  an  altitude  of  at  least  1200  feet  over 
Jamaica  Bay  before  proceeding  on  course. 

(2)  Landing.  Start  approach  from  an  al- 
titude of  at  least  1200  feet  over  the  south  of 
the  village  of  Valley  Stream  descending  over 
open  area  to  runway. 

(d)  Runway  No.  22-L—il)  Takeoff.  Climb 
to  an  altitude  of  at  least  1200  feet  ever 
Jamaica  Bay  before  proceeding  on  course. 

(2)  Landing.  Start  descent  from  an  al- 
titude of  at  least  1200  feet  one  mile  north 
of  Montefiore  Cemetery. 

(e»  Runway  No.  19-L—{\)  Takeoff.  Make 
climbing  right  turn  to  at  least  1200  feet  over 
Jamaica  Bay  before  proceeding  on  course. 

(2)  Landing.  Start  approach  from  at  least 
1200  feet  from  one  mile  north  of  the  north 
end  of  Balsley  Pond  descending  along  edge  of 
airport. 

(f)  Runway  No.  13-L — (1)  Takeoff.  Make 
climbing  left  turn  over  open  area  toward  old 
Valley  Stream  Airport  to  at  least  1200  feet 
before  proceeding  on  course. 

(2)  Landing.  Start  approach  from  at  least 
1200  feet  over  Jamaica  Bay  descending  In  a 
right  turn  over  water  to  the  airport  boundary. 

(g)  Runway  No.  7-R—(l)  Takeoff.  Make 
slight  right  turn  toward  old  Valley  Stream 
Airport  climbing  to  at  least  1200  feet  before 
proceeding  on  course. 

(2)  Landing.  Descend  from  an  altitude  of 
at  least  1200  feet  over  Jamaica  Bay. 

(h)  Runway  No.  4-R—il)  Takeoff.  Climb 
straight  ahead  to  at  least  1200  feet  before 
proceeding  on  course.  This  runway  to  be 
used  only  under  conditions  of  extremely  ad- 
verse winds. 

(2)  Landing.  Descend  from  at  least  1200 
feet  over  Jamaica  Bay. 

Non:  The  foregoing  traffic  patterns  for  the 
New  York  International  (Id!ewild)  Airport 
are  lUtistrated  in  the  map  designated  Figure 

4.  Newark  Airport— {»)  Runway  No.  1— 
CI)  Takeoff.  Execute  a  climbing  right  turn 
to  an  altitude  of  at  least  1200  feet  over  the 
Kearney  Meadowg  before  proceeding  on 
course. 

(2)  Landing.  Start  descent  to  the  runway 
from  an  altitude  of  at  least  12C0  feet  over  the 
south  end  of  Newark  Bay. 

(b)  Runway  No.  28— {!)  Takeoff.  Execute 
a  climbing  left  tnrn  of  45  degrees  before 
reaching  Lake  Weequahic.  then  climb 
straight  ahead  to  an  altitude  of  at  least  1200 
feet  before  proceeding  on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  on  the  base  leg  over  Newark 
Bay  uniil  starting  descent  on  the  final  ap- 
proach turn. 

(c)  Runway  No.  24— (1)  Takeoff.  Execute 
a  climbing  left  turn  of  90  degrees  before 
rea-hing  the  range  station,  then  climb  to  an 
altitude  of  at  least  1200  feet  over  Newark 
Bay  or  the  Arthur  Kill  River  before  proceed- 
ing on  course. 

(2 1  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  until  over  the  Pulaski  Skyway 
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at  the  Passaic  River  Crossing  before  starting 
descent  for  stralght-ln-approach. 

(d)  Runway  No.  19~(1)  Takeoff,  aimb  to 
an  altitude  of  at  least  1200  feet  over  Newark 
Bay  or  the  Arthur  Kill  River  before  proceed- 
ing on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  until  over  the  Pulaski  Sky- 
way at  the  Passaic  River  Crossing  before 
starting  descent  to  the  runway. 

(e)  Runway  No.  10— (1)  Takeoff.  Climb 
to  an  altitude  of  at  least  1200  feet  over 
Newark  Bay  or  the  Hackensack  River  before 
proceeding  on  course. 

(2)  Landing.  Maintain  an  altitude  of  at 
least  1200  feet  until  within  3  miles  of  the 
airport  before  starting  descent  on  final  ap- 
proach.   Do  not  make  left  turn  Into  runway. 

(f)  Runway  No.  6— (1)  Takeoff.  Climb  to 
an  altitude  of  at  least  1200  feet  over  Kearney 
Meadows  or  Newark  Bay  before  proceeding 
on  course. 

(2)  Landing.  Start  descent  to  runway 
from  at  least  1200  feet  at  south  end  of 
Newark  Bay. 

Note:  The  foregoing  traffic  patterns  for 
the  Newark  Airport  are  Illustrated  In  the 
map  designated  Figure  3. 

•Sec.  601,  52  Stat.  1007;  Pub.  Law  872 
80th  Cong.;  49  U.  S.  C.  551;  Reorg.  Plan 
No.  IV  of  1940;  3  CFR.  Cum.  Supp.  5 
P.  R.  2421) 

[SEAL I  D.  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

[F.    R.    Doc.    49-862;    Filed,    Feb.    3,    1949- 
9:01   a.  m.| 


TITLE  25— INDIANS 

Chapter   I— Office   of   Indian   AflFairs, 
Department  of  the  Interior 

Subchapter  L — Irrigation  Projects:  Operation  and 
Maintenance 

Part  130— Operation  and  Maintenance 
Charges 

crow  indian  irrigation  project, 

MONTANA 

On  December  24.  1948  there  was  pub- 
lished in  the  daily  issue  of  the  Federal 
Register  notice  of  Intention  to  amend 
§  130.12  Charges.  Crow  Indian  Irrigation 
Project,  Montana. 

Interested  peisons  were  thereby  given 
opportunity  to  participate  in  preparing 
the  amendments  by  submitting  data  or 
written  arguments  within  30  days  from 
date  of  publication  of  the  notice.  No 
objections  were  submitted.  Accordingly, 
§  130.12  Is  amended  as  follows,  to  be 
effective  for  the  season  of  1949  and  there- 
after until  further  order. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  approved 
June  11,  1946.  PubUc  Law  404,  79th  Con- 
gress; the  acts  of  Congress  appioved 
August  1.  1914;  June  4,  1920;  May  26, 
1926;  and  March  7.  1928  (38  Slat.  583^ 
25  U.  S.  C.  385;  41  Stat.  751 ;  44  Slat.  658,' 
45  Stat.  210,  25  U.  S.  C.  387>  the  charges 
for  operation  and  maintenance  on  lands 
of  the  Crow  Indian  Irrigation  Project, 
Montana,  to  which  water  can  be  de- 
livered, are  hereby  fixed  on  the  several 
units  for  the  calendar  year  19^9  p.nd 
thereafter  until  further  order  as  foilov.s: 
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§  130.12   Charges:  Crow  Indian  Irriga-m 
Hon  Project,  Montana. 

For  the  assessable  area  under  con- 
structed works  on  all  Government 
operated  units  excepting  Coburn 
Ditch,  per  acre f2.  00 

For  the  assessable  area  under  con- 
structed works  on  the  Two  Legglns 
Unit,   per   acre _       1.25 

For    the    assessable    area    under    the 

Bozeman  Trail  Unit,  per  acre .90 

For  Indian  Lands  only,  under  the 
Lodge  Grass  Units  1  and  2.  Reno  and 
Agency  Units,  for  Willow  Creek 
Storage  Works  Operation  and  Main- 
tenance, per  acre : .  jq 

For  certain  tracts  of  Irrigable  Trust 
Patent  Indian  lands  within  and 
benefited  by  the  Two  Legglns  Drain- 
age District  (Contract  dated  June 
29.  1932).  per  acre .75 

<38  Stat.  583,  41  Stat.  751.  44  Stat.  658 
45  Stat.  210.  25  U.  S.  C.  385,  387) 

Paul  L.  Fickincer, 
Regional  Director.  Region  No.  2. 
U.  S.  Indian  Service. 
(F.    R.    Doc.    49-818;    Filed,    Feb.    3,    1949; 
8:46  a.  m.| 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter   E — Administrative   Provisions 

Common  to  Various  Taxes 

(T.  D.  56861 

Part  471— Acceptance  of  Treasury  Notes 
IN  Payment  of  Income,  Estate,  and 
Gift  Taxes 

Sec. 

471.1  Acceptance  of  Treasury  notes  of  Tax 

Scries  A-1943.  B-1943.  A-1944.  B- 
1944.  A-1945.  Treasury  not«s  of  Tax 
Series  C  and  Treasury  savings  note.s. 
Series  C  and  Series  D.  In  payment  of 
Income  (including  excess  profits), 
estate,  and  gift  taxes. 

471.2  Procedure    with    respect    to   Treasury 

notes  of  Tax  Series  A-1943,  B-1943 
A-1944,    B-1944,    A-1945.    Treasury 
notes  of  Tax  Series  C,  and  Tre.isury- 
savings  notes,  Series  C,  and  Series  D. 

§  471.1    Acceptance  of  Treasury  notes 
of   Tax  Series  A-1943,  B-1943,  A-1944. 
B-1944.  A-1945.  Treasury  notes  of  Tax 
Scries  C.  and   Treasury  savings  notes. 
Series  C  and  Series  D,  in  payment  of  in- 
come (.including  excess  profits),  estate, 
and   gift    taxes.     Notes   of   the   United 
Slates  designated  as  Treasury  notes  of 
Tax  Series  A-1943,  B-1943.  A-1944,  B- 
1944,    A-lg45,    Treasury    notes    of    Tax 
Series  C,  and  Treasury  savings  notes. 
Series  C  and  Series  D,  may  be  accepted 
in  payment  of  income  taxes  (current  and 
back  personal  and  corporation  taxes,  and 
excess  profits  taxes)  and  estate  and  gift 
taxes  (current  and  back),  at  par  and  in- 
terest accrued  to  the  month,  inclusive,  in 
which  presented  (but  no  accrual  beyond 
the  maturity  date).    Collectors  of  inter- 
nal revenue  are  authorized  and  directed 
to  accept  .'■uch  notes  durinR  and  after 
the  second   calendar   month   after   the 
month  of  purchase   (as  shown  by  the 
i.ssuing  agent's  dating  stamp  on   each 
note ) .    For  example,  a  note  of  Tax  Series 
A-1945   purchased   in   September,   1C42, 
may  be  accepted  in  November,  1942,  tut 


i^. 
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such  a  note  purchased  In  October,  1942, 

'^ay  not  be  accepted  until  December, 

1942.  ^       ,     . 

Such  notes  may  be  accepted  only  in 
payment  of  income  (including  excess 
profits),  estate,  and  gift  taxes  (current 
and  back)  due  from  the  original  pur- 
chaser thereof  or  his  estate.  Such  notes 
shall  be  in  the  name  of  the  taxpayer  (in- 
dividual, corporation,  or  other  entity) 
and  may  be  presented  for  tax  payment 
by  only  the  taxpayer,  his  agent,  or  his 
estate.  There  Is  no  limit  upon  the 
amount  of  such  notes  which  may  be  ac- 
cepted in  payment  of  income  (including 
excess  profits*,  estate,  or  gift  taxes. 

Such  notes,  inscribed  in  the  name  of  a 
taxpayer,  may  be  accepted  in  payment 
of  income  tax  withheld  at  the  source  by 
such  taxpayer,  and  such  notes  inscribed 
in  the  name  of  a  taxpayer  may  be  ac- 
cepted in  payment  of  transferee  liability 
assessed  against  such  taxpayer  for  in- 
come (including  excess  profits),  estate, 
or  gift  taxes. 

Collectors  of  internal  revenue  shall  not 
in  any  case  allow  credit  to  a  taxpayer  on 
account  of  such  notes,  or  accept  such 
notes,  for  an  amount  greater  than  their 
principal  amount  plus  accrued  interest, 
nor  shall  such  notes  be  accepted  in  an 
amount  (including  accrued  interest) 
groater  than  the  unpaid  liability  of  the 
taxpayer.  Such  notes  shall  be  forwarded 
to  the  collector  of  internal  revenue  with 
whom  the  tax  return  is  filed,  at  the  risk 
and  expen.se  of  the  taxpayer,  and.  for  the 
taxpayer's  protection,  should  be  for- 
warded by  registered  mail,  if  not  pre- 
sented in  person.  (Sees.  3657.  3791.  In- 
ternal Revenue  Code;  53  Stat..  447.  467. 
26U.S.C.  3657.  3791) 

§  471.2     Procedure    with    respect    to 
Treasury  notes  of  Tax  Series  A-1943,  B- 
1943    A-1944.  B-1944,  A-1945.  Treasury 
notes  of  Tax  Series  C.  and  Treasury  sav- 
ing notes.  Series  C.  and  Series  D.   De- 
posits of  Treasury  notes  of  Tax  Series 
A-1943   B-1943.  A-1944.  B-1944,  A-1945, 
Trt-asury   notes   of  Tax   Series   C.   and 
Treasury  savings  notes.   Series   C   and 
Series  D,  received  in  payment  of  taxes 
shall  be  made  by  the  collector  of  inter- 
nal revenue  in  a  Federal  reserve  bank  or 
a  branch  Federal  reserve  bank.     Prior 
to  deposit  the  collector  of  internal  reve- 
nue will  certify  on  the  reverse  side  of 
the  notes  that  they  were  received  in 
payment   of   income    (including   excess 
profits*,  estate,  or  gift  tax.  as  the  case 
may  be   and  will  show  in  the  indorse- 
ment stamp  the  date  of  deposit  (Sees. 
3657    3791.  Internal  Revenue  Code;   53 
Stat!.  447.  467.  26  U.  S.  C.  3657,  3791  > 

Prior  Treasury  decision  superseded. 
Treasury  Decision  5308.  approved  De- 
cember 1.  1943  (26  CFR.  Part  471).  Is 
hereby  superseded. 

Because  this  Treasury  decision  merely 
revises  existing  regulations  governing  the 
acceptance  of  Treasury  notes  and  Trea- 
sury savings  notes  in  payment  of  income 
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(Including  excess  profits),  estate,  and 
gift  taxes  so  as  to  make  such  regulations 
applicable  also  to  Treasury  savings  notes. 
Series  D,  it  is  found  that  it  is  unneces- 
sary to  Issue  this  Treasury  decision  with 
notice  and  public  procedure  thereon  un- 
der section  4  (c)  of  the  Administrative 
Procedure  Act,  approved  June  11,  1946 
or  subject  to  the  effective  date  limitation 
of  section  4  (c)  of  said  Act. 

[seal]  Geo.  J.  Schoeneman. 

Commissioner  of  Internal  Revenue. 

Approved:  January  31.  1949. 

Tromas  J.  Lynch.    . 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-827;    Filed,    Feb.    3.    19^9; 
8:49  a.  m.| 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  Office  Department 

Part    74 — International    Money-Order 
Service 

UNITED  STATES  EXCHANGE  OFFICES 

In  §  74.6  List  of  United  States  ex- 
change offices  ( 13  P.  R.  9001 )  amend  par- 
agraph (b)  as  follows: 

1.  Designate  present  paragraph  (b) 
as  paragraph  (b)   (1). 

2.  Add  new  subparagraph  (2)  to  read 
as  follows: 

(2)  Money  orders  may  now  be  paid  in 
the  Pescadores  (Bokoto)  islands  through 
China  and  in  the  Republic  of  Andorra 
through  France.  Money  orders  payable 
in  the  Pescadores  will  be  drawn  in  dol- 
lars and  cents  only  as  is  the  case  with 
Chinese  orders,  while  those  payable  in 
Andorra  will  be  drawn  In  francs  and  cen- 
times, as  well  as  In  dollars  and  c?nts.  at 
the  conversion  rate  in  effect  for  France. 

(R  S  161.  396.  4028.  sec.  1.  25  Stat.  654. 
.sees.  304.  309.  42  Stat.  24,  25;  5  U.  S.  C.  22, 
369:  39  U.  S.  C.  712) 


I  SEAL  1 


J.  M.  Donaldson, 
Postmaster  General. 


[P.    R.    Doc.    49  847:    Filed,    Feb.    3,    1949: 
8:52  a.  m.| 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Lond  Orders 

[Public  Land  Order  6481 

California 

WITHDRAWING  PUBLIC  LANDS  FOR  USE  OF 
DEPARTMENT  OF  THE  ARMY  FOR  FLOOD 
CONTROL   PURPOSES 

By  virtue  of  the  authority  vested  In 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943,  It  is 
ordered  as  follows: 


Subject  to  valid  existing  rights  and  to 
existing  withdrawals  for  power  purposes, 
the  public  lands  in  the  following- 
described  areas  in  California  are  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public-land  laws,  includ- 
ing the  mining  and  mlneral-lea.slng  laws, 
and  reserved  for  use  In  connection  with 
the  construction  of  the  Isabella  Reser- 
voir and  Dam  Site  Project  on  the  Kern 
River,  under  the  supervision  of  the  De- 
partment of  the  Army  as  authorized  by 
the  act  of  December  22,  1944  (58  Stat. 
887,  901): 

MOUNT  DIABLO  MERIDIAN 

T.  26  S  .  R.  32  E., 

Sec.  24,  E'2. 
T.  25  S.  R.  33  E  , 

Sees.  22  and  27; 

Sec.  28.  SEU: 

Sec.  32,  SE'4: 

Sees.  33  and  34. 
T.  26  8..  R.  33  E.. 

Sec.  3.  N'l.  SW>i: 

Sees.  4.  5,  8.  and  9; 

Sec.  10.  W'j.  SEU; 

Sec.  11.  SVi; 

Sec.  12.  S'i: 

Sees.  13.  to  17  inclusive: 

Sec    18.  E'2; 

Sees.  19  and  20; 

Sec.  21.  N'j: 

Sees.  22  to  25  Inclusive; 

Sec.  26.  E'j.  NWy«: 

Sec.  27.  NE'*; 

Sec.  29.  N' 2; 

Sec.  30.  lots  1 .  2.  E^ i NW Vi .  NEy« . 
T.  26  S  .  R.  34  E.. 

Sec.  7.  lots  3.  4.  E'iSW>4.  SEVi*. 

Sec.  8,  SW«4; 

Sec.  9.  SE'4; 

Sec.  10.  sw;: 

Sec.  15.  N' J.  SW'i: 
Sees    16  to  20  Inclusive; 
See.  21.  N'j; 
Sec.  22.  NW'i: 
Sec.  30.  NW'/4. 

The  areas  described.  Including  both 
public  and  non-public  lands,  aggregate 
21  4*17  08  flcrcs 

This  order  shall  take  precedence  over 
but  not  modify  (D  the  Executive  Order 
of  June  8,  1926,  Reservoir  Site  No.  17. 
(2)  the  order  of  November  16. 1932.  of  the 
Secretary  of  the  Interior,  withdrawing 
lands  for  reclamation  purposes.  (3)  the 
order  of  January  21.  1933,  of  the  Secre- 
tary of  the  Interior,  creating  Stock 
Driveway  No.  235,  and  (4)  the  order  of 
April  8.  1935.  of  the  Secretary  of  the  In- 
terior, establishing  California  Grazing 
District  No.  1.  so  far  as  such  orders  affect 
any  of  the  above-described  lands. 

It  Is  Intended  that  the  lands  described 
herein  shall  be  returned  to  the  admin- 
istration of  the  Department  of  the  In- 
terior, when  they  are  no  longer  needed 
for  the  purpose  for  which  they  are  re- 
served. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 


January  26.  1949. 

|F.    R.    Doc.    49-648:     Filed.    Feb.    3.    1919; 
8:52  a.  m.] 


Friday,  February  4,  1949 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[7  CFR,  Port  910  1 

[Docket  No.  AO-13A21 

Handling  of  Fresh  Peas,  Cauliflower, 
and  Cabbage  Grown  in  Counties  of 
Alamosa.  Rio  Grande,  Conejos,  Cos- 
tilla, and  Saguache  in  Colorado 

notice  of  hearing  with  respect  to  pro- 
posed amendments  to  marketing  agree- 
ment and  order,  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  601  et  seq.:  61  Stat.  202,  707) 
and  In  accordance  with  the  applicable 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  marketing  orders  (7  CFR,  and 
Supps.  900.1  et  seq.;  13  P.  R.  8585).  no- 
tice is  hereby  given  of  a  public  hearing 
to  be  held  in  the  Elks  Building,  Alamosa, 
Colorado,  beginning  at  9:30  a.  m.,  m.  s.  t., 
February  23.  1949,  with  respect  to  pro- 
posed amendments  to  Marketing  Agree- 
ment No.  67.  as  amended,  and  Order  No. 
10.  as  amended  (7  CFR.  Cum.  Supp.,  Part 
910).  regulating  the  handling  of  fresh 
peas  and  cauliflower  grown  in  the  Coun- 
ties of  Alamosa.  Rio  Grande,  Conejos, 
Costilla  and  Saguache  in  the  State  of 
Colorado,  hereinafter  referred  to  as  the 
"marketing  agreement  and  order."  Such 
public  hearing  is  for  the  purpose  of  re- 
ceiving evidence  with  respect  to  the  eco- 
nomic or  marketing  conditions  relating 
to  the  proposed  amendment,  which  is 
hereinafter  set  forth,  and  appropriate 
modifications  thereof.  This  proposal  has 
not  received  the  approval  of  the  Secre- 
tary of  Agriculture. 

The  proposal  relates  to  the  following 
principal  changes  in  the  marketing 
agreement  and  order:  (1)  Extending  the 
scope  of  the  program  to  include  cabbage; 
<2)  authorizing  the  establishment  and 
maintenance  in  effect  of  minimum  stand- 
ards of  quality  and  maturity  for  peas, 
cauliflower  and  cabbage,  as  the  ca.se  may 
be  when  the  seasonal  average  price  for 
the  respective  vegetable  exceeds  the  ap- 
plicable parity  level;  (3)  broadening  the 
definition  of  the  term  "Secretary";  (4) 
revising  the  representation  on  the  Ad- 
ministrative Committee;  (5)  providing 
that  each  handler's  vote  for  nominees  for 
handler  members  and  alternate  members 
on  the  committee  Shall  be  weighted  by  the 
total  quantity  of  peas,  cauliflower,  and 
cabbage,  shipped  during  the  then  current 
ILscal  year;  (6)  deleting  from  the  com- 
mittee's duties  the  reference  to  section  32 
of  the  act  of  1935  (49  Slat.  774) ;  (7)  re- 
stricting the  matters  with  respect  to 
which  committee  members  may  vote;  (8) 
eliminating  voting  by  members  who  are 
not  In  attendance  at  assembled  meetings; 
•9)  revising  the  exemption  certificate 
provisions;  (10)  deleting  from  the  regu- 
latory provisions  of  the  marketing  agree- 
mj?nt  and  order  the  exemption  of  ship- 
ments for  relief  purposes;  (11)  deleting 


from  the  amended  marketing  agreement 
the  provisions  governing  termination 
thereof  at  the  request  of  the  handlers; 
and  (12)  making  conforming  changes 
such  as  revising  the  headings  and  num- 
bering of  the  different  sections  of  the 
marketing  agreement  and  order.  The 
provisions,  hereinafter  set  forth,  which 
are  followed  by  a  single  asterisk  (*)  are 
presently  contained  in  the  marketing 
agreement  and  order.  Those  provisions 
which  are  followed  by  two  asterisks  (••) 
differ  from  the  corresponding  provisions 
in  the  present  agreement  and  order  by 
the  inclusion  of  cabbage  in  the  former. 
Those  prorisions  which  are  followed  by 
three  asterisks  <*••)  apply  only  to  the 
marketing  agreement. 

The  Administrative  Committee,  estab- 
lished pursuant  to  the  marketing  agree- 
ment and  order,  and  growers  and  ship- 
pers of  peas,  cauliflower  and  cabbage 
produced  in  the  Counties  of  Alamo.-^a,  Rio 
Grande,  Conejos,  Costilla  and  Saguache 
in  the  State  of  Colorado  have  propo.sed 
the  following: 

Amend  the  marketing  agreement  and 
order  to  read  as  follows: 

definitions 

5  910.1  Secretary.  "Secretary"  means 
the  Secretary  of  Agriculture  of  the  United 
States,  or  any  other  ofiBcer  or  employee 
of  the  United  States  Department  of  Ag- 
riculture who  is.  or  who  may  hereafter 
be  authorized  to  exercise  the  powers  and 
to  perform  the  duties  of  the  Secretary 
of  Agriculture. 

§  910.2  Act.  "Act"  means  Public  Act 
No.  10,  73rd  Congress  (May  12,  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937  as  amended  (50  Stat. 
246,  as  amended,  and  Supp..  7  U.  S.  C. 
§  601  et  seq.;  61  Stat.  208,  707).* 

5  910,3  Person.  "Person"  means  an 
individual,  partnership,  corporation,  as- 
sociation, legal  representative,  or  any  or- 
ganized group  of  individuals.* 

§  910.4  Peas.  "Peas"  means  all  vari- 
eties of  peas,  for  sale  for  consumption 
in  fresh  form,  grown  in  the  counties  of 
Alamosa,  R  o  Grande.  Conejos.  Costilla, 
and  Saguache  in  the  State  of  Colorado.* 

5  910.5  Cauliflower.  "Cauliflower" 
means  all  varieties  of  cauliflower,  for  sale 
for  consumption  in  fresh  form,  grown  in 
the  counties  of  Alamosa,  Rio  Grande, 
Conejos,  Costilla,  and  Saguache  In  the 
State  of  Colorado.* 

§  910.6  Cabbage.  "Cabbage"  means 
all  varieties  of  cabbage,  for  sale  for  con- 
sumption in  fresh  form,  grown  in  the 
counties  of  Alamosa,  Rio  Grande,  Cone- 
jos, Costilla,  and  Saguache  in  the  State 
of  Colorado. 

§  910.7  Producer.  "Producer"  means 
any  person  engaged  in  growing  peas, 
cauliflower  or  cabbage  for  market.* 

S  910.8  Handler.  "Handler"  means 
any  person  (except  a  common  carrier  of 
peas,  cauliflower  and  cabbage  owned  by 
another  person)  who,  as  owner,  agent,  or 


otherwise,  ships  or  causes  to  be  shipped, 
peas,  cauliflower  or  cabbage,  in  fresh 
form  by  rail,  truck,  or  any  other  means. 

§  910.9  Handle.  "Handle"  means  to 
transport,  offer  for  transportation,  sell, 
or  ship  peas,  cauliflower  or  cabbage  in 
the  current  of  interstate  commerce  or 
commerce  with  Canada,  or  so  as  directly 
to  burden,  obstruct,  or  affect  such  com- 
merce.* 

§  910.10  Fiscal  year.  "F^cal  year" 
means  the  twelve-month  period  begin- 
ning June  1  of  any  year  and  ending  May 
31  of  the  following  year,  both  dates  in- 
clusive. * 

administrative  committee 

§  910.11  Establishment  and  member- 
ship. There  is  hereby  established  an 
Administrative  Committee  consisting  of 
twelve  members.  Three  members  of  said 
committee  shall  represent  pea  produc- 
ers; three  members  of  said  committee 
shall  represent  cauliflower  producers; 
three  members  of  said  committee  shall 
represent  cabbage  producers;  and  three 
members  of  said  committee  shall  repre- 
sent handlers.  For  each  member  of  the  . 
Administrative  Committee  there  shall  be 
an  alternate  member  who  shall  be  se- 
lected in  the  same  manner  and  shall  have 
the  same  qualifications  a.s  the  member 
for  whom  such  p>erson  serves  as  alter- 
nate. The  members  representing  pro- 
ducers of  peas  shall  be  selected  from 
the  following  districts:  One  member 
shall  be  a  producer  of  peas  in  the  dis- 
trict consisting  of  Rio  Grande  and  Sa- 
guache Counties;  one  member  shall  be  a 
producer  of  peas  in  the  district  consist- 
ing of  Conejos  County;  and  one  member 
shall  be  a  producer  of  peas  in  the  dis- 
trict consisting  of  Alamo.'^a  and  Costilla 
Counties.  The  members  represtniing 
producers  of  cauliflower  shall  be  selected 
from  the  following  districts:  One  mem- 
ber shall  be  a  producer  of  cauliflower  in 
the  district  consisting  of  Alamosa,  Rio 
Grande  and  Saguache  Counties;  one 
member  shall  be  a  producer  of  cauli- 
flower in  the  district  consisting  of  Cone- 
jos County;  and  one  member  shall  be  a 
producer  of  cauliflower  in  the  district 
consisting  of  Costilla  County.  The  mem- 
bers representing  producers  of  cabbace 
shall  be  selected  from  the  following  dis- 
tricts: One  member  shall  be  a  producer 
of  cabbage  in  the  district  con.'=^isting  of 
Alamosa.  Rio  Grande  and  Saguache 
Counties;  one  member  shall  be  a  pro- 
ducer of  cabbage  in  the  district  consist- 
ing of  Conejos  County,  and  one  member 
shall  be  a  producer  of  cabbage  in  the 
district  con.sisting  of  Cor-tilla  County. 
The  Administrative  Committee,  estab- 
lished pursuant  to  the  provisions  of 
amended  Marketing  Agreement  No.  67 
and  amended  Marketing  Order  No.  10, 
effective  on  and  after  April  13.  1942,  shall 
continue  to  function,  for  the  purpo.ses 
stated  in  .section  2  (b)  and  section  2  (c) 
of  the  amended  marketing  agreement 
(and  the  comparable  provisions  of  Order 
No.  10,  as  amended),  until  the  Initial 
members  of  the  Administrative  Commit- 
tee, established  pursuant  to  the  provi- 
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sions  hereof,  have  been  selected  and  have 
qualified. 


§  910.12     Nomination  and  selection  of 
producer  members.     On  or  before  May 
15  of  each  year,  there  shall  be  held  a 
general  meeting  of  all  producers,  at  such 
time  and  place  as  may  be  designated  by 
the   aforesaid   Administrative   Commit- 
tee- and  at  such  general  meeting  of  pro- 
ducers the  nominees  shall  be  designated, 
In  accordance  with  the  provisions  set 
forth  herein,  and  the  Secretary  shall  se- 
lect, from  among  the  nominees  thus  des- 
ignated, the  members  and  alternates  of 
the  Administrative  Committee  to  repre- 
sent producers  for  the  following  fiscal 
year.    At  each  of  such  meetings,  the  pro- 
ducers eligible  to  participate  therein  shall 
select  a  chairman  and  a  secretary ;  and 
thereupon  such  producers  shall   desig- 
nate the  nominees  to  represent,  by  dis- 
tricts as  aforesaid,  the  producers  of  peas, 
cauliflower    and    cabbage,    respectively. 
Each   producer    of    cauliflower   who   is 
present  at  said  general  meeting  shall  be 
entitled  to  cast  one  vote,  and  only  one 
vote    op  behalf  of  himself,  his  agents, 
partners,  and  representatives  in  desig- 
nating each  nominee  for  each  of  the 
aforesaid  districts  to  represent  the  pro- 
ducers of  cauliflower.    Each  producer  of 
peas  who  is  present  at  said  general  meet- 
In-  shall  be  entitled  to  cast  one  vote,  and 
only  one  vote,  on  behalf  of  him.self.  his 
agents,  partners,  and  representatives  in 
designating  each  nominee  for  each  of  the 
aforesaid  districts  to  represent  the  pro- 
ducers of  peas.    Each  producer  of  cab- 
bage who  Is  present  at  said  general  meet- 
ing shall  be  entitled  to  cast  one  vote,  and 
only  one  vote,  on  behalf  of  himself,  his 
agents,  partners,  and  representatives  In 
designating  each  nominee  for  each  of  the 
aforesaid  districts  to  represent  the  pro- 
ducers of  cabbage.    Producers  shall  des- 
ignate two  nominees  for  each  producer 
member  of  the  Administrative  Commit- 
tee from  each  of  the  aforesaid  districts, 
and   two   nominees  for  each   alternate 
from  each  district ;  and  the  Secretary 
shall  select,  from  among  the  nominees 
designated  by  the  producers,  one  pro- 
ducer member  and  his  respective  alter- 
nate for  each  of  the  said  dl.strlcts.    Only 
producers  who  are  present  at  said  general 
meeting  may  participate  in  designating 
nominees.    Na  producer  shall  be  allowed 
to  vote  by  proxy.    The  chairman  of  each 
meeting  shall  announce  at  the  respective 
meeting  the  name  of  each  person  for 
whom  a  vote  has  been  cast,  whether  as 
member  or  as  aHernate.  and  the  number 
of  votes  cast  for  each  such  person :  and 
the  chairman  or  the  secretary  of  said 
general  meeting  shall  forthwith  tran.smit 
such  Information  to  the  Secretary.   Each 
member  and  alternate  member  of  the 
Admini.strative   Committee,   selected   as 
aforesaid  by  the  Secretary  to  represent 
the  producers  of  peas,  .shall  be  a  producer 
of  peas  In  the  district  which  he  repre- 
sents on  said  committee;  each  member 
and  alternate  member  of  the  Adminis- 
trative Committee,  selected  as  aforesaid 
by  the  Secretary  to  represent  the  pro- 
ducers of  cauliflower,  shall  be  a  producer 
of  cauliflower  In  the  di.strlct  which  he 
represents  on  said  committee;  and  each 
member  and  alternate  member  of  the 
Administrative  Committee,  selected  as 
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aforesaid  by  the  Secretary  to  represent 
the  producers  of  cabbage,  shall  be  a 
producer  of  cabbage  In  the  district  which 
he  represents  on  said  committee.  No 
person  engaged  in  handling  peas,  cauli- 
flower or  cabbage  other  than  peas,  cauli- 
flower or  cabbage  of  his  own  production, 
shall  be  eligible  to  serve  as  a  pro- 
ducer member  of  the  Administrative 
Committee. 


§  910  13    Nomination  and  selection  of 
handler  members.    On  or  before  May  15 
of  each  year,  there  shall  be  held  a  gen- 
eral meeting  of  handlers,  at  such  time 
and  place  as  may  be  designated  by  the 
Administrative  Committee;  and  at  such 
general  meeting  of  handlers  the  nomi- 
nees shall  be  designated.  In  accordance 
with  the  provisions  set  forth  herein,  and 
the  Secretary  shall  select,  from  among 
the  nominees  thus  designated,  the  mem- 
bers and  alternates  of  the  Administrative 
Committee  to  represent  handlers  for  the 
following  fiscal  year.    At  each  of  such 
meetings  the  handlers  eligible  to  partic- 
ipate therein  shall  select  a  chairman  and 
.secretary;  and  thereupon  such  handlers 
shall  designate  six  nominees  for  mem- 
bership on  the  Administrative  Commit- 
tee and  six  nominees  for  alternate  mem- 
bership on  the  Administrative  Commit- 
tee to  represent  the  handlers.    The  Sec- 
retary shall  select,  from  among  the  nom- 
inees designated  by  the  handlers,  three 
members  of  the  Administrative  Commit- 
tee and  their  respective  alternates.    Each 
handler  present  at  said  general  meeting 
shall  be  entitled  to  cast  one  vote,  and 
only  one  vote,  on  behalf  of  himself,  his 
agents,   partners,  affiliates,  subsidiaries 
and  representatives:  Provided.  That  the 
vote    cast    by    each    handler    shall    be 
weighted  by  the  total  number  of  cars  or 
equivalent  quantities  of  peas,  cauliflower 
and  cabbage  grown  In  the  counties  of 
Alamosa,  Rio  Grande,  Conejos,  Costilla 
and  Saguache  and  handled  during  the 
previoas  season  by  him.  his  agents,  part- 
ners,  affiliates,  subsidiaries  and  repre- 
sentatives. In  designating  each  nominee. 
Only  handlers  who  are  present  at  said 
general  meeting  may  participate  in  des- 
ignating nominees.    No  handler  shall  be 
allowed  to  vote  by  proxy.    The  chairman 
of  each  such  meeting  shall  announce  at 
the  respective  meeting  the  name  of  each 
person  for  whom  a  vote  has  been  cast, 
whether  as  member  or  alternate,  and  the 
number  of  votes,  3^•elghted  as  provided 
herein,  cast  for  each  such  person;  and 
the  chairman  or  the  secretary  of  said 
general  meeting  shall  forthwith  trans- 
mit such  information  to  the  Secretary. 
Each    member    of    the    AdmlnLstratlve 
Committee,  selected  as  aforesaid  by  the 
Secretary  to  represent  handlers,  shall  be 
a  handler  of  peas,  cauliflower  or  cabbage 
In  the  county  or  counties  of  Alamosa.  Rio 
Grande.  Conejos.  Costilla,  or  Saguache  In 
the  State  of  Colorado. 

§  910.14  Failure  to  nominate.  In  the 
event  nominations  are  not  made  by  pro- 
ducers pursuant  to.  and  within  the  time 
specified  herein,  the  Secretary  may  select, 
without  regard  to  nominations  and  with- 
out waiting  for  any  nominations  to  be 
made,  the  members  and  alternate  mem- 
bers of  the  Administrative  Committee  to 
represent  producers.  In  the  event  nom- 
inations are  not  made  by  handlers  pur- 


suant to.  and  within  the  time  specified  In. 
the  provisions  hereof,  the  Secretary  may 
select,  without  regard  to  nominations  and 
without  waiting  for  any  nominations  to 
be  made,  the  members  and  alternate 
members  of  the  Administrative  Commit- 
tee to  represent  handlers.* 

§  910.15  Acceptance.  Any  person  se- 
lected by  the  Secretary  as  a  member  or  as 
an  alternate  member  of  the  Administra- 
tive Committee  shall  qualify,  within  fif- 
teen days  after  being  notified  of  such 
selection,  by  filing  with  the  Secretary  a 
written  acceptance  of  such  appoint- 
ment.* 


§  910.16  Term  of  office.  The  term  of 
office  of  the  members  and  alternates  of 
the  Administrative  Committee  shall  begin 
on  the  first  day  of  June  and  shall  con- 
tinue for  the  respective  fiscal  year:  Pro- 
vided. That  said  members  and  alternates 
shall  serve  until  their  respective  succes- 
sors have  been  selected  and  have 
qualified. 

§  910.17  Duties  of  alternate  members. 
The  alternate  for  a  member  of  the  Ad- 
ministmtive  Committee  shall.  In  the 
event  of  such  member's  absence,  act  In 
the  place  and  stead  of  such  member;  and 
in  the  event  of  such  member's  removal, 
resignation,  disqualification,  or  death, 
the  alternate  for  said  member  shall,  until 
a  successor  for  the  unexpired  term  of 
said  member  has  been  .selected,  act  in  the 
place  and  stead  of  said  member.* 

S  910.18     Vacancies.     To  fill  any  va- 
cancy occasioned  by  the  failure  of  any 
person  selected  as  a  member  or  as  an 
alternate  member  of  the  Administrative 
Committee  to  qualify,  or  in  the  event  of 
the  death,  removal,  resignation,  or  dis- 
qualification of  any  qualified  member  or 
alternate  member  of  the  Administrative 
Committee,  a  successor  for  his  unexpired 
term  shall  be  selected  by  the  Secretary 
from  nominations  made  In  the  manner 
heretofore  specified.    If  nominations  to 
fill  such  vacancy  are  not  made  and  the 
names  of  such  nominees  submitted  to  the 
Secretary  within  twenty  days  after  such 
vacancy  occurs,  the  Secretary  may.  with- 
out waiting  for  such  nominees  to  be  des- 
ignated or  the  names  thereof  submitted, 
select  someone  to  fill  such  vacancy.* 

§  910.19  Compensation  and  expenses. 
The  members  of  the  Administrative  Com- 
mittee, and  their  respective  alternates 
when  acting  as  members,  shall  serve 
without  compensation,  but  they  shall  be 
reimbursed  for  expenses  neces.sarily  In- 
curred by  them  in  the  performance  of 
their  duties  and  In  the  exercise  of  their 
powers  hereunder.* 

§  910.20    Powers.    The  Administrative 
Committee    shall    have    the    following 

powers:*  ,^  ^ 

(a>  To  administer,  as  herein  provided, 

the  terms  and  provisions  hereof;* 
(b)  To  make  rules  and  regulations  to 

effectuate    the    terms    and    provisions 

hereof;*  .  . 

(c>  To  receive.  Investigate,  and  report 

to  the  Secretary  complaints  of  violations 

hereof;  and* 

(d)  To  recommend  to  the  Secretary 

amendments  hereto.* 

§  910.21    Duties.    It  shall  be  the  duty 
of  the  Administrative  Committee: 
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(a>  To  act  as  Intermediary  between 
the  Secretary  and  any  producer  or  han- 
dler;* 

<b)  To  keep  minutes,  books,  and  rec- 
ords which  will  clearly  reflect  all  of  the 
acts  and  tran.sactlons  of  the  committee, 
and  such  minutes,  books  and  records 
shall  be  subject  at  any  time  to  examina- 
tion by  the  Secretary.* 

(c)  To  investigate  the  growing,  ship- 
ping, and  marketing  conditions  with  re- 
spect to  peas,  cauliflower,  and  cabbage, 
and  to  assemble  data  In  connection  there- 
with;** 

^d)  To  furnish  to  the  Secretary  such 
available  Information  as  the  Secretary 
may  request;* 

(e)  To  cause  the  books  of  the  Admin- 
istrative Committee  to  be  audited  by  one 
or  more  competent  accountants  at  least 
once  each  fiscal  year  and  at  such  other 
times  as  the  committee  may  deem  neces- 
sary or  as  the  Secretary  may  request,  and 
to  file  with  the  Secretary  a  copy  of  each 
such  report;* 

<f)  To  appoint  such  employees  as  It 
may  deem  necessary  and  to  determine 
the  salaries  and  define  the  duties  of  such 
employees;* 

<g)  To  .select  a  chairman  of  the  Ad- 
ministrative Committee  and,  from  time 
to  time,  such  other  officers  as  it  may 
deem  advisable;  and* 

(h>  To  give  the  Secretary  the  same 
notice  of  meetings  of  the  Administrative 
Ccmmiltee  as  is  given  to  the  members 
of  the  committee.* 

8  910.22  Marketing  policy.  Each  sea- 
son prior  to  making  any  recommenda- 
tion to  the  Secretary  for  regulation  of 
shipments  of  peas,  cauliflower,  or  cab- 
bage, the  Administrative  Committee 
shall  determine  the  marketing  policy  to 
be  followed  during  the  ensuing  season 
and  submit  a  report  of  such  policy  to  the 
Secretary;  and  said  policy  report  shall 
contain,  among  other  provisions,  infor- 
mation relative  to  the  estimated  total 
production  or  shipments  of  the  applica- 
ble commodity;  information  as  to  the 
expected  general  quality  and  size  of  the 
applicable  commodity;  possible  or  ex- 
pected demand  conditions  of  different 
market  outlets,  supplies  of  competitive 
commodities;  such  analysis  of  the  fore- 
going factors  and  conditions  as  the  com- 
mittee deems  appropriate;  and  the  type 
of  regulations  of  shipments  of  the  appli- 
cable commodity  expected  to  be  recom- 
mended.** 

PROCEDURE 

5  910.23  Quorum  and  voting  require- 
ments. Only  members  of  the  Adminis- 
trative Committee  representing  handlers 
and  members  representing  producers  of 
peas  shall  be  entitled  to  vote  on  any  mat- 
ter with  respect  to  peas  or  the  handling 
of  peas  pursuant  to  i  910.31  to  §  910.35. 
Any  four  such  members  shall  constitute 
a  quorum  insofar  as  regulating  the  han- 
dling of  peas  pursuant  to  §  910.31  to 
§910.35  is  concerned;  and  any  decision 
of  the  Administrative  Committee  with 
respect  thereto  shall  require  four  con- 
curring votes.  Only  members  of  the  Ad- 
ministrative Committee  representing 
handlers  and  members  representing  pro- 
ducers of  cauliflower  shall  be  entitled  to 
vote  on  any  matter  with  respect  to  cauli- 
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flower  or  the  handling  of  cauliflower 
pursuant  to  J  910.31  to  §  910.35.  Any 
four  such  members  shall  constitute  a 
quorum  insofar  as  regulating  the  han- 
dling of  cauliflower  pursuant  to  §  910.31 
to  §910.35  is  concerned;  and  any  deci- 
sion of  the  Administrative  Committee 
with  respect  thereto  shall  require  four 
concurring  votes.  Only  members  of  the 
Administrative  Committee  representing 
handlers  and  representing  producers  of 
cabbage  shall  be  entitled  to  vote  on  any 
matter  with  respect  to  cabbage  or  the 
handling  of  cabbage  pursuant  to  §  910.31 
to  §  910.35.  Any  four  such  members  shall 
constitute  a  quorum  insofar  as  regulat- 
ing the  handling  of  cabbage  pursuant  to 
§  910.31  to  5  910.35  Is  concerned;  find  any 
decision  of  the  Administrative  Commit- 
tee with  respect  thereto  shall  require 
four  concurring  votes.  Any  seven  mem- 
bers of  the  Administrative  Committee 
representing  handlers  of  representing 
producers  shall,  with  regard  to  any  ac- 
tion by  the  committee  under  any  section 
hereof  other  than  §  910.31  to  §  910.35, 
constitute  a  quorum  of  said  committee;' 
and  any  decision  of  the  Adminl.'^trative 
Committee  pursuant  to  any  of  the  pro- 
visions hereof  other  than  §  910.31  to 
§  910.35,  shall  require  seven  concurring 
votes  by  the  members  of  said  committee. 

§  910.24  Voting.  Only  members 
present  at  an  a.ssembled  meeting  of  the 
Administrative  Committee  may  vote: 
Provided,  That  in  the  ab-^ence  of  an  as- 
sembled meeting  of  the  committee  pro- 
vision may  be  made  for  the  members 
thereof  to  vote,  with  regard  to  commit- 
tee action,  by  mail,  telegraph,  or  tele- 
phone; and  any  such  vote  cast  by  tele- 
phone shall  be  confirmed  promptly  in 
writing  by  each  member  thus  voting  by 
telephone. 

5  910.25  Use  nf  funds.  All  funds  re- 
ceived by  the  Administrative  Committee 
pursuant  to  any  of  the  provisions  here- 
of .shall  be  used  solely  for  the  purposes 
herein  specified,  and  the  Secretary  may 
require  the  committee  and  Its  members 
to  account  for  all  receipts  and  disburse- 
ments.' 

§  910.26  Possession  of  funds,  books, 
records,  and  other  property.  On  the 
death,  resignation,  removal  or  expiration 
of  the  term  of  office  of  any  member  of 
the  Administrative  Committee,  all  books, 
records,  funds,  and  other  property  in  his 
po.ssession  shall  be  delivered  to  his  suc- 
ce.ssor  in  office  or  to  the  committee,  and 
such  assignments  and  other  instruments 
shall  be  executed  as  may  be  necessary  to 
vest  in  his  successor  or  in  the  commit- 
tee full  right  to  all  the  books,  records, 
funds,  and  other  property  In  the  posses- 
sion or  under  the  control  of  such  mem- 
ber pursuant  hereto.* 

5  910.27  Right  of  the  Secretary.  The 
members  of  the  Administrative  Commit- 
tee (including  succes.sors  and  alternates) 
and  any  agent  or  employee  appointed  or 
employed  by  said  committee  shall  be  sub- 
ject to  removal  or  suspension  at  any  time 
by  the  Secretary.  Each  and  every  order, 
regulation,  decision,  determination,  or 
other  act  of  the  committee  shall  be  sub- 
ject to  the  continuing  right  of  the  Secre- 
tary to  disapprove  of  the  same  at  any 
time;   and   upon  such   disapproval   the 
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action  of  said  committee  thus  disap- 
proved shall  be  deemed  null  and  void  ex- 
cept as  to  acts  done  in  reliance  thereon 
or  in  compliance  therewith  prior  to  such 
disapproval  by  the  Secretary.* 

EXPENSES  AND  ASSESSMENTS 

§  910  28  Expenses.  The  Administra- 
tive Committee  is  authorized  to  incur 
such  expenses  as  the  Secretary  finds  may 
be  necessary  for  the  maintenance  and 
functioning  hereunder  during  each  fiscal 
year.  The  funds  to  cover  such  expcn.ses 
shall  be  acquired  by  the  levying  of  as- 
sessments as  provided  hereinafter. 

5  910.29  Assessments.  Each  handler 
shall  pay  to  the  Administrative  Commit- 
tee, upon  demand,  such  handler's  pro 
rata  share  of  the  exji^nses  that  the  Sec- 
retary finds  will  be  necessarily  incurred 
by  the  committee  for  the  maintenance 
and  functioning  of  the  committee  during 
each  fi.scal  year.  Each  handler's  pro 
rata  share  shall  be  based  upon  a  rate  of 
assessment  fixed  by  the  Secretary  and 
shall  be  that  proportion  of  such  expen.ses 
which  the  total  quantity  of  peas,  cauli- 
flower, or  cabbage,  respectively,  shipped 
by  such  handler  during  the  fiscal  year  is 
of  the  total  quantity  of  peas,  cauliflower, 
or  cabbage  respectively,  shipped  by  all 
handlers  during  such  shipping  season. 
The  rate  of  assessment  may  be  increased 
or  decreased,  during  or  after  a  fiscal  year, 
by  the  Secretary  in  order  to  cover  any 
later  findings  of  the  Secretary  of  the  esti- 
mated expenses  or  the  actual  expenses  of 
the  committee  during  said  fiscal  year.** 

§  910.30  Handler  accounts.  At  the 
end  of  each  fiscal  year  the  Administra- 
tive Committee  shall  credit  each  handler 
with  any  amount  paid  by  such  handler  in 
excess  of  his  pro  rata  share  of  the  ex- 
penses or  shall  debit  such  handler  v.ith 
the  amount  by  which  his  pro  rata  share 
exceeds  the  amount  paid  by  him.  Any 
such  debits  shall  become  due  and  pay- 
able upon  demand  of  the  committee. 
The  Administrative  Committee  may.  vvith 
the  approval  of  the  Secretary,  maintain 
a  suit  in  its  own  name  or  in  the  names  of 
its  members  for  the  collection  of  any 
handler's  pro  rata  share  of  expenses.* 

REGULATION  OF  SHIPMENTS  BY  GRADES,  SIZES 
AND  MINIMUM  STANDARDS;  PROHIBITION 
OF  LOADING 

?  910.31  Recmnmendaticn  of  the  Ad- 
ministrative Committee.  Whenever  the 
Administrative  Committee  deems  it  f,d- 
visable  to  regulate  the  shipment  of  peas, 
cauliflower,  or  cubage  by  grades  or  s  zes. 
or  both,  or  to  establish  and  maintain  in 
effect  minimum  standards  of  quality  or 
maturity,  or  both,  during  any  specifi?d 
period  or  periods.  In  order  to  effectuate 
the  declared  policy  of  the  act,  it  shall 
so  recommend  to  the  Secretary.  At  the 
time  of  submitting  each  such  recom- 
mendation, the  committee  shall  furnish 
the  Secretary  the  pertinent  data  and  In- 
formation upon  which  it  acted  in  making 
such  recommendation,  and  such  other 
data  and  information  as  the  Secretary 
may  request. 

?  910  32  Issuances  of  regulations. 
Whenever  the  Secretary  finds,  from  the 
recommendation  and  information  sub- 
mitted by  the  Administrative  Committee 
or  from  other  available  information,  that 
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to  limit  the  shipment  of  peas,  cauhflower 
or  cabbage  to  particular  grades  or  sizes, 
or  both,  or  to  establish  and  maintain  in 
effect  minimum  standards  of  quality  or 
maturity,  or  both,  would  tend  to  effectu- 
ate the  declared  policy  of  the  act.  he  shall 
so  limit  the  shipment  of  such  peas,  cauli- 
flower or  cabbage  or  so  establish  and 
maintain  in  effect  such  minimum  stand- 
ards during  a  specified  period  or  periods. 
The  S-cretary  shall  immediately  notify 
the  committee  of  the  issuance  of  each 
such  regulation,  and  the  committee  shall 
promptly  give  adequate  notice  thereof  to 
handlers  and  producers. 

§  910  33  Exemption  certificates,  (a) 
The  committee  may  adopt,  subject  to  ap- 
proval of  the  Secretary,  the  procedures 
pursuant  to  which  certificates  of  exemp- 
tion will  be  issued  to  producers. 

(b>   Except  as  otherwise  provided  In 
this  .section,  the  committee  may  i.s.sue 
certmcates  of  exemption  to  any  producer 
who  applies  for  such  exemption  and  fur- 
nishes adequate  evidence  to  the  commit- 
tee that  by  rearon  of  a  regulation  issued 
pursuant  hereto  with   respect  to   peas, 
cauliflower,  or  cabbage,  as  the  case  may 
be    he  will  be  prevented  from  shipping 
as  large  a  proportion  of  his  production 
of  such  vegetable  as  the  average  of  all 
producers.    Such  certificate  shall  permit 
the   producer   to  ship  or   cause   to   be 
shipped  the  amount  of  peas,  cauliflower, 
or  cabbage  specified  thereon.    Such  cer- 
tificate may  be  transferred   with  such 
vegetable  at  time  of  shipment.     No  ex- 
emption certificate  shall  be  issued  for  any 
lot  of  peas  grading  less  than  80  percent 
U    S   No.  1  quality;  and  no  exemption 
certificate  shall  be  issued  for  any  lot  of 
cauliflower  or  cabbage  grading  less  than 
65  percent  U.  S.  No.  1  quality. 

(c)  The  committee  shall  be  permitted 
at  r.ny  time  to  make  a  thorough  investi- 
gation of  any  producer's  claim  pertaining 
to  exemptions. 

(d)  If   any   applicant  for  exemption 
certificates  is  dissatisfied  with  the  de- 
termination by  the  committee  with  re- 
spect to  his  application,  said  applicant 
may  file  an  appeal  with  the  committee. 
Such  an  appeal  must  be  taken  promptly 
after  the  determination  by  the  commit- 
tee from  which  the  appeal  is  taken.    Any 
applicant  filing  an  appeal  shall  furnish 
evidence  satisfactory  to  the  committee 
for  a  determination  on  the  appeal.    The 
committee    shall    thereupon    reconsider 
the   apphcation.   examine   all   available 
evidence,   make   a   final   determination 
concerning  the  certificate  of  exemption 
to  be  granted,  and  notify  the  appellant 
of  such  final  determination. 

(c>  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
procedure  and  any  exemptions  granted 
pursuant  to  this  section. 

(f»  The  committee  shall  maintain  a 
record  of  all  applications  submitted  for 
exemption  certificates,  a  record  of  all 
exemption  certificates  is.sued  and  denied, 
the  quantity  of  p3as,  cauliflower  or  cab- 
bage covered  by  such  exemption  cer- 
tificates, a  record  of  the  amount  of  peas, 
cauliflower  or  cabbage  shipped  under  ex- 
emption certificates,  a  record  of  appeals 
for  reconsideration  of  applications  for 
exemption  certificates,  and  such  infor- 
mation as  may  be  requested  by  the  Sec- 
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retary.  Periodic  reports  on  such  rec- 
ords shall  be  complied  and  Issued  by  the 
committee  upon  request  of  the  Secretary. 


§  910.34     Inspection  and  certification. 
During  any  period  In  which  shipments 
of  peas,  cauhflower.  or  cabbage  are  reg- 
ulated  pursuant  hereto,  each   handler 
shall,  prior  to  making  each  such  ship- 
ment  cause  such  shipment   to  be  In- 
spected by  an  authorized  representative 
of  the  Federal-State  Inspection  Service; 
and  promptly  thereafter  each  such  han- 
dler shall  submit  or  cause  to  be  sub- 
mitted to  the  Administrative  Commit- 
tee a  copy  of  the  Federal-State  inspec- 
tion certificate  showing  the  grade  and 
size  of  the  vegetable  contained  in  the 
respective  shipment.  •• 

§  910.35     Prohibition  of  loading,     (a) 
Whenever  the  Administrative  Commit- 
tee deems  it  advisable.  In  order  to  ef- 
fectuate the  declared  policy  of  the  act, 
to  prohibit  the  loading  of  peas,  cauli- 
flower, or  cabbage  for  a  period  of  not 
to  exceed  96  hours.  It  shall  so  recom- 
mend to  the  Secretary.    At  the  time  of 
submitting   such   recommendation,   the 
committee  shall   furnish  the  Secretary 
the  pertinent  data  and  Information  upon 
which  It  acted  In  making  such  recom- 
mendation, and  such  other  information 
as  the  Secretary  may  request.  •• 

<b)  Whenever    the    Secretary    finds, 
from  the  recommendation  and  Informa- 
tion  submitted   by   the   Administrative 
Committee  or  from  other  available  in- 
formation, that  to  prohibit  the  loading 
of  peas,  cauliflower,  or  cabbage,  respec- 
tively, during  a  period  of  not  to  exceed 
96  hours  would  tend  to  effectuate  the 
declared  policy  of  the  act.  he  shall  so 
prohibit  the  loading  of  peas,  cauliflower, 
or  cabbage  respectively:  Provided.  That 
not  less  than  72  hours  shall  elapse  from 
the  termination  of  such  period  to  the 
commencement  of  a  subsequent  period 
during  which  such  loading  would  be  pro- 
hibited.    The  Secretary  shall  immedi- 
ately    notify    the    committee    of    the 
Issuance    of    such    regulation,    and    the 
committee  shall  promptly  give  adequate 
notice      thereof      to      producers      and 
handlers." 


§  910.36  Compliance.  No  handler 
shall  ship  peas,  cauliflower,  or  cabbage 
in  violation  of  the  provisions  hereof  or 
of  any  order  or  regulation  Issued  pur- 
suant hereto:  and  no  handler  shall  load 
peas,  cauliflower,  or  cabbage  during  any 
period  when  such  loading  has  been  pro- 
hibited by  the  Secretary  pursuant 
hereto.** 

§  910.37  Reports.  Upon  request  of  the 
Administrative  Committee,  made  with 
the  approval  of  the  Secretary,  each  han- 
dler shall  furnish  such  committee,  in 
such  manner  and  at  such  times  as  It 
prescribes,  such  Information  as  will 
enable  the  committee  to  perform  its 
duties  hereunder.* 

EFFECTIVE  TIME  AND  TERMINATION 

§  910  38  Effective  time.  The  provi- 
sions hereof  shall  become  effective  at 
such  time  as  the  Secretary  may  declare 
above  his  signature  attached  hereto,  and 
shall  continue  In  force  until  terminated 
in  one  of  the  ways  hereinafter  specified.* 


5  910.39  Termination,  fa)  The  Sec- 
retary may.  at  any  time,  terminate  the 
provisions  hereof  by  giving  at  least  one 
day's  notice  by  means  of  a  press  release 
or  In  any  other  manner  which  he  may 
determine.* 

(b»  The  Secretary  may  terminate  or 
suspend  the  operation  of  any  or  all  of 
the  provisions  hereof  whenever  he  finds 
that  such  provisions  do  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act.* 
(c)  The  Secretary  shall  terminate  the 
provisions  hereof,  with  respect  to  peas, 
cauliflower,  or  cabbage  at  the  end  of  any 
fiscal  year  whenever  he  finds  that  such 
termination  Is  favored  by  a  majority  of 
the  producers  of  the  respective  vegetable, 
who.  during  the  then   preceding  fiscal 
year  have  been  engaged  in  the  production 
for  market  of  such  vegetable:  Provided, 
That  such  majority  has.  during  such  pe- 
riod, produced  for  market   more  than 
fifty  percent  of  the  volume  of  the  respec- 
tive vegetable  produced  for  market;  but 
such  termination  shall  be  effective  only 
if  announced  on  or  before  April  30  of  the 
then  current  fiscal  year.** 

(d)  The  provisions  hereof  shall,  in  any 
event,  terminate  whenever  the  provisions 
of  the  act  authorizing  it  cease  to  be  in 
effect.* 

§  910  40     Proceedings  after  termina- 
tion.    <a>  Upon  the  termination  of  the 
provisions  hereof,  the  then  functioning 
members  of  the  Administrative  Commit- 
tee shall  continue  as  trustees,  for  the 
purpose  of  liquidating  the  affairs  of  the 
said  committee,  of  all  the  funds  and 
property  then  In  the  possession  of  or 
under  control  of  such  committee,  Includ- 
ing but  not  being  limited  to  the  claims  for 
any  funds  unpaid  or  property  not  deliv- 
ered at  the  time  of  such  termination ;  and 
the  procedural  rules  governing  the  activ- 
ities of  said  trustees,  including  but  not 
being  limited  to  the  determination  as  to 
whether  action  shall  be  taken  by  a  major- 
ity vote  of  the  trustees,  shall  be  pre- 
scribed by  the  Secretary.* 

( b  •  The  said  trustees  shall  continue  In 
.such  capacity  until  discharged  by  the 
Secretary,  and  shall  from  time  to  time, 
account  for  all  receipts  and  disburse- 
ments or  deliver  all  property  on  hand, 
together  with  all  books  and  records  of 
the  committee  and  of  the  trustees,  to 
such  person  as  the  Secretary  may  direct ; 
and  shall,  upon  the  request  of  the  Secre- 
tary, execute  such  a.sslgnments  or  other 
instruments  necessary  or  appropriate  to 
vest  In  such  person  full  right  to  all  of  the 
funds,  property,  and  claims  vested  in  the 
committee    or    the    trustees    pursuant 
hereto.* 

(c>  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  Administrative  Com- 
mittee or  its  members,  pursuant  to  this 
section,  shall  be  subject  to  the  same  ob- 
ligations imposed  upon  the  members  of 
said  committee  and  upon  the  said 
trustees.* 


S  910.41  Effect  of  termination  or 
amendment.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  the  termination  of  any 
regulation  issued  pursuant  hereto,  or  the 
issuance  of  any  amendment  to  either 
thereof,  shall  not  ta)  affect  or  waive  any 
right  duty,  obligation,  or  liability  which 
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shall  have  arisen  or  which  may  there- 
after arise  in  connection  with  any  pro- 
vision hereof  or  any  regulation  issued 
hereunder,  or  (b)  release  or  extinguish 
any  violation  hereof  or  of  any  regulation 
issued  hereunder,  or  (c)  affect  or  impair 
any  right  or  remedy  of  the  Secretary  or 
of  any  other  person  with  respect  to  any 
such  violation.     The  provisions  hereof 
shall  not  affect  or  waive  any  right,  duty, 
obligation,  or  liability  which  may  have 
arisen  in  connection  with  any  provision 
of  the  aforesaid  marketing  agreement 
and  order  regulating  the  handling  of 
fresh  peas  and  cauliflower  grown  in  the 
counties  of  Alamosa.  Rio  Grande.  Cone- 
jos. Costilla  and  Saguache  in  the  State  of 
Colorado,  effective  on  and  after  April 
13,   1942;   or  release  or  extinguish  any 
violation  of  said  marketing  agreement 
and  order  or  of  any  regulation  issued 
thereunder  or  affect  or  Impair  any  right 
or  remedy  of  the  Secretary  or  of  any 
person  with  respect  to  any  such  violation. 

MISCELLANEOUS 

S  910  42  Duration  of  immunities.  The 
benefits,  privileges,  and  Immunities  con- 
ferred upon  any  person  by  virtue  hereof 
shall  cea.se  upon  the  termination  hereof, 
except  with  respect  to  acts  done  here- 
under and  during  the  existence  hereof.* 

§  910.43  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any  per- 
son, including  any  officer  or  employee  of 
the  Government  or  name  any  bureau  or 
division  in  the  United  States  Department 
of  Agriculture,  to  act  as  his  agent  or  rep- 
resentative in  connection  with  any  of  the 
provisions  hereof.* 

§  910.44  Derogation.  Nothing  con- 
tained herein  Is.  or  shall  be  construed  to 
be.  In  derogation  or  In  modification  of 
the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act,  or  otherwise,  or.  In 
accordance  with  such  powers,  to  act  In 
the  premises  whenever  such  action  is 
deemed  advisable.* 

5  910.45  Personal  liability.  No  mem- 
ber or  alternate  member  of  the  Adminis- 
trative Committee,  nor  any  employee  or 
agent  thereof,  shall  be  held  personally 
responsible,  either  individually  or  jointly 
with  others,  In  any  way  whatsoever,  to 
any  handler  or  to  any  other  person  for 
errors  in  judgment,  mistakes,  or  other 
acts,  either  of  commission  or  omission, 
as  such  member,  alternate  member,  or 
employee,  except  for  acts  of  dishonesty.* 

§  910.46  Scparabilitu.  If  any  provl- 
."tion  hereof  is  declared  Invalid,  or  the 
appJicability  thereof  to  any  person,  cir- 
cumstance, or  thing,  is  held  invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  person, 
circumstance,  or  thing,  shall  not  be 
affected  thereby.* 

§  910.47  Amendments.  Amendments 
hereto  may  be  propoj^ed.  from  time  to 
time,  by  the  Administrative  Committee 
or  by  the  Secretary.* 

5  910.48  Hearing  and  approval.  After 
due  notice  and  hearing,  and  upon  the 
execution  of  the  proposed  amendment  by 
handlers  who.  during  the  then  preceding 
calendar  year,  handled  not  less  than  50 
percent  of  the  peas.  cauIiLower  and  cab- 
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bage  handled  during  such  period,  the 
Secretary  may  approve  such  amendment 
and  it  shall  become  effective  at  such  time 
as  the  Secretary  may  designate.*  •* 

§910.49  Counterparts.  This  agree- 
ment may  be  executed  in  multiple 
counterparts,  and  when  one  counterpart 
is  signed  by  the  Secretary,  all  such 
counterparts  shall  constitute,  when  taken 
together,  one  and  the  same  Instrument  as 
If  all  signatures  were  contained  in  one 
original.*** 

§  910.50  Additional  parties.  After 
the  effective  date  hereof,  any  handler 
who  has  not  prior  thereto  become  a  party 
hereto  may  become  a  party  hereto  if  a 
counterpart  hereof  is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such  is 
delivered  to  the  Secretary,  and  the  bene- 
fits, privileges,  and  Immunities  conferred 
by  this  agreement  shall  then  be  effective 
as  to  such  new  contracting  party.*  •• 

§  910.51  Order  with  marketing  agree- 
ment. Each  signatory  handler  hereby 
requests  the  Secretary  to  issue,  pursuant 
to  the  act,  an  order  providing  for  the 
regulating  of  the  handling  of  peas,  cauli- 
flower, and  cabbage  in  the  same  manner 
as  is  provided  for  herein.*** 

Copies  of  this  notice  of  hearing  may  be 
procured  from  the  Hearing  Clerk,  United 
States  Department  of  Agriculture.  Room 
1846,  South  Building.  Washington  25, 
D.  C.  or  from  the  Fruit  and  Vegetable 
Branch.  Room  549,  New  Custom  House, 
Denver.  Colorado,  or  may  be  there  In- 
spected. 

This  notice  of  hearing  issued  at  Wash- 
ington, D.  C.  this  1st  day  of  February 
1949. 

[sEALl  John  I.  Thompson. 

Assistant  Administrator. 

[F.    R.    Doc.    49-845;    Piled,    Feb.    3,    1949; 
9:00  a.  m.J 


[  7  CFR,  Port  965  1 

[Docket  No.  AO-166-A-11] 

Handling  of  Milk  in  Cincinnati.  Ohio, 
Marketing  Area 

NOTICE  OF  heaping  ON  PROPOSED  AMEND- 
MENTS TO  TENTATIVELY  APPROVED  MAR- 
KETING AGREEMENT,  AND  TO  THE  ORDER, 
AS  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  601  ct  seq.),  and  in  accord- 
ance with  the  applicable  rules  of  practice 
and  procedure,  as  amended  (7  CFR. 
Supps.  900.1  et  seq.;  11  P.  R.  7737.  12 
F.  R.  1159.  4904  >.  notice  is  hereby  given 
of  a  public  hearing  to  be  held  in  the 
Rockwood  Room.  Hotel  Sinton.  Cincin- 
nati, Ohio,  beginning  at  10:00  a.  m., 
e.  s.  t..  February  10.  1949.  for  the  pur- 
pose of  receiving  evidence  with  respect 
to  proposed  amendments  to  the  tenta- 
tively approved  marketing  agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  In  the  Cincinnati, 
Ohio,  marketing  area  (9  P.  R.  825.  9880, 
10  F.  R.  7607,  11  P.  R.  7331,  S670,  14011, 
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12  F.  R.  4931.  13  F.  R.  2329.  7294  > .  The.'-e 
proposed  amendments  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

This  public  hearing  Js  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic and  emergency  conditions  which 
relate  to  the  proposed  amendments  here- 
inafter set  forth: 

1.  The  following  amendment  has  been 
proposed  by  the  Cincinnati  Sales  Asso- 
ciation.- Inc.,  and  by  The  Cooperative 
Pure  Milk  Association:  Propo.sal  No.  1: 

Delete  subparagraphs  (1)  and  (2)  of 
5  965.6  (a)  and  substitute  therefor  the 
following: 

(1)  The  price  of  Class  I  milk  for  the 
month  of  March  1949,  for  milk  of  4.0% 
butterfat  content,  shall  be  $5.00  per  hun- 
dredweight, and  the  price  of  Class  II 
milk  for  the  month  of  March  1949.  for 
milk  of  4.0%  butterfat  content,  shall  be 
$4.55  per  hundredweight;  and  for  the 
months  of  April.  May,  and  June  1949,  the 
price  of  Cla.ss  I  milk  shall  be  $4.80  per 
hundredweight,  for  milk  of  4.0%  butter- 
fat content,  and  the  price  of  Class  II 
milk  shall  be  $4.35  per  hundredweight, 
for  milk  of  4.0%  butterfat  content. 

2.  The  following  amendments  have 
been  proposed  by  The  Cincinnati  Sales 
Association.  Inc.:     Proposal  No.  2: 

Amend  §965.6  (a)  to  provide,  begin- 
ning July  1.  1949.  formulas  for  com- 
puting the  prices  of  Class  I  milk  and 
Class  II  milk  by  adding  $1.35  and  $0.90, 
respectively,  to  the  price  for  Class  III 
milk. 

Proposal  No.  3: 

Delete  paragraphs  (e)  and  (f)  of 
5  965.2  and  substitute  therefor  the  fol- 
lowing : 

(e)  "Troducer"  means  any  person  who 
produces  milk  which  is  received  at  a 
distributing  plant  or  a  receiving  station 
operated  by  a  handler  or  cooperative 
marketing  a.ssociatlon  either  of  which 
distributes  milk  within  the  marketing 
area  under  approval  of  the  proper 
health  authorities. 

(f )  "Handler"  means  any  jjcrson,  irre- 
spective of  whether  such  person  is  a  pro- 
ducer or  a  cooperative  association,  who 
engages  in  such  handling  and  distribu- 
tion of  milk,  all  or  a  portion  of  which  is 
disposed  of  as  milk  in  the  marketing 
area,  as  is  In  the  current  of  interstate 
commerce,  or  which  directly  burdens,  ob- 
structs, or  affects  interstate  commerce 
In  milk  and  its  products.    "Such  handling 
and  distribution' of  milk"  as  used  in  this 
definition,  shall  Include  the  milk  of  any 
producer  whose  milk  has  been  received 
previously  at  a  plant  described  in  para- 
graph (e)  of  this  section,  which  milk  has 
been  caused  to  be  delivered  by  a  cooper- 
ative  association,   during   the   delivery 
periods  of  April.  May.  and  June  to  a  plant 
from  which  no  milk  is  di.sposcd  of  in  the 
marketing  area,  if  payment  therefor  has 
been  collected  by  such  cooperative  asso- 
ciation, and  such  milk  shall  be  deemed 
to  have  been  received  from  producers  by 
such    cooperative    a.s.sociation.      "Han- 
dler" shall  not  include  any  person  from 
whom  emergency  milk  is  received  or  any 
person  who  handles  only  milk  of  his  own 
production  or  who  only  disposes  of  milk 
to  other  handlers. 
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3.  The  following  amendments  have 
been  proposed  by  The  Cooperative  Pure 
MUk  Association :    Proposal  No.  4: 

Amend  §  965.5  (b)  (2)  by  deleting  such 
subparagraph  and  substituting  therefor 
the  following: 

(2)  Class  II  A  milk  shall  be  all  milk 
used  to  produce  cream  for  consumption 
as  cream  and  Class  II  B  milk  shall  be  all 
milk  ased  to  produce  creamed  buttermilk 
and  creamed  cottage  cheese. 

Proposal  No.  5: 

Amend  5  965.2  (e)  by  the  addition  of 
the  following: 

"Grade  A  producer"  means  a  producer. 
Including  milk  of  handlers  own  pro- 
duction, meeting  qualifications  of  appro- 
priate health  authorities  as  a  "Grade  A 
producer":  'Grade  B  producer"  means 
a  producer.  Including  milk  of  a  handler's 
own  production,  designated  as  a  "Grade 
B  producer"  by  appropriate  health  au- 
thorities. 

Amend  5  965.4  (a)  a)  (I)  by  deleting 
each  subdivision  and  substituting  there- 
for the  following : 

(i>  The  receipt  of  milk  at  each  plant 
from  "Grade  A  producers",  from  "Grade 
B  producers"  and  from  other  handlers. 
Amend  §  965.4  fa>  (D  (vl>  by  deleting 
the  word  "producer"  and  substituting 
therefor  the  phrase  "Grade  A  producer 
and  Grade  B  producer". 

Amend  5  965.4  (a)  <2)  by  deleting  the 
word  "producer"  and  substituting  there- 
for the  phrase  "Grade  A  producer  and 
Grade  B  producer". 

Amend  $  965.5  fd>  (D  n>  by  deletmg 
such  subdivision  and  substituting  there- 
for the  following: 

(1)  From  Grade  A  producers  and  Grade 
B  producers. 

Amend  §  965  5  (d)  (2)  by  deleting  the 
phrase  "from  producers,  including  the 
handler's  own  production",  and  substi- 
tuting therefor  the  following:  "from 
Grade  A  producers  and  Grade  B  pro- 
ducers". ^  . 
Amend  §  965.5  (e>  by  deleting  the  word 
"producers"  as  it  may  appear  and  sub- 
stituting therefor  the  phrase.  "Grade  A 
producers  and  Grade  B  producers". 

Amend  §  965.6  <b>  by  deleting  the  word 
"producers"  as  it  may  appear  and  sub- 
stituting therefor  the  phra.se.  "Grade  A 
producers  and  Grade  B  producers  ". 

Amend  §  965.6  (c)  by  deleting  the  word 
"producers"  as  it  may  appear  and  substi- 
tuting therefor  the  phrase,  "Grade  A 
producers  and  Grade  B  producers". 

Amend  §  965.7  by  deleting  such  section 
and  substituting  therefor  the  following: 


§  965.7  CojJiputation  and  amiounce- 
mi'Jit  of  uniform  price  for  Grade  A  pro- 
ducers and  Grade  B  producers— ^s.^  Com- 
putation of  uniform  price  for  Grade  A 
producers.  For  each  delivery  period,  the 
market  administrator  shall  compute  the 
uniform  price  per  hundredweight  of  milk 
received  by  handlers  from  Grade  A  pro- 
ducers as  follows: 

( 1 )  Add  together  the  values  of  milk  as 
computed  in  §  965  6  (c)  for  handlers  who 
made  the  payments  to  the  producor- 
settlcraent  fund  as  required  by  5  965  8 
(b); 
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(2>  Subtract,  if  the  weighted  average 
butterfat  test  of  all  milk  received  from 
Grade  A  producers  by  handlers  whose 
milk  is  represented  In  the  sum  computed 
under  (1)  of  this  paragraph,  is  greater 
than  3.5  percent,  or  add,  if  the  weighted 
average  butterfat  test  of  such  milk  is 
less  than  3.5  percent,  an  amount  com- 
puted as  follows:  Multiply  the  hundred- 
weight of  such  milk  by  the  variance  of 
Its  weighted  average  butterfat  test  from 
3  5  percent,  and  multiply  the  resulting 
amount  by  50  cents  if  the  average  price 
of  butter  de.scribed  under  §  965.6  <at  (3) 
"was  more  than  40  cents  but  not  more 
than  50  cents,  such  amount  <50  cents)  to 
be  increased  or  decreased,  as  the  case 
may  be.  by  10  cents  for  each  10  cent  range 
in  such  price  of  butter  above  or  below  the 
range  "more  than  40  cents  but  not  less 
than  50  cents." 

(3)  Subtract  an  amount  equivalent  to 
the  monies  retained  pursuant  to^  965.12 

(4)  Add  the  balance  in  the  producer- 
settlement  fund  not  reserved  for  pay- 
ment under  §965.12  <b); 

(5>  Subtract  the  amount  computed 
pursuant  to  §965.9  *a)  (2>: 

<6)  Divide  by  the  total  hundredweight 
of  milk  of  Grade  A  producers  repre- 
sented in  the  sum  computed  pursuant  to 
subparagraph    (1)    of    this    paragraph, 

and  ,     ,      . 

(7)   Subtract  from  the  figure  obtained 

in  subparagraph  (6)  of  this  paragraph 
not  less  than  4  cents  nor  more  than  5 
cents  per  hundredweight  for  the  pur- 
po.se  of  retaining  a  cash  balance  to  pro- 
vide against  errors  in  reports  and  in  pay- 
ment by  handlers.  The  result  shall  be 
known  as  the  uniform  price  per  hun- 
dredweight for  such  delivery  period  for 
milk  of  Grade  A  producers  which  con- 
tains 3.5  percent  of  butterfat. 

(b)  Announcement  of  prices  and 
transportation  rates.  On  or  before  the 
first  day  of  the  following  delivery  period, 
the  market  administrator  shall  notify 
each  handler  of  the  uniform  price  for 
milk  and  of  the  price  for  Class  III  milk, 
and  shall  make  public  announcement  of 
the  uniform  price  computation.  From 
time  to  time,  the  market  administrator 
shall  also  publicly  announce  the  amounts 
per  hundredweight  deducted  by  each 
handler  from  the  payments  made  to  pro- 
ducers pursuant  to  §  965.9  and  the 
amounts  actually  paid  to  haulers  for  the 
transportation  of  milk  from  the  farms  of 
producers  to  such  handler's  plant  or 
plants,  as  ascertained  from  reports  sub- 
mitted pursuant  to  §  965.4  «a). 

Amend  §  965.8  (a>  by  deleting  the  word 
"producers"  as  It  may  appear  and  sub- 
stituting therefor  the  phrase  "Grade  A 
producers  and  Grade  B  producers". 

Amend  §  965.9  t  a »  by  deleting  the  word 
"producer"  as  it  may  appear,  and  sub- 
stituting therefor  the  phrase  "Grade  A 
producer  and  Grade  B  producer". 

Amend  IS  965.9  <a)  (1>  by  deleting  the 
word  "producer"  as  it  may  appear  and 
substituting  therefor  the  phra.se  "Grade 
A  producer". 

Further  amend  5  965.9  (a>  by  chang- 
ing present  .subparagraph  (2)  to  sub- 
paragraph (3». 

Further  amend  5  965.9  (a>  by  adding  a 
new  subparagraph  c3».  as  follows: 


(3)  Multiply    the    hundredweight    of 
milk  received  from  each  Grade  B  pro- 
ducer by  a  Grade  B  producer  price,  com- 
puted   as    follows:    Multiply    t^e    total 
pounds  of  Class  II B  milk  for  the  delivery 
period  by  the  Class  II  price  for  3.5  per- 
cent milk;  multiply  the  total  pounds  of 
Class  III  milk  for  the  delivery  period  by 
the  Class  III  price  for  3.5  percent  milk; 
add  the  resulting  sums  and  divide  by  the 
total  pounds  of  Class  II  B  and  Class  III 
milk  and  adjust  the  resulting  figure  to 
the  nearest  full  cent:  Provided.  That  If 
the  milk   of   each   producer   was  of   a 
weighted  average  butterfat  content  other 
than  3.5  percent,  there  shall  be  added  or 
subtracted  for  each  one-tenth  of  1  per- 
cent variance  above  or  below  3.5  percent. 
5  cents  if  the  average  price  of  butter  de- 
scribed in  §  965.6  (a)  (3)  "was  more  than 
40  cents  but  not  more  than  50  cents,  such 
amount  (5  cents)  to  be  Increased  or  de- 
creased, as  the  case  may  be.  by  one  cent 
for  each  10-cent  range  in  such  price  of 
butter  above  or  below  the  range  "more 
than  40  cents  but  noYnore  than  50  cents." 

Amend  5  965.9  (b)  by  deleting  the 
word  "producers"  as  it  may  appear  and 
substituting  therefor  the  phrase  "Grade 
A  producers  and  Grade  B  producers." 

4.  The  following  amendments  have 
been  proposed  by  the  Dairy  Branch,  Pro- 
duction and  Marketing  Administration: 
Proposal  No.  6 

Delete  §  965.2  (g)  and  substitute  there- 
for the  following: 

(g)  "Delivery  period"  means  the  cal- 
endar month  or  the  total  portion  of  the 
calendar  month  during  which  the  pro- 
visions of  this  order  or  of  any  amend- 
ment thereto  are  in  effect. 

Proposal  No.  7: 

Make  such  changes  as  may  be  required 
to  make  the  entire  marketing  agreement 
and  order  conform  with  any  amendments 
thereto  that  may  result  from  this  hear- 
ing. 

Copies  of  this  notice  of  hearing  and 
of  the  tentatively  approved  marketing 
agreement,  and  the  order,  as  amended, 
now  in  effect,  may  be  procured  from  the 
Market  Administrator.  152  E.  4th  Street. 
Cincinnati  2.  Ohio,  or  from  the  Hearing 
Clerk.  United  States  Department  of  Agri- 
culture. In  Room  1844.  South  Building. 
Washington  25.  D.  C.  or  may  be  there 
inspected. 
Dated:  February  1.  1949. 

[seal!  John  I.  Thompson. 

Assistant  Adininistrator. 

IF.    R.    Doc.    49-844:    Filed.    Feb.    3,   ^949; 
8:52  a.  m.l 


[  7  CFR,  Part  972  1 

[Docket    No.    AO-177-A-81 

Handling  of  Milk  in  Tri-State 
Marketing  Area 

NOTICE  OF  hearing  ON  PROPOSED  AMEND- 
MENTS TO  TENTATIVELY  APPROVED  MAR- 
KETING    AGREEMENT     AND    ID    ORDER,     AS 

AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  1946  ed.  601  et  .seq.>.  and  in 
accordance  with  the  applicable  rules  of 
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practice  and  procedure,  a.s  amended  (7 
CFR.  Supps.  900.1  et  seq.;  11  F.  R.  7737. 
12  P.  R.  1159. 4904) .  notice  Is  hereby  given 
of  a  public  hearing  to  be  held  at  the 
Lafayette  Hotel,  Gallipolis.  Ohio,  begin- 
ning at  10:00  a.  m.,  e.  s.  t..  February  16. 
1949,  for  the  purpose  of  receiving  evi- 
dence with  respect  to  proposed  amend- 
ments to  the  tentatively  approved  mar- 
keting agreement  and  to  the  order,  as 
amended,  regulating  the  handling  of 
milk  in  the  Trl-State  marketing  area 
(12  F.  R.  12926.  12  F.  R.  4243,  13  F.  R. 
2330,  13  F.  R.  7295).  The.se  proposed 
amendments  have  not  received  the  ap- 
proval of  the  Secretary  of  Agriculture. 

This  public  hearing  Is  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic and  emergency  conditions  which 
relate  to  the  proposed  amendments  here- 
inafter set  forth: 

The  following  amendments  have  been 
proposed  by  The  Scioto  County  Coopera- 
tive Milk  Producers  Association,  The 
Athens  Milk  Sales.  Inc..  The  Marietta  Co- 
operative Milk  Producers  Association, 
and  The  Huntington  Interstate  Milk  Pro- 
ducers A.ssociation : 

1.  Amend  §  972.5  (a)  by  deleting  sub- 
paragraph <3>  (i)  and  substituting  there- 
for the  following:  » 

(1)  To  average  wholesale  price  per 
pound  of  92  score  butter  at  Chicago  as 
reported  by  the  Department  of  Agricul- 
ture for  the  delivery  period,  add  20  per- 
cent thereof  and  multiply  by  3.5. 

2.  Amend  §  972.5  (a)  by  deleting  sub- 
paragraph (3)  (11)  and  substituting 
therefor  the  following: 

(ID  Prom  the  average  of  the  carlot 
prices  per  pound  of  nonfat  dry  milk 
solids  for  human  consumption,  spray  and 
roller  process,  f.  o.  b.  manufacturing 
plants,  as  published  for  the  Chicago  area 
for  the  delivery  period  by  the  Depart- 
ment of  Agriculture.  Including  in  such 
average  the  quotations  published  for  any 
fractional  part  of  the  previous  delivery 
period  which  were  not  published  and 
available  for  the  price  determination  of 
such  nonfat  dry  milk  solids  for  the  previ- 
ous delivery  period,  deduct  4.0  cents, 
multiply  by  8.5,  and  then  multiply  by 
0.965. 

3.  Delete  that  portion  of  §  972.5  (b) 
following  the  words  "periods  indicated:" 
and  substitute  therefor  the  following: 


Delivery  period 


M»y  ani  June 

Mi^rrh,  .April.  July,  and  Aueust   .... 

ScptomfHT,     Oclntior,    November. 

January,  and  February 


Other 
plants 


$1. 15 
1.40 


4.  Delete  that  portion  of  §  972.5  (c) 
following  the  words  "periods  indicated:" 
and  substitute  therefor  the  following: 


Delivery  period 


May  an'1  June 

Marrh,  April.  July,  and  Aumist 

Beiili'm'HT.  <)itu)>er,  November. 
f)ea'iuber,  January,  and  Febru- 
ary  


Hunting- 
ton 
dLstrict 
plants 


Other 
plants 


tO.ftS 


1.10 


6.  Add  to  §  972.5.  the  following: 

Provided,  That  for  any  month,  if  the 
percentage  of  Class  III  milk  In  the  Tri- 
State  Area  during  the  12-month  period 
ending  with  the  second  preceding  month 
Is  less  than  30%.  the  price  shall  be  25<' 
more  than  otherwise  applicable,  and  If 
the  percentage  of  Class  III  milk  during 
such  period  Is  more  than  40%.  the  price 
shall  be  25«»  less  than  otherwise  appli- 
cable: And  provided  further,  That  the 
price  for  any  of  the  months  of  March 
through  June  shall  not  be  higher,  and 
the  price  for  any  of  the  months  of  Sep- 
tember, through  February  shall  not  be 
lower,  than  the  price  for  the  preceding 
month. 

The  following  amendment  has  been 
proposed  by  the  Dairy  Branch,  Produc- 
tion and  Marketing  Administratfon: 

6.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  market- 
ing agreement  and  order  conform  with 
any  amendments  thereto  that  may  re- 
sult from  this  hearing. 

Copies  of  this  notice  of  hearing  and 
of  the  tentatively  approved  marketing 
agreement,  and  the  order,  as  amended, 
now  in  effect,  may  be  procured  from  the 
Market  Administrator,  527  First  Hunt- 
ington National  Bank  Building,  Hunt- 
ington. West  Virginia,  or  from  the  Hear- 
ing Clerk.  United  States  Department  of 
Agriculture.  In  Room  1844.  South  Build- 
ing. Washington  25.  D.  C,  or  may  be 
there  inspected. 

I>ated:  January  31.  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator. 

(F.    R.    Doc.    49-824;    Filed.    Feb.    3.    1949; 
8:47  a.  m.l 


FEDERAL  SECURITY  AGENCY 
Food  and  Drug  Administration 

[  21  CFR,  Part  51  1 

I  Docket  No.  FDC-54] 

Canned  Corn;  Definitions  and  Stand- 
ards OF  Identity.  Quality,  and  Fill  or 
Container 

notice  OF  HEARING 

In  the  matter  of  amending  the  defini- 
tions and  standards  of  Identity  and 
establishing  standards  of  quality  and 
standards  of  fill  of  container  for  canned 
corn  and  canned  field  corn: 

Notice  is  hereby  given  that  the  Federal 
Security  Administrator,  in  accordance 
with  the  provisions  of  the  Federal  Food. 
Drug,  and  Cosmetic  Act  (sees.  401.  701, 
52  Stat.  1046.  1055;  21  U.  S.  C.  341.  371). 
will  hold  a  public  hearing  commencing 
at  10:00  o'clock  in  the  morning  of  March 
15.  1949.  In  Room  5140.  Federal  Security 
Building,  Independence  Avenue  and 
Fourth  Street  SW..  Washington.  D.  C, 
to  receive  evidence  on  proposals  to 
amend  the  definitions  and  standards  of 
identity  for  canned  vegetables  other 
than  those  specifically  regulated  <21 
CFR,  Cum.  Supp.  52.990)  by  deleting 
therefrom  all  references  to  canned  corn 
and  canned  field  corn,  and  on  proposals 
to  establish  specific  definitions  and 
standards  of  identity,  standards  of  qual- 


ity, and  standards  of  fill  of  container  for 
these  foods. 

Mr.  Edward  E.  Turkel  is  hereby  des- 
ignated as  presiding  officer  to  conduct 
the  hearing  in  the  place  of  the  Admin- 
istrator, with  full  authority  to  adminis- 
ter oaths  and  affirmations  and  to  do  all 
other  things  appropriate  to  the  conduct 
of  the  hearing.  The  presiding,  officer  Is 
required  to  certify  the  record  of  this 
hearing  to  the  Administrator  for  initial 
decision. 

The  hearing  will  be  conducted  In 
accordance  with  the  rules  of  practice 
provided  therefor.  Evidence  will  be  re- 
stricted to  that  which  is  material  and 
relevant  to  the  subject  matter  of  the 
proposals. 

Proposed  regulations  which  are  sub- 
ject to  adoption,  rejection,  amendment, 
or  modification.  In  whole  or  in  part,  as 
the  evidence  adduced  at  the  hearing  may 
require  are  as  follows: 

§  51.20  Canned  corn,  canned  sweet 
corn,  and  canned  sugar  corn:  identity: 
label  statement  of  optional  ingredients. 
<a)  Canned  corn,  canned  .sweet  corn, 
canned  sugar  corn  is  the  food  prepared 
from  one  of  the  optional  corn  ingredients 
specified  In  paragraph  (b)  of  this  section, 
and  water.  It  may  be  seasoned  with 
one  or  more  of  the  following  optional 
seasonings : 

(1)  Salt. 

(2)  Sugar. 

(3»  Pieces  of  red  sweet  peppers,  or     • 
green  sweet   peppers,  or  a  mixture  of 
these. 

It  Is  sealed  in  a  container  and  so  proc- 
essed by  heat  as  to  prevent  spoilage. 

(b)  The  optional  corn  ingredients  re- 
ferred to  In  paragraph  (a)  of  this  sec- 
tion are  prepared  in  the  following  forms 
from  the  husked  and  silked  ears  of  im- 
mature sweet  corn  of  the  white  or  yellow 
color  groups,  or  mixtures  of  these: 

(1)  Cut  kernels  from  which  the  perl- 
carp  Is  not  separated  from  the  endo- 
sperm. 

(2)  Pieces  of  endosperm  of  the  corn 
kernel  .substantially  free  from  pericarp. 

(3)  Comminuted  kernels  from  which 
the  pericarp  has  not  been  separated. 

(4)  A  mixture  of  the  form  described 
In  subparagraph  (1)  of  this  paragraph, 
with  one  or  both  of  the  forms  described 
In  subparagraphs  (2i  and  <3)  of  this 
paragraph,  w-ith  or  without  starch  In  a 
quantity  not  more  than  sufficient  to  in- 
sure smoothness. 

When  tested  by  the  method  prescribed 
In  paragraph  (d)  (1)  of  this  section, 
400  ml.  of  the  corn  Ingredient  desig- 
nated in  subparagraphs  (2),  (3).  and  (4) 
of  this  paragraph  will  spread  In  30  sec- 
onds to  cover  an  area  equivalent  to  that 
of  a  circle  less  than  10  inches  in  diameter. 

(o  The  name  of  the  food  Is  "corn" 
or  "sweet  corn"  or  "sugar  corn."  preceded 
or  followed  by  the  name  of  the  color 
group  or  mixture  of  color  groups  used, 
as  for  example  "white";  "yellow"  or 
"golden";  "white  and  yellow"  or  "white 
and  golden"  (when  the  white  color  group 
predominates).  Such  name  Is  preceded 
or  followed : 

(1)  By  the  words  "whole  kernel"  or 
"whole  grain"  when  the  form  of  kernels 
specified  In  paragraph  (b)  (1)  of  this 
section  Is  used.  When  the  weight  of 
the  drained  liquid  in  a  container  Is  not 
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more  than  25  percent  of  the  net  weight, 
as  determined  by  the  method  prescribed 
in  paragraph  (d>  (2>  of  this  section,  and 
the  vapor  pressure  within  the  container 
is  not  more  than  15  inches  of  mercury, 
the  words  "vacuum  pack"  or  "vacuum 
packed"  precede  or  follow  the  name  or 
the    words    "whole   kernel"    or    "whole 

grain."  ..     ,        ^. 

(2)  By  the  word  "fritter"  when  the 
form  of  corn  kernels  specified  in  para- 
graph <b>  (2)  of  this  section  is  used. 

(3)  By  the  words  "crushed"  or 
"ground"  when  the  form  of  corn  kernels 
specified  in  paragraph  (b)    (3)   of  this 

section  is  used. 

(4>  By  the  words  "cream  style  when 
the  form  of  corn  kernels  specified  in 
paragraph  (b)  <4)  of  this  section  is  used. 

(d)  The  methods  referred  to  in  para- 
graphs (b)  and  (c)   (D  of  this  section 

v      are: 

(1)  In  the  forms  specified  in  para- 
graph (b)   <2).  (3>.  and  <4)  of  this  sec- 
tion, allow  the  container  to  stand  at  least 
24  hours  at  a  temperature  of  68°  F.  to 
85°  P.   Open  the  container,  determine  the 
net  weight,  transfer  into  a  pan.  and  stir 
thoroughly  in  such  a  manner  as  not  to 
Incorporate  air  bubbles.    If  the  contents 
of  a  single  container  is  le.ss  than  400  ml., 
open,   determine  the  net  weight,   and 
mix  the  contents  of  just  sufficient  con- 
tainers to  obtain  at  least  this  volume. 
•       From  the  mixed  material  fill  level  full  a 
hollow  truncated  cone  so  placed  on  a 
polished  horizontal  plate  as  to  prevent 
leakage.    The  cone  has  an  inside  bottom 
diameter  of  3  inches,  inside  top  diameter 
of  2  inches,  and  height  of  4-":il'  inches. 
As  soon  a.s  the  cone  is  filled  lift  It  ver- 
tically. ]  Determine  the  average  diameter 
of  the  sample  30  seconds  thereafter. 

(2»  Determine  the  percent  of  drained 
liquid  specified  in  paragraph  (c>  <1>  by 
the  following  method:  Obtain  the  gross 
weight  of  the  container.    Open  the  con- 
tainer and  distrlbate  the  contents  over 
the  meshe.'^  of  a  circular  sieve  which  has 
been  pi'evlously  weighed.    The  diameter 
of  the  sieve  is  8  inches  if  the  quantity 
of  the  contents  of  the  container  is  less 
than  3  pounds,  and  12  inches  if  such 
quantitv  is  3  pounds  or  more.    The  bot- 
tom of  the  sieve  is  woven  wire  cloth  which 
complies  with  the  specifications  for  such 
cloth  set  forth  under  "2380  Micron  <No. 
8)"  m  Table  1  of  "Standard  Specifica- 
tions  for   Sieves,"  published  March   1, 
1940.  In  L.  C.  584  of  the  U.  S.  Department 
of  Commerce.  National  Bureau  of  Stand- 
ards.   Without  shifting  the  material  on 
the  sieve,  so  incline  the  sieve  as  to  facili- 
tate drainage.     Two  minutes  from  the 
time  drainage  begins,  weigh  the  drained 
liquid.    Dry  and  weigh  the  empty  con- 
tainer and  subtract  this  weight  from  the 
gross  weight  previou.sly  determined,  to 
obtain  weight  of  the  food.    Compute  the 
percentage  of  drained  liquid  in  the  food, 
(e)   (1)  When  optional  .<:casoning  in- 
gredient (a>   *4)  is  used,  the  label  shall 

bear  the  words  "Seasoned  with " 

the  blank  being  filled  in  with  the  words 
showing  the  kind  or  kinds  of  sweet  pep- 
pers used. 

( 2  >  When  starch  is  used  as  an  optional 
Ingredient,  as  authorized  in  paragraph 
(b)    i4)   of  this  section,  the  label  shall 
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bear  the  words  "Starch  added  to  Insure 
smoothness." 

(f)  Whenever  the  name  of  the  food 
appears  on  the  label  so  conspicuously  as 
to  be  easily  seen  under  the  customary 
conditions  of  purchase,  the  words  herein 
specified  showing  the  optional  ingredi- 
ents used  shall  immediately  and  conspic- 
uously precede  or  follow  such  name,  with- 
out intervening  written,  printed,  or 
graphic  matter,  except  that  the  varietal 
name  of  the  corn  may  so  intervene. 

§51.21  Canned  com:  quality;  label 
statement  of  substandard  quality,  (a) 
The  standard  of  quality  for  canned  corn 
is  as  follows:  When  tested  by  the  meth- 
ods prescribed  in  paragraph  (b)  of  this 

section:  ,  , 

(1)  Except  in  the  whole  kernel  form, 
there  Is  not  more  than  one  brown  or 
black  discolored  piece  for  each  2  ounces; 
In  the  whole  kernel  form,  there  is  not 
more  than  one  brown  or  black  discolored 
kernel   for   each   2   ounces   of   drained 

weight. 

(2)  In  the  cream  style  form,  there  are 

not  more  than  two  pulled  kernels  for  each 
1  ounce  of  washed  drained  residue;  in 
the  whole  kernel  form,  there  are  not  more 
than  two  pulled  kernels  for  each  1  ounce 
of  drained  weight. 

(3>  Except  in  the  whole  kernel  form, 
there  is  not  more  than  1  cc.  of  pieces  of 
cob  for  each  20  ounces;  in  the  whole 
kernel  form,  there  is  not  more  than  1  cc. 
of  pieces  of  cob  for  each  14  ounces  of 
drained  weight. 

(4i  Except  in  the  whole  kernel  form, 
there  is  not  more  than  1  square  inch  of 
husk  for  each  20  ounces;  in  the  whole 
kernel  form,  there  is  not  more  than  1 
square  inch  of  husk  for  each  14  ounces  of 
drained  weight. 

(5)  Except  in  the  whole  kernel  form. 
there  are  not  more  than  3  inches  of  silk 
for  each  1  ounce;  In  the  whole  kernel 
form,  there  is  not  more  than  1  inch  of 
silk  for  each  1  ounce  of  drained  weight. 
<6>  In  the  cream  style  form  and  the 
whole  kernel  form,  the  alcohol-insoluble 
solids  in  the  drained  material  docs  not 
exceed  27  percent. 

(7>  In  the  cream  style  form,  the 
washed  drained  residue  is  not  less  than 
35  percent  of  the  net  contents. 

( b »  Canned  corn  shall  be  tested  by  the 
following  methods,  to  determine  whether 
it  meets  the  requirements  of  paragraph 
(a)  of  this  section: 

(1>  After  completing  the  determina- 
tion prescribed  by  5  51.20  id>  (1).  trans- 
fer the  material  from  the  plate,  cone,  and 
original  container  or  containers  onto  the 
sieve  specified  in  §51.20  (d)  (2).  Set 
the  sieve  in  a  pan  of  appropriate  size. 
Add  enough  water  to  bring  the  level 
within  ^8  to  >4  inch  of  the  top  of  the 
sieve.  Wash  the  material  on  the  sieve 
by  combined  up-and-down  circular  mo- 
tion for  30  seconds.  Pour  washings  from 
pan.  reserving  them,  as  well  as  the  sub- 
sequent washings,  for  further  tests.  Re- 
peat washing  with  a  second  portion  of 
water.  Remove  sieve  from  pan.  incline 
to  facilitate  drainage  and  drain  for  2 
minutes.  Record  weight  of  material  on 
sieve  as  washed  drained  residue. 

Pour  both  washings  through  a  20- 
mesh  sieve  and  discard  wash  water. 
Count,  but  do  not  remove,  the  brown  or 


black  discolored  kernels  or  pieces  and 
the  pulled  kernels  in  the  material.  *A 
pulled  kernel  Is  an  entire,  uncut  kernel.) 
Remove  pieces  of  silk  more  than  Va  inch 
long.  husk,  and  cob.  Measure  total 
length  of  such  silk.  Spread  the  husk 
flat  and  measure  its  total  area.  Measure 
the  cob  by  placing  all  pieces  of  cob  under 
a  measured  amount  of  water  in  a  cylinder 
which  is  graduated  to  0.2  ml.  The  in- 
crease in  volume  Is  the  volume  of  the 

cob.  ,     ^ 

In  the  cream  style  form,  comminute 
the  material  remaining  on  the  8-mesh 
sieve.    Weigh  10  gm.  of  the  comminuted 
material  into  a  600-ml.  beaker.    Add  300    , 
ml    of   80   percent   alcohol,  stir,  cover 
beaker,  and  bring  to  a  boil.     Simmer 
slowly  30   minutes.     Fit  into  Buchner 
funnel  a  filter  paper  of  appropriate  size 
(previously  prepared  by  drying  in  flat- 
bottomed  dish  at  temperature  of  boiling 
water,  covering  with  a  tight-fitting  cover, 
cooling  in  desiccator,  and  welghmg  at 
once ) .    Apply  suction,  and  transfer  con- 
tents of  beaker  to  the  Buchner  funnel  in 
such  a  manner  as  to  avoid  running  over 
edge  of  paper.    Suck  dry  and  wash  the 
alcohol-insoluble  solids  on  filter  with  80 
percent  alcohol  until  washings  are  clear 
and  colorless.    Transfer  filter  paper  and 
alcohol-insoluble  solids  to  dish  used  in 
preparation  of  filter  paper,  dry  uncov- 
ered for  2  hours  at  temperature  of  boil- 
ing water,  place  cover  on  dish,  cool  in 
de.siccator.  and  weigh  at  once.     Prom 
this  weight  deduct  weight  of  dish,  cover, 
and  paper  and  calculate  the  remainder 
to  percentage. 

(2  >  In  the  whole  kernel  form,  dram  as 
directed  in  8  51.20  (d)  (2).  Two  minutes 
from  the  time  drainage  begins,  deter- 
mine the  weight  of  material  retained  on 
the  sieve  and  record  as  the  weight  of 
drained  corn.  Count,  but  do  not  remove, 
all  discolored  kernels  and  all  pulled  ker- 
nels Also  remove  and  measure  pieces  of 
silk  more  than  Va  inch  long.  husk,  and 
cob,  as  described  in  paragraph  (b)  (1) 
of  this  section.  Comminute  the  mate- 
rial from  which  the  silk.  husk,  and  cob 
have  been  removed,  and  determine  the 
alcohol-insoluble  solids  as  described  in 
paragraph  (b)   <1>  of  this  section. 

(c>  If  the  quality  of  the  canned  corn 
falls  below  the  standard  of  quality  pre- 
scribed by  paragraph  <a)  of  this  section, 
the  label  shall  bear  the  general  statement 
of  substandard  quality  specified  in  §  10.2 
of  this  chapter,  in  the  manner  and  form 
therein  specified. 

§  51.22  Canned  corn:  fill  of  container; 
label  statement  of  substandard  fill.  <a) 
(D  The  standard  of  f.ll  of  container  for 
canned  whole  kernel  corn,  other  than 
vacuum  pack,  is  a  fill  such  that  the  tot?l 
weight  of  drained  corn  is  not  less  than 
of  the  water  capacity  of  the 
container,  except  that  In  the  case  of  very 
young  corn  as  shown  by  alcohol-Insolu- 
ble solids  content  of  less  than 

determined  as  prescribed  in  the  standard 
of  quality,  the  standard  of  fill  of  con- 
tainer Is  a  fill  such  that  the  total  weight 

of  drained  corn  is  not  less  than 

of  the  water  capacity  of  the  container. 

(2)  The  standard  of  fill  for  canned 
whole  kernel  vacuum-pack  corn  is  a  fill 
such  Uiat  the  total  weight  of  drained 


(' 


Friday,  February  4,  1949 

corn  Is  not  less  than  of  the 

water  capacity  of  the  container. 

<3>  The  standard  of  fill  for  canned 
fritter  corn,  canned  crushed  corn,  and 
canned  cream  style  corn,  is  a  fill  of  not 
less  than  90  percent  of  the  total  capacity 
of  the  container,  as  determined  by  the 
general  method  for  fill  of  container  pre- 
scribed in  §  10.1  (b)  of  this  chapter. 

(b»  For  determining  compliance  with 
paragraph  (a)  <2)  and  (3>  of  this  section, 
water  capacity  of  containers  Is  deter- 
mined by  the  general  method  provided  in 
§10.1  (a>  of  this  chapter.  Drained 
weight  is  determined  by  the  method  pre- 
scribed in  the  standard  of  quality. 

(c)  If  any  canned  corn  falls  below  the 
applicable  standard  of  fill  of  container 
prescribed  in  paragraph  (a)  of  this  sec- 
tion, the  label  shall  bear  the  general 
statement  of  substandard  fill  provided  in 
§  10.2  (b»  of  this  chapter.  In  the  manner 
and  form  therein  prescribed. 

No  specific  proposal  Is  offered  for  a 
standard  of  identity  for  canned  field 
corn,  but  proffered  evidence  will  be  re- 
ceived on  all  matter  revelant  to  the  sub- 
ject, such  as:  what  varietal  groups. 
foi:ms  of  kernels,  and  optional  ingre- 
dients should  be  included;  whether  and 
how  these  should  be  declared  on  the 
label;  and  how  such  a  standard  would 
promote  honesty  and  fair  dealing  in  the 
interest  of  consumers. 

Evidence  will  also  be  taken,  if  proffered, 
as  to  whether  the  consistency  of  cream 
style  corn  should  be  classed  as  a  quality 
factor  rather  than  an  identity  factor,  and 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Caufornia 
classification  order 

December  31.  1948. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19,  1948  <43  CFR  50.451  <bt  (3),  13 
F.  R.  4278*.  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  <52  Stat. 
609),  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a).  as  herein- 
after indicated,  the  following  described 
land  in  the  Sacramento.  California,  land 
district,  embracing  120.79  acres, 

CALIFORNI.^  SM.\LL  TRACT  CLASSIFICATION  NO.  119 

For  lease  and  sale  for  all  purposes  men- 
tioned In  the  act  except  business. 
T.  27  S..  R.  33  E.,  M.  D.  M.,  sec.  5.  Lots  3,  4. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  November  16.  1948. 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m..  March  4.  1949.    At  that  time 
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relevant  requirements  made  part  of  the 
quality  standard,  together  with  a  limit 
beyond  which  cream  style  corn  would  be 
considered  so  thick  as  to  be  classed  as 
substandard. 

Dated:  January  31.  1949. 

tSEAL]  J.  DON.^LD  KiNGSLEY. 

Acting  Administrator. 

|F.    R.    Doc.    49-829;    Filed,    Feb.    3.    1949; 
8:49  a.  m.l 


[21  CFR,  Part  521 

(Docket  No.  FDC-531 

C.\NNED  Potatoes;  Definitions  and 
Standards  of  Identity 

notice  of  hearing 

In  the  matter  of  proposals  to  amend 
the  definitions  and  standards  of  identity 
for  canned  potatoes: 

Notice  is  hereby  given  that  the  Federal 
Security  Administrator,  upon  application 
of  a  substantial  portion  of  the  interested 
Industry  stating  reasonable  grounds 
therefor,  and  in  accordance  with  the 
provisions  of  the  Federal  Food.  Drug,  and 
Cosmetic  Act  (sees.  401,  701,  52  Stat 
1046.  1055;  21  U.  S.  C.  341.  371).  will  hold 
a  public  hearing  commencing  at  10:00 
o'clock  in  the  morning  of  March  14,  1949. 
in  Room  5140,  Federal  Security  Building. 
Independence  Avenue  and  Fourth  Street. 
SW..  Washington.  D.  C.  upon  the  appli- 
cants' proposal  to  amend  the  definitions 
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such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  March  4,  1949,  to  the  close 
of  business  on  June  2.  1949. 

(b)  Advance  period  for  veterans' 
simultaneoas  filing  from  8:30  a.  m..  No- 
vember 16.  1948.  to  the  close  of  business 
on  March  4.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  June  3.  1949. 

•  a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m.. 
November  16.  1948.  to  the  close  of  busi- 
ness on  June  3.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4(a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  Is  made  to  con- 
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and  standards  of  Identity  for  canned 
vegetables  other  than  those  specifically 
regulated  (21  CFR.  Cum.  Supp.  52.990), 
insofar  as  they  relate  to  canned  potatoes, 
to  provide  for  the  use  of  purified  calcium 
chloride,  calcium  sulfate,  calcium  citrate, 
or  monocalclum  phosphate  or  any  two 
or  more  of  the.se  calcium  salts  in  limited 
amounts  as  optional  ingredients  for 
firming  the  potatoes,  and  to  provide  for 
label  statement  of  such  optional  ingre- 
dients. 

Mr.  Edward  E.  Turkel  Is  hereby  desig- 
nated as  presiding  officer  to  conduct  the 
hearing  in  the  place  of  the  Administra- 
tor, with  full  authority  to  administer 
oaths  and  affirmations  and  to  do  all  other 
things  appropriate  to  the  conduct  of  the 
hearing.  The  presiding  officer  Is  re- 
quired to  certify  the  record  of  this  hear- 
ing to  the  Administrator  for  Initial  de- 
cision. 

The  hearing  will  be  conducted  in  ac- 
cordance with  the  rules  of  practice  pro- 
vided therefor.  Evidence  will  be  re- 
stricted to  that  which  is  material  and 
relevant  to  the  subject  matter  of  the 
proposals. 

The  proposals  are  subject  to  adoption, 
rejection,  amendment,  or  modification, 
in  whole  or  in  part,  as  the  evidence  may 
require. 

Dated:  January  31.  1949. 


I  seal  I 


J.  Donald  Kingsley, 
Acting  Administrator. 


|F.    R.    Doc.    49-828:     Filed.    Fe^.    3,    19  >9; 
8:49  a.  m.l 


form  to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  In  a 
10-acre  subdivi.son  is  embraced  in  a  pref- 
erence right  application,  an  application 
for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted in  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  Issuance  of  the  lea.se. 
Leases  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$20.00  an  acre,  application  for  which  may 
be  filed  at  or  after  the  expiration  of  one 
year  from  date  the  lea.se  is  Lssued. 

10.  Leases  will  be  .subject  to  such  ease- 
ments for  road  rights  of  way  as  may  be 
necessary  to  permit  ingress  or  egress  by 
other  lessees  to  or  from  other  lands  leased 
under  authority  of  this  order. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Sacramento, 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

(F.    R.    Doc.    49-817;     Filed.    Feb.    3.    1949; 
8:45  a.  m.J 
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Calitohnia 

NOTICE  FOR  FltlNG  OBJECTIONS  TO  WITH- 
DRAWAL OF  PUBLIC  LANDS  FOR  USE  OF 
DEPARTMENT  OF  ARBfY  FOR  FLOOD  CONTROL 
PURPOSES ' 

For  a  period  of  30  days  from  the  date 
Of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  ^ne 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such   objections   should   be   in   writing 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  du- 
plicate in  the  Department  of  the  Interior. 
Washington.  25.  D.  C.    In  case  any  objec- 
tion is  filed  and  the  nature  of  the  opposi- 
tion is  such  as  to  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and    place,   which   will   be   announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and   extent.     Should   any  objection   be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded    modified  or  let  stand  will  be 
given  to  all  interested  parties  of  record 
and  the  general  public. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

January  26,  1949. 
IF.    R.    Doc.    49  849:    Filed,    Feb.    8.    1949; 
8:53  a.  m.| 


DEPARTMENT  OF  COMMERCE 

OfRce  of  Industry  Cooperation 

Voluntary  Plan  Under  Public  Law  395, 
80th  Congress  for  Allocation  of  Steel 
Products  for  Requirements  of  Federal 
Aeronautical  Agencies  ' 

notice  of  public  hearing  on  proposed 
further  amendment 

Notice  is  hereby  given  that  a  public 
hearing  will  be  held  on  Monday,  Febru- 
arv  14.  1949,  at  2:00  p.  m.,  e.  s.  t.,  in  the 
Auditorium  on  the  street  floor  of  the  De- 
partment of  Commerce  Building,   14th 
Street    between  E  Street  and  Constitu- 
tion  Avenue,  NW..  Washington,  D.   C, 
for  the  purpose  of  affording  to  industry, 
labor  and  the  public  generally  an  oppor- 
tunity to  present  their  views  with  respect 
to  a  further  amendment  of  the  amended 
voluntary  plan,  under  Public  Law  395, 
80th  Congre.'^s.  for  the  allocation  of  steel 
products   for   requirements  of   the   Na- 
tional Advisory  Committee  for  Aeronau- 
tics. .„        . 

The  proposed  amendment  will  maKo 
the  benefits  of  the  plan  available  for  the 
requirements  of  the  Civil  Aeronautics 
Administration  and  will  provide  for  an 
additional  250  tons  of  steel  products  a 
month  for  that  purpose. 

A  draft  of  the  proposed  amendment  is 
attached  as  Exhibit  A.  It  Ls  subject  to 
revision  at  or  after  the  public  hearing. 
Including  any  revision  which  may  be- 

1  See  F  R  Doc.  49-848.  Title  43,  Chapter  1. 
Appendix,  aupra. 

^Thls  plan  was  orlKlnally  designated  as 
"Allocation  of  Steel  Products  for  Require- 
ments of  the  National  Advisory  Committee 
for  Aeronautics." 
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come  appropriate  by  virtue  of  enactment 
of  extension  legislation  before  final  ap- 
proval of  the  proposed  documents. 

Legislation  to  extend  the  provisions 
of  Public  Law  395  is  now  pending.  If 
^uch  legislation  is  not  enacted  before 
final  approval  of  this  amendment,  con- 
sideration will  be  given  to  amending  the 
request  for  unilateral  action  after  Feb- 
ruary 28  1949  under  the  wind-up  pro- 
visions of  subsection  2  if )  of  Public  Law 
395  Such  a  request  was  previously  ap- 
proved by  the  Attorney  General  on  De- 
cember 1,  1948  and  by  the  Secretary  cf 
commerce  on  December  6.  1948. 

The  proposed  amendment  has  been 
formulated  after  con-sultalion  with  rep- 
resentatives of  interested  industries  and 
Government  agencies. 

Any  person  desiring  to  participate  in 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  D.rector 
of  the  OfRce  of  Industry  Cooperation, 
Room  5847.  Department  of  Commerce 
Building,  Washington  25,  D.  C,  not  later 
than  5  p.  m..  e.  s.  t..  on  Thursday,  Feb- 
ruary 10.  1949.  Persons  desiring  to  pre- 
sent written  statements  or  memoranda 
should  submit  them,  in  triplicate,  at  the 
hearing. 

[sEALl  John  R.  Alison. 

Acting  Secretary  of  Commerce. 

fcHIBlT    A— AMENDED    PtAN 
PROPOSED      AMENDMINT      OF     VOLUNTARY      PLAN 
UNDER    PUBLIC    LAW    395,    80TH    CONGRESS    FOR 
ALLOCATION  CF  STEEL  PRODUCTS  FOR  REQUIRE- 
MENTS OF   FEDERAL  AERONAUTICAL  AGENCIES 


supply.  Steel  products  to  such  prime  contrac- 
tors or  their  subcontractors. 

a  Agreement  by  steel  producers.  Begin- 
ning with  the  month  of  March  1949  and 
continuing  during  the  period  this  P»an  re- 
mains in  effect.  Producers  will,  out  of  their 
own  production  or  that  of  their  producing 
subsidiaries  or  afllllates,  make  available  to 
the  Aeronautical  Agencies  and  to  their  par- 
ticipating Contractors  a  total  2,176  net  tons 
of  steel  products  per  month,  distributed  by 
agencies  and  types  approximately  as  follows: 
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The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
395  eOth  Congress,  and  E>;ecutlve  Order  6919 
(after  consultation  with  representativ-es  of 
the  steel  producing  Industry,  and  with  the 
interested    government    agencies,    and    after 
Riving  opportunity  for  the  expression  of  the 
Views  of  industry,  labor  and  the  public  gen- 
erally at  an  open  public  hearing  held  on  Feb- 
ruary 14   1949).  has  determined  that  the  fol- 
lowing amendment  of  the  existing  amended 
plan  of   voluntary  action  for  Allocaticn   of 
Steel  Products  for  Requirements  of  the  Na- 
tional Advisory  Committee  for  Aeronautics, 
m  order  to  provide  for  requirements  of  the 
Civil    Aeronautics   Administration,    Is   prac- 
ticable and  is  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  in  Public 
Law  C  95. 

Therefore,  the  said  voluntary  plan  Is  re- 
designated as  the  "Amended  Voluntary  Plan, 
under  Public  Law  395.  80th  Congress,  for 
Requirements  of  Federal  Aeronautical  Agen- 
cies" and  the  plan  is  further  amended.  In  Its 
entirety,  to  read  as  follows: 

1    What  this  plan  does.    This  Plan  sets  up 
the  procedure  under  which  steel  producers 
pc^rtlcipatlng  In  this  Plan  (hereinafter  called 
Producers)    apree  voluntarily  to  make  steel 
products  available  for  the  construction,  re- 
pair   maintenance,   and   operation   of   aero- 
nautical facilities  of  the  following  statutory 
aeronautical  agencies  (hereinafter  called  the 
Aeronautical    Agencies):     Civil    Aeronautics 
Administration  ( hereinafter  called  the  CAA ) 
arid   the   National    Advisory   Committee    f()r 
Aeronautics   (hereinafter  called  the  NACA). 
The  steel  products  provided  for  herein  are 
to  be  made  available  cither  directly  to  the 
Aeronautical  Agencies  or  to  persons  who  need 
them  to  fill  contracts  for  the  Aeronautical 
Agencies  and  who  comply  with  the  provisions 
of  this  Plan.    Such  persons  (hereinafter  col- 
lectively   called    participating    Contractors) 
include  prime  contractors  for  the  Aeronauti- 
cal Agencies,  their  subcontractors,  and  steel 
fabricators  supplying,  or  under  contract  to 
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3    Determination  of  quantities  to  be  fur- 
nished  by  respective  producers.    Unless  other- 
wise specified  in  its  acceptance  ot  this  Plan 
the  quantities  to  be  made  available  by  each 
Producer  as  Its  commitment  under  this  Plan, 
will  be  such  as  the  Secretary  of  Commerce, 
after  consulting  the  Steel  Task  Committee 
of  the  Office  of  Industry  Cooperation  of  the 
Department  of  Commerce,  determines  to  be 
fair  and  equitable.    Each  Producer  will  Irom 
time  to  time,  however,  upon  request  of  the 
Secretary   of   Commerce,   give   consideration 
to   malting   additional    quantities   available. 
Producers  will  take  credit  against  their  com- 
mitments under  this  Plan  only  for  deliveries 
to  the  Aeronautical  Agencies  and  to  partici- 
pating Contractors  on  orders  certified  In  ac- 
cordance with  paragraph  9  below. 

4    Contractual  arrangements.    Such  Prod- 
ucts will  be  made  available  under  such  con- 
tractual  arrangements  as  may  be  made  by 
the  respective  Producers,  or  their  producing 
subsidiaries  and  affiliates,  with  the  Aeronau- 
tical Agencies  and  the  respective  participating 
Contractors.      No    request    or    authorization 
w:ll  be  made  by  the  Department  of  Com- 
meice  relating  to  the  allocation  of  orders  or 
customers,  the  delivery  of  products,  the  al- 
location   of    business    among    participating 
Contractors,  or  any  limitation  cr  restriction 
on  the  production  or  marketing  of  any  prod- 
ucU     This  Plan  dues  not  authorize  nor  ap- 
prove any  fixing  of  prices,  and  participation 
in  this  Plan  does  not  affect  the  prices  or 
terms  and  conditions  on  which  any  product 
is  .ictually  sold  and  delivered. 

5.  Limitations  as  to  typcf.  ^izes  and  quan- 
tities. A  Producer  need  make  available  un- 
der this  Plan  only  those  products  which  are 
within  the  type  and  size  limitations  of  the 
mill  or  mills  which  It  may  select  for  the 
fulfillment  of  Its  commitment  under  this 
Plan  The  quantities  which  It  may  have 
undertaken  to  make  available  In  any  month 
may  be  reduced,  or  at  Its  option  their  delivery 
may  be  postponed.  In  direct  proportion  to 
any  production  losses  during  the  month  due 
to  causes  beyond  lU  control. 

6  Reports  from  steel  producers.  Each 
Producer  will.  If  requested  by  the  OfBcc  of 
Industry  Cooperation  of  the  Department  of 
Commerce  (subject  to  approval  of  the  Bureaii 
of  the  Budget  under  the  Federal  Reports  Act 
of  1942),  submit  to  that  Office  periodic  re- 
ports of  the  total  quantities,  by  types,  of 
products  shipped,  and  accepted  for  shipment, 
under  this  Plan. 

7.  Reports  from  participating  contractors. 
The  Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce  (subject  to  the  ap- 
proval of  the  Bureau  of  the  Budget  under  the 
Federal  Reports  Act  of  1942)  may  require 
any  participating  Contractor  to  furnish  re- 


ports with  respect  to  steel  products  on  hand  final  approval  by  the  Secretary  of  Commerce 

and  luider  arrangements,  or  any  other  Infor-  and  shall  cease  to  be  effective  at  the  close 

matlon  pertinent  to  any  orders  placed  under  of  business  on  February  28,  1949.     However, 

this  Plan.  If  the  time  limitation  of  March  1.  1949.  now 

8.  Obligations  of  participating  contrac-  specified  In  subsection  2  (b)  of  Public  Law 
tors.  By  participation  In  this  Plan,  each  395  Is  extended  or  otherwise  changed  by 
participating  Contractor  shall  be  obligated  legislative  action  In  a  form  which  permits 
aa  follows:  To  use  all  products  obtained  the  continuation  of  this  Plan,  the  Plan  shall 
under  this  Plan  solely  for  filling  contracts  thereupon  automatically  continue  in  effect 
with  or  for  the  Aeronautical  Agencies;  not  until  September  30,  1949  (or  to  the  date 
to  resell  or  transfer  any  such  products  in  specified  In  such  legislative  action  If  a  date 
the  form  received  by  the  participating  Con-  earlier  than  September  30,  1949  Is  so  speci- 
tractor,  except  to  such  subsidiary,  affiliate,  fled),  subject  to  other  applicable  provisions 
subcontractor  or  fabricator  as  may  be  deslg-  m  this  Plan  regarding  earlier  termination  by 
nated  for  the  manufacture  or  fabrication  the  Secretary  of  Commerce  and  withdrawal 
of  products  needed  for  delivery  to  the  Aero-  by  Individual  participants.'  During  the  con- 
nautical  Agencies  or  for  Incorporation  Into  tlnuatlon  period,  steel  products  will  be  made 
products  for  delivery  to  the  Aeronautical  available,  at  the  rate  of  approximately  1.926 
Agencies:  and  not  to  build  up,  beyond  cur-  net  tons  per  month,  distributed  by  types 
rent  needs,  any  Inventories  of  products  ob-  as  specified  In  paragraph  2  of  this  Plan, 
talned  or  end  products  manufactured,  under  However,  the  Plan  may  be  terminated  on 
this  Plan.  If  a  participating  Contractor  be-  such  earlier  date  as  may  be  determined  by 
comes  unable  to  use.  for  the  purposes  of  the  Secretary  of  Commerce,  upon  not  less 
this  Plan,  any  producU  obtained  under  the  than  60  days'  notice  by  letter,  telegram,  or 
Plan,  he  shall  be  further  obligated  to  hold  publication  In  the  Federal  Register. 
them  subject  to  such  other  use  or  dUposl-  12.  Withdrawal  from  plan.  Any  Producer 
tlon  (Including  reallocation  to  other  con-  may  withdraw  from  this  Plan  by  giving  not 
Burners  or  return  to  the  producer  (from  less  than  60  days  written  notice  to  the  Sec- 
whom    purchased)    as   shall    be    authorized  retary  of  Commerce. 

by  the  Office  of  Industry  Cooperation  of  the  13.  Clarifying    interpretations.      Any    In- 

Department  of  Commerce.  terpretation  issued  by  the  Secretary  of  Com- 

B.  Procedure    for    placing    orders    under  merce  (after  consultation  with  the  Attorney 

this  plan.    Purchase  orders  placed  under  this  General),  In  writing,  to  clarify  the  meaning 

Plan  for  steel  products  are  to  be  placed  with  of  any  terms  of  provisions  In  this  Plan,  shall 

participating   producers  or  their  producing  be  binding  upon  all  participants  notified  of 

subsidiaries  or  affiliates.    Each  purchase  or-  such  Interpretation, 
der  or  contract  placed  by  the  CAA  or  NACA, 

with  producers  or  with  participating  Con-  1*^°  ^^  signed  by  the  Attorney  General  and 

tractors,  under  thU  Plan  will  be  specifically  ^^^  Secretary  of  Commerce  upon  approval  ] 

identified  as  being  so  placed.    Each  purchase  |f.    r.    Doc.  49-846:     Filed,    Feb.    3.     1949; 

order  placed  by  a  participating  Contractor  9  52  a.  m.l 
under  this  Plan  shall  be  placed  In  accordance 

with  Instructions  Issued  by  the  Aeronautical  _^^^^^^^^^^ 

Agencies,  after  consultation  with  the  Office  ~^^^^^"^~"^^ 
of  Industry  Cooperation  of  the  Department 

of  Commerce,  and  shall  bear  the  following  Office  of  International   Trade 

certification  by  the  participating  Contractor:  .„    _  «„    41 1 

The  undersigned  certifies  to  the  seller  and  '                       ' 

to  the  Department  of  Commerce  that  the  SHELDON  Merchandising  C(»P.   ET   AL. 
products  specified  In  this  order  will  be  used 

solely  to  fill  the  undersigneds  requirements  ORDER  SUSPENDING  LICENSE  PRIVILEGES 

nr''non^t°r'^rr'«n^H°-  n  "„,■.".,' ^Tr'  ^^"1  ^^  the  matter  of:  Shcldon  Merchan- 

of     contract     and     name     of     Aeronautical  ,.   .         ~,              ..          x^.  •,•      ^     .-,.•• 

Agency  I.  which  has  been  designated  by  said  ^'^ing   Corporation.    Philip   S.    Gutride. 

Aeronautical  Agency  as  having  been  placed  Benjamin  D.  Levenstein.  Sheldon  Sweid, 

under  Department    of  Commerce   Amended  World  Over  Tire  Agency.  Inc. 

Voluntary  Plan  under  Public  Law  395,  80th  This  proceeding  was  begun  on  Novem- 

Congress.  for  Allocation  of  Steel  Products  for  ber  16.  1948,  by  the  mailing  of  a  charging 

Requirements      of      Federal      Aeronautical  letter  to  the  above-named  respondents. 

Agencies,  with  which  Plan  the  undersigned  therein  the  Office  of  International  Trade 

charged  respondents  with  having  vio- 

By  rrrrr""""'    ""  '^^^^  section  e  of  the  act  of  July  2,  1940 

(Signature  and  title  of  duly  '54  Stat.  714).  as  amended,  and  the  reg- 

authorized  officer)  ulations  i.ssued  thereunder,  by  export- 

- ing  or  attempting  to  export  from  the 

<  Date )  United  States  to  China,  in  each  of  several 

Orders  properly  certified  before  the  Issuance  calendar   weeks   during   the   months   of 

of  this  amendment  of  the  Plan  heed  not  be  May.  June  and  July.  1948.  quantities  of 

re-certified  to  conform  with  the  modified  .streptomycin  having  a  value  In  excess 

certification  above.       ^    ^    ^    ,  ^  of  SIOO.  under  the  pretended  authority 

10.  Proccaure  for,  and  effect  of.  becoming  ,  ^  it-  /-Tt  t»  j  ^  ^ 
a  participant.  After  aporoval  of  this  Plan  ^^  General  License  GLV  and  pur.suant  to 
by  the  Attornev  General  and  by  the  Secre-  ^"^  ^^^^^  representation  and  certification 
tary  of  Commerce,  and  after  requests  for  that  such  exportations  were  being  made 
compliance  with  It  have  been  made  of  steel  in  accordance  with  said  General  License 
producers  by  the  Secretary  of  Commerce,  any  GLV.  as  a  series  of  separate  and  in- 
such  steel  producer  may  become  a  partlci-  dependent  shipments,  each  not  cxceed- 
pant  m  this  Plan  by  advising  the  Secretary  i^g  $100  in  value,  by  a  large  number  of 
of  Commerce,  In  writing,  of  Its  acceptance  ,,„m^ri  ^^,^^i„^r^,-c- 1^  t\^^  u^i*^,*  ct^t^^  t  ^ 
of  such  reque.st.  Such  requests  for  com-  """.'"''^  consignors  in  the  United  States  to 
pllance  will  be  effective  for  the  purpose  of  »  large  number  of  named  consignees  in 
granting  certain  Immunity  from  the  antl-  China,  whereas  in  truth  and  effect,  as 
trust  laws  and  the  Federal  Trade  Commls-  respondents  well  knew,  such  consignors 
Rion  Act.  as  provided  in  Section  2  (c)  of  and  consignees  were  mere  nominees,  re- 
public Law  395.  only  with  respect  to  such  spectively.  of  respondents  and  of  a  single 
producers  as  notify  the  Secretary  of  Com-  importer  in  China.  With  the  consequence 
merce  In  writing  that  they  will  comply  with 

•uch  requests.  i  ^hls  provision  will  be  appropriately  modl- 

11.  Effective  date  and  duration.    This  Plan  fled  If  extension  legislation  Is  enacted  befort 
shall  become  effective  upon  the  date  of  Its  final  approval  of  this  amendment. 
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that  all  of  such  exportations  were  In 
reality  made  or  attempted  to  be  made 
by  and  for  the  benefit  of  respondents  to 
and  for  the  benefit  of  such  single  im- 
porter in  China. 

Hearings  were  held  on  said  charges, 
pursuant  to  notice  duly  given,  in  Wash- 
ington on  December  3,  1948,  and  in  New 
York  City  on  December  10,  1948,  before 
the  Compliance  Commissioner.  Re- 
spondents as  well  as  the  OflBce  of  Inter- 
national Trade  were  represented  by 
counsel,  and  the  Compliance  Commis- 
sioner, after  receiving  the  evidence  pre- 
sented and  after  due  consideration  of 
the  record,  on  January  28,  1949  filed  his 
report  In  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  respondent  Sheldon  Merchandising 
Corporation  is  a  corporation  having  its 
principal  place  of  business  in  New  York 
City  and  at  all  times  relevant  to  this  pro- 
ceeding was  and  still  is  in  the  business 
of  buying  and  selling  merchandise  for 
shipment  in  the  export  trade;  that  re- 
spondent Sheldon  Sweid  at  all  times 
relevant  to  this  proceeding  was  and  still 
is  the  principal  stockholder  and  the 
operating  head  of  said  corpwration,  hav- 
ing been  president  until  June  29,  1948. 
and  vice-president  .since  that  date;  that 
respondent  Philip  S.  Gutride  at  all  times 
relevant  to  this  proceeding  was  and  siill 
Is  an  officer  and  stockholder  of  said  cor- 
poration, having  been  president  since 
June  29,  1948;  that  respondent  Benjamin 
D.  Levenstein  at  all  times  relevant  to  this 
proceeding  was  and  still  is  the  secretary 
and  a  stockholder  of  said  corporation  and 
Its  attorney;  that  respondent  World 
Over  Tire  Agency.  Inc.,  at  all  times 
relevant  to  this  proceeding  was  and  still 
is  a  corporation  wholly  owned  and  con- 
trolled by  respondent  Sweid  and  engaged 
in  New  York  City  in  export  trade,  but  i% 
not  otherwise  involved  in  this  proceed- 
ing. 

It  further  appears  from  the  record 
and  the  report  of  the  Compliance  Com- 
missioner that  the  charges  as  set  forth 
In  the  above-mentioned  charging  letter 
of  November  16.  1948  have  been  proved 
and  that  respondent,  as  alleged  in  such 
charging  letter,  did  in  fact,  in  each  of 
several  calendar  weeks  subsequent  to 
May  14,  1948  and  during  the  months  of 
May,  June  and  July,  1948,  export  or  at- 
tempt to  export  quantities  of  strepto- 
mycin having  a  value  in  excess  of  $100, 
to  a  single  importer  in  China,  under  the 
pretended  authority  of  General  License 
GLV,  and  that  respondents  did  in  fact 
knowingly  falsify  export  declarations 
filed  by  them  by  mi.sstating  the  true  ex- 
porters and  the  true  con.signees  and  by 
certifying  thereon  that  the  total  value 
of  all  export  shipments  of  streptomycin 
made  by  the  exporter  under  General  Li- 
cense GLV  during  the  then  current  cal- 
endar week  did  not  exceed  $100.  It  like- 
wire  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  such  exportations  were  made  or 
attempted  to  be  made  by  respondents  in 
the  names  of  a  large  number  of  pre- 
tended consignors  who  were  in  fact  mere 
figureheads  for  respondents  and.  fur- 
thermore, that  such  exportations  were 
made  or  attempted  to  be  made  to  a  single 
importer  in  China  in  tl^c*  names  of  a 
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large  number  of  pretended  consignees 
who  were  in  fact  mere  figureheads  for 
Buch  single  Importer  and  that  respond- 
ents knew  or  are  chargeable  with  knowl- 
edge that  such  was  the  case.  It  ap- 
pears from  the  record  and  the  Compli- 
ance Commissioner  has  found  as  a  fact 
that  respondents  thereby  violated  the 
regulations  promulgated  under  section  6 
of  the  act  of  July  2.  1940  (54  Stat.  714). 
as  amended,  and  also  violated  section 
35A  of  the  United  States  Criminal  Code 
(18  U.  S.  C.  80). 

The  Compliance  Commissioner  has  ac- 
cordingly recommended  that  respondents 
be  denied  the  privilege  of  obtaining  or 
using  or  participating  directly  or  indi- 
rectly in  the  obtaining  or  using  of  export 
licenses.  Including  general  licenses,  for 
a  period  of  six  months  from  the  date  of 
this  order,  and.  further,  that  such  denial 
be  made  applicable  not  only  to  said  re- 
spondents individually  but  also  to  any 
affiliate  or  successor  of  either  of  the 
corporate  respondents  and  to  any  firm, 
corporation  or  other  business  a.ssociation 
In  which  any  of  the  Individual  respond- 
ents may  have  a  controlling  interest  or 
hold  a  position  of  responsibility. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered  together  with  the 
record  in  this  matter  and  it  appears  that 
such  findings  are  supported  by  the  record 
and  that  such  recommendations  should 

be  adopted.  ^    .     ,„i 

Now.  therefore,  it  is  ordered.  As  loi- 

lows '. 

( i )  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  in- 
directly in  the  obtaining  or  using  of  ex- 
port licenses,  including  general  licenses, 
for  a  period  of  six  months  from  the  date 
of  this  order. 

(2)  Such  denial  of  export  license  priv- 
ileges shall  extend  not  only  to  each  of 
said  respondents  but  also  to  any  affiliate 
or  successor  of  the  corporate  respondents 
and  to  any  firm  In  which  any  of  the  in- 
dividual respondents  shall  be  or  become 
a  partner  or  have  a  controlling  interest 
or  hold  a  position  of  responsibility,  and 
to  any  corporation  or  other  business  or- 
ganization in  which  any  of  such  Indi- 
vidual respondents  shall  have  a  con- 
trolling interest  or  hold  a  position  of  re- 
sponsibility. 

Dated:  January  31.  1949. 

John  W.  Evans. 
Director,  Commodities  Division. 

R.    Doc.    49  826;     Filed.    Feb.    3.    1949; 
8  49  a.  ml 
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DEPARTMENT  OF  LABOR 
Wage  and  Hour  Division 

Le.\rner  Employment  Certific.xtes 

NOTICE  OF  ISSUANCE  TO  VARIOUS  INDUSTRIES 

Notice  is  hereby  given  that  special  cer 


tificates  authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rate  applicable  un- 
der section  6  of  the  act  have  been  issued 
to  the  firms  hereinafter  mentioned  un- 
der section  14  of  the  act.  Part  522  of  the 


regulations  Issued  thereunder  (August 
16  1940  5  P.  R.  2862,  and  as  amended 
June  25.  1942.  7  P.  R.  4725).  and  the 
determinations,  orders  and/or  regula- 
tions hereinafter  mentioned.  The 
names  and  addresses  of  the  firms  to 
which  certificates  were  issued,  industry, 
products,  number  of  learners,  learner 
occupations,  wage  rates,  learning  peri- 
ods, and  effective  and  expiration  dates  of 
the  certificates  are  as  follows: 

Regulations.    Part    522— Regulations 
applicable  to  the  employment  of  learners. 
Mayaguez  Printing.  Mayaguez.  Puerto 
Rico;  to  employ  3  learners  in  the  printing 
industry,  as  follows:  1  learner  in  the  oc- 
cupation of  typesetter  at  not  less  than  16 
cents  an  hour  for  the  first  690  hours,  not 
less  than  21  cents  an  hour  for  the  second 
690  hours,  and  not  less  than  26  cents  an 
hour  for  the  third  690  hours;  and  2  learn- 
erns  in  the  occupation  of  pressman  at  not 
less  than  16  cents  an  hour  for  the  first 
460  hours,  not  less  than  21  cents  an  hour 
for  the  second  460  hours,  and  not  less 
than  26  cents  an  hour  for  the  third  460 
hours.    This  certificate  is  effective  De- 
cember 21,   1948  and  expires  December 

20,  1949. 

Granada  Glove  Corp..  Cayey.  Puerto 
Rico;  to  employ  190  learners  in  the  fabric 
glove  industry,  as  follows:  90  learners 
in  the  occupations  of  closing  and  insert- 
ing at  27  cents  an  hour  for  400  hours; 
40  learners  in  the  occupations  of  kiling 
and  gusseting  at  27  cents  an  hour  for 
280  hours  and  60  learners  in  the  occupa- 
tions of  kip-seaming,  pointing,  hem- 
ming, and  thumb  seaming  at  27  cents 
an  hour  for  200  hours.  This  certificate 
is  effective  January  13.  1949  and  expires 
July  12.  1949. 

Casa  Baldrich.  Inc..  San  Juan.  Puerto 
Rico;  to  employ  10  learners  in  the  print- 
ing industry,  as  follows:  6  learners  as 
typesetters  at  not  less  than  16  cents  an 
hour  for  the  first  690  hours,  not  less 
than  21  cents  an  hour  for  the  second 
690  hours,  and  not  less  than  26  cents 
an  hour  for  the  third  690  hours;  and  4 
learners  as  pressmen  at  not  less  than 
16  cents  an^hour  for  the  first  460  hours, 
not  less  than  21  cents  an  hour  for  the 
second  460  hours,  and  not  less  than  26 
cents  an  hour  for  the  third  460  hours. 
This  certificate  is  effective  January  12. 
1949  and  expires  January  11.  1950. 

The   employment   of   learners    under 
these  certificates  is  limited  to  the  terms 
and  conditions  therein  contained  and  is 
subject  to  the  provisions  of  the  applicable 
determinations,  orders  and/or  regula- 
tions  cited    above.     These    certificates 
have  been  Issued  upon  the  employers' 
representations  that  experienced  work- 
ers for  the  learner  occupations  are  not 
available  for  employment  and  that  they 
are  actually  In  need  of  learners  at  sub- 
minimum  rates  in  order  to  prevent  cur- 
tailment of  opportunities  for  empley- 
ment.    The  certificates  may  be  cancelled 
in  the  manner  provided  in  the  regula- 
tions and  as  Indicated  in  the  certificates. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a  re- 
view or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this  no- 
tice in  the  Pederal  Register  pursuant  to 
the  provisions  of  regulations,  Part  522. 


Signed  at  Washington,  D.  C.  this  28th 
day  of  January.  1949. 

ISABEL  FEKCUSOH, 

Authorized  Representative 

of  the  Administrator. 


F.    R.    Doc.    49  830;    Filed.    Feb.    8.    1949; 
8  50  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No8.  54-127,  59-3,  69-121 

Electric  Bond  and  Share  Co.  et  al. 

NOTICE  OF   FILING  AND  ORDER   FOR  HEARINO 

At  a  tegular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  31st  day  of  January  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Electric  Bond 
and  Share  Company  ("Bond  and 
Share"),  a  registered  holding  company. 
Declarant  designates  sections  6  and  7  of 
the  act  as  applicable  to  the  proposed 
transaction. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed 
which  is  summarized  as  follows: 

Bond  and  Share  proposes  to  enter  Into 
an  agreement  with  thirteen  banks  re- 
newing for  an  additional  period  of  two 
years  its  loans  held  by  such  banks  in 
the    aggregate    amount    of    $12,000,000 
which  are   due  on   February   25.   1949. 
The   new   loans   will    be    evidenced   by 
promissory  notes  bearing  interest  at  the 
rate  of  2 '2'""  per  annum  and  maturing 
February     25,     1951.    The     promissory 
notes  provide  that  without  the  consent 
of  the  holders  of  at  least  6623 To  in  prin- 
cipal amount  of  all  the  promissory  notes, 
the  company  will  not  pay  any  dividends 
except  out  of  surplus  earned  subsequent 
to  December  31,  1946.     In  addition  the 
company  agrees  to  apply  the  proceeds 
from  the  sale  of  any  securities  amount- 
ing to  $1,000,000  or  more  toward  the  pay- 
ment of  the  notes. 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
that  a  hearing  be  held  with  respect  to 
said  declaration  and  that  the  same  shall 
not  become  effective  except  pursuant  to 
further  order  of  the  Commission; 

It  is  ordered.  That  a  hearing  on  said 
declaration  pursuant  to  the  applicable 
provisions  of  the  act  and  the  rules  and 
regulations  thereunder  be  held  on  Pebru- 
ai-y  10,  1949  at  10:00  a.  m.,  e.  s.  t..  at  the 
office  of  this  Commission,  425  Second 
Street  NW..  Washington  25.  D.  C.     On 
.such  date  the  Hearing  Room  Clerk  in 
Room  101  will  advise  a.s  to  the  room  In 
which  such  hearing  will  be  held.    Any 
person  desiring  to  be  heard  or  otherwise 
wishing  to  participate  In  these  proceed- 
ings shall  file  with  the  Secretary  of  this 
Commission  on  or  before  February  8. 1949 
a  written  request  relative  thereto  as  pro- 
vided by  Rule  XVII  of  the  Commission's 
rules  of  practice.  ^  ,   ,  „ 

It  is  further  ordered.  That  James  O. 
Ewell  or  any  other  cffiocr  or  ofQcers  of 


Friday,  February  4,  1949 

the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  such  hearing. 
The  officer  .so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to  ex- 
ercise all  powers  granted  to  the  Commis- 
sion under  section  18  (c)  of  the  act  and 
to  a  hearing  officer  under  the  Commis- 
sion's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  been  made  a  preliminary 
examination  of  the  declaration  and  that. 
on  the  basis  thereof,  without  prejudice 
to  the  presentation  of  additional  matters 
and  questions  upon  further  examination, 
the  following  matters  and  questions  are 
presented  for  consideration: 

1.  Whether  the  terms  of  the  proposed 
promissory  notes  are  such  as  to  conflict 
with  the  prompt  compliance  by  Bond  and 
Share  with  the  requirements  of  section 
11  of  the  act  and  with  the  provisions  of 
Bond  and  Share's  Plan  II-A  heretofore 
approved  by  the  Commission. 

2.  Specifically,  whether  the  Commis- 
sion's approval  of  the  proposed  bank  loan 
should  be  limited  to  permitting  an  ex- 
tension of  one  year  and  should  require 
that  further  renewals  thereof  may  be 
obtained  only  upon  application  to  and 
approval  by  the  Commission ; 

3.  Whether  appropriate  modifications 
should  be  made  in  the  proposed  loan 
agreement  in  order  to  permit  Bond  and 
Share,  without  consent  of  the  note  hold- 
ers, to  dispose  of  all  its  interest  in  Bir- 
mingham Electric  Company,  whether  by 
distribution  to  stockholders  or  other- 
wise ; 

4.  Whether  the  consideration,  fees, 
commissions  or  other  remuneration 
proposed  to  be  paid  in  connection  with 
the  issue  and  sale  of  such  notes  are 
reasonable; 

5.  Whether  the  provisions  of  the  notes 
are  detrimental  to  the  public  interest 
or  the  interest  of  investors  and  if  so. 
what  terms  and  conditions  should  be 
Imposed. 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commi.ssion  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  a 
copy  of  this  notice  and  order  by  regis- 
tered mail  to  Bond  and  Share  and  that 
further  notice  be  given  to  all  persons  by 
publication  of  this  notice  and  order  in 
the  Federal  Register  and  that  a  general 
release  of  this  notice  and  order  be  dis- 
tributed to  the  press  and  mailed  to  the 
mailing  list  for  releases  issued  under  the 
Public  Utility  Holding  Company  Act  of 
1935. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

I  P.    R.    Doc.    49-820;    Filed.    Feb.    3.    1949; 
8:46  a.  m.1 


I  File  No.  68-99] 
Long  Island  Lighting  Co. 

ORDER   GRANTING  REQUEST 

In  the  matter  of  William  C.  Langley, 
Laurence  M.  Marks  and  Lee  P.  Stack, 


FEDERAL  REGISTER 

acting  as  Long  Island  Lighting  Company 
7%  and  6%  preferred  stockholders' 
group.  File  No.  68-99. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C. 
on  the  28th  day  of  January  1949. 

A  declaration,  and  amendments 
thereto,  having  been  filed  with  the  Com- 
mission, pursuant  to  sections  11  (g»  and 
12  (e)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  Rule  U-62  promul- 
gated thereunder,  by  William  C.  Langley. 
Laurence  M.  Marks  and  Lee  P.  Stack, 
with  respect  to  a  proposed  solicitation  of 
authorizations  from  the  preferred  stock- 
holders of  Long  Island  Lighting  Com- 
pany, a  registered  holding  company;  and 

The  Commission  having  permitted  the 
declaration,  as  amended,  to  become  ef- 
fective; and 

Declarants  having  filed  a  post  effective 
amendment  wherein  it  is  stated  that  Wil- 
liam C.  Langley  is  a  partner  in  the  firm 
of  W.  C.  Langley  &  Co..  members  of  the 
New  York  Stock  Exchange,  and  that 
Laurence  M.  Marks  is  a  partner  in  the 
firm  of  Laurence  M.  Marks  L  Co..  mem- 
bers of  the  New  York  Stock  Exchange; 
and  that  the  firms  of  W.  C.  Langley  &  Co. 
and  Laurence  M.  Marks  &  Co.  buy  and 
sell  securities  of  Long  Island  Lighting 
Company  and  its  affiliated  or  associated 
companies  for  the  account  of  their  cus- 
tomers in  the  ordinary  course  of  their 
busine.ss.  the  buying  and  selling  consist- 
ing of  the  routine  execution  of  unsolicited 
orders  to  buy  or  sell  securities  of  all 
types;  and 

Declarants  having  stated  that  the  re- 
striction on  such  buying  and  selling  by 
said  firms  imposes  an  undue  burden 
upon  said  firms  and  is  not  neces.sary  or 
appropriate  in  the  public  interest  or  for 
the  protection  of  investors  or  consumers, 
and  declarants  having  requested  that 
the  firm  of  W.  C.  Langley  &  Co.  and  the 
firm  of  Laurence  M.  Marks  &  Co.  be 
exempted  from  the  provisions  of  sub- 
section <g)  (2>  of  Rule  U-62  prohibiting 
such  companies  from  buying  or  selling 
securities  of  Long  Lsland  Lighting  Com- 
pany and  its  affiliated  or  associated  com- 
panies when  the  buying  or  selling  is  a 
result  of  unsolicited  orders  obtained 
from  their  customers  in  the  ordinary 
course  of  their  business;  and 

The  Commission  having  considered 
such  request  and  deeming  it  appropriate 
In  the  public  interest  to  grant  it: 

It  is  hereby  ordered.  That  the  request 
of  declarants  with  respect  to  exempting 
W.  C.  Langley  &  Co.  and  Laurence  M. 
Marks  ti  Co.  from  the  requirements  of 
Rule  U-62  (g)  (2»  prohibiting  such  firms 
from  buying  or  selling  securities  of  Long 
Island  Lighting  Company  and  its  affili- 
ated or  associated  companies  for  the 
account  of  their  customers  in  the  ordi- 
nary course  of  their  business  upon  unso- 
licited orders  from  their  customers  be. 
and  hereby  Is,  granted. 

By  the  Commission. 

rsEAL]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc.    49-819;    Filed,    Feb.    8,    1949; 
8:45  a.  m.J 
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[Pile  No.  70-20331 
Southern  Natural  Gas  Co. 

ORDER   granting   APPLICATIOIf 

At  a  regular  session  of  the  Securities 
and  Exchange  Commis.sion  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  31st  day  of  January  A.  D.  1949. 

Southern  Natural  Gas  Company 
('■Southern''^,  a  registered  holding  com- 
pany, has  filed  an  application,  pursuant 
to  sections  9  and  10  of  the  Public  Utility 
Holding  Company  Act  of  1935.  with  re- 
spect to  the  following  proposed  trans- 
actions: 

Southern  proposes  to  acquire  up  to 
one-half  (125,000  shares)  of  the  initial 
authorized  common  capital  (250.000 
shares  at  $1  par  value  per  share)  of  the 
newly  organized  Coastal  Pipe  Line  Cor- 
poration ("Coastal")  in  consideration  of 
Southern  contributing  up  to  $125,000  for 
the  initial  exploration  and  investigation 
expenses  needed  by  Coastal  in  gaining 
access  to  gas  fields  for  the  purpose  of 
supplementing  the  present  source  of 
Southern's  natural  gas  supply. 

Said  application  having  been  duly  filed, 
and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commi-ssion  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  appli- 
cable requirements  of  the  act  are  satis- 
fied, and  deeming  it  appropriate  In  the 
public  interest  and  in  the  interest  of  in- 
vestors and  consumers  that  said  applica- 
tion be  granted; 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
application  be.  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49-823:    Filed.    Feb.    3.    1949; 
8:46  a.  m.) 


(File  No.  70-2035] 

Standard  Power  and  Light  Corp. 
notice  of  filing 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  31st  day  of  January  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  the  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act")  by  Stand- 
ard Power  and  Light  Corporation 
("Standard"),  a  registered  holding  com- 
pany. Declarant  has  designated  section 
12  (c)  of  the  act  and  Rule  U-46  promul- 
gated thereunder  as  po.ssibly  applicable 
to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Febru- 
ary 23,  1949,  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
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Ing  be  held  on  such  matter,  stating  the 
nature  of  his  interest,  the  reasons  for 
such  request  and  the  issue,  if  any.  of  fact 
or  law  raised  by  said  declaration  pro- 
posed to  be  controverted  or  may  request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.     Any 
such  request  should  be  addressed:  Sec- 
retary Securities  and  Exchange  Commis- 
sion. 425  Second  Street  NW.,  Washington 
25.  D.  C.    At  any  time  thereafter  such 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations  promulgated   pursuant   to   said 
act,  or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rules  U-20 
(a»  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission,  for  a  state- 
ment of  the  transactions  therein  pro- 
po.sed.  which  are  summarized  below: 

Standard  proposes  to  declare  and  pay 
current    dividends    on    its    outstanding 
34.054  shares  of  Preferred  Stock.  $7  Cu- 
mulative,   ("preferred    stock"')    in    the 
event  that  It  receives  current  dividends 
on  its  holdinRS  of  40.751  shares  of  Prior 
Preference  Stock.  $7  Cumulative,  of  its 
sub.sidiary,   Standard  Ga.s   and  Electric 
Company.     The  Preferred  Stock  is  en- 
titled to  cumulative  dividends  payable 
quarterly  at  the  rate  of  $7  per  share,  per 
annum,  before  any  dividends  may  be  de- 
clared or  paid  upon  any  other  class  of 
stock.     No  dividends  have  been  declared 
or  paid  on  the  preferred  stock  since  No- 
vember 1.  1934  and  the  arrearages  aggre- 
gated $104  06  per  share  as  of  December 
31,  1948.     Annual  dividend  requirements 
amount  to  $238,378.     Declarant  has  no 
debts     other     than     current     liabilities 
amounting  to  $9,849.58  as  of  December 
31.    1948.     Declarant   states   that   upon 
receipt  of  current  dividends  on  its  hold- 
ings of  Standard  Gas  and  Electric  Com- 
pany Prior  Preference  Stock.  $7  Cumu- 
lative, the  current  net  income  of  Stand- 
ard  will   exceed   the   current   dividend 
requirements  on  its  preferred  stock. 

The  balance  sheet  of  Standard  con- 
tains an  account  designated  Earned  Sur- 
plus which  aggregated  $1,595,013.19  at 
December  31.  1948.  It  is  proposed  to 
charge  that  account  with  any  dividends 
declared  and  paid  on  the  preferred  stock. 
It  is  asserted  that  the  total  a.s.sets  of 
Standard  as  of  December  31.  1948,  based 
on  market  values  of  securities  held  at 
such  time  amounted  to  $5,941,960  41  and 
total  liabilities  amounted  to  $9.849  58, 
leaving  net  a.ssets  in  the  amount  of 
$5  932.110.83.  The  prefcricd  stock  is  car- 
ried on  Standard's  books  at  $851,350  and 
has  a  preference  in  liquidation  of  aggre- 
gating $3,405,400  plus  dividend  arrear- 
ages. 

Standard  states  that  the  declaration 
has  been  filed  in  order  to  obviate  any 
possible  que.-tion  under  section  12  <c)  of 
the  act  and  Rule  U-46  as  to  the  propriety 
of  the  declaration  and  payment  by  it  of 
the  propoed  dividends  without  prior 
authorization  by  the  Commission  and 
al.so  bccau.<-.e  of  the  Commission's  order, 
dated  June  20.  1942.  requiring  the  liqui- 
dation and  dissolution  of  Standard, 
which  order  provided,  among  other 
thin^.-.  that  application  should  be  made 
to  the  Cornmis'ion  for  r.n  appropriate 
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order  before  any  action  is  taken  by 
Standard  for  the  purpose  of  compliance 
with  the  act. 

Standard  states  that  its  estimated  ex- 
penses consist  of  $500  for  attorneys  fees. 
$200  for  the  Dividend  Paying  Agents'  fees 
and  $200  for  miscellaneous  expenses. 

By  the  Commission. 


ISEALl 


[F.     R. 


Orval  L.  Dubois. 
Secretary. 

Doc.    49^^22:    Filed.    Feb.    3.    1949: 
8:46  a.  m.) 


[Pile  No.  70-2037) 


Delaware  Power  &  Light  Co.  and  East- 
ern   Shore    Public    Service    Co.    of 

Mahyland 

notice  or  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  31st  day  of  January  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commi.s-sion  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
Delaware  Power  &  Light  Company 
("Delaware"),  a  registered  holding  com- 
pany and  an  electric  utility  company,  and 
its  wholly  owned  subsidiary,  the  Eastern 
Shore  Public  Service  Company  of  Mary- 
land (-Ea-stem  Shore"),  an  electric 
utility  company.  Applicants-declarants 
have  designated  sections  6  (b),  9  'a>, 
12  (d>  and  12  'f  >  of  the  act  as  applicable 
to  the  proposed  transactions. 

Notice  is  further  given  that  any  in- 
terested per.'^on  may,  not  later  than  Feb- 
ruary 23.  1949.  at  5:30  p.  m..  e.  s.   t.. 
request  the  Commission  in  writing  that 
a  hearing  be  held  on  such  matter,  .stat- 
ing the  reasons  for  such  request,  the  na- 
ture of  his  interest  and  the  i-ssues  of 
fac^  or  law  raised  by  said  Joint  applica- 
tion-declaration which  he  desires  to  con- 
trovert or  may  request  that  he  be  notified 
if  the  Commission  should  order  a  hear- 
ing thereon.    Any  such  request  should  be 
addres.sed :  Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW    Washington  25,  D.  C.    At  any  time 
after  February  23,  1949,  said  joint  ap- 
plication-declaration,    as    filed    or     as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  rer:ulalions  promulgated  under 
the  act,  or  the  Commi.sslon  m^y  exempt 
such  tran.saction  as  provided   in  Rule 
U-no  <a)  and  Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
•!aid  joint  application-declaration  which 
is  on  file  in  the  offices  of  this  Commission 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

Eastern  Shore  will  issue  and  sell,  from 
time  to  time,  but  not  later  than  Decem- 
ber 31.  1950.  up  to  $2,000,000  principal 
amount  of  its  4^c  promissory  notes  due 
October  1.  1973.  and  20,000  shares  of  its 
common  stock  of  the  par  value  of  $100 
per  share.  Delaware  will  purchase  said 
securities  at  the  principal  amount  or 
par  value,  respectively,  and  upon  the 
purchase  of  any  notes.  Delaware  will  pur- 
chase common  stock  of  an  aggregate  par 


value  equal  to  the  principal  amount  of 
such  notes.  The  proceeds  from  the  sale 
of  said  notes  and  common  stock,  which 
will  not  exceed  $4,000,000.  are  to  b«  used 
to  finance  Eastern  Shore's  construction 
program  and  to  reimburse  Its  treasury 
for  money  previously  expended  for  such 
construction  program.  The  notes  and 
stock  to  be  acquired  by  Delaware  will  be 
pledged  by  it  with  the  Trustee  under  its 
mortgage  dated  October  1,  1943.  in  ac- 
cordance with  the  provisions  of  the  In- 
denture of  Mortgage. 

The  proposed  transactions  have  been 
submitted  to  the  Public  Service  Commis- 
sion of  Maryland  for  its  approval. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois, 


Secretary.. 

|F.    R.    Doc.    40  821:    Filed.    Feb.    3,    19'.9; 

8  46  a.  ml 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AOTHORn-T:  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322,  671.  79th  Cong..  60  Stat.  50.  925;  60 
U  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6  1942  3  CFR,  Cum.  Supp..  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

(Vesting  Order  12590) 
William  Breisacher  et  al. 

In  re:  Trust  agreement  dated  July  3. 
1936  between  William  Breisacher.  et  al.; 
settlors,  and  the  Bergenfield  National 
Bank  L  Trust  Company,  trustee.  FUe 
No.  D-28-2491-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended..Execu- 
tive  Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Berta  Lei  pert,  whose  last 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Franz  Theodore  Schmidt,  de- 
ceased, who  there  is  reai,onable  cause  to 
believe  are  r,esidents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany  •  ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
July  3,  1936,  by  and  between  William 
Breisacher,  Frederick   Breisacher,  Amy 
Breisacher,  C.  Milton  Breisacher,  Viola 
B.  Breisacher,  Freda  Ricka  Trautwein, 
GiLstav     F.     Trautwein.     Mary     Ehret, 
Amelia  Mun.son,  Jonathan   J.  Munson, 
Lona  C.  Amnion,  Evelyn  B?hr,  John  B. 
Bahr  Franz  Theodore  Schmidt  and  Em- 
ma Schmidt,  trustor^:,  and  The  Bergen- 
f.eld  National  Bank  &  Trust  Company, 
trustee  presently  being  administered  by 
The  Bt^rgenfield  National  Bank  &  Trust 
Company,  trustee.  Bergenfield.  New  Jer- 
sey. 

is   property   within    the   United   States 
owned  or  controlled  by.  payaole  or  de- 
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liverable  to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law.  next  of  kin.  legatees  and 
distributees,  names  unknown,  of  Franz 
Theodore  Schmidt,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
December  31.  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-831:    Filed.    Feb.    3,    1J>49; 
8:50  a.  m.) 


|Ve.sting  Order  12593] 
LuDWic  Strepp  and  Adolf  Kuttroff 

In  re:  Trust  agreement  dated  June 
8.  1916.  between  Ludwig  Strepp.  settlor, 
and  Adolf  Kuttroflf,  trustee.  File  No. 
F-28-5690-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Anne  Strepp  and  Norman  B.  L, 
Strepp.  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany* ;  n 

2.  That  all  right,  title,  intere.st  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  and  arising  out  of  or  under  that  cer- 
tain trust  agreement  dated  June  8,  1916, 
by  and  between  Ludwig  Strepp.  settlor 
and  Adolf  Kuttroff.  trustee,  presently  be- 
ing administered  by  Irving  Trust  Com- 
pany. One  Wall  Street,  New  York.  N,  Y. 
Substituted  Trustee. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 


FEDERAL  REGISTER 

and  It  is  hereby  determined: 

3,  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
December  31,  1948. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-832;     Filed.    Feb.    3,    1949; 
8:50  a.  m.] 


[Vesting  Order  12621] 


Elizabeth  Hofmann  and  Bishop  Trust 
Co.,  Ltd. 

In  re:  Trust  agreement  dated  May  3. 
1922  between  Hizabeth  Hofmann,  settlor, 
and  Bishop  Trust  Company,  Limited, 
trustee.    File  No.  F-28-6566  G^l, 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Katharine  Brunnemann,  Ma- 
thilde  Hofmann,  Barbara  Mellman.  Rein- 
hard  Hofmann  and  Brigitte  Heunefeld, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many >  ; 

2.  That  the  issue,  names  unknown  of 
Mathilde  Hofmann.  of  Barbara  Mellman. 
of  Reinhard  Hofmann  and  of  Brigitte 
Heunefeld.  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  May  3. 
1922  by  and  between  Elizabeth  Hofmann. 
settlor,  and  Bishop  Trust  Company.  Lim- 
ited, trustee,  presently  being  adminis- 
tered by  Bishop  Trust  Company.  Limited. 
P.  O.  Box  2390.  Honolulu  4.  Hawaii,  as 
trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
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nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Mathilde  Hof- 
mann, of  Barbara  Mellman.  of  Reinhard 
Hofmann  and  of  Brigitte  Heunefeld,  are 
not  within  a  designat(rd  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-833;    Filed.    Feb.    3,    1949; 
8:50  a.  m.] 


(Vesting  Order   12623] 
Frederick  W.  Ilg 

In  re:  Trust  under  the  will  of  Frederick 
W,  Ilg,  deceased.  File  No.  D-28-12346; 
E.  T.  sec.  16566. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Herman  Gotlieb  Pfeiffer. 
Johann  Herman  Schofer  and  Hedwig 
Gotlieb  (Schofer)  Vortler,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Fiederlck  W.  Ilg.  decea.sed.  and  in  and  to 
the  trust  created  under  the  will  of  Fred- 
erick W.  Ilg.  decea.sed.  is  property  pay- 
able or  deliverable  to,  or  claimed  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  is  In  the  process 
of  administration  by  Land  Title  Bank 
and  Trust  Company,  as  substituted 
trustee,  acting  under  the  judicial  super- 
vision of  the  Orphans'  Court  of  Phila- 
delphia County,  Pennsylvania; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 


/ 
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quires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
Icrcst 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

tsiALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-834;    PUed.    Feb.    3,    1948; 
8.50  a.  m.l 


RULES  AND  REGULATIONS 

wise  dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  13.  1949. 

For  the  Attorney  General. 

[siAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  ot  Alien  Property. 

IF     R.    Doc.    49-837;    Filed.    Feb.    3.    1949; 
8:50  a.  m.| 


[Verting  Order  126801 
John  Frederick  Buchholz 

In  re:  Kstate  of  John  Frederick  Buch- 
holz. deceased.  File  No.  D-28-12448: 
E.  T.  .-see.  No.  16667. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Older  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Marparet  Sophie  Mueller 
Roepe  and  Wilhelm  Diedrich  H.  Mueller, 
whose  last  known  addresses  are  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  John  Frederick  Buch- 
holz, deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by.  the  afore- 
said nationals  of  a  designated  enemy 
country  < Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Orval  C.  Sutter,  as 
administrator,  acting  under  the  judicial 
supervision  of  the  Probate  Court  of  St. 
Lcui5  County,  Missouri; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 


[  Vesting  Order  12650) 
August  Voelcker 

In  re:  Trust  under  the  will  of  August 
Voelcker.  deceased.   File  No.  D-28-10648- 

G^l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  City  of  Edenkoben.  Rhein 
Pfalz,  Germany,  is  a  political  sub-divi- 
sion of  a  designated  enemy  country 
(Germany) : 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  said  City  of  Edenkoben.  Rheia_ 
Pfalz.  Germany,  in  and  to  the  trust  cre- 
ated under  the  will  of  August  Voelcker. 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by.  the  aforesaid  des- 
ignated enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Wilhelmina  H. 
Herdje  and  Joseph  R.  Schmidberger.  as 
trustees,  acting  under  the  Judicial  super- 
vision of  the  Surrogate's  Court  of  Nassau 
County,  New  York. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.\zelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-836;     Filed.    Feb.    3.    1949; 
8:50  a.  m.) 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Max  Egen.  also  known  as  Max 
Egan.  whose  last  known  address  Is  AM 
Lueginsland  10/1.  Bavaria,  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Real  property,  particularly  de- 
scribed as  Lot  117.  Tract  7813.  in  the 
County  of  Los  Angeles,  State  of  Califor- 
nia, as  per  map  recorded  In  Book  99. 
Pages  95  and  96  of  Maps,  in  the  OflBce  of 
the  County  Recorder  of  said  County,  to- 
gether with  all  hereditaments,  fixtures, 
improvements  and  appurtenances  there- 
to, and  any  and  all  claims  for  rents,  re- 
funds, benefits  or  other  payments,  aris- 
ing from  the  ownership  of  such  property. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Ls  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
subject  to  recorded  liens,  enciunbrances 
and  other  rights  of  record  held  by  or  for 
persons  who  are  not  nationals  of  desig- 
nated enemy  countries,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-«14:    Filed,    Feb.    2,    1949; 
8:58  a.  m.l 


Friday,  February  4,  1949 

which  the  filing  of  claims  shall  be  barred 
In  respect  of  debtors,  any  of  whose  prop- 
erty was  first  vested  in  or  transferred 
to  the  Attorney  General  between  July  1, 
1947.  and  December  31.  1947.  Inclusive. 

Executed  at  Washington.  D.  C.  this 
28th  day  of  January  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49-840;    Piled.    Feb.    3.    1949; 
8:51  a.  m.J 


[Vesting  Order  127461 

MaxEgan 

In  re:  Real  property  owned  by  Max 
Egen.  also  known  as  Max  Egan. 


[Bar  Order  9] 

Filing  of  Claims  in  Respect  of  Certain 
Debtors 

order  fixing  bar  date 

In  accordance  with  section  34  (b)  of 
the  Trading  With  the  Enemy  Act.  as 
amended,  and  by  virtue  of  the  authority 
vested  in  the  Attorney  General  by  said 
act  and  Executive  Order  9788.  July  1. 
1949.  is  hereby  fixed  as  the  date  after 


[Vesting  Order  12697] 
Bertha  Tietz  and  Erna  Kuhn 

In  re:  Interests  in  real  property,  mort- 
gages, property  insurance  policies  and 
claim  owned  by  Bertha  Tietz  and  Erna 
Kuhn. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Bertha  Tietz,  whose  last  known 
address  is  Koenigsberg,  Pr.  Tragheimer. 
Pulverstrassee  8.  Germany,  and  Erna 
Kuhn.  whose  last  known  address  is  See- 
burg  Ostpreassen,  Markt  2,  Germany,  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  An  undivided  one-half  ('2)  Inter- 
est In  real  property  situated  in  the  Bor- 
ough and  County  of  Queens,  City  and 
State  of  New  York,  particularly  described 
In  Exhibit  A  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  together  with 
all  hereditaments,  fixtures,  improve- 
ments and  appurtenances  thereto,  and 
any  and  all  claims  for  rents,  refunds, 
benefits  or  other  payments  arising  from 
the  ownership  of  such  property. 

b.  An  undivided  one-half  ('2)  interest 
In  a  mortgage  executed  on  November  21. 
1904.  by  Christian  Petersen  and  Anna 
Petersen,  his  wife,  to  The  Green  Point 
Savings  Bank,  and  recorded  in  the  Office 
of  the  Register  of  Kings  County,  New 
York,  on  November  22.  1904.  in  Liber  36 
of  Mortgages.  Page  39,  and  assigned  after 
me.sne  assignments,  by  Title  Guarantee 
and  Trust  Company  to  Anna  E.  Willerth 
and  Albert  Willerth,  by  instrument  exe- 
cuted January  27,  1926.  and  recorded  in 
the  Office  of  the  Register  of  Kings 
County.  New  York,  on  March  9.  1926.  in 
Liber  6275  of  Mortgages.  Page  499.  and 
any  and  all  obligations  secured  by  said 
mortgage,  including  but  not  limited  to  all 
security  rights  In  and  to  any  and  all  col- 
lateral (including  the  aforesaid  mort- 
gage) for  any  and  all  such  obligations 
and  the  right  to  enforce  and  tollect  such 
obligations,  and  the  right  to  possession 
of  any  and  all  notes,  bonds  and  other  in- 
struments evidencing  such  obligations. 

c.  An  undivided  one-half  ('2'  interest 
in  a  mortgage  executed  November  25, 
1908.  by  Francis  A.  Hadley  and  Rebecca 
S.  Hadley,  his  wife,  to  Title  Guarantee 
and  Trust  Company,  and  recorded  No- 
vember 27.  1908.  in  the  Office  of  the  Reg- 
ister of  Kings  County.  New  York,  in  Liber 
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3240  of  Mortgages,  Page  3.  which  mort- 
gage was  assigned  by  Title  Guarantee 
and  Trust  Company  to  Anna  E.  Willerth 
and  Albert  Willerth  by  instrument  exe- 
cuted January  3.  1912.  and  recorded  in 
the  Office  of  the  Register  of  Kings 
County.  New  York,  on  January  12,  1912, 
In  Liber  3704  of  Mortgages,  Page  154,  and 
any  and  all  obligations  secured  by  said 
mortgage,  including  but  not  limited  to  all 
security  rights  (including  the  aforesaid 
mortgage)  for  any  and  all  such  obliga- 
tions and  the  right  to  enforce  and  collect 
such  obligations  and  the  right  to  posses- 
sion of  any  and  all  notes,  bonds  and  other 
Instruments  evidencing  such  obligations. 

d.  An  undivided  one-half  ('2*  interest 
In  a  mortgage  executed  December  2,  1921. 
by  Laura  I.  Pish  to  Title  Guarantee  and 
Trust  Company,  and  recorded  on  De- 
cember 3,  1921,  in  the  Office  of  the  Reg- 
ister of  Queens  County,  New  York,  in 
Liber  2046  of  Mortgages,  Page  385.  which 
mortgage  was  assigned  by  Title  Guaran- 
tee and  Trust  Company  to  Albert  Wil- 
lerth and  Anna  K  Willerth,  by  Instru- 
ment executed  December  3.  1931,  and  re- 
corded in  the  Office  of  the  Register  of 
Queens  County,  New  York,  on  January  2. 
1932.  in  Liber  3934  of  Mortgages.  Page  9l! 
and  any  and  all  obligations  secured  by 
said  mortgage,  including  but  not  limited 
to  all  security  rights  in  and  to  any  and  all 
collateral  (including  the  aforesaid  mort- 
gage) for  any  and  all  such  obligations 
and  the  right  to  enforce  and  collect  such 
obligations,  and  the  right  to  possession  of 
any  and  all  notes,  bonds  and  other  in- 
struments evidencing  such  obligations. 

e.  An  undivided  one-half  (I2)  Interest 
In  a  mortgage  executed  on  June  1,  1921. 
by  Forman  Realty  Company  to  Albert 
Willerth  and  Anna  E.  Willerth,  his  wife, 
and  recorded  in  the  Office  of  the  Reg- 
ister of  Queens  County.  New  York,  on 
June  30,  1921.  in  Liber  2006,  Page  28.  and 
assigned  after  mesne  assignments,  by 
Title  Guarantee  and  Trust  Company,  as 
Executor  of  the  last  will  and  testament 
of  Albert  Willerth.  deceased,  to  Title 
Guarantee  and  Trust  Company,  as  agent 
for  Joseph  R.  Willerth,  Bertha  Tietz.  and 
Martha  Kuhn,  by  Instrument  executed 
November  8,  1937  and  recorded  in  the 
Office  of  the  Register  of  Queens  County, 
on  November  24,  1937,  in  Liber  4393  of 
Mortgages.  Page  306,  and  any  and  all 
obligations  .secured  by  said  mortgage. 
Including  but  not  limited  to  all  security 
rights  in  and  to  any  and  all  collateral 
(including  the  aforesaid  mortgage)  for 
any  and  all  such  obligations  and  the 
right  to  enforce  and  collect  such  obliga- 
tions, and  the  right  to  possession  of  any 
and  all  notes,  bonds  and  other  instru- 
ments evidencing  such  obligations. 

f.  All  right,  title  and  interest  of  the 
persons  nam^  in  subparagraph  1  hereof, 
In  and  to  the  property  insurance  policies 
described  in  Exhibit  B  attached  hereto 
and  by  reference  made  a  part  hereof, 
which  policies  insure  the  property  de- 
scribed in  subparagraph  2-a  hereof,  and 
the  property  subject  to  the  mortgages 
described  In'  subparagraph  2-b  to  2-d 
hereof,  inclusive,  together  with  all  ex- 
tensions or  renewals  thereof,  and 

g.  That  certain  debt  or  other  obliga- 
tion owing  to  Bertha  Tietz  by  Title 
Guarantee  and  Trust  Company.  176 
Broadway,  New  York  7,  New  York,  aris- 
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Ing  out  of  rents  and  payments  of  in- 
terest and  principal  heretofore  collected 
on  account  of  the  property  describee^,  in 
subparagraphs  2-a  through  2-d  hereof. 
Inclusive,  and  proceeds  from  certain 
mortgages  liquidated  by  Title  Guarantee 
and  Trust  Company,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  en- 
cumbrances and  other  rights  of  record 
held  by  or  for  persons  who  are  not  na- 
tionals of  designated  enemy  countries, 
and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-b  to 
2-g  hereof,  inclusive. 

All  such  property  so  vested  to  be  held. 
Used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

Exhibit  A 

Parcel  No.  1.  All  those  certain  lots,  pieces 
or  parcels  of  land,  situate,  lying  and  being  at 
Springfield,  Queens  County,  New  York,  known 
and  designated  on  a  certain  map  entitled, 
"Revised  Map  of  Sheffield  Manor,  Fourth 
Ward,  Borough  of  Queens,  New  York  City,  sur- 
veyed July,  1909.  by  A.  E.  Conklln  and  Son, 
City  Surveyors.  Jamaica.  New  York,"  and  filed 
In  the  office  of  the  Clerk  of  the  County  of 
Queens,  October  28th,  1909,  as  and  by  the 
lot  numbers  five  hundred  and  eighty-five 
(585)  to  five  hundred  and  ninety-two  (592) 
both  Inclusive,  and  six  hundred  and  five 
(605)  to  six  hundred  and  eight  (608)  both 
Inclusive,  In  Block  twenty-four  (24). 

Parcel  No.  2.  All  those  certain  lots,  pieces 
or  parcels  of  land  situate,  lying  and  being  in 
the  Village  of  Springfield.  Queens  County, 
known  and  designated  on  a  certain  map  en- 
titled "Map  of  Sheffield  Manor,  Fourth  Ward. 
Borough  of  Queens,  (City  of  New  York,  July. 
1909,  by  A.  E.  Conklln  and  Sona,  City  Surveyor, 
Jamaica.  New  York"  and  filed  In  the  office 
of  the  Clerk  of  the  County  of  Queens  Oc- 
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tober  28.  1909.  as  map  number  638  a«  and  by 
loU  number  634  and  part  of  lot  633  In  Block 
23  which  said  lots  are  more  particularly 
bSunded  and  described  as  follows.  Beginning 
at  a  point  on  the  southerly  side  of  Clifford 
Avenue  distant  85.71  feet  easterly  from  the 
corner  formed  by  the  intersection  of  the  said 
southerly  side  of  Clifford  Avenue  with  easterly 
Bide  of  Hudson  Street  running  thence  south- 
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erly  parallel  with  the  easterly  side  of  Hudson 
Bt.  and  part  dlsUnce  through  a  party  wall 
95  feet  thence  easterly  and  parallel  with  Clif- 
ford Avenue  34.29  feet,  thence  northerly  and 
parallel  with  Hudson  Street  96  feet  to  the 
southerly  side  of  Clifford  Avenue,  thence 
westerly  on  the  said  southerly  side  of  Clif- 
ford Avenue  34.29  feet  to  the  point  or  place 
of  beginning. 


EXUIBIT  B 


Name  of  company  and  address 


Flreman'ti  Insurance  Co.,  of  Ne'^ark. 

in    Park    ri,    Newark,    N.    J. 
On>8t    American    Indemnity    to., 

1  Liberty  St..  New  York,  N.Y. 
Home    Iii-suranre   Co.,   S8   Maiden 

I^e,  New  York.  N.  Y. 
Great    Ameri<'an    Indemnity    to., 

1  Liberty  St.,  New  York,  NY. 
Home   Insurance  Co.,  W  Maiden 

L*ne,  New  York,  N.  Y. 
Queen   Insurance  Co.  of  America, 

I."*  WiUiams  St..  New  York.  N.  Y. 
Aetna    lu-surancw    Co.,     Hartford, 

Conn.  „         „    ,,    J 

Aetna    Insurance    Co.,    Hartford, 

Home   Insurance   Co..   89   Maiden 

Lane,  New  York,  NY. 
NorlNrn    Insurance    to-,  o'.^«'^ 

York,  83  Maiden  Lane,  New  i  orK, 

NY. 


Type 


Fire. 


Publ»  Itahility 

Schedlilc  i. 
Fir* 


Num- 
ber 


Public  liability 

Schedule  6. 
Fire 


,. .do... -•--•--- 

do 

„,.do-— .-.----. 

do 

do 


ISM 
4285M 

679M 
428SM 
M3837 
2A0748 
242224 

2462S3 
.  87342 

670175 


Amount 


r.«M.oo 

25/50,000 

4.«oaoo 

28/80,000 
9,000.00 

2,ooaoo 

3,000.00 

3,ooaoo 

1,500.00 
6,000.00 


Expira- 
tion date 


i-n-81 

1-1-48 

»-3-«0 

1-1-49 

n-l»-48 

1-20-51 

4-6- 50 

11-25-50 

9-19-80 

12-2-49 


Property  covered 


14.^19  221»t   St.,  Sprlnffteld 
Uardens,  N.  Y. 
Do. 

230-10 14Mh  Ave..  Springfield 
Uardens,  N.  Y. 
Uo. 

328  Nassau  Ave..  Brooklyn, 
N.Y. 
Da 

407  Monroe  St.,  Brooklyn, 
N.Y. 
Do. 

133-38  4l!«t  Road,  Flushiaf, 
Lone  Island. 
Do. 


IP.  R  Doc.  49-813:  Filed,  Feb.  2,  1949;  8:68  a.  m.) 


allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  No..  Notice  o/  Intention 
To  Return  Published,  and  Property 

Paula  Oppenhelmer.  Buenos  Aires,  Argen- 
tina. Claim  No.  7003,  December  17,  1948  (13 
P.  R.  7812).  One-third  (^)  of  the  all  right, 
title.  Interest,  and  claim  of  any  kind  or 
character  whaUoever.  of  Una  Chambre 
Meyer  and  Klara  Chambre.  and  each  of  them. 
In  and  to  the  Trust  Estate  of  Meier  Katten, 
deceased;  •1.518.40  In  the  Treasury  of  the 
United  Stales. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.   C,  on 
January  31,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-841:    Filed.    Feb.    8.    1949; 
8:61  A.  m-l 
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(Vesting  Order  12639] 
RUDOLF  PACENSTECHER   ET  AL. 

In  re*  Trust  agreement  dated  January 
10  1934  between  Rudolf  Pagenstecher. 
settlor,  knd  Hiram  C.  Todd  and  Rudolf 
Pagenstecher,  trustees.  FUe  No.  D-28- 
2561-G-l.  ^     _,. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Albrecht  von  Estorff,  Hans  von 
Estorff.  Helga  Marie  Von  Kameke.  Allard 
von  Kameke.  Armgaard  von  Estorff.  Hans 
Eckart  von  E.storff.  Otto  von  Estorff,  Otto 
von  Estorff.  Jr..  Eghard  von  Estorff.  Hel- 
mut h  von  Estorff.  and  Wilhelm  von  Es- 
torff whose  last  known  address,  is  Ger- 
many are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 

(Germany);  ,  , 

2  That  the  issue,  names  unknown,  of 
Albrecht  von  Estorff,  of  Hans  von  Estorff. 
and  of  Otto  von  Estorff,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) : 

3  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  January 
10  1934,  by  and  between  Rudolf  Pagen- 
stecher. settlor,  and  Hiram  C.  Todd  and 
Rudolf  Pagenstecher.  trustees.  Is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by.  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany^; 

4.  That  such  property  is  in  the  process 
of  administration  by  Hiram  C.  Todd, 
trustee,  and  by  Louis  Bittner.  successor 
trustee,  acting  under  the  judicial  super- 


vision of  the  Supreme  Court  of  the  State 
of  New  York  in  and  for  the  County  of 
New  York ; 

and  it  is  hereby  determined: 

5  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Albrecht  von 
Estorff,  of  Hans  von  Estorff,  and  of  Otto 
von  Estorff.  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

I  seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  o/  Alien  Property. 


IP.   R.    Doc. 


4fr  835;     Piled.    Feb.    3, 
8:50  a.  m.| 


1949: 


(Return  Order  2491 

Paula  Oppenheiker 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 


[Return  Order  262] 
PxnSEUX,   BOULANGER    ET   ClE,   SOCIETE   EN 

Commandite  par  Actions 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  proper- 
ty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Claimant  and  Claim  No.,  Notice  of  Intention 
To  Return  Published,  and  Property 

Pulseux.  Boulanger  et  Cle,  Soclete  en  Com- 
mandite par  Actions  ( formerly  known  as 
Mlchelln  et  Cle),  Clermont-Ferrand,  France; 
Claim  No.  36659.  December  15,  1948  (13  P.  R. 
7768):  Property  described  In  Vesting  Order 
No.  666  (8  F.  R.  6047.  April  17,  1943) .  relatiiig 
to  United  States  Letters  Patent  Nos.  1,635.894 
and  1.635,895:  property  described  In  Vesting 
Order  No.  667  (8  F.  R  4995.  April  17,  1943). 
relating  to  United  States  Letters  Patent  No. 
1,605.755  Including  royalties  in  the  amount  of 
$12,493.96.  This  return  shall  not  be  deemed 
to  include  the  rights  of  any  Ucensecs  under 
the  above  patents. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed   at  Washington.  D.   C.  on 
January  31.  1949. 

For  the  Attorney  Oeneral. 

I  SEAL]  David  L.  B.\zelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    49-842;    Filed.    Feb.    3,    1949; 
8:51  a.  m.) 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Redesicnation  or  Chapters  and  Parts 

Supplementing  the  redesignation  of 
chapters  and  parts  published  December 
23,  1948  <13  F.  R.  8248),  existing  parts 
and  sections  are  renumbered  as  follows: 

New  part  and  section 
Old  part  and  section  Nos. 

Nox.  Part  659— Seeds 

Part  274  of  Chapter       Subpart— 1948    Wln- 
22.  terCover  Crop 

Seed    Purchase 
Agreement        Pro- 
gram. 
i;  274.251-274.266.  H  659.31-659  46. 

Part  607 — Cotton 

Part  256  of  Chapter       Subpart — 1948     Cot- 
II.  ton  Loan  Program. 

i  256.244  I  607.24. 

Part  669— Vegetables. 
Fresh 

Part  504  of  Chapter       S  u  b  p  a  r  t — General 
V.  Vegetable  Purchase 

Program  (Fiscal 
Year  1949) 
:  504.103.  f  669.2. 

Dated  February  2.  1949. 

[seal]  Ralph  S.  Trigg. 

Adyninistrator,  Production  and 
Marketing  Administration. 

|F.    R.    Doc.    49  881;     Piled,    Feb.    4.    1949; 
8:58  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.  1691 

Part  933 — Oranges.  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

5  933  425    Orange  Regulation  159— <&) 
Findings.    ( 1 )  Pursuant  to  the  marketing 


agreement,  as  amended,  and  Order  No. 
33,  as  amended  (7  CFR  and  Supps.  Part 
933  > ,  regulating  the  handling  of  oranges, 
grapefruit,  and  tangerines  grown  in  the 
State  of  Florida,  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  upon  the  basis  of  the  rec- 
ommendations of  the  committee  estab- 
lished under  the  aforesaid  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  shipments 
of  oranges,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

(2)  It  is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  e.  s.  t.,  February 
7,  1949.  and  ending  at  12:01  a.  m.,  e.  s.  t., 
July  31,  1949,  no  handler  shall  ship: 

(i)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the  Va- 
lencia type,  grown  in  Regulation  Area  I 
which  grade  U.  S.  No.  2  Bright.  U.  S.  No. 
2,  U.  S.  No.  2  Ru.sset,  U.  S.  No.  3.  or  lower 
than  U.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the  Va- 
lencia type,  grown  in  Regulation  Area 
II  which  grade  U.  S.  No.  2  Russet,  U.  S. 
No.  3,  or  lower  than  U.  S.  No.  3  grade; 

(iii)  Any  oranges,  except  Temple  or- 
angles  and  Valencia,  Lue  Gim  Gong,  and 
similar  late-maturing  oranges  of  the  Va- 
lencia type,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 

(Continued  on  p.  503) 
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Saturday,  February  5,  1949 

Bright  unless  such  oranges  (a>  are  In  the 
same  container  with  oranges  which  grade 
at  least  U.  S.  No.  1  Russet  and  (b)  are 
not  in  excess  of  50  percent,  by  count,  of 
the  number  of  all  oranges  in  such  con- 
tainer; 

(Iv)  Any  oranges,  except  Temple  or- 
anges and  Valencia,  Lue  Oim  Gong,  and 
similar  late-maturing  oranges  of  the 
Valencia  type,  grown  in  Regulation  Area 
I  or  Regulation  Area  II  which  are  of  a 
size  smaller  than  a  size  that  will  pack 
288  oranges,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box;  or 

<v)  Any  Temple  oranges,  grown  in 
Regulation  Area  I  or  Regulation  Area  II. 
which  grade  U.  6.  No.  2  Russet,  U.  S.  No. 
3,  or  lower  than  U.  S.  No.  3  grade. 

(2)  During  the  period  beginning  at 
12:01  a.  m..  e.  s.  t.,  February  7,  1949.  and 
ending  at  12:01  a.  m.,  e.  s.  t..  February 
14, 1949,  no  handler  shall  ship  any  Valen- 
cia. Lue  Gim  Ctong.  and  similar  late-ma- 
turing oranges  of  the  Valencia  type, 
grown  in  Regulation  Area  I  or  Regula- 
tion Area  II  which  (a»  grade  U.  S.  No.  2 
Bright.  U.  S.  No.  2.  U.  S.  No.  2  Russet. 
U.  S.  No.  3,  or  lower  than  U.  S.  No.  3  grade 
or  (b)  are  of  a  size  larger  than  a  size 
that  will  pack  200  oranges,  packed  in  ac- 
cordance with  the  requirements  of  a 
standard  pack,  in  a  standard  nailed  box. 

(3^  As  u-sed  in  this  section,  the  terms 
••handler."  "ship.'V"Regulation  Area  I." 
"Regulation  Area  II."  and  "Valencia,  Lue 
Olm  Gong,  and  similar  late-maturing 
oranges  of  the  Valencia  type  "  shall  each 
have  the  same  meaning  as  when  used 
In  said  amended  marketing  agreement 
and  order:  and  the  terms  "U.  S.  No.  1 
Russet."  "U.  S.  No.  2  Bright,"  "U.  S.  No. 
2."  "U.  S.  No.  2  Rus.set,"  "U.  S.  No.  3," 
"standard  pack."  "container,"  and 
"standard  nailed  box"  shall  each  have 
the  same  meaning  as  when  used  In  the 
United  States  Standards  for  Oranges 
(13  P.  R.  5174,  5306'.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933  > 

Done  at  Wa.shington,  D.  C.  this  3d  day 
of  February  1949. 

I  SEAL  1  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

|F.    R.    Doc.    49-944:    Filed.    Feb.    4,    1949; 
10:23  a.  m.J 


[Tangerine  Reg.  831 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

!  933.426  Tangerine  Regulation  83— 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Order 
No.  33.  as  amended  (7  CFR  and  Supps. 
Part  933).  regulating  the  handling  of 
oranges,  grapefruit,  and  tangerines 
grown  In  the  State  of  Florida,  efTective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  ba.sis 
of  the  recommendations  of  the  commit- 
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tees  established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion, it  Is  hereby  found  that  the  limi- 
tation of  shipments  of  tangerines,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the 
public  Inliprest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  p>olicy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is -insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  e.  s.  t.,  February 
7.  1949.  and  ending  at  12:01  a.  m.,  e.  s.  t., 
July  31,  1949,  no  handler  shall  ship: 

<i )  Any  tangerines,  grown  In  the  State 
of  Florida,  unless  such  tangerines  grade 
at  lea.^t  U.  S.  No.  2  Russet:  Provided, 
That,  with  respect  to  each  container  of 
Buch  tangerines,  the  total  tolerance  for 
dryness  or  mushy  condition  permitted 
for  such  U.  S.  No.  2  Russet  grade  shall  be 
Increased  by  an  additional  5  percent,  by 
count;  or 

<il)  Any  tangerines,  grown  as  afore- 
said, which  are  of  a  size  smaller  than  the 
size  that  will  pack  246  tangerines,  packed 
In  accordance  with  the  requirements  of 
a  standard  pack,  in  a  half-standard  box 
(Inside  dimensions  9V2  x  9!2  x  19 'a 
Inches;  capacity  1,726  cubic  Inches). 

<2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said 
amended  marketing  agreement  and  or- 
der; and  "U.  S.  No.  2  Russet"  and  "stand- 
ard pack"  shall  each  have  the  same 
meaning  as  Is  given  to  the  respective  term 
In  the  United  States  Standards  for  Tan- 
gerines (13  F.  R.  4790 ».  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.    Part  933) 

Done  at  Washington,  D.  C,  this  3d  day 
of  February  1949. 

[seal!  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

(F.    R.    Doc.    49-940;     Filed.    Feb.    4,     1949; 
10:22  a.  m.J 


[Grapefruit  Reg.  109] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  933.427  Grapefruit  Regulation 
109— (a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  33,  as  amended  (7  CFR  and 
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Supps.  Part  933),  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tanger- 
ines grown  in  the  State  of  Florida,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion. It  is  hereby  found  that  the  limita- 
tion of  shipments  of  grapefruit,  as  here- 
inafter provided,  will  terfd  to  effectuate 
the  declared  policy  of  the  act. 

<2)  It  is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(bt  Order.  (1)  Grapefruit  Regula- 
tion 108  (14  F.  R.  291)  Is  hereby  termi- 
nated as  of  the  effective  time  of  this 
regulation. 

(2»  During  the  period  beginning  at 
12:01  a.  m.,  e.  s.  t.,  February  7,  1949,  and 
ending  at  12:01  a.  m.,  e.  s.  t..  July  31, 
1949.  no  handler  shall  ship: 

(I)  Any  grapefruit  of  any  variety, 
grown  In  the  State  of  Florida,  which 
grade  U.  S.  No.  3,  or  lower  than  U.  S. 
No.  3  grade; 

<ii)  Any  seeded  grapefruit,  other  than 
pink  grapefruit,  grown  In  the  State  of 
Florida  which  are  of  a  size  smaller  than 
a  size  that  will  pack  80  grapefruit,  packed 
in  accordance  with  the  requirements  of 
a  standard  pack.  In  a  standard  nailed 
box; 

(iii)  Any  pink  seeded  grapefruit, 
grown  in  the  State  of  Florida,  which  are 
of  a  size  smaller  than  a  size  that  will 
pack  96  grapefruit,  packed  in  accordance 
with  the  requirements  of  a  standard 
pack,  in  a  standard  nailed  box; 

•  iv)  Any  seedless  grapefruit,  other 
than  pink  grapefruit,  grown  in  the  State 
of  Florida  which  are  of  a  size  smaller 
than  a  size  that  will  pack  96  grapefruit, 
packed  in  accordance  with  the  require- 
ments of  a  standard  pack,  in  a  standard 
nailed  box;  or 

(V)  Any  pink  seedless  grapefruit, 
grown  in  the  State  of  Florida,  which  are 
of  a  size  smaller  than  a  size  that  will 
pack  126  grapefruit,  packed  in  accord- 
ance with  the  requirements  of  a  standard 
pack,  in  a  standard  nailed  box. 

(3»  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  Is  given  to  each  such  term  In  said 
amended  marketing  agreement  and  or- 
der; and  the  term  "U.  S.  No.  3,"  "stand- 
ard pack,"  and  "standard  nailed  box" 
shall  each  have  the  same  meaning  as 
when  used  in  the  United  States  Stand- 
ards for  Grapefruit  (13  F.  R.  4787).    (48 
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Stat.  31.  as  amended:   7  U.  S.  C.  601 
et  seq.) 

Done  at  Washington,  D.  C.  this  3d  day 
of  February  1949. 

I  SEAL  1  S.  R.  Smith. 

Director.  Fruit  and  Vepetahle 
Branch.  Production  and  Mar- 
keting Administration. 

|F.    R.    Doc.    49-941:     Piled,    Feb.    4,     1949; 
10:23  a.  m.| 


IGrapcfrult  Reg.  62] 

Part   955— Grapefruit   Grown   in   Ari- 
zona; IN  IMPERL\L  COUNTY,  CALIF.;   AND 

IN  That  Part  of  Riverside  County. 
Calif.,  Situated  South  and  East  or 
THE  San  Gorconio  Pass 

LIMITATION   of   SHIPMENTS 

9  955.323  Grapefruit  Regulation  62— 
(a)  Findings.  <1»  Pursuant  to  the  mar- 
keting agreement  and  Order  No.  55  '7 
CFR,  Cum.  Supp..  955.1  et  seq.)  regu- 
lating the  handling  of  grapefruit  grown 
In  the  State  of  Arizona;  in  Imperial 
County.  California;  and  in  that  part  of 
Riverside  County,  California,  situated 
.south  and  east  of  the  San  Gorgonio  Pass, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  of  the  Ad- 
ministrative Committee  established  un- 
der the  said  marketing  agreement  and 
the  said  order,  and  upon  other  available 
Information,  it  is  hereby  found  that  the 
limitation  of  shipments  of  such  grape- 
fruit, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  policy  of  the 

act.  « 

<2)  It  is  hereby  further  found  that  It 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  aftei  publication 
thereof  in  the  Federal  Register  <  60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  is  insufB- 
cient.  and  a  reasonable  time  is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  date. 

(b>  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  P.  s.  t.,  February 
6,  1949.  and  ending  at  12:01  a.  m.,  P.  s.  t., 
March  6.  1949,  no  handler  shall  ship: 

i.\)  Any  grapefruit  grown  In  the  State 
of  Arizona;  in  Imperial  County,  Cali- 
fornia; or  in  that  part  of  Riverside 
County,  California,  situated  south  and 
east  of  the  San  Gorgonio  Pass,  unless 
such  grapefruit  grade  at  least  U.  S.  No.  2 
grade:  Provided.  That,  with  respect  to 
each  lot  of  such  grapefruit,  the  total 
tolerance  for  grade  defects  other  than 
decay  permitted  for  such  U.  S.  No.  2 
grade  shall  be  increased  by  an  additional 
10  percent,  by  count;  or 

(ii)  From  the  State  of  California  or  the 
State  of  Arizona  to  any  point  outside 
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thereof  in  the  United  States  or  in  Can- 
ada, any  grapefruit,  grown  as  aforesaid, 
which  are  of  a  size  smaller  than  3'in 
inches   In   diameter    ("diameter"   to   be 
measured  midway  at  a  right  angle  to  a 
straight  line  running  fTom  the  stem  to 
the  blossom  end  of  the  fruit) .  except  that 
a  tolerance  of  5  percent,  by  count,  of 
grapefruit  smaller  than  such  minimum 
size  shall  be  permitted  which  tolerance 
shall  be  applied  in  accordance  with  the 
provisions  for  the  application  of  toler- 
ances,  specified   in   the   revised   United 
States  Standards  for  Grapefruit  (Cali- 
fornia   and    Arizona),    12    F.    R.    1975: 
Provided.  That  in  determining  the  per- 
centage of  grapefruit  in  any  lot  which 
are  smaller  than  3'Mfl  Inches  in  diameter, 
such  percentage  shall  be  l>ased  only  on 
the  grapefruit  in  such  lot  which  are  of  a 
size  3':'i.;  inches  in  diameter  and  smaller. 
(2)   As  used  in  this  section  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said  mar- 
keting  agreement   and  order;    and   the 
term  "U.  S.  No.  2"  shall  have  the  same 
meaning  as  is  given  to  such  term  in  the 
aforesaid  revised  United  States  Stand- 
ards for  Grapefruit  (California  and  Ari- 
zona).    (48    Stat.    31.    as    amended;    7 
U.  S.  C.  601  et  seq.;  7  CFR.  Cum.  Supp., 
955.1) 

Done  at  Washington,  D.  C.  this  3d  day 
of  February  1949. 

[sealI  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

|F.    R.    Doc.    49-942:     riled,    Feb.    4.    1949; 
10:23  a.  m.] 


Part  962 — Fresh  Peaches  Grown  in 
Georgia 

CHANCE    IN    representation    OR    INDUSTRY 

committee;  amendment  to  rules  and 
regulations 

Correction 

In  F.  R.  Doc.  49-750,  appearing  in  the 
issue  for  Saturday.  January  29,  1949,  at 
page  408  change  the  word  'concurrently" 
in  the  third  line  of  column  2,  to  read 
"currently." 


fOrange  Reg.  266) 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

5  966  412  Orange  Regulation  266 — (a) 
Findings.  (1>  Pursuant  to  the  provi- 
sions of  Order  No.  66  (7  CFR,  Cum.  Supp.. 
S66.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  limi- 
tation of  the  quantity  of  such  oranges 


which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)   It  is  hereby  further  found  that  it 
is   impracticable   and   contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  in  the  Federal  Register 
(60    Stat.    237;    5    U.    S.    C.    1001    et 
seq.)   because  the  time  intervening  be- 
tween the  date  when  information  upon 
which  this  section  is  based  became  avail- 
able and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  Agricultural 
Marketing   Agreement  Act   of   1937.   as 
amended,  is  insufflcient,  and  a  reason- 
able time  is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive date. 

(b)  Order.  (1)  The  quantity  of  or- 
anges grown  In  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t..  February  6,  1949,  and 
ending  at  12:01  a.  m.,  P.  s.  t..  February 
13.  1949.  is  hereby  fixed  as  follows: 

(i)  Valencia  oranges.  (a)  Prorate 
District  No.  1:  No  movement; 

(b)  Prorate  District  No.  2:  No  move- 
ment; 

(c)  Prorate  District  No.  3:  No  move- 
ment. 

(il)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  Un- 
limited movement; 

(b>  Prorate  District  No.  2:  500  car- 
loads; 

(c)  Prorate  District  No.  3:  Unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
In  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  In  this  section,  "handled," 
"handler."  "carloads,"  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  In  the  said  order; 
and  "Prorate  District  No.  1."  "Prorate 
District  No.  2,"  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  §  966.107  (11 
F.  R.  10258)  of  the  rules  and  regulations 
contained  In  this  part.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C.  this  4th 
day  of  February  1949. 

[seal]  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

Pkorate  Base  Schedulb 

(12:01  A.  M.  February  6.  1949  to  12:01  A.  M. 
February  13,  1949) 

ALL    ORANGES    OTHEl    THAN    VALENCIA    ORANGES 

Prorate  District  No.  2 

Prorate  base 
Handler  (percent) 

Total 100.  0000 

Total - - - -—  100.0000 

A.  P.  O.  Alta  Loma 0. 3708 

A.  P.  O.  Corona... .3176 

A.  P.  O.  Fullerton —         .0477 

A.  P.  O.  Orange-. - -         0412 

A.  P.  O.  Riverside .6633 


Saturday,  February  5,  1949 

Prorate  Base  Scheouls — Ck>ntlnued 

ALL  ORANGES  OTHER  THAN   VALENCU  ORANGEY— 

continued 

Prorate  District  So.  2 — Continued 

Prorate  b<w« 
Handler  [percent) 

Hazeltine  Packing  Co 0.0989 

Plucentla    Pioneer    Valley    Growers 

Association .0656 

Signal  Prult  Association .  8518 

Azusa  Citrus  Association 1. 1314 

Damerel-AUlson  Co 1.1562 

Olendora  Mutual   Orange  Associa- 
tion  .5175 

Irwindale  Citrus  Association .4811 

Pucnte  Mutual  Citrus  Association .0499 

Valencia  Heights  Orchards  Associa- 
tion   .2126 

Covlna  Citrus  Association 1.7119 

Covins    Orange    Growers    Associa- 
tion   .6126 

Glendora  Cltrtis   Association .9826 

Glcndora      Heights      Orange      and 

Lemon  Growers  Association .1703 

Gold  Buckle  Association 3.2826 

La  Verne  Orange  Association 3.9128 

Anaheim  Citrus  Prult  Association..  .0887 
Anaheim  Valencia  Orange  Associa- 
tion   .  0266 

Eadlngton  Prult   Co..  Inc .3439 

Fullerton  Mutual  Orange  Associa- 
tion    .2427 

La  Kabra  Citrus  Association .  1377 

Orange    County    Valencia   Associa- 
tion   .0357 

Oraiigethorpe   Cltrxis   Assoclntlon..  .0242 
Placentla    Coop.    Orange    Assocla- 

llon .0330 

Yorba    Linda    Citrus    Association, 

The 0119 

Alta  Loma  Heights  Citrus  Associa- 
tion  .2811 

Citrus  Prult  Growers. .8992 

Cucamonga  Citrus  Association ,3726 

Etiwanda  Cltriis  Fruit  Association.  .2163 

Mountain  View  Fruit  Association..  .  1479 

Old  Baldy  Citrus  Association .3741 

Rlalto  Heights  Orange  Growers .  3872 

Uj<land  Citrus  Association 2.2270 

Upland  Heights  Orange  Association.  1.  0148 

Consolidated  Orange  Growers .0248 

Frances  Citrus  Association .0110 

Garden  Grove  Citrus  Association..  .0238 

Goldenwest  Citrus  Association .0995 

Olive  Heights  Cltriis  Association...  .0408 
Santa    Ana-Tustln    Mutual    Citrus 

Association    .0218 

Santiago  Orange  Growers  Associa- 
tion     1470 

Tustln  Hills  Citrus  Association .  0381 

VUla  Park  Orchard  Association .0385 

Bradford  Brothers,  Inc .2393 

Placentla  Mutual   Orange   Associa- 
tion   . .1924 

Placentla  Orange  Growers  Associa- 
tion     -  .2616 

Yorba  Orange  Growers  Association.  .0401 

Call  Ranch .6167 

Corona  Citrus  Association .9933 

Jameson  Company .3741 

Orange  Heights  Orange  Association.  1.  4430 
Crafton    Orange    Growers   Associa- 
tion    1.2226 

East  Highlands  Citrus  Association.  .4162 

Fontana  Citrus  A5soclatlon .4191 

Highland    Prult    Growers    Associa- 
tion   .6669 

Redlands  Heights  Groves •  .8586 

Redlands  Orangedale  Association ,9847 

Break  &  Son.  Allen. 2461 

Bryn  Mawr  Fruit  Growers  Associa- 
tion    .9806 

Mission  Citrus  Association .  7012 

Redlands  Coop.  Fruit  Association..  1.561S 
Redlands  Orange  Growers  Associa- 
tion     1.0200 

Redlands  Select  Groves ,3892 

Rlalto  Citrus  Association .6944 

Rlalto  Orange  Co .3093 


FEDERAL  REGISTER 

Prorate  Base  Schedui-K — Continued 

ALL  ORANCas  OTHER  THAN  VALENCU  ORANGES— 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Southern  Citrus  Association 0.  7220 

United  Citrus  Growers .7096 

Zllen  Citrus  Co .6396 

Andrews  Brothers  of  California .3311 

Arlington  Heights  Citrus  Co .8353 

Brown  Estate.  L.  V.  W 1.  8655 

Gavllan    Citrus    Association 1.9095 

Hemet  Mutual  Groves .  1804 

Hlghgrove  Fruit  Association .7237 

Krlnard   Packing  Co 1.8268 

McDermont  Prult  Co 1.  9985 

Monte  Vista  Citrus  Association 1.3595 

National  Orange  Co .9183 

Riverside  Heights  Orange  Growers 

Association 1.  2928 

Sierra  Vista  Packing  Association..  .8359 

Victorlat%venue  Citrus  Association.  2.  6216 

Claremont  Citrus  Association 1.0624 

College  Heights  Orange  and  Lemon 

Association 1.2001 

El  Camlno  Citrus  Association .4395 

Indian  Hill  Citrus   Association 1.2791 

Pomona  Prult  Growers  Exchange..  1.8102 

Walnut  Pruit  Growers  Association.  .  4981 

West  Ontario  Citrus  Association..  1.  1616 

El  Cajon  Valley  Citrus  Association.  .  19£9 

Escondldo   Orange    Association .  5388 

San  Dlmas  Orange  Growers  Asso- 
ciation    1  2845 

Ball   &   Tweedy   Association .  0795 

Canoga  Citrus  Association .0861 

Covlna  Valley  Orange  Co .2036 

N.  Whlttier  Heights  Citrus  Associa- 
tion   .1506 

San  Fernando  Fruit  Growers  Asso- 
ciation    .4033 

Ban  Fernando  Heights  Orange  Asso- 
ciation    .4051 

Sierra  Madre-Lamanda  Citrus  As- 
sociation   .2727 

CamarlUo  Citrus  Association .0109 

Fillmore  Citrus  Association 1.2252 

OJat  Orange  Association .8992 

Piru  Citrus  Association 1.1860 

Santa  Paula  Orange  Association .  1310 

Tapo  Citrus  Association .0069 

East  Whlttier  Citrus  Association..  .0101 

El  Ranchlto  Citrus  Association .0686 

Whlttier  Citrus  Association .1545 

Whlttier  Select  Citrus  Association.  .0360 
Ar.ahelm  Coop.  Orange  Association.  .  0608 
Bryn   Mawr   Mutual  Orange   Asso- 
ciation    .5184 

Chula  Vista  Mutual   Lemon  Asso- 
ciation   . 1421 

Escondldo    Coop.    Citrus    Assocla- 

atlon .  1037 

Euclid  Avenue  Orange  Association.  2.  9661 

Foothill  Citrus  Union,  Inc .  21E6 

Pullerton    Coop.    Orange    Associa- 
tion    .0315 

Garden  Grove  Orange  Coop.,  Inc .0335 

Golden  Orange  Groves,  Inc .2913 

Highland   Mutual   Groves .3302 

Index  Mutual  Association .0042 

La  Verne  Coop.  Citrus  Association.  3.  4726 

Mentone   Heights   Association .6191 

Olive  Hillside  Groves.  Inc .0151 

Orange  Coop.  Citrus  AssociatiorT .0341 

Redlands  Foothill  Groves 2.6867 

Redlands  Mutual  Orange  Associa- 
tion   .9093 

Riverside  Citrus   Association .2486 

Ventura  County  Orange  and  Lemon 

Association .2042 

Whlttier  Mutual  Orange  and  Lemon 

Association .0231 

Babljulce  Corp.  of  California .  5081 

Cherokee   Citrus  Co.,  Inc 1.0592 

Chess  Co..  Meyer  W .3090 

Evans  Brothers  Packing  Co .9665 

Gold  Banner  Association 2.0337 

Granada  Packing  House .3394 

Hill  Packing  House,  Fred  A .6252 
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Prorate  Base  Schedule — Continued 

ALL  ORANGCS  OTHER  THAN  VALENCU  ORANGES 

.    ,         continued 

Prorate  District  No.  2 — Continued 

Handler  (percent) 

Prorate  base 

Inland  Fruit  Dealers,  Inc 0.2011 

MacDonald   Fruit   Co .  1039 

Orange  Belt  Fruit  Distributors 2.0662 

Panno  Fruit  Co.,  Carlo .0819 

Paramount  Citrus  Association .2218 

Placentla   Orchard   Co .0703 

San  Antonla  Orchard  Co 1.  1717 

Snyder  &  Sons  Co.,  W.  A .4977 

Torn  Ranch .0290 

Wall.   E.   T 1.8967 

Western  Fruit  Growers,  Inc.,  Reds..  2.  9337 

IP.    R.    Doc.    49-961;     Piled.    Feb.    4.     1949; 
12:03  p.  m  I 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natural- 
ization Service,  Department  of 
Justice 

Part  116 — Civil  Air  Navic.\T]on 

examination  in  HAWAII  OF  PERSONS  TRAVEL- 
ing by  air  to  the  mainland 

January  28.  1949. 

Reference  is  made  to  the  notice  of  pro- 
posed rule  making  which  was  published 
in  the  Federal  Register  dated  June  24, 
1948  (13  F.  R.  3463).  pursuant  to  sect:on 
4  of  the  Administrative  Procedure  Act 
(60  Stat.  238;  5  U.  S.  C.  1003)  and  in 
which  there  were  stated  in  full  the  terms 
of  a  proposed  amendment  of  rules  relat- 
ing to  examination  in  Hawaii  of  persons 
traveling  by  air  to  the  mainland.  No 
representations  concerning  the  proposal 
have  been  received. 

The  rules  as  stated  below  are  hereby 
adopted.  The  provisions  of  the  adopted 
rules  are  the  same  as  those  stated  in  the 
notice  of  proposed  rule  making. 

1.  The  first  sentence  of  paragraph  (f ) 
of  §  116.9  of  Title  8,  Code  of  Federal  Reg- 
ulations, also  designated  as  §  6.9  of  Title 
19  and  §  71.509  of  Title  42.  Is  amended  by 
adding  a  qualifying  phrase,  so  that  it  will 
read  as  follows:  "If  the  aircraft  Is  to  pro- 
ceed from  Hawaii  directly  to  the  main- 
land, the  immigration  examination  of 
passengers  and  crew  and  final  determina- 
tion of  their  admissibility  to  the  main- 
land shall  be  completed  before  they  de- 
part for  the  mainland  except  as  stated 
In  subparagraph  <7)  of  this  paragraph." 

2.  Paragraph  <f)  (7)  of  §  116.9  of  Title 
8,  Code  of  Federal  Regulations,  also  des- 
ignated as  §  6.9  of  Title  19  and  §  71.509 
of  Title  42,  is  amended  by  deleting  the 
first  and  second  sentences  and  Inserting 
instead  a  sentence  reading  as  follows: 
"No  passenger  shall  be  brought  from 
Hawaii  to  the  mainland  unless  found  by 
the  immigration  authoritic;  in  Hawaii  to 
be  admissible  to  the  United  States  <the 
mainland)  except  that  where  a  passenger 
makes  a  substantial  claim  to  United 
States  citizenship  which  it  is  Impracti- 
cable to  determine  in  Hawaii  or  where 
it  is  impracticable  to  determine  in  Hawaii 
the  admissibility  of  an  alien  passenger 
whose  status  under  the  immigration  laws 
is  dependent  on  his  relationship  or  in- 
tended marriage  to  a  citizen  of  the  United 
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states,  and  the  passenger  desires  to  pro- 
ceed by  air  to  the  mainland,  he  may  be 
permitted  by  the  immigration  officer  in 
charge  in  Hawaii  to  do  so.  subject  to 
Inspection  and  decision  as  to  his  status 
upon  arrival  in  the  mainland." 

The  rules  stated  above  shall  become 
effective  on  the  thirty-flrst  day  following 
the  date  of  their  publication  with  this 
order  in  the  Federal  Register. 

The  basis  for  these  rules  is  the  deter- 
mination that  in  the  cases  of  some  aliens 
it  Is  impracticable  to  determine  in  Hawaii 
their  eligibility  for  admission  to  the 
United  States  and  it  will  be  advantageous 
to  the  Government,  to  air  carriers,  and 
to  such  aliens  traveling  from  Hawaii  to 
the  mainland  if  the  immigration  exami- 
nation is  conducted  on  the  mainland. 
The  general  purpose  of  these  rules  is  to 
provide  for  such  examination  of  alien 
passengers. 


(R.  S.  161.  251.  .sec.  23.  39 
24.  43  Stat.  166,  sec.  7.  44 
644    46  Stat.  761.  sees.  367 
706.712:  5U.  S.  C.  22.  19U. 
8  U.  S.  C.   102.  222.  49  U. 
U.  S.  C.  201  note.  270;  sec. 
No.  V  of  1940.  5  F.  R.  2132. 
Reorg.  Plan  No.  3  of  1946. 


Stat.  892.  sec. 

Stat.  572.  sec. 

.  602,  58  Stat. 
S.  C.  66,  1644, 
S.  C.  177.  42 

1.  Reorg.  Plan 
2223.  sec.  102. 

11  F.  R.  7875) 


[SEAL]  Tom  C.  CtARK, 

Attorney  General. 
Prank  Dow. 
—  Acting  Commissioner  of  Customs. 
John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 
Leonard  A.  Scheele, 
Surgeon  General, 
Public  Health  Service. 

Approved:  January  28,  1949. 

J.  Donald  Kincsley. 
Acting  Federal  Security 
Administrator. 

|F.    R.    Doc.    49^64:    Filed.    Feb.    4.    1949; 
8:34  a.  m.] 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 


Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

|3d   Gen.   Rev.   of   Export    Regs.,   Amdt.   41] 

Part   373— Licensing   Policies   and 
Related  Special  Provisions 

IRON   and  steel   products 

Section  373.3  Special  provisions  for 
iron  and  steel  products  is  amended  In 
the  following  particulars: 

1.  The  introductory  .sentence  to  §  373.3 
Is  amended  to  read  as  follows:  "Iron  and 
steel  products  will  be  licensed  for  ex- 
port against  the  first  and  second  calendar 
quarter.  1949.  quotas  in  accordance  with 
the  licensing  policy  set  forth  in  §  373.2 
and  the  following  special  provisions:" 

2.  Paragraph  (O  Time  for  submission 
and  action  on  applications  is  amended 
to  read  as  follows : 

(1)  Applications  for  consideration 
against  the  first  and  second  calendar 
quarter,  1949.  quotas  must  be  submitted 
in  accordance  v/ith  the  applicable  time 
schedule  announced  by  the  Department 


RULES  AND  REGULATIONS 

of  Commerce.  Applications  submitted 
for  consideration  against  fourth  calen- 
dar quarter.  1948.  quotas  which  have  not 
been  validated  because  of  quota  limita- 
tions shall  be  held  without  action  for 
consideration  against  first  calendar  quar- 
ter. 1949,  quotas. 

(2)  Where  a  license  has  been  issued 
against  fourth  calendar  quarter.  1948. 
quotas  for  less  than  the  full  tonnage 
originally  applied  for,  the  Office  of  In- 
ternational Trade  will  review  the  un- 
licensed portion  on  such  application  for 
consideration  and  issuance  of  a  license 
against  first  calendar  quarter.  1949, 
quotas  providing  the  original  license  was 
validated  after  December  5.  1948.  This 
review  will  be  performed  by  the  Office  of 
International  Trade  and  the  applicant 
need  not  submit  a  new  application. 
However,  additional  applications,  based 
on  new  orders,  may  be  submitted  for 
consideration  during  the  first  calendar 
quarter  of  1949  in  accordance  with  the 
submission  time  schedule. 

3.  Paragraph  (i)  Licensing  against 
fourth  calendar  quarter,  1948.  quotas  is 
deleted  and  the  following  new  paragraph 
(1)  substituted  in  lieu  thereof: 

(1)  Restrictions  on  number  of  appli- 
cations. No  more  than  three  applica- 
tions, including  BLT  (Blanket  License) 
applications  may  be  filed  against  a  single 
commodity  quota  covering  proposed 
shipments  to  a  single  foreign  country 
from  any  one  applicant  in  any  one 
quarter.  • 

(Sec.  6.  54  Stat.  714:  55  Stat.  206;  56 
Stat.  463;  58  Stat.  671;  59  Stat.  270;  60 
Stat.  215;  61  Stat.  214;  61  Stat.  321;  Pub. 
Law  395,  80th  Cong.;  50  U.  S.  C.  App. 
and  Sup.  701.  702;  E.  O.  9630.  Sept.  27. 
1945.  10  F.  R.  12245;  E.  O.  9919.  Jan.  3. 
1948,  13  F.  R.  59) 

This  amendment  shall  become  effective 
as  of  December  17.  1948. 

Dated:  January  31j>  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F.    R.    Doc.    49-863;    Piled.    Feb.    4.    1949; 
8:54  a.   m.l 


TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

Part  6 — Air  Commerce  Regulations 

examination  in  hawaii  of  persons  trav- 
eling by  air  to  the  mainland 

Cross  Reference:  For  amendments  to 
§  6.9,  see  Title  8,  Chapter  I,  Part  116, 
supra. 


|T.  D.  52141) 


amended  to  provide  for  cancelation  by 
collectors  of  customs  of  erroneous  claims 
for  penalties,  forfeitures  and  liquidated 
damages. 

1.  Section  23.25.  Customs  Regulations 
of  1943  (19  CFR  Cum.  Supp.,  23.25),  is 
hereby  amended  as  follows: 

a.  The  caption  is  amended  to  read: 
"Remission,  mitigation,  or  cancelation  by 
collectors.",  and  a  corresponding  change 
Is  made  in  the  table  of  contents  preced- 
ing Part  23. 

b.  A  new  paragraph  is  added  reading 
as  follows: 

(f)  If  it  is  definitely  determined  that 
the  act  or  omi.ssion  forming  the  basis 
of  a  penalty  or  forfeiture  claim  did  not 
in  fact  occur,  the  claim  shall  be  canceled 
by  the  collector  and  appropriate  nota- 
tions shall  be  made  on  customs  Forms 
5211  and  5955.  or  5955-A.  if  the  tran.sac- 
tlon  has  already  been  recorded  thereon. 
When  the  determination  of  whether  or 
not  the  claim  was  erroneously  made  de- 
pends upon  a  construction  of  law.  the 
claim  shall  not  be  canceled  without  Bu- 
reau approval,  unless  there  is  in  force  a 
Bureau  ruling  decisive  of  the  issue.  Bu- 
reau instructions  shall  be  requested  in  all 
doubtful  cases. 

c.  The  parenthetical  matter  at  the  end 
of  paragraph  (e)  is  transferred  to  the 
end  of  new  paragraph  (f>. 

2.  A  new  section  is  added  to  Part  25 
reading  as  follows: 

5  25.19  Cancellation  of  erroneous 
charges.  When  it  is  definitely  deter- 
mined that  liquidated  damages  assessed 
or  paid  under  a  bond  did  not  in  fact 
accrue,  the  charge  against  the  bond  shall 
be  canceled  by  the  collector  without  re- 
gard to  the  amount  thereof,  the  liqui- 
dated damages,  if  paid,  shall  be  refunded, 
and  an  appropriate  notation  shall  be 
made  on  customs  Forms  6211  and  5955. 
or  5955-A.  if  the  transaction  has  already 
been  recorded  thereon.  When  the  de- 
termination of  whether  or  not  the  charge 
was  erroneously  made  depends  upon  a 
construction  of  law.  the  charge  shall  not 
be  canceled  without  Bureau  approval, 
unless  there  is  in  force  a  Bureau  ruling 
decisive  of  the  Issue.  Bureau  instruc- 
tions shall  be  requested  in  all  doubtful 
cases.  <Sec.  3.  44  Stat.  1382.  R.  S.  251. 
sees.  514.  623,  624,  643,  46  Stat.  734.  759. 
761;  5  U.  S.  C.  281b.  19  U.  S.  C.  66.  1514. 
1623.  1624.  1643) 

The  section  number  and  caption  shall 
be  added  to  the  table  of  contents  preced- 
ing Part  25. 

[seal]  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  January  31.  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

[F     R.    Doc.    49-872;     Filed.    Feb.    4.    1949; 
8:56  a.  m.] 


Part  23 — Enforcement  of  Customs  and 
Navigation  Laws 

Part  25 — Customs  Bonds 

PENALTIES,    forfeitures.     AND    LIQUIDATED 
D.AM.AGES 

Section  23.25  and  Part  25.  Customs 
Regulations  of  1943.  as  amended,  further 


(T  D.  52142] 

Part  23 — Enforcement  of  Customs  and 
Navigation  Laws 

enforcement  of  oil  pollution  act 

Part  23.  Customs  Regulations  of  1943 
(19    CFR,    Cum.    Supp.,    Part    23).    is 


Saturday,  February  5,  1949 

amended  by  the  addition  of  a  new  section 
as  follows: 

8  23  32  Enforcement  of  Oil  Pollution 
Act  of  1924.  (a)  When  any  customs 
officer  has  reason  to  believe  that  oil  is 
being  or  has  t>een  discharged  into  or  upon 
the  coastal  navigable  waters  of  the 
United  States  in  violation  of  the  Oil 
Pollution  Act  of  1924  (33  U.  S.  C.  431- 
437)  he  shall  promptly  furnish  to  the 
collector  a  full  report  of  the  incident, 
together  with  the  names  of  the  witnesses, 
and.  when  practicable,  a  sample  of  the 
material  discharged  from  the  vessel  in 
question. 

(b)  The  collector  shall  forward  this 
report  immediately,  without  recom- 
mendation, to  the  District  Engineer  of 
the  Department  of  the  Army  (at  New 
York  to  the  Supervisor  of  New  York 
Harbor)  for  his  decision  as  to  prosecu- 
tion and  a  copy  of  each  such  report  shall 
be  furnished  to  the  Bureau. 

(c)  If  the  ves.sel  involved  Is  of  Amer- 
ican registry,  a  copy  of  the  report  shall 
be  furnished  also  to  the  Office  of  the 
Chief  of  Marine  Inspection.  U.  S.  Coast 
Guard.  (R.  S.  161.  sees.  2.  3.  4.  5.  7.  43 
Stat.  6C4.  605,  5  U.  S.  C.  22,  33  U.  S.  C. 
432-436) 

I  seal]  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  January  31,  1949. 

John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

IF     R.    Doc.    49-871;     Filed,    Feb.    4.    1949; 
8:58  a.  m.j 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Federal  Security  Agency 

Subchapter   ft— Partonnel 

Part  21 — Commissioned  Officers 

subpart  q — foreign  service  allowances 

Effective  February  1.  1949.  Appendix 
A  (13  F.  R.  7644)  is  revised  to  read  as 
follows: 

FoBKKiN  Skbvici  Allowance  Ratu 

omruRs 

Clou  I 


Plat  ion 

Travel 

Sulisist«nrp 

Quarters 

Total 

Nonf              None 

None 

17  00 

Note:  The  altove  allo^nnce^  are  applicahle  to  all 
countries  and  plares  outsUle  the  continental  United 
Suies  not  otherwise  li.ste*.!  hireiu. 

CUuU 


$2.S6 


t2.fi0 


$A.05 


$8.00 


(|r(><-h<«lovakia.  Island  of  t'yj>ru8. 

Colombia  (except  Bogota) 

ClM  111 


t2.65 


$3.75 


$6.30 


ts.oo 


Hungary. 


Ch;i:a    (mrluding    liong 
Xoiig). 


FEDERAL  REGISTER 

FoRBi«N  Suvici  ALLOWANCE  RATES — Continued 

orricBKs — continued 

CUmIV 


Station 

Travel 

Bubsi.«itence 

Quarters 

Total 

$3.00 

to.  75 

$3.75 

r.oo 

Cuba  (except  Havana). 

Costa  Kico. 

Ciuatcrrala. 

Nirarapua. 

Chile  (except  PunU 

.An  1)05). 
Tarsfniay. 
F.quador. 
Ilondura;. 
Bulgaria. 


Braril  (except  Rio  de 
Janeiro,  i?ao  Paulo  and 
Kirifo). 

El  ."Salvador. 

I  ►om  in  lean  Kepubiie. 

eurinam. 

Bolivia. 

Morocco. 

iVru. 


Clan  V 


$3.00 


$106 


$4.00 


$7.00 


Aftihanistan. 
Alfceria. 
Bermuda. 
I"»eiin:ark. 
EthKipia. 
Finland. 
Recife.  Brarll. 
Irish  Kree  Slate. 


I.iiieria  fexpciit  Monrovia). 

Netherlands. 

Non»ay. 

I'rupuay. 

8(«in. 

Sweden. 

Tunisia. 

TneMe  (free  city  or>. 


Italy   (except   Rome  and       Lnion  of  South  Africa. 
Naple»t. 

CUin  \1 


13.  7S 


•0.75 


$4.50 


$7.25 


Burma  (except  Rangoon). 

Clan  VII 


$175 


$1.00 


$4.75 


$>«.li0 


Portiigal. 

Great  Uritain  and  Northern  Ireland  (except  London). 

CiMt  17// 


$3.75 


$1.50 


$5.25 


$8.00 


Ceykm. 

Kpypt  (eirept  Cairo). 

Mexico  City. 


Frt«nch  Indo-riiina. 
Piain. 


CIMIX 


•3.75 


$2.00 


$5.75 


$&.no 


Bogota,  Colombia. 
Bf'l^iuui. 


Alaska. 


CUiu  X 


$3.75 


$3.00 


$6.75 


$10.00 


Cairo,  Epyi>t. 
Swittcrlancl. 


Philippine  Islands. 
Clan  XI 


$3.75 


$4.00 


r.76 


$11.00 


Netherlands.  East  Indies. 

ClM$  XII 


$4.50 


$1.80 


$6.00 


$9.00 


Pakistan  (except  Karachi)       Monrovia,  Liberia. 
Syria.  India. 


Clati  XIII 

$5.28 

$1.76 

$7.00 

•10.00 

Ira<).                                          Rome.  Italy. 
Naples,  Italy. 

Claft  XIV 

$A.00 

•1.50 

•7.60 

•10.00 

Republic  of  Lebanon. 
Ranpoon.  Burma. 
Piiirajiore. 
Turkey. 


Malayan  T'nion. 
Karaciii.  I'aki.<^ta 
Havana,  Cuba, 
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FOEEIGN  SEHVICE  ALLOWANCE  RATES— CV»DtlnO«d 

OFFKEKS — continued 
dm-XV 


Station 

Subsistence 

Quarters 

Total 

Travel 

•7.50 

•3.50 

•11.00 

S1&00 

None. 


Clan  XVI 


•6.00 


•3.00 


•9.00 


•IZOO 


Io<>land. 
Yugoslavia. 


Rumania. 
Clan*  XVII 


None 


$1.75 


$1.75 


$7.00 


Australia. 


New  Zealand. 
Clan  XVIII 


$3.00 


None 


$aoo 


$7.00 


Friinco  (except  Paris  and        Saudi,  Arabia. 
Orly  Eield). 

Clan  XV IV 


$4.50 


•n.90 


$6.00 


$10.00 


Paris  and  Orly  Field,  France. 

Clan  XX 


$.■5.75 


$2.00 


$5.75 


$10.00 


London.  England. 


Si>fcial  Ct<usificatit>n 


r.oo 


$6.00 


$13.00 


$16.00 


Palestine. 
Trans  Jordan. 


Ptate  of  Israel. 


Note:  EfTi-clive  as  of  June  1,  I94.'J  Maximum  travel 
allowance  is  iwyablc  without  ropard  to  length  of  time  as 
long  as  in  a  travel  suius.    (See  J  2l.:<.56  (f)). 


$9.00 


$.V00 


$14.00 


•laoo 


Union  of  Soviet  Socialist  Republic*. 

•4.50                  $2.60                  $7.00 

$7.00 

Wake  Island.                           Canton  Island. 

•8.25 


•3.75 


$12.00 


$12.00 


Gre<ce  (personnel  not  in  receipt  of  diplomatic  exchange 
rate). 

Note:  Greece  (Per.<!oimel  In  receipt  of  dipkjmatic  ex- 
change rate,  allowances  prescribed  in  Class  1  aiiplicable). 


$5.25 

$3.75 

•9.00 

$».00 

Punta  Arenas,  Chile. 

$6.  75  1               $3.  25 

$10.00 

$11.00 

Poland  (pt-rsonnel  not  in  receipt  of  diplomatic  exchange 

rate;. 

Note:  Poland  (personnel  in  reoipt  of  diplomatic  ex- 
change rale,  ailowanois  prescribed  in  Class  1  applicsibW  >. 


•3.75 


•3.25 


•7.00 


•7.00 


Bahrein  Isl.ind.  I'ersiiin  Gulf. 
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FoBKioN  Skrvici  ALLOWANCi  RATES— Continued 

OPFicKRS — contlnu*>d 

Special  CtaMtificalion 


Station 

Travel 

6u)>!iL<;t«nce 

Quarters 

Total 

$3.75 

$4.75 

$8.  SO 

IS.  50 

Rio  <!.•  J  iiielro,  Urazil.            Argentina. 
Bao  I'MiU).  Hriril. 

f&7S 

tV25 

$12.00 

$15.00 

Veneiiipli. 
I SEAL] 

LEOt 

<ARD    A.    SCHEELl, 

Surgeon  General. 

Approved:  January  31.  1949. 

J.  Donald  Kingsley. 
Acting  Federal  Security 
Administrator. 

|P.    R.    Doc.    4»-859:    Filed,    Peb.    4.    1949; 
8:47  a.  m.) 


Subchapter  E — Fellowships,  Internships,  Training 

Part     63 — National     Heart     Institute 


Sec. 
63.1 
63  2 
63  3 
63  4 
63  5 
63.6 


Trainee.ships 

I 

Establishment  and  award. 

Purposes  of  tralneeshlp. 

Minimum  quallflcatlons. 

Benefits. 

Terms  and  conditions  of  award. 

Duration  of  tralneeshlp. 


ADTHoarrT:  J!  63  1  to  63  8  Issued  under  sec. 
3  (b).  Pub.  Law  655.  80th  Cong.,  62  Stat.  464. 

5  63.1  Establishment  and  award. 
Within  the  limits  of  available  funds  and 
the  number  of  traineeships  e.stablished 
for  each  fiscal  year  by  thi  National  Ad- 
visory Heart  Council,  the  SurRPon  Gen- 
eral may  award  National  Heart  Institute 
trainershlps  to  tho.se  qualified  applicants 
rrcommended  by  the  Director  of  the  Na- 
tional Heart  In.stitute  as  best  able  to 
carry  out  the  purposes  of  the  tralneetihlp 

I  as    Furpotei  o(  trmhtmtkip     The 

■hftU  te  to 
«f  Uw 

In   and  tlw  aaBtar  •( 


RULES  AND  REGULATIONS 

(3)  of  this  section,  if  he  determines  as 
to  the  particular  applicant  that  such  non- 
compliance would  not  impair  fulfillment 
of  the  purposes  of  the  tralneeshlp  and 
that  either  the  applicant's  qualifications 
are  substantially  equivalent  to  those 
otherwise  required  or  the  applicant 
possesses  special  training,  experience,  or 
opportunity  for  service  that  makes  an 
award  particularly  appropriate. 

§  63.4  Benefits.  Individuals  awarded 
traineeships  shall  be  entitled  to  the  fol- 
lowing benefits: 

(a>  A  stipend  payable  monthly  in  an 
amount  fixed  by  the  Surgeon  General. 

<  b )  Additional  allowance,  upon  request 
of  the  trainee  and  approval  in  advance 
by  the  Director  of  the  National  Heart 
Institute,  for  travel,  per  diem,  and  trans- 
portation in  conformance  with  the 
Standard  Government  Travel  Regula- 
tions. 

§  63.5  Terms  and  conditions  of  award. 
(a)  Training  may  be  carried  out  either 
at  the  National  Heart  Institute  or  at  any 
other  institution  providing  in  the  judg- 
ment of  the  Director  of  the  National 
Heart  Institute  well-rounded  cardiovas- 
cular training.  A  change  of  place  of 
training  may  be  made  only  with  the  con- 
sent of  such  Director. 

(b)  Individuals  holding  traineeships 
shall  not  thereby  be  required  to  perform 
any  services  for  the  Public  Health 
Service. 

(c)  Any  publications  resulting  from 
work  accomplished  by  virtue  of  the  traln- 
eeshlp shall  include  an  acknowledgment 
of  the  award. 

(d)  Additional  terms  or  conditions 
consistent  with  these  regulations  may  be 
imposed  by  the  Surgeon  General  upon 
making  the  award  if  necessary  to  carry 
out  the  purposes  of  the  tralneeshlp. 

5  63  6  Duration  of  traineeship.  Train- 
eeships shall  rxtend  for  a  period  of  one 
year  unless  otherwise  specified  by  the 
Surgeon  Genera!  In  making  the  award. 
The  Surgeon  General  may  also  extend  or 
renew  an  award  for  a  .specific  period  upon 
apphration  The  Surieon  General  may 
lermtnatr  an  award  prior  to  the  date  it 
VOUM  othrrwtaf  Mpire  etthrr  on  request 
•r  tlw  trainee  or  beraua*  «f  UMMISfac- 
lory  pi>rfonMncr  unfltn«a.  «r  ttMMMty 
to  rmirr  out  the  fNM^MM  of  the  tralnee- 

rtMM   k»   efloruvt 


TITLE  44— PUBLIC  PROPERTY 
AND  WORKS 

Chapter  IV — War  Assets 
Administration 

[Reg.   1.'  Order   131 

Part  401 — Designation  or  Disposal  Acen- 
CTEs  AND  Procedures  tor  Reporting 
Surplus  Property  Located  Within  the 
Continental  United  States,  its  Terri- 
tories AND  Possessions 

APPROVAL  or  DELEGATION  OF  AUTHORITY  BY 
WAR  ASSETS  ADMINISTRATION  TO  THE  DE- 
PARTMENT or  THE  ARMY  FOR  DISPOSAL  OP 
CERTAIN  AIRPORTS  IN  THE  TERRITORY  OF 
HAWAII 

Pursuant  to  the  authority  of  the  Sur- 
plus Property  Act  of  1944.  as  amended 
(58  Stat.  765,  as  amended:  50  U.  S.  C.  App. 
Sup.  1611);  Public  Law  181,  79th  Con- 
gre.ss  (59  Stat.  533:  50  U.  S.  C.  App.  Sup. 
1614a.  1614b);  and  Reorganization  Plan 
1  of  1947  (12  F.  R.  4534 1.  it  is  hereby  or- 
dered, that: 

5  401.56  Approval  of  delegation  of  au- 
thority by  War  Assets  Administration  to 
the  Department  of  the  Army  for  disposal 
of  certain  airports  in  the  Territory  of 
Hawaii,  (a)  The  War  Assets  Adminis- 
trator hereby  approves  of  the  delegation 
of  authority  and  responsibility  by  the 
War  Assets  Administration  to  the  De- 
partment of  the  Army,  Corps  of  Engi- 
neers, to  act  for  and  on  behalf  of  the  War 
Assets  Administration  in  disposing  of  the 
following  airport  and  other  properties 
located  in  the  Territory  of  Hawaii: 

(1)  Homestead  Field  (Malokal  Air- 
port), Island  of  Malokal.  Territory  of 
Hawaii: 

(2i  General  Lyman  Field,  al.so  known 
as  Hilo.  located  on  the  Island  of  Hawaii, 
Territory  of  Hawaii: 

( 3  >  Morse  Field,  South  Cape.  Island  of 
Hawaii,  Territory  of  Hawaii; 

<4»  Upolo  Point  Military  Re.servation. 
Suiter  Field,  North  Kahala,  Island  of 
Hawaii.  Territory  of  Hawaii: 

ib'  Puolo  Point  Military  Reservation, 
Burns  Field.  Puolo  Point,  Hanapepe,  Is- 
land of  Kauai.  Territory  of  Hawaii, 

•  •»  Tract  Number  3.  an  easement  at 
Alewa  HeiihU  MihUry  Reaenratkm.  Is- 
land of  Oahit.  Ttrmon  •t  Havaii; 

•  T*  rwt  I.  ftrt  Armmmm.  Honolulu 
Terntory  «l  Hawaii 

«fe»  Tho   Pi— nwiBl   W    Um    Army, 


■   « .    •     n. 
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re  with  thr  detrrmlna- 
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Saturday,  February  5,  1949 

posed  of  as  a  public  airport  or  in  connec- 
tion with  a  public  airport,  shall  be  dis- 
posed of  under  other  War  Assets  Admin- 
istration applicable  regulations. 

(c)  The  Department  of  the  Army. 
Corps  of  Engineers,  shall  prepare  and 
maintain  such  records  as  will  show  full 
compliance  with  the  provisions  of  this 
order  and  with  the  applicable  provisions 
of  War  Assets  Administration  regula- 
tions and  of  the  Surplus  Property  Act  of 
1944.  as  amended.  Reports  shall  be  pre- 
pared and  filed  with  the  War  Assets  Ad- 
ministration showing  the  manner  in 
which  the  transactions  herein  author- 
ized are  completed. 

This  order  shall  become  effective  Jan- 
uary 26,  1949. 


January  26,  1949. 


Jess  Larson, 
Administrator. 


[F.    R.    Doc.    49-945:    Filed.    Peb.    4.    1949; 
9:20  a.  m.| 


TITLE  45— PUBLIC  WELFARE 

Chapter  IV — Office  of  Vocational 
Rehabilitation,  Federal  Security 
Agency 

Part  402— Vending  Stand  Program  for 
Blind  in  Peder.'vl  and  Other  Buildings 

extension   of   time   for   compliance   by 
licensing  agencies 

In  order  to  extend,  until  September 
15,  1949,  the  time  for  licensing  agencies 
to  comply  with  the  requirements  of 
8  402.7,  formerly  5  602.7.  and  to  submit 
those  materials  which  are,  by  this  part, 
required  to  be  submitted  as  a  part  of 
the  application  for  designation  as  licens- 
ing agency  but  which  were  not  previously 
required  to  be  thus  submitted.  J  402  18 
(a),  formerly  5  602  18  (a)  (13  F.  R., 
5236).  is  hereby  amended  to  read  as  fol- 
lows: 

1402  18  Previous  designation  as  li- 
censing agency:  effecttve  date  of  regula- 
tions. (a>  Applications  for  designation 
MUcenslng  agency  submitted  to  and  ap- 
proved by  the  Commissioner  of  Educa- 
tion or  the  Director  prior  to  the  effective 
^ —  «f  thaa  wmn  tttaM  tevo  tht  bmm 

. —  to 

the 

and 
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that  licensing  agencies  heretofore  desig- 
nated shall  have  until  September  15. 
1949  to  comply  with  the  provision  of 
§  402.7  and  to  submit  those  materials 
which  are.  by  this  part,  required  to  be 
submitted  as  a  part  of  the  application 
for  designation  as  licensing  agency  but 
which  were  not  previously  required  to  be 
thus  submitted. 

(Sec.  2  (a>,  49  Stat.  1559,  sec.  6.  60  Stat 
1095;  20  U.  S.  C.  107  (a).  5  U.  S.  C.  133y- 
16; 

[seal]  j.  Donald  Kingsley, 

Acting  Administrator. 
January  31,  1949. 

(F.    R.    Doc.    49-861;    Filed,    Feb.    4,    1949; 
8:48  a.  m.l 


TITLE  47--TELECOMMUNI- 
CATION 

Chapter  I — Federal   Communications 
Commission 

(Docket  Noe.  8977.  9022] 

Part  2— Frequency  Allocations  and  Ra- 
dio Treaty  Matters;  Gener.al  Rules 
AND  Regulations 

Part  3 — Radio   Broadcast   Services 

Part  6— Fixed  Public  Radio  Services 

Part  7— Coastal  and  Marine  Relay 
Services 

Part  8 — Ship  Radio  Service 

Part   13 — Commercial   Radio  Operators 

correction 

The  following  correction  should  be 
made  in  the  Tuesday.  December  21.  1948, 
is.sue  of  the  Federal  Register  : '  F  R  Doc' 
48-10940: 

At  page  8132.  column  2.  the  definition 
of  "developmental  land  station  (FLA)" 
should  read: 

Developmental  land  station  (FLA). 
A  land  station  operated  for  the  express 
purpose  of  developing  equipment  or  a 
technique  solely  for  use  only  In  that  por- 
tion of  the  non-government  mobile  .serv- 
ice which  has  been  specifically  allocated 
the  authorized  frequency  of  the  develop- 
mental land  .station. 

At  pate  lia.  12  903  Table  of  gro- 
vrapfitc  muignmrnt  of  cmU  M«iu.  in  Um 
tabuiatlon  oppante  the  e«iry  '  Mlrtaiglto. 
Ohio.  Weal  VUHnia."  KQA  wm  s^houM 
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be  corrected  to  read  KQA-KRZ  WQA- 
WRZ  (in  the  column  headed  "Call 
sequency"). 

Federal  Communications 
Commission. 

[SEAL]  T.  J.  SLOWIE, 

Secretary. 

(F.    R.    Doc.    49-870:     Filed,    Feb.    4,     1949; 
8:55  a.  m.) 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  II — OflRce  of  Defense 
Transportation 

[Suspension  Order  OI>T  18A,  Rev.-lJ 

Part  500 — Conservation  of  Rail 
Equipment 

carload  freight  traffic 

Pursuant  to  Title  III  of  the  Second  War 
Powers  Act.  1942,  as  amended.  Executive 
Order  8989,  as  amended.  Executive  Order 
9729,  as  amended,  and  Executive  Order 
9919,  It  is  hereby  ordered,  That  all  pro- 
visions of  General  Order  ODT  18A,  Re- 
vised, as  amended  §§500:70  to  500  79 
(11  F.  R.  8229,  8829,  10616.  13320.  14172' 
12  P.  R.  1034.  2386;  13  F.  R.  2971),  and 
all  provisions  of  outstanding  special  di- 
rections and  permits  issued  in  connec- 
tion therewith,  shall  be,  and  they  are 
hereby,  suspended. 

This  Suspension  Order  ODT  18A,  Re- 
vised-1,  shall  become  effective  at  i2:01 
o'clock  a.  m.,  February  14, 1949,  and  .shall 
expire  at  11:59  o'clock  p.  m.,  April  16. 
1949,  or  at  such  earlier  time  as  the  Office 
of  Defense  Transportation  may  here- 
after designate. 

(54  Stat.  676,  55  Stat.  236.  56  Stat  177 
58  Stat.  827,  59  Stat.  658,  60  Stat  345* 
61  Stat.  24,  321.  945,  62  Stat.  342;  50 
U.  S.  C.  App.  and  Sup.  633.  645  1152- 
E.  O.  8989,  Dec.  18,  1941.  6  F  R  6725- 
E.  O.  9389,  Oct.  18.  1943.  8  F.  R  14183' 
E.  O.  9729,  May  23.  1946.  11  F.  R.  5641; 
E.  O.  9919,  Jan.  3.  1948,  13  P.  R.  59) 

I.s-sued  at  Washington,  D.  C,  this  2d 
day  of  February  1949 

J   M   Johnson. 
Directnr  of  the  Office  of 
Drtentf  Transportrntton. 
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states,  and  the  passenger  desires  to  pro- 
ceed by  air  to  the  mainland,  he  may  be 
permitted  by  the  Immigration  officer  in 
charge  In  Hawaii  to  do  so.  subject  to 
inspection  and  decision  as  to  his  status 
upon  arrival  in  the  mainland." 

The  rules  stated  above  shall  become 
effective  on  the  thirty-first  day  following 
the  date  of  their  publication  with  this 
order  in  the  Federal  Register. 

The  basis  for  these  niles  is  the  deter- 
mination that  in  the  cases  of  some  aliens 
it  is  impracticable  to  determine  in  Hawaii 
their  eligibility  for  admission  to  the 
United  States  and  it  will  be  advantageous 
to  the  Government,  to  air  carriers,  and 
to  such  aliens  traveling  from  HawaU  to 
the  mainland  if  the  immigration  exami- 
nation is  conducted  on  the  mainland. 
The  general  purpose  of  these  rules  is  to 
provide  for  such  examination  of  alien 
passengers. 


(R.  S.  161,  251,  sec.  23.  39 
24.  43  Stat.  166.  sec.  7.  44 
644.  46  Stat.  761.  sees.  367 
706,  712;5U.  S.  C.  22. 19U. 
8  U.  S.  C.  102.  222.  49  U. 
U  S.  C.  201  note,  270;  sec. 
No.  V  of  1940.  SP.  R.  2132, 
Reorg.  Plan  No.  3  of  1946, 


Stat.  892,  sec. 
Stat.  S72,  sec. 
,  602,  58  Stat. 

S.  C.  66.  1644. 

S.  C.  177.  42 
1.  Reorg.  Plan 
2223. sec.  102. 
11  P.  R.  7875) 


[SIAL]  TOM  C.  CLARK. 

Attorney  General. 
Prank  Dow. 
Acting  Commissioner  of  Ciwtoma. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 
Leonard  A.  Scheeli. 
Surgeon  General, 
Public  Health  Service. 

Approved:  January  28.  1949. 

J.  DONALD  KiNGSLEY. 

Acting  Federal  Security 
Administrator. 

IP     R.    Doc.    49-«64:    Plied.    Peb.    4.    1949; 
8:54  a.  m] 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

13d  Gen.  Rev.  ol  Export  RegB..  Amdt.  41] 

Part   373— Licensing   Policies   and 
Related  Special  Provisions 

IRON  AND  STEEL  PRODtJCTS 

Section  373.3  Special  provisions  for 
iron  and  steel  products  Is  amended  in 
the  following  particulars: 

1  The  introductory  sentence  to  9  373.3 
Is  amended  to  read  as  follows:  "Iron  and 
steel  products  will  be  licensed  for  ex- 
port against  the  first  and  second  calendar 
quarter.  1949.  quotas  in  accordance  with 
the  licensing  policy  set  forth  in  9  373.2 
and  the  following  special  provisions: 

2.  Paragraph  (c)  Time  for  submission 
and  action  on  applications  Is  amended 
to  read  as  follows: 

(1)  Applications  for  consideration 
against  the  first  and  second  calendar 
quarter.  1949.  quotas  must  be  submitted 
in  accordance  with  the  applicable  time 
schedule  announced  by  the  Department 


RULES  AND  REGULATIONS 

of  Commerce.  Applications  submitted 
for  consideration  against  fourth  calen- 
dar quarter.  1948.  quotas  which  have  not 
been  validated  because  of  quota  limita- 
tions shall  be  held  without  action  for 
consideration  against  first  calendar  quar- 
ter. 1949.  quotas. 

(2)  Where  a  license  has  been  issued 
against  fourth  calendar  quarter.   1948, 
quotas  for  less  than  the  full  tonnage 
originally  applied  for,  the  Office  of  In- 
ternational Trade  will  review  the  un- 
licensed portion  on  such  application  for 
consideration  and  Issuance  of  a  license 
against    first    calendar    quarter,    1949, 
quotas  providing  the  original  license  was 
validated  after  December  5,  1948.    This 
review  will  be  performed  by  the  Office  of 
International  Trade  and  the  applicant 
need    not    submit    a    new    application. 
However,  additional  applications,  based 
on  new  orders,  may  be  submitted  for 
consideration  during  the  first  calendar 
quarter  of  1949  in  accordance  with  the 
submission  time  schedule. 

3.  Paragraph  (1)  Licensing  against 
fourth  calendar  quarter.  1948.  quotas  is 
deleted  and  the  f oUowlng  new  paragraph 
(1)  substituted  in  lieu  thereof: 

(1)  Restrictions  on  number  of  appli- 
cations. No  more  than  three  applica- 
tions, fflcluding  BLT  (Blanket  Ucense) 
applications  may  be  filed  against  a  single 
commodity  quota  covering  proposed 
shipments  to  a  single  foreign  country 
from  any  one  applicant  in  any  one 
quarter. 

(Sec.  6.  54  Stat.  714;  55  Stat.  206;  56 
Stat.  463:  58  Stat.  671;  59  Stat.  270;  60 
Stat.  215;  61  SUt.  214;  61  Stat.  321;  Pub. 
Law  395,  80th  Cong.;  50  U.  S.  C  App. 
and  Sup.  701,  702;  E.  O.  9630.  Sept.  27. 
1945.  10  P.  R.  12245;  E.  O.  9919,  Jan.  3, 
1948.  13  P.  R.  59) 

This  amendment  shall  become  effective 
as  of  December  17. 1948. 

Dated:  January  31.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

[P.    R.    Doc.    4»-«63:    Filed.    Peb.    4.    1948; 
8:54  a.  m.l 


TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

Part  6 — Air  Commerce  Regulations 

examination  in  HAWAn  or  persons  teav- 

ELINO  BY  AIR  TO  THE  MAINLAND 

Cross  Reterenci:  For  amendments  to 
9  6.9.  see  Title  8,  Chapter  I.  Part  118, 
supra. 


(T.  D.  Bai4i] 


amended  to  provide  for  cancelation  by 
collectors  of  customs  of  erroneous  claims 
for  penalties,  forfeitures  and  liquidated 
damages. 

1.  Section  23.25,  Customs  Regulations 
of  1943  (19  CFR  Cum.  Supp..  23.25).  is 
hereby  amended  as  follows: 

a.  The  caption  is  amended  to  read: 
"Remission,  mitigation,  or  cancelation  by 
collectors.",  and  a  corresponding  change 
is  made  in  the  table  of  contents  preced- 
ing Part  23. 

b.  A  new  paragraph  is  added  reading 

as  follows: 

(f)  If  it  is  definitely  determined  that 
the  act  or  omission  forming  the  basis 
of  a  penalty  or  forfeiture  claim  did  not 
in  fact  occur,  the  claim  shall  be  canceled 
by  the  collector  and  appropriate  nota- 
tions shall  be  made  on  customs  Forms 
5211  and  5955,  or  5955-A,  If  the  transac- 
tion has  already  been  recorde<J  thereon. 
When  the  determination  of  whether  or 
not  the  claim  was  erroneously  made  de- 
pends upon  a  construction  of  law,  the 
claim  shall  not  be  canceled  without  Bu- 
reau approval,  unless  there  is  in  force  a 
Bureau  ruling  decisive  of  the  issue.  Bu- 
reau Instructions  shall  be  requested  in  all 
doubtful  cases. 

c.  The  parenthetical  matter  at  the  end 
of  paragraph  (e)  Is  transferred  to  the 
end  of  new  paragraph  (f). 

2.  A  new  section  is  added  to  Part  25 
reading  as  follows: 

9  25.19      Cancellation     of     erroneous 
charges.    When   It   Is   definitely   deter- 
mined that  liqxiidated  damages  assessed 
or  paid  under  a  bond  did  not  in  fact 
accrue,  the  charge  against  the  bond  shall 
be  canceled  by  the  collector  without  re- 
gard to  the  amount  thereof,  the  liqui- 
dated damages,  if  paid,  shall  be  refunded, 
and   an   appropriate  notation  shall   be 
made  on  customs  Forms  5211  and  5955, 
or  5955-A.  If  the  transaction  has  already 
been  recorded  thereon.    When  the  de- 
termination of  whether  or  not  the  charge 
was  erroneously  made  depends  upon  a 
construction  of  law.  the  charge  shall  not 
be  canceled  without  Bureau  approval, 
unless  there  is  in  force  a  Bureau  ruling 
decisive  of  the  issue.    Bureau  instruc- 
tions shall  be  requested  in  all  doubtful 
cases.     (Sec.  3.  44  Stat.  1382.  R.  S.  251. 
sees.  514.  623.  624.  643.  46  SUt.  734.  759. 
761 ;  5  U.  S.  C.  281b,  19  U.  8.  C.  66.  1514, 
1623,  1624,  1643) 

The  section  number  and  caption  shall 
be  added  to  the  table  of  contents  preced- 
ing Part  25. 

'     [seal]  Frank  Dow, 

Acting  Commissioner  of  Custom*. 
Approved:  January  31,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

IP.    R,    Doc.  •49-872;    PUed,    Feb.    4,    1949; 
8:M  a.  m.] 


Part  23— ENFORCiMHrr  or  Ciistoms  and 
NAvioATiON  Laws 

Past  25— Customs  Bonds 

PfNALTIIS,    rOETOTUmiS,    AND    UQUIDATED 
DAMAaU 

Section  23.25  and  Part  26,  Customs 
Regulations  of  1M3,  u  amended,  further 


IT.  D.  521431 

Part  23— Entorcemei»t  or  Customs  and 
Navigation  Laws 

inrorcement  or  oil  pollution  act 

Part  23,  Customs  Regulations  of  1943 
(19    CFR,    Cum.    Supp.,    Part    23),    is 
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amended  by  the  addition  of  a  new  section 

as  follows: 

§  23.32  Enforcement  of  Oil  Pollution 
Act  of  1924.  (a)  When  any  customs 
officer  has  reason  to  believe  that  oil  Is 
being  or  has  been  discharged  into  or  upon 
the  coastal  navigable  waters  of  the 
United  SUtes  in  violation  of  the  Oil 
PolluUon  Act  of  1924  (33  U.  8.  C.  431- 
437)  he  shall  promptly  furnish  to  the 
collector  a  full  report  of  the  incident, 
together  with  the  names  of  the  witnesses, 
and.  when  practicable,  a  sample  of  the 
material  discharged  from  the  vessel  In 
question. 

(b)  The  collector  shall  forward  this 
report  Immediately,  without  recom- 
mendation, to  the  District  Engineer  of 
the  Department  of  the  Army  (at  New 
York  to  the  Supervisor  of  New  York 
Harbor)  for  his  decision  as  to  prosecu- 
tion and  a  copy  of  each  such  report  shall 
be  furnished  to  the  Bureau. 

(c)  If  the  vessel  Involved  is  of  Amer- 
ican registry,  a  copy  of  the  report  shall 
be  furnished  also  to  the  Office  of  the 
Chief  of  Marine  Inspection,  U.  S.  Coast 
Guard.  (R.  8.  161,  sees.  2.  3.  4.  6.  7.  43 
Stat.  604.  605;  5  U.  8.  C.  22.  33  U.  8.  C. 
432-436) 

[SEAL]  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  January  31, 1949. 

John  8.  Graham. 

Acting  Secretary  of  the  Treasury. 

IP.    R.    Doc.    4»-«71;    Filed,    Feb.    4,    1949: 
8:M  a.  m.) 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Fecieral  Security  Agency 

Swbchopler  8— f*r*onnel 

Part  21 — Commissioned  OmcERs 

SUBPART   Q — rORBION   SERVICE   ALLOWANCES 

Effective  February  1.  1949,  Appendix 
A  (13  F.  R.  7644)  is  revised  to  read  as 
follows : 

FouaoM  SixvKS  Allowakcx  Rates 

omcKM 

CUttI 


SUtion 

Travel 

Subsistence 

Quarters 

Total 

None 

None 

None 

17.00 

KoTf:  The  above  aI)owancf»  are  applicable  to  all 
countries  and  places  outside  the  continental  United 
Sutes  not  otherwise  listed  herein. 


CUuIl 

Au 

12.80 

16.  Oi 

08.00 

CiechoeloTak.la.                      Island  of  Cyprus. 
Colombia  (except  Bofota) 

CUu  111 

•3.U 

$1.75 

!«.» 

00.00 

Hungary. 


China    (including    Ilong 
h-oitg). 


FEDERAL  REGISTER 

FOaSMM  SUTICB  ALLOWINCI  RATES — CoDtinOCd 

orncna — eoBtlnned 
CUmlV 


Button 

Travel 

Subsistence 

Quarters 

Total 

HOO 

oa78 

$3.75 

r.oo 

Cuba  (except  Havana). 

CeeU  Hlco. 

OuRtpTrala. 

Nitarapua. 

Chile  (except  PunU 

Arenas). 
Parafniay. 
Rqoador. 
Honduras. 
Bulgaria. 


Braxfl  (except  Rio  de 
Janeiro,  Sao  Paulo  and 
Recife). 

El  Salvador. 

Doniiniean  RepubUt. 

Surinam. 

Bolivia. 

Morooea 

Peru. 


Oast  V 


$1.00 


$1.00 


$4.00 


$7.00 


Afghanistan. 
Algeria. 
Bermuda. 
Denmark. 
Ethiopia.  * 
Finland. 
Recife,  Braill. 
Irish  Free  State. 


Liberia  (exropt  Monrovia). 

Netherlands. 

Norway. 

Uruguay. 

Spain. 

Sweden. 

Tunisia. 

Trieste  (free  city  oO. 


Italy  (except  Rome  and       Union  of  South  Africa. 
Naples). 


CUtm  VI 

" 

$3.78 

$a78 

$4.60 

r.25 

Burma  (except  Rangoon). 

CToM  VII 

$3.76 

$1.00 

$4.78 

$8.00 

Portugal. 

Q;eat  Britain  and  Northern  Ireland  (except  London). 

CUm  VIII 

$3.7$ 

$1.60                 $6.25 

$8.00 

Ceylon.                                   French  Indo-China. 
Egypt  (except  Cafro).             Siain. 
Mexico  City. 

Out  IX 

$3.78 

uoo 

$6.78 

$8.00 

BogoU,  Cotombia.                  AlMka. 
Belgium. 

CUmX 

$3.76 

$3.00 

$0.75 

$10.00 

Cairo.  Egypt.                          Philippine  Islands. 
Switserland. 

Cla$$Xl 

$3.78                 $4.00 

$7.78 

$11.00 

Netherlands,  East  Indies. 

Out  XII 

$4.80 

OLW 

$0.00 

$9.00 

Pakistan  (except  Karachi)       Monrovia,  Liberia. 
Syria.                                      India. 

CUuXIII 

$8.28 

|L7» 

$7.00 

$iaoo 

Ira<J.                                       Rome,  Italy. 
Naples,  Italy. 

CUuXIV 

H.oa 

tLW 

r.«o 

$iaoo 

Republic  of  Lebanon, 
Rangoon,  Burma. 

Singapore. 
Turkey. 


Malayan  Union. 
Karachi,  Pakistan. 
Havana,  Cuba. 
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FoEBi«N  Sb&ticb  Allowance  Ratsb — CV>Btinaed 

omcBKa — eontlBoed 

ClauXV 


SUtion 

Subsistence 

Quarters 

Total 

Travel 

$7.80 

$3.60 

$11.00 

$16.00 

None. 


CUutXVl 


$6.00 


$3.00 


$8.00 


$12.00 


Iceland. 
Yugoslavia. 


Romania. 
Oow  XVII 


None 


$1.78 


$1.76 


$7.00 


Australia. 


New  Zealand. 
ao»«  XVIII 


$3.00 


None 


$3.00 


$7.00 


France  (except  Paris  and       Saodi,  Arabia. 
Orly  Field). 

CUmXVIV 


$4.90 


oaso 


$6.00 


$10.00 


Paris  and  Orly  Field,  France. 

CbuiXX 


$3.78 


$2.00 


$8.75 


$iaoo 


London,  England. 


SpecitJ  Ctttuifieation 


r.oo 


$0.00 


$13.00 


$16.00 


Palestine. 
Trans  Jordan. 


State  of  Israel. 


Note:  Effective  as  of  June  1,  1948.  Maximum  travel 
allowaoce  is  payable  without  regard  to  length  of  time  as 
long  as  in  a  travel  status.    (See  f  21.356  (0). 


$i&oe 


Union  of  Soviet  Socialist  Republics. 


$160 


$2.» 


r.oo 


$7.00 


Wake  Island. 


Canton  Island. 


$8.38 


$3.76 


$1Z00 


$1Z00 


Greece  (personnel  not  in  receipt  of  diplomatic  exchange 

rate). 

Note:  Greece  (Personnel  in  receipt  of  diplomatic  ex- 
change rate,  allowances  prescribed  in  Class  I  applicable). 


$6.35 


n.7S 


$0.00 


$0.00 


PuBta  Arenas,  Chile. 


$6.76 


$3.91 


$10.00 


$11.00 


Poland  (personnel  not  in  receipt  of  diplomatic  exchange 
rate). 

Note:  Poland  (personnel  in  receipt  of  diplomatic  ex. 
change  rate,  allowances  prescribed  in  Class  1  applicable). 


$3.78 


$3.38^ 


$7.00 


$7.00 


Bahrein  Island,  Persian  GuU. 


BULES  AND  REGULATIONS 
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FiDEiiAl     PBAICTCB 


scncuuic  uuuu  uuvivu  wj  v*'^ 
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FoBBiai*  8MVIC1  ALLOWAnc*  Rat«b— Continued 

orricBBS — continued 

Special  ClauifiaUUm 


Station 

Tl«T«l 

BubslstMce 

Quarters 

Totol 

t3.7S 

$4.75 

t&fiO 

$8.50 

Rio  de  Janeiro,  Bnwll. 
Sao  Paulo,  Brazil. 


Argentina. 


$0.75 


$5.25 


$12.00 


$15.00 


Venezuela. 
[SKALl 


LXONARD   A.   8CHKL«. 

Surgeon  Oeneral. 


Approved:  January  31. 1949. 

J.  Donald  Kingsliy, 
Acting  Federal  Security 
Administrator. 

IF    R.    Doc.    49-859;    Filed,    Feb.    4,    1949; 
8:47  a.  m.] 


Subchapter  I — Fellowship*,  Infemihip*,  Training 

Pahx     63— National     Hiart     Instituti 
Tkaineeships 

BOG* 

63.1  Establishment  and  award. 

63.2  Purposes  of  tralneeshlp. 

63.3  Minimum  qualifications. 

63.4  Benefits. 

63.5  Terms  and  conditions  of  award. 
63.8  Duration  of  tralneeshlp. 

AxTTHoarrT:  |{  63.1  to  63.6  Issued  under  sec. 
8  (b).  Pub.  Law  655.  80th  Cong.,  62  Stat.  464. 

S  63.1  Establishment  and  award. 
Within  the  limits  of  available  funds  and 
the  number  of  traineeships  established 
for  each  fiscal  year  by  the  National  Ad- 
visory Heart  Council,  the  Surgeon  Gen- 
eral may  award  National  Heart  Institute 
traineeships  to  those  qualified  applicants 
recommended  by  the  Director  of  the  Na- 
tional Heart  Institute  as  best  able  to 
carry  out  the  purposes  of  the  traineeship. 

S  63.2  Purposes  of  traineeship.  The 
purposes  of  the  traineeships  shall  be  to 
Increase  the  competency  of  the  trainees 
in.  and  the  number  of  trained  persons 
available  for.  the  diagnosis,  prevention, 
and  treatment  of  heart  diseases. 


§  63.3  Minimum  aualiflcations.  (a) 
Except  as  provided  in  paragraph  (b) .  of 
this  section,  no  individual  shall  be  eligible 
for  a  traineeship  award  unless: 

(1)  He  has  filed  with  the  Director  of 
the  National  Heart  Institute  an  applica- 
tion on  the  form  provided  for  such  pur- 
pose and  has  supplied  any  additional 
pertinent  information  requested; 

(2)  He  is  less  than  41  years  of  age  at 
the  time  his  application  Is  filed; 

( 3 )  He  has  no  disease  or  disability  that 
would  interfere  with  the  fulfillment  of 
the  purposes  of  the  traii?eeship; 

(4)  He  has  received  the  degree  of 
Doctor  of  Medicine;  and 

(5)  He  has  successfully  completed  a 
general  internship  of  at  least  one  year 
and  has  had  at  least  one  additional  year 
of  medical  experience  or  training. 

(b)  The  Surgeon  Oeneral  may  waive 
non-compliance  with  any  of  the  require- 
ments of  paragraph  (a)  of  this  section 
except  the  requirement  of  paragraph  (a) 


RULES  AND  REGULATIONS 

(3)  of  this  section,  if  he  detennines  as 
to  the  particular  appUcant  that  such  non- 
compliance would  not  impair  fulfillment 
of  the  purposes  of  the  traineeship  and 
that  either  the  appUcant's  qualifications 
are  substantially  equivalent  to  those 
otherwise  required  or  •  the  appUcant 
possesses  special  training,  experience,  or 
opportunity  for  service  that  makes  an 
award  particularly  appropriate. 

S  63.4  Benefits.  Individuals  awarded 
traineeships  shall  be  entitled  to  the  fol- 
lowing benefits: 

(a)  A  stipend  payable  monthly  in  an 
amount  fixed  by  the  Surgeon  General. 

(b)  Additional  allowance,  upon  request 
of  the  trainee  and  approval  in  advance 
by  the  Director  of  the  National  Heart 
Institute,  for  travel,  per  diem,  and  trans- 
portation in  conformance  with  the 
Standard  Government  Travel  Regula- 
tions. 

§  63.5  Terms  and  conditions  of  award. 
(a)  Training  may  be  carried  out  either 
at  the  National  Heart  Institute  or  at  any 
other  institution  providing  in  the  Judg- 
ment of  the  Director  of  the  National 
Heart  Institute  well-rounded  cardiovas- 
cular training.  A  change  of  place  of 
training  may  be  made  only  wtth  the  con- 
sent of  such  Director. 

(b)  Individuals  holding  traineeships 
shall  not  thereby  be  required  to  perform 
any  services  for  the  Public  Health 
Service. 

(c)  Any  publications  resulting  from 
work  accomplished  by  virtue  of  the  train- 
eeship shall  include  an  acknowledgment 
of  the  award. 

(d)  Additional  terms  or  conditions 
consistent  with  these  regulations  may  be 
Imposed  by  the  Surgeon  General  upon 
making  the  award  If  necessary  to  carry 
out  the  purposes  of  the  traineeship. 

5  63.6  Duration  of  traineeship.  Train- 
eeships shall  extend  for  a  period  of  one 
year  unless  otherwise  specified  by  the 
Surgeon  General  in  making  the  award. 
The  Surgeon  General  may  also  extend  or 
renew  an  award  for  a  specific  period  upon 
application.  The  Surgeon  General  may 
terminate  an  award  prior  to  the  date  it 
would  otherwise  expire  either  on  request 
of  the  trainee  or  because  of  unsatisfac- 
tory performance,  unfitness,  or  Inability 
to  carry  out  the  purposes  of  the  trainee- 
ship. 


These  regulations   shall   be   effective 
January  1, 1949. 
Dated:  January  27. 1949. 
[SKAL]  Leonard  A.  Scheele, 

Surgeon  General. 

Approved:  February  1. 1949. 

J.  Donald  Kinoslxt. 
Acting  Federal  Security 
Administrator. 

[F.    R.    Doc.    49-860;    Filed.    Feb.    4.    1949; 
8:47  a.  m.l 


Subchapter  f — Quarantine,  Inspection,  LIceniIng 

Part  71— Foreign  Quarantine 

EXAMINATION      XN      HAWAH      OF      PERSONS 
TRAVELING  BY  AIR  TO  THE  MAINLAND 

4 

Cross  Reference:  For  amendments  to 
S  71.509.  see  Title  8,  Chapter  I,  Part  116. 
supra. 


TmE  44— WBLIC  PROPERTY 
AND  WORKS 

Chopter  IV— Wor  Aswt* 

Administration 

(Reg.  1,'  Order  181 
PART  401 — ^Designation  of  Disposal  Aoen- 

CTES    AND    PROCEDTTRES    FOR    REPORTING 

Surplus  Property  Located  Within  the 
Continental  United  States,  its  Terri- 
tories AND  Possessions 

APPROVAL  or  delegation  of  AXriHORITY  BY 
WAR  ASSETS  ADMINISTRATION  TO  THE  DE- 
PARTMENT OF  THE  ARMY  FOR  DISPOSAL  OF 
CERTAIN  AIRPORTS  IN  THE  TERRITORY  OF 
HAWAn 

Pursuant  to  the  authority  of  the  Sur- 
plus Property  Act  of  1944.  as  amended 
(58  Stat.  765,  as  amended;  50  U.  S.  C.  App. 
Sup  1611) ;  Public  Law  181.  79th  Con- 
gress (59  Stat.  533;  60  U.  8.  C.  App.  Sup. 
1614a  1614b) ;  and  Reorganization  Plan 
1  of  1947  (12  P.  R.  4534).  it  is  hereby  or- 
dered, that: 

§  401.66  Approval  of  delegation  of  au- 
thority by  War  Assets  Administration  to 
the  Department  of  the  Army  for  disposal 
of  certain  airports  in  the  Territory  of 
Hawaii,  (a)  The  War  Assets  Adminis- 
trator hereby  approves  of  the  delegation 
of  authority  and  responsibility  by  the 
War  Assets  Administration  to  the  De- 
partment of  the  Army.  Corps  of  Engi- 
neers, to  act  for  and  on  bChalf  of  the  War 
Assets  Administration  In  disposing  of  the 
following  airport  and  other  properties 
located  in  the  Territory  of  Hawaii : 

(1)  Homestead  Field  (Malokai  Air- 
port). Island  of  Malokai.  Territory  of    . 

H&wftii  * 

(2)  General  Lyman  Field,  also  known 
as  Hilo.  located  on  the  Island  of  Hawaii. 
Territory  of  Hawaii; 

(3)  Morse  Field.  South  Cape.  Island  of 

Hawaii.  Territory  of  Hawaii; 

(4)  Upolo  Point  MiUtary  Reservation. 
Suiter  Field.  North  Kahala.  Island  of 
HawaU.  Territory  of  Hawaii; 

(5)  Puolo  Point  MiliUry  ReservaUon. 
Burns  Field.  Puolo  Point.  Hanapepe.  Is- 
land of  Kauai.  Territory  of  Hawaii; 

(6)  Tract  Number  2.  an  easement  at 
Alewa  Heights  Military  Reservation,  Is- 
land of  Oahu.  Territory  of  HawaU; 

(7)  Pier  5.  Fort  Armstrong.  Honolulu. 
Territory  of  Hawaii. 

(b)  The   Department   of   the   Army. 
Corps  of  Engineers,  as  disposal  agency 
under  said  delegation,  shall  dispose  of 
the  foregoing   airport  and  waterfront 
properties  pursuant  to  the  provisions  of 
Part  403.'    In  the  case  any  such  property 
Is  determined  by  the  Civil  Aeronautics 
Administrator    to    be    property    which 
should  be  disposed  of  as  a  public  airport, 
such  property  shall  be  so  disposed  of  in- 
tact, including  real  and  personal  prop- 
erty, in  accordance  with  the  determina- 
tion made  by  the  Civil  Aeronautics  Ad- 
ministrator pursuant  to  the  provisions  of 
5  403.19  (g).  and  subject  to  the  condi- 
tions, reservations  and  restrictions  pro- 
vided in  said  part.     Any  such  property 
or  portion  thereof  which  Is  not  to  be  dis- 


iWAAReg.  1  (13P.  R.  6050).    ,  _  „  ^^^ 
« WAA  Reg.  6  (13  F.  R.  4736) .  (13  F.  B.  8740). 
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posed  of  as  a  public  airport  or  in  connec- 
tion with  a  public  airport,  shall  be  dis- 
posed of  under  other  War  Assets  Admin- 
istration applicable  regulations. 

(c)  The  Department  of  the  Army. 
Corps  of  Engineers,  shaU  prepare  and 
maintain  such  records  as  will  show  full 
compliance  with  the  provisions  of  this 
order  and  with  the  applicable  provisions 
of  War  Assets  Administration  regula- 
y°P/  and  of  the  Surplus  Property  Act  of 
1944.  as  amended.  Reports  shall  be  pre- 
pared and  filed  with  the  War  Assets  Ad- 
ministration showing  the  manner  in 
which  the  transactions  herein  author- 
ized ar*  completed. 

This  order  shall  become  effective  Jan- 
uary 26.  1949. 

Jess  Larson, 
Administrator. 
January  28.  1949. 

[F.    R.    Doc.    49-«46:    FUed.    Feb.    4,    1949- 
9.-20  a.  m.] 


FEDERAL  REGIHER 

that  licensing  agencies  heretofore  desig- 
?nJf*.  *^*"  *^*^«  ^^  September  15. 
JAoi°  ^TF^'  ^^  "^«  provision  of 
8  4027  and  to  submit  those  materials 

!^  h*^^*f^f ■  ^^  *^  P^rt'  required  to  be 
submitted  as  a  part  of  the  application 
for  designation  as  licensing  agency  but 
Which  were  not  previously  required  to  be 
thus  submitted. 

inS:  ?/?r^'o*^^®**'-  ^559.  sec.  6.  60  Stat. 
1095;  20  U.  S.  C.  107  (a) ,  5  U.  8.  C.  133y- 

[siAL]  J.  Donald  Kingsley, 

Acting  Administrator.   ' 
January  31.  1949. 

IF.    B.    Doc.    49-861;    FUed.    Pteb.    4.    1949- 
8:48  a.  m.J 
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b«  corrected  to  read  KQA-KRZ  WQA- 
WRZ    (In    the    column    headed    "Call 


•equency"). 


[seal] 


[P.    R.    Doc. 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 

49-870;    Piled.    F^b.    4     1949- 
8:55  a.  m.] 


TITLE  45— PUBLIC  WELFARE 

Chapter  IV— Office  of  Vocational 
Rehabilitation,  Federal  Security 
Agency 

Part  402— Vendino  Stand  Program  for 
Blind  ni  Federal  and  Other  Buildings 

KXTENSION    OF    TIME    FOR    COMPLIANCE    BY 

licensing  agencies 

i«^^ «?«***!!.  ^  "tend,  until  September 
13,  1849.  the  time  for  licensing  agencies 

i°.«o°i"^^  ^^^  '^«  requirements  of 
5  402.7.  formerly  S  802.7,  and  to  submit 
those  materials  which  are,  by  this  part 
required  to  be  submitted  as  a  part  of 
the  application  for  designation  as  licens- 
ing agency  but  which  were  not  previously 
required  to  be  thus  submitted.  S  402  18 

wii/?'''?®'"^^  '®°2.18  (a)  (13  F.  R.. 
6236),  is  hereby  amended  to  read  as  fol- 
lows: 

5  402.18  Previous  designation  as  li- 
censing  agency;  effective  date  of  regula- 
tions, (a)  Applications  for  designation 
as  licensing  agency  submitted  to  and  ap- 
proved by  the  Commissioner  of  Educa- 
tion or  the  Director  prior  to  the  effective 
date  of  this  part  shall  have  the  same 
force  and  effect  and  shall  be  subject  to 
the  same  conditions  as  though  submitted 
and  appi»ved  under  this  part,  except 


TITLE  47— TELECOMMUNI- 
^       CATION 

Chapter  I— -Federal  Communications 
Commission 

[Docket  No«.  8977.  9022] 

Part  2---Prequency  Allocations  and  Ra- 
dio Treaty  Matters;  General  Rules 
and  Regulations 

Part  3 — Radio  Broadcast  Services 

Part  6— Fixed  Public  Radio  Services 

Part  7— Coastal  and  Marine  Relay 

Services 

Part  8— Ship  Radio  Service 

Part  13— Commercial  Radio  Operators 

correction 

mJi^^  following   correction   should   be 
made  in  the  Tuesday.  December  21. 1948 

iri'oJlo^  ^°°"'''  ^^'^"^  • '  ^-  ^'  ^• 

At  page  8132.  column  2.  the  definlUon 
of  developmental  land  staUon  (FLA)" 
should  read:  "  vx-t«; 

Developmental  land  station  (FLA) 
t:^  *'*,"^°  operated  for  the  express 
purpose  of  developing  equipment  or  a 
technique  solely  for  use  only  In  that  por- 
tion of  the  non-government  mobile  serv- 
ice which  has  been  specifically  allocated 
the  authorized  frequency  of  the  develop- 
mental land  station. 

At  page  8148.  5  2.303  Table  of  geo- 
graphic  assignment  of  call  signs.  In  the 
tabulation  opposite  the  entry  "Michigan 
Ohio.  West  Virginia,"  KQA-WBzSrd 


TITLE  '49— TRANSPORTATION 

AND  RAILROADS 

Chapter  II — Office  of  Defense 

Transportation 

[Suspension  Order  ODT  18A.  Rev.-lJ 

Part  500— Conservation  of  Rail 
equipmei4t 

CARLOAD  FREIGHT  TRAFFIC 

Pursuant  to  Title  m  of  the  Second  War 
Powers  Act.  1942.  as  amended.  Executive 
Order  8989.  as  amended.  Executive  Order 

oofo  «  v*?^°*l^**'  *"^  Executive  Order 
»»19.  It  is  hereby  ordered.  That  all  pro- 
visions of  General  Order  ODT  18A  Re- 
y,,  »'  ^^  amended  55  500.70  to  500  79 
11  PR-  8229.  8829.  10616.  13320.  14172' 
12  P.  R.  1034.  2386;  13  P.  R.  2971)  and 
all  provisions  of  outstanding  special  di- 
rections and  permits  issued  in  connec- 
tion therewith.  shaU  be,  and  they  are 
hereby,  suspended. 

This  Suspension  Order  ODT  18A  Re- 
vlsed-1.  shall  become  effective  at  12-01 
o  clock  a^  m  February  14, 1949.  and  shall 
expire  at  11:59  o'clock  p.  m..  April  16 
1949.  or  at  such  earlier  time  as  the  Office 
of  Defense  Transportation  may  here- 
after  designate. 

(54  Stat.  676.  55  Stat.  236.  66  Stat    177 

fi?  S*l-  V^'  il  ^***-  «58.  60  Stat.  345: 
61  Stat.  34.  321.  945.  62  Stat.  342;  M 

r."  5"  SCo^PP-  *°^  Sup.  633.  645.  1152: 
E.  O.  8989.  Dec.  18.  1941,  6  F.  R   6725* 

F  o-  ????•  S"*-  "•  ^»«.  8  F.  R.  lAlill 
E.  O.  9729.  May  23.  1946.  11  P.  R.  5641 
E.  O.  9919.  Jan.  3.  1948.  13  F.  R.  59) 

Issued  at  Washington.  D.  C,  this  2d 
day  of  February  1949. 

J.  M.  Johnson, 
Director  of  the  Office  of 
Defense  Transportation. 

[P.    R.    Doc.    49-863;    FUed    Fteb.    4.    1940- 
8:46  a.  m.J 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

(Ulsc.  1332801) 

Arizona,  California,  and  Nevada 

ORDER    providing   FOR.  OPENING  OF   PUBLIC 
tANDS    RESTORED    FROM    COLORADO    RIVER 

storage  project 

January  31, 1949. 
An  order  of  the  Bureau  of  Reclamation 
dated  July  14.  1948.  concurred  in  by  the 
No.  34 3 


Acting  Director,  Bureau  of  Land  Man- 
agement. September  22. 1948.  revoked  the 
Departmental  Orders  of  August  7  1920 
April  21. 1923.  January  3. 1929,  February 
19.  1929.  March  14,  1929,  June  4.  1930 
October  16.  1931.  August  11.  1933.  and 
December  11.  1941.  so  far  as  they  wlth- 
drew  in  the  first  form  prescribed  by  sec- 

..o'flSf.^****'"*""*^  corrections  to  P.  R.  Doc 
48-1W40,   see  also  the  following   issues   of 
^«  f^"*^  Rkistes:  January  13.  1949.  pp. 
185-177.  P.  R.  Doc.  49-309;  January  26   19^ 
p.  323,  P.  E.  Doc.  49-521.  "*^  *>•  "*»• 


**°P  3  o'  the  Rechunatlon  Act  of  June  17 
1902  (32  Stat.  388),  the  following-de- 
scnbed  lands  In  connection  with  the  Col- 
orado River  Storage  Project,  Arizona. 
California,  and  Nevada,  and  provided 
that  such  revocation  shall  not  affect  the 
withdrawal  of  any  other  land  by  said 
orders,  or  affect  any  other  order  with- 
drawing or  reserving  the  lands  described: 

C!OLOKAOO  RlVXR  STOSAOX  PBOJKCT 
CILA  AKO  SALT  SlVn    MDUDIAN,   ARIZONA 
T.  8  S.,  R.  22  W.,  ' 

Sec.  30.  Lots  2  and  3. 


Saturday,  February  5,  1949 


PEnPOAl     DEAicrrM 


except  tne  requiremem  ui  paiaBian"  v« 


510 

■AM  RUfuomo  majBiAjf,  ctisrounA 

T  10  8    R.  21  B.  (partly  unmrrey^d) . 

^  8  i.  6.  8.  ».  10.  11.  16.  16.  17.  ao  and 
ai.  au: 

Bee.  22.  NW%  and  8^: 

Becfl.  27.  28,  29.  32.  33.  84  and  36.  alL 
T.  11  8..  B.  21  K^  ^  .,      ,,, 

B«CB    1    2   3.  10.  11.  12.  13,  14  and  16.  all: 

Sees   23,  24,  25  and  26,  all; 
iec!'27.  NI'A.  NKViNWV*.  S^NW»4.  BVi; 
Sees.  34.  35  and  36,  aU. 
T.  8  8..  B.  22  ».. 
Bee.  4.  WV4NW»4: 
Bee.  17.  NW^4: 
Sec.  20.  NWV4. 

MOTJirr  DIABLO   inBODlAM.  MXTAOA 

T.  20  S..  R.  63  B., 

Scca.  31  to  94,  Incl..  all. 
T.  21  8.,  R.  63  B., 

Sees.  8  to  10,  ind..  all; 

Sees.  16  to  20.  Incl.,  all;  ,„-,, 

Sec.  21,  NVi.  SW>4,  NVi8K%.  8^>48K%; 

Sec.  22,  NVi,  N'/iSW'/*.  8Ey4SW«/4.  SE'A. 

Scca.  28  26  and  27.  all;  , 

STm.  SviNB^.  N'ANW«4.  HWi4BW%. 

8^8W'/4.8«*A;, 

Bec.29.NV4NB%,J»W'A.S^A: 

Sec.    80.    Lots    1.    2.    4.    NB'A.    B'^NW%. 

BK'ASW'A.B^SB^: 
Bees.  32  to  86,  Incl..  all. 
T.  22  8..  R.  63  B.,  ^^  .     ,      „, 

Sees.  1  to  4,  Ind.,  and  9  to  16,  Incl.,  aii. 
Bee.  21,  B'/i; 
Sees.  22  to  36.  Ind..  all. 
T.  28  8..  R.  63  E.. 

Sec.  1.  Lots  6  to  8,  Incl.; 

Sec.  2,  Lots  3.  8.  6,  7.  U.  18.  14.  ".  l"- 
8>ASW>4; 

Sees.  3  to  10.  Incl.,  all; 

Be«.  11,  LoU  2.  8,  6,  7; 

8«;.  14,  Lots  2,  3.  6.  7,  and  WV4; 

Bee.  16,  W^: 

Sees.  16  to  21.  Incl.,  all; 

Sec.  22,  WVi:  ^  „,, . 

Sec.  23,  Lots  2,  3,  6.  W^  and  8B«A. 

Sec.  24,  Lots  5,  6,  7,  8  and  8^: 

Bee.  28,  all; 

Sec.  26.  NBVi  and  8%; 

Beca.  27  to  36,  Incl.,  all. 
T.  22  8..  B.  63'^  E.. 

All  fractional  township. 
T.  28  8.  R.  63^  B.. 

See.  1,  LoU  1  to  7,  ind..  B%V*%: 

Bees.  28  and  86.  all. 
T.  23  8..  B  64  B.. 

Bees.  27  to  34,  incl.,  all. 
T.  28V4  8..  R.  64  B.. 

Sees.  81  to  38,  incl.,  alL 
T.  24  8.,  R.  64  E., 

ST^'lS? 6%^7.'8V4NBV4.  BBiANWy*.  8«A; 

Sec.8.B^NBy4.8By4; 

Sec.  9.  WViNE'i.  W'4; 

Bees.  10.  11,  14  and  16,  all; 

Bee.  16,  NWy4,  WVi8WV4:  ^ 

Bee.  17,  NEy*.  E'^NWy4.  8^4*. 

Sec.  20,  N';^.  8Wy4,  WV<|8By4. 
T.  24  S.,  R.  64  E,    . 

Bees.  22,  23,  26  and  27.  all; 

Bee.  29.  NWy4.  WM,8Wy4; 

Sec.  30,Byj,EViSWy4:  -,/KWi/ 

Bee.  31,  Lots  6  to  8,  Incl..  NE>4,  B«4NWy4, 

BVi8Wy4.  WVi8B%; 
Bees.  34  and  36.  all. 

T.  28  S..  R.  64  E..  „     .     ,      -wv  Kiev 

See     6     LoU    2    to    7.    Incl..    8WV4«E'A. 

8Ey«Nwy4.  E»48W>4.  wy,sEy4: 

Bee.  7.  LoU  1  to  4.  Incl..  BHNW»4- 

The  above  areas  aggregate  102.979.77 

acres. 

The  land  In  Arlaona  Is  flood,  plain  and 
desert  land;  that  In  Calilornia  is  desert- 
land  ranging  from  level  to  roUing  and 
mountainous:  and  the  land  In  Nevada  is 
also  desert  land  ranging  from  level  to 
rolling  and  mountainous. 


NOTICES 


No  appMcaUon  for  these  lands  may  be 
allowed  raider  the  homestead,  sinall 
tract,  desert  land,  or  any  other  nonmln- 
eral  pubUc-land  law  unless  the  lands  have 
liready  been  classified  as  valuable  or 
suitable  for  such  type  of  classification  or 
shall  be  so  classified  upon  conslderaUon 
of  an  application.  «  ti  » 

The  lands  In  Tps.  10  and  11  S..  R.  zi  b.. 
S  B.  M..  CaMomla.  are  reserved  for  use 
m  exchange  for  privately  owned  lands 
situated  in  the  Joshua  Tree  Natlona^ 
Monument  In  furtherance  of  a  Federal 

^*  M  KTm.  on  AprU  4.  1949.  the  re- 
maining lands  shall,  subject  to  valid 
exlsUng  rights  and  the  provisions  of  ex- 
isting withdrawals,  become  subject  to  ap- 
plication, petition,  location,  or  selection 
as  follows: 

(a)  Ninety-day  period  for  preference- 
right  fUings.    For  a  period  of  90  days 
from  April  4. 1949.  to  July  5.  1»*9.  Inclu- 
sive   the  pubUc  lands  affected  by  tnis 
order  shaU  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  809.  43  U.  S.  C.  sec.  682a) , 
as   amended,   by  qualified   veterans  of 
World  War  H.  for  whose  service  recogni- 
tion Is  granted  by  the  act  of  September 
27    1944  (58  Stat.  747.  43  U.  S.  C.  sees 
279-283) .  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  urider 
any  applicable  pubUc-land  law,  based  on 
prior  existing  valid  settiement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance and  confirmation.    Applications  by 
such  veterans  shall  be  subject  to  claims 
of    the    classes    described    In    subdivi- 
sion (2).  ^  ,.    .^ 

(b)  Twenty-day  advance  period   for 
simultaneous    preference-Hght    filings 
For  a  period  of  20  days  from  March  1&. 
1949  to  April  3, 1949,  hiclusive,  such  vet- 
erans and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans 
may  present  their  applications,  and  all 
such  applications,  together  with  tiiose 
presented   at   10:00   a.   m.   on   April   4. 
1949.  shall  be  treated  as  simultaneously 

.  filed.  .  ..  J,, 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  6. 
1949  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  pubUc  generally  as  may  be 
authorized  by  the  pubUc-land  laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous non-preference-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  16.  1949.  to  July  5,  1949.  in- 
clusive, and  all  such  appUcations.  to- 
gether with  those  presented  at  10 : 00  a.  m. 
on  July  6. 1949.  shall  be  treated  as  simul- 
Uneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  Uieir  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settiement  or  otiierwlse 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  aflldavlts  in  support  there- 
of, setting  forth  In  detail  aU  facts  rele- 
vant to  their  claims. 


Applications  for  these  lands.  ;«^ch 
shall  be  filed  in  the  District  Land  Offices 
at  Phoenix.  Arlaona:  Los  Angeles,  qau- 
fornla:  and  Carson  City.  Nevada,  accord- 
ing to  the  State  to  which  the  lands  are 
situated.  shaU  be  acted  upon  In  accord- 
ance with  the  regtfiations  conta^  In 
S  295.8  of  Tltie  43  of  the  Code  of  Federal 
Regulations  (Circular  No.  321  May  22 
m4  43  L.  D.  254).  and  Part  296  of  that 
title.'  to  the  extent  that  such  regulations 
are  applicable.    Applications  under  the 
homestead  laws  shall  be  governed  by  the 
regulations  contained  In  Parts   166  to 
170  Inclusive,  of  TlUe  43  of  the  Code  of 
Federal    Regulations    and    applications 
under  the  desert  land  laws  and  the  Small 
Tract  Act  of  June  1.  1938.  shall  be  gov- 
erned by  tiie  regulations  contained  In 
Parts  232  and  257.  respectively,  of  that 

Inquiries  concerning  these  lands  shaJl 
be  addressed  to  the  Managers  of  tiie 
District  Land  Offices  at  Phoenix  Ari- 
zona: Los  Angeles.  CaUfomia.  »^d  Car- 
son City.  Nevada,  according  to  the  State 
in  which  the  lands  are  situated. 


MAXION  ClAWSON. 

Director. 

jF     R     Doc.    49-880;    FUed.    Feb.    4.    IMfc 
8:46  a.  m.) 


Nevada 

CLASSmCATION  OtSBt 

JAHTJAXT  28,  1949. 
1  pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  lAnd 
Management,  by  Order  No.  Sl»  dated 
July  19.  1948  (43  CFR  50.461  <b)  (3).  13 
F  R  4278) .  I  hereby  classify  under  the 
Smail  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14.  1945  (59  Sljat. 
467  43  U  S.  C.  section  682a).  as  herein- 
after indicated,  the  following  described 
land  m  the  Carson  City.  Nevada,  land 
district,  embracing  40  acres, 
Nkvada  Small  Tbact  CiAssincATioH  No.  18 

For  lease  and  sale  for  homesltes  oiUy. 
T.  21  8.;  R.  61  B..  M.  D.  M..  8ec.  23.  SW»4NW%. 

2  As  to  applications  regularly  filed 
prior  to  10:15  a.  m..  November  24.  1948. 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  Is  signed. 

3  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  AprU  1,  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appU- 
cation  as  foUows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  April  1.  1949.  to  the  close 
of  business  on  June  30.  1949. 

(b)  Advance  period  for  veterans  si- 
multaneous filings  from  10:15  a.  m..  No- 
vember 24.  1948.  to  the  close  of  business 
on  April  1.  1949. 

4  Any  of  the  lahd  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10: CO 
a.  m..  July  1.  1949. 


Saturday,  February  5,  1949 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  10:16  a   m 
November  24.  1948.  to  the  close  of  busi- 
ness on  July  1,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In  tracts 
of  approximately  5  acres,  each  being  ap- 
proximately 330  by  660  feet,  the  longer 
dimensions  to  extend  east  and  west. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  Issued  for  the  land 
described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  In 
a  ten -acre  subdivision  Is  embraced  In  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract 
extending  In  the  same  direction  will  be 
accepted  In  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  In  ad- 
vance of  the  Issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $25.00  an  acre 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  Is  Issued. 

10.  Tracts  will  be  subject  to  rights- 
of-way  not  exceeding  33  feet  In  width 
extending  north  and  south  through  the 
center  of  the  SW'^NWVi  Section  23 
T.  21  S..  R.  61  E..  M.  D.  M..  for  road 
purposes  and  public  utilities.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  Is  Issued. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Carson  City 
Nevada. 

L.  T.  HomcAN, 
Regional  Administrator. 

IF.    B.    Doc.    4»-«61:    Piled.    Feb.    4.    1949; 
8:46  a.  m.] 


FEDERAL  REGISTER 

filed  January  6.  1949.  by  Albuquerque 
Broadcasting  Company; 

It  appearing,  that  the  Commission  In 
Its  order  of  January  2,  1947  designated 
for  hearing  the  petition  of  John  J.  Demp- 
sey  for  the  reason  stated  In  the  said 
order  that  the  petition,  a  response 
thereto  filed  by  Albuquerque  Broadcast- 
ing Company,  and  a  reply  filed  by  John 
J.  Dempsey  raised  certain  questions 
which  require  clarification,  supple- 
mentation and  further  verification;  and 
It  further  appearing,  that  the  Instant 
petition  filed  by  Albuquerque  Broadcast- 

V  ^"***°''  presents  no  showing  that 
such  hearing  Is  unnecessary  or  undesir- 
able; 

«/i  u  <*''/??■«'''  That  the  Instant  petition 
nied  by  Albuquerque  Broadcasting  Com- 
pany Is  denied;  and 

It  is  further  ordered.  That  the  hearing 
on  the  above-entitled  proceeding  Is  con- 

5q1io^''*^^.u°-°°  *•  ™-  Monday.  March  21, 
1949  at  Albuquerque.  New  Mexico. 

Federal  CoMMmncAnoNs 
Commission, 

[SEAL]  T.  J,  SLOVtm. 

Secretary. 
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IF.   E.   lioc.   49-865;     FUed.    Pteb.    4.    1949- 
8:65  s.  m.J 


FEDERAL  COMMUNICATIONS 
COMMISSION 

IDocket  No.  8044] 
John  J.  Dxmpset 

ORDER  CONTINTJINO  HEARING 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  In  Its  offices  on 
the  26th  day  of  January  1949; 

The  Commission  having  under  con- 
sideration a  petition  filed  December  20 
1948  by  Albuquerque  Broadcasting  Com- 
pany (KOB).  Albuquerque.  New  Mexico 
requesting  that  the  Commission  rescind 
Its  order  dated  January  2, 1947  deslgnat- 
1  aL  ****''*°«  »  petition  filed  March  22 
1946.  by  John  J.  Dempsey  and  further 
requesting  that  the  Commission  dismiss 
the  said  complaint;  an  opposition  thereto 
filed  December  30. 1948  by  John  J.  Demp- 
sey; and  a  reply  to  the  said  opposition 


I  Designation  Order  SO] 

Dbsighattok  or  MonoNs  Commissioner 
FOR  February  1949 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  in 
Washington.  D.  C.  on  the  26th  day  of 
January.  1949; 

7^  is  ordered.  Pursuant  to  §  0.111  of  the 
Statement  of  Delegations  of  Authority 
that  Frieda  B.  Hennock.  Commissioner! 
be  and  she  Is  hereby,  designated  as  Mo- 
tions Commissioner  for  the  month  of 
February.  1949. 

It  is  further  ordered.  That  in  the  event 
said  Motions  Commissioner  Is  unable  to 
act  during  any  part  of  said  period  the 
Chairman  or  Acting  Chairman  will 
designate  a  substitute  Motions  Com- 
missioner. 

Federal  CoMMumcATiONS 
Commission, 

[SEAL]  T.  J.  8LOWIE. 

Secrcfory. 
IF.    R.    Doc.    49-868;    Piled.    Feb.    4.    1949- 
6:65  a.  m.J 


[Docket  Nos.  8001.  8885.  8830.  9130.  9222] 
Radio  Corp.  or  Toledo  bt  al. 

ORDER  DESIGNATma  APPLICATION  FOR   CON- 
SOLIDATED HEARING  ON  STATED  ISSUES 

In  re  applications  of  Radio  Coroora- 

RrnoH!?  H^°-  ?*-^057;  the  Midwestern 
Broadcasting  Company,  Toledo,  Ohio. 
Docket  No.  8685.  File  No.  BP-6421;  the 
Toledo  Blade  Company,  Toledo.  Ohio. 
Docket  No.  8830,  FUe  No.  BP-.6634;  Unity 
Corporation  Incorporated  (WTOD)  To- 

BP..6071:  the  Rural  Broadcasting  Com- 
pany of  Ohio,  Oak  Harbor,  Ohio  Docket 
No.  9130.  Pile  No.  BP-eiSB  fS^iSSS 
tion  permits. 


At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington.  D.  C,  on  the  19th  day  of 
January  1949; 

The  Commission  having  under  consld- 
R?i  V*^®  above-entitled  application  of 
Radio  Corporation  of  Toledo  requestinir 
a  construction  permit  for  a  new  stand- 
ard broadcast  station  to  operate  on  the 
f  ^"^°cy  1470  kc.  With  1  k^power  DA-2 
unl  mlted  time  In  Toledo.  Ohio;  and 

or.ln*^?^^''^'  ^^^^  ^^e  above-entitled 
applications  of  the  Midwestern  BroadI 
casting  Company,  the  Toledo  Blade  Com- 

rwrom    -^nH^^/v.^'S"^"  incorporated 
(WTOD).  and  the  Rural  Broadcasting 
Company  of  Ohio  each  request  operation 
on  the  frequency  of  1470  kc  In  Toledo. 
SS?H°';  ^?  Harbor.  Ohio,  and  have 
been  designated  for  consolidated  hearing 
presentiy   scheduled    to    commence    at 
10.00  a.  m..  Monday,  the  24th  day  of 
January,  1949.  at  Toledo.  Ohio- 
♦i/*  i^n^^'f  ^'''  '"^*''  pursuant  to  sec- 
nf  ?Qf/  ^a>  o'  the  Communications  Act 
Of  1934  as  amended,  the  above-entitled 
application  of  Radio  Corporation  of  To- 
Wrt^Tc;  f°1.!'  is  hereby,  designated  for 
hearing  In  the  above  consolidated  pro- 
ceeding to  be  heard  commencing  10  00 
am..  Monday,  the  24th  day  of  January 
1949,  upon  the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  quaUfications  of  the 
appUcant  corporation.  Its  officers,  direc- 
tors and  stockholders  to  construct  and 
operate  the  proposed  station. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operations 
of  the  proposed  stations  and  the  charac- 
ter of  other  broadcast  service  avaUable  to 
those  areas  and  populations. 

3.  To  determine  the  type  and  char- 
acter of  program  services  proposed  to  be 
rendered  and  whether  they  would  meet 
the  requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4  To  determine  whether  the  operation 
Of  the  proposed  station  would  Involve  ob- 
jectionable interference  with  Station 
KPLC,  Lake  Charies,  Louisiana,  or  with 
any  other  existing  broadcast  sutions 
and.  If  so.  the  nature  and  extent  thereof 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions, t^**-*- 

5.  To  determine  whether  the  opera- 
tions of  the  proposed  stations  would  In- 
volve objectionable  Interference  with  the 
services  proposed  in  any  pending  appli- 
cations for  broadcast  faculties  and,  if  so 
the  nature  and  extent  thereof,  the  areas' 
and  populations  affected  thereby,  and  the 
availability  of  other  broadcast  service 
to  such  areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  the  efficiencies  of  the 
proposed  directional  array  and  whether 
under  normal  operating  tolerances  the 
proposed  array  will  be  sufflclentiy  stable 
to  protect  co-channel  stations  in  accord- 
ance with  the  proposal. 

8.  To  determine  on  a  comparative 
basis  which,  if  any.  of  the  applications 
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In  thl«  consoUdated  proceeding  should  be 

T^}«rtfcer  ord^red^That  toe  CgJ. 
mission's  orders  dated  December  15^  1947. 
March  11. 1948.  and  August  19. 194«  d«- 
Ignating  for  hearing,  as  ^ioT^id.\b» 
above-entlUed  applications  of  the  *«d- 
westem  Broadcasting  Company,  the  To- 
S^^ade  company.  Unity  GorporaUon 
tocorporated  (WTOD).  and  the  Rural 
Broadcasting  Company  of  Ohio  be  and 
to^are  hereby,  amended  to  delude  ttie 
Sove-enUUed    appUcatlon     ol    Radio 
Corooration  of  Toleda  ,      . 

ItTpurther  ordered.  That  CaJ^*" 
Broadcasting  Company,  licensee  of  Radio 
iSuon  KPLC.  Lake  Charles,  l^^^- 
STand  It  is  hereby,  made  a  party  to  the 
proceeding. 

POEKAL  ComttTNlCATIONS 

Coioassiow. 

tSBAll  T.J.  SLOwn. 

Secretary.   • 

IT    B.    Doc.    49-867;    Wed.    Feb.    4.    1»4»: 
'    '  8:56  a.  m.l 


IDocket  No*.  8220.  8321] 
ASSOOATK  BaOADCASIWO  CCtP.  AND  NlW 

Bbdfobd  BaoADCASTiiiG  Corp. 

OIDDI    DKIGHATIHG   APPUCATIOH   rOtj^' 
SOUDATtD   HKAMHG   OH   STAIID   ISSUES 


H0T1CES 

ezlstinf  broadcart  gteUons  and.  if  so. 
the  nature  and  extent  th««>f.  the  areas 
Sid  populations  affected  thereby,  and  the 
avallaWllty  of  other  broadcast  service  to 
such  areas  and  populaUooa. 

5  To  determine  whether  the  operaUon 
of  the  proposed  sUUona  woidd  Involve 
objecUonable  Interference  each  with  the 
other  or  with  the  services  proposed  in  any 
other  pending  applications  for  broadcast 
facilities  and.  if  so.  the  nature  and  "J^* 
Uiereof  the  areas  and  populations 
SSSi  thereby,  and  the  availabUity  of 
other  broadcast  service  to  such  areas  and 

^8  To  drtermine  whether  the  installa- 
tion and  operation  of  the  ProPOS^d  sta- 
tions would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
BUndard  Broadcast  Stations,  with  par- 
ticular reference  as  to  whether  the  pro- 
posed operations  would  provide  adequate 
service  to  tiie  Pall  River-New  Bedford 
Metropolitan  District. 

7  To  determine  on  a  comparative 
basis  which,  if  eiUier.  of  the  applications 
In  this  consolidated  proceeding  should 
be  granted. 

FEDEBAL   COMMimlCATIOKS 

Com  Mission, 

[SEAL]  T.  J.  8LOWW. 

Secretary. 


IP     R     Doc.    49-8«8:    FUed,    Feb.    4.    1849; 
8:66  k.m.] 


In  re  applications  of  Associates  Broad- 
caSng  coloration.  New  Bedford.  Mi^- 
sachusetts.  Docket  No.  9220.  Pile  No.  BP- 
6883;  New  Bedford  Broadcasting  Corpo- 
ration  New  Bedford.  Massachusetts. 
SSei  No.  9221.  Pile  No.  BP-7020;  for 
construction  permits.  r,^.„«,mi 

At  a  session  of  the  Pederal  Communi- 
cations commission,  held  at  its  offices 
to  Washington.  D.  C.  on  tiie  19th  day 
of  January  1949: 

The  Commission  having  under  consid- 
eration the  above-entitied  appUcatlons 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  sUtion  to  oper- 
ate (m  the  frequency  1270  kilocycles,  w^th 
500  watts  power,  daytime  only  In  New 
Bedford.  Massachusetts. 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  appUcations 
be.  and  they  are  hereby  designated  for 
hearing  in  a  consolidated  Proceeding  at 
a  time  and  place  to  be  designated  by  sub- 
sequent order  of  the  Commission,  upon 
the  following  issues:  ».  .--.i 

1  To  determine  the  legal,  technical, 
fln^cial.  and  oUier  Q^»liflcations  of  the 
applicant  corporations,  their  officers, 
directors  and  stockholders  to  construct 
and  operate  the  proposed  sUtions. 

2  To  determtoe  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  stations  and  tiie 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4  To  determine  whether  the  opera- 
tion of  the  proposed  sUtions  would  in- 
volve objectionable  interference  with  any 


(Docket  No».  8638.  8842.  9174.  92281 
WINCHESTIK  BROADCASTTNG  CORP.  XT  AL. 
ORBER   DKSIGHATIHO   APPUCATIOK  TOR   CON- 
SOUDATED HEARING  ON   STATED   ISSUES 

In  re  applications  of  Winchester  Broad- 
casting Corporation  WinchesUr.  Vir- 
Kinia  Docket  No.  8638.  Pile  No.  BP-6187. 

gi'^^d  Pield  Le^iti"t^2?^M«^; 
Chester.  Virginia.  Docket  No.  88«.  FUe 
No  BP-6242;  for  construction  permits, 
and  Richard  Pield  Lewis.  J^;:  Winchester . 
Virginia.  Docket  No.  9174,  FUe  No. 
BRH-54;  for  renewal  of  license  of  Radio 
Station  WINC-FM.  and  Fredericksburg 
Broadcasting  Corporation,  ^Frederlcks- 
burg.  Virginia.  Docket  No  9223.  File  Na 
BR-1011;  for  renewal  of  Ucense  of  Radio 
Station  WPVA,  ^  , 

At  a  session  of  the  Pederal  Communi- 
cations Commission  held  at  its  offices 
in  Washington.  D.  C.  on  the  26th  day  of 

January  1949;  _,  ^        „„ 

The  Commission  having  under  con- 
sideration the  above  entitied  application 
of  Fredericksburg  Broadcasting  Corpora- 
tion for  tiie  renesfal  of  Ucense  of  Radio 
Station  WPVA.  Fredericksburg.  Virginia, 

and  ,    . 

It  appearing,  that  the  Commission  on 
February  20. 1948  designated  for  hearing 
the  application  of  ^Chester  Br<jd- 
casting  Corporation  (PUe  No.  BP-6187). 
requesting  construction  permit  for  a  new 
stendard  broadcast  sUtion  to  operate  on 
1270  kc.  1  kw  daytime  only  at  Winchester, 
Virginia,  said  designation  being  predi- 
cated to  part  on  charges  made  agalrist 
Winchester  Broadcasting  Corporation  by 
Richard  Field  Lewis.  Jr.:  and 

It  further  appearing,  that  on  March  18. 
1948    the    Commission    designated    lor 


hearing  the  appUcaUon  of  Richard  FIdd 
SS^Jr.  (Pile  BP-*242)  for  constnW" 
tton  permit  to  change  frequericy  and 
Sower  of  Station  WINC,  Winchester  Vir- 
Staia.  from  1400  kc.  250  watte,  ^^mj^ 
S^to  950  kc.  500  watts.  1  kw-LS  u^ng 
adirectional  antenna  at  unUmited  time 
to  be  heard  In  a  consolidated  proceeding 
with  tiie  aforesaid  ^ppUcation  of  Win- 
chester Broadcasting  Corporation,  said 
designation  being  predicated  In^Pa^t  on 
counter-charges  made  against  the  s^d 
iiwis  by  tiie  Winchester  Broadcj^ting 
Corporation,  which  is  scheduled  to  be 
heard  on  AprU  18,  1949.  at  Washington. 

DC'  and 

It  "further  appearing,  that  Uie  above 
mentioned  Richard  Field  Lewis.  Jr..  owns 
^  60%  of  the  stock,  and  therefore  a  con- 
trolling interest  In  Uie  Prederlcksburg 
Broadcasting  Corporation,  applicant  for 
renewal  of  Ucense  of  Stiitlon  WFVA^^ 

It  is  ord^ed.  That  pursuant  to  section 
309  (a)  of  the  Communications  Act  oi 
1934  as  amended,  the  above  entitied  ap- 
plication of  Fredericksburg  Broadcasting 
Corporation  for  renewal  of  license  of  Sta- 
tion WFVA  be  designated  for  hearing  in 
a  consolidated  proceeding  with  the  afore- 
said applications  of  Winchester  Broad- 
casting Corporation  and  Richard  Field 
Lewis  Jr    for  construction  permits  and 
Uie  abpUcation  of  Richard  ^eld  Lewis, 
Jr    for  renewal  of  license  of  Radio  Sta- 
tion WINC-FM  upon  the  foUowlng  Issue: 
To    determine    the    qualifications    of 
Richard  Field  Lewis.  Jr..  to  be  a  stock- 
.  holder  in  the  Fredericksburg  Broadcast- 
ing Corporation,  particularly  with  ref- 
erence to  the  truth  or  falsity  of  the  above- 
mentioned  charges  made  against  Win- 
chester Broadcasting  Corporation  by  the 
said  Lewis  and  of  the  counter-charges 
against  Lewis  by  tiie  said  WlnchesUr 
Broadcasting  Corporation. 

It  is  lurther  ordered,  That  the  Ucense 
of  Radio  Station  WFVA  be  extended  on 
a  temporary  basis  to  June  1,  1949  pend- 
ing decision  In  the  case. 


[seal] 


Federal  Coio«miCATiON» 

Commission. 
T.  J.  Slowie, 

Secretary. 


IF     R.    Doc.    49-««9;    FUed.    Feb.    4,    1948; 
8:56  ajn.] 


FEDERAL  POWER  COMMISSION 

JProJect  No.  2931 

Pacieic  Gas  and  Electric  Co. 

order  granting  application  toe 
rehearing 

On  January  10.  1949.  Pacific  Gas  and 
Electric  Company.  Ucensee  for  froject 
No  233-CaUfomla.  filed  application  for 
rehearing  and  setting  aside  of  para- 
graphs (1).  (3).  (A)  and  (D)  of  Uie  Com- 
mission's order  Issued  on  December  9 
1948  determining  the  cost  of  two  (Pit 
units  Nos.  3  and  4)  of  the  three  unitis 
comiaistog  Project  No.  233. 

The  issues  presented  in  said  appUca- 
tlon for  rehearing  also  arise  In  similar 
pending  matters  tovdvlng  the  same  U- 
censee.  It  is  therefore  appropriate  to 
grant  the  appUcation  for  rehearing  as 
hereinafter  provided. 


Saturday,  February  B,  1949 

The  Commission  orders  that:  The  ap- 
plication of  Pacific  Gas  and  Electric  Com- 
pany for  rehearing  be  and  it  la  hereby 
granted  on  paragraphs  (1),  (S),  (A)  and 
(D)  of  the  Commission's  order  issued  De- 
cember 9,  1948.  In  this  matter,  at  such 
time  and  place  as  may  hereafter  be  fixed 
by  the  Commission. 


FEDERAL  REGISTER 

with  rwpaet  to  th«  ratM  on  petroleiua  and 
p*trol«um  products  be  prMentad. 
UMTth.  28,  at  San  Ftanclsoo,  California. 
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Date  of  Issuance:  February  l.  1M9. 

By  the  Commission. 

[seal]  Leon  M.  Fitquay, 

Secretary. 

IF.    R.    Doc.    49-«52;    FUed.    Feb.    4.    1949; 
8:48  a.  m.l  • 


INTERSTATE  COMMERCE 
COMMISSION 

(Ex  Parte  1S8] 
INCRIASEO  Freight  Rates,  1948 
woiicB  to  all  pabtibs  and  counsel 
February  1,  1949. 
Further  hearings  in  the  above-entitled 
proceeding  wUl  be  held  as  set  out  below. 
Further  notice  will  be  given  as  to  the 
precise  places  where  hearings  will  be 
conducted  in  the  cities  named,  outside 
Washington,  when  the  necessary  local 
arrangements  for  space  are  effectuated. 
There  wiU  be  a  general  hearing  at 
Washington,  D.  C,  before  Division  2, 
commencing  March  1, 1949,  at  the  Audi- 
torium of  the  Department  of  Commerce, 
Fourteenth- Street  and  Pennsylvania  Av- 
enue NW.    This  hearing  wUl  be  prima- 
rily for  the  purposes  of  developing  any 
changes  In  the  situation  since  the  prior 
hearings   in  November   and   December 
1948.  and  of  receiving  evidence  of  prot- 
estants  as  later  indicated.    Petitioners 
and  Interveners  will  be  expected  to  pre- 
sent the  latest  figures  available  showing 
traffic,  revenues,  expenses,  and  earnings 
together  with  their  best  forecast  for  the 
year  1949.    Petitioners  may  also  present 
any  desired  further  evidence  with  re- 
spect to  the  reasonableness  of  Increased 
rates  and  charges  for  protective  service. 
At  the  Washington  hearing  may  be 
presented  evidence  of  a  general  charac- 
ter by  Protestants,  and  also  testimony  of 
protesting  shippers  and  others  as  to  spe- 
cific commodities  In  eastern  territory, 
Including  the  Pocahontas  region.    Evi- 
dence bearing  chiefly  on  interterritortal 
relations  should  be  presented  here,  ad 
far  as  practicable.    It  is  also  expected 
that  testimony  as  to  rates  on  coal,  coke, 
and  Iron  ore,  nation-wide,  wlU  be  pre- 
sented at  this  hearing. 

Regional  hearings.  While  arrange- 
ments for  space  In  the  following  named 
cities  have  not  yet  been  concluded,  and 
therefore  the  precise  place  cannot  be  an- 
nounced, the  Commission  expects  to  fol- 
low the  foUowIng  schedule: 

Marcb  14.  at  Chicago.  IlllnoU.  At  thta 
hearing  it  U  urged  that  all  testimony  of 
shlppere  and  receivers  with  respect  to  rates 
on  grain,  forest  products.  livestock,  fresh 
meat,  and  packing  house  products,  be  pre- 
sented, so  far  as  poeslble. 

March  21.  at  Salt  Lake  City,  Utah. 

March  21.  at  Montgomery,  Alabama. 

March  28.  at  Oklahoma  City.  Oklahoma. 
At  this  hearing  It  Is  urged  that  all  testimony 


Notice  of  intention  to  produce  testi" 
mony:  verified  statements.    Parties  ex- 
pecting to  present  testimony  should  no- 
tify the  Commission  by  February  26th  for 
the  Washington  hearing,  and  by  March 
7  for  the  regional  hearings,  of  their  in- 
tention to  produce  oral  testimony  and 
the  approximate  time  required,  and  of 
their  Intention  to  file  a  verified  state- 
ment, designating  the  particular  hear- 
ing at  which  such  oral   testimony  or 
verified    statement    vrilt  be    presented. 
Verified  statements.  If  mailed,  should  be 
addressed  to  the  Commission  at  Wash- 
ington. D.  C.  for  the  Washington  hear- 
ing March  1.    Directions  as  to  forward- 
ing verified  statements  intended  for  in- 
troduction at  the  hearings  outside  Wash- 
ington will  be  given  pubUcIty  shorUy. 

Service  of  briefs  and  oral  argument 
Opening  briefs  for  aU  parties  will  be 
due  May  2.  1949.  and  reply  briefs  wUl 
be  received  up  until  the  date  of  the  oral 
argument.  May  16.  1949, 

To  lighten  the  burden  In  service  and 
to  lessen  tl^e  expense  of  printing  unduly 
large  numbers  of  briefs  the  Commission 
will  compile  a  list  of  counsel  and  parties 
upon  whom  briefs  shaU  be  served.  Coun- 
sel and  parties  having  a  common  Interest 
are  requested  to  agree  among  themselves 
to  receive  one  brief  wherever  possible. 
Particular  attention  Is  directed  to  the 
requirements  of  the  Commission's  gen- 
eral rules  of  practice  with  regard  to 
the  specifications  for  briefs. 

Counsel  and  parties  desiring  to  re- 
ceive copies  of  briefs  should  notify  the 
Commission  on  or  before  April  4,  1949, 
and  Indicate  (1)  whether  they  desire  to 
receive  all  briefs,  or  (2)  briefs  of  the  rail- 
roads, water  carriers,  or  freight  for- 
warders, or  (3)  briefs  relating  to  certain 
named  commodities.  Failure  to  respond 
by  April  4.  1949.  wIU  be  considered  as 
Indicating  that  the  counsel  or  party  does 
not  desire  to  be  served  with  briefs. 

As  soon  as  practicable  after  April  4, 
1949,  the  Commission  will  compile  a 
service  list  Indicating  the  names  and  ad- 
dresses of  those  counsel  and  parties  who 
desire  to  be  served  with  (1)  all  briefs, 
or  (2)  briefs  of  the  railroads,  water  car- 
riers, or  freight  forwarders,  or  (3)  briefs 
relating  to  certain  named  commodities. 
Such  list  will  be  fUed  In  the  docket  and 
made  public  at  the  office  of  the  Commls-  ' 
slon  In  Washington,  D.  c,  and  wUl  be 
sent  to  all  parties  requesting  It. 

Seventy-five  copies  of  aU  briefs  should 
be  furnished  to  the  railroad  petitioners 
and  Interveners,  and  25  copies  should  be 
furnished  to  the  Commission. 

General.  Proceedings  at  each  hearing 
wUl  be  governed  by  the  special  rules  of 
practice  attached  to  the  original  order 
of  October  4,  1948,  in  addition  to  the 
general  rules  of  practice. 

By  the  Commission,  Division  2. 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(FUe  No.  1-1761 
Ken-Rad  Tube  fc  Lamp  Corp. 

"(MDBR    CRANTINO    APPLICATION    TO    STRUCK 
FROM    LISTING    AND    REGISTRATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C.  on 
the  31st  day  of  January  A.  D.  1949. 

The  Chicago  Stock  Exchange,  pur- 
suant to  section  12  (d)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12D2- 
1(b)  promulgated  thereunder,  has  made 
application  to  strike  from  registration 
and  listing  the  Class  A  Common  Stock 
No  Par  Value,  of  Ken-Rad  Tube  k  Lamp 
Corporation, 

The  reasons  for  striking  this  security 
from  registration  and  listing  on  this  ex- 
change that  are  stated  In  the  application 
are:  (1)  The  Issuer  is  In  the  process  of 
complete  liquidation  and  dissolution;  (2) 
the  Issuer  has  already  paid  three  liqui- 
dating dividends  to  shareholders  con- 
sisting of  $22.50  In  cash,  shares  of  com- 
mon stock  of  Westinghouse  Electric  Cor- 
poration, and  $5.00  in  cash,  respectively; 
and  (3)  the  only  remaining  assets  are  In 
a  sum  to  care  for  any  outstanding  claims 
against  the  corporation. 

Appropriate  notice  and  opportunity  for 
hearing  have  been  given  to  interested 
persons  and  the  public  generally.  No 
request  has  been  received  from  any  In- 
terested person  for  a  hearing  in  this  mat- 
ter. The  rules  of  the  Chicago  Stock  Ex- 
change with  respect  to  striking  a  security 
from  registration  and  listing  have  been 
complied  with. 

The  Commission  having  considered  the 
facts  stated  In  the  application,  and  hav- 
ing due  regard  for  the  public  Interest 
and  the  protection  of  Investors; 

It  is  ordered.  That  the  application  of 
the  Chicago  Stock  Exchange  to  strike  the 
Class  A  Common  Stock.  No  Par  Value,  of 
Ken-Rad  Tube  L  Lamp  Corporation  from 
registration  and  listing  be,  and  the  same 
Is.  hereby  granted,  effective  at  the  close 
of  the  trading  session  on  February  28. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DUBCHS, 

Secretary. 

[F.    R.    Doc.    49-B67;    FUed,    Feb.    4,    1949: 
8:47  a.m.] 


(FUe  No.  1-16701 


[SEAL] 


W.  P.  Bartel, 
Secretary. 


IF.    B.    Doc.    4»-8Sa:    FUed,    FW).    4.    1»40: 
.  8:47  a.m.] 


PiTTSBURCH,    CiNClNNATi,    CHICAGO   AND 

St.  Louis  Railroad 

ORDER    granting    APPLICATION    TO    STRIKK 
FROM  USTINQ  AND  REGISTRATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washingt«i,  D.  C,  on 
the  31st  day  of  January  A.  D.  1949. 

The  New  York  Stock  Exchange,  pursu- 
ant to  section  12  (d)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12Da-l 
(b)  promulgated  thereunder,  has  made 
application  to  strike  from  registration 
and  listing  the  Pittsburgh,  Cincinnati, 
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Chicaco  and  St  Louis  BaUway  Company 
ConsoUdated  Mortgage  Guaranteed 
3%%  Bonds  Series  E  due  August  1. 1949, 
of  the  Pittsburgh.  CtaclnnaU.  Chicago 
and  St.  Louis  RaUroad  Company. 

The  reasons  for  striking  this  security 
from  registration  and  Usting  on  this  ex- 
change that  are  stated  In  the  application 
are-  (1)  The  above  security  was  Issued 
under  a  oonsohdated  mortgage  dated  Oc- 
tober 1.  1890.  to  the  Farmers*  Loan  and 
Trust  Company  of  New  York,  Trustee, 
now  known  as  City  Bank  Farmers  Trust 
Company;  (2)  the  applicant  exchange 
has  been  notified  from  time  to  time  of  the 
retirement  of  this  security  through  oper- 
ation of  a  sinking  fvmd  and  otherwise; 

(3)  the  Trustee  of  this  Issue,  xmder  date 
of  October  6.  1948.  certified  to  the  appU- 
cant  exchange  the  cancellation  of 
$470,000  principal  amount  of  these  bonds 
through  operation  of  thp  sinking  fund; 

(4)  this  retirement  reduced  the  out- 
standing principal  amount  of  this  secu- 
rity to  $74,000;  (6)  the  outsUndlng 
amount  of  this  security  has  been  so  re- 
duced as  to  make  further  dealings  there- 
in on  the  applicant  exchange  Inadvis- 
able; and  (6)  dealings  in  this  security  on 
the  applicant  exchange  were  suspended 
by  action  of  the  exchange  at  the  opening 
of  the  trading  session  on  October  22. 1948. 

Appropriate  notice  and  opportunity 
for  hearing  have  been  given  to  interested 
persons  and  the  pubUc  generally.  No 
reiiuest  has  been  received  from  any  in- 
terested person  for  a  hearing  in  this 
matter.  The  rules  of  the  New  York 
Stock  Exchange  with  respect  to  striking 
a  security  from  registration  and  listing 
liave  been  complied  with. 

The  Commission  having  considered 
the  facts  sUted  In  the  application,  and 
having  due  regard  for  the  public  interest 
and  the  protection  of  investors; 

It  is  ordered.  That  the  application  of 
the  New  York  Stock  Exchange  to  strike 
from  registration  and-  listing  the  Pitts- 
burgh. Cincinnati.  Chicago  and  St.  Louis 
Railway  Company  Consolidated  Mort- 
gage Guaranteed  3ya%  Bonds  Series  E 
due  August  1.  1949.  of  the  Pittsburgh. 
Cincinnati.  Chicago  and  St.  Louis  Rail- 
road Company  be,  and  the  same  is,  here- 
by granted,  effective  at  the  close  of  the 
trading  session  on  February  28,  1949. 

By  the  Commission. 


Nondes 

nated  section  e  (b)  of  the  act  and  Rule 
U-50  promulgated  thereunder  as  appli- 
cable to  the  proposed  transaction. 

Notice  la  further  given  that  any  inter- 
ested person  may.  not  later  than  Febru- 
ary 15,  1949.  at  6:30  p.  m..  e.  s.  t..  re- 
quest the  Commission  In  writing  that  a 
hearing  be  held  on  such  matter,  sUting 
the  reasons  for  such  request,  the  nature 
of  his  Interest,  and  the  tesues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest should  be  addressed:   Secretory, 
Securities   and   Exchange  Commission. 
425  Second  Street  NW..  Washington  26. 
D.  C.    At  any  time  after  February  15. 
1949    said  declaration,  as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  by  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act,  or  the  Commission  may  exempt 
such  transaction  as  provided  by  Rules 
U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  Is  on  fUe  In  the 
offices  of  this  CommlBslon  for  a  stotement 
of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows : 

Worcester  proposes  to  Issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  $2,150,000  prin- 
cipal amount  of  Its  —  %  First  Mortgage 
Bonds  due  1960.  The  Interest  rate  and 
the  price  to  the  company  for  the  bonds 
will  be  determtaed  by  competitive  bidding 
except  that  the  InvlUtlon  for  bids  will 
specify  that  the  price  to  the  company 
shall  not  be  less  than  100%  nor  more 
than  102.75%  of  the  principal  amount. 

From  the  proceeds  of  the  sale  of  the 
bonds.  $1,000,000  will  be  applied  to  the 
repayment  of  Worcester's  First  Mortgage 
3»4%  Bonds  due  1954  outstanding  in 
equal  principal  amount;  $1,000,000  to  the 
repayment  of  promissory  notes  due  a 
bank:  and  the  balance  to  reimburse  Wor- 
cester for  funds  expended  for  financing 
extensions  and  Improvements  to  its  plant 
and  properties. 

The  proposed  issue  and  sale  of  said 
bonds  has  been  approved  by  the  Depart- 
ment of  PubUc  UtUiUes  of  Massachusetts. 


By  the  Commission. 

[8IAL] 


[SEAL] 


OavAL  L.  Dubois, 
Secretary. 


[T.    B.    Doc. 


OtVAL  L.  DuBois. 
Secretary. 

4»-«66:    Piled.    Feb.    4,    1»49; 
8:47  a.  m.] 


IF.    B.    Doc.    4B-86e;    PUed.    Feb.    4.    1M9; 
8:47  a.  m.l 


I  FUe  No.  70-20881 


(FUe  No.  70-9008] 
WoRCZSTCR  Gas  Light  Co. 

HOTICX  OF  nLWO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C,  on 
the  31st  da^  of  January  1949. 

Notice  Is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  PubUc  UtlUty  Holding 
Company  Act  of  1935  by  Worcester  Gas 
Light  Company  ("Worcester"),  a  pubUc 
uttUty  subsidiary  of  New  England  Gas 
and  Electric  Association,  a  registered 
holding  company.    Declarant  has  desig- 


PtOYINCITOWM  UGHT  AITO  POWXR  CO. 

ironcx  RxcAtonio  mjNG 

•  At  a  regiilar  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  31st  day  of  January  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  UtUlty  Hold- 
ing Company  Act  of  1935  by  Province- 
town  Tight  and  Power  Company  ("Pro- 
vincetown**),  a  subsidiary  of  New  Eng- 
land Gas  and  Dectric  Association,  a 
registered  holding  company.  AppUcant 
has  designated  section  6  (b)  of  the  act 
as  api^cable  to  the  proposed  transaction. 


Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  Febru- 
ary 8. 1948.  at  8:30  p.  m..  e.  s.  t..  request 
the  CommlssloD  In  writing  that  a  hearing 
be  held  on  such  matter.  sUtlng  the  r»- 
sons  for  such  request,  the  nature  of  his 
interest  and  the  Issues  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest should  be  addressed:   Secretary. 
Securities   and  Exchange   Commission, 
425  Second  Street  NW.,  Washington  25, 
DC     At  any  time  after  Febniary  8, 1949. 
said  appUcation,  as  fUed,  or  as  amended, 
may  be  granted  as  provided  in  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  in 
Rules  U-20  (a>  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  appUcaUon  which  Is  on  fUe  in  the 
office  of  this  Commission  for  a  stotement 
of  the  transaction  therein  proposed, 
which  Is  summarised  as  follows: 

Under  date  of  October  15.  1947  Prov- 
Incetown  entered  into  a  General  Loan 
Agreement  with  the  First  National  Bank 
of  Boston,  under  which  agreement  Prov- 
Incetown  borrowed  an  aggregate  amount 
of  $125,000  represented  by  promissory 
notes  due  December  31. 1952.    Province- 
town  proposes  to  issue  additional  prom- 
issory notes  under  the  General  Loan 
Agreement  not  exceeding  in  the  aggre- 
gate $100,000.  all  of  such  notes  to  be 
dated  prior  to  December  31,  1949  and  to 
mature  not  later  than  December  31. 1952. 
with  Interest  at  the  rate  of  3%  per  an- 
num.   By  letter  dated  October  14.  1948 
the  General  Loan  Agreement  was  amend- 
ed to  permit  the  increase  in  the  bank's 
commitment  thereunder  from  $125JD00  to 
$225,000  with  Interest  on  the  additional 
amount  increased  from  2%%  to  3%. 

Provlncetown  proposes  to  use  the 
funds  received  from  the  sale  of  the  said 
notes  to  pay  an  existing  short-term  bank 
note  in  the  principal  amount  of  $21,500. 
and  for  necessary  additions  and  better- 
ments to  plant  and  property. 

Provlncetown  is  subject  to  the  Juris- 
diction of  the  Department  of  Public 
Utilities  of  Massachusetts,  which  depart- 
ment approved  the  issue  and  sale  of  the 
additional  notes  by  order  dated  Decem- 
ber 20,  1948. 
By  the  Commission. 

[SXALl  OlVAL  L.  DuBois. 

Secretary. 

[F.    E.    Doc.    4a-a64:    FUed.    Feb.    4.    1949; 
8:4«  a.  m.| 


DEPARTMENT  OF  JUSTICE 
OfRc*  of  Alisn  Propofty 

Axjthowtt:  40  8Ut.  411.  M  8Ut.  839,  Pub. 
Laws  323,  671,  79th  Cbng.,  80  Stat.  60,  925;  60 
U.  8.  C.  and  8upp.  App.  1,  SIS;  B.  O.  9193, 
July  8,  1942.  8  CFR.  Cum.  Supp..  B.  O.  9687. 
June  8.  1948,  8  CFR.  1948  8upp..  B.  O.  9788. 
Oct.  14. 1948. 11  P.  R.  11981. 

[Veatlng  Order  12618] 
CARKU  GOTTSCHS 

In  re:  Trust  xmder  will  of  Carrie 
Gottsche,  deceased.  FUe  No.  D-28-10505 
G-1. 


Saturday,  February  S,  1949 

Utoder  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  InvestlgaUon,  it  Is  hereby  found: 
I  1.  That  Conrad  Gottsche.  Carl  Kruse. 
Margeratha  Kruse.  Dora  Kruse.  Miml 
Dechow.  Margeratha  Idler  and  Emma 
Mlehlke,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  trust  created  under  the  will 
of  Carrie  Gottsche.  deceased.  presenOy 
being  administered  by  the  Rock  Springs 
National  Bank.  Rock  Springs.  Wyoming 
as  testamentory  trustee. 

Is  property  with  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  It  is  hereby  deternUned: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  6.  1949. 

For  the  Attorney  General 

[sial]  David  L.  Bazelon, 

Assistant  Attorney  Oenerat,       ^ 
Director.  Office  of  Alien  Property. 

[P.    B.    Doo.    49-873:    PUed.    Feb.    4.    1949; 
8:66  a.  m.j 
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whose  last  known  address  is  Germany,* 
are  residents  of  Germany  and  nationals 
of  a  designated  country  (CJermany) ; 

2.  That  all  right,  Utle.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof.  In  and  to  and  arising 
out  of  or  under  that  certain  trust  agree- 
ment dated  June  26.  1937.  by  and  be- 
tween Ulllan  May  Qayton  Brewer,  set- 
tlor, and  Hawaiian  Trust  Company,  Lim- 
ited, trustee,  presently  being  adminis- 
tered by  Hawaiian  Trust  Company,  Lim- 
ited, trustee,  Honolulu  2,  Hawaii, 

is  property  within  the  United  States 
owned  or  controUed  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  Is  aivl- 
dence  of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  Stotes  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany); 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  Stotes. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  13,  1949. 

For  the  Attorney  General. 

[sial]  Harold  I.  Bayntoh, 

Deputy  Director, 
Office  of  Alien  Property, 

IF.    B.    Doc.    49-838:    PUed.    Feb.    8,    1949; 
8:61  a.  m.] 
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Office  Building.  Columbus.  Ohio,  repre- 
senting liquidating  payments  on  a  run- 
ning stock  account,  account  niunber  188 
entitled  Zelse.  Fl-ank  or  Emmy,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controUed  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by.  Prank  Zelse 
the  aforesaid  national  of  a  designated' 
enemy  country  (CJermany)  ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
naUonal  of  a  designated  enemy  country 
(Germany).  ' 

AU  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certlficaUon.  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, Uquldated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  Stotes. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  c,  on 
January  13,  1949. 

For  the  Attorney  General. 

tSEAL  1  Ha^LD  I.  BaTMTON. 

Deputy  Directorr 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-839;    PUed,    J^b.    3,    1949; 
.    6:51  a.  m.]  ' 


{Vesting  Order  127301 
HCMCAN  CaRRILL 


[Vesting  Order  12689] 
Frank  Zkiss 


(Vesting  Order  12681] 

Lillian  May  Clayton  Brewxr  and 
Hawauan  Trust  Co..  Ltd. 

In  re:  Trust  agreement  dated  June  26 
1937.  between  Lillian  May  Clayton 
Brewer,  settlor,  and  Hawaiian  Trust 
Company,  Limited,  trustee.  File  No. 
D-28-11699-<3^1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
uUve  Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Richard  Volkmann.  Erik  von 
Barnikow     and     Lufolf    Barcl^ausen, 


In  re:  Debt  owing  to  Frank  Zelse. 
F-28-29254-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Frank  Zelse,  whose  last  known 
address  is  Pfarr  Strasse  110,  Berlin,  Ger- 
many, Is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  ob- 
ligation of  the  Superintendent  of  the 
Division  of  the  Building  and  Loan  Asso- 
ciations. Department  of  Commerce. 
Stote  of  Ohio.  In  charge  of  the  liquida- 
tion of  The  Franklin  Savings  and  Loan 
Assoclattoa  of  Dayton.  Ohio,  407  Stote 


In  re:  Claim  owned  by  Herman  Carrell 
also  known  as  Herman  Correll.  D-28- 
1181ft-C-l;  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  InvesUgaUon,  it  is  hereby  found: 

1.  That  Herman  Carrell  also  known  as 
Herman  Correll.  whose  last  known 
address  is  Heilbronn-Neckargartech 
Prankenbacher.  67  Wuerttemberg  St.! 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  claim  against  the 
Stote  of  Michigan  and  the  State  Board 
of  Escheats  of  the  State  of  Michigan, 
arising  by  reason  of  the  collection  or 
receipt  by  the  said  Stote  Board  of  Es- 
cheats of  the  State  of  Michigan  pursuant 
to  order  to  the  Circuit  Court  of  the 
County  of  Saginaw,  Michigan,  dated 
September  13,  1948,  of  the  following: 

^Hiat  certain  sum  of  money  in  tba 
amount  of  $196.77  arising  out  of  a  claim 
numbered  S  23224  against  the  Bank  of 
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Saginaw  In  receivership  »nd/or  the  re- 
ceiver of  the  Bank  of  Saginaw,  MJcWgan. 
evidenced  by  a  receiver's  receipt  8^. 
said  sum  being  presently  on  depwit  with 
the  State  Board  of  Escheats  of  the  State 
of  Michigan. 

and  any  and  all  rights  to  file  with  the 
said  SUte  Board  of  Escheats,  demana, 
enforce  and  collect  the  aforesaid  claim, 

is  property  wlthitr  the  U^J^d^Staff 
owned  or  controUed  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of  or  owing  to.  or  which  If^evidence  of 
ownership  or  control  by.  the  aforesaid 
SauSial  of  a  designated  enemy  counUy 
(Germany) ; 
and  it  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
niSnSin  Sbpitragraph  1  hereof!,  not 
within  a  designated  enemy  country,  the 
SSSaJ  intent  of  the  United  Sta^*  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 

(Germany)  • 

All  determinaUons  and  all  action  re- 
quired by  law.  including  appropriate  con- 
solUtion  and  certiflcaUon.  having  been 
Side  and  taken,  and.  it  being  deemed 
necessary  in  the  naUonal  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered.  U<iuldated.  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  ol 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 
For  the  Attorney  General. 

[siAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP    B.    Doc.    49-874;    Filed.    Feb.    4,    1949; 
8:56  ».  ml 


NOTICES 

Banco  dl  Hapoli  TtUit  OompwiT  of  Hew  Tea*. 
rSSr  Tork  oorpOrtUon.  28.841   ot  which 
.harM  w«e  T«gtet««i  In  the  n««6  o«  B^ 
SrHapoli.  H«pl-.  lUly.  .Bd  ao  of  T'Wch 
rfMr«.%rCTe  regtotcred  In  the  name  of  Vto^ 
MKMo  Giuliani.  Brooklyn.  New  York,  holding 
i^itie  benefit  of  Banco  dl  Napoll.  NH>le«. 
ll^T     The  exceee  proceed*  of  the  bualnees 
and  property  In  the  Btote  of  New  York  of 
Bancbdl  Napoll  to  the  po«««ilon  of  the 
l^tatendeit  of  Bank,  of  the  State  of 
New  York,  or  which  may  hereafter  come  Into 
hi.  poeeeMlon  under  and  by  virtue  of  the 
BanktogLaw  of  the  BUt.  of  New  York,  to- 
cludlng  but  not  llmltwl  to  the  excess  pro- 
ceeds of  all  asseU  of  any  nature  whatsoever, 
owned  or  controUed  by  or  payable  or  delWer- 
able  to  or  held  on  behalf  of  or  on  amount 
of  or  owing  to  the  New  York  agMicy  of  »ld 
Banpo  dl  Napoll.  remaining  after  the  pay- 
ment of  the  claim,  of  creditors,  accepted  or 
established  In  accordance  with  the  BanWng 
Law  of  the  State  of  New  Tork^lJUng  out  of 
transactions   had   by  them   with   the   New 
York  agency  of  said  Banco  dl  Napoll  or  whose 
name,  appear  as  creditors  on  the  books  of 
.vich  agency,  together  with  Interest  on  such 
claims  and  the  expense,  of  liquidation. 

Executed  at  Washington.  D.  C.  on  Feb- 
ruary 1.  1949. 
Ftor  the  Attorney  General. 

[SKALl  David  L.  Baxeloh, 

Assistant  Attorney  General. 
Director.  Ofice  of  Alien  Property. 

FF    R     Doc.    48-878;    Filed.    Feb.    4.    1949: 
8:  87  a.  m.] 


Dt.  Jacob  Jacobsow 

MOTio  or  nrrnfTKm  to  KitJtH  vwm 
norwxn 

Pursuant  to  secUon  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended. 
noUce  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of    pubUcaUon    hereof,    the    following 
property  located  in  Washington,  D.  C, 
including   all   royalUes   accrued   there- 
under and  all  damages  and  profits  recov- 
erable  for   past   infringement   thereof, 
after  ade<juato  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  and  Prcperty 

Dr  Jacob  Jacobwm,  New  York.  N;T- 
%um-  nrooertv  described  In  Vesting  Order 
STia'^^TF^  8047.  Apm  17.  1M3).  relating 
Vo  United  States  Letters  Patent  No.  3.081.934. 

Executed  at  Waahington,  D.  C.  on 
February  1.  1948. 
For  the  Attorney  General. 

[SBALl  David  L.  Bahlow, 

Assistant  Attorney  General. 
Director.  OHice  of  AHen  Property. 

IV     B.    Doc.    49-880;    FUed.    Feb.    4,    194P: 
8:58  a.  m.l 


Banco  di  Napolx 


woncE  OF  nrrxMTioN  to  riturn  vktto 

PROPIRTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  '/om/We  date 
of  the  publication  hereof,  the  followhig 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate iHt)VisIon  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No..  Property,  and  Location 
Banco  dl  HapoU.  Naples.  Italy.  Claim  No. 
MII44  ai6aiM0.0O  to  the  Treasury  of  tha 
SJSed  SUteT^AU  right,  title,  •nd  Inter"* 
of  the  Attorney  General  by  virtue  of  Verttog 
order  No.  196  to  and  to  25.881  .hare,  of 
$KM  par  valiie  common  capital  .tock  oi 


[Return  Order  2531 
ELEANOR  POLSTXIN 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  is  Incor- 
porated by  reference  herein  and  filed 

herewith.  .  .      .      ^_ 

It  is  ordered.  That  the  claimed  prop- 
erty described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return. 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant  and  Claim  No..  Notice  of  Intention 

To  Return  Published,  and  Property 

Eleanor  Polsteln.  Larchmont.  New  York. 
Claim  No.  4768.  December  16.  1948.  (13/-  f- 
7768)-  •3,885.05  In  the  Treasury  of  the 
united  States.  All  right,  title,  toterwt  and 
claim  of  any  kind  or  character  whatsoever 
of  Clara  Sellgman  In  and  to  the  estate  of 
Arthur  Sellgman,  deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
January  28. 1949. 

For  the  Attorney  General. 

[8SAL]  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director.  Offlce  of  Alien  Property. 

[F    B.    Doc.    49-843;    FUed.    Feb.    8.    1949; 
8:81  a.  m.] 


(Retiim  Order  2581 
Max  LicLERC  k  Ca  Lid. 
Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewltn, 
It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 
Claimant  and  Claim  No..  Notice  of  Intention 
To  Return  Published,  and  Property 
Max  Leclerc  ft  Cle  Ltd.  (Ubralrl.  Armand 
Colin),   103.  Boulevard   Salnt-Mlchel.  Pajls 
6..  France;   CTalm  No.  82610.  December  23. 
1948  (13  F.  B.  8283);  Property  to  the  extent 
owned  by  claimant  Immediately  prior  to  the 
vesting  thereof,  described  l'^,  testing  CJder 
No   3430  (9  F.  B.  6464.  June  13,  1944;  9  F  B. 
13788.  November   17.   1944)   relating  to  the 
literary  works   "Hlstorle  De   Prance.   Cours 
ia^talre"  and  "Hlstorle  De  Prance.  Cours 
Moyens"  (llrted  to  Exhibit  A  of  «ld  veetlng 
order) .  tocludlng  royalties  pertalntog  thereto 
In  the  amount  of  $718.79. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C  on 
Fel»niary  1.  1949. 
For  the  Attorney  General. 

[8BAL1  DAVID  L.  BAZELOW. 

Assistant  Attorney  General. 
Director.  Office  of  AUen  Property. 

IF     R.    Doc.    49-«77;    Filed,    Feb.    4.    1949; 
8:67  a.  m.l 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  ond  Morkot- 
ing  Administration  and  Commodity 
Credit  Corporation,  Dopartmont  of 
Agriculturo 

Subchapter  C — Leam.  Putehoies,  ond  Ol*»« 
OpeioHens 

[1048  C.  C.  C.  Grato  Sorghums  Bulletto  1, 
Amdt.  6] 

Pakt  621— Okain  SOBGHTniS 

SUBPART — 1948  GBAIM  SORGHUMS  LOAN 
raOCRAM 

A  statement  in  the  Fidxral  Rbgistkr 
of  December  23. 1948  (13  F.  R.  8248).  has 
redesignated  Part  263,  Grain  Sorghums^ 
Loan  and  Purchase  Agreements  in  Chap- 
ter n  of  Title  6  of  the  Code  of  Federal 
RegulaUons,  published  in  13  P.  R.  3880, 
4659,  6524.  «807  and  6949.  governing  the 
making  of  loans  on  grain  sorghums  pro- 
duced in  1948.  as  Part  621.  Grain  Sor- 
ghums. Subpart— 1948  Grain  Sorghum 
Loan  Program,  in  Chapter  IV  of  said 
code.  SecUons  268.201  to  263.224  have 
been  redesignated  as  S§  621.1  to  621.24. 

The  coimty  loan  rates  in  paragrai^ 
(c).  County  loan  rates  of  i  621.24  (for- 
merly §  263.224) ,  Loan  rates  are  further 
amended  as  follows: 

1.  To  the  schedule  of  county  rates  for 
California  add  the  following: 


County: 

Rate 
83.81 

2.  To  the  schedule  of  county  rates  for 
South  Dakota  add  '.»v  JoUowing: 

County : 
Hughe. 

RaU 
.  83.80 

Issued  this  8d  day  of  February  1949. 
[SXALl  HARiXJ)  K.  Hbx. 

Actkno  Manager, 
Commodity  Credit  Corporation, 

Approved:  February  8,  1949. 

Frank  K.  Woollky, 
Vice  President, 
Commodity  Credit  Corporation. 

[F.    R.    Doe.    40-039:    Filed,    Feb.    7,    1949; 
8:68  a.  m.] 


[1948  C.  0.  C.  Flaxseed  Bulletto  1,  Amdt.  2 
to  Suppl.  1] 

Part  643— Oilsbos 
8ttbpart — 1948  flaxoxd  loan  program 
A  statement  in  the  FnxRAL  Rxgistsr 
of  December  23, 1948  (13  P.  R.  8248) .  has 
redesignated  Part  271.  Flaxseed  lx»ns 
(13  F.  R.  3676,  4060,  4247) ,  in  Chapter  H 
of  Title  6  of  the  Code  of  Federal  Regula- 
Uons as  "Subpartr— 1948  Flaxseed  Loan 
Program"  in  "Part  643— Oilseeds"  in 
Chapter  IV  of  such  title.  S«:Uons  271.201 
to  271.226  have  been  redesignated  as 
§S  643.1  to  643.26. 

As  so  redesignated,  9  642.26  Basic 
county  loan  rates  for  No.  1  Flaxseed,  is 
hereby  amended  by  changing  the  loan 
rate  for  Johnson  Coimty.  Wyoming,  and 
by  adding  loan  rates  of  a  number  of  addi- 
tional counties  as  set  forth  below: 

COLOBAOO  No.  1 

^County:  fiaxseed 

BoiUder ♦S.  53 

Bbert 6-  63 

Kit  Carwn 6.  64 

Washtogton 6-63 

Weld - 6.  63 

Idaho 
Washington 8-  M 

Nebraska 
Box  Butte 8.56 

Orbqom 

Harney - *•  «> 

SoxrrB  Dakota 

Butte 8.  59 

Charles  Wx »•  67 

Jones 6. 63 

Bully - —  *•  •'^ 

WacoMsnr 

Burnett »•  77 

Outagamie 6-  78 

WTOMIMa 

Fremont *•  "2 

Johnson 8. 62 

Park - *•  >a 

(Sec.  4  (a) ,  55  Stat.  498,  66  Stat.  768.  sec. 
Kb) ,  Pub.  Law  897  80th  Cong.,  sec.  5  Pub. 
Law  806.  80th  Oong.;  16  U.  S.  C.  71Sa-8) 

Issued  this  3d  day  of  February  1949. 

[SBALl  Blmxr  F.  Kkvsc, 

Manager, 
Commodtty  Credit  Corporation. 

Approved:  February  3. 1949. 

FUMX  K  WooLBi; 
Vice  President, 
Commniity  CrtM  Corporation. 

[F.  R.   Doe.  4»t»t»:   FUsd.  Vh.  T.   1949; 
"  a.  m.) 
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Printing  Office.  Washington  25.  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  In  the  Fdcsal 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  927 — Milk  in  thi  New  York  Metro- 

POLITAM  MaaXKTING  Arka 

Part  963— Hops  Orown  in  Oregon.  Cau- 

PORNIA,    WASHINOTOW.    AND    IDAHO    AND 

Provocts  Pr(»vcbd  From  Such  Hops 

kditobial  changes 
Editorial  Note:  1.  In  Part  927,  the  ap- 
pendix thereto  has  been  codified  and  the 
sections  redesignated  as  follows: 

Former  Present 

designation  designation 

(section)  (section) 

1 »27.101 

2  927.103 

3 927.103 

4  927.104 

6 ^         „ 927.105 

6  927.106 

7™_' 927.107 

2.  Part  963  has  been  excluded  from  the 
Code  of  Federal  Regulations,  1949  Rdl- 
tlon,  inasmuch  as  It  exiHred  by  Its  own 
provisions  prior  to  January  1, 1949. 
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TITLE  15— COMMRCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 

Dortiesttc    Commerce',    Department 

of  Commerce 

[Allocation  Or^ia  li-81,  M  Amended  Feb.  8. 
1949] 

Part  338 — Allocation  Orders 

subpart — CANS 

Part  338.  Subpart— Cans,  Is  hereby 
amended  as  follows: 

In  S  338.46.  Schedule  1.  Can  Specifi- 
cations. Item  139,  Animal  Foods,  Column 
3,  by  deleting  the  figure  "1"  (referring  to 
the  footnote  "No  tinplate  or  temeplate") 
and  Inserting  the  figure  ".25". 

In  §338.46.  Schedule  n,  paragraphs 
(d)  (2)  (i)  and  (d)  (2)  (U) .  by  deleting 
the  figxire  "75%"  (which  appears  at  the 
beginning  of  each  subdivision)  and  by 
inserting  in  each  subdivision  the  figure 
"115%". 

(56  Stat.  177,  as  amended.  61  SUt.  321; 
Pub.  Laws 427. 469, 80th Cong.:  50  U.  8.  C. 
App.  and  Sup.  631  et  seq.;  E.  O.  9841.  Apr. 
23,  1947.  12  F.  R  2645,  3  CFR  1947  Supp.; 
E.  O.  9942,  Apr.  1.  1948,  13  F.  R.  1623) 

Issued  this  3d  day  of  February,  1949. 
OrncE  OP  DoHEsnc 

Commerce. 
Raymond  S.  Hoover, 

Issuance  Officer. 


[F.    R.    Doc. 
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TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

|T.  D.  62124) 

Part  4 — Vessels  in  Foreign  and  Domestic 

TKADBS 


UNLOADING   OP  MERCHANDISE   IN    BULK 
OUTSIDE  A  PORT  OP  ENTRY 

Correction 

In  Inderal  Register  Document  49-273, 
appearing  at  page  143  of  the  issue  for 
Wednesday,  January  12,  1949,  the  refer- 
ence to  "Section  4.25  (a) "  should  read 
"SecUon  4.35  (a)". 

TITLE   26— INTERNAL   REVENUE 

Chapter  I — Bureau  of  Internol   Rev- 
enue, Department  of  the  Treasury 

Swbctiopter  C — Micceltaneowt  Excite  Texes 
(T.  D.  411 

Past  151 — ^Rbgxjlatioms  Under  the  Harri- 
son Narcotic  Law,  as  Amended 

ORDER   PORMS   AND   MONTHLY   RETURNS 

On  October  23, 1948,  notice  of  proposed 
rule  making,  regarding  amendment  of 
Narcotic  Regulations  No.  5.  to  provide  a 
third  copy  of  narcotic  order  forms  and  to 
eliminate  the  reporting  of  certain  de- 
tailed information  in  monthly  narcotic 
returns,  was  published  In  the  Federal 
Register  (13  F.  R.  6249).  No  objection 
to  the  rules  iMvposed  having  been  re- 
ceived, the  amendments  set  forth  below 
are  hereby  adopted.    The  amendments 
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are  made  in  order  to  ixt>vide  a  more 
IMtmipt  check  of  purchases  and  sales  of 
narcotic  drugs,  and  to  lighten  the  bur- 
den on  the  taxpayer  of  showing  certain 
detailed  information  on  monthly  returns. 

Narcotic  Regulations  5  [26  CFR,  Part 
151]  relating  to  narcotics  subject  to  the 
Harrison  Narcotic  Law.  but  only  as  pre- 
scribed and  made  applicable  to  the  In- 
ternal Revenue  Code  by  Treasury  Deci- 
sion 4884,  approved  February  11.  1939 
(26  CFR,  Cum.  Supp..  p.  5875)  are 
amended  as  follows:  

Paragraph  1.  ArUcle  64  (26  CFR 
151.64)  is  amended  to  read  as  follows: 

S  151.64  Manner  of  procurement.  A 
person  desiring  and  entitied  to  receive 
order  forms  should  submit  requisition  on 
FV>rm  679  to  the  collector  of  the  district 
in  which  he  is  doing  business.  The  order 
forms  are  issued  in  books  each  contain- 
ing 10  sets  of  original,  duplicate  and 
triplicate  forms.  Blank  requisitions. 
Form  679,  may  be  obtained  from  the  col- 
lector and  a  replacement  requisition 
blank  is  included  in  each  book  of  forms. 
Each  requisition  shall  show  the  taxpay- 
er's name,  address,  registry  number  and 
class,  and  the  number  of  books  of  order 
forms  desired.  A  charge  of  10  cents  is 
made  for  each  book  of  order  forms,  and 
the  requisition  should  be  accompanied 
by  remittance  of  Uie  proper  amoimt  in 
the  form  of  certified  cheeky  cash  or 
money  order.  

Par.  2.  ArUcle  69  (26' CFR  151.69)  is 
amended  to  read  as  follows : 

5  151.69  Execution  of  forms.  Order 
forms  are  issued  in  triplicate  and  shall 
be  executed  in  triplicate.  They  are  ar- 
ranged to  permit  the  execution  of  the 
original,  duplicate  and  triplicate  simul- 
taneously by  means  of  interleaved  carbon 
sheets.  The  original  and  the  triplicate, 
together  with  the  Intervening  carbon 
sheet  must  be  furnished  to  the  consignor, 
but  shall  not  leave  the  possession  of  the 
person  executing  the  order  until  the  du- 
plicate is  made. 

The  attachment  of  extra  sheets  to  or- 
der forms  is  not  permitted.  If  one  order 
form  is  not  sufficient  to  include  all  the 
items  of  an  order  an  additional  form  or 
forms  shall  be  used.  The  order  forms 
are  intended  solely  to  cover  dispositions 
of  taxable  narcotic  drugs  and  prepara- 
tions to  registered  persons.  They  shall 
not  in  any  case  be  used  as  prescriptions. 

Par.  3.  ArUcle  75  (26  CFR  151.75)  is 
amended  by  striking  from  the  first  sen- 
tence thereof  the  number  "10"  and  In- 
serting in  lieu  of  such  number  the  num- 
ber "5". 

Par.  4.  Article  82  (26  CFR  151.82)  is 
amended  by  inserting  in  the  last  sentence 
thereof  immediately  following  the  word 
"original"  the  words  "and  triplicate". 

Par.  5.  Article  86  (26  CFR  151.86)  is 
amended  by  striking  out  the  first  sen- 
tence and  inserUng  in  lieu  thereof  the 
following: 

S  151.86  Endorsements.  An  order  form 
made  out  to  a  Class  I  or  Class  n  regis- 
trant who  cannot  fill  it  may  be  indorsed 
in  the  spaces  provided  for  that  purpose 
on  the  reverse  sides  of  the  original  and 
triplicate  forms  and  referred  by  him  to 
another  such  registrant  for  filling. 

Par.  6.  Article  88 -(26  CFR  151.88)  li 
amended  to  read  as  follows: 
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1 151.88  Filing  of  orders.  The  dupli- 
cate shall  be  kept  on  file  by  the  vendee 
for  at  least  two  years.  The  original  shall 
be  filed  and  preserved  for  a  like  period 
by  the  vendor.  The  triplicate  shall  be 
forwarded  by  the  vendor  at  the  close  of 
the  month  during  which  it  is  filled  to  the 
Narcotics  District  Supervisor  for  the  dis- 
trict in  which  the  vendor  is  located. 
Where  an  order  tg  only  partially  filled 
during  one  month  and  other  items  there- 
on are  to  be  supplied  during  a  following 
month,  as  provided  in  Article  82,  the  tri- 
plicate should  be  retained  by  the  vendor 
and  forwarded  to  the  district  supervisor 
at  the  close  of  the  month  during  which 
the  final  shipment  is  made  or  during 
which  the  60-day  validity  period  expires. 

Any  order  form  which  is  improperly 
executed  or  mutilated  so  as  to  make  it 
imusaUe,  shall  not  be  destroyed,  but  all 
copies  shall  be  kept  on  file  with  the  other 
duplicates. 

Pah.  7.  Article  89  (26  CPR  151.89)  is 
amended  to  read  as  follows : 

S  151.89  Lost  and  stolen  order  forms. 
If  a  purchaser  ascertains  that  an  orig- 
inal unfilled  order  has  been  lost,  he  shall 
execute  another  in  triplicate  and  an  affi- 
davit stating  that  the  goods  covered  by 
the  first  order  were  not  received  through 
loss  of  the  order,  and  shall  note  on  the 
second  order  the  number  and  date  of 
the  lost  order  and  the  fact  that  it  was 
lost.  The  duplicate  of  the  second  order 
and  the  affidavit  shall  be  filed  with  the 
duplicate  of  the  order  first  executed.  If 
the  first  order  Is  subsequently  received 
by  the  person  to  whom  it  was  directed, 
he  shall  mark  upon  the  face  thereof, 
"Not  accepted",  and  return  it  to  the  pur- 
chaser, who  shall  attach  it  to  the  dupli- 
cate and  the  affidavit. 

Whenever  any  used  or  unused  order 
forma  are  stolen  from,  or  lost  (other- 
wise than  in  the  course  of  transmission) 
by.  any  person  registered  under  the  act, 
he  shall  immediately  upon  discovery  of 
such  theft  or  loss,  report  the  same  to  the 
Commissioner  of  Narcotics.  Washington, 
D.  C.,  stating  the  serial  number  of  each 
form  stolen  or  lost.  If  the  theft  or  loss 
Includes  any  original  orders  received 
from  other  persons  and  the  registrant  is 
unable  to  state  the  serial  numbers  of 
such  orders,  he  shall  report  the  date  of 
receipt  thereof  and  the  names  and  ad- 
dresses of  the  purchasers.  If  an  entire 
book  of  order  forms  is  lost  or  stolen,  and 
the  registrant  Is  unaUe  to  state  the  se- 
rial numbers  of  the  order  forms  con- 
tained therein,  he  shall  report,  in  lieu 
of  the  numbers  of  the  forms  contained 
In  such  book,  the  date  or  approximate 
date  of  purchase  thereof.  If  any  un- 
used order  form  reported  stolen  or  lost 
Is  subsequently  recovered  or  found,  the 
Commissioner  of  Narcotics  shall  be  noti- 
fied thereof. 

Par.  8.  Article  116  (26  CPR  151.116), 
Is  amended  to  read  as  follows: 

9 151.116  Form  810b:  dispositions. 
All  dispositions  of  taxable  narcotics  and 
preparations  by  a  manufacturer  as  such. 
Including  exports,  sales,  transfers  to 
other  classes  at  the  same  location,  and 
losses,  shall  be  reported  on  form  810b. 
A  separate  sheet,  properly  headed  In  the 
space  provided,  shall  be  used  for  each 
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different  type  of  transaction.  On  each 
sheet  separate  entries  shall  be  used  to 
report  dispositions  of  each  kind  of  drug 
and  of  each  different  type  and  size  of 
package  or  unit  Involved.  All  losses  re- 
ported shall  be  fully  explained. 

The  details  of  all  exports,  all  insular 
sales,  and  all  domestic  sales  to  manufac- 
turers (Class  I),  manufacturers  of  ex- 
empted preparations  (Class  V)  and 
wholesale  dealers  (Class  11) .  of  any  nar- 
cotic drug,  and  the  details  of  all  sales  of 
(a)  opium,  its  tinctures  and  extracts,  (b) 
Pantopon,  (c)  Morphine  and  ita  salts, 
(d)  dihydromorphinone  and  its  salts 
(Dilaudid,  Hymorphan),  (e)  dihydroco- 
delnone  and  Its  salts  (Dlcodid,  Hycodan) , 
(f)  methyldihydromorphinone  and  its 
salts  (Metopon),  (g)  cocaine  and  its 
salts,  (h)  Isonlpecalne  and  Its  salts 
(Demerol),  and  (1)  Amldone  (4.  4- 
diphenyl-6r dimethylamino-heptanone  3 ) 
(Methodon,  Dolophln,  Adanon)  to  retail 
pharmacists  (Class  ni).  practitioners 
(Class  IV) ,  hospitals,  clinics,  and  sana- 
toria (Classes  HI  or  IV) ,  and  laboratories 
(Class  VI).  shall  be  reported  in  full  on 
form  810b.  The  details  of  sales  of  other 
drugs  to  Class  m.  IV  and  VI  registrants, 
may  be  omitted  from  returns,  but  such 
transactions  shall  be  included  in  sum- 
marized entries  on  form  810b.  For  all 
such  sales  not  reported  in  detail  the  man- 
ufacturer shall  have  available  for  Inspec- 
tion original  sales  orders,  delivery  slips, 
or  other  papers  or  records  sufficient  to 
fully  evidence  and  explain  the  disposi- 
tions. 

Par.  9.  Article  151  (26  CPR  151.151) 
is  amended  to  read  as  follows: 

9  151.151  Form  811b:  dispositions. 
All  dispositions  of  taxable  narcotics  and 
preparations  by  a  wholesale  dealer  as 
such,  ineluding  exports,  sales,  transfers 
to  other  classes  at  the  same  location,  and 
losses,  shall  be  reported  on  form  81  lU 
A  separate  sheet,  properly  headed  in  the 
space  provided,  shall  be  used  for  each 
different  type  of  transaction.  On  each 
sheet  separate  entries  shall  be  made  of 
dispositions  of  each  kind  of  drug  and  of 
each  different  tjrpe  and  size  of  package 
or  unit  involved.  All  losses  reported  shall 
be  fully  explained. 

The  details  of  all  exports,  all  insular 
sales,  and  all  domestic  sales  to  manufac- 
turers (Class  I),  manufacturers  of  ex- 
empted preparations  (Class  V).  and 
wholesale  dealers  (Class  U) .  of  any  drug, 
and  the  details  of  all  sales  of  (a)  opium, 
its  tinctures  and  extracts,  (b)  pantopon, 
(c)  morphine  and  its  salts,  (d)  dihydro- 
morphinone and  its  salts,  (dilaudid,  hy- 
morphan), (e)  dihydrocodeinone  and  its 
salts  (dlcodid,  hycodan),  (f)  methyl- 
dihydromorphinone and  its  salts  (meto- 
pon). (g)  cocaine  and  its  salts,  (h)  iso- 
nepecaine  and  its  salts  (demerol).  and 
(1)  Amldone  (4.4  diphenyl-6-dimethyl- 
amlno-heptanone  3)  (Methodon,  Dolo- 
phln, Adanon),  to  retail  pharmacists 
(Class  in) ,  practitioners  (Class IV) . hos- 
pitals, clinics,  and  sanatoria  (Classes  III 
or  rV) ,  and  laboratories  (Class  VI) ,  shall 
be  reported  in  full  on  form  811b.  The 
details  of  sales  of  other  drugs  to  Class 
m,  rv  and  VI  registrants,  may  be  omit- 
ted from  returns,  but  such  transactions 
shall  be  Included  In  summarized  entries 
ouiform  811b.    For  all  such  sales  not  re- 


ported In  detail  the  wholesale  dealer 
shall  have  available  for  inspection  origi- 
nal sales  orders,  delivery  slips,  or  other 
papers  or  records  sufficient  to  fully  evi- 
dence and  explain  the  dispositions. 

Par.  10.  This  Treasury  decision  shall 
become  effective  April  1,  1949. 

(Sees.  2551, 2559,  and  2606  of  the  Internal 
Revenue  Code  (53  Stat.  270,  277.  283;  26 
U.S.  C.  2651.2559,2606)) 

[sial]  H.  J.  Anslimger, 

Commissioner  of  Narcotics. 

Geo.  J.  SCHOENEltAN, 

Commissioner  of  Internal  Revenue. 
Approved:  February  2,  1949. 

Thomas  J.  Lynch, 
Acting  Secretary  of  the  Treasury. 

ir.    R.    Doc.    4»-012:    PUed.    Fteb.    7,    1949; 
8:54  a.  m.] 


TITLE  39— POSTAL  SERVICE 

Chapter  i — Post  OfRc*  Department 

Part  3 — Miscellaneoxts  Provisions  Re- 
lating   TO    THE    I>EPARTMZNT    AND    THE 

Postal  Service 

DAMAGE  to  PERSON  OR  PROPERTY  BY  POSTAL 
OPERATIONS 

In  9  3.5  Damage  to  person  or  prop' 
ertv  by  postal  operations  (13  P.  R.  8850) . 
amend  subparagraph  (9)  of  paragraph 
(n)  to  read  as  follows: 

(n)  Investigations  and  reports  of 
accidents.     •     •     • 

(9)  When  civil  suit  to  be  brought  by 
Government.  When  In  the  opinion  of 
the  Solicitor  the  Institution  of  civil  suit 
is  warranted  against  a  private  person  or 
company,  he  shall  so  advise  the  Chief 
Inspector,  who  shall  thereupon  prepare 
the  request  of  the  Post  Office  Department 
upon  the  Department  of  Justice  that 
such  suit  shall  be  brought,  and  in  case 
of  recovery  shall  arrange  for  the  proper 
disposition  of  the  proceeds. 

(R.  S.  161.  396.  sees.  304,  309,  42  Stat.  24. 
25;  5  U.  S.  C.  22,  369) 

[SEAL]  J.  M.  Donaldson, 

Postmaster  General. 

IF.    B.    Doc.    ♦ft-«83;    FUed,    Feb.    7,    1940; 
8:46  a.  m.J 


Part  liV— Intern atiomal  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

tripolitanu 

Section  127.367  Tripolitania  (13  P.  R 
9226)  is  amended  to  read  as  follows: 

9  127.367  Tripolitania  —  (A)  Regular 
mails— (1)  Classifications,  rates,  weight 
limits  and  dimensions.  See  Table  9  127.1. 
Small  packets  not  accepted. 

(2)  Registration.  Fee.  25  cents.  (See 
99  127.15  and  127.101.) 

(3)  Indemnity.,  See  9 127.105. 

(4)  Special  delivery.    No  service. 

(5)  Air  mail  service.  Postage  rate  IS 
cents  one-half  ounce.    (See  9  127.20.) 

(6)  Prohibitions.  The  articles  pro- 
hibited as  parcel  post  are  also  prohibited 
in  the  regular  mails. 
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(R.  S.  3915,  3917,  3918.  sec.  1. 18  Stat.  231, 
sec.  1, 27  Stat.  733,  34  Stat.  476;  39  U.  S.  C. 
354,  360,  361) 

This  amendment  shall  become  effective 
February  1,  1949. 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[F.    R.    Doc.    4»-«85;    Filed,    Feb. 
8:45  a.  m.| 


7,    1949; 


TITLE  29— LABOR 

Subtitle  A — Regulations  of  the 
Secretary  of  Labor 

Editorial  Changbs  iNCXDnrr  to  Publica- 
tion or  Cods  or  FtoiRAL  Rsgulations, 
1949  BornoM 

Correction 

In  Federal  Register  Document  48- 
11306.  appearing  at  page  8639  of  the  is- 
sue for  Wednesday,  December  29,  1948, 
paragraph  4  b  should  read  as  follows: 

b.  Sections  2.4  and  2.5  are  (leleted. 
Section  2.6a  is  redesignated  8  2.4  and 
§8  2.6.  2.7  and  2.8  are  redesignated  8S  2.5, 
2.6  and  2.7.  respectively. 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

Subchapter  A — Armed  Sarvicet  Procurement 
Regulation 

Republication  or  Portions  or 
Regxtlation 

Editorial  Note:  Sections  I-VI  of  the 
Armed  Services  Procurement  Regulation 
were  originally  published  as  Parts  851- 
856  of  Title  10.  13  P.  R.  3074,  4914.  Sec- 
tions I-VI  were  renumbered  Parts  400- 
405  of  Title  34,  13  F.  R.  7345.  They  are 
republished  below  under  the  new  num- 
bers In  order  that  they  may  be  used  more 
conveniently  in  conjunction  with  the  re- 
maining portions  of  the  regulation,  one 
of  which.  Sections  X  and  XI,  is  published 
as  Parts  409  and  410  below  in  this  issue. 
Sections  VH-IX  and  XII-XTV  will  ap- 
pear as  Parts  406-408  and  411-413  in 
subsequent  issues  of  the  Fidekal  Rbgis- 
m. 

ForexDord.  The  Armed  Services  Pro- 
curement Regulation,  hereby  issued  by 
the  Departmmts  of  the  Army.  Navy,  and 
Air  Force,  apiMreclably  changes  the  pro- 
curement policies  and  practices  of  the 
three  Departments  under  the  First  War 
Powers  Act.  and  provides  for  new  pro- 


curement policies  and  practices,  on  and 
after  May  19,  1948,  under  the  Armed 
Services  Procurement  Act,  Public  Law 
413.  80th  Congress. 

When  the  President  signed  the  Armed 
Services  Procurement  Act  on  February 
19, 1948.  he  wrote  to  the  Secretary  of  De- 
fense as  follows: 

The  act  states  the  basic  policies  of  the 
Oovernment  with  respect  to  procurement  by 
the  Armed  Services.  It  declares  that  a  fair 
proportion  of  all  procurements  shall  be 
placed  with  small  business  concerns.  It 
also  states  that  all  purchases  and  contracts 
for  supplies  and  services  shall  be  made  by 
advertising,  except  under  circumstances 
rpeclfled  In  the  act  where  exceptions  to  this 
general  policy  may  be  made. 

This  bill  grants  unprecedented  freedom 
from  specific  ]N-ocurement  restrictions  dur- 
ing peacetime.  That  freedom  Is  given  to  per- 
mit the  flexibility  and  latitude  needed  In 
present  day  national  defense  activities.  The 
basic  need,  however,  remains  to  assure  fa- 
vorable price  and  adequate  service  to  the 
Government.  To  the  degree  that  restrictions 
have  been  diminished,  therefore,  responsi- 
bility upon  the  Defense  Establishment  has 
been  Increased.  There  is  danger  that  the 
natviral  desire  for  flexibility  and  speed  In  pro- 
curement will  lead  to  excessive  placement 
of  contracts  by  negotiation  and  undue  reli- 
ance upon  large  concerns,  and  this  must  not 
occur. 

For  these  reasons,  I  am  asking  you  to 
specify  detailed  standards  to  guide  your  pro- 


Tuetday,  February  8,  1949 

eoTMiMnt  oAoers  oonoemtng  the  placing  of 
bOBtDMS  wtth  snaidl  oonoanw  end  the  dienm- 
■tanoM  under  wtUeh  they  may  waive  the  gen- 
eral policy  of  advertlalng  for  bids.  It  la  of 
great  Importance  In  procurement  matters  to 
aatattUsh  standards  and  deflnltlons  to  guide 
all  personnel  who  have  authority  to  place 
oontiacts.  Otherwise,  differences  In  inter- 
pretation and  pedicles  may  result  in  im- 
prudent contracts  and  give  rise  to  doubts 
about  the  wisdom  of  this  new  procurement 
■yatem. 

It  Is  believed  that  the  Armed  Services 
Procurement  Regulatton  which  is  now 
being  Issued  carries  out  on  a  policy  level 
the  instructions  contained  in  the  Presi- 
dent's letter.  All  procurement  personnel 
are  enjoined  to  follow  strictly  the  stand- 
ards and  requirements  set  forth  in  this 
regulation  as  well  as  in  such  Implement- 
ing procedures  as  will  be  Issued  under  it 
from  time  to  time  by  each  respective  De- 
iwrtment. 

QoROON  Gray. 
The  Assistant  Secretarg  of  the  Army. 
M.  E.  Andrews, 
Assistant  Secretary  of  the  Navy. 

A.  a.  Barrows. 
Under  Secretary  of  the  Air  Force. 

Part  400 — Obmbral  Provisions 

lUBPABT  A — iNxmoDncnoN 
See. 

400.100  Scope  of  subpart. 

400.101  PurixMs  of  subchapter. 

400.102  AppllcabllUy  of  aubchapter. 

400.103  Effective  date  of  subchapter. 

400.104  Arrangement  ol  subchapter. 
400.104-1  General  plan. 

400.104-a  Numbering. 

400.104-3  Croes  references. 

400.104-4  Citation. 

400.105  Amendment  of  subchapter. 
400.100  Department     procedures     under 

subchapter. 
400.  lOf        Procuring     activity     Instructions 

under  subchapter. 
400.108        Deviations  from  subchapter. 
400.100        Administration   and    Interpreta- * 

tlon. 

400.110  Periodic  reports  of  purchases  and 

contracts. 

400.111  Reports    of    suspected    criminal 

conduct. 

■UBPAKT  B — DxriNmoNS  or  Tzxua 

400.aoi  Deflnltlons. 

400.301-1  Department. 

400J01-2  Secretary. 

400.301-3  Procuring  activity. 

400.201-4  Head  of  a  procuring  activity. 

400.201-6  Contracting  OtBcer. 

400.301-6  Contracts. 

400.201-7  Procurement. 

400.201-8  Supplies. 

400.301-0  Sources  of  suppli^. 

SOTPAXT   C BASIC   POLICIXa 

400300  Scope  of  subpart. 

400.301  Methods  of  procurement, 

400.302  Sources  of  supplies. 
400.303-1  Government  agencies. 
400.302-2  Sources  outside  the  Government 
400.302-3  Small  business  concerns. 
400.302-4  Foreign  purchases. 

400.303  Ineligible    contractors    and    dis- 

qualified bidders. 

400.303-1  Additions  to  and  removals  from 
the  list  of  Ineligible  contractors 
and  dLaquallfled  bidders. 

400.303-3     Exchange  of  lists. 

400.304  Types  of  contracts. 
400J05        Speclflcatlons. 

•TnU>ABT  D — PBOCtTRBMCNT  BXSPONBIBnJTT  AND 
AUTHOariT 

400.400  Scope  of  subpart. 

400.401  Responsibility  of  each  procuring 

activity. 


FEDERAL  REGinER 


060* 

400.401 


Oeneral  autbarttr  of  oontreettng    ) 

400.403  Requirements  to  be  met  before 

entering  into  contracts. 

400.404  Special  requirements  to  be  met 

before  entering  Into  negotiated 
contracts." 

Authobitt:  11400.100  to  400.404  issued 
under  sec.  1  (a),  (b).  64  Stet.  713.  50  Stat. 
838.  Pub.  Law  413.  80th  Cong.;  41  U.  S.  C. 
preceding  sec.  1  note,  60  U.  S.  C.  App.  801-833; 
E.  O.  0001.  Dec.  37,  1041,  8  CFB  Cum.  Supp. 

SUBPART   A— miROBUC'IlOW 

S  400.100  Scope  of  subfMrt.  This  sub- 
part sets  forth  (a)  introductory  infor- 
mation pertaining  to  this  subchapter 
(its  purpose,  applicability,  effective  date, 
and  arrangement)  and  (b)  instructions 
for  amending,  Imiriementlng.  and  deviat- 
ing from  this  subchapter. 

S  400.101  Purpose  of  subchapter. 
This  subchapter.  Issued  by  the  Secre- 
taries of  the  Army,  Navy,  and  Air  Force, 
establishes  for  the  Departments  of  the 
Army,  Navy,  and  Alf  Force  uniform  poli- 
cies relating  to  the  procurement  of  sup- 
plies and  services  under  the  authority 
of  the  Armed  Services  Procurement  Act 
of  1947,  PubUc  Law  413,  80th  Congress, 
(hereinafter  referred  to  as  "the  act") .  or 
under  other  statutory  authorization. 

i  400.102    ApplicabiUty  of  subchapter. 
This  subchapter  shall  apply  to  all  pur- 
chases and  contracts  made  by  any  De- 
partment for  the  procurement  of  sup- 
plies or  services  which  obligate  appropri- 
ated funds  (including  available  contract 
authorizations)  and  which  are  executed 
as  of  a  date  on  or  after  the  effe<?tive  date 
of   this  subchapter.     This  subchapter 
shall   not   apply    (a)    to   any  contract 
formalizing   a   preliminary  contractual 
agreement,  such  as  a  letter  contract  or  a 
letter  of  intent,  which  itself  was  made 
prior  to  the  effective  date  of  this  sub- 
chapter; or  (b)  to  any  amendment,  mod- 
ification,   or    supplemental    agreement 
with  respect  to  any  contract  executed 
as  of  a  date  prior  to  the  effective  date  of 
this   subchapter:    Provided.   That   this 
subchapter    shall    apply   to    any   such 
amendment,    modification,    or    supple- 
mental agreement  which  provides  for 
the  new  or  additional  procurement  of 
supplies  or  services.    Each  such  contract 
shall  contain  a  statement  of  the  stat- 
utory  authorization   under   which   the 
contract  is  made,  and  in  the  case  of  ne- 
gotiated contracts  shall  cite  or  refer  to 
either  the  appropriate  paragraph  of  sec- 
tion 2  of  the  act  (together  with  any  such 
supporting  statement  or  certificate  as  is 
required  by  the  provisions  of  Part  402  of 
this  subchapter)  or  such  other  statutory 
authorization  as  may  apply.   Rules,  regu- 
lations, and  directives  of  any  Department 
or  Departments  not  in  conflict  with  this 
subchapter,    as    from    time    to    time 
amended,  shall  remain  In  full  force  and 
effect.    This  subchapter  is  not  Intended 
to  cover  detailed  procurement  proced- 
ures or  Instructions  of  the  respective  De- 
partments and  their  procuring  activi- 
ties, all  of  which  procedures  and  in- 
structions may  be  prescribed  as  provided 
In  {§400.106  and  400.107. 

S  400. 103  Effective  date  of  svUbchapter. 
This  subchapter  shall  be  effective  on  and 
after  May  19. 1948. 


1 400.104    ilrraTiaement  of  subchapter. 

i  400.104-1  Oeneral  plan.  This  sub* 
chapter  is  Intended  to  cover  broad  poli- 
cies with  respect  to  procurement.  The 
subchapter  Is  divided  Into  parts,  each 
one  of  which  deals  with  a  separate  aspect 
of  procurement;  and  each  part  is  further 
subdivided  into  subparts  and  sections. 

i  400.104-3  Cross  references.  Unless 
specifically  stated  otherwise,  cross  refer- 
ences In  this  subchapter  indicate  sec- 
tions, sulvarts,  or  parts  of  this  sub- 
chapter. 

8  400.104-4  Citation.  This  subchap- 
ter shall  be  referred  to  as  the  Armed 
Services  Procurement  Regulation,  and 
any  paragrm?h  may  be  cited  as  ASPR 
followed  by  the  paragraph  number. 
Thus,  this  paragraph  would  be  cited  as 
ASPR  1-104.4. 

S  400.105  Amendment  of  subchapter. 
This  subchapter  may  be  amended  f  rcrni 
time  to  time  by  Joint  action  of  the  Sec- 
retaries of  the  three  Departments.  Rec- 
ommendations for  amendments  shall  be 
sulmiitted  within  each  Department  to 
the  Secretary  thereof.  In  accordance 
with  procedures  prescribed  by  that  De- 
partment. Unless  otherwise  specifically 
provided  In  any  amendment,  compliance 
therewith  shall  not  be  mandatory  until 
thirty  days  after  the  date  of  its  issuance, 
although  compliance  shall  be  authorized 
from  such  date. 

i  400.106  Department  procedures  un- 
der subcfiapter.  The  Secretary  of  any 
Department  may  implement  this  sub- 
chapter by  prescribing  for  his  Depart- 
ment detailed  procurement  procedures 
which  are  not  Inconsistent  with  this  sub- 
chapter. Copies  of  such  procedures  shall 
be  forwarded  to  the  other  Departments. 

9  400.107  Procuring  activity  instruc- 
tions under  subchapter.  The  head  of 
any  procuring  activity  of  any  Depart- 
ment may  prescribe  for  his  activity  de- 
tailed operating  Instructions  which  are 
not  Inconsistent  with  this  subchapter 
or  with  the  procurement  procedures  pre- 
scribed for  that  Department.  Copies  of 
such  operating  instructions  will  be  dis- 
tributed m  accordance  with  procedures 
prescribed  by  each  respective  Depart- 
ment. 

8  400.108  Deviations  from  subchapter. 
Deviations  from  the  requirements  of  this 
subchapter  shall  be  made  only  in  ac- 
cordance with  procedures  prescribed  by 
each  respective  Department,  and  then 
only  in  cases  where  special  circum- 
stances Justify  the  deviation.  A  report 
of  any  such  deviation  shall  be  furnished 
to  the  other  Departments. 

8  400.109  Administration  and  inter- 
pretation. All  procedures,  instructions, 
deviations,  and  Interpretations  with  re- 
spect to  this  subchapter  shall  be  ap- 
proved in  accordance  with  procedures 
prescribed  by  each  respective  Depart- 
ment. 

8  400.110  Periodic  reports  of  pur- 
chases and  contracts.  The  following 
periodic  reports  of  purchases  and  con- 
tracts shall  be  made  by  each  Department 
In  accordance  with  the  specified  provl- 
•  sions  of  this  subchapter  and  in  the  form 
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and  manner  to  be  prescribed  by  each  re- 
spective Department: 

(a)  In  suxordance  with  the  provisions 
of  {  402.302-3  of  this  subchapter,  an  an- 
nual report  of  the  total  value  of  all  con- 
tracts placed  by  each  Department  during 
each  fiscal  year  with  small  business  con- 
cerns; 

(b)  In  accordance  with  the  provisions 
of  S  402.103  of  this  subchapter,  an  annual 
report  of  the  total  value  of  all  contracts 
negotiated  by  each  Department  during 
each  fiscal  yea»  under  each  of  the  cir- 
sumstances  permitting  negotiation  enu- 
merated In  Subpart  B  of  Part  402  of  this 
subchapter; 

(c)  In  accordance  with  the  provisions 
of  I  402.211-4  of  this  subchapter,  a  semi- 
annual report  of  all  research  and  devel- 
opment contracts  negotiated  by  each  De- 
partment; and 

(d)  In  accordance  with  the  provisions 
of  8  402.216-4  of  this  subchapter,  a  semi- 
annual report  of  all  contracts  negotiated 
by  each  Department  In  the  Interest  of 
national  defense  or  Industrial  mobiliza- 
tion. 

I  400.111  Reports  cf  suspected  crim- 
inal conduct.  Reports  of  possible  viola- 
tions of  Federal  criminal  statutes  relat- 
ing to  procurement  shall  be  made  by 
each  respective  Department  in  accord- 
ance with  procedures  prescribed  by  that 
Department. 


SUBPAIT   B — DEriMITIOKS   OF   TXHm 

i  400.201     Definitions.     As  used  . 
throughout  this  subchapter,  the  following 
terms  shall  have  the  meanings  set  forth 
below: 

{400.201-1  Department.  The  term 
"Department"  includes  the  Department 
of  the  Army,  the  Department  of  the 
Navy,  and  the  Department  of  the  Air 
Force. 

S  400.201-2  Secretary.  The  term 
"Secretary"  means  the  Secretary,  the 
Under  Secretary,  or  any  Assistant  Sec- 
retary of  any  Department. 

9  400.201-3  Procuring  activity.  The 
term  "procuring  activity"  Includes,  for 
the  Army,  the  technical  services,  the 
army  areas,  the  National  Guard  Bureau, 
the  Military  District  of  Washington,  and 
the  oversea  commands;  for  the  Navy, 
each  Bureau  of  the  Navy  Department, 
the  Office  of  Naval  Research,  the  Avia- 
tion Supply  Office,  and  the  United  States 
Marine  Corps;  for  the  Air  Force,  the  Air 
Materiel  Command,  and  the  oversea 
commands.  It  also  Includes  the  Armed 
Services  Medical  Procurement  Agency, 
the  Armed  Services  Petroleum  Purchas- 
ing Agency,  and  any  other  procuring  ac- 
tivity hereafter  established.  The  num- 
ber and  designation  of  particular  pro- 
ciulng  activities  of  any  Department  may 
be  changed  by  directive  of  the  Secretary 
of  that  Department. 

i  400.201-4  Head  of  a  procuring  ac- 
tivity. The  term  "head  of  a  procvuing 
activity"  includes,  for  the  Army,  the 
Chiefs  of  the  technical  services,  the 
Army  Commanders,  the  Chief  of  the  Na- 
tional Guard  Bureau,  the  Commanding 
General  of  the  Military  District  of  Wash- 
ington, and  the  Commanding  Generals 
of  the  Oversea  Commands ;  for  the  Navy, 
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the  Chief  of  each  Bureau,  the  Chief  of 
Naval  Research,  the  Aviation  Supply  Of- 
ficer, and  the  Commandant  of  the  United 
States  Marine  Corps;  for  the  Air  Force, 
the  Commanding  General  of  t^.Alr  Ma- 
teriel Command,  and  the  Commanding 
Generals  of  the  Oversea  Commands. ,  It 
also  Includes  the  Commanding  Officer 
of  the  Armed  Services  Medical  Procure- 
ment Agency,  the  Executive  Officer  of 
the  Armed  Services  Petroleum  Purchas- 
ing Agency,  and  the  head  of  any^other 
procuring  activity  hereafter  established. 
The  number  and  designation  of  heads  of 
procuring  activities  within  any  Depart- 
ment may  be  changed  by  directive  of  the 
Secretary  of  that  Department. 

S  400.201-5  Contracting  officer.  The 
term  "Contracting  Officer"  means  any 
officer  or  civilian  employee  of  any  De- 
partment who,  in  accordance  with  pro- 
cedures prescribed  by  each  respective 
Department,  has  been  or  shall  be  desig- 
nated a  Contracting  Officer  (and  whose 
designation  has  not  been  terminated  or 
revoked)  with  the  authority  to  enter  into 
and  administer  contracts  and  make  de- 
terminations and  findings  with  respect 
thereto,  or  any  part  of  such  authority,  as 
hereinafter  provided. 

{ 400.201-6  Contracts.  The  term 
"contracts"  means  all  types  of  agree- 
ments and  orders  for  the  procurement  of 
supplies  or  services.  It  Includes,  by  way 
of  description  and  without  limitation, 
awards  and  preliminary  notices  of 
•  award;  contracts  of  a  fixed-price,  cost, 
cost-plus-a-fixed-fee.  or  incentive  type; 
contracts  providing  for  the  issuance  of 
Job  orders,  task  orders  or  task  letters 
thereunder;  letter  contracts,  letters  of 
intent,  and  purchase  orders.  It  also  in- 
cludes amendments,  modifications,  and 
supplemental  agreements  with  respect  to 
any  of  the  foregoing. 

S  400.201-7  Procurement.  The  term 
"prociu-ement"  Includes,  by  way  of  de- 
scription and  without  limitatiwi,  pur- 
chasing, renting,  leasing,  or  otherwise 
obtaining  supplies  or  services. 

S  400.201-6  Supplies.  The  term  "sup- 
plies" means  all  property  except  land  or 
interests  in  land.  It  includes,  by  way  of 
description  and  without  limitation,  pub- 
lic works,  buildings,  facilities;  ships, 
floating  equipment,  and  vessels  of  every 
character,  type  and  description,  together 
with  parts  and  accessories  thereto;  air- 
craft and  aircraft  parts,  accessories,  and 
equipment:  machine  tools;  and  the  alter- 
ation or  installation  of  any  of  the  fore- 
going. * 

§  400.201-9  Sources  of  supplies.  The 
term  "sources  of  supplies"  shall  include 
only  (i)  manufacturers  or  (11)  regular 
dealers  in  the  supplies  to  be  procured. 
A  "regular  dealer"  shall  be  deemed  to  be 
any  one  of  the  following: 

( a )  A  person  or  firm  regularly  carrying 
a  stock  of  the  supplies  being  procured, 
and  having  a  warehouse  or  place  of  busi- 
ness from  which  sales  are  made ; 

(b)  A  bona  fide  manufacturer's  agent 
regularly  employed  on  a  salary  or  com- 
mission basis  by  one  or  more  manufac- 
turers of  the  supplies  being  procured,  pro- 
vided such  agent  has  authority  to  bind 
the  manufacturer,  and  provided  fxuther 


that  any  procurement  of  supplies  from  or 
through  such  agent  results  in  a  contract 
Issued  in  the  name  of  the  principal; 

(c)  In  the  case  of  supplies  of  particular 
kinds  (liunber  and  timber  products,  coal, 
machine  tools,  or  hay,  grain,  feed,  and 
straw)  a  person  or  firm  satisfying  the 
requirements  of  41  CFR  201.101  (b) 
(Article  101  (b)  of  the  regulations  pre- 
scribed by  the  Secretary  of  Labor  under 
the  Walsh-Healey  Public  Contracts  Act 
(act  of  June  30, 1936;  41  U:  S.  C.  35) ). 

SXTBPART  C — BASIC  POUdlS 

I  400  3C0  Scope  of  subpart.  This  sub- 
part sets  forth  the  general  procurement 
policies  of  the  Departments  with  respect 
to  (a)  methods  of  procurement,  (b) 
sources  of  supjrfy  (including  govern- 
mental and  foreign  purchases),  (c)  in- 
eligible contractors  and  disqualified  bid- 
ders, (d)  types  of  contracts,  and  (e) 
specifications. 

S  400.301  Methods  of  procurement.  It 
shall  be  the  objective  of  each  Depart- 
ment to  use  that  method  of  procurement 
which  will  be  most  advantageous  to  the 
Government — price,  quality,  and  other 
factors  considered.  The  two  principal 
methods  of  procurement  are  by  means  of 
formal  advertising  and  by  means  of  ne- 
gotiation. Procurement  shall  generally 
be  effected  by  advertising  for  bids  and 
thereafter  awarding  a  contract  to  the 
lowest  responsible  bidder,  all  in  accord- 
ance with  the  detailed  requirements  and 
procedxires  set  forth  in  Part  401  of  this 
subchapter.  Procurement  may  be  ef- 
fected by  negotiation,  however,  when  au- 
thorized by  and  conducted  In  accordance 
with  the  detailed  requirements  and  pro- 
cedures set  forth  in  Part  402  of  this  sub- 
chapter. Procurement  may  also  be  ef- 
fected, as  provided  in  Parts  403  and  404 
^f  this  subchapter,*  by  such  means  as 
(a)  coordinated  procurement  or  (b)  In- 
terdepartmental iMtKUrement. 

I  400.302    Sources  of  supplies. 

§  400.302-1  Government  agencies.  To 
the  extent  possible,  supplies  shall  be  ob- 
tained from  surplus  property  in  the  hands 
of  disposal  agencies,  or  from  surplus  or 
excess  stocks  In  the  han<ls  of  any  Gov- 
ernment agency.  InterpaHmental  pur- 
chases shall  be  made  in  accordance  with 
the  provisions  of  Part  404  of  this  sub- 
chapter. 

S  400.302-2  Sources  outside  the  Gov- 
ernment. Irrespective  of  whether  the 
procurement  of  supplies  or  services  from 
sources  outside  the  Government  is  to  be 
effected  by  formal  advertising  or  by  ne- 
gotiation, competitive  proposals  ("bids" 
in  the  case  of  procurement  by  formal 
advertising,  "quotations"  In  the  case  of 
procurement  by  negotiation)  shall  be 
solicited  from  all  such  qualified  sources  of 
supplies  or  services  as  are  deemed  nec- 
essary by  the  Contracting  Officer  to  as- 
sure such  full  and  free  competition  as  is 
consistent  with  the  procurement  of  types 
of  supplies  and  services  necessary  to  meet 
the  reqiiirements  of  the  Department  con- 
cerned, and  thereby  to  obtain  for  the 
Government  the  most  advantageous  con- 
tract— price,  quality,  and  other  factors 
considered. 
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I  400.302-3  Small  business  concerns. 
It  shall  be  the  policy  of  each  Department 
to  place  with  small  biisiness  concerns 
(herein  considered  to  be  any  concern 
which  employs  fewer  than  500  persons)  a 
fair  proportion  of  the  total  procurement 
of  supplies  and  services  for  that  Depart- 
ment. As  a  means  of  carrying  out  this 
policy,  and  when  not  clearly  to  the  dis- 
advantage of  the  Department,  the  pro- 
curement of  supplies  or  services  shall  be 
divided  into  such  reasonably  small  lots  as 
will  enaMe  and  encourage  small  business 
concerns  to  mtUce  bids  or  quotations  on 
such  supplies  or  services  or  on  portions 
thereof.  Each  Department  shall  main- 
tain a  record  of  the  total  value  of  all  con- 
tracts placed  by  it  during  each  fiscal  year 
with  small  business  concerns,  and  shall 
prepare  an  annual  report  thereon,  as  of 
the  end  of  each  fiscal  year  and  In  the 
form  and  manner  to  be  prescribed  by  the 
Department,  to  be  submitted  to  the  Mu- 
nitions Board  In  the  National  Military 
Establishment  for  the  preparation  of  a 
combined  Armed  Services  report  to  be 
submitted  to  the  President.  To  this  end, 
each  Department  shall,  in  soliciting  com- 
petitive proposals,  request  any  necessary 
Information  as  to  the  size  of  each  busi- 
ness concern  submitting  a  proposal. 

8  400.302-4  Foreign  purchases.  For- 
eign purchases  shall  be  made  in  accord- 
ance with  the  provisions  of  Part  405  of 
this  subchapter'  and  upon  compliance 
with  any  other  applicable  provisions  of 
this  subchapter. 

8  400.303  Ineligible  contractors  and 
disqualified  bidders.  In  accordance  with 
Its  own  prociu-ement  procedures,  each 
Department  shall  maintain,  and  make 
available  to  all  procurring  activities  of 
that  Department,  a  current  list  of  Ineligi- 
ble contractors  and  disqualified  bidders, 
which  list  shall  (a)  comprise  the  follow- 
ing different  groups  of  persons  and  firms, 
(b)  Indicate  the  reason  for  placing  each 
person  or  firm  on  such  list,  and  (c)  in- 
dicate the  extent  to  which  each  procur- 
ing activity  Is  restricted  in  its  dealings 
with  any  person  or  firm  on  such  list: 

(1)  Persons  and  firms  listed  by  the 
Comptroller  General  in  accordance  with 
the  provisions  of  section  3  of  the  Walsh- 
Healey  Public  Contracts  Act  (Act  of  June 
30, 1936;  41  U.  S.  C.  35)  which  have  been 
found  by  the  Secretary  of  Labor  to  have 
violated  any  of  the  agreements  or  repre- 
sentations required  by  that  act. 

(2)  Persons  and  firms  listed  by  the 
Department  of  Labor  which  have  been 
held  Ineligible  to  be  awarded  contracts 
subject  to  the  Walsh-Healey  PubUc 
Contracts  Act  (that  Is.  any  contract  for 
supplies  In  an  amount  exceeding  $10,000) 
for  the  reason  that  they  do  not  qualify 
as  "manufacturers"  or  "regular  dealers" 
within  the  meaning  of  section  1  (a)  of 
said  act. 

(3)  Persons  and  firms  listed  by  the 
Comptroller  General  in  accordance  with 
the  provisions  of  section  3  of  the  Davis - 
Bacon  Act  (act  of  March  3,  1931;  40 
U.  S.  C.  276a)  found  by  the  Comptroller 
General  to  have  violated  said  act. 

(4)  Contractors  who  have  been  dls- 
Quallfled  or  declared  Ineligible  In  accord- 
ance with  {NTOcedures  jM^scribed  by  each 

'  mpectlve  Department 
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I  400.303-1  Additions  to  and  removals 
from  trie  Ust  of  ineligible  contractors  and 
disqualified  bidders.  The  names  of 
contractors  or  bidders  shall  be  placed  on 
or  removed  from  a  Department's  list  of 
Ineligible  contractors  and  disqualified 
bidders  in  accordance  with  procediures 
prescribed  by  that  Department. 

8  400.303-2  Exchange  of  lists.  Each 
Department  shall  forward  a  copy  of  its 
list  to  the  other  Departments,  and  shall 
keep  the  other  Departments  advised  of 
changes  therein. 

9  400.304  Types  of  contracts.  Only 
the  fixed-price  or  lump-sum  type  of  con- 
tract shall  be  used  for  procurement  by 
formal  advertising.  For  procurement 
by  negotiation,  it  shall  be  the  general 
practice  for  the  fixed-price  type  of  con- 
tract to  be  used  (with  or  without  pro- 
vision for  price  revision) .  afthough  under 
such  method  of  procurement  it  shall  be 
permissible  to  use  any  other  method  of 
contracting  which  complies  with  the  ap- 
plicable provisions  of  Subpart  D  of  Part 
402  of  this  subchapter. 

8  400.305  Specifications.  There  shall 
be  one  system  of  military  specifications 
to  be  used  by  all  Departments  in  accord- 
ance with  policies  and  procedures  to  be 
established  by  the  Munitions  Board. 
Existing  or  new  specifications,  and 
amendments  thereto,  may  be  used  until 
superseded  or  revised.  Applicable  Fed- 
eral Specifications,  as  prepared  by  the 
Director  of  the  Bureau  of  Federal  Sup- 
ply, Treasury  Department,  are  acceptable 
for  use.  If  for  administrative  reasons  an 
applicable  Federal  specification  cannot 
be  used  to  meet  the  particular  or  essen- 
tial needs  of  a  Department,  purchase 
specifications  of  that  Department  may 
then  be  used:  Provided,  That  such  spec- 
ifications shall  include  In  substance  all 
applicable  provisions  of  the  related  Fed- 
eral spedflcation,  and  a  report  showing 
the  need  for  the  use  of  such  purchase 
specifications  (whenever  the  purchase 
exceeds  $1,000  and  whenever  there  is  in 
existence  an  applicable  Federal  Specifi- 
cation) shall  be  made  to  the  Director  of 
the  Bureau  of  Federal  Supply,  which  re- 
port shall  suffice  for  all  subsequent  pur- 
chases of  a  similar  nature. 

SUBPART   X>— PROCTJBXiaNT   KXSPONSXBIUTT 
AKD  ATJTHOMTT 

8  400.400  Scope  of  subpart.  This  sub- 
part deals  with  the  procurement  respon- 
sibility and  authority  of  (a>  the  head  of 
each  procuring  activity,  and  (b)  Con- 
tracting Officers ;  and  Imposes  limitations 
upon  the  authority  to  enter  into  con- 
tracts. 

8  400.401  Responsibility  of  each  pro- 
curing activity.  Except  as  otherwise  pre- 
scribed byrprocedures  of  each  respective 
Department,  the  head  of  each  procuring 
activity,  as  now  or  hereafter  established, 
is  responsible  for  the  procurement  of  sup- 
plies and  services  under  or  assigned  to 
the  procurement  cognizance  of  his  activ- 
ity. The  head  of  each  procvurlng  activity 
is  authorized,  within  limits  Imposed  by 
his  Department,  to  designate  such  per- 
son or  persons  as  he  may  select  as  Con- 
tracting Officers,  within  the  meaning  of 
that  term  m  used  throughout  this  sub- 
chapter. 
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8  400.402  General  auttiority  of  con- 
tracting officers.  In  accordance  with 
the  provisions  of  8  400.401.  and  sub« 
Ject  to  the  requirements  prescribed 
In  88  400.403,  400.404,  and  400.405,  any 
Contracting  Officer  is  hereby  authorized 
to  enter  Into  contracts  for  supplies  or 
services.  In  accordance  with  procedures 
prescribed  by  the  Department  concerned, 
on  behalf  of  the  Government  and  in  the 
name  of  the  Un^ed  States  of  America, 
whether  by  formal  advertising  or  by  ne- 
gotiation or  by  coordinated  or  interde- 
partmental procurement  as  provided 
herein. 

8  400.403  Requirements  to  be  met  be- 
fore  entering  into  contracts.  Irrespec- 
tive of  whether  procurement  is  to  be 
effected  by  formal  advertising  or  by  ne- 
gotiation, no  contract  shall  be  entered 
Into  unless: 

(a)  All  applicable  requirements  of  law. 
of  this  subchapter,  and  of  procedures 
prescribed  by  each  respective  Depart- 
ment have  been  met;  and 

(b)  Such  business  clearance  or  ap- 
proval as  is  prescribed  by  applicable  De- 
partment procedures  has  been  obtained. 

8  400.404  Special  requirements  to  be 
met  before  entering  into  negotiated  con- 
tracts.  In  addition  to  the  requirements 
set  forth  in  8  400.403.  no  contract  shall 
be  entered  Into  as  a  result  of  negotiation 
until  such  determinations  and  findings 
as  may  be  required  with  respect  to  the 
circumstances  Justifying  negotiation  and 
with  respect  to  the  use  of  a  special 
method  of  contracting  have  been  made 
by  the  persons  and  in  the  manner  pre- 
scribed in  Subparts  C  and  D  of  Part  402. 
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See. 

401.406-1 

401.400 

401.400-1 

401.406-a 

401.400-* 

401 .406-4 

401.406-6 


401.407 


401JS00 
401.601 
401.603 


X>iacl<mirt     of     BilBtakes     after 

amrd. 
Award. 

Recponalble  bidder. 
Dlacounta. 

Otber  factor*  to  be  coxuldered. 
■qual  bids. 
BUteznent     and     certlflcaU     of 

award. 
Information  to  bld«im|, 

wawrutt  s— QUA^FiB  nouucrs 

Scope  of  eubpart. 
Authority  for  quaUfled  product*. 
Juatlflcatlon     for     Inclusion     of 
product*  on  Qualified  Product* 
Ust. 

401JS08        Qualllk»tloin  of  product*. 

401Ji08-l    Opportunity  to  qtiallfy. 

401 .603-3    Testing  of  product. 

401.608-8    Notification  to  manufacturer. 

401.604        Qualified  Product  LUt*. 

401.504-1     Joint  Anny-Navy-Alr  Force  list*. 

401.604-3    Department  lists. 

401Ji04-3    Form  and  distribution  at.  lists. 

401.604-4    Promotional  purpose*. 

401.604-6    Requirement  that  ll*t*  be  kept 
open. 

401.604-0    Withdrawal  of  approval. 

401 A06        Procurement   of   qtwllfied   prod- 
uct*. 

401.606-1    Contract*  entered  Into  by  formal 
adTertl*lng. 

401.606-3    Solicitation  of  bid*. 

401.606-8    Contracts  entered  into  by  nego- 
tiation. 


AuTBocrrr:  li  401.000  to  401.606-3  Issued 
under  sw:.  1  (a),  (b).  64  BUt.  712.  85  SUt. 
888,  Pub.  Law  413,  80th  C(xig.:  41  U.  8.  C. 
preceding  sec.  1.  note.  60  U.  S.  C.  App. 
001-623;  E.  O.  9001,  Dec.  27, 1941,  8  CFR.  cum. 
8app. 

8  401.000  Scope  o/  part.  ThLs  part 
seta  forth,  on  the  basis  of  the  provisions 
of  and  authority  contained  In  the  act. 
(a)  the  basic  requirements  for  the  pro- 
curement of  supplies  and  services  by 
means  of  formal  advertising,  (b)  the  in- 
formation to  be  contained  in  forms  used 
for  the  solicitation  of  bids,  (c)  methods 
of  soliciting  bids,  (d)  policies  with  re- 
spect to  the  submission  of  bids,  (e)  re- 
quirements for  the  opening  and  evalua- 
tion of  bids  and  for  the  awarding  of 
contracts,  and  (f)  requirements  for  the 
procurement  of  qualified  products. 

8X7BPAXT  A — T7SI  OF  FOMCAL  AOVKKTISDrO 

9  401.101  Meaning  of  formal  adver- 
titing.  As  used  throughout  this  sub- 
chapter, formal  advertising  means  that 
method  of  procurement  prescribed  In  this 
part  with  respect  to  comi^ltive  bids  and 
awards. 

S  401.102  Use  of  formal  advertising. 
In  accordance  with  the  basic  policies  set 
forth  in  Subpart  C  of  Part  400  of  this 
subchapter,  procurement  of  supplies  and 
services  shall  generally  be  effected  by 
formal  advertising.  Bids  shall  be  solic- 
ited from  all  such  qualified  sources  of 
supplies  or  services  as  are  deemed  neces- 
sary by  the  Contracting  Oflicer  to  assure 
such  full  and  free  competition  as  is  con- 
sistent with  the  procurement  of  the  re- 
quired supplies  or  services.  Current  lists 
of  bidders  shall  be  maintained  by  each 
purchasing  ofiBce. 

i  401.103  General  requirements  for 
formal  advertising.  No  contract  shall 
be  entered  into  as  a  result  of  formal  ad- 
vertising unless  and  until  all  of  the  fol- 
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lowing  requirements  have  been  satisfied: 

(a)  Bids  have  been  solicited  In  accord- 
ance with  the  requirements  of  Subpart 
B  of  this  part; 

(b)  Bids  have  been  submitted  in  ac- 
cordance with  the  requirements  of  Sub- 
part C  of  this  part; 

(c)  All  applicable  requirements  of  law, 
of  this  subchapter,  and  of  procedures 
prescribed  by  each  respective  Depart- 
ment have  been  met; 

(d)  Such  business  clearance  or  ap- 
proval as  is  prescribed  by  applicable  De- 
partment procedures  has  been  obtained; 
and 

(e)  Award  has  been  made  to  that  re- 
sponsible bidder  whose  bid.  conforming 
to  the  Invitation  for  Bids,  will  be  most 
advantageous  to  the  Qovemment,  price 
and  other  factors  considered,  as  pre- 
scribed m  Subpart  D  of  this  part. 

SUBPAKT  B— aOUCITATIOM  or  BIM 

1401.300  Scope  of  subpart.  This  sub- 
part deals  with  (a)  the  preparation  of 
forms  to  be  used  in  the  solicitation  of 
bids,  and  (b)  methods  of  soliciting  bids. 

8  401.201  Preparation  of  forms.  The 
form  or  forms  to  be  used  In  the  solicita- 
tion of  bids  shoiild  contain  substantially 
the  following  information  and  any  other 
information  required  by  procedures  pre- 
scribed by  each  respective  Department. 

(a)  Invitation  for  hid». 

(I)  InTltation  number. 

(II)  Nam*  and  addreM  of  lasxilng  activity. 
(Ul)  Date  of  Issuance. 

(Iv)  Date,  hourrand  place  of  opening. 

(b)  Bid.  Bid  blanks  are  to  be  filled  In  by 
the  bidder,  and  each  bid  Is  to  be  executed  In 
accordance  with  Instructions  to  bidders. 

(c)  Schedule. 

(1)  Number  of  pages. 

(U)  Requisition  (or  other  purchase  au- 
thority) ,  appropriation,  and  accounting  data. 

(Ill)'  Discount  provisions  (Including  the 
removal  of  or  chances  In  standard  discount 
provisions  whenever  It  Is  expected  that 
prompt-payment  discounts  cannot  be  taken 
according  to  a  time  schedtile  set  forth  In  the 
printed  form). 

(Iv)  Quantity  of  supplies  or  services  to  be 
furnished  under  each  item,  and  any  provi- 
sion for  quantity  variation. 

(V)  Description  of  supplies  or  services  to 
be  furnished  imder  each  item,  tuch  descrip- 
tion to  be  in  accordance  with  Che  provisions 
of  S  400.305  of  thU  subchapter  relating  to 
specifications  and  with  procedures  pre- 
scribed by  each  respective  Department. 

(vi)  Whenever  specifications  require  prior 
testing  and  qualification  of  products,  the 
right  to  reject  bids  offering  products  which 
do  not  meet  this  requirement  of  prior  test- 
ing and  qualification  must  be  expressly  re- 
served either  in  the  specification  Itself  or  In 
the  8<;hedule.     (See  I  401.506-2.) 

(vll)  Time,  place,  and  method  of  delivery. 

(vlli)  Permission,  if  any,  to  submit  tele- 
graphic bids. 

(Ix)  Permission,  If  any,  to  submit  alterna- 
tive bids.  Including  alternative  i&aterlals  or 
designs. 

(X)  Requirement,  in  the  case  of  advertising 
for  the  construction  of  Naval  vessels,  that  the 
bidder  'file  with  hU  bid  the  estimate*  on 
which  the  bid  U  baaed. 

(xl)  Preservation,  packaging,  packing,  and 
marking  requirements,  If  any. 

(xil)  Place,  method,  and  condition*  of  In- 
*p*ctlon. 

(zlll)  Bond  and  rarety  rtqiilrement*,  if 
any. 

(xlv)  8p«elal  provlalon*  relating  to  ruch 
matters  a*  OovanuoMnt-fumlalMd  i^operty, 
progress  paymento,  patent  license*,  liquidated 


damage*,  profit  limitation*,  etc..  Provided, 
That  any  such  *p*clal  prdvlaion*  are  author> 
laed. 

(d)  Oeneroi  provisions  or  conditions.  In 
addition  to  the  apeclai  provisions  set  forth 
In  the  Schedule,  each  soltclUtlon  of  bid* 
shall  include  such  general  contract  provi- 
sions or  conditions  as  are  required  by  law, 
by  thU  subchapter,  and  by  procedures  pre- 
ecrlbed  by  each  respective  Department. 

9  401.202  Methods  of  soliciting  bids. 
Bids  ^all  be  solicited  by  the  methods 
prescribed  in  99  401.202-1  and  401.202-2. 
and  by  any  other  of  the  following  meth- 
ods as  are  deemed  necessary  by  the  Con- 
tracting Officer  in  order  to  assure  full 
and  free  competition.  Provided.  That 
(a)  bids  shall  be  solicited  sufficiently  in 
advance  of  the  opening  of  bids  to  allow 
bidders  an  adequate  opportunity  to  pre- 
pare and  submit  their  bids,  and  (b)  bids 
with  respect  to  classified  purchases  shall 
be  solicited  in  accordance  with  proce- 
dures prescribed  by  each  respective 
Department. 

9  401.202-1  Mailing  or  delivering  to 
prospective  bidders.  The  form  or  forms 
to  be  used  in  the  solicitation  of  bids  shall 
be  filled  out  and  mailed  (or  delivered) 
to  each  prospective  bidder. 

9  401.20^2  Displaying  in  public  place. 
Copies  of  the  form  or  forms  to  be  used 
in  the  soliclUtlon  of  bids  shall  be  filled 
out  and  displayed  at  the  purchasing  ofBce 
or  at  some  other  appropriate  public  place. 

9  401.202-3  Publishing  in  trade  tour" 
nals.  A  brief  announcement  of  the  pro- 
posed purchase  may  be  made  available 
for  free  publication  to  trade  journals  or 
magazines  whose  subscribers  are  manu- 
facturers of  or  dealers  in  the  supplies  or 
services  being  procured. 

9  401.202-4  Publishing  in  newspa- 
pers. The  essential  details  of  any  pro- 
posed purchase  may  be  made  available 
to  newspapers  for  free  publication.  Paid 
advertisements  in  newspapers  shall  gen- 
erally not  be  used;  but  when  It  is  deemed 
necessary  in  order  to  secure  effective 
competition,  a  brief  announcement  of 
the  proposed  purchase  may  be  inserted 
In  newspapers  as  paid  advertisements, 
subject  to  the  following  conditions: 

(a)  Written  authority  for  such  publi- 
cation has  been  obtained  from  the  Sec- 
retary of  the  Department  concerned  or 
from  his  duly  authorized  representative; 

(b)  All  requirements  of  law  set  forth 
in  44  U.  S.  C.  321-324  have  been  met;  and 

(c)  The  advertisement  shall  be  pre- 
pared In  accordance  with  General  Regu- 
lations No.  109,  issued  December  20,  1946 
by  the  General  Accounting  OfBce  (26 
Comp.  Gen.  986). 

9  401.203  Office  of  permanent  record. 
EJach  purchasing  office  is  the  office  of  per- 
manent record  for  every  invitation  for 
bids  issued  and  distributed  by  it  and  for 
every  abstract  or  record  of  bids.  The  file 
of  the  invitation  for  bids  should  show  the 
distribution  which  was  m.ade  and  the 
date  thereof. 

iSITBPAKT  C — SUBMISSION  OF  BIM 

9  401.301  Method  of  submission. 
Bids  shall  be  filled  out.  eitecuted.  and 
submitted  by  each  bidder  in  accordance 
with  the  instructions  accompanying  th« 
appropriate    bid    form.     Neither    tele- 
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graphic  nor  alternative  bids  shall  be  con* 
sldered  unless  authorized  by  the  lnvlta« 
tion  for  bids  or  its  accompanying  papers. 

9  401.302  Time  of  submission.  Bids 
shall  be  submitted  in  sufficient  time  to 
reach  the  designated  office  prior  to  the 
time  fixed  for  opening.  Bids  received 
after  the  time  fixed  for  opening  are  late 
bids;  and  the  exact  date  and  hour  of 
mailing  such  bids,  as  shown  by  the  can- 
cellation stamp  or  by  the  stamp  of  an 
approved  metering  device,  shall  be  re- 
corded. Such  late  bids  shall  be  consid- 
ered :  Provided.  They  are  received  before 
the  award  has  been  made.  And  provided. 
The  failure  to  arrive  on  time  was  due 
solely  to  a  delay  in  the  msUls  for  which 
the  bidder  was  not  responsible;  other- 
wise, late  bids  shall  not  be  considered  but 
shall  be  held  unopened  until  the  time  of 
award  and  then  returned  to  the  bidder, 
unless  other  disposition  is  requested  or 
agreed  to  by  the  bidder. 

9  101.303  Modification  or  toithdfawal 
of  bids.  Bids  may  be  modified  or  with- 
drawn, at  any  time  prior  to  the  time  fixed 
for  opening  thereof,  by  written  or  tele- 
graphic notice  received  prior  to  the  time 
fixed  for  opening.  After  the  opening  of 
bids,  no  bid  may  be  modified  (except  as 
provided  in  S9  401.404  and  401.405)  or 
withdrawn  unless  such  modification  or 
withdrawal  is  received  before  the  award 
has  been  made  and  either  (a)  failure  of 
the  modflication  or  withdrawal  to  arrive 
prior  to  the  time  fixed  for  opening  wGis 
due  solely  to  a  delay  In  the  mails  for 
which  the  bidder  was  not  responsible  or 
(b)  modification  is  in  the  Interest  ^of  the 
Government  and  not  prejudicial  to  the 
other  bidders. 

SUBPART  D— OPENING  OF  BIOS  AND  AWARD  OF 
CONTRACT 

9  401.400  Scope  of  subpart.  This 
subpart  deals  with  (a)  the  opening  and 
recording  of  bids,  (b)  the  rejection  of 
bids,  (c)  informalities^ Irregularities,  and 
mistakes  in  bids,  and  (d)  the  evaluation 
of  bids  and  the  awarding  of  contracts. 

9  401.401  Opening  of  bids.  AU  bids 
received  prior  to  the  time  of  opening  will 
be  kept  secure  and  unopened  until  the 
time  of  opening  (except  that  ap  unidenti- 
fied bid  may  be  opened  solely  for  purposes 
of  identification:  Provided.  That  such 
bid  shall  be  resealed  Immediately  and 
that  no  information  obtained  therefrom 
shall  be  disclosed) .  whereupon  they  shall 
be  publicly  opened  and  read  aloud  by  the 
Government  official  whose  duty  It  is  to 
open  the  bids.  Whereas  it  is  the  primary 
responsibility  of  bidders  to  prepare  their 
bids  correctly  and  completely,  neverthe- 
less it  is  the  duty  of  the  Contracting 
Officer,  after  the  opening  of  bids  and 
prior  to  award,  to  examine  all  bids  for 
minor  informalities  or  irregiilarities  and 
for  obvious  or  apparent  mistakes  (as  re- 
ferred to  In  9  401.404  and  401.405  re- 
spectively) .  The  original  bids  shall  not 
be  allowed  to  pass  out  of  the  hands  of  an 
official  of  the  Government,  except  when 
a  duplicate  bid  cannot  be  made  available 
for  public  inspection,  and  then  only 
under  the  immediate  supervision  of  an 
official  of  the  Government  and  imder 
conditimis  which  preclude  the  possi- 
bility of  a  substitution,  addition,  deletion, 
or  alteration  in  the  Wd. 
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9  401.402  Recording  of  bids.  The 
names  of  the  bidders  and  the  prices  bid 
shall  be  entered  in  an  abstract  or  record 
which  shall  be  available  for  puMlc  in- 
spection. When  the  items  are  too  numer- 
ous to  warrant  the  recording  of  all  bids 
completely,  an  entry  shall  be  made  of  the 
opening  date,  invitation  number,  gen- 
eral description  of  the  material,  lot 
number,  and  total  bid  price.  As  soon  as 
all  bids  have  been  opened  and  read,  the 
official  in  charge  shall  make  the  certifi- 
cation in  the  record  in  accordance  with 
procedures  prescribed  by  each  respective 
Department. 

9  401.403  Refection  of  bids.  Any  bid 
which  does  not  conform  to  the  essential 
requirements  of  the  invitation  for  bids 
shall  be  rejected:  Provided.  That  any 
such  bid  may  be  considered  when  in  the 
interest  of  the  Government  and  not  prej- 
udicial to  the  other  bidders.  All  bids  may 
be  rejected  by  the  Contracting  Officer 
(a)  when  rejection  is  in  the  interest  of 
the  Government,  or  (b)  when  he  finds  in 
writing  that  the  bids  are  not  reasonable, 
or  were  not  independently  arrived  at  in 
open  competition,  or  are  collusive,  or 
were  submitted  in  bad  faith:  Provided. 
That,  if  negotiation  is  to  be  used  after 
any  such  rejection  of  all  bids,  the  re- 
quirements of  9  402.215  of  this  subchap- 
ter must  be  satisfied.  The  originals  of 
all  rejected  bids,  and  any  written  find- 
ings with  respect  to  rejections,  shall  be 
preserved  with  the  papers  relating  to  the 
proposed  purchase.  Reports  of  possible 
violations  of  the  antitrust  laws  or  of  any 
other  Federal  criminal  statutes  relating 
to  procurement  shall  be  made  by  each 
respective  Department  in  accordance 
with  procedures  prescribed  by  that  De- 
partment: Provided.  That  any  evidence 
of  bids  not  Independently  arrived  at 
shall  be  forwarded  to  the  Department  of 
Justice. 

9  401.404  Minor  informalities  or  in- 
regularities  in  bids.  The  Contracting 
Officer  shall  give  to  the  bidder  an  oppor- 
tunity ^o  cure  any  deficiency  resulting 
from  a  minor  Informality  or  irregularity 
in  a  bid,  or  in  the  alternative,  when  it 
Is  not  to  the  disadvantage  of  the  Govern- 
ment, may  waive  any  such  deficiency 
when  time  does  not  permit  the  curing 
thereof,  niustrative  examples  of  minor 
informalities  or  irregularities  are  the  fol- 
lowing: inadvertent  failure  to  furnish 
bid  bond  with  bid;  failure  to  affix  cor- 
porate seal;  failure  to  furnish  required 
catalogs,  cuts  or  descriptive  data.  ■ 

9  401.405    Mistakes  in  bids. 

9  401.405-1  Obvious  or  apparent  mis- 
takes of  a  clerical  nature.  Any  clerical 
mistake  obvious  or  apparent  on  the  face 
of  a  bid  may  be  corrected  by  the  Con- 
tracting Officer  prior  to  .award:  Provided, 
There  has  first  been  obtained  from  the 
bidder,  in  response  to  a  request  for  veri- 
fication of  the  bid,  a  statement  as  to  any 
such  mistake  therein.  Illustrative  ex- 
amples of  such  obvious  or  appyent  mis- 
takes are  the  following:  obvious  error  in 
placing  decimal  point;  obvious  discount 
errors  (for  examine— 1  per  cent  10  days, 
2  per  cent  20  days,  B  per  cent  30  days) ; 
erroneous  quotatioof  of  a  lower  priot 
f .  0.  b.  desttnatton^m  t  o.  b.  factory. 
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9  401.405-2  Mistakes  other  than  obvi- 
ous or  apparent  mistakes  of  a  clerical 
nature.  In  the  case  of  any  Suspected  or 
alleged  mistake  in  a  bid  other  than  an 
obvious  or  apparent  clerical  mistake  <m 
the  face  of  the  bid,  the  Contracting  Offi- 
cer shall  obtain  from  the  blddei'.  prior 
to  award,  either  a  verification  qf  the  bid 
or  evidence  in  support  of  the  mistake, 
whereupon  the  case  shall  be  processed  to 
the  General  Accoimting  Office  in  accord- 
ance with  procedures  prescribed  by  each 
respective  Department:  Provided.  That: 

(a)  If  the  bidder  fails  or  refuses  to 
furnish  evidence  in  support  of  the  mis- 
take, the  Contracting  Officer  shaU  con- 
sider the  bid  in  the  form  submitted;  or 

(b)  If  time  does  not  permit  processing 
in  accordance  with  customary  proce- 
dures, and  If  there  is  no  room,  for  doubt 
as  to  the  price  or  other  terms  intended 
in  the  bid  in  which  a  mistake  occurred, 
the  Contracting  Officer  (1)  in  the  case 
of  a  mistake  in  the  lowest  bid  which  as 
clearly  intended  would  not  be  the  lowest 
bid.  may  disregard  such  bid,  or  (2)  in 
the  case  of  a  mistake  in  the  lowest  bid 
which  as  clearly  intended  would  still  be 
the  lowest  bid,  shall  make  the  award  on 
the  basis  of  such  low  bid  as  originally 
submitted,  but  subject  to  correction  if 
authorized  by  the  General  Accounting 
Office,  or  (3)  in  the  case  of  a  mistake  in 
any  bid  other  than  the  lowest  bid.  shall 
consider  such  bid  on  the  basis  of  its  price 
or  other  terms  as  clearly  intended. 

Whenever  a  mistake  in  bid  Is  to  be 
processed  in  accordance  with  customary 
procedures,  the  following  papers  should 
accompany  a  copy  of  the  bid  which  con- 
tains the  suspected  or  alleged  mistake: 

(DA  copy  of  the  invitation  for  bids; 

(ii)  An  abstract  or  record  of  bids  re- 
ceived ; 

(ill)  A  statement  from  the  bidder,  and 
any  additional  supporting  evidence  such 
as  work  sheets  or  other  data  used  in  pre- 
paring the  bid.  setting  forth  the  com- 
plete facts  on  which  the  allegation  of 
mistake  is  based  and  requesting  such 
definite  relief  as  withdrawal  of  the  bid» 
change  in  bid  price.,  etc.;  and 

(iv)  A  statement  from  the  Contracting 
Officer  showing  the  date  when  notice  of 
the  alleged  mistake  was  received,  and  any 
additional  information  he  may  have  as  to 
the  alleged  mistake,  together  with  his 
recommendations. 

9  401.406«Q  Disclosure  of  mistakes 
after  auwrd.  When  an  alleged  mistake 
in  a  bid  is  disclosed  after  award  has  been 
made,  the  case  shall  be  processed  in 
accordance  with  procedures  prescribed 
by  each  respective  Department. 

9  401.406  Award.  Award  shall  be 
made  with  reasonable  promptness  by 
writti0i  notice  to  that  responsible  bidder 
whose  bid,  conforming  to  the  invitation 
for  bids,  will  be  most  advantageous  to  the 
Government,  price  and  other  factors  con- 
sidered: Provided,  That  an  award  shall 
not  be  made  to  other  than  the  lowest 
responsible  bidder  except  in  accordance 
with  procedures  prescribed  by  each  re- 
spective Department.  Award  will  be  ef- 
fected by  mailing  or  delivering  to  the 
bidder  a  properly  executed  award  or  pre- 
liminary notice  of  award. 
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1401.406-1  Responsfble  bidder.  A 
"responsible  bidder"  Is  a  bidder  who  sat- 
isfies all  of  the  following  requirements: 

(a)  Is  a  manufacturer  or  regular 
dealer,  as  defined  In  9  400.201-9; 

(b)  Is  financially  and  otherwise  able  to 
perform  the  contract;  and 

(c)  Is  otherwise  qualified  and  eligible 
by  law  and  under  this  subchapter. 

9  401.406-2  Discounts.  In  determin- 
ing which  of  several  bids  received  is  the 
lowest,  any  discount  offered  shall  be  de- 
ducted from  the  bid  price  under  the 
assumption  that  the  discoimt  shall  be 
taken,  unless  it  is  known  with  reasonable 
certainty  that  the  Government  cannot 
take  advantage  of  the  discount  within  the 
time  specified.  If,  when  the  bids  are 
opened,  facts  become  known  which  ren- 
der it  necessary  to  disregard  a  discount,  a 
full  statement  of  the  facts  and  circum- 
stances and  of  the  reasons  for  the  action 
taken  shall  be  entered  upon  the  abstract 
or  record  of  bids  and  on  U.  8.  Standard 
Form  1036  (as  referred  to  in  9  401.406-6) 
whenever  such  bid  would  have  been  the 
lowest  bid  received  if  the  discount  offered 
were  taken. 

9  401.406-3  Other  factors  to  be  con- 
sidered. Among  other  factors  besides 
price  that  may  be  considered  in  making 
an  award  are  the  following: 

(a)  Judgment,  skill,  and  integrity  of  a 
bidder; 

(b)  Reputation  and  experience  of  a 
bidder,  and  prior  work  of  a  similar  nature 
done  by  him; 

(c)  Foreseeable  costs  or  delays  to  the 
Government  resulting  from  differences  in 
inspection,  shipping,  location  of  sup- 
plies, etc.; 

(d)  Changes  made  or  requested  in  any 
of  the  provisions  of  the  solicitation,  to  Uie 
extent  that  any  such  change  does  not 
constitute  ground  for  rejection  of  the  bid 
under  the  provisions  of  9  401.403; 

(e)  Restrictions  or  conditions  Imposed 
in  the  bid;  and 

( f )  Advantages  or  disadvantages  to  the 
Government  that  might  result  from  mak- 
ing multiple  awards. 

9  401.406-4  Equal  bids,  (a)  When 
two  or  more  bids  are  equal  in  all  respects 
(taking  into  consideration  cost  of  trans- 
portation, cash  discounts,  and  any  other 
factor  properly  to  be  considered) ,  award 
shall  be  made  by  a  drawing  by  lot  which 
shall  be  witnessed  by  at  least Hhree  per- 
sons and  which  may  be  attended  by  the 
bidders  or  their  representatives. 

(b)  When  award  is  to  be  made  by  lot 
and  the  information  available  shows  that 
the  product  of  a  particular  manufac- 
turer is  offered  by  more  than  one  bid- 
der, a  preliminary  drawing  by  lot  shall 
be  made  to  ascertain  which  of  the  Ud- 
ders offering  the  product  of  a  pcurtltular 
manufacturer  will  be  Included  in  the 
final  drawing  to  determine  the  award. 

i  401.40^-5  Statement  and  oertiflcate 
of  award.  In  connection  with  every  pur- 
chase made  by  formal  advertising,  the 
Contracting  Officer  shall  prepare  and 
execute  a  statement  and  certificate  of 
.  award  on  U.  S.  Standard  Form  1036. 
which  shall  be  attached  to  the  original 
documents  and  papers  constituting  the 
contract  which  are  forwarded  to  the 
General  Accounting  OfQce.     Such  cer- 
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tlflcate  shall  either  (a)  state  that  the 
accepted  bid  was  the  lowest  Wd  received, 
or  (b)  list  all  lower  bids  and  set  forth 
reasons  for  accepting  a  bid  other  than 
the  lowest. 

9  401.407  Information  to  bidders. 
To  the  extent  reasonable  and  iH-acticable, 
and  in  accordance  with  procedures  pre- 
scribed by  each  respective  Department, 
any  bidder  or  his  authorised  representa- 
tive shall  be  famished  with  authorized 
information  in  response  to  iwroper  ques- 
tions, including  the  names  of  the  suc- 
cessful bidders  and  the  prices  at  which 
awards  were  made  for  items  on  which 
the  inquirer  submitted  bids,  or  in  the 
alternative  shall  be  Informed  that  a  copy 
of  the  abstract  or  record  of  bids  is  avail- 
able for  Inspection  at  the  purchasing 
office. 

SUBPAIT  S— QUAUnXO  FRODUCTS 

9  401.500  Scope  0/ subpart.  This  sub- 
part deals  with  (a)  Qualified  Products, 
(b)  lists  of  such  products  established  by 
each  respective  Department  and  by  the 
Army-Navy  Joint  Specifications  Board, 
and  (c)  the  purpose  and  use  of  such  lists 
in  connection  with  the  procurement  of 
sun;>lies. 

9  401.501  Authority  for  Qualified 
Products.  In  those  Instances  where  it 
has  been  shown  to  be  necessary  In  the 
light  of  existing  performance  require- 
ments to  obtain  products  of  requisite 
quality,  each  Department  may  subject 
certain  products  and  materials  to  quali- 
fication test,  and  may  approve  them  for 
use.  The  results  of  such  testing  and 
approval  may  be  set  forth  In  a  Qualified 
Products  List.  Such  lists,  together  with 
the  Qualified  Products  Lists  established 
by  the  Army-Navy  Joint  Specifications 
Board,  shall  be  used  for  the  purpose  and 
in  the  manner  set  forth  in  this  subpart. 

9  401.502  Justification  for  inclusion  of 
products  on  Qualified  Products  List.  A 
product  may  be  Included  in  any  Qualified 
Products  List  only  when  one  of  the  fol- 
lowing conditions  exists: 

(a)  The  time  required  for  testing 
after  award  would  unduly  delay  delivery 
of  the  supplies  being  purchased; 

(b)  The  cost  of  repetitive  testing 
would  be  excessive; 

(c)  The  tests  would  require  expensive 
or  complicated  testing  apparatus  not 
commonly  available; 

(d)  The  interest  of  the  Government 
requires  assurance,  prior  to  award,  that 
the  product  is  satisfactory  for  its  in- 
tended use; 

(e)  The  determination  of  acceptability 
would  require  performance  data  to  sup- 
plement technical  requirements  con- 
tained in  the  specifications. 

9  401.503    Qualification  of  products. 

9  401.80^1  Opportunity  to  qualify. 
Upon  determination  that  a  product  Is  to 
be  covered  by  a  Qualified  Products  List, 
opportunity  shall  be  given,  and  manu- 
factiuvrs  urged,  to  submit  for  qualifi- 
cation tests  any  product  of  the  general 
type  desired.  Publicity  shall  be  given  to 
the  following: 

(a)  Intention  to  place  a  product  on  a 
Qualified  Products  List;  and 

(b)  In  making  future  awards,  the  fact 
that  consideration  may  be  given  only  to 


such  ];Mt)duct8  as  have  been  accepted  for 
inclusion  in  a  Qualified  Products  list. 

9  401.503-2  Testing  of  product.  The 
manner,  extent,  and  cost  of  testing  shall 
be  in  accordance  with  procedures  pre- 
scribed by  each  respective  Department. 
Each  Department  shall  inform  the  other 
Departments  of  such  tests,  and  upon  re- 
quest shall  furnish  reports  thereon  to  the 
other  Departments.  As  a  result  of  sudi 
testing  each  Department  shall  decide 
whether  or  not  the  product  should  be 
placed  on  the  Qualified  Products  list  of 
that  Department.  Products  tested  and 
qualified  by  any  Department  may  be  in- 
cluded in  the  Qualified  Products  List  of — 
any  other  Department. 

9  401.503-3    Notification  to  manufaC' 
turer.    Ea^   Department   shall    notify 
the  manufacturer  submitting  a  product 
for  test  of  the  approval  or  rejection  of 
the  product.    In  the  event  that  the  prod- 
uct Is  jipproved  for  inclusion  In  a  Quali- 
fied Products  list,  notification  thereof 
shall  be  given  to  the  manufacturer  to- 
gether with  a  statement  to  the  effect  that 
such  listing  does  not  (a)  guarantee  ac- 
ceptance of  the  product  in  any  future 
purchase,  (b)  constitute  a  waiver  of  the 
requirements  of  the  schedule  or  the  spec- 
ifications as  to  acceptance.  Inspection, 
testing,  or  other  provisions  of  any  con- 
tract Involving  such  product,  or  (c)  per- 
mit any  statement  of  approval  to  be  re- 
produced, circulated,  referred  to  or  oth- 
erwise used  for  private  commercial  sales, 
promotional  or  advertising  purposes,  and 
that  if  so  used  such  approval  is  subject 
to  cancellation  by  the  Department  con- 
cerned.   In  the  event  that  the  product  is 
not  approved  for  Inclusion  in  a  Qualified 
Products  List,  notice  thereof  shall  be 
given  to  the  manufacturer,  with  a  report 
covering  the  results  obtained  by  the  test. 
Whether  a  product  is  approved  or  re- 
jected, it  will  be  returned  after  test  to 
the  manufacturer  "as  ts"  (unless  de-  - 
stroyed  in  testing). 

9  401.504  Qualified  Products  Lists. 
Products  qualified  by  qualification  tests, 
as  described  In  9  401.503,  shaU  be  listed 
for  reference  by  the  Departments.  The 
information  contained  In  these  lists  may 
be  made  available  to  interested  bidders 
or  contractors  whenever  specifications 
or  solicitations  of  bids  require  qualified 
products. 

9  401.504-1  Joint  Army  -  Navy  -  Air 
Force  lists.  Where  qualification  is  in  ac- 
cordance with  tests  prescribed  by  Joint 
Army-Navy- Air  Force  specifications,  the 
compilation,  preparation,  maintenance, 
and  administration  of  Qualified  Products 
Lists  shall  be  in  accordance  with  the  re- 
quirements of  the  Army-Navy  Joint 
Specifications  Board. 

9  401.504-2  Department  Usts.  Where 
qualification  Is  in  accordance  with  tests 
prescribed  by  a  Department,  Qualified 
Products  Lists  shall  be  compiled,  pre- 
pared, maintained,  and  administered  in 
accordance  with  procedures  prescribed  by 
each  respective  Department. 

9  401.504-3  Form  and  distribution  of 
lists.  Each  Qualified  Products  list  shall 
Include  substantially  the  following  in- 
formation: Government  designation, 
manufacturer's  designation,  test  or  qual- 
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Iflcatton  reference,  and  manufacturer's 
name  and  addrew.  Kach  Department 
•hall  furnish  copies  of  Its  list  (Including 
changes  thereto)  to  each  of  tbt  other 
Departments. 

§401.504-4  Promotional  purposes.  No 
Department  shall  authorize  the  reproduc- 
tion of  lists  or  any  reference  to  Usts.  In 
whole  or  In  part,  for  advertising  or  pro- 
motional purposes  except  in  connection 
with  or  for  the  purpose  of  fumuhtng 
sun^lies  to  a  Department. 

1 401.504-5  Kequtrement  that  tots  be 
keptotten.  The  lists  shall  alwajs  be  open 
Xor  Inclusion  of  productt  from  additional 
mannf  aetnrcrs  as  their  products  are  sub- 
mitted for  qualification  and  become  qual- 
ified. 

1 401.504-6  Withdrawal  of  approvaL 
The  approval  of  a  product  may  be  with- 
drawn by  the  Department  concerned  if 
It  is  subsequently  determined  that  the 
VTO&aai  doqs  not  meet  requirements.  In 
such^Vrent,  the  manufacturer  shall  be 
notified  that  his  product  is  being  consid- 
ered for  wtthdrawal  from  a  Qualilled 
Products  list,  and  the  reasons  therefor 
shall  be  eonununicated  to  him.  If.  i^ter 
a  reasonable  length  of  time,  no  satisfac- 
tory response  has  been  received  from  such 
manufacturer  in  answer  to  such  commu- 
nication,  and  it  is  dedded  ta^  the  Depart- 
ment concerned  that  iu»proval  should  be 
withdrawn,  the  manufacturer  shall  be 
notified  of  such  withdrawal.  A  product 
may  be  removed  from  a  list  at  the  reouest 
of  a  manufacturer.  • 

9  401.505  Procurement  of  qualified 
produetM. 

1 401 J05-1  ComtraeU  entered  into  by 
formal  odoertMng.  Whenever  procure- 
ment of  qualified  products  by  a  Depart- 
ment is  made  pursuant  to  formal  adver- 
tising in  tftcordanca  with  the  provisions 
of  this  pan,  only  bids  offering  products 
which  have  been  approved  or  qualified 
need  be  considered  in  making  an  award 
Manufacturers  having  products  not  listed 
should  be  given  consideration  and  an  op- 
portunity to  qualify  if  quaUflcatlon  test- 
ing of  ths  product  may  be  accomplished 
In  the  time  interval  before  final  award 
must  be  made. 

|401iMfr-a  Sotidtaiion  of  bids.  Each 
solicitation  of  bids  Involvbig  qualified 
products  shall  be  distributed  to  known 
sources  of  8tq>plies  in  accordance  with  the 
requirements  of  Subparts  A  and  B  of  this 
part,  and  shall  «mtaln  a  statement  sub- 
stantially as  foUows: 

In  the  procurement  of  products  requiring 
qualification  the  right  to  reserved  to  reject 
bids  on  products  that  have  not  been  sub- 
jected to  the  required  test  and  found  Mtto- 
factory  for  Inclusion  In  the  Qualified  Prod- 
ucts List  of  (Insert  designation  of  particu- 
lar list  or  lists).  The  attention  of  suppliers 
Is  called  to  this  requirement,  an^manufac- 
turas  are  urged  to  communlcaw  with  the 
(Insert  nam*  and  address  of  souroca  of  In- 
formation) ayd  arrange  tq  have  tlie  products 
that  they  propose  to  offet  tested  for  quali- 
fication. 

9  401.505-3  Contracts  entered  tnto  by 
negotiation.  Nothing  in  this  subpart 
shall  be  construed  to  prohibit  reference 
to  Qualifled  Products  Lists  for  ivospec- 
tlve  sources  of  supplies  In  connection  with 
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contracts  entered  into  by  negotiation 
pursuant  to  Fart  402  of  this  subofaapter* 
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402  .atX)  Scope  of  subpart. 

409.901  National  emergency.  ' 

403.201-1  Authorlaatlon. 

40aj01-2  Application. 

409.909  Public  exigency.  -        * 

409J0>-1  Atitboilaatlon. 

408.909-9  AppltesttOD. 

¥nxa-t  Timnatlon. 

408^08  Purobaaas  not  la  execas  of  $1,000. 

408.908-1  Authorlaatlaa. 

408.908-2  AppUcatlon. 

402  J04  Peraonal  or  prafeaalonal  aervioes. 

>^402J04-1  Authonsattoa. 

409.904-9  Application. 

402^206  iBerrlces  of  wlQCfttlonal  Instltu- 

tlODS. 

402.206-1    Authorization. 
402.900-9    J^ipUeaClon. 

408.906  Purebaaes    outalde    tba    United 

State*. 
402.904-1    Autborlaatloil. 
409J0e-9    AppUcatlon. 

402.907  Medicines  or  ™(«d'r»1  supplies. 
409.907-1    AuthorHation. 

409.907-8    Application. 

402.908  Supplies  purebaaed  tor  authorised 

resale. 

402.308-1    Authortzatlon. 

402.30»-a    Api^qatlon. 

403^00       Perishable  sabalstenoe  supplies. 

409.304-1    AutharlBatton. 

40a.90»-a    AppUcaUon. 
'   402^10        SuppUea  or  asrvloea  for  which  It  to 
impracticable  to  secure  compe- 
tltlOB  by  formal  advertlstng. 

402JtlO-l    AuthorlzattoD. 

402J10-9    i^pUcatlon. 

402J10-8     Limitation. 

402.211  Ssperlmental,  developmental,  or 
research  work. 

402.211-1    Authorisation. 

402.211-2    AppUcatlon. 

402.211-3     Limitation. 

409.211-4    Records  and  rqwrts. 

402.219        Claaalfled  purchases. 

402Jai»-l    Authorization.    . 

402.212-2    AppUcaUon. 

402J12-8    LImiUtlon. 

402J13  Technical  equipment  requiring 
standardization  and  Inter- 
changeablllty  of  parts. 

402.218-1     Authorization. 
^402.218-8    ^plication. 

402.31S-8    Limitation. 

403.214  Teobnicid  at  specialised  supplies 

requiring  substantial  initial  in- 
vestment or  extended  jjeriod  of 
preparation  for  man\ifact\ire. 

409.314-1    Authorization. 

402.214-2     Application. 

402.214-8    Limitation. 

403.215  Negotiation  after  adverttalng. 
402.215-1    Authocteatton. 

402.216-2    Limitation. 

402.216  Purchases  In  the  interest  of  na- 

tional defense  or  Indtistrial  mo- 

bfflsatlon. 
409.816-1    Authcrlsattaa. 
408.816-8    Application. 
408.316-8    Umltetkm. 
403J216-4    Becords  and  r^>ortB. 
403.317       Otherwise  authorlMd  by  law. 


403.817-1  Autboriaatiea. 

409JlT-a  AppUcatlon. 

408Jn8  Oonstmetlon  mxA, 

408.818-1  Autborlsatlon. 

40S.8l8-a  Titmtftlfln, 


mtfucg  o— oRmmtATioiis  amd  FiHuuiaB 

40aj00       Boagm  at  sul^Mut. 
*  409.801       Nature    of    determinations    and 

findings. 
409.809        DeteRnlnatlons  and  «iti«^tT»g»  by 

the  Secretary  of  a  Department. 
409JK>S        Determinations  and  «in«**»»g»  by 

tfas  head  of  a  procuring  aetlv- 

Ity  algnlng  as  "a  chief  oflteer 

reaponalble  for  procurement". 
402.804       Determinations  and  *"'1«"gfT  by  a 

Contracting  Oflloer. 
403.308        Forms    of    determinations    sad 

fIndlngB. 

403.806  Prooadure  wnh  respect  to  deter- 

uniiotirtM  and  findings. 

403.807  DUtributtfon  at  copies  at  deter- 

mtnatlons  and  findings. 

403.808  Bstentlon  at  ooplca  at  determlna- 

tlosB  and  findings,  and  of  other 
recorda. 

soBPSsr  D— rms  ov  comaacn 

403.400  Scope  at  subpart. 

408.401  Authorlaed  typea  of  contracts. 
403.408        Plzed-pnoe  contract. 

403.408  FIssd-prlce  contract  with  provi- 
sion for  radetarmlnatlaa  of 
price. 

402.404        Incentive-type  contract. 

403.404-1  Limitation  on  use  at  Incentive- 
type  eontraet. 

403.406        Cost  contract. 

403.406-1  Ltmttatlon  on  use  of  coat  con- 
tract. 

403.406  Coet-plus-a-flxed-fee  contract. 
403.406-1    Limitation  on  use  of  cost-plus- 
a-fixed-fee  contract. 

403.406-3    Ltmltatlons  on  fixed  fee, 

403.407  Time  and  materials  eontraet. 

402.408  Letter  contract  or  letter  of  In- 

tent. 
403.408        Other  typea  of  eontraeto. 
402.410        Bo(*a   and  records  of  coat-type 

contractora. 
Contract  forma  and  {voviaions. 

SOSPABT    ■ — aOVAMCS    PATKBHTS 

Scope  of  subpart. 

Nature  of  advance  pajfments. 

Authority  to  malce  advance  pay- 
ments. 

Limitations  on  authority  to  males 
advance  payment. 

Security  provtsions. 

Interest  on  advance  payments. 


403.411 


402.500 
403.601 
402.503 

402.503 

402.504 
402.505 


AtrrHoarrr:  11402.000  to  402.506  issued 
under  sec.  1  (a),  (b).  54  Stat.  712,  55  SUt. 
838,  Pub.  Law  413,  80th  Cong.;  41  U.  8.  C. 
preceding  sec.  1  note,  50  U.  8.  C.  App.  601- 
622,  E.  O.  9001,  Dec.  37,  1841,  3  CPR,  Cum. 
Supp. 

9  402.000  5cope  of  part.  This  part 
sets  forth,  on  the  basis  of  the  provisions 
of  and  authority  contained  in  the  act,  (a) 
the  basic  requirements  for  the  procure- 
ment of  supplies  and  services  by  matins 
of  negotiation,  (b)  the  different  circum- 
stances under  which  negotiation  is  per- 
mitted, (c)  determinations  and  findings 
that  may  be  required  to  be  made  before 
a  contract  Is  entered  Into  by  negotiation, 
(d)  approved  types  of  negotiated  con- 
tracts and  their  use,  and  (e)  the  author- 
ity for  making  advance  payments  under 
negotiated  contracts. 


SCBPAXT 


-use  or  NXGOTUTION 


9  402.100  Scope  of  subpart.  This 
subpart  deals  with  the  nature  and  use 
of  negotiation   as   distinguished   from 
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formal' advertising,  and  with  llmltatlona 
upon  that  use. 

S  402.101    flegotiation  as  distinguished 
from     formal    advertising.     As     used 
throughout  this  subchapter,  negotiation 
means    that    method    of    procurement 
under  which  the  procedures  for  procure- 
ment by  formal  advertising,  as  set  forth. 
In  Part  401  of  this  subchapter,  are  not 
required.    Whenever  supplies  or  services 
are  to  be  procured  by  negotiation,  price 
quotations,  supported  by  statements  and 
analyses  of  estimated  costs  or  other  evi- 
dence of  reasonable  prices  and  other  vital 
matters  deemed  necessary  by  the  Con- 
tracting Offlcer,  shall  be  solicited  from 
all  such  quaUfled  sources  of  supplies  or 
services  as  are  deemed  necessary  by  the^ 
Contracting  Offlcer  to  assure  full  and 
free  competition  consistent  with  the  pro- 
Ciu-ement  of  the  required  supplies  or 
services,  in  accordance  with  the  basic 
policies  set  forth  In  Subpart  C  of  Part 
400  of  this  subchapter,  to  the  end  that 
the  procurement  will  be  made  to  the  best 
advantage  of  the  Gtovemment,  price  and 
other  factors  consldeted.     Negotiation 
shall  thereupon  be  conducted,  by  Con- 
tracting Officers  and  their  negotiators, 
with  due  attention  being  given  to -the 
foUowing   and   any   other   appropriate 

factors:  ^  ^        . 

,  (a)  Comparison  of  prices  quoted,  and 
consideration  of  other  prices  for  the  same 
br  slmUar  supplies  or  services,  with  due 
regard  to  cost  of  transportation,  cash 
discounts,  and  any  other  factor  relating 
to  price; 

(b)  Comparison  of  the  business  repu- 
tations and  responsibilities  of  the  re- 
spective persons  or  firms  who  submit  quo- 
tations; 

(c)  Consideration  of  the  quality  of  the 
supplies  or  services  offered,  or  of  the  same 
or  similar  supplies  or  services  previously 
fiumlshed.  with  due  regard  to  the  satis- 
faction of  technical  requirements; 

(d)  Consideration  of  delivery  require- 
menU; 

(e)  Discrimlnatlnf  use  of  price  and 
cost  analjrses; 

(f)  Investigation  of  price  aspects  of 
any  Important  subcontract; 

(g)  Individual  bargaining,  by  maU  or 
by  conference; 

(h )  Consideration  of  cost  sharing ;  and 
(I)  Effective  utilisation  In  general  of 
the  most  desirable  type  of  contract,  and 
In  particular  of  contract  provisions  re- 
lating to  price  redetermination. 

1402.102  Oeneroi  requirements  for 
negotiation.  No  contract  shall  be  entered 
into  as  a  result  of  negotiation  imless  or 
until  the  following  reqiiirements  have 
been  satisfied: 

(a)  The  contemplated  procurement 
comes  within  one  of  the  circumstances 
permitting  negotiation  enumerated  in 
Subpart  B  of  this  part; 

(b)  Any  necessary  determinations  and 
findings  prescribed  in  Subpart  C  of  this 
part  have  been  made;  and 

(c)  Such  business  clearance  or  ap- 
proval as  is  prescribed  by  applicable  De- 
partment procedures  has  been  obtained. 

§  402.103  Records  and  reports  of  ne- 
gotiated contracts.  In  addition  to  the 
records  and  f^)Orts  required  by  the  pro- 
TlsloDfl  of  1 400.302-3  of  this  subchapter. 
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and  li  402.211-4  and  403.216-4.  each  De- 
partment shall  maintain  a  record  of  the 
total  value  of  all  contracts  negotiated  by 
It  dxirinf  each  fiscal  year  (beginning  with 
that  portion  of  the  current  fiscal  year 
diulng  which  the  act  Is  effective)  under 
each  of  the  circumstances  permitting 
negotiation  enimierated  in  Subpart  B  of 
this  part,  and  shall  prepare  an  annual 
report  thereon,  as  of  the  end  of  each 
fiscal  year  and  In  the  form  and  manner 
to  be  prescribed  by  the  Department,  to 
be  submitted  to  the  Munitions  Board  in 
the  National  Military  Establishment  for 
the  preparation  of  a  comWned  Armed 
Services  report  to  be  submitted  to  the 
President. 

SUBPAKT    B — CnCUKSTAllCES    PDUCTinfa 

NsoonAnoN 

§402.200  Scope  of  subjMrt.  Subject 
to  the  limltaticMis  prescribed  in  Subpart 
A  of  this  part,  and  pursuant  t^  the  au- 
thority of  section  2  (c)  of  the  act.  pro- 
curement may  be  effected  by  negotiation, 
and  contracts  may  be  entered  into  as  a 
result  of  negotiation  without  formal  ad- 
vertising, under  any  one  of  the  circvmi- 
stances  set  forth  In  the  following  sec- 
tions of  this  subpart. 

S  402.201   National  emergency. 

i  402.201-1  AutriorUsation.  Pursuant 
to  the  authority  of  section  2  (c)  (1)  of 
the  act,  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  if : 
"determined  to  be  necessary  In  the  public 
Interest  during  the  period  of  a  national 
emergency  declared  by  the  President  or 
by  the  Congress." 

1402.201-2  Application.  This  author- 
ity shall  be  used  only  to  the  extent  deter- 
mined by  the  Secretary  concerned  to  be 
necessary  in  the  puUIc  Interest  and  then 
only  In  accordance  with  procedures  pre- 
scribed by  each  respective  Department. 

I  402.202    Pttbttc  exigenev. 

1 402.202-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (2)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  If: 
"the  public  exigency  will  not  admit  of  the 
delay  Incident  to  advertising." 

9  402.202-3  Application.  In  order  for 
this  authority  to  be  used,  the  need  must 
be  compelling,  and  of  imusual  urgency. 
as  when  the  Government  would  be  seri- 
ously Injxired,  financially  or  otherwise,  if 
the  supplies  or  services  were  not  fur- 
nished by  a  certain  date,  and  when  they 
could  not  be  procured  by  that  date  by 
means  of  formal  advertising.  The  foU. 
lowing  are  illustrative  of  circumstances 
with  respect  to  which  this  authority  may 
be  used: 

(a)  Supplies  or  services  needed  at 
once  because  of  a  fire,  fiood,  explosion,  or 
other  disaster; 

tfe)  Essential  equlpmmt  for  or  repair 
to  a  ship  when  such  equipment  or  repair 
Is  needed  at  once  for  compliance  with 
the  orders  of  the  ship; 

(c)  Essential  equipment  for  or  repair 
to  aircraft  grounded  or  about  to  be 
grounded,  when  such  equipment  or  re- 
pair Is  needed  at  once  for  the  perform- 
ance of  the  operatl<mal  mission  of  such 
aircraft.  ' 


1402.303-3  Utnitation.  Every  con- 
tract that  Is  negotiated  vmder  the  au- 
thority of  this  section  shall  be  acom- 
panled  by  a  signed  statement  of  the 
contracting  afflcer  Justifying  its  use.  and 
a  copy  of  such  statement  shall  be  sent 
to  the  General  Accounting  OfBce  with 
the  copy  of  the  contract  negotiated  and 
executed  hereunder. 

I  402.203  Purchases  Tiot  in  excess  of 
$1,000. 

1 402.203-1  Autfiorization.  Pursuant 
to  the  authority  of  section  2  (c)  (3)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising 
If:  "the  aggregate  amount  Involved  does 
not  exceed  $1,000." 

i  402.203-2  Application.  Purchases 
.or  contracts  aggregating  $1,000  or  less 
shall  be  made  under  this  section  rather 
than  under  any  other  provision  of  this 
part.  In  arriving  at  "the  aggregate 
amount  Involved."  there  must>4)e  In- 
cluded all  supplies  and  services  which 
would  properly  be  grouped  together  in  a 
single  transaction,  and  which  would  be 
included  In  a  single  advertisement  lor 
bids  if  the  procurement  wereHaelng  ef- 
fected by  formal  advertising.  Purchases 
or  contracte  aggregating  more  than 
$1,000  shall  not  be  broken  down  into 
several  purchases  or  contracts  which  are 
less  than  $1,000,  nor  shall  customary 
purchasing  or  contracting  procedures  be 
altered,  merely  for  the  purpose  of  per- 
mitting negotiation  under  this  section. 

•     1402.204      Personal    or    professional 
services. 

9  402.204-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (4)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising 
if:  "for  personal  or  professional  serv- 
ices." 

§402.204-2  Application.  This  au- 
thority shall  be  used  only  when  aU  of 
the  following  conditions  have  been  sat- 
isfied: 

(a)  If  personal- services,  they  are  re- 
quired to  be  performed  by  an  Individual 
contractor  In  person  (not  by  a  firm) .  or 
If  professional  services,  they  may  be  per- 
formed either  by  an  individual  contrac- 
tor In  person  or  a  firm  or  organisation; 

(b)  The  services  (1)  are  of  a  profes- 
sional nature,  or  (2)  are  to  be  performed 
under  Government  supervision  and  paid 
for  on  a  time  basis; 

(c)  Procurement  of  the  services  Is  au- 
thorized by  law,  and  Is  effected  In  ac- 
cordance with  the  requirements  of  any 
such  law  and  In  accordance  with  proce- 
dures prescribed  by  each  respective  De- 
partment. 

This  authority,  and  the  above  condi- 
tions imposed  upon  Its  use.  shall  not  ap- 
ply to  t^  procurement  by  negotiation 
of  any  t^  of  services  authorized  under 
any  other  provision  of  this  part. 

9  402.205  Services  of  educational  in- 
stitutions. 

1 402.20&-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (5)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  if: 
"for  Any  service  to  be  rendered  by  any 
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university,  college,  or  other  educational 
Institution." 

9  402.205-2  Application.  The  follow- 
ing  are  illustrative  of  dreumstances  with 
respect  to  which  this  authority  may  be 
used: 

(a)  Educational  or  vocational  training 
services  to  be  rendered  by  any  univer- 
sity, college,  or  other  educational  insti- 
tution in  connection  with  the  training 
and  education  of  personnel,  and  for  nec- 
essary material,  services,  and  supplies 
furnished  by  any  such  Institution  In  con- 
nection therewith; 

(b)  Experimental,  developmoital.  or 
research  w(ak.  (including  s«rvlees.  tests. 
and  reports  necessary  or  incidental 
thereto)  to  be  conducted  by  any  univer- 
sity, college,  or  other  ediicattonal  Institu- 
tion, and  reports  furnished  in  ccmnec- 
tlon  therewith; 

(c)  Analyses,  studies,  or  reports  (sta- 
tistical or  otherwise)  to  be  conducted  by 
any  university,  college,  or  other  educa- 
tional Institution. 

S  402.206  Purchases  outside  the  United 

States.  ^ 

S  402.306-1  AtttTkorisottoa.  Pursuant 
to  the  authority  of  section3  (c)  (6)  of  the 
act.  purchases  and  contracts  may  be  ne- 
gotiated without  formal  advertising  if: 
"the  supplies  or  services  are  to  be  pro- 
cured and  used  outside  the  limits  of  the 
United  SUtes  and  its  possessions." 

§402.206-2  Application.  This  au- 
thority shall  be  used  only  for  the  procure- 
ment of  supplies  or  services  which  are 
actually  purchased  and  used  outside  the 
limits  of  the  United  States  and  Its  pos- 
sessians  (Irrespective  of  the  actual  place 
of  negotiatI<m  or  execution  of  the  con- 
tract) ,  such  as  supplies,  construction  or 
services  for  overseas  Installations  or  for 
the  use  of  oversea  forces. 

9  402.207  Medicines  or  medical  tup- 
plies. 

§  402 J07-1  AuthorizatUm.  Pursuant 
to  the  authority  of  section  2  (c)  (7)  of  the 
act.  purchases  and  contracts  may  be  ne- 
gotiated without  formal  advertising  if: 
"for  medicines  or  medical  supplies." 

§402.207-2  AppUcaUon.  This  au- 
thority shall  be  used  only  when  the  fol- 
lowing two  requirements  have  been  satis- 
fled: 

(a)  Such  supplies  are  peculiar  to  the 
field  of  medicine,  and  Include  technical 
equipment  such  as  suxglcal  Instruments, 
siirglcal  and  orthopedic  appliances.  Z- 
ray  supplies  and  equipment,  and  the  like, 
but  do  not  Include  prosthetic  equipment; 
and 

(b)  Whenever  the  probable  cost  of 
medicines  or  medical  supplies  purchased 
by  negotiation  vmder  this  section  will  ex- 
ceed $10,000.  suitable  advance  publicity 
of  the  proposed  purchase  shall  be  given, 
with  the  form  and  extent  of  such  public- 
ity (which  shall  be  given  for  a  period  of 
at  least  15  days  wherever  practicable)  to 
be  determined  in  aecmrdance  with  pro- 
cedures prescribed  by  each  respective 
^QMutment.        ^ 

9  403.208  Supplies  purchased  for  au- 
thorised resale. 

1 40a.20fr-l  AuthoriaaUon.  Pursuant 
to  the  authority  of  section  2  (c)  (8)  of  the 
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act.  purchases  and  contracts  may  be  ne- 
gotiated without  formal  advertlstns  1ft 
"for  supplies  purchased  for  authorised 
resale." 

§403.306-2  AppUcaHon.  Tills  author- 
ity shall  be  used  only  for  purchases  for 
resale,  where  appropriated  funds  are  In- 
volved, and  ordinarily  only  for  purchases 
of  artldes  with  brand  names  or  of  a  pro- 
prietary nature  as  required  by  patrons  of 
the  selling  activity.  In  any  event,  how- 
ever. when4he  probaMe  cost  of  such  sup- 
plies will  exceed  $10.000.^aitaUe  advance 
publicity  of  the  proposed  purchase  shall 
be  given,  with  the  form  and  extent  of 
such  pubUdtty  (which  shall  be  given  for 
a  period  of  at  least  15  days  wherever 
practicable)  to  be  determined  in  accord- 
ance with  i»rocedures  prescribed  by  each 
respective  Department. 

§  403.309  Perisha1)le  subsistence  sup- 
pUet. 

1 402.20^1  Auihorization.  Pursuant 
to  the  authority  of  section  3  (c)  (9)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  if 
"for  perishable  subsistence  supplies." 

§403.30»-3  J^pUcaOon.  This  author- 
ity may  be  used  tm  the  purchase  of  any 
and  aU  kinds  of  perishable  subsistence. 

§40X.310  Supplies  or  service  for  which 
U  is  impractioable  to  secure  competition 
by  format  advertising. 

§  403 JlO-1  AuthortuMou.  Pursuant 
to  the  authority  of  secttoo  3  (c)  (10)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  if: 
^for  supines  or  services  for  which  It  is 
ImiM-acticable  to  secure  oompetitian." 

§  402.210-2  Application.  The  follow- 
ing are  Illustrative  of  circumstances  with 
respect  to  which  this  authority  may-be 
used: 

(a)  When  the  suppttes  or  services  can 
be  obtained  from  only  one  person  or  firm 
("sole  source  of  supi^) ; 

(b)  When  competiti(m  is  precluded  be- 
cause of  the  existence  of  patent  rights, 
copyri^ts,  secret  processes,  control  of 
basic  raw  material,  or  similar  drcum- 

S^&UCCS  * 

(c)  When  Uds  have  been  solicited  pur- 
suant to  the  requirements  of  Part  401  of 
this  subchapter,  and  no  responsive  bid 
(a  responsive  bid  is  any  bid  i^ilch  con- 
forms to  the  essential  requirements  of 
the  solicitation  of  bids)  has  been  re- 
ceived from  a  responsible  bidder; 

(d)  When  bids  have  been  solicited  pur- 
suant to  the  requirements  of  Part  401  Of 
this  subchapter,  and  the  responsive  bid 
or  bids  do  not  cover  the  quantitative  re- 
quirements of  the  solicitation  of  bids.  In 
which  case  negotiation  Is  permitted  for 
the  remaining  requirements  of  the  solici- 
tation of  bids; 

(e)  When  the  contemplated  procure- 
ment Is  for  electric  power  or  en^gy.  gas 
(natural  or  manufactured),  water,  or 
other  utmty  services; 

(f )  When  the  contemidated  lurocure- 
ment  is  for  training  film,  motion  picture 
prodnctlbns,  or  manuscripts; 

(g)  When  the  contemplated  proeure- 
meat  is  for  tectoieal.  non-personal  aerr- 
lees  In  conncNctlon  with  the  assembly.  In- 
stallation, or  servicing  (or  the  Instruction 
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of  personnel  therein)  of  equipment  of  a 
hlghU^  technical  or  specialized  nature; 

(h)  When  the  contemplated  procure- 
ment is  for  studies  or  surveys  covering 
Industrial  mobUlsation  ptanning; 

(1)  Wben  the  contemidated  procure- 
ment Involves  maintenance,  repair,  al- 
terations or  inspection.  In  connection 
with  any  one  of  which  types  of  services 
ttie  exact  nature  or  amount  of  the  work 
to  be  done  is  not  known; 

(J)  When  ttie  contemplated  procure- 
ment Is  for  stevedoring,  terminal,  ware- 
housdng,  or  switching  services,  and  when 
either  the  rates  are  established  by  law  or 
regulation  or  the  rates  are  so  numerous 
or  complex  that  tt  is  impracticable  to  set 
them  forth  in  the  spedflcaUons  of  a  for- 
mal soUcltaUon  of  bids; 

(k)  When  the  contemplated  procure- 
ment is  for  commercial  ocean  or  air 
transportatiim.  including  time  charters, 
space  charters  and  voyage  charters  over 
trade  routes  not  covered  by  common  car- 
riers (as  to  which,  negotiation  is  author- 
ised under  the  provisions  of  §  402.217  and 
section  S21  of  Part  III  of  the  Interstate 
Commerce  Act  of  September  18. 1940,  49 
U.  S.  C.  65),  and  Including  services  for 
the  operation  ot  Qovoiunent-owtped  ves- 
sels or  aircraft; 

(1)  When  the  contract  Is  for  services 
related  to  the  procurement  of  perishable 
subsistence  such  as  protective  storage, 
icing,  inooessing.  packaging,  handling 
and  transportation  ^^lenevn'  it  is  Im- 
practicable to  advertise  for  swdi  sa'vloes 
a  sufficient  time  in  advance  of  the  deliv- 
ery of  the  perishable  subsistence; 

(m)  When  it  is  impossible  to  draft,  for 
a  solicitation  of  bids,  adequate  spedflca- 
tloos  or  any  other  adequately  detailed 
description  of  the  required  supplies  or 
services. 

§402.310-3  LtmitaHon.  Tlwautbor- 
ity  of  this  section  shall  not  oe  used 
when  negotiation  is  authorised  by  the 
provisions  of  §§  403.211.  402.212.  402.213. 
402.314.  403.216,  or  402.316.  Every  con- 
tract that  is  negotiated  under  the  au- 
thority of  §§  402.310  to  403.210-3,  shaU 
be  accompanied  by  a  signed  statement 
of  the  Contracting  Officer  Justifying  Its 
use,  and  a  copy  of  such  statemmt  shall 
be  sent  to  the  General  Accounting  Office 
with  a  copy  of  the  conti-act  negotiated 
and  executed  hereunder. 

§402.211  SxperimeiUal,  develop- 
mental, or  research  work. 

9402.211-1  Authorigation.  Pursuant 
to  the  authority  of  section  2  (c)  (11)  of 
the  act,  purchases  and  contracts  may 
be  negotiated  without  formal  advertis- 
ing If  the  Secretary:  "determines  that 
the  purchase  or  contractTs  for  experi- 
mental, developmental,  or  research  work, 
or  for  the  manufacture  or  furnishing  of 
supplies  for  experimentation,  develop- 
ment, research,  or  test";  Provided,  That 
in  the  case  of  contracts  for  $25,000  or 
less,  the  bead  of  a  procuring  activity, 
signing  M  "a  chief  officer  responsible 
for  procurement."  Is  authorized  without 
power  of  redelegation  to  make  the  re- 
quired determination. 

§402.211-3  AppUoation.  The  f(dlow- 
Ing  are  Illustrative  of  dreumstances  with 
tmped  to  which  this  authority  may  be 
used: 
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(a)  Contracts  relating  to  theoretical 
analysis,  exjrioratory  studies,  and  experi- 
mentation In  any  fltid  of  science  or  tech- 
nology; 

(b)  DeveloiMnental  contracts  calling 
for  the  practical  application  of  investi- 
gative findings  and  theories  of  a  scientific 
or  technical  natiire; 

(c)  The  purchase  of  such  quantities 
and  kinds  of  equipment,  supplies,  parts, 
accessories,  or  patent  rights  thereto,  and 
drawings  or  designs  thereof,  as  are  nec- 
essary for  experimentation,  development, 
research,  or  test: 

(d)  Services,  tests,  and  reports  neces- 
sary or  incidental  to  experimental,  de- 
velopmental, or  reseitrch  work. 

This  authority  shall  not  be  used  for 
contracts  for  quantity  production  except 
that  such  quantities  may  be  purchased 
hereunder  as  are  necessary  to  permit 
complete  and  adequate  aperimentatlon, 
development,  research  or  test;  however, 
research  or  development  contracts  which 
call  for  the  production  of  a  reasonable 
number  of  experimental  or  test  models, 
or  prototypes,  shall  not  be  regarded  as 
contracts  for  quantity  production. 

1 402.211-3  Limitation.  In  order  for 
this  authority  to  be  used,  the  required 
determination  to  be  made  by  any  Secre- 
tary (or,  in  the  case  of  contracts  for 
$25,000  or  less,  by  the  head  of  any  pur- 
chasing activity  signing  as  "  a  chief  offi- 
cer responsible  for  procurement")  must 
be  made  in  accordance  with  the  require- 
ments of  Subpart  C  of  this  part. 

1402.211-4  Records  and  reports. 
Each  Department  shall  maintain  a  rec- 
ord of  the  name  of  each  contractor  with 
whom  a  contract  has  been  entered  into 
ptirsuant  to  the  authority  of  this  section, 
"  together  with  the  amount  of  the  contract 
and  (with  due  consideration  given  to 
the  National  security)  a  description  of 
the  work  required  to  be  performed  there- 
under, and  shall  prepare  a  report 
thereon,  at  the  end  of  the  current  flsc^ 
year  (covering  that  portion  of  the  cur- 
rent fiscal  year  during  which  this  sub- 
chapter is  effective)  and  at  the  end  of 
each  six-month  period  thereafter,  and 
in  the  form  and  manner  to  be  prescribed 
i^  the  Department,  to  be  submitted  to 
the  Munitions  Board  in  the  National  Mil- 
itary Establishment  for  the  preparation 
of  a  combined  Armed  Services  report  to 
be  submitted  semi-annually  to  the 
Congress. 
1 402.212    CUutified  purchases. 

1 402.212-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (12)  of 
the  act,  purchases  and  contracts  may  be 
hi^otiated  without  formal  advertising  if: 
Ff  or  su{H>lie8  or  services  as  to  which  the 
Secretary  determines  that  the  character, 
iziipredlents,  or  components  thereof  are 
such  that  the  purchase  or  contract  should 
not  be  publicly  disclosed." 

1402.212-2  Application.  This  author- 
ity shall  be  used  only  when  military  con- 
siderations necessitate  security,  and  then 
only  for  such  purchases  or  contracts  as 
lire  classified  confidential  or  higher. 

i  402.212-3  Umitation.  In  order  for 
this  authority  to  be  used,  the  required 
determination  to  be  made  by  any  Secre- 
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tary  must  be  made  in  accordance  with 
the  requirements  of  Subpart  O  of  this 
part. 

1402.213  Technical  equipment  requir- 
ing standardization  and  interc?iangeabU' 
ity  of  parts. 

1 402.213-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (13)  of 
the  act,  purchases  and  contracts  may  be 
negotiated  without  formal  advertising  if: 
"for  equipment  which  the  Secretary  de- 
termines to  be  technical  equipment,  and 
as  to  which  he  determines  that  the  pro- 
curement thereof  without  advertising  is 
necessary  in  order  to  assure  standardiza- 
tion of  equipment  and  interchangeabil- 
ity  of  parts  and  that  such  standardiza- 
tion and  interchangeability  Is  necessary 
in  the  public  Interest." 

1402.213-2  Application.  This  au- 
thority may  be  used  for  procuring  addi- 
tional units  and  replacement  items  of 
technical  equipment  and  spare  parts 
which  have  been  standardized  in  accord- 
ance with  procediu-es  prescribed  by  each 
respective  Department.  This  authority 
would  apply,  for  examiHe,  whenever  it  is 
necessary:  ^ 

(a)  To  limit  the  quantity  of  spare  parts 
that  must  be  carried  in  stock;  or 

(b)  To  make  possible,  by  standardiza- 
tion, the  availability  of  parts  that  may 

>  be  interchanged  aihong  pieces  of  dam- 
aged equipment  during  combat  or  other 
emergency;  or 

(c)  To  procure  from  one  supplier  tech- 
nical equipment  which  is  available  from 
a  number  of  suppliers  but  which  would 
have  such  varying  performance  charac- 
teristics (notwithstanding  detailed  sped-' 
fications  and  rigid  inspection)  as  would 
prevent  standardization  and  inter- 
changeability of  parts. 

1.402.218-3  Umitation.  This  author- 
ity shall  not  be  used  for  initial  procure- 
ments of  equipment  and  spare  parts 
which  will  ultimately  be  standardized, 
or  for  the  purpose  of  selecting  arbitrarily 
the  equipment  of  certain  suppliers;  nor 
shall  it  be  used  unless  and  until  the  Sec- 
retary of  a  Department  has  determined, 
in  accordance  with  the  requirements  of 
Subpart  C  of  this  part,  that: 

(a)  The  supplies  constitute  technical 
equipment  or  component  parts  thereof; 

and 

(b)  Negotiation  is  necessary  in  order 
to  assure  standardization  of  the  equip- 
ment and  interchangeability  of  parts: 
and 

(c)  Such  standardization  and  Inter- 
changeabiUty  is  necessary  in  the  pubUc 
Interest. 

1402.214  Technical  or  specialized 
supplies  requiring  substantial  initial  in- 
vestment  or  extended  period  of  prepara- 
tion for  manufacture. 

1 402.214-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (14)  of 
the  act.  purchases  and  contracts  may  be 
negotiated  without  formal  advertising 
If:  "for  supplies  of  a  technical  or  special- 
ized nature  requiring  a  substantial  initial 
Investment  or  an  extended  period  of 
preparation  for  manufacture,  as  deter- 
mined by  the  Secretary,  when  he  deter- 
mines that  advertising  and  competitlvt 
bidding  may  require  duplication  of  in- 


vestment or  preparation  already  made, 
or  will  unduly  delay  procurement  of  such 
supidies." 

1402.214-2  Application.  This  au- 
thority may  be  used  for  the  procurement 
of  technical  or  specialized  supplies — for 
example:  aircraft,  tanks,  radar,  guided 
missiles,  rockets,  and  similar  items  of 
equipment;  major  components  of  any  of 
the  foregoing;  and  any  supplies  of  a 
technical  or  specialized  nature  which 
may  be  necessary  for  the  use  or  operation 
of  any  of  the  foregoing.  Such  procure- 
ment generally  involves: 

(a)  High  starting  costs  which  already 
have  been  paid  for  by  the  Oovemment  or 
by  the  supplier; 

(b)  Preliminary  engineering  and  de- 
velopment work  that  would  not  be  useful 
to  or  usable  by  any  other  supplier; 

(c)  Elaborate  special  tooling  already 
acquired ; 

(d)  Substantial  time  and  effort  al- 
ready expended  in  developing  a  prototype 
or  an  initial  production  model;  and 

(e)  Important  design  changes  which 
will  continue  to  be  developed  by  the 
supplier. 

The  authority  of  this  section  will  in 
general  be  used  in  situations  where  it 
is  preferable  to  place  a  production  con- 
tract with  the  supplier  who  had  devel- 
oped the  equipment,  and  thereby  either 
assure  to  the  Oovemment  the  benefit  of 
the  techniques,  tooling,  and  equipment 
already  acquired  by  that  .supplier,  or 
avoid  undue  delay  arising  from  a  new 
supplier  having  to  acquire  such  tech- 
niques, tooling,  and  equipment. 

8  402.214-3  Umitation.  This  author- 
ity shall  not  be  used  imless  and  imtil  the 
Secretary  of  a  Department  has  deter- 
mined, in  accordance  with  the  require- 
ments of  Subpart  C  of  this  part,  that : 

(a)  The  supplies  are  of  a  technical 
or  specialized  nature  requiring  a  sub- 
stantial investment  or  an  extended  pe- 
riod of  preparation  for  manufacture;  and 

(b)  Procurement  by  formal  advertis- 
ing and  competitive  bidding  either: 

(1)  May  require  duplication  of  in- 
vestment or  preparation  already  made, 
or 

(2)  Will  unduly  delay  procwement. 

i  402.215  Negotiation  after  advertis- 
ing. 

i  402.215-1  Authorization.  Pursuant 
to  the  authority  of  section  2  (c)  (15)  of 
the  act,  purchases  and  contracts  may  be 
negotiated  without  formal  advertising 
if:  "for  supplies  or  services  as  to  which 
the  8e<^etary  determines  that  the  bid 
prices  after  advertising  therefor  are  not 
reasonable  or  have  not  been  independ- 
ently arrived  at  in  open  competition." 

1402.215-2  Umitation.  This  au- 
thority shall  not  be  used  unless  and  un- 
til the  Secretary  of  a  Department  has 
det»TOlned,  in  accordance  with  the  re- 
quirements of  Subpart  C  of  this  part, 
that  the  bid  prices,  after  formal  ad- 
vertising for  such  supplies  or  services, 
are  not  reasonable  or  have  not  been  in- 
dependently arrived  at  in  open  compe- 
tition. However,  after  such  determina- 
tion by  the  Secretary,  and  after  %  re- 
jection of  all  bids,  no  contract  shall  be 
negotiated  under  this  authority  unless: 
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(a)  Prior  notice  of  intentlanto  ne- 
gotiate and  a  reasonable  opportunity  to 
negotiate  have  been  given  by  a  Con- 
tracting Officer  to  each  responsible  bid- 
der whose  bid  has  been  rejected;  and 

(b)  The  negotiated  price  is  lower  than 
the  lowest  rejected  bid  price  of  a  respon- 
sible bidder,  as  determined  by  the  Sec- 
retary; and 

(c)  The  negotiated  price  is  the  low- 
est negotiated  price  offered  by  any  re- 
sponsible supplier. 

Moreover,  any  evidence  of  bids  not  In- 
dependently arrived  at  shall  be  for- 
warded to  the  Department  of  Justice,  as 
provided  in  S  401.403  of  this  subchapter. 

{  402.216  Purchases  in  the  interest  of 
national  defense  or  industrial  mobtUza- 
tion. 

5  402.216-1  Autfwrization.  Pursuant 
to  the  authority  of  section  2  (c)  (16)  of 
the  act.  purchases  and  contracts  may  be 
negotAted  without  formal  advertising 
if:  "the  Secretary  determines  that  it  is 
in  the  Interest  of  the  national  defense 
that  any  plant,  mine,  or  facility  or  any 
producer,  manufacturer,  or  other  sup- 
plier be  made  or  kept  available  for  fur- 
nishing suKriies  or  services  in  the  evoit 
of  a  national  emergency,  or  that  the  in- 
terest either  of  industrial  mobUliatkm 
in  ease  ci  such  an  emergency,  or  of  the 
national  defense  in  maintaining  active 
engineering,  research  and  development, 
are  otherwise  subserved." 

(402.216-3  ApjAcation.  Thlsaulbor- 
ity  may  be  used  to  effectuate  such 
plans  and  programs  as  may  be  evolved 
under  the  direction  of  the  Secretary  of  a 
Department  to  provide  Incentives  to 
manuf  actums  to  maintain,  and  keep  ac- 
tive, engineering  and  design  staffs  and 
manufacturing  facilities  availaUe  for 
mass  prtxtuctloa.  The  folkrirlng  are  U- 
lustraUve  of  circumstances  with  respect 
to  wliich  this  authority  may  be  used: 

(a)  Procurement  by  negotiation  Is 
necessary  to  keep  vital  facilities  or  sup- 
pliers m  business;  or  to  make  tliem  avail- 
able in  the  event  of  a  national  emer- 
gency; 

(b)  Procurement  by  negotiation  with 
selected  sujvUcrs  is  necessary  m  order  to 
train  them  in  the  furnishing  of  critical 
supplies  to  prevent  the  loss  of  their  abil- 
ity and  employee  skills,  or  to  maintain 
active  oigineerlng.  research,  or  develop- 
ment work; 

(c)  Procurement  by  negotiation  Is 
necessary  to  maintain  properly  balanced 
sources  of  supply  for  meeting  the  re- 
quirements of  procurement  programs  in 
the  interest  of  industrial  mobilization. 

1 402J16-S  Umitation.  This  author- 
ity shall  not  be  used  unless  and  imtil  the 
Secretary  of  a  Department  has  deter- 
mined, m  accordance  with  the  require- 
ments of  Subpart  C  of  this  part,  that: 

(a)  It  is  in  the  interest  of  national  de- 
fftise  that  a  particular  facility  or  sup- 
plier be  made  or  kept  available  for  fur- 
nishing supplies  or  services  in  the  event 
of  a  national  emergency,  and  procure- 
ment by  negotiation  is  necessary  to  that 
end;  or 

.    (b)  The  interest  of  Industrial  moblU- 
zation.  in  the  event  of  a  national  emer- 
gency, would  be  promoted  by  prociu'e- 
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ment  by  negotiation  with  such  a  sup- 
plier; or  , 

(c)  In  maintaining  active  engineering, 
research,  and  development,  the  Interest 
of  the  national  defense  would  be  im-o- 
moted  by  procurement  by  negotiation 
with  such  a  supplier. 

1 402^16-4  Records  and  reports. 
Each  Department  shall  T"!>^*"titin  a  rec- 
ord of  the  name  of  each  contractor  with 
^om  a  contract  has  been  entered  into 

pursuant  to  the  authority  of  this  section, 
together  with  the  amount  of  the  contract 
and  (With  due  consideration  given  to  the 
national  security)  a  description  of  the 
work  required  to  be  performed  thereun- 
der, and  shall  prepare  a  report  thereon, 
at  the  end  of  the  current  fiscal  year  <cov- 
ering  that  portion  of  the  current  fiscal 
year  during  which  this  subchapter  is  ef- 
fective) and  at  the  eiul  of  each  six- 
month  period  thereafter,  and  in  the  form 
and  manner  to  be  iirescribed  by  the  De- 
partment, to  be  submitted  to  the  Muni- 
tions Board  in  the  National  Military  El- 
tablishment  for  the  preparation  of  a 
combined  Armed  Services  report  to  be 
submitted  semi-annually  to  Che  Con- 
gress. 

9  402.217  Othertoize  oMthorlzed  by 
law. 

S  402.217-1  Authorization.  Pursu- 
ant to  the  authority  of  section  3  (c)  (17) 
of  the  act,  purdiases  and  contracts  may 
be  negotiated  without  formal  adrertis- 
ing  if:  "otherwise  aatbnrlMd  by  law.*)* 

S403J17-2  ApuOcotion.  This  au- 
thority Shan  be  used  only  if  and  to  the 
extent  aixuroved  for  any  Department  in 
accordance  with  procedures  prescribed 
by  that  Department 

1 402^18    Construction  work. 

I402J18-1  Authorization.  As  pro- 
vided m  section  3  <e)  of  the  act.  con- 
tracts tor  construction  woi^  may  be  ne- 
gotiated without  formal  advertising  if 
the  foBowing  two  requirements  baTe 
been  satisfied: 

(a)  The  contract  Is  for:  "the  erection. 
repatr.  or  fumishliv  of  any  jwUlc  build- 
ing or  public  improvement  *  *  *  or 
the  constmetion  or  repair  of  huikUngs, 
roads,  sidewalks,  severs,  mains,  or  simi- 
lar items";  and 

(b>  Either  (1)  "the  contract  is  to  be 
performed  outside  the  continental  United 
States"  or  (2)  "negotiation  of  such  con- 
tract is  authorised  br  the  provisions  of 
paragraph  (1),  (3>.  (3),  (10),  (11),  12), 
or  (15)  of  subsection  (c) "  of  section  3  of 
the  act 

1402.218-2  Umitation.  This  author- 
ity shall  be  used  only  when  the  require- 
moits  set  forth  in  the  preceding 
t  402.218-1  have  been  satisfied,  and  when 
all  provisions  of  any  applicable  para- 
graph of  the  act  (as  Implemented  and 
construed,  in  terms  of  policy,  by  the  re- 
spective preceding  sections  of  Subpart  C 
of  this  part  relating  thereto)  have  been 
complied  with.  __ 

SOBPAST  0 — MRBSMIMAXIOia  AND  mnUHQS 

I  402  JOG  Scope  of  subpart.  This  sub- 
part (a)  enumerates  the  particular  deter- 
mlnatl(ms  and  Pr*^*ng»  to  be  made  (1> 
by  the  Secretary  of  any  Department,  (2) 
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by  the  head  of  any  procuring  activity 
signing  as  "a  dtdet  ofBcer  responsible  tor 
piocuremoit."  and  (^)  by  a  Contracting 
C^Bcer:  and  (b)  setts  forth  the  require- 
ments to  be  followed  with  respect  to  such 
determinations  and  findings. 

9  402.301  Nature  of  determinatioTts 
and  findings.  The  determinations  and 
supporting  findings  that  are  referred  to 
throughout  this  subchapter,  usually  as 
prerequisites  to  the  authority  of  a  pro- 
curing activity  to  enter  Into  contracts 
by  ^^otiatlon  or  to  make  advance  pay- 
ments under  negotiated  contracts,  will 
in  most  instances  be  made  by  the  Secre- 
tary of  a  Department.  Su^  determina- 
tions and  findings  shall  ordinarily  be 
made  only  with  respect  to  individual  pur- 
chases or  contracts,  but  may  be  made 
with  respect  to  classes  of  purchases  or 
contracts  in  special  cases  and  then  only 
for  a  specified  period  and  In  accordance 
with  procediffeg  prescribed  by  each  re- 
spective Department.  Xertaln  determi- 
nations, as  hereinafter  ivovided.  may  be 
made  by  the  head  of  a  procuring  activity 
signing  as  "a  chief  oOceiwesponsible  for 
procurement"  or  by  a  (Contracting  OfBcer, 
but  in  either  of  these  ^ro  cases  only  with 
reelect  to  mdividual  purchases  or  con- 
tracts. 

9  402.303  Determinations  and  findings 
by  th£  Secretarg  of  a  Department.  The 
following  determinations,  and  written 
findings  in  support  thereof,  may  be  made 
(mly  by  the  Secretary  of  a  Department, 
and  are  not  delegated  hereunder  except 
to  the  extent  provided  m  9  402.303: 

(a)  The  detennlnation  required  by 
9  402^11  with  respect  to  any  negotiated 
omtract  fOr  eaqiolmental.  devdoi»nen- 
tal.  or  research  work  or  for  the  maiMf ae- 
tnre  or  fmnlshinr  of  supplies  for  ex- 
perimoitatlon.  development,  research,  or 
test; 

(b)  Hie  detcrmlnatian  lequhed  by 
9  402.212  Willi  respect  to  aoaj  negotiated 
contract  that  should  not  be  publicly  dis- 
closed: 

(c)  The  determination  required  by 
9  402.213  With  respeei  to  any  negotiated 
contract  for  teehnlcaT  equipment  requir- 
ing standardization  and  interchange- 
ability  of  parts; 

(d)  The  determinatkm  required  by 
9  403.314  with  respect  to  any  negotiated 
contract  for  technical  or  spedaliaed  sup- 
plies requiring  a  substantial  Initial  in- 
vestment or  an  extended  period  of  prepa- 
ratiob  tor  mamtfacture; 

(e)  The  determination  required  by 
9  402.215  with  respect  to  any  negoUated 
contract  entered  into  after  advertising 
has  proved  unsatisfactory; 

(f)  The  deternUnation  required  by 
9  402.316  with  respect  to  any  negotiated 
ctmtract  entered  into  in  the  Interest  of 
national  defense  or  industrial  mobiliza- 
tion : 

(g)  The  determination  required  in 
Subpart  E  of  this  part  with  respect  to 
advance  payments  imder  any  negotiated 
contract. 

In  addition  to  the  foregoing  determina- 
tions, the  Secretary  of  any  Department 
may  also  make  any  of  the  determina- 
tions, and  written  findings  in  support 
thereof,  that  may  be  made  by  the  bead 
of  any  procuring  activity  signing  as  **a 
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chief  officer  responsible  for  procure- 
ment" or  by  a  Contracting  Officer. 

i  402.303  Determinations  and  findings 
by  the  head  of  a  procuring  activity  sign- 
ing as  "a  chief  officer  responsible  for  pro- 
curement." The  following  determina- 
tions, and  written  findings  in  support 
thereof,  may  be  made  by  the  head  of  a 
procuring  activity  signing  as  "a  chief 
officer  responsible  for  procurement": 

(a)  The    determination    required    by 
J  402.211  with  respect  to  any  negotiated 

contract  for  experimental,  developiken- 
tal,  or  research  work,  or  for  the  manu- 
facture or  furnishing  of  supplies  for  ex- 
perimentation, development,  research,  or 
test:  Provided.  That  such  contract  does 
not  obligate  the  Oovemment  to  pay  more 
than  $25,000;  and 

(b)  The  determinations  required  by 
S§  402.404.  402.405.  and  402.406  with  re- 
spect to  the  use  of  a  cost  or  a  cost-plus- 
a-fixed-fee  contract  or  an  incentive- 
type  contract. 

$  402.304  Determinations  and  findings 
hy  a  contracting  officer.  To  the  extent 
that  the  authority  has  been  or  may  be 
granted  by  procedures  prescribed  by  each 
respective  Department,  the  determina- 
tions required  by  |]  402.404.  402.405,  and 
402.406  with  respect  to  the  use  of  a  cost 
or  a  cost-plus-a-flxed-fee  contract  or  an 
incentive-type  contract  may  be  made  by 
a  Contracting  Officer:  Provided,  That  any 
such  determination  shall  be  based  upon 
written  findings  made  by  the  Contracting 
Officer. 

9  402.305  Forms  of  determinations 
and  findings.  Each  determination  and 
findings — whether  for  (a)  "Authority  to 
Negotiate  an  Individual  Contract,"  or  (b) 
"Authority  to  Negotiate  a  Class  of  Con* 
tracts."  or  (c)  "Advance  Payments,"  or 
(d)  "Method  of  Contracting,"  or  (e)  any 
other  purpose — shaU  be  prepared  in  ac- 
cordance with  procedures  prescribed  by 
each  respective  Department. 

1 402.306  Procedure  vHth  respect  to 
determinations  and  findings.  Each  de- 
termination and  findings  shall  be  ap- 
proved and  processed  in  accordance  with 
procedures  prescribed  by  each  respective 
Department. 

I  402.307  Distribution  of  copies  of  de- 
terminations and  findings.  Copies  of 
each  determination  and  findings  shall 
be  distributed  in  accordance  with  pro- 
cedures prescribed  by  each  respective  De- 
partment: Provided.  That  one  -copy 
thereof  with' respect  to  (a)  negotiated 
contracts  (whether  by  Individual  con- 
tract or  by  class  of  contracts),  (b)  ad- 
vance payments,  and  (c)  the  use  of  a  cost 
or  a  cost-plus-a-fixed-fee  contract  or 
an  incentive-type  contract,  shall  be  sent 
to  the  General  Accounting  Office  with 
the  copy  of  the  contract  negotiated  and 
executed  thereunder. 

S  402.308  Retention  of  copies  of  deter- 
minations and  findings,  and  of  other  rec- 
ords. Executed  originals  of  all  determi- 
nations and  findings,  and  copies  of  all 
supporting  documents,  shall  be  preserved 
in  the  cognizant  procuring  activity  or  in 
the  Department  concerned  for  six  years 
following  the  date  of  each  respective  de 
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preserved  in  the  cognizant  procuring  ac- 
tivity or  In  the  Department  concerned 
for  a  perfbd  of  six  yearr  following  final 
payment  on  each  such  respective  con- 
tract 

SXJBPABT  1>— TYPIS  OF  COKTHACTS 

9  402.400  Scope  of  subpart.  This 
subpart  (a)  describes  approved  types  of 
contracts  authorized  for  procurement 
by  negotiation,  and  (b)  imposes  condi- 
tions on  the  use  of  each  type.  y^ 

i  402.401  Authorized  types  of  con- 
tracts. Pursuant  to  the  authority  of 
section  4  of  the  act.  contracts  negotiated 
under  this  part  may  be  of  any  type  which 
.^will  promote  the  best  interests  of  the 
Government,  except  that  imder  no  cir- 
cumstances shall  the  cost-plus-a-per- 
centage-of-cost  sjrstem  of  contracting  be 
used,  or  allowed  to  be  used  for  any  sub- 
contract under  a  Department  contract. 
In  accordance  with  the  basic  policy  set 
forth  In  S  400.304  of  this  subchapter,  the 
fl^ed-prlce  type  of  contract  shall  be  used 
for  negotiated  contracts  unless  condi- 
tions necessitate  the  use  of  some  other 
type  of  contract;  however,  the  cost  or 
cost-plus-a-fixed-fee  type  of  contract  or 
the  lncentive-t3rpe  of  contract  shall  not 
be  used  except  upon  compliance  with  all 
of  the  applicable  requirements  of  this 
subpart.  ^ 

9  402.402  Fixed-price  contract.  The 
fixed-price  type  of  contract  generally 
provides  for  a  firm  price  or  prices  for  the 
supplies  or  services  which  are  being  pro- 
ciired.  This  type  of  contract  is  used 
when  costs  can  be  estimated  with  rea- 
sonable accuracy  and  a  fair  price  nego- 
tiated. It  may  include  provision  for 
price  escalation  or  adjustment. 

9  402.403  Fixed-price  contract  uHth 
provision  for  redetermination  of  price. 
This  type  of  contract  is  a  fixed-price  con- 
tract with  a  special  provision  for  redeter- 
mining upwar  or  downward  the  price  or 
prices  in  the  contract.  It  is  used  to 
obtain  reasonable  prices  whenever  con- 
tingency charges  otherwise  would  be  in- 
cluded in  a  contract  price  due  to  such 
factors  as  prolonged  delivery  schedules, 
unstable  market  conditions  for  material 
or  labor,  or  uncertainty  as  to  cost  to  per- 
formance. By  this  type  of  contract,  the 
Government  assumes  the  risk  of  certain 
contingencies  which  a  contractor  would 
otherwise  assume  and  would  include  In 
his  contract  price,  and  the  contract  price 
is  ultimately  redetermined  only  to  the 
extent  that  such  contingencies  actually 
occur.  This  type  of  contract  is  also  used 
to  assure  to  the  Government  the  benefits 
of  reduced  costs  of  performance.  When 
a  fixed-price  contract  contains  a  rede- 
termination provision  of  the  incentive- 
type,  it  shall  be  deemed  to  be  an  incen- 
tive-type contract  within  the  meaning 
of  9  402.404. 

9  402.404  Incentive-type  contract. 
The  Incentive-type  contract  may  be  of 
either  a  fixed-price  or  a  cost-plus-a- 
flxed-fee  nature,  with  a  special  provision 
for  redetermination  of  the  fixed  price  or 
fixed  fee.  It  provides  for  a  tentative  base 
price  or  target  price  (called  the  "contract 
price")  and  a  maximum  price  or  maxl- 


termination.   Complete  records  with  re^   mum  fee.  with  prick  or  fee  redetermlna- 
spect  to  all  negotiated  contracts  shall  be     tlon  after  completion  of  the  contract  for 


the  purpose  of  establishing  a  final  price 
or  fee  based  on  the  contractor's  actual 
costs  plus  a  sliding  scale  of  profit  or  fee 
which  varies  inversely  with  the  cost  but 
which  in  no  event  shall  permit  the  final 
price  or  fee  to  exceed  the  maximum  price 
or  fee  stated  in  the  contract.  Use  of  the 
incentive-type  contract  is  usually  re- 
stricted to  instances  when  the  procure- 
ment of  supplies  or  services  Involves  a 
reasonably  long  production  run.  when 
the  contractor  has  an  acceptable  ac- 
counting system  and  adequate  manu- 
factiu-lng  experience,  and  when  a  reason- 
ably close  "contract  price"  can  be  nego- 
Uated. 

9  402.404-1  Limitation  on  use  of  in- 
centive-type contract.  The  incentive- 
type  contract  shall  be  used  only  after  a 
determination,  in  accordance  with  the 
requirements  of  Subpart  C  of  this  part, 
that: 

(a)  Such  method  of  contracting  is 
likely  to  be  less  costly  than  other  *neth- 
ods,  or 

(b)  It  is  Impractical  to  secure  supplies 
or  services  of  the  kind  or  quality  required 
without  the  use  •£  such  type  of  contract. 

9  402.405  Cost  contract.  The  cost  (or 
cost-sharing)  type  of  contract  provides 
for  payment  to  the  contractor  of  allow- 
able costs,  to  the  extent  prescribed  in 
the  contract,  incurred  in  the  perform- 
ance of  the  contract.  This  type  of  con- 
tract establishes^an  estimate  of  the  total 
cost  for  purposes  of  (a)  obligating  cur- 
rent funds  and  (b)  e^blishing  a  ceiling 
beyond  which  the  contractor  cannot  go 
(except  at  his  own  expense)  without 
prior  approval  of  the  Contracting  Officer. 
It  may  provide  for  a  predetermined  fixed 
(or  provisional)  overhead  rate,  usually  to 
be  redetermined  at  stated  Intervals. 

9  402.405-1  Limitation  on  use  of  cost 
contract.  The  cost  type  of  contract  shall 
be  used  only  after  a  determination,  in 
accordance  with  the  requirements  of 
Subpart  C  of  this  part,  that: 

(a)  Such  method  of  contracting  is 
likely  to  be  less  costly  than  other  meth- 
ods, or 

(b)  It  is  impractical  to  secure  supplies 
or  services  of  the  kind  or  quality  re- 
quired without  the  use  of  such  type  of 
contract. 

9  402.406  Cost-plus-a-fixed-fee  con- 
tract. The  cost-plus-a-fixed-fee  type  of 
contract  is  similar  to  the  cost  contract  in 
that  it  provides  for  payment  to  the  con- 
tractor of  all  allowable  costs  as  defined  in 
the  contract  and  establishes  an  estimate 
of  the  total  cost.  It  differs  from  the  cost 
contract  in  that  it  also  provides  for  pay- 
ment of  a  fixed  fee  based  on  the  estimated 
cost  of  the  contract.  This  fixed  fee  shall 
not  vary  with  actual  cost  (except  in  the 
case  of  an  incentive-type  contract),  but 
only  with  a  change  In  the  estimated  cost 
as  a  result  of  a  change  in  the  scope  of 
work  under  the  contract.  This  type  of 
contract  may  provide  for  a  predetef- 
mlned  fixed  (or  provisional)  overhead 
rate,  usually  to  be  redetermined  at  stated 
Intervals. 

9  402.406-1    Limitation  on  use  of  cost- 
plm-a- fixed- fee    contract.     The    cost- 
plus-a -fixed-fee  type  of  contract  shall  b^ 
>  tised  only  after  a  determinatloOi  in  ac- 


Tuesday,  February  8,  19i9 

cordance  with  the  requirements  of  Sob- 
part  C  of  this  part,  that: 

(a)  Such  method  of  coQtractfng  Is 
likely  to  be  less  costly  than  other  meth- 
ods, or 

(b)  It  b  impractical  to  secure  supplies 
or  services  of  the  kind  or  quality  required 
without  the  use  of  such  type  of  contract. 

9  402.406-2  UmUation*  on  fixed  fee. 
The  fixed  fee  shall  be  negotiated  by  the 
parties,  but  shall  not  exceed  (except  to 
the  extent  approved  by  the  Secretary  of 
the  Department  concerned  within  the 
limits  Imposed  by  section  4  (b>  of  the 
act)  seven  per  centum  (7%)  of  the  esti- 
mated cost  of  the  contract,  exclusive  of 
fee:  Provtded,  That  a  f ee  not  in  excess  of 
ten  per  centum  (10%)  of  such  estimated 
cost  is  authorized  in  the  case  of  any  con- 
tract for  experimental,  developmental,  or 
research  woric.  In  a  cost-plus-a-fixed- 
fee  cfmtract  for  architectiu-al  or  engi- 
neering services  relating  to  any  public 
work  or  utility  project,  there  is  author- 
ized for  such  services  a  fixed  fee  vj^ch. 
together  with  the  costs  of  such  semces. 
shall  not  exceed  six  per  centum  (6% )  of 
the  estimated  cost  of  such  project  (exclu- 
sive of  the  fixed  fee  for  the  project) . 

9  402.407  Time  and  materials  con- 
tract. The  time  and  materials  type  of 
contract  provides  for  the  purchase  of 
supplies  or  services  on  the  basis  of  (a) 
direct  labor  hours  at  specified  hovrly 
rates  (which  rates  taichide  direct  labor, 
overhead,  and  profit)  and  (b)  material 
at  cost.  This  type  of  contract  shall  not 
be  used  if  any  othe^ype  of  contract  is 
equally  advantageous  to  the  Govern- 
ment. ReiHCsentative  situations  where 
this  type  of  contract  might  be  used  are 
contracts  for  eitgineering  and  design 
services  in  (Connection  with  the  produc- 
tion of  supples,  contracts  for  repair, 
maintenance,  or  overheaul,  and  contracts 
for  the  production  of  supjdles  In  special 
cases  of  emergency. 

9  402.408  Letter  contract  or  letter  of 
inUnt.  A  letter  contract  or  letter  of  in- 
tent is  a  preliminary  contract  with  a  ten- 
tative price  or  specjflc  amount  agreed  to 
therein,  and  with  sucH  other  basic  terms 
set  forth  therein  as  can  be  agreed  to  at 
that  time.  It  authorizes  the  contractor 
to  commence  work,  incur  costs,  and  make 
commitments  pending  negotiation  and 
execution  of  the  final  definitive  contract. 
It  obligates  the  Government  either  to 
make  a  final  deflnitlve  contract  within  a 
specified  time  or  to  reimburse  the  con- 
tractor for  costs  Incurred  under  the  let- 
ter contract  or  letter  of  intent.  This  type 
of  contract  shall  be  used,  subject  to  such 
approval  as  is  required  by  the  procedures 
of  each  respective  Departsoent.  only 
when  'one  of  the  following  conditions 
exists: 

(a)  When  it  Is  essential  to  give  to  the 
contractor  a  binding  commitment  In  or- 
der to  permit  him  to  commence  work 
immediately;  or 

(b)  J/rhtn  the  nature  of  the  work  In- 
volved prevents  the  preparatloa  of  defini- 
tive requirements  or  spedflcatloQS. 
thereby  making  it  impossible  to  negoti- 
ate a  final  eontract  at  that  time. 

1?he  letter  contract  or  letter  of  intent 
shall  be  superseded  as  soon  as  possible  by 
a  final  definitive  contract. 
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1402.409  Other  tj/pet  of  amtrcets. 
In  addition  to  tbe  ^rpea  of  contracts  de- 
scribed fn  the  preceding  sections,  eon- 
tracts  may  be  of  any  type  or  nature  re- 
ferred to  in  the  deAnltton  of  "contracts" 
in  9  400.301-0  of  this  subchapter,  and  also 
may  be  of  tbe  call  type,  open-end  type,  or 
ind^nite  quantity  type. 

9  403.410  Books  and  records  of  cort- 
type  contractors.  Pursuant  to  the  au- 
thority of  section  4  (b)  of  the  act.  any 
procuring  activity,  through  any  author- 
ized representative  thereof,  shall  have 
the  right  to  Inspect  the  plants  and  to 
audit  the  books  of  any  prime  contractor 
or  subcontractor  engaged  In  the  per- 
formance of  a  cost  or  a  cost-plus-a-llxed- 
fee  contract.  This  authority  is  in  addi- 
tion to  any  other  right  of  inspection  or 
audit  conferred  by  statute. 

9  403.411  Contract  forms  and  provi- 
sions. The  forms  and  provisions  of  con- 
tracts shall  conform  to  the  requiremoits 
of  law.  of  this  subchapter,  and  of  pro- 
cedures prescribed  by  each  respective 
Department.  Howevo'.  all  cost  and  cost- 
plus-a-fixed-fee  cMitracts  shall  provide 
for  advance  notiflcatim  by  the  contractor 
to  the  procuring  activity,  or  to  the  De- 
partment concerned,  of  any  subcontract 
thereunder  on  a  cost-plus-a-flxed-fee 
basis  and  of  any  fixed-price  subcontract 
or  purchase  order  which  exceeds'  in  dol- 
lar amount  either  $35,000  or  five  per- 
centum  (5% )  of  the  total  estimated  cost 
of  the  prime  contract. 
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9  402.500  Scove  of  subpart.  This  sub- 
part sets  forth  (a)  the  nature  cA  advance 

payments,  (b)  the  authority  ffj^maisixig 
advance  paytfftnts,  and  (c)  the  limita- 
tions on  such  authority. 

9  402.501  Nature  of  advance  pay- 
menta.  Advance  payments  shall  be 
deemed  to  be  paymmts  made  by  tbe 
Government  to  a  contracted  in  the  form 
of  loans  or  advances  prior  fo  and  in  an- 
ticipation of  complete  perfurmanoe  un- 
der a  contract.  Advance  payments  are 
to  be  distinguished  from  'Ipartial  pay- 
ments" and  "progress  payments"  and 
other  payments  made  because  of  per- 
formance or  part  perfonnance  of  a  con- 
tract. 

9  403.503  Authority  to  make  advance 
payments.  Pursuant  to  the  authority  of 
section  5  of  the  act,  advance  payments 
may  be  made  under  negotiated  contracts 
executed  before  or  after  the  effective  date 
of  this  sabchapter  in  any  amount  not 
exceeding  the  contract  price  and  upon 
such  terms  as  the  parties  shall  agree: 
Provided: 

(a)  Adequate  security  for  sucb  ad- ' 
vance  payments  Is  obtained: 

(b)  Provision  for  advance  payments 
Is  In  the  pubUc  Interest  or  In  the  Interest 
of  national  defense,  as  determined  by 
the  Secretary  of  a  Department  In  accord- 
ance with  tbe  requiroBkents  of  Subpart  C 
of  this  part:  and 

<c)  Provlaion  for  advance  paymonts  Is 
neoeanry  and  approprlat*  In  order  to 
procure  tbe  required  aappUea  or  asrvlcca. 
as  determined  by  tbe  Secretary  of  a  De- 
partment in  accordance  vith  tbe  reiialre- 
ments  of  Subpart  C  of  this  part 


S  402303  Umitations  on  authority  to 
make  advance  payments.  Advance  pay- 
ments shall  not  be  authorised  unless  all 
of  tbe  folkywinff  reqnirementa  are  satis- 

(a)  No  other  eontractor  is  available 
to  fum^  tbe  desired  supplies  or  serv- 
ices. iqjSn  terms  satisfactory  to  the  De- 
partment, witbont  provision  for  advance 

payments; 

(b)  Exo^  for  non-profit  research  and 
development  contracts  with  educational 
institutions,  no  otiier  means  of  adequate 
financing  is  avaflable  to  the  eontractor; 

(c)  The  amount  of  the  authorization 
is  predicated  upon  use  of  the  contractor's 
own  working  capital  to  the  extent 
possible. 

§  402.504  Security  provi^ons.  The 
advance  payment  agreenwnt  should 
provide  for  deposit  of  all  payments  into 
SF>ecial  bank  accounts  and  should  include 
suiti^le  covenants  to  protect  tbe  Govern- 
ment's interest  Advance  payments 
under  such  authorizations  should  be  lim- 
ited to  the  contractor's  financial  needs, 
and  withdrawals  from  the  special  bank 
accounts  provided  therefor  should  be 
closely  supervised.  The  terms  govern- 
ing advance  payments  may  include  as 
»^urlty.  in  additlim  to  or  in  lieu  of  the 
requirements  f(V  an  advance  payment 
bond,  provision  for  a  hen  in  favor  of  tbe 
Government  paramount  to  all  other 
liens,  upon  the  supplies  ocmtracted  for. 
upon  the  credit  balance  in  any  special 
account  in  which  sucb  payments  may  be 
deposited,  and  upon  such  of  the  material 
and  other  property  acquired  for  perform- 
ance of  the  contract  as  the  parties  shall 
agree. 

8  402.505  Interest  on  advance  pof- 
ments.  Whenever  an  advance  payment 
Is  made  to  a  contractor,  intwest  will  be 
charged  (usually  at  the  rate  of  2^  per- 
cent per  ttnntim  on  the  unliquidated  bal- 
ance), except  that  advance  payments 
may  be  made  without  Interest  in  either  of 
the  following  situations: 

(a)  Advance  payments  authorized  !n 
connection  with  contracts  which  provide 
for  performance  at  cost,  or  without  profit 
or  fee  to  the  contractor:  or 

(b)  Advance  payments  to  be  made 
without  interest  as  authorized  by  the 
Secretary  of  a  Department 
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408.10t       Prepwfttioo  of  prociirement  re- 
quests. 

StTBPABT   B ^B***"    OKVICBS    PCTBOLXtTlC 

rniCBASIMO  AOKNCT 

403.300  Scope  of  subpart. 

40SMI  Procurement      responsibility      of 
Petroleum  Purchaslflff-iAgency. 

403.303  Organization  of  agency. 

403.303  Functions. 

403.304  Notincatlon  to  departments. 

403.305  Applicability    of    regulation    and 

department  procedures. 

■tTBPJUtT  C-*AUaD  saviCES  MZDICAL 

Fsocniauirr  agknct 

403.300  Scope  of  subpart. 

403.301  Procurement      responsibility      of 

Medical  Procurement  Agency. 
403.303        Organization  of  agency. 

403.303  Functions. 

403.304  Notification  to  departments. 

403.305  Applicability    of    regiilatlon    and 

department  procedures. 

AirrHouTT:  11403.000  to  408.30S  issued 
under  sec.  1  (a),  (b).  54  Stat.  713,  56  SUt. 
83S,  Pub.  Law  413.  80th  Cong.;  41  U.  S.  C. 
preceding  sec.  1  note.  50  D.  S.  C.  App.  601- 
633;  E.  O.  0001,  Dec.  37,  1941.  8  CFR  Cum. 
8upp. 

1403.000  ScopA  of  part.  This  part 
lets  forth,  on  the  basis  of  the  provisions 
of  and  authority  contained  In  section  lO 
Of  the  act,  and  In  accordance  with  the 
provisions  of  the  National  Security  Act 
of  1947  (PubUc  Law  253,  80th  Congress) . 
the  basic  policies  and  requirements  relat- 
ing to  the  coordinated  procurement  of 
supplies  and  services.  The  different 
types  of  coordinated  procurement  are  the 

foUowinc: 

(a)  "Single  Department  procure- 
ment." whereby  one  Department  pur- 
chases certain  supplies  or  services  for 
another  Department: 

(b)  "Joint  procurement,"  whereby  a 
Jointly  staffed  and  financed  procuring 
activity  purchases  certain  supplies  or 
services  for  the  three  Departments;  and 

(c)  "Collaborative  procurement," 
whereby  procuring  activities  of  more 
tbaa  one  Department  occupy  offices  in 
the  same  area  but  make  separate  con- 
tracts, the  objective  being  to  center  in 
one  place  geographically  all  procure- 
ment of  similar  supplies  or  services. 

f  403.001  Coordinated  procurement  of 
items  in  short  supply.  Whenever  there 
flodsts  a  shortage  in  supplies  or  services, 
the  matter  shall  be  referred  by  the  head 
of  a  procuring  activity  to  the  appropriate 
authority  within  his  Department,  where- 
upon the  latter  shall  immediately  con- 
fer with  the  corresponding  authority  in 
each  of  the  other  Departments  in  an 
effort  to  solve  the  problem. 

SITBPART  A— aiNOLK  DBPAaTXKMT 

paocxntEXENT 

I  403.100  Scope  of  subpart.  This  sub- 
put  deals  with  the  procurement  of  sup- 
plies or  services  by  one  Department  for 
another  Department  pursuant  to  either 
(a)  agreement  between  the  Departments 
concerned.  or~(b)  assignment  of  pro- 
curement responsibility  by  the  Munitions 
Board.  However,  the  provisions  of  Sub- 
part D  of  Part  855  shall  govern  (1)  the 
transfer  of  supplies  from  the  stocks  of 
one  Department  to  another  Department, 
and  (2)  work  performed  by  one  Depart- 
ment for  another  Department. 


riAes  and  regulations 

1403.101  Definitions.  As  used  in  this 
subpart.  "Requiring  Department"  is  the 
Department  originating  a  requisition  or 
procurement  request  for  supplies  or  serv- 
ices to  be  purchased  by  another  Depart- 
ment; and  "Purchasing  Department"  is 
the  department  which  is  asslgtred  the 
purchase  responsibility  for  certain  sup- 
plies and  services,  and  which  makes  con- 
tracts for  such  supplies  and  services  to 
satisfy  its  own  requirements  and  the  re- 
quirements of  another  Department. 

9  403.102  Execution  and  administra- 
tion of  contracts.  Purchases  for  each  de- 
partment will  generally  be  covered  by 
separate  contracts.  However,  when  econ- 
omy or  more  efficient  procurement  would 
result,  the  Purchasing  Department  may 
combine  in  a  single  contract  the  require- 
ments of  all  the  departments,  with  the 
quantities  of  each  item  for  each  Depart- 
ment being  shown  separately  and  being 
clearly  identified  as  to  the  proper  appro- 
priation or  fund  to  be  charged.  The  pro- 
curement of  the  supplies  or  services  and 
the  preparation,  execution,  and  adminis- 
tration of  contracts  shall  be  in  accord- 
ance with  the  provisions  of  this  regula- 
tion and  with  procedures  prescribed  by 
the  Purchasing  Department.  Distribu- 
tion of  documents  shall  be  made  by  the 
Purchasing  Department  as  specified  by 
the  Requiring  Department.  Contracts 
will  be  numbered  in  the  regular  contract 
number  series  of  the  procuring  activity 
of  the  Purchasing  Department.  The 
Purchasing  Department  will  allocate 
among  the  Departments  on  an  equitable 
basis  the  supplies  and  services  purchased, 
taking  into  consideration  prices,  quan- 
tities available,  and  delivery  schedules. 

i  403.  f^  Specification^  The  Pur- 
chasing Department  shallhave  the  fol- 
lowing responsibilities  in  connection  with 
specifications : 

(a)  Obtaining    from    the    Requiring 
.Department  a  list  of  (or  copies  of)  speci- 
fications us^  in  the  assigned  field; 

(b)  Reviewlog  the  specifications  to  de- 
termine those  which  are  of  such  interest 
that  Joint  or  Federal  specifications  should 
be  m-epared; 

(c)  Taking  action  to  have  initiated 
Joint  or  Fedeml  specifications  projects. 

i  403.104  Funds  and  payments.  Each 
requisition  or  procurement  request  for- 
warded by  the  Requiring  Dei)artment  to 
the  Purchasing  Department  will  show  the 
appropriation  or  fund  of  the  Requiring 
Department  under  which  the  contract  is 
to  be  drawn.  The  signature  of  the  of- 
ficer approving  the  requisition  or  pro- 
curement request  for  the  Requiring  De- 
partment will  be  considered  as  establish- 
ing conclusively  that  the  purchase  is  au- 
*  thorized  uhder  the  appropriation  or  fund 
cited  and  that  the  amount  stated  has 
been  committed  for  the  purpose  of  meet- 
ing payments  on  the  contract,  as  and 
when  accruing.  The  amount  shown  in 
the  requisition  or  procurement  request 
will  be  the  Requiring  Department's  best 
estimate  of  the  cost  of  the  supplies  and 
services  to  be  purchased.  The  Purchas- 
ing Department  is  authorized,  without 
further  approval  of  the  Requiring  De- 
partment, to  make  a  contract  for  a  total 
sum,  including  all  contingent  amounts 
for  variation  in  quantity  and  price,  not 
In  excess  of  the  amount  estimated  by  the 


Requiring  Department  plus  10  percent. 
unless  otherwise  specified  in  the  requisi- 
tion or  procurement  request.  The  Pxir- 
chasing  Department  will  make  no  amend- 
ment increasing  the  total  dollar  amount 
of  a  contract  without  prior  approval  of 
the  Requiring  Department;  Provided, 
however.  That  such  prior  approval  shall 
not  be  required  for  amendments  estab- 
lishing the  amount  of  adjustments  re- 
quired by  the  terms  of  the  contract  as 
executed  or  previously  amended.  In  every 
instance,  the  contract  will  establish  an 
obligation  and  tu-ovide  for  payment  un- 
der an  appropriation  or  fund  of  the  Re- 
quiring Department;  Prot;ided,  That  this 
requirement  is  not  to  be  construed  as 
changing  the  established  concept  of  ob- 
ligation of  funds.  Each  Department  will 
provide  the  other  Departments  with  a  list 
of  its  disbursing  offices  and  with  the  re- 
quirements governing  the  submission  of 
invoices  and  the  designation  of  paying  of- 
fices. The  Purchasing  Department  will 
comity  with  such  requirements  of  the 
Req^lng  Department  by  including  in 
the^ntract  appropriate  invoicing  and 
payment  instructions.  The  Requiring 
Department  will  include  on  the  requisi- 
tion or  procurement  request  appropriate 
accounting  data  ordinarily  shown  in  con- 
tracts of  the  Requiring  Department,  and 
such  data  will  be  Included  in  the  con- 
tract Issued  by  the  Purchasing  Depart- 
ment. 

8  403.105  Inspection.  Inspection  of 
supplies  at  place  of  manufacture  or  prior 
to  shipment  will  generally  be  made  by 
inspectors  of  the  ^Purchasing  Depart- 
ment. However,  this  general  rule  shall 
not  be  construed  to  preclude  the  utiliza- 
tion of  the  inspectors  of  the  Requiring 
Department  when  they  are  located  at  or 
otherwise  servicing  the  contractor's 
plant  Inspection  at  destination  will  gen- 
erally be  made  by  inspectors  of  the  Re- 
quiring Department. 

i  403.106  Transportation  of  materials. 
Every  requisition  or  procurement  re- 
quest will  show  the  appropriation  or  fund 
and  accounting  classification  chargeable 
for  such  transportation  costs  as  may  be 
Incurred  in  effecting  delivery  at  Govern- 
ment expense.  Oovemment  bills  of  lad« 
ing  will  generally  be  Issued  by  the  Pur- 
chasing Department.  In  every  instance, 
the  Oovemment  bill  of  lading  will  show 
(a)  the  Requiring  Department  as  the  de- 
partment to  be  billed,  and  (b)  the  appro- 
priation or  fund  designated  by  that  De- 
partment as  the  appropriation  chargea- 
ble. Where  Oovemment  bills  of  lading 
of  the  Purchasing  Department  are  used 
to  cover  shipment  of  supplies  consigned 
to  the  Requiring  Department,  the  biU  of 
lading  number  will  be  prefixed  by  the 
name  of  the  Requiring  Department. 

1 403.107  Transfer  of  uncompleted 
contracts. 

1 403.107-1  Effect  of  assignment  of 
procurement  responsibility.  As  a  general 
rule,  when  the  procurement  responsibility 
for  a  commodity  or  class  of  commodities 
is  assigned  to  one  Department,  uncom- 
pleted contracts  of  any  other  Department 
for  any  such  commodity  or  class  of  com- 
modities will  not  be  transferred,  but  will 
continue  to  be  administered  for  all  pur- 
poses by  such  other  Department. 
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1 403.107-2  UsprnteswHdertransferrtd 
contracts.  In  the  case  of  any  ooatract 
transferred,  or  to  be  transferred,  to  the 
DeparUnent  of  the  Navy,  the  eoatract 
should  be  amended  to  inovide  that  tbd 
Navy  Departmeht  Board  of  Cootract  M>- 
peuls  hear  and  decide  ail  disputes  con- 
cerning questions  of  fact  which  are  ap- 
pealed pursuant  to  the  "Disputes"  dausa 
of  such  transferred  contract.  In  the  case 
of  any  contract  transferred,  or  to  be 
transferred,  to  the  Department  of  the 
Army  or  the  Dei^artment  of  the  Air 
Force,  the  contract  should  be  amended  to 
provide  that  the  Army  Board  of  Comtcact 
Appeals  bear  azkl  decUe  all  disputes  con- 
cerning questions  of  fact  which  are  ap- 
pealed parsuaat  to  the  'TMsputes"  clause 
of  such  transferred  contract. 

I  403.107-S  Comtraetimif  officers  under 
transferred  contracts.  In  the  case  of  any 
contract  transferred,  or  to  be  transferred, 
to  any  department,  the  successor  to  the 
Contracting  Officer  for  each  such  con- 
tract shall  be  the  head  of  the  procuring 
activity  (or  any  Contracting  Officer 
thereof)  to  which  the  administration  of 
any  such  contract  is  assigned,  and  any 
such  successor  shall  have  all  of  the  rights 
and  responsibilities  of  a  Contracting 
Officer  under  such  transferred  contract. 

1 40S.108  AdminUtration  costs.  Tbe 
Purchasing  Department  will  bear,  without 
remibursement  therefor,  (a)  the  admm- 
istrative  costs  incidental  to  Its  procure- 
ment of  supplies  and  services  for  aaotber 
Department,  and  (b)  the  cost  of  sudi  In- 
spection as  it  may  perform  in  connection 
therewith.  However,  when  a  procure- 
ment responsibility  is  transferred  from 
one  Deptetment  to  another  Department, 
funds  i^ypropriated  or  to  be  apptxjpriated 
for  defraying  the  administrative  costs 
of  such  procurement  responsibility  shall 
be  made  available  to  the  Purchasing  De- 
partment by  transfer  or  otherwise  as 
appropriate  and  desired  by  the  Purchas- 
ing Department;  but  the  Department  to 
which  the  procurement  responsibility  is 
transferred  will  assume  budget  cogni- 
zance at  the  earliest  possible  date. 

S  403.109  Preparation  of  procurement 
requests.  Requisitions  or  i^rocurement 
requests  for  supplies  or  services  to  be 
piut^hased  by  anotheri  department 
should  contain  substcmtiaUy  the  foUow- 
Ing  information  and  any  other  informa- 
tion required  by  procedures  prescribed 
by  the  Requiring  Department  or  by  the 
Purchasing  Department: 

(a)  Description  (including  aU  Identi- 
fying data),  quantity,  and  estimated 
price  of  supplies  or  services  to  be  pur- 
chased; 

(b)  Any  permitted  variation  in  the 
amount  which  the  Purchasing  Depart- 
ment is  authorized  to  obligate,  as  re- 
ferred to  in  S  403.104; 

(c)  Time,  place,  and  method  of  de- 
livery; 

(d)  Place,  method,  and  conditions  of 
Inspection  (4fhether  by  inspectors  of 
Purchasing  Department  or  Requiring 
Department  or  both) ; 

(e)  Shipping,  packaging,  packing, 
and  marking  instructions; 

(f)  Requisition  (or  other  purdhase 
authority),     appropriation,     allotment. 
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and  accounting  data  with  resipect  to  pur- 
chase  price  and  transportation  costs; 

(g)  Invoice  and  iMjrment  instruc- 
tions; 

(b)  Contract  identification,  and  in- 
struotloQS  as  to  special  provisions  to  be 
included  in  the  contract: 

U)  Distribution  of  copies  of  resulting 
contracts  and  shilling  documents  or  re- 
ceiving r^jiorts; 

(J)  Certification  of  funds  by  a  fiscal 
office  or  division. 

BITBPAKT  B — ASMD  SKRVICXS  PITROLSUII 

puacHaaDfG  aqdict 

S  403.200  Scope  of  subpart.  This 
subpart  deals  with  Joint  procurement  by 
the  Armed  Service  Petroleum  Purchasing 
Agency,  and  prescribes  general  policies 
governing  the  operaaon  of  that  Agency. 

S  403.201  Procurement  responsOriUty 
of  Petroleum  Purchastng  Agency.  The 
Armed  Services  Petndeom  Purchasing 
Agency  (referred  to  in  this  subpairt  as 
the  "ASPPA")  is  estabHshfd  as  a  joint 
agency  of  the  Departments  of  the  Army, 
Navy,  and  Air  Force  pursuant  to  the  au- 
thority of  section  10  of  the  act.  In  ac- 
cordance with  planning  and  coordinating 
directives  of  the  Armed  Services  Petro^ 
leum  Board,  the  ASPPA  shaU  be  reapott- 
slble  for  all  procnrement  of  petroleum 
and  petroleum  products  (referred  to  in 
this  subpart  as  "petroleum  Items")  and 
such  other  supplies  and  services  as  may 
be  assigned  to  It  from  time  to  time. 

1403.203  Orgawbustkm  of  Ageniy. 
The  functions  of  the  ASPPA  shall  be  su- 
pervised by  The  Qoartennaster  General 
of  the  Army,  the  Chief  of  the  Bureau  of 
Supplies  and  Accounts  of  the  Navy,  and 
the  Director  of  Maintenance,  Supply,  and 
Services  of  the  Air  Force,  each  of  whom 
shall  serve  successively  as  Chairman  for 
a  two-year  term.  An  executive  ofBcer 
shall  be  selected  In  rotation  from  the 
three  Departments  to  serve  for  a  term  of 
two  years;  he  shall  ocmduct  the  business 
of  the  ASPPA  as  "head  of  a  procuring 
activity,"  and  shall  perform  such  other 
services  as  may  be  assigned. 

i  403.203  Functions.  In  carrying  out 
its  responsibility  for  the  procurement  of 
petroleum  items,  the  ASPPA.  within  the 
limits  of  allotments  of  appropriations 
made  available  for  such  purpose  by  each 
of  the  Departments,  and  In  accordance 
with  requirements  established  by  the 
Departments  and  priorities  established 
for  each  Department  by  the  Armed  Serv- 
ices Petroleum  Board  under  the  guid- 
ance of  the  Joint  Chiefs  of  Staff,  shall 
perform  the  following  functions: 

(a)  Consolidate  the  established  re- 
quirements of  the  three  Departments; 

(b)  Procure  petroleum  items  by 
means  of  formal  advertising  or  negotia- 
tion, in  accordance  with  the  require- 
ments of  Parts  401  and  402  respecUvdy; 

(e)  Supervise  the  administration  and 
performance  of  contracts,  and  for  this 
purpose  shall  arrange  for  inspections  and 
audits,  utilizing  such  facilities  and  serv- 
ices of  the  Departments  as  may  be  made 
available  therefor; 

(d)  Consolidate  transportation  re- 
quirements and  arrange  for  delivery  to 
storage  or  to  installations  through  the 
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• 
appropriate  office  of  the  Department  In- 
volved In  tranqimrtatian.  but  without 
having  any  respcmsibUity  for  operational 
control  of  transportation  facilities:  and 
(e)  Coordinate  Joint  bulk  storage  by 
the  three  Departments. 

I40S.M4  Notification  to  Departmemt*. 
The  ASPPA  shaU  advise  the  three  De- 
paztments  with  reference  to  the  schedul- 
ing of  their  petroleom  Items  require- 
ments, and  ^pA  raider  such  Informa- 
tion, reports  and  recommendations  as 
may  be  requested  or  deslrabie  to  inter- 
ested agencies  in  the  National  Military 
Establishment  in  connectkm  with  mat- 
ters arising  in  the  course  of  procurement 
of  petrtdeum  Items,  such  as  short  sup- 
ply, changes  in  spedflcatlons,  practices, 
improvements  in  storage,  distribution 
and  transportation  facilities,  and  imbal- 
ances between  purchases,  transporta- 
tion, and  storage. 

f  403^5  AppUcabOtt  of  retmlaHon 
and  Department  procedures.  AH  pro- 
curement by  the  ASPPA  shall  be  ef- 
fected m  accordance  with  the  require- 
ments of  this  regulation  and  the  pro- 
cedures presolbed  by  that  Department 
selected  from  time  to  time  by  the  Armed 
Services  Petroleum  Board.  For  such 
purposes  In  general,  and  In  particolar 
for  purposes  of  (a)  determinations  and 
findings,  (b)  oonUract  dearance,  (c)  de- 
viations, (d)  reports,  and  (e)  contract 
appeals,  the  A8FFA  shall  be  considered 
a  procuring  activity  of  the  sdected  De- 
partment As  snch  a  procuring  activity, 
the  A8FPA  shall  have  the  same  Inde- 
pendence of  operatton  as  the  tedmic^ 
services  of  the  Army,  the  Bdreans  of  the 
Navy,  or  the  Air  MatMel  Command  of 
the  Air  Force,  depending  on  the  Depurt- 
ment  under  whl^  the  ASPPA  is  oper- 
ating, and  daall  have  all  the  powers  and 
privileges  with  respect  lo  contract  forms 
and  other  matters  as  are  accorded  to  -a 
procuring  activity  by  the  Armed  Serv- 
ices Procurement  Regulation  and  the 
procedures  iwcscrlbed  by  that  Depart- 
ment under  which  the  ASPPA  is  oper- 
ating. 

SXTSPAST    C — ^ASmCD    SKKVICES    UEDICAL 
noCDIXMKlIT  aODfCT 

5  403.300  Scope  of  subpart.  This  sub- 
part deals  with  Joint  procurement  by  the 
Armed  Services  Medical  Procurement 
Agency  and  prescribes  general  policies 
governing  the  operation  of  that  Agency. 

i  403  JOl  Procurement  responsibility 
of  Medical  Procurement  Agency.  The 
Armed  Services  Medical  Procurement 
Agency  (referred  to  in  this  subpart  as  the 
"ASMPA")  Is  established  as  a  Joint 
agency  of  the  Departments  of  the  Army, 
Navy,  and  Air  Force  pursuant  to  the  au- 
thority of  secti(m  10  of  the  act.  In  ac- 
cordance with  directives  of  the  Armed 
Services  Medical  Procurement  Board, 
the  ASMPA  shall  be  responsible  for  cen- 
tral procurement  of  medicines  smd  med- 
ical, surgical,  hospital,  dental,  and  vet- 
erinary supidles  (referred  to  in  this  part 
as  "medldU  items")  and  such  other  sup- 
plies and  services  as  may  be  assigned  to 
It  from  time  to  time. 

1403.303  Onfomzatkm  of  Agency. 
The  functions  of  the  ASMPA  shall  be 
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(directed  by  a  Commanding  Offlcer,  who 
ihall  be  nominated  from  one  of  the  three 
peiMirtments  by  the  Armed  Services 
Medical  Procurement  Board,  and  ap- 
pointed by  the  Surgeons  General  of  the 
Army  and  the  Navy,  and  the  Air  Sur- 
geon of  the  Air  POrce.  There  shall  also 
be  a  Deputy  Commander,  similarly  nom. 
Inated  and  appointed,  but  of  a  Deiiart- 
ment  other  than  that  of  the  Command- 
ing Officer.  The  CoiiiBydlng  Offlcer 
shall  conduct  the  business  of  the  ASMPA 
as  "head  of  a  procuring  activity,"  and 
shall  perform  such  other  services  as 
may  be  assigned. 

i  403.303    Functions.    In  carrying  out 
its  responsibility  for  the  central  procure- 
ment  of   medical   Items,   the   ASMPA. 
within  the  limits  of  allotments  of  appro- 
priations made  available  for  such  piir- 
pose  by  each  of  the  departments,  and  in 
aficordance    with    requirements    estab- 
lished   by    the    departments    and    the 
Armed   Services    Medical   Procurement 
Board  under  the  guidance  of  the  Sur- 
geons General  of  the  Army  and  the  Navy, 
and  the  Air  Surgeon  of  the  Air  Force, 
shall  perform  the  following  fimctlons: 
'     (a)  Procure  medical  items  (in  accord- 
ance with  the  consolidated  requirements 
of  the  three  departments)  by  means  of 
formal  advertising  or  negotiation.  In  ac- 
cordance with  the  requirements  of  Parts 
852  and  853  respectively: 
'     (b)  Supervise  the  administration  and 
performance  of  contracts,  and  for  this 
purpose  shall  arrange  for  Inspections  and 
audits,  utilizing  such  facilities  and  serv- 
ices of  the  Departments  as  may  be  made 
available  therefor;  and 

(c)  Consolidate  transportation  re- 
quirements and  arrange  for  delivery  to 
storage  or  to  installations  through  the 
appropriate  office  of  the  Department  in- 
volved in  transportation  but  without  hav- 
ing any  responsibility  for  operational 
control  of  transportation  facilities. 

In  addition  to  its  procurement  responsi- 
bility, the  ASMPA  shall  perform  such 
other  functions  as  may  be  assigned  to  It 
by  competent  authority. 

8  403.304  Notification  to  Departments. 
The  ASMPA  shall  advise  the  three  De- 
partments with  reference  to  the  sched- 
uling of  their  medical  Items  requirements, 
and  shall  render  such  information,  re- 
ports and  recommendations  as  may  be 
requested  or  desirable  to  interested  agen- 

fc  cies  In  the  National  Military  Establish- 
ment in  connection  with  matters  arising 
In  the  course  of  procurement  of  medical 
Items,  such  as  short  supply,  changes  in 
specifications,  and  practices. 

9  403.305  AppHcabUity  of  regulation 
and  Department  procedures.  All  pro- 
ciu-ement  by  the  ASMPA  shall  be  effected 
in  accordance  with  the  requirements  of 
this  regulation  and  the  procedures  pre- 
scribed by  the  Department  of  the  Army. 
However,  the  ASMPA  is  a  Joint  agency  of 
the  Departments  of  the  Army,  Navy,  and 
Air  Force  for  the  central  m-ocurement 
of  medical  items,  notwithstanding  the 
fact  that,  for  the  purposes  of  this  regu- 
lation and  procedures  therexmder.  the 
ASMPA  shall  be  considered  a  procuring 
activity  of  the  Department  of  the  Army. 
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404.101    Statement  of  policy. 

404.103  Orders  under  contracts  of  Bureau 

of  Federal  Supply. 
404.108    Procurement  from   aupply   centers 
of  Bureau  of  Federal  Supply. 

404.104  Use  of  stock  catalog.  Bureau  of  Fed- 

eral Supply,  Washington,  D.  C. 
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404  JOl    Printing  and  related  supplies. 
Bwpuer  c — psocuBncKirr  or  pusom-madc  and 

BUMO-MAOB   PBODUCrS 

404.301     Prison-made  products. 
404.303    Blind-made  jvoducts. 

8T7BPAKT  D — nOCX3MMUMiftS  VmtB  Ttt*  ICOM- 
OMT  ACT  nou  OB  TBBOT70B  AMOTHEX  rZDXKAL 
AOSMCT 

404.400  Scope  of  subpart. 

404.401  Authorization  and  policy  relating  to 

placing  and  filling  orders. 
404.403    Determination     of     amount     and 
method   of   payment. 

^  AtrmoBiTT:  IS  404.000  to  404.403  Issued 
Inder  sec.  1  (a) .  (bh  84  Stat.  713.  56  Stat.  838. 
Pub.  Law  413.  80th  Cong.;  41  U.  S.  C.  preced- 
ing sec.  1  note.  50  U.  S.  C.  App.  601-633;  E.  O. 
9001,  Dec.  37, 1941,  3  CFB  Cum.  Supp. 

1404.000  Scope  of  part.  This  part 
deals  with  the  procurement  of  supi^les 
and  services  by  any  Government  depart- 
ment or  agency  from  or  through  any 
other  Government  department  or 
agency. 

STJBPAKT  A — PROCTTRIIIIHT  IHOM  OR  UNOgR 
'    CONTRACTS      Or      BVRIAU      OF      FDKRAL 
BTTPFIY 

1404.101  Statement  of  policy.  In  the 
procurement  of  supplies  or  services 
which  are  covered  by  contracts  made  by 
the  Bureau  of  Federal  Supply,  Treasiuy 
Department,  it  shall  be  the  policy  of 
each  Department,  In  accordance  with 
requirements  and  procedures  prescribed 
by  it,  to  utilize  to  the  fullest  extent 
practicable  the  "Federal  Supply  Sched- 
ule" of  such  Bureau. 

S  404.102  Orders  under  contracts  of 
Bureau  of  Federal  Supply.  Orders  Issued 
under  contracts  of  the  Bureau  of  Federal 
Supply  shall  contain  sufficient  data  to 
enable  prompt  Identification  of  the  cor- 
rect listing  In  the  proper  Federal  Supply 
Schedule. 

9  404.103  Procurement  from  supply 
centers  of  Bureau  of  Federal  Supply. 
Each  Department  is  authorized,  in  ac- 
cordance with  procedures  prescribed  by 
it,  to  procure  from  supply  centers  estab- 
lished by  the  Bureau  of  Federal  Supiriy 
in  major  cities  throughout  the  United 
States  any  supplies  or  services  available 
from  any  such  supply  center.  Stock 
catalogs  Issued  by  each  supply  center  list 
Items  which  are  regularly  available  for 
Issue  and  contain  instructions  relative  to 
the  use  of  the  catalogs  as  well  as  the 
submission  of  delivery  orders  to  the 
supply  center. 

I  404.104  Use  of  Stock  Catalog.  Bureau 
of  Federal  Supply,  Washington,  D.  C.   It 


shall  be  the  policy  of  each  Department 
to  avoid,  to  the  extent  practicable,  plac- 
ing orders  tmder  the  Stock  Catalog  of 
the  Bureau  of  Federal  Supply  for  items 
stocked  in  its  Washington  warehouse 
when  shipment  is  to  be  made  outside  the 
-District  of  Columbia  or  adjacent  coimtiea 
of  Maryland  and  Virginia. 

S1TBPART  B — ^PROCURRMINT  OF  PRIHTIHG  AND 
RXLARD  STTPPLIES 

1404.201  Printing  and  related  sup- 
plies. Printing,  binding,  and  blankbook 
work,  and  envelopes,  paper,  and  related 
supplies,  shall  be  procured  In  accordance 
with  (a)  regulatlqps  of  the  Congressional 
Joint  Committee  on  Printing,  and  (b) 
procedures  prescribed  by  each  respective 
Department. 

SUBPART  C — PROCTTRSXKNT  OP  PRISON -MAOI 
AMD  BLIND-MAOB  PRODUCTS 

I  404.301  Prison-made  products.  Pro- 
curement of  supplies  manufactured  by 
Federal  penitentiaries  shall  be  r^ade  to 
the  extent  that  such  supplies  are  avail- 
able, and  not  In  excess  of  current  market 
prices.  General  clearances  have  been 
granted  each  Department  to  procure 
from  commercial  sources  certain  supplies 
listed  In  the  Schedule  of  Products  issued 
by  Federal  Prison  Industries.  Inc.  A  spe- 
cial clearance  must  be  obtained  from 
Federal  Prison  Industries.  Inc.,  c/o  the 
Department  of  Justice,  for  the  procure- 
ment from  commercial  sources  of  any 
supidies  listed  on  such  schedule  and  not 
covered  by  a  general  clearance. 

1404.302    BUnd-made  products.   Sup- 
plies listed  in  the  Schedule  of  Blind- 
Made  Products  issued  by  the  Bureau  of 
Federal  Supply,  Treasury  Department, 
shall  be  procured  from  non-profit-mak- 
ing agencies  for  the  bUnd  at  the  prices 
determined  by  the  Committee  on  Pur- 
chases of  Blind-Made  Products.     The 
Bureau  of  Federal  Supply  may  gragt  a 
special  clearance  to  procure  from  com- 
mercial sources  supplies  listed  in  the 
Schedule  of  Blind-Made  Products   (a) 
when  necessary  to  meet  emergency  re- 
quirements, or  (b)  when  no  agencir  for 
the  blind  Is  In  a  position  to  furnish  the 
required  supplies.    In  addition,  procure- 
ment of  any  such  listed  supplies  from 
commercial  sources  Is  authorized  with- 
out obtaining  a  special  clearance  in  the 
case  of  (1)  military  necessity  requiring 
delivery  witWn  two  weeks.  (2)  procure- 
ment of  a  shigle  unit  as  listed  on  such 
Schedule,  or  (3)  supplies  to  be  used  out- 
side   the    continental    United    States. 
Where  supplies  manufactured  by  non- 
proAt-maklng  agencies  for  the  blind  are 
similar  to  those  manufactured  in  Federal 
penitentiaries,  priority  of  procurement 
shall  be  given  to  the  Federal  Prison  In- 
dustries, Inc. 

SUBPART  D — PROCURIMRNT  UNDtR  THX 
KCONOMT  ACT  FROM  OR  THROUOH  ANOTHER 
FZOSRAL  AOBNCT 

9  404.400  Scope  of  suVlurt.  This  sub- 
part deals  with  orders  for  supplies  or 
services  placed  with  another  Government 
department  or  agency  pursuant  to  the 
authority  of  the  Economy  Act  of  June  30, 
1932,  as  amended  (31 U.  S.  Code  686) ,  ex- 
cept that  It  does  not  apply  to  any  pro- 
curement covered  by  subparts  A,  B,  or  C 
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of  this  part.  Orders  for  supplies  and 
services  placed  witUn  a  Department  shall 
be  in  accordance  with  procedures  pre- 
scribed by  that  Department. 

9  404.401  Authorization  and  potter  re- 
lating  to  placing  and  flUing  orders.  Saeh 
procuring  actlFity,  when  it  is  in  the  in- 
terest of  the  Government  to  do  so,  may 
place  orders  with  any  other  Government 
department  or  agency  for  supplies  or 
services  that  any  such  requisitioned  de- 
partment or  agency  may  be  in  a  position 
to  furnish  or  perform  or  to  obtain  by 
contractT^  Generally,  an  order  for  sup- 
plies or  services  will  not  4)e  placed  with 
a  departme|it  or  agency  which  is  not  in 
a  position  to  furnish  the  supplies  or  Is 
not  equipped  to  perform  the  services,  ex- 
cept that  an  order  may  be  filled  by  means 
of  outside  contract  with  a  commercial 
source  of  supply  if  the  order  is  placed  by 
any  one  of  the  following  Oovexninent 
departments  or  agencies;  Department  of 
the  Army,  Department  of  the  Navy,  De- 
partment of  the  Air  Force.  Departmait  of 
the  Treasury,  ClrH  Aeronautics  Admin- 
istration, and  Maritime  Commission.  An 
order  for  services  shall  not  be  placed 
with  a  department  or  agency  when  such 
services  can  be  performed  as  conveniently 
or  more  rtieaply  by  private  contractors. 

9  404.402  Determination  of  amomU 
and  method  of  payment.  Upon  the  writ- 
ten request  of  the  requisitioned  depart- 
ment or  agency,  an  advance  by  che(± 
shall  be  made  of  all  or  part  of  the  esti- 
mated cost  of  famishing  the  supplies  or 
services  as  spedffled  by  such  reqolsl- 
Uoned  department  or  agency :,Prortjfcd, 
That,  where  an  advance  is  made,  proper 
adjustmoits  of  the  basis  of  the  actual 
cost  otttae  supplies  or  services  shall  be 
made  as  may  be  agreed  upon  by  the  de- 
partments or  agencies  oaaacemed.  Sub- 
ject to  approval  by  the  reqnisitlaiied 
department  or  agency,  payaaent  by  check 
may  be  made  after  the  furnishing  of  the 
supplies  or  services.  The  amount  to  be 
paid  shall  be  based  on  the  actual  cost 
of  the  suivlies  or  services  as«  may  be 
agreed  upon  by  the  departments  or  agen- 
cies concerned. 


Part  406 — FoRBcai  nmcBAsa 

Sec. 

406.000        Boope  of  part. 
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405.101        Statutory  prohlbltlona. 

405.103        Prohibitions  of  Buy  American  Act. 

405.103  Applicability    of    Buy    American 

Act. 
405.10S-1     Kinds  of  supplies. 
405.103-2    Origin  at  supplies  used  In  manii- 

factured  supplies. 
406.10S-S    Geographical  appllcatloh. 
405.103-4     NonaTallablllty     of     suppUes     or 

materials. 

406.104  Authority  to  grant  exceptions  to 

Buy  American  Act. 

405. 105  Supplies     excepted     from     Buy 

American  Aet. 
406.10^1    XxceptloDs   baaed   on   unrseanti- 
able  coat. 

406.106  Other  statutory  prablbttlons  on 

foreign  purchaaea. 
406J00-1    ProhibltloDs   at   lUUtary  Appro- 
priation Acts. 

406.107  References  in  eontnctual  docu- 

ments. 
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406.108  Vlolattans  ot  Boy  ABMrtean  Aot 
Provision  in  oonatmetlOB  eon- 
tracts. 

4OeaO0  Armed  Bsrrloss  Ust  at  siqipUss 
msonpitd  from  Boy  AnMrlean 
.   Act. 

406.106-1  Bupi^ies  to  be  proeorsd  tat 
pubUcose. 

406.10»-a  SuppUes  to  be  used  ta  the  eon- 
stmetlaoi.  altarstlon.  or  repetr 
at  any  pcdaUe  bolktlng  or  pubUe 
work. 

•oapAsar  »— cavAiuAir  pothsh— 

406.301        Par  chases    frcm   OsnadUn    sim>- 

pllers. 
406J0S        Ouarantae  by  Canadian  Oovem- 

ment. 

•OBPAKT  o— otnrr  abb  cuaxom 

406J01        Pnrehans  at  war  materlaJ  abroad. 
406.301-1    Kntry 


406.aoa        Nature  of  war  materiaL 

405.803        Natxire  of  emergency  puroliaaes. 

406.304        Customs  duties  and  drawbacks. 

AuiHoaiii;  11406.000  to  406.804  Issued 
under  see.  1  (a),  (b).  64  Stat.  712.  66  Stat. 
888,  Pub.  Law  418,  SOtli  Cong.;  41  U.  B.  O. 
presiwting  sec.  1  note.  60  U.  a  C.  An>-  601-822; 
B.  O.  8001.  Dec.  27.  1947.  8  CVB  Cum  Bapp. 

9  40S.000  Scope  of  part  This  part 
d^als  with  (a)  statutory  prohibitions  on 
foreign  purchases,  (b)  purchases  from 
Canadian  sources,  and  (c)  duty  and 
customs. 

SUBPART  A — BTTT  AMKRICAir  ACT  ANB  OTHER 

statutory    prohibitions    on    rOSOGH 

PURCHASES 

9405.101  Statutory  prohtbtOom*. 
Each  Department.  In  connection  with 
the  procurement  of  supplies  and  fn  con- 
nection with  construction  woi^.  shall 
comply  with,  the  provisions  of  the  Buy 
American  Act  (Act  of  March  3.  1933; 
41  U.  S.  Code  lOa-c)  and  with  such  other 
pi>3hlbltions  on  foreign  purchases  as  may 
be  oootalned  in  annual  ApproiMriatlon 
Acts  or  in  Acts  authorizing  appropria- 
tions. 

S  405.102  Prohibitions  of  Buy  Ameri- 
can Act.  The  Buy  American  Act  pro- 
hibits, within  terms  of  its  applicability 
and  subject  to  the  authority  to  grant 
certain  exceptions  (set  forth  In  Si  405.103 
and  405.104  respectively),  the  procure- 
ment by  any  Department,  and  the  use 
In  connection  with  the  performance  of 
any  Department  contract  for  the  con- 
struction, alteration,  or  repair  of  any 
public  building  or  public  work,  of  (a) 
unmanufactured  supplies  unless  mined 
or  produced  in  the  United  States,  and 
(b)  manufactured  supplies  unless  manur 
factured  in  the  United  States  substan- 
tially all  from  supplies  mined,  produced, 
or  manufactured  in  the  United  States. 

9  405.103  AppOcahUity  of  Buy  Amer- 
ican Act. 

9  405.103-1  Kinds  of  suppUes.  The 
Buy  American  Act  applies  to  raw  ma- 
terials and  manufactured  products. 
However,  in  the  case  of  manufactured 
products,  the  Buy  American  Act  applies 
to  the  end  product  Itself  and  to  the  com- 
ponents directly  furnished  for  that  end 
product,  but  does  not  Stvly  to  suppUes 
that  ar«  used  In  the  manufacture  of  any 
such  component;  for  example.  In  the  pro- 
curement of  elott^g,  ttie  law  would  tp- 
ply  to  the  clothing  itself  and  to  the  cloth 
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used  in  the  manufacture  of  such  cloth- 
ing, but  would  not  apply  to  the  yam  used 
In  the  manufacture  of  the  doth.  It  has 
been  expressly  held  by  the  Oomptroller 
General  that  the  Buy  American  Act  does 
Hot  apply  to  the  procurement  of  booics. 
periodicals,  magasines.  newssmpers.  or 
the  printing  of  briefs. 

S  405.103-2  Origin  of  supplies  used  te 
manufactured  supplies.  The  prohibi- 
tions of  the  Buy  American  Act  do  not 
apply  to  supidlea  manufactured  in  the 
United  States  irtien  such  supplies  are 
manufactured  "Substantially  an*  from 
supplies  mined,  produced,  or  manufac- 
tured in  the  United  States.  Supplies 
^all  be  considered  to  be  manufactured 
"snbstantiany  an"  from  United  States 
suppUes  niienever  the  cost  of  foreign  sup- 
Idles  used  In  such  manufacture  consti- 
tutes 25  percent  or  less  of  the  cost  of  all. 
supiflies  used  in  such  manufacture.  In 
this  connection,  suppliers  shaU  accom- 
pany their  bids  or  quotations  contem- 
plating tbe  twnaistdng  or  xise  of  foreign 
supidies  (not  excepted  pursuant  to 
9  40S.lt6)  with  a  certiflcate  substantiaUy 
as  follows: 

Not  to  eoeeed peiesnt  In  oast  at  tac- 

elg^  matertala.  used.  In  tbe  manufactura  of 
the  suppUes  offered.  Is  of  torelgn  origin. 

Any  suppttes  of  an  unknown  origin  used 
in  such  maimf  aefcare  Audi  be  considered 

to  be  foreign  suppUes. 

9  405.103-3  Cteoarafthieal  ofpUcaUtn. 
The  Buy  American  Act  applies  only  to 
(a)  supidies  for  use  within  tbe  United 
States  and  (b>  constmetton  work  on 
public  buIldlngB  or  pidsUe  works  within 
the  United  States.  As  used  in  the  Buy 
American  Act  and  In  ttils  section,  tbe 
term 'United  States"  indudes  the  United 
States  and  any  place  suh>ect  to  Its  Juris- 
diction. 

9  405<.1<»^  NonavaUabtaty  of  supplies 
or  miOterials.  Tbe  Buy  American  Act 
does  not  apply  to  supplies,  or  to  ma^- 
rials  from  which  such  supplies  are  manu- 
factured, either  of  which  are  not  mined, 
produced,  or  manufactured,  as  the  case 
may  be.  in  tbe  United  States  in  sulBcient 
and  reascmably  availabU  commercial 
quantities  and  of  a  satisfactory  quality. 
This  section  shall  be  implied  and  used 
cmly  in  accordance  with  procedures  pre- 
scribed by  each  respective  Departn^ient. 

9  4(»5.104  Amthority  to  Orant  Excep- 
tions to  Buy  American  Aet.  Tbe  Secre- 
tary of  each  Department  is  authorised 
by  the  Buy  American  Act  to  grant  excep- 
tions thereto  when  application  of  the 
Buy  American  Act: 

(a)  Would  be  inconsistent  with  the 
public  Interest,  or 

(b)  Would  unreasonably  increase  the 
cost,  or 

(c)  In  connection  with  construction  or 
repair  work,  would  be  impracticable  or 
would  unreasonably  increase  the  cost; 

Provided,  That.  In  the  case  of  supplies  to 
be  used  m  construction  or  repair  work, 
any  exception  granted  under  this  section 
shall  be  noted  in  tbe  specifications  and 
a  public  reconi  made  .of  tbe  suivwrting 
findings. 

f  406.105  SuppUes  excepted  from  Bftty 
American  Act.  The  Secretaries  of  the 
three  Departments  have  adminlstrativdy 
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determined.  In  accordance  with  the  pro- 
visions of  §9  4O5.10a-4  and  405.104  that 
the  following  suiTpUes  may  be  procured 
or  used  by  any  Department  without  re- 
gard to  the  country  of  origin: 

(a)  The  articles,  materials,  and  sup- 
plies listed  at  the  end  of  this  subpart;  and 

(b)  Articles,  materials,  and  supplies 
manufactured  from  any  of  such  listed 
supplies. 

8  405.105-1  Exceptions  based  on  un- 
reasonable cost.  It  has  also  been  ad- 
ministratively determined  by  the  Sec- 
retaries of  the  three  Departments,  In 
accordance  with  the  provisions  of 
1405.104,  that  the  cost  would  be  un- 
reasonable, and  that  therefore  the  pro- 
hibitions of  the  Buy  American  Act  would 
not  apply,  when  the  lowest  net  cost  of 
United  States  supplies  exceeds  the  low- 
est net  cost  of  foreign  supplies.  Includ- 
ing duty,  by  25  percent  or  more  (100  per- 
cent In  the  case  of  foreign  supplies  cost- 
IhflrllOO  or  less) .  However,  In  any  case 
involving  a  differential  of  less  than  25 
percent,  where  the  Contracting  OfDcer, 
because  of  the  amount  Involved,  con- 
siders the  differential  to  be  unreason- 
able, he  may  submit  the  matter  for  con- 
sideration to  the  Secretary  of  the  De- 
partment concerned;  and  shall  Inmny 
case  submit  the  matter  for  such  consid- 
eration when  the  differential  Is  more 
than  $5,000  but  less  than  25  percent. 

1405.104    Other    statutory    prohiM- 
Utms  on  foreign  purchases. 

1405.104-1  Prohibitions  of  Military 
Appropriation  Acts.  Annual  appropria- 
tion acts  for  the  Departmentof  the  Army 
customarily  prohibit  the  use  of  Army 
funds  for  the  procurement  of  any  article 
of  food  or  clothing  not  grown  or  pro- 
duced In  the  United  SUtes,  except  (a) 
to  the  extent  that  fie  Secretary  of  the 
Army  determines  that  any  such  articles 
cannot  be  procured  In  the  UWted  States 
of  satisfactory  quality  and  In  sufficient 
quantities  and  at  reasonable  prices  as 
and  when  needed  (which  determination 
has  been  made  with  respect  to  all  articles 
of  food  and  clothing  contained  In  the 
list  set  forth  at  the  end  of  this  subpart), 
and  (b)  the  purchase  by  vessels  in  foreign 
waters,  or  by  establishments  located  out- 
side the  continental  United  States, 
Hawaii,  and  Alaska,  for  personnel  at- 
tached thereto.  The  foregoing  prohibi- 
tion, so  long  as  It-appears  in  an  appro- 
priation act  for  the  Department  of  the 
Army,  is  applicable  to  procurements  ob- 
ligating Army  funds  regardless  of  the 
Department  or  procuring  activity  effect- 
ing the  obligation. 

S  405.107  References  in  contractual 
documents.  Formal  solicitations  of  bids 
and  informal  requests  for  quotations 
shall  refer  to  the  Buy  American  Act  and 
any  other  statutory  prohibitions  on 
foreign  purchases  whenever  applicable  to 
the  supplies  being  procured,  and  infor- 
piation  as  to  excepted  supplies  shall  be 
made  available  to  suppliers  upon  request. 
All  contracts  for  supplies  shall  contain, 
with  respect  to  the  Buy  American  Act 
and  any  other  statutory  prohibitions  on 
foreign  purchases,  such  provision  as  Is 
required  by  this  regulation  and  by  pro- 
cedures prescribed  by  each  respective 
Department. 
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i  405.108  Violation  of  Buy  American 
Act  provision  in  construction  contracts. 
The  Secretary  of  any  Department,  upon 
finding  that  In  the  performance  of  a  con- 
struction contract  there  has  been  a 
failure  to  comply  with  the  Buy  American 
Act  provision,  shall  make  pubUc  his  find- 
ings (Including  therein  the  name  of  the 
contractor  obligated  vmder  such  con- 
tract) and  no  other  contract  for  the  con- 
struction, alteration,  or  repair  of  any 
public  building  or  pul^c  work  In  the 
United  States  or  elsewhere  shall  be 
awarded  to  such  contractor,  subcontrac- 
tors, materialmen,  or  suppliers  with 
which  such  contractor  Is  associated  or 
affiliated,  wlthlQ  a  period  of  three  years 
after  such  finding  Is  niMle  public.  The 
name  of  any  such  noncomplylng  con- 
tractor or  bidder  shall  be  placed  on  each 
Department's  list  of  ineligible  contractors 
and  dlsquallfled  bidders  referred  to  in 
9  400.30»  of  this  chapter. 

9  405.100  Armed  Services  list  of  sup- 
plies  excepted  from  Buy  American  Act. 
In  accordance  with  the  provisions  of 
99  405.103-4  and  405.104  of  the  Armed 
Services  Procurement  Regulation,  the 
supplies  listed  below,  together  with  sup- 
plies from  which  they  are  manuf actiued 
and  supines  which  are  manufactuved 
from  them,  are  excepted  from  the  appli- 
cation of  the  Buy  American  Act: 

9  405.100-1  Supplies  to  be  procured 
for  public  use. 


Agar. 

Aluminum. 

Anchovies. 

Antimony. 

AntlpMto. 

ArgoU,  tartar  and 

wine  leee. 
Asbestos. 
Balsa. 
Bananas. 
Beryl. 
Bismuth. 
BrazU  nuts. 
Cadmium. 

Calcium  cyanamids. 
Calcium  nitrate. 
Calcium  tartrate. 
Capers. 
Castor  oU. 
Caviar. 
Celeetlte. 
Chalk,  Kngllsh. 
Chocolate. 
Chrome   ore  or 

chromite. 
Cinchona  bark. 
Citron. 
Clay,  English  ball  or 

English  china. 
Cobalt  (ore  and 
.  metals). 
Cocoa  and  cocoa 

fiber. 
Cocoanut  oil. 
Cod  roe. 
Coffee. 
Columblte. 
Copper. 
Copper  nickel  alloy, 

natural. 
Copra. 
Cork. 

Corundum. 
Crab  meat. 
Cryolite,  natural. 
Damar  gum. 
Derrls  and  tumbo 

roots. 
Diamonds,  Indvistrl- 

al  and  abraslva, 
Emertlne. 


Xrgot. 
Ester  gum. 
Fiber,  abaca  and 

agave. 
Fish  paste  and  roe. 
Flax  and  flaxseed. 
Ooat  and  kid  skins. 
OrapMte. 
Hemp. 
Hyosclne. 
Iodine.  , 

Jewel  bearings. 
Jute  and  Jute  bur- 

Ups. 
Kaurlgum. 
Kyanltc. 
Lac. 
Lead. 
Leather. 
Lentils. 
Lignum  vltae. 
LobstA  meat. 
Mahogany. 
Manganese. 
Menthol. 
Mica. 
Mercury. 
Mohair. 
Monasite. 
Nickel. 

Nltrogxianldlne. 
Nux  vomica. 
Olive  oU. 

Olives. 

Opium. 

Optical  glass. 

Palm  oU. 

Papaw  Juice  or  crude 
papaw. 

Pate  de  fole  gras. 

PerUla  oU. 

Petroleum   and   the 
/      products     derived 
therefrom. 

Platinum. 

Platinum     g  r  o  m  p 
metals. 

Pulp  for  paper  pro- 
duction. 

Pyrethrum  flowen. 

Quarts  crystals. 


Quebracho. 

TM. 

Qulnldlne. 

Teak. 

Radium  salts. 

Tin. 

Rapeseed  oU. 

Tung  oil. 

Rubber,  crude. 

and 

Tungsten    ore 

and 

mUk  of. 

concentrate*. 

ButUe. 

uranium  (oxide 

and 

Sapphires  and  rubles. 

salU). 

Sardines. 

Vanadium. 

AheUao. 

Vanilla    beans 

and 

8Uk. 

extract. 

Sperm  oU. 

1 

Wattle  bark. 

Sploes. 

Wax   comauba 

and 

Sugar. 

ceresln. 

Talc. 

Zinc. 

TantallU. 

Zirconium. 

Tapioca. 

k. 

- 

9  405.100-2  Supplies  to  be  used  in  the 
construction,  alteration,  or  repair  of  any 
public  building  or  public  toorfc. 


Antimony. 

Kaurigvun. 

Asbestos. 

Lao. 

Balsa. 

Mahogany. 

Chrome    ore    or 

Mercury. 

chromite. 

Mica. 

Cln.  Knglish  ball  or 

Nlekel. 

English  china. 

Platinum.- 

Copper. 

Rubber. 

Copper  nickel  alloy. 

Silk. 

natural. 

Teak. 

Cork. 

Tin. 

Jute  and  Jute  bur- 

Tung oil. 

laps. 

Tungsten. 
MtlAN  rmcHASSs 

9  405.201  Purchases  from  Canadian 
suppliers.  Any  contract  with  a  supplier 
or  contractor  located  in  the  Dominion  of 
Canada  may  be  made  with  and  admin- 
istered through  the  Canadian  Commer- 
cial Corporation  (a  corporation  owned 
and  controlled  by  the  Government  of 
Canada) ,  which  has  offices  at  #2  Bulld- 
inr,  Lyon  Street,  Ottawa,  and  at  1206 
Fifteenth  Street  NW.  (Marshall  Build- 
ing ) .  Washington,  D.  C.  Under  any  such 
contract  made  with  the  Canadian  Com- 
mercial Corporation,  direct  communica- 
tion with  the  Canadian  supplier  or  con- 
tractor is  authorized  only  in  coimectlon 
with  problems  of  inspection  and  tech- 
nical matters:  ProtMed.  That,  if  any 
such  problem  would  affect  the  contract 
price,  approval  of  the  Canadian  Com- 
mercial Corporation  shall  be  obtained. 
All  payidents  under  any  such  contract 
made  with  the  Canadian  Commercial 
Corporation  shall  be  made  to  that  Cor- 
poration at  Its  Washington  office. 

9  405.202  Guarantee  by  Canadian 
Government.  The  Canadian  Oovem- 
ment  guarantees  to  the  United  States 
Government  all  commitments,  obliga- 
tions, and  covenants  of  the  Canadian 
Commercial  Corporation  in  connection 
with  any  contract  or  Qrder  issued  to  said 
Corporation  by  any  procuring  activity  of 
the  United  States  Government.  The 
Canadian  Government  has  likewise 
waived  notice  of  any  change  or  modifica- 
tion which  may  be  made  from  time  to 
time  in  these  commitments,  obligations, 
or  covenants. 

-SUBPART  c — ^Dxrrr  and  customs 

9  405.301  Purchases  of  war  material 
abroad.  Although  ordinarily  duty  must 
be  paid  on  the  Importation  of  supplies 
purchased  outside  the  United  States, 
nevertheless  foreign  purchases  made  by 
the  Government  are  exempt  from  any 
requirement  of  a  customs  bond.  Pur- 
thermore,  foreign  emergency  purchases 
of  war  material  abroad,  when  made  by 
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any  Department,  are  exempt  from  duty 
(Act  of  June  30. 1914,  34  U.  B.  Code  668; 
Section  12  of  PubUc  Law  413.  80th  Con-> 
gress).  Any  decision  that  a  foreign  pur- 
chase is  an  "emergency  purchase  of  war 
materlar  shall  be  made  in  accordance 
with  procedures  prescribed  by  each  re- 
spective Department,  and  when  accom- 
panied by  an  entry  certificate  in  the  form 
set  forth  In  9  405.301-1  shaU  be  final  and 
conclusive. 

9  405.301-1  Entry  certificate.  The 
entry  certificate  referred  to  In  9  405.301 
will  be  printed,  stamped,  or  typed  on 
the  fact  of  Customs  Form  7501  or  at- 
tached thereto,  will  be  executed  by  an 
officer  or  dviUan  ofllclal  of  the  Depart- 
ment designated  to  execute  such  c^tlfi- 
cate,  and  will  be  substantially  in  the 
following  form:     - 

I  certify  that  the  procurement  of  this  ma- 
terial constituted  an  emergency  purchase  of 
war  material  abroad,  and  tt  Is  aceordin^y 
requestad  that  such  material  be  admitted 
free  of  duty  pursuant  to  (for  the  Depart- 
ment of  the  Navy,  the  Act  of 'Jime  80,  1814, 
84  U.  B.  Code  668]  (for  the  Department  of 
the  Army  or  the  Department  of  the  Air  Force, 
Section  12  al  Public  Law  413,  gOth  Cotigress). 

9  405.302,  Nature  of  war  material. 
Examples  of  supplies  considered  to  be 
"war  material"  under  the  provisions  of 
9  405.301  are  the  following: 

(a)  Weapons,  munitions,  aircraft,  ves- 
sels, or  boats; 

(b)  Supplies  necessary  for  the  manu- 
facture, production,  processing,  repair, 
servlclxig,  or  operation  of  supplies  listed 
in  this  paragraph; 

<c)  Ckunponents  of,  or  equipment  for, 
supplies  listed  in  this  paragraph: 

(d)  Agrleultural.  industrtal,  or  other 
supplies  used  in  the  prosecution  of  war. 

1405.303  Nature  of  emergency  pur- 
chases. Examples  of  kinds  of  purchases 
considered  to  be  "emergency  purchases" 
under  the  provisions  of  1 406  JOl  are  the 
following: 

(a)  War  material  acquired  by  any  De- 
partment in  time  of  war  or  a  nat^ial 
emfergency  ai^d  paid  Ux  fftun  a  military 
aiq>r(vrlation  or  rec^ved  in  exchange 
for  anything  of  value  obtained  either  un- 
der reciprocal  aid  or  under  otlMr  statu- 
tory authority ; 

(b)  War  material  purchased  because 
of  a  shortage  of  domestic  supidy.  pur- 
suant to  a  decision  that  the  supidies  are 
necessary  for  the  adequate  maintenance 
of  the  Armed  Services; 

(c)  Captured  enemy  war  material  ;\ 

(d)  Materials  requisitioned  by  United 
States  Forces  abroad; 

(e)  Materials  rebuilt  from  other  ma- 
terials owned  by,  captured  by,  or  turned 
over  to  Uhlted  States  Forces; 

(f)  War  materials  procured  for  the 
use  of  United  States  Forces  abroad  or 
United  States  vessels  in  foreign  waters. 

1 405.304 .  Customs  duties  and.  draw- 
backs. Whenever  any  department  pur- 
chases suivlies  with  respect  to  which 
there  might  arise,  a  dalm  to  a  refund  or 
drawback  of  customs  (totles  paid  thereon 
(to  the  extent  such  drawbar  is  author- 
ised pursuant  to  The  Tariff  Act  of  1910. 
19  U.  8.  Code.  Chapter  4).  the  price  to 
be  paid  shall  ordinarily  include  the  cus- 
toms duties,  and  accordingly  the  sup- 
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plier  will  have  no  claim  to  a  drawback. 
On  the  other  hand,  when  the  price  to 
be  paid  for  any  such  purposa  does  not 
include  the  customs  duties,  then  the 
supplier  wUl  have  the  right  to  claim  any 
drawback  with  respect  thereto :  Provided, 
(a)  He  has  reserved  sueh  right  in  con- 
nection with  such  sale  or  consignment 
and  (b)  he  produces  evidence  that  such 
reservation  was  made  with  the  knowl- 
edge and  consent  of  the  exporter. 


Addition  op  Portions  or  Rkcttlations 

Preamble.  Sectiop  I  through  VI  of 
the  Armed  Services  Aoeurement  Regula- 
tion were  initiaUy  published  In  the  Fxd- 
BRAL  RcasTKR  Under  Title  10.  Subse- 
quently they  were  redesignated  as  Parts 
400-405  of  TiUe  34  (13  F.  R.  7345).  A 
republication  of  Parts  400-405  are  pub- 
lished above.  Sections  X  and  XI.  codi- 
fied as  Parts  409  and  410.  are  added  as 
set  forth  below. 

GOBOOM  Gbat, 
The  Assistant  Secretary 
of  the  Army. 
M.  E.  Andkcws. 
,       Assistant  Secretary 
of  the  Navy. 
A.  8.  Barkows, 
Under  Secretary  of 
the  Air  Force. 

s 

Part  409— Bonds  and  iNmntAUCi 

See. 

400.001        Bfrectlve  date  at  part. 

BXTBTAST  A— •OmM 

400.101  Dennltlons. 

409.101-1  Bid  bond. 

400.101-2  Performance  bond. 

400.101-g  Payment  bcoid. 

409.101-4  Advance  payment  bond. 

408.101-6  Patent  infringement  bond. 

409.101-9  Construction  contraetj* 

409.105  Bid  bonds. 

409.106  Pofonnanoe  bonds. 

409.M9-1  Psrfcrmanoe  bonds  In  eoniiMtlon 
with  contracts  other -than  oon- 
struction  contracts. 

409.108-a  Performance  bonds  In  oonnectlon 
with  conctructlan  contraote. 

409.108-g     Awwwi  performance  bonds. 

409.104  Payment  bonds. 

^409.104-1    Payment    bonds    In    oonnectkm 
r  with  contracts  other  than  oon- 

structlon  contracts. 
409.104-t    Payment    bonds    in    oonnectlon 

with  construetkm  contracts. 

409.105  Advance  payment  bonds. 

409.106  Patent  Infringement  bonds. 

400.107  Other  types  of  bcmds. 

409.106  Bke^utton  and  administration  of 
bonds. 


gotnaer 
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400.201        General  reqxilrements  of  sureties. 

409.206        Options  In  lieu  of  sureties. 

400.202-1    United  States  trands  or  notes. 

409  J02-a  Certified  or  cashier's  checks,  bank 
drafts,  money  orders,  or  cur- 
rency. 

409J0S        Consent  of  surety. 

■OBPABT  O— IMBUSAlfCK 

409,301        Znsiu^noe    In    connection    with 

fixed-price  contracts. 
^409.802        Insurance    In    oonnectlon    with 

oost-retmbursement  contracts. 
409.800-1    Workman's     oompcnsatton     and 

employer^  llabdtty  insunnoa. 
409J09-a    General  llabUlty  Inauranoe. 
400309-8    AutomobUe  liability  Insuranca. 
409.802-4    Alrcraft^lablllty  Insuranoe. 
409408       Contract  dauses  and  admlnlstra- 

tlon  of  Insurance  raqulrements. 
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AuTBonrr:    11409.001   to  409.S08   Issued 

„    sees.  1  (a),  (b).  04  Stat.  712,  66  Stat. 

Pub.  Law  418.  80th  Oong,:  41  U.  8.  C. 

.jadtDg  see.  1  note.  00 17. 8.  C.  App.  001-822; 

O.  9001,  Dec.  27.  1941.  8  CFR,  Cum.  8iq>p. 

1409.001  Effective  daU  Of  part.  This 
part  shall  be  comidied  with  on  and  after 
January  1.  1040.  although  compliance  is 
authorised  from  the  date  of  Issuance. 

subpart  a — BONDS 

1 409.101  Definitions.  As  used  In  this 
sulvart.  the  following  terms  shall  have 
the  meanings  set  forth  below: 

§409.101-1   BUibond.   A  Wd  bond  is  a 
bond  accompan3rlj[ig  a  bid  In  which  the   . 
obligor  obligates  himself  in  an  amoimt 
stated  (the  penal  sum),  which  obliga- 
tion, it  is  stated,  is  to  be  void  if: 

(a)  The  bid  Is  not  withdrawn  after 
the  opening  within  the  period  specified  - 
In  the  bid,  or.  If  no  shorter  period  is 
speclfled.  within  slkty  days;  an^  - 

(b)  A  written  contract,  with  such  bond 
or  bonds  as  may  be  required,  is  executed 
within  tax  days  after  the  prescribed 
forms  are  presented  for  signature. 

S  409.101-2  Performance  bond.  A 
performance  bond  is  a  bond  which  is 
executed  in  connectltm  with  a  contract 
and  which  secures  the  performance  and 
fulfillment  of  all  the  undotakings.  cov- 
enants, terms,  conditions  and  agreements 
contained  in  the  contract. 

i  409.101-^  Payment  bond.  A  ^y- 
ment  bond  is  a  bond  which  is  executed 
in  conntetlon  with  a  contract  and  which 
secures  the  payment  of  all  persons  sup- 
Idylng  labor  and  material  in  the  prose- 
cution of  the  work  provided  for  in  the 
contract. 

f400.10Ir4  Advance  payment  bond. 
An  advance  payment  bond  is  a  bond 
wtiich  secures  the  performance  and  the 
fulfillment  of  a  contractual  ivovlslon  for 
the  m^'fi'^r  of  advance  payments. 

{409.101-6  Patent  infringement  bond. 
A  patent  infringement  bond  is  a  bond 
which  secures  the  performance  and  ful- 
fillment of  the  imdertakings  contained 
in  a  patent  clause. 

9  409.101-6  Construction  contract. 
The  term  "constructian  contatwrf  means 
any  contract  for  the  construction,  altera- 
tion or  repair  of  buildings,  bridges,  roads, 
or  other  kinds  of  real  pnverty.  It  does 
not  Include  any  contract  for  the  manu- 
facturing, producing,  fumishlng,  con- 
struction, alteration,  repair,  processing, 
or  assembling  of  vessels,  aircraft,  or 
other  kinds  of  personal  property,  regard- 
less of  the  terms  of  any  such  ctxitract  as 
to  payment  or  title. 

1 409.102  Bid  bonds.  Bid  bonds  may 
be  required  when,  and  only  when,  the 
solicitation  of  bids  for  a  contract  to  be 
entered  into  as  a  result  of  formal  adver- 
tising specifies  that  the  contract  Is  to  be 
supported  by  a  performance  bond  or  by 
periormanoe  sAd  payment  bonds.  When 
a  solicitation  of  bids  requires  a  bid  bond. 
the  requirement  shall  not  be  waived  vm- 
Jfisa  it  is  waived  equally  for  all  bidders. 
Whenever  a  bid  bond  is  requlxed,  the 
penal  sum  thereof  shall  be  In  an  amotmt 
deemed  adequate  Iv  the  Contracting  Of- 
ficer for  the  protection  of  the  Govern- 
ment 
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^  409.103    Performance  bonds. 

i  409.103-1  Performance  bonds  in 
connection  uHth  contracts  other  tfian 
constrtLction  contracts.  The  extent  to 
which  performance  bonds  will  be  required 
in  connection  with  contracts  other  than 
construction  contracts  shall  be  In  accord- 
ance with  procedures  prescribed  by  each 
respective  Department,  except  that  the 
requirement  of  such  It  bond  shall  not  be 
waived  when  an  invitation  for  bids  re- 
quires a  performance  bond.  Conversely, 
a  performance  bond  shall  not  be  required 
unless  (a)  the  solicitation  of  bids  requires 
such  a  bond,  or  (b)  requirement  of  such 
a  bond  Is  in  the  interest  of  the  Govern- 
ment and  not  preJuSicial  to  the  other 
bidders.  Whenever  a  performance  bond 
is  required,  the  penal  sum  thereof  shall 
be  in  an  amount  deemed  adequate  by  the 
Contracting  Officer  for  the  protection  of 
the  Government. 

S  4981103-2  Performance  bonds  in 
connection  with  construction  contracts. 
In  accordance  with  the  provisions  of  the 
act  of  August  24,  1935,  as  amended  (40 
U.  S.  C.  270a-270e).  a  performance  bond 
shall  be  required  in  connection  with  any 
construction  contract  exceeding  $2,000 
In  amount.  The  penal  sum  of  such  bond 
shall  be  in  an  amount  deemed  adequate 
by  the  Contracting  Officer  for  the  protec- 
tion of  the  Government.  The  require- 
ment of  a  performance  bond  in  connec- 
tion with  any  construction  contract  may 
be^waived  for  so  much  of  the  work  under 
the  contract  as  is  to  be  performed  In  a 
foreign  country:  Provided,  The  Con- 
tracting Officer  finds  that  it  is  imprac- 
ticable for  the  contractor  to  furnish  such 
bond. 

5  409.103-3  Annual  per  for  mane  e 
bonds.  Annual  performance  bonds  may 
be  used  only  in  connection  with  contracts 
other  than  construction  contracts.  When 
such  a  bond  is  used  and  has  been  com- 
pletely obligated  in  an  amount  equal  to 
the  penal  sum  thereof,  an  additional  bond 
shall  be  obtained  to  cover  additional  con- 
tracts. 

S  409.104    Payment  bonds. 

§  409.104-1  Payment  bonds  in  connec- 
tion with  contracts  other  than  construc- 
tion contracts.  The  extent  to  which  pay- 
ment bonds  will  be  required  in  connec- 
tion with  contracts  other  than  construc- 
tion contracts  shall  be  in  accordance  with 
procedures  prescribed  by  each  respective 
Department,  except  that  the  requirement 
of  such  a  bond  shall  not  be  waived  when 
an  invitation  for  bids  requires  a  payment 
bond.  Conversely,  a  payment  bond  shall 
not  be  required  unless  (a)  the  solicitation 
of  bids  requires  such  a  bond,  or  (b)  re- 
quirement of  such  a  bond  is  in  the  inter- 
est of  the  Qovemment  and  not  prejudi- 
cial to  the  other  bidders.  Whenever  a 
t>ayment  bond  i»  required,  the  penal  sum 
thereof  shall  be  In  an  amount  deemed 
adequate  by  the  Contracting  Officer  for 
the  protection  of  the  Government. 

8  409.104-2  Payment  bonds  in  con- 
nection with  construction  contracts.  In 
accordance  with  the  provisions  of  the  act 
Of  August  24.  1939,  as  amended  (40 
U.  B.  C.  270a^7ee) .  a  payment  bond  shall 
be  required  in  connection  with  any  con- 
struction contract  exceeding  $2,000  in 
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amount.    The  penal  svmis  of  such  pay- 
ment bonds  shall  be  respectively  as  fol- 

lows! 

(a)  When  the  contract  price  is  not 
more  than  $1,000,000,  the  penal  sum  shall 
be  50  percent  of  the  contract  price; 
^  (b)  When  the  contract  price  is  more 
than  $1,000,000  but  not  more  than  $5,- 
000,000,  the  penal  sum  shaU  be  40  percent 
of  the  contract  price;  and 

(c)  When  the  contract  price  is  more 
than  $5,000,000,  the  penal  sum  shall  be 
$2,500,000. 

The  requirement  of  a  payment  bond 
may  be  waived  for  so  much  of  the  work 
under  the  contract  as  Is  to  be  performed 
in  a  foreign  country:  Provided.  The  Con- 
tracting Officer  finds  that  it  Is  imprac- 
ticable for  the  contractor  to  furnish  such 
bond. 

9  409.105  Advance  payment  bonds. 
The  extent  to  which  advance  payment 
bonds  will  be  required  shall  be  in  ac- 
cordance with  procedures  prescribed  by 
each  respective  Department.  Whenever 
such  a  bond  is  required,  the  penal  sum 
thereof  shall  be  in  an  amount  deemed 
adequate  by  the  Contracting  Officer  for 
the  protection  of  the  Government. 

9  409.106  Patent  infriiArem^ntbonds. 
Patent  infringement  bonds  shall  be  re- 
quired only  in  connection  with  contracts 
containing  provision  for  patent  indem- 
nity, and  then  only  if  a  performance  bond 
has  not  been  executed  and  If  the  finan- 
cial responsibility  of  the  contractor  is 
unknown  or  doubtful.  Whenever  such 
a  bond  is  required,  the  penal  sum  thereof 
shall  be  in  an  amount  deemed  adequate 
by  the  Contracting  Officer  for  the  protec- 
tion of  the  Government. 

9  409.107  Other  types  of  bonds.  Other 
types  of  bonds  may  be  used  only  when, 
in  the  opinion  of  the  head  of  the  pro- 
curing activity  concerned,  such  bonds 
are  necessary  or  desirable  in  connection 
with  the  procurement  of  particular  sup- 
plies or- services. 

9  409.108  Execution  and  administra- 
tion of  bonds.  The  forms  and  provisions 
of  bonds,  and  their  preparation,  execu- 
tion and  administration,  shall  be  in  ac- 
cordance with  the  provisions  of  this  sulk 
chapter  and  with  procedures  prescribeff 
by  each  respective  Department. 

8T7BPART  B — SmtXTIIS  ON  BONDS 

9  409.201  General  requirements  of 
sureties.  Every  bond  required  or  used 
in  connection  with  the  procurement  of 
suivlies  or  services  shall  be  supported 
by  good  and  sufficient  surety  (corporate 
or  individual)  in  accordance  with  pro- 
cedures prescribed  by  each  respective 
Department. 

9  409.202  Options  in  lieu  of  sureties. 
Any  one  or  more  of  the  following  types 
of  security  listed  below  may  be  deposited 
by  the  contractor  in  lieu  of  fvumishlng 
corporate  or  individual  sureties  on  bonds. 
Any  such  security  accepted  by  the  Con- 
tracting Officer  shall  be  promptly  turned 
over  to  the  disbursing  officer  concerned, 
and  such  security  or  its  equivalent  shall 
be  returned  to  the  contractor  when  the 
obligation  of  the  bond  has  by  its  terms 
ceased. 

'    9  409.202-1     United  States  bonds  or 
notes.    In  accordance  with  the  provi- 


sions of  the  act  of  February  24.  1919.  as 
amended  (8  U.  S.  C.  15)  and  Treasury 
Department  Circular  No.  154  (February 
6,  1935).  any  person  required  to  furnish 
a  bond  has  the  option,  in  lieu  of  furnish- 
ing surety  or  sureties  thereon,  of  depos- 
iting United  States  bonds  oNiotes  in  an 
amount  equal  at  their  par  value  to  the 
penal  sum  of  the  bond,  together  with  an 
agreement  authorizing  the  collection  or 
sale  of  such  United  States  bonds  or  notes 
in  the  event  of  default  on  t^e  penal  bond. 
9  409.202-2  Certified  or  cashier's 
checks,  bank  drafts,  money  orders,  or 
currency.  Any  person  required  to  fur- 
nish a  bond  has  the  option,  in  lieu  of  fur- 
nishing surety  or  sureties  thereon,  of  de- 
positing a  certified  or  cashier's  check,  a 
bank  draft,  a  Post  Office  money  order, 
or  currency.  In  an  amount  equal  to  the 
penal  sum  of  the  bond:  Provided.  That 
the  penal  sum  of  the  bond  is  not  in  ex- 
cess of  $50,000.  Certified  or  cashier's 
checks,  bank  drafts,  or  Post  Office  money 
orders  shall  be  drawn  to  the  order  of  the 
Treasurer  of  the  United  States. 

9  409.203  Consent  of  surety.  In  con- 
nection with  any  amendment,  modifica- 
tion OS  supplemental  agreement  which 
would  otherwise  effect  the  i'elease  of  a 
surety,  or  in  any  other  situation  as  pre- 
scribed by  each  respective  Department, 
the  Contracting  Officer  shall  obtain  the 
written  consent  thereto  of  the  surety  or 
sureties  on  the  existing  bond  or  bonds 
(notwithstanding  the  fact  that  there 
may  be  an  additional  bond  supported  by 
a  new  surety) :  Provided,  That  no  such 
consent  need  be  obtained  If  there  Is  an 
Increased  or  additional  bond  supported 
by  the  same  surety  or  sureties. 

STTBPART    C — ^INSURANCS 

9  409.301  Insurance  in  connection 
with  fixed-price  contracts.  In  connec- 
tion with  fixed-price  contracts,  each  De- 
partment (a)  shall  require  such  insur-  ' 
ance  as  is  required  by  law,  and  (b)  may 
in  addition  require  Insurance,  to  the  ex- 
tent deemed  necessary  and  in  accordance 
with  procedures  prescribed  by  each  re- 
spective Department,  only  (1)  to  protect 
the  Government  with  respect  to  respon- 
sibilities Imposed  by  the  Government  on 
the  confractor  In  connection  with  Gov- 
ernment property  used  or  furnished  for 
the  performance  of  the  contract,  or  (2) 
in  special  cases  when  insurance  Is  deemed 
necessary  In  connection  with  the  per- 
formance of  the  contract. 

/  9  409.302  Insurance  in  connection 
vHth  cost -reimbursement  contracts.  In 
connection  with  cost-reimbursement 
contracts,  the  kinds  of  Insurance  listed 
below  shall  ordinarily  be  required  by  each 
Department  unless  the  contractor  is 
legally  immune  from  liability  or  has  an 
acceptable  program  of  self-insurance  ap- 
proved in  accordance  with  procedures ' 
IM-escribe'd  by  each  respective  Depart- 
ment. No  other  kind  of  insurance  shall 
be  required  or  approved  unless  (a)  re- 
quired by  law,  or  (b)  deemed  necessary, 
in  accordance  with  procedures  prescribed 
by  each  respective  Department,  (1)  to 
protect  the  Government  with  respect  to 
responsibilities  imposed  by  the  Govern- 
ment on  the  contractor  in  connection 
with  Government  property  used  or  fur- 
nished for  the  performance  of  the  con- 
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tract,  or  (3)  in  special  cases  when  insur- 
ance Is  deemed  necessary  in  ctmnectioa 
with  the  performance  of  the  contract. 

9  409.303-1  Workmen's  compensation 
and  employer's  HabHity  insurance. 
Workmen's  compensation  and  employer's 
liability  insurance  shall  be  in  an  amount 
necessary  to  provide  adequate  coverage 
for  all  Industrial  injuries  and  occupa- 
tional diseases  incurred  by  the  con- 
tractor's employees  in  the  performance 
of  the  contract. 

9  409.303-2  General  liability  insur- 
ance. General  liability  insurance  shall 
be  in  an  amount  necessary  to  provide 
adequate  protecticm  against  liability  to 
MTSons  other  than  the  contractor's  em- 
ployees for  bodUy  injuries  and  for  dam- 
age to  the  property  of  third  persons, 
resulting  from  the  performance  of  the 
contract.  • 

9  409.302-3  Automobile  liability  in- 
surance. Automobile  bodily  injury  and 
property  damage  liability  insurance,  on 
all  vehicles  used  off  the  contractor's 
premises  In  connection  with  the  perform- 
ance of  the  contract,  shall  be  in  an 
amount  necessary  to  provide  adequate 
protection  to  the  Government. 

9  409.303-4    Aircraft    liabQity    insur- 
ance.    Wherever  applicable,  aircraft  11-^ 
ability  insurance  shall  be  in  an  amount 
necessary  to  provide  adequate  protection 
to  the  Government. 

9  409.303  Contract  clauses  and  ad- 
ministration of  insurance  requirements. 
Contract  clauses  with  respect  to  insur- 
ance, and  the  administration  of  insur- 
ance requirements,  shall  be  in  accord- 
ance with  the  provisions  of  this  sub- 
chapter and  with  procedures  prescribed 
by  each  respective  Depcutment. 
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410.100  Scope  of  subpart. 

410.101  ManxifaetTirera'  excise  taz«a. 
410.101-1      Tires  and  Inner  tubes.  * 
410.101-3      Automotlye  eqtrlpment. 
410.101-S      Radio  and  m\uical,equlpxnent. 
410.101-4      Refrigerating  and  air-condition- 
ing equipment. 

410.101-6       Sporting  goods. 

410.101-0      Electric,  gas  and  oil  appliances. 

410.101-7      Photographic  apparatus. 

410.101-8      Business  and  store  machlnas. 

410.101-8      Electric  light  bulbs  and  tubes. 

410.101-10    Firearms,  sbells  and  cartridges. 

410.101-11     Matches. 

410.101-12    Electrical  energy. 

410.101-13    Gasoline. 

410.101-14    Lubricating  oils. 

410.103  BetaUers'  excise  taxes. 

410.103-1       Jewelry,  etc. 

410.10^3      Purs. 

410.102-3      ToUet  goods. 

410.103-4      Luggage. 

410.103  Excise  tax  on  pistols  and  revolv- 

ers. 

410.104  Tax  on  transportation  of  persons. 
410.100  Tax  on  transportation  of  prop- 
erty. 

410.10e  Tax  on  transportation  of  oQ  by 
pipe  line. 

410.107         Tax  on  communication  tweOiUm. 

410.199  List  of  supplies  and  services  sub- 

ject to  Federal  excise  taxes. 


Boope  at  mOiput. 

Supplies  and  services  for  th* 
of  the  Ooremment. 

Supplies  for  exportation. 

Sttpplles  for  ships  and  aircraft. 

BuppUes  sold  for  further  manu- 
facture. 

Supplies  under  certain  prior  con- 
tracts. 

Contracts  prior  to  Jime  1.  1944. 

Contracts  prior  to  July  1,  1947. 

Other  exemptions. 

Tax  exemption  form. 

tOBPUer  o — sraTS  A^FD  uxu^  taxsb 

410.301  Applicability. 

410.303  Tax  exemption  forms. 

arUBPAKT  O— COMTSACT  CLAUBB 

Fixed-price  contracts. 
Cost-reimbursement    contracts. 

Atttboutt:  {1410.001  to  410.402  Issued 
im'der  sees.  1  (a),  (b),  54  ^at.  712,  65  Stat. 
838,  Pub.  Law  413,  80th  Cong.;  41  U.  8.  C. 
preceding  sec.  1  note,  60  U.  8.  C.  ^p.  601- 
622;  E.  O.  9001,  Dec.  37,  1941,  8  CFB,  C\im. 
Supp. 

9  410.001  Effective  date  Of  part.  This 
part  shall  be  complied  with  on  and  after 
January  1,  1949,  although  compliance  is 
authorized  from  the  date  of  issuance^ 

rEDXRAL  EXCISE  TAXES 

This  sub- 
part deals  with  Federal  excise  taxes  im- 
posed by  the  Internal  Revenue  Code  upon 
certain  supplies  and  services  procured  by 
any  Department;  and  in  connection  with 
each  tax  indicates  (a)  the  nature  of  the 
tax  (manufacturers'  excise,  retailers'  ex- 
cise, transportation,  or  communication), 
(b)  the  basis  for  an  application  of  the 
tax,  (c)  the  particular  supplies  subject 
to  the  tax,  and  (d)  the  rate  of  tax.  An 
alphabetical  list  of  supplies  and  services 
subject  to  Federal  excise  taxes,  together 
with  the  applicable  sections  of  the  Inter- 
nal Revenue  Code,  is  set  forth  at  the  end 
of  this  vbpart.  The  availability  of  ex- 
emptions from  these  taxes  is  covered  In 
Subpart  B.  Attention  is  directed  to  the 
fact  that  the  supplies  and  services  sub- 
ject to  tax,  and  the  rates  of  tax  imposed 
thereon,  as  set  forth  in  this  subpart,  are 
subject  to  change  from  time  to  time  by 
amendments  to  the  Internal  Revenue 
Code  and  by  changes  in  applicable  Treas- 
ury Regulations. 

9  410.101  Manufacturers'  excise  taxes. 
Chapter  29  of  the  Internal  Revenue  Code, 
as  implemented  by  Treasury  Regulations 
44  and  46  (26  CFR,  Parts  314  and  316), 
imposes  a  manufacturers'  excise  tax  upon 
various  types  of  supplies,  enumerated  in 
99  410.101-1  to  410.101-14,  sold  by  the 
manufacturer,  producer,  or  importer.  In 
general,  this  tax  is  based  in  each  instance 
on  sales  price  (including  any  charges  for 
packaging,  but  excluding  incidental 
charges  such  as  transportation,  installa- 
tion, etc.)  and  attaches  at  the  time  when 
title  passes  from  the  seller.  The  lease  of 
supplies  is  considered  a  sale  for  purposes 
of  this  tax.  JSrelry  and  luggage  subject 
to  a  retailers'  excise  tax  (covered  in 
99  410.102-1  and  410.102-4)  are  not  sub- 
ject to  a  manufacturers'  excise  tax. 

9  410.101-1  Ttres  and  inner  tubes.  A 
tax  is  Imposed  with  respect  to  sales  of  the 
foUowtog  supplies  at  the  indicated  rates: 

(ji)  Tires  wholly  or  In  part  of  rubber, 
including  synthetic  or  substitute  rubber 
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(exclusive  of  metal  rln^  or  rim  bases)— > 
5  cents  a  pound  on  total  weight; 

(b)  Inner  tubes  (for  tires)  wholly  or  In 
part  of  rubber,  including  synthetic  or 
substitute  rubber— 9  ceata  a  pound  on 
total  weight. 

9410.101-3  Automotive  equipment.  A 
tax  is  imposed  with  respect  to  sales  of  the 
following  supidies  at  Idie  indicated  rates: 

(a)  Chassis    and    bodies    (including 
-  parts  or  accessories  sold  therewith)  of  the 

following  types  of  automotive  equipment 
(excluding  tractors,  and  motor-driven 
machines  and  handling  equipment  used 
on  premises  of  factories  and  railway 
stations) : 

(1)  Automobile  ^  trucks  and  buses — 
6%. 

(2)  Truck  and  bus  trailers  and  semi- 
trailers— 5% 

(3)  Trailers  and  semi-trsLilers  suitable 
for  use  in  connection  with  passenger 
automobiles — 7%. 

(4)  Other  automobfles — 7%. 

(b)  Tractors  (including  parts  or  ac- 
cessories sold  therewith)  of  the  kind 
chiefly  used  for  highway  transportation 
in  combination  with  a  trailer  or  semi- 
trailer— 5%. 

.  (c)  Motorcsrcles  (mcluding  parts  or 
accessories  sold  therewith) — 7%. 

(d)  Parts  or  accessories  (such  as  spark 
plugs,  stortige  batteries,  leaf,  springs, 
coils,  timers  and  tire  chains  suitaUe  for 
use  in  connection  with  any  of  the  sup- 
plies enumerated  in  paragraphs  (a) ,  (b) , 
and  (c) ;  but  excluding  tires,  inner  tubes 
and  automobile  radios,  and  also  exclud- 
ing parts  and  accessories  sold  to  a  manu- 
facturer of  any  of  the  supplies  enu- 
merated in  paragraphs  (a) ,  (b)  and  (c) : 
Provided,  That  an  ai^ropriate  certifi- 
cate of  the  V  purchaser  is  given  to  the 
seller  stating  that  the  purchaser  is  a 
manufacturer  of  such  supidies)  sold  for 
any  of  the  supplies  enumerated  in  para- 
graphs (a),  (b)  and  (c) — 5%. 

Where  a  manufacturer  sells  tax-paid 
tires,  inner  tubes  or  automobile  radios  on 
or  in  connection  with,  or  with  the  sale  of, 
any  of  the  supines  enumerated  in  para- 
graphs (a),  (b),  and  (c),  he  may  take 
appropriate  credit  against  the  tax  due 
on  his  sale  of  such  automotive  equip- 
ment. / 

9  410.101-3  Radio  and  musical  equip- 
ment. A  tax  of  10%  is  imposed  with  re- 
spect to  sales  of  the  following  supplies 
(including,  except  in  the  case  of  musical 
instruments,  parts  or  accessories  sold 
.    therewith) : 

(a)  Radio  receiving  sets,  automobile 
radio  receiving  sets,  combination  radio 
and  phonograph  sets,  and  phonographs; 

(b)  Chassis,  cabinets,  tubes,  repro- 
ducing imlts,  power  packs,  antennae  of 
the  "built-in"  type,  and  phonograph 
mechanisms,-  suitable  for  use  in  connec- 
tion with  any  of  the  supplies  enumerated 
in  paragraph  (a).  Whether  or  not  pri- 
marily adapted  for  such  use; 

(c)  Phonograph  records; 

(d)  Musical  instruments. 

9  410.101-4  Refrigerating  and  air- 
conditioTiing  equipment.  A  tax  of  10% 
Is  imposed  with  respect  to  sales  of  the 
following  supplies  (including  parts  or  ac- 
cessories sold  therewith) : 

(a)  Household  type  refrigerators  (lor 
single  or  multiple  cabinet  installations) 
having,  or  designed  for  use  with,  a  me- 
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chanlcal  refiicerating  unit  operated  by 
electricity,  gas,  kerosene,  or  gasoline; 

(br'Cabinets.  compressors,  condens- 
ers, evaporators,  expansion  units,  ab- 
sorbers, and  controls  for,  or  suitable  for 
use  with,  the  supplies  described  In  para- 
graph (a),  except  when  sold  as  compon- 
ent parts  of  complete  refrigerators  or  re- 
frigerating or, cooling  apparatus;   - 

(c)  Self-contained  air-condltloning 
units. 

5  410.101-5  Sporting  goods.  A  tax 
of  10%  is  imposed  with  respect  to  sales 
of  sporting  goods  and  equipment. 

I  410.101-fl  Electric,  gas  and  oil  ap- 
pliances. A  tax  of  10%  is  imposed  with 
respect  to  sales  of  electric,  gas,  and  oil 
appliances  such  as  fans,  heaters  (other 
than  electric  air  furnaces),  cooking  ap- 
pliances, etc. 

9  410.101-7  Photographic  apparatus. 
A  tax  is  imposed  with  respect  to  sales  of 
the  following  suH>lles  at  the  indicated 
rates: 

(a)  Cameras  (except  cameras  weigh- 
ing more  than  four  pounds  exclusive  of 
lens  and  accessories)  and  lenses,  pho- 
tographic apparatus  and  equipment,  and 
any  apparatus  or  equipment  designed 
especially  for  use  in  the  taking  of  pho- 
tographs or  motion  pictures  or  in  devel- 
oping, printing,  or  enlarging  photo- 
graphs or  motion  pictures — 25% : 

(b)  Unexposed  photographic  films  (In- 
cluding motion  picture  fllris,  vmless  used 
or  resold  for  use  In  the  making  of  news 
reel  motion  plctxu-e  films,  but  not  in- 
cluding X-ray  film) ,  photographic  plates 
and  sensitiaed  paper— 15%.  » 

i  410.101-8  Business  and  store  ma- 
chines. A  tax  of  10%  is  imposed  with 
respect  to  sales  of  business  and  store 
machines,  excludinff  cash  registers  of  the 
type  used  In  registering  over-the-counter 
retail  sales. 

1410.101-0  fleetric  light  bulbs  and 
tubes.  A  tax  of  20%  Is  Imposed  with 
respect  to  sales  of  electric  light  bulbs 
and  tubes,  excluding  supplies  taxable  un- 
der any  other  manufacturers'  excise  tax. 

1 410.101-10  Ftrearms.  shells  and  car- 
tridges. A  tax  of  11%  is  Imposed  with 
respect  to  sales  bf  firearms  (except  pis- 
tols and  revolvers,  as  to  which  see 
i  410.103),  shells  and  cartridges. 

9  410.101-11  Matches.  A  tax  of  2 
cents  per  1,000  Is  imposed  with  respect  to 
sales  of  matches,  except  that  in  the  case 
of  fancy  wooden  matches  and  wooden 
matches  having  a  stained,  dyed,  or  col- 
ored stick  or  stem,  packed  in  boxes  or  in 
bulk,  the  tax  is  5 Mi  cents  per  1.000 
matches. 

9  410.101-12  Electrical  energv.  A  tax 
of  dVa^o  is  imposed  with  respect  to  sales 
of  electrical  energy  for  domestic  or  com- 
mercial consxunptiori  and  not  for  resale 
(except  when  resold  by  an  owner  or  lessee 
of  a  building  to  the  tenants  therein). 
This  tax  does  not  apply  to: 

(a)  Electric  and  power  plants  owned 
publicly,  or  owned  cooperatively  or  by 
nonprofit  corporations  engaged  in  rural 
electrification; 

(b)  Sales  to  any  State  or  territory,  or 
political  subdivision  thereof; 
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(c)  Sales  for  (1)  Government  con- 
sumption (other  than  separately  metered 
sales  to  the  Ciovemment  for  use  in  offi- 
cers' quarters  or  other  residences  fur- 
nished by  the  Government) ;  (2)  indus- 
trial Consumption;  or  (3)  consumption 
by  public  utiUtles,  radio  communication 
companies,  railroads,  etc. 

9  410.101-13    Gasoline.    A  tax  of  VA 
cents  a  gallon  is  Imposed  with  respect  to 
,  sales  of  gasoline  by  the  producer  or  im- 
porter thereof,  or  by  any  producer  of 
gasoline.    The  term  "gasoline"  includes: 

(a)  All  products  commonly  or  com- 
mercially  l^own   or  sold   as   gasoline, 

"benzol,  benzene,  or  naphtha,  regardless 
of  their  classifications  or  uses;  and 

(b)  Any  other  liquid  fuel  (excluding 
kerosene,  gas  oil,  or  fuel  oil) :  Provided. 
That  It  is  sold  for  or  used  In  connection 
with  the  propulsion  of  motor  vehicles, 
motor  boats,  or  airplanes. 

9  410.101-14  Lubricating  oils.  A  tax 
of  6  cer^ts  a  gallon  Is  imposed  with  re- 
spect to  lubricating  oils.  The  term  "lu- 
bricating oils"  Includes  all  oils,  regardless 
of  their  origin,  which  are  sold  as  lubricat- 
ing oil  and  all  oils  which  are  suitable  for 
use  as  a  lubricant,  but  does  not  include 
products  of  the  type  commonly  known 
as  grease.  , 

9  410.102  Retailers'  excise  taxes. 
Chapters  9A  and  19  of  the  Internal  Reve- 
nue Code,  as  implemented  by  Treasury 
Regulations  51  (26  CPR,  Part  320),  im- 
pose a  retailers'  excise  tax  upon  various 
types  of  supiriies,  enumerated  in  99  410.- 
103-1  to  410.102-4,  sold  at  retail.  Such 
supplies,  when  sold  to  the  Government 
•  for  use  or  consumption,  are  considered 
to  be  sold  at  retail.  In  general,  this  tax 
is  based  in  each  instance  on  sales  price 
(including  any  charges  for  packaging, 
but  excluding  incidental  charges  such  as 
transportation.  Installation,  etc.)  and  at- 
taches at  the  time  when  title  passes  from 
the  seller.  The  lease  of  suppli^  is  con- 
sidered a  sale  for  ptirposes  of  This  tax. 
In  the  case  of  any  supplies  classifiable 
imder  more  than  one  retailers'  excise  tax, 
only  one  tax  on  such  supplies  is  imposed; 
and  where  the  tax  rates  differ,  the  sup- 
plies are  subject  to  tax  at  the  highest 
rate. 

9  410.102-1  Jewelry,  etc.  A  tax  of 
20%  Is  Imposed  with  respect  to  sales  of 
all  supplies  commonly  or  commercially 
known  as  Jewelry,  whether  real  or  imita- 
tion; pearls,  precious  and  semi-precious 
stones,  and  Imitations  thereof;  supplies 
made  of,  or  ornamented,  mounted  or  flu- 
ted with  precious  metals  or  imitations 
thereof;  watches  and  clocks,  and  cases 
and  movements  therefor;  gold,  gold- 
plated,  silver  or  sterling  flatware  or  hol- 
low ware,  and  silver-plated  hollow  ware; 
opera  glasses,  lorgnettes;  marine  glasses, 
field  glasses  and  similar  optical  instru- 
ments, if  portable.  The  rat»-of  tax  is 
10%  (instead  of  20%)  of  the  sales  price 
of  watches  selling  at  retail  for  not  more 
than  $65  and  alarm  clocl|^  selling  at  re- 
tail for  not  more  than  $5.  The  tax  does 
not  apidy  to  religious  articles,  surgical 
Instruments,  watches  designed  especially 
for  use  by  the  blind,  frames  or  mountings 
for  eyeglasses,  or  devices  prescribed  for 
tise  in  connection  with  the  uniforms  of 
the  Armed  Services. 


9  410.102-2  Furs.  A  tax  of  20%  is  Im- 
posed with  respect  to  sales  of  supplies 
made  of  fur  on  the  hide  or  pelt,  and  sales 
of  supplies  of  which  such  fur  is  the  com- 
ponent of  chief  value — that  is.  a  value 
three  times  that  of  the  next  most  valu- 
able component.  The  tax  applies  al- 
though the  pelt  is  furnished  by  the  cus- 
tomer. 

9  410.102-3  Toilet  goods.  A  tax  of 
20%  is  imposed  with  respect  to  sales  of 
perfumes,  cosmetics,  hair  dressings,  and 
any  other  similar  toilet  supplies. 

9  410.102-4  Luggage,  A  tax  of  20% 
Is  imposed  with  respect  to  sales  of  the 
following  supplies  (including  fittings  or 
accessories  sold  therewith) :  ^  _^ 

(a)  Trunks,  suitcases,  toilet  cases,  WR 
boxes,  brief  cases  made  of  leather  or  imi- 
tation leather,  and  other  similar  items  of 
luggage; 

(b)  Salesmen's  ^mple  and  display 
cases* 

(c)'  Purses,  handbags,  wallets,  and 
card,  pass  and  key  cases. 

9  410.103  Excise  tax  on  pistols  and  re- 
volvers. Chapter  25A  of  the  Internal 
Revenue  Code,  as  Implemented  by  Treas- 
ury Regulations  47  (28  CFR.  Part  302), 
imposes  an  excise  tax  of  11%  upon  pls- 
'  tols  and  revolvers  sold  or  leased  by  the 
manufacturer,  producer,  or  importer. 

9  410.104  Tax  on  transportation  of 
persons.  Chapter  30  of  the  Internal  Rev- 
enue Code,  as  implemented  by  Treasury 
BegulaUons  42P  (26  CPR,  Part  130.  Byb- 
part  F.  imposes  a  tax  of  15%  upon  the 
amount  paid  within  the  United  SUtes  for 
the  transportation  of  persons  by  rail, 
motor  vehicle,  water,  or  air.  within  or 
without  the  United  States,  and  for  seat- 
ing or  sleeping  accommodations  in  con- 
nection with  such  transportation:  Pro- 
vided, That  this  tax  shall  not  apidy  with 
respect  to  any  part  of  such  transporta- 
tion which  is  outside  the  northern  por- 
tion of  the  Western  Hemisphere.  In  com- 
puting such  tax.  there  is  excluded  (a) 
separable  and  Itemized  charges  other 
than  those  for  transportation  of  a  per- 
son, fb)  charges  for  transportation  of 
freight  that  Includes  also  trtnsportatlon 
of  caretaktrs  or  messengers  for  which  no 
^specific  charge  as  such  Is  made,  and 
(c)  charges  not  exceeding  35  cents,  cer- 
tain commutation  tickets,  and  charges 
for  transportation  by  motor  vehicles  with 
seating  capacity  of  less  than  ten  persons 
and  hot  operated  on  an  established  line. 

9  410.105  Tax  on  transportation  of 
property.  Chapter  30E  of  the  Internal 
Revenue  Code,  as  implemented  by  Treas- 
ury Regulations  113  (26  CFR.  Part  143). 
Imposes  a  tax  of  3%  (4  cents  per  short 
ton  in  the  case  of  coal,  including  *coke 
and  briquettes)  upon  the  amount  paid 
within  the  United  States  for  the  trans- 
portation of  property  (including  (a) 
separable  and  itemized  charges  for  bag- 
gage transported  in  connection  with 
the  transportation  of  persons,  and  (b) 
charges  for  services  furnished  in  oonnec- 
tion  with  the  transportation  of  property) 
by  a  person  engaged  in  the  business  of 
transporting  property  for  hire,  by  means 
of  rail,  motor  vehicle,  water,  or  air,  from 
one  point  inside  the  United  States  to 
another  or.  in  the  case  of  transportation 
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from  a  point  outside  the  United  States, 
for  that  iMurt  of  the  transportation  which 
takes  place  Inside  the  United  SUtes.  In 
computing  such  tax.  there  is  excluded  all 
amounts  paid  to  the  Post  Office  Depart- 
ment for  the  transportation  of  property, 
and  all  amojmts  paid  for  the  transporta- 
tion of  property  (a)  to  or  from  the  Amer- 
ican National  Red  Cross,  (b)  to  or  from 
the  government  of  a  state  or  territory  (or 
political  subdivision  thereof)  or  of  the 
District  of  Columbia,  and  (c)  to  or  from 
an  international  organization  as  desig- 
nated by  the  President.  No  amount  paid 
for  the  transportation  of  property  is  sub- 
ject to  tax  if  and  to  the  extent  that  a  tax 
on  such  transportation  has  previously 
been  paid.  An  amount  paid  for  the 
transportation  of  coal  is  not  taxable  if 
there  has  been  a  previous  taxable  trans- 
portation of  such  coal  and  if  a  statement 
to  that  effect  Is  endorsed  on  the  bill  of 
lading  or  other  shipping  papers;  fur- 
thermore, an  amount  paid  for  the  trans- 
portation of  coke  or  briquettes  made 
from  coal  is  not  subject  to  tax:  Provided, 
There  has  been  a  previous  taxable  trans- 
portation of  the  coal  or  coal  dust  from 
which  such  coke  or  briquettes  were  man- 
ufactured. 

9  410.106  Tax  on  transportation  f>f  oil 
bjr  pipe  line.  Chapter  30A  of  the  Inter- 
Hal  Revenue  Code,  as  Implemented  by 
Treasury  Regulations  42D  (26  CFR,  Part 
130,  Subpart  D),  imposes  a  tax  of  4y2% 
upon  the  amount  paid  for  the  transpor- 
tation by  pipe  line  of  crude  petroleum 
and  liquid  products  thereof.  If  no  charge 
is  made  for  such  transportation,  or  if 
the  payment  is  less  than  the  fair  charge 
and  Is  made  under  a  transaction  not 
entered  Into  at  "arm's  length",  the  tax 
Is  ^posed  upon  the  fair  charge  for  such 
transportation. 

1 410.107  Tax  on  communication  fa- 
CiUtie*.  Chapter  SOB  of  the  Internal 
Revenue  Code,  as  Implemented  by  Treas- 
ury Regulations  42E  (26  CFR,  Part  130, 
Bul^art  E) ,  imposes  a  tax  upon  the  fol- 
lowing types  of  communication  facili- 
ties at  the  Indicated  rates: 
^  (a)  Tel^[^one  and  radio  telephone 
messages  ptdd  for  within  the  United 
States  (excluding  any  such  messages  for 
which  the  toll  charge  Is  24  cents  or  less)  — 
25%; 

•  (b)  Telegraph,  cable,  and  radio  dls- 
Mtches  and  messages  paid  for  within  the 
Imited  States: 

(1)  Domestic— 25%. 

(2)  International— 10%. 

(c)  Leased  wire,  teletypewriter,  or 
tall^g  circuit  special  services  (exclud- 
ing any  amount  paid  for  such  services 
used  exclusively  in  rendering  a  service 
taxable  under  paragraph  (d)  of  this 
section)— 25%; 

(d)  Wire  and  equipment  service  (in- 
cluding stock  quotation  and  Information 
service,  burglar  alarm  or  fire  alarm  serv- 
ice, and  all  other  similar  services  except 
services  taxable  under  paragraph  (c)  of 
this  section)— 8%; 

(e)  Local  telephone  service  and  other 
telephone  service  not  taxable  uiuier  para- 
graphs*(a)  to  (d)  of  this  se^on  (ex- 
cluding amounts  paid  for  the  installa- 

Itlon  of  Instruments,  wires,  poles,  switch- 
boards, apparatus  and  equipment) — 
li%. 
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SUBPART     B— BXiaallONS     FROM     WDERAt 
EXCISE   TAXES 

9  410.200  Scope  of  subpart.  This  sub- 
part deals  with  the  availability  of  exemp- 
tions from  the  taxes  set  forth  in  subpart 
A,  and  covers  (a)  the  applicability  of  ex- 
emptions and  (b)  the  policy  with  respect 
to  claiming  exemptions. 

8  410.201  Supplies  and  services  for  the 
use  of  the  Qovemment.  By  virtue  of  ac- 
tion taken  by  the  Secretly  of  the  Treas- 
ury, pursuant  to  the  authority  of  section 
307  (c)  of  the  Revenue  Act  of  1043,  as 
amended  (26  U.  S.  C.  3411  note),  exemp- 
tion is  available  from  the  following  Fed- 
eral excise  taxes  to  the  extent  Indicated: 

(a)  Tax  on  communication  facilities 
(see  I  410.107)  furnished  directly  to  the 
Ctovemment  (as  distinguished  from  be- 
ing furnished  to  a  Government  contrac- 
tw)  and  paid  for  directly  by  the  Govern- 
ment, which  exemption  Is  obtainable  and 
shaU  be  obtained  without  the  use  of  any 
e](emptlon  certificate; 

(b)  Tax  on  transportation  of  persons 
(see  1410.104)  for  transportation  fur- 
nished to  the  Government  upon  a  Gov- 
ernment transportation  request,  which 
exemption  is  obtainable  and  shall  be  ob- 
tained by  use  of  such  transportation  re- 
quest;-and 

(c)  Tax  on  transportation  of  property 
(see  i  410.105).  for  transportation  to  or 
from  the  Government  on  a  Government 
bill  of  lading,  which  exemption  is  obtain- 
able and  shall  be  obtained  by  use  of  such 
bUl  of  lading. 

1410.202  Supplies  for  exportation. 
Pursuant  to  the  authority  of  sections 
2705  and  3449  of  the  Internal  Revenue 
Code  and  applicable  Treasury  Regula- 
tions, exnnptlon  is  available  from  manu- 
facturers' excise  taxes  with  respect  to 
sales  of  supplies  for  export,  or  for  ship- 
ment to  a  possession  of  the  United  States: 
Provided,  Such  exportation  or  shipment 
In  fact  occurs  within  six  months  after 
title  passes  to  the  piu-chaser.  This  ex- 
emption shall  be  made  use  of,  by  means 
of  purchase  on  a  tax-exclusive  basis 
and  furnishing  required  proof  of  expor- 
Ution  or  shipment,  only  when  (a)  the 
purchase  Is  subsUmtial  (b)  exportation, 
or  shipment  to  a  possesion.  Is  intended 


to  follow  In  not  more  than  six  months 
after  title  passes  to  the  Government,  and 
(c)  in  accordance  with  procedures  pre* 
scribed  by  each  respective  Department, 
it  is  advantageous  to  make  use  of  such 
exemption. 

1 410.203  Supplies  for  ships  and  air- 
craft. Pursuant  to  the  authority  of 
section  3451  of  the  Internal  Revenue 
Code  and  applicable  Treasury  Regula- 
tions, exemption  is  available  from  manu- 
facturers' excise  taxes  with  respect  to 
sales  of  supplies  for  use  as  sea  stores  or 
for  use  as  fuel  supplies,  ships'  stores,  or 
legitimate  equipment  necessary  for  the 
navigation,  propulsion,  and  upkeep  of 
(a)  vessels  of  war  or  military  aircraft 
(including  guided  missiles  and  pUotlesa 
aircraft)  owned  by  the  United  States  or 
by  any  foreign  nation,  or  (b)  vessela 
employed  In  the  fishing  or  whaling  busi-> 
ness  or  actually  engaged  in  trmle  be- 
tween the  Atlantic  and  Paciflo  ports  of 
the  United  States,  or  (c)  vessels  (lnchid« 
tng  civil  aircraft)  actually  engaged  la 
foreign  trade  or  In  trade  between  the 
United  States  and  any  of  Its  possessions. 
This  exemption  shall  hh  made  use  of,  by 
means  of  purchase  on  a  tax-exclusive 
basis  and  execution  of  an  approved  tax 
exemption  certificate,  only  when.  In  ac- 
cordance with  procedures  prescribed  by 
each  respective  Department,  It  Is  ad- 
vantageous to  make  use  of  such  exemp- 
tion. 

1410.204  SuppUes  sold  for  further 
manufcKture.  Pursuant  to  the  author- 
ity of  section  3442  of  the  Internal  Reve- 
nue Code  and  applicable  Treasury  Regu- 
lations, exemption  is  available  from 
manufacturers'  excise  taxes  with  respect 
to  sales  of  any  supplies  other  than  tires, 
inner  tubes  and  automobile  radios  (a> 
for  use  In  the  manufacture  or  production 
of  taxable  supplies  or  as  component  parts  • 
thereof,  or  (b)  for  resale  for  such  use. 
which  exemption  Is  obtainable  by  the 
manufacturer  and  requires  no  action  by 
the  Contracting  Officer.  The  contract 
price  for  such  supplies  purchased  by  any 
Departmeht  shall  not  Include  an  amount 
for  any  manufacturers'  excise  tax  fmn 
which  an  exemption  is  avaUable  to  tb% 
manufacturer.    . 
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9  410.205   Supplies  under  eertain  9rtor 

contracts. 

9  410.205-1  Contracts  prior  to  June  1, 
1944.  With  respect  to  contracts  entered 
Into  prior  to  June  1.  1944,  and  any 
amendments  and  change  orders  thereto, 
exemption  is  available  from  all  manu- 
facturers' and  retailers'  excise  taxes,  and 
shall  be  claimed  In  accordance  with  pro- 
cedures prescribed  by  each  respective 
Department. 

S  410.205-2  Contracts  prior  to  July  1. 
1947.  With  respect  to  contracts  entered 
into  prior  t«  July  1.  1947.  and  any 
amendments  and  change  ordew  thereto, 
exemption  is  available  from  Federal  ex- 
cise taxes  with  respect  to  sales  of  (a) 
radio  and  musical  equipment  (8  410.101- 
3),  (b)  firearms,  shells,  and  cartridges 
(§'410.101-10),  and  (c)  pistols  and  re- 
volvers (§410.103),  which  exemption 
shall  be  claimed  in  accordance  with  pro- 
cedures prescribed  by  each  respective  De- 
partment. 

9  410.206  Other  exemptions.  There 
are  also  available  certain  other  exemp- 
tions from  Federal  excise  taxes.  Such 
exemptions  shall  be  clalmeu  only  to  the 
extent  and  in  accordance  with  proce- 
dures prescribed  by  each  respective  De- 
partment. 

§  410.207  Tax  exemption  forms.  The 
applicable  standard  CJovemment  tax  ex- 
emption forms  shall  be  used  in  accord- 
ance with  procedures  prescribed  by  each 
respective  Department.  « 

,   STTBPART  C — SIATB  AND  LOCAL  TAXXS 

9  410.301  Applicabilitv.  As  a  general 
rule.  Government  jwirchases  are  exempt 
from  state  and  local  taxes.  This  exemp- 
tion shall  be  made  use  of  to  the  fullest 
extent  available,  by  means  of  purchase 
on  a  tax-exclusive  basis  and  execution 
of  an  approved  tax  exemption  certificate. 
Whenever  there  is  any  doubt  as  to  the 
availability  of  such  exemption,  the  mat- 
ter shall  be  referred  to  the  appropriate 
office  of  the  Department  concerned. 

9  410.302  Tax  exemption  forms.  Tax 
exemption  forms  with  respect  to  state 
and  local  taxes,  and  the  use  thereof,  shall 
be  in  accordance  with  procedures  pre- 
scribed by  each  respective  Department, 

SUBPART  D— CONTHACI  CLAUSKS 

§  410.401  Fixed-price  contracts.  The 
following  clause  is  approved  for  use,  at 
the  option  of  the  Contracting  Ofllcer,  In 
fixed-price  contracts: 

FsMEBAi.,  8rAn  amd  Local  Tazm 

(a)  Definitions.  As  mkA  throughout  this 
clause,  the  following  terms  shall  have  the 
meanings  set  forth  below: 

(1)  The  term  "direct  tax"  means  any  tax 
or"  duty  directly  appUcable  to  the  completed 
BuppUes  or  services  covered  by  this  contract, 
or  any  other  tax  or  duty  from  which  the  Con- 
tractor or  this  transaction  Is  exempt.  It  in- 
cludes any  tax  at  duty  directly  appUcable 
to  the  Importation,  production,  jM-ocessing. 
manufacture,  construction,  sale,  or  use  of 
■uch  suM>Ues  or  services;  It  also  Includes  any 
tax  levied  on,  with  respect  to,  or  measured 
by  sales,  receipts  from  sales,  or  use  of  ths 
supplle*  or  servioes  oovwed  by  this  contract. 
The  term  does  not  Include  transportation 
taxes,  unemployment  compensation  taxes,  so- 
cial »•c^lrlty  taxes,  Income  taxes,  excess-prof- 
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tu  taxw.  capital  stock  tax^c.  property  taxes, 
and  such  other  taxes  as  are  not  within  the 
definition  of  the  term  "direct  tax"  as  set 
forth  above  in  this  paragn4>h.  ^_^ 

P)  The  term  "the  contract  daW'ineans 
the  effective  date  of  tills  contract  •if  It  is  a 
negotiated  oontnet,  xr  the  date  set  for  the 
opening  of  bids  if  It  Is  a  contract  entered 
into  as  a  result  of  formal  advertising. 

(b)  rederaltaxet.  Except  as  may  be  other- 
wise provided  in  this  contract,  the  contract 
price  includes  aU  applicable  Federal  taxes  in 
effect  on  the  contract  date. 

(c)  State  or  local  taxes.  Except  as  may  be 
otherwise  provided  in  this  contract,  the  con- 
tract prices  does  not  include  any  State  or 
local  direct  tax  in  effect  on  the  contract  date. 

(d)  Evidence  of  exemption.  The  Govern- 
ment agrees,  upon  request  of  the  Ctontractor, 
to  furnish  a  tax  exemption  certificate  or 
other  similar  evidence  of  exemption  with  re- 
spect to  any  direct  tax  not  Included  in  the 
contract  price  pursuant  to  this  clause;  *tad 
the  Ckjntractor  agrees,  in  the  event  of  the 
refusal  of  the  applicable  taxing  authority  to 
accept  such  evidence  of  exemption,  (1) 
promptly  to  notify  the  Contracting  Officer  of 
such  refusal,  (U)  to  cause  the  tax  in  ques- 
tion to  be  paid  in  such  manner  as  to  preserve 
.all  rights  to  refund  thereof,  and  (lU)  If  bo 
directed  by  the  Contracting  Ofllcer,  to  take  all 
necessary  action,  in  cooperatlcm  with  and  for 
the  benefit  of  the  Government,  to  seciure  a 
refund  of  such  tax  (In  which  event  the  Gov- 
ernment agrees  to  reimburse  the  Contractor 
for  any  and  all  reasonable  expenses  Incurred 
at  Its  direction). 

(e)  Price  adjustment.    If,  after  the  con- 
tract ^te.  the  Federal  Government  or  any 
State  or  local  go«rnment  either  (I)  Imposes 
or  Increases  (or  removes  an  exemption  with 
respect  to)  any  direct  tax,  or  any  tax  directly 
applicable  to  the  materials  or  componenU 
used  In  the  manufacture  or  furnishing  of 
the  completed  supplies  or  services  covered 
by  this  contract,  or  (U)  refuses  to  accept  the 
evidence  of  exemption,  furnished  under  par- 
agraph (d)  hereof,  with  respect  to  any  direct 
tax  excluded  from  the  contract  price,  and 
if  under  either  (1)  or  (11)  the  Contractor  is 
obliged  to  and  does  pay  or  bear  the  burden 
of  any  such  tax  (and  does  not  secure  a  re- 
fund thereof),  the  contract  price  shall  be 
correspondingly  Increased.    If.  after  the  con- 
tract date,  the  Contractor  is  relieved  in  whole 
or  in  part  from  the  payment  or  the  bturden 
of  any  direct  tax  Included  in  the  contract 
price,  or  any  tax  directly  applicable  to  the 
materials  or  components  used  in  the  manu- 
facttire  or  furnishing  of  the  completed  sup- 
pUes  or  services  covered  by  this  contract,  the 
Contractor  agrees  promptly   to  notify   the 
Contracting  Ofllcer  of  such  relief,  and  the 
contract  price  shaU  be  correspondingly  de- 
creased or  the  amount  of  such  relief  paid 
over  to  the  Government.    Invoices  or  vouch- 
ers covering  any  Increase  or  decrease  in  con- 
tract price  pursuant  to  the  provisions  of  this 
paragraph  shall  state  the  amount  thereof, 
as  a  separate  added  or  deducted  item,  and 
Bhall   identify  the   particular   tax   imposed. 
Increased,  eliminated,  or  decreased. 

(f)  Refund  or  aravbaOc.  K  any  tax  or 
duty  has  been  Included  in  the  contract  price 
or  the  price  as  adjiisted  under  paragraph 

(e)  of  this  clause,  and  if  the  Contractor  U 
entiUed  to  a  refund  or  drawback  by  reason 
of  the  export  or  re-export  of  supplies  covered 
by  this  contract,  or  of  materials  or  compo- 
nents used  In  the  manufacture  or  furnishing 
of  the  completed  supplies  or  services  covered 
by  this  contract,  the  OonUactor  agrees  that 
he  will  promptly  notify  the  Contracting  Offi- 
cer thereof  and  that  the  amount  of  any 
such  refund  or  drawback  obtained  will  be 
paid  over  to  the  Oovemment  or  credited 
against  amounts  due  from  the  Government 
under  this  contract;  Provided,  hou>ever.  That 
the  Contractor  ahall  not  be  required  to  apply 
for  such  refund  or  drawback  unless  so  re- 
quested by  the  (»ntractlng  Officer. 


1 410.40S  Coat  -  relmlmrsement  con- . 
tracts. '  No  specifk:  tax  clause  is  required 
in  any  cost-relmbunement  contract.  In 
aU  such  contracts  the  problem  of  Federal. 
SUte  and  local  taxes  (which  presents 
solely  a  question  of  allowability  of  costs 
in  connection  with  the  performance  of 
cost-reimbursement  contracts)  is  cov- 
ered in  the  contract  clause  dealing  with 
reimbursement  of  costs  and  is  treated 
elsewhere  In  this  subchapter  in  the  part 
entitled  "Contract  Cost  Principles." 

IF     B     Doc.    4l>-893:    FUed.    Feb.    7.    1949; 
8:GS  a.  m.)  . 


TITLE  4S— PUBLIC  LANDS: 
INTRIOR 

Chapter  I — Bureau  ef  Land  Manage- 
ment, Department  ef  the  Interior 

(Clrc\Uar  1723] 

Paht   19«— Phosphatx  Leasxs   aito   Usb 
PnuoTS 

Correction 

In  Federal  Register  Document  4^708. 
appeliring  at  page  411  of  the  issue  for 
Saturday,  January  29,  1949.  the  original 
document  has  been  corrected  so  that  the 
twenty- fourth  line  of  9  1965  will  read. 
"annual  rental  deposited  by  the". 


Appendix — Public  Land  Order 
[Public  Land  Order  6491 

Alaska 

WrrHDRAWIHO  CERTAIN  PXTBUC  LAKD  tS 
ADMINISTRATIVK  felTE  FOR  BTTRIAU  OF 
LAND  MANAGnONT  AND  PARTIALLY  KXVOK- 
ING  KXBCDnVK  OSI«l  HO.  8102  OP  APRIL 
2».  1939 

By  Virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Order  No.  9337  of  AprU  24,  1943,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  the 
following-described  land  in  Alaska  is 
hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  pubhc-land  laws., 
including  the  mining  laws  but  not  the 
mineral  leasing  laws,  and  reserved  for 
the  use  of  the  Bureau  of  Land  Manage- 
ment. Department  of  the  Interior,  as  an 
administrative  site: 

BXWAXO    MiaiBIAN 

T.  13  N..  R.  3  W..      . 
Sec.  9,  ESViSW^. 

The  area  described  contains  40  acres. 

Executive  Order  No.  8102  of  April  29. 
1939,  reserving  certain  public  land  for  the 
use  of  the  War  Department  as  a  mili- 
tary reservation  Is  hereby  revoked  as  to 
the  above  described  tract. 

The  land  is  subject  to  Power  Site  Clas- 
slflcaUon  No.  107  of  June  12. 1925. 

C.  QnAiD  DavnieoN, 
Assistant  Secretary  of  the  Interior. 

JAHUAaT  81,  1949. 

[P.    B.    Doc.    49-010:    FUed,    Feb.    7,    1040; 
8:54.a.  m.] 


TUetday,  February  8,  1949 

TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  i — Interstate  Commerce 
Commission 

t*ART  122— Monthly  Opxsatinc  Reports 

REPORTS  of  OPIRATING  STATISTICS 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at  its 
office  in  Washington.  D.  C.  on  the  28th 
day  of  October  A.  D.  1948. 

The  matter  of  monthly  reports  of  op- 
orating  statistics  of  Class  I  steam  rail- 
ways being  under  consideration : 

It  is  ordered,  That  the  order  dated 
September  20.  1944,  in  the  matter  of 
monthly  reports  of  operating  statistics 
of  Class  I  steam  railways  (49  CFR,  122.3) . 
be,  and  it  is  hereby  modified  with  re- 
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spect  to  the  forms  of  monthly  reports, 
effective  January  1, 1949.  as  follows: 

S  122.3  Operating  statistics.  Com- 
mencing ^ith  the  month  of  January 
1949.  and  monthly  thereafter  until  fur- 
ther order,  each  and  every  Class  I  steam 
railway,  including  Class  I  switching  and 
terminal  companies,  subject  to  the  pro- 
visions of  section  20,  Part  I  of  the  Inter- 
state Commerce  Act,  is  hereby  required 
to  file  monthly  reports  of  operating  stat- 
istics in  accordance  with  forms  of  reports 
and  notes  of  instructions  thereon  desig- 
nated: 

OS-A — Freight  Train  Performance 
0&-B — ^Passenger  Train  Performance 
OS-C — Yard  Service  Performance 
OS-D — Revenue  Ttaffic 
08-K— Fuel  and  Power  Statistics 
OS-F — ^Motive  Power  and  Car  Equip. 


Form 
Form 
Form 
Form 
Form 
Form 
ment 
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which  forms  are  attached  hereto*  and 
madfiapart  of  this  order:  Proi;tded  how- 
eDer/TBat  Class  I  switching  and  terminal 
companies  are  not  required  to  submit  re- 
ports on  forms  designated  Forms  OS-A. 
OS-B,  and  OS-D.  Such  monthly  reports 
shall  be  filed  in  duplicate  in  the  Bureau 
of  Trai^port  Economics  and  Statistics, 
Interstate  Commerce  Commission.  Wash- 
ington, D.  C,  on  or  before  the  dates  in- 
dicated in  the  notice  on  each  form.  (24 
Stat.  386,  34  Stat.  593,  35  SUt.  649,  86 
Stet.  656,  41  Stat.  493.  54  Stat.  916;  49 
U.  B.C.  20  (l)-(8) 

By  the  Commission,  Division  1. 

[SIAL]  W.  P.  Bartil. 

Secretary. 

{F.    R.    Doc.    49-008;    FUed.    Feb.    7,    1949; 
8:61  a.  m.] 


PROPOSED  RULE  MAKING 
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DEPARTMENT  OF  THE  INTERIOR 
Fish    and    Wildlife    Service 
Alaska  Game  Commission 
(  50  CFR,  Parts  46, 161-163  1 

Alaska  WiLOun  Protection 

NOTICI   op    PROPOSn   RULB   MAKINC 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act,  approved 
tune  11,  1946  (60  Stat.  237,  239),  notice 
is  hereby  given: 

(a)  That  under  authority  contained 
in  section  9  of  the  Alaska  Oame  Law  (57 
Stat.  306;  48  U.  S.  C.  198)  the  Secretary 
of  the  Interior  intends  to  adopt  amend- 
ments to  the  Alaska  Qame  Regulations 
modifying  existing  seasons,  bag  limits, 
and  closure  of  areas  necessary  to  insure 
proper  conservation  and  utilization  of 
the  wildlife  resources  of  Alaska.  In  ad- 
dition, some  provisions  relating  prima- 
rily to  the  administration  of  the  Alaska 
Oame  Law  may  be  amended  in  minor 
respects  for  the  purpose  of  clarifying  the 
application  of  the  regulations  and  to  fa- 
cilitate the  administration  of  the  Alaska 
Oame  Law. 


(b)  That  under  authority  of  section  8 
and  sub-division  M  of  section  10  of  the 
Alaska  Oame  Law  of  July  1,  1943  (57 
Stat.  301,  310)  as  amended,  the  Alaska 
Game  Commission  intends  to  consider 
the  advisability  of  amending  the  regula- 
tions of  the  Alaska  Oame  Commission 
respecting  qualification  of  guides,  poi- 
sons, licenses,  and  establishment  of  the 
fur  management  areas. 

The  regulations  referred  to  in  para- 
graphs (a)  and  (b)  above  are  to  be  ef- 
fective beginning  July  1.  1949. 

Interested  persons  are  hereby  notified 
that  at  a  hearing  of  the  Alaska  Oame 
Commission  to  be  held  at  the  Federal 
Building,  Juneau.  Alaska,  on  February 
14,  1949,  the  said  proposed  regulations 
will  be  considered,  and  any  such  person 
may  present  his  views,  data  or  arguments 
with  respect  thereto.  Such  interested 
persons  are  also  hereby  given  an  oppor- 
tunity to  participate  in  preparing  the 
regulations  for  issuance  as  ^t  forth  by 
submitting  their  views,  -data,  or  argu- 
ments in  writing  to  Albert  M.  Day.  Di- 
rector. Pish  and  Wildlife  Service,  Wash- 
ington 25.  D.  C.  To  assure  full  consid- 
eration of  such  communications,  they 
must  be  received  in  the  Fish  and  Wild- 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

(CGFR  49-11  " 

Approval  op  EQxnpiuNT 

By  virtue  of  the  authority  vested  in  me, 
as  Commandant.  United  States  Coast 
Ouard.  by  R.  S.  4405.  4491.  as  amended; 
46  JJTS.  C.  375,  489;  and  section  101  of 
Reorganization  Plan  No.  3  of  1946  (11 
F.  R.  7875.  60  Stat.  1097),  as  well  as  the 
additional  authorities  cited  with  specific 
items  below,  the  following  approvals  of 


equipment  are  prescribed  and  shall  be 
effective  for  a  period  of -five  years  from 
date  of  publication  in  the  Federal  Regis- 
ter unless  sooner  canceled  or  suspended 
by  proper  authority: 

BUOYANT   CTTSHIONS,   KAPOK.   STANDARD 

Non:  Cushions  are  for  use  on  motorboata 
of  classes  A,  1,  or  2  not  carrying  passengers 
for  hire. 

Approval  No.  160.007/77/0.  Standard 
Icapok  buoyant  cushion.  U.  S.  C.  O.  Speci- 
fication 160.007.  manufactured  by  Art- 


life  Service  not  later  than  March  IS, 
1949. 

[SEAL]  J.  A.  KRua, 

Secretary  of  the  Interior. 

Fbbruart  4,  1949. 

(F.    R.    Doc.    49-965;    FUed,    Feb.    7.    1949; 
9:00  a.  m.] 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

•[  7  CFR,  Part  966  ] 

[Docket  No.  A0164-A1] 

Handung  op  Oranges  Orown  in 
c^^upornia  and  arizona 

decision  with  respect  TO  PROPOSED  KAR- 
KETING  ACREEICENT  AND  TO  PROPOSED 
AlCENDMENTS  TO  MARKETING  ORDER 

Correction 

In  Federal  Register  Document  49-533. 
appearing  at  page  297  of  the  issue  for 
Thursday.  January  20.  1949,  in  the  third 
column  on  page  305,  paragraph  (a)  (3) 
should  read:  "(3)  the  total  quantity  dis- 
posed of  for  export,  showing  the  destina- 
tion and  quantity  of  each  such  disposi- 
tion;". 


Mar  Manufacturing  Co..  1073  East  54th 
St..  Indianapolis,  Ind. 

(54  Stat.  164.  166;  46  U.  S.  C.  526e.  526p; 
46  CFR  25.4-1.  160.007) 

BUOYANT   CUSHIONS.    NON-STANDARD 

Nor:  Cushions  are  for  use  on  motorboata 
of  classes  A,  1,  or  2  not  carrying  passengers 
for  hire. 

Approval  No.  160.008/401/0.  14"  x  18" 
X  2"  rectangular  buoyant' cushion.  22  oa. 


>  Filed  as  a  p^  of  the  on:jlnal  document. 


Tuesday,  February  8,  1949 
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kapok.  Dwg.  No.  103  dated  December  16. 
1948,  U.  S.  C.  a.  Specification  160.008, 
manufactured  by  Nappe-Smith  Manu- 
facturing Co.,  Southard  Avenue,  Parm- 
ingdale.  N.  J. 

Approval  No.  160.008/402/0.  15"  x  15" 
X  2"  rectangular  buoyant  cushion,  20  oi. 
kapok,  plastic  film  cover,  plastic* straps, 
heat  sealed  seams,  stitched  ending  seam. 
Dwg.  No.  C-102  rev.  December  21,  1948, 
and  Dwg.  No.  A-211  dated  December  21, 
1948,  manufactured  by  The  American 
Pad  and  Textile  Co.,  Greenfield.  Ohio. 

Approval  No.  160.008/403/0.  15"  x  16" 
X  2"  rectangular  buoyant  cushion.  20  oB. 
kapok,  plastic  film  cover  and  straps, 
stitched  scams,  specification  dated  De- 
cember 28,  1948.  manuf actiired  by  Art- 
Mar  Manufacturing  Co.,  1073  East  64th 
St..  Indianapolis.  Ind. 

Approval  No.  160.008/404/0,  15"  x  15" 
X  2"  rectangiilar  buoyant  cushion,  20  02. 
kapok,  flexible  plastic  film  cover,  ex- 
truded plastic  straps,  heat  sealed  seams, 
specifications  contained  in  manufac- 
turer's letter  dated  January  11.  1949, 
manufactured  by  Plastictronics,  Inc.,  54 
Greene  Street,  New  York  13.  N.  Y. 

(54  Stat.  164.  166;  46  U.  8.  C.  526e.  526p: 
46  CFR  25.4-1.  160.008) 

-  BAYIT8,  UrXBOAT 

Approval  No.  160.032/103/0.  Mechani- 
cal davit.  Type  24-40,  straight  boom 
sheath  screw,  approved  for  maximum 
working  load  of  11.500  pounds  per  set 
(5750  pounds  per  arm)  using  six  part 
falls,  identified  by  Arrangement  Dwg. 
No.  DB-201  dated  April  20, 1948.  and  re- 
vised November  3.  1948.  manufactured 
by  the  Marine  Safety  Equipment  Corpo- 
raUon,  Point  Pleasant.  N.  J.      . 

(R.  8.  4417a,  4426.  4481.  4488,  49  Stat. 
1544.  54  Stat.  346.  and  sec.  6  (e) .  65  Stat. 
244  as  amended;  46  U.  8.  C.  367.  391a. 
404.  474.  481,  1333.  60  U.  8.  a  1275;  46 
CPR  37.1-4.  69.3,  60.21.  76.16.  94.14. 
113.23) 

LimOATS 


^-^  NOTICES 

sec.  5  (e).  68  ^tat.  244.  as  amended:  46 
U.  S.  C.  367,  391a,  396,  404,  474.  481.  490, 
1333,  60  U.  8.  C.  1275;  46.  CTR  87.1-1. 
69.13,  76.16,  94.15,  113.10) 

.    VLASHLIGHTS,  ILCCTUC,  BAMS 

Approval  No.  161.008/6/0,  No.  1018 
waterproof  fiashUght.  Type  I,  Size  2  (2- 
oeU).  identified  by  Assembly  Dwg.  No. 
P-896-3C  dated  September  27.  1948.  and 
revised  (Xtober  6. 1948.  manufactured  by 
Bright  Star  Battery  Co.,  Clifton,  N.  J. 

Approval  No.  161.008/6/0.  No.  1925 
waterproof  flashlight.  Type  I.  Size  3  (3- 
cell),  identified  by  Assembly  Dwg.  No. 
F-896-3C  dated  September  27.  1948.  and 
revised  (Dctober  6. 1948.  manufactured  by 
Bright  Star  Battery  Co..  Clifton.  N.  J. 

Approval  No.  161.008/7/0.  No.  1917  ex- 
plosion-proof fiashUght,  Type  n.  Size  2 
(2-cell).  Identified  by  Assembly  Dwg. 
No.  F-894-3e  dated  September  24.  1948, 
and  revised  October  5.  1948,  manufac- 
tured by  Bright  Star  Battery  Co.,  caifton, 
N.  J. 
V  Approval  No.  161.608/8/0.  No.  1924  ex- 
W  plosion-proof  fiashUght,  Type  H,  Size  3 
(3-ceU).  identified  by  Assembly  Dwg.  No. 
P-894-3C  dated  September  24.  1948.  and 
revised  October  5, 1948,  manufactured  by 
Bright  Star  Battery  Co.,  CUfton.  N.  J. 

(R  8.  4417a.  4426.  49  Stat.  1544.  64  Stot. 
346,  and  sec.  5  (e),  66  Stat.  244,  as 
amended:  46  U.  8.  C.  367,  391a.  404. 1338, 
50  U.  8.  C.  1275;  46  CPR  33.3-1,  83.3-2, 
59.11.  76.14) 

BOILXSS,  HXATmO 

Approval  No.  162.003/78/0,  Type  623 
"C"  bare.  30  pounds  per  square  Inch 
steam  heating  boiler,  welded  steel  plate, 
Dwg.  No.  36-8186.  submitted  by  TaMst- 
natlonal  Boiler  Works  Co.,  East  Strouds- 
burg.  Pa. 

(R.  8.  4417a.  4418,  4426,  4433.  4434,  49 
Stat.  1544,  54  Stat.  346.  and  sec.  5  (e) .  66 
Stat.  244,  as  amended;  46  U.  S.  C.  367, 
391a.  392.  404.  411.  412,  1333.  60  U.  8.  C. 
1275;  46  CFR  Part  52) 


Insulating  material  to  meet  Class  A-60 
requirements  In  a  4-lnch  thickness  and 
6  pounds  per  cubic  foot  density,  manu- 
factured by  Owens-Coming  Plberglas 
Corp,  Toledo  1,  Ohto. 

(R  8.  4417a.  4426.  49  SUt.  1384.  1544.  54 

Stat.  346.  1028,  and  sec.  5  (e),  55  Stat. 
244  as  amended.  46  U.  8.  C.  367. 369.  391a. 
404.  463a,  1333.  50  U.  8.  C.  1275;  46  CFR 
Part  144) 

Dated:  February  1.  1949. 
(sxALl  Mmlin  O'Neill, 

Rear  Admiral.  U.  S.  Coast  Guard. 
Acting  Commandant. 

[P.    R.    Doc.    49-913:    Filed.    Feb.    7.    1949i 
8:54  a.  m.] 


Approval  No.  160.035/178/1.  16.0'  x 
6.5'  X  2.37'  steel,  oar-propelled  lifeboat, 
12-person  capacity.  Identified  by  Con- 
struction and  Arrangement  Dwg.  No. 
16-1  dated  January  31, 1947,  and  revised 
October  6.  1947.  submitted  by  Marine 
Safety  Equipment  Corporation.  Point 
Pleasant,  N.  J.  (Supersedes  Approval 
No.  160.035/178/0  pubUshed  in  the  FlD- 
ERAL  Rbgistir  November  19,  1947.) 

Approval  No.  160.035/232/0.  15.0'  z 
5.42'  X  2.25'  wood,  oar-propelled  Ufeboat, 
10-person  capacity,  for  inland  waters 
other  than  the  Great  Lakes,  Identified 
by  Dwg.  No.  148  I4/B-I  dated  September 
20.  1948,  submitted  by  Geo.  W.  Kneass 
Co..  Eighteenth  and  Ulinois  Streets,  San 
Francisco  7,  Calif. 

Approval  No.  160.035/237/0. 31.0'  X  105' 
X  4.33'  steel,  hand-propeUed  lifeboat,  82- 
person  capacity.  Identified  by  Construc- 
tion and  Arrangement  Dug.  No.  3235 
dated  August  20,  1948.  manufactured  by 
WeUn  Davit  and  Boat  Division  of  Ameri- 
can Steel  b  Copper  Industries.  Inc..  Perth 
Amboy.  N.  J. 

(R.  S.  4417a.  4426.  4481.  4488.  4492.  38 
Stat.  428.  49  Stat.  1544.  54  Stat.  346.  and 


rax  KXTMouiaHxaa,  romauM,  mjn, 
CAUoii-Dioxxini  rm 

ApprtJval^Nb.  162.005/19/0.  "Oeneral 
Quick  Aid  Sno  Fog  Plre  Guard."  Model 
lOAK.  squeeze  grip  valve.  10-pound  car- 
bon dioxide  hand  portable  fire  extin- 
guisher. Assembly  Dwg.  No.  BC-210-X 
Revision  A,  dated  September  6.  1946. 
Name  Plate  Dwg.  No.  CC-210-1,  Revised 
June  27.  1947.  manufactured  by  The 
General  Detroit  Corp.  2272  E,  Jefferson. 
Detroit  7,  Mich. 

m.  8.  4417a,  4426,  4479,  4492,  49  Stat. 
1544,  54  Stat.  165.  186.  346,  1028.  and  sec. 
5  (e).  55  Stat.  244.  as  amended;  46 
U.  8.  C.  367.  391a.  404.  463a.  472.  490. 
526g,  526p.  1338,  60  U.  8.  C.  1275;  46 
CFR  25.5-1,  26.3-1,  27J-1,  34.5-1.  61.13. 
77.13.  95.13.  114.15) 

STRUCTURAL.  HJSULATION 

Approval  No.  164.007/26/0.  "Plberglas 
Insulation  PF-CG".  glass  wool  type 
structural  insulation  Identical  to  that 
described  in  National  Bureau  of  Stand- 
ards Test  Report  No.  TG  10210-1536: 
FP2661  dated  December  1. 1948.  bats  and 
blankets  approved  for  use  without  other 


DEPARTMENT  OF  THE  INTERIOR 
BwrMMi  of  Lond  Monog*m*nl 

Alaska 

wotici  for  filing  objections  to  order 
withdrawing  certain  public  land  as 
administrative  site  for  bureau  of 
land  management  and  partially  re- 
voking executive  order  no.  sior  of 

APRIL  SB.  1939  ' 

For  a  period  of  60  days  from  the  date  of 
pubUcatl<m  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  shoukl  be  filed  in  dupli- 
cate In  the  Department  of  the  Interior, 
Washington  25,  D.  C.  In  case  any  ob- 
jection Is  filed  and  the  nature  of  the 
opposition  Is  such  as  to  warrant  it.  a 
public  hearing  win  be  held  at  a  conven- 
ient time  and  place,  which  will  be  an- 
nounced, where  cqiponents  to  the  order 
may  state  their  views  and  where  the  pro- 
ponents of  the  order  can  explain  its  pur- 
pose, intent,  and  extent  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let  stand 
wiU  be  given  to  all  Interested  parties  of 
record  and  the  general  public. 

""  C.  GlXARO  DAVIDSON. 

Assistant  Secretary  of  the  Interior. 
Janttart  31.  1949. 

(F.    R.    Doc.    49-911;    Filed,    Feb.    T,    1940: 
8:64  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  8426] 

mm-conttncnt  alrunes.  inc.;  through 
Sbrvics  Procezdino 

notice  of  postponemxnt  cm"  hearing 

In  the  matter  of  a  proceeding  to  deter- 
mine whether  the  public  convenience 
and  necessity  require  the  establishment 
of  through  air  transportation  service  by 
Interchange  arrangements  or  otherwise 
between  lylld-Continent  AlrUnes.  Inc.. 
and  Eastern  Air  Lines,  Inc.,  at  St.  Louis. 


>  See  F.  p.  Doc.  49-910,  TlUe  43.  Chapter  I, 
Appendix,  supra. 


Tuesday,  February  8,  1949 

Mo.,  or  between  Mid-Continent  Airlines, 
Inc.,  Chicago  and  Southern  Airlines,  Inc., 
and  Eastern  Air  Lines,  Inc.,  or  Delta  Air 
Lines.  Inc.,  at  Memphis.  Tenn.,  and  be* 
tween  BranifT  Airways,  Inc..  and  Eastern 
Air  Lines,  Inc.,  or  Delta  Air  lines.  Inc., 
at  Memphis,  Tenn. 

Notice  is  hereby  given  that  the  hear- 
ing in  the  above-entitled  proceeding,  now 
assigned  to  be  heard  February  9,  1949.  is 
postponed  to  a  date  to  be  set  by  future 
notice  of  the  Board. 

Dated  at  Washington,  D.  C,  February 
3.  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mttluoan, 

Secretary. 

(F.    B.    Doc.    49-905:    FUed.    Feb.    7,    1949; 
8:51*a.  m.| 


>  (Docket  No.  8500] 

National  AnuNXs.  Inc.;  National  Rotate 
Transfer  Investigation 

NOTICE   or  dkARING 

In  the  matter  of  the  investigation  of 
the  transfers  of  the  routes  and  properties 
of  National  Airlines.  Inc. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  that  a  public  hear- 
ing in  the  above-entitled  matter  wiU  be 
held  on  February  14, 1949.  at  10:00  a.  m. 
(e.  s.  t.)  in  Conference  Room  No.  105. 
Archives  Building.  Pennsylvania  Avenue 
between  7th  and  9th  Streets.  N.  W., 
Washinslon.  D.  C,  before  Chief  Examiner 
Francis  W.  Brown  and  Examiner  James 
8.  Keith. 

Dated  at  Washington,  D.  C,  February 
1,  1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

[F.    B.    Doc.    49-904;    FUed,    Feb.    T,    1949; 
8:S1  a.  m.] 


(Docket  No.  8A-18a) 

Accident  at  Havana.  Cuba 

notzci  of  bearino 

In  the  matter  of  investigation  of  ac- 
cident involving  aircraft  of  United  States 
Registry  NC-90665,  which  occurred  at 
Havana.  Cuba,  on  December  9,  1948.    ^ 

Notice  is  hereby  given,  pursuant  to  the 
CivU  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act,  in  the  -  above-entitled  proceeding 
that  hearing  is  hereby  assigned  to  be  held 
on  Tuesday.  Febrtuuy  15.  1949,  at  9:30 
a.  m.  (local  time)  in  the  Commission 
Room.  City  Hall,  LeJuene  Road  at  Coral 
Way,  Coral  Gables,  Florida. 

Dated  at  Washington,  D.  C,  February 
2, 1949. 

[SEAL]  •     Robert  W.  CHRisr, 

Presiding  Officer. 

(F.    B.    Doe.    4»-«07:    FUed.    Feb.    7.    1949; 
8:86  a.  m.] 

No.  26 ft 


FEDCRAL  REGISTER 

(Docket  No.  SA-188] 

AodDBiT  nr  Roxm  to  San  Jvan,  Pnnio 

RiCO-MlAMI,  FLA. 
NOTICE  or  HEARXNO 

In  the  matter  of  investigation  Involv- 
ing missing  aircraft  of  United  States 
Registry  NC-16002,  which  occurred  on 
December  28. 1948.  en  Route  to  San  Juan, 
Puerto  Rico-BCiaml,  Florida. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1838,  as 
amended,  particularly  section  702  of  said 
act,  in  the  above-entitled  proceeding 
that  hearing  is  hereby  assigned  to  be  held 
on  Friday,  February  18.  1949,  at  9:30 
a.  m.  (local  time)  in  the  Commission 
Room,  City  Hall.  LeJuene  Road  at  Coral 
Way,  Coral  Gables.  Rorida. 

Dated  at  Washington.  D.  C,  February 
2, 1949. 


[seal] 


Rc»ert  W.  Crrisp, 
Presiding  Officer. 


IF.    B.    Doc.    49-fliD8:    FUed,    Feb.    7,    1949; 
8:68  a.  m.] 


(Docket  No.  8A-184] 
Accident  Near  Bristol,  Tenn. 

NOTICE  or   HEARINO     ■ 

In  the  nptter  of  investigation  of  acci- 
dent involving  aircraft  of  United  States 
Registry  NC-37468  whicti  occurred  near 
Tri-City  Airport.  Bristol,  Tennessee,  on 
December  M.  1948. 

Notice  is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act,  in  the  above-entitled  proceeding  that 
hearing  is  hereby  assigned  to  be  held  on 
Thursday,  February  10,  1940,  at  9:30 
a.  jn.  (local  time)  in  the  Federal  Court 
Room.  Second  Floor  Post  Office  Building, 
Comer  5th  and  Liberty,  Winston-Salem, 
North  Carolina. 

Dated  at  Washington,  D.  C,  February 
2.  1949. 


[seal] 


Robert  W.  C^hrisp, 
Presiding  Officer. 


(F.    B.    Doc.    49-800>   FUed,    Feb.    7.    1949; 
8:58  a.  m.] 


FEDERAL  POWER  COMMISSION 

(Docket  No.  K-6I8O'] 
DuxB  Power  Co. 

NOTICE  or  ORMR  AUTHORIZING  ISSVANCX  Or 

bonds 

February  3, 1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 1, 1949,  th8  Federal  Power  Commis- 
sion Issued  its  order  entered  February  1. 
1049,  authorising  Issuance  of  bonds  in 
the  above-designated  matter. 


[seal] 


Lbon  M  Fuquat. 
Secretary. 


(F.    B.    Doc.    49-896:    FUed.    Feb.    7,    1949; 
8:60  a.  m.] 
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(Docket  M08.  a-«45.  a-1183] 

-    CrOLOtASO-^TOKINa  GAS  CO. 

own     CONSOLIDATING     PROCBEDINaB     ANB 
riXXNO  DATE  or  HEARING 

On  June  21,  1946,  Colorado-Wyoming 
Oas  Company  (Applicant),  a  Delaware 
corporation  with  its  principal  place  of 
business  at  Denver.  Colorado,  filed  an 
application,  at  Docket  No.  G-645.  as  sup- 
plonented  on  August  3.  1945,  February 
11, 1946.  December  9. 1946.  December  22. 
1947.  September  30.  1948.  and  January 
11.  1949,  for  a  certiflcate  of  public  con- 
venience and  necessity,  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as  amerc- 
ed, authorizing  the  acquisition,  construc- 
tion and  operation  of  certain  natural-gas 
faciUties,  subject  to  the  Jurisdiction  of 
the  Commission,  as  fuUy  described  la 
such  appUcation  on  file  with  the  Com- 
mission and  open  to  pubUc  inspection.  ' 

On  September  30, 1948,  AppUcant  filed 
an  application,  at  Docket  No.  G-1133,  as 
supplemented  on  November  1,  1948.  De- 
conber  3, 1948,  and  January  11. 1949,  for 
a  certiflcate  of  public  convenience  and 
necessity,  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  author- 
izing the  construction  and  operation  of 
certain  natural-gas  faciUties,  subject  to 
the  Jurisdicti<»  of  the  Commission.  Ad- 
ditlonaUy,  AppUcant  seeks  permissioa 
and  approval,  pursuant  to  section  7  (b) 
of  the  Natural  Gas  Act.  to  abandon  the 
natural-gas  faculties  appUed  for.  at 
Docket  No.  0^-645.*  together  with  other 
natural-gas  faciUties.  subject  to  the  Juris- 
diction of  the  Commission.  All  such 
faciUties  are  fully  described  in  the  ap- 
plication on  file  with  the  Commission 
and  open  to  public  Inspection. 
^v^These  proceedings  should  be  consoU- 
dated  for  purpose  of  hearing,  and  are 
proper  for  disposition  imder  the  provi- 
sions of  8  1.32  Xb)  of  the  Commission's 
rules  of  practice  and  procedure,  AppU- 
cant having  requested  that  these  two  ap- 
pUcations  be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petitions 
having  been  fUed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the  ap- 
pUcatlons.  including  pubUcati(m  in  the 
FlDBSAL  Reoibtbr,  at  Docket  No.  G-645. 
on  November  6,  1945  (10  F.  R.  13694). 
and  at  Dodcet  No.  G-1133,  on  October 
26,  1948  (13  F.  R.  6274). 

The  C(»ninlsBlon  orders: 

(A)  The  above-docketed  proceedings 
be  and  they  are  hereby  consoUdated  lot 
purposes  of  hearing. 

(B)  Pursuant  to  the  aiithority  con- 
tained in  and  subject  to  the  Jurisdictioa 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act,  as  amended,  and  the  Oom- 
mlssKm's  rules  of  practice  and  proc«d\ire, 
a  hearing  be  held  on  February  17, 1949. 
at  9:30  a.  m.  (e.  s.  t.),  in  the  Hearing 
Room  of  the  Federal  Power  Commlsfioh, 


*0n  Jtily  17  and  November  9,  1948,  tem- 
porary authorlntion  was  granted  by  th« 
Oommlnion  to  acquire,  construct  and  oper- 
ate ttie  f acuities  Involved  alf  Docket  No. 
0-645. 


Tuesday t  February  B,  1949 


FEDERAL  REGISTER 
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1800  Pennsylvania  Avqjue  NW..  Wash- 
ington, D.  C^  concerniiig  the  matters  In- 
volved and  the  Issues  presented  by  such 
applications;  Provided,  however.  Tliat 
the  CommlSBlon  may,  after  a  non-con- 
tested hearing,  forthwith  dispose  of  the 
proceedings  pursuant  to  the  provisions 
of  9  1.32  (b)  of  the  Commission's  rules 
of  practice  and  procedure. 

(C)  Interested  State  commissions  may 
participate  as  provided  by  55  1.8  and  1.87 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  Issuance:  February  1,  1949. 

By  the  Commission. 


[SKAtl 


I^Hf  M.  POQTJAT, 

Secretarv. 


IF.    B.    Doc.    4»-806:    Kled.   Feb.    7,     IM©; 
8:48  a.  m.\ 


{Docket  Moa.  0-884,  0-887) 

SoxTTRXRir  NATuaAL  Gas  Co.  and  AjtAirnc 
Gulf  Gas  Co. 

OlSn  CONSOUBATIIIO  paOOEKDZNGS  AMB 

nxwa  BATE  or  hxa>i]ig 

FannJAHT  1,  1949. 
On  March  31.  1947.  Southern  Natural 
Gas   Company   (Southern   Natural),   a 
Delaware  corporation,  with  its  principal 
place  of  business  at  Blnnlngham,  Ala- 
bama, at  Docket  No.  G-«84.  filed  an  ap- 
plication, amended  on  May  1. 1947.  for  a 
certificate  of  public  convenience  and  ne- 
cessity, pursuant  to  section  7  of  the  Nat- 
ural Gas  Act,  as  amended,  authortelng  the 
construction  and  operation  of  certato 
natural-gas    facilities,    subject    to   the^ 
Jurisdiction  of  the  Commission,  all  a«^ 
more  fully  described  in  such  application, 
as  amended,  on  file  with  the  Commission 
and  open  to  public  Inspccflon.  pubMc 
notice  thereof  having  been  given.  Includ- 
ing publication  In  the  PItoctal  RscisTfa 
on  April  24. 1947  (12  P.  R.  2«39)  and  on 
May  13.  1947  (12  P.  R.  3180) . 

On  April  14,  1947,  Atlantic  GuM  Gas 
Company  (Atlantic  Oulf),  a  Delaware 
corporation,  with  its  principal  place  of 
business  at  Shreveport,  I/julsi|Ina.  at 
Docket  No.  G-887.  filed  an  application, 
amended  on  June  6. 1947.  for  a  certlflcaU 
of  pubUc  convenience  and  necessity,  pur- 
suant to  section  7  of  the  Natural  Gas  Act. 
as  amended,  authorialng  the  construction 
and  operation  of  certain  natural-gas 
facilities,  subject  to  the  Jurisdiction  of 
the  Commission,  all  aTmore  fully  de- 
scribed in  such  application,  as  amended, 
on  file  with  the  Ccanmission  and  open  to 
pubUc  Inspection.  pubUc  notice  thereof 
having  been  given,  including  publication 
in  the  Pessral  BcGisxn  on  Jime  12, 1947 
(12  P.  R.  3844). 

On  October  23, 1947.  each  of  the  above- 
named  Applicants  was  rcQuested  to  file 
with  the  Cwoamisslon  data  and  informa- 
tion in  support  of  each  representative 
application,  together  with  advice  as  to 
when  each  would  be  ready  to  proceed 
with  a  hearing. 

On  April  13.  1948.  on  Its  own  motion. 
the  Commission,  by  order,  consolidated 
the  above-docketed  applications  for  pur- 
poses of  hearing,  and  fixed  a  hearing  date 
for  June  14. 1948. 


NOTICES 

On  June  4  and  June  7.  1948.  Atlantic 
Golf  and  Soatborn  Natural,  respectively, 
filed  motions  to  posUwne  such  hearing, 
and  such  motions  were  granted  by  the 
Commission. 

On  July  30.  1948.  the  Commission  re- 
peated its  request  to  each  Applicant  to 
file  the  supporting  data  and  Information, 
and  to  state  when  each  would  be  ready 
to  proceed  with  a  hearing. 

To  date,  neither  Applicant  has  filed 
data.  Information  or  exhibits  in  support 
of  the  refljective  applications,  or  indi- 
cated a  readiness  to  proceed  with  a 
hearing. 

The  Commission  finds: 

(a)  Good  cause  exists  for  consolidat- 
ing the  above  applications  for  purposes 

of  hearing.  ^    ,.  .^.        • 

(b)  No  fiuther  delay  In  the  holding  of 

a  hearing  on  the  above-docketed  I4VU- 

catlons  seems  appropriate. 
The  Commission  orders : 

(A)  The  above-docketed  proceedings 
be  and  and  they  are  hereby  consolidated 
for  purposes  of  bearing. 

(B)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  ^ct.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  public  hearing  be  held  commencing  on 
May  16.  1949,  at  10:00  a.  m.  (e.  s.  t.).  in 
the  Hearing  Room  of  the  Federal  Power 
OMnmlsskm.  1800  Pennsyln»la  Avenue 
NW.,  Washington.  D.  C,  ooooamlng  the 
matters  Involved  and  the  Issues  presented 
by  the  applications,  as  amended,  and 
other  pleadings  in  these  proceedings. 

(C)  "EBuch  i^irilcant  shaD  file  with  the 
Commission,  in  the  manner  and  form 
ivescribed  bx^lhe  commission's  rules  of 

'  practice  and  procedure,  at  least  SO  days 
prior  to  the  date  hereinbefore  fixed  tox 
hearing,  all  the  data,  information  and 
exhibits  It  deems  requisite  in  support  of 
its  appUcatioo. 

(D)  Each  Ajx^icant  shall  be  prepared 
to  fully  prosecute  its  api^catlon  on  the 
date  hereinbefore  fixed  for  hearing,  else 
Its  appUeation  shaD  be  dismissed  for  lack 
of  prosecution. 

(E)  Interested  State  commissions  may 
participate  as  provided  by  §5  1.8  and  1.37 
(f )  of  the  Commission's  rules  of  practice 
and  procedure. 


of  public  convenience  and  necessity  In 
the  above-designated  matter. 

[SXALl  LK»  If.  FUQUAT. 

Secretary. 

B,    Doe.    4»-a»;    FUed.    Feb.    7.    1»48: 
8:50  a.  m.] 


IF. 


Date  of  issuance:  February  2. 1949. 
By  the  Commission. 

[SEALl  LXOK  M.  FtTQTTAT, 

Secretary. 


[F.   R.   Doc. 


48-886;    FUmI.   Feb. 
8:48  a.  m.] 


[Docket  No.  a-«891 
East  Tsmnssss  Natubal  Gas  Co. 

HOnO  or  OKDBI  MODIFIUIU  oajM  rSBOIWO 

CBaroncATK  or  pdbuc  cowvoiraca  aw* 

FXBRUART  3.  1949. 

Notice  is  hereby  given  that,  oft  Febru- 
ary 2,  1949.  the  Federal  Power  Commis- 
•lon  Issued  Its  order  entered  February  1. 
1949,  modifying  order  (published  in  the 
FxDUiAL  RxGisTXR  On  Pebrxuiry  6,  1948, 
Vol.  13,  No.  26.  P.  561)  Issuing  certificate 


(Doeka«No.O-011] 
TsmrESBBx  Gas  TKANsicssioif  Co. 

OBOER  nXXMO  DATS  Or  BXAKINO 

On  December  27.  1948,  Tennessee  Gas 
Transmission  Company  (Applicant),  a 
Delaware  corporation  having  Its  jMincI- 
pal  office  at  Houston.  Texas,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity,  pursuant  to  sec- 
tion 1  of  the  Natural  Gas  Act.  as 
amended,  authorizing  ,the  construction 
and  operation  of  certain  natural  gas  fa- 
cilities subject  to  the  Jurisdiction  of  the 
Commission  as  more  fuUy  described  in 
such  application  on  file  with  the  Commis- 
sion and  open  to  public  Inspection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  5  132  (b)  of  the  Com- 
mission's r\ile8  of  practice  and  procedure. 
Applicant  having  requested  that  Its  ap- 
idlcation  be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
re(iuest  to  be  heard,  protest  or  petition 
having  heea  filed  subsequoit  to  the  glv- 
li«  of  due  notice  of  the  filing  o«  the  ajn 
pUcatloo.  Including  publication  In  the 
PkBBUL  RiQisTBB  DO  January  14. 1949  (14 

F.  R.»7). 
The  Cimunlssion  orders:        «» 
(A)  Pursuant  to  the  authority  con- 
tained m  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and   15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's    rules    of    iwactice    and 
procedure,  a  hearing  be  held  on  Febru- 
ary 23. 1949,  at  9:30  a.  m.  (e.  s.  t.) .  In  the 
Hearing  Room  of  the  Federal  Power  Com- 
mission. 1800  Pennsylvania  Avenue.  NW., 
Washington,  D.  C,  concerning  the  matter 
Involved  and  the  Issues  presented  by  such 
application;  Provided,  however.  That  the 
Commission  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Conunlsslon's  rules  of 
practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  55  1-8  and  IZI 
it)  of  the  said  rules  of  practice  and  pro- 
'cedure, 
7.   1949;  Date  of  Issuance:  February  2. 1949.      ^ 

By  the  Commission. 

£81AL]  iMOK  M.  FUQUAT. 

Secretarf. 

fF.  It    Doc.    48-897;    Aled.    Feb.    7,    1948; 
8:48  a.  m.) 


(DodLet  Ro.  0-1166] 

BALnc  Opibatino  Co. 

Fonct  or  nwMwos  awb  oriwr  authobixino 

AHB  APrBOVWO  ABANDONMIKT  OB  FACIU- 


Tuesday,  February  8,  1949 

slon  Issued  its  findings  and  order  entered 
February  1.  1949,  authorizing  and  ii|>* 
proving  abandoiunent  of  facilities  in>^8 
above-designated  matter. 


[seal! 


iMOS  M.  FUQUAT, 

^        Secretary. 


(F.    R.    Doc.    49-800:    FUed.    Feb.    7.    1940; 
8:80  a.  m.] 


KUABT  3,  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 2.  1949,  the  Federal  Power  Commls- 


[Docket  No.  0-1186] 

Wisconsin  Soothbbn  Gas  Co. 

MoncB  or  APPUCAnoN 

Fbbbuabt  2.  1949. 
Notice  is  hereby  given  that  on  January 
25.  1949,  Wisconsin  Southern  Gas  Com- 
pany (Applicant),  a  Wisconsin  corpora- 
tion having  Its  principal  office  at  Burling- 
ton. Wisconsin,  filed  an  application  for: 

(a)  A  certificate  of  public  convenience 
and  necessity,  pursuant  to  section  7  of 
the  Natural  Gas  Act.  as  amended,  au- 
thorizing the  acquisition,  construction 
and  operation  of  certain  natural-gas 
facilities,  as  herelnaftfr  more  particu- 
larly described;  or.  In  the  alternative,  a 
finding  and  determination  that  such 
facilities  are  not  subject  to  the  Jurisdic- 
tion of  the  Conunlsslon;  and 

(b)  An  order  by  the  Commission,  under 
section  7  (a)  of  the  Natural  Gas  Act,  re- 
quiring Natural  Gas  Pipeline  Company 
of  America  to  extend  its  facilities,  to 
establish  connection  with  the  facilities 
which  Applicant  proposes  to  construct 
and  acquire,  and  to  supply  Applicant  with 
such  quantities  of  natural  gas  as  Ap- 
plicant may  bQ  entitled  to  receive  under 
rate  schedules  already  filed  by  Natural 
Gas  Pipeline  Company  of  America  with 
the  Commission. 

•  Aii^licant  seeks  authorization  to  ac- 
quire from  Wisconsin  Gas  li  Electric 
Company,  among  other  things,  the  so- 
caHM  Genoa  City  line,  consisting  of  132.- 
774  feet  of  J-lnch  pipeline,  and  extending 
from  the  west  line  of  the  ^wn  of  Pleas- 
ant Prairie.  Kenosha  County.  Wisconsin 
to  the  VUlage  of  Genoa  City.  Walworth 
County,  Wisconsin. 

k  Applicant  proposes  to  connect  the 
Genoa  City  line,  either  through  the  con- 
struction of  approximately  2.32  miles  of 
4-inch  pipeline  extending  from  Ap- 
plicant's present  facilities  at  Pell  Lake 
eastwardly  to  Genoa  City,  or  through  the 
construction  of  approximately  1.65  miles 
of  6-inch  pipeline  extending  northwardly 
from  the  new  point  of  connection  with 
the  facilities  of  Natural  Gas  Pipeline 
Company  of  America  on  the  Wlscondn- 
Illlnols  State  line,  to  the  Genoa  City  line, 
with  appurtenant  metering  and  regulat- 
ing equipment  at  whatever  point  the  con- 
nection is  made. 

Applicant  states  that  it  proposes  to 
serve  natural  gas  to  the  approximately 
1.350  customers  now  served  with  manu- 
factured gas  at  the  rates  it  now  charges 
Its  other  natural-gas  customers.  Appli- 
cant states  that  It  has  the  requisite  au- 
thority from  the  Wisconsin  Public  Serv- 
ice Commission  to  make  the  change- 
over; and  to  acquire,  construct  and 
operate  the  aboye-described  facilities. 

The  purchase  price  of  the  Genoa  City 
line  is  $180,000,  plus  the  cost  of  any  addl- 
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tions  subsequent  to  December  1.  1946. 
Applicant  estimates  the  cost  of  the  six* 
inch  line,  together  with  the  regulating 
and  metering  station,  at  $29,999.  The 
cost  of  the  four-inch  line  from  Pell  Lake, 
together  with  the  regulating  and  meter- 
ing station  is  estimated  at  $28,631.  Ap- 
plicant  has  secured  a  firm  commitment 
for  a  short-term  bank  loan  of  $200,000, 
to  be  refinanced  through  first  mortgage 
bonds  and  serial  notes. 

Any  Interested  State  c(Mnmission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  5  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and,  if 
so.  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  interest  in  the 
matter  and  whether  it  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  Joint  or 
concidrent  hearing,  together  with  rea- 
sons for  such  a  request. 

The  application  of  Wisconsin  Southern 
Gas  Company  Is  on  file  with  the  Commis- 
sion and  open  to  public  Inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Wastatngton.  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  In  the  Fcoebal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  5  1.8  or  1.10. 
whichever  Is  applicable,  of  the  rules  of 
practice  and  procedure. 

[SEAL] 


Leon  M.  Fuquat. 
Secretary, 


y. 


[F.    E.    Doc.    49-803;    Filed.    Feb.    7,    1949; 
8:61   a.  m.] 


[Projeet  No.  400) 
Westebn  Colobado  Powbb  Co, 

NOnCE  or  OBDEB  AUTHOBBING  AMENDMENT 
or  UCENSE    (MAJOB> 

Februabt  3.  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 1.  1949.  the  Federal  Power  Commis- 
sion Issued  Its  order  entered  February  1, 
1949.  authorizing  amendment  of  license 
(major)  in  the  above-designated  matter. 


[SEALl 


Leon  M.  FuquAT, 
Secretarv. 


[F.    R.    Doc.    49-801:    Filed.    Feb.    7,    1949; 
8:80  a.  m.] 


(Projeet  No.  16031 
Ctnr  Richmond  Lvmber  Co. 

NOTICE  or  OeOBB  AOTHOBIZDiO  ISSUANCE  Or 
NEVir  UCENSE    (MAJOR) 

Februabt  3.  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 2,  1949.  the  Federal  Power  Commis- 
sion Issued  Its  order  entered  February 
1,  1949.  authorizing  issuance  of  new  li- 
cense (major)  in  the  above-designated 
matter. 

(seal]  Imoh  M.  Fuquat, 

Secretarv, 

(F.  B.   Doe.  49-889;    FUed.   Fttb.   T.   1848: 
8:61  a.  m.l 


551 

[Project  No.  198B] 

CxTT  or  Los  Angeles.  Calif.,  and  Its 
Dbpabtment  or  Wateb  and  Pov^tbb 

NOTICE   or  APPUCATTON   POB   PBEUMINABT 
PEBMZT 

FBBBXTARY  1,  1949. 

Public  notice  is  hereby  given  that  the  ' 
City  of  Los  Angeles.  California,  and  its 
Department  of  Water  and  Power  have 
made  application  under  the  Federal 
Power  Act  (16  U.  S.  C.  791a-825r)  for 
preliminary  permit  for  a  period  of  36 
months  for  proposed  hydroelectric  Proj- 
ect No.  1995  to  be  located  on  Kings  River 
and  Middle  and  South  Forks  of  Kings 
River  In  Fresno  Covmty.  California.  The 
proposed  project  would  affect  lands  j>f 
the  United  States  within  Sierra  and  Se- 
quoia National  Forests  and  would  consist 
of  Tehiplte  Reservoir  formed  by  a  dam 
on  the  Middle  Fork  of  Kings  River;  Cedar 
Grove  Reservoir  formed  by  a  dam  on  the 
South  Fork  of  Kings  River;  Junction 
Reservoir  formed  by  a  dam  on  Kings 
River  near  the  Junction  of  the  Middle 
and  South  Forks;  Kings  River  Power 
Plant  No.  4  North  and  Kings  River  Power 
Plant  No.  4  South  on  the  shore  of  and 
discharging  Into  Junction  Reservoir 
water  from  Tehiplte  and  Cedar  Grove 
Reservoirs,  respectively;  Kings  River 
Power  Plant  No.  5  located  on  Kings  River 
about  4  miles  above  the  mouth  of  the 
North  Fork  and  utilizing  water  from 
Junction  Reservoir;  conduits  with  aggre- 
gate length  of  about  27.4  miles  consisting 
principally  of  tunnels  and  penstocks  con- 
necting the  reservoirs  with  the  power- 
houses, the  total  Installed  capacity  of 
which  would  be  197.700  horsepower;  and 
appurtenant  facilities.  The  energy  gen- 
erated by  the  proposed  project  would  be 
for  the  use  of  the  City  of  Los  Angeles  and 
its  inhabitants  for  the  purposes  of  heat, 
light  and  power. 

A  preliminary  pMmlt.  if  Issued,  shall  be 
for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  license  under 
the  Federal  Power  Act  to  enable  the  ap- 
plicant herein  to  make  examinations  and 
surveys,  to  prepare  maps,  plans,  and  esti- 
mates, and  to  make  financial  arrange- 
ments required  for  the  flUng  of  an  ap- 
plication for  license  under  the  act.  A 
preliminary  permit.  IfBsued.  will  not  au- 
thorize construction  of  ^e  proposed 
project. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing  there- 
on, with  the  reasons  for  such  protest  or 
request,  and  the  name  and  address  of 
the  party  or  parties  so  protesting  or  re- 
questing, should  be  submitted  on  or  be- 
fore BCareh  18. 1949,  to  the  Federal  Power 
Commission.  Washington  25.  D.  C. 

[seal]  Leon  M.  Foquat. 

Secretary. 

[F.    B.    Doc.    48-884;    Filed.    Feb.    7,    1848: 
8:48  a.  m.J^ 

SECURITIES  AND  EXCHANGE; 
COMMISSION 

[FUe  No.  70-9048] 

Pennstlvanu  Electric  Co.  et  al. 

NOTICE  or  nUNO 

At  a  regular  session  of  the  Securities 
imd  Exchange  Commission,  held  at  its 


li*48.  U  S  C  g' Specification  T651R)8, 
iiiauuracluicd  by  Nappfe-Smilh  Manu- 
lacturing  Co..  Southard  Avenue,  Parm- 
Inpdalc,  N.  J. 

Approval  No  160  008  402/0.  LS"  x  15" 
X  2"  rtctaaguiar  'ouoyani  cushion,  20  cz. 
kapcik.  pla.uic  fiim  cover,  plastic  straps, 
heat  sealed  seams,  stitched  endinR  seam, 
Dwg  No.  C-102  rev.  Decemljor  21,  1948. 
nnfi  Dwg.  No.  A-211  daud  December  21. 

iiH...    ii.....-.a    .-       '     '•      "^1    •     Amr-<     .n 

Pad  and  Tcxii'e  C  > .  CiK  •  ntWld.  Ohio. 

Ap.-.r.ival  No  IfiOOna  403  0,  15  '  x  15  ' 
X  '2  ■  ir(  firu'Ular  bu"\.in»  <u~liinn  20  uZ 
k'l"'*?  pl*.nif  flira  cover  and  Ur«p^ 
^•r'n-d  -•a;n.>.  '.p»<"ifi<'uM"n  duU-d  D«- 
1  ■  nitx-r  W  1M8  m.-nufi' •  »i«d  hv  An- 
Mjr  MnnuUrtunni:  CD  lOTj  K-t^t  54ih 
.'^i     IndiMnapoUn.  Ind 

Appr.'vnl  N.)    l««UOa404  0    15      X  i:> 
X  2  '  ttcian^-ular  buoyj.ni  <  'i-i.i.  n    20  r7 
knpofc     fl*iOt»l*    phi««tr    fltm    rr^rrr.    rx- 
ttu<l»'d  pla>tic  .str;ir>    hpf»t  vcaifd  sramN 
^;>«Tifl<atiorL^     c->n'am«d     In     manufar- 
turer'^    l«lt«r    du;«d    Januarv    11.    11*49. 
manufactured  by  PlasTU  tronirv.  Inc  .  54 
CJriene  Street.  N«w  York  13.  N    Y 

•  54  Stat  1«4,  IW  46  T'  S  C  526e  526p; 
46  CFR  25.4-1.  160  008' 

DAVITS,  LIFEBOAT 

Approval  No  160  032/1030.  Mechani- 
cal davit.  Type  24-40.  straight  boom 
sheath  screw.  app>roved  for  maximum 
working  load  of  11,500  pounds  per  set 
(5750  pounds  per  arm>  using  six  part 
falls,  identified  by  Arrangement  Dwg. 
No.  DB-201  dated  April  20,  1948,  and  re- 
vLsed  November  3.  1848.  manufactured 
by  the  Marine  Safety  Equipment  Corpo- 
ration, Point  Pleasant,  N.  J. 

(R.  S.  4417a,  4426,  4481,  4488,  49  Stat. 
1544,  54  Stat.  346.  and  sec.  5  <e) ,  55  Stat. 
244.  as  amended;  46  U.  S.  C.  367.  391a. 
404.  474.  481.  1333.  50  U.  S.  C.  1275;  46 
CFR  37.1-4.  593,  60.21,  76.15,  94.14, 
11323> 

llfTBOATS 

Approval  No.  160.035/178  1,  16  0'  x 
5.5'  X  2.37'  steel,  oar-propelled  lifeboat. 
12-person  capacity.  Identified  by  Con- 
struction and  Arrangement  Dwg.  No. 
16-1  dated  January  31.  1947.  and  revised 
October  6.  1947.  submitted  by  Marine 
Safety  Equipment  Corporation,  Point 
Pleasant,  N.  J.  (Supersedes  Approval 
No.  160.035/178/0  published  in  the  Fto- 
ER.\L  Register  November  19.  1947. ) 

Approval  No.  160.035  232  0,  15.0'  x 
5  42'  X  2.25'  wood,  oar-propelled  lifeboat, 
10-person  capacity,  for  Inland  waters 
other  than  the  Great  Lakes.  Identified 
by  Dwg.  No.  148  L  B-1  dated  September 
20.  1948,  submitted  by  Geo.  W.  Kneass 
Co..  Eighteenth  and  Illinois  Streets,  San 
Francisco  7.  Calif. 

Approval  No.  160.035  '237  0.  31.0'  x  10.5' 
X  4.33'  steel,  hand-propelled  lifeboat,  82- 
person  capacity.  Identified  by  Construc- 
tion and  Arrangement  Dug.  No.  3235 
dated  August  20.  1948.  manufactured  by 
Welin  Davit  and  Boat  Division  of  Ameri- 
can Steel  ii  Copper  Industries.  Inc..  Perth 
Amboy,  N.  J. 

<n.  S.  4417a,  4426.  4481.  4488.  4492.  35 
SUt.  428,  49  Stat.  1544,  54  Stat.  346.  and 


U  S.  C  367.  391a.  Syo.  t%r*.  *74.  -tCi.  «vu, 
1333.  50  U.  S.  C.  1275;  46  CFR  37.1-1. 
59.13.  76.16,  94.15,  113.10) 

FLASTLICHTS     EI  ECTSIC.    HAND 

Approval  No.  161  COS '5  0.  No.  1918 
waterproof  flashlight.  Tj-pe  I.  Size  2  (2- 
cein.  Identified  by  Assembly  Dwg.  No. 
F-896-3C  dated  September  27.  1948,  and 
revised  Octobf  i  6,  1948,  manufactured  by 
Brlphr  Rtar  nntlcrv  Co  .  rUfton.  N   J 

Appro>ui  N>  161. uuo  o  0.  So  i»«o 
vn'frprrx-'f  fla  hlichf.  Typr  I  ?.-■•  3  3- 
«•!!•  irl.iififl'd  by  A«-<rrih!v  Vv-a  N.> 
F  fl9^  3r  dut.-fl  Rfpftnbrr  77.  194%  nn.'. 
revKr^  0-«f>l>r'  «  IM8  munif  *rt  T'd  b* 
U.'icht  S!;ir  Hi-tiiy  To     OlU-n    N    J 

Appimai  N<  1«1  008  7  0  N<  I'Jll  n 
piiMUon-priMil  tWUiUcht.  Typr  II.  t>\t^  J 
'.'-.•"  hl.'.'f*'<l  tjv  A  — -mb'v  IHti 
N  F  ;'04  '.(•  •.r.d  '^pir''wr  ?4  iy4K 
•nd  rrv»«*^  r>r»<>brT  5  194H  muriM'ar- 
tu:»-db\  B'lKi.:  .'^;ar  Battel  >  Co  C'liiti  n. 
N  J 

Approval  N  •  161  006  8  0.  No  1»24  ex- 
plosion-proof flavhliKht.  Typ^  II.  S.z*-  3 
<3-'f!l'.  id»nt'fif(1  by  A.«iS«'mb!y  l>*^'  No 
y-M4~X:  dat«^  September  24.  1948  and 
revl.'^ed  Ortolxr  5.  1948.  manufactured  by 
Bright  Star  Battery  Co.,  Clifton,  N.  J. 

(R  S.  4417a.  4426,  49  8Ut  1544,  54  SUt. 
346,  and  sec.  5  (e),  55  But.  244.  as 
amended;  46  U  8.  C.  367.  S91a,  404.  1333. 
50  U.  S.  C.  1275;  46  CFR  33.3-1,  33.3-2. 
59.11,  76.14) 

BOILZSS,  HKATINO 

Approval  No.  162.003 '78/0,  Type  523 
"C"  bare,  30  pounds  per  square  Inch 
steam  heating  boiler,  welded  steel  plate. 
Dwg.  No  38-8186.  submitted  by  Inter- 
national Boiler  Works  Co..  East  Strouds- 
burg.  Pa. 

(■R.  S.  4417a.  4418,  4426,  4433,  4434,  49 
SUt.  1544,  54  SUt.  346,  and  sec.  5  (e> ,  55 
Stat.  244.  as  amended:  46  U.  6.  C.  387. 
391a.  392.  404,  411,  412.  1333,  50  U.  S.  C. 
1275;  46  CFR  Part  52) 

raz   IXnWGTJTSHERS.   PORTABLE,    HAND. 
CARBOIf -DIOXIDE  TYPE 

Approval  No.  162.005/19^.  "General 
Qiuck  Aid  Sno  Fog  Fire  Guard,"  Model 
lOAK,  squeeze  grip  valve,  10-poimd  car- 
bon dioxide  hand  portable  fire  extin- 
guisher. Assembly  Dwg.  No.  BC-210-X. 
Revision  A.  dated  September  6.  1946, 
Name  Plate  Dwg.  No.  CC-210-1.  Revi.sed 
June  27.  1947.  manufactured  by  The 
General  Detroit  Corp.  2272  E.  Jefferson. 
Detroit  7.  Mich. 

(R.  S.  4417a.  4426.  4479.  4492.  49  Stat. 
1544,  54  Stat.  165.  166.  346.  1028.  and  sec. 
5  <e),  55  Stat.  244,  as  amended;  46 
U.  S.  C.  367.  391a,  404.  463a,  472.  490, 
526?.  526p,  1333,  60  U.  S.  C.  1275;  46 
CFR  25.5-1,  26  3-1,  27.3-1,  34.5-1,  61.13. 
77  13.  95.13.  114.15) 

STRUCTURAL  INSULATION 

Approval  No.  164.007/26  0.  "Flberglas 
Insulation  PF-CG",  glass  wool  type 
structural  Insulation  Identical  to  that 
described  In  National  Bureau  of  Stand- 
ards Test  Report  No.  TG  10210-1536: 
FP2661  dated  December  1. 1948,  bats  and 
blankets  approved  for  use  without  other 


rcqv 

6  pounds  p*"r  cubic  foot  density,  manu- 
factured by  Owens-Coming  Fiberglas 
Corp,  Toledo  1.  Ohio. 

<R    S.  4417a.  4426,  49  Stat.  13£4.  1544.  54 
Stat.  346.  1028.  and  sec.  5   (e>,  55  Stat 
244,  as  amended,  46  U.  S.  C.  367,  369.  391a. 
404,  463a.  1333,  50  U,  S.  C    1275;  46  CFR 
Part  144) 

D«t4^:   Februarv  1.  1M9 

,  ■  tAi  I  Mrni  '.N  n  Nt:!  i 

i:>  a'  Ad-yiUdl   I'   S   C'tCft  dun- d 

Ar'ivn  CoT.ntandant 


r    M 


rvb 


DEPARTMENT  OF  THE  INTEHIOR 

Bureau  of  Lond  Management 

Al fSK» 

iii.Trr  r<>H  riiiNc  obtittions  to  (>«t'r» 

WlT»U>R*Vk  INC.  CERTAIN  PI  BI  IC  LAND  AS 
ADMINISTRATIVE  SITE  TOR  BrREAV  OF 
MND  MA^•^CEMENT  AND  PARTIAIIY  RE- 
VOKIMC  EXECUTIVE  OIBa  NO.  SIOS  OT 
APRIL   20.    1039  ' 

For  a  period  of  60  days  from  the  date  of 
publication  of  the  above  entitled  ord<  r. 
per.«;ons  having  cau.'^e  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In  dupli- 
cate in  the  Department  of  the  Interior. 
Washington  25,  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  Is  such  as  to  warrant  it.  a 
public  hearing  will  be  held  at  a  conven- 
ient time  and  place,  which  will  be  an- 
noimced.  where  opponents  to  the  order 
may  state  their  views  and  where  the  pro- 
ponents of  the  order  can  explain  Its  pur- 
pose. Intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  SecreUry  as  to  whether  the  order 
should  be  resdnded,  modl&ed  or  let  stand 
wUl  be  glTen  to  all  interested  parties  of 
record  and  the  general  public. 

C.  GiUARB  Davidson, 
AsHstant  Secret4uy  of  the  Interior. 

January  31.  1949. 

[F.    R.    Doc.    49-911:     Filed,    Feb.    7.    1»4»; 
8:54   a.    ml 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  34261 
MiD-CONTINENT  AIRLINES,  InC  ;   THROIGH 

Service  Proceeding 

notice  ot  postponement  of  hearing 

In  the  matter  of  a  proceeding  to  deter- 
mine whether  the  public  convenience 
and  necessity  require  the  establishment 
of  through  air  transportation  service  by 
interchange  arrangements  or  otherwise 
between  Mid-Continent  Airlines,  Inc^ 
and  Eastern  Air  Lines.  Inc.,  at  St.  Louis. 


>  Bee  F.  R.  Doc   49-910.  TlUe  43.  Chapter  I, 
Appendix,  <vpra. 


and  Eastern  Air  Lines,  Inc..  or  Delta  Air 
Lines.  Inc  .  at  Memphis,  Tenn..  and  oe- 
tweeu  Braniff  Airways.  Inc.,  and  Eastern 
Air  Line.'^.  Inr  .  or  Delta  Air  Lines,  Inc., 
at  Memphis,  Tenn. 

Notice  Is  hereby  given  that  the  hear- 
Inc  in  tiie  above-entitled  proceeding,  now 
as^iKnrd  to  be  heard  February  9.  1949.  Is 
postponed  to  a  date  to  be  set  by  future 
iiotici-  of  the  Board. 

Dii.d  r<r  \V.A>hinRtan.  D  C  Ftbiuaiy 
:<    1949 

By  \hf  Cx  ;1  Aeronaut ir\  Board 

<m  M   C  Mn  LicAN, 

t       K      [>  4i)  »OS      rnr'i.     Frb      7      1»4» 

•   ^1  •    ni  I 


ll>>cket    N.i    SVX)| 


NvTioNAt  Airlines.  Isc  :  N\tional  Rovte 
Irxnsfe*  Investicmion 

notice   or    HEARING 

In  the  matter  of  the  investigation  of 
the  translers  of  the  routes  and  properties 
of  National  Airlines,  Inc. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  that  a  public  hear- 
ing in  the  above-entitled  matter  will  be 
held  on  February  14,  1949,  at  10:00  a.  m. 
(e.  s.  t.»  In  Conference  Room  No.  105, 
Archives  Building,  Pennsylvania  Avenue 
between  7th  and  9th  Streets,  N.  W., 
Washington.  D.  C.  before  Chief  Examiner 
Francis  W.  Brown  and  Examiner  James 
S.  Keith. 

Dated  at  Washington,  D.  C,  February 
1,  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mitlucan, 

Secretary. 

IF.    R.    Doc.    49-904:     Filed,    Feb,    7.    1949; 
8:51  a.  m.l 


[Docket  No.  SA-182I 

Accident  at  Havana.  Cuba 

NOTICE  or  HE.\RINC 

In  the  matter  of  investigation  of  ac- 
cident Involving  aircraft  of  United  States 
Registry  NC-90665,  which  occurred  at 
Havana,  Cuba,  on  December  9,  1948. 

Notice  l.s  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  particularly  section  702  of  said 
act,  in  the  above-entitled  proceeding 
that  hearing  Is  hereby  a.sslgned  to  be  held 
on  Tuesday,  February  15.  1949.  at  9:30 
a.  m.  < local  time)  in  the  Commission 
Room.  City  Hall,  LeJuene  Road  at  Coral 
Way,  Coral  Gables.  Florida. 

Dated  at  Washington,  D.  C,  February 
2,  1949. 

[seal]  Robert  W.  Chrisp. 

Presiding  Officer. 

(F.    R     Doc.    49-907:    Filed,    Feb.    7.    1949; 
8:58  a.  m  | 

No.  25 5 


Accident  cn  uuute  to  c>an  ju\tr,  Pvtnto 

notice  or  HEARING 

In  the  matter  of  Investigation  involv- 
ing missing  aircraft  of  United  States 
Registry  NC-16002,  which  occurred  on 
December  28,  1948,  en  Route  to  San  Juan, 
Puerto  Rico-Miaml.  Florida. 

Notice  Is  hereby  givm,  pursuant  to  the 

amended,  partirularly  .section  702  of  .<^aid 
art.  In  the  atKive-entilled  proceeding 
that  heannp  i*  hereby  assigned  to  l)e  held 
on  Friday.  February  18  1949.  at  9  30 
a  m.  "local  timn  in  the  Commivvion 
Room  City  Hall  LrJ'iene  Road  at  Coral 
Way.  Coral  Gables.  Florida 

Dat^d  at  Washington.  D  C  .  February 
S.  1949 


(seal  I 


Robert  W  Chrisp, 
Presiding  Offin'r 


F     B      D<K      49  908:     Filed.     Feb.     7,     IM9. 
8  53  a    ml 


[Docket  No   SA-184| 

Accident  Near  Bristol,  Tenn. 
notice  of  hearing 

In  the  matter  of  Investigation  of  acci- 
dent Involving  aircraft  of  United  States 
Registry  NC-37468  which  occurred  near 
Tri-Clty  Airport,  Bristol,  Tennessee,  on 
December  28,  1948. 

Notice  is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act.  In  the  above-entitled  proceeding  that 
hearing  is  hereby  assigned  to  be  held  on 
Thursday,  February  10,  1949.  at  9:30 
a,  m.  (local  time)  In  the  Federal  Court 
Room,  Second  Floor  Post  OflBce  Building. 
Corner  5th  and  Liberty,  Wlnston-Salem, 
North  Carolina. 

Dated  at  Washington,  D.  C.  February 
2,  1949. 


[seal! 


Robert  W.  Chrisp, 
Presiding  Officer. 


|F.    R.    Doc.    49-909;    Filed,    Feb,    7,    1949; 
8:53  a.  m.l 


FEDERAL  POWER   COMMISSION 

[Docket  No.  E-fll801 
Duke  Power  Co, 

NOTICE  OF  order  AtTTHORIZING  ISSUANCE  OF 
BONOS 

February  3, 1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 1,  1949.  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  1, 
1949.  authorizing  Issuance  of  bonds  In 
the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-898;    Piled,    Feb.    7.    1949; 
8:60  a.  m.] 


COLORADO- WYOMING   (JAS  CST  '"^' 

ORIt^R      co:<<boLii>AIINu      i  i;OwLLblNGS      n.>i> 
FIXINQ    DATE   OF    HEARING 

On  June  21,  1945,  Colorado-Wyoming 
Gas  Company  (Applicant),  a  Delaware 
corporation  with  its  principal  place  of 
business  at  Denver,  Colorado,  filed  an 
application,  at  Docket  No.  G-645,  as  sup- 
plemented on  August  3.  1945,  February 
II.  i^ii".  n- "hi'.^ ,  J.  :;»■;(;  Uc.i.ii.L,c.  zz. 

1947.  Sepiimbrr  30.  1948.  and  Januaiy 
11.  1949.  for  a  certiflcat'-  oi  public  con- 
venienrr  and  neresaiiy,  pursuant  to  .sec- 
tion 7  of  the  Natural  Ga»  Act,  as  im«nd- 
ed.  authonzinK  the  arquiiitlon,  con.^trui - 
Hon  and  operation  of  certain  natural-sH^ 
facilities,  subject  to  the  jurisdiction  of 
the  Commis.sion.  a.^  fully  described  m 
.such  application  on  file  with  the  Com- 
mission and  open  to  public  Inspection 

On  September  30.  1948,  Applicant  filed 
an  application,  at  Docket  No  0-1133,  as 
supplemented  on  November  1.  1948.  De- 
cember 3.  1948.  and  January  11,  1949.  for 
a  certificate  of  public  convenience  and 
necessity,  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  author- 
izing the  construction  and  operation  of 
certain  natural-gas  facilities,  subject  to 
the  Jurisdiction  of  the  Commission.  Ad- 
ditionally, Applicant  seeks  permission 
and  approval,  piu-suant  to  section  7  (b) 
of  the  Natural  Gas  Act.  to  abandon  the 
natural-gas  facilities  applied  for  at 
Docket  No.  G-645,'  together  with  other 
natural-gas  facilities,  subject  to  the  juris- 
diction of  the  Commission.  All  such 
facilities  are  fully  described  in  the  ap- 
plication on  file  with  the  Commission 
and  open  to  public  Inspection. 

These  proceedings  should  be  consoli- 
dated for  purpose  of  hearing,  and  are 
proper  for  disposition  under  the  provi- 
sions of  §  1.32  (b)  of  the  Commission's 
rules  of  practice  and  procediu^e.  Appli- 
cant having  requested  that  these  two  ap- 
plications be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petitions 
having  been  filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the  ap- 
plications, including  publication  in  the 
Federal  Register,  at  Docket  No.  G-645, 
on  November  6,  1945  (10  F.  R,  13694 ». 
and  at  Docket  No.  Q-1133,  on  October 
26,  1948  (13  P.  R,  6274). 

The  Commission  orders: 

(A)  The  above-docketed  proceedings 
be  and  they  are  hereby  consolidated  for 
purposes  of  hearing. 

(B)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  February  17,  1949, 
at  9:30  a.  m.  (e.  s.  t.),  in  the  Hearing 
Room  of  the  Federal  Power  Commission, 


>On  July  17  and  November  9,  1945,  tem- 
porary authorization  was  granted  by  the 
Oommlsslon  to  acquire,  construct  and  oper- 
ate the  facilities  involved  at  Docket  No. 
0-645. 
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1800  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.  C.  concerning  the  matters  In- 
volved and  the  Issues  presented  by  such 
applications;  Provided,  however,  That 
the  Commissjon  may,  after  a  non-con- 
tested hearing,  forthwith  dispose  of  the 
proceedings  pursuant  to  the  provisions 
of  §  1.32  (b)  of  the  Commission's  rules 
of  practice  and  procedure. 

(C )  Interested  State  commissions  may 
participate  as  provided  by  §5  1.8  and  1.37 
(f)  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  February  1.  1949. 

By  the  Commission. 

fSEALl  liOK  M.  POQUAT. 

Secretary. 

|F.    R.    Doc.    49-896;    FUed.    Feb.    7,     1»48; 
8:48  a.  m.] 


(Docket  Stm   G-tt4.  0-887] 

SournERH  NATTK/it  Gas  Co.  and  Atlawtic 
Gnr  Gas  Co. 

ORDER  COKSOLMATING  PROCE£I)I^•GS  AND 
FlXiiVG  SATK  or  HSARlUa 

PnauAHY  1,  1949. 
On  March  31,  1947.  Southern  Natural 
Gas  Company  (Southern  Natural),  a 
Delaware  corporation,  with  Its  principal 
place  of  business  at  Birmingham.  Ala- 
bama, at  Docket  No.  G-884.  filed  an  ap- 
plication, amended  on  May  1.  1947,  for  a 
certificate  of  public  convenience  and  ne- 
cessity, pursuant  to  section  7  of  the  Nat- 
ural Gas  Act.  as  amended,  authorizing  the 
construction  and  operation  of  certain 
natural-gaa  facilities,  subject  to  the 
jurisdiction  of  the  Commission,  all  as 
more  fully  described  In  such  application, 
as  amended,  on  file  with  the  Commission 
and  open  to  public  Inspection,  public 
notice  thereof  having  been  given,  includ- 
ing publication  In  the  Federal  Register 
on  April  24.  1947  (12  P.  R.  2639)  and  on 
May  13.  1947  (12  P.  R.  3130>. 

On  April  14.  1947.  Atlantic  Gulf  Gas 
Company  (Atlantic  Gulf),  a  Delaware 
corporation,  with  its  principal  place  of 
business  at  Shreveport.  Loui.'siana.  at 
Docket  No.  G-887.  filed  an  application, 
amended  on  June  5. 1947,  for  a  certificate 
of  public  convenience  and  necessity,  pur- 
suant to  section  7  of  the  Natural  Gas  Act. 
as  amended,  authorizing  the  construction 
and  operation  of  certain  natural-gas 
facilities,  subject  to  the  jurisdiction  of 
the  Commission,  all  as  more  fully  de- 
scribed in  such  application,  as  amended, 
on  file  with  the  Commission  and  open  to 
public  inspection,  public  notice  thereof 
having  been  given,  including  publication 
in  the  Federal  Rxgistkr  on  June  12,  1947 
(12  P.  R.  3844). 

On  October  23. 1947,  each  of  the  above- 
named  Applicants  was  requested  to  file 
with  the  Commission  data  and  informa- 
tion In  support  of  each  representative 
application,  together  with  advice  as  to 
when  each  would  be  ready  to  proceed 
with  a  hearing. 

On  April  13,  1948,  on  Its  own  motion, 
the  Commission,  by  order,  consolidated 
the  above-docketed  applications  for  pur- 
poses of  hearinp.  and  fixed  a  hearing  datt 
for  June  14,  1948. 


NOTICES 

On  June  4  and  June  7.  1948,  Atlantic 
Gulf  and  Southern  Natural,  respectively, 
filed  motions  to  postpone  such  hearing, 
and  such  motions  were  granted  by  the 
Commission. 

On  July  30.  1948.  the  Commission  re- 
peated Its  request  to  each  Applicant  to 
file  the  supporting  data  and  information, 
and  to  state  when  each  would  be  ready 
to  proceed  with  a  hearing. 

To  date,  neither  Applicant  has  filed 
data.  Information  or  exhibits  In  support 
of  the  respective  applications,  or  Indi- 
cated a  readiness  to  proceed  with  a 
hearing. 

The  Commission  finds: 

<a>  Good  cause  exists  for  consolidat- 
ing the  above  applications  for  purposes 
of  hearing. 

(b)  No  further  delay  in  the  holdlne  of 
a  hearing  on  the  above-docketed  appli- 
cations seems  appropriate. 

The  Commission  orders: 

(A)  The  above-docketed  proceedings 
be  and  and  they  are  hereby  consolidated 
for  purposes  of  bearing. 

(B)  Pursuant  to  the  authority  con- 
tained In  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  Act,  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  public  hearing  be  held  commencing  on 
May  16,  1949.  at  10:00  a.  m.  (e.  s.  t.>,  in 
the  Hearing  Room  of  the  Federal  Power 
Conmlssion.  1800  Pennsylvania  Avenue 
NW..  Washington,  D.  C,  concerning  the 
matters  involved  and  the  issues  presented 
by  the  applications,  as  amended,  and 
other  pleadings  In  these  proceedings. 

(C)  Each  Applicant  shall  file  with  the 
Commission,  in  the  manner  and  form 
IM-escribed  by  the  Commission's  niles  of 
practice  and  procedure,  at  least  30  days 
prior  to  the  date  hereinbefore  fixed  for 
hearing,  all  the  data,  information  and 
exhibits  it  deems  requisite  in  support  of 
Its  application. 

(D>  Each  Applicant  shall  be  prepared 
to  fully  prosecute  its  application  on  the 
date  hereinbefore  fixed  for  hearing,  else 
Its  application  shall  be  dismissed  for  lack 
of  prosecution. 

(E)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f )  of  the  Commission's  rules  of  practice 
and  procedure. 

Date  of  Issuance:  February  2, 1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Puquat, 

Secretary. 

[F.    R.    Doc.    4»-8e6;    PUed,    F«b.    7.    1949; 
8:48  a.  m.] 


of  public  convenience  and  necessity  la 
the  above-designated  matter. 


[seal] 


Leon  M.  Fuquat, 
Secretary. 


[Docket  No.  0-889] 
East  Tknnkssu  Natural  Gas  Co. 

WOTICE  or  ORDER  MOOinflHC  ORDER  ISSUING 
CRHTinC.\TB  or  PUBLIC  COHVEHIEUCE  A1»D 

necessity 

February  3,  1949. 

Notice  is  hereby  given  that,  o»  Febru- 
ary 2,  1949,  the  Federal  Power  Commis- 
sion Issued  Its  order  entered  February  1. 
1949,  modifying  order  (published  in  the 
Federal  Register  on  February  6,  1948, 
Vol.  13,  No.  26.  P.  561)  Issuing  certificate 


[P.    ■.    Doe.    4»-«99:    Piled.    Feb.    7.    1949; 
8:50  a.  m.l 


(Docket  No.  G-9111 
Tennessee  Gas  Transmission  Co. 

order  fixing  DATE  OF  HEARING 

On  December  27.  1948.  Tennessee  Gas 
Transmission  Company  (Applicant),  a 
Delaware  corporation  having  Its  princi- 
pal office  at  Houston,  Texas,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity,  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  construction 
and  operation  of  certain  natural  gas  fa- 
cilities subject  to  the  Jurisdiction  of  the 
Commission  as  more  fully  described  In 
such  application  on  file  with  the  Commis- 
sion and  open  to  public  Inspection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  5  1.32  (b)  of  the  Com- 
mls!rion's  rules  of  practice  and  procedure. 
Applicant  having  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  rwn-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petition 
having  been  filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  fUins  of  the  ap- 
pUcation,   including   publication   In   the 
Pedis  Ai.  Register  on  January  14.  1949  (14 
F.  R.  207 ) . 
The  Commission  orders: 
(A>  Pursuant  to  the  authority  con- 
tained In  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission  by  sections   7   and   15   of   the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's    rules    of    practice    and 
procediu-e.  a  hearing  be  held  on  Febru- 
ary 23, 1949,  at  9:30  a.  m.  ^e.  s.  t.) ,  In  the 
Hearing  Room  of  the  Federal  Power  Com- 
mission. 1800  Pennsylvania  Avenue,  NW.. 
Washington.  D.  C,  concerning  the  matter 
Involved  and  the  Issues  presented  by  such 
application;  Provided,  however.  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispone  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Commission's  rules  of 
practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  i§  1.8  and  1  37 
(f  >  of  the  said  rules  of  practice  and  pro- 
cedure. 
Date  of  Issuance:  February  2,  1949. 
By  the  Commission. 


[SEAL] 


Leon  M.  Puquay. 

Secretary. 


(P,    R.    Doc.    4&-«7;    Piled,    Feb.    7,    1949: 
8:48  a.  m.l 


(Docket  No.  O-llfiS) 
Baltic  Operating  Co. 

NOTICE  or  riNDINGS  AND  ORDER  AtTTHOWZIKG 
ANB  API^OVINO  ABANDONMENT  OF  FACIU- 
TIES 

February  3,  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 2.  1949.  the  Federal  Power  Commis- 


Tuesday,  February  8,  1949 

slon  issued  its  findings  and  order  entered 
February  1.  1949,  authorizing  and  ftp* 
proving  abandonment  of  facilities  in  the 
above-designated  matter. 


(seal  I 


Leon  M.  Fuquay, 
Secretary. 


IP.    R.    Doc.    49-900;    Filed.    Feb.    7,    1949; 
8:50  a.  m.] 


[Docket  No.  0-1165] 
Wisconsin  Southern  Gas  Co. 

NOTICE  OF  application 

February  2.  1949. 
Notice  is  hereby  given  that  on  January 
25.  1949,  Wisconsin  Southern  Gas  Com- 
pany (Applicant),  a  Wisconsin  corpora- 
tion having  its  principal  office  at  Burling- 
ton, Wisconsin,  filed  an  application  for: 

(a)  A  certificate  of  public  convenience 
and  necessity,  pursuant  to  section  7  of 
the  Natural  Gas  Act,  as  amended,  au- 
thorizing the  acquisition,  construction 
and  operation  of  certain  natural-gas 
facilities,  as  hereinafter  more  particu- 
larly described;  or,  in  the  alternative,  a 
finding  and  determination  that  such 
facilities  are  not  subject  to  the  jurisdic- 
tion of  the  Commission;  and 

(b)  An  order  by  the  Commission,  under 
section  7  (a)  of  the  Natural  Gas  Act,  re- 
quiring Natural  Gas  Pipeline  Company 
of  America  to  extend  its  facilities,  to 
establish  connection  with  the  facilities 
which  Applicant  proposes  to  construct 
and  acquire,  and  to  supply  Applicant  with 
such  quantities  of  natural  gas  as  Ap- 
plicant may  be  entitled  to  receive  under 
rate  schedules  already  filed  by  Natural 
Gas  Pipeline  Company  of  Anierica  with 
the  Commission. 

Applicant  seeks  authorization  to  ac- 
quire from  Wisconsin  Gas  tt  Electric 
Company,  among  other  things,  the  so- 
called  Genoa  City  line,  consisting  of  132,- 
774  feet  of  4-inch  pipeline,  and  extending 
from  the  west  line  of  the  Town  of  Pleas- 
ant Prairie.  Kenosha  County.  Wisconsin 
to  the  Village  of  Genoa  City,  Walworth 
County.  Wisconsin. 

)  Applicant  propases  to  connect  the 
Genoa  City  line,  either  through  the  con- 
struction of  approximately  2.32  miles  of 
4-lnch  pipeline  extending  from  Ap- 
plicant's present  facilities  at  Pell  Lake 
eastwardly  to  Genoa  City,  or  through  the 
construction  of  approximately  1.65  miles 
of  6-inch  pipeline  extending  northwardly 
from  the  new  point  of  connection  with 
the  facilities  of  Natural  Gas  Pipeline 
Company  of  America  on  the  Wisconsin- 
Illinois  State  line,  to  the  Genoa  City  line, 
with  appurtenant  metering  and  regulat- 
ing equipment  at  whatever  point  the  con- 
nection is  made. 

Applicant  states  that  It  proposes  to 
serve  natural  gas  to  the  approximately 
1,350  customers  now  served  with  manu- 
factured gas  at  the  rates  it  now  charges 
Its  other  natural-gas  customers.  Appli- 
cant states  that  It  has  the  requisite  au- 
thority from  the  Wisconsin  Public  Serv- 
ice Commission  to  make  the  change- 
over; and  to  acquire,  construct  and 
operate  the  above-described  facilities. 

The  purcha.se  price  of  the  Genoa  City 
line  Is  $180,000.  plus  the  cost  of  any  addl- 
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tlons  subsequent  to  December  1,  1946. 
Applicant  estimates  the  cost  of  the  six- 
Inch  line,  together  with  the  regulating 
and  metering  station,  at  $29,999.  The 
cost  of  the  foiu'-lnch  line  from  Pell  Lake, 
together  with  the  regulating  and  meter- 
ing station  Is  estimated  at  $28,631.  Ap- 
plicant has  seciu-ed  a  firm  commitment 
for  a  short-term  bank  loan  of  $200,000, 
to  be  refinanced  through  first  mortgage 
bonds  and  serial  notes. 

Any  interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and,  if 
so,  to  advl.se  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  interest  in  the 
matter  and  whether  It  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  joint  or 
concurrent  hearing,  together  with  rea- 
sons for  such  a  request. 

The  application  of  Wisconsin  Southern 
Gas  Company  is  on  file  with  the  Commis- 
sion and  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission,  Washington,  D.  C,  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  5  1.8  or  1.10, 
whichever  is  applicable,  of  the  rules  of 
practice  and  procedure. 


[seal! 


Leon  M.  Fuquay, 
Secretary, 


[F.    R.    Doc.    49-903;    Filed,    Feb.    7.    1949; 
8:51   a.   m.) 


[Project  No.  400) 

Western  Colorado  Power  Co. 

NOTICE  or  order  authorizing  amendment 

of  license    (MAJOR) 

February  3.  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 1,  1949.  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  1, 
1949,  authorizing  amendment  of  license 
(major)  in  the  above-designated  matter. 

[sEALl  Leon  M.  Fuquay. 

Secretary. 

(P.    R.    Doc.    49-901;     Filed,    Feb.    7,    1949; 
8:50  a.  m.] 


[Project  No.  1502] 

Cliff  Richmond  Lumber  Co. 

notice  of  order  authorizing  issuance  of 
new  license  (major) 

February  3,  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 2,  1949.  the  Federal  Power  Commis- 
sion Issued  Its  order  entered  February 
1,  1949,  authorizing  Issuance  of  new  li- 
cense (major)  In  the  above-designated 
matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.    R.    Doo.    49-9021    Filed,    Feb.    1,    1949; 
8:51  «.  m.l 
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(Project  No.  1995] 

City  of  Los  Angeles,  Calif.,  and  Its 
Department  of  Water  and  Power 

NOTICE    OF    application    FOR    PRELIMINARY 
PERMIT 

Febru.ary  1.  1949. 

Public  notice  is  hereby  given  that  the 
City  of  Los  Angeles,  California,  and  its 
Department  of  Water  and  Power  have 
made  application  under  the  Federal 
Power  Act  (16  U.  S.  C.  791a-825r)  for 
preliminary  permit  for  a  period  of  36 
months  for  proposed  hydroelectric  Proj- 
ect No.  1995  to  be  located  on  Kings  River 
and  Middle  and  South  Forks  of  Kings 
River  In  Fresno  County,  California.  The 
proposed  project  would  affect  lands  of 
the  United  States  within  Sierra  and  Se- 
quoia National  Forests  and  would  consist 
of  Tehipite  Reservoir  formed  by  a  dam, 
on  the  Middle  Fork  of  Kings  River;  Cedar 
Grove  Reservoir  formed  by  a  dam  on  the 
South  Fork  of  Kings  River;  Junction 
Reservoir  formed  by  a  dam  on  Kings 
River  near  the  junction  of  the  Middle 
and  South  Forks;  Kings  River  Power 
Plant  No.  4  North  and  Kings  River  Power 
Plant  No.  4  South  on  the  shore  of  and 
discharging  into  Junction  Reservoir 
water  from  Tehipite  and  Cedar  Grove 
Reservoirs,  respectively;  Kings  River 
Power  Plant  No.  5  located  on  Kings  River 
about  4  miles  above  the  mouth  of  the 
North  Fork  and  utilizing  water  from 
Junction  Reservoir;  conduits  with  aggre- 
gate length  of  about  27.4  miles  consisting 
principally  of  tunnels  and  penstocks  con- 
necting the  reservoirs  with  the  power- 
houses, the  total  Installed  capacity  of 
which  would  be  197,700  horsepower;  and 
appurtenant  facilities.  The  energy  gen- 
erated by  the  proposed  project  would  be 
for  the  use  of  the  City  of  Los  Angeles  and 
Its  Inhabitants  for  the  purposes  of  heat, 
light  and  power. 

A  preliminary  permit.  If  Issued,  shall  b« 
for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  license  imder 
the  Federal  Power  Act  to  enable  the  ap- 
plicant herein  to  make  examinations  and 
surveys,  to  prepare  maps,  plans,  and  esti- 
mates, and  to  make  financial  arrange- 
ments required  for  the  filing  of  an  ap- 
plication for  license  under  the  act.  A 
preliminary  permit,  if  issued,  will  not  au- 
thorize construction  of  the  proposed 
project. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing  there- 
on, with  the  reasons  for  such  protest  or 
request,  and  the  name  and  address  of 
the  party  or  parties  so  protesting  or  re- 
questing, should  be  submitted  on  or  be- 
fore March  18, 1949,  to  the  Federal  Power 
Commission,  Washington  25.  D.  C. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49-894;    Filed,    Feb.    7.    1949; 
8:48  a.  m.) 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2048] 

Pennsylvania  Electric  Co.  et  al. 

notice  of  filing 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
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office  In  the  city  of  Washington,  D.  C, 
on  the  2d  day  of  ^bniary  1949. 

In  the  Matter  of  Pennsylvania  Electric 
Company,  Associated  Electric  Company. 
General  Public  Utilities  Corporation, 
Pile  No.  70-2048. 

Notice  Is  hereby  given  that  General 
Public  Utilities  Corporation  4"GPU").  a 
registered  holding  company,  its  sub- 
sidiary. Associated  Ellectric  Company 
("Artec"*),  also  a  registered  holding  com- 
pany, and  the  latter's  subsidiary.  Penn- 
sylvania Electric  Company  <"*Penelec''>, 
have  filed,  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  a  Joint 
application  -  declaration.  Applicants  - 
declarants  have  designated  section  (J  <b> , 
9  (a),  10  and  12  <b)  of  the  act  as  ap- 
plicable to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Febru- 
ary 16.  1949.  at  5:30  p.  m..  e.  s.  t.,  re- 
quest the  Conunission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  Interest,  and  the  Issues  of  fact  or 
law  raised  by  said  Joint  application- 
declaration  which  he  desires  to  contro- 
vert, or  may  request  that  he  be  notified 
If  the  Commission  should  order  a  hear- 
ing thereon.  Any  such  request  should  be 
addressed :  Secretary.  Securities  and  Ex- 
change Commls.'^ion.  425  Second  Street 
NW..  Washington  25,  D.  C.  At  any  time 
after  February  18. 1949  said  Joint  appllca- 
tlon-declaratlon,  as  fUed  or  as  amended, 
may  be  granted  and  permitted  to  become 
efTectlve  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act  or  the  Commtssloti  may  exempt 
such  transactions  as  provided  in  Rules 
U-20  (a)  and  U-lOO  thereof. 

All  Interested  persons  are  referred  to 
said  Joint  appncation-declaratlon  which 
is  on  file  in  the  office  of  this  Commission 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  sximmarized 
as  follows: 

GPU  will  mskp  a  cash  capital  contribu- 
tion of  $1,200  OCO  to  Aelec.  Penelec  M^ill 
issue  and  sell  60. OW  shares  of  its  $20 
par  value  common  stock  to  Aelec  for  an 
aggregate  consideration  of  $1,200,000  in 
cash.  The  proceeds  from  the  sale  of  the 
stock  will  be  applied  to  the  general  con- 
struction program  of  Penelec. 

Applicants-declRrants  state  that  the 
Pennsylvania  Public  Utility  Commission 
has  Juri.sdiction  over  the  issue  and  sale 
by  Penelec  of  the  60,000  shares  of  Its 
common  .stock. 

Applicants-declarants  request  that  the 
Commission  enter  its  order  at  the  earliest 
date  practicable. 

By  the  Commission. 


[seal] 


Obv.al  L.  DtjBois. 

Secretary. 


[F,    R.    Doc.    49^891;    FUed,    Feb.    7.    1940; 
8:48  a.  m] 


[File  No.  7-1091) 

Cleveland  Stock  Exchahgi  and  E.  I.  Du 
Pont  de  Nemours  St  Co. 

NOTICE  or  APPLICATION  FOR  TTNUSTED 
TR.ADrNG  PRrV^ILEGES,  AND  OF  OPPOItTUNlTY 
FOR  HEARINQ 

At  a  recular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 


NOTICES 

office  In  the  city  of  Washington.  DC, 
on  the  2d  day  of  February  A.  D,  1949. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  (f)  (2)  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule 
X-12P-1  thereunder,  has  made  applica- 
tion for  unlisted  trading  privileges  in  the 
Common  Stock.  $20.00  Par  Value,  of  E.  I. 
du  Pont  de  Nemours  b  Company,  a  secu- 
rity listed  and  registered  on  the  New  York 
Stock  Exchange.  Rule  X-12P-1  provides 
that  the  applicant  shall  furnish  a  copy 
of  the  application  to  the  issuer  and  to 
every  exchange  on  which  the  security  is 
listed  or  already  admitted  to  unlisted 
trading  privileges.  The  application  Is 
available  for  public  inspection  at  the 
Commission's  principal  office  In  Wash- 
ington. D.  C. 

Notice  Is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  March  1,  1949.  the  Commission 
will  set  this  matter  down  for  hearing. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washin^on.  D.  C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
win  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
In  the  application,  and  other  Information 
contained  in  the  official  file  of  the  Com- 
mission pertaining  to  this  matter. 

By  the  Commisslwi. 

[seal]  Okval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-889:     FUed.    Peb.    7.    1949: 
8:47  a.  m.] 


(PUe  No.  70-1837) 


North  Ajozricam  Co,  ams  Union  Elktric 
Co.  OF  Missouri 

order  posTPOirarc  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  1st  day  of  February  1949. 

The  North  American  Company  ("North 
American"),  a  registered  holding  com- 
pany, and  its  subsidiary.  Union  E3ectric 
Company  of  Missouri  ("Union" » .  a  regis- 
tered holding  company  and  an  electric 
utility  company,  having  filed  a  Joint  ap- 
plication and  declaration  and  amend- 
ments thereto  pursuant  to  the  applicable 
provisions  of  the  Public  Utility  Holding 
Company  Act  of  1935  and  the  rules  and 
regulations  promulgated  thereunder  re- 
garding the  proposed  issue  and  sale  by 
Union  to  North  American  of  367.500  ad- 
ditional shares  of  its  common  stock  for 
an  aggregate  consideration  of  $5,000,000 ; 
and 

The  Commission,  on  May  27. 1948.  hav- 
ing issued  its  notice  of  filing  and  order 
for  hearing  with  respect  to  said  Joint 
application  and  declaration  directing 
that  a  hearing  be  held  on  July  12,  1948; 
and 

On  July  12,  1948.  said  hearing  having 
been  adjourned  and  said  adjourned  hear- 
ing having  been  postponed  from  time  to 
time  until  February  15.  1949,  at  the  re- 
quest of  applicants-declarants ;  and 


Applicants-declarants  having  by  letter 
dated  January  27,  1949.  requested  that 
said  adjourned  hearing  be  again  post- 
poned from  February  15,  1949  until  April 
19,  1949;  and 

It  appearing  appropriate  to  the  Com- 
mission that  such  request  for  postpone- 
ment should  be  granted  and  that  the  ad- 
journed hearing  heretofore  scheduled  for 
February  15.  1949.  should  be  postponed 
until  April  19.  1949; 

It  is  ordered  That  the  adjourned  hear- 
ing in  this  matter  heretofoT  scheduled 
for  February  15.  1949,  at  10:00  a.  m.. 
e.  s.  t..  at  the  office  of  the  Securities  and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.  be.  and  the 
same  hereby  Is.  postponed  to  April  19, 
1949.  at  the  same  time  and  place  previ- 
ously dasignaled.  On  such  day  the  hear- 
ing room  clerk  in  Room  101  will  advise 
as  to  the  room  in  which  such  hearing 
will  be  held. 

It  is  further  ordered.  That  Willis  E. 
Monty,  or  any  other  officer  or  officers  of 
this  Commission  desi^^nated  by  it  for  the 
purpose,  shall  preside  at  such  hearing. 
The  officer  so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to  ex- 
ercise all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

(F.    R.    Doc.    49-886:    FUed.    Feb.    7.    1949; 
8:40  a.  m.] 


(FUe  No.  70-1972) 

Central  Maine  Powmi  Co. 

OBDKs  ctAvmfa  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washirigton,  D.  C.  on 
the  1st  day  of  F*  bruary  A.  D.  1949. 

Central  Maine  Power  Company  ("Cen- 
tral Maine"),  a  jjubllc-utlllty  company 
and  a  direct  sub,sidiary  of  New  England 
Public  Service  Company  ("NEPSCO").  a 
registered  holding  company  which  in 
turn  is  a  direct  subsidiary  of  Northern 
New  England  Company,  also  a  registered 
holding  company,  having  filed  an  amend- 
ed application  pursuant  to  section  6  <b) 
of  the  Public  Utility  Holding  Company 
Act  of  1935  and  Rule  U-50  thereunder  re- 
questing an  exemption  from  the  provi- 
sions of  section  6  (a)  of  the  act  and  an 
exemption  from  the  competitive  bidding 
requirements  of  Rule  U-50  with  respect 
to  the  following  tran.<!action : 

Central  M?ine  proposes  to  Issue  and 
sell  up  to  286.496  shares  of  its  common 
stork.  $10  par  value.  The  stock  will  be 
offered  to  the  common  and  6%  preferrod 
stockholders  of  the  company  in  accord- 
ance with  their  preemptive  rights. 
NEPSCO.  which  holds  77.8%  of  the  com- 
mon stock  of  Central  Maine,  has  advLsed 
the  company  that  It  will  waive  its  pre- 
emptive right  to  purchase  219.196  shares 
of  the  proposed  issue.  Central  Maine 
proposes  to  sell  the  entire  issue,  subject 
to  the  preemptive  rights  of  stockholders, 
to  an  underwriter  to  be  selected  by  it 
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after  negotiations  with  three  or  more  In- 
vestment bankers. 

Central  Maine  having  requested  that 
the  Commission's  order  herein  become 
effective  upon  its  issuance;  and 

Public  hearings  having  been  held  after 
appropriate  notice,  in  which  all  inter- 
ested persons  were  given  opportunity  to 
be  heard,  and  the  Commission  having 
considered  the  record  and  having  made 
and  filed  its  findings  and  opinion  herein; 
on  the  basis  of  said  findings  and  opinion 

It  is  ordered.  That  said  application  be, 
and  hereby  is,  granted,  effective  forth- 
with, subject  however  to  the  provisions 
of  Rule  U-24  and  to  the  following  addi- 
tional terms  and  conditions: 

( 1  >  That  the  proposed  issuance  and 
sale  of  common  stock  by  Central  Maine 
shall  not  be  consummated  until  the  re- 
sults of  negotiations  with  prospective 
underwriters,  the  price  at  which  the  stock 
is  proposed  to  be  sold,  the  fees  or  com- 
missions proposed  to  be  paid  to  under- 
writers, and  the  final  order  of  the  Public 
Utilities  Commission  of  Maine  with  re- 
spect to  the  propo.sed  transaction  have 
been  made  a  matter  of  record  in  these 
proceedings  and  a  further  order  shall 
have  been  entered  by  the  Commission  in 
the  light  of  the  record  so  completed, 
which  order  may  contain  further  terms 
and  conditions  as  may  then  be  deemed 
appropriate,  jurisdiction  being  reserved 
for  such  purpose;  and 

(2)  That  jurisdiction  be  reserved  with 
regard  to  the  payment  of  all  other  fees 
and  expenses  incurred  or  to  be  incurred 
in  connection  with  the  proposed  trans- 
actions. 

By  the  Commission. 

I  SEAL  1  Orval  L.  DuBois. 

Secretary, 

|F,    R     Doc.    49-890;    Piled,    Feb,    7,    1949; 
8:47  a.  m.) 


fFlle  No.  70-3009) 


JLTnited  Gas  Improvement  Co.  and 
Harrisburg  Gas  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  l."<t  day  of  February  1949, 

The  United  Gas  Improvement  Com- 
pany ("UGI") ,  a  registered  holding  com- 
pany, and  its  public  utility  subsidiary, 
The  Harrisburg  Gas  Company  ("Harris- 
burg"). having  filed  a  Joint  declaration 
pursuant  to  section  12  of  the  Public  Util- 
ity Holding  Company  Act  of  1935  and 
Rule  U-24  promulgated  thereunder  with 
respect  to  the  following  transaction: 

UGI  proposes  to  advance  to  Harrisburg 
on  open  book  account,  from  time  to  time 
on  or  before  May  1.  1949.  an  amount  not 
exceeding  $600,000,  bearing  interest  at 
the  rate  of  2^4%  annually.  The  pro- 
ceeds of  the  advance,  together  with  other 
funds,  will  be  used  by  Harrisburg  to  meet 
the  cost  of  its  construction  program  to 
May  1.  1949  and  to  provide  for  the  pur- 
chase of  certain  gas  properties  located 
in  Cumberland  County,  Pennsylvania. 
It  is  stated  that  the  acquisition  of  said 
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gas  properties  will  be  made  only  If  and 
when  it  is  approved  by  the  Pennsylvania 
Public  Utility  Commission  and,  in  the 
opinion  of  Harrisburg's  counsel,  said  ac- 
quisition is  not  subject  to  this  Commis- 
sion's Jurisdiction, 

Such  Joint  declaration  having  been 
duly  filed,  and  notice  of  said  filing  having 
been  duly  given  in  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  Act  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  said  joint  declaration 
within  the  period  specified  in  said  notice, 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  respect 
to  the  joint  declaration,  and  deeming  it 
appropriate  in  the  public  interest  and  in 
the  interest  of  investors  and  consumers 
that  said  Joint  declaration  be  permitted 
to  become  effective  forthwith: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act,  and  subject  to  the  terms  and  condi- 
tions prescribed  by  Rule  U-24.  that  the 
joint  declaration  be.  and  the  same  hereby 
is,  permitted  to  become  effective  forth- 
with. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc,    49-888;    Filed.    Feb.    7,    1949; 
8:46  a.  m.J 


[File  No,  70-20251 
Atlantic  City  Electric  Co. 

ORDER   GRANTING   APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D,  C,  on 
the  1st  day  of  February  1949. 

Atlantic  City  Electric  Company  ("At- 
lantic City"),  an  electric  utility  subsid- 
iary of  American  Gas  and  Electric  Com- 
pany, a  registered  holding  company,  hav- 
ing filed  an  application  and  amendment 
thereto  with  this  Commission  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935,  particularly  section  6  (b) 
thereof  with  respect  to  the  following  pro- 
posed transactions: 

Atlantic  City  fJroposes  to  borrow  $850.- 
000  equally  divided  between  the  Guar- 
anty Trust  Company  of  New  York  and 
the  Irving  Trust  Company.  The  pro- 
posed loans  will  be  evidenced  by  promis- 
sory notes  maturing  December  31,  1950. 
and  will  bear  interest  at  the  rate  of  1  Va  % 
per  annum  until  July  11. 1949.  and  at  the 
rate  of  1^470  per  annum  from  that  date 
to  maturity.  The  notes  may  be  prepaid 
In  whole  or  in  part  on  ten  days'  notice 
to  the  banks,  without  premium,  unless 
such  prepayment  is  made  from  funds 
borrowed  at  a  lower  rate  of  interest,  in 
which  event  a  premium  shall  be  payable 
in  the  amount  of  Ia  of  1%  per  annum  of 
the  amount  being  prepaid  from  the  date 
of  such  prepayment  to  maturity. 

On  July  11,  1947,  the  Commission  au- 
thorized the  borrowing  of  $2,000,000  by 
Atlantic  City  from  the  banks  above 
named  pursuant  to  a  credit  agreement 
whereby  Atlantic  City  might  borrow  up 
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to  an  aggregate  of  $3,600,000.  Our  order 
therein  provided,  however,  that  the  re- 
maining $1,600,000  might  be  borrowed  as 
needed  and  notes  issued  therefor,  subject 
to  the  approval  of  the  Board  of  Public 
Utility  Commissioners  of  the  State  of 
New  Jersey  and  this  Commi.ssion.  On 
September  15.  1948.  the  Commission  au- 
thorized the  borrowing  of  $750,000  pur- 
suant to  the  loan  agreement,  and  the 
present  application  proposes  the  borrow- 
ing of  the  remaining  $850,000  provided 
for  in  the  credit  agreement. 

The  application  states  that  the  pro- 
ceeds of  the  proposed  loans  will  be  ap- 
plied in  part  to  the  payment  of  notes  due 
February  7.  1949  in  the  amount  of  $500.- 
000  and  the  balance  will  be  added  to 
the  general  treasury  funds  of  Atlantic 
City. 

The  application  having  been  filed  on 
December  28.  1948.  and  an  amendment 
thereto  having  been  filed  on  January  31. 
1949  and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act.  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  Commission  observing  no  basis  for 
adverse  findings  with  respect  to  the  ap- 
plication, as  amended,  under  the  appli- 
cable provisions  of  the  act,  and  the 
Commission  finding  that  Atlantic  City 
is  entitled  to  an  exemption  from  the  pro- 
visions of  sections  6  (a)  and  7  of  the  act 
pursuant  to  the  provisions  of  section  6 
(b)  thereof,  it  appearing  that  the  issu- 
ance of  the  notes  is  solely  for  the  purpose 
of  financing  the  business  of  Atlantic  City 
as  a  public  utility,  and  that  the  Board  of 
Public  Utility  Commissioners  of  the  State 
of  New  Jersey,  the  State  in  which* At- 
lantic City  was  organized  and  is  doing 
business,  has  expressly  authorized  the 
proposed  transactions:  and  the  Com- 
mission being  of  the  opinion  that  it  is 
appropriate  to  grant  the  said  application, 
as  amended,  without  the  imposition  of 
terms  and  conditions,  and  also  deeming  it 
appropriate  to  grant  applicant's  request 
that  the  order  herein  be  effective  forth- 
with upon  its  issuance: 

It  is  ordered,  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
the  act.  and  subject  to  the  terms  and 
conditions  prescribed  by  Rule  U-24.  that 
the  said  application,  as  amended,  be. 
and  the  same  hereby  is.  granted,  effective 
forthwith. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49-887;    Filed,    Feb.    7,    1949; 
8:46  a.  m.j 


[File  No.  70-2026) 

Cincinnati  Gas  &  Electric  Co.  and 
Union  Light.  Heat  and  Power  Co. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION AND  GRANTING  AMENDED  APPLICA- 
TION-DECLARATION TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
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offlce  In  the  city  of  Washington.  D.  C.  on 
the  2d  day  of  February  1949. 

The  Cincinnati  Gas  L  Electric  Com- 
pany ("Cincinnati") .  a  sxit)sidlary  of  The 
United  Corporation,  a  registered  holding 
company,  and  The  Union  Light.  Heat 
and  Power  Company  ("Union"),  a  sub- 
sidiary of  Cincinnati,  having  filed  a  joint 
application-declaration  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935.  particularly  sections  6  (b).  7,  9,  10 
and  12  thereof,  with  respect  to  the  issue 
and  sale  by  Union  pursuant  to  the  com- 
petitive bidding  requirement  of  Rule 
U-50  of  $5,000,000  principal  amount  of 
First  Mortgage  Bonds  and  with  respect  to 
the  issue  and  sale  by  Union  of  20,000 
shares  of  common  stock  pro  rata  to 
Union's  present  common  stockholders, 
and  related  transactions;  and 

The  Commission  by  order  dated  Janu- 
ary 14.  1949  having  granted  and  per- 
mitted to  become  effective  the  joint  ap- 
plication-declaration with  respect  to  the 
issue  and  sale  of  common  stock  and  re- 
lated transactions,  and  by  order  dated 
January  19.  1949  having  granted  and 
permitted  to  become  effective  the  Joint 
application-declaration  with  respect  to 
the  issue  and  sale  of  First  Mortgage 
Bonds,  subject  to  the  condition,  among 
other  things,  that  the  proposed  sale  of 
bonds  shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered  in 
the  light  of  the  record  so  completed ;  and 
jurisdiction  having  been  reserved  over 
the  payment  of  all  legal  fees  and  ex- 
penses in  connection  with  the  proposed 
transactions;  and 

Union  having,  on  February  2, 1949.  filed 
a  further  amendment  to  said  applica- 
tion-declaration in  which  it  is  stated  that 
It  has  offered  the  bonds  for  sale  pursuant 
to  the  competitive  bidding  requirements 
of  Rule  U-50  and  has  received  the  follow- 
ing bids: 


NOTICES 

Peck,  Shaffer  &  Williams, 
counsel  for  Union: 

Bonds til.  000 

Common   stock 4.000 


BiJd<?r 


Halfvy.  Stuart  A  Co..  Inc 

niyth  A  Co  .  Inc.,  and  the  First 

Bo?^  toil  Corp 

S:v!oiii<)n  Hrt>s.  &  Hutrler 

Morrill  Lynch,  Pierce,  Fenner 

A  B*«n«'    

Whin-,  Weill  A  Co 

Harriman  Kipley  A  Co.,  Inc.. 

Kiiuitablo  8i'<'uriti«'s  Corp 

W.  K.  lliitton  A  Co    

Wood,  Slrutbcrs  4  Co 


Price  to 

Inter- 

com- 

est 

paiiv 

rste 

(per- 

(per-j 

cent) 

cent) 

101. 6S 

3 

101.  «2 

3 

101.474 

3 

101.441 

3 

KM.  Ill 

3 

101.  («» 

3 

101).  U5 

3 

100.  .WS 

3 

100.  551 

3 

Cost 
to 

rom- 


XOIS 

2.919 

■IVJ6 

3.037 
1»4A 

2.9.'> 
3.952 
2.97 
2.972 


Davis    Polk    Wardwell    Sunderland 
&  Klendl,  counsel  lor  Bidders 


The  amendment  further  stating  that 
Union  has  accepted  the  bid  of  Halsey 
Stuart  &  Co..  Inc.,  for  the  bonds  as  set 
forth  above  and  that  the  bonds  will  be 
offered  for  sale  to  the  public  at  a  price 
of  102.39';  of  the  principal  amount  there- 
of, resulting  in  an  underwriters  spread 
of  0.70%;  and 

The  legal  fees  and  expenses  proposed 
to  be  Incurred  In  connection  with  the 
proposed  transactions  having  been  esti- 
mated as  follows: 


Total 


•15,000 
6,500 


31,500 


The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for  im- 
posing terms  and  conditions  with  respect 
to  the  price  to  be  received  for  said  bonds, 
the  redemption  prices  thereof,  the  inter- 
est rate  thereon  and  the  underwriter's 
spread;  and 

It  appearing  that  the  proposed  legal 
fees  and  expenses  are  not  unreasonable 
and  that  jurisdiction  with  respect  there- 
to should  be  released: 

It  is  hereby  ordered.  That  Jurisdiction 
heretofore  reserved  In  connection  with 
the  sale  of  said  bonds  b€,  and  the  same 
hereby  is.  released,  and  that  the  said  ap- 
plication-declaration, as  further  amend- 
ed, be.  and  the  same  hereby  is.  granted 
and  permitted  to  become  effective  forth- 
with, subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24  of  the  General 
rules  and  regulations  under  the  act. 

It  is  further  ordered,  That  Jurisdiction 
heretofore  reserved  over  the  legal  fees 
and  expenses  in  connection  with  the  pro- 
posed transactions  be,  and  the  same  here- 
by is,  released. 

By  the  Commission. 


[seal] 


Orval  L.  DtjBois, 
Secretary. 


[F.    R.    Doc.    49  892,    Piled,    Feb.    7,    1949; 
8:48  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtrrHORrrr:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322.  671.  79th  Cong..  80  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  816;  E.  O.  9193, 
July  6.  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14,  1946,  11  P.  R.  11981. 

(Vesting  Order  126171 

Alfred  Fischesser  and  Guaranty  Trust 
Co.  OF  New  York 

In  re:  Trust  under  lajlenture,  dated 
March  18,  1925,  between  Alfred  Fisches- 
ser, grantor,  and  the  Guaranty  Trust 
Company  of  New  York,  trustee.  Pile  No. 
D-28-10497-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found : 

1.  That  Alfred  E.  Fischesser.  Prau 
Louise  Fischesser,  Prau  Martha  Gott- 
mann.  Hildegard  Gottmann,  Christa 
Gottmann  and  Pet^rle  Gottmann.  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, helrs-at-law.  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Alfred  E.  Fischesser,  who 
there  Is  reasonable  cause  to  believe  are 


residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title,  inierest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under  that 
certain  trust  Indenture  dated  March  18, 
1925,  by  and  between  Alfred  Fischesser, 
grantor,  and  the  Guaranty  Trust  Com- 
pany of  New  York,  trustee,  presently  be- 
ing administered  by  the  Guaranty  Truest 
Company  of  New  York,  trustee.  140 
Broadway.  New  York  15.  New  York,  is 
property  within  the  United  States  owned 
or  controlled  by,  payable  or  deliverable 
to.  held  on  behalf  of  or  on  account  of,  or 
owing  to.  or  which  is  evidence  of  owner- 
ship or  control  by,  the  aforesaid  nation- 
als of  a  designated  enemy  country  (Ger- 
many) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Alfred 
E.  Fischesser,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  tliat  .such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  ajl  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[¥.    B.    Doc.    49-014;    FUed.    Feb.    7,    1949; 
8:54  a.  m.J 


[Vesting  Order  12707J 
Louis  Hench 

In  re:  Rights  of  Louis  Hench  under 
Insurance  contract.  File  No.  F-28- 
22995-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Louis  Hench,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  Insur- 
ance evidenced  by  policy  No.  404023,  Is- 
sued by  the  Guardian  Life  Insurance 
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Company  of  America,  New  York,  New 
York,  to  Louis  Hench,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds.  Is  property  within  the 
United  States  owned  or  controlled  by. 
payable  or  deliverable  to,  held  on  behalf 
of,  or  on  account  of.  or  owing  to,  or  which 
Is  evidence  of  ownership  or  control  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  It  Is  hereby  determined; 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  26,  1949, 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-915;    Filed,    Feb.    7,    1949; 
8:54  a.  m.] 


[Vesting  Order  12720] 
K^ORU  Nakashima 


In  re;  Rights  of  Kaoru  Nakashima 
under  insurance  contract.  File  No. 
P-3a-4470-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found; 

1.  That  Kaoru  Nakashima.  whose  last 
known  address  Is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  9272167,  Issued 
by  the  New  York  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Kaoru 
Nakashima.  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
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within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.'VZElon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49  916;    Filed,    Feb.    7,    1949; 
8:54  a.  m.j 


[Vesting  Order  12721] 
Kaoru  Nakashima 

In  re:  Rights  of  Kaoru  Nakashima  un- 
der Insurance  contract.  File  No.  F-39- 
4470-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Kaoru  Nakashima.  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan" ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  89223,  Issued  by 
the  West  Coast  Life  Insurance  Company, 
San  Francisco.  California,  to  Kaoru 
Nakashima,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds, is  propjerty  within  the  United 
States  owned  or  controlled  by.  payable,^ 
or  deliverable  to,  held  on  behalf  of,  or 
on  account  of.  or  owing  to,  or  which 
Is  evidence  of  ownership  or  control  by, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan)  ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan*. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 
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The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General.  ~ 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-917:    Filed.    Feb.    7,    1949; 
8:55  a.  m.|  t 


(Vesting  Order  12722] 
Sakutaro   Nakano 

In  re:  Rights  of  Sakutaro  Nakano  un-' 
der  Insurance  contract.  Pile  No.  D-39- 
16963-H-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,'  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Sakutaro  Nakano,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  CWS-310160,  is- 
sued by  the  California-Western  States 
Life  Insurance  Company,  Sacramento, 
California,  to  Sakutaro  Nakano.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re-, 
quired  by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  ^nd.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  oo 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-918;    Filed,    Feb.    7,    1949; 
8:55  a.  m.J 
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[Vesting  Order  127231 
YOSHINOBU    NlSHlMtTRA 

In  re:  Rights  of  Yoshlnobu  Nlshlmura 
under  insurance  contract.  File  Ho.  D- 
39-11614-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Yoshinobu  Nishimura.  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ;' 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  72058.  Issued  by 
the  West  Coast  Life  Insurance  Company. 
San  Francisco.  California,  to  Yoshlnobu 
Nishimura.  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazklon, 

Assistant  Attorney  GenercU. 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    48-919;    Filed,    Feb.    7,    1949; 
8:55  a.  m.] 


NOTICES 

Ject  to  any  increase  or  decrease  result- 
ing from  the  administration  of  such 
property  prior  to  return  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 


Clahnant 


Kazuo  Fukunaga  rr  al. 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof  the  following  prop- 
erty, located  in  the  Treasury  of  the 
United  States,  Washington.  D.  C,  sub- 


Kazuo  Fukurnpn.  1914-E  Llliha  St., 

Honolulu,  T.  H 

ChiiniAaachiby  M.Ad«chi,3738-A 

Manini  Way.  Honolulu,  T.  TI 

M .  AUachi.  euar  '  lid  ot  Kinily  Kaye 
AilHthi.    3Ta»  .V    Maiiinf    Way, 

Honolulu,  T.  H 

Majiavuki  Adachl.  euardlan  of 
Sachie    Adachi,    .T7»-A    Manint 

Way,  Honolulu.  T.  H 

Urayo  Akifn  or  Ynsutaro  Akita, 
P.  O.  Box  521,  Walalua.  Oahu. 

T.  H 

Shozaetnon  Arniirioto,  "R*  Pohnka- 

in:i  St.,  Hofwhilu,  T.  H 

ShoTKnion  Aminioto,  trustee  (or 
Ma-ssji  Amimotn,  T64  Pohakatna 

Ht  ,  Honolulu,  T.  H... 

Bhiyoichl    Nakainoto.    d,'h'»    Bere- 
tanw   Florist,   12M  R.   BereUoia 

St.,  Honolulu  4fi,T  It..   

Boulevard  Market,  c  o  J.  Fujimoto. 
K.  Tiinicswa,  mmI  S.  Tanirawn, 
1423  DillinRbam  Blvd..  Honolulu, 

T.H 

II tea  Furulomo.  Z77  Huali  St.,  Hono- 

lulu.T.  H , 

K aoru  FukuJhtma,  W8  Akepo  Lane. 

Honolulu  51.  T.  H 

Philip   Tsuyoshi    Fuku-^ima,   948 

Ak('i)o  Laiip.  Honolulu.  f>\.  T.  H.. 

M.  K.Haya.'!hi,1447 South  Klnit  St., 

Honolulu, T.H 

Biintaro    Htea,    1341    Young    St., 

Honolulu,  T.H.  - 

rtaro  Hikichi,  Ewa.  Oahu,  T.  H.. 
Hl^ako  Hlral,  752  T'niv«Tf(lty  Ave. 

F.xtomled,  Honolulu.  T.  H  

Mitsui  Hlrano,  4731)  FanD«rs  Rd., 

Honolulu,  T.H 

Ma-'rio  Ikczawa,  p,o  Moana  Hotel, 

Honolulu.  T.  n ... 

T.-ikirhl  Kanal.  trustM"  (or  Krlnku 
Kam-Ua,  1SH6  SouUt  Beretania  St.. 

Honolulu.  T.  H 

Fukujlro  Kashlval,  Pakkla,  Wm»- 

nK«,  Kauai.  T.  H 

KIkuyo  Kawiihara.  145  South  School 

St..  Honolulu.  T.  H    -. 

Kikuyo  Kawah.vv  guardian  of 
Takiko    Kawahtira.     145    South 

School  ?t  .  Honolulu.  T.  H 

Mataichl  Kinoshita.  P.  O.  Box  134, 

I.anai  City,  T.  H   

Nobuo  Miyaoka,  a/k'a  N.  Miyaoka. 
.5.57   Halekaowifak  St.,  Honoinlu, 

T.H 

Takpjlro  Mlyashlta,  1711  Citron  St., 

Honoluln.  T.  H 

Tiikfjiro  Mlyashlta.  tmstf«  lor  Tet- 
suo  Miyashiu,   1711  ClUoo  St., 

Honolulu,  T.  H 

Shitoe  Murayama,  1403  Emm*  St., 

HouoUilu,  T.  H 

fliimo  Mumyam.a,  puwdlan  of 
Ma.<«to  Murayama.  1403  Emma 

St  .  Honolulu,  T.  H 

Tsugie    Nakaniura,   4944    Kalanla- 
naole  Highway,  Honolulu,  T.  H. 
Yoshimasa    Nakamura   or   Tsuma 
Sakai,  311S-A  Pauoa  Rd..  Hono- 
lulu 2:!.  T.  H 

Genji  Nakano,  P.  O.  Box  381.  Wal- 

ki'U'.  Waipahu.  Oahu,  T.  H 

Junichi  Nauiba,  3S31  Manoa  Rd., 

Honolulu,  T.  H 

S.i'V.u-   Nanilm.   :(h;U   Manoa   Rd., 

Honolulu.  T.  H ^ 

A<a  Namba  or  Suemat.'iU  Namha, 

3W1  Manoa  Rd.,  Hom.lulu,  T.  H  . 

Ruth  Kinuyo  Yupawa,  717  Palani 

Ave.,  Honolulu  41,  T.  H 

MaL-^utaro  Oishl,  215  Puuhale  Rd., 

Honoluln.  T.  H -- 

Mrs.  Rul  Okumura,  P.  O.  Box  340, 

Wahiawa.  Oahu.  T.  II 

Araji  Onove,  203»  I'una  St.,  Hono- 
lulu. T.  ]Q - 

Ar.'vii  Onoye,  tnistee  for  Toklml 
Onoye,  2038  Puna  St..  Honolulu, 

T.H 

David  Vail  Poklpala,  822  LakI  St., 

Honolulu,  T.  U 

Kaisu.'^ukf  Yaniamoto    i()42  Kama 

I.ane,  Honoluhi.  T.  H 

Pliiteo  Suftiyaoia,  c/o  Mrs.  T.  Voko- 
yama.  P.  O.  Box  15,  Makawao, 

Maui.T.  H 

Icliiki  Kanda,  c/o  Dorothy  Chbien, 
2&i  Kuulel  Rd„  Lanikal,  Oahu, 
T.  H 


40481 

40489 

40400 

40491 

4(M&3 
40103 

40494 

4ttJfl5 

404S6 

40490 
40500 
40:«1 
40503 

40MM 

40506 

40506 
40S07 
40506 

40311 
405U 
40614 

40615 
40316 

4061ft 
40S30 

40.521 
40623 

40523 
40624 

40529 
40t36 
40329 
40630 
40531 
40533 
40533 
40534 
40635 

40536 

40537 
40538 

40630 

40541 


$11  34 

4.05 

.31 

5.00 

1,306.61 
1.12 

133.65 

749.28 

1.083  35 
431  87 

618.84 

47.03 

1.278.11 

19  84 

4.50.23 

168.01 

27.  M 

133.03 

40.81 
11.83 
131 M 

38.91 
n.83 

133.40 

9K.TI 

60.71 
106.14 

21.13 
7B.34 

606.70 

2,&a73 

107.30 

130.34 
2,486.54 

3a  4« 

181.73 

63.01 

154.30 

113  30 

4Z50 
4a  70 

««  64 

15a  31 


yoshijlro  Palto,  trustee  for  Tcnunl 
.Saito,  P.  O.  Box  4S2,  Waip«hu, 

Oahu. T.H 

Koirhi  Sttkunia,  18  North  Kukui 

.<t.,  Honohjlu,  T.  H 

Ilsuyo  Setrawa  or  Itsuko  Serawa, 
inil-K  Pawaa  Lane.  Hoooluki  19, 

T.H 

Bhinujiro  Shleenuirs.  1439  Nuuanu 

t^t..  Honolulu.  T.  H 

H.  Onoye.  s<jle  owner  of  Sbimaym 
Shuten,  1179  River  St..  Uoaohilu, 

T.H 

TakrIchI  .''hinfakn.  fuardten  ^f 
Mieko  Shlnlaku  or  Mrs.  Tsuneko 
Shuitaku.  ftuiinlian  of  Uoahiko 
Shintaku.  2720  Booth  Rd..  Hono- 
lulu. T.  H  

TiikeichI  Siiint«ku.  ictiartllan  ot 
Mii'ko  Shintaku  or  Mr;.  Tsuneko 
Shintaku.  puarilian  of  Ho^hiko 
Shintaku,  2720  Booth  Kd..  Hono- 
lulu. T.  II 

Yoshiko  Okimoto  (nee  Soenka)  or 
Kinu  Sueuk.->.  561  C  Kd..  Damoo 

Trart.  Honolulu,  T.  H .  . 

Mawjiro  Takaha-shl.  4I0-A  Llliha 

Court  I.ii>e.  Honohilu.  T.  H 

Mineru    Takaki.    P.    O.    Bo«    5J, 

Puunenc,  Maul.  T.  H 

Fuknyt  Tamum.  523  Lans  Lane, 

Haaahilu.  T.  H.      

Fumiko  Tamura,  325  Lana  Laoa, 

Honolulu  1.1,  T.  H      .      

Tamejiro  Taiiak.i,  1149  LunaUk)  St., 

Honolulu.  T.  H 

Takiyo    Tansako.    IBKl    Fort   St., 

Honolulu.  T.  H 

Kokichi  I'iuyeniura,  432  Kattki  St.. 

Honolulu.  T.  11 

Kamado   Uyebara,   1994  Pern  St., 

Honolulu.  T.H 

Unie  lyouike  (now  Uroe  N'ekota) 

and  Uyok-hl  Nekola,  3316  Suath 

Kinp  St.,  Honolulu  36,  T.  H       .. 

Kiua    Walanahe.    1463    River    St., 

Honolulu,  T.  H 

Yoshluro  Yamada  or  TMkichl 
Kanai.  194<>  South  Beretanla  St., 

Honolulu.  T.H 

N.  Yanuuiashl,  1630-B  LOiha  St.. 

Honolulu,  T.  H  - 

Kame  Yoshimoto,  471  "R"  Raad. 

I)an»on  Tract,  lloiiolulti,  T.  U.  . 

Mitaoko  Yoahioka,  173»-^  WaWa 

St.,  Honolulu.  T.  H 

Suniito  Vo&hiura.  Kuardlan  of  Sadao 
Yoshlura,     113  -A.    Ohelo    Lane, 

Honolulu.  T.H 

AiKoro  Uyeno,  P.  O.  Box  4,  Nlnole, 

T.  H 

Mitsuyo  Yokota,  cjo  Miss  Helen 
Kimball,  Punalou,  Bauula,  Oaho, 

T.  H 

Mit.<iuye  Yokota,  c/o  Mi«  Helen 
Kimball,  I'unaluu,  Uauula,  Uabu, 
T.H 
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Executed   at  Washington,  D.   C,   on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Ba«loh. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    B.    Doc.    49-879;    Filed,    Feb.    4.    1049. 
8:58  a.  m.] 


[VesUng  Order  127381 
Marie  Kesncast 

In  re:  Savings  share  account  owned  by 
Marie  Kerngast.    F-28-8732-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found : 

1.  That  Marie  Kerngast.  whose  last 
known  address  is  Glacisstrasse  3  p.  a. 
Frau  Graz.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
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tion  owing  to  Marie  Kerngast.  by  Park 
Savings  and  Loan  Association,  561 
Greenfield  Avenue.  Pittsburgh  7.  Penn- 
sylvania, arising  out  of  a  savings  share 
account,  account  number  0-1229.  en- 
titled Marie  Kerngast.  maintained  at 
the  afore.said  loan  a.s.soclation.  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  a3 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  In- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meaning.s  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D,  C,  on 
January  26,   1949, 

For  the  Attorney  General. 

[SEAL]  David  L.  B.azelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    48-875;    Filed,    Feb..  4,    1949; 
8:56  a.  m.j 


[Vesting  Order   12744] 
Ignaz  Singer 

In  re:  Stock  owned  by  Ignaz  Singer. 
P-28-29225-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ignaz  Singer,  whose  last  known 
address  Is  Weiden  Oberptalz.  Bavaria, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany)  ; 

2,  That  the  property  described  as  fol- 
lows: Twenty-five  (25)  shares  of  $5  par 
Value  common  capital  stock  of  Interna- 
tional Minerals  &  Chemical  Corporation, 
20  North  Wacker  Drive.  Chicago.  Illi- 
nois, a  corporation  organized  under  the 
laws  of  the  State  of  New  York,  evidenced 
by  a  certificate  numbered  21235  for  one 
hundred  shares  of  no  par  value  stock, 
registered  In  the  name  of  Ignaz  Singer, 
together  with  all  declared  and  unpaid 
dividends  thereon,  and  any  and  all  rights 
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to  exchange  the  aforesaid  (old)  certifi- 
cate for  a  (new)  certificate  for  $5  par 
value  common  capital  stock  of  the  afore- 
said corporation, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D,  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-876;    Filed,    Feb.    4,    1949; 
8:57  a.  m.J 


(Vesting  Order  12729) 
H.  Th.  Boehme.  a.  O. 

In  re:  Debt  owing  to  H.  Th.  Boehme, 
A.  G.,  also  known  as  H.  Th.  Bohme.  A.  G., 
also  known  as  H.  Th.  Bohme  Aktlenge- 
sellschaft.    F-28-10153-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  H.  Th.  Boehme,  A.  G.,  also 
known  as  H.  Th.  Bohme.  A.  G..  also 
known  as  H.  Th.  Bohme  Aktiengesell- 
schaft,  the  last  known  address  of  which 
Is  119-125  Neefestrasse.  Chemnitz.  Sax- 
ony, Germany,  is  a  corporation,  partner- 
ship, association  or  other  business  or- 
ganization, organized  under  the  laws  of 
Germany,  and  which  has  or.  since  the 
effective  date  of  Executive  Order  8389,  as 
amended,  has  had  Its  principal  place  of 
business  In  Chemnitz,  Saxony.  Germany 
and  Is  a  national  of  a  designated  enemy 
country  (Germany); 

2,  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  H.  Th.  Boehme,  A.  G.,  also 
known  as  H.  Th.  Bohme.  A.  G.,  also 
known  as  H.  Th.  Bohme  Aktiengesell- 
schaft,  by  American  Hyalsol  Corporation. 
120  Broadway,  New  York,  New  York,  in 
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the  amount  of  $1,940.95.  as  of  Etecember 
31, 1945,  together  with  any  and  all  accru- 
als thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

Is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count >3f,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-920;    Filed.    Feb.    7.    1949; 
8:55  a.  m.J 


[Vesting  Order  12731] 
Chiyoda  Fire  Insitrance  Co.,  Ltd. 

In  re:  Debt  owing  to  Chiyoda  Fire  In- 
surance Company.  Ltd.     F-39-5150-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found : 

1.  That  Chiyoda  Fire  Insurance  Com- 
pany. Ltd..  the  last  known  address  of 
which  Is  1-2  2  Chome,  Kyobashi  Ku, 
Tokio.  Japan,  is  a  corporation,  partner- 
ship, association  or  other  business  or- 
ganization, organized  under  the  laws  of 
Japan,  and  which  has  or.  since  the  effec- 
tive date  of  Executive  Order  8389.  as 
amended,  has  had  its  principal  place  of 
business  in  Tokio,  Japan  and  is  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  ob- 
ligation owing  to  Chiyoda  Fire  Insurance 
Company,  Ltd..  by  Albert  Willcox  &  Co., 
Inc..  99  John  Stieet.  New  York  City  7, 
New  York,  in  the  amount  of  $65.00.  as  of 
December  31, 1945.  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 
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Is  property  within  the  United  SUtes 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Chiyoda  Fire 
Insurance  Company,  Ltd..  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan ) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelow. 

Assistant  Attorney  General. 
Director,  Offlce  of  Alien  Propertv. 

|F.    R.    Doc.    4&-9ai:     PU*d,    Feb.    7.    1M9; 
8:55  a.  m] 


[Vesting  Order  12732] 
Masi£  Chsxst 


NOTICES 

national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  apprr^Jrlate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  In  the  national  In- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
ExecutiTe  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazclon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    a.    Doc    49-ea:    nied,    Pei>.    1.    1»49; 
8:55  a.  m.] 


In  re:  Claim  of  Marie  Christ,  also 
known  as  Ria  Christ,  as  Marie  Priester 
and  as  Ria  Priester.    P-2a-25177-C-l. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Marie  Christ,  also  known  as 
Ria  Christ,  as  Marie  Priester  and  as  Ria 
Priester,  whose  last  known  address  is 
Weilburg  a.  d.  Lahn.  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  <Germany>; 

2.  That  the  property  described  as 
follows:  That  certain  claim  of  Marie 
Christ,  also  known  as  Ria  Christ.  a.=;  Marie 
Priester  and  as  Ria  E»ricster.  against  the 
State  of  California  and  or  the  Treas- 
urer of  the  State  of  California,  arising 
out  of  the  collection  or  receipt  by  said 
Treasurer,  pursuant  to  the  provisions  of 
Section  1027  of  the  Probate  Code  of  the 
State  of  California,  of  the  residue  of  the 
Estate  of  Gertrude  Szekely.  also  known 
as  Gertrude  Christ.  Deceased,  and  any 
and  all  rights  to  file  with  said  Treasurer, 
demand  and  enforce  the  aforesaid  claim, 

is  property  witliin  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 


[Vesting  Order   12733] 
Katrarika  Prey 


national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  cerUficaUoo.  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

TTiere  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "natJonal"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  26.  1949. 

For  the  Attorney  General. 

(sEiO.!  David  U.  Bazxlon, 

Asxisttmt  Atiomcw  General, 
Director,  Office  of  Alien  Property. 

[P.    B.    Doc.    4»-»23;    FUed.    Feb.    7,    1949; 
8.55  a.  m.] 


In  re:  Bank  account  owned  by  Kath- 
arlna  Prey.    F-2B-9758-C-1 . 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investlcation.  it  is  hereby  found: 

1.  That  Katharina  Frey,  whose  last 
known  address  is  16  St.  Joliannesstrasse, 
Sprendlingen  (Rheinland),  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Nippert  &  Nippert.  2116  Union 
Central  Building.  Cincinnati.  Ohio,  rep- 
resenting funds  on  deposit  in  a  savings 
account  at  Atlas  National  Bank.  Cincin- 
nati. Ohio,  account  number  30762  en- 
titled Katharina  Frey,  a  national  of  Ger- 
many, by  Nippert  L  Nippert.  attorneys  In 
fact,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  subject 
however,  to  any  and  all  lawful  claims  of 
said  Nippert  &  Nippert  for  legal  services. 

is  property  witliin  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  wliich  is  evi- 
dence of  ownersliip  or  control  by,  Kath- 
arina Prey,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  per.>^n  be  treated  as  a 


(Testing  Order  12734] 
ICASATAFOnTA 

In  re:  Debt  owing  to  Masata  Fujita. 
P-^3»-513»-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  fovmd: 

1.  That  Masata  Fujita.  whose  la.'^t 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Masata  Fujita.  by  Taijyu 
Kata  whose  mailing  address  is  P.  O.  Box 
87.  Warm  Springs.  California,  in  the 
amount  of  $150.00.  as  of  April  27,  1946. 
together  with  any  and  all  accrual 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  ac- 
coimt  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  \jy,  the 
aforesaid  national  of  a  designated  enemy 
country  (Jaimn); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  coimtry,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having: 
been  made  ftnd  taken,  and,  It  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 


Tuesday,  February  8,  1949 

The  terms  "nationar  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
ENecutive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    B.    Doc.    49-924:    Filed.    Feb.    7,    1949; 
8:56  a.  m] 


(Return  Order  240] 
Angelo  Di  Paolo 


Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  is  in- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant  and  Claim  No..  Notice  of  Intention 
To  Return  Published,  Property 

Angelo  Dl  Paolo,  a  k  'a  Angelo  De  Paolo, 
Teramo,  Italy.  Claim  No.  5900;  November  20, 
1948  (13  F.  R.  6876);  •3,062.95  in  the  Treas- 
ury  of  the  United  States.  General  Trust 
Mortgage  Fund  Participation  Certificate  No. 
614  Issued  by  West  Branch  Bank  and  Trust 
Company.  WllUamsport,  Pennsylvania,  Suc- 
cessor Trustee  to  Lycoming  Trust  Company, 
WllUamsport.  Pennsylvania,  presently  In 
custody  of  the  Depository  Section,  Operations 
Branch.  Offlce  of  Allen  Property,  Washing- 
ton, D.  C. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

A.'isistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-930:    Filed.    Feb.    7.    1949; 
8:57  a.  m.] 


(Return  Order  254] 
EILER  de  MOLTKE  HmTFELDT 

Having  considered  the  claims  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claims,  which  are  Incorpo- 
rated by  reference  herein  and  filed  here- 
with. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  No..  Notice  of  Intention 
To  Return  Published,  Property 

Eiler  Moltke  Hultfeldt.  a/k/a  Eller  de 
Moltke  Hultfeldt.  Copenhagen.  Denmark, 
Claims  Nos.  26241  and  31818;   December  22, 
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1948  (13  F.  R.  8236);  $192  46  in  the  Treasury 
of  the  United  States.  All  right,  title.  Interest 
and  claim  of  any  kind  or  character  whatso- 
ever of  Eller  Moltke  Hultfeldt  In  and  to  the 
trust  estate  created  by  Decree  of  the  Circuit 
CJourt  of  Baltimore  City,  Marylnad,  dated 
July  21.  1928,  In  proceedings  entitled  "Robert 
W.  Williams,  et  al.,  vs.  Jerome  N.  C.  Bona- 
parte, et  al."  All  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatsoever 
of  Eller  Moltke  Hultfeldt  In  and  to  the  trust 
estate  created  by  Decree"  of  the  Circuit  Court 
No.  2  of  Baltimore  City,  Maryland.  In  pro- 
ceedings entitled  "Ellen  C.  Bonaparte  vs. 
Louise  Eugenie  Moltke  Hultfeldt,  et  al."  All 
right,  title.  Interest  and  claim  of  any  kind  or 
character  whatsoever  of  Eiler  Moltke  Hult- 
feldt In  and  to  the  trusts  created  under  the 
Last  Win  and  Testament  and  Codicil  thereto 
of  Jerome  Napoleon  Bonaparte,  deceased,  In 
the  process  of  administration  by  National 
Savings  and  Trust  Company  and  Jerome 
Napoleon  Charles  Bonaparte,  Substituted 
Trustees  under  appointment  of  the  District 
Court  of  the  United  States  for  the  District 
of  Columbia  In  proceedings  entitled  "Jerome 
Napoleon  Charles  Bonaparte,  et  al.  vs.  Web- 
ster Appleton  Edgar,  et  al.  Equity  No.  30,976." 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at   Washington,  D.   C,   on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-931;    Filed,    Feb.    7,    1949; 
8:57  a.  m] 


[Return  Order  255 J 
Bruno  Lonel 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant  and  Claim  No..  Notice  of  Intention 
To  Return  Published,  Property 

Bruno  Lunel.  Florence,  Italy,  Claim  No. 
6176;  December  10,  1948  (13  F.  R.  7678); 
♦6,00000  In  the  Treasury  of  the  United 
States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelom, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-932;    Filed,    Feb.    7,    1949; 
8:57  a.  m.] 
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notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administra- 
tion thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No..  Property  and  Location 

Giuseppe  Bastianelll,  Rome,  Italy,  36823, 
$51,953.92  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim 
of  any  kind  or  character  whatsoever  of  Giu- 
seppe Bastianelll  In  and  to  the  trust  created 
under  Paragraph  Third  of  the  Last  Will  and 
Testament  of  Marlon  Rawle  Bastianelll, 
deceased. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-933;    Filed.    Feb.    7,    1949; 
8:57  a.  m.( 


Nicola  de  Pietro  et  al. 

NOTICE    of    intention    TO    RETURN    VESTED 
PROPERTY  * 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administra- 
tion thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  Property  and  Location 

Nicola  de  Pietro,  Florence,  Italy,  6975. 
$2,741.69  In  the  Treasury  of  the  United  States. 
Giuseppe  de  Pietro,  Florence,  Italy,  $2,889.45 
In  the  Treasury  of  the  United  States.  Maria 
Glulla  de  Pietro,  Florence.  Italy.  $2,889.45  In 
the  Treasury  of  the  United  States. 

Executed  at  Washington,  D.  C,  on 
February  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-934:    Filed.    Feb.    7.    1949; 
8:58  a.  m.j 


Giuseppe  Bastianelli 

NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended. 


Friedrich  Ottenstein 

NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  da:ys  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  Includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory  ex- 
penses : 

Claimant,  Claim  No.,  and  Property 

Friedrich  Ottenstein,  Stockholm,  Sweden; 
6715;  Property  described  In  Vesting  Order  No. 
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306  (7  F  R  8W9,  Octoljer  TT,  1943)  relating 
to  United  SUtes  Pmtent  AppUcatlon  Serial 
No.  430,632  ( now  United  Statea  Lettera  Patent 
No.  3,404.741). 

Executed   at  Washington,  D.   C,  on 
Pebnmry  1.  1M9. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazklon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-935:     FUed,    Feb.    7.    194«; 
8:58  a.  m.] 


Fritz  Rotter 


NOTICE    OF    INTENTION    TO    aKTUSN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  WashinstoD,  D.  C.  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory  ex- 
penses: 

Claimant,  Claim  No.,  and  Property 

Frttz  Rotter.  Ill  South  Florea,  Loa  Angeles 
38,  California.  6154;  $1888.44  In  the  Treasury 
of  the  United  atate«.  35  ':'o  of  all  future  roy- 
altlea  accruing  to  Editions  Charles  Brull  by 
virtue  of  a  contract  dated  January  28.  1937 
between  the  said  Editions  Charles  BruU  and 
Harms.  Inc..  and  25%  of  all  other  future 
royalties  accruing  from  the  exploitation  of 
the  composition  "I  Klaa  Tour  Hand  lladame" 
In  the  United  States. 

Executed   at   Washington,   D.   C.   on 
February  1.  1949. 

For  the  Attorney  Genei-al. 

[SXAI.]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49  937;    Filed.    Feb.    7,    1949; 
8:68  a.  m.] 


Mrs.  Emilie  Vogl 


NOTICES 

the  composition  "I  Ktas  Tour  Hand  IfadanM* 
in  the  United  States. 

Executed   at  Washington.  D.   C.  OQ 
February  1, 1949. 

For  the  Attorney  General 

[  SEAL  ]  David  L.  Baexlon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.    B.    Doc.    49-938:    FUcd,    Feb.    7.    1940: 
8:68  a.  m.| 


NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Wa^shington.  D.  C.  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
pa5t  Infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory  ex- 
penses: 

Claimant.  Claim  No.,  and  Property 

Mrs.  EmlUe  Vogl,  12  Square  Gabriel  Faure, 
Paris  17e.  France.  5128.  $1888.44  In  the  Treas- 
iU7  of  the  United  States.  25  ""c  of  all  future 
royalties  accruing  to  Editions  Charles  Brull 
by  virtue  of  a  contract  dated  January  28, 
1937  between  the  said  Editions  Charles  Brull 
and  Harms.  Inc..  and  25^;  of  all  other  future 
royaltiea  accruing  from  the  exploitation  of 


O.  RlCORDI  AND  Co. 

NOTICE    OF    INTENTION    TO    RmTRN    VESTED 
PROPERTY 

Pursuant  to  section  3J  (f )  of  the  Trad- 
ing with  the  Enemy  Act,  as  amended,  no- 
tice Is  hereby  given  of  intention  to  return, 
on  or  after  30  days  from  the  date  of  pub- 
lication hereof,  the  following  property 
located  in  Washington.  D.  C.  Including 
all  royalties  accrued  thereunder  and  all 
damages  and  profits  recoverable  for  past 
infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory  ex- 
penses : 

Claimant.  Claim  No^  Property 

O.  Rlcordl  and  Company,  Milan.  Italy, 
28214.  $313,33957  In  the  Treasury  of  the 
United  States.  All  of  the  capital  stock  of  G. 
Rlcordl  and  Company,  Ifm:.,  a  New  Tork  cor- 
poration, consisting  of  300  shares  of  $100 
par  value  common  capital  stock  presently 
registered  In  the  name  of  the  Attorney  Gen- 
eral of  the  United  States.  All  right,  title 
and  Interest  of  the  dalmant  In  and  to  a  cer- 
tain contract  by  and  between  Dr.  Renato 
Tasselll,  acting  aa  attorney-in-fact  for  the 
claimant,  and  Broadcast  Music,  Inc.  of  New 
York  City,  executed  under  the  date  of  Oc- 
tober 7.  1940,  and  aU  Income,  proata,  royal - 
U£S  and  other  property  heretofore  accrued  or 
which  may  hereinafter  accrue  to  or  In  favor 
of  said  claimant  by  virtue  of  the  aforesaid 
contract.  Property  to  the  extent  owned  by 
claimant  Immediately  prior  to  the  vesting 
thereof,  deecrtbed  In  Vesting  Order  Nos.  730 
and  1174  (8  F.  B.  15917.  November  24,  1943), 
reUtlng  to  compoaltiona  listed  In  the  Rlcordl 
catalcsues  "Catalogue  of  Piano  Music,  Clasaic 
and  Modern",  "Vocal  Catalogue",  "Catalogue 
of  Music  for  String  Instruments",  "Catalogue 
of  Orchestra  Music",  "Catalogue  of  Music  Tor 
Harp,  Guitar.  Banjo.  Cetra  and  MandoUn", 
"Catalog:ue  of  Music  for  Woodwind.  Reed. 
Brass  and  Perciisslon  Instruments".  "Vocal 
Scores  and  Vocal  Excerpts  from  Operas". 
••Orchestrina".  "Corl".  "Banda  e  Fanfara". 
"Supplement  to  General  Catalogue,  Septem- 
ber 30.  1940".  "Rental  Library  of  G.  Rlcordl 
and  Co.,  Milan.  Italy",  and  "Novelties — April 
9.  1941"  (attached  as  exhibits  to  said  vesUng 
orders) .  This  return  Is  subject  to  the  limi- 
tations contained  in  the  Memorandum  of 
Understanding  between  the  Government  of 
the  United  Statea  of  America  and  the  Govern- 
ment of  Italy,  dated  August  14.  1947.  relating 
to  literary,  artistic  or  Industrial  property  to 
be  returned. 

Executed   at  Washington.   D.   C.   on 
February  1.  1949. 

For  the  Attorney  General. 

[SEAL]  DaTID  L.  BAEELON. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    B.    Doc.    49-936;    FUed.    Feb.    T.    1940; 
8:58  a.  xn.l 


(▼eitlag  Order  UTSS] 
M.  Fdruta  Co.,  Ltd. 

In  re:  Debt  owing  to  M.  Furuya  Com- 
pany, Ltd..  also  known  as  The  Furuya 
Co..  Ltd.     I>-3»-im-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  8788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found : 

1.  That  M.  Puruya  Company,  Ltd., 
also  known  as  The  Funqra  Co^  Ltd^  the 
last  known  address  of  which  is  Yoko- 
hama, Japan,  is  a  corporation,  partner- 
ship, association  or  oUier  business  or- 
ganization, organized  under  the  laws  of 
Japan,  and  which  has  or,  since  the  ef- 
fective date  of  Executive  Order  8389.  as 
amended,  has  had  its  principal  place  of 
business  In  Yokohama,  Japan  and  is  a 
national  of  a  designated  enemy  country 
(Japan ) ; 

J.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation owing  to  M.  Furuya  Company, 
Ltd.,  also  known  as  the  Furuya  Co  .  Ltd.. 
by  M.  Furuya  Co..  c/o  W  M.  WUliams, 
1377  Dexter  Horton  BkJg..  Seattle  4. 
Washington.  In  the  amount  of  $33S.20. 
as  of  December  81,  1945,  together  with 
any  and  all  accruals  thereto,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  pajrabie  or  de- 
liverable to.  held  on  befa^  of.  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949.  j 

For  the  Attorney  General. 

£skal]  David  L.  Bazelon, 

Assistant  Attorney  Gcnerai. 
Director.  Office  of  Alien  Property. 

\V.    B.    Doo.    49-825;    FUed,    Feb.    7.    19^: 
8:56  a.  m] 
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TITLE  3--THE  PRESIDENT 
EXECUTIVE  ORDER   10033 

Regulations  Governing  the  Providing 
or  Statistical  Information  to  Inter- 
governmental Organizations 

WHEREAS  the  United  Nations  and 
other  intergovernmental  organizations 
of  which  the  United  States  is  a  member 
have  need  for  statistical  Information 
which  can  be  supplied  by  the  Govern- 
ment of  the  United  States;   and 

WHEREAS  the  burden  imposed  on  thi.s 
Government  in  connection  with  provid- 
ing such  information  to  such  organiza- 
tions should  be  the  minimum  compatible 
with  adequacy  of  information;  and 

WHEREAS  a  systematic  procedure  for 
furnishing  such  information  will  con- 
serve effort  and  Improve  the  quality  and 
comparability  of  the  data  furnished: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  the  Constitu- 
tion and  the  statutes,  including  section 
8  of  the  Bretton  Woods  Agreements  Act 
'59  Stat.  515;  22  U.  S.  C.  286f),  and  as 
President  of  the  United  States,  it  is 
hereby  ordered  as  follows: 

Section  1.  Except  as  provided  in  sec- 
lion  2  hereof,  the  Director  of  the  Bureau 
of  the  Budget,  hereinafter  referred  to  as 
the  Director,  (a)  shall  determine,  with 
the  concurrence  of  the  Secretary  of 
State,  what  statistical  information  shall 
be  provided  in  response  to  oflBcial  re- 
quests received  by  the  United  States 
Government  from  any  intergovernmental 
organization  of  which  this  country  is  a 
member,  and  <b)  shall  determine  which 
Federal  executive  agency  or  agencies 
shall  prepare  the  statistical  informa- 
tion thus  to  be  provided.  The  statistical 
information  so  prepared  shall  be  trans- 
mitted to  the  requesting  intergovern- 
mental organization  through  established 
channels  by  the  Secretary'  of  State  or  by 
any  Federal  executive  agency  now  or 
hereafter  authorized  by  the  Secretary  of 
State  to  transmit  such  information. 

Section  2.  <a>  The  National  Advisory 
Council  on  International  Monetary  and 
Financial  Problems,  hereinafter  referred 
to  as  the  National  Advisory  Colhcil, 
shall  determine,  after  consultation  with 
the  Director,  what  information  is  essen- 
tial in  order  that  the  United  States  Gov- 
ernment may  comply  with  official  re- 
quests for  information  received  from  the 
International  Monetary  Fund  or  the  In- 


ternational Bank  for  Reconstruction  and 
Development. 

<b)  The  Director  shall  determine 
which  Federal  executive  agency  or  agen- 
cies shall  collect  or  make  available  infor- 
mation found  essential  under  section  2 
<a»  hereof. 

<c>  In  the  collection  of  information 
pursuant  to  a  determination  made  by  the 
Director  under  section  2  (b»  hereof  in 
response  to  a  request  under  article  VIII. 
section  5,  of  the  Articles  of  Agreement  of 
the  International  Monetary  Fund,  the 
authority  conferred  on  the  President  by 
section  8  of  the  Bretton  Woods  Agree- 
ments Act  to  require  any  person  to  fur- 
nish such  information,  by  subpoena  or 
otherwise,  may  be  exercised  by  each  of 
the  following-named  agencies: 

Department  of  Agriculture 

Department  of  Commerce 

Department  of  the  Interior 

Department  of  Labor 

Department  of  the  Treasury 

Board  of  Governors  of  the  Federal  Reserve 

System 
Federal  Communications  Commission 
Federal  Deposit  Insurance  Corporation 
Federal  Power  Commission 
Federal  Trade  Commission 
Interstate  Commerce  Commission 
Securities  and  Exchange  Commission 
United  States  Maritime  Commission 
United  Stales  Tariff  Commission 

(d)  The  information  collected  or  made 
available  under  section  2  of  this  order 
shall  be  submitted  to  the  National  Ad- 
visory Council  for  review  and  for  presen- 
tation to  the  said  Fund  or  Bank. 

<ei  As  used  in  this  order,  the  word 
"person"  means  an  individual,  partner- 
ship, corporation,  or  association. 

Section  3.  The  Director's  determina- 
tion of  any  matter  under  section  1  or 
section  2  (b)  of  this  order  shall  be  made 
after  consulting  appropriate  Federal 
executive  agencies  and  giving  due  con- 
sideration to  any  responsibility  now  ex- 
ercised by  any  of  them  in  relation  to  an 
intergovernmental  organization. 

Section  4.  This  order  shall  not  be  con- 
strued to  authorize  the  Director  or  the 
National  Advisory  Council  to  provide,  or 
to  require  any  Federal  executive  agency 
to  provide,  to  an  Intergovernmental  or- 
ganization (a)  Information  during  any 
period  of  time  when  the  agency  having 
primary  responsibility  for  security  of  the 
specified  Information  declares  that  it 
must  be   withheld   from   the  Intergov- 

(Continued  on  next  page) 
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ernmental  organization  in  the  interest  of 
military  security,  or  (b)  information 
which  any  Federal  executive  agency  is  re- 
quired by  law  to  maintain  on  a  confiden- 
tial basis. 

Section  5.  The  Director  and  the  Na- 
tional Advisory  Council  are  authorized  to 
prescribe  such  regulations  as  may  be 
necessary  to  carry  out  their  respective 
responsibilities  under  this  order. 

Section  6.  To  the  extent  that  this  or- 
der conflicts  with  any  previous  Executive 
or^p-.  the  provisions  of  this  order  shall 
control. 

Harry  S.  Truman 

The  White  House. 

February  8.  1949. 

|P.    R.    Doc.    49   1027;    Filed.    Feb.    8.    1949; 
10;49  a.  m.J 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  2 — Appointment  Through  the 
Competitive  System 

Part  6 — Exceptions  From  the 
Competitive  Service 

Part  7 — Reinstatement 

Part  8 — Promotion.  Demotion, 
Reassignment,  and  Transfer 

miscellaneous  amendments 

1.  Effective  as  of  November  22,  1948, 
5  2.107  (b)  is  amended  to  read  as  follows: 

S  2.107  Eligible  registers.     *     •     - 

<  b )  When  an  eligible  register  has  been 
established  as  the  result  of  an  open  com- 
petitive examination  the  names  of  quali- 
fied veterans  in  the  following  groups  may 
be  entered  thereon  In  the  order  pre- 
scribed by  paragraph  (a)  of  this  section, 
provided  they  were  last  employed  under 
probational  or  permanent  competitive 
apFKDintment  or  permanent  excepted  ap- 
pointment which  followed  without  break 
In  service  probational  or  permanent  com- 
petitive appointment. 

<1)  Veterans  who  have  been  declared 
eligible  therefor  after  appeal  from  fur- 
lough or  dismissal  under  section  14  of  the 
Veterans'  Preference  Act.  i Applies  sec. 
14.  58  Stat.  390;  5  U.  S.  C  863 » 

<2)  Veterans  who  have  been  fur- 
Joughed  or  separated  without  delin- 
quency or  mi.sconduct  and  who  apply 
within  90  days  of  furlough  or  .separation. 
(Applies  sec.  15.  58  Stat.  391;  6  U.  S.  C. 
864) 

•  3>  Veterans  who  have  resigned  with- 
out delinquency  or  misconduct  and  who 
apply  within  90  days  of  separation  for  re- 
entry of  their  names  on  registers  on 
which  they  formerly  appeared  or  upon 
registers  which  succeeded  such  registers. 
•  Applies  sec.  16,  58  Stat.  391;  5  U.  S.  C. 
865) 

<R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633;  E.  O.  9830.  Feb.  24,  1947;  12 
P.  R.  1259.  3  CFR  1947  Sup. » 

2.  Under  athority  of  ?  6  1  of  Executive 
Order  9830.  and  with  the  concurrence  of 
the  Secretary  of  the  Interior,  the  Com- 
mission has  determined  that  three  addi- 
tional position.s  of  special  assistants  to 
the  Secretary  should  be  excepted  from 
the  competitive  service,  and  that  the 
present  exemption  of  six  field  represen- 
tatives whose  duties  are  of  a  confidential 
nature  .should  be  reduced  to  three.  Ef- 
fective upon  publication  in  the  Federal 
Register,  subparagraphs  '3)  and  <7)  of 
!i  6.110  (b)  are  amended  to  read  as  fol- 
lows : 

$  6  110    Department  of  the  Interior. 

(b)  Office  of  the  Secretary.     •     •     • 
<3>  Four  special  assistants  to  the  Sec- 
retary. 

•  •  •  •  • 


(7)    Three      field      representatives 
whose  dutiesjire  of  a  confidential  nature. 

3.  Under  authority  of  S  6.1  of  Executive 
Order  9830.  and  with  the  concurrence  of 
the  Secretary  of  Agriculture.  §  6.111  (a) 
» 1 )  Is  amended  by  redesignating  subdivi- 
sion <i)  as  subparagraph  (1)  and  by  re- 
designating subdivisions  (ii)  and  (iii)  as 
subparagraphs  (12)  and  (13)  and  by  re- 
voking the  unnumHtred  paragraph  be- 
ginning "In  making  appointments  under 
this  subparagraph,  a  full  report  shall  be 
submitted  •  •  •."  This  amendment 
shall  be  effective  upon  publication  in  the 
Feder.\l  Register.  As  amended,  the  sec- 
tion will  read  in  pertinent  part  as  follows: 

§6.111  Department  of  Agriculture — 
<a)  General  di  NC/PD:  Agents  em- 
ployed in  field  positions  the  work  of 
which  is  financed  jointly  by  the  Depart- 
ment and  cooperating  persons,  organiza- 
tions, or  governmental  agencies  outside 
the  Federal  service. 

•  •  •  •  • 

n2i  NC  PD:  Local  Agents,  except 
veterinarians,  employed  temporarily  out- 
side of  Washington,  in  demonstrating  in 
their  respective  localities  the  necessity  of 
eradicating  contagious  or  infectious 
animal  diseases. 

(13)  NC  PD:  Positions  the  duties  of 
which  require  a  speaking  knowledge  of 
one  of  the  Indian  languages. 

(E.  O.  9830.  Feb.  24.  1947;  12  F.  R.  1259. 
3  CFR  1947  Sup.;  E.  O.  9973.  June  28 
1948;  13  F.  R.  3600  > 

4.  Effective  as  of  September  10.  1948. 
a  new  subparagraph  (7>  is  added  to 
6  7.101  (a)  as  follows: 

S  7.101  General  requirements  for  re- 
instatement of  persons  who  have  com- 
petitive status,     (a)     •     •     • 

•  7)  If  the  position  to  which  reinstate- 
ment is  proposed  is  "sensitive"  in  the 
determination  of  the  head  of  the  agency, 
preappointment  loyalty  check  must  be 
completed  under  the  requirements  of  the 
Federal  Employees  Loyalty  Program. 

5.  Effective  September  10.  1948.  a  new 
subparagraph  i5>  is  added  to  S  8.101  la) 
as  follows: 

§  8.101  General  requirements  for  pro- 
motion, demotion,  reassignment,  and 
transfer  of  employees  who  have  competi- 
tive status.     '  a )     •     •     • 

(5)  In  all  proposed  inter-agency 
transfers  to  positions  designated  by  the 
head  of  the  agency  as  "sensitive."  pre- 
appointment loyalty  checks  must  be  com- 
pleted under  the  requirements  of  the 
Federal  Employees  Loyalty  Program. 

(R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633;  E.  O  9830,  Feb.  24.  1947;  12 
F.  R.  1259,  3  CFR  1947  Sup.) 

United  States  Civil  Serv- 
ice Commission, 
fsEALl        H.  B.  Mitchell, 

President. 

(F.    R.    Doc.    4»-954;    Filed.    F*b.    8,    1949; 
8:47  A.  m.] 


TITLE  7— AGRICULTURE 

Chapter  I — Prociuction  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  51— Fruits.  Vegetables,  and  Other 
Products  'Inspection.  Certification, 
AND  Standards) 

united  states  standards  for  cabbage 

By  virtue  of  the  authority  vested  in  me 
by  the  Secretary  of  Agriculture.  I  hereby 
approve  the  publication  in  the  Federal 
Register  of  the  following  United  States 
Standards  for  Cabbage  which  have  been 
in  effect  since  September  1.  1945.  These 
standards  are  currently  in  effect  pursu- 
ant to  the  Department  of  Agriculture 
Appropriation  Act,  1949  (Pub.  Law  712. 
80th  Cong.,  2d  Sess..  approved  June  19! 
1948). 

§  51.151  Standards  for  cabbage — (a) 
Grades— (1)  U.  S.  No.  1.  U.  S.  No.  1 
shall  consist  of  heads  of  cabbage  of  one 
variety  or  similar  varietal  characteristics, 
which  are  of  rea.sonable  solidity,  and  are 
not  withered,  puffy^or  burst  and  which 
are  free  from  soft  rot.  seedstems,  and 
from  damage  caused  by  discoloration, 
freezing,  disease.  Insects  or  mechanical 
or  other  means.  Stems  shall  be  cut  so 
that  they  do  not  extend  more  than  one- 
half  inch  beyond  the  point  of  attachment 
of  the  outermost  leaves. 

(i)  Unless  otherwise  specified,  each 
head  shall  be  well  trimmed.  However, 
cabbage  which  has  fairly  good  green 
color  and  is  specified  as  "U.  S.  No.  1 
Green."  and  red  cabbage  which  is  speci- 
fied as  "U.  S.  No.  1  New  Red"  need  be 
only  fairly  well  trimmed. 

(ii)  In  order  to  allow  for  variations, 
other  than  excess  number  of  wrapper 
leaves,  incident  to  proper  grading  and 
handling,  not  more  than  a  total  of  10 
percent,  by  weight,  of  the  heads  in  any 
lot  may  fail  to  meet  the  requirements 
of  this  grade,  but  not  more  than  one- 
fifth  of  this  amount,  or  2  percent,  shall 
be  allowed  for  soft  decay.  In  addition, 
not  more  than  10  percent,  by  weight,  may 
not  meet  the  requirements  as  to  number 
of  wrapper  leaves.  (See  paragraph  (d) 
of  this  section.  Application  of  toler- 
ances.) 

•  2)  U.S.  Commercial.  U.  S.  Commer- 
cial shall  consist  of  heads  of  cabbage 
which  meet  the  requirements  for  U.  S. 
No.  1  grade  except  for  the  increased  tol- 
erance for  defects  specified  below,  and 
except  that  the  heads  shall  be  reasonably 
firm. 

(i)  Unless  otherwise  .specified,  each 
head  shall  be  well  trimmed.  However, 
cabbage  which  has  fairly  good  green 
color  and  is  specified  as  "U.  S.  Commer- 
cial Green,"  and  red  cabbage  which  is 
specified  as  "U.  S.  Commercial  New  Red" 
need  be  only  fairly  well  trimmed. 

<ii)  In  order  to  allow  for  variations, 
other  than  excess  number  of  wrapper 
leaves,  incident  to  proper  grading  and 
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handling,  not  more  than  a  total  of  25 
percent,  by  weight,  of  the  heads  in  any 
lot  may  fall  to  meet  the  requirements  of 
this  grade,  but  not  more  than  two-fifths 
of  this  amount,  or  a  total  of  10  percent, 
shall  be  allowed  for  defects  causing  seri- 
ous damage,  but  not  more  than  2  percent 
shall  be  allowed  for  soft  decay.  In  addi- 
tion, not  more  than  10  percent,  by  weight, 
may  not  meet  the  requirements  as  to 
number  of  wrapper  leaves.  <See  para- 
graph (d)  of  this  section.  Application  of 
tolerances.) 

(b)  Unclassified.  Unclassified  shall 
consist  of  cabbage  which  has  not  been 
cla.ssified  in  accordance  with  the  fore- 
going grades.  The  term  "unclassified" 
Is  not  a  grade  within  the  meaning  of 
these  standards  but  is  provided  as  a  des- 
ignation to  show  that  no  definite  grade 
has  been  applied  to  the  lot. 

(c)  Size.  The  minimum  size  or  mini- 
mum and  maximum  sizes  may  be  speci- 
fied in  connection  with  the  grades  as 
"U.  S.  No.  1.  1  pound  min.."  or  "U.  S.  No. 
1,  2  to  4  pounds,"  or  any  lot  may  be 
classified  as  Small,  Medium,  Large.  Small 
to  Medium,  or  Medium  to  Large  in  ac- 
cordance with  the  facts. 


SmaU 


PoinU-d.  untler  m  lbs 

Danish  ami  domestic,  under 
2  lbs. 


Medium 


H4  to  3  lbs.. 
2  to  5  lbs 


Larf:e 


Over  .1  lbs. 
Over  5  lbs. 


(1>  In  order  to  allow  for  variations  in- 
cident to  proper  sizing,  not  more  than  a 
total  of  15  percent,  by  weight,  of  the 
heads  in  any  lot  may  vary  from  the  size 
specifications,  but  not  more  than  10  per- 
cent may  be  either  above  or  below  the 
size  specified.  This  tolerance  is  in  addi- 
tion to  the  tolerance  for  grade  defects. 
(See  paragraph  (d)  of  this  section. 
Application  of  tolerances.) 

(d)  Application  of  tolerances.  The 
contents  of  Individual  containers  in  the 
lot.  based  on  sample  inspection,  are 
subject  to  the  following  limitations,  pro- 
vided the  averages  for  the  entire  lot  are 
within  the  tolerances  specified : 

(1)  When  a  tolerance  is  10  percent  or 
more,  Individual  containers  In  any  lot 
shall  have  not  more  than  one  and  one- 
half  times  the  tolerance  specified,  except 
that  at  least  one  defective  and  one  off- 
sized  cabbage  may  be  permitted  in  a 
container. 

(2)  When  a  tolerance  Is  less  than  10 
percent,  individual  containers  in  any  lot 
shall  have  not  more  than  double  the 
tolerance  specified,  except  tha/  at  least 
one  defective  and  one  off-sized  cabbage 
may  be  permitted  in  a  container. 

(e)  Definitions.  (1)'  "Similar  varietal 
characteristics"  means  that  the  cabbage 
in  each  container  shall  have  the  same 
general  characteristics. 

(2)  "Reasonable  solidity"  means  fairly 
firm  for  pointed  type  cabbage  and  .south- 
ern Domestic  type  cabbage.  Northern 
Domestic  type  cabbage  and  Danish  or 
Hollander  type  cabbage  shall  be  firm. 
"Reasonable  solidity"  as  applied  to  Savoy 
cabbage  means  not  soft  or  puffy;  Savoy 
type  cabbage  is  characteristically  loosely 
formed  and  rather  light  in  weight. 

<3)  "Puffy"  means  that  the  heads  are 
very  light  In  weight  in  comparison  to  size, 
or  have  excessive  air  spaces  In  the  cen- 
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tral  portion.  They  normally  feel  firm  at 
time  of  harvesting  but  often  soften 
quickly.  They  are  known  as  "Balloon 
Heads"  In  certain  sections. 

(4)  "Seedstems"  means  those  heads 
which  have  seed  stalks  showing  or  In 
which  the  formation  of  seed  stalks  has 
plainly  begun. 

(5)  "Damage"  means  any  Injury  or 
defect  which  materially  affects  the  ap- 
pearance, or  the  edible  or  shipping  qual- 
ity. Worm  Injury  on  the  outer  head 
leaves  or  wrapper  leaves  which  materi- 
ally affects  the  appearance  of  the  head, 
or  worm  holes  which  extend  deeply  into 
the  compact  portioji  of  the  head  shall 
be  considered  as  damage. 

(6)  "Well  trimmed"  means  that  the 
head  shall  not  have  more  than  four  wrap- 
per leaves. 

(7)  "Fairly  well  trimmed"  means  that 
the  head  shall  have  not  more  than  seven 
wrapper  leaves. 

(8)  "Wrapper  leaves"  means  leaves 
which  do  not  enfold  the  head  fairly 
tightly  more  than  two-thirds  the  distance 
from  the  base  to  the  top. 

(9>  "Reasonably  firm"  means  that  the 
head  Is  not  soft  and  is  of  reasonable 
weight  for  its  size  but  may  have  consid- 
erable open  spaces  between  the  leaves  in 
the  lower  portion  of  the  head. 

(10 >  "Serious  damage"  means  any  In- 
Jury  or  defect  which  seriously  affects  the 
appearance,  or  the  edible  or  shipping 
tjuality.  Cabbage  which  is  affected  by 
.soft  rot  or  which  is  seriously  puffy,  badly 
burst,  or  seriously  injured  by  seedetems. 
discoloration,  freezing,  disease,  insects, 
mechanical  or  other  means  shall  be  con- 
sidered as  seriously  damaged.  Worm  in- 
jury on  the  outer  head  leaves  or  wrapper 
leaves  v^hich  seriously  affects  the  appear- 
ance of  the  heads,  or  worm  holes  which 
seriously  affect  the  compact  portion  of 
the  head  shall  be  regarded  as  serious 
damage.     <Pub.  Law  712.  80th  Cong.) 

Done  at  Washington.  D.  C.  this  4th 
day  of  February  1949. 

[sEALl  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

[T.    R.   Doc.    49-991:     Filed,    Feb     8,     1949; 
8:57  ft.  m.] 


Part  51 — Fruits.  Vegetables,  and  Other 
Products  (Inspection.  Certification, 
AND  Standards) 

UNITED   states   STANDARDS  FOR   FRESH   PEAS 

By  virtue  of  the  authority  vested  In 
me  by  the  Secretary  of  Agriculture,  I 
hereby  approve  the  publication  in  the 
Federal  Register  of  the  following  United 
States  Standards  for  Fresh  Peas,  which 
have  been  in  effect  since  June  1,  1942. 
These  standards  are  currently  in  effect 
pursuant  to  the  Department  of  Agricul- 
ture Appropriation  Act.  1949  (Pub.  Law 
712.  80th  Cong..  2d  Sess..  approved  June 
19.  1948). 

5  51.337  Standards  for  fresh  peas— 
(a)  Introduction.  (1)  The  tolerances  for 
the  standards  are  on  a  container  basis. 
However,  Individual  containers  in  any 
lot  may  vary  from  the  specified  toler- 


ances as  stated  below,  provided  the  aver- 
ages for  the  entire  lot.  based  on  sample 
inspection,  are  within  the  tolerances 
specified. 

(2»  For  a  tolerance  of  10  percent.  In- 
dividual containers  in  any  lot  may  have 
not  more  than  one  and  one-half  times 
the  tolerance. 

(3)  For  a  tolerance  of  less  thar>  10 
percent.  Individual  containers  in  any  lot 
may  have  not  more  than  double  the 
tolerance. 

(b)  Grades— a)  17.  S.  No.  f.  U.  S.  No. 
1  shall  consist  of  pods  of  peas  of  similar 
varietal  characteristics  which  are  not 
over-mature  or  excessively  small,  not 
badly  misshapen  or  watersoaked.  and 
which  are  fairly  wdl  filled,  fresh,  firm. 
free  from  decay,  and  from  damage 
caused  by  black  calyxes,  freezing,  split- 
ting, hail.  dirt,  leaves,  or  other  foreign 
matter,  mildew,  or  other  disea.ses.  in- 
sects, or  mechanical  or  other  means. 
The  peas  shall  be  at  least  fairly  tender, 
free  from  decay,  and  from  damage 
caused  by  split  .skins,  disea.se,  insects  or 
mechanical  or  other  means. 

(i)  Peas  may  be  specified  as  "U.  S. 
No.  1  Green  Calyxes"  when  they  meet 
the  requirements  of  U.  S.  No.  1  grade  and 
an  average  of  three-fourths  or  more,  by 
weight,  of  the  pods  In  any  lot.  but  not 
less  than  one-half  of  the  pods  in  each 
container,  have  calyxes  which  are  of  a 
fairly  good  green  color. 

(2)  17.  S.  Fancy.  U.  S.  Fancy  shall 
consist  of  pods  of  peas  which  are  well 
filled  and  have  an  average  of  three- 
fourths  or  more  by  weight,  of  the  pods 
in  any  lot.  but  not  less  than  one-half 
of  the  pods  in  each  container  with 
calyxes  which  are  of  a  fairly  good  green 
color,  and  which  meet  the  requirements 
of  U.  S.  No.  1  grade  in  all  other  respects. 

(c)  Tolerances.  In  order  to  allow  for 
variations  incident  to  proper  grading  and 
handling,  not  more  than  10  percenl,  by 
weight,  of  the  pods  of  peas  in  any  con- 
tainer may  be  below  the  requirements  of 
the  grade,  but  not  more  than  one-half 
of  this  tolerance,  or  5  percent,  shall  be 
allowed  for  defects  causing  serious  dam- 
age, and  not  more  than  one-tenth  of  this 
tolerance,  or  1  percent,  shall  be  allowed 
for  soft  decay.  When  peas  are  specified 
as  "U.  S.  No.  1  Green  Calyxes"  or  "U.  S. 
Fancy"  no  part  of  any  tolerance  shall  be 
allowed  to  reduce  for  the  lot  as  a  whole, 
or  for  the  Individual  container  the  per- 
centage of  pods  which  are  required  to 
have  calyxes  of  a  fairly  good  green  color. 

(d)  Unclassified.  Unclassified  shall 
consist  of  peas  which  have  not  been 
classified  in  accordance  with  the  forego- 
ing grades.  The  term  "unclassified"  is 
not  a  grade  within  the  meaning  of  these 
standards  but  Is  provided  as  a  designa- 
tion to  show  that  no  definite  grade  has 
been  applied  to  the  lot. 

(e)  Definitions.  (1)  "Similar  varietal 
characteristics"  means  that  the  pods  of 
peas  in  any  container  are  of  the  same 
general  type. 

(2)  "Overmature"  means  that  the  pod 
has  developed  beyond  the  stage  at  which 
It  is  desirable  as  a  fresh  product.  The 
pod  Is  usually  wrinkled  and  the  green  Is 
faded,  having  a  noticeably  whitish  or 
yellowish  cast. 

(3)  "Excessively  small"  means  that  the 
pod  Is  so  short  that  there  is  space  for 
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only  two  peas  which  are  at  least  fairly 
well  developed. 

( 4 )  "Badly  misshapen"  means  that  the 
pod  is  badly  constricted,  crooked,  or  bad- 
ly twisted. 

(5)  "Fairly  well  filled"  means  that 
more  than  one-half  of  the  pod  contains 
peas  which  are  at  least  fairly  well  de- 
veloped. 

(6)  "Well  filled"  means  that  more 
than  two-thirds  of  the  pod  contains  peas 
which  are  at  least  fairly  well  developed. 

<  7)  "Damage"  means  any  injury  or  de- 
fect which  materially  affects  the  appear- 
ance, edible  or  shipping  quality. 

(8>  "Serious  damage"  means  any  In- 
jury or  defect  which  seriously  affects  the 
appearance,  edible  or  shipping  quality. 
Badly  misshapen  pods  or  pods  seriously 
affected  with  downy  mildew  Injury  shall 
be  considered  as  being  seriously  damaged. 
(Pub.  Law  712.  80th  Cong.) 

Done  at  Washington,  D.  C.  this  4th 
day  of  February  1949. 

I  seal!  John  I.  Thompson. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

I  P.    R.    Doc.    49-«92;    Piled.    Feb.    8,    1949; 
8:57  ft.  m.) 


Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

Part  421— Dav  Edible  Bean  Crop 
Insurance 

subpart — annual  contracts  covering  the 
1b49  crop  year  (monetary  coverage 
insurance) 

Correction 

In  Federal  Register  Document  49-744. 
appearing  at  page  434  of  the  issue  for 
Tuesday.  February  1. 1949,  §  421.15  should 
be  corrected  as  follows :  In  the  first  col- 
umn on  page  437,  the  fifth  line  under  the 
spaces  for  name,  address,  etc.,  in  the 
policy,  should  read:  "lightning,  fire,  ex- 
cessive rain,  snow. wildlife". 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  206 — Fishing  and  Hxtotino 
Regulations 

chesapeake  bay,  md.  and  va.,  and  its 
tributaries 

Pursuant  to  the  provisions  of  section 
10  of  the  River  and  Harbor  Act  of  March 
3.  1899  (30  Stat.  1151;  33  U.  S.  C.  403)^ 
S  206  50  governing  the  placing  and  main- 
tenance of  fishing  structures  In  Chesa- 
peake Bay,  Maryland  and  Virginia,  and 
Its  navigable  tributaries,  as  published  In 
the  Federal  Register  September  15,  1948 
(13  F.  R.  5375),  Is  hereby  corrected  as 
follows : 

!  206.50  Chesapeake  Bay.  Md.  and 
Va.,  and  its  navigable  tributaries;  fish- 
ing     structures— (A)      Authority,     a) 


•  •     • 

•  •     * 
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,    to     mark     oyster     bottoms. 


(c)  Fishing  structures.     •     •     • 
(2)   No  single  fishing  structure    *    *    • 
at  least  400  yards. 


•     •     • 


'5>  •  •  •  and  be  visible  In  clear 
night  weather  for  at  least  one  mile. 
•  •  •.  It  shall  be  subject  to  inspec- 
tion by  and  approval  of  the  District  En- 
gineer    •     •     • 

•■*••• 
(e)   Baltimore  District— (D   West  side 
of   Chesapeake    Bay    north   from    Cove 
Point  to  Middle  Rfver. 

•  •  •  •  * 
(Pi  W)  "1"     •     •     • 

•  •  •  •  • 

"  5 »  East  «de  of  Chesapeake  Bay  south 
from  Howell  Point  to  lower  end  of  Tan- 
gier Sound. 

•  •  »  •  • 

Point  on  line  of  30-foot  depth  approxi- 
mately 3,400  yards  west  of  8  1. 

•  »  •  •  • 
N  12     •      •      • 

(7)  Pocomoke  Sound. 

•  •  •  •  • 
Starling  Creek  Light  "1"'     •     •     • 

(g)  Norfolk  District.     •     •     •    . 

'  2 »  James  River  and  Hampton 
Roads— a )  South  side  of  river  from 
Crahey  Island  Light  to  Jamestown  Island. 

•  •  »  .  . 

I  nmarkwl  Point  23      Lht.ST'WUd'  Loin;.  7ti''32'3C.3' 

•  •  •  .  . 

InraarkM  Point  24  37  Oi)  «..1  7fi.J2.'J6.T 

•  •  •  •  . 

I  nmarkeil  Point  67  37  10  27.6  76  44  56.5 

(il)  North  side  of  river  from  James- 
town Island  to  Newport  News. 


Inmarkcd  Point  68 

•  • 

Inmarked  Point  60 
(  iiniaikcKl  Point  SH 
I'nmarkiyl  Point  flfi 
rnniaiktsl  Point  54 
I'limarki-U  Point  S2 

•  • 

Vninarkod  Point  48 


37  10M.3 

•  < 

37  12.W.I 
37  12  47.4 
.17  12  25*7 
37  11  Ml 
37  1131.1 

•  < 

37  07  11.3 


76  44  2.S.2 

• 

76  *1  .W.« 
7ti  :jy  40.4 

7H  .«)  12.1 
76  ;« .■«.2 

7« ;«( o.^.2 

7f.  38  14.1 


dli)  Fishing  area  northeast  of  Nase- 
way  Shoal. 

^  "JN"  36  5W  18.9  76  27  37.7 

(iv)   White  Shoal  fishing  area. 

Vninarked  Point  28  "37  00  46.0  76  29  54  .1 

•  •  •  .  . 

<3>  West  side  of  Chesapeake  Bay 
north  from  Old  Point  Comfort  to  Wolf 
Trap  Light. 


f."7*N""  37  13  86.5 

.No  limit  lin(>. 

Unmarked  Point  18A  37  14  67.0 

S  "80.\"" 


Pulti  Bar  Lirht 


H7  21  16.9 


76  21  10.4 
76  22  43.0 

76  21  08.5 


(4)  Fishing  area  northeast  of  Hamp- 
ton Roads. 


6  "48N' 


87  05  29.8 


Thlinhl<>  Phoal  Light  87  00  51.7 


7t^  14  4;{.0 


76  14  25.1 


^5)  Fishing  area  east  of  mouth  of  Back 
River. 


6"63.N" 


87  05  03.7 


76  11  48.0 
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(6)   Fishing  area  southeast  of  mouth 
of  York  River. 


B-bh.N' 


37  12  .53.0 


76  in  .54 .J 


(8»   East  side  of  Chesapeake  Bay  south 
from  Onancock  Creek  to  Cape  Charles. 


S-I.WN" 

37  X!  36.0 

75  .'i-.ut.n 

S-1.55N" 

37  37  23.» 

7."i  .'7  ;»7.J 

S  "154N" 

(Regs.  Jan.  19,  1949.  800.217  (Chesapeake 
Bay)-ENGWR|  (30  Stat.  1151;  33  U.  S.  C. 
403) 

[seal]  Edward  F.  Witsell. 

Major  General. 
The  Adjutant  General. 

|F.    R.    Doc.    49-947;     Filed,    Feb.    8,    19  9; 
8:46  a.  m  | 


TITLE  34 — NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Subchapter    C — Military    Education 

Part  542 — Schools  and  Colleges 

REVISION  of  part 

Part  542  is  hereby  revised  to  read  as 
follows: 

Sec. 

542.1  Military  authority.  • 

542.2  Educational   Institutions. 

542.3  Application. 

5424  Inspections  and  reports. 

542.5  Personnel. 

542  6  Military  training  and  Instruction. 

542.7  Organization  and  discipline. 

542.8  Certificate  to  student. 

542.9  Correspondence. 

542.10  Requisitions. 

542  11     Government  property. 
542  12     Bonds. 

542.13  Arms,    equipment,    and    spare    part 

allowancea. 

542.14  Maintenance  of  equipment. 

542  15  Care  and  safekeeping  of  arnu,  equip- 
ment, etc. 

642  16  U.  S.  Military  Academy,  West  Point, 
New  York. 

Authoritt:  ?$  542.1  to  542  16  issued  under 
41  Stat.  780:  10  U.  S.  C.  1180.  1181. 

Derivation:   AR  350-3300,  Aug.  20,  1948. 

5  542.1  Military  authority — (a)  Secre- 
tary of  the  Army.  All  matters  pertain- 
ing to  the  coordination  and  .supervision 
of  military  in.«:truction  at  institutions 
conducting  military  training  under  the 
provisions  of  section  55c  National  De- 
fense Act,  as  amended,  are  vested  in  the 
Secretary  of  the  Army.  Specifically,  the 
Director.  Organization  and  Training  Di- 
vision, General  Staff,  United  States 
Army,  'Is  charged  with  General  Staff 
supervision  of  all  matter^  relating  to 
policy.  Instruction,  training,  establish- 
ment and  inspection  of  military  units 
at  educational  institutions.  The  Chief, 
Army  Field  Forces,  is  respon.sible  for  the 
implementation  of  General  Staff  train- 
ing policies  for  the  military  training 
conducted  under  the  provisions  of  the 
act  of  Congress  cited  above. 

(b)  Army  commander.  Each  Army 
commander  Is  a  representative  of  the 
Department  of  the  Army  for  this  area. 
It  will  be  his  duty  to  coordinate  military 
Instruction  at  educational  Institutions 
operating  under  the  regulations  in  this 
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part  within  his  Jurisdiction.  He  will  In- 
sure that  such  institutions  are  equipped 
properly  to  carry  on  the  instruction  and 
training  prescribed  by  the  Department  of 
the  Army.  He  or  his  representatives  will 
spend  as  much  time  as  practicable  visit- 
ing the  institutions  within  his  army  area, 
becoming  personally  acquainted  with  the 
officials  of  the  institutions  and  giving 
advice  and  assistance  whenever  it  is 
deemed  necessary.  He  will  refrain  from 
interfering  with  schedules  in  operation 
or  with  local  affairs,  except  where  there 
Is  a  failure  to  carry  out  approved  policies 
or  where  incorrect  methods  are  in  oper- 
ation. Matters  pertaining  to  Institutions 
conducting  military  training  under  the 
provisions  of  the  regulations  in  this  part 
will  be  handled  by  army  commanders, 
unless  action  by  the  Department  of  the 
Army  is  necessary.  Army  commanders 
will  not  demand  unnecessary  and  bur- 
densome reports  and  data  from  the  in- 
stitutions. 

(c)  Commanding  General.  Military 
District  of  Washington.  For  the  purpose 
of  this  part  the  term  army  commander 
includes  the  Commanding  General,  Mili- 
tary District  of  Washington. 

§  542.2  Educational  institutions,  (a) 
The  schools  and  colleges  referred  to  in 
the  act  of  Congress  cited  in  S  542.1  in- 
clude those  educational  institutions,  pub- 
lic or  private,  which  do  not  maintain 
units  oT  the  Reserve  Officers'  Training 
Corps. 

(b)  In  order  to  avail  themselves  of  the 
privileges  prescribed  by  the  regulations 
In  this  part  the  institutions  concerned 
must  agree  to  the  following: 

(1)  To  maintain  under  the  prescribed 
course  of  military  training  not  less  than 
100  physically  f^t  male  students  above 
the  age  of  14  years. 

(2  >  That  any  student  who  enters  upon 
the  prescribed  course  of  military  training 
will  be  required  to  continue  the  training 
for  the  remainder  of  that  academic  year, 
as  a  prerequisite  for  graduation  or  pro- 
motion from  that  year's  course,  unless 
excused  therefrom  by  the  head  of  the 
institution,  upon  the  recommendation 
of  the  professor  of  military  science  and 
tactics. 

<3  >  To  allot  and  require  an  average  of 
not  less  than  3  hours  a  week  per  school 
year  to  the  prescribed  course  of  mUitary 
training. 

5  542  3  Application,  (a)  When  any 
educational  institution,  which  is  not  re- 
ceiving Government  assistance  under  the 
provisions  of  the  act  of  Congress  cited  In 
§  542.1  desires  to  receive  such  assistance 
the  authorities  of  the  institution  will 
submit  an  application  In  substantially  the 
following  foAi: 

(Place) 

^  (Date) 

Subject:  Military  training  under  section  55c. 
National     Defense     Act,     aa 
amended. 
To:  The  Adjutant  General.  Attention: 

AOAO-R. 

1.  The    

(Governing  body) 

of located 

(Name  of  Institution) 

at ,  desires  to  participate  In 

the   military   training   program   authorized 
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under  aectlon  55c,  National  Defense  Act,  aa 
amended. 

2.  Number  of  physically  fit  male  students 
above  the  age  of  14  years  enrolled  at  the 
Institution. 

3.  Military  training  will  ba  required  of  all 
•llglble  students 

4.  Number  of  such  students  who  will  par- 
ticipate In  the  prescribed  military  train- 
ing.   --. 

8.  The  authorities  of  the  institution  agree 
to  allot  and  require  an  average  of  not  less 
than  3  hours  a  week  per  school  year  to  the 
course  of  military  training  prescribed  by  the 
Secretary  of  the  Army. 

6.  They  further  agree  that  when  any  stu- 
dent enters  upon  such  course  of  military 
training  It  shall,  as  regards  such  student, 
be  a  prerequisite  for  graduation  or  promotion 
for  that  academic  year  unless  such  student 
Is  excused  from  this  training  by  the  head 
of  the  Institution,  upon  the  recommendation 
of  the  professor  of  military  science  and  tac- 
tics. 

7.  The  authorities  of  the  institution  agree 
to  provide  an  instructor  qualified  to  teach 
the  course  of  military  training  prescribed  by 
the  Secretary  of  the  Army. 

8.  The  authorities  of  the  Institution  will 
provide  suitable  storage  facilities  for  all  Gov- 
ernment property  issued  to  the  institution 
and  will  take  such  measures  as  are  necessary 
to  properly  care  for  the  same;  They  will  cause 
to  be  executed,  on  a  blank  form  to  be  fur- 
nished by  the  army  commander,  a  bond  in 
the  value  of  the  Government  property  (plus 
15  perce  't)  to  be  Issued,  for  the  care  and 
safekeeping  thereof  and  for  Its  return  when 
required. 

Signature  

(Head  of  Institution) 

(b)  The  application  will  be  mailed  to 
The  Adjutant  General,  Washington  25, 
D.  C.  Attention:  AGAO-R,  accompanied 
by  a  statement  .showing  the  name  and 
qualifications  of  the  person  selected  to  be 
professor  of  military  science  and  tactics 
as  provided  in  §  542.5  (a). 

(c>  Upon  receipt  of  the  application, 
The  Adjutant  General  will  ls.sue  neces- 
sary instructions  to  the  army  commander 
to  inspect  the  in.stltutlon.  Report  of  such 
Inspection  will  be  submitted  to  The  Ad- 
jutant General,  Washington  25.  D.  C, 
Attention:  AGA(3-R.  Upon  approval  of 
the  application  by  the  Department  of  the 
Army,  requisitions  for  appropriate  equip- 
ment will  be  made  by  the  institution  on 
WD  AGO  Form  445  ( Requisition  >,  and 
will  be  forwarded  to  the  army  commander 
for  approval.  After  the  value  of  all  prop- 
erty to  be  issued  to  the  institution  has 
been  determined,  a  bond  In  the  sum  of 
not  less  than  15  percent  In  excess  of  the 
value  of  all  Government  property  to  be 
is.sued  will  be  furnished  by  the  Institu- 
tion to  the  army  commander.  Upon  re- 
ceipt of  the  bond,  the  army  commander 
will  forward  the  requisitions  to  the  ap- 
propriate distribution  depots  for  supply 
action.  All  expen.^es  incident  to  the  sup- 
ply of  units  established  under  the  provi- 
sions of  the  regulations  in  this  part  will 
be  borne  from  ROTC  funds  allocated  to 
heads  of  technical  services,  and  army 
commanders  when  appropriate. 

§  542.4  Inspections  and  reports,  (a) 
The  military  department  of  an  educa- 
tional Institution  conducting  a  course  of 
military  training  prescribed  by  the  Sec- 
retary of  the  Army  pursuant  to  the  pro- 
visions of  this  part  will  be  subject  to  a 
formal  annual  Inspection  by  army  com- 
manders or  their  representatives. 


(b)  During  such  Inspections  of  mili- 
tary departments  of  educational  Institu- 
tions, inspecting  officers  will  satisfy  them- 
selves as  to  the  correctness  of  numbers 
and  ages  of  students  enrolled  in  the  (mili- 
tary departments:  the  state  and  condi- 
tion of  equipment;  the  adequacy  and 
suitability  of  means  provided  by  the  in- 
stitution and  by  the  Government  for  the 
care  and  preservation  of  Government 
property  Issued  to  the  Institution;  suit- 
ability and  adequacy  of  Instructor  per- 
sonnel of  the  military  department;  status 
of  the  military  department  as  to  organ- 
ization and  eCBciency. 

(c)  In  addition  to  the  formal  inspec- 
tion prescribed  In  paragraphs  (a)  and  (b) 
of  this  section,  army  commanders  or  their 
representatives  will  make  such  visits  of 
observation  as  they  may  consider  neces- 
sary to  acquaint  themselves  with  condi- 
tions at  institutions,  and  establish  con- 
tact with  Institutional  authorities. 

§  542.5  Personnel  —  (a)  Instructors. 
Instructor*  required  for  the  operation  of 
the  military  training  program  will  be 
furnished  by  the  institution.  A  suitable 
person  will  be  designated  by  the  author- 
ities of  the  institution  to  be  professor  of 
military  science  and  tactics.  Prior  to  his 
actual  a.sstgnment  to  this  position,  his 
name  and  qualifications  will  be  submitted 
to  The  Adjustant  General,  Washington 
25.  D.  C.  Attention:  AGAO-R,  for  ap- 
proval. A  detailed  history  of  his  mili- 
tary experience  will  be  presented. 

(b>  Other  personnel.  Clerical  person- 
nel connected  with  the  issue  and  ac- 
countability of  Government  property 
must  be  provided  by  the  authorities  of 
the  institution. 

§  542  6  Military  training  and  instruc- 
tion— ta)  Prescribed  course.  The  in- 
struction given  to  those  students  taking 
the  first  year's  course  of  military  train- 
ing must  include  the  following  subjects 
as  a  minimum : 

(D  Physical  training,  first  aid  to  the 
Injured,  and  elementary  hygiene  and 
sanitation. 

(2)  Nomenclature  and  care  of  the  rifle 
and  equipment. 

(3)  Training  publications.  Infantry 
drill,  close  and  extended  order,  to  include 
the  schools  of  the  soldier,  squad,  and 
company. 

(4>  Instruction  In  firing  the  rifle,  to 
include  gallery  practice. 

(b>  General.  Every  effort  will  be 
made  to  offer  the  students  a  progressive 
course  on  military  instruction  which  will 
follow,  as  nearly  as  the  facilities  of  the 
institution  and  equipment  on  hand  will 
permit,  the  program  of  Instruction  pre- 
scribed for  junior  division  ROTC  units 
(CS).  copies  of  which  may  be  obtained 
from  The  Adjutant  General.  Additional 
equipment,  over  and  above  that  author- 
ized in  §  542.13.  will  not  be  Issued  for 
this  purpose.  This  program  will  be 
studied  carefully  and  the  policy  and 
method  of  training  outlined  therein  will 
be  used  as  a  guide  and  will  be  adhered 
to  as  carefully  as  practicable.  In  Insti- 
tutions which  offer  more  than  3  years  of 
military  instruction,  the  program  may  be 
expanded  by  the  allotment  of  additional 
time  to  subjects  at  the  discretion  of  the 
officials  of  the  Institution  concerned. 
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(c)  Records  of  training.  Training  rec- 
ords will  be  kept  In  the  department  of 
military  science  and  tactics  of  the  insti- 
tution, and  will  show  specifically  the  fol- 
lowing information: 

<1)  Date  and  duration  of  each  drill 
or  instruction  period. 

(2)  Kind  of  drill  or  subjects  covered  at 
each  drill  or  instruction  period. 

<3)  Name  of  Instructor  at  each  drill 
or  instruction  period. 

(4)  Number  of  students  present  at 
each  drill  or  instruction  period  for  the 
entire  period. 

'5i  Names  of  absentees  and  the  rea- 
son for  absences. 

<6»  The  score  of  each  student  when 
range  practice  is  held. 

S  542.7    Organization  and  discipline 

<a »  Organization.  Students  undergoing 
millUry  training  will  be  organized  into 
companies,  battalions,  and  regiments  of 
Infantry.  Organization,  drill,  and  ad- 
ministration of  such  units  will  conform 
as  nearly  as  practicable  to  that  pre- 
scribed for  similar  units  of  the  Regular 
Army. 

<b)  Discipline.  A  high  state  of  dis- 
cipline will  be  maintained  at  all  times 
while  students  are  actually  undergoing 
military  training  or  Instruction. 

{  542.8  Certificate  to  student.  When 
any  student  Is  separated  from  an  insti- 
tution prior  to  successful  completion  of 
the  prescribed  3-year  course,  a  certifi- 
cate in  letter  form  will  be  presented  to 
him  by  the  professor  of  military  science 
and  tactics  setting  forth  the  military 
training  satisfactorily  completed.  In  ad- 
dition, upon  successful  completion  of 
the  prescribed  3-year  course  of  military 
training,  students  will  be  entitled  to  a 
certificate  of  completion  of  military 
training  DA  AGO  Form  254  (Military 
Training  Certificate). 

S  542.9  Correspondence.  All  corre- 
spondence with  reference  to  the  military 
department  of  a  school  or  college  where 
military  Instruction  Is  conducted  under 
regulations  prescribed  by  the  Depart- 
ment of  the  Army  will  be.  except  where 
otherwise  prescribed,  forwarded  to  Army 
commanders. 

5  542.10  Requisitions,  (a)  Requisi-' 
tlons  for  Government  property  signed  by 
the  military  property  custodian  for  an 
educational  institution  operating  under 
the  provisions  of  this  part  will  be  sub- 
mitted to  the  Army  commander. 

(b)  Transportation.  Shipments  of 
Government  property  from  United  States 
Army  depots,  arsenals,  armories,  or  In- 
stallations, and  shipments  from  institu- 
tions to  United  States  Army  depots,  ar- 
senals, armories,  or  Installations  will  be 
made  on  Government  bills  of  lading  at 
the  expense  of  the  United  States.  This 
transportation  cost,  together  with  the 
cost  of  packing  and  handling,  will  be 
paid  from  ROTC  funds  allocated  to  the 
head  of  the  appropriate  technical  serv- 
ice, or  Army  commander.  Piofessors  of 
military  science  and  tactics  may  employ 
the  necessary  drayage  for  hauling  Gov- 
ernment equipment  from  the  local  rail- 
road delivery  point  to  the  institution 
and  from  the  institution  to  the  local 
railroad  receiving  point  when  no  Gov- 
ernment transportation  is  available  or 
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when  the  Institution  has  no  transporta- 
tion. Just  accounts  will  be  submitted 
to  the  Army  commander  for  approval 
and  payment. 

§542.11  Government  property.  The 
official  of  the  institution  designated  by 
the  head  of  the  institution  under  the 
provisions  of  paragraph  (a)  (2)  of  this 
section  will  perform  the  duties  Indicated 
In  this  section. 

(a)  Accounting,  d)  Government 
property  Issued  to  educational  institu- 
tions under  the  provisions  of  the  Act 
of  Congress  cited  in  §  542.1  must  be 
accounted  for  on  blank  forms  furnished 
by  the  Department  of  the  Army  for  this 
purpose. 

<2)  The  president  or  other  authority 
of  the  institution  will  be  requested  to 
designate  an  official  of  the  institution  as 
authorized  to  sign  all  property  papers  for 
the  institution  and  account  for  the  prop- 
erty in  the  name  of  and  for  the  institu- 
tion. This  authority  in  the  form  of  a 
certificate  will  be  transmitted  to  the 
army  commander.  The  official  so  desig- 
nated will  be  referred  to  as  "The  Mili- 
tary Property  Custodian." 

<3)  Maintenance  of  accounting  rec- 
ords will  conform  to  the  applicable  pro- 
visions of  AR  35-6520  dealing  with  ac- 
countability for  property  issued  to  edu- 
cational institutions. 

<b'  Lost,  destroyed,  or  damaged.  <1) 
Government  property  which  becomes  un- 
serviceable through  fair  wear  and  tear 
incident  to  the  proper  and  authorized 
use  of  such  property  will  be  replaced  or 
repaired  at  the  expense  of  the  United 
States.  Such  property  may  be  dropped 
from  the  institutions  accountability  on 
an  approved  WD  AGO  Form  15  "Report 
of  Survey/.  However,  should  the  ap- 
proved Form  15  direct  the  shipment  of 
the  unserviceable  property  to  a  United 
States  Army  depot,  arsenal,  or  Installa- 
tion, a  copy  of  the  report  of  survey  au- 
thorizing the  .shipment  will  be  attached 
to  the  shipping  document  by  the'  con- 
signor when  making  such  shipment.  In 
this  case,  the  retained  copy  of  the  ship- 
ping document  supported  by  a  copy  of  re- 
port of  survey  will  constitute  the  credit 
voucher. 

«2»  Government  property  lost,  de- 
stroyed, or  damaged  by  fire,  flood,  theft, 
tornado,  or  other  similar  cau.ses.  with- 
out fault  or  neglect  on  the  part  of  the 
institution,  its  servants,  or  employees, 
or  any  member  of  Its  student  body  re- 
ceiving military  training,  will  be  re- 
placed at  the  expen.se  of  the  United 
States,  except  when  the  institution  has 
Insurance  coverage  against  such  losses. 
To  determine  whether  such  loss,  de- 
struction, or  damage  was  without  fault 
-or  neglect  on  the  part  of  the  institution, 
its  servants  or  employees,  or  members  of 
its  student  body  receiving  military  train- 
ing, a  survey  will  be  made  as  provided 
In  AR  35-^640.'  The  surveying  officer  will 
be  appointed  by  the  army  commander. 
<3J  All  other  loss,  destruction,  dam- 
age, or  deterioration  of  Government 
property  for  which  an  Institution  is  ac- 
countable will  be  made  good  by  the  in- 

'  Administrative  regulations  of  the  De- 
partment of  the  Army  relative  to  lost,  de- 
stroyed, damaeed,  or  unserviceable,  prop- 
erty. 


567 

stitution,  and  army  commander  will  take 
necessary  action  to  cause  reimburse- 
ment to  be  made  to  the  United  States  for 
such  loss,  destruction,  damage,  or  de- 
terioration. 

'4)  Whenever  Government  property 
for  which  an  institution  Is  accountable 
is  lost,  whatever  the  cau.se,  the  institution 
authorities  will  Immediately  notify  the 
army  commander.  In  case  arms  are  lost 
the  army  commander  and  The  Adjutant 
General  ^Attn:  AGAO-R >  will  be  noti- 
fied immediately  by  wire  and  the  au- 
thorities of  the  institution  will  also  notify 
the  proper  civil  authorities,  with  a  view 
of  seizing  the  arms,  if  found,  and  of 
prosecuting  all  person?  concerned  in  the 
Illegal  possession  thereof. 

(c)  Inventories— (1)  By  whom  and 
when  made.  (i»  Inventories  of  all  Gov- 
ernment property  at  each  institution  will 
be  made  at  least  once  each  year  by  the 
official  of  the  Institution  authorized  to 
account  for  the  property  in  accordance 
with  AR  35-6520.  This  annual  inventory 
will  be  made  during  the  period  between 
the  close  of  the  spring  term  of  one  aca- 
demic year  and  the  opening  of  the  fall 
term  of  the  following  academic  year  An 
Army  officer  on  active  duty  designated 
by  the  army  commander  will  assist  at 
the  inventory,  and  will  verify  entry  of 
Inventory  balances. 

•ii»  In  the  case  of  arms  and  other 
items  bearing  numbers,  the  .<:erial  num- 
ber of  each  weapon  or  similar  item  will 
Qe  checked.  The  contents  of  packages 
containing  such  items  will,  upon  receipt 
thereof,  be  examined  and  verified  a«;  to 
quantity  and  serial  numbers.  Arms  and 
ammunition  not  to  be  put  to  immediate 
use  will  be  placed  in  original  containers 
which  will  be  closed,  resealed,  and 
marked  to  show  date  of  such  examina- 
tions and  verification.  The  same  pro- 
cedure will  be  followed  when  account- 
ability for  property  is  transferred,  and  at 
each  subsequent  annual  inventory.  Dur- 
ing the  interim  between  inventories,  the 
seals  will  be  inspected  at  frequent  in- 
tervals. 

(lii)  The  result  of  .such  Inventory  and 
also  the  balances  appearing  on  the  stock 
record  account  will  be  entered,  segregated 
according  to  technical  services,  on  the 
form  prescribed  in  subparagraph  (2)  of 
this  paragraph  (In  duplicate).  The  orig- 
inal will  be  certified  as  correct  and  for- 
warded to  the  army  commander  and  the 
duplicate  copy  retained  by  the  institu- 
tion authorities. 

<2>  Form.  The  report  of  Inventory 
and  stock  record  balances  will  be  pre- 
pared by  the  militarj'  property  custodian 
on  WD  AGO  Forjp  444  (Inventory  Ad- 
justment Report),  and  will  be  supported 
by  a  list  of  the  .serial  numbers  of  all  fire- 
arms, which  will  be  attached  to  each  copy 
of  the  Inventory. 

<d>  Overages  to  be  taken  up  on  the 
stock  record  account.  Any  overages  dis- 
closed by  the  Inventory  will  be  taken  up 
on  the  stock  record  account  of  the  In- 
stitution as  "Found  at  School."  Report 
of  survey  will  be  Initiated  to  cover  all 
shortages  disclosed  by  the  inventory  un- 
less the  authorities  of  the  Institution 
acknowledge  liability  for  the  loss  and 
make  payment  therefor  as  contemplated 
In  paragraph  (b)  (3)  of  this  secUon, 
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I  542.12  Bonds,  (a)  A  bond,  for  the 
care  and  safekeeping  of  all  Government 
property  Issued,  and  for  Its  return  when 
required,  will  be  furnished  to  and  filed 
by  the  army  commander  on  WD  AGO 
Form  10-50  <Bond  for  Safekeeping  Arms. 
Tentage.  and  Equipment  Issued  to  Edu- 
cational Institution)  or  WD  AGO  Form 
10-51  (Bond  for  Safekeeping  of  Public 
Animals.  Arms.  Ammunition.  Supplies. 
Uniforms.  Equipment,  etc..  Issued  to  Ed- 
ucational Institutions)  after  approval 
thereof  by  the  army  Judge  advocate  as 
to  legal  sufficiency  form,  and  correctness 
of  execution. 

(b)  Government  property  In  an 
amount  In  excess  of  that  covered  by  the 
bond  will  not  be  Issued.  Educational 
Institutions  will  execute  bonds  covering 
the  full  Invoice  value  of  property  issued 
or  to  be  issued  and  required  to  be  ac- 
counted for.  plus  an  additional  15  per- 
cent in  order  that  any  reasonable  expan- 
sion may  be  met  by  the  supply  depart- 
ments without  entailing  the  necessity 
for  the  execution  of  a  new  bond  (see 
(§  542.3  <c)).  Blank  forms  for  bonds 
and  instructions  for  their  preparation 
will  be  obtained  from  army  commanders. 

(c)  Institutions  which  belong  to  one 
of  the  three  following  classes  may  be 
their  own  surety: 

(1)  Institutions  operating  under  State 

charter. 

(2)  Institutions  directly  under  control 
of  municipalities. 

(3)  Institutions  which  are  corpo^- 
tions. 

(d>  The  high  schools  of  the  District  of 
Columbia  are  not  required  to  furnish 
bond,  as  contemplated  In  paragraph* 
(a>  and  (b»  of  this  section.  (See  act 
March  3,  1925  (43  Stat.  1232)) 

(e)  Bonds  furnished  in  accordance 
with  the  above  instructions  will  be  ter- 
minated when  there  Is  no  need  for  their 
continuance,  and  will  be  kept  on  file  at 
army  headquarters.  Notice  of  such  ter- 
mination will  be  sent  to  Institutions  con- 
cerned. 

5  542  13  Arms,  equipment,  and  spare 
part  allowances.  The  Issue  of  property 
under  the  authority  of  the  act  of  Con- 
gress cited  in  §  542.1.  Is  limited  to  that 
specified  in  paragraphs  (a)  and  <b)  of 
this  section,  unless  additional  equipment 
Is  authorized  by  the  Department  of  the 
Army. 

( a  >  Arms  and  equipment.  The  follow- 
ing arms  and  equipment  are  designated 
for  Lssue  to  educational  Institutions  un- 
der the  provisions  of  the  act  of  Congress 
cited  in  §  542.1.  ^he  model  depending 
upon  available  supply: 

(1)  For  each  studmit  undergoing  mili- 
tary training. 

1  rifle  (conrplete).  to  includ*  1  oiler  and 
thong  case  aiid  1  brush  and  thong. 
1  gun  sUng. 

(2)  For  every  25  students  participating 

in  gallery  practice. 

1  gallery  practice  rifle,  caliber  .22.  and 
necessary  appeudanges. 

(3)  Miscellaneous. 

Tor  each  2  rifles.  1  screw  driver. 
For  each  8  rlflea,  1  cleaning  rod. 
For  each  10  rifles,  or  major  fraction  there- 
of. 1  cheat,  arms. 
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(b)    Spare  parts  and  cleaning  mate- 
rials.   First  and  second  echelon. 

S  542.14    Maintenance  and  equip- 
ment— (a)  Organizational  maintenance 
by  the  institution.    The  authorities  of 
the  Institutions  will  be  responsible  for 
organizational    (1st    and    2d    echelon) 
maintenance  and  must  provide  manual 
labor  connected  therewith.    To  accom- 
plish this  mission,  the  Government  will 
issue  to  Institutions  on  properly  approved 
requisitions,  from  the  institution,  such 
spare   parts,  tools,   cleaning   materials, 
and  technical  publications  as  are  neces- 
sary.   If  spare  parts,  implements,  ap- 
pendages, etc..   are  to   replace  similar 
articles  which  have  become  unservice- 
able through  fair  wear  and  tear  Incident 
to  proper  and  authorized  use.  the  pack- 
ing and  handling  charges,  transportation 
charges,  and  the  cost  of  the  articles,  if 
any.  will  be  borne  by  ROTC  funds  allo- 
cated to  the  head  of  the  appropriate 
technical  service.    In  the  event  equip- 
ment requires  repair  beyond  the  capa- 
bilities of  the  Institution,  the  institution 
authorities  will  Immediately  notify  the 
army  commander.    Subsequent  evacua- 
tion action  will  be  taken  by  the  Institu- 
tion   In    accordance    with    instructions 
issued  by  the  army  commander. 

(b)  Field  and  base  maintenance. 
Army  commanders  will  be  responsible 
for  field  maintenance.  Heads  of  tech- 
nical services  will  be  responsible  for  base 
maintenance.  The  costs  of  labor,  trans- 
portation, packing,  and  handling  will  be 
paid  from  Reserve  Officers'  Training 
Corps  funds  allocated  to  army  com- 
manders and  to  the  heads  of  technical 
services. 

S  542.15  Care  and  safekeeping  of  arms, 
equipment,  etc.  The  authorities  of  In- 
stitutions are  responsible  for  the  care  and 
safekeeping  of  arms,  ammunition,  and 
equipment  which  have  been  issued  to 
them,  and  for  seeing  that  proper  pre- 
cautions are  taken  to  prevent  arms, 
ammunition,  and  equipment  from  being 
Improperly  used  and  from  falling  into 
the  hands  of  Irresponsible  persons. 

§  542.16  U.  S.  Military  Academy.  West 
Point.  New  York.  (See  Part  575.  Sub- 
chapter F  of  this  chapter.) 


[seal!  Edward  P.  Witsell. 

Af a^of  General, 
The  Adjutant  General. 

(P.    R.    Doc.    49-946;     Filed    Feb.    8.    1949; 
8:40  a.  m.l 


TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'  RELIEF 
Chapter  I — Veterans'  Administration 

Part  3 — Veterans  Claims 

miscellaneous  amendments 

1.  In  S  3.0.  paragraph  (b)  Is  amended 
to  read  as  follows! 

I  3.0  World  Wars  I  and  //.••• 
(b)  World  War  n  shall  comprise  the 
period  from  December  7. 1941,  to  Decem- 
ber 31. 1946,  both  dates  inclusive  (section 
9  (a).  Public  Law  144.  78th  Congress). 
Veterans  Regulation  1  (a).  Part  I.  as 
amended  (38  U.  S.  C.  ch.  12).  is  applica- 


ble In  determination  of  entitlement  to 
disability  compensation  and  allows  war- 
time rates  and  criteria  (1)  In  cases  where 
there  was  service  during  the  period  De- 
cember 7.  1941.  to  December  31.  1946, 
and  (2)  where  service  began  during  such 
period   and   continued  thereafter,   and 
disability  occurred  or  resulted  from  In- 
juries or  disea.ses  or  aggravation  of  pre- 
existing Injuries  or  diseases  In   active 
service  as  to  d)  during  the  period  speci- 
fied therein  and  as  to  (ii)   during  the 
period  beginning  December  7.  1941,  and 
ending   at  midnight  on  July  25.  1947. 
However,  by  virtue  of  Part  II,  Veterans 
Regulation  1  (a)   (38  U.  S.  C.  ch.  12>,  as 
amended  by  Public  Law  359,  77th  Con- 
gress, as  amended,  disabilities  Incurred 
or  aggravated  In  an  enlistment  or  em- 
ployment entered  Into  on  and  after  Jan- 
uary 1,  1947,  and  suffered  prior  to  the 
official  termination  of  the  war.  ;July  25, 
1947,  are  compensable  at  Regulation  1 
(a).  Part  I.  as  amended  <38  U.  S.  C.  ch. 
12  > ,  rates.    The  criteria  governing  serv- 
ice connection  or  other  conditions  of  en- 
titlement in  cases  of  this  latter  category 
will  be  those  provided  in  Veterans  Regu- 
lation 1   <a).  Part  n.  as  amended  (38 
U.  S.  C.  ch.  12). 

2.  In  S  3.1,  paragraphs  (c>,  (k)  and 
paragraph  (m)  (2)  are  amended,  and 
new  paragraphs  <z)  and  <aa)  aj^  added: 

5  3  1  Persons  included  in  the  acts  i" 
addition  to  commissioned  officers  and 
enlisted  men.     •     •     • 

(c)   Philippine    Scouts    and     others. 
Philippine  Scouts,  the  Insular  Force  of 
the  Navy.  Samoan   Native  Guard,  and 
Samoan  Native  Band  of  the  Navy  are     ■ 
within  the  terms  of  the  acts,  except  that 
neither  the  Philippine  Scouts  nor  the 
Insular  Force  of  the  Navy  were,  or  are 
Included  In  Article  II  of  the  War  Risk 
Insurance    Act.     However.     Philippine 
Scouts  enlLsted  under  section  14  of  Pub- 
lic  Law    190.   79th   Congress,   approved 
October  6,  1945,  are  subject  to  the  limi- 
tations contained  In  Public  Law  391,  79th 
Congress.    Benefits  are  accordingly  lim- 
ited to  compensation  payable  for  service- 
connected  disability  or  death.    Members 
of  the  organized  military  forces  of  the 
Government  of  the  Commonwealth  of 
the  Philippines  are  Included  for  purpo.ses 
of  the  laws  administered  by  the  Veterans' 
Administration  providing  for  the  pay- 
ment of  compensation  on  account  of 
service-connected    disability    or    death 
from  and  after  the  dates  and  hours,  re-   * 
spectlvely,   that   they   were   called   Into 
service  of  the  armed  forces  of  the  United 
States  by  orders  Issued  from  time  to 
time    by    the    General    Officer.    United 
States  Army,  designated  by  the  Secre- 
tary of  War.     (Section  2.  (a)  (12 >,  Pub- 
lic No.   127,  73d   Congress  and   Public 
Law  301,  79th  Congress)    Persons  who 
served  as  guerrillas  under  a  comtnis- 
sloned  officer  of  the  United  States  Army, 
Navy,  or  Marine  Corps,  or  under  a  com- 
mi.ssioned  officer  of  the  Commonwealth 
Army    recognized    by    and    cooperating 
with  the  United  States  Forces  are  also 
included.    However,  unless  the  record 
shows  examination  at  time  of  entrance 
Into  the  armed   forces  of   the  United 
States,  such  persons  are  not  entitled  to 
the    presumption    of    soundness.     Thi^ 
will   also   apply   upon   re-entering   the 
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armed  forces  after  a  period  of  Inactive 
service.    Service  of  such  Commonwealth 
forces  in  the  United  States  armed  forces 
was  terminated  as  of  June  30.  1946,  by 
the  military  order  of  the  President  dated 
July  1.  1C46.        (Therefore,  such  Philip- 
pine Army  service  rendered  on  or  after 
July  1,  1946.  Ls  not  service  in  the  United 
States  armed  forces  within  the  purview 
of  the  laws  administered  by  the  Veterans' 
Administration.)       Compensation    pay- 
able to  members  of  the  organized  mili- 
tary forces  of  the  Government  of  the 
Commonwealth  of  the  Philippines,  under 
the  conditions  set  forth  above,  and  to 
Philippine   Scouts    who   enlisted   under 
section   14.  Public  Law   ISO,  79:h  Con- 
press,  shall  be  paid  at  the  rate  of  one 
Philippine  peso  for  each  dollar  author- 
ized to  be  paid  under  the  laws  providing 
for  such  compensation. 

•  •  •  •  • 

(k>   Mcnjbcrs  of  training  camps  au- 
thorized bu  law.     Except  as  to  persons 
who  served  as  members  of  students  army 
training  corps  camps  held  at  the  Presidio 
of  San  Francisco,  Plattsburg,  New  York, 
and  Fort  Sheridan,  Illinois,  from  July 
18,  1918.  to  September  16.  1918,  members 
of  training  camps  authorized  by  section 
54  of  the  National  Defcn.'-e  Act.  are  in- 
cluded.     Reserve  officers  and  members 
of  the  enlisted  reserves  of  the  United 
States  Army.  Navy,  or  Marine  Corps,  or- 
dered to  active  duty,  including  duty  for 
training,   are  entitled   to   compensation 
under   Public    No.    159.    75th   Congress. 
Members  of  the  Coast  Guard  Reserve, 
other  than  temporary  members  thereof, 
are  also  entitled  thereunder  by  virtue  of 
the  provisions  of  section  211.  Public  Law 
8.  77th  Congre.ss.    Reserve  officers.  Army 
of  the  United  States,  who  were  called  or 
ordered  into  the  active  military  service 
by  the  Federal  Government  for  extended 
military  service  in  excess  of  30  days  on 
or  subsequent  to  February  28.  1925.  other 
than  for  service  with  the  Civilian  Con- 
servation Corps,  and  who  are  now  dis- 
abled from  disease  or  injury  contracted 
or  received  in  line  of  duty  while  .so  em- 
ployed, shall  be  deemed  to  have  been  in 
the  active  military  service  during  such 
period  and  shall  be  entitled  to  the  bene- 
fits  provided   by  Public   Law   262.   77th 
Congress. 

•  •  •  •  « 

(m)  Under  Public  Law  No.  2,  73d  Con- 
gress and  Public  Law  300.  78th  Congress 
•     •     • 

(2)  (i)  Under  Public  Law  300,  80th 
Congress.  Any  person  who  on  or  after 
August  27.  1940.  and  prior  to  January 
1,  1947,  applied  for  enlistment  or  enroll- 
ment in  the  active  military  or  naval  forces 
and  who  was  provisionally  accepted  and 
directed  or  ordered  to  report  to  a  place 
for  final  acceptance  into  such  military 
or  naval  service,  or  who  was  selected  for 
service  and  after  reporting  pursuant  to 
the  call  of  his  local  board  and  prior  to 
rejection,  who  after  being  callfd  In  the 
Federal  service  as  a  member  of  the  Na- 
tional Guard  but  before  being  enrolled 
for  the  Federal  service,  or  who  after  be- 
ing called  Into  active  service  as  a  member 
of  the  reserve  but  prior  to  reporting  at 
camp  for  such  service,  suffered  an  Injury 
or  a  disease  In  line  of  duty  and  not  the 
result  of  his  own  willful  misconduct,  Is 
i^o.  26 2 
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Inclutjed:  Provided.  That  payments  of 
compensation  under  the  terms  of  this 
subparagraph  shall  not  be  effective  prior 
to  May  11,  1944. 

(ID  The  provisions  of  Public  Law  300, 
78th  Congress,  attach  whenever  a  person 
Is  acting  pursuant  to  an  order  of  his  draft 
board,  including  an  order  to  report  to 
the  board  for  a  preinduction  examina- 
tion.   The  protection  covers  any  injury 
or  disease  which  was  acquired  during 
time  spent  away  from  home  or  en  route 
home  in  connection  with  such  order  and 
as  a  result  thereof.    An  injury  or  dis- 
ease v.hich  was  suffered  on  the  trip  when 
reporting  for  active  duty  or  final  induc- 
tion is  covered.     The  injury  or  disease 
to  be  compensable  must  be  attributable 
to  .some  cause  or  factor  relating  to  his 
activity  in  connection  with  complying 
with  proper  orders.    These  provisions  do 
not  extend  to  such  persons  as  to  disease 
or  injury  suffered  during  the  period  of 
inactive  duty  or  period  of  waiting  after 
passing  final  physical  examination  and 
prior  to  beginning  the  trip  to  report  for 
induction.    Such  protection  al.so  applies 
to  a  member  of  the  National  Guard  after 
he  reports  to  a  designated  rendezvous 
pursuant  to  proper  call. 

•  •  •  •  • 

(z  I  Aerial  transportation  of  mail  (Pub- 
lic No.  140,  73d  Congress).  Compen.'^a- 
tion  at  the  rates  provided  by  Veterans 
Rejrulation  1  (a).  Part  I,  as  amended  <38 
U.  S.  C.  ch.  12 » ,  is  payable  to  any  officer 
(including  warrant  and  reserve  officers), 
or  any  enlisted  man,  or  his  dependents 
where  Injury  or  death  occurs  while  serv- 
ing pursuant  to  the  provisions  of  Public 
No.  140,  73d  Congress.  In  the  event  of 
injury  of  any  such  officer  or  enlisted  man 
the  degree  of  disability  resulting  there- 
from will  be  evaluated  under  the  1945 
Rating  Schedule  and  extensions.  The 
officer  or  enlisted  man  may  elect  to  re- 
ceive either  the  compensation  under  Vet- 
erans Regulation  1  (a).  Part  I  as 
amended  (38  U.  S.  C.  ch.  12).  or  the  ben- 
efits provided  by  section  5  of  Public 
No.  140,  73d  Congress. 

(aa)  Volunteer  Reserve.  Navy.  Mem- 
bers of  the  Naval  Volunteer  Reserve  (as 
distinguished  from  members  of  the  or- 
ganized reserve),  if  otherwise  entitled 
may  be  awarded  compensation  under 
Veterans  Regulation  1  (a).  Part  II,  para- 
graph 1  (a),  as  amended  (38  U.  S.  C. 
ch.  12),  for  disability  or  death  incurred 
during  active  naval  service  In  time  of 
peace.    (55  Stat.  12;  14  U.  S.  C.  311) 

3.  In   §3.2  paragraphs   (b).  (c),  and 
(d)   are  amended,  and  paragraphs  (e) 
(f).  (g)  and  (h)  are  canceled. 

5  3.2     Persons    not    included   in    the 
acts.     •     •     • 

(b)  Members  of  the  National  Guard 
Members  of  the  National  Guard  ordered 
to  active  duty  for  training  are  not,  under 
section  112  of  the  National  Defense  Act 
of  June  3,  1916,  as  amended  June  15 
1933.  or  under  Public  No.  159,  75th  Con- 
gress, entitled  to  compensation. 

(e)  Organized  Military  Forces  of  the 
Government  of  the  Commonwealth  of  the 
Philippines.    See  8  31  (c). 

(d)  Temporary  Members  of  the  Coast 
Guard  Reserve.  Temporary  members  of 
such  reserve  are  not  within  the  purview 
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of  the  laws  governing  the  Veterans'  Ad- 
ministration. 

4.  In  §  3.5  paragraph  (e)  Is  amended 
to  read  as  follows: 

§  3.5      Jurisdiction    of    rating    board. 

•     •     • 

(e)  If  it  is  decided  that  an  appeal  Is 
to  be  taken  by  one  of  the  official.;  desicr- 
nated  in  §  19.7  of  this  chapter,  the  cJairn- 
ant  or  his  representative  will  be  promptly 
informed  concerning  the  question  at  is- 
sue and  concerning  his  right  of  appear- 
ance or  representation  before  the  rating 
board  or  the  board  of  veterans  appeals. 
As  provided  in  Veterans'  Adminislration 
claims  procedure,  the  formal  hearing  in 
the  field  office  will  be  in  lieu  of  a  formal 
hearing  before  the  board  of  veterans  ap- 
peals, except  in  the  unusual  case  when  a 
special  appearance  by  the  veteran  or  his 
repiesentative  before  the  board  of  veter- 
ans appeals  may  be  considered  necessary. 
The  hearing  will  not  be  accept^  to  .serve 
as  a  basis  for  reversal  of  the  majority 
decision,  but  .such  action  as  may  be  indi- 
cated will  be  taken  where  new  and  ma- 
terial evidence  is  submitted  or  where  the 
further  development  of  evidence  would 
appear  to  be  advisable  on  information 
submitted  by  or  in  behalf  of  the  claim- 
ant.   A  transcribed  record  of  the  hearing 
will  be  filed.    If.  upon  being  informed  of 
the  administrative  appeal,  the  claimant 
or  his  representative  elects  to  present 
additional  evidence  or  argument,  such 
election  will  be  deemed  to  be  an  appeal, 
and  the  two  appeals  will  be  merged  and 
considered  in  accordance  with  the  provi- 
sions of  §  3.328. 

5.  Section  3.12  Is  amended  to  read  as 
follows : 

§  3.12  Adjudication  of  applications  of 
employee-claimants.  Applications  for 
disability  compensation  or  pension,  pre- 
sented by  veterans  in  the  employ  of  the 
Veterans'  Administration  will  be  adjudi- 
cated in  the  claims  division,  veterans 
claims  service,  central  office.  Accord- 
ingly, all  such  applications  will  be  trans- 
ferred by  field  offices  to  central  office 
when  an  employee-claimant  in  either  the 
classified  or  unclassified  service  or  a 
member-employee  has  been  continuously 
employed  for  90  days  provided  th^t  no 
adjudication  Is  necessary  during  such 
period.  If  any  adjudication  is  necessary 
in  the  case  of  an  employee-claimant  dur- 
ing the  90  day  period,  such  claim  will  ba 
transferred  to  central  office  immediately. 
fSec.  5,  43  Stat.  608  sees.  1,  2.  46  Stat. 
1016,  sec.  7.  48  Stat.  9;  38  U.  S.  C.  11,  11a. 
426,  707) 

6.  Sections  3.13  and  3.14  are  hereby 
canceled. 

[  §  3.13  Adjudication  of  applications  of 
veterans  residing  in  Washington.  D.  C. 
Canceled.] 

[§3.14  Public  No.  140,  73d  Congress 
(aerial  transportation  of  mail).  Can- 
celed.] 

7.  A  new  g  3.29,  Is  added  to  Part  3. 

§  3.29  Computation  of  time  limit  for 
filing  claims  or  evidence  or  within  which 
an  act  is  required  to  be  done.  In  com- 
puting the  time  limit  specified  by  the 
applicable  laws  for  the  filing  of  claims  or 
evidence  requested  by  the  Veterans'  Ad- 
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ministration  In  support  of  claims,  the 
anniversary  date  wiil  be  Included  in  the 
computation.  In  other  words  the  first 
day  of  the  period  will  be  excluded  and 
the  last  included.  This  rule  will  be  ap- 
plicable in  cases  in  which  the  time  limit 
expires  on  a  workday.  Where,  under 
this  rule  of  computation,  the  time  limit 
would  expire  on  a  non-workday,  the 
wo-.::day  next  succeeding  a  Saturday, 
Sunday,  or  other  holiday  will  be  in- 
c'uded  in  the  computation.  'Sec.  5.  43 
Stct  608.  sees.  1.  2.  46  Stat.  1016,  sec.  7, 
48  Stat.  9;  38  U.  S.  C.  11.  Ha.  426.  707) 

8.  In  §  3.31  paragraph  (d)   is  hereby 
amended. 

.i5  3.31    Physicians'  statements  and  lay 
ahdavits.     •     •     * 

(d>   Where  the  veteran  was  engaged 
in  combat  with  the  enemy  in  active  serv- 
ice with  a  military  or  naval  organ  Z'^tion 
of  the  United  States  during  a  war^cam- 
paign.  or  expedition,  satisfactory  lay  or 
other  evidence  of  service  incurrence  or 
aggravation  of  a  di.sease  or  injury  will  be 
accepted  as  sufficient  proof  establishing 
that  fact  if  consistent  with  the  circum- 
stances, conditions,  or  hardships  of  such 
service,  notwithstanding  there  is  no  offl- 
cial  record  of  such  incurrence  or  aggrava- 
tion: Provided.  That  service-connection 
is  not  rebutted  by  clear  and  convincmg 
evidence.     The  benefit  of  every  reason- 
able doubt  will  be  resolved  in  fi  vor  of 
such  veterans  and  the  reasons  for  grant- 
ing or  denying  service  connection  in  each 
such  case  shall  be  recorded  in  full.    <  Pub- 
lic Law  361.  77th  Congress*     See  §  3.77 
(b».    The  proximity  of  the  manifesta- 
tion of  a  di.sability  to  the  date  of  dis- 
charge from  service  and  the  evidentiary 
showing  of  the  circumstances  of  impris- 
onment   or    continuity    of    significant 
symptomatology   will    be   given   careful 
consideration. 

9.  Sections  3  42  and  3. 44  are  amended 
to  read  as  follows: 

§  3  42     Definition  of  child  for  purposes 
of  Public  No.  2,  73d  Congress,  Public  No. 
141,  73d  Conprcss,  Public  No.   484,  73d 
Congress.  Public  No.  269,  74th  Congress. 
On  or  after  July  13. 1943.  for  the  purposes 
of  Public  No.  2.  73d  Congress,  and  Public 
No.   141,  73d  Congress,  as  amended  by 
Public  Law  144,  78th  Congress,  the  term 
"child"  means  a  person  unmarried  and 
under  the  age  of  18  years,  unless  prior  to 
reaching  the  age  of  18  years  the  child 
becomes  or  has  become  permanently  in- 
capable of  self -support  by  reason  of  men- 
tal or  physical  defect,  who  is  a  legitimate 
child;  a  child  legally  adopted;  a  stepchild 
If  a  member  of  the  man's  household ;  an 
illegitimate  child,  but  as  to  the  father, 
only  if  the  requirements  of  §  3.45  are  met. 
As  to  the  mother  of  an  illegitimate  child 
proof  of  birth  is  all  that  is  required: 
Provided.  That  the  payment  of  pension 
or  compensation  shall  be  continued  after 
the  eighteenth  birthday  and  until  com- 
pletion of  education  or  training  »but  not 
after  such  child  reaches  the  age  of  21 
years)  to  any  child  who  is  or  may  here- 
after be  pursuing  a  course  of  instruction 
at  a  school,  college,  academy,  seminary, 
technical  institute  or  university,  particu- 
larly designated  by  him  and  approved  by 
the    Administrator,    which    shall    have 
agreed  to  report  to  the  Administrator  the 
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termination  of  attendance  of  such  child, 
and  if  any  such  institution  of  learning 
fails  to  make  such  report  promptly  the 
approval  shall  be  withdrawn.     (Section 

I,  Public  Law  144,  78th  Congress)  <Sec. 
5,  43  Stat.  608.  sees.  1,  2.  46  Stat.  1016, 
sec.  7,  48  Stat.  9,  sec.  3,  48  Stat.  1281.  49 
Stat.  614,  sec.  1.  57  Stat.  554;  38  U.  S.  C. 

II,  Ha.  368,  426,  707) 

§  3.44  Veteran's  child  adopted  by 
another  person.  A  child  of  a  veteran 
adopted  out  of  the  family  of  the  veteran 
is,  nevertheless,  a  "child"  within  the 
meaning  of  that  term  as  defined  in  para- 
graph VI,  Veterans  Regulation  10  la) 
(38  U.  S.  C.  ch.  12) ;  except  that  no  ap- 
portionment will  be  authorized  other 
than  in  the  additional  amount  specifi- 
cally provided  by  Public  Law  877.  80th 
Congress,  to  be  paid  on  account  of  the 
child.  (Sec.  5.  43  Stat.  608.  sees.  1,  2. 
46  Stat.  1016.  .sec.  7.  48  Stat.  9:  38  U.  S.  C. 
11,  11a,  426.  707.  Public  Law  877.  80th 
Congress  > 

10.  The  cross  reference  following  S  3.51 
is  amended  to  read  as  follows: 

Cross  Reference:  For  procedure,  see  Vet- 
erans Administration  claims  procedure. 

11.  Paragraph  (g)  of  §  3.55  is  amended 
to  read  as  follows: 

§  3.55  Proof  of  death.  •  •  • 
(g»  In  cases  wherein  proof  of  death, 
as  defined  in  paragraphs  (a)  to  <f».  of 
this  section  cannot  be  furnLshed,  the  di- 
rector of  claims  service  in  branch  office 
cases  or  the  director,  dependents  and 
beneficiaries  claims  service,  in  central 
office  cases,  may  make  a  finding  of  fact 
of  death  where  death  is  otherwise  shown 
ty  competent  evidence.  Where  It  Is  In- 
dicated that  the  veteran  died  under  cir- 
cumstances which  precluded  recovery  or 
identification  of  the  body,  the  fact  of 
death  should  be  established  by  the  best 
evidence,  which  from  the  nature  of  the 
case  must  be  supposed  to  exist. 

12.  Paragraph  'b)  of  §  3.59  is  amended 
to  read  as  follows: 

5  3.59    Active  service  under  Public  No. 
2,  73d  Congress.     *     '     * 

(b)  Service  for  90  days  or  more,  re- 
quired by  Part  I,  paragraph  I  (c).  and 
service  for  6  months  or  more,  required  by 
Part   II.  paragraph  I    <b)    of  Veterans 
Regulation  1  <a)  (38  U.  S.  C.  ch.  12),  will 
mean  continuous,  active  service,  as  de- 
fined in  paragraph  (a)   of  this  .section 
during  one  or  more  enlistment  periods. 
For  the  purpose  o4  Part  I  of  Veterans 
Regulation  1  (a) ,  as  amended  (38  U.  S.  C. 
ch.  12),  such  active  service  must  have 
been  during  an  enlistment  or  enlistments 
shown  to  have  begun  prior  to  the  termi- 
nation of  a  service  period  specified  by 
Veterans  Regulation   1    (a>.  Part  I.   as 
amended  (38  U.  S.  C.  ch.  12).    The  serv- 
ice requirements  in  claims  for  pension 
for  disabilities  not  the  result  of  service 
are  defined  In  Part  III.  paragraph  I  (d), 
of  Veterans  Regulation  1  (a),  and  para- 
graph 3  of  Veterans  Regulation  1  (c)  (38 
U.  S.  C.  ch.  12) .  as  modified  by  Public  No. 
344,  74th  Congress.    A  veteran  In  active 
service  on  April  6,  1917,  or  December  7. 
1941.    who    was    discharged    therefrom 
without  serving  90  days  during  World 
War  I  or  ^.  respectively,  as  defined  by 
existing  regulations,  will  be   given,  If 


otherwise  in  order,  the  benefit  of  the  pro- 
visions of  Veterans  Regulation  1  (a). 
Part  I,  paragraph  I  (c)  (38  U.  S.  C.  ch. 
12) ,  if  he  had  90  days  continuous  service. 

13.  Paragraph  (b)  of  5  3.61  is  amended 
to  read  as  follows : 

§  3.61     Validity  of  enlistment  a  pre- 
requisite to  enlistment.     •     •     • 

(b)   Misrepresentation  of  age.    Public 
No.  457.  74th  Congress  (March  3,  1936). 
provides  that  in  the  administration  of 
any  laws  conferring  rights,  privileges,  or 
benefits  upon  honorably  discharged  sol- 
diers of  the  United  States  Army,  their 
widows,  and  dependent  children,  a  sol- 
dier who  served  as  an  enlisted  man  be- 
tween April  6,  1917,  and  November  11, 
1918,  both  dates  Inclusive,  and  who  was 
discharged  for  fraudulent  enlistment  on 
account  of  minority  or  misrepresentation 
of  age.  shall  hereafter  be  held  and  con- 
sidered to  have  been  discharged  honor- 
ably from  the  military  service  on  the 
date  of  his  actual  separation  therefrom 
if  his  service  otherwise  was  such  as  would 
have  entitled  him  to  an  honorable  dis- 
charge.    These  provi.slons  of  Public  No. 
467.  74th  Congre.ss.  are  extended  by  Pub- 
lic No.  412.  76th  Congress.  February  9. 
1940 ) .  to  di-scharged  sailors  of  the  United 
States  Navy  and  discharged  marines  of 
the  United  States  Marine  Corps,  their 
widows  and  dependent  children.    Public 
No.  108.  75th  Congre.ss,  provides  that  a 
per.son  who  enlisted  in  the  Army  between 
April  21.   1898.  and  July  4.   1902.  both 
dates  inclusive,  and  who  was  discharged 
for  fraudulent  enlistment  on  account  of 
minority   or   misrepresentation   of   age 
.shall  hereafter  be  held  and  considered 
to  have  been  discharged  honorably  from 
the  military  service  on  the  date  of  his 
actual  separation  therefrom.  If  his  serv- 
ice otherwise  was  such  as  would  have  en- 
titled him   to  an   honorable  discharge 
The  determination  whether  the  veteran 
should  be  considered  to  have  been  honor- 
ably discharged  under  the  several  provi- 
sions of  this  .section  will  be  made  by  the 
appropriate  service  department  and  such 
determination  will  be  binding  on  the  Vet- 
erans"  Administration.    The   fact  that 
the  service  department  has  stated  that 
an  enlistment  is  void  ab  Initio,  and  can- 
celed same  because  of  misrepresentation 
of  age.  does  not  deprive  a  veteran  or  his 
dependents  of  benefits  to  which  he  or 
they  are  otherwi.se  entitled  under  Public 
No.  2.  73d  Congress,  as  amended. 

14.  New  55  3.62  and  3.78  are  added  to 
Part  3  to  read  as  follows: 

5  3.62  World  War  II:  eligibility  of 
persons  discharged  to  accept  a  commis- 
sion or  to  change  status.  The  discharge 
of  a  .service  person  to  accept  appoint- 
ment as  a  commissioned  or  warrant  offi- 
cer, or,  from  a  reserve  commission  to  ac- 
cept a  commission  in  the  Regular  Estab- 
lishment, or  to  re-enlLst,  prior  to  the  time 
he  was  eligible  for  discharge  from  war 
service,  either  under  the  point  or  length 
of  .service  system,  or  under  any  other 
criteria  In  effect,  is  a  qualified  and  con- 
ditional discharge,  and  does  not  consti- 
tute a  termination  of  the  person's  war 
service  for  compensation  and  pension 
purposes.  The  entire  service  in  such  case 
constitutes  one  period  of  service  and  the 
conditions  of  final  termination  of  active 
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service  will  govern  and  determine  basic 
eligibility  to  compensation  or  pension. 
(Sec.  5,  43  Stat.  608.  sees.  1,  2.  46  Stat. 
1016.  .sec.  7.  48  Stat.  9;  38  U.  S.  C.  11 
11a,  426,  707) 

8  3.78    Service  connection  on  a  factual 
haiis  under  Public  No.  2.  73d  Congress, 
and  Public  No.  141,  73d  Congress.    Sec- 
tions 3.80  through  3.102  are  not  to  be 
interpreted  to  the  exclusion  of  the  per- 
manent policy  of  the  Veterans'  Adminis- 
tration that  service  connection  may  be 
granted  for  any  disease  properly  diag- 
no.sed  after  discharge  from  wp.r  or  peace- 
time  swvice  when  all  the  evidence,  in- 
cluding lay  evidence  and  all   evidence 
pertinent  to  the  circumstances  of  serv- 
ice, establishes  under  the  usual  rules  in- 
cluding resolution  of  reasonable  doubt 
in  the  claimant's  favor  that  the  di.«ease 
was  incurred  in  service.     The  one  year 
presumptive  period  is  not  intended  to 
limit  service  connection  in  ea.';cs  involv- 
ing initial  diagnosis  at  a  later  date  when 
warranted  by  the  evidence.    Section  3.63 
(a)  provides  the  general  basis  of  service 
connection.    The  presumptive  provi.sions 
of  the  law  and  regulations  are  intended 
as  liberalizations   applicable   when   the 
evidence  would  not  warrant  service  con- 
nection without  their  aid.  and  should  in 
no  instance  be  applied  restrictively  when 
direct  service  connection  is  warranted 
•See.  5.  43  Stat.  608.  .sees.  1.  2.  46  Stat 
1016.  sec.  7,  48  Stat.  9;  38  U.  S.  C    11 
11a,  426,  707) 

15.  In  5  3  80  paragraphs  (a)  and  <b) 
are  amended  as  follows: 

5  3.80     Service  connection  for  chronic 
or  tropical  diseases,    (a)  Under  Veterans 
Regulation  No.  1  (a).  Part  I.  p-ragraph 
I  (c).  as  amended  (38  U.  S.  C.  ch.  12),  a 
chronic    or    tropical    di.sca.se    becoming 
manifest  to  a  degree  of  10  percent  or 
more  within  one  year  from  the  dale  of 
separation  from  active  wartime  service 
or  within  one  year  after  the  date  prior 
to  which  a  disability  must  have  been  in- 
curred as  provided  In  Veterans  Regula- 
tion No.  1  <a».  as  amended  (38  U.  S.  C. 
ch.  12),  whichever  is  the  earlier,  will  be 
considered  as  having  been  Incurred  in 
service  when  the  conditions  specified  In 
Veterans  Regulation  No.   1   (a).  Part  I. 
paragraph  I  (c> .  as  amended  (38  U.  S.  C. 
ch.    12),   are  met.    Service   incurrence 
will  be  e.«:tablished  under  subparagraph 
<a),  of  paragraph  I,  Part  I.  Veterans 
Regulation  1  (a)  (38  U.  S.  C.  ch.  12 »  for 
any  of  the  tropical  diseases  listed  in  §  3.86 
(b)  when  shown  to  exist  at  a  time  when 
standard  and  accepted  treatises  Indicate 
that  the  Incubation  period  of  the  diseases 
commenced  during  active  service.    Un- 
der Veterans  Regulation  No.  1  (ai,  Part 
II,  paragraph  I  (d>   (38  U.  S.  C.  ch.  12), 
a  tropical  disease  becoming  manife.st  t() 
a  degree  of  10  percent  or  more  within  one 
year  from  date  of  separation  from  serv- 
ice, or  at  a  time  when  standard  and  ac- 
cepted treatises  indicate  that  the  Incu- 
bation period  thereof  commenced  dur- 
ing active  service,  will  be  considered  as 
having  been  Incurred  In  service  when 
the  conditions  specified  In  Veterans  Reg- 
ulation No.  1  (a).  Part  II,  paragraph  I 
(d)   (38  U.  S.  C.  ch.  12)  are  met.    The 
factual  basis  may  be  established  by  medi- 
cal evidence,  competent  lay  evidence,  or 
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both.    Medical  evidence  should  set  forth 
the  physical  findings  and  symptomatol- 
ogy elicited  by  examination  within  the 
one  year  period ;  and  lay  evidence  should 
not   merely   contain   conclusions   based 
upon  opinion,  but  describe  the  material 
and  relevant  facts  as  to  the  veteran's  dis- 
ability   observed    during    such    period. 
Where  there  is  affirmative  evidence  to 
show  that  a  chronic  disorder  is  due  to  an 
Intercurrent  disease  or  injury  suffered 
between  the  date  of  separation  from  ac- 
tive service  and  the  onset  of  the  chronic 
di.<^order,  service  connection  under  this 
paragraph  will  not  be  accorded.     When 
service  connection  is  established  subse- 
quent manifestations  of  the  same  chronic 
disease,  unless  clearly  attributable  to  in- 
tercurrent causes,  at  no  matter  how  re- 
mote a  date,  are  service-connected.    This 
rule  does  not  mean  that  any  manifesta- 
tion of  joint  pain,  any  abnoiirsa'ity  of 
heart  action  or  heart  sounds,  any  urinary 
findings  of  casts,  or  any  cough,  in  service, 
will  permit  service  connection  of  arthri- 
tis, disease  of  the  heart,  nephritis,  or 
pulmonary  disease,  first  shown  as  a  clear- 
cut  clinical  entity  at  .«ome  later  date. 
For  the  showing  of  chronic  di.sease  in 
service  there  is  required  a  combination 
of  manifestations  sufiBcient  to  identify 
the  disea.se  entity  and  sufficient  observa- 
tion to  establish  chron  city  at  the  time, 
not  merely  i.solated  findings  or  diagnosis 
Including  the  word  "chronic".    When  the 
etiological  identity  Is  perfect,  as  leprosy, 
tuberculosis,  .■^^yphilis,  etc..  there  1    no  re- 
quirement of  evidentiary  showing  of  con- 
tinuity.   Continuity  of  symptomatology 
Is    required    only    where   the   condition 
noted  during  .service  Is  not  in  fact  shown 
to  be  chronic  or  where  the  diapno.^is  of 
chronicity    may    be    legitimately    ques- " 
tioned.     When    the   fact   of   chronicity 
during  service  is  not.  In  the  opinion  of 
the  adjudicating  agency,  adequately  sup- 
ported, then  there  may  be  reason  to  re- 
quire some  showing  of  continuity  after 
di.'icharge  to  .support  the  claim.    Hos- 
pital   confirmation    of    such    diagnoses 
made  after  discharge  from  service  Is  not 
routinety  required;  however,  the  veteran 
may  well  be  held  at  the  regional  office, 
hospital  or  center  for  recheck  on  the  fol- 
lowing day.  particularly  for  recheck  of 
blood  pressure,  urinalysis,  and  further 
laboratory  procedures,  if  in  order.   When 
hospitalization  is  required  It  should  not 
be  longer  than  ab.solutely  necessary  for 
confirmation  of  the  diagnosis. 

(b)  Evidence  which  may  be  considered 
In  rebuttal  of  service  Incurrence  of  a 
chronic  or  tropical  disease  will  be  any 
evidence  of  a  nature  usually  accepted  as 
competent  to  indicate  the  time  of  exist- 
ence or  Inception  of  disease,  and  medical 
Judgment  will  be  exercised  in  making  de- 
terminations relative  to  the  effect  of  in- 
tercurrent injury  or  disease.  The  expres- 
sion "affirmative  evidence  to  the  con- 
trary," appearing  in  Veterans  Regulation 
No.  1  (a).  Part  I,  paragraph  I  (c).  as 
amended  (38  U.  S.  C.  ch.  12 »,  or  the  ex- 
pression "clear  and  unmistakable  evi- 
dence" appearing  in  Veterans  Regulation 
No.  1  (a).  Part  II,  paragraph  I  (d)  (38 
U.  S.  C.  ch.  12),  will  not  be  taken  to  re- 
quire a  conclusive  showing,  but  such 
showing  as  would  In  sound  medical  rea- 
soning and  in  the  consideration  of  all 
evidence  of  record,  support  a  conclusion 
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that  the  disease  in  question  was  not  In- 
curred in  service  within  the  meaning  of 
Veterans  Regulation  No.  1  (a),  Parts  I 
or  II.  as  amended  (38  U.  S.  C.  ch.  12). 
As  to  tropical  diseases,  incurred  in  either 
wartime  or  peacetime  service,  the  fact 
that  the  veteran  had  no  .^crvice  in  the 
tropics  or  In  a  locality  having  a  high 
Incidence  of  the  disea.se,  may  be  con.sid- 
ered  as  evidence  to  rebut  the  presump- 
tion. The  record  must  be  negative  as  to 
inception  prior  or  subsequent  to  service, 
and  residence  during  the  year  following 
this  service  must  not  have  been  In  the 
tropics  or  In  a  region  where  the  particular 
disease  is  cndomic.  It  is  further  ncc';s- 
sary  in  di.sability  claims  that  the  condi- 
tions other  than  malaria  be  properly 
diagnosed  on  Veterans'  Administration 
examination.  The  known  incubation 
period  for  such  diseases  should  be  u^^ed 
as  a  factor  in  the  rebuttal  of  presumptive 
service  connection,  that  is,  to  'how  Inren- 
tion  prior  or  subsequent  to  active  service. 
(For  \\n  of  chronic  and  tropical  diseases 
see  §  3. £6.) 

•  •  •  •  • 

16.  Section  3.86  Is  amended  to  read  as 
follous: 

5  3.8G  Chronic  and  tropical  diseases 
under  Public  No.  2,  73d  Congress,  as 
amend: d  —  (a'  Chronic  diseases.  The 
service  connection  of  chronic  disea.ses 
under  Veterans  Regulation  No.  1  (a). 
Part  I,  paragraph  I  <c),  as  amended  <38 
U.  S.  C.  ch.  12),  pursuant  to  Public  No.  2. 
73d  Congress,  is  restricted  to  the  follow- 
ing: 

Anemia,  primary. 

ArterioEclerosis. 

Arthritis. 

Atrophy,  progressive  muscular. 

Brain  hemorrhage. 

Brain  thrombosis. 

Bronchiectasis   (effective  June  24,  1948). 

Calicull  nf  the  kidney,  bladder,  or  gall  blad- 
der (effective  June  24.  1948). 

Curdiovafccuiar-rcnal  disease.  Including  hy- 
pertension (this  term  applies  to  combina- 
tion Involvements  of  the  type  of  arterl- 
CEclerosis.  nephritis  and  organic  heart 
disease,  and  since  hypertension  Is  an  early 
Bvmplom  long  preceding  the  development 
of  those  diseases  in  their  more  obvious 
forms,  a  disabling  hypertension  within  the 
one-year  period  will  be  given  the  fame 
benefit  of  service  connection  as  any  of  the 
chronic  diseases  listed). 

Cirrhosis   of    the    liver    (effective    June    24 
1948). 

Coccidioidomvcosls  (effective  June  24,  1948). 

Diabetes  mellitus. 

Encephalitis  lethr.rglca  residuals. 

Endocarditis  (this  term  Is  Intended  to  cover 
all  forms  cf  valvular  heart  disease). 

Endocrlnopathles. 

Epilepsies. 

Hodgkln's  disease. 

Leprosy. 

Leukemia. 

Myasthenia  gravis. 

Myelitis. 

Myocarditis. 

Nephritis. 

Other  organic  diseases  of  the  nervous  sys- 
tem  (effective  June  24.   1948). 

Osteitis  deformans  (Pagefs  disease). 

Osteomalacia  (effective  June  24,  1948). 

Palsy,  bulbar. 

Paralysis  agllani. 

Psychoses. 

Raynaud's  disease  (effective  June  24,  18-18). 

Scleroderma  (effective  June  24,  1948 j. 

Sclerosis,  amyotrophic  laterU. 

Sclerosis,  multiple. 
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Syringomyelia. 

Thromboangiitis  Obliterans  (Buerger's  dis- 
ease)   (effective  September «6,  1947). 

Tuberculosis,  active. 

Tumors,  malignant,  or  of  the  brain  or  spinal 
cord  or  peripheral  nerves  (effective  June 
24.  1948,  as  to  tumors  ot  the  peripheral 
nerves ) . 

Ulcers,  peptic  (gastric  or  duodenal)  effec- 
tive June  24.  1948)  (a  proper  diagnosis  of 
gastric  or  duodenal  ulcer  (peptic  ulcer)  Is 
to,  be  considered  established  If  It  repre- 
sents a  medically  sound  Interpretation  of 
sufficient  clinical  findings  warranting  such 
diagnosis  and  provides  an  adequate  basis 
for  a  differential  diagnosis  from  other  con- 
ditions with  like  symptomatology;  In  short, 
where  the  preponderance  of  evidence  Indi- 
cates gastric  or  duodenal  ulcer  (peptic 
ulcer).  Whenever  possible,  of  course,  lab- 
oratory findings  should  be  used  In  cor- 
roboration of  the  clinical  data.) 

(b)  Tropical  diseases.  The  service 
connection  of  tropical  diseases  under 
Veterans  Regulation  No.  1  <a),  Part  I. 
paragraph  I  (c».  and  Part  II,  paragraph 
I  (d)  (38  U.  S.  C.  ch.  12)  is  restricted  to 
the  following  (effective  June  24,  1948): 


Malaria. 
Onchocerciasis. 
Oroya  fever. 
Plnta. 
Plague. 

Schistosomiasis. 
Yaws. 
Yellow  fever. 

or   diseases   originating 
administered  In  con- 
diseases,  or  as  a  pre- 


Black  water  fever. 

Cholera. 

Dracontiasls. 

Dysentery. 

Fllarlasls. 

Leishmaniasis. 

Leprosy. 

Lolasls. 

Resultant   disorders 
because  of  therapy 
nectlo'n  with  such 
ventatlve  thereof. 

(c)  No  conditions  other  than  those 
listed  in  paragraph  (a>  of  this  section 
will  be  considered  chronic  diseases  ex- 
cept upon  approval  by  the  Administrator 
of  Veterans'  AfTairs.  For  the  purposes 
of  determining  the  existence  of  a  com- 
pensable degree  of  active  tuberculosis 
within  one  year  of  discharge,  or  the  date 
prior  to  which  a  disability  must  have  been 
incurred  as  provided  in  Veterans  Regula- 
tion No.  1  (a^  (38  U.  S.  C  ch.  12).  which- 
ever is  the  earlier,  active  pulmonary  tu- 
berculosis diagnosticated  by  approved 
methods  during  the  second  year  will  be 
held  to  have  pre-existed  the  diagnosis  6 
months  in  minimal  (incipient*  ca.ses;  9 
months  in  moderately  advanced  cases; 
and  12  months  in  far  advanced  cases. 

(d)  The  diseases  listed  in  paragraph 
(a)  of  this  section  will  be  accepted  as 
chronic  even  though  diagnosed  as 
acute,  because  of  insidious  inception  and 
chronic  development  except  (1 »  where  an 
intercurrent  injury  resulting,  for  ex- 
ample, in  cerebral  hemorrhage,  or  an  in- 
tercurrent Infection  (with  or  without 
Identification  of  the  pathogenic  micro- 
organism) .  as  in  active  nephritis  or  acute 
endocarditis,  is  found  as  the  cause;  or 
(2)  where  a  disease  is  the  result  of  drug 
Ingestion  or  a  complication  of  some  other 
condition  not  related  to  military  or  naval 
service.  Thus,  leukemia  will  be  accepted 
as  a  chronic  disease  whether  diagnosed 
as  acute  or  chronic.  Unless  the  clinical 
picture  is  clear  otherwise,  consideration 
will  always  be  given  as  to  whether  an 
acute  condition  is  an  exacerbation  of  a 
chronic  disease.  This  is  not  to  exclusion 
of  consideration  under  §  3.78  which  is 
equally  applicable  to  tropical  diseases. 

(e)  Except  as  regards  pulmonary  tu- 
berculosis as  provided  in  paragraph  (O 
of  this  section,  there  must  be  afflrmative 
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showing  of  characteristic  manifestations 
of  the  disease  to  10  per  centum  or  more 
within  the  regulatory  period  and  no  pre- 
sumptions may  be  invoked  as  to  pre-ex- 
istence  of  disease  upon  the  basis  of  ad- 
vance of  the  disease  when  first  definitely 
diagnosed.  This  will  not  be  Interpreted 
as  requiring  that  the  disease  be  diagnosed 
within  the  regulatory  period  but  only 
that  there  be  shown  within  such  period 
by  acceptable  medical  or  lay  evidence 
characteristic  manifestations  of  the  dis- 
ease to  10  per  centum  or  more  followed 
without  unreasonable  time  lapse  by  defi- 
nite diagnosis. 

(f )  When  service  connection  is  granted 
under  Veterans  Regulation  1  (a) .  Part  I, 
paragraph  I  (c) .  as  amended  (38  U.  S.  C. 
ch.  12),  the  effective  date  of  evaluation 
of  disability  will  be  in  accordance  with 
§  3.148  (a)  and  when  claim  is  filed  more 
than  one  year  after  date  of  separation 
from  active  wartime  service  or  after  one 
year  prior  to  which  a  disability  must  have 
teeen  incurred,  as  provided  in  Veterans' 
Regulation  No.  1  (a),  as  amended   (38 
U.  S.  C.  ch.  12),  whichever  is  the  earlier, 
notation  will  be  made  of  the  items  of 
evidence  showing  the  existence  of  the 
disease    within    the    one    year    period. 
Provided.  That  as  to  bronchiectasis,  cal- 
culi of  the  kidney,  bladder,  or  gall  blad- 
der, cirrhosis  of  the  liver,  coccidioido- 
mycosis,  osteomalacia.   Raynaud's   dis- 
ease, scleroderma,  malignant  tumor  of 
the  peripheral  nerves,  peptic  ulcers  (gas- 
tric or  duodenal)  and  the  tropical  dis- 
eases,   resultant    disorders    or    diseases 
originating  because  of  therapy  adminis- 
tered in  connection  with  such  diseases 
or  as  a  preventative  thereof  listed  in 
.paragraph   (b»    of  this  section,  service 
'connected  under  Veterans  Regulation  1 
<  a ) ,  Part  I.  paragraph  I  ( c ) ,  as  amended 
(38  U.  S.  C.  ch.  12».  the  evaluation  will 
not  be  prior  to  June  24.  1948. 

( R )  When  service  connection  is  grant- 
ed under  Veterans  Regulation  1  (a).  Part 
II.  paragraph  I  <d).  as  amended  (38 
U.  S.  C.  ch.  12),  for  the  tropical  diseases, 
resultant  disorders  or  diseases  originat- 
ing because  of  therapy  administered  in 
connection  with  such  diseases,  or  as  a 
preventative  thereof,  listed  in  paragraph 
(b)  of  this  section,  the  effective  date  of 
evaluation  of  the  disability  will  be  in  ac- 
cordance with  §3.148  (a>  but  not  prior 
to  June  24.  1948,  and  when  claim  is  filed 
more  than  one  year  after  date  of  separa- 
tion from  service,  notation  will  be  made 
of  the  items  of  evidence  showing  the  ex- 
istence of  the  disease  within  the  one  year 
period. 

(h)  The  effective  date  of  Tin  award 
based  upon  the  foregoing  provisions  will 
be  in  accordance  with  §  3.212:  Provided, 
That  no  award  for  bronchiectasis,  cal- 
culi of  the  kidney,  bladder  or  gall  bladder, 
cirrhosis  of  the  liver,  coccidioidomycosis, 
osteomalacia.  Raynaud's  disease,  sclero- 
derma, malignant  tmnors  of  the  periph- 
eral nerves,  peptic  ulcers  (gastric  or 
duodenal),  service  connected  under  Vet- 
erans Regulation  1(a),  Part  I.  paragraph 
I  (c),  as  amended  (38  U.  S.  C.  ch.  12).  or 
the  tropical  diseases  and  resultant  dis- 
orders or  diseases  originating  because  of 
therapy  administered  in  connection  with 
such  diseases  or  as  a  preventative  thereof 
listed  in  paragraph  (b)  of  this  section, 
service  connected  under  Veterans  Regu- 


lation 1  (a).  Part  I,  paragraph  I  (c)  or 
Part  II.  paragraph  I  (d),  as  amended  (33 
U.  S.  C.  ch.  12) ,  shall  be  effective  prior  to 
June  24.  1948.  (Sec.  5,  43  Stat.  608,  sees. 
1  2  46  Stat.  1010.  sec.  1,  48  Stat.  8,  .sec. 
7,  48  Stat.  9;  38  U.  S.  C.  U.  Ha.  426, 
701,707) 

17.  In  $3.95.  paragraph  (a)  (3)  (D 
and  (ID.  and  paragraph  (c)  are  amended 
and  paragraph  (d)  Is  canceled: 

§  3.95    Service  connection  for  gastric 
or  duodenal  ulcer  (peptic  ulcer)   under 
Public  No.  2.  73d  Congress.     •     •     • 
(a)     •     •     • 

(3)  (1)  The  ulcer  was  properly  diag- 
nosticated within  6  months  from  the  date 
of  termination  of  active  wartime  service; 
or  where  service  began  prior  to  January 
1,  1947  and  extended  thereafter,  within 
6  months  from  July  25.  1947.  whichever 
is  the  earlier;  or 

(ii)  The  ulcer  was  properly  diagnos- 
ticated more  than  6  months  but  within 
one  year  from  the  date  of  termination 
of  active  wartime  service  or  where  serv- 
ice began  prior  to  January  1,  1947,  and 
extended  thereafter,  more  than  6  months 
but  within  one  year  from  July  25,  1947. 
whichever  is  the  earlier,  with  satisfac- 
tory evidence  of  continuity  of  charac- 
teristic symptoms  during  the  first  6 
months  after  termination  of  active  war- 
time .service  or  where  service  began  prior 
to  January  1,  1947.  and  extended  there- 
after, within  6  months  from  July  25, 
1947.  whichever  is  the  earlier. 

•  •  •  •  • 

(c)  Service  connection  pursuant  to 
paragraphs  (a)  (3)  (D  or  (a)  (3)  "ID  of 
this  section  Is  under  Veterans  Regula- 
tion 1  (a).  Part  I,  paragraph  I  (a)  (33 
U.  S.  C.  ch.  12).  This  code  will  there- 
fore be  employed  followed  by  the  nota- 
tion "5  3.95  (a)  (3)  (D"  or  "§3.95  (a) 
(3)  (ID."  whichever  Is  applicable.  Eval- 
uation will  be  made  effective  in  accord- 
ance with  §3.148  (a)  but  not  prior  to 
February  8.  1947.  Wh^n,  however,  claim 
Is  filed  more  than  one  year  subsequent  to 
discharge  or  July  25,  1947.  whichever  Is 
earlier,  the  Items  of  evidence  relied  upon 
to  establish  service  connection  will  be 
cited.  (For  criteria  applicable  on  and 
after  June  24.  1948.  see  §§  3.80  and  3.83.) 

(1)  The  effective  date  of  an  award 
based  solely  upon  the  foregoing  pro- 
visions will  be  In  accordance  with  the 
provl.slons  of  §21.212  of  this  chapter: 
Provided.  That  no  award  shall  be  effec- 
tive prior  to  Februai-y  8. 1947. 

»  •  •  ♦  • 

18.  In  5  3.102.  paragraph  (b)  (2)  Is 
amended,  paragraph  (b)  (3)  is  canceled, 
paragraph  (O  is  amended,  and  para- 
graphs (d),  (e),  and  (f)  are  added  as 
follows: 

§  3.102     Wartime   service   connec- 
tion.    •     •     • 
(b)     •     '     • 

(2)  Such  chronic  disease  is  shown  by 
satisfactory  evidence  to  have  been  pres- 
ent to  a  10  percent  dL^^abllng  degree 
within  one  year  from  date  of  termination 
of  active  wartime  service,  or  where  serv- 
ice began  prior  to  January  1.  1947.  and 
extended  thereafter,  within  one  year 
from  July  25,  1947.  whichever  is  the 
earlier,  and  is  subsequently  shown  by 
proper  diagnosis,  in  cases  of  veterans 
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who  had  such  service  In  the  tropics  or 
In  a  locality  having  a  high  Incidence  of 
the  disease  under  consideration,  and  the 
record  is  without  evidence  of  inception 
prior  to  service  or  subsequent  to  dis- 
charge or  July  25.  1947,  whichever  is  the 
earlier:  Provided,  That  residence  during 
the  year  following  discharge  or  July  25, 
1947.  whichever  Is  earlier,  was  not  In  the 
tropics  or  In  a  region  where  the  particu- 
lar disease  Is  endemic.    In  malaria  cases 
If  It  Is  shown  by  satisfactory  evidence 
from  Veterans'  Administration  or  private 
sources  that  malaria  was  present  within 
one  year  from  date  of  discharge  or  July 
25.  1947.  whichever  is  the  earlier,  follow- 
ing service  In  a  region  where  the  disease 
was  endemic,  the  malarial  condition  will 
be    con'^idered    a    relapse    and,    conse- 
quently, entitled  to  service  connection 
nnd  the  assignment  of  a  compensable 
rating.    In  those  cases,  however,  where 
the  facts  preclude  such  assumption  and 
the  evidence  clearly  Indicates  that  the 
malaria   present   within   the  first   year 
rfler  discharge  or  July  25,  1947.  which- 
ever Is  the  earlier,  was  an  Initial  attack, 
fcrvice  connection  will  not  be  conceded. 
Once  service  connection  has  been  estab- 
llslied,  lay  evidence  relative  to  the  occur- 
rences or  relapses  and  use  of  quinine,  etc., 
is  acceptable  for  the  purpose  of  estab- 
li.'^hlng  evaluations  to  cover  a  period  up 
to  one   year;    but   It  is  necessary   over 
longpr  periods  that  medical  confirmation 
n."  to  the  persistence  of  the  disease  be 
obtained.      (For   criteria    applicable   on 
and  after  June  24,  1948,  see  §§  3.80  and 
3.E6.) 

•o  In  making  a  determination  under 
paragraph  (b)  (2)  of  this  section,  allow- 
ing service  connection  for  any  of  these 
condiiions  other  than  malaria.  It  is  nec- 
essary that  the  condition  under  con- 
sideration be  shown  to  have  been 
properly  diagnosed  on  Veterans'  Admin- 
istration examination. 

(d)  S?rvice  connection  pursuant  to 
paragraph  (b)  (2)  of  this  section  Is  under 
Veterans  Regulation  1  (a).  Part  I  para- 
graph 1(a)  (38  U.  S.  C.  ch.  12).  Evalu- 
ation will  be  made  effective  in  accordance 
with  §  3.148  (a).  When,  however,  claim 
is  filed  more  than  one  year  subsequent 
to  discharge,  or  July  25,  1947.  whichever 
Is  earlier,  notation  will  be  made  of  the 
Items  of  evidence  showing  the  presence 
of  the  disease  to  a  10  per  centum  degree 
within  the  one  year  period. 

(e)  Awards  will  be  made  effective  In 
accordance  with  §  3.212. 

(f )  Field  offices  will  submit  for  central 
office  consideration  cases  involving  trop- 
ical diseases  initially  manifest  at  any 
time  after  discharge,  when  In  their  judg- 
ment a  finding  of  service  connection 
would  be  proper  but  is  not  warranted 
under  this  section.  These  cases  will  be 
submitted  direct  to  central  office  and  the 
branch  office  notified. 

19.  Sections  3.104  and  3.105  are  amend- 
ed as  follows: 

!  3.104  Required  period  of  service. 
Compensation  may  be  awarded  for  dental 
condition  under  Veterans  Regulation  No. 
1  (a).  Part  I  (38  U.  S.  C.  ch.  12),  and  Title 
m.  Public  No.  141.  73d  Congress,  where 
active  service  was  performed  on  or  after 
April  6.  1917.  and  prior  to  November  12, 
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1918.  or  prior  to  April  2.  1920  for  persons 
who  served  with  the  United  States  mili- 
tary forces  in  Ru.ssia,  or  on  or  after  No- 
vember 12.  1918.  and  before  July  2.  1921. 
where  there  was  prior  service  between 
April  6,  1917.  and  November  11.  1918.  or 
(under  Veterans  Regulation  No.  1   (a) 
only  (38  U.  S.  C.  ch.  12)   where  active 
service  was   performed  in   the  Spanish 
American  War,  Boxer  Rebellion.  Philip- 
pine Insurrection  or  V/orld  War  II  a.s 
defined  by  §5  3.0  (a)  (b)  and  4.0  (a),  4.1 
(a),  and  4.17  (a)   of  this  chapter.     For 
the  purposes  of  Veterans  Regulation  No. 
1(a)  (38  U.  S.  C.  ch.  12)  the  veteran  must 
have  been  discharged  under  conditions 
other  than  dishonorable,  and  under  Pub- 
lic No.  141,  73d  Congress,  not  dishonor- 
ably discharged,  and  the  disability  must 
have  been  Incurred  in  or  aggravated  by 
active  service  during  the  defined  periods, 
and  not  due  to  wilful  misconduct.    How- 
ever, where  incurrence  of  the  disability 
Ls  shown  prior  to  the  beginning  date  of 
the  war  concerned  or  where  the  enlist- 
ment commenced  subsequent  to  the  ter- 
mination thereof,  service  connection  may 
be  established  only  In  accordance  with 
Veterans  Regulation  No.  1  (a).  Part  II 
«38U.  S.  C.  ch.  12).    (Sec.  5,  43  Stat.  608 
sees.  1.  2,  46  Stat.  1016,  sees.  1,  7.  48  Stat 
8.  9,  524,  sec.  5,  50  Stat.  661;  38  U.  S   C 

II,  11a,  424a,  426,  473,  701,  707) 

§  3.105  Determination  of  service  con- 
nection. Determinations  relative  to  the 
origin  or  aggravation  in  active  service  of 
dental  conditions  will  be  in  accordance 
with  the  requirements  of  Part  I.  para- 
graph I  (a),  and  Part  II,  paragraph  I 
(a),  respectively,  of  the  Veterans  Regu- 
lation No.  1  series,  as  amended  (38 
U.  S.  C.  ch.  12).  and  section  28,  Title 

III.  Public  No.  141,  73d  Congress.    When 
a  period  of  6  months  or  over  of  con- 
tinuous active  service  duiing  a  wartime 
enlistment   which   began   prior   to   No- 
vember  12,   1918,   or  prior   to   April   2, 
1920,  for  persons  who  .served  with  the 
United  States  military  forces  in  Russia, 
or  which  began  on  or  after  November 
12,  1918,  and  before  July  2.  1921.  where 
there  was  prior  service  between  April 
6,  1917,  and  November  11,  1918.  or  be- 
fore January  1,  1947,  Is  shown,  service 
connection  may  be  considered  as  having 
been  established  under  the  World  War 
Veterans'  Act,  1924,  as  amended,  re-en- 
acted by  Public  No.  141.  73d  Congress,  or 
Veterans  Regulation  No.  1  (a).  Part  I. 
paragraph  I  (a),  as  amended  (38  U.  S.  c! 
ch.  12) .  for  World  War  II  service,  for  any 
dental   disability  except   such   as   were 
recorded  at  time  of  enlistment  subject  to 
the  provisions  of  §  3.107  (a» ,  existed  prior 
thereto,  or  otherwise  rebutted,  shown  to 
have  existed  within  a  year  from  date  of 
discharge  from  those  periods  of  service. 
If  the  claimant  was  or  Is  discharged  after 
July  2, 1921,  or  after  July  25. 1947,  the  one 
year  period  for  the  establishment  of  such 
service  connection  will  begin  on  July  2, 
1921,  or  July  25,  1947.    Service  connec- 
tion will  not  be  considered  as  having  been 
established  when  the  evidence  clearly 
shows  that  the  disabilities  or  conditions 
existed  or  were  recorded  at  the  time  of 
enlistment  subject  to  the  provisions  of 
8  3.107  (a)  or  originated  subsequent  to 
discharge   from  causes   not  related   to 
service.     (Sec.  5,  43  Stat.  608,  sees.  1,  7, 
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28.  48  Stat.  8,  9,  524,  sec.  9.  57  Stat.  556; 
38  U.  S.  C.  11.  11a.  426.  701.  ,01,  722,  ch. 
12  note) 

20.  In    §3.121    paragraph    (b)    is 
amended  as  follows: 

S  3.121  Compensation  for  disability  or 
death  the  result  of  training,  hospitaliza- 
tion, or  medical  or  surgical  treatment 
under  section  31,  Title  III,  Public  No.  141. 
73d  Congress,  the  result  of  examinations 
under  section  12,  Public  No.  866,  76th 
Congress,  or  the  result  of  training  under 
.paragraph  4.  Part  VII,  Veterans  Regu- 
lation 1  (a),  as  amended  (38  U  S  C  ch 
12).     •     •     •  ■      • 

(b)  The  benefits  granted  under  section 
31.  Title  III,  Public  No.  141.  73d  Con- 
gress, will  not  be  awarded,  unless  appli- 
cation is  made  therefor  within  two  years 
after  such  injury  or  aggravation  was 
suffered,  or  such  death  occurred,  or  after 
the  passage  of  Public  No.  141.  73d  Con- 
gress, whichever  is  the  later  date. 
•  •  •  •  .         • 

21.  In  §  3.123.  the  Introductory  para- 
graph and  paragraph  (a)  are  amended 
as  follows: 

§  3.123    Initial  deter miiiat ions  and  ad- 
judicative action  under  section  31.  Pub- 
lic No.  141.  73d  Congress,  as  amended  by 
section  12.  Public  No.  866,  76th  Co7igrcss. 
and  under  paragraph  4.  Part  VII,  Vet- 
erans Regulation  No.  1  (o),  as  amended 
(38  V.  S.  C.  ch.  12).    Disability  compen- 
satloij  will  be  payable  only  when  it  is 
determined  d)  that  there  is  additional 
disability,  and  (2)  that  surti  additional 
disability  resulted  from  disease  or  injury 
or  an  aggravation  of  an  existing  disca.'^e 
or  Injury  suffered  as  the  result  of  train- 
ing, hospitalization,  medical  or  surgical 
treatment,  or  examination  under  author- 
ity of  any  of  the  laws  granting  monetary 
or  other  benefits  to  World  War  veterans. 
The  following  principles  will  be  observed: 
(a)  The  determination  that  additional 
disability  exists  will  be  based  upon  a  com- 
parison of  the  beneficiary's  physical  con- 
dition immediately  prior  to  the  disea.se 
or  Injury  on  which  the  claim  for  com- 
pensation is  based,  with  the  subsequent 
physical   condition   resulting   from   the 
disease  or  Injury.      Where  It  is  deter- 
mined that  there  is  additional  disability 
resulting  from  a  disease  or  injury  or  an 
aggravation  of  an   existing   disease  or 
injury  suffered  as  the  result  of  training, 
hospitalization,  medical  or  siu-gical  treat- 
ment, or  examination,  compensation  will 
be  payable  only  for  the  additional  dis- 
ability in  accordance  with  the  terms  of 
the  1945  Schedule  of  Disability  Rating.^ 
the  terms  of  the  General  Law  (Act  of 
July  14,  18621   where  service  was  prior 
to  April  21,  1898.  and  the  terms  of  the 
various  service  pension  acts.    This  com- 
parison will  be  made  separately  for  each 
body  part  involved.    As  applied  to  med- 
ical or  surgical  treatment,  the  physical 
condition  prior  to  the  disease  or  Injury 
will  be  the  condition  which  the  specific 
medical  or  surgical  treatment  was  de- 
signed to  relieve;  as  applied  to  examina- 
tions, the  physical  condition  prior  to  the 
disease  or  injury  will  be  the  condition 
at  time  of  beginning  the  physical  ex- 
amination as  a  result  of  which  the  dis- 
ease or  injury  was  sustained. 
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22.  Section  3.137  is  amended  as  follows: 

§  3.137  Rating  of  Teactivation  in 
cases  of  arrested  tuberculosis.  In  rating 
tuberculous  disabilities  to  which  the 
statutory  award  is  not  applicable,  as 
when  the  diagnosis  for  the  period  of  the 
disability  upon  which  the  rating  is  based 
Is  expressed  in  terms  reflecting  activity, 
the  rating  of  the  disability  for  such  pe- 
riod shall  be  made  in  accordance  with  the 
1945  Schedule  of  Disability  Ratings,  and 
extensions.  If  a  period  of  complete  ar- 
rest is  interrupted  by  activity,  the  pay- 
ment for  arrested  tuberculosis  will  cover 
only  the  period  of  arrest  and  will  be 
terminated  as  of  the  date  of  determined 
reactivation,  from  which  a  rating  will  be 
made  consistent^  with  the  physical  find- 
ings pending  reattalnment  of  complete 
arre.st.  (Sec.  5.  43  Stat.  608.  sees.  1.  2. 
46  Stat.  1016.  sec.  7.  48  Stat.  9;  38  U.  S.  C. 
11,  11a.  426.  707) 


23.  In     S  3.141.     paragraph     (b)      is 
amended  as  follows: 

5  3.141     Use  of  1925  and  1945  Rating 
Schedules.     •     •     • 

(b)  Ratings   under   the   Schedule   of 
Dl.sablllty  Ratings.  1925.  in  effect  April  1, 
1946.  will  be  continued  in  the  absence  of 
change  in  the  physical  or  mental  condi- 
tion of  the  veteran:  Provided.  That  if 
there  is  increase  in  the  severity  of  the 
condition,  the  rating  In  effect  on  April  1. 
1946,  under  the  1925  schedule  will  not  be 
reduced  and  that  statutory  awards  and 
ratings  under  the  World  War  Veterans 
Act.  1924.  34 amended,  reenacted  by  Pub- 
lic No.  141.  73d  Congress,  will  be  granted 
or  continued.    The  change  in  physical  or 
mental  condition  referred  to  above  con- 
templates only  a  permanent  or  Indefinite 
change  as  distinguished  from   a  mere 
temporary  change  and  does  not  include 
exacerbation    of   service-connected   or- 
ganic disease  or  injury  covered  by  para- 
graph one,  extension  2,  of  the  Schedule 
for  Rating  Disabilities.  1945  edition.    Ac- 
cordingly, where  the  veteran's  service- 
connected  disability  Is  the  same  when 
hospitalization   Is  completed   as   it   was 
when  last  rated  under  the  Schedule  of 
Disability  Ratings.  1925.  the  rating  and 
award  in  effect  on  March  31.  1946  Is  pro- 
tected under  section  2.  Public  No.  458, 
79th  Congress.    Where,  upon  completion 
of  hospitalization,  due  to  an  exacerbation 
of  the  veteran's  service-connected  dis- 
ability,  said   disability   Is    permanently 
greater  but  the  evaluation  provided  by 
the  1945  schedule  is  less  than  the  prior 
evaluation  under  the  1925  schedule,  the 
former  rating  Is  likewise  protected.    (Sec. 
2.  eOStat.  320:38U.  S.  C.  737) 

,  •  •  •  • 

24.  In  §  3.148.  paragraphs  (a)  and  (d) 
are  amended  as  follows: 

§  3.148  Effective  dates  of  evaluations. 
1945  schedule,  in  original  ratings,  (a) 
The  Schedule  for  Rating  Disabilities. 
1945  edition,  is  the  only  schedule  appli- 
cable for  the  evaluation  of  disability  on 
or  after  April  1. 1946.  except  when  a  stat- 
utory award  or  rating  under  the  World 
War  Veterans'  Act.  1924.  as  amended,  as 
restored  by  Public  No.  141.  73d  Congress. 
as  amended,  is  In  order.  In  which  event 
the  statutory  award  or  rating  will  be 
continued  or  made  In  the  manner  pro- 
vided for  initial  ratings.    In  initial  rat- 


tULES  AND  REGULATIONS 

ings  the  effective  dates  of  evaluations 
under  the  1945  Schedule  will  be : 

(1)  The  dates  following  the  date  of 
discharge  from  active  service  or  the  date 
evidence  shows  entitlement,  whichever  is 
later,  if  the  claim  is  nied  within  one  year 
from  date  of  discharge,  for  periods  both 
prior  and  subsequent  to  April  1,  1946: 
Provided.  That  In  claims  under  Part  III, 
Veterans  Regulation  1  (a),  as  amended 
(38  U.  S.  C.  ch.  12).  evaluation  will  not 
be  made  prior  to  date  of  receipt  of  claim. 

(2)  The  date  of  receipt  of  claim  or  the 
date  evidence  shows  entitlement,  which- 
ever is  later,  if  the  claim  was  not  filed 
within  one  year  from  date  of  discharge. 
Initial  rating  is  defined  as  the  first  rating 
made  in  a  case  in  which  determination 
as  to  entitlement  to  disability  compen- 
sation or  pension  for  any  disability  under 
Public  No.  2.  73d  Congress,  and  the  regu- 
lations Issued  pursuant  thereto,  as 
amended,  has  not  heretofore  been  made. 
This  definition  includes  those  service- 
connected  cases  initially  rated  on  or  after 
April  1.  1946.  either  compensable  or  non- 
compensable.  in  which  the  1945  Sched- 
ule was  not  applied. 

*  •  •  •    "         • 

(d)  When  service-connection.  World 
War  II.  is  granted  under  Veterans  Regu- 
lation 1  (a).  Part  I.  paragraph  I  (c)  (38 
U.  S.  C.  ch.  12).  the  effective  date  of  eval- 
uation of  disability  will  be  determined 
as  above  outlined.  When  claim  is  filed 
more  than  a  year  from  date  of  discharge, 
or  (where  service  l)egan  prior  to  January 
1,  1947  and  extended  thereafter).  July 
25.  1947.  whichever  is  the  earlier,  nota- 
tion will  be  made  of  the  items  of  evidence 
showing  the  existence  of  the  disease 
within  the  one  year  period  or  showing 
minimal,  moderately  advanced,  or  far 
advanced,  active  pulmonary  tuberculosis 
within  the  18  months,  21  months  or  24 
months  periods,  respectively. 

25.  In  §  3.155.  paragraph  (e)  Is  amend- 
ed as  follows: 

5  3.155    Combined  ratings.     •     •     • 

(e)  The  statutory  allowance  provided 
by  section  202  (3>.  World  War  Veterans' 
Act.  1924.  as  amended,  and  re-enacted 
by  Public  No.  141.  73d  Congress,  even 
though  predicated  upon  a  "no  percent" 
rating  under  the  1925  Schedule  of  Dis- 
ability Ratings,  may  be  added  to  the  com- 
pensation payable  for  disability  incurred 
in  a  peacetime  enlistment  or  in  World 
War  II  and  paid  as  one  award. 

»  •  •  •  • 

26.  Section  3.168  is  amended  as  fol- 
lows: 

§  3.168  Ratings  of  total  disability  on 
history.  In  the  case  of  di- abilities  which 
have  undergone  some  recent  Improve- 
ment, a  rating  of  total  disability  may  be 
made  under  Public  No.  2,  73d  Congress, 
without  regard  to  the  rating  schedule: 
Provided,  (a)  That  the  disability  must  in 
the  past  have  been  of  sufficient  severity 
to  warrant  a  total  disability  rating,  (b) 
that  it  must  have  required  extended, 
continuous  or  Intermittent  hospitaliza- 
tion, or  have  produced  total  industrial 
incapacity  for  at  least  one  year,  or  be 
subject  to  recurring,  severe,  frequent  or 
prolonged  exacerbations,  and  (c)  that  it 
must  be  the  opinion  of  the  rating  agency 
that  despite  the  recent  improvement  of 


the  physical  condition,  the  veteran  will 
be  unable  to  effect  an  adjustment  into  a 
substantially  gainful  occupation.  Due 
consideration  will  be  given  to  the  fre- 
quency and  duration  of  totally  incapaci- 
tating exacerbations  since  incurrence  of 
the  original  disease  or  injury,  and  to 
periods  of  hospitalization  for  treatment, 
in  determining  whether  the  average  per- 
son could  have  re-established  himself  in 
a  substantially  gainful  occupation.  (Sec. 
5.  43  Stat.  608,  sees.  1,  2.  46  Stat.  1016,  sec. 
7.  48  Stat.  9;  38  U.  S.  C.  11,  Ua.  426.  707; 
interpret  sees.  8.  9.  43  Stat.  1306.  1307. 
sec.  3.  48  Stat.  9;  38  U.  S.  C.  473-491, 
703) 

27.  In  §  3.185.  paragraphs  (c)  (3)  and 
(c)  (4)  are  amended  as  follows: 

S  3.185    Re -examinations  for  disabili- 
ty rating  purposes.     •     •     • 

(c)     •     •     • 

(3)   Examinations  in  prisoner  of  war 
cases.    Rating  action  which  will  result 
in  denying  monetary  benefits  will  not  be 
accomplished  in  prisoner  of  war  cases 
until  complete  examination  by  the  Vet- 
erans' Administration  has  been  obtained. 
In  any  case  early  examinations  should 
be  given  special  attention.    Complete  ex- 
amination will  be  ordered  "at  once"  fol- 
lowing rating  action  resulting  In  the  al- 
lowance of  monetary  benefits  (except  in 
cases  where  such  action  Is  accomplished 
on  the  basis  of  service  department  clini- 
cal records  as  well  as  report  of  examina- 
tion at  discharge  or  on  Veterans'  Admin- 
istration  examination) ;    whenever    the 
records   are  considered  Inadequate  for 
rating  purposes;  whenever  the  veteran 
complains  regarding  his  initial  rating,  or 
whenever  he  complains  regarding  ade- 
quacy of  an  initial  examination.    Such 
"at  once"  examinations  will  be  given  pri- 
ority over  all  others,  except  emergency 
cases.     (See    Veterans'    Administration 
medical  procedures.)  Examinations,  and 
if  necessary  the  first  re-examinatlon  will 
also  be  ordered  without  the  requirement 
of  medical  evidence  In  cases  where  the 
veteran    expresses    dissatisfaction   with 
his  rating.    Neuropsychlatrlc  examina- 
tion will  be  accomplished  in  each  case  In 
special   reference  to  manifestations  of 
metabolic  origin,  neurasthenold  charac- 
ter, or  other  syndrome  consequent  to 
malnutrition,  avitaminosls.  exposure,  or 
other   circumstances   under   which   the 
veteran  was  held  as  a'  P.  O.  W.    The  ex- 
aminers should  feel  a  special  obligation 
to  ascertain  and  report  any  causes  of 
reduced  eflBciency  whether  or  not  ex- 
pressible in  formal  diagnostic  nomen- 
clature.   A  common  complaint  is  that 
although    weight    has    been    regained, 
weakness     and     fatigability     continue. 
This  should  be  reported  on  as  accurately 
as  possible.    Retinitis  Is  not  uncommon 
following  malnutrition.    With  history  of 
Intestinal  disease,  or  unexplained  under- 
weight   condition,    tests    for    Inte-stinal 
parasites  should  be  routine.    The  exist- 
ence of  any  chronic  disease  which  may  be 
associated  with  the  circumstances  of  im- 
prisonment should  be  carefully  checked 
and  repxjrted  on. 

(4)  Examinations  in  psychoneurosls 
cases.  In  these  cases  the  examiner 
should  record  the  veteran's  complaints 
and  subjective  symptoms  separately  from 
the   examiner's  objective  findings,  ob- 
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servations  and  analysis  of  the  case.  A 
study  of  the  longitudinal  view  of  the 
case  should  be  made.  The  examiner 
should  note  any  change  in  behavior  pat- 
tern attributable  to  the  disease,  or  their 
absence,  and  report  on  these  or  their 
absence.  In  any  case  where  It  has  been 
established  that  the  veteran  suffered 
from  a  psychoneurosls  of  combat  origin. 
a  change  of  diagnosis  to  one  reflecting 
p.sychopathic  personality  should  not  be 
proposed  without  full  consideration  of 
the  veteran's  combat  experience  and  ef- 
fects thereof.  Where  any  veteran  with 
combat  experience  has  manifested  symp- 
tomatology initially  classified  as  "combat 
fatigue."  "exhaustion."  or  under  any 
other  of  a  number  of  special  terms,  a 
sulvsequent  reclasslficatlon  as  psycho- 
pathic personality  should  not  be  made  or 
continued  without  the  same  full  con- 
sideration. By  proper  direction  of  his 
questions,  as  to  time  and  circumstances 
of  onset,  the  examiner  should  en.sure 
that  these  become  a  part  of  the  report  of 
examination.  In  making  an  examina- 
tion the  examiner  should  familiarize 
himself  witli  all  earlier  diagnosis  In  the 
case  and  assure  himself  that  changes  are 
fully  explained  and  justified.  The  ex- 
aminer should  endeavor  as  far  as  possible 
to  return  a  correct  diagnosis  on  initial 
examination  by  the  Veterans'  Admin- 
istration, as  well  as  on  subsequent  ex- 
aminations. Particular  care  Is  necessary 
when  there  arev combinations  of  symp- 
toms In  part  referable  to  organic  dl-seases 
and  In  part  referable  to  psychoneurotic 
reactions.  Conference  of  examiners  is 
usually  advisable  under  these  circum- 
stances to  determine  whether  one  diag- 
nosis may  cover  all  the  symptoms  or  for 
the  allocation  of  the  symptoms  to  the 
separate  diagnoses. 

•  •  •  •  • 

28.  In  5  3.212.  paragraph  (d)  is  added 
as  follows: 

§  3.212  Effective  dates  of  awards  of 
disability  compensation.     •     •     • 

(d)  The  effective  date  of  an  award  of 
disability  compensation  or  pension  (orig- 
inal or  amended)  to  or  for  a  veteran  who 
has  (1)  been  Issued  an  honorable  dis- 
charge pursuant  to  the  findings  of  a  De- 
partment of  the  Army,  Department  of  the 
Air  Force,  Treasury  Department,  or  De- 
partment of  the  Navy  Board  of  Review 
under  section  301.  Public  346,  78th  Con- 
gress, or  (2)  has  had  his  military  or  naval 
record  corrected  pursuant  to  section  207, 
Public  601.  79th  Congress,  shall  be: 

( 1 )  The  date  of  separation  from  active 
service  or  the  date  of  the  happening  of 
the  contingency  upwn  which  compensa- 
tion or  pension  is  allowed,  whichever  is 
the  later  date,  if  application  is  filed  with- 
in 1  year  from  the  date  of  separation 
from  active  service. 

(2)  Date  of  application  or  the  date  of 
the  happening  of  the  contingency  upon 
which  compensation  or  pension  is  al- 
lowed, whichever  is  the  later  date.  If 
claim  is  filed  more  than  one  year  from 
the  date  of  separation  from  active  service. 
(For  purposes  of  this  paragraph  the  "date 
of  the  happening  of  the  contingency"  is 
the  date  of  the  action  of  the  board  under 
section  301.  Public  346.  78th  Congress,  or 
under  section  207,  Public  601,  79th  Con- 
gress.) 


29.  Section  3.213  is  amended  as  fol- 
lows: 

S  3.213  Effective  dates  of  awards  pur- 
suant  to  Part  III.  Veterans  Regulation 
No.  1  (c).  Awards  pursuant  to  Part  III, 
Veterans  Regulation  No.  1  (a) ,  as  amend- 
ed, will  be  effective  as  of  the  date  of  the 
receipt  of  a  claim  or  the  date  upon  which 
permanent  total  disability  arose,  which- 
ever is  the  later.  (Sec.  5.  43  Stat.  608, 
sees.  1.  2.  46  Stat.  1016.  sees.  1.  7.  48  Stat. 
8.  9;  38  U.  S.  C.  11.  11a.  426.  701.  707) 

30.  Section  3.217  is  hereby  canceled. 

r§  3.217  Right  of  election  of  benefits 
pay  a  ble.    Canceled.  ] 

31.  In  §  3.236.  paragraphs  (c)  (4)  and 
(5).  are  amended  as  follows: 

§  3.236  Special  monthly  compensation 
specified  by  or  fixed  pursuant  to  para- 
graph II,  Parts  I  and  II.  Veteraris  Regu- 
lation 1  (a)  (38  U.  S.  C.  ch.  12),  as 
amended  by  Public  Laws  182,  659,  and 
662,  79th  Congress.     *     *     • 

(c)      •     •     • 

(4>  With  the  requirements  for  any  of 
the  rates  provided  in  paragraphs  (1) 
to  <n).  and  additional  disability  (single 
permanent  disabilities  or  combinations 
of  permanent  disabilities  with  the  usual 
prohibition  against  pyramiding).  Inde- 
pendently ratable  at  50  percent  or  more, 
the  rate  will  be  Intermediate,  I.  e.,  half- 
way, between  the  rate  authorized  for  the 
subparagraph  whose  requirements  are 
met.  and  the  next  higher  rate  author- 
ized In  paragraphs  (m)  to  (o). 

(5)  With  the  requirements  for  any  of 
the  rates  provided  in  paragraphs  (1)  to 
(n> .  and  additional  dlsabUity  (single  dis- 
abilities of  permanent  nature)  inde- 
pendently ratable  apart  from  any  con- 
sideration of  Individual  unemployablllty, 
at  100  percent,  the  rate  will  be  the  next 
higher  rate  authorized  in  paragraphs 
(m)  to  (o). 

•  •  •  •  • 

32.  In  §3.237.  paragraph  (c)  is 
amended  as  follows: 

§  3.237  Additional  allowance  for  nurse 
or  attendant.     •     •     • 

(c)  Resumption  full  rate.  In  every 
case  where  a  beneficiary  who  is  receiving 
an  allowance  or  increased  compensation 
for  a  nurse  or  attendant  Is  admitted  to 
a  hospital  for  treatment  as  a  beneficiary 
of  the  Veterans'  Administration,  a  re- 
port will  be  forwarded  to  the  rating 
board,  field  oflflee,  or  the  central  dis- 
ability board,  claims  division,  veterans 
claims  service,  showing  the  inclusive 
date  of  hospital  treatment.  Where  the 
additional  allowance  or  increased  com- 
pensation for  a  nurse  or  attendant  has 
been  properly  authorized  to  patients 
with  amputations,  or  in  those  cases 
wherein  the  basic  condition  requiring  a 
nurse  or  attendant  is  e.ssentially  perma- 
nent as  defined  in  Veterans'  Adminis- 
tration claims  procedures,  or  in  terminal 
cases,  a  redetermination  by  the  rating 
board  following  dehospltallzatlon  is  not 
required  for  reinstatement  of  this  bene- 
fit. Upon  receipt  of  the  necessary  notice 
that  such  veteran  is  no  longer  being 
maintained  in  an  institution  by  the 
Veterans'  Administration,  appropriate 
awards  action  for  the  purpose  stated 
above  will  be  accomplished  at  once  and 


in  such  instances  it  will  not  be  necessary 
to  await  receipt  of  the  hospital  report 
prior  to  resuming  the  additional  allow- 
ance or  increased  compensation.  In 
other  cases  not  involving  amputations  or 
conditions  essentially  permanent  the  ad- 
ditional allowance  or  increased  compen- 
sation for  a  nurse  or  attendant  may  be 
reawarded  only  upon  a  determination  by 
the  rating  board  that  the  veteran  con- 
cerned is  in  further  need  of  such  serv- 
ices. The  additional  allowance  or  in- 
creased compensation  for  nurse  or  at- 
tendant Is  not  to  be  reinstated  for  the 
purpose  of  applying  the  provisions  of 
§3.9  (e).  which  are  applicable  only  to 
the  proper  running  award.  Where  the 
veteran  is  not  hospitalized  and  evidence 
Is  received  indicating  there  is  no  fur- 
ther need  for  nurse  or  attendant,  the 
provisions  of  §  3.9  (e)  are  for  applica- 
tion. 

33.  In  §3.255,  paragraph  (c)  is 
amended  as  follows: 

§  3.255  Reduction  when  disabled  per- 
son is  in  a  Veterans'  Administration  in- 
stitution or  other  institution  at  the  ex- 
pense of  the  Veterans'  Administration. 
(Section  1,  Public  Law  662,  79th  Con- 
gress.)    •     •     • 

(e)  Any  veteran  subject  to  the  pro- 
visions of  paragraphs  (a)  and  (b)  of  this 
section  shall  be  deemed  to  be  single  and 
without  dependents  In  the  absence  of 
satisfactory  proof  to  the  contrary;  and 
in  no  event  shall  increased  compensa- 
tion, pension  or  retirement  pay  be 
granted  for  any  period  more  than  one 
year  prior  to  the  receipt  of  satisfactory 
evidence  showing  that  the  veteran  has 
a  wife,  child  or  dependent  parent.  In 
those  instances  where  the  required  proof 
of  dependents  Is  not  of  record,  state- 
ments, on  VA  Form  8-404  or  otherwise, 
as  to  dependency  status,  will  constitute 
a  prima  facie  showing  thereof.  The  vet- 
eran will  be  Informed  of  the  necessary 
additional  evidence  and  that  in  the  event 
it  is  not  submitted  within  sixty  days 
award  will  be  adjusted  on  the  basis  of  a 
veteran  without  dependents,  effective  the 
date  of  last  payment.  Should  the  neces- 
sary evidence  be  received  subsequent  to 
the  expiration  of  the  60  day  period,  a 
retroactive  adjustment  may  be  effected, 

34.  In  §3.256,  paragraph  (a)  is 
amended  as  follows: 

§  3.256  Adjustment  of  award  of  vet- 
eran upon  termination  of  institutionali- 
zation by  the  Veterans'  Administration. 
(a)  Where  a  veteran  whose  pension, 
compensation  or  retirement  pay  has  been 
reduced  or  discontinued  as  provided  in 
§3.255  (a)  and  (c)  Is  discharged  from 
treatment  or  care  upon  certification  of 
the  officer  In  charge  of  the  hospital,  in- 
.stltutlon.  or  home,  that  maximum  bene- 
fits have  been  received,  or  release  Is  ap- 
proved, the  award  to  or  on  behalf  of  the 
veteran  will  be  adjusted  in  accordance 
with  the  last  valid  rating,  if  otherwise  in 
order,  effective  as  of  the  day  the  veteran 
is  discharged  or  released  from  the  hos- 
pital or  institution,  and  the  award  will 
include  such  additional  amount  as  will 
equal  the  total  sum  by  which  the  pension, 
compensation  or  retirement  pay  has  been 
reduced;  when  the  reduction  or  discon- 
tinuance has  been  effected  pursuant  to 
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the  provisions  of  5  3.255  (b).  payment  of 
the  amount  equal  to  the  amount  by  which 
the  pension,  compensation,  or  retirement 
pay  was  reduced,  will  be  awarded  6 
months  following  the  finding  of  com- 
petency, or  in  the  event  treatment  or 
care  is  terminated  by  the  veteran  against 
medical  advice,  or  as  the  result  of  dis- 
ciplinary action,  on  or  after  August  8, 
1946,  payment  of  the  amount  by  which 
the  pension,  compensation,  or  retirement 
pay  was  reduced  will  be  awarded  the  vet- 
eran at  the  expiration  of  6  months  after 
the  termination  of  treatment  or  care. 
Where  a  veteran  in  the  last  category  is 
subsequently  readmitted  and  continues 
such  treatment  or  care  until  discharged 
upon  certification  by  the  officer  in  charge 
of  the  hospital,  institution,  or  home  in 
which  treatment  or  care  was  furnished, 
that  maximum  benefits  have  been  re- 
ceived or  that  release  is  approved,  he 
shall  be  paid  in  a  lump  sum  such  addi- 
tional amount  as  would  equal  the  total 
sum  by  which  his  pension,  compensation, 
or  retirement  pay  has  been  reduced  un- 
der 8  3.255  (a)  subsequent  to  such  re- 
admission. 

•  *  •  •  * 

35.  Sections  3.266.  3.292,  and  3.293  are 
amended  as  follows: 

1 3.266  Resumption  of  discontinued 
award  where  veteran  subsequently  re- 
ports for  physical  exainination.  If,  after 
suspension  of  his  award,  the  veteran 
should  subsequently  report  for  physical 
examination  and  the  evidence  clearly 
establishes  to  the  satisfaction  of  the  rat- 
ing agency  concerned  that  during  the 
period  of  his  failure  to  report  the  dis- 
ability in  fact  existed  to  a  compensable 
degree,  an  award  may  be  approved  effec- 
tive the  date  of  suspension.  However. 
If  the  evidence  discloses  a  change  in 
physical  condition  and  that  the  disabil- 
ity Is  no  longer  compensable  in  degree, 
no  action  will  be  taken  to  reopen  the 
award  during  the  period  of  suspension. 
Where  the  disability  is  ratable  in  a  les.ser 
degree,  the  award  under  the  reduced 
rating  will  be  effective  as  of  the  date  of 
suspension.  Where  the  disability  is  rat- 
able in  a  greater  degree,  the  award  at  the 
Increased  rate  may  be  made  effective  the 
date  of  physical  examination  by  the  Vet- 
erans" Administration,  and  from  the  date 
of  su.spension.  the  effective  rate  payable 
on  the  date  of  suspension  will  be 
awarded :  Provided.  That  if  the  evidence 
Is  insufficient  to  evaluate  the  disability 
over  any  part  or  the  whole  of  the  period 
intervening  between  the  date  of  su.spen- 
Kion  and  the  date  the  veteran  subse- 
quently reports  for  examination,  such 
Intervening  period  or  periods  will  be  cov- 
ered by  the  notation  "evidence  InsufiH- 

cient  to  evaluate  from to " 

(Sec.  5,  43  Stat.  608.  sees.  1,  2,  46  Stat. 
1016.  sec.  7,  48  Stat.  9;  38  U.  S.  C.  11,  11a, 
426.  707) 

5  3  292  Award  action  upon  failure  to 
return  questionnaire  as  to  income  under 
Part  III,  Veterans  Regulation  No.  1  (a» 
(38  U.  S.  C.  ch.  12k  At  the  expiration 
of  the  appropriate  follow-up  period  if  the 
questionnaire.  FL  8-59.  is  not  returned. 
the  award  will  be  discontinued  effective 
the  date  of  last  payment  and  the  veteran 
notified  as  to  the  reason  for  the  discon- 
tinuance.    (Sec.  5.  43  Stat.  608,  sees.  1, 
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2,  46  Stat.   1016.  sec.  7,  48  Stat.  9;  38 
U.  S.  C.  11,  Ua,  426,  707) 

S  3.293  Restoration  of  award  upon  re- 
ceipt of  questionnaire.  If  the  question- 
naire. FL  8-59,  Is  returned  within  one 
year  from  the  date  of  Issuance,  the  award 
will  be  resumed,  if  otherwise  In  order, 
effective  the  date  of  discontinuance.  If 
the  questionnaire  is  not  returned  within 
one  year,  the  award  will  be  resumed.  If 
otherwise  In  order,  the  date  of  receipt 
of  the  questionnaire.  (Sec.  5,  43  Stat. 
608,  sees.  1.  2,  46  Stat.  1016,  sec.  7,  48 
Stat.  9;  38  U.  S.  C.  11.  11a,  426,  707) 

36.  In  §  3.296.  paragraphs  (b)  and  (c) 
are  amended  as  follows: 

§  3.296  Concurrent  payment  of  bene- 
fits to  same  person.     •     •     • 

(b)  For  the  purposes  of  Veterans  Reg- 
ulation 1  (a'.  Part  II,  paragraph  I  (38 
U.  S.  C.  ch.  12 1,  as  amended  by  Public 
No.  159.  75th  Congress  (act  of  June  23, 
1937),  compensation  shall  not  be  paid 
concurrently  with  active  duty  pay  or 
United  States  employees  compensation. 
Reserve  oflBcers  or  members  of  the  en- 
listed reserves  of  the  United  States  Army, 
Navy,  Marine  Corps  or  Coast  Guard  en- 
titled to  disability  compensation  and 
United  States  employees  compensation 
shall  elect  which  benefit  to  receive.  Re- 
serve officers  who  are  entitled  to  retire- 
ment pay  under  section  5,  Public  No.  18. 
76th  Congress,  for  disability  Incurred  on 
or  subsequent  to  July  15,  1939,  do  not 
have  such  an  election.  Pension  under 
the  Veterans'  Administration  may  be 
paid  concurrently,  if  otherwise  In  order, 
with  compensation  under  the  United 
States  employees  compensation  act  of 
September  7.  1916,  as  amended. 

(c)  The  annual  military  and  naval  ap- 
propriation   acts    contain    prohibitions, 
primarily  for  application  by  the  service 
departments,    against    the    concurrent 
payment  of  funds  from  such  appropria- 
tions and  disability  pension,  compensa- 
tion or  retired  pay.     Service  in  the  Na- 
tional Guard  after  Its  return  to  state 
control  is  not  considered  active  military 
service  In  the  armed  forces  of  the  United 
States  and  discontinuance  of  compensa- 
tion, pension,  or  retirement  pay  is  not  re- 
quired by  the  laws  administered  by  the 
Veterans'     Administration.       However, 
service  in  the  organized  reserves  or  the 
Naval  or  M&rlne  Corps  Reserves  may  in- 
volve periods  of  active  duty  in  the  armed 
forces  of  the  United  States.    Public  No. 
766.  80th  Congress,  making  appropria- 
tions  for   military   functions   adminis- 
tered by  the  National  Military  Establish- 
ment for  the  fiscal  year  beginning  July  1, 
1948.  authorizes  the  waiver  or  relinquish- 
ment of  compensation,  pension  or  retire- 
ment pay  during  periods  of  active  duty. 
However,  in  view  of  the  above  statutory 
prohibitions  it  is  necessary  for  a  Naval  or 
Marine  Corps  reservist  to  renounce  the 
benefit  he  is  receiving  from  the  Veterans" 
Administration  before  entering  upon  ac- 
tive duty  for  training.    (Decision  of  the 
Assistant  Comptroller  General,  April  1, 
1948.  B-73  830).     Upon  completion   of 
training  duty  a  Naval  or  Marine  Corps 
reservist  may  reopen  his  claim  with  the 
Veterans'  Administration,  however,  such 
claim  shall  have  the  attributes  of  an  orig- 
inal application  (sec  3,  Public  No.  144, 


78th  Congress).  (50  Stat.  305,  sec.  5.  53 
Stat.  557,  sec.  3,  57  SUt.  554;  10  U.  S.  C. 
369a.  456,  38  U.  S.  C.  ch.  12  note) 

37.  Sections  3.297,  3.299.  3.300  and 
3.302  are  amended  as  follows: 

§  3.297  Awards  to  custodians  of  in- 
competent or  minor  beneficiaries.  Where 
possible  imder  State  statutes,  a  legal  cus- 
todian may  be  recognized  in  any  claim 
otherwise  requiring  the  appointment  of 
a  fiduciary  because  of  the  incompetency 
or  minority  of  the  claimant,  subject  to 
the  limitations  as  to  amounts  set  forth 
in  §  14.205  of  this  chapter.  (Sec.  5,  43 
Stat.  608,  sees.  1,  2,  46  Stat.  1016.  sec.  7, 
48  Stat.  9;  38  U.  S.  C.  11,  11a.  426,  707) 

§  3.299    Action  where  veteran  returns 
to  active  duty  status.    Compensation  or 
pension  may  not  be  paid  concurrently 
with  the  receipt  of  active  service  pay  and 
where  any  person  in  receipt  of  compen- 
sation or  pension  returns  to  active  duty 
status  with  any  of  the  armed  forces  of 
the  United  States,  or  active  service  in  the 
United  States  Coast  Guard,  benefits  will 
be  suspended,  effective  the  day  preceding 
re-entrance.  If  known,  or  the  date  of  last 
payment.     In    the   latter   Instance    the 
correct  date  on  which  the  veteran  re- 
entered active  duty  status  will  be  ascer- 
tained and  a  corrected  Stop  (or  Sus- 
pended •  Payment  Notice.  VA  Form  521, 
or  amended  award  then  executed  as  of 
the  correct  date.     In  view  of  the  express 
prohibitions    contained    In    the    annual 
naval  appropriation  acts  it  is  nece.ssary 
for  a  member  of  the  organized  Naval  or 
Marine  Corps  reserves  to  renounce  the 
benefit  he  is  receiving  from  the  Veterans' 
Administration  before  entering  upon  ac- 
tive duty  for  training.    Upon  completion 
of  training  duty  such  Naval  or  Marine 
Corps  reservist  may  reopen  his  claim  with 
the  Veterans"  Administration  but  such 
claim  shall  have  the  attributes  of  an  orig- 
inal   application.     OflBcial    Information 
showing  the  date  upon  which  the  veteran 
actually  re-entered  and  terminated  ac- 
tive duty  will  be  secured.    When  It  be- 
comes necessary  to  discontinue  payments 
of  disability  compensation,  pension,  or 
retirement  pay  because  the  veteran  has 
re-entered  active  military  or  naval  serv- 
ice, the  representatives.  Including  duly 
accredited  service  organization  or  attor- 
ney of  record,  will  be  informed  by  being 
furnished  copy  of  the  letter  to  the  vet- 
eran notifying  him  of  the  discontinuance 
of  payments.    Payments  may  be  resumed 
but  not  to  Naval  or  Marine  Corps  re.serv- 
ists  who  enter  upon  active  duty  for  train- 
ing the  day  following  release  from  active 
duty,  provided  the  person  Is  otherwise 
entitled.    The  determination  of  service 
connection  upon  which  the  award  of  ben- 
efits was  originally  made  will  not  be  dis- 
turbed.   The  resumption  of  payment  of 
compensation  as  to  amount,  will  be  at  a 
rate  commensurate  with  the  degree  of 
disability  found  to  exist  at  the  time  of 
restoration  of  the  award.    The  appropri- 
ate form  of  the  3101  series  will  be  secured 
and  the  claim  will  be  adjudicated  upon  a 
basis  including  the  pertinent  facts  in  the 
most   recent   period   of   active   service. 
However,  in  Instances  where  veterans  of 
the  military  or  naval  forces  also  served 
during   the   present  war   and   are   dis- 
charged by  reasons  other  than  disability, 
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such  as  to  accept  employment  In  an  es- 
sential war  Industry,  any  examination 
Indicated  with  reference  to  the  condition 
for  which  disability  benefits  were  for- 
merly authorized  may  be  conducted  im- 
mediately upon  presentation  of  the  orig- 
inal discharge  certificate.  An  effort 
should  be  made  to  see  that  the  examina- 
tion is  completed  by  the  time  pertinent 
service  data  Is  received,  and  final  adjudi- 
cation should  then  be  accomplished.  A 
certified  copy  or  abstract  of  the  veter- 
an"s  discharge  certificate  will  be  made 
and  placed  in  the  case  file  and  the  orig- 
inal certificate  returned  to  the  veteran. 
If  a  disability  Is  incurred  or  aggravated  In 
the  second  period  of  service,  the  benefits 
payable  on  account  thereof  cannot  be 
paid  unless  a  claim  therefor  Is  filed.  (See 
it  3  27.  t  (Sec.  5,  43  Stat.  608.  sees.  1,  2, 
<6  Stat.  1016.  sec.  7,  48  Stat.  9,  sec.  15.  57 
Stat.  559;  38  U.  S.  C.  11,  11a,  426,  707, 
Ch.  12  note) 

§  3.300  Military  and  naval  retirement 
pay.  Under  existing  law.  the  only  pro- 
hibitions against  receipt  of  pension,  com- 
pensation, emergency  officers  or  regular 
retirement  pay  by  a  veteran  on  account 
of  his  own  service  are:  (a)  That  not 
more  than  one  award  of  such  benefits 
shall  be  made  concurrently,  and  (b)  that 
such  benefits  shall  not  be  paid  while  the 
person  is  in  receipt  of  active  service  pay. 
(See  §3,296.)  Therefore,  an  officer  or 
enlisted  man  entitled  to  retirement  with 
pay  (retainer  pay  Is  in  the  nature  of 
reduced  retirement  pay » .  who  is  also  en- 
titled to  compensation  or  pension,  may 
elect  which  of  the  benefits  he  desires  to 
receive.  Such  election  does  not  bar  him 
from  making  a  .subsequent  election  of  the 
other  benefit  to  which  he  is  entitled. 
The  provisions  of  section  212.  Public  No. 
212.  72d  Congress,  as  amended,  do  not 
apply  to  compen.sation  or  pension,  and 
do  not  in  any  way  preclude  such  election. 
In  initial  elections  this  Interpretation 
may  be  applied  retroactively  If  the  claim- 
ant was  not  advised  of  his  rights  of  elec- 
tion and  the  effect  thereof,  but  in  no 
event  prior  to  July  13.  1943.  Moreover, 
any  person  In  receipt  of  regular  retire- 
ment pay  may  by  filing  with  the  depart- 
ment by  which  such  retired  pay  is  paid 
a  waiver  of  a  part  of  such  retired  pay. 
equal  in  amount  to  the  pension  or 
compensation  to  which  he  is  otherwise 
entitled,  receive  such  pension  or  com- 
pensation concurrently  with  the  balance 
of  his  retired  pay.  (Public  Law  314. 
73ih  Congress.)  However,  such  a  retired 
person,  who  on  the  day  of  his  retirement 
elected  under  section  212.  Public  No.  212 
72d  Congres.s,  to  take  the  salary  of  his 
Civilian  office  rather  than  the  retired  pay 
to  which  he  would  have  been  entitled 
but  for  his  appointment  to  the  civilian 
office,  may  not  receive  pension  or  com- 
pen.sation under  Public  Law  314.  78th 
Congre.ss.  (See  Veterans"  Administra- 
tion claims  procedures.)  (Sec.  5  43  Stat 
608,  .sees.  1.  2,  46  Stat.  1016.  sec.  7.  48 
Stat.  9.  sec.  15.  57  Stat.  230 ;  38  U  S  C  11 
11a.  26c.  426.  707,  ch.  12  note) 

5  3.302  Right  of  election.  Where  a 
person  has  a  right  to  benefits  under  two 
or  more  laws,  he  may  elect  to  take  un- 
der any  law.  regardless  of  whether  it  Is 
the  greater  or  lesser  benefit,  and  even 
though  his  election  results  in  reducing 
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the  benefits  of  his  dependents.  Any 
person  who  elects  to  receive  monetary 
benefits  under  any  law.  places  the  right 
under  another  law  in  suspense  and  may 
at  any  time,  on  election,  cause  the  sus- 
pension to  be  lifted  by  again  electing 
monetary  benefits  under  the  other  law. 
However,  benefits  pursuant  to  a  re-elec- 
tion are  payable  only  from  the  date  of 
receipt  of  the  claim  (formal  or  informal) 
constituting  the  re-election.  (Sec.  5,  43 
Stat.  608,  sees.  1,  2,  46  Stat.  1016,  sec.  7. 
48  Stat.  9;  38  U.  S.  C.  11,  11a,  426.  707) 

38.  In  the  cross  reference  immediately 
following  §  3.302,  the  words  "See  Vet- 
erans' Administration  Le^al  Procedures" 
should  be  changed  to  "See  §S  14.650, 
14.651.  and  14.655  through  14.659  of  this 
chapter." 

39.  In  §  3.311.  paragraphs  (c)  and  (d) 
are  amended  as  follows: 

§3.311  Table  of  apportion- 
ments.    •     •     • 

(c)  Where  the  evidence  of  record 
shows  that  the  veteran  and  his  wife  are 
separated,  the  whereabouts  of  the  wife  is 
unknown,  and  all  reasonable  means  to 
locate  the  wife  have  been  unsuccessful 
or  where  she  states  m  writing  that  she 
desires  no  share  of  the  award,  or  fails  for 
90  days  or  more  to  respond  to  corre- 
spondence from  the  Veterans'  Adminis- 
tration informing  her  of  her  rights, 
which  is  not  returned  unclaimed,  there 
will  be  no  apportionment  on  her  account 
except  that  amount  authorized  by  Pub- 
lic Law  877.  80th  Congress,  to  be  paid  on 
her  account  at  such  time  as  her  where- 
abouts may  be  a.scertained.  If  there  are 
children  not  in  the  veteran's  custody  the 
award  will  be  apportioned  according  to 
the  table  provided  in  paragraph  (ai  of 
this  section  on  the  basis  of  the  disabled 
person  and  child  or  children  until  such 
time  as  the  whereabouts  of  the  wife  may 
be  ascertained  or  she  expresses  a  desire 
to  claim  her  share  of  the  award.  In 
such  event  the  award  will  be  reappor- 
tioned on  the  basis  of  the  disabled  per- 
son, wife  and  child  or  children. 

(d)  That  part  of  the  benefit  which  is 
payable  to  a  veteran  under  Public  Law 
877,  80th  Congress,  by  virtue  of  his  hav- 
ing a  dependent  father  or  mother,  or 
both,  will  be  apportioned  and  paid 
directly  to  the  dependent  when  it  ap- 
pears that  the  claimant  has  neglected  or 
refused  to  contribute  to  his,  her.  or  their 
support  in  substantially  the  amount 
which  he.  she,  or  they  would  receive  if 
apportionment  were  made:  Provided, 
That  no  apportionment  will  be  made 
where  the  duly  appointed  guardian  under 
orders  of  the  court  of  appointment  makes 
or  has  made  like  contribution  for  the 
support  of  the  parent  or  parents  (Section 
1  (b).  Public  Law  662.  79th  Congress). 
(Public  Law  877,  80th  Congress) 

40.  In  §  3.312  paragraphs  (a)  and  (b) 
(1)  are  amended  as  follows: 

§  3.312  Apportionment  not  author- 
ized.    •     •     • 

(a)  Where  the  wife  of  a  disabled  per- 
son has  been  found  guilty  of  conjugal 
infidelity  by  a  court  of  competent  juris- 
diction, except  the  additional  amounts 
specifically  authorized  by  Public  No.  877, 
80th  Congress,  to  be  paid  on  her  account. 
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(b)  (1)  Where  the  child  of  the  dis- 
abled person  has  been  legally  adopted 
other  than  by  the  disabled  person,  except 
the  additional  amount  specifically  au- 
thorized by  Public  No.  877.  80th  Congress, 
to  be  paid  on  account  of  the  child.  This 
provision  is  not  applicable  to  death  bene- 
fits.    (Public  Law  877,  80th  Congress) 

41.  Sections  3.315  and  3.316  are 
amended  as  follows: 

§  3.315  Special  apportionments. 
Where  it  is  clearly  shown  by  competent 
evidence  that  the  application  of  the  pro- 
visions of  §S  3.276,  3.310,  and  3.311,  or 
the  fact  that  no  apportionment  is  au- 
thorized under  §  3  312,  will  result  in  un- 
due hardship  upon  the  disabled  person 
or  any  one  of  his  dependents  and  relief 
can  be  afforded  without  undue  hardship 
to  the  other  persons  in  interest,  the  com- 
plete case  file  will  be  forwarded  by 
the  authorization  officer  or  the  attorney 
reviewer  with  appropriate  recommenda- 
tion as  to  the  exact  manner  of  the  pro- 
po.sed  relief,  to  the  adjudication  cfficer, 
assistant  adjudication  officer,  or  the 
chief,  or  a.ssistant  chief,  claims  division, 
who  will  determine  without  regard  to  the 
provisions  of  SS  3.276,  3,310,  3.311,  and 
3.312,  the  disability  pension,  service  pen- 
sion, disability  compensation  or  emer- 
gency officers  retirement  pay,  which  will 
be  apportioned  and  the  exact  amount  to 
be  apportioned  to  each  individual  in  in- 
terest. Should  an  appeal  from  such  ap- 
portionment be  received  the  ca.se  file  will 
be  referred  to  the  adjudication  cfficer. 
as.sistant  adjudication  officer,  or  the 
chief,  or  a.ssistant  chief,  claims  division, 
in  order  that  the  special  apportionment 
from  which  the. appeal  is  taken  may  be 
reconsidered  in  the  light  of  any  addi- 
tional evidence  developed  in  connection 
with  the  appeal.  When  it  is  found  that 
no  change  is  warranted,  VA  Form  8, 
properly  prepared,  will  be  approved. 
Thereafter  regular  appellate  procedure 
will  be  for  application.  (See  Veterans' 
Administration  appeals  procedures.) 
(Sec.  5,  43  Stat.  608.  .sees.  1,  2,  46  Stat. 
1016,  sec.  7.  48  Stat.  9;  38  U.  S.  C.  11,  11a 
426,  707) 

§  3.316  Effective  date  of  apportion- 
ments. The  effective  date  of  an  appor- 
tionment will  be  the  first  day  of  the 
month  next  succeeding  that  in  which  the 
notice  of  estrangement,  that  the  child  or 
children  are  not  in  the  custody  of  the 
disabled  person,  or  that  the  disabled  per- 
son is  not  contributing  to  the  support  of 
a  dependent  parent  is  received  in  the 
Veterans'  Administration,  and  the  dis- 
abled person's  award  will  be  immediately 
adjusted  in  order  to  make  payable  to  him 
or  her  only  the  apportioned  amount  to 
which  he  or  she  would  be  entitled  under 
§S  3.310  and  3.311:  Provided,  That  in  in- 
itial awards  benefits  or  apportionments 
will  be  granted  over  the  entire  period 
covered  by  the  initial  awards  in  accord- 
ance with  the  facts  found.  The  effective 
date  of  an  apportionment  under  g  3,310 
(c)  and  (d)  will  be  the  date  on  which 
the  veteran's  award  is  suspended  or  the 
date  from  which  an  institutional  award 
in  his  behalf  is  made:  Provided,  That  in 
Initial  awards  apportionments  as  author- 
ized herein  will  be  granted  over  the  en- 
tire period  covered  by  the  initial  awards 
In  accordance  with  the  facts  found.    (Sec. 
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5.  43  Stat.  608  sees.  1.  2.  46  Stat.  1016, 
sees.  4.  7,  48  Stat.  9.  sec.  3.  54  Stat.  1195; 
38  U.  8.  C.  11.  Ua,  49a  note.  704  707) 

42.  In  Part  3.  §§  3.341.  3342.  3  343. 
3.344.  3.345.  3.346.  3.347.  3.352.  3.354.  3.357 
and  3. 1502  are  hereby  canceled. 

[seal]  O.  W  Clark. 

Executive  Assistant  Administrator. 

IF.    R.    Doc.    49-968;     Filed.    Feb.    8,    1949; 
8:52  a.  m  | 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127— International  Postal  Service: 
Pc£T.\CE  Rates.  Service  Available,  and 
Instructions  for  Mailing 

CHINA 

In  5  1^7.231  China  {including  Taiwan 
(Formosa)  and  the  leased  territory  of 
Kwangchowwan  tFort  Bayard))  13  F.  R. 
9130).  amend  paragraph  (c)  (2)  to  read 
as  follows: 

(2>  Observations.  In  addition  to  the 
conditions  jipplicable  to  parcels  gener- 
ally, as  set  forth  in  paragraph  (b)  of  this 
section,  the  following  sjpecial  require- 
ments impo.sed  by  agreement  between  the 
Economic  Cooperation  Administration 
and  the  Chinese  authorities  must  be  met 
In  order  for  parcels  to  be  accepted  at  the 
reduced  postage  rate  as  "U.  S.  A.  Gift 
Parcels" : 

<i>  Each  parcel  mu.'^t  be  mailed  as  a 
gift  by  an  individual  sender  to  an  in- 
dividual addressee  for  the  per.sonal  u.se  of 
him.'^elf  or  his  immediate  family.  The' 
Items  which  may  be  included  In  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperish- 
able  food,  clothing,  including  shoes,  and 
mailable  medical  and  health  supplies, 
not  exceeding  $50.00  in  value. 

<li)  The  combined  total  domestic  re- 
tail value  of  all  butter,  and  other  edible 
fats  and  oils  included  in  each  parcel  must 
not  exceed  $5.  and  that  the  combined 
total  domestic  retail  value  of  all  strep- 
tomycin, quinine  sulfate,  and  quinine 
hydrochloride  included  in  each  parcel 
aiso  may  not  exceed  $5. 

(iti)  When  a  relief  parcel  is  presented 
for  mailing  under  the.se  regulations  in 
this  part  the  words  "U.  S.  A.  Gift  Parcel" 
shall  be  conspicuously  endorsed  by  the 
mailer  on  the  address  side  of  the  parcel 
and  al.'^o  on  the  customs  declaration. 
The  use  of  the  words  "U.  S.  A.  Gift  Par- 
cel" will  be  a  certification  by  the  mailer 
that  the  provisions  of  the  ECA  regula- 
tions have  been  met. 

(R.  S.  161.  396.  398.  .sees.  304.  309.  42  Stat. 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22.  369, 
372) 

[sealI  J.  M.  Donaldson, 

Postmaster  General. 

|P.    R.    Doc.    49  953:     Filed,    Feb.    8.     1949; 
8:46  a.  m.] 


RULES  AND  REGULATIONS 

In  subparagraph  (1)  of  paragraph  (c) 
U.  S.  A.  gift  parcels.  (Netherlands),  to 
read  as  follows: 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

netherlands 

In    §  127.309     Netherlands    (13   P.    R. 
9189  >  amend  the  table  of  rates  contained 


Pounds: 

Rate 

Pounds : 

Rate 

1 

...  $0.06 

12 

...  $0.72 

2. - 

...       .12 

13 

—       .78 

8.. - 

...       .18 

14 .- 

...       .84 

4 

...       .24 

16 

...       .90 

5 

—       .30 

16 

--_       .93 

6— 

...       .36 

17 

...     1.02 

7... 

...       .42 

'    18 

...     1.08 

8 

...       .48 

19 

„.     1.14 

8 

...       .64 

20 

...     1.20 

10 

...       .60 

21 

...     1.26 

11 

.66 

22 

1.32 

(R.  S.  161.  396.  398.  sees.  3C4.  a09.  42  Stat. 
24.  25;  48  Stat.  943 ;  5  U.  S.  C.  22,  369,  316) 

fsEAL]  J.  M.  Do:.'ald::on. 

Postynasler  General. 

|F.    R.    Doc.    49-952;    Filed.    Feb.    8.    19.9; 
8:46  a.  m.l 


(R  S  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25 ;  48  Stat  943 ;  5  U.  S.  C.  22,  369,  372 ) 

[SEAL]  J.  M.  Donaldson, 

Postmaster  General. 

(F.    R.    Doc.    49-951;    Filed.    Feb.    8.    1949; 
8:46   a.   m.J  ,^ 


Part  127 — International  Pcstal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

RUMANIA 

In  §  127.341  Rumania  (13  P.  R.  9211) 
amend  paragraph  <b)  Parcel  post  'Ru- 
mania', subparagraph  (5)  Observations 
by  adding  the  following: 

fvii)  Prepayment  of  customs  dutf  on 
gift  parcels.  Gift  parcels  containing 
only  food  and  used  clothing  may  be 
mailed  with  customs  duty  prepaid  by  the 
sender  if  the  following  procedure  is  fol- 
lowed : 

(a)  The  pro.spective  mailer  should 
send  two  customs  declarations  for  each 
parcel  to  the  Rumanian  Legalion,  Office 
of  the  Commercial  Attache,  26  West  56th 
Street,  New  York  19,  N.  Y.  No  particu- 
lar form  of  declaration  is  prescribed,  but 
the  following  information  must  be  fur- 
nished: (i)  Name  and  addre.ss  of  sender; 
(2)  weight  of  the  parcel;  *3t  list  of  con- 
tents, with  articles  of  food  item;z?d  and 
used  clothing  stated  as  such:  <4>  name 
and  addre.ss  of  addressee.  The  declara- 
tions must  be  accompanied  by  a  stamped 
envelope  for  reply  and  by  a  check  cr 
money  order  covering  the  customs  duty 
at  the  rate  of  13  cents  per  pound.  This 
remittance  covers  only  the  Rumanian 
customs  duties;  postage  at  the  regular 
rates  must  be  paid  in  the  usual  manner 
when  parcels  are  mailed.  The  Ruma- 
nian Legation  will  return  the  two  decla- 
rations, stamped;  a  receipt  with  dupli- 
cate on  colored  paper  indicating  payment 
of  the  customs  duty;  and  a  yellow  label 
bearing  the  receipt  number  and  the 
words  'Taxa  Vamala  Platita". 

(b)  The  sender  should  enclose  one  of 
the  stamped  declarations  and  the  colored 
copy  of  the  receipt  within  the  parcel,  and 
paste  the  yellow  label  on  the  outside. 
The  other  declaration  and  original  re- 
ceipt may  be  either  retained  by  the 
sender  or  sent  to  the  addressee  by  letter 
to  assist  in  customs  clearance  of  the 
parcel. 

( c )  Parcels  mailed  under  this  arrange- 
ments must  bear  two  customs  declara- 
tions (Form  2966)  and  one  dispatch  note 
(Form  2972)  and  otherwise  comply  with 
the  normal  requirements  for  parcels 
sent  as  gifts  to  Rumania. 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 
portuguese  timor 

In  §  127.335  Portuguese  Timor  (13 
F.  R.  920G )  amend  the  table  of  rates  con- 
tained in  subparagraph  (1)  Table  of 
rates  of  paragraph  tb)  Parcel  post. 
(Portuguese  Timor),  to  read  as  follows: 
I  Rates  Include  transit  charges) 

Pounds:  Rate  Pounds:  Rate 

1 $0.35           12 $2.37 

2 .49           13 2.51 

3 jJO            14 2.65 

4 .84            15 2.  7J 

5 -.  .93            16 2.93 

6. 1.12            17 3.C7 

7. ---  1.26            18 3.21 

8 1.48             19 3.35 

9. 1.62            20 3.<9 

19 1   76            21 3.C3 

11. 1.90            22 3.%! 

(R.  S.  161.  396.  398.  sees.  3C4.  3C9.  42  Stat. 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22,  263, 

372) 

I  seal  1  J.  M.  DoijAlDSON. 

Postmaster  General. 

|F.    R.    Doc.    49  950;     Piled,    Feb.    8,    1949; 
8:46    a.    m.| 


Part  127 — Internation\l  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 
salvador  (el) 

In  §  127.345  Salvador  (£.')  (13  F.  R. 
9213)  make  the  following  changes: 

1.  In  paragraph  (b)  (6)  Observations 
amend  subdivisions  (i)  to  (v)  to  read  as 
follows : 

(6»  Ob.'^crvations.  (1)  Parcels  exceed- 
ing $50.00  in  value  require  commercial 
invoices,  visaed  by  a  Salvadcran  consular 
cfflcer.  These  invoices  are  not  to  be  en- 
clo.^ed  in  the  parcel,  but  should  be  sent 
to  the  addressee  by  letter. 

(ii)  Certificates  of  oriftin  are  required 
only  If  exemption  from  or  modification  of 
customs  duty  is  claimed  under  a  trade 
agreement. 

2.  Redesignate  subdivision  (vi)  as  sub- 
division (iii». 

3.  Redesignate  subdivision  (vii)  as 
subdivision  dv). 

4.  Redesignate  subdivision  (vili)  as 
subdivision  (v). 

5.  Redesignate  subdivision  dx)  as  sub- 
division (vi). 

6.  In  paragraph  (b)  (7)  Prohibitions 
add  the  following: 

(iii)  Sanitary  certificates  are  required 
for  parcels  containing  seeds  or  other 
plant  material;  flour;  lard;  olive  oil. 
(R.  S.  161,  396,  398,  sees.  304,  309.  42  Stat. 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22.  359. 
372) 

[SEAL]  J.  M.  Donaldson, 

Postmaster  General. 

(P.    R.    Doc.    49  949;     Filed,    Feb.    8.    1049; 
8:46  a.  m.l 


Wednesday,  February  9,  1949 


FEDERAL  REGISTER 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Chap.  IX  ] 

(Docket  No.  AO-197-A1) 

Handling  of  Milk  in  Lima,  Ohio, 
Marketing  Area 

notice  of  extension  of  time  for  filing 
suggested  findings  of  fact  and  con- 
clusions, AND  BRIEFS  IN  SUPPORT 
THEREOF 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900.1  et  seq.;  11  F.  R. 
7737,  12  F.  R.  1159.  4904)  notice  is  hereby 
given  that  the  time  for  filing  suggested 
findings  of  fact  and  conclusions  and 
briefs  in  support  thereof  on  the  evidence 
adduced  at  the  public  hearing  on  a  pro- 
posed marketing  agreement  and  order, 
regulating  the  handling  of  milk  in  the 
Lima,  Ohio,  milk  marketing  area,  which 
was  held  in  Lima,  Ohio,  November  15-19. 
1S48.  following  the  issuance  of  notice  on 
October  11,  1948  <  13  F.  R.  6020 ) .  is  hereby 
extended  to  February  15.  1949. 


At  the  conclusion  of  the  hearing,  the 
date  for  filing  was  announced  as  Feb- 
ruary 5.  1949.  At  the  request  of  oppo- 
nents of  the  proposed  marketing  agree- 
ment and  order,  the  time  for  filing  sug- 
gested findings  of  fact  and  conclusions 
and  briefs  in  support  thereof  is  extended 
for  ten  days  and  until  February  15,  1949. 

Dated:  February  3.  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator. 

IF.    R.    Doc.    49-959;     Filed,    Feb.    8.    1949; 
8:49   a.   m.J 


[  7  CFR,  Ch.  IX  1 

Handling  of  Milk  in  Certain  Marketing 
Areas 

decision  with  respect  to  proposed  mar- 
keting agreements  and  to  proposed 
amendments  to  orders,  as  amended 

Correction 

In  Federal  Register  Document  49-752. 
appearing  at  page  444  of  the  issue  for 
Tuesday.  February  1,  1949,  the  fifth  line 
of  paragraph  (b)  under  amending  para- 
graph 2  of  the  "Order  relative  to  han- 
dling" should  read  "books  and  records 
required  by  this  order". 


NOTICES 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  By 
Sheltered  Workshops 

notice  of  issuance  of  special 
certificates 

Notice  is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
handicapped  clients  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates  ap- 
plicable under  section  6  of  the  Fair  Labor 
Standards  Act  of  1938  and  section  1  (b) 
of  the  Wal.sh-Healey  Public  Contracts 
Act  have  been  issued  to  the  sheltered 
workshops  hereinafter  mentioned,  under 
section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (sec.  14.  52  Stat.  1068;  29 
U.  S.  C.  214)  and  Part  525  of  the  regu- 
lations issued  thereunder  (29  CFR.  Cum. 
Supp  .  Part  525,  amended  11  F.  R.  9556), 
and  under  sections  4  and  6  of  the  Walsh- 
Healey  Public  Contracts  Act  (sees.  4.  6, 
49  Stat.  2038;  41  U.  S.  C.  38.  40)  and 
Article  1102  of  the  regulations  issued 
pursuant  thereto  (41  CFR,  Cum.  Supp.. 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  issued,  wage  rates,  and  the  effec- 
tive and  expiration  dates  of  the  cer- 
tificates are  as  follows: 

Rochester  Rehal)ilitation  Center.  Inc.. 
233  Alexander  Street.  Rochester  7.  New 
York;  at  a  wage  rate  of  not  le.ss  than 
the  piece  rate  paid  non-handicapped  em- 


ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  10  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  5 
cents  for  each  new  client  during  his 
Initial  4-week  evaluation  period  in  the 
workshop;  certificate  is  effective  Feb- 
ruary 1,  1949,  and  expires  January  31, 
1950. 

Philadelphia  Society  for  Crippled 
Children  and  Adults,  2000  South  College 
Avenue.  Philadelphia.  Pennsylvania;  at 
a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  in  the  same  occupation  in  regu- 
lar commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
20  cents  per  hour,  whichever  is  higher, 
and  a  rate  of  not  less  than  15  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  in  the  workshop;  cer- 
tificate is  effective  February  1,  1949.  and 
expires  January  31.  1950. 

Volunteers  of  America.  1432  First 
Street.  Detroit  26.  Michigan;  at  a  wage 
rate  of  not  less  than  the  piece  rate  paid 
non-handicapped  employees  engaged  In 
the  same  occupation  in  regular  commer- 
cial industry  maintaining  approved  labor 
standards,  or  not  less  than  20  cents  per 
hour,  whichever  is  higher,  and  a  rate  of 
not  less  than  15  cents  for  each  new  client 
during  his  initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  is  effec- 
tive February  1.  1949.  and  expires  Janu- 
ary 31.  1950. 

Minnesota  Homecrafters.  Inc.,  2624 
Hennepin  Avenue,  Minneapolis,  Minne- 
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sota;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  10  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  5  cents 
for  each  new  client  during  his  initial  4- 
week  evaluation  period  in  the  workshop; 
certificate  is  effective  February  1,  1949, 
and  expires  January  31,  1950. 

Minnesota  Homecrafters,  Inc.,  1719 
West  Superior  Street,  Duluth  2,  Minne- 
sota ;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  10  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  5 
cents  for  each  new  client  during  his  in- 
itial 4-week  evaluation  period  in  the 
workshop;  certificate  is  effective  Febru- 
ary 1,  1949.  and  expires  January  31.  1950. 

The  employment  of  handicapped 
clients  in  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  issued  on 
the  applicants'  representations  that  they 
are  iheltered  workshops  as  defined  in  the 
regulations  and  that  special  services  are 
provided  their  handicapped  clients.  A 
sheltered  workshop  is  defined  as.  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the 
purpose  of  carrying  out  a  recognized 
program  of  rehabilitation  for  individuals 
whose  earning  capacity  is  impaired  by 
age  or  physical  or  mental  deficiency  or 
injury,  and  to  provide  such  individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or,therapeutic  nature." 

These  certificates  may  be  cancelled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a  re- 
view or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this  no- 
tice in  the  Federal  Register. 

Signed  at  Washington.  D.  C.  this  1st 
day  of  February  1949. 

Raymond  G.  Garceau, 

Director, 
Field  Operations  Branch. 

Doc.    49-970;     Filed.    Feb.    8,    1949; 
8:52  a.  m.l 


IP.    R. 


Wage  and  Hour  Division 

I  Administrative  Order  387 1 

Appointment    of    a    Special    Industry 
Committee  for  Virgin  Islands 

1.  By  virtue  of  and  pursuant  to  the 
authority  vested  in  me  by  section  5  (e) 
of  the  Fair  Labor  Standards  Act  of  1938. 
as  amended,  (.section  3  (e),  54  Stat.  615; 
29  U.  S.  C.  205  (e) ) .  I,  William  R.  Mc- 
Comb,  Administrator  of  the  Wage  and 
Hour  Division,  United  States  Department 
of  Labor,  do  hereby  appoint  and  convene 
a  Special  Industry  Committee  for  the 
Virgin  Islands,  composed  of  the  follow- 
ing representatives; 
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NOTICES 


For  the  public.  Canute  A.  Brodhurst, 
Chairman.  Christlansted.  St.  Croix.  Vir- 
gin Islands.  Caroline  F.  Ware.  Vienna. 
Virginia. 

For  the  employees.  Ludvig  E.  Harrl- 
gan,  Chrlstiansted.  St.  Croix.  Virgin 
I.slands.  Bertha  C.  Boschulte,  Charlotte 
Amalie.  St.  Thomas.  Virgin  Islands. 

For  the  employers.  Isidore  Paiewon- 
sky,  Charlotte  Amalie.  St.  Thomas,  Vir- 
gin Islands.  Victor  H.  Gibean.  Chris- 
tlansted. St.  Croix,  Virgin  Islands. 

2.  The  special  industry  committee 
herein  created,  in  accordance  with  the 
provisions  of  the  Fair  Labor  Standards 
Act.  a.s  amended,  and  regulations  pro- 
mulgated thereunder  (Title  29.  Chapter 
V.  Code  of  Federal  Regulations,  Part 
511>,  shall  meet  beginning  on  March  15. 
1049.  at  10;00  a.  m..  in  the  Municipal 
Council  Chamber,  Charlotte  Amalie,  St. 
Thomas.  Virgin  Islands,  and  beginning 
on  March  21.  1949,  at  10:00  a.  m.  in  the 
Federal  Court  Room,  Christlansted,  St. 
Croix,  Virgin  Islands,  and  shall  proceed 
to  investigate  conditions  in  the  industries 
In  the  Virgin  Islands  in  such  order  as  the 
Committee  may  elect  and  recommend  to 
the  Administrator  minimum  wage  rates 
for  all  employees  In  said  Islands  who 
within  the  meaning  of  said  act  are  "en- 
gaged in  commerce  or  in  the  production 
of  goods  for  commerce"  excepting  em- 
ployees exempted  by  virtue  of  the  pro- 
visions of  section  13  (a)  and  employees 
coming  under  the  provisions  of  sec- 
tion 14. 

Signed  at  Washington,  D.  C,  this  3d 
day  of  February  1949. 

Wm.  R.  McComb. 
Adminustraior, 
Wage  and  Hour  Division. 

[F.    R.    Doc.    49-969;     Filed.    Feb.    8.     1949; 
8:53  a.  ml 


FEDERAL  COMMUK'ICATIONS 
COMMISSION 

(Docket  No6.  6737.  8454,  9110| 

Southern  California  Broadcasting  Co. 

(KWKW)   ET  AL. 
ORDER  CONTINUING  HEARING 

In  re  applications  of  Marshall  S.  Neal, 
Paul  Buhlig.  E.  T.  Foley,  and  Edwin  Earl, 
d  b  as  Southern  California  Broadcasting 
Company  'KWKW)  Pa.sadona,  Califor- 
nia, Docket  No.  6737,  File  No.  BP-3710: 
George  W.  Berger,  George  A.  Raymcr. 
Fred  Porgy,  and  John  W.  Swallow,  d  b 
as  Orange  County  Broadcasting  Com- 
pany, Santa  Ana,  California,  Docket  No. 
8454,  Pile  No.  BP-5936:  Leon  E.  Sidebot- 
tom,  Don  J.  Jackson,  Walter  S.  Murra. 
Paul  E.  Kain.  Glenn  E.  Jackson,  and  Karl 
Jack.son.  a  partnership,  d  b  as  Airtone 
Company.  Santa  Ana,  California,  Docket 
No.  9110,  File  No.  BP-6021;  for  construc- 
tion permits. 

The  Commission  having  scheduled  a 
hearing  on  the  above-entitled  applica- 
tions for  February  14.  1949.  at  Washing- 
ton. D.  C. :  and 

It  appearing,  that  on  May  9,  1947,  the 
Commission  published  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  it  would  defer  action 


on  all  pending  applications  requesting 
daytime  or  limited  time  operation  On 
United  States  I-A  or  I-B  frequencies 
until  a  decision  was  announced  in  the 
said  hearing  (Mimeo  No.  6630  > ;  and 

It  further  appearing,  that  the  above- 
entitled  application  of  Southern  Cali- 
fornia Broadcasting  Company  <KWKW  • . 
Pasadena,  California,  requests  the  use  of 
830  kc,  50  kw,  daytime  only;  that  the 
above-entitled  application  of  Orange 
County  Broadcasting  Company.  Santa 
Ana.  California,  requests  the  use  of  850 
kc,  1  kw,  daytime  only,  and  that  the 
above-entitled  application  of  Airtone 
Comjpany.  Santa  Ana.  California,  re- 
quests the  use  of  850  kc,  250  watts,  day- 
time only; 

It  is  ordered.  This  28th  day  of  January, 
1S49  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  is  continued  indefinitely. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49  972:     Filed,     Feb.    8.     1949; 
8:£5  a.  m.| 


(Docket  No8.  7820.  8298] 

Scenic  City  Broadc.vsting  Co.,  Inc.  and 
Rhode  Island  Broadcasting  Co. 
(WRIB) 

order  continuing  hearing 

In  re  applications  of  Scenic  City 
Broadcasting  Company.  Inc.,  Middle- 
town.  Rhode  Island,  Docket  No.  7820.  Pile 
No.  BP-4902;  Rhode  Island  Broadcast- 
ing Company  tWRIB).  Providence, 
Rhode  Island.  Docket  No.  8298,  File  No. 
BMP-2479;   for  construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  January  27. 
1949,  by  Scenic  City  Broadcasting  Com- 
pany, Inc..  Middle'town.  Rhode  Lsland.  re- 
questing a  30-day  continuance  in  the 
hearing  upon  the  above-entitled  applica- 
tion, for  construction  permit,  presently 
scheduled  for  January  31,  1949,  at  Wash- 
ington, D.  C: 

It  is  ordered.  This  28th  day  of  Janu- 
ary 1949.  that  the  petition  b^  granted; 
and  that  the  hearing  upon  the  above- 
entitled  application  be  continued  to  10 :00 
a.  m.,  Monday.  March  14.  1949,  at  Wash- 
ington. D.  C. 

Federal  Communications 
Commission, 
[SEALl      T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49^971;    Filed.    Peb.    8.    1949; 
8:54  a.   m.) 


(Docket  No.  9157] 

Fort  Industry  Co.  (WSPD)  and  North- 
eastern Indiana  Bro.adcasting  Co.,  Inc. 
(WKJG) 

order  continuing  hearing 

In  the  matter  of  the  petition  of  The 
Fort  Industry  Company  (WSPD)  for  des- 
ignation for  hearing  of  Nortlieastern 
Indiana    Broadcasting    Company.    Inc. 


(WKJG> .  Port  Wayne,  Indiana,  for  mod- 
ification of  construction  permit.  Docket 
No.  9157,  File  No.  BMP-3332. 

The  Commission  having  under  consid- 
eration a  joint  petition  filed  January  17. 
1949.  by  The  Fort  Industry  Company  and 
Northeastern  Indiana  Bicadc?sting 
Company.  Inc.  (WKJG).  Fort  Wayne. 
Indiana,  requesting  a  continirince  in  the 
hearing  presently  scheduled  ^r  January 
31.  1949.  in  the  above-entitk-    ,  natter; 

It  is  ordered.  This  28lh  day  cf  January 
1949,  that  the  petition  be  pranted;  and 
that  the  hearing  be  continued  to  10:00 
a.  m..  Wednesday.  April  6, 1S49,  at  Wash- 
ington, D.  C. 

Federal  Communications 
Commission. 

I  SEAL  1  T.  J.  SLOWIE, 

Secretary. 

[F.    R.    Doc.    49-973:     Filed,    Feb.    8.    1913; 
8:55  a.  m.| 


KOKO  AND  KSFT 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
AS:;IGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  October  28,  1948,  there  was  filed 
with  it  an  application  <BTC-723)  for  its 
consent  under  section  310  <b'  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  station  KSFT. 
Trinidad,  Colorado,  from  E.  O.  Schoembs 
and  B.  C.  Bulson  to  Ellis  P.  Lupton.  Also 
there  was  filed  with  it  on  December  16. 
1948.  an  application  (BTC-724»  for  its 
consent  under  section  310  <b»  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  station  KOKO,  La 
Junta.  Colorado,  from  E.  O.  Schoembs 
and  B.  C.  Bulson.  individually  and  as  at- 
torneys-in-fact for  the  transferors  to  El- 
lis P.  Lupton.  Under  the  arrangements 
the  transferors  agree  to  sell  and  the 
transferee  to  buy.  subject  to  the  approval 
of  the  Federal  Communications  Commis- 
sion, 162  shares  i32.4'^c)  of  the  stock  of 
the  Trinidad  Broadca.sting  Corporation 
which,  when  considered  in  connection 
with  the  125  .shares  (25^7)  of  such  stock 
now  held  by  Ellis  P.  Lupton  which  he 
also  offers  for  sale,  making  a  total  of  287 
shares  (57.4%)  of  the  Trinidad  Broad- 
casting Corporation,  and  126  shares 
(62%)  of  the  stock  of  the  Southwest 
Broadcasting  Company,  for  a  total  con- 
sideration of  $58,250  cash,  which  price 
Includes  the  price  of  Mr.  Lupton's  stock 
shown  above,  individually  offered  for  sale 
by  him.  and  other  consideration.  Fur- 
ther information  as  to  the  arrangements 
may  be  found  with  the  application  and 
associated  papers  which  are  on  file  at 
the  offices  of  the  Commission  in  Wash- 
ington. D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  January  25, 1949  that  starting 
on  January  24.  1949  notice  of  the  filing 
of  the  application  would  be  inserted  in 
The  Chronicle  News,  a  newspaper  of  gen- 


'  Section  1.321,  Part  1.  Rules  of  Practice  and 
Procedure. 


Wednesday,  February  9,  1949 

era!  circulation  at  Trinidad,  Colorado. 
and  the  La  Junta  Tribune  Democrat  at 
La  Junta.  Colorado.  In  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  24,  1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
In  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  <b)) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49  974;     Piled.    Feb.    8.    1949; 
8:55  a.  ml 


KCOI 

PUBLIC  NOTICE  CONCERNING  PROPOSED 
ASSIGNMENT    OF   PERMIT  ' 

The  Commission  hereby  gives  notice 
that  on  January  24.  1949.  there  was  filed 
with  It  an  application  (BAP-103)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
assignment  of  permit  for  station  KCOI. 
Coalinga.  California,  from  D.  O.  Kinnie 
to  Albert  F.  Blain,  Richard  K.  Newman. 
Jr.,  and  Forrest  W.  IfUghes,  d  b  as  KCOI 
Broadcasting  Company.  The  propasal  to 
a.ssign  the  permit  arises  out  of  a  con- 
tract of  December  15.  1948,  pursuant  to 
which  the  said  D.  O.  Kinnie  will  a.s.slgn 
the  construction  permit  and  a.ssets  of 
station  KCOI  for  the  sum  of  $500.  Fur- 
ther information  as  to  the  arrangements 
may  be  found  with  the  application  and 
as.sociated  papers  which  are  on  file  at 
the  offices  of  the  Commission  in  Wash- 
ington. D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  January  24.  1949,  that 
starting  on  January  25,  1949,  notice  of 
the  filing  of  the  application  would  be 
Inserted  in  The  Fiesno  Bee,  a  newspaper 
of  general  circulation  in  Coalinga,  Cali- 
fornia, In  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  8k;tion  will  be 
had  upon  the  application  for  a  period 
of  60  days  from  January  25.  1949.  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  Involved  may  do 
so  upon  the  same  terms  and  conditions 
as  .set  forth  in  the  above  described  con- 
tract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b). 

Federal  Communications 
Commission, 
[SEALl        T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49-975;     Piled,    Pab.    8,    1949; 
8:55  a.  m.)  * 


FEDERAL  REGISTER 
KVAI 

PUBLIC    NOnCl    CONCIRNINO   PROPOSID 
TRANSFER  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  January  15,  1949.  there  was  filed 
with  It  an  application  (BTC-730)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  station  KVAI. 
Amarillo,  Tex.,  to  R.  O.  Hughes.  The 
proposal  to  transfer  control  arises  out 
of  a  contract  of  December  4.  1948  pur- 
suant to  which  R.  G.  Hughes  agrees  to 
purchase  a  total  of  366.375  shares  or 
56.37 7o  of  the  total  stock  of  the  Plains 
Empire  Broadcasting  Company  from  3 
present  stockholders  as  follows:  Lonnie 
J.  Preston  I6734  shares,  Alice  Howenstine 
1673,4  shares  and  V.  M.  Preston  30'''8 
shares.  The  consideration  to  be  paid  for 
the  stock  to  be  transferred  is  $30,000  plus 
the  payment  of  an  additional  sum  as  set 
forth  in  the  contract  of  December  4, 1948, 
not  to  exceed  $58,000.  Further  informa- 
tion as  to  the  arrangements  may  be  found 
with  the  application  and  associated 
papers  which  are  on  file  at  the  offices  of 
the  Commission  in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases  in- 
cluding the  requirement  for  public  notice 
concerning  the  filing  of  the  application, 
the  Commission  was  advised  l^  applicant 
on  January  17.  1949  that  starting  on 
January  18,  1949  notice  of  the  filing  of 
the  application  would  be  inserted  in  a 
newspaper  of  general  circulation  at  Ama- 
rillo, Tex.,  in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  18, 1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal   Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary.  • 

[F.    R.    Doc.    49-976:     Filed.    Feb.    8,     1949; 
8:55  a.  m.] 


'Section    1321,  Part   1,  Rules  of  Practice 
and  Procedure. 


WTRR 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  January  17.  1949.  there  was  filed 
with  it  an  application  (BAL-826)  for  its 
consent  under  section  310  tb)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WTRR, 
Sanford,  Florida,  from  James  S.  Rivers, 
tr/as  Southeastern  Broadcasting  Sys- 
tems to  Myron  A.  Reck,  d  b  as  Radio 
Station  WTRR.  The  proposal  to  assign 
the  license  arises  out  of  a  contract  of 
November  19.  1948,  pursuant  to  which 
assignor  agrees  to  sell  and  assignee  to 
buy  the  physical  properties  of  station 
WTRR  for  a  total  consideration  of  $50,- 
000.  In  addition  seller  agrees  to  hire 
buyer  immediately  as  general  manager 
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of  station  WTRR.  The  buyer  will  receive 
as  consideration  for  his  services  the  net 
profits  of  the  station.  This  employment 
agreement  Is  to  run  untir  this  Commis- 
sion has  approved  or  disapproved  the 
Instant  application.  Further  informa- 
tion as  to  the  arrangements  may  be  found 
with  the  application  and  associated  pa- 
pers which  are  on  file  at  the  offices  of  the 
Commission  In  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  December  14,  1948,  that  start- 
ing on  December  9,  1948.  notice  of  the 
filing  of  the  application  would  be  inserted 
In  the  Sanford  Herald,  a  newspaper  of 
general  circulation  at  Sanford.  Florida, 
in  conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  December  9,  1948,  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  In  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
Fse.al]        T.  J.  Slowie. 

Secretary. 

(F.    R.    Doc.    49-977:     Filed.    Feb,    8,     1949; 
8:55  a.  m.l 


FEDERAL   POWER   COMMISSION 

[Project  No.  1968] 
Wisconsin  Public  Service  Corp. 

notice  OF  ORDER  AUTHORIZING  ISSUANCE  OF 
LICENSE  TmAJOR) 

February  4,  1949. 
Notice  Is  hereby  given  that.  February 
3.  1949,  the  Federal  Power  Commission 
Issued  its  order  entered  February  1,  1949, 
authorizing  Issuance  of  license  (major) 
in  the  above  entitled  matter. 


[seal] 


Leon  M.  F^quav, 

Secretary. 


(F.    R.    Doc.    49-963;    Piled,    Feb.    8,    1949; 
8:50  a.  m.l 


(Project  No.  1994] 

Heber  Light  and  Power  Plant 

notice  of  application  for  license 

(MAJOR) 

February  2.  1949. 
Public  notice  Is  hereby  given  that 
Heber  City,  Midway  Town  and  Charles- 
ton Town,  doing  business  as  Heber  Light 
and  Power  Plant,  Heber  City.  Utah  has 
made  application  for  a  license  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  8.  C.  791-825r)  for  a  proposed 
hydroelectric  project  (No.  1994)  desig- 
nated as  the  proposed  Snake  Creek  power 
plant  which  would  consist  principally  of 
a  concrete  Intake  box  at  the  mouth  of 
Mountain  Lake  Tunnel  near  the  liead  of 
Snake  Creek  Canyon,  a  steel  pipe  line 
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about  16.300  feet  long,  a  power  hoiise 
containing  a  750  kilowatt  generating  unit 
operating  under  an  effective  head  of 
about  1,700  feet  and  a  transmission  line 
about  four  and  one-half  miles  long  from 
the  power  house  to  Midway,  Utah. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  reasons  for  such  protest  or 
request,  and  the  name  and  address  of 
the  party  or  parties  so  protesting  or  re- 
questing, should  be  submitted  on  or  be- 
fore March  28,  1949,  to  the  Federal  Power 
Commission  at  Washington  25,  D.  C. 


FSEALl 


Leon  M.  Puquay, 

Secretary. 


IF.    R.    Doc.    49-948:    PUed.    Feb.    8.    1949; 
8:46  a.  in.| 


(Docket  No.  G- 11 541 

Southern  Union  Gas  Co. 

NOTICE    or    nNDINGS    AND    ORDER     ISSUING 

certificate  of  public  convenience  and 
necessity 

February  4,  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 2,  1949,  the  Federal  Power  Commis- 
sion issued  its  findings  and  order  entered 
February  1,  1949,  issuing  certificate  of 
public  convenience  and  necessity  in  the 
above-designated  matter. 


F  SEAL  1 


Leon  M.  Fuquay, 
Secretary. 


I  P.    R.    Doc.    49-964;    Piled,    Feb.    8,    1949; 
8:50  a.  m.l 


(Docket  No.  ID- 1080 1 

Richard  R.  Dunn 

notice  of  authorization 

^February  4,  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 3.  1949,  the  Federal  Power  Commis- 
sion Issued  Its  order  entered  February  1, 
1949,  in  the  above-designated  matter, 
authorizing  Applicant  to  hold  certain 
positions  In  the  Potomac  Electric  Power 
Company  and  the  Braddock  Light  Si 
Power  Company,  Inc..  pursuant  to  sec- 
tion 305  (b)  of  the  Federal  Power  Act. 


fSEAL] 


Leon  M.  Fuquay, 

Secretary. 


|F.    R.    Doc.    49  962;    Filed,    Feb.    8,    1949; 
8:49   a.   m.l 


INTERSTATE  COMMERCE 
COMMISSION 

Water  Carriers  and  Freight  Forwarders 
organization  and   assignment  of   work 

February  3.  1949. 

The  Interstate  Commerce  Commission 
announces  that  on  January  26,  1949,  It 
amended  Its  order  as  to  assignment  of 
work,  entered  June  8,  1942,  pursuant  to 
the  provisions  of  section  17  of  the  Inter- 
state Commerce  Act.  as  amended,  by 
eliminating  the  following  shown  for  the 
Bureau  of  Water  Carriers  and  Freight 
Forwarders  under  the  heading  "Bureaus 
of  the  Commission": 

Water  Carriers  and  Freight  Forwardera, 
Commlsslouer  in  Charge,  Division  Oue. 


Tarlflf  matters.  Commissioner  in  Charge, 
Division  Two. 

Finance  matters,  Commissioner  In  Charge, 
Division  Pour. 

and  substituting  therefor  the  following: 

Water  Carriers  and  Freight  Forwarders. 
Commissioner  In  Charge,  Division  One. 

Compliance,  Commissioner  In  Charge,  Divi- 
sion One. 

Section  6a^  Applications,  Commissioner  In 
Charge.  Division  Two. 

Operating  Authorities.  Commissioner  in 
Charge,  Division  Four. 

[SXAL]  W.  P.  BaRTEL. 

Secretary. 

I  P.    R.    Doc.    49-960;     Piled.    Feb.    8.    1949; 
8:49  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

^  I  Pile  No.  70-2031] 

Kentucky  Utilities  Co. 

supplemental  ORDER  RELEASING  JURISDIC- 
TION AND  PERMITTING  DECLARATION  TO 
BECOME   EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  2d  day  of  February  A.  D.  1949. 

Kentucky  Utilities  Company  ("Ken- 
tucky"), a  registered  holding  company, 
having  filed  a  declaration,  and  amend- 
ments thereto,  pursuant  to  sections  6 
(a)  and  7  of  the  Public  Utility  Holding 
Company  Act  of  1935  and  Rule  U-50 
promulgated  thereunder,  regarding  the 
Issue  and  sale,  at  competitive  bidding, 
of  $10,000,000  principal  amount  of  its 
First  Mortgage  Bonds,  Series  B.  _.%  due 
1979;  and 

The  Commission  having,  by  order 
dated  January  25.  1949,  permitted  said 
declaration,  as  amended,  to  become  ef- 
fective, subject  to  the  condition  that  the 
proposed  issue  and  sale  of  bonds  should 
not  be  consummated  until  the  results  of 
competitive  bidding  pursuant  to  Rule 
U-50  shall  have  been  made  a  matter  of 
record  in  this  proceeding  and  a  further 
order  shall  have  been  entered  by  the 
Commission  In  the  light  of  the  record 
so  completed;  and 

Kentucky  having,  on  February  2,  1949. 
filed  a  further  amendment  to  its  dec- 
laration setting  forth  the  action  taken 
to  comply  with  the  requirements  of  Rule 
U-50  and  stating  that  pursuant  to  the 
Invitation  for  competitive  bids,  the  fol- 
lowing bids  for  said  bonds  have  been 
received : 


BbMIng  itroup  hi-aJe"!  by— 

Coo- 

jion 
rate 

Price  to 
coni|>niiy 
{perocnt 
of  prin- 
cipal 
Amount  n 

Co.st 

to 
com- 
pany 

KWder.  Teahcxiy  4  Co 

l'nk)ii  ?cciirillf^  C'orpj  Mer- 
rill L>-ncti,  PuTW,  Fenner 
it  B«irie 

Iqultable  SeturitifS  Corp... 

Hi»l:»^V,  Stuart  A  Co  ,  Inc 

BIyth  A  ("o.,  Inc 

Per- 
cent 

m 

too  80 

lflO.M4 

loo.  :•,.=; 
inn.  .11  g 

ion  46 
100  34 

loam 

Per- 
tent 

3.  2II3A 

.T20«0 
3.  2101 
8  22*) 
3.  22tiU 

1  be    liin    BostuQ    Corp., 

Lehinsn  Bros 

Uarrlman  Ripley  A  Co.,  loo. 

8  2323 
3.2405 

Said  amendment  having  further  stated 
that  Kentucky  has  accepted  the  bid  of 
Kidder,  Peabody  k  Co.,  as  set  out  above, 
and  that  said  bonds  will  be  offered  for 
sale  to  the  public  at  a  price  of  101. 54 ''r 
of  the  principal  amount  thereof,  plus 
accrued  Interest  from  January  1,  1949, 
resulting  in  an  underwriters'  spread  of 
.65%  of  the  principal  amount  of  said 
kwnds;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
records  herein  and  finding  no  ba.'^is  for 
Imposing  terms  and  conditions  with  re- 
spect to  the  price  to  be  received  by  Ken- 
tucky for  .said  bonds,  the  interest  rale 
thereon  or  the  underwriters'  spread; 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  for  said  bonds  under 
Rule  U-50  be,  and  the  same  hereby  i.s. 
released  and  that  said  declaration  as 
further  amended  be,  and  the  same  here- 
by is,  permitted  to  become  effective 
forthwith,  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24. 

By  the  Commission. 

ISEALl  ORVAL  L.  DuBcI-. 

Secretary. 

(F.    R.    Doc.    49  955;    Filed,    Feb.    8.    1949; 
8:47  a.  m.) 


>  Plus  accrued  luttre.-t  from  Jan.  1, 1V49. 


Horace  H.  Copple 

memorandum  opinion  and  order 
dismissing  proceedings 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission,  held  at  its  of- 
fice in  the  city  of  Washington.  D.  C .  on 
the  1st  day  of  February  A.  D.  1949. 

These  proceedings  were  Instituted  pur- 
suant to  section  15  (b)  of  the  Securities 
Exchange  Act  of  1934  to  determine 
whether  it  is  in  the  public  Interest  to  re- 
voke the  registration  as  a  broker  and 
dealer  of  Horace  H.  Copple,  507  National 
Mutual  Bldg.,  Tulsa,  Okla.,  for  alleged 
willful  violations  of  section  17  (a)  of  the 
act  and  Rules  X-17A-3  and  X-17A-5  pro- 
mulgated thereunder. 

After  appropriate  notice  hearings  were 
held  before  a  hearing  examiner  at  which 
the  respondent  appeared  in  per.«;on.  The 
hearing  examiner  has  filed  a  recom- 
mended decision  finding  that  the  re- 
spondent willfully  violated  section  17  (a) 
and  Rule  X-17A-5,  but  recommending 
that  under  the  circumstances  it  would  be 
In  the  public  interest  to  dismiss  the  pro- 
ceedings. On  the  basis  of  an  independ- 
ent review  of  the  record  we  make  the  fol- 
lowing findings. 

Respondent's  registration  as  a  broker 
and  dealer  became  effective  in  1937  and 
has  not  been  revoked  or  suspended.  On 
a  number  of  occasions  he  was  advised  by 
representatives  of  this  Commission  of  the 
requirement  of  Rule  X-17A-3  that  every 
registered  broker  and  dealer  maintain 
current  books  and  records  relating  to  his 
business,  and  of  the  requirement  of  Rule 
X-17A-5  that  he  file  a  report  of  his  fi- 
nancial condition  during  each  calendar 
yeaf  commencing  January  1,  1943.  Re- 
spondent repeatedly  stated  his  intention 
to  prepare  and  maintain  the  necessary 
books  and  records,  but  up  to  the  time  of 
the  hearings  he  had  not  done  so.     He 


Wednesday,  February  9,  1949 


FEDERAL  REGISTER 


583 


failed  also  to  file  the  required  reports  of 
his  financial  condition  for  the  calendar 
years  1943,  1945.  1946  and  1947. 

During  the  course  of  the  hearing  re- 
spondent requested  a  further  opportu- 
nity to  prepare  the  required  books  and 
records  and  file  the  required  reports. 
The  hearing  vTas  continued.  When  it 
was  reconvened  evidence  was  presented 
showing  that  during  the  interim  respond- 
ent had  substantially  complied  with  the 
requirements  of  Rule  X-17A-3,  and 
had  stated  he  would  endeavor  to  comply 
fully  with  the  rule  by  keeping  his  books 
and  records  current  In  the  future.  In 
addition,  respondent  filed  a  report  of 
his  financial  condition  as  of  October  30. 
1948.  in  accordance  with  Rule  X-17A-5. 

Upon  the  record  in  tliis  proceeding  we 
must  conclude  that  respondent's  failure 
to  keep  the  required  books  and  records 
relating  to  his  business  and  his  failure  to 
file  reports  of  financial  condition  during 
the  years  1943,  1945,  1946.  and  1947  con- 
stituted willful  violations  of  section  17 
(a>  of  the  act  and  Rules  X-17A-3  and 
X-17A-5.  However,  in  view  of  the  fact 
that  respondent  has  now  substantially 
complied  with  Rule  X-17A-3,  has  filed 
a  report  of  his  financial  condition  in  ac- 
cordance with  Rule  X-17A-5.  and  has 
also  indicated  an  intention  to  comply 
with  the  rules  in  the  future,  we  are  of 
the  opinion  that,  under  all  of  the  cir- 
cumstances, the  public  interest  does  not 
require  the  revocation  of  his  registration. 
Accordingly. 

It  is  ordered.  That  the  proceedings 
under  section  15  Cb)  of  the  Securities 
Exchange  Act  of  1934  to  determine 
whether  the  registration  as  a  broker  and 
dealer  of  Horace  H.  Copple  should  be  re- 
voked be,  and  the  same  hereby  are.  dis- 
missed. 

By  the  Commission. 

[seal]  Orv.u  L.  DuBois, 

Secretary. 

[F.    R.    Doc.    49-956:    Filed,    Feb.    8,    1949; 
8:48  a.m.] 


1934.  that  the  registration  of  Roy  Culp 
as  a  broker  and  dealer  be,  and  the  same 
hereby  is,  revoked. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

[P.    R.    Doc.    49-958:    Filed.    Feb.    8,    1949; 
8:49  a.  m.] 


ROY  CULP 
ORDER    REVOKING   REGISTRATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  1st  day  of  February  A.  D.  1949. 

The  Commission  having  instituted  pro- 
ceedings under  section  15  (b)  of  the  Se- 
curities Exchange  Act  of  1934  to  deter- 
mine whether  Roy  Culp.  4800  Bryan  St., 
Dallas,  Texas,  willfully  violated  section 
17  <a)  of  the  act  and  Rule  X-17A-5  pro- 
mulgated thereunder  and  whether  it  is  in 
the  public  interest  to  revoke  his  registra- 
tion as  a  broker  and  dealer; 

A  hearing  having  been  held  after  ap- 
propriate notice,  a  hearing  examiner's 
recommended  decision  having  been  filed 
and  exceptions  thereto  having  been  filed 
by  counsel  for  the  Division  of  Trading 
and  Exchanges;  and 

The  Commission  having  considered 
the  record  and  having  this  day  Issued 
its  findings  and  opinion  herein; 

It  is  ordered,  Pursuant  to  section  15 
(b)   of  the  Securities  Exchange  Act  of 


William  Monroe  Layton 

ORDER  revoking  REGISTRATION  WITHOUT 
PREJUDICE  TO  RIGHT  TO  REOPEN  PRO- 
CEEDINGS 

At  a  regular  session  of  the  Secuuties 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  1st  day  of  February  A.  D.  1949. 

Proceedings  having  been  instituted  to 
determine  whether  the  registration  as  a 
dealer  of  William  Monroe  Layton.  P.  O. 
Box  493,  Cehtralia.  111.,  a  sole  proprietor- 
ship, should  be  revoked,  pursuant  to 
section  15  (b)  of  the  Securities  Exchange 
Act  of  1934; 

A  hearing  having  been  held  after  ap- 
propriate notice,  the  hearing  officer  hav- 
ing filed  a  recommended  decision,  and 
the  Commission  having  this  day  filed  its 
findings  and  opinion;  on  the  basis  of 
said  findings  and  opinion 

It  is  ordered.  That  the  registration  of 
William  Monroe  Layton  be.  and  it  hereby 
is.  revoked  without  prejudice  to  the  right 
of  William  Monroe  Layton  to  move  to 
reopen  these  proceedings  and  set  aside 
said  revocation  upon  a  proper  showing. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-957;     Filed,    Feb.    8,     1949; 
8:48  a.  m.l 


VETERANS'  ADMINISTRATION 

Central  Office 

organization 

1.  Paragraphs  (i)  (3)  and  (j)  (3).  sec- 
tion 2,  are  amended  as  follows: 

Sec.  2.  Central  office.     *     *     • 

(i)  Office  of  the  assistant  administra- 
tor for  legislation.     •     •     • 

(3»  Organization.  The  assistant  ad- 
ministrator for  legislation  has  jurisdic- 
tion over  and  is  responsible  to  the  Ad- 
ministrator for  the  proper  conduct  of 
the  functions  of  the  office  of  the  assistant 
administrator  for  legislation  which  con- 
sists of  the  office  of  executive  assistant 
for  legislation,  legislative  projects  service 
I,  legislative  projects  service  II.  legisla- 
tive projects  service  III,  and  the  con- 
gressional liai-son  service.     •     •     • 

(j)  Office  of  the  chief  medical  direc- 
tor.    *     •     • 

(3)  Organization.  The  office  of  the 
chief  medical  director,  department  of 
medicine  and  surgery,  consists  of  tbe 
deputy  medical  director,  the  executive 
officer,  special  boards,  management  and 
planning  staff,  professional  service,  den- 
tal service,  research  and  education  serv- 
ice, nursing  service,  prosthetic  and  sen- 
sory aids  service,  auxiliary  service,  and 
the    hospitalization    and    requirements 


service.  A  special  medical  advisory 
group  composed  of  members  of  the  med- 
ical and  allied  scientific  professions  ad- 
vises the  Administrator,  through  the 
chief  medical  director,  and  the  chief 
medical  director  direct,  relative  to  the 
care  and  treatment  of  disabled  veterans, 
and  other  matters  pertinent  to  the  de- 
partment of  medicine  and  surgery. 


[seal]  O.  W.  Clark. 

Executive  Assistant  Administrator. 

[P.    R.    Doc.    49-966:    Filed,    Feb.    8,    19-i9; 
8:50  a.  m.) 


Organization;  List  of  Stations 

miscellaneous  amendments 

The  alphabetical  list  of  stations  ap- 
pearing in  section  5  (a)  is  revised  as 
follows : 

1.  Add  "Alexandria,  Va..  Madison  and 
North  Pitt  Streets:  Eastern  publications 
depot." 

2.  Add  "Clinton.  Iowa;  Domiciliary 
center." 

3.  Change  "Port  Harrison,  Mont.:  Re- 
gional office"  and  "Fort  Harrison,  Mont.: 
Hospital"  to  read  "Fort  Harrison,  Mont.: 
Center  (hospital  and  regional  office*." 

4.  Add  "Grand  Junction,  Colo.:  Hos- 
pital." 

5.  Add  Medford,  Oreg.:  Domiciliary 
center."  •* 

6.  Add  "Providence,  R.  I.,  Davis  Park: 
Hospital." 

7.  Add  "Thomasville,  Ga. ;  E)omicil- 
iary  center." 

[SEAL]  O.  W.  CLARK, 

Executive  Assistant  Administrator. 

[F.    R.    Doc.    49-967;     Filed,    Feb.    8,    1949; 
8:50  a.  m.] 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AtJTHORrrT:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
JCly  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567. 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 

^         [Vesting  Order  12619] 

Augustus  Coe  Gurnej  et  al. 

In  re:  Trust  agreement  dated  January 
6.  1925.  between  Augustus  Coe  Gurnee 
and  Bankers  Trust  Company  and  trust 
under  the  will  of  Friedrich  Kirchherr, 
deceased.     File  No.  D-28-4109  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Fritz  Kirchherr,  Lore  Kirch- 
herr, Carl  Racky,  Elisabeth  Racky,  Ernst 
Racky,  Johana  Racky,  Kathe  Racky, 
Heine  Racky,  Franz  Racky  an^  Marta 
Racky,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
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graph  1  hereof,  and  each  of  them.  In  and 
to  and  arising  out  of  or  under  that  cer- 
tain trust  agreement  dated  January  6, 
1925.  by  and  between  Augustus  Coe  Our- 
nee  and  Bankers  Trust  Company  and  In 
and  to  the  trust  created  under  the  will 
of  Prledrlch  Klrchherr,  deceased,  pres- 
ently being  administered  by  the  Bankers 
Trust  Company,  as  trustee.  16  Wall 
Street.  New  York  15.  New  York, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany J ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  Inter- 
est. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.     Doc.    4»-978;     Piled.  Feb.     8.     1949: 
8:55  a.  m.] 


(Vesting  Order  126991 
Paul  H.  Bradbufn  et  al. 

In  re:  Paul  H.  Bradburn.  et  al.,  plain- 
tiffs, vs.  Edward  Baier.  et  al.,  defendants. 
Pile  No.  D-28-12518;  E.  T.  sec.  16726. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  John  E>rlfthelser.  Karl  Drift- 
heiser.  Lawrence  Drlftheiser,  William 
(Wllhelm)  Keppner  and  Henry  «Heln- 
rlch>  Keppner.  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  T^at  the  domiciliary  personal  rep- 
resentatives, helrs-at-law,  next-of-kin. 
legatees  and  distributees,  names  un- 
known, of  William  (Wilhelm*  Keppner 
and  of  Henry  <Helnrlch>  Keppner  and 
the  heirs,  names  unknown,  of  Anna  Cas- 
per Drlftheiser,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 


many, are  nationals  of  a  designated  en- 
emy country  (Germany); 

3.  That  all  the  property  and  estate  of 
the  persons  ldentifie(j  In  subparagraphs 
1  and  2  hereof  in  the  possession,  custody 
or  control  of  Paul  H.  Bradburn,  as  re- 
ceiver In  a  proceeding  entitled  Paul  H. 
Bradburn,  et  al..  Plaintiffs,  vs.  Edward 
Baler,  et  al..  defendants,  subject  how- 
ever to  all  lawful  fees,  charges  of  and 
disbursements  by  the  said  Paul  H.  Brad- 
burn, as  receiver,  Is  property  payable  or 
deliverable  to,  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Paul  H.  Bradburn. 
as  receiver,  acting  under  the  Judicial 
supervision  of  the  Circuit  Court  of 
Dunklin  County,  Missouri; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  repre.sentatlves. 
helrs-at-law.  next-of-kin.  legatees  and 
distributees,  names  unknown,  of  William 
(Wilhelm)  Keppner  and  of  Henry  (Heln- 
rich)  Keppner  and  the  heirs,  names  un- 
known, of  Anna  Casper  Drlftheiser,  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc    49-979:    Piled.    Feb.    8,     1949; 
8:6<t  a.  m.] 


(Vesting  Order  12700) 

Carl  George  Boker  and  National  City 
Bank  of  New  York 

In  re:  Trust  agreement  dated  January 
12ri928  between  Carl  George  Boker,  set- 
tlor, and  The  National  City  Bank  of  New 
York,  trustee.    File  F-28-19005-O-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Herman  Wilhelm  Wupperman, 
Erna  Julia  Wupperman.  Herman  Theo- 
dore Wupperman,  Werner  Wupperman, 
Arnold  Oscar  Wupperman  and  Erica 
Eleanor  Wupperman,  whose  last  known 


address  Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  "Germany) ; 

2.  That  the  de.scendants,  names  un- 
known, of  Herman  Wilhelm  Wupperman 
and  next-of-kin.  names  unknown,  of 
Herman  Wilhelm  Wupperman,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany  •; 

3.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  amd  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  January 
12.  1928  by  and  between  Carl  George 
Boker,  settlor,  and  The  National  City 
Bank  of  New  York,  trustee,  presently 
being  administered  by  The  National  City 
Bank  of  New  York,  22  William  Street, 
New  York,  New  York,  as  trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany); 

and  it  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
descendants,  names  unknown,  of  Her- 
man Wilhelm  Wupperman  and  next-of- 
kin,  names  unknown,  of  Herman  Wil- 
helm Wupperman.  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.    49-980:    Filed,    Feb.    S,     19:9; 
8:5(1  a.  m.] 


[Vesting  Order  12708 [ 
Regina  Herrmann 

In  re:  Estate  of  Regina  Herrmann,  de- 
ceased. Pile  No.  D-28-12467;  E.  T.  sec. 
16680. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Kurt  Landraint.  Elise  Becker. 
Elsa  Holer.  Walter  Stoecker.  Anna  Wil- 


bert  Kalb.  Peter  Wilbert.  Margaret  Wll- 
bert  Spurzem,  Jacob  Wilbert,  Nicholaus 
Wilbert  and  Joseph  Wilbert,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  what- 
.soever  of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Regina  Herrmann,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  Albert  Stoecker,  as 
executor,  acting  under  the  judicial  super- 
vision of  the  Orphans'  Court  of  Allegheny 
County.  Pittsburgh.  Pennsylvania; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quirej^  by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    ''<»-981:     Filed.    Feb.    8.     1949; 
8:56  a.  m.l 


(Vesting  Order  12716) 
EuGEN  Ernst  Ludwic  Luedecke 

In  re:  Estate  of  Eugen  Ernst  Ludwlg 
Luedecke  a/k/a  Eugen  Ernst  Ludwig 
Ludecke,  deceased.  File  No.  D-28-1 1639 ; 
E.  T.  sec.  15862. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Mrs.  Anna  (Annie)  Karapa- 
pasls,  Eugen  Ernst  Luedecke  (Ludecke) 
and  Vera  Ferdlnande  Anna  Luedecke 
(Ludecke),  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Eugen  Ernst  Ludwlg  Luedecke  a/k/a 
Eugen  Ernst  Ludwlg  Ludecke.  deceased, 
Is  property  payable  or  deliverable  to,  or 
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claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Benjamin  D.  Bur- 
dick,  as  administrator,  acting  under  the 
Judicial  supervision  of  the  Probate  Court 
for  the  County  of  Wayne,  Michigan; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  49-982;  Filed.  February  8.  1949; 
8:56   a.  m.) 


(Vesting  Order   12724) 
Mary  Catherine  Pruente 

In  re:  Eistate  of  Mary  Catherine 
Pruente,  deceased.  File  No.  I>-28-2464; 
E.  T.  «c.  3490. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Maria  Schnettler,  Elisabeth 
Duessener.  Theresia  Merten  (Martin). 
Anna  Margarete  Pruente,  Elisabeth  Pru- 
ente, Josef  Eberhard  Pruente  and  Adolf 
Pruente,  whose  last  known  address  Is^ 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Grermany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  In  and  to  the  estate  of 
Mary  Catherine  Pruente.  deceased.  Is 
property  payable  or  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  suc"h  property  Is  In  the  process 
of  administration  by  Rev.  Henry  F. 
Schuermann,  as  executor,  acting  under 
the  Judicial  supervision  of  the*  Probate 
Court  for  Cape  Girardeau  County,  Jack- 
son, Missouri; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
najned  In  subparagraph  1  hereof  are  not 
#lthin  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 


requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  in- 
terest, 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistajit  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-983;     Piled,    Feb.    8.     19i9; 
8:56  a.  m.j 


[Vesting  Order  12736] 
FujiE  Hatakeyama  et  al. 

In  re:  Bank  accounts  owned  by  Fujie 
Hatakeyama,  Natsuno  Hatakeyama,  Se- 
kiro.  Hatakeyama.  Jitsuwa  Hatakeyama, 
Sao  Hatakeyama,  and  Kasaburo  Hata- 
keyama. D-39-18735-E-1,  D-39-18736- 
E-1,  D-39-18737-E-1,  D-39-18738-E-1, 
D-39-18742-E-1,  D-39-18743-Er-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Or-der  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Fujle  Hatakeyama,  whose  last 
known  address  Is  No.  24.  Kltakoyama, 
Atlmano  Mura  Imadate  Gun,  Pukuiken. 
Japan;  Natsuno  Hatakeyama,  whose  last 
known  addre.ss  Is  No.  33.  Nlshikakuma, 
Kami  Ikeda  Mura  Imadate  Gun,  Fukui 
Ken.  Japan:  Sekiro  Hatakeyama,  whose 
last  known  address  Is  No.  41,  25  Shlmom- 
agara,  Kltas^lnjo  Imadate  Gun,  F\ikul- 
ken,  Japan;  Jitsuwa  Hatakeyama,  whose 
last  known  address  is  No.  81  Kamikoji, 
Sabiecho  Imadate  Gun,  Pukuiken,  Japan; 
Sao  Hatakeyama,  whose  last  known  ad- 
dress Is  No.  26.  Yokawa.  Ajlmono  Mura, 
Imadate  Gun,  Pukuiken,  Japan;  and 
Kasaburo  Hatakeyama,  whose  last  known 
address  is  No.  35,  Minowakl,  Ajimano 
Mura,  Imadate  Gun,  F\ikuiken,  Japan, 
are  residents  of  Japan  and  nationals  of  a 
designated  enemy  country  (Japan); 

2.  That  the  prop>erty  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Fujle  Hatakeyama  by  the 
Old  National  Bank  of  Spokane,  Spokane, 
Washington,  arising  out  of  a  checking  ac- 
count, entitled  Fujle  Hatakeyama.  maln- 
tainecl  «t  the  aforementioned  bank,  and 
any  ami  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  our  owing  to.  or  which  Is  evl» 
dence  of  ownership  or  control  by  F\ijle 
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Hatakeyama.  the  aforesaid  national  of 
a  designated  enemy  country  'Japan) ; 

3.  Tiiat  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Natsuno  Hatakeyama  by 
the  Old  National  Bank  of  Spokane.  Spo- 
kane, Washington,  arising  out  of  a  check- 
ing account  entitled  Natsuno  Hatake- 
yama, maintained  at  the  aforesaid  bank, 
and  uny  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Ls  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Nat- 
suno Hatakeyama.  the  aforesaid  national 
of  a  designated  enemy  country  i  Japan) ; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Sekiro  Hatakeyama  by 
the  Old  National  Bank  of  Spokane.  Spo- 
kane, Washington,  arising  out  of  a  check- 
ing account  entitled  Sekiro  Hatakeyama, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Sekiro 
Hatakeyama,  the  aforesaid  national  of  a 
designated  enemy  country  (Japan); 

5.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Jitsuwa  Hatakeyama  by 
The  Old  National  Bank  of  Spokane. 
Spokane,  Washington,  arising  out  of  a 
checking  account  entitled  Jitsuwa 
Hatakeyama  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by  Jitsuwa 
Hatakeyama,  the  aforesaid  national  of  a 
designated  enemy  country  (Japan); 

6.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Sao  Hatakeyama  by  The 
Old  National  Bank  of  Spokane,  Spokane. 
Washington,  arising  out  of  a  checking 
account  entitled  Sao  Hatakeyama.  main- 
tained at  the  aforesaid  bank,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the'  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by  Sao  Hatake- 
yama the  aforesaid  national  of  a  desig- 
nated enemy  country  ( Japan  ^  ; 

7.  That  the  property  described  as  fol- 
lows; That  certain  debt  or  other  obliga- 
tion owing  to  Kasaburo  Hatakeyama  by 
The  Old  National  Bank  of  Spokane. 
Spokane.  Washington,  arising  out  of  a 
checking  account  entitled  ^asaburo 
Hatakeyama.  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

la  property  within  the  United  States 
owned  or  controlle'.  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
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count  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  Kasa- 
buro  Hatakeyama,  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

8.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold,  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  p.    R.    Doc.    49-926;    Piled.    Feb.    7,    1949; 
8:56  a.  m.l 


(Vesting  Order  12739) 
Anna  Lehmkuhl  et  al. 

In  re:  Debts  owing  to  Anna  Lehmkuhl. 
Heinrich  Gentzsch  and  Frieda  Spatz.  F- 
28-26516-C-l.  F-28-25646-C-1.  F-28- 
26093-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Anna  Lehmkuhl.  Heinrich 
Gentzsch  and  Frieda  Spatz,  each  of  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  George  G  Shiya.  115  Broadway. 
New  York  6.  New  York,  representing  the 
distributive  share  of  Anna  Lehmkuhl  in 
the  estate  of  John  Peters.  Deceased,  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same,  subject  how- 
ever to  any  and  all  lawful  claims  of  Al- 
fred Gliedt.  423— 38th  Street.  Union  City. 
New  Jersey,  for  legal  services. 

b.  That  certain  debt  or  other  obliga- 
tion of  George  G.  Shiya.  115  Broadway, 
New  York  6,  New  York,  representing  the 
distributive  share  of  Heinrich  Gentzsch 
In  the  estate  of  John  Peters,  Deceased, 
together  with  any  and  all  accruals  there- 
to, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

c.  That  certain  debt  or  other  obligation 
of  George  G.  Shiya,  115  Broadway,  New 


York  fl.  New  York,  representing  the  dis- 
tributive share  of  Frieda  Spatz  in  the 
estate  of  John  Peters,  Deceased,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same,  subject  however  to 
any  and  all  lawful  claims  of  Alfred 
Gliedt.  423— 38th  Street.  Union  City.  New 
Jersey,  for  legal  services,  and 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereol 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  bo 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  havint; 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  natiftial  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  Slates  the 
property  described  above,  to  be  held. 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States, 

The  terms  'national"  and  'designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  26.  1949. 

For  the  Attorney  General, 

(SEALl  David  L.  Bazelcn, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    49'984;    Plied,    Feb.    8.    1949 
8:66  a.  m.l 


[Vesting  Order  12740] 
Shkeg  Matsumoto 


In  re:  Debt  owing  to  Shigeo  Matsu- 
moto.    F-39-5137  A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Shigeo  Matsumoto.  whose  last 
known  address  is  Japan.  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  < Japan) : 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Shigeo  Matsumoto.  by 
Hunt.  Hill  &  Betts.  120  Broadway.  New 
York  5.  New  York.  In  the  amount  ol 
$57.60.  as  of  December  31.  1945.  togetht  r 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  Btatc^ 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  vi 
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ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  ^  designated  enemy  country 
(Japan), 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelcn. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

•|F.    R.    Doc^49-985;    Piled.    Feb.    8.    1949; 
^     8:56   a.   m.j 


I  Vesting  Order  127481 
Ralph  Motto 


In  re:  Personal  property  owned  by 
Ralph  Motto,  also  known  as  Rinzo 
(Rindo)  Iwamoto.  and  Yasu  Motto,  also 
known  as  Yasu  Iwamoto.    F-39-3793. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ralph  Motto,  also  known  as 
Rinzo  (Rindo)  Iwamoto,  and  Yasu  Motto, 
also  known  as  Yasu  Iwamoto.  whose  last 
known  address  is  Japan,  are  residents  of 
Japan  and  nationals  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Personal  property  presently  in  the 
possession  of  the  Attorney  General  of 
th*  United  States,  particularly  described 
as  follows:  One  (1)  Five  Dollar  ($5.00) 
Gold  Coin,  d^ted  1885.  One  d)  Gold 
Brooch,  with  three  diamonds,  and  Three 
(3)  Stick  Pins,  each  with  a  semi-precious 
stone, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Japan). 
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All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

fSEAL]  David  L.  Bazelcn, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-927;    Filed.    Feb.    7,    1949; 
8:56   a.   m.J 


(Vesting  Order  12760] 
Marie  Dreisbach 


In  re:  Estate  of  Marie  Dreisbach,  de- 
ceased. File  No.  I>-28-12495;  E.  T.  sec. 
16703. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Martha  Schonenbach.  Fred- 
erick Dreisbach.  Maria  Freeh.  Henry 
Rosenbaum,  Joseph  Rosenbaum,  Marie 
Schlechtriem,  William  Schlechtriem,  Ru- 
dolph Schlechtriem,  aqd  Otto  Schlech- 
triem, whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
•  Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  In 
and  to  the  estate  of  Marie  Dreisbach,  de- 
ceased, is  property  payable  or  deliver- 
able to.  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany)  ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Joseph  W.  R.  Hfcilly. 
Goshen,  New  York.  Administrator, 
c.  t.  a.,  of  the  estate  of  Katherlna  Dreis- 
bach. deceased  administratrix  of  the  es- 
tate of  Marie  Dreisbach.  deceased,  act- 
ing under  the  judicial  supervision  of  the 
Surrogate's  Court  of  Orange  County, 
Goshen,  New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  la  hereby  vaited  in  the  Attorntj 
General  of  the  United  States  the  prop- 
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erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelcn, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-928;     Filed.    Feb.    7,    1949; 
8:57  a.  m.J 


[Vesting  Order   12775) 
Elise  S.  Schmidt 


In  re:  Trust  under  the  will  of  Elise  S. 
Schmidt^  deceased.  File  No.  I>-28- 
10638  G-1-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found : 

1.  That  Dr.  Walter  Petri.  Mrs.  Marie 
Ackermann.  sister.  Mrs.  Elizabeth  Rosa 
Gaitsch.  also  known  as  Rosa  Gaitsch, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  Eberhardt  Ackermann.  Horst 
Ackermann.  the*  domiciliary  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees,  names  unknown, 
of  Mrs.  Clara  Petri,  deceased:  of  Mrs. 
Elizabeth  Rosa  Gaitsch,  also  known  as 
Rosa  Gaitsch;  of  Eberhardt  Ackermann; 
of  Horst  Ackermann;  of  Mrs.  Marie 
Ackermann,  sister;  and  of  Mrs.  Marie 
Ackermann,  deceased,  sister-in-law,  ex- 
cept Marie  Ackermann  Oliva.  also  known 
as  Margarethe  Doerfler.  a  resident  of 
Austria;  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title  and  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  except  Marie  Ackermann  Oliva, 
also  known  as  Margarethe  Doerfler.  a 
resident  of  Austria,  in  and  to  the  trust 
created  under  the  will  of  Elise  S. 
Schmidt,  deceased,  presently  being  ad- 
ministered by  the  Safe  Deposit  and 
Trust  Company  of  Baltimore,  Baltimore 
2.  Maryland,  as  trustee,  is  property  within 
the  United  States  owned  or  controlled 
by.  payable  or  deliverable  to,  held  on  be- 

*half  of  or  on  account  of.  or  owing  to,  or 
which  is  evidence  of  ownership  or  con- 
trol by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and 
Eberhardt  Ackermann,  Horst  Acker- 
mann, the  domiciliary  personal  repre- 
sentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Mrs.  Clara  Petri,  deceased;  of  Mrs.  Elia- 
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abeth  Rosa  Gaitsch,  also  known  as  Rosa 
Oaitsch;  of  Eberhadt  Ackermann;  of 
Horst  Ackerman;  of  Mrs.  Marie  Acker- 
mann, sister;  and  of  Mrs.  Marie  Acker- 
mann. deceased,  sister-in-law,  except 
Marie  Ackermann  Ollva.  also  known  as 
Margarethe  Doerfler,  a  resident  of  Aus- 
tria are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Gtermany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  hefkln  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

(sxALl  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-929;     Filed.    Feb.    7,     1949; 
8:67  a.  m.) 


[Vesting  Order  127411 
Priidbich  Meyer  and  Lina  Techlenbufc 

In  re:  Claims  owned  by  Priedrlch 
Meyer  and  Lina  Techlenburg.  P-28- 
29198  C-1.  P-28-29199  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Friedrich  Meyer  and  Lina 
Tech)«iburg.  whose  last  known  addresses 
are  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany"  ; 

2.  Thai  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Friedrich  Meyer,  by  Aksella 
K.  Meyer.  4328  Carpenter  Avenue,  New 
York  66,  New  York,  representing  the  pro- 
ceeds of  certain  collections  heretofore 
made  on  behalf  of  said  Friedrich  Meyer, 
presently  on  deposit  at  The  Seamen's 
Bank  for  Savings  in  the  City  of  New  York, 
In  Account  Number  1165600,  entitled 
Aksella  K.  Meyer,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States' 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Friedrich  Meyer, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Lina  Techlenburg,  by  Ak- 
sella K.  Meyer,  4328  Carpenter  Avenue, 
New  York  68.  New  York,  representing  the 
proceeds  of  certain  collections  heretofore 
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made  on  behalf  of  said  Lina  Techlenburg. 
presently  on  deposit  at  the  East  River 
Savings  Bank,  in  Account  Number  224041, 
entitled  Aksella  K.  Meyer,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

is  projjerty  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Lina  Techlen- 
burg, the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deem^fJ 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  On 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49  988;    Piled.    Feb.    t,    1949; 
8:58  a.  m.] 


(Vesting  Order  12749] 
George  Michael  Foertsch 

In  re:  Real  property,  a  property  insur- 
ance policy  and  a  claim  owned  by  George 
Michael  Foertsch.  also  known  as  George 
M.  Foertsch. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  George  Michael  Foertsch,  also 
known  as  George  M.  Foertsch,  whose  last 
known  address  Is  Schulgasse  1,  Bamberg, 
Germany,  Is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Real  property,  situated  in  the  City 
of  Baltimore.  State  of  Maryland,  partic- 
ularly described  in  Exhibit  A  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures,  improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
for  rents,  refimds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of 
such  property, 

b.  All  right,  title  and  interest  of  th« 
person  named  in  subparagraph  1  here- 


of In  and  to  Plre  Insurance  Policy  No. 
22869  Issued  by  Insurance  Company  of 
North  America,  1600  Arch  Street,  Phila- 
delphia, Pennsylvania,  In  the  amount  of 
$6,250.00,  which  policy  expires  April  14. 
1949,  and  insures  the  property  described 
in  subparagraph  2-a  hereof, 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  person  named  in  sub- 
paragraph 1  hereof  by  Charles  H.  Behn, 
Esq  .  2  East  Lexington  Street.  Baltimore 
2.  Maryland  and,  or  George  H.  Mann.  2 
East  Lexington  Street.  Baltimore  2. 
Maryland,  Including  but  not  limited  to 
those  sums  received  as  rentals  from  the 
property  descrit>ed  in  subparagraph  2-a 
hereof  and  from  funds  received  as  the 
result  of  the  liquidation  of  real  property, 
situated  at  822  North  Howard  Street. 
Baltimore.  Maryland,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persflhs  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-b  and 
2-c  hereof, 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

m 

ExHiBrr  A 

All  that  certain  lot  and  parcel  of  real 
estate  altuate.  lying  and  being  In  the  City 
of  Baltimore,  State  of  Maryland,  and  more 
particularly  described  aa  follows:  Lot  No.  119 
Section  B  as  shown  on  the  plat  of  Montebello 
Park  recorded  among  the  Land  Records  of 
Baltimore  County  In  Plat  Book  WPC  No.  4 
folio  16. 

IF.    R.    Doc.    49-989:    Filed.    Feb.    8,    1949; 

6:67  a.  m] 
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Washington,  Thursday,  February  10,  1949 


^  TITLE  4— ACCOUNTS 
Chapter  I — General  Accounting  OfRce 

(General  Regs.  100,  Rev.] 

Part  14 — Procedure  for  Government 
Advertising 

February  7.  1949. 
General  Regulations  No.  109,  dated  De- 
cember 20,  1946,  Is  hereby  revised  and 
the  following  standard  forms  and  proce- 
dure for  Government  advertising,  under 
the  provisions  of  the  act  of  June  20,  1878, 
20  Stat.  216,  44  U.  S.  C.  322;  section  3828, 
Revised  Statutes,  44  U.  S.  C.  324;  and 
sections  12  (3)  of  the  act  of  August  2, 
1946,  60  Stat.  809.  5  U.  S.  C.  22a,  wUl  be 
used  in  lieu  thereof: 

6ec. 

14.1  Standard  forms  for  government  adver- 

tising. 

14.2  Printing. 

14.3  Statutory   provisions    with    respect    to 

government  advertUtrg. 

14.4  Statements  of  rates. 

14.5  Delegation  of  authority. 

14.6  Composition  of  copy. 

14.7  Public  voucher  for  advertising. 

14.8  Proof  of  publication. 

Authomtt:  n  14.1  to  14.8  Issued  under 
sees.  309,  311  (f),  42  Stat.  25;  31  O.  S.  C.  49. 

5  14.1  Standard  forms  for  government 
advertising.  The  following  revised 
standard  forms  for  government  advertis- 
ing are  hereby  prescribed  and  published 
for  general  use  throughout  the  U.  S.  Gov- 
ernment service,  In  lieu  of  all  other  forms 
of  like  character  now  being  used  for  this 
purpose: 

Standard  Form  No.  1142 — Revised,  State- 
ment of  Advertising  Rates — Original. 

Standard  Form  No.  1142a — Revised.  State- 
ment of  Advertising  Rates — Memorandum. 

Standard  Form  No.  1143— Revised,  Adver- 
tising Order — Original. 

Standard  Form  No.  1143a — Revlaed,  Adver- 
tising Order — Memorandum. 

Standard  Form  No.  1144 — Revised,  Public 
Voucher  for  Advertising — Original. 

Standard  Form  No.  1144a — Revised,  Public 
Voucher  for  Advertising — Memorandum. 

{  14.2  Printing,  (a)  The  size  of  the 
above-prescribed  forms  will  be  8  x  10  Vi 
inches.    The  original  voucher  for  adver- 


tising. Standard  Form  No.  1144 — Revised, 
will  be  printed  on  the  reverse  of  the  orig- 
inal advertising  order.  Standard  Form 
No.  1143 — Revised.  The  memorandum 
voucher  for  advertising.  Standard  Form 
No.  1144a — Revised,  will  be  printed  on 
the  reverse  of  the  memorandum  adver- 
tising order.  Standard  Form  No.  1143a — 
Revised.  The  statemenl^f  advertising 
rates — original,  the  advertising  order — 
original,  and  the  voucher  for  advertis- 
ing— original,  will  be  printed  on  white 
paper.  The  statement  of  advertising 
rates — memorandum,  the  advertising 
order — memorandum,  and  the  voucher 
for  advertising — memorandum,  will  be 
printed  on  yellow  paper. 

(b)  No  departure  from  the  exact  spec- 
ifications of  the  standard  forms  herein 
prescrit>ed  will  be  permitted,  but  this  will 
not  be  construed  to  prevent  a  depart- 
ment or  establishment  from  ordering 
printed  on  the  forms  used  by  It,  when 
more  economical  and  advantageous  so  to 
do.  the  name  of  the  department  or  es- 
tablishment and  bureau  or  office,  title  of 
official  (s)  authorized  to  order  publica- 
tion, title  of  certifying  offlcer(s).  and 
designation  of  appropriation  or  fund 
chargeable. 

'c)  Upon  receipt  of  tbe  regulations  in 
this  part  each  department,  establishment, 
and  agency  is  requested  to  make  requisi- 
tion upon  the  Public  Printer  for  a  supply 
of  the  revised  standard  forms  estimated 
to  meet  its  need.s.  In  order  that  all  requi- 
sitions submitted  may  be  combined  and 
the  forms  printed  In  one  edition.  How- 
ever, in  the  interest  of  economy,  the 
present  supply  of  unused  Standard 
Forms  Nos.  1142,  1142a,  1143,  1143a,  1144. 
and  1144a  on  hand  In  the  departments 
and  establishments  and  at  the  Govern- 
ment Printing  Office  will  be  used  until 
exhausted. 

§  14.3  Statutory  provisions  with  re- 
spect to  government  advertising,  (a) 
The  act  of  June  20,  1878.  20  Stat.  216,  44 
U.  S.  C.  322.  provides,  in  part,  as  follows: 

All  advertisements,  notices,  proposals  for 
contracts,  and  all  forms  of  advertising  re- 
quired by  law  for  the  several  departments 
of  the  Government  may  be  paid  for  at  a 

(Continued  on  next  page) 
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price  not  to  exceed  the  commercial  rates 
charged  to  private  Individuals,  with  the  usual 
discounts;  such  rates  to  be  ascertained  from 
sworn  statements  to  be  furnished  by  the 
proprietors  or  publishers  of  the  newspapers 
proposing  so  to  advertise.     •     •     • 

(b)  Section  3828.  Revised  Statutes,  44 
D.  S.  C.  324,  provides  that: 

No  advertisement,  notice,  or  proposal  for 
any  executive  department  of  the  Govern- 
ment, or  for  any  bureau  thereof,  or  for  any 
office  therewith  connected,  shall  be  pub- 
lished in  any  newspaper  whatever,  except 
In  pursuance  of  a  written  authority  for  such 
publication  from  the  head  of  such  depart- 
ment: and  no  bill  for  any  such  advertising, 
or  publication,  shall  be  paid  unless  there  be 
presented,  with  such  bill,  a  copy  of  such 
written  authority. 


Thursday,  February  10,  1949 

(c)  Section  12  (3)  of  the  act  of  August 
2,  1946.  60  Stat.  809.  5  U.  S.  C.  22a,  pro- 
vides. In  part,  as  follows: 

The  head  of  any  department  may  delegate 
to  subordinate  officials  •  •  •  (3)  the 
authority  vested  In  him  by  section  3828,  Re- 
vised Statutes  (44  U.  S.  C.  324),  to  authorize 
the  publication  of  advertisements,  notices 
or  proposals. 

8  14.4  Statements  of  rates,  (a) 
Sworn  statements  of  commercial  adver- 
tising rates,  rendered  on  Standard  Form 
No.  1142 — Revised,  and  memorandum 
therefor.  Standard  Form  No.  1142a — 
Revised,  must  be  furnished  by  the  pro- 
prietor.s,  publishers,  or  authorized  repre- 
sentatives of  newspapers  or  other  publi- 
cations in  which  Government  advertLse- 
ments  are  placed,  to  each  department 
and  establishinent.  or  bureau  or  office 
thereof,  advemsing,  and  the  rates  .so 
furnished  shall  govern  the  amount  to 
be  paid. 

<b)  Sworn  statements  of  commercial 
advertising  rates  need  not  be  renewed 
until  rates  are  changed,  or  unless  spe- 
cially required. 

<c)  The  original  statement  of  adver- 
tising rates.  Standard  Form  No.  1142 — 
Revised,  must  be  submitted  to  the  Gen- 
eral Accounting  Office-  with  the  first 
voucher  paid  to  the  publisher  for  adver- 
tising under  those  rates. 

5  14.5  Delegation  of  authority,  (a)  A 
delegation  by  name  or  position  of  au- 
thority to  advertise  may  be  achieved  by 
the  issuance  of  a  suitable  letter  or 
through  the  promulgation  of  suitable 
regulations,  signed  by  the  head  of  the 
department  or  establishment,  and  should 
specify  the  limitations  of  the  authority 
granted.  If  any.  It  may  not  be  redele- 
gated  by  those  to  whom  it  is  delegated 
by  the  head  of  the  department.  But  the 
delegation  of  the  basic  authority  to  au- 
thorize advertising  having  been  achieved 
by  such  letter  or  regulation,  the  adminis- 
trative duties  involved  In  accomplishing 
such  advertising  may  be  assigned  by  the 
official  or  officials  to  whom  such  authority 
was  delegated  to  subordinates  by  name 
or  position,  by  suitable  instruments  in 
writing  setting  forth  the  extent  of  the 
administrative  duties  involved  and  au- 
thorized to  be  performed  by  or  through 
such  subordinates.  A-18608,  November 
15,  1948,  28  Comp.  Gen.  305. 

<b>  Copies  of  the  letter  or  regulation 
delegating  authority  to  advertise  and  of 
instruments  assigning  administrative 
duties  thereunder  must  either  be  at- 
tached to  the  first  voucher  submitted  for 
payment  and  accompany  same  to  the 
General  Accounting  Office,  or  such  letter 
or  regulation  and  instruments  assigning 
administrative  duties  may  be  forwarded 
direct  to  the  Audit  Division -(in  the  case 
of  the  military  establishments  to  the  per- 
tinent subdivision  thereof)  or  the  Postal 
Accounts  Division.  General  Accounting 
Office,  immediately  upon  the  issuance  of 
same. 

<c)  Standard  Form  No.  1143— Revised 
will  be  signed  by  the  person  to  whom  au- 
thority to  advertise  has  been  delegated 
by  letter  or  regulation,  or  by  the  person 
to  whom  authority  to  place  the  advertis- 
ing order  has  been  assigned  by  an  Instru- 
ment assigning  administrative  duties. 
When  the  person  signing  Is  acting  under 
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an  Instrument  assigning  him  authority 
as  to  administrative  duties,  reference  will 
be  made  as  to  date  and  number  of  such 
Instrument  of  assignment  in  the  boK  on 
the  revised  standard  forn\  to  the  left  of 
his  signature  in  addition  to  the  reference 
to  date  and  number  of  the  letter  or  regu- 
lation delegating  authority  to  advertise 
by  the  head  of  the  department  or  estab- 
lishment in  the  box  in  the  upper  right 
comer  of  the  form.  The  present  supply 
of  Standard  Form  1143  in  the  depart- 
ments and  establishments  and  tAe  Gov- 
ernment Printing  Office  will  continue  to 
be  used  until  exhausted,  and  at  the  next 
reprint  of  the  form  a  box  to  the  left  of 
the  line  for  the  signature  will  be  pro- 
vided thereon  for  a  reference  to  the  in- 
strument of  assignment. 

5  14  6  Composition  of  copy.  Extreme 
care  should  be  exercised  to  insure  that 
the  specifications  for  advertising  to  be 
set  other  than  solid  be  definite,  clear, 
and  specific  since  no  allowance  will  be 
made  for  paragraphing  or  for  display  or 
leaded  or  prominent  headings,  unless  spe- 
cifically ordered,  or  for  additional  space 
required  by  the  use  of  type  other  than 
that  specified  in  the  sworn  statement  of 
advertising  rates  on  file  in  the  General 
Accounting  Office.  Specifications  for 
advertising  other  than  solid  will  accom- 
pany the  advertisement  copy  submitted 
to  the  publisher  with  the  advertising 
order,  and  copies  of  both  documents  will 
be  tran.'^mitted  to  the  General  Account- 
ing Office  with  the  voucher.  A  sample 
of  solid  line  advertisement  set  up  in  ac- 
cordance with  the  usual  Government  re- 
quirements is  shown  on  Standard  Form 
No.  1143 — Revised.  Advertising  Order. 

§  14.^  Public  voucher  for  advertising. 
The  original  voucher  for  advertising, 
SUndard  Form  No.  1144— Revised,  and 
memorandum  therefor.  Standard  Form 
No.  1144a — Revised,  will  be  used  by  pub- 
lishers as  the  standard  forms  on  which 
to  bill  their  charges  against  all  branches 
of  the  U.  S.  Government  service  for  ad- 
vertising published  in  accordance  with 
official  orders  therefor  stated  on  the  ad- 
tising  order.  Standard  Form  No.  1142— 
Revised,  printed  on  the  reverse  of  the 
original  advertising  voucher  form. 

§  14.8  Proof  of  publication.  (a) 
E\ery  account  for  official  advertising 
rendered  should  be  accompanied  by  a 
copy  of  each  issue  of  the  publication  In 
which  the  advertisement  appeared. 
However,  if  copies  of  the  publication  are 
not  available,  it  will  be  satisfactory  if 
an  affidavit  of  publication  Is  furnished 
In  lieti  thereof. 

(b)  Copies  of  newspapers  submitted 
as  proof  of  publication  should  not  be 
forwarded  to  the  General  Accounting 
Office  as  a  part  of  the  disbursing  officer's 
account,  but  should  be  attached  to  the 
memorandum  voucher  and  retained  In 
the  administrative  accounting  office  until 
settlement  of  the  disbursing  officer's  ac- 
count, after  which  they  may  be  disposed 
of. 

[SEAL]  Lindsay  C.  Warren, 

Comptroller  General 
0/  the  United  States. 

[F.   R.   Doc    4»-1012;    FUed,    Feb.    9,    1949;  * 
8:49  a.  m.] 
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TITLE  /—AGRICULTURE 


Chapter  VIII — Production  and  Mar- 
ket! ng  Administration  (Sugar 
Branch),  Department  of  Agriculture 

Reorganization  of  Chapter 

Correction 

In  the  Editorial  Note  appearing  at 
page  466  of  the  issue  for  Thursday.  Feb- 
ruary 3,  1949.  the  seventh  entry  under 
the  heading  'Former  designation",  now 
reading  1801.41  to  801.45".  should  read 
"801.71  to  801.75". 


Chapter  IX — Production  and  Mar- 
keting Adminisfration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  904— Milk  in  the  Greater  Boston, 
Mass..  Marketing  Area 

miscellaneous  amendments 

Findings  and  determinations.  Pur- 
suant to  the  provisions  of  Order  No.  4, 
as  amended  (12  F.  R.  4921.  6426,  8667; 
13  F.  R.  1639.  9293)  and  of  the  Admin- 
istrative Procedure  Act  (60  Stat.  237), 
a  public  meeting  was  held  at  Boston. 
Massachusetts,  on  January  14.  1949,  to 
consider  proposed  amendments  to  the 
rules  and  regulations  (12  F.  R.  4983)  is- 
sued by  the  market  administrator  to 
effectuate  the  terms  and  provisions  of 
the  order.  The  data,  views,  and  argu- 
ments presented  at  this  meeting  and  all 
written  material  received  prior  to  Jan- 
uary 18.  1949.  have  been  considered  and 
it  is  hereby  found  and  determined  that 
the  following  amendments  to  the  afore- 
said rules  and  regulations  are  necessary 
to  effectuate  the  terms  and  provisions  of 
Order  No.  4.  as  amended,  and  as  further 
amended  effective  January  1, 1949.  Since 
the  amendments  contained  herein  are 
necessitated  by  the  amendments  to  the 
order  made  effective  January  1,  1949,  and 
since  none  of  the  amendments  herein 
require  substantial  or  extensive  prepara- 
tion by  persons  affected,  it  is  imprac- 
ticable and  unnecessary  to  delay  the  is- 
suance of  these  amendments.  The  said 
rules  and  regulations  are  therefore 
amended  sis  follows: 

1.  Delete  §  904.102  and  substitute  the 
following: 

§  904  102  MUk  handled  for  pasteuriz- 
ing or  bottling.  The  status  and  the  pay- 
ment obligations,  under  the  order,  of  a 
handler  or  dealer  who  pasteurizes  or 
bottles  milk  for  another  handler  or 
dealer,  without  acquiring  It  for  mftrket- 
ing,  shall  not  change  because  of  the 
handling  of  the  milk.  Similarly,  there 
shall  be  no  change  iif  the  status  and  the 
payment  obligations  of  the  handler  or 
dealer  for  whom  the  pasteurizing  or 
bottling  service  is  performed.  However, 
handlers  involved  in  such  service  trans- 
actions shall  include  in  their  reports  to 
the  market  administrator  information 
regarding  the  quantities  so  handled. 

2.  In  §904.103  (c),  add  "condensed 
buttermilk"  to  the  list  of  milk  products, 
and  delete  the  parenthetical  phrase  "un- 
less found  to  be  flavored  milk"  which 
now  appears  after  the  word  "eggnog". 
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3.  Delete  §  904.103  (e)  and  substitute 
the  following:  , 

(e)  Inventories.  All  milk  products  on 
hand  at  any  plant  at  the  close  of  the 
month  may  be  classified  tentatively  as 
Class  II  milk.  Final  classification  shall 
be  made  when  disposition  of  the  milk 
products  takes  place. 

4.  In  §  904.104  (c).  delete  the  last  sen- 
tence of  subparagraph  (1»  and  of  sub- 
paragraph (2>. 

5.  Delete  §  904.105  (a)  and  substitute 
the  following: 

(a)  Application  of  this  section.  The 
provisions  of  this  section  shall  apply  in 
determining  the  quantity  of  butterfat 
subject  to  the  butter  and  cheese  adjust-  ^ 
ment  provided  in  §904.7  (e).  As  used 
In  this  section,  the  term  "Cheddar-type 
cheese"  shall  mean  Cheddar  cheese, 
American  Cheddar  cheese,  Colby  cheese, 
washed  curd  cheese,  or  part  skim  Ched- 
dar cheese;  and  the  term  'salted  butter" 
shall  mean  butter  which  contains  not 
less  than  1.5  percent  of  salt  by  weight. 
The  definitions  and  standards  of  iden- 
tity Issued  by  the  Food  and  Drug  Admin- 
istration of  the  Federal  Security  Agency, 
insofar  as  they  are  applicable,  shall  gov- 
ern in  determining  whether  a  given 
product  is  Cheddar-type  cheese  or  but- 
ter. 

6.  In  §904.107  <b)  (4).  change  the 
reference  from  §904.7  (d>  of  the  order 
to  §  904.7  (e>  of  the  order. 

7.  Delete  §  904  107  (b)    <5). 

8.  In  §904.107  (c)  (2).  delete,  the 
phrase  "including  receipts  from  seg- 
regated dairy  farmers". 

Issued  at  Boston.  Massachusetts,  this 
4th  day  of  February  1949. 

(Sec.    5.   49   Stat.   753,   as   amended;    7 
U.  S.  C.  608  ^O) 

[SEAL]  Richard  D.  Aplin, 

,  Market  Administrator. 

[P.    R.    Doc.    49-1024:    Piled.    Feb.    9,    1949; 
8.52  a.   m.| 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Nat- 
ralization  Service,  Department  of 
Justice 

Subchapter    ft^lmmigralion    Regulations 

Part  171 — Displaced  Persons  Residing  in 

THE    U.NITED   ST.\TES 

TEMPORARY  ABSENCE  OF  APPLICANT;  APPLI- 
C.4KTS  NOT  ELIGIBLE  FOR  ADJUSTMENT  OF 
STATUS 

January  17.  1949. 

The  following  amendments  to  Part  171. 
Chapter  I.  Title  8  of  the  Code  of  Federal 
Regulations,  are  hereby  prescribed: 

Subparagraph  d)  of  §171.1  (a)  is 
amended  to  read  as  follows: 

§  171.1  Eligibility  Jor  adjustment  of 
status— idi)  Qualifications.     •     •     • 

(1)  The  entry  upon  which  his  resi- 
dence In  the  United  States  is  based  oc- 
curred prior  to  April  1.  1948,  and  was  a 
lawful  one  as  a  nonimmigrant  under  sec- 
tion 3  or  as  a  nonquota  immlgranf  stu- 
dent under  subdivision  (e)  of  section  4 


of    the   Immigration    Act    of    1924    as 
amended; 

Section  171.1  Is  further  amended  by 
adding  the  following  paragraph: 

(c)  Temporary  absence.  An  applicant 
shall  not  be  considered  ineligible  for  ad- 
justment of  status  under  section  4  of 
the  Displaced  Persons  Act  of  1948  solely 
by  reason  of  his  absence  from  the  United 
States  after  his  entry  as  stated  In  para- 
graph (a)  (1)  of  this  section,  provided 
that  such  absence  was  temporary  and 
that  during  such  absence  he  did  not  re- 
turn to  the  country  fron*  which  he  claims 
to  have  been  displaced  and  that  he  is 
again  lawfully  admitted  to  the  United 
States  as  a  nonimmigrant  under  section 
3  or  as  a  nonquota  immigrant  student 
under  subdivision  (e)  of  section  4  of  the 
Immigration  Act  of  1924  as  amended. 

Section  171.4  is  amended  by  designat- 
ing the  present  text  as  paragraph  (a) 
and  by  adding  a  new  paragraph  (b)  as 
follows: 

§  171.4  Documents  and  investiga- 
tion.    •     •     • 

(b)  If  upon  receipt  of  the  duplicate 
copy  of  the  application,  the  cflQcer  In 
charge  of  the  Immigration  and  Naturali- 
zation Service  having  jurisdiction  over 
the  applicant's  place  of  re.sidence  con- 
cludes from  the  information  appearing 
on  the  Form  1-500  that  the  applicant 
does  not  appear  to  meet  the  eligibility 
qualifications  stated  in  §  171.1,  he  shall 
immediately  notify  the  applicant  to  ap-  ' 
p>ear  for  hearirig  and  the  provisions  of 
paragraph  (a)  of  this  section  shall  be 
disregarded.  The  applicant  shall  then 
be  accorded  a  hearing  as  provided  in  this 
part  except  that  such  hearing  shall  be 
terminated  if  and  when  It  Is  deffrmined 
definitely  that  the  applicant  Is  not  eligi- 
ble for  adjustment  of  status.  The  record 
of  hearing  shall  be  completed  In  accord- 
ance with  the  provisions  of  this  part  ex- 
cept that  the  medical  examination  re- 
quired by  §  171.6  (f)  need  not  be  con- 
ducted. The  provisions  of  paragraph  (a) 
of  this  section  shall  be  complied  with  and 
the  medical  examination  required  by 
§  171.6  (f)  shall  be  conducted,  if  It  be- 
comes apparent  during  the  hearing  that 
the  applicant  may  be  eligible  for  adjust- 
ment of  status. 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Federal 
Register.  Compliance  with  the  provi- 
sions of  section  4  of  the  Administrative 
Procedure  Act  <60  Stat.  238;  5  U.  S.  C. 
1003)  as  to  notice  of  propo.sed  rule  mak- 
ing and  delayed  effective  date  Is  unnec- 
essary because  the  amendm^ts  to 
§  171.1  <a)  relieve  restrictions  mid  are 
clearly  advantageous  to  persons  affected 
thereby  and  the  amendment  to  §  171.4 
pertains  to  agency  procedure. 

(Sec.  23.  39  Stat.  892,  sec.  24.  43  Stat. 
166.  sec.  37  (a).  54  Stat.  675.  sec.  1,  54 
Stat.  1238;  8  U.  S.  C.  102.  222.  458) 

[seal]  Watson  B.  Miller, 

Commissioner  of 
Immigration  and  Naturalization. 

Approved:  February  7, 1949. 

Tom  C.  Clark, 
Attorney  General. 

[P.    R.    Doc.    49-1013;    Piled.    Peb.    9.    1949; 
8:49  a.  m.J 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  249 — Forms  Prescribed  Under  the 
Securities  Exchange  Act  of  1934 

annual  reports 

The  Securities  and  Exchange  Commis- 
sion, acting  pursuant  to  authority  con- 
ferred upon  it  by  the  Securities  Exchange 
Act  of  1934,  particularly  sections  13  and 
23  (a)  thereof,  and  deeming  such  action 
necessary  and  appropriate  in  the  public 
Interest  and  for  the  protection  of  Invest- 
ors, and  necessary  for  the  execution  of 
the  functions  vested  in  It  by  the  said 
act.  hereby  amends  paragraph  3  under 
the  caption  "Instructions  as  to  E.<hibits" 
in  the  Instruction  Books  for  Forms  12-K 
(17  CFR.  249.312)  and  12A-K  (17  CFR, 
249.312a)  to  read  as  follows: 

3.  Notwithstanding  the  provisions  of  para- 
graph 1.  above,  any  registrant  flUng  a  copy 
of  Form  A  may.  If  It  bo  desires,  leave  blank 
any  or  all  pages,  schedules  or  Items  of  the 
form  except  the  following: 

Schedules  102;  103;  104A:  104B;  108;  109; 
110;  200A;  200L;  lines  40,  48.  56.  57,  58  and 
59,  of  211;  211B;  211C;  211D;  211E;  211F; 
212;  213;  213A:  213B;  215;  217;  218;  222;  223; 
224;  251;  251A:  252;  261E.  261-1;  261M;  261P; 
263:  281A:  287;  291;  292;  293;  295;  300-1; 
300P:  300D;  310;  320;  321;  350;  371;  371A; 
383;  383A;  396;  411;  412;  422;  classes  9(*, 
910,  920,  930,  940,  950.  960,  970,  and  980,  of 
541;  divisions  1,  2,  and  801,  of  561;  group  I 
of  561C;  562;  663;  581;  591;  and  verifica- 
tions; and  in  addition  a  copy  of  Its  annual 
report  to  stockholders  for  the  comparable 
period. 

All  applicable  instructions  of  the  Inter- 
state Commerce  Commission  shall  be  fol- 
lowed In  filling  out  the  various  schedules 
subject  to  the  provisions  of  paragraph  4 
below. 

Since  the  foregoing  amendment  merely 
continues  a  privilege  heretofore  granted 
to  issuers  reporting  on  ForifLs  12-K  and 
12A-K  and  such  issuers  are  already  fa- 
miliar with  the  substance  of  such  amend- 
ments and  are  not  materially  or  ad- 
versely affected  thereby,  the  Commission 
finds  thatWhe  giving  of  notice  and  the 
Institution  of  public  rule-making  pro- 
cedure pursuant  to  section  4  of  the  Ad- 
ministrative Procedure  Act  are  unneces- 
sary. Since  the  adoption  of  the  amend- 
ment Is  for  the  benefit  of  such  issuers, 
and  as  they  may  desire  to  avail  th?tn- 
selves  of  the  privilege  granted  thereby, 
the  amendment  shall  become  effective 
February  4,  1949. 

(Sees.  13.  23   (a),  48  Stat.  894.  901;  15 
U.  S.  C.  78m.  78w) 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 
February  2.  1949. 

(P.   B.   Doc.    49-1001;    Filed.    Peb.    9,    194»: 
8:47  a.  m.] 


Thursday,  February  10,  1949 

TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  D— Employment  Taxes 
|T.  D.  5685] 

Part  405 — Collection  of  Income  Tax  at 
Source  on  or  After  Janu.\ry  1.  1945 

wttholdinc  exemptions  and  reduction 
in  withholding  of  tax  at  source  on 
wages 

Correction 

In  Federal  Register  Document  49-484, 
appeariniCT  at  page  273  of  the  Issue  of 
Wednesday,  January  19.  1949,  the  table 
headed  "If  the  Pay-Roll  Period  With  Re- 
spect to  an  Employee  is  Biweekly — "  is 
corrected  by  changing  the  figure  "102.8' 
in  column  7  opposite  the  wage  group 
$260  to  $270  to  read  "12.80". 

TITLE  29— LABOR 

« 

Subtitle  A — Regulations  of  the 
Secretary  of  Labor 

Editorial  Changes  Incident  to  Publica- 
tion OF  Code  of  Federal  Regulations, 
1949  EumoN 

Rescission  of  Correction     ^ 

The  correction  appearing  on  page  522 
of  the  issue  for  Tuesday,  February  8. 
1949.  should  be  disregarded.  Federal 
Register  Document  48-11306  is  correct  as 
it  appears  at  page  8639  of  the  issue  for 
Wednesday.  December  29.  1948. 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchapter   F — Personnel 

Part  580 — Women's  Army  Corps 

miscellaneous  AMENDMENTS 

Section  580.11  Is  redesignated  as 
§  580.18.  and  §§  580.1  through  580.10  are 
rescinded  and  new  §§580.1  through 
580.17  are  prescribed,  as  follows: 

Sec. 

580.1 

580.2 

580  3 

580.4 

580.5 

5£0.6 

680.7 

580.8 

5809 

580.10 

580.11 

580  12 

580.13 


S80  14 
580  15 
680.16 
580.17 


Statutory  basis. 
Mission. 

Composition  of  corps. 
Organization  of  corps. 
Director.       -- 
Branch. 

Commissioned  officers. 
Warrant  officers. 
Enlisted  women. 
Utilization. 
Assignment. 

Discharge  of  enlisted  women. 
Discharge  of  officers  and  warrant  offi- 
cers. 
Maternity  care. 
Retirement. 

Organized  Reserve  Corps. 
Applicability  of  laws. 


Authority:  5 5  580  1  to  580.17,  issued  under 
Pub.  Law  625,  80th  Cong. 

Derivation  :  AR  625-5.  25  January  1949. 

8  580.1  Statutory  basis.  The  Women's 
Army  Corps  Is  a  corps  in  the  Regular 
Army.  See  act.  June  12.  1948  (Public 
law  625,  J!ith  Cong.) 
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S  580.2  Mission.  The  mission  of  the 
Women's  Army  Corps  is  to  provide  for 
the  assimilation  and  appropriate  utiliza- 
tion within  the  Army,  of  volunteer 
woman-power  of  the  nation.  , 

§  580.3  Composition  of  corps,  (a) 
The  Women's  Army  Corps  shall  consist 
of  the  Director  of  the  Women's  Army 
Corps  who  shall  have  the  temporary  rank 
of  a  colonel,  and  such  commissioned  offi- 
cers of  lower  grade,  warrant  officers,  and 
enlisted  personnel  as  are,  from  time  to 
time,  authorized  by  the  Secretary  of  the 
Army. 

<b)  The  authorized  commissioned, 
warrant,  and  enlisted  strengths  of  the 
Women's  Army  Corps  of  the  Regular 
Army  shall,  from  time  to  time,  be  deter- 
mined by  the  Secretary  of  the  Army, 
within  the  authorized  commissioned, 
warrant,  and  enlisted  strengths  of  the 
Regular  Army,  but  shall  not  exceed  2 
percent  of  such  authorized  Regular  Army 
strengths,  respectively:  Provided,  That, 
for  a  period  of  2  years  immediately  fol- 
lowing June  12,  1948,  the  actual  number 
of  regular  personnel  In  the  Women's 
Army  Corps  of  the  Regular  Army  shall 
at  no  time  exceed  500  commissioned  offi- 
cers, 75  warrant  officers,  and  7,500  en- 
listed women,  and  such  number  of  com- 
missioned officers  shall  be  appointed  in 
Increments  of  not  to  exceed  40  percent. 
20  percent.  20  percent,  and  20  percent 
at  approximately  equally  spaced  Inter- 
vals of  time  during  the  said  period  of 
2  years. 

(c)  Officers  shall  be  permanently 
commissioned  in  the  Women's  Army 
Corps  of  the  Regular  Army  in  grades 
from  second  lieutenant  to  lieutenant 
colonel,  inclusive,  and  shall  be  appointed 
with  permanent  warrant  in  each  of  the 
several  warrant  officer  grades  of  the 
Regular  Army  now  or  hereafter  author- 
ized. The  authorized  number  in  per- 
manent grade  of  lieutenant  colonel  shall 
be  such  as  the  Secretary  of  the  Army 
shall  from  time  to  time  determine  but 
shall  not  exceed  10  percent  of  the  au- 
thorized commissioned  strength  of  such 
corps. 

(d)  Initial  appointments  other  than 
appointments  authorized  by  section  108, 
Public  Law  625.  80th  Congress,  or  by  any 
other  law  now  or  hereafter  enacted,  will 
be  made  in  the  grade  of  second 
lieutenant. 

(e)  From  the  officers  permanently 
commissioned  in  the  Women's  Army 
Corps  of  the  Regular  Army,  the  Secretary 
of  the  Army  shall  select  one  officer  to 
be  Director  of  the  Women's  Army  Corps. 
She  shall,  without  vacation  of  her  per- 
manent grade,  have  the  temporary  rank, 
pay.  and  allowances  of  a  colonel  while  so 
serving.  After  July  1.  1952.  the  director 
shall  be  selected  from  among  commis- 
sioned officers  in  the  permanent  grade 

«  lieutenant  colonel.  The  director  shall 
rve  during  the  pleasure  of  the  Secretary 
of  the  Army,  but  normally  not  to  exceed 
4  years. 

(f)  From  the  officers  permanently 
commissioned  In  the  Women's  Army 
Corps  of  the  Regular  Army,  the  Sec- 
retary of  the  Army  shall  select  one  officer 
to  be  Deputy  Director  of  the  Women's 
Army  Corps.  She  shall  serve  during  his 
pleasure  but  normally  not  to  exceed  4 
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years  and.  If  permanently  commissioned 
In  a  lower  grade,  shall,  without  vacation 
of  her  permanent  grade,  have  the  tem- 
porary rank,  pay  and  allowances  of  a 
lieutenant  colonel  while  so  serving. 
After  July  1,  1952.  the  deputy  director 
shall  be  selected  from  among  officers  In 
the  permanent  grade  of  lieutenant 
colonel. 

<g)  From  among  offlrers  of  the 
Women's  Army  Corps  (including 
Women's  Army  Corps  officers  of  the 
Army  of  the  United  States  or  any  com- 
^  ponent  thereof,  servinc  on  extended  ac- 
tive duty),  the  Secretary  of  the  Army 
shell  select  to  serve  during  his  pleasure 
such  number  of  officers  as  he  may  deter- 
mine necessary  to  fill  positions  de.sig- 
nc:ted  by  him  in  the  administration  and 
training  of  the  Women's  Army  Corps. 
Department  of  the  Army  directives  will 
be  published  from  time  to  time  in  which 
such  positions  and  the  appropriate 
grades,  as  determined  by  the  Secretary 
of  the  Army,  will  be  established.  Officers 
holding  such  positions  shall,  if  perma- 
nently commissioned  in  a  lower  grade, 
without  vacation  of  permanent  grade! 
have  the  temporary  rank,  pay.  and  al- 
lowances of  a  lieutenant  colonel  or  major 
while  so  serving.  After  July  1.  1952,  such 
officers  shall  be  selected  from  among 
commissioned  officers  in  the  permanent 
grade  of  lieutenant  colonel  or  major. 

S  580.4  Organization  of  corps.  The 
corps  will  be  organized  into  the  Office 
of  the  Director;  such  training  centers, 
schools,  and  other  installations  as  may 
be  required;  and  such  units,  detach- 
ments, and  individuals  as  may  be  as- 
signed for  duty  with  the  various  conti- 
nental and  oversea  commands. 

§  580.5  Director.  The  E>irector  of  the 
Women's  Army  Corps  will  be  an  advisor 
to  the  Secretary  of  the  Army  on  all  WAC 
matters.  In  addition  to  such  other  du- 
ties as  may  be  prescribed,  she  will  super- 
vise activities  relating  to  the  Women's 
Army  Corps,  and  she  will  : 

(a)  As  advisor  to  the  Secretary  of  the 
Army,  be  responsible  that  plans  and  poli- 
cies applicable  to  women  are  promulgated 
by  appropriate  Department  of  the  Army 
agencies  for  the  supervision,  morale,  and 
well-being  of  WAC  per.ionnel. 

<b)  Act  as  Department  of  the  Army 
staff  advisor  on  plans  and  policies  for  the 
procurement,  reception,  classification, 
utilization,  training,  logistical  support, 
assignment,  and  separation  of  WAC  per- 
sonnel, prepared  by  appropriate  Depart- 
ment of  the  Army  agencies. 

(c)  Inspect  WAC  units,  detachments, 
and  individuals  in  the  zone  of  interior 
and  overseas.  In  the  exercise  of  these 
responsibilities,  the  director  is  author- 
ized to  consult  directly  with  the  com- 
manding generals  concerned  or  their  ap- 
propriate staff  officers. 

<dt  Work  in  close  liai-son.  through  re- 
sponsiblestafT  agencies,  with  appropriate 
civilian  and  governmental  agencies  and 
with  the  other  women's  services  in  the 
National  Military  Establishment. 

§  580  6  Branch.  The  basic  branch  of 
all  WAC  personnel  will  be  Women's  Army 
Corps.  WAC  officers  who  are  detailed  or 
enlisted  women  who  are  assigned  in  an 
arm  or  service,  will  use  in  their  signature 
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the  designation  of  the  arm  or  service  to 
which  they  are  assigned  or  detailed  as 
well  as  "(WAC)."  When  orders  are  is- 
sued directing  change  of  assignment  of 
WAC  personnel  who  have  been  so  as- 
signed or  detailed  in  an  arm  or  service, 
the  designation  "  ( WAC) "  will  be  included 
in  the  orders. 

S  580.7  Comynissioned  officers — ^a) 
Appointment.  (1)  Officers  of  the  Wom- 
en's Army  Corps  may  be  appointed  under 
appropriate  regulations  now  or  hereafter 
prescribed  for  the  appointment  of  male 
officers  in  both  the  Regular  Army  anci 
the  Organized  Reserve  Corps,  with  the 
following   additional   requirements: 

(1)  Marital  status.  Women  with  no 
prior  military  service  must  be  single, 
widowed,  or  divorced. 

(ii)  Dependents.  Without  dependent 
or  dependents  under  18  years  of  age,  and 
without  child  or  children  under  18  years 
of  age. 

<2)  Officers  may  be  appointed  In  the 
Women's  Army  Corps  of  the  regular 
army  in  accordance  with  the  following 
regulations  pertaining  to  the  appoint- 
ment of  male  officers  in  the  Regular 
Army: 

(I)  AR  605-6.  Appointment  of  Second 
Lieutenants.  Regular  Army,  from  Dis- 
tinguished Graduates  from  Army  Officer 
Candidate  School,  and  from  Regular 
Army  Warrant  Officer5rand  Enlisted  Men. 
(ii)  AR  605-8,  Appointment  of  Lieu- 
tenants, Regular  Army,  from  Officers  on 
Extended  Active  Duty. 

(ili)  Other  appointments  may  be  made 
under  the  provisions  of  Department  of 
the  Army  directives  which  are  published 
from  time  to  time  and  which  are  appli- 
cable to  female  personnel. 

(3>  Appointment  of  women  officers  in 
the  Organized  Reserve  Corps,  Army  of 
the  United  States,  will  be  made  under  the 
provisions  of  appropriate  regulations  pre- 
scribed for  the  appointment  of  male  offi- 
cers in  the  Organized  Reserve  Corps. 

(b>  Promotions — (1)  Permanent.  Ef- 
fective June  12.  1950.  permanent  promo- 
tion of  WAC  officers  will  be  made  in  ac- 
cordance with  current  Department  of  the 
Army  policy  governing  the  promotion  of 
Regular  Army  Officers,  except  that  statu- 
tory provisions  prohibit  permanent  pro- 
motion of  WAC  officers  to  the  grade  of 
colonel  and  restrict  the  percentage  of 
lieutenant  colonels  to  not  to  exceed  10 
percent  of  the  total  authorized  commis- 
sioned officer  strenEjth  of  the  corps.  The 
names  of  all  promotion-list  officers  of  the 
Women's  Army  Corps  shall  be  placed  on 
the  WAC  promotion  list.  Promotion  of 
WAC  officers  to  the  grade  of  lieuteijant 
colonel  shall  be  made  only  when  a 
vacancy  exists  in  the  number  of  lieuten- 
ant colonels  authorized  for  the  WAC 
promotion  list.  Such  officers  shall  be 
appointed  in  that  grade  only  when  se- 
lected and  recommended  for  that  grade 
by  a  selection  board  under  regulations 
prescribed  by  the  Secretary  of  the  Army. 
(2)  Temp<^rarv.  Temporary  promo- 
tion of  WAC  cfficers  to  the  grades  of 
first  lieutenant,  captain,  major,  and  lieu- 
tenant colonel  will  be  made  under  ap- 
propriate regulations  applicable  to  tem- 
porary promotions  of  male  officers.  No 
temporary  promotions  of  WAC  officers  to 
the  temporary  grade  of  colonel  are  au- 
thorized except  that  the  officer  who  is 


selected  by  the  Secretary  of  the  Army 
to  be  Director  of  the  Women's  Army 
Corps  shall  have  the  temporary  rank, 
pay.  and  allowances  of  a  colonel  while 
serving  ^s  Director  of  the  Women's  Army 
Corps. 

§  580.8  Warrant  officers.  WAC  per- 
sonnel will  be  appointed  warrant  officers 
under  appropriate  current  regulations. 

§  580.9  Enlisted  ux)men.  (a)  Any  fe- 
male citizen  of  the  United  States  who  is 
of  excellent  character,  who  meets  the 
established  mental  and  physical  require- 
ments, and  who  is  eligible  under  current 
directives,  may  be  enlisted  or  reenlisted 
in  the  Women's  Army  Corps.  Regular 
Army,  within  authorized  quotas.  An  ap- 
plicant must  have  attained  her  eigh- 
teenth birtl^ay;  no  woman  under  the 
age  of  21  years  shall  be  enlisted  without 
the  written  consent  of  her  parents  or 
guardian. 

(b)  Regulations  r>ertaining  to  the  ap- 
pointment and  promotion  of  enlisted 
men  are  applicable  to  enlisted  women. 

§  580.10  Utilization.  WAC  personnel 
will  be  utilized  only  in  military  occupa- 
tional spjecialties  established  by  the  De- 
partment of  the  Army. 

§  580.11  Assignment,  fa)  All  officers, 
warrant  officers,  and  enlisted  women  of 
the  Women's  Army  Corps  will  be  as- 
signed to  duty  in  zone  of  interior  and  in 
oversea  commands  as  the  needs  of  the 
service  require.  Assignments  will  be  ac- 
complished in  accordance  with  Depart- 
ment of  the  Army  directives. 

(b>  The  marriage  of  a  WAC  officer, 
warrant  officer,  or  enlisted  woman  to  a 
member  of  the  armed  forces  will  not  af- 
fect an  advantage  or  disadvantage  to  her 
assignment  to  duty. 

(C)  WAC  officer,  warrant  officer,  and 
enlisted  women  normally  will  not  be 
transferred  solely  becau'-e  of  marriage  to 
persons  serving  at  the  same  station. 

§  580.12  Discharge  of  enlisted  wom- 
en—  I  a)  Marriage.  A  married  enlisted 
woman  may  be  discharged  at  her  own 
request,  provided  she  has  served  on  ac- 
tive duty  for  not  less  than  1  year  in  her 
current  enlistment.  Application  for  such 
discharge  will  be  initiated  by  the  en- 
listed woman  and  will  hs  accompanied 
by  a  true  copy  of  her  marriage  certifi- 
cate. 

(b>  Convenience  of  the  Government. 
If  an  enlisted  woman  gives  birth  to  a 
living  child,  she  shall  be  discharged  from 
the  Army  for  the  convenience  of  the 
Crovernment.  Women  who  have  children 
under  18  years  of  age  are  not  eligible  for 
the  service,  regardless  of  the  legal  cus- 
tody of  the  child  or  children. 

(c)  Laws  and  regulations.  All  laws 
and  regulations  governing  the  discharge 
of  enlisted  men  are  also  applicable  to 
the  discharge  of  enlisted  women.        ^ 

§  580.13  Discharge  of  officers  and 
warrant  officers — (a>  Laws  and  regula- 
tions. All  laws  and  regulations  govern- 
ing the  discharge  or  relief  from  active 
duty  of  male  Regular  Army  or  Reserve 
officers  and  warrant  officers  are  appli- 
cable also  to  WAC  Regular  Army  or  Re- 
serve officers  and  warrant  officers. 

9  580.14  Maternity  care.  (a)  A 
woman  discharged  from,  or  relieved  from 


active  duty  with,  the  Army  under  honor- 
able conditions  because  of  pregnancy  is 
eligible  for  maternity  care  during  the 
pregnancy  and  confinement,  and  for  out- 
patient postnatal  care  for  at  least  6  weeks 
thereafter,  at  any  Army  medical  instal- 
lation with  suitable  maternity  facilities. 
Such  service  is  to  be  furnished  without 
cost  to  the  Individual  patient  except  for 
subsistence  charges  at  the  rate  provided 
in  Army  Regulations  when  hospitalized. 

(b)  Any  woman  found  to  be  pregnant 
at  the  time  of  terminal  physical  exami- 
nation for  separation  from  the  service 
under  honorable  conditions  will  be  eligi- 
ble for  maternity  care  under  the  pro- 
visions of  these  regulations.  In  such 
cases  a  notation  of  pregnancy  will  be 
made  on  WD  AGO  Form  63  (Report  of 
Physical  Examination)  or  38  (Report  of 
Physical  Examination  of  Enlisted  Per- 
sonnel Prior  to  Discharge,  Release  Piom 
Active  Duty,  or  Retirement),  whichever 
Is  applicable,  irre.spective  of  the  pro- 
visions under  which  the  woman  is  be- 
ing separated.  Separation  oiders  will 
include  a  statement  "Eligible  for  medical 
care  under  provisions  of  AR  40-5£0." 

(c)  The  maternity  care  to  be  provided 
Includes  all  treatment  or  hospitalization 
necessary  during  the  prenatal  and  im- 
mediate postnatal  period  for  medical 
contfitions  incident  to  or  deleterious  to 
the  pregnancy.  Tliis  care  will  be  pro- 
vided within  the  limitations  of  facilities 
and  qualified  personnel  currently  avail- 
able, and  will  take  priority  over  all  cases 
except  medical  service  for  military  per- 
sonnel. 

(d>  At  the  time  of  discharge,  the  unit 
commander  or  other  personnel  respon- 
sible for  counseling  these  women  will 
specifically  advise  them  of  their  eligi- 
bility for  maternity  care  at  Army 
hospitals. 

(e)  If  the  individual  desires  maternity 
care  at  an  Army  hospital,  a  written  re- 
quest will  be  initiated  by  her  at  time  of 
discharge.  The  request  will  be  addressed 
to  the  surgeon  of  the  army  area  wherein 
the  individual  contemplates  residence 
following  discharge,  and  forwarded  by 
indorsement  to  the  commanding  officer 
of  the  installation  at  which  the  indi- 
vidual is  discharged.  The  request  will 
indicate  eligibility  of  the  individual  for 
maternity  care,  any  available  F>ertinent 
data  on  the  status  of' the  individual's 
pregnancy,  and  her  forwarding  address. 
The  request  will  be  accompanied  by  a 
copy  of  separation  orders. 

§  580.15  Retirement.  (a)  Enlisted 
personnel  of  the  Women's  Afmy  Corps 
of  the  Regular  Army  shall  be  retired,  and 
shall  receive  retirement  benefits  under 
laws  applicable  to  retirement  and  re- 
tirement benefits  of  male  enlisted  per- 
sonnel of  the  Regular  Army. 

(b)  WAC  officers. of  the  Regular  Army 
^all  be  retired  or  separated,  as  the  case 
may  be,  under  laws  now  or  hereafter  ap- 
plicable to  male  officers  of  the  Regular 
Army  except  that: 

( 1  •  Any  of  the  officers  of  the  Women's 
Army  Corps  of  the  Regular  Army  in  the 
permanent  grade  of  lieutenant  colonel 
may  be  retained  on  the  active  list  until 
30  days  after  that  date  upon  which  30 
"years'  service"  is  completed. 

(2)  Any  officer  of  the  Wdtfien's  Army 
Corps  of  the  Regular  Army  in  the  per- 
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manent  grade  of  lieutenant  colonel,  who 
Is  serving  in  the  temporary  grade  of 
colonel  by  virtue  of  occupying  in  the 
position  of  Director  of  the  Women's 
Army  Corps,  may  be  retained  on  the 
active  list  while  serving  In  such  position, 
but  in  no  event  will  be  retained  on  the 
active  list  after  age  60. 

(3)  After  June 30, 1953, unless  provided 
otherwise  by  some  provision  of  law,  each 
officer  of  the  Women's  Army  Corps  of  the 
Regular  Army,  heretofore  or  hereafter 
appointed  in  the  permanent  grade  of 
major,  who  is  not  retired  or  separated  at 
an  earlier  date,  shall  be  eliminated  from 
the  active  list  and  retired  on  that  date 
which  is  30  days  after  the  date  upon 
which  she  completes  25  "years'  service," 
unless  she  is  appointed  in  the  permanent 
grade  of  lieutenant  colonel  In  the  Regu- 
lar Army  before  that  date. 

(4)  "Years'  service"  as  used  in  sec- 
tion 514  of  the  Officer  Personnel  Act  of 
1947  (Public  Law  381.  80th  Cong.)  means 
and  Includes  for  any  officer  appointed 
In  the  Women's  Army  Corps  of  the  Regu- 
lar Army  under  the  provisions  of  section 
108,  title  I,  Women's  Armed  Services  In- 
tegration Act  of  1948  (Public  Law  625, 
80th  Cong.)  the  period  of  service  cred- 
ited to  such  officer  at  the  time  of  her 
appointment  increased  by  the  period  of 
her  active  commissioned  service  In  the 
Regular  Army  subsequent  to  such  ap- 
pointment. 

§  580.16  Organized  Reserve  Corps. 
fa)  Appointment  and  enlistment  of 
women  in  the  organized  Reserve  Corps 
of  the  Army  of  the  United  States  Is  au- 
thorized. See  Title  I,  act.  June  12.  1948 
(Public  Law  625.  80th  Cong.  > . 

(b)  Except  as  otherwise  specifically 
provided,  all  laws  and  regulations  appli- 
cable to  male  members  of  the  Organized 
Reserve  Corps  and  to  their  dependents 
and  beneficiaries  shall.  In  like  cases,  be 
applicable  respectively  to  female  mem- 
bers of  the  Organized  Reserve  Corps,  ex- 
cept that  the  husbands  of  the  women  offi- 
cers and  enlisted  per.sonnel  of  any  of  the 
Reserve  components  of  the  Army  of  the 
United  States  shall  not  be  considered 
dependents  unless  they  are  in  fact  de- 
pendent on  their  wives  for  their  chief 
support,  and  the  children  of  such  per- 
sonnel shall  not  be  considered  depend- 
ents unless  their  father  Is  dead  or  they 
are  In  fact  dependent  on  their  mother  for 
their  chief  support. 

5  580.17  Applicability  of  laws.  Ex- 
cept as  otherwise  specifically  provided. 
all  laws  and  regulations  now  or  here- 
after applicable  to  male  commissioned 
officers,  warrant  officers,  and  enlisted 
men  of  the  Regular  Army,  to  former  male 
commissioned  officers,  warrant  officers, 
and  enlisted  men  of  the  Regular  Army, 
and  to  their  dependents  and  beneficiaries, 
shall  in  like  cases  be  applicable  respec- 
tively to  commissioned  officers,  warrant 
officers,  and  enlisted  women  of  the 
Women's  Army  Corps  of  the  Regular 
Army,  except  that  the  husbands  of 
women  officers  and  enlisted  personnel  of 
the  Regular  Army  shall  not  be  consid- 
ered dependents  unless  they  are  in  fact 
dependent  on  their  wives  for  their  chief 
support,  and  the  children  of  such  offi- 
cers and  enlisted  per.sonnel  shall  not  be 
con-sidered  dependents  unless  their 
father  Is  dead  or  they  are  In  fact  de- 
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pendent  on  their  mother  for  their  chief 
support.  See  section  107.  Title  I,  act. 
June  12,  1948  (Public  Law  625,  80th 
Cong.). 

■  [sEALl  Edward  P.  Witsell. 

Major  General, 
The  Adjutant  General 

IF.    R.    Doc.    49-1014;    Piled.    Peb.    9,    1949; 
8:51  a.  m.l 
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Chapter  I — Post  Office  Department 

Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

great  britain  and  northern  ireland 

In  !  127.268  Great  Britain  and  North- 
ern Ireland  (13  P.  R.  9158)  amend  para- 
graph (c)  (2)  to  read  as  follows: 

(c)   U.  S.  A.  gift  parcels.     •     •     • 

(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  In  paragraph  (b)  of  this 
section,  the  following  special  require- 
ments imposed  by  agreement  between 
the  Economic  Cooperation  Administra- 
tion and  the  British  authorities  must  be 
met  in  order  for  parcels  to  be  accepted 
at  the  reduced  postage  rate  as  "U.  S  A 
Gift  Parcels": 

(I)  Each  parcel  must  be  mailed  as  a 
gift  by  an  Individual  .sender  to  an  Indi- 
vidual addressee  for  the  personal  use  of 
himself  or  his  immediate  family.  The 
items  which  may  be  included  in  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperlsh- 
able  food,  discarded  wearing  apparel, 
mailable  medical  supphes  and  soap.        '^ 

(a)  The  combined  total  domestic  re- 
tall  value  of  all  soap,  butter,  and  other 
edible  fats  and  oils  Included  In  each  par- 
cel must  not  exceed  $5,  and  that  the 
combined  total  domestic  retail  value  of 
all  streptomycin,  quinine  sulfate,  and 
quinine  hydrochloride  included  in  each 
parcel  also  may  not  exceed  S5. 

(Ill)  When  a  relief  parcel  is  presented 
for  mailing  under  the.se  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be  con- 
spicuously endorsed  by  the  mailer  on  the 
address  side  of  the  parcel  and  also  on 
the  customs  declaration.  The  use  of  the 
^■ords  "U.  S.  A.  Gift  Parcel"  will  be  a 
certification  by  the  mailer  that  the  pro- 
visions of  the  ECA  regulations  have  been 
met. 

^R.  S.  161.  396.  398.  .sees.  304.  309.  42  Stat 
24,  25.  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 

'seal]  J.  M.  Donaldson, 

Postmaster  General. 

(P.    R.    Doc.   49-997:     Piled.    Peb.    9.     1949; 
8:46  a.  m.) 


Part  127— International  Postal  Service  : 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

italy   (including  the  republic  of  san 

MARINO) 

In  5  127.283  Italy  (Including  the  Re- 
public of  San  Marino)  (13  F.  R.  9174^ 
amend  paragraph  (c)  (2)  to  read  as 
follows: 

(c)   U.  S.  A.  gift  parcels.     *     *     • 
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(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  In  paragraph  <b)  of  this 
section,  the  following  special  require- 
ments Imposed  by  agreement  between 
the  Economic  Cooperation  Administra- 
tion and  the  Italian  authorities  must  be 
met  In  order  for  parcels  to  be  accepted 
at  the  reduced  postage  rate  as  "U,  8.  A 
Gift  Parcels" : 

(l>  Each  parcel  must  be  mailed  as  a 
gift  by  an  Individual  sender  to  an  Indi- 
vidual addressee  for  the  personal  use  of 
himself  or  his  immediate  family.  The 
items  which  may  be  Included  In  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperlsh- 
able  food,  clothing  and  clothes-making 
materials,  shoes  and  shoe-making  mate- 
rials, and  mailable  medical  and  health 
supplies.  No  .such  parcel  may  contain 
more  than  2  kilograms  (4  lbs.  6  oz.)  of 
coffee  or  3  kilograms  (6  lbs.  9  oz.)  of 
sugar.  Saccharine  Is  prohibited.  House- 
hold supplies  and  utensils  may  not  be 
included.  Other  permitted  contents 
must  be  In  such  quantities  as  to  be  clearly 
Intended  for  the  personal  use  of  the 
addres.see  and  family. 

(ii)  The  combined  total  domestic  re- 
tail value  of  all  butter,  and  other  edible 
fats  and  oils  included  in  each  parcel  must 
not  exceed  $5,  and  that  the  combined 
total  domestic  retail  value  of  all  strepto- 
mycin, quinine  sulfate,  and  quinine  hy- 
drochloride Included  In  each  parcel  also 
may  not  exceed  $5. 

(lii)  When  a  relief  parcel  Is  presented 
for  mailing  under  these  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be  con- 
spicuously endorsed  by  the  mailer  on  the 
address  side  of  the  parcel  and  also  on  the 
customs  declaration.  The  use  of  the 
words  "U.  S.  A.  Gift  Parcel"  will  be  a 
certification  by  the  mailer  that  the  pro- 
visions of  the  ECA  regulations  have  been 
met. 

(R.  S.  161.  396.  398.  .sees.  304.  309,  42  Stat 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22,  369 
372) 


(seal! 


J.  M.  Donaldson. 
Postmaster  General. 


[P.    R.    Doc.    49-998;     Piled,    Peb.    9,     1949; 
8:46  a.  m.] 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

vatican  city  statb 

In  §  127.375  Vatican  City  State  (13 
F.  R.  9234)  amrtid  paragraph  (c)  (2)  to 
read  as  follows: 

(c)  U.  S.  A.  gift  parcels.  •  •  • 
(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gen- 
erally, as  set  forth  In  paragraph  (b)  of* 
this  .section,  the  following  special  require- 
ments imposed  by  agreement  between 
the  Economic  Cooperation  Administra- 
tion and  the  Italian  authorities  must  be 
met  in  order  for  parcels  to  be  accepted 
at  the  reduced  postage  ra^  as  "U.  S.  A. 
Gift  Parcels": 

(i>  Each  parcel  must  be  mailed  as  a 
gift  by  an  Individual  sender  to  an  In- 
dividual addressee  for  the  pensonal  use   ^ 
of  himself  or  his  immediate  family.    The 
items  which  may  be  inclu:::d  in  "U.  S.  A. 
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Gift  Parcels"  are  limited  to  nonperlsh- 
able  food,  clothing  and  clothes-making 
materials,  shoes  and  shoe-making  ma- 
terials, and  mailable  medical  and  health 
supplies.  No  such  parcel  may  contain 
more  than  2  kilograms  (4  lbs.  6  oz.)  of 
coffee  or  3  kilograms  (6  lbs.  9  oz.)  of 
sugar.  Saccharine  is  prohibited.  House- 
hold supplies  and  utensils  may  not  be 
included.  Other  permitted  contents 
mu.st  be  in  such  quantities  as  to  be  clearly 
iritended  for  the  personal  use  of  the  ad- 
dressee and  family. 

(ii)  The  combined  total  domestic  re- 
tail value  of  all  butter,  and  other  edible 
fats  and  oils  included  in  each  parcel  must 
not  exceed  $5.  and  that  the  combined 
total  domestic  retail  value  of  all  strep- 
tomycin, quinine  .sulfate,  and  quinine 
hydrochloride  included  in  each  parcel 
also  may  not  exceed  $5. 

(iii)  When  a  relief  parcel  is  presented 
for  mailing  under  these  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be  con- 
spicuously endorsed  by  the  mailer  on  the 
address  side  of  the  parcel  and  also  on 
the  customs  declaration.  The  u.se  of  the 
words  'U.  G.  A.  Gift  Parcel"  will  be  a  cer- 
tification by  the  mailer  that  the  pro- 
visions of  the  ECA  regulations  have  been 
met. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 

I  SEAL  1  J.  M.  Donaldson, 

Postmaster  General. 

|F.    R.    Doc.    49-899:     Piled.    Feb.    9.    1949; 
8  46  a.  m.) 


TITLE  45— PUBLIC  WELFARE 

Chapter     IV — OflRce     of     Vocationat*' 
Rehabilitation,      Federal      Security 
Agency 

Part  403 — Vending  Stand  PRor.n  m  for 
Blind  in  Federal  and  Other  Build- 
ings 

extension  of  time  for  compi,iance  by 

UCENSING  AGENCIES 

Correction 

In  Federal  Register  Document  49-861, 
appearing  on  page  509  of  the  issue  for 


RULES  AND  REGULATIONS 

Saturday,  February  5,  1949,  Incorrectly 
designated  Part  402,  should  be  designated 
Part  403  as  set  forth  above  and  §5  402.7 
and  402.18.  referred  to  therein,  should  be 
designated  §§403.7  and  403.18,  respec- 
tively. 

TITLE  49--TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  C — Carriers  by  Water 

Part  301— Reports 
carriers  by  water;   annual  report 

FORM  K-A 

At  a  session  of  the  Interstate  Com- 
merce Commi-ssion,  Division  1.  held  at 
its  office  in  Washington,  D.  C.  on  the 
27th  day  of  January  A.  D.  1949. 

The  matter  of  annual  reports  from 
carriers  by  water  being  under  considera- 
tion: It  is  ordered,  that  the  order  dated 
Dscembcr  24.  1947.  in  the  matter  of  an- 
nual reports  from  carriers  by  water  of 
Class  A  and  of  Class  B  (49  CFR.  120.51) 
be,  and  it  is  hereby  cancelled.  It  is  fur- 
ther ordered,  that: 

§  30M0  Annual  report  form  pre- 
scribed jor  carriers  by  inland  and  coastal 
waterways  of  Class  A  and  Class  B.  All 
Inland  and  coastal  waterways  of  Cla.ss 
A  and  Cla.ss  B  (49  CFR.  126  2)  subject 
to  the  provisions  of  section  313,  Part  III 
of  the  Interstate  Commerce  Act,  are 
hereby  required  to  file  annual  reports  for 
the  year  ended  December  31.  1948,  and 
for  each  succeeding  year  until  further 
order,  in  accordance  with  Annual  Report 
Form  K-A  (Inland  and  Coastal  Water- 
ways of  Class  A  and  Cla.ss  B).'  which  is 
hereby  approved  and  made  a  part  of 
this  rection.  The  annual  report  shall  be 
filed,  in  duplicate,  in  the  Bureau  of 
Transport  Economics  and  Statistics,  In- 
terstate Commerce  Commission,  Wash- 
ington, D.  C,  on  or  before  March  31.  of 


the  year  following  the  one  to  which  It 
relates.    (54  Stat.  944;  49  U.  S.  C.  913) 

Note:   Budget  Bureau  No.  60-R105.5, 
By  the  Commission.  Division  1. 


[ seal ] 


W.  P.  Bartel, 
Secretary. 


|P     R.    Doc.    49-1011:    Filed,    Feb.    9,    1949; 
849  a.  m.] 


>  Filed   as  part  of  the  original  document. 


Part  301— Reports 
carriers  by  water  :  annual  report 

FORM  M 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division   1.  held  at 
its  office  In  Washington.  D.  C.  on  the. 
27th  day  of  January  A.  D.  1949. 

The  matter  of  annual  reports  from 
carriers  by  water  being  under  con.sideri- 
tion:  It  is  ordered,  that: 

§  301.20  Amiual  report  form  pre- 
scribed for  Maritime  Carriers  of  Class  A 
and  Class  B.  Each  Maritime  Carrier  of 
Class  A  and  Class  B  (49  CFR.  126.2)  sub- 
ject to  the  provisions  of  .section  313.  Part 
III  of  the  Interstate  Commerce  Act,  are 
hereby  required  to  file  annual  reports 
for  the  year  ended  December  31,  1948, 
and  for  each  succeeding  year  until  fur- 
ther order,  in  accordance  with  Annual 
Report  Form  M  (Maritime  Carriers  of 
Class  A  and  Class  B>.'  which  is  hereby 
approved  and  made  a  part  of  this  section. 
Tlie  annual  report  shall  be  filed,  in  dupli- 
cate. In  the  Bureau  of  Transport  Eco- 
nomics and  Statistics.  Interstate  Com- 
merce Commission,  Washington,  D.  C, 
on  or  before  March  31,  of  the  year  fol- 
lowing the  one  to  which  It  relates.  (54 
Stat.  944;  49  U.  S.- C.  913) 

Non:   Budget  Bureau  No.  60  R259. 
By  the  Commission.  Division  1. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

IF.    R.    Doc.    49-1010:    Filed,    Feb.    9.    1919; 
8:48   a.   m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 

t  26  CFR,  Part  180  1 

Liquors  and  Articles  From  Puerto  Rico 
AND  Virgin  Isla.nds 

NOTICE    OF    proposed    RULE    M.AKING 

A  notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act.  ap- 
proved June  11. 1946.  that  the  regulations 
set  forth  in  tentative  form  below  are 
proposed  to  be  prescribed  by  the  Com- 
mi.s.sioner  of  Internal  Revenue  with  the 
approval  of  fhe  Secretary  of  the  Trea.s- 
ury.  Prior  to  the  final  adoption  of  such 
regulations,  consideration  will  Jae  given  to 
any  data,  views  or  arguments  pertaining 
*      thereto  which  are  submitted  in  writing. 


in  duplicate,  to  the  Commissioner  of  In- 
ternal Revenue,  Washington  25,  D.  C, 
within  the  period  of  30  days  from  the 
date  of  this  notice  in  the  Federal  Regis- 
ter. The  proposed  regulations  are  to  l>e 
issued  under  the  authority  of  .sections 
2800  2803,  3030,  3176,  3360  and  4(R1 
(26  U.  S.  C.  sees.  2800,  2803,  3030,  3176, 
33G0  and  4041). 

[seal]  Fred  S.  Martin, 

Acting  C07tiissioner  of 
Internal  Revenue. 

1.  Regulations  24  (26  CFR.  Part  180). 
approved  June  16,  1941,  are  amended  by 
adding  to  Subpart  I  thereof  a  new  article, 
numbered  and  titled  "XI-A— Taxpay- 
*«ient  in  Puerto  Rico  after  Withdrawal 
for  Rectification  or  Bottling"'  and  a  new 
section  niunbered  "93a" 


2.  These  amendments  are  designed  to 
establish  a  procedure  for  the  taxpay- 
ment  of  distilled  spirits  and  other  alco- 
holic beverages  in  Puerto  Rico  after 
withdrawal  for  rectification  or  bottling, 
in  order  to  make  stocks  of  such  liquors 
available  for  shipment  to  the  United 
States  under  the  Puerto  Rican  law  as 
amended. 

TAXPAYMENT  IN  PUERTO  RiCO   AFTER  WITH- 
DRAWAL FOR  RECTIFICATION  OR   BOTTLING 

§  180.93a  Requirements — (a>  Appli- 
cable procedure.  D: stilled  spirits  of  less 
than  190  degrees  of  proof,  wines  and  fer- 
mented malt  liquor  (hereinafter  referred 
to  as  "liquors,"  unless  otherwise  indi- 
cated* intended  for  shipment  to  the 
United  States,  which  are  withdrawn  from 
producing  or  storage  premises  for  entry 


Thursday,  February  10,  1949 

into  bonded  rectification  sections,  bot- 
tling sections,  or  bonded  warehouses,  in 
accordance  with  the  Spirits  and  Alcoholic 
Beverages  Act.  as  amended,  of  Puerto 
Rico,  shall  be  subject  to  the  requirements 
of  this  section,  and  §5  180.1  to  180.93.  in- 
sofar as  such  sections  may  be  applicable. 

(b)  Formula.  Following  entry  into  a 
bonded  rectification  or  bottling  section 
for  rectification  or  bottling,  all  liquors 
shall  be  rectified  and  or  bottled  in  ac- 
cordance with  an  approved  formula  pre- 
scribed by  §5  180.13  to  180.17. 

(c)  Gauging.  The  alcoholic  constitu- 
ents of  all  liquors  constituting  a  specific 
bottling  lot  shall  be  ascertainable  from 
records  maintained  in  accordance  with 
insular  requirements.  In  gauging  liquors 
for  taxpayment,  the  internal  revenue 
agent  will  prepare  Form  1520  to  show 
.separately  all  distilled  spirits  and  wines 
according  to  taxable  gallonage.  See 
paragraph  (d)  of  this  section,  and 
!!§  180.31,  180  32,  and  180.43.  The  for- 
mu'a  number  under  which  the  liquors 
were  produced  or  manufactured  for  ship- 
ment to  the  United  States  will  also  be 
shown  on  the  Form  1520. 

(d)  Basis  for  taxpayment.  The  taxes 
on  distilled  spirits  shall  be  paid  on  the 
ba.«is  of  wine  gallons.  If  below  proof,  or 
proof  gallons,  if  100  proof  or  above.  In 
accordance  with  the  proof  ascertained 
by  the  insular*  gauger  prior  to  entry  of 
the  spirits  into  the  bonded  rectification 
section,  or  bonded  bottling  section,  pur- 
suant to  appropriate  entries  in  records 
prescribed  by  the  insular  authorities. 

(e)  Taxpayment.  Taxpayment  shall 
be  made  at  the  rate  prescribed  by  law. 
The  prescribed  taxes  shall  be  paid  at 
the  time  of  withdrawal  of  the  liquors 
pursuant  to  Issuance  of  the  appropriate 
insular  p«rmlt.  A  copy  of  the  Form  1520 
covering  the  gauging  of  the  liquors  shall 
accompany  the  insular  permit.  Form 
487A.  when  presented  to  the  deputy  col- 
lector for  taxpayment.  See  §{180  32 
180  36,  180  39,  and  180.44. 

(f)  Red  strip  stamps.  United  States 
Internal  revenue  red  strip  stamps  may  be 
procured  from  the  deputy  collector  in  the 
manner  provided  by  the  regulations  in 
this  part  for  attachment  to  bottles  of 
spirits  intended  for  shipment  to  the 
United  States.  Such  stamps  may  not  be 
attached  to  the  bottles  prior  to  taxpay- 
ment. 

(g)  Withdrawal  for  shipment  to 
United  States.  Withdrawal  of  liquors  for 
shipment  to  the  United  States  may  be 
made  only  after  taxpayment,  if  so  re- 
quired by  the  insular  withdrawal  permit, 
Form  487B.  Any  liquors,  upon  which  the 
United  States  internal  revenue  taxes 
have  not  been  paid.  Intended  for  ship- 
ment to  the  United  States,  must  be  with- 
drawn, shipped,  and  taxpaid  upon  arrival 
in  the  United  States,  in  accordance  with 
applicable  provisions  of  the  regulations 
In  this  part.  (Sees.  2800,  2803,  3030.  3176, 
3360,  and  4041.  I.  R.  C.) 

•  8.  This  Treasury  decision  shalj  be 
effective  on  the  31st  day  after  the  date 
of  its  publication  in  the  Fkderal  Register. 

IP.    R.    Doc.    40-1026;    PUed.    Feb.    9.    1949; 
8:52  a.  m.l 

No.  27 2 


FEDERAL  REGISTER 

DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

I  7  CFR,  Part  990  1 

Handling  of  Irish  Potatoes  Grown  in 
California  (Not  Including  the  Coun- 
ties OF  Modoc  and  Siskiyou) 

notice    OF    hearing    with    respect    to 

PROPOSED     marketing     AGREEMENT     Ar.V 
ORDER 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.  > .  and  in  accordance 
with  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  and  Supps.  901.1  et  seq.; 
11  F.  R.  7737;  12  F.  R.  1159,  4904),  notice 
is  hereby  given  of  a  public  hearing  to 
be  held  in  the  Masonic  Temple,  1920 
Eighteenth  Street,  Bakersficld,  Cali- 
fornia, beginning  at  9:30  a.  m.,  p.  s.  t.. 
March  2.  1949,  with  respect  to  a  pro- 
posed marketing  agreement  and  order 
regulating  the  handling  of  Irish  potatoes 
grown  in  the  State  of  California  (not 
Including  the  counties  of  Modoc  and 
Siskiyou)  and  with  respect  to  proposed 
modifications,  changes,  additions,  and 
substitutions  thereof.  The  proposed 
marketing  agreement  and  order  and  the 
proposed  changes  or  substitutions 
thereto,  have  not  received  the  approval 
of  the  Secretary  of  Agriculture. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic or  marketing  conditions  which  re- 
late to  the  provisions  of  the  proposed 
marketing  agreement  and  order,  or  to 
the  provisions  of  the  changes  or  sub- 
stitutions thereto,  which  are  hereinafter 
set  forth. 

The  growers  and  shippers  of  Irish  po- 
tatoes In  the  State  of  California  (not 
including  the  counties  of  Modoc  and 
Siskiyou)  as  represented  by  a  commit- 
tee of  growers  drafted  a  proposed  mar- 
keting agreement  and  order  regulating 
the  handling  of  potatoes  in  the  projwsed 
production  area  and  requested  a  hearing 
on  the  following  proposed  marketing 
agreement  and  order. 

i  990.1  Definitions.  As  used  in  this 
part,  the  following  terms  have  the  fol- 
lowing meanings: 

(a)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  other  oflBcer.  or  member  of  the 
United  States  Department  of  Agricul- 
ture, who  is,  or  may  hereafter  be  au- 
thorized to  exercise  the  powers  and  to 
perform  the  duties  of  the  Secretary  of 
Agriculture. 

(b)  "Act"  means  Public  Act  No.  10, 
73d  Congress,  as  amended  and  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  (7  U.  S.  C.  601  et  seq.;  61  Stat. 
202,  707). 

(c)  "Person"  means  an  Individual, 
partnership,  corporation,  association, 
legal  representative,  or  any  organized 
group  or  business  unit. 

(d)  "Production  area"  means  all  ter- 
ritory, except  Modoc  and  Slsldyou  coun- 
ties, in  the  State  of  California. 
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(e)  "Potatoes"  means  all  varieties  of 
Irish  potatoes  grown  within  the  produc- 
tion area  which  are  harvested  and  pre- 
pared for  market  during  the  period  be- 
ginning April  1  and  ending  July  15  of 
each  year. 

(f)  "Handler"  Is  synonymous  with 
shipper  and  means  any  person  (except 
a  common  or  contract  carrier  of  po- 
tatoes owned  by  another  person)  who 
ships  potatoes  in  fresh  form. 

(g)  "Ship"  or  "handle"  means  to  sell, 
store  or  place  in  storage,  transport,  pre- 
pare for  tran.sportation.  cffer  for  trans- 
portation, load  in  a  conveyance  for 
transportation,  or  in  any  other  way  to 
place  potatoes  in  the  current  of  inter- 
state or  foreign  commerce,  or  so  as  to  di- 
rectly burden,  obstruct,  or  affect  inter- 
state or  foreign  commerc3. 

(h)  "Producer"  means  any  person  en- 
gaged in  the  production  of  potatoes  for 
market. 

<i)  "Fiscal  year"  means  the  period  be- 
ginning on  January  1  of  each  year  and 
ending  D3cember  31  following. 

I  j )  "Committee"  means  the  California 
Potato  Committee  established  pur.suant 
to  §  990  2. 

(k)  "Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Irish 
potatoes  according  to  those  definitive 
characteristics  now  or  hereafter  recog- 
nized by  the  United  States  Department 
of  Agriculture. 

(1)  "Seed  potatoes"  means  and  in- 
cludes all  potatoes  ofiBcially  certified  and 
tagged,  marked,  or  otherwise  appropri- 
ately identified,  under  the  supervision  of 
an  oflBcial  seed  potato  certifying  agency 
of  the  State  of  California  or  other  agency 
recognized  by  the  Committee. 

(m)  "Table  stock  potatoes"  means  and 
Includes  all  potatoes  not  included  with- 
in the  d^nition  of  "seed  potatoes." 

(n)  "Wholesale  pack"  means  a  unit  of 
fifty  poimds  net  weight  or  more  of  pota- 
toes contained  in  a  bag,  crate,  or  any 
other  type  of  container. 

(0)  "Consumer  pack"  means  a  unit  of 
less  than  fifty  pounds  net  weight  of  pota- 
toes contained  in  a  bag,  crate,  or  any 
other  type  of  container. 

(p)  "Grade"  means  any  one  of  the  of- 
ficially established  grades  of  potatoes, 
and  "size"  means  any  one  of  the  officially 
established  sizes  of  potatoes,  as  defined 
and  set  forth  in: 

(1)  The  United  States  Standards  for 
Potatoes  issued  by  the  Department  of 
Agriculture  on  September  10,  1941,  effec- 
tive June  1,  1942  (12  F.  R.  3651),  or 
amendments  thereto,  or  modifications 
thereof,  or  variations  based  thereon;  or 

(2)  United  States  Consumer  Stand- 
ards for  Potatoes  as  issued  by  the  United 
States  Department  of  Agriculture  on 
Noveml>er  3,  1947,  effective  December  8, 
1947  (12  F.  R.  7281).  or  amendments 
thereto,  or  modifications  thereof,  c^^vari- 
atlons  based  thereon; 

(q)  "Export"  means  shipment  of  pota- 
toes beyond  the  boundaries  ot  continental 
United  States. 

(r)  "District"  means  each  one  of  the 
geographical  divisions  of  the  production 
area  hereby  established  as  follows: 

District  No.  1 :  Merced  and  Madera  County. 
District  No.  2 :  Fresno  and  Kings  County. 
District  No.  8:  Tulare  County. 
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District  No.  4:  Kern  County. 

District  No.  5:  All  counties,  except  Kern 
County,  south  or  the  Sixth  Standard  parallel, 
in  the  production  area. 

D.strlct  No.  6:  AH  counties,  except  Merced. 
Madera.  Fresno.  Kings,  and  Tulare,  north  of 
the  Sixth  Standard  Parallel,  In  the  produc- 
tion area: 

5  £90  2  Administrative  Committee — 
(a>  Establishvient  and  membership. 
(1)  The  California  Potato  Committee 
con.s'.sting  of  9  members,  all  of  whom 
shall  be  producers  is  hereby  established. 
For  each  member  of  the  committee  there 
shall  be  an  alternate  who  shall  have  the 
same  qualifications  as  the  member. 

<2>  Persons  selected  as  committee 
members  or  alternates  shall  be  individ- 
uals who  are  producers  in  the  respective 
district  for  which  selected,  or  officers  or 
employees  of  a  corporate  producer  in 
such  district,  and  such  persons  shall  be 
re.sidents  of  the  respective  district  for 
which  selected. 

(b)  Term  oj  office.  The  term  of  office 
of  committee  members  and  alternates 
shall  be  for  one  year  beginning  on  the 
first  day  of  January  and  continuing  until 
the  end  of  the  then  current  fiscal  year, 
and  until  their  successors  are  selected 
and  have  qualified.  Committee  members 
and  alternates  shall  serve  during  the  fis- 
cal year  for  which  they  are  selected  and 
have  qualiflsd,  or  during  that  portion 
thereof  beginninc;  on  the  date  on  which 
they  qualify  during  the  fiscal  year  and 
continuing  until  the  end  thereof,  and 
until  their  successors  are  selected  and 
have  qualified. 

(c)  Selection.  The  Secretary  shall 
select  one  member  of  the  committee, 
with  his  respective  alternate,  from  dis- 
trict number  1,  one  member,  with  his  re- 
spective alternate,  from  district  number 
2,  one  member,  with  his  respective  alter- 
nate, from  district  number  3,  four  mem- 
bers, with  their  respective  alternates, 
from  district  number  4,  one  member,  with 
his  respective  alternate,  from  district 
number  5.  and  one  member,  with  his  re- 
spective alternate,  from  district  number 
6.  as  defined  in  §  990.1  (r),  which  mem- 
bers and  alternates  shall  represent  the 
respective  district  from  which  they  are 
selected. 

(d>  Nomination.  The  Secretary  may 
select  the  members  of  the  California  Po- 
tato Committee  and  their  respective  al- 
ternates from  nominations  which  may 
be  made  in  the  following  manner: 

( 1 »  Nominations  for  initial  members 
of  the  committee  and  their  respective  al- 
ternates may  be  submitted  by  producers, 
or  groups  thereof,  and  such  nominations 
may  be  by  virtue  of  elections  conducted 
by  groups  of  producers. 

(2)  In  order  to  provide  nominations 
for  succeeding  committee  members  and 
alt^yiates: 

(IT  The  California  Potato  Committee 
shall  hold  or  cause  to  be  held  prior  to 
November  1  of  each  year,  after  the  effec- 
tive date  hereof,  a  meeting  or  meetings 
of  producers  in  each  of  the  districts 
designated  in  §  990.1  (r). 

(ii)  At  each  such  meeting  at  least  two 
nominees  shall  be  designated  for  each 
position  as  member  and  for  each  po.si- 
tion  as  alternate  m.mbcr  on  the  commit- 
tee: ^ 
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(ill)  Nominations  for  committee  mem- 
bers and  alternate  members  shall  be  sup- 
plied to  the  Secretary  in  such  manner 
a"hd  form  as  he  may  prescribe,  not  later 
than  30  days  prior  to  the  end  of  each 
fiscal  year; 

(iv)  Only  producers  may  participate 
In  designating  nominees  for  committee 
members  and^  their  alternates. 

<v)  Regardless  of  the  number  of  dis- 
tricts in  which  a  person  produces  pota- 
toes, each  such  person  is  entitled  to  cast 
only  one  vote  on  behalf  of  him.self.  his 
agents,  subsidiaries,  affiliates,  and  repre- 
sentatives. In  designating  nominees  for 
committee  members  and  alternates: 
Provided,  That  in  the  event  a  person  is 
engaged  In  producing  potatoes  in  more 
than  one  district,  such  person  shall  elect 
the  district  within  which  he  may  partic- 
ipate as  aforesaid  in  designating  nom- 
inees: Provided  further.  That  an  eligible 
voter's  privilege  of  casting  only  one  vote, 
as  aforesaid,  shall  be  construed  to  permit 
a  voter  to  cast  one  vote  for  each  position 
to  be  filled  In  the  respective  district  in 
which  he  elects  to  vote. 

(e)  Failure  to  nominate.  If  nomina- 
tions are  not  made  within  the  time  and 
In  the  manner  specified  by  the  Secretary 
pursuant  to  paragraph  td)  <2)  of  this 
section,  the  Secretary  may.  without  re- 
gard to  nominations,  select  the  com- 
mittee members  and  alternates  which 
selection  shall  be  on  the  basis  of  the 
representation  provided  for  herein. 

(f)  Acceptance.  Any  person  selected 
by  the  Secretary  as  a  committee  member 
or  as  an  alternate  shall  qualify  by  filing 
a  written  acceptance  with  the  Secretary 
within  ten  days  after  being  notified  of 
such  selection. 

(g)  Vacancies.  To  fill  any  vacancy 
occasioned  by  the  failure  of  any  person 
selected  as  a  committee  member  or  as  an 
alternate  to  qualify,  or  In  the  event  of 
the  death,  removal,  resignation,  or  dis- 
qualification of  any  qualified  member  or 
alternate,  a  successor  for  his  unexpired 
term  may  be  selected  by  the  Secretary 
from  nominations  made  in  the  manner 
specified  in  paragraph  (d)  <2)  of  this 
section,  or  the  Secretary  may  select  such 
committee  member  or  alternate  from 
previously  unselected  nominees  on  the 
current  nominee  list  from  the  district  in- 
volved. If  the  names  of  nominees  to  fill 
any  such  vacancy  are  not  made  available 
to  the  Secretary  within  30  days  after 
such  vacancy  occurs,  the  Secretary  may 
fill  such  vacancy  without  regard  to  nomi- 
nations, which  selection  shall  be  made  on 
the  basis  of  the  representation  provided 
for  herein. 

(h)  Alternate  members.  An  alternate 
member  of  the  committee  shall  act  in 
the  place  and  stead  of  the  member  for 
whom  he  Is  an  alternate,  during  such 
member's  absence.  In  the  event  of  the 
death,  removal,  resignation,  or  disquali- 
fication of  a  member,  his  alternate  shall 
act  for  him  until  a  successor  of  such 
member  Is  selected  and  has  qualified. 

(1)  Procedure.  (1)  Six  members  of 
the  committee  shall  be  necessary  to  con- 
stitute a  quorimi  and  six  concurring 
votes  will  be  required  to  pass  any  motion 
or  approve  any  committee  action. 

(2)  The  committee  may  provide  for 
meeting  by  telephone,  telegraph,  or 
other  means  of  communications  and  any 


vote  cast  at  such  a  meeting  shall  be  con- 
firmed prqmptly  In  writing;  Provided. 
That  If  any  assembled  meeting  Is  held, 
all  votes  shall  be  cast  In  person. 

(J)  Expenses  and  compensation. 
Committee  members  or  their  respective 
alternates  when  acting  as  members,  shall 
serve  without  compensation  but  shall 
be  reimbursed  for  expenses  necessarily 
Incurred  by  them  In  the  performance  of 
their  duties  and  In  the  exercise  of  their 
powers  hereunder. 

<k)  Powers.  The  committee  shall 
have  the  following  powers: 

(1)  To  administer  the  provisions 
hereof  in  accordance  with  Its  terms; 

(2»  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof ; 

(3)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

(1>  Duties.  It  shall  be  the  duty  of  the 
committee: 

(1>  To  act  as  Intermediary  between 
the  Secretary  and  any  producer  or  han- 
dler; 

(2)  To  select  a  chairman  and  such 
other  officers  as  may  be  necessary,  to 
select  subcommittees  of  committee  mem- 
bers, and  to  adopt  such  rules  and  regula- 
tions for  the  conduct  of  Its  business  as 
It  may  deem  advisable: 

(3)  To  appoint  such  employees, 
agents,  and  representatives  as  it  may 
deem  neces.sary  and  to  determine  the 
salaries  and  define  the  duties  of  each 
such  person; 

(4t  To  inve.stigate,  from  time  to  time, 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing 
conditions  with  respect  to  potatoes,  and 
to  engage  in  such  research  and  service 
activities  which  relate  to  the  handling 
or  marketing  of  potatoes  as  may  be  ap- 
proved by  the  Secretary: 

<5>  To  furnish  to  the  Secretary  -such 
available  Information  as  he  may  re- 
quest; 

(6)  To  keep  minutes,  books,  and 
records  which  clearly  reflect  all  of  the 
acts  and  transactions  of -the  committee 
and  .such  minutes,  books,  and  records 
shall  be  subject  to  examination  at  any 
time  by  the  Secretary  or  his  authorized 
agent  or  representative; 

(7)  At  the  beginning  of  each  fiscal 
year,  to  submit  to  the  Secretary  a  budget 
of  Its  expenses  for  such  fiscal  year,  to- 
gether with  a  report  thereon; 

(8t  To  cause  the  books  of  the  com- 
mittee to  be  audited  by  a  competent 
accountant  at  least  once  each  fiscal  year, 
and  at  such  other  time  as  the  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  The  report  of  such  audit 
shall  show  the  receipt  and  expenditure 
of  funds  collected  pursuant  hereto;  a 
copy  of  each  such  report  shall  be  fur- 
nished to  the  Secretary  and  a  copy  of 
each  such  report  shall  be  made  available 
at  the  principal  office  of  the  committee 
for  Inspection  by  producers  and  han-  # 
dlers;  and 

(9)  To  consult,  cooperate  and  ex- 
change Information  with  other  potato 
marketing  committees  and  other  Indi- 
viduals or  agencies  In  connection  with 
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all  proper  committee  activities  and  ob- 
jectives hereunder. 

5  990.3  Expenses  and  assessments — 
(a)  Expenses.  The  committee  Is  author- 
ized to  Incur  such  exp^es  as  the  Sec- 
retary finds  may  be  necessary  to  perform 
Its  functions  hereunder  during  each 
fiscal  year  and  for  such  other  purposes  as 
the  Secretary  may  determine  to  be  ap- 
propriate pursuant  to  the  provisions 
hereof.  The  funds  to  cover  such  ex- 
penses shall  be  acquired  by  the  levying 
of  assessments,  as  herein  provided,  upon 
handlers. 

(b)  Assessments.  (1)  Each  handler 
who  first  ships  potatoes  shall  pay  for  the 
account  of  the  grower  to  the  committee, 
upon  demand,  such  handler's  pro  rata 
share  of  the  expenses  which  the  Secre- 
tary finds  will  be  Incurred  by  the  com- 
mittee for  its  maintenance  and  function- 
ing during  each  fiscal  year,  and  for  such 
other  purposes  as  the  Secretary  may  de- 
termine to  be  appropriate  pursuant  to 
the  provisions  hereof.  Such  handler's 
pro  rata  share  of  such  expenses  shall  be 
equal  to  the  ratio  between  the  total 
quantity  of  potatoes  handled  by  him  as 
the  first  handler  thereof,  during  the  ap- 
plicable fiscal  year,  and  the  total  quan- 
tity of  potatoes  handled  by  all  handlers 
as  the  first  handlers  thereof,  during  the 
same  fi.scal  year.  The  Secretary  shall  fix 
the  rate  of  assessment  to  be  paid  by  such 
handlers  for  the  account  of  the  grower. 
(2)  ^  any  time  coring  a  fiscal  year, 
the  Secretary  may  increase  the  rate  of 
a.ssessment  in  order  to  obtain  sufficient 
funds  to  cover  any  later  finding  by  the 
>  Secretary  relative  to  the  expenses  of  the 
committee.  Such  increase  shall  be  ap- 
plicable to  all  potatoes  handled  during 
the  fiscal  yeart  In  order  to  provide 
funds  to  carry  out  th€  functions  of  the 
committee,  handlers  may  make  advance 
payment  of  assessments. 

<c)  Accounting,  d)  If,  at  the  end  of 
a  fiscal  year.  It  shall  appear  that  assess- 
ments collected  are  In  excess  of  expenses 
Incurred,  each  handler  entitled  to  a  pro- 
portionate refund  of  the  exce.ss  assess- 
ments shall  be  credited  with  such  refund 
against  the  operations  of  the  following 
fiscal  year,  unless  he  demands  payment 
thereof.  In  which  event  such  proportion- 
ate refund  shall  be  paid  to  him  for  the 
account  of  the  grower. 

<2)  The  committee  may,  with  the  ap- 
proval of  the  Secretary,  maintain  In  its 
own  name  or  in  the  name  of  its  members, 
a  suit  against  any  handler  for  the  col- 
lection of  such  handlers  pro  rata  share 
of  the  expenses  of  the  committee. 

<d>  Funds.  All  funds  received  by  the 
committee  pursuant  to  ^ny  provision 
hereof  shall  be  used  solely  for  the  pur- 
poses herein  specified  and  shall  be  ac- 
counted for  in  the  following  manner: 
#  (1»  The  Secretary  may  at  any  time 

require  the  committee  and  Its  members 
to  account  for  all  receipts  and  disburse- 
ments; and  ' 

(2>  Whenever  any  person  ceases  to  be 
a  committee  member  or  alternate,  he 
shall  account  for  all  receipts  and  dis- 
bursements and  deliver  all  property  and 
funds  in  his  hands,  together  with  all 
books  and  records  In  his  possession,  to 
his  succes.sor  in  office  or  to  such  person 
as  the  Secretary   may   designate,   and 
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shall  execute  such  assignments  and  other 
Instrimients  as  may  be  necesasry  "or  ap- 
propriate to  vest  In  such  successor  or  in 
such  designated  person  the  right  to  all 
the  property,  funds,  or  claims  vested  in 
such  member  or  alternate. 

5  990.4  Regulation— (a)  Marketing 
policy.  Prior  to  March  15  of  each  fiscal 
year  the  committee  shall  prepare  and 
submit  to  the  Secretary  a  report  setting 
forth  its  proposed  policy  for  the  market- 
ing of  lx)tatoes  during  such  fiscal  year. 
In  the  event  it  becomes  advi.sable  to 
deviate  from  such  marketing  policy,  be- 
cause of  changed  demand  and  supply 
conditions,  the  committee  shall  formu- 
late a  new  marketing  policy  and  shall 
submit  a  report  thereon  to  the  Secretary. 
The  committee  shall  promptly  notify 
producers  and  handlers  of  the  contents 
of  such  reports. 

(b)  Recommendation  for  regulations. 
(1)  It  shall  be  the  duty  of  the  commit- 
tee to  investigate  supply  and  demand 
conditions  for  grade,  size,  and  quality 
of  potatoes  of  all  varieties.  In  such  in- 
vestigations, the  committee  shall  give 
due  consideration  to  the  following  fac- 
tors: 

(I)  Market  prices  of  potatoes.  Includ- 
ing prices  by  grade,  size  and  quality  in 
wholesale  or  In  consumer  packs,  or  any 
other  shipping  unit; 

(ID  Potatoes  on  hand  In  the  market 
areas  as  manifested  by  supplies  enroute 
and  on  track  at  the  principal  markets; 

<iii»  Supply  of  potatoes,  by  grade,  size 
and  quality,  in  the  State  of  California 
and  other  production  areas; 

(iv)  The  trend  and  level  of  consumer 
Income;  and 

(V)  Other  relevant  factors. 
<2)  The  committee  shall  recommend 
regulation  to  the  Secretary,  in  accord- 
ance herewith,  whenever  It  finds,  on  the 
basis  of  the  foregoing  Investigation,  that 
such  conditions  make  it  advisable: 

<i)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(ii)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  different  varieties,  for  differ- 
ent portions  of  the  production  area,  for 
consumer  or  wholesale  packs  (or  any 
other  shipping  unit) ,  for  tablestock  and 
seed,  or  any  combination  of  the  forego- 
ing, during  any  period;  or 

(iii)  To  regulate  the  shipment  of  po- 
tatoes by  establishing,  in  terms  of  grades, 
sizes,  or  both,  minimum  standards  of 
quality. 

(c)  Issuance  of  regulations.  (1)  The 
Secretary  shall  limit  the  shipment  of  po- 
tatoes as  hereinafter  set  forth,  whenever 
he  finds  from  the  recommendations  and 
information  submitted  by  the  committee, 
or  from  other  available  Information,  that 
It  would  tend  to  effectuate  the  declared 
policy  of  the  act: 

(I). To  regulate.  In  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(ID  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  different  varieties,  for  differ- 
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ent  portions  of  the  production  area,  for 
consumer  or  wholesale  packs,  for  table- 
stock  and  seed,  or  any  combination  of  the 
foregoing,  during  any  period:  or 

(iii)  To  regulate  the  shipment  of  pota- 
toes by  establishing,  In  terms  of  grade, 
sizes  or  both,  minimum  standards  of 
quality. 

(2)  The  Secretary  shall  notify  the 
committee  of  any  such  regulation  and 
the  committee  shall  give  reasonable  no- 
tic^  thereof  to  handlers. 

<d)  Jn.spection  and  certifidation.  Dur- 
ing any  period  in  which  the  Secretary 
regulates  the  shipment  of  potatoes  pur- 
suant to  the  provisions  hereof,  each  han- 
dler who  first  ships  potatoes  shall,  prior 
to  making  shipment,  cause  each  ship- 
ment to  be  inspected  by  an  authorized 
representative  of  the  Federal-State  In- 
spection Service.  Each  such  handler 
shall  make  arrangements  with  the  in- 
spection agency  to  forward  promptly  to 
the  committee  a  copy  of  such  inspection 
certificate. 

(e)  Exemptions.  (1)  The  committee 
may  adopt,  subject  to  approval  of  the 
Secretary,  the  procedures  pursuant  to 
which  certificates  of  exemption  will  be 
issued  to  producers. 

(2)  The  committee  may  issue  cer- 
tificates of  exemption  to  any  producer 
who  applies  for  such  cx:mption  and  fur- 
nishes adequate  evidence  to  the  commit- 
tee (i)  That  by  reason  of  a  regulation 
i.-^sued  pursuant  to  this  section  he  will 
be  prevented  from  shipping  as  large  a 
proportion  of  his  production  as  the  aver- 
age proportion  of  production  shipped  by 
all  producers  in  said  applicant's  imme- 
diate production  area,  and  (jD  that  the 
grade,  size,  or  quahty  of  the  applicant's 
potatoes  have  b3en  adversely  affected  by 
acts  beyond  the  applicant's  control  and 
by  acts  beyond  reasonable  expectation. 
Each  certificate  shall  permit  the  pro- 
ducer to  ship  the  amount  of  potatoes 
specified  thereon.  Such  certificate  shall 
be  transferred  with  such  potatoes  at  time 
of  .sale. 

<3>  The  committee  shall  be  permitted 
at  any  time  to  make  a  thorough  investi- 
gation of  any  producer's  claim  pertain- 
ing to  exemptions. 

<4)  If  any  applicant  for  exemption 
certificates  is  dissatisfied  with  the  deter- 
mination by  the  committee  with  respect 
to  his  application,  said  applicant  may  file 
an  appeal  with  the  committee.  Such  an 
appeal  must  be  taken  promptly  after  the 
determination  by  the  committee  from 
which  the  appeal  Is  taken.  Any  appli- 
cant filing  an  appeal  shall  furnish  evi- 
dence satisfactory  to  the  committee  for 
a  determination  on  the  appeal.  The 
committee  shall  thereupon  reconsider  the 
application,  examine  all  available  evi- 
dence, and  make  a  final  determination 
concerning  the  application.  The  com- 
mittee shall  notify  the  appellant  of  the 
final  determination  and  shall  furnish  the 
Secretary  with  a  copy  of  the  appeal  and 
a  statement  of  considerations  involved  in 
making  the  final  determination. 

(5)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
procedure  and  any  exemptions  granted 
pursuant  to  this  section. 

<6)  The  committee  shall  maintain  a 
record  of  all  applications  submitted  for 
exemption  certificates,  a  record  of  all 
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exemption  certificates  issued  and  denied, 
the  quantity  of  potatoes  covered  by  such 
exemption  certificates,  a  record  of  the 
amount  ot  potatoes  shipped  under 
exemption  certificates,  a  record  of  ap- 
peals for  reconsideration  of  applications, 
and  such  Information  as  may  be  re- 
quested by  the  Secretary.  Periodic  re- 
ports on  such  records  shall  be  compiled 
and  issued  by  the  committee  upon  request 

of  the  Secretary. 

* 
§  990  5      Regulation    of    surplits — fa) 

Recommendation.  It  shall  be  the  duty  of 
the  committee  to  investigate  supply  and 
demand  conditions  of^  potatoes.  When- 
ever the  committee  ^ds  that  a  surplus 
of  potatoes  exists,  it  shall  determine  the 
extent  of  such  surplus  of  potatoes  of  any 
grade,  size  or  quality  thereof.  If  It  is 
deemed  advisable,  the  committee  shall 
recommend  the  control  and  disposition  of 
surp'us  potatoes  and  plans  for  equaliz- 
ing the  burden  of  surplus  elimination  or 
control  among  the  producers  and  han- 
dlers thereof  under  uniform  rules  estab- 
lished by  the  committee  and  approved  by 
the  Secretary. 

(b)  Issuance  of  regulations.  (1) 
Whenever  the  Secretary  finds  from  the 
recommendations  and  information  sub- 
mitted by  the  committee,  or  from  other 
available  information,  that  the  control 
and  disposition  of  surplus  potatoes  will 
tend  to  effectuate  the  declared  policy  of 
the  act.  he  shall  control  and  dispose  of 
such  surplus  potatoes  and  shall  further 
provide  for  equalizing  the  burden  of  such 
surplus  elimination  or  control  among 
producers  and  handlers  thereof. 

(2)  At  any  time  during  which  the  Sec- 
retary provides  for  the  control  and  dis- 
position of  surplus  potatoes,  the  commit- 
tee Is  authorized  to  enter  into  contracts 
or  agreements  with  any  person,  agency, 
or  organization,  for  the  purpose  of  facili- 
tating the  dispossil  of  surplus  potatoes. 

S  990.6  Shipments  for  specified  pur- 
poses. <  a )  The  Secretary  upon  the  basis 
of  recommendations  of  the  committee, 
or  upon  the  basis  of  other  available  in- 
formation, may  modify,  suspend,  or  ter- 
minate regulation.s  i.v«ued  pursuant  to 
I  990  3  or  }  990  4  or  both,  hereof,  tn  or- 
der to  fariMtafp  "^hlpments  of  potatoes 
for  the  purport  >  vj.)«Hifi«Kl  below,  when- 
ever he  flndii  that  sturh  action^  tend  to 
ttlmimJU  Um  4»rUre<l  policy  of  the  act : 

majr  br  e*«abltche4. 
«r*  ofthi* 
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adequate  safeguards,  pursuant  to  para- 
graph (c)  of  this  section,  to  prevent 
diversion  of  such  shipments  from  seed 
potato  charinels. 

(c)  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  authorized  by  paragraphs 
(a)  arid  (b),  which  safeguards  may  in- 
clude requirements  that : 

(1)  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  pur- 
suant to  this  section; 

(2)  Handlers  shall  obtain  Federal- 
State  inspection  provided  by  §  990.4  (d) 
and  pay  the  pro  rata  share  of  expenses 
provided  by  §  990.3,  in  connection  with 
potato  shipments  effected  under  the  pro- 
visions of  this  section:  Provided,  That 
such  inspection  and  payment  of  expenses 
may  be  required  at  different  times  than 
otherwise  specified  by  the  aforesaid  sec- 
tions; and 

(3)  (i)  Handlers  shall  obtain  Certifi- 
cates of  Privilege  from  the  committee  for 
shipments  of  potatoes  effected  or  to  be 
effected  under  the  provisions  of  this  sec- 
tion. The  committee  with  the  approval 
of  the  Secretary,  shall  prescribe  rules 
governing  the  issuance  and  the  contents 
of  such  Certificates  of  Privilege. 

(ii)  The  committee  shall  make  a 
weekly  report  to  the  Secretary  showing 
the  number  of  applications  for  such  cer- 
tificates, the  quantity  of  potatoes  cov- 
ered by  such  applications,  the  number 
of  such  applications  denied  and  certifi- 
cates granted,  the  quantity  of  potatoes 
shipped  under  duly  Lssued  certificates, 
and  such  other  Information  as  may  be 
requested  by  tli^  Secretary.  The  com- 
mittee may  rescind  or  deny  Certificates 
of  Privilege  to  any  shipper  if  evidence  is 
obtained  that  potatoes  shipped  by  him 
for  the  purposes  stated  above  have  en- 
tered the  current  of  interstate  or  foreign 
commerce,  or  have  directly  burdened, 
obstructed,  or  affected  such  commerce 
contrary  to  the  provisions  hereof. 

<  d  >  The  committee,  with  the  approval 
of  the  S^retary.  may  establish,  for  any 
or  all  portions  of  the  production  area, 
minimum  quantities  brlow  which  ship- 
ments will  l>e  free  from  regulations  Is- 
.sued  pursuant  to  S  9?0  3  or  1990  4.  or 
both,  hereof 

<e»  •!»  The  Berrrtanr  iihall  five 
prnmpt  noUM  to  the  rommHIat  tf  any 
mothticmVfim,  WMfWimtun.  or  tefMtaattem 
of  ri«Ml«tlo—  punuMit  to  thl«  «ertion. 
or  of  Mv  avpraval  tanti  ^ 
the  prmmm^ti^tB 


prohibited  by  the  Secretary  In  accord- 
ance with  provisions  hereof,  and  no  han- 
dler shall  ship  potatoes  except  in  con- 
formity to  the  provisions  hereof. 

§  990.9  Right  of  the  Secretary.  The 
members  of  tfle  committee  (including 
successors  and  alternates),  and  any 
agent  or  employee  appointed  or  employed 
by  the  committee,  shall  be  subject  to  re- 
moval or  suspension  by  the  Secretary  at 
any  time.  Each  and  every  order,  regula- 
tion, decision,  determination  or  other  act 
of  the  committee  shall  be  subject  to  the 
continuing  right  of  the  Secretary  to  dis- 
approve of  the  same  at  any  time.  Upon 
such  disapproval,  the  disapproved  ac- 
tion of  the  said  committee  shall  be 
deemed  null  and  void,  except  as'  to  acts 
done  in  reliance  thereon  or  in  compli- 
ance therewith  prior  to  such  disapproval 
by  the  Secretary. 

5  990.10  Effective  time  and  termina- 
tion— (a)  Effective  time.  The  provisions 
hereof  shall  become  effective  at  such  time 
as  the  Secretary  may  declare  above  his 
signature  attached  hereto,  and  shall  con- 
tinue in  force  until  terminated  in  one 
of  the  ways  hereirtafter  specified. 

(b)  Termination.  (1)  The  Secretary 
may.  at  any  time,  terminate  the  provi- 
sions hereof  by  giving  at  least  one  day's 
notice  by  means  of  a  press  release  or  in 
any  other  manner  which  he  may 
determine. 

(2)  The  Secretary  may  terminate  or 
suspend  the  opei^ion  of  any  br  all  of 
the  provisions  hereof  whenever  he  finds 
that  such  provisions  do  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(3)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year  whenever  he  finds ^hat  such  termi- 
nation is  favored  by  a  majority  of  pro- 
ducers who.  during  the  preceding  fiscal 
year,  have  been  engaged  in  the  produc- 
tion for  market  of  potatoes;  Provided, 
That  such  majority  has.  during  such 
year,  produced  for  market  more  than 
fifty  percent  of  the  volume  of  such  pota-. 
toes  produced  for  market;  but  such  ter- 
mination shall  be  effective  only  if  an- 
nounced on  or  before  Noveml>er  15  of  the 
then  current  fiscal  year. 

<  4  •  The  provisions  hereof  shall.  In  anv 
event,  terminate  whenevfr  the  piovision^ 
of  the  act  authorizmg  them  cease  to  br 
in  effect. 
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ments  necessary  or  appropriate  to  vest 
in  such  person  full  title  and  right  to  all 
of  the  funds,  property,  and  claims  vested 
In  th«  committee  or  the  trustees  pur- 
suant thereto. 

(3)  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

§990.11  Effect  of  termination  or 
amendments.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  issuance  of  any 
amendments  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  right,  duty,  obli- 
gation, or  liability  which  shall  have 
arisen  or  which  may  thereafter  ari.se  in 
connection  with  any  provision  hereof 
or  any  regulation  issued  hereunder,  or 
<b)  release  or  extinguish  any  violation 
hereof  or  of  any  regulation  issued  here- 
under, or  <c)  affect  or  impair  any  rights 
or  remedies  of  the  Secretary  or  of  any 
other  person  with  respect  to  any  such 
violation. 

§  990.12  Duration  of  immunities. 
The  benefits,  privileges,  and  immunities 
conferred  upon  any  person  by  virtue 
hereof  shall  cease  upon  the  termination 
hereof,  except  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

S  990.13  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any 
person,  including  any  officer  or  employee 
of  the  Government,  or  name  any  bu- 
reau or  division  in  the  United  States  De- 
partment of  Agriculture  to  act  as  his 
agent  or  representative  in  connection 
with  any  of  the  provisions  hereof. 

S  990 14  Derogation.  Nothing  con- 
tained herein  is.  or  shall  be  construed 
to  be.  In  derogation  or  in  modification 
of  the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or.  In 
accordance  with  such  powers,  to  act  In 
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the  premises  whenever  such  action  Is 
deemed  advisable. 

§  990.15  Personal  liability.  No  mem- 
ber or  alternate  of  the  committee,  nor 
any  employee  or  agent  thereof,  shall  be 
held  personally  responsible,  either  in- 
dividually or  jointly  with  others,  in  any 
way  whatsoever,  to  any  handler  or  to 
any  person  for  errors  in  Judgment,  mis- 
takes, or  other  acts,  either  of  commis- 
sion or  omission,  as  such  member,  alter- 
nate, or  employee,  except  for  acts  of 
dishonesty. 

S  990.16  Separability.  If  any  provl- 
«ion  hereof  is  declared  Invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  is  held  invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  per- 
son, circumstance,  or  thing,  shall  not  be 
affected  thereby. 

§  990.17  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 
time,  by  the  committee  or  by  the  Secre- 
tary. 

§  990.18  Counterparts.  This  agree- 
ment may  be  executed  In  multiple  coun- 
terparts and  when  one  counterpart  Is 
signed  by  the  Secretary,  all  such  coun- 
terparts shall  constitute,  when  taken 
together,  one  and  the  same  instrument 
as  if  all  signatures  were  contained  In 
one  original.' 

§  990.19  Additional  parties.  After  the 
effective  date  hereof,  any  handler  who 
has  not  previously  executed  this  agree- 
ment may  become  a  party  hereto  if  a 
counterpart  hereof  is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary, 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  contract- 
ing party.' 


'  Applicable  only  to  the  proposed  marketing 
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§  990.20  Order  with  marketing  agree- 
ment. Each  signatory  handler  favors 
and  approves  the  issuance  of  an  order,  by 
the  Secretary,  regulating  the  handling  of 
potatoes  in  the  same  manner  as  is  pro- 
vided for  in  this  agreement,  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act, 
such  an  order.' 

S  990.21  Effective  date.  This  market- 
ing agreement  shall  become  effective 
upon  the  execution  of  a  counterpart  by 
the  Secretary  of  Agriculture  in  accord- 
ance with  §  900.14  (a)  of  the  rules  of 
practice  and  procedure  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended.' 

The  Fruit  and  Vegetable  Branch.  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.  C.  has  proposed 
the  following  substitution  in  the  pro- 
posed marketing  agreement  and  order: 

Change  §  990.1  (e)  to  read  as  follows: 

(e)  "Potatoes"  means  all  varieties  of 
Irish  potatoes  grown  within  the  produc- 
tion area. 

The  Fruit  and  Vegetable  Branch,  Pro- 
duction and  Marketing  Administration, 
further  proposed  that  consideration  be 
given  to  such  other  changes  in  the  pro- 
posed marketing  agreement  and  order 
as  may  be  necessary  to  make  such  mar- 
keting agreement  and  order  conform  to 
the  provisions  of  the  changes  and  sub- 
stitutions proposed  by  it. 

Copies  of  this  notice  of  hearing  may  be 
procured  from  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 
1846,  South  Building,  Washington  25, 
D.  C,  or  may  be  there  inspected. 

Issued  at  Washington,  D.  C,  this  7th 
day  of  February  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator. 

|P.    R.    Doc.    49-1025;    Filed,    Feb.    9,    1949; 
8:52  a.   ml 


NOTICES 


DEPARTMENT  OF  THf  INTEHIOR  ""'-  *•" 

•»  ^•••w  Mon9|etMf  ill  n^   jj    1^^  ^ 

T   »  •    ■    1«  ^     -.         -  V 
Ml    •  Bpr     It     » 

m»    m 
I 


"» 


the  area  under  a  RBA  prolrct  which  It 

la  raported  will  tas  caoiplcted  durtnc  1940 

1.  Pwrtynl  la  I  M7  •  of  ilie  Co^  t>f 

•41  cm  Part  nn>. 

•  pririrwMi  rtgin  *•  • 

_^: ; __-  »•• 

••» 


ttw     iund     U 


600 

exemption  certificates  issued  and  denied, 
the  quantity  of  potatoes  covered  by  sucli 
exemption  certificates,  a  record  of  the 
amount  oL  potatoes  shipped  under 
exemption  certificates,  a  record  of  ap- 
peals for  reconsideration  of  applications, 
and  such  information  as  may  be  re- 
quested by  the  Secretary.  Periodic  re- 
ports on  such  records  shall  be  compiled 
and  i?.sued  by  the  committee  upon  request 
of  the  Secretary. 

5  990.5  Regulation  of  surplus— (a) 
Recommendation.  It  shall  be  the  duty  of 
the  committee  to  investigate  supply  and 
demand  conditions  of^  potatoes.  When- 
ever the  committee  ^ds  that  a  surplus 
of  potatoes  exists,  it  shall  determine  the 
extent  of  such  surplus  of  potatoes  of  any 
grade.  s;ze  or  quality  thereof.  If  it  is 
deemed  advisable,  the  committee  shall 
recommend  the  control  and  disposition  of 
surp'us  potatoes  and  plans  for  equaliz- 
ing the  burden  of  surplus  elimination  or 
control  among  the  producers  and  han- 
dlers thereof  under  uniform  rules  estab- 
lished by  the  committee  and  approved  by 
the  Secretary. 

«b)  Issuance  of  regulations.  (1) 
Whenever  the  Secretary  finds  from  the 
recommendations  and  information  sub- 
mitted by  the  committee,  or  from  other 
available  information,  that  the  control 
and  disposition  of  surplus  potatoes  will 
tend  to  effectuate  the  declared  policy  of 
the  act,  he  shall  control  and  dispose  of 
such  surplus  potatoes  and  shall  further 
provide  for  equalizing  the  burden  of  such 
surplus  elimination  or  control  among 
producers  and  handlers  thereof. 

(2)  At  any  time  during  which  the  Sec- 
retary provides  for  the  control  and  dis- 
position of  surplus  potatoes,  the  commit- 
tee Is  authorized  to  enter  into  contracts 
or  agreements  with  any  person,  agency, 
or  organization,  for  the  purpose  of  facili- 
tating the  di.spos^l  of  surplus  potatoes. 

5  990.6  Shipments  for  specified  pur- 
poses, (a)  The  Secretary  upon  the  basis 
of  recommendations  of  the  committee, 
or  upon  the  basis  of  other  available  in- 
formation, may  modify,  suspend,  or  ter- 
minate regulations  Issued  pursuant  to 
5S  990  3  or  5  990.4  or  both,  hereof,  in  or- 
der to  facilitate  shipments  of  potatoes 
for  the  purposes  specified  below,  when- 
ever he  finds  that  such  actions  tend  to 
effectuate  the  declared  policy  of  the  act; 
adequate  safeguards  may  be  established, 
pursuant  to  paragraph  (c)  of  this  section, 
to  prevent  such  shipments  from  entering 
channels  of  trade  for  other  than  the 
specified  purpose: 

(1)  Shipments  of  potatoes  for  export; 
i2K  Shipments  of  potatoes  for  distri- 
bution by  the  Federal  government,  for 
distribution  by  relief  agencies,  or  for  con- 
sumption by  charitable  institutions; 

( 3  >  Shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  manufac- 
tured or  converted  into  specified  products 
or  by-products; 

(4 1  Shipments  of  potatoes  for  live- 
stock feed  or  for  other  specified  purposes, 
(b)  Whenever  the  shipments  of  seed 
potatoes  are  not  subject  to  the  same  regu- 
lations as  shipments  of  table  stock  pota- 
toes, l-ssued  pursuant  to  §  990.3  or  5  990.4. 
or  both,  hereof,  the  committee,  with  the 
approval  of  tho  Cocretary,  may  prescribe 
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adequate  safeguards,  pursuant  to  para- 
graph (c)  of  this  section,  to  prevent 
diversion  of  such  shipments  from  seed 
potato  chartnels. 

(c)  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  authorized  by  paragraphs 
(a)  arid  (b),  which  safeguards  may  in- 
clude requirements  that : 

(1)  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  pur- 
suant to  this  section; 

(2)  Handlers  shall  obtain  Federal- 
State  inspection  provided  by  §  990.4  (d) 
and  pay  the  pro  rata  share  of  expenses 
provided  by  §  990.3,  in  connection  with 
potato  shipments  effected  under  the  pro- 
visions of  this  section:  Provided.  That 
such  inspection  and  payment  of  expenses 
may  be  required  at  different  times  than 
otherwise  specified  by  the  aforesaid  sec- 
tions; and 

(3)  <i)  Handlers  shall  obtain  Certifi- 
cates of  Privilege  from  the  committee  for 
shipments  of  potatoes  effected  or  to  be 
effected  under  the  provisions  of  this  sec- 
tion. The  committee  with  the  approval 
of  the  Secretary,  shall  prescribe  rules 
governing  the  issuance  and  the  contents 
of  such  Certificates  of  Privilege. 

(ii>  The  committee  shall  make  a 
weekly  report  to  the  Secretary  showing 
the  number  of  applications  for  such  cer- 
tificates, the  quantity  of  potatoes  cov- 
ered by  such  applications,  the  number 
of  such  applications  denied  and  certifi- 
cates granted,  the  quantity  of  potatoes 
shipped  under  duly  issued  certificates, 
and  such  other  information  as  may  be 
requested  by  tlife  Secretary.  The  com- 
mittee may  rescind  or  deny  Certificates 
of  Privilege  to  any  shipper  if  evidence  is 
obtained  that  potatoes  shipped  by  him 
for  the  purposes  stated  above  have  en- 
tered the  current  of  interstate  or  foreign 
commerce,  or  have  directly  burdened, 
obstructed,  or  affected  such  commerce 
contrary  to  the  provisions  hereof. 

(d)  The  committee,  with  the  approval 
of  the  Secretary,  may  establish,  for  any 
or  all  portions  of  the  production  area, 
minimum  quantities  below  which  ship- 
ments will  be  free  from  regulations  is- 
sued pursuant  to  §  990.3  or  S  990.4,  or 
both,  hereof. 

(e)  (1)  The  Secretary  shall  give 
prompt  notice  to  the  committee  of  any 
modification,  saspension.  or  termination 
of  regulations  pursuant  to  this  section, 
or  of  any  approval  Issued  by  him  under 
the  provisions  of  this  section. 

(2)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  and  any  certifi- 
cates Issued  by  the  committee  pursuant 
to  the  provisions  of  this  section. 

§  990.7  Reports.  Upon  the  request  of 
the  committee,  with  approval  of  the  Sec- 
retary, every  handler  shall  furnish  to  the 
committee.  In  such  manner  and  at  such 
time  as  may  be  prescribed,  such  infor- 
mation as  will  enable  the  committee  to 
exercise  Its  powers  and  perform  its  duties 
hereunder.  The  Secretary  shall  have 
the  right  to  modify,  change,  or  rescind 
any  requests  for  reports  pursuant  to  this 
section. 

5  9C0.8  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  ship  po- 
tatoes, tlie  shipment  of  which  has  been 


prohibited  by  the  Secretary  In  accord- 
ance with  provisions  hereof,  and  no  han- 
dler shall  ship  potatoes  except  in  con- 
formity to  the  provisions  hereof. 

5  990.9  Right  of  the  Secretary.  The 
members  of  tfte  committee  (including 
successors  and  alternates*,  and  any 
agent  or  employee  appointed  or  employed 
by  the  committee,  shall  be  subject  to  re- 
moval or  suspension  by  the  Secretary  at 
any  time.  Each  and  every  order,  regula- 
tion, decision,  determination  or  other  act 
of  the  committee  shall  be  subject  to  the 
continuing  right  of  the  Secretary  to  dis- 
approve of  the  same  at  any  time.  Upon 
such  disapproval,  the  disapproved  ac- 
tion of  the  said  committee  shall  be 
deemed  null  and  void,  except  as"  to  acts 
done  in  reliance  thereon  or  in  compli- 
ance therewith  prior  to  such  disapproval 
by  the  Secretary. 

§  990.10  Effective  time  and  termina- 
tion—<&>  Effective  time.  The  provisions 
hereof  shall  become  effective  at  such  time 
as  the  Secretary  may  declare  above  his 
signature  attached  hereto,  and  shall  con- 
tinue in  force  until  terminated  in  one 
of  the  ways  hereirtafter  specified. 

(b)  Termination.  (1>  The  Secretary 
may,  at  any  time,  terminate  the  provi- 
sions hereof  by  giving  at  least  one  day's 
notice  by  means  of  a  press  release  or  in 
any  other  manner  which  he  may 
determine. 

(2)  The  Secretary  may  terminate  or 
suspend  the  opei^ion  of  any  br  all  of 
the  provisions  hereof  whenever  he  finds 
that  such  provisions  do  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(3)  The  Secretary  shsUl  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year  whenever  he  finds^hat  such  termi- 
nation Is  favored  by  a  majority  of  pro- 
ducers who.  during  the  preceding  fiscal 
year,  have  been  engaged  in  the  produc- 
tion for  market  of  potatoes;  Provided. 
That  such  majority  has,  during  such 
year,  produced  for  market  more  than 
fifty  percent  of  the  volume  of  such  pota-. 
toes  produced  for  market;  but  such  ter- 
mination shall  be  effective  only  If  an- 
nounced on  or  before  November  15  of  the 
then  current  fiscal  year. 

(4)  The  provisions  hereof  shall,  in  any 
event,  terminate  whenever  the  provisions 
of  the  act  authorizing  them  cease  to  be 
in  effect. 

(c)  Proceedings  after  termination. 
(1)  Upon  the  termination  of  the  pro- 
visions hereof,  the  then  functioning 
members  of  the  committee  shall  continue 
as  trustees,  for  the  purpose  of  liquidating 
the  aflfairs  of  the  committee,  of  all  the 
funds  and  property  then  in  the  possession 
of  or  under  control  of  the  committee,  in- 
cluding claims  for  any  funds  unpaid  or 
property  not  delivered  at  the  time  of 
such  termination.  Action  by  said  trus- 
teeship shall  require  the  concurrence  of 
a  majority  of  the  said  trustees. 

(2)  The  said  trustees  shall  continue 
in  such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
gether with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct:  and 
shall  upon  request  of  the  Secretary,  ex- 
ecute such  assignments  or  other  instru- 
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ments  necessary  or  appropriate  to  vest 
in  such  person  full  title  and  right  to  all 
of  the  funds,  property,  and  claims  vested 
in  the  committee  or  the  trustees  pur- 
suant thereto. 

(3)  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferrtd  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

§990.11  Effect  of  termination  or 
amendments.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  issuance  of  any 
amendments  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  right,  duty,  obli- 
gation, or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  hereof 
or  any  regulation  issued  hereunder,  or 
<b>  release  or  extinguish  any  violation 
hereof  or  of  any  regulation  issued  here- 
under, or  (c)  affect  or  Impair  any  rights 
or  remedies  of  the  Secretary  or  of  any 
other  person  with  respect  to  any  such 
violation. 

S  990.12  Duration  of  immunities. 
The  benefits,  privileges,  and  immunities 
conferred  upon  any  person  by  virtue 
hereof  shall  cease  upon  the  termination 
hereof,  except  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

!  990.13  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any 
p>erson,  including  any  officer  or  employee 
of  the  Government,  or  name  any  bu- 
reau or  division  in  the  United  States  De- 
partment of  Agriculture  to  act  as  his 
agent  or  representative  In  connection 
with  any  of  the  provisions  hereof. 

S  990.14  Derogation.  Nothing  con- 
tained herein  is,  or  shall  be  construed 
to  be.  in  derogation  or  in  modification 
of  the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or,  in 
accordance  with  such  powers,  to  act  in 


the  premises  whenever  such  action  Is 
deemed  advisable. 

§  990.15  Personal  liability.  No  mem- 
ber or  alternate  of  the  committee,  nor 
any  employee  or  agent  thereof,  shall  be 
held  personally  responsible,  either  in- 
dividually or  jointly  with  others,  in  any 
way  whatsoever,  to  any  handler  or  to 
any  person  for  errors  in  Judgment,  mis- 
takes, or  other  acts,  either  of  commis- 
sion or  omission,  as  such  member,  alter- 
nate, or  employee,  except  for  acts  of 
dishonesty. 

S  990.16  Separability.  If  any  provi- 
sion hereof  is  declared  invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  is  held  invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  per- 
son, circumstance,  or  thing,  shall  not  be 
affected  thereby. 

§  990.17  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 
time,  by  the  committee  or  by  the  Secre- 
tary. 

§  990.18  Counterparts.  This  agree- 
ment may  be  executed  In  multiple  coun- 
terparts and  when  one  counterpart  Is 
signed  by  the  Secretary,  all  such  coun- 
terparts shall  constitute,  when  taken 
together,  one  and  the  same  instrument 
as  If  all  signatures  were  contained  in 
one  original.' 

§990  19  Additional  parties.  After  the 
effective  date  hereof,  any  handler  who 
has  not  previously  executed  this  agree- 
ment may  become  a  party  hereto  if  a 
counterpart  hereof  Is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary, 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  contract- 
ing party.' 


'  Applicable  only  to  the  proposed  marketing 
agreement. 


§  990.20  Order  with  marketing  agree- 
ment. Each  signatory  handler  favors 
and  approves  the  issuance  of  an  order,  by 
the  Secretary,  regulating  the  handling  of 
potatoes  in  the  same  manner  as  is  pro- 
vided for  in  this  agreement,  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act, 
such  an  order.' 

5  990.21  Effective  date.  This  market- 
ing agreement  shall  become  effective 
upon  the  execution  of  a  counterpart  by 
the  Secretary  of  Agriculture  in  accord- 
ance with  §  900.14  (a)  of  the  rules  of 
practice  and  procedure  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended.' 

The  Fruit  and  Vegetable  Branch,  Pro- 
duction and  Marketing  AdminLstration, 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.  C,  has  proposed 
the  following  substitution  in  the  pro- 
posed marketing  agreement  and  order: 

Change  §  990.1  (e)  to  read  as  follows: 

(e)  "Potatoes"  means  all  varieties  of 
Irish  potatoes  grown  within  the  produc- 
tion area. 

The  Fruit  and  Vegetable  Branch.  Pro- 
duction and  Marketing  Administration, 
further  proposed  that  consideration  be 
given  to  such  other  changes  in  the  pro- 
posed marketing  agreement  and  order 
as  may  be  necessary  to  make  such  mar- 
keting agreement  and  order  conform  to 
the  provisions  of  the  changes  and  sub- 
stitutions proposed  by  it. 

Copies  of  this  notice  of  hearing  may  be 
procured  from  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 
1846,  South  Building,  Washington  25, 
D.  C,  or  may  be  there  inspected. 

Issued  at  Washington,  D.  C,  this  7th 
day  of  February  1949. 

[seal]  John  I.  Thompsok, 

Assistant  Administrator. 

(P.    R.    Doc.    49-1025;    Piled,    Feb.    9,    1949; 
8:52  a.   m.| 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 
Alaska 

SMALL   TRACT   CLASSinCATION    NO.    • 

February  3,  1949. 

Pursuant  to  the  authority  delegated  to 
me  by  the  Director,  Bureau  of  Land 
Management  by  Order  No.  319,  dated 
July  19,  1948  (43  CFR  50.  451  (b»  (3», 
13  F.  R.  4278  > .  I  hereby  classify,  as  here- 
inafter indicated,  under  the  Small  Tract 
Act  of  June  1,  1938  (52  Stat.  609,  43  U.  S. 
C.  Sec.  682  (a)),  as  amended,  the  fol- 
lowing described  public  lands  in  the 
Anchorage.  Alaska  land  district,  embrac- 
ing 64.84  acres: 

For  leasing  and  sale  for  home,  cabin  and 
business  sites: 


HOlCOt  AKEA 

T.  8  S..  R.  14  W.,  Belied  Meridian, 
Sec.  22:  Lot  4. 
Sec.  23 :  Lot  4. 
T.  5  S  .  R.  14  W..  Seward  Meridian, 
Sec.  19:  S'zSWUSE'^SW'i. 
Sec.     32:     Ei*jSWy4NEi4SWV4NE»4.     SE'4 
NE  '/4  S  W  ',4  NE  Vi .        NE '  4  N  W  %  SE  V4  SW I4 
NE  ',4 ,  N  '2  NE  ',4  SE  1/4  SW  ',4  NE  '/4 . 

2.  The  lands  are  located  approx- 
imately from  two  to  sLx  miles  from 
Homer,  and  accessible  by  means  of  a 
road  leading  from  Millers  Landing,  and 
will  also  be  served  by  the  Homer-Kenai 
road  when  completed.  The  land  is 
subject  to  cotistal  weather  with  the 
usual  extended  period  of  precipitation. 
Churches,  schools  and  marketing  facili- 
ties are  available  at  Homer.  It  is  ex- 
pected that  electric  transmission  lines 
will  be  extended  and  made  available  to 


the  area  under  a  REA  project  which  it 
is  reported  will  be  completed  during  1949. 

3.  Pur.suant  to  §  Z57.9  of  the  Code  of 
Federal  Regulations  (43  CFR  Part  257). 
a  preference  right  to  a  lease  is  accorded-^ 
to  those  applicants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations issued  pursuant  to  the  act,  prior 
to  this  classification,  and  (b)  are  of  the 
type  of  site  for  which  the  lands  subject 
thereunder  have  been  classified.  As  to 
such  applications,  this  order  shall  be- 
come effective  upon  the  date  which  it  Is 
signed. 

4.  As  to  the  lands  not  covered  by  the 
applications  referred  to  in  paragraph  3. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under 
the  Small  Tract  Act  of  June  1,  1938, 
cited  above,  until  10:00  a.  m.  on  April  7, 
1949.    At  that  time  such  land  shaH,  sub- 
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Ject  to  valid  existing  rights  and  the  pro- 
visions of  existing  withdrawals,  become 
'  subject  to  application,  petition,  location, 
or  selection,  as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence right  filings.  For  a  period  of  90 
days  from  10:00  a.  m.  on  April  7,  1949, 
to  close  of  business  on  July  6,  1949,  in- 
clusive, to  (1)  application  under  the 
Small  Tract  Act  of  June  1, 1938.  by  quali- 
fied veterans  of  World  War  II,  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747.  43 
U.  S.  C.  sees.  279.  282)  as  amended,  and 
by  other  qualified  persons  entitled  to 
credit  for  service  under  the  said  act.  sub- 
ject to  the  requirements  of  applicable 
law,  and  (2)  application  under  any  ap- 
plicable public  law.  based  on  prior  exist- 
ing valid  settlement  and  preference 
rights  conferred  by  existing  laws  or  equi- 
table claims  subject  to  allowance  and 
confirmation.  Application  by  such  vet- 
erans and  by  other  persons  entitled  to 
credit  for  servic'e  shall  be  subject  to 
claims  of  the  classes  described  in  sub- 
division (2>. 

(b)  Advance  period  for  simultaneous 
preference  right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  on  February  3.  1949. 
or  thereafter,  up  to  and  including  10:00 
a.  m.  on  April  7.  1949.  shall  be  treated  as 
simultaneously  filed. 

(c)  Date  for  nonpreference  right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  July  7, 
1949,  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally. 

(d»  Advance  period  for  simultaneous 
nonpreference  right  filings.  Applications 
under  the  Small  Tract  Act  by  the  general 
public  filed  on  February  3. 1949,  or  there- 
after, up  to  and  including  10:00  a.  m.  on 
July  7,  1949,  shall  be  treated  as  simul- 
taneously filed. 

5.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidftBce  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  in  accordance  with 
43  CFR  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applications 
by  duly  corroborated  affidavits  in  support 
thereof,  setting  forth  In  detail  all  facts 
relevant  to  their  claims. 

6.  All  applications  referred  to  in  para- 
graphs 3  and  4,  which  shall  be  filed  in  the 
district  office  at  Anchorage,  Alaska,  shall 
be  acted  upon  in  accordance  with  the 
regulations  contained  in  §  295.8  of  Title 
43  of  the  Code  of  Federal  Regulations  to 
the  extent  that  such  regulations  are  ap- 
plicable. Applications  under  the  Small 
Tract  Act  of  June  1.  1938  shall  be  gov- 
erned by  the  regulations  contained  in 
Part  257  of  Title  43  of  the  Code  of  Fed- 
eral Regulations. 

7.  Lessees  under  the  Small  Tract  Act 
of  June  1,  1938.  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
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officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which.  In  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
issued.  Leases  will  be  for  a  period  of 
not  more  thA  five  years,  at  an  annual 
rental  of  $5.®  for  home  and  cabin  sites, 
payable  In  advance  for  the  entire  lease 
period.  The  rental  for  business  sites  will 
be  In  accordance  with  a  schedule  of  grad- 
uated charges  based  on  gross  income, 
with  a  minimum  charge  of  $20.00  pay- 
able yearly  in  advance,  the  remainder, 
if  any.  to  be  paid  within  30  days  after 
each  yearly  anniversary  of  the  lease. 
Leases  will  contain  an  optipn  to  purchase 
the  tract  at  or  after  the  expiration  of  one 
year  from  the  date  the  lease  is  Issued, 
provided  the  terms  and  conditions  of  the 
lease  have  been  met. 

8.  All  of  the  land  will  be  leased  in  tracts 
of  approximately  5  acres,  in  accordance 
with  the  classification  maps  on  file  in 
the  District  Land  Office,  Anchorage, 
Alaska.  The  tracts  where  possible  are 
made  to  conform  In  description  with  the 
rectangular  system  of  survey,  being  ap- 
proximately 330  by  660  feet,  in  compact 
units. 

9.  The  leases  will  be  made  subject  to 
the  reservation  of  a  road  right-of-way 
for  use  of  the  public,  of  33  feet  in  width, 
on  each  side  of  the  tracts  contiguous 
to  the  section  and  or  quarter  section 
lines,  as  shown  on  the  classification  maps 
on  file  in  the  District  Land  Office.  Anchor- 
age. Alaska. 

10.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager,  Dis- 
trict Land  Office,  Anchorage.  Alaska. 

Lowell  M.  Puckett. 
Regional  Administrator. 

|F.    R.    Doc.    49-994:     Filed.    Feb.    9.     1949; 
8:45  a.  m.J 
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New  Mexico 
classification  order 

January  25.  1949. 

1.  Pursuant  to  authority  delegated  to 
me  by  the  Director.  Bureau  of  Land  Man- 
agement, by  Order  No.  323  of  August  3. 
1948  (43  CFR  50.  451  (b)  (3),  13  F.  R. 
4278  >,  I  hereby  classify,  as  hereinafter 
Indicated,  under  the  Small  Tract  Act  of 
June  1.  1938.  (52  S^t.  609.  43  U.  S.  C.  sec. 
682  <a>),  as  ame^ed.  the  following  de- 
scribed public  lands  in  the  Santa  Pe,  New 
Mexico  land  district,  embracing  140 
acres: 

New  Mexico  Small  Tract  Classification 
No.  16 

For  lease  and  sale  for  all  purposes  men- 
tioned In  the  act  except  business. 

T.  10  N.,  R.  8  E..  N.  M.  P.  M.  In  New  Mexico 
Sec.  5:  SEi^NW^.  N'.jSWU.  SVaSW^NW^*. 

2.  Pursuant  to  §  257.9  of  the  Code  of 
Federal  Regulations  (43  CFR.  Part  2571. 
a  preference  right  to  a  lease  is  accorded 
to  those  applicants  whose  applications 
la)  were  regularly  filed,  under  the  regu- 
lations Issued  pursuant  to  the  act.  prior 
to  8:30  a,  m.,  mountain  standard  time, 
on  March  20,  1946,  and  (b)  are  for  the 
type  of  site  for  which  the  land  subject 
thereunder  has  been  classified.     As  to 


such  applications,  this  order  shall  be- 
come effective  upon  the  date  on  which 
It  is  signed. 

3.  As  to  the  land  not  covered  by  the  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
pei*iit  the  leasing  of  such  land  under 
the  Small  Tract  Act  of  June  1.  1938.  cited 
above,  until  10:00  a.  m.  on  March  30, 
1949.  At  that  time  such  lands  shall,  sub- 
ject to  valid  existing  rights  and  the  pro- 
visions of  existing  withdrawals,  become 
subject  to  application,  petition,  location, 
or  selection,  as  follows: 

(a)  Ninety -day  period  for  other  pref- 
erence right  filings.  For  a  period  of  90 
days  from  10:00  a.  m.,  on  March  30.  1949 
to  close  of  business  on  June  28.  1949  in- 
clusive, to  (1)  application  under  the 
Small  Tract  Act  of  June  1.  1938  by  quali- 
fied veterans  of  World  War  II.  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747.  43 
U.  S.  C.  sec.  279)  as  amended,  and  by 
other  qualified  persons  entitled  to  credit 
for  service  under  the  said  act,  subject 
to  the  requirements  of  applicable  law. 
and  t2)  application  under  any  applicable 
public  law,  based  on  prior  existing  valid 
settlement  and  preference  rights  con- 
ferred by  existing  laws  or  equitable 
claims  subject  to  allowance  and  con- 
firmation. Application  by  such  veterans 
and  by  other  persons  entitled  to  credit 
for  service  shall  be  subject  to  claims  of 
the  classes  described  in  subdivision  (2>. 

(b)  Advance  period  for  simultaneous 
preference  right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  at  8.30  a.  m.  on 
March  20,  1946,  or  thereafter,  up  to  and 
Including  10.00  a.  m.  on  March  30.  1940. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  nonpreference  right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10.00  a.  m.  on  June  29. 
1949.  any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally. 

(d)  Advance  period  for  simultaneous 
nonpreference  right  filings.  Applica- 
tions under  the  Small'Tract  Act  by  the 
general  public  filed  at  8.30  a.  m.  on  March 
20.  1946.  or  thereafter,  up  to  and  includ- 
ing 10.00  a.  m.  on  June  29.  1949  shall  be 
treated  as  simultaneously  filed. 

4.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  In  accordance  with 
43  CFR  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applications 
by  duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

5.  All  applications  referred  to  in  para- 
graphs 2  and  3.  which  shall  be  filed  in  the 
district  office  at  Santa  Fe,  New  Mexico, 
shall  be  acted  upon  in  accordance  with 
the  regulations  contained  in  §  295.8  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions to  the  extent  that  such  regulations 
are  applicable.    Applications  under  the 
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Small  Tract  Act  of  June  1,  1938.  shall  be 
governed  by  the  regulations  contained  in 
Part  257  of  Title  43  of  the  Code  of  Fed- 
eral Regulations. 

6.  Lessees  under  the  Small  Tract  Act 
of  June  1.  1938  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which,  in  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
Issued.  Leases  will  be  for  a  period  of  not 
more  than  5  years  at  an  annual  rental  of 
$5.00.  payable  for  the  entire  lease  period 
in  advance  of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $10.00 
per  acre,  or  $50.00  per  tract,  application 
for  which  may  be  filed  at  or  after  the 
expiration  of  one  year  from  date  the  lease 
Is  issued. 

7.  All  of  the  lands  will  be  leased  and/or 
sold  in  tracts  of  approximately  5  acres, 
each  being  approximately  330  by  660  feet, 
the  longer  dimensions  extending  north 
and  south.  The  tracts,  whenever  possi- 
ble, must  conform  in  description  with  the 
rectangular  system  of  surveys  as  one 
compact  unit;  1.  e.,  the'E'2  or  the  W»i 
of  a  quarter-quarter-quarter  section. 

8.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the 
land  described  in  the  application,  irre- 
spective of  the  direction  of  the  tract, 
provided  the  tract  conforms  or  is  made 
to  conform  to  the  area  and  dimensions 
specified  above. 

9.  Where  only  one  5-acre  tract  in  a  10- 
acre  subdivision  is  embraced  in  a  prefer- 
ence right  application,  the  Manager  is 
authorized  to  accept  applications  for  the 
remaining  5-acre  tract  extending  in  the 
same  direction  so  as  to  fill  out  the  sub- 
division, notwithstanding  the  direction 
of  the  tract  may  be  contrary  to  that 
specified  in  paragraph  7. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses. Such  rights-of-way  may  be  uti- 
lized by  the  Federal  Government,  or  the 
State,  county,  or  municipality  in  which 
the  tract  is  situated,  or  by  any  agency 
thereof.  The  rights-of-way  may.  in  the 
discretion  of  the  authorized  officer  of 
the  Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  issuance  of  the 
patent.  If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  issued. 

11.  All  leases  and  patents  Issued  shall 
contain  a  reservation  to  the  United  States 
of  all  fissionable  material  sources  and 
all  minerals,  together  with  the  right  to 
prospect  for,  mine,  and  remove  the  same 
under  applicable  laws  and  regulations. 

12.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager, 
United  States  District  Land  Office,  Santa 
Fe,  New  Mexico. 

E.  R.  Smith, 
Regional  Administrator. 

IP.    R.    D«c.    49-995;    Filed.    Feb.    9,    1949; 
8:45  a.  m.J  • 


FEDERAL  REGISTER 

New  Mexico 

SHALL  tract  CLASSIFICATION  ORDER   NO.    IT 

January  25.  1949. 
1.  Pursuant  to  authority  delegated  to 
me  by  the  Director.  Bureau  of  Land  Man- 
agement by  Order  No.  323  dated  August 
3,  1948  (50.451  (b)  (3).  13  F.  R.  4278).  I 
hereby  classify,  as  hereinafter  indicated, 
under  the  Small  Tract  Act  of  June  1 
1938  (52  Stat.  609.  43  U.  S.  C.  sec.  682 
(a) ) ,  as  amended,  the  following  described 
public  lands  in  the  Santa  Pe,  New  Mexico, 
land  district,  embracing  approximately 
327  acres: 

N«w  Mexico  Small  TteAcr  Classification, 
No.  17 

For  lease  and  sale  for  combination  business 
and  home  sites. 

T.  g  N..  R.  6  E..  N.  M.  P.  M.,  In  Bernalillo 

County,  New  Mexico. 
.     Sec.     20:     S>-2NE>4SWV48Wy4.     6Ei4SWU 

SWU,  SWiiSWUSE'^iSWA. 
containing  approximately  17.5  acres. 

For  home,  cabin,  camp,  health,  convales- 
cent and  recreational  sites. 

T.  9  N..  R.  e  B..  N.  M.  P.  M.,  in  Bernalillo 

County.  New  Mexico. 
Sec.    19:    Lots    5.    6.   7,    8,   E'jNWiiSWVi. 

Wy2NE'/4SE'4. 
Sec.    20:    Ei,iE'/2SW»/4.    E'^WViNE'^SWii. 

NWi,4SE>.4SWy4.  Ni^SW'ASEiASWU. 

SE 1/4  6  W' 4  SE 1^  S  W',4 . 
Sec.  28:  S'2SWi,4SWV4SWV4. 
Sec.  30:  W'2NW',4. 
Sec.    31:    E''iNE',4NE',4.    EViE^SEUNE'i, 

8W'/4SE'4SEV4NEVi.  SEV46EV4,  Lots  8.9, 

10,  11,  12,  13,  14,  15.  SE'-4SW',4SW'4SWU, 

containing  approximately  309.5  acres. 

2.  Pursuant  to  §  257.9  of  the  Code  of 
Federal  Regulations  (43  CFR  part  257) ,  a 
preference  right  to  a  lease  Is  accorded 
to  those  applicants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations Issued  pursuant  to  the  act,  prior 
to  8:30  a.  m.  mountain  standard  time 
on  March  20.  1946,  and  (b)  are  for  the 
type  of  site  for  which  the  land  subject 
thereunder  has  been  classified.  As  to 
such  applications,  this  order  shall  be- 
come effective  upon  the  date  on  which 
it  Is  signed. 

3.  As  to  the  land  not  covered  by  the 
applications  referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1,  1938,  cited 
above,  until  10:00  a.  m.  on  March  29, 
1949.  At  that  time  such  land  shall,  sub- 
ject to  valid  existing  rights  and  the  pro- 
visions of  existing  withdrawals,  become 
subject  to  application,  petition,  location, 
or  selection,  as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence right  filings.  For  a  period  of  90 
days  from  10:00  a.  m.  on  March  29.  1949 
to  close  of  business  on  June  28.  1949  in- 
clusive, to  (1)  application  under  the 
Small  Tract  Act  of  June  1,  1938  by  quali- 
fied veterans  of  World  War  II.  for  whose 
service  recognition  Is  granted  by  the  act 
of  September  27,  1944  (58  Stat.  747,  43 
U.  S.  C.  sec.  279).  as  amended,  and  by 
other  qualified  persons  entitled  to  credit 
for  service  under  the  said  act,  subject  to 
the  requirements  of  applicable  law.  aiid 
(2)  application  under  any  applicable  puD- 
11c  law,  based  on  prior  existing  valid  set- 
tlement and  preference  rights  conferred 
by  existing  laws  or  equitable  claims  sub- 
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Ject  to  allowance  and  confirmation.  Ap- 
plication by  such  veterans  and  by  other 
persons  entitled  to  credit  for  service  shall 
be  subject  to  claims  of  the  classes  de- 
scribed in  subdivision  (2). 

(b)  Advance  period  for  simultaneous 
preference  right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  at  8 :30  a.  m.  on  March 
20. 1946  or  thereafter,  up  to  and  including 
10:00  a.  m.  on  March  29,  1949.  shall  be 
treated  as  simultaneously  filed. 

(c)  Date  for  nonpreference  right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  June  29. 
1949.  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally. 

(d)  Advance  period  for  simultaneous 
nonpreference  right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  at  8:30  a.  m..  on 
March  20,  1946.  or  thereafter,  up  to  and 
including  10:00  a.  m.  on  March  29,  1949 
shall  be  treated  as  simultaneously  filed. 

4.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  in  accordance  with 
43  CFR  181.36.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claim, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

5.  All  applications  referred  to  in  para- 
graphs 2  and  3,  rrhlch  shall  be  filed  in 
the  district  land  office  at  Santa  Fe.  New 
Mexico,  shall  be  acted  upon  in  accord- 
ance with  the  regulations  contained  In 
§  295.8  of  Title  43  of  the  Code  of  Federal 
Regulations  to  the  extent  that  such  regu- 
lations are  applicable.  Apphcations  un- 
der the  Small  Tract  Act  of  June  1,  1938 
shall  be  governed  by  the  regulations  con- 
tained in  Part  257  of  Title  43  of  the  Code 
of  Federal  Regulations. 

6.  Lessees  under  the  Small  Tract  Act 
of  June  1.  1936  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which.  In  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
Issued. 

Leases  will  be  for  a  period  of  not  more 
than  five  years,  payable  for  the  entire 
lease  period  in  advance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  appraised  prices  as  follows: 

(a)  Combination  business  and  home 
sites  of  approximately  2>2  acres  each, 
$40.00  per  acre  or  $100.00  per  tract. 

(b)  Sites  of  approximately  five  acres 
each  for  all  other  purposes  covered  by 
this  order,  approximately  $10.00  per  acre 
or  $50.00  per  tract. 

7.  All  combination  business  and  home- 
sites  will  be  leased  and/or  sold  In  tracts 
of  approximately  2  "2  acres,  each  330  x 
330  feet.  Sites  for  other  purposes  will  be 
leased  and/or  sold  in  tracts  of  approxi- 
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mately  five  acres,  each  approximately 
330  X  660  feet  with  the  longer  dimensions 
extending  east  and  west.  In  accordance 
with  §  257.17  of  Title  43  of  the  Code  of 
Federal  Regulations,  as  amended,  lots  5. 
6.  7.  and  8  of  section  19  and  lots  8,  9.  10. 
11.  12.  13  and  14  of  section  31  will  be 
leased  and  or  sold  as  units  although 
somewhat  in  excess  of  five  acres  and 
under  the  same  regulations  lot  15  and  the 
SEi4SW»/4SW'4SW>4  of  section  31  will 
be  consolidated  and  handled  as  a  single 
unit. 

8.  Preference  right  leases  referred  to  in 
'\      paragraph  2  will  be  issued  for  the  land 

described  in  the  application,  irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  or  Is  made  to  conform 
to  the  area  and  dimensions  specified 
above. 

9.  Where  only  one  5-acre  tract  in  a 
10-acre  subdivision  is  embraced  in  a 
preference  right  application,  the  Man- 
ager is  authorized  to  accept  applications 
for  the  remaining  5-acre  tract  extending 
in  the  same  direction  so  as  to  fill  out  the 
subdivision,  notwithstanding  the  direc- 
tion of  the  tract  may  be  contrary  to  that 
specified  in  paragraph  7. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses. Such  rights-of-way  may  be  uti- 
lized by  the  Federal  Government,  or  the 
State.  County  or  municipality  in  which 
the  tract  is  situated,  or  by  any  agency 
thereof.  The  rights-of-way  may,  in  the 
discretion  of  the  authorized  oflBcer  of  the 
Bureau  of  Land  Management,  be  definite- 
ly located  prior  to  the  issuance  of  the 
patent.  If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  issued. 

11.  All  fissionable  material  sources 
and  all  minerals  .shall  be  reserved  to  the 
"United  States,  together  with  the  right  to 
prospect  for.  mine  and  remove  the  same 
under  applicable  laws  and  regulations. 

12.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager,  United 
States  District  Land  Office.  Santa  Fe, 
New  Mexico. 

E.  R.  Smith. 
Regional  Administrator. 

IF.    R.    Doc.    49-996:     Filed.    Feb.    9.    1949; 
8:45   a.  m.) 


NOTICES 

Rted  by  the  same  licensee  or  by  licensees 
under  common  control. 

For  example,  a  Standard  broadcast 
station  using  the  call  letter  WXXX,  lo- 
cated In  City  X,  will  be  permitted  to  use 
the  call  letters  WXXX-FM  or  WXXX- 
TV  for  its  FM  or  TV  stations  only  If  the 
FM  and  TV  stations  are  also  located  in 
City  X.  Similarly,  an  FM  .station  (where 
the  licensee  does  not  also  operate  a 
Standard  station)  located  In  City  Z  using 
the  call  letters  WZZZ  or  WZZZ-FM  will 
be  permitted  to  use  the  call  letters 
WZZZ-TV  for  its  TV  station  only  if  the 
TV  station  is  located  In  City  Z. 

Where  a  Standard  broadcast  station 
Is  located  In  one  of  several  cities  com- 
prising a  metropolitan  district  and  the 
FM  or  TV  station  is  located  in  another 
city,  although  both  are  part  of  the  same 
metropolitan  district,  it  will  not  be  per- 
mitted to  use  common  call  letters  for  its 
FM  or  TV  stations. 

In  this  connection,  reference  is  made 
to  §§  3.30.  3.205,  and  3.603  through  3.605 
of  the  Commission's  rules  and  regula- 
tions for  definitions  as  to  where  a  station 
is  considered  to  be  located. 

The  Commission  feels  that  the  adop- 
tion and  administration  of  this  policy 
will  assist  station  licensees  and  permit- 
tees in  avoiding  some  of  the  confusion 
which  has  arisen  In  the  past  with  regard 
to  assignment  and  use  of  call  letters. 

The  vast  majority  of  existing  Stand- 
ard, FM  and  TV  broadcast  stations  con- 
form at  present  with  the  requirements 
of  the  policy  set  forth  above.  There  are, 
however,  a  few  cases  where  Standard  and 
FM  or  TV  stations  are  operated  by  the 
same  licensees  in  different  cities  and  are 
using  common  call  letters  with  the  suffix 
FM  or  TV.  The  FM  and  TV  stations  in 
these  Isolated  cases  will  be  required  to 
change  the  call  letters  of  their  FM  or  TV 
stations  to  conform  with  this  E>olicy. 
They  will  be  given  until  July  1,  1949 
within  which  to  make  the  necessary 
arrangements. 

Released:  January  13.  1949. 

FEDERAL  Communications 
Commission, 
[seal]         T.  J.  Slowik, 

^.  Secretary. 

|F.    R.    Doc.    49-1015:    Filed,    Feb.    0,    1949; 
8:51  a.  m.) 


FEDERAL  COMMUNICATIONS 
COMMISSION 

STAND.^RD.  FM  AND  TV  BROADCAST  STATIONS 

ASSIGNMENT     AND     USE     OF     COMMON     CALL 
LETTERS 

The  Federal  Communications  Com- 
mi.ssion  on  January  6.  1949,  adopted  the 
following  general  policy  with  regard  to 
assignment  and  use  of  common  call  let- 
ters for  Standard.  FM,  and  TV  broadcast 
stations: 

Common  call  letters  for  the  Identifica- 
tion of  Standard,  FM.  and  TV  broadca.st 
stations,  with  the  suffix  FM  or  TV  for 
such  associated  stations,  will  be  assigned 
only  where  the  following  two  elements 
are  present: 

tl>  That  the  Standard,  FM  and  TV 
broadcast  stations  concerned  are  located 
in  the  same  community;  and 

(2)  That  the  Standard,  FM  and  TV 
broadcast  stations  concerned  are  oper- 


[ Docket  Nos.  9227.  9228] 

Matheson  Radio  Co..  Inc.  (WHDH>, 
AND  National  Bro.adcasting  Co..  Inc. 
(KOA» 

corrected  order  designating  application 
for  hearing  on  stated  issues 

In  re  petitions  of  Matheson  Radio 
Company.  Inc.  (WHDH» ,  Boston.  Massa- 
chusetts, Docket  No.  9227;  and  National 
Broadcasting  Company,  Inc.  (KOA), 
Denver,  Colorado,  Docket  No.  9228;  for 
reconsideration  of  Commission  action 
granting  the  modification  of  con- 
struction permit  application  (BMP-3757) 
oi  Champlain  Valley  Broadcasting  Cor- 
poration (WXKW)  Albany,  New  York; 
for  designation  of  the  said  modification 
construction  permit  application  and  per- 
mittee's license  application  (BL-3347) 
for  hearing;  for  termination  or  modifi- 


cation of  authority  for  WXKW  to  con- 
duct program  tests;  and  for  other  relief. 
At  a  session  of  the  Federal  Communi- 
cations Committee  held  at  its  offices  in 
Washington,  D.  C.  on  the  26th  day  of 
January,  1949; 

The  Commission  having  under  consid- 
eration (1)   a  petition,  filed  August  16. 
1948.  byMatheson  Radio  Company,  Inc. 
(WHDH.    Boston,    Massachusetts*     re- 
questing the  Commission  to  reconsider 
its  July   22,    1948   action   granting   the 
above-entitled  application  of  Champlain 
Valley  Broadcasting  Corporation  to  mod- 
ify its  construction  permit  (File  No.  BP- 
4740)   (850  kc,  with  10  kw  power,  using 
directional  antenna  day  and  night  at 
Albany,  New  York)  .«;o  as  to  specify  tol- 
erance values  in  the  pertinent  directions; 
to  designate  the  said  modification  appli- 
cation and  permittee's  license  application 
(File  No.  BL-3347)  for  hearing:  to  termi- 
nate or  modify  authority  for  WXKW  to 
conduct  program  tests;   and  for  other 
relief  and  WHDH's  supplemental  peti- 
tion, filed  October  18,  1948;   (2)   a  peti- 
tion, filed  August  18,  1948.  by  National 
Broadcasting  Company.  Inc.  'KOA.  Den- 
ver. Colorado)  containing  requests  simi- 
lar to  those  set  forth  in  WHDH's  August 
16,  petition;  and  (3)  Champlain  Valley 
Broadcasting    Corporation's    August    26 
and  27  and  October  28,  1948  oppositions 
to  the  respective  WHDH  and  KOA  peti- 
tions and  the  WHDH  supplemental  peti- 
tion; 

It  appearing,  that  the  said  petitions 
raise  questions  of  fact  upon  which  the 
petitioners  should  be  afforded  an  op- 
portunity to  be  heard; 

It  is  ordered.  That  the  .said  petitions 
of  Matheson  Radio  Company.  Inc. 
(WHDH,  Boston,  Massachu.setts)  and 
National  Broadcasting  Company.  Inc. 
(KOA,  Denver.  Colorado)  be,  and  they 
are  hereby,  designated  for  hearing  at 
10:00  a.  m.  on  March  1.  1949  at  Wash- 
ington, D.  C.  upon  the  following  issues: 

1.  To  determine  whether  the  operation 
of  Station  WXKW.  with  the  radiation  of 
energy  toward  the  KOA  and  WHDH  serv- 
ice areas  restricted  to  the  values  contem- 
plated In  WXKW's  modification  of  con- 
struction permit  application  (BMP-3757) 
and  the  construction  permit  issued  pur- 
suant thereto  would  result  In  interfer- 
ence within  those  service  areas  and.  If  so, 
to  determine  the  extent  thereof  and  the 
populations  affected  thereby  and  the  na- 
ture of  other  broadcast  services  available 
to  such  areas  and  populations. 

2.  To  determine  whether  the  basic  de- 
sign and  the  actual  Installation  of  the 
WXKW  nighttime  directional  antenna 
system  are  such  that  the  array  can  be 
adjusted  and  maintained  .so  as  to  not 
radiate  more  energy  toward  the  KOA  or 
WHDH  service  areas  than  Is  contem- 
plated by  the  application  BMP-3757  and 
the  permit  issued  pursuant  thereto. 

3.  To  determine  whether  the  manner 
and  means  of  operating  and  monitoring 
the  WXKW  nighttime  directional  system 
are  In  accord  with  Commission  rules  and 
normal  Commission  requirements  and 
are  sufflcler^t  to  Insure  operation  of  the 
array  within  the  limltir  contemplated  by 
the  application  BMP-3757  and  the  per- 
mit Issued  pursuant  thereto,  and  to  de- 
termine whether  additional  operational 
and  mairftenance  requirements  are  nec- 
essary and  feasible. 
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4.  To  determine  the  adequacy  of  the 
original  and  supplemental  WXKW 
proofs  of  performance,  and.  If  such  proofs 
are  Inadequate,  whether,  until  an  ade- 
quate proof^as  been  mad^,  the  author- 
ity granted  WXKW  to  conduct  program 
tests  should  be  terminated,  or,  as  an 
alternative,  whether  the  Commission 
should  require  a  reduction  of  operating 
power. 

It  is  further  ordered.  That  Champlain 
Valley  Broadcasting  Corporation,  per- 
mittee of  StaUon  WXKW,  Albany,  New 
York,  be,  and  it  is  hereby,  made  a  party 
to  this  proceeding. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-1016;    Filed,    Feb.    9,    1949; 
8:51  a.  m.] 


(Docket  No.  8398] 

Everett  Broadcasting  Co..  Inc.  (KRKO) 

ORDER    designating    APPLICATION   FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  The  Everett 
Broadcasting  Company,  Incorporated 
(KRKO).  Everttt,  Washington.  Docket 
No.  8398.  Pile  No.  BP-5030;  for  construc- 
tion permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  26th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
which  requests  a  construction  permit  to 
change  the  facilities  of  Station  KRKO, 
Everett.  Washington,  now  operating  on 
1400  kilocycles,  with  250  watts  power, 
unlimited  time  to  1380  kilocycles.  1  kilo- 
watt power,  unlimited  time,  using  a  di- 
rectional antenna  night; 

It  is  ordered.  That  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  applica- 
tion be.  and  it  Is  hereby,  designated  for 
hearing  at  a  time  and  place  to  be  desig- 
nated by  subsequent  order  of  the  Com- 
ml.sslon,  upon  the  following  Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  ser\'ice  from  the  operation 
of  Station  KRKO  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areds  and  populations. 

2.  To  determine X^hether  the  operation 
of  Station  KRKO  as  proposed  would 
involve  objectionable  Interference  with 
any  existing  broadcast  stations  and.  If  .so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv^ 
Ice  to  such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  Station  KRKO  as  proposed  would 
involve  objectionable  Interference  with 
the  services  proposed  In  any  other  pend- 
ing applications  for  broadcast  facilities 
and.  If  so,  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
broadcast  service  to  such  areas  and 
populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  station  from 
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the  site  proposed  would  be  In  compli- 
ance with  the  Commission's  rules  and 
Standards  of  Good  Engineering  Practice 
Concerning  Standard  Broadcast  Stations 
with  particular  reference  to  blanketing 
Interference,  proximity  to  residential 
district,  and  coverage  to  the  city. 

5.  To  determine  whether  in  view  of  the 
null  and  minor  lobe  over  the  city  broad- 
cast service  of  adequate  quality  would  be 
rendered  to  the  city  and  whether  such 
service  would  be  an  efficient  utilization  of 
the  frequency  to  serve  the  area  of 
Everett. 

Federal  Communications 
Commission, 

[seal]         T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-1006;    Piled.    Feb.    9,    1949; 
8:47  a.  m.I 


[Docket  No.  9224] 
Fort  Industry  Co.  (WLOK) 

ORDER  designating  APPLICATION  FOR 
HEARING   ON  STATED  ISSUES 

In  re  application  of  The  Fort  Industry 
Company  (WLOK).  Lima,  Ohio.  Docket 
No.  9224,  File  No.  BP-6865;  for  construc- 
tion permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington,  D.  C,  on  the  26th  day  of 
January  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
requesting  a  construction  permit  to  make 
changes  in  the  vertical  antenna  and  to 
mount  the  FM  antenna  on  top  of  the  AM 
tower,  and  to  change  transmitter  loca- 
tion (Geographic  coordinates  only) ; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  application 
be,  and  it  is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designate* 
by  subsequent  order  of  the  Commission, 
upon  the  following  Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  station  WLOK  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  station  WLOK  as  proposed  would  In- 
volve objectionable  interference  with  sta- 
tions WHBU,  Anderson,  Indiana,  and 
WHIZ,  Zanesville.  Ohio,  or  with  any  other 
existing  broadcast  stations  and.  If  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  station  WLOK  as  proposed  would  in- 
volve objectionable  Interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  &nd  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  station  WLOK  as 
proposed  would  be  Incompliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 
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It  is  further  ordered.  That,  the  Ander- 
son Broadcasting  Corporation,  licensee 
of  WHBU.  Anderson,  Indiana,  and  South- 
eastern Ohio  Broadcasting  System.  Inc., 
licensee  of  WHIZ,  Zanesville,  Ohio,  be. 
and  they  are  hereby,  made  parties  to  the 
proceeding. 

Federal  Communications 
Commission, 
[seal]  T.  J.  Slowie, 

Secretary. 

|F.  R.    Doc.    49-1004;    FUed.    Feb.    9.    1949; 
8:47  a.  m] 


(Docket  No.  9226] 

Western    Massachusetts    Broadcasting 
Co. 

ORDER    DESIGNATING    APPLICATION    FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Western  Massa- 
chusetts Broadcasting  Company.  Great 
Barrington.  Massachusetts,  Docket  No. 
9226,  FUe  No.  BP-6869;  for  construction 
permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  in 
Washington.  D.  C,  on  the  26th  day  of 
January  1949;  _ 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
which  requests  a  permit  to  construct  a 
new  standard  broadcast  station  to  oper- 
ate on  the  frequency  1240  kilocycles, 
with  100  watts  power,  unlimited  time,  Iti 
Great  Barrington,  Massachusetts; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
be,  and  it  Is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designated 
by  subsequent  order  of  the  Commission, 
upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable interference  with  Station 
WHUC,  Hudson.  New  York,  or  with  any 
other  existing  broadcast  stations  and,  if 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  ^'hether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered,  That  the  Colgren 
Broadcasting  Company,  llcen.see  of  Sta- 
tion WHUC,  Hudson.  New  York,  be,  and 
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NOTICES 


It  Is  hereby,  made  a  party  to  this  pro- 
ceeding. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

IP.    B.    Doc,    4fr-1005;    Piled.    Feb.    9.    1949; 
8:47  a.  m.) 


[Docket  Nos.  9227.  9228] 

Matheson  Radio  Co.,  Inc.  (WHDH), 
ET  al. 

ORDER    DESIGNATING   APPLICATION   FOR 
HEARINC  ON  STATED  ISSUES 

In  re  petitions  of  Matheson  Radio 
Company,  Inc.  (WHDH>.  Boston.  Mas- 
sachusetts, Docket  No.  9227.  and  National 
Broadcasting  Company.  Inc.  <KOA), 
Denver,  Colorado,  Docket  No.  9228;  for 
reconsideration  of  Commission  action 
granting  the  modification  of  construc- 
tion permit  application  (BMP-3757>  of 
Champlain  Valley  Broadcasting  Corpo- 
ration (WXKW).  Albany.  New  York;  for 
designation  of  the  said  modification  con- 
struction permit  application  and  permit- 
tee's license  application  (BL-3347)  for 
hearing;  for  termination  or  modification 
of  authority  for  WXKW  to  conduct  pro- 
gram tests;  and  for  other  relief. 
•  At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington.  D.  C.  on  the  26th  day  of 
January  1949; 

The  Commission  having  under  con- 
sideration (D  a  petition,  filed  August 
16,  1948.  by  Matheson  Radio  Company. 
Mnc.  (WHDH.  Boston.  Massachusetts) 
requesting  the  Commission  to  reconsider 
Its  July  22.  1948.  action  granting  the 
above-entitled  application  of  Champlain 
VaHey  Broadcasting  Corporation  to  mod- 
ify its  construction  permit  (Pile  No.  BP- 
4740)  (850  kc.  with  10  kw  power,  using 
directional  antenna  day  and  night  at  Al- 
bany, New  York)  so  as  to  specify  toler- 
ance values  in  the  pertinent  directions;  to 
designate  the  said  modification  applica- 
tion and  permittee's  license  application 
(Pile  No.  BL-3347)  for  hearing;  to  ter- 
minate or  modify  authority  for  WXKW 
to  conduct  program  tests;  and  for  other 
relief  and  WHDH's  supplemental  peti- 
tion, filed  October  18.  1948;  «2)  a  peti- 
tion, filed  August  18.  1948.  by  National 
Broadcasting  Company.  Inc.  (KOA.  Den- 
ver. Colorado)  containing  requests  simi- 
lar to  those  set  forth  In  WHDH's  August 
16,  petition:  and  (3)  Champlain  Valley 
Broadcasting  Corporation's  August  26 
and  27  and  October  28.  1948  oppositions 
to  the  respective  WHDH  and  KOA  peti- 
tions and  the  WHDH  supplemental  peti- 
tion; 

It  appearing,  that  the  said  petitions 
raise  questions  of  fact  upon  which  the 
petitioners  should  be  afforded  an  op- 
portunity to  be  heard; 

It  is  ordered,  That  the  said  petitions 
of  Matheson  Radio  Company.  Inc. 
(WHDH.  Boston.  Massachusetts)  and 
National  Broadcasting  Company,  Inc. 
(KOA,  Denver.  Colorado)  be,  and  they 
are  hereby,  designated  for  hearing  at 


10:00  a.  m.  on  March  1.  1949  at  Wash- 
ington, D.  C.  upon  the  following  issues: 

1.  To  determine  whether  the  operation 
of  Station  WXKW,  with  the  radiation  of 
energy  toward  the  KOA  and  WHDH  serv- 
ice areas  restricted  to  the  values  con- 
templated in  WXKWs  modification  of 
construction  permit  application  (BMP- 
3757)  and  the  construction  permit  i.ssued 
pursuant  thereto,  would  result  in  inter- 
ference within  those  service  areas  and. 
If  so,  to  determine  the  extent  thereof  and 
the  populations  affected  thereby  and  the 
nature  of  other  broadcast  services  avail- 
able to  such  areas  and  populations. 

2.  To  determine  whether  the  basic  de- 
sign and  the  actual  Installation  of  the 
WXKW  nighttime  directional  antenna 
system  are  such  that  the  array  can  be 
adjusted  and  maintained  so  as  to  not 
radiate  more  energy  toward  the  KOA  or 
WHDH  service  areas  than  is  contem- 
plated by  the  application  BMP-3757  and 
the  permit  issued  pursuant  thereto. 

3.  To  determine  whether  the  manner 
and  means  of  operating  and  monitoring 
the  WHDH  nighttime  directional  system 
are  in  accord  with  Commission  rule  and 
normal  Commission  requirements  and 
are  suflBclent  to  Insure  operation  of  the 
array  within  the  Mmits  contemplated  by 
the  application  BMP-3757  and  the  per- 
mit issued  pursuant  thereto,  and  to  de- 
termine whether  additional  operational 
and  maintenance  requirements  are  nec- 
essary and  feasible. 

4.  To  determine  the  adequacy  of  the 
original  and  supplemental  WXKW  proofs 
of  performance,  and.  if  such  proofs  are 
inadequate,  whether,  until  an  adequate 
proof  has  been  made,  the  authority 
granted  WXKW  to  conduct  program 
tests  should  be  terminated,  or.  as  an  al- 
ternative, whether  the  Commission 
should  require  a  reduction  of  operating 
power. 

It  is  further  ordered.  That  Champlain 
Valley  Broadcasting  Corporation,  per- 
mittee of  Station  "WXKW.  Albany.  New 
York.  be.  and  it  is  hereby,  made  a  party 
to  this  proceeding. 

Federal  Communications 
Commission, 
[seal!        T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    40-1003:    Piled,    Peb.    9,    1949; 
8:47  a.  m.| 


FEDERAL   POWER   COMMISSION 

[Project  No.  485] 

Georgia  Power  Co. 

NOTici  or  order  authorizing  amendment 
of  licensi  < major) 

February  7.  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 4.  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  3. 
1949.  authorizing  amendment  of  license 
(major)  in  the  above-designated  matter. 


[Project  No.  7651 
Utah  Power  ti  Light  Co. 

NOTICE  of  order   AUTHORIZING  AMENDMENT 
OF  LIOSNSB  (TRANSMliKlON  LINE) 

February  7,  1949. 

Notice  is  hereby  given  that,  on  Feb- 
ruary 4.  1949.  the  Federal  Power  Com- 
mission issued  its  order  entered  February 
1. 1949.  authorizing  amendment  of  license 
(transmission  line)  In  the  above-desig- 
nated matter. 


[SEAL] 


Leon  M.  Puquay, 
Secretary. 


(P.    R.    Doc.    49-1007;    Piled.    Feb.    ».    1949; 
8:48  a.  m.| 


HOU^NG  AND  HOME  FINANCE 
AGENCY 

Public  Housing  Administration 

Delegations  of  Authority 

The  fourth  paragraph  of  the  Delega- 
tions of  Authority  in  the  Notices  section 
(14  P.  R.  327.  January  25.  1949)  is 
amended  by  changing  'February  1,  1949" 
in  the  seventh  line  to  read  "April  1, 
1949.'. 

Approved:  February  3,  1949. 


[seal] 


John  Taylor  Egan. 
Commissioner. 


[SEAL] 


Lion  M.  Fuquay, 
Secretary. 


[F.   m.   DOO.    4»-1008:    Filed.    Feb.    9,    1949; 
8:48  a.  m.] 


[P.    R.    Doc.    49-993;     Piled,    Feb.    0.    1949; 
8:46  a.  ml 


INTERSTATE  COMMERCE 
COMMISSION 

I  Ex  Part«  108) 
Increased  Freight  Rates,  1948 

NOTICE    to    parties   AND    COUNSEL 

FEBRUARY    4,    1949. 

The  above  entitled  proceeding  is  as- 
signed for  further  hearing  at  the  times 
and  places  specified  below,  before  the 
presiding  officers  named  or  such  other 
officers  (members  of  the  Commission  or 
hearing  examiners)  as  may  be  desig- 
nated hereafter. 

Waabington,  D.  C,  at  the  Audltorum  of  the 
Department  of  Commerce,  14th  Street  and 
Pennsylvania  Avenue  NW.,  March  1.  1949. 
before  Division  Two.  Commissioners  Altchl- 
son.  Splawn,  and  Alldredge.  with  Chairman 
Mahaffle  designated  as  an  additional  mem- 
ber. 

Chicago,  IlUnola,  at  Hotel  Morrison, 
March  14,  1949,  before  Division  Two. 

Montgomery,  Alabama,  at  the  State 
Capitol.  March  21,  1949,  before  Commis- 
sioner Alldredge. 

San  Francisco.  California,  at  the  offices  of 
the  Public  Utilities  Commission,  State  of 
California,  State  Office  Building.  Civic  Center. 
March  28,  1949.  before  Commissioner  Aitcbl- 
son. 

Salt  Lake  City,  Utah,  at  Hotel  Utah.  April 
4,   1949,   before  Commissioner   Aitchlson. 

Oklahoma  City,  Oklahoma,  at  Hotel  Sklr- 
vln  Tower.  April  4,  1949,  before  Commis- 
slpner  Splawn. 

The  hearings  will  commence  at  10 
o'clock  a.  m..  Standard  Time  of  the  zone 
In  which  the  city  is  situated,  on  the  day 
specified,  and  will  be  continued  as  an- 
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nounced    by    the    respective    presiding 
officers. 

The  proceeding  is  assigned  for  oral 
argument  before  the  Commission  at  its 
offices  in  Washington,  commencing  at  10 
o'clock  Eastern  Standard  Time,  May  16, 
1949. 

Scope  of  hearings.  The  Commission 
expects  that  the  hearing  at  Washington 
before  Division  Two,  commencing  March 
1,  1949.  will  be  primarily  for  the  purposes 
of  developing  any  changes  in  the  situa- 
tion since  the  prior  hearings  in  Novem- 
ber and  December  1948,  and  of  receiving 
evidence  of  protestants.  as  later  In- 
dicated. Petitioners  and  Interveners  will 
be  expected  to  present  the  latest  figures 
available  showing  traffic,  revenues,  ex- 
penses, and  earnings  together  with  their 
best  forecast  for  the  year  1949.  Peti- 
tioners may  also  present  any  desired  fur- 
ther evidence  with  respect  to  the  reason- 
ableness of  increased  rates  and  charges 
for  protective  service. 

At  the  Washington  hearing  may  be 
presented  evidence  of  a  general  char- 
acter by  protestants.  and  also  testimony 
of  protesting  shippers  and  others  as  to 
specific  commodities  in  eastern  territory, 
irttluding  the  Pocahontas  region.  Evi- 
dence bearing  chiefly  on  Interterritorial 
relations  should  be  presented  here,  as  far 
as  practicable.  It  is  also  expected  that 
testimony  as  to  rates  on  coal,  coke,  and 
Iron  ore.  nation-wide,  wi^  be  presented 
at  thLs  hearing. 

At  the  regional  hearing  In  Chicago 
should  be  presented  all  testimony  of 
shippers  and  receivers  with  respect  to 
rates  on  grain,  forest  products,  livestock. 
fresh  meat,  and  packinghouse  products, 
so  far  as  possible. 

At  the  regional  hearing  In  Oklahoma 
City  It  is  urged  that  all  testimony  with 
respect  to  the  rates  on  petroleum  and  pe- 
troleum products  be  presented,  so  far  as 
possible.  , 

At  the  regional  hearings  In  Montgom- 
ery and  San  Francisco,  testimony  with 
respect  to  the  rates  of  the  water  car- 
riers in  Gulf  coastal  and  Pacific  coast- 
wise services,  respectively,  may  be  pre- 
sented. 

At  the  regional  hearing  in  Salt  Lake 
City  may  be  presented  testimony  with 
respect  to  the  rates  on  non-ferrous 
metals. 

Notice  of  intention  to  produce  testi- 
mony: verified  statements.  Parties 
expecting  to  present  testimony  should 
notify  the  Commission  at  Its  Washing- 
ton office  by  February  25th  for  the  Wash- 
ington hearing,  and  at  least  one  week  in 
advance  of  the  regiontn  hearing,  of  their 
Intention  to  produce  oral  testimony,  and 
as  to  the  approximate  time  required,  or 
of  their  Intention  to  file  a  verified  state- 
ment, designating  the  particular  hearing 
at  which  such  oral  testimony  or  verified 
statement  will  be  presented.  Verified 
statements,  if  mailed  or  sent  by  express, 
should  be  addressed  to  the  Commission 
at  Washington.  D.  C.  for  the  Washington 
hearing  March  1.  Such  statements,  for- 
warded for  introduction  at  a  regional 
hearing,  should  be  addressed  to  the  pre- 
siding Commissioner  named  above,  at  the 
public  building  or^iotel  named.  In  a 
package  plainly  marked  "Interstate 
Commerce  Commission  Hearing". 


Briefs,  and  oral  argument.  Opening 
briefs  for  all  parties  will  be  due  May  2, 
1949,  and  reply  briefs  will  be  received 
up  until  the  date  of  the  oral  argument. 
May  16,  1949. 

To  lighten  the  burden  In  service  and 
to  lessen  the  expense  of  printing  unduly 
large  numbers  of  briefs,  the  Commission 
will  compile  a  list  of  counsel  and  parties 
upon  whom  briefs  shall  be  served.  Coun- 
sel Ad  parties  having  a  common  interest 
are  requested  to  agree  among  themselves 
to  receive  one  brief  wherever  possible. 
Particular  attention  is  directed  to  the 
requirements  of  the  Commission's  Gen- 
eral Rules  of  Practice  with  regard  to  the 
specifications  for  briefs. 

Counsel  and  parties  desiring  to  re- 
ceive copies  of  briefs  should  notify  the 
Commission  on  or  before  April  6,  1949, 
and  indicate  (1)  whether  they,  desire  to 
receive  all  briefs,  or  (2)  briefs  of  the 
railroads,  water  carriers,  or  freight  for- 
warders, or  (3)  briefs  relating  to  certain 
named  commodities.  Failure  to  respond 
by  April  6.  1949.  will  be  considered  as 
indicating  that  the  counsel  or  party  does 
not  desire  to  be  served  with  briefs. 

As  soon  as  practicable  after  April  6, 
1949.  the  Commission  will  compile  a  serv- 
ice list  indicating  the  names  and  ad- 
dresses of  those  counsel  and  parties  who 
desire  to  be  served  with  ( 1 »  all  briefs,  or 
(2)  flriefs  of  the  railroads,  water  carriers, 
or  freight  forwarders,  or  (3)  briefs  re- 
lating to  certain  named  commodities. 
Such  list  will  be  filed  In  the  docket  and 
made  public  at  the  office  of  the  Commis- 
sion in  Washington.  D.  C.  and  will  be 
sent  to  parties  requesting  it. 

Seventy-five  copies  of  all  briefs  should 
be  furnished  to  the  railroad  petitioners 
and  Interveners,  which  Include  copies  for 
the  state  commissions,  and  25  copies 
should  be  furnished  to  the  Commission, 

General.  Proceedings  at  each  hear- 
ing will  be  fifoverned  by  the  special  rules 
of  practice  attached  to  the  original  or- 
der of  October  4.  1948.  In  addition  to  the 
general  rules  of  practice.  Those  rules 
shoul(J^be  consulted  and  followed. 

This  notice  supersedes  the  tentative 
and  preliminary  notice  issued  February 
1.  1949.  Various  local  difficulties  have 
required  modification  of  the  tentative 
schedule  then  announced. 

By  the  Commission,  Division  2. 

(seal]  W.  p.  Bartel. 

Secretary. 

(P.    R.    Etoc.    49-1009;    Filed,    Peb.    9,    1949; 
8:48  a.  m.l 
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Section  1.  General  statement.  The 
Securities  and  Exchange  Commission 
was  created  by  act  of  Congress  entitled 
the  Securities  Exchange  Act  of  1934.  It 
Is  an  independent  agency  of  the  United 
States KJovernment.  The  Commission's 
central  office  is  located  at  425  Second 
Street,  Northwest.  Washington  25,  D.  C. 
It  has  ten  regional  offices  located  in  prin- 
cipal cities  of  the  country.  The  location 
of  these  offices  is  set  forth  In  section  14. 

The  functions  of  the  Commission  are 
set  forth  In  the  following  statutes  which 
it   administers:    The   Securities   Act   of 

1933.  the   Securities   Exchange   Act   of 

1934,  the  Public  Utility  Holding  Company 
Act  of  1935,  the  Trust  Indenture  Act  of 

1939,  the  Investment  Company  Act  of 

1940,  and  the  Investment  Advisers  Act 
of  1940.  In  addition,  the  Commission 
has  certain  duties  In  connection  with 
court  proceedings  under  Chapter  X  of 
the  National  Bankruptcy  Act. 

The  Securities  Act  of  1933  is  designed 
to  provide  disclosure,  chiefiy  through  the 
mechanism  of  a  registration  statement 
and  prospectus,  of  pertinent  information 
concerning  securities  publicly  offered 
and  sold  In  Interstate  commerce  or 
through  the  malls,  and  makes  unlawful 
fraudulent  practices  in  the  sale  of  such 
securities. 

The  Securities  Exchange  Act  of  1934 
provides  for  registration  of  national  se- 
curities exchanges,  securities  listed  on 
such  exchanges,  brokers  and  dealers 
trading  In  the  over-the-counter  securi- 
ties markets,  and  associations  of  such 
brokers  and  dealers.  Market  manipula- 
tions, deceptive  devices,  and  other  fraud- 
ulent practices  In  the  purchase  or  sale  of 
securities  are  made  unlawful  and  dealings 
in  equity  securities  by  Insiders  must  be 
reported.  The  Commission  is  empow- 
ered to  regulate  the  solicitations  of  prox- 
ies or  other  authorizations  from  the  hold- 
ers of  listed  securities,  the  hypothecation 
of  securities  held  by  brokers  or  dealers 
for  the  account  of  customers,  the  busi- 
ness of  specialists  and  odd-lot  dealers, 
and  such  trading  activities  as  short  sales, 
stabilizing,  and  excessive  dealings  by 
members  of  national  securities  ex- 
changes; and  to  exercise  certain  super- 
visory powers  over  the  rules  of  national 
securities  exchanges  and  national  asso- 
ciations of  brokers  and  dealers.  The  act 
authorizes  the  Commission  if  In  Its  opin- 
ion the  public  interest  so  requires,  with 
the  approval  of  the  President,  summarily 
to  suspend  all  trading  on  any  national 
securities  exchange  for  a  period  not  ex- 
ceeding ninety  days. 

The  Public  Utility  Holding  Company 
Act  of  1935  requires  the  registration  of 
companies  In  holding  company  systems 
engaged  in  the  electric  utility  business  or 
In  the  retail  distribution  of  gas  and  their 
geographic  Integration  and  corporation 
simplification,  provides  for  the  regula- 
tion of  security  transactions,  acquisi- 
tions and  sales  of  assets,  dividend  pay- 
ments, solicitation  of  proxies.  Intercom- 
pany loans,  service,  sales  an(i  construc- 
tion contracts  and  accounting  practices 
of  such  companies  and  makes  unlawful 
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political  contributions  by  such  compa- 
nies, and  makes  unlawful  political  con- 
tributions by  such  companies. 

The  Trust  Indenture  Act  of  1939  pro- 
vides that  issues  of  debt  securities,  with 
certain  exceptions,  may  not  be  offered  for 
sale  to  the  public  unless  they  are  issued 
under  a  trust  indenture  which  conforms 
to  specific  statutory  standards  designed 
to  safeguard  the  Interests  of  purchasers. 

The  Investment  Company  Act  of  1940 
requires  the  registration  of  investment 
companies  and  provides  for  their  regula- 
tion. The  act  prescribes  qualifications 
and  aflaiiations  of  officers  and  directors, 
requires  that  certain  matters  receive 
stockholder  approval  and  requires  Com- 
mis.sion  approval  of  certain  transactions 
such  as  dealings  between  affiliates  and 
Insiders. 

The  Investment  Advisers  Act  of  1940 
requires  the  registration  of  jjersons  en- 
gaged in  the  business  of  advising  others 
with  respect  to  security  transactions  and 
outlaws  fraudulent  practices  and  certain 
specified  transactions  by  them. 

Sec.  2.  General  organization.  The 
Commission  is  composed  of  five  members, 
not  more  than  three  of  whom  may  be 
members  of  the  same  political  party. 
They  are  appointed  by  the  President, 
•with  the  advice  and  consent  of  the  Sen- 
ate, for  five-j»ear  terms,  one  of  which  ex- 
pires each  year.  One  of  the  five  com- 
missioners is  elected  chairman  annually. 
The  Commission  is  assisted  in  the  per- 
formance of  its  duties  by  a  stafT  of  pro- 
fessional employees,  including  lawyers, 
accountants,  engineers,  and  corporation 
analysts,  and  by  administrative  and  cleri- 
cal employees.  The  staff  has  been  or- 
ganized into  the  following  separate 
divisions  and  offices,  which  are  directly 
responsible  to  the  Commission  and  act 
pursuant  to  its  directions  and  orders: 

OfBce  of  the  Secretary. 
Division  of  Hearing  Examlneri. 
DlvUlon  of  Opinion  Writing. 
Office  of  the  General  Counsel. 
Office  of  the  Chief  Accountant. 
Division  of  Corporation  Finance. 
Division  of  Trading  and  Exchargcs. 
Division  of  Public  Utilities. 
DlvlBlon  of  Administrative  Services. 
Division  of  Personnel. 
Division  of  Budget  and  Plnanca. 
Regional  Offices. 

A  description  of  the  organization  and 
functions  of  each  of  these  divisions  and 
offices  appears  below. 

Sec.  3.  Ot^ce  of  the  Secretary.  The 
Secretary  (or  his  assistant)  attends 
meetings  of  the  Commission  and  is  re- 
sponsible for  the  preparation  and  main- 
tenance of  the  official  Minute  Record  of 
Its  actions.  He  is  custodian  of  the  Com- 
mission's official  seal,  with  power  to  cer- 
tify and  authenticate  documents  reflect- 
ing official  action  of  the  Commission,  and 
performs  other  and  related  duties. 

The  Office  of  the  Secretary  Is  the  chief 
Information  center  of  the  Commission  to 
which  Inquiries  of  press  representatives 
and  general  Inquiries  of  the  public  should 
be  directed. 

Sec.  4.  Division  o/  Hearing  Examiners. 
The  hearing  examiners  preside  at  hear- 
ings, make  rulings  relating  thereto,  and 
In  certain  cases  issue  recommended  deci- 


sions. In  addition  to  presiding  at  hear- 
ings required  to  be  conducted  piu-suant  to 
sections  7  and  8  of  the  Administrative 
Procedure  Act,  hearing  examiners  occa- 
sionally preside  over  hearings  held  pur- 
suant to  the  Commission's  power  to  make 
examinations  and  investigations ;  in  such 
instances  the  hearing  examiners'  duties 
are  primarily  to  maintain  order,  to  re- 
ceive evidence  and  to  rule  impartially 
on  objections;  they  take  no  parr  in  the 
development  of  the  facts  nor  do  they 
consult  privately  with  those  members  of 
the  Commission's  staff  engaged  in  the 
investigative  or  prosecuting  functions. 
The  hearing  examiners  are  assigned  by 
the  Commi-ssion  to  cases  in  rotation  so 
far  as  practicable. 

Sec.  5.  Division  of  Opinion  Writing. 
This  Division  assists  the  Commission  Jn 
the  preparation  of  its  opinions  in  con- 
tested and  certain  other  cases  and  per- 
forms related  functions  and  other  special 
assignments.  In  the  preparation  of  opin- 
ions in  contested  cases  it  functions  in- 
dependently of  the  Commission's  staff. 

This  Division  Is  headed  by  a  Director, 
assisted  by  an  Assistant  Director,  super- 
vising attorneys,  staff  attorneys  and  a 
financial  analyst. 

Sic.  6.  Office  of  the  General  Counsel. 
The  General  Coimsel  is  the  Commission's 
chief  legal  officer.  The  office  coofThnates 
all  the  legal  activities  of  the  Commis- 
sion, providing  advice  and  assistance  to 
the  operating  divisions,  regional  offices, 
and  the  Commission  with  respect  to  the 
Interpretation  of  statutory  provisions, 
rule  making,  analysis  of  proposed  legis- 
lation, and  other  legal  problems  ari.sing 
In  the  administration  of  the  several  laws. 
It  directs  and  supervises  all  contested 
litigation  In  the  district  courts  (other 
than  certain  enforcement  proceedings 
under  the  Holding  Company  Act,  the 
Division  in  charge  having  its  own  coun- 
sel) and  represents  the  Commission  In 
all  cases  in  the  appellate  courts,  filing 
briefs  and  presenting  oral  arguments  in 
behalf  of  the  Commission.  It  also  re- 
views all  reports  recommendffTg  refer- 
ence to  the  Department  of  Justice  for 
criminal  prosecution  and  advl.ses  the 
Commission  with  respect  thereto. 

This  office  has  a  staff  composed  of  the 
General  Counsel,  the  Associate  General 
Coun.sel,  the  Assistant  General  Counsel. 
Special  Counsels,  and  staff  attorneys. 

Inquiries  relating  to  the  work  of  this 
office  may  be  directed  to  the  General 
Counsel  or  the  A.ssoclate  or  Assistant 
General  Counsel. 

Sec  7.  Office  of  the  Chief  Accountant. 
The  Chief  Accountant  is  the  Commis- 
sion's chief  adviser  on  all  accounting 
matters.  He  has  general  supervision 
over  the  execution  of  Commission  policy 
with  respect  to  accounting  and  auditing 
principles  or  practices  and  over  the  pro- 
cedures to  be  followed  in  audits  or  ac- 
counting investigations.  He  is  responsi- 
ble for  the  drafting  and  Interpretation 
of  rules  and  regulations  governing  the 
form  and  content  or  financial  statements 
to  be  filed  with  the  Commission,  Includ- 
ing uniform  systems  of  accounts.  He 
also  prepares  for  publication  releases  on 
accounting  question*  of  general  Interest 
and  application. 


This  office  composed  of  the  Chief 
Accountant,  Assistant  Chief  Accountant, 
and  a  number  of  staff  accountants.  In 
addition,  the  Chief  Accountant  super- 
vises the  ork  of  three  A.-^sistant  Chief 
Accounts  .s  assigned  to  and  directly  re- 
sponsible or  the  accounting  work  in  the 
various  f  /isions. 

Quest  as  of  accounting  and  auditing 
procedu  Involving  particular  regis- 
trants 1  «y  be  presented  to  the  Assistant 
Chief  countant  of  the  division  in- 
volved. •  may  be  presented  directly  to 
the  Ci^^'f  Accountant  where  controver- 
sial or  vel  issues  are  involved.  Regis- 
trants >  ^thers  interested  may  also  re- 
quest t"  Chief  Accountant  to  review 
accoun-  interpretations  made  in  tlio 
divisio  General  questions  should  be 
prese         to  the  Chief  Accountant. 

Sec  Division  of  Corporation  Fi- 

nance A)  This  Division  has  certain 
dutie":  d  responsibilities  in  connection 
with  "*"  Commission's  administration 
and  lorcement  of  the  provisions  of  the 
Sect  ties  Act  of  1933,  the  Trust  Inden- 
ture .ct  of  1939.  the  Investment  Corn- 
pan ,'  ..ct  of  1940,  the  registration,  report- 
ing^ 't  xy  and  certain  fraud  provisions 
of  ^y'  Tjcuritles  Elxchange  Act  of  1934 
(ex  e  of  all  provisions  relating  spe- 

ciflli;,  to  brokers  and  dealers  and  na- 
tio^  .  jcurities  exchanges  and  associa- 
tio' ...  and  the  provisions  of  the  Public 
Ut'  *^':  Holding  Company  Act  of  1935  re- 
lai..*g  to  certain  proxies,  ownership  re- 
poicc-  and  In  connection  with  the 
Couim.ision's  advisory  functions  under 
Cbi^nter  X  of  the  National  Bankruptcy 
Aci.  , 

:t)»  Office  of  the  Director.  Supervi- 
sio'^  of  all  activities  of  the  Division  rests 
1  le  Director.  His  office  includes  an 
^^.^^M^e  Director,  Special  Advisers  to 
t^  0  .i,)irector  on  certain  phases  of  the 
L  ,Ao  I's  work  such  as  reorganization 
r  tters  under  Chapter  X  of  the  National 
L  ikruptcy  Act  and  the  promulgation 
c  .orms  and  regulations,  and  a  Records 
a.«j  Statistics  Section  which  assigns  all 
Incoming  material  for  examination, 
maintains  a  central  record  system,  col- 
lates and  tabulates  data  for  Commission 
publication,  and  furnishes  statistical 
data  to  regional  offices  and  other  gov- 
ernment agencies. 

Directly  under  the  Office  of  the  Direc- 
1  .  are  the  Assistant  Directors,  and  the 
office  of  As.«'stant  Chief  Accountant. 

(c)  Exa  ining  Staff.  This  staff  Is  re- 
sponsible '  T  the  examination  of  and  ini- 
tial action  upon  registration  statements, 
prospectuses,  >offering  sheets,  proxy 
statements,  periodic  and  ownership  re- 
ports, applications  for  qualification  of 
indentures,  requests  for  confidential 
treatment,  and  other  documents  filed 
with  the  Commis-sion.  and  also  the  var- 
ious dr  ^iments  filed,  and  plans  and 
proposal  arising.  In  court  proceedings 
under  Chapter  X  of  the  National  Bank- 
ruptcy Act  In  which  the  Commission  is 
Interested.  Members  of  this  staff  also 
represent  the  Division  In  administrative 
proceedings  arising  in  connection  with 
the  work  of  the  Division. 

There  are  a  number  of  Examining  Sec- 
tions, the  workjtf  which  Is  under  the 
supervision  and  review  of  the  Assistant 
Directors.     Each  section  consists  of  a 


Section    Chief,    accou.-  .ants,    attorneys 
and  corporation  analysts. 

In  addition,  there  are  the  following 
special  sections  which  are  charged  with 
certain  exclusive  examinin-, '  functions  as 
well  as  duties  in  connect  "vi  with  the 
work  of  the  Examining  .Jections:  A 
Mines  Section,  headed  by  .•  h  engineer; 
an  Oil  and  Gas  Section,  whii  \  is  headed 
by  a  Petroleum  Engineer  aid  includes 
petroleum  geologists  and  att-cneys,  and 
which  receives  and  processe.s  Mings  pur- 
suant to  Ifegulations  B  an»  B-T  tl7 
CFR,  230.306  et  seq.  and  230 J*6(0  et  seq. ) 
promulgated  under  section  '/.  h)  of  the 
Securities  Act;  and  an  Ow  lershlp  Re- 
ports Section. 

In  addition,  a  Registialion  Unit. 
headed  by  a  chief  and  In.-i.-ding  ac- 
countants, attorneys  and  ht.  Deration 
analy.sts.  is  maintained  in  '  •<  Commis- 
sion's regional  office  at  San,      ibcisco. 

The  Division  contains  a  ,.  ^ial  unit 
which  reviews  the  material  hi, '^  in  the 
Regional  Offices  pursuant  t'J  Regula- 
tions A  and  A-M  (17  CFR.  230.2*-,  *  et  seq. 
and  17  CFR.  1945  Supp.  230.240.' '  '.omul- 
gated  under  section  3  (b*  of  tK  Secu- 
rities Act  of  1933.  ,  '^ 

Inquiries  as  to  the  requirt#^  i  and 
contents  of  registration  stat  .  *  .s,  re- 
ports and  other  filings  may  bv  .  essed 
to  the  Director  of  the  Divisic  e  As- 

sociate Director,  or  an  Assists  Jirec- 
tor  if  he  has  handled  previous  f.  .igs  of 
the  registrant  or  apprficant. 

This  Division  al.so  renders  ".f'-.r-e  to 
members  of  the  public  on  inquii  I'sjelat- 
Ing  to  the  interpretation  and  application 
of  statutes  which  are  under  It  ^gni- 
zance.  Inquiries'on  suchmattei.  ijoulf^.. 
therefore,  be  directed  to  this  Divis    n. 

(d)  Office  of  Assistant  Chief  A(  '"•nt- 
ant.  Under  the  supervision  of  f-  lief 
Accountant,  the  Office  of  Assists.  Chief 
Accountant  is  directly  respons..jP^' for 
and  supervises  the  accounting'  wc '''.  of 
the  examining  staff  and  the  Re^/ira- 
tlon  Unit  in  the  San  Francisco  Re^'^inal 
Office.  The  Office  of  the  Assistant  Hiief 
Accountant  acts  in  a  consulting  ca;  4city 
and  renders  assistance  to  other  sections 
and  officers  of  the  Division. 

Inquiries  of  an  accounting  nature  re- 
lating to  the  work  of  the  Division  should 
be  directed  to  this  office. 

Sec.  9.  Division  of  Trading  and  Ex- 
changes, (a)  This  Division  has  c-niiin 
duties  and  responsibilities  in  connection 
with  the  administration  o;'fhe  Securities 
Exchange  Act  of  1934  relpfing  to  regis- 
tration and  regulation  of  nt.tional  securi- 
ties exchanges,  national  securities  asso- 
ciations, and  over-the-counter  brokers 
and  dealers  Including  regulation  of 
trading  on  exchange  markets  and  over- 
the-counter  markets.  It  also  has  duties 
and  responsibilities  with  respect  to  regis- 
tration of  investment  adviser^,  under  the 
Investment  Advisers  Act  of  itf40.  It  has 
administrative  supervision  of  the  investi- 
gative and  enforcement  activities  of  the 
Commission  under  the  Securities  Ex- 
change Act  (except  sections  14  and  19 
(a>  (2)),  the  Investment  Advisers  Act. 
the  Securities  Act  (except  section  8>. 
and  the  Investment  Company  Act  (other 
than  investigations  Incident  to  the  ad- 
ministrative processing  of  applications, 
reports,  and  other  statements  or  docu- 


ments required  to  be  filed  under  that  act. 
and  investigations  Incident  to  adminis- 
trative proceedings  under  that  act » .  The 
Division  also  has  charge  of  investiga- 
■^tive  and  enforcement  activities  under 
section  12  (h)  of  the  Public  Utility  Hold- 
ing Company  Act  which  prohibits  certain 
political  contributions. 

(b)  The  Director  supervises  all  activ- 
ities of  the  Division.  His  office  includes 
an  Associate  Director.  Directly  under 
the  office  of  the  Director  are  the  Assistant 
Directors  in  charge  of  the  various 
branches  of  the  Division,  and  the  office 
of  Assistant  Chief  Accountant. 

(c»  The  Division  is  divided  into  four 
branches:  bran<?;h  of  trading  practices 
and  exchange  markets,  branch  of  over- 
the-counter  markets,  branch  of  enforce- 
ment and  interpretation,  and  branch  of 
industry  and  financial  analysis,  the  work 
of  which  is  under  the  supervision  and 
review  of  the  assistant  directors. 

The  branch  of  trading  practices  and 
exchange  markets  Includes  the  section 
of  exchange  registration  and  regulation 
which  is  responsible  for  examination  of 
and  initial  action  upon  registration  state- 
ments and  amendments  thereto  filed  by 
national  securities  exchanges  and  for  the 
review  of  the  rules  of  such  exchanges; 
and  the  section  of  stabilization  and  ma- 
nipulation which  makes  studies  of  mar- 
ket prices  of  securities,  supervises  Inves- 
tigations of  market  manipulations  and 
po.ssible  violation  of  the  Commission's 
stabilization  regulations,  and  advises  is- 
suers, underwriters,  and  their  counsel 
concerning  technical  application  of  the 
stabilizing  rules. 

The  branch  of  over-the-counter  mar- 
kets includes  the  section  of  broker- 
dealer  and  investment  adviser  registra- 
tion which  is  responsible  for  examination 
of  and  initial  action  upon  applications 
for  registration  and  periodic  reports  filed 
by  brokers  and  dealers  and  Investment 
advisers;  and  the  over-the-counter  en- 
forcement section  which  reviews  broker- 
dealer  inspection  reports  and  has  general 
direction  of  investigations  of  alleged  vio- 
lations by  over-the-counter  brokers  and 
dealers  and  Investment  advisers  and  ad- 
ministrative proceedings  before  the  Com- 
mission relating  to  such  violations.  This 
branch  also  Includes  a  special  consultant 
who  is  responsible  for  the  examination  of 
and  initial  action  upon  registration  state- 
ments and  amendments  thereto  filed  by 
national  securities  associations  of  over- 
the-counter  brokers  and  dealers,  the  re- 
view of  their  rules,  and  the  performance 
of  other  functions  relating  to  such  asso- 
ciations. 

The  branch  of  enforcement  and  inter- 
pretation has  administrative  supervision 
over  investigations  and  complaints  ex- 
cept those  involving  manipulation  of 
markets  and  possible  violation  of  the  sta- 
bilization rules,  those  involving  brokers 
and  dealers  and  investment  advisers,  and 
those  directed  primarily  to  the  institution 
of  administrative  proceedings.  It  con- 
ducts Investigations  involving  violations 
of  section  12  (h)  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  such 
other  investigations  as  may  be  directed 
by  the  Commission.  Within  the  scope  of 
the  Division's  duties  as  set  forth  In  para- 
graph (a)  hereof,  this  branch  has  gen- 
eral   supervision    of    uncontested    civil 


actions  handled  by  regional  offices.  This 
branch  also  ha."!  general  supervision  of 
Interpretation  of  the  statutes,  rules  and 
regulations  under  the  jurisdiction  of  the 
Division  and  one  of  the  attorneys  in  this 
branch  reviews  interpretations  and  opin- 
ions given  by  regional  offices  and  by  the 
various  branches  of  the  Division.  This 
branch  also  includes  a  special  counsel 
who  handles  all  applications  for  the  de- 
listing of  securities  from  national  secu- 
rities exchanges  and  performance  of 
other  functions  related  thereto. 

The  branch  of  industry  and  financial 
analysis  includes  the  section  of  financial 
analysis  which  prepares  quarterly  data 
on  the  volume  and  compo.sition  of  Indi- 
vidual and  corporate  savings  and  the 
sources  and  uses  of  corporate  funds,  in- 
cluding analyses  of  the  working  capital 
position  and  capital  expenditures  of  cor- 
porations, quarterly  balance  sheet  and 
income  data  on  all  manufacturing  cor- 
porations, monthly  statistics  on  .new 
securities  offerings,  quarterly  data  on 
securities  retirements,  and  also  prepares 
special  studies  in  the  field  of  capital 
markets;  and  the  section  of  market  and 
industry  analysis  which  prepares  a  series 
of  reports  entitled  "The  Survey  of  Ameri- 
can Listed  Corporations"  containing 
financial  data  concerning  corporations 
that  file  reports  with  the  Commission, 
conducts  special  statistical  studies  In 
securities  transactions,  data  on  quarterly 
sales,  data  on  investment  companies  and 
registered  broker-tlealers.  and  statistics 
on  registrations  of  securities,  underwrit- 
ings,  and  costs  of  fiotation  of  these 
securities. 

inquiries  relating  to  the  work  of  the 
aforementioned  branches  should  be  di- 
rected to  the  Director  of  the  Division. 

(d)  The  office  of  the  Assistant  Chief 
Accountant,  under  the  supervision  of  the 
Chief  Accountant,  is  responsible  for  and 
supervises  the  "accounting  work  of  the 
Division.  Inquiries  of  an  accounting 
nature  relating  to  the  work  of  the  Divi- 
sion should  be  directed  to  the  Assistant 
Chief  Accountant. 

Sec  10.  Division  of  Public  Utilities. 
(a)  This  Division  has  certain  duties  and 
responsibilities  in  connection  with  the 
Commission's  administration  and  en- 
forcement of  the  provisions  of  the  Public 
Utility  Holding  Company  Act  of  1935.  ex- 
cept those  provisions  relating  to  certain 
proxies,  ownership  reports  and  political 
contributions. 

(b)  Offfice  of  the  Director.  The  Di- 
rector supervi.ses  all  activities  of  the  Divi- 
sion. His  office  includes  an  Associate 
Director. 

Under  the  Office  of  the  Director  are  the 
Assistant  Directors  in  charge  of  the  ex- 
amining staff,  the  Office  of  Chief  Counsel, 
the  Office  of  Assistant  Chief  Accountant, 
and  the  Engineering  and  Special  Studies 
Sections. 

(c)  Branch  of  Examination  apid  En- 
forcement. This  branch  is  responsible 
for  the  examination  of  an  initial  action 
upon  registration  statements,  applica- 
tions, declarations  and  other  documents 
filed  with  the  Commission  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935.  Members  of  the  branch  repre- 
sent the  Divisi(m  In  administrative  pro- 
ceedings before  the  Commission. 
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There  are  a  number  of  examining  sec- 
tions, the  work  of  which  is  under  the 
direct  supervision  of  the  Assistant  Di- 
rectors. Each  of  these  sections,  which 
has  assigned  to  it  a  number  of  holding 
company  systems,  is  headed  by  a  Section 
Chief  and  Includes  accountants,  attor- 
neys, and  financial  analysts. 

Inquiries  as  to  a  holding  company  or 
its  subsidiaries  may  be  directed  to  the 
Director  or  the  Assistant  Director  to 
whom  the  holding  company  system  has 
been  assigned. 

(d)  Office  of  Chief  Counsel.  To  the 
extent  that  the  functions  of  the  EMvi- 
slon  are  Involved,  the  Chief  Counsel  has 
primary  responsibility  for  trial  court  liti- 
gation and  assist^  the  General  Counsel 
In  appellate  and  amicus  curiae  litigation. 
The  Chief  Counsel  consults  with  and  ad- 
vises the  Commission  and  also  other  of- 
ficers and  sections  of  the  Division  on 
legal  problems.  He  Is  also  responsible 
for  the  drafting  of  rules  and  regulations. 

This  office  consists  of  the  Chief  Coun- 
sel. Special  Counsel,  and  staff  attorneys. 

The  Chief  Counsel  renders  advice  to 
members  of  the  public  on  procedural  and 
legal  aspects  of  the  Division's  work.  In- 
quiries on  such  subjects  should  be  di- 
rected to  this  office. 

(e)  Branch  of  Accounting.  Under 
the  supervision  of  the  Chief  Accountant, 
the  Assistant  Chief  Accountant  is  di- 
rectly responsible  for  and  supervises  the 
accounting  work  in,  the  examining  sec- 
tions of  the  Division.  This  branch  acts 
In  a  consulting  capacity  and  renders  as- 
sistance to  the  examining  staff  and  of- 
ficers of  the  Division.  This  branch  ))^s  a 
Section  of  Original  Cost  Study. 

Inquiries  of  an  accounting  nature  re- 
lating to  the  work  of  the  Division  should 
be  directed  to  this  branch. 

(f )  Section  of  Engineerinq.  This  sec- 
tion is  composed  of  a  staff  of  engineers 
and  accountants  and  is  assigned  special 
problems  of  research  relating  to  the  work 
of  the  Division. 

(g>  Section  of  Special  Studies.  This 
section  is  composed  of  accountants  and 
analysts  and  is  assigned  special  prob- 
lems relating  to  the  work  of  the  Division. 

Sec.  11.  Division  of  Administrative 
SenHces.  This  division,  headed  by  a  Di- 
rector, is  responsible  for  the  administra- 
tive, clerical  and  other  business  manage- 
ment activities  of  the  Commission  and 
has  custody  of  the  dockets  and  files  of 
the  Commi-ssion. 

Sec.  12.  Division  of  Personnel.  This 
division,  headed  by  the  Director  of  Per- 
.•sonnel.  is  responsible  for  all  personnel 
administration  and  management  func- 
tions. 

Sec  13.  Division  of  Budget  and 
Finance.  This  Division,  headed  by  the 
Director,  Is  responsible  for  the  prepara- 
tion and  justification  of  the  Commis- 
sions  budget  estimates  and  for  all  fiscal 
matters. 

Sec  14.  Regional  Offices,  (sl)  The 
administration  of  the  statutes  over 
which  the  Commission  has  jurisdiction 
(With  the  exception  of  those  provisions 
of  the  Public  Utility  Holding  Company 
Act  which  are  effectuated  by  the  Divi- 
sion of  Public  Utilities)  Is  expedited 
through  the  maintenance  of  10  regional 
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offices  located  in  the  principal  cllies  of 
the  country.  A  list  of  these  offices  and 
the  zones  assigned  to  each  Is  set  forth 
In  paragraph  (e)  below.  The  opera- 
tion of  the  regional  offices  is  directed, 
supervised  and  reviewed  by  the  central 
office  divisions. 

(b)  The  regional  offices  advise  on  the  ^ 
requirements  of  the  acts  (with  the  ex- 
ception noted  above)  and  render  inter- 
pretive opinions,  except  that  where  novel 
questions   are  presented   they   are   re- 
ferred   directly    to    the    central    office. 
They  conduct  preliminary  investigations 
of  alleged  statutory  violations  and  in- 
vestigations   formally    ordered    by    the 
Commission.    They  make  reports  of  their 
investigations  to  the  Division  of  Trad- 
ing and  Exchanges  and,  where  eriminal 
action  is  recommended,  to  the  Office  of 
the     General     Counsel.     The     regional 
offices  also  conduct  periodic  inspections 
of  the  books  and  records  and  methods  of 
doing  business  of  all  registered  brokers 
and    dealers    and    investment    advisers 
within  their  respective  region.     Under 
the  supervision  of  the  Division  of  Trad- 
ing and  Exchanges  in  uncontested  cases 
and  under  the  supervision  of  the  Gen- 
eral Counsel  in  contested  cases,  the  re- 
gional   offices    generally    represent    the 
Commission  in  connection  with  litiga- 
tion pending  in  the  trial  courts,  as  well 
as  in  certain  types  of  administrative  pro- 
ceedings, and  follow  closely  reorganiza- 
tion proceedings  under  Chapter  X  of  the 
Bankruptcy  Act  in  which  the  Commis- 
sion is  interested,  and  with  respect  to 
such  proceedings  appear  in  court,  par- 
ticipate in  conferences  and  submit  rec- 
ommendations to  the  Division  of  Cor- 
poration Finance. 

(c)  The  regional  offices  receive  and 
initially  review  certain  conditional  ex- 
emption filings,  namely.  fUing.s  under 
Regulation  A  (17  CPR.  230.220  et  seq.' 
and  under  Regulation  A-M  (17  CFR.  1945 
Supp.  230.240).  As  will  be  noted  under 
•Submittals"  (section  15  (b)).  the  re- 
gional offices  in  Cleveland  and  San  Fran- 
cisco are  also  authorized  to  accept  the 
filing  of  certain  registration  statements 
under  the  Securities  Act  of  1933  and  cer- 
tain applications  for  qualification  of  in- 
dentures under  the  Trust  Indenture  Act 
of  1939.  The  examination  and  process- 
ing of  registration  statements  and 
applications  for  qualification  of  inden- 
tures filed  in  the  San  Francisco  Regional 
Office  are  conducted  by  that  office  under 
the  direction  of  the  central  office,  where- 
as those  filed  in  the  Cleveland  Regional 
Office  are  forwarded  to  the  central  office 
to  be  examined  and  processed. 

(d)  Each  regional  office  Is  headed  by 
a  Regional  Administrator,  who  is  re- 
sponsible to  the  Commission,  and  is 
staffed  with  such  attorneys,  accountants, 
and  investigators  as  are  required  to  ex- 
ecute the  functlon.s  of  the  office.  In  ad- 
dition, the  regional  offices  at  New  York 
City  and  Chicago  each  have  an  Assistant 
Regional  Administrator,  and  the  New 
York  Office  has  a  Reorganization  Unit 
headed  by  a  Special  Counsel. 

(e)  Regional  and  Branch  Offices — (D 
Regional  offices. 

Zonk  1:  New  York.  New  Jersey,  and  Penn- 
■ylvanla.  Regional  office — Room  2006.  Equi- 
table Building,  120  Broadway,  New  York  5, 
N.  Y. 


ZoNx  2 :  MasBachuaetts.  Connecticut.  Rhode 
Island.  Vermont.  New  Hampehlre,  and  Maine. 
Regional  office — Room  601,  Poet  Office  Square 
BuUdlng,  79  Milk  Street,  Boaton  »,  Ma&a. 

2JONK  3;  Tennessee,  North  Carolina.  South 
Carolina,  Georgia,  Alabama,  Mlasifislppl,  Flo- 
rida, and  the  portion  of  Louisiana  east  of  the 
Atchafalaya  River.  Regional  office— Room 
322,  Atlanta  National  Building,  Whitehall 
and  Alabama  Street*,  Atlanta  3,  Ga. 

Zone  4:  Ohio.  Michigan,  Indiana,  and  Ken- 
tucky. Regional  office — Room  1608.  Stand- 
ard Building,  1370  Ontario  Street,  Cleveland 
13,  Ohio. 

Zonk  5:  Minnesota,  Wisconsin,  Iowa.  111- 
nols.  Missouri,  and  Kansas  City,  Kansas. 
Regional  office — Room  630,  Bankers  Build- 
ing,  105  West  Adams  Street.  Chicago  3.  111. 

Zonk  6:  Oklahoma,  Arkansas,  Texas.  Kan- 
sas (With  the  exception  of  Kansas  City),  and 
the  portion  of  Louisiana  west  of  the  Atcha- 
falaya River.  Regional  office — Room  103 
United  States  Courthouse.  Tenth  and  Lamar 
Streets,  Port  Worth  2.  Tex. 

Zone  7:  Wyoming.  Colorado,  New  Mexico. 
Nebraska.  North  Dakota,  South  Dakota,  and 
Utah.  Regional  office— Room  622,  Midland 
Savings  Building,  444  Seventeenth  Street, 
Denver  2,  Colo. 

Zone  8:  California.  Nevada,  Arizona,  and 
Hawaii.  Regional  office — Room  308,  Apprals- 
eis  Building,  630  Sansome  Street.  San  Fran- 
cisco 11.  Calif. 

Zonk  1-.  Washington,  Oregon.  Idaho.  Mon- 
tana, and  Alaska.  Regional  office — Room  810. 
1411  Fourth  Avenue,  Seattle  1,  Wash. 

Zone  10:  Virginia.  West  Virginia.  Maty- 
land,  Delaware,  and  District  of  Columbia. 
Regional  office — 425  Second  Street  NW.  (South 
Building).  Washington  25,  D.  C. 

(2)  Branch  offices.  The  Commis.sion 
also  maintains  the  branch  offices  set 
forth  below,  which  are  generally  under 
the  supervision  of  the  regional  office  for 
the  zone  in  which  the  branch  office  Is 
located.  The.se  offices  are  maintained 
primarily  to  a.ssist  the  Commission  in  its 
investigative  activities.  In  addition,  the 
Los  Angeles  office  offers  generally  as.sist- 
ance  similar  to  that  afforded  by  the  re- 
gional offices  and  the  Tulsa  office  renders 
advice  In  connection  with  problems  re- 
lating to  oil  and  gas  securities. 

Room  1074.  Federal  Building.  Detroit  26, 
Mich. 

Room  1006.  United  States  Courthouse  and 
Customs  House.  1114  Market  Street,  St.  Louis 
1,  Mo. 

Room  500.  Pioneer  Building.  Fourth  and 
Roberts  Streets,  St.  Paul  1.  Minn. 

Room  1737.  United  States  Pest  Office  and 
Courthouse.  312  North  Spring  Street.  Los 
Angeles  12,  Calif. 

Room  327.  Wright  Building,  Tulsa  3,  Okla. 

Sec  15.  Information,  requests,  and 
submittals — <a)  Information  and  re- 
quests. The  officers  to  whom  inquiries 
should  be  directed  have  been  noted 
above.  In  addition,  a  detailed  descrip- 
tion of  the  various  methods  that  may  be 
employed  to  secure  advice  and  to  consult 
with  members  of  the  staff  on  problems 
relating  to  the  statutes  and  regulations 
administered  by  the  Commission  is  dis- 
cussed in  connection  with  available  in- 
formal procedures  described  in  the  mate- 
rial published  at  17  CFR.  Part  202. 

The  Commission  maintains  public  ref- 
erence rooms  at  Its  central  office  and  in 
its  regional  offices  In  New  York  City  and 
Chicago. 

Copies  of  all  public  information  on  file 
with  the  Commission,  contained  in  reg- 
istration statements,  applications,  re- 
ports,   declarations,    and    other    public 
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documents,  are  available  for  inspection 
in  the  public  reference  room  at  Wash- 
ington, D.  C. 

In  the  Commission's  New  York  Re- 
gional Office  facilities  are  provided  for 
the  Inspection  of  certain  public  infor- 
mation. Including  applications  for  reg- 
istration of  securTties  on  all  national  se- 
curities exchanges,  except  the  New  York 
Stock  Exchange  and  the  New  York  Curb 
Exchange  *which  are  available  at  the  re- 
spective exchanges),  together  with  copies 
of  annual  reports,  supplemental  reports 
and  amendments  thereto,  and  annual  re- 
ports filed  pursuant  to  the  provisions  of 
section  15  <d)  of  the  Securities  Exchange 
Act  of  1934. 

In  the  Chicago  Regional  Office  copies 
of  applications  for  registration  of  securi- 
ties on  the  New  York  Stock  Exchange  and 
the  New  York  Curb  Exchange,  together 
with  copies  of  all  annual  reports,  supple- 
mental reports  and  ameridments  there- 
to, are  available  for  public  inspection. 

In  addition,  there  are  available  in  each 
of  the  Commission's  regional  offices 
copies  of  all  pro.spectuses  used  in  public 
offerings  of  securities  effectively  regis- 
tered under  the  Securities  Act  of  1933. 
Duplicate  copies  of  applications  for  reg- 
istration of  brokers  or  dealers  transact- 
ing business  on  over-the-counter  mar- 
kets, together  with  supplemental  state- 
ments thereto,  filed  under  the  Securities 
Exchange  Act  of  1934,  and  duplicate 
copies  of  applications  for  registration  of 
investment  advisers  and  supplemental 
statements  thereto  filed  under  the  In- 
vestment Advisers  Act  of  1940,  are  avail- 
able for  inspection  in  the  regional  office 
having  jurisdiction  over  the  zone  in 
which  the  registrant's  principal  office' is 
located.  Also,  copies  of  letters  of  notifi- 
cation under  Regulation  A  (17  CFR 
230.220  et  seq.)  are  available  for  inspec- 
tion at  the  particular  regional  office 
where  filed.  Copies  of  registration  state- 
ments of  national  securities  exchanges 
and  supplemental  amendments  thereto 
are  also  available  for  Inspection  in  the 
regional  office  for  the  zone  in  which  the 
stock  exchange  Is  located. 

In  the  Commission's  San  Francisco 
and  Cleveland  Regional  Offices  copies  of 
registration  statements  and  applications 
for  qualifications  of  Indentures  filed  at 
those  offices  are  available  for  public 
inspection. 

Copies  of  all  applicatioris  for  perma- 
nent registrations  of  seci#ities  on  na- 
tional securities  exchanges  are  available 
for  public  Inspection  -^it  the  respective 
exchanges  upon  which  the  securities  are 
registered. 

Photocopies  of  registration  statements, 
reports,  and  other  public  material  filed 
with  the  Commission,  or  portions  thereof, 
as  well  as  tran.scripts  of  public  hearings,' 
may  be  ot>tained  from  the  Administrative 
Division  at  the  cost  of  photocopying.' 


FEDERAL  REGISTER 

The  Commission's  decisions,  reports, 
orders,  rules  and  regulations  are  pub- 
lished initially  In  the  form  of  releases 
and  mailed  to  persons  on  the  mailing 
lists  to  receive  them.  The  decisions  and 
rfeports  thereafter  are  printed  in  bound 
volumes  entitled  "Securities  and  Ex- 
change Commission  Decisions  and  Re- 
ports"; these  volumes  may  be  purchased 
from  the  Superintendent  of  Documents, 
United  States  Government  Printing  Of- 
fice, Wa.shington  25.  D.  C.  Other  mate- 
rial is  also  released  in  mimeograph  form, 
and  interested  persons  may  have  their 
names  placed  on  the  Commission's  mail- 
ing lists  to  receive  ai»y  one  or  more  of 
the  several  classes  of  these  releases.  A 
classification  of  releases  appears  below 
as  Appendix  A  of  this  paragraph.  Copies 
of  certain  rules  and  regulations,  guides 
to  forms,  and  certain  reports  set  forth 
m  Appendix  B  of  this  paragraph  may  be 
"procured  from  the  Division  of  Adminis- 
trative Services.  Copies  of  the  statutes, 
certain  rules  and  regulations,  release 
compilations,  and  certain  reports  set 
forth  in  Appendix  C  of  this  paragraph 
may  be  procured  from  the  Superintend- 
ent of  Documents,  United  Slates  Gov- 
ernment Printing  Office.  Washington  25. 
D.  C.  The  CommLssion  has  published 
material  set  forth  in  Appendix  D  of  this 
paragraph  which  is  now  out  of  print  but 
may  be  examined  in  the  Commission's 
Washington  Office. 

The  Commission  also  publishes  its 
annual  report  to  the  Congress  which  sets 
forth  the  results  of  the  Commission's 
operations  during  the  past  fiscal  year 
under  the  various  statutes  committed  to 
its  charge.  The  Commission's  report  to 
the  Congress  for  the  fiscal  year  ended 
June  30.  1944.  surveyed  the  Commission's 
activities  and  operations  during  the  first 
ten  years  of  its  existence.  Printed  copies 
of  the  annual  reports  may  be  purchased 
from  the  Supertotendent  of  Documents. 
Government  Printing  Office,  Washington 
25.  D.  C.  Current  reports  not  available 
in  printed  form  at  the  Government 
Printing  Office  may  be  obtained  from  the 
Division  of  Administrative  Services. 

Appendix  A 

Mailing  lists  are  maintained  In  the  fol- 
lowing classifications  only: 

1.  The  Registration  Record.     A  daily  sum-' 
mary  of  all  the  registration  events  occurring 


•  Photocopies  of  any  material  filed  with  the 
Commission  and  available  for  public  inspec- 
tion will  be  sold  to  the  public  at  the  follow- 
ing rates  per  photocopy,  except  Registration 
Record  Reference  Cards,  whether  several 
copies  of  a  single  original  page  or  one  or 
more  copies  of  several  original  pages  are 
ordered :  10  cents  per  photocopy  of  each  page. 
for  all  copies  up  to  and  Including  100  in  a 


single  order;  7  cents  per  photocopy  of  each 
page,  for  all  copies  over  100  In  a  single  order. 

Estimates  as  to  prices  for  copies  and  the 
time  required  for  their  preparation  will  be 
furnished  upon  request.  Payment  should 
accompany  the  order.  If  practicable.  If  an 
order  Is  received  and  Insufficient  or  no  pay- 
ment accompanies  it,  Uie  party  requesting 
the  photocopies  will  be  mormed  of  the  actual 
charge  before  Ejreparatlon  of  the  photocdples 
La  started. 

Photocopies  of  Registration  Record  Refer- 
ence Cards,  which  comprise  a  dally  summary 
of  all  the  registration  events  occurring  under 
the  Securities  Act  of  1933  and  the  Trust 
Indenture  Act  of  1939  for  a  particular  corn- 
pan^,  win  be  sold  to  the  public  at  25  cents 
per  copy. 

Payment  must  be  made  in  cash,  or  by 
United  States  postal  money  order  or  certified 
bank  check  payable  to  the  Securities  and 
Exchange  Commission,  omitting  the  name 
or  title  of  any  official  of  the  Commission. 
Postage  stamps  will  not  be  accepted. 
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under   the   Securities   Act   of    1933   and    the 
Trust  Indenture  Act  of  1939. 

2.  Securities  Exchange  Act  of  1934.  Gists 
of  opinions,  orders,  hearing  notices,  rules, 
and  all  other  announcements  relating  to  this 
act.  but  excludes  any  announcements  (In- 
cluding rules)  relating  to  the  over-the- 
counter  securities  business. 

3.  Over -the -Counter  Securities  Business. 
Gists  of  opinions,  orders,  rules,  and  all  other 
announcements  relating  to  over-the-counter 
brokers  and  dealers. 

4.  Gv!ts  of  Holding  Company  Act  Releases. 

5.  Holding  Company  Act  Opinions.  Plus 
Gists.  Above  classifications  relate  to  releases 
under  the  Public  UtUlty  Holding  Company 
Act  of  1935.  including  opinions,  orders,  hew- 
ing notices,  rules,  and  all  other  announce- 
ments under  the  act.  for  which  the  two 
maUlng  lists  (4  and  5)  are  maintained.  Se- 
lection of  gists  only  Is  recommended  wher- 
ever they  win  serve  one's  needs. 

6.  Securities  Act  of  1933;  Trust  InAenture 
Act  of  1939.  Gists  of  opinions,  orders,  rules, 
and  all  other  announcements  relating  to 
these  acts,  but  excludes  the  Registration  Rec- 
ord and  any  announcements  (Including 
rules)  relating  to  oil  and  gas  royalty  securi- 
ties and  dealers. 

7.  Corporate  Reorganizations.  Gists  of  an- 
nouncements relating  to  the  Commission's 
activities  under,  and  advisory  reports  filed 
with  Courts  pursuant  to  Chapter  X  of  the 
Bankruptcy  Act.  as  amended. 

8.  Accounting  Releases.  Includes  published 
opinions  by  the  Chief  Accountant  and  other 
accounting  material. 

9.  Rules.  A  special  classification  for  those 
who  wish  to  receive  all  rules,  and  amend- 
ments to  all  rules,  adopted  under  all  of  the 
acts  administered  by  the  Commission. 

10.  Oil  and  Gas  Royalties  Securities  and 
Dealers.  Includes  all  announcements  and 
rules  relating  to  oU  and  gas  royalties  secu- 
rities and  dealers. 

11.  Investment  Advisers  Act  of  1940.  Gists 
of  opinions,  orders,  hearing  notices,  rules, 
and  all  other  announcements  relating  to  this 
act. 

12.  Investment  Company  Act  of  1940. 
Gists  of  opinions,  orders,  rules,  and  all  other 
announcements  relating  to  this  act. 

13.  Transaction  Summary.  A  monthly 
summary  of  security  transactions  and  hold- 
ings reported  under  the  provisions  of  the 
Securities  Exchange  Act  of  1934,  the  Public 
Utility  Holding  Company  Act  of  1935.  and 
the  Investment  Company  Act  of  1940  by  offi- 
cers, directors,  and  certain  other  Individuals. 

14.  Securities  Traded  on  Exchanges.  An- 
nual directory  and  monthly  supplements  of 
securities  traded  on  national  securities  ex- 
changes. 

15.  Trading  Data  on  New  York  Exchanges. 
Issued  weekly  presenting  dally  round-lot  and 
odd-lot  transactions  effected  on  the  New  York 
Stock  Exchange  and  the  New  York  Curb 
Exchange.  (Material  also  Included  In  Sta- 
tistical Bulletin.) 

16.  Individuals'  saving.  Releases  Issued 
quarterly  presenting  data  on  the  Volume 
and  Composition  of  Individuals*  Saving. 
(Material  also  Included  In  Statistical 
Bulletin.) 

17.  Plant  and  equipment  expenditures. 
Releases  Issued  quarterly  presenting  data  on 
plant  and  equipment  of  U.  8.  business,  both 
actual  and  anticipated.  (Material  also  In- 
cluded In  Statistical  Bulletin.) 

18.  Industrial  financial  data.  Quarterly 
releases  presenting  (a)  balance  sheet  and 
Income  data  for  all  U.  8.  Manufacturing  Cor- 
porations, a  Joint  study  of  SEC  and  Federal 
Trade  Commission;  and  (b)  data  on  Net 
Working  Capital  of  all  U.  S.  Corporations. 
(Working  Capital  data  also  Included  in  Sta- 
tistical Bulletin.) 

19.  Statistical  Bulletin.  Issued  monthly, 
presenting  analyses  of  registrations  and  un- 
derwritlng3  of  securities;    of  new   sectultles 
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offered  for  caah  sale;  of  trading  on  stock 
exchanges,  round-lot  and  odd-lot  trading  on 
New  York  exchanges,  special  offerings,  and 
secondary  offerings  by  exchange  members; 
and  other  financial  data.  Including  that  re- 
leased under  Classification  15.  16.  17,  and 
Working  Capital  data  under   18. 

20.  Working  capital,  registered  companies. 
Supplemental  schedules  Issued  semi-annu- 
ally showing  detailed  working  capital  figures 
for  registered  companies  reporting  to  the 
Commission. 

21.  Survey  series  annual  reports.  An- 
nouncements of  and  summarized  data  In- 
cluded In  reports  compiled  by  SEC  Survey 
of  American  Listed  Corporations,  containing 
data  (by  company  and  by  Industry)  con- 
tained In  corporate  reports  filed  with  the 
Commission.  Survey  Reports  available  for 
Inspection  only  In  SEC  offices  and  selected 
list  of  libraries. 

22.  Survey  series  quarterly  sales  data. 
Compilation  of  quarterly  sales  data  reported 
by  listed  companies  (two  releases.  Issued 
quarterly;  one  showing  aggregate  quarterly 
sales  figures  for  last  five  quarters  and  the 
other  individual  company  and  Industry 
figures  for  last  two  quarters  and  previous 
year's   comparable  quarter ) . 

23.  Survey  series  investment  company 
data.  Includes  quarterly  data  on  open-end 
and  closed-end  investment  companies  filing 
reports   with   the   Commission. 

24.  Survey  series  annual  data  on  brokers 
and  dealers.  Includes  principal  resources 
and  liabilities  of  brokers  and  dealers  regis- 
tered with  the  Commission  showing  aggre- 
gate data  for  all  brokers  and  dealers  report- 
ing, for  New  York  Stock  Exchange  Members, 
and  for  firms  in  each  of  ten  geographical 
areas. 

25.  Table  of  decisions  and  reports.  A  pe- 
riodic Index  to  decisions  and  reports  made 
public  by  the  Commission  and  not  currently 
available  in  bound  volume. 

Appxnoix   B 

Copies  of  the  material  listed  below  may 
be  procured  from  the  Division  of  Administra- 
tive Services  of  the  Commission: 

Rules,   regulations,  and  forms 

Guide  to  Forms  Adopted  under  the  Securi- 
ties Act  of  1933. 

Guide  to  Forms  Adopted  under  the  Securi- 
ties Kzcbange  Act  of  1934. 

General  Rules  and  Regulations  under  the 
Trust  Indenture  Act  of  1939. 

General  Rules  and  Regtilatlons  under  the 
Investment  Company  Act  of  1940. 

Uniform  System  ol  Accounts  for  Mutual 
Service  Companies  and  Subsidiary  Service 
Companies. 

Uniform  System  of  Accounts  for  Public 
Utility  Holding  Companies. 

Reports  submitted  by  the  Commission  to  the 
Congress 

Report  on  the  Feasibility  and  Advisability 
of  the  Complete  Segregation  of  the  Func- 
tions of  Dealer  and  Broker  (1936). 

Report  on  Proposals  for  Amendments  to 
the  Securities  Act  of  1933  and  the  Securities 
Exchange  Act  of  1934  ( 1941 ) . 

Reports  submitted  by  the  several  divisions 
to  the  Commission. 

Report  on  Secondary  Distributions  of  Ex- 
change Stocks   (1942). 

Statistical  and  other  data 

Cost  of  Flotation  for  Small  Issues — 1925- 
89  and   1935-38. 

Cost  of  Flotation  lor  Registered  Securi- 
ties—1938-39.  1940-41. 

Work  of  the  Securities  and  Exchange  Com- 
mission. (This  pamphlet  describes  briefly 
the  duties  and  activities  of  the  Commission.) 

Miscellaneous 

List  of  Companies  Registered  under  the  In- 
Testment   Company   Act   of    1940   Including 


NOTICES 

Classification,  Date  of  Registration,  and  Se- 
curities and  Exchange  Commission  File 
Number. 

Appkndix  C 

The  following  publications  may  be  pur- 
chased from  the  Superintendent  of  Docu- 
ments. United  States  Government  Printing 
Office,  Washington  25.  D.  C: 

Acts  Price 

Securities  Act  of  1933.  as  amended $0. 10 

Securities    Exchange    Act   of    19S4.    as 

amended .  10 

Public  Utility  Holding  Company  Act  of 

1935 .  10 

National  Bankruptcy  Act.  as  amended 

June  22,  1938 .16 

Trust  Indenture  Act  of  1939 .10 

Investment  Company  Act  of  1940 1  .- 

Investment  Advisers  Act  of  1940  J 

Rules  and  regulations 

General  Rules  and  Regulations  under 

the  Securities  Act  of  1933 .16 

General  Rules  and  Regulations  under 

the  Securities  Exchange  Act  of  1934.        .  26 

Regulation  S-X  Form  and  Content  of 
Financial    Statements  i .    under    the 
Securities  Act  of  1933.  the  Securities    , 
Exchange  Act  of  1934,  and  the  Invest- 
ment Copipany  Act  of  1940 .25 

General  Rules  and  Regulations  under 
the  Public  Utility  Holding  Company 

Act  of  1935 — .15 

Rules  of  Practice .06 

Compilation  of  releases 

Compilation  of  Accounting  Series  Re- 
leases, to  and  including  Aug.  5,  1947. 

(Nos.  1  to  63.  Inclusive) 35 

Accounting  Series  Release  No.  64 .  10 

Accounting  Series  Release  No.  68 .06 

Accounting  Series  Release  No.  66 .05 

Decisions  and  reports  of  the  Com- 
mission (buckram  bound) 

Volume    1    (July   2,    1934,   to   Dec.   31. 

1936) 1  76 

Volume   2    (Jan.    1.    1937.   to   Dec.   31, 

1937) 1  75 

VolunAe   3    (Jan.    1,    1938,    to   Oct.    31. 

1938) ^ f- 1.76 

Volume  4    (Nov.    1,    1938.   to  May   31. 

1939) a.  00 

Volume  6   (June  1.  1839.  to  Sept.  30, 

1939) - 2.00 

Volume   0    (Oct.   1,   1B39,   to  Mar.  81, 

1940) 2.00 

Volume   7    (Apr.   1.   1940.   to   Aug.   31. 

194D) 2.00 

Volume  8   (Sept.   1.  1940.  to  Mar.  31. 

1941) 2.00 

Volume  9    (Apr.   1,   1941,   to  Aug.   31. 

1941)     2.00 

Volume  10   (Sept.  1,  1941,  to  Feb.  28. 

1942) 2.50 

Volume   11   (Mar.  8.  1942.  to  Aug.  31. 

1942) 3.80 

Volume  12   (Sept.  1.  1942,  to  Mar.  31, 

1943) 3.00 

Volume  13    (Apr.  1,  1943,  to  Aug.  16. 

1943) 2.60 

Volume  14  (Aug.  %  1943.  to  Dec.  16, 

1943)     - 3.25 

Judicial  deciaionr-  « 

Volume  1  (buckram  bound  volume 
comprising  court  decisions,  reported 
and  unreported,  in  civil  and  criminal 
cases  Involving  statutes  adminis- 
tered by  the  Commission  to  Dec.  31,  ' 
1939) 2.00 

Reports  submitted  by  the  Commission  to  th* 
Congress 

Annual  Reports  of  the  Commission. 
These  reports  number  13  to  date:  the 
tenth  Inclucjes  a  •Ten  Year  Survey" 
of  the  w<5T#  and  activities  of  the 
Conunlsslon  (prices  submitted  upon 
request ) . 


Reports  submitted  by  th«  Commission  to  the 

Congress — Continued 
Report  on  the  Study  and  Investiga- 
tion of  the  Work,  Activities.  Per- 
sonnel, snd  Functions  of  Protec- 
tive and  Reor^anlration  Commit- 
tees: 
Part  I.  Strategy  and  "iychnlques  of 
Protective      and      Reorganization 

Conamltteea   (1937) tl.OO 

Part  II.  Committees  and  ConQ^ts  of 

Interest   (1937)..- .60 

Part  in.  Committees  for  the  Hold- 
ers of  Real  Estate  Bonds  (1936)-.       .25 
Part  IV.  Committees  for  Holders  of 
Municipal     and     Quasi-Municipal 

Obligations  (1936) .15 

Part  V.  Protective  Committees  and 
Agencies  for  Holders  of  Defaulted 
Firelgn       Governmental       Bonds 

(1937) ---     1.00 

Part  VI.  Trustees  Under  Indentures 

(1936) : 20 

Part  VII.  Management  Plans  With- 
out Aid  of  Committees  (1938) .60 

Part  VIII.  A  Summary  of  the  Law 
Pertaining  to  Equity  and  Bank- 
ruptcy Reorganizations  and  of 
the  Commission's  Conclusions  and 

Recommendations    ( !940 ) .60 

Report  on  the  Study  of  Investment 
Trusts  and  Investnvent  Compa- 
nies; 
Pert  1  The  Natiu-e.  Classifications, 
and  Origins  of  Investment  Trusts 
and        Investment        Companies 

(1838)    1.20 

Part  2.  Statistical  Survey  of  Invest- 
ment Trusts  and  Investment  Com- 
panies   (1939).-- 1.25 

Part  3.  Abuses  and  Deficiencies  In  the 
Organization  and  Operation  of 
Investment  Trusts  and  In- 
vestment Companies: 

Chapters  1  and  2  (1939) .._     1.00 

Chapters  3  and  4.  and  6  (1939)...     1.00 

Chanter  6  (1940) 100 

Chapter  7  (1941) ---       .38 

Part  4.  Control  and  Influence  Over 
Industry  and  Bconomlc  Signifi- 
cance of  Investment  Companies: 

Chapters  1  and  2  (1941)... .46 

Part  5.  Conclusions  and  Recom- 
mendations (1941)  (parts  4  and  6 
are  Included  In  one  book) .48 

Reports  submitted  by  the  Commission  to  th» 
Congress 

Supplemental  rejxirts  Issued  In  con- 
nection with  the  Report  on  the 
Study  of  Investment  Trusts  and 
Investment  Companies: 

Investment  Triuta  In  Great  Britain 

(1939)**". .16 

Investment  Counsel,  Investment 
Management.  Investment  Super- 
visory, aftd  Investment  Advisory 
Services  (1939)  (Out  of  print,  but 
may  be  examined  at  the  Commis- 
sion's central  hfflce) .15 

Commingled  or  Common  Triist 
Funds  Administered  by  Banks  and 
Trust  Comijanles  (1939). 10 

Fixed     and     Semifixed    Investment 

Trusts   (1940) .40 

Companies   Sponsoring    Installment 

Investment  Plans  (1939) -.. .28 

Companies  lEsulnp  Pace  Amount  In- 
sUllment  Certificates  (1940) .28 

A  Proposal  to  Safeguard  Investors  in 
Unregistered  Securities,  recom- 
mending amendments  to  the  Se- 
curities Exchange  Act  of  1934 
(1946)    - 16 

Reports  of  investigations 
In    the    matter    of    Richard    Whitney 
et  al.: 
Volume  1.  Report  of  the  Commission 

(1938)    20 

Volume     2.  Transcript    ot    Hearing 

(1938) 1.00 

Volume  3.  Exhibits  (1038) 68 
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Appendix  D 

The  following  material  has  been  published 
but  is  now  out  of  print;  it  may  be  examined 
In  the  Commission's  Washington  Office  or  (In 
some  Instances)  at  Depository  Libraries: 

Compilation  of  Releases  under  the  Secu- 
rities Act  of  1933,  to  and  including  December 
31,  1936. 

Compilation  of  Releases  under  the  Securi- 
ties Exchange  Act  of  1934.  to  and  Including 
December  81,  1936. 

Compilation  of  Releases  under  the  Public 
Utility  Holding  Company  Act  of  1935.  to  and 
Including  December  31.  1936. 

Report  on  Trading  in  Unlisted  Securities 
upon  Exchanges,  recommending  amendments 
to  the  Securities  Exchange  Act  of  1934  ( 1936) . 

Report  on  Protection  of  Clients'  Securities 
and  Funds  In  Custody  of  Investment  Ad- 
visers, recommending  amendments  to  the 
Investment   Advisers   Act   of    1940    (1945). 

Report  on  the  Problem  of  Maintaining 
Arms-Length  Bargaining  and  Competitive 
Conditions  In  the  Sale  and  Distribution  of 
Securities  of  Registered  Public  Utility  Hold- 
ing Companies  and  Their  Subsidiaries  ( 1940 ) . 

Report  on  Floor  Trading,  also  supplemen- 
tal report  on  Floor  Trading  on  the  New  York 
Exchanges  (1945). 

Report  on  Financial  Statements  of  Man- 
agement Investment  Companies  (1946). 

Selected  Statistics  on  Seonrltles  and  Ex- 
change Markets. 

Official  Summnry  of  Holdings  of  Officers. 
Directors,  and  Principal  Stockholders  as  of 
December  31.  1935. 

Charts  Showing  Location  of  Operating 
Electric  and  or  Gas  Subsidiaries  of  Regis- 
tered Public  Holding  Companies  (1939). 

Dividend  Status  of  Preferred  Stocks  of  Reg- 
istered Public  Utility  Holding  Companies  and 
Their  EHectrlc  and  Gas  Utility  Subsidiaries 
as  of  December  31.  1938. 

In  the  Matter  of  McKesson  &  Robblns, 
Inc.: 

Volume  1.  Testimony  of  Expert  Witnesses 
(1939). 

Volume  2.  Report  on  Investigation  (1940). 

Appendix  E 

The  following  Is  a  list  of  Senate  and  House 
Committee  Reports  and  Documents  on  legis- 
lation administered  by  the  Commission: 

Securities  Act  of  1933 

73d  Congress.  1st  session: 
Senate   Report   No.   47    (to   accompany   S. 

875). 
Senate   Report   No.   41    (to   accompany   S. 

882). 
House    Report    No.    85    (to   accompany    S. 

5480 ) . 
House   Conf.   Report   No.    152    (to  accom- 
pany H.  R.  5480). 
74th  Congress,  1st  session: 
Senate  Report  No.  482    (to  accompany  S. 

1629). 
House  Report  No.  1645   (to  accompany  S. 

16291. 
76th  Congress,  1st  session: 
Senate  Report  No.  248   (to  accompany  S. 

2065). 
House  Reuort  No.  1049  (to  accompany  H. 

R%s.  248). 
H juse  Report  No.   1016   (to  accompany  S. 

2065). 
79fh  Congress.  1st  session: 
Senate  Report  No.   110   (to  accompany  S. 

681). 
Senate  Report  No.  123   (to  accompany  S. 

62). 
House  Report   No.   489    (to  accompany   S. 

62). 

Securities  Exchange  Act  of  1934 

73d  Congress,  2d  session : 
Senate  Report  No.  1455  (to  accompany  S. 
Res.  84   |72d  Cong.],  56  and  97). 
S;;nate  Report  No.  792   (to  accompany  S. 
3420). 
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House  Report  No.  1383  (2  parts)  (to  ac- 
company H.  R.  9323). 

House  Conf.  Report  No.  1838  (to  accom- 
pany H.  R.  9323). 

Senate  Document  No.  185   (to  accompany 
H.  R.  9323). 
74th  Congress,  Ist  session : 

House   Document   No.    85    (to   accompany 
H.  R.  9323  1 73d  Cong.]). 
74th  Congress,  2d  session: 

Senate  Report  No.  1739  (to  accompany  S. 
4023). 

House  Report  No.  2601    (to  accompany  S. 
4023). 
75th  Congress,  3d  session : 

Senate  Report  No.  1455  (to  accompany  S. 
3255). 

House  Report  No.  2307    (to  accompany  S. 
3255). 
78th  Congress,  2d  session : 

Senate  Report  No.  542  (to  accompany  S. 
1146). 

House  Report  No.  1150  (to  accompany  S. 
1146). 

Public  Utility  Holding  Company  Act  of  1935 

74th  Congress.  1st  session: 

Senate  Report  No.  1272  (to  accompany  S. 
Res.  165). 

Senate  Report  No.  621  (2  parts)  (to  accom- 
pany S.  2796). 

House  Report  No.  1438  (to  accompany  H. 
Res.  288). 

House  Report  No.  1443  (to  accompany  H. 
Res.  284). 

House  Report  No.  1318  (2  parU)  (to  ac- 
company S.  2796). 

House  Conf.  Report  No.  1903  (to  accompany 
S.  2796). 

House  Document  No.  137  (to  accompany 
S.  2796). 

Corporate  Reorganization  Act  of  1938 

75th  Congress.  1st.  2d  and  3d  sessions: 

Senate  Report  No.  1916  (2  parts)  (to  accom- 
pany H.  R.  8046). 
House  Report  No.  1409  (to  accompany  H.  R. 
8046). 

Trust  Indenture  Act  of  1939 

76th  Congress,  1st  session: 

Senate  Report  No.  248    (to  accompany  S. 

2065). 
House  Report  No.  1049   (to  accompany  H. 

Res.  248). 
House  Report  No.  1016   (to  accompany  S. 

2065). 

Investment  Company  and  Investment 
Advisers  Act  of  1940 

76th  Congress.  3d  session: 

Senate  Report  No.  1775   (to  accompany  S. 

4108). 
House  Report  No.  2639  (to  accompany  H.  R. 
10065). 

(b)  Submittals.  All  required  state- 
ment.s,  reports,  applications,  etc.,  must 
be  filed  with  the  central  office  of  the 
Commission,  except  that  (1)  fetters  of 
notification  filed  pursuant  to  Regulation 
A  <17  CFR.  230.220  et  seq.)  under  the 
Securities  Act  of  1933.  prospectuses,  filed 
pursuant  to  Regulation  A-M  (17  CFR, 
1945  Supp.  230.240)  under  the  Securities 
Act  of  1933.  and  reports  of  financial  con- 
dition by  exchange  members,  brokers,  and 
dealers  required  by  Rule  X-17A-5  (17 
CFR,  240.17a-5 )  under  the  Securities  Ex- 
chance  Act  of  1934  must  be  filed  with  the 
appropriate  regional  ofBce  as  provided  in 
Rules  222  (b)  (17  CFR.  230.222  (b))  and 
240  (f)  (17  CFR,  230.240  (f>)  under  the 
Securities  Act  of  1933  and  Rule  X-17A-5 
(17  CFR.  240.17a-5)  under  the  Securi- 
ties Exchange  Act  of  1934.  respectively; 
and  (2»  registration  statements  under 
the  Securities  Act  of  1933  and  applica- 
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tlons  for  qualification  of  trust  indentures 
under  the  Trust  Indenture  Act  of  1939 
may  be  filed  by  certain  registrants  and 
applicants  with  the  Regional  OflBces  at 
Cleveland  and  San  Francisco,  as  provided 
by  Rule  921  (17  CFR.  230.921)  under  the 
Securities  Act  of  1933  and  Rule  T-7A-3 
(17  CFR,  260.7a-3)  under  the  Trust  In- 
denture Act  of  1939,  respectively. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 
February  4,  1949. 

[F.    R.    Doc.    49-1000;    Filed.    Feb.    8,    1949; 
8:46  a.  m.) 


[File  Nos.  84-174.  70-1741] 
Sioux  City  Gas  and  Electric  Co.  et  al. 

NOTICE  OF  FILING,  ORDER  FOR  CONSOLIDA- 
TION, AND  NOTICE  OF  AND  ORDER  FOR 
HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  3d  day  of  February  1949. 

In  the  matter  of  Sioux  City  Gas  and 
Electric  Company,  Iowa  Public  Service 
Company,  Nebraska  Public  Service  Com- 
pany, Penn-Western  Service  Corpora- 
tion. File  No.  54-174;  Sioux  City  Gas  ancf 
Electric  Company,  South  Dakota  Public 
Service  Company,  Yankton  Gas  Com- 
pany. Pile  No.  70-1741. 

Notice  is  hereby  given  that  Sioux  City 
Gas  and  Electric  Company  ("Sioux 
City"),  an  Iowa  corporiation  which  is  a 
registered  holding  company  and  a  public 
utility  company.  Iowa  Public  Service 
Company  ("IPS"),  a  Delaware  corpora- 
tion which  is  a  direct  public  utility  sub- 
sidiary of  Sioux  City  and  also  a  regis- 
tered holding  company,  and  Nebra.ska 
Public  Service  Company,  a  Nebraska 
corporation  which  is  a  wholly  owned  pub- 
lic utility  subsidiary  of  IPS,  have  filed  a 
plan  of  merger  under  section  11  (e)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  (the  "act"),  for  compliance  with 
section  11  (b)  thereof.  The  application 
for  approval  of  the  plan  has  been  joined 
in  by  the  Penn-Western  Service  Corpo- 
ration, an  affiliated  service  company,  in- 
corporated in  the  State  of  New  York. 

Notice  is  further  given  that  Sioux  City, 
South  Dakota,  Public  Service  Company 
("South  Dakota"),  and  Yankton  Gas 
Company  ("Yankton"),  both  South  Da- 
kota corporations  and  wholly  owned  pub- 
lic utility  subsidiaries  of  Sioux  City,  have 
filed  joint  applications-declarations,  pur- 
suant to  sections**  (a)  (1).  10  and  12  (b>, 
(c»  and  (d)  of  the  act  and  Rules  U-42, 
43,  44,  45  and  46  thereunder,  proposing 
that  South  Dakota  and  Yankton  be  dis- 
solved and  liquidated  and  all  the  assets 
thereof  transferred  to,  and  the  liabilities 
thereof  assumed  by.  Sioux  City. 

Sioux  City  owns  approximately  66.32% 
of  the  outstanding  common  stock  of  IPS. 
Sioux  City  and  IPS  tosether  own  62.38% 
of  the  outstanding  common  stock  of 
Penn-Western  Service  Corporation,  the 
balance  of  which  is  owned  by  .subsidiaries 
of  Pennsylvania  Gas  &  Electric  Corpora- 
tion, a  registered  holdinp:  company. 
Sioux  City,  IPS  and  Pennsylvania  Gas 
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&  Electric  Corporation  were  formerly 
subsidiaries  of  Penn-Western  Gas  &  Elec- 
tric Company,  a  regi.stered  holding  com- 
pany which  was  liquidated  and  dissolved 
pursuant  to  an  order  of  this  Commission. 
The  outstanding  securities  of  Sioux 
City  and  IPS  as  of  December  29,  1948. 
were  as  follows: 


• 

Sioux  City 

IPS 

Lcntterm  dtU 

First  inort(!av<'  and  collateral 
truM  bonds: 

"^iT,  ScrUs  duo  1975 

$7.  Mfi,  nnn 
i.uuu.uio 

.T>;  Serirs  due  1978    

First  moriEapt'  bonds: 

2*4'';  ."'♦•rU'S  duf  1976 

.T";  Scries  due  1977      

3^'"i  Series  due  1978 

$13,750,000 

:<.  ."^M).  (UK) 

3,0110.0))!) 

Kotes      .. 

7U),00U 
3,800,000 

700,000 

CapUal  itock 

3.90^,'    cuniiilativp    preferred 
stock  Ctti.iKiO  shares  of  $liiO 
l>aT  value) -.     

3.7S''J     riimulative    |>referre<l 
st(K-k  (4'.'..VM»  sliares  of  $1(IU 
par  value)    

4.2»).000 

Coniinon  stock  (4W, 176  shares 
of  $12  SO  par  value) 

ComnKMi  stttek  (7»i9,065  shares 
of  SIS  Dar  vuluej    

8,352.200 

11,535,979 

All  interested  persons  are  referred  to 
said  plan  and  application.s-declarations 
which  are  on  file  in  the  offices  of  this 
Commission  for  a  statement  of  the 
transactions  therein  proposed.  The 
transactions  proposed  under  the  plan 
are  .summarized  as  follows: 

(a»  IPS  will  merge  into  Sioux  City 
which  will  become  the  surviving  corpo- 
rate entity  and  change  its  name  to  Iowa 
Public  Service  Company.  In  connection 
with  such  merger,  Sioux  City  will  assume 
the  debts  of  IPS  Including  its  bank  loans 
and  all  its  outstanding  bonds. 

In  said  merger  Sioux  City  will  acquire 
the  securities  of  Nebraska  Public  Service 
Company  which  will  thereafter  be  dis- 
solved and  liquidated  and  its  assets 
transferred  to  and  its  liabilities  assumed 
by  Sioux  City. 

(b)  A  supplemental  indenture  will  be 
executed  under  the  Mortgage  and  D?ed 
of  Trust  of  IPS  which  will  provide, 
among  other  things,  for  the  assumption 
of  the  bonds  of  IPS  by  Sioux  City  and 
for  the  issuance  of  two  new  series 
of  bonds  under  such  indenture.  One 
series,  to  be  designated  "Pir.st  Mortgage 
Bonds.  234%  Series  due  1975".  will  be 
Issued  in  an  aggregate  principal  amount 
of  $7,920,000  and  will  be  exchanged  dol- 
lar for  dollar  for  Sioux  City's  outstand- 
ing First  Mortgage  and  Collateral  Trust 
Bonds.  2^4%  Series  due  1975.  The  sec- 
ond series  will  be  designated  "First 
Mortgage  Bonds.  3%  Series  due  1978" 
and  will  be  issued  in  an  aggregate  prin- 
cipal amount  of  $1,000,000  and  will  be 
exchanged  dollar  for  dollar  for  Sioux 
City's  outstanding  First  Mortgage  and 
Collateral  Trust  Bonds.  3%  Series  due 
1978.  The  new  bonds  will  have  the  same 
Interest  rates.  Interest  payment  dates, 
maturity  dates  and  redemption  prices 
as  the  bonds  for  which  they  are  ex- 
changed. It  is  stated  that  the  exchanges 
of  bonds  will  be  made  In  such  manner 
that  nefther  gain  nor  loss  In  interest  to 
the  holders  thereof  will  occur  as  a  re- 
sult of  the  exchange.  A  sinking  fund 
similar  to  that  provided  for  the  Rrst 
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Mortgage  Bonds  3 '^4%  Series  flue  1978 
of  IPS  will  be  provided  for  each  of  the 
new  series.  The  filing  states  that  the 
supplemental  indenture  will  be  executed 
by  Sioux  City  with  the  Trustee  of  the 
Mortgage  and  Deed  of  Trust  of  IPS  in 
accordance  with  the  provisions  of  Article 
Fourteen  of  said  Mortgage. 

(c)  The  Agreement  of  Merger  will 
authorize  the  issuance  by  Sioux  City  of 
a  new  series  consisting  of  42,500  .shares 
of  $100  par  value  cumulative  preferred 
stock  whicli  shall  be  Issued  share  for 
share  in  exchange  for  the  outstanding 
preferred  stock  of  IPS.  The  new  series 
will  be  designated  as  "3.75%  Cumula- 
tive Preferred  Slock".  The  provisions 
for  preference  in  liquidation  and  re- 
demption prices  of  the  new  series  will 
be  the  same  as  those  of  the  outstanding 
3.757c  Cumulative  Preferred  Stock  of  IPS 
and  such  series  shall  otherwise  have  the 
preferences  and  rights  and  be  subject  to 
the  qualifications,  limitations  or  restric- 
tions of  such  rights,  as  are  presently  set 
forth  in  the  Articles  of  Incorporation,  as 
amended,  of  Sioux  City.  It  is  stated  that 
the  exchanges  of  the  shares  of  preferred 
stock  will  be  made  In  such  manner  that 
neither  gain  nor  loss  in  current  dividends 
to  the  holders  thereof  will  occur  as  a  re- 
sult of  the  exchange. 

^d)  The  Agreement  of  Merger  will 
provide  for  a  total  authorized  issue  of 
2.500,000  shares  of  common  stock  of  the 
surviving  corporation  with  a  par  value 
of  $5  per  share  <"new  common  stock"). 
The  new  common  stock  will  be  issued  to 
the  holders  of  Sioux  City  Common  Stock 
on  the  basis  of  2.2  shares  of  new  common 
stock  for  each  share  of  Sioux  City  Com- 
mon Stock  presently  outstanding,  and  to 
the  holders  of  IPS  Common  Stock  (other 
than  Sioux  City)  on  the  basis  of  one 
share  of  new  common  stock  for  each 
share  of  IPS  Common  Stock.  The  IPS 
Common  Stock  presently  owned  by  Sioux 
Cit^  will  be  cancelled.  Shares  of  the  new 
common  stock,  together  with  any  divi- 
dends which  have  become  payable 
thereon,  will  be  issued  only  upon  sur- 
render for  cancellation  of  the  shares  in 
exchange  for  which  they  are  issued. 

(e>  No  certificates  for  fractional 
shares  of  stock  will  be  issued.  In  lieu 
thereof,  non-dividend  bearing  and  non- 
voting scrip  certificates  representing 
fractional  shares  will  be  Issued.  Such 
scrip  certificates  in  combination  with 
other  scrip  certificates,  will  be  exchange- 
able for  full  shares  of  new  common  stock 
represented  thereby.  Sioux  City,  or  a 
designated  scrip  agent,  will  handle  or- 
ders placed  by  stockholders  for  the  pur- 
chase or  sale  of  scrip,  and  may  match 
or  combine  buying  and  selling  orders. 
The  plan  provides  that  scrip  certificates 
not  exchanged  for  full  shares  shall  be- 
come void  after  a  ijeriod  to  be  designated 
by  the  Board  of  Directors  of  Sioux  City. 
which  period  shall  be  not  less  than  five 
years. 

<f>  The  plan  provides  that  the  Board 
of  Directors  of  Sioux  City  shall  fix  a  date 
or  dates  for  the  proposed  exchange  of 
securities  and  that  such  date  or  dates 
shall  be  as  soon  as  practicable  after  the 
effective  date  of  the  plan.  After  the  date 
fixed  for  any  exchange  of  securities  un- 
der the  plan,  the  holders  of  the  securities 
required  to  be  so  exchanged  shall  be  en- 


titled to  receive  only  such  securities  and 
cash  If  any.  as  shall  be  distributable  to 
them  under  the  plan.  Up>on  the  expira- 
tion of  five  years  from  the  date  fixed  for 
any  exchange  of  securities,  any  of  tlie 
new  securities  remaining  unclaimed  by 
holders  of  the  old  securities,  including 
any  accrued  interest  or  unpaid  dividond.s 
thereon,  shall  become  the  property  of 
Sioux  City,  and  the  holders  of  any  .<;uch 
old  securities  shall  have  no  right  to  or 
claim  against  the  new  .securities  or  to  the 
accrued  interest  or  unpaid  dividends 
thereon. 

(g)  Sioux  City  and  IPS  will  cancel  all 
existing  contract  relations  with  Penn- 
Western  Service  Corporation  and  re- ell 
to  it.  at  a  price  to  be  supplied  by  amend- 
ment, all  stock  of  Penn-Western  Service 
Corporation  owned  by  them.  Penn- 
Western  Service  Corporation  in  turn 
proposes  to  repurchase  such  stock. 

(h)  The  plan  provides  that  no  per  on 
who  is  an  officer  or  director  of  Sioux  C.ty 
shall,  on  the  31st  day  after  the  effective 
date  of  the  plan,  be  at  that  time  an 
officer  or  director  or  be  eligible  for  elec- 
tion as  an  officer  or  director  at  the  nixt 
annual  stockholders'  meeting  thereof  of 
any  corporation  in  the  Pennsylvania  Ga.s 
L  Electric  Corporation  holding  company 
system  or  Penn-Western  Service  Cm- 
poration:  Provided,  however,  That  the 
foregoing  restriction  as  to  common  offi- 
cers and  directors  shall  not  be  effective 
to  prevent  specified  persons  who  are 
officers  or  directors  of  Sioux  City  from 
being  officers  or  directors  of  the  other 
aforementioned  companies  for  such  pe- 
riod or  periods  subsequent  to  any  su(  ti 
date,  as  may.  on  application,  be  approved 
by  the  Commission. 

<i)  Sioux  City  will  pay  all  expen.se<, 
fees  and  remuneration  for  services  ren- 
dered and  make  such  reimbursement  for 
proper  costs  incurred  In  connection  with 
the  plan  and  proceedings  relating  thereto 
as  the  Commission  shall  finally  det*  i- 
mine,  award,  allow  or  allocate  upon  ap- 
plication of  any  interested  person. 

Consummation  of  the  plan  Is  condi- 
tioned upon  specified  findings  to  be  made 
by  the  Commission  and  other  action  to 
be  taken  by  the  Commission,  by  an  ai- 
propriate  District  Court  of  the  Unitd 
States  and  by  the  Commis.'^ioner  of  In- 
ternal Revenue.  The  plan  provides  th;  t 
as  soon  as  practicable  after  conditio!.- 
precedent  to  its  consummation  have  b  >  n 
satisfied  the  Board  of  Directors  of  Sioux 
City  shall  declare  the  plan  effective. 

The  CommLssion  being  required  by  the 
provisions  of  section  11  (e)  of  the  act. 
before .  approving  any  plan  submitted 
thereunder,  to  find  after  notice  and  op- 
portunity for  hearing  that  the  plan  :i^ 
submitted,  or  as  amended,  is  necessary 
to  effectuate  the  provisions  of  subsection 
<b>  of  section  11.  and  is  fair  and  equi- 
table to  the  persons  affected  thereby;  and 

It  appearing  appropriate  to  the  Com- 
mLssion that  notice  be  given  and  a  he;; :  - 
ing  be  held  upon  said  plan  and  applic  - 
tions-declarations.  to  afford  all  interest,  d 
persons  an  opportunity  to  be  heard  with 
respect  thereto;  and 

It  further  appearing  to  the  Commi- 
.«;ion  that  the  foregoing  matters  under 
File  Nos.  54-174  and  70-1741  may  Involve 
common  questions  of  law  or  fact  and  that 
substantial  savings  cf  t  n?  and  expcn.-e 


Thursday,  February  10,  1949 

will  be  achieved  if  such  matters  are  con- 
solidated. 

It  is  ordered,  Tliat  the  proceeding  In 
the  matter  of  Sioux  City  Gas  and  Electric 
Company,  et  al..  File  No.  70-1741  be.  and 
it  hereby  is,  consolidated  with  the  pro- 
ceeding in, the  matter  of  Sioux  City  Gas 
and  Electric  Company,  et  al.,  File  No.  54- 

174. 

It  is  further  ordered.  That  a  hearing 
on  such  matters  under  the  applicable 
provisions  of  the  act  and  the  rules  there- 
under be  held  at  10  a.  m..  e.  s.  t..  on  March 
8.  1949  in  the  offices  of  the  Securities  and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.  in  such  room 
as  may  be  designated  on  that  day  by  the 
hearing  room  clerk  in  Room  101.  In  the 
event  that  amendments  to  the  plan  or 
to  the  applications-declarations  are  filed 
during  the  course  of  said  proceedings,  no 
notice  of  such  amendments  will  be  given 
unless  specifically  ordered  by  the  Com- 
mission. Any  iJerson  desiring  to  receive 
further  notice  of  the  filing  of  any  amend- 
ments should  request  such  notice  of  Sioux 
City  or  IPS.  Any  person  desiring  to  be 
heard  or  otherwise  wishing  to  participate 
in  these  consolidated  proceedings,  shall 
file  with  the  Secretary  of  the  Commis- 
sion, on  or  before  5:30  p.  m..  e.  s.  t., 
March  2.  1949.  a  written  request  relative 
tiiereto  as  provided  in  Rule  XVII  of  the 
rules  of  practice  of  the  Commission. 

It  is  further  ordered.  That  James  G. 
Ewell  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  the  hearing  in 
such  matters.  The  officer  so  designated 
to  pres^e  at  such  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted 
to  the  Commission  under  section"  18  'c> 
of  the  act  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Com- 
mission that  it  has  made  a  preliminary 
examination  of  the  plan  and  the  applica- 
tions-declarations and  that,  upon  the 
basis  thereof,  the  following  matters  and 
questions  are  presented  for  considera- 
tion without  prejudice  to  its  specifying 
additional  matters  and  questions  upon 
further  examination: 

(1)  Whether  the  plan,  as  submitted 
or  as  It  may  be  amended,  is  necessary 
to  effectuate  the  provisions  of  section 
11  (b»  of  the  act  and  is  fair  and  equita- 
ble to  the  persons  affected  thereby. 

<2»  Whether  the  exchanges  of  securi- 
ties proposed  in  the  plan  are  fair  and 
equitable  and.  in  particular,  whether  the 
amounts  of  new  common  stock  pro- 
posed to  be  issued  in  exchange  for  pres- 
rnt  common  stock  of  either  Sioux  City 
or  IPS  should  be  increased  or  decreased. 

(3)  Whether  and  to  what  extent  the 
plan,  as  submitted  or  as  it  may  be 
ameoded.  should  be  modified,  or  terms 
and  conditions  imposed,  to  ensure  ade- 
quate protection  of  the  public  interest 
and  the  interest  of  investor^  and  con- 
sumers, and  to  prevent  circumvention  of 
the  act  and  rules  and  regulations  there- 
under. 

(4)  Whether  the  accounting  entries 
In  connection  with  the  proposed  trans- 
actions are  appropriate  and  in  accord- 
ance with  sound  accounting  principles. 

(5)  Whether  it  is  necessary  to  im- 
pose   any    terms    or    conditions    with 
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respect  to  servicing  arrangements.  Inter- 
locking officers  or  directors,  and  Inter- 
company transactions. 

(6)  Whether  the  fees,  expenses  and 
other  remuneration  which  may  be 
claimed  in  connection  with  the  plan, 
and  transactions  Incident  thereto,  are 
for  necessary  services  and  are  reason- 
able in  amount. 

(7*  Whether  the  transactions  pro- 
posed In  such  plan  and  applications- 
declarations  comply  with  the  require- 
ments of  the  applicable  provisions  of  the 
act  and  the  rules  promulgated  there- 
under. 

It  is  further  ordered,  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  no- 
tice of  the  aforesaid  hearing  by  mailing 
copies  of  this  order  by  registered  mail  to 
Sioux  City  and  IPS.  the  Federal  Power 
Commission  and  the  Mayors  of  Sioux 
City  and  Waterloo.  Iowa;  that  notice 
shall  be  given  to  all  other  persons  by  gen- 
eral release  of  this  Commission,  which 
shall  be  distributed  to  the  press  and 
mailed  to  the  mailing  list  for  releases 
under  the  act.  and  that  further  notice 
be  given  to  all  persons  by  publication 
of  this  order  In  the  Federal  Register. 

It  is  further  ordered.  That  Sioux  City 
and  IPS.  respectively,  shall  mail  a  copy 
of  this  notice  and  order  to  each  of  its 
security  holders  (insofar  as  the  Identity 
of   such   security   holders   is   known   or 
available  to  Sioux  City  and  IPS)  at  least 
15  days  prior  to  the  date  set  for  hearing; 
and  that  Sioux  City  and  IPS  shall  enclose 
therewith  a  statement  that  Sioux  City 
and  IPS  may  modify  the  plan  by  amend-' 
ment  without  further  communication  to 
security  holders,  unless  otherwise  ordered 
by  the  Commission  or  unless  information 
with  respect  thereto  is  requested  by  indi- 
vidual stockholders  from  the  companies. 
It  is  further  ordered,  That  additional 
nntlce  shall  be  given  to  the  .security  hold- 
ers of  Sioux  City  and  IPS  by  publication 
once  a  week  for  two  consecutive  weeks, 
the  first  of  such  publications  to  be  made 
not  less  than  twenty  days  prior  to  the 
hearing  date  herein.  In  a  newspaper  of 
general  circulation  published  In  each  of 
the  Cities  of  New  York.  New  York.  Chi- 
cago. Illinois  and  Sioux  City.  Iowa,  in  a 
form  which  shall  be  submitted  to  the 
Commission  for  review  prior  to  publica- 
tion. 

It  is  further  ordered,  That  Jurisdiction 
be  and  is  hereby  reserved  to  separate, 
either  for  hearing.  In  whole  or  In  part,  or 
for  disposition,  in  whole  or  in  part,  any 
of  the  issues,  questions  or  matters  here- 
inbefore set  forth  or  which  may  arise  In 
this  proceeding,  or  to  consolidate  with 
this  proceeding  other  filings  or  matters 
pertaining  to  said  plan  or  to  take  such 
other  action  as  may  appear  necessary  or 
appropriate  to  an  orderly,  prompt  and 
economical  disposition  of  the  matters 
involved. 
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Laws  322,  671,  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6.  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order  12698] 

Fred  Asendorf 

In  re:  Estate  of  Fred  Asendorf,  de- 
ceased.   Pile  No.  F-28-2966. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Alice  Asendorf,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  Identified  in  subpara- 
graph 1  hereof,  in  and  to  the  estate  of 
Fred  Asendorf.  deceased.  Is  property  pay- 
able or  deliverable  to,  or  claimed  by  the 
aforesaid  national  of  a  designated  enemy 
country,  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  T.  Channon  Press 
and  Fred  Krumme.  as  executors,  acting 
under  the  judicial  supervision  of  the  Sur- 
rogate's Court,  Queens  County,  New 
York; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
identified  In  subparagraph  1  hereof  Is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1017;    Filed,    Feb.    9,    1949; 
8:51  a.  m.l 

f 


By  the  Commission 
[seal] 


[Vesting  Order  12709] 

Frank  Kanis 


Orval  L.  DuBois, 
Secretary. 

[F.    R.    Doc.    49-1002;    Piled,    Feb.    9.    1949; 
6:47  a.  m.] 


In  re:  Estate /of  Frank  Kanis,  a/k/a 
Franz  Kanis,  deceased.  File  No.  D-28- 
12194:  E.  T.  sec.  16407. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
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tlve  Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investlpatlon.  It  Is  hereby  found: 

1.  That  Mary  Schoenfelder  and  Alice 
Steminper,  the  names  Mary  and  Alice 
being  fictitious,  their  true  first  names 
being  unknown,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  < Germany*; 

2.  Thr.t  the  heirs,  names  unknown,  of 
Frank  Kinis,  also  known  as  Franz  Kanis. 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(G2rmany^ : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  the 
Estate  of  Frank  Kanis,  also  known  as 
Pranz  Kanis,  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Francis  J.  Mullisan, 
as  administrator,  acting  under  the  judi- 
cial supervision  of  the  Surrogate's  Court, 
New  York  County,  New  York; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  and 
the  heirs,  names  unknown,  of  Frank 
Kanis,  also  known  as  Franz  Kanis,  de- 
ceased, are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and. -it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-1018:    Filed.    Feb.    9.    1949; 
8:51  a.  m.| 


(Vesting  Order  12710) 
Mary  Klasen 


In  re:  Estate  of  Mary  Klasen.  deceased. 
Pile  No.  D-28-8323;  E.  T.  Sec.  9591. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Joseph  Klasen  and  Michael 
Welter,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
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tionals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Mary  Klasen,  deceased,  Is  property  pay- 
able or  deliverable  to.  or  claimed  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany); 

3.  That  such  property  Is  In  the  process 
of  administration  by  Margaret  Fien 
Richards,  as  administratrix  with  the  will 
annexed,  acting  under  the  judicial  su- 
pervision of  the  Probate  Court  for 
Houghton  County,  Michigan; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  per-sons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribe<f  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

(sEALl  David  L.  Bazelon, 

Assistant   Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1019;     Filed.    Feb.    9.    1949; 
8:51  a.  m.] 


laus)  Lleth,  deceased,  and  In  and  to  the 
trust  created  under  the  will  of  Nicholas 
(Nicholaus)  Lieth.  deceased,  is  property 
payable  or  deliverable  to.  or  claimed  by, 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

4.  That  such  property  Is  in  the  proc- 
es.=;  of  administration  by  R.  F.  Wertz  and 
Katherine  Lieth  Ehnl.  as  executors  and 
trustees,  acting  under  the  Judicial  super- 
vision of  the  Orphans'  Court  of  Alle- 
gheny County.  Pittsburgh.  Pennsylvania; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  .^bparagraph  1  hereof  and  the 
issue,  names  unknown,  of  John  D.  Lieth. 
of  Lena  Schieback  and  of  Katherine 
Ek;kert.  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  .«^uch  per^on.s 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  born 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  he!d,  u.'^f  d. 
administered,  liquidated,  sold  or  oth'r- 
wise  dealt  with  in  the  interest  of  and  lor 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949.  N 

Pt)r  the  Attorney  General. 

[SEALl  David  L.  Bzelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F     R.    Doc.    49-1020;    Filed,    Feb.    9,    1949; 
8:51  a.  m.l 


[Vesting  Order  12714] 
Nicholas  (Nicholaus)  Lieth 

In  re:  Estate  of  Nicholas  (Nicholaus) 
Lieth.  deceased,  and  trust  under  the  will 
of  Nicholas  (Nicholaus)  Lieth^eceased. 
Pile  No.  D-28-10538;  E.  T.  sec.'T6657,  and 
D-28-10538  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  Tha,t  John  D.  Lleth.  Lena  Schieback 
and  Katherine  Eckert,  whose  last  known 
address  Is  Germany,  sure  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
John  D.  Lieth.  of  Lena  Schieback  and 
of  Katherine  Eckert.  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Nicholas  (Nicho- 


f  Vesting  Order  12715] 

John  (Johanm)  Mich\el  Lochner 

In  re:  Estate  of  John  (Johann)  Mi- 
chael Lochner,  deceased.  Fl!e  No.  017- 
23793. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  It  is  hereby  found: 

1.  That  Katharina  Amon  and  Mar- 
garita Loehr,  Vt'hose  last  known  addi*  s 
is  Germany,  are  residents  of  Germany 
and  national  of  a  designated  enemy 
country  'Germany) ; 

2.  That  the  descendants,  names  un- 
known, of  Christine  Hoos,  deceased,  and 
the  descendants,  names  unknown,  of 
Adam  Lochner.  deceased,  except  Maria 
Lochner  and  Paul  Lochner.  resident';  of 
the  United  States,  who  there  Is  reason- 
able cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  all  claims  of  the  persons  iden- 
tified in  subparagraphs  1  and  2  herec  f, 
except  Maria  Lochner  and  Paul  Lochner. 
residents  of  the  United  States.  In  and  to 
the  assets  of  John  Michael  Lochni  r 
(Johann  Lochner)    at  the  time  of  his 


Thursday,  February  10,  1949 

death  and  all  claims  of  said  persons 
against  Alphonse  Amon,  Paul  Lochner 
and  Maria  Lochner,  and  each  of  them, 
ari.slng  by  reason  of  the  receipt  by  said 
Alphonse  Amon.  Paul  Lochner  and  Maria 
Lochner,  of  any  of  said  assets. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of-fr  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ;    / 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
descendants,  names  unknown,  of  Chris- 
tine Hoos.  deceased,  and  the  descendants, 
names  unknown,  of  Adam  Lochner,  de- 
ceased, except  Maria  Lochner  and  Paul 
Lochner.  residents  of  the  United  States, 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest, 

Tliere  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP     R.    Doc.    49-1021:    Filed,    Feb.    9.    1949; 
8:52  a.  m.| 
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West  Market  Street,  Wllkes-Barre.  Pennsyl- 
vania and  Z.  Piatt  Bennett.  4  North  Main 
Street.    Wllkes-Barre.   Pennsylvania, 

Appropriate    documents    and    papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington.  D.  C.  on 
February  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    49-1022;    Filed.    Feb.    9.    1949; 
8:52  a.  m.] 


[Return  Order  248] 
Gertrude  Philippovich 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  det»mi- 
nation,  be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant  and  Claim  No.,  Notice  of  Intention 
To  Return  Published,  Property 

Gertrude  Philippovich.  Gasthof  Breitmoos. 
MitterslU.  Land  Salzburg.  Austria,  Claim  No. 
6525:  December  11,  1948  (13  F.  R.  7698); 
•7.402.73  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim 
of  any  kind  or  character  whatsoever  ol 
Gertrude  H.  Philippovich  (nee  Robinson)  in 
and  to  the  trust  estate  created  under  the 
Will  of  Elizabeth  M.  Richardson,  deceased; 
C\)-trustees.    Miners    National    Bank,    &-18 


Henri  Michel  Meer  ani>  Martine  Meer 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C.  In- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 

Claimant,  Claim  No.,  and  Property 

Henri  Michel  Meer  and  Martine  Meer.  15 
Rue  Saint  Senoch,  Paris  17,  France;  36634; 
All  Interests  and  rights  created  in  Raymond 
Meer  ( to  the  extent  owned  by  Raymond  Meer 
Immediately  prior  to  the  vesting  thereof  by. 
Vesting  Order  No.  1511  subparagraph  (d),  8 
F.  R.  10526,  dated  July  28,  1943)  by  virtue  of 
an  agreement  dated  June  1,  1937  (Including 
all  modifications  thereof  and  supplements 
thereto.  If  any),  by  and  between  Raymond 
Meer  and  American  Security  Company  of 
Delaware  relating,  among  other  things,  to 
United  States  Patent  No.  1.999.337.  Including 
sums  accrued  thereunder  In  the  amount  of 
$8.000  00. 

Executed    at   Washington,   D.    C,   on 
February  4.  1949. 

For  the  Attorney  General. 

[SE.\L]  Harold  I.  Baynton.- 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-1023;    Filed,    Feb.    9,    1949; 
8:52  a.  m.] 
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amount  of  $460.56.  as  of  June  18,  1946, 
representing  commissions  earned  by  Iso- 
saburo  Muratanl.  deceased,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ;  » 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescri^ggp  section  10  of 
Executive  Order  9193.wTOended. 

Executed  at  Washington.  D.  C.  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assisiaiit  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-987;    Filed.    Feb.    t,    1949; 
8:56  a.  m.] 


[Vesting  Order  12742] 
Shiceki  Muratani 

In  re:  Debt  owing  to  Shigeki  Muratanl. 
File  No.  F-39-4832-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Shigeki  Muratanl,  whose  last 
known  address  is  Otowa,  Omizo-Machl. 
Takashlma-Gun.  Shlga-Ken,  Japan,  Is  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Shigeki  ^uratanl,  by  New 
York  Life  Insurance  Company,  51  Madl- 
soM|venue,  New  York,  New  York,  in  the 


[Vesting  Order  12743] 
^      TOKUMATSU  Muratani 

In  re:  Debt  owing  to  Tokumatsu 
Muratanl.    F-39-4831-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Tokumatsu  Muratanl.  whose 
last  known  address  is  Otowa^  Omizo- 
Machi.  Takahsima-Gun,  Shlga-Ken, 
Japan,  is  a  re.sident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  de.scribed  as  fol- 
lows-: That  certain  debt  or  other  obliga- 
tion owing  to  Tokumatsu  Muratani,  by 
New  York  Life  Insurance  Company,  51 
Madison  Avenue.  New  York,  New  York, 
in  the  amount  of  $2,604.78.  as  of  June  18. 
1946.  representing  a  mortuary  benefit 
payment,  pursuant  to  an  agreement  en- 
tered Into  between  the  aforesaid  New 
York  Life  Insurance  Company  and 
Isosaburo  Muratani.  deceased,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 
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Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan);  , 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  26.  1949.  f 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


\F.    R.    Doc. 


49-988:     Filed, 
8:56  a.  m.) 


Feb.    8.    1949; 


(Vesting  Order   12750] 

Fritz  Willeke  et  al. 

In  re:  Interest  in  real  property,  prop- 
erty insurance  policies  and  claim  owned 
by  Fritz  Willeke  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended^xec- 
utive  Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons,  whose  names  and 
last  known  addresses  appear  below,  are 
residents  of  Germany  and  nationals. of 
a  designated  enemy  country  (Germany) : 


Names  and  Last  Known  Addresses 

Prltz  Willeke,  Westphalia.  Germany. 
Lena  Montag,  Hanover,  Germany. 
William  Willeke.  Westphalia,  Germany. 
Anna  Maria  Willeke.  Westphalia,  Germany. 
Franz  Frederick  Willeke.  Westphalia.  Ger- 
many. 

Gertrude  Willeke,  Westphalia,  Germany. 
Theodore  Willeke.  Westphalia,  Germany. 
Fritz  Jesse,  Warsteln,  Germany. 
Joseph  Jesse,  Warsteln,  Germany. 
Louisa  Jesse.  Warsteln,  Germany. 
WUhelm  Jesse.  Warsteln,  Germany. 
Maria  Ostermann,  Warsteln.  Germany. 
John  Lefarth.  Westphalia.  Germany. 
Wilhelm  Lefarth,  Westphalia.  Germany. 
Frances  Pohle,  Westphalia.  Germany. 
Maria  Sauerland,  Westphalia,  Germany. 
Lena  Mueller.  Westphalia,  Germany. 

2.  That  the  ^roperty  de.scribed  as  fol- 
lows : 

a.  An  undivided  17/56ths  interest  in 
real  property  situated  in  the  City  of  St. 
Louis.  State  of  Missouri,  particularly  de- 
scribed in  Exhibit  A.  attached  hereto  and 
by  reference  made  a  part  hereof,  together 
with  all  hereditaments,  fixtures,  im- 
provements atid  appurtenances  thereto, 
and  any  and  all  claims  for  rents,  refunds, 
benefits  or  other  payments  arising  from 
the  ownership  of  such  property, 

b.  All  right,  title  and  interest  of  the 
persons  named  in  subparagraph  1  hereof, 
in  and  to  the  following  property  insur- 
ance policies: 

1.  Fire  and  Eictcnded  Coverage  Insur- 
ance Policy  No.  693643,  in  the  amount  of 
$4,000.00,  issued  by  Republic  Insurance 
Company.  3415  Cedar  Springs  Road,  Dal- 
las. Texas,  which  policy  expires  July  2, 
1951  and  insures  the  real  property  de- 
scribed in  subparagraph  2-a  hereof. 

2.  Owners  and  Tenants  Liability  P«*«- 
ley  No.  374290,  i.ssued  by  Fidelity  L  Casu- 
alty Company  of  New  York,  80  Maiden 
Lane.  New  York,  New  York,  which  policy 
expires  July  2,  1950  and  insures  the  real 
property  described  in  subparagraph  2-a 
hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  sub- 
paragraph 1  hereof,  by  Jos.  P.  Texier 
Realty  Company.  722  Chestnut  Street,  St. 
Louis.  Missouri,  arising  out  of  their  share 
of  the  rents  collected  from  the  real  prop- 
erty described  in  subparagraph  2-a  here- 
of, and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  de- 


liverable to,  held  on  behalf  of.  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  jjersons 
named  la  subparagraph  1  hereof  are  not 
within  a^esignated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  he  treated  as 
nationals  of  a  designated  enemy  country 
.(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  en- 
cumbrances and  other  rights  of  record 
held  by  or  for  persons  who  are  not  na- 
tionals of  designated  enemy  countries, 
and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

ExHiBrr  A 

A  lot  In  City  Block  number  twenty  nine 
hundred  and  sixteen  (2916)  of  the  City  of 
St.  Louis,  Missouri,  at  the  South  West  cor- 
ner of  Pennsylvania  Avenue  and  Fillmore 
Street  pointing  Ninety-eight  feet  five  Inches 
(98'  5  ")  on  the  West  Side  of  Pennsylvania 
Avenue  by  a  depth  along  the  South  side  of 
Fillmore  Street  of  one  hundred  and  thirty 
seven  feet  (137'). 


IF.    R.    Doc. 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER   10034 

Further  Exemption  of  John  Monroe 
Johnson  From  Compulsory  Retire- 
ment FOR  Age 

WHEREAS,  in  my  Judgment,  the  pub- 
lic Interest  requires  that  John  Monroe 
Johnson,  a  member  of  the  Interstate 
Commerce  Commission,  who  was  ex- 
empted by  Executive  Order  No.  9954  of 
April  26,  1948,  from  compulsory  retire- 
ment for  age  for  an  indefinite  period  of 
time  not  extending  beyond  the  expira- 
tion of  his  present  term  of  ofiBce  as  de- 
fined in  that  order,  be  further  exempted 
from  such  retirement  lor  age  as  pro- 
vided below: 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  201  of 
the  act  of  June  30,  1932,  47  Stat.  404  (5 
U.  S.  C.  715a),  I  hereby  further  exempt 
the  said  John  Monroe  Johnson  from 
compulsory  retirement  for  age  for  an  in- 
definite period  of  time  not  extending  be- 
yond the  duration  of  a  further  term  of 
office  as  a  member  of  the  Interstate  Com- 
merce Commission:  Provided,  that,  for 
the  purposes  of  this  order,  his  further 
term  of  office  shall  be  considered  as  ex- 
piring upon  the  appohitment  and  quali- 
fication of  his  successor. 

Harry  S.  Truman 


The  White  House, 

February  9,  1949. 

P.   R.   Doc.   49-1098;    Filed,   Feb. 
10:21  a.  m.l 


10,    1940; 


f-XECUTIVE  ORDER   1003S 

Designating  the  Honorable  Lxns  Negron- 
Fernandez  as  Acting  Judge  of  the 
District  Coxjrt  of  the  United  States 
FOR  Puerto  Rico  for  the  Year  1949 

By  virtue  of  the  authority  vested  in 
me  by  section  41  of  the  act  entitled  "An 
Act  to  provide  a  civil  government  for 
Puerto  Rico,  and  for  other  purposes," 
approved  March  2,  1917.  as  amended  by 
section  2  of  the  act  of  March  26.  1938, 
52  Stat.  118  (48  U.  S.  C.  863).  I  hereby 
designate  and  authorize  the  Honorable 
Luis  Negron-Fernandez.  Associate  Jus- 


tice of  the  Supreme  Court  of  Puerto  Rico, 
to  perform  and  discharge  the  duties  of 
Judge  of  the  District  Court  of  the  United 
States  for  Puerto  Rico,  and  to  sign  all 
necessary  papers  and  records  as  Acting 
Judge  of  the  said  Court,  without  extra 
compensation,  during  the  abserice,  ill- 
ness, or  other  legal  disability  of  the 
Judge  thereof,  during  the  year  1949. 

Harry  S.  Truman 

The  White  House, 

February  10.  1949. 

|F.   R.   Doc.   49-1099;    Filed,   Feb.    10,    1949; 
10:55  a.  in.) 

TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Mar- 
keting Administration  (Standards, 
Inspections,  Marketing  Practices), 
Department  of  Agriculture 

Part  62 — Processed  Fruits,  Vegetables, 
AND  Other  Products  (Inspection,  Cer- 
tification, and  Standards) 

united  states  standards  for  grades  of 

fruit   preserves    (OR   JAMS)  * 

On  March  18,  1948,  notice  of  proposed 
rule  making  was  published  in  the  Federal 
Register  (13  F.  R.  1408)  regarding  the 
revision  of  the  United  States  Standards 
for  Grades  of  Fruit  Preserves  (or  Jams) 
which  have  been  in  effect  since  May  15. 
1943.  After  consideration  of  all  relevant 
matters  presented,  including  the  pro- 
posals set  forth  In  the  aforesaid  notice, 
the  following  revised  United  States 
Standards  for  Grades  of  Fruit  Preserves 
(or  Jams)  are  hereby  promulgated  to 
become  eCfective  under  the  authority 
contained  in  the  Department  of  Agricul- 
ture Appropriation  Act,  1949  (Pub.  Law 
712.  80lh  Cong.,  awroved  June  19. 1948) : 

§  52.333  Fruit  preserves  (or  jams), 
(a)  "Fruit  preserves  (or  Jams)"  means 
pre.serves  or  Jams  as  defined  in  the  defi- 
nitions and  standards  of  identity  for 
preserves.  Jams   (21  CFR,  Cum.  Supp., 


'  The  requirements  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  pro- 
visions of  the  Federal  Pood,  Drug,  and  Cos- 
metic Act. 

(Continued  on  next  page) 
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TITLE  3— THE  PRESIDEFfT 
EXECUTIVE  ORDER    10034 

FrtTMER     IXEMFTION     OF    JOHN     lIONIOt 

Johnson   From   ConrvLsoiY   Rstui- 
IRNT  roR  Ace 

WHEREAS.  In  my  Judgment,  the  pub. 
lie  Jnterest  requires  that  John  Monroe 
Johnson.  •  member  of  the  Interstate 
Commerce  Commission,  who  was  ex- 
empted by  Executive  Order  No.  9954  of 
April  26,  1948.  from  compulsory  retire- 
ment for  age  for  an  indefinite  period  of 
time  not  extending  beyond  the  expira- 
tion of  his  present  term  of  office  as  de- 
fined In  that  order,  be  further  exempted 
from  such  retirement  lor  age  as  pro- 
vided below: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  201  of 
the  act  of  June  30,  1932,  47  Stat.  404  <5 
U.  8.  C.  715a),  I  hereby  further  exempt 
the  said  John  Monroe  Johnson  from 
compulsory  retirement  for  age  for  an  In- 
definite period  of  time  not  extending  be- 
yond the  duration  of  a  further  term  of 
office  as  a  member  of  the  Interstate  Com- 
merce Commission:  Provided,  that,  for 
the  purposes  of  this  order,  his  further 
term  of  office  shall  be  considered  as  ex- 
piring upon  the  appointment  and  quali- 
fication of  his  successor. 

Harry  S.  Truman 

Thi  White  House, 

February  9,  1949. 

[P.   R.   Doc.   4&-1098;    Filed,    Feb.    10,    19<8; 
10:21  a.  m.] 


EXECUTIVE  ORDER   10035 

Designating  the  Honorable  Luis  Negron- 
Pctnandez  as  Acting  Judge  of  the 
District  Court  or  the  United  States 
FOR  Puerto  Rico  for  the  Year  1949 

By  virtue  of  the  authority  vested  in 
me  by  section  41  of  the  act  entitled  "An 
Act  to  provide  a  civil  government  for 
Puerto  Rico,  and  for  other  purposes." 
approved  March  2,  1917,  as  amended  by 
section  2  of  the  act  of  March  26,  1938, 
52  Stat.  118  (48  U.  S.  C.  863),  I  hereby 
designate  and  authorize  the  Honorable 
Luis  Negron -Fernandez,  Associate  Jus- 


tic*  of  the  HiiprroM  Caurt  of  Puerto  Rtco. 
to  perform  and  dtadiargt  tho  duUci  of 
Judge  oC  the  DUtrlct  Court  of  tbe  United 
StAtes  for  Puerto  Rico,  and  to  klcn  all 
neceviary  papers  and  records  as  Acting 
Judge  of  the  said  Court,  without  extra 
compensation,  during  the  absence,  ill- 
ness, or  other  legal  disability  of  the 
Judge  thereof,  during  the  year  1949. 

Harry  8.  Truman 


The  White  House. 

February  10.  1949. 

P.   R.   Doc.   49-1099;    Piled.   Feb.    10, 
10:56  a.  m.| 


1949; 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Mar- 
keting Administration  (Standards, 
Inspections,  Marketing  Practices), 
Department  of  Agriculture 

Part  52 — Processed  Fruits,  Vegetables, 
AND  Other  Products  (Inspection,  Cer- 
tification, and  Standards) 

united  states  standards  por  grades  or 

FRUIT  PRESERVES    (OR   JAMS)  "* 

On  March  18.  1948,  notice  of  proposed 
rule  making  was  published  in  the  Federal 
Register  (13  P.  R.  1408)  regarding  the 
revision  of  the  United  States  Standards 
for  Grades  of  Fruit  Preserves  (or  Jams) 
which  have  been  in  effect  since  May  15. 
1943.  After  consideration  of  all  relevant 
matters  presented,  including  the  pro- 
posals set  forth  in  the  aforesaid  notice, 
the  following  revised  United  States 
Standards  for  Grades  of  Fruit  Preserves 
(or  Jams)  are  hereby  promulgated  to 
become  effective  under  the  authority 
contained  in  the  Department  of  Agricul- 
ture Appropriation  Act,  1949  (Pub.  Law 
712,  80lh  Cong.,  ai^roved  June  19, 1948) : 

8  52.333  Frufi  preserves  (or  jams). 
(a)  "Fruit  preserves  (or  jams)"  means 
preserves  or  jams  as  defined  In  the  defi- 
nitions and  standards  of  identity  for 
preserves,  jams   (21  CFR,  Cum.  Supp., 


'  The  requirements  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  pro- 
visions of  the  Federal  Food,  Drug,  and  Cos- 
metic Act. 

(Continued  on  next  page) 
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29.0),   issued  pursuant  to  the  Federal 
Food.  Drug,  and  Cosmetic  Act. 

(1>  The  soluble  solids  for  fruit  pre- 
serves (or  Jams)  in  Group  I  (see  para- 
graph (c)  of  this  section)  are  not  less 
than  68  percent. 

(2)  The  soluble  solids  for  fruit  pre- 
serves (or  Jams)  in  Group  n  (see-para- 
graph (c)  of  this  section)  are  not  less 
than  65  percent. 

(b)  Types  of  fruit  preserves  (or 
jams)— (I)  Type  I.  Fruit  preserves  (or 
Jams)  that  are  prepared  from  a  single 
fruit  (except  apjrie)  listed  in  Group  I  or 
Group  n  are  prepared  from  "Type  I." 


(2)  Type  II.  Fruit  preserves  (or  Jams) 
that  are  more  than  a  single  fruit  listed 
In   Group  I  and  Group  II  are  "Type 

(c)  Kinds  of  fruit  preserves  (or  jams) 
according  to  Oroup  I  or  Group  II  desig- 
nation. 

Gtour  I 

Any  one  singly  or  In  combination  with  not 
more  than  four  of  the  following:* 

Blackberry  (other  than  dewberry). 

Black  raspberry. 

Blueberry. 

Boysenberry.  • 

Cherry. 

Crabapple. 

Dewberry   (other  than  boysenberry,  longan- 

berry  and  youngBerry). 
Elderberry. 
Orape. 
Grapefruit. 
Huckleberry. 
Loganberry. 
Orange. 
Pineapple. 

Raspberry,  red  raspberry. 
Rhubarb. 
Strawberry. 
Tangerine. 
Tomato. 
Yellow  tomato. 
Youngberry. 

Oboup  n 

Any  one  singly  or  In  combination  with  not 
mors  than  four  of  the  following  frulU  and 
fruits  In  Group  I:  • 

Apple  (Type  U  only). 

Apricot. 

Cranberry. 

Damson,  damson  plum. 

Fig. 

Gooseberry. 

Greengage,  greengage  plum. 

Guava. 

Nectarine. 

Peach  (clingstone  and  freestone). 

Pear. 

Plum  (other  than  greengage  plum  and  dam- 
son plum). 

Quince. 

Red  currant,  currant  (other  than  black 
currant). 

(d)  Grades  of  fruit  preserves  (or  jams) . 
(1)  "U.  S.  Grade  A"  or  "U.  8.  Fancy"  Is 
the  quality  of  fruit  preserves  (or  jams) 
that  possess  a  good  consistency;  possess 
a  practically  uniform,  good  typical  color; 
are  practically  free  from  defects;  possess 
a  distinct  and  normal  flavor,  and  score 
not  less  than  85  points  when  scored  in 
accordance  with  the  scoring  systenj  out- 
lined In  this  section :  Provided.  That  any 
fruit  preserves  (or  jam),  with  respect  to 
which  the  total  score  for  th^  product  is 
not  less  than  85  points  when  scored  in 
accordance  with  the  scoring  system  out- 
lined in  this  section,  may  possess  a  rea- 
sonably good  consistency  and  a  reason- 
ably good  and  normal  flavor. 

(2)  "U.  S.  Grade  B"  or  'U.  S.  Choice" 
Is  the  quality  of  fruit  preserves  (or  jams) 
that  possess  a  reasonably  good  consist- 
ency; posse.ss  a  reasonably  uniform,  rea- 
sonably good  typical  color;  are  reason- 
ably free  from  defects;  possess  a  reason- 
ably good  and  normal  flavor;  and  score 
not  less  than  70  points  when  scored  In  ac- 
cordance with  the  scoring  system  out- 
lined In  this  section. 


•  In  accordance  with  the  limits  specified  in 
the  definitions  and  standards  of  Identity  for 
preserves.  Jams.     (21  CFR.  Cum.  Supp.,  29.0) 
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(S)  -U.  8.  Grade  D"  or  "Substandard" 
Is  the  quality  of  fruit  preserves  (or  Jams) 
that  fail  to  meet  the  requirements  of 
U.  6.  Grade  B  or  U.  S.  Choice. 

(e)  Recommended  fill  of  container. 
The  recommended  fill  of  container  is  not 
Incorporated  in  the  grades  of  the  finished 
product  since  fill  of  container,  as  such, 
is  not  a  factor  of  quality  for  the  purpose 
of  these  grades.  It  is  recommended  that 
the  container  be  filled  with  fruit  pre- 
serves (or  Jams)  as  full  as  practicable 
without  impairment  of  quality  and  that 
the  product  occupy  not  less  than  90  per- 
cent of  the  capacity  of  the  container. 

(f)  Ascertaining  the  grade.  The 
grade  of  fruit  preserves  (or  Jams)  Is  as- 
certained by  considering,  in  addition  to 
the  minimum  score  requirement  of  the 
grade,  the  respective  ratings  of  the  fac- 
tors of  consistency,  color,  absence  of  de- 
fects, and  flavor.  The  relative  import- 
ance of  each  factor  is  expressed  numeri- 
cally on  the  scale  of  100.  The  maximum 
number  of  points  that  may  be  given  each 
factor  Is: 

Factors:  Points 

(1)  Consistency' 20 

(2)  Color    30 

(3)  Absence  of  defects 40 

(4)  Flavor 20 

Total  score 100 

(g)  Ascertaining  the  rating  for  each 
factor.  The  essential  variations  within 
each  factor  are  so  described  that  the 
value  may  be  ascertained  for  each  factor 
and  expressed  numerically.  The  numeri- 
cal range  for  the  rating  of  each  factor  is 
Inclusive  (for  example,  "17  to  20  points" 
means  17,  18,  19,  or  20  points). 

(1)  Consistency.  The  factor  of  con- 
sistency refers  to  the  extent  of  the  dis- 
persion and  size  of  the  fruit  or  fruit  par- 
ticles throughout,  and  the  gel  strength  of, 
the  product. 

(i)  Fruit  preserves  (or  jams)  that  pos- 
sess a  good  consistency  may  be  given  a 
score  of  17  to  20  points.  "Good  con- 
sistency" means  that  the  fruit  or  fruit 
particles  are  dispersed  uniformly 
throughout  the  product;  and  that  the 
product  is  a  tender  gel  or  may  possess 
no  more  than  a  very  slight  tendency  to 
flow,  except  that  a  slightly  less  viscous 
consistency  may  be  present  when  the 
fruit  is  chiefly  in  the  form  of  whole  units 
or  large  pieces.  Fruit  preserves  (or 
Jams)  which  possess  a  good  consistency 
may  be  given  a  score  of  20  points  if  the 
fruit  and  fruit  particles  are  in  the  form 
of  substantially  whole,  partially  whole, 
or  large  pieces. 

(ii)  If  the  fruit  preserves  (or  Jams) 
possess  a  reasonably  good  consistency,  a 
score  of  14  to  16  points  may  be  given. 
"Reasonably  good  consistency"  means 
that  the  fruit  or  fruit  particles  are  dis- 
persed reasonably  uniformly  throughout 
the  product;  and  that  the  product  may 
be  flrm  but  not  rubbery  or  may  be  no- 
ticeably viscous  but  not  excessively  thin. 

(lii)  Fruit  preserves  (or  jams*  that 
fall  for  any  reason  to  meet  the  require- 
ments of  subdivision  (ii)  of  this  subpara- 
graph may  be  given  a  score  of  0  to  13 
points  and  shall  not  be  graded  above 
U.  S.  Grade  D  or  Substandard,  regardless 
of  the  total  score  for  the  product  (this 
is  a  limiting  rule). 
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(2)  Color.  (1)  Pnilt  preserves  (or 
Jams)  that  possess  a  practically  imlform. 
good  typical  color  may  be  given  a  score 
of  17  to  20  points.  'Tractlcally  uniform, 
good  typical  color"  means  that  the  color 
Is  bright,  practically  uniform  through- 
out, and  characteristic  of  the  variety  or 
varieties  of  the  fruit  ingredients;  and 
that  the  product  is  free  from  dullness  of 
color  due  to  any  cause  (including,  but 
not  being  limited  to,  oxidation  or  Im- 
proper processing  or  cooling). 

(ii)  If  the  fruit  preserves  (or  jams) 
possess  a  reasonably  uniform,  reasonably 
good  typical  color,  a  score  of  14  to  16 
points  may  be  Riven.  Fruit  preserves 
(or  Jams)  that  fall  into  this  classifica- 
tion shall  not  be  graded  above  U.  S.  Grade 
B  or  U.  S.  Choice,  regardless  of  the 
total  score  for  the  product  (this  Is  a 
limiting  rule).  "Reasonably  uniform, 
reasonably  good  typical  color"  means 
that  the  color  is  reasonably  bright,  rea- 
sonably uniform  throughout,  and  char- 
acteristic of  the  variety  or  varieties  of 
the  fruit  Ingredients;  however,  the  color 
may  be  slightly  dull  but  not  off  color 
due  to  oxidation  or  improper  processing 
or  cooling  or  other  causes. 

(iii)  Fruit  preserves  <or  jams)  that 
for  any  reason  fail  to  meet  the  reqiiire- 
ments  of  subdivision  (ii)  of  this  sub- 
paragraph may  be  given  a  score  of  0  to 
13  points  and  shall  not  be  graded  above 
U.  S.  Grade  D  or  Substandard,  regardless 
of  the  total  score  for  the  product  (this 
is  a  limiting  rule  > . 

(3)  Absence  of  defects.  The  factor  of 
absence  of  defects  refers  to  the  degree  of 
freedom  of  fruit  preserves  (or  jams  >  from 
extraneous  material ;  caps  and  leaves  and 
portions  thereof,  and  stems;  loose  sepal- 
like bracts;  seeds,  pits,  skin  or  peel,  and 
portions  thereof  of  fruit  that  are  pre- 
pared for  the  manufacture  of  fruit  pre- 
serves (or  jams>  by  the  removal  of  such 
substances;  and  blemished  units,  under- 
developed units,  or  otherwise  damaged 
units. 

<i)  "Caps"  means  a  loose,  or  attached, 
full  cap,  or  a  portion  of  a  cap  to  which 
at  least  one  sepal-like  bract  or  portion 
thereof  is  attached.  A  short  stem  that  is 
attached  to  a  cap  is  considered  a  part 
of  the  cap. 

(ii)  "Short  stem"  means  a  stem  that 
Is  Vb  inch  or  less  in  length,  and  which 
may  include  the  center  portion  of  a  cap 
to  which  no  sepal-like  bract  or  portion 
thereof  is  attached.  A  short  stem  that  is 
attached  to  a  cap  is  considered  a  part  of 
that  cap. 

<iii)  "Small  stem"  means  a  stem  that 
Is  longer  than  ^4  inch  but  not  more  than 
V4  inch  in  length.  A  small  stem  that 
is  attached  to  a  cap  Is  considered  sep- 
arate from  the  cap. 

(iv)  "Medium  stem"  means  a  stem 
that  is  longer  than  Vi  Inch  but  not  more 
than  '2  inch  in  length.  A  medium  stem 
that  is  attached  to  a  cap  is  considered 
separate  from  the  cap. 

(V)  "Long  stem"  means  a  stem  that  is 
longer  than  ^2  Inch  in  length.  A  long 
stem  that  is  attached  to  a  cap  Is  consid- 
ered separate  from  the  cap. 

(vi)  "Cluster  of  cap  stems"  means 
three  or  more  joined  cap  stems  with  or 
without  berries  attached. 

(vii)  "Skin"  or  "peel"  means,  with  re- 
spect to  those  fruits,  such  as  apples  and 
peaches,  that  are  commonly  prepared  for 
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the  manufacture  of  fruit  preserves  (or 
Jams)  by  the  removal  of  the  skin  or  peel, 
any  skin  or  peel  whether  or  not  It  Is 
attached. 

(vlli)  "Seeds"  means,  with  respect  to 
those  fruits,  such  as  apples,  grapes,  and 
pears,  that  are  prepared  for  the  manu- 
facture of  fruit  preserves  (or  Jams)  by 
the  removal  of  the  seeds,  the  seeds  of 
such  fruit.  Seeds  are  not  considered  as 
defects  in  fruit  preserves  (or  Jams)  pre- 
pared from  such  fruits  as  figs  and 
tomatoes. 

(ix )  "Pit"  means,  with  respect  to  those 
fruits,  such  as  apricots,  cherries,  plums, 
and  peaches,  that  are  prepared  for  the 
manufacture  of  fruit  preserves  (or  jams) 
by  the  removal  of  the  pits,  a  whole,  intact 
pit.    Portions  of  pits  Include : 

(a)  ^A  "piece  of  pit"  which  means  any 
portion  of  a  pit  that  is  more  than  V2  inch 
In  any  dimension ; 

(b  >  A  "small  piece  of  pit"  which  means 
any  portion  of  a  pit  that  is  not  less  than 
'4  inch  nor  more  than  Vi  inch  In  any 
dimension ; 

(c)  And  a  "pit  fragment,"  which 
means  any  portion  of  a  pit  that  is  less 
than  V4  inch  in  any  dimension. 

(X)  "Blemished,  underdeveloped,  or 
otherMiise  damaged"  means  units  of  fruit 
in  which  the  appearance  or  edible  quality 
is  damaged  because  of  discolored  skin, 
bruised  spots.  Insect  or  similar  injury, 
hard  areas,  or  units  that  are  hard  and 
shrivelled  or  damaged  by  mechanical, 
pathological,  or  other  Injury. 

(xi)  Fruit  preserves  (or  jams)  that  are 
practically  free  from  defects  may  be 
given  a  score  of  34  to  40  points.  "Prac- 
tically free  from  defects"  means,  with 
respect  to  fruit  preserves  (or  jams)  of 
Type  I.  that  the  defects  and  defective 
units  do  not  exceed  the  maximum  al- 
lowances for  U.  S.  Grade  A  as  specified 
in  Table  No.  I,  Table  No.  II,  or  Table  No. 
in  of  this  section,  whichever  is  applicable 
for  the  kind  of  fruit  preserves  (or  Jams) 
listed.  "Practically  free  from  defects" 
means,  with  respect  to  fruit  preserves 
(or  jams)  of  Type  II,  that  the  defects 
and  defective  units  do  not  materially  af- 
fect the  appearance  or  edibility  of  the 
fruit  preserves  <or  jams). 

<xii)  If  the  fruit  preserves  (or  jams) 
are  reasonably  free  from  defects,  a  score 
of  28  to  33  points  may  be  given.  Fruit 
preserves  <or  jams)  that  fall  into  this 
cla.ssification  shall  not  be  graded  above 
U.  S.  Grade  B  or  U.  S.  Choice,  regardless 
of  the  total  score  for  the  product  (this  is 
a  limiting  rule) .  "Reasonably  free  from 
defects"  means,  with  respect  to  fruit  pre- 
serves (or  jams)  of  Type  I.  that  the  de- 
fects and  defective  units  do  not  exceed 
the  maximum  allowance.s  for  U.  S.  Grade 
B  as  specified  in  Table  No.  I,  Table  No.  II, 
or  Table  No.  Ill  of  this  section,  whichever 
is  applicable  for  the  kind  of  fruit  pre- 
serves (or  jams)  listed.  "Reasonably  free 
from  defects"  means,  with  respect  to  fruit 
preserves  <or  jams)  of  Tj'pe  II,  that  the 
defects  and  defective  units  do  not  seri- 
ously affect  the  appearance  or  edibility  of 
the  fruit  preserves  (or  jams). 

<xiii)  Fruit  preserves  (or  jams)  that 
fail  to  meet  the  requirements  for  U.  S. 
Grade  B  or  U.  S.  Choice  may  be  given  a 
score  of  0  to  27  points  and  shall  not  be 
graded  above  U.  S.  Grade  D  or  Substand- 
ard, regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule). 
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f  xlv)  The  determination  of  allowances 
for  defects  and  defective  units  specified 
m  Table  No.  I.  Table  No.  II.  and  Table 
No.  Ill  of  this  section  is  based  on  each 
individual  container.  When  the  quan- 
tity In  a  single  container  Is  less  than  the 
allowance  stated,  the  net  weight  of  all 
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containers  In  a  sample  may  be  aggre- 
gated to  arrive  at  the  approximate  quan- 
tity on  which  the  allowance  is  based;  for 
example,  in  an  allowance  of  "I  per  200 
ounces,"  the  amount  allowed  would  be 
permitted  in  a  total  of  not  less  than 
25-8  ounce  (200  ounces)  containers. 


Li 


(XV)  The  term  "ounces"  In  Table  No. 
I.  Table  No.  n,  and  Table  No.  in  of  this 
section  means  the  net  weight  of  the  con- 
tainer or  containers  comprising  the 
sample;  for  example.  "1  only  per  32 
ounces."  means  "1  only  per  32  ounces  of 
net  weight." 


Table  No.  I— Allowances  fob  DiricTs 


Kind  of  preserves  (or 
jams)  Type  I  only 


Blackherry... 
Boysenherry. 

I)ew  berry 

Loftan  berry.. 
Youngberry.. 


Oraie  and  score  nagt 


Stems 


Leaves 


Caps  or 
(wrtlons 


Other  ex- 

trane<fas 
material 


Loose  sepal-Uke  bracts 


Seeds,  pits,  or  portions 
thereof 


Peel 


Blemished,  underdevel- 
oiKwl.  or  otherwise 
dama«e<l 


Maximum  allowances 


Cherry. 


Blueberry  ... 
EUlt-rherry  .. 
Huckleberry. 


U.  R.  Orade  A  (M-40 

points!. 
U.  S.   Orade  B   (»-33 

points). 

U.  S.  Orade  A  (34-40 

points*. 
U.   H.   Orade  B   (2»-33 

points). 
U.  8.   Orade  A   (34-40 

points). 

U.  8.   Orade  B   (28-33 
points). 


Total  of  1  only  per  96  ounces  of  net 

weight. 
Total  of  1  only  per  3i  ounces  of  net 

weight. 

Total  of  1  only  per  32  ounces  of  net 

wi'ifjhr. 
Total  of  1  only  per  16  ounces  of  net 

weight.  ,    . 

Totiil  of  1  larje  stem  or  1  leaf  per  » 

ouHct-s;  and  1  cluster  of  cap  stems  per  8 

ounces. 
Total  of  3  large  Mems  or  J  leaves  per  in 

ounces:  and  3  clusters  of  cap  stems  per 

16  ounces. 


1    per  *  ounces  of  net 

weight. 
3  per  K  ounces  of   net 

weight. 


10  seeds  per  8  ounces  In 

"see<lless". 
30  seeds  per  8  ounces  in 

"seedless." 

1  per  32  ounces  of  net 

weight. 
1  per  32  ounces  of  net 

wclRht. 


2  per  8  ounces  of  net 
weight. 

4  per   8   ounces   of  net 
weight. 

5  per  8  ounces  of  net 
weight. 

8   per   8   ounces   of   net 
weight. 

3  per  8  ounces  of  net 
weight. 

S  per  8  ounces  of  net 
weight. 


Table  No.  II— Allowance.'*  fob  DEfECTS 


Kind  of  preaerves 
(or  jams) 

Type  I  only 


Stems 


Orade 

and  score 

range 


Apricot. 


Peach 

Nectarine 


Short 


Small 


Medi- 
um 


\i"  or  less 


Over 

V4"  to 
W"lncL 


Over 

W  to 

Wind 


Long 


Longer 
than»s" 


Leavee 


Caps 

or  \iiw- 

tions 


Other  ex- 
traneous 
material 


Loose 
sepal- 
like 
bracts 


Seeds,  pll.i,  or  portions 


Small 
pieces 
of  pit 


Pit  frag- 
ments 


Peel 


Blemished, 

under 
developed 
or  other- 
wise 
damaged 


Maximum  allowances 


Strawberry 

Kasplierry     

Ra.si>>>erry.  Black. 
Kaitpberry.  Ked.. 


U.S. 
Orade  A 
(34-40). 
U.S. 
Orade  B 
(2»-33). 

U.S. 
Orade  A 
(28-3;$). 

u.  s. 

Orade  B 

(34-40). 

V.  !*. 

Orade  A 
(34-40). 


U.  8. 
Orade  B 

(28-33). 


lonly  per  18  ounces, 
lonly  i»er  8  ounces.. 


4  per  8 
ouuo's  ex- 
cept for 

Ra.si>- 
b«'rriei. 

8i>er8  . 
ounces  ex- 
cept for 

Ra.sp- 
bernos. 


None.- 


None. 


2  small  or  medium  or 
long  stems  including 
only  1  long  stem. 


4  small  or  nie<lium  or 
long  stems,  including 
only  1  long  stem. 


1  only  per 
32  ounc«s. 

1  only  per 
16  ounces. 


None. 


None . 


1  only  per 
300  ounces. 

1  only  per 
1  bounces. 

1  only  per 
32  ounces. 

3  per  33 
ounces. 


U  sq.  In.  If  measurable  by  area 
or  1  piec*-  harmless  extraneous 
material  (such  as  weeds  or 
grass)  per  32  ounces. 

\i  SQ.  in.  If  meiksiirable  by  area 
or  1  piece  harmles.s  extraneous 
material  (such  as  weeds  or 
grass)  per  32  ounces. 


1  only  per 
300  ounces. 

1  only  per 
300  ounces. 

1  only  per 
06  ounces. 

1  only  per 
48oiwce8. 


1  only  per 
32  ounivs. 

1  only  per 
16  ounces. 


1  only  per 
8  ounces. 

3  only  t>er 
8  ounces 


Ko  limit- 
No  limit.. 


1  sq.  inch 
per  16 
ounces. 

1  SI.  inch 
per8 

.ounces. 


1  unit  per 
Bounces. 

4  units  per 
Bounces. 

2  units  per 
8  ounces. 

g  unit*  per 
Bounces. 

4  units  per 
8  ounces. 


8  units  per 
Botwoes. 


Table  No.  Ill— Allowances  for  Defects 

Kind  of  i)reserves 

(or  jams)  Type  I 

only 

Orade  and  scor* 
range 

Stems 

Leaves 

Caps  or 
portions 

Other  extraneous 
material 

I,nose  sepal-like 
bracts 

See<l»,  pits,  or  por- 
tions thereof 

Peel 

Blemished,  under- 

develo|ied,  or  other 

wise  damaged 

Maximum  allowances 

lU.  S.  Orade  A  (34- 

40). 
U..S.  Orade  B  (28- 
33). 

U  S.  Orade  A  (34- 
40). 

U.8.  Orade  B  (28- 

33). 

Total  of  2  only  per 

Ifi  ounc-e.<. 
Total  of  3  i>er  16 

ounces. 

Total  of  1  only  per 
32  ounces. 

Totnl  of  1  only  per 
S2  oniices. 

1  only  per  32  ox.... 
1  only  per  16  o»— . 

3  seeds  per  8  ox... . 
6  seeds  per  8  oi — 

No  limit 

1  unit  per  8  ounces. 

l>amson  plum 

Oreengage  |)lum... 



1  nnlv  iiAr  12  Ol 

NoUmit 

aiinlUperSounces. 

Plum  (others) 

None 

None 

lonly  per  aOOoL... 
1  only  per  128  ot_.. 

Sperlftoi 

8  per  11 01. — 

1  SQ.  inch  jier  16 
or.  in  fruits  pre- 
pared  by   peel- 
ing. 

1  iq.  inch  per  8  ot. 
in    fruits     pre- 
pared  by   peel- 

Currant        (other 

than  Black) 

Currant.  Ked 

Fig 

OcKKieberry 

(Jrape       ...... 

2  units  per  8  ot.  ol 
net  weight. 

Oraiiefruit 

Oranfe ....... 

p««ar       

4  units  per  8  ot.  of 

net  weight. 

Uhiiharb     — .. 

Tomato 

Tomato,  Yellow... 

• 

Friday,  February  11,  1949 

(4)  Flavor.  (I)  Fruit  preserves  for 
Jams)  that  possess  a  distinct  and  normal 
flavor  may  be  given  a  score  of  17  to  20 
points.  "Distinct  and  normal  flavor" 
means  that  the  product  possesses  a  good 
distinct  flavor  characteristic  of  the  fruit 
ingredient  or  fruit  ingredlehts  and  is  free 
from  any  caramelized  flavor  or  any  ob- 
jectionable flavor  of  any  kind. 

(ii)  If  the  fruit  preserves  (or  Jams) 
possess  a  reasonably  good  and  normal 
flavor,  a  score  of  14  to  16  points  may  be 
piven.  ''Reasonably  good  and  normal 
flavor"  means  that  the  product  possesses 
a  reasonably  good  flavor  characteristic 
of  the  fruit  Ingredient  or  fruit  Ingredi- 
ents and  may  possess  a  slightly  caramel- 
ized flavor  but  is  free  from  any  bitter 
flavor  or  other  objectionable  flavor  or  off 
flavor  of  any  kind. 

(ill)  Fruit  preserves  (or  Jams)  that 
fall  to  meet  the  requirements  of  subdivi- 
sion (ii)  of  this  subparagraph  may  be 
given  a  score  of  0  to  13  points  and  shall 
not  be  graded  above  U.  S.  Grade  D  or 
Substandard,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule). 

( h)  Tolerances  for  certification  of  offi- 
cially drawn  samples.  (1)  When  certify- 
ing samples  that  have  been  officially 
drawn  and  which  represent  a  specific  lot 
of  fruit  preserves  (or  Jams),  the  grade 
for  such  lot  will  be  determined  by  aver- 
aging the  total  scores  of  the  containers 
comprising  the  sample,  if: 

(i)  Not  more  than  one-sixth  of  such 
containers  falls  to  miet  all  the  require- 
ments of  the  grade  indicated  by  the 
average  of  such  total  scores,  and,  with 
respect  to  such  containers  which  fail  to 
meet  the  requirements  of  the  indicated 
grade  by  reason  of  a  limiting  rule,  the 
average  score  of  all  containers  In  the 
sample  for  the  factor,  subject  to  such 
limiting  rule,  must  be  within  the  range 
for  the  grade  Indicated; 

(11)  None  of  the  containers  compris- 
ing the  sample  fall  more  than  4  points 
below  the  minimum  score  for  the  grade 
Indicated  by  the  average  of  the  total 
scores;  and 

(iii)  All  containers  comprising  the 
sample  meet  all  applicable  standards  of 
quality  promulgated  under  the  Federal 
Food,  Drug,  and  Cosmetic  Act  and  in  ef- 
fect at  the  time  of  the  aforesaid  certifi- 
cation. 

(1)  Score  sheet  for  fruit  preserves  (or 
jams). 

Slir  and  kind  of  container 

<'"iitainer  code  or  marking 

I.«h(l 

Kei  weight  (in  ounces) .■ 

ViM'uum  (in  inches) 

'1  yK  

Kind  (if  known)  

Soluble  solids  (%  by  Refrartometer) 


Factor* 


I.  Consistency 

II  Color 

III.  Absence  of  defects. 


IV.  Flavor 

Total  score 


Grade. 


Score  points 


ao 
ao 

40 

» 

100 


(A)17-20i 
(B)14-16 
(n)0-13  • 
(A)17-'J0 
(B)I4rl6t 
(I))(»-13» 
(A):44-40 
(B)28-33  « 
(!))()- 27" 
(A)17-20 
(B)14-lfi 
(D)0-13  » 


'  i^rieclal  score  rre<lit  for  substantially  w  hole,  partially 
*li(ile,  or  large  piece!". 
'  Indicates  limiting  rule. 
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(J)  Effective  time  and  supersedure. 
The  revised  United  States  Standards  for 
Grades  of  Fruit  Preserves  (or  Jams), 
which  are  the  second  issue,  contained  in 
this  section  shall  become  effective  thirty 
days  after  publication  thereof  In  the 
Federal  Register  and  shall  thereupx)n 
supersede  the  standards  that  have  been 
in  effect  since  May  15.  1943.  (Pub.  Law 
712.  80th  Cong.) 

Issued  at  Washington.  D.  C.  this  7th 
day  of  February,  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator,  PrO' 
duction  and  Marketing  Ad- 
ministration. 

IF.    R.    Doc.    49-1030:    Filed,    Feb.    10.    1949; 
8:45  a.  m.l 


TITLE  14 — aVIL  AVIATION 
Chapter  I — Civil   Aeronautics   Board 

(CivU  Mr  Regs..  Amdt.  62-1] 
Part  52 — Repair  Station  Rating 

foreign  repair  station  certificate  and 

RATING 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  In  Washington,  D.  C, 
on  the  3d  day  of  February  1949. 

The  purpose  of  this  amendment  is  to 
provide  for  the  issuance  of  foreign  re- 
pair station  certificates  outside  of  the 
United  States  where  the  Administrator 
finds  that  such  agencies  are  needed  for 
the  maintenance,  alteration,  and  repair 
of  United  States  aircraft  operated  out- 
side the  United  States. 

The  lack  of  repair  agencies  authorized 
to  perform  work  on  United  States  air- 
craft In  certain  areas  outside  the  United 
States  causes  considerable  inconvenience 
to  aircraft  owners,  pilots,  and  operators 
conducting  international  flight  opera- 
tions. The  standards,  privileges,  and 
limitations  contained  in  present  Part  52 
were  designed  principally  to  provide  for 
the  operation  of  approved  repair  stations 
In  the  United  States,  or  by  United  States 
citizens  outside  of  the  United  States  in 
areias  where  a  considerable  number  of 
United  States  certificated  aircraft  are 
being  operated.  However,  there  are  other 
areas  outside  the  United  States  where 
fewer  United  States  aircraft  are  being 
operated  and  where  it  has  not  been 
economically  feasible  to  establish  such 
agencies  which  comply  fully  with  the 
present  requirements  of  Part  52. 

In  some  of  these  areas  there  are  for- 
eign repair  stations  which  are  competent 
to  make  repairs  and  perform  mainte- 
nance on  certain  types  and  classes  of 
United  States  aircraft.  Certification  of 
foreign  agencies  to  perform  the  kind  of 
work  for  which  they  have  demonstrated 
their  competency  will  expedite  the  main- 
tenance, repair,  and  return  to  service  of 
United  States  aircraft  In  accordance  with 
our  airworthiness  standards  in  those 
areas  where  regularly  certificated  repair 
stations  are  not  presently  available. 
Such  stations  will  not  be  approved  In 
areas  where  United  States  stations  are 
operated  or  in  any  other  area  unless  the 
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Administrator  finds  that  the  agency  is 
needed  for  the  maintenance,  alteration, 
and  repair  of  United  States  aircraft. 

This  amendment  will  permit  the  Ad- 
ministrator to  issue  specialized  ratines  to 
foreign  nationals,  limiting  the -scope  and 
type  of  work  to  be  accomplished  with 
such  ratings.  It  will  also  permit  the 
use  of  foreign  mechanics  who  do  not  hold 
mechanic  certificates  Issued  by  the 
United  States.  Thus,  aircraft  operators 
will  be  afforded  a  means  of  having  neces- 
sary aircraft  maintenance  and  repairs 
accomplished  in  accordance  with  appro- 
priate airworthiness  standards  so  that 
flight  may  be  continued  without  undue 
delay. 

Interested  persons  have  been  afforded 
an  opF>ortunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board,  flndlng  that  this 
amendment  is  necessary  In  the  interest 
of  the  public,  amends  Part  52  of  the  Civil 
Air  Regulations  (14  CFR,  Part  52.  as 
amended),  effective  March  10,  1949: 

By  adding  a  new  S  52.38  to  read  as 
follows : 

§  52.38  Foreign  repair  station  certifi- 
cate and  ratings.  A  foreign  repair  sta- 
tion certiflcate  with  appropriate  ratings 
may  be  issued  to  a  citizen  of  a  foreign 
government  subject  to  the  following  re- 
quirements : 

(a)  A  repair  station  may  be  certiflcated 
only  where  it  is  necessary  to  provide  for 
the  maintenance,  alteration,  and  repair 
of  United  States  registered  aircraft  out- 
side the  United  States. 

(b)  The  applicant  shall  meet  the  re- 
quirements of  this  part,  except  that  In 
lieu  of  complying  with  §§52.20,  52.42, 
and  52.43,  the  applicant  shall: 

(1)  Have  adequate  personnel  com- 
petent to  perform  or  supervise  the  work 
for  which  the  repair  station  Is  rated; 

(2)  Be  required  to  maintain  such  rec- 
ords and  make  such  reports  with  respect 
to  United  States  registered  aircraft  as 
the  Administrator  finds  necessary  for  the 
satisfactory  administration  of  the  privi- 
leges granted  by  this  part. 

(c)  The  certificate  shall  be  limited  to 
performance  of  work  on  aircraft  which 
are  used  In  operations  conducted  in  whole 
or  In  part  outside  the  United  States  and 
contain  such  operating  specifications  and 
limitations  as  the  Administrator  may 
prescribe  to  Insure  compliance  with  the 
applicable  aircraft  airworthiness  require- 
ments of  the  Civil  Air  Regulations. 

(d)  The  certificate  shall  be  of  6-month 
duration,  unless  sooner  revoked,  sus- 
pended, or  terminated  by  a  general  order 
of  the  Board.  (Sees.  1  (6),  205  (a),  601, 
607,  52  Stat.  977,  984,  1007,  1011;  Pub. 
Law  872,  80th  Cong.,  62  Stat.  1216;  49 
U.S.  C.  401  (6),  425  (a),  551,  557) 

By  the  Civil  Aeronautics  Board. 


[SEAL] 


M.  C.  Mulligan, 
Secretary. 


[F.    R.    Doc.   49-1028:    Piled,    Feb.    10,    1949; 
8:45  a.  m.j 
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TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[PUe  No.  21-4041 

Part  180 — Rayon.  Nylon  and  Silk 
Converting  Industry 

promulgation  of  trade  practice  rules 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  office  In 
the  city  of  Washington,  D.  C,  on  the  8th 
day  of  February  1949. 

Due  proceedings  having  been  held  un- 
der the  trade  practice  conference  pro- 
cedure in  pursuance  of  the  act  of  Con- 
gress approved  September  26.  1914.  as 
amended  (Federal  Trade  Commission 
Act),  and  other  provisions  of  law  admin- 
istered by  the  Commission; 

It  is  now  ordered.  That  the  trade  prac- 
tice rules  of  Group  I  and  Group  II.  as 
hereinafter  set  forth,  which  have  been 
approved  and  received,  respectively,  by 
the  Commission  In  this  proceeding,  be 
promulgated  as  of  February  11,  1949. 

Statement  by  the  Commission.  "Trade 
practice  rules  for  the  rayon,  nylon  and 
slllc  converting  industry,  as  hereinafter 
set  forth,  are  promulgated  l?y  the  Fed- 
eral Trade  Commission  under  the  trade 
practice  conference  procedure. 

The  Industry  comprises  several  hun- 
dred concerns.  Including  integrated  pro- 
ducers, who  are  engaged  In  business  as 
converters  of  broad  fabrics  composed 
wholly  of  rayon,  nylon,  related  syn- 
thetic fibers,  or  silk,  and  of  broad  fabrics 
In  which  any  of  these  fibers,  or  combina- 
tions of  such  fibers,  predominate.  Such 
members  of  the  Industry,  after  having 
their  fabrics  dyed,  printed,  or  finished, 
place  them  on  the  market  for  manufac- 
ture Into  wearing  apparel  and  other  tex- 
tile products  and  also  for  resale  through 
the  distributing  trades  as  piece  goods. 
The  annual  volume  of  sales  of  the  Indus- 
try Is  approximately  $500,000,000. 

Protection  of  the  industry,  trade,  and 
the  public  from  unfair  or  harmful  com- 
petitive practices  Is  a  primary  objective 
of  the  rules.  Accordingly,  practices 
deemed  to  be  unfair  are  listed  and  de- 
fined In  the  rules  and  provision  made  for 
their  elimination.  Other  rules  are  like- 
wise Included  which  are  designed  to  af- 
ford assistance  in  the  conduct  of  busi- 
ness on  a  fair  and  ethical  basis. 

Trade  practice  conference  proceedings 
under  which  the  rules  have  been  estab- 
Ibhed  were  Instituted  upon  application 
from  members  of  the  Industry.  A  general 
indastry  conference  was  held  In^New 
York  City  at  which  proposals  for  rules 
were  received  and  given  consideration. 
Thereafter,  a  draft  of  proposed  rules  In 
appropriate  form  was  made  available  by 
the  Commission  and  public  notice  given 
whereby  all  Interested  or  affected  parties 
were  afforded  opportunity  to  present 
their  views,  Including  such  pertinent  In- 
formation, suggestions,  or  objections  as 
they  desired  to  offer,  and  to  be  heard  in 
the  premises.  Pursuant  to  the  official 
notice,  public  hearing  was  held  in  New 
York  City  on  October  7.  1948.  and  all 
matters  presented,  or  otherwise  received 
in  the  proceedings,  were  duly  considered. 


RULES  AND  REGULATIONS 

Following  such  hearing,  and  upon  full 
consideration  of  the  proceedings  and  due 
examination  of  all  matters  submitted,  the 
Commission  approved  and  received,  re- 
spectively, the  rules  hereinafter  appear- 
ing In  Group  I  and  Group  n. 

Such  rules  l)ecome  operative  thirty 
(30)  days  after  promulgation. 

The  rules.  These  rules  promulgated 
by  the  Commission  are  designed  to  foster 
and  promote  the  maintenance  of  fair 
competitive  conditions  In  the  Interest  of 
protecting  Industry,  trade,  and  the  pub- 
lic. It  Is  to  this  end,  and  to  the  exclusion 
of  any  act  or  practice  which  suppresses 
competition,  restrains  trade,  fixes  or  con- 
trols price  through  combination  or  agree- 
ment, or  which  otherwise  Injures,  de- 
stroys, or  prevents  competition,  that  the 
rules  are  to  be  applied. 

DEFINITIONS 

The  industry  and  its  products.  The 
products  of  the  Industry  include  textile 
fabrics  known  as  broad  goods  which  are 
composed  wholly  or  predominantly  of 
one  or  more  of  the  following  fll)ers:  ray- 
on, nylon,  other  man-made  textile  fibers, 
or  silk. 

Members  of  the  Industry  are  persons 
and  concerns  who  operate  as  converters 
with  respect  to  such  fabrics.  Including  so- 
called  Integrated  producers.  The  busi- 
ness of  the  members  Is  that  of  acquiring, 
by  purchase  or  production,  these  fabrics 
in  the  grey,  unfinished,  or  seml-flnlshed 
state;  having  the  goods  dyed,  printed,  or 
finished  In  accordance  with  their  own 
specifications  or  those  of  their  custom- 
ers; and  marketing  such  finished  or 
processed  fabrics  to  "cutter-ups."  to 
manufacturers  of  garments,  or  of  other 
products,  and  to  the  distributing  trades. 

CROUP    I 

Sec. 

180.0  General  statement. 

180.1  Misrepresentation  of  industry  prod- 

ucts. 
180  3         Misbranding. 
180.3         False  invoicing. 
180  4        Deception  as  to  origin. 
180  5         Identification  and  disclosure  of  fiber 

or  material  content. 
180  6        Substitution  of  products. 

180.7  Inducing  breach  of  contract. 

180.8  Commercial  bribery. 

180.9  Imitation  of  trade-marks,  etc. 

180.10  Defamation  of  competitors  or  dis- 

paragement of  their  products. 

180.11  Fictitious  price  lUts. 

180.12  Use  of  lottery  schemes. 

180.13  Prohibited  discrimination  In  termi 

of  purchase  and  sale. 

180.14  Unlawful  combinations  In  restraint 

of  trade. 

180.15  Consignment  distribution  or  deliv- 

ery "on  memorandum". 
180.18       Aiding   or    abetting    use   of    unfair 
trade  practices. 

OBOup  n 

180.100  General  statement. 

180.101  Saturday  and  Sunday  closings. 

180.102  Repudiation  of  contracts. 

180.103  Use  of  written  sales  contracts. 

180.104  Use  of  samples. 

180.105  Arbitration  of  disputes. 

180.106  Registration  of  original  and  novel 

designs. 

180.107  Use  of  uniform  standards  for  exam- 

ination of  finished  piece  goods. 

Authoritt:    {}  180.0  to  180  107  issued  un- 
der sec.  6  (g) .  38  Stat.  722;  15  U.  S.  C  46  (g) . 


GROUP   I 

8  180.0  General  statement.  The  un- 
fair trade  practices  embraced  In  55  180.0 
to  180.16,  are  con.sldered  to  be  unfair 
methods  of  competition,  unfair  or  de- 
ceptive acts  or  practices,  or  other  ille- 
gal practices,  prohibited  under  laws  ad- 
ministered by  the  Federal  Trade  Com- 
mission; and  appropriate  proceedings  In 
the  public  Interest  will  be  taken  by  the 
Commission  to  prevent  the  use,  by  any 
person,  partnership,  corporation,  or  other 
organization  subject  to  Its  Jurisdiction. 
of  such  unlawful  practices  in  commerce. 

5  180.1  Aftsrepresentafion  of  industry 
products.  It  Is  an  unfair  trade  practice 
to  make  or  publish,  or  cause  to  be  made 
or  published,  directly  or  Indirectly,  any 
false,  misleading,  or  deceptive  statement 
or  representation,  by  way  of  advertise- 
ment or  otherwise,  concerning  the  grade, 
quality,  freedom  from  defects  or  Imper- 
fections, quantity,  use,  size,  material, 
content,  thread  count,  origin,  shrinkage 
properties,  colorfastness,  washabllity, 
production,  manufacture,  or  distribu- 
tion of  any  product  of  the  Industry  or 
concerning  any  component  of  such  prod- 
uct, or  In  any  other  material  respect. 
[Rule  1] 

S  180.2  Misbranding.  The  false  or  de- 
ceptive labeling,  marking,  or  branding  of 
fabrics  or  products  of  the  Industry  In  any 
manner  which  Is  false,  misleading,  or  de- 
ceptive In  respect  to  the  grade,  quality, 
freedom  from  defects  or  Imperfections, 
quantity,  use,  size,  material,  content, 
thread  count,  origin,  shrinkage  proper- 
ties, colorfastness,  washabllity.  produc- 
tion, manufacture,  or  distribution  of  such 
products,  or  In  any  other  material 
respect,  la  an  unfair  trade  practice. 
[Rule  21 

5  180.3  False  invoicing.  Withholding 
from  or  Inserting  In  invoices  any  state- 
ment or  Information  by  reason  of  which 
omission  or  Insertion  a  false  record  is 
made,  wholly  or  In  part,  of  the  transac- 
tions represented  on  the  face  of  such  In- 
voices, with  the  effect  of  thereby  mislead- 
ing or  deceiving  purchasers,  prospective 
purchasers,  or  the  consuming  public,  is 
an  unfair  trade  practice.    I  Rule  3] 

S  180.4  Deception  as  to  origin.  With 
respect  to  any  fabrics  of  the  following 
types:  (1)  Fabrics  which  have  been 
woven  or  fabricated  In  a  foreign  country 
and  Imported  In  the  grey  or  other  un- 
finished state  and  dyed  or  finished  In  the 
United  States;  and  (2)  fabrics  which 
have  been  Imported  In  the  finished  state 
and  dyed,  redyed,  or  refinlshed  In 
the  United  States;  Is  an  unfair  trade 
practice : 

(a)  To  offer  for  sale,  sell,  or  distribute 
any  such  fabrics  under  marks,  stamps, 
brands,  labels,  or  representations  which 
have  the  capacity  and  tendency  or  effect 
of  misleading  or  deceiving  purchasers, 
prospective  purchasers,  or  the  consuming 
public  Into  the  belief  (1)  that  such  fab- 
rics were  woven  or  fabricated  In  the 
United  States  when  such  Is  not  the  fact ; 
or  (2)  that  they  were  dyed,  finished,  re- 
dyed,  or  refinlshed  elsewhere  than  In  the 
United  States  when  such  Is  not  true;  or 

<b)  To  offer  for  sale,  sell,  or  distribute 
any  such  fabrics  without  the  same  being 
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marked,  stamped,  branded,  or  labeled  so 
as  to  indicate  clearly  and  nondecep- 
tively  (1)  the  country  of  origin  of  the 
fabrics,  and  (2)  that  such  fabrics  were 
woven  or  fabricated  In  said  country  and 
were  dyed  or  finished  or  redyed  or  re- 
finlshed In  the  United  States,  as  the  case 
may  be,  the  failure,  refusal,  or  omission 
so  to  mark,  stamp,  brand,  or  label  such 
fabrics  having  the  tendency  and  capacity 
or  result  of  thereby  promoting,  abetting, 
or  effectuating  the  marketing  of  such 
products  under  conditions  which  are 
misleading  or  deceptive  to  purchasers, 
prospective  purchasers,  or  the  consuming 
public.  (Nothing  In  this  section  shall  be 
(■on.strued  as  relieving  any  member  of 
the  Industry  or  other  party  of  the  ne- 
cessity of  complying  with  requirements 
of  the  customs  laws  or  regulations,  or 
other  applicable  provisions  of  law  or  reg- 
ulations relating  to  the  marking  of  Im- 
ported articles.)     [Rule  41 

S  180  5  Identification  and  disclosure 
of  fiber  or  material  content,  (a)  In  the 
.'■ale.  offering  for  sale,  or  distribution  of 
Industry  products,  it  Is  an  unfair  trade 
practice  to  misrepresent  or  deceptively 
conceal  the  fiber  or  material  content  of 
any  such  product. 

(b)  Fabrics  containing  rayon,  silk,  or 
linen  shall  be  Identified  as  to  their  fiber 
nnd  material  content  in  labels,  invoices, 
and  advertisements,  in  accordance  with 
the  requirements  of  trade  practice  rules 
heretofore  promulgated  by  the  Commis- 
sion for  the  Rayon  Industry.  Linen  In- 
dustry, and  Silk  Industry:  Provided. 
That  products  containing,  purporting  to 
contain,  or  In  any  way  represented  as 
containing,  wool,  reprocessed  wool,  or 
reu.sed  wool,  shall  be  labeled  in  accord- 
ance with  the  requirements  of  the  Wool 
Products  Labeling  Act  of  1939  and  the 
rules  and  regulations  issued  thereunder. 

Note:  A  copy  of  the  above-mentioned 
trade  practice  rules,  and  of  the  Wool  Prod- 
ucts Labeling  Act  of  1939  and  the  rules  and 
regulations  Issued  thereunder,  may  be  ob- 
tained from  the  Commission  by  any  Industry 
member  making  request  therefor. 

(Rule  51 

S  180.6  Substitution  of  products.  The 
practice  of  shipping  or  delivering  prod- 
ucts which  do  not  conform  to  samples 
submitted,  to  specifications  upon  which 
the  sale  Is  consummated,  or  to  repre- 
sentations made  prior  to  securing  the 
order,  without  the  consent  of  the  pur- 
chasers to  stich  substitutions  and  with 
the  tendency,  capacity,  or  effect  of  mis- 
leading or  deceiving  purchasers,  prospec- 
tive purcha.sers.  or  the  consuming  public. 
Is  an  unfair  trade  practice.     [Rule  61 

S  180.7  Inducing  breach  of  contract. 
Inducing  or  attempting  to  Induce  the 
breach  of  existing  lawful  contracts  be- 
tween competitors  and  their  customers 
or  their  suppliers  by  any  false  or  decep- 
tive means  whatsoever,  or  Interfacing 
with  or  obstructing  the  performance  of 
any  such  contractual  duties  or  services  by 
any  such  means,  with  the  purpose  and 
effect  of  unduly  hampering,  Injuring,  or 
prejudicing  competitors  In  thelf  business. 
Is  an  unfair  trade  practice.    [Rule  7] 

8  180.8  Commercial  bribery.  It  Is  an 
unfair  trade  practice  for  a  member  of 
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the  industry  directly  of  indirectly  to 
give,  or  offer  to  give,  or  permit  or  cause 
to  be  given,  money  or  anything  of  value 
to  agents,  employees,  or  representatives 
of  customers  or  prospective  customers, 
or  to  agents,  employees,  or  representa- 
tives of  competitors'  customers  or  pros- 
pective customers,  without  the  knowl- 
edge of  their  employers  or  principals,  as 
an  Inducement  to  Influence  their  em- 
ployers or  principals  to  purchase  or  con- 
tract to  purchase  products  manufac- 
tured or  sold  by  such  Industry  member 
or  the  maker  of  such  gift  or  offer,  or  to 
Influence  such  employers  or  principals 
to  refrain  from  dealing  in  the  products 
of  competitors  or  from  dealing  or  con- 
tracting to  deal  with  competitors.  [Rule 
81 

§  180.9  Imitation  of  trade-marks,  etc. 
The  practice  of  Imitating  or  causing  to 
be  imitated,  or  directly  or  indirectly  pro- 
moting or  aiding  the  Imitation  of,  the 
trade-marks,  trade  names,  other  exclu- 
sively owned  symbols  or  marks  of  iden- 
tification of  competitors,  or  the  exclu- 
sively owned  patterns  of  competitors- 
which  have  not  been  directly,  or  by  oper- 
ation of  law,  dedicated  to  the  public, 
having  the  capacity,  tendency,  or  effect 
of  misleading  or  deceiving  purchasers, 
prospective  purchasers,  or  the  consuming 
public.  Is  an  unfair  trade  practice. 
[Rule  9] 

5  IfiO.lO  Defamation  of  competitors  or 
disparagement  of  their  products.  The 
defamation  of  competitors  by  falsely  im- 
puting to  them  dishonorable  conduct. 
Inability  to  perform  contracts,  question- 
able credit  standing,  or  by  other  false 
representations,  or  the  false  disparage- 
ment of  the  grade,  quality,  or  manufac- 
ture of  the  products  of  competitors,  or 
of  their  business  methods,  selling  prices, 
values,  credit  terms,  policies,  services, 
or  conditions  of  employment.  Is  an  un- 
fair trade  practice.    [Rule  lOJ 

5  180.11  Fictitious  price  lists.  The 
publishing  or  circulating  by  any  member 
of  the  industry  of  false  or  misleading 
price  quotations,  price  lists,  terms  or 
conditions  of  sale,  or  reports  as  to  pro- 
duction or  sales,  with  the  tendency  and 
capacity  or  effect  of  misleading  or  de- 
ceiving purchasers,  prospective  pur- 
chasers, suppliers,  or  the  consuming  pub- 
lic. Is  an  unfair  trade  practice.  [Rule 
111 

5  180.12  Use  of  lottery  schemes.  The 
offering  or  giving  of  prizes,  premiums, 
or  gifts  In  connection  with  the  sale  of 
Industry  products,  or  as  an  inducement 
thereto,  by  any  scheme  which  Involves 
lottery  or  scheme  of  chance,  is  an  unfair 
trade  practice.     [Rule  12] 

5  180.13  Prohibited  discrimination  in 
terms  of  purchase  and  sale — (a)  Pro^ 
hibited  discriminatory  prices,  or  dis- 
counts, rebates,  refunds,  credits,  etc., 
which  effect  unlawful  price  discrimina- 
tion. It  Is  an  unfair  trade  practice  for 
any  member  of  the  Industry  engaged  In 
commerce,'  In  the  course  of  such  com- 
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merce,  to  grant  or  allow,  directly  or  in- 
directly, secretly  or  openly,  any  discount, 
rebate,  refund,  credit,  or  other  price  dif- 
ferential In  the  guise  of  transportation 
costs  or  of  samples  or  otherwise,  where 
such  discount,  rebate,  refund,  credit,  or 
price  differential  effects  a  discrimination 
In  price  between  different  purchasers  of 
goods  of  like  grade  and  quality,  where 
either  or  any  of  the  purchases  involved 
therein  are  in  commerce,'  and  where  the 
effect  thereof  may  be  substantially  to 
lessen  competition  or  tend  to  create  a 
monopoly  in  any  line  of  commerce  '  or  to 
injure,  destroy,  or  prevent  competition 
with  any  person  who  either  grants  or 
knowingly  receives  the  benefit  of  such 
discrimination  or  with  customers  of 
either  of  them:  Provided,  however, 

(1)  That  the  goods  Involved  in  any 
such  transaction  are  sold  for  use,  con- 
sumption, or  resale  within  any  place  un- 
der the  jurisdiction  of  the  United  States; 

(2>  That  nothing  herein  contained 
shall  prevent  differentials  which  make 
only  due  allowance  for  differences  In  the 
cost  of  manufacture,  sr.le,  or  delivery 
resulting  from  the  differing  methods  or 
quantities  In  which  such  commodities 
are  to  such  purchasers  sold  or  delivered; 

(3)  That  nothing  herein  contained 
shall  prevent  per.sons  engaged  In  selling 
goods,  wares,  or  merchandise  In  com- 
commerce  '  from  selecting  their  own  cus- 
tomers In  bona  fide  transactions  and  not 
In  restraint  of  trade; 

<4)  That  nothing  herein  contained 
shall  prevent  price  changes  from  time 
to  time  where  made  In  response  to  chang- 
ing conditions  affecting  either  (1)  the 
market  for  the  goods  concerned,  or  (ID 
the  marketability  of  the  poods,  such  as. 
but  not  limited  to,  actual  or  imminent 
deterioration  of  perishable  goods,  obso- 
le.scence  of  seasonal  goods,  distress  sales 
under  court  process,  or  sales  In  good 
faith  In  discontinuance  of  business  In  the 
goods  concerned. 

<b)  Prohibited  brokerage  and  commis- 
sions. It  Is  an  unfair  trade,  practice  for 
any  member  of  the  industry  engaged  In 
commerce,'  In  the  course  of  such  com- 
merce, to  pay  or  grant,  or  to  receive  or 
accept,  anything  of  value  as  a  commis- 
sion, brokerage,  or  other  compensation, 
or  any  allowance  or  discount  In  lieu 
thereof,  except  for  services  rendered  In 
connection  with  the  sale  or  purchase  of 
goods,  wares,  or  merchandise,  either  to 
the  other  party  to  such  transaction  or  to 
an  agent,  representative,  or  other  Inter- 
mediary therein,  where  such  Interme- 
diary Is  acting  in  fact  for  or  In  behalf, 
or  Is  subject  to  the  direct  or  Indirect  con- 
trol. Qf  any  party  to  such  transaction 
other  than  the  person  by  whom  such 
compensation  Is  so  granted  or  paid. 

(c)  Prohibited  advertising  or  promo- 
tional allowances,  etc.  It  is  an  unfair 
trade  practice  for  any  member  of  the  in- 
dustry engaged  in  commerce '  to  pay  or 


'As  iised  throughout  this  section,  tht 
word  "commerce"  means  "trade  or  conamercs 
among  the  several  States  and  with  foreign 
nations,  or  between  tbs  District  of  Colum- 
bia or  any  Territory  of  the  United  States  and 


any  State,  Territory,  or  foreign  nation,  or 
between  any  insular  posesslons  or  other 
places  under  the  jurisdiction  of  the  United 
States,  or  between  any  such  possession  or 
place  and  any  State  or  Territory  of  the 
United  States  or  the  District  of  Columbia  or 
any  foreign  nation,  or  within  the  District  of 
Columbia  or  any  Territory  or  any  Insular 
possession  or  other  place  under  the  Juris- 
diction of  the  United  States." 
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contract  for  the  payment  of  advertising 
or  promotional  allowances  or  any  other 
thing  of  value  to  or  for  the  benefit  of  a 
customer  of  such  member.  In  the  course 
of  such  commerce,  as  compensation  or  in 
consideration  for  any  services  or  facil- 
ities furnished  by  or  through  such  cus- 
tomer in  connection  with  the  processing, 
handling,  sale,  or  offering  for  sale  of  any 
products  or  commodities  manufactured, 
sold,  or  offered  for  sale  by  such  member, 
unless  such  payment  or  consideration  is 
available  on  proportionally  equal  terms 
to  all  other  customers  competing  in  the 
dLstribution  of  such  products  or  com- 
modities. 

(d)  Prohibited  discriminatory  services 
or  facilities.  It  is  an  unfair  trade  prac- 
tice for  any  member  of  the  Industry  en- 
gaged In  commerce '  to  discriminate  in 
favor  of  one  purchaser  against  another 
purchaser  or  purchasers  of  a  commodity 
bought  for  resale,  with  or  without  proc- 
essing, by  contracting  to  furnish  or 
furnishing,  or  by  contributing  to  the 
furnishing  of,  any  services  or  facilities 
connected  with  the  processing,  handling, 
sale,  or  offering  for  sale  of  such  com- 
modity so  purchased  upon  terms  not 
accorded  to  all  purchasers  on  proportion- 
ally equal  terms. 

(e)  Inducing  or  receiving  an  illegal 
discrimination  in  price.  It  is  an  unfair 
trade  practice  for  any  member  of  the  in- 
dustry engaged  in  commerce.*  in  the 
course  of  such  commerce,  knowingly  to 
induce  or  receive  a  discrimination  in  price 
which  is  prohibited  by  the  foregoing  pro- 
visions of  this  seclion. 

(f )  Prohibited  discriminatory  returns. 
It  Is  an  unfair  trade  practice  for  any 
member  of  the  industry  engaged  in  com- 
merce '  to  discriminate  In  favor  of  one 
customer-purchaser  against  another  cus- 
tomer-purchaser of  fabrics,  bought  from 
such  member  of  the  Industry  for  resale. 
by  contracting  to  furnish  or  furnishing 
in  connection  therewith,  upon  terms  not 
accorded  to  all  competing  customer-pur- 
chasers on  proportionally  equal  terms, 
the  service  or  facility  whereby  such  fa- 
vored purchaser  is  accorded  the  privilege 
of  returning  all  or  part  of  the  fabric  so 
pwirchased  and  receiving  therefor  credit 
or  refund  of  purchase  price:  Provided, 
however.  Nothing  in  any  of  the  sections 
herein  shall  prohibit  or  be  used  to  pre- 
vent the  return  of  merchandise  by  pur- 
chaser, for  credit  or  refund  of  purchase 
price,  when  and  because  such  merchan- 
dise has  been  falsely  or  deceptively  la- 
beled or  represented,  or  when  and  be- 
cause such  merchandise  Is  defective  In 
material,  workmanship,  or  In  other  re- 
spect is  contrary  to  guarantee,  warranty, 
or  purchase  contract. 

(g>  Exemptions.  The  Inhibitions  of 
this  section  shall  not  apply  to  purchases 
of  their  supplies  for  their  own  use  by 
schools,  colleges,  universities,  public  li- 
braries, churches,  hospitals,  and  char- 
itable institutions  not  operated  for  profit. 
IRule  13] 

§  180.14  Unlawful  combinations  in  re- 
ttrainl  of  trade.  It  Is  an  unfair  trade 
practice  for  a  member  of  the  industry,  or 
other  person,  engaged  in  commerce: 

(a)  To  use,  directly  or  indirectly,  any 


*See  footnote  on  p.  825. 
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form  of  threat,  intimidation,  or  coercion 
against  any  member  of  the  industry  or 
other  person  unlawfully  to  fix,  maintain, 
or  enhance  prices,  suppress  competition, 
or  restrain  trade;  or 

(b)  To  enter  into  or  take  part,  di- 
rectly or  Indirectly,  in  any  agreement, 
understanding,  oombination,  conspiracy, 
or  concerted  acti^  with  one  or  more 
members  of  the  industry,  or  with  one  or 
more  other  persons,  unlawfully  to  fix, 
maintain,  or  enhance  prices,  suppress 
competition,  or  restrain  trade.  I  Rule 
14} 

§  180.15  Consignment  distribution  or 
delivery  "on  memorandum".  It  is  an 
unfair  trade  practice  for  any  member  of 
the  Industry  to  employ  the  practice  of 
shipping  goods  on  consignment,  pre- 
tended consignment,  or  for  delivery  "on 
memorandum": 

<a)  When  such  practice  is  so  used,  or 
the  terms  and  conditions  thereof  so 
varied  or  arranged,  as  to  effectuate  a 
discrimination  contrary  to  the  provisions 
of  §  180  13;  or 

<b)  When  such  consignment,  pre- 
tended c6nsignment.  or  delivery  "on 
memorandum",  is  used  for  the  purpose 
and  with  the  effect  of  artificially  clog- 
ging trade  outlets  and  unduly  restricting 
competitors'  use  of  said  outlets  in  get- 
ting their  products  to  purchasers  or  con- 
sumers through  regular  channels  of 
distribution,  and  thereby  injuring,  de- 
stroying, or  preventing  competition, 
tending  to  create  a  monopoly,  or  unrea- 
sonably restraining  trade. 

Nothing  In  this  section  shall  be  con- 
strued as  restricting  or  preventing 
consignment  shipping,  or  marketing  "on 
memorandum",  when  carried  out  In 
good  faith  and  without  Illegal  discrimi- 
nation, suppression  of  competition,  or 
undue  Interference  with  competitors' 
use  of  the  usual  channels  of  distribution. 
[Rule  15] 

§  180.16  Aiding  or  abetting  use  of  un- 
fair trade  practices.  It  Is  an  unfair 
trade  practice  for  any  person,  firm,  or 
corporation  to  aid,  abet,  coerce,  or  in- 
duce another,  directly  or  indirectly,  to 
use  or  promote  the  use  of  any  unfair 
trade  practice  specified  in  SS  180.0  to 
180.16.     [Rule  161 

CROUP  n 

5  180.100  General  statement.  Com- 
pliance with  trade  practice  provisions 
embraced  In  §§  180.100  to  180.107  Is  con- 
sidered to  be  conducive  to  sound  busi- 
ness methods  and  is  to  be  encouraged 
and  promoted  individually  or  through 
voluntary  cooperation  exercised  in  ac- 
cordance with  existing  law.  Nonob- 
servance  of  such  sections  does  not  per 
se  constitute  violation  of  law.  Where, 
however,  the  practice  of  not  complying 
with  5§  180.100  to  180.107  Is  followed  In 
such  manner  as  to  result  in  unfair  meth- 
ods of  competition,  or  unfair  or  decep- 
tive acts  or  practices,  corrective  proceed- 
ings may  be  instituted  by  the  Commis- 
sion as  in  the  case  of  violation  of 
SS  180.0  to  180.16. 

S  180  101  Saturday  and  Sunday  clos- 
ings. In  the  Interest  of  the  public  and 
of  Itself,  the  Industry  urges  all  members 
of  the  industry  to  adhere  to  the  practice 


of  not  opening  their  sales  offices  on  Sat- 
urdays and  Sundays  for  the  transaction 
of  business.     (Rule  A] 

S  180.102  Repudiation  of  contracts. 
Lawful  contracts  are  business  obligations 
which  should  be  performed  In  letter  and 
in  spirit.  The  repudiation  of  contracts 
by  sellers  on  a  rising  market  or  by  buyers 
on  a  declining  market  Is  condemned  by 
the  Industry.     (Rule  Bl 

5  180.103  Use  of  vmtten  sales  con- 
tracts. In  order  to  avoid  ambiguity  and 
misunderstanding  t)etween  buyers  and 
sellers,  all  purchases  and  sales  of  prod- 
ucts of  the  Industry,  exceeding  one  piece, 
regardless  of  the  total  value  thereof, 
should  be  made  by  written  contract, 
signed  by  the  buyer  and  seller.  Such 
written  contract  should  set  forth  the 
actual  terms  and  conditions  of  the  sale 
Involved. 

Wherever  practicable,  the  delivery  of 
all  merchandise  of  any  quantity  should 
be  made  against  a  written  receipt  signed 
by  the  purchaser,  or  a  qualified  agent 
or  employee  of  the  purchaser. 

The  provisions  herein  shall  not  be  con- 
strued as  sanctioning  or  approving  any 
agreement  among  competitors  or  any 
planned  common  course  of  action  among 
competitors  to  agree  upon  or  to  fix,  spec- 
ify, or  determine  the  prices,  discounts, 
terms,  or  conditions  of  sale  to  be  covered 
in  any  sales  contract  or  transaction,  but 
these  shall  be  open  to  Individual  nego- 
tiation between  the  seller  and  buyer,  sub- 
ject to  the  requirements  of  §5  108.0  to 
108.16  and  applicable  provisions  of  law. 
[Rule  CI 

§  180.104  Use  of  samples.  The  in- 
dustry disapproves  the  giving  of  samples 
without  charge  except  In  suflBclent  quan- 
tity necessary  to  acquaint  purchasers  or 
prospective  purchasers  with  the  grade  or 
quality  of  the  product  offered  for  sale. 
However,  the  furnishing  of  any  samples 
shall  not  be  carried  out  in  a  manner 
Involving  discrimination  contrary  to  the 
provisions  of  S  180.13.     [Rule  D] 

§180.105  Arbitration  of  disputes.  The 
Industry  approves  and  recommends  the 
use  of  commercial  arbitration  for  the 
speedy  and  efficient  disposition  of  dis- 
putes arising  out  of  the  sale,  processing, 
or  distribution  of  the  Industry's  fabrics. 
[Rule  El 

• 

S  180.106  Registration  of  original  and 
novel  designs.  The  industry  recom- 
mends that  all  members  should  register 
their  original  and  novel  designs,  not 
directly  or  by  operation  of  law  dedicated 
to  the  public,  with  an  accepted  industry 
design  registration  bureau  to  the  end  that 
unauthorized  copying  of  designs  and  the 
resultant  confusion  and  misunderstand- 
ing be  eliminated  and  appropriate  in- 
formation as  to  designs  In  use  be  fully 
available  to  the  Industry.     [Rule  PI 

§  180.107  Use  of  uniform  standards  for 
examination  of  finished  piece  goods. 
For  the  visual  examination  of  finished 
piece  goods,  the  industry  recommends 
that  uniform  standards,  which  are  equit- 
able as  between  buyer  and  seller  and  fair 
to  the  trade  and  purchasing  public,  be 
used  in  the  settlement  of  disputes  con- 
cerning  the   quality   of    the   Industry's 
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goods.  Nothing  herein,  however,  shall 
be  construed  as  warranting  classifica- 
tion of  any  fabric  of  the  industry  as  a 
"first"  when  not  fully  qualified  for  such 
designation;  and  in  this  connection  In- 
dustry members  recognize  it  as  their 
obligation  to  In  no  wise  contribute  to 
any  misrepresentation  or  deception  as 
to  grade,  quality,  or  otherwise,  in  the 
further  marketing  of  the  fabric  or  prod- 
ucts made  therefrom.     [Rule  Gl 

Promulgated  and  issued  by  the  Federal 
Trade  Commission  February  11,  1949. 

[SBALl  D.  C.  Daniel, 

Secretary. 

|P.   R.   Doc.   49-I03S:    Piled.    Feb.    10,    1949; 
8:66  a.  m.l 


TITLE  24— HOUSING  CREDIT 

Chapter  Vlli — Office  of  the  Housing 
Expediter 

(Controlled  HouBlng  Rent  Reg.,*  Amdt.  66] 

Part  825^— Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (S§  825.1  to  825.12)  is  amended  in 
the  following  respects : 

1.  Schedule  B  is  amended  by  incorpo- 
rating Item  42  as  follows: 

42.  ProvUlons  relating  to  Lee  County,  Mls- 
slMlppl.  a  portion  of  the  the  Columbua, 
Mississippi.  Defense-Rental  Area. 

Decontrol  Based  Upon  the  Recommenda- 
tion of  the  Local  Advisory  Board.  The  appli- 
cation of  It  825.1  to  825.12  is  terminated  In 
all  of  Lee  County.  Mississippi,  except  the 
City  of  Tupelo  In  said  County,  a  portion  of 
the  Columbus,  Mississippi,  Defense-Rental 
Area. 

2.  Schedule  A,  item  164,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Clay  County,  and  the  City  of  Tupelo  In 
Lee  County. 
Lowndee. 


FEDERAL  REGISTER 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  52  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (e),  61  Stat.  197,  as  amended  by  62 
Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  (e) ) 

This  amendment  shall  become  effective 
February  11,  1949. 

Issued  this  8th  day  of  February  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
65  to  the  Controlled  Housing  Rent 
Regulation 

The  Local  Advisory  Board  for  the  Co- 
lumbus, Mississippi,  Defense  -  Rental 
Area.  has.  in  accordance  with  section 
204  (e)  (1)  (A)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended,  recommended 
the  decontrol  of  all  of  Lee  County,  Mis- 
sissippi, except  the  City  of  Tupelo,  a  por- 
tion of  the  Columbus,  Mississippi,  De- 
fense-Rental Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  in  accordance  with 
applicable  law  and  regulations  and  he 
is.  therefore,  issuing  this  amendment  to 
effectuate  the  recommendation. 

[F.   R.   Doc.   49-1045;    Filed.   Feb.    10,    1949; 
8:57  a.  m.J 


I  Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg..'  Amdt.  63] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulations  for  controlled  rooms 
in  roob4ing  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§§825.81  to  825.92)  is 
hereby  amended  in  the  following  re- 
spects: 


627 

1.  Schedule  B  Is  amended  by  Incor- 
porating Item  43  as  follows: 

43.  Provisions  relating  to  Lee  County,  Mis- 
sissippi, a  portion  of  the  Columbus,  Missis- 
sippi. Defense-Rental  Area. 

Decontrol  Based  Upon  the  Recommenda- 
tion of  the  Local  Adviisory  Board.  The  ap- 
plication of  :§  825  81  to  825.92  Is  terminated 
in  all  of  Lee  County,  Mississippi,  except  the 
City  of  Tupelo  in  said  County,  a  portion  of 
the  Columbus,  Mississippi,  Defense-Rental 
Area. 

2.  Schedule  A,  Item  164,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Clay  County,  and  the  City  of  Tupelo  In 
Lee  County. 
Lowndes. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  <d).  Applies  sec.  204 
<e),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  6.  C.  App. 
1894  (e)) 

This  amendment  shall  become  effective 
February  11,  1949. 

Issued  this  8th  day  of  February  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
63  to  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Rooming  Houses  and 
Other  Establishments 

The  Local  Advisory  Board  for  the 
Columbus,  Mississippi,  Defense-Rental 
Area,  has,  in  accordance  with  section 
204  (e)  (1)  <A)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended,  recommended 
the  decontrol  of  all  of  Lee  County,  Mis- 
sissippi, except  the  City  of  Tupelo,  a  por- 
tion of  the  Columbus,  Mississippi,  De- 
fense-Rental Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  Is  appropriately 
substantiated  and  in  accordance  with 
applicable  law  and  regulations  and  he 
is,  therefore.  Issuing  this  amendment  to 
effectuate  the  recommendation. 

[P.   B.   Doc.   49-1046;    Piled.    Peb.    10,    1949; 
9:00  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and   Plant 
Quarantine 

[7CFR,  Part  319  1 

Nursery  Stock.  Plant,  and  Seed 
Quarantine 

NOTICE  or  proposed  administrative  in- 
structions exempting  certain  articles 
prom  requirements 

Notice  is  hereby  given  under  section 
4  (a)  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1003  (a) )  that  the  Chief 
of  the  Bureau  of  Entomology  and  Plant 


'  13  P.  R.  6706.  5788.  6877.  6937.  6248.  6283, 
6411.  6558.  6881.  6910.  7299,  7671.  7801,  7862, 
8217.  8327,  8388;  14  P.  R.  17,  93,  143,  271, 
337,  456. 

No.  28 2 


Quarantine  Is  considering  the  issuance 
of  administrative  Instructions  as  author- 
ized In  the  first  proviso  of  Nursery  Stock, 
Plant,  and  Seed  Quarantine  No.  37  (7 
CFR  319.37  (a),  13  P.  R.  4267)  to  exempt 
certain  articles  from  the  requirements  of 
certain  regulations  supplemental  to  that 
quarantine,  as  follows: 

Restricted  plant  material  (except  Ag- 
laonema)  for  food,  analytical,  medicinal, 
or  manufacturing  purposes,  enterable 
under  S  319.37-2,  is  to  be  exempt  from 
the  notice  of  arrival  requirements  of 
S  319.37-11  of  said  regulations. 

All  grains  and  cereals  from  Canada 
which  are  restricted  plant  material  en- 
terable under  S  319.37-2  are  to  be  exempt 


'  13  P.  R.  8750.  B789,  6875.  6937,  6038,  6247, 
6283,  6411,  6556,  6882,  6911.  7299.  7672.  7801. 
7862,  8218,  8328,  8388.  14  F.  R.  18,  272,  337,  457. 


from  the  provisions  of  5§  319.37-7.  319  37- 
8,  319.37-9,  319.37-11.  319.37-15.  and 
319.37-16  of  said  regulations,  relating 
respectively  to  costs  and  charges,  inspec- 
tion, treatment,  notice  of  arrival,  free- 
dom from  soil,  and  approved  packing 
materials. 

The  purpose  of  these  instructions  will 
be  to  permit  the  Importation  of  the  above- 
specified  articles  without  compliance  with 
certain  requirements  and  conditions  that 
are  unnecessary  insofar  as  entry  of  these 
types  of  plant  material  is  concerned. 
Waiver  of  the  notice  of  arrival  require- 
ments of  §  319.37-11  of  the  regulations 
relating  to  Importations  for  food,  ana- 
lytical, medicinal,  or  manufacturing  pur- 
poses is  feasible  because  equivalent  in- 
formation can  be  obtained  from  other 
available  documents.  Also,  existing  con- 
ditions as  to  the  pest  risk  involved  in  the 


1. 
\-4. 
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Importation  of  grains  and  cereals  from 
Canada  make  It  safe  to  relieve  the  above 
specified  requirements  now  applying  to 
them. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  In  connec- 
tion with  this  matter  should  file  the  same 
with  the  Chief  of  the  Bureau  of  Ento- 
mology and  Plant  Quarantine,  Agricul- 
tural Research  Administration,  United 
States  Department  of  Agriculture,  Wash- 
ington 25.  D.  C,  within  10  days  after 
the  date  of  the  publication  of  this  notice 
In  the  Federal  Register. 
(Sec.  5,  37  Stat.  316:  7  U.  S.  C.  159;  7 
CFR  319.37  (a),  13  F.  R.  4267) 

Done  at  Washington,  D.  C,  this  1st 
day  of  February  1949. 

[seal]  Avery  S.  Hoyt, 

Acting  Chief,  Bureau  of 
Entomology  and  Plant  Quarantine. 

49-1029;    Filed,   Feb.    10.    1949; 
8:45  a. 


PROPOSED  RULE  MAKING 
BzLXJNo  Chakcb — Continued 


IF.   B.   Doc. 


m. 


Production  and  Marketing 
Administration 

[P.  Jt  S.  Docket  No.  311] 

Market  Agencies  at  Kansas  City  ! 
Yards 


>TOCK 


HOGS 


NOTICE  or  PETITI0.^f   FOR   MODITICATION   Of 
RATES 

Pursuant  to  the  provisions  of  the  Pack- 
ers and  Stockyards  Act,  1921.  as  amended 
(7  U  S.  C.  181  et  seq.«,  an  order  was 
Issued  on  March  8.  1948  t7  A.  D.  198) 
authorizing  respondents'  cu-rent  tempo- 
rary rates  and  charges. 

On  February  1,  1949,  respondents  filed 
a  petition  requesting  authority  to  put 
certain  temporary  proposed  rates  Into 
effect.  The  proposed  rates  which  are  set 
out  below  are  found  in  a  proposed  tariff 
No.  9  which  is  attached  to  the  petition 
filed  on  February  1,  1949. 

Selling  Charck< 

The  rate  for  «eUlng  cattle,  calves,  hogs, 
bulls,  sheep  and  goats  with  the  exception  of 
resales,  shall  be  as  follows: 

CATTLE 

Consignments  of  1  head  and  1  head 

only    - •^•20 

Consignments  of  more  than  1  head: 

First  5  in  each  consignment 1.00 

Next  10  In  each  consignment .95 

Each  head  over  15  in  each  conslgn- 

„ _       .85 


ment 


to.  50 

.40 
.32 

.27 


BULLS 


Weighing  700  pounds  or  over 1-  60 

Crlpe-post-mortem— T.  B.  and  Bangs..     1.  50 


CALVES 

Consignments  of  1  head  and  1  head 

only — 

Consignments  of  more  than  1  head: 

First  5  in  each  consignment 

Next  10  In  each  consignment 

Each  head  over  16  In  each  consign- 
ment   


,65 

.55 
.45 

.40 


In  no  InsUnce  shall  the  charge  lor  either 
the  selling  or  buying  of  rail  cattle  exceed  an 
amount  equal  to  »32.50  times  the  number  of 
•Ingle-decks  in  the  consignment  (car  and 
trailer  to  be  considered  as  two  cars). 


Consignment  of   1  head  and   1   head 
only 

Consignments  of  more  than  1  head: 

First  10  In  each  consignment 

Next  15  in  each  consignment 

Eeach  head  over  25  In  each  consign- 
ment  

The  charge  on  any  one  consignment  arriv- 
ing by  rail  shall  not  exceed  an  amount  equal 
to  $25.00  multiplied  by  the  number  of  single- 
deck  cars  in  the  consignment  plus  an  amount 
equal  to  $35.00  multiplied  by  the  number  of 
double-deck  cars  In  the  consignment. 

Crips  and  post-mortems 10.50 

SHCIP  AND  GOATS 

ConslgnmenU  of  1  head  and  1  head 
only '^O 

Consignments  of  more  than  1  head: 
First  10  In  each  250  head  In  each 

consignment -^S 

Next  10  In  each  260  head  In  each 

consignment '^O 

Next  30  In  each  250  head   In  each 

consignment -       -25 

Next   60  In  each  260  head  In  each 

consignment -^^ 

Next  150  In  each  260  head  In  each 

consignment •  ^"^ 

Crlps  and  post-mortems -60 

The  charge  on  &  consignment  arriving  by 
rail  shall  not  exceed  an  amount  equal  to 
$20.00  multiplied  by  the  number  of  single- 
deck  cars  in  the  consignment  plus  an  amount 
equal  to  $30.00  multiplied  by  the  number  of 
double-deck  cars  In 'that  con.slgnment. 

Resales 

Livestock  purchased  on  this  market  by  reg- 
istered traders,  or  market  agencies  and  not 
having  been  removed  from  the  market,  will 
be  resold  for  the  account  of  the  purchaser  as 
follows: 
Consignments  of  a  single  head: 

cattle •0.75 

Calves - •  50 

Hogs,  sheep  or  goats .46 

Consignments  of  more  than  1  head: 

Cattle 

Calves    

Hogs,  sheep  and  goats. -20 

Bulls 100 

Note:  Hogs  may  be  fed  on  the  Kansas  City 
Stock  Yards  Company  property  In  Kansas  or 
Missouri.  The  charge  for  selling  livestock 
coming  within  the  definition  of  this  item, 
shall  In  no  instance  exceed  the  charges  for 
selling  a  like  species. 

Extra  Se«vic«  Charges 
Checks  and  drafts,  when  necessary  or 
requested : 
For  each  check  over  one  drawn  In 
favor  of  an  owner  In  payment  for 

his   livestock $0.06 

For  each  check  over  one  drawn  In 
favor  of  a  trucker  In  payment  lor 
charges  due  him  for  transporta- 
tion of  livestock .05 

For  each  deposit  or  bank  credit  over 
one  made  for  an  owner  in  payment 

for  his  livestock 

For  each  copy  of  account  of  sale  over 
one    necessary    or    furnished    an 
owner  of  livestock  at  his  request. 
Drafts.    In  those  cases  where  more  than 
three   drafU   are   necessary   or   requested,   a 
charge  of  25  cents  per  draft  for  each  draft  In 
a  consignment  In  excess  of  three  on  any  one 
consignment,  shall  be  made. 

Example.     Charges   for    extra   draft— one 
owner  sends  in: 

Cattle    weighed    In 
charge. 

Calves    weighed    In 
charge. 


.60 
,30 


Emu  Bmrtcm  Chabc«»— Continued 
Hogs  weighed  In  4  draft*— 26  cents  extra 
charge. 

Sheep  weighed  to  4  drafts— 2«  cenU  extra 

charge. 

All  on  one  accsunt  sales;  all  one  owner. 

Uvestock  entered  In   the   American   royal 

livestock  show  or  livestock  sold  at  designated 

sales.     In  addition  to  the  regular  charges  the 

following  charges  wUl  be  made  on  all  entries 

of  livestock: 

Per  car 

Fat  catUe —  US- 00 

Stockers  and  feeders.. 15.00 

Hogs 10  00 

Sheep - 10. 00 

Per  head 
Each  single  head  regardless  of  species.  $0.  60 
For  each  group  under  car-lot .50 

A  car-lot  Is  a  lot  of  not  less  than  15  fat 
cattle,  or  20  feeder  cattle  or  25  hogs  or  60 
sheep. 

Application  or  Buting  Charges 

The  rates  for  buying  livestock  shall  be  the 
same  as  the  rates  lor  selling  (like  species) 
except  as  follows: 

1.  When  livestock  bought  by  the  purchaser 
himself  from  other  firms  Is  paid  for  by  a  live- 
stock commission  firm,  the  regular  buying 
commission  shall  be  charged  the  buyer. 

2.  When  livestock  bought  by  the  purchaser 
himself  from  other  Urms  Is  picked  up  and  or 
billed  out  or  any  other  assistants^  except 
payment,  Is  rendered  In  the  purchase  of  the 
livestock,  by  a  live  stock  commission  firm,  one 
half  of  the  regular  commission  shall  be 
charged  to  the  buyer. 

3.  When  livestock  consigned  to  a  commis- 
sion firm  for  sale  Is  sold  to  a  buyer  who  re- 
quests that  the  services  necessary  prior  to 
shipping  out  or  trucking  out  be  performed  by 
the  commission  firm,  one  fourth  the  regular 
commission  shall  be  charged  to  the  buyer. 

Not«:  The  extra  draft  charges  applicable 
to  the  sale  of  livestock  shall  not  apply  to 
bought  livestock. 

4.  When  necessary  to  piirchase  and  pick  up 
a  car  from  more  than  two  agencies  60  cents 
per  additional  agency  over  two— maximum 
additional  charge  $3.00. 


,05 


05 


2    drafts— no    extra 


3    drafts— no    extra 


Miscellanxocs  Charges 

Hog  Inspection: 

Straight  cars:  $0.20  per  car. 

Mixed  cars:  1  cent  per  head  not  to  exceed 

20  cents. 
Other  than  rail:    1  cent  per  head  with  a 

maximum  charge  of  20  cents  up  to  65 

head. 

Live  stock  Insurance  against  fire,  mixes  and 
other  damages — while  livestock  Is  on  the 
premises  of  the  Kansas  City  Stock  Yards 
Company:  7  cents  per  car  load  of  rail  ship- 
ments of  all  livestock  (horses  and  mules 
excepted).  On  drlve-ln  livestock:  There 
shall  be  collected  from  the  consignor  at  the 
rate  of  1  cent  per  head  on  all  drlve-lns  of 
cattle,  calves,  bulls,  hogs  and  sheep,  of  not 
more  than  35  cattle,  calves  or  bulls,  and  60 
hogs  and  120  sheep  or  goats. 

Deductions  Made  bt  Request 

National  Livestock  and  Meat  Board:  For 
the  promotion  of  meat  and  meat  products 
and  their  consumption,  there  will  be  de- 
ducted from  the  proceeds  of  sale  of  all  live- 
stock received  and  sold  on  the  Kansas  City 
Market  the  following: 

On  rail  livestock :  25  cents  per  load  of  cattle, 

calves,  bulls,  hogs  and  sheep. 
Other  than  rail: 

Cattle:  1  cent  per  head  no  maximum. 
Calves:   1  cent  per  head  for  each  8  head  or 

less  no  maximum. 
Hogs :   1  cent  per  head  for  each  8  up  to  125 

head. 
Bheep:   1  cent  for  each  5  head  or  less,  up 
to  125  head  and  over  300  same. 


Friday,  February  11,  1949 

Upon  request  within  60  days  this  amount 
will  be  refunded. 

Brand  Inspection  charges  (collected  at  ths 
request  of  ths  Texas  Southwestern  Cattls 
Raisers  Association,  Incorporated.) 

The  sum  of  5  cents  per  head  shall  bs  de- 
ducted from  the  proceeds  of  all  cattle  origi- 
nating In  or  shipped  from  the  State  of  Texas 
for  the  purpose  of  determining  ownership  of 
all  such  cattle. 

The  rates  petitioned  for.  If  authorized, 
will  provide  additional  revenue  for  the 
respondents  so  that  it  appears  that  pub- 


FEDERAL  REGISTER 

lie  notice  of  the  filing  of  the  petition 
should  be  given  in  order  that  all  inter- 
ested persons  may  have  an  opportunity 
to  be  heard  In  the  matter. 

Now,  therefore,  notice  is  hereby  given 
to  the  public  and  to  all  Interested  persons 
of  the  filing  of  the  petition  for  Increases 
In  the  temporary  rates  currently  In  effect. 

All  Interested  persons  who  desire  to 
be  heard  In  the  matter  shall  notify  the 
Hearing  Clerk,  United  States  Department 


629 

of  Agriculture,  Washington  25,  D.  C, 
within  15  days  from  the  date  of  publi- 
cation of  this  notice. 

Done  at  Washington,  D.  C,  this  7th 
day  of  February  1949. 

[SEAL]  Preston  Richards, 

Acting  Director,  Livestock 
Branch,  Production  and  Mar- 
keting Administration. 

[F.   R.   Doc.   49-1047:    Filed,   Feb.    10,    1949; 
9:00  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  3500] 

National  Airlines,  Inc.  ;  National  Routx 
Transfer  Investigation 

NOTici  or  postponement  of  hearing 

In  the  matter  of  the  investigation  of 
the  transfers  of  the  routes  and  properties 
of  National  Airlines,  Inc. 

Notice  is  hereby  given  that  hearing  in 
the  above-entitled  proceeding  now  as- 
signed for  February  14,  1949,  is  post- 
poned to  Monday,  March  7,  1949,  at 
10:00  a.  m.  (e.  s.  t.)  In  Conference  Room 
B,  Departmental  Auditorium.  Constitu- 
tion Avenue  between  12th  Street  and  14th 
Street,  Washington,  D.  C,  before  Chief 
Examiner  Francis  W.  Brown  and  Ex- 
aminer James  S.  Keith. 

Dated  at  Washington,  D.  C,  February 
8,  1949. 

By  the  Civil  Aeronautics  Board. 

(SEAL]  M.  C.  Mulligan, 

Secretary. 

IF.   R.   Doc.   49-1036:    Filed.   Feb.    10.    1949; 
*  8:66  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Nos.  8062.  8116,  9213  9215] 

.  Crescent  Bay  Broadcasting  Co.  et  al. 

ORDER  continuing  HEARING 

In  re  applications  of  Crescent  Bay 
Broadcasting  Company,  Santa  Monica. 
California,  Docket  No.  8062,  File  No.  BP- 
5589;  Balboa  Radio  Corporation  tKLIK>. 
San  Diego,  California.  Docket  No.  8116. 
File  No.  BP-5622 ;  Oceanside  Broadcast- 
ing Company,  Oceanside,  California, 
Docket  No.  9213,  File  No.  BP-5772;  Cen- 
tinela  Valley  Broadcasting  Company,  In- 
glewood,  California,  Docket  No.  9214,  File 
No.  BP-6176;  Bethasda  Camp  Meeting 
Grounds,  Inc.,  Anaheim,  California. 
Docket  No.  9215,  Pile  No.  BP-6720;  for 
construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  January  18. 
1949,  by  Centinela  Valley  Broadcasting 
Company,  Inglewood,  California,  request- 
ing a  continuance  in  the  hearing  pres- 
ently scheduled  for  January  31,  1949,  at 
San  Diego,  California,  upon  the  above- 
entitled  applications  for  constiuction 
permits; 


NOTICES 


It  is  ordered,  This  25th  day  of  January 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m., 
Wednesday,  March  9.  1949,  at  San  Diego. 
California.  Thursday,  March  10,  1949,  at 
Oceanside,  California,  Friday,  March  11, 
1949,  at  Santa  Monica,  California,  Men- 
day;  March  14,  1949,  at  Anaheim,  Cali- 
fornia, and  Tuesday.  March  15.  1949,  at 
Inglewood,  California. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

|F.  R.    Doc.    49-1048;    Filed.    Feb.    10,    1949; 
9:00  a.  m.J 


[Docket  No.  81111 

William  H.  Block  Co.   (WUTV) 

order  scheduling  hearing 

In  re  application  of  The  William  H. 
Block  Company  (WUTV).  Indianapolis, 
Indiana,  Docket  No.  8111,  File  No. 
BMP(7r-364;  fbr  additional  time  in 
which  to  complete  construction  of  TV 
station  WUTV,  Indianapolis,  Indiana. 

The  Commission  having,  on  Decem- 
ber 8,  1948,  designated  the  above-en- 
titled application  for  hearing;  and 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  an  early  hearing  thereon ; 

It  is  ordered.  This  4th  day  of  Feb- 
ruary 1949,  on  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  application  be  scheduled  for 
10:00  a.  m.,  Monday,  March  21,  1949,  at 
Washington.  D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F.    R.   Doc.   49-1053;    Filed.   Feb.    10.    1949; 
9:01  a.  m.l 


[Docket  No.  84091 
Parish  Broadcasting  Co. 

ORDER  continuing  HEARING 

In  re  application  of  Parish  Broadcast- 
ing Company.  Mlnden,  Louisiana,  I>ocket 
No.  8409,  File  No.  BP-5749;  for  construc- 
tion permit. 


The  Commission  having  under  consid- 
eration a  petition  filed  January  31.  1949. 
by  Parish  Broadcasting  Company.  Min- 
den.  Louisiana,  requesting  an  Indefinite 
continuance  in  the  hearing  presently 
scheduled  for  February  10,  1949,  upon 
Its  above-entitled  application  for  con- 
struction permit; 

It  is  ordered.  This  4th  day  of  Feb- 
ruary 1949,  that  the  petition  be  granted; 
and  that  the  hearing  upon  the  above- 
entitled  application  be  continued  until 
further  notice. 

Federal  Combiunications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

|F.   R.   Doc.    49-1050;    Filed,   Feb.    10,    1949; 
9:00  a.  m.J 


I  Docket  No.  8088] 

Portorican  American  Broadcasting  Co.. 
Inc.  (WPAB) 

order  continuing  hearing 

In  re  application  of  Portorican  Ameri- 
can Broadcasting  Company,  Inc. 
(WPAB) ,  Ponce,  Puerto  Rico,  Docket  No. 
8688,  File  No.  BR-1082;  for  renewal  of 
license. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  February  21.  1949,  at  Ponce. 
Puerto  Rico;  and 

It  appearing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  continuing  the  said  hearing; 

It  is  ordered.  This  4th  day  of  February 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m.. 
Tuesday,  March  1,  1949,  at  Ponce,  Puerto 
Rico. 

Federal  Communications 
Commission, 

[seal]        T.  J.  Slowie, 

Secretary. 

|F.   R.   Doc.   49-1051;    Filed,   Feb.    10.    1919; 
9:00  a.  m.) 


[Docket  No.  8716] 

Greenwich  Broadcasting  Corp. 

order  continuing  hearing 

In  re  application  of  Greenwich  Broad- 
casting Corporation.  Greenwich.  Con- 
necticut. Docket  No.  8716,  Pile  No.  BP- 
6315;  for  construction  permit. 


Fridau,  Februaru  11.  1949 


FEDERAL    BECKTFP 
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The  Commission  having  under  consid- 
eration a  petition  filed  February  2.  1949, 
by  Greenwich  Broadcasting  Corpora- 
tion. Greenwich,  Connecticut,  requesting 
a  continuance  in  the  hearing  presently 
scheduled  for  February  10,  1949,  upon  its 
above-entitled  application  for  construc- 
tion permit; 

It  is  ordered.  This  4th  day  of  Febru- 
ary 1949,  that  the  petition  be  granted; 
and  that  the  hearing  upon  the  above- 
entitled  application  be  continued  to  10 :00 
a.  m..  Tuesday,  March  1.  1949.  at  Green- 
wich, Connecticut. 


NOTICES 

Monday,  March  28.  1949,  at  Washington, 

D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F.   R.   Doc.   49-1054;    Filed.   Feb.    10.    1949; 
8:01   a.  m.) 


[SEAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


IP.    R.    Doc.    49-1049:    Filed.    Feb.    10.    1949; 
9:00  a.  m.] 


(Docket  No.  91621 

WIBS 

•  order  continuing  hearing 

In  the  matter  of  revocation  of  license 
of  Station  WIBS,  Santurce.  Puerto  Rico. 
Docket  No.  9162. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  matter 
for  February  24.  1949.  at  Santurce, 
Puerto  Rico;  and 

It  appearing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  continuing  the  said  hearing; 

It  is  ordered.  This  4th  day  of  February 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
matter  be  continued  to  10:  00  a.  m., 
Thursday.  March  3.  1949.  at  Santurce. 
Puerto  Rico. 


rssALl 


Federal  Communications 

coicmission. 
T.  J.  Slowie. 

Secretary. 


[F.   R.   Doc.   49-1052:    Piled,   Feb.    10,    1949; 
9:00  a.  m.j 


(Docket  No.  9170) 
Maison  Blanche  Co.  (WRTV) 

ORDER   scheduling  HEARING 

In  re  application  of  Maison  Blanche 
Company  (WRTV) .  New  Orleans.  Louisi- 
ana. Docket  No.  9170,  File  No.  BMFCT- 
318:  for  additional  time  In  which  to  com- 
plete construction  of  TV  Station  WRTV. 
New  Orleans,  Louisiana. 

The  Commission  having,  on  October 
21.  1948,  designated  the  above-entitled 
application  for  hearing;  and 

It  appearing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  an  early  hearing  thereon; 

It  is  ordered.  This  4th  day  of  February 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  scheduled  for  10:00  a.  m.. 


nonbroadcast  radio  services 

procedure  for  assigning  new  call  signs 

February,  2,  1949. 

Since  the  adoption  of  the  revised  Part 
2  of  the  Federal  Communications  Com- 
mission rules  and  regulations.  "Rules 
Governing  Frequency  Allocations  and 
Radio  Treaty  Matter  ".  numerous  inquir- 
ies concerning  the  new  system  of  call 
signs,  as  well  as  ihi  new  service  classi- 
fications and  terminologies,  have  been 
received.  It  is  the  purpose  of  this  public 
notice  to  Inform  all  concerned  as  to  the 
procedure  to  be  followed  in  making  the 
changeover  required  by  the  new  rules  in 
compliance  with  agreements  reached  at 
the  International  Telecommunication 
and  Radio  Conferences,  Atlantic  City, 
1947. 

Radio  stations  classified  in  Part  2  as 
broadcasting  stations  (except  auxilia- 
ries) are  not  involved  except  as  to  mat- 
ters of  terminology  nsed  in  authoriza- 
tions. Amateur  stations,  coast  stations 
(except  for  coastal  telephone  stations  in 
the  Territory  of  Alaska),  and  ship  sta- 
tions (already  changed  over)  will  like- 
wise be  affected  only  as  to  matters  of 
terminology  in  their  licenses. 

Policies  In  assigning  calls  to  broad- 
casting stations  will  be  those  heretofore 
in  effect. 

The  requirements  of  Part  2  will  be  pnt 
into  effect  Insofar  as  call  signs  and  mat- 
ters of  terminology  are  concerned  as  fol- 
lows : 

New  stations,  other  than  those  ex- 
cepted above.  Beginning  on  February  1, 
1949.  all  authorizations  will  be  written 
so  as  to  conform  to  Part  2  of  the  rules 
and  regulations  and  calls  will  be  assigned 
from  the  new  series. 

Existing  stations,  other  than  those  ex- 
cepted above.  Beginning  as  soon  as  ad- 
ministratively practicable  and  continu- 
ing for  the  next  18  months,  all  new, 
renewed  or  modified  licenses  will  be  writ- 
ten to  conform  to  Part  2.    This  will  In- 


clude the  as.<5ignment  of  new  calls  where 
required.  At  the  end  of  the  18-month 
period  the  remaining  authorizations  will 
be  acted  on  as  rapidly  as  administratively 
feasible  until  the  conversiwi  is  complete. 
In  this  process  the  Commission  will  as- 
sign call  signals  on  a  strict  sequence 
basis.  No  calls  can  be  reserved,  and  no 
consideration  can  be  given  to  requests  for 
particular  calls. 

In  order  to  permit  proper  adjustments 
to  be  made,  the  newly  assigned  calls  will 
not  be  required  to  be  used  until  30  days 
after  the  date  of  the  authorization  as- 
signing the  new  call.  After  the  expira- 
tion of  that  period  the  new  call  must  be 
substituted. 

The  revised  Part  2  of  the  rules  and  regr 
ulations  appeared  in  the  Federal  Regis- 
ter of  December  21,  1948.  Copies  will 
not  be  available  elsewhere  until  a  supply 
can  be  printed,  which  will  be  from  60  to 
90  days.  Public  announcement  will  be 
made  when  the  part  can  be  obtained 
from  the  Superintendent  of  Documents. 
Licensees  and  others  are  requested  not 
to  make  Inquiries  aBbut  the  conversion 
process.  The  many  thoa«:ands  of  sta- 
tions Involved  will  throw  an  additional 
workload  on  an  already  overloaded  staff, 
and  Inquiries  will  only  delay  the  comple- 
tion of  the  job. 


[SIALl 


Pedehal  Communications 

Commission  , 
T.  J.  Slowii, 

Secretary. 


[F.    R.   Doc.    49-1055;    Piled,   Feb.    10,    1949; 
9:01  a.  m.'i 


(Change  List  471 

Canadian  Broadcast  Stations 
lisi  or  chances,  proposed  changes.  and 

corrections  in   ASSIGNMENTS 

January  25,  1949. 

Notification  under  the  provisions  of 
Part  m.  section  2  of  the  North  American 
Regional  Broadcasting  Agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Canadian 
Broadcast  Stations  modifying  Appendix 
containing  assignments  of  Canadian 
Broadcast  Stations  (Mimeograph  47214- 
3»  attached  to  the  recommendations  of 
the  North  American  Regional  Broadcast- 
ing agreement  engineering  meeting,  Jan- 
uary 30,  1941. 


CANADA 


Call  letters 


Location 


CKEY Toronto,  Ontario. 


CJAD.. 
CFUR. 


CFTIR.. 


CFXW 

New 

ClILB... 


Montreal,  Qutbw 

Northwfst 


Hay      River, 
Territory. 

...do 

Red  De*r,  AlberU 

Norman  Wells.  NW  Terri- 
tory. 

do 

Nuiaimo,  British  Columbia 


Power 


MO  kilocycles,  1  kw;  S  kw.— 

LP. 
800  kilocycles,  5kw 


1 ,7M)      k  ilocyrles      (a-vsiim- 

nient  of  call  letters) 
100  w.  (assignm«:nt  ot  call 
I    klters). 

1 1,240     ^ilocvcles      (a-wifm- 
nient  of  call  \ettm)  100  w. 

f  1,570  kilocycles  2M  w.  («»- 


do I    iignmcnt  of  call  letters) 


Katli- 
Btion 


DA-2 
DA-1 


Clau 


III  B 
II 

IV 

IV 
II 


FrobixMe  dale  to  com- 
mence operation 


Now  In  operation  with 

l)A-2. 
Now  In  operation  with 

ekw. 

Now  In  operation. 


Do. 
lfr-l-4». 


[SEAL] 


Federal  Communications  Commission, 
T.  J.  Slowie, 

Secretary. 

[P.  R.  Doc.  49-1058;  Filed,  Feb.  10.  1949;  9;01  a.  m.) 


Friday,  February  11,  1949 

WRLD  AND  WRLI>-PM 

PUBLIC  NOTICE  CONCERNING  PROPOSED 
ASSIGNMENT  OF  LICENSE  * 

The  Commission  hereby  gives  notice 
that  on  January  27,  1949  there  was  filed 
with  It  an  application  (BAL-827)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  stations  WRLD 
and  WRLD-FM,  West  Point,  Georgia 
from  L.  J.  Duncan,  L.  A.  Duncan  and  J. 
Rawls,  d/b  as  Valley  Broadcasting  Com- 
pany to  Valley  Broadcasting  Co.,  Inc. 
The  proposal  to  assign  the  license  arises 
out  of  a  contract  of  January  14, 1949  pur- 
suant to  which  the  assignor  will  assign 
certain  physical  equipment  and  other  as- 
sets of  stations  WRLD  and  WRLI>-FM 
and  the  licenses  for  the  respective  sta- 
tions to  the  Valley  Broadcasting  Co.,  Inc. 
for  a  total  consideration  of  $67,000.  Two 
thousand  five  hundred  dollars  ($2,500) 
has  been  paid  on  accotint  and  the  balance 
of  $64,500  Is  to  be  paid  as  follows:  $29,500 
in  cash  upon  Commission  consent  to  the 
assignment;  and  the  balance  of  $35,000 
Is  payable  In  ten  semi-annual  payments 
of  $3,500  each  plus  Interest  at  the  rate  of 
5%  per  annum,  said  payments  to  be  se- 
cured by  mortgage  on  all  physical  assets 
conveyed.  Further  information  as  to  the 
arrangements  may  be  found  with  the  ap- 
plication and  associated  papers  which  are 
on  file  at  the  offices  of  the  Commission 
In  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  January  27,  1949  that  starting 
on  January  28.  1949  notice  of  the  filing 
of  the  application  would  be  inserted  in 
LaGrange  Daily  News,  a  newspaper  of 
general  circulation  at  West  Point, 
Georgia,  In  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  28.  1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  In  the  above  described  contract. 

fSec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

IF.   R.   Doc.   49-1067;    Plied,   Feb.    10,    1949; 
9:01  a.  m.| 


DOWLANDER    BROADCASTING    CO. 

PUBLIC   NOTICE   CONCERNING   THE   PROPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  December  10, 1948,  there  was  filed 
with  it  an  application  (BAL-823)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 

'  Section  1.321,  Part  1,  Rules  of  Practice 
»nd  Procedure. 


FEDERAL  REGISTER 

signment  of  license  of  R.  A.  Dowling,  Jr. 
and  Owens  F.  Alexander,  d/b  as  Dow- 
lander  Broadcasting  Company,  licensee 
of  WOOF.  Dothan.  Alabama  to  R.  A. 
Dowtthg,  Jr.,  d/b  as  Dowlander  Broad- 
casting Company.  The  proposal  to  as- 
sign the  license  arises  out  of  a  bill  of 
sale  of  December  7.  1948,  pursuant  to 
which  Owens  F.  Alexander,  the  retiring 
partner,  proposes  to  sell  his  one-half  in- 
terest in  Dowlander  Broadcasting  Com- 
pany for  $2,500  to  R.  A.  Dowling,  Jr.  The 
purchaser  agrees  to  assume  all  liabili- 
ties of  the  licensee  partnership.  Fur- 
ther information  as  to  the  arrangements 
may  be  found  with  the  application  and 
associated  papers  which  are  on  file  at 
the  oflBces  of  the  Commission  In  Wash- 
ington. D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant that  starting  on  January  25, 1949, 
notice  of  the  filing  of  the  application 
would  be  Inserted  in  the  Dothan  Eagle, 
a  newspaper  of  general  circulation  at 
Dothan,  Alabama.  In  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  25. 1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  contract. 

<Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Cobimunications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

IF.   R.   Doc.   49-1058;    Piled.   Feb.    10,    1949; 
9:01  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  Nos.  64-126,  89-78,  70-2039 J 

Eastern  Gas  and  Fuel  Associates 

notice  of  filing,  order  for  consolida- 
tion, and  notice  of  and  order  for 

HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  4th  day  of  February  1949. 

.Eastern  Gas  and  Fuel  Associates 
("Eastern")  having  heretofore  filed  with 
this  Commission  a  Notification  of  Regis- 
tration as  a  holding  company  under  the 
Public  UtUlty  Holding  Company  Act  of 
1935  ("the  act")  which  purports  to  limit 
such  registration  to  sections  4  and  5 
(Other  than  section  5  (b) )  and  the  pro- 
visions of  section  11  (b)  (2).  and  only 
to  the  extent  necessary  to  implement 
section  11  (b)  (2).  the  provisions  of  sec- 
tions 11  (c).  (d).  (e).  (f)  and  (g)  and 
of  sections  6  and  7;  and  Eastern  having 
heretofore  filed  a  plan  of  recapitalization 
(f^e  No.  64-126)  pursuant  to  section  11 
(e)  designed  to  effect  Compliance  with 
section  11  (b)  (2)  and  the  proceedings 
on  said  plan  having  been  consolidated 
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with  proceedings  instituted  under  section 
11  (b)  (2)  with  respect  to  Eastern  and 
its  subsidiaries  (Pile  No.  59-76) ; 

Notice  is  hereby  given  that  Eastern  has 
filed  a  declaration  with  this  Commission 
pursuant  to  the  act.  The  declarant  has 
designated  section  7  of  the  act.  to  the 
extent  necessary  to  Implement  compli- 
ance with  the  provisions  of  section  11 
(b)  (2).  and  Rules  U-20  to  24  Inclusive 
and  Rule  U-50,  as  being  applicable  to  the 
proposed  transactions. 

All  Interested  parties  are  referred  to 
said  declaration  which  is  on  file  In  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed which  are  summarized  as  follows: 

Eastern  proposes  to  issue  and  sell,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  $12,000,000  principal 
amount  of  its  First  Mortgage  and  Col- 
lateral Trust  Bonds %   Series  due 

March  1,  1974,  dated  as  of  March  1. 1949. 
and  to  be  issued  pursuant  to  and  secured 
by  Eastern's  present  Indenture  dated  as 
of  July  1,  1945,  and  a  Supplemental  In- 
denture to  be  dated  as  of  March  1,  1949. 
The  interest  rate  on  said  bonds  and  the 
price  to  be  received  by  Eastern  (said 
price  to  be  not  less  than  100%  nor  more 
than  102^4%  of  the  principal  amount  of 
the  bonds)  are  to  be  determined  by  the 
competitive  bidding.  Under  the  sinking 
fund  provisions  applicable  to  the  pro- 
posed new  bonds  100%  of  the  issue  would 
be  retired  at  or  before  maturity. 

The  filing  states  that  Eastern  and  Its 
subsidiaries  are  engaged  in  an  extensive 
construction  program,  which  has  required 
and  will  require  substantial  expenditures. 
Of  the  bonds  to  be  sold,  about  $5,400,000 
thereof  are  to  be  issued  on  the  basis  of 
the  certification  to  the  indenture  trus- 
tee of  existing  property  additions  con- 
structed or  acquired  since  January  1, 
1945,  and  represent  60%  of  such  property 
additions.  The  balance  of  approxi- 
mately $6,600,000  of  the  proceeds  from 
the  sale  of  the  bonds  will  be  deposited 
with  the  Indenture  trustee  to  be  drawn 
down  from  time  to  time  against  the  cer- 
tification of  additional  net  property  ad- 
ditions. Eastern  anticipates  that  a  sub- 
stantial amount  of  the  cash  so  deposited 
will  be  drawn  down  during  1949  and  the 
balance  of  the  cash  during  1950. 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  Interest 
and  In  the  Interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  matters  set  forth  In  said  dec- 
laration, and  that  said  declaration  shall 
not  be  permitted  to  become  effective  ex- 
cept pursuant  to  further  order  of  the 
Commission;  and 

It  appearing  to  the  Commission  that 
the  consolidated  proceedings  in  respect 
of  the  plan  of  recapitalization  of  Eastern 
and  of  the  section  11  (b)  (2)  proceeding 
regarding  Eastern  and  its  subsidiaries 
(File  Nos.  54-126,  59-76)  may  Involve 
common  questions  of  law  and  fact  with 
the  proceedings  in  respect  of  the  instant 
declaration  and  that  such  proceedings 
should  be  consolidated; 

It  is  ordered.  That  the  proceedings  In 
the  matter  of  Eastern  Gas  and  Fuel  As- 
sociates, File  Nos.  54-126,  59-76.  be,  and 
they  hereby  are.  consolidated  with  the 


\ 
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above-entitled  proceedings  (File  No.  70- 
2039). 

It  is  further  ordered.  That  a  hearing 
on  said  declaration,  pursuant  to  the  ap- 
plicable provisions  of  the  act  and  the 
rules  and  regulations  thereunder,  be  held 
In  said  consolidated  proceedings  on  Feb- 
ruary 24.  1949,  at  10  a.  m..  e.  s.  t..  at  the 
ofDces  of  this  Commission,  425  Second 
Street  NW..  Washington  25,  D.  C.  On 
such  date  the  hearing  room  clerk  in 
Room  101  will  advise  as  to  the  room  In 
which  such  hearing  shall  be  held. 

Any  person  desiring  to  be  heard  or 
otherwise  wishing  to  participate  in  this 
proceeding  shall  file  with  the  Secretary  of 
this  Commission,  on  or  before  February 
21.  1949  a  written  request  relative  thereto 
as  provided  by  Rule  XVII  of  the  Com- 
mission's rules  of  practice. 

It  is  further  ordered.  That  William  W. 
Swift  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  such  hear- 
ing. The  officer  so  designated  to  preside 
at  such  hearing  Is  hereby  authorized  to 
exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  the  act 
and  to  a  hearing  officer  imder  the  Com- 
mission's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  It  has  made  a  preliminary  ex- 
amination of  the  declaration  and  that, 
upon  the  basis  thereof,  the  following 
matters  and  questions  are  presented  for 
consideration  without  prejudice  to  Its 
specifying  additional  matters  or  ques- 
tions upon  further  examination: 

1.  Whether  the  proposed  issue  and  sale 
of  the  new  bonds  meet  the  requirements 
of  section  7  of  the  act. 

2.  Whether  the  fees,  commissions  and 
other  remimeration  to  be  paid  in  con- 
nection with  the  proposed  issue  and  sale 
of  bonds  are  for  necessary  services  and 
are  reasonable  in  amount. 

3.  Whether  the  accounting  entries  to 
be  recorded  in  connection  with  the  pro- 
posed issue  and  sale  of  bonds  are  proper 
and  conform  with  sound  accounting 
principles  and  meet  the  standards  of  the 
act. 

4.  What  terms  or  conditions.  If  any, 
with  respect  to  the  proposed  issue  and 
sale  of  bonds  should  be  prescribed  in  the 
public  interest  or  for  the  protection  of 
Investors  and  consumers. 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a  copy 
of  this  order  by  registered  mail  on  the 
declarant,  the  Massachusetts  E>epart- 
ment  of  Public  Utilities,  and  on  all  per- 
sons who  have  appeared  or  been  granted 
leave  to  be  heard  in  respect  of  the  plan 
of  recapitalization  of  Eastern  (File  Nos. 
54-126.  59-76).  and  that  notice  of  said 
hearing  shall  be  given  to  all  other  per- 
sons by  general  release  of  this  Commis- 
sion which  shall  be  distributed  to  the 
press  and  mailed  to  the  mailing  list  for 
releases  issued  under  the  Public  Utility 
Holding  Company  Act  of  1935  and  by 
publication  of  this  order  in  the  Federal 
Register. 


NOTICES 

It  1$  further  ordered.  That  Jurisdic- 
tion be  and  la  hereby  reserved  to  sepa- 
rate, either  for  hearing.  In  whole  or  In 
part,  or  for  disposition  in  whole  or  In 
part,  any  of  the  Issues,  questions  or  mat- 
ters hereinbefore  set  forth  or  which  may 
arise  In  this  proceeding,  or  to  consolidate 
with  this  proceeding  other  filings  or  mat- 
ters pertaining  thereto  or  to  take  such 
other  action  as  may  ap];>ear  necessary  or 
appropriate  to  an  orderly,  prompt  and 
economical  disposition  of  the  matters  In- 
volved. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.   R.   Doc.   4»-1033;    Filed.   Feb.    10,    1948; 
8:46  a.  m] 


(File  No.  70-2019] 


CoifsoLn)ATED  Edison  Company  or  New 
York,  Inc. 

order  postponing  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  3d  day  of  February  1949. 

Consolidated  Edison  Company  of  New 
York,  Inc.  ("Consolidated  Edison"),  a 
holding  company,  having  filed,  pursuant 
to  sections  9  (a)  (2)  and  10  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("act"),  an  application  in  which  it  pro- 
poses to  oCfer  an  aggregate  of  $28,000,000 
principal  amount  of  Consolidated  Edi- 
son's 3%  15-year  Convertible  Debentures 
to  the  holders  of  the  common  stock  of  the 
company  to  emerge  from  the  consolida- 
tion of  Long  Island  Lighting  Company,  a 
registered  holding  company,  and  two  of 
Its  public-utility  subsidiary  companies. 
Queens  Borough  Gas  and  Electric  Com- 
pany and  Nassau  k  Suffolk  Lighting  Com- 
r>any.  if  such  consolidation,  which  is  now 
pending  before  this  Commission  pursu- 
ant to  the  provisions  of  section  11  (e) 
of  the  act,  is  approved  by  the  appro- 
priate regulatory  authorities;  and 

The  Commission  having  ordered  that  a 
hearing  be  held  in  such  matter  at  10 
a.  m..  e.  s.  t..  on  February  8,  1949.  at  the 
offices  of  the  Securities  and  Exchange 
Commission.  425  Second  Street  NW., 
Washington  25.  D.  C;  and 

Applicant  having  requested  that  a  post- 
ponement be  granted  with  respect  to  the 
date  of  hearing  in  this  matter;  and 

The  Commission  deeming  it  appro- 
priate that  the  hearing  fixed  for  Febru- 
ary 8.  1949  be  postponed  to  February  28, 
1949: 

It  is  ordered.  That  the  hearing  in  this 
matter  heretofore  scheduled  to  com- 
mence on  February  8.  1949,  be.  and  here- 
by is,  postponed  to  10  a.  m.,  e.  s.  t.,  on 
February  28,  1949,  at  the  same  place  and 
before  the  same  trial  examiner  as  here- 
tofore designated. 

By  the  Commission. 

[SEAL  1  Ohval  L.  Dubois, 

Secretary. 

(F.   R.   Doc.   48-1031:    Filed.   Feb.   10,    1949: 
8:46  a.  m.] 


|FUe  No.  70-2034] 

CoLxncBiA  Gas  System,  Inc.  and  United 
PvxL  Gas  Co. 

ORDER   GRANTING  APPUCATION   AND  PEEMIT- 
TINC  DECLARATION  TO  BECOME  ETFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  4th  day  of  February  1949. 

The  Columbia  Gas  System.  Inc.  ("Co- 
lumbia"), a  registered  holding  company, 
and  its  subsidiary.  United  Fuel  Ga.'^  Com- 
pany ("United  Fuel"),  having  filed  a 
joint  application-declaration  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935.  particularly  sections  6  (b),  9,  10 
and  12  thereof  and  Rule  U-43  promul- 
gated thereunder,  with  respect  to  the 
issue  and  sale  by  United  Fuel  to  Colum- 
bia of  $2,000,000  principal  amount  of 
3V4%  Installment  PromLssory  Notes  due 
in  equal  annual  installments  on  August 
15  of  each  of  the  years  from  1950  to  1974. 
inclusive;  the  proceeds  from  such  sale  to 
be  utilized  by  United  Fuel  in  connection 
with  its  construction  program ;  and 

The  Public  Service  Commission  of 
West  "Virginia,  by  order  dated  January 
14.  1949,  having  approved  the  proposed 
issue  and  sale  of  notes  by  United  Fuel; 
and 

Said  Joint  application-declaration 
having  been  filed  on  January  24, 1949  and 
notice  of  such  filing  having  been  duly 
given  in  the  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act, 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to  said 
Joint  application-declaration  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  said  Joint  application -declaration  that 
the  requirements  of  the  applicable  provi- 
sions of  the  act  and  rules  thereunder 
are  satisfied,  and  that  no  adverse  finding 
are  necessary,  and  deeming  it  appropri- 
ate in  the  public  Interest  and  in  the  in- 
terests of  investors  and  consumers  that 
said  Joint  application-declaration  be 
granted  and  permitted  to  become  effec- 
tive: 

It  is  hereby  ordered,  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
said  act  and  subject  to  the  terms  and 
conditions  pre.«;cribed  In  Rule  U-24,  that 
the  aforesaid  application-declaration  be, 
and  the  same  hereby  is,  granted  and 
permitted  to  become  effective  forthwith. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBOIS, 

Secretary. 

I  P.   R.   Doc.   49-1034:    Filed,   Feb.    10,    1949; 
8:46  a.  m.] 


(File  No.  70-2045] 

Union  Producing  Ca 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  4th  day  of  February  A.  D.,  1949. 

Notice  Is  hereby  given  that  an  applica- 
tion-declaration has  been  filed  with  this 


Friday,  February  11,  1949 

Commission  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935  by 
Union  Producing  Company  ("Union"), 
a  wholly  owned  non-utility  subsidiary  of 
United  Gas  Corporation  ("United"),  a 
gas  utility  subsidiary  of  Electric  Power  ti 
Light  Corporation,  which  is  a  registered 
holding  company  subsidiary  of  Electric 
Bond  and  Share  Company,  also  a  regis- 
tered holding  company.  Union  has  des- 
ignated sections  9  (a)  (1»  and  12  (c)  of 
the  act  and  Rule  U-42  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Union  proposes  to  redeem  for  cash  on 
or  before  March  25,  1949,  $1.000.00Q  prin- 
cipal amount  of  its  6%  debentures  due 
March  1,  1952,  In  accordance  with  the 
provisions  thereof,  at  principal  amount 
and  accrued  Interest  thereon  to  date 
fixed  for  such  redemption.  Union  has 
presenter  outstanding  $36,000,000  of  said 
6%  Debentures  all  of  which  are  owned 
by  United.  The  Debentures  are  pledged 
and  held  as  collateral  under  the  provi- 
sions of  the  Mortgage  and  Deed  of  Trust 
securing  United's  First  Mortgage  Bonds. 
The  application-declaration  states  that 
United  has  advised  Union  that  United 
proposes  to  transfer  the  $1,000,000  prin- 
cipal amount  to  be  received  from  Union 
to  the  Sinking  Fund  as  the  credit  against 
ciu-rent  requirements  in  accordance  with 
the  provisions  of  the  Mortgage  and  Deed 
of  Trust  securing  United's  First  Mort- 
gage Bonds. 

Applicant-declarant  requests  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable  and  that 
It  be  effective  forthwith  upon  the  issu- 
ance thereof. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Febru- 
ary 21,  1949  at  5:30  p.  m.,  e.  s.  t.,  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest,  and  the  issues  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed  as  follows: 
Secretary.  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.  At  any  time  after  Feb- 
ruary 21,  1949,  at  5:30  p.  m.,  e.  s.  t.,  said 
application-declaration,  as  filed  or  as 
amended,  may  be  granted  or  permitted 
to  become  effective  as  provided  in  Rule 
U-23  of  the  rules  and  regulations  prom- 
ulgated under  said  act,  or  the  Commis- 
sion may  exempt  such  transactions  as 
provided  in  Rule  U-20  (a)  and  Rule  U-100 
thereof. 

« 

By  the  Commission. 

IsEALl  Orval  L.  DuBois. 

Secretary. 

IP.   R.   Doc.   49-1032;    Filed,    Feb.    10,    1949; 
8:46  a.  m.) 


(Pile  No.  70-20401 
Northern  States  Power  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
ftnd  Exchange  Commission,  held  at  its 


FEDERAL  REGISTER 

office  In  the  city  of  Washington.  D.  C, 
on  the  9th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act")  by  North- 
ern States  Power  Company  ("the  Com- 
pany"), a  Wisconsin  corporation  and 
subsidiary  of  Northern  States  Power 
Company,  a  Minnesota  corporation  and  a 
registered  holding  company.  The  ap- 
plicant designates  section  6  (b)  of  the 
act  and  Rules  U-23.  U-24  and  U-50  pro- 
mulgated thereunder  as  applicable  to  the 
proposed  transaction. 

All  interested  persons  are  referred  to 
said  application  on  file  in  the  offices  of 
this  Commission  for  a  statement  of  the 
transaction  therein  prc^osed.  which  is 
summarized  as  follows: 

The  Company  proposes  to  issue  and 
sell  at  competitive  bidding,  pursuant  to 
the  requirements  of  Rule  U-50,  $10,000,- 
000  principal  amount  of  Its  First  Mort- 
gage Bonds, %  Series  due  March  1, 

1979  ("New  Bond").  The  coupon  inter- 
est rate,  not  in  excess  of  3V'2%  Per  an- 
num, and  the  price  to  the  Company,  not 
less  than  the  principal  amount  nor  more 
than  102%%  thereof,  will  be  fixed  by 
competitive  bidding.  Said  New  Bonds 
will  be  secured  by  a  Supplemental  Trust 
Indenture  dated  March  1,  1949,  from  the 
Company  to  First  Wisconsin  Trust  Com- 
pany, Trustee,  being  supplemental  to  the 
original  indenture  between  the  same 
parties  made  as  of  April  1,  1947. 

The  Company  states  that  the  proceeds 
from  the  New  Bonds  will  be  added  to  its 
general  funds  and  used  to  provide  part  of 
the  new  capital  required  to  carry  out  its 
1949  construction  budget.  It  estimates 
that  approximately  $13,560,000  will  be 
expended  in  1949  and  approximately 
$1,840,000  in  1950.  The  financing  of  the 
construction  budget  will  be  provided  from 
treasury  cash  (reserves  and  earnings), 
the  proceeds  of  the  sale  of  the  New 
Bonds,  and  additional  financing  of  ap- 
proximately $3,500,000.  It  is  the  Inten- 
tion of  the  Company  to  accomplish  the 
additional  financing  ultimately  through 
the  sale  of  additional  Common  Stock,  if 
possible,  with  interim  financing  through 
bank  loans  or  otherwise  as  required. 

The  Company  estimates  that  its  ex- 
penses In  connection  with  the  proposed 
transaction  will  be  $80,000,  including 
$11,500  for  legal  services.  The  proposed 
purchase  contract  provides  that  the  suc- 
cessful bidder  or  bidders  shall  pay  the  fee 
($6,000)  and  expenses  of  Independent 
counsel  to  the  underwriters. 

The  Company  expects  that  its  Regis- 
tration Statement  relating  to  its  offering 
of  the  New  Bonds  will  become  effective  on 
or  about  February  17,  1949  for  the  pur- 
pose of  inviting  and  receiving  competi- 
tive bids.  It  requests  that  the  Commis- 
sion reduce  the  10-day  notice  period  pro- 
vided by  Rule  U-50  (b)  to  6  days  for  the 
piu-pose  of  the  proposed  transaction,  that 
the  Commission's  order  be  issued  as  expe- 
ditiously as  possible,  and  that  it  be  effec- 
tive immediately  upon  Issuance. 

It  is  further  stated  the  proposed  trans- 
action is  subject  also  to  the  Jurisdiction 
of  the  Public  Service  Commission  of  the 
State  of  Wisconsin,  before  Which  an 
application  Is  now  ptUdlng  with  respect 
thereto. 


633 

Notice  Is  further  given  that  any  Inter- 
ested person  may,  not  later  than  Febru- 
ary 18,  1949,  at  5:30  p.  m.,  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  nature  of  his  interest,  the  reason  for 
such  request,  and  the  issues,  If  any,  of 
law  or  fact  proposed  to  be  controverted: 
or  he  may  request  that  he  be  notified  if 
the  Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW..  Washington  25,  D.  C.  At  any  time 
after  said  date  said  application,  as  filed 
or  as  amended,  may  be  granted  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  imder  the  act,  or  the 
Commission  may  exempt  such  transac- 
tion as  provided  in  Rules  U-20  and  U-100 
thereof. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

I  p.   R.   Doc.   49-1069;    Filed,   Feb.    10,    1949; 
9:04  a.  m] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Properfy 

AtrrHORmr:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  60 
U.  8.  C.  and  Supp.  App.  1.  618,  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  126281 

Robert  Kanter 

In  re:  Estate  of  Robert  Kanter,  de- 
ceased. File  No.  D-66-1532;  E.  T.  sec. 
9768. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gertrude  Nathanson,  also 
known  as  Charlotte  Gertrud  Nathanson. 
and  Dr.  Hans  Kanter,  whose  last  known 
address  was,  on  December  11,  1946,  Ger- 
many, were  on  such  date  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) : 

2.  That  Katherlna  (Catherlna)  Finder 
and  Helene  Herrmann,  the  domiciliary 
personal  representatives,  heirs,  next-of- 
kin,  legatees  and  distributees,  names  un- 
known, of  Martha  Avellis  Schlesinger, 
deceased,  and  the  domiciliary  personal 
representatives,  heirs,  next-of-kin,  lega- 
tees and  distributees,  names  unknown, 
of  Mathilde  Heller,  also  known  as  Ger- 
trude Heller,  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  the  sum  of  $320  84  was  paid 
to  the  Alien  Property  Custodian  by  Byron 
R.  Forster,  Surviving  Administrator  of 
the  estate  of  Robert  Kanter.  deceased; 

4.  That  the  said  sum  of  $320.84  was  ac- 
cepted by  the  Attorney  General  of  the 
United  States  on  December  11. 1946,  pur- 
suant to  the  Trading  with  the  Enemy  Act, 
as  amended; 

5.  That  the  said  sum  of  $320.84  is  pres- 
ently in  the  possession  of  the  Attorney 
General  of  the  United  States  and  was 
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property  within  the  United  States  owned 
or  controlled  by.  payable  or  deliverable 
to.  held  en  behalf  of  or  on  account  of, 
or  owing  to.  or  which  was  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

6.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
Katherina  (Catherina)  Finder  and 
Helene  Herrmann,  and  the  domiciliary 
personal  representatives,  heirs,  next-of- 
kin,  legatees  and  distributees,  names  un- 
known, of  Martha  Avellis  Schlesinger.  de- 
ceased, and  the  domiciliary  personal  rep- 
resentatives, heirs,  next-of-kin,  legatees 
and  distributees,  names  unknown,  of 
Mathilde  Heller,  also  known  as  Gertrude 
Heller,  deceased,  were  not  within  a  des- 
ignated enemy  country  on  December  11, 
1946,  the  national  interest  of  the  United 
States  required  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany)   on  such  date. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

This  vesting  order  is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  oJ 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  5.  1949. 

For  the  Attorney  General, 

[ssALl  David  L.  Bazilon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   4^1037;    Piled.    Peb.    10.    1949; 
8:56  a.  m.] 


NOTICES 

States  in  an  account  numbered  28-24256. 
together  with  any  and  all  declared  and 
unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  els 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  In- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States, 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  13.  1949. 

For  the  Attorney  General. 

[ssal]  Hahold  I.  Bayntoh. 

Deputy  Director, 
Office  of  Alien  Property. 

[V.   R.    Doc.    49-1039;    Filed.   Peb.    10,    X949; 
8:66  a.  m.J 


(Vesting  Order   126871 
Alline  De  Muralt 

In  re:  Stock  owned  by  Alline  De 
Muralt. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Alline  De  Muralt,  on  or  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  and  on  or  since  De- 
cember 11.  1941,  has  been  a  resident  of 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Ten  (10)  shares  of  $15  par  value 
capiUl  stock  of  The  Chase  National 
Bank  of  New  York,  New  York,  New  York, 
evidenced  by  a  certificate  numbered 
388256,  registered  in  the  name  of  Alline 
De  Muralt  and  presently  in  the  custody 
of  the  Attorney  General  of  the  United 


Ing  administered  by  Title  Guarantee  and 
Trust  Company,  trustee,  176  Broadway. 
New  York  7,  New  York, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown  of  Marie  Palm, 
deceased,  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered.  Uquldated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazilon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   B.   Doc.    49-1041;    Piled.   Peb.    10.    1949; 
8:57  a.  m.J 
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(Vesting  Order  127051 

Richard  Hillmann  and  Tnxi  Gtjarantek 
AMD  Trust  Co. 

In  re:  Trust  under  agreement  dated 
January  4.  1928  between  Richard  Hell- 
mann.  grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee,  and  amend- 
ments.   File  No.  F-28-3365  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  Mrs.  Gertrud  Unger,  whose 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a  des- 
ignated enemy  country  (Germany); 

2.  That  the  Issue,  names  unknown,  of 
Marie  Palm,  deceased,  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  and  aris- 
ing out  of  or  under  that  certain  trust 
agreement  dated  January  4.  1928.  by  and 
between  Richard  Hellmann.  grantor,  and 
Title  Guarantee  and  Trust  Company, 
trustee,  as  amended  on  December  29. 1927 
and  on  February  15,  1928,  presently  be- 


( Vesting  Order  CE-263.  Amdt  ] 

Costs  and  Expenses  Inccrred  in  Certain 
Actions  or  Proceedings  in  Certain  In- 
diana, Wisconsin,  Minnesota  and  Ohio 
Courts 

Vesting  Order  CE>-253,  dated  April  23. 
1946.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  the  name  "Louise  Orazen" 
appearing  in  Column  1  of  Item  18  in  Ex- 
hibit A  attached  to  and  by  reference 
made  a  part  of  said  Vesting  Order  CE-253 
and  substituting  therefor  the  name 
'AlojElja  Omahen." 

All  other  provisions  of  said  Vesting  Or- 
der CE-253  and  all  actions  taken  by  or 
on  behalf  of  the  Allen  Property  Custo- 
dian or  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C,  on  Feb- 
ruary 1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 

Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49  1044;    Filed,   Feb.    10,   1949; 
8:57  a.  m.J 
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Washington,  Saturday,  February  12,  1949 


TITLE  3— THE  PRESIDENT 
PROCLAMATION  2825 

Enlarging  the  Channel  Islands  National 
Monument,  California 

BY  the  president  OF  THE  UNITED  STATES 

OF  AMERICA 

A  PROCLAMATION 

WHEREAS  it  appears  that  certain 
islets  and  rocks  situated  near  Anacapa 
and  Santa  Barbara  Islands,  which  for  the 
most  part  form  the  Channel  Islands  Na- 
tional Monument,  established  by  Procla- 
mation No.  2281  of  April  26.  1938  <52  Stat. 
1541),  are  required  for  the  proper  care, 
management,  and  protection  of  the  ob- 
jects of  geological  and  scientific  Interest 
located  on  lands  within  the  said  monu- 
ment; and 

WHEREAS  it  appears  that  it  would  be 
in  the  public  interest  to  extend  the 
boundaries  of  the  said  monument  to  In- 
clude the  hereinafter-described  areas 
adjacent  to  the  said  Islands: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  the  United  States 
of  America,  under  and  by  virtue  of  the 
authority  vested  In  me  by  section  2  of  the 
act  of  June  8. 1906.  34  Stat.  225  ( 16  U.  S.  C. 
431 »,  do  proclaim  that,  subject  to  valid 
existing  rights,  the  areas  within  one  nau- 
tical mile  of  the  shoreline  of  Anacapa  and 
Santa  Barbara  Islands,  as  indicated  on 
the  diagram  hereto  attached  and  forming 
a  part  hereof,'  are  withdrawn  from  all 
forms  of  appropriation  under  the  public- 
land  laws  and  added  to  and  re.served  as 
a  part  of  the  Channel  Islands  National 
Monument. 

The  reservation  made  by  this  procla- 
mation shall  not  affect  the  lands  included 
In  existing  reservations  for  lighthouse 
purposes,  or  the  rights  of  Ingress  and 
egress  appertaining  thereto,  as  particu- 
larly described  in  the  said  Proclamation 
No  2281. 

Warning  Is  hereby  expressly  given  to 
any  unauthorized  persons  not  to  appro- 
priate. Injure,  destroy,  deface,  or  remove 
any  feature  of  this  monument  and  not  to 
locate  or  settle  upon  any  of  the  lands 
thereof. 

The  Director  of  the  National  Park 
BerMce,  under  the  direction  of  the  Sec- 


retary of  the  Interior,  shall  have  the 
supervLsion.  management,  and  control  of 
this  monument  as  provided  in  the  act  of 
Congress  entitled  "An  act  to  establish  a 
National  Park  Service,  and  for  other  pur- 
poses", approved  August  25, 1916  <  39  Stat. 
535 ;  16  U.  S.  C.  1  and  2  > ,  and  acts  supple- 
mentary thereto  or  amendatory  thereof. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  seal  of 
the  United  States  to  be  affixed. 

DONE  at  the  City  o:  Washington  this 
9th  day  of  February  in  the  year  of 
our  Lord  nineteen  hundred  and 
[seal]  forty-nine,  and  of  the  Inde- 
pendence of  the  United  States 
of  America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Truman 

By  the  President: 

Dean  Acheson, 

Secretary  of  State. 

(P.    R.    Doc.    49-1136;    Filed.    Feb.    10,    1949: 
13:06  p.  m.J 


'  See  p.  636.  infra. 


PROCLAMATION   2826 
"I  Am  An  American  Day,"  1949 

BY    THE    PRESIDENT   OF   THE   UNITED   STATES 

or    AMERICA 

A  PROCLAMATION 

WHEREAS  the  growth,  prosperity,  and 
well-being  of  our  country'  depend  pri- 
marily on  an  alert,  enlightened,  arid 
faithful  citizenry;  and 

WHEREAS  the  strength  of  our  Nation 
lies  in  the  unity  of  all  our  people,  of 
whatever  race,  creed,  culture,  or  national 
origin — a  unity  that  can  be  built  only 
upon  full  realization  of  the  worth  and 
meaning  of  American  citizenship;  and 

WHEREAS  it  is  necessary  for  each 
citizen,  native-born  and  foreign-born 
alike,  to  meet  his  responsibihties  of  citi- 
zenship with  Intelligence,  courage,  and 
unselfish  devotion  to  the  principles  upon 
which  this  Nation  is  founded: 

NOW,  THEREFORE,  I,  HARRY  S. 
TRUMAN,  President  of  the  United  States 
of  America,  under  and  by  virtue  of  the 
authority  vested  In  me  by  the  Congress 
by  Public  Resolution  67,  approved  May 

(Continued  ou  p.  637) 
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Saturday,  February  12,  1949 

3.  1940,  do  hereby  designate  Sunday. 
May  15,  1949.  as  "I  Am  An  American 
Day,"  and  do  set  aside  that  day  as  a 
public  occasion  for  the  special  recogni- 
tion of  those  of  our  youth  who  have  be- 
come of  age  and  to  those  foreign-born 
who  have  been  naturalized  during  the 
past  year.  And  I  urge  all  Americans  on 
that  day  to  reaffirm  their  faith  in  the 
principles  and  idetils  to  which  this  Na- 
tion Is  dedicated  and  more  firmly  resolve 
to  discharge  In  full  the  solemn  obliga- 
tions of  their  citizenship. 

I  call  upon  Federal,  State,  and  local 
ofBcial.';.  as  well  as  patriotic,  civic,  and 
educational  organizations,  to  conduct  ex- 
ercises on  or  about  May  15  in  which  all 
our  people  may  join  with  those  who  have 
newly  assumed  the  responsibilities  of 
American  citizenship  In  dedicating  them- 
selves to  the  pursuit  of  peace,  security, 
and  happiness  for  Americans  and  for 
people  everywhere. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
affixed. 


FEDERAL  REGISTER 

DONE  at  the  City  of  Washington  this 
10th  day  of  February  in  the  year  of  our 

Lord  nineteen  and  forty-nine, 
[seal]     and  of  the  Independence  of  the 

United  States  of  America  the 
one  hundred  and  seventy-third. 


Hakry  S.  Truman 


By  the  President: 


Dean  Acueson. 
Secretary  of  State. 

|P.    R.    Doc.   "9-1175;    Filed.    Feb.    11.    1949; 
10:40  a.  m] 


EXECUTIVE  ORDER   10036 

Restoration  of  Lands  to  Location  and 
Entry  Under  the  Mining  Laws  of  the 
United  States 

california 

By  virtue  of  the  authority  vested  in  me 
by  section  2  of  the  act  of  May  29.  1928.  45 
Stat.  958.  and  upon  the  recommendation 
of  the  Secretary  of  Agriculture  and  the 
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Secretary  of  the  Interior.  It  is  ordered 
as  follows: 

Subject  to  valid  existing  rights  and  to 
the  provisions  of  existing  withdrawals, 
the  following-described  land  in  the 
Angeles  National  Forest.  California,  is 
hereby  opened  to  location  and  entry 
under  the  mining  laws  of  the  United 
States : 

San  Beknardino  Meridian 

T  4  N..  R    13  W., 
Sec.  35.  All; 
Sec.  36,  N'2,  SW'4.  N'iSE'n,  N'iS'jSE';. 

The  areas  described  aggregate  1,240 
acres. 

This  order  .shall  not  become  effective  to 
change  the  status  of  the  land  until  10:00 
a.  m.  on  the  thirty-flfth  day  after  the 
date  of  tliis  order,  at  which  time  the  land 
shall,  subject  to  the  provisions  of  this 
order,  become  subject  to  disposal  under 
the  mining  laws  of  the  United  States. 

Harry  S.  Truman 

The  White  House, 

February  10,  1949. 

[F.    R.    Doc.    49-1143;    Filed,    Feb.    10,    1949; 
4:22  p.  ml 


RULES  AND  REGULATIONS 


TITLE  7— AGRICULTURE 


Chopter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.  160) 

Part  933 — Oranges.  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

§  033.428  Oranpe  Regulation  160— 
(a)  Findings.  tl>  Pursuant  to  the  Mar- 
keting agreement,  as  amended,  and  Or- 
der No.  33.  as  amended  (7  CFR  and 
Supps.  Part  933),  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tange- 
rines grown  in  the  State  of  Florida,  ef- 
fective under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  and  upon 
the  ba.sis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  Infor- 
mation, It  Is  hereby  found  that  the  limi- 
tation of  shipments  of  oranges,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  Is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  In  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  In  the  Federal  Register 
•60  Stat.  237;  5  U.  8.  C.  1001  et  seq.) 
because  the  time  intervening  between 
the  date  when  information  upon  which 
this  section  is  based  became  available 
and  the  time  when  this  section  must  be- 
come effective  in  order  to  effectuate  the 
declared  policy  of  the  Agricultural  Mar- 
keting   Agreement    Act    of    1937,    as 


amended.  Is  insufficient,  and  a  reason- 
able time  Is  permitted,  under  the  cir- 
cumstances, for  such  effective  date. 

<b)  Order.  <l)  Orange  Regulation 
159  114  F.  R.  501)  Is  hereby  terminated 
as  of  the  effective  time  of  this  regulation 
except  with  respect  to  the  regulation  of 
shipments  of  Temple  oranges  grown  In 
Regulation  Area  I  or  Regulation  Area 
II.  The  provisions  of  said  Orange  Regu- 
lation 159  governing  shipments  of  Tem- 
ple oranges,  which  are  continued  in 
effect,  are  set  forth  In  this  section. 

<2)  During  the  period  beginning  at 
12:01  a.  m.,  e.  s.  t..  Februarj,^14,  1949, 
and  ending  at  12:01  a.  m..  e.  s.  t..  Febru- 
ary 28,  1949,  no  handler  shall  ship: 

(i>  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  I 
which  grade  U.  S.  No.  2  Bright,  U.  S.  No. 
2.  U.  S.  No.  2  Russet.  U.  S.  No.  3.  or 
lower  than  U.  S.  No.  3  grade; 

(ii>  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S. 
No.  3,  or  lower  than  U.  S.  No.  3  grade; 

(ill)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S,  No.  2 
Bright  unless  such  oranges  (a)  are  in  the 
same  container  with  oranges  which  grade 
at  least  U.  8.  No.  1  Russet  and  <b)  are 
not  in  excess  of  50  percent,  by  count,  of 
the  number  of  all  oranges  in  such  con- 
tainer; or 

(iv)i  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  I  or 
Regulation  Area  n  which  are  of  a  size 
(a)  smaller  than  a  size  that  will  pack 
288  oranges,  packed  in  accordance  with 
the  requirements  of  a  standard  pack.  In 
a  standard  nailed  box.  or  <b>  larger  than 
a  size  that  will  pack  126  oranges,  packed 
In  accordance  with  the  requirements  of 
a  standard  pack,  in  a  standard  nailed 
box. 


(3>  During  the  period  beginning  at 
12:01  a.  m..  e.  s.  t..  February  7.  1949.  and 
ending  at  12:01  a.  m..  e.  s.  t..  July  31, 
1949.  no  handler  shall  ship  any  Temple 
oranges,  grown  in  Regulation  Aiea  I  or 
Regulation  Area  II,  which  grade  U.  S. 
No.  2  Russet,  U  S.  No.  3.  or  lower  than 
U.  S.  No.  3  grade. 

<4)  As  used  in  this  section,  the  terms 
"handler,"  'ship,"  "Regulation  Area  I," 
and  "Regulation  Area  II"  shall  each 
have  the  same  meaning  as  when  used 
In  said  amended  marketing'  agreement 
and  order;  and  the  terms  "U.  S.  No.  1 
Russet,"  "U.  S.  No.  2  Bright."  "U.  S.  No. 
2,"  "U.  S.  No.  2  Rus.set,"  "U.  S.  No.  3," 
"standard  pack,"  "container,"  and 
"standard  nailed  box"  shall  each  have 
the  same  meaning  as  when  used  in  the 
United  States  Standaids  for  Oranges 
(13  F.  R.  5174,  5306).  (48  Stat.  31.  as 
amended:  7  U.  S.  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933 » 

Done  at  Washington,  D.  C,  this  10th 
day  of  February  1949. 

fSEAL]  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting  Administration. 

|F.   R.   Doc.   49-1171;    Filed.   Feb.    11,    1949; 
10:04  a.  m.J 


Part  966- 


I Orange  Reg.  267] 

-Oranges  Grown  in  California 
and  Arizona 


limitation  of  shipments 

5  966.413  Orange  Regulation  267 — (a) 
Findings.  <  1 )  Pursuant  to  the  provisions 
of  Order  No.  66  <7  CFR,  Cum.  Supp.. 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  In  the  State  of  Cali- 
fornia or  in  the  State  of  Arizona,  effec- 


tlve  under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Orange  Admin- 
istrative Committee,  established  under 
the  said  order,  and  upon  other  available 
Information,  it  is  hereby  found  that  the 
limitation  of  the  quantity  of  such 
oranges  which  may  be  handled,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  pwllcy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  publi- 
cation thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  lOQl  et  seq.) 
because  the  time  Intervening  between 
the  date  when  information  upon  which 
this  section  is  based  became  available 
and  the  time  when  this  section  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as' 
amended,  is  insufficient,  and  a  reason- 
able time  is  permitted,  under  the  cir- 
cumstances, for  preparation  for  such  ef- 
fective date. 

(b)  Order.  (D  The  quantity  of  or- 
anges grown  In  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s..  t..  February  13.  1949, 
and  ending  at  12:01  a.  m.,  P.  s.  t.,  Feb- 
ruary 20.  1949,  is  hereby  fixed  as  follows: 

(i)  Valencia  oranges.  (a)  Prorate 
District  No.  1 :  no  movement ; 

(b)  Prorate  District  No.  2:  no  move- 
ment: 

(c)  Proratv  District  No.  3:  no  move- 
ment. 

(li)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  un- 
limited movement; 

(5)  Prorate  District  No.  2:  600  car- 
loads; 

(c)  Prorate  District  No.  3:  unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

<3»  As  used  in  this  section,  "handled," 
"handler,"  'carloads,"  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  the  said  or- 
der; and  "Prorate  District  No.  1."  "Pro- 
rate District  No.  2,"  and  "Prorate  Dis- 
trict No.  3"  shall  have  the  same  mean- 
ing as  is  given  to  each  such  term  in 
$966,107  (11  P.  R.  10258)  of  the  rules 
and  regulations  contained  in  this  part. 
(43  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq. ) 

Done  at  Washington.  D.  C,  this  11th 
day  of  February -1949. 

[SE.\Ll  S.  R.  Smith, 

Director,    Fruit   and    Vegetable 
Branch,  Production  and  Mar- 
w  ketina  Administration. 


RULES  AND  REGULATIONS 

PsoEATB  Bask  £Ichkdx7U 

(12:01  ».  m.  Feb.   13,   1940.  to  12:01   ft.  m. 
Feb.  20,  10491 

ALL    ORANCXS    OTHn    THAN    VALXNCU    OKANOXS 

Prorate  District  No.  i 

Prorate  bast 
Handler                    "     {,i>ercent\ 
ToUl 100.0000 

A.  F.  O.  Alta  Loma 3692 

A.  F.  O.  Corona .3770 

A.  F.  G.  PuUerton 0476 

A.  F.  O.  Orange 0410 

A.  F.  G.  Riverside 6603 

Hazeltlne  Packing  Co .0984 

Placentla  Pioneer  Valencia  Growen 

Association .0654 

Signal  Fruit  Association .  8877 

Azusa  Citrus  Association .  1. 1332 

Damerel-AlUson    Co 1. 1139 

Olendora  Mutual  Orange  Associa- 
tion   -  .6151 

Irwlndale  Citrus  Association -  .4790 

Puente  Mutual  Cltrvis  Association.  .0497 
Valencia    Heights    Orchards    Asso- 
ciation  - .2117 

Covlna  Citrus   Association 1.7042 

Covlna    Orange    Growers    Associa- 
tion  6103 

GleHdora  Citrus  Association _  .9782 

Glendora     Heights     Orange     and 

Lemon  Growers  Association .1693 

Gold  Buckle  Association 8.2679 

La  Verne  Orange  Association .  3.8954 

Anaheim  Citrus  Fruit  Association.  .0882 
Anaheim  Valencia  Orange  Associa- 
tion   .0265 

Eadlngton  Fruit  Company,   Inc —  .3423 
FuUerton  Mutual  Orange  Associa- 
tion   - 2417 

La  Habra  Citrus  Association .  1245 

Orange    County    Valencia   Associa- 
tion  .0355 

Orangethorpe  Cltriis  Association..  .0241 
P.acentla  Cooperative   Orange   As- 
sociation   - 0329 

Torba    Linda    Citrus    Association, 

The -  .0118 

Escondldo   Orange   Association .  4369 

Alta    Loma    Heights    Citrus    Asso- 
ciation   .  2799 

Citrus  Fruit  Growers .8951 

Cucamonga  Citrus  Association .3710 

Etlwanda  Citrus  Fruit  Association.  .2153 

Mountali»^yiew  Fruit  Association.  .  1472 

Old  Baldy  Citrus  Association .3726 

Rlalto  Heights  Orange  Growers.. .  .3814 

Upland  Citrus  Association 2.2170 

Upland  Heights  Orange  Association.  1.  0102 

Consolidated  Orange  Growers .  0248 

Frances  Citrus  Association .0109 

Garden  Grove  Citrus  Association..  .0237 

Goldenwest  Citrus  Association .0991 

Olive  Heights  Citrus  Association...  .0406 
Santa    Ana-Tustln    Mutual    Citrus 

Association 0217 

Santiago  Orange  Growers  Associa- 
tion    .1494 

Tustln  Hills  Citrus  Association .0378 

Villa  Park  Orchard  Association .0384 

Bradford  Brothers.  Inc _  .2382 

Placentla  Mutual  Orange  Associa- 
tion   .1655 

Placentla  Orange  Growers  Associa- 
tion    .2505 

Yorba  Orange  Growers  Association.  .  0398 

Call  Ranch -  .6140 

Corona  Cltrxis  Association .9888 

Jameson    Co .3725 

Orange  Heights  Orange  Association.  1.5191 
Crafton   Orange   Growers   Associa- 
tion   - 1.2171 

East  Highlands  Citrus  Association.  .4144 

Fontana  Citrus  Association .  .4233 

Highland   Fruit   Growers   Associa- 
tion   .. .6638 

Redlands  Heights  Groves. ...... .M.  .8648 

Relands  Orangedale  Association....  .  9803 

Break  &  Son,  Allen .2450 


PiORATi  Base  Schidul* — Continued 

ALL  OKANCXS  OTHKK  THAN  VALENCIA  OKANCES— 

continued 

Prorate  District  No.  2 — Continued 

Prorat-  bate 
Handler                                     {percent) 
Brya  Mawr  Fruit  Growers  Associa- 
tion   -  0.  9:n6 

Mission  Citrus  Association .  7873 

Redlands  Cooperative  Fruit  Associ- 
ation   - --  1.5545 

Redlands  Orange  Growers  Associa- 
tion   1.0155 

Redlands  Select  Groves .3874 

Rlalto  Citrus  Association .5917 

Rlalto  Orange  Co .3079 

Southern  Citrus  Association .7282 

United  Citrus  Growers .6997 

Zllen  Citrus  Co _  .6735 

Andrews  Brothers  of  Calif .SC93 

Arlington  Heights  Citrus  Co -  .8316 

Brown  Estate.  L.  V.  W -  1.  8472 

GavUan  Citrus  Association 1.90:0 

Hemet  Mutual  Groves... .  1793 

Hlghgrove  Fruit  Association .7203 

Krlnard  Packing  Co 1.  8815 

McDermont  Fruit  Co 1.98G8 

Monte  Vista  Citrus  Association 1.3534 

National  Orange  Co.. .9142 

Riverside  Heights  Orange  Growers 

Association 1.2870 

Sierra  Vista  Packing  Association...  .8321 

Victoria  Avenue  Citrus  Association.  3.  6100 

Claremont  Citrus  Association 1.0578 

College   Heights  Orange   &   Lemon 

Association 1.  1947 

El  Camlno  Citrus  Association .  4375 

Indian  Hill  Citrus  Association 1.2734 

Pomona  Fruit  Growers  Exchange 1.  8022 

Walnut  Fruit  Growers  Association..  .  4958 

West  Ontario  Citrus  Association 1. 1564 

El  Cajon  Valley  Citrus  Association..  .5795 
San  Dlmas  Orange  Growers  Associa- 
tion   1.2788 

Ball  &  Tweedy  Association .  0791 

Canoga  Citrus  Association -  .0857 

Covlna  Valley  Orange  Co 2027 

North  Whlttler  Heights  Citrus  Asso- 
ciation  - .1499 

San  Fernando  Fruit  Growen  AjssocI- 

atlon 4015 

San  Fernando  Heights  Orange  Asso- 
ciation  .4034 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation  2714 

Camarlllo  Citrus  Association .  0109 

Fillmore  Citrus  Association 1.  2197 

OJal  Orange  Association -  .8952 

Plru  Citrus  Association 1. 1807 

Santa  Paula  Orange  Association .  1304 

Tapo  Citrus  Association .0069 

East  Whlttler  Citrus  Association...  .0100 

Whlttler  Citrus  Association .2221 

Whlttler  Select  Citrus  Association..  .  0359 
Anaheim  Cooperative  Orange  Asso- 
ciation  - 0604 

Bryn  Mawr  Mutual  Orange  Associa- 
tion   - 5111 

Cbula  Vista  Mutual  Lemon  Associa- 
tion   .  1406 

Escondldo  Cooperative  Citrus  Asso- 
ciation  .0912 

Euclid  Avenue  Orange  Association.  3. 1719 
FuUerton  Cooperative  Orange  Asso- 
ciation  0314 

Garden  Grove  Orange  Cooperative. 

Inc 03:^3 

Golden  Orange  Groves.  Inc .3060 

Highland  Mutual  Groves _  .3287 

Index  Mutual  Association .0042 

^ia  Verne  Cooperative  Citrus  Asso- 
ciation  ._  3.4570 

Mentone  Heights  Association .  .6105 

Olive  Hillside  Groves.  Inc .0150 

Orange  Cooperative  Citrus  Associa- 
tion   -.  .0340 

Redlands  Foothill  Groves 2.  6609 

Redlands  Mutual   Orange   Associa- 
tion   _  .9237 

Rlversldt  Citrus  Association .2509 


Saturday,  February  12,  1949 

PiOKATE  Base  Scheoc:b — Continued 

ALL  OKAMCSS  OTHEm  THAN  VALENCIA   OSANCES 

continued 
Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Ventura  Courty  Orange  and  Lemon 

Association   0.  2C32 

Whlttler  Mutual  Orange  and  Lemon 

Association .t231 

Bi.bljulce  Corp.  of  Calif .4992 

Cherokee  Citrus  Co.  Inc 1.0477 

Chess  Co.,  Meyer  W .3076 

Evans  Bros.  Packing  Co .9722 

Gold  Banner  Association 2  0245 

Ciranada   Packnig   House .3380 

Hill  Packing  House,  Fred  A... 6224 

Inland  Fruit  Dealers,  Inc 1983 

NLicDonald  Fruit  Co . .1322 

Grange  Belt  Fruit  Distributors 2.0570 

P:;nno  Fruit   Co.,  Carlo .0371 

Paramount  Citrus  Association .3C9J 

Placentla  Orchard  Co .0700 

Sm  Antonio  Orchard  Co... 1. 1664 

Snyder  *  Sons  Co.,  W.  A 4965 

Tcjm  Ranch .'... 0289 

Wall,  E.  T 1.8882 

Western  Fruit  Growers,  Inc.,  Ke(X- 

lands 2  9206 

IF     R.    Doc.   49-1157:    Filed,   Feb.    11,    1949; 
11:43  a.  ni.| 


TITLE   14— CIVIL  AVIATION 

Chapter  t — Civil  Aeronautics  Board 

Subchapter   B — Economic   Rogulationi 
[Regs.  Serial  No.  ER-13S| 

Part  202 — Forms  or  Reports  of  Finan- 
cial AND  Operating  Statistics 

REPORTING   REQUIREMENTS  FOR  ALASKAN  AIR 

CARRIERS  J 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  ofBce  in  Washington,  D.  C, 
on  the  4th  day  of  February,  1949. 

At  present,  nonscht'duled  Alaskan  Air 
Carriers  holding  certificates  of  public 
convenience  and  nece.ssity  and  all  non- 
certificated  Alaskan  Air  Carriers  are  not 
required  to  file  reports  of  financial  and 
operating  statistics  with  the  Board.  It 
has  become  increasingly  evident  that 
.•-uch  reports  are  necessary  to  enable  the 
Board  and  Its  Alaskan  office  to  perform 
its  regulatory  functions  under  the  Civil 
Aeronautics  Act. 

Accordingly,  it  Is  the  purpose  of  this 
amendment  of  5  202.1  of  the  Economic 
Regulations  to  add  a  requirement  with 
re.«;pect  to  the  periodic  reporting  of  cer- 
tain data  to  the  Board  by  all  noncertifl- 
cated  Alaskan  Air  Carriers  and  to  revise 
the  existing  provisions  of  5  202.1  la)  to 
make  them  applicable  to  all  certificated 
air  carriers  rather  than  to  all  "sched- 
uled" air  carriers.  With  this  change, 
the  present  coverage  of  §202.1  tai  will 
remain  unaffected  other  than  to  extend 
it  to  those  certificated  Alaskan  Air  Car- 
riers which  do  not  operate  on  a  sched- 
uled basis.  In  the  event  a  waiver  of  the 
rf'porting  requirements  applicable  to  a 
certificated  Alaskan  Air  Carrier  is 
planted,  such  carrier  will  now  be  re- 
quired to  file  a  report  on  the  form  appli- 
cable to  all  noncertificated  Alaskan  Air 
Carriers. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  this  amendment  and  due  con- 
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sideration  has  been  given  to  all  relevant 
matter  submitted. 

In  consideration  of  the  foregoing,  the 
Board  hereby  amends  §  202.1  of  the  Eco- 
nomic Regulations  <14  CPR  §202  1. 
Form.s  and  Reports  of  Financial  and  Op- 
erating Statistics*  as  follows  effective 
March  12.  1949: 

1.  By  revising  1202.1  'a)  to  read  as 
follows: 

<a>  Air  carriers  holding  certificates  of 
public  convenience  and  lecessity.  Each 
air  carrier  holdinp:  a  certificate  of  public 
convenience  and  necessity  shall  make  pe- 
riodic financial  and  statistical  reports  to 
the  Board  using  the  appropriate  sched- 
ules of  the  Report  of  Financial  and  Op- 
eratinp  Statistics  for  Air  Carriers,  CAB 
Form  41 ;  Interim  Operating  Statement 
and  Selected  Expenses.  CAB  Form  41  ( a  i , 
and  such  amendments  thereto  as  may 
hereafter  be  approved  by  the  Board. 
Such  reports  shall  be  made  in  accordance 
with,  and  shall  be  filed  with  the  Secre- 
tary of  the  Board  at  times  specifi3d  by 
the  repwrting  procedure  contained  in  the 
Uniform  System  of  Accounts  for  Air  Car- 
riers, effective  January  1,  1947,  and  such 
amendments  thereto  as  may  hereafter  be 
approved  by  the  Board. 

2.  By  adding  the  following  new  para- 
graph §  202.''   idi  : 

'd)  Alaskan  Air  Carriers.  (D  Each 
Alaskan  Air  Carrier  which  does  not  hold 
a  Certificate  of  Public  Convenience  and 
Necessity,  each  Ala.skan  Air  Carrier  hold- 
ing a  Certificate  of  Public  Convenience 
and  Necessity  but  relieved  from  comply- 
ing, with  the  requirements  of  paragraph 
(a)  of  this  section  and  each  Alaskan 
Pilot-Owner  'as  defined  in  §292.2  of 
these  regulations »  shall  make  periodic 
financial  and  operating  statistical  re- 
ports to  the  Board  for  all  periods  sub- 
sequent to  June  30,  1948,  using  the  ap- 
propriate schedules  of  the  Report  of  Fi- 
nancial and  Operating  Statistics  (Alas- 
ka >,  CAB  Form  2780  '  and  such  amend- 
ments thereto  as  may  be  approved  here- 
after by  the  Board. 

1 2  I  The  reports  required  by  paragraph 
^a  >  of  this  section  with  respect  to  Alas- 
kan Air  Carriers  holding  certmcates  of 
public  convenience  and  necessity  and  by 
subparagraph  (1)  of  this  paragraph  shall 
be  filed  with  the  Director  of  the  Alaska 
Office,  at  Anchorage.  Alaska,  at  such 
times  as  may  be, specified  by  the  Director 
and  shall  be  made  in  accordance  with  the 
instructions  of  the  Director  relating 
thereto. 

f3>  Data  reported  by  individual  Alas- 
kan Pilot-Owners  pursuant  to  subpara- 
graph (1>  of  this  paragraph  shall  be 
available  for  official  use  on  behalf  of  the 
Board,  but  shall  otherwise  be  withheld 
from  public  disclosure  except  as  disclo- 
sure may  be  necessary  in  connection 
with  use  of  such  data  in  formal  proceed- 
ings of  the  Board. 

(Sees.  205  (a>.  407;  52  Stat.  984,  1000; 
49  U.  S.  C.  425,  487) 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[F.   R.   Doc.   49-1070;    Filed,   Feb.    11,    1949; 
6:47  a.  m.j 
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TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 
1 3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  421 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

speci'.l  provisio.vs  for  tinplate 

Section  373.5  Special  provisions  for 
tinplate  is  amended  to  read  as  follows : 

§  373  5  Special  provisions  for  tinplate. 
Individual  licenses  authorizing  the  ex- 
portation of  tinplate  classified  under 
Schedule  B  Nos."  601300.  604000,  604110, 
604150,  and  604170  will  be  issued  in  ac- 
cordance with  the  licensmg  policy  set 
forth  in  §  373.2  and  the  following  special 
provisions : 

(a)  End  use  of  .shipments.     In  gen- 
•eral,  applications  for  licenses  will  not  be 

granted  unless  it  is  shown  to  the  satis- 
faction of  the  Department  of  Commerce 
that  the  ultimate  or  end  u.^  of  such  tin- 
plate.  Schedule  B  No.'^  601300.  604000. 
6G4I10,  604150,  and  604170  will  be  for 
one  of  the  following  purposes: 

"D  The  preservation  of  jJeri.shable  es- 
sential foods  for  foreign  consumption; 

(2)  The  packaging  of  food  products 
for  import  into  the  United  States,  or 
other  meritorious  end  uses. 

(b)  CXS  priority  a.'^sistaiice.  Notice 
Is  hereby  given  that  certified  export  steel 
(CXSt  priority  assistance  will  be  as- 
signed by  the  Office  of  International 
Trade,  Department  of  Commerce,  only 
to  license  applications  granted  which 
cover  tinplate  purcha.se  orders  placed,  or 
to  be  placed,  with  producers  for  mill 
shipment,  for  the  end  use  described  in 
paragraph  <a)  (1)  of  this  section.  Pur- 
chase orders  for  tinplate  on  which  the 
symbol  CXS  has  been  authorized  may 
not  be  placed  with  distributors  for  ship- 
ments from  warehouses.  Such  priority 
assistance,  including  mill  space  reser- 
vation forr^XS  tinplate  purchase  orders, 
will  be  in  accordance  with  Allocations 
Regulation  2.  (including  Direction  1 
thereof)  (§  336.40  of  this  chapter)  of  the 
Office  of  Domestic  Commerce. 

(c»  CXS-rated  tinplate.  The  follow- 
ing special  provisions  shall  govern  appli- 
cations for  licen.ses  to  export  tinplate. 
Schedule  B  Nos.  604110  and  604150  'Elec- 
trolytic and  Hot-dipped,  Primes  and 
Seconds),  for  use  In  the  preservation  of 
perishable  essential  foods: 

( 1 )  No  such  application  will  be  granted 
unless  it  is  shown  that  the  foreign  con- 
signee is  a  regular  consumer  of  tinplate 
for  the  purpose  of  food  preservation. 

(2)  Applications,  on  the  prescribed 
form  IT  419.  must  be  submitted  at  least 
ninety  (90)  days  prior  to  the  beginning 
of  the  calendar  auarter  in  which  mill 
delivery  of  the  tii^ilate  is  sought. 

(3)  Applications  must  contain  a  cer- 
tification, as  provided  in  §  373.2  (b>,  that 
the  applicant  holds  an  accepted  order 


>  Filed  with  the  original  document. 


'  The  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  as 
revised  In  the  January  1.  1949,  edition  of 
"Statistical  Classification  of  Domestic  and 
Foreign  Commodities  Exported  from  the 
United  States. 
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for  the  commodities  included  in  the  ap- 
plication. 

(4>  If  the  application  is  granted,  cer- 
tified export  steel  (CXS»  priority  as- 
sistance will  be  assigned  thereto  by  the 
Office  of  International  Trade,  Depart- 
ment of  Commerce. 

(5)  Licenses  under  this  paragraph  for 
the  exportation  of  CXS-rated  tinplate 
will  be  granted  against  allocations  dur- 
ing the  three  i3>  months  period  pre- 
ceding the  calendar  quarter  to  which 
the  CXS  mill  space  reservation,  if  any, 
is  applicable. 

(6>  Licenses  issued  under  this  para- 
graph shall  be  valid  for  a  period  of  one 
(1)  year  from^the  date  of  the  validation, 
unless  otherwise  stated  on  the  license. 

(d)  Unrated  tinplate  for  food  imports 
to  U.  S.  The  following  special  provisions 
shall  govern  applications  for  licenses  to 
export  tinplate.  Schedule  B  Nos.  604110 
and  604150,  to  be  used  to  package  food 
for  import  into  the  United  States,  and 
for  which  CXS  priority  assistance  will 
not  be  assigned: 

(1)  Applications,  on  the  prescribed 
form  IT  419,  may  be  submitted  at  any 
time  during  a  calendar  quarter. 

(2)  Applications  must  be  accompanied 
by  evidence  of  accepted  order,  as  pro- 
vided in  §373.2  (b).  Applications  also 
must  state  specifically  the  type  of  food 
to  be  packed,  to  whom  the  food  will  be 
shipped  in  the  United  States,  and  the 
approximate  period  of  shipment  of  the 
food. 

(3)  Applications  submitted  by  appli- 
cants who  are  not  producers  of  tinplate 
also  must  be  accompanied  by  satisfactory 
evidence  of  availability  of  the  tinplate 
to  the  applicant,  such  as  a  purchase  in- 
voice, warehouse  receipt,  or  a  letter  from 
the  supplier  stating  that  the  tinplate 
will  be  available  to  the  applicant  for  ex- 
port without  CXS  priority  assistance. 

(4)  Licenses  issued  Under  this  para- 
graph shall  be  valid  for  a  period  of  six 
(6 1  months  from  the  date  of  validation, 
imlgss  otherwise  stated  on  the  license. 

(e)  Unrated  tinplate  for  non-food 
uses  abroad.  The  following  special  pro- 
visions shall  govern  applications  for  li- 
censes to  export  prime  tinplate.  Sched- 
ule B  No.  604150.  for  non-food  uses 
abroad,  and  for  which  CXS  priority  as- 
sistance will  not  be  assigned: 

(1)  Applications,  on  the  prescribed 
^  form  IT  419,  may  be  submitted  at  any 
time  during  a  calendar  quarter. 

<2)  Applications  must  contain  a  cer- 
tification, as  provided  in  §  373.2  (b),  that 
the  apphcant  holds  an  accepted  order 
for  the  commodities  included  in  the  ap- 
plication. 

(3>  Applications  submitted  by  appli- 
cants who  are  not  producers  of  tinplate 


RULES  AND  REGULATIONS 

also  must  be  accompanied  by  satisfac- 
tory evidence  of  availability  of  the  tin- 
plate  to  the  applicant,  such  as  a  pur- 
chase invoice,  warehouse  receipt,  or  a  let- 
ter from  the  supplier  stating  that  the 
material  will  be  available  to  the  appli- 
cant for  export  within  a  ninety-day  pe- 
riod without  CXS  priority  assistance. 

<  4 )  No  such  application  will  be  granted 
unless  it  is  shown  that  the  ultimate  or 
end  use  of  the  material  will  be  meritori- 
ous. 

(5)  Licenses  issued  imder  this  para- 
graph shall  be  valid  for  a  period  of  six 
<6t  months  from  the  date  of  validation, 
unless  otherwiee  stated  on  the  license. 

(f)  Unrated  waste-waste  tinplate.  etc. 
The  following  special  provisions  shall 
govern  license  applications  and  licenses 
to  export  waste-waste  tinplate,  strips, 
rings  and  circles.  Schedule  B  Nos.  601300 
and  604000. 

il)  Applications,  on  the  prescribed 
form  IT  419,  may  be  submitted  at  any 
time  during  a  calendar  quarter. 

(2)  Certified  export  steel  (CXS)  prior- 
ity a.s,cistance  will  not  be  assigned  to  such 
applications. 

(3)  Applications  must  be  accompanied 
by  evidence  of  an  accepted  order,  as  pro- 
vided in  §  373.2  (b),  covering  the  trans- 
action between  the  applicant  and  the 
foreign  buyer. 

(4)  Applications  submitted  by  appli- 
cants who  are  not  producers  of  tinplate 
must  be  accompanied  by  a  commitment 
letter  from  the  supplier  stating  that  the 
material  is  available  to  the  applicant  and 
that  the  material  Is  as  specified  in  the 
license  application.  If  the  material  is 
obtained  from  a  source  other  than  iff 
mill,  the  supplier's  letter  also  must  state 
through  what  channels  it  was  acquired- 

<5)  No  such  application  will  be  granted 
unless  it  is  shown  that  the  ultimate  or 
end  use  of  the  material  will  be  merito- 
rious. 

t6>  Licenses  issued  under  this  para- 
graph shall  be  valid  for  a  period  of  ninety 
•  90)  days  from  the  date  of  validation, 
unless  otherwise  stated  on  the  license. 

(7)  In  addition  to  presentation  of  orig- 
inal licenses,  as  provided  in  §  371.7  of 
this  chapter,  to  clear  exportations  of 
waste-waste  tinplate,  strips,  rings,  or 
circles,  an  exporter  must  present  to  the 
Collector  of  Customs  a  photostat  or  cer- 
tified copy  of  an  inspection  report  of  a 
recognized  commercial  testing  labora- 
tory certifying  that  the  material  pre- 
sented for  export  Is  as  sjaecified  on  the 
license.  If  the  material  is  being  exported 
by  the  producer,  or  Is  being  supplied  di- 
rect from  a  producer  to  the  exporter, 
the  producer's  mill  inspection  report  may 
be  presented  to  the  Collector  of  Cus- 
toms In  lieu  of  the  above  commercial 
testing  laboratory  report. 


(g)  Unrated  tinplate,  decorated,  ern- 
bossed.  or  otherwise  advanced:  litho- 
graphic misprints.  The  following  spe- 
cial provisions  shall  govern  application.s 
for  licenses  to  export  tinplate,  decorated, 
^embossed,  or  otherwise  advanced  and 
lithographic  misprints.  Schedule  B  No. 
604170: 

(1)  Applications,  on  the  prescribed 
form  IT  419.  may  be  submitted  at  any 
time. 

»2)  Applications  must  be  accompanied 
by  evidence  of  an  accepted  order,  as  pro- 
vided in  §  373.2  (b),  covering  the  trans- 
action between  the  applicant  and  the 
foreign  buyer. 

(3t  Applications  submitted  by  appli- 
cants who  are  not  producers  of  tinplate 
must  be  accompanied  by  satisfactory  evi- 
dence of  availability  of  the  tinplate  to  the 
applicant,  such  as  a  purchase  invoi'  »•. 
warehouse  receipt,  or  a  letter  from  the 
supplier  stating  that  the  material  will  be 
available  to  the  applicant  for  export 
without  CXS  priority  assistance.  This 
evidence  must  indicate  the  source  of 
the  tinplate.  exact  description  of  present 
condition  of  the  tinplate.  and  that  it  has 
been  offered  for  sale  domestically  with- 
out results  and  to  whom  it  has  been 
offered. 

(4 )  In  addition  to  pre.sentatlon  of  ori':- 
Inal  licenses,  as  provided  in  §  371.7.  to 
clear  exportations  of  unrated  tinplate 
decorated,  embossed,  or  otherwise  ad- 
vanced lithographic  misprints,  an  tx- 
porter  must  present  to  the  Collector  of 
Customs  a  photostat  or  certified  copy  of 
an  inspection  report  of  a  recognized  com- 
mercial testing  laboratory  certifying  that 
the  material  presented  for  export  is  as 
specified  on  the  license.  If  the  material 
is  being  exported  by  the  producer,  or  is 
being  supplied  direct  from  a  producer  to 
the  exporter,  the  producer's  mill  Inspec- 
tion report  may  be  presented  to  the  Col- 
lector of  Customs  In  lieu  of  the  commer- 
cial testing  laboratory  report. 

<5)  Licenses  Issued  under  this  para- 
graph shall  be  valid  for  a  period  of  ninety 
«90»  days  from  the  date  of  validation, 
unless  otherwise  stated  on  the  license. 

This  amendment  shall  become  effec- 
tive as  of  January  7.  1949. 

(Sec.  6.  54  Stat.  714:  55  Stat.  206;  56  Stat. 
463;  58  Stat.  671;  59  Stat.  270;  60  Stat. 
215;  61  Stat.  214;  61  Stat.  321;  Pub.  Law 
395.  80th  Cong. ;  50  U.  S.  C.  App.  and  Sup. 
701,  702:  E.  O.  9630.  Sept.  27.  1945.  10 
P.  R.  12245;  E.  O.  9919.  Jan.  3,  1948.  13 
P.  R.  59) 

Dated:  February  8,  1949. 

Fr.^ncis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

[P.    R.    Doc.    49-1074:    Filed,    Feb.    11,    1949: 
*       8:50  a.  m.l 


Saturday,  February  12,  1949 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Amendment  to  Volxtntary  Plan  Under 
Public  Law  395,  80th  Congress,  for 
Allocation  of  Steel  Products  for 
United  States  Atomic  Energy  Com- 
mission Projects 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  with  officials  of  the  United 
States  Atomic  Energy  Commission,  and 
after  expression  of  the  views  of  industry, 
labor  and  the  public  generally  at  an  open 
public  hearing  held  on  November  15, 
1948,  has  determined  that.  In  order  to 
carry  out  the  program  begun  under  the 
voluntary  plan  entered  into  by  steel  pro- 
ducers to  furnish  certain  steel  products 
for  United  States  Atomic  Energy  Com- 
mission projects,  it  will  be  necessary,  and 
Is  practicable  and  appropriate  to  the 
succesful  carrying  out  of  the  policies  set 
forth  in  the  said  Public  Law  395,  that 
steel  producers  make  further  deliveries 
of  steel  products  for  such  requirements 
beyond  February  28,  1949. 

Therefore,  paragraph  7  of  the  above- 
mentioned  voluntary  plan  Is  amended  by 
the  addition  of  the  following  provision: 

However,  if  the  time  limitation  of 
March  1. 1949  now  specified  in  sub.section 
2  (b)  of  Public  Law  395  is  extended  or 
otherwise  changed  by  legislative  action 
in  a  form  which  permits  the  continua- 
tion of  this  plan,  the  plan  shall  there- 
upon automatically  continue  in  effect 
until  September  30,  1949  (or  to  the  date 
specified  In  such  legislative  action  if  a 
date  earlier  than  September  30,  1949  is 
so  specified),  subject  to  other  applicable 
provisions  in  this  plan  regarding  earlier 
termination  by  the  Secretary  of  Com- 
merce and  withdrawal  by  individual 
participants.  During  the  continuation 
period,  steel  products  will  be  made  avail- 
able, at  the  rate  of  approximately  16.414 
net  tons  per  month. 

After  approval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  steel 
producer's  written  acceptance  of  a  re- 
quest by  the  Secretary  of  Commerce  for 
compliance  herewith,  this  amendment 
shall  become  effective  as  to  such  steel 
producer  and  shall  be  subject  to  the 
terms  and  conditions  set  forth  in  the 
original  voluntary  plan. 

Approved:  December  6.  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  1.  1948. 

ToM  C.  Clark. 
Attorney  General. 

A  RifQUE.sT  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel 
Products  for  United  States  Atomic 
EInergy  Commission  Projects 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
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Law  395,  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  with  officials  of  the  United 
States  Atomic  Energy  Commission,  and 
after  expression  of  the  views  of  Indus- 
try, labor  and  the  public  generally  at  an 
open  public  hearing  held  on  November 
15,  1948  has  determined  that  in  order 
to  carry  out  the  program  begun  under 
the  voluntary  plan  entered  into  by  steel 
producers  to  furnish  certain  steel  prod- 
ucts for  United  States  Atomic  Energy 
Commission  Projects,  It  will  be  neces- 
sary, and  Is  practicable  and  appropriate 
to  the  successful  carrying  out  of  the 
policies  set  forth  in  said  Public  Law  395, 
that  steel*  producers  make  further  de- 
liveries of  steel  products  for  such  proj- 
ects after  the  expiration  of  the  plan  on 
February  28.  1949. 

Therefore,  the  Secretary  of  Commerce. 
In  accordance  with  subsections  2(c)  and 
2  (f)  of  Public  Law  395,  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to  make  approximately  16,414 
net  tons  of  steel  products  available 
monthly,  during  the  period  March  1. 1949 
through  August  31,  1949,  for  United 
States  Atomic  Energy  Commission  proj- 
ects; and  that  such  products  be  made 
available  in  accordance  with  delivery 
procedures  established  under  the  said 
plan. 

2.  That  prime  contractors  for  the 
Commission,  their  subcontractors,  and 
steel  fabricators  supplying  such  contrac- 
tors and  subcontractors  put  Identifying 
certifications'  on  any  purchase  orders 
placed  hereunder,  and  that  such  con- 
tractors, subcontractors,  and  fabricators 
use  all  steel  products  obtained  hereunder 
solely  for  filling  contracts  for  United 
States  Atomic  Energy  Commission  proj- 
ects. 

In  the  event  that  an  amendment  to 
the  above-mentioned  voluntary  plan  ex- 
tending Its  effectiveness  beyond  Febru- 
ary 28,  1949  takes  effect  pursuant  to  ap- 
propriate legislation,  this  request  will 
be  superseded  by  the  extended  plan. 

Approved:  December  6,  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  1.  1948. 

Tom  C.  Clark, 
Attorney  General. 

Decembeb  31,  1948. 
Gentlemfn:  Enclosed  is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  Under 
Public  Law  395,  80th  Congress,  for  Allocation 
of  Steel  Products  for  United  States  Atomic 
Energy  Commission  Projects. 

2.  A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products 
for  United  States  Atomic  Energy  Commission 
Projects. 

The  purpose  of  these  documents  is  to  pro- 
vide for  continuing  of  the  above  voluntary 
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program,  beyond  February  28.  1940  and  to 
make  certain  changes  in  the  existing  volun- 
tary plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  voluntary  plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  in  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  request  for  unilateral  action  and 
enclose  a  suggested  form  for  your  use  in 
acknowledging  this  request  and  indicating 
your  intention  to  comply. 

Two  copies  of  each  acceptance  form  are 
enclosed.  One  copy  of  the  acceptance  is  to 
be  returned  to  me  and  one  is  to  be  retained 
for  your  flies. 

Sincerely  yours, 

Charles  Sawter, 
Secretary  of  Commerce. 

Note:  The  above  amendment  and  request 
for  compliance  with  Department  of  Com- 
merce Voluntary  Plan  for  Allocation  of  Steel 
Products  for  United  States  Atomic  Energy 
Commission  projects  was  sent  to  steel  pro- 
ducers listed  on  an  attachment  filed  with  the 
original  document. 

[P.   R.    Doc.    49-1100:    Filed,    Feb.    11.    1949; 
8:54  a.  m.] 


Amendment  to  Voluntary  Plan  Under 
Public  Law  395,  80th  Congress,  for 
Allocation    of    Steel    Products    for 

REQtriREMENTS  OF  THE  ARMED  FORCES 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  In  him  by  Public 
Law  395,  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  with  cfiQcials  of  the  Armed 
Forces,  and  after  expression  of  the  views 
of  Industry,  labor  and  the  public  gen- 
erally at  an  open  public  hearing  held  on 
November  15,  1948.  has  determined  that. 
In  order  to  carry  out  the  program  begun 
under  the  voluntary  plan  entered  into  by 
steel  producers  to  furnish  certain  steel 
products  for  requirements  of  the  Armed 
Forces,  it  will  be  necessary,  and  is  prac- 
ticable and  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  in 
the  said  Public  Law  395,  that  steel  pro- 
ducers make  further  deliveries  of  steel 
products  for  such  requirements  beyond 
February  28,  1949. 

Therefore,  paragraph  11  of  Ihe  above- 
mentioned  voluntary  plan  is  amendwl  by 
the  addition  of  the  following  provision: 

However,  if  the  time  limitation  of 
March  1,  1949  now  specified  in  subsection 
2  (b)  of  Public  Law  88B  is  extended  or 
otherwise  changed  by  legislative  action 
in  a  form  which  permits  the  continua- 
tion of  this  plan,  the  plan  shall  there- 
upon automatically  continue  in  effect 
until  September  30,  1949  (or  to  the  date 
specified  In  such  legislative  action  if  a 
date  earlier  than  September  30,  1949  is 
so  specified),  subject  to  other  applicable 
provisions  in  this  plan  regarding  earlier 
termination  by  the  Secretary  of  Com- 
merce and  withdrawal  by  individual  par- 
ticipants. During  the  continuation  pe- 
riod, steel  products  will  be  made  avail- 
able, at  the  rate  of  approximately  102,505 
net  tons  per  month  for  requirements  of 
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the  Armed  Forces  In  connection  with 
contracts  placed  by  them  before  July  1, 
1949  In  accordance  with  the  provisions 
of  this  plan. 

After  approval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  steel 
producer's  written  acceptance  of  a  re- 
quest by  the  Secretary  of  Commerce  for 
compliance  herewith,  this  amendment 
shall  become  effective  as  to  such  steel 
producer  and  shall  be  subject  to  the 
terms  and  conditions  set  forth  in  the 
original  voluntary  plan. 

Approved:  December  6,  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

A::;proved:  December  1.  1948. 

Tom  C.  Clark. 
Attorney  General. 

A  Request  U.ndeu  Public  Law  395.  80th 
Congress,  for  Allocation  or  Steel 
Products  for  Reqihrements  of  the 
Ar.MFD  Forces 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
L:iw  395.  80th  Congress,  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  with  officials  of  the  Armed 
Forces,  and  after  expression  of  the  views 
of  industry,  labor  and  the  public  gener- 
ally at  an  open  public  hearing  held  on 
November  15.  1948  has  determined  that 
in  order  to  carry  out  the  program  begun 
under  the  voluntary  plan  entered  into  by 
steel  producers  to  furnish  certain  steel 
products  for  requirements  of  the  Armed 
Forces,  it  will  be  necessary,  and  is  prac- 
ticable and  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  in 
said  Public  Law  395.  that  steel  producers 
make  further  deliveries  of  steel  products 
for  such  requirements  after  the  expira- 
tion of  the  plan  on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce, 
in  accordance  with  subsections  2  (c)  and 
2  ♦f  >  of  Public  Law  395.  80th  Congre.ss. 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests : 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to  make  approximately  102,505 
net  tons  of  steel  products  available 
monthly,  during  the  period  March  1. 1949 
through  August  31.  1949.  for  require- 
ments of  the  Armed  Forces  in  connection 
with  contracts  placed  by  them  before 
July  1.  1949.  and  specifically  designated 
as  being  entitled  to  the  benefits  of  the 
voluntary  plan  or  of  this  request;  and 
that  such  products  be  made  available  in 
accordance  with  delivery  procedures 
established  under  the  said  plan. 

2.  That  Armed  Forces  procurement 
agencies  and  steel  consumers  put  identi- 
fying certifications  on  any  purchase  or- 
ders placed  hereunder;  and  that  steel 

'■  con.sumers  use  all  steel  products  obtained 
hereunder  solely  as  production  material 
for  physical  incorporation  in  the  end 
products  or  in  part  of  the  end  products 
to  be  delivered  to  the  Armed  Forces  in 
connection  with  contracts  as  described  in 
paragraph  1  above. 

This  request  does  not  apply  to  steel 
products  for  plant  construction  or  equip- 
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ment  unless  the  plant  or  equipment  is  to 
be  owned  by  the  Armed  Forces. 

In  the  event  that  an  amendment  to  the 
above-mentioned  voluntary  plan  extend- 
ing Its  effectiveness  beyond  February  28, 
1949  takes  effect  pursuant  to  appropriate 
legislation,  this  request  will  be  super- 
seded by  the  extended  plan. 

Approved:  December  6.  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  1,  1948. 

Tom  C.  Clark, 

Attorney  General. 

December  30,  1948. 

Oentlemek:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectUely  as  follows: 

1.  Amendment  to  Voluntary*  Plan  under 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Requirements  of  the 
Armed  Forces. 

2.  A  Request  under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Requirements  of  the  Armed  Forces. 

The  purpose  of  these  documents  Is  to  pro- 
vide for  continuing  of  the  above  voluntary 
program,  beyond  February  28.  1949  and  to 
make  certain  changes  In  the  existing  volun- 
tary plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  voluntary  plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  request  for  unilateral  action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  Intention  to  comply. 

Two  copies  of  each  acceptance  form  are 
enclosed.  One  copy  of  the  acceptance  is  to 
be  returned  to  me  and  one  Is  to  be  retained 
for  your  files. 

Sincerely  yours. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Note:  The  above  amendment  and  request 
for  compliance  with  the  Department  of  Com- 
merce Voluntary  Plan  for  Allocation  of  Steel 
Products  for  requirements  of  the  Armed 
Forces  was  sent  to  steel  companies  listed  on 
an  attachment  filed  with  the  original  docu- 
ment. 

(F.   R.    Doc.   49-1101:    Filed,   Feb.    11.    1949; 
8:54  a.  m.) 


Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  Congress,  for 
Allocation  of  Steel  Products  for 
Requirements  of  the  National  Ad- 
visory Committee  for  Aeronautics 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congre.ss.  and  Executive 
Order  9919.  after  consultation  with  repre- 
sentatives of  the  steel  producing  industry 
and  with  ofiQcials  of  the  National  Advisoy 
Committee  for  Aeronautics  (hereinafter 
called  NACA),  and  after  expression  of 
the  views  of  Industry,  labor  and  the  pub- 
lic generally  at  an  open  public  hearing 
held  on  November  15,  1948,  has  deter- 
mined that,  in  order  to  carry  out  the 
program  begun  under  the  voluntary  plan 
entered  into  by  steel  producers  to  furnish 
certain  steel  products  for  requirements  of 


the  NACA.  It  will  be  necessary,  and  is 
practicable  and  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  in  the  said  Public  Law  395,  that 
steel  producers  make  further  deliveries 
of  steel  products  for  such  requirements 
beyond  February  28.  1949. 

Therefore,  paragraph  11  of  the  above- 
mentioned  voluntary  plan  Is  amended  by 
the  addition  of  the  following  provision: 

However,  if  the  time  limitation  of 
March  1.  1949,  now  specified  in  subsec- 
tion 2  (b)  of  Public  Law  395  is  extended 
or  otherwise  changed  by  legislative  ac- 
tion In  a  form  which  permits  the  contin- 
uation of  this  Plan,  the  Plan  shall  there- 
upon automatically  continue  in  effect 
until  September  30.  1949  <or  to  the  dale 
specified  in  such  legislative  action  If  a 
date  earlier  than  September  30. 1949  Is  so 
specified ) ,  subject  to  other  applicable  pro- 
visions In  this  Plan  regarding  earlier  ter- 
mination by  the  Secretary  of  Commerce 
and  withdrawal  by  individual  pattlci- 
pants.  During  the  continuation  period, 
steel  products  will  be  made  available,  at 
the  rate  of  approximately  1.926  net  tons 
per  month,  distributed  by  types  as  speci- 
fied in  paragraph  2  of  this  Plan. 

After  approval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  steel 
producer's  written  acceptance  of  a  re- 
quest by  the  Secretary  of  Commerce  for 
compliance  herewith,  this  amendment 
shall  become  effective  as  to  such  steel 
producer  and  shall  be  subject  to  the  terms 
and  conditions  set  forth  in  the  original 
voluntary  plan. 

Approved:  December  6. 1S48. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  1. 1948. 

Tom  C.  Clark. 

Attorney  General. 

A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel 
Products  for  Requirements  of  the 
National  Advisory  Committee  for 
Aeronautics 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  with  officials  of  the  National 
Advisory  Committee  for  Aeronautics 
(hereinafter  called  the  NACA).  and  after 
expression  of  the  views  of  Industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  November  15,  1948, 
has  determined  that  In  order  to  carry 
out  the  program  begun  under  the  volun- 
tary plan  entered  into  by  steel  pro- 
ducers to  furnish  certain  steel  products 
for  requirements  of  the  NACA.  It  will  be 
necessary,  and  is  practicable  and  ap- 
propriate to  the  successful  carrying  out 
of  the  policies  set  forth  In  said  Public 
Law  395,  that  steel  producers  make  fur- 
ther deliveries  of  steel  products  for  such 
requirements  after  the  expiration  of  the 
plan  on  February  28,  1949, 

Therefore,  the  Secretary  of  Com- 
merce, in  accordance  with  subsections  2 
(c)   and  2  (f)  of  Public  Law  395.  80th 


Saturday,  February  12,  1949 

Congress,  and  with  the  approval  of  the 
Attorney  General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to  make  approximately  1,926 
net  tons  of  steel  products  available 
monthly,  during  the  period  March  1, 
1949.  through  Augu.st  31.  1949.  for  re- 
quirements of  the  NACA  in  connection 
with  contracts  specifically  designated  by 
NACA  as  being  placed  under  the  volun- 
tary plan  or  under  this  request:  and 
that  such  products  be  made  available  in 
accordance  with  delivery  procedures  es- 
tablished under  the  said  plan. 

2.  That  the  NACA  and  NACA  Con- 
tractors (as  defined  In  the  plan)  put 
Identifying  certifications  on  any  pur- 
chase orders  placed  hereunder;  and  that 
NACA  Contractors  use  all  steel  products 
obtained  hereunder  solely  for  filling  con- 
tracts wllh  or  for  the  NACA. 

In  the  event  that  an  amendment  to 
the  above-mentioned  voluntary  plan  ex- 
tending Its  effectiveness  beyond  Febru- 
ary 28.  1949  takes  effect  pursuant  to  ap- 
propriate legislation,  this  request  will  be 
superseded  by  the  extended  plan. 

Approved:  December  6.  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  1,  1948. 

Tom  C.  Clark, 
Attorney  General. 

December  SI.  1948. 

Oewtlemfn:  Enclosed  is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395,  80th  Congress,  and  which 
are  captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Requirements  of  the 
National  Advisory  Committee  for  Aeronautics. 

2.  A  Request  Under  Public  Law  395,  80lh 
Congress,  for  Allocation  of  Steel  ProducU  for 
Requirements  of  the  National  Advisory  Com- 
mittee for  Aeronautics. 

The  piu-pose  of  these  documents  Is  to  pro- 
vide for  continuing  of  the  above  voluntary 
program,  beyond  February  28.  1949  and  to 
make  certain  changes  in  the  existing  volun- 
tary plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  voluntary  plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close B  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  request  for  unilateral  action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  reediest  and  Indicating 
jour  Intention  to  comply. 

Two  copies  of  each  acceptance  form  are 
enclosed.  One  copy  of  the  acceptance  Is  to 
be  returned  to  me  and  one  Is  to  be  retained 
for  your  files. 

Sincerely  yours, 

Charles  Sawter, 
Secretary  of  Covimerce. 

Note:  The  above  amendment  and  request 
for  compliance  with  the  Department  of  Com- 
merce Voluntary  Plan  for  Allocation  of  Steel 
Products  for  Requirements  of  the  National 
Advisory  Committee  for  Aeronautics  was  sent 
to  eteel  companies  lUted  on  an  attachment 
filed  with  the  original  document. 

IF.    R.    Doc.   49-1102;    Filed,    Feb.    11.    1949; 
8:54  a.  m.J 


FEDERAL  REGISTER 

OfRc*  of  InUrnationol  Trad* 

[Case  No.  42] 

I.  D.  Talvi  Trading  Co.  rr  al. 

order  suspending  license  privileges 

In  the  matter  of  I.  D.  Talve  Trading 
Company,  L  D.  Talve,  M.  Talve.  Ger- 
mark  Chemical  Specialties  Company.  C. 
Catarevas.  Chalex  Overseas  Company. 
S.    Talvi.    Roz     (Roslyn)     Talve     (nee 

Trager). 

This  proceeding  was  begun  on  Novem- 
ber 18.  1948  by  the  mailing  of  a  charging 
letter  to  the  above-named  respondents, 
wherein  the  OlBce  of  International  Trade 
charged  respondents  with  having  vio- 
lated section  6  of  the  act  of  July  2.  1940 
(54  Stat.  714) .  ^s  amended,  and  the  regu- 
lations Issued  thereunder,  by  submitUng 
or  causing  to  be  submitted  to  the  Office 
of  International  Trade  during  the 
months  of  June  and  July  1948.  in  support 
of  applications  filed  by  certain  of  said 
respondents  for  licenses  to  export  caus- 
tic soda  and  .soda  ash  to  India,  docu- 
ments represented  by  respondents  to  be 
firm  orders  placed  by  customers  In  India 
with  the  respective  applicants  and  ac- 
cepted by  the  latter,  but  which,  as  re- 
spondents well  knew,  were  not  in  fac. 
accepted  firm  orders  but  either  were  pro 
forma  orders  which  had  never  been 
placed  or  accepted  as  binding  orders  or 
were  orders  which  had  been  placed  with 
certain  of  respondents  but  altered  so  as 
to  appear  to  have  been  placed  with  other 
respondents  who  appeared  as  applicants 
for  export  licenses. 

A  hearing  was  held  on  said  charges 
before  the  Compliance  Commissioner  of 
the  Office  of  International  Trade  in 
Washington,  D.  C.  pursuant  to  notice 
duly  given,  on  December  28.  1948.  Re- 
spondents as  well  as  the  Office  of  Inter- 
national Trade  were  represented  by 
counsel,  and  the  Compliance  Commis- 
sioner, after  receiving  the  evidence  pre- 
sented and  after  due  consideration  of 
the  record,  on  February  3,  1949  filed  his 
report  in  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  respondents  I.  D.  Talve  and  M.  Talve 
are  brothers  and'  at  all  times  relevant 
to  this  proceeding  were  and  still  are  part- 
ners conducting  an  export  business  in 
the  city  of  New  York  under  the  trade 
names  of  respondents  I.  D.  Talve  Trading 
Company  and  Germark  Chemical  Spe- 
cialties Company;   that  respondents  S. 
Talvi  and  C.  Catarevas  are.  respectively, 
the  father   and   brother-in-law  of   re- 
spondents L  D.  Talve  and  M.  Talve ;  that 
respondent  Chalex  Overseas  Company  is 
a  trade  name   adopted  by  respondent 
Catarevas;    and    that    respondent    Roz 
(Roslyn)  Talve  (nee  Trager)  was.  at  the 
time  of  the  transaetions  involved  in  this 
proceeding,  an  employee  of  I.  D.  Talve 
Trading  Company  and  the  fiancee  of  re- 
spondent L  D.  Talve.  and  has  since  be- 
come the  wife  of  respondent  I.  D.  Talve. 
It  further  appears  from  the  record 
and  the  report  of  the  Compliance  Com- 
missioner that,  during  approximately  the 
two-month    period   consisting   of   June 
and  Jujy  1948,  respondents  L  D.  Talve 
and  M.  Talve.  individually  and  as  part- 
ners doing  business  as  I.  D.  Talve  Trad- 
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ing  Company   and  Germark  Chemical 
Specialties  Company,  filed  or  caused  to 
be  filed  with  the  Office  of  International 
Trade  a  total  of  twenty-six  applications 
for  licenses  to  export  to  India  some  448,- 
000  pounds  of  caustic  soda  and  more 
than  16,000.000  pounds  of  soda  ash.  all 
but  four  of  such  applications  being  filed 
in  the  names  of  other  respondents;  that 
together  with  and  In  support  of  such 
applications  respondents  I.  D.  Talve  and 
M.  Talve.  Individually  and  as  partners 
doing  buslne.ss  as  I.  D.  Talve  Trading 
Company  and  Germark  Chemical  Spe- 
cialties Company,  submitted  or  caused 
to  be  submitted  to  the  Office  of  Interna- 
tional Trade  documents  purporting  to  be 
accepted  firm  orders  placed  by  custom* 
ers  In  India  <  named  as  consignees  on  the 
applications)  with  and  In  the  names  of 
those  respondents  who  appeared  as  ap- 
plicants on  such  applications  but  which 
had  In  fact  been  placed  with  and  In  the 
name  of  either  respondent  I.  D.  Talve 
Trading  Company  or  respondent  Ger- 
mark Chemical  Specialties  Company  and 
all  but  four  of  which  had  been  altered 
by  the  latter  two  respondents  or  their 
constituent  partners,  I.  D.  Talve  and  M. 
Talve.  by  striking  out  the  names  of  such 
respondent  companies  and  substituting 
the  names  of  other  respondents  who  ap- 
peared as  applicants  on  such  applica- 
tions; that  four  of  such  twenty-six  ap- 
plications were  submitted  by  and  in  the 
name  of  respondent  I.  D.  Talve  Trading 
Company  together  with  documents  pur- 
porting to  be  orders  and  acceptances  of 
orders  placed  with  said  respondent  by  a 
customer  In  India  but  which  alleged  or- 
ders were  known  by  said  respondent  not 
to  be  binding  upon  said  customer  and 
which  alleged  acceptances  vvere  known 
to  said  respondent  to  be  fictitious  and 
never  to  have   been  communicated  to 
said  customer;  that,  with  respect  to  all 
applications   other   than   the    four   last 
above-mentioned,  five  were  filed  In  the 
name  of  respondent  Catarevas  and  were 
accompanied  by  orders  altered  so  as  to 
appear  to  have  been  placed  with  him, 
five  were  filed  In  the  name  of  respond- 
ent Chalex  Overseas  Company  and  were 
accompanied  by  orders  altered  so  as  to 
appear  to  have  been  placed  with  that 
company,  six  were  filed  in  the  name  of 
respondent  S.  Talvi  and  were  accom- 
panied by  orders  altered  so  as  to  appear 
to  have  been  placed  with  him.  and  .six 
were  filed  in  the  name  of  respondent  Roz 
( Roslyn »  Talve  (then  Trager)  and  were 
accompanied  by  orders  altered  so  as  to 
appear  to  have  been  placed  with  her; 
and  that  all  of  said  false  or  altered  or- 
ders  were   submitted   to   the   Office   of 
International  Trade  for  the  purpose  of 
misleading  the  Office  of  International 
Trade  and  to  secure  the  issuance  of  ex- 
port licenses  which  would  not  otherwise 
have  ijeen  issued  and  to  which  the  ap- 
plicants and  tho.se  respondents  respon- 
sible for  such  .submis.sion  would  not  oth- 
erwise have  been  entitled  and  thus  con- 
stluted  material   misrepresentations  of 
fact  in  violation  of  the  regulations  is- 
sued pursuant  to  section  6  of  the  act  of 
July  2.  1940  (54  Stat.  714  >,  as  amended, 
and  in  violation  of  section  35A  of  the 
United  States  Criminal  Code  (18  U.  S.  C. 
80). 
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It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that,  inasmuch  as  respondents  S. 
Talvl  and  Catarevas  and  the  latter's 
company.  Chalex  Overseas  Company, 
failed  to  appear  personally  and  offer  any 
evidence  In  explanation  of  their  appar- 
ent participation  as  applicants  for  export 
licenses  and  as  parties  in  whose  favor 
orders  were  altered,  knowledge  of  and 
participation  in  the  above  described  vio- 
lations must  be  imputed  to  them  and 
they  must  be  subjected  to  the  suspension 
provided  by  this  order  but  subject  to  the 
right  to  petition  the  Compliance  Com- 
missioner for  a  revision  of  the  order  as 
to  them  upon  a  showing  of  innocence  and 
of  prejudice  to  bona  fide  conduct  of  ex- 
port business  by  them;  respondent  Roz 
(Roslyn)  Talve.  however,  appears  to  have 
had  full  knowledge  of,  and  to  have  par- 
ticipated in,  the  filing  of  the  applications 
and  the  alteration  of  the  orders  and  it  is 
therefore  appropriate  that  the  suspen- 
sion provided  by  this  order  shall  apply  to 
her  without  any  such  right  of  petition. 

The  Compliance  Commissioner  has  ac- 
cordingly recommended  that  respond- 
ents be  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  in- 
directly In  the  obtaining  or  using  of  ex- 
port licenses,  including  general  licenses, 
for  a  period  of  six  months  from  the  date 
of  this  order  subject  to  the  above-men- 
tioned right  of  petition  by  respondents 
S.  Talvi  and  Catarevas;  that  such  denial 
be  made  applicable  not  only  to  said  re- 
spondents Individually  and  under  any 
trade  name  in  which  they  may  operate 
but  also  to  any  firm,  corporation  or  other 
business  association  in  which  any  of  the 
respondents  shall  be  or  become  a  partner 
or  have  a  controlling  interest  or  hold  a 
position  of  responsibility;  and  that  any 
outstanding  licenses  held  by  any  of  the 
respondents  be  forthwith  revoked  and  be 
returned  to  the  Office  of  International 
Trade  for  cancellation. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered  together  with  the 
record  in  this  matter  and  it  appears  that 
such  findings  are  supported  by  the  rec- 
ord and  that  such  recommendations  are 
reasonable  and  should  be  adopted.  Now, 
therefore,  it  is  ordered.  As  follows: 

( 1  >  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  r r  indi- 
rectly in  the  obtaining  or  using  of  export 
licenses.  Including  general  licenses,  for  a 
period  of  six  months  from  the  date  of 
this  order. 

( 2 »  Such  denial  of  export  license  privi- 
leges shall  extend  not  only  to  each  of  said 
respondents  individually  and  under  any 
trade  name  in  which  they  may  operate 
but  al.so  to  any  firm,  corporation  or  other 
business  association  in  which  any  of  the 
respondents  shall  be  or  become  a  partner 
or  have  a  controlling  interest  or  hold  a 
position  of  responsibility. 

(3>  All  outstanding  export  licenses 
held  by  or  issued  in  the  names  of  any  of 
said  respondents  are  hereby  revoked  and 
shall  be  forthwith  returned  to  the  Office 
of  International  Trade  for  cancellation. 

(4»  The  right  is  expressly  reserved  to 
respondents  S.  Talvi  and  Catarevas  to 
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petition  the  Compliance  Commissioner 
of  the  Office  of  International  Trade  at 
any  time  for  a  revision  of  the  terms  of 
this  order  as  applied  to  them  upon  a 
showing  that  they  had  no  knowledge  of, 
and  in  no  way  participated  in,  the  trans- 
actions involved  in  this  proceeding  and 
that  enforcement  of  this  order  would 
prejudice  the  conduct  of  a  bona  fide  ex- 
port business  by  them. 

Dated:  February  7.  1949. 

John  W.  Evans, 
Director  Commodities  Division. 

[F.   R.   Doc.   49-1073;    Piled,   Feb.    11,    1949; 
8:50  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  3112] 

Northwest  Airlines.  Inc.,  and  United  Air 
Lines.  Inc.;  Service  to  Beloit-Janes- 
viLLE,  Wis. 

NOTICE  OF  HEARING 

In  the  matter  of  a  petition  by  the  cities 
of  Beloit  and  Janesville.  Wis.,  for  trans- 
continental air  service  by  Northwest  Air- 
lines. Inc..  or  United  Air  Lines.  Inc.,  under 
sections  1002  and  401  (h)  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  sections  401  and  1001. 
that  a  hearing  in  the  above-entitled  pro- 
ceeding is  assigned  to  be  held  on  Febru- 
ary 15.  1949,  at  10:00  a.  m.  (eastern 
standard  time)  in  Room  1011,  Temporary 
Building  No.  5,  16th  Street  and  Constitu- 
tion Avenue  NW.,  Washington,  D.  C, 
before  Examiner  James  S.  Keith. 

Without  limiting  the  scope  of  the  issues 
presented  by  the  parties  to  this  proceed- 
ing, particular  attention  will  be  directed 
to  the  following  matters: 

(1)  Whether  a  transcontinental  air 
service  to  Beloit-Janesville  is  required  by 
the  public  convenience  and  necessity. 

<2)  If  so,  which  carriers — Northwest 
Airlines,  Inc.,  or  United  Air  Lines,  Inc. — 
can  best  provide  said  service. 

Notice  is  further  given  that  any  person 
desiring  to  be  heard  in  opposition  to  an 
application  must  file  with  the  Board  on 
or  before  February  15,  1949,  a  statement 
setting  forth  the  Issues  of  fact  or  law 
which  he  desires  to  controvert  and  such 
person  may  appear  and  participate  In  the 
hearing  in  accordance  with  §  285.6  (a)  of 
the  rules  of  practice  under  Title  IV  of  the 
Civil  Aeronautics  Act  of  1938,  as 
amended. 

For  further  details  of  the  service  pro- 
posed and  authorizations  requested,  In- 
terested parties  are  referred  to  the  appli- 
cations on  file  with  the  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D.  C,  February 
8.  1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.   C.    MULUCAN, 

Secretary. 

|F    R.   Doc.   49-1072;    Filed,   Feb.    11,    1949; 
8:50  a.  m.j 


I  Docket  No.  3405] 

American  Air  Transport  and  Flight 
School,  Inc. 

notice  of  hearing 

In  the  matter  of  the  noncertiflcated 
operations  of  American  Air  Transport 
and  Plight  School,  Inc. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  and  particularly  sections  205 
(a),  401  (a).  1001.  1002  (b>,  and  1002 
(c)  thereof,  that  a  hearing  in  the  above- 
entitled  proceeding  is  assigned  to  be  held 
on  February  23,  1949,  at  10:00  o'clock 
a.  m.  <e.  s.  t.)  in  Room  2015.  Temporary 
Building  No.  5,  Sixteenth  and  Constitu- 
tion Avenue  NW.,  Washington,  D.  C, 
before  Examiner  Paul  M.  Pfeiffer. 

For  further  details  interested  parties 
are  referred  to  Board  Order  Serial  No. 
E-1750  adopted  July  2,  1948."  and  other 
papers  on  file  in  this  proceeding  in  the 
Docket  Section  of  the  Board. 

Without  limiting  the  scope  of  the  is- 
sues involved  In  this  proceeding,  par- 
ticular attention  will  be  directed  to  the 
following  matters  and  questions: 

1.  Has  respondent  violated  sections 
401  (a),  403  (a),  403  'b>,  and  411  of  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  and  the  requirements  there- 
under including  §  292.1  of  the  Board's 
Economic  Regulations  as  amended? 

2.  If  any  such  violations  are  estab- 
lished, should  the  Board  is.sue  an  order 
to  cease  and  desist,  or  other  order  to 
compel  compliance  with  the  applicable 
provisions  of  the  act  and  the  require- 
ments thereunder? 

Dated  at  Washington,  D.  C,  February 
8.  1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan. 

Secretary. 

[F.   R.   Doc.   49-1071:    Piled.   Feb.   11,    1949; 
8:48  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  7-10901 

Union  Carbide  and  Carbon  Corp. 

notice  of  application  for  unlisted  trad- 
ing PRIVILEGES,  AND  OF  OPPORTUNITY 
FOR  HEARING 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Wa.shington.  D.  C.  on 
the  8th  day  of  February  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pursu- 
ant to  section  12  (f)  '2)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12F-1 
thereunder,  has  made  application  for  un- 
listed trading  privileges  In  the  Capital 
Stock,  no  par  value,  of  Union  Carbide 
and  Carbon  Corporation,  a  security  listed 
and  registered  on  the  New  York  Stock 
Exchange  and  the  Chicago  Stock  Ex- 
change. Rule  X-12F-1  provides  that  the 
applicant  shall  furnish  a  copy  of  the  ap- 
plication to  the  Issuer  and  to  every  ex- 
change on  which  the  security  is  listed  or 
already  admitted  to  unlisted  tradin? 
privileges.    The  application  Is  available 
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for  public  inspection  at  the  Commission's 
principal  office  in  Washington,  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  March  8.  1949,  the  Commission 
will  set  this  matter  down  for  hearing. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of 
the  Securities  and  Exchange  Commis- 
sion, Washington,  D.  C.  If  no  one  re- 
quests a  hearing  on  this  matter,  this  ap- 
plication will  be  determined  by  order  of 
the  Commission  on  the  basis  of  the  facts 
stated  in  the  application,  and  other  in- 
formation contained  in  the  official  file  of 
the  Commission  pertaining  to  this  mat- 
ter. 

By  the  Commission.  - 

[SEAL]  OrVAL   L.    DuBOIS. 

Secretary. 

|P.   R.   Doc.   49-1064;    Filed.   Feb.    11,   1949; 
6:46  a.  m.l 


FEDERAL  REGISTER  , 

By  the  Commission. 

tsEAL]  Orval  L.  DuBois, 

Secretary. 

IP.   R.    Doc,  .49-1062;    Filed,   Feb.    11.    1949; 

8:46  a.  m.] 


[File  No.  31-439] 

Great  Northern  Gas  Co.,  Ltd. 

order  extending  exemption 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  7th  day  of  February  A.  D.  1949. 

The  Commission,  on  December  2,  1938. 
having  issued  its  findings  and  opinion 
and  order  pursuant  to  section  3  (b)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  granting  to  Great  Northern  Gas 
Company,  Limited  ("Great  Northern") 
exemption  to  the  extent  specified  from 
certain  provisions  of  the  act  applicable 
to  it  as  a  subsidiary  of  North  Continent 
Utilities  Corporation,  a  registered  hold- 
ing company,  such  exemption  to  termi- 
nate on  December  31, 1940,  without  prej- 
udice, however,  to  the  right  of  Great 
Northern  to  apply  for  an  extension  of 
the  time  during  which  such  order  shall 
be  effective  (.see  Holding  Company  Act 
Release  No.  1340) ;  and 

The  Commission,  from  time  to  time 
thereafter  upon  requests  of  Great  North- 
ern, having  by  order  further  extended 
the  date  upon  which  such  exemption 
should  terminate;  and 

Great  Northern,  on  December  30.  1948. 
having  filed  an  application  requesting 
further  extension  of  the  time  during 
which  said  order  of  December  2,  1938 
shall  be  effective;  and 

The  Commission  having  considered 
such  application  and  deeming  it  appro- 
priate In  the  public  Interest  and  in  the 
interest  of  investors  and  consumers  to 
grant  such  application: 

It  is  ordered.  That  the  time  during 
which  said  order  of  December  2,  1938 
shall  be  effective  be,  and  hereby  is.  ex- 
tended to  and  Including  January  31, 1950. 
without  prejudice,  however,  to  the  right 
of  Great  Northern  Gas  Company,  Lim- 
ited, to  apply  for  a  further  extension  of 
the  time  during  which  such  order  shall 
be  effective  or  for  such  enlargement  of 
any  of  the  provisions  thereof  as  it  may 
deem  appropriate. 


(File  No.  64-51] 
National  Power  and  Light  Co   et  al. 

SUPPLEMENTAL  ORDER  MODIFYING  PREVIOUS 
ORDER  WITH  RESPECT  TO  PROPOSED  CHAR- 
TER AMENDMENTS 

In  the  matter  of  National  Power  & 
Light  Company,  Lehigh  Valley  Transit 
Company,  et  al..  File  No.  54-51.  Applica- 
tion No.  10.  Part  B. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  4th  day  of  February  A.  D.  1949. 

The  Commi-ssion  having  by  order  dated 
August  25,  1948  approved  under  section 
11  <ei  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  an  amended  plan  for 
the  reorganization  of  Lehigh  Valley 
Transit  Company  ("Transit"),  subject 
to  certain  reservations  of  jurisdiction 
with  respect  to.  among  other  things,  the 
terms  and  conditions  of  the  new  common 
stock  proposed  to  be  issued,  and  said 
amended  plan  thereafter  having  been  ap- 
proved by  the  District  Court  of  the  United 
States  for  the  Eastern  District  of  Penn- 
sylvania by  order  dated  and  entered  Sep- 
tember 28,  1948;  and 

The  Commission  having  further  grant- 
ed by  order  dated  November  19,  1948  an 
application  designated  as  Supplemental 
Application  No.  1  with  respect  to  certain 
amendments  of  the  charter  and  by-laws 
of  Transit;  and 

A  supplemental  application  designated 
as  Supplemental  Application  No.  5  hav- 
ing been  filed  by  Transit  wherein  it  is 
stated  that  Transit  upon  receiving  the 
affirmative  vote  of  its  stockholders  in 
favor  of  the  proposed  charter  amend- 
ments, made  application  to  the  appro- 
priate officials  of  the  Commonwealth  of 
Pennsylvania  for  the  alteration  of  its 
charter,  but  that  such  officials  advised 
Transit  that  the  amendments  relating  to 
reduction  of  the  capital  stock  and  cumu- 
lative voting  should  be  deleted  since  re- 
duction of  capital  stock  has  been 
achieved  by  the  election  return  and 
cumulative  voting  Is  granted  to  stock- 
holders by  the  Constitution  of  Pennsyl- 
vania, and  for  these  reasons  Transit  re- 
questing that  the  charter  amendments 
with  respect  to  reduction  of  capital  and 
cumulative  voting  be  deleted  and  that 
our  order  of  November  19.  1948  be  modi- 
fied to  reflect  that  change;  and 

It  appearing  to  the  Commission  that 
the  same  results  are  achieved  with  re- 
spect to  rights  of  the  stockholders  of 
Transit  in  regard  to  reduction  of  the 
number  of  shares  of  capital  stock  and 
cumulative  voting  by  reason  of  opera- 
tion of  law  of  the  Commonwealth  of 
Pennsylvania  as  would  be  the  case  were 
these  matters  the  subject  of  charter 
amendments,  and  It  further  appearing 
to  the  commission  that  said  supple- 
mental application  should  be  granted 
forthwith: 
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It  is  ordered.  Pursuant  to  the  appli- 
cable provisions  of  the  act  and  in  accord- 
ance with  the  aforesaid  reservation  of 
jurisdiction  contained  in  the  order  of 
August  25, 1948  that  the  said  Supplemen- 
tal Application  No.  5  be.  and  hereby  is, 
granted,  effective  herewith. 

By  the  Commission. 

[SEAL]  ORVAL  L.  Dubois. 

Secretary. 

IP.    R.    Doc.   49-1067;    Filed.   Feb.    11,    1949; 
8:47  a.  m.] 


[File  Nos.  54-75.  70-726] 

Commonwealth  &  Southern  Corp. 
(Del.) 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  7th  day  of  February  1949. 

Notice  is  hereby  given  that  an  appli- 
cation-declaration has  been  filed"  with 
this  Commis.sion  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
the  Commonwealth  &  Southern  Corpora- 
tion ("Commonwealth"),  a  registered 
holding  company.  The  applicant-de- 
clarant designates  sections  11  and  12  (c) 
of  the  act  and  Rule  U-46  as  applicable 
to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Febru- 
ary 21,  1949,  at  5:30  p.  m..  e.  s.  t.,  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request  and  the  issues.  If  any,  of  fact  or 
law  raised  by  said  application-declara- 
tion proposed  to  be  controverted,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission.  425  Second  Street  NW., 
Washington  25.  D.  C.  At  any  time  after 
February  21.  1949.  such  application-dec- 
laration, as  filed  or  as  it  may  be  amended, 
may  be  permitted  to  become  effective  or 
may  be  granted  as  provided  in  Rule  U-23 
of  the  rules  and  regulations  promulgated 
pursuant  to  said  act.  or  the  Commission 
may  exempt  such  transactions  as  pro- 
vided In  Rules  U-20  (a)  and  U-100 
thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  office  of  the  Commission,  for 
a  statement  of  the  transactions  therein 
proposed  which  are  summarized  below: 

Commonwealth  has  heretofore  filed 
with  this  Commission  a  "Plan  for  Com- 
pliance with  sections  11  (b)  (1)  and  11 
(b)  (2)  of  the  Public  Utility  Holding 
Company  Act  of  1935,  dated  July  30. 
1947"  and  amendments  thereto  dated 
July  6,  1948  (which  plan,  as  so  amended. 
Is  hereinafter  referred  to  as  the  "Plan"). 
The  Plan,  which  was  filed  under  section 
11  (e)  of  the  act,  contemplates  the  disso- 
lution of  Commonwealth  and  the  distri- 
bution of  Its  assets  among  the  holders  of 
its  Preferred  Stock  and  Common  Stock. 
On  November  22,  1948,  this  Commission 
Issued  an  order  approving  the  Plan  and 
the  Commission  has  applied  to  the  United 


646 

states  District  Court  for  the  District  of 
Delaware   for   an   order   enforcing   the 

Plan.  ,_.      . 

Paragraph  3  of  the  Plan  provides  In 
part  that  Commonwealth  will  pay.  from 
time  to  time  pending  the  consummation 
of  the  Plan,  dividends  on  the  Preferred 
Stock  at  the  rate  of  $6  per  share  per 
annum  from  July  1.  1948  to  the  date  for 
distribution  under  the  Plan  so  that  as  of 
the  date  for  such  distribution  the  divi- 
dends accrued  and  unpaid  on  the  Pre- 
ferred Stock  will  continue  to  equal  $17  per 
share,  the  amount  accrued  and  unpaid  as 
at  December  31.  1948. 

Commonwealth  therefore  proposes, 
subject  to  the  approval  of  this  Commis- 
sion, to  declare  and  pay.  out  of  net  profits 
sub.secfUent  to  January  1.  1948.  from  time 
to  time  pending  the  consummation  of  the 
Plan  and  not  later  than  the  date  for  the 
Initial  distribution  of  securities  under  the 
Plan,  dividends  on  the  outstanding  pre- 
ferred stock  at  the  rate  of  $6  per  share 
per  annum  ($1.50  per  share,  or  approxi- 
mately $2,161,870.  per  quarterly  dividend 
period)  from  January  1,  1949  to  the  date 
for  such  distribution. 

By  the  Commission. 

I  SEAL  1  Orval  L.  Dubois. 

Secretary. 

IF.    R.    Doc.    49-1065:    Filed.    Feb.    11.    1949; 
8:47  a.  m.l 


NOTICES 


(File   No8.   59-11.   59-17.   54-251 

United  Light  and  Railways  Co.  et  al. 

ORDER   GRANTING   AND   PERMITTING   APPLICA- 
TION-DECLARATION TO  BECOME  EFFECTIVE 

In  the  matter  of  the  United  Light  and 
Railways  Company,  American  Light  & 
Traction  Company,  et  al..  File  Nos.  59-11, 
69-17.  54-25. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  7th  day  of  February  A.  D.  1949. 

The  United  Light  and  Railways  Com- 
pany ("Railways"),  a  registered  holding 
company,  having  filed  an  application- 
declaration  and  amendments  thereto, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ('act")  and  the 
rules  and  regulations  promulgated  there- 
under, with  respect  to  the  following 
transactions:  .     ^  ., 

The  section  11  (e)  plan  filed  by  Rail- 
ways and  its  registered  holding  company 
subsidiary,  American  Light  &  Traction 
Company  ("American  Light"*,  approved 
by  the  Commission's  order  dated  Decem- 
ber 30.   1947  provides.  Inter  alia,  that 
Railways  by  two  rights  offerings  to  its 
common  stockholders  shall  dispose  of 
all  of  its  holdings  of  common  stock  of 
American  Light.     In  consummation  of 
this  step  of  the  plan.  Railways  proposes 
to  offer  to  Its  common  stockholders  the 
right  to  purchase  634.667  shares  out  of 
Its  holdings  of  1.268.698  shares  of  $25  par 
value  common  stock  of  American  Light 
at  $12  per  share,  on  the  basis  of  one 
share  of  American  Light  common  stock 
for  each  five  shares  of  Railways  com- 
mon stock  owned,   and  in  connection 
therewith  to  issue  transferable  Warrants 
evidencing  such  rights.    The  net  pro- 


ceeds received  by  Railways,  after  de- 
ducting fees  and  expenses  incurred  In 
connection  with  such  sale,  will  be  ap- 
pUed  to  the  pro  rata  payment  of  Rail- 
ways notes  payable  issued  under  a  loan 
agreement  dated  November  24.  1945.  as 
amended,   outstanding  as  of  December 
31.  1948  in  the  amount  of  approximately 
Sliz  250.000  principal  amount.     Subject 
to  necessary  authorization  by  the  Com- 
mission, shares  of  stock  offered  and  not 
purchased  through  the  exercise  of  rights 
are  to  be  sold  either  at  public  or  private 
sale  as  may  hereafter  be  determined  at 
such  price  as  may  then  be  obtainable. 
The  proceeds  from  such  sales,  after  de- 
ducting an  amount  equal  to  $12  per  share 
which  amount  Is  also  to  be  applied  to  the 
pro  rata  payment  of  the  aforesaid  notes 
of  Railways,   and   after  deducting  ex- 
penses in  connection  with  such  sale,  are 
to  be  distributed  pro  rata  to  the  regis- 
tered  holders,   on   the   record   date,   of 
Warrants  representing  rights  not  exer- 
cised. .      . 
Said    application-declaration    having 

been  filed  December  16.  1948  and  the 
last  amendment  thereto  having  been 
filed  February  7.  1949.  and  notice  of 
said  filing  having  been  tluly  given  in  the 
manner  prescribed  by  Rule  U-23  promul- 
gated pursuant  to  the  act.  and  the  Com- 
mission not  having  received  a  request 
for  a  hearing  with  respect  to  said  appli- 
cation-declaration, as  amended,  within 
the  period  specified,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 

and  ,    . 

Said      application  -  declaration,      as 
amended,  stating  that  the  fees  and  ex- 
penses to  be  Incurred  In  connection  with 
the  proposed  transactions  are  estimated 
at   an  ageregate  of  $150,000.  Including 
the  fees  of  Bankers  Trust  Company  In 
the  amount  of  $35,000  for  the  handling 
of    subscriptions,    matching    fractional 
Warrants  and  acting  as  transfer  agent, 
accountant's  fees  of  $30,000  payable  to 
Arthur  Anderson  &  Co..  company  coun- 
sel fees  of  $26,500.  fee  of  $11,000  payable 
to  counsel  for  prospective  purchasers  of 
those  shares  of  common  stock  of  Ameri- 
can Light  not  purchased  through  the  ex- 
ercise of  rights,  engineering  fee  of  $5,000 
payable  to  Ralph  E.  Davis  and  $3,500  pay- 
able to  the  system  service  company.  The 
United  Light  and  Railways  Service  Com- 
pany; and  it  appearing  that  the  fees  of 
Bankers  Trust  Company  and  the  service 
company  are  not  unreasonable,  and  the 
record  being  incomplete  with  respect  to 
the  fees  payable  to  respective  counsel, 
and  to  Arthur  Anderson  &  Co.,  and  to 
Ralph  E.  Davis;  and 

Applicant-declarant  having  requested 
that  the  Commission  enter  an  order  to 
become  effective  upon  its  issuance,  grant- 
ing and  permitting  said  application- 
declaration  to  become  effective,  and  also 
requesting  that  such  order  contain  ap- 
propriate recitals  conforming  to  the  re- 
quirements of  Supplement  R  and  section 
1808  (f>  of  the  Internal  Revenue  Code, 
as  amended;  and 

The  Commission  finding  with  respect 
to  said  application  -  declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  and  regulations  thereunder  are  sat- 
isfied, and  deeming  It  appropriate  In  the 


public  Interest  and  In  the  interest  of 
investors  and  consumers  that  said  appli- 
cation -  declaration,    as    amended     be 
granted  and  permitted  to  become  effec- 
tive subject  to  a  reservation  of  Jurisdic- 
tion with  respect  to  the  payment  of  all 
counsel,  accounting  and  engineering  fees; 
and  the  Commission  further  deeming  it 
appropriate  to  grant  applicant-declar- 
ant's request  that  said  order  contain  ap- 
propriate recitals  conforming  to  the  re- 
quirements of  Supplement  R  and  section 
1808  (f)  of  the  Internal  Revenue  Code, 
as  amended,  and  to  grant  applicant-de- 
clarant's request  for  acceleration  of  the 
effective  date  of  this  order: 

It  is  ordered,  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act. 
and  subject  to  the  terms  and  conditions 
prescribed  by  Rule  U-24.  that  the  appli- 
cation-declaration, as  amended,  be.  and 
the  same  hereby  is.  granted  and  per- 
mitted to  become  effective  forthwith, 
subject,  however,  to  a  reservation  of  jur- 
isdiction with  respect  to  all  fees  pay- 
able to  counsel.  Including  counsel  for  the 
prospective  purchasers  of  those  shares  of 
American  Light  not  pu^^chased  through 
the  exercise  of  rights,  and  fees  payable 
to  accountants  and  engineers. 

It  is  further  ordered  and  recited.  That 
the  following  steps  and  transactions  in- 
volved in  the  consummation  of  the  plan 
of  Railways  and  American  Light  under 
section  11  (e)  of  the  act  heretofore  ap- 
proved by  order  of  the  Commission  en- 
tered in  these  proceedings  on  December 
30.  1947.  are  necessary  or  appropriate  to 
the  Integration  or  simplification  of  the 
holding  company  system  of  which  Rail- 
ways is  a  member  and  are  necessary  or 
appropriate  to  effectuate  the  provisions 
of  section  11  (b)   of  the  Public  Utility 
Holding  Company  Act  of  1935: 

1.  The  issuance  by  Railways  to  its 
common  stockholders  of  the  transferable 
warrants  described  in  Application  No. 
8  as  amended,  in  response  to  the  Com- 
mission's order  of  December  30.  1947. 
filed  by  Railways  in  these  proceedings, 
evidencing  rights  to  purchase  634.667 
shares  of  common  stock  of  American 
Light,  of  the  par  value  of  $25  per  share, 
at  the  price  of  $12  per  share,  on  the  basis 
of  one  share  of  common  stock  of  Ameri- 
can Light  for  each  five  shares  of  com- 
mon stock  of  Railways;  and  the  receipt 
and  sale  or  exercise  of  such  warrants  and 
the  rights  thereby  evidenced  by  such 
common  stockholders; 

2.  The  sale  and  transfer  by  Railways, 
pursuant  to  the  aforesaid  rights,  of  such 
number  of  shares  of  common  stock  of 
American  Ught  of  the  par  value  of  $25 
per  share  (out  of  Certificate  No.  NX 
1483) .  up  to  634.667  shares  of  such  stock, 
as  may  be  required  upon  the  exercise  of 
such  rights  by  the  holders  thereof;  and 

3.  The  sale  and  transfer  by  Railways, 
at  public  or  private  sale,  of  any  of  said 
634.667  shares  of  conunon  stock  of  Amer- 
ican Light  in  respect  of  which  the  afore- 
said rights  shall  not  be  exercised. 


Saturday,  February  12,  1949 

[Pile  No.  70-1850) 

Bellows-Falls  Hydro-Electric 
Corp.  et  al. 

order  releasing  jurisdiction  over  legal 
fees  and  expenses 

In  the  matter  of  Bellows  Falls  Hydro- 
Electric  Corporation.  Connecticut  River 
Power  Company.  New  England  Power 
Company.  Nev.'  England  Electric  System, 
File  No.  70-1850. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  4th  day  of  February  A.  D.  1949. 

The  Commission  having  by  orders 
dated  July  4,  1948.  and  July  21.  1948. 
granted  and  permitted  to  become  effec- 
tive the  joint  application-declaration,  as 
amended,  of  New  England  Electric  Sys- 
tem ("NEES").  a  registered  holding  com- 
pany, and  its  subsidiary  companies.  Bel- 
lows Falls  Hydro-Electric  Corporation 
("Bellows").  Connecticut  River  Power 
Company  ( 'Connecticut'** .  and  New  Eng- 
land Power  Company  CNEPCO '),  relat- 
ing, among  other  things,  to  the  Issuance 
and  sale  by  NEPCO  of  $11,000,000  prin- 
cipal amount  of  3%  Series  B  First  Mort- 
gage Bonds,  due  1978,  all  as  more  fully 
described  in  Holding  Company  Act  Re- 
lease Nos.  8348  and  8365;  and 

The  Commission  having  in  said  orders 
reserved  jurisdiction  over  the  payment 
of  all  counsel  fees  and  expenses,  includ- 
ing the  fees  and  expenses  of  counsel  for 
the  successful  bidder.  Incurred  in  con- 
nection with  the  bond  financing;  and 

The  record  having  been  amended  with 
statements  and  affidavits  regarding  the 
nature  and  extent  of  the  legal  services 
rendered  by  the  various  counsel  and  set- 
ting forth  the  following  amounts  as  the 
amounts  for  which  requests  for  payment 
have  been  made: 


To  b«  paid  by  NEPCO: 
H(>I»<'s.  (lr:»y.  Best,  Cool- 

iilRe  A  KiiKK       

Kynn,  Ktnitli  A  Carliinc  . 
Biilliiway.    ri|H>r.  Jones. 

Mollis  A  Oo.lfrey  

To l>^  |»aid  by  Underwriters- 
Milb!ink.  Tweod.  Hope 
&  H*dlcy 


Fee 


$4..V)0 

1.  lUU 

soo 


11.000 


Ex- 
penses 


Total 


$04  M 
'£fJ.  36 

5.88 


737.30 


»4.  5&t  A3 
1,3»..36 

505.88 


11.737.30 


By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.   R.   Doc.   49-1061;    Filed.   Ftb.   11.    1»49; 
8:46  a.  m.] 


The  Commi.ssion  having  considered  the 
record,  as  amended,  and  it  appearing  to 
the  Commission  under  the  special  cir- 
cumstances of  this  matter,  including, 
among  other  things,  that  no  separate  or 
additional  compensation  was  sought  or. 
received  by  Milbank.  Tweed.  Hope  and 
Hadley,  counsel  for  the  successful  bid- 
ders, for  services  rendered  in  connection 
with  the  bond  financing  from  Septem- 
ber 14.  1945  to  April  3.  1946  when  NEPCO 
decided  temporarily  to  defer  the  financ- 
ing, that  the  above  legal  fees  and  ex- 
penses are  not  unreasonable  and  that 
jurisdiction  with  respect  thereto  should 
be  released; 

It  is  ordered,  That  the  jurisdiction 
heretofore  reserved  over  the  payment  of 
all  counsel  fees  and  expenses,  including 
the  fees  and  expenses  of  counsel  for  the 
successful  bidder,  Incurred  In  connection 
With  the  bond  financing  be,  and  the  same 
hereby  is,  released. 
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By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.   B.   Doc.   40-1059;    Piled.   Feb.    11,    1949; 
8:46  a.  m.J 


[Pile  No.  70-1916] 

Lancaster  County  Gas  Co.  and  United 
Gas  Improvement  Co. 

ORDER   granting   APPLICATION  AND   PERMIT- 
TING declaration  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of.  Washington.  D.  C,  on 
the  7th  day  of  February  1949. 

The  United  Gas  Improvement  Com- 
pany ("UGI").  a  registered  holding  com- 
pany, and  its  subsidiary.  Lancaster 
County  Gas  Company  ("Lancaster"), 
having  filed  a  joint  application-decla- 
ration, as  amended,  pursuant  to  sections 
6  (b>.  9.  10  and  12  (f)  of  the  act  and 
Rule  U-43  promulgated  thereimder  with 
respect  to  the  following  transactions: 

UGI  has  entered  into  an  agreement 
with  Pennsylvania  Power  &  Light  Com- 
pany ("Pennsylvania"),  a  non-affiliated 
company,  providing  for  the  sale  by  the 
latter  and  the  purchase  by  Lancaster  (a 
corporation  organized  and  financed  by 
UGI)  of  all  the  properties  of  Pennsyl- 
vania relating  to  the  business  of  the 
manufacture,  transmission,  distribution, 
and  sale  of  gas  in  Lancaster  County, 
Pennsylvania,  for  a  base  purchase  price 
of  $1,450,000  in  cash,  plus  the  cost  of 
(a)  all  gross  capital  additions  to  the  gas 
properties  made  between  January  1. 
1948  and  the  date  of  closing,  and  (b) 
certain  materials  and  supplies. 

In  order  to  provide  Lancaster  with 
sufficient  funds  to  finance  the  acquisition 
of  such  properties  and  to  provide  Lan- 
caster with  necessary  working  capital, 
UGI  proposes  to  purchase  50.000  shares 
of  the  $50  par  value  capital  stock  to  be 
issued  and  sold  by  Lancaster  for  the 
sum  of  $2,500,000  in  cash. 

Such  joint  application-declaration,  as 
amended,  having  been  duly  filed,  and  no- 
tice of  said  filing  having  been  duly  given 
In  the  form  and  manner  prescribed  by 
Rule  U-23  promulgated  piu-suant  to  said 
act,  and  the  Commsission  not  having  re- 
ceived a  request  for  hearing  with  re- 
spect to  said  joint  application-declara- 
tion, as  amended,  within  the  period  spec- 
ified in  said  notice,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

It  appearing  that  the  Pennsylvania 
Public  Utility  Commission  has  expressly 
authorized  the  acquisition  by  Lancaster 
of  the  gas  properties  to  be  acquired  by  it, 
and  has  also  expressly  authorized  the 
Issue  and  sale  by  Lancaster  of  the  50.000 
shares  of  its  $50  par  value  capital  stock; 
and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  It 
appropriate  In  the  public  interest  and  In 
the  Interest  of  investors  and  consumers 
that  said  Joint  application-declaration, 
as  amended,  be  granted  and  permitted  to 
become  effective,  and  deeming  it  appro- 
priate to  grant  a  re<iuest  of  applicants- 
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declarants  that  the  order  become  effec- 
tive at  the  earliest  date  possible. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24.  that  the 
Joint  application-declaration,  as  amend- 
ed, be.  and  the  same  hereby  is.  granted 
and  permitted  to  become  effective  and 
the  proposed  transactions  may  be  con- 
summated forthwith. 

By  the  Commission. 

[SEAL]  Orval  L.  DttBois. 

Secretary. 

[P.   R.   Doc.   49-1068;    Piled,    Peb.    11.    1949; 
8:47  a.  m.] 


[Pile  No.  70-2027] 

Minnesota  Power  &  Light  Co.  and 
American  Power  &  Light  Co. 

order  granting  application  and  perb«t- 

TING  declaration  to  BECOME  ETTECTIVB 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  4th  day  of  February  A.  D.  1949. 

American  Power  &  Light  Company 
("American" ) .  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  holding 
company  and  American's  utility  subsid- 
iary. Minnesota  Power  &  Light  Company 
("Minne.sota") .  having  filed  a  joint  appli- 
cation-declaration and  amendments 
thereto  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935.  particu- 
larly sections  6  (a),  7.  9  (a).  10.  12  (c) 
and  12  (f)  thereof  and  Rule  U-43  of  the 
rules  and  regulations  promulgated  there- 
under with  respect  to  the  following  pro- 
posed transactions: 

Minnesota  proposes  to  Issue  and  offer 
59.090  shares  of  common  stock  without 
par  value  to  the  holders  of  its  presently 
issued  and  outstanding  common  stock, 
pro  rata,  on  the  basis  of  one  share  of 
additional  common  stock  for  each  eleven 
shares  of  common  stock  held  of  record  at 
the  close  of  business  on  February  3,  1949, 
at  the  price  of  $21  per  share.  The  right 
to  subscribe  to  such  stock  will  be  evi- 
denced by  subscription  warrants  (trans- 
ferable to  any  assignee)  expiring  approx- 
imately twenty  days  after  their  issuance. 
Warrants  will  be  Issued  for  fractional 
shares  entitling  the  holder,  upon  sur- 
render of  such  warrants  and  other  war- 
rants together  aggregating  one  or  more 
full  shares,  to  subscribe  to  the  number  of 
such  full  shares  which  such  warrants 
shall  together  aggregate,  but  no  subscrip- 
tion will  be  accepted  for  fractional 
shares.  Minnesota  proposes  to  appoint 
Its  Transfer  Agent  In  Duluth,  Minnesota, 
as  subscription  agent  for  the  subscrip- 
tion warrants.  Such  Transfer  Agent  Is 
to  exercise  his  best  efforts  to  assemble 
fractional  subscription  warrants  or  to 
dispose  of  such  fractional  warrants  with- 
out cost  to  the  warrant  holders. 

Minnesota  presently  has  oatstanding 
650.000  shares  of  common  stock  without 
par  value  of  which  650.000  shares 
(84.6%)  are  held  by  American  and 
100,000  by  the  public.  American  will  ex* 
erclse  Its  rights  and  will  purchase  50,000 
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shares  ^ts  proportionate  part)  of  addi- 
tional common  stock  pursuant  to  the  of- 
fering at  the  aggregate  subscription  price 

of  $1,050,000. 
The  application-declaration,  as 

amended,  states  that  it  will  be  a  condi- 
tion of  the  offer  that  no  common  stock 
will  be  issued  pursuant  to  the  subscrip- 
tion warrants  except  on  a  date  subse- 
quent to  the  record  date  for  payment  of 
a  dividend  payable  as  of  March  1.  1949. 
Minnesota  proposes  to  pay  to  quali- 
fied dealers  (except  in  the  states  of  Iowa. 
New  Hampshire  and  Texas)  assLsting  in 
effecting    subscriptions    for    additional 
common  stock,  the  amount  of  25  cents 
for  each  share  of  additional  common 
stock  with  respect  to  which  such  dealer 
Ls  instrumental  in  effecting  a  subscrip- 

Rlghts  evidenced  by  subscription  war- 
rants which  shall  not  have  been  exer- 
cised on  or  before  the  date  of  termina- 
tion of  such  rights  will  expire  and  a 
rights  evidenced  by  such  warrants  will 

thereupon  terminate.  „  „    „. 

The  application-declaration,  as 
amended,  states  that  the  proceeds  to  be 
received  from  the  sale  of  the  stock  will 
be  used  by  Minnesota  in  connection  witn 
Its  construction  program  and  for  otlier 
corporate  purposes.  Minnesota  has  also 
filed  an  appUcation-declaratlon  propos- 
ing  the  Issuance  and  sale  of  $4,000,000 
principal  amount  of  First  Mortgage 
Bonds  pursuant  to  Its  existing  Mortgage 
and  Deed  of  Trust,  the  proceeds  of  which 
will  supply  further  funds  for  Minnesota  s 
construcUon  program. 

Applicants-declarants  request  that  the 
Commissions  order  herein  be  Issued  as 
promptly  as  may  be  practicable  and  that 
It  become  effective  forthwith  upon  the 

Issuance  thereof.  v,a,Hr..r 

The    application-declaration    having 

been  filed  on  January  5. 1949.  and  amend- 
ments thereto  having  been  fl>ed  on  Jan- 
uary  28.  1949.  and  February  1.  1949.  no- 
tice of  said  filing  having  been  given  In 
the  form  and  manner  prescribed  bv  R^le 
U-23  promulgated  pursuant  to  said  act. 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to  the 
application-declaration,  as  amended, 
within  the  period  specified  In  said  notice 
or  otherwise  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  the  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied  and 
that  no  adverse  findings  are  necessary 
under  the  applicable  provisions  of  the 
act    and  the  Commission  being  of  the 
opinion  that  it  is  appropriate  to  grant 
and  permit  to  become  effective  said  ap- 
plication-declaration, as  amended,  sub- 
ject to   the  reservation  of   Jurisdiction 
hereinafter  stated,  and  the  Commission 
also  deeming  It  appropriate  to  grant  ap- 
plicants-declarants' request  that  the  or- 
der become  effective  forthwith  upon  the 
Issuance  thereof: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of  said 
act  that  the  application-declaration,  as 
amended,  be.  and  the  same  hereby  is. 
granted  and  permitted  to  become  effec- 
tive forthwith  subject  to  the  terms  and 
conditions  conUined  in  Rule  U-24;  and 


NOTICES 

It  is  further  ordered,  That  Jurisdiction 
be,  and  hereby  Is,  reserved  over  the  pay- 
ment of  all  legal  fees  and  expenses  In- 
curred in  connection  with  the  proposed 
transactions. 

By  the  Commission. 


[seal] 


OavAL  L.  DuBois, 
Secretary. 

IF    R.   Doc.   49-1066;    Piled.   Feb.    11.    1»49; 
8:47  a.  m.] 


[File  No.  70-2030) 

West  Penn  Electric  Co.  and 
monongahela  power  co. 

ORDER    GRANTING   APPLICATION    AND    PERMIT- 
TING  DECLARATION   TO   BECOME   EfTECTrVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  7th  day  of  February  A.  D.  1949. 

The  West  Penn  Electric  Company 
("West  Penn  Electric"),  a  registered 
holding  company  and  Monongahela 
Power  Company  ("Monongahela").  a 
subsidiary  of  West  Penn  Electric,  having 
filed  with  this  Commission  a  Joint  appli- 
cation-declaration, pursuant  to  the  Pub- 
lic Utility  Holding  Company  Act  of  1935 
and  certain  rules  and  regulations  pro- 
mulgated thereunder  regarding  the  fol- 
lowing transactions: 

The  Issuance  and  sale  by  Monongahela 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50  of  _-%  Series 
Rrst  Mortgage  Bonds  due  1979  in  the  ag- 
gregate principal  of  $6,000,000;  the  Is- 
suance and  sale  by  Monongahela  to  West 
Penn  Electric  of  67,000  shares  of  com- 
mon stock  of  Monongahela.  par  value 
$6  50  per  share,  for  a  total  cash  consid- 
eration of  $1,005,000  ($15  per  share) ;  and 
the  acquisition  by  West  Penn  Electric  of 
the  aforedescribed  common  stock  of 
Monongahela;  the  filing  requesting  that 
the  ten  day  period  for  solicitation  of  bids 
be  shortened  so  that  the  bids  may  be 
opened  on  February  15.  1949; 

West  Penn  Electric.  West  Penn  Power 
Company,    and    West    Penn    Railways, 
(these  latter  named  companies  being  as- 
sociates of  Monongahela  and  West  Penn 
Electric)  having  now  filed  an  application 
for  the  transfer  from  West  Penn  Power 
Company  to  West  Penn  Electric  of  the 
formers  holdings  of  common  stock  of 
Monongahela  (File  No.  54-175) ;  the  rec- 
ord containing  a  commitment  by  West 
Penn  Electric  to  the  effect  that  either  in 
the  proposed  acquisition  of  the  Monon- 
gahela common  stock  from  West  Penn 
Power  Company,  or  otherwise.  West  Penn 
Electric  will  undertake  to  compensate  for 
any  dilution  in  the  value  per  share  of  the 
common  stock  of  Monongahela  arising 
from  Its  acquisition  of  the  67.000  shares 
of  common  stock  proposed  In  the  trans- 
action herein; 

Notice  of  the  filing  of  this  Joint  appli- 
cation-declaration having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23.  promulgated  pursuant  to 
the  act.  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect thereto,  and  not  having  ordered  a 
hearing  thereon; 

The  Commission  finding  with  respect 
to  this  joint  application-declaration  that 


all  of  the  applicable  statutory  standards 
are  satisfied  and  that  there  is  no  basis 
for  any  adverse  findings,  deeming  it  ap- 
propriate in  the  pubUc  interest  and  in  the 
interest  of  Investors  and  consumers  that 
said  Joint  application-declaration  be 
granted  and  permitted  to  become  effec- 
tive and  further  deeming  It  appropriate 
to  grant  the  request  that  the  ten-day 
period  for  the  solicitation  of  bids  for  the 
bonds  be  shortened; 

It  is  hereby  ordered.  Pursuant  to  said 
Rule  U-23  and  the  applicable  provisions 
of  the  act  that  this  Joint  application- 
declaration  be.  and  the  same  hereby  Is, 
granted  and  permitted  to  become  effec- 
tive forthwith  subject  to  the  terms  and 
conditions  prescribed  in  Rule  U-24  and 
to  the  following  terms  and  conditions: 

(1)  That  for  the  purposes  of  this  case 
the  ten-day  period  for  soliciting  bids  as 
prescribed  by  Rule  U-50  be  shortened  to 
a  period  of  not  less  than  six  days; 

(2)  That  the  proposed  Issuance  and 
sale  of  the  $6,000,000  aggregate  principal 
amount   of   First   Mortgage   Bonds    by 
Monongahela  shall  not  be  consummated 
until  the  results  of  competitive  bidding, 
held   with   respect   thereto,   have   been 
made  a  matter  of  record  In  this  proceed- 
ing and  a  further  order  shall  have  been 
entered  by  this  Commission  in  the  light 
of  the  record  so  completed,  which  order 
shall   contain  such  further  terms  and 
conditions,  if  any,  as  may  then  be  deemed 
appropriate.  Jurisdiction  being  reserved 
at  this  time  to  permit  the  subsequent 
Imposition  thereof;  and 

(3)  That  Jurisdiction  be  reserved  with 
respect  to  the  payment  of  any  and  all 
fees  and  expenses  incurred  or  to  be  in- 
curred In  connection  with  the  consum- 
mation of  the  proposed  transactions. 

By  the  Commission. 


[seal! 


Opv.al  L.  DttBots. 
Secretary. 


IF    R    Doc.   49-1063;    Filed.    Feb.    11.    1949; 
8:46  a.  m] 


(File  No.  811-364] 

INSUHANSHARES  CORP.  OF  DELAWARE 

NOTICE  or  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the-ath  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  In.suran- 
shares  Corporation  of  Delaware  (appli- 
cant), an  Investment  company  registered 
under  the  Investment  Company  Act  of 
1940  has  filed  an  application  pursuant 
to  section  8  (f)  of  the  act  for  an  order 
declaring  that  applicant  has  ceased  to  be 
an  Investment  company  and  for  an  order 
pursuant  to  section  6  (c)  of  the  act  that 
applicant  be  exempted  from  the  require- 
ment that  It  file  an  annual  report  to 
stockholders  for  the  year  ended  Decem- 
ber 31.  1948. 

Applicant  filed  a  similar  application  on 
July  16.  1947  and  the  Commission  Issued 
its  order  with  respect  thereto  on  Augu.'^t 
14  1947  (Investment  Company  Act  Re- 
lease No.  1100)  denying  the  request  for 
an  order  under  section  8  (f)  of  the  act 
that  applicant  has  ct  a.sed  to  be  an  invest- 
ment company,  without  prejudice  to  a 


Saturday,  February  12,  1949 


FEDERAL  REGISTER 


649 


renewal  of  such  request  upon  final  dis- 
tribution of  its  assets  to  Its  stockholders, 
and  granting  exemptions  from  sections 
30  (a>.  30  (b).  and  30  <d)  of  the  act  and 
Rules  N-30A-1.  N-30B1-1  and  N-30D-1 
promulgated  thereunder:  Provided,  how- 
ever. That  applicant  was  required  to 
transmit  annual  reports  to  stockholders 
in  accordance  with  section  30  (d)  and 
Rule  N-30D-1  and  to  file  such  annual  re- 
ports with  the  Commission. 

It  appears  from  the  application  that 
applicant  was  dissolved  pursuant  to  Sec- 
tion 39  of  the  General  Corporation  Laws 
of  the  State  of  Delaware,  effective  on 
February  24.  1947;  that  applicant  de- 
clared a  first  liquidating  dividend  payable 
April  14,  1947.  of  $280,180  or  $1.50  a  .share, 
which  was  paid  except  for  $29,121.75  now 
held  in  a  special  first  liquidating  divi- 
dend account;  that  the  directors  of  ap- 
plicant were  appointed  Trustees  in  disso- 
lui  on  of  applicant  by  order  of  the  Court 
of  C/iancery  of  Delaware  entered  on  May 
7.  1918;  that  the  remaining  assets  of  ap- 
plcant  consist  entirely  of  cash  of  which 
t.: 27.332.42  is  subject  to  disbursement 
only  upon  the  order  of  the  Chancellor 
of  Delaware  and  $10,000  may  be  disbursed 
on  order  of  the  Tru.stees  for  the  payment 
of  certain  claims;  that  expenses  and  fees 
in  connection  with  final  distribution  of 
t^.e  estate  will  not  exceed  $15,000;  that 
the  assets  of  applicant  are  irrevocably 
held  for  the  purpose  of  making  a  final 
distribution  thereof;  and  that  notice  has 
been  sent  to  all  stockholders  to  file  their 
claims  on  or  before  March  1.  1949  and  to 
surrender  their  stock  certificates  in  order 
thct  they  may  share  in  the  distribution 
of  the  assets. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  per- 
sons are  referred  to  said  application 
which  is  on  file  in  the  office  of  the  Com- 
mission in  Washington.  D.  C. 

Notice  is  further  given  that  an  order 
granting  the  application,  in  whole  or  in 
part  and  upon  such  terms  and  condi- 
tions as  the  Commislon  may  see  fit  to 
impose,  may  be  issued  by  the  Commission 
at  any  time  after  February  18. 1949  unless 
prior  thereto  a  hearing  upon  the  appli- 
cation is  ordered  by  the  Commission,  as 
provided  in  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 
Any  interested!  person  may,  not  later 
than  February  16,  1949  at  5:30  p.  m..  sub- 
mit in  writing  to  the  Commission  his 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  desirability 
of  a  hearing  thereon,  or  request  the 
Commission  in  writing  that  a  hearing  be 
held  thereon.  Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary. Securities  and  Exchange  Commis- 
sion. Washington  25.  D.  C,  and  should 
state  briefly  the  nature  of  the  Interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
or  law  raised  by  the  application  which 
he  desires  to  controvert. 

By  the  Commission. 

I  SEAL]  ORVAL   L.   DuBoIS. 

Secretary. 

IF.   R.    Doc.   40-1060;    Filed.   Feb.   11,    1940; 
8:46  a.  m.] 


[FUe  No.  812-680] 

Newmont  Mining  Corp.  and  Magma 
Copper  Co. 

notice  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange"  Commission  held  at  its 
offices  In  Washington.  D.  C.  on  the  9th 
day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  Newmont 
Mining  Corporation  of  14  Wall  Street. 
New  York.  New  York,  a  closed-end  non- 
diversilied  management  company  regis- 
tered under  the  Investment  Company  Act 
of  1940.  has  filed  an  application  pur- 
suant to  section  17  (b>  of  the  act  for  an 
order  exempting  from  the  provisions  of 
section  17  (a)  of  the  act  a  proposed 
transaction  whereby,  in  connection  with 
an  offering  by  Ma?;ma  Copper  Company 
("Magma"),  an  affiliated  person  of  Ap- 
plicant, of  204,000  shares  of  its  common 
stock  to  its  present  shareholders  at  the 
rate  of  one  new  share  for  each  two  shares 
of  said  stock  held  on  the  record  date. 
Magma  would  enter  into  an  agreement 
with  Applicant  and  Lazard  Freres  &  Co. 
("Lazard")  pursuant  to  which  Appli- 
cant would  purchase  at  the  subscription 
price  not  only  all  the  shares  to  which  it 
would  be  entitled  as  a  shareholder  of 
Magma,  but  in  addition  would  purchase 
one-half  of  the  shares  which  may  be  un- 
subscribed by  the  shareholders,  up  to  an 
amount  which  when  added  to  the  shares 
subscribed  by  it  as  a  shareholder  would 
equal  one-half  of  the  total  shares  offered. 
As  compensation  therefor  Magma  would 
agree  to  pay  Applicant  $71,600.  the 
equivalent  of  SI. 00  per  share  for  the 
maximum  number  of  shares  that  Appli- 
cant might  have  to  purchase  in  addition 
to  the  shares  to  which  it  is  entitled  as  a 
shareholder  of  Magma. 

It  appears  from  the  application  that 
Magma,  a  Maine  corporation,  has  out- 
standing 408.000  shares  of  common  stock, 
of  which  Applicant  owns  60.800  shares, 
approximately  14.9-'o.  Magma  owns 
840.523  shares  or  94.5%  of  the  total  of 
890.000  outstanding  shares  of  San  Man- 
uel Copper  Corporation  ("San  Manuel") , 
a  Delaware  corporation.  San  Manuel 
owns  unpatented  lode  mining  claims  and 
mineral  leases  in  Arizona.  A  large  ton- 
nage of  low  grade  copper  ore  has  been 
partially  developed  in  this  property,  and 
additional  capital  is  required  for  further 
development.  Magma,  by  means  of  the 
above-mentioned  offering  of  its  stock, 
proposes  to  obtain  funds  to  acquire  addi- 
tional shares  of  San  Manuel  thereby  pro- 
viding additional  capital  for  the  further 
development  of  the  San  Manuel  proper- 
ties. It  furth9%  appears  from  the  appli- 
cation that  Lazard.  a  member  of  the  New 
York  Stock  Exchange,  as  a  party  to  the 
proposed  agreement  will  agree  to  pur- 
chase the  remainder  of  any  unsubscribed 
stock  at  the  subscription  price  and  will 
receive  a  fee  of  $102,000.  the  equivalent 
of  $1.00  per  share  for  the  maximum  num- 
ber of  shares  which  it  might  have  to 
purchase.  It  appears  that  the  market 
price  of  the  outstanding  shares  of  com- 
mon stock  of  Magma,  which  are  listed  on 
the  New  York  Stock  Exchange,  varied 
during  1948  from  a  low  of  $16%  to  a  high 
of  $24''8  and  closed  at  $19 '/4.  The  sub- 
scription price  will  not  be  above  the  clos- 


ing market  price  on  the  day  preceding 
the  effective  date  of  the  registration 
statement  filed  by  Magma  with  respect 
to  the  above  mentioned  offering  of  204,000 
shares  of  its  common  stock. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  in- 
terested persons  are  referred  to  said  ap- 
plication which  is  on  file  in  the  offices  of 
the  Commission  in  Washington.  D.  C. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  on  or 
after  February  15,  1949.  unless  prior 
thereto  a  hearing  upon  the  application  is 
ordered  by  the  Commission,  as  provided 
in  Rule  N-5  of  the  rules  and  regulations 
promulgated  under  the  act.  Any  inter- 
ested per.son  may.  not  later  than  Febru- 
ary 14,  1949,  at  5:30  p.  m.,  submit  in  writ- 
ing to  the  Commis.sion  his  views  or  any 
additional  facts  bearing  upon  this  appli- 
cation or  the  desirability  of  a  hearing 
thereon,  or  request  the  Commission  in 
writing  that  a  hearing  be  held  thereon. 
Any  such  communication  or  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW..  Washington  25.  D.  C. 
and  should  state  briefly  the  nature  of  the 
interest  of  the  person  submitting  such 
information  or  requesting  a  hearing,  the 
reasons  for  such  request,  and  the  issues 
of  fact  or  law  raised  by  the  application 
which  he  desires  to  controvert. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

|P.    R.    Doc.    49-1130;    Filed,    Feb.    11.    1949; 
9:07  a.  m.| 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

Authoritt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp..  E.  O.  9567. 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12627) 
Robert  Kanter 

In  re:  Estate  of  Robert  Kanter.  de- 
ceased^ Pile  No.  D-66-1532;  E.  T.  sec. 
9768. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gertrude  Nathanson,  also 
known  as  Charlotte  Gertiud  Nathanson, 
and  Dr.  Hans  Kanter.  whose  last  known 
address  is  Germany  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  Katherina  (Catherlna^  Finder 
and  Helene  Herrmann,  the  domiciliary 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees,  names  un- 
known, of  Martha  Avellls  Schleslnger, 
deceased,  and  the  domiciliary  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees,  names  unknown, 
of  Mathilde  Heller,  also  known  as  Ger- 
trude Heller,  deceased,  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
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Germany,  are  nationals  of  a  designated 
enemy  country  < Germany): 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  i<^entifled  In  subpara- 
graphs 1  and  2  hereof,  and  each  of  them 
In  and  to  the  estate  of  Robert  Kanter, 
deceased,  is  property  payable  or  deliver- 
able to.  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  Is  In  the  process 
of  administration  by  Byron  R.  Porster, 
35-63  83rd  Street,  Jackson  Heights.  New 
York,  as  Surviving  Administrator,  acting 
under  the  judicial  supervision  qf  the  Sur- 
rogate's Court.  Bronx  County.  New  York ; 

and  it  is  hereby  determined : 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and 
Katherlna  (Catherina>  Finder  and  Hel- 
ene  Herrmann,  the  domiciliary  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees,  names  unknown  of 
Martha  Avellis  Schlesinger,  deceased, 
and  the  domiciliary  personal  representa- 
tives, heirs,  next  of  kin.  legatees  and  dis- 
tributees, names  unknown  of  Mathilde 
Heller,  also  known  as  Gertrude  Heller, 
deceased,  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  hela.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
January  5.  1949. 

For  the  Attorney  General. 

ISEAL]  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF,    R.    Doc.    49-1038:    Filed,    Feb.    10,    1M9; 
8  56   a.  ml 


nonces 

ever  of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  sum  of 
$2,895.15  held  by  the  Clerk  of  the  District 
Court  of  the  United  States  for  the  East- 
ern District  of  Tennessee,  as  depositary, 
pursuant  to  an  order  entered  on  Septem- 
ber 14,  1943  by  the  District  Court  of  the 
United  States  for  the  Eastern  District  of 
Tennessee  in  a  proceeding  entitled  M  O. 
Cowan  et  al.,  trustee,  etc.,  vs.  Bessie  Tip- 
ton et  al.,  together  with  all  accretions 
thereon  and  subject  to  payment  of  any 
lawful  fees  and  disbursements  of  the  said 
Clerk  is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  national 
of  a  designated  enemy  country   (Ger- 
many) ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  the  Clerk  of  the 
District  Court  of  the  United  States  for 
the  Eastern  District  of  Tennessee,  as  de- 
positary, acting  under  the  judicial  .super- 
vision of  the  United  States  District  Court. 
Eastern  District  of  Tennessee ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country  '  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
January   26.    1949. 

For  the  Attorney  General. 

[8IAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1040;    Filed,    Feb.    10.    1»49; 
8:57  a.  in.| 


{Vesting  Order  12702] 
M.    O.    COWAN    ET    AL. 

In  re:  M.  O.  Cowan,  et  al..  Trustee,  etc. 
vs.  Bessie  Tipton,  et  al.  Rle  No.  F-28- 
8385  and  F-28-8385  A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Ernest  Beck  a  Tc  a  Gottlob 
Beck,  whose  last  known  address  is  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 


ceased.  Ls  property  payable  or  deliverable 
to.  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

3.  That  such  property  is  in  the  proc- 
ess of  administration  By  Margaret  Rief- 
lin.  as  Administrator,  d.  b.  n.  c.  t.  a.,  act- 
ing under  the  judicial  supervision  of  the 
County  Court  of  Kankakee  County.  Illi- 
nois. 

and  It  Ls  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  Sates 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try I  Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

TTie  terms  "national"  and  'designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  .section  10  of 
Executive  Order  9183.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelch. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1075;    Filed.   Feb.    11,    lUiB; 
8:50  a.  m.l 


(Vesting  Order  127111 
Marie  Klick 

In  re:  Estate  of  Marl^CIick.  deceased. 
Pile  No.  D  28-3728.     E.  T.  sec.  6270. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Herman  Roeske.  Carl  Roeske, 
and  Albert  Knitter,  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  subpar- 
agraph 1  hereof,  and  each  of  them.  In 
and  to  the  Estate  of  -Marie  Klick,  de- 


(Vestlng  Order  12717] 
Walter  Merkel 


In  re:  Estate  of  Walter  Merkel.  a  k  a 
Walter  Paul  Merkel.  decea.sed.  File  No. 
D-2R-11265;  E.  T.  sec.  15631. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law,* 
after  investigation,  it  is  hereby  found: 

1.  That  the  heirs,  names  unknown,  of 
Walter  Merkel.  also  known  as  Walter 
Paul  Merkel.  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany  are  nationals  of  a  designated 
enemy  country  < Germany); 

2.  That  all  right,  title,  intere.st  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Walter  Merkel.  also  known  as  Walter 
Paul  Merkel.  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by.  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  John  T.  Dempsey, 
as  administrator,  acting  under  the  judi- 
cial supervision  of  the  Probate  Court  of 
the  State  of  Illinois,  in  and  for  the  County 
of  Cook; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons identified  in  subparagraph  1  hereof 


Saturday,  February  12,  1949 

are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  In  the  national  in- 
terest, 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.    49-1076;    Filed.    Feb.    11,    1949; 
8:50  a.  m.] 


FEDERAL  REGISTER 


651 


(Vesting  Order  12728] 
Marie  Werner 


In  re:  Trust  under  will  of  Marie 
Werner,  deceased.    Pile  No.  D-28-12434. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found : 

1.  That  Anna  Schrelber.  Margarete 
Birkhahn.  Heinz  Jaehnlg.  Glsela  Jaehnlg, 
Ursula  Rohnstock,  an(i  Elli  Sappok, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known of  Anna  Schrelber;  the  Issue, 
names  unknown,  of  Hermann  Jaehnlg; 
the  domiciliary  personal  representatives, 
helrs-at-law,  next-of-kin.  legatees  and 
distributees,  names  unknown,  of  Elli 
Sappok,  who  there  is  reasonable  cause  to 
believe  are  re.sldents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
praphs  1  and  2  hereof,  in  and  to  the 
triist  created  under  paragraph  second 
of  the  will  of  Marie  Werner,  deceased. 
Is  property  payable  or  deliverable  to.  or 
claimed  by  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Albert  W.  Venlno 
and  Johannes  Wledhiann.  as  co-trustees, 
acting  under  the  judicial  supervision  of 
the  Surrogate's  Court,  County  of  Kings, 
New  York; 

and  it  is  hereby  determined : 

5.  That  to  the  extent  that  the  i>er- 
sons  identified  in  subparagraph  1  hereof 

No.  29 3 


Date 


Amount 


and  the  domiciliary  personal  represent-  Buffalo.  New  York,  a  corporation  organ- 

atlves,  heirs-at-law.  next-of-kin,  legatees  ized  under  the  laws  of  the  State  of  New 

and    distributees,    names    unknown    of  York,  said  certificates  being  numbered 

Anna  Schrelber;  the  Issue,  names  un-  15  and  16,  representing  100  and  87  shares, 

known,  of  Hermann  Jaehnlg;  the  doml-  respectively,  registered  in  the  name  of 

ciliary  personal  representatives,  heirs-  Masa«ori  Ikebe.  1520  Spruce  Street  Phil- 

at-Iaw,      next-of-kin,      legatees      and  adelphia,  Pennsylvania,  and  presently  In 

distributees,    names    unknown    of    Elli  the  custody  of  William  C.  Lloyd,  South- 

Sappok,   are   not   within   a   designated  east  Corner  Broad  and  prange  Streets, 

enemy  country,  the  national  interest  of  Philadelphia  41,  Pennsylvania,  together 

the  United  States  requires   that  such  with  any  and  all  rights  theretmder  and 

persons  be  treated  as  nationals  of  a  des-  thereto. 

Ignated  enemy  country  (Germany).    ^  c.  Those  certain  debts  or  other  obll- 

All  determinations  and  all  action  re-  gations,  evidenced  by  checks  represent- 

qulred  by  law,  including  appropriate  con-  Ing  dividends  on  capital  stock  of  the  Phil- 

sultatlon  and  certification,  having  been  adelphia   Transportation   Company,   as 

made  and  taken,  and,  it  being  deemed  described  In  subparagraph  2a  above,  said 

necessary  In  the  national  Interest.  checks  payable  to  Masanorl  Ikebe,  num- 

There  Is  hereby  vested  In  the  Attorney  bered,  dated  and  in  the  amounts  set  forth 

General  of  the  United  States  the  prop-  below: 

erty  described  above,  to  be  held,  used,      

administered,  liquidated,  sold,  or  other-  xo. 

wise  dealt  with  in  the  Interest  of  and  for      

the  benefit  of  the  United  States.  fj^^^ 

The  terms  "national"  and  "designated  S92i]""'.""i;^'""""! 

enemy  country"  as  used  herein  shall  have      ''*^\ 

the  meanings  prescribed  in  section  10  of  i<r.7i"IIIIII"I"IIII""! 

Executive  Order  9193,  as  amended.  nlt^^^fi"" 

Executed   at  Washington.  D.   C.  on  il^--"-""-"""---" 

January  26.  1949.  0UY2i3'"^'9iV/"////.'.'.'.'.'. 

For  the  Attorney  General.  

[SEAL]  David  L.  Bazelon,  which  checks  are  presently  in  the  cus- 

Assistant  Attorney  General.  tody  of  Land   Ttltle  Bank   and  Trust 

Director.  Office  of  Alien  Property.         Company.  100  South  Broad  Street.  Phll- 

(P.  R.  Doc.  49-1077;   Piled.  Feb.   11,   1949;       adelphia  10.  Pennsylvania,  together  with 

8:50  a.  m.]  any  and  all  rights  to  demand,  enforce 

and  collect  the  aforesaid  debts  or  other 
"^^"^^■'^"~"^~  obligations   and   any   and   all   accruals 

thereto,  and  any  other  dividends  checks 
on  the  aforesaid  capital  stock  of  the  Phil- 
adelphia Transportation  Company  in  the 
possession  of  Land  Title  Bank  and  Trust 
Company,  and  all  rights  in,  to  and  un- 
der, including  particularly  the  right  to 
possession  and  presentation  for  collec- 
tion and  payment  of  the  aforesaid 
checks,  and 

d.  That  certain  debt  or  other  obliga- 
tion owing  to  Masanorl  Ikebe  by  Phila- 
delphia Transportation  Company,  South- 
east Corner  Broad  and  Grange  Streets, 
Philadelphia  41.  Pennsylvania,  arising 
out  of  a  lump  sum  settlement,  made 
April  1941.  of  a  life  annuity  claim,  to- 
gether with  any  and  all  accruals  there- 
to, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  .subject 
however  to  the  claim  of  Walter  B.  Gib- 
bons in  the  amount  of  twenty-five  per 
cent  of  said  debt  or  obligation  for  fees 
for  services  pursuant  to  agreement. 
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Apr. 
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Apr. 
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(Vesting  Order   12737] 
Masanori  Ikebe 


In  re:  Voting  trust  certificates  and 
ch^ks  owned  by  and  debt  owing  to  N^- 
sanorl  Ikebe.  P-39-4620-A-1.  C-l/c'2, 
D-1  D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Masanorl  Ikebe,  whose  last 
known  address  Is  124  Tsunoura.  Sklmlzu- 
Machl.  Kumamoto  city.  Japan,  is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Three  (3)  voting  trust  certificates 
representing  287  shares  of  no  par  value 
common  capital  stock  of  the  Philadelphia 
Transportation  Company.  Southeast 
Corner  Broad  and  Grange  Streets,  Phila- 
delphia 41,  Pennsylvania,  a  corporation 
organized  under  the  laws  of  the  State 
of  Pennsylvania,  said  certificates  being 
numbered  VC876,  VC877  and  VC010980, 
representing  100,  100  and  87  shares,  re- 
spectively, registered  in  the  name  of  Ma- 
sanori Ikebe,  c/o  W.  C.  Lloyd.  Mitten 
Building.  Philadelphia,  Pennsylvania, 
and  presently  In  the  custody  of  William 
C.  Lloyd.  Southeast  Corner  Broad  and 
Grange  Streets,  Philadelphia  41.  Penn- 
sylvania, together  with  any  and  all  rights 
thereunder  and  thereto. 

b.  Two  (2)  voting  trust  certificates  rep- 
resenting 187  shares  of  no  par  value 
common  capital  stock  of  the  Interna- 
tional Railway  Company,  43  Court  Street, 


is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Masa- 
norl Ikebe,  the  aforesaid  national  of  a 
designated  enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan), 

All  determinations  and  all  action  re- 
quired  by    law,   including    appropriate 


652 

consultation  and  certlflcation.  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  th»  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  ol  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   49-1078:    Filed.   Feb.   11,   1949; 
8:51  a.  m.] 


NOTICES 

wlae  dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  BUtes. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

[sxAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
i     Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   4^-1079;    Filed.   Feb.    11.    IMflJ 
8:51  a.  m.J 


th«  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C  on 
February  1.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   4J^-1080;    FUed.   Feb.    11,    1949; 
8:51  a.  m.] 


(Vesting  Order  12756] 
Barbara  Maria  Baroness  Berg 

In  re:  Estate  of  Barbara  Maria  Baron- 
ess Berg  also  known  as  Betty  Von  Berg, 
deceased.  Pile  No.  F-28-680;  E.  T.  sec. 
16748. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Antonle  Sellmer.  Anni  Spring- 
er. Jeanette  Helnemann,  and  Hedwig 
Merkt,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany)  : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  estate  of  Barbara  Maria  Baron- 
ess Berg,  also  known  as  Betty  Von  Berg, 
deceased,  is  property  payable  or  deliver- 
able to.  or  claimed  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  Theodore  E.  Stein- 
way,  as  Ancillary  Executor,  acting  under 
the  judicial  supervision  of  the  Surro- 
gate's Court  of  New  York  County.  New 
York; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United 
States-  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  Inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 


I  Vesting  Order  127581 

DuDLET  Page  Cotton 

In  re:  Trusts  under  the  will  of  Dudley 
Page  Cotton,  deceased.  File  No.  D-28- 
4387 ;  E.  T.  sec.  16728. 
-  Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Marion  Dudley  von  Wilsd6rf 
and  Wilhelm  Dudley  Darius,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany* ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  F.  Ethel  Cotton,  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  trusts  created  under  the 
will  of  Dudley  Page  Cotton,  deceased,  Is 
property  payable  or  deliverable  to.  or 
claimed  by.  the  aforesaid  nationals  of  a 
designated  enemy  country   (Germany); 

4.  That  such  property  is  In  the  process 
of  administration  by  W.  Dudley  Cotton. 
as  trustee,  acting  under  the  Judicial  su- 
pervision of  the  Probate  Court,  Suffolk 
County,  Massachusetts; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law.  next  of  kin.  legatees  and  dis- 
tributees, names  unknown,  of  F.  Ethel 
Cotton,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  Inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country   (Germany". 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


(Vesting  Order  12777] 
Ida  Stork 

In  re:  EsUte  of  Ida  Stork,  deceased. 
File  No.  D-28-9000;  E.  T.  sec.  11382. 

Under  the  authority  of  the  Trading 
With  the  Eiiemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Elisabeth  Huber,  nee  Klinger. 
whose  last  known  address  is  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof.  In  and  to  the  estate  of 
Ida  Stork,  deceased,  is  property  payable 
or  deliverable  to.  or  claimed  by.  the  afore- 
said national  of  a  designated  enemy 
country  <  Germany) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Security-First  Na- 
tional Bank  of  Los  Angeles.  215  West 
Sixth  Street.  Los  Angeles.  California,  as 
Executor,  acting  under  the  Judicial  su- 
pervision of  the  Superior  Court  of  the 
State  of  California,  In  and  for  the  County 
of  Los  Angeles; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  parson  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  'designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-1081;    Filed.    Feb.    11,    1949: 
8:51  a.  ml 


Saturday,  February  12,  1949 

(Vesting  Order  12781] 
MORIKICHI  Kawata 

In  re:  Cash  owned  by  Morikichl  Ka- 
wata. also  known  as  Harry  Kawata. 
F-39-6189-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
,1  uUve  Order  .9788.  and  pursuant  to  law, 
Wter  investigation.  It  is  hereby  found: 

1.  That  Morikichl  Kawata.  also  known 
as  Harry  Kawata.  whose  last  known  ad- 
dress is  Japan,  is  a  resident  of  Japan 

^        and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $561.80.  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  In 
Trust  Fund  Account.  Symbol  158915. 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War."  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  orf  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Mori- 
kichl Kawata.  also  known  as  Harry 
Kawata.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Japan); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-1082:    Filed,   Feb.    11,    1949; 
8:61  a.  m.] 


(Vesting  Order  12784] 
Tadayoshi  Mizukami 

In  re :  Cash  owned  by  Tadayoshi  Mizu- 
kami.    I>-39-8600-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Tadayoshi  Mizukami.  whose 
last  known  address  Is  Japan,  i.s  a  resident 


FEDERAL  REGISTER 

of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $515.46,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in 
Trust  Fund  Account,  Symbol  158915.  'De- 
posits. Funds  of  Civilian  Internees  and 
Prisoners  of  War."  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Tada- 
yoshi Mizukami.  the  aforesaid  natiopal 
of  a  designated  enemy  country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subjjaragraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  hf  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty desft-ibed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-1083:    Filed,   Feb.    11,    1949; 
8:51  a.  xn.l 


(Vesting  Order  12787] 
YOSHIO  MuKAI 


In  re:  Cash  owned  by  Yoshlo  Mukal, 
also  known  as  Yoshio  Nishl  Mukal. 
F-39-6285. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Yoshlo  Mukal.  also  known  as 
Yoshlo  Nishl  Mukal.  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan, 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $741.04.  pres- 
ently In  the  po.ssessIon  of  the  Treasury 
Department  of  the  United  States  In  Trust 
Fund  Account.  Symbol  158915.  "Depos- 
its. Funds  of  Civilian  Internees  and 
Prisoners  of  War."  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is   property  within   the  United   States 
owned  or  controlled  by,  payable  or  deliv- 
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erable  to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Yoshio  Mukai. 
also  known  as  Yoshio  Nishl  Mukal.  the 
aforesaid  national  of  a  designated  en- 
emy country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for  • 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  coimtry"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-1084;    Filed,   Feb.    11.    1949; 
8:51  a.  m.] 


(Vesting  Order  12788] 

Takayoshi  Muranaka 

In  re:  Cash  owned  by  Takayoshi  Mur- 
anaka.    F-39-6286. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Takayoshi  Muranaka.  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Jai>an) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $586.80,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account.  Symbol  158915.  "Deposits. 
Funds  of  Civilian  Internees  and  Prisoners 
of  War."  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Takayoshi 
Muranaka,  the  aforesaid  national  of  a 
designated  enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 
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All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  SUtes. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IT.   R.   Doc.   49-1088;    Piled.   Peb.    11.    1949; 
8:51  m.  ml 


[Vesting  Order  12803] 
Carl  T.  Hkyi 


In  re:  Estate  of  Carl  T.  Heye.  deceased. 
File  No.  I>-28-11038;  E.  T.  sec.  15499. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Marie  Halle,  nee  Heye.  Ida 
Btrangmeler.  Hildegard  Heye,  Emmy 
Heye.  Eva  Gertrud  Heye.  Ursula  Heye 
(married  name  unknown).  Elizabeth 
Bcherf  Schmidt.  Bertha  Scherf  Melnerts. 
Gertrud  Scherf  Rott.  Wllhelm  Scherf. 
Anna  Lies  Heye  (married  name  un- 
known). Friedrlch  Carl  Heye,  and  Hans 
Martin  Heye.  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
liarie  Halle,  nee  Heye.^and  the  issue, 
names  unknown,  of  Ida  Strangmeier. 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Carl  T.  Heye.  de- 
ceased. Is  property  payable  or  deliver- 
able to.  or  claimed  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Charlotte  J.  Heye. 
as  Executrix  and  Guaranty  Trust  Com- 
pany of  New  York,  as  Co-executor  of 
the  Estate  of  Carl  T.  Heye.  deceased, 
acting  under  the  judicial  supervision  of 
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the     Surrogate's     Court.     Westchester 
County,  State  of  New  York; 

and  It  Is  hereby  determined: 

6.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Marie  Halle, 
nee  Heye.  and  the  Issue,  names  unknown, 
of  Ida  Strangmeier.  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  States  requires 
that  such  persons  be  treated  as  na- 
tionals of  a  designated  enemy  country 
^Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  8.  1949. 

For  the  Attorney  General. 


[SKAL]  Harold  I.  Batntvn. 

Deputy  Director. 
Office  0/  Alien  Property. 

IP.   R.   Doc.   49-1042;    Piled,   Peb.    10.   1949; 
8:97  a.  m.l 


[Vesting  Order  12803) 
Meta  LXMPB 

In  re:  Estate  of  Meta  Lempe,  deceased. 
Pile  No.  D-28-12496;  E.  T.  sec.  16710. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Otto  Kressner.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  Krelsbllnden  Anstallt  of 
Wuerzburg.  the  last  known  address  of 
which  Is  Bavaria.  Germany,  is  a  corpora- 
tion, partnership,  association  or  other 
organization,  organized  under  the  laws 
of  Germany,  which  has  or.  on  or  since 
the  effective  date  of  Executive  Order 
8389.  as  amended,  has  had  its  principal 
place  of  business,  in  Germany,  and  is  a 
national  of  a  designated  enemy  country 
(Germany) ; 

3.  That  the  person  or  persons,  names 
unknown,  who  are  the  beneficiaries  of 
said  Kreisblinden  Anstallt  of  Wuerzburg, 
who,  if  individuals,  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, and.  If  corporations,  partnerships, 
associations  or  other  organizations,  there 


Is  reasonable  cause  to  believe  are  organ- 
ized under  the  laws  of  and  maintain 
their  principal  places  of  business  in  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

4.  That  the  person  or  persons,  names 
unknown,  having  the  management  of 
said  Kreisblinden  Anstallt  of  Wuerzburg. 
who.  if  Individuals,  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, and.  if  corporations,  partnership, 
associations  or  other  organizations,  there 
Is  reasonable  cause  to  believe  are  organ- 
ized under  the  laws  of  and  maintain  their 
principal  places  of  business  in  Germany, 
are  nationals  of  a  designated  enemy 
country  (Germany) ; 

5.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  j)ersons  identified  In  subpara- 
graphs 1.  2.  3  and  4  hereof,  and  each  of 
them.  In  and  to  the  estate  of  Meta 
Lempe,  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany); 

6.  That  such  property  Is  In  the  proc- 
ess of  administration  by  Elsa  B.  Stutz.  as 
executrix  under  the  will  of  Louis  P.  Stutz. 
deceased  executor  under  the  will  of  Meta 
Lempe.  deceased,  acting  under  the  Judi- 
cial supervision  of  the  Surrogate's  Comt 
of  Albany  County.  New  York; 

and  It  is  hereby  determined: 

7.  That  to  the  extent  that  the  persons 
Identified  In  subparagraphs  1  and  2  here- 
of, and  the  person  or  persons,  names  un- 
known, who  are  the  beneficiaries  of  the 
Kreisblinden  Anstallt  of  Wuerzburg.  Ba- 
varia. Germany,  and  the  person  or  per- 
sons, names  unknown,  having  the  man- 
agement of  the  Krelsbllnden  Anstallt  of 
Wuerzburg.  Bavarfa.  Germany,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coimtry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 
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Eixecuted   at  Washington,   D. 
February  8,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.    Doc.    4^1043;    Filed,    Feb.    10,    1949; 
8:57  a.  m.l 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  II — The  Loyalty  Review 
Board 

Part  220 — Directives  to  the  Depart- 
ments AND  Agencies;  Cases  of  Incum- 
bent AND  Excepted  Employees  and 
Excepted  Applicants 

notification  to  inoi^dual 

Section  220.6  (d)  is  amended  to  read 
as  follows: 

S  220  6  Directive  VI:  records,  files,  and 
reports.     •     •     • 

(d)  Notification  to  individual.  In 
every  case  in  which  an  Interrogatory  or  a 
notice  of  proposed  removal  action  has 
been  sent,  the  individual  concerned  shall 
be  Informed  of  the  final  decision  In  his 
case.  In  any  case  in  which  an  Interroga- 
tory or  notice  of  proposed  removal  action 
has  not  been  sent,  the  head  of  the  agency 
may,  in  his  discretion  or  upon  the  request 
of  the  employee.  Inform  the  Individual 
concerned  of  the  agency  board's  decision 
In  his  case.  However.  In  any  notice  of 
decision  referred  to  In  this  paragraph, 
where  notice  has  not  been  first  received 
from  the  Loyalty  Review  Board  that  the 
case  has  been  duly  post-audited  and  the 
determination  found  to  be  In  accordance 
with  the  directives  of  the  Loyalty  Review 
Board,  the  notice  of  decision  to  the  in- 
dividual shall  contain  the  following  ad- 
vice: 

The  decision  of  thl«  board  Is  subject  to 
post-audit  by  the  Loyalty  Review  Board  on 
the  record  transmitted,  with  respect  to  mat- 
ters of  procedure  and  also  to  the  right  of  the 
Loyalty  Review  Board  to  Institute  a  review 
of  the  case  on  the  merits.  In  event  of  a  re- 
view of  the  case  on  Its  merits,  you  wUl  be 
given  a  due  opportunity  to  be  heard. 

(E.  O.  9835.  Mar.  21.  1947.  12  F.  R.  1935. 
3  CFR  1947  Bupp.) 

The  Loyalty  Review  Board. 
U.  S.  Civil  Service  Commission, 
Seth  W.  Richardson. 

Chairman. 

(F.   R.   Doc.   49-1087;    Filed,   Peb.    14,    1949; 
8:45  a.  m.] 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  II — Production  and  Market- 
ing Administration  (Packers  and 
Stockyards  Division),  Department  of 
Agriculture 

Part  203 — Authorization  for  Inspection 
OF  Livestock 

discontinuance  of  codification 

Editorial  Note:  The  codification  of 
Part  203  has  been  discontinued.  Future 
authorizations  for  inspection  of  livestock 
will  be  published  in  the  Notices  section  of 
the  Federal  Register. 

TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

I  Docket  No.  4669] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

COLUMBIA   appliance   CORP. 

§  3.48  (b)  Disparaging  competitors 
and  their  products — Groods — Composi- 
tion: §  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Perform- 
ance: §  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Qualities  or 
properties:  §3.48  (b)  Disparaging  com- 
petitors and  their  products — Goods — 
Quality:  §  3.48  (b)  Disparaging  competi- 
tors and  their  products — Goods — Re- 
sults: §  3.48  (b)  Disparaging  cornpetitors 
and  their  products— Goods — Safety: 
8  3.55  Furnishing  means  and  instrumen- 
talities of  misrepresentation  or  decep- 
tion. In  connection  with  the  offering 
for  sale,  sale  or  distribution  In  commerce, 
of  respondent's  synthetic  dry  cleaning 
solvents.  (1)  misrepresenting  In  any 
manner  the  constituents,  properties  or 
characteristics  of  "Kolene  C",  or  of  any 
other  dry  cleaning  solvent  sold  In  compe- 
tition with  the  respondent's  product;  (2) 
representing,  directly  or  by  Implication, 
that  "Kolene  C"  has  no  merit  or  value 
or  that  it  is  not  suitable  or  satisfactory 
as  a  dry  cleaning  agent;  (3)  represent- 

(Ck>ntlnued  on  next  page) 
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ing.  directly  or  by  implication  that 
"Kolene  C".  when  used  in  synthetic  sol- 
vent dry  cleaning  machines,  will  sepa- 
rate, break  down  or  form  acid,  or  that 
It  will  react  unfavorably  against  or  cor- 
rode the  machines  in  which  such  sol- 
vent Is  used;  (4)  representing,  directly 
or  by  implication,  that  the  toxicity  of  or 
dangers  from  the  fumes  of  "Kolene  C" 
are  greater  than  the  toxicity  of  or  dan- 
gers from  the  fumes  of  the  respondent's 
dry  cleaning  solvent;  or  misrepresenting 
in  any  manner  the  absolute  or  compara- 
tive toxicity  of  or  dangers  from  the 
fumes  of  "Kolene  C"  or  any  other  com- 
peting dry  cleaning  solvent;  (5)  repre- 
senting, directly  or  by  implication,  that 
the  hazards  of  fire  or  explosion  from  the 
use  of  "Kolene  C"  are  greater  than  the 
hazards  of  fire  or  explosion  from  the  use 
of  the  respondent's  dry  cleaning  solvent; 


or  representing,  directly  or  by  Implica- 
tion that  "Kolene  C"  is  inflammable  or 
explosive  when  used  for  dry  cleaning 
purposes  under  standard  or  usual  con- 
ditions for  such  work;  or,  (6)  making 
or  publishing  any  false  or  disparaging 
representations  concerning  the  dry 
cleaning  solvent  of  any  competitor;  or 
supplying  to  or  placing  In  the  hands  of 
distributors  or  others  any  statement, 
claim,  repwrt  or  data  which  may  be  used 
by  such  distributors  or  others  as  a  means 
of  or  basis  for  any  false  or  disparaging 
representation  concerning  the  dry  clean- 
ing solvent  of  any  competitor;  prohibited. 
(Sec.  5,  38  Stat.  719.  as  amended  by  sec. 
3,  52  Stat.  112;  15  U.  8.  C,  sec.  45b) 
I  Cease  and  desist  order,  Columbia  Ap- 
pliance Qprporatlon,  Docket  4669,  De- 
cember 30,  1948] 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  office  In 
the  city  of  Washington,  D.  C,  on  the 
30th  day  of  December  A.  D.  1948. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  re- 
spondent's answer  thereto,  a  stipulation 
as  to  the  facts  entered  into  by  and  be- 
tween the  respondent,  by  Its  counsel,  and 
Daniel  J.  Murphy,  Assistant  Chief  Trial 
Counsel  of  the  Commission,  which  stipu- 
lation provided,  among  other  things 
that  without  further  evidence  or  other 
Intervening  procedure  except  the  filing 
of  briefs  and  the  presentation  of  oral 
argument  (the  filing  of  briefs  and  the 
presentation  of  oral  argument  having 
been  subsequently  waived),  the  Commis- 
sion may  issue  and  serve  upon  the  re- 
spondent Its  findings  as  to  the  facts  and 
conclusion  based  thereon  and  an  order 
disposing  of  the  proceeding:  and  the 
Commission  having  made  its  findings  as 
to  the  facts  and  its  conclusion  that  said 
respondent  has  violated  the  provisions  of 
the  Federal  Trade  Commission  Act: 

It  is  ordered.  That  the  respondent, 
Columbia  Appliance  Corporation,  and  Its 
officers,  agents,  representatives  and  em- 
ployees, directly  or  through  any  corpo- 
rate or  other  device,  in  connection  with 
the  offering  for  sale,  sale  or  distribution 
In  commerce,  as  "commerce"  Is  defined 
In  the  Federal  Trade  Commission  Act,  of 
its  synthetic  dry  cleaning  solvents,  do 
forthwith  cease  and  desist  from: 

(1)  Misrepresenting  In  any  manner 
the  constituents,  properties  or  charac- 
teristics of  "Kolene  C",  or  of  any  other 
dry  cleaning  solvent  sold  In  competition 
with  the  respondent's  product; 

(2)  Representing,  directly  or  by  impli- 
cation, that  "Kolene  C"  has  no  merit  or 
value  or  that 't  is  not  suitable  or  satisfac- 
tory as  a  dry  cleaning  agent; 

(3)  Representing,  directly  or  by  Im- 
plication, that  "Kolene  C",  when  used  In 
synthetic  solvent  dry  cleaning  machines, 
will  separate,  break  down  or  form  acid, 
or  that  it  will  react  unfavorably  against 
or  corrode  the  machines  in  which  such 
solvent  is  used; 

(4)  Representing,  directly  or  by  Im- 
plication, that  the  toxicity  of  or  dangers 
from  the  fumes  of  "Kolene  C"  are  greater 
than  the  toxicity  of  or  dangers  from  the 
fumes  of  the  respondent's  dry  cleaning 
solvent;  or  misrepresenting  in  any  man- 
ner the  absolute  or  comparative  toxicity 
of  or  dangers  from  the  fumes  of  "Kolene 
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C"  or  any  other  competing  dry  cleaning 
solvent: 

(5)  Representing,  directly  or  by  Im- 
plication, that  the  hazards  of  fire  or  ex- 
plosion from  the  use  of  "Kolene  C"  are 
greater  than  the  hazards  of  fire  or  ex- 
plosion from  the  use  of  the  respondent's 
dry  cleaning  solvent;  or  representing,  di- 
rectly or  by  implication,  that  "Kolene 
C"  Is  inflammable  or  explosive  when  used 
for  dry  cleaning  purposes  under  standard 
or  usual  conditions  for  such  work; 

(6  Making  or  publishing  any  false  or 
disparaging  representations  concerning 
the  dry  cleaning  solvent  of  any  competi- 
tor; or  supplying  to  or  placing  in  the 
hands  of  distributors  or  others  any  state- 
ment. Claim,  report  or  data  which  may  be 
used  by  .<^^uch  distributors  or  others  as  a 
means  of  or  basis  for  any  false  or  dispar- 
aging representation  concerning  the  dry 
cleaning  solvent  of  any  competitor. 

It  is  further  ordered.  That  the  re- 
spondent shall,  within  sixty  '60)  days 
after  service  upon  It  of  this  order,  file 
with  the  Commission  a  report  in  writing 
setting  forth  In  detail  the  manner  and 
form  in  which  It  has  compiled  with  this 
order. 

By  the  Commission. 

Tbeal]  Otis  B.  Johnson. 

Secretary. 

|F    R.    Doc.   49-1091:    Filed.    Feb.    14.    1949; 
8:40  a.  m.) 


(Docket  No.  4674) 

Part   3 — Digest   or    Cease   and   Desist 
Orders 

detroit  rex  products  co. 

§  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Composi- 
tion: §3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Perform- 
ance: 5  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Qualities  or 
properties:  5  3.48  (b>  Disparaging  com- 
petitors and  their  products — Goods — 
Quality:  §  3.48  (b)  Disparaging  competi- 
tors and  their  products — Goods — Re- 
sults: 5  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Safety: 
5  3.55  Furnishing  means  and  instrumen- 
talities of  misrepresentation  or  decep- 
tion. In  connection  with  the  offering 
Tor  sale,  sale  or  distribution  In  commerce, 
of  respondent's  synthetic  dry  cleaning 
and  degreasing  solvents,  (1)  misrepre- 
senting in  any  manner  the  constituents, 
properties  or  characteristics  of  "Kolene 
C"  or  "Kolene  T",  or  of  any  other  dry 
cleaning  or  degreasing  solvent  sold  in 
competition  with  the  respondent's  prod- 
ucts; (2)  representing,  directly  or  by  Im- 
plication, that  "Kolene  C"  has  no  merit 
or  value  or  that  it  Is  not  suitable  or 
satisfactory  as  a  dry  cleaning  agent,  or 
that  "Kolene  T"  has  no  merit  or  value  or 
that  it  is  not  suitable  or  satisfactory  as 
a  degreasing  agent;  (3)  representing, 
directly  or  by  implication,  that  either 
"Kolene  C"  or  "Kolene  T".  when  used 
In  synthetic  solvent  dry  cleaning  or  de- 
greasing machines,  will  separate,  break 
down  or  form  acid,  or  that  either  of 
said  solvents  will  react  unfavorably 
against  or  corrode  the  materials  or  met- 
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als  being  dry  cleaned  or  degreased  or 
the  machines  in  which  said  solvent  Is 
used;  (4)  representing,  directly  or  by 
implication,  that  the  toxicity  of  or  dan- 
gers from  the  fumes  of  "Kolene  C"  or 
"Kolene  T"  are  greater  than  the  toxicity 
of  or  dangers  from  the  fumes  of  the 
respondent's  dry  cleaning  or  degreasing 
solvents;  or  misrepresenting  in  any  man- 
ner the  absolute  or  comparative  toxicity 
of  or  dangers  from  the  fumes  of  "Kolene 
C"  or  "Kolene  T"  or  any  other  competing 
dry  cleaning  or  degreasing  solvent;  (5) 
representing,  directly  or  by  impUcatlon. 
that  the  hazards  of  fire  or  explosion  from 
the  use  of  "Kolene  C"  or  "Kolene  T"  are 
greater  than  the  hazards  of  fire  or  ex- 
plosion from  the  use  of  the  respondent's 
solvents;  or  representing,  directly  or  by 
Implication,  that  "Kolene  C"  or  "Kolene 
T"  is  infiammable  or  explosive  when 
used  for  dry  cleaning  or  degreasing  pur- 
poses under  standard  or  usual  conditions 
for  such  work;  or.  (6)  making  or  pub- 
lishing any  false  or  disparaging  repre- 
sentations concerning  the  dry  cleaning 
or  degreasing  solvent  of  any  competitor; 
or  supplying  to  or  placing  In  the  hands 
of  distributors  or  others  any  statement, 
claim,  report  or  data  which  may  be  used 
by  such  distributors  or  others  as  a  means 
of  or  basis  for  any  false  or  disparaging 
representation  concerning  the  dry  clean- 
ing or  degreasing  solvent  of  any  com- 
petitor; prohibited.  (Sec.  5.  38  Stat. 
719.  as  amended  by  sec.  3,  52  Stat.  112; 
15  U.  S.  C,  sec.  45b)  [Cease  and  desist 
order,  Detroit  Rex  Products  Company. 
Docket  4674.  December  30.  1948) 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In 
the  city  of  Washington.  D.  C.  on  the 
30th  day  of  December  A.  D.  1948. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  re- 
spondent's answer  thereto,  a  stipulation 
as  to  the  facts  entered  into  by  and  be- 
tween the  respondent,  by  its  counsel,  and 
Daniel  J.  Murphy.  Assistant  Chief  Trial 
Counsel  of  the  Commission,  w^iich  stipu- 
lation provided,  among  other  things,  that 
without  further  evidence  or  other  inter- 
vening procedure  except  the  filing  of 
briefs  and  presentation  of  oral  argument 
(the  filing  of  briefs  and  the  presentation 
of  oral  argument  having  been  subse- 
quently waived),  the  Commission  may 
issue  and  serve  upon  the  respondent  its 
findings  as  to  the  facts  and  conclusion 
based  thereon  and  an  order  disposing 
of  the  proceeding;  and  the  Commission 
having  made  its  findings  as  to  the  facts 
and  its  conclusion  that  said  respondent 
has  violated  the  provisions  of  the  Fed- 
eral Trade  Commission  Act: 

It  is  ordered,  That  the  respondent. 
Detroit  Rex  Products  Company,  and  Its 
officers,  agents,  representatives  and  em- 
ployees, directly  or  through  any  corpo- 
rate or  other  device,  in  connection  with 
the  offering  for  sale,  sale  or  distribution 
in  commerce,  as  "commerce"  is  defined 
In  the  Federal  Trade  Commission  Act. 
of  Its  synthetic  dry  cleaning  and  de- 
greasing solvents,  do  forthwith  cease  and 
desist  from: 

(1)  Misrepresenting  in  any  manner 
the  constituents,  properties  or  charac- 
teristics of  "Kolene  C"  or  "Kolene  T",  or 


657 

of  any  other  dry  cleaning  or  degreasing 
solvent  sold  In  competition  with  the  re- 
spondent's products. 

(2)  Representing,  directly  or  by  Im- 
plication, that  "Kolene  C"  has  no  merit 
or  value  or  that  it  is  not  suitable  or  sat- 
isfactory as  a  dry  cleaning  agent,  or  that 
"Kolene  T"  has  no  merit  or  value  or  that 
It  is  not  suitable  or  satisfactory  as  a 
degreasing  agent; 

(3)  Representing,  directly  or  by  im- 
plication, that  either  "Kolene  C"  or  "Ko- 
lene T",  when  u.sed  in  synthetic  solvent 
dry  cleaning  or  degreasing  machines, 
will  separate,  break  down  or  form  acid, 
or  that  either  of  said  solvents  will  react 
unfavorably  against  or  corrode  the  ma- 
terials or  metals  being  dry  cleaned  or 
degreased  or  the  machines  In  which 
said  solvent  is  used ; 

(4>  Representing,  directly,  cr  by  im- 
plication, that  the  toxicity  of  or  dangers 
from  the  fumes  of  "Kolene  C"  or  "Kolene 
T"  are  greater  than  the  toxicity  of  or 
dangers  from  the  fumes  of  the  respond- 
ent's dry  cleaning  or  degreasing  solvents; 
or  misrepresenting  In  any  manner  the 
absolute  or  comparative  toxicity  of  or 
dangers  from  the  fumes  of  "Kolene  C"  or 
"Kolene  T"  or  any  other  competing  dry 
cleaning  or  degreasing  solvent; 

(5 )  Representing,  directly  or  by  impli- 
cation, that  the  hazards  of  fire  or  explo- 
sion from  the  use  of  "Kolene  C"  or  "Ko- 
lene T"  are  greater  than  the  hazards  of 
fire  or  explosion  from  the  use  of  the 
respondent's  solvents;  or  representing, 
directly  or  by  implication,  that  "Kolene 
C'  or  "Kolene  T"  Is  inflammable  or  ex- 
plosive when  Used  for  dry  cleaning  or 
degreasing  purposes  under  standard  or 
usual  conditions  for  such  work; 

(6 '  Making  or  publishing  any  false  or 
disparaging  representations  concerning 
the  dry  cleaning  or  degreasing  solvent 
of  any  competitor;  or  supplying  to  or 
placing  In  the  hands  of  distributors  or 
others  any  statement,  claim,  report  or 
data  which  may  be  used  by  such  dis- 
tributors or  others  as  a  means  of  or  basis 
for  any  false  or  disparaging  representa- 
tion concerning  the  dry  cleaning  or  de- 
greasing solvent  of  any  competitor. 

It  is  further  ordered,  That  the  re- 
spondent shall,  within  sixty  (60)  days 
after  service  upon  it  of  this  order,  file 
with  the  Commission  a  report  In  writ- 
ing setting  forth  in  detail  the  manner 
and  form  in  which  it  has  complied  with 
this  order. 


By  the  Commission. 


[seal] 


Otis  B.  Johnson. 
Secretary. 


(P.    R.   Doc.   49-1090;    Filed,    Feb.    14,    19i9; 
8:46  a.  m.) 


[Docket  No.  4678) 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

C.  S.  BLAKESLEE  tc  CO. 

§  3.48  (b)  Disparaging  competitors, 
and  their  products — Goods — Composi- 
tion: §  3.48  (b)' Disparaging  competitors 
and  their  products — Goods — Perform- 
ance: §  3.48  (b)  Disparaging  competitors 
and  their  products — Goods — Qualities  or 


658 

properties:  5  3.48  (b)  Disparaging  com- 
petitors   and    their    products — Goods — 
Quality:  9  3.48  (b)  Disparaging  competi- 
tors   and    their    products — Goods — Re- 
sults: S  3.48  (b)  Disparaging  competitors 
and    their   products  —  Goods  —  Safety: 
9  3.55  Fttrnishing  means  and  instrumen- 
talities of  misrepresentation  or  decep- 
tion.   In  connection  with  the  offering  for 
sale,  sale  or  distribution  in  commerce,  of 
respondent's  synthetic   degreasing  sol- 
vents, (1)  misrepresenting  in  any  man- 
ner the  constituents,  properties,  or  char- 
acteristics of  •  Kolene  T",  or  of  any  other 
degreasing  solvent  sold  In  competition 
with  the  respondent's  product;  <2)  rep- 
resenting, directly  or  by  implication,  that 
"Kolene  T"  has  no  merit  or  value  or  that 
It  is  not  suitable  or  satisfactory  as  a  de- 
greasing   agent;    (3)    representing,   di- 
rectly or  by  Implication,  that  "Kolene 
T",  when  used  in  synthetic  solvent  de- 
greasing machines  will  separate,  break 
down  or  form  acid,  or  that  it  will  react 
unfavorably    against    or    corrode    the 
metals  being  degreased  or  the  machines 
In  which  such  solvent  is  used;  t4)  repre- 
senting, directly  or  by  implication,  that 
the  toxicity  of  or  dangers  from  the  fumes 
of  "Kolene  T"  are  greater  than  the  tox- 
icity of  or  dangers  from  the  fumes  of  the 
respondent's  degreasing  solvent;  or  mis- 
representing in  any  manner  the  absolute 
or  comparative  toxicity  of  or  dangers 
from  the  fumes  of  "Kolene  T"  or  any 
other  competing  degreasing  solvent;  i5) 
representing,  directly  or  by  implication, 
that  the  hazards  of  fire  or  explosion 
from  the  use  of  "Kolene  T"  are  greater 
than  the  hazards  of  fire  or  explosion 
from  the  use  of  the  respondent's  degreas- 
ing solvent;  or  representing,  directly  or 
by  Implication,  that  "Kolene  T"  is  in- 
flammable or  explosive  when  used  for 
degreasing  purposes  under  standard  or 
usual  conditions  for  such  work;  or,  Ci) 
making  or  publishing  any  false  or  dis- 
paraging representations  concerning  the 
degreasing  solvent  of  any  competitor;  or 
supplying  to  or  placing  iij  the  hands  of 
distributors   or   others   any   statement, 
claim,  report  or  data  which  may  be  used 
by  such  distributors  or  others  as  a  means 
of  or  basis  for  any  false  or  disparaging 
representation  concerning  the  degreas- 
ing   solvent    of    any    competitor;    pro- 
hibited.   (Sec.  5.  38  Stat.  719,  as  amended 
by  sec.  3,  52  Stat.  112;  15  U.  S.  C,  sec. 
43b)     (Cease   and   desist   order,   G.   S. 
Blakeslee  &  Co.,  Docket  4678,  December 
30. 19481 

At  a  regular  session  of  the  federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C.  on  the 
30th  day  of  December  A.  D.  1948. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  re- 
spondent's answer  thereto,  a  stipulation 
as  to  the  facts  entered  into  by  and  be- 
tween the  respondent,  by  Its  counsel,  and 
Daniel  J.  Murphy.  Assistant  Chief  Trial 
Counsel  of  the  Commission,  which  stip- 
ulation provided,  among  other  things, 
Ihat  without  further  evidence  or  other 
Intervening  procedure  except  the  filing 
of  briefs  and  the  presentation  of  oral 
argument  (the  filing  of  briefs  and  the 
presentation  of  oral  argument  having 
been  subsequently  waived),  the  Commis- 
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slon  may  Issue  and  serve  upon  the  re- 
spondent Its  findings  as  to  the  facts  and 
conclusion  based  thereon  and  an  order 
disposing  of  the  proceeding;  and  the 
Conunission  having  made  its  findings  as 
to  the  facts  and  Its  conclusion  that  said 
respondent  has  violated  the  provisions 
of  the  Federal  Trade  Commission  Act: 
It  is  ordered.  That  the  respondent, 
G.  S.  Blakeslee  &  Co.,  and  It  officers, 
agents,  representatives  and  employees, 
directly  or  through  any  corporate  or 
other  device.  In  connection  with  the 
offering  for  sale,  sale  or  distribution  In 
commerce,  as  "conunerce"  Is  defined  In 
the  Federal  Trade  Commission  Act.  of 
Its  synthetic  degreasing  solvents,  do 
forthwith  cease  and  desist  from: 

(1)  Misrepresenting  in  any  manner 
the  constituents,  properties  or  character- 
Istlcs  of  "Kolene  T".  or  of  any  other  .de- 
greasing solvent  sold  In  competition  with 
the  respondent's  product; 

(2)  Representing,  directly  or  by  Im- 
plication, that  "Kolene  T"  has  no  merit 
or  value  or  that  It  is  not  suitable  or  satis- 
factory as  a  degreasing  agent; 

(3)  Representing,  directly  or  by  im- 
plication, that  "Kolene  T".  when  used  in 
synthetic  soli^nt  degreasing  machines 
will  separate,  break  down  or  form  acid, 
or  that  It  will  react  unfavorably  against 
or  corrode  the  metals  being  degreased  or 
the  machines  In  which  such  solvent  is 
used; 

(4)  Representing,  directly  or  by  Im- 
plication, that  the  toxicity  of  or  dangers 
from  the  fumes  of  "Kolene  T"  are  greater 
than  the  toxicity  of  or  dangers  from  the 
fumes  of  the  respondent's  degreasing 
solvent;  or  misrepresenting  in  any  man- 
ner the  absolute  or  comparative  toxicity 
of  or  dangers  from  the  fumes  of  "Kolene 
T"  or  any  other  competing  degreasing 
solvent; 

(5)  Representing,  directly  or  by  Im- 
plication, that  the  hazards  of  fire  or  ex- 
plosion from  the  use  of  "Kolene  T"  are 
greater  than  the  hazards  of  fire  or  ex- 
plosion from  the  use  of  the  respondent's 
degreasing  solvent;  or  representing,  di- 
rectly or  by  implication,  that  "Kolene 
T"  Is  Inflammable  or  explosive  when 
used  for  degreasing  purposes  under 
standard  or  usual  conditions  for  such 
work; 

(6)  Making  or  publishing  any  false 
or  disparaging  representations  concern- 
ing the  degreasing  solvent  of  any  com- 
petitor; or  supplying  to  or  placing  in 
the  hands  of  distributors  or  others  any 
statement,  claim,  report  or  data  which 
may  be  used  by  such  distributors  or  oth- 
ers as  a  means  of  or  basis  for  any  false 
or  disparaging  representation  concern- 
ing the  degreasing  solvent  of  any  com- 
petitor. 

It  is  further  ordered.  That  the  re- 
spondent shall,  within  sixty  (60)  days 
after  service  upon  It  of  this  order,  file 
with  the  Commission  a  report  In  writ- 
ing setting  forth  In  detail  the  manner 
and  form  in  which  it  has  compiled  with 
this  order. 

By  the  Commission. 

[  siALl  Otis  B.  Johnson, 

Secretary. 

IF.   B.   Doc.   4»-1089;    Piled.   Ptb.    14,    1M9; 
8:46  a.  m.] 


IDocket  No.  48851 

Part   3— Digest   or   Cease   and   Desist 
Orders 

e.  i.  du  pont  de  nemours  &  co.,  inc. 

S  3.48  (b)  Disparaging  competitors  and 
their  products  —  Goods  —  Composition : 
§3.48  (b)   Disparaging  competitors  and 
their  products  —  Goods  — Performance: 
S  3.48    (b)    Disparaging  compeitors  and 
their    products — Goods — Qualities    or 
properties:  §  3.48  (b)  Disparaging  com- 
petitors   and    their    products — Goods — 
Quality:  §  3.48  (b)  Disparaging  competi- 
tors   and    their    products — Goods — Re- 
sults: i  3.48  (b)  Disparaging  competitors 
and     their     products — Goods— Safety: 
S  3.55  Furnishing  means  and  instrumen- 
talities of  misreprese7itation  or  decep- 
tion.   In  connection  with  the  offering 
for  sale,  sale  or  distribution  In  commerce, 
of  respondent's  synthetic  dry  cleaning 
and  degreasing  sdlvents.  (1)   misrepre- 
senting In  any  manner  the  constituents, 
properties  or  characteristics  of  "Kolene 
C"  or  "Kolene  T".  or  of  any  other  dry 
cleaning  or  degreasing  solvent  sold  In 
competition  with  the  respondent's  prod- 
ucts; (2)  representing,  directly  or  by  Im- 
plication, that  "Kolene  C  '  has  no  merit 
or  value  or  that  It  is  not  suitable  or  satis- 
factory as  a  dry  cleaning  agent,  or  that 
"Kolene  T"  has  no  merit  or*  value  or 
that  It  Is  not  suitable  or  satisfactory  as 
a  degreasing  agent;  (3)  representing,  di- 
rectly or  by  Implication,  that  either  "Ko- 
lene C  '  or  "Kolene  T",  when  used  in 
synthetic  solvent  dry  cleaning  or  de- 
greasing machines  will  separate,  break 
down  or  form  acid,  or  that  either  of  said 
solvents  will  react  unfavorably  against 
or  corrode  the  materials  or  metals  being 
dry  cleaned  or  degreased  or  the  machines 
in  which  said  solvent  is  used;  (4)  rep- 
resenting,   directly    or    by   implication, 
that  the  toxicity  of  or  dangers  from  the 
fumes  of  "Kolene  C"  or  "Kolene  T"  are 
greater  than  the  toxicity  of  or  dangers 
from  the  fumes  of  the  respondent's  dry 
cleaning  or  degreasing  solvents;  or  mis- 
representing in  any  manner  the  absolute 
or  comparative  toxicity  of  or  dangers 
from  the  fumes  of  "Kolene  C'  or  "Kolene 
T"  or  any  other  competing  dry  cleaning 
or  degreasing  solvent;  (5)  representing, 
directly  or  by  Implication,  that  the  haz- 
ards of  fire  or  explosion  from  the  use  of 
"Kolene  C"  or  "Kolene  T"  are  greater 
than  the  hazards  of  fire  or  explosla* 
from  the  use  of  the  respondent's  sol- 
vents; or  representing,  directly  or  by  im- 
plication, that  "Kolene  C"  or  "Kolene  T" 
Is  Inflammable  or  explosive  when  used 
for  dry  cleaning  or  degreasing  purposes 
under  standard  or  usual  conditions  for 
such  work;  or.  (6)  making  or  publishing 
any  false  or  disparaging  representations 
concerning  the  dry  cleaning  or  degreas- 
ing solvent  of  any  competitor;  or  supply- 
ing   to    or    placing    In    the    hands    of 
distributors   or   others    any   statement, 
claim,  report  or  data  which  may  be  used 
by  such  distributors  or  others  as  a  means 
of  or  basis  for  any  false  or  disparaging 
representation  coruierning  Uie  dry  clean- 
ing or  degreasing  sVvent  of  any  competi- 
tor;  prohibited.     (Sec.  5.  38  Stat.  719. 
as  amended  by  sec.  3.  52  Stat.  112;  15 
U.  8.  C.  sec.  45b)     I  Cease  and  desist 
order,  B.  I.  du  Pont  de  Nemours  &  Com- 


Tuesday,  February  15,  1949 

pany.  Inc..  Docket  4685.  December  30. 
19481 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the 
30th  day  of  December  A.  D.  1948. 

This  proceeding  having  been  heard 
by  the  Federal  Trade  Commission  upon 
the  complaint  of  the  Commission,  the 
respondent's  answer  thereto,  a  stipula- 
tion as  to  the  facts  entered  into  by  and 
between  the  respondent,  by  its  counsel, 
and  Daniel  J.  Murphy.  Assistant  Chief 
Trial  Counsel  of  the  Commission,  and 
briefs  in  support  of  and  in  opposition 
to  the  allegations  of  the  complaint,  and 
said  stipulation  providing,  among  other 
things,  that  without  further  evidence  or 
other  intervening  procedure  except  the 
presentation  of  briefs  and  oral  argument 
(oral  argument  having  been  subse- 
quently waived),  the  Commission  may 
Issue  and  serve  upon  the  respondent  Its 
findings  as  to  the  facts  and  conclaslon 
based  thereon  and  an  order  disposing 
of  the  proceeding;  and  the  Commission 
having  made  its  findings  as  to  the  facts 
and  its  conclusion  that  said  respondent 
has  violated  the  provisions  of  the  Fed- 
eral Trade  Commission  Act: 

It  is  ordered.  That  the  respondent.  E.  I. 
du  Pont  de  Nemours  &  Company.  Inc., 
and  its  officers,  agents,  representatives 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  dis- 
tribution in  commerce,  as  "commerce" 
Is  defined  In  the  Federal  Trade  Commis- 
sion Act,  of  its  synthetic  dry  cleaning 
and  degreasing  solvents,  do  forthwith 
cease  and  desist  from: 

(1)  Misrepresenting  In  any  manner 
the  con.stituents,  properties  or  character- 
istics of  "Kolene  C  "  or  "Kolene  T",  or  of 
any  other  dry  cleaning  or  degreasing 
.solvent  sold  in  competition  with  the  re- 
spondent's products; 

(2)  Representing,  directly  or  by  Im- 
plication, that  "Kolene  C"  has  no  merit 
or  value  or  that  it  is  not  suitable  or  satis- 
factory as  a  dry  cleaning  agent,  or  that 

"Kolene  T  "  has  no  merit  or  value  or  that 
It  is  not  suitable  or  satisfactory  as  a  de- 
greasing agent; 

(3)  Representing,  directly  or  by  Im- 
plication, that  cither  "Kolene  C"  or 
"Kolene  T",  when  used  in  synthetic 
solvent  dry  cleaning  or  degreasing  ma- 
chines will  separate,  break  down  or  form 
acid,  or  that  either  of  said  solvents  will 
react  unfavorably  against  or  corrode  the 
materials  or  metals  being  dry  cleaned  or 
degreased  or  the  machines  in  which  said 
solvent  is  used; 

(4>  Representing,  directly  or  by  im- 
plication, that  the  toxicity  of  cr  dangers 
from  the  fumes  of  "Kolene  C"  or  "Kolene 
T"  are  greater  than  the  toxicity  of  or 
dangers  from  the  fumes  of  the  respond- 
ent's dry  cleaning  or  degreasing  solvents; 
or  misrepresenting  In  any  manner  the 
absolute  or  comparative  toxicity  of  or 
dangers  from  the  fumes  of  "Kolene  C"  or 
"Kolene  T"  or  any  other  competing  dry 
cleaning  or  degreasing  solvent; 

(5)  Representing,  directly  or  by  Im- 
plication, that  the  hazards  of  fire  or 
explosion  from  the  use  of  "Kolene  C  '  or 
"Kolene  T"  are  greater  than  the  hazards 
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of  Are  or  explosion  from  the  use  of  the 
respondent's  solvents;  or  representing, 
directly  or  by  Implication,  that  "Kolene 
C"  or  "Kolene  T"  is  Inflammable  or  ex- 
plosive when  used  for  dry  cleaning  or 
degreasing  purposes  under  standard  or 
usual  conditions  for  .<;uch  work; 

(6)  Making  or  publishing  any  false  or 
disparaging  representations  concerning 
the  dry  cleaning  or  degreasing  solvent  of 
any  competitor;  or  supplying  to  or  plac- 
ing in  the  hands  of  distributors  or  others 
any  statement,  claim,  report  or  data 
which  may  be  used  by  such  distributors 
or  others  as  a  means  of  or  basis  for  any 
false  or  disparaging  representation  con- 
cerning the  dry  cleaning  or  degreasing 
solvent  of  any  competitor. 

It  is  further  ordered.  That  the  respond- 
ent shall,  within  sixty  (60)  days  after 
service  upon  it  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  In  detail  the  manner  and  form  In 
which  it  has  complied  with  this  order. 

By  the  Commission.  Commissioner 
Davis  not  participating. 

[seal]  Otis  B.  Johnson, 

Secretary. 

[P.   R.   Doc.   49-1088;    Piled,   Peb.    14.    1949; 
8:45  a.  m.l 


TITLE  39— POSTAL  SERVICE 
Chopier    I — Post    OfRce    Department 

Part  34 — Classification  and  Rates  or 
Postage 

definition  of  "domestic  air  mail"; 

PROVISO 

In  §  34.89  Definition  of  "domestic  air 
mail"  (13  F.  R.  8905)  amend  paragraph 
(a)  to  read  as  follows: 

(a)  Proviso.  As  used  In  this  part, 
"domestic  air  mail"  shall  embrace  all 
mailable  matter  being  transported  as 
mail  by  air  within  the  continental  United 
States,  within  any  Territory  or  possession 
of  the  United  States,  within  any  geo- 
graphical area  which  is  a  protectorate  of 
the  United  States,  or  between  any  of  the 
aforesaid:  •  •  •.  (Sec.  2,  60  Stat. 
1062;  39  U.  S.  C.  462a) 

(Sec.  2,  60  Stat.  1062;  62  Stat.  1097.  sec. 
201,  62  Stat.  1260;  39  U.  S.  C.  436.  462a. 
463a.  475)  V 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


(F.    R.    Doc.    49-1095:    Filed    Feb.    14,    1949; 
8.47  a.  ml 


Part    121 — Foreign    Air    Mail    Service 

control  of  rates 

In  §  121.3  Control  of  rates  (13  F.  R. 
9069)  delete  the  citation  "(Sec.  406,  52 
Stat.  999;  49  U.  S.  C.  486f)"  and  substi- 
tute in  lieu  thereof  "(Sec.  406,  52  Stat. 
998;  49  U.  S.  C.  486f)". 
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Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

ITALY;    letters   AND   LETTER   PACKAGES   AND 
DUTIABLE  ARTICLES 

1.  In  5  127.3  Letters  and  letter  pack- 
ages (13  F.  R.  9074)  delete  the  words 
"(See  note.*"  after  Italy  in  the  li.st  of 
countries  In  paragraph  (f). 

(R.  S.  161.  396,  398.  sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 

"2.  In  §  127.283  Italy  (including  the  Re- 
public of  San  Marino)  (13  F.  R.  9174) 
amend  paragraph  (a)  (5)  to  read  as  fol- 
lows: 

(5)  Dutiable  articles  (.merchandised 
prepaid  at  letter  rate.  Accepted.  (See 
S  127.3.) 

(R.  S.  161.  396,  398,  sees.  304,  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 


[SEAL] 


J.  M.  Donaldson. 
Postmaster  General. 


IP.   R.   Doc.   49-10J7;    Filed,   Peb.    14,   1949; 
8:47  a.  m.| 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


I  p.   B.   Doc.   49-1094;    Piled.   Peb.    14,   1949; 
8:47  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

france  (including  monaco) 

In  §  127.252  France  (including  Monaco) 
(13  F.  R.  9149)  amend  paragraph  (c) 
(2)  to  read  as  follows: 

(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gen- 
erally, as  set  forth  In  paragraph  (b)  of 
this  section,  the  following  special  re- 
quirements imposed  by  agreement  be- 
tween the  Economic  Cooperation  Admin- 
istration and  the  French  authorities 
must  be  met  in  order  for  parcels  to  be 
accepted  at  the  reduced  postage  rate  as 
"U.  S.  A.  Gift  Parcels" : 

<i)  Each  parcel  must  be  mailed  as  a 
gift  by  an  individual  sender  to  an  in- 
dividual addressee  for  the  personal  use 
of  himself  or  his  immediate  family.  The 
Items  which  may  be  Included  in  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperish- 
abll  food,  clothing  and  clothes-making 
materials,  shoes  and  shoe-making  ma- 
terials, mailable  medical  and  health  sup- 
plies, and  household  supplies  and  utensils 
if  permitted  under  existing  postal  regula- 
tions. No  parcel  may  contain  more  than 
3  kilograms  (6  lbs.  9  oz.)  of  coffee. 
Clothing  must,  be  for  everyday  use.  Lux- 
ury clothing,  such  as  fur  or  fur-trimmed 
garments,  silk  or  nylon  garments,  silk  or 
nylon  cloth,  articles  of  the  glove  trade, 
etc.,  are  not  permitted. 

(11)  The  combined  total  domestic  re- 
tail value  of  all  soap,  butter,  and  other 
edible  fats  and  oils  included  in  each  par- 
cel must  not  exceed  $5,  and  that  the 
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combined  total  domestic  retail  value  of 
all  streptomycin,  quinine  sulfate,  and 
quinine  hydrochloride  Included  In  each 
parcel  also  may  not  exceed  $3. 

(ill)  When  a  relief  parcel  Is  presented 
for  mailing  under  the  regulations  In  this 
part  the  words  "U.  S.  A.  Gift  Parcel"  shall 


RULES  AND  REGUUTIONS 

be  conspicuously  endorsed  by  the  mailer 
on  the  address  side  of  the  parcel  and  also 
on  the  customs  declaration.  The  use  of 
the  words  "U.  8.  A.  Gift  Parcel"  will  be  a 
certiflcatipn  by  the  mailer  that  the  pro- 
visions of  the  EC  A  regulations  have  been 
met. 


(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24,  25.  48  Stat.  943;  5  U.  S.  C.  22.  369. 
372) 

[szALl  J.  M.  Donaldson, 

Postmaster  General. 

(P.    R.    Doc.   4fr-10»6;    Piled.   Peb.    14.    1949; 
8:47  a.   m.l 


DEPARTMENT  OF  THE  TREASURY 
Office  of  the  Secretary 

Two  Percent  Treasury  Bonds  or 
1949-51 

NOTICl   OF   CALL   FOR    REDEMPTION 

1.  Public  notice  Is  hereby  given  that 
all  outstanding  2  percent  Treasury  Bonds 
of  1949-51.  dated  January  15.  1942.  are 
hereby  called  for  redemption  on  June  15, 
1949.  on  which  date  Interest  on  such 
bonds  .will  cease. 

2.  Holders  of  these  bonds  may.  In  ad- 
vance of  the  redemption  date,  be  offered 
the  privilege  of  exchanging  all  or  any 
part  of  their  called  bonds  for  other  in- 
terest-bearing obligations  of  the  United 
States.  In  which  event  public  notice  will 
hereafter  be  given  and  an  official  circular 
governing  the  exchange  offering  will  be 
Issued. 

3.  Pull  Information  regarding  the 
presentation  and  surrender  of  the  bonds 
for  cash  redemption  under  this  call  will 
be  found  In  Department  Circular  No.  666, 
dated  July  21.  1941. 

[sEALl  John  W.  Snyder, 

Secretary  of  the  Treasury. 

|P.    R.   Doc.    49-1142;    Piled.    Feb.    14,    1949; 
8:56  a.   ml 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Military  Government  for  Germany 
(V.S.) 

export-import   INFORBfATION 

Instruction  and  memoranda  control- 
ling exports  from  Germany  and  imports 
Into  Germany,  published  in  14  F.  R.  244, 
January  18.  1949.  are  hereby  amended  by 
addition  of  JEIA  Instruction  No.  11,  the 
text  of  which  reads  as  follows: 

Jeia  Instruction  No.  11 

(Plrst  Revision] 

(Including  amendments  A.  B.  C.  D] 

(Effective  date  January  10.  1949) 

Subjfxtt:  Procedure  for  re-aotlvatlon  of 
German  Shipping,  Forwarding  and  Transport 
Agents,  and  procedure  f(5r  payment  of  foreign 
■hipping,  forwarding  and  transport  services 
and  Insurance  by  German  exporters  and  their 
agents. 

«»  OBJECT 

1.  To  establish  a  uniform  procedure  for 
the  licensing  of  Germany  ships'  agents, 
brokers,  freight  forwarders  and  other  trans- 
port agents  (hereinafter  referred  to  as 
Agents)  to  engage  In  International  commerce; 
to  deAne  the  functions  and  responsibilities 
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of  Transport  Group.  Bipartite  Control  OfBce 
(BICO)  and  the  Joint  Elxport  Import  Agency 
(JEIA)  with  regard  to  this  procedure;  to  es- 
tablish the  responsibilities  of  Verwaltung 
fuer  Verkehr  ( VfV)  In  the  granting  of  licenses 
and  supervision. 

2.  To  provide  a  procedure  whereby  ex- 
porters and  Agents  may  obtain  foreign  trans- 
port services  and  insurance  with  foreign  un- 
derwriters In  connection  with  CP  CIE  ex- 
ports. 

KDTBKNCZ 

3.  JEIA  Instructions  No.  1.  Revision  No.  1, 
and  No  16  JE3A  Operational  Memoranda  No. 
25  and  No.  33. 

APPLICATION 

4.  All  German  shipping,  forwarding  and 
transport  agents  who  function  In  foreign 
trade  must  procure  a  license  under  the  provi- 
sions of  this  Instruction.  The  following 
categories  of  agents  only  may  be  licensed  un- 
der this  Instruction: 

( a )  Predominantly  German  owned,  admin- 
istered and  controlled  undertakings. 

(b)  German  subsidiaries  of  predominantly 
non-German  undertakings  operating  In  ac- 
cordance with  German  law,  ordinances  and 
regulations,  and  administered  principally  by 
German  personnel.  It  Is  Intended  that  the 
permanent  staff  of  all  such  subsidiaries  be 
either  German  nationals  or  non-German  na- 
tionals, who  live  on  the  German  economy. 

5.  This  Instruction  does  not  apply  to  Ger- 
man travel  agents;  nor  does  It  apply  to  non- 
German  shipping,  forwarding  and  transport 
agents,  as  these  may  be  licensed  only  by 
other  appropriate  divisions  of  MUltary  Gov- 
ernments for  Germany  US  UK. 

DETINmON 

8.  The  term  "Agent"  as  used  In  this  In- 
struction applies  to  any  person,  firm  or  cor- 
poration engaged  In  any  of  the  following  ac- 
tivities: 

(a)  Ships'  agent.  A  ships'  agent  performs 
ships'  husbandry,  arranging  for  provisions, 
supply,  port  clearance,  port  facilities  and 
clearance  of  ships'  papers,  and  represents 
the  Interests  of  the  ship  In  case  of  accidents 
and  similar  matters.  A  ships'  agent  may  also 
be  one  who  acts  on  behalf  of  third  parties 
in  respect  to  the  clearance  of  cargo. 

(b)  Ships'  broker.  A  ships' broker  secures 
ship  charters  or  cargo  space  for  the  carriage 
of  gotxls  by  sea  and  Inland  water  transport, 
and  the  sale  and  purchase  of  vessels. 

(c)  Freight  forwarder.  Secures  transpor- 
tation of  property  for  compensation  and  in 
the  course  of  Its  functions  performs  any  of 
the  following: 

1.  Assembles  and  consolidates  such  prop- 
erty and  arranges  for  Its  distribution. 

2.  Assumes  responsibilities  to  the  con- 
signor or  consignee  for  the  documentation 
and  transportation  of  such  property  from 
point  of  receipt  to  point  of  destination. 

3.  Utilizes  for  transportation  purposes,  rail, 
ship.  Inland  watercraft,  highway  transport 
and  air  carriers. 

(d)  Maritime  port  transahipment  under- 
takingn.  Handles  or  stores  Import,  export,  or 
transit  goods  In  a  seaport. 

(e)  /.  W.  T.  undertakings.  Handles  trans- 
portation, transshipment,  and  provides  other 


services  In  the  field  of  shipping  by  Inland 
waterways. 

UCINSINC    or   CAKKIKRS    TO    ACT    AS    AGENTS 

7.  Carriers  of  freight  may  be  licensed  as 
Agents,  to  engage  In  any  of  the  activities  de- 
fined In  paragraph  6,  but  particular  care  will 
be  exercised  by  the  licensing  authorities  with 
a  view  to  preventing  the  acquisition  of  mo- 
nopolistic control  or  other  unfair  advantages 
by  carriers  to  the  detriment  of  Agents  who 
are  not  also  carriers. 

APPLICATIONS   rOK   LICENSES APPtOVAL 

8.  (a)  Filing  of  applications.  Applications 
for  Agents'  licenses  shall  t>e  filed  with  the 
Verwaltung  fuer  Verkehr  des  Verelnlgten 
Wlrtschaftsgebletes  (VfV)  by  submitting  two 
copies  thereof  to  the  VfV's  appropriate  sub- 
offlce  as  follows:  

(I)  Applicants  engaged  mainly  In  IWT 
undertakings  (ref.  paragraph  6e  above)  shall 
submit  their  application  to  the  appropriate 
Land  Wasserstrassendlrektlon  (Abtellung  B); 

(II)  Applicants  engaged  mainly  In  any  of 
the  other  activities  set  forth  In  paragraph 
6  above  shall  submit  their  applications  to 
the  appropriate  highest  Land  transport  au- 
thority (Ministry  of  Transport  in  the  Land). 

(b)  Screening  of  applications.  The  VfV 
is  responsible  for  screening  all  applications 
to  ensure  compliance  with  Military  Govern- 
ment policies. 

(c)  The  VfV.  acting  within  a  reasonable 
time  after  the  filing  of  the  application,  may 
either  approve  the  application  and  issue  an 
Agent's  License  to  the  applicant,  or  it  may 
for  valid  cause  disapprove  the  application. 
Applications  that  are  not  approved  shall  be 
so  endorsed  and  returned  to  the  applicant 
together  with  a  brief  statement  giving  the 
cause  for  the  disapproval. 

FORM  AND  CONTENT  OF  LICENSES 

9.  Licenses  .shall  be  in  such  form  and  con- 
tent as  the  VfV  may  determine,  however, 
they  shall  be  uniform  and  non-dlscrlmlna- 
tory,  vallcf  for  one  year  only  and  renewable 
from  year  to  year,  and  each  license  shall 
contain  a  statement  that  it  is  subject  to  the 
following  conditions: 

(a)  It  is  non -transferable. 

(b)  It  Is  subject  to  cancellation  at  any 
time  by  Bipartite  Transport  Group  acting 
with  the  approval  of  the  Joint  Export  Import 
Agency,  or  by  the  VfV  for  cause. 

(c)  It  Is  issued  subject  to  all  the  terms 
and  conditions  set  forth  in  Joint  Export  Im- 
port Agency  Instruction  No.  11.  first  revision. 

(d)  Payment  for  all  services  performed  by 
the  licensee  on  behalf  of  foreign  principals 
under  the  license  shall  be  made  only  for  the 
account  of  Military  Governments  for  Ger- 
many (US  UK)  as  provided  In  Joint  Export 
Import  Agency  Instruction  No.  11,  first  re- 
vision. 

10.  (a)  Licenses  may  be  issued  to  Include 
any  one  or  more  of  the  activities  enumerated 
In  paragraph  6  above,  but  each  license  shall 
set  forth  by  reference  to  the  appropriate 
subsection  of  said  paragraph  6  which  defined 
activities  It  covers. 

(b)  Applicants  having  offices  In  more  than 
one  Land  shall  make  only  a  single  application 
in  the  Land  where  their  main  office  Is  lo- 
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cated.  Only  a  single  license  will  be  Issued 
covering  all  of  the  applicant's  offices,  and  all 
offices  shall  be  mentioned  in  the  license. 

SECORDS 

11.  The  Vrv  shall  furnish  a  copy  of  each 
license  issued  and  a  notification  of  each 
application  not  approved  and  of  each  license 
that  is  terminated  to  each  of  the  following: 

(a)  BICO  Transport  Group. 

(b)  The  JEIA  Brancfe  Office  in  the  Land 
where  the  license  is  issued. 

(c)  The  Land  Economic  Ministry  (Landes- 
wlrUchafUmlnlsterlum)  in  the  Land  in 
which  the  license  Is  Issued.  ^ 

SAVING  CLAUSES 

12.  All  licenses  Issued  by  the  BICO  Trans- 
port Group  prior  to  the  effective  date  hereof 
and  dated  to  expire  on  December  31,  1948.  are 
hereby  extended  to  and  including  March  31, 
1949  without  the  requirement  for  any  further 
action  on  the  part  of  any  licensee,  but  all 
new  licenses  to  be  Issued  after  the  effective 
date  hereof  and  all  renewals  of  licenses  ex- 
piring on  March  31,  1949  are  to  be  Issued 
under  the  terms  of  this  Instruction. 

13.  The  Accounts  Control  Section  of  Mili- 
tary Government  at  Luebecke  has  advised 
that  It  will  accept  AgenU'  licenses  issued  by 
the  VfV  and  signed  by  authorized  German 
officials  (to  be  named  hereafter)  as  sufficient 
for  the  purpose  of  issuing  BAPSVs  to  shlpsj 
agents  to  meet  advances  of  cash  to  ships' 
masters. 

AGREEMENTS    BETWEEN     AGENTS    AND    FOREIGN 
PRINCIPALS 

14.  All  contracts  between  German  Agents 
duly  licensed  under  this  Instruction  and  for- 
eign principals  must  be  evidenced  by  writing. 
In  accordance  with  normal  business  prac- 
tices, such  writing  may  consist  of  a  letter, 
cable,  or  telephone  request  (later  confirmed 
m  writing )  from  the  foreign  principal  to  the 
agent  requesting  the  performance  of  a  serv- 
ice, and  an  acknowledgement  thereof  from 
the  Agent  to  his  principal  in  like  manner. 
All  such  contracts  are  subject  to  the  pro- 
visions of  this  Instruction  and  the  Agent 
shall  keep  all  records  and  documents  rele- 
vant thereto  available  for  such  inspection  as 
may  be  required  by  the  proper  authorities. 

16.  The  license  issued  under  this  Instruc- 
tion is  sufficient  authority  for  the  Agent  to 
perform  hU  services,  and  no  export  licenses 
are  required  for  the  performance  of  services 
thereunder. 

HIRING   OF   FOREIGN   AGENTS  BT   GERMAN    AGENTS 

16.  German  agents  may  engage  their  own 
agents  In  foreign  counUles  for  the  purpose 
of  enabling  them  to  perform  their  services 
on  behalf  of  their  own  principals  (both  Ger- 
man and  Foreign)  and  for  the  purpose  of  se- 
curing business. 

17.  German  Agents  (as  defined  in  this  In- 
struction )  who  desire  to  act  as  principals  for 
the  purpose  of  hiring  agents  abroad  for  the 
purpose  set  forth  In  paragraph  16  above,  are 
required  to  comply  with  JElA  Instruction  No. 
16.  as  amended,  which  Instruction  is  hereby 
so  construed  as  to  be  made  applicable  to 
such  persons. 

TERMS  or  PAYMENT  BT  FOREIGN  PRINCIPALS 

18.  German  Agents  will  Invoice  their  for- 
eign principals  for  all  services  In  the  appro- 
priate foreign  currency  on  the  basis  of  1 
Deutsche  Mark  equals  US  tO  30  and  Invoices 
shall  indicate  the  appropriate  bank  account 
Into  which  payment  is  to  be  made.  In  ac- 
cordance with  JEIA  Operational  Memo- 
randum No.  32. 

19.  German  Agents  will  require  their  for- 
eign principals  to  nominate  a  bank  through 
which  payment  for  the  services  will  be  col- 
lected. They  will  forward  their  invoices  to 
an  Aussenhandelsljank  for  transmission  to 
the  bank  nominated  by  the  principal  for 
collection.    Payment  shall  be  required  within 
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fifteen  days  after  receipt  of  Invoice  by  the 
principal's  bank. 

DEUTSCHE  MARK  PAYMENT 

30.  Immediately  upon  receipt  by  the  Aus- 
senhandelsbank  of  notification  that  the  for- 
eign exchange  payment  has  been  made,  the 
agent  will  receive"  Deutsche  Mark  payment 
from  the  Aussenhandelsbank  in  accordance 
with  established  banking  practices. 

PURCHASE  OP  FOREIGN  TRANSPORT  SERVICES  AND 
INSURANCE  BY  GERMAN  EXPORTERS  AND  THEIR 
AGENTS 

21.  German  exporters  and  Agents  acting  on 
their  behalf  may.  In  connection  with  the 
movement  of  German  CAP  and  CIP  exports: 

(a)  Contract  for  freight  transport  services 
by  raU,  water,  motor  truck  or  air  from  foreign 
transport  enterprises; 

(b)  Arrange  for  payment  of  authentica- 
tion (consular)  charges  in  foreign  currency; 
and 

(c)  Contract  for  the  purchase  of  foreign 
Insurance  v^Tltten  and  payable  in  the  cur- 
rency required  under  the  terms  of  the  export 
agreement. 

22.  Payment  to  the  foreign  transport  enter- 
prises and  Insurers  shall  be  made  through 
an  Aussenhandelsbank  upon  application  by 
the  exporter  or  his  Agent.  The  Aussenhan- 
delsbank shall,  on  the  basis  of  the  approved 
Export  Control  Document  (reference  JEIA 
Instruction  No.  1.  Revision  No.  1)  ensure  that 
the  requested  payment  of  foreign  exchange  Is 
proper  and  necessary  to  effectuate  delivery 
under  the  terms  of  the  export  sale,  and  make 
appropriate  notation  on  the  ECD  signifying 
that  the  foreign  exchange  payment  has  been 
approved.  Upon  such  approval,  the  German 
Agent  or  exporter  will  pay  the  Deutsche  Mark 
equivalent  of  the  foreign  transport  charges 
and  Insurance  premiums  to  the  Aussenhan- 
delsbank which  will  arrange  for  the  foreign 
exchange  to  l>e  paid  In  accordance , with  es- 
tablished banking  practices. 

23.  Where  the  foreign  carrier  Is  a  railroad, 
and  the  shipment's  rail  movement  originates 
on  the  Retchsbahn,  payment  of  foreign  cur- 
rency to  the  foreign  railroad  will  be  effected 
through  the  regular  channels  according  to 
the  established  method  used  by  the  Reichs- 
bahn  for  such   purposes. 

SUPERVISION 

24.  All  Agents  licensed  under  this  Instruc- 
tion will"  be  responsible  to  the  LWM  for  the 
proper  execution  of  the  terms  and  conditions 
herein  provided.  The  LWM  Is  authorized  to 
check,  in  such  manner  as  it  may  deem  ad- 
visable, whether  such  Agents  are  complying 
with  the  prescribed  terms  and  conditions  of 
this  JEIA  Instruction. 

25.  Violation  of  any  existing  law  or  regu- 
lation, which  Is  made  In  connection  with  any 
transaction  under  this  Instruction,  will  ren- 
der the  violator  liable  to  prosecution. 

(Date  of  Issuance:  January  10,  1949) 

For  the  Director  General. 

M.  R.  L.  Robinson, 

Deputy  Director, 
Foreign  Trade  Division. 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Grovernment  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  designation:  Amount 

Missouri  65L,  P  Cedar $825,000 


I  seal] 


[se\l1  Edward  p.  Witsell, 

Major  General, 
The  Adjutant  General. 

(P.   R.   Doc.    49-1141;    Filed.   Peb.    14,    1949; 
8:56  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

(Administrative  Order  No.  17821 
Loan  Announcement 

Jantjahy  14.  1949. 
Pursuant    to    the    provisions    of    the 
Rural    Electrification   Act    of    1936,    as 


Claude  R.  Wickard. 

Administrator. 


[P.    R.   Doc.    49-1103;    Filed,    Feb.    14,    1949; 
8:48   a.    m.l 


(Administrative  Order  No.  1783] 
Loan  Announcement 

January  14,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  'has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Alabama  26L  Barbour. 


Amount 
$960,000 


[seal] 


Claude  R.  Wick.\rd, 

Administrator. 


[F.    R.    Doc.    49-1104;    Filed.    Peb.    14,    1949; 
8:48   a.   m.l 


(Administrative  Order  No.  1784) 
Loan  Announcement 

January  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation : 
Illinois  37L  SaMne. 


Amount 
$1,  305,  000 


[seal! 


Claude  R.  Wickard, 

Administrator. 


(P.    R.    Doc.   49-1106;    Filed,   Peb.    14,    1949; 
8:48  a.  m.i 


(Administrative  Order   1786) 
Loan  Announcement 

January  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation :  Amount 

Indiana  llG  Warren $85,000 

[seal]  Claude  R.  Wickard. 

Administrator. 

(P.    R.   Doc.    49-1106;    Filed.   Peb.    14,    1949; 
8:48  a.  m.l 


(Administrative  Order   1786] 
Loan  Announcement 

January  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
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a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 


Loan  destination: 
Iowa  51L  Winnebago. 


Amount 
$265.  000 


[SKAL] 


Claude  R.  Wickard, 
Administrator. 


IF.    R. 


Doc.  49-1107;    Piled. 
8:48  a.  m.l 


Feb.    14.    1949; 


lAdnrUnUtratlve  Order   1787] 
Loan  Annoxtncement 

January  17.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  uf 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 


Loan  designation: 
Tex\a  107R  Martin. 


Amount 
$213,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49  1108;    Piled,    Peb.    14,    1949; 
8:48  a.  m.l 


[Administrative  Order  1788) 

Allocation  of  Funds  for  Loans 
January  17.  1949. 

Inasmuch  as  Loup  River  Public  Power 
District  has  assigned  to  Eastern  Nebraska 
Public  Power  District  all  its  rights  under 
a  certain  loan  contract,  dated  as  of  April 
15.  1948,  providing  for  a  loan  by  United 
States  of  America  pursuant  to  the  Rural 
Electrification  Act  of  1936,  as  amended, 
and  Eastern  Nebraska  Public  Power  Dis- 
trict has  assumed  the  obligations  of  Loup 
River  Public  Power  District  with  respect 
to  said  loan.  I  hereby  amend: 

(a>  Administrative  Order  No.  1471, 
dated  March  30.  1948.  by  changing  the 
project  designation  appearing  therein  as 
"Nebraska  96A  Loup  District  Public"  in 
the  amount  of  $553,000  to  read  "Nebraska 
44W  Eastern  Nebraska  District  Public"  in 
the  amount  of  $553,000. 


I  SEAL ] 


Claxtde  R.  WICK-ARD, 

Administrator. 


IF.    R.    Doc.    49-1109;    Filed.    Feb.    14,    1949; 
8:49  a.  m.l 


[Administrative  Order  1789] 
Loan  Announcebjent 

January  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Virginia  37L  Nansemond. 


Amount 
$360,000 


[seal] 


Claude  It.  Wickard. 
Administrator. 


[F.    R.    Doc.    49-1110;    Filed, 
8:49  a.  m.J 


Feb.    14.    1949; 


NOTICES 

[Administrative  Order  1790] 
Loan  Ammoumcement 

January  19.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration : 

Loan  designation:  Amount 

Minnesota  75H  Red  Lake $430,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


(F.    R.    Doc.   49-1111:    Filed,    Feb.    14.    1949; 
8:49  a.  m.| 


[Administrative  Order  1791] 
Allocation  of  Funds  for  Loans 

JANUARY  24,  1949. 

Inasmuch  as  Community  Electric  Co- 
operative has  transferred  certain  of  its 
properties  and  assets  to  Glades  Electric 
Cooperative.  Inc.,  and  Glades  Electric  Co- 
operative, Inc.,  has  assumed  in  part  the 
Indebtedness  to  United  States  of  America 
of  Community  Electric  Cooperative  aris- 
ing out  of  loans  made  by  United  States  of 
America  pursuant  to  the  Rural  Electrifi- 
cation Act  of  1936,  as  amended.  I  hereby 
amend: 

(a>  Administrative  Order  No.  468, 
dated  May  31. 1940.  by  changing  the  proj- 
ect designation  appearing  therein  as 
"Virginia  0037G1  Nansemond"  In  the 
amount  of  $43,000  to  read  "Virginia 
0037G1  Nansemond"  in  the  amoimt  of 
$21,000  and  "Florida  35  Glades  (Virginia 
0037G1  Nansemond)"  in  the  amount  of 
$22,000. 


[SEAL] 


CLAUDE  R.  Wickard. 

Administrator. 


|F.    R.    Doc.    49-1112;    Filed,    Feb.    14.    1949; 
8:49  a.  m] 


(Administrative  Order  1792] 
Allocation  or  Funds  for  Loans 

January  24.  1949. 

Inasmuch  as  Lee  County  Electric  Co- 
operative, Inc.  has  transferred  certain  of 
Its  properties  and  assets  to  Florida  Keys 
Electric  Cooperative  Association,  Inc., 
and  Florida  Keys  Electric  Cooperative 
Association.  Inc.  has  assumed  in  part  the 
Indebtedness  to  United  States  of  America 
of  Lee  County  E3ectric  Cooperative,  Inc. 
arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Rural 
Electriflcation  Act  of  1936,  as  amended, 
I  hereby  amend: 

(a)  Administrative  Order  No.  496, 
dated  August  7.  1940,  by  changing  the 
project  designation  appearing  therein 
as  "Florida  1025G1  Lee  '  in  the  amount  of 
$48,000  to  read  "Florida  1025G1  Lee"  In 
the  amount  of  $29,734.10  and  "Florida  24 
Monroe  (Florida  1025G1  Lee)"  In  the 
amount  of  $18,265.90. 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


(F.   R.   Doc.  49-1118:    Plied, 
6:49  a.  m.] 


Peb.    14,    1949: 


(Administrative  Order  17931 
Loan  Announcement 

January  25,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 

Loan  designation:  Amount 

Missouri  35L.  M.  P  Adair $1, 150,000 


[seal]  Claude  R.  Wickard, 

Administrator. 

(P.   R.   Doc.   49-1114;    Piled,   Peb.    14,    1949; 
8:49  a.  m.l 


[Administrative  Order  1794] 
Loan  Announcement 

January  25.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  followinp: 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator o."  the  Rural  Electriflcation 
Administration: 

Loan  designation:  Amount 

North  Carolina  25T  Rutherford..  $125,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[P.    R.   Doc.   49-1115;    Filed.    Feb.    14.    1949. 
8:49  a.  m.J 


(Administrative  Order  1795] 

Loan  Announcement 

January  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 


Loan  de^gnatlon: 
Oeorgla  34S  Carroll. 


Amount 
$395,000 


[sej<l]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.    49-1116:    Piled.    Peb.    14,    1949; 
8:49  a.  m] 


[Administrative  Order  1796] 
Loan  Announcement 

January  26,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electriflca- 
tion Administration: 


Loan  designation: 

Montana  lOM  Madison. 


Amount 
$278,  000 


[SXAL] 


Claude  R.  Wickard, 
Administrator. 


[P.   R.   Doc.    49-1117:    Filed.    Feb.    14,    1949; 
8:49  a.  m.) 


Tuesday,  February  15,  1949 

(Administrative  Order  1797] 
Loan  Announcement 

January  26,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electriflca- 
tion Administration: 

Loan  designation: 

Virginia  29X  Nelson — 


Amount 
$530,  000 


FEDERAL  REGISTER 

(Administrative  Order  1801] 
Loan  Announcement 

January  26,  1S49. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 

Loan  designation:  Amount 

Tennessee  19T  Rutherford $1,600,000 


[seal]  Claude  R.  Wickard, 

Administrator. 

[P.   R.   Doc.   49-1118:    Piled.    Peb.    14,    1949; 
8:50  a.  m.] 


(Administrative  Order  1798] 
Loan  Announcement 

January  26.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Texas  lOlM  Parker. 


Amount 
.  $710,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

[P.    B.   Doc.   4^1119;    Piled.   Peb.    14,    1949; 
8:50  a.  m.] 


^  (Administrative  Order  1799] 
Loan  Announcement 

January  26,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 


Loan  designation: 
Kansas  45D  Ellsworth. 


Amount 
$330,000 


[seal] 


IF.    R.   Doc. 


Claude  R.  Wickard, 

Administrator. 

49-1120;    Plied.   Feb.   14.    1949; 
8:60  a.  m] 


(Administrative  Order  1800] 
Loan  Announcement 

January  26,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration: 


Loan  designation: 
Kentucky  27N  Boyle. 
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(Administrative  Order  1804] 
Loan  Announcement 

JANU.^RY  28.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electriflcation 
Administration : 


Amount 
$510, 000 


[seal!  Claude  R.  Wickard. 

Administrator. 

[P.    R.   Doc.   49-1121;    Piled.   Feb.    14.    1949; 
8:50  a.  m.] 

No.  30 2 


I  SEAL I 


Claude  R.  Wickard. 

Administrator. 


[F.    R.    Doc.    49-1122;    Filed.    Feb.    14,    1949; 
8:50  a.   m.j 


[Administrative  Order  1802] 
Loan  Announcement 

January  27,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electriflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation:  Amount 

Virginia   llAA  Rockingham...  $1,260,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


[F.   R.   Doc.   49-1123:    Piled,   Feb.    14,    1949; 
8:50  a.  m.) 


Loan  designation: 
Iowa  34W  Jones. 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 


(P.   R.   Doe.  4ft-1124;    FUed.   Feb.    14.    1949; 
8:50  a.  m.] 


Amount 
$790,000 


[Administrative  Order   1803] 
Allocation  of  Funds  for  Loans 
January  27,  1949. 

Inasmuch  as  Carbon  Power  and  Light, 
Inc.  has  transferred  certain  of  its  prop- 
erties and  assets  to  Bridger  Valley  Elec- 
tric Association.  Inc.,  and  Bridger  Valley 
Electric  Association,  Inc.  has  assumed  in 
part  the  Indebtedness  to  United  States 
of  America  of  Carbon  Power  and  Light. 
Inc.  arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Rural 
Electrification  Act  of  1936,  as  amended, 
I  hereby  amend: 

(a)  Administrative  Order  No-  545, 
dated  December  6.  1940,  as  amended  by 
Amendment  to  General  Order  No.  84, 
dated  February  15,  1941,  and  Adminis- 
trative Order  No.  1508.  dated  May  7, 1948, 
by  changing  the  project  designation  ap- 
pearing therein  as  "Wyoming  21  Carbon 
(Colorado  1033GM1  Dolores)"  in  the 
amount  of  $12,000  to  read  "Wyoming  21 
Carbon  (Colorado  1033GM1  Dolores)"  In 
the  amount  of  $466.38  and  "Wyoming  9 
Uinta  (Wyoming  21  Carbon  (Colorado 
1033GM1  Dolores) ) "  in  the  amount  of 
$11,593.62;  and 

(b»  Administrative  Order  No.  625, 
dated  October  7,  1941,  by  changing  the 
project  designation  appearing  therein  as 
"Wyoming  2021A1  Carbon"  in  the  amount 
of  $314,000  to  read  "Wyoming  2021A1 
Carbon"  In  the  amount  of  $313,648.46 
and  "Wyoming  9  Uinta  (Wyoming  202 lAl 
Carbon)"  In  the  amount  of  $351.54. 


[seal]  Claude  R.  Wickard, 

Administrator. 

[P.  R.  Doc.  49-1125;   Filed,  Peb.  14.  1S49; 
8:50  a.  m.) 


[Administrative  Order  1805] 

Loan  Announcement 

January  28,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
lovfa  55G  O'Brien. 


Amount 
$215,  000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


(F.    R.   Doc.   49  112S;    Filed,    Peb.    14.    1949; 
8:50  a.  m.| 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Amendment  to  Voluntary  Plan  Under 

♦ublic  Law  395.  80th  Congress,  for 

Allocation    of    Steel    Products    for 

Tank     and     Oil     Field     Production 

Equipment 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing 
industry  and  manufacturers  of  tank  "and 
oil  fleld  production  equipment  and  after 
expression  of  the  views  of  industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  8, 1948.  has 
determined  that,  in  order  to  carry  out 
the  program  begun  under  the  voluntajy 
plan  (13  P.  R.  5666)  entered  into  by  steel 
producers  to  furnish  certain  steel  prod- 
ucts to  manufacturers  of  tank  and  oil 
field  production  equipment.  It  will  b? 
necessary,  and  is  practicable  and  appro- 
priate to  the  successful  carrying  out  of 
the  policies  set  forth  In  the  said  Public 
Law  395,  that  (1)  steel  producers  make 
further  deliveries  of  steel  products  to 
such  manufacturers  beyond  February  28, 
1949  and  (2)  that  certain  changes  be 
made  In  the  existing  plan  to  cover  this 
and  other  matters. 

Therefore,  the  above-mentioned  volun- 
tary plan  is  amended  as  follows: 

a.  By  changing  the  steel  products 
break-down  table  in  paragraph  2  (a)  of 
the  plan  to  read  as  follows: 
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Type 


Shwts     

ri;Uts*1«"toH".... 

I'lutPjt  over  H" 

Hars  uiiil  har  shapes. 

Stmrtiiral  <ilia|)«a 

ripe  in"  to  24" 


Totol. 


Total  iwt  tons  per 
month 


ThrouRh 
January 


8,300 

4,U30 

»4U 


1,K» 
640 


After 
January 


8,030 

6,57J 

I.OIU 
2.M 
6M 


16.530 


16,  .UO 


b  By  adding  the  following  after  the 
certification  at  the  end  of  paragraph  3 
(b»: 

In  addition,  certifications  on  orders 
placed  after  December  31.  1948  shall 
carry  the  following  additional  sentence: 

The  undersigned  further  certifies  that  It 
has  been  granted  a  specific  allocation  under 
the  Plan  for  the  delivery  month  specified  In 
this  order  and  that  the  quantity  hereby  or- 
dered Is  within  that  allocation,  after  taking 
Into  account  all  other  certified  orders  ac- 
cepted, or  pending  acceptance,  by  participat- 
ing steel  producers  for  that  month. 

Except  when  otherwise  authorized  by  the 
Office  of  Industry  Cooperation,  purchase 
orders  shall  be  placed  not  less  than  60 
days  before  the  first  of  the  month  in 
which  delivery  is  required. 

c.  By  adding  the  following  as  a  new 
subparagraph  (c>  at  the  end  of  para- 
graph 3: 

(c)  Participation  in  the  benefits  of 
this  plan  shall  at  all  times  be  contingent 
upon  each  participating  Manufacturer's 
continued  strict  compliance  with  the 
provisions  hereof.  In  the  event  of  any 
actual  or  prospective  noncompliance  by 
any  participating  Manufacturer,  the  Sec- 
retary of  Commerce  may.  after  written 
notice  to  the  participating  Manufacturer, 
take  such  action  as  he  deems  warranted 
with  respect  to  the  Manufacturer's  par- 
ticipation In  the  plan.  Including  partial 
or  total  suspension  or  termination  of  par- 
ticipation prlvilescs  and  notification  to 
the  participating  steel  producers  not  to 
make  any  or  certain  further  shipments 
under  the  plan  to  such  Manufacturer. 

d.  By  adding  the  following  at  the  end 
of  paragraph  5:  'However,  If  the  time 
limitation  of  March  1.  1949  now  specified 
in  subsection  2  (b)  of  Public  Law  395  J^ 
extended  or  otherwise  changed  by  legis- 
lative action  In  a  form  which  permits 
the  continuation  of  this  plan,  the  plan 
shall  thereupon  automatically  continue 
in  cflect  through  September  30.  1949  tor 
through  the  date  specified  In  such  legis- 
lative action  If  a  date  earlier  than  Sep- 
tember 30.  1949  Is  so  specified),  subject 
to  other  applicable  provisions  In  this  plan 
regarding  earlier  termination  by  the 
Secretary  of  Commerce  and  withdrawal 
by  any  Individual  participant.  During 
the  continuation  period,  steel  products 
shall  be  made  available  at  the  rate  of  ap- 
proximately 16.530  net  tons  per  month, 
distributed  by  types  as  specified  in  para- 
graph 2  (a)  of  this  plan." 

e.  By  Inserting  the  following  new 
paragraplmat  the  end  of  the  plan : 

7.  Any  Interpretation  issued  by  the 
Secretary  of  Commerce  (after  consulta- 
tion with  the  Attorney  General) .  In  wrlt- 


NOTICES 

in?,  to  clarify  the  meaning  of  any  terms 
or  provisions  In  this  plan  shall  be  bind- 
ing upon  all  participants  notified  of  such 
interpretation. 

After  approval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  steel 
producer  or  any  manufacturer  of  tank 
and  oil  field  production  equipment  has 
made  a  written  acceptance  of  a  request 
by  the  Secretary  of  Commerce  for  com- 
pliance herewith,  this  amendment  shall 
become  effective  as  to  such  steel  producer 
or  such  manufacturer  and  shall  be  sub- 
ject to  the  terms  and  conditions  set  forth 
in  the  original  voluntary  plan. 

Approved:  December  29,  1948. 

Ch.\rles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford, 
Acting  Attorney  General. 

A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel 
Products  for  Tank  and  Oil  Field  Pro- 
duction Equipment 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  manufacturers  of  tank  and 
oil  field  production  equipment,  and  after 
expression  of  the  vlew.'<  of  Industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  8,  1949.  has 
determined  that.  In  order  to  carry  out  the 
program  begun  under  the  voluntary  plan 
"  13  F.  R.  5666)  entered  into  by  steel  pro- 
ducers to  furnish  certain  steel  products 
for  manufacturers  of  tank  and  oil  field 
production  equipment  <as  defined  In  the 
plan)  it  will  be  neces.sary.  and  is  practi- 
cable and  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  in 
said  Public  Law  395,  that  steel  producers 
make  further  deliveries  of  steel  products 
to  such  manufacturers  after  the  expira- 
tion of  the  plan  (as  amended)  on  Feb- 
ruary 28,  1949. 

Therefore,  the  Secretary  of  Commerce, 
in  accordance  with  sub-sections  2  (c» 
and  2  <f)  of  Public  Law  395,  80th  Con- 
gress, and  with  the  approval  of  the  At- 
torney General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to. make  approximately  16.530 
net  tons  of  steel  products  available 
monthly,  during  the  period  March  1,  1949 
through  August  31,  1949,  on  certified  or- 
ders from  manufacturers  of  tank  and  oil 
field  production  equipment;  and  that 
such  products  be  made  available  In  ac- 
cordance with  delivery  procedures  estab- 
lished under  the  said  plan. 

2.  That  manufacturers  of  tank  and 
oil  field  production  equipment  place  pur- 
chase orders  hereunder  only  for  the 
quantities  and  types  of  steel  products 
established  for  them  individually  by  the 
Secretary  of  Commerce;  that  they  put 
Identifying  certifications  on  such  pur- 
chase orders;  and  that  they  use  all  steel 
products  obtained  hereunder  solely  for 
the  manufacture  of  tank  and  oil  field 
production  equipment. 


In  the  event  that  an  amendment  to 
the  above-mentioned  voluntary  plan  (as 
amended)  extending  its  effectiveness  be- 
yond February  28,  1949.  takes  effect  pur- 
suant to  appropriate  legislation,  this  re- 
quest will  be  superseded  by  said  extended 
plan  (as  amended). 

Approved:  December  29,  1948.     . 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved :  December  28.  1948. 

Peyton  Ford. 
Acting  Attorney  General. 

January  4.  1949. 

Gentlemen:  Enclosed  is  one  copy  of  each 
of  two  documenu  which  have^been  approved 
by  the  Attorney  General  and*  myself  under 
Public  Law  395,  80th  Congress,  and  which 
are  captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Tank  and  Oil  Field 
Production  Equipment  (to  be  effective  alter 
February  28,  1949,  If  section  2  of  Public  Law 
395  Is  extended  by  appropriate  legislation). 

2.  A  Request  Under  Public  Law  395,  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Tank  and  Oil  Field  Production  Equipment 
(to  be  effective  If  section  2  of  Public  Law  395 
Is  not  extended  by  appropriate  legislation). 

The  purpose  of  these  documents  Is  to  pro- 
vide for  continuing  the  above  voluntary  pro- 
gram beyond  February  28,  1949  and  to  make 
certain  changes  In  the  existing  voluntary 
plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  Voluntary  Plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  own  use  In 
evidencing  acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  indicating 
your  Intention  to  comply. 

Two  copies  of  each  form  are  enclosed.    One 
copy  of  each  Is  to  be  returned  to  me  and  one 
is  to  be  retained  for  your  files. 
Sincerely  yours. 

Charles  Sawter, 
Secretary  of  Commerce. 

Note:  The  above  amendment  and  request 
for  compliance  with  Department  of  Com- 
merce "Voluntary  Plan  for  allocation  of  Steel 
Products  for  Tank  and  Oil  Field  Production 
Equipment  was  sent  to  steel  producers  listed 
on  an  attachment  filed  with  the  original 
document. 

(P.    R.    Doc.   49-1131;    Filed.    Feb.    14.    1949; 
8:51   a.  m.| 


An  Amendment  to  Voluntary  Plan  Un- 
der Public  Law  395.  80th  Congress,  for 
Allocation  of  Steel  Products  for  Oil 
Tankers 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  In- 
dustry and  the  oil  tanker  building  and 
repairing  industry,  and  after  expression 
of  the  views  of  industry,  labor  and  the 
public  generally  at  an  open  public  hear- 
ing held  on  December  8,  1948,  has  de- 
termined that,  in  order  to  carry  out  the 
program  begun  under  the  voluntary  plan 
(13  F.  R.  5868)  entered  into  by  steel  pro- 
ducers to  furnish  certain  steel  products 
to  builders  and  repairers  of  oil  tankers, 


Tuesday,  February  15,  1949 

It  win  be  necessary,  and  is  practicable 
and  appropriate  to  the  successful  carry- 
ing out  of  the  policies  set  forth  in  the 
said  Public  Law  395.  that  <1)  steel  pro- 
ducers make  further  deliveries  of  steel 
products  to  such  builders  and  repairers 
beyond  February  28.  1949  and  (2)  that 
certain  changes  be  made  In  the  existing 
plan  to  cover  this  and  other  matters. 

Therefore,  the  above-mentioned  vol- 
untary plan  is  amended  as  follows: 

a.  By  changing  the  steel-products 
break-down  table  in  paragraph  2  (Agree- 
ment by  steel  producers)  to  read  as  fol- 
lows: 

Net  tons 

Type:  P^  month. 

Plates 32,  Oil 

Shapes 8,  335 

Hot  rolled  bars ---     1.046 

Sheets - 649 

Pipe l.*39 

Total. 40,  380 

b.  By  adding  the  following  at  the  end 
of  paragraph  7  (Reports  from  partici- 
pating builders) :  "In  addition  to  the 
other  reports  provided  for  in  this  para- 
graph, each  participating  builder  will,  no 
later  than  the  first  day  of  each  month, 
submit  to  the  Secretary  of  Commerce,  by 
letter  or  telegram,  a  report  on  the  quan- 
tities and  kinds  of  steel  products  covered 
by  certified  orders  placed  by  It  under  this 
plan  and  accepted  by  each  participating 
steel  producer  for  delivery  in  the  second 
succeeding  month." 

c.  By  inserting  the  following  at  the  end 
of  paragraph  8  (Obligations  of  participat- 
ing builders) : 

Participation  In  the  benefits  of  this 
plan  shall  at  all  times  be  contingent  upon 
each  participating  Builder's  continued 
strict  compliance  with  the  provisions 
hereof.  In  the  event  of  any  actual  or 
prospective  non-compliance  by  any  par- 
ticipating Builder,  the  Secretary  of  Com- 
merce may,  after  written  notice  to  the 
participating  Builder,  take  such  action 
as  he  deems  warranted  with  respect  to 
the  Builder's  participation  in  the  plan, 
including  partial  or  total  suspension  or 
termination  of  participation  privileges 
and  notification  to  the  participating  steel 
producers  not  to  make  any  or  certain 
further  shipments  under  the  plan  to  such 
Builder. 

d.  By  Inserting  the  following  sentence 
after  the  certification  in  paragraph  9 
(Procedure  for  placing  orders  under  this 
plan ) : 

In  addition,  certifications  on  orders 
pl^ed  after  December  31.  1948  shall 
carry  the  following  additional  sentence: 

The  undersigned  further  certifies  that  It 
has  been  granted  a  specific  allocation  under 
the  Plan  for  the  delivery  month  speclfled  In 
this  order  and  that  the  quantity  hereby  or- 
dered Is  within  that  allocation,  after  taking 
Into  account  all  other  certified  orders  ac- 
cepted, or  pending  acceptance,  by  participat- 
ing steel  producers  for  that  month. 

Except  as  otherwise  authorized  by  the 
Office  of  Industry  Cooperation,  purchase 
orders  shall  be  placed  not  less  than  60 
days  before  the  first  of  the  month  in 
which  delivery  is  required. 

e.  By  adding  the  following  at  the  end 
of  paragraph  11  (Efjective  date  and  dura- 
tion) : 


FEDERAL  REGISTER 

However,  if  the  time  limitation  of 
March  1, 1949  now  specified  In  subsection 
2  <b)  of  Public  Law  395  is  extended  or 
otherwise  changed  by  legislative  action 
in  a  form  which  permits  the  continua- 
tion of  this  plan,  the  plan  shall  there- 
upon automatically  continue  in  effect 
through  September  30.  1949  (or  through 
the  date  specified  in  such  legislative  ac- 
tion If  a  date  earlier  than  September  30, 
1949  Is  so  specified),  subject  to  other  ap- 
plicable provisions  In  this  plan  regarding 
earlier  termination  by  the  Secretary  of 
Commerce  and  withdrawal  by  any  In- 
dividual participant.  During  the  con- 
tinuation period,  steel  products  shall  be 
made  available  at  the  rate  of  approxi- 
mately 40,380  net  tons  per  month,  dis- 
tributed by  types  as  specified  In  para- 
graph 2  of  this  plan. 

After  aK>roval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  .«;teel 
producer,  oil  tanker  builder,  or  oil  tanker 
repairer  has  made  a  written  acceptance 
of  a  request  by  the  Secretary  of  Com- 
merce for  compliance  herewith,  this 
amendment  shall  become  effective  as  to 
such  steel  producer,  such  builder,  or  re- 
pairer and  shall  be  subject  to  the  terms 
and  conditions  set  forth  in  the  original 
voluntary  plan. 

Approved:  December  29,  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  28,  1948. 

Peyton  Ford, 
Acting  Attorney  General. 

A  Request  Under  Public  Law  395,  80th 
Congress,  for  Allocation  of  Steel 
Products  for  Oil  Tankers 

The  Secretary  of  Commerce,  pur.suant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congre.'^s,  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  In- 
dustry and  the  oil  tanker  building  and 
repairing  industry,  and  after  expression 
of  the  views  of  indu.<:try,  labor  and  the 
public  generally  at  an  open  public  hear- 
ing held  on  December  8,  1948.  has  deter- 
mined that,  in  order  to  carry  out  the 
program  begun  under  the  voluntary  plan 
(as  amended)  (13  F.  R.  5868)  entered 
Into  by  steel  producers  to  furnish  cer- 
tain steel  products  to  builders  and  re- 
pairers of  the  oil  tankers  (as  defined  In 
the  plan),  it  will  be  necessary,  and  Is 
practicable  and  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  in  said  I»ubllc  Law  395.  that  steel 
producers  make  further  deliveries  of  steel 
products  to  such  builders  after  the  ex- 
piration of  the  plan  on  February  28. 
1949. 

Therefore,  the  Secretary  of  Commerce, 
in  accordance  with  subsections  2  (c)  and 
2  (f)  of  Public  Law  395.  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
(as  amended)  continue  to  make  approxi- 
mately 40,380  net  tons  of  steel  products 
available  monthly,  during  the  period 
March  1.  1949  through  August  31,  1949. 
on  certified  orders  from  builders  for 
construction  and  repair  of  oil  tankers; 
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and  that  such  products  be  made  avail - 
aWe  in  accordance  with  delivery  pro- 
cedures established  under  the  said  plan 
(as  amended). 

2.  That  builders  and  repairers  of  oil 
tankers  place  purchase  orders  hereunder 
only  for  the  quantities  and  types  of  steel 
products  established  for  them  individu- 
ally by  the  Secretary  of  Commerce;  that 
they  put  Identifying  certifications  on 
such  purcha.se  orders;  and  that  they  use 
all  steel  products  obtained  hereunder 
solely  for  the  construction  or  repair  of 
oil  tankers. 

In  the  event  that  an  amendment  to 
the  above-mentioned  voluntary  plan  ex- 
tending its  effectiveness  beyond  Febru- 
ary 28.  1949  takes  effect  pursuant  to  ap- 
propriate legislation,  this  request  will  be 
superseded  by  said  extended  plan. 

Approved:  December  29.  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford, 
Acting  Attorney  General. 

Januaht  4.  1949. 
Genti-emen:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  m3^elf  under 
Public  Law  395,  80th  Congress,  and  which 
are  captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  CongresB,  for  Allocation 
of  Steel  Products  for  Oil  Tankers  (to  be 
effective  after  February  28,  1919,  If  section 
2  of  Public  Law  395  Is  extended  by  appro- 
priate legislation). 

2.  A  Request  Under  Public  law  395.  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Oil  Tankers  (to  be  effective  if  section  2  of 
Public  Law  395  is  not  extended  by  appropriate 
legislation). 

The  purpose  of  these  documents  Is  to  pro- 
vide for  continuing  the  above  voluntary  pro- 
gram beyond  February  28,  1949  and  to  make 
certain  changes  In  the  existing  voluntary 
plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  Voluntary  Plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  intention  to  comply. 

Two  copies  of  each  form  are  enclosed.    One 
copy  of  each  is  to  be  returned  to  me  and  one 
is  to  be  retained  for  your  files. 
Sincerely  yours. 

Chahles  Sawyer. 
Secretary  of  Commerce. 

Note:  The  above  amendment  and  request 
for  compliance  with  Department  of  Com- 
merce Voluntary  Plan  for  Allocation  of  Steel 
Products  for  Oil  Tankers  was  sent  to  steel 
producers  listed  on  an  attachment  filed  with 
the  original  document. 

[F.   B.   Doc.   49-1132;    Piled,   Feb.    14.    1019; 
8:51  a.  m.] 


Amendment  to  Voluntary  Plan  Under 
Public  Law  395,  80th  Congress,  for 
Allocation  of  Steel  Products  for 
Construction,  Reconversion  and  Re- 
pair of  Merchant  Vessels 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
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Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentative's of  the  steel  producing  and 
shipbuilding  Industries,  and  after  ex- 
pression of  the  views  of  industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  8,  1948. 
has  determined  that.  In  order  to  carry 
out  the  program  begun  under  the  volun- 
tary plan  (13  P.  R.  6959)  entered  into  by 
steel  producers  to  furnish  certain  steel 
products  for  builders,  reconverters.  and 
repairers  of  merchant  vessels.  It  will  be 
necessary,  and  Is  practicable  and  appro- 
priate to  the  successful  carrying  out  of 
the  policies  set  forth  In  the  said  Public 
Law  395.  that  (1)  steel  producers  make 
larger  quantities  of  steel  products  avail- 
able to  such  builders,  reconverters.  and 
repairers  and  (2>  that  certain  changes 
be  made  in  the  existing  plan  to  cover  this 
and  other  matters. 

Therefore,  the  above-mentioned  vol- 
untary plan  Is  amended  as  follows: 

1.  Paragraph  2  (Agreement  by  steel 
producers)  Is  amended  to  read  as  fol- 
lows: 

2.  Agreement  by  steel  producers.  Dur- 
ing the  period  this  plan  remains  In  ef- 
fect, producers  will  make  available,  out 
of  their  own  production  or  that  of  their 
producing  subsidiaries  or  affiliates,  to 
participating  builders  a  total  of  10.190 
net  tons  of  steel  products  for  the  month 
of  January  1949  and  a  total  of  15.415  net 
tons  per  month  thereafter,  distributed  by 
types  approximately  as  follows: 


Net  tons  per  month 

Type 

January 

After 

Janiiikry 

1)H» 

Btnictural  sha(ies  

1.124 

4M2 

T.ftM 

240 

343 

2,  OH 

Barn                 

IMO 

Pllif              

717 

Plato.i 

11.  2K) 

RhwU-hlHck  

2K» 

UhreU-ealvntitzed 

473 

Total 

iu,iyo 

1.^41S 

Producers  will,  from  time  to  time,  how- 
ever, upon  request  of  the  Secretary  of 
Commerce,  give  consideration  to  making 
additional  quantities  available. 

2.  By  redesignating  paragraph  7  (c)  — 
Other  reports — as  7  (d>  and  inserting  the 
following  as  a  new  paragraph  7  (c) : 

(c)  Report  on  orders  placed.  In  ad- 
dition tor  the  other  reports  provided  for 
In  this  paragraph,  each  participating 
builder  will,  no  later  than  the  first  day 
of  each  month,  submit  to  the  Secretary 
of  Commerce,  by  letter  or  telegram,  a 
report  on  the  quantities  and  kinds  of  steel 
products  covered  by  certified  orders 
placed  by  it  under  this  plan  and  accepted 
by  each  participating  steel  producer  for 
delivery  in  the  second  succeeding  month. 

3.  By  Inserting  the  following,  as  an 
unnumbered  subparagraph,  at  the  end 
of  paragraph  8  (Obligations  of  partici- 
pating builders) : 

Participation  In  the  benefits  of  this 
plan  shall  at  all  times  be  contingent  upon 
each  participating  builder's  continued 
strict   compliance   with   the   provisions 


NOTICES 

hereof.  In  the  event  of  any  actual  or 
prospective  noncompliance  by  any  par- 
ticipating builder,  the  Secretary  of  Com- 
merce may,  after  written  notice  to  the 
participating  builder,  take  such  action 
as  he  deems  warranted  with  respect  to 
the  builder's  participation  in  the  plan. 
Including  partial  or  total  suspension  or 
termination  of  participation  privileges 
and  notification  to  the  participating  steel 
producers  not  to  make  any  or  certain  fur- 
ther shipments  under  the  plan  to  such 
builder. 

4.  By  Inserting  the  following  after  the 
certification  In  paragraph  9  (Procedure 
for  placing  orders) : 

In  addition,  certifications  on  orders 
placed  after  December  31.  1948.  shall 
carry  the  following  additional  sentence: 

The  undersigned  further  certifies  that  It 
has  been  granted  a  specific  allocation  under 
the  Plan  for  the  delivery  month  specified  In 
this  order  and  that  the  quantity  hereby  or- 
dered Is  within  that  allocation,  after  taking 
into  account  all  other  certified  orders  ac- 
cepted, or  pending  acceptance,  by  partici- 
pating steel  producers  for  that  month. 

Except  when  otherwise  authorized  by 
the  Office  of  Industry  Cooperation,  pur- 
chase orders  shall  be  placed  not  less  than 
60  days  before  the  first  of  the  month  In 
which  delivery  is  required. 

After  approval  of  this  amendment  by 
the  Attorney  General  and  by  the  Secre- 
tary of  Commerce,  and  after  any  steel 
producer  or  any  builder,  reconverter,  or 
repairer  of  merchant  vessels  has  made 
written  acceptanca  of  a  request  by  the 
Secretary  of  Commerce  for  compliance 
herewith,  this  amendment  shall  become 
effective  as  to  such  producer,  builder,  or 
reconverter.  or  repairer  and  shall  be  sub- 
ject to  the  terms  and  conditions  set  forth 
In  the  original  voluntary  plan. 

Approved:  December  29.  1948. 

3  Charles  Sawyer. 

Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford, 
Acting  Attorney  General. 

A  Reqttest  Under  Public  Law  395.  80th 
Congress,  for  Allocation  or  Steel 
Products  for  Construction.  Recon- 
version AND  Repair  of  Merchant 
Vessels 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  *919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  and 
shipbuilding  Industries  and  with  the  in- 
terested government  agencies  and  after 
expression  of  the  views  of  Industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  8,  1948. 
has  determined  that.  In  order  to  carry  out 
the  program  begun  under  the  voluntary 
plan  (13  P.  R.  6959)  entered  Into  by  steel 
producers  to  furnish  certain  steel  prod- 
ucts for  builders,  reconverters  and  re- 
pairers of  merchant  vessels  (as  defined 
In  the  plan),  It  will  be  necessary,  and  Is 
practicable  and  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  In  said  Public  Law  395,  that  steel 


producers  make  further  deliveries  of  steel 
products  to  such  builders,  reconverters 
and  repairers  after  the  expiration  of  the 
plan  (as  amended)  on  February  28,  1949. 
Therefore,  the  Secretary  of  Commerce, 
In  accordance  with  subsections  2  (c)  and 
2  (f)  of  Public  Law  395,  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  Voluntary  Plan 
(as  amended)  continue  to  make  approxi- 
mately 15.415  net  tons  of  steel  products 
available  monthly,  during  the  period 
March  1.  1949  through  August  31.  1949. 
on  certified  orders  from  builders,  recon- 
verters and  repairers  of  merchant  ves- 
sels; and  that  such  products  be  made 
available  In  accordance  with  delivery 
procedures  established  under  the  said 
plan  <as  amended). 

2.  That  builders,  reconverters  and  re- 
pairers of  merchant  vessels  place  pur- 
chase orders  hereunder  only  for  the 
quantities  and  types  of  steel  products 
established  for  them  Individually  by  the 
Secretary  of  Commerce;  that  they  put 
identifying  certifications  on  such  pur- 
chase orders;  and  that  they  use  all  steel 
products  obtained  hereunder  solely  for 
the  construction,  reconversion  or  re- 
pair of  merchant  vessels  (as  defined  In 
the  above-mentioned  Voluntary  Plan). 

In  the  event  that  an  extension  of  the 
effectiveness  of  the  above-mentioned 
Voluntary  Plan  beyond  February  28, 1949. 
takes  effect  pursuant  to  appropriate  leg- 
islation, this  request  will  be  superseded 
by  said  extended  Plan. 

Approved:  December  29.  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford. 
Acting  Attorney  General. 

January  4,  1949. 

Gentlemin:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Construction.  Recon- 
version and  Repair  of  Merchant  Vessels  (to 
be  effective  after  February  28.  1949  If  section 
2  of  Public  Law  395  Is  extended  by  appro- 
priate legislation). 

2.  A  Request  under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Construction,  Reconversion  and  Repair  of 
Merchant  Vessels  (to  be  effective  If  section  2 
of  Public  Law  395  Is  not  extended  by  appro- 
priate legislation). 

The  purpose  of  these  documents  is  to  pro- 
vide for  continuing  the  above  voluntary  pro- 
gram beyond  February  28.  1949  and  to  make 
certain  changes  In  the  existing  voluntary 
plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  Voluntary  Plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request.  ' 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  intention  to  comply. 


Tuesday,  February  15,  1949 

Two  copies  of  each  form  are  enclosed.    On* 
copy  of  sach  is  to  be  rettirned  to  me  and  one 
U  to  be  retained  for  your  files. 
Sincerely  yours, 

Charles  Sawtib, 
Secretary  of  Commerce. 

Note:  Th*  above  amendment  and  request 
for  compliance  with  Department  of  Com- 
merce Voluntary  Plan  for  Allocation  of  Steel 
Products  for  Construction.  Reconversion  and 
Repair  of  Merchant  Vessels  was  sent  to  steel 
producers  listed  on  an  attachment  filed  with 
the  original  document. 

IF.   R.   Doc.   49-1133:    Piled,   Feb.    14,    1949; 
8:51  a.  m.] 


Amended  Voluntary  Plan  Under  Public 
Law  395,  80th  Congress,  for  Alloca- 
tion OF  Steel  Products  for  Construc- 
tion OF  Domestic  Freight  Cars  and 
the  Repair  of  Railroad  Rolling 
Stock 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  In  him  by  E»ublic 
Law  395.  80th  Congress,  and  Executive 
Order  9919  (after  consultation  with  rep- 
resentatives of  the  Interested  Industries 
and  government  agencies,  and  after  ex- 
pression of  the  views  of  Industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  9,  1948), 
has  determined  that  the  following 
amendment  of  Voluntary  Allocation  Plan 
No.  1  (13  P.  R.  2272)  Is  practicable  and 
Is  appropriate  to  the  successful  carrying 
out  of  the  policies  set  forth  In  Public 
Law  395: 

Therefore,  the  said  Voluntary  Plan  Is 
amended.  In  Its  entirety,  to  read  as  fol- 
lows : 

1.  Agreement  by  steel  producers.  The 
various  steel  companies  agreeing  to  this 
amended  plan  will  make  available  the  va- 
rious types  of  steel  products  in  individual 
quantities  which  aggregate  approxi- 
mately 250,000  tons  monthly  and  will 
permit  the  construction  of  10,000  new 
domestic  freight  cars  monthly  and  the 
repair  of  railroad  rolling  stock  In  line 
with  the  program  developed  by  the  Office 
of  Defense  Transportation.  The  types 
of  steel  products  and  the  maximum 
quantities  thereof  which  each  steel  com- 
pany will  undertake  and  agree  to  furnish 
will  be  set  forth  on  its  written  acceptance 
of  this  agreement  and  amended  plan,  it 
being  the  purpose  and  intention  of  this 
amended  plan,  however,  that  each  steel 
company  will  consider  requests  for  varia- 
tions in  quantities  In  excess  of  such  max- 
imum and  will  furnish  such  additional 
quantities  whenever  feasible  to  do  so. 

2.  Detcrjnination  of  quantities  to  be 
furnished  by  respective  producers.  The 
amounts  of  various  types  of  steel  to  be 
made  available  under  the  program  by  the 
Individual  steel  companies,  within  the 
maximum  stipulated  by  them,  will  be 
determined  periodically  by  the  Secretary 
of  Commerce  (or  such  other  official  as 
he  may  designate)  on  such  basis  as  he 
deems  fair  and  equitable  after  consulta- 
tion with  the  Steel  Producers  Indu.stry 
Advisory  Committee  on  distribution  of 
steel  for  freight  cars. 

Each  steel  producer  participating 
herein  will  make  available  or  cause  to 
be  made  available  only  those  steel  prod- 
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ucts  which  are  within  the  type  and  size 
limitations  of  the  mill  or  mills  which  It 
may  select  for  the  production  of  such 
products,  and  the  quantities  of  steel 
products  which  It  will  make  available  or 
cause  to  be  made  available  in  any  month 
during  said  period  may  be  reduced,  or 
at  its  option  the  delivery  thereof  may  be 
postponed,  in  direct  proportion  to  any 
production  losses  which  It  or  such  sub- 
sidiary or  affiliate  shall  siLstain  during 
any  such  month  due  to  causes  beyond  its 
control. 

3.  Requirements  schedules  from  par- 
ticipating steel  consumers.  The  Indi- 
vidual car  builders  will  submit  to  the 
Secretary  of  Commerce  (or  such  other 
official  as  he  may  designate)  schedules 
showing  by  plants  the  number  and  types 
of  domestic  railway  freight  cars  sched- 
uled for  production  monthly.  The  Indi- 
vidual car  builders,  component  parts 
manufacturers,  railroads  and  private  car 
hnes  will  submit  to  the  Secretary  of  Com- 
merce (or  such  other  official  as  he  may 
designate)  quarterly  estimates  of  their 
steel  requirements  for  domestic  railway 
freight  cars  scheduled  for  production 
and  for  the  repair  of  domestic  railway 
freight  cars,  passenger  ears  and  locomo- 
tives. 

4.  Allocation  procedure.  After  receiv- 
ing the  quarterly  estimates  referred  to 
In  paragraph  3  hereof,  the  Secretary  of 
Commerce  (or  such  other  official  as  he 
may  designate),  with  the  assistance  of 
three  Industry  advisory  committees  com- 
posed of  representatives  of  (1)  contract 
car  builders,  (2)  railroads  and  private 
car  lines,  and  (3)  component  parts  manu- 
facturers, win  relate  such  e.stimated  re- 
quirements to  the  over-all  program. 
The  quantities  and  types  of  steel  to  be 
made  available  under  the  program  to 
each  individual  steel  consumer  from  steel 
rollings  In  each  quarterly  period  will  be 
determined  by  the  Secretary  of  Com- 
merce (or  such  other  official  as  he  may 
designate).  In  determining  the  quanti- 
ties and  types  of  steel  to  be  made  avail- 
able under  the  program  to  each  car 
builder  participating  in  the  program, 
consideration  will  be  given  to  the  past 
production  record  of  each  car  builder, 
plant  capacity,  and  orders  for  new  do- 
mestic freight  cars  which  each  car 
builder  has  on  hand.  Any  company 
which  Is  not  now  engaged  In  construc- 
Ing  domestic  freight  cars  under  the  pro- 
gram but  which  Is  In  a  position  to  engage 
In  such  activity  may  become  a  partici- 
pant In  the  program.  Each  individual 
consumer  will  make  Its  own  arrange- 
ments for  securing  the  steel  assigned 
to  It  under  the  program.  However, 
the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate), 
with  the  aid  of  the  Steel  Producers  In- 
dustry Advisory  Committee  for  distribu- 
tion of  steel  for  freight  cars,  will  furnish 
assistance  to  individual  consumers  In 
securing  the  quantities  of  steel  which 
have  been  assigned  to  them.  No  request 
or  authorization  will  be  made  relating  to 
allocation  of  orders  or  customers,  or  the 
delivery  of  cars  or  the  allocation  of  busi- 
ness among  members  of  the  car  building 
industry,  nor  will  any  request  or  authori- 
zation be  made  to  the  steel  producers 
for  any  limitation  or  restriction  on  the 
production  or  masketing  of  steel. 
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5.  Agreement  by  participating  steel 
consumers.  The  various  steel  consumers 
participating  in  the  program  agree  to 
show  on  their  purchase  orders  for  steel 
under  the  program  that  the  steel  Is  "To 
be  used  for  new  domestic  freight  cars" 
or  "To  be  used  for  repair  of  domestic 
freight  cars,  passenger  cars,  or  locomo- 
tives." Such  steel  consumers  further 
agree  that  they  will  not  use  steel  secured 
under  the  domestic  car  building  and  re- 
pair program  for  any  other  purpose. 

6.  Reports  from  participants.  The  In- 
dividual steel  producers  participating  in 
the  program  agree  to  furnish  the  Secre- 
tary of  Commerce  (or  such  other  official 
as  he  may  designate)  reports  on  Gov- 
ernment forms  showing  the  quantities  of 
steel  shipped  monthly  under  purchase 
orders  designated  as  provided  in  para- 
graph 5  hereof  to  the  following  classes: 
(1)  Contract  car  builders,  (2)  railroads 
and  private  car  lines,  and  (3)  component 
parts  manufacturers.  Each  car  builder 
participating  in  the  program  agrees  to 
furnish  monthly  reports  on  Government 
forms  showing  the  total  quantities  of 
steel,  by  products,  received  under  the 
program  and  the  number  of  domestic 
railway  freight  cars  It  constructs  each 
month.  The  railroads  and  private  car 
lines  participating  in  the  progrson  also 
agree  to  furnish  reports  on  Crovernment 
forms  showing  the  number  of  freight  cars 
accorded  heavy  repairs  each  month.  The 
Secretary  of  Commerce  (or  such  other 
official  as  he  he  may  designate)  may  re- 
quest the  participants  In  the  program  to 
submit  such  Individual  reports  from  time 
to  time  as  he  may  consider  appropriate. 

7.  General  provisions.  From  time  to 
time  the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate)  will 
call  together  In  Joint  or  separate  meet- 
ings the  members  of  the  four  industry 
advisory  committees  for  full  discussion 
of  problems  arising  under  the  domestic 
car  building  and  repair  program.  ^ 

Nothing  in  this  amended  plan  shall  be 
construed  as  authorizing  or  approving 
any  fixing  of  prices. 

The  reporting  requirements  of  this 
amended  plan  have  been  approved  by  the 
Bureau  of  the  Budget. 

8.  Delegation  of  authority.  It  is  the 
Intent  and  purpose  of  this  amended  plan 
that  the  Director  of  the  Office  of  Defense 
Transportation  shall  continue  to  admin- 
ister the  plan,  and,  to  that  end,  authority 
is  hereby  delegated  to  the  Director  of  the 
Office  of  Defense  Transportation  to  per- 
form the  acts  and  exercise  the  functions 
authorized  to  be  performed  and  exercised 
by  the  Secretary  of  Commerce  under  the 
provisions  of  paragraphs  2,  3,  4,  6.  and  7 
of  this  amended  plan.  If  the  Director  of 
the  Office  of  Defense  Transportation  de- 
termines that,  for  any  reason,  he  is  un- 
able to  continue  to  perform  the  acts  and 
exercise  the  functions  assigned  to  him 
under  the  provisions  of  this  amended 
plan,  he  will  so  advise  the  Secretary  of 
Commerce  in  writing.  Thereupon,  the 
Secretary  of  Commerce  will  reassign  all 
or  any  part  of  such  authority.  The 
Office  of  Defense  Transportation  (and 
any  other  agencies  to  which  functions 
hereunder  may  hereafter  be  assigned) 
will  furnish  the  Secretary  of  Commerce 
with  summaries  of  the  Individual  month- 
ly reports  obtained  under  paragraph  6 
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above  and  with  such  other  reports  as  the 
Becretary  of  Commerce  may  require  from 

time  to  time.  ,     , 

9   Effective  date.    After  approval  of 
this  amended  plan  by  the  Attorney  Gen- 
eral and  by  the  Secretary  of  Commerce, 
and  after  any  steel  producer's  or  steel 
consumer's  written  acceptance  of  a  re- 
quest by  the  Secretary  of  Commerce  for 
compliance  herewith,  this  amended  plan 
shall  become  effective  as  to  such  steel 
producer  or  steel  consumer.    Until  the 
amended  plan  has  been  so  accepted  by 
any  steel  producer  or  steel  consumer  par- 
ticipating in  the  original  plan,  the  orig- 
inal plan  shall  continue  effective  as  to 
such  steel  producer  or  steel  consumer. 
Request  for  compliance  with  this  amend- 
ed plan  under  section  2  (c)  of  Public  Law 
395   80th  Congress,  will  be  effective  for 
the  purpose  of  granting  certain  immun- 
ity from  the  anti-trust  laws  and  the  Fed- 
eral Trade  Commission  Act.  as  provided 
In  said  section  2  (c> .  only  with  respect  to 
such   persons   as   agree    in   wntmg   to 
comply  with  such  requests. 

10   Duration.      This    amended    plan 
shall  cease  to  be  effective  at  the  close 
of  business  on  February  28.  1949.  unless 
the  time  limitation  of  March  1.1949.  now 
specified  In  section  2  <b)  of  Public  Law 
395.  80th  Congress,  is  extended  or  other- 
wise changed  by  legislative  action  in  a 
form  which  permits  continuation  of  this 
amended    plan.    In    which    event    this 
amended  plan  shall  thereupon  automat- 
ically continae  in  effect  through  Sep- 
tember 30.  1949   (or  through  the  date 
specified  in  such  legislative  action  if  a 
date  earlier  than  September  30.  1949  Is 
so   specified).     However,   the   amended 
plan  may  be  terminated  on  such  earlier 
date  as  may  be  determined  by  the  Sec- 
retary of  Commerce,  upon  not  less  than 
60  days"  notice  by  letter,  telegram,  or 
publication  In  the  Federal  Register. 

11.  Withdrawal  from  plan.  Any  steel 
producer  or  steel  consumer  participating 
In  this  amended  plan  may  withdraw  by 
giving  not  less  than  60  days'  written  no- 
tice to  the  Secretary  of  Commerce. 

12.  Clarifying  interpretations.  Any  In- 
terpretation Issued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  General) .  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions 
In  this  amended  plan  shall  be  binding 
upon  all  participants  notified  of  such 
Interpretation. 

Approved  December  29.  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford, 
Acting  Attorney  General. 

A  Request  Under  Public  Law  395,  80th 
Congress,  for  Allocation  of  Steel 
Products  for  Construction  of  Domes- 
tic Freight  Cars  and  the  Repair  of 
Railroad  Rolling  Stock 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  indus- 
try and  the  freight  car  manufacturing 
and  repairing  Industries,  and  after  ex- 
pression of  the  views  of  industry,  labor 


NOTICES 

and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  9.  1948.  has 
determined  that.  In  order  to  carry  out  the 
program  begun  under  the  Voluntary  Plan 
(13  P.  R.  2272)  entered  into  by  steel  pro- 
ducers to  furnish  certain  steel  products 
for  the  production  of  domestic  railway 
freight  cars  and  the  repair  of  railroad 
roUing  stock.  It  wUl  be  necessary,  and  is 
practicable  and  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  m  said  Public  Law  395.  that  steel 
producers  make  further  deliveries  of  steel 
products  to  the  steel  consumers  Involved 
after   the   expiration   of   the   plan    (as 
amended)  on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce. 
In  accordance  with  subsections  2  (c)  and 
2  (f)  of  Public  Law  395.  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1  That  steel  producers  participating 
In  the  above-mentioned  Voluntary  Plan 
(as  amended)  continue  to  make  approxi- 
mately 250.000  net  tons  of  steel  products 
available  monthly,  during  the  period 
March  1.  1949  through  Augiist  31.  1949. 
on  certified  orders  from  contract  car 
builders,  railroads  and  private  car  lines, 
and  component  parts,  manufacturers; 
and  that  such  products  be  made  available 
in  accordance  with  delivery  procedures 
established  under  the  said  plan  (as 
amended) . 

2.  That  contract  car  builders,  railroads 
and  private  car  lines,  and  component 
parts  manufacturers  place  purchase  or- 
ders hereunder  only  for  the  quantities 
and  types  of  steel  products  established 
for  them  Individually  by  the  Secretary 
of  Commerce  (or  such  other  official  as 
he  may  designate) ;  that  they  put  iden- 
tifying certifications  on  such  purchase 
orders;  and  that  they  use  all  steel  prod- 
ucts obtained  hereunder  solely  for  the 
production  of  domestic  railway  freight 
cars  and  the  repair  of  railroad  rolling 

stock. 

In  the  event  that  an  amendment  to 
the  above-mentioned  Voluntary  Plan  ex- 
tending the  effectiveness  beyond  Febru- 
ary 28,  1949,  takes  effect  pursuant  to  ap- 
propriate legislation,  this  request  wUl  be 
superseded  by  said  extended  plan. 


gram  beyond  Febniary  28.  1949,  and  to  make 
certain  operational  and  other  changes  In  the 
existing  voluntary  plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  Voluntary  Plan,  and 
with  the  plan  aa  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  Intention  to  comply. 

Two  copies  of  each  acceptance  form  are 
enclosed.  One  copy  of  the  acceptance  is  to 
be  returned  to  me  and  one  Is  to  be  retained 
for  your  files. 

Sincerely  yours. 

CHAKtXS    SAWYEH, 

Secretary  of  Commerce. 

Notk:  The  above  amended  plan  and  re- 
quest for  compliance  with  Department  of 
Commerce  Voluntary  Plan  for  allocation  of 
Steel  I*toducta  for  Construction  of  Domestic 
Freight  Cars  and  the  Repair  of  Railroad 
Rolling  Stock  was  sent  to  steel  companies 
lUted  on  an  attachment  filed  with  the  origi- 
nal document. 

[F.    R.   Doc.   49-1134;    Filed,   Feb.    14.    1949; 
8:62  a.  m.) 


Approved:  December  29.  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  28,  1948. 

Peyton  Ford. 
Acting  Attorney  General. 

Decxmbch  31.  1948. 

Gintlemen:  EncUsed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which 
are  captioned  respectively  as  follows: 

1  Amendment  to  Voluntary  Plan  Under 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Construction  of  Domes- 
tic Railway  Freight  Cars  and  the  Repair  of 
Railroad  Rolling  Stock  (to  be  effective  If  sec- 
tion 2  of  Public  Law  395  Is  extended  by  ap- 
propriate legislation). 

2.  A  Request  Under  Public  Law  395,  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Construction  of  Domestic  Railway  Freight 
Cars  and  Repair  of  Railroad  RoUIng  Stock  (to 
be  effective  If  section  2  of  Public  Law  395  Is 
not  extended  by  appropriate  legislation). 

The  purpose  of  these  documents  is  to  pro- 
vide for  continuing  the  above  voluntary  pro- 


Amewded  Voluntary  Plan  Under  Public 
Law  395.  80th  Congress,  for  Alloca- 
tion OF  Steel  Products  for  Construc- 
tion. Conversion  and  Repair  of  Do- 
mestic Freight-Carrying  Barges  and 
TowiNO  Vessels 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congress,  and  Executive 
Order  9919  (after  consultation  with  rep- 
resentatives of  the  Interested  industries 
and  government  agencies,  and  after  ex- 
pression of  the  views  of  industry,  labor 
and  the  public  generally  at  an  open  pub- 
lic hearing  held  on  December  9.  1948). 
has     determined     that    the     following 
amendment  of  the  exi.sting  plan  of  vol- 
untary  action   for  Allocation   of   Steel 
Products  for  Construction.  Conversion 
and  Repair  of  Domestic  Freight-Carry- 
ing Barges  and  Towing  Vessels  (13  F.  R. 
5669)  Is  practicable  and  is  appropriate 
to  the  successful  carrying  out  of  the 
policies  set  forth  In  Public  Law  395 : 

Therefore,  the  said  voluntary  plan  Is 
amended.  In  Its  entirety,  to  read  as  fol- 
lows: 

1.  In  furtherance  of  the  propo.sed  pro- 
gram developed  by  the  Office  of  Defense 
Transportation  for  (1)  the  construction 
of  new  domestic  freight-carrying  barges 
and  towing  vessels  of  3.000  gross  tons  or 
less  for  Inland  waterway  or  harbor  use 
(hereinafter    referred    to    as    domestic 
barges  and  towing  vessels),  and  (2)  the 
repair  and  conversion  of  such  type  of 
equipment,  the  steel  producers  partici- 
pating herein  will  make  available,  or 
cause  to  be  made  available  (out  of  the 
production  of  their  own  mills  or  the  mills 
of  their  subsidiaries  or  affiliates),  a  total 
of  20  000  net  tons  of  steel  products  per 
month  through  January  1949  and  26.000 
net  tons  per  month  thereafter,  during 
the  period  this  amended  plan  shall  re- 
main In  effect,  to  builders  and  repairers 
of  domestic  barges  and  towing  vessels 
(hereinafter  called  Builders)  who  com- 
ply with  the  provisions  of  this  amended 
plan,  in  accordance  with  and  subject  to 
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the  terms  and  conditions  hereinafter  set 
forth. 

2.  (a)  The  quantities  and  types  of 
such  steel  products  so  to  be  made  avail- 
able by  each  of  the  steel  producers  shall 
be  (except  as  may  be  otherwise  specified 
In  any  such  steel  producer's  acceptance 
hereof)  such  as  the  Secretary  of  Com- 
merce (or  such  other  official  as  he  may 
designate)  determines,  after  consulta- 
tion with  the  Steel  Task  Committee  of 
the  Office  of  Industry  Cooperation  of  the 
Department  of  Commerce,  to  be  fair  and 
equitable,  in  order  to  accomplish,  as 
nearly  as  may  be.  the  supply  of  such  steel 
products,  on  an  average  monthly  basis, 
necessary  to  fulfill  the  purposes  of  this 
amended  plan  In  the  approximate  quan- 
tities specified  in  the  following  table: 


Types 


Rtrurtunil  sha|)cs 

J'b»t«>»      .       

Shtx-t  and  strip... 

ri{i«>  

Hut  rollod  bars... 

ToUl 


Net  tons  per  month 


Through 
Janii^iry 


\  700 

13,7(10 

l(«l 

.'«I0 

auo 


After 

January 

m9 


^.-iOO 

17,700 

l.-iO 

300 


ao.ooo 


25.000 


Each  steel  producer  participating 
herein  will,  however,  upon  request  of  the 
Secretary  of  Commerce  (or  such  other 
official  as  he  may  designate),  give  con- 
sideration to  making  such  steel  products 
available  for  the  purposes  of  this 
amended  plan  in  amounts  additional  to 
the  amounts  provided  for  in  its  accept- 
ance of  this  amended  plan. 

(b)  Such  steel  products  will  be  made 
available  under  such  contractual  ar- 
rangements as  may  be  made  by  the  re- 
spective steel  producers  or  their  sub- 
sidiaries and  affiliates  with  the  respective 
Builders,  and  no  request  or  authorization 
will  be  made  by  Government  relating  to 
the  allocation  of  orders  or  customers  or 
to  the  delivery  of  steel  products  or  to  the 
allocation  of  business  among  such  Build- 
ers nor  will  any  request  or  authorization 
be  made  to  such  steel  producers  for  any 
limitation  or  restriction  on  the  produc- 
tion or  marketing  of  any  such  steel  prod- 
ucts. Nothing  herein  contained  shall  be 
construed  as  authorizing  or  approving 
any  fixing  of  prices,  and  the  participa- 
tion herein  of  any  steel  producer  shall 
not  affect  the  prices  or  terms  and  con- 
ditions on  which  any  such  steel  products 
as  are  made  available  are  actually  sold 
and  delivered. 

(c)  Each  steel  producer  participating 
herein  will  make  available  or  cause  to  be 
made  available  only  those  steel  products 
which  are  within  the  type  and  size  lim- 
itations of  the  mill  or  mills  which  it  may 
select  for  the  production  of  such  prod- 
ucts, and  the  quantities  of  steel  products 
which  it  will  make  available  or  cause  to 
be  made  available  In  any  month  during 
•said  period  may  be  reduced,  or  at  its 
option  the  delivery  thereof  may  be  post- 
poned, in  direct  proportion  to  any  pro- 
duction losses  which  it  or  such  subsidiary 
or  affiliate  shall  sustain  during  any  such 
month  due  to  causes  beyond  its  control. 

(d)  Each  such  steel  producer  will.  If 
requested  by  the  Secretary  of  Commerce 
(or  such  other  official  as  he  may  desig- 
nate), subject  to  the  approval  of  the 
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Bureau  of  the  Budget  under  the  Federal 
Reports  Act  of  1942.  report  to  the  Sec- 
retary of  Commerce  (or  such  other  offi- 
cial as  he  may  designate)  the  total 
quantities  of  the  several  types  of  steel 
products  shipped  pursuant  to  purchase 
orders  certified  as  provided  in  section  3 
<b)  hereof,  in  any  monthly  period  or  pe- 
riods during  the  operation  of  this 
amended  plan. 

3.  (a)  Each  Builder  becoming  a  par- 
ticipant herein  will  forthwith  submit  to 
the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate) .  unless 
previously  submitted,  a  schedule  showing 
by  plants,  the  numbers,  and  types  of  do- 
mestic barges  and  towing  vessels  sched- 
uled for  production  by  it.  monthly,  and 
estimates  of  the  quantities  of  steel  prod- 
ucts required  therefor  and  for  the  con- 
version and  repair  of  this  type  of  equip- 
ment. The  quantities  and  types  of  steel 
products  to  be  made  available  monthly 
hereunder  to  the  several  participating 
Builders  shall  be  initially  determined  by 
the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate)  after 
consultation  with  the  Barge  and  Towing 
Vessel  Industry  Advisory  Committee  sub- 
ject to  such  revision,  if  any.  from  time 
to  time,  as  may  be  deemed  necessary  by 
the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate)  after 
consultation  with  such  Committee.  For 
the  purposes  of  such  determination,  con- 
sideration will  be  given  to  past  produc- 
tion, conversion  and  repair  records,  plant 
capacity,  orders  for  new  domestic  barges 
and  towing  vessels  on  hand  and  antici- 
pated, and  inventories  of  finished  prod- 
ucts on  hand. 

(b>  By  participation  herein,  the  sev- 
eral Builders  shall  be  obligated  to  use  all 
steel  products  made  available  hereimder 
solely  for  the  production  of  new  domestic 
barges  and  towing  vessels  or  for  the  re- 
pair or  conversion  of  such  type  of  equip- 
ment; not  to  resell  or  transfer  any 
thereof  (except  to  such  subsidiary,  affili- 
ate or  subcontractor  as  may  be  desig- 
nated by  any  such  Builder  for  the  fabri- 
cation of  such  end  products)  in  the  form 
received  by  such  builders;  and  not  to 
build  up  inventory  of  such  steel  products 
beyond  current  needs  for  the  purposes 
hereof.  Each  purchase  order  placed  with 
a  steel  producer  for  steel  products  to  be 
made  available  hereunder  shall  be  placed 
not  less  than' 60  days  before  the  first  of 
the  month  In  which  delivery  is  required 
and  shall  bear  the  following  certification 
of  the  Builder  placing  such  purchase 
order: 

The  undersigned  certifies  to  the  seller  and 
to  the  Department  of  Commerce  that  the  steel 
products  specified  In  this  order  will  be  used 
solely  for  and  In  the  (construction)  (conver- 
sion)  (repair)  of ,  and  that 

this  order  is  placed  under,  and  In  strict  com- 
pliance with.  Department  of  Commerce  Vol- 
untary Plan,  under  Public  Law  395,  80th 
Congress,  for  the  Allocation  of  Steel  Prod- 
ucts for  Construction.  Conversion  and  Repair 
of  Domestic  Freight-Carrying  Barges  and 
Towing  Vessels,  with  which  the  undersigned 
Is  familiar. 

In  addition,  certifications  on  orders 
placed  after  December  31, 1948  shall  con- 
tain the  following  additional  sentence: 

The  undersigned  further  certifies  that  tht 
quantities  ordered  herewith,  when  added  to 
all  otbsr  quantities  certified  by  the  under- 


669 

signed  under  the  Plan  for  the  same  delivery 
month,  do  not  exceed  the  undersigned's  allo- 
cations under  the  Plan  for  that  month. 

(c)  Each  Builder  participating  herein 
shall  furnish  such  reports  (.subject  to  the 
approval  of  the  Bureau  of  the  Budget 
under  the  Federal  Reports  Act  of  1942) 
on  Government  forms,  from  time  to  time, 
as  the  Secretary  of  Commerce  (or  such 
other  official  as  he  may  designate)  may 
deem  desirable  or  neces.sary.  showing  the 
total  quantities  and  types  of  steel  prod- 
ucts received  from  all  sources  and  the 
quantities  and  types  of  domestic  barges 
and  towing  vessels  produced,  repaired,  or 
converted  and  other  relevant  informa- 
tion. 

(d)  Participation  In  the  benefits  of 
this  amended  plan  shall  at  all  times  be 
contingent  upon  each  participating 
Builder's  continued  strict  compliance 
with  the  provisions  hereof.  In  the  event 
of  any  actual  or  prospective  noncom- 
pliance by  any  participating  Builder,  the 
Secretary  of  Commerce  may.  after  writ- 
ten notice  to  the  participating  Builder, 
take  such  action  as  he  deems  warranted 
with  respect  to  the  Builder's  participa- 
tion In  the  amended  plan,  including  par- 
tial or  total  suspension  or  termination  of 
participation  privileges  and  notification 
to  the  participating  steel  producers  not 
to  make  any  or  certain  further  ship- 
ments under  the  Plan  to  such  Builder. 

4.  Delegation  of  authority.  Until  fur- 
ther notice  by  the  Secretary  of  Com- 
merce, the  Director  of  the  Office  of  De- 
fense Transportation  will  carry  out  the 
functions  of  the  Secretary  of  Commerce 
under  this  plan  with  respect  to  the  dis- 
tribution of  the  over-all  quantities  of 
steel  among  the  individual  steel  produc- 
ers, the  allocation  of  the  over-all  quanti- 
ties among  Individual  participating 
Builders,  calling  for  and  receiving  sched- 
ules and  other  reports  from  participants, 
and  consultation  with  industry  advisory 
committee^s.  At  his  discretion,  the  Sec- 
retary of  Commerce  may  reassign  all  or 
any  of  tho.se  functions  to  any  other  agen- 
cies outside  the  Department  of  Com- 
merce or  may  provide  for  their  perform- 
ance within  the  Department  of 
Commerce.  The  Office  of  Defense  Trans- 
portation (and  any  other  agencies  to 
which  functions  hereunder  may  here- 
after be  assigned)  will  furnish  the  Secre- 
tary of  Commerce  with  such  reports  as 
he  may  require  from  time  to  time. 

5.  Effective  date.  After  approval  of 
this  amendment  of  the  Plan  by  the  At- 
torney General  and  by  the  Secretary  of 
Commerce,  and  after  any  steel  producer's 
or  builder's  written  acceptance  of  a  re- 
quest by  the  Secretary  of  Commerce  for 
compliance  herewith,  this  Plan,  as 
amended,  shall  become  effective  as  to 
such  steel  producer  or  builder.  Until 
the  Plan,  as  amended,  has  been  so  ac- 
cepted by  any  steel  producer  or  builder 
participating  In  the  original  plan,  the 
original  plan  shall  continue  effective  as 
to  such  steel  producer  or  builder.  Re- 
quests for  compliance  will  be  effective 
for  the  purpose  of  granting  certain  im- 
munity from  the  antitrust  laws  and  the 
Federal  Trade  Commission  Act,  as  pro- 
vided In  section  2  (c)  of  Public  Law  395, 
only  with  respect  to  such  producers  and 
such  builders  as  notify  the  Secretary  of 
Commerce,  in  writing,  that  they  will 
comply  with  such  requests. 
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8.  Duration.  This  amended  plan  shall 
cease  to  be  effective  at  the  close  of  busi- 
ness on  February  28.  1949.  unless  the 
time  limitation  of  March  1.  1949.  now 
specified  in  sectimi  2  (b)  of  Public  Law 
395.  80th  Congress,  is  extended  or  other- 
wise changed  by  legislative  action  in  a 
form  which  permits  continuation  of  this 
amended  plan,  in  which  event  this 
amended  plan  shall  thereupon  auto- 
matically continue  in  effect  through 
September  30.  1949  <or  through  the  date 
specified  In  such  legislative  action  if  a 
date  earlier  than  September  30.  1949  is 
so  specified).  However,  the  amended 
plan  may  be  terminated  on  such  earlier 
date  as  may  be  determined  by  the  Sec- 
retary of  Commerce,  upon  not  less  than 
60  days  notice  by  letter,  telegram,  or  pub- 
lication in  the  Federal  Register. 

7.  Withdrawal  from  plan.  Any  steel 
producer  or  steel  consumer  participating 
In  this  amended  plan  may  withdraw  by 
giving  not  less  than  60  days  written  no- 
tice to  the  Secretary  of  Commerce. 

8.  Clarifying  interpretation.  Any  in- 
terpretation Issued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  General),  in  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions 
in  this  amended  plan  shall  be  binding 
upon  all  participants  notified  of  such 
Interpretation. 

Approved:  December  29,  1948. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford. 
Acting  Attorney  General. 

A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  or  Steel 
Products  for  Construction.  Conver- 
sion AND  Repair  of  Domestic  Freight- 
Carrying  Barges  and  Towing  Vessels 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry and  builders  of  domestic  freight- 
carrying  barges  and  towing  vessels,  and 
after  expression  of  the  views  of  industry, 
labor  and  the  public  generally  at  an  open 
public  hearing  held  on  December  9.  1948, 
has  determined  that,  in  order  to  carry 
out  the  program  begun  under  the  Vol- 
untary Plan  (13  F.  R.  5669)  entered  Into 
by  steel  producers  to  furnish  certain  steel 
products  for  builders  and  repairers  of 
certain  domestic  freight-carrying  barges 
and  towing  vessels,  it  will  be  necessary, 
and  is  practicable  and  appropriate  to  the 
successful  carrying  out  of  the  policies  set 
forth  in  said  Public  Law  395.  that  steel 
producers  make  further  deliveries  of  steel 
products  to  such  maAifacturers  after 
the  expiration  of  the  plan  (as  amended) 
on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce. 
In  accordance  with  subsections  2(c)  and 
2  (f)  of  Public  Law  395.  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  Voluntary  Plan 
(as  amended)  continue  to  make  approx- 
imately 25.000  net  tons  of  steel  products 
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available  monthly,  during  the  period 
March  1.  1949  through  August  31.  1949. 
on  certified  orders  from  builders  and  re- 
pairers of  domestic  freight-carrying 
barges  and  towing  vessels ;  and  that  such 
products  be  made  available  in  accord- 
ance with  delivery  procedures  estab- 
lished under  the  said  plan  (as  amended) . 

2.  That  builders  and  repairers  of 
domestic  freight-carrying  barges  and 
towing  vessels  place  purchase  orders 
hereunder  only  for  the  quantities  and 
types  of  steel  products  established  for 
them  individually  by  the  Secretary  of 
Commerce  (or  such  other  official  as  he 
may  designate) ;  that  they  put  identify- 
ing certifications  on  such  purchase  or- 
ders; and  that  they  use  all  steel  products 
obtained  hereunder  solely  for  the  con- 
struction, conversion  and  repair  of 
domestic  freight-carrying  barges  and 
towing  vessels  (as  defined  in  the  above- 
mentioned  Voluntary  Plan,  as  amended  > . 

In  the  event  that  an  amendment  to 
the  above-mentioned  Voluntary  Plan  ex- 
tending the  effectiveness  beyond  Febru- 
ary 28,  1949  takes  effect  pursuant  to 
appropriate  legislation,  this  request  will 
be  superseded  by  said  extended  plan. 

Approved:  December  29.  1948. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  December  28.  1948. 

Peyton  Ford. 
Acting  Attorney  General. 

Decembek  31.  1948. 
Gentlemen:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395,  80th  Congress,  and  which 
are  captioned  respectively  as  follows: 

1.  Amendment  to  Voluntary  Plan  tJnder 
Public  Law  395.  80th  Congress,  for  Allocation 
of  Steel  Products  for  Construction.  Conver- 
sion, and  Repair  of  Domestic  Freight-Carry- 
ing Barges  and  Towing  Vessels  (to  be  effective 
If  section  2  of  Public  Law  395  Is  extended  by 
appropriate  legislation). 

2.  A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products 
for  Construction.  Conversion,  and  Repair  of 
Domestic  Freight-Carrying  Barges  and  Tow- 
lug  Vessels  (to  be  effective  If  section  2  of 
Public  Law  395  Is  not  extended  t)y  cpproprlate 
legislation). 

The  purpose  of  these  documents  is  to  pro- 
vide for  continuing  the  above  voluntary  pro- 
gram beyond  February  28.  1949  and  to  make 
certain  operational  and  other  changes  In  the 
existing  voluntary  plan. 

I  hereby  request  compliance  by  you  with 
the  amendment  to  the  Voluntary  Plan,  and 
with  the  plan  as  thereby  amended,  and  en- 
close a  suggested  form  for  your  use  In  evi- 
dencing acceptance  of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  intention  to  comply. 

Two  copies  of  each  acceptance  form  are 
enclosed.  One  copy  of  the  acceptance  is  to  be 
returned  to  me  and  one  is  to  be  retained  for 
your  flies. 

Sincerely  yours. 

Chaslxs  Sawttk. 
Secretary  of  Commerce. 

Note:  The  above  amended  plan  and^  re- 
quest for  compliance  with  Department  of 
Commerce  Voluntary  Plan  for  allocation  of 
Steel  Products  for  Construction,  Conversion 
and  Repair  of  Domestic  Freight-Carrying 
Barges  and  Towing  Vessels  was  sent  to  steel 


companies  listed  on  an  attachment  filed  with 
the  original  document. 

[P.   R.   Doc.   49-1135:    Filed.    Feb.    14.    1949; 
8:52  a.  m.| 


FEDERAL  POWER   COMMISSION 

[Docket  No.  G-8741 

United  Gas  Pipe  Line  Co. 
notice  of  application 

February  9,  1949. 
Notice  is  hereby  given  that  on  Decem- 
ber 27. 1948,  an  application  was  filed  with 
the  Federal  Power  Commission  by 
United  Gas  Pipe  Line  Company  (Appli- 
cant), a  Dalaware  corporation,  with  its 
principal  office  at  Shreveport.  Louisiana, 
for  an  amendment  to  the  certificate  of 
public  convenience  and  necessity  previ- 
ously issued  in  this  docket  on  September 
2.  1947,  pursuant  to  section  7  of  the  Nat- 
ural Gas  Act.  as  amended,  and  request- 
ing authority  to  construct  and  operate 
the  following  described  natural-gas  facil- 
ities, subject  to  the  Jurisdiction  of  the 
Commission: 

Approximately  93  miles  of  20-lnch  pipe 
line  extending  from  Baxt^rvUle  Field  to  con- 
nect with  Applicant's  present  facilities  near 
the  City  of  Mobile.  Alabama. 

Applicant  proposes  to  construct  and 
operate  the  proposed  pipe  line  in  lieu  of 
and  in  substitution  for  the  93  miles  of 
18-inch  pipe  line  authorized  September 
2,  1947.  in  Docket  No.  G-874.  The  appli- 
cant states  that  In  spite  of  diligent  effort 
on  its  part  it  has  been  unable  to  procure 
in  1949  the  18-lnch  pipe  which  has  been 
authorized  for  construction  but  20-inch 
pipe  will  be  available  for  construction  of 
this  project  in  1949. 

Applicant  estimates  that  with  the  op- 
erating conditions  as  originally  proposed 
the  larger  sized  pipe  will  deliver  one-third 
greater  volumes  of  gas.  The  total  co.^^^t 
of  the  new  pipe  line  will  be  approximately 
$4,038,000. 

Applicant  states  that  by  virtue  of  it"; 
contracts  in  the  Jack.<^on  District,  it  is 
required  to  furnish  fuel  oil  to  supplement 
Applicant's  deficiency  in  gas  supply  to 
meet  the  natural-gas  requirements  of 
some  customers  in  the  Mobile  and  Pen- 
sacola  areas.  Applicant  also  states  that 
the  facilities  described  in  this  applica- 
tion can  be  completed  within  ninety  days 
after  commencement  of  construction, 
thereby  making  available  an  increased 
supply  of  natural  gas  to  help  meet  the 
deficiency  now  existing  in  Applicant's 
Jackson  District,  and  eliminating  the 
necessity  of  purchasing  expensive  fuel 
oil  to  meet  the  requirements  of  Appli- 
cant's customers. 

Any  Interested  State  commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coop- 
erative provisions  of  S  1.37  of  the  Com- 
mission's rules  of  practice  and  procedure 
and,  if  so.  to  advise  the  Federal  J*owcr 
Commission  as  to  the  nature  of  its  inter- 
est In  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  a  request. 
The  application  of  United  Gas  Pipe 
Line  Company  is  on  file  with  the  Com- 
mission and  open  to  public  inspection. 


Tuesday,  February  15,  1949 

c 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25,  D.  C, 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. 


[seal! 


Leon  M.  Puquay. 

Secretary. 


[F.   R     I>cy:.   49-1092;    Fi^.    Feb.    14,    1949; 
8:47  a.  m  ] 


(Docket  No.  O-lOOll 
Tennessee  Gas  Transmission  Co. 

NOTICE  OF  findings  AND  ORDER  ISSUING  CER- 
tificate of  public  convenience  and 
necessity 

February  10,  1949. 

Notice  is  hereby  given  that,  on  Febru- 
ary 8,  1949,  the  Federal  Power  Commis- 
sion issued  its  findings  and  order  enlered 
February  8.  1949,  issuing  certificate  of 
public  convenience  and  necessity  In  the 
above-designated  matter. 


[ SEAL  1 


Leon  M.  Puquay. 
Secretary. 


IF.    R.    Doc.   49-1093:    Piled.    Feb.    14.    1949; 
8:55  a.  m.] 


(Docket  No.  E-61501 

Presque  Isle  Coxtnty  Electric 
Cooperative  Assn. 

NOTICE  OF  finding  OF  COMMISSION 

February  10.  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 9.  1949.  the  Federal  Power  Commis- 
sion Issued  its  finding  entered  February 
9.  1949.  that  the  proposed  construction 
and  operation  of  the  Kleber  Dam  project 
will  not  affect  the  interests  of  interstate 
or  foreign  commerce  In  the  above-desig- 
nated matter. 


[SEAL] 


Leon  M.  Puquay. 
Secretary. 


I  P.    R.    Doc.    49-1137:    Piled.    Feb.    14,    1949; 
8:55  a.  m.\ 


(Project  No.  420] 
City  of  Ketchikan,  Alaska 

notice  of  order  authorizing  AMENDMENT 
of  license  AND  CONSENTING  TO  WITH- 
drawal of  application  for  amendment 
of  license   (major) 

February  10.  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 9,  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  February  8, 
1949,  authorizing  amendment  of  license, 
and  consenting  to  withdrawal  of  appli- 
cation for  amendment  of  license  (major) 
in  the  above-designated  matter. 


FEDERAL  REGISTER 

[Project  No.  9941 
Telluride  Power  Co. 

NOTICE  of  order  AUTHORIZING  AMENDMENT 

of  license  (transmission  line) 

February  10,  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 9,  1949.  the  Federal  Power  Commis- 
sion issued  its  order  entered  February  8, 
1949.  authorizing  amendment  of  license 
(transmission  line)  in  the  above-desig- 
nated matter. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[SEAL] 


Leon  M.  Puquay, 
Secretary. 


IF.   R.   Doc.    49-1139:    Filed,    Feb.    14.    1949; 
8:13  a.  m.) 


Empire  District  Electric  Co. 

notice  of  order  authorizing  disposition 
of  amounts  classified  in  account  107, 
electric  plant  adjustments 

February  10. 1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 8.  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  February  8. 
1949.  authorizing  disposition  of  amounts 
classified  In  Account  107,  Electric  Plant 
Adjustments,  in  the  above-designated 
matter. 


[seal] 


Leon  M.  Puquay. 
Secretary. 


[P.    R.    Doc.    49-1138;    Filed.   Feb.    14,    1949; 
6:55  a.  m.] 

No  30 3 


|F.    R.   Doc.    49-1140;    Filed.   Feb.    14.    1949; 
8:55   a.  m] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  70-2054] 

Columbia  Gas  System,  Inc. 
notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  8th  day  of  February  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  The  Columbia 
Gas  System.  Inc.  ("Columbia"),  a  regis- 
tered holding  company  and  a  subsidiary 
of  The  United  Corporation,  also  a  regis- 
tered holding  company.  Declarant  has 
designated  section  7  of  the  act  as  appli- 
cable to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Febru- 
ary 23.  1949.  at  5:30  p.  m..  e.  s.  t.,  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest  and  the  Issues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  request 
that  he  be  notified  If  the  Commission 
should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed:  Sec- 
retary. Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.  At  any  time  after  Feb- 
ruary 23,  1949  said  declaration,  as  filed 
or  as  amended,  may  be  permitted  to  be- 
come effective  as  provided  In  Rule  U-23 
of  the  rules  and  regulations  promulgated 
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under  the  act  or  the  Commission  may 
exempt  such  transactions  as  provided  la 
Rules  U-20  (a)  and  U-100  thereof- 
All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  summarized  as  follows: 

Columbia  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $20,000,000 
principal  amount  of  I>ebentures  due  1974. 
The  new  Debentures  will  be  issued  under 
an  Indenture  dated  as  of  April  1,  1948, 
as  supplemented  by  a  First  Supplemental 
Indenture,  to  be  dated  as  of  March  1. 
1949. 

The  declaration  states  that  the  new 
Debentures  form  a  part  of  an  over-all 
financing  program  designed  to  provide 
the  funds  which  are  needed  to  finance 
the  1949  construction  program  of  the 
Columbia  system  and  the  net  additional 
gas  to  be  purchased  in  conjunction  with 
Its  underground  storage  program. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.   R.   Doc.   49-1127:    Filed.   Feb.    14.    1919; 
8:51  a.  m.) 


[Pile  No.  70-20481 
Delaware  Power  and  Light  Co. 

NOTICE  regarding  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  8th  day  of  February  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Delaware  Power  , 
and  Light  Company,  a  registered  holding 
company  and  a  public  utility  company. 
Declarant  has  designated  sections  6  (a) 
and  7  of  the  act  and  Rule  U-50  promul- 
gated thereunder  as  applicable  to  the 
proposed  transaction. 

Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  Febru- 
ary 18,  1949,  at  5:30  p.  m.,  e.  s.  t,  request 
the  Commission  in  writing  that  a  hearing 
be  h^d  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest,  and  the  issues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary,  Se- 
curities and  Exchange  Commission.  425 
Second  Street  NW..  Washington  25.  D.  C. 
At  any  time  after  February  18,  1949.  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided by  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act, 
or  the  Commission  may  exempt  such 
transaction  as  provided  by  Rules  U-20 
(a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
oflBces  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  proposed, 
which  is  summarized  as  follows; 
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Delaware  proposes  to  offer  to  Its  stock- 
holders of  record,  as  of  the  close  of  busi- 
ness on  February  28,  1949.  the  right  to 
purchase  232,520  additional  shares  of  its 
common  stock,  and.  subject  to  such  right 
of  the  stockholders,  the  additional  stock 
will  also  be  offered  to  employees  of  the 
company    and    its    subsidiaries    In    an 
amount  not  exceeding   150  shares  per 
employee.    Prior  to  the  offering  to  stock- 
holders and  employees,  Delaware  will, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  publicly  invite 
bids  for  the  underwriting  of  such  offer 
and  the  purchase  by  the  underwriters 
of  such  shares  of  common  stock  as  are 
not    purchased    by    Delaware's    stock- 
holders or  employees.    In  its  public  in- 
vitation for  bids  Delaware  will  require 
that  the  bidders  specify  the  price  per 
share  which  they  will  pay  for  the  addi- 
tional common  stock,  which  price  will 
also  be  the  price  at  which  the  common 
stock  will  be  offered  to  Delaware's  com- 
mon stockholders  and  employees.     The 
bidders  will  also  specify  the  compensa- 
tion which  they  will  charge  for  their 
services  in   underwriting   the   proposed 
offering  and  purchasing  the  shares  of 
common  stock  which  are  not  disposed  of 
pursuant  to  the  offering  to  stockholders 
and  employees. 

The  stockholders'  right  to  purchase  the 
additional  common  stock  will  be  evi- 
denced by  transferable  warrants  and  will 
be  on  the  basis  of  one  share  of  such 
additional  common  stock  for  each  five 
shares  of  Delaware's  common  stock 
owned  at  the  record  date.  The  em- 
ployees' right  to  purchase  the  additional 
common  stock  will  not  be  transferable. 
The  proceeds  of  the  sale  of  the  stock 
will  be  utilized  by  Delaware  in  connec- 
tion with  its  construction  program. 

By  the  Commission. 

tsiAL]  Orval  L.  DtjBois, 

Secretary. 

[P.    R.   Doc.   49-1128:    Filed.   Feb.    14,    1949; 
8:51  a.  m.j 


(File  No.  70-20471 

Delaware  Power  and  Light  Co. 
notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commis.sion  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  8th  day  of  February  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Delaware  Power 
and  Light  Company,  a  registered  holding 
company  and  a  public  utility  company. 
Declarant  has  designated  sections  6  (a) 
and  7  of  the  act  and  Rule  U-62  promul- 
gated thereunder  as  applicable  to  the 
proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Febru- 
ary 21.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
Interest,  and  the  i.ssues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
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sires  to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary,  Se- 
curities and  Exchange  Commission,  425 
Second  Street  NW..  Washington  25,  D.  C. 
At  any  time  after  February  21,  1949.  said 
declara^on,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided by  Rule  U-23  of  the  rules  and  reg- 
ulations promulgated  under  the  act.  or 
the  Commission  may  exempt  such  trans- 
action as  provided  by  Rules  U-20  (a)  and 
U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  Is  on  file  In  the 
oflBces  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Delaware  proposes  to  amend  its  Certifi- 
cate of  Incorporation  by  vote  of  its  pre- 
ferred and  common  stockholders,  voting 
separately  as  a  class,  so  as  to  increase  the 
number  of  authorized  shares  of  preferred 
stock  from  100,000  shares  to  200,000 
shares.  Delaware  also  proposes  to  re- 
quest the  holders  of  its  preferred  stock  to 
consent  to  the  issuance  by  the  company 
at  any  time,  and  from  time  to  time  prior 
to  January  1.  1954.  of  securities  repre- 
senting unsecured  indebtednsfis  matur- 
ing not  later  than  January  1,  1969,  in  the 
aggregate  principal  amount  of  $10,000.- 
000.  such  amount  to  be  in  excess  of.  and 
not  included  in  any  computation  of.  the 
amount  of  unsecured  debt  securities 
which  the  company  now,  and  from  time 
to  time,  may  issue  without  the  consent  of 
a  majority  of  the  holders  of  preferred 
stock,  as  required  by  its  Certificate  of 
Incorporation. 

Delaware  contemplates  that  the  con- 
struction program  for  it  and  its  subsid- 
iaries will  require  expenditures  of  ap- 
proximately $53,000,000  during  the  years 
1949  to  1951,  inclusive.  Some  part  of 
these  funds  will  be  supplied  by  treasury 
cash,  depreciation  and  amortization 
funds,  and  retained  earnings,  and  the 
balance  by  the  sale  of  securities.  Dela- 
ware has  presently  pending  a  proposal 
with  this  Commission  to  issue  and  sell 
232^520  additional  shares  of  common 
stock.  It  believes  that  as  the  construc- 
tion program  proceeds  it  will  be  neces- 
sary to  Issue,  inter  alia,  additional  pre- 
ferred stock  and  securities  representing 
unsecured  indebtedness. 

Should  the  proposed  charter  amend- 
ment and  consent  of  the  preferred  stock- 
holders be  approved  by  this  Commission, 
Delaware  proposes  to  submit  these  pro- 
posals to  Its  stockholders  for  their  ap- 
proval. 

By  the  Commission. 

[seal]  Orval  L.  I>uBois, 

Secretary. 

[F.   R.   Doc.   49-1129;    Filed,   Feb.    14.    1949; 
8:51  a.  ml 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

Authoritt:  40  Stat.  411,  66  SUt.  839,  Pub. 
Laws  322.  671,  79th  Cbng.,  60  SUt.  60.  925;  60 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6.  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9667. 
June  8.  1946.  8  CFR.  1945  Supp.,  B.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 


t Vesting  Order  12692] 
Franz  Khohn  it  al. 

In  re:  Trust  under  agreement  between 
Pranz  Krohn  and  Betty  Krohn.  Grantors, 
and  George  A.  Carpenter.  Trustee,  dated 
October  28,  1904.    D-28-10632-G-1. 

Under  the  authority  ot  the  Trading 
With  the  Etoemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigatitm,  it  Is  hereby  found: 

1.  That  Mrs.  Elsa  von  Wilczeck.  Mi.-^s 
Helene  Krohn.  Mrs.  Hildegard  Heymons. 
Mrs.  Marie  Moltzger.  Mrs.  Pranziska 
Matthis.  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany* : 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin.  legatees 
and  distributees,  names  unknown,  of  Miss 
Helene  Krohn;  the  domiciliary  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees,  names  unknown,  of 
Mrs.  Hildegard  Heymons;  the  domiciliary 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees,  names  un- 
known, of  Mrs.  Marie  Moltzger;  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Mrs.  Pranziska  Matthis,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title,  interest,  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  be- 
tween Pranz  Krohn  and  Betty  Krohn, 
Grantors,  and  George  A.  Carpenter, 
Trustee,  dated  October  28, 1904,  presently 
being  administered  by  John  P.  Jones.  140 
North  Dearborn  Street.  Chicago  2.  Illi- 
nois, as  Successor  Trustee,  is  property 
within  the  United  States  owned  or  con- 
trolled by.  payable  or  deliverable  to.  held 
on  behalf  of  or  on  account  of.  or  owing 
to.  or  which  Is  evidence  of  ownership  or 
control  by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Miss  Helene 
Krohn;  the  domiciliary  personal  repre- 
sentatives, heirs,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Mrs. 
HildegardTIeymons;  the  domiciliary  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  Mrs.  Marie  Moltzger;  the  dom- 
iciliary personal  representatives,  heirs, 
next  of  kin.  legatees  and  distributees, 
names  unknown,  of  Mrs.  Pranziska 
Matthis,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 


Tuesday,  February  15,  1949 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pres(»ibed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  19.  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-1145;    Filed.   Feb.    14.    1949; 
8:57  a.  m.l 


(Vesting  Ot-der   12704] 
William  E.  Harms 


In  re:  E.state  of  William  E.  Harms,  de- 
ceased. Pile  No.  I>-66-1854;  E.  T.  sec. 
10891. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  William  Harms,  also  known  as 
Wilhelm  Harms,  and  Elfreda  Harms, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country.  (Ger- 
many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  William  E.  Harms,  de- 
ceased. Is  property  payable  or  deliverable 
to.  or  claimed  by  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Gustav  E.  Meincke. 
as  substituted  trustee,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court.  New  York  County,  New  York; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United*' 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 


FEDERAL  REGISTER 

For  the  Attorney  General 

IsEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.   49-1146;    Filed,    Feb.    14,    1949; 
8:57  a.  m.l 


[Vesting  Order   12713] 
Walter  J.  Lementy 

In  re:  Trust  created  pursuant  to  an 
assignment  dated  June  2,  1945  by  Walter 
J.  Lementy.     Pile  No.  I>-28-12407-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found r 

1.  That  Edith  Lementy,  whose  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country   (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  trust 
created  pursuant  to  an  assignment  dated 
June  2.  1945.  by  Walter  J.  Lementy. 
presently  being  administered  by  Edward 
A.  Hegi.  trustee.  229  West  43rd  Street, 
New  York  18.  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1147;    Filed.   Feb.   14,    1949; 
8:57  a.  m.] 
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Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Richard  Riess  and  Gertrude 
Riess  Hagen,  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
William  H.  Rie.ss.  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  H.  C.  Bolsinger,  Jr.. 
as  administrator,  acting  under  the  Judi- 
cial supervision  of  the  Probate  Court  of 
the  State  of  Ohio,  In  and  for  the  County 
of  Hamilton; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  b>  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-1148;    Filed,    Feb.    14.    1949; 
8:57  a.  m.] 


(Vesting  Order  127251 

William  H.  Riess 

In  re:  Estate  of  William  H.  Riess.  de- 
ceased.   PUe  D-28-9919;  E.  T.  sec.  14066. 


[Vesting  Order   12757] 
Peter  C.  Christiansen 

In  re:  Estate  of  Peter  C.  Christiansen, 
deceased.  File  No.  D-28-12238;  E.  T. 
sec.  16463. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Christina  Mohr,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right^^title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  Estate  of 
Peter  C.  Christiansen,  deceased,  Is  prop- 
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erty  payable  or  deliverable  to.  or  claimed 
by.  the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Jens  C.  Christian- 
sen, as  Administrator,  acting  under  the 
judicial  supervision  of  the  District  Court 
of  the  Sixteenth  Judicial  District  ki  and 
for  Prairie  County.  Montana; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  iir^ction  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|P.    R.   Doc.   49-1149:    Piled.   Feb.    14,    1949; 
8:58  a.  m.) 


NOTICES 

requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C  on 
February  1.  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.   R.   Doc.   49-1160;    Piled.   Peb.   14,    1949; 
8:58  a.  m.l 


administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  ♦'national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949.    • 

For  the  Attorney  General. 

[seal]  David  L.  Bazeloh, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.   49-1151;    Filed.    Feb.    14,    1949 
8:58  a.  m  | 


I  Vesting  Order  12763] 
Lewis  Hench 

In  re:  Rights  of  Lewis  Hench  under 
Insurance  contract.  Pile  No.  P-28-22995- 
H-2 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Lewis  Hench,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  ((3ermany) : 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  5106877,  is- 
sued by  The  Prudential  Insurance  Com- 
pany of  America.  Newark.  New  Jersey, 
to  Lewis  Hench.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interert  of  the  United  States 


(Vesting  Order  12769) 
Taidichi  Matsuda 


In  re:  Rights  of  Tamilchi  Matsuda  un- 
der insurance  contract.  File  No.  F-39- 
5865-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Tamilchi  Matsuda,  whose  la.st 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.342.274,  issued 
by  the  Sun  Life  A.ssurance  Company  of 
Canada,  Montreal.  Quebec.  Canada,  to 
Tamilchi  Matsuda,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  In  the  United  States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used. 


I  Vesting  Order  12776) 
Emiel  Schwalbach 

In  re:  Rights  of  Emiel  Schwalbach  un- 
der Insurance  contfact.  File  No.  D-28- 
10925-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive  Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Emiel  Schwalbach.  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  Group  Life  Insurance 
Certificate  evidenced  by  policy  No.  011&- 
414,  issued  by  The  Equitable  Life  Assur- 
ance Society  of  the  United  States.  New 
York.  New  York,  to  Mary  Haer.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

Is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and- "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F    R.   Doc.   49-1152:    Piled.    Feb.    14,   1949; 
8:58  a.  m.\ 


Tuesday,  February  15,  1949 

[Vesting  Order  12783) 
Mrs.  Pauline  LEVERma 

In  re:  Debt  owing  to  Mrs.  Pauline 
Levering.    D-28-6858-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Mrs.  Pauline  Levering,  whose 
last  known  address  is  Burgstallstrasse- 
100.  Stuttgart.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  American  Express  Company.  65 
Broadway.  New  York  6.  New  York,  in 
the  amount  of  $240.00,  as  of  January  3, 
1949,  and  any  and  all  accruals  thereto, 
represented  by  eighteen  (18)  travelers 
check-s  numbered  L  3980574  to  L  3980585. 
Inclusive  and  J  2174593  to  J  2174598  in- 
clusive, issued  by  said  American  Express 
Company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  aforemen- 
tioned debt  or  other  obligation,  together 
with  any  and  all  rights  in.  to  and  under 
the  aforesgaid  travelers  checks, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
or  ownership  or  control  by  Mrs.  Pauline 
Levering,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the*t>erson 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  m- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meapings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.  Doc.   49-1155:    Piled,   Feb.   14,    1949; 
8  59  a.  m.] 


FEDERAL  REGISTER 

Mararete  Hauels  Bleck.  F-28-29063- 
E-1.  , 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Margaret  Blech  also  known  as 
Margaret  Haueis  and  as  Mrs.  John 
Hauels  and  as  Mararete  Hauels  Bleck, 
whose  last  known  address  is  Blintendorf 
uber  Gefell  im  Vogtland  Thuringer.  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany)  -c 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Margaret  Blech  also  known 
as  Margaret  Haueis  and  as  Mrs.  John 
Haueis  and  as  Mararete  Haueis  Bleck, 
by  the  First  Wisconsin  National  Bank. 
743  North  Water  Street,  Milwaukee  1, 
Wisconsin,  arising  out  of  a  savings  ac- 
count, account  numbered  (North  Side) 
5547.  entitled  Margaret  Blech.  main- 
tained at  the  aforesaid  bank  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General.^ 

[seal]  David  L.  Bazelon, 

Assistajit  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-1153;    Filed,    Feb.    14.'  1949; 
8:58  a.  m.j 


[Vesting  Order   12779) 
DowA  Distributors 
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tlve  Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Dowa  Distributors  also  known 
as  Dowa  Jidosha  Kogyo  K.  K.  and  E>owa 
Jidosha  Kogyre  K.  K..  the  last  known  ad- 
dress of  which  is  Japan.  Is  a  corporation, 
partnership,  association  or  other  business 
organization,  organized  under  the  laws 
of  Japan,  and  which  has  or,  since  the 
effective  date  of  Executive  Order  8389. 
as  amended,  has  had  its  principal  place 
of  business  in  Japan,  and  is  a  national 
of  a  designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Dowa  Distributors  also 
known  as  Dowa  Jidosha  Kogyo  K.  K. 
and  Dowa  Jidosha  Kogyre  K.  K,  by  Gen- 
eral Motors  Overseas  Operations.  Divi- 
sion of  General  Motors  Corporation.  1775 
Broadway.  New  York  19.  New  York,  in 
the  amount  of  $2,425.75.  as  of  December 
31.  1945,  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  sflfch  person  be  treated  as  a 
national  of  a  designated  enemy  cotmtry 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.  R.   Doc.   49-1154;    Filed,   Feb.    14,    1949; 
8:59  a.  m.j 


[Vesting  Order  12785) 
G.  MOEHRING 


[Vesting  Order  12778) 

Margaret  Blech 

In  re:  Bank  account  owned  by  Mar- 
garet Blech  also  'known  as  Margaret 
Haueis  and  as  Mrs.  John  Haueis  and  as 


In  re :  Debt  owing  to  Dowa  Distributors 
also  known  as  Dowa  Jidosha  Kogyo  K.  K. 
and  Dowa  Jidosha  Kogyre  K.  K.  F-39- 
2395-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 


In  re :  Debt  owing  to  G.  Moehring.  F- 
39-5148-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  G.  Moehring.  whose  last 
known  address  is  Kobe.  Japan,  is  a  resl- 


^ 
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dent  of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  G.  Moehring,  by  The  Nat- 
ional City  Bank  of  New  York.  55  Wall 
Street.  New  York.  New  York,  in  the 
amount  of  $160.00  as  of  December  31. 
1945,  arising  out  of  a  hold-at-disposal 
order,  and  presently  on  deposit  in  a 
"Sundries  Assessable  P.  D.  I.  C.  Inactive 
Miscellaneous  Account"  in  the  aforesaid 
bank,  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  detcirmlnations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.    Doc.    49-1156;    Plied.   Feb.    14.    1949; 
8:59   a.   m] 


[Vesting  Order  12786] 
Helene  Mueller 

In  re:  Bank  account  owned  by  Helene 
Mueller.    F-28-29467-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Helene  Mueller,  whose  last 
known  address  is  Augustastr,  38  I  Fuster- 
burn.  Ospr..  Insterburg,  Germany.  Is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Helene  Mueller,  by  Progres- 
sive-Home Federal  Savings  and  Loan 
Association.  825  Warrington  Avenue. 
Pittsburgh  10.  Pennsylvania,  arising  out 
of  an  optional  savings  account,  account 
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number  140.  entitled  Helene  Mueller. 
maintained  at  the  aforesaid  savings  and 
loan  association,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.  R.    Doc.    49-1157;  Filed.    Feb.    14,    1949; 
8:59  a.  m.] 


[Vesting  Order  12790) 
Shikamatsu  NnNO 


and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

jF.    R.   Doc.   49-1086;    Piled.   Feb.    11.    1949; 
8:53  a.  m.| 


In  re:  Cash  owned  by  Shikamatsu 
Niino.  also  known  as  Shikamatsu  Nino. 
F-39-6291. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Shikamatsu  Niino.  also  known 
as  Shikamatsu  Nino,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $840.00.  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in 
Trust  Fund  Account,  Symbol  158915.  "De- 
posits. Funds  of  Civilian  Internees  and 
Prisoners  of  War."  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Shikamatsu 
Niino.  also  known  £is  Shikamatsu  Nino. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 


[Vesting  Order   12791] 
Mrs.  Herbert  W.  Ramm  I 

In  re:  Bank  accounts  owned  by  Mrs. 
Herbert  W.  Ramm.    F-28-8298-C-1. 

Under  the  authority  of  the  Trading 
^ith  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Herbert  W.  Ramm,  whose 
last  known  address  Is  Berlin,  Germany, 
Is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as 
follows : 

a.  That  certain  debt  or  other  obliga- 
tion owing  by  Home  Federal  Savings  and 
Loan  Association.  323  East  Third  Street, 
Tulsa  3.  Oklahoma,  arising  out  of  an  In- 
vestment Share  Account,  account  num- 
ber P-654,  maintained  at  the  said  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  samer  and 

b.  That  certain  debt  or  other  oblipa- 
tlon  owing  by  Home  Federal  Savings  and 
Loan  Association,  323  East  Third  Street, 
Tulsa  3,  Oklahoma,  arising  out  of  a  Sav- 
ings Share  Account,  account  number 
T-1116.  maintained  at  the  said  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof.  Is  not 
within  a  designated  enemy  country,  the 
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national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amenfled. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.   49-1158;    PUed.   Feb.    14.    1949; 
8:50   a.  m.] 


[Vesting  Order  127921 
Erich  Rauben 


In  re:  Bank  accounts  owned  by  Erich 
Rauben  also  known  as  Erich  Ludwig 
Raubenheimer.    I>-28-8371-E-l;  E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursiiant  to  lew, 
after  Investigation.  It  is  hereby  found: 

1.  That  Erich  Rauben  also  known  as 
Erich  Ludwig  Raubenheimer.  whose  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Erich  Rauben  also  known 
as  Erich  Ludwig  Raubenheimer,  by  The 
National  City  Bank  of  New  York.  55  Wall 
Street.  New  York.  New  York,  arising  out 
of  a  Compound  Interest  Account,  account 
number  R  22020,  entitled  Erich  Rauben, 
maintained  at  the  branch  oflBce  of  the 
aforesaid  bank  located  at  10  Irving  Place, 
New  York  3.  New  York,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same;  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Erich  Rauben  also  known 
as  Erich  Ludwig  Raubenheimer,  by  Cen- 
tral Savings  Bank  in  the  City  of  New 
York.  Broadway  and  73d  Street.  New 
York,  New  York,  arising  out  of  a  Savings 
Account,  account  number  1.066,422.  en- 
titled Erich  Rauben.  maintained  at  the 
branch  office  of  the  aforesaid  bank 
located  at  4th  Avenue  and  14th  Street. 
New  York.  New  York,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 
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national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.    49-1159;    Piled.   Feb.    14,    1949; 
9:00  a.  m.] 


[Vesting  Order   12793] 
Richard  Schilling  and  Emma  Schillinc 

In  re:  Bank  account  owned  by  Richard 
Schilling  and  Emma  Schilling.  F-28- 
26129-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Richard  Schilling  and  Emma 
Schilling,  each  of  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obliga- 
tion of  Chemical  Bank  and  Trust  Com- 
pany. 165  Broadway.  New  York.  New 
York,  arising  out  of  a  checking  account 
entitled  Mr.  Richard  Schilling  and'or 
Mrs.  Emma  Schilling,  maintained  at  the 
aforesaid  bank,  and  any  and  ail  rights 
to  demand,  enforce  and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by  Richard 
Schilling  and  Emma  Schilling,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany), 
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All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1160;    Filed.   Feb.    14,    1949; 
9:00  a.  m.] 


(Vesting  Order  12795] 
Toshiro  Shimanouchi 

In  re:  Debts  owing  to  Toshiro  Shima- 
nouchi, also  known  as  Toshlo  Shima- 
nouchi.   F-39-3998-A-l;C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Toshiro  Shimanouchi,  also 
known  as  Toshlo  Shimanouchi,  whose 
last  known  address  Is  Japan  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Toshiro  Shimanouchi,  also 
known  as  Toshlo  Shimanouchi,  by  Hunt, 
Hill  &  Betts,  120  Broadway.  New  York  5, 
New  York,  in  the  amount  of  $57.45.  as  of 
December  31, 1945,  representing  proceeds 
of  refund  of  airline  ticket,  together  with 
any  and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Toshiro  Shimanouchi,  also 
known  as  Toshlo  Shimanouchi,  by  New 
York  Telephone  Company.  140  West 
Street.  New  York  7,  New  York,  in  the 
amount  of  $14.94,  as  of  December  31, 1945, 
arising  out  of  a  refund  of  customer  de- 
posit on  telephone  service,  together  with 
any  and  all  accruals  thereto,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
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a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP.    R.   Doc.   49-1161;    Filed,    Feb.    14,    1949; 
9:00  a.  m.l 


NOTICES 

behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazilon, 

Assistant  Attorney  General. 
Director.  Offlce  of  Alien  Property. 

|F.    R.    Doc.    49-1167;    Filed,    Feb.    14,    1949; 
9:01  a.  m.] 


[Vesting  Order  12217,  Amdt.] 
GxoRG  Frenz 

In  re:  Bonds  owned  by  Georg  Frenz. 

Vesting  Order  12217.  dated  October  18. 
1948  is  hereby  amended  as  follows  and 
not  otherwise: 

1.  By  deleting  from  subparagraph  (2) 

(a)  of  the  aforesaid  Vesting  Order  12217, 
the  number  "30"  describing  the  face 
value  of  the  bonds  and  substituting 
therefor  the  number  "1.000". 

2.  By  deleting  from  subparagraph  (2) 

(b)  of  the  aforesaid  Vesting  Order  12217, 
the  number  "3"  describing  the  face  value 
of  the  bonds  and  substituting  therefor 
the  number  "100". 

,  •  All  other  provisions  of  said  Vesting 
Order  12217  and  all  action  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed   at  Washington,  D.  C,   on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1166;    Filed.   Feb.    14.    1949; 
9:00  a.  m] 


I  Return  Order  257) 
BELLA  SCHMAL     * 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  to 
Return  Published,  and  Property 

Bella  Schmal,  Zurich,  Switzerland,  Claim 
No.  6530;  December  30,  1948  (13  F.  R.  8828); 
all  right,  title.  Interest  and  claim  of  Bella 
Schmal  In  and  to  the  trust  estate  being  ad- 
ministered by  the  Chicago  Title  it  Trust  Co.. 
Chicago.  111.,  Identified  on  the  books  of  satd 
company  as  Trust  No.  27871,  arising  by  reason 
of  a  trust  agreement  executed  June  29,  1931. 
by  and  between  Lucie  Klein  and  Bella  Schmal. 
as  settlors,  and  the  Chicago  Title  &  Trust 
Co.,  as  trustee;  $24,979.36  In  the  Treasury  of 
the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on  Feb- 
ruary 8,  1949. 
For  the  Attorney  General.        " 

I  SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-1168;    FUed,   Feb.    14^949; 
9:01  a.  m.l 


IVestlng  Order  12316,  Amdt.] 
Ida  Maier 

In  re:  Bank  account  owned  by  and 
debt  owing  to  Ida  Maier. 

Vesting  Order  12316,  dated  November 
4, 1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  from  subparagraph  2  (b) 
of  Vesting  Order  12316  the  amount 
"$1,230.81"  and  substituting  therefor  the 
amount  "$1,280.81". 

All  other  provisions  of  said  Vesting  Or- 
der 12316  and  all  actions  taken  by  or  on 


28379;  December  SO,  1948  (13  F.  R.  8828); 
14,133.36  In  the  Treasury  of  the  United  States. 
one-half  CA)  thereof  to  each  claimant. 

To  each  of  the  claimants  an  undivided  one- 
hall   (Ml)    Interest  In  and  to  the  following 
properties,  presently  In  the  custody  of  the 
Office  of  Allen  Property.  120  Broadway,  New 
York.  New   York:   One   tie  pin  and  one  tie 
clasp;  200  share*  American -Ventura  Oil  Com- 
pany (Arizona)  IIOO  par  value  capital  stock. 
Ctfs.  Nos.   1433   and   1434  registered   In   t)^ 
name  of  Ernesto  Mantovanl,  assigned  to  the 
Allen  Property  CvLstodlan;   500  shares  Lone 
Star  Consolidated  Mining  Company  (Nevada) 
tl.OO  par  value  capital  stock.    Ctf.  No.  014C8 
registered  In  the  name  of  Ernesto  Mantovanl, 
assigned   to  the   Allen   Property   Custodian; 
40  shares  Phoenix  OU  Company   (Delaware) 
$1.00  par  value  cumulative  preferred  capital 
stock.    Ctf.  No.«01354,  registered  In  the  name 
of  Ernesto  Mantovanl,  assigned  to  the  Allen 
Property  Custodian;  3  shares  Standard  Drill- 
ing Company.  Inc.,  New  Orleans,  Louisiana. 
$5.00  par  value  capital  stock.    Ctf.  No.  1932, 
registered  In  the  nante  of  Ernest  Mantovanl, 
assigned  to  the  Allen  Property  Custodian. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at   Washington,   D.   C.   on 
February  8,  1949. 

For  the  Attorney  General. 


[se.\l]  Harold  I.  Bayntoh. 

Deputy  Director. 
Office  of  Alien  Property. 

|F.    R.   Doc.   49-1169;    Filed.   Feb.    14,    1949; 
9:01  a.  m.| 


Eugene  Freysstnet 


[Return  Order  258] 

Eugenia  Colli  Mantovani  and  Egioio 
Mantovani 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Eugenia  Colli  Mantovanl.  Milan.  Italy. 
Egldlo  Mantovanl,  Milan,  Italy,   Claim  No. 


NOTICE  or  intention  to  return  vested 

PROPERTY 

Pur.suant  to  section  32  (f )  of  the  Trad- 
ing With  the  Eiiemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Washington.  D.  C.  in- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  Infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property 
Eugene  Freysslnet,  NeulUy-sur-Selne, 
(Seine).  France;  25120;  Property  described 
'in  Vesting  Order  No.  666  (8  F.  R.  5047.  April 
17  1943),  relating  to  United  States  Letters 
Patent  Nos.  1.931,966;  2.048.253;  2.052,818; 
2.099.265;  2,172,703;  2,226.201  and  2,270,240 
and  a  'i  Interest  In  United  States  Letters 
Patent  No.  2,080,074  and  property  described 
In  Vesting  Order  No.  293  (7  F.  R.  9836,  No- 
vember 26,  1942).  relating  to  Patent  Appli- 
cations Ser.  No.  282,958  (now  Patent  No. 
2.306,160)  and  Ser.  No.  377.041  (now  Patent 
No.  2,371,882).  The  return  shall  not  be 
deemed  to  Include  the  rights  of  any  licensees 
under  any  of  the  above  patents.  It  will  In- 
clude the  rights  of  the  Attorney  General 
under  any  licenses  Issued  by  the  Allen  Prop- 
erty Custodian  or  the  Attorney  General  re- 
lating to  the  above-described  property. 

Executed  at  Washington,  D.  C,  on 
February  9,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49^  1170;    Filed,   Feb.    14,   1949; 
9:01  a.  m.] 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2827 

Red  C::boss  Month.  1949 

BT   THE   president   OF  THE   UNITED   STATES 

OP   AMERICA 

A  PROCLAMATION 

WHEREAS  the  American  National 
Red  Cross  serves  as  a  medium  through 
which  the  people  of  this  Nation  can  par- 
ticipate effectively  in  the  alleviation  of 
human  suffering  whenever  and  where- 
ever  disaster  strikes;  and 

WHE31EAS,  specifically,  the  Red  Cross 
expended  $12,000,000  during  the  last 
ascal  year  in  helping  312,000  individuals 
whose  communities  had  been  ravaged  by 
fioods,  fires,  tornadoes,  or  other  dis- 
a.sters;  and 

WHEREAS  the  Red  Cross  stands  at 
the  side  of  our  troops  wherever  they  are 
stationed  throughout  the  world,  and  also 
provides  Invaluable  assistance  to  those 
war  veterans  who  are  still  disabled  or 
are  maladjusted  to  civilian  life;  and 

WHEREAS,  in  order  to  help  meet  a 
growing  post-war  need,  which  would  be 
multiplied  in  the  event  of  a  national 
emergency,  this  agency  has  Inaugurated 
a  national  blood  program  intended  to 
en.sure  eventually  the  availability  of  life- 
saving  blood  to  the  entire  Nation;  and 
WHEREAS  the  American  National 
Red  Cross  through  Its  3.746  chapters 
contributes  Immeasurably  to  the  health, 
welfare,  and  safety  of  our  people  and. 
acting  in  concert  with  Its  65  sLster  so- 
cieties, brings  material  cgmfort  to  the 
less  fortunate  of  other  lands;  and 

WHEREAS  for  the  continuance  of  Its 
missions  of  mercy  in  the  next  fiscal  year 
the  Red  Cross  Is  appealing  for  voluntary 
contributions  amounting  to  $60,000,000: 
NOW.  THEREFORE.  I,  HARRY  S. 
TRUMAN,  President  of  the  United  States 
of  America  and  Honorary  Chairman  of 
the  American  National  Red  Cross,  do 
hereby  designate  and  proclaim  the 
month  of  March  1949  as  Red  Cross 
Month;  and  I  urge  every  citizen  to  re- 
spond during  that  month  as  generously 
as  possible  to  the  humanitarian  appeal 
of  this  organization. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal 


of  the  United  States  of  America  to  be 

affixed. 
DONE  at  the  City  of  Washington  this 

12th  day  of  February  in  the  year  of  our 
Lord     nineteen     hundred     and 

[SEAL]     forty-nine,    and    of    the   Inde- 
pendence of  the  United  States  of 

America  the  one  hundred  and  seventy - 

third. 

Harry  S.  Truman 

By  the  President: 

Dean  Acheson, 

Secretary  of  State. 

|F.   R.   Doc.   49-1261;    Filed,   Feb.    15.    1949; 
9:18  a.  m.) 


EXECUTIVE  ORDER   10037 

Creating  an  Emergency  Board  To  In- 
vestigate A  Dispute  Between  the  Den- 
ver k  Rio  Grande  Western  Railroad 
Company  and  Certain  of  its  Employees 

WHEREAS  a  dispute  exists  between 
the  Denver  &  Rio  Grande  Western  Rail- 
road Company,  a  carrier,  and  certain  of 
its  employees  represented  by  the  Switch- 
men's Union  of  North  America,  a  labor 
organization;  and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  pro- 
visions of  the  Railway  Labor  Act.  as 
amended;  and 

WHEREAS  this  dispute.  In  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  interrupt  In- 
terstate commerce  within  the  States  of 
Colorado,  New  Mexico  and  Utah  to  a  de- 
gree such  as  to  deprive  those  states  of 
essential  transportation  service: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  In  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  (45 
U.  S.  C.  160).  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me, 
to  investigate  the  said  dispute.  No  mem- 
ber of  the  said  board  shall  be  pecuniarily 
or  otherwise  interested  in  any  organiza- 
tion of  railway  employees  or  any  car- 
rier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

(Continued  on  next  page) 
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As  provided  by  section  10  of  the  Rail- 
way Labor  Act.  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  Its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  Denver  ti  Rio  Grande  West- 
ern Railroad  Company  or  its  employees 


Wednesday,  February  16,  1949 
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681 


In  the  conditions  out  of  which  the  said 
dispute  arose.  • 

Harry  S.  Truman 

Th«  White  Housb. 

February  14. 1949. 

[F.   R.   Doc.   4&-1262;    PUed.   Feb.    15.    1949; 
10:01  a.  m.) 


RULES  AND  REGULATIONS 


EXECUTIVE  ORDER  10038 

Creating  an  Emergency  Board  to 
Investigate  Dispute  Between  the 
Carriers  Represented  by  the  East- 
ern Carriers'  Conference  Committee. 
Western  Carriers'  Conference  Com- 
mittee AND  Southeastern  Carriers' 
Conference  Committee,  and  Certain 
OF  Their  Employees 

WHEREAS  a  dispute  exists  between 
the  carriers  represented  by  the  Eastern 
Carriers'  Conference  Committee,  West- 
em  Carriers'  Conference  Committee  and 
Southeastern  Carriers'  Conference  Com- 
mittee, and  certain  of  their  employees 
represented  by  the  Brotherhood  of  Loco- 
motive Firemen  and  Englnemen,  a  labor 
organization;  and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  pro- 
visions of  the  Railway  Labor  Act,  as 
amended;  and 

WHEREAS  this  dispute,  in  the  Judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  interrupt  In- 
terstate commerce  to  a  degree  such  as  to 
deprive  the  country  of  essential  trans- 
portation service: 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  (45 
U.  S.  C.  160).  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me, 
to  investigate  said  dispute.  No  member 
of  the  said  board  shall  be  pecuniarily 
or  otherwise  interested  in  any  organiza- 
tion of  railway  employees  or  any  carrier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act.  as  amended,  from  this 
date  and  for  thirty  days  after  the  Board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  carriers  represented  by  the 
Eastern  Carriers'  Conference  Commit- 
tee, Western  Carriers'  Committee  and 
Southeastern  Carriers'  Conference  Com- 
mittee, or  their  employees  In  the  con- 
ditions out  of  which  the  said  dispute 


arose. 


Harry  8.  Truman 


The  White  House, 

February  15.  1949. 

[P.   R.   Doc.   49-1266;    Filed.    Feb.    15,    1949; 
11:47  a.  m.J 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Mar- 
keting Administration  (Standards, 
Inspections,  Marketing  Practices), 
Department  of  Agriculture 

Swtxhapter  D — WorahouM  Regulationt 

Part  106 — Dry  Beans  Warehouses 

Part  108 — Sirup  Warehouses 

terms  defined;  redesicnation 

On  December  30,  1948,  there  appeared 
In  the  Federal  Register  (13  F.  R.  8728 » 
a  document  making  various  formal 
amendments  in  the  regulations  (7  CFR. 
Subchapter  D.  as  amended*  under  the 
United  States  Warehouse  Act  (7  U.  S.  C. 
24i_273> . 

1.  Section  106.2  (g)  of  the  dry  beans 
warehouse  regulations  (7  CFR,  1945 
Supp..  106.2  (g>)  should  have  been  set 
oat  in  such  document  to  read  as  follows : 

J  106.2     Terms  defined.     •     •     • 
(g)  "Designated  representative"  means 
the  Administrator. 

2.  Section  108.4.sa  of  the  sirup  ware- 
house regulations  (7  CFR  Cum.  Supp. 
108.45a)  should  have  been  renumbered 
by  such  document  as  §  108. 45. 

(36  Stat.  486.  as  amended;  7  U.  S.  C.  241- 
273) 

Done  at  Washington.  D.  C.  this  11th 
day  of  February  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

[SEALl  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[P.    R.   Doc.   4&-1198;    Filed.   Feb.    15.    1949; 
8:53  a.  m.) 


Chapter   VII — Production    and    Mar- 
keting Administration  (Agricultural 
Adjustment),  Department  of  Agri- 
culture I 
(Bulletin  NSCP-1301.  Supp.  1] 

Part   706 — Naval   Stores  Conservation 
Program 


SUBPART 


-1»4» 


explanation;   thereby  making  the  sen- 
tence read: 

Performance:  Trees  on  which  faces 
are  installed  shall  be  selected  In  a  man- 
ner that  will  result  in  having  no  work- 
ing faces  on  trees  which  are  less  than 
11  Inches  d.  b.  h.  and  only  one  face  on 
trees  less  than  14  Inches  d.  b.  h.:  Pro- 
vided. That     •     •     • 

(49  Stat.  1148.  52  Stat.  746,  16  U.  S.  C. 
590g  to  590q ) 

Issued  at  Washington.  D.  C,  this  11th 
day  of  February  1949. 

[seal]  Charles  F.  Brannan. 

Secretary. 

IF.    R.   Doc.   49-1190;    Filed,   Feb.    16,    1949; 
8:52  a.  m.) 


Section  706.2  (c)  is  hereby  amended, 
as  follows:  In  the  first  sentence,  follow- 
ing "1.  e.,  faces  installed"  Insert  "on 
round  trees";  thereby  making  the  sen- 
tence read: 

S  706.2  Conservation  practices  and 
rates  of  payment.     •     •     • 

(c)  Cupping  only  trees  11  inches  or 
over  d.  b.  h..  4i  per  face.  Payment  for 
this  practice  is  limited  to  tracts  or  drifts 
having  only  virgin  working  faces,  i.  e., 
faces  Installed  on  round  trees  for  the 
first  working  during  the  1949  season. 

Section  706.2  (c)  is  further  amended. 
as  follows:  In  the  first  sentence  of  the 
second  paragraph,  following  "that  will 
result  in  having  no"  Insert  the  word 
"working";  also  delete  the  parenthetical 


TITLE  18— CONSERVATION 
OF  POWER 

Chapter  I — Federal  Power 
Commission 

[Order  148) 

Filing  of  Applications  for  Certificates 
OF  Public  Convenience  and  Neces- 
sity 

February  10.  1949. 

In  the  matter  of  amendment  of  gen- 
eral rules  and  regulations  governing  the 
filing  of  applications  for  certificates  of 
public  convenience  and  necessity  under 
section  7  (c)  of  the  Natural  Gas  Act.  as 
amended;  Docket  No.  R^llO. 

The  Commission,  under  date  of  Octo- 
ber 12. 1948.  gave  notice  of  Its  Intention  to 
amend  its  General  Rules  and  Regulations 
governing  the  filing  of  applications  for 
certificates  of  public  convenience  and  ne- 
cessity under  section  7  (c)  of  the  Natural 
Gas  Act.  as  amended.  Such  notice  was 
given  by  mailing  a  copy  of  the  proposed 
amendments  to  each  natural-gas  com- 
pany, and  other  interested  parties,  and 
by  publication  in  the  Federal  Register  on 
October  23.  1948  <  13  F.  R.  6253 ) . 

In  giving  notice  of  the  proposed 
amendments,  the  Commission  invited  all 
interested  persons  to  submit  data,  views 
and  comments.  Five  parties  availed 
themselves  of  this  privilege.  Of  these 
five,  only  three  parties  suggested  revi- 
sions. The  Commission  has  given  fur- 
ther careful  consideration  to  the  sugges- 
tions and,  in  the  light  thereof,  has  made 
some  changes  in  the  amendments  hereto- 
fore proposed. 

The  Corpmission  finds: 

( 1 )  Adoption  and  promulgation  of  the 
proposed  amendments,  as  revised,  are 
necessary  and  appropriate  for  the  pur- 
poses of  administration  of  the  Natural 
Gas  Act. 

(2)  The  prescription  of  these  amend- 
ments will  eliminate  the  necessity  for  the 
filing  of  applications  for  certificates  of 
public  convenience  and  necessity  for  the 
installation  or  construction  and  opera- 
tion of  facilities  covered  thereby,  and 
good    cause    exists    for    making    such 


amendments  effective  upon  Issuance  of 
this  order. 

The  Commission,  therefore,  acting  pur- 
suant to  authority  granted  by  the  Natural 
Gas  Act.  as  amended,  particularly  sec- 
tions 7  and  16  thereof  (52  Stat.  824.  830; 
56  Stat.  83;  15  U.  S.  C.  Supp.  717f;  15 
U.  S.  C.  717o>.  orders: 

(A)  Its  General  Rules  and  Regula- 
tions be  and  the  same  are  hereby 
amended  to  the  extent  of  adding  a  new 
§  2.55  to  Part  2  of  Subchapter  A.  and  a 
new  5  157.14  to  Part  157  of  Subchapter 
E,  and  amending  §  157.9  of  Subchapter 
E,  all  of  Chapter  I.  Title  18,  Code  of 
Federal  Regulations,  so  that  such  sec- 
tions read  as  provided  in  the  accompany- 
ing and  attached  statement,  which  is 
made  a  part  hereof  by  reference. 

(B)  The  new  and  amended  rules  and 
regulations  herein  prescribed  be  and 
they  are  hereby  made  effective  as  of  the 
date  of  issuance  of  this  order. 

(C)  The  Secretary  of  the  Commission 
shall  cause  prompt  publication  of  this 
order  to  be  made  In  the  Federal  Register. 

(Sees.  7,  16,  52  Stat.  824,  830;  15  U.  S.  C. 
717f,  7170) 

Date  of  Issuance:  February  15,  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay. 

Secretary. 


Subchapter  A — General  Rules 

Part  2 — General  Policy  and 
Interpretations 

statements  of  general  policy  and  inter- 
pretations UNDER  the  natural  GAS  ACT 

§  2.55  Definition  of  term  used  in  sec- 
tion 7  (c).  For  the  purposes  of  section 
7  (c)  of  the  Natural  Gas  Act,  as  amended, 
the  word  "facilities"  as  used  therein  shall 
be  interpreted  to  exclude: 

(a)  Auxiliary  installations.  Installa- 
tions (excluding  gas  compressors)  which 
are  merely  auxiliary  or  appurtenant  to 
an  existing  transmission  pipe  line  system 
and  which  are  installed  only  for  the  pur- 
pose of  obtaining  more  eCBcient  or  more 
economical  operation  of  authorized 
transmission  facilities,  such  as:  valves; 
drips;  yard  and  station  piping;  cathodic 
protection  equipment;  gas  cleaning,  cool- 
ing and  dehydration  equipment;  residual 
refining  equipment;  water  pumping, 
treatment  and  cooling  equipment;  elec- 
trical and  communication  equipment: 
and  buildings. 

(b)  Replacement  of  facilities.  Facili- 
ties which  constitute  the  replacement  of 
existing  facilities  which  have  or  will  soon 
become  unserviceable:  Provided.  That 
such  replacement  will  not  result  in  a  re- 
duction or  abandonment  of  service  ren- 
dered by  means  of  such  facilities:  And, 
provided,  further.  That  such  replace- 
ment does  not  appreciably  change  the 
dally  delivery  capacity  of  the  existing 
transmission  pipe  line  system. 

(c)  New  delivery  points.  Metering  and 
regulating  Installations  and  branch  lines 
necessary  to  the  establishment  of  new  de- 
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livery  points  required  for  the  delivery  of 
gas  to  an  existing  customer  for  resale  in 
a  local  community  presently  served  from 
the  same  pipe  line  system  by  such  cus- 
tomer. 


Subchapter    E — Regulations    Under    Natural 
Go*    Act 

Part  157 — Applications  for  Certificates 
OF  Public  Convenience  and  Necessity 
Under  Section  7  op  the  Natural  Gas 
Act  as  Amended 

applications  for  temporary  certificates 
for  construction,  extension,  acqui- 
sition, operation,  etc. 

S  157.9  Applications.  Pending  the 
determination  of  an  application  for  a 
certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  (c)  of  the 
Natural  Gas  Act,  as  amended,  applica- 
tion may  be  made  in  cases  of  emergency 
for  a  temporary  certificate  authorizing 
the  construction  and  operation  of  such 
minor  extensions  of  existing  facilities 
and  such  interconnections  of  pipe  line 
systems  as  may  be  required  to  assure 
maintenance  of  adequate  service,  or  to 
serve  particular  customers.  Such  appli- 
cation for  temporary  certificate  shall  be 
submitted  In  writing  and  shall  state 
clearly  and  specifically  the  exact  char- 
acter of  the  emergency,  the  proposed 
method  of  meeting  it,  and  the  facts  war- 
ranting the  Issuance  of  a  temporary 
certificate. 

•  •  •  •  • 

J  157.14  Exemption  from  require- 
ments of  section  7  (c)  of  the  Natural  Gas 
Act.  as  amended,  of  certain  temporary 
acts  or  operations.  Public  interest  does 
not  require  the  Issuance  of  a  certificate 
for  the  construction  and  operation  of 
facilities  or  the  undertaking  of  opera- 
tions necessary  to  assure  maintenance  of 
adequate  natural-gas  service  where 
Interruption  or  serious  curtailment  of 
service  exists  or  Is  threatened  because  of 
failure  of  faciMtles  supplying  natural  ga.s 
or  failure  or  curtailment  of  natural-gas 
supply  or  unusual  and  unexpected  de- 
mand on  such  facilities  or  natural-gas 
supply,  and  where  such  acts  and  opera- 
tions are  limited  to  a  single  period  of  not 
more  than  sixty  (60)  days. 

All  facilities  Installed  for  the  purpose 
of  such  temporary  acts  or  operations 
shall  be  removed  immediately  upon  dis- 
continuance of  the  use  thereof,  unless 
appropriate  application  is  made  pursuant 
to  section  7  (c)  of  the  Natural  Gas  Act, 
as  amended,  for  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  construction  and  operation  thereof. 

Any  company  which  shall  engage  in 
such  temporary  acts  or  operations  pur- 
suant to  this  section  shall,  within  ten 
<10>  days  after  commencement  thereof, 
file  with  this  Commission  a  statement  in 
writing  setting  forth  the  purpose  and 
character  of  such  temporary  acts  or  op- 
erations and  giving  a  description  of  any 
facilities  specifically  constructed  there- 
for, and  likewise  shall  file  with  the  Com- 
mission a  statement  In  writing  of  the 
fact  and  date  of  discontinuance  of  such 
temporary  acts  or  operations  within  ten 
(10>  days  after  such  discontinuance. 
Such  company  shall  also  file  a  statement 
In  writing  of  the  fact  and  date  of  removal 
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of  any  facilities  specifically  constructed 
for  the  purpose  of  enabling  such  tempo- 
rary acts  or  operations  within  ten  (10) 
days  of  the  completion  of  removal 
thereof. 

[P.   R.    Doc.   4J^-1179;    Piled.    Peb.    15,    1949; 
8:49  a.  m.) 


TITLE  24— HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg..'  Aindt.  66] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  Schedule  A,  item  18a,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

• 

In  Navajo  County:  Township  19  North, 
Range  16  East,  In  which  the  City  of  Wlnslow 
Is  located;  and  Township  17  North,  Range  21 
East.  In  which  the  Town  of  Holbrook  Is 
located. 

This  decontrols  from  §i  825.1  to  825.12 
all  of  the  Wlnslow  Defense-Rental  Area, 
State  of  Arizona,  except  the  two  town- 
ships specified  in  Schedule  A,  Item  18a, 
as  hereby  amended. 

2.  Schedule  A,  Item  367b.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Marathon  County;  that  portion  of  Abbots- 
ford  Village,  Colby  City  and  Unity  Village  In 
Clark  County;  and  the  City  of  Stevens  Point 
and  the  Townships  of  Hull  and  Plover  in 
Portage  County. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Portage  County  in  the  Wausau 
Defense-Rental  Area.  State  of  Wisconsin, 
except  the  City  of  Steven.s  Point  and  the 
Townships  of  Hull  and  Plover. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  Sec.  204 
(c),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (c) ) 

This  amendment  shall  become  effective 
February  16.  1949. 

Issued  this  Uth  day  of  February  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
66  to  the  Controlled  Housing  Rent 
Regulation 

It  is  the  judgment  of  the  Housing  Ex- 
pediter that  the  need  for  continuing 
maximum  rents  in  the  portions  of  the 
Defense-Rental  Areas  specified  below  no 
longer  exists  due  to  the  fact  that  the 
demand  for  rental  housing  accommoda- 
tions has  been  reasonably  met: 

1.  All  of  the  Wlnslow  Defense-Rental 
Area,  State  of  Arizona,  except  the  town- 


ship which  contains  the  City  of  Wlnslow 
and  the  township  which  contains  the 
Town  of  Holbrook. 

2.  All  of  Portage  County  in  the  Wau- 
sau Defense-Rental  Area,  State  of  Wis- 
consin, except  the  City  of  Stevens  Point 
and  the  Townships  of  Hull  and  Plover. 

This  amendment  Is  therefore  being  Is- 
sued  to  decontrol  said  portions  of  said 
Defense-Rental  Areas  in  accordance  with 
section  204  (c)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended. 

[P.   R.   Doc.   49-1200;    Piled,  Peb.    16,    1940; 
8:53  a.  m.J 


[Rent  Reg.  for  Controlled  Rooms  in  Rooming 
Houses  and  Other  Establishments.*  Amdt. 

64) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

rrtt  regulations  for  controllbo  rooms 
in  rooming  houses  and  other 
establishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other  Es- 
tablishments (§§825.81  to  825.92)  is 
hereby  amended  In  the  following  re- 
spects : 

1.  Schedule  A.  item  18a,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Navajo  County:  Township  19  North, 
Range  16  East.  In  which  the  City  of  Wlnslow 
is  located;  and  Township  17  North,  Range  21 
East,  m  which  the  Town  of  Holbroolt  is  lo- 
cated. 

This  decontrols  from  55  825  81  to  825.92 
all  of  the  Wlnslow  Defense-Rental  Area, 
State  of  Arizona,  except  the  two  town- 
ships specified  in  Schedule  A,  item  18a. 
as  hereby  amended. 

2.  Schedule  A,  Item  367b,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Marathon  County;  and  that  portion  of  Ab- 
botsford  Village.  Colby  City  and  Unity  Village 
in  Clark  County. 

This  decontrols  from  §§825.81  to  825  92 
all  of  Portage  County  in  the  Wausau  De- 
fense-Rental Area.  State  of  Wisconsin. 

(Sec.  204  (d>.  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  Sec.  204 
(c> ,  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (O) 

This  amendment  shall  become  eCfec- 
tlve  February  16.  1949. 

Issued  this  11th  day  of  February  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment  64 
to  the  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments 

It  Is  the  judgment  of  the  Housing  Ex- 
pediter that  the  need  for  continuing  max- 
imum rents  In  the  portions  of  the  De- 
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fense-Rental  Areas  specified  below  no 
longer  exists  due  to  the  fact  that  the  de- 
mand for  rental  housing  accommoda- 
tions has  been  reasonably  met: 

1.  All  of  the  Winslow  Defense-Rental 
Area.  State  of  Arizona,  except  the  town- 
ship which  contains  the  City  of  Winslow 
and  the  township  which  contains  the 
Town  of  Holbrook. 

2.  All  of  Portage  County  In  the  Wau- 
sau Defense-Rental  Area.  State  of  Wis- 
consin. 

This  amendment  is  therefore  being  is- 
sued to  decontrol  said  portions  of  said 
Defense-Rental  Areas  in  accordance  with 
section  204  (c)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended. 

|P    R.    Doc.    49-1201;    Piled.   Peb.    16.    1949; 
8:54  a.  m.l 


TITLE  34 — NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

SwbchoptM  A — Armed  Service*  frocurement 
Regulotient 

Part  414 — Contract  Cost  Principles 

Preamble.  Sections  I  through  VI 
^codified  as  Parts  400-405)  of  the  Armed 
Services  Procurement  Regulation  were 
republished  in  the  Federal  Register  (14 
P.  R.  522).  together  with  the  addition  of 
Factions  X  and  XI  i  Paris  409  and  410. 
14  F.  R.  541).  Section  XV  (codified  as 
Part  414)  is  added  as  set  forth  below. 

Gordon  Gray. 
The  Assistant  Secretary  of  the  Army. 

M.   E.   Andrews. 
Assistant  Secretary  of  the  Navy. 

A.  S.  Barrows. 
Under  Secretary  of  the  Air  Force. 

Sec. 

414  000         Scope  of  part. 

414  001         Effective  date  of  part. 

SITPABT  A — APPLICABIUTT 


'  13  p.  R.  6706.  6788.  5877,  5937.  6346.  6283. 
6411.  6556.  6881.  6910.  7299,  7671,  7801.  7862. 
8217.  8327.  8386;  14  P.  R.  17.  93.  143,  271, 
337.  456. 


•  IS  P.  R.  6750.  5789,  5875,  5937.  5938.  6247. 
6283.  6411,  6556.  6882.  6911.  7299.  7672.  7801. 
7862.  8218.  8326,  8388;  14  P.  R.  18,  272,  837. 
457. 


414.101 

Types  of  contracts. 

414.102 

Contract  provisions. 

SUBPART    B- 

—SUPPLY     AND    RF-'^EARrH    CONTRACTS 

Wn-H   COMMEKCIAL   OKCANIZATIONS 

414.200 

Scope  of  subpart. 

414.201 

General   basis   for   determination 

of  costs. 

414  202 

Allowable  direct  costs. 

414.202-1 

Materials. 

414  202-2 

Labor. 

414202-3 

Other  direct  costs. 

414  203 

Allowable  indirect  costs. 

414.204 

Examples   of   items   of   allowable 

costs. 

414  205 

Examples  of  items  of  unallowable 

costs. 

SUBPABT    C 

— HESEARCH     CONT«ACT8    WfTH     NON- 

pmoriT   INSTITUTIONS 

414.300 

Scope  of  subpart. 

414.301 

General   basis   for  determination 

of  cost*. 

414.301-1 

Cost-sharing  methods. 

414  302 

Allowable  direct  costs. 

414.302-1 

Materials. 

414302-2 

Salaries  and  wages. 

414.302-3 

Other  direct  cosU. 

414.303 

Allowable  indirect  costs. 

414.303-1 

Apportionment. 

414.303-2 

Allocation. 

414.303  3 

Use  charge  in  lieu  of  depreciation. 

414.304 
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Bee. 

414.305         Examples  of  Items  of  unallowabl* 
costs. 

SUBPAKT   D — CONSTRUCTION    COKTRACTS 

414. 4(X)         Scope  of  subpart. 

414.401  Definition    of    construction    con- 

tract. 

414.402  General   basis   for   determination 

of  costs. 
414403         Examples    of    items    of   allowable 

costs. 
414.404         Examples  of  Items  of  unallowable 

costs. 

SXnJPART    E— SUBJECTS     AmCTING    COST    WHICH 
MAT  RBQUIRX  SPECIAL  CONSIDERATION 

414.500         Scope  of  subpart. 
414501         Consideration  required. 
414.502         Examples    of    subjects    requiring 
special  consideration. 

Authoritt:  §§414.000  to  414.502  Issued 
under  sec.  1  (a),  (b).  64  Stat.  712.  66  Stat. 
838.  Pub.  Law  413.  80th  Cong  ;  41  U.  S.  C.  pre- 
ceding sec.  1  note,  50  U.  S.  C.  App.  601-622; 
E.  O.  9001.  Dec.  27.  1941.  3  CFR  Cum.  Supp. 

S  414.000  Scope  of  part.  This  part 
sets  forth,  in  general,  standards  for  the 
determination  and  allowance  of  costs  la 
connection  with  the  performance  of  cost- 
reimbursement  type  contracts. 

S  414.001  Effective  date  of  part.  This 
part  shall  be  complied  with  on  and  after 
March  1.  1949,  although  compliance  is 
authorized  from  the  date  of  its  Issuance. 

SUBPART   a — APPLICABIMTY 

§  414.101  Types  of  contracts.  Sub- 
ject to  the  requirements  of  paragraph 
§  414.102,  the  provisions  of  Subparts  B, 
C.  or  D  (whichever  subpart  is  applica- 
ble) shall  be  followed  in  connection  with 
all  cost-reimbursement  type  contracts 
(including  cost-reimbursement  subcon- 
tracts thereunder),  except  that  in  the 
case  of  such  contracts  having  predeter- 
mined overhead  rates  the  applicable  pro- 
visions of  this  part  sliall  be  used  only  as 
a  basis  for  negotiating  such  rates  but 
shall  be  followed  for  all  other  Items  of 
cost.  The  provisions  of  Subpart  B  shall 
be  followed  for  all  cost-reimbursement 
type  contracts  other  than  those  covered 
in  Subpart  C  and  Subpart  D.  the  provi- 
sions of  Subpart  C  shall  normally  be  fol- 
lowed for  all  research  and  development 
cost  or  cost-sharing  contracts  with  edu- 
cational or  other  nonprofit  institutions, 
and  the  provisions  of  Subpart  D  shall 
normally  be  followed  for  all  construction 
contracts  (as  defined  in  said  Subpart  D) 
and  for  all  contracts  for  architect-engi- 
neer services  related  to  construction; 
however,  when  deemed  by  the  head  of  the 
procuring  activity  concerned  to  be  more 
suitable  for  a  particular  contract.  Sub- 
part B  may  be  followed  in  place  of  Sub- 
part C  or  of  Subpart  D.  The  term  "cost- 
reimbursement  type  contract."  as  used 
throughout  this  part.  Includes  cost  or 
cost-sharing  contracts,  cost-plus-a- 
fixed-fee  contracts,  and  the  cost-reim- 
bursement portion  of  time-and-materials 
contracts. 

S  414.102  Contract  provisions.  In  or- 
der for  the  principles  for  determination 
of  costs  outlined  in  Subpart  B,  Subpart 
C.  or  Subpart  D  to  be  binding  upon  the 
Government  and  upon  a  contractor,  the 
applicable  principles  must  be  (a)  set 
forth  In  the  contract  or  appended  there- 
to, or   (b)   Bpeclfically  Incorporated  by 
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reference  In  the  contract.  The  cost 
principles  outlined  in  Subpart  B,  Sub- 
part C.  or  Subpart  D  <  whichever  is  appli- 
cable) shall  be  made  a  part  of  every  con- 
tract of  the  type  referred  to  In  5  414.101 
executed  as  of  a  date  on  or  after  March  1. 
1949.  except  that  any  such  contract  <1) 
may,  to  the  extent  necessary  in  a  par- 
ticular case,  expressly  provide  for  the 
allowability  of  any  of  the  kinds  of  costs 
referred  to  in  Subpart  E  unless  any  such 
kind  of  costs  Is  expressly  excluded  under 
Subpart  B,  Subpart  C,  or  Subpart  D 
(Whichever  is  applicable),  and  (2)  may 
exclude  any  item  of  allowable  cost  set 
forth  in  Subpart  B.  Subpart  C.  or  Sub- 
part D. 

SUBP'RT     B SUPPLY     AND     RESEARCH     CON- 
TRACTS WITH  COMMERCIAL  ORGANIZATIONS 

§414.200  Scope  of  subpart.  This  sub- 
part sets  forth  principles  for  the  deter- 
mination of  costs  in  connection  with  cost- 
reimbursement  type  contracts  « which 
term,  as  used  in  this  subpart,  includes 
cost-reimbursement  subcontracts  there- 
under) other  than  (a)  research  and  de- 
velopment cost  or  cost-sharing  contracts 
with  educational  or  other  nonprofit  in- 
stitutions, and  (b)  construction  con- 
tracts and  contracts  for  architect-engi- 
neer services  related  to  construction. 

§  414.201  General  basis  for  determi- 
nation of  costs.  The  total  cost  of  a  cost- 
reimbursement  type  contract  is  the  sum 
of  the  allowable  direct  co.sts  incident  to 
the  performance  of  the  contract,  plus  the 
properly  allocable  portion  of  allowable 
indirect  costs,  less  applicable  Income  and 
other  credits.  The  tests  u<:ed  in  deter- 
mining the  allowability  of  costs  also  in- 
clude <a)  reasonableness,  (b)  application 
of  generally  accepted  accounting  princi- 
ples and  practices,  and  (c)  any  limita- 
tions a?  to  types  or  amounts  of  cost  items 
set  forth  in  this  subpart  or  otherwise  in- 
cluded in  the  contract.  Failure  to  men- 
tion any  item  of  cost  in  this  subpart  is  not 
Intended  to  imply  that  it  is  either  allow- 
able or  not  allowable.  The  use  of  normal 
or  standard  costs  (with  appropriate  ad- 
justments for  variances,  unallowable 
costs  and  the  other  provisions  of  this 
subpart)  Is  acceptable  in  determining 
amounts  of  provisional  or  interim  pay- 
ments, but  final  allowable  costs  must  rep- 
resent actual  costs.  Income  and  other 
credits  arising  out  of  operations  under 
the  contract,  where  the  related  cost  was 
reimbursed  or  accepted  as  an  allowable 
cost,  will  be  credited  to  the  Government. 

§  414.202    Allowable  direct  costs. 

§  414.202-1  Materials.  The  cost  of 
materials  includes  the  co.^t  of  all  items 
purchased,  supplied,  manufactured  or 
fabricated,  which  enter  directly  into  the 
end  product  or  which  are  used  or  con- 
sumed directly  in  connection  with  fur- 
nishing such  product.  In  computing 
material  costs,  consideration  will  be 
given  to  reasonable  overruns,  spoilage, 
and  defective  work.  Withdrawals  from 
a  contractor's  stock  will  be  charged  In 
accordance  with  the  pricing  system  used 
by  the  contractor,  provided  such  system 
is  in  accordance  with  sound  accounting 
practice  and  Is  consistently  followed. 
Reasonable  charges  arising  from  differ- 
ences between  periodic  physical  inven- 
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tory  quantities  and  related  material- 
control  records  will  be  included  in  arriv- 
ing at  the  cost  of  materials:  Provided, 
That  such  charges  (a)  do  not  include 
"write-downs"  of  values,  and  (b)  relate 
to  the  period  of  performance  of  the  con- 
tract. All  credits  arising  from  differ- 
ences between  periodic  physical  inven- 
tory quantities  and  related  material- 
control  records  shall  be  taken  into 
account.  In  calculating  the  cost  of  ma- 
terials, there  shall  be  deducted  all  cash 
discounts,  trade  discounts,  rebates,  and 
other  allowances  and  credits  taken  by  the 
contractor,  including  (1)  credit  for  any 
materials  returned  to  stock  or  to  vendors, 
and  <2)  credit  for  the  value  of  scrap  re- 
sulting from  performance  of  the  con- 
tract, whether  or  not  such  scrap  is  sold. 
Such  discounts,  rebates,  allowances  and 
credits  may  be  applied  directly  to  the 
charges  for  materials  involved  or  may  be 
apportioned  through  credits  to  indirect 
costs. 

§  414.202-2  Labor.  Direct  labor  cost 
consists  of  salaries  and  wages  properly 
chargeable  directly  to  the  performance 
of  the  contract.  Generally  such  salaries 
and  wages  will  be  charged  at  the  actual 
rates  paid  by  the  contractor.  However. 
if  it  is  the  contractor's  consistent  ac- 
counting practice  to  make  such  charges 
on  the  basis  of  average  rates,  this  prac- 
tice will  be  acceptable  if  it  is  demon- 
strated by  the  contractor  that  the  Gov- 
ernment will  not  be  prejudiced  thereby. 

5  414.202-3  Other  direct  costs.  There 
are  numerous  Items  of  cost  which  are 
generally  classified  as  indirect  costs  but 
which  may,  in  particular  cases,  properly 
be  chargeable  directly  to  the  contract, 
where  the  contractor  demonstrates  that 
such  costs  are  specifically  related  to  the 
contract. 

§  414.203  Allowable  indirect  costs. 
For  accounting  purposes  Indirect  costs 
usually  fall  into  the  following  three  cate- 
gories, although  for  purposes  of  allow- 
ability any  such  costs  are  subject  to  the 
limitations  of  this  subpart: 

(a)  Manufacturing  and  production  ex- 
penses, which  are  the  indirect  costs  in- 
curred In  the  operation  of  production 
departments; 

(b)  Selling  and  distribution  expenses, 
which  are  costs  incurred  in  connection 
with  the  marketing  of  the  contractor's 
products; 

♦c)  General  and  administrative  ex- 
p>enses.  which  are  costs  Incurred  in  the 
general  management,  supervision  and 
conduct  of  the  business  as  a  whole. 

In  establishing  a  method  of  equitably 
apportioning  the  Indirect  costs,  consid- 
eration should  be  given  to  such  factors 
as  charges  of  subcontractors,  fixed  asset 
Improvement  programs,  and  any  unusual 
circumstances  Involved  in  the  contrac- 
tor's operation;  and  such  factors  should 
be  carefully  reviewed  from  time  to  time, 
particularly  when  there  Is  a  change  in 
the  nature  or  volume  of  production,  to 
determine  whether  the  method  of  appor- 
tionment continues  to  be  equitable. 
Whenever  items  ordinarily  chargeable  as 
Indirect  costs  are  charged  to  a  Govern- 
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ment  contract  as  direct  costs,  the  cost  of 
similar  items  applicable  to  other  work  of 
the  contractor  must  be  eliminated  from 
indirect  costs  apportioned  to  the  con- 
tract. 

§  414.204  Examples  of  items  of  allow- 
able costs.  Subject  to  the  requirements 
of  §  414  201  with  respect  to  the  general 
basis  for  determining  allowability  of 
costs,  and  irrespective  of  whether  the 
particular  costs  are  treated  by  the  con- 
tractor as  direct  or  Indirect,  the  follow- 
ing items  of  costs  are  considered  allow- 
able within  the  limitations  Indicated : 

(a)  Advertising  in  trade  and  technical 
journals,  provided  such  advertising  does 
not  offer  specific  products  for  sale  but  is 
placed  for  the  purpose  of  offering  finan- 
cial suppwrt  to  journals  which  are  valu- 
able for  the  dissemination  of  technical 
information  within  the  contractor's  in- 
dustry (5  414.205  (a)). 

<b)  Bonds  and  insurance,  including 
self-insurance  (but  see  §  414.205  (p) ). 

(c)  Compensation  of  corporate  ofiBcers. 
executives  and  department  heads.  (The 
term  "compensation"  includes  all 
amounts  paid  or  set  aside,  such  as  sala- 
ries, royalties,  license  fees,  bonuses, 
pension,  retirement  and  deferred  com- 
pensation benefits.  The  total  compensa- 
tion of  an  individual  may  be  questioned 
and  the  amount  allowed  may  be  limited; 
and  In  connection  therewith,  considera- 
tion will  be  given  to  the  relation  of  the 
total  compensation  to  the  services 
rendered. ) 

(d)  Depreciation  and  depletion,  based 
on  cost  of  acquisition  (but  see  §  414.205 
(b)  and  (o) ). 

(e>  Directors  and  executive  commit- 
tee fees  and  expenses;  the  expenses  of 
stockholders  meetings,  annual  reports, 
and  reports  and  returns  prepared  for  gov- 
ernmental authorities;  and  registry  and 
transfer  charges  resulting  from  changes 
in  ownership  of  securities  Issued  by  the 
contractor. 

(f »  Freight,  transportation,  and  mate- 
rial handling. 

(g)  Improvement  of  working  condi- 
tions, employer-employee  relations,  and 
standards  of  performance. 

( h )  Jigs.  dies,  fixtures,  patterns,  draw- 
ings and  special  tools. 

(1)  Legal,  accounting,  and  consulting 
services  and  related  expenses  (but  see 
§414.205  (d)  and  (D). 

(j)  Manufacturing  and  production  en- 
gineering, that  Is.  engineering  related  im- 
mediately to  manufacturing  and  produc- 
tion as  distinguished  from  research,  ex- 
perimentation, and  development. 

(k)   Materials  and  supplies. 

(1)  Memberships  in  trade,  business 
and  professional  organizations. 

(m)  Miscellaneous  office  and  admin- 
istrative services  and  supplies,  including 
communication  expenses. 

(n)  Overtime  compensation  for  direct 
or  indirect  labor,  to  the  extent  expressly 
provided  for  elsewhere  in  the  contract  or 
otherwise  authorized  by  the  Government. 

(0)  Patents,  purchased  designs,  and 
royalty  payments,  to  the  extent  express- 
ly provided  for  elsewhere  in  the  contract 
or  otherwise  authorized  by  the  Govern- 
ment. 


(p)  Pension,  retirement,  group  health, 
accident  and  life  insurance  plans  (but 
see  5  414.205  (p)). 

(q)   Plant  maintenance  and  protection 

(r)  Recruiting  (Including  "help 
wanted"  advertising)  and  training  'of 
personnel. 

(s)  Research  and  development  specifi- 
cally applicable  to  the  supplies  or  serv- 
ices covered  by  the  contract. 

(t)  Salaries  and  wages,  direct  and  In- 
direct <but  see  paragraph  (c)  of  this 
section). 

(u)  Subcontracts  and  purchase  orders. 

(V)  Taxes  (but  see  5  414.205  d)  and 
(D). 

(w)  Traveling  expenses. 

(X)  Vacation,  holiday  and  severance 
pay.  sick  leave  and  military  leave,  to  the 
extent  required  by  law.  by  employer-em- 
ployee agreement  or  by  the  contractor's 
established  policy. 

§  414.205  Examples  of  items  of  unal- 
lowable costs.  Irrespective  of  whether 
fhe  particular  costs  are  treated  by  the 
contractor  as  direct  or  Indirect,  the  fol- 
lowing Items  of  cost  are  considered  un- 
allowable, except  as  Indicated: 

(a)  Advertising,  except  "help  wanted" 
advertising,  and  advertising  In  trade  and 
technical  journals  (see  5  414.204  (a)  and 
(r)). 

(b)  Amortization  or  depreciation  of 
(1)  unrealized  appreciation  of  values  of 
assets,  or  (2)  assets  fully  amortized  or 
depreciated  on  the  contractor's  books  of 
account.  • 

(c)  Bad  debts  (Including  expenses  of 
collection)  and  reserves  for  such  debts. 

(d)  Commissions  and  bonu.ses  (under 
whatever  name)  in  connection  with  ob- 
taining or  negotiating  for  a  Government 
contract. 

(e  •  Contingency  reserves. 

(f>  Contributions  and  donations. 

(g)  Dividend  payments. 

(h)  Entertainment. 

(1)  Federal  taxes  on  income  and  ex- 
cess profits. 

(j)  General  re.search.  unless  specifi- 
cally provided  for  elsewhere  In  the  con- 
tract. 

(k)  Interest  on  borrowings  (however 
represented),  bond  discount  and  ex- 
penses, and  financing  charges. 

(1)  Legal,  accounting  and  consulting 
services  and  related  expenses  Incurred  in 
connection  with  organization  or  reorgan- 
ization, prosecution  of  patent  Infringe- 
ment litigation,  defense  of  anti-tru.st 
suits,  and  the  prosecution  of  claims 
against  the  United  States. 

(m )  Lo.sses  from  sales  or  exchanges  of 
capital  assets.  Including  Investments. 

(n)  Losses  on  other  contracts. 

(o)  Maintenance,  depreciation  and 
other  costs  incidental  to  excess  facilities 
(Including  machinery  and  equipment) 
other  than  reasonable  standby  facilities. 

(p)  Premiums  for  insurance  on  the 
lives  of  directors,  officers,  proprietors  or 
other  persons,  where  the  contractor  is 
the  beneficiary  directly  or  Indirectly. 

(q)  Selling  and  distribution  activities 
not  related  to  the  contract  products. 

(r)  Taxes  and  expenses  In  connection 
with  financing,  refinancing,  or  refunding 
operations.  Including  the  listing  of  secu- 
rities on  exchanges. 
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SUBPART  C — RESEARCH   CONTRACTS  WITH 
NONPROFIT  INSTITUTIONS 

5  414.300  Scope  of  subpart.  This  sub- 
part sets  forth  principles  for  the  determi- 
nation of  costs  in  connection  with  cost 
or  cost-sharing  contracts  (which  term, 
as  used  in  this  subpart,  means  cost-re- 
imbursement type  contracts  where  no 
fee  or  profit  Is  Involved,  and  Includes 
such  cost-reimbursement  type  subcon- 
tracts thereunder)  for  research  and  de- 
velopment entered  Into  with  educational 
or  other  nonprofit  Institutions. 

5  414.301  General  basis  for  determi- 
nation of  costs.  The  total  cost  of  a  cost 
or  cost-sharing  contract  for  research 
and  development  with  nonprofit  institu- 
tions is  the  sum  of  the  allowable  direct 
costs  Incident  to  the  performance  of  the 
contract,  plus  the  properly  allocable  por- 
tion of  allowable  Indirect  costs.  The 
tests  used  in  determining  the  allowability 
of  costs  Include  (a)  reasonableness.  (b> 
application  of  generally  accepted  Institu- 
tional accounting  principles  and  prac- 
tices, and  (c)  any  limitations  as  to  types 
or  amounts  of  cost  Items  set  forth  in  this 
subpart  or  otherwise  included  in  the  con- 
tract. Failure  to  mention  any  Item  of 
cost  in  this  subpart  Is  not  intended  to 
imply  that  It  is  either  allowable  or  not 
allowable. 

5  414.301-1  Cost-sharing  methods: 
Cost-sharing  may  be  accomplished  by 
one  of  the  following  methods: 

(a»  By  providing  in  the  contract  for 
the  percentage  of  the  total  allowable  cost 
of  the  project  which  will  be  borne  by  the 
Government ; 

(b)  By  agreeing  that,  for  the  purpose 
of  the  particular  project,  reimbursement 
for  indirect  expense  of  the  institution 
will  be  limited  to  some  rate  or  dollar 
amount  less  than  the  indirect  expense 
otherwise  applicable  and  computed  in 
accordance  with  the  principles  set  forth 
in  this  subpart : 

(c>  By  providing  in  the  contract  that 
certain  items  of  cost  will  not  be  consid- 
ered reimbursable; 

(d)  By  such  other  method  as  may  be 
agreed  upon. 

5  414  302    Allowable  direct  costs. 

5  414.302-1  Materials.  The  cost  of 
materials  Includes  the  cost  of  all  items 
purchased,  supplied,  manufactured  or 
fabricated,  which  enter  directly  into  the 
project  or  which  are  used  or  consumed 
directly  in  connection  therewith.  With- 
drawals from  stock  will  be  charged  in 
accordance  with  the  pricing  system  used 
by  the  contractor,  provided  such  system 
is  In  accordance  with  sound  Institutional 
accounting  practice  and  Is  consistently 
followed.  In  calculating  the  cost  of  ma- 
terials, there  shall  be  deducted  all  cash 
discounts,  trade  discounts,  rebates,  and 
other  allowances  and  credits  taken  by 
the  contractor,  including  (a)  credit  for 
any  materials  returned  to  stock  or  to 
vendors,  and  (b)  credit  for  proceeds  or 
value  received  by  the  contractor  for  any 
scrap  resulting  from  j)erformance  of  the 
contract.  Such  discounts,  rebates,  al- 
lowances and  credits  may  be  applied  di- 
rectly to  the  charges  for  materials  in- 
volved or  may  be  apportioned  through 
credits  to  indirect  costs. 


FEDERAL  REGISTER 

8  414.302-2  Salaries  and  wages.  This 
type  of  cost  consists  of  salaries  and 
wages  properly  chargeable  directly  to  the 
performance  of  the  contract.  General- 
ly, such  salaries  and  wages  will  be 
charged  at  the  actual  rates  paid  by  the 
contractor.  Where  faculty  members 
paid  on  a  salary  basis  work  part-time  on 
a  Grovernment  research  Or  development 
project,  reasonable  estimates  of  such  time 
may  be  used  In  lieu  of  exact  time  records. 

§414.302-3  Other  direct  costs.  There 
are  numerous  items  of  costs  which  are 
ordinarily  classified  as  indirect  costs  but 
which  may,  in  particular  cases,  properly 
be  chargeable  directly  to  the  contract 
where  the  contractor  demonstrates  that 
such  costs  are  specifically  related  to  the 
contract. 

§414.303  Allowable  indirect  costs. 
For  the  purposes  of  this  subpart,  institu- 
tional Indirect  costs  Include  the  fol- 
lowing: 

(a)  All  costs  customarily  classified  by 
institutions  as  "general  administration" 
and  "general  expense"; 

(b)  The  cost  of  operation  and  main- 
tenance of  the  physical  plant,  exclusive 
of  expenses  relating  to  the  library; 

(c)  Expenses  relating  to  the  library; 

(d)  Any  other  allowable  Indirect  costs. 
"General  administration"  and  "general 
expense"  include  all  expenses  of  the  gen- 
eral executive  and  administrative  offices 
of  an  institution,  and  all  expenses  of  a 
general  character  which  do  not  relate  to 
any  specific  division  of  the  Institution. 

§  414.303-1  Apportionment.  Where 
apportionment  is  necessary  and  prior  to 
allocation  to  the  contract,  the  aforemen- 
tioned kinds  of  indirect  costs  shall  first  be 
apportioned  as  between  (a)  instruction 
and  research  activities  and  (b)  nonedu- 
catlonal  activities,  as  follows: 

(a>  '•General  administration"  and 
"general  expense."  on  the  basis  of  total 
expenditures,  except  that  any  such  ex- 
pense relating  to  group  insurance  or  to 
annuity  premiums  and  pensions  shall  be 
so  apportioned  on  the  basis  of  total  sal- 
aries and  wages; 

( b )  Operation  and  maintenance  of  the 
physical  plant,  on  the  basis  of  total 
square  or  cubic  footage  of  the  buildings ; 

(c)  Library  expenses  (Including  the 
total  library  expenses  plus  a  use  charge 
of  four  cents  per  volume  per  year),  on 
the  basis  of  the  institution's  total  popu- 
lation (includng  students):  Provided, 
That  apportionment  on  the  basis  of 
either  total  salaries  and  wages  or  direct 
department  charges  may  be  used  when, 
by  comparison  with  apportionment  on 
the  basis  of  population,  the  result  is 
equitable; 

(d)  Other  allowable  indirect  costs,  on 
the  basis  of  total  expenditures. 

§  414.303-2  Allocation.  After  deter- 
mination of  the  total  amount  applicable 
to  instruction  and  research  activities, 
such  amount  shall  In  turn  be  allocated  to 
the  contract. 

5  414.303-3  Use  charge  in  lieu  of  de- 
preciation. In  connection  with  the  cost 
of  operation  and  maintenance  of  the 
physical  plant,  a  charge  for  the  use  of 
buildings  and  equipment  may  be  included 
as  an  allowable  Indirect  cost  in  lieu  of 
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depreciation.  The  use  charge  for  build- 
ings (excluding  grounds,  and  also  exclud- 
ing buildings  paid  for  out  of  Federal 
funds)  shall  be  computed  at  the  rate  of 
two  percent  of  original  cost.  The  use 
charge  for  equipment  (excluding  library 
books)  shall  be  computed  either  (a)  at  a 
rate  not  exceeding  ten  percent  of  the 
actual  or  estimated  cost  of  equipment 
where  the  Institution's  records  reflect 
only  the  cost  of  the  original  complement 
of  equipment  for  the  present  functions, 
or  (b)  at  a  rate  not  exceeding  six  and 
two-thirds  percent  where  the  records  re- 
flect cost  of  usable  equipment  on  hand. 
In  cases  where  the  use  charge  for  admin- 
istration buildings  is  substantial,  the  cost 
item  representing  such  charge  shall  be 
Included  in  general  expense. 

5  414.304  Examples  of  items  of  allow- 
able costs.  Subject  to  the  requirements 
of  §  414.301  with  respect  to  the  general 
basis  for  determining  the  allowability  of 
costs,  and  irrespective  of  whether  the 
particular  costs  are  treated  by  the  con- 
tractor as  direct  or  indirect,  the  following 
items  of  cost  are  considered  allowable 
within  the  limitations  Indicated: 

(a)  Bonds  and  insurance,  including 
self-insurance    (but  see   §414.305    (k)). 

(b)  Freight,  transportation,  and  ma- 
terial handling. 

(c)  Library  expenses  (but  see  §  414.- 
303.1  (c)). 

(d)  Materials  and  supplies. 

(e)  Miscellaneous  office  and  adminis- 
trative services  and  supplies,  including 
communication  expenses. 

(f)  Patents,  purchased  designs,  and 
royalties,  to  the  extent  expressly  pro- 
vided for  elsewhere  in  the  contract  or 
otherwise  authorized  by  the  Government. 

(g)  Pension,  retirement,  group  health, 
accident  and  life  insurance  plans  (but  see 
§414.305  (k)). 

(h)  Protection  and  ipaintenance  of 
Government-owned  or  of  rented  equip- 
ment. 

(1)  Salaries  and  wages,  direct  and  in- 
direct (but  see  §  414.305  (D  ). 

(j)  Subcontracts  and  purchase  orders. 

(k>   Taxes  (but  see  §  414.305  (e)). 

(1)   Traveling  expenses. 

(m)  Vacation  and  sick  leave  pay.  to 
the  extent  required  by  law,  by  employer- 
employee  agreement  or  by  the  contrac- 
tor's established  policy. 

§  414.305  Examples  of  items  of  un- 
allowable costs.  Irrespective  of  whether 
the  particular  costs  are  treated  by  the 
contractor  as  direct  or  indirect,  the  fol- 
lowing Items  of  cost  are  considered  im- 
allowable,  except  as  indicated: 

(a)  Bad  debts  (including  expenses  of 
collection)  and  reserves  for  such  debts. 

(b)  Commissions,  bonuses  and  contin- 
gent fees  (under  whatever  name),  in 
connection  with  obtaining  or  negotiating 
for  a  Government  contract. 

(c)  Contingency  reserves. 

(d)  Equipment  (Including  books)  pur- 
chased or  rented,  except  to  the  extent 
specifically  approved  In  writing  by  the 
Contracting  Officer  or  authorized  by  the 
terms  of  the  contract. 

(e)  Federal  taxes  on  income  or  excess 
profits. 

(f)  Interest  on  borrowings  (however 
represented),  bond  discount  and  ex- 
pense, and  financing  charges. 
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(g>  Losses  from  sales  or  exchanges  of 
capital  assets,  including  investments. 

(h)  Losses  on  other  contracts. 

(1)  Museum  expenses  and  expenses  of 
similar  activities,  except  to  the  extent 
demonstrated  by  the  institution  to  be  di- 
rectly related  to  the  work  under  the 
contract. 

( j  t  Noneducatlonal  activities  expenses 
(Including  auxiliary  activities,  off-cam- 
pus and  other  extension  services,  and  or- 
ganized activities  relating  to  Instruc- 
tional and  research  departments,  except 
to  the  extent  that  the  re.search  con- 
tracted for  Is  to  be  performed  by  or  in 
such  activities). 

(k>  Premiums  for  insxirance  on  the 
lives  of  executives  or  other  persons  where 
the  contractor  is  the  beneficiary  (but 
see  S  414.304  (a)  and  (g) ) . 

(1)  Salaries  and  expenses  of  deans  of 
schools  and  heads  of  instructional  de- 
partments, and  their  offices:  Provided. 
That  salaries  of  such  persons  may  be 
Included  as  a  direct  charge  where  re- 
search and  development  worlc  is  under- 
taken directly  by  them  and  is  authorized 
In  the  contract  or  approved  in  writing  by 
the  Contracting  Officer. 

SUBPART  D CONSTHUCTION  CONTRACTS 

5  414.400  Scope  of  subpart.  This  sub- 
part sets  forth  principles  for  the  deter- 
mination of  costs  in  connection  with 
cost-reimbursement  type  contracts 
(which  term,  as  used  in  this  subpart. 
Includes  cost-reimbursement  subcon- 
tracts thereunder  (for  construction  or  for 
architect-engineer  services  related  to 
construction. 

§  414  401  Definition  of  construction 
contract.  The  term  "construction  con- 
tract" as  used  in  this  subpart  means  any 
contract  for  the  construction,  alteration 
or  repair  of  buildings,  bridges,  roads,  or 
other  kinds  of  rpal  property.  It  does  not 
include  a  contract  for  the  manufactur- 
ing, producing,  furnishing,  construction, 
alteration,  repair,  processing  or  assem- 
bling of  vessels,  aircraft,  or  other  kinds 
of  personal  property,  regardless  of  the 
terms  of  any  such  contract  as  to  payment 
or  title. 

5  414  402  General  basis  for  determi- 
nation of  costs.  The  total  cost  of  a  cost- 
reimbursement  type  contract  for  con- 
struction or  for  architect-engineer  serv- 
ices related  to  construction  is  the  sum  of 
the  allowable  costs  incident  to  the  per- 
formance of  the  contract,  less  applicable 
Income  and  other  credits.  The  tests 
used  in  determining  the  allowability  of 
costs  also  Include  (a>  reasonableness  and 
(b>  any  limitations  as  to  types  or 
amounts  of  cost  items  set  forth  in  this 
subpart  or  otherwise  included  in  the  con- 
tract. Failure  to  mention  any  item  of 
cost  In  this  part  is  not  intended  to  imply 
that  it  is  either  allowable  or  not  allow- 
able. Income  and  other  credits  arising 
out  of  operations  under  the  contract, 
where  the  related  cost  was  reimbursed  or 
accepted  as  an  allowable  cost,  will  be 
credited  to  the  Government. 

§  414.403  Examples  of  items  of  allow- 
able costs.  Subject  to  the  requirements 
of  S  414.402  with  respect  to  the  general 
basis  for  determining  allowability  of 
costs,  the  following  items  of  cost  are 
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considered  allowable  within  the  limita- 
tions indicated: 

(a)  Bonds  and  Insurance.  Including 
self-insurance,  to  the  extent  authorized 
by  the  Contracting  Officer. 

(b)  Camp  operations  <but  see  S  414.404 

(h)). 

(c)  Freight,  transportation,  and  ma- 
terial handling. 

(d>   Land  and  structures,  temporary 

use  thereof. 

(e)  Materials  and  supplies,  including 
Inspection,  storage,  salvage,  and  other 
usual  expenses  incident  to  the  procure- 
ment and  use  thereof. 

(f»  Patents,  purchased  designs,  and 
royalty  payments,  to  the  extent  author- 
ized by  the  Contracting  Officer. 

(g)  Plant  and  equipment,  purchase  or 
rental  thereof. 

(h)  Recruiting  of  personnel  (includ- 
ing "help  wanted"  advertising). 

(i)  Restoration  and  clean-up  of  site 
and  facilities,  as  directed  by  the  Con- 
tracting Officer. 

( J )  Structures  and  facilities  of  a  tem- 
porary nature. 

(k)  Subcontracts. 

(1)  Taxes,  fees  or  charges,  except  those 
Imposed  upon,  by  reason  of.  or  measured 
by  the  contractor's  fee. 

(m)  Traveling  expenses,  to  the  extent 
authorized  by  the  Contracting  Officer. 

(n»  Utility  services,  such  as  communi- 
cation, power,  gas  and  water. 

(o)  Vacation,  holiday  and  severance 
pay,  sick  leave  and  military  leave,  to  the 
extent  required  by  law  or  specifically  pro- 
vided for  elsewhere  in  the  contract. 

(p)  Wages  and  salaries. 

5  414.404  Examples  of  items  of  un- 
allowable costs.  The  following  items  of 
costs  are  considered  unallowable,  except 
as  indicated  and  then  only  subject  to  the 
requirements  of  §  414.402: 

(a)  Advertising  (Including  advertising 
In  trade  or  technical  journals),  except 
"help  wanted"  advertising. 

(b)  Central  office  expenses  of  the  con- 
tractor, such  as  supplies,  equipment,  rent 
or  any  other « expenses  incident  to  its 
maintenance  and  operation,  except  to  the 
extent  authorized  by  the  Contracting 
Officer. 

(c)  Commissions  and  bonuses  (under 
whatever  name)  In  connection  with  ob- 
taining or  negotiating  for  a  Government 
contract. 

(d)  Compen.^atlon  and  traveling  ex- 
.    penses  of  any  officer  or  employee  In  the 

central  office  organization  of  the  contrac- 
tor, except  to  the  extent  authorized  by 
the  Contracting  Officer. 

(e)  Contingency  reserves. 

(f)  Contributions  and  donations. 

(g)  Dividend  payments. 

(h)  Entertainment,  except  for  on-site 
recreational  activities  for  the  contrac- 
tor's employees  as  authorized  by  the  Con- 
tracting Officer. 

(1)  Interest  on  borrowings  (however 
represented),  bond  discount  and  ex- 
pense, and  financial  charges. 

<j)  Legal,  accounting  and  consulting 
fees  and  related  expenses,  except  to  the 
extent  authorized  by  the  Contracting 
Officer. 

(k)  Losses  on  other  contracts. 

(1)  Memberships  In  trade,  business 
and  professional  organizations. 


(m>  Pension,  retirement,  group  health, 
accident  and  life  insurance  plans. 

(n)  Storage  of  contract  records  after 
completion  of  contract  operations.  Irre- 
spective of  contractual  or  statutory  re- 
q'lirements  regarding  the  preservation 
of  records. 

(o)  Taxes,  fees  or  charges  imposed 
upon,  by  reason  of.  or  measured  by  the 
contractor's  fee. 

SUBPART  E — STTBJECTS  AFnCTING  COST 
WHICH  MAY  REQUIRE  SPECIAL  CONSIDERA- 
TION 

5  414.500  Scope  of  subpart.  This  sub- 
part enumerates  certain  subjects  affect- 
ing cost  which  may  require  special 
consideration  in  connection  with  the 
negotiation  or  performance  of  cost- 
reimbursement  type  contracts  and  which 
are  not  specifically  covered  in  Subpart 
B,  Subpart  C,  or  Subpart  D. 

5  414.501  Consideration  required.  It 
Is  important  that  Contracting  Officers 
and  their  negotiators  consider  the  sub- 
jects enumerated  In  §  414  502,  and  any 
other  subjects  not  precluded  by  the  pro- 
visions of  Subpart  B,  Subpart  C,  or  Sub- 
part D  (Whichever  part  is  applicable), 
for  the  purpose  of  (a)  determining  which 
subjects  if  any  should  be  expressly  pro- 
vided for  in  a  particular  cost-reimburse- 
ment type  contract,  and  (b)  incorporat- 
ing appropriate  clauses  in  the  contract. 
Action  taken  with  respect  to  any  such 
subjects  shall  be  reflected  either  in  the 
contract  or  in  the  record  of  contract 
negotiations. 

§  414.502  Examples  of  subjects  requir- 
ing sp€cial  consideration.  The  following 
examples  are  Illustrative  of  subjects  af- 
fecting cost  which  may  require  special 
consideration: 

(a>  Costs  incurred  Incidental  to  work 
covered  by  the  contract  but  prior  to  the 
execution  of  the  contract,  with  specific 
identification  of  the  types  thereof  and 
the  period  Involved. 

(b)  Government-furnished  property, 
general  nature  and  extent. 

(c)  Indirect  cost  basis  (1)  actual.  (2> 
predetermined  rate  or  amount,  or  (3) 
other. 

(d»  Insurance. 

(e)  Intracompany  and  Intercompany 
transactions. 

(f)  Liability  to  third  persons. 

(g)  Operation  of  restaurants  and 
cafeterias. 

(h)  Overtime  compensation. 

(P  Patents,  purchased  designs,  and 
royalty  payments. 

(J)  Personnel  movement  of  a  special 
or  mass  nature. 

(k)  Plant  facilities  fully  depreciated 
or  amortized  on  the  contractor's  books  of 
account  or  acquired  without  cost  (passi- 
ble compensation  for  utilization  In  the 
form  of  a  use  or  rental  charge). 

(1)  Rearrangement  or  relocation  of 
facilities  or  plant  sites. 

(m)  Research  programs  of  a  general 

nature. 

(n)  Security  measures  of  a  special  na- 
ture. 

(o)  Sharing  of  cast  or  research  proj- 
ects of  the  type  which  an  educational  or 
other  nonprofit  institution  might  under- 
take as  a  part  of  its  own  educational  or 
research  program. 
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(p)  Subcontracting,  nature  and  extent 
thereof  and  relation  to  fee  or  profit. 

(q»  Subsistence  and  housing  of  em- 
ployees. 

(r)  Termination  expenses. 

(s)  Tooling  and  equipment. 

(t)  Traveling  expenses  of  a  special  or 
unusual  nature. 

(u)  Wages  or  salaries  of  partners  or 
sole  proprietors.  f- 

I  P.   R.   Doc.   49-1144;    Filed.   Feb.    15,    1949; 
8:46   a.  m.j 


TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part  21 — Vocational  Rehabilitation  and 
Education 

education  and  training 

In  S  21.253.  paragraphs  (a),  (b),  and 
(c)  are  amended  as  follows: 

S  21.253  Additional  considerations  in- 
cident to  supervision.     •     •     • 

(a)  Medical  services  for  veterans  pur- 
suing vocational  rehabilitation  training. 
(1»  A  veteran  pursuing  vocational  re- 
habilitation training  under  Part  VII, 
Veterans  Regulation  1  (a),  as  amended 
(38  U.  S.  C.  ch.  12) .  is  entitled  to  such  of 
the  following  kinds  of  treatment  as  may 
be  medically  determined  necessary  to 
prevent  interruption  of  training  or  to 
hasten  return  to  training  of  a  veteran  In 
training  status  (Including  leave  status) 
when  a  cessation  of  Instruction  has  be- 
come necessary  because  of  Illness  or  In- 
Jury: 

(1)  Emergency  hospitalization,  In  ac- 
cordance with  S  17.35  of  this  chapter. 

(11)  Hospital  observation  for  physical 
examination.  In  accordance  with  §17.45 
of  this  chapter. 

(ill)  Hospital  treatment,  In  accord- 
ance with  §§  17.46,  17.47  and  17.48  of  this 
chapter. 

(Iv)  Outpatient  treatment.  In  accord- 
ance with  §  17.60  of  tills  chapter. 

(v)  Furnishing  and  repair  of  ortho- 
pedic and/or  prosthetic  appliances,  in 
accordance  with  §  17.115  of  this  chapter. 

(2)  A  veteran  pursuing  vocational  re- 
habilitation training  under  Part  VII, 
Veterans  Regulation  1  (a),  as  amended 
(38  U.  S.  C.  ch.  12),  is  entitled  to  dental 
examination  and/or  treatment  as  au- 
thorized by  §§  17.120  (f)  and  17.123  (e) 
of  this  chapter  determined  necessary  to 
prevent  interruption  of  training  or  to 
hasten  return  to  training  of  a  veteran 
in  training  status  (including  leave 
status)  when  a  cessation  of  Instruction 
has  become  necessary  because  of  the 
condition  requiring  the  dental  treatment. 
The  type  and  extent  of  dental  treat- 
ment will  be  as  determined  by  a  dental 
officer  of  the  Veterans'  Administration  In 
accordance  with  the  provisions  of 
9 17.129  (e)  of  this  chapter.  All  such 
dental  treatment  is  subject  to  the  pro- 
visions of  §  17.555  (d)  of  this  chapter. 

(3)  Transportation  Incident  to  medi- 
cal services  furnished  to  trainees  will  be 
supplied  at  Veterans'  Administration  ex- 
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pense  imder  the  provisions,  and  subject 
to  the  limitations  of  S  17.100  of  this 
chapter. 

(b)  Loans  from  vocational  rehabilita- 
tion revolving  fund.    See  i  21.135. 

(c)  Use  of  VA  Form  4-572.  Request  for 
Change  of  Address.  See  vocational  re- 
habilitation and  education  procedures. 

[SEAL]  O.  W.  Clark, 

Executive  Assistant  Administrator. 

[P.   R.   Doc.   49-1173;    PUed,   Feb.    15.    1949; 
8:48  a.  m.| 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  A — General  Rulei  and  Regulations 
IS.  O.  «»-A| 

Part  95 — Car  Service 
association  op  american  railroads 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  3,  held  at  its 
office  in  Washington.  D.  C,  on  the  11th 
day  of  February,  A.  D.  1949. 

Upon  further  consideration  of  the  pro- 
visions of  Service  Order  No.  68  (8.  F.  R. 
8513),  as  amended  (8  F.  R.  8513,  14224, 
16265;  9  F.  R.  7206,  14306;  10  F.  R.  6040, 
8142.  9720,  12090;  11  F.  R.  562,  6983; 
12  F.  R.  46,  3837,  4719,  4886,  8774;  13  F.  R. 
3185,  3738.  8220 » ,  and  good  cause  appear- 
ing therefor:  It  is  ordered,  That: 

Section  95.15,  Service  Order  No.  68,  be, 
and  it  is  hereby  suspended  effective  12:01 
a.  m.,  February  14,  1949.  This  suspen- 
sion shall  expire  at  11:59  p.  m..  April  16, 
1949,  unless  otherwise  modified  by  order 
of  the  Commission. 

It  is  further  ordered,  That  this  order 
shall  become  effective  at  12:01  a.  m., 
February  14,  1949;  that  a  copy  of  this 
order  and  direction  be  served  upon  the 
Association  of  American  Railroads,  Car 
Service  Division,  as  agent  of  the  railroads 
subscribing  to  the  car  service  and  per 
diem  agreement  under  the  terms  of  that 
agreement ;  and  that  notice  of  this  order 
be  given  to  the  general  public  by  deposit- 
ing a  copy  in  the  office  of  the  Secretary 
of  the  Commission  at  Washington.  D.  C, 
and  by  filing  it  with  the  Director,  Di- 
vision of  the  Federal  Register. 

(40  Stat.  101,  Sec.  402;  41  Stat.  476,  Sec. 
4;  54  Stat.  901;  49  U.  S.  C.  1  (10)-(17)) 

By  the  Commission,  EMvisIon  3. 

tSEAL]  W.  P.  Bartel, 

Secretary. 

(P.   B.   Doc.   49-1181;    PUed,   Feb.    16,    1M9; 
8:50  a.  m.] 
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The  modification  of  the  posting  re- 
quirements made  by  Posting  Order  No. 
308,  as  amended,  being  under  further 
consideration  and  good  cause  appearing 
therefor; 

It  is  ordered.  That  the  list  of  points 
specifically  named  in  the  eighth  para- 
graph (§  148.8)  of  the  Commissions  or- 
der of  October  12,  1915,  as  amended  by 
Posting  Order  No.  308  of  April  30,  1942, 
as  amended,  be,  and  it  is  hereby  further 
amended  by  changing  the  said  list  of 
points,  now  reading: 

Louisville  and  Nashville     Louisville.  Ky. 
Railroad  Compauy.         Montgomery.  Ala. 

to  read: 

Louisville  and  Nashville     Louisville.  Ky. 
Railroad  Company.         Birmingham.  Ala. 

And  it  is  further  ordered.  That  this  or- 
der shall  continue  in  force  until  further 
order  of  the  Commission. 

Dated  at  Washington,  D.  C,  this  7th 
day  of  February  1949. 

By  the  Commission. 

[seal]  W.  p.  Bartel, 

Secretary. 

(P.   R.  Doc.    49-1178;    Filed,   Feb.    15,    1949; 
8:49  a.  m.] 


(Posting  Order  308,  Amdt.  6] 

Part  148 — Postino  Tarhts  at  Stations 

louisville  and  nashville  railroad  co. 

In  the  matter  of  modification  of  the 
provisions  of  section  6  of  the  act  with  re- 
gard to  posting  freight  or  passenger 
tariffs  at  stations. 


Subchapter  B — Carriers  by  Motor  Vehicle 

Part  205 — Reports  of  Motor  Carriers 

annual  reports  of  carriers  of  passengers 

other  THAN  CLASS  I  CARRIERS 

At  a  session  of  the  Interstate  Com- 
merce Commission  held  in  its  office  In 
Washington,  D.  C,  on  the  26th  day  of 
August  A.  D.  1948. 

The  matter  of  annual  reports  from 
motor  carriers  of  passengers  other  than 
Class  I  carriers  being  under  considera- 
tion: It  Is  ordered,  that: 

§  205.4  Annual  reports  of  carriers  of 
passengers  other  than  Class  I  carriers. 
Each  Common  and  Contract  Motor  Car- 
rier of  Passengers  other  than  Class  I 
Carriers  (49  CFR,  181.02-1)  shall  file  an 
annual  report  for  the  year  ending  Decem- 
ber 31, 1948,  and  for  each  succeeding  year 
until  further  order,  in  accordance  with 
Motor  Carrier  Annual  Report  Form  C  * 
which  is  hereby  approved  and  made  a 
part  of  this  section.  The  annual  report 
shall  be  filed  In  the  Bureau  of  Transport 
Economics  and  Statistics,  Interstate 
Commerce  Commission,  Washington. 
D.  C,  on  or  before  April  30  of  the  year 
following  the  one  to  which  It  relates. 
(49  Stat.  563,  54  Stat.  926;  49  U.  8.  C. 
320) 

NoTi:  Budget  Bureau  No.  60-R-267;  ap- 
proval expires  August  30,  1949. 

By  the  Commission. 

[SEAL]  W.  P.  Bartel. 

Secretary. 

{P.   R.   Doc.   49-1182;    Piled.'  Feb.    15,    1949; 
8:61   a.  m.| 


>  PUed  as  part  of  original  document. 
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DEPARTMENT  OF  AGRICULTURE 
Office  of  the  Secretary 

Administrativi  Regulations 

designation  of  representatives  to  deter- 
mine equitable  adjustment  under  sales 
or  transfers  of  surplus  property 

The  Director.  Fiscal  Branch.  Produc- 
tion and  Marketing  Administration.  Is 
hereby  given  authority  and  is  designated 
as  representative  of  the  Secretary  of 
Agriculture  to: 

Consider  requests  for  equitable  adjust- 
ment, in  accordance  with  contract  pro- 
visions therefor,  arising  out  of  sale  or 
transfer  of  commodities  which  have  been 
declared  surplus  pursuant  to  the  Surplus 
Property  Act  of  1944,  and  authorize  such 
adjustment  as  in  his  sound  discretion  he 
determines  to  be  equitable  under  the  cir- 
cumstances. Each  adjustment  shall  be 
based  on  adequate  proof  of  facts;  shall 
be  in  the  form  of  a  written  determination 
supported  by  written  findings  of  fact; 
shall  be  conditioned  upon  the  contrac- 
tor's releasing  any  and  all  claims  he  may 
have  against  the  Government  under  the 
contract  involved  in  the  adjustment;  and 
shall  be  referred  to  the  Solicitor's  OfBce 
for  review  of  legal  problems.  If  any,  in- 
volved in  the  adjustment. 

The  designation  of  the  Controller.  Pro- 
duction and  Marketing. Administration, 
to  determine  equitable  adjustment  under 
sales  or  transfers  of  surplus  property, 
bearing  Administration  No.  4  and  dated 
August  7.  1947  (12  P.  R.  6441).  is  termi- 
nated but  any  proceedings  begun  by  the 
said  Controller  under  the  designation  of 
August  7,  1947.  may  be  continued  by  the 
Director.  Fiscal  Branch.  Production  and 
Marketing  Administration. 

Done  at  Washington,  D.  C,  this  11th 
day  of  February,  1949. 

[SEAL]  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

(P.   R.  Doc.   49-1199;    Filed,   Feb.    15,    1949; 
9:00  a.  m.| 


Production  and  Marketing 

Administration 

[Otn.  Sugar  Regs.,  Series  3,  No.  2,  Amdt.  B] 

Delegation  or  Authority  to  Administra- 
tor OR  Acting  Administrator 

Delegation  of  authority.  The  Admin- 
istrator or  Acting  Administrator  of  the 
Production  and  Marketing  Administra- 
tion is  hereby  authorized  to  act  for  and 
on  behalf  of  the  Secretary  in  Issuing 
notices  of  hearing  under  Title  7,  Chapter 
VIII.  §802.3  (formerly  §  801.103>  and 
In  designating  an  employee  or  employees 
of  the  Department  as  presiding  ofBcer 
to  conduct  hearings  In  accordance  with 
5  802.5  (formerly  §801. 105 >.  The  Ad- 
ministrator Is  hereby  authorized  to  re- 
delegate  to  the  Director  or  Acting 
Director  of  the  Sugar  Branch,  Produc- 
tion and  Marketing  Administration,  the 
authority  delegated  herein. 
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NOTICES 

Issued  this  11th  day  of  February  1949. 

[SKAL]  Charles  F.  Brannan. 

Secretary. 

|P.   B.   Doc.   49-1176;    Piled.   Peb.    16.    1949; 
9:00  a.  m.j 


Rural  Electrification  Administration 

[AdmlnUtratlve  Order  1806) 

Loan  Announcement 

January  28,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration ; 


Loan  designation: 
Texas  97G  Childress. 


Amount 
$190,000 


[SEALl 


Claude  R.  Wickard, 
Administrator. 


|F.    R.   Doc.   4»-1191;    Piled,    Peb.    15.    1949; 
8:63  a.  m.] 


[Administrative  Order  18071 
Loan  Announcement 

January  28,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following,  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration ; 

Loan  designation : 
Montana  16L  Pergus 


it  mount 
$235,000 


[SIALl 


Claude  R.  Wickard, 
Administrator. 


[¥.   R.   Doc.   49-1192;    Filed,   Peb.    15,    1949; 
8:53  a.  m.l 


loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


[AdmlnUtratlve  Order  1808] 
Loan  Announcement 

January  28.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 
Loan  designation:  Amount 

North  Carolina  23Z  Caldwell $700,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


(P.   R.   Doc.   49-1198;    Piled,   Peb.    16,    1949; 
8:53  a.  m.j 


(Administrative  Order  1809] 
Loan  Announcemint 

January  SI.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 


Loan  designation: 
Texas  83R  Plsher. 


Amount 

.  $70,  000 


[siALl  George  W.  Haggard, 

Acting  Administrator. 

[P.   R.    Doc.    49-1194;    Piled,    Peb.    15,    1949; 
8:53  a.  m.] 


[Administrative  Order   1810] 
Loan  Announcement 

January  31.  1949. 
Pursuant  to  the  provl.slons  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration : 

Loan  designation: 

Oklahoma  lOS  Cleveland 


Amount 
$460,000 


[8IAL]  George  W.  Haggard. 

Acting  Administrator. 

[P.    R.    Doc.    49-1195;    Piled.   Peb.    15.    1949; 
8:53  a.  m.] 


[Administrative  Order  1811] 
Loan  Announcement 

January  31,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration :  t 

Loan  designation:  Amount 

Iowa  69K  Henry $1,378,000 

[seal!  George  W.  Haggard, 

Acting  Administrator. 

(P.    R.   Doc.   49-1196;    Piled,   Peb.    16.    1949; 
8:53  a.  m.j 


[Administrative  Order  1812] 
Loan  Announcement 

January  31,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 


Loan  designation: 
Arkansas  27L  Ouachita. 


Amount 
$530,  000 


[8SAL]  George  W.  Haggard. 

Acting  Administrator. 

[P.   R.   Doc.   49-1197;    Filed,   Peb.    16,   1949j 
6:53  a.'  m.j 


Wednesday,  February  16,  1949 
FEDERAL  POWER  COMMISSION 

(Docket  No.  IT-60261 

Servicios  Elzctricos  dk  Piedras  Negras. 
S.  A.,  AND  Central  Power  and  Light 
Co. 

notice  of  application  for  authorization 
TO  export  electric  energy 

February  10.  1949. 

Notice  Is  hereby  given  that,  pursuant 
to  the  provisions  of  section  202  (e)  of  the 
Federal  Power  Act,  16  U.  S.  C.  791a-825r, 
Servicios  Electricos  de  Piedras  Negras, 
S.  A.,  on  February  9,  1949.  filed  with  the 
Federal  Power  Commission  an  applica- 
tion for  authorization  by  the  Commi.ssion 
to  export  energy  from  a  point  near  Eagle 
Pass.  Texas,  to  a  point  within  the  City 
of  Piedras  Negras,  Coahulla,  Mexico,  in 
quantities  up  to  12,000,000  kilowatt  hours 
annually  at  a  rate  of  supply  not  to  ex- 
ceed  2500  kilowatts.  This  application  Is 
Joined  in  by  Central  Power  and  Light 
Company  which  will  supply  the  electric 
energy  to  be  exported. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
proposed  application  should,  on  or  before 
March  2,  1949,  file  with  the' Federal 
Power  Commission  a  petition  or  protest 
In  accordance  with  the  Commission's 
rules  of  practice  and  regulations  under 
the  Federal  Power  Act. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


I  p.    R.   Doc.   49-1180;    Filed,   Feb.    15,    1949; 
8:49  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

Baltimore  Stock  Exchange 

ORDER  granting  SAID  EXCHANGE  PERMIS- 
SION TO  WITHDRAW  ITS  REGISTRATION  AS 
NATIONAL  SECtTRITIES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  10th  day  of  February  A.  D.  1949. 

The  Baltimore  Stock  Exchange  having 
been  granted  registration  as  a  national 
.securities  exchange  pursuant  to  section 
6  (d)  of  the  Securities  Exchange  Act  of 
1934,  eCTective  October  1.  1934;  and 

Said  Exchange  having  made  applica- 
tion on  January  31.  1949.  under  section 
6  (f)  of  the  Securities  Exchange  Act  of 
1934  for  withdrawal  of  its  registration 
as  a  national  securities  exchange  to  be 
effective  as  of  12:00  noon.  March  5.  1949, 
for  the  reason  that  the  said  Exchange 
and  the  Philadelphia  Stock  Exchange  are 
putting  into  effect  a  plan  of  merger  of 
the  businesses  of  the  two  exchanges 
which  will  result  In  the  termination  of 
the  activities  of  the  Baltimore  Stock  Ex- 
change; and 

It  appearing  to  the  Commi.ssion  that 
such  application  should  be  granted  sub- 
ject to  the  conditions  specified  below, 
with  which  conditions  the  Baltimore 
Stock  Exchange  hsis  agreed  to  comply ; 

It  is  ordered.  That  the  Baltimore  Stock 
Exchange  be,  and  Is  hereby,  permitted 
to  withdraw  its  registration  as  a  national 
securities  exchange,  effective  as  of  12:00 
noon,   March   5,    1949,   upon   condition 


FEDERAL  REGISTER 

(1)  that  notice  of  this  order  be  given 
prior  to  February  26.  1949,  to  all  issuers 
having  securities  listed  and  registered  or 
admitted  to  unlisted  trading  privileges 
on  said  Exchange;  and  (2)  that  said 
Exchange  shall  arrange  for  the  main- 
tenance of  its  records  and  files  relating 
to  trading  In  seciulties  on  the  Exchange 
In  a  conveniently  accessible  place  for  a 
period  of  three  years  from  the  effective 
date  of  this  order. 

By  the  Commission. 

IsEAL]  Orval  L.  Dubois. 

Secretary. 

[P.    R.   Doc.    49-1174;    Filed    Feb.    15,    1949; 
8:49  a.  m.) 


VETERANS'  ADMINISTRATION 

Field  Reorganization 

Section  3  is  deleted. 

Effective  February  1,J949,  the  respon- 
sibility for  the  administration  and  the 
supervision  of  the  various  units  of  organ- 
ization operating  at  field  stations  was 
transferred  from  branch  offices  to  cen- 
tral office.  Assistant  administrators 
from  that  date  assumed  responsibility  for 
field  supervision  of  their  respective  func- 
tions at  field  stations. 

The  foregoing  affects  only  supervisory 
activities  which  have  been  conducted  In 
branch  offices.  National  Service  Life  In- 
surance, death  claims  and  auxiliary 
operational  activities  continue  as  here- 
tofore at  the  13  locations.  These  oper- 
ations are  imder  the  direction  of  a  man- 
ager, and  the  offices  thus  formed  have 
been  designated  Veterans'  Administra- 
tion district  offices.  The  managers  of 
the  respective  district  offices  are  charged 
with  the  additional  responsibility  of  co- 
operating In  the  liquidation  of  the  inter- 
mediate supervisory  activities  of  former 
branch  offices  so  that  this  liquidation  will 
be  completed  at  as  early  a  date  as  pos- 
sible, but  In  no  event  later  than  June  30, 
1949. 

Appropriate  changes  In  Veterans'  Ad- 
ministration organizational  material  ap- 
pearing in  the  "Notices"  section  will  be 
published  In  subsequent  issues  of  the 
Federal  Register. 

[seal]  O.  W.  Clark, 

Executive  Assistant  Administrator. 

|F.   R.   Doc.   49-1172;    Piled,   Feb.    16,    1949; 
8:47  a.  m.) 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHOarrT;  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  60 
U.  8.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942.  3  CFR.  Cum.  Supp.,  K.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

(Vesting  Order   12798] 
Bernard  Trauer 

In  re :  Stock  owned  by  Bernard  Trauer. 
D-28-10816-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 
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1.  That  Bernard  Trauer.  whose  last 
known  address  Is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Twenty  (20)  shares  of  $25.00  par 
value  common  capital  stock  of  The  At- 
lantic Refining  Company,  260  South 
Broad  Street.  Philadelphia  1,  Pennsyl- 
vania, a  corporation  organized  under 
the  laws  of  the  State  of  Pennsylvania, 
evidenced  by  a  certificate  numbered  CO- 
193839.  registered  In  the  name  of  Ber- 
nard Trauer.  together  with  all  declared 
and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany), 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  uSed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  P.   R.   Doc.   49-1162;    Piled,    Feb.    14,    1949; 
9:00  a.  m.j 


[Vesting  Order  12799] 
MiTSUO  Usui 


In  re :  Bank  accounts  owned  by  Mitsuo 
Usui.    F-39-4303-E-l/E^2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mitsuo  Usui,  whose  last  known 
address  Is  Kyowa  Koekl  Kalsha  #4-2 
Chome  Tohrl  Nlhon  Bashl  Chuo-ke, 
Tokyo,  Japan.  Is  a  resident  of  Japan  and 
a  national  of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  tx>  Mitsuo  Usui,  by  Sumitomo 
Bank  of  Seattle,  1411  Fourth  Avenue 
Building,  Seattle,  Washington,   arising 


4 

» 
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out  of  a  checking  account,  entitled  Mlt- 
suo  Usui,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Mitsuo  Usui,  by  Sumitomo 
Bank  of  Seattle.  1411  Fourth  Avenue 
Building,  Seattle.  Washington,  arising 
out  of  a  savings  account,  entitled  MiLsuo 
Usui,  maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Mitsuo  Usui,  by  Seattle- 
First  National  Bank.  2nd  k  Cherry  Street, 
Seattle  4,  Washington,  arising  out  of  a 
checking  account,  entitled  Mitsuo  Usui. 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
son named  in  subparagraph  1  hereof  is 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"'  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1.  1949. 

For  the  Attorney  General. 

iSEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.   R.   Doc.   4»-1163;    Filed.   Feb.    14,    1949; 
9:00  a.  m.J 


(Vesting  Order   128011 
WOLFRAMERZ   A.   O. 

In  re:  Bank  account  owned  by  Wolf- 
ramerz  A.  G. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  a'  tided,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Pried.  Krupp  A.  G..  the  last 
known  address  of  which  Is  Essen.  Ger- 
many, is  a  corporation  organized  under 
the  laws  of  Germany,  and  which  has  or, 
since  the  effective  date  of  Executive  Or- 
der 8389,  as  amended,  has  had  Its  prin- 
cipal place  of  business  In  Germany  and 
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Is   a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  Rheinmetall-Borsig  A.  G..  the 
last  known  address  of  which  Is  Berlin, 
Germany.  Is  a  corporation  organized  un- 
der the  laws  of  (jermany,  and  which  has 
or,  since  the  effective  date  of  Executive 
Order  8389.  as  amended,  has  had  its 
principal  place  of  business  in  Germany 
and  Is  a  natlwial  of  a  designated  enemy 
country  ( Germany  >; 

3.  That  Wolframerz  A.  G.  Is  a  corpo- 
ration organized  under  the  laws  of 
Switzerland,  whose  principal  place  of 
business  is  located  at  Glarus.  Switzer- 
land and  Is  or,  since  the  effective  date 
of  Executive  Order  8389.  as  amended, 
has  been  owned  or  controlled  by  or  act- 
ing or  purporting  to  act  directly  or  in- 
directly for  the  benefit  of  or  on  behalf 
of  the  aforesaid  Fried.  Krupp  A.  G.  and 
Rheinmetall-Borslg  A.  G..  and  is  a  na- 
tional of  a  designated  %nemy  country 
(Germany) ; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Chase  National  Bank  of  the 
City  of  New  York.  18  Pine  Street.  New 
York  15.  New  York,  arising  out  of  a 
checking  account  entitled  A.  G.  Wolf- 
ramerz. maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  Wolf- 
ramerz A.  G..  the  aforesaid  national  of 
a  designated  enemy  country  ((jermany) ; 

and  It  Is  hereby  determined: 

5.  That  Wolframerz  A.  G.  Is  controlled 
by  or  acting  for  or  on  behalf  of  a  desig- 
nated enemy  country  (Germany)  or 
persons  within  such  country  and  is  a 
national  of  a  designated  enemy  country 
((Germany) ;  and 

6.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1,  2  and  3  here- 
of are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  Oeneral. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1164;    PUed,   Feb.    14,   1949; 
8:00  a.  m.] 


I  Vesting  Order  11427,  Amdtl 
,*  Joseph  Kassman 

In  re:  Stock  owned  by  Joseph  Kass- 
man,  also  known  as  Josef  Kassman,  and 
Joseph  Kassmann. 

Vesting  Order  11427,  dated  June  10. 
1948,  is  hereby  amended  as  follows  and 
not  otherwise: 

A.  By  deleting  from  subparagraph  2b 
of  the  aforesaid  Vesting  Order  11427. 
with  respect  to  Temporary  Certificates 
Numbers  TH  1  and  TH  2,  each  for  100 
shares  of  100  Chilean  Pesos  par  value 
capital  stock  of  Nitrate  Corporation  of 
Chile,  the  name  "Teff  L  Co.".  and  substi- 
tuting therefor  the  name  "Taff  L  Co.". 

All  other  provisions  of  said  Vesting  Or- 
der 11427  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on  Feb- 
ruary 1,  1949. 

For  the  Attorney  General. 

I  SEAL  I  David  L.  B.azelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.    49-1165:    Filed.    Feb.    14,    1949; 
9:00  a.  m.) 
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(Vesting  Order  9661.  Amdt  )  " 

Pauline  Mahh  and  George  Mahii 

In  re:  Debts  owing  to  Pauline  Mahr 
and  George  Mahr. 

Vesting  Order  9661  dated  August  13. 
1947  is  hereby  amended  as  follow^s  and 
not  otherwise: 

1.  By  deleting  from  the  aforesaid  Vest- 
ing Order  9661,  the  names  "Pauline 
Mohr  and  George  Mohr '  wherever  used 
in  the  said  Vesting  Order  9661.  and  sub- 
stituting therefor,  the  names  "Pauline 
Mahr  and  George  Mahr". 

2.  By  deleting  subparagraph  (2)  (a) 
of  Vesting  Order  9661,  and  substituting 
therefor  the  following: 

(a)  Those  certain  debts  or  other  ob- 
ligations matured  or  unmatured,  evi- 
denced by  six  (6)  Sheridan  Melrose 
Building  Corporation  15  year,  4%  non- 
cumulative  Income  and  sinking  fund  reg- 
istered bonds,  each  of  $500  face  value, 
bearing  the  numbers  768  through  773, 
registered  In  the  name  of  Pauline  Mahr 
and  George  Mahr,  Jointly,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same,  together  with  any  and  all 
rights  in,  to  and  under  said  bonds,  and 

All  other  provisions  of  said  Vesting  Or- 
der 9661  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pursu- 
ant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C,  on  Feb- 
ruary 1,  1949. 

For  the  Attorney  General. 

[8IAL]  David  L.  Bazxloiv, 

Assistant  Attorney  Oeneral. 
Director,  Office  of  Alien  Property. 

[F.  R.   Doc.   49-1188;    Filed.   Feb.    16,   1949; 
8:51  a.  m.) 
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TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Dcpariment  of  th«  Army 

Joint  Procurement  Regulations 

miscellaneous  amendments 

The  Joint  Procurement  Regulations, 
formerly  published  as  Parts  801  to  813, 
Inclusive,  of  Chapter  Vin.  Title  10. 
are  amended  by  rescinding  5§  802.108. 
802.108-1.  802.108-2.  802.108-3  and 
802.109  and  substituting  the  following  In 
lieu  thereof: 

{  802.108    Disqualified  bidders. 

S  802.108-1  In  oeneral:  persons  and 
firms  disqualified,  (a)  Ck)ntracts  shall 
not  be  placed  with  persons  or  firms  who 
are  Indicated  to  be  in  any  of  the  follow- 
ing categories  of  disqualified  bidders: 

( 1 )  Persons  or  firms  found  by  the  Sec- 
retary of  Labor  to  have  breached  or  vio- 
lated contractual  representations  and 
stipulations  required  by  the  Walsh- 
Healey  Act.  and  reported  by  the  Comp- 
troller General; 

(2)  Persons-and  firms  which  have  been 
held  Ineligible  to  be  awarded  contracts 
subject  to  the  Walsh-Healey  Act  under 
provisions  of  section  5  of  that  act.  and 
reported  by  the  Department  of  Labor; 

(3)  Persons  and  firms  found  by  the 
Comptroller  General  to  have  violated  the 
requirements  of  the  Bacon-Davis  Act, 
and  reported  by  the  Comptroller  Gen- 
eral; 

(4)  Bidders  to  whom  awards  will  not 
be  made  (debarment)  as  determined  by 
the  Departments  of  the  Army.  Navy,  and 
Air  Force,  including  violators  of  the  Buy- 
American  Act  (ASPR  6-108).  The  pro- 
visions and  requirements  of  the  Walsh- 
Healey  Public  Contracts  Act  and  the 
Bacon-Davis  Act.  referred  to  In  subpara- 
graphs (1),  (2),  and  (3)  of  this  para- 
graph, and  the  procedures  thereunder, 
including  report  of  violations,  are  covered 
in  Part  809 — Labor,  of  this  chapter. 

(b)  Inquiries  from  contractors  or  in- 
dividuals listed  as  ineligible  or  disquali- 
fied by  the  Comptroller  General  and  the 
Department  of  Labor  under  the  Walsh- 
Healey  or  Bacon-Davis  Acts  will  receive 
replies  indicating  the  nature  of  the  pro- 
hibition as  indicated  on  the  consolidated 
list  (8  802.109-1  (1>  and  AFR  70-8)  and 
requesting  that  the  inquirer  communi- 
cate with:  Wage  and  Hour  and  Public 
Contracts  Division,  Department  of  Labor, 


14th   Street   and   Constitution   Avenue, 
NW.,  Washington  25,  D.  C. 

5  802.108-2  Department  of  the  Army: 
bidders  to  whom  awards  will  not  be 
made:  debarment — (a)  In  general.  De- 
barment of  a  bidder  for  acts  constituting 
fraud  or  attempted  fraud  against  the 
United  States  is  a  drastic  administrative 
action  which  may  be  taken  by  the  De- 
partment and  must  be  based  on  adequate 
evidence  rather  than  on  accusation.  The 
Comptroller  General  states  "When  the 
interests  of  the  United  States  require  the 
debarment  of  a  bidder  no  question  will  be 
raised  by  this  olHce  with  respect  thereto : 
Provided,  The  length  of  time  of  such  de- 
barment is  definitely  stated  and  not  un- 
reasonable, and  the  reasons  for  the  de- 
barment, with  a  statement  of  the  specific 
instances  of  the  bidder's  dereliction,  are 
made  of  record  and  a  copy  thereof  fur- 
nished the  bidder  and  this  ofHce." 

(bi  Determination  of  debarment.  The 
determination  to  debar  a  bidder  from 
future  bidding  on  Department  of  the 
Army  contracts  will  be  the  responsibility 
and  within  the  authority  of  the  Director 
of  Logistics  (Chief.  Current  Procurement 
Branch).  Recording  of  the  debarment, 
and  furnishing  advice  of  the  action  to  the 
contractor  and  the  Comptroller  General 
will  also  be  a  function  of  the  Director  of 
Logistics  (Current  Procurement  Branch) . 

(O  Request  for  debarment.  Requests 
for  placement  of  a  bidder  upon  a  "confi- 
dential" list  of  bidders  to  whom  awards 
will  not  be  made  may  be  initiated  by  any 
procuring  activity  of  this  Department 
and  forwarded  through  channels,  to  the 
Director  of  Logistics.  Attention:  Chief, 
C^irrent  Procurement  Branch,  for  de- 
termination. 

(d)  Adequacy  of  request  for  debar- 
ment: responsibility.  A  request  for  de- 
barment will  be  submitted  in  triplicate 
and  will  contain  a  complete  certified 
statement  of  the  facts  concerning  the 
bidder's  dereliction,  including  affidavits, 
depositions,  records  of  investigators  and 
Investigative  boards,  citations  to  court 
action,  if  applicable,  etc.  The  names  and 
addresses  of  all  persons  having  knowl- 
edge of  the  circumstances  will  be  In- 
cluded. The  chief  of  a  procuring  activ- 
ity will  be  responsible  for  the  adequacy 
and  propriety  of  all  requests,  particularly 
as  to  basis  and  adequacy  of  evidence,  as 
may  be  Initiated  under  his  command. 

(e)  Procedure  after  debarment.  When 
the  Director  of  Logistics  (Chief,  Current 

(Continued  on  p.  693) 
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Procurement  Branch)  after  considera- 
tion of  the  evidence  submitted,  deter- 
mines that  it  is  In  the  best  interests  of 
the  Government  to  debar  a  bidder  from 
future  bidding  on  Army  contracts  and  so 
notifies  the  procuring  agencies,  the  fol- 
lowing procedures  become  effective: 

(1)  No  awards  will  he  made  to  any 
debarred  bidder  during  the  period  speci- 
fied for  debarment. 

(2)  Debarred  bidders  will  not  be  car- 
ried on  any  bid  mailing  lists  and  bids  will 
not  be  Invited  from  them. 

(3)  In  the  event  that  a  bid  is  ten- 
dered by  any  debarred  bidder,  it  will  be 
received  and  recorded  with  the  other 
bids  offered  on  the  purchase.  If  the 
(debarred)  bid  is  low.  It  will  then  be  re- 
jected, the  reason  to  be  given  on  the  cer- 
tificate to  the  General  Accounting  OflBce 
to  be  as  follows:  "In  accordance  with  the 
decision  of  the  Comptroller  General  of 
the  United  States  contained  in  his  let- 
ter to  the  Secretary  of  War,  dated  July 

23.  1929.  the  bid  of is  rejected 

because  of  previous  unsatisfactory  busi- 
ness dealings  with  the  Department  of 
the  Army." 

(4)  All  inquiries  relating  to  debarred 
bidders  will  be  forwarded  to  the  Director 
of  Logistics,  Attention :  Current  Procure- 
ment Branch. 

S  802.108-3  Department  of  the  Air 
Force.  Policies  and  procedures  to  be 
followed  with  respect  to  the  USAP  Dis- 
qualified Bidders  List  are  set  forth  In 
ArR70-8. 

§  802.109  Fraud  or  criminal  conduct 
in  connection  with  Army  and  Air  Force 
contracts;  consolidated  listing  of  ineligi- 
ble contractors  and  disqualified  bidders 
by  each  Department. 

I  802.109-1  Department  of  the  Army; 
fraud  and  criminal  conduct,  (a)  The 
prompt  reporting  of  suspected  fraud  or 
criminal  conduct  is  of  extreme  impor- 
tance and  must  necessarily  be  accom- 
plished primarily  by  personnel  in  the 
field.  All  persons  concerned  with  nego- 
tiation, administration,  settlement,  etc.. 
of  Army  contracts  will  be  on  the  alert 
for  the  possibility  of  fraud  at  all  times. 
There  has  been  established  in  the  Crimi- 
nal Division  of  the  Department  of  Justice 
a  War  Fraud  Unit,  the  duty  of  which  is 
to  take  appropriate  action  as  expedi- 
tiously as  possible  In  all  cases  where 
criminal  conduct  or  fraudulent  activity 
is  believed  to  exist  In  connection  with 
contracts  entered  into  by  the  Govern- 
ment with  private  commercial  concerns 
and  all  other  organizations  or  individ- 
uals in  connection  with  Army  procure- 
ment activities. 

(b>  Reporting  procedure.  The  Secre- 
tary of  the  Army  requires  that  a  report 
be  made  to  his  office  of  instances  of  pos- 
sible violation  of  any  Federal  Statute  in 
connection  with  Army  contracts  or  re- 
lated matters.  Including  evidence  of  pos- 
sible fraud  involving  contract  termina- 
tion, administered  either  under  these 
regulations  or  under  preceding  regula- 
tions still  in  effect  in  specific  instances 
(1.  e.,  JTR  (PR  15) ;  WDPR).  A  report 
of  such  possible  violation  should  contain 
a  full  statement  of  the  pertinent  facts 
indicating  alleged  criminal  conduct, 
fraudulent  activity,  or  suspicion  thereof; 
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will  be  su];^}orted  by  appropriate  exhib- 
its; and  will  include  status  report  indi- 
cated in  paragraph  (e)  of  this  section. 
The  service  reporting  suspicion  of  fraud 
will  be  responsible,  within  Its  own  serv- 
ice, for  the  carrying  out  of  the  responsi- 
bilities and  prohibitions  contained  in 
paragraphs  (d)  through  (k)  of  this  sec- 
tion concurrent  with  the  submission  of 
such  repwrt.  All  reports  and  exhibits, 
and  all  supplements  thereto.  Including 
Interim  correspondence,  are  to  be  trans- 
mitted through  channels,  in  quadrupli- 
cate, to  the  Director  of  Logistics,  General 
Staff,  United  States  Army,  Washington 
25,  D.  C,  Attention:  Current  Procure- 
ment Branch.  The  Director  of  Logistics 
(Current  Procurement  Branch)  will  ex- 
amine and  forward  such  reports  and  ex- 
hibits, in  triplicate,  to  the  Office  of  the 
Assistant  Secretary  of  the  Army  (As- 
sistant Judge  Advocate  General,  Procure- 
ment Division)  for  coordination  and  nec- 
essary action  with  the  Office  of  the  In- 
spector General  and  with  the  Depart- 
ment of  Justice,  if  appropriate. 

(c)  Suspensions.  Formal  suspension 
directives,  when  necessary  and  requiring 
the  responsibilities  and  prohibitions  con- 
tained in  paragraphs  'd)  through  'k)  of 
this  section,  will  be  issued  by  the  Director 
of  Logistics  (Current  Procurement 
Branch).  When  appropriate,  the  spe- 
cific details  or  summary  thereof  concern- 
ing the  suspicion  of  fraud  or  apparent 
criminal  action  will  be  supplied  to  the 
technical  services  for  information  and 
guidance. 

(d)  Responsibility.  The  heads  of  ad- 
ministrative and  technical  services  will 
be  responsible  for  taking  the  appropriate 
administrative  actions  indicated  in  para- 
graphs (e)  through  (k)  of  this  section 
upon  receipt  of  notice  of  suspension  or 
when  reporting  suspicion  or  evidence  of 
fraud  or  criminal  conduct. 

(e)  Preliminary  reports.  As  soon  as 
possible  after  receipt  of  the  notice  of  sus- 
pension, and  within  30  days,  or  when  re- 
porting suspicion  of  fraud  each  service 
will  submit  a  brief  report.  In  quadrup- 
licate, indicating  the  current  contractual 
relationship  between  the  suspended  con- 
tractor and  the  reporting  service.  This 
report -need  only  consist  of  a  statement 
of  the  status  of  outstanding  contracts, 
either  proposed,  current,  or  terminated 
but  unsettled,  together  with  an  estimate 
of  any  amounts  of  money  due  and  owing 
the  suspended  contractor  by  the  report- 
ing service.  The  extent  to  which  such 
persons  or  firms  are  considered  neces- 
sary and  essential  suppliers  will  be  in- 
dicated. Negative  reports  indicating  no 
current  or  proposed  contractual  rela- 
tionship are  required. 

(f)  Procurement.  (1)  The  adminis- 
tration of  contracts  on  which  perform- 
ance is  current  will  not  continue  without 
the  specific  approval  of  the  Director  of 
Logistics  (Current  Procurement  Branch) . 
When  the  circumstances  concerning  a 
current  contract  with  a  suspended  con- 
tractor are  such  that  an  immediate  de- 
cision Is  necessary  relative  to  any  phase 
of  contract  administration,  including  ac- 
ceptance of  deliveries,  direct  communi- 
cation with  the  Assistant  Judge  Advocate 
General,  Procurement  Division  (repre- 
senting The  Assistant  Secretary  of  the 
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Army)  is  authorized  provided  that  the 
Items  being  procured  are : 

(1)  Urgently  and  vitally  needed  for 
national  defense; 

(11)  Component  parts  or  portions  of 
other  items  being  procured  from  con- 
tractors other  than  the  suspended  con- 
tractor and  the  end  Item  is  urgently 
needed  and  vitally  necessary  to  national 
defense; 

(iii)  Are  of  such  a  nature  that  with- 
drawal of  inspectors  or  discontinuance 
of  any  other  contract  administration 
functions  would  greatly  increase  any 
costs  for  which  the  Government  may  be 
liable  under  the  contract;  or 

(iv)  Of  any  nature  which  necessitates 
an  immediate  decision  by  the  Office  of 
The  Assistant  Secretary  of  the  Army  or 
the  Department  of  Justice.  In  request- 
ing such  emergency  decision,  extreme 
care  will  be  taken  to  present  all  known 
facts  and  the  specific  modification  (s) 
believed  necessary.  Such  requests,  when 
imperative,  may  be  made  by  telephone, 
telegram,  or  special  delivery,  or  in  person, 
if  appropriate  and  necessary.  Copies  of 
the  request  and  subsequent  discussions  or 
decisions  resulting  from  such  direct  com- 
munication will  be  recorded  by  the  cort- 
tracting  officer  or  office  making  the 
request  and  furnished  to: 

Office  of  The  Assistant  Secretary  of  the 
Army  (In  triplicate)  (Attention:  Assistant 
Judge  Advocate  General.  Procurement  Divi- 
sion ) . 

Office  of  the  head  of  the  service  concerned 
(as  required  by  that  office). 

Chief,  CvuTent  Procurement  Branch,  Pro- 
curement Group.  Logistics  Division,  General 
Staff.  United  States  Army  (In  duplicate). 

All  requests,  other  than  those  of  the  ur- 
gent nature  indicated  above,  will  be  made 
through  the  normal  channels  (Current 
Procurement  Branch,  Logistics  Division. 
GSUSA-  . 

(2)  No  additional  procurement  will  be 
made  from,  nor  any  commitments  given 
to,  firms  or  individuals  suspected  or  hav- 
ing defrauded  the  Government  or  of  hav- 
ing been  placed  in  suspension,  until  writ- 
ten clearance  for  each  individual 
procurement  has  been  obtained  from  the 
Director  of  Logistics  (Current  Procure- 
ment Branch)  who  will  coordinate  the 
matter  with  the  Office  of  The  Assistant 
Secretary  of  the  Army  <  Assistant  Judge 
Advocate  Greneral,  Procurement  Divi- 
sion ) . 

(g)  Termination.  Negotiation  to- 
wards settlement  of  terminated  con- 
tracts will  cease  with  the  suspended  con- 
tractor, his  affiliates,  subsidiaries,  etc. 
Negotiations  must  likewise  cease  with  re- 
spect to  terminated  subcontracts  either 
let  or  held  by  the  sijspended  contractor 
and  with  all  lower  tier  subcontractors  of 
suspended  contractor.  All  delegations  of 
authority,  if  any.  under  JTR  642  <PR  15) 
or  under  any  like  regulation  will  be  im- 
mediately revoked  without  explanation. 

(h)  Payments,  d)  No  payments  of 
any  type  will  be  made  to  any  suspended 
contractor  either  under  procurement  or 
termination  unless  specifically  directed. 
Upon  receipt  of  notice  of  suspension,  dis- 
bursing officers  will  promptly  forward 
any  administratively  approved  vouchers 
In  or  coming  into  their  possession  to  the 
Office.  Chief  of  Finance.  Attention:  Re- 
ceipts and  Disbursement  Division.    Pro- 
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curing  agencies,  holding  or  In  receipt  of 
properly  certified  Invoices  covering 
amounts  properly  due  the  suspended  con- 
tractor, will  prepare  and  process  (Ad- 
ministratively approve)  the  necessary 
vouchers  and  will  forward  the  certified 
vouchers  to  the  OfBce,  Chief  of  Finance, 
Attention:  Receipts  and  Disbursement 
Division  through  their  assigned  disburs- 
ing officers  inviting  attention  to  the  fact 
that  the  contractor  concerned  is  under 
suspension.  This  procedure  will  be  fol- 
lowed whenever  any  additional  or  new 
amounts  become  due  during  the  period 
of  suspension  . 

(2)   In  cases  where,  in  the  opmlon  or 
the  contracting  officer.  It  is  believed  that 
circumstances    surrounding    either    the 
procurement  or  the  suspicion  of  criminal 
conduct  are  of  such  a  nature  as  to  permit 
or  require  complete  or  partial  release  of 
withheld  funds  due  and  owing  the  sus- 
pended contractor,  recommendation  for 
such  release,  including  a  full  statement 
of  the  particulars  supporting  such  recom- 
mendations may  be  made  by  the  con- 
tracting officer,  through  channels,  to  the 
Director  of  Logistics  (Current  Procure- 
ment Branch)   who  will  coordinate  the 
determination  of  the  matter,  through  the 
Office  of  The  Assistant  Secretary  of  the 
Army  (Assistant  Judge  Advocate  Gen- 
eral, Procurement  Division),  with   the 
Department  of  Justice. 

(1)  Release  from  suspension.  After  a 
contractor  has  been  placed  In  suspen- 
sion, as  Indicated  above,  such  suspension 
will  not  be  lifted  until  such  action  has 
been  approved  by  the  Director  of  Logis- 
tics (Current  Procurement  Branch)  who 
will  coordinate  the  matter  with  the  Of- 
fice of  The  Assistant  Secretary  of  the 
Army  (Assistant  Judge  Advocate  Gen- 
eral. Procurement  Division). 

(J)  Investigating  agencies.  When  a 
firm  or  Individual  has  been  suspended 
because  of  suspicion  of  fraud,  the  con- 
tracting officer  will  ordinarll^r  addresi  his 
own  Inquiries,  in  quadruplicate,  as  to 
status  and  progress  of  the  case  In  ques- 
tion, through  channels,  to  the  Director 
of  Logistics.  General  Staff,  United  States 
Army.  Washington  25,  D.  C.  Attention: 
Current  Procurement  Branch,  and  will 
not  contact  the  local  offices  of  the  De- 
partment of  Justice  or  the  Federal  Bu- 
reau of  Investigation  In  such  connection. 
Full  cooperation,  however,  will  be  given 
to  the  representatives  of  the  Department 
of  Justice  and  the  Federal  Bureau  of  In- 
vestigation, when  requested  by  such  of- 
fices and  when  authorized. 

(k)  Contact  with  suspended  contrac- 
tors.    Reports  required  by  the  regula- 
tions In  this  part  and  all  action  accom- 
plished relating  thereto  are  "confiden- 
tial."   In  the  event  of  a  suspended  con- 
tractor making  Inquiry  as  to  reason  or 
cause  of   prohibitions  indicated  above, 
or  for  any  other  reason,  the  supplying 
of  any  Information  relating  to  the  sus- 
pension, either  by  reference  or  detail.  Is 
prohibited.    Instead,  the  contractor  will 
be  advised  that  consideration  is  being 
given  his  contract,  or  relationship,  by 
the  Office  of  The  Assistant  Secretary  of 
the  Army.  Washington  25.  D.  C.  Atten- 
tion: Assistant  Judge  Advocate  General, 
Procurement  Division,  and  all  Inquiries 


regarding  such  matters  should  be  ad- 
dressed in  writing  direct  to  that  office. 
Civil  and  courteous  treatment,  however, 
will  be  accorded  such  Inquiries  and  con- 
tinuation of  contractual  relationship  will 
be  permitted  only  when  specifically  au- 
thorized. 

(1)  Consolidated  listing  of  suspended 
and  ineligible  contractors  and  disquali- 
fied bidders.     In  conjunction  with  the 
Information  and  actions  contained  In  the 
preceding  paragraphs  of  the  regulations 
In  this  part,  a  consolidated  "confiden- 
tial" list  will  be  Issued  by  the  Director 
of     Logistics      (Current     Procurement 
Branch)    for  publication   through  The 
Adjutant  General,  for  the  use  and  guid- 
ance of  all  Interested  agencies  of  the 
Department  of  the  Army.    The  compre- 
hensive list  will  be  composed  of  an  alpha- 
betical  listing  of   all  firms  or  persons 
suspended.  Ineligible,  or  disqualified  from 
entering    Into    contractual    relationship 
with  the  Government.    Information  will 
be  supplied   Indicating   the  reason   for 
and  the  extent  of  the  suspension  or  pro- 
hibition.   The  listing  shall  comprise  the 
following  groups  of  persons  and  firms 
which  are  subject  to  the  prohibitions 
Indicated : 

(1)  Suspensions  initiated  by  the  Army 
and  affecting  Army  contracts.  Contrac- 
tors who  have  been  disqualified  or  de- 
clared Ineligible  In  accordance  with  the 
procedures  and  prohibitions  prescribed 
In  paragraphs  (O  through  (k>  of  this 
section  and  In  §  802.108  or  suspended 
under  like  circumstances  by  the  other 
Departments  of  the  National  Military 
Establishment. 

(2)  Susjjensions  initiated  by  agencies 
other  than  Army  and  prohibitions  ef- 
fected. (1)  Persons  and  firms  listed  by 
the  Comptroller  General  In  accordance 
with  the  provisions  of  section  3  of  the 
Walsh-Healey  Public  Contracts  Act  (act. 
June  30. 1936;  41  U.  S.  C.  35)  which  have 
been  found  by  the  Secretary  of  Labor  to 
have  violated  any  of  the  agreements  or 
representations  required  by  that  act.  No 
contracts  will  be  awarded  to  such  persons 
or  firms  or  to  any  firm,  corporation, 
partnership,  or  association  In  which  such 
persons  have  a  controlling  Interest,  for 
a  period  of  3  years  from  the  dates  on 
which  It  was  determined  such  breaches 
occurred. 

(11)  Persons  and  firms  listed  by  the 
Department  of  Labor  which  have  been 
held  Ineligible  to  be  awarded  contracts 
subject  to  the  Walsh-Healey  Public  Con- 
tracts Act  (that  Is.  any  contract  for  sup- 
plies In  an  amount  exceeding  $10,000) 
for  the  reason  that  they  do  not  qualify 
as  "manufacturers"  or  "regular  dealers" 
within  the  meaning  of  section  1  (a)  of 
said  act.    Such  persons,  corporations,  or 
firms  will  not  be  awarded  any  contract 
subject  to  the  act  unless  a  change  In 
status  Is  shown  and  so  determined  by  the 
Department  of  Labor  prior  to  award  of 
any  such  contract.    The  IneUglblllty  of 
those  persons,  corporations,  and  firms  to 
be  awarded  contracts  subject  to  the  act 
does  not  affect  any  rights  they  may  have 
to  be  awarded  contracts  not  subject  to 
the  act,  nor  does  It  affect  their  rights,  as 
agents,  to  bid  upon  and  be  awarded.  In 
the  name  of  a  qualified  principal,  con- 
tracts which  are  subject  to  the  act. 


(Ill)  Persons  and  firms  listed  by  the 
Comptroller  General  In  accordance  with 
the  provisions  of  section  3  of  the  Davis- 
Bacon  Act  (act.  3  Mar.  31;  40  U.  S.  C. 
2T6a)  found  by  the  Comptroller  Gen- 
eral to  have  violated  said  act.  No  con- 
tract Is  to  be  awarded  to  any  contractor, 
or  any  firm,  corporation,  partnership,  or 
association  In  which  the  contractor  has 
an  Interest  for  a  period  of  3  years  from 
the  publication  of  the  list  containing  the 
names  of  the  violators. 

(m)  Additions  to  and  removals  from 
consolidated  list  of  ineligible  or  sus- 
pended contractors  and  disqualified  bid- 
ders. Interim  notices  Indicating  addi- 
tions to  or  removals  from  the  consoli- 
dated list  will  be  Issued  by  the  Director 
of  Logistics  (Current  Procurement 
Branch)  when  appropriate. 

(n)  Exchange  of  lists.  The  Director 
of  Logistics  (Current  Procurement 
Branch)  will  supply  the  E>epartments  of 
the  Navy  and  the  Air  Force  with  copies 
of  the  consolidated  listing,  and  any  In- 
terim changes  thereto,  for  Information 
and  guidance  and  will  publish  additional 
information  received  from  those  Depart- 
ments. 


5  802.109-2  Department  of  the  Air 
Force.  In  the  case  of  the  Department  of 
the  Air  Force,  all  reports  of  possible  vio- 
lation of  any  Federal  criminal  statute  In 
connection  with  Air  Force  contracts  or 
related  matters.  Including  reports  of  pos- 
sible fraudulent  activity,  will  be  sub- 
mitted In  accordance  with  Instructions 
contained  In  AF  Letter  124-3. 

fProc.  Cir.  2,  19491     (Pub.  Law  413.  80th 
Cong.) 

[seal]  Edward  F.  Witsell. 

Major  General, 
The  Adjutant  General. 

|F.   R.   Doc.    49-1230;    Filed,   Feb.    16,    1949: 
8:57  a.  m.j 


TITLE  7— AGRICULTURE 

Subtitle  A — Office  of  the  Secretary  of 
Agriculture 

Part  1 — Administrative  Regulations 

Part  4— War  Food  Orders  (Production 

AND  MARKITINO  ADMINISTRATIOK  ) 

editorial  chances  incident  to  publica- 
tion or  CODE  or  federal  regulations, 

1949  EDITION 

Editorial  Note:  The  following  changes 
have  been  made  In  Subtitle  A  of  Title  7: 

1.  Section  1.52  has  been  excluded  from 
the  Code  of  Federal  Regulations.  1949 
Edition. 

2.  Former  §5  1596.5  (12  F.  R.  1164. 
3063>  and  1596.6  (12  F.  R.  3395)  have 
been  redesignated  il  4.2  and  4.3. 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Industry, 
Department  of  Agriculture 

Part  3 — Organization  of  Forcb 

discontinuance  or  codification 

Editorial  Note:   The  codification  of 
Part  3  (88  3.1  and  3.2)  has  been  dlscon- 
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tinued.  Future  amendments  to  this 
material  will  be  published  In  the  Notices 
section  of  the  Federal  Register. 


TITLE  10— ATOMIC  ENERGY 

Chapter  I — Atomic  Energy 
Commission 

Part  60 — Domestic  Uranium  Program 

codification  of  schedule  I 

Edftorial  Note:  Schedule  I  to  §  60.3. 
Minimum  Prices,  Specifications  and 
Conditions,  has  been  codified  as  §  60.3a. 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Rooms  In  Rooming  Houses  and 
Other  EsUbllshments  Rent  Reg.,'  Amdt. 
851 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulations  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other  Bs- 
tablishments  (SS  825.81  to  82592)  is 
hereby  amended  in  the  following  re- 
spects : 

1.  Schedule  B  Is  amended  by  incorpo- 
rating Item  44  as  follows: 

44.  Provisions  relating  to  the  Columbia  De- 
fense-Rental Area,  State  of  Mississippi. 

Decontrol  based  upon  the  recommendation 
of  the  Local  Adviiory  Board.  The  application 
of  if  825  81  to  825.92  Is  terminated  In  the 
Columbia  Defense  Rental  Area,  State  of 
Mississippi. 

2.  Schedule  A,  Item  163a,  Is  amended 
to  read  as  follows : 

163a  (Revoked  and  decontrolled). 

fSec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  <d).  Applies  sec.  204 
(e),  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e)> 

This  amendment  shall  become  effec- 
tive February  17,  1949. 

Issued  this  14th  day  of  February  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
65  to  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments 

The  Local  Advisory  Board  for  the 
Columbia  Defense-Rental  Area,  State  of 
Mississippi,  has,  in  accordance  with  sec- 
tion 204  (e)  (1)  (Ai  of  the  Housing  and 
Rent  Act  of  1947,  as  amended,  recom- 
mended the  decontrol  of  said  Defense- 
Rental  Area. 

The  Housing  Expediter  has  found  that 
this    recommendation    Is    appropriately 
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substantiated  and  In  accordance  with 
applicable  law  and  regulations  and  he  Is, 
therefore.  Issuing  this  amendment  to 
effectuate  the  recommendation. 

IP.   R.   Doc.   49-1250;    Filed,   Feb.    18,    1949; 
8:58  a.  m.] 


(Controlled  Housing  Rent  Reg..'  Amdt.  67 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rbnt  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  Schedule  B  is  amended  by  incorpo- 
rating Item  43  as  follows: 

43.  Provisions  relating  to  Columbia  De- 
fense-Rental Area,  State  of  Mississippi. 

Decontrol  hosed  upon  the  recommendation 
of  the  Local  Advisory  Board.  The  applica- 
tion of  ?{825  1  to  826  12  Is  terminated  In 
the  Columbia  Defense-Rental  Area.  State  of 
Mississippi. 

2.  Schedule  A.  Item  163a.  Is  amended  to 
read  as  follows: 

163a  [Revoked  and  decoa trolled). 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  SUt.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App  1894  (d).  Applies  sec.  204 
(e)  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App.  1894 
(e» ) 

This  amendment  shall  become  effec-. 
five  February  17,  1949. 

Issued  this  14th  day  of  February  1949. 
Tighe  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
67  to  the  Controlled  Housing  Rent 
Regulation 

The  Local  Advisory  Board  for  the 
Columbia  Defense-Rental  Area,  State  of 
Mississippi,  has.  In  accordance  with  sec- 
tion 204  (e)  (1)  (A)  of  the  Housing  and 
Rent  Act  of  1947,  as  amended,  recom- 
mended the  decontrol  of  said  Defense- 
Rental  Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  Is  appropriately 
substantiated  and  in  accordance  with  ap- 
plicable law  and  regulations  and  he  is, 
therefore.  Issuing  this  amendment  to 
effectuate  the  recommendation. 

(F.    R.   Doc.    49-1249;    Filed,    Feb.    16.    1949; 
8:58  a.   m.l 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders^ 

(Public  Land  Order  650) 

Alaska 

withdrawing  public  land  for  highway 
patrol  station 

By  virtue  of  the  authority  vested  In 
the  President  and  pursuant  to  Executive 
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Order  No.  9337  of  April  24,  1943.  It  is  or- 
dered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  land  in  Alaska 
Is  hereby  withdrawn  from  all  forms  of 
appropriation  under  the  public-land 
laws.  Including  the  mining  laws  but  not 
the  mineral  leasing  laws,  and  reserved 
and  set  apart  under  the  jurisdiction  of 
the  Department  of  the  Interior  for  use 
by  the  Alaska  Highway  Patrol,  Territory 
of  Alaska,  as  a  site  for  a  highway  patrol 
station: 

COPPEB    RUEB    MERIDUN 

T  4  N..  R.  2  W  , 

Sec.  24,  W>4SE'/4SWV«SW»4. 

The  area  described  contains  5  acres. 

The  reservation  made  by  this  order 
shall  take  precedence  over  but  shall  not 
modify  Executive  Order  No.  9145  of  April 
23,  1942,  reserving  a  right-of-way  200 
feet  wide,  100  feet  on  each  side  of  the 
center  line  of  the  Palmer-Richardson 
Highway,  and  Public  Land  Order  No.  46 
of  October  8.  1942  withdrawing  public 
lands  for  classification  and  in  aid  of  leg- 
islation so  far  as  they  affect  the  above- 
described  land. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

FEBRUARY  4,  1949. 

(F.  R.  Doc.  49-1206;  Filed,  Feb.  16,  1949; 
8:61  a.  m.] 


'  13  F.  R.  5750,  5789.  5875,  6937,  5938.  6247. 
628*}.  6411,  6556.  6882.  6911,  7299,  7672,  7801, 
7862.  8218,  8328.  8388;  14  F.  R.  18,  272.  337, 
467.  627. 


'  13  F.  R.  6706,  6788,  6877.  5937,  6246,  6283. 
6411.  6666,  6881.  6910,  7299,  7671,  7801.  7862, 
8217,  8327.  8386;  14  F.  R.  17,  93.  143.  271,  337, 
466,  627. 


(Public  Land  Order  651  ( 
Alaska 

revoking  EXECUTIVE  ORDERS  NO.  2854  OF 
MAY  2,  1918  AND  NO.  2938  OF  AUGUST  16 
1918 

By  Virtue  of  the  authority  vested  In 
the  President  by  section  1  of  the  act  of 
June  25,  1910,  c.  421.  36  Stat.  847  '43 
U.  S.  C,  sec.  141),  and  pursuant  to  Ex- 
ecutive Order  No.  9337  of  April  24.  1943, 
It  is  ordered  as  follows: 

Executive  Orders  No.  2854  of  May  2, 
1918,  and  No.  2938  of  August  16,  1918, 
withdrawing  the  following-described 
public  lands  In  Alaska  for  the  purpose 
of  supplying  timber  for  use  in  the  con- 
struction of  aeroplanes  for  the  United 
States,  are  hereby  revoked: 

An  area  extending  10  miles  back  from  the 
tide  line  around  Lltuya  Bay,  and  an  addi- 
tional tract  lying  aouth  of  latitude  58  50'  N., 
and  west  of  longitude  137  40'  W.,  bounded 
on  the  west  by  the  Gulf  of  Alaska. 

The  areas  described  aggregate  ap- 
proximately 350  square  miles. 

The  lands  ate  subject  to  Proclamation 
No.  2330  of  April  18,  1939,  enlarging  the 
Glacier  Bay  National  Monument. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

February  4,  1949. 

|F.   R.   Doc.   49-1208;    Filed,   Feb.    16.    1949; 
8:61  a.  m.] 


■kiiiec    AWin    BB<^IIIATmM< 


696 

[Public  Land  Order  652] 

Idaho 

leservinc  public  land  for  vs%  bt  forest 

SERVICE,  DEPARTJIENT  OF  AGRICULTURE.  AS 
ADMINISTRATIVE  SITE 

By  virtue  of  the  authority  vested  in  th« 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24.  1943.  it  Is  or- 
dered as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  land  in  Idaho 
is  hereby  withdrawn  from  all  forms  of 
appropriation  under  the  public-land 
laws  including  the  mining  laws  but  not 
the  mineral-leasing  laws,  and  reserved 
lor  use  by  the  Forest  Service.  Depart- 
ment of  Agriculture,  in  connection  with 
the  administration  of  the  Sawtooth  Na- 
tional Forest,  as  an  addition  to  the  Ket- 
chum  Ranger  Station  Site,  withdrawn 
by  Executive  Order  No.  4415  of  AprU  10, 

1926: 

Boise  Meridiaic 

T.  4  N..  R    18  E  . 

Block  39,  lot  7.  Ketchum  Townslte. 

The    area    described    contains    5,500 

square  feet.  ^„     ,      . 

It  is  intended  that  the  public  land 
described  in  this  order  shall  be  returned 
to  the  administration  of  the  Department 
of  the  Interior  when  It  is  no  longer 
needed  for  the  purpose  for  which  it  is 

reserved.  _ 

C.  GiRARD  Davidson. 

Assistant  Secretary  of  the  Interior. 
February  4.  1949. 
IF    R.   Doc.   49-1209;    Filed.    Feb.    16.    1949; 
8:51  a.  ta.\ 


RULES  AND  REGULATIONS 

The  areas  described  aggregate  approxi- 
mately 1,889  acres. 

J.  A.  Kruo. 
Secretary  of  the  Interior. 

February  7,  1949. 

IF.   R.   Doc.   4^-1211;    Filed.   Feb.    16.    1049; 
8:52  a.  m.] 


I  Public  Land  Order  5531 
Alaska 

WITHDRAWING  PUBLIC  LANDS  FOR  USE  OF 
ALASKA  RAILROAD  AS  TERMINAL  AND  STA- 
TION GROtmDS  AND  FOR  GRAVEL  PITS 

By  virtue  of  the  authority  vested  in 
the  President  by  section  1  of  the  act  of 
March  12.  1914  (38  Stat.  305.  48  U.  S.  C. 
sec  304 1  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943.  It  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  in 
Alaska  are  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  pub- 
lic-land laws,  including  mining  and  min- 
eral-leasing laws,  and  reserved  for  the 
use  of  The  Alaska  Railroad.  Department 
of  the  Interior,  for  terminal  and  station 
grounds  and  gravel  pits: 

Fairbanks   Meridian 

T  6  S..  R.  8  W.  (Unsurveyed). 
Sec.  27,  WVjSWVi; 
Sec.  28,  8' J ;  ^^,, 

Sec.  32.  8KV4NEV4  and  K'jSE^: 
Sec.  33: 

Sec.  34,  NWV4NW%. 
T.  7  3.  R.  BW..  „^„ 

Sec.  4.  lots  8  and  4,  S'/jNWy*  and  BW^J 
Sec.  5.  lot  1.  8B'4NEi.4  and  SK**: 
Sec.  8.  EV,NWV4.  NB'4.  that  portion  lying 
west  of  Tba  Alaaka  Railroad  right-of- 
way. 


(Public  Land  Order  554] 

Montana 

withdrawing  public  land  for  use  of 
department  of  agriculture,  and  re- 
voking executive  order  of  august  5. 

1878.   SO   FAR    AS   IT   AFFECTS   LAND   THUS 
WITHDRAWN 

By  Virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Older  No.  9337  of  AprU  24.  1943.  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  land  in  Montana  Is 
hereby  withdrawn  from  all  forms  of  ap- 
propriation imder  the  public-land  laws, 
including  the  mining  laws  and  the  min- 
eral-leasing laws,  and  reserved  for  the 
use  of  the  Forest  Service.  Department  of 
Agriculture,  in  connection  with  research 
activities  of  the  Northern  Rocky  Moun- 
tain Forest  and  Range  Experiment 
Station : 

Principal  Meridian 

T.  13  N..  R.  19  W.. 

Sec.  30,  SWy4SWV4   (li-t  4). 

The  area  described  contains  40.02 
ftcrcs. 

It  is  intended  that  this  land  shall  be 
returned  to  the  administration  of  the 
Department  of  the  Interior  when  It  is  no 
longer  needed  by  the  Department  of 
Agriculture  for  the  purpose  for  which  it 
is  reserved. 

The  Executive  order  of  August  5.  1878. 
reserving  certain  public  lands  as  an  addi- 
tion to  the  United  States  Military  Reser- 
vation at  Fort  Missoula.  Montana,  is 
hereby  revoked  so  far  as  it  affects  the 
above-described  land. 

J.  A.  Krug. 
Secretary  of  the  Interior. 


sentatlves  of  the  Pish  and  Wildlife  Serv- 
ice, and  of  the  Illinois  Natural  History 
Survey,  it  has  been  determined  that  there 
Is  an  excess  of  rough  fish  in  Crab  Orchard 
Lake  that  is  Interfering  with  sport  fish- 
ing and  with  the  production  of  aquatic 
vegetation.  It  further  has  been  deter- 
mined that  the  removal  of  excess  rough 
fish  is  consistent  with  the  objectives  for 
which  the  area  was  established  and  can 
best  be  accomplished  by  licensed  com- 
mercial fishing. 

The  following  sections  are  added: 


Thursday,  February  17,  1949 
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PROPOSED  RULE  MAKING 


33  54 
33.55 
33.56 
33.57 


February  7.  1949. 

[F.   R.   Doc.   49-1213:    Piled,   Feb.    16,    1949; 
8:52  a.  m.) 


Authorization 

Period  of  Ashing 

Fishing  llcenBcs  and  permlta 

Reports 


TITLE  50— WILDLIFE 

Chapter  l~FI$h  and  Wildlife  Service, 
Department  of  the  Interior 

Subchoptcr  C — Mano9«m»nl  of  WiWIif* 
Contarvatlen    Ar*at 

Past  33 — Central  Region 

iUBPART — CRAB  ORCHARD  NATIONAL  WILD- 
UFE  REFUGE,  ttLINOIS;  COMMERCIAL 
rXSHINO 

Basis  and  purposes.    On  the  basis  of 
observation  and  reports  of  field  repre- 


Authoritt:  S5  33  54  to  33  57  Issued  under 
R.  S.  161;  5  U.  S.  C.  22;  sec.  3,  Reorg.  Plan  III 
of  1940,  5  F.  R.  2107,  3  CFR  Cum.  Supp. 

§  33.54  Authorization.  Commercial 
fishing  under  permit  issued  by  the  officer 
in  charge  is  permitted  in  Area  I  and  Area 
II  of  the  Crab  Orchard  National  Wildlife 
Refuge  in  accordance  with  the  provisions 
of  Parts  18  and  21  of  this  subchapter 
and  subject  to  the  requirements  and  lim- 
itations of  §§  33.55  to  33.57. 

§  33  55  Period  of  fishing.  Area  I  shall 
be  open  to  commercial  fishing  during  the 
period  from  January  1  to  May  1.  inclu- 
sive, of  each  year.  Area  II  shall  be  open 
to  commercial  fishing  during  the  period 
from  March  1  to  May  1.  inclusive,  of  each 
year. 

5  33.56    Fishing  licenses  and  permits. 
In  addition  to  such  State  commercial 
fishing  license  as  is  required  under  8  21.43 
of  this  subchapter,  each  person  fishing 
commercially  shall  possess  a  Federal  per- 
mit issued  without  fee  by  the  oCBcer  in 
charge.      Such    Federal    permit    shall 
specify  the  water  or  waters  in  which  the 
permittee  may  fish  and  the  period  or 
periods  during  which  such  fishing  may 
be  performed.    The  officer  in.charge  may 
limit  the  kinds  of  fish  that  may  be  taken 
and  the  number  of  permits  that  may  be 
issued  for  any  particular  waters  during 
such  periods  as  he  determines  to  be  nec- 
essary for  the  protection  of  or  to  prevent 
disturbance  to  wildlife  using  such  waters 
or  areas. 

§  33.57  Reports.  In  addition  to  such 
reports  as  may  be  required  by  State  law 
or  regulation,  each  person  authorized  to 
ash  commercially  within  the  Refuge  shall 
submit  a  report  at  the  conclusion  of  each 
fishing  season  to  the  officer  in  charge. 
correctly  stating  the  kinds  of  fish  and 
the  quantity  of  each  taken  by  him  and 
the  total  Income  received  from  the  sale 
of  such  fish. 
Dated:  February  11.  1949. 
[SEAL]  O.  H.  Johnson, 


Acting  Director. 

|F.   R.   Doc.   4»-1202;    FUed.   Feb.    16,    1«K»; 
•  :5S  a.  m.] 


DEPARTMENT  OF  THE  INTERIOR 

Cureau  of  Indian  Affairs 
[  25  CFR,  Part  130  1 

Port  Hall  Indian  Irrigation  Project 
operation  and  maintenance  charges 

February  10,  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
min\strative  Procedure  Act  of  June  11, 
1946  (60  Stat.  238)  and  authority  con- 
tained in  the  act  of  Congress  approved 
March *1,  1907  (34  Stat.  1024).  and  by 
virtue  of  authority  delegated  by  the 
Commi.<:sioner  of  Indian  Affairs  to  the 
undersigned  Regional  Director.  Region 
No.  III.  Portland,  Oregon.  September  14. 
1946  (1 1  P.  R.  10267 ;  25  CFR  02.8 ) .  notice 
is  hereby  given  of  Intention  to  modify 
§  130  32  Basic  u^ter  charge,  of  Title  25, 
Code  of  Federal  Regulations,  dealing  with 
operation  and  maintenance  assessments 
against  irrigable  lands  of  the  Port  Hall 
Indian  Irrigation  Project.  Idaho,  as 
follows: 

By  increasing  the  annual  basic  water 
charge  per  acre  from  $2  50  to  $3  50  for 
each  irrigable  acre  of  land  in  non-Indian 
ownership  to  which  water  can  be  de- 
livered from  the  project  works.  In  ad- 
dition to  the  foregoing  change  there  shall 
be  collected  annually  a  minimum  charge 
of  $2.C0  for  the  first  acre  or  fraction 
thereof  on  each  tract  for  which  operation 
and  maintenance  bills  are  prepared. 

The  foregoing  proposed  changes  are  to 
become  effective  for  the  irrigation  season 
1949  and  continue  In  effect  thereafter 
until  further  notice. 

Interested  persons  are  hereby  given 
opportunity  to  participate  in  preparing 
the  proposed  amendments  by  submitting 
their  views  and  data  or  argument  in 
writing  to  E.  Morgan  Pryse,  Regional 
Director.  U.  S.  Indian  Service,  Building 
34.  Swan  Island.  Portland  18.  Oregon, 
within  30  days  from  the  date  of  publi- 
cation of  this  notice  of  intention  in  the 
daily  issue  of  the  Federal  Register. 

E.  Morgan  Pryse, 
Regional  Director. 

|F.   R.   Doc.   49-1231;    Filed.   Feb.    16.    1949; 
8:57  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7  CFR,  Part  26  1 

Wheat  and  Oats 

PRorosED  amendments  of  omciAL  grain 
standards 

Correction 

Federal  Register  Document  48-11367, 
appearing  on  page  8812  of  the  issue  for 
Thursday.  December  30,  1948,  has  been 
corrected  In  the  following  respects: 

1 .  The  Introductory  text  should  read  as 
follows: 

Notice  is  hereby  given  In  accordance 
with  section  4  (a)  of  the  Administrative 


Procedure  Act  (5  U.  S.  C.  1003  (a) )  that 
the  Secretary  of  Agriculture  pursuant  to 
the  United  States  Grain  Standards  Act, 
as  amended  (7  U.  S.  C.  1946  ed.  71-87)  is 
con.sidering  amending  the  Official  Grain 
Standards  of  the  United  States  for  Wheat 
<7  CFR  26.101-26.121,  as  amended),  the 
Official  Grain  Standards  of  the  United 
States  for  Corn  (7  CFR  26.151-26  159,  as 
amended) ,  and  the  Official  Grain  Stand- 
ards of  the  United  States  for  Oats  (7  CFR 
26  251-26.263.  as  amended)  in  the  follow- 
ing respects: 

2.  Paragraph  5  should  read  as  follows: 

5.  It  is  propo.sed  to  amend  5  26  159  fc> 
by  deleting  therefrom  the  word  "air"  and 
substituting  in  lieu  thereof  the  word 
"water." 


[  7  CFR,  Part  936  1 

Fresh  Bartlett  Pears,  f  lums.  and  El- 
berta  Peaches  Grown  in  California 

NOTICE  or  recommended  decision  and 
opportunity  to  file  written  excep- 
tions with  respect  to  proposed 
amendments    to    amended    marketing 

AGRETMENT   and   ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders,  as  amended  (7  CFR  and 
Supps.  900.1  et  seq.;  13  F.  R.  8585).  no- 
tice is  hereby  given  of  the  filing  with  the 
Hearing  Clerk  of  this  recommended  de- 
cision of  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion. United  States  Department  of  Agri- 
culture, with  respect  to  proposed  amend- 
ments to  Marketing  Agreement  No.  85. 
as  amended,  hereinafter  referred  to  as 
the  "marketing  agreement."  and  Order 
No.  36.  as  amended  (7  CFR.  Cum.  Supp.. 
Part  936).  hereinafter  referred  to  as  the 
"order."  regulating  the  handling  of  fresh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  in  the  State  of  California, 
to  be  made  effective  pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U.  8.  C.  and  Sup.  601  et  seq. ) .  Interested 
parties  may  file  exceptions  to  this  recom- 
mended decision  with  the  Hearing  Clerk, 
United  States  Department  of  Agricul- 
ture, Room  1846,  South  Building.  Wash- 
ington 25.  D.  C,  not  later  than  the  close 
of  business  on  the  10th  day  after  publi- 
cation hereof  in  the  Federal  Register. 
Exceptions  should  be  filed  in  quadrupli- 
cate. 

Preliminary  statement.  The  public 
hearing,  on  the  record  of  which  the  pro- 
posed amendments  to  the  marketing 
agreement  and  order  program  are  for- 
mulated, was  initiated  by  the  Production 
and  Marketing  Administration  as  a  re- 
sult of  proposed  amendments  received 
from  the  Control  Committee,  established 
pursuant  to  the  marketing  agreement 
and  order  as  the  agency  to  administer 
the  terms  and  provisions  thereof. 

In  accordance  with  the  applicable  pro- 
visions of  the  aforesaid  rules  of  practice 


and  procedure,  a  notice  that  a  public 
hearing  would  be  held  at  Sacramento, 
California,  on  December  6.  1948.  to  con- 
sider the  proposed  amendments  was 
published  in  the  Federal  Register  (13 
P.  R.  7356.  7417)  on  December  2.  1948. 

Material  issues.  The  material  issues 
presented  on  the  record  of  the  hearing 
were  concerned  with  amending  the  mar- 
keting agreement  and  order  to  provide, 
with  respect  to  fresh  Bartlett  pears, 
plums,  and  Elberta  peaches  produced  in 
the  State  of  California : 

<  1  >  That,  for  the  purpose  of  the  mar- 
keting agreement  and  order  program, 
(a)  plums  of  the  Beauty.  Formosa, 
Santa  Rosa,  and  Climax  varieties  be  . 
considered  as  a  separate  commodity,  and 
<b)  plums  of  all  other  varieties  be  con- 
sidered as  a  separate  commodity; 

<2)  For  the  restriction  of  the  Fcope  of 
section  5  of  the  marketing  agreement 
and  §  9C6  5  of  the  order  to  the  regulation 
of  daily  shipments  of  Bartlett  pears; 

(3)  For  combining,  with  respect  to  the 
as.sessments  to  be  paid  by  the  handlers  of 
the  fruits  covered  by  the  marketing 
agreement  and  order,  the  general  over- 
head expenses  and  the  expenses  incurred 
in  administering  regulations,  so  that  a 
single  rate  of  assessment  may  be  estab- 
lished as  the  respective  shipper's  pro  rata 
share  of  the  expenses  for  each  such  fruit 
handled  during  each  season* 

(i)  For  the  Issuance  of  exemption 
certificates  when  mimimum  standards  of 
quality  and  maturity  are  in  effect; 

(5)  That  the  definition  of  the  term 
".season"  be  changed  so  as  to  constitute 
the  12-month  period  t)eginning  on 
March  1  of  eaclv  year  and  ending  on  the 
last  day  of  February  of  the  following 
year; 

(6)  For  the  deletion  of  the  require- 
ment that  confidential  employees  be  so 
designated;  and 

(7)  For  the  modification,  suspension, 
or  termination  by  the  Secretary  of  any 
regulation,  theretofore  issued  and  then 
in  effect. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  relating  to  the  ma- 
terial issues  are  based  upon  the  evidence 
introduced  at  the  hearing  and  the  record 
thereof,  and  are  as  follows: 

(1)  The  marketing  agreement  and 
order  should  be  amended  to  provide  for 
the  segregation  of  all  varieties  of  Cali- 
fornia plums  into  two  separate  plum 
categories  or  commodities.  One  such 
commodity  should  consist  of  plums  of  the 
Beauty.  Formosa.  Santa  Rosa,  and  Cli- 
max varieties  (hereinafter  referred  to  as 
the  "early  varieties"),  and  the  other 
commodity  should  consist  of  plums  of  all 
other  varieties  (hereinafter  referred  to 
as  the  "late  varieties").  This  segrega- 
tion is  consistent  with  the  time  of  matu- 
rity of  the  plums  of  the  respective  cate- 
gories which  governs  the  time  when  the 
early  varieties  and  the  late  varieties  are 
handled. 

Evidence  adduced  at  the  hearing  shows 
that  in  recent  years  there  has  been  a 
marked  Increase  in  plantings  primarily 
of  the  early  varieties,  in  producing  areas 
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of  California  where  plums  of  the  same 
variety  mature  at  an  earlier  date  than 
In  other  areas.  Due  to  the  increase  in 
plantings  of  early  varieties  in  these  early 
producing  areas  and  the  resultant  in- 
crease of  shipments  of  such  varieties,  the 
pattern  of  shipments  of  all  varieties  of 
plums  from  California  has  been  so 
altered  that  shipments  and  sales  of  the 
early  varieties  now  show  a  marketing  sea- 
son separate  and  distinct  from  that  of 
the  late  varieties.  For  example,  ship- 
ments of  early  varieties  during  the  three 
seasons  ending  in  1947  were  55  percent 
greater  than  during  the  three  seasons 

1939  through  1941.  while  shipments  of 
late  varieties  had  Increased  only  6  per- 
cent over  the  same  period.  At  the  same 
time,  shipments  from  tlie  early  produc- 
ing areas  constituted  77  percent  of  the 
shipments  of  early  varieties  during  the 
1946  and  1947  seasons,  as  compared  with 
66  percent  of  such  shipments  during  the 

1940  aad  1941  sea.sons. 

Plums  of  the  Beauty.  Formosa.  Santa 
Rosa,  and  Climax  varieties  constitute 
what  is  tantamount  to  a  distinct  com- 
modity from  an  economic  point  of  view. 
Statistics  introduced  and  made  part  of 
the  record  show  that,  since  the  incep- 
tion of  the  program,  the  trend  In  market 
prices  of  the  early  varieties  and  the  late 
varieties,  and  the  year  to  year  changes 
In  prices  of  such  plums,  were  not  always 
In  the  same  direction. 

Commodities  which  normally  are  com- 
petitive to  the  early  varieties  of  plums 
are  not  thase  which  are  competitive  to 
the  late  varieties  of  plums.    In  normal 
seasons,  shipments  of  cherries,  apricots, 
peaches,    and    nectarines    from   Pacific 
Coast    states    compete    primarily    with 
early  varieties  of  plums,  whereas  Pacific 
Coast  shipments  of  pears,  early  apples, 
grapes,  and  fresh  prunes  compete  pri- 
marily with  shipments  of  the  late  varie- 
ties.   Similarly,    shipments    of    South- 
eastern peaches  normally  are  made  at 
the  same  time  shipments  of  early  plums 
originate  from  California,  whereas  ship- 
ments of  peaches  from  the  remainder  of 
the  United  States  compete  primarily  with 
shipments  of  the  late  varieties.    Ship- 
ments of  the  late  varieties  of  California 
plums  normally   are   made  during   the 
period  when  fruits  and  berries  are  har- 
vested In  the  midwestern  and  eastern 
consuming  areas  in  the  United  States, 
while   shipments   of   early   varieties   of 
California  plums  normally  are  made  be- 
fore the  midwestern  and  eastern  fruit 
harvest  is  under  way.    Differences  in  the 
volumes,  and  times  of  harvest,  of  the  dif- 
ferent fruits  competitive  to  the  early  and 
the  late  varieties  of  California  plums 
have  caused  sharply  contrasting  market- 
ing conditions  to  exist  during  the  ship- 
ping seasons  of  the  respective  varieties. 
The  marketing  practices  differ  sub- 
stantially for  the  early  varieties  of  Cali- 
fornia plums  as  compared  with  the  late 
varieties.    As  a  rule,  substantial  quanti- 
ties of  the  early  varieties  are  sold  for 
cash  by  growers.    Sales  on  an  f.  o.  b. 
basis  are  pf  considerable  importance,  and 
shipments  usually  arc  made  of  straight 
carloads  of  single  varieties  of  plums  in 
the  case  of  the  early  varieties..  Of  the 
late  varieties,  practically  no  fruit  Is  sold 
by  producers  for  cash,  very  lew  f.  o.  b. 
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sales  transactions  are  found,  and  practi- 
cally all  sales  are  made  of  carloads  con- 
taining numerous  varieties. 

Under  the  marketing  agreement  and 
order  program,  in  which  all  varieties  of 
California  plums  have  been  considered 
as  a  single  commodity,  a  single  parity 
price  was  determined  for  all  varieties  of 
plums.    In  view  of  the  fact  that  the 
early  and  late  varieties  have  been  han- 
dled generally  under  sharply  contrasting 
marketing  conditions,  it  has  been  ex- 
tremely difficult  to  ascertain,  prior  to 
the  issuance  of  regulations  during  a  par- 
ticular season,  whether  or  not  the  season 
price  to  producers  of   all  varieties   of 
plums  would  average  at  or  below  the 
parity  level.    Regulatory  orders,  during 
two  of  the  past  three  seasons,  were  ter- 
minated before  the  completion  of  the 
respective  marketing  seasons.    In  each 
of  these  Instances,  while  the  suspension 
of  regulation  took  place  on  the  basis 
that  the  seasonal  average  price  for  all 
varieties  of  plums  would  exceed  the  sea- 
sonal parity  price,  such  action  occurred 
when  current  prices,  and  the  consequent 
seasonal  average  price,  to  producers  of 
plums  of  the  late  varieties  were  below 
the  parity  level  for  all  varieties.    It  was 
Inequitable.  thAefore.  to  producers  of 
plums  of  the  late  varieties  to  require 
that  the  existence  of  regulatory  orders 
applicable  to  such  varieties  be  depend- 
ent, in  part,  upon  the  level  of  prices  for 
the  early  varieties  of  plums. 

The  provisions  of  the  marketing 
agreement  and  order,  as  proposed  to  be 
amended,  will  provide  the  proper  means 
for  regulating  separately  shipments  of 
early  varieties  and  late  varieties  so  as 
to  effectuate  the  declared  purposes  of 
the  act.  The  early  and  late  varieties  of 
plums  should  be  included  in  the  same 
marketing  agreement  and  order  pro- 
gram which  regulates  the  handling  of 
fresh  Bartlett  pears,  plums,  and  Elberta 
peaches,  grown  In  the  State  of  Califor- 
nia, because  the  same  growers,  in  many 
instances,  produces  several  of  these  de- 
ciduous fruits;  most  of  the  handlers  ship 
all  of  theee  deciduous  fruits;  and  there 
are  many  problems  common  to  all  of 
such  fruits.  Shipments  of  both  the 
early  and  late  varieties  of  plums  grown 
in  the  State  of  California  are  primarily 
Interstate  In  character. 

In  addition,  the  seasonal  average 
prices  which  may  reasonably  be  expected 
to  prevail  in  the  future  for  both  early 
and  late  varieties  of  plums  will  be  at 
levels  below  their  respective  parity  levels. 
The  provisions  of  section  1  of  the 
marketing  agreement  and  §936.1  Defi- 
nitions of  the  order,  as  proposed  to  be 
amended,  are  applicable  to  the  early 
varieties  and  the  late  varieties  of  plums. 
The  State  of  California  should  continue 
to  be  the  smallest  regional  production 
area  that  ^s  practicable,  consistently 
with  carrying  out  the  declared  policy  of 
the  act,  because  both  early  and  late 
varieties  of  plums  are  produced  In  all 
of  the  principal  plum  producing  areas — 
approximately  45  counties — throughout 
the  State.  Also,  the  districts  established 
In  the  marketing  agreement  and  order 
should  remain  the  same  with  respect  to 
early  and  late  varieties  since  such  dis- 
tricts identify  the  principal  commercial 


deciduous  fruit  producing  areas  In  the 
State. 

The    Plum    Commodity    Committee, 
established  under  the  marketing  agree- 
ment and  order  program,  should  con- 
tinue as  the  commodity  committee  to 
recommend  regulations  to  the  Secretary, 
to  submit  budgets  of  expenses  to  the 
Control  Committee,  and  to  make  such 
rules  and  regulations  as  may  be  neces- 
sary to  effectuate  the  terms  and  provi- 
sions of  the  marketing  agreement  and 
order  with  respect  to  all  varieties  of  Cali- 
fornia plums.    Most  producers  have  or- 
chards in  which  plums  of  the  early  varie- 
ties and  late  varieties  are  grown,  al- 
though the  proportions  of  these  varieties 
vary  In  the  respective  districts.    This  is 
because  most  varieties  of  plums  are  self- 
sterile;  and  therefore  different  varieties 
of  plums  must  be  grown  In  the  same 
orchard   to   achieve   proper   pollination 
and   maximum  fruit   production.    The 
total   tonnage  of   both  early  and  late 
varieties  of  plums  handled  in  each  pro- 
ducing district  should  be  the  basis  for 
determining  the  grower  representation 
on  the  Plum  Commodity  Committee,  and 
thence  on  the  Control  Committee.    Fur- 
thermore, the  competitive  relationships 
In  consuming  markets  of  early  varieties 
and  late  varieties  should  be  taken  Into 
consideration  In  the  recommendation  of 
regulations  for  such  varieties. 

The  Sales  Managers'  Committee,  es- 
tablished under  the  marketing  agree- 
ment and  order  program,  should  con- 
tinue to  attend  the  meetings  of  the  Plum 
Commodity  Committee  when  it  consid- 
ers regulation  by  grades  and  sizes  and 
the  estabhshment  of  minimum  stand- 
ards of  quality  and  maturity  for  any 
variety  of  plums  because  the  members 
of  the  Sales  Managers'  Committee  are 
representatives  of  shippers  who  handle 
not  only  all  varieties  of  plums  but  also 
the  other  California  deciduous  tree  fruits 
covered  by  this  program. 

The  regulation  of  shipments  of  early 
varieties  and  late  varieties  by  grades  or 
sizes,  or  both,  will  tend  to  effectuate  the 
declared  purposes  of  the  act.    Higher 
market  prices  consistently  prevail  for  the 
better  grades  of  plums.     Furthermore, 
the  market  prices  of  plums  of  any  variety 
show  a  unique  and  consistent  correlation 
between  size  and  price,  with  each  larger 
size  normally  associated  with  a  higher 
price,  regardless  of  the  quantities  of  the 
respective  sizes  sold.    Marketing  condi- 
tions affecting  prices  to  producers  of  the 
early  varieties  and  late  varieties  will  tend 
to  be  Improved  through  the  limitation 
of  shipments  of  the  less  preferred  grades 
and   sizes   of   the   various   varieties   of 
plums.    Sales  of  plums  are  made  on  a 
varietal  basis;  and.  In  the  past,  the  regu- 
lation of  shipments  by  grades  and  sizes 
has  been  by  varieties.    Under  the  pro- 
gram as  proposed  to  be  amended,  the 
regulation  of  shipments  should  continue 
In  the  same  manner.     According  to  the 
hearing  record,  the  1948  seasonal  average 
price  for  the  early  varieties  was  in  ex- 
cess of  the  parity  level,  while  the  reverse 
was  true  for  the  late  varieties;  and  In 
future  seasons  the  same  or  the  converse 
may  obtain.    Under  such  circumstances, 
regulation  by  grades  and  sizes  may  be 
wairanted  only   with  respect  to  early 
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varieties  or  late  varieties,  as  the  case 
may  be,  and  regulation  on  the  basis  of 
minimum  standards  may  be  made  effec- 
tive for  the  remaining  varieties,  during 
the  same  season. 

The  marketing  agreement  and  order 
should  authorize  the  establishment  and 
maintenance  in  effect  of  such  minimum 
standards  of  quality  and  maturity  for 
early  varieties  and  late  varieties  as  will 
tend  to  effectuate  such  orderly  market- 
ing of  the  particular  varieties  of  plums 
as  will  be  In  the  public  interest.  Such 
action  should  be  taken  during  any  period 
when  the  seasonal  average  price  exceeds 
the  parity  level  for  the  early  varieties  or 
the  late  varieties,  whichever  is  appli- 
cable. As  in  the  case  of  regulation  by 
grades  and  siaes,  the  minimum  standards 
should,  if  appropriate,  be  established 
separately  for  each  variety  of  i>lums. 

The  Inspection  and  certification  re- 
quirements of  the  marketing  agreement 
and  order  should  be  coextensive  in  appli- 
cation with  the  changes  resulting  from 
the  segregation  of  plums  into  early 
varieties  and  late  varieties  In  order  to 
achieve  effective  administration  of  the 
revised  program.  No  changes  in  the  pro- 
visions of  the  marketing  agreement  and 
order,  other  than  those  with  respect  to 
which  the  hearing  was  held,  are  required 
as  a  result  of  the  segregation  of  plums 
into  early  varieties  and  late  varieties. 

(2)  The  scope  of  section  5  of  the  mar- 
keting agreement  and  §  936.5  of  the  order 
should  be  restricted  to  the  regulation  of 
daily  shipments  of  Bartlett  pears.  The.se' 
sections  apply  to  both  Bartlett  pears  and 
plums,  and  should  be  revised  by  deleting 
therefrom  all  references  to  the  regulation 
of  daily  shipments  of  plums. 

During  recent  seasons,  the  various 
varieties  of  plums  have  been  harvested 
when  pos.sessing  a  greater  degree  of 
maturity  than  prior  to  the  inception  of 
the  marketing  agreement  and  order  pro- 
gram. Improved  handling  techniques 
have  been  a  decided  factor  resulting  in  an 
Increased  proportion  of  the  fruit  shipped 
being  of  such  maturity.  Due  to  this  ad- 
vanced maturity,  and  the  concomitant 
greater  perishability  of  the  fruit,  it  is 
not  deemed  practicable  to  regulate  daily 
shipments  of  plums.  In  fact,  the  regu- 
lation of  daily  shipments  of  plums,  pur- 
suant to  the  aforesaid  sections,  was 
never  invoked. 

(3)  The  marketing  agreement  and  or- 
der should  be  amended  to  provide  for 
the  establishment,  with  respect  to  each 
fruit  handled  during  a  .season,  of  a  smgle 
rate  of  assessment  as  the  respective  ship- 
per's pro  rata  share  of  the  expenses  in- 
curred relative  to  such  fruit  in  the  ad- 
ministration of  the  program.  The  effect 
of  this  action  will  be  to  combine,  for  a 
particular  fruit,  the  general  overhead 
and  the  regulatory  assessments  provided 
for  under  the  marketing  agreement  and 
order.  ♦This  will  allow  greater  flexibility 
In  establishing  realistic  rates  of  assess- 
ment for  the  various  fruits  regulated. 

The  experience  of  the  Control  Com- 
mittee In  connection  with  the  fiscal  as- 
pects of  the  marheting  agreement  and 
order  program,  during  each  season.  Indi- 
cates that  it  is  not  possible  to  segregate 
with  precision  the  overhead  from  the 
regulatory  expenses  applicable  to  each 
of  the  respective  fruits.  For  example. 
No.  32 2 
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certain  expenses,  such  as  rent,  salaries, 
telephone  and  telegraph,  utilities,  and 
some  field  expenses,  are  allocable  In  part 
to  both  overhead  and  regulatory  ex- 
penses incurred  in  consideration  of  pro- 
posed regulations  by  all  commodity  com- 
mittees established  under  the  program. 
Such  partial  expenses,  however,  should 
be  aggregated  with  all  the  regulatory 
expenses  incurred  In  connection  with 
each  of  the  fruits  separately  In  order  to 
refiect  the  actual  costs  incident  to  the 
seasonal  operation  of  the  program  on  an 
individual  fruit  basis. 

It  is  manifest,  from  the  operations  of 
the  marketing  agreement  and  order  pro- 
gram, that  the  extent  of  regulation  of 
each  of  the  fruits  covered  thereunder  is 
not,  on  a  seasonal  basis,  the  same.  The 
evidence  adduced  at  the  hearing  shows 
that  an  unequal  degree  of  regulation  as 
between  the  respective  fruits  during  any 
season,  and  consequently  an  unbalanced 
allocation  of  the  facilities  of  the  Control 
Committee  among  such  fruits,  was  the 
rule,  rather  than  the  exception.  In  fact, 
during  some  seasons,  the  handling  of 
some  of  the  fruits  has  not  been  regulated. 
In  view  of  the  foregoing,  therefore,  the 
value  of  the  services  which  conceivably 
may  result  from  general  overhead  ex- 
penses usually  will  not  be  commensurate 
with  the  volume  of  shipments  of  each 
fruit.  The  provision  for  a  single  rate 
of  assessment  for  general  overhead  ex- 
penses, therefore,  has  proved  through 
experience  to  have  resulted  at  times  in 
an  unfair  burden  upon  shipments  of 
certain  of  the  fruits. 

FlexibilHy  Is  afforded,  under  the  pres- 
ent program,  with  respect  to  the  estab- 
lishment of  the  various  rates  of  assess- 
ment for  regulatory  expenses  incurred  in 
connection  with  regulation  of  the  differ- 
ent fruits,  since  the  rates  may  be  fixed  on 
an  individual  basis  for  each  such  fruit. 
However,  since  the  total  pro  rata  share 
of  expenses  which  each  handler  must 
bear  consists  of  one  component  (i.e.,  the 
rate  of  assessment  for  general  overhead 
expenses)  which  is  fixed  at  the  same  rate 
for  each  fruit,  and  another  component 
(1.  e.,  the  rate  of  assessment  for  regula- 
tory expenses)  which  may  vary  as  be- 
tween fruits,  maximum  flexibility  in  the 
establishment  of  such  total  pro  rata 
share  is  not  achieved. 

The  Secretary  should  have  the  au- 
thority to  increase,  from  time  to  time, 
any  previously  established  rate  of  as- 
sessment for  a  particular  fruit  when 
necessary  to  secure  adequate  funds  to 
cover  any  later  finding  by  him  that  the 
anticipated  income,  derived  from  assess- 
ments to  be  paid  with  respect  to  such 
fruit,  will  hot  offset  the  actual  expen.^^es 
to  be  incurred  by  the  Control  Commit- 
tee. Each  such  increase  in  the  rate  of 
assessment  should  be  applicable  to  all 
assessable  fruit  handled  during  the  par- 
ticular season,  since  each  handler's  pro 
rata  share  of  the  expenses  which  the  Sec- 
retary finds  will  be  Incurred  for  each 
fruit  under  the  program  should  be  the 
ratio  between  the  total  quantity  of  such 
fruit  handled  by  such  handler  during  a 
given  season  to  the  total  quantity  of  such 
fruit  handled  by  all  handlers  during  the 
same  season. 

At  the  hearing,  testimony  was  offered 
to  the  effect  that  the  Secretary  should 
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be  authorifed  to  reduce  any  previously 
established  rate  of  assessment  under  cer- 
tain circumstances.  For  example,  in  the 
event  changed  crop  or  economic  condi- 
tions brought  about  an  unexpected 
Increase  In  the  total  quantity  of  a  par- 
ticular fruit  handled,  the  aggregate  . 
assessments  derivable  therefrom  may 
exceed  the  amount  of  expenses  estimated 
to  be  incurred  in  connection  with  such 
fruit.  It  was  asserted,  therefore,  that 
the  Secretary  should  be  permitted  to  de- 
crease the  previously  established  rate  of 
assessment.  But.  the  marketing  agree- 
ment and  order  provide  that  the  Control 
Committee  shall,  at  the  end  of  each  sea- 
son, credit  each  contributing  shipper  with 
the  excess  of  the  amount  paid  by  such 
shipper  above  his  pro  rata  share  of  the 
expenses.  Consequently,  no  added  pro- 
vision is  needed  to  assure  equitable  par- 
ticipation by  handlers  in  sharing  the  ex- 
penses of  the  program  and  any  credits 
remaining  at  the  close  of  the  season. 

(4)  The  marketing  agreement  and 
order  program  should  be  amended  to  pro- 
vide for  the  Issuance  of  exemption  cer- 
tificates when  minimum  standards  of 
quality  and  maturity  are  In  effect. 

At  the  time  of  the  hearing,  there  was 
already  issued  the  decision  a3  F.  R.  4017, 
4157)  of  the  Acting  Secretary  of  Agricul- 
ture, containing  an  order  amending 
Order  No.  36,  as  amended  <7  CFR,  Cum. 
Supp.,  Part  936) ;  and  such  amendatory 
order  was  complete  except  for  its  effec- 
tive date  and  the  determinations  to  be 
made  under  5  900.14  of  the  amended 
rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7  CFR 
and  Supps.  Part  900) .  Some  of  the  pro- 
visions of  the  amendatory  order,  which 
will  become  effective  February  15,  1949 
(13  F.  R.  9488),  authorize  the  e.stablish- 
ment  of  such  minimum  standards  of 
quality  and  maturity  as  will  effectuate 
such  orderly  marketing  of  the  fruits 
covered  by  this  program  as  will  be  in  the 
public  interest.  However,  the  provisions 
of  the  marketing  agreement  and  order 
relating  to  the  issuance  of  exemption  cer- 
tificates may  not  be  utilized  during  pe- 
riods when  the  regulation  of  shipments 
of  fruit  Is  on  the  basis  of  minimum 
standards  of  quahty  and  maturity. 

In  view  of  the  foregoing,  one  of  the 
propo.sals  considered  at  the  hearing  was 
with  respect  to  making  available  to  grow- 
ers the  exemption  certificate  provisions 
during  periods  when  shipments  of  fruit 
would  be  limited  to  those  meeting  the 
minimum  standards  established  therefor 
pursuant  to  the  amendatory  order.  If  it 
became  effective.  In  this  connection, 
the  notice  of  hearing  '13  F.  R.  7356, 
7417)  set  forth  all  of  the  provisions  con- 
tained In  the  aforesaid  amendatory 
order.  For  convenience,  the  term 
"amended  marketing  agreement  and  or- 
der" v.'ill  be  used  herein  to  mean  the 
marketing  agreement  and  order  as 
amended  by  such  amendatory  order. 

Under  the  amended  marketing  agree- 
ment and  order,  a  grower  is  entitled  to 
an  exemption  certificate  when,  by  rea- 
son of  conditions  beyond  his  control,  he 
Is  prevented,  becau.se  of  a  grade  or  size 
regulation  In  effect,  from  shipping  a  per- 
centage of  his  crop  of  a  particular  fruit 
equal  to  a  determined  percentage  of  all 
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such  fruit  permitted  to  be  shipped  from 
his  district.  These  exemption  provisions 
are  designed  to  afford  relief  to  any 
grower  from  the  imposition  of  undue 
inequities  which,  by  reason  of  conditions 
beyond  his  control,  may  accrue  from 
such  regulations. 

As  provided  in  the  amended  market- 
ing agreement  and  order,  the  various 
commodity  committees  are  authorized  to 
recommend  the  establishment  of  mini- 
mum standards  of  quality  or  maturity, 
or  both,  to  govern  the  shipment  of  fruit, 
in  terms  of:  (i>  Minimum  standards  of 
maturity;  (11)  freedom  of  fruit  from  ma- 
terial waste;  Uii»  freedom  of  fruit  from 
material  impairment  of  shipping  quality; 
(Iv)  freedom  of  fruit  from  material  im- 
pairment of  edible  quality;  (v)  freedom 
of  fruit  from  serious  damage  to  appear- 
ance; <vi)  minimum  size  requirements; 
or  (vii>  any  combination  of  the  forego- 
ing.   Evidence  adduced  at  the  hearing 
shows  that  climatic  conditions  and  ex- 
cesses or  shortages  of  water,  which  usu- 
ally   result    from    weather    conditions, 
exert  a  material  bearing  upon  the  growth 
of  the  foregoing  fruits.    Bartlelt  pears, 
early    varieties    and    late    varieties    of 
plums,  and  Elberta  peaches  are  grown 
In  producing  areas  where  damage  to  the 
crops  may  occur  as  a  result  of  adverse 
climatic  conditions.     This  is  especially 
true  of  hail  damage  which,  at  times,  may 
be  localized  and  affect  the  crop  of  an 
Individual  grower  or  the  crops  of  a  few 
growers  In  the  producing  area.     Also, 
lack  of  adequate  rainfall  may  adversely 
affect  the  growth  of  fruit  in  producing 
areas   where  such   fruit   is   not   grown 
under  irrigation.    It  is  possible  for  the 
crop  of  an  Individual  grower  to  be  so 
affected  or  damaged,  by  reason  of  such 
conditions,  that  little  or  none  of  such 
crop  could  be  shipped  under  regulation 
by  minimum  standards  of  quality  and 
maturity  in  the  absence  of  exemption 
provisions.    This  situation  may  conclude 
the  operations  of  such  per.son  as  a  pro- 
ducer.    The    relief,     therefore,     which 
would  be  afforded  such  producer  by  an 
exemption  certificate  assumes  significant 
stature. 

The  aggregate  seasonal  shipments  of  a 
particular  fruit  under  exemption  certifi- 
cates, when  minimum  standards  would 
be  in  effect,  should  not  result  in  any  ap- 
parent decrement  in  the  average  quality, 
including  the  size,  of  all  fruit  shipped. 
In  this  connection,  the  1948  season  was 
shown  to  have  been  reasonably  normal, 
as  far  as  the  quality  and  size  of  the  fruit 
of  the  respective  crops  were  concerned, 
and  may  be  considered  typical  of  a  sea- 
son during  which  minimum  standards  of 
quality  and  maturity  may  be  established. 
During  the  1948  season.  2.400  crates  of 
plums  covered  by  exemption  certificates 
were  shipped   as  compared   with  total 
shipments  of  almost  2,900.000  crates  of 
plums  under  grade  and  size  regulations. 
At  the  same  time,  less  than  1,500  pack- 
ages of  Elberta  peaches  were  shipped 
under   exemption   certificates   as   com- 
pared with  total  shipments  of  more  than 
3.800.000  packages  of  Elberta  peaches  un- 
der grade  and  size  regulations.    Simi- 
larly, the  total  quantity  of  fruit  that  may 
be  permitted  to  be  shipped  imder  exemp- 
tion certificates  when  minimum  stand - 
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ards  are  effective  would  tend  toward 
comparable  insignificance;  and  the  ship- 
ment of  such  exempted  fruit  would  not 
impinge  upon  the  orderly  marketing  of 
the  crop  of  such  fruit. 

The  basic  principles  governing  the  Is- 
suance of  exemption  certificates  when 
minimum  standards  are  in  effect  should 
be  the  same  as  those  employed  under 
the  amended  marketing  agreement  and 
order  when  grade  or  size  regulations  are 
in     effect.    An     exemption     certificate 
should,  therefore,  be  i.ssued  to  any  grower 
who  furnishes  the  requisite  proof  to  the 
appropriate  commodity  committee  con- 
cerning his  eligibility  for  the  exemption 
certificate.    Similarly,  as  prescribed  by 
the  amended  marketing  agreement  and 
order,  when,  because  of  a  general  crop 
failure  or  any  other  unusual  condition 
within  a  particular  district  or  districts, 
it  is  not  feasible  or  would  not  be  equitable 
to  issue  exemption  certificates  to  growers 
on  the  basis  of  the  determined  percent- 
age of  fruit  permitted  to  be  shipped  from 
the  respective  district,  exemption  certifi- 
cates should  be  i.ssued  to  growers  on  the 
basis  of  the  average  of  all  such  percent- 
ages for  all  districts. 

Conditions  beyond  the  control  of 
growers  are  in  contrast  to  conditions  re- 
sulting from  the  lack  of  observance  of 
proper  cultural  and  harvesting  practices. 
Proper  cultural  care  and  adequate  thin- 
ning are  necessary  to  produce  fruit  meet- 
ing minimum  standards  of  quality  and 
maturity.  The  lack  of  observance  of 
such  practices  by  growers  in  the  produc- 
tion or  harvesting  of  their  fruit  should 
not  be  considered  as  a  proper  basis  for 
the  Issuance  of  exemption  certificates; 
and  it  would  not  be  equitable  to  allow 
growers  who  do  not  properly  cultivate 
or  thin  their  crops  to  be  permitted  to 
ship,  through  the  means  of  exemption 
certificates,  as  large  a  proportion  of  their 
crops  as  those  growers  who  did  engage  in 
such  cultural  practices.         ^ 

Each  commodity  committee  should 
maintain  adequate  records  of  all  appli- 
cations submitted  for  exemption  certifi- 
cates and  of  all  certificates  issued,  includ- 
ing the  information  used  in  determining 
in  each  instance  the  quantity  of  fruit  to 
be  so  exempted,  and  a  record  of  all  ship- 
ments of  exempted  fruit.  Such  data 
should  be  submitted  from  time  to  time 
to  the  Secretary  in  order  to  assure  proper 
administration  of  these  exemption  pro- 
visions. 

(5)  The  marketing  agreement  and  or- 
der should  be  amended  to  provide  for  a 
0  season  beginning  on  March  1  of  each 
year  and  ending  on  the  last  day  of  Feb- 
ruary of  the  following  year.  The  pur- 
pose of  this  amendment  is  to  advance 
the  commencement  of  each  season  one 
month  ahead  of  the  beginning  of  the 
season  as  such  term  is  now  defined.  This 
should  be  done  because  many  of  the 
actions  by  the  Control  Conunittee  are 
subject  to  the  requirements  of  the  Ad- 
ministrative Procedure  Act  (5  U.  S.  C. 
1001  et  seq.)  and.  therefore,  may  involve 
a  substantial  period  of  time  prior  to  their 
becoming  effective.  Furthermore,  this 
change  will  permit  a  more  orderly  func- 
tioning of  the  agency,  established  to  ad- 
minister the  provisions  of  the  marketing 
agreement  and  order  program,  by  pro- 
viding additional  time,  prior  to  the  first 


shipments  of  the  respective  fruits,  for 
the  agency  to  prepare  for  a  season's  op- 
erations. Evidence  shows  that  ship- 
ments of  the  fruits  subject  to  regulation 
generally  occur  during  a  marketing  pe- 
riod extending  from  May  10  to  November 
15.  which  is  within  the  new  definition  of 
the  term  "season." 

Conjunctionally  with  the  foregoing, 
appropriate  changes  should  be  made  in 
the  provisions  of  the  marketing  agree- 
ment and  order  relating  to: 

(I)  The  respective  terms  of  office  of 
members  selected  to  serve  on  the  Control 
Committee  and  the  commodity  commit- 
tees. 

(ID  The  dates  prior  to  which  nomina- 
tions for  membership  on  such  commit- 
tees are  required  to  be  submitted  to  the 
Secretary,  and 

(iii)  The  period  to  be  considered  for 
the  purpose  of  conducting  biennial  ref- 
erenda 

so  that  the  time  specifications  therein 
will  continue  to  have  the  same  relation- 
ship to  the  beginning  of  each  season  as 
is  now  the  case. 

(6)  The  provisions  of  the  marketing 
agreement  and  order  should  be  amended 
by  deleting  the  references  therein  to  con- 
fidential employees.    Experience  In  ad- 
ministering the  program  has  indicated 
that  all  employees  of  the  Control  Com- 
mittee, because  of  their  duties,  handle 
information  of  a  confidential  nature*con- 
cerning  the  operations  of  the  respective 
shippers.    The  manager  should  receive 
all  reports  and  other  data  required  to  be 
submitted  by  shippers.    Also,  the  mana- 
ger should  take  such  precautions  as  may 
be  necessary  to  assure  that  the  em- 
ployees of  the  committee  do  not  disclose 
any  of  the  confidential  information  con- 
tained in  such  reports  and  data  except  as 
provided  in  the  marketing  agreement  and 
order,  which  set  forth  explicitly  the  man- 
ner in  v»hich  such  information  is  to  be 
handled.   The  activities  of  the  employees 
of  the  committee,  as  is  consistent  with 
good  business  practice,  are  under  the 
direction  of  such  agency;  and  the  evi- 
dence of  record  reveals  that  there  is  no 
need  for  continuing  the  designation  of 
"confidential  employees"  each  season. 

(7)  Provision  should  be  made  for  the 
modification,  suspension,  or  termination 
by  the  Secretary  of  any  or  all  regulations 
Lssued  pursuant  to  the  amended  market- 
ing agreement  and  order.  This  authority 
should  be  stated  explicitly  in  order  to 
indicate  clearly  the  plenary  power  of  the 
Secretary  with  respect  to  the  regulatory 
activity.  Such  action  by  the  Secretary 
should  be  authorized  to  be  predicated 
not  only  on  the  basis  of  a  commodity 
committee's  recommendation  but  also  on 
the  basis  of  such  other  information  as 
may  be  available  to  him.  Provision 
should  also  be  made  whereby  each  com- 
modity committee  may  recommend  to 
the  Secretary  the  modification.  Suspen- 
sion, or  termination  of  any  or  all  regu- 
lations pursuant  to  the  program;  and 
such  committees  should  forward  to  the 
Secretary,  with  eacl^uch  recommenda- 
tion, all  pertinent  information.  The  rec- 
ord shows  that,  especially  in  instances 
where  sudden  changes  occur  In  growing 
or  marketing  conditions  so  as  to  war- 
rant an  immediate  modification  of  an 
existing  regulation,  the  committee  should 
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promptly  apprise  the  Secretary  of  its 
recommendation  in  that  regard.  Each 
modification  relaxing  a  regulation  in  ef- 
fect should  be  made  effective  promptly 
In  order  to  permit  fruit  which  meets  the 
requirements  of  the  modified  regulation 
to  be  shipped  as  soon  as  practicable  to 
consuming  markets. 

As  used  hereinafter  the  terms  "mar- 
keting agreement"  and  "order"  mean, 
respectively,  the  marketing  agreement  as 
amended  and  further  amended  effective 
February  15.  1949,  and  the  order  as 
amended  and  further  amended  effective 
February  15.  1949  (13  F.  R.  9486). 

General  findings.  (1>  The  marketing 
agreement,  as  hereby  proposed  to  be 
amended,  and  the  order,  as  hereby  pro- 
posed to  be  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(2)  The  marketing  agreement,  as 
hereby  proposed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be  amended, 
regulate  the  handling  of  Bartlett  pears, 
early  plums,  late  pliuns.  and  Elberta 
peaches  grown  in  the  State  of  California 
in  the  same  manner  as.  and  are  appli- 
cable only  to  persons  in  the  respective 
classes  of  industrial  and  commercial  ac- 
tivity, specified  in  the  marketing  agree- 
ment upon  which  hearings  have  been 
held; 

(3)  The  marketing  agreement,  as 
hereby  proposed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be 
amended,  are  limited  in  their  applica- 
tion to  the  smallest  regional  production 
area  that  Is  practicable,  consistently 
with  carrying  out  the  declared  policy  of 
the  act;  and  the  issuance  of  several  or- 
ders applicable  to  subdivisions  of  such 
regional  production  area  would  not  effec- 
tively carry  out  the  declared  policy  of 
the  act;  and 

(4)  The  marketing  agreement,  as 
hereby  proposed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be  amended, 
prescribe,  so  far  as  practicable,  such  dif- 
ferent terms,  applicable  to  different  parts 
of  the  production  area,  as  are  necessary 
to  give  due  recognition  to  the  differences 
in  production  and  marketing  of  the  fruit 
covered  thereby. 

It  is  hereby  found  and  proclaimed 
that:  (1)  The  purchasing  power  of  early 
varieties  of  plums  and  late  varieties  of 
plums,  respectively,  grown  In  the  State  of 
California,  cannot  be  satisfactorily  de- 
termined from  available  statistics  of  the 
Department  of  Agriculture  with  respect 
to  the  period  August  1909-July  1914;  (2) 
the  purchasing  power  of  such  fruit  can 
be  satisfactorily  determined  from  avail- 
able statistics  of  the  Department  of  Agri- 
culture with  respect  to  the  period  Janu- 
ary 1.  1920,  to  December  31,  1928,  both 
dates  inclusive;  and  i3)  the  period  Janu- 
ary 1,  1920.  to  December  31,  1928.  both 
dates  Inclusive,  is  the  base  period  for  de- 
termining the  purchasing  power  of  such 
fruit. 

Ruli7igs  on  proposed  findings  and  con- 
clusions. A  brief  in  support  of  tl»  the 
proposal  for  the  establishment,  as  sep- 
arate commodities,  of  early  varieties  and 
late  varieties  of  plums  and  <2)  the  pro- 
posal authorizing  the  issuance  of  exemp- 
tion certificates  when  minimum  stand- 
ards of  quality  and  maturity  are  in  effect 
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was  submitted,  within  the  prescribed 
time,  on  behalf  of  the  Control  Commit- 
tee by  Galen  S.  Geller,  the  Assistant  Sec- 
retary of  the  Committee.  The  brief  con- 
tains statements  of  fact,  arguments,  and 
proposed  conclusions  with  respect  to  the 
evidence  adduced  at  the  hearing  relating 
to  the  proposals.  Each  point  Included  in 
the  brief  was  considered  carefully  along 
with  the  evidence  in  the  record  in  mak- 
ing the  findings  and  arriving  at  the  con- 
clusions hereinbefore  set  forth.  To  the 
extent,  if  any,  that  the  findings  and  con- 
clusions contained  herein  are  at  variance 
with  the  proposed  conclusions  contained 
in  such  brief,  such  conclusions  are  over- 
ruled on  the  basis  of  the  facts  found  and 
stated  in  this  decision. 

Recommended  amendments  to  the 
marketing  agreement  and  order.  The 
following  amendments  to  the  marketing 
agreement  and  order  are  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out: 

1.  Delete  the  provisions  of  section  1  (d) 
of  the  marketing  agreement  and  §  936.1 
(d)  of  the  order  and  insert  in  lieu  there- 
of, the  following: 

(d>  "Fruit"  means  any  one  or  more 
of  the  following  types  of  deciduous 
fruit  and  designated  varietal  groupings 
of  plums  grown  in  the  State  of  California 
and  shipped  in  fresh  form:  (1)  Bartlett 
p'ears;  <2)  Elberta  peaches:  <3)  plums  of 
the  Beauty,  Formosa,  Santa  Rosa,  and 
Climax  varieties;  and  (4)  plums  of  all 
varieties  other  than  those  listed  in  (3) 
of  this  paragraph. 

2.  In  section  1  (h)  of  the  marketing 
agreement  and  §936.1  (h)  of  the  order 
delete  the  dates  "April  1"  and  "March 
31"  and  insert,  in  lieu  thereof,  "March 
1"  and  "the  last  day  of  February."  respec- 
tively. 

3.  Delete  section  1  (j)  of  the  marketing 
agreement  and  $936.1  <j»  of  the  order; 
redesignate  sections  1  (k)  and  1  (1)  of 
the  marketing  agreement  as  section  1  (j) 
and  section  1  (k>.  respectively;  and  re- 
designate §936  1  <k)  and  §936,1  (1)  of 
the  order  as  §936.1  (j)  and  §  931.1  (k) 
respectively. 

4.  In  the  second  sentence  of  section 
2  (a)  of  the  marketing  agreement  and 
§  936.2  (a»  of  the  order  delete  the  date 
"March  1 '  and  Insert,  in  lieu  thereof, 
"February  1". 

5.  In  the  second  sentence  of  section 
2  (e>  of  the  marketing  agreement  and 
5  936.2  (e)  of  the  order  delete  the  date 
"February  15"  and  insert,  in  lieu  there- 
of, "January  15". 

6.  In  section  2  (k)  of  the  marketing 
agreement  and  §  936.2  (k )  of  the  order 
delete  the  dates  "March  15"  and  "April 
1"  and  Insert,  in  lieu  thereof,  "February 
15"  and  "March  1",  respectively. 

7.  Revise  section  2  (s)  (4)  of  the  mar- 
keting agreement  and  §  936.2  (s>  (4)  of 
the  order  to  read  as  follows: 

(4>  To  employ  a  manager  who  shall, 
among  other  duties,  act  as  the  secretary 
of  the  Control  Committee,  all  commodity 
committees,  and  the  Sales  Managers' 
Committee  established  pursuant  hereto; 
to  employ  such  other  employees  as  it 
deems  necessary;  to  determine  the  salary 
and  duties  of  such  manager  and  other 
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employees;  and  to  authorize.  If  the  com- 
mittee deems  such  to  be  necessary,  the 
manager  to  employ  temporarily,  subject 
to  such  limitalions  and  qualifications  as 
may  be  specified  by  the  committee,  such 
persons  as  the  manager  deems  necessary, 
and  to  determine  the  salaries  of  such  per- 
sons, which  salaries  shall  be  rea.sonable 
and  within  the  limitations  of  the  budget 
and  such  other  limitalions  as  may  be 
prescribed  by  the  committee,  and  to  de- 
fine the  respective  duties  of  such  persons; 

8.  Delete  the  following  words  which 
appear  in  the  first  sentence  of  section 
4  <c>  <2)  of  the  marketing  agreement 
and  §  936.4  (c)  <2)  of  the  order:  "In  par- 
agraph <a)". 

9.  Delete- section  4  (e)  of  the  market- 
ing agreement  and  §  936.4  (e)  of  the  or- 
der; redesignate  section  6  of  the  market- 
ing agreement  to  read  "section  6a";  re- 
designate §  936.6  of  the  order  to  read 
"§  936.6a";  and  add  the  following  .as  a 
new  section  6  to  the  marketing  agreement 
and  a  new  §  936.6  to  the  order: 

Modification,  suspension,  or  termina- 
tion. Whenever  a  commodity  committee, 
established  hereunder  for  a  particular 
fruit,  deems  it  advisable  to  modify,  sus- 
pend, or  terminate  any  or  all  of  the  regu- 
lations issued  pursuant  hereto  for  such 
fruit  or  any  variety  or  varieties  thereof, 
it  shall  so  recommend  to  the  Secretary. 
With  each  such  recommendation  sub- 
mitted to  the  Secretary,  the  commodilr 
committee  shall  forward  the  information 
upon  which  it  acted  in  making  such  rec- 
ommendation. If  the  Secretary  finds, 
upon  the  basis  of  such  recommendation 
and  information  or  from  other  available 
information,  that  to  modify  such  regula- 
tions will  tend  to  effectuate  the  declared 
p>olicy  of  the  act,  he  shall  so  modify  such 
regulations.  If  the  Secretary  finds,  upon 
the  basis  of  such  recommendation  and 
information  or  upon  the  basis  of  other 
available  information,  that  any  such  reg- 
ulations obstruct  or  do  not  tend  to  effec- 
tuate the  declared  policy  of  the  act.  he 
shall  suspend  or  terminate  such  regula- 
tions. The  Secretary  shall  immediately 
notify  such  commodity  committee,  and 
such  committee  shall  promptly  give  ade- 
quate notice  to  handlers  and  growers, 
of  the  issuance  of  each  order  modifying, 
suspending,  or  terminating  any  such 
regulations.  In  like  manner  and  upon 
the  same  basis  the  Secretary  may  ter- 
minate any  such  modification  or  suspen- 
sion. 

10.  Revise  section  5  of  the  marketing 
agreement  and  §  936.5  of  the  order  to 
read  as  follows: 

Regulation  of  daily  shipments — (a) 
Definitions.  As  used  in  this  section,  the 
following  terms  shall  have  the  follow- 
ing meanings: 

il)  "Railroad  assembly  point"  means 
any  railroad  shipping  point  designated 
by  the  Bartlett  Pear  Commodity  Com- 
mittee. 

(2)  "Cold  storage  assembly  point" 
means  any  cold  storage  plant  in  the 
State  of  California. 

(3)  "Shipping  point"  means  any  point, 
in  the  State  of  California,  from  which 
fruit  is  shipped  by  railroad  or  truck. 

(4)  "Arrive"  or  "arrival"  means  (1)  the 
actual  time  of  arrival  of  a  car  of  fruit  at 
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a  railroad  assembly  point.  If  such  car 
Is  not  pre-cooled  at  such  assembly  point, 
(li)  the  actual  time  when. pre-cooling  is 
completed  if  the  car  of  fruit  is  pre-cooled 
at  railroad  assembly  point,  or  (ill)  such 
time  subsequent  to  the  actual  delivery  of 
a  car  of  fruit,  or  the  equivalent  thereof, 
at  a  cold  storage  assembly  point  as  the 
commodity  committee  may  prescribe  by 
rules  and  regulations. 

(5)  "Cold  storage"  means  retention  of 
fruit  under  refrigeration  in  a  storage 
warehouse  for  such  period  of  time,  at 

I  such  place,  and  under  such  conditions 
as  the  commodity  committee  may  pre- 
scribe by  rules  and  regulations. 

(6)  "Available"  means  (i)  when  used 
with  reference  to  the  fruit  of  a  shipper 
whose  fruit  is  being  regulated  at  assembly 
point,  the  quantity  of  fruit  controlled  by 
him  arriving,  on  a  particular  day.  at  any 
or  all  a.ssembly  points  such  day,  (11)  when 
used  with  reference  to  the  fruit  of  a  ship- 
per whose  fruit  is  being  regulated  at 
shipping  point,  the  quantity  of  fruit 
which  he  controls  packed  by  or  for  him 
for  Interstate  shipment  and  foreign  ship- 
ment on  the  Continent  of  North  America 
on  such  particular  day  at  such  shipping 
point. 

(7)  "Total  available"  means  the  quan- 
tity of  fruit  available  for  shipment  on  a 
particular  day  by  all  shippers  whose  ship- 
ments are  regulated  at  shipping  points 
plus  the  quantity  of  fruit,  arriving  on 
inch  particular  day  at  all  assembly 
points,  controlled  by  all  shippers  electing 
regulation  at  assembly  points. 

(8)  "Fruit  controlled"  means  fruit  to 
which  the  shipper  has  legal  title  or  fruit 
which  the  shipper  has  been  authorized 
by  the  owner  to  ship. 

(9)  "Ship"  and  "market"  are  synony- 
mous and  mean  to  convey  In,  or  handle 
for  shipment  In,  to  ship  or  cause  to  be 
conveyed  or  handled  for  shipment  In,  or 
In  any  other  way  to  put  fruit  In,  the 
channels  of  trade  by  conveying  or  caus- 
ing fruit  to  be  conveyed  by  railroad, 
truck,  boat,  or  any  other  means  whatso- 
ever (except  as  a  common  carrier  of 
fruit  owned  by  another  person),  in  the 
current  of  Interstate  or  foreign  com- 
merce on  the  Continent  of  North  Amer- 
ica, or  so  as  directly  to  burden,  obstruct, 
or  affect  such  commerce. 

(10)  "Shipper"  and  "handler"  are 
synonymous  and  mean  any  person  who 
ships,  or  Is  engaged  In  shipping,  mar- 
keting, consigning,  or  dealing  in  fruit, 
either  in  person  or  as  or  through  an 
agent,  broker,  representative,  or  other- 
wise, in  the  current  of  Interstate  or  for- 
eign commerce  on  the  Continent  of  North 
America,  or  so  as  directly  to  burden,  ob- 
struct, or  affect  such  conunerce. 

(11)  "Prult"  means  Bartlett  pears 
grown  In  the  State  of  California  and 
shipped  in  fresh  form. 

( 12 )  "Carof  fruit"  or  "carload  of  fruit" 
means  such  quantity  of  fruit  as  may  be 
specified  In  the  rules  and  regulations 
adopted  by  the  commodity  committee. 

(13)  "Commodity  conunittee"  or  "com- 
mittee" means  the  Bartlett  Pear  Com- 
modity Committee. 

(b)  Recommendation  of  regulation. 
The  commodity  committee  may,  during 
the  effective  time  of  a  regulation  estab- 


PROPOSED  RULE  MAKING 

llshed  pursuant  to  5  936.4  (a)  *  hereof, 
recommend,  from  time  to  time,  to  the 
Secretary  the  establishment  of  a  period 
of  time  during  which  the  dally  shipments 
of  fruit  will  be  regulated.    Such  recom- 
mendation shall  specify  the  period  of 
time  for  regulation  and  the  advisable 
dally  shipments  of  fruit  during  such  pe- 
riod;  and  the  Secretary  shall  be  fur- 
nished with  the  information  upon  which 
each  such  reconunendation  is  predicated, 
(c)  Establishment  of  regulation.     If 
the  Secretary  shall  find,  upon  the  basis 
of  such  Information  and  recommenda- 
tion pursuant  to  the  provisions  ef  para- 
graph (b)  of  this  section,  or  upon  other 
information  available  to  the  Secretary, 
that  the  limitation  of  daily  shipments,  as 
provided  in  this  section,  during  a  regu- 
lation period  will  tend  to  effectuate  the 
declared  policy  of  the  act,  he  shall  estab- 
lish a  regulation  period  and  determine 
the  total  advisable  quantity  of  fruit  to 
be  shipped  daily  to  all  markets,  outside  of 
the  State  of  California  and  on  the  Con- 
tinent of  North  America,  during  such  pe- 
riod; and  the  Secretary  shall  promptly 
notify  the  commodity  committee  of  the 
establishment  of  the  regulation  period. 
The    commodity   committee   shall    give 
such  notice  of  the  establishment  of  the 
regulation  period  as  may  be  reasonably 
calculated  to  bring  such  regulation  to  the 
attention  of  all  interested  persons.    A 
shipper  who  has  made  no  shipment  from 
a  particular  shipping  point  during  the 
particular  season,  smd  who  elects  regu- 
lation at  shipping  point  as  provided  in 
this  section,  may  apply  to  the  committee 
for  exemption  from  regulations  pursuant 
to  this  paragraph  of  this  section.    The 
commodity  committee  shall.  If  It  finds 
that  the  shipper  who  has  made  such  ap- 
plication would  otherwise  be  unable  to 
begin  operations  at  said  shipping  point, 
exempt  such  shipper  from  such  regula- 
tion pursuant  to  this  paragraph  of  this 
section  for  a  period  not  to  exceed  sev- 
enty-two (72)  consecutive  hours  follow- 
ing the  packing  of  the  first  fruit  by  such 
shipper  at  such  shipping  point. 

(d)  Election  of  type  of  regulation  by 
shipper.  Each  shipper  desiring  to  ship 
fruit,  during  a  regulation  period,  shall 
promptly  elect  whether  such  fruit  shall 
be  regulated  at  railroad  assembly  points. 
cold  storage  assembly  points,  or  shipping 
point;  and  each  shipper  shall  promptly 
advise  the  commodity  committee  with 
regard  to  the  choice  thus  made  by  the 
respective  shipper.  The  fruit  of  any 
shipper  who  fails  to  make  such  election 
shairbe  regulated  at  railroad  assembly 
points  and  cold  storage  assembly  points. 
Except  as  provided  herein,  any  shipper 
electing  regulation  at  assembly  points, 
for  fruit  from  any  particular  shipping 
point,  shall  not  be  eligible  to  elect  regu- 
lation at  any  such  shipping  point  until 
all  of  such  fruit  at  assembly  points  has 
been  released.  Each  shipper  whose  fruit 
Is  regulated  at  railroad  assembly  points 
shall  file  with  the  carrier  an  order  direct- 
ing It  to  stop  each  carload  of  the  respec- 
tive shipper's  fruit  at  such  assembly 
points  until  the  release  of  such  fruit  has 
been  ordered  by  the  commodity  com- 
mittee. 
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(e)  Reports  by  shippers.  Each  ship- 
per whose  fruit  Is  regulated  at  cold  stor- 
age assembly  points  shall  report  or  au- 
thorize the  cold  storage  companies  to 
report  to  the  commodity  conunittee  the 
time  when  each  carload,  or  the  equiva- 
lent quantity  thereof,  of  such  fruit  con- 
trolled by  him  entered  a  cold  storage 
assembly  point.  Each  shipper  shall  fur- 
nlsh  or  authorize  the  cold  storage  com- 
panies to  furnish  to  the  commodity  com- 
mittee the  time  of  entrance  into  cold 
storage  of  each  carload,  or  the  equivalent 
thereof,  of  such  fruit  controlled  by  him. 

(f)  Allotment  percentage.    The  allot- % 
ment  percentage  for  fruit  for  a  particu- 
lar day.  during  a  regulation  period  estab- 
lished pursuant  to  the  provisions  of  this 
section,  shall  be  the  percentage  obtained 
by  dividing  the  total  advisable  quantity 
of  such  fruit  to  be  shipped  that  day. 
determined  by  the  Secretary  pursuant  to 
the  provisions  of  paragraph  (c)  of  this 
section,  by  the  total  available  of  such 
fruit  on  the  second  day  prior  to  such 
particular  day.  as  computed  by  the  com- 
modity committee  pursuant  to  the  pro- 
visions of  this  section.    In  no  case  shall 
the    allotment    percentage    exceed    one 
hundred  (100)  percent.    The  allotment 
percentage  shall  be  calculated  by  the 
commodity  committee:   Provided,  That 
In  the  event  the  allotment  percentage 
for  a  particular  day  cannot  be  calculated, 
pursuant  to  the  foregoing  provisions  of 
this  paragraph,  the  allotment  percentage 
on  the  first  previous  day  on  which  an 
allotment  percentage  can  be  calculated, 
pursuant  to  the  provisions  of  this  para- 
graph, shall  be  used  in  calculating  allot- 
ments for  such  particular  day. 

(g)  Determination   of   allotments   at 
shipping  point.    The  allotment  of  fruit, 
for  a  particular  day.  for  any  shipper  who 
has  elected  to  have  his  shipments  regu- 
lated at  shipping  point,  shall  be  the  re- 
sult obtained  by  applying  the  allotment 
percentage  for  such  day.  calculated  as 
provided  in  this  section,  to  such  shipper's 
component  part  of  the  available  used  in 
determining  the  allotment  percentage. 
No  shipper  whose  fruit  Is  regulated  at 
shipping  point  shall  ship  from  shipping 
point  fruit  in  excess  of  his  allotments; 
Provided,  however.  That  the  shipment  of 
less  than  one  d)  carload  In  excess  of  a 
shipper's  allotment  shall  not  be  a  viola- 
tion of  the  provisions  hereof  if  such  ship- 
per advises  the  commodity  committee, 
with  regard  to  such  overshipment.  by 
not  later  than  the  end  of  the  day  fol- 
lowing the  day  on  which  such  overship- 
ment was  made.    The  quantity  of  fruit 
shipped  in  excess  of  the  allotment,  as 
permitted  pursuant  to  the  provisions  of 
this  paragraph,  shall  be  offset  by  a  re- 
duction of  an  equal  amount  from  the 
respective   shipper's  allotment   for  the 
next  succeeding  day  on  which  such  ship- 
per ships,  or.  If  such  allotment  Is  le.ss 
than  the  overshipment.  then  such  excess 
shipment  shall  be  deducted  from  suc- 
ceeding   allotments    until    such    excess 
shipment  has  been  entirely  offset.     If 
any  shipper  ships  less  than  his  allot- 
ment for  a  particular  day.  such  shipper 
may  ship,  only  during  the  next  day  in 
which  such  shipper  is  entitled  to  an  al- 
lotment, a  quantity  equal  to  such  under- 
shipment  in  addition  to  his  allotment: 
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Provided.  That  such  undershipment  is 
promptly  reported  to  the  commodity 
committee.  The  committee  shall  deter- 
mine, pursuant  to  the  provisions  hereof, 
each  shipper's  allotment,  and  advise  each 
shipper  relative  to  his  allotment.  Except 
as  provided  in  this  paragraph  and  in 
paragraph  (c)  of  this  section,  and  In 
S  936.7,'  no  shipper  shall  ship  fruit 
in  excess  of  his  allotment.  The  com- 
modity committee  may.  at  such  time 
and  in  such  manner  as  It  may  prescribe 
In  rules  and  regulations,  require  any 
shipper  to  account  to  it  for  the  disposi- 
tion of  the  quantity  of  fruit  in  excess 
of  the  resi>ectlve  shipper's  allotment. 
Prult  shipped  pursuant  to  allotments  at 
shipping  points  shall  not  be  detained  at 
assembly  points.  E^ch  day  on  which 
any  shipper  who  has  elected  to  have  his 
shipments  regulated  at  shipping  point 
shall  fail  to  pack  for  shipment  and  ship 
fruit  under  the  terms  of  this  paragraph 
shall,  with  respect  to  such  shipp^.  be 
excluded  from  all  calculations  under  this 
paragraph  or  under  paragraph  <  f  >  of  this 
section. 

(h)  Shipmeiits  from  assembly  points. 
The  quantity  of  fruit  which  may  be 
shipped,  on  any  day  during  a  regulation 
period,  except  the  first  two  days  thereof. 
from  all  assembly  points  by  shippers 
who  have  not  elected  to  have  their  fruit 
regulated  at  shipping  points  shall  be  the 
total  advisable  quantity  to  be  shipped 
that  day.  determined  by  the  Secretary 
pursuant  to  the  provisions  of  paragraph 
(c)  of  this  section,  less  (1)  the  quantity 
of  fruit  shipped  pursuant  to  paragraph 
<g)  of  this  section  by  shippers  electing 
regulation  at  shipping  points  and  arriv- 
ing at  railroad  assembly  points  In  time  to 
depart  that  day.  and  (2)  the  quantity  of 
fruit  which  was  shipped  by  boat,  to  des- 
tinations on  the  Continent  of  North 
America,  by  all  shipjsers  on  such  prior 
day  as  the  commodity  committee  may 
prescribe  In  rules  and  regulations  ap- 
proved by  the  Secretary:  Provided,  That 
If  the  quantity  of  fruit  that  is  actually 
shipped  on  a  particular  day  Is  In  excess 
of  or  less  than  the  quantity  advisable  for 
shipment  on  the  respective  day  then.  In 
such  event,  the  quantity  shipped  on  the 
following  day  shall  be  increased  or  de- 
creased respectively  by  the  amount  of 
such  excess  shipment  or  undershipment : 
Provided,  further,  That  the  quantity  of 
fruit  which  may  be  shipped  on  each  of 
the  first  and  second  days  of  the  Initial 
regulation  period,  or  any  other  regula- 
tion period  which  does  not  immediately 
follow  a  previous  regulation  period,  from 
all  assembly  points  by  shippers  who  have 
not  elected  to  have  their  fruit  regulated 
at  shipping  points  shall  be  that  quantity 
which  is  the  result  of  the  application  of 
the  percentage,  obtained  by  dividing  the 
total  quantity  of  fruit  shipped  by  such 
shippers  during  the  second  day  prior 
thereto  by  the  quantity  shipped  by  all 
shippers  during  such  prior  day.  to  the 
quantity  advisable  to  be  shipped  on  the 
first  and  second  days,  respectively,  of  the 
regulation  period.  The  first  carload  of 
fruit  arriving  at  any  assembly  point  and 
subject  to  regulation  thereat  shall  be  the 
first  carload  released  for  shipment  from 
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all  assembly  points  on  any  particular 
day,  and  succeeding  carloads  shall  be  re- 
leased for  shipment  in  the  order  of  ar- 
rival until  the  total  quantity  for  the  par- 
ticular day  has  been  released.  The  maxi- 
mum time  that  cars  may  be  held  in  as- 
sembly points  shall  be  prescribed  by  the 
commodity  committee  in  rules  and  regu- 
lations approved  by  the  Secretary:  Pro- 
vided, That  no  car  shall  be  held  at  any 
assembly  point  longer  than  four  <4)  days 
whenever  there  are  any  cars  being  regu- 
lated at  railroad  assembly  points:  Pro- 
vided,  further.  That  fruit  shipped  pur- 
suant to  allotments  at  shipping  points 
shall  not  be  detained  at  assembly  points. 
Whenever  any  shipper  has  one  or  more 
carloads  of  fruit  at  an  assembly  point  or 
points  which  have  priority  of  shipment  at 
a  given  time,  and  such  shipper  also  has 
other  carloads  which  do  not  have  prior- 
ity, .such  shipper  may  substitute  any  car- 
load without  priority  for  any  carload 
having  such  priority.  The  commodity 
committee  shall,  in  accordance  with  the 
provisions  hereof,  release  fruit,  subject 
to  regulation  at  assembly  points,  for  ship- 
ment from  assembly  points;  and  fruit, 
subject  to  regulation  at  assembly  points, 
shall  not  be  shipped  from  any  railroad 
assembly  point  or  cold  storage  as.sembly 
point  until  It  has  been  released  by  the 
commodity  committee. 

d)  Adjustment  for  shipments  by  boat. 
If  a  shipper  whose  fruit  is  regulated  at 
assembly  point  ships  by  boat  a  quantity 
of  fruit  to  a  destination  on  the  Continent 
of  North  America,  the  commodity  com- 
mittee shall,  on  such  day  or  days  prior 
to  the  expected  arrival  of  the  boat  at 
its  destination  as  may  be  specified  in  the 
rules  and  regulations  adopted  by  the  com- 
mittee and  approved  by  the  Secretary, 
adjust  the  priority  of  time  of  release 
of  carloads  then  In  a.ssembly  points  so 
that  no  carload  of  such  shipper's  fruit 
then  in  assembly  points  shall  be  shipped 
until  a  quantity  of  fruit  entering  assem- 
bly points  subsequently  to  the  aforesaid 
carload,  equal  to  the  quantity  of  fruit 
contained  in  said  shipment  by  boat,  has 
been  permitted  to  be  shlpiJed. 

(J)  Prohibition  of  loading.  The  Sec- 
retary may.  In  order  to  effectuate  the  de- 
clared ixjllcy  of  tfte  act,  prohibit  for  a 
period  of  forty-eight  (48)  hours,  upon 
the  recommendation  of  the  commodity 
committee  supported  by  the  specific  in- 
formation upon  which  such  recommen- 
dation is  based,  or  upon  the  basis  of  other 
information  available  to  the  Secretary, 
the  loading  of  fruit  for  shipment  to  any 
or  all  railroad  a.ssembly  points:  Provided, 
That  there  shall  elapse  not  less  than 
ninety-six  (96)  hours  between  the  la.-^t 
day  of  one  prohibition  period,  established 
pursuant  to  the  provisions  of  this  section, 
and  the  first  day  of  the  next  succeeding 
prohibition  p>erlod.  Any  quantity  of  fruit 
loaded  for  shipment  to  any  cold  storage 
assembly  jx)int,  during  a  prohibition  p>e- 
rlod.  shall  not  be  eligible  for  release  for 
shipment,  except  8is  provided  in  para- 
graph (k)  of  this  section,  during  such 
time  as  said  fruit  is  being  regulated  pur- 
suant to  the  provisions  of  this  section. 
No  shipper  who  shipped  fruit  to  any  or 
all  assembly  points  during  the  forty- 
eight  (48)  hours  prior  to  the  beginning 
of  a  prohibition  period,  established  pur- 
suant to  the  provisions  of  this  paragraph. 
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shall,  for  a  period  of  forty-eight  (48) 
hoiu-s.  succeeding  the  termination  of  the 
respective  prohibition  period,  load  for 
shipment  fruit  to  assembly  points  In  ex- 
cess of  the  quantity  of  such  fruit  loaded 
for  shipment  by  the  respective  shipper 
during  the  period  of  forty-eight  (48) 
hours  immediately  prior  to  the  beginning 
of  such  prohibition  period:  Provided, 
That  any  shipper  who  has  made  no  ship- 
ments from  a  particular  district,  during 
the  particular  season,  before  the  begin- 
ning of  a  prohibition  period,  established 
pursuant  to  the  provisions  of  this  para- 
graph, may  apply  to  the  commodity  com- 
mittee for  exemption  from  such  re.strlc- 
tlons  applicable  after  the  termination  of 
such  prohibition  period,  and.  If  said  com- 
mittee determines  that  said  restrictions 
operate  Inequitably  to  said  shipper  in  a 
particular  district,  said  committee  shall 
exempt  such  shipper  from  such  restric- 
tions, after  a  prohibition  period,  as  are 
provided  In  this  paragraph. 

tk>  Shipment  of  storage  fruit.  Fruit 
In  cold  storage  shall  not  be  shipped  on 
any  particular  day  during  a  regulation 
period,  established  pursuant  to  the  provi- 
sions of  this  section,  unless  the  quantity 
of  fruit  regulated  at  shipping  points  and 
arriving  at  railroad  assembly  points  in 
time  to  depart  during  the  particular  day 
plus  the  quantity  of  the  fruit  eligible  for 
releasie  at  assembly  points  during  said 
particular  day  Is  less  than  the  total  ad- 
visable quantity  of  the  fruit  for  shipment 
on  said  day.  When  the  aforesaid  condi- 
tions exist,  such  fruit  may  be  released 
from  cold  storage  for  shipment,  during 
a  regulation  period,  in  the  same  sequence 
as  that  In  which  such  fruit  has  been 
placed  in  storage:  Provided,  That  such 
releases  for  shipment  from  cold  storage 
on  any  day  shall  be  limited  to  the  amount 
of  the  fruit  advisable  to  be  shipped,  pur- 
suant to  the  provisions  of  this  section, 
less  the  quantity  of  the  fruit  regulated  at 
shipping  points  and  arriving  at  railroad 
assembly  points  in  time  to  depart  during 
the  particular  day  and  the  quantity  of 
the  fruit  eligible  for  release  at  assembly 
points  on  said  particular  day:  Provided, 
further.  That  any  quantity  of  fruit  In 
cold  storage  may  be  substituted  for  the 
same  quantity  of  fruit  eligible  to  be 
shipped  pursuant  to  regulation  at  ship- 
ping points  or  assembly  points. 

(1)  Revision  and  correction  of  reports. 
The  commodity  committee  may  investi- 
gate and  check  the  accuracy  of  any  re- 
ports filed  pursuant  to  the  provisions  of 
this  section,  and  said  committee  may 
verify  the  same  In  such  manner  as  ill 
may  determine;  and,  on  the  basis  of  the 
findings  by  said  committee,  it  may  re- 
vise and  correct  any  such  report.  The 
commodity  committee  shall  prescribe 
reasonable  means  whereby  any  grower 
or  shipper,  who  may  be  dissatisfied  with 
the  action  taken  by  said  committee,  may 
protest  to  that  committee,  or  its  repre- 
sentative, concerning  the  action  taken 
by  said  committee;  and  in  the  event  of 
such  protest,  the  action  taken  by  the 
committee  shall  be  reconsidered  and  re- 
vised to  any  such  extent  as  the  commit- 
tee may  find  to  be  proper.  Thereafter, 
such  person  protesting,  if  dissatisfied, 
may  appeal  to  the  Secretary  from  the 
committee's  final  decision  on  said  pro- 
test; 'and  the  Secretary's  determination 
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on  such  appeal  shall  b«  conclusiv*  and 
final. 

(m)  Exceptions.  Cars  containing  two 
hundred  (200)  standard  packages  (U 
specified  In  the  Agricultural  Code  of 
California)  or  less,  or  the  equlvaleni 
thereof  In  weight,  of  fruit  covered  by  a 
regiilation  pursuant  to  the  provisions  of 
this  section  shall  be  exempt  from  such 
regulations:  Provided.  That,  such  ex- 
empted fruit  shall  be  grown  In  the  dis- 
trict from  which  It  Is  shipped  or  shipped 
from  a  district  in  which  no  such  fruit 
Is  being  harvested  during  the  period  of 
such  regulation. 

11.  Delete  the  first  four  sentences  In 
section  8  (b>  of  the  marketing  agree- 
ment and  S  936.8  (b)  of  the  order  and 
Insert,  in  lieu  thereof,  the  following: 
"Each  shipper  of  a  particular  fruit  shall, 
upon  demand,  pay  to  the  Control  Com- 
mittee such  shipper's  pro  rata  share  of 
the  expenses  which  the  Secretary  finds 
will  be  incurred,  as  aforesaid,  during  the 
current  season  with  respect  to  such  fruit. 
Each  such  shipper's  share  of  such  ex- 
penses shall  be  that  proportion  thereof 
which  the  total  quantity  of  such  fruit 
shipped  by  »uch  shipper  during  said  sea- 
son Is  of  the  total  quantity  of  the  same 
fruit  shipped  by  all  shippers  during  the 
same  season.  The  Secretary  shall  fix 
the  rate  of  assessment  which  shippers  of 
such  fruit  shall  pay.  The  Secretary  may. 
from  time  to  time.  Increase  such  rate  of 
assessment  In  order  to  seciire  sufBcient 
funds  to  cover  any  later  finding  by  the 
Secretary  relative  to  the  expenses  which 
may  be  incurred  during  said  season  for 
such  fruit;  and  such  increase  shall  be 
applicable  to  all  such  fruit  shipped  dur- 
ing the  season." 

12.  In  the  first  sentence  of  section  9 
(c>  of  the  marketing  agreement  and 
9  936.9  (c)  of  the  order  delete  the  words 
"confidential  employee  or  confidential 
employees"  and  Insert.  In  lieu  thereof, 
the  word  "manager." 

13.  E>elete  the  last  two  sentences  in 
section  9  (O  of  the  marketing  agree- 
ment and  9  936  9  (c)  of  the  order  and 
Insert.  In  Ueu  thereof,  the  following: 
"Upon  receipt  of  the  foregoing  by  the 
manager  of  the  Control  Committee,  he 
shall  promptly  have  such  information 
compiled;  and  a  summary  of  such  com- 
piled Information  shall  be  made  avail- 
able promptly  to  all  shippers  and  other 
Interested  parties.  Each  such  summary, 
however,  shall  not  reveal  the  Identity  of 
any  Informant.  The  manager  and  each 
person  engaged  In  the  preparation  of 
any  such  compilation  or  summary,  shall 
not  disclase  any  Information  obtained 
pursuant  to  this  paragraph  except  in  the 
aforesaid  summary:  Provided,  That  the 
manager  and  each  person  engaged,  as 
aforesaid,  shall.  If  so  directed  by  th« 
Secretary,  submit  all  of  said  information. 
Including  the  original  reports,  to  the 
Secretary  or  such  other  person  or  per- 
sons as  the  Secretarj^  may  direct." 

14.  In  the  last  sentence  of  section  10 
(b)  (2>  of  the  marketing  agreement  and 
9  936.10  (b)  (2)  of  the  order  delete  the 
dates  "April  1"'  and  "March  31"  and 
insert.  In  lieu  thereof.  "March  1"  and 
"the  last  day  of  February,"  respectively. 


riOPOSID  RULI  MAKING 

FUed  at  Washington,  D.  O..  thia  14th 
daj  of  February  1949. 

[UAL]  a  R.  Nkwxll. 

Acting  Assistant  Administrator, 
Production  and  Marketing 
Administration. 

[P.   R.   Doc.   4»-12Bl:    FUed.   Feb.    Ifl.    1»4»; 
8:58  «.  m.] 


[  7  CFR,  Part  942  1 

(Docket  No.  A<>-103  A-ll] 

Handling  of  Milk  in  New  Orleans,  La., 
Milk  Marketing  Area 

NOTICE  or  hearing  on  proposed  amend- 
ment TO  TENTATIVE  MARKETING  ACRES- 
MENT,  AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.).  and  In  accord- 
ance with  the  applicable  rules  of  practice 
and  procedure,  as  amended  (7  CFR,  900.1 
et  seq.;  13  F.  R.  8585 >.  notice  Is  hereby 
given  of  a  public  hearing  to  be  held  In 
Lenfant's  Boulevard  Room.  5236  Canal 
Boulevard.  New  Orleans.  Louisiana,  be- 
ginning at  10:00  a.  m..  c.  s.  t.,  February 
23,  1949,  for  the  purpose  of  receiving 
evidence  with  respect  to  proposed  amend- 
ments hereinafter  set  forth,  or  appro- 
priate modifications  thereof,  to  the  ten- 
tative marketing  agreement  heretofore 
approved  by  the  Secretary  of  Agriculture 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  In  the  New  Orleans, 
Louisiana,  milk  marketing  area  (7  CFR, 
Supps.  942.0  et  seq.;  13  F.  R.  1079).  These 
proposed  amendments  have  not  received 
the  approval  of  the  Secretary  of  Agricul- 
ture. 

Amendments  to  the  order  (No.  42)  for 
the  New  Orleans,  Louisiana,  milk  mar- 
keting area  were  proposed,  as  follows: 

By  the  Dairy  Farmers  Cooperative  As- 
sociation. Inc.: 

1.  Amend  §  942.5  to  provide  that  the 
Class  I  price  for  the  six  month  period 
from  March  1,  1949,  through  August 
1949  shall  be  $5.56  per  hundredweight. 

By  the  Southeast  Louisiana  Dairy 
Farmers  Union  and  the  Florida  Parishes 
Milk  Producers  Union: 

2.  Amend  the  present  order  provisions 
to  provide  fixed  prices  for  milk  for  Class 
I  use  of  4.0%  butterfat  content  at  $7.00 
per  hundredweight  for  the  months  of 
September  to  February.  Inclusive,  and 
$5.75  per  hundredweight  for  the  months 
of  March  to  August.  Inclusive. 

By  the  Dairy  Farmers  Cooperative  As- 
sociation. Inc.: 

3.  Amend  9  942.5  (a)  and  9  942.5  (b) 
(1)  (1)  to  provide  for  the  determination 
of  the  Class  I  price  as  follows: 

(a)  Using  the  Index  of  wholesale  com- 
modity prices  In  the  United  States  as 
published  by  the  Department  of  Labor 
for  the  latest  month,  revise  the  Index  to 
a  1925-29  base  equal  to  100. 

(b)  Using  the  Index  of  department 
store  sales  In  New  Orleans  as  reported  by 
the  Federal  Reserve  Bank  of  Atlanta 
for  the  latest  month,  revise  the  Index  to 
a  1925-29  base  equal  to  100. 

(O  Using  the  average  retail  prices  of 
dairy  rations  In  Louisiana  and  Mississippi 


as  published  by  the  United  States  De- 
partment of  Agriculture  for  the  latest 
month,  compute  an  Index  with  the  1925- 
29  base  equal  to  100. 

(d)  Using  the  latest  farm  wage  rates 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  Louisiana  and 
Mississippi,  compute  a  weighted  average 
with  75  percent  for  Louisiana  and  25 
percent  for  Mississippi  and  calculate  the 
Index  of  the  average  with  a  base  of  1925- 
29  equal  to  100. 

(e)  Add  together  the  amounts  deter- 
mined In  (a),  (b),  0.6  times  the  amount 
determined  in  (c),  and  0.4  times  the 
amount  determined  in  (d),  divide  the 
total  by  3  and  round  off  to  the  nearest 
whole  number. 

(f)  Divide  by  3  the  sum  of  the  three 
latest  monthly  determinations  resulting 
from  (e»  above. 

(g)  Multiply  the  result  obtained  In  <f) 
by  $2.59.  the  resulting  figure  shall  be  the 
Class  I  price  for  the  delivery  periods  of 
March  and  September. 

(h)  Multiply  the  result  obtained  in 
(f )  by  $2.59.  to  this  result  add  44  cents  to 
determine  the  Class  I  price  for  the  de- 
livery periods  of  October  through  Feb- 
ruary. 

(I)  Multiply  the  result  obtained  In  (f) 
by  $2.59  and  from  this  result  deduct  44 
cents  per  hundredweight  to  determine 
the  Class  I  price  for  the  delivery  periods 
April  through  August. 

(J)  If  In  the  preceding  five-month  pe- 
riod of  October  through  February.  Inclu- 
sive, reports  as  published  by  the  market 
administrator  show  an  average  of  less 
than  10  percent  of  receipts  of  skim  milk 
and  butterfat  from  producers  to  have 
been  used  in  Classes  II  and  HI.. 22  cents 
per  hundred\yelght  shall  be  added  to  the 
Class  I  prices  obtained  In  (g),  (h),  and 
(1)  above. 

(k)  The  Class  I  price  for  any  of  the 
months  of  April  through  August  of  each 
year  shall  not  be  higher  than  the  Class  I 
price  for  the  Immediately  preceding 
month;  and  the  Class  I  price  for  any  of 
the  months  of  October  through  Febru- 
ary of  each  year  shall  not  be  lower  than 
the  Class  I  price  for  the  Immediately  pre- 
ceding month. 

4.  Amend  9  942.7  to  provide  for  the  an- 
nouncement of  the  price  for  Class  I  milk 
for  each  month  on  the  25th  day  of  the 
preceding  month. 

By  Brown's  Velvet  Dairy  Products,  Inc. 
and  Brown's  Velvet  Ice  Cream,  Inc.: 

5.  Amend  §  942.4  (b)  to  provide  for  .the 
classification  of  milk  used  for  Ice  cream 
as  Class  III  milk  In  lieu  of  the  present 
Class  II  milk  classification. 

6.  Amend  §  942.5  (c)  to  provide  for  a 
price  of  butterfat  and  milk  solids  In  Class 
II  milk  competitive  with  the  price  being 
paid  for  milk  for  Ice  cream  uses  in  other 
markets. 

By  Magee's  Creamery: 

7.  Amend  9  942.5  (c»  and  (d)  to  pro- 
vide that  the  price  for  Cla.ss  II  milk  shall 
be  the  same  as  the  price  for  Class  III 
milk. 

By  Borden  Company: 

8.  Amend  §5  942.7  and  942.8  to  provide 
for  the  payment  of  all  producers  or  asso- 
ciation of  producers  on  a  "market-wide 
pool"  basis  in  lieu  of  the  present  "indi- 
vidual handler  pool"  method  of  payment. 


Thursday,  February  17,  1949 

By  the  Southeast  Louisiana  Dairy 
Farmers  Union  and  the  Florida  Parishes 
Milk  Producers  Union: 

9.  Amend  9  942  8  to  provide  for  more 
prompt  payment  for  milk  sold  to  han- 
dlers In  the  New  Orleans  mllkshed. 

By  the  Dairy  Branch,  Production  and 
Marketing  Administration : 

10.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  marketing 
agreement  and  order,  as  amended,  con- 
form with  any  amendment  thereto  which 
may  result  from  this  hearing. 

It  has  been  represented  that  an  emer- 
gency exists  In  the  market  with  respect  to 
the  estballshment  of  a  price  for  Class  I 
milk  through  August  1949.  Accordingly, 
evidence  will  be  received  In  connection 
with  proposals  1  and  2  herein,  prior  to 
receipt  of  evidence  on  any  other  pro- 
posals, so  that  appropriate  action  may  be 
taken  promptly. 

Copies  of  this  notice  of  hearing  and  of 
the  tentative  marketing  agreement,  and 
the  order,  as  amended,  now  In  effect,  may 
be  procured  from  the  Market  Adminis- 
trator. 1421  Carondelet  Bldg..  New  Or- 
leans. Louisiana,  or  from  the  Hearing 
Clerk,  United  States  Department  of  Agri- 
culture. Room  1344,  South  Building. 
Washington  25.  D.  C.  or  may  be  there 
Inspected. 

Dated:  February  11.  1949. 

[sEALl  S.  R.  Newell. 

Acting  Assistant  Administrator. 

|F.   R.    Doc.   49-1216;    Filed.   Feb.    16,    1949; 
8. 53  a.  m.J 


DEPARTMENT  OF  LABOR 

Wag*  and  Hour  Division 

[  29  CFR,  Part  545  1 

Home    Workers    in    the    Needlewoek 
Industries  in  Piterto  Rico 

notice  or  proposed  rule  making 

Notice  Is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act  (60  Stat. 
237;  5  U.  8.  C,  Supp..  1001).  that  the 
Administrator  of  the  Wage  and  Hour 
Division,  U.  S.  Department  of  Labor,  pro- 
poses to  amend  the  regulations  con- 
tained in  this  part  to  read  as  hereinafter 
set  forth.  Prior  to  the  final  adoption  of 
the  regulations,  as  amended,  consider- 
ation will  be  given  to  any  data,  views,  or 
arguments  pertaining  thereto  which  are 
submitted  in  writing  to  the  Administra- 
tor of  the  Wage  and  Hour  Division,  U.  S. 
Department  of  Labor,  Washington  25. 
D.  C,  or  to  the  Territorial  Director.  Wage 
and  Hour  Division.  U.  S.  Department  of 
Labor,  P.  O.  Box  3906,  Santurce  29,  Puerto 
Rico,  within  thirty  days  from  publica- 
tion hereof  in  the  Federal  Register. 
Four  copies  of  all  written  material  should 
be  submitted. 

The  regulations,  as  amended,  are  to  be 
issued  pursuant  to  the  authority  con- 
tained in  sections  6  (a)  (5)  and  11  (c) 
of  the  Fair  Labor  Standards  Act  of  1938 
<sec.  3  (f,  54  Stat.  616;  sec.  11  (c).  52 
Stat.  1066;  29  U.  S.  C.  206  (a)  (5), 
211  (c)). 

Signed  at  Washington.  D.  C.  this  9th 
day  of  February  1949. 

Wm.  R.  McComb, 
Administrator. 


FEDERAL  REGISTER 

Pait  545 — Home  Workers  in  the  Needle- 
work Industries  in  Puerto  Rico 

9  545.1  Applicability.  The  provisions 
of  this  part  shall  apply  to  p)ersons  en- 
gaged In  activities  relating  to  home 
workers  In  the  Needlework  Industries  In 
Puerto  Rico  as  defined  In  Part  655  of 
this  chapter.* 

9  545.2  Definitions.  The  following 
words,  terms,  and  phrases  as  used  In  this 
part  shall  have  the  meaning  ascribed  to 
them  in  this  section  except  when  the 
context  clearly  indicates  a  different 
meaning:  Provided,  however,  That  the 
following  definitions  shall  not  be  con- 
strued in  any  way  to  restrict  the  mean- 
ing of  such  words,  terms,  or  phrases  as 
are  defined  in  section  3  of  the  act. 

(a)  "Employer"  Includes  any  natural 
or  artificial  person  who.  for  his  own 
account  or  benefit,  or  on  behalf  of  any 
person  residing  outside  the  Island  of 
Puerto  Rico,  directly  or  indirectly,  or 
through  an  employee,  agent,  subcon- 
tractor, or  any  other  person : 

(1)  Delivers,  or  causes  to  be  delivered, 
any  goods  to  be  processed  or  fabricated 
In  a  home  and  thereafter  to  be  returned 
or  thereafter  to  be  disposed  of  or  dis- 
tributed in  accordance  with  his  direc- 
tions; or 

(2 »  Sells  any  goods  for  the  purpose  of 
having  such  goods  processed  or  fabri- 
cated in  a  home  and  then  rebuys  such 
goods  after  such  processing  or  fabricat- 
ing, either  himself  or  through  some  other 
person. 

(b)  "Subcontractor"  includes  any  per- 
son who,  for  the  account  or  benefit  of 
an  employer,  delivers,  or  causes  to  be 
delivered,  to  a  home  worker  goods  to 
be  processed  or  fabricated  in  a  home  and 
thereafter  to  be  returned  In  accordance 
with  the  direction  of  such  employer. 

(c)  "Employ"  includes  to  suffer  or 
permit  to  work. 

( d )  "Home"  Includes  any  room,  house, 
apartment,  or  other  premises  used  reg- 
ularly In  whole  or  In  part  as  a  dwelling 
place. 

(e)  "Home  worker"  Includes  any  em- 
ployee performing  in  a  home  any  opera- 
tion on  goods  produced  for  commerce: 
Provided.  That  such  work  Is  not  per- 
formed under  either  actively  or  person- 
ally regulated  or  supervised  conditions. 

(f)  "Design"  Includes  a  combination 
of  two  or  more  stitches  or  operations  so 
sewn  as  to  form  a  pattern. 

(g)  "Operation"  means  any  work  or 
any  process  other  than  the  distribution 
of  goods  to  or  collection  of  goods  from 
home  workers. 

9  545.3  Filing  and  notification  require- 
ments. Every  employer  prior  to  the  dis- 
tribution of  work  to  any  home  worker 
shall  file  with  the  Wage  and  Hour  Divi- 
sion in  Puerto  Rico  (a)  a  copy  of  each 
design,  if  any,  and  (b)  a  description  In 
writing  of  each  operation  to  be  performed 
by  any  home  worker,  whether  or  not  part 
of  a  design,  together  with  the  full  piece 
rate  schedule  designation,  if  any,'  the 
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corresponding  piece  rates  to  be  paid  for 
each  such  operation,  and  the  style  num- 
bers. If  any,  of  the  goods  upon  which 
such  designs  are  to  be  made  and  opera- 
tions are  to  be  performed. 

9  545.4  Ticket  to  be  affixed  to  each  lot 
of  goods.  Every  employer  shall  make  up 
the  goods  to  be  delivered  to  a  subcon- 
tractor mto  a  bundle  or  lot,  each  lot  to 
comprise  goods  on  which  the  same  op»er- 
ations  are  to  be  performed.  Every  em- 
ployer shall  affix  to  each  such  lot  of  goods 
a  ticket  which  shall  be  numbered  serially 
and  contain  the  name  of  such  employer. 
The  serial  numbers  of  such  tickets  shall 
run  from  the  number  one  and  be  pre- 
fixed by  the  number  of  the  permit  issued 
to  such  employer  by  the  Department  of 
Labor  of  Puerto  Rico.'  The  subcontrac- 
tor shall  return  the  ticket  with  the  lot 
to  the  employer.  All  goods  specified  on 
the  ticket  shall  be  returned  to  the  em- 
ployer at  one  time  except  when  special 
permission  is  obtained  from  the  Wage 
and  Hour  Division  for  subcontractors  to 
return  part  of  the  goods.  In  each  such 
case,  a  partial  delivery  ticket  shall  be 
made  out  and  later  filed  with  the  orig- 
inal lot  ticket  when  the  remaining  goods 
specified  thereon  are  returned. 

9  545.5  Delivery  and  collection  of 
goods.  All  goods  for  production  in  a 
home  shall  be  personally  distributed  to 
and  collected  from  the  home  worker  who 
Is  to  work  on  the  goods,  either  directly 
at  the  factory  or  by  employees  expressly 
employed  by  an  employer  or  subcontrac- 
tor to  distribute  and  collect  such  goods 
outside  the  factory. 

5  545.6  Payment  for  work.  When  an 
employer  receives  goods  on  which  work 
has  been  completed,  he  shall  pay  im- 
mediately the  home  worker  or  subcon- 
tractor, as  the  case  may  be.  for  such 
work:  Provided.  That  in  cases  where  pay- 
ment is  made  to  a  subcontractor,  the 
home  worker  shall  be  paid  within  seven 
days  after  such  subcontractor  has  col- 
lected the  goods  from  such  home  worker. 
Payment  shall  be  made  to  each  home 
worker  at  rates  not  less  than  those  re- 
quired under  $§  545.10  and  545.11.  and  in 
accordance  with  the  requirements  of  sec- 
tions 6  and  7  of  the  act. 

9  545.7  Records  to  be  kept.  (a) 
Every  employer  shall  make  and  have 
available  at  his  principal  Puerto  Rlcan 
office,  a  record  of  the  following  informa- 
tion:* 


>  Persons  engaged  in  activities  relating  to 
home  workers  In  other  industries  In  Puerto 
Rico  are  subject  to  Part  681  of  this  chapter. 

'  See  S  545.14  lor  the  schedule  of  piece 
rates  prescribed  In  accordance  with  f  545.10. 
As  an  example  of  how  to  state  the  piece  rate 
schedule  designation,  if  "plain  scallops"  were 


to  be  made  on  articles  In  the  "Infants'  Wear 
Division."  the  full  piece  rate  schedule  desig- 
nation would  be  "Operation  74,  Col.  3  " 

•  Thus,  if  the  permit  number  Is  56.  the 
serial  numbers  on  the  ticket  would  run,  56-1. 
56-2,  etc. 

« Although  responsibility  for  making  the 
record  is  placed  upon  the  employer,  the  ac- 
tual work  of  doing  eo  may  be  performed  by 
supervisory  or  clerical  employees,  agents, 
subcontractors,  or  other  persons  acting  In 
behalf  of  the  employer. 

No  particular  order  or  form  of  records  Is 
prescribed  by  the  regulations  contained  In 
this  part.  The  employer  may  keep  his  own 
record  system,  to  long  as  he  keeps  all  the 
required  Information  available  in  under- 
standable form. 

The  records  must  be  kept  in  the  employer's 
principal  Puerto  Rican  office.  Where  It  Is 
not  possible  for  a  record  of  one  or  more  of 
the  Items  to  be  made  in  the  first  Instance 
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(1)  Th«  name  and  address  of  each 
firm  situated  outside  the  Island  of 
Puerto  Rico,  If  any.  from  whom  the 
goods  upon  which  home  work  is  to  be 
performed  were  received. 

(2)  The  dates  of  receipt  and  shipment 
of  goods  received  from  or  shipped  to  any 
point  outside  the  Island  of  Puerto  Rico 
with  a  description  of  the  goods  received 
or  shipped  and  with  a  description  of  the 
operations  performed  on  the  goods 
shipped. 

(3)  The  name  and  address  of  each 
subcontractor,  If  any.  to  whom  each  lot 
of  goods  was  delivered  for  delivery  to 
home  workers,  together  with  the  num- 
ber of  the  permit  issued  to  such  sub- 
contractor by  the  Department  of  Labor 
of  Puerto  Rico. 

(4)  The  dates  upon  which  each  lot  of 
goods  was  delivered  to  and  returned  by 
a  subcontractor.  If  any.  together  with  a 
description  of  such  goods,  the  net 
amount  paid  as  commission  and  the  rate 
of  commission  on  such  goods. 

(5)  The  ticket  number  of  the  ticket 
aCaxed  to  each  lot  of  goods. 

(6)  The  dates  upon  which  the  goods  In 
each  lot  were  delivered  to  and  collected 
from  each  home  worker. 

(7)  The  name  and  address  of  each 
home  worker,  and  the  date  of  birth  of 
each  home  worker  under  19,  to  whom  the 
goods  in  each  lot  were  delivered. 

(8)  The  style  number.  If  any,  descrip- 
tion of,  and  amount  of  goods  in  each  lot, 
the  operations  to  be  performed  thereon, 
together  with  the  piece  rate  to  be  paid 
and  the  net  amount  actually  paid  each 
home  worker  for  the  operations  per- 
formed upon  such  goods. 

(9 )  The  date  or  dates  upon  which  each 
home  worker  was  paid  for  operations  per- 
formed on  the  goods  in  each  lot. 

(bt  At  the  time  work  is  given  out  to  or 
received  from  a  home  worker,  as  the  case 
may  be,  every  employer  *  shall  enter  the 
following  Information  In  the  handbook 
(to  be  obtained  by  the  employer  from  the 
Wage  and  Hour  Division  and  supplied  by 


at  the  employer's  principal  oflBce.  at  the  em- 
ployer's direction  the  record  of  such  Itema 
may  t)e  made  away  from  that  ofBce  by  a 
subcontractor,  agent,  employee,  or  other  per- 
son acting  In  behalf  of  the  employer.  In 
such  event,  however,  the  records  shall  be 
delivered  to  the  principal  Puerto  Rlcan  of- 
fice of  the  employer  as  soon  as  possible  after 
the  making  of  such  entries,  and  shall  there- 
after be  preserved  there  and  shall  there  be 
available  for  Inspection. 

» Although  responsibility  for  making  the 
record  Is  placed  upon  the  employer,  the  ac- 
tual work  of  doing  so  may  be  performed  by 
supervisory  or  clerical  employees,  agents,  sub- 
contractors, or  other  persons  acting  In  behalf 
of  the  employer. 
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him  to  each  home  worker)  which  shall  b« 
ktpt  by  th«  home  worker: 

(1)  The  dates  upon  which  the  goods  in 
each  lot  were  delivered  to  and  collected 
from  the  home  worker. 

(2)  The  style  number.  If  any,  descrip- 
tion of,  and  amount  of  goods  In  each  lot, 
the  operations  to  be  performed  thereon, 
together  with  the  piece  rate  to  be  paid 
and  the  net  amount  actusdly  paid  the 
home  worker  for  the  operations  per- 
formed upon  such  goods. 

(3)  The  date  or  dates  upon  which  the 
home  worker  was  paid  for  operations  per- 
formed on  the  goods  in  each  lot. 

(4)  The  signature  of  the  person  acting 
In  behalf  of  the  employer. 

(c)  No  employer  shall  employ  any 
home  worker  for  more  than  40  hours  in 
any  workweek  unless,  in  addition  to  the 
records  which- he  is  required  to  keep  pur- 
suant to  paragraphs  (a)  and  (b)  of  this 
section,  such  employer  makes  and  keeps 
available  at  his  principal  Puerto  Rlcan 
oCBce  and  enters  in  the  handbook  of  each 
such  home  worker  a  record  of  the  follow- 
ing information: 

(1)  The  hours  worked  by  the  home 
worker  on  the  goods  in  each  lot  of  work 
returned. 

(2)  The  total  hours  worked  each  week. 

(3)  The  wages  paid  the  home  worker 
each  week  at  regular  price  rates. 

(4)  The  extra  amount  paid  to  the 
home  worker  for  hours  worked  in  excess 
of  40  In  each  week. 

§545.8  Maintenance  of  records.  Every 
employer  shall  keep  and  preserve  for  a 
period  of  not  less  than  three  years  at  his 
place  of  business  the  records  required 
above.  All  such  records  shall  be  open  at 
any  time  to  inspection  and  transcription 
by  the  Administrator  or  his  authorized 
representative. 

§  545.9  Reporting  names  of  subcon- 
tractors, agents,  or  other  home  work  dis- 
tributors. Every  employer  shall  report 
to  the  office  of  the  Wage  and  Hour  Di- 
vision, U.  S.  Department  of  Labor,  Maya- 
«uez.  Puerto  Rico,  (1)  the  names  and 
addresses  of  all  persons  employed  as  sub- 
contractors, as  that  term  Is  defined  in 
this  part,  or  as  agents  or  supervisors  in 
charge  of  any  branch  office,  and  (2)  the 
permit  numbers  Issued  to  such  persons 
by  the  Department  of  Labor  of  Puerto 
Rico. 

§  545.10  Minimum  piece  rates  pre- 
scribed by  the  Administrator.  Pursuant 
to  the  provisions  of  section  8  (a)  (5)  of 
the  act.  each  home  worker  shall  be  paid, 
in  lieu  of  the  applicable  hourly  rate  es- 
tablished by  the  wage  order  for  the 
Needlework  Industries,  not  less  than  tha 


piece  rates  prescribed  In  i  545.14  for  the 
operations  described  therein. 

§545.11  'Piece  rates  adopted  by  em- 
ployers.   PiiTsuant  to  the  provisions  of 
section  6  (a)  (6)  of  the  act.  In  the  event 
that  a  home  worker  Is  to  perform  an 
operation  for  which  no  minimum  piece 
rate  has  been  prescribed  by  regulation 
or  order  of  the  Administrator  or  his  au- 
thorized representative,  he  shall  be  paid 
a  piece  rate  adopted  by  the  employer 
which  shall  yield  to  home  workers  of 
ordinary  skill,  under  prevalent  operating 
conditions  and  with  equipment  ordinar- 
ily found  In  homes,  an  amount  not  less 
than   the   applicable    minimum   hourly 
wage  rate  established  by  wage  order.'   No 
employer  shall  adopt  such  a  piece  rate 
until  he  has  first  notified  the  Division 
of  his  intention  to  establish  a  rate  for 
such  operation,  the  rate  fixed  and  the 
basis  on  which  the  piece  rate  has  been 
computed.    Such  an  employer  piece  rate 
shall  be  lawful  only  if  it  actually  satis- 
fies the  requirements  of  this  section,  and 
such  a  rate  shall  remain  in  effect  only 
until  such  time  as  the  Administrator  or 
his  authorized  representative,  by  regu- 
lation or  order,  establishes  a  minimum 
piece  rate  for  such  operation. 

9  545.12  Penalties.  Section  15  of  the 
act  makes  it  unlawful  for  any  person  to 
violate  the  provisions  of  this  part  and 
subjects  any  such  person  to  the  penalties 
provided  by  section  16  and  section  17  of 
the  act. 

S  545.13  Petition  fox  amendment  of 
regulations.  Any  person  wishing  a  re- 
vision of  any  of  the  terms  of  this  part 
may  submit  in  writing  to  the  Administra- 
tor or  his  authorized  representative  a  pe- 
tition setting  forth  the  changes  desired 
and  the  reasons  for  proposing  them.  If, 
upon  Inspection  of  the  petition,  the  Ad- 
ministrator or  his  authorized  representa- 
tive believes  that  reasonable  cause  for 
amendment  of  this  part  is  set  forth,  the 
Administrator  Or  his  authorized  repre- 
sentative will  either  schedule  a  hearing 
with  due  notice  to  Interested  parties,  or 
will  make  other  provision  for  affording 
Interested  parties  an  opportunity  to 
present  their  views,  either  In  support  of 
or  in  opposition  to  the  proposed  changes. 
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S  545.14    Piece  rates  established  in  accordance  with  §  545.10. 

MHBDULt  A— ri«ct  Rati  Schedilb  roa  mn  roTTos  T'nderviear  and  IsrASTs'  Ixperwear,  IxrAXTs'  Wear,  Pii.k  axp  Raton  (Etcept  Infants')  Undert^ea«.  and 

Wearing  Apparel  Divisions  vr  the  Neemkworb  Isdistkies  i.s  I'ltRTo  Rico 


•See  Parts  656  and  680  gf  this  chapter  for 
the  minimum  hourly  wage  rates  currently 
applicable  for  the  various  divisions  and  Clas- 
sifications of  the  Needlework  Industries  In 
Puerto  Rico.  The  mlnlmvun  hoxirly  rates 
currently  applicable  to  the  manufacture  of 
hand-hooked  rugs  are  provided  In  the  wage 
order  for  the  Hooked  Rug  Industry  in  Puerto 
Rico  (Part  684  of  ttila  chapter).  Home 
workers  in  the  Hooked  Rug  Industry  are 
governed  by  Part  681  of  this  chapter. 


No. 


Oporalion 


Piect  rate  (cents)  based  on  hourly  rates  of— 


I.S  cents— Cotton  un- 
derwear and  infants' 
uuderweu  division 


Infnnts'  silk 
and  rayon 
underwear 

(1) 


1 
2 
t 

i 

5 
6 
7 
8 

0  I 
10  I 

1> 
12 
13 

14 
15 
Ifi 
17 
18 
19 

au 

21 
22 

23 
2i 

2o 
» 
27 
38 
■M 
311 
31 
32 
.13 
34 
35 
•V. 
37 
3K 
.30 
40 
41 

42 

43 


45 
4« 
47 
48 
4» 
SO 
51 
52 
63 
64 
.15 
56 


57 
."^ 

fiO 

ei 

62 
(V3 
(A 
65 
«A 
67 
«8 
fi9 
70 
71 
72 
73 
74 
75 
7f. 
77 
78 


Cotton 
underwear 

(2) 


l.W 

a  (10 

7.50 

U.03 

17.00 

l.M 

fi.47 

8.ti0 

13.50 

13.  M 

i.ao 

2.05 

.84 

1.25 

l.W 

3.  Si 

6.00 

2).  89 

10.  UO 

1(1  00 

5.27 

6.86 

4.56 

.63 

6.75 

2.47 

2.V(10 

18.00 

l.SO 

4.92 

2  62 

9.71 

18.60 

9.77 

15  cents- 
Infants' 
wear  divi- 
sion 


(3) 


llani-ttwing  oitfration*  > 

Cent»  Cenit 

Arenilla  (seed  stitch),  close.  H"  squares is, 00  It,.  20 

Arenilla  (seed  stitch),  Ei-aUerKl,  W  squares «  tW  h  10 

Arrows,  filled  in.  14" 4.  .--O  4.(» 

Back  stitch  on  yokes,  arniholes, etc lO.tiO  9.00 

Ka>^tinK  bias  with  conl 4.98  4.46 

Hastinc  darts  before  Kwing 5.22  4.70 

Ha-iling  for  faRoling !.:»  122 

I'a-^tinis  henus  1"  to6"  wide 3.(«  2.70 

Ba.stintt  lace : 2..^9  2.33 

Btt.<tin>r  wai.-it  lines,  plarkt-ts  and  facings,  2  to  3  stitches  per  Inch 1.88  l.f* 

Bias  pipiiic,  Joined,  double 6.00  5.  40 

Bias  piping,  joined,  sinjile 7.50  0.78 

Bias  plpint!,  second  seam.  Joined,  double,  set  flat  on  garment  with  9.03  8. 13 

running  stitch. 

Blanket  slilch,  (oldinp  included,  18  stitches  per  Inch 

Buttons,  sewed  on  with  double  tliread.  2  to  3  stitches 

ButtoiihdU-s,  staiuiH'd,  •'*"  long  

Buttonholes,  8taiui)ed,  J-i"  long 

Buttonhole  stitch,  close ... 

Buttonhole  stitch  for  Joining  seatns 

Cord,  twisted,  over  bu.'iting 

Cutting  material  ap|>Ued  over  lace  with  solid  cord  stitch 

Cutting  materia]  under  laoe  or  at  seams,  straight  outline,  following 
httnd-><«>wing  oiHralion.--. 

Dots  baby,  not  fiiii.Oied  olT,  2  to  3  stitches  

Dots,  medium,  not  filltMl  in,  finished  off,  8  to  9stitcbcs 

Eyelets,  up  to  U"  diameter 

Kjelet-i.  h*"  diameter 

Fagot ine,  straight  lines 

Fagotin;,  twislc<l  Unes 

Kerither  stitch,  12  stitches  per  inch 

»,ith«'r  stitch  ooril 

KIh!  f<  II  seanis,  first  ieam  by  machine 

Flat  roll - 

French  knots,  not  finished  off ^ 

French  seams,  over  12  stitches  i>er  inch , 

French  s«»ras,  first  scam  by  machine,  8  to  12  stitches  per  Inch 

Furuneeos,  with  Uijie -, 

FuruiHvos,  without  tape 

(iuariijuenas 

Half  roll _..- 

Heiiiniing  stitch  for  felling,  2  to  3  stitches  per  Inch 

Hrmming  stitch  l<ir  fcliinK  cuffs,  collars,  plackets  and  waist  bands, 
8  to  10  stit<-hcs  \WT  inch. 

Hem-ititching.  <li>ulle,  (iru-tru),  4  threads  in  a  bundle,  thread  draw 
ing  not  include«l. 

liemstiti  hlnp,  single,  4  threads  in  a  bundle,  thread  drawing  not  In- 
cluded. 

I.<aoe,  Joined  with  whipping  stitch    18.63 

Imw,  sewed  on  with  hemming  stitch  or  round  roll.. 7.  50 

Leaves, <i|H'n,  '»"  long ---  6.00 

lx>aves,open,H"  to  >J"  tong 8"0 

Leaves,  ■siinole •  56 

I>eave8,  solin,  not  finished  off,  W'  long '•  64 

Leaves,  solid,  not  flntshed  off,  ^"  long .;... 2.00 

I.*aves,  solid,  not  finished  off,  H"  to  if  long 3.00 

Leaves,  solid,  finLshed  off,  H"  to  W  long 6.00 

lAMT»,  knitUHl,  W '88 

I^ps,  kniiud,  1"  to  m" 3. 16 

Loo|«.  made  with  buttonhole  stitch.  W' ---  *■  5** 

Mounting  fagoting  i»|)i>lii|ues.  inrliiding  pinning  and  basting  to  gar-  17.  93 

ment,  nrst  i>eam  with  ruiinmg  stitch,  felled  seam  with  bemmiug 
slitch. 
Overcasting  seams 3.19 

I  Pasadiis,  short,  I"  to8" 

I  Patches,  sewed  on  with  single  point  de  turc 29. 88 

!  Pin  stitch,  thread  drawinc  not  included,  1"  squares 36. 00 

i  Point  de  turc,  double,  with  embroidery  thread _ 14.93 

'  Point  de  turc.  plain,  with  embroidery  thread  8.75 

I  Randa,  bundles  twi»te<l  but  not  tied,  threiwl  drawing  not  included..  3.  75 

Randa,  Don  Ocmrales,  lhrei>d  drawing  not  included 15.74 

Randa,  Mexican,  tied  at  center  only,  thread  drawing  not  included .  4.  ."iO 

Rlhf«>ns,settincendsof 2.05  1.8.5 

Rolling  armholcs  and  rcboqucs - 7.67  6. 10 

RoMbuds,  worm  stitch,  4  worms,  1  or  2  colors  or  tones_ 4.45  4.01 

Runnint:  stitch  on  darts,  8  to  10  stitches  per  inch 3.75  3.38 

Running  stitch  for  felling,  very  close  slitih 3.75  3.38 

Running  slitch  on  hems  up  to  1"  wide,  12  stitches  per  inch 4.03  3.62 

Running  slilch  on  laee 3.98  3.  58 

Running  stitch  for  plain  sewing 2.  71  2. 44 

Scallops,  plain,  cutting  include*! I''-  '0  13.58 

Shallow  siltch,  upto  H"  wide 29.<10  26. 10 

Shell  St  it.  h,  4  to  5  stitches  |ht  inch  .  8. 15  4.t>.l 

Rhirring,  mnterial  to  be  nieftsure<l  before  shirring 3.02  2-  "2 

Shirring  and  basting  lace  e<lging,  material  to  be  measured  after  shir-  3.63  3.27 

rlTg. 
T»     Bhirrlngandfteffinglaoeedgingwlthhemmlngstllchonstralghtout-  «.82  6.87 

line,  material  to  be  moa.-uredaftershirring. 
80     ShouUler  strai)s,  .set  with  biitt4mhole  stitch,  14^"  X  H",  measured  IT.  73  15.95 

after  turning,  sew  iny  up  to  H"  »t  each  end  of  strap. 
For  description  o(  operations  included  under  "hadfl -sewing",  see  definition  in  applicable  section 
No.  32 3 


1.V30 
1.76 

.S.  82 

7.74 

12.15 

12.15 

1.35 

1.85 

.76 

1.13 
1.79 
3.01 
.V40 
18.  8t) 
9.00 
9.00 

4  74 

5  27 
4.09 

.5«i 
3.3K 
2.22 
22  M 
16.  211 
1.35 
4.43 
2.36 
6.04 

16.74 

S.80 

14.06 
ti.  75 
.V40 
8.10 
.51 
1.48 
1.80 
2.70 
5  40 
1.69 
2.84 
4()5 

16.14 


2.87 

1.40 

2fi.  89 

32  40 

13.44 

7.87 

3.  .38 

14.17 

4.06 


18  cents- 
Silk  and 

rayon  (ex- 
cept in- 
fants') 

underwear 
division 

(4) 


Ctntt 

18.00 
9.(U 
4.50 

10.00 
4.95 
5.22 
1.36 
3.00 
2.59 
1.88  ! 
6.00  I 
•  7.50 
9.03 

17.00 
1.96 

6.47 

8.60 

1.3.  .V) 

13..'i0 

1.80 

2.05 

.84 

L25 

l.'.t8 

3.35 

0.00 

20.89 

10.00 

10.00 

5.27 

5  86 

4.  .55 

.63 

S.75 

2.47 

25.00 

18. 10 

1.50 

4.92 

2.62 

6.71 

18.60 

9.77 

l.^  63 
7.80 
6.00 
9.00 
..■« 
1.64 
2.00 
3.00 
6.00 
1.88 
8.16 
4.  .50 

17.93 


8.-19 


29.88 

36.00 

14  93 

8.75 

8.75 

1.5.  74 

4.50 

2.05 

7.67 

4.45 

3.75 

3.75 

4.01 

3.98 

2.71 

1.5. 10 

29.00 

5.  15 

3.02 

3.63 

0.62 


24  cent*— Wearing  ap- 
parel division 


Women's 

blouses  and 

dresses 

(8) 


Children's 
wear 

(6) 


Ctntt 

21.60 

10.80 
8.40 

12.00 
5.94 
6.26 
1.63 
3. 60 
3.11 
2.25 
7.20 
9.00 

10.84 

20.40 

2.35 

7.76 

10.  32 

16.20 

16.20 

1.80 

2.46 

1.01 

l.SO 
2.3S 
4.01 

7.20 

2.V  07 

IZdO 

12.00 

6.32 

7.03 

6.46 

.7.5 

4..V) 

2.96 

30.(10 

21.60 

1.80 

5.90 

3.15 

8.05 

22.32 

11.72 

18.  75 
9.00 
7.211 

10.80 
.♦* 
1.87 
2.40 
3.  CO 
7.20 
2.25 
3.79 
.5.40 

21.51 


3.83 


35.86 

43.20 

17.92 

10.  50 

4.  rA) 

18.89 

.5.40 

2.46 

9.20 

,5.34 

4.  ."^fl 

4.  .50 

4.84 

4.78 

3  25 

18.12 

34.  St) 

6.  18 

3.62 

4.  .36 

7.83 

21.27 


Centt 

28.80 

14.40 

7.20 

16.00 

7.92 

8.36 

2.17 

4.80 

4.15 

3.00 

9.60 

12.00 

14.46 

27.  ao 

3.13 

10.  .34 

13.77 

21.60 

21.00 

2.40 

3.29 

1.38 

.  2.00 
3.17 
5.35 
9.60 
3;{.  43 
16  00 

16.  (H) 

8.42 

9.37 

7.27 

1.00 

6.00 

3.06 

,36.00 

28.81) 

2.40 

7.87 

4.20 

10.74 

29.76 

15.62 

25.00 

12.00 
9.60 

14.40 
.90 
2.63 
3.20 
4.80 
9.60 
8.00 
6.05 
7.20 

28.68 


5.11 


47.81 

67.00 

2:1.88 

14.00 

6  00 

28.20 

7.20 

3.29 

12.20 

7.13 

6.00 

6.00 

6.40 

0.37 

4.34 

24.16 

46.40 

8. 2:t 

4.83 
5.81 

10.44 


Centt 

28.80 

14.40 

7.20 

16.  (10 

7.62 

8.35 

Z17 

4.80 

4.15 

3.00 

9.<<0 

12.00 

14.46 

27.20 

3.13 

10. 34 

13.77 

21.60 

21.60 

Z40 

3.29 

1.38 

2.00 
3.17 
5.  3.5 

9.  m 

:i3.  43 

16.00 

16.  INI 

8.42 

9.37 

7.27 

l.OO 

6.00 

3.96 

.36.00 

2K.  80 

2.40 

7.87 

4.20 

10.74 

29.76 

1(62 

2.5.00 

12.00 
9  60 

14.40 
.90 
2.63 
3.20 
4.80 
9.  GO 
3.00 
8.05 
7  20 

28.68 


5.11 


Unit  of  i>aymcnt 


Per  do«en  squares. 

Do. 
I'cr  dozen. 
Per  yard.  * 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  doten. 

Do. 

Do. 
Per  yard. 

Do. 
Per  doten  inches. 
Per  yard. 

Do. 

Per  do».en. 

Do. 

Do. 

Do. 
Per  yard. 

Do. 

J>o. 

Do. 

Do. 

Do. 
Per  dozen. 
Per  yard. 

i)o. 

JH). 

Do. 
Per  doien. 
Per  yard. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  down. 

Do 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  yard. 


47.81 

57.60  I 

23.88 

14.(10 

6.00 

25.20 

7.20 

.3.29 

12.20 

7.13 

6.00 

0.(0 

6.46 

6.  .37 

4.  :<4 

24.  ir, 

46.  4(1 

8.  2:< 

4.8:1 

5.81 
10.44 


Do. 
Per  doten  p<tsadas. 
Per  yard. 

Per  down  squares. 
Per  yard. 

Do. 

l>o. 

Do. 

Do. 
Pel  doten. 
Per  yard. 
Per  dozen. 
Per  yard. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  dozen  strips. 


of  wage  order. 
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FCHIDI'LI 


.-r...  n».  sc^v..  y;.:;;^?r;^i;;;s^^w-^- ^si;^;t^;?^5-^;t^'K.%?s'"""  — ''  """'""^  "° 


No. 


Operation 


Piece  rate  (cents)  based  on  hourly  rates  of— 


15  cents— Cotton  un- 
derwear and  infants' 
underwear  division 


Infants'  silk 
and  rayon 
underwear 

(1) 


81 
82 
83 
84 
85 
86 
8T 
88 
89 
SO 
»1 


S3 

01 
95 
06 

97 


JIand-tewing  operationi  i— Continued 


sue  tickets  set  with  hemming  stitch,  cutting  tieket.s  included 

SniiK'king  .. 

ynii|(S,  .sewing  nn,  iMith  sides --- 

8()li>l  fonl  stitch  on  gores  and  embroidery 

Solid  cord  stitch  to  sew  on  lace 

Spiders,  4  logs 

8piders,  8Nes -*- 

Tacks,  set  for  fagoting --- ----- 

Tiick.s,  stampcl,  M«"  to  W"  wide,  up  to  6"  long 

Tucks,  pin,  stimiicd,  up  to  T'  lonu   

Tucks,  pin.  unstanipel,  up  to  6"  long 

Non-kttnd-»ewing  operation* 

Cutting  material  under  lace,  or  at  seams,  straight  outline.  folloVIng 

machine  oiierat  ions.  .    ,.     . 

Turnlnif  belts,  muhinesrwn,  29"  x  K'.  measured  after  turnmg 

Turning  belts,  machine  sewn,  W  x  ij",  measurcl  after  turning  . 

Turning  shoulder  pads,  5'*"  long,  with  an  unsewed  slit  of  I    for  turn- 

in? 
Turning  shoulder  str»ps,14H"xJi".measiire<l  after  turning 


Cotton 
underwear 

(2) 


Cenlt 

3.00 

.12 

3.00 

14.10 

12.76 

3.00 

5.  87 

1.50 

4.69 

4.94 

6.00 


1.35 


15  cents- 
Infants' 
wear  divi- 
sion 


(3) 


18  cents- 
Silk  and 

rayon  (ex- 
cept in- 
fants') 

underwear 
division 

(4) 


24  cents— Wearing  ap- 
parel division 


8.58 
7.09 
3.C2 

11.12 


Cent! 

2.70 

.11 

170 

12.70 

11.47 

2.70 

6.28 

1.35 

4.22 

4.45 

t.40 

1.35 

Cenlt 

3.00 

.12 

3.0(1 

14.10 

12.  7rt 

3.00 

5.87 

1.  51) 

4.  r>9 

4.»t 

6.00 


1.35 


B.  .58 
7.09 
3.62 

11.12 


8.  .58 
7.09 
3.62 


Centt 

3.60 

.15 

3.60 

16.92 

15.30 

3.60 

7.04 

1.80 

5.63 

5.93 

7.20 


1.51 


Women's 

blouses  and 

dresses 

(5) 


6.28 

7.9M 
4.07 

1Z51 


Cmtt 

4.80 

.20 

4.80 

22.56 

20.40 

4.80 

0.38 

Z40 

7.  ."^l 

7.91 

9.60 


1.35 


Children's 
wear 

(6) 


8.58 
7.09 
3.02 


C«lft 

4  80 
6.21) 
t.  80 
22.56 
20.  4<) 
4.80 
9.38 
Z40 
7.51 
7.91 
9  60 


Unit  of  pajnnent 


Per  dozen  Inches. 
Per  dozen  stitches. 
Per  dozen. 
Per  yard. 

I)o. 
Per  dozen. 

Do. 

Do. 

l>o. 

V>o. 

Do. 


1.35     Per  yard. 


5.58 
7.09 
3.62 


Per  'lozen  belt*. 

Do. 
Per  dozen  pads. 

Per  dozen  straps. 


«For  dwcriptlon  of  or*ratlon«  Included  under  "hand  sewing",  see  definition  In  applicable  section  of  wage  order. 

SC..EI.LLK  B-P.ECE  RATE  SCHEPt  L.  KOR  TH.  HaNDKK.CHIW  AND  HOCSEHOLD  ART  L.N.N   D.V,.SK,N  Or  IH.  N.EPL.WO.R  iNPrTEI.S  .N   Pi  RRTO   RlCO  « 


No. 


09 
100 

Ml 
102 
103 

104 

106 
106 

107 
ItlH 
100 

no 
111 

112 
113 
114 

115 
116 

117 

119 

119 

120 

121 

122 

123 


124 
125 
12»; 
127 
128 
129 
130 

131 


Operation 


Piece  rule 
(cents)  based 
on  hourly  rate 

of  15  cents 


Hand- 
ker- 
chiefs 


Arenillas  (.see<l  stitch),  close.  U"  squares 
Arenillas   (s<-«hI   stitch),   scattered,    Vt" 
squares. 

Arrows,  filled  in,  W"  long 

Hasting  lace 

Ba.sting  stitch   for   trimming,   forming 
crosses,  etc.,  4  stitches  i)er  inch. 

niiiid  hem.stitch  

Hiittonhole  stitch,  16  stitches  per  inch. 
Buttonhole  stitch,  24  to  30  stitches  i)er 
inch. 

Chain  stitch,  4  stitches  per  inch 

Chain  stitch,  8  stitches  i)er  inch 

Cord,  soli<l.  on  stem    

("ord,  twLsitHl.  over  basting --- 

Cord  or  embroidery,  solid,  without  fill- 
ing, up  to  W  thick.' 
Couchitig  or  flat  cord,  4  stitches  per  Inch. 

Cross  stitch,  •",  cT(i«.ses  |K'r  inch  

Cnt  work  with  buttonhole  stitch,  24  to 

;U)  stitches  tMT  inch. 

Diamonds,  filled  in.  l«"  to  ?(."  wide  .... 

Dots,   baby,   not   finished  off,   2  to  3 

stitches.  .    .    „  .„ 

Dots,  large,  not  filled  In,  finished  off,  12 

stitches. 
Dots,  large,  filled  in,  finished  olT,  over  12 
stitches.  _....« 

Dots,  birue,  not  filled  In,  finished  ofl, 

over  12  stitches. 
Dnt.s.  medium,  not  filled  in,  finished  ofT, 

8  to  9  SI  itches. 
Embroidery,  soli.l.  }U"  to  s«"  thick. 

8verag«»  28  stitches  per  inch.' 
Embroidery,  solid,  straight  or  diagonal, 
same  as  iiniwe  stitch,  fillivl  in.  l<K).se. 
Embroidery,  .solid,  straight  or  diM^ional, 
same  as  image  stitch,  ^ot  filled  in, 
liKXse. 

Eyelets,  ti"  diameter  

Featherstitch,  12  stitches  per  inch_ 

Feather  St itc^i  ord 

Flat  hems  •Aitlioiit  psisada  — 

French  kiM>ts,  not  finished  ofl 

(luiir  iquenas  - 

Hand  or  Krench  rolling,  lOst  itches  or  less 

\%'T  inch. 
Hand  or  French  rolling,  11  stitches  or 
more  |)er  inch 


18.00 
9.00 

4.50 
.86 


Art 
linens 


I'nlt  of  payment 


3.00 
3.00 

4.50 


4.70 
1.50 


4..V) 
1.25 

Z25 


l.W 


3.35 
3.  .33 


.63 
1.50 
4.24 

8.00 


18.00 
9.00 

4.  .50 
.86 
.75 

3.00 
3.00 
4.50 

.75 
1.50 
4.70 
1.  .50 
4.50 

.75 
3.20 
6.0t) 

4.  .50 
1.25 

2.25 

4.50 

3.00 

1.98 

6.00 

6.00 

4.50 

3.35 
3.3:« 
1.76 
1.56 
.63 
1.80 


Per  dozen  squares.  > 
Do. 

Per  dozen. 
I'er  dozen   inches. 
Do. 

Do. 
Do. 
Do. 

Do. 
Do. 
Do. 
Do. 
Do. 

Do. 
Do. 
Do. 

Per  dozen.  , 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  dozen  inches 
Do. 
Do. 


Per  dozen. 

Per  dozen  inches. 

Do. 

Do. 
Per  dozen. 

Do. 
Per  48  inches. 


No. 


132 


Operation 


Piece  rate 
(cents)  haMHl 
on  hourly  rate 

of  15  cents 


1.33 


134 


Hand- 
ker- 
chief! 


Do. 


135 


136 

137 
138 
139 

140 
141 


Hand-rolling  one  side  of  a  corner;  the 
piece  rate  shall  apply  under  ihe  follow- 
ing conditions: 
(a)  The  machlne-stitchhig  runs  to 
the  end  on  one  side  of  each  corner; 
and  on  the  other  side,  the  space  left 
open  for  hand -rolling  at  the  corner 
Is  not  less  than  H  of  an  inch  nor 
more  than  1  inch;  and 
(h)  Only  one  side  of  each  corner  Is 
hand-r<dle<l;  and  the  hand-rolling 
is  not  longer  than  1  inch. 
nand-n)lling  l>oth  sides  of  a  corner;  the 
piece  rate  shall  apply  under  the  follow- 
ing conditions: 
(a)  The  msM-lilne-stitchIng  does  not 
run  to  the  end  of  either  side  of  any 
corner;  and  the  S[wce  left  open  for 
hand-rolling  at  each  side  of  the  cor- 
ners is  not  less  than  ^4  of  an  inch 
nor  more  than  1  inch;  and 
(b»  Both   S!<les  of  the  corners  are 
hand-rolled;  but  t)ie  hand-rolling 
is  not  longer  than  1  inch  on  cill'cr 
side  of  any  corner. 
Hand-rolling  both  sides  of  a  comer;  the 
nietv  rate  shall  apply  under  the  follow- 
ing conditions: 
(a)  The  machine-stitching  runs  to 
the  end  on  one  si>le  of  each  corner: 
and  on  the  other  side,  the  spaiv 
led  o(»en  for  hand-rollloK  nt  the 
corner  is  not  less  than  i«  of  an  inch 
nor  more  than  1  inch;  and 
(hi  Both  sides  >(  the  corners  are 
hand-rolled;   hut  the  hand-rollinu 
is  not  longer  than  2  inches  on  any 
corner. 
Hemstitching,  double  (tru-tru),  4  threads 
in  a  bundle,  thread  drawing  not  in- 
cluded. 
Hemstitching,   single,   4  threads  in   a 
bundle,  thr.-ad  drawing  not  Included. 

Initials,  simple,  with  hooits 

Initials,  simple,  without  hoops 

Lace,  ioined  at  corners  with  heniroing 
stitch. 

Leaves,  simple ■ 

Leaves,  solid,  not  finished  off,  H    long. 


10.00 


20.00 


Art 
linens 


Unit  of  payment 


Per    dozen 
kerchiefs. 


band- 


25.00 


Do. 


6.20 


3.26 

1.5.00 
9.30 
4.50 

.56 
2.00 


6.20 


3.26 


Do. 


.56 
2.00 


Per  dozen  Inches. 


Do. 

Do. 
Do. 
Do. 

Per  dozen. 


1  The  piece  rates  apply  only  to  "hand-sewing"  operations.  For  de.scnptlon  of  opera 
tions  includi><l  under  "hand-sewimj",  s.-.-  -lefinition  in  applicable  section  of  wage  order. 

'  These  piew  rales  have  hwn  s.'l  on  the  basis  of  O.  N .  T  threa.l  No.  5  cord.-l. 
wbi«b  averages  28  siitclics  per  inch  of  solid  cord.    If  corded  thre.uLs  are  used,  which 


are  not  so  thick,  the  rate  should  l>e  increased  In  proportion  to  the  lncrea.se  In  t' ' 
mmCr  ^f  stitche,s  ,»r  inch.  If  o.r.led  thread  .No.  11  to  used.  15  percent  must  Lh 
ad  Iwl  to  the  piece  rales  established  for  thread  No.  5. 


BcnEDVLK  B— Piece  Rate  Schbdclk  fob  the  HiNDEERCHiBr  and  Houskholo  Abt  Linen  Dituion  or  ths  Needlewobk  iNnusmiES  in  Puerto  Rico< — Continiir»l 


Piece  rate 

Piece  rate 

(cents)  ba«ed 

(cents)  based 

on  hourly  rale 

on  hourly  rat* 

of  15  cenu 

of  15  cents 

No. 

Operation 

Unit  of  payment 

No. 

Operation 

Unit  of  payment 

Hand- 

Art 

Hand- 

Art 

ker- 

linens 

ker- 

linens 

chiefs 

. 

chiefs 

142 

leaves,  soli',  not  finished  off,  «i"  to  54" 
long. 

3.00 

3.00 

Per  dozen. 

162 

Rose  buds,  worm  stitch,  4  worms,  2 
ootors  or  tones. 

4.45 

4.45 

Per  dozen. 

143 

L<aves,  solid,  not  finished  ofl,  H"  to  H" 

long. 
Ix)ops,  ma<!e  with  worm  stitch,  M" 

6.00 

6.00 
•1.00 

Do. 

Do. 
Per  dozen  pasadas. 

163 

164 
If^ 
166 

Scallops,  plain,  cutting  included 

8.03 
9.67 
3.00 
5.87 

8.03 
9.67 
,3.00 

5.87 

Per  dozen  Inches. 

Shadow  stitch,  up  to  ?s"  wide 

Do. 

144 

Spiders,  4  legs 

145 

I'asadas.  U"  x  11"  to  14"  x  14",  linen  up 
to  l.t'OO  count,  inclusive. 

3.00 

Ppldcrs,  8  legs 

Do 

Thread  drawing: 

146 

Pasa<la.s,  11"  x  11"  to  14"  x  14",  linen 
1,700  count  and  over. 

4.20 



Do. 

Art  linens: 

First  thread,  short,  cambric: 

147 

Pasadas,  15"  x  15",  hnen  up  to  1,600 

count,  inclusive. 
Pa.sad8s,  15"  X  15",  linen  1,700  count  and 

over. 

8.10 

6.30 

Do. 
Do. 

167 

168 
169 

Stamped,  1"  to  W.. 

1.20 
1.80 
(•) 

Per  docen  threails 

Not  stamfX'd,  I"  to  10" 

Do. 

148 

After  first  thread 

Ladi«'S  handkerchiefs: 

149 

Pa-^adft.'.  16"  X  16"  to  20"  x  20",  linen  up 
to  1.4<I0  count,  inchisive. 

7.20 

Do. 

170 

First  thread  around  edge,  cotton 
or  linen,  up  to  l,(iO0  count,  in- 

1.50 



Do. 

ISO 

Pa-sadas.  short.  1"  to  7",  linen  up  to  1,600 

1.86 

(•) 

Do. 

clusive. 

count,  inclusive. 

171 

First  thread,  inside,  xotton  or 
linen,  up  to  1,600  CJtmt,  inclu- 

1.88 

DOi. 

Pa.<adas,  short:' 

1.51 

Cambric.  1"  to  10" 

3.00 
2.25 
6.00 
4.50 
3.28 

Do. 
Do. 
I»n. 
Do. 
Per  dozen  Inches. 

172 
173 

sive. 
Afier  first  threa<l  (for  example, 

for  hemstitching). 
Men's  handkerchiefs: 

First  thn-ad  around  edge.  linen 

(•) 
2.25 

• 

1.52 

Criush.  U'tolO" 

153 

Cambric,  loi-.."  to  18" 

y. 

1.54 

Cnwh,  WW  to  IS" 

155 

Patches,  circular,  sewi^l  on  with  hem- 

Do. 

ming  stitch,  cutting  included. 

up  to  1,500  count,  inclu-sive. 

156 

Patches,  irregular  out  line,  srwe<l  on  with 

8.72 

8.72 

Do. 

16"  X  16"  to  20"  X  20". 

hemmuig  .'^titch,  cutting  included. 

174 

First  thread  around  edge,  linen 

2.63 

Do. 

157 

Patches,  leclangular,  sewed  on  with 
hemming  si  itch,  cutting  include<I. 

2.69 

Do. 

J, 60(1  count  and  over,  16"  x  16" 
to  20"  X  20". 

158 

Pin  stitch,  thread  drawing  not  included, 
\"  squares. 

86.00 

36.00 

Per  dozen  squares. 

175 

First  thread,  inside,  linen  up  to 
\,H*\  count,  inclusive,  16"  x 

2.63 

Do. 

159 

Randa,  Don  Diego,  thread  drawing  not 

6.75 

6.75 

Per  dozen  inches. 

ItV  to  20"  I  30". 

included. 

176 

First  thread,  inside,  linen  1,600 

3.00 

• 

Do. 

160 

Randa,  Mexican,  tied  at  center  only, 
thread  drawing  not  included. 

1.60 

1..50 

Do. 

count  and  over.  16"  x  16"  to 

2U"  X  2U". 

161 

Randa,  simple,  not  stltciie<l  at  either 
side,  thread  drawing  not  iiicliKled. 

1.13 

1.13 

Do. 

177 

After  first  threa<l  (for  example, 
for  herastiichiiip^ 

(•) 

'  The  p'ece  rates  apply  only  to  "hand-sewing"  operations.     For  description  of  o|)cr 
ations  included  under  "hand-sewing",  .secdefinit  on  in  apphcable  sect  ion  of  wageor  ler. 
'  l'ro|>ortioii8te  rate  for  other  kngths. 


•  For  each  8<iditional  count  of  10(1,  add  0.60  cent.s. 
•'20  iK-rcent  of  rate  for  first  tlireail. 

•  15  (Hrceiit  of  rate  for  first  thread. 


Operation 

Piece  rate  (dollars)  based  on  hourly  rate  of  15  cents 

No. 

Doilies 

Napkins 

Scarfs 

Squares 

Table  cloths 

Unit  of 
payment 

8"x 
16" 

10"  X 
14" 

12"  X 
18" 

12"  X 
12" 

15"  X 
15" 

18"X    17"x    17"x 
18"       38"       45" 

17"  X  '  36"  X 
54"   1   36" 

4.5"  X 
45" 

.54"  X    .54"  X 
54"       72" 

72", 
72" 

72"  X 
90" 

179 
180 

181 

Hair  roll,  cambric  and  crash,  at  1.64  cents  iicr  dozen 

inches. 
Band  or  French  rolling,  10  stitche.s  or  less  per  inch, 

cambric  and  crash,  at  1.06  cents  jier  ilown  inches. 
Bemining  stitch  over   pa.sada,  m«a.suring  all  around 

edge: 
(  ambric  at  1. 00  eent  per  dot«'n  inches 

10.7V 
.61 

.48 
.45 

.48 
.45 

.84 
.48 

$0.70 

.n 

.48 
.45 

.48 
.45 

.84 

.48 

$0  96 
.64 

.80 

.86 

.60 

.86 

.68 
.60 

$0.79 
.81 

.48 

.46 

.48 
.45 

.64 

.48 

$0.98 
.64 

.CO 

.50 

.60 
.56 

.68 
.60 

$1.18 
.76 

.72 

.68 

.72 

.68 

.81 
.72 

1.12 

1.06 
.99 

1.06 
.09 

1.19 
L0« 

$2.03 
1.31 

1.24 
1.16 

1.24 
1.16 

1.40 
1.24 

$2.33 
1.51 

1.42 
1.33 

1.42 
1.33 

1.60 
1.42 

$2.36 
1.53 

1.44 
1.35 

1.44 
1.3S 

1.62 
1.44 

$2.95 
1.91 

1.80 
1.60 

1.80 
1.6« 

2.03 
1.80 

$3.54 
2.29 

2.16 
2.03 

2.16 
*2.«3 

2.4.T 
2.16 

$4.13 

2.67 

2.52 
2.36 

2.  .52 
2.36 

2.84 
2.62 

$4.72 
3.05 

2.88 
2.70 

2.88 
2.70 

3.24 
2.88 

$5.32 
3.43 

.3.24 
3.04 

3.24 
3.04 

3.65 
3.24 

Per  d(w*n. 
Do. 

Do. 
Do. 

Do. 
Do. 

Do. 
Do. 

162 
183 

Crash,  at  0.9:175  cents  uer  dozen  inches 

Second  scams,  for  separate  Dorders,  measuring  all  around 
edge: 
t  a;ubric,  at  I.Ofi  cents  jier  dozen  inches... 

184 
185 

Crash,  at  0.937.'  cent  t)rr  dozen  inches 

Second  seams,  for  separate  borders,  with  French  corner?, 
measuring  nil  around  e<lge: 
Cambric,  at  I.12Jccnts  (ler  dozen  inches 

186 

Crash,  at  1.00  cent  |ier  dozen  inclAs 

ScBEDCLB  C— Piece  Kate  Schedclb  for  the  Woven  or  Knitted  FitBic  Qix)ve  and  Leather  Olove  Divisions  of  the  Needi.ewor'^  I.vdi-.steies  is  Pierto  Kito 


Operation 

Piece  rate  (cents)  based  on 
hourly  rates  of-^ 

Unit  of 
payment 

No. 

Operation 

Piece  rate  (cents)  based  on 
hourly  rates  of— 

No. 

18  cents- 
Ladies' 

woven  or 

knitted 

fabric 

gloves ' 

22  cents— Leather 
gloves » 

18  cents— 
I>a<lics' 

woven  or 
kuilKd 
fabrics 
gloves  » 

22  cents— l>eather 
gloves ' 

Unit  ol 
payment 

Ladies' 

Men's 

Ladies' 

Men's 

188 

ButWins,  slip  stitched  with  Upe,  1 
btitton  ler  glove. 

Buttonholes,  stitehe<l  in  and  out- 
side, 1  Ijutiouhoie  i«er  glove. 

Crede  stitch.  5  to  6  siiK  hes  per  Inch 

£syi>tian  stitch,  8  to  6  sliuhes'ptr 
Inch. 

Feather  stitch,  8  to  6  stitches  per 
imh. 

l4Vgcstit(h  (husky),  5  to6stitches 
per  inch. 

CtnU 

Ctntt 

Crn^ 

S3. 000 

44.000 

Per  dozen 
pairs. 
Do. 

Per  inch. 
Do. 

Do. 

Do. 

194 

195 
196 
197 
198 

Regular  stitch,  5  to  6  stitches  per 

inch. 
Slip  stitch,  hem  only,  5  to  6  stitches 

)cr  inch. 
81  p  stitch,  reinforcement  on  slit,  5 

to  6  stitches  jnt  inch.' 
Swagger  stitch,  8  to  6  stitches  per 

inch. 
Whip  stltcb,  5  to  6  stitches  per  inch 

Ctul* 

0.1)55 

.119 

Cenlt 
0.2M 

.194 

.194 

.284 

.284 

Ctntt 
0.271 

.194 

.104 

.271 

.271 

Per  ,nch 

IM 

190 

0.234 
.282 

Do. 
Do. 

191 
192 
ISO 

0.302 
.379 

.271 

.185 

.185 

Do. 
Da 

'  Tbe  piece  rates  apniy  only  to  "hand  «ewlng"  operations.    For  description  of  opero- 

/'•n  inchided  under  "nand-scv  ing",  .see  definition  In  appliinlde  .section  of  wage  order. 

'  Tbe  hourly  muiimum  rales  applicable  lu  leather  ghJvcs  are  also  applicable  to  com- 


Mnation  leather  and  fabric  gloves.    However,  piece  rates  for  coinbinniion  leather  aud 
fabric  gloves  mu.»t  be  set  by  enu)loyers  in  accordauOB  wiib  \  545.11. 
*  When  facing  has  t>een  sewn  on  by  machine. 


710 


PROPOSED  RULE  MAKING 

BCHEOULl  D-PlKt   RATI  SCHIDULl  fOE  THE   NEEDLEPOrNT  DlVIS.OH  OF  THE  NEEnLEWOEC   iMnPWRtES  IN  l>PE«TO  RiCO  • 


CEOS  POINT 


No. 


ano 

201 
i(M 
3)5 


Oprration 


Comiiact  florals,  figures  and  landscapes 1""""""""""'."".. 

Scat  (orpd  florals -  ,    "V'", " 

""Z^y.:^.     KmXt^^^^i^^^^  '""»'*«  indivi.tu«VraU.s  for  mounting  and  removing  t«,vas  ,„.orordan«.  with  (Mo.II. 

Th^  pi,^ r.u-, ,10  n»l  .ppMo th.  Mlo.in.  1  >p., ol  i»,-.*,H.lm.    For\l.«-. :»..l .11  oO»r  ,,,MW .1  ■■«.llfT»l"l no'  "'"^  M 


PiMcraU 

tiasedon 

hourly  rate 

of  15  wnts 


CenU 

15.  (10 

l«f.t« 

16.  HO 
18.00 


Unit  of  payment 


2.  FloraU  havinK  more  than  .v.  <Mlor  tones. 

3.  Figures  and  landsc'ajK's  having  more  than  3.000  stltcnes. 


5.  Petit  point. 

6.  Stami)ed  grostiolnt. 


Dtfinitioni 
A  scattered  desJEfl  .aone  in  which  50  pespent  or  mow  of  the  component  parts,  when  fU»ished.  are  3e|»n»t«l  by  spares  of  unsewn 


3.  A 


canva-t 


^ct  djBign  Is  one  In  which  50  percent  or  more  of  the  finished  piece  eonUins  no  spaces  of  unsewn  canvas. 


Per  1.000  stitchcA. 
l>o. 
Do. 
I>o. 
1)0. 


.  The  piece  rates  apply  only  to  -hand-sewing-  oper,tions.    For  description  of  operat.ons  lnclude.1  .in-k-r  "hand-sewing",  see  deflnit  ion  In  appl.cabl.  section  of  wage  order. 

SCUEDl  LE  E-PIECE    KaTE  SCHEDULE  fOE  THE   MlSCEIXANEOUS  HANDWORIC    OIVI.SU.N   OF  THE    NEEDI.EWORK    iN...  .TKIES  IN    ITeBTO  RICO  ■ 


No. 


ao7 
aos 


Operation 


Crocheting  .<iha<le  pulb,  not  over  30  stitches  per  ring: 

( "  o  t  ton  t  h  reA'l - 

Uayun  threail 


Piece  rate 

Imspd  on 

hourly  rUe 

of  15  wits 


OnM 

4x.no 

4tf.U0 


Unit  o(  payment 


Per  groM. 
l>o. 


.  The  piece  rates  aj.ply  only  to  "hand^wing "  operatioas.    For  description  of  operations  includ.Kl  under  "hand -sewing",  see  definition  In  applicable  section  of  wage  or^ler. 

IP.  R.  Doc.  48-1265;    Filed.  Feb.   16.   1949;    8:52  a.  m.) 


d::partment  of  the  treasury 

Fiscal  Service,  Bureau  of  the  Public 
Debt 

1 1949  Dept.  Circular  8431 

1V4  Percent  Tre.\sury  Certificmes  of 
Indebtedness  of  Series  C-1950 

OFFERING  of  CERTIFICATES 

1.  Offering  of  certificates.  1.  The  Sec- 
retary of  the  Treasury,  pursuant  to  the 
authority  of  the  Second  Liberty  Bond 
Act.  as  amended,  invites  subscriptions, 
at  par.  from  the  people  of  the  United 
States,  for  certificates  of  indebtedness 
of  the  United  States,  designated  lU 
percent  Treasury  Certificates  of  Indebt- 
edness of  Series  C-1950.  in  exchange  for 
Treasury  Certificates  of  Indebtedness  of 
Series  C-1949.  maturing  March  1.  1949. 

II.  Description  of  certificates.  1.  The 
certificates  will  be  dated  March  1.  1949, 
and  will  bear  interest  from  that  date  at 
the  rate  of  1^4  percent  per  annum,  pay- 
able with  the  principal  at  maturity  on 
March  1,  1950.  They  will  not  be  subject 
to  call  for  redemption  prior  to  maturity. 

2.  The  income  derived  from  the  cer- 
tificates shall  be  subject  to  all  taxes  now 
or  hereafter  Imposed  under  the  Internal 
Revenue  Code,  or  laws  amendatory  or 
supplementary  thereto.  The  certificates 
shall  be  subject  to  estate.^  Inheritance, 
gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  shall  be  exempt  from 
all  taxation  now  or  hereafter  imposed 


NOTICES 


on  the  principal  or  Interest  thereof  by 
any  Slate,  or  any  of  the  posse.s.sions  of 
the  United  States,  or  by  any  local  taxing 
authority. 

3.  The  certificates  will  be  acceptable 
to  secure  deposits  of  public  moneys. 
They  will  not  be  acceptable  in  payment 
of  taxes. 

4.  Bearer  certificates  will  be  issued  in 
denominations  of  $1,000.  $5,000,  $10,000, 
$100,000  and  $1,000,000.  The  certificates 
will  not  be  issued  in  registered  form.      , 

5.  The  certificates  will  be  subject  to 
the  general  regulations  of  the  Treasury 
Department,  now  or  hereafter  prescribed, 
governing  United  States  certificates. 

III.  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the  ^d- 
eral  Reserve  Banks  and  Branches  and 
at  the  Treasury  Department,  Washing- 
ton. Banking  institutions  generally  may 
submit  subscriptions  for  account  of  cus- 
tomers, but  only  the  Federal  Reserve 
Banks  and  the  Treasury  Department  are 
authorized  to  act  as  official  agencies. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  any  subscrip- 
tion, in  whole  or  in  part,  to  allot  less  than 
the  amount  of  certificates  applied  for. 
and  to  close  the  books  as  to  any  or  all 
subscriptions  at  any  time  without  notice; 
and  any  action  he  may  take  in  these  re- 
spects shall  be  final.  Subject  to  these 
reservations,  all  subscriptions  will  be  al- 
lotted in  full.  Allotment  notices  will  be 
sent  out  promptly  upon  allotment. 


rv.  Payment.  1.  Payment  at  par  for 
certificates  allotted  hereunder  mu.st  be 
made  on  or  before  March  1,  1949,  or  on 
later  allotment,  and  may  be  made  only 
in  Treasury  Certificates  of  Indebtedness 
of  Series  C-1949,  maturing  March  1. 1919, 
which  will  be  accepted  at  par,  and  should 
accompany  the  subscription.  The  full 
year's  interest  on  the  certificates  sur- 
rendered will  be  paid  to  the  subscriber 
following  acceptance  of  the  certificates. 

V.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorized  and  requested 
to  receive  subscriptions,  to  make  allot- 
ments on  the  basis  and  up  to  the  amounts 
indicated  by  the  Secretary  of  the  Treas- 
ury to  the  Federal  Reserve  Banks  of  the 
respective  Districts,  to  issue  allotment 
notices,  to  receive  payment  for  certifi- 
cates allotted,  to  make  delivery  of  certifi- 
cates on  full-paid  subscriptions  allotted, 
and  they  may  issue  interim  receipts 
pending  delivery  of  the  definitive  certifi- 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulatioAs  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

[seal!  John  W.  Snyder, 

Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-1232:    Filed,   Feb.    16.    1949; 
8:55  a.  m.l 


Thursday,  February  17,  1949 

NATIONAL   MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Foreign  Trade  and  Financial 
Investments  in  Japan 

The  following  material,  promulgated 
by  the  Supreme  Commander  for  the  Al- 
lied Powers,  Japan,  contains  regulations 
of  Interest  to  American  citizens  relative 
to  foreign  trade  and  financial  invest- 
ments in  Japan.  Included  are  SCAP 
Circular  No.  1,  January  14.  1949;  SCAP 
Circular  No.  2.  January  14,  1949;  Mem- 
orandum SCAPIN  1961,  January  14. 1949; 
SCAP  General  Order  No.  1.  January  14. 
1949;  and  Memorandum  SCAP,  ESS, 
January  15.  1949. 

CitLCUUiR  No.  1,  January  14,  1949 

PKIVATI    COMMERCIAL    ENTRANTS 

Section  I.  Rescissions  and  references — 1. 
a.  Rescissions.  (1)  Circular  3,  General  Head- 
quarters. Supreme  Commander  for  the  Al- 
lied Powers.  February  25.  1948. 

(2)  Circular  20,  General  Headquarters,  Su- 
preme Commander  lor  the  Allied  Powers, 
June  24,  1948. 

(3)  Circular  25.  General  Headquarters, 
Supreme  Commander  for  the  Allied  Powers, 
July  27.  1948. 

b.  References.  (1)  Circular  1,  General 
Headquarters,  Supreme  Commande^for  the 
Allied  Powers,  January  3.  1948. 

(2)  Circular  21,  General  Headquarters, 
Supreme  Commander  for  the  Allied  Powers. 
June  26,  1948. 

(3)  Circular  2,  General  Headquarters,  Su- 
preme Commander  for  the  Allied  Powers, 
January  14,  1949. 

Sec.  II.  General.  2.  Upon  properly  spon- 
sored application,  approved  as  hereinafter 
provided,  entry  of  private  commercial  en- 
trants, to  Japan  Is  permitted  provided  their 
entrance  Is  for  one  or  more  of  the  following 
pur{K)ses : 

a.  Engaging  In  private  trade  for  the  pur- 
chase of.  or  to  make  arrangements  for  future 
purchases  of  potential  exports,  or  to  sell  or 
make  available  the  raw  materials  or  other 
commodities  which  Japan  must  Import  In 
order  to  Increase  the  volume  of  foreign  trade. 

b.  Provldhig  services  necessary  and  at- 
tendant to   International  trade. 

c.  Seeking  restitution  of  holdings  In  Japan 
prior  to  the  war,  the  restitution  of  which 
would  contribute  to  the  economic  Rehabili- 
tation of  Japan. 

d.  Investigating  business  and  Investment 
possibilities  which  would  contribute  to  the 
economic  rehabilitation  of  Japan. 

e.  Conducting  business  and  Investment  ac- 
tivities !n  conformity  with  applicable  reg- 
ulations of  the  Supreme  Commander  for  the 
Allied  Powers  and  Japanese  Law. 

3.  The  provisions  of  this  circular  do  not 
operate  In  any  way  to  discontinue  the  author- 
ization for  trade  representatives  and  com- 
mercial missions  for  the  conduct  of  Interna- 
tional trade  on  a  government-to-government 
basis.  (Memorandum  from  General  Head- 
quarters, Supreme  Commander  for  the  Allied 
Powers,  for  Chiefs  of  Allied  Missions  In  Japan, 
AG  091.31  (May  14,  47)  ESS  EX,  subject: 
Trade  Representatives  In  Japan,  May  14, 
1947). 

Sec.  III. .  Application  for  entry.  4.  a.  Ap- 
plications for  entry  of  commercial  entrants 
must  be  sponsored  by  the  country  concerned 
for  the  purposes  outlined  In  paragraph  2. 
Applications  should  be  submitted  to  the 
Supreme  Commander  for  the  Allied  Powers 
by  the  representative  in  Japan  of  the  coun- 
try of  the  national  desiring  entry.  In  the 
event  that  the  country  concerned  does  not 
have  a  diplomatic  representative   In  Japan, 


FEDERAL  REGISTER 

the  request  may  be  made  through  diplo- 
matic channels  to  the  United  States  De- 
partment of  State,  or  through  the  diplomatic 
mission  In  Japan  representing  the  country's 
Interest. 

b.  Applications  will  contain  the  following 
Information : 

(1)  Full  name. 

(2)  Place  and  date  of  birth. 

(3)  Citizenship.  If  naturalized,  date  and 
place  of  naturalization. 

(4)  Present  occupation,  Including  name  of 
organization  with  which  employed.  If  appli- 
cable. 

(5)  Full  explanation  of  purpose  of  visit  to 
Japan  and  full  description  of  nature  of  work 
to  be  performed.  Including  name  of  organi- 
zation with  which  appllcanr  Is  to  be  em- 
ployed,  attached  or  will  represent. 

(6)  Particulars  concerning  subsistence  and 
housing  arrangements  In  Japan.  (Japanese 
Government  operated  hotels  are  available  for 
not  to  exceed  60  days.) 

(7)  Desired  length  of  stay. 

(8)  Desired  date  of  entry. 

(9)  Point  of  origin  outside  Japan  and  final 
destination  In  Japan. 

(10)  Probable  port  of  arrival  In  Japan. 

(11)  Number,  date  of  Issuance,  period  of 
validity  of  passport  and  Issuing  authority. 

c.  Applications  will  be  considered  by  the 
Supreme  Commander  for  the  Allied  Powers 
In  priority  of  their  receipt.  Entry  permits 
will  be  valid  during  a  period  of  60  days. 

d.  Not  more  than  two  representatives  from 
any  single  private  firm  or  enterprise  (other 
than  those  companies  providing  services  at- 
tendant with  trade)  will  be  j)ermltted  entry 
at  any  one  time  when  such  entry  requires 
use  of  Japanese  Government  operated  hotels. 

e.  Upon  arrival  of  a  commercial  entrant  at 
point  of  entry: 

(1)  He  will  have  In  his  possession  a  pass- 
port or  equivalent  travel  document,  together 
with  a  statement  In  English  from  an  author- 
ized representative  of  the  country  of  his  na- 
tionality at  point  of  origin,  that  he  has  been 
cleared  by  the  Supreme  Commander  for  the 
Allied  Powers  for  entry  Into  Japan;  this 
statement  will  Include  the  same  Information 
required  In  paragraph  4b. 

(2)  His  baggage  will  be  subject  to  customs 
Inspection  and  may  include  those  items  which 
can  be  reasonably  assumed  to  be  for  his  own 
personal  use,  consisting  of  personal  property, 
household  articles,  professional  Instruments 
and  tools  of  trade,  and  such  bona  fide  samples 
or  other  commercial  Items  of  a  value  not  to 
exceed  $500  as  may  be  necessary  and  appro- 
priate In  the  conduct  of  his  authorized  busi- 
ness. Importation  of  property  and  cargo  of 
individuals  Jato  Japan  will  be  In  accordance 
with  the  provisions  of  Circular  21.  General 
Headquarters,  Supreme  Commander  for  the 
Allied  Powers,  June  26,  1948,  and  such  other 
regulations  as  may  be  promulgated  from  time 
to  time  by  the  Supreme  Commander  for  the 
Allied  Powers.  Declarations  will  Include  all 
money,  negotiable  Instruments,  legal  and 
commercial  documents,  and  all  property 
which  he  wishes  to  take  Into  Japan.  Items 
for  personal  use,  bona  fide  samples  and  such 
other  commercial  Items  as  may  be  necessary 
and  appropriate  In  the  conduct  of  his  au- 
thorized business  are  now  admitted  duty 
free;  however,  commercial  entrants  will  be 
required  to  pay  such  customs  duties  as  may 
later  be  Imposed. 

(3)  He  win  have  In  his  possession  upon 
arrival,  a  certificate  showing  successful  vac- 
cination against  smallpox  and  typhoid  fever 
within  the  preceding  12  months.  Persons, 
however,  arriving  from  epidemic  and  small- 
pox areas  may  be  required  to  show  evidence 
of  a  Eucce.ssful  vaccination  within  the  preced- 
ing 60  days.  Other  special  Immunizations 
may  be  required  as  deemed  necessary  by  com- 
petent quarantine  authorities  on  the  basis 
of  actual  or  threatened  epidemic  In  Japan  or 
to  prevent  the  introduction  of  epidemic  dis- 
eases  Into   Japan.     All   persons   arriving   In 
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Japan  shall  have  in  their  possession  certifi- 
cates showing  that  the  required  vaccinations 
have  been  received.  Persons  arriving  without 
the  required  certificates  will  be  given  the 
necessary  vaccinations  and  placed  under  ob- 
servation or  surveillance  for  a  sufBclent  period 
to  determine  their  freedom  from  these  dis- 
eases. 

( 4 )  His  passport  and  authority  to  enter  wUl 
be  checked  by  military  government  ofllclals 
and  he  will  be  registered.  Registration  will 
consist  of: 

(a)  Presentation  by  the  Individual,  to  the 
provost  marshal  concerned,  of  two  passport 
photographs  which  he  has  brought  with  him 
to  Japan,  together  with  other  Instruments 
necessary  to  establish  his  Identity. 

(b)  The  preparation  and  Issuance  of  a 
special  Identification  card  which  will  con- 
tain the  following: 

1  Front.  Picture  of  the  person  registered, 
date  of  Issue,  name,  natlonsdtty,  employing 
agency  or  status,  serial  number  of  the  card 
and  signature  of  registrant,  countersigned 
by  the  provost  marshal. 

2  Back.  Height,  weight,  color  of  eyes,  color 
of  hair,  date  of  birth,  and  the  statement 
In  English  and  Japanese:  "The  holder  of 
this  card  Is  registered  with  the  provost 
marshal  at " 

(c)  The  making  of  a  duplicate  record  of 
such  card  and  Its  retention  in  the  files  oT 
the  Issuing  provost  marshal. 

f.  Each  commercial  entrant  Is  required  to 
carry  with  him  at  all  times  wjpn  outside 
his  abode,  the  Identification  card  referred 
to  In  paragraph  4e  (4)  (b),  and  to  present 
this  card  to  proper  authority  up>on  request. 
This  Identification  card  Is  the  only  authority 
required  for  the  commercial  entrant  to  travel 
within  Japan  to  points  within  100  miles  of 
the  place  of  registration,  A  commercial  en- 
trant traveling  more  than  100  miles  from 
place  of  registration  must  have  In  his  pos- 
session travel  orders  or  authority  Issued  by 
the  appropriate  agency  of  General  Head- 
quarters, Supreme  Commander  for  the  Al- 
lied Powers.  The  Identification  card  will  be 
surrendered  only  upon  departtire  at  point  of 
exit. 

5.  a.  A  commercial  entrant  desiring  to 
stay  beyond  60  days  must  apply  after  ar- 
rival for  a  semipermanent  resident's  permit, 
and  will  be  required: 

(1)  To  provide  his  own  logistic  support 
Independent  of  occupation  force  facilities. 
Extensions  beyond  60  days  for  those  desir- 
ing to  use  commercial  hotel  facilities  op- 
erated by  the  JapaHfese  Government  will  be 
granted  only  In  the  event  that  such  facili- 
ties are  adequate  to  permit  such  extension 
without  denying  entrance  to  waiting  appli- 
cants. 

(2)  To  demonstrate  that  his  continued 
stay  In  Japan  will  expand  the  volume  of 
Japanese  foreign  trade,  assist  in  the  eco- 
nomic rehabilitation  of  Japan,  or  otherwise 
promote  the  objectives  of  the  occupation. 

b.  If  a  commercial  entrant,  prior  to  ob- 
taining a  semipermanent  resident's  permit, 
leaves  Japan  and  reenters  within  30  days, 
the  period  of  time  spent  away  from  Japan 
will  be  included  in  the  60  days  in  which 
he  must  apply  for  a  semipermanent  resi- 
dent's permit.  If  the  period  of  time  spent 
away  from  Japan  Is  more  than  30  days,  a 
new  application  for  entry  must  be  sub- 
mitted and  he  will  again  be  allowed  60  days 
after  arrival  in  which  to  apply  for  a  semi- 
permanent resident's  permit. 

6.  Entry  permits  or  semipermanent  resi- 
dent's permits  may  be  cancelled  at  any  time 
at  the  discretion  of  the  Supreme  Commander 
for  the  Allied  Powers.  The  continued  pres- 
ence of  a  commercial  entrant  In  Japan  is 
contingent  upon  his  contributing  to  the 
achievement  of  the  objectives  of  the  occupa- 
tion. Actions  which  are  inimical  to  the  ob- 
jectives of  the  occupation,  or  which  operate 
to  the  detriment  of  the  economic  rehablUta- 
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tlon  of  Japan,  are  cause  for  revocation  of 
entry  permits. 

Sec.  IV.  Status  of  commercial  entrants.  7. 
A  commercial  entrant  who  Is  authorized  to 
enter  Japan  under  the  provisions  of  this 
circular  is  not  a  member  of  the  occupation 
forces  or  attached  to  or  accompanying  such 
forces.  6uch  entrant  is  subject  not  only  to 
all  laws  and  regulations  specifically  made 
applicable  by  their  terms  to  commercial  en- 
trants, but  also  to  all  laws  and  regulations 
applicable  in  Japan  to  other  nationals  cf 
his  country  who  aie  not  members  of,  or  at- 
tached to.  or  accompanying  the  occupation 
forces,  whether  such  laws  or  regulations  are 
promulRated  by  the  Supreme  Commander  for 
the  Allied  Powers  or  pursuant  to  authority 
delegated  by  him,  or  by  the  Japanese  Gov- 
ernment. 

8.  All  commercial  entrants  In  Japan  are 
prohibited  from  committing  any  act  prejudi- 
cial to  the  security  of  the  occupation  forces 
or  any  member  thereof,  or  any  persons  at- 
tached to  or  accompanying  the  occupation 
forces.  Commercial  entrants  are  subject  to 
arrest  by  military  authorities  for  the  viola- 
tion of  applicable  regulations  of  the  Supreme 
Commander  for  the  Allied  Powers,  including 
but  not  limited  to  the  following  prohibitions: 

a.  Entering  any  of  the  following  areas  and 
Installations: 

( 1 )  Temporary  enclosures  and  stockades 
for  war  criminals. 

(2)  Dxuap  areas  containing  confiscated 
war  materials  and  supplies. 

(3)  Military  InstaUatlons.  except  as  nec- 
essary in  the  transaction  of  authorized  busi- 
ness. 

(4)  All  other  areas  and  installations  that 
have  been  placed  "off  limits"'  for  security 
purposes. 

b.  Carrying  arms  or  other  lethal  weapons. 

c.  Failing  to  comply  with  travel  regula- 
tions promulgated  by  the  occupation  forces. 

9.  a.  A  commercial  entrant  is  subject  to 
arrest  for  offenses  committed  in  Japan 
against  the  laws  and  regulations  mentioned 
In  paragraph  7,  or  for  violation  of  the  pro- 
visions of  this  clrciilar.  Such  arrest  in  the 
case  of  a  United  Nations  national  will  be 
made  by  the  military  police,  except  that  in 
areas  where  troops  of  the  occupation  forces 
are  not  actually  present  on  duty,  and  there 
is  reasonable  evidence  that  a  serious  offense 
has  been  committed,  or  when  otherwise  or- 
dered by  the  Supreme  Commander  for  the 
Allied  Powers  or  his  authorized  subordinates, 
arrest  may  be  made  by  the  Japanese  police. 
Arrest  in  the  case  of  Arsons  not  United 
Nations  nationals  may  be  made  by  either  the 
military  or  the  Japanese  polic«. 

b.  Trial  for  offenses  committed  in  Japan, 
where  the  accused  Is  a  United  Nations  na- 
tional, will  be  by  military  court.  In  a  case 
where  the  accused  is  not  a  United  Nations 
national,  in  the  absence  of  specific  direction 
by  competent  authority  that  the  trial  be  by 
military  court,  trial  may  be  either  by  a 
Japanese  criminal  court  or  by  military  court. 

10.  All  persons  or  organizations  in  Japan 
not  attached  to  or  accompanying  the  occu- 
pation forces  are  subject  to  Japanese  civil 
law  and  are  subject  to  the  Jurisdiction  of 
Japanese  courts  In  civil  matters,  except  as 
modified  by  applicable  directives  of  the  Su- 
preme Commander  for  the  Allied  Powers. 
The  Japanese  Government  has  been  pro- 
hibited from  Imposing  discriminatory  taxes 
against  non-Japanese  nationals  and  from 
Imposing  any  tax  based  upon,  or  measured 
In,  non-yen  currencies.  United  Nations  na- 
tionals are  also  exempt  from  any  tax  against 
them  or  thetr  property  designed  primarily  to 
meet  reparations  or  other  charges  Incurred 
by  the  Japanese  Government  because  of 
World  War  II.  such  as  the  Capital  Levy,  the 
Non-War  Sufferers  Special  Tax,  and  part  of 
the  War  Indemnity  Special  Measures  Law. 
Except  as  indicated  above,  yen  income  is  sub- 
ject to  Japanese  taxation,  and  the  Japanese 
Government  has  the  power  to  carry  out  prop- 
erty attachment  prc;ecdl:  :;3  uud  other  law 


NOTICES 

enforcement  actions  of  a  noncriminal  nature. 
However,  decisions  In  all  civil  cases  affecting 
United  Nations  nationals  or  organizations,  or 
In  which  such  nationals  or  organizations  are 
or  may  become  parties,  ahall  be  subject  to 
review,  including  revision  or  such  other  ac- 
tion as  may  be  considered  necessary  by  the 
Supreme  Commander  for  the  Allied  Powers 
or  his  authorized  representatives. 

11.  Commercial  entrants  will  conduct  their 
business  and  Investment  activities,  including 
international  trade,  in  accordance  with  pro- 
visions of  Circular  2,  General  Headquarters, 
Supreme  Commander  for  the  Allied  Powers. 
January  14,  1949,  and  applicable  regulations. 
With  the  exception  of  items  for  personal  use 
and  such  commercial  Items  as  may  be  neces- 
sary and  appropriate  In  the  conduct  of  au- 
thorized business  (see  paragraph  4e  (2» ).  all 
International  trade  will  be  conducted  sub- 
ject to  approval  by  the  Japanese  Board  of 
Trade  (Boekl  Cho).  Although  negotiations 
with  individual  Japanese  are  permitted,  pri- 
vate contracts  and  agreements  are  not  valid 
unless  approved  and  validated  by  the  appro- 
priate governmental  authority. 

12.  Commercial  transactions  with  occupa- 
tion force  agencies  or  personnel  are  not  per- 
mitted without  specific  written  authority. 

13.  Except  as  specifically  permitted  by  li- 
cense or  other  written  authority,  commercial 
entranu  are  not  authorized  to  use  or  possess 
military  payment  certificates. 

14.  Financial  transactions  will  be  con- 
ducted in  adCordance  with  exchange  controls 
and  other  applicable  occupation  force  and 
Japanese  Government  regulations.  All  for- 
eign currencies,  including  United  States  dol- 
lars, will  be  convertefl  or  deposited  within 
48  hours  after  arrival.  Use  of  such  curren- 
cies In  Japan  Is  illegal  except  that  during 
the  first  48  hours  after  arrival  commercial 
entrants  may  purchase  foreign  trade  payment 
certificates  (in  amounts  necessary  to  meet 
personal  expenses)  and  Japanese  yen.  There- 
after purchases  of  foreign  trade  payment  cer- 
tificates and  yen  may  be  made  with  acceptable 
foreign  exchange  Instruments.  In  all  cases 
except  in  the  course  of  business  activities 
specifically  permitted  by  the  Supreme  Com- 
mander for  the  Allied  Powers,  conversion  of 
foreign  currency  into  yen  through  other  than 
authorized  official  sources  and  at  official  rates 
is  prohibited. 

Skc.  V.  Logistic  support.  15.  a.  Commer- 
cial entrants  will  receive  those  logistic  privi- 
leges and  use  of  facilities  of  the  occupation 
forces  which  are  herein  authorized. 

b.  The  Japanese  Government  has  been 
charged  with  the  responsibility  of  arranging 
for  special  hotel  accommod.'ttlons  in  Tokyo, 
Kyoto,  Osaka  and  Nagoya.  These  hotels  are 
operated  by  Japanese  who  are  authorized  to 
accept  foreign  trade  payment  certificates. 
Accommodations,  supplies,  or  services  which 
must  be  paid  for  in  foreign  trade  payment 
certificates,  and  dollar  rates  charged  therefor, 
will  be  specified  by  the  Supreme  Commander 
for  the  Allied  Powers.  Commercial  entrants 
will  be  permittyl  to  use  these  facilities  for  a 
period  not  to  exceed  60  days,  except  as  pro- 
vided in  paragraph  5a  (1). 

c.  Lease,  rental  or  acquisition  of  proper- 
ties required  by  commercial  entrants  will  be 
made  in  conformity  with  provisions  of  Cir- 
cular 2,  General  Headquarters.  Supreme  Com- 
mander for  the  Allied  Powers,  January  14, 
1949.  Arrangements  for  clerical  assistance 
and  other  services  may  be  made  on  a  private 
basis  subject  to  applicable  Japanese  law.  The 
Japanese  Board  of  Trade  (Boekl  Cho)  main- 
tains a  list  of  available  residential  and  com- 
mercial facilities.  Normally  all  contracts 
entered  Into  for  lease  or  rental  will  be  ex- 
pressed In  Japanese  yen;  however,  for  any 
commercial  entrant  who  so  desires,  Koekl 
Cho  will  negotiate  for  payment  of  rental  In 
acceptable  foreign  exchange  subject  to  valida- 
tion by  the  Supreme  Commander  for  the  Al- 
lied Pov,ers.  Use  of  facilities  requisitioned  or 
procured  by  occupation  forces  Is  prohibited. 


d.  An  Overseas  Supply  Store,  which  Is  op- 
erated and  maintained  under  the  supervision 
of  Boekl  Cho.  Is  available  to  all  commercial 
entrants  for  purchase  of  foodstuffs  and  sun- 
dries, as  provided  for  In  Circular  1,  General 
Headquarters,  Supreme  Commander  for  the 
Allied  Powers,  January  3,  1948. 

e.  The  Supreme  Commander  for  the  Al- 
lied Powers  assumes  no  responsibility  lor 
procuring  private  facilities  or  private  logistic 
support  for  commercial  entrants. 

16.  Government  trade  representatives  and 
commercial  missions  In  excess  of  those. au- 
thorized In  accordance  with  the  provisions  of 
memorandum  from  General  Headquarters, 
Supreme  Commander  for  the  Allied  Powers, 
to  Trade  Representatives  In  japan,  AQ 
091.31  (May  14,  47)  ESS.  subject:  Trade  Rep- 
resentatives In  Japan,  May  14,  1947,  wUl  be 
supported  logistlcally  in  the  same  manner 
as  provided  commercial  entrants. 

17.  Public  rail  and  bus  facilities  (but  not 
motor  pool  facilities)  provided  for  occupa- 
tion force  personnel  will  be  available  for  use 
by  commercial  entrants.  Individuals  using 
these  facilities  are  subject  to  applicable  reg- 
ulations governing  Individuals  traveling  on 
other  than  official  business  essential  to  the 
occupation.  Commercial  entrants  are  au- 
thorized to  ride  In  Japanese  trains  and 
coaches  at  regular  Jajaanese  rates. 

18.  Commercial  entrants  are  authorized 
the  use  of  all  domestic  commercial  com- 
munication facilities  within  Japan  and  the 
use  of  all  private  message  services  over  in- 
ternational radiotelegraph  circuits  from 
Japan  as  well  as  the  use  of  radiotelephone 
service  from  Japan  to  the  United  States,  at 
regular  commercial  rates. 

19.  Commercial  entrants  are  not  permitted 
to  use  the  postal  facilities  of  Allied  Army  and 
Fleet  poet  offices. 

20.  Dependents  and  clerical  assistants  will 
not  be  cleared  for  entry  when  such  entry 
will  require  the  use  of  Japanese  commercial 
hotel  facilities,  facilities  requisitioned  or 
procured  by  the  occupation  forces,  or  sup- 
port from  the  occupation  forces. 

21.  Automobiles  may  be  brought  to  Japan 
only  after  a  semipermanent  resident's  permit 
has  been  obtained. 

Sec.  VI.  Functions  of  General  Headquar- 
ters, Supreme  Commander  for  the  Allied 
Powers.  22.  General  Headquarters,  Supreme 
Commander  for  the  Allied  Powers,  will  per- 
form the  following  functions: 

a.  Issue  final  approval  for  entry  Into  Ja- 
pan, Informing  the  Commanding  General, 
Eighth  Army,  of  each  clearance  granted. 

b.  Establish  procedures  for: 

(1)  Licensing,  pricing  and  payment  In  In- 
ternational trade  transactions  Including  val- 
idation of  Import  and  export  licenses  and 
approval  of  contracts. 

(2)  Licensing  persons  and  firms  engaged 
In  business  Involving  the  receipt  of  foreign 
exchange  In  Japan,  such  as  banking,  ship- 
ping. Insurance,  etc..  or  the  dissemination 
of  Informational  or  cultural  materials. 

(3)  Validation  of  leases,  rentals  or  ac- 
quisitions of  properties  or  Interests  where 
required  by  applicable  regulations. 

c.  Establish  or  assure  the  availability  of 
necessary  facilities  for  the  conduct  of  per- 
sonal and  commercial  business  to  Include: 

(1)  Briefing  as  to  the  regulations  govern- 
ing the  personal  conduct  of  the  entrants,  and 
the  consumption  of  their  commercial  busi- 
ness. 

(2)  Supervision  over  the  accommodations 
furnished  by  the  Japanese  Government. 

(3)  Facilities  for  deposit  of  all  foreign 
currencies  and  for  the  exchange  of  con- 
vertible currency  for  foreign  trade  payment 
certificates  and  Japanese  yen. 

(4)  Issuance  of  travel  orders  required  by 
paragraph  4f. 

(5)  Issuance  of  statement  of  clearance 
which  the  commercial  entrant  will  present 
to  a  representative  of  Commanding  Gen- 
eral, Eighth  Army,  at  port  of  exit. 
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d.  Maintain  necessary  records  as  to  num- 
ber of  commercial  entrants  entering  and 
leaving  Japan  and  submit  necessary  reports 
to  the  Department  of  the  Army. 

Sec.  VII.  Responsibilities  of  Commanding 
General.  Eighth  Army.  23.  The  Commanding 
General.  Eighth  Army,  has  the  same  respon- 
sibility for  entry  and  exit  of  commercial  en- 
trants as  toj^  other  categories  of  Individuals 
and  will  perform  the  following  additional 
functions : 

a.  Receive  commercial  entrants  at  ports  of 
entry  and  supervise  necessary  customs  in- 
spection to  prevent  the  importation  of  items 
prohibited  by  current  directives. 

b.  Register  commercial  entrants  immedi- 
ately upon  entrance. 

c.  Check  military  permit,  passport,  and  au- 
thority to  enter  against  list  furnished  by  the 
Supreme  Commander  for  the  Allied  Powers. 

d.  Check  medical  records  and  provide  nec- 
essary Immunization  and  vaccination  (re- 
quirements are  the  same  as  for  occupation 
personnel ) . 

e.  Coordinate  with  the  Japanese  Govern- 
ment to  arrange  for  the  prompt  movement 
of  the  Individual. 

f.  Provide  emergency  attention.  Except 
In  case  of  emergency  or  when  enroute  on  oc- 
cupation force  trains,  occupation  force  ra- 
tions and  billets  will  not  be  provided. 

g.  Provide  emergency  medical  treatment  at 
military  medical  facilities  to  the  extent  of 
availability  and  limited  to  that  required  to 
prevent  undue  suffering  or  to  save  life  or 
limb.  Elective  medical  and  dental  care  will 
not  be  provided.  Medical  services  provided 
win  be  on  a  reimbursement  basis  at  the  dollar 
rates  prescribed  In  current  publications. 

h.  Keep  necessary  records  and  notify  Gen- 
eral Headquarters.  Supreme  Commander  for 
the  Allied  Powers,  whenever  a  commercial 
entrant  scheduled  to  depart  from  Japan  falls 
to  depart. 

I.  At  port  of  exit,  verify  clearance  issued 
by  General  Headquarters,  Supreme  Com- 
mander for  the  Allied  Powers,  and  collect 
Identification  cards. 

SBC.  vni.  Miscellaneous.  24.  Japanese  gov- 
ernment commercial  hotels  are  primarily  es- 
tablished and  operated  for  the  use  of  com- 
mercial entrants.  Permission  to  engage  In 
International  trade,  or  other  business  or  in- 
vestment activities  granted  by  or  In  accord- 
ance with  Circular  2.  General  Headquarters. 
Supreme  Commander  for  the  Allied  Powers. 
January  14.  1949,  does  not  entltl*  other  per- 
sonnel. Including  non-Japanese  who  have 
been  continuously  #esldents  In  Japan  since 
September  2,  1945  or  who  have  been  permitted 
entry  by  the  Supreme  Commander  for  the 
Allied  Powers  for  the  purpose  of  establishing 
permanent  residence,  to  the  use  of  Japanese 
government  facilities  operated  primarily  for 
commercial  entrants,  or  to  the  privileges  and 
use  of  occupation  facilities  herein  authorized 
for  commercial  entrants. 

25.  No  member  of  the  occupation  forces 
and  no  person  attached  to  or  accompanying 
the  occupation  forces,  Including  his  depend- 
ents may  participate  In  International  trade 
or  other  business  or  Investment  activity  In 
Japan  for  personal  gain  or  advantage,  or  on 
behalf  of  any  private  person  or  agency,  except 
as  specifically  licensed  by  General  Head- 
quarters, Supreme  Commander  for  the  Allied 
Powers. 

26.  With  the  exceptions  noted  above  com- 
mercial entrants  may  designate  Japanese, 
Japanese  firms,  or  foreign  nationals  In  Japan 
as  their  agents,  subject  to  approval  of  the 
Japanese  Government  and  the  Supreme  Com- 
mander for  the  Allied  Powers. 

27.  Commercial  entrants  may  utilize  to  the 
extent  of  availability  the  International  Hos- 
pitals located  at  Tokyo,  Yokohama,  Kobe  and 
Osaka.  Payment  for  services  recelve<}  will  be 
made  In  Japanese  yen. 

28.  Religious  services  available  to  the  occu- 
pation forces  will  be  available  to  commercial 
entrants. 
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29.  Amusements: 

a.  Concerts  and  similar  entertainment  and 
sports  contests  for  occupation  forces  where 
no  admission  charges  are  made  will  be  avail- 
able to  commercial  entrants  as  spectators. 

b.  Entertainment  where  fees  are  charged 
to  occupation  forces  will  be  available  accord- 
ing to  contract  agreements  of  the  entertain- 
ment concerned. 

c.  Private  club  privileges  will  be  extended 
according  to  the  regulations  of  the  club  con- 
cerned. Private  clubs  desiring  to  extend 
privileges  Involving  payments  will  submit 
necessary  applications  authorizing  them  to 
accept  and  redeem  foreign  trade  payment 
certificates. 

Circular  No.  2,  January  14.  1949 

FOREIGN    BUSINESS    AND    INVESTMENT    ACTIVITIES 
IN  JAPAN 

1.  Rescission  and  reference— &.  Rescission. 
Paragraph  3b,  Circular  17,  General  Head- 
quarters. Supreme  Commander  for  the  Al- 
lied Powers,  June  2,  1948. 

b.  Reference.  Circular  1.  General  Head- 
quarters, supreme  Commander  for  the  Allied 
Powers.  January  14.  1949. 

2.  Purpose.  The  pvirp>ose  of  this  circular 
Is  to  establish  the  conditions  under  which 
non-Japanese  nationals  and  foreign  con- 
trolled firms  and  their  authorized  agents  may 
conduct  business  and  Investment  activity 
In  Japan. 

3.  Definitions,  a.  A  "foreign  controlled 
firm."  for  the  purpose  of  this  plrcular.  is 
defined  as  a  corporation,  institution,  or  other 
organization  wholly  owned  or  controlled,  di- 
rectly or  Indirectly,  by  non-Japanese  na- 
tionals. 

b.  "Business  activity  In  Japan,"  for  the 
purpose  of  this  circular.  Is  defined  as  com- 
mercial or  financial  transactions  or  industrial 
operations  other  than  those  conducted  solely 
for  the  occupation  forces. 

4.  Entry.  As  indicated  in  referenced  cir- 
cular, lb  above,  and  under  conditions  set 
down  therein,  persons  with  a  trade,  business, 
or  investment  Interest  in  Japan  who  have 
been  sponsored  by  Allied  or  neutral  govern- 
ments are  permitted  entry  Into  Japan. 

5.  Permission  to  do  business,  a.  Military 
personnel  and  personnel  attached  to  or  ac- 
companying the  occupation  forces.  Including 
their  dependents,  are  prohibited  from  engag- 
ing in  business  or  investment  activity  In 
Japan,  except  as  specifically  licensed  by  Gen- 
eral Headquarters.  Supreme  Commander  for 
the  Allied  Powers.  Employment  of  depend- 
ents by  private  commercial  concerns  engat;ed 
In  International  trade  Is  authori^d  provided 
this  employment  does  not  Involve  dependents 
serving  on  their  own  behalf  or  as  agents  to 
make  sales  to  or  purchases  from  Japanese 
agencies  or  Individuals. 

b.  Non-Japanese  nationals  who  ha«  been 
in  continuous  residence  In  Japan  since  Sep- 
tember 2.  1945.  or  who  have  been  permitted 
entry  by  the  Supreme  Commander  for  the 
Allied  Powers  for  the  purpose  of  establishing 
permanent  residence  in  Japan,  and  firms 
wholly  owned  or  controlled  by  them  are  per- 
mitted to  engage  in  business  transactions 
in  Japan  on  a  non-discriminatory  basis  with 
Japanese  nationals,  except  as  provided  in  par- 
agraph 8  below. 

c.  Effective  the  date  of  this  circular.  Allied 
and  neutral  nationals  or  firms  who  are  en- 
titled to  claim  restoration  or  restitution  of 
properties  or  contract  rights  held,  prior  to 
December  7,  1941  are  permitted  to  resume 
their  prewar  business  activities  in  Japan  on 
a  non-discrlmlnatory  basis  with  Japanese 
nationals,  except  as  provided  In  paragraph  8 
below.  I 

d.  In  all  other  cases,  effective  the  date  of 
this  circular.  non-Japanese  nationals  and 
foreign  controlled  firms  and  their  authorized 
agents  are  permitted  to  engage  on  a  non- 
discriminatory basis  with  Japanese  nationals, 
except  as  provided  In  paragraph  8  below,  In 
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international  trade  and  In  those  specific  busi- 
ness activities  In  Japan  which  positively  aid 
in  Japanese  economic  rehabilitation,  or  pro- 
vide a  source  of  foreign  exchange  for  Japan 
or  are  otherwise  In  furtherance  of  occupation 
objectives.  Application  to  secure  permission 
for  engaging  in  specific  activities  other  than 
international  trade  will  be  made  to  General 
Headquarters.  Supreme  Commander  for  the 
Allied  Powers. 

e.  Notwithstanding  the  provisions  of  sub- 
paragraphs a  through  d  above,  persons  and 
firms  engaged  in  business  involving  the  re- 
ceipt of  foreign  exchange  in  Japan;  the  Im- 
portation or  dissemination  of  educational 
Informational  or  cultural  materials  from 
abroad;  or  other  activities  which  may  here- 
after be  designated,  are  required  to  be  li- 
censed by  the  Supreme  Commander  for  the 
Allied  Powers.  Persons  and  firms  now  oper- 
ating under  license  by  the  Supreme  Com- 
mander for  the  Allied  Powers,  which  are  not 
required  to  be  licensed  by  this  subparagraph, 
may  request  termination  of  such  licenses  If 
they  so  desire. 

6.  Compliance  with  regulations  of  the  Su- 
preme Commander  for  the  Allied  Powers  and 
Japanese  Law.  All  permission  to  engage  in 
international  trade  and  other  business  activ- 
ity granted  by  the  above  paragraph  is  contin- 
gent upon  compliance  with  regulations  of  the 
Supreme  Commander  for  the  Allied  Powers 
and  Japanese  Law.  Including  applicable  eco- 
nomic control  regulations.  Violations  thereof 
will  consitute  grounds  for  termination  of 
permission  to  do  business  and  for  deporta- 
tion. Laws  particularly  relevant  In  this  con- 
nectlui  are  the  Price  Control  Ordinance,  the 
Temporary  Demand  and  Supply  Adjustment 
Law  (governing  allocations  of  critical  indus- 
trial materials)  and  Japanese  tax  laws. 

7.  Critical  shortages  in  the  Japanese  econ- 
omy. At  the  present  time  Japan  is  suffering 
from  critical  shortages  of  materials,  facilities 
and  services.  Business  and  Industrial  opera- 
tions conducted  by  non-Japanese  nationals 
and  firms  may  be  handicapped  by  such  short- 
ages and  are  hereby  so  informed.  The  per- 
mission to  do  business  granted  by  or  pursu- 
ant to  paragraph  5  In  no  way  constitutes 
grounds  for  any  special  claim  on  materials, 
facilities  and  services  necessary  to  carry  out 
the  contemplated  business  operations  or  con- 
tinue present  business  operations.  Non- 
Japanese  nationals  or  firms  wishing  to  engage 
In  business  in  Japan  which  would  require 
Japanese  materials,  facilities  or  services  are 
advised  to  inquire  of  the  Japanese  govern- 
ment Economic  Stabilization  Board  as  to 
the  prospective  availability  of  such  materials, 
facilities  and  services  and  to  guide  themselves 
accordingly. 

8.  Acquisition  of  properties  and  rights,  a. 
Effective  the  date  of  this  circular  non-Jap- 
anese nationals  ^nd  foreign  controlled  firm* 
p>ermltted  to  do  business  by  paragraph  6 
above  and  their  authorized  Japanese  agents, 
are  authorized  to  acquire  or  lease  properties 
and  rights  In  Japan  in  accordance  with  Jap- 
anese law,  except  that  acquisition  of  property 
Interests  and  rights  In  the  following  cate- 
gories from  Japanese  nationals,  from  firms  in 
which  Japanese  nationals  or  firms  have  a 
proprietary  Interest  and  from  Japanese  gov- 
ernment agencies,  will  be  void  unless  vali- 
dated by  the  Japanese  Government  and  the 
Supreme  Commander  for  the  Allied  Powers: 

( 1 )  Acquisition  of  title  to  stocks  and  shares 
or  of  an  interest  in  the  profits  of  an  enter- 
prise. 

(2)  Acquisition  of  title  to  land  and/or  resi- 
dence for  business  purposes,  and  to  com- 
mercial and  industrial  buildings  and  installa- 
tions, and  plant  and  facilities  attached 
thereto.  (Land  and  residences  reasonably 
required  by  an  Individual  signatory  to  the 
contract  for  his  full  or  part  time  residence 
are  not  business  properties;  all  other  land 
and  residences  are  business  properties  ^nd 
subject  to  the  provisions  of  uils  subpara- 
graph). 
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(3)  Leases  for  periods  In  excess  of  five 
yean,  mortgages  or  other  hypothecations, 
and  arrangements  for  or  options  to  future 
acquisition  of  properties  In  the  categories 
Indicated  In  subparagraphs  (1)  and  (2) 
above. 

(4)  Acquisition  of  patents  of  Japanese 
origin  and  rlghU  thereunder. 

(5)  Acquultlon  of  rights  to  a  proportion 
of  the  output  or  sales  of  an  enterprise  for  a 
period  In  excess  of  one  year. 

b.  Applications  for  validation  as  required 
by  subparagraph  a  above  will  be  submitted 
to  the  appropriate  agency  of  the  Japanese 
government  as  designated. 

c.  Real  properties  acquired  or  leased  by 
non-Japanese  nationals  and  foreign  con- 
trolled firms  are  subject  to  requisition  by  the 
occupation  forces  on  the  same  basis  as  Jap- 
anese properties.  Non-Japanese  nationals 
and  foreign  controlled  Arms  contemplating 
acquisition  or  lease  of  real  properties  may 
seciire  information  from  General  Headquar- 
ters. Supreme  Commander  for  the  Allied 
Powers  as  to  whether  there  Is  a  foreseeable 
occupation  requirement  for  the  properties 
Involved. 

d.  The  requirements  for  validation  estab- 
lished in  this  paragraph  shall  not  apply  to 
restoration  or  restitution  of  properties  to 
prewar  owners  by  the  Japanese  government 
under  supervision  of  the  Supreme  Com- 
mander for  the  Allied  Powers  ncr  shall  any- 
thing In  this  paragraph  be  construed  as  vali- 
dating any  acquisition  or  lease  of  properties 
or  rights  which  was  made  before  the  date  of 
this  circular  and  which  was  contrary  to  exist- 
ing laws  or  regulations  of  the  Supreme  Com- 
mander for  the  Allied  Powers  or  otherwise 
invalid  at  the  time  made. 

9.  Remittances.  Except  as  provided  by 
special  license  by  the  Supreme  Commander 
for  the  Allied  Powers,  conversion  of  yen  Into 
foreign  currency  or  exchange  and  agreements 
or  arrangements  Involving  such  conversion 
are  prohibited. 

Memorandum.  Scapin  No.   1961   Januakt  14. 
1949 

Memorandum  for:  Japanese  Government. 
Sxtbject:  Business  Activities  of  Non- Japa- 
nese In  Japan. 

1.  References,  a.  Circular  1.  General  Head- 
quarters, Supreme  Commander  for  the  Allied 
Powers,  subject:  Private  Commercial  En- 
trants. January  14,  1949. 

b.  Circular  2,  General  Headquarters,  Su- 
preme Commander  for  the  Allied  Powers, 
subject:  Foreign  Business  and  Investment 
Activities  In  Japan,  January  14.  1949. 

2.  Reference  la  above  permits  the  entry 
of  commercial  and  other  business  entrants 
Into  Japan  and  reference  lb  above  sets  forth 
the  conditions  and  regulations  under  which 
non-Japanese  nationals  and  foreign  con- 
trolled firms  may  engage  In  business  and  In- 
vestment activities  In  Japan  so  as  to  assist 
In  Japanese  economic  rehabilitation. 

3.  In  order  to  facilitate  the  restoration  of 
normal  economic  relationships  for  the  pur- 
pose of  establishing  the  Japanese  economy 
on  a  self-supporting  basis.  It  Is  desired  that 
the  Japanese  Government  Implement  the 
principles  set  forth  In  the  referenced  circulars 
In  the  following  ways: 

a.  Take  the  necessary  legal  steps  to  assure 
non-Japanese  nationals  and  firms  permitted 
by  the  Supreme  Commander  for  the  Allied 
Powers  to  enpace  In  business  activities  In 
Japan  equal  and  non-dlscrlmlnatory  treat- 
ment with  Japanese  nationals  and  firms  ex- 
cept as  may  be  otherwise  provided  by  the 
Supreme  Commander  for  the  Allied  Powers. 

b.  Receive  such  applications  by  commercial 
entrants  to  engage  In  business  activity  In  Ja- 
pan as  may  be  referred  to  It  by  General  Head- 
quarters. Supreme  Commander  for  the  Allied 
Powers,  and  recommend  to  the  Supreme  Com- 
mander for  the  Allied  Powers  whether  such 
activity  Is  deslra^e  in  that  it  will  further 
Japanese  economic  rehabilitation,  result  In 
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Torelgn  exchange  accruals  to  Japan,  decrease 
foreign  exchange  expenditures  or  otherwise 
further  occupation  objectives  as  communi- 
cated to  the  Japanese  Government. 

c.  Answer  requests  of  non-Japanese  na- 
tionals or  firms  desiring  to  engage  In  business 
or  Investment  activity  as  to  the  prospective 
availability  of  materials,  facilities  and  serv- 
ices requisite  for  the  contemplated  activity. 

d.  Receive  and  decide,  subject  to  review 
by  the  Supreme  Commander  for  the  Allied 
Powers,  on  applications  by  non-Japanese  na- 
tionals and  foreign  controlled  firms  and  their 
authorized  Japanese  agents,  for  validating 
acquisition  from  Japanese  nationals,  from 
firms  In  which  Japanese  nationals  or  firms 
have  a  proprietary  Interest  and  from  Japa- 
nese (-rvernment  agencies  of  property  Inter- 
ests o.  lights  In  the  following  categories: 

(1)  Acquisition  of  Utle  to  stocks  and 
shares  or  of  an  Interest  In  the  profits  of  an 
enterprise. 

(2)  Acquisition  of  title  to  land  and /or 
residences  for  business  purpose."?,  and  to  com- 
mercial and  Industrial  buildings  and  Instal- 
lations, and  plant  and  facilities  attached 
thereto.  (Land  and  residences  reasonably 
required  by  an  Individual  signatory  to  the 
contract  for  his  full  or  part  time  residence 
are  not  business  properties;  all  other  land 
and  residences  are  business  properties  and 
subject  to  the  provisions  of  this  subpara- 
graph.) 

(3)  Leases  for  periods  In  excess  of  five 
years,  mortgages  or  other  hypothecations, 
and  arrangements  for  or  options  to  future 
acquisition,  of  properties  In  the  categories 
Indicated  In  subparagraphs  (1)  and  (2) 
above. 

(4)  Acquisition  of  patents  of  Japanese 
origin  and  rights  thereunder. 

(5)  Acquisition  of  rlghU  to  a  proportion 
of  the  output  or  sales  of  an  enterprise  for 
a  period  in  excess  of  one  year. 

e.  The  Japanese  Government,  when  val- 
idating transactions  Indicated  in  subpara- 
graph 3d  above,  will  state  that  the  acquisi- 
tion of  property  Interest  or  right  thereby 
validated : 

(1 )  Is  necessary  either  to  carry  on  a  pres- 
ent or  prewar  business  activity  or  to  engage 
In  a  new  activity  which  Is  desirable  as  de- 
fined In  subparagraph  3b  above; 

(2)  Is  not  taking  place  under  conditions 
of  fraud,  duress  or  undue  influence  assign- 
able In  any  way  to  the  occupation,  and 

(3)  In  no  way  constitutes  a  claim  for  re- 
mittance of  foreign  exchange  or  goods  out- 
side Japan  beyond  that  authorized  by  ap- 
plicable Japanese  law  or  regulation  of  the 
Supreme  Commander  for  the  Allied  Powers. 

t.  It  Is  desired  that  the  Japanese  Govern- 
ment declare  legally  void  all  acquisitions, 
leases,  hypothecations,  mortgages,  options, 
and  arc^ngements  for  future  acquisition  of 
properties  and  rights  for  which  validation 
is  required  by  referenced  Circular  2,  which 
are  made  after  the  effective  date  thereof  and 
which  have  not  been  specifically  validated 
both  by  the  Japanese  Government  and  the 
Supreme  Commander  for  the  Allied  Powers. 

4.  Direct  communication  between  the  ap- 
propriate agencies  of  the  Japanese  Govern- 
ment and  the  Economic  and  Scientific  Sec- 
tion is  authorized  for  the  Implementation 
of  this  memorandum. 

General  Orders  No.  1,  January  14,  1949 

rOREIGN     INVRSTMENT    BOARD 

1.  References. 

a.  Circular  2,  General  Headquarters,  Sup- 
preme  Commander  for  the  Allied  Powers, 
January  14.  1949. 

b.  Memorandum  for  the  Japanese  Govern- 
ment, file  AG  004  (April  27,  1948)  ESS  EX. 
SCAPIN  1961,  January  14,  1949. 

2.  The  Foreign  Investment  Board  is  estab- 
lished to  advise  the  Supreme  Commander 
for  the  Allied  Powers  on  the  disposition  of 
specific  applications  by  foreign  nationals  and 
foreign-controlled   companies   for   approval, 


where  required  by  reference  circular,  to  en- 
gage In  business  In  Japan,  or  acquire  certain 
types  of  business  properties  and  Interests. 

3.  The  following  are  appointed  as  members 
of  the  Board. 

Major     General     William     P.     Marquat, 

06533,  CAC  Chairman 
Mr.  Frayne  Baker,  DAC        « 
Mr.  Walter  K.  Lecount,  DAC 
Mr.  William  S.  Vaughn,  DAC 
Mr.  Edward  O.  Welsh.  DAC 
Mr.  Prank  E.  Plckelle,  DAC 
Mr.  Clark  Gregory,  DAC 

4.  The  Chairman  Is  authorized  to  desig- 
nate an  Executive  Chairman  for  the  Board 
who  will  be  responsible  for  the  administra- 
tive operations  pertinent  thereto. 

5.  Applications  for  permission  to  engage  In 
business,  where  required  by  reference  cir- 
cular, will  be  received  by  the  Board  which 
win  refer  them  to  the  prop)er  Japanese  Gov- 
ernment agency  for  advisory  recommenda- 
tion, coordinate  with  Interested  staff  sections 
concerned,  and  prepare  a  recommendation 
thereon  for  submission  to  the  Chief  of  Staff. 

6.  Contracts  and  agreements  for  acquisi- 
tion of  business  properties  and  interests 
which  have  been  validated  by  the  Japanese 
Government  pursuant  to  reference  SCAPIN 
will  be  received  by  the  Board,  which  will 
coordinate  with  Interested  staff  sections  con- 
cerned, and  submit  recommendations  for  or 
against  validation  thereof  to  the  Chief  of 
Staff  for  approval. 

7.  The  Board  will  meet  regularly  at  the 
call  of  the  Chairman  to  consider  and  act  on 
applications  and  contracts  and  agreements 
specified  In  paragraphs  5  and  6  above. 

8.  The  Chairman  of  the  Board  will  submit 
for  the  approval  of  the  Chief  of  Staff  the 
proposed  standards  to  govern  disposition  of 
the  applications  received.  Following  such 
approval  the  Board  Is  authorized  to  publish 
the  approved  standards  for  the  Information 
and  guidance  of  non -Japanese  business  men 
and   Investors  and  other   Interested   parties. 

Memorandum  SCAP,  ESS,  16  January  1949 

Subject:  Minimum  Standards  for  Business 
and  Investment  Activities  of  Non-Japanese 
In  Japan. 

The  Supreme  Commander  for  the  Allied 
Powers  has  announced  the  following  stand- 
ards and  criteria  for  validation  of  acquisition 
of  Japanese'propertles  and  rights  by  non- 
Japanese  during  the  Occupation. 

Purpose.  The  minimum  standards  which 
follow  have  been  established  in  order  to  guide 
and  encourage  acquisition  of  and  investment 
in  Japanese  properties  and  rights  by  non- 
Japanese  nationals  and  foreign  controlled 
firms  In  such  a  manner  as  to: 

1.  Assist  in  and  promote  the  rapid  rehabili- 
tation of  the  Japanese  economy  to  the  end 
of  ensuring  self-support  and  national  Inde- 
pendence. 

2.  Protect  the  Japanese  people  and  econ- 
omy In  the  conservation  of  their  national 
resources  during  a  period  of  military  occupa- 
tion. 

3.  Stimulate  the  restoration  of  sound  In- 
ternational peacetime  economic  relationships 
as  between  Japan  and  the  rest  of  the  world. 

Standards.  Detailed  criteria  of  standards 
for  Investment  for  approval  for  validation 
under  the  provisions  of  Circular  No.  2,  SCAP, 
1949  are  as  follows: 

1.  Application  must  demonstrate  that  the 
Investment  or  acquisition  of  property  Is  nec- 
essary: 

a.  To  carry  on  present  business  activities 
In  the  case  of  persons  continuously  resident 
In  Japan  since  2  September  1945  or 

b.  To  resume  a  specific  prewar  activity  In 
the  case  of  those  with  a  legitimate  restltiHlon 
claim  or 

c.  To  carry  on  a  new  activity  which  will 
Improve  Japan's  foreign  exchange  position, 
or  positively  aid  In  Japanese  economic  reha- 
bilitation or  otherwise  further  a  specific  ex- 
pressed SCAP  objective. 
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2.  Application  must  demonstrate  that  al- 
ternative means,  such  as  short-term  lease  or 
rental,  purchase  of  bonds,  expansion  of  non- 
Japanese  enterprises,  acquisition  from  non- 
Japanese,  etc.,  are  not  practicable  to  achieve 
the  purpose  desired. 

8.  If  yen  Is  to  be  used  for  Investment  pur- 
poses, the  application  must  show  that  yen 
was  legally  obtained  from  foreign  exchange 
after  the  date  of  Circular  No.  2  or  that  yen 
funds  to  be  used  for  such  acquisition  were 
acquired  by  business  operations  In  Japan 
during  the  Occupation  and  were  not  excessive 
In  view  of  the  goods  or  services  furnished  In 
connection  with  the  acquisition  thereof  or 
yen  acquired  in  lieu  of  restitution. 

4.  An  application  for  acquisition  must 
show  that  the  property  or  right  will  be  used 
In  a  manner  that  will  add  constructively  to 
the  Japanese  economy. 

5.  Acquisition  will  not  be  validated  where 
there  Is  reasonable  ground  for  belief  that  It 
is  being  acquired  on  behalf  of  a  foreign  gov- 
ernment. 

6.  Acquisition  of  prop>erty  Interest  or  right 
In  the  following  will  not  be  validated: 

a.  An  enterprise,  a  material  amount  of  the 
assets  of  which  have  been  or  are  likely  to 
be  designated  for  reparations  removals,  until 
such  removal  has  been  effected. 

b.  An  enterprise  which  Is  or  is  considered 
by  competent  authority  to  be  subject  to  dis- 
solution, liquidation  or  reorganization  under 
the  economic  reform  program  until  the  final 
adjudication  of  such  dissolution,  liquidation 
or  reorganization. 

7.  The  terms  of  any  contract  for  acquisi- 
tion must  be  fair  to  the  Japanese  seller  or, 
In  the  case  of  a  share  of  an  enterprise  or  of 
the  profits,  production  or  sales,  fair  to  the 
Japanese  enterprise  or  the  Japanese  share- 
holders. 

8.  Investment  In  existing  Japanese  enter- 
prises may  only  be  made  If  the  Investment 
creates  additional  assets  for  the  Japanese 
enterprise  In  contradistinction  to  the  pur- 
chase of  stocks  or  securities  from  other  In- 
vestors. 

9.  Notwithstanding  paragraphs  1-8  above, 
acquisition  of  properties  or  rights  by  those 
receiving  yen  In  lieu  of  restitution  of  prop- 
erty which  was  formerly  owned  by  them  and 
was  treated  as  enemy  property  under  Jap- 
anese wartime  regulations  will  be  validated 
automatically,  providing  only: 

a.  Total  yen  expended  In  each  case  under 
this  exception  does  not  exceed  yen  received 
In  lieu  of  restitution. 

b.  Property  or  right  acquired  Is  similar  In 
nature  to  formerly  owned  property. 

10.  Transactions    will     not    be    validated 
where  there  are  reasonable  grounds  for  sus- 
pecting fraud,  duress  or  undue  Influence. 
By  command  of  General  MacArthur. 
Paul  J.  Mueller. 
Major  General.  General  Staff  Corps, 

Chief  of  Staff. 

[SEAL]  Edward  P.  Witsell. 

Major  General, 
The  Adjutant  General. 

I  p.   R.   Doc.   49-1229;    Filed,   Feb.    16,    1949; 
8:67  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

notice  for  filing  objections  to  order 
,     withdrawing  public  land  for  highway 
patrol  station  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 


FEDERAL  REGISTER 

terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate In  the  Department  of  the  Interior. 
Washington  25,  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  it,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents 
of  the  order  can  explain  its  purpose,  in- 
tent, and  extent.  Should  any  objection 
be  filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  interested  parties  of  record 
and  the  general  public. 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

February  4,  1949. 

[P.    R.    Doc.   49-1207;    Filed,   Peb.    16,    1949; 
8:61  a.  m.l 


Idaho 

notice  for  FTUNG  OBJECTIONS  TO  ORDER 
RESERVING  PUBLIC  LAND  FOR  USE  BY 
FOREST  SERVICE,  DEPARTMENT  OF  AGRI- 
CULTURE, AS  ADMINISTRATIVE  SITE  ' 

For  a  period  of  30  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary 
of  the  Interior,  and  should  be  filed  in 
duplicate  in  the  Department  of  the  In- 
terior. Washington  25.  D.  C.  In  case  any 
objection  is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  It,  a 
public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  or- 
der may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose,  intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let  stand 
will  be  given  to  all  interested  pa-tles  of 
record  and  the  general  public. 

C.  GiRARD  DAVIDSON, 

Assistant  Secretary  of  the  Interior. 
February  4,  1949. 

(F.   R.   Doc.   49-1210:    Filed,   Feb.    16,    1949; 
8:52  a.  m.l 
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der,  persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In 
duplicate  in  the  Department  of  the  In- 
terior, Washington  25,  D.  C.  In  case 
any  objection  is  filed  and  the  nature  of 
the  opposition  is  such  as  to  warrant  it, 
a  public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  or- 
der may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose,  intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  or- 
der should  be  rescinded,  modified  or  let 
stand  will  be  given  to  all  interested  par- 
ties of  record  and  the  general  public. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

February  7.  1949. 

[P.    R.    Doc.    49-1212;    Filed.    Peb.    16.    1949; 
8:62  a.  m.] 


Alaska 

NOTICE  for  FILING  OBJECTIONS  TO  ORDER 
WITHDRAWING  PUBLIC  LANDS  FOR  USE  OF 
ALASKA  RAILROAD  AS  TERMINAL  AND  STA- 
TION GROUNDS  AND  FOR  GRAVEL  PITS  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 


MONTANA 

NOTICE  FOR  FILING  OBJECTIONS  TO  ORDER 
WITHDRAWING  PUBLIC  LAND  FOR  USE  OF 
DEPARTMENT  OF  AGRICULTURE,  AND  REVOK- 
ING EXECUTIVE  CftlDER  OF  AUGUST  5,  1878, 
SO  FAR  AS  IT  AFFECTS  THE  LAND  THUS 
WITHDRAWN  ' 

For  a  period  of  30  days  from  the  date  of 
publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior, 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25,  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the  op- 
position is  such  as  to  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced, 
where  opponents  to  the  grder  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and  extent.  Should  any  objection  be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  interested  parties  of  record 
and  the  general  public. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

February  7,  1949. 

|F.    R.    Doc.    49-1214;    Filed,   Feb.    16,    1949; 
8:62  a.  m.] 


Nevada 
classification  order 


'  See  F.  R.  Doc.  49-1206,  Title  43,  Chapter  I, 
Appendix,  supra. 

No.  32 4 


'  See  P.  R.  Doc.  49-1209,  Title  43,  Chapter  I, 
Appendix,  tupra. 

'  See  F.  R.  Doc.  49-1211,  Title  43,  Chapter  I, 
Appendix,  $upra. 


February  4,  1949. 
1,  Pursuant  to  the  authority  delegated 
to  me  by  the  EWrector,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 


>  See  P.  R.  Doc.  49-1218,  Title  43,  Chapter  I, 
Appendix,  tupriL 
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July  19,  1948  (43  CFR  50.451  (b)  (3).  13 
P.  R.  4278).  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  SUt. 
609),  as  amended  July  14,  1945  (59  Stat. 
487,  43  U.  S.  C.  section  682a),  as  herein- 
after Indicated,  the  following  described 
land  in  the  Carson  City.  Nevada.  land 
district,  embracing  20  acres: 
Nkvada  small  Tkact  Classitication  No.  20 
For  lease  and  sale  for  homealtes  only. 

T.  21  8..  R.  61  E.,  M.  D.  M  . 

Sec.  32,  W>^8EV4  8E',4. 

2.  As  to  applications  regularly  filed 
prior  to  2:27  p.  m..  January  13,  1948.  and 
are  for  the  type  of  site  for  which  the 
land  Is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  April  8.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  April  8,  1949,  to  the  close  of 
business  on  July  7,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  2:27  p.  m.,  Jan- 
uary 13.  1948  to  the  close  of  business  on 
April  8.  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m..  July  8,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  2:27  p.  m. 
January  13,  1948,  to  the  close  of  business 
on  July  8.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  <b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

C.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  1*4  acres,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  Issuance  of  the  lease. 
Leases  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$150.00  an  acre,  application  for  which 
may  be  filed  at  or  after  the  expiration 
of  one  year  from  date  the  lease  Is  Issued. 

8.  Leases  and  patents  will  be. subject 
to  rights  of  way  not  exceeding  33  feet  in 
width  for  roads  and  public  utilities  along 
all  boundaries  of  the  W>2SE'4SE'4  Sec. 
32.  T.  21  S..  R.  61  E..  M.  D.  M.  The  rights 
of  way  may,  in  the  discretion  of  the  au- 
thorized officer  of  the  Bureau  of  Land 
Management,  be  definitely  located  prior 
to  the  issuance  of  the  patent.  If  not  so 
located,  they  may  be  subject  to  location 
after  patent  is  issued. 

9.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  OfBce,  Carson  City, 

Nevada. 

L.  T.  HorrMAN. 
Regional  Administrator. 

|F.    R.    Doc.    49-1203;    Filed,   Feb.    16,    1948; 
8:91  a.  m] 


NOTICES 

Cautornu 

CLASSinCATION  OM>Ut 

PlBRUARY  4,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319,  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3).  13 
P.  R.  4278).  I  hereby  classify  imder  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a).  as  here- 
inafter Indicated,  the  following  de- 
scribed land  in  the  Los  Angeles,  Cali- 
fornia, land  district,  embracing  153.92 
acres. 

CAuroaNiA  Small  TaAcr  Classitication  No. 
126 

For  lease  and  sale  for  homesltes  and  cabin 

sites. 

T   1  N..  R.  8  E..  8.  B.  M., 

Sec.  8,  Tracts  3,  4.  6,  6.  7.  16.  17,  18.  19.  20. 
21.  30.  31.  32.  33.  34,  48,  49.  50,  61,  52.  53, 
73.  74,  75.  76,  89,  90,  91,  92. 

2.  As  to  applications  regularly  filed 
prior  to  9:00  a.  m.,  March  19,  1948.  and 
are  for  the  type  of  site  for  which  the  land 
Is  classified,  this  order  shall  become  ef- 
fective upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  In  paragraph  2,  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m.,  April  8,  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  Worid  War  II  from 
10:00  a.  m..  April  8,  1949  to  the  close  of 
business  on  July  7.  1949. 

(b)  Advance  period  for  veterans' 
simultaneous  filings  from  9:00  a.  m., 
March  19,  1948.  to  the  close  of  business 
on  AprU  8.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m,  July  8,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  9:00  a.  m., 
March  19,  1948,  to  the  close  of  business 
on  July  8,  1949. 

6.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  Issued  for  the 
land  described  In  the  application  Irres- 
pective of  the  direction  of  the  tract,  pro- 
vided the  tract  conforms  to  or  is  made  to 
conform  to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Where  only  one  flve-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  fivt 
years  at  an  annual  rental  of  $5.00  pay- 


able for  the  entire  lease  period  In  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $20  00 
an  acre,  application  for  which  may  be 
filed  at  or  after  the  expiration  of  one  year 
from  date  the  lease  is  Issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  County  or 
municipality  In  which  the  tract  Is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  Issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office,  Los  Angeles, 
Californii 

L.  T.  Hoffman. 
Regional  Administrator. 

IP.   R.    Doc.   49-1204;    Filed,   Feb.    18.    1949; 
8  51  a.  m.J 


Caufornia 
classification  order 

February  4.  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  DiBector,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19,  1948  (43  CFR  50.451  (b)  (3).  13 
P.  R.  4278 » .  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609 »,  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a),  a.s  herein- 
after indicated,  the  following  described 
land  in  the  Sacramento,  California,  land 
district,  embracing  60  acres, 

Calitornia  Small  Tract  CLASsmcATioit 
No.   128 

For  lease  and  sale  for  homeslte  purposes 
only. 

T.  25  8  .  R.  33  E  .  M  D.  M.. 

Sec   16.  E«jE'.,NE>4.  E'^^WVaE'jNE'i. 

2.  As  to  applications  regularly  filed 
prior  to  9:00  a.  m.,  January  24.  1949,  and 
are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  ef- 
fective upon  the  date  It  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  April  8,  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  ap- 
plication as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  April  8.  1949,  to  the  close  of 
business  on  July  7,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  9:00  a.  m.,  Janu- 
ary 24,  1949,  to  the  close  of  business  on 
April  8.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  July  8,  1949. 

(a»  Advance  period  for  simultaneous 
nonpreference  filings  from  9:00  a.  m., 


Thursday,  February  17,  1949 

January  24. 1949,  to  the  close  of  business 
on  July  8,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west  m  the  Ei^EVaNEVi  Section  16,  and 
north  and  south  in  the  E'/aWVaEi^NEiA- 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  In  the  application  Irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  In  a 
ten -acre  subdivision  Is  embraced  In  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted m  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 

in  paragraph  6.  ,  ^     ,  «.,„ 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  armual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  In  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $25.00 
an  acre,  application  for  which  may  be 
filed  at  or  after  the  expiration  of  one 
year  from  date  the  lease  Is  issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State.  County  or 
municipality  in  which  the  tract  Is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may.  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  Is  issued,  and  are 
also  subject  to  existing  rights-of-way 
for  power  transmission  lines. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office,  Sacramento. 
California. 

L.  T.  HOFFMAN. 

Regional  Administrator. 

|F.    R.   Doc.   49-1205;    Filed.   Feb.    16.    1949; 
8:51  a.  m.l 


FEDERAL  REGISTER 

[Administrative  Order  1814] 
Loan  Annoxtncement 

February  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

North  Dakota  31C  Burke $1,640,000 


ISI.AL] 


Claude  R.  Wickard. 

Administrator. 


IF.   R.   Doc.   49-1253;    Filed.   Feb.    16,    1949; 
8:58  a.  m.| 


[Administrative  Order  1815] 
Loan  Announcement 

February  4.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

lUlnols  44L  CarroU 


Amount 
$310,000 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

[Administrative  Order  1813) 
Loan  Announcement 

February  4,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  ElectrU 
flcatlon  Administration: 
Loan  designation:  Amount 

North  Dakota  30D  Steele $1.  230, 000 

[seal]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.   49-1252;    Filed,   Feb.    16.    1949; 
8:58  a.  m.) 


l SEAL ] 


Claude  R.  Wickard, 
Administrator. 


[F.   R.   Doc.   49-1254;    Filed,    Feb.    1«.    1949; 
8:59  a.  m.l 
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[Administrative  Order  18181 
Loan  Announcement 

February  7,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation: 
Virginia  34S,  T  Lee. 


Loan  designation : 

Oklahoma  2U,  V,  W  Kay. 


Amount 
$570.  000 


[seal]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.   49-1257;    Filed,   Feb.    16,    1949; 
8:59  a.  m.] 


-    •    (Administrative  Order  18161 
Loan  Announcement 

February  7.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Amount 
1470,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.   R.   Doc.   49-1255;    Filed.   Feb.    18.    1949; 
8:59  a.  m.] 


[Administrative  Order  1819] 
LgAN  Announcement 

February  7,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation: 

Kentucky  3P  Jackson. 


[Administrative  Order  1817] 
Loan  Announcement 

February  7,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Mississippi  218  Coahoma. 


[SEALI 


Claude  R.  Wickard, 
Administrator. 


Amount 
$840,000 


[seal]  Claude  R.  Wickard, 

Administrator. 

(F.   R.   Doc.   49-1258;    Filed,   Feb.    18.    1949; 
8:59  a.  m.] 


Amount 
$257, 000 


I 


[Administrative  Order  1820] 
Loan  Announcement 

February  7,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation : 
Indiana  27L  Decatur . 


Amount 
.  $255.  000 


[seal]  Claude  R.  Wickard. 

Administrator. 

I  p.   R.   Doc.    49  1259;    Filed.    Feb.    16.    1949; 
8:59  a.  m.] 


[Administrative  Order  18211 
Loan  Announcement   . 

February  7.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator o:  the  Rural  Electrification 
Administration: 


Loan  designation: 
Missouri  20T  Marlon. 


Amount 
$410,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


[F.   R.   Doc.   49-1256;    Filed,   Feb.   18.    1949; 
8:59  a.  m.] 


[F.   R.   Doc.   49-1260;    Filed.   Feb.    16,    1949; 
8:59  a.  m.] 
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CIVIL  AERONAUTICS  BOARD 

(Docket  No.  SA-1851 

Accident  Occurring  at  Los  Angeles, 
Calif. 

NOTICE  or  HEARING 

In  the  matter  of  investigation  of  acci- 
dent involving  aircraft  of  United  States 
Registry  NC-92812  which  occurred  at  Los 
Angeles.  California,  on  January  21.  1949. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  particularly  section  702  of  said 
act,  in  the  above-entitled  proceeding  that 
hearing  is  hereby  assigned  to  be  held  on 
Wednesday,  February  16.  1949.  at  9:00 
a.  m.  (local  time)  In  Room  4.  Post  Office 
Building.  Arizona  and  Fifth  Street.  Santa 
Monica.  California. 

Dated  at  Washington,  D,  C,  Febru- 
ary 9,  1949. 

[SKALJ  Francis  H.  McAdams. 

Presiding  Officer. 

|P.    R.   Doc.    49-1219:    Filed.   Feb.    16.    1949; 
8:55  a.  m.j 


(Docket  No.  SA-1861 
Accident  Occurring  at  Homer,  Alaska 

NOTICE  OF  hearing 

In  the  matter  of  investigation  of  acci- 
dent involving  Aircraft  of  United  States 
Registry  NC-91006  which  occurred  at 
Homer  ."Alaska,  on  January  20.  1949. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act.  In  the  above-entitled  proceeding  that 
hearing  Is  hereby  assigned  to  be  held  on 
Wednesday,  February  23.  1949.  at  9:00 
a.  m.  (local  time)  at  the  American  Legion 
Hall,  Anchorage,  Alaska. 

Dated  at  Washington,  D.  C,  February 
9,  1949. 

[sXALl  Francts  H.  Mc Adams, 

Presiding  Officer. 


|P.   R.   Doc.    49-1220:    Filed.   Feb.    16, 
8:55  a.  m.l 


1948; 


(Docket  No.  85111 

Florida  Airways.  Inc. 

notice  of  oral  argument 

In  the  matter  of  the  application  of 
Florida  Airways.  Inc..  for  an  extension  of 
the  duration  of  Its  temporary  certificate 
of  public  convenience  and  necessity  for 
route  No.  75  so  that  It  will  have  three 
full  years  of  actual  operations. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  oral  argument  In  the 
above-entitled  matter  Is  assigned  to  be 
held  on  February  21.  1949.  at  10:00  a.  m.. 
eastern  standard  time.  In  Room  5042 
Commerce  Building.  14th  Street  and 
Constitution  Avenue  NW..  Washington. 
D.  C.  before  the  Board. 

Dated  at  Washington.  D.  C,  February 
10.  1949. 


NOTICES 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

IF.   B.    Doc.    4^-1221;    Piled.   Feb.    16,    1949; 
8:55  a.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Nos.  8967.  8988 [ 

FouLKROD  Radio  Engineering   Co.   and 
Independence  Broadcasting  Co. 

notice  of  oral  argument     ' 

Beginning  at  10:00  o'clock  a.  m.  on 
Monday.  February  21.  1949.  the  Com- 
mission win  hear  oral  argument  on  the 
following  listed  proceeding.  The  said 
oral  argument  will  be  held  In  Room  6121 
of  the  offices  of  the  Commission  at  Wash- 
ington. D.  C. 

Docket  No.  8987,  WTEL.  Foulkrod  Radio 
Engineering  Co.,  Philadelphia,  Pa.:  Order  to 
show  cause. 

Ehxket  No.  8988.  WHAT,  Independence 
Broadcasting  Co.,  Philadelphia,  Pa.:  Order 
to  show  cause. 

Adopted:  February  10,  1949. 

Federal  Communications 
^  Commission, 

[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.   Doc.    49-1233;    Piled,    Feb.    16.    1949; 
8:56  a.  m.J 


(Docket  No.  9070] 

Highlands  Broadcasting  Co. 

order  designating  appucation  for 
hearing 

In  re  application  of  Henry  L.  Jollay, 
Ernest  R.  Baker,  H.  B.  Craven  and  Ed- 
ward Hastl,  a  partnership,  d/b  as  The 
Highlands  Broadcasting  Company,  Se- 
brlng,  Florida,  Docket  No.  9070,  File  No. 
BF-5925;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington,  D.  C.  on  the  9th  day  of 
February  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
for  permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1340  kc,  with  100  watts  power,  un- 
limited time,  in  Sebrlng,  Florida; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application  be 
designated  for  hearing  at  a  time  and 
place  to  be  specified  by  subsequent  order 
of  the  Commission,  upon  the  following 
Issues : 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  In- 
volve objectionable  interference  with 
Station  WTAN,  Clearwater,  Florida,  or 
with  any  other  existing  broadcast  sta- 


tions and.  If  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
papulations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve  ob- 
jectionable Interference  with  the  services 
proposed  In  any  other  pending  applica- 
tions for  broadcast  facilities  and,  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered.  That  Clearwater 
Broadcasters,  Incorporated,  licensee  of 
Station  WTAN,  Clearwater,  Florida,  be 
made  a  party  to  this  proceeding. 


[SEALl 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


(F.    R.    Doc.    49-1237;    Filed.   Feb.    16,    1949; 
8:56  a.  m  ( 


(Docket  No.  9147] 
Wheeling  Broadcasting  Co. 

ORDER  designating  APPLICATION  FOR 
HEARING 

In  re  application  of  Erlln  L.  Freeman, 
Kenneth  H.  Forney  and  Glen  A.  Forney, 
doing  business  as  Wheeling  Broadcasting 
Company,  Wheeling.  West  Virginia. 
Docket  No.  9147.  File  No.  BP-6775;  for 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
In  Washington,  D.  C,  on  the  9th  day  of 
February  1949. 

The  Commission  having  under  consid- 
eration a  petition  and  supporting  engi- 
neering affidavit,  filed  December  13, 1948. 
by  Julian  Louis  Llebman.  licensee  of  Sta- 
tion WKIN.  Kittannlng.  Pennsylvania, 
that  the  above-entitled  application  of 
Wheeling  Broadcasting  Company,  also 
under  consideration  by  the  Commission, 
requesting  a  permit  to  construct  a  new 
standard  broadcast  station  to  operate  on 
the  frequency  1600  kilocycles  with  a 
power  of  500  watts,  daytime  only,  at 
Wheeling,  West  Virginia,  be  designated 
for  hearing  and  that  the  petitioner  be 
made  a  party  thereto; 

It  is  ordered.  That  the  said  petition  of 
Julian  Louis  Llebman,  be.  and  It  is  hereby 
granted;  and  that,  pursuant  to  sec- 
tion 309  <a)  of  the  Communications 
Act  of  1934.  as  amended,  the  said  appli- 
cation of  Wheeling  Broadcasting  Com- 
pany be.  and  it  Is  hereby  designated  for 
hearing  at  a  time  and  place  to  be  desig- 
nated by  subsequent  order  of  the  Com- 
mission, upon  the  following  Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 


Thursday,  February  17,  1949 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve  ob- 
jectionable interference  with  station 
WKIN.  Kittannlng.  Pennsylvania  or  with 
any  other  existing  broadcast  stations 
and.  If  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  interference  with  the  serv- 
ices proposed  In  any  other  pending  ap- 
plications for  broadcast  facilities  and.  If 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered.  That.  Julian  Louis 
Llebman.  licensee  of  Station  WKIN. 
Kittannlng.  Pennsylvania,  be.  and  he  Is 
hereby,  made  a  party  to  the  proceeding. 


[seal! 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


(P.   R.   Doc.   49-1236;    Filed,   Feb.    16.    1949; 
8:56  a.  m.] 


(Docket  Noa.  9227,  9228] 

Matheson  Radio  Co.,  Inc.  (WHDH)  et  al. 

order  continuing  hearing 

In  re  petitions  of  Matheson  Radio 
Company,  Inc.  (WHDH>,  Boston  Massa- 
chusetts, Docket  No.  9227;  and  National 
Broadcasting  Company,  Inc.  (KOA), 
Denver  Colorado,  Docket  No.  9228;  for 
reconsideration  of  Commission  action 
granting  the  modification  of  construction 
permit  application  (BMP-3757)  of  Gham- 
plaln  Valley  Broadcasting  Corporation 
(WXKW),  Albany,  New  York;  for  desig- 
nation of  the  said  modification  construc- 
tion permit  application  and  permittee's 
license  application  (BL-3347)  for  hear- 
ing; for  termination  or  modification  of 
authority  for  WXKW  to  conduct  pro- 
gram tests;  and  for  other  relief. 

The  Commission  having  under  consid- 
eration a  joint  petition  filed  February  9. 
1949,  by  Matheson  Radio  Company,  Inc., 
National  Broadcasting  Company,  Inc. 
(KOA).  and  Champlain  Valley  Broad- 
casting Corporation  requesting  a  60-day 
continuance  In  the  hearing  presently 
scheduled  for  March  1.  1949.  at  Wa.sh- 
ington.  D.  C,  in  re  the  above-entitled 
proceeding: 

It  is  ordered.  This  11th  day  of  February 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  in  the  above-entitled 
proceeding  be  continued  to  10:00  a.  m., 
Monday.  May  2.  1949.  at  Washington, 

D.  C. 

Federal  Communications 

Commission, 
tsiALl        T.  J.  Slowie, 

Secretary. 

[F.   R.    Doc.    49-1234:    Filed.   Feb.    16,    1949; 
8:55  a.  m.l 


FEDERAL  REGISTER 

* 

[Docket  No.  9230] 

COSTON-TOMPKINS  BROADCASTING  CO. 

ORDER  DESIGNATING  APPLICATION  FOR 
HEARING 

In  re  application  of  James  Goodrich 
Coston  and  Julian  Lanier  Tomi*ins  tr/as 
Coston-Tompkins  Broadcasting  Com- 
pany. Ironton.  Ohio.  Docket  No.  9230, 
File  No.  BP-6902;  for  construction  per- 
mit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  in 
Washington,  D.  C,  on  the  9th  day  of 
February  1949. 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
which  requests  a  permit  to  construct  a 
new  standard  broadcast  station  to  op- 
erate on  the  frequency  1230  kilocycles, 
with  100  watts  power,  unlimited  time  In 
Ironton,  Ohio; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  application 
be.  and  it  is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designated 
by  subsequent  order  of  the  Commission, 
upon  the  following  issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve 
objectionable  interference  with  any  ex- 
isting broadcast  stations,  and.  if  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  In- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and, 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations  with  par- 
ticular reference  to  the  areas  and  popu- 
lations which  may  be  expected  to  receive 
satisfactory  service. 


Federal  Communications 
Commission, 
[SEAL]         T.  J.  Slowie. 

Secretary. 

[F.   R.   Doc.   49-1238;    Filed,   Feb.   16,    1949; 
8:56  a.  m.] 


(Docket  Nos.  8691,  8692,  9231) 

Hico  Broadcasters  et  al. 

order  designating  application  for  con- 
solidated HEARING  ON  STATED  ISSUES 

In  re  applications  of  E.  Harold  Munn 
tr/as  Hico  Broadcasters,  Jonesville, 
Michigan,  Docket  No.  9231,  File  No.  BP- 
6889;    Detroit    Broadcasting    Company 
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(WJBK) ,  Detroit,  Michigan,  Docket  No. 
8691,  File  No.  BP-6235;  James  Gerity,  Jr., 
tr/as  The  Adrian  Broadcasting  Com- 
pany (WABJ),  Adrian.  Michigan. 
Docket  No.  8692;  File  No.  BP-6251;  for 
construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices 
In  Washington,  D.  C,  on  the  9th  day  of 
February  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
E.  Harold  Munn  tr/as  Hico' Broadcasters 
for  authorization  to  construct  a  new 
standard  broadcast  station  at  Jonesville, 
Michigan  to  operate  on  1480  kilocycles 
with  a  power  of  500  watts,  daytime  only; 
and 

It  appearing.  That  the  Commission  on 
December  18,  1947,  designated  for  hear- 
ing  in   a   consolidated   proceeding   the 
above-entitled  applications  of  the  De- 
troit Broadcasting  Company,  licensee  of 
Station  WJBK,  Detroit,  Michigan,  for  a 
construction  permit  to  change  facilities 
from  1490  kc,  250  watts,  unlimited  time 
to  1500  kc,  25  kw  day,  10  kw  night,  using 
directional  antenna  day  and  night,  un- 
limited time,  and  James  Gerity,  Jr.,  tr/as 
The  Adrian  Broadcasting  Company  (for- 
merly   Gall    D.    Grlner    and   Alden   M. 
Cooper  db/as  The  Adrian  Broadcasting 
Company  change  authorized  by  the  Com- 
mission's grant  of  BAL-648.  January  8, 
1948)  licensee  of  Station  WABJ.  Adrian, 
Michigan,  for  a  construction  permit  to 
change  facilities  from  1500  kc.  250  watts, 
daytime,  only  to  1490  kc.  250  watts,  un- 
limited time;  and  that  said  hearing  is 
presently  scheduled  to  begin  in  Wash- 
ington. D.  C  on  April  25.  1949; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
of  Hico  Broadca.sters  is  designated  for 
hearing  in  the  aforementioned  consoli- 
dated proceeding,  at  the  time  and  place 
aforesaid,  upon  the  following  issues : 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
applicant  to  construct  and  operate  the 
station  proposed  for  Jonesville.  Michi- 
gan. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
(or  lose)  primary  service  from  the  opera- 
tion of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve 
objectionable  interference  with  any 
other  existing  broadcast  stations,  and  If 
SO,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

5.  To  determine  whether  the  operation 
*  of  the  proposed  station  would  Involve  ob- 
jectionable interference  with  the  services 
proposed  In  the  pending  application  of 
WABJ.  Adrian.  Michigan,  in  any  other 
pending  applications  for  broadcast  fa- 
cilities and.  if  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
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other  broadcast  service  to  such  areas  and 
populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  the  overlap,  if  any. 
that  will  exist  between  the  service  areas 
of  the  proposed  station  and  of  the  sta- 
tion recently  authorized  to  Twin  Valley 
Broadcasters.  Inc.  at  Coldwater.  Michi- 
gan, the  nature  and  extent  thereof,  and 
whether  such  overlap,  if  any.  Is  in  con- 
travention of  i  3.35  of  the  Commissions 
rules. 

8.  To  determine  on  a  comparative  basis 
which.  If  either,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  December  18,  1947, 
designating  the  Adrian  Broadcasting 
Company  and  the  Detroit  Broadcasting 
Company  for  hearing,  is  amended  to  In- 
clude issue  8  as  stated  above. 

Federal  CoMMxmiCATiONS 
Commission, 
[seal]  T.  J.  SLOWIl, 

Secretary. 

I  P.    R.   Doc.   49-1235;    Piled,    Peb.    16,    1849; 
8:56  a.  m.| 


WINX 

FtTBLIC    NOTICE    CONCERNING    PROPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  January  17.  1949  there  was  filed 
with  it  an  application  (BAPI^44)  for  Its 
consent  under  section  310  <b>  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WINX,  in- 
struments of  authorization  for  two  syn- 
chronous transmitters,  and  develop- 
mental broadcast  station  W3XOT  from 
WINX  Broadcasting  Company  to  Wil- 
Ham  A.  Banks.  The  proposal  to  assign 
arises  out  of  a  contract  of  January  7, 
1949  pursuant  to  which  WINX  Broad- 
casting Company  proposes  to  transfer  to 
William  A.  Banks  the  properties  and 
equipment  of  said  stations  as  described 
In  the  application  and  associated  docu- 
ments, for  a  consideration  of  $130,000 
payable  in  csish  on  the  closing  date  speci- 
fied in  the  contract.  The  agreement 
further  provides  for  the  assignment  to 
and  assumption  by  William  A.  Banks  of 
certain  leases,  specified  contracts,  etc., 
upon  the  conditions  and  for  the  purposes 
therein  specified-.  Further  information 
as  to  the  arrangements  may  be  found 
with  the  application  and  associated  pa- 
pers which  are  on  file  at  the  offices  of 
the  Commission  in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  4,  1949  that  start- 
ing on  February  3,  1949  notice  of  the 
filing  of  the  application  would  be  In- 


'  Section   1321,  Part   1,  Hulea  of  Practice 
and  Procedure. 


NOTICES 

serted  in  the  Washington  Post,  a  news- 
paper of  general  circulation  at  Wash- 
ington. D.  C.  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  3. 1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Cot iMtm; cations 
Commission, 

[SEALl  T.    J.    SLOWIE. 

Secretary. 

(P.    R.    Doc.    49-1239;    Piled,    Peb.    16.    1949; 
8:56  a.  m.l 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-11511 

Southern  Natural  Gas  Co. 

NOTICE  or  findings  and  order  issuing  cer- 
tificate OF  public  convenience  and 
necessity 

February  11,  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 11.  1949.  the  Federal  Power  Commis- 
sion Issued  its  findings  and  order  entered 
February  10.  1949.  Issuing  certificate  of 
public  convenience  and  necessity  in  the 
above-designated  matter. 

[siAL]  Leon  M.  Fuquay, 

Secretary. 

fP.    R.   Doc.   49-1222:    Piled,   Peb.    16.    1949; 
8:56  a.  m  | 

FEDERAL    TRADE    COMMISSION 

(Docket  No.  5526 1 
E.  I.  Du  Pont  de  Nemours  L  Co.,  Inc. 

ORDER  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in  the 
city  of  Washington,  D.  C,  on  the  9th  day 
of  February  A.  D.,  1949. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  William  L.  Pack,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  appoint- 
ed to  take  testimony  and  receive  evidence 
In  this  proceeding  and  to  perform  all 
other  duties  authorized  by  law; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday.  March  28,  1949,  at  two 
o'clock  in  the  afternoon  of  that  day 
(e.  s.  t.).  In  Room  332.  Federal  Trade 
Commission  Building,  Washington,  D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  Is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimohy  and  evidence  and,  after  all 


intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve 
on  the  parties  at  Issue  a  recommended 
decision  which  shall  Include  recommend- 
ed findings  and  conclusions,  as  well  as 
the  reasons  or  basis  therefor,  upon  all  the 
material  Issues  of  fact.  law.  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recommended  order:  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 

By  the  Commission. 

[ SEALl  D.  C.  Daniei. 

Secretary. 

[P.   R.   Doc.   49^1216;    Piled.    Feb.    16.    1949; 
8:53  a.  m.] 


I  Docket  No.  5528] 

Fir  Door  Institute  et  al. 

ORDER  appointing  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING  TES- 
TIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In 
the  city  of  Washington,  D.  C.  on  the  7th 
day  of  February  A.  D.  1949. 

In  the  matter  of  Fir  Door  Institute,  a 
corporation;  and  N.  O.  Cruver.  Herman 
Snider,  A.  C.  Peterson.  Charles  E.  Devlin, 
and  Frank  P.  Borden,  all  Individually 
and  as  officers  of  Fir  Door  Institute; 
Acme  Door  Company,  a  corporation; 
Buflelen  Lumber  L  Manufacturing  Com- 
pany, a  corporation;  Harbor  Plywood 
Corporation,  a  corporation;  M  &  M  Wood 
Working  Company,  a  corporation:  Mon- 
arch Door  ti  Manufacturing  Company,  a 
corporation;  Northwest  Door  Company, 
a  corjwratlon :  Robinson  Manufacturing 
Company,  a  corporation;  The  Wheeler, 
Osgood  Company,  a  corporation;  Simp- 
son Logging  Company,  a  corporation; 
Weyerhaeu.ser  Timber  Company,  a  cor- 
poration; Crawford  Door  Company,  a 
corporation;  and  Wallace  E.  Difford.  an 
Individual. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re-, 
celpt  of  evidence,  and  pursuant  to  au- 
thority   vested    In    the    Federal    Trade 
Commission, 

It  is  ordered.  That  Clyde  M.  Hadley,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law ; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday.  May  2,  1949,  at  ten 
o'clock  in  the  forenoon  of  that  day 
(P.  s.  t.).  in  Room  117.  Federal  Office 
Building.  First  Avenue  and  Marion 
Street.  Seattle.  Washington. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  Is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and, 
after  all  intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  Issue  a 
recommended  decision  which  shall  in- 


Thursday,  February  17,  1949 

elude  recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issdes  of 
fact,  law.  or  discretion  presented  on  the 
record,  and  an  appropriate  recommended 
order;  all  of  which  shall  become  a  part 
of  the  record  in  said  proceeding. 

By  the  Commission. 


[seal] 


D.  C.  Daniel, 

Secretary. 

[P.    R.    Doc.   49-1217;    Filed,    Feb.    16,    1949; 
8:53  a.  m.) 


[Docket  No.  5529] 


Douglas  Fir  Plywood  Assn.  et  al. 

ORDER     appointing     TRIAL     EXAMINER     AND 

fixing    time    and    place    for    taking 
testimony 


At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  ofiBce  in 
the  city  of  Wasnington,  D.  C,  on  the  7th 
day  of  February  A.  D.  1949. 

In  the  matter  of  Douglas  Fir  Plywood 
Association;      and     Herman     Tenzler, 
Charles  E.  Devlin,  and  Harrison  Clark,  all 
Individually,  and  as  officers  of  the  Doug- 
las Fir  Plywood  Association;  and  E.  W. 
Daniels.  R.  E.  Seeley.  N.  O.  Cruver.  Ar- 
nold Koutonen.  H.  E.  Tenzler.  Frost  Sny- 
der, B.  V.  Hancock.  T.  B.  Malarkey.  and 
C.  E.  Devlin,  all   individually,  and   as 
members  of  the  management  committee 
of  the  Douglas  Fir  Plywood  Association: 
and  Douglas  Fir  Plywood  Information 
Bureau,  a  voluntary  organization;  and 
Associated  Plywood  Mills,  Inc..  BufTelen 
Lumber  k  Manufacturing  Company,  a 
corporation,  Coos  Bay  Lumber  Company, 
a  corporation,  Elliott  Bay  Mill  Company, 
a  corporation,  Eugene  Plywood  Company, 
a  corporation.  Harbor  Plywood  Corpora- 
tion, M  «i  M  Woodworking  Company,  a 
corporation.  Northwest  Door  Company, 
a  corporation.  Olympia  Veneer  Company, 
a  corporation.  Oregon-Washington  Ply- 
wood Company,  a  corporation.  Pacific 
Plywood  Corporation,  United  States  Ply- 
wood Corporation.  Vancouver  Plywood 
&  Veneer  Company,  a  corporation,  Wash- 
ington Veneer  Company,  a  corporation. 
West  Coast  Plywood  Company,  a  corpora- 
tion, and  The  Wheeler.  Osgood  Company, 
all  individually  and  as  members  of  the 
Douglas  Fir  Plywood  Association;   and 
Aberdeen    Plywood    Coi-poration,    Ana- 
cortes  Veneer,  Inc..  Bellingham  Plywood 
Corporation,  Cascades  Plywood  Corpora- 
tion, NIcolal  Plywood  Company,  a  cor- 
poration, Olympic  Plywood  Company,  a 
corporation.  Oregon  Plywood  Company. 
a  corporation.  Peninsula  Plywood  Cor- 
poration.  Puget   Sound   Plywood,   Inc.. 
Robinson    Manufacturing    Company,    a 
corporation.  St.  Paul  &  Tacoma  Lumber 
Company,  a  corporation.  Simpson  Log- 
ging Company,  a  corporation.  Simpson 
Indastries.  Eslie  Q.  Walton  an(l  E.  D. 
Walton,  partners  trading  as  Walton  Ply- 
wood Company.  Western  Door  &  Plywood 
Corporation,    and    Springfield    Plywood 
Corporation,  all  individually,  and  as  sub- 
scribers to  the  Douglas  Fir  Plywood  Cor- 
poration; and  Pacific  Mutual  Door  Com- 
pany, a  corporation,  Smith-Wood  Prod- 
ucts. Inc.,  Weyerhaeuser  Timber  Com- 
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pany.   a   corporation,   and   Wallace   E. 
Difford. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the 
receipt  of  evidence,  and  pursuant  to 
authority  vested  in  the  Federal  Trade 
Commission, 

It  is  ordered,  That  Clyde  M.  Hadley. 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday.  March  21,  1949,  at  ten 
o'clock  In  the  forenoon  of  that  day 
(P.  s.  t),  in  Room  117,  Federal  Office 
Building,  First  Avenue,  and  Marlon 
Street,  Seattle.  Washington. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence  and. 
after  all  intervening  procedure  as  re- 
quired by  law,  wiU  close  the  case  and 
make  and  serve  on  the  parties  at  Issue  a 
recommended  findings  and  conclusions 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  issues  of  fact,  law, 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  In  said  proceeding. 


By  the  Commission. 

[SEAL]  D.  C.  Daniel. 

Secretary. 

[P.  R.   Doc.   49-1218;    Filed,   Feb.    16,    1949; 
8:55  a.  m.] 


721 

D.  C.  At  any  time  after  February  18, 
1949,  said  application,  as  filed  or  as 
amended,  may  be  granted  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
as  promulgated  under  the  act.  or  the 
Commission  may  exempt  such  transac- 
tion as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein .  proposed, 
which  is  summarized  as  follows: 

Applicant  states  that  he  is  an  affili- 
ate of   Southern   Union   Gas  Company 
(•'Southern"),  as  that  term  is  defined  in 
section  2  (a)  (11)  (A)  of  the  act.  by  rea- 
son of  his  ownership  of  96,309  shares  or 
8.96%  of  Southern's  outstanding  voting 
securities,  including  shares  held  outright 
and  shares  held  indirectly  through  appli- 
cant's equity  Interest  in  one  or  more 
stockholders     of     Southern.    Applicant 
proposes   to   acquire,   directly   or   indi- 
rectly, warrants  entitling  him  to  sub- 
scribe, directly  or  indirectly,  for  not  to 
exceed  9.630.9  shares  of  additional  com- 
mon stock  to  be  Issued  by  Southern  pro 
rata  to  its  stockholders,  and  through  the 
exercise  of  such  warrants  to  acquire,  di- 
rectly or  Indirectly.  9.630  shares  of  such 
additional  common  stock  at  $12.50  per 
share.    Applicant  also  proposes  to  ac- 
quire, directly  or  indirectly,  additional 
shares,  if  any,  which  the  warrants  au- 
thorize to  be  subscribed,  subject  to  allot- 
ment, and  which  are  in  fact  allotted 
thereunder. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.    R.   Doc.    49-1224;    Filed,    Feb.    16.    1949; 
8:56  a.  m.\ 


SECURITIES  AND  EXCHANGE 
COMMISSION 

jFUe  No.  70-2051] 

John  Dabney  Murchison 
notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C. 
on  the  nth  day  of  February  1949. 

Notice  Is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  John  Dab- 
ney Murchison.  Applicant  has  desig- 
nated sections  9  (a)  (2)  and  10  of  the 
act  as  applicable  to  the  proposed  trans- 
action. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  Febru- 
ary 18.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest  and  the  Issues  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25, 


[File  Nos.  59-93,  70-1804] 

Arkansas  Natural  Gas  Corp.  et  al, 

notice  and  order  instituting  proceedings 

and  ORDER  CONSOLIDATING  PROCEEDINGS 

At  a  regular  session  of  the  Securities^ 
and  Exchange  Commission  held  at  its  of- 
fice in  the  city  of  Washington,  D.  C,  on 
the  9th  day  of  February  A.  D.  1949. 

In  the  matter  of  Arkansas  Natural  Gas 
Corporation  and  Its  subsidiaries  and 
Cities  Service  Company,  respondents.  File 
Nos.  59-93,  70-1804. 

The    Commission    having    examined, 
pursuant  to  sections  11  (a>,  18  (a),  and 
18  (b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  the  corporate  structure 
of   Arkansas  Natural   Gas   Corporation 
("Arkansas-Natural") ,  a  registered  hold- 
ing company,  and  its  subsidiary  com- 
panies, the  relationships  among  the  com- 
panies in  the  holding  company  system 
of  said  Arkansas-Natural,  the  character 
of  the  Interests  thereof  and  the  proper- 
ties owned  or  controlled  thereby,  the  re- 
lationship  of   Cities   Service   Company 
("Cities"),   a    registered    holding   com- 
pany, to  Arkansas-Natural  and  the  na- 
ture of  Cities  Interests  in  Arkansas-Nat- 
ural to  determine  the  extent  to  which  the 
corporate  structure  of  such  holding  com- 
pany system  and  the  companies  thereia 
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may  be  simpllfled.  unnecessary  complexi- 
ties therein  eliminated  and  voting  power 
fairly  and  equitably  distributed  among 
the  holders  of  securities  thereof;  said 
examination,  together  with  data  in  the 
ofllcial  files  of  the  Commission,  having 
disclosed  information  establishing  or 
tending  to  establish  the  following: 

A.  1.  Arkansas-Natural  is  a  corpora- 
tion organized  under  the  laws  of  Dela- 
ware and  maintains  offices  In  Shreve- 
port.  Louisiana.  Arkansas-Natural  is  a 
subsidiary  of  Cities  and  is  itself  a  regis- 
tered holding  company  within  the  mean- 
ing of  section  2  <a)  (7)  of  the  Public 
Utility  Holding  Company  Act  of  1935, 
having  registered  on  April  22.  1938. 
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2.  Cities,  a  corporation  organized  un- 
der the  laws  of  Delaware,  is  a  holding 
company  within  the  meaning  of  section 
2  (a>  (7)  of  the  act  and  registered  as  a 
holding  company  on  January  29,  1941. 
Cities  owns  approximately  40%  of  the 
preferred  stock,  75%  of  the  common 
stock,  and  25%  of  the  Class  A  common 
stock  of  Arkansas-Natural. 

3.  The  names  of  the  companies  com- 
prising the  holding  company  system  of 
Arkansas-Natural  (the  relationship  be- 
ing indicated  by  an  indent ation>.  the 
States  of  Organization,  businesses,  and 
percentage  of  voting  securities  owned  by 
the  system  are  shown  in  the  following 
table: 


Thursday,  February  17,  1949 


Tablk  I 


Name  of  company 


SUte  of  organixation 


Arkansa.*  Natural  Gas  Corp 

ArkanMS  Louisiana  (}as  Co 

Qm  Advisers,  Inc 

Aricanais  Fuel  Oil  Co 

Arkan.<ut.s  Pipeline  Corp 

Granite  State  Oil  Co 

Arkana  Traasit  Corp 

The  Venn  VVyo  Tnist 

The  Columbai  Oil  Co 

The  I'hebus  Oil  Co 

Petroleum  A'lviscr-J,  Inc 

Lisbon  Oajwtline  Co.,  Inc 

Transark  Oil  A  Oas  Co 


Delaware 

...do 

...do 

W«l  VirRlnJa. 

Pela»-»re 

Florida 

Delaware..... 

Tru-st 

Colorado 

do — 

New  Jersey 

Arkansax 

Delaware 


Type  of  business 


Holdinp  company 

fla.«  utility  

Mutual  Service  Co. 

Petroleum  and  its  products 

Common  carrier  oil  pipe  line 

Market infc  of  )iet,rolcum  products... 

Common  currier  oil  pipe  line 

Hoklini!  company ... 

Oil  production 

'  MuUial  i=ierv{ce  Co 

Natural  p»soline  production 

Natural  f»s  production 


Percent 
of  voting 
•  power 


1(» 
38 
KW 
1(0 
100 
SO 
I 

ino 

100 
17. 
H) 
80 


22.25 


30 


•  Represents  percent  of  ownership. 

4   The  corporate  and  consolidated  capitalization  and  surplus  of  Arkansas-Natural, 
as  shown  by  its  balance  sheet  as  at  February  29,  1948,  are  set  forth  below: 

T.\BL£   II 


Capitalisation  and  surplus  long-term  debt ----  — 

Preferred  slock-$10  par  value  0  percent  curaulative- 

2.1H7,fi«6  shares -  - , 

RfMTve  to  providef  or  exchaDpe  of  stock  of  predecessor 


Corporate  basis 


Consolidated 


Amount 


j-ompany - — v  ,^.'.^." "  u" 'JJ.' 

Clas.<!  A  common  stock— no  par  value— 3,522,271  shares 

stated  :it  tl  per  share - i  ■--.-;■ 

Common  stock-no  par  vlaue— 4,080,716  shares,  stated  at 

'$1  per  share - 

Reserve  to  provide  for  exchance  of  stock  of  predeces.«or 

eoDiiMiny - - 

Capital  Nirplus - • 

Earned  surtilus  of  mergred  companieB  ftt  date  of  merger.. . 
EariiK^l  surplus 


Total  class  A  common  and  common  stocks. 
Total  capitalitation  and  suri)lus 


$21,876,900 

2,305 

3.  S22, 271 

4,(»0,716 

232 

22,  iOr,.  M2 
3,W5,.1K5 
S,5.W,«i7 


Percent  of 

total 


35.63 


6.74 
&«5 


36.49 
6.44 
9.05 


Amount 


Percent  of 

U>tal 


$16,064,063 

21.876,960 

2,305 

3,522,271 

4.a6a716 

232 

22.  406.  R.12 

3.955.3IS5 

38.800,621 


39,523,131 


M.37 


61,402,398 


100.00 


62.7a>.M7 


15.05 

a  72 


3.50 
4.05 


22.25 

XV-i 

28. 6U 


62.33 


100, 70S,  409 


100.00 


5.  The  preferred  stock  of  Arkansas- 
Natural  is  not  entitled  to  vote  except 
when  dividends  are  in  default  for  a  full 
twelve  months*  period,  under  which  cir- 
cumstances this  class  has  the  right  to 
elect  a  majority  of  the  board  of  directors 
and  Is  entitled  to  one  vote  per  share  with 
respect  to  all  other  matters.  In  the 
event  of  liquidation  each  share  of  pre- 
ferred stock  is  entitled  to  par  value  plus 
accumulate*  and  unpaid  dividends  be- 
fore any  payments  may  be  made  on  the 
common  stock  and  Class  A  common 
stock.  Upon  redemption  each  share  of 
preferred  stock  is  entitled  to  par  value 
plus  accumulated  unpaid  dividends  to- 
gether with  an  amount  equal  to  6%  of 
the  par  value  of  such  shares. 

6.  The  rights  of  the  holders  of  the 
common  stock  and  of  the  Class  A  com- 
mon stock  are  identical  in  all  respects 
except  that  the  holders  ol  the  Class  A 


common  stock  have  no  voting  rights  un- 
der any  circumstances.  The  common 
stock  has  the  sole  voting  right,  except  in 
the  event  of  default  of  dividends  on  the 
preferred  stock  as  noted  above.  In  which 
event  the  common  stock  has  the  right 
to  elect  a  minority  of  the  board  of  direc- 
tors and  is  entitled  to  one-half  vote  per 
share  with  respect  to  all  other  matters. 

7.  Arkansas -Natural  resulted  from  a 
merger  on  April  1, 1928  of  Arkansas  Nat- 
ural Gas  Company,  Natural  Gas  &  Fuel 
Corporation  and  Industrial  Gas  Com- 
pany. The  latter  two  companies  were 
affiliates  of  Cities. 

The  plant  accounts  of  the  three  merg- 
ing companies,  which  had  been  carried 
on  the  books  of  such  companies  at  an 
aggregate  of  $21,499,146,  were  recorded 
on  the  books  of  Arkansas-Natural  at 
$27,169,121,  Indicating  a  write-up  of 
$5,669,975.    In  addition.  It  appears  that 


substantial  amounts  of  Inflation  had 
been  recorded  In  the  accounts  of  the 
predecessor  companies  prior  to  the 
merger. 

The  inflation  of  $5  669,975  so  recorded 
in  the  plant  accoufit  was  also  reflected 
In  the  capital  structure  of  Arkansas-Nat- 
ural through  the  issuance  of  additional 
securities  at  the  time  of  the  merger. 

At  the  time  of  the  merger,  Arkansas- 
Natural  also  acquired  certain  oil  and 
gas  leases  and  acreages  from  Empire  Oil 
and  Refining  Company,  an  affiliate  of 
Cities.  In  consideration  for  the  is.suance 
of  $750,000  par  value  of  preferred  stock 
and  $298,846  stated  value  of  common 
stock  or  an  aggregate  of  $1,048,846.  The 
cost  of  this  property  to  Empire  Oil  and 
Refining  Company  was  $239,523.  This 
transaction  resulted  in  a  write-up  of 
$809  323  in  the  plant  account  of  Arkan- 
sas-Natural. These  preferred  and  com- 
mon shares  were  subsequently  sold  by 
Empire  Oil  and  Refining  Company  to 
Cities  for  $750,003. 

8.  For  its  interest  in  the  constituent 
companies,  including  the  oil  properties 
of  Empire  Oil  and  Refining  Company. 
Cities  received  $5,350,000  par  value  of 
preferred  stock  and  $2,450,535  of  stated 
value  common  stock  or  an  aggregate  par 
and  stated  value  of  $7,800,535.  The  book 
cost  to  Cities  and  its  affiliates  of  the  se- 
curities and  other  assets  given  to  Arkan- 
sas-Natural In  exchange  for  these  securi- 
ties amounted  to  $2,623,948.  It  appears. 
therefore,  that  of  the  Inflationary  Items 
mentioned  above  apgrepatlng  $6,479,298, 
the  sum  of  $5,176,587  arose  as  a  result  of 
transactions  between  Cities  or  Its  affili- 
ates and  Arkansas-Natural. 

9.  In  March  1929,  the  stockholders  of 
Arkansas -Natural  authorized  the  issu- 
ance of  four  million  shares  of  no  par 
value    (non- voting)    Class    A    common 
stock.     This   stock   was   offered   to   the 
common  stockholders  through  a  rights 
offering  at  $4.00  per  share  on  the  basis  of 
one  share  for  each  four  shares  of  com- 
mon stock  held.     Pursuant  to  this  offer- 
ing 1,021.056.25  shares  of  Class  A  com- 
mon stock  were  Issued  and  Cities  acquired 
its  pro  rata  portion  thereof,  amounting 
to  617,851  shares.    During  1929  an  addi- 
tional 2,501,465  shares  of  Cla.ss  A  com- 
mon stock  were  Issued  and  sold  by  Ar- 
kansas-Natural to  Cities  Service  Securi- 
ties Company    ("Securities  Company") 
through  Henry  L.  Doherty  &  Company, 
both  affiliates  of  Cities,  at  prices  ranging 
from  $4.00  to  $15.00  per  share,  and  were 
distributed  by  Securities  Company  to  the 
public.    Securities  Company  realized  a 
gross  profit  of  approximately  $9,700,000 
in  connection  with  the  marketing  of  this 
Class  A  common  stock  before  deducting 
approximately  $5,400,000  of  selling  and 
other  expenses.    During  the  period  when 
it  was  marketing  the  Class  A  common 
stock.  Securities  Company  engaged  In 
trading  in  the  common  stock  of  Arkan- 
sas-Natural suffered  a  loss  in  this  activity 
of  approximately  $5,800,000.     Thus  Se- 
curities Company  considered  it  suffered  a 
net  loss  of  approximately  $1,500,000  In 
marketing  the  Class  A  common  stock. 
This  was  deducted  from  the  proceeds 
given  to  Arkansas-Natural  from  the  sale 
of  the  Class  A  common  stock.     Giving 
effect  to  these  transactions  Arkansas- 
Natural  received  net  proceeds  of  $21,- 


454,234  from  the  sale  of  the  Class  A  com- 
mon stock  to  Securities  Company  which, 
together  with  the  proceeds  from  the 
rights  offering  In  the  amount  of  $4,- 
084,225,  aggregated  $25,538,459.  Of  this 
amount,  $3,522,521.  or  $1.00  per  share, 
was  recorded  In  the  capital  account  and 
the  balance  of  $22,015,938  was  credited 
to  capital  surplus  account. 

10.  Since  the  common  stock  and  the 
Class  A  common  stock  share  pari  passu 
in  respect  of  assets,  the  common  stock- 
holders as  a  class  received  an  Interest  In 
the  $22,015,938  of  capital  surplus  con- 
tributed by  the  Class  A  common  stock 
and  as  a  result  the  book  value  of  the  com- 
mon stock  was  Increased  from  $2.43  per 
share  to  $4.64  per  share.  By  virtue  of 
its  ownership  of  approximately  75%  of 
the  common  stock  of  Arkansas-Natural. 
Cities  acquired  an  Interest  of  $7,089,324 
in  such  capital  surplus. 

11.  As  indicated  in  paragraphs  7  and  8 
above,  the  inflation  recorded  In  the  ac- 
counts of  Arkansas-Natural  at  date  of 
organization  exceeded  the  stated  value 
of  common  stock  issued  at  that  time. 
There  has  been  no  additional  capital  In- 
vestment by  the  common  stockholders 
since    the    date    of    organization.    The 
Class  A  common  stockholders,  however, 
contributed  approximately  $25,500,000  of 
capital  In  the  form  of  cash.    Notwith- 
standing  this   disproportionate   Invest- 
ment as  between  the  two  classes  of  stock, 
the  sole  normal  voting  rights  have  al- 
ways been  vested  in  the  common  stock. 
Since  the  Class  A  common  stock  and  the 
common  stock  share  pari  passu  In  re- 
spect of  assets  and  earnings.  In  excess 
of  50%  of  the  capital  contributed  by  the 
Class  A  common  stock  as  well  as  the 
earnings  generated  by  such  Investment 
has  accrued  to  the  common  stock.    As  a 
result,  and  by  virtue  of  the  retention  of 
approximately  $5,500,000  of  earnings,  the 
book  Investment  of  the  common  stock 
amounts  to  $21,212,366  and  the  book  In- 
vestment of  the  Class  A  common  stock 
amounts  to  $18,310,767.    Cities,  through 
ownership  of  75%  of  the  common  stock, 
has  an  Interest  of  approximately  $16.- 
000.000  In  the  book  equity  of  the  common 
stock  representing  26%  of  the  total  capi- 
talization and  surplus  and  thereby  exer- 
cises voting  control  of  the  Arkansas-Na- 

.  tural  system  which  has  consolidated  as- 
sets of  $162,471,345. 

12.  No  dividends  were  paid  on  the  pre- 
ferred stock  of  Arkansas-Natural  from 
1933  to  1936  and  arrearages  continued 
until  1945  by  which  time  all  of  the  ar- 
rears had  been  eliminated.    During  the 
period  when  dividends  on  the  preferred 
stock  were  In  arrears,  and  the  preferred 
stock  as  a  class  was  in  control  of  the 
company.  Cities  continued  to  have  voting 
control  of  Arkansas-Natural  by  virtue  of 
the  ownership  of  approximately  40%  of 
the  preferred  stock.    During  the  years 
1931  through  1940.  while  dividends  were 
In   arrears   on   the   preferred   stock   of 
Arkansas-Natural.  Cities  acquired  from 
other  stockholders,  in  the  market  and 
otherwise,   161,810  shares  of  said  pre- 
ferred stock. 

13.  No  dividends  were  paid  on  the  com- 
mon stock  or  on  the  Class  A  common 
stock  of  Arkansas-Natural  since  Its  or- 
ganization in  1928  until  1948  when  two 
quarterly  dividends  of  20  cents  per  share 
No.  32 6 
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were  declared  and  paid  on  each  class 
of  such  stock.  During  this  period  con- 
solidated earnings  were  substantial.  Net 
Income  of  Arkansas-Natural,  after  pre- 
ferred stock  dividend  requirements,  on 
consolidated  and  corporate  bases  for  the 
years  1930  to  1947  and  for  the  twelve 
months  ended  February  29,  1948.  are  set 
forth  below: 


Table  III 


Net  income  after  pre- 
ferred stock  dividend 
requirements 


Year: 

IWW 

1931 

1932 

1933 

1934 

1935 

19;i« 

1937 

193«. 

1939 

1940- 

1941. 

1942 

1943 

1944 

r945 

194ti 

]^7  ^   _. 

12  months  ended  Feb.  29.  HM8 


$685,478 

348. 544 

(241. 5.37) 

634, 639 

193.097 

l,0)«t,971 

3,941,359 

2,985,167 

1,043,614 

1,154,618 

30;f.695 

1,641.663 

1,868,643 

1,501,118 

2, 199.  .S23 

3,t»83,752 

2,974,184 

6,064,758 

7,353,780 


$(834,652) 

(1,746,410) 

(1.360,94«) 

(1.0tM,901) 

(1,072,99(1) 

(1,143,390) 

(704.  4f>2) 

(1,  262,  le.".) 

313,513 

(76, 096) 

4VW.350 

1,6.30.221 

585.038 

1,09.S.578 

1,714,861 

1,627,796 

197.310 

244.240 

2'}4.118 


(    )  Denotes  deficit. 


14.  An  original  cost  study  of  its  plant 
account  made  by  Arkansas  Louisiana 
Gas  Comparvy  ("Arkansas-Louisiana"), 
a  subsidiary  of  Arkansas-Natural,  dis- 
closes that  such  plant  Is  carried  on  the 
books  of  the  company  at  $11,949,299  In 
excess  of  original  cost.  Of  this  excess. 
Arkansas-Louisiana  has  designated  $4.- 
983,232  as  Plant  Acquisition  Adjustments 
(Account  No.  100.5)  and  $6,966,067  as 
Plant  Adjustments  (Account  No.  107). 
It  appears  that  substantially  all  of  this 
excess  relates  to  the  gas  distribution 
property  of  Arkansas-Louisiana. 

15.  In  April  1928  Arkansas-Natural  Is- 
sued $13,000,000  principal  amount  of 
First  Mortgage  6%.  Bortds,  due  April  1, 
1943,  to  Cities  at  90%  of  the  principal 
amount  thereof  and  received  $11,700,000 
in  cash.  These  bonds  were  subsequently 
retired  by  cash  payments  and  by  the  Is- 
suance of  other  debt  securities,  which 
were  also  retired  by  cash  payments.  As 
a  result  of  these  transactions.  Cities  real- 
ized an  Intra-system  profit  consisting  of 
the  original  discount  of  $1,300,000  and 
redemption  and  prepayment  premiums 
in  an  amount  of  $551,349  or  an  aggre- 
gate profit  of  $1,851,349. 

B.  On  the  basis  of  allegations  con- 
tained herein.  It  appears  tentatively  to 
the  Commission  that  there  are  reason- 
able grounds  to  believe  that  the  corpo- 
rate structure  of  Arkansas-Natural  is 
unduly  or  unnecessarily  complex  and 
that  voting  power  is  unfairly  and  In- 
equitably distributed  among  the  security 
holders  of  Arkansas-Natural  in  contra- 
vention of  the  provisions  of  section  11 
(b)  (2)  of  the  act. 

.  It  appearing  to  the  Commission,  in  the 
light  of  the  foregoing  allegations,  that 
It  Is  appropriate  In  the  public  interest 
and  in  the  interest  of  Investors  and  con- 
sumers to  institute  proceedings  with  re- 
spect to  Arkansas-Natural  and  its  sub- 
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sidlarles  and  Cities  under  sections  11 
(b)  (2).  12  (f).  15  (f)  and  20  (a)  of  the 
act.  in  order  to  determine  the  relevant 
facts  as  to  the  organization  and  history 
of  Arkansas-Natural  and  the  relation  of 
atles  thereto  and  to  determine  what 
steps.  If  any.  should  be  taken  by  such 
companies   pursuant   to   said   sections; 

and  ^    ^ 

It  further  appearing  to  the  Commis- 
sion that  much  of  the  evidence  bearing 
on  the  matters  recited  above  and  upon 
the  questions  to  be  determined  herein, 
bears  also  upon  the  matters  to  be  con- 
sidered and  the  Issues  Involved  In  the 
declarations  and  applications  filed  with 
the  Commission  by  Arkansas-Natural 
(File  No.  70-1804).  on  which  hearings 
have  heretofore  been  ordered,  and  that 
said  proceedings  should  be  consolidated 
and  heard  together: 

It  is  hereby  ordered.  That  a  proceed- 
ing be.  and  It  hereby  is.  Instituted  under 
sections  11  (b)  (2).  12  (f).  15  (a)  15 
(f)  and  20  (a)  of  the  act  directed  to 
Arkansas-Natural  and  its  subsidiaries 
and  to  Cities  and  that  such  proceeding 
be  and  It  hereby  is.  consolidated  with 
the  proceeding  under  Commission  File 
No.  70-1804. 

It  is  further  ordered.  That  Arkansas- 
Natural  and  Its  subsidiaries  and  Cities 
file  with  the  Secretary  of  the  Commission, 
on  or  before  March  14.  1949.  their  an- 
swers   in  the  form  prescribed  by  Rule 
U-25  of  the  rules  and  regulations  under 
the  act.  admitting,  denying  or  otherwise 
explaining  their  respective  positions  as 
to  each  of  the  allegations  set  forth  in 
paragraphs    1    to    15   hereof,   inclusive. 
Such  answer  may  also  Include  statements 
by  the  respondents  of  their  views  as  to 
what  action.  If  any.  should  be  taken  to 
eliminate  complexities  in  the  corporate 
structure  of  the  Arkansas-Natural  sys- 
tem and  to  distribute  voting  power  among 
the  security  holders  of  Arkansas-Natural 
fairly  and  equitably  In  accordance  with 
the  provisions  of  section  11  (b)  (2)  of  the 
act  and  what  action  should  be  taken  by 
Arkansas-Natural    and    Its    subsidiaries 
with  respect  to  their  accounts  In  order 
to  conform  to  the  standards  of  section 

15  (f )  of  the  act.  ..^,     ^ 

It  is  further  ordered,  That,  without 
limiting  the  scope  of  the  Issues  presented 
In  the  consolidated  proceeding,  particular 
attention  shall  be  directed,  at  a  hearing 
to  be  set  by  subsequent  order  upon  ap- 
propriate notice,  to  the  following  matters 
and  questions: 

1.  Whether  the  allegations  contained 
in  paragraphs  1  to  15  hereof,  inclusive, 
are  true  and  correct  and  whether  there 
are  any  other  facts  or  circumstances  in 
connection  with  the  organization  and 
history  of  Arkansas-Natural  and  the  re- 
lation of  Cities  thereto  which  are  relevant 
to  a  determination  of  what  action,  if  any, 
is  required  under  section  11  (b)  of  the  act. 

2.  Whether  the  corporate  structure  of 
Arkansas-Natural  unduly  or  unneces- 
sarily complicates  the  structure  of  the 
holding  company  system  of  which  It  is  a 
part,  or  unfairly  or  inequitably  distrib- 
utes voting  power  among  security  holders 
of  the  Arkansas-Natural  system  in  con- 
travention of  section  11  (b)  (2)  of  the  act 
and.  If  so.  what  steps  should  be  required 
of  Arkansas-Natural  and  its  subsidiaries 
and  of  Cities  to  eliminate  such  complex!- 
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ties  and  to  distribute  fairly  and  equitably 
voting  power  among  the  security  holders 
of  Arkansas-Natural. 

3.  Whether  It  Is  appropriate  to  grant 
and  permit  to  become  effective,  In  whole 
or  In  part,  the  application  and  declara- 
tion filed  by  Arkansas-Natural  in  Pile  No. 
70-1804  prior  to  the  determination  of  the 
matters  and  issues  raised  by  the  institu- 
tion of  this  proceeding. 

4.  Whether  It  Is  necessary  In  the  public 
Interest  or  for  the  protection  of  Investors 
or  consumers  to  require  that  Arkansas- 
Natural  and  Its  subsidiaries  and  Cities 
restate  their  plant,  investment,  surplus, 
capital  or  other  accounts  pursuant  to 
section  15  <f)  of  the  act  and  the  rules 
thereunder  so  as  to  segregate,  dispose  of. 
and  eliminate  write-ups  and  Intangibles 
and  make  other  adjustments  in  conform- 
ity with  the  standards  of  the  act. 

It  is  further  ordered.  That  jurisdiction 
be.  and  it  hereby  is.  reserved  to  separate. 
In  whole  or  in  part,  either  for  hearing  or 
for  disposition,  any  Issues  or  questions 
which  may  arise  in  these  proceedings, 
and  to  take  such  other  action  as  may 
appear  conducive  to  an  orderly,  prompt, 
and  economical  disposition  of  the  matters 
Involved. 

Notice  is  hereby  given  of  the  institution 
of  said  proceeding  to  the  above  named 
respondents,  to  the  Public  Service  Com- 
mission of  the  State  of  Arkansas,  and  to 
the  Public  Service  Commission  of  the 
State  of  Louisiana,  the  Railroad  Com- 
mission of  the  State  of  Texas,  the  Fed- 
eral Power  Commission  and  to  all  inter- 
ested persons,  said  notice  to  be  given  to 
Arkansas-Natural,  to  each  of  Arkansas- 
Natural's  subsidiaries,  to  Cities  Service 
Company  and  to  the  above  named  com- 
missions by  registered  mall  and  to  all 
other  persons  by  publication  of  this 
notice  and  order  in  the  Federal  Register. 

By  the  Commission. 

[seAlI  Orval  L.  EmBois. 

Secretary. 

jr.   R.  Doc.  49-1223;    Filed.   Feb.    16.    1949; 
8:56  a.  m.] 
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order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW.  Washington  25. 
D.  C.  At  any  time  after  February  18. 
1949,  said  application,  as  filed,  or  as 
amended,  may  be  granted  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mission may  exempt  such  transaction 
as  provided  in  Rules  U-20  (a)  and  U-100 
thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows: 

Applicant  states  that  he  is  an  af- 
filiate of  Southern  Union  Gas  Comp>any 
("Southern"),  as  that  term  is  defined  in 
section  2  (a)  (11)  <A)  of  the  act.  by 
rea.son  of  his  ownership  of  102,809  shares 
or  9.5%  of  Southern's  outstanding  vot- 
ing securities.  Including  shares  held  out- 
right and  shares  held  indirectly  through 
applicant's  equity  Interest  in  one  or  more 
stockholders  of  Southern.  Applicant 
proposes  to  acquire,  directly  or  indirectly, 
warrants  entitling  him  to  subscribe,  di- 
rectly, or  Indirectly,  for  not  to  exceed 
10.2809  shares  of  additional  common 
stock  to  be  Issued  by  Southern  pro  rata 
to  Its  stockholders,  and  through  the  exer- 
cise of  such  warrants  to  acquire,  di- 
rectly or  indirectly.  10.280  shares  of  such 
additional  common  stock  at  $12.50  per 
share.  Applicant  also  proposes  to  ac- 
quire, directly  or  Indirectly,  additional 
shares,  if  any.  which  the  warrants  au- 
thorize to  be  subscribed,  subject  to  al* 
lotment,  and  which  are  In  fact  allotted 
thereunder. 

By  the  Commission. 

[seal]  Orval  L.  DcBcis. 

Secretary. 

IF.    R.    Doc.   49-1226;    Filed,    Feb.    16.    1949; 
8:56  a.  m.] 


I  File  No.  70-2052] 

Cunt  W.  Murchison.  Jr. 

notice  regarding  nung 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  nth  day  of  February  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  Clint  W. 
Murchison.  Jr.  Applicant  has  desig- 
nated sections  9  (a>  t2)  and  10  of  the 
act  as  applicable  to  the  proposed  trans- 
action. 

Notice  is  further  given  that  any  In- 
terested person  may,  not  later  than  Feb- 
ruary 18,  1949.  at  5:30  p.  m..  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  Interest  and  the  Issues  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notifled  ii  the  Commission  should 


D.  C.  At  any  time  after  Febniary  18, 
1949,  said  application,  as  filed,  or  as 
amended,  may  be  granted  as  provided 
In  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act,  or  the  Com- 
mission may  exempt  such  transaction  as 
provided  In  Rules  U-20  (a)  and  U-100 
thereof. 

All  Interested  persons  are  referred  to 
said  application  which  Is  on  file  In  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Applicant  states  that  he  Is  an  affiliate 
of  Southern  Union  Oas  Company 
("Southern"),  as  that  term  Is  defined  In 
section  2  (a)  (11>  (A)  of  the  act,  by 
reason  of  his  ownership  of  82.697  shares 
or  7.7%  of  Southern's  outstanding  vot- 
ing securities.  Including  shares  held  out- 
right and  shares  held  Indirectly  through 
applicant'.s  equity  Interest  In  one  or  more 
stockholders  of  Southern.  Applicant 
proposes  to  acquire,  directly  or  Indirectly, 
warrants  entitling  him  to  subscribe,  di- 
rectly or  Indirectly,  for  not  to  exceed 
8,269.7  shares  of  additional  common 
stock  to  be  issued  by  Southern  pro  rata 
to  Its  stockholders,  and  through  the  ex- 
ercise of  such  warrants  to  acquire,  di- 
rectly or  Indirectly.  8.269.7  shares  of  such 
additional  common  stock  at  $12.50  per 
share.  Applicant  also  proposes  to  ac- 
quire, directly  or  Indirectly,  additional 
shares.  If  any,  which  the  warrants  au- 
thorize to  be  subscribed,  subject  to  al- 
lotment, and  which  are  In  fact  allotted 
thereunder. 

By  the  Commls.sion. 

[SEALl  Orval  L  DuBois. 

Secretary. 

|F.   B.   Doc.   49-1225;    Filed.    Feb.    16.    1949; 
8:56  a.  m.] 


(File  No.  7(^20551 

WorroRD  Cain 

NOTICE  REGARDING  niING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  nth  day  of  February  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  Wofford 
Cain.  Applicant  has  designated  sections 
9  (a)  (2>  and  10  of  the  act  as  applicable 
to  the  proposed  transaction. 

Notice  is  further  given  that  any  In- 
terested persoH  may,  not  later  than  Feb- 
ruary 18,  1949,  at  5:30  p.  m..  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  Interest  and  the  issues  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notifled  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25, 


(File  No.  70-20561 

Arkansas  Power  &  Light  Co.  and 
Electric  Power  k  Light  Corp. 

NOTICE  or  riLINO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C. 
on  the  nth  day  of  February  A.  D.  1949. 

Notice  Is  hereby  given  that  Electric 
Power  tt  Light  Corporation  ("Electric"), 
a  registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company,  and 
Electric's  utility  subsidiary.  Arkansas 
Power  &  Light  Company  ("Arkansas"), 
have  filed  a  joint  application-declaration 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  and  have  desig- 
nated sections  6  (a)  and  7  of  the  act  and 
Rules  U-62  and  U-65  of  the  rules  and 
regulations  promulgated  thereunder  as 
applicable  to  the  proposed  transactions, 
which  are  summerized  as  follows: 

Arkansas  proposes  to  amend  Its  char- 
ter In  the  following  respects:  (1)  To 
Increase  Its  authorized  common  stock,  of 
the  par  value  of  $12  50  per  share,  from 
2,000,000  shares  to  3.000,000  shares;  (2) 
to  modify  the  present  provision  which 
limits  the  amount  of  unsecured  Indebted- 
ness which  may  be  issued  to  107o  of  the 
sum   of    secured    indebtedness,   capital 
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stock,  and  surplus,  so  as  to  provide  that 
there  shall  be  excluded  from  such  10% 
computation   any  unsecured   Indebted- 
ness of  a  maturity  In  excess  of  ten  years 
in  an  amount  not  exceeding  10%  of  the 
sum    of    secured    Indebtedness,    capital 
stock,    and    surplus,    with   the   further 
limitation  that  unsecured  Indebtedness 
having  an  original  maturity  of  more  than 
ten  years  shall,  when  Its  maturity  be- 
comes less  than  ten  years,  be  regarded 
as  unsecured  debt  of  a  maturity  of  less 
than  ten  years  and  be  Included  as  such 
in  computing  the  10%   ratio  provided 
with  respect  to  such  debt.    The  applica- 
tion-declaration states  that  Electric  as 
the  owner  of  the  outstanding  common 
stock  of  Arkansas  will  vote  Its  stock  in 
favor  of  the  proposed  amendments. 

In  order  to  obtain  the  two-thirds  vote 
of  the  preferred  stockholders  requisite  to 
adoption  of  the  proposal  described  In 
clause  (2)  of  the  preceding  paragraph, 
Arkansas  proposes  to  employ  the  firm  of 
Georgeson  &  Company  to  solicit  proxies 
from  the  preferred  stockholders.  The 
estimated  fees  of  Georgeson  k  Company 
for  these  services  Is  $6,000.  It  Is  further 
stated  that  employees  of  the  company 
will  solicit  proxies  from  the  preferred 
stockholders  residing  in  the  company's 
area  without  any  additional  compensa- 
tion to  such  employees. 

Applicants-declarants  state  that  the 
proposed  charter  amendments  are  neces- 
sary to  provide  flexibility  In  the  powers 
of  the  corporation  so  as  to  enable  Arkan- 
sas to  finance  Its  construction  program 
on  the  most  advantageous  basis.  It  Is 
further  indicated  that  should  the  char- 
ter amendments  become  adopted  Arkan- 
sas will  later  in  the  year  sell  common 
stock  to  Electric  in  the  amount  of  ap- 
proximately $4,000,000,  and  will  Issue  and 
sell  to  the  public  approximately  $8,300,- 
000  In  long-term  debentures. 

Notice  Is  further  given  that  any  Inter- 
ested person  may,  not  later  than  Feb- 
ruary 25.  1949.  at  5:30  p.  m.,  e.  s.  t..  re- 
quest the  Commission  In  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  nature  of  his  interest,  the  reasons  for 
such  request  and  the  issues,  if  any,  of 
fact  or  law  raised  by  said  application- 
declaration  which  he  desires  to  contro- 
vert, or  may  request  that  he  be  noti- 
fied If  the  Commission  should  order  a 
hearing     thereon.     Any     such     request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW.  Washington  25,  D.  C. 
At  any  time  after  February  25.  1949  said 
application-declaration,   as  filed   or   as 
amended,  may  be  granted  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  said  act  or  the  Com- 
mission may  exempt  such  transactions  as 
provided  In  Rule  U-20  (a)  and  Rule  U- 
100  thereof.    All  Interested  persons  are 
referred  to  said  application-declaration 
which  Is  on  file  with  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed. 
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rants,  or  both  such  warrants  and  com- 
mon stock. 


By  the  Commission. 


[.SEAL] 


Orval  L.  DuBois, 
Secretary. 


IF.   R.   Doc.   49-1228;    Filed.    Feb.    16.    1949; 
8:56  a.  m.) 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  nth  day  of  February  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  Lee  Moor. 
Applicant  has  designated  sections  9  (a) 
(2)  and  10  of  the  act  as  applicable  to  the 
proposed  transaction. 

Notice  Is  further  given  that  any  Inter- 
ested person  may,  not  later  than  Feb- 
ruary 18,  1949,  at  5:30  p.  m.,  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  interest  and  the  issues  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest should  be  addressed:   Secretary, 
Securities   and  Exchange  Conunlsslon. 
425  Second  Street  NW..  Washington  25, 
D.  C.     At  any  time  after  February  18, 
1949,   said   application,  as  filed,  or   as 
amended,  may  be  granted  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act,  or  the  Com- 
mission may  exempt  such  transaction  as 
provided  In  Rules  U-20  (a)   and  U-100 
thereof. 

All  Interested  persons  are  referred  to 
said  application  which  Is  on  file  In  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Applicant  states  that  he  is  an  affiliate 
of     Southern     Union     Gas     Company 
("Southern"),  as  that  term  Is  defined  in 
section  2  (a)    (ID    (A)   of  the  act,  by 
reason  of  his  ownership  of  195,819  shares 
or  18  23%  of  Southern's  outstanding  vot- 
ing securities,  including   75.916  shares 
held  as  trustee  for  Betty  Lee  Moor  Mc- 
Gulre  and  1.514  shares  held  as  trustee 
for  Bess  Waskey.    Applicant  also  owns, 
directly  or  indirectly,  other  securities  of 
the  company,  as  follows:  4,553  shves  or 
16  85%  of  its  outstanding  4Vi%  Cumu- 
lative Preferred  Stock.    Applicant  pro- 
poses to  acquire,  directly  or  indirectly, 
warrants  entitling  him  to  subscribe,  di- 
rectly or  indirectly,  for  not  to  exceed 
19.581.9  shares,  including  7,743  shares  as 
trustee  of  additional  common  stock  to 
be  issued  by  Southern  pro  rata  to  Its 
stockholders,  and  through  the  exercise  of 
such  warrants  to  acquire,  directly  or  In- 
directly. 19.581.9  shares  of  such  addi- 
tional  common   stock.   Including    7,743 
shares  as  trustee,  at  $12.50  per  share. 
Applicant  also  proposes  to  acquire,  di- 
rectly or  Indirectly,  additional  shares,  if 
any.  which  the  warrants  authorize  to 
be  subscribed,  subject  to  allotment,  and 
which  are  In  fact  allotted  thereunder. 
Applicant  states  that,  if  desirable,  he 
proposes  to  acquire  as  trustee  for  Betty 
Lee  Moor  McGulre  all  or  any  part  of  the 
warrants  issuable  to  him  In  his  indfvidual 
capacity  pursuant  to  warrant  offering  by 
Southern,  or  the  common  stock  subject 
to  subscription  pursuant  to  such  war- 


By  the  Commission 
[seal] 


Orval  L.  DuBois, 
Secretary. 

(F.   R.    Doc.   49-1227;    Piled,   Feb.    16.    1949; 
8:56    a.    m.) 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AuTHORrrr:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616.  E.  O.  9193. 
July  6.  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945.  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  12755] 
Gallus  Beiser 

In  re-  Trust  u/w  of  Gallus  Beiser,  de- 
ceased. '  File  D-28-12529;  E.  T.  sec.  16734. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  B^xecu- 
tlve  Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

(1)  That  Cuet  Benz  and  Giesela  Benz, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

(2)  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof  in  and  to  the  Trust  cre- 
ated under  the  will  of  Gallus  Beiser.  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

(3 )  That  such  property  is  in  the  proc- 
ess of  administration  by  Otto  William 
Walter,  as  trustee,  acting  tmder  the  ju- 
dicial supervision  of  the  Probate  Court  of 
the  State  of  Ohio.  In  and  for  the  County 
of  Cuyahoga; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1,  1949. 

[SEAL]  David  L.  Bazelow, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1240;    Piled,    Feb.    16,    1949; 
8;57  a.  m.] 
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(Vesting  Order  127671 
■  Prank  Anton  Lighter 

In  re:  Estate  of  Prank  Anton  Lichter. 
deceased.  Pile  No.  D-2a-12427;  E.  T. 
sec.  16647. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended, Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Franz  ZaverDichiser.Wilhelm 
Dichiser.  Rosa  Eple.  nee  Weckenmann. 
Josef  Alois  Weckenmann.  Elizabeth 
Sappe.  nee  Weckenmann.  Karl  Josef 
Weckenmann,  Anna  Marie  Mussbaumer. 
nee  Weckenmann,  Thekla  Theresia  Beck- 
er, nee  Weckenmann.  Maria  Magdelena 
Schafer.  nee  Weckenmann.  Josef  Kuss- 
mann.  Rosa  Hartlieb.  nee  Kussmann, 
Lina  Schneider,  nee  Kussmann.  Frieda 
Stoll,  nee  Kussmann.  Friedrich  Wilhelm 
Kussmann,  Ruth  Kussmann,  Franz  An- 
ton Lichter.  Wilhelm  Lichter.  Anna  Bar- 
bara Lichter.  Maria  Rosa  Zeller.  nee 
Lichter,  Marie  Elizabeth  Lichter,  Johann 
Jakob  Lichter,  Marta  Franziska  Lichter, 
Elizabeth  Gantner,  nee  Lichter,  and  Wil- 
helm Lichter.  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Frank  Anton  Lichter,  de- 
ceased, presently  being  administered  by 
Fred  Bohr.  Independent  Executor. 
R.  F.  D.  #1,  Fairbanks.  Texas. 

is  property  within  the  United  States, 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  SUtes  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

[siALl  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   4»-1185:    Plied.   Feb.    15.    1949; 
8:51   a.  m.l 


NOTICES 

[Vesting  Order  127681 
LiLI  LOGERMANN 

In  re:  Estate  of  Lili  Logermann.  also 
known  as  Lili  Logemann.  deceased.  Pile 
No.  D-28-12396;  E.  T.  sec.  16619. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found : 

1.  That  Emil  Lurssen.  Frieda  Wiebalk. 
Hugo  Ackermann.  Julius  Ackermann  and 
Erich  Ackermann.  whose  last  known  ad- 
dre.ss  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Lili  Logermann,  also 
known  as  Lili  Logemann.  deceased,  is 
property  payable  or  deliverable  to,  or 
claimed  by  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  the  President  and 
Directors  of  the  Manhattan  Company. 
40  Wall  Street.  New  York.  New  York,  as 
Executors,  acting  under  the  Judicial  su- 
pervision of  the  Surrogate's  Court  New 
York  County.  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelok, 

Assistant  Attorney  General, 
Director.  Offlce  of  Alien  Property. 

IF     R.    Doc.   49-1241;    Filed.    Feb.    16.    1949; 
8:57  a.  m.l 


1.  That  WUhelm  Luhmann,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  trust 
created  under  the  will  of  Wilhelmine  L. 
Mohrmann.  deceased,  is  property  pay- 
able or  dehverable  to.  or  claimed  by  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany*; 

3.  That  such  property  is  in  the  process 
of  administration  by  Minnie  L.  Fahnhol?. 
as  executrix  and  trustee,  actinfe  under 
the  judicial  supervision  of  the  Surro- 
gates  Court.  Kings  County.  New  York ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
Identified  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determination.s  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "desig- 
nated enemy  country"  as  used  herein 
shall  have  the  meanings  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Elxecuted  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F    R.   Doc.   49-1186;    Piled,   Feb.    15,    1949; 
e&l  a.  m.J 


(Vesting  Order  12770] 
WitHELMiNE  L.  Mohrmann 

In  re:  Estate  of  and  trust  under  the 
will  of  Wilhelmine  L.  Mohrmann.  de- 
ceased. Pile  No.  D-2a-2300;  E.  T.  sec. 
3111. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 


(Vesting  Order  127711 
Wilhelmine  L  Mohrmann 

In  re:  Estate  of  and  trust  under  the 
will  of  Wilhelmine  L  Mohrmann.  de- 
ceased. Pile  No.  D-28^2300;  E.  T.  sec. 
3111. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Ernest  Luhmann.  Dietrich 
Tledemann.  Christian  Luhmann,  Wil- 
helm Luhmann.  Carl  Mertense.  Ernst 
Mertense.  Conrad  Mertense,  Wilhelm 
Mertense.  Heinrich  Mertense.  Sophia 
Mertense.  Minna  Mertense,  and  Her- 
mann Mertense.  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany); 

2.  That  the  sum  of  $3,375  00  was  paid 
to  the  Allen  Property  Custodian  by  Henry 
Tietjen  and  Minnie  L.  Fahnholz.  as  exec- 


Thursday,  February  17,  1949 

utor  and  executrix  of  the  estate  of  Wil- 
helmine L.  Mohrmann.  deceased; 

3  That  the  said  sum  of  $3,375.00  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  January  20,  1947.  pur- 
suant to  the  Trading  With  the  Enemy  Act 

as  amended;  ^„  „„..  ««  . 

4.  That  the  said  sum  of  $3,375.00  is 
presently  in  the  possession  of  the  Attor- 
ney General  of  the  United  States  and 
was  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of  or  owing  to.  or  which  was  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

5  That  to  the  extent  that  the  persons 
Identified  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

This  vesting  order  is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C,   on 
February  1.  1949. 
For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP    R.   Doc.   4»-1187;    Piled,   Feb.    15,    1949; 
8:61  ft.  m.l 


FEDERAL  REGISTER 

Administrator,  acting  under  the  Judicial 
supervision  of  the  Surrogate's  Court, 
County  of  New  York.  New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
tcrGst 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1,  1949. 
For  the  Attorney  General. 
[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
(P.   R.   Doc.   49-1242:    Filed.   Feb.    16,    1949; 
8:57  a.  ml 
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on  September  24,  1948.  the  national  in- 
terest of  the  United  States  required  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany) 
on  such  date. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

This  vesting  order  Is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C,  on 
January  26.  1949. 
For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.  49-1183;    Filed,   Feb.    15.    1949; 
8:51  a.  m.]    -- 


(Vesting  Order  12772) 
Eduard  Norden 


In  re-  Estate  of  Eduard  Norden,  de- 
ceased. Pile:  P-28-6703;  E.  T.  sec.  12549. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Erwin  Norden  and  Gerda  Nor- 
den-Berger.  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ;  ^        . 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graph 1  hereof  and  each  of  them,  in  and 
to  the  Estate  of  Eduard  Norden,  deceased. 
Is  property  payable  or  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  Ulrich  Norden,  as 


(Vesting  Order  127011 
Emma  Bitnge 


(Vesting  Order  12712] 
Clarissa  E.  Le  Breton 


In  re-  Estate  of  EmmsC  Bunge,  de- 
ceased.   Pile  D-28-11001 ;  E.  T.  sec.  15378. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found : 

1.  That  Mrs.  Emma  (Meyer)  Mayer. 
Miss  Bertha  (Emma)  Bunge,  and  Mr. 
Herman  Bunge.  whose  last  known  ad- 
dress was.  on  September  24,  1948.  Ger- 
many, were  on  such  date  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  sum  of  $20.10  was  paid  to 
the  Attorney  General  of  the  United  States 
by  The  First  National  Bank  of  Chicago, 
and  Herman  Kannenberg,  co-executors 
of  the  estate  of  Emma  Bunge,  deceased; 

3  That  the  said  sum  of  $20.10  was  ac- 
cepted by  the  Attorney  General  of  the 
United  States  on  September  24.  1948, 
pursuant  to  the  Trading  with  the  Enemy 
Act.  as  amended; 

4.  That  the  said  sum  of  $20.10  Is  pres- 
ently In  the  possession  of  the  Attorney 
General  of  the  United  States  and  was 
property  within  the  United  States  owJied 
or  controlled  by,  payable  or  deliverable 
to  held  on  behalf  of  or  on  account  of.  or 
owing  to,  or  which  was  evidence  of  own- 
ership or  control  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

5  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were 
not  within  a  designated  enemy  country 


In  re:  Estate  of  Clarissa  E.  Le  Breton, 
aA/a  Emile  Clarissa  Le  Breton,  de- 
ceased. Piles:  F-28-12981-C-1  and  P- 
28-12981-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Herbert  Liesau.  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  In  subpara- 
graph 1  hereof  in  and  to  and  arising  out 
of  or  under  that  certain  declaration  of 
trust  by  Wayne  Pfiueger.  pursuant  to  an 
order  of  the  Circuit  Court.  First  Judicial 
Circuit,  Territory  of  Hawaii,  entered 
January  2,  1935.  is  property  payable  or 
deliverable  to  or  claimed  by  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

3  That  such  property  is  in  the  process 
of  administration  by  Wayne  Pfiueger.  as 
Trustee  acting  under  the  judicial  super- 
vision of  the  Circuit  Court,  First  Judicial 
Circuit.  Territory  of  Hawaii; 

and  It  Is  hereby  determined: 

4  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
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made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 


\r. 


R.   Doc.   4ft-1184;    Filed,   Feb. 
8:61  ».  m] 


15.    1949; 


(Vesting  Order  12797] 

Mrs.  Emilii  Thetjme  and  Miss  Elizabeth 

Niemann 

In  re:  Stock  owned  by  Mrs.  Emilie 
Theume  and  Miss  Elizabeth  Niemann. 
P-28-1360-C-1.  F-28-1605-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Emilie  Theume,  whose 
last  known  address  is  5  A.  D.  Munze. 
Luneburg.  Prov.  of  Hanover,  Germany, 
and  Miss  Elizabeth  Niemann,  whose  last 
known  address  is  c/o  Mrs.Emille  Theume, 
A.  D.  Munze  5,  Luneburg,  Prov.  of  Han- 
over, Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) : 

2.  That  the  property  described  as  fol- 
lows: One  thousand  three  hundred  and 
sixty  (1,360»  shares  of  capital  stock  of 
Bolivia  Gold  Exploration  Company,  evi- 
denced by  a  certificate  registered  in  the 
name  of  Mrs.  Emilie  Theume,  and  pres- 
ently In  the  custody  of  Whitney  National 
Bank  of  New  Orleans.  New  Orleans  10. 
Louisiana,  together  with  all  declared  and 
unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Mrs.  Emilie 
Theume,  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: Five  hundred  and  ten  (510)  shares 
of  capital  stock  of  Bolivia  Gold  Explora- 
tion Company  evidenced  by  a  certificate 
registered  In  the  name  of  Miss  Elizabeth 
Niemann,  and  presently  in  the  custody  of 
Whitney  National  Bank  of  New  Orleans, 
New  Orleans  10.  Louisiana,  together  with 
all  declared  and  unpaid  dividends 
thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  Miss  Elizabeth 
Niemann,  the  aforesaid  national  of  a  des- 
ignated enemy  country  (.Germany) ; 


NOTICES 

and  It  Is  hereby  determined; 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
.sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary,  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[T    R.  Doc.  49-1243;    Filed.   Feb.    16.    1949; 
8:57  a.  m.J 


Schmidt  L  Co..  140  Broadway.  New  York. 
New  York,  and  presently  in  the  custody 
of  Guaranty  Trust  Company  of  New 
York.  140  Broadway.  New  York  15,  New 
York,  in  an  account  numbered  IC  8678. 
entitled  Mr.  Harald  von  Schenk,  together 
with  all  declared  and  unpaid  dividends 
thereon, 

d.  One  (1)  fractional  certificate  for 
Conversion  Office  for  German  Foreign 
Debts,  Series  D,  3%.  Dollar  Bond,  said 
certificate  in  bearer  form,  bearing  the 
number  028359.  and  presently  in  the  cus- 
tody of  Guaranty  Trust  Company  of  New 
York.  140  Broadway,  New  York  15.  New 
York,  in  an  account  numbered  IC  8678. 
entitled  Mr.  Harald  von  Schenk.  together 
with  all  declared  and  unpaid  dividends 
thereon. 

e.  One  (1)  Receipt  of  Guaranty  Trust 
Company  of  New  York,  Bru.ssels  Office 
covering  shares  of  Handelsvereenlgine, 
Amsterdam  N.  V.  of  the  face  value,  series 
and  evidenced  by  certificates  numbered 
as  follows: 


[Vesting  Order  128001 
Hahalb  von  Schenk 


In  re:  Bank  account  and  securities 
owned  by  Harald  von  Schenk.  also  known 
as  Harold  von  Schenk.    F-28-545-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Harald  von  Schenk,  also  known 
as  Harold  von  Schenk.  whose  last  known 
address  is  Bremen,  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Harald  von  Schenk.  also 
known  as  Harold  von  Schenk.  by  Guar- 
anty Trust  Company  of  New  York,  140 
Broadway,  New  York  15.  New  York,  aris- 
ing out  of  a  custody  cash  account,  ac- 
count number  IC  8678.  entitled  Mr.  Har- 
ald von  Schenk,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

b.  Those  certain  bonds  described  In 
Exhibit  A.  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  in  bearer  form, 
and  presently  in  the  custody  of  Guaranty 
Trust  Company  of  New  York,  140  Broad- 
way New  York  15,  New  York,  in  an  ac- 
count numbered  IC  8678.  entitled  Harald 
von  Schenk,  together  with  any  and  all 
rights  thereunder  and  thereto. 

c.  Two  hundred  (200>  shares  of  $1  00 
par  value  common  capital  stock  of  Van 
Sweringen  Corp..  Terminal  Tower  Build- 
ing. Cleveland,  Ohio,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificates  num- 
bered TC2225/6  for  one  hundred  (100) 
shares  each  registered  In  the  name  of 
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said  receipt  presently  In  the  custody  of 
Guaranty  Trust  Company  of  New  York. 
140  Broadway.  New  York  15.  New  York 
In  an  account  numbered  IC  8678,  en- 
titled Mr.  Harald  von  Schenk,  together 
with  any  and  all  rights  thereunder  and 
thereto,  and 

f.  One  (1)  Receipt  of  Guaranty  Trust 
Company  of  New  York  Brussels  Office, 
covering  shares  of  Royal  Dutch  Company 
for  the  Working  of  Petroleum  Wells  in 
Netherlands.  India,  of  1,000  guilders  par 
value  each,  and  evidenced  by  certificates 
numbered  474670  83,  431753,  115982. 
79744.  281388.  474659  69.  said  receipt 
presently  in  the  custody  of  Guaranty 
Trust  Company  of  New  York.  140  Broad- 
way. New  York  15.  New  York  In  an  ac- 
count numbered  IC  8678,  entiQtd  Mr, 


Thursday,  February  17,  1949 

Harald  von  Schenk,  together  with  any 
and  all  rights  thereunder  and  thereto. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interes^f  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 

tcrpst  * 

There  is  hereby  vested  in  the  Attor- 
ney General  of  th^  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

^        [seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

KlHlBIT  A 


Description  of  Issue 


MorUace,     Bank     of     Chile 

fiuranteed,  0%,   S/F   gold 

bonds  of  IIW*. 
Conversion  Ottioe  for  German 

Foreign  DebU.  3%,  dollar 

bonds. 


Ccrtiflcat* 
numl>er 


M15570/3..- 


Oerman  Consoliilaled  Municl- 
i«al  Loan  of  tiernian  Savings 
Banks  and  Clearing  Associa- 
tion. SEC  8/F,  7%,  gold 
bonds.  • 

^tate  of  Bremen,  Germany 
Free  Hanseatic  City  of 
Bremen  S%  extended  loan 
gold  bonds. 


D010991.... 
M015a6S.... 
C0M071/3-. 
OSOMS/S.... 

06890S 

097103/4.... 
11771/3 


Face 
value 


>  Sl.OOO.W 


S00.00 

l.OUU.OO 

I  100.00 

1  100.  00 

100.00 

noo.oo 

I  1,000.00 


FEDERAL  REGISTER 

and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2  That  the  property  described  as 
follows:  Cash  in  the  sum  of  $2,493.80. 
presently  in  the  possession  of  the  Treas- 
ury Department  of  the  United  States  In 
Trust  Fund  Account,  Symbol  158915, 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War,"  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by, 
Shigeto  Honda,  also  known  as  Fred 
Shlgeto  Honda,  the  aforesaid  national  of 
a  designated  enemy  country  -(Japan); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
admlni-stered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  8.  1949. 

For  the  Attorney  General. 

fSEAL]  Harold  I.  Baynton, 

Deputy  Collector, 
Office  of  Alien  Property. 

IF.   R.   Doc.   49-1245:    FUed,   Feb.    16.    1949; 
8:57  a.  ml 


7» 

bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 
Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  Leh- 
mann  &  Voss  &  Co..  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on  Feb- 
ruary 8,  1949. 
For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-1246;    Filed.   Feb.    16,    1949; 
8:57  a.  m.] 


[Vesting  Order  128091 
Gertrud  Wottgen 


M  2473/6. 


I  1, 000. 00 


(Vesting  Order  12807) 
Lehmann  &  Voss  ii  Co. 


>  Each. 
[F.  B.  Doc. 


49-1244;    Filed,   Feb.    18,    1949; 
8:57  a.  m.) 


(Vesting   Order    12806] 
Shigeto  Honda 

In  re:  Cash  owned  by  Shigeto  Honda, 
also  known  as  Fred  Shigeto  Honda.    F- 

39-6270.  ^     ^    ^. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9789.  and  pursuant  to  law. 
after  Investigation.  It  Is  hereby  found: 

1.  That  Shigeto  Honda,  also  known 
as  Fred  Shigeto  Honda,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 


In  re:  Bank  account  owned  by  Leh- 
mann &  Voss  &  Co.    F-28-4195-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Lehmann  &  Voss  &  Co.,  the  last 
known  address  of  which  Is  Alsterufer  19, 
Hamburg  36,  Germany.  Is  a  partnership 
organized  under  the  laws  of  Germany, 
and  which  has  or.  since  the  effective  date 
of  Executive  Order  8389,  as  amended,  has 
had  Its  principal  place  of  business  In  Ger- 
many, and  Is  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Bank  of  the  Manhattan  Com- 
pany, 40  Wall  Street,  New  York,  New 
York,  arising  out  of  a  checking  account, 
entitled  Den  Norske  Creditbank.  Oslo. 
Norway,   maintained   at   the   aforesaid 


In  re :  Bank  account  owned  by  Gertrud 
Wottgen.     F-28-29554-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Gertrud  Wottgen.  whose  last 
known  address  is  Germany  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Gertrud  Wottgen.  by  Cen- 
tral Savings  Bank  In  the  City  of  New 
York,  2100  Broadway,  New  York  23,  New 
York,  arising  out  of  a  Savings  Account, 
account  number  974,317,  entitled  Gertrud 
Wottgen,  maintained  at  the  branch  office 
of  the  aforesaid  bank  located  at  4th 
Avenue  and  Fourteenth  Street,  New 
York  3,  New  York,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 


730 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try   (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  8,  1949. 

For  the  Attorney  General. 

[s«AL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.   R.   Doc.   49-1247;    Filed.   Feb.    16.    1MB; 
8:57  a.  m.l 


[Vesting  Order  12810] 
Louise  LxxECKHorF 


In  re:  Bonds  and  mortgages,  property 
Insurance  policies,  corporate  stock,  bonds 
and  claim  owned  by  Louise  Lueckhoff. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Louise  Lueckhoff.  whose  last 
known  address  is  90  Rscherthalstrasse, 
Wuppertal.  Barmen.  Germany,  is  a  res- 
ident of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany; 

2.  That  the  property  described  as  fol- 
lows : 

a.  A  mortgage  executed  October  29, 
1925  by  The  Gibson  Corporation  to  Law- 
yers Mortgage  Corporation,  and  recorded 
on  November  5.  1925,  in  the  OfiBce  of  the 
County  Clerk  of  Nassau  County,  New 
York,  in  Uber  839  of  Mortgages,  page 
198,  which  mortgage  was  assigned,  after 
mesne  assignments,  by  Henry  Seib,  as 
agent,  to  Louise  Lueckhoff,  by  instru- 
ment dated  January  28,  1927  and  re- 
corded in  the  Offlce  of  the  County  Clerk 
of  Nassau  County,  New  York  on  May  19, 
1934  in  Liber  1782  of  Mortgages  at  page 
217  and  any  and  all  obligations  secured 
by  said  mortgage,  including  but  not  lim- 
ited to  all  security  rights  in  and  to  any 
and  all  collateral  (including  the  afore- 
said mortgage)  for  any  and  all  such  ob- 
ligations and  the  right  to  possession  of 
the  aforesaid  mortgage,  and  all  notes, 
bonds  and  other  instruments  evidencing 
such  obligations. 

b.  A  mortgage  executed  on  October 
29,  1925  by  The  Gibson  Corporation  to 
Lawyers  Mortgage  Corporation,  and  re- 
corded on  November  5,  1925  in  the  Offlce 
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of  the  Clerk  of  Nassau  County,  New  York, 
in  Liber  839  of  Mortgages,  page  190, 
which  mortgage  was  assigned,  after 
mesne  assignments,  by  Henry  Seib,  as 
agent,  to  Louise  Lueckhoff,  by  instru- 
ment dated  January  28,  1927  and  re- 
corded In  the  Offlce  of  the  County  Clerk 
of  Nassau  County,  New  York,  on  May 
19,  1934.  in  Liber  1782  of  Mortgages  at 
page  219,  and  any  and  all  obligations 
secured  by  said  mortgage,  including  but 
not  limited  to  all  security  rights  in  and 
to  any  and  all  collateral  (Including  the 
aforesaid  mortgage)  for  any  and  all  such 
obligations,  and  the  right  to  possession 
of  the  aforesaid  mortgage,  and  all  notes, 
bonds  and  other  instruments  evidencing 
such  obligations. 

c.  All  right,  title  and  interest  of  Louise 
Lueckhoff  in  and  to  the  following  In- 
surance policies: 

Fire  Insurance  Policy  No.  9441  Issued  by 
Hartford  Fire  Insurance  Company,  Hartford. 
Connecticut,  In  the  amount  of  $2,850.00, 
which  policy  expires  October  29,  1949  and 
Insures  the  property  subject  to  the  mort- 
gage described  In  subparagraph  2-a  hereof. 

Fire  Insurance  Policy  No.  9422  Issued  by 
Hartford  Fire  Insurance  Company.  Hartford. 
Connecticut,  in  the  amount  of  $3,750.00. 
which  policy  expires  September  18,  1949  and 
insures  the  property  subject  to  the  mort- 
gage described  in  subparagraph  2-a  hereof. 

Fire  Insurance  Policy  No.  9426  Issued  by 
Hartford  Fire  Insurance  Company.  Hartford. 
Connecticut.  In  the  amount  of  $6,000.00. 
which  policy  expires  September  18,  1949  and 
Insures  the  real  property  subject  to  the  mort- 
gage described  In  subparagraph  2-b  hereof, 

d.  One  (1)  Certificate,  of  $1,000  00  face 
value,  and  bearing  trte  number  M140326 

.  R-31,  In  bearer  form,  for  3%  Corporate 
Stock  of  The  City  of  New  York,  Payable 
from  Transit  Unification  Sinking  Fund, 
due  June  1,  1980,  said  certificate  being 
presently  in  the  custody  of  Katz  and 
Sommerich,  120  Broadway,  New  York, 
New  York,  together  with  any  and  all 
rights  thereunder  and  thereto, 

e.  One  (1)  Atchison,  Topeka  and  Santa 
Fe  Railway  Company,  4%  bearer  bond, 
due  1995,  of  $1,000.00  face  value,  bearing 
the  number  M91765.  presently  in  the  pos- 
session of  Katz  and  Sommerich,  120 
Broadway,  New  York,  New  York,  together 
with  any  and  all  rights  thereunder  and 
thereto. 

f.  One  (1)  Atchison,  Topeka  and  Santa 
Fe  Railway  Company,  4%  bearer  bond, 
due  1995,  of  $500  00  face  value,  bearing 
the  number  I>25501  presently  in  the  pos- 
session of  Katz  and  Sommerich,  120 
Broadway,  New  York,  New  York,  together 
with  any  and  all  rights  thereunder  and 
thereto, 

g.  That  certain  debt  or  other  obliga- 
tion owing  to  Louise  Lueckhoff  by  Katz 
and  Sommerich.  120  Broadway,  New 
York,  New  York,  arising  out  of  monies 
heretofore  collected  on  account  of  prin- 
cipal and  Interest  on  the  property  de- 
scribed in  subparagraphs  2-a  and  2-b 
and  interest  on  the  property  described  in 
subparagraphs  2-d  to  2-f  hereof.  Inclu- 
sive, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  Statei 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 


count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try I  Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certifiration,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-a  to 
2-g  hereof,  inclusive,  to  be  held.  used. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  Sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
February  10.  1949. 

For  the  Attorney  General. 

I  SEAL  1  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-1248;    Filed.    Feb.    16.    1949: 
8:67  a.  m] 


(Return  Order  259] 
Fibres  Associates,  Inc. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  proper- 
ty, described  below  and  in  the  determina- 
tion. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Fibres  Associates,  Inc.,  New  York,  N.  Y , 
Claim  No.  6766;  December  17,  1948  (13  F  R. 
78121;  Property  described  in  Vesting  Order 
No.  201,  dated  October  2.  1942  (8  F.  R.  625, 
January  18,  1943).  relating  to  United  Stales 
Letters  Patent  Nos.  2.134.160  and  2.143.252. 
This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  above 
patents. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C.  on 
February  10,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Batnton. 

Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.   Doc.   49-1189;    Filed.   Feb.   18.    1949; 
8:52    a.   m.j 
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Washington,  Friday,  February  18,  1949 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natural- 
ization Service,  Department  of 
Justice 

Subchapter    B — Immigration    Regulations 

Part  110 — Prim.'^ry  Inspection  and 
Detention 

chances  in  field  service  and  districts 

February  2.  1949. 

The  following  amendments  to  Chapter 
I,  Title  8  of  the  Code  of  Federal  Regu- 
lations, are  hereby  prescribed: 

Section  110.1,  Designated  ports  of 
entry  except  for  aircraft,  is  amended  by 
deleting  "District  No.  10 — Spokane, 
Wa.shington,"  and  all  ports  of  entry  for 
aliens  listed  under  that  heading  and  by 
adding  .<;uch  ports  ot  entry  to  the  listing 
under  "District  No.  12— Seattle.  Wash- 
ington" so  that  the  listing  under  that 
district  will  read  as  follows: 

District   No.    12 — Seattle,   Washington 


Class  A 


Boundary,   Alaska. 

Eagle.  Alaska. 

Hatnes.  Alaska. 

Juneau.  Alaska.  BSI. 

Ketchikan.  Alaska 
(the  port  of 
Ketchikan  In- 
c  1  u  (l^  s.  among 
others,  the  port 
facilities  at  Sitka 
and  W  r  a  n  g  e  1 1, 
Alaska;  Ketchikan 
proper.  BSI ) . 

Bkagway.  Alaska, 
BSI. 

Tok  Junction. 
Alaska. 

Eristport.  Idaho,  BSI. 

Porthill.  Idaho. 

Babb.  Mont. 

Chief  Mountain. 
Mont.  (May-Octo- 
ber). 

Del  Bonlta.  Mont. 

Goathaunt  Camp, 
Mont.  (May-Octo- 
ber). 

Havre.  Mont. 

Loring.  Mont. 

Opheim,   Mont. 

Raymond,  Mont. 

Roosvllle.  Mont. 

6cobey.  Mont. 

Bweetgrass,  Mont., 
BSI. 

Turner.  Mont. 


Whltetall.  Mont, 

Astoria,  Oreg. 

Coos  Bay,  Oreg. 

Portland,  Oreg..  BSI. 

Aberdeen,  Wash. 

Anacort#B.   Wa.'=h. 

Belllngham,  Wash., 
BSI. 

Blaine.  Wash.,  BSI. 

Danville,  Wash. 

Edmonds.  Wash. 

Everett.  Wash. 

Ferry,  Wash. 

Friday  Harbor,  Wash, 
(the  port  of  Fri- 
day Harbor  in- 
cludes, among 
others,  the  port 
facilities  at  Roche 
Harbor.  Wash). 

Lauvler.  Wash. 

Longvlew.  Wash. 

Lynden.  Wash..  BSI. 

Metallne  Falls.  Wash. 

Northport.  Wash. 

Olympla,  Wafh. 

Orovllle,  Wash.,  BSI. 

Port  Angeles,  Wash., 
BSI. 

Port  Townsend, 
Wash. 

Seattle.  Wash  ,  BSI. 
South  Bend,  Wash. 

Sumas,  Wash..  BSI. 

Tacoma,  Wash..  BSI. 


Class  B 


TYall  Creek,  Mont. 

Whltlash,  Mont. 


Nlghthawk.  Wash. 
Point  Roberts,  Wash. 


Class  C 


Orchard  Point,  Wash. 
Point  Wells.  Wash. 
Port  Gamble,  Wash. 
Port  Orchard.  Wash. 
Shuffleton.  Wash. 
Wlnslow.  Wash. 


Bangor.  Wash. 
Blake  Island.  Wash. 
Bremerton.  Wash. 
DuPont.  Wash. 
Houghton.  Wash. 
Kingston,  Wash. 
Mukilteo,  Wash. 

This  order  shall  become  effective  on 
April  1,  1949.  The  requirements  of  sec- 
tion 4  of  the  Administrative  Procedure 
Act  (60  Stat.  238;  5  U.  S.  C.  1003)  rela- 
tive to  notice  of  proposed  rule  making 
and  delayed  effective  date  are  inappli- 
cable for  the  reason  that  these  rules  per- 
tain solely  to  agency  organization. 

(Sec.  23,  39  Stat.  892,  sec.  24.  43  Stat.  166. 
sec.  37  (a),  54  Stat.  675,  8  U.  S.  C.  102, 
222,  458) 

H.  R.  Landon, 
Acting  Commissioner  of 
Immigration  and  Naturalization. 

Approved:  February  14,  1949. 

Tom  C.  Clark, 
Attorney  General. 

(P.    R.    Doc.   49-1257;    Filed,    Feb.    17,    1949; 
8:49  a.  m.l 


TITLE  10— ATOMIC  ENERGY 

Chapter  I — Atomic  Energy 
Commission 

[Domestic  Uranium  Program  Circular  61 

Part  60 — Domestic  Uranium  Program 

guaranteed  minimum  price  for  uranium- 
BEARING  CARNOTITE-TYPE  or  ROSCOELlTE- 
TYPE  ORES  or  COLORADO  PLATEAU  AREA 

§  60.5  Guaranteed  minimum  price  for 
uranium-bearing  car notite -type  or  ros- 
coclite-type  ores  of  the  Colorado  Plateau 
area — (a)  Guarantee.  To  stimulate  do- 
mestic production  of  urnaium-bearing 
ores  of  the  Colorado  Plateau  area,  com- 
monly known  as  carnotite-type  or  ros- 
coelite-type  ores,  and  in  the  interest  of 
the  common  defense  and  security,  the 
United  States  Atomic  Energy  Commis- 
sion hereby  establishes  the  guaranteed 
minimum  prices  specified  in  §  60.5a  ef- 
fective during  the  period.  February  1, 
1949  through  June  30,  1954,  for  the  de- 
(Continued  on  next  i^o-ge) 
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livery  of  such  ores  to  the  Commission  at 
Monticello.  Utah  in  accordance  with  the 
terms  of  this  section  and  §  60.5a. 

Note:  In  5  §60.1  and  60  2  (Domestic 
Uranium  Program,  Circulars  No.  1  and  2), 
the  Commission  established  guaranteed 
prices  for  other  domestic  uranium-bearing 
ores,  mechanical  concentrates,  and  refined 
uranium  products. 

(b)  Effect  on  §5  60.3,  60.3a  and  60.4. 
Sections  60.3.  60.3a.  60.4  which  also  ap- 
ply to  carnotite  and  roscoelite  ores,  are 
not  revoked  by  the  issuance  of  this  sec- 
tion and  §  60  5a  and  sellers  may  elect  to 
deliver  ore  under  the  provisions  of  §§  60.3, 
60.3a,  and  60.4  rather  than  under  this 
section  and  60.5a,  at  their  option,  during 
the  unexpired  terms  of  §5  60.3,  60.3a  and 
60.4  I  through  April  11,  1951  and  June  30, 
1949.  respectively).  It  is  believed,  how- 
ever, that  In  most  cases  the  provisions 
of  this  section  and  §  60.5a  will  be  more 
favorable  to  producers. 

(O  Definitions.  As  used  in  this  sec- 
tion and  in  §  60.5a.  the  term  "buyer"  re- 
fers to  the  U.  S.  Atomic  Energy  Commis- 
sion, or  its  authorized  purchasing  agent. 
The  term  "ore"  does  not  include  mill  tail- 
ings or  other  mill  products.  The  term 
"seller"  refers  to  any  person  offering  ura- 
nium ores  for  delivery  to  the  Commission. 
Weights  are  avoirdupois  dry  weights,  un- 
less otherwise  specifically  provided. 

(d)  Deliveries  of  not  to  exceed  1,000 
tons  per  year.  To  aid  small  producers, 
any  one  seller  may  deliver  without  a 
written  contract  but  otherwise  in  ac- 
cordance with  this  circular  up  to.  but 
not  exceeding,  1,000  short  tons  (2.000 
pounds  per  ton)  of  ores  during  any  cal- 
endar year. 

<e)  Deliveries  in  excess  of  1,000  tons 
per  year.  Sellers  desiring  to  deliver  in 
excess  of  1.000  short  tons  (2.000  pounds 
per  ton)  of  ores  during  any  calendar 
year  will  be  required  to  enter  into  a  con- 
tract with  the  Commission  providing 
for,  among  other  things,  a  rate  of  de- 
livery and  the  total  quantity  of  ore  to 
be  delivered. 


(f)  Delivery.  Seller,  at  his  own  ex- 
pense, shall  deliver  and  unload  all  ores 
at  the  buyer's  depot  at  Monticello,  Utah. 
Deliveries  shall  be  in  lots  of  not  less  than 
10  short  tons  (2.000  pounds  per  ton)  un- 
less special  arrangements  have  been 
agreed  upon  by  buyer,  but  such  lots  may 
be  delivered  in  more  than  one  load.  Days 
and  hours  during  which  ore  may  be  de- 
livered will  be  posted  at  the  depot. 

(g)  Weighing,  sampling  and  assaying. 
Buyer  will  bear  the  cost  of  weighing, 
sampling  and  as.saying.    The  net  weight 
of  each  load  will  be  determined  by  the 
buyer's    weighmaster    on    scales    which 
will  be  provided  by  the  buyer  at  or  In 
the  vicinity  of  the  purchase  depot  and 
such  weight  will  be  accepted  as  final. 
A  weight  ticket  will  be  furnished  seller 
or  his  representative  for  each  load.  Each 
lot  of  ores  will  be  sampled  promptly  by 
the  buyer  according  to  standard  prac- 
tice and  such  sampling  will  be  accepted 
as  final.     Seller  or  his   representative 
may  be  present  at  the  sampling  at  his 
own  expense.    The  absence  of  seller  or 
his   representative   shall   be   deemed   a 
waiver  of  this  right.    Buyer  will  make 
moi.sture    determinations    according    to 
standard  practices  in  ore  sampling.    All 
final  samples  will  be  divided  into  four 
pulps  and  distributed  as  follows:  (1)  The 
seller,  or  his  representative,  will  receive 
one  pulp;  '2)  the  buyer  will  retain  one 
pulp;   <3)   the  other  two  pulps  will  be 
reserved   for   possible  umpire   analysis. 
The  buyer's  pulp  will  be  assayed  by  the 
buyer.    The  seller  may,  if  he  desires,  and 
at  his  own  expense,  have  his  pulp  as- 
sayed by  an  independent  assayer.     In 
case  of  disagreement  on  assays  as  to  any 
constituent  of  the  ores,  an  umpire  shall 
be  selected  In  rotation  from  a  list  of 
umpires  approved  by  the  buyer  whose 
assays  shall  be  final  if  within  the  limits 
of  the  assays  of  the  two  parties;  if  not. 
the  a.ssay  which  is  nearer  to  that  of  the 
umpire  shall  prevail.    The  party  whose 
a.ssay  is  the  farther  from  that  of  the      i 
umpire  will  pay  the  cost  of  the  umpire's      | 
assay   for  the  constituent  of   the  ores 
which  is  in  dispute.    In  the  event  that 
the  umpire's  assay  is  equally  distant  from 
the  assay  of  each  party,  costs  will  be  split 
equally,     fh.  case  of  seller's  failure  to 
make  or  submit  assays,  buyer's  a.ssays 
shall  govern.     After  sampling,  the  ores 
may  be  placed  in  proce.ss,  commingled, 

or  otherwise  disposed  of  by  buyer. 

(h)  Payment.  Buyer  will  make  pay- 
ment promptly  but  payment  will  not  be 
made  until  an  entire  minimum  lot  of 
ten  short  tons  (2.000  pounds  per  ton) 
has  been  delivered  and  accepted,  unless 
special  arrangements  have  been  agreed 
upon  by  buyer,  in  which  case  there  may 
be  an  extra  charge  for  a.<;saying  and 
sampling.  Moisture  determinations, 
analyses  and  settlement  sheets,  together 
with  the  check  in  payment,  will  be  mailed 
to  seller. 

(i)  Inquiries.  All  inquiries  concern- 
ing the  provisions  of  this  section  and 
§  60.5a.  offers  to  deliver  ores,  or  questions 
about  the  Commis-sion's  domestic  ura- 
nium program  in  the  Colorado  Plateau 
area  should  be  addressed  to: 

United  States  Atomic  Energy  Commission. 
Post  Office  Box  270.  Gr.»nd  Junction.  Colo- 
rado; Telephone:  Grand  Junction  8000. 


Friday,  February  18,  1949 

(j)  Licenses.  Arrangements  will  be 
made  by  the  Commission  for  the  issuance 
of  licenses,  pursuant  to  the  Atomic 
Energy  Act  of  1946.  covering  deliveries  of 
source  material  to  the  Commission  under 
this  section  and  5  60.5a. 

(k)  Limitation  of  commitment.  Com- 
mitments by  the  Commission  to  accept 
delivery  of  ores  are  limited  to  the  provi- 
sions of  this  section  and  §  60.5a  as 
amended  from  time  to  time,  or  to  written 
contracts  between  the  Commission  and 
sellers.  Other  commitments  purporting 
to  be  made  by  the  Commis.sion's  field  per- 
sonnel or  ether  agents  of  tlie  Commission 
will  not  bind  the  Comniission  unless  they 
are  in  accord  with  the  provisions  of  this 
section  and  J  60.5a  or  other  official  cir- 
culars. 

5  60.5a  Schedule  I;  Minimum  prices, 
specifications,  and  conditions — <&) 
Prices.  Payment  for  delivery  of  the  ores 
will  be  computed  on  the  following  basis: 
•  1)  Uranium,  (i)  Ores  assaying  less 
than  0.10%  :  no  payment.  Any  such  ores 
which  are  delivered  to  the  purchase  de- 
pot shall,  unless  otherwise  specifically 
agreed  to  by  buyer,  become  the  property 
of  the  buyer  as  liquidated  damages  for 
buyer's  expense  of  weighing,  sampling, 
and  assaying,  and  after  sampling  may 
be  placed  in  proce.ss,  commingled,  or 
otherwi.se  disposed  of  by  buyer.  If  seller 
has  any  question  as  to  the  quality  of  his 
ore,  it  is  suggested  that  before  shipment 
and  delivery  to  the  purchase  dep>ot  a 
repre.sentative  sample  be  submitted  to 
the  buyer  or  to  one  of  the  umpires  for 
assay  at  seller's  exp>ense.  The  buyer  at 
its  discretion  may  assay  a  limited  num- 
ber of  samples  without  charge. 

(ii)  Ores  assaying  0.10%  U,0,  and 
more,  as  follows; 

Payment  per 
UjO.  assay:  pound  up^ 

0.10  percent $0.50 

0.11  percent .70 

0.12  percent .90 

0.13  percent 1.  10 

0.14  percent 1.30 

0.15  percent '. 1.50 

0.16  percent 1.6O 

0  17  percent 1.70 

0.18  percent 1.80 

0.19  percent 1.90 

0.20  percent  and  more 2. 00 

(iii)  Premiums  on  uranium:  $0.25  per 
pound  for  each  pound  of  U.O.  in  excess  of 
4  pounds  U.O,  per  short  ton  (2,C00  pounds 
per  ton  •  of  ore  and  an  additional  prem- 
ium of  $0.25  per  pound  for  each  pound  in 
excess  of  ten  pounds  U..O.  per  short  ton. 
Fractional  parts  of  a  pound  will  be  paid 
for  on  a  pro  rata  basis  to  the  nearest  cent. 

(2)-  Vanadium.  V.Oj  at  $0  31  per 
pound  up  to,  but  not  exceeding,  ten 
pounds  of  V.O,  for  each  pound  of  UO, 
contained  in  ores.  No  factor  will  be  in- 
cluded for  V.O;  In  excess  of  ten  pounds 
for  each  pound  of  \5JQ„  although  buyer 
may,  from  time  to  time,  publicly  an- 
nounce that,  for  limited  periods  by  writ- 
ten agreements  with  individual  pro- 
ducers, V  O.  in  exce.ss  of  ten-to-one  will 
be  paid  for.  Any  such  announcement 
will  be  made  by  posting  a  notice  to  this 
effect  at  the  Monticello  depot  and 
through  such  other  channels  as  are 
deemed  .suitable  to  achieve  maximum  dis- 
semination   among    producers.    Excess 
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ViO,   shall    be    deemed    to    be    buyer's 
property. 

(3>  Allowances.  (I)  A  development 
allowance  of  $0.50  per  pound  U.O,  con- 
tained in  ores  a.ssaying  0.10%  UO,  or 
more  in  recognition  of  the  expenditures 
necessary  for  maintaining  and  Increas- 
ing developed  reserves  of  uranium  ores. 
Fractional  parts  of  a  pound  will  be  paid 
for  on  a  pro  rata  basis  to  the  nearest  cent. 
Sellers  accepting  this  allowance  are 
deemed  to  agree  to  spend  such  funds 
for  the  development  or  exploration  of 
their  properties.  Sellers  delivering  less 
than  1.000  short  tons  per  calendar  year 
will  not  be  required  to  submit  an  ac- 
counting record  of  expenditures  for  de- 
velopment or  exploration  pursuant  to 
this  agreement  but  sellers  delivering  in 
excess  of  1.000  short  tons  per  calendar 
year  will  be  required,  under  the  terms 
of  their  contracts,  to  submit  proof  satis- 
factory to  the  Commission  that  funds 
equivalent  to  the  amount  received  as 
development  allowance  have  been  spent 
for  development  or  exploration  either 
during  the  contract  period  or  within  six 
months  thereafter,  unless  otherwise  pro- 
vided Ih  the  contract. 

<ii»  A  haulage  allowance  of  60  per  ton 
mile  for  transportation  of  ore  paid  for 
under  this  circular  from  the  mine  where 
produced  to  the  purchase  depot  specified 
by  the  Commission,  up  to  a  maximum  of 
100  miles.  The  haulage  distance  from  the 
mine  to  the  purchase  depot  will  be  de- 
termined by  the  Commission  and  its  de- 
cision will  be  final.  Tonnages  for  pur- 
poses of  this  allowance  shall  be  calcu- 
lated on  the  basis  of  natural  weights 
rather  than  dry  weights. 

<4»  Adjustment  of  assays.  Assays 
.shall  be  adjusted  to  the  nearest  0.01% 
for  purposes  of  payment. 

(bi  Quality  and  size.  Ores  will  not  be 
accepted  by  buyer  under  this  circular 
which,  in  buyer's  judgment: 

(1)  Contain  less  than  0.10%  U.O,; 
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(2)  Contain  more  than  three  parts  of 
lime  (CaCO:,)  to  one  part  of  V,Or,.  or  a 
total  of  more  than  6%  lime  in  the  ore; 

(3)  Contain  impurities  deleterious  to 
buyer's  extraction  process  or  for  any 
other  reason  are  not  amenable  to  It; 

(4)  Contain  lumps  In  excess  of  twelve 
Inches  in  size. 

NoTi::  The  Commission  will  be  Interested 
in  discussing  arrangements  for  delivery  to 
It  of  types  of  uranium-bearing  materials 
other  than  those  for  which  guaranteed  prices 
have  been  established,  such  as  tailings,  mill 
products,  and  ores  of  types  not  acceptable 
under  Sl  60.5  and  60.5  a. 

(Sec.  5   (b),  60  Stat.  761;  42  U.  S.  C. 
1805  (b)) 

Effective  February  1,  1949  through 
June  30,  1954. 

Dated  at  Washington,  D.  C,  this  7th 
day  of  February,  1949. 

By  order  of  the  Commission. 

C.  Shugc. 
Acting  General  Manager. 

IF.   R.   Doc.    49-1253;    Piled,   Feb.    17,    1949; 
9:05  a.  m.| 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

(3d.  Gen.  Rev.  of  Export  Regs.,  Amdt.  43) 

Part  372 — General  Licenses 

additional  exportable  commodities 

Section  372.8  General  license  "GRO" 
is  amended  in  the  following  particulars: 

The  list  of  specified  commodities  ex- 
portable under  general  license  "GRO"  is 
amended  by  adding  thereto  the  follow- 
ing commodities: ' 


Department  of  ron:merce 
Sche<lulc  B  No. 


ComnKxlity 


(9(»yoo 

3(131 10-;i03400. 
303700 

C03900 

304000-.W4120. 

.•!04210-3OS.'U)0. 
■MHhld 

;;ii4tii(i,  ;«H7io. 
:«Kwi(v-:«ww«). 

O05510,  305iyo. 

305700-306100. 

;  00700,307000. 

307000 

S07800 

O08UU0-306950. 


Othrr  ine'iit'li'  animals  and  animal  produfl.'.:  Bees. 
Cotton  iiianufai-tures: 

Cdtioii  cldih  (cra.v)  nie<liuni  and  coarse  yarn  fal>rics.  all  widths,  including 

drin<,  twills,  and  warp  sateen.«:.  stipotinp  and  osnahurjrs. 
Flint    cloth    yarn  faliric  om.'il  met  ions,  all  widths,  above  ;U)  x  32  count 
(report  tobacco  and  cheesecloth,  36  x  32  count  and  lower  construction  in 
3(Kti<l»)). 
Gray  cloth,  n    e.  .>!.  except  airplane  cloth  fin  the  piecel.  balloon  fabric, 

iniisqiiiti.  iicllinp.  and  typcwuirr  ribbon  doth  over  12"  wi.lc. 
Fin!^l)e<l  cloth,  bleached,  dyed,  printed,  slilTcned,  or  otherwise  converted, 
and  cf)lored  ynrn  fabrics: 
Drills,  twills,  an<l  warp  sateens,  not  over  4(i  inches  wide,  bleached, 
dyed  in  the  piece,  and  printed  (report  drills,  twills  and  warp  sateens, 
not  over  4<i  inches  wide,  dycnl  in  the  piece  in  .ttmill). 
Bheetint'.  not  over  40  inches  wide,  bleached,  dyc^l  in  the  piece  and 

printed. 
Drills,  iw  ills,  ami  warp  sato(  ns.  over  40  inches  wide. 
Shieling.  o\er  40  inches  wide,  bleached.  d>ed  and  printed. 
Carded  broadcloth,  all  w  idihs.  bleached,  dyed  in  the  piece  ami  printed. 
I'rint  cloth,  all  w  idths.  bleached,  dyed  in  the  piece,  and  printed. 
Nap|>e<l  fabrics:  cotton  flannels,  bleached  or  colored  and  other  na()t)cd 

f;ibrics  in  the  piece. 
Coloreii    yarn    fabrics:  denims,    .suitinps,    twill-coverts,    eottonade.s 

chambrays,  cheviots,  shirtinps  and  coli're<l  yarn  fabrics,  n.  e.  o. 
Fine  pootls  and  couibe<l  cotton  fabrics,  tdeached.  dyed,  printe<l.  flock- 
dot,   or   cliiiped,    voiles,   orpaiidics,   lawns,   and    baliMes  c«mibel; 
picpies  combed  and  combed  and  carded  pocxls,  n.  e.  s.  (report  mar- 
cjuisettos.  combed  in  MTMM. 
Cot  lot)  and  wool  mixtures  (cotton  chief  vnlue,  not  less  than  80%  cotton 

by  wciphi ). 
Toiton  and  rayon  mixtures  (cotton  chief  value). 
Other  cotton  fabrics: 

Knit  fabric  in  the  piece  (except  niosciuito  nettinp.  tricot  kniltel:  net 
and  nellinp.  tricot  knitte<li:  table  ilamask.  in  the  piece:  taixstrv, 
and  other  upholstery  materials,  plain,  ja''<iuard,  and  dobby-woveii; 
plushes;  other  pile  fabrics  n.  e.  s.  sold  by  the  pound. 

» The  Schedule  B  numbers  set  forth  In  this  amendment  are  the  Schedule  B  numbers  p.s 
revised  in  the  January  l.  1949.  edition  of  "Statistical  Classification  of  Domestic  and  Foreign 


Commodities  Exported  from  the  United  States". 
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RULES  AND  REGULATIONS 


I>eparlnipnt  of  fominerc* 
Sche'iule  B  No. 


Commodity 


813200. 


siaioo. 


SIAIOO. 


317100-318UM. 


tauaca 

3(M2IO-:Ki4WW 


3e«7DO. 
373098. 


37W«K>  .  

384500-384^21.  384»3U-385U(W. 


WlOO-391300 

3»7(Wt 

SWHOIl 

BMIUm 

4299(«) 

617W» 


Cotton  manufacturrrs— Continucl 

Other  ctitton  bbrics— Continued  .    ^  .     . 

Laws,  cmbroiflerips  and  articles,  thereof,  n.  e.  s.  except  tM)M>met 

machine  mosquito  t.ars  and  m-ltinis;  U-vers  machine  mosquito  hars 

and  netlinn;  nets;  and  Nottingham  machine  mosquito  bars  anil 

netting.  .         ,.      „     .,      ... 

Cotton  narrow  fabrics,  nonela-stic.  not  over  12  mches  wide;  Braids,  ribbons. 

trimmings,  bindings,  lacinjrs,  tape  labels,  and  webbing,  except  surgical 

webbing  and  webbing  for  binding  field  coils.  _ 

Narrow  fabrics,  n.  e.  s.  except  c-artridge  belt  material;  hose  fabric,  except 

rubberized;  hose  Jackets:  ami  typewriter  ribbon,  cut,  except  inked. 
Cotton    house  furnishings;  Blankets;    quilts;   comfortables;    quilted   be<l 
i)ads;  be<lspreads;  bed  slictls:  pillow  ciisfs;  curtains  an-l  draperies  (.'xcept 
lacei;  terry-woven  towels,  wash  cloths  and  bath  mats;  buck,  damask, 
and  plain-woven  towels  and  toweling;  and  cotton  house  furnishings, 
n.  e.  s. 
Vegetable  fillers  and  m.inufaftures-  Handkerchiefs,  linen. 
Wool  manufactures;  Fabrics,  wholly  or  chiefly  of  wm.l    wooUloth  and  dress 
goods,  mohair  cloth  and  other  wool  fabrics  except  felt  cloth,  filiir-prcss  cloth 
and  roller  cloth.  •        j  u' 

H;iir  and  mamifactures:  Carpet  linings,  crash  padding,  i>ads  and  rug  cushion.s. 
Silk  and  manufacture^;  •    .       •. 

Broa'l  silks  (other  than  iiarachute  clolh)  except  radium  cloth  and  stencil 

cloth  (report  silk  |>ar!icnulc  cloth  in  :<7•Jn«^■>l.  ,    .   >■   • 

Velvets,  phishes.  (  henilles.  ribbons  including  velvet  ribbons,  and  tie  lining. 
Synthetic  fibers  and  manufaJtures;  Piece  eoo<1s  wholly  or  chiefly  of  syntlielic 
fibers;  i>ile;  knot  fabric  in  the  piece;  upholstery  and  drajiery  fabrics,  wider 
than  42  inchc'*.  woven;  woven  filament  yarn  fabrics  n.  e.  s.  except  corjltirc 
and  fuel-cell  fabrics;  woven  spun  yarn  fabrics,  n.  e.  s.;  remnants  and  mill 
ends  less  than  Id  vards  in  length;  aii<l  hou.se  furnishiiiKS  (rejiorl  cord-tirc 
and  fiil-ccll  fabrics 'in  .SMy.'.T  and  ;«4y2Ci. 
Miscellaneiius  textile  pro<lucts; 

Linoleum,  felt  ba.se  floor  coverings,  oilcoth  (or  sbelf.  Uble.  and  wall,  and 

window -shade  cloth  (alltyiiesi. 
Mattresses;  cotton,  ka|K)k,  iiukss,  and  hair. 
,  (Jarters.  arm  bands.  sus|>enders.  and  bratt^. 
*  .'^econd-hanil  clothing  for  resale. 
Wo<(<l  manufactures;  Toilet  .>.eats. 
Iron  and  steel  manufactures;  Tadlocks;  iron,  steel,  bra-ss,  and  bronte. 


Thl.s  amendment  shall  become  effec- 
tive February  4,  1949. 

(Sec.  6.  54  Stat.  714:  55  Stat.  206:  56 
Stat.  463:  58  Stat.  671:  59  Stat.  270:  60 
Slat.  215:  61  S.at.  214:  61  Stat.  321; 
Pub.  Law  395.  80th  Cong.;  50  U.  S.  C.  App. 
■and  Sup.  701.  702:  E.  O.  9630.  Sept.  27, 
1945,  10  F.  R.  12245;  E.  O.  9919,  Jan.  3, 
1948.  13F.  R.  59) 

Dated:  February  11.  1949. 

•  Francis  McIntyre, 

Assistant  Director, 
Office  of  1 71  ter national  Trade. 

IF.    R.    Doc.    49-1277;    Filed.    Feb.    17,    1949; 
8:48  a.  m  | 


TITLE   16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

IFlle  No.  21-411) 

Part  181 — Handkerchief  Industry 

promulgation  of  trade  practice  rules 

At  a  regular  ses.slon  of  the  Federal 
Trade  Commission  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the 
15th  day  of  February  1949. 

Due  proceedings  having  been  held  un- 
der the  trade  practice  conference  pro- 
cedure in  pursuance  of  the  act  of  Con- 
gress approved  September  26.  1914.  as 
amended  (Federal  Trade  Commission 
Act>,  and  other  provisions  of  law  ad- 
ministered by  the  Commission; 

It  is  now  ordeied.  That  the  trade  prac- 
tice rules  of  Group  I  and  Group  II,  as 
hereinafter  set  forth,  which  have  been 
approved  and  received,  respectively,  by 
the  Commi.ssion  in  this  proceeding,  be 
promulgated   as   of   February   18,    1949. 

Statement  by  the  Cornjuission.  Trade 
practice  rules  for  the  Handkerchief  In- 
dustry, as  hereinafter  set  forth,  are  pro- 
mulgated by  the  Federal  Trade  Commis- 


sion under  the  trade  practice  conference 
procedure. 

Members  of  the  industry  include  the 
manufacturers,  importers,  jobbers  and 
others  who  are  engaged  in  the  business 
of  placing  on  the  market  or  distributing 
handkerchiefs  of  all  kinds  which  are 
composed,  in  whole  or  in  part,  of  cotton, 
linen,  rayon,  silk,  nylon,  wool,  or  other 
textile  fiber.  Annual  sales  of  such  in- 
dustry products  at  retail  aggregate  $110,- 
000.000. 

The  rules  are  directed  to  the  preven- 
tion of  unfair  competitive  methods  and 
trade  abu.ses  in  the  interest  of  protect- 
ing industry,  trade,  and  the  public,  and 
of  providing  guidance  and  a.ssistance  to 
business  in  the  maintenance  of  free  and 
fair  competition.  Practices  deemed  to  be 
unfair  and  harmful  are  defined  and 
listed  in  the  rules.  Among  the  subjects 
covered  are:  Commercial  bribery;  false 
Invoicing:  exclusive  dealing  arrange- 
ments to  exclude  competitors'  products; 
improper  consignment  distribution:  tie- 
in  sales;  Inducing  breach  of  contract; 
misrepresentation  of  product  and  busi- 
ne.ss  status;  defamation  of  competitors; 
selling  below  cost  and  use  of  "loss  lead- 
ers"; combinations  in  restraint  of  trade; 
and  discriminations  in  prices,  in  return 
of  goods,  and  in  facilities  and  services. 

Minimum  size  for  "men's  handker- 
chiefs" is  also  specified  in  the  rules. 
Likewise,  provision  is  made  respecting  u%e 
of  the  term  "hand-rolled"  as  applied  to 
handkerchiefs:  for  marking  "seconds"; 
and  regarding  improper  or  deceptive  la- 
beling. Other  rules  relate  to  record  keep- 
ing, forms  of  contract,  recording  of 
trade-marks,  repudianon  of  contracts, 
and  dissemination  of  credit  information. 
The  proceedings  under  which  the 
rules  have  been  formulated  and  estab- 
lished were  instituted  upon  application 
from  members  of  the  Industry.  A  gen- 
eral industry  conference  was  held  in  New 
York  City  at  which  proposals  for  rules 


were  received  and  given  consideration. 
Thereafter,  a  draft  of  proposed  rules  in 
appropriate  form  was  made  available  by 
the  Commission  and  public  notice  given 
whereby  all  interested  or  affected  parties 
were  afforded  opportunity  to  present 
their  views,  including  such  pertinent  in- 
formation, suggestions,  or  objections  as 
they  desired  to  offer,  and  to  be  heard  in 
the  premises.  Pursuant  to  the  official 
notice,  public  hearing  was  held  in  Wash- 
ington. D.  C.  and  all  matters  presented 
thereat,  or  otherwise  received  in  the 
proceeding,  were  duly  considered. 

Following  such  hearing,  and  upon 
consideration  of  the  entire  matter,  the 
Commission  approved  and  received  re- 
spectively, the  rules  hereinafter  appear- 
ing in  Group  I  and  Group  II. 

Such  rules  become  operative  thirty 
(30  >  days  from  date  of  promulgation. 

The  rules.  These  rules  promulgated 
by  the  Commi.ssion  are  designed  to  foster 
and  promote  the  maintenance  of  fair 
competitive  conditions  in  the  interest  of 
protecting  indu.stry,  trade,  and  the  pub- 
lic. It  is  to  this  end.  and  to  the  exclu- 
sion of  any  act  or  practice  which  sup- 
pre.sses  competition,  restrains  trade, 
fixes  or  controls  price  through  combina- 
tion or  agreement,  or  which  otherwi.se 
injures,  destroys,  or  prevents  competi- 
tion, that  the  rules  are  to  be  applied. 

Definition.  Handkerchiefs,  as  referred 
to  in  the.se  rules.  Include  all  types  and 
kinds  of  handkerchiefs  for  men,  women 
and  children  made  in  whole  or  in  part 
of  cotton,  linen,  rayon,  silk,  nylon,  wool, 
or  other  textile  fiber. 

Note:  Paper  products,  including  facial 
tissue  made  of  paper,  or  the  manufacture 
and  marlcetlng  thereof,  are  not  to  be  con- 
sidered as  coming  within  the  scope  of  these 
rules.  Such  exclusion,  however,  shall  not  be 
regarded  as  a  determination,  express  or  im- 
plied, of  the  propriety  or  impropriety  of  the 
appllcatloii  of  the  word  "handicerchlef"  to 
any  paper  product,  nor  shall  such  exclusion 
from  these  rules  toe  construed  as  relieving 
anyone  of  the  necessity  of  avoiding  the  use 
of  unfair  trade  practices  of  the  type  herein 
referred  to  and  falling  within  the  inhibitions 
of  the  law  as  applied  to  paper  tissues  or 
other  products. 
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CROUP  I 

?  181  0  Gjneral  statement.  The  un- 
fair trade  practices  embraced  in  J§  181.1 
to  131.21  are  considered  to  be  unfair 
methods  of  competition,  unfair  or  de- 
ceptive acts  or  practices,  or  other  il- 
legal practices,  prohibited  under  laws 
administered  by  the  Federal  Tiade  Com- 
mission: and  appropriate  proceedings  in 
the  public  interest  will  be  taken  by  the 
Commission  to  prevent  the  use  by  any 
person,  partnership,  corporation,  or 
other  organization  subject  to  its  juris- 
diction, of  such  unlawful  practices  in 
commerce. 

5  181.1  Fiber  identification.  (a>  In 
the  sale.  cfTering  for  sale,  or  distribution 
of  handkerchiefs,  it  is  an  unfair  trade 
practice  to  misrepre.sent  or  deceptively 
conceal  the  fiber  or  material  content  of 
any  such  product. 

(b)  Handkerchiefs  containing  rayon, 
silk,  or  linen  shall  be  Identified  as  to 
their  fiber  and  material  content  in  la- 
bels, invoices,  and  advertisements,  in  ac- 
cordance with  the  requirements  of 
trade  practice  rules  heretofore  promul- 
gated by  the  Commission  for  the  Rayon 
Industry.  Linen  Industry,  and  Silk  In- 
dustry: also,  handkerchiefs  containing, 
purporting  to  contain,  or  in  any  way 
represented  as  containing  wool,  reproc- 
essed wool,  or  reused  wool,  shall  be 
labeled  in  accordance  with  the  require- 
ments of  the  Wool  Products  Labeling 
Act  of  1939  and  the  rules  and  regulations 
issued  thereunder. 

Non:  A  copy  of  the  above-mentioned 
trade  practice  rules,  and  of  the  Wool  Prod- 
ucts Labeling  Act  of  1939  and  regulations 
iEsued  thereunder,  will  be  sent  by  the  Com- 
mission to  any  industry  member  making  re- 
quest therefor. 

[Rule  11 

§  181.2  Fictitious  prices.  It  Is  an  un- 
fair trade  practice  to  sell  or  offer  for  sale 
handkerchiefs  at  prices  purported  to  be 
reduced  from  what  are  in  fact  fictitious 
prices,  or  to  sell  or  offer  to  sell  such 
handkerchiefs  at  a  purported  reduction 
in  price  when  such  purported  reduction  is 
in  fact  fictitious  or  is  otherwise  mislead- 
ing or  deceptive.     [Rule  21 

5  181.3  Exclusive  dealing  arrange- 
ments to  exclude  sale  of  competitors' 
products.  It  Is  an  unfair  trade  practice 
to  sell  or  contract  for  the  sale  of  hand- 
kerchiefs, or  to  fix  a  price  charged  there- 
for, or  to  allow  a  discount  from  or  rebate 
upon  such  price,  on  the  condition,  agree- 
ment or  understanding  that  the  pur- 
chaser shall  not  deal  in  the  products  of 
a  competitor  or  competitors  of  the  seller, 
where  the  effect  of  such  sale,  or  contract 
for  sale,  or  such  condition,  agreement,  or 
understanding,  njay  be  to  substantially 
lessen  competition  or  tend  to  create  a 
monopoly.    .  I  Rule  3  J 
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§  181.4  Selling  below  cost.  The  prac- 
tice of  selling  handkerchiefs  below  the 
seller's  cost  with  the  intent  and  with  the 
effect  of  injuring  a  competitor  and  where 
the  effect  may  be  substantially  to  les.sen 
competition  or  tend  to  create  a  monopoly 
or  unrea.sonably  restrain  trade  is  an  un- 
fair trade  practice.  All  elements  recog- 
nized by  good  accounting  practice  as 
proper  elements  of  such  cost  shall  be  in- 
cluded In  determining  cost  under  this 
section.  The  costs,  however,  which  are 
referred  to  in  this  section,  are  actual 
costs  of  the  respective  seller  and  not  some 
other  figure  or  average  costs  in  the  in- 
dustry determined  by  an  industry  cost 
survey  or  otherwise.     fRule  41 

§  181.5  False  invoici7ig.  Withholding 
from  or  inserting  in  an  invoice  any 
statements  or  Information  by  rea.son  of 
which  omi.ssion  or  insertion  a  false  rec- 
ord is  made,  wholly  or  in  part,  of  the 
transaction  represented  on  the  face  of 
such  invoice,  with  the  purpose  or  effect 
of  thereby  misleading  or  deceiving  pur- 
chasers, prospective  purchasers,  or  the 
consuming  public,  is  an  unfair  trade 
practice.     [Rule  51 

8  181.6  Inducing  breach  of  contract. 
Inducing  or  attempting  to  induce  the 
breach  of  existing  lawful  contracts  be- 
tween competitors  and  their  customers 
or  their  suppliers  by  any  false  or  decep- 
tive means  whatsoever,  or  interfering 
with  or  obstructing  the  performance  of 
any  such  contractual  duties  or  services 
by  any  such  means,  with  the  purpose  and 
effect  of  unduly  hampering,  injuring,  or 
prejudicing  competitors  in  their  business, 
is  an  unfair  trade  practice.     [Rule  61 

5  181.7  Defamation  of  competitors  or 
disparagement  of  their  products.  The 
defamation  of  competitors  by  falsely  im- 
puting to  them  dishonorable  conduct. 
Inability  to  perform  contracts,  question- 
able credit  standing,  or  by  other  false 
repre.sentatlons.  or  the  false  disparage- 
ment of  the  grade,  quality,  or  manufac- 
ture of  the  products  of  competitors,  or 
of  their  business  methods,  selling  prices, 
values,  credit  terms,  policies,  or  services, 
is  an  unfair  trade  practice.     [Rule  71 

§  181.8  Misrepresentation  of  industry 
products.  Making  or  causing  to  be 
made  or  published,  directly  or  indirectly, 
any  false,  misleading,  or  deceptive  state- 
ment or  representation,  by  way  of  ad- 
vertisement or  otherwise,  concerning  the 
grade,  quality  Quantity,  substance,  con- 
tent, character,  nature,  origin,  size, 
manufacture,  decoration,  preparation, 
distribution,  or  sale  of  any  handkerchiefs 
of  the  Industry,  or  in  any  other  material 
respect,  is  an  unfair  trade  practice. 
[Rule  81 

5  181.9  Misrepresentation  of  business 
status.  It  Is  an  unfair  trade  practice 
for  any  person,  partnership,  corporation, 
or  organization,  directly  or  indirectly,  to 
represent  himself  or  Itself  as  being  the 
owner  or  operator  of  a  factory  or  produc- 
ing company  making  handkerchiefs  ad- 
vertised, offered  for  sale,  sold  or  distrib- 
uted, when  such  person  or  concern  does 
not  in  fact  own  or  operate  such  a  factory 
or  producing  company  making  such 
handkerchiefs.  The  use  of  any  other 
deceptive  or  misleading  device  or  method 
respecting    the    character,    nature,    or 
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status  of  the  business  of  any  person,  con- 
cern, or  organization  engaged  in  selling 
or  promoting  the  sale  of  handkerchiefs 
is  likewise  an  unfair  trade  practice. 
[Rule  91 

§181.10  Commercial  bribery.  It  is  an 
unfair  trade  practice  for  a  member  of 
the  industry,  directly  or  indirectly,  to 
give,  or  offer  to  give,  or  permit  or  cause 
to  be  given,  money  or  anything  of  value 
to  agents,  employees,  or  representatives 
of  customers  or  prospective  customers, 
or  to  agents,  employees,  or  representa- 
tives of  competitors'  customers  or  pros- 
pective customers,  without  the  knowl- 
edge of  their  employers  or  principals,  as 
an  inducement  to  influence  their  em- 
ployers or  principals  to  purchase,  or 
contract  to  purchase,  handkerchiefs 
manufactured  or  sold  by  such  industry 
member  or  the  maker  of  such  gift  or 
offer,  or  to  influence  such  employers  or 
principals  to  refrain  from  dealing  in  the 
products  of  competitors  or  from  dealing 
or  contracting  to  deal  with  competitors. 
[Rule  10] 

§181.11  Consignment  distribution.  It 
is  an  unfair  tra-de  practice  for  any  mem- 
ber of  the  Industry  to  use  the  pracUce 
of  shipping  handkerchiefs  on  cons  pn- 
ment  or  pretended  consignment  for  the 
purpose  and  with  the  effect  of  artificially 
clogging  or  closing  trade  outlets  and  un- 
duly restricting  competitors'  use  of  said 
trade  outlets  in  getting  their  products 
to  consumers  through  regular  channels 
of  distribution,  thereby  injuring,  de- 
stroying, or  preventing  competition  or 
tending  to  create  a  monopoly  or  to  un- 
reasonably restrain  trade:  Provided, 
however,  That  nothing  in  this  section 
shall  be  construed  as  restricting  or  pre- 
venting consignment  shipping  or  mar- 
keting of  handkerchiefs  in  good  faith 
where  suppression  of  competition,  re- 
straint of  trade,  or  undue  interference 
with  competitors'  use  of  the  usual  chan- 
nels of  distribution,  is  not  effected. 
[Rule  111 

§  181.12  Unlawful  combination  in  re- 
straint of  trade.  It  is  an  unfair  trade 
practice  for  a  member  of  the  industry 
or  other  person : 

(a)  To  use.  directly  or  indirectly,  any 
form  of  threat,  intimidation,  or  coercion 
against  any  member  of  the  industry  or 
other  person  unlawfully  to  flx.  maintain, 
or  enhance  prices,  suppress  competition, 
or  restrain  trade;  or 

(b)  To  enter  into  or  take  part  in, 
directly  or  indirectly,  any  agreement, 
understanding,  combination,  conspiracy, 
or  concerted  action  with  one  or  more 
members  of  the  industry,  or  with  one  or 
more  other  persons,  unlawfully  to  fix. 
maintain,  or  enhance  prices,  suppress 
competition,  or  restrain  trade.    [Rule  12 1 

§  181.13  Use  of  "loss  leaders."  The 
practice  of  selling  any  type  of  handker- 
chiefs below  the  seller's  cost  as  a  "loss 
leader"  to  induce  the  purchase  of  other 
merchandise,  the  sale  of  the  latter  being 
used  to  recoup  the  loss  sustained  on  the 
"loss  leader"  product  so  sold,  with  the 
capacity  and  tendency  or  effect  of  mis- 
leading or  deceiving  purchasers,  pro- 
spective purchasers,  or  the  consuming 
public,  is  an  luifair  trade  practice. 
[Rule  13J 
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§  181.14  Prohibited  discrimination — 
(a>  Prohibited  discriminatory  prices,  or 
rebates,  relunds,  discounts,  credits,  etc., 
which  effect  unlatvful  price  discrimina- 
tion. In  the  marketing  in  commerce ' 
of  handkerchiefs  of  like  grade  and  qual- 
ity for  U-se.  consumption,  or  resale  within 
the  jurisdiction  of  the  United  States,  and 
subject  to  subdivisions  (i),  (ii),  (iii)  of 
subparagraph  <1)  of  this  paragraph.  It 
is  an  unfair  trade  practice  for  any  mem- 
ber of  the  industry  engaged  therein  to 
discriminate  in  price  between  different 
purchasers  where  the  effect  thereof  may 
be  substantially  to  lessen  competition  or 
tend  to  create  a  monopoly  in  any  line  of 
commerce,  or  to  Injure,  destroy,  or  pre- 
vent competition  with  such  industry 
member  or  with  any  person  who  know- 
ingly receives  the  benefit  of  such  dis- 
crimination or  with  their  customers. 

<1)  The  inhibitions  against  such  dis- 
crimination in  price  shall  be  applicable 
Irrespective  of  whether  the  discrimina- 
tion in  the  price  itself  is  effected  in  the 
form,  or  through  the  means,  of  rebates, 
refunds,  discounts,  credits,  allowances, 
or  other  form  of  price  differential. 

(D  Nothing,  however,  herein  contained 
shall  prevent  differentials  which  make 
only  due  allowance  for  differences  in  the 
cost  of  manufacture,  sale,  or  delivery  re- 
sulting from  the  difTering  methods  or 
quantities  in  which  the  handkerchiefs 
are  sold  or  delivered  to  said  purchasers. 

(ii)  Nor  shall  anything  herein  con- 
tained prevent  persons  engaged  in  sell- 
ing products  in  commerce '  from  select- 
ing their  own  customers  in  bona  fide 
transactions  and  not  in  restraint  of  trade. 

(iii>  Nor  shall  anything  herein  con- 
tained prevent  price  changes  from  time 
to  time  where  made  in  response  to  chang- 
ing conditions  affecting  either  (a)  the 
market  for  the  products  concerned,  or 
(b)  the  marketability  of  the  products, 
such  as.  but  not  limited  to,  actual  or  im- 
minent deterioration  of  perishable  poods, 
obsolescence  of  seasonal  goods,  distress 
sales  under  court  process,  or  sales  in  good 
faith  in  discontinuance  of  business  in  the 
products  concerned. 
•  (b>  Prohibited  brokerage  or  commis- 
sions. In  the  selling  of  handkerchiefs 
in  commerce.'  it  is  an  unfair  trade  prac- 
tice for  any  member  of  the  industry  en- 
gaged therein  to  pay  or  grant,  or  to  re- 
ceive or  accept,  any  commission,  broker- 
age, or  cither  compensation,  or  any  allow- 
ance or  discount  in  lieu  thereof,  except 
for  services  rendered  in  connection  with 
the  sale  or  purchase  of  such  products, 
either  to  the  other  party  to  such  transac- 
tion or  to  an  agent,  representative,  or 
other  intermediary  therein,  where  such 
intermediary  is  acting  in  fact  for  or  in 


'  As  used  throughout  this  section,  the  word 
"commerce"  means  "trade  or  commerce 
among  the  several  States  and  with  foreign 
nations,  or  between  the  District  of  Colum- 
bia or  any  Territory  of  the  United  States 
and  any  State.  Territory,  or  foreign  nation, 
or  between  any  Insular  possessions  or  other 
places  under  the  jurisdiction  of  the  United 
States,  or  between  any  such  possession  or 
place  and  any  State  or  Territory  of  the 
United  States  or  the  District  of  Columbia 
or  any  foreign  nation,  or  within  the  District 
of  Columbia  or  any  Territory  or  any  Insular 
possession  or  other  place  under  the  Juris- 
diction of  the  United  States." 
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behalf,  or  is  subject  to  the  direct  or 
indirect  control,  of  any  party  to  such 
transaction  other  than  the  person  by 
whom  such  compensation  is  so  granted  or 
paid. 

(c)  Prohibited  advertising  or  promo- 
tional allowances,  etc.  In  the  selling  of 
handkerchiefs  in  commerce '  by  any 
member  of  the  industry,  and  in  the  course 
thereof,  it  is  an  unfair  trade  practice 
for  such  member  to  pay  or  contract  for 
the  payment  of  anything  of  value  to  or 
for  the  benefit  of  his  customer  as  com- 
pensation or  in  consideration  for  certain 
services  or  facilities  furnished  by  or 
through  such  customer,  unless  such  pay- 
ment or  consideration  is  available  on  pro- 
portionally equal  terms  to  all  other  cus- 
tomers of  such  member  competing  in  the 
distribution  of  such  products. 

«1)  As  used  in  this  paragraph,  the  cer- 
tain services  or  facilities  referred  to  are 
such  as  are  furnished  by  or  through  the 
customer  in  connection  with  the  process- 
ing, handling,  sale,  or  offering^for  sale, 
of  such  industry  member's  products. 

(d)  Prohibited  discrimination  in  serv- 
ices or  facilities.  In  the  sale  of  hand- 
kerchiefs bought  for  resale,  with  or  with- 
out processing,  it  is  an  unfair  trade  prac- 
tice for  any  member  of  the  industry  to 
discriminate  in  favor  of  one  purchaser 
against  another  purchaser  by  furnishing 
certain  services  or  facilities  upon  terms 
not  accorded  to  all  purchasers  on  pro- 
portionally equal  terms. 

(1)  Said  services  or  facilities  referred 
to  in  this  paragraph  are  such  as  are  con- 
nected with  the  processing,  handling, 
sale,  or  offering  for  sale,  of  the  handker- 
chiefs purchased,  and  the  term  "furnish- 
ing" as  used  in  this  paragraph  shall  be 
construed  as  including  contracting  to 
furnish,  and  contributing  to  the  furnish- 
ing of.  the  services  or  facilities. 

le)  Inducing  or  receiving  an  illegal 
discrimination  in  price.  It  is  an  unfair 
trade  practice  for  any  member  of  the 
industry,  in  the  course  of  commerce '  in 
which  he  is  engaged,  knowingly  to  in- 
duce or  receive  a  discrimination  in  price 
which  is  prohibited  by  the  foregoing  pro- 
visions of  this  section. 

(f)  Exemptions.  The  inhibitions  of 
this  section  shill  not  apply  to  purchases 
of  their  supplies  for  their  own  use  by 
schools,  colleges,  universities,  public 
libraries,  churches,  hospitals,  and  chari- 
table institutions  not  op>erated  for  profit. 
[Rule  141 

§  181.15  Deceptive  lamling  or  mark- 
ing. It  is  an  unfair  trade  practice  to 
label  any  handkerchiefs  or  to  niark  any 
container  of  handkerchiefs  or  any  pack- 
age containing  handkerchiefs  in  such 
manner  as  to  be  misleading  or  deceptive 
to  the  purchasing  or  consuming  public. 
Under  this  section  words,  representa- 
tions, and  devices  used  must  not  only  in 
themselves  be  free  from  deception  or 
misleading  tendencies  or  effects,  but  also 
shall  not  be  set  forth  in  such  obscure, 
remote,  inconspicuous,  or  other  manner 
as  to  have  the  capacity  and  tendency  or 
effect  of  causing  the  public  to  be  misled 
or  deceived  or  of  aiding  others  to  cause 
the  public  to  be  so  misled  or  deceived. 
(For  other  provisions  regarding  required 
marking,  see  also  SS  181.1  and  181.16) 
I  Rule  151 


§  181.16  Disclosure  in  respect  to  "sec- 
onds", (a)  Handkerchiefs  which  are 
seconds  or  which  are  represented  as  be- 
ing seconds  shall  be  so  marked,  clearly 
and  conspicuously,"  to  the  end  that  con- 
fusion, misunderstanding,  or  deception 
of  the  purchasing  or  consuming  public 
may  be  avoided  and  prevented.  Such 
disclosure  of  seconds  shall  al.so  be  made 
in  Invoices  as  well  as  on  the  product  it- 
self and  the  immediate  package  in  which 
it  is  sold  to  tlie  consumer,  and  on  dis- 
play cards,  advertisements,  or  other  rep- 
resentations under  which  such  seconds 
are  offered  for  sale  or  advertised  to  the 
purchasing  or  consuming  public.  For 
purposes  of  this  .section,  the  term  "sec- 
onds" shall  include  so-called  rejects  and 
irregulars.  This  .section,  however,  shall 
not  be  deemed  to  require  that  the  mark 
of  "seconds"  be  placed  on  the  handker- 
chief itself  In  Instances  where  the  pur- 
chasing and  consuming  public  is  fully 
informed  by  placards  and  signs  displayed 
in  immediate  conjunction  with  the  hand- 
kerchiefs and  disclosing  that  they  are 
seconds:  Provided,  That  all  other  re- 
quirements of  the  section  are  met  and  no 
deception,  directly  or  by  reason  of  con- 
cealment, is  involved. 

(b>  It  is  an  unfair  trade  practice  to 
deceptively  conceal  the  fact  that  said 
handkerchiefs  are  seconds,  or  to  fail  or 
refuse  to  make  said  disclo.sure  of  sec- 
onds as  and  to  the  end  specified  in  para- 
graph (a)  of  this  section.     I  Rule  161 

5  181.17  Misrepresentation  of  men's 
handkerchiefs  in  respect  to  size.  (a>  It 
is  an  unfair  trade  practice  to  offer  for 
sale.  sell,  or  distribute  any  handkerchief 
as  "men's  handkerchiefs",  or  to  use  such 
term,  or  term  of  similar  import,  in  ad- 
vertising, labeling,  or  other  representa- 
tion as  descriptive  of  handkerchiefs, 
when  any  one  of  the  two  dimensions  of 
the  respective  handkerchiefs  is  less  than 
16  inches  in  its  finished  state,  or  when 
such  products  are  not  otherwise  "men's 
handkerchiefs." 

(b>  To  the  end  of  preventing  con- 
fusion, misunderstanding,  and  deception 
of  the  purchasing  and  consuming  public, 
handkerchiefs  which  are  rectangular, 
and  not  .square  as  customarily  produced 
in  the  industry,  shall  not  be  so  boxed 
or  packaged  as  to  present  only  the  long 
side  to  purchasers  or  consumers  when 
buying  the  handkerchiefs  in  retail  stores 
or  other  marketing  channels.  Both  sides 
or  dimensions  of  the  handkerchiefs 
should  be  equally  accessible  to  the  pur- 
chaser in  order  that  the  probabilities  of 
deception  and  misunderstanding  may  be 
eliminated.     (Rule  171 

§  181.18  Use  of  term  '•hand-rolled" 
It  is  an  unfair  trade  practice  to  label 
handkerchiefs  or  the  package  or  the  con- 
tainer of  handkerchiefs  with  the  word 
"hand-rolled."  or  to  use  that  term  in 
advertising  representations,  unless  the 
entire  hem  of  the  handkerchiefs  so  de- 
scribed has  in  fact  been  rolled  by  hand 
labor.     I  Rule  181 

§  181.19  Imitation  of  trade-marks, 
trade  names,  etc.  The  practice  of  imi- 
tating, or  causing  to  be  imitated,  the 
trade-marks,  trade  names,  or  other  ex- 
clusively owned  symbols,  marks  of  iden- 
tification, designs,  or  patterns  of  com- 
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petltors.  which  have  not  been  dedicated 
to  the  public  either  directly  or  by  opera- 
tion of  lav.',  and  where  such  Imitation 
has  the  capacity  and  tendency  or  effect 
of  misleading  or  deceiving  the  purchas- 
ing or  constiming  public,  it  is  an  unfair 
trade  practice.     1  Rule  19 1 

f  181.20  Discriminatory  returns.  It 
Is  an  unfair  trade  practice  for  any  mem- 
ber of  the  indu':try  to  di.criminate  in 
favor  of  one  custcmer-piu-chaser  aganst 
anotlier  customer-piirchaser  of  handker- 
chiefs, bought  from  such  member  of  the 
indu.'-try  for  resale,  by  offering  or  permit- 
ting such  favored  purchaser  the  privi- 
lege of  returning  handkerchiefs  so  pur- 
chased and  receiving  therefor  credit  or 
refund  of  purchase  price:  Provided,  how- 
ever. That  nothing  in  §  181.1  to  181.21 
shall  prohibit  or  be  used  to  prevent  the 
return  of  merchandise  by  purchaser,  for 
credit  or  refund  of  purcha.-<e  price,  when 
and  because  such  merchandise  has  been 
improperly  labeled  by  the  seller  as  to 
fiber  content,  or  has  been  otherwise 
falsely  or  deceptively  labeled  or  repre- 
sented, or  when  and  because  such 
merchandise  is  defective  in  material, 
workmanship,  or  in  any  other  respect  is 
contrary  to  warranty  or  purchase  con- 
tract.    I  Rule  201 

8  181.21  Tie-in  sales.  The  practice  of 
coercing  or  requiring  the  purchase  of  one 
or  more  products  as  a  prerequisite  or  con- 
dition to  the  purchase  of  one  or  more 
other  products,  where  the  effect  may  be 
to  substantially  lessen  competition  or 
tend  to  create  a  monopoly  or  to  unrea- 
.sonably  restrain  trade,  is  an  unfair  trade 
practice.     [Rule  211 

GROUP    II 

8  181. ICO  General  statement.  Com- 
pliance wit+i  trade  practice  provisions 
embraced  in  §§  181.100  to  181.105  is  con- 
sidered to  be  conducive  to  sound  business 
methods  and  is  to  be  encouraged  and 
promoted  individually  or  through  volun- 
tary cooperation  exercised  in  accordance 
with  existing  law.  Nonobservance  of 
such  sections  does  not  per  se  constitute 
violation  of  ,law.  Where,  however,  the 
practice  of  not  complying  with  any  such 
sections  is  followed  in  such  manner  as 
to  result  in  unfair  methods  of  competi- 
tion, or  unfair  or  deceptive  acts  or  prac- 
tices, corrective  proceedings  may  be  in- 
stituted by  the  Commission  as  in  the  case 
of  violation  of  ?5  181.1  to  181.21. 
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8  181.101  Record  keeping.  The  in- 
dustry approves  the  practice  of  each 
seller  of  handkerchiefs  independently 
keeping  an  accurate  record  of  all  hand- 
kerchiefs sold,  showing  date  of  sale, 
mcke.  type,  quantity,  and  price,  which 
record  should  be  kept  for  a  period  of  not 
less  than  two  years  after  date  of  sale: 
Provided,  however.  That  such  records,  or 
the  keeping  thereof,  shall  in  no  way  bv' 
used,  directly  or  indirectly,  as  part  of 
or  in  connection  with  any  practice,  meth- 
od, or  plan  contrary  to  §  181.12;  And 
provided  further.  That  noihing  in  this 
section  shall  be  construed  to  limit  or  to 
modify  the  record-keeping  requirements 
of  the  Wool  Producls  Labeling  Act  of 
1939  and  the  rules  and  regulations  there- 
under in  respect  to,  end  on  the  part  of 
manufacturers  of.  handkerchiefs  or  other 
products  containing,  purporting  to  con- 
tain, or  represented  as  containing,  wooien 
fiber  and  subject  to  the  act  mentioned. 
LRule  A] 

8  181.102  Forms  of  contract.  The  in- 
dustry records  Its  approval  of  the  prepa- 
ration and  publication,  in  cooperation 
with  suppliers  and  customers,  of  proper 
and  lawful  forms  of  contracts  for  volun- 
tary use.  which  forms  will  leave  open  for 
negotiation  by  the  respective  parties  all 
terms  and  conditions  thereof,  including 
prices,  discounts,  and  other  terms  or  con- 
ditions of  sale;  And  provided  further. 
That  such  forms,  and  the  use  thereof  or 
any  action  in  relation  thereto,  shall  not 
be  in  restraint  of  trade.    [Rule  B J 

8  181.103  Repudiation  of  contracts. 
Lawful  contracts  are  business  obliga- 
tions which  should  be  performed  in  letter 
and  in  spirit.  The  repudiation  of  con- 
tracts by  sellers  on  a  rising  market  or  by 
buyers  on  a  declining  market  is  con- 
demned by  the  industry.     [Rule  CI 

8  181.104  Dissemination  of  credit  in- 
formation. The  industry  records  its  ap- 
proval of  the  distribution  among  mem- 
bers of  the  industry  of  Information  cov- 
ering delinquent  and  slow  credit  accounts 
insofar  as  such  may  be  lawfully  done. 
[Rule  D] 

§  181.105  Recording  of  trade-marks. 
To  avoid  confusion  the  industry  recom- 
mends that  each  member  thereof  volun- 
tarily file  with  some  person  designated 
by  the  industry  all  trade-marks,  trade 
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names,  labels,  or  brands  belonging  to  and 
used  by  such  member,  and  that  such  in- 
formation be  made  equally  available  to 
all  members  of  the  indu-slry  and  to  the 
public.     [Rule  E] 

A  Committee  on  Trade  Pi-actices  is 
hereby  authorized  to  cooperate  with  the 
Federal  Trade  Commission  in  the  en- 
forcement of  these  rules  and  to  per- 
form such  other  acts  as  may  be  legal  and 
proper  to  make  these  rules  effective. 

Promulgated  and  issued  by  the  Fco'cral 
Trade  Commi.s.<^ion  February  18,  1^43. 

ISE.\L]  D.  C.  Daniel. 

Secrete,  y. 

|F.    R.    Doc.    49   1280;    Filed.    Feb.    17.    IS  9; 
8:49  a.  m.| 


TITLE   19— CUSTOfv'.S  DUTIES 

Chapter  I — Bureau   of  Custcms, 
D3partment  of  t':e  Treasury 

|T.  D.  521501 

P.\r.T  8 — Li'pniTY  for  Dtj:ies.  En:ry  cp 
Im.crted  Merchakdise 

sme  in  tr.^n'it 

Section  8  8.  Customs  Regulations  of 
1943  ( 19  CFR.  Cum.  Supp.,  8.8 ) ,  is  hereby 
amended  by  adding  the  following  new 
paragraph  (d).  and  redesignating  para- 
graphs (d).  <e),  <f).  and  ig)  as  para- 
graphs (e),  (f),  (g),  and  'h>,  respec- 
tively: 

§  8  8  Requirements  en  entry.  •  •  • 
(d)  If  entry  is  made  by  or  for  the  ac- 
count of  one  v.'ho  has  purchased  the 
goods  while  they  v;ere  in  transit  from  the 
point  of  exportation  to  the  port  of  entry, 
a  statement  showing  the  price  paid  for 
each  item  by  .'■uch  purchaser  must  be  pre- 
sented at  the  time  cf  entry. 

(Sec.  484,  46  Stst.  722.  sec.  12,  52  Stat. 
1083;  19U.  S.  C.  1484) 

Insert  T.  D.  50249  (4)  as  a  marginal 
notation  to  >  8  8  (d ) .  supra. 

[SE.al  Frank  Dew, 

Acting  Commissioner  of  Cu.'::c,.:s. 

Approved:  February  11,  1949. 

John  S.  Gr.ah.mii. 
Acting  Secretary  of  the  Treatury. 

(F.    R.    Doc.   49-1275:    Filed,   Feb.    17.    1349; 
t:£0  a.  m  I 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

17  CFR,  Part  162  1 

General  Permit  for  Economic  Poisons 
FOR  Experimental  Use  Which  Are 
Also  Subject  to  New  Drug  Require- 
ments OF  THE  FEDER.AL  FCOD.  DRUG,  AND 

Cosmetic  Act 

NOTICE  or  intention  to  amend  regula- 
tions FOR  enforcement  OF  THE  FEDERAL 
INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE 
ACT 

Notice  is  hereby  given  in  accordance 
With  section  4  (a)  of  the  Administrative 


Procedure  Act  (5  U.  S.  C.  1003  (a) )  as 
follows: 

Representation  has  been  made  to  the 
United  States  Department  of  Agriculture 
that  certain  economic  poisons  which  are 
being  studied  to  determine  their  effec- 
tivene.ss — as,  for  example,  a  preparation 
Intended  for  use  in  the  control  of  sca- 
bies— are  subject  to  the  permit  require- 
ments of  section  7a  <4)  of  the  Federal 
Insecticide,  Fungicide,  and  Rodenticide 
Act  <7  U.  S.  C,  Supp.  1,  sec.  135e)  and 
§162.17  (2)  of  the  regulations  (7  CFR, 
1947  Supp.  162.17  (2))  thereunder,  and 
also  to  the  "new  drug"  provisions  of  sec- 
tion 505  (i)  of  the  Federal  Food,  Drug, 
and  Co.'^metic  Act  (21  U.  S.  C,  sec.  355 
(i))   and  §2.114   (21  CFR  Cum.  Supp. 


2.114)  of  the  regulations  thereunder.  It 
has  been  represented  further  that  the 
information  required  to  be  kept  under 
the  "new  drug"  provisions  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  is  equally 
as  informative  as  that  required  to  be 
furnished  in  requesting  a  permit  for 
shipment  for  experimental  use  under 
the  Federal  Insecticide,  Fungicide,  and 
Rode*rticide  Act,  and  that  compliance 
with  the  requirements  of  both  acts  is 
an  unnecessary  hardship  for  the  manu- 
facturer of  such  new  economic  poisons. 

Upon  the  basis  of  the  above  repre- 
sentations, request  has  been  made  that 
a  regtilation  be  issued  which  would  con- 
stitute a  general  permit  under  section 
7a  (4»  of  the  Federal  Insecticide,  Fungi- 
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«ide,  and  Rodenticide  Act  for  the  ship- 
ment of  economic  poisons  for  experimen- 
tal use  only,  when  the  economic  poi.sons 
also  come  within  the  new  drug  provisions 
of  the  Federal  Food,  Drug,  and  Cos- 
metic Act  (21  U.  S.  C,  sec.  355)  and  are 
shipped  in  accordance  with  the  provi- 
sions of  section  505  (i)  of  that  act  and 
§  2.114  of  the  regulations  thereunder,  as 
presently  in  effect. 

To  effectuate  this  purpose  it  is  pro- 
posed, pursuant  to  section  6a  of  the 
Federal  In.^^ecticide,  Fungicide,  and  Ro- 
denticide Act  (7  U.  S.  C,  Supp.  1,  sec, 
135d),  to  amend  §  162.17  of  the  regula- 
tions issued  under  said  act  (7  CFR  1947 
Supp.  162.17)  by  designating  as  para- 
graph (d)  the  provisions  now  appearing 
under  paragraph  (c)  and  by  inserting  a 
new  paragraph  (c)   reading  as  follows: 

(c>  General  permit  for  economic  poi- 
sons for  experimental  use  which  are  also 
subject  to  the  new  drug  requirements  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act.  (1>  Notwithstanding  the  provisions 
of  paragraph  (b)  of  this  section,  a  gen- 
eral permit  is  ifereby  issued  under  sec- 
tion 7a  <4'  of  the  act  to  the  manufactur- 
ers and  shippers  of  economic  poisons  for 
experimental  use  only,  to  ship  such  eco- 
nomic poisons.  Provided:  (1)  That  the 
product  is  a  "new  drug"  within  the  mean- 
ing of  the  Federal  Food,  Drug,  and  Cos- 
metic Act  (21  U.  S.  C.  sec.  355).  <2)  that 
it  is  .subject  to,  and  the  manufacturer 
or  shipper  complies  with,  the  provisions 
of  section  505  <!»  of  said  act  '21  U.  S.  C. 
sec.  355  (i))  and  §2.114  of  the  regula- 
tions (21  CFR  Cum.  Supp.  2.114)  there- 
under, as  presently  in  effect  and  (3)  that 
the  documnets  referred  to  in  said  §  2.114 
shall  be  made  available  for  inspection 
upon  the  request  of  any  ofHcer  or  em- 
ployee of  the  Production  and  Marketing 
Administration  of  the  United  States  De- 
partment of  Agriculture  at  any  reason- 
able time  within  three  years  after  the 
introduction  of  the  product  into  inter- 
state commerce. 

(2)  The  general  permit  referred  to  in 
the  preceding  paragraph  shall  apply  only 
insofar  as  the  experimental  uses  are  for 
drug  purposes  within  the  meaning  of  the 
Federal  Food.  Drug,  and  Co.smetic  Act. 
It  shall  not  apply  to  other  experimental 
uses  even  though  the  product  may  be 
intended  for  both  drug  and  non-drug 
uses. 

Any  person  who  wishes  to  file  written 
data,  views,  or  arguments  on  the  fore- 
going proposed  amendment  may  do  so 
by  lilin?  them  with  the  Chief  of  the  In- 
secticide Division.  Production  and  Mar- 
keting Administration.  U.  S.  Department 
of  Agriculture.  Washington  25,  D.  C. 
within  15  days  after  publication  of  this 
notice  in  the  Federal  Register. 

Done  at  Washington,  D.  C,  this  15th 
day  of  February  1949. 

I  seal!  H.  E.  Reed. 

Director,  Livestock  Br  audi.  Pro- 
duction and  Marketing  Ad- 
ministration. 

[¥.   R.    Doc.   49-1286:    Flle^.    Feb.    17.    1949; 
L.ol  a.  n).| 


[  7  CFR,  Part  935  1 

[Docket  No.  AO  86- A8] 

Handling  of  Milk  in  Oi4.\ha-Council 
Bluffs  Marketing  Area 

notice  of  hearing  on  proposed  amend- 
ment TO  tentative  m.arketing  agree- 
ment AND  TO  ORDER.  AS  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.) .  and  in  accordance 
with  the  applicable  rules  of  practice  and 
procedure,  as  amended  (7  CFR.  Supps.. 
900.1  et  seq.  >.  notice  is  hereby  given  of 
a  public  hearing  to  be  held  in  the  Post 
Office  Building,  at  Omaha.  Nebra.<ika.  be- 
ginning at  10:00  a.  m.  c.  s.  t.,  March  3, 
1949.  for  the  purpose  of  receiving  evi- 
dence with  respect  to  the  proposed 
amendments  hereinafter  set  forth  to  the 
tentative  marketing  agreement,  as  here- 
tofore approved  by  the  Secretary  of  Ag- 
riculture, and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Omaha-Council  Bluffs  marketing  area 
(7  CFR.  Supps..  935.0  et  seq.).  These 
proposed  amendments  have  not  received 
the  approval  of  the  Secretary  of  Agricul- 
ture. 

The  proposed  amendments  on  which 
evidence  will  be  received  were  submitted 
by  the  Nebraska-Iowa  Non-Stock  Co- 
operative Milk  Association.  Alamito 
Dairy  Company.  Roberts  Dairy  Company, 
and  the  Dairy  Branch.  Production  and 
Marketing  Administration. 

§935.1: 

Proposed  by  Alamito  Dairy  Company: 

1.  Delete  from  paragraph  d)  the  words 
"during  the  months  of  September.  OctOr 
ber.  November  and  December". 

Proposed  by  Roberts  Dairy  Company: 

2.  Delete  paragraph  (!•  and  substitute 
therefor  the  following: 

(1)  "Emergency  milk''  means  skim' • 
milk  and  butterfat  which  is  received  by 
a  handler  us  fluid  milk  from  the  plant 
of  a  non-handler  which  is  approved  by 
the  proper  health  authorities  for  sale  as 
Class  I  and  Class  II  milk  within  the 
marketing  area  during  any  delivery  pe- 
riod in  which  tho  market  administrator 
determines  that  the  supply  of  producer 
milk  available  to  such  handler  is  insuf- 
ficient to  fulfill  his  Cla';s  I  and  Class  II 
requirements  for  sales  within  the  mar- 
keting area, 

§  935  4: 

Proposed  by  Nebraska-Iowa  Non-Stock 
Cooperative  Milk  Association: 

3.  Djlete  subparagraphs  d)  and  (2) 
of  paragraph  (b)  and  substitute  therefor 
the  following: 

(1)  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  in  the  form  of 
milk  or  in  the  form  of  skim  milk,  butter- 
milk or  flavored  milk  drinks  regardless 
of  butterfat  content,  and  all  skim  milk 
and  butterfat  not  specifically  accounted 
for  as  Class  II  milk  or  Class  III  milk. 

(2)  Cla.ss  II  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  as  cream,  either 
sweet  or  sour.  Including  any  mixture  of 
butterfat  and  skim  milk  containing  more 
than  6  percent  butterfat.  for  consump- 
tion in  fluid  form  and  aerated  cre^m  or 
eggnoK. 


Proposed  by  Roberts  Dairy  Company: 

4.  Provide  for  Cla.ss  I  Grade  A.  Class  I 
non-Grade  A.  Class  II  Grade  A  and  Class 
II  non-Grade  A, 

§  935.5: 

Proposed  by  Nebraska-Iowa  Non-Stock 
Cooperative  Milk  Association : 

5.  Delete  the  period  at  the  end  of  the 
first  sentence  of  paragraph  <a)  and  add 
the  following:  ":  Provided,  That  the  basic 
price  for  any  of  the  months  of  October, 
November  and  December  shall  not  be  less 
than  the  basic  price  for  the  preceding 
month:  And  provided  further.  That  such 
price  for  each  of  the  months  of  January, 
February  and  March  shall  not  be  less 
than  such  price  for  the  preceding  month 
minus  $0.22." 

6.  Delete  subparagraphs  (1)  and  (2) 
of  paragraph  (b)  and  substitute  therefor 
the  following: 

(1>  Class  I.  The  price  per  hundred- 
weight of  Cla.ss  I  milk  containing  3.8 
percent  butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a)  of 
this  section  plus  75  cents  during  the 
months  of  April.  May.  June  and  July  and 
plus  $1.25  during  all  other  months  of  each 
year. 

(i)  The  price  per  hundredweight  of 
butterfat  in  Cla.ss  I  milk  shall  be  com- 
puted by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3)  (i)  of  this 
paragraph  $15.00  during  the  months  of 
April.  May.  June  and  July  and  $25.09 
during  all  other  months  of  each  year. 

(2)  Class  II.  The  price  per  hundred- 
weight of  Cla.ss  II  milk  containing  3.8 
percent  butterfat  shall  be  the  ba.sic  price 
computed  pursuant  to  paragraph  (a)  of 
this  .section  plus  75  cents  during  the 
months  of  April.  May.  June  and  July  and 
plus  $1.25  during  all  other  months  of 
each  year. 

(i>  The  price  per  hundredweight  of 
butterfat  in  Cla.ss  II  milk  :.hall  be  com- 
*  puted  by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3»  (i*  of  this 
paragraph  $15.00  during  April.  May,  June 
and  July  and  $25.00  during  all  other 
months  of  each  year. 

Proposed  by  Alamito  Dairf  Company: 

7.  In  paragraph  (b)  (1>  after  the  words 
"75  cents",  "60  cents"  and  "$1.00"  add  the 
words  "for  Standard  Grade  Milk."  Then 
in  each  case  add  the  following:  "$1.10  for 
Grade  A  milk,  95  cents  for  Grade  A  milk 
and  $1.35  for  Grade  A  milk." 

In  paragraph  (b»  (2)  include  the  same 
as  recommended  for  Cla.ss  I. 

In  paragraph  ib)  (3)  include  "35  cents 
for  Grade  A  milk." 

Proposed  by  Roberts  Dairy  Company 

8.  Delete  subparagraphs  (1)  and  (2) 
of  paragraph  (b»  and  substitute  therefor 
the  following: 

(1)  Class  I.  The  price  for  hundred- 
weight of  Class  I  milk  containing  3.8  per- 
cent butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a>  of 
this  section  plus  the  following  premiums 
during  the  delivery  periods  indicated: 


(I)  The  price  per  hundredweight  of 
butterfat  in  Class  I  milk  shall  be  com- 
puted by  adding  to  the  price  computed 
,  pursuant  to  subparagraph  (3)  (i)  of  this 
paragraph  the  following  amounts  dur- 
ing the  delivery  periods  indicated: 


puted  by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3)  (i)  of  this 
paragraph  the  following  amounts  during 
the  delivery  periods  indicated: 


Di'livery  (xriod 

OrH'lp  A 
UiUk 

Non- 
Orsde  A 

milk 

Janimry,  Frt>runry,  M;irrh 

April,  Nlay,  Juno,  July.  AugiLst... 
tk|)Uniln'i,  OctoU-r,  Novt-mlH-r, 
1  HtVIll  t«T 

$1.30 

1.10 
1.,'0 

.75 
L15 

-UcUvery  period 

Oradp 
A  milk 

Nor»- 

Urade  A 

milk 

January.  Kebniiiry,  March 

April.  May,  Jiiiu-.  July.  AuRust... 
tH-jtti'iiil.i'r.  October,  November, 
k'tvmlier               . - 

$2«.no 

22.00 
30.00 

$19.00 
15.00 

23.00 

(2)  Class  II.  The  price  per  hundred- 
weight of  Class  II  milk  containing  3.8 
percent  butterfatshall  be  the  basic  price 
coimputed  pursuant  to  paragraph  (a)  of 
this  section  plus  the  following  premiums 
during  the  delivery  periods  indicated: 


Delivery  period 

Orad<>  A 
milk 

N(in- 

Oradr  .\ 

milk 

Jaiiu;iry.  Koliruary-.  Mrircti 

Ai>ril.  Miy.  Junr.  July.  August.. 
t^epii-nilH-r.    Uctolier,    Novemttor 
)ece!iilicr           ... 

$0.95 
.75 

1.15 

$0.f.0 
.40 

.80 

(i)  The  price  per  hundredweight  of 
butterfat  in  Class  II  milk  shall  be  com- 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

|T.  D.  52149) 

Frontera.  Tabasco,  Mexico 

"NO  CONSUL"  list 

FEBRU.^RY   11.   1949. 

In  accordance  with  a  recommendation 
from  the  Department  of  State,  Frontera, 
Tabasco,  Mexico,  is  hereby  added  to  the 
"No  con.sul"  list  ^1947)  T.  D.  51797,  as 
amended. 

Consular  invoices  covering  merchan- 
dise from  the  above-named  place  will  be 
accepted  if  certified  under  the  provisions 
of  section  482  (f ) ,  Tarifl  Act  of  1930. 

(SEAL]  W.  R.  Johnson, 

Deputy  Cornmissioner. 

|F.    R.   Doc.    49-1276:    Filed,   Feb.    17,    1949; 
8:50  a.  m.| 


DEPARTMENT  OF  COMMERCE 
OfFice  of  Industry  Cooperation 

Voluntary  Plan  Under  Public  Law  395, 
tOiH  Congress,  for  Allocation  of 
Steel  Products  for  Mixing  Machinery 

The  Secretary  o/  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Conaress.  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  indus- 
try and  manufacturers  of  mining  ma- 
chinery, and  after  expression  of  the 
views  of  Industry,  labor  and  the  public 
generally  at  an  open  public  hearing  held 
No.  33 2 


Delivery  period 

Grade  A 
milk 

Non- 
Grade  A 
milk 

January.  Fcbniary.  ^!arch 

April.  Slay,  June.  July.  August  .. 
t^eptember,  October.  November, 
>ccember 

$19.00 
15.00 

23.00 

$12.00 
8.00 

16,00 

Proposed  by  the  Dairy  Branch: 

9.  Insert  in  subparagraph  (1)  <i)  and 
(2)  (i)  of  paragraph  (b)  following  the 
word  "paragraph"  the  words  "for  the 
preceding  delivery  period."  , 

5  935.6: 

Proposed  by  Alamito  Dairy  Company: 

10.  Amend  paragraph  (b)  by  adding 
the  following  subparagraph:  "subtract 
an  amount  equal  to  35  cents  per  hun- 
dredweight on  all  Grade  A  milk." 

Proposed  by  Roberts  Dairy  Company: 

11.  Provide  for  determination  by  mar- 
ket administrator  of  uniform  price  to 
Grade  A  milk  producers  and  of  uniform 
price  to  non- Grade  A  producers  by  cal- 
culating separate  pools  for  Grade  A  milk 
and  non-Grade  A  milk  uti  :zation. 


§  935.7: 

Proposed  by  Alamito  Dairy  Company: 

12.  Delete  that  portion  of  paragraph 
(a)  (3)  following  the  colon  and  add  the 
following:  "multiply  the  average  price 
per  pound  of  92  score  butter  at  whole- 
sale in  the  Chicago  market  as  reported 
by  the  Department  of  Agriculture  for  the 
delivery  period  during  which  such  milk 
was  received  by  1.2  and  divide  by  10,  and 
adjust  to  the  nearest  cent." 

Proposed  by  Roberts  Dairy  Company: 

13.  Make  such  other  changes  in  the 
order  as  are  required  to  effectuate  the 
intentions  of  the  foregoing  proposals. 

Copies  of  this  notice  of  hearing  may 
be  procured  from  Mr.  Wayne  McPherren, 
Market  Administrator.  Room  418.  Post 
Office  Building.  Omaha  2.  Nebraska,  or 
from  the  Hearing  Clerk.  United  States 
Department  of  Agriculture.  Room  1844 
South  Building.  Washington  25,  D.  C,  or 
may  be  there  inspected. 

Dated:  February  15,  1949. 

[SEALl  S.  R.  Newell, 

Acting  Assistant  Administrator. 

(F.    R.    Doc.    49-1287:    Filed,    Feb.    17,    1949; 
8:51   a.  m.] 


NOTICES 


on  December  7, 1948,  has  determined  that 
the  following  plan  of  voluntary  action  is 
practicable  and  is  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  in  Public  Law  395: 

1.  What  this  Plan  does.  This  Plan 
sets  up  the  procedure  under  which  steel 
producers  (hereinafter  called  Producers) 
agree  voluntarily  to  make  steel  products 
available  to  mining  machinery  manufac- 
turers who  comply  with  the  provisions  of 
this  Plan  (hereinafter  called  participat- 
ing Manufacturers) .  for  use  in  the  manu- 
facture of  certain  types  of  mining  ma- 
chinery, mining  equipment,  and  repair 
parts  therefor  (hereinafter  collectively 
called  mining  machinery*.  The  Plan  is 
limited  to  the  types  of  mining  machinery 
which  are  listed  in  the  attached  schedule 
and  which  are  designed  or  intended  for 
use  in  the  extractive  mining  and  quarry- 
ing of  minerals  (other  than  petroleum 
and  pas)  or  the  smelting  and  refining  of 
nonforrous  ores. 

2.  Agreement  by  steel  producers.  Dur- 
ing the  period  this  Plan  remains  In  effect, 
Producers  will,  out  of  their  own  produc- 
tion or  that  of  their  producing  subsidi- 
aries or  affiliates,  make  available  to  par- 
ticipating Manufacturers  a  total  of  26,400 
net  tons  of  steel  products  per  month  (or 
such  other  total  as  may  later  be  agreed 
upon  as  the  quantity  needed  to  make  the 
program  represented  by  this  Plan  effec- 
tive). The  26.400  net  tons  will  be  dis- 
tributed by  types  approximately  as  fol- 
lows (appropriate  adjustments  in  the 
break-down  will  be  made  if  the  total 
quantity  is  changed  in  order  to  meet  the 
program  requirements) : 


Net  tons  i>er  month 

Type 

Carbon    Alloy 
sti-el        steel 

Total 

Hot  rollo<l  sheets 

Hot  rolled  stiip 

("old  rolled  she«>t« 

3,525 
If, 
11 

2,<40 

S.NNI 

210 

6.:«e 

375 
7M 
355 

210 

*) 

AM 

3,  .TOO 

20 

255 

""i.30 

3,735 
If. 
14 

I'lates  under  H  inch 

riutes  >k  inch  and  over 

Hot  rolled  bars 

4,040 
:i,12.5 
7, 101) 

«"old  roliiHl  bjirs .■ 

i^iriiitural  shapes 

I'ilH- 

TnbinR 

230 

6,.V.0 

375 

720 

Slabs 

485 

Total  net  tons  per  month. 

21.a6ll 

4,440 

2f..400 

3.  Determination  of  quantities  to  be 
furnished  by  respective  Producers.  Un- 
less otherwise  specified  in  its  acceptance 
of  this  Plan,  the  quantities  to  be  made 
available  by  each  Producer,  as  its  com- 
mitment under  this  Plan,  will  be  such  as 
the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  determines  to  be 
fair  and  equitable.  However,  upon  ir- 
Quest  of  the  Secretary  of  Commerce  from 
time  to  time,  each  Producer  will  give  con- 
sideration to  making  additional  quanti- 
ties available.  Producers  will  take  credit 
against  their  commitments  under  this 
Plan  only  for  quantities  delivered  on 
orders  certified  in  accordance  with  Para- 
graph 9  below. 

4.  Contractual  arrangements.  Such 
products  will  be  made  available  under 
such  contractual  arrangements  as  may 
be  made  by  the  respective  Producers,  or 
tlieir  producing  subsidiaries  and  afflli- 
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ates.  with  the  respective  participating 
Manufacturers.  No  request  or  authori- 
zation will  be  made  by  the  Department 
of  Commerce  relating  to  the  allocation 
of  orders  or  customers,  the  delivery  of 
products,  the  allocation  of  business 
among  participating  Manufacturers,  or 
any  limitation  or  restriction  on  the  pro- 
duction or  marketing  of  any  products. 
This  Plan  does  not  authorize  nor  approve 
any  fixing  of  prices,  and  participation  in 
this  Plan  does  not  affect  the  prices  or 
terms  and  conditions  on  which  any 
product  is  actually  sold  and  delivered. 

5.  Limitations  as  to  types,  sizes  and 
Quantities.  A  Producer  need  make  avail- 
able under  this  Plan  only  those  prod- 
ucts which  are  within  the  type  and  size 
limitations  of  the  mill  or  mills  which  it 
may  select  for  the  fulfillment  of  its  com- 
mitment under  this  Plan.  The  quanti- 
ties which  it  may  have  undertaken  to 
make  available  in  any  month  may  be  re- 
duced, or  at  its  option  their  delivery  may 
be  postponed,  in  direct  proportion  to  any 
production  losses  durmg  the  month  due 
to  causes  beyond  its  control. 

6.  Reports  from  steel  producers.  Each 
Producer  will.  If  requested  by  the  Office 
of  Industry  Cooperation  of  the  Depart- 
ment of  Commerce  (subject  to  approval 
of  the  Bureau  of  the  Budget  under  the 
Federal  Reports  Act  of  1942),  submit  to 
that  office  periodic  reports  of  the  total 
quantities,  by  types,  of  products  shipped, 
and  accepted  for  shipment,  under  the 
Plan. 

7.  Reports  from  participating  Manu- 
facturers. Each  participating  Manufac- 
turer will  submit  the  following  to  the 
Secretary  of  Commerce: 

(a»  ReQuirement.<;  report.  A  report 
showing  the  quantities  and  types  of  (i) 
mining  machinery  (as  designated  in  par- 
agraph 1  above)  scheduled  for  produc- 
tion during  each  month  under  this  Plan 
and  (ii)  steel  products  required  for  that 
scheduled  production.  If  multiple  end- 
use  items  normally  made  for  stock  ship- 
ment are  involved,  the  production  and 
requirements  figures  should  include,  for 
these  items,  only  such  quantities  which 
are  consistent  with  )*hat  regular  trade 
experience  records  for  1947  show  to  be 
the  percentage  of  the  Manufacturer's 
production  of  such  items  which  normally 
goes  into  mining  end  use.  The  ba;-is  of 
such  computation  should  be  explained. 

<b>  Monthly  steel  consumption  report. 
A  monthly  report  .showing  the  total  quan- 
tities and  types  of  steel  products  (i>  re- 
ceived by  the  participating  Manufac- 
tm-er  under  this  Plan  during  the  pre- 
ceding month  for  the  manufacture  of 
mining  machinery  and  di)  put  in  process 
by  him  during  that  preceding  month  for 
that  purpose.  Such  a  report  should  be 
submitted  within  ten  days  after  the  end 
of  each  month  during  which  the  partici- 
pating Manufacturer  obtains  steel  prod- 
ucts under  this  Plan. 

<c)  Other  reports.  Such  other  rele- 
vant report.s  as  may  be  requested  from 
time  to  time  by  the  Secretary  of  Com- 
merce (subject  to  the  approval  of  the 
Bureau  of  the  Budget  under  the  Federal 
Reports  Act  of  1942). 

8.  Determination  of  allocations  for  re- 
spcctit?e  participating  Manufacturers. 
The  quantities  and  types  of  steel  products 


NOTICES 

to  be  made  available  monthly  under  the 
Plan  to  individual  participating  Manu- 
facturers will  be  determined  by  the  Sec- 
retary of  Commerce  after  consultation 
with  the  Mining  Machinery  Manufac- 
turers Industry  Task  Committee,  subject 
to  such  revision,  if  any,  from  time  to  time, 
as  may  be  deemed  necessary  by  the  Sec- 
retary of  Commerce  after  consiiltation 
with  that  Committee. 

9.  Obligations  of  participating  Manu- 
facturers. By  participation  in  this  Plan, 
each  participating  Manufacturer  shall  be 
obligated  as  follows:  To  use  all  products 
obtained  under  bhis  Plan  solely  for  and 
in  the  manufacture  of  mining  machinery 
(as  designated  in  paragraph  1  above): 
not  to  resell  or  transfer  any  products  so 
obtained  under  this  Plan  in  the  form  re- 
ceived by  the  participating  Manufac- 
turer except  to  subsidiaries,  affiliates, 
subcontractors,  or  fabricators  for  manu- 
facture or  fabrication  of  subassembly 
products  when  specifically  provided  for 
in  the  allocation  authorization;  not  to 
build  up,  beyond  current  needs,  any  in- 
ventories of  products  obtained,  or  end 
products  manufactured,  under  this  Plan; 
and  to  take  appropriate  steps  to  a.ssure 
that  mining  machinery  manufactured 
from  steel  products  obtained  under  this 
Plan,  particularly  multiple-U'^e  machin- 
ery, are  directed  .solely  to  mining  uses. 
If  a  participating  Manufacturer  becomes 
unable  to  use.  for  the  purposes  of  this 
Plan,  any  products  obtained  under  this 
Plan,  he  shall  be  further  obligated  to  hold 
them  subject  to  such  other  use  or  disposi- 
tion (including  reallocation  to  other 
consumers  or  return  to  the  producer  from 
whom  purcha.sed »  as  shall  be  authorized 
by  the  Office  of  Industry  Cooperation  of 
the  Department  of  Commerce. 

Participation  in  the  benefits  in  this 
Plan  shall  at  all  times  be  contingent  upon 
each  participating  Manufacturers  con- 
tinued strict  compliance  with  the  provi- 
sions hereof.  In  the  event  of  any  actual 
or  prospective  non-compliance  by  any 
participating  Manufacturer,  the  Secre- 
tary of  Commerce  may.  after  written 
notice  to  the  participating  Manufacturer, 
take  such  action  as  he  deems  warranted 
with  respect  to  the  Manufacturer's  par- 
ticipation In  the  Plan,  including  partial 
or  total  suspension  or  termination  of  par- 
ticipation privileges  and  notification  to 
the  participating  steel  producers  not  to 
make  any  or  certain  further  shipments 
under  the  Plan  to  such  Manufacturer. 

10.  Procedure  for  placing  orders  under 
this  Plan.  Except  when  otherwise  au- 
thorized by  the  Office  of  Industry  Coop- 
eration, purchase  orders  under  tliis  Plan 
are  to  be  placed  with  participating  pro- 
ducers or  their  producing  subsidiaries  or 
affiliates  and  shall  be  placed  not  less  than 
60  days  before  the  first  of  the  month  in 
which  delivery  is  required.  Each  such 
purchase  order  shall  bear  the  following 
certification  by  the  participating  manu- 
facturer: 

Department  of  Commerce  Voluntary  Plan 
F^iR  Allocation  of  Stdx  Products  for 
Mining  Machinery 

The  undersigned  certifies  to  the  seller  and 
to  the  Department  of  Commerce  that  the 
products  specified  In  this  order  will  be  used 
Eole'y  fcr  and  In  the  manulacture  of  mining 
machiuciy.   and   thai    this   urder   Is   placed 


under,  and  In  strict  compliance  with,  the 
above  Voluntary  Plan,  with  which  the  under- 
signed is  familiar  and  In  which  the  under- 
signed Is  a  participant.  The  undersigned 
further  certifies  that  it  has  been  granted  a 
specific  allocation  under  the  Plan  for  the 
delivery  month  specified  in  this  order  and 
that  the  quantity  hereby  ordered  is  within 
that  allocation,  after  taking  Into  account 
all  other  certified  orders  accepted,  or  pending 
acceptan«e.  by  participating  steel  producers 
for  that  month. 


By 


Date: 


( Name  of  company ) 
(Duly  authorized  cScer) 


11.  Procedure  for,  and  effect  of.  be- 
coming a  participant.  After  approval  of 
this  plan  by  the  Attorney  General  aiyl  by 
the  Secretary  of  Commerce,  and  after 
requests  for  compliance  with  it  have  been 
made  of  steel  producers  and  mining  ma- 
chinery manufacturers  by  the  Secretary 
of  Commerce,  any  such  producer  or  man- 
ufacturer may  become  a  participant  in 
this  Plan  by  advising  the  Secretary  of 
Commerce,  in  writing,  of  its  acceptance  of 
such  request.  Such  requests  for  compli- 
ance will  be  effective  for  the  purpo.se  of 
granting  certain  immunity  from  the  anti- 
trust laws  and  the  Federal  Trade  Com- 
mission Act.  as  provided  in  section  2  (c) 
of  Public  Law  395,  only  with  respect  to 
such  producers  and  manufacturers  as 
notify  the  Secretary  of  Commerce  in 
writing  that  they  will  comply  with  such 
requests. 

12.  Effective  date  and  duration.  This 
Plan  shall  become  effective  upon  the 
date  of  its  final  approval  by  the  Secretary 
of  Commerce.  It  shail  cease  to  be  effec- 
tive at  the  close  of  business  on  February 
28.  1949.  unless  the  time  limitation  of 
March  1.  1949.  now  specified  in  section  2 
(b>  of  Public  Law  395.  80th  Congress,  is 
extended  or  otherwi.se  changed  by  legis- 
lative action  in  a  form  which  permits 
continuation  of  this  Plan,  in  which  event 
this  Plan  shall  thereupon  automatically 
continue  in  effect  through  September  30, 
1949  <or  through  the  date  specified  in 
such  legislative  action  if  a  date  earlier 
than  September  30.  1949  is  .so  specified). 
However,  the  Plan  may  be  terminated  on 
such  earlier  date  as  may  be  determined 
by  the  Secretary  of  Commerce,  upon  not 
less  than  60  days'  notice  by  letter,  tele- 
gram, or  publication  in  the  Federal 
Register. 

13.  Withdrawal  from  Plan.  Any  Pro- 
ducer or  participating  Manufacturer  may 
withdraw  from  this  Plan  by  giving  not 
less  than  60  days'  written  notice  to  the 
Secretary  of  Commerce. 

14.  Clarifying  interpretations.  Any 
interpretation  l.ssued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  General),  in  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions 
in  this  Plan  shall  be  bindinT  upon  all 
participants  notified  of  such  interpreta- 
tion. 

Approved:  January  3,  1949. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  January  3.  1949. 

TCM  C.  C:  ARK, 

Aliorncy  General, 


Friday,  February  18,  1949 

Schedule— Types  of  Mining  Machinery 
Within  Scope  of  Above  Plan 

(This  listing  excludes  all  types  designed  or 
Intended  for  petroleum  and  gas  use  or  for 
use  08  housing  or  erection  materials  for 
surface  plants) 

A.  machinery  designed  specifically  for 
mining 

1.  Crushers.  Stationary  mine  and  smelter 
type  for  crushing  or  grinding.  Coal  pulver- 
izers are  not  Included. 

2.  Underground  mine  haulage.  Coal  and 
ore  cars;  mine  locomotives  (under  20  tons); 
self-propelled  shuttle  cars. 

3.  Coal  cutting  machines  and  cutting  ma-, 
chine  trticki. 

4.  Portable  underground  mine  conveyors. 
All  types.  Including  duck  bills. 

5.  Underground  mine  hoists.  Slope  and 
shaft. 

6.  Underground  mineloaders  and  muckers. 

7.  Ore  dressing  and  coal  preparation^ma- 
chinery  and  equipment. 

8.  Son-ferrous  smelting  and  refining  ma- 
chinery and  equipment. 

9.  Specialized  underground  mining  equip- 
ment. Equipment  designed  specially  for  un- 
derground mining  use  and  not  covered  In 
other  Items  In  this  schedule.  This  Includes 
such  items  as  aerial  tramways;  cages  and 
skips;  automatic  mine  doors;  dredges;  miners 
lamps. 

10.  Mining  driUs.  Electric  coal  drills; 
blasting  and  prospecting  auger  drills  for 
strip-pit  coal;  diamond  and  calyx  core  drills. 

B.     OTHFR     related     MACHINERY     INTENDED     FOR 
MINING  END-USE 

1.  Conveyors.  All  types  (belt,  bucket  ele- 
vator, general  purpose  screen  and  feeder,  car 
haul)  for  (a)  mechanical  handling  of  ores 
and  minerals  In  surface  plants  or  (b)  per- 
manent installation  for  primary  transporta- 
tion underground. 

2.  Compressors.    Portable  or  stationary. 

3.  Mine  fans  and  blowers. 

4.  Ore  cars.  Railroad-type  for  open-pit 
mlnln?. 

8.  Pumps.     Centrifugal;  sump;  rotary. 

fl.  Rock  drills.  Drifters;  stopers;  Jack- 
hammers:  paving  breakers;  wagon  drills;  drill 
Jibs;  blast  hole  drills;  drill  bit  sharpeners. 

7.  Poirrr  shovels  and  draglines. 

8.  Miscellaneous  equipment.  Other  end- 
product  equipment  Items  Intended  for  use  in 
the  extractive  mining  and  quarrying  of  min- 
erals (other  than  petroleum  and  gas)  or  the 
smelting  and  refining  of  non-ferrous  ore.s, 
although  not  designed  especially  for  such  use. 

A  Request  Under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel 
Products  for  Mi.m.ng  Machinery 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919.  after  consultation  with  rep- 
resentatives of  the  steel  producing  and 
mining  machinery  manufacturing  in- 
dustries and  of  the  interested  govern- 
ment agencie.s.  and  after  expression  of 
the  views  of  indu.stry.  labor  and  the  pub- 
lic generally  at  an  open  public  hearing 
held  on  December  7, 1948.  has  determined 
that,  in  order  to  carry  out  the  program 
begun  under  the  voluntary  plan  entered 
into  by  steel  producers  to  furnish  certain 
steel  products  for  manufacturers  of  min- 
ing machinery,  it  will  be  necessary,  and 
is  practicable  and  appropriate  to  the  suc- 
cessful carrying  out  of  the  policies  set 
forth  In  said  Public  Law  395.  that  steel 
producers  make  further  deliveries  of 
steel  products  to  such  manufacturers 
after  the  expiration  of  the  plan  on  Feb- 
ruary 28.  1949. 
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Therefore,  the  Secretary  of  Commerce, 
In  accordance  with  subsections  2  (c)  and 
2  (f )  of  Public  Law  395,  80th  Congress 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests: 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to  make  available  monthly  ap- 
proximately 26,400  net  tons  of  steel  prod- 
ucts (or  such  other  total  as  may  have 
been  agreed  upon  under  the  said  plan  as 
the  quantity  needed  to  make  the  pro- 
gram effective* ,  during  the  period  March 
1,  1949,  through  August  31,  1949.  on  cer- 
tified orders  from  manufacturers  of  min- 
ing machinery;  and  that  such  products 
be  made  available  in  accordance  with 
delivery  procedures  established  under  the 
said  plan. 

2.  That  manufacturers  of  mining  ma- 
chinery place  purcha.se  orders  hereunder 
only  for  the  quantities  and  types  of  steel 
products  established  for  them  individ- 
ually by  the  Secretary  of  Commerce; 
that  they  put  identifying  certifications 
on  such  purchase  orders;  and  that  they 
use  all  steel  products  obtained  hereunder 
solely  for  the  manufacture  of  mining 
machinery  of  the  types  listed  in  the 
Schedule  attached  to  the  above-men- 
tioned voluntary  plan. 

In  the  event  that  an  extension  of  the 
effectiveness  of  the  above-mentioned 
voluntary  plan  Beyond  February  28.  1949, 
takes  effect  pursuant  to  appropriate  leg- 
islation, this  request  will  be  superseded 
by  said  extended  Plan. 

Approved:  January  3, 1949. 

Ch\rles  Sawyer. 
Secretary  of  Commerce. 

Approved:  January  3.  1949. 

Tom  C.  Clark, 
Attorney  General. 

January  3,  1949. 

Gentlemen:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectively  as  follows: 

1.  Voluntary  Plan  under  Public  Law  395. 
80th  Congress,  for  Allocation  of  Steel  Prod- 
ucts for  Mining  Machinery,  and 

2.  A  Request  under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Mining  Machinery  (to  be  effective  if  Section 
2  of  Public  Law  395  Is  not  extended  by  ap- 
propriate legislation). 

I  hereby  request  compliance  by  you  with 
the  Voluntary  Plan,  and  enclose  a  suggested 
form  for  your  use  In  evidencing  acceptance  of 
this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  indicating 
your  intention  to  comply. 

■Two  copies  of  each  form  are  enclosed.    One 
copy  of  each  is  to  be  returned  to  me  and 
one  is  to  be  retained  for  your  files. 
Sincerely  yours. 

Charles  Sawyer. 
Secretary  of  Commerce. 

January  3.  1949. 

Gentlemen:  Enclosed  is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectively  as  follows: 

1.  Voluntary  Plan  under  Public  Law  395. 
80th  Congress,  for  Allocation  of  Bteel  Prod- 
ucts for  Mining  Machinery,  and 
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2.  A  Request  under  Public  Law  395.  80th 
Congress,  for  Allocation  of  Steel  Products  for 
Mining  Machinery  (to  be  effective  If  Section 
2  of  Public  Law  395  is  not  extended  by  ap- 
propriate legislation). 

I  hereby  request  compliance  by  you  with 
the  Voluntary  Plan,  and  enclose  a  suggested 
form  for  your  use  in  evidencing  acceptance 
of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  in 
acknowledging  this  request  and  Indicating 
your  intention  to  comply. 

Two  copies  of  each  acceptance  form  are  en- 
closed. One  copy  of  your  acceptance  is  to 
be  returned  to  me  and  one  is  to  be  retained 
for  your  files. 

Since  it  Is  essential  that  I  be  informed 
without  delay  of  the  amount  of  steel  prod- 
uct*, to  be  allocated  under  the  Plan.  I  must 
know  as  promptly  as  possible  how  many  con- 
sumers desire  to  participate.  I  trust,  there- 
fore, that  I  may  have  your  favorable  response 
on  or  before  January  10.  1949.  If  I  do  not 
receive  your  acceptance  by  that  date.  I  shall 
assume  that  you  do  not  wish  to  participate. 
Sincerely  yours, 

Charles  Sawyer, 

Secretary  of  Commerce. 

Note:  The  above  request  for  compliance 
with  Department  of  Commerce  Voluntary 
Plan  for  Allocation  of  Steel  Products  for  Min- 
ing Machinery  was  sent  to  steel  companies 
listed  in  an  attachment  filed  with  the  origi- 
nal document. 

|F.    n.   Doc.    49-1274;    Filed.    Feb.    17.    1^49; 
8:50  a.  ml 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  36C9| 

Joint  Application  of  American  Ai.-.lines, 
Inc.,  and  Delta  Air  Lines.  Inc.,  for 
Approval  of  Interchange  of  Equip- 
ment Agreement 

notice  of  hearing 

In  the  matter  of  the  temporary  ap- 
proval of  the  interchange  of  equipment 
agreement  under  the  joint  application 
filed  pursuant  to  sections  408  and  412 
of  the  Civil  Aeronautics  Act  by  Ameri- 
can Airlines,  Inc.,  and  Delta  Air  Lines. 
Inc. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  that  the  above-entitled  pro- 
ceeding is  assigned  for  hearing  on  Feb- 
ruary 28,  1949,  at  10:00  a.  m.  (eastern 
standard  time)  in  Conference  Room  "C," 
Departmental  Auditorium,  Constitution 
Avenue  between  T>;^'elfth  and  Fourteenth 
Streets  NW.,  Washington,  D.  C,  before 
Examiner  J.  Earl  Cox. 

Without  limiting  the  scope  of  the  is- 
sues to  be  considered,  particular  atten- 
tion will  be  directed  to  the  following 
matters: 

( 1 )  Whether  the  agVeement  is  adverse 
to  the  public  interest  or  in  violation  of 
the  act. 

(2)  Whether  there  is  substantial  con- 
trol of  either  carrier  by  the  other  to 
require  approval  by  the  Civil  Aeronautics 
Board  under  section  408  of  the  act;  and 
if  such  approval  is  .necessary  whether 
such  control  is  inconsistent  with  the 
public  Interest  and  whether  it  would  re- 
sult in  creating  a  monopoly  or  monop- 
olies and  thereby  restrain  competition 
or  jeopardize  another  air  carrier. 
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Notice  Is  further  given  that  any  per- 
son, other  than  parties  of  record,  desiring 
to  be  heard  in  this  proceeding  shall  file 
with  the  Board  on  or  before  February 
28,  1949.  a  statement  setting  forth  the 
issues  of  fact  and  hiw  raised  by  this 
proceeding  which  he  desires  to  contro- 
vert. 

Dated  at  Washington,  D.  C,  February 
14.  1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  1  M.  C.  Mulligan, 

Secretary. 

|P.    R.   Doc.   49  1264;    Piled,   Feb.    17,    1949; 
8;48  a.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

I  Docket  No.  92291 

Picture  Waves,  Inc.  ^WTVN) 

order  designating  application  for 
hearing  on  stated  issues 

In  re  application  of  Picture  Waves, 
Inc.  (WTVN),  Columbus,  Ohio,  Docket 
No.  9229,  Pile  No.  BMPCT-346;  for  addi- 
tional time  in  which  to  complete  con- 
struction of  TV  station  WTVN,  Colum- 
bus, Ohio. 

At  a  session  of  the  Federal  Communi- 
cations Commi.ssion  held  at  its  offices  In 
Washington.  D.  C.  on  the  9th  day  of 
February  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
Picture  Waves.  Inc.  (Pile  No.  BMPCT- 
346)  for  additional  time  in  which  to  com- 
plete construction  of  TV  broadcast  sta- 
tion WTVN.  Columbas.  Ohio;  and 

It  appearing,  that  on  March  17.  1948, 
the  Commission  granted  Picture  Waves. 
Inc.  a  construction  permit  for  a  TV 
broadcast  station  at  Columbus,  Ohio 
<BPCT-288);  and 

It  further  appearing,  that  the  con- 
struction of  the  TV  broadcast  station 
authorized  on  March  17.  1948  has  not 
been  completed,  and  the  Commission  be- 
ing fully  advi.sed  In  the  premises; 

It  is  ordered.  That,  pursuant  to  sec- 
tions 309  and  319  of  the  Communications 
Act  of  1934.  as  amended,  the  above-en- 
titled application  (Pile  No.  BMPCT-346 > 
is  designated  for  hearing  at  a  time  and 
place  to  be  specified  in  a  subsequent  order 
upon  the  following  issues: 

1.  To  determine  whether  Picture 
Waves.  Inc.  has  been  diligent  in  proceed- 
ing with  the  construction  of  the  television 
station  at  Columbus,  Ohio  as  authorized 
by  the  construction  permit  granted 
March  17.  1948  (Pile  No.  BPCT-288) 

2.  To  determine  whether  it  would  be  in 
"Ttte  public  interest^  convenience  and  ne- 
cessity to  grant  the  application  of  Pic- 
ture Waves,  Inc.  (Pile  No.  BMPCT-346) 
for  additional  time  in  which  to  construct 
the  TV  broadcast  .station  at  Columbus, 
Ohio,  as  authorized  by  the  Commis.sjon 
on  March  17.  1948  (File  No.  BPCT-288). 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

I  P.    R     Doc     49   1278:    Filed.    Feb.    17,    1949; 
8:48  a.  m.| 


NOTICES 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No6.  69-32,  70-2029) 

New  York  State  Electric  L  Gas  Corp. 

ET  AL. 

notice  or  riLiNG  and  order  for  hearing, 
reconvening  proceeding,  consolida- 
tion OF  proceedings 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  11th  day  of  February  1949. 

In  the  matters  of  New  York  State  Elec- 
tric ii  Gas  Corporation.  Associated  Elec- 
tric Company,  General  Public  Utilities 
Corporation,  File  No.  70-2029;  General 
Public  Utilities  Corporation,  File  No.  59- 
32. 

Notice  is  hereby  given  that  General 
Public  Utilities  Corporation  ("GPU"). 
a  registered  holding  company,  its  sub- 
sidiary. Associated  Electric  Company 
("Aelec").  also  a  registered  holding 
company,  and  the  former's  subsidiary, 
New  York  State  Electric  k  Gas  Corpora- 
tion ("New  York  State"),  a  public  utility 
company,  have  filed  with  this  Commis- 
sion joint  applications-declarations,  as 
amended,  pursuant  to  the  provisions  of 
the  Public  Utility  Holding  Company  Act 
of  1935.  Declarants  have  designated 
sections  6.  7,  9,  10,  11,  12  and  15  of  the 
act  and  Rules  U-44  and  U-50  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

All  interested  persons  are  referred  to 
said  joint  applications-declarations,  as 
amended,  which  are  on  file  in  the  offices 
of  the  Commi.ssion  for  a  statement  of  the 
transactions  therein  proposed,  which  are 
summarized  as  follows: 

1.  New  York  State  proposes  to  amend 
its  certificate  of  incorporation  so  as  to 
(a)  Increase  the  number  of  authorized 
shares  of  its  common  stock  from  880,000 
to  1,100.000  and  the  number  of  author- 
ized shares  of  its  preferred  stock  from 
185.000  to  225,000;  (b)  grant  the  right 
of  cumulative  voting  to  the  holders  of 
its  common  stock  In  the  election  of  Its 
board  of  directors;  and  (c)  restrict  the 
payment  of  dividends  on  Its  common 
stock,  so  long  as  any  shares  of  its  pre- 
ferred stock  are  outstanding,  so  that,  if 
its  common  stock  equity  is  less  than  25% 
of  its  total  capitalization,  the  amount  of 
dividends  payable  on  its  common  stock 
may  not  exceed  75%  of  its  net  Income 
available  for  common  stock  in  the  pre- 
ceding 12  months,  and  if  its  common 
stock  equity  is  less  than  20 7o  of  its  total 
capitalization,  the  amount  of  dividends 
payable  on  its  common  stock  may  not  ex- 
ceed 50%  of  its  net  Income  available  for 
common  stock  In  the  preceding  12 
months'  period. 

2.  (a)  GPU  owns  all  the  oustanding 
common  stock  of  New  York  State,  con- 
sisting of  880.000  shares  of  par  value  of 
$25  per  share.  GPU  will  issue  to  its 
stockholders  warrants  which  will  give 
the  holder  thereof  the  right  for  a  period 
of  not  exceeding  30  days  to  subscribe  for 
common  stock  of  New  York  State  at  the 
rate  of  1  share  of  New  York  State  com- 
mon stock  for  each  10  shares  of  GPU 
common  stock  held  by  such  stockholder. 
No  fractional  shares  of  New  York  State 


common  stock  will  be  sold,  but  In  cases 
^  of  fractional  warrants,  the  warrant  will 
give  the  right  to  purchase,  in  lieu  of  any 
-  fractional  shares,  a  full  share  thereof. 
The  record  date  for  determining  the  per- 
sons entitled  to  receive  such  warrants 
and  the  price  at  which  such  warrants 
may  be  exerci.sed  will  be  supplied  by 
amendment.  Such  offering  will  not  be 
underwritten  but  GPU  will  enter  Into  an 
agreement  with  a  dealer-manager  group 
consisting  of  the  First  Boston  Corpora- 
tion, Lehman  Brothers,  Wertheim  b  Co., 
and  Merrill  Lynch.  Pierce,  Penner  tt 
Beane  which  will  agree  to  use  Its  best  ef- 
forts to  form  and  manage  a  group  of  se- 
.  curities  dealers  to  enable  GPU  to  dispose 
of  the  shares  of  New  York  State  common 
stock  covered  by  the  warrants. 

(b)  During  the  first  12  days  of  the 
subscription  period,  GPU  will,  upon  the 
request  of  the  Initial  record  holder  of 
any  warrant,  purchase  his  warrants  at  a 
fixed  price  (to  be  determined  at  the  time 
the  subscription  price  for  exercising  of 
warrants  is  determined)  or  at  such  higher 
price  as  shall  be  obtained  by  GPU  as  the 
vjilue  attributable  to  the  rights  evidenced 
by  such  warrants  upon  the  sale,  during 
the  period  of  the  subscription  offer,  of  the 
shares  deliverable  upon  the  exercise  of 
such  warrants. 

(c)  During  the  period  of  the  subscrip- 
tion offer,  dealers  may,  through  the  rep- 
resentative of  the  dealer-manager  group, 
purchase  from  GPU,  at  a  price  to  be  fixed 
by  amendment,  all  or  any  part  of  such 
number  of  shares  of  New  York  State  com- 
mon stock  as  GPU  has  available  for  sale 
with  respect  to  (i)  warrants  purchased 
by  GPU  for  its  stockholders  during  the 
first  12  days  of  the  subscription  offer  or 
(ii)  warrants  purchased  during  the  last 
18  days  of  the  .subscription  offer  for  the 
account  of  GPU  as  set  forth  below. 

(d)  After  the  end  of  the  Initial  period 
of  12  days  and  until  the  expiration  of  the 
warrants,  the  dealer-manager  group 
may.  with  the  approval  of  GPU  and  for 
its  account,  purchase  warrants  from  any 
holder  thereof,  at  a  price  to  be  fixed  by 
amendment,  it  being  the  Intention  of 
GPU  and  the  dealer-manager  group  that, 
so  far  as  practicable,  the  warrants  so  pur- 
cha.sed  in  any  24  hour  period  shall  be  in 
an  amount  which  shall  evidence  the  right 
to  purchase  approximately  the  number 
of  shares  of  New  York  State  common 
stock  purchased  by  dealers  from  GPU  In 
any  said  period  pursuant  to  the  propcsal 
described  above. 

3.  Depending  upon  the  amount  of  net 
proceeds  realized  by  GPU  from  the  sale 
of  shares  of  common  stock  of  New  York 
State,  GPU  will  utilize  such  net  proceeds 
for  some  or  all  of  the  following  puiposes, 
the  details  of  which  will  be  supplied  by 
amendment:  (a)  for  the  payment  of  a 
portion  of  GPU's  outstanding  indebted- 
ness to  banks;  (b)  to  increase  GPU's  in- 
vestments in  its  direct  operating  subsidi- 
aries; and  (c)  to  increase  GPU's  invest- 
ment in  Aelec  through  cash  capital  con- 
tributions, the  purchase  of  additional 
shares  of  Aelec  common  stock,  or  the 
purchase  of  outstanding  debentures  of 
Aelec. 

4.  Aelec  proposes  to  adjust  the  carry- 
ing value  of  its  Investments  at  Decem- 
ber 31,  1948  and  to  effect  an  'accountin.i 
reorganization  "  in  connection  therewith 
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so  as  to  provide  for  certain  reserves,  the 
reduction  of  the  stated  value  of  its  capi- 
tal stock  and  transfer  of  an  equivalent 
amount  to  capital  surplus,  and  the  elimi- 
nation of  the  earned  surplus  deficit 
through  transfer  thereof  to  capital  sur- 
plus. 

5.  On  December  1.  1941.  the  Commis- 
.sion  entered  an  order  (File  No.  60-11) 
which  prohibits  Aelec  from  declaring  or 
paying  any  dividends  on  its  capital  stock 
unless  the  consent  of  this  Commission  is 
first  obtained.  Declarants  request  the 
Commission  to  vacate  or  modify  its  order 
of  December  1.  1941  so  as  to  permit  Aelec 
to  declare  and  pay  dividends  on  its  com- 
mon stock. 

GPU  has  requested  that  the  Commis- 
.sion  enter  an  order  requiring  the  divest- 
ment by  it  of  its  interest  in  New  York 
State  pursuant  to  the  provisions  of  sec- 
tion 11  (b)  o.  the  act. 

GPU  has  also  requested  that  the  Com- 
mission find  that  the  sale  by  GPU  of  the 
shares  of  the  common  stock  of  New  York 
State  is  necessary  and  appropriate  to  ef- 
fectuate the  provisions  of  section  11  »b) 

of  the  act. 

Applicants-declarants  state  that  the 
amendments  to  its  certificate  of  incorpo- 
ration by  New  York  State  are  subject  to 
the  jurisdiction  of  the  Public  Service 
Commission  of  the  State  of  New  York, 
and  that  no  other  transaction  is  subject 
to  the  jurisdiction  of  any  regulatory  au- 
thority other  than  this  Commission. 

The  Commission  having  heretofore  in- 
.stituted  a  proceeding  (designated  as  File 
No.  59-32  >  with  respect  to  Denis  J. 
Driscoll  and  Willard  L.  Thorp,  as  Trus- 
tees of  Associated  Gas  and  Electric  Cor- 
poration, a  registered  holding  company, 
pursuant  to  the  provisions  of  section  11 
(bi  (1)  of  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  to  deter- 
mine the  status  of  the  Associated  Gas 
and  Electric  Corporation  holding  com- 
pany .system  under  that  section;  and 

Testimony  therein  having  been  taken 
from  time  to  time,  and  the  hearing  there- 
in having  been  suspended  subject  to  call; 
and 

It  appearing  that  Denis  J.  Driscoll  and 
Willard  L.  Thorp  have  been  discharged 
as  Trustees  of  Associated  Gas  and  Elec- 
tric Corporation;  and 

It  further  appearing  that  As.sociated 
Gas  and  Electric  Corporation  has  been 
merged  into  .\ssociated  Gas  and  Electric 
Company  and  the  name  of  the  latter  com- 
pany has  been  changed  to  General  Pub- 
lic Utilities  Corporation;  and 

It  appearing  appropriate  to  the  Com- 
mission that  the  hearing  in  the  proceed- 
ing instituted  with  respect  to  General 
Public  Utilities  Corporation,  as  the  suc- 
cessor of  Denis  J.  Driscoll  and  Willard 
L.  Thorp.  Trustee  of  Associated  Gas  and 
Electric  Corporation,  pursuant  to  section 
11  (b)  (1)  of  the  act,  be  reconvened  for 
the  purpose  of  affording  an  opportunity 
to  the  parties  anfl  any  interested  persons 
to  complete  the  presentation  ii  evidence 
in  such  proceeding  insofar  as  it  relates 
to  the  propriety  of  the  retention  by  Gen- 
eral Public  Utilities  Corporation  of  its 
interest  in  New  York  State  Electric  & 
Gas  Corporation;  and 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  Interest 
and  the  Interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
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spect  to  the  said  joint  applications-dec- 
larations, as  amended,  filed  by  GPU, 
Aelec.  and  New  York  State  and  the  said 
joint  applications-d  eclarations,  as 
amended,  should  no^  be  granted  or  per- 
mitted to  become  effective  except  pursu- 
ant to  further  order  of  the  Commission ; 
and 

It  further  appearing  to  the  Commission 
that  the  proceeding  instituted  pursuant 
to  section  11  (b)  (1)  of  the  act  with  re- 
spect to  GPU  (File  No.  59-32  >  insofar  as 
it  relates  to  its  retention  of  its  interest 
in  New  York  State  involves  questions  of 
law  and  fact  common  to  the  proceeding 
with  respect  to  the  joint  applications- 
declarations,  as  amended,  filed  by  GPU, 
Aelec,  and  New  York  State  (File  No.  70- 
2029)  and  that  the  evidence  offered  in 
respect  of  each  of  the  matters  may  have 
a  bearing  on  the  other,  and  that  sub- 
stantial savings  in  time,  effort  and  ex- 
pense will  result  if  said  matters  are  con- 
solidated: 

It  is  hereby  ordered,  That  the  proceed- 
ing instituted  under  section  11  (b)  (D 
of  the  act  with  respect  to  GPU  (File  No. 
59-32)  and  the  joint  applications-decla- 
rations, as  amended,  filed  by  GPU.  Aelec. 
and  New  York  State  (File  No.  70-2029 > 
be,  and  hereby  are,  consolidated. 

It  is  further  ordered.  Pursuant  to  sec- 
tions 6.  7.  11  (b)  (1).  12,  15.  and  18  of 
the  act  that  a  hearing  be  held  on  said 
matters,  as  consolidated,  on  February  21. 
1949,  at  10:00  a.  m.,  e.  s.  t.,  at  the  offices 
of  the  Securities  and  Exchange  Commis- 
sion. 425  Second  Street  NW.,  Washington 
25,  D.  C.  On  such  date  the  hearing  room 
clerk  will  advise  as  to  the  room  in  which 
such  hearing  will  be  held.  Any  person 
desiring  to  be  heard  in  connection  with 
these  proceedings  or  proposing  to  inter- 
vene therein  shall  file  with  the  Secretary 
of  the  Commission,  on  or  before  Febru- 
ary 18.  1949.  a  written  request  relative 
thereto  as  provided  by  Rule  XVII  of  the 
Commission's  rules  of  practice. 

It  is  further  ordered.  That  Allen  Mac- 
Cullen,  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for  that 
purpose,  shall  preside  at  such  hearing. 
The  officer  so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to 
exerci.se  all  powers  granted  to  the  Com- 
mission under  section  18  (c»  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminyy  ex- 
amination of  the  said  joint  applicJtions- 
dcclarations,  as  amended,  and  that,  on 
the  basis  thereof,  the  following  matters 
and  questions  are  presented  for  consid- 
eration without  prejudice,  however,  to  the, 
presentation  of  additional  matter  and 
questions  upon  further  examination: 

1.  Whether  an  order  should  be  en- 
tered forthwith,  pursuant  to  the  provi- 
sions of  section  11  (b)  (1)  of  the  act,  re- 
quiring GPU  to  divest  itself  of  all  its 
interest  in  New  York  State. 

2.  Whether  the  proposed  offering  by 
GPU  of  warrants  to  its  stockholders  to 
subscribe  for  shares  of  the  common  stock 
of  New  York  State  is  in  any  respect 
detrimental  to  the  public  Interest  or  the 
Interest  of  Investors. 

3.  Whether  the  proposals  of  GPU  (a) 
to  purchase  warrants  from  the  initial 
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holders  of  record  thereof  during  the  first 
12  days  of  the  subscription  offer  or  from 
any  holder  thereof  during  the  last  18 
days  of  the  subscription  offer  and  <b)  to 
sell  such  shares  of  common  stock  of  New 
York  State  as  GPU  may  have  available 
as  the  result  of  purchasing  warrants,  are 
in  any  respect  detrimental  to  the  public 
interest  or  the  interest  of  investors. 

4.  Whether  the  proposed  arrangements 
between  GPU  and  the  dealer-manager 
group  and  the  dealer  group  are,  in  all 
respects,  appropriate  in  the  public  inter- 
est and  in  the  interest  of  investors. 

5.  Whether  the  proposed  reduction  in 
the  stated  value  of  the  capital  stock  of 
Aelec  and  the  proposed  accounting  reor- 
ganization ofc  Aelec  will  result  in  an  un- 
fair or  inequitable  distribution  of  voting 
power  among  its  security  holders  or  is 
otherwise  detrimental  to  the  public  in- 
terest or  the  interest  of  inve.stors. 

6.  Whether  it  is  in  the  public  interest 
and  in  the  interest  of  Investors  to  vacate 
or  modify  the  order  entered  by  this  Com- 
mission on  December  1,  1941.  prohibiting 
Aelec  from  deciding  or  paying  dividends 
on  its  common  .stock  and,  if  so.  what 
terms  or  conditions,  if  any.  should  be 
imposed  in  connection  therewith. 

7.  Whether  the  propo.sed  accounting 
treatment  of  the  several  transactions  on 
the  books  of  the  respective  applicants- 
declarants  is  proper. 

8.  Whether  the  fees,  commissions,  and 
other  expenses  to  be  incurred  are  for 
necessary  services  and  reasonable  in 
amount. 

It  is  further  ordered,  That  at  said  hear- 
ing evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

By  the  Commission. 

Orval  L.  DuBgis. 

Secretary. 

IF    R.   Doc.   49-1269;    Filed,   Feb.    17.    1949; 
8:50  a.  m.] 


(File  No.  70-20381 

Prov7Ncetovi'n  Light  and  Power  Co. 
order  granting  application 

At  a  regular  ses.sion  of  the  Securities 
and  Exchange  Commi-ssion  held  at  its 
ot&te  in  the  city  of  Washington.  D.  C,  on 
the  11th  day  of  February  1949. 

Provincetown  Light  and  Power  Com- 
pany ("Provincetown"!,  a  subsidiary  of 
New  England  Gas  and  Electric  A.^.socia- 
tion,  a  registered  holding  company,  hav- 
ing filed  an  application  pursuant  to  sec- 
tion 6  (b>  of  the  Public  Utility  Holding 
Company  Act  of  1935  with  respect  to  the 
transaction  summarized  below: 

Under  date  of  October  15,  1947.  Prov- 
incetown entered  into  a  General  Loan 
Agreement  with  the  First  National  Bank 
of  Boston,  under  whicli  agreement  Prov- 
incetown borrowed  an  aggregate  amount 
of  $125,000  represented  by  proml.s.sory 
notes  due  December  31.  1952.  Province- 
town  proposes  to  issue  additional  prom- 
issory notes  under  the  General  Loan 
Agreement  not  exceeding  in  the  aggre- 
gate $100,000.  all  of  such  notes  to  be  dated 
prior  to  December  31. 1949  and  to  mature 
not  later  than  December  31,  1952.  with 
interest  at  the  rate  of  37./  per  annum. 
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By  letter  dated  October  14. 1948  the  Gen- 
eral Loan  Agreement  was  amended  to 
permit  the  increase  in  the  bank's  com- 
mitment thereunder  from  $125,000  to 
$225,000  with  interest  on  the  additional 
amount  increased  from  212%  to  ST.. 
Provincetown  proposes  to  use  the  funds 
received  from  the  sale  of  the  said  notes 
to  pay  an  existing  short-term  bank  note 
In  the  principal  amount  of  $21,500.  and 
for  necessary  additions  and  betterments 
to  plant  and  property.  Provincetown  is 
subject  to  the  jurisdiction  of  the  Depart- 
ment of  Public  Utilities  of  Massachusetts, 
which  department  approved  the  issue 
and  sale  of  the  additional  notes  by  order 
dated  December  20.  1948. 

Said  application  having  bd?n  duly  filed, 
and  notice  of  said  filing  having  been 
given  In  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified  in  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing  there- 
on: and  •• 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  satis- 
fied, and  deeming  it  appropriate  in  thfe 
public  interest  and  in  the  interest  of  in- 
vestors and  consumers  that  said  applica- 
tion be  granted : 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
application  be.  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

IF.    R.    Doc.    49-1272:    Filed,  Feb.    17,    1919; 
8:49  a.  m.| 


(File  No.  70-20411 

Minnesota  Power  &  Light  Co. 

NOTICE   OF   FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  14th  day  of  February  A.  D.  1949. 

Notice  Is  hereby  given  that  Minnesota 
Power  &  Light  Company  ("Minnesota"). 
a  utility  subsidiary  of  American  Power 
k  Light  Company,  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  which  is  also  a  regis- 
tered holding  company,  has  filed  an  ap- 
plication-declaration pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  and  has  designated  sections  6  ^a> 
and  7  of  the  act  and  Rule  U-50  of  the 
rules  and  regulations  promulgated  there- 
under as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Minnesota  proposes  to  Issue  and  sell 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $4,000,000  prin- 
cipal amount  of  its  First  Mortgage 
Bonds  _.%  Series,  due  1979.  to  be  Is- 
sued under  and  secured  by  the  com- 
pany's presently  existing  Mortgage  and 
Deed  of  Trust  dated  as  of  September  1, 
1945.  as  supplemented  by  a  First  Supple- 
mental Indenture  to  be  dated  u  of 
March  1.  1949. 
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The  application-declaration  states 
that  the  proceeds  from  the  sale  of  the 
Bonds  together  with  the  proceeds  to  be 
received  by  the  company  from  the  sale 
of  59,090  shares  of  common  stock  pro- 
posed to  be  offered  to  the  present  stock- 
holders of  Minnesota  on  a  pro  rata  basis 
(Holding  Company  Act  Release  No.  8828) 
will  be  used  to  retire  short  term  bank 
loans  aggregating  $2,400,000  and  to 
finance  in  part  the  company's  construc- 
tion program  and  for  other  corporate 
purposes. 

Applicant-declarant  requests  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable  and  that 
it  become  efifectlve  forthwith  upon  the 
issuance  thereof. 

Notice  is  further  given  that  any  In- 
terested person  may  not  later  than  Feb- 
ruary 23,  1949,  at  5:30  p.  m.,  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request  and  the  Issues,  If  any, 
of  fact  or  law  raised  by  said  application- 
declaration  which  he  desires  to  contro- 
vert, or  may  request  that  he  be  notified 
if  the  Commi-ssion  should  order  a  hear- 
ing thereon.  Any  such  request  should  be 
addressed:  Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.  At  any  time 
after  February  23,  1949,  said  application- 
declaration,  as  filed  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  said  act  or  the  Commission  may 
exempt  such  transactions  as  provided  in 
Rule  U-20  (a)  and  Rule  U-100  thereof. 
All  interested  persons  are  referred  to  said 
application-declaration  which  is  on  file 
with  this  Commission  for  a  statement  of 
the  transaction  therein  proposed. 

By  the  Commission. 

[SEALl  Orval  L.  DuBois. 

Secretary. 

|F.   R.   Doc.   49-1271;    Filed,   Feb.    17,    1949; 
849  a.  m.) 


IFUe  No.  70-2059) 

Long  Island  Lighting  Co. 
notice  of  filing  and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.':sion,  held  at  its 
office  in  the  city  of  Washington.  D.  C., 
on  the  11th  day  of  February  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
by  Long  Island  Lighting  Company  ("Long 
Island"),  a  registered  holding  company, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935.  Declarant  has 
designated  section  6  <a)  of  the  act  and 
Rule  U-50  promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 

All  Interested  i>ersons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows : 

Long  L'sland  proposes  to  issue  and  sell 
$16,000,000  principal  amount  of  sinking 
fund  debentures,  maturing  May  1,  1969. 
The  sinking  fimd  would  retire  the  entire 
issue  by  maturity. 

From  the  proceeds  of  the  sale  of  said 
debentures  the  company  will  redeem  its 


presently  outstanding  debentures  In  the 
principal  amount  of  $5,974,000  and  pay 
Its  presently  outstanding  bank  loans  in 
the  face  amount  of  $10,000,000. 

Declarant  proposes  to  sell  the  said  de- 
bentures privately  to  Insurance  compa- 
nies and  other  institutional  investors. 
The  company  has  requested  that  the 
Commission  except  the  issue  and  .sale  of 
said  debentures  from  the  competitive 
bidding  requirements  of  Rule  U-50. 

Declarant  states  that  the  transaction 
Is  subject  to  the  Jurisdiction  of  the  Pub- 
lic Service  Commission  of  the  State  of 
New  York. 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  Interest 
and  In  the  Interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  declaration,  and  that  such 
declaration  shall  not  be  permitted  to  be- 
come effective  except  pursuant  to  further 
order  of  the  Commission : 

It  is  hereby  ordered,  Pursuant  to  sec- 
tions 6  (a),  7  and  18  of  the  act  that  a 
he'aring  be  held  on  said  declaration  on 
February  24,  1949,  at  10:00  a.  m..  e.  s.  t.. 
in  the  offices  of  the  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW..  Washington  25,  D.  C.  On  such  date 
the  hearing  room  clerk  will  advise  as  to 
the  room  in  which  such  hearing  will  be 
held.  Any  person  desiring  to  be  heard  In 
connection  with  this  proceeding,  or  pro- 
posing to  Intervene  herein,  shall  file  with 
the  Secretary  of  the  Commission,  on  or 
before  February  21,  1949,  a  written  re- 
quest relative  thereto,  as  provided  by 
Rule  XVII  of  the  Commission's  rules  of 
practice. 

It  is  further  ordered,  That  Harold  B. 
Teegarden,  or  any  other  officer  or  officers 
of  this  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  such  hear- 
ing. The  officer  so  designated  to  preside 
at  such  hearing  Is  hereby  authorized  to 
exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (c)  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
ml-ssion's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  It  has  made  a  preliminary  ex- 
amination of  the  said  declaration,  and 
that,  on  the  basis  thereof,  the  follow- 
ing matters  and  questions  are  presented 
for  consideration  without  prejudice, 
however,  to  the  presentation  of  addi- 
tional matters  and  questions  upon  fur- 
ther examination: 

1.  Whether  compliance  by  Long  Island 
with  the  competitive  bidding  require- 
ments of  Rule  U-50  Is  not  necessary  or 
appropriate  under  the  circumstances. 

2.  Whether  the  Issue  and  sale  by  Long 
Island  of  the  .said  debentures  comply 
with  the  applicable  requirements  of  sec- 
tion 7  of  the  act. 

3.  What  terms  and  conditions,  If  any, 
with  respect  to  the  proposed  Lssue  and 
sale  of  said  debentures  shall  be  pre- 
.'tcribed  in  the  public  Interest  or  for  the 
protection  of  inve.-^tors  or  consumers. 

4.  The  propriety  of  the  proposed  ac- 
counting treatment  of  the  transaction 
on  the  books  of  declarant. 

5.  Whether  the  fees,  commissions,  and 
other  expenses  to  be  incurred  are  for 
necessary  services  and  reasonable  In 
amount. 

It  is  further  ordered.  That  at  said  hear- 
ing evidence  shall  be  adduced  with  re- 


Friday,  February  18,  1949 

■pect    to    the    foregoing    fnatters    and 
questions. 

By  the  Commission. 

Orval  L.  DuBois, 
Secretary. 

|F.    R.    Doc.   49-1270;    Filed.   Feb.    1.7.    1949; 
8:49  a.  m.l 


(File  No.  70-20621 

ARKANSAS  Power  &  Light  Co.  and  Lake 
Catherine  CcJrp. 

NOTICE   OF   filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  14th  day  of  February  A.  D.  1949. 
Arkansas  Power  &  Light  Company 
("Arkansas"),  a  utility  subsidiary  of 
Electric  Power  &  Light  Corporation,  ^a 
registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
which  is  al.so  a  registered  holding  com- 
pany, and  Arkansas'  wholly  owned  non- 
operating  subsidiary.  Lake  Catherine 
Corporation  ("Lake  Catherine"),  have 
filed  an  application-declaration  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935.  and  have  designated  sections 
9,  10  and  12  <f )  of  the  act  and  rules  U-42 
and  U-43  of  the  rules  and  regulations 
promulgated  thereunder  as  applicable  to 
the  proposed  transactions,  which  are 
summarized  as  follows: 

Arkansas  owns  all  the  outstanding  se- 
curities of  Lake  Catherine,  consisting  of 
100.000  shares  of  common  stock  of  the 
stated  value  of  Sl.OOOjOOO  for  which  Ar- 
kansas paid  cash  in  the  amount  of 
$1,000,000.  Arkansas  has  subsequently 
advanced  $1,025,000  to  Lake  Catherine 
on  open  account  to  meet  commitments 
of  the  latter  corporation. 

Lake  Catherine  was  organized  by  Ar- 
kansas for  the  purpose  of  acquiring  from 
War  Assets  Administration  an  incomplete 
generating  plant  at  Jones  Mills,  Arkan- 
sas, for  a  cash  consideration  of  $925,000. 
As  a  condition  of  the  purchase  contract 
Lake  Catherine  or  Arkansas  was  to  in- 
stall a  generating  station  of  80,000  kw  of 
generating  capacity  for  the  purpose  of 
delivering  power  up  to  that  capacity  to 
the  operator  of  certain  pot  lines  in  the 
aluminum  reduction  plant  at  Jones  Mills, 
Arkansas. 

The  application  proposing  the  forma- 
tion of  Lake  Catherine  and  the  purchase 
of  Its  stock  by  Arkansas  stated  that  de- 
finitive arrangements  for  the  ultimate 
ownership  and  means  of  financing  the 
generating  plant  had  not  been  developed 
but  that  Arkansas  expected  to  complete 
such  plans  within  one  year  after  acquisi- 
tion of  the  plant  by  Lake  Catherine.  It 
was  further  .stated  In  that  application 
that  within  that  period  Arkansas  would 
apply  for  authority  to  liquidate  Lake 
Catherine  or  merge  it  Into  Arkansas  un- 
less such  period  should  be  extended  by 
this  Commission. 

Arkansas  and  Lake  Catherine  now  pro- 
pose to  liquidate  Lake  Catherine  through 
a  surrender  by  Arkansas  of  all  the  out- 
standing stock  of  Lake  Catherine  for 
cancellation,  the  cancellation  of  the  debt 
owing  by  Lake  Catherine  to  Arkansas 
and  such  additional  debt  as  may  be  in- 
curred up  to  the  time  of  dissolution  of 
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Lake  Catherine,  and  the  assumption  by 
Arkansas  of  all  of  Lake  Catherine's  lia- 
bilities and  obligations  In  exchange  for 
the  transfer  to  Arkansas  of  all  of  Lake 
Catherine's  properties  and  assets.  Lake 
Catherine  will  thereupon  be  dissolved. 

The  application-declaration  requests 
that  the  order  of  the  Commission  issue 
prior  to  March  1,  1949  in  order  that  the 
accounts  of  Lake  Catherine  may  be  closed 
as  of  the  end  of  February  1949. 

Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  Febru- 
ary 25,  1949,  at  5:30  p.  m.,  e.  s.  t.,  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest,  and  the  Issues  of  fact  or  law 
raised  by  said  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  If  the  Com- 
mi-ssion  should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.  At  any  time  after  Feb- 
ruary 25.  1949  at  5:30  p.  m.,  e.  s.  t..  said 
application-declaration,   as   filed   or   as 
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amended,  may  be  granted  and  ijermitted 
to  become  effective  as  provided  in  Rule 
U-23  of  the  rules  and  regulations  pro- 
mulgated under  said  act.  or  the  Commis- 
sion may  exempt  such  transactions  as 
provided  in  Rule  U-20  (a)  and  Rule 
U-100  thereof. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

(F.   R.    Doc.    49-1273:    Filed.    Feb.    17,    1949; 
8:49  a.  m.| 


UNITED  STATES  TARIFF 
COMMISSION 

[List  No.  4  (E)l 

American  Basque  Berets,  Inc. 

application  for  investigation 

February  15,  1949. 

Application  as  listed  below  has  been 
filed  with  the  United  States  Tariff  Com- 
mission for  Investigation  under  the  pro- 
visions of  Part  HI,  Executive  Order  10004 
of  October  5.  1948. 


Name  of  article 


l.nittP'l  iKTcts,  wholly  of  wool. 
v;ilup<l  at  niot^than  <J  prr 
pound  (par.  luTTd),  TarilT  Act 
of  IWWi). 


I'urpose  of  request 


Date  received 


To  determine  whether  such  berets  are 
beuie  imported  in  such  incrciised 
Quantitie.s  a.s  to  cause  or  threaten 
si-rious  injury  to  douiest  ic  producers. 


Feb.   11.1949 


Name  and  address  of 
apiilicant 


The  .American  Dasque 
Herets.  Inc..  7  West 
3filh  .St.,  New  York, 
N.  V. 


The  application  listed  above  is  avail- 
able for  public  inspection  at  the  office  of 
the  Secretary,  Tariff  Commission  build- 
ing. Eighth  and  E  Streets  NW.,  Washing- 
ton. D.  C,  where  it  may  be  read  and 
copied  by  persons  Interested. 

[SEAL]  Sidney  Morgan. 

Secretary. 

|F.    R.   Doc.    49-1279;    Filed.    Feb.    17.    1949; 
8:48  a.  m.| 


DEPARTMENT  OF  JUSTICE 

Immigration  and  Naturalization 
Service 

Chance  in  Field- Service  District  Bound- 
aries Affecting  District  No.  10.  Spo- 
kane, Washington,  and  District  No.  12, 
Seattle,  Washington 

February  2,  1949. 

Effective  April  1,  1949,  all  of  the  terri- 
tory Included  in  Immigration  and  Nat- 
uralization Service  District  No.  10  with 
headquarters  at  Spokane,  Washington, 
will  be  transferred  to  District  No.  12  with 
headquarters  at  Seattle,  Wa.shington. 

The  boundaries  of  those  districts  were 
defined  in  §  60.1  of  Chapter  I.  Title  8  of 
the  Code  of  Federal  Regulations,  until 
the  codification  of  that  section  was  dis- 
continued on  November  19, 1948  (13  F.  R. 
6760). 
(Sec.  3  (a),  60  Stat.  237;  5  U.  S.  C.  1002) 

H.  R.  Landon, 
Acting  Comviissioner  of 
Immigration  and  Naturalization. 

Approved:  February  14,  1949. 

Tom  C.  Clark, 
Attorney  General. 

]F.   R.   Doc.   49-1268;    Filed.   Feb.    17,    1949; 
8:49  a.  m.] 


OfRce  of  Alien  Property 

AuTHORn-Y:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  St«.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp..  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  127031 
Louis  Endres 

In  re:  Trust  under  the  will  of  Louis 
Endres, 'decea.«:ed.  File  No.  D-28-3005; 
E.  T.  sec.  16288. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  (Mrs.)  AmalieHellman, Frieda 
Schichtl,  Gregor  Endres,  Marie  Schul- 
denzucker,  Johann  (John)  Endres.  Julius 
Endres,  Gretchen  (Margarete)  Endres. 
Wally  Hiltl,  Mrs.  Josephine  (Josefine) 
Meidert.  and  Use  Endre.s,  who.se  last 
known  address  was,  on  August  25,  1948. 
Germany,  were  on  such  date  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  sum  of  $1736.23  was  paid 
to  the  Attorney  General  of  the  United 
States  by  James  Thorpe,  Successor  Trus- 
tee of  the  Trust  under  the  Will  of  Louis 
Endres,  deceased; 

3.  That  the  said  sum  of  $1736  23  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  August  25,  1948,  pur- 
suant to  the  Trading  With  the  Enemy 
Act,  as  amended; 

4.  That  the  said  sum  of  $1736.23  Is 
presently  in  the  possession  of  the  Attor- 
ney General  of  the  United  States  and  was 
property  within  the  United  States  owned 
or  controlled  by,  payable  or  deliverable 
to,  held  on  behalf  of  or  on  account  of. 
or  owing  to,  or  which  was  evidenci  of 
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ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  were  not 
within  a  designated  enemy  country  on 
August  25.  1948.  the  national  Interest  of 
the  United  Slates  required  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany)  on 
such  date. 

All  determinations  and  all  action  re- 
quired by  law.  includmg  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

This  vesting  order  Is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.    49-1281:    Filed.   Feb.    17.    1949; 
8:49  a.  m] 


(Vesting  Order   12706] 

Richard  Hellmann  and  Title  Guarantee 
AND  Trust  Co. 

In  re:  Trust  under  agreement  dated 
January  5,  1926  between  Richard  Hell- 
mann. grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee,  and  amend- 
ments.   File  No.  F-28-3629  G-1. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Kurt  Hellmann  and  Martha 
Hellmann.  whose  last  known  addresses 
are  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany); 

2.  That  the  issue,  names  unknown,  of 
Kurt  Hellmann  and  Martha  Hellmann, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  in  and  to 
and  arising  out  of  or  imder  that  certain 
trust  agreement  dated  January  5,  1926, 
by  and  between  Richard  Hellmann, 
grantor,  and  Title  Guarantee  and  Trust 
Company,  trustee,  as  amended  on  De- 


NOTICES 

cember  29,  1927  and  on  February  15, 
1928,  presently  being  administered  by 
Title  Guarantee  and  Trust  Company, 
trustee,  176  Broadway,  New  York  7,  New 
York, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Kurt  Hell- 
mann and  of  Martha  Hellmann  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49  1282;    Filed.    Feb.    17.    1949; 
8:50   a.  m.J 


[Vesting  Order  127611 
Ferdinand  Durein 


In  re:  Trust  u/w  of  Ferdinand  Dureln. 
deceased.  File  D-28-12468;  E.  T.  sec. 
16681. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

(1)  That  Emma  Gertrude  Sellnger, 
whose  last  known  address  ^s  Germany,  Is 
a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

(2)  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  all  personality 
held  by  the  National  Bank  of  Topeka, 
as  Trustee,  under  the  will  of  Ferdinand 
Durein.  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by.  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 


(3)  That  stich  property  Is  In  the  proc- 
ess of  administration  by  the  National 
Bank  of  Topeka.  as  trustee,  acting  under 
the  judicial  supervision  of  the  Probate 
Court  of  the  State  of  Kansas,  in  and  for 
the  County  of  Shawnee; 

and  It  Is  hereby  determined: 

<4 »  That  to  the  extent  that  the  person 
named  in  subpagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[siAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-1283;    FUed.    Feb.    17.    1949; 
8:50  a.  m.] 
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(Return  Order  260 1 
Bronislaw  L.  Beilim 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Heturn  Published,  and  Property 

Bronislaw  L.  Bellin.  c  o  Domo  Furniture 
Manufacturing  Co..  171  Minna  St..  San  Fran- 
cisco, Calif..  Claim  No.  6079.  January  8,  1949 
(14  F.  R.  118);  $39,632.32  In  the  Treasury  of 
the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on  Feb- 
ruary 10,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-1285;    Filed,   Feb.    17.    1949; 
8:61  a.  m.l 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  2 — Appointment  Through  the 
Competitive  System 

Part  8 — Promotion,  Demotion.  Reassign- 
ment, AND  Transfer 

miscellaneous  amendments 

1.  Paragraphs  (c)  and  (e)  of  5  2.114 
are  amended  to  read  as  follows: 

5  2.114     T  em  porar  y  appointment. 

•     •     • 

(c)  Job  employment — (1)  In  general. 
(1)  When  there  is  work  of  a  temporary 
character  at  the  completion  of  which  the 
services  of  an  additional  employee  will 
not  be  required,  a  temporary  appoint- 
ment for  Job  employment  may  be  made, 
with  the  prior  approval  of  the  Commis- 
sion, for  a  period  not  to  exceed  six 
months. 

<Ii)  Appointments  under  this  subpara- 
graph shall  be  made  from  the  Commis- 
sion's eligible  registers  unless  there  are 
no  available  eligibles.  The  Commission 
may  restrict  certification  for  temporary 
Job  employment  to  eligibles  that  are  im- 
mediately available  because  of  residence 
or  other  conditions. 

(iil)  Appointments  made  under  this 
subparagraph  for  a  period  of  less  than 
six  months  may  be  extended  without 
further  approval  of  the  Commission  fot 
a  period  or  periods  not  extending  be- 
yond six  months  from  the  date  of  original 
appointment.  The  prior  approval  of  the 
Commission  must  be  obtained  for  any 
extension  of  Job  employment  beyond  the 
total  period  of  six  months.  Such  exten- 
sions will  be  approved  only  if  there  are 
no  eligibles  available  for  the  additional 
period  or  If  an  adequate  showing  is  made 
that  the  extension  is  necessary  to  com- 
plete the  Job  for  which  the  person  was 
originally  employed. 

(2)  Based  on  reinstatement  or  trans- 
fer eligibility.  Person.s  who  have  eligi- 
bility for  reinstatement  under  Part  7  of 
this  chapter,  or  eligibility  for  Inter- 
agency transfer  under  Part  8  of  this 
chapter  may  be  appointed  for  temporary 
Job  employment.  Appointments  under 
this  subparagraph  may  be  made  without 
regard  to  registers  of  eligibles  but  shall 
otherwise  be  subject  to  the  conditions 


set  forth  in  subparagraph   (1)   of  this 

paragraph. 

•  •  •  •  • 

(e)  Agency  authority  to  make  tempo- 
rary appointments.  Subject  to  the  con- 
ditions specified,  the  Commission  hereby 
delegates  authority  to  agencies  to  make: 

(D  Emergency  appointments  without 
examination  in  cases  of  extreme  emer- 
gency where  positions  must  be  filled 
without  delay,  and  where  time  does  not 
permit  the  securing  of  Prior  authoilty 
of  the  Commission.  Such  emergency 
appointments  may  not  continue  for  more 
than  31  days  and  may  not  be  extended 
by  the  agency  without  the  prior  approval 
of  the  Commission. 

(2)  Temporary  appointments  pending 
establishment  of  a  register  as  provided 
In  paragraph  (a)  of  this  section  until 
the  agencies  have  been  notified  that  cer- 
tification for  filling  particular  positions 
should  be  secured  from  the  Commission. 
In  making  such  appointments,  agencies 
shall  give  preference  first  to  qualified 
ten-point  veterans  and  second  to  quali- 
fied five-point  veterans,  and  shall  deter- 
mine that  the  applicant  meets  the  quali- 
fications standards  prescribed  by  the 
Commission. 

(3»  Temporary  appointments  for  job 
employment  as  provided  in  paragraph 
(c)  (1)  of  this  section  until  the  agencies 
have  been  notified  that  certification  for 
filling  particular  positions  should  be  se- 
cured from  the  (jJonfi^ission.  In  mak- 
ing such  appointments,  agencies  shall 
give  preference  first  to  qualified  ten- 
point  veterans  and  second  to  qualified 
five-point  veterans,  and  shall  determine 
that  the  applicant  meets  the  qualifica- 
tions standards  prescribed  by  the 
Commission.  Appointments  under  this 
subparagraph  may  be  extended  for  not 
to  exceed  six  months  without  considera- 
tion of  eligibles  available  on  the  agency's 
list  of  eligibles  for  temporary  appoint- 
ment, if  the  appointee's  .services  are  nec- 
essary to  complete  the  Job  for  which  he 
was  originally  appointed.  Such  appoint- 
ments may  not  generally  be  further  ex- 
tended except  that  persons  entitled  to 
ten-point  veteran  preference  may  be  au- 
tomatically extended  for  additional  peri- 
ods of  not  to  exceed  six  months  if  their 
services  are  required  and  if  authority  to 
make  temporary  appointments  has  not 
been  withdrawn  by  the  Commission. 
(Continued  on  next  page) 
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(4)  Temporary  appointments  for  Job 
employment  as  provided  in  paragraph 
(c)  <2)  of  this  section,  if  the  appointee 
meets  the  qualifications  standards  pre- 
scribed by  the  Commission.  Appoint- 
ments under  this  subparagraph  may  be 
made  without  regard  to  the  priority  or- 
der provided  for  in  subparagraph  (3)  of 
this  paragraph.  These  appointments 
may  be  extended  for  not  to  exceed  six 
months,  if  the  appointee's  services  are 
necessary  to  complete  the  job  for  which 
he  was  originally  appointed.  Prior  ap- 
proval must  be  secured  for  any  further 
extensions  beyond  a  total  period  of  one 
year. 

2.  Section  8.104  is  amended  to  read  as 
follows : 

§  8.104  Status  and  tenure  unchanged. 
(a)  The  status  or  tenure  of  an  employee 
will  not  be  changed  by  promotion,  de- 
motion, reassignment,  or  transfer  under 
this  part. 

(R.  S.  1753,  sec.  2,  22  Stat.  403;  5  U.  S.  C. 
631,  633;  E.  O.  9830.  Feb.  24.  1947;  12 
F.  R.  1259,  3  CFR  1947  Supp. ) 

United  States  Civil  Serv- 
ice Commission, 
(seal]       H.  B.  Mitchell, 

President. 

[P.    R.    Doc.    49-1296;    Filed.    Feb.    18,    1949; 
8:47   a.   m.) 

TITLE  7— AGRICULTURE 

Chapter  IX— ^Production  and  Mar- 
keting Administration  (Marketing 
Agreement  and  Orders),  Depart- 
ment of  Agriculture 

[Lemon  Reg   307] 

Part  953 — Lemons  Grown  in  Califorhu 
AND  Arizona 


LIMITATION  OF  SHIPMENTS 

5  953.414     Lemon  Regulation  307- 


■(a) 


Findings.    (1)  Pursuant  to  the  market- 


ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR,  Cum.  Supp., 
953.1  et  seq. ;  13  F.  R.  766) ,  regulating  the 
handling  of  lemons  grown  in  the  State 
of  California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Lemon  Admin- 
istrative Committee,  established  under 
the  said  amended  marketing  agreement 
and  order,  and  upon  other  available  in- 
formation, it  is  hereby  found  that  the 
limitation  of  the  quantity  of  such  lem- 
ons which  may  be  handled,  as  herein- 
after provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  <60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufUcient, 
and  a  rea.sonable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

<b)  Order.  <1)  Tlie  quantity  of  lem- 
ons grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  February  20,  1949. 
and  ending  at  12:01  a.  m.  P.  s.  t.,  Feb- 
ruary 27.  1949.  is  hereby  fixed  as  follows: 
(i)  District  1:  225  carloads; 
(ii)  Di.strict  2:  Unlimited  movement. 
(2>  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  hereto  and  made 
a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled,'* 
"handler,"  "carloads,"  "prorate  base," 
"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31. 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  18th 
day  of  February  1949. 

[seal]  C.  P.  KUNKEL, 

Acting  Director,  Fruit  and  Vege- 
table Branch.  Production  and 
Marketing  Administration. 

Prorate  Base  Schedule 

district  no.  1 

Storage  dale:  February  8.  1949 

[12:01   a.  m.  Feb.    13,   1949.   to   12:01   a.  m. 
Feb.  27,  1949) 

Prorate  base 
Handler                        (percent) 
Total 100.  000 

American  Fruit  Growers,  Inc., 
Corona .309 

American  Fruit  Growers,  Inc..  Puller- 
ton 300 


Saturday,  February  19,  1949 

Prorate  Base  Scheduui — Continued 

DISTRICT  NO.  1 — continued 

Prorate  base 
Handler                                     (percent) 
American  Fruit  Growers.  Inc.,  Lind- 
say   0. 000 

American  Fruit  Growers.  Inc..  Up- 
land  568 

Hazeltlne  Packing  Co 1.665 

Ventura  Coastal  Lemon  Co 2.040 

Ventura  Paclttc  Co... •_ 1.896 

Total  A.  F.  G 6.  778 

KUnk   Citrus   Association 1.805 

Lemon  Cove  Association .623 

Glendora  Lemon   Growers   Associa- 
tion  3.  253 

La  Verne  Lemon  Association .858 

La  Habra  Citrus  Association.  The..  1.328 

Yorba  Linda  Citrus  Association.  Tbe.  1.  004 

Escondido  Lemon  Association 1.930 

Alta  Loma  HelghU  Citrus  Associa- 
tion  .436 

Etlwanda  Citrus  Fruit  Association.  .849 

Mountain  View  Fruit  Association-.  .430 

Old  Baldy  Citrus  Association 1.277 

Upland  Lemon  Growers  Association.  7.  778 

Central  Lemon   Association .444 

Irvine    Citrus    Association.    The .856 

Placentla   Mutual    Orange    Associa- 
tion   .903 

Corona  Citrus  Association .364 

Corona  Foothill  Lemon  Co .917 

Jameson  Co — .722 

Arlington  Heights  Citrus  Co.. .419 

College  Heights  Orange  and  Lemon 

Association 4.927 

Chula  Vista  Citrus  Aaaoclatlon,  The.  .  410 

El  Cajon  Valley  Citrus  Association..  .  248 

Fallbrook    Citrus    Association 2.231 

Lemon  Grove  Citrus  Association .454 

San    Dlmas   Lemon    Association 2.773 

Carplnterla  Lemon  Association 1.667 

Carplntera  Mutual   Cltriu  Associa- 
tion  2  222 

Goleta  Lemon  Association 2.  052 

Johnston   Fruit   Co.. 4.323 

North  Whittler  Heights  atrus  As- 
sociation  .807 

San  Fernando  HelghU  Lemon  Asso- 
ciation    8.341 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   2.422 

Tulare   County   Lemon   and  Grape- 
fruit   Association _  .828 

Brlggs  Lemon  Association .917 

4:ulbertson  Lemon  Association .717 

PUlmore    Lemon    Association 3.373 

Oxnard  Citrus  Association 5.  032 

Rancho   Sespe .663 

Santa   Paula   Citrus   Fruit   Associa- 
tion   2.  126 

Saticoy  Lemon  Association 2  661 

Seaboard  Lemon  Association 2.270 

Somls  Lemon  Association 3. 160 

Ventura  Cltriis  Association .  920 

Llmonelra    Co 2.422 

Teague-McKevett    Association .523 

East  Whlttaker  Citrus  Association..  .518 
Lefflngwell  Rancho  Lemon  Associa- 
tion   .098 

Murphy   Ranch   Co 1.047 

Whittler  Citrus  Association .157 

Whittler  Select  Citrus  Association..  .099 


Total  C.  F.  G.  E 82.565 


Chula  Vista  Mutual  Lemon  Associa- 
tion   .511 

Escondido  Cooperative  Citrus  Asso- 
ciation          .383 

Index  Mutual  Association .  187 

La  Verne  Cooperative  Citrus  Asso- 
ciation        4.092 

Orange  Belt  Fruit  Distributors 2. 072 

Orange  Cooperative  Citrus  Associa- 
tion  .252 

Ventura  County  Orange  &  Lemon 
Association 2. 281 
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PtoitATi  Base  Schedvlb — Continued 

district  no.  1 — continued 

Prorate  base 
Handler  (percent) 

Whittler  Mutual   Orange   &  Lemon 

Association 0.  107 

Total  M.  O.  D 9.885 

California  Citrus  Groves,  Inc.,  Ltd..  .000 

Dunning.  William  A._ .__  .014 

El  Rio  Lemon  Co .  140 

Evans  Brothers  Packing  Co .  033 

Flint.  Arthur  E .000 

Harding  &  Leggett .000 

Johnson,  Fred .000 

Lorbeer.  Carroll  W.  C .065 

MacDonald.  Hugh  J _  .  013 

Relmers,  Don  H .000 

Rlcca,  Lawrence  J .000 

Sachs,  Maurice  A .000 

San  Antonio  Orchard  Co .303 

Sarnoff.   Irving .204 

Sentinel  Butte  Corp .003 

Torn  Ranch... _ .000 

Winkler.  Wm _  .000 

Zanlnovlch  Bros.,  Inc .000 

Total  Independents.. __.  .772 

|F.    R.    Doc.   49-1392;    Filed,    Feb.    18.    1949; 
10:39  a.  m.] 


[Orange  Reg.  268) 


Part  966 — Oranges  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

S  966.414  q^^ange  Regulation  268— 
(&)  Findings.  (1)  Pursuant  to  the  pro- 
visions of  Order  No.  66  (7  CFR,  Cum. 
Supp.,  966.1  et  seq.>  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  ol  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  and  upon 
the  "btisis  of  the  recommendation  and 
information  submitted  by  the  Orange 
Administrative  Committee,  established 
under  the  said  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  oranges  which  may  be  handled,  as 
hereafter  provided,  will  tend  to  effectu- 
ate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  po-i^tpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  i60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Ac£  of  1937,  as  amended,  is  InsufiBcient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

<b)  Order.  (1)  The  quantity  of  or- 
anges grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  February  20,  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t.,  February 
27,  1949,  is  hereby  fixed  as  follows: 
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(1)  Valencia  oranges,  (a)  Prorate 
District  No.  1:  No  movement;  <b)  Prorate 
District  No.  2 :  No  movement;  (c)  Prorate 
District  No.  3:  No  movement. 

(ii)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  Un- 
limited movement;  (b)  Prorate  District 
No.  2:  600  carloads;  (c)  Prorate  District 
No.  3:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section  "handled," 
"handler."  "carloads,"  and  "prorate  base" 
shall  have  the  same  meaning  as  is  given 
to  each  such  term  in  the  said  order;  and 
"Prorate  District  No.  1,"  "Prorate  Dis- 
trict No.  2,"  and  "Prorate  District  No.  3" 
shall  have  the  same  meaning  as  is  given 
to  each  such  term  in  §  966.107  (11  F.  R. 
10258)  of  the  rules  and  regulations  con- 
tained in  this  part.  <48  Stat.  31,  as. 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this'  18th 
day  of  February  1949. 

[SEAL]  C.  F.  Kunkel, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

Prorate  Base  Schbbijle 

[12:01   a.   m.  Feb.  20.    1949.   to   12:01   a.   m. 
Feb.  27,  19491 

ALL  ORANGES  OTHER  THAN   VALENCIA   ORANGES 

Prorate  District  No.  2 

Prorate  base 
Handler                         (percent) 
Total 100.  0000 

A.  F.  G.  Alta  Loma .  3673 

A.  F.  G.  Corona .3751 

A.  F.  G.  Fullerton .  0474 

A.  F.  G.  Orange .0407 

A.  F.  G.  Riverside .6763 

Hazeltlne  Packing  Co .0979 

Placentia   Pioneer    Valley    Growers 

Association .0650 

Signal  Fruit  Association .8333 

Azusa  Citrus  Association 1.  1275 

Damerel -Allison  Co 1.1083 

Glendora  Mutual  Orange  Associa- 
tion    .5232 

Irwlndale  Citrus  Association .  476S 

Puente  Mutual  Citrus  Association.  .0495 
Valencia  Heights  Orchards  Associa- 
tion    .2106 

Covlna  Citrus  Association 1.6957 

Covlna    Orange    Growers    Associa- 
tion    .5077 

Glendora  Citrus  Association .9781 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .  1686 

Gold  Buckle  Association 3.2515 

La  Verne  Orange  Association 3.8753 

Anaheim  Citrus  Fruit  Association .  0878 

Anaheim  Valencia  Orange  Associa- 
tion    .026* 

Eadlngton  Fruit  Co..  Inc .3403 

Fullerton  Mutual  Orange  Associa- 
tion    .2404 

La  Habra  Citrus  Association .  1239 

Orange    County    Valencia   Associa- 
tion    .0354 

Orangethorpe  Citrus  Association .  0239 

Placentia  Cooperative  Orange  Asso- 
ciation   .0328 

Yorba    Linda    Citrus    Association, 

The .0117 

Escondido  Orange  Association .4347 

Alta  Loma  Heights  Citrus  Associa- 
tion    .3209 

Citrus  Fruit  Growers .9180 
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Pborati  Base  Schedulb — Continued 

ALL  OKANGES  OTHER  THAN  VALENCIA   OBANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  bas9 
Handler  (percent) 

Cucamonga  Citrus  Association 0. 3447 

ETtlwanda  Citrus  Fruit  Association.  .2142 

Mountain  View  Fruit  Association..  .  1465 

Old 'Baldy  Citrus  Association .3706 

Rlalto  Heights  Orange  Growers .3843 

Upland  Citrus  Association 2.  2059 

Upland    Heights    Orange    Associa- 
tion    1  0052 

Consolidated  Orange  Growers .0246 

Prances  Citrus  Association .0109 

Garden  Grove  Citrus  Association..  .0236 

Goldenwest  Citrus  Association .  0985 

Olive  Heights  Citrus  Association...  .0409 
Santa    Ana-Tustln    Mutual    Citrus 

Association ■  0216 

Santiago  Orange  Growers  Associa- 
tion   -^^^^ 

Tustln  Hills  Citrus  Association .0377 

Villa  Park  Orchard  Association .0382 

Bradford  Brothers.  Inc .2370 

Placentla  Mutual  Orange  Assocla- 

•     tlon -1646 

Placentla  Orange  Growers  Associa- 
tion   •  2492 

Yorba  Orange  Growers  ABSoclatlon.  .  0397 

Call  Ranch .6109 

Corona  Citrus  Association .9339  ^ 

Jameson  Co .3761 

Orange  Heights  Orange  Association.  1.  5267 
Crafton    Orange    Growers    Associa- 
tion  1-2110 

East  Highlands  Citrus  Association.  .4123 

FOntana  Citrus  Association .4497 

Highland    Prult    Growers    Associa- 
tion   -6306 

Redlands  Heights  Groves .8505 

Redlands  Orangedale  Association . ._  .  9753. 

Break   &   Son.    Allen .2439 

Bryn  Mawr  Fruit  Growers  Associa- 
tion    .9528 

Mission  Citrus  Association .7835 

Redlands  Cooperative  Fruit  Associ- 
ation    1.5467 

Redlands  Orange  Growers.  Associa- 
tion   1  0104 

Redlands  Select  Groves .3855 

Rlalto  Citrus  Association .  6334 

Rlalto  Orange  Co .3063 

Southern  Citrus  Association .7245 

United  Citrus  Growers .6962 

Zllen  Citrus  Co .6762 

Andrews  Bros,  of  Calif .  3062 

Arlington  Heights  Citrus  Co .  8562 

Brown  Estate.  L.  V.  W 1.  8379 

Gavllan  Citrus  Association 1.8915 

\     Hemet  Mutual  Groves .1786 

Hlghgrove  Fruit  Association .7169 

Krlnard  Packing  Co 1.  8430 

McDermont  Fruit  Co... 1.9846 

Monte  Vista  Citrus  Association 1.  3466 

National  Orange  Co .9097 

Riverside  Heights  Orange  Growers 

Association 1  2805 

Sierra  VUta  Packing  Association .  8280 

Victoria  Avenue  Citrus  Association.  2.  5968 

Claremont  Citrus  Association 1.  0523 

College  Heights  Orange  and  Lemon 

Association 1  2168 

El  Camlno  Cltriis  Association .  4353 

Indian  Hill  Citrus  Association 1.2670 

Pomona  Fruit  Growers  Exchange...  1.  7932 

Walnut  Fruit  Growers  Association.  .  4933 

West  Ontario  Citrus  Association 1.  1506 

El  Cajon  Valley  Citrus  Association.  .2781 
San  Dlmas  Orange  Growers  Associa- 
tion   1  2578 

Ball  &  Tweedy  Association .0787 

Canoga  Citrus  Association .0755 

Covlna  Valley  Orange  Co .2018 

North  Whlttler  Heights  Citrus  Asso- 
ciation  •  1*81 

San  Fernando  Fruit  Growers  Asso- 
ciation  - -  •  3995 


RULES  AND  REGULATIONS 

Pboratx  Base  Schedulb — Continued 

ALL  OKANGES  OTHER  THAN  VALENCIA   ORANGES — 

continued 
Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                   {percent) 
San  Fernando  Heights  Orange  Asso- 
ciation   0.4013 

Sierra  Madre-Lamanda  Cltrxxs  Asso- 
ciation  2701 

CamarlUo  Citrus  Association .0108 

Fillmore  Citrus  Association 1  2136 

OJal  Orange  Association .8907 

Plru  Citrus  Association 1. 1748 

Santa  Paula  Orange  Association —  .1298 

Tapo  Citrus  Association .0068 

Ventura  County  Citrus  Association.  .  0275 

East  Whlttler  Citrus  Association...  .0100 

Whlttler  Citrus  Association .2210 

Whlttler  Select  Citrus  Association.  .  0357 
Anaheim  Cooperative  Orange  Asso- 
ciation  -  -0601 

Bryn  Mawr  Mutual  Orange  Associa- 
tion    .5085 

Chula  Vista  Mutual  Lemon  Associa- 
tion    •  1399 

Bscondldo  CXx)peratlve  Citrus  Asso- 
ciation   .0908 

Euclid  Avenue  Orange  Association.  3. 1010 
FuUerton  Cooperative  Orange  Asso- 
ciation   0313 

Garden  Grove  Orange  Cooperative. 

Inc 0332 

Golden  Orange  Groves.  Inc •  3085 

Highland  Mutual  Groves 3271 

Index   Mutual   Association .0041 

La  Verne  Cooperative  Citrus  Asso- 
ciation   3. 4169 

Mentone   Heights   Association .6075 

Olive  Hillside  Groves.  Inc .0149 

Orange    Cooperative    Citrus    Asso- 
ciation   0338 

Redlands  Foothill  Groves..* 2.6769 

Redlands  Mutual  Orange  Associa- 
tion    .9191 

Riverside  Citrus  Association .2497 

Ventura  County  Orange  &  Lemon 

Association '--.  2022 

Whlttler  Mutual  Orange  &  Lemon 

Association .0230 

Babljulce  Corp.  of  Calif .  5038 

Cherokee  Citrus  Co.,  Inc 1.0404 

Chess  Co..  Meyer  W 3520 

Evans  Brothers  Packing  Co 1.0102 

Gold   Banner   Association 2.0733 

Granada  Packing  House .3363 

Hill  Packing  House.  Fred  A. 6192 

Inland  Prult  Dealers,  Inc .1974 

MacDonald  Fruit  Co .1344 

Orange  Belt  Fruit  Distributors 2.0754 

Panno  Fruit  Co.,  Carlo .0966 

Paramount   Citrus   Association .5154 

Placentla  Orchard  Co. .-  .0687 

San  Antonio  Orchard  Co 1. 1606 

Snyder  &  Sons  Co..  W.  A... 4930 

Torn    Ranch 0287 

Wall.   E.   T 1.8788 

Western  Fruit  Growers  Inc..  Red- 
lands  2.  9060 

[F.    R.    Doc.   49-1393;    Filed,   Feb.    18.    1949; 
10.39  a.  m  I 


TITLE  12— BANKS  AND 
BANKING 

Chapter  II — Federal   Reserve  System 

Subchapter  A — Board  of  Governor*  of  the 
Federal  Reserve  System 

I  Reg.  WI 

Part  222 — Consumer  Instalment  Credit 
automobill  appraisal  guides  and  resale 

or  REPOSSESSED  ARTICLES 

S  222.122  Automobile  appraisal  guides. 
The  Board  haa  been  asked  when  the  pro- 
visions or  Part  4  of  i  222.9  wUl  require 


reference  to  an  automobile  appraisal 
guide  in  determining  the  minimum  down 
payment  to  be  obtained  on  used  1949 
model  automobiles.  Certain  of  the  ap- 
praisal guides  have  not  yet  included 
estimated  retail  prices  for  any  1949 
models.  Although  certain  1949  car  mod- 
els have  been  Introduced,  others  are 
scheduled  for  later  introduction. 

The  Board  has  ruled  that  It  will  not 
be  necessary  to  refer  to  appraisal  guides 
with  respect  to  used  1949  automobiles  un- 
til the  Board  has  published  In  the  Fed- 
eral Register  a  notice  that  such  refer- 
ence Is  required.     The  Board  does  not 
plan  to  place  such  a  requirement  in  ef- 
fect with  respect  to  used  1949  automo- 
biles until  all  designated  appraisal  guides 
publish  retail  values  for  such  models,  and 
It  Is  also  planned  that  by  that  time  the 
designated  appraisal  guides  will  contain 
Information  as  to  the  date  on  which  the 
requirement  comes  Into  effect.   The  max- 
imum amount  of  credit  that  can  be  ex- 
tended for  used  1949  automobiles  until 
the  Board  publishes  the  notice  referred 
to  above  will,  of  course,  be  two-thirds  of 
the  cash  price. 

In  anticipation  of  the  inclusion  of  1949 
used  car  prices  In  certain  of  the  appraisal 
guides  that  have  particular  problems  of 
limited  space,  the  Board  has  ruled  that, 
effective  April  1.  1949,  the  appraisal  guide 
provisions  of  Part  4  of  §  222.9  will  no 
longer  apply  to  used  1938  automobile 
models.  Starting  on  that  date,  therefore, 
the  maximum  amount  of  credit  which 
can  be  extended  for  u.sed  1938  and  older 
models  will  be  two-thirds  of  the  cash 
price. 

§  222.123     Resale  of  repossessed  arti- 
cle.   The   fact   that   an   automobile  or 
other  listed  article  has  been  repossessed 
does  not,  in  the  Board's  view.  In  any 
way  authorize  the  resale  of  the  article 
on  terms  different  from  those  otherwise 
applicable  under  this   part.     It   Is   Im- 
material that  the  repossession  and  sale 
to  a  new  purchaser  follow  a  "bona  fide 
collection  effort,"  referred  to  In  §  222.5 
(c)   <1),  rather  than  an  ordinary  repos- 
session of  the  car.    The  "obligation"  re- 
ferred to  in  both  §  222.5   (c)    Q)   and 
8  222.5  (c)    (2)  is  the  obligation  of  the 
original  obligator,  and  not  the  obligation 
of  a  new  purchaser  or  obligor.     Thus, 
any  Installment  credit  arising  from  the 
subsequent  sale  of  a  repossessed  auto- 
mobile or  other  listed  article  should  com- 
ply with  the  down  payment  or  maximum 
loan  value,  and  Installment  payment  and 
maturity  requirements  of  this  part.    Any 
transfer  by  a  finance  company  or  other 
Registrant  to  a  third  person  of  the  un- 
paid balance  of  an  installment  credit 
following  repossession  of  a  listed  article, 
the  effect  of  which  would  release  the 
original  obligor  or  purchaser  of  substi- 
tute a  new  obligor  or  purchaser,  would 
be  subject  to  the  above  views. 

While  the  foregoing  Is  believed  to  be 
clear  under  this  part,  it  was  considered 
desirable  In  this  manner  to  remove  any 
misunderstanding  that  may  have  arisen 
with  respect  thereto. 

(Sec.  11  (i).  38  Stat.  262.  sec.  5  (b),  40 
Stat.  415,  as  amended;  12  U.  S.  C.  95a, 
248  (i)  ;  E.  O.  8843,  Aug.  9,  1941,  6  F.  R. 
4035,  3  CFR.  Cum.  Supp.  Interprets  or 
applies  sec.  19,  38  Stat.  270,  as  amended 
by  Pub.  Law  905,  80th  Cong.,  sec.  21,  48 


Saturday,  February  19,  1949 

Stat.  899,  as  amended  by  Pub.  Law  905, 
80th  Cong.:  15  U.  S.  C.  78u) 

Board  of  Governors  or  the 
Federal  Reserve  System, 
[seal!     S.  R.  Carpenteh, 

Secretary. 

|F.    R.    Doc.    49-1292;    Piled    Feb.    18,    1949; 
8:46  a.  m.l 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

Part  1 — Practice  and  Procedure 

recapitulation  or  regulations 

The  Commission,  on  October  20,  1948, 
authorized  certain  changes  In  nomencla- 
ture throughout  the  text  of  Part  1.  On 
November  18,  1948  (13  F.  R  6926  >  Sub- 
parts A,  B,  and  C  of  Part  1  were  deleted 
from  Part  1  and  set  forth  as  separate 
Statements  of  Organization,  Delegations 
of  Authority,  and  Places  for  Submitting 
Applications  and  Other  Requests  and  Se- 
curing Public  Information. 

Because  of  the  number  of  outstanding 
amendments  to  Part  1  since  September 
11,  1946,  and  to  reflect  editorial  changes 
throughout  the  part  made  necessary  by 
the  above  actions  of  the  Commission, 
there  follows  a  recapitulation  of  Part  1 
as  revised  to  and  including  the  Commis- 
sion's action  of  January  26, 1949  ( 14  F.  R. 
442). 

SuBP/utT  D — Rules  Relating  to  Applications 

AND  PaOCEEDINGS  ATFECTING   RADIO  LICENSES 
UNDEK    TTTLE    III    OF    THE    COMMUNICATIONS 

Act 

cene«al  eiqddiements  as  to  applications 

Sec.  • 

1.301  Applications  required. 

1.302  Place  of  filing  and  number  of  copies. 

1.303  Subscription  and  verlflcallon  of  appU- 

catlons. 

1.304  Contents  of  applications. 

1.305  Full   disclosures. 

1.306  Additional  statements. 

1  307     Form  of  amendments  to  applications. 
1.308     Amendments  of  applications  ordered. 

tULES  RELATING  TO  FILING  OP  APPLICATIONS  AND 
DESCRIPTION    OF    APPLICATION    FORMS 

1.311  Application  forms  for  authority  to 
construct  a  new  station  or  make 
changes  in  an  existing  station; 
broadcast  services. 

1J12  Application  forms  for  construction 
permit  or  modification  thereof; 
radio  services  other  than  broadcast. 

1.313  Installation  or  removal  of  apparatus; 

broadcast  and  nonbroadcast. 

1.314  Application  for  extension  of  construc- 

tion permit  or  for  construction  per- 
mit to  replace  expired  construction 
permit  (broadcast);  application  for 
extension  of  construction  permit 
(nonbroadcast) . 

1.315  Application     for     equipment      tests; 

broadcast  and  nonbroadcast. 

1.316  Application    for    service    or    program 

test:  broadcast  and  nonbroadcast. 

1.317  Application  for  license  following  con- 

struction permit. 

1.318  Application  for  station  license  where 

no  construction  permit  Is  required. 

1.319  Application    for    modification    of    li- 

cense; broadcast  and  nonbroadcast. 

1.320  Application    for    renewal    of    license; 

broadcast  and  nonbroadcast. 

1.321  Application  for  voluntary  assignment 

or  tranifer  of  CDntrol;  broadcast. 


FEDERAL  REGISTER 

Sec. 

1.322  Application  for  voluntary  assignment 

or  transfer  of  control;  nonbroadcast. 

1.323  Application    for    Involuntary    assign- 

ment or  transfer  of  control;  broad- 
cast and  nonlaroadcast. 

1.324  Application  for  special  temporary  au- 

thorization. 
1.328     Application  for  special  service  author- 
ization; broadcast. 

1.326  Application    for    standard    broadcast 

station   experimental   operation. 

1.327  Application    concerning    programs    to 

be  transmitted  to  foreign  radio 
stations. 

1.328  Application    to    determine    operating 

power  by  direct  measurement  of  an- 
tenna power. 

1.329  Application  for  radio  operator  license. 

1.330  Application  for  radio  ship  Inspection 

and  certification  of  ship  radio  li- 
cense. 

Applications  for  exemptions  and  waiv- 
ers under  Part  II  of  Title  III. 

Informal  applications. 
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PSOCEDTTRE  WITH  RESPECT  TO  REVOCATION  AND 
MODIFICATION  OF  STATION  LICENSE  AND  BUS- 
PENSION   OF   RADIO   OPERATOR'S   UCENSB 


1.331 

1.332 

RULES  RELATING  TO  OTHER  FORMS  AND  INFORMA- 
TION   TO    BE    FILID    WFTH    THE    COMMISSION 


Financial  repwrts,  broadcast  licensees 

and  permittees. 
Filing  of  contracts,  broadcast  licensees 

and  permittees. 
Ownership  reports,  broadcast  licensees 

and  permittees. 
Definitions  of  terms  used  In  {§  1.341- 

1.343. 
[Deleted.] 
Reports    In    connection    with    certain 

fixed    public    radio    service    opera- 
tions. 
Reports   to   be   filed   by   International 

and  coastal  radiotelegraph  carriers. 

RULES    RELATING    TO    ACCEPTANCE,    AMENDMENT, 
OR  DISMISSAL  OF  APPLICATION 


1.341 

1.342 

1.343 

1J44 

1.345 
1.346 
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THE    MANNER    IN    WHICH    APPLICATIONS    ARE 
PROCESSED 

1.371  Acceptance  of  applications. 

1.372  Staff     consideration     of     applications 

which  receive  action  by  the  Com- 
mission. 

1.373  Special  procedure  with  respect  to  proc- 

essing of  standard  broadcast  appli- 
cations. 
1374     Staff    consideration     of     applications 
which  do  not  require  action  by  the 
Commission. 

1.375  Procedure  with  respect  to  amateur  and 

commercial  radio  operator  licenses. 

1.376  Procedure  with  respect  to  applications 

for  radio  ship  Inspection  and  cer- 
tification of  ship  radio  licenses. 

1.377  Reference  of  application  to  Civil  Aero- 

nautics Administration. 

ACTION    ON    APPLICATIONS 

1.381  Failure  to  prosecute  applications. 

1.382  Grants  without  a  hearing. 

1.383  Partial  grants. 

1 .384  Temporary ,  extension    of    station    li- 

censes. 
1385     Designation   for   hearing. 

1.386  Petition  for  reconsideration  and  grant 

without  hearing. 

1 .387  Procedure  when  case  is  designated  for 

bearing. 

1.388  Petitions  to  Intervene. 

1.389  Motions  to  enlarge  or  change  the  is- 

sues. 

1.390  Petitions    for   reconsideration    or    for 

rehearing. 

1.391  Special   waiver  procedure  relative  to 

broadcast  applications. 


Sec. 

1.401 

1.402 

1.403 

1.404 


Notice  of  violations. 
Revocation  of  licenses. 
Modification  of  licenses. 
Suspension  of  operator  licenses. 


Subpart  E — Rules  Relating  to  Applications, 
Reports,  and  Proceedings  Affecting  Com- 
mon Carriers  Under  Title  II  of  the  Com- 
munications Act 

general  rules  relating  to  applications 

1.501  Subscription  and  verification   of  ap- 

plications. 

1.502  Full  disclosures. 

1.503  Additional  statements. 

1.504  Form  of  amendments  to  applications. 

1.505  Amendments  of  applications  ordered. 

1.506  Defective  applications. 

1.507  Amendments  and    dismissals    of    ap- 

plications. 

1.508  Failure  to  proBecute  applications. 

1.509  Partial  grants. 

1510     Inconsistent    or    conflicting    applica- 
tions. 

filing   and   processing   of    applications 


1.521 
1.522 

1.623 


1.524 


1.525 
1  526 

1527 

1.528 


1361  Defective   applications. 

1362  Inconsistent    or    conflicting    appllca-       1529 

tions. 

1.363     Repetitious  applications. 

1  364     Multiple  applications;  broadcast  serv- 
ice. 

1  365     Amendments  of  applications. 

1  366     Dismissal  of  applications. 


Filing  and  routing  of  applications. 

Application  for  extension  of  time  in 
which  to  file  financial  reports. 

Application  for  special  tariff  permis- 
sion; procedure  anc*  application 
form. 

Application  for  holding  Interlocking 
offices  or  directorates;  procedure  and 
application  form. 

Application  for  lines. 

Application  for  discontinuance,  reduc- 
tion or  Impairment  of  service. 

Application  for  consolidation  of  tele- 
phone companies. 

Application  for  consolidation  of  do- 
mestic telegraph  carriers. 

Application  with  respect  to  disposition 
of  debit  amounts  In  account  100.4 
"Telephone  plant  acquisition  ad- 
justment." for  class  A  and  class  B 
telephone  companies  and  In  account 
1200.  "Plant  adjustments"  for  class 
C  telephone  companies. 


TARIFFS,  reports.  AND  OTHER  MATERIAL  REQUIRED 
•n   BE   SUBMITTED   BT   CARRIERS 

1.541  Tariffs  to  be  r.led. 

1.542  (Deleted.) 

1.543  Contracts  to  be  filed. 

1.544  Annual  financial  reports. 

1.545  Monthly  financial  reports. 

1.546  Reports  on  accounting  officers. 

1.547  Reports  to  be  filed    inder  Part  31  of 

this  chapter. 

1.548  Reports  to  be  filed  under  Part  3^of 

this  chap^r. 
1  549     Reports  to  be  filed  under  Part  34  of 
this  chapter. 

1.550  Reports  to  be  filed  under  Part  35  of 

this  chapter. 

1.551  Reports    of    changes    In    depreciation 

rates. 

1.552  Reports  regarding  destruction  of  rec- 

ords. 

1.553  Reports  regarding  pensions. 

1.554  Reports    regarding    foreign    telegraph 

communication  charges. 

1.555  Reports    regarding    telegraph    carrier 

services. 

1.556  Reports  regarding  foreign  communica- 

tions negotiations. 

1.557  Reports  on  traffic. 

1.558  Repnrts  under  i  63.04  of  this  chapter. 

1.559  Reports  to  be  filed  regarding  lines. 

1.560  Reports  to  be  furnished  regarding  do- 

mestic telegraph  speed  of  service. 

RULES   RELATING   TO  COMPLAINTS 

1.571  Formal  or  Informal  complaints. 

1.572  Informal  con;  hilnts. 

1.573  Action  on  Inlormal  complaints. 
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Sec. 
1.574 

1.575 
1.576 

1.577 
1  578 
1.579 

1.580 
1.561 

1.582 
1  583 
1  58t 
1.585 
1.5«6 
1.587 
1.588 
1589 

1.590 


Resubmission:  8  months'  rule. 

Pormal  complaints;   requirements. 

Statement  of  Issues;  Joinder  of  causes 
of  complaint. 

Notice  of  complaints. 

Charges,  etc.;  specific  references. 

Separate  statement  of  each  provision 
violated. 

Allegations;  certainty. 

Challenge  of  general  rate  adjustments; 
reparation. 

Discrimination  specified. 

Preference   or   prejudice. 

Reparation;  prayer  for. 

Limitations;  damages  pendente  lite. 

Supplemental  complaints. 

Cross  complaints. 

Answers  to  complaints  and  petitions. 

Answers  to  petitions  or  amended  com- 
plaints. 

Reque.sts     for     suspension     of     tariff 
schedules. 

BULES  CONCERNING  SHOW  CAUSE  ORDEKS  AND 
TENTATIVI  VALUATIONS 

1.591     Order  to  show  cause. 

1  592     Protests  of  tentative  valuations. 

Subpart  P— General  Rules  or  Practice  and 
Procedure 

general 

1  701     Suspension,  amendment  or  waiver  of 
rules. 

1.702  Petition  for  amendment  or  waiver  of 

rules. 

1.703  Computation  of  time. 

personal     appearances:     PRACrmONERS 

1.711  Appearances. 

1.712  Authority  for  representation. 

1.713  Persons  who  may  be  admitted  to  prac- 

tice. 

1.714  Suspension  or  disbarment  of  attorneys. 

1.715  Former  employees. 

1.716  Appearance  blanks. 

prrmoNS    and   other   requests   for 

COMMISSION    ACTION 
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1.722 
1.723 


1.72* 
1.725 

1.726 
1.727 
1.728 
1.729 
1.730 


General. 

Petitions  to  Intervene. 

Request  by  nonparties  to  participate 
In  hearings;  communications  relat- 
ing to  applications. 

Petitions  to  consolidate. 

Motions  to  enlarge  or  change  the  Is- 
sues. 

Reconsideration  or  rehearing. 

Complaints. 

Declaratory  rulings. 

Adverse  rulings  on  petitions. 

Oppositions. 


MOTIONS  DOCKET 

l.TH  Matters  to  be  heard. 

1.742  Time  of  calling:  oontlnuances. 

1.743  Time  lor  filing  motions. 

1.744  Oppositions;  right  to  be  heard. 

1.745  Adverse  ruling. 

SPECIFICATIONS    AND    SERVICE    OF    PLEADINGS   AND 
OTHER    PAPERS 


to    pleadings    and 


1.761  Cross  reference. 

1.762  Specifications    as 

documents. 

1.763  Briefs. 

1  764     Number  of  copies. 

1.765  Subscription  and  verification. 

1.766  Amendments  to  pleadings. 

1.767  Service    of    documents   and    proof 

service. 

1.768  Withdrawal  of  papers. 

SUBPART  G — Rules  Relating  to  Hearings 

GENERAL 

1.801  Classes  of  hearings. 

1.802  Official  reporter:  transcript. 

1.803  Notice  of  hearing. 

PROCEIDINGS   PRRUMINART   TO    HEARINO 

1  811     Continuances  and  extensions. 
1.812    Postponement  or  change  of  place. 


of 


RULES  AND  REGULATIONS 

Sec. 

1.813  Motions  involving  delay. 

1.814  Prehearing  conferences. 

DEPOSITIONS 

1.821  Request  for  orders  to  take;   time  of 

filing;   contents. 

1.822  Record  of  examination;   oath;    objec- 

tions. 

1.823  Submission  to  witness;  changes;  sign- 

ing. 

1.824  Certification     and    filing    by    officer; 

copies. 

1.825  Waiver  of  objections. 

1.826  Time  of  filing. 

1.827  Inclusion  In  record. 

StTBPENAS 

1  831  Who  may  sign  and  Issue. 

1.832  Requests;  verification  and  content. 

1.833  Witness  fees. 

1.834  Service  of  subpenas;   return. 

HEARINGS  ANO  DECISIONS 

1.841  Applicability. 

1.842  Order  of  procedure. 

1  843  Designation  of  presiding  officers. 

1.844  Authority  of  presiding  ofllcers. 

1.845  Hearing  before  more  than  one  person. 

1.846  Closing  of   hearing. 

1.847  Certification  of  transcript. 

1.848  Corrections  to  transcripts. 

1.849  Findings  and  conclusions  proposed  by 

parties. 

1.850  Contents    of     findings     proposed     by 

parties. 

1.851  Initial,    recommended    and    proposed 

decisions. 

1.852  Final  decision  In  lieu  of  proposed  deci- 

sion. 
1  853     Waiver  of  decisions. 

1.854  Exceptions:    briefs,   requests  for   oral 

argument. 

1.855  Number  of  copies. 

1  856     Final  decision  of  the  Commission. 

1.857  Separation  of  functions. 

1.858  The  record. 

EVIDENCS 

1  871  Rules  of  evidence. 

1.872  Cumulative  evidence. 

1.873  Further  evidence  during  hearing. 

1.874  Documents     containing     matter     not 

material. 

1.875  DocumenU  In  foreign  language. 

1.876  Copies  of  exhibits. 

1 .877  Mechanical  reproductions  as  evidence. 

1.878  Tariffs   as   evidence. 

1.879  Proof  of  official  record;  authentication 

of  copy. 

1.880  Proof  of  l,ack  of  record. 

1.881  Other  proof  of  official  record. 

REHEARINGS 

1.891  Cross  reference. 

1.892  Who  may  file. 

1.893  Contents;  relief  requested. 

1.894  Time  for  filing. 

1.895  Opposition. 

1  896     Special  calendar  when  granted. 
Appendix  No.  1. 
Appendix  No.  2. 

AuTHORrrr:  SS  1.301  to  1.896  Issued  under 
sec.  4  (I),  48  Stat.  1066;  47  U.  S.  C.  154  Ui. 

Table  showing  forms  currently  In  effect 
and  where  *^ey  are  referred  to  in  Part  1  of 
the  rules  and  regulations. 

Form  No.  Section 

301 1311  (a). 

1.319  (b)  (1). 
302. 1317(b)  (1). 

1.318  (b)  (1). 

1  328 

303 1320(c)  (1). 

308 1327. 

309 - 1311  (b). 

310 1.317(b)  (2). 

311       1  320  (C)  (2). 

312 1  319  lb)  (2). 


Form  No.  Section 

SIS 1-311  (c). 

1.317  (b)  (3). 

1.320  (C)  (3). 

314  1.321  (a)  (b)  (f). 

315 1321  (a)  (b)  (f). 

317         ..„ 1.325(b). 

318-. 1311  (d). 

321 - 1  314  (c). 

323         -    1343(a). 

323A 1  343  (b). 

324. 1341. 

324A 1341  (b). 

328  1.321(f)(3). 

329 —  -    1321(f)  (4), 

336 1347. 

1.557  (a). 

337 1347. 

1  557  (a). 

338A. 1  560. 

338B 1  560. 

340 1311  (e). 

401       1.312(a). 

401A. 1-312  (b). 

4018 1*-312  (C). 

401C ---   1  312  (d). 

402 1.318(b)  (2). 

403  1.317  (b)  (4). 

1.319  (b)  (3). 

404 1318(b)(3). 

404A         1318(b)(4). 

1.319  (b)  (4). 

1.320  (c)  (8). 

405 1.320(C)  (4). 

408 1.324(C)  (1). 

453B 1.324(d). 

455 1-312  (e). 

500 1.318(b)  (5). 

501        1.318(b)(8). 

501A-.. 1.318(b)  (7). 

1.319  (b)  (5). 

1.320  (C)  (9). 
501B 1.318(b)  (8). 

1.319  (b)  (8). 
1330  (C)  (10) 

802         1320(C)(6). 

603 1.319(b)  (7). 

802  1.318  (b)  (10). 

1.320  (C)  (7). 
eio                 1.318(b)(9). 

1.320  ft)  (7). 

701     1.314(b). 

702     1.322(b)(1). 

703  1.322(b)(2). 

78« 1329  (a). 

75eA 1.329(a). 

759 1.329(C). 

786 1-713  (a). 

801  1.330(a). 

aoallll" 1.330(b). 

820 1331. 

901 —    1545. 

903 __.._„._ ._--„».  1.546. 

905A 1-M5- 

g05B 1-5*5- 

H        1:544  (a)  (1). 

]f  .1.544(a)(2). 

O 1.544(a)  (3). 

r""" 1.544(a)  (4). 

Circular  No.  1 1.544(a)  (5). 

Circular  No.  2 --    1544(a)  (6). 

Circular  No.  3 1.544(a)  (7). 

Subpart  I>— Rules  Relating  to  Applica- 
tions AND  Proceedings  Affecting 
Radio  Licenses  Under  Title  III  or  the 

COMMtmiCATIONS  ACT  ' 
GENERAL  REQUIREMENTS  AS  TO  APPLICATIONS 

9  1.301  Applications  required.^  Con- 
struction permits,  modifications  of  con- 
struction permits,  operator  and  station 
licenses,  renewal  of  operator  and  station 

>  Subpart  D  Is  Issued  pursuant  to  the  pro- 
visions of  sec.  3  (a)  (2)  of  the  Administrative 
Procedure  Act. 

'  For  additional  Information  relative  to  ap- 
plications see  the  respective  rules  relating  to 
each  sarvlce. 
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licenses,  modification  of  station  licenses, 
special  temporary  authorizations,  special 
service  authorizations,  assignment  of 
construction  permits  or  licenses  and  con- 
sent to  transfer  control  of  a  corporation 
holding  a  construction  permit  or  license, 
shall  be  granted  only  upon  written,  sub- 
scribed, and  verified  application  upon 
forms  prescribed  by  the  Commission.  A 
separate  application  shall  be  filed  for 
each  instrument  of  authorization  re- 
quested. In  cases  arising  in  services 
other  than  broadcast,  however,  where  a 
licensee  holds  several  licenses  which  are 
identical  in  terms,  or  which  are  identical 
with  the  exceptien  of  .station  locality, 
and  in  other  cases  in  the  discretion  of 
the  Commission,  a  single  application 
may  be  filed  for  renewal  or  modification 
of  such  licen.ses,  provided  such  single 
application  sets  forth  in  detail  an  accu- 
rate description  of  the  individual  licenses 
sought  to  be  renewed  or  modified.  In 
cases  of  emergency,  the  Commission  may 
i.ssue.  for  a  period  not  in  excess  of  three 
months,  licenses,  renewal  of  licenses  or 
modification  of  licenses  for  stations  on 
vessels  or  aircraft  of  the  United  States, 
without  a  formal  application.  In  case  of 
vessels  at  sea,  the  Commission  may  issue, 
by  cable,  telegraph,  or  radio,  a  permit 
for  the  operation  of  a  station  until  the 
ve.ssel  returns  to  a  port  of  the  continen- 
tal United  States. 

S  1.302  Place  of  filing  and  number  of 
copies.  For  places  where  applications 
must  be  filed  and  numt)er  of  copies  to  be 
filed,  see  sections  0.209  through  0.213  of 
the  Statement  of  Places  for  Submitting 
Applications  and  Oth|^  Requests  and 
Securing  Public  Information. 

S  1.303  Subscription  and  verification 
of  applications.  Each  application  or 
amendment  thereto  shall  be  per.sonally 
subscribed  and  verified  or  affirmed  ac- 
cording to  law:  (1)  By  the  party  filing 
such  application  or  amendment,  or  by 
one  of  the  parties.  If  there  be  more  than 
one;  (2)  by  an  officer  of  the  party  filing 
the  application  or  amendment  if  the 
party  be  a  corporation:  Provided,  how- 
ever. That  subscription  and  verification 
may  be  made  by  the  attorney  for  the 
party  (D  in  case  of  physical  disability 
of  the  party,  or  (2)  his  absence  from  the 
continental  United  States.  If  it  be 
made  by  a  person  other  than  the  party, 
he  must  set  forth  in  the  verification  the 
grounds  of  his  belief  as  to  all  matters 
not  stated  upon  his  knowledge  and  the 
reason  why  it  is  not  made  by  the  party. 
Where  more  than  one  copy  of  an  ap- 
plication is  required  to  be  filed  with  the 
Commission,  only  the  original  need  be 
signed  and  verified;  the  copies  may  be 
conformed. 

§  1.304  Contents  of  applications. 
Each  application  (unless  otherwise  di- 
rected* shall  be  specific  with  regard  to 
frequency  or  frequencies,  power,  hours  of 
operation,  equipment,  location  of  the  sta- 
tion, and  other  Information  required  by 
the  application  foims.'  An  application 
for  broadcast  facilities  in  the  standard, 


•  Applications  for  FM  facilities  filed  before 
July  1.  1947,  need  not  specify  a  particular 
frequency  unless  the  applicants  are  directed 
to  do  so  by  the  Commission. 
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FM.  or  television  bands  shall  be  limited 
to  one  frequency  and  an  application  for 
radio  station  construction  permit  or  li- 
cense requesting  alternate  facilities  will 
not  be  accepted. 

§  1.305  Full  disclosures.  Each  appli- 
cation shall  contain  full  and  complete 
disclosures  with  regard  to  the  real  party 
or  parties  in  interest,  and  their  legal, 
technical,  financial,  and  other  qualifica- 
tions, and  as  to  all  matters  and  things  re- 
quired to  be  disclosed  by  the  application 
forms. 

§  1.306  Additional  statements.  The 
Commission  may  require  an  applicant 
to  submit  such  documents  and  written 
statements  of  fact,  under  oath,  as  in  its 
judgment  may  be  necessary. 

§  1.307  Form  of  amendments  to  ap- 
plications. Any  amendment  to  an  ap- 
plication shall  be  subscribed,  verified,  and 
submitted  In  the  same  manner,  and  with 
the  same  number  of  copies,  as  was  the 
original  application. 

§  1.308  Amendments  of  applications 
ordered.  The  Commission  may,  upon  its 
own  motion  or  upon  motion  of  any  party 
to  a  proceeding,  order  the  applicant  to 
amend  his  application  so  as  to  make  the 
same  more  definite  and  certain. 

RULES  RELATING  TO  FILING  OF  APPLICATIONS 
AND  DESCRIPTION  OF  APPLICATION  FORMS 

§  1.311  Application  forms  for  author- 
ity to  construct  a  new  station  or  make 
changes  in  an  existing  station;  broadca.^t 
services.  Applications  for  new  facilities 
or  modification  of  existing  facilities  in 
the  broadcast  services  including  AM 
(standard),  FM  (frequency  modulation) . 
noncommercial  educational,  commercial 
television,  commercial  facsimile,  interna- 
tional, experimental  (experimental  tele- 
vision, experimental  facsimile  and  de- 
velopmental), and  auxiliary  (remote 
pickup  and  studio  transmitter)  shall  be 
made  on  the  following  forms: 

(a)  PCC  Form  301,  "Application  for 
Authority  to  Construct  a  New  Broadcast 
Station  or  make  Changes  in  an  Existing 
Broadcast  Station." 

(b)  FCC  Form  309.  "Application  for 
International.  Facsimile,  or  Experimental 
Broadcast  Station  Construction  Permit 
or  Modification  Thereof.'"  To  be  sub- 
mitted with  FCC  Form  318  for  experi- 
mental television  applications. 

(c)  FCC  Form  313,  "Application  for 
Authorization  in  the  Auxiliary  Broadcast 
Services." 

(d)  FCC  Form  318,  "Supplemental  Ap- 
plication for  Experimental  Television 
Broadcast  Station  Construction  Permit, 
License  or  Modification  Thereof." 

(e)  FCC  Form  340,  "Application  for 
New  Noncommercial  Educational  Broad- 
cast Station  Construction  Permit." 

§  1.312  Application  forms  for  con- 
struction permit  or  modification  thereof; 
radio  services  other  than  broadcast. 
Applications  for  new  facilities  or  modifi- 
cation thereof  in  the  Fixed  Public  Radio 
Services,  Experimental  Radio  Services, 
Coastal  and  Marine  Relay  Services,  Avi- 
ation Services,  Emergency  Radio  Serv- 
ices. Miscellaneous  Radio  Services,  Radio 
Stations  in  Alaska,  War  Emergency  Serv- 
ices, Railroad  Radio  Services  and  Utility 
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Radio  Services  shall  be  made  on  the  fol- 
lowing forms: 

(a)  PCC  Form  401,  "Application  for 
new  or  modified  Radio  Station  Construc- 
tion Permit  (other  than  Broadcast)." 

(b)  FCC  Form  401A,  "Description  of 
Proposed  Antenna  Structure (s)  (serv- 
ices other  than  Broadcast)." 

(c)  FCC  Form  401B,  "Application  for 
police,  fire,  or  forestry  radio  station  con- 
struction permit." 

(d)  FCC  Form  401C.  "Application  for 
Radio  Station  Constructure  Permit  in 
the  Utility  or  Miscellaneous  Radio 
Service." 

(e)  FCC  Form  455,  "Application  for 
authority  to  construct  and  operate 
radio  stations  in  the  War  Emergency 
Radio  Service." 

§  1.313  Installation  or  removal  of  ap- 
paratus; broadcast  and  nonbroadcast. 
Applications  for  construction  permit  or 
modification  thereof,  involving  removal 
of  existing  transmitting  apparatus  and/ 
or  installation  of  new  transmitting  ap- 
paratus, shall  be  filed  at  lea.st  60  days 
prior  to  the  contemplated  removal 
and/  or  installation. 

§  1.314  Application  for  extension  of 
construction  permit  or  for  construction 
permit  to  replace  expired  construction 
permit  (broadcast) ;  application  for  ex- 
tension of  construction  permit  (non- 
broadcast),  (a)  A  construction  permit 
shall  be  automatically  forfeited  if  the 
station  is  not  ready  for  operation  within 
the  time  specified  therein  or  within  such 
further  time  as  the  Commission  may 
have  allowed  for  completion,  and  a  no- 
tation of  the  forfeiture  of  any  construc- 
tion permit  under  this  provision  will  be 
placed  in  the  records  of  the  Commission 
as  of  the  expiration  date. 

(b)  Application  for  exten.sion  of  time 
within  which  to  construct  a  station  shall 
be  filed  on  FCC  Form  701  at  least  30 
days  prior  to  the  expiration  date  of  such 
permit  if  the  facts  supporting  such  ap- 
plication for  extension  are  known  to  the 
applicant  in  time  to  permit  such  filing. 
In  other  cases  such  applications  will  be 
accepted  upon  a  showing  satisfactory  to 
the  Commission  of  sufficient  reasons  for 
filing  within  less  than  30  days  prior  to  the 
expiration  date.  Such  applications  will 
be  granted  upon  a  specific  and  detailed 
showing  that  the  failure  to  complete  was 
due  to  causes  not  under  the  control  of 
the  grantee,  or  upon  a  specific  and  de- 
tailed showing  of  other  matters  suffi- 
cient to  justify  the  extension. 

(c)  In  the  broadcast  services,  when  It 
is  desired  to  replace  an  expired  construc- 
tion permit,  application  shall  be  made  on 
PCC  Form  321,  "Application  for  Con- 
struction Permit  to  Replace  Expired 
Permit." 

§  1.315  Application  for  equipment 
tests;  broadcast  a7id  nonbroadcast. 
Upon  completion  of  construction  of  a  ra- 
dio station  in  e^act  accordance  with  the 
terms  of  the  construction  permit,  the 
technical  provisions  of  the  application 
therefor  and  the  rules  and  regulations 
governing  the  class  of  station  concernfl 
and  prior  to  filing  of  application  for  li- 
cense, the  permittee  is  authorized  to  test 
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the  equipment  for  a  period  not  to  exceed 
10  days:  Provided.  That: 

(a)  The  engineer  in  charge  of  the  dis- 
trict in  which  the  station  is  located  is 
notified  2  days  in  advance  of  the  begin- 
ning of  tests. 

(b)  In  the  case  of  all  broadcast  sta- 
tions the  Commission  also  shall  be  noti- 
fied 2  days  in  advance  of  the  beginning 
of  tests,  which  shall  be  conducted,  in  the 
case  of  standard  broadcast  stations,  only 
between  1  a.  m.  and  6  a.  m.  local  stand- 
ard time  unless  otherwise  specifically 
authorized.  Equipment  tests  shall  not 
be  conducted  during  the  frequency  mon- 
itoring period  when  the  station  is  re- 
quired to  remain  silent. 

(c)  The  Commission  may  notify  the 
permittee  to  conduct  no  tests  or  may 
cancel,  suspend,  or  change  the  date  of 
beginning  for  the  period  of  such  tests  as 
and  when  such  action  may  appear  to  be 
in  the  public  interest,  convenience,  and 
necessity. 

§  1.316  Application  for  service  or  pro- 
gram test:  broadcast  and  nonbroadcast. 
(a)  When  construction  and  equipment 
tests  are  completed  in  exact  accordance 
with  the  terms  of  the  construction  per- 
mit, the  technical  provisions  of  the  ap- 
plication therefor,  and  the  rules  and  reg- 
ulations governing  the  class  of  station 
concerned,  and  after  an  application  for 
station  license  has  been  filed  with  the 
Commission  showing  the  transmitter  to 
be  in  satisfactory  operating  condition, 
the  permittee  is  authorized  to  conduct 
service  or  program  tests  in  exact  accord- 
ance with  the  terms  of  the  construction 
permit  for  a  period  not  to  exceed  30  days : 
Provided.  That: 

(1)  The  engineer  in  charge  of  the  dis- 
trict in  which  the  station  is  located  is 
notified  2  days  in  advance  of  the  be- 
ginning of  such  tests. 

(2)  In  the  case  of  all  broadcast  sta- 
tions the  Commission  also  shall  be  noti- 
fied 2  days  in  advance  of  the  beginning 
of  tests.  . 

(b)  The  Commission  reserves  the  right 
to  cancel  such  tests  or  suspend,  or  change 
the  date  of  beginning  for  the  period  of 
such  tests  as  and  when  such  action  may 
appear  to  be  in  the  public  interest,  con- 
venience, and  necessity  by  notifying  the 
permittee. 

(c>  Service  or  program  tests  will  not 
be  authorized  after  expiration  date  of  the 
construction  permit. 

(d>  The  authorization  for  tests  em- 
bodied in  §§  1.315  and  1.316  shall  not  be 
construed  as  constituting  a  license  to  op- 
erate but  as  a  necessary  part  of  the  con- 
struction. 

§  1.317  Application  for  license  follow- 
ing construction  permit.  (a»  In  all  cases 
where  a  construction  permit  is  required 
for  the  construction  of  a  station,  the  ap- 
plication for  .station  license  (or  for  sta- 
tion license  or  modification  thereof,  if  for 
.station  other  than  broadcast)  shall  be 
filed  by  permittee  prior  to  service  or  pro- 
gram tests.  ; 

(b>  The  following  application  forms 

shall  be  used : 

(1)  FCC  Form  302,  "Application  for 
New  Broadcast  Station  License." 

(2)  FCC  Form  310.  "Application  for 
International.  Facsimile,  or  Experimen- 
tal Broadcast  Station  License." 
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(3)  FCC  Form  313,  "Application  for 
Authorization  in  the  Auxiliary  Broad- 
cast Services." 

(4>  FCC  Form  403.  "Application  for 
Radio  Station  License  or  Modification 
Thereof  (other  than  broadcasting,  ama- 
teur, ship,  and  aircraft)." 

§  1.318  Application  for  station  license 
where  no  construction  permit -is  re- 
quired. <a>  Where  a  construction  per- 
mit is  not  required  by  the  Communica- 
tions Act  or  the  applicable  rules  and 
regulations  of  the  Commission,  an  appli- 
cation for  a  new  station  license  shall  be 
filed  at  least  60  days  prior  to  the  con- 
templated operation  of  the  station.*  In 
emergency  and  for  good  cause  shown,  the 
Commisson  may  waive  the  require- 
ments of  this  section. 

(b)  The  following  application  forms 
should  be  used : 

(D  FCC  Form  202,  "Application  for 
broadcast  station  license"'— to  be  used 
for  all  applications  for  license  to  use  the 
former  main  transmitter  as  the  auxil- 
iary transmitter  when  no  new  construc- 
tion is  involved,  and  for  regular  authori- 
zation covering  special  experimental 
authorization. 

(2)  FCC  Form  402.  "Application  for 
Railroad  Radio  Station  License." 

(3)  FCC  Form  404,  "Application  for 
Aircraft  Radio  Station  License." 

(4>  FCC  Form  404A.  "Application  for 
Non-Scheduled  Aircraft  Radio  Station 
License." 

(5)  FCC  Form  500.  "Ship  Radio  Sta- 
tion Equipment" — to  be  filed  with  FCC 
Form  501  in  triplicate. 

(6)  FCC  Form  501.  "Application  for 
New  Ship  Radio  Station  License." 

(7>  FCC  Form  501  A.  "Application  for 
Ship  Radiotelephone  Station  License." 

(8>  FCC  Form  501B.  "AppUcation  for 
Ship  Radar  Station  License." 

(9)  FCC  Form  610.  "Application  for 
Amateur  Radio  Operator  and  or  Station 
License." 

(10>  FCC  Form  602,  "Application  for 
Amateur  Station  License  (under  spe- 
cial exception  of  Commission's  regula- 
tions)"— to  be  used  for  a  station  of 
amateurs  in  the  armed  forces  when  lo- 
cated in  public  quarters  but  not  operated 
by  the  United  States  Government. 

§  1.319  Application  for  modification  of 
license:  broadcast  and  nonbroadcast  (a) 
An  application  for  modification  of  li- 
cense, except  amateur,  and  except  as 
otherwise  provided  by  these  rules,  may 
be  filed  for  change  in  frequency,  change 
in  operating  power  where  no  construction 
is  necessary,  change  in  hours  of  opera- 
tion, and  for  change  in  name  of  licensee 
where  no  change  in  ownership  or  control 
is  involved.  In  case  of  a  broadcast  sta- 
tion, an  application  for  modification  of 
license  may  be  filed  for  change  in  loca- 
tion of  main  studio.  In  case  of  all  sta- 
tions other  than  broadcast,  an  applica- 
tion for  modification  of  license  may  be 
filed  for  change  in  points  of  communica- 
tion, change  in  nature  of  authorized 
service,  and  to  cover  an  outstanding  con- 


struction permit  where  the  station  is  al- 
ready licensed.  Except  when  filed  to 
cover  construction  permit,  each  applica- 
tion for  modification  of  license  shall  be 
filed  at  least  60  days  prior  to  the  contem- 
plated modification  of  license:  Provided, 
however.  That  in  emergencies  and  for 
good  cause  shown,  the  requirements 
hereof  may  be  waived  insofar  sis  time  for 
filing   is   concerned. 

(b>  The  following  application  forms 
should  be  used: 

(1)  FCC  Form  301,  "Application  for 
Authority  to  Construct  a  New  Broadca.st 
Station  or  Make  Changes  in  an  Existing 
Broadcast  Station."  To  be  used  for  all 
applications  for  modification  of  any  term 
of  an  existing  authorization  of  a  broad- 
cast station  (except  in  the  International, 
Facsimile,  Experimental,  or  Auxiliary 
Broadcast  Services  > . 

(2>  FCC  Form  312,  "Application  for 
Modification  of  International.  Facsimile, 
or  Experimental  Broadcast  Station  Li- 
cense." 

(3>  FCC  Form  403.  "Application  for 
Radio  Station  Licen.se  or  Modification 
Thereof  (other  than  broadcasting,  ama- 
teur, ship,  or  aircraft)." 

(4)  FCC  Form  404-A.  "Application  for 
Non-Scheduled   Aircraft   Radio   Station 

License." 

(5)  FCC  Form  501-A,  "Application  for 

Ship  Radiotelephone  Station  License. 
New,  Modified,  or  Renewal." 

(6»  FCC  Form  501-B.  "Application  for 
Ship  Radar  Station  License." 

(7»  FCC  Form  503.  "Application  for 
Modification  of  Ship  Radio  Station  Li- 
cense." Form  §03  should  be  accompa- 
nied by  FCC  Fbrm  500.  submitted  in 
triplicate,  if  there  Is  to  be  any  change  in 
the  equipment  specification. 

§  1.320  Application  for  renewal  of  li- 
cense: broadcast  and  nonbroadcast.  (a) 
Unless  otherwise  directed  by  the  Com- 
mission, each  application  for  renewal  of 
license  shall  be  filed  at  least  60  days* 
prior  to  the  expiration  date  of  the  license 
sought  to  be  renewed.  No  application 
for  renewal  of  license  of  a  broadca.st  .sta- 
tion will  be  considered  unless  there  is  on 
file  with  the  Commission,  the  informa- 
tion currently  required  by  §5  1341  to 
1.344,  reference  to  which  by  date  and 
file  number  shall  be  included  in  the  ap- 
plication. 

( b  >  Whenever  the  Commission  regards 
an  application  for  a  renewal  of  license 
as  essential  to  the  proper  conduct  of  a 
hearing  or  investigation,  and  specifi- 
cally directs  that  it  be  filed  by  a  date 
certain,  such  application  shall  be  filed 
within  the  time  thus  specified.  If  the 
licensee  fails  to  file  such  application  with- 
in the  prescribed  time,  the  hearing  or 
inve.'=;tigation  shall  proceed  as  if  such  re- 
newal application  had  been  received. 

(c)  The  following  application  forms 
should  be  used: 

(1)  FCC  Form  303.  "Application  for 
renewal  of  broadcast  station  license." 

(2)  FCC  Form  311.  "Application  for 
Renewal  of  International,  Facsimile,  or 
Experimental  Broadcast  Station  Li- 
cense." To  be  used  for  all  applications 
for  renewal  of  licenses  of  international. 


«AppM«atlonB  for  amateur  station  license 
need  not  be  filed  60  days  prior  to  the  con- 
templated operation  of  the  station. 


•The  60-day  requirement  does  not  apply 
to  amateuis. 
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facsimile,    noncommercial    educational, 
and  experimental  broadcast  stations. 

(3)  FCC  Form  313.  "Application  for 
Authorization  in  the  Auxiliary  Broadcast 
Services."  To  be  used  for  all  applica- 
tions for  renewal  of  regular  licenses  of 
auxiliary  (remote  pick-up  and  ST)  radio 
broadcasting  stations. 

(4)  FCC  Form  405,  "Application  for  re- 
newal of  radio  station  license  (other  than 
Broadcasting.  Ship,  and  Amateur)." 

(5)  [Deleted.] 

(6)  FCC  Form  502.  "Application  for  re- 
newal of  ship  radio  station  license. 

(7)  For  renewal  of  an  amateur  sta- 
tion license,  FCC  Forms  610  and  602 
should  be  used.    (See  §  1.318.) 

(8)  FCC  Form  404-A.  "Application  for 
Non-Scheduled  Aircraft  Radio  Station 
License." 

(9)  FCC  Form  501-A.  "Application  for 
Ship  Radiotelephone  Station  License, 
New.  Modified,  or  Renewal." 

(10)  FCC  Form  501-B.  "Application 
for  Ship  Radar  Station  License." 

§  1.321  Application  for  voluntary  as- 
signment or  transfer  of  control;  broad- 
cast, (a)  Applications  for  consent  to 
the  assigrmient  of  a  construction  permit 
or  license  for  an  AM.  FM.  television  or 
other  broadcast  station  or  for  consent 
to  the  transfer  of  control  of  a  corpora- 
tion holding  such  a  construction  permit 
or  license  shall  be  filed  with  the  Commis- 
sion on  FCX;  Form  No.  314  (Assignment 
of  License)  or  FCC  Form  No.  315 
(Transfer  of  Control).  Each  applica- 
tion shall  be  accompanied  by  a  copy  of  a 
proposed  notice  In  a  form  prescribed  by 
the  Commission  which  notice  the  licensee 
or  permittee  shall  cause  to  be  published 
at  least  twice  a  week  for  the  3  weeks  im- 
mediately following  the  filing  of  such  ap- 
plication In  a  daily  newspaper  of  general 
circulation  published  in  the  community 
In  which  the  station  is  located.  The  no- 
tice shall  state  the  terms  and  conditions 
of  the  proposed  assignment  or  transfer, 
the  name  of  the  proposed  assignee  or 
transferee,  and,  further,  that  any  other 
person  desiring  to  purchase  the  facilities 
upon  the  same  terms  and  conditions  may 
file  an  application  to  this  effect  with  the 
Federal  Communications  Commission 
within  60  days  from  the  date  of  the  first 
publication  of  the  notice,  which  date 
shall  be  expressly  set  forth  therein.  Upon 
receipt  of  the  application,  the  Commis- 
sion itself  will  Issue  a  similar  public  no- 
tice stating  the  terms  and  conditions  of 
the  proposed  sale  and  stating  that  others 
may  file  competing  applications  for  the 
same  facilities  upon  the  same  terms  and 
conditions. 

(b)  No  action  on  any  such  application 
will  be  taken  by  the  Commission  for  a 
period  of  60  days  from  the  date  of  first 
publication,  during  which  time  any  per- 
son desiring  to  purchase  the  facilities 
upon  the  same  terms  and  conditions  may 
file  a  competing  application.  In  the  case 
of  such  competing  application,  It  shall  be 
nece.ssary  for  the  applicant  to  execute 
only  so  much  of  the  application  form  as 
relates  to  the  proposed  assignee  or  trans- 
fpree— F.  C.  C.  Form  No.  314,  part  II,  and 
Form  No.  315,  part  III. 

( c )  If  no  competing  application  Is  filed 
during  this  60-day  period,  the  Commis- 
sion will  consider  the  original  application 
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upon  its  merits  and  will  grant  it  if  it  ap- 
pears from  an  examination  of  the  appli- 
cation and  supporting  data  that  public 
interest  will  be  served  thereby;  otherwise 
it  will  be  designated  for  hearing.  If, 
during  such  60-day  period,  any  other 
application  is  filed,  all  such  applications 
will  then  be  considered  simultaneously 
upon  their  merits,  and  If.  upon  such  con- 
sideration, it  appears  that  the  proposed 
assignee  or  transferee  selected  by  the  li- 
censee is  the  best  qualified  and  that  the 
transfer  would  otherwise  be  in  the  public 
interest,  the  Commission  will  grant  the 
original  application  without  a  hearing. 
If  the  Commission  Is  unable  to  make 
such  a  determination  upon  consideration 
of  the  several  applications,  the  original 
amplication  and  all  competing  applica- 
tions will  be  designated  for  hearing,  to  be 
heard  in  a  consolidated  proceeding,  to 
determine  among  other  things  which  of 
the  applicants  is  best  qualified  to  operate 
the  station  in  the  public  Interest. 

(d)  If,  at  the  conclusion  of  such  hear- 
ing, the  Commission  is  of  the  opinion 
that  the  proposed  sissignee  or  transferee 
selected  by  the  licensee  Is  the  best  quail- 
fled  and  that  the  transfer  is  otherwise 
In  the"  public  interest  an  order  will  be 
entered  granting  the  original  application. 
However,  If  the  Commission  is  of  the 
opinion  that  one  of  the  other  applicants 
is  the  best  qualified  and  that  a  transfer 
is  otherwise  In  the  public  interest,  an 
order  will  be  entered  denying  the  orig- 
inal application  and  stating  that  the 
Commission's  consent  to  an  assignment 
of  the  license  or  construction  permit  or 
to  the  transfer  of  control  of  the  corpo- 
rate licensee  or  permittee  to  such  com- 
peting applicant  will  be  given  provided 
the  licensee  or  permittee  and  such  com- 
peting applicant  enter  Into  and  file  with 
the  Commission  within  30  days  from  the 
date  of  such  order  a  contract  for  the  as- 
signment of  the  license  or  construction 
permit,  or  the  transfer  of  control  of  the 
licensee  or  permittee,  to  such  competing 
applicant  upon  the  same  terms  and  con- 
ditions as  stated  in  the  original  appli- 
cation or  upon  such  other  terms  and 
conditions  as  the  parties  may  agree  upon 
and  which  new  terms  and  conditions  the 
Commission  shall  find  to  be  In  the  public 
interest. 

(e)  The  provisions  of  this  section  in- 
sofar as  they  apply  to  requirements  for 
advertising  In  connection  with  applica- 
tions for  assignment  or  transfer  of  con- 
trol shall  not  apply  to  the  following 
cases : 

(1)  Where  there  is  a  reorganization 
of  a  corporation  holding  a  license  or  con- 
struction permit  which  involves  no  sub- 
stantial change  in  the  beneficial  owner- 
ship of  that  corporation; 

(2 »  Where  there  Is  an  assignment  from 
an  Individual  or  Individuals  to  a  corpo- 
ration owned  and  controlled  by  such  in- 
dividual or  Individuals  without  any 
substantial  change  in  their  respective 
interests  or  from  a  corporation  to  the  In- 
dividual stockholders  controlling  such 
corporation  when  there  is  no  substantial 
change  In  their  respective  interests; 

(3)  Where  there  is  an  assignment  or 
transfer  by  way  of  gift  or  testamentary 
disposition  of  a  license  or  construction 
permit  or  of  a  controlling  Interest  In  a 
corporate  licensee  or  permittee,  or  an 
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assignment  or  transfer  of  a  license,  per- 
mit or  interest  to  effect  such  testamen- 
tary disposition.  This  section  shall, 
however,  apply  to  an  assignment  or 
transfer  by  an  administrator  or  executor 
to  persons  other  than  the  lawful  heirs 
or  legatees  of  the  licensee  or  permittee  or 
to  trustees  or  beneficiaries  other  than 
those  designated  in  the  licensee's  or  per- 
mittee's will  or  other  testamentary  in- 
strument. 

(4)  Where  the  interest  being  trans- 
ferred, if  acquired  by  a  person  other  than 
the  proposed  assignee,  would  not  result 
In  such  person  acquiring  control.  The 
Commission,  however,  will  iscrutlnize 
carefully  successive  transfers  to  the  same 
person  or  persons  to  determine  whether 
such  transfers  are  for  the  purpose  of 
evading  compliance  with  this  section. 

(5)  In  the  case  of  any  other  assign- 
ments or  transfers  where  the  parties  are 
in  doubt  as  to  whether  the  provisions  of 
this  section  are  applicable,  or  are  of  the 
opinion  that  if  the  section  Is  applicable, 
the  requirements  should  be  waived,  the 
application  may  be  filed  with  a  request 
for  a  ruling  as  to  whether  the  section  Is 
applicable  or  with  a  petition  for  waiver 
of  the  rule.  The  Commission  wlU  deter- 
mine on  the  facts  of  each  case  whether 
the  section  Is  applicable  or  whether  pub- 
lic interest  will  be  served  by  a  waiver  of 
the  rule. 

(f)  The  following  application  forms 
should  be  used: 

(1)  FCC  Form  314,  "Application  for 
consent  to  assignment  of  radio  broad- 
cast station  construction  i>ermlt  or  li- 
cense." 

(2)  FCC  Form  315,  "Application  for 
consent  to  transfer  of  control  of  cor- 
poration holding  radio  broadcast  station 
construction  permit  or  license." 

(3)  FCC  Form  328,  "Income  state- 
ment." Applicant's  own  form  of  income 
statement  may  be  used  if  he  desires. 

(4)  FCC  Form  329,  "Balance  sheet." 
Applicant's  own  form  of  balance  sheet 
may  be  used  if  he  desires. 

5  1.322  Application  for  voluntary  as- 
signment or  transfer  of  control;  non- 
broadcast.  (2>  Application  for  consent 
to  voluntary  assignment  of  a  construction 
permit  or  license  or  for  consent  to  vol- 
untary transfer  of  control  of  a  corpora- 
tion holding  a  construction  permit  or 
license  shall  be  filed  with  the  Commission 
at  least  60  days  prior  to  the  contemplated 
effective  date  of  assignment  or  transfer 
of  control. 

(b)  The  following  application  forms 
should  be  used: 

(1)  FCC  Form  702,  "Application  for 
Consent  to  Assignment  of  Radio  Sta- 
tion Construction  Permit  or  License  (for 
stations  In  services  other  than  Standard 
Broadcast)." 

(2)  FCC  Form  703.  "Application  for 
Consent  to  Transfer  of  Control  of 
Corporation  Holding  Construction  Per- 
mit or  Station  License  (for  stations  in 
services  other  than  Standard  Broad- 
cast)." 

§  1.323  Application  for  involuntary 
assignment  or  transfer  of  control;  broad- 
cast and  nonbroadcast.  In  the  event  of 
a  death  or  legal  disability  of  a  permittee 
or  licensee,  or  a  member  of  a  partner- 
ship, or  a  person  directly  or  Indirectly  in 
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control  of  a  corporation,  which  is  a  per- 
mittee or  licensee: 

(a>  The  Commission  shall  be  notified 
In  writing  promptly  of  the  occurrence  of 
such  death  or  legal  disability,  and 

(b)  Within  30  days  after  the  occur- 
rence of  such  death  or  legal  disability 
(except  in  the  case  of  a  ship  or  amateur 
station),  application  shall  be  filed  for 
consent  to  involuntary  assignment  of 
such  permit  or  license  or  for  involuntary 
transfer  of  control  of  such  corporation 
to  a  person  or  entity  legally  qualified  to 
succeed  to  the  foregoing  interests  under 
the  laws  of  the  place  having  jurisdiction 
over  the  estate  involved.  The  procedure 
and  forms  to  be  followed  are  the  same 
as  those  specified  In  §§  1.321  and  1.322. 
In  the  case  of  ship  and  amateur  stations, 
involuntary  assignment  of  licenses  will 
not  be  made;  such  licenses  shall  be  sur- 
rendered for  cancellation  upon  the  death 
or  legal  disability  of  the  licensee. 

9  1.324  Application  for  special  tempo- 
rary authorization.  <a»  Special  tempo- 
rary authority  may  be  granted  for  the 
operation  of  a  station  (other  than  a 
standard  broadca.st  station )  for  a  limited 
time,  or  In  a  manner  and  to  an  extent 
or  for  service  other  or  beyond  that  au- 
thorized in  an  existing  license  upon 
proper  application  therefor.  No  such  re- 
que.st  will  be  considered  unless  full  par- 
ticulars as  to  the  purpose  for  which  the 
request  is  made  are  stated  and  unless 
the  request  Is  received  by  the  Commis- 
sion at  least  10  days  previous  to  the  date 
of  proposed  operation.  A  request  re- 
ceived within  less  than  10  days  may  be 
accepted  upon  due  showing  of  sufficient 
reasons  for  the  delay  in  submitting  such 
request. 

(b>  No  application  by  a  standard 
broadcast  station  for  special  temporary 
authority  will  be  accepted  by  the  Com- 
mission. 

(c)  The  following  application  forms 
should  be  used: 

( 1 1  FCC  Form  No.  408,  Application 
for  Experimental  or  Special  Temporary 
Authorization  (fixed  public  radio  serv- 
ices only)  shall  be  used  for  new  applica- 
tion and  for  extension  or  modification 
of  existing  authorization. 

(2)  In  all  other  cases,  Informal  ap- 
plication may  be  used. 

(d)  The  purchasers  of  a  new  aircraft 
with  factory-Installed  radio  equipment 
may  operate  the  radio  station  on  their 
aircraft  for  a  period  of  30  days  under 
Special  Temporary  Authority  evidenced 
by  a  copy  of  a  certificate  (F.  C.  C.  Form 
No.  453B)  executed  by  the  manufac- 
turer, dealer  or  distributor,  the  original 
of  which  has  been  mailed  to  the  Com- 
mission with  the  formal  application  for 
station  license. 

§  1.325  Application  for  special  serv- 
ice authorization:  broadcast.  (a> 
Special  service  authority  may  be  L<;.sued 
to  the  licensee  of  a  standard  broadcast 
station  or.  in  connection  with  the  fur- 
nishing of  facilities  for  service  to  the 
United  States  Government,  to  the  li- 
censee of  an  International  broadcast  sta- 
tion, for  a  service  other  or  beyond  that 
authorized  in  its  existing  license  for  a 
period  not  exceeding  that  of  its  existing 
license. 
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(b)  Application  for  special  service  au- 
thorization must  be  made  by  formal  ap- 
plication on  FCC  Form  No.  317— "Ap- 
plication for  Standard  Broadcast  Sta- 
tion Special  Service  Authorization  or  Ex- 
tension Thereof"— and  a  satisfactory 
showing  must  be  made  In  regard  to  the 
following,  among  others: 

<  1 )  That  the  requested  operation  may 
not  be  granted  on  a  regular  basis  under 
the  existing  rules  governing  the  opera- 
tion of  standard  broadcast  stations; 

(2)  That  experimental  operation  Is 
not  Involved  as  provided  for  by  §  3.32  of 
this  chapter; 

(3)  That  public  Interest,  convenience, 
and  necessity  will  be  served  by  the  au- 
thorization requested. 

S  1.326  Application  for  standard 
broadcast  station  experimental  opera- 
tion. Special  experimental  authorization 
may  be  issued  In  accordance  with  §  3.32 
of  this  chapter  to  the  licensee  of  a  stand- 
ard broadcast  station  in  addition  to  the 
regular  license.  An  informal  applica- 
tion should  be  used  in  applying  for  such 
authorizatloiL 

§  1.327  Application  concerning  pro- 
grams to  be  transmitted  to  foreign  radio 
stations.  Application  under  section  325 
(b)  of  the  Communications  Act  for  au- 
thority to  locate,  use  or  maintain  a  radio 
broadcast  studio  in  connection  with  a 
foreign  radio  station  should  be  made  on 
FCC  Form  308.  entitled  "Application 
for  permit  to  locate,  maintain,  or  use 
studio  or  apparatus  for  production  of 
programs  to  be  tran.<?mitted  or  delivered 
to  foreign  radio  station." 

§  1.328  Application  to  determine  op- 
erating power  by  direct  measurement  of 
antenna  power.  Application  to  deter- 
mine operating  power  of  broadcast  sta- 
tions by  direct  metisurement  of  antenna 
power  shaH  be  made  on  FCC  Form  302. 
"Application  for  New  Broadcast  Station 
License." 

§  1.329  Application  for  radio  operator 
license,  (a)  Application  for  a  new.  re- 
newed, replacement  or  duplicate  com- 
mercial radio  operator's  license,  permit 
or  authorization,  or  for  an  endorsement 
thereon,  or  for  a  verification  card,  shall 
be  filed  on  FCC  Form  No.  756.  entitled 
"Application  for  Commercial  Radio  Op- 
erator License  or  Permit",  or  on  FCC 
Form  No.  75e-A.  entitled  "Application 
for  Aircraft  Radio-telephone  Operator 
Authorization". 

<b»  Application  for  an  amateur  radio 
operator  license  is  Included  with  the  ap- 
plication for  station  license.  (See 
§  1.318.) 

(c)  FCC  Form  No.  759  should  be  used 
for  filing  statement  relative  to  the  jwst- 
Ing  of  operator  license. 

§  1.330  Application  for  radio  ship  in- 
spection and  certification  of  ship  radio 
license.  <a)  Applications  for  ship  radio 
inspection  and  certification  of  the  ship 
radio  license.  In  accordance  with  the 
requirements  of  section  360  (b)  of  the 
Communications  Act.  and /or  a  Safety 
Convention  certificate  In  accordance 
with  the  terms  of  article  50  of  the  Safety 
Convention,  should  be  submitted  on  FCC 
Form  No.  801.  entitled  "Application  for 
Ship  Radio  Inspection."  Tfiese  forms 
should  be  forwarded  to  the  engineering 
field  office  of  the  district  In  which  the 


ship  Is  located.  (See  section  0.40  of  the 
Statement  of  Organization. )  In  order  to 
expedite  action  on  Form  801  In  district  8. 
a  ship  docked  in  Mobile.  Ala.,  may  submit 
Form  801  direct  to  the  Mobile  office,  lo- 
cated at  320  United  States  Courthouse 
and  Customhouse.  Mobile  10,  Ala. 

(b)  FCC  Form  No.  808.  entitled  "Ap- 
plication for  and  Certificate  of  Overtime 
Service  Involving  Inspection  of  Radio 
Equipment."  should  be  submitted  by  In- 
spectors of  ship  stations  who  work  over- 
time at  the  request  of  licensee  when 
making  Inspections  of  compulsorily 
equipped  vessels. 

§  1.331  Applications  for  exemptions 
and  waivers  under  Part  II  of  Title  III. 
(a)  Applications  filed  under  the  provi- 
sions of  section  352  (b)  for  exemption 
from  the  requirements  of  Part  II.  Title 
III  of  the  Communications  Act  of  1934. 
as  amended,  and  Article  27  of  the  Safety 
of  Life  at  Sea  Convention.  London.  1929, 
shall  be  submitted  on  FCC  Form  820.  en- 
titled "Application  for  Exemption." 

(b)  Applications  filed  under  the  pro- 
visions of  section  353  (b)  for  waiver  of 
the  requirements  of  that  section  and 
paragraphs  <c)  (3)  and  (d)  (2)  of  i  13.61 
of  this  chapter  are  not  required  to  be 
submitted  on  any  numbered  or  prescribed 
form.  However,  all  such  applications 
must  be  submitted  In  writing  by  or  on 
behalf  of  the  owner,  charterer,  or  oper- 
ating agent  of  the  ship,  must  be  signed, 
must  be  sworn  to  either  when  submit- 
ted or  by  confirmation  as  set  forth  below, 
and  must  contain  a  specific  request  for 
waiver  which  specifies  at  least  the  fol- 
lowing information: 

<1>  Name  of  ship  and  port  of  sched- 
uled departure. 

(2)  E>ate  and  time  of  scheduled  de- 
parture. 

(3>  Nature  of  cargo. 

(4)  Destination. 

(5>  Statement  that  all  known  sources 
of  ship  radio  operators  within  a  reason- 
able distance  have  been  exhausted,  in- 
cluding both  all  union  and  non-union 
sources  and  the  nearest  United  States 
Employment  Service  local  office. 

(6)  Listing  by  name,  location  and  date 
contacted  the  sources  canvassed. 

(7)  Date  that  applicant  first  became 
aware  of  the  scheduled  (or  approximate) 
sailing  date  of  the  vessel  concerned. 

(8)  Name  and  description  of  qualifi- 
cations of  the  radiotelegraph  operator 
presently  available  and  Intended  to  be 
employed  under  the  requested  waiver. 

Unsworn  applications  for  waiver  un- 
der this  paragraph  may.  when  necessary, 
be  submitted  and  acted  upon.  In  each 
'  case,  however,  an  applicant  must  Imme- 
diately upon  filing  an  unsworn  applica- 
tion submit  a  sworn  confirmation  there- 
of. 

§  1.332  Informal  applications,  (a) 
Whenever  Commission  authorization  Is 
required  by  the  Communications  Act  or 
the  Commission's  rules  and  regulations 
In  connection  with  any  matter  under  title 
III  of  the  act  and  no  application  form  Is 
specified  In  this  subpart,  Informal  appli- 
cation may  be  utilized. 

(b)  A  partial  list  of  some  of  the  mat- 
ters concerning  standard  broadcast  op- 
eration as  to  which  Informal  request  may 
be  made  Is  given  below : 
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(1)  To  operate  additional  time. 

(2)  To  discontinue  operation  or  serv- 
ices not  covered  by  §  3.71  of  this  chapter, 

(3)  To  operate  with  additional  power. 

(4)  To  operate  with  reduced  power 
not  covered  by  S  3.57  of  this  chapter. 

(5>  To  operate  for  test  purposes  (to 
determine  site,  etc.). 

(6)  To  rebroadcast  programs  of  sta- 
tions of  other  classes. 

(7)  Other  special  temporary  operation 
beyond  terms  of  existing  license. 

(8'  Temporary  operation  without 
specified  Items  of  equipment,  or  with 
temporary,  substitute,  or  auxiliary  equip- 
ment. 

(I)  Operation  without  an  approved 
frequency  monitor. 

(ii)  Operation  without  an  approved 
modulation  monitor. 

(lii)  Operation  without  thermometer 
in  automatic  temperature  control 
chamber. 

(iv)  Operation  without  antenna  am- 
meter, plate  voltmeter,  or  plat*ammeter. 

(v)  Operation  with  substitute  am- 
meter, plate  voltmeter,  or  plate  ammeter. 

(vl)  Operation  with  temporary  an- 
tenna system. 

(vii)  Operation  with  auxiliary  trans- 
mitter as  main  transmitter. 

(9)  Operation  with  new  or  modified 
equipment  pending  repair  of  existing 
equipment,  or  pending  receipt  and  action 
upon  a  formal  application. 

(10)  Where  formal  application  is  not 
required,  application  for  new  or  modi- 
fied equipment  or  antenna  system. 

(II)  Change  of  specifications  for 
painting  and  lighting  antenna  towers 
where  formal  application  Is  not  required. 

( 12 )  Relocation  of  transmitter  in  same 
building. 

( 13  >  Operation  with  reduced  power  or 
time  under  §§  3.57  and  3. 71  of  this  chap- 
ter. 

(14  >  Approval  of  tyF>es  of  equipment 
as  to  compliance  with  outstanding  rules 
or  standards. 

(15)  All  authorizations  for  equipment 
and  program  tests,  or  extensions  thereof, 
where  it  appears  that  compliance  has 
been  had  with  the  terms  of  the  construc- 
tion permit. 

(16)  Extensions  of  time  within  which 
to  comply  with  technical  requirements 
specified  In  authorizations,  orders,  and 
rules  or  releases  of  the  Commission. 

(17)  Representations  of  compliance 
with  technical  requirements  specified  in 
authorizations,  orders,  rules,  or  releases 
(except  formal  applications). 

(18)  Operation  with  licensed,  new,  or 
modified  equipment  at  a  temporary  lo- 
cation with  a  temporary  antenna  system 
In  case  of  an  emergency  when,  due  to 
cau.ses  beyond  the  control  of  the  licensee. 
It  becomes  impossible  to  continue  operat- 
ing at  the  licensed  location. 

(c)  Requests  for  type  approval  of 
equipment  should  be  made  by  inforrral 
application.  Arrangements  should  be 
made  through  the  Bureau  of  Engineering 
for  Inspection  and  examination  of  the 
equipment  in  question. 

RULES  RELATED  TO  OTHER  FORMS  AND  INFOR- 
MATION TO  BE  »^LED  WITH  THE  COMMIS- 
SION 

§  1.341  Financial  reports,  broadcast 
licensees  and  permittees,  (a)  Each  li- 
censee of  a  broadcast  station  (standard, 
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FM,  television,  and  international)  and 
each  permittee  of  a  broadcast  station  en- 
gaged In  interim  operation  shall  file  with 
the  Commission  or  or  before  April  1  of 
each  year  on  Form  324.  together  with  sup- 
porting schedules,  a  balance  sheet  show- 
ing Its  financial  condition  as  of  Decem- 
ber 31  of  the  preceding  calendar  year  and 
an  Income  statement  for  said  calendar 
year. 

(b)  Each  licensee  of  a  broadcast  sta- 
tion (standard,  FM,  television,  and  inter- 
national) and  each  permittee  of  a  broad- 
cast station  engaged  in  Interim  operation 
shall  file  with  the  Commission  on  or  be- 
fore February  1  of  each  year  on  Form 
324A  an  estimate  of  the  station's  total 
broadcast  revenues  and  total  broadcast 
expenses  for  the  preceding  calendar 
year. 

§  1.342  Filing  of  contracts,  broadcast 
licensees  and  permittees.  Each  licensee 
or  permittee  of  a  broadcast  station 
(standard,  FM.  television,  and  interna- 
tional) shall  file  with  the  Commission 
within  30  days  of  execution  thereof  veri- 
fied copies  of  all  documents.  Instruments, 
contracts  (the  substance  of  oral  con- 
tracts or  understandings  shall  be  re- 
ported in  writing) ,  together  with  amend- 
ments, supplements,  and  changes  therein 
and  cancellations  thereof  relating  to 
ownership,  management,  or  control  of 
licensee  or  permittee  of  station,  or  of 
any  of  licensee's  or  F>ermittc  's  stock, 
rights,  or  interests  therein:  the  use,  man- 
agement, or  operation  of  licensed  facili- 
ties; and  agreements  relating  to  network 
service,  transcription  service,  or  bulk  time 
sales  (amounting  to  2  hours  or  more  per 
day);  including  but  not  limited  to  (a) 
articles  of  partnership.  a.<;sociation.  or 
incorporation;  (b)  bylaws  affecting  char- 
acter of  organization,  control,  number, 
or  powers  of  its  officers  or  directors,  the 
classification  or  voting  rights  of  any 
stock;  (c)  any  document.  Instrument,  or 
contract  relating  to  or  affecting  owner- 
ship of  licensee  or  permittee,  rights  or  In- 
terests therein,  its  stock,  or  voting  rights 
thereto;  (d)  management  contracts,  net- 
work contracts,  transcription  network 
contracts,  and  time  sales  to  brokers. 

§  1.343  Ownership  reports, ^roq,dcast 
licensees  and  permittees — (aT  Annual 
ownership  reports.  The  licensee  or  per- 
mittee of  each  broadcast  station  (stand- 
ard. FM.  television  and  international) 
shall  file  on  or  before  April  1  of  each  year 
on  FCC  Form  323  an  annual  ownership 
report  and  shall  show  the  following  In- 
formation as  of  December  31  of  the  pre- 
ceding calendar  year: 

(1)  In  the  case  of  an  Individual,  the 
name  of  such  individual. 

(2)  In  the  case  of  a  partnership,  the 
names  of  the  partners  and  the  Interests 
of  each  partner.' 

( 3 )  In  the  case  of  a  corporation  or  as- 
sociation: (1)  Capitalization,  with  a  de- 
scription of  the  classes  and  voting  power 
of  stock  authorized  and  the  shares  of 
each  class  Issued  and  outstanding;  (II) 
the  name,  residence,  citizenship,  and 
stockholdings  of  officers  and  directors. 


•  Any  change  In  partners  or  In  their  rights 
wUl  require  prior  consent  of  the  Commission 
upon  an  application  for  consent  to  asslgn- 
menV  of  license  or  permit. 
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and  stockholders;  (HI)  full  information 
with  respect  to  the  Interest  and  Identity 
of  any  person  whether  or  not  a  stock- 
holder of  record,  having  any  interest  di- 
rect or  Indirect,  In  the  licensee  or  per- 
mittee or  any  of  Its  stock; 

For  example: 

(a)  Where  A  Is  the  beneficial  owner  or 
votes  stock  held  by  B.  the  same  information 
should  be  furnished  for  A  as  is  required  for 
B.     , 

(b)  Where  X  corporation  controls  the  li- 
censee or  permittee,  or  holds  25  percent  or 
more  of  the  stock  of  the  licensee  or  per- 
mittee, the  same  information  should  be  fur- 
nished with  respect  to  X  corporation  (its 
capitalization,  officers,  directors,  and  stock- 
holders and  the  amount  of  stock  in  X  held 
by  each)  as  is  required |ln  the  case  of  the 
licensee  or  permittee,  together  with  full  In- 
formation as  to  the  identity  and  citizenship 
of  the  person  authorized  to  vote  licensee's 
or  permittee's  stock. 

(c)  The  same  information  should  be  fur- 
nished as  to  Y  corporation  if  it  controls  X 
corporation  or  holds  25  percent  or  more  of 
the  stock  of  X,  and  as  to  Z  corporation  If  It 
controls  Y  corporation  or  holds  25  percent 
or  more  of  the  stock  of  Y  and  so  on  back  to 
natural  persons. 

(Iv)  Full  Information  as  to  family  re- 
lationship or  business  association  be- 
tween two  or  more  officials  and  or  stock- 
holders. 

(4)  In  the  case  of  all  licensees  or  per- 
mittees (I)  the  name,  residence,  posi- 
tion, and  date  of  appointment  of  operat- 
ing personnel  determining  program 
policy  (such  as  general  manager,  pro- 
gram director,  etc.) ;  (ii)  a  list  of  all  con- 
tracts still  in  effect  required  to  be  filed 
with  the  Commission  by  section  1.342 
showing  the  date  of  execution  and  ex- 
piration of  each  contract;  (Hi)  any  In- 
terest which  the  licensee  or  permittee 
may  have  In  any  other  broadcast  station. 

(b)  Interim  ownership  reports.  An 
Interim  ownership  report  shall  be  filed 
by  each  licensee  or  permittee  on  FCC 
Form  323A  describing  any  change  in  In- 
formation required  In  the  annual  owner- 
ship report  (the  application  or  construc- 
tion permit  in  the  case  of  a  permittee 
who  has  not  filed  an  annual  ownership 
report)  from  that  previously  reported 
within  30  days  after  any  such  change  oc- 
curs. Including  without  limitation : 

(1)  Any  change  In  capitalization  or 
organization. 

(2)  Any  change  In  officers  and  direc- 
tors or  In  operating  personnel  determin- 
ing program  policy. 

(3)  Any  transaction  affecting  the 
ownership,  direct  or  indirect,  or  voting 
rights  of  licensee's  or  permittee's  stock, 
such  as  (I)  a  transfer  of  stock,  (ID  Is- 
suance of  new  stock  or  disposition  of 
treasury  stock,  (ill)  acquisition  of  li- 
censee's or  permittee's  stock  by  the  is- 
suing corporation. 

(4)  Any  change  In  the  officers,  direc- 
tors, or  stockholders  of  a  corpwration 
other  than  the  licensee  or  permittee  such 
as  X,  Y,  or  Z  corporation  described  In 
the  example  above.  Provided,  however, 
that  In  the  case  of  a  change  In  the  of- 
ficers, directors,  or  stockholders  of  a  cor- 
poration other  than  the  licensee  or  per- 
mittee (such  as  X,  Y,  or  Z  corporation 
described  In  the  example  above),  such 
change  need  not  be  reported  In  the  In- 
terim report  unless  that  corporation 
directly  or  Indirectly  owns  25  percent  oi: 
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more  of  the  voting  stock  In  the  licensee 
or  permittee.' 

(c)  Exceptions.  Where  Information  Is 
required  under  paragraphs  (a)  or  (b)  of 
this  section  with  respect  to  a  corpora- 
tion having  more  than  50  stockholders, 
such  information  need  be  filed  only  with 
respect  to  stockholders  who  are  oCBcers 
or  directors  of  the  corporation,  or  of 
other  stockholders  who  have  1  percent 
or  more  of  the  stock  of  the  corporation. 

§  1  344  Definitions  of  terms  used  in 
ii  1.341-1.343.    As  used  in  §§  1.341-1.343: 

(a»  "Stock"  shall  Include  any  Interest, 
legal  or  beneficial  in,  or  right  or  privilege 
In  connection  with  stock. 

(b)  "OflBcer"  apd  "director"  shall  in- 
clude the  comparable  officials  In  unin- 
corporated associations. 

(c)  "Contract"  shall  Include  any  agree- 
ment (including,  without  limitation,  an 
option,  trust,  or  pledge)  or  any  modifi- 
cation thereof,  express  or  implied,  oral 
or  written. 

§  1.346  Reports  in  connection  with 
certain  fixed  public  radio  service  opera- 
tions. MontWy  and  quarterly  reports 
must  be  filed  with  the  Commission  In 
connection  with  certain  fixed  public 
radio  service  operations.  No  form  is  pre- 
scribed. A  complete  description  of  the 
contents  of  these  reports  is  contained  In 
8§  6.31  and  6.53  of  this  chapter. 

S  1.347  Reports  to  be  filed  by  interna- 
tional and  coastal  radiotelegraph  car- 
riers. Commission  Orders  Nos.  85  and  86 
require  international  telegraph  carriers 
to  file  on  FCC  Form  No.  336  and  common 
carriers  engaged  in  radiotelegraph  com- 
munication with  maritime  mobile  sta- 
tions (With  certain  exceptions)  to  file  on 
PCC  Form  No.  337  certain  traffic  Infor- 
mation at  periodic  intervals.  A  com- 
plete description  of  these  reports  Is  set 
forth  In  Orders  Nos.  85  and  86. 

RULES    RELATING    TO    ACCEPTANCE,    AMEND- 
MENT, OR   DISMISSAL  OF  APPLICATION 

§  1.361  Defective  applications,  (a) 
Applications  which  are  defective  with 
respect  to  completeness  of  answers  to  re- 
quired questions,  execution  or  other  mat- 
ters of  a  purely  formal  character  will  not 
be  received  for  filing  by  the  Commission, 
unless  the  Commission  shall  otherwise 
direct,  and  will  be  returned  to  the  ap- 
plicant with  a  brief  statement  as  to  the 
omissions. 

(b)  If  an  applicant  is  requested  by  the 
Commission  to  file  any  documents  or  in- 
formation not  Included  In  the  prescribed 
application  form,  a  failure  to  comply  with 
such  request  will  constitute  a  defect  In 
the  application. 

(c)  Applications  which  are  not  in  ac- 
cordance with  the  Commission's  rules, 
regulations  or  other  requirements  will  be 
considered  defective  unless  accompanied 
either  (1>  by  a  petition  to  amend  any 
rule  or  regulation  with  which  the  appll- 
caUon  is  in  conflict,  or  (2)  by  a  request 
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of  the  applicant  for  waiver  of.  or  an  ex- 
ception to.  any  rule,  regulation  or  re- 
quirement with  which  the  application  Is 
In  conflict.  Such  request  shall  show  the 
nature  of  the  waiver  or  exception  desired 
and  set  forth  the  reasons  in  support 
thereof. 

(d)  Applications  found  to  be  complete 
are  accepted  for  filing  and  are  given  a 
file  number.  Public  notice  of  broadcast 
applications  accepted  for  filing  Is  given 
at  regular  Intervals. 

§  1.362  Inconsistent  or  conflicting  ap- 
plications. When  an  applicant  has  an 
application  pending  and  undecided,  no 
other  inconsistent  or  conflicting  applica- 
tion filed  by  the  same  applicant,  his  suc- 
cessor or  assignee,  or  on  behalf  or  for  the 
benefit  of  said  applicant,  will  be  consid- 
ered by  the  Commission. 

§1.363  Repetitious  applications,  (a)' 
Where  an  applicant  has  been  afforded 
an  opportunity  to  be  heard  with  respect 
to  a  particular  application  for  new  sta- 
tion, or  for  an  extension  or  enlargement 
of  service  or  facilities,  and  the  Commis- 
sion has.  after  hearing  or  default,  denied 
the  application  or  dismissed  it  with  prej- 
udice, the  Commission  will  not  consider 
a  like  application  Involving  service  of 
the  same  kind  to  the  same  area  by  the 
same  applicant,  or  by  his  successor  or 
assignee,  or  on  behalf  of  or  for  the  bene- 
fit of  the  original  parties  in  Interest,  un- 
til after  the  lapse  of  12  months  from  the 
effective  date  of  the  Commission's  order. 
The  Commission  may.  for  good  cause 
shown,  waive  the  requirements  of  this 

rule.  ^  , 

(b)  Where  an  appeal  has  been  taken 
from  the  action  of  the  Commission  In 
denying  a  particular  application,  another 
application  for  the  same  class  of  broad- 
cast station  and  for  the  same  area,  in 
whole  or  in  part,  filed  by  the  same  ap- 
plicant or  by  his  successor  or  assignee,  or 
on  behalf  or  for  the  benefit  of  the  orig- 
inal parties  in  Interest,  will  not  be  con- 
sidered until  the  final  disposition  of  such 
appeal. 

§  1.364  Multiple  applications;  broad- 
cast service.  In  the  broadcast  service, 
while  there  Is  one  application  for  new 
or  adaitrcnal  facilities  pending  for  a 
standard,  international,  television,  fac- 
simile. FM.  or  experimental  IJroadcast 
station,  the  Commission  will  not  consider 
another  application  for  new  or  additional 
facilities  for  a  station  of  the  same  class 
(as  given  above)  to  serve  in  whole  or  In 
part  the  same  area,  by  the  same  appli- 
cant or  by  his  successor  or  assignee,  or  on 
behalf  or  for  the  benefit  of  the  original 
parties  In  Interest.  Two  such  applica- 
tions may  not  be  filed  simultaneously. 

5  1.365  Amendments  of  applications. 
(a)  Any  application  may  be  amended  as 
a  matter  of  right  prior  to  the  designation 


'  Before  any  change  is  made  In  the  organi- 
sation, capitalization,  officers,  directors,  or 
stockholders  of  a  corporation  other  than  li- 
censee or  permittee,  which  resuiu  In  a 
change  In  the  control  of  the  licensee  or  per- 
mittee, prior  Commission  consent  must  be 
received  under  sec.  310  (b)  of  the  Communi- 
cations Act. 


•The  Commission  by  order  adopted  June 
12.  1947,  waived  the  provisions  of  I  1363  (a) 
as  to  applications  for  Class  B  FM  channels 
pending  before  the  Ccanmlsslon,  which  after 
hearing  have  been  denied  or  may  hereafter 
be  denied  prior  to  July  1, 1947;  Provided,  how- 
ever. That  this  waiver  shall  not  be  effective 
as  to  any  such  application  which  has  been 
denied  or  may  hereafter  be  denied  on  the 
ground  that  the  applicant  was  disqualified 
to  be  a  broadcast  licensee. 


of  such  application  for  hearing  merely  by 
filing  the  appropriate  number  of  copies 
of  the  amendments  In  question  duly  exe- 
cuted.   Requests  to  amend  an  applica- 
tion after  it  has  been  designated   for 
hearing  will  be  considered  only  upon 
written  petition  properly  served  upon  the 
parties  of  record,  and  will  be  granted  only 
for  good  cause  shown.    Such  a  petition 
which  requests  either  a  change  In  fre- 
quency or  power  must  be  accompanied 
by  the  affidavit  of  a  person  with  knowl- 
edge of  facts  as  to  whether  or  not  con- 
sideration has  been  promised  to  or  re- 
ceived by  petitioner,  directly  or  indirectly, 
in  connection  with  the  filing  of  such  pe- 
tition for  amendment.    If  such  consid- 
eration has  been  promised  or  received, 
the  affidavit  shall  set  forth  in  full  detail 
all   the   relevant  facts.    A  petition   to 
amend  an  application  will  not  be  ac- 
cepted (other  than  an  amendment  which 
is  merely  corrective  In  nature  such  as  the 
removal  of  a  named  person  because  of 
death)   if  it  is  filed  after  public  notice 
has  been  given  of  the  issuance  of  a  pro- 
posed decision  with  respect  to  such  ap- 
plication, or  of  a  recommended  or  an 
initial   decision,   as   the   case   may   be. 
where  no  proposed  decision  is  to  be  Is- 
sued. ^       . 

(b)  When  leave  to  amend  has  been 
granted  after  an  application  has  been 
designated  for  hearing,  the  application 
will  not  be  removed  from  the  hearing 
docket  unless  the  Motions  Commissioner 
shall  determine  that  the  proposed 
amendment  substantially  affects  the  is- 
sues upon  which  the  application  has 
been  designated  for  hearing  and  orders 
that  the  appUcatlon  shall  be  removed 
from  the  hearing  docket.  An  amended 
application  which  has  been  removed 
from  the  hearing  docket  will  be  reex- 
amined by  the  Commls.slon  and  when 
necessary  will  be  redesignated  for  hear- 
ing at  a/ubsequent  time. 

(c)  When  a  broadcast  applicant  seeks 
removal  from  the  hearing  docket  by 
projDOsing  an  amendment  as  to  frequency 
or  other  matter  substantially  affecting 
the  Issues  In  the  proceeding  in  which 
he  is  involved,  and  Is  unable  concur- 
rently to  specify  and  submit  the  desired 
amendment,  his  application  shall  be  dis- 
missed without  prejudice,  subject  to  the 
right  of  reinstatement  within  a  reason- 
able time.  In  any  proper  case  of  this 
kind  where  dismissal  without  prejudice 
has  been  allowed,  the  application  In- 
volved will  be  reinstated  upon  the  filing 
of  a  proper  petition,  accompanied  by 
the  amendment  necessary  to  complete 
the  application. 

§  1.366  Dismissal  of  applications. 
Any  application  may  be  dismissed  with- 
out prejudice  as  a  matter  of  right  prior 
to  the  designation  of  such  application 
for  hearing.  Requests  to  dismiss  an  ap- 
plication without  prejudice  after  It  has 
been  designated  for  hearing  will  be  con- 
sidered only  upon  written  petition  prop- 
erly served  upon  all  parties  of  record. 
Such  petition  must  be  accompanied  by 
the  affidavit  of  a  person  with  knowledge 
of  the  facts  as  to  whether  or  not  con- 
sideration has  been  promised  to  or  re- 
ceived by  petitioner,  directly  or  Indi- 
rectly. In  connection  with  the  filing  of 
such  petition  for  dismissal  of  the  ap- 
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plication.  Petitions  to  dismiss  an  appli- 
cation without  prejudice  will  be  granted 
only  for  good  cause  shown,  but  will  in 
no  event  be  granted  after  public  notice 
has  been  given  by  the  Commi.ssion  of 
the  issuance  of  a  proposed  decLsion  pro- 
posing to  deny  the  application  in  ques- 
tion. 

THE    MANNER    IN    WHICH    APPLICATIONS   ARE 
PROCESSED " 

S  1.371  Acceptance  of  applications." 
All  applications,  other  than  amateur,  op- 
erator and  ship  radio  inspection,  which 
are  tendered  for  filing  by  mail  are  dated 
upon  receipt  by  Mail  and  Files  Branch 
of  the  Bureau  of  the  Secretary  and 
are  forwarded  to  Broadcast  License 
Branch  if  a  broadcast  application;  other- 
wise, to  Commercial  License  Branch." 
Applications  tendered  for  filing.  In  per- 
son. In  the  Bureau  of  the  Secretary  are 
dated  and  forwarded  to  the  Broadcast 
or  Commercial  License  Branch.  An  ad- 
ministrative examination  Is  made  of  all 
applications  by  the  Broadcast  or  Com- 
mercial License  Branch  to  ascertain 
whether  the  application  Is  complete.  If 
found  to  be  complete  It  Is  accepted  and 
Is  then  routed  to  the  other  Bureaus  of 
the  Commission. 

5  1.372  StafJ  consideration  of  appli- 
cations which  receive  action  by  the  Com- 
mission, (a)  Upon  acceptance  of  an  ap- 
plication, the  complete  file  is  routed  to 
the  appropriate  Division  of  the  Bureau 
of  Engineering.  The  application  is  there 
reviewed  from  an  engineering  stand- 
point. A  draft  report  containing  the  rec- 
ommendations of  the  Bureau  of  Engi- 
neering is  prepared.  In  cases  where  no 
engineering  problems  are  Involved,  the 


*Tkta  description  Is  applicable  to  all  appli- 
cations filed  under  title  in.  However,  some 
of  the  detailed  provisions  governing  process- 
ing arc  applicable  only  to  applications  which 
are  tendered  for  filing  In  Washington.  Op- 
erator and  ship  radio  Inspection  applications 
are  filed  In  the  field.  Their  processing  in 
general  Is  substantially  similar  to  that  ac- 
corded applications  filed  In  Washington. 

>*  Pending  further  consideration  of  the  Is- 
sues In  Docket  Nos.  8975  and  8736.  requests 
for  television  authorizations  on  channels  2 
through  IS  will  be  considered  In  accordance 
with  the  following  procedure: 

(a)  Applications  pending  before  the  Com- 
mission and  those  hereafter  filed  for  permits 
to  construct  television  stations  on  channels 
a  through  13  jvlll  not  be  acted  upon  by  the 
Commission  but  will  be  placed  In  the  pend- 
ing files. 

(b)  Appllcatloiu  pending  before  the  Com- 
mission and  those  hereafter  filed  for  modifi- 
cation of  existing  permits  or  licenses  will  be 
considered  on  a  case-to-case  basis  and  Com- 
mission action  thereon  will  dep>end  on  the 
extent  to  which  they  are  affected  by  the 
Issues  to  be  resolved  In  the  proceedings  bear- 
ing Docket  Nos.  &076  and  8736. 

(c)  No  hearing  dates  will  be  scheduled 
with  respect  to  applications  for  construction 
permits  which  have  been  designated  for  hear- 
ing, and  In  cases  In  which  hearings  have 
been  commenced  or  completed  but  decisions 
have  not  been  Issued,  no  further  action  will 
be  taken. 

(d)  This  procedure  does  not  apply  to  con- 
struction permits  or  other  television  authori- 
sations heretofore  Issued  by  the  Ck>mmlsslon. 

"  Applications  for  Alaskan  stations  ten- 
dered for  filing  with  the  engineer  In  charge 
of  Radio  District  14,  Seattle,  Wash.,  are  for- 
warded to  Washington.  D.  C,  for  processing. 
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report  contains  no  recommendations  as 
to  disposition. 

(b)  The  complete  file  Is  then  routed 
to  the  appropriate  Division  of  the  Bu- 
reau of  Accounting  where  it  is  reviewed 
from  an  accounting  standpoint.  A  draft 
report  containing  the  recommendations 
of  the  Bureau  of  Accounting  Is  prepared. 
In  cases  where  no  accounting  problems 
are  involved  the  report  contains  no  rec- 
ommendations as  to  disposition. 

(c)  The  complete  fife  is  then  routed  to 
the  appropriate  Division  of  the  Bureau 
of  Law  where  It  is  reviewed  to  determine 
whether  the  authorization  requested  will 
be  in  accordance  with  the  Commission's 
policies.  Rules  and  Regulations  and  any 
other  requirements  imposed  by  law.  A 
joint  report  containing  the  recommenda- 
tions of  the  Bureau  of  Law  and  the  other 
Bureaus  and  any  other  documents  re- 
quired is  prepared  and  the  entire  file 
routed  to  the  Minute  Branch  of  the  Bu- 
reau of  the  Secretary  which  records, 
mimeographs,  and  distributes  necessary 
papers  to  the  members  of  *he  Commis- 
sion, heads  of  Bureaus  and  other  in- 
terested staff  members,  and  places  the 
matter  on  the  Commission's  agenda. 

§  1.373  Special  procedure  with  respect 
to  processing  of  standard  broadcast  ap- 
plications, (a)  When  an  application  for 
the  construction  of  a  new  broadcast  sta- 
tion, or  for  a  change  in  the  facilities  of 
an  existing  station,  is  received  In  the 
Commission  it  Is  Immediately  referred  to 
the  Broadcast  License  Branch  which  ex- 
amines the  application  to  determine 
whether  It  Is  sufficiently  complete  to  per- 
mit the  Commission  to  process  It.  If  It 
is  found  to  be  sufficiently  complete  to  be 
processed — even  though  It  Is  Incomplete 
In  certain  minor  particulars — It  Is  Im- 
mediately given  a  file  number  and  a  let- 
ter is  sent  to  the  applicant  requesting 
the  correction  of  any  minor  defects  that 
may  have  been  disclosed  by  the  examina- 
tion. If  the  examination  by  the  Broad- 
cast License  Branch  discloses  that  the 
application  Is  Incomplete  in  major  par- 
ticulars which  makes  it  Impossible  to 
process  It.  the  Broadcast  License  Branch 
then  with  the  advice  and  concurrence  of 
the  Bureaus  of  Engineering  and  Law, 
returns  the  application  to  the  applicant 
with  a  statement  that  It  cannot  be  ac- 
cepted. The  reasons  for  its  rejection 
are  specified  in  the  letter  retuming  the 
application. 

(b)  Once  an  application  has  been 
given  a  file  number  It  Is  referred  to  a 
member  of  the  Bureau  of  Engineering  for 
"classification. '  This  Involves  two  sepa- 
rate functions.  First,  the  application  Is 
examined  to  determine  whether  it  is  one 
which  must  obviously  go  to  hearing.  For 
example,  If  the  application  seeks  to  use 
1240  kilocycles  in  a  particular  town  and 
there  Is  already  pending  an  application 
for  that  same  frequency  in  that  same 
town,  then  the  two  obviously  must  be 
consolidated  for  hearing  and  steps  are 
set  in  motion  at  this  stage  looking  toward 
an  order  designating  the  two  applications 
for  a  consolidated  hearing.  At  this 
stage,  however,  only  those  cases  which 
are  obvious  conflicts  are  sifted  out  and 
put  into  hearing.  If  an  engineering 
study  is  necessary  in  order  to  determine 
whether  the  case  must  go  to  hearing,  the 
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application  Is  not  set  for  hearing  at  this 
stage  but  is  put  in  line  for  processing 
by  the  Bureau  of  Engineering  and  is  set 
for  hearing  after  the  engineering  study 
Is  completed  (provided  that  such  a  study 
discloses  an  engineering  confLct  requir- 
ing a  hearing) .  In  view  of  this,  it  is  to  the 
advantage  of  an  applicant  who  knows 
that  his  case  does  present  a  conflict  re- 
quiring a  hearing  promptly  to  point  that 
fact  out  to  the  Commission — preferably 
at  the  time  the  application  is  filed — so 
that  it  will  be  immediately  recognized  as 
a  hearing  case  at  the  time  it  is  classified. 
This  will  result  in  getting  the  application 
immediately  into  line  awaiting  the  as- 
signment of  a  date  on  the  hearing  calen- 
dar instead  of  having  the  case  remain  in 
line  awaiting  processing  by  the  Bureau 
of  Engineering  with  the  result  that  some 
weeks  or  months  later  It  will  be  recog- 
nized as  a  hearing  case  and  then  put  in 
the  hearing  line. 

( c )  The  second  step  perf ormcv".  by  the 
classifier  is  to  determine  whether  the  ap- 
plication presents  a  relatively  simple  en- 
gineering question  or  whether  it  pre- 
sents an  engineering  question  of  some 
complexity.  If  the  application  presents 
a  fairly  simple  engineering  problem  such 
as  Is  presented  by  250-watt  applications 
on  local  frequencies  and  applications  for 
daytime  operation  only,  it  will  be  classi- 
fied as  a  C£ise  to  be  put  in  processing  line 
No.  1.  If  on  the  other  hand  it  is  found 
to  present  engineering  questions  of  some 
complexity  such  as  are  presented  by  ap- 
plications for  nighttime  operation  on 
regional  and  clear  channels,  particularly 
those  involving  directional  antennas,  it 
will  be  classified  as  a  case  to  be  put  in 
processing  line  No.  2.  Where  the  ap- 
plication is  for  modification  of  a  con- 
struction permit  filed  because  of  condi- 
tions Imposed  by  the  Commission  at  the 
time  of  the  original  grant,  such  sis  condi- 
tions with  respect  to  the  approval  of 
transmitter  site  and  antenna  sy.stem,  It 
will  be  referred  to  the  Civil  Aeronautics 
Administration  upon  its  receipt  and  will 
be  acted  on  by  the  Commission  as  soon 
as  approval  by  the  Civil  Aeronautics  Ad- 
ministration is  received  without  reference 
to  any  processing  line.  Where  the  ap- 
plication Is  for  minor  changes  In  the  con- 
struction permit,  such  as  specification 
of  hew  equipment  or  very  slight  changes 
In  the  directional  antenna  pattern,  ef- 
fort will  be  made  to  handle  these  cases 
promptly  upon  their  receipt  without 
placing  them  in  a  processing  line. 

Where  an  application  for  modification 
of  a  construction  permit  involves  major 
changes  In  the  original  proposal  requir- 
ing engineering  study  and  such  applica- 
tion Is  required  by  the  terms  of  the  origi- 
nal grant,  such  applications  will  be  placed 
at  the  head  of  the  construction  permit 
processing  line  1  or  2  whichever  the 
case  may  be.  However,  wherever  major 
changes  In  the  original  proposal  are  ini- 
tiated by  the  applicant,  these  applica- 
tions will  be  placed  In  the  proper  proc- 
essing line  In  accordance  with  the  file 
number  of  the  original  application  for 
the  construction  permit  which  Is  sought 
to  be  modified.  In  no  case  will  modifica- 
tions Initiated  by  an  applicant  and  In- 
volving a  major  change  he  considered 
by  the  Commission  prior  to  the  time 
wh^  the  original  application  for  con- 
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structlon  permit  would  have  been 
reached  for  consideration  in  the  proper 
processing  line. 

(d>  Once  It  is  determined  that  a  case 
falls  Into  a  particular  line  it  is  listed  in 
Its  proper  order  according  to  file  number. 
The  oldest  (lowest  file  number)  Is  at  the 
front  of  the  line  and  the  newest  (highest 
file  number)  is  at  the  back  of  the  line. 
Cases  are  drawn  by  the  group  of  engi- 
neers working  on  line  1  from  the  front  of 
line  1  and  similarly  cases  are  drawn  by 
the  groups  of  engineers  working  on  line  2 
In  order  of  file  number.     Thus,  the  file 
number  strictly  determines  the  order  in 
which  the  staffs  work  is  begun  on  a  par- 
ticular application.    There  is  one  excep- 
tion to  this.     The  Standard  Broadcast 
Division  of  the  Bureau  of  Engineering  is 
authorized  to  group  together  for  study 
cases  In  lines  1  and  2  which  involve  in- 
terference conflicts  where  it  appears  that 
by  making  a  simultaneous  study  of  such 
conflicting  applications  rather  than  in- 
dividual studies  of  separate  applications. 
a  substantial  amount  of  the  Bureau  of 
Engineering's  time  can  be  saved.    Fur- 
ther, such  cases  would  ordinarily  require 
simultaneous  consideration  by  the  Com- 
mission and  preparation  of  simultaneous 
reports  Is,  therefore,  necessary. 

(e)  It  takes  longer  to  process  some  ap- 
plications than  it  does  others,  even  where 
both  applications  are  In  the  same  general 
category  and  therefore  In  the  same  proc- 
essing line.     Also   It   frequently  occurs 
that  when  the  processing  of  an  applica- 
tion is  begun  It  is  di-scovered  that  addi- 
tional  Information   Is   needed   and   the 
staff's  work  cannot  be  completed  until 
further  word  Is  received  from  the  ap- 
plicant.   Thus,  there  will  be  cases  where 
the  processing  of  a  partciular  application 
may  be  completed  and  ready  for  Com- 
mission action  prior  to  another  applica- 
tion even  though  the  processing  of  the 
latter  application  began  at  an  earlier 
date.    However,   every   effort   is   made, 
once  the  processing  of  an   application 
has    begun,    to    carry    its    processing 
through  to  completion  at  the  earliest 
possible  date  In  the  light  of  the  cir- 
cumstances  Involved   In   the   particular 
case.     The  Bureaus  of  Law  and  Account- 
ing by  keeping  track  of  the  cases  which 
will  be  reached  next  In  the  processing  line 
are  In  position  to  plan  their  work  so  that 
they  will  he  writing  reports  on  the  same 
applications  that  are  being  studied  by  the 
Bureau  of  Engineering. 

(f)  If,  as  a  result  of  the  study  by  the 
Bureaus  of  Law.  Engineering,  and  Ac- 
counting, and  the  Commission  It  appear.s 
that  the  application  is  satisfactory  in  all 
respects,  it  can  be  granted  without  a 
hearing.  If,  on  the  other  hand,  the  com- 
plete study  by  the  staff  and  the  Commis- 
sion indicates  that  a  hearing  Is  required, 
then  the  application  will  be  designated 
for  hearing. 

(g)  If  a  waiver  of  hearing  is  requested 
pursuant  to  5  1.391.  the  Commission  will, 
if  it  determines  that  a  hearing  may 
properly  be  dispensed  with,  take  the  case 
out  of  the  hearing  line  and  place  it  back 
in  the  appropriate  processing  line  In  its 
proper  position  (as  determined  by  the  flle 
numbers).  However,  If  any  such  case 
Involves  conflicting  applications  a  deci- 
sion will  not  be  made  prior  to  the  time 
when  the  file  number  of  the  oldest  of 
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such  conflicting  applications  Is  reached 
In  the  projaer  processing  line. 

(h)   Frequently,  when  two  cases  are 
designated  for  hearing  because  they  are 
mutually  exclusive,  one  of  the  applicants 
amends     and     removes     the     conflict. 
Where  this  occurs  the  appropriate  pro- 
cedure Is  to  petition  for  leave  to  amend 
and  remove  from  the  hearing  docket.) 
Such  motions  will  be  considered  promptly 
and  If  it  appears  that  the  conflict  which 
caused  the  case  originally  to  be  set  for 
hearing  has  been  removed  and  there  is 
no  other  obvious  conflict,  the  two  cases 
will  be  removed  from  the  hearing  docket 
and  placed  back  In  their  proper  posi- 
tion <as  determined  by  the  flle  numbers) 
In   the   processing    line.     Petitions   for 
amendment,  removal  from  the  hearing 
docket,  and  grant  will  not  be  entertained 
insofar  as  they  request  a  grant.     The 
Motions  Commissioner  in  acting  on  such 
petitions  will  dismiss  the  request  for  a 
grant.     In  such  a  case  the  matter  will 
simply  be  put  back  in  its  proper  place  in 
line. 

(i)  An  application  will  continue  to  be 
carried  under  the  same  file  number  un- 
less major  amendment  is  made  which 
really  involves  the  substitution  o(  a  dif- 
ferent application.  Amendments  simply 
changing  the  frequency  and/or  power  or 
changing  from  fulltlme  to  daytime  only 
will  be  accepted  without  changing  the 
flle  number. 

( j )  Sometimes  It  occurs  that  when  an 
application  is  reached  for  processing  it 
Is  necessary  for  one  of  the  Bureaus  or  the 
Commission  Itself  to  address  a  letter  to 
the  applicant  asking  further  information. 
If  the  application  cannot  be  processed 
until  the  information  requested  is  re- 
ceived, then  the  application  Is  placed  In 
the  pending  file  to  await  the  applicant's 
response.  Also  It  sometimes  occurs  that 
a  particular  category  of  cases  is  placed 
in  the  pending  file  by  Commission  action. 
In  such  cases  the  Commission  makes  a 
public  announcement  of  its  policy  and 
notifies  the  individual  applicant  as  to 
why  his  application  is  being  placed  In  the 
pending  file. 

(k)  From  time  to  time  the  Commis- 
sion will  publish  lists  giving  the  status 
of  all  pending  applications  In  the  proc- 
essing line. 

§  1.374     Staff  consideration  of  appli- 
cations which  do  not  require  action  by 
the     Commission.     Those     applications 
which  do  not  require  action  by  the  Com- 
mi.ssion  but  which  pursuant  to  the  dele- 
gation of  authority  contained  In  sections 
0.101  to  0.152  of  the  Statement  of  Dele- 
gations of  Authority  may  be  acted  upon 
by  employees  designated  In  that  subpart 
are  forwarded  to  the  appropriate  heads 
of    Bureaus    for    nece.-ssary    action.     In 
those  cases  where  the  Secretary  may  act 
after  securing  the  approval  of  the  various 
Bureaus,  the  applications  are  forwarded 
to  such  appropriate  Bureaus.    If  the  ap- 
plication is  granted,  it  is  returned  to  the 
appropriate  License  Branch  for  Issuance 
of  the  formal  authorization.    In  cases 
where  the  Secretary  acts  by  himself  the 
appropriate  License  Branch  reviews  the 
applications  before  final  decision  Is  made 
and  the  authorization  Issued  if  the  ap- 
plication is  granted.    In  any  case  where 
It  is  recommended  that  it  be  set  down  for 
hearing,  where  a  novel  question  of  policy 


Is  presented  or  where  the  employee  tc 
whom  authority  Is  delegated  desires  in- 
structions from  the  Commission,  the  file 
with  necessary  recommendations  is  for- 
warded to  the  Minute  Branch  to  be  placed 
on  the  Commission  agenda  for  action  by 
the  Commission. 

§  1.375  Procedure  with  respect  to 
amateur  and  commercial  radio  operator 
licenses,  (a)  After  an  application  for 
an  amateur  radio  license  is  accepted  for 
filing  and  an  examination  Is  conducted 
In  accordance  with  Part  12  of  this  chap- 
ter, the  examination  Is  sent  to  Wash- 
ington where  It  Is  graded  by  the  Inspec- 
tion and  Operator  Examination  Branch 
of  the  Bureau  of  Engineering,  and  if  the 
applicant  passes,  a  license  Is  Issued  by  the 
Amateur  License  Section  of  the  Com- 
mercial License  Branch  of  the  Bureau  of 
the  Secretary. 

(b»  After  an  application  for  a  com- 
mercial radio  operator  license  Is  accepted 
for  flllng.  and  an  examination  conducted 
in  accordance  with  Part  13  of  this  chap- 
ter, the  examination  papers  are  graded 
by  the  office  supervising  the  examina- 
tion which  also  issues  a  license,  if  the 
applicant  is  successful. 

(c )  For  special  optional  procedures  re- 
lating to  the  processing  of  applications 
for  authority  to  operate  radiotelephone 
equipment  on  aircraft,  -see  .section  0.213 
(d)  of  the  Statement  of  Places  for  Sub- 
mitting Applications  and  Other  Requests 
and  Securing  Public  Information. 

§  1.376  Procedure  with  respect  to  ap- 
plications for  radio  ship  inspection  and 
certification  of  ship  radio  licenses.  After 
applications  for  ship  radio  inspection  and 
certification  of  the  ship  radio  license,  in 
accordance  with  the  requirements  of  sec- 
tion 360  (b>  of  the  Communications  Act. 
as  amended,  and/or  a  Safety  Convention 
certificate  In  accordance  with  the  terms 
of  article  50  of  the  Safety  Convention,  are 
accepted  for  flllng,  the  district  engineer 
to  whom  the  application  is  made  makes 
the  necessary  examination  and  Issues  the 
appropriate  certification. 

5  1  377  Reference  of  application  to 
Civil  Aeronautics  Administration.  Appli- 
cation for  radio  facilities  which  Involve 
the  erection  of  proposed  antennas  or 
changes  in  the  height  or  location  of  ex- 
isting antennas  are  referred  to  the  Civil 
Aeronautics  Administration  for  the  rec- 
ommendation of  that  agency  as  to 
whether  the  antenna  in  question  consti- 
tutes a  menace  to  air  navigation. 

ACTION  ON  APPLICATIONS 

§  1.381  Failure  to  prosecute  applica- 
tions. An  applicant  not  desiring  to 
prosecute  his  application  may  request  the 
dismissal  of  same  without  prejudice.  A 
request  of  an  applicant  for  the  return  of 
an  application  which  has  been  accepted 
for  filing  will  be  considered  as  a  request 
to  dismiss  the  same  without  prejudice. 
Where  an  applicant  fails  to  respond  to 
oflQcial  correspondence  or  request  for  ad- 
ditional material,  the  application  will  be 
dismissed  without  prejudice. 

§1.382  Grants  without  a  hearing.  (a> 
Where  an  application  for  radio  facilities 
is  proper  upon  Its  face  and  where  it  ap- 
pears from  an  examination  of  the  appli- 
cation and  supporting  data  that  (1)  the 
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applicant  Is  legally,  technically,  and  fi- 
nancially qualified:  (2)  a  grant  of  the 
application  would  not  involve  modifica- 
tion, revocation,  or  nonrenewal  of  any 
existing  llcen.se  or  outstanding  construc- 
tion permit;  (3)  a  grant  of  the  applica- 
tion would  not  cause  additional  electrical 
Interference  to  an  existing  station  or  sta- 
tion for  which  a  construction  permit  Is 
outstanding  within  Its  normally  pro- 
tected contour  as  prescribed  by  the  ap- 
plicable rules  and  regulations;  (4)  a 
grant  of  the  application  would  not  pre- 
clude the  grant  of  any  mutually  exclu- 
sive application;  and  (5)  a  grant  of  the 
application  would  be  In  the  public  inter- 
est, the  Commission  will  grant  the  appli- 
cation without  a  hearing. 

(b)  In  making  its  determinations  pur- 
suant to  the  provisions  of  paragraph  (a> 
of  this  section,  the  Commission  will  not 
consider  any  other  application  as  being 
mutually  exclusive  with  the  application 
under  the  consideration  unless  such  other 
application  was  substantially  complete 
and  was  tendered  for  filing  with  the 
Commission  not  later  than  the  close  of 
business  on  the  day  preceding  the  day  on 
which  the  Commission  takes  action  with 
respect  to  the  application  under  consid- 
eration. 

S  1.383  Partial  grants.  Where  the 
Commission  without  a  hearing  grants 
any  application  in  part,  or  with  any  privi- 
leges, terms,  or  conditions  other  than 
those  requested,  or  subject  to  any  inter- 
ference that  may  result  to  the  station  if 
designated  application  or  applications 
are  subsequently  granted,  the  action  of 
the  Commission  shall  be  considered  as  a 
grant  of  such  application  unless  the  ap- 
plicant shall,  within  20  days  from  the 
date  on  which  public  announcement  of 
such  grant  is  made,  or  from  Its  effective 
date  If  a  later  d'ate  Is  specified,  flle  with 
the  Commission  a  written  request  reject- 
ing the  grant  as  made.  Upon  receipt  of 
such  request,  the  Commission  will  vacate 
its  original  action  upon  the  application 
and  set  the  application  for  hearing  in 
the  same  manner  as  other  applications 
are  set  for  hearing. 

8  1.384  Temporary  extension  of  sta- 
tion licenses.  Where  there  Is  pending 
before  the  Commission  any  application. 
Investigation,  or  proceeding  which,  after 
hearing,  might  lead  to  or  make  necessary 
the  modiflcation  of,  revocation  of.  or  the 
refusal  to  renew. an  existing  license,  the 
Commission  may,  in  Its  discretion,  grant 
a  temix)rary  extension  of  such  license. 
No  such  temporary  extension  shall  be 
construed  as  a  finding  by  the  Commission 
that  the  operation  of  any  radio  station 
thereunder  will  serve  public  interest,  con- 
venience, and  necessity  beyond  the  ex- 
press terms  of  such  temporary  extension 
of  license  or  will  in  any  way  affect  or 
limit  the  action  of  the  Commission  with 
respect  to  any  pending  application  or 
proceeding. 

S  1.385  Designation  for  hearing.  Ap- 
plications will  be  designated  for  hearing 
in  the  following  cases: 

(a)  Where  it  does  not  appear  from  an 
examination  of  the  application  that  the 
applicant  Is  legally,  technically,  or  finan- 
cially qualified;  or 
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(b)  Where  a  grant  of  the  application 
would  require  the  modification,  revoca- 
tion, or  nonrenewal  of  license  of  an  exist- 
ing station  or  of  any  outstanding  con- 
struction permit;  or 

(c)  Where  a  grant  of  the  application 
would  cause  electrical  Interference  to 
an  existing  station  or  station  for  which  a 
construction  permit  is  outstanding  with- 
in its  normally  protected  contour  as  pre- 
scribed by  the  applicable  rules  and  regu- 
lations; or 

( d  •  Where  it  does  not  appear  from  an 
examination  of  the  application  that  a 
grant  of  the  application  will  be  in  the 
public  interest. 

(e>  Where  a  grant  of  the  application 
would  preclude  the  grant  of  an  applica- 
tion or  applications  mutually  exclusive 
with  it.  However,  the  Commission  may, 
if  public  interest  will  be  served  thereby, 
make  a  conditional  grant  of  one  of  the 
applications  and  designate  all  of  the  mu- 
tually exclusive  applications  for  hearing. 
Such  conditional  grant  will  be  made  upon 
the  express  condition  that  such  grant  is 
subject  to  being  withdrawn  If  at  the  hear- 
ing it  is  shown  that  public  interest  will 
be  better  served  by  a  grant  of  one  of  the 
other  applications.  Such  conditional 
grants  will  be  issued  only  where  it  ap- 
pears: 

(1)  That  some  or  all  of  the  applica- 
tions were  not  filed  In  good  faith  but 
were  filed  for  the  purpose  of  delaying  or 
hindering  the  grant  of  another  applica- 
tion; or 

(2)  That  public  interest  requires  the 
prompt  establishment  of  radio  service  in 
a  particular  community  or  area ;  or 

♦  3)  That  a  grant  of  one  or  more  ap- 
plications would  be  in  the  public  interest 
and  that  a  delay  in  making  a  grant  to 
any  applicant  until  after  the  conclusion 
of  a  hearing  on  all  applications  might 
jeopardize  the  rights  of  the  United  States 
under  the  provisions  of  international 
agreement  to  the  use  of  the  frequency  in 
question;  or 

<4)  That  a  grant  of  one  application 
would  be  in  the  public  Interest  and  that 
It  appears  from  an  examination  of  the 
remaining  applications  that  they  cannot 
be  granted  because  they  are  in  violation 
of  provisions  of  the  Communications  Act, 
or  of  other  statutes,  or  of  the  Commis- 
sion's rules  and  regulations. 

§  1.386  Petition  for  reconsideration 
and  grant  without  hearing.  Where  the 
Commi-ssion  has  designated  an  applica- 
tion for  hearing,  the  applicant  may  file 
a  petition  requesting  reconsideration 
and  grani  of  the  application  without 
hearing.  If  the  petition  shows  that  a 
grant  of  the  application  without  hearing 
would  be  consistent  with  5  1.382,  the  pe- 
tition will  be  granted.  Otherwise  it  will 
be  denied. 

8  1.387  Procedure  when  case  is  desig- 
nated for  hearing,  (a)  When  an  appli- 
cation has  been  designated  for  hearing, 
the  Secretary  of  the  Commission  will 
mall  a  written  notice  to  the  applicant 
setting  forth  the  action  of  the  Commis- 
sion designating  the  application  for 
hearing,  together  with  such  statement 
of  the  Commission's  reasons  therefor  as 
shall  be  appropriate  to  the  nature  of  the 
application.    In  addition,  notice  of  hear- 
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Ing  Involving  matters  under  part  I  of  ti- 
tle HI  of  the  act  will  be  given  by  publLsh- 
ing  the  notice  of  hearing  in  the  Federal 
Register.  The  Commission  will  attempt, 
when  possible,  to  give  at  least  30  days' 
advance  notice  of  a  hearing.  In  order 
to  avail  himself  of  the  opportunity  to  be 
heard,  the  applicant.  In  person  or  by  his 
attorney,  shall,  within  15  days  of  the 
mailing  of  the  notice  of  designation  for 
hearing  by  the  Secretary,  file  with  the 
Commission,  in  triplicate,  a  written  ap- 
pearance stating  that  he  will  appear  and 
present  evidence  on  the  issues  specified 
in  the  statement  of  reasons  furnished  by 
the  Commission  on  such  date  as  may  be 
fixed  for  the  hearing.  In  cases  involv- 
ing applications  for  facilities  other  than 
AM  broadcast,  FM  broadcast,  interna- 
tional broadcast,  or  television,  the  ap- 
plicant shall  submit  with  his  appearance 
an  additional  copy  of  his  application  and 
supporting  documents. 

(b)  The  Commission  will  on  its  own 
motion  name  as  parties  to  the  hearing : 

(1)  Any  existing  licensee  or  holder  of 
an  outstanding  construction  permit  who. 
if  the  application  were  granted,  would 
suffer  electrical  interference  within  his 
normally  protected  contour  as  prescribed 
by  the  Commission's  rules  apd  regula- 
tions. 

(2)  Any  existing  licensee  or  holder  of 
an  outstanding  construction  permit 
whose  license  or  construction  permit 
would  have  to  be  modified  or  revoked,  or 
whose  application  for  renewal  of  license 
would  have  to  be  denied,  if  the  applica- 
tion in  question  were  granted. 

(3)  Any  person  who,  prior  to  the  time 
the  application  In  question  was  desig- 
nated for  hearing,  had  filed  with  the 
Commission  a  mutually  exclusive  appli- 
cation. Any  person  filing  an  application 
that  is  mutually  exclusive  with  another 
application  or  applications  already  desig- 
nated for  hearing  will  be  consolidated  for 
hearing  with  such  other  application  or 
applications  only  if  the  application  in 
question  Is  filed  at  least  20  days  before 
the  date  on  which  the  hearing  on  the 
prior  application  or  applications  is  sched- 
uled. If  the  scheduled  date  is  changed, 
the  date  last  set  shall  govern  in  deter- 
mining the  timeliness  of  an  application 
for  purposes  of  this  paragraph.  If  the 
application  is  filed  after  the  20-day 
period,  it  will  be  dismissed  without  preju- 
dice and  will  be  eligible  for  refiling  only 
after  a  decision  is  rendered  by  the  Com- 
mission with  respect  to  the  application 
or  applications  designated  for  hearing  or 
such  applications  are  withdrawn  or  dis- 
missed. 

(4)  In  order  to  avail  hlm.self  of  the 
opportunity  to  be  heard,  any  person 
named  as  a  party  pursuant  to  this  sub- 
section shall,  within  15  days  of  the  mail- 
ing of  the  notice  of  his  designation  as  a 
party,  file  with  the  Commission,  in  per- 
.son  or  by  attorney,  a  written  appearance 
in  triplicate,  stating  that  he  will  appear 
and  present  evidence  on  the  issues  speci- 
fied in  the  notice  of  hearing. 

§  1.388  Petitions  to  intervene,  (a.) 
Where  the  Commission  has  failed  on  its 
own  motion  to  name  as  parties  to  a  hear- 
ing any  person  specified  in  §  1  387  (b). 
such  person  will  be  permitted  to  par- 
ticipate in  the  proceeding  by  filing  a  peti- 
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tlon  to  Intervene  showing  that  he  comes 
within    the    provisions    of    §1.387    (b). 
Where  the  petition  to  Intervene  Is  based 
upon  a  claim  that  a  grant  of  the  appli- 
cation would  cause  electrical  interference 
to  an  existing  station  or  a  station  for 
which  a  construction  permit  is  outstand- 
ing within  its  normally  protected  con- 
tour as  prescribed  by  the  applicable  rules 
and  regulations,  the  petition  must  be  ac- 
companied by  an  aflBdavit  of  a  qualified 
radio  engineer  which  shall  show  either 
by  reference  to  the  Commission's  Stand- 
ards of  Good  Engineering  Practice  or  to 
actual  measurements  made  in  accord- 
ance with  the  methods  prescribed  by  the 
Commission's  Standards  of  Good  Engi- 
neering Practice  that  electrical  interfer- 
ence will  be  caused  to  the  existing  sta- 
tion or  station  for  which  a  construction 
permit  is  outstanding  within  the  nor- 
mally protected  contour  of  the  station. 
(b>  Any  other  person  desiring  to  par- 
ticipate in  the  hearing  may  file  a  petition 
to  intervene.    The  petition  must  set  forth 
the  Interest  of  the  petitioner  in  the  pro- 
ceedings, must  show  how  such  person's 
jjarticipation    will    assist    the    Commis- 
sion in  the  determination  of  the  issues 
in  question,  and  must  be  accompanied  by 
the  affidavit  of  a  person  with  knowledge 
as  to  the  facts  set  forth  in  the  petition. 
The  Commission  in  its  discretion  may 
grant  or  deny  such  petition  or  may  per- 
mit intervention  by  such  persons  limited 
to  particular  issues  or  to  a  particular 
stage  of  the  proceeding. 

(O  The  granting  of  any  petition  to  in- 
tervene shall  not  have  the  effect  of 
changing  or  enlarging  the  issues  speci- 
fied In  the  Commission's  notice  of  hear- 
ing unless  the  Commission  shall  on  mo- 
tion amend  the  same. 

(d'  Petitions  to  intervene  under  this 
section  must  be  filed  with  the  Commis- 
sion not  later  than  15  days  after  the  is- 
sues in  the  hearing  have  first  been  pub- 
lished In  the  Federal  Register.  Any 
person  desiring  to  file  a  petition  to  inter- 
vene after  the  expiration  of  such  15  days 
must  set  forth  the  reason  why  it  was  not 
possible  to  file  the  petition  within  the 
prescribed  15  days.  Unless  good  cause  is 
shown  for  delay  in  filing,  the  petition  will 
not  be  granted. 

5  1.389  Motions  to  enlarge  or  change 
the  issues.  Motions  to  enlarge  or  change 
the  Issues  may  be  filed  by  any  party  to 
a  hearing.  Such  motions  must  be  filed 
with  the  Commission  not  later  than  15 
days  after  the  issues  in  the  hearing  have 
first  been  published  In  the  Federal  Reg- 
ister. Any  person  desiring  to  file  a  mo- 
tion to  enlarge  or  change  the  issues  after 
the  expiration  of  such  15  days  must 
set  forth  the  reason  why  it  was  not  pos- 
sible to  file  the  petition  within  the  pre- 
scribed 15  days.  Unle.sg  good  cause  Is 
shown  for  delay  in  filing,  the  motion 
will  not  be  franted. 

S  1.390  Petitions  for  reconsideration 
or  for  rehearing.  (a»  Where  an  ap- 
plication has  been  granted  without  a 
hearing,  any  person  aggrieved  or  whose 
Interests  would  be  adversely  affected 
thereby  may  file  a  petition  for  reconsid- 
eration of  such  action.  Such  petition 
must  be  filed  with  the  Commission  with- 
in 20  days  after  public  notice  is  given  of 
the  Commission's  action  in  granting  the 
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application.    Such     petition     will     be 
granted  if  the  petitioner  shows  that: 

( 1 )  Petitioner  is  an  existing  licensee  or 
permittee  and  a  grant  of  the  application 
would  require  the  modification,  revoca- 
tion, or  nonrenewal  of  his  license  or  con- 
struction p>ermit;  or 

(2>  That  petitioner  Is  an  existing  li- 
censee or  permittee  and  a  grant  of  the 
application  would  cause  interference  to 
his  station  within  the  normally  protected 
contour  as  prescribed  by  applicable  rules 
and  regulations:  or 

(3)  At  the  time  the  application  was 
granted,  petitioner  had  a  mutually  ex- 
clusive application  pending  before  the 
Commission;  or 

(41  A  grant  of  the  application  Is  not  In 
the  public  interest. 

(b>  Where  an  application  has  been 
granted  or  denied  after  hearing,  petitions 
for  rehearing  may  be  filed  within  20  days 
after  public  notice  is  given  of  the  Com- 
mission's action  In  granting  or  denying 
the  application.  Petitions  for  rehear- 
ing by  persons  not  parties  to  the  Com- 
mission's hearing  will  not  be  granted  un- 
less good  cause  is  shown  as  to  why  it  was 
not  possible  for  such  person  to  partici- 
pate earlier  in  the  Commission's  pro- 
ceeding. 

(C)  Where  a  petition  for  reconsidera- 
tion or  for  rehearing  is  based  upon  a 
claim  of  electrical  interference  within 
the  normally  protected  contour  of  an 
existing  station  or  a  station  for  which 
a  construction  permit  is  outstanding, 
such  petition  must  be  accompanied  by 
an  affidavit  of  a  qualified  radio  engineer 
which  shall  show  either  by  reference  to 
the  Commission's  Standards  of  Good 
Engineering  Practice  or  to  actual  meas- 
urements made  In  accordance  with  the 
methods  prescribed  by  the  Commission's 
Standards  of  Good  Engineering  Practice 
that  electrical  interference  will  be  caused 
to  the  station  within  Its  normally  pro- 
tected contour.  If  the  claim  of  inter- 
ference is  not  based  upon  actual  meas- 
urements made  In  accordance  with  the 
Standards  of  Good  Engineering  Practice, 
It  may  be  controverted  by  affidavit  con- 
taining results  of  actual  measurements 
made  in  accordance  with  the  Standards 
of  Good  Engineering  Practice. 

(di  Any  opposition  to  a  petition  for 
reconsideration  or  rehearing  may  be  filed 
within  10  days  after  the  filing  of  such 
petition. 

(e)  Petitions  for  reconsideration  or 
rehearing  filed  under  this  section  may 
request  (1>  reconsideration,  either  In 
cases  decided  after  hearing  or  In  cases 
of  applications  granted  without  hearing; 

(2)  reargument;  (3)  reopening  of  the 
proceeding;  (4)  amendment  of  any  find- 
ing: or  t5>  such  other  relief  as  may  be 
appropriate.  Such  petition  shall  state 
specifically  the  form  of  relief  sought  and, 
subject  to  this  requirement,  may  con- 
tain alternative  requests.  Each  such 
petition  shall  state  with  particularity  in 
what  respect  the  decision,  order  or  re- 
quirement or  any  matter  determined 
therein  Is  claimed  to  be  unjust,  unwar- 
ranted, or  erroneous,  and  with  respect 
to  any  finding  of  fact  must  specify  the 
pages  of  record  relied  on.  Where  the 
petition  is  based  upon  a  claim  of  newly 
discovered  evidence.  It  must  be  accom- 
panied by  a  verified  statement  of  the 
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facts  relied  upon,  together  with  the  facts 
relied  on  to  show  that  the  petitioner, 
with  due  diligence,  could  not  have  known 
or  discovered  such  facts  at  the  time  of 
the  hearing. 

(f)  The  filing  of  a  petition  for  recon- 
sideration or  rehearing  shall  not  excuse 
any  person  from  complying  with  or 
obeying  any  decision,  order,  or  require- 
ment of  the  Comml-sslon,  or  operate  In 
any  manner  to  stay  or  postpone  the 
enforcement  thereof.  However,  upon 
good  cause  shown  the  Commission  may 
stay  the  effectiveness  of  its  order  or  re- 
quirement pending  a  decision  on  the  pe- 
tition for  rehearing. 

5  1  391    Special  waiver  procedure  rela- 
tive to  broadcast  applications.     (a>   In 
the  case  of  any  broadcast  applications 
designated  for  hearing,  the  parties  may 
request  the  Commission  to  grant  or  deny 
the  application  upon  the  basis  of  the 
information  contained  In  the  applica- 
tions and  other  papers  specified  in  para- 
graph  (b)   of  this  section  without  the 
presentation    of    oral    testimony.      Any 
party  desiring  to  follow  this  procedure 
should  execute  and  file  with  the  Com- 
mission  a   waiver   in   accordance   with 
paragraph  (f  >  of  this  section  and  serve 
copies  on  all  other  parties,  or  a  Joint 
waiver  may  be  filed  by  all  the  parties. 
Upon  the  receipt  of  waivers   from  all 
parties  to  a  proceeding,  the  Commission 
will  decide  whether  the  case  Is  an  ap- 
propriate one  for  determination  with- 
out the  presentation  of  oral  testimony. 
If  it  is  determined  by  the  Commission 
that,  notwithstanding  the  waivers,  the 
presentation  of  oral  testimony  is  neces- 
sary, the  parties  will  be  so  notified  and 
the  case  will  be  retained  on  the  hearing 
docket.    If   the   Commission   concludes 
that  the  case  can  appropriately  be  de- 
cided without  the  presentation  of  oral 
testimony,  the  case  will  be  removed  from 
the  hearing  docket  and  the  record  will 
be  considered  as  clo.sed  as  of  the  date 
the  waivers  of  all  parties  were  first  on 
file  with  the  Commission. 

(b>  In  all  cases  which  are  removed 
from  the  hearing  docket  in  accordance 
with  this  procedure,  the  Commission  will 
decide  the  case  upon  the  basis  of  the 
Information  contained  In  the  applica- 
tions and  any  other  papers  open  to 
public  inspection  on  file  with  the  Com- 
mission fas  of  the  date  the  record  was 
closed)  which  pertain  to  the  applicants 
or  applications  in  question.  The  Com- 
mission reserves  the  right  to  call  upon 
any  party  to  furnish  any  additional  In- 
formation which  the  Commission  deems 
necessary  to  a  prop>er  decision.  Such  In- 
formation shall  be  served  upon  all  par- 
ties. The  waiver  previously  executed  by 
the  parties  shall  be  considered  In  effect 
unless  within  10  days  of  the  service  of 
such  information  the  waiver  Is  with- 
drawn. 

(c)  This  procedure  does  not  In  any 
way  change  the  Commission's-  practice 
with  respect  to  protests.  Any  party,  or 
any  member  of  the  public,  may  file  with 
the  Commission  any  information  con- 
cerning the  applicant  which  bears  upon 
his  qualifications  to  operate  a  station  In 
the  public  Interest.  Where  such  protest 
raises  a  question  of  substance  which 
might  affect  the  granting  of  the  appli- 


cation, the  presentation  of  oral  testimony  relates  to  lack  of  attention  to  or  improp- 
wUl  generally  be  required.  If  the  pro-  er  operation  of  the  transmitter,  the 
test  is  not  of  any  substance  the  Com-  name  and  license  number  of  the  operator 
mission  may  proceed  to  act  upon  the  In  charge  shall  be  given, 
application  without  the  presentation  of  g  j  ^pg  Revocation  of  licenses.  'When- 
oral  testimony.            ^        ^,      „         ,  ever  it  appears  that  grounds  exist  for  rev- 

(d)  In  all  cases  where  the  Commls-  oration  of  license,  as  provided  in  sec- 
slon  issues  a  decision  pursuant  to  this  ^.^^  3^3  (a)  of  the  act.  the  Bureau  of 
procedure  without  boldmg  the  usual  La^  after  conferring  with  the  other  Bu- 
hearlng.  an  opinion  will  be  Issued  by  the  ^^^^  ^j  ^^^^  Commission  prepares  a  re- 
Commission  stating  Its  reasons  for  ts  p^^.^  ^^^^j  ^^^^^^  necessary  papers  which 
grant  or  denial  of  the  individual  appli-  ^^^  presented  to  the  Commission  for  ac- 
cations.  This  decision  shall  have  the  ^.^^  j^  ^^^^  Commission  concludes  that 
same  effect  as  a  proposed  decision  and  ^  revocation  proceeding  should  be  Insti- 
the  procedure  thereafter  to  be  followed  ^^^^j  ^n  order  of  revocation  will  be  is- 
shall  be  the  same  as  In  the  case  of  a  pro-  ^^^  effective  not  less  than  15  days  after 
posed  decision  made  under  the  regular  written  notice  thereof  is  given  the  11- 
hearing  procedure.  censee.     The  order  of  revocation  shall 

(e)  The  Commission  does  not  con-  contain  a  statement  of  the  grounds  and 
strue  this  procedure  as  Involving  any  ^ea.sons  for  such  proposed  revocation 
waiver  by  the  parties  of  the  right  to  ap-  ^^^  ^  ^^^^^^  ^^  ^^^^  licensee's  right  to  be 
peal  to  the  Courts  from  any  adverse  ^^^^^  ^^  g^j^g  ^^^j^  ^^e  Commission  a 
final  decision  of  the  Commls.sion  written  request  for  hearing  within   15 

(f)  The  waiver  provided  for  by  this  ^  ^j^^j.  ^^^^^^^  ^j  .^Id  order.  Upon 
section  shall  be  In  the  following  form:  ^^^  ^^^g  ^j  ^^^j^  written  request  for 

Waivek  hearing  by  said  licensee,  the  order  of  rev- 
Name  of  Applicant -  ocatlon  shall  stand  suspended  and  the 

Call  Letters I"~IIII"""I"-" Commission  will  set  a  time  and  place  for 

Docket  No hearing  and  shall  give  the  licensee  and 

The    undersipued    hereby    requesu    the  other  Interested  parties  notice  thereof. 
CommlBslon  to  consider  Us  application  and  jf  ^0  request  for  hearing  on  any  order 
grant  or  deny  it  in  accordance  with  the  pro-  ^j   revocation   is   made   by   the   licensee 
cedure  prescribed  In  J  1.391  of  the  ComiYils-  i^sj.  ^^om  such  an  order  is  directed 
Bton  8  rules  and  regulations.     It   Is  under-  ,"  .      .1,     ...             *   «■„  ,i,    ♦u^  ^r.^^^  «* 
stood  that  all  the  terms  and  provisions  of  within  the  time  set  forth,  the  order  of 
{  1.391  are  incorporated  In  this  waiver.  revocation  shall  become  final  and  effec- 
tive, without  further  action  of  the  Com- 
procedure  with  respect  to  revocation  mission.    When  any  order  of  revocation 
AND   modification   OF  STATION   LICENSE  j^^j.  become  final,  the  person  whose  li- 
AND  suspension  OF  RADIO  OPERATORS  u-  (.p^sc  has  been  revoked  shall  forthwith 
CENSE  deliver  the  station  license  In  question  to 
§  1.401    Notice  of  violations.    Any  11-  the  inspector  in  charge  of  the  district 
censee  who  appears  to  have  violated  any  in  which  the  station  is  located, 
provision  of  the  Communications  Act  of  5  j  403    Modification  of  licenses. 
1934  or  of  the  rules  and  regulations  of  whenever  it  appears  that  public  interest, 
the   Federal   CommuAications  Commls-  convenience,    and    necessity    would    be 
sion.  shall  be  served  with  a  notice  call-  served,  or  the  provisions  of  the  Com- 
ing the  facts  to  his  attention  and  re-  munications  Act.  or  of  any  treaty  ratified 
questing    a    statement    concerning    the  ^v  tlie  United  States  will  be  more  fully 
matter.    Within  3  days  from  receipt  of  complied  with,  by  the  modification  of  any 
such  notice,  or  such  other  period  as  may  ^^^^^  .station  construction  permit  or  11- 
be  specified,  the  licemee  shall  send  a  cem^o,  the  Bureaus  of  Law  and  Engineer- 
written  answer  direct  to  the  office  of  the  ^^^g  prepare  a  report  and  other  neces.sary 
Commission  originating  the  official  no-  papers  which  are  presented  to  the  Com- 
tice.     If  an  answer  cannot  be  sent  nor  mission  for  action.     If  the  Commission 
an  acknowledgment  made  within  such  concludes  that  proceedings  should  be  in- 
3-day  period  by  reason  of  illne.ss  or  other  stituted.  an  order  will  be  issued  to  show 
unavoidable  circumstances,  acknowledg-  ^au-se  why  such  construction  permit  or 
ment  and  answer  shall  be  made  at  the  license  should  not  be  modified.    Such  or- 
earliest  practicable  date  with  a  satis-  ^^j.  ^^  j-how  cause  shall  contain  a  state- 
factory  explanation  of  the  delay.     The  ment  of  the  grounds  and  reasons  for  such 
answer  to  each  notice  shall  be  complete  proposed  modification,  and  shall  specify 
in  itself  and  shall  not  be  abbreviated  by  viherein  the  said  con.'=t ruction  permit  or 
reference  to  other  communications  or  iicen.se  is  required  to  be  modified.   It  shall 
answers  to  other  notices.    If  the  notice  require  the  licensee  against  whom  It  is 
relates  to  violations  that  may  be  due  to  directed,  to  appear  at  a  place  and  time 
the  physical  or  electrical  characteristics  therein  named  to  show  cause  why  the 
of  transmitting  apparatus,  the  answer  proposed    modification    should    not    be 
shall  state  fully  what  steps,  if  any.  have  jj^a^e  and  the  order  of  modification  is- 
bten  taken  to  prevent  future  violations,  ^^^^     jj  ^^^  licensee  against  whom  the 
and  If  any  new  apparatus  Is  to  be  in-  p^der  to  .show  cause  Is  directed  docs  not 
stalled,  the  date  such  apparatus  was  or-  appear  at  the  time  and  place  provided 
dered,  the  name  of  the  manufacturer,  ^^  gj^j^  o^der.  a  final  order  of  modiflca- 
and  promised  date  of  delivery.    If  the  in-  ^^^^  ^.^all  issue  forthwith, 
stallation  of  such  apparatus  requires  a 

construction  permit,  the  file  number  of  §1.404    Suspension     of     operator 

the  application  shall  be  given,  or  If  a  licenses.    Whenever    It     appears     that 

file  number  has  not  been  assigned  by  grounds  exist  for  suspension  of  an  op- 

the  Commission  such  Identification  shall  erator   license,   as   provided   in   section 

be  given  as  will  permit  ready  identiflca-  303  (m)  of  the  act,  the  Bureau  of  Law 

tlon  thereof.    If  the  notice  of  violation  after  conferring  with  the  other  Bureaus 
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of  the  Commission  prepares  a  report  and 
other  necessary  papers  which  are  pre- 
sented to  the  Commission  for  action.  If 
the  Commission  concludes  that  suspen- 
sion proceedings  .should  be  in.stltuted.  a 
suspension  order  will  be  Issued.  No  order 
of  suspension  of  any  operator's  licen.se 
shall  take  effect  until  15  days'  notice  in 
writing  thereof,  stating  the  cau.se  for  the 
proposed  suspension,  has  been  given  to 
the  operator  licensee  who  may  make 
written  application  to  the  Commission 
at  any  time  within  said  15  days  for  a 
hearing  upon  such  order.  The  notice  to 
the  operator  licensee  shall  not  be  effec- 
tive until  actually  received  by  him.  and 
from  that  time  he  .shall  have  15  days  in 
which  to  mail  the  said  application.  In 
the  event  that  physical  conditions  pre- 
vent mailing  of  the  application  before 
the  expiration  of  the  15-day  period,  the 
application  shall  then  be  mailed  as  .soon 
as  possible  thereafter,  accompanied  by 
a  satisfactory  explanation  of  the  delay. 
Upon  receipt  by  the  Commi.ssion  of  .such 
apphcation  for  hearing,  said  order  of  sus- 
pension shall  be  held  in  abeyance  until 
the  conclusion  of  the  hearing  which  shall 
be  conducted  under  such  rules  as  the 
Commission  shall  deem  appropriate. 
Upon  the  conclusion  of  said  hearing  the 
Commission  may  affirm,  modify,  or  re- 
voke said  order  of  suspension.  If  the 
license  is  ordered  .suspended,  the  oper- 
ator shall  send  his  operator  license  to 
the  office  of  the  Commi.ssion  In  Wash- 
ington. D.  C.  on  or  before  the  effective 
date  of  the  order,  or.  If  the  effective  date 
has  passed  at  the  time  notice  is  received, 
the  license  shall  be  sent  to  the  Commis- 
sion forthwith. 

Stibpart  E — Rules  Relating  to  Appli- 
cations, Reports,  and  Proceedings 
Affecting  Common  Carriers  Under 
Title  II  of  the  Communications  Act  ' 

GENERAL   RULES    RELATING   TO   APPLICATIONS 

§  1.501  Subscription  and  verification 
of  applications.  Each  application  or 
amendment  thereto  shall  be  personally 
.subscribed  and  verified  <  1 )  by  the  party 
filing  such  application  or  amendment, 
or  by  one  of  the  parties,  if  there  be  more 
than  one;  <2)  by  an  officer  of  the  party 
filing  the  application  or  amendment  if 
the  party  be  a  corporation:  Provided, 
however.  That  subscription  and  verifi- 
cation may  be  made  by  the  attorney 
for  the  party  (1)  in  ca.se  of  physical 
disability  of  the  party,  or  <2)  his  abs^encs 
from  the  continental  United  States.  If 
it  be  made  by  a  person  other  than  the 
party,  he  must  set  forth  in  the  verifica- 
tion the  grounds  of  his  belief  as  to  all 
matters  not  stated  upon  his  knowledge 
and  the  reason  why  it  Is  not  made  by  the 
party.  Where  more  than  one  copy  of  an 
application  is  required  to  be  filed  with 
the  Commission,  only  the  original  need 
be  signed  and  verified;  the  copies  may 
be  conformed. 

§  1.502  Full  disclosures.  Each  appli- 
cation shall  contain  full  and  complete 
disclosures  with  regard  to  the  real  party 
or  parties  in  interest  and  as  to  all  mat- 
ters and  things  required  to  be  disclosed 
by  the  application  forms. 


'  Subpart  E  is  issued  pursuant  to  section  8 
(a)  (2)  of  the  Administrative  Procedure  Act. 
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S  1.503  Additional  statements.  The 
Commission  may  require  an  applicant 
to  submit  such  documents  and  written 
statements  of  fact,  under  oath,  as  in  its 
judgment  may  be  necessary. 

{  1.504  Form  of  amendments  to  ap- 
plications. Any  amendment  to  an  ap- 
plication shall  be  subscribed,  verified, 
and  .submitted  in  the  same  manner,  and 
with  the  same  number  of  copies,  as  was 
the  original  application. 

§  1  505  Amendments  of  applications 
ordered.  The  Commission  may  upon  its 
own  motion  or  upon  motion  of  any  party 
to  a  proceeding,  order  the  applicant  to 
amend  his  application  so  a.s  to  make  the 
same  more  definite  and  certain. 

§  1.506  Defective  applications,  (a) 
Applications  whiph  are  defective  with  re- 
spect to  complet':ness  of  answers  to  re- 
quired questions,  execution  or  other  mat- 
ters of  a  purely  formal  character  will 
not  be  received  for  filing  by  the  Com- 
mission, unless  the  Commission  shall 
otherwise  direct,  and  will  be  returned  to 
the  applicant  with  a  brief  statement  as 
to  the  omissions. 

(b)  If  an  applicant  is  reque.sted  by 
the  Commi.ssion  to  file  any  documents  or 
Information  not  included  in  the  pre- 
scribed application  form,  a  failure  to 
comply  with  such  request  will  constitute 
a  defect  in  the  application. 

(c)  Applications  which  are  not  in  ac- 
cordance with  the  Commission's  rules, 
regulations  or  other  requirements  will 
be  considered  defective  unless  accom- 
panied either  (1)  by  a  petition  to  amend 
any  rule  or  regulation  with  which  the 
application  is  in  conflict,  or  <2)  by  a 
request  of  the  applicant  for  waiver  of.  or 
an  exception  to,  any  rule,  regulation  or 
requirement  with  which  the  application 
is  in  conflict.  Such  request  shall  show 
the  nature  of  the  waiver  or  exception 
desired  and  set  forth  the  reasons  in  sup- 
port thereof. 

(d)  Applications  found  to  be  com- 
plete are  accepted  for  filing  and  are  given 
a  file  number. 

5  1.507  Amendments  arid  dismissals 
of  applications,  (a)  Any  application 
may  be  amended  or  dismissed  without 
prejudice  as  a  matter  of  right  prior  to 
the  designation  of  such  appRcation  for 
hearing.  Thereafter,  requests  to  amend 
or  di.smi.ss  without  prejudice  will  be  con- 
sidered only  upon  written  motion  prop- 
erly served  upon  all  parties  of  record. 

(b)  When  leave  to  amend  has  been 
granted  after  an  application  has  been 
designated  for  hearing,  the  application 
will  not  be  removed  from  the  hearing 
docket  unless  the  Motions  Commissioner 
shall  determine  that  the  proposed 
amendment  substantially  affects  the  is- 
sues upon  which  the  application  has  been 
designated  for  hearing  and  orders  that 
the  application  shall  be  removed  from 
the  hearing  docket.  An  amended  appli- 
cation which  has  been  removed  from  the 
hearing  docket  will  be  reexamined  by  the 
Commi.ssion  and  when  necessary  will  be 
redesignated  for  hearing  at  a  subsequent 
time. 

S  1.508  Failure  to  prosecute  applica- 
tions. An  applicant  not  desiring  to  pros- 
ecute his  application  may  request  the 
dismissal  of  same  without  prejudice.     A 


RULES  AND  REGULATIONS 

request  of  an  applicant  for  the  return  of 
an  application  which  has  been  accepted 
for  filing  will  be  considered  as  a  request 
to  dismiss  the  same  without  prejudice. 
Where  an  applicant  fails  to  re.spond  to 
official  correspondence  or  request  for  ad- 
ditional material,  the  application  will  be 
dismissed  without  prejudice. 

§  1.509  Partial  grants.  Where  the 
Commission  without  a  hearing  grants 
any  application  in  part,  or  with  any  priv- 
ileges, terms  or  conditions  other  than 
those  requested,  the  action  of  the  Com- 
mission shall  be  considered  as  a  grant 
of  such  application  unless  the  applicant 
shall,  within  20  days  from  the  date  on 
which  public  announcement  of  such 
grant  is  made,  or  from  its  efifective  date 
if  a  later  date  is  specified,  file  with  the 
Commission  a  written  request  rejecting 
the  grant  as  made.  Upon  receipt  of  such 
request,  the  Commission  will  vacate  its 
original  action  upon  the  application  and 
set  the  application  for  hearing  in  the 
same  manner  as  other  applications  are 
set  for  hearing. 

§  1.510  Inconsistent  or  conflicting  ap- 
plications. When  an  applicant  has  an 
application  pending  or  undecided,  no 
other  inconsistent  or  conflicting  applica- 
tion filed  by  the  same  applicant,  his  suc- 
cessor or  assignee,  or  on  behalf  or  for 
the  benefit  of  said  applicant,  will  be  con- 
sidered by  the  Commission. 

FILING   AND   PROCESSING  OF  APPLICATIONS 

§  1.521  Filing  and  routing  of  appli- 
cations. All  applications  under  Title  II 
of  the  act  are  filed  with  the  Secretary  and 
dated  by  the  Mail  and  Files  Branch  of 
his  Bureau.  All  applications  other  than 
for  special  tariff  permission  are  then 
routed  to  the  Commercial  Licen.se  Branch 
of  the  Bureau  of  the  Secretary,  where 
they  are  given  a  file  number  and  then 
routed  to  the  appropriate  units  of  the 
Bureaus  of  Law,  Accounting  and  Engi- 
neering. Applications  for  special  tariff 
permission  are  routed  to  the  Rates  Divi- 
sion of  the  Bureau  of  Accounting,  where 
they  are  numbered  and  referred  to  the 
appropriate  branches  of  that  Division. 

§  1.522  Application  for  extension  of 
time  in  which  to  file  financial  reports. 
Applications  for  cxten.sions  of  time  in 
which  to  file  annual,  monthly,  and  special 
reports  required  by  the  Commi.ssion 
pursuant  to  sections  211  and  219  of  the 
act  should  be  made  in  writing. 

§  1.523  Application  for  special  tariff 
permission:  procedure  and  application 
form.  Applications  under  section  203  (a » 
of  the  act  for  special  tariff  permission 
shall  be  made  in  the  form  and  manner 
and  with  the  number  of  copies  required 
by  §§  61.151  through  61.153  of  this  chap- 
ter. Final  action  is  taken  by  the  Chief 
Accountant  where  Commission  policy  in 
the  matter  has  been  established,  and  in 
other  cases  the  Commission  acts  upon  the 
recommendation  of  the  Chief  Accountant 
or  upon  the  recommendation  of  the 
Bureaus  of  Law,  Accounting  and  Engi- 
neering. 

§  1.524  Application  for  holding  inter- 
locking offices  or  directorates:  procedure 
and  application  form.  Applications  un- 
der section  212  of  the  act  for  authority 
to  hold  the  position  of  officer  or  director 


of  more  than  one  carrier  subject  to  the 
act  shall  be  made  in  the  form  and  man- 
ner and  with  the  number  of  copies  re- 
quired by  §§62.1.  62.2.  62.11  and  62.21 
through  62.25  inclvusive  of  this  chapter. 
Final  actiiyn  is  taken  by  the  Secretary 
upon  securing  the  approval  of  the  Bureau 
of  Law  where  Commission  policy  in  the 
matter  has  been  established,  and  in  other 
cases  the  Commission  acts  upon  the  rec- 
ommendations of  the  General  Counsel. 

§1.525   Application  for  lines,    (a)  Ap- 
plications under  section  214  of  the  act 
for  authority  to  constrdct  a  new  line, 
extend  any  line,  acquire  or  operate  any 
line  or  extension  thereof,  or  to  engage  in 
transmission  over  or  by  means  of  such 
additional  or  extended  line,  to  furnish 
temporary  or  emergency  service  or  to 
supplement   existing    facilities   shall   be 
made  on  the  form  and  manner  and  with 
the  number  of  copies  required  by  55  63  01 
through  63  06  and  §5  63.51  through  63.54 
of  this  chapter.    In  accordance  with  th3 
delegation  of  authority  provided  for  in 
sections   0.107.   0  108   and   0.142   of   the 
Statement  of  Delegations  of  Authority, 
the  Telegraph  Committee,  the  Telephone 
Committee,  and  the  Secretary,  respec- 
tively, take  final  action  on  these  matters. 
In  other  cases,  final  action  is  taken  by 
the  Commission.     Recommendations  on 
these    applications    are    made    by    the 
Bureau  of  Engineering,  or  by  the  Bureaus 
of  Engineering.  Accounting  and  Law. 

(b)  In  cases  requiring  a  certificate, 
notice  is  given  to  and  a  copy  of  the  appli- 
cation is  filed  with  the  Secretary  of  the 
Army,  the  Secretary  of  the  Navy,  and 
the  Governor  of  each  State  involved. 
Hearing  Is  held  if  any  of  these  parties 
desires  to  be  heard  or  if  the  Commission 
determines  that  a  hearing  should  be  held. 
Copies  of  applications  for  certificates  are 
also  served  upon  the  state  regulatory 
commissions  of  the  states  involved. 

§  1.526     Application    for    dj.scorifJnu- 
ance,  reduction,  or  impairment  of  serv- 
ice.    <a)  Applications  under  section  214 
of  the  act  for  authority  to  di.scontinue. 
reduce  or  impair  service  to  a  community 
or  part  of  a  community  or  for  the  tem- 
porary, emergency  or  partial  discontinu- 
ance, reduction  or  impairment  of  service 
shall  be  made  on  the  form  and  manner 
and  with  the  number  of  copies  required 
by  55  63.51  through  63.54. 5563.60  through 
63.(58,  and  Appendices  A  through  H  of 
Part  63  of  this  chapter.    Posted  and  pub- 
lished notice  shall  be  given  to  the  public 
as  required  by  §  63.67,  §  63.68  or  5  63.90 
of  this  chapter.    In  accordance  with  the 
delegation  of  authority  provided  for  in 
sections  0.107,  0.108.  0.142  %nd  O.HT'bf 
the  Statement  of  Delegations  of  Authori- 
ty, the  Telegraph  Committee,  the  Tele- 
phone Committee,  and  the  Secretary,  re- 
spectively, take  final  action  on  these  mat- 
ters.   In  other  cases,  final  action  is  taken 
by  the  Commi.ssion.    Recommendations 
on  these  applications  are  made  by  the  Bu- 
reau of  Accounting  where  telegraph  serv- 
ice is  involved,  by  the  Bureau  of  Engi- 
neering where  telephone  service  is  in- 
volved, or  by  the  Bureaus  of  Accounting, 
Engineering  and  Law. 

(b)  In  cases  requiring  a  certificate, 
notice  is  given  to  and  a  copy  of  the  ap- 
plication is  filed  with  the  Secretary  of 
the  Army,  the  Secretary  of  the  Navy,  and 
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the  Governor  of  each  State  Involved.  A 
hearing  is  held  if  any  of  thpse  parties 
desire  to  be  heard  or  if  the  Commission 
determines  that  a  hearing  should  be  held. 
Al.so,  copies  of  all  formal  applications 
under  this  section  requesting  authoriza- 
tions are  filed  with  the  Governors  of  the 
States  Involved  and  the  Secretary  of  the 
Army  and  Secretary  of  the  Navy. 

§  1.527  Application  for  consolidation 
of  telephone  companies.  ApiJlications 
under  section  221  (a)  of  the  act,  by  one 
or  more  telephonelcompanies  for  author- 
ity to  consolidate  their  properties  or  a 
part  thereof  into  a  single  company  or  to 
acquire  the  whole  or  any  part  of  the 
property  of  another  telephone  company 
or  other  telephone  companies  or  the  con- 
trol thereof  by  the  purchase  of  securities 
or  by  lease  or  In  any  other  like  manner 
when  such  consolidated  company  would 
be  subject  to  the  Communications  Act 
shall  be  submitted  as  follows: 

(a)  Contents  of  application.  Each 
application  shall  contain  In  narrative 
form  the  following  information: 

(1)  The  exact  name  and  address  of 
each  applicant; 

(2)  A  statement  as  to  whether  each 
applicant  is  a  carrier  .subject  to  the  act 
and  what  change  or  changes  in  status 
will  result  from  the  consummation  of 
the  proposed  transaction; 

(3)  The  name,  title,  and  post-office 
address  of  the  officer  to  whom  corre- 
spondence in  regard  to  the  application 
should  be  addressed; 

(4)  The  Government,  State,  or  Terri- 
tory, under  the  laws  of  which  each  cor- 
porate applicant  was  organized; 

<5)  Detailed  description  of  the  prop- 
erty to  be  acquired,  consolidated,  or 
merged,  and  a  brief  history  of  such  prop- 
erty; 

(6)  In  a  proposed  consolidation  or 
merger,  the  name  of  the  company  result- 
ing therefrom,  the  capitalization  pro- 
posed therefor,  and  the  amount  and  class 
of  capital  stock  and  other  securities  pro- 
posed to  be  issued; 

(7)  The  manner  in  which  the  proper- 
ties, or  control,  will  be  acquired  and  the 
consideration,  in  money  and  otherwise, 
to  be  paid  by  each  applicant; 

(8)  Statement  of  action  of  stockhold- 
ers and  directors  of  each  applicant  ap- 
proving the  proposed  transaction,  giving 
date  and  place  of  each  meeting; 

(9)  Facts  as  to  any  intercorporate  re- 
lations through  holding  companies,  own- 
ership of  securities  or  otherwise,  between 
the  applicants,  or  any  of  them; 

(10)  Reasons  in  general  why  the  pro- 
posed transaction  will  be  of  advantage 
to  the  persons  to  whom  service  Is  to  be 
rendered  and  in  the  public  Interest; 

(11)  The  extent  to  which  the  facili- 
ties to  be  acquired  or  controlled  (by  pur- 
cha.se,  lease,  or  otherwise)  parallel  or 
are  competitive  with  the  facilities  of  the 
proposed  purchaser  or  others; 

(12)  A  statement  as  to  whether  the 
proposed  transaction  has  been  presented 
to  the  regulatory  authority  of  each  state 
in  which  the  property  is  situated,  and. 
if  .so,  with  what  results. 

(b)  Supporting  data  required  with  ap- 
plication. There  shall  be  filed  with  and 
made  a  part  of  the  original  of  each  ap- 
plication under  section  221  (a)  the  fol- 
lowing: 
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(1)  One  copy  of  the  charter,  articles 
of  Incorporation  and  the  bylaws  of  each 
applicant,  duly  certified  (such  copies  as 
are  already  on  file  with  the  Commis- 
sion may  be  incorporated  in  the  appli- 
cation by  reference) ; 

(2)  One  copy  of  resolutions  of  the 
stockholders  or  directors  of  each  of  the 
applicants  approving  the  proposed  trans- 
action, such  resolutions  to  be  properly 
attested  and  accompanied  by  appropri- 
ate excerpts  from  the  minutes,  showing 
the  number  of  votes  cast  for  and  against 
each  such  resolution; 

(3)  Map  or  sketch  indicating  the  fa- 
cilities of  each  telephone  carrier  in  the 
area  involved,  and  the  location  and  own- 
ership g^f  exchange  and  toll  properties 
before  and  after  consummation  of  the 
proposed  transaction; 

(4)  A  recent  balance  sheet  and  an  in- 
come statement  of  each  party  involved; 

( 5 )  A  statement  showing  the  book  cost 
and  related  reserve  amounts  with  respect 
to  the  plant  Items  to  be  acquired  unless 
all  of  the  telephone  plant  Is  Included  In 
the  proposed  acquisition,  consolidation, 
or  merger; 

(6)  Copy  of  any  contract  or  contracts, 
exclusive  of  right-of-way  and  attach- 
ment contracts,  entered  into  between  the 
applicants,  or  any  of  them,  with  respect 
to  any  of  the  telephone  properties  or 
service  included  in  the  proposed  trans- 
action; 

(7)  Any  additional  facts  or  reasons  in 
support  of  the  application. 

(c)  Copies  required.  Fifteen  copies 
shall  be  furnished  to  the  Commission 
for  its  use  and  two  additional  copies  shall 
be  furnished  for  each  additional  State  in 
which  the  property  in  question  Is  located. 
In  addition  a  copy  should  be  served  on 
any  other  party  to  the  proceeding. 

(d)  Procedure.  These  applications 
are  acted  upon  by  the  Commission  after 
a  public  hearing  is  held  thereon.  Rea- 
sonable notice  of  the  hearing  Is  given 
by  the  Commission  to  the  Governor  of 
each  State  In  which  the  physical  prop- 
erty affected,  or  any  part  thereof,  is  sit- 
uated, and  to  the  State  commission  hav- 
ing jurisdiction  over  telephone  compa- 
nies and  to  such  other  per-sons  as  the 
Commission  may  deem  advisable. 

§  1.528  Application  for  corisolidation 
of  domestic  telegraph  carriers,  (a)  Ap- 
plications under  section  222  of  the  act  by 
two  or  more  dome.stlc  telegraph  carriers 
for  authority  to  effect  a  consolidation  or 
merger  or  to  acquire  all  or  any  part  of 
the  domestic  telegraph  properties,  do- 
mestic telegraph  facilities,  or  domestic 
telegraph  operations  of  any  carrier  which 
is  not  primarily  a  telegraph  carrier  shall 
contain  such  information  as  is  necessary 
for  the  Commission  to  act  upon  such  ap- 
plication under  the  provision  of  section 
222  of  the  act. 

(b)  These  applications  are  acted  upon 
by  the  Commission  after  public  hearing. 
Reasonable  notice  In  writing  of  the  pub- 
lic hearing  and  an  opportunity  to  be 
heard  Is  given  by  the  Commission  to  the 
Governor  of  each  of  the  States  in  which 
any  of  the  physical  property  Involved  in 
such  proposed  consolidation  or  merger 
is  situated,  to  the  Secretary  of  State,  the 
Secretary  of  the  Army,  the  Attorney 
General  of  the  United  States,  the  Secre- 
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tary  of  the  Navy,  representatives  of  em- 
ployees where  represented  by  bargain- 
ing representatives  known  to  the  Com- 
mission, and  to  such  other  persons  as  the  - 
Commission  may  deem  advisable. 

§  1.529  Application  with  respect  to 
disposition  of  debit  amounts  in  account 
100.4,  "Telephone  plant  acquisition  ad- 
justment," for  class  A  and  class  B  telC' 
phone  companies  and  in  account  1200, 
"Plant  adjustments"  for  class  C  telephone 
companies.  Sections  31.100:4  (c)  (1)  and 
33.1200  (c)  (1)  of  this  chapter  contain 
provisions  relating  to  the  disposition  of 
such  debit  amounts  In  whole  or  in  part, 
or  for  amortization  over  a  reasonable 
period,  through  charges  to  appropriate 
income  or  surplus  accounts.  If  a  differ- 
ent disposition  is  desired,  application 
therefor  shall  be  made  to  the  Commis- 
sion. Final  action,  in  accordance  with 
established  Commission  policy,  is  taken 
on  such  applications  by  the  Chief  Ac- 
countant; or  such  applications  are  pre- 
sented to  the  Commission  for  action 
upon  the  recommendation  of  the  Chief 
Accountant. 

TARIFFS.  REPORTS.  AND  OTHER  MATERIAL  RE- 
QUIRED  TO  BE   SUBMITTED   BY   CARRIERS 

§  1.541  Tariffs  to  be  filed.  Schedules 
of  charges  required  under  section  203  of 
the  Communications  Act  shall  be  con- 
structed, filed  and  posted  in  accordance 
with  Part  61  of  this  chapter. 

§  1.543  Contracts  to  be  filed.  Copies 
of  carrier  contracts,  agreements,  con- 
cessions, licenses,  authorizations  or  other 
arrangements,  shall  be  filed  in  the  form 
and  manner  and  with  the  number  of 
copies  required  by  §  43.51  of  this  chapter. 

§1.544  Annual  financial  reports,  (a) 
Annual  financial  reports  shall  be  filed  by 
carriers  and  affiliates  as  required  by 
5  43.21  of  this  chapter  on  the  following 
forms : 

(1)  Form  H  (holding  companies). 

(2)  Form  M  (telephone  companies, 
class  A  and  B». 

(3)  Form  O  (wire-telegraph  and 
ocean-cable  carriers,  class  A  and  B). 

(4)  Form  R  (radiotelegraph  carriers, 
class  A  and  B » . 

(5)  Circular  No.  1  (annual  report  of 
holding  companies  having  nominal  in- 
terests in  the  communications  Industry). 

(6)  Circular  No.  2  (miscellaneous 
classes  of  small  communication  carriers) . 

(7)  Circular  No.  3  (class  C  telephone 
carriers). 

(b)  Verified  copies  of  annual  reports 
filed  with  the  Securities  and  Exchange 
Commission  on  Its  Form  10-K,  Form 
1-MD,  or  sucl^  other  form  as  may  be  pre- 
scribed by  that  Commission  for  filing  of 
equivalent  Information,  shall  be  filed  an- 
nually with  this  Commission  by  each  per- 
son Immediately  controlling  any  com- 
munication common  carrier  in  accord- 
ance with  paragraph  (b)  of  §  43.21  of 
this  chapter. 

(c)  Reports  .shall  be  filed  annually  by 
common  carriers  with  respect  to  opera- 
tions of  separate  departments  or  divi- 
sions of  a  holding  company,  servicing,  or 
manufacturing  nature  In  accordance 
with  §  43.21  (c)  of  this  chapter. 

§  1.545  Monthly  financial  reports. 
Monthly  financial  reports  shall  be  filed 
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by  carriers  as  required  by  S  43.31  of  this 
chapter  on  the  following  forms: 

POC  Form  No.  901  (Revised).     (Revenues, 
Expenses,  end  Other  Items— Telephpne). 

FCO  Form  No.  903    (Revenues.  Expenses, 
and  Other  Items— Radiotelegraph). 

FCC  Form  No.  905 A  (Revenues.  Expenses, 
and  Other  Items — Wlrc-telegraph). 

FCC  Form  No.  905B  (Revenues,  Expenses, 
and  Other  Items — Ocean-Cable). 

5  1.546  Reports  on  accounting  officers. 
Reports  by  carriers  shall  be  filed  In  re- 
gard to  responsible  accounting  ofiBcers  in 
accordance  with  §  43.41  of  this  chapter. 

S  1.547  Reports  to  be  filed  under  Part 
31  of  this  chapter.  Reports  shall  be 
filed,  either  periodically  or  upon  the 
happening  of  specified  events,  by  carriers 
under  Part  31  of  this  chapter  in  regard 
to  the  following: 

(a)  31.01-2  (d)  (1)  (2)  (3).  Subac- 
counts, clearing,  temporary  and  experi- 
mental accounts. 

(b>  31.01-2  (e).  Effecting  entries  to 
transfer  the  balances  from  the  old  to  the 
new  system  of  accounts. 

(c)  31.01-5  (b).  Particulars  of  Tel- 
atively  large  delayed  items. 

(d)  31.01-9.  Interpretation  of  pre- 
scribed accounting. 

(e)  31.02-83,  31.138  (0 .  31.609.  Un- 
provided-for  loss  in  service  value  of  plant 
retired  for  causes  not  factors  in 
depreciation. 

(f)  31.1-13  (b).  Amortization  of 
amounts  ordinarily  includible  in  surplus 
and  relating  to  the  refinancing  of  the 
carrier's  securities. 

(g)  31.1-15  (f).  Amortization  of 
amounts  ordinarily  includible  in  surplus 
and  relating  to  the  refinancing  of  the 
carrier's  long-term  debt. 

{h)  31.1-16.     Exchange  of  securities. 
(1)  31.1-16A.    Issuance  or  assumption 
of  nonpar  capital  stock. 

(j)  31  1-16A.  Tran.sfer  of  Surplus  to 
nonpar  capital  stock  account. 

«k)  31.100:4  (b>.  Opening  entry  (and 
basis  of  computations  of  amounts  in- 
cluded) in  account  100.4.  "Telephone 
plant  acquisition  adjustment." 

(1)  31.100:4  (c).  31.172  (b^,  31.614. 
Disposition  of  amounts  included  in  ac- 
count 100.4.  "Telephone  plant  acquisi- 
tion adjustment." 

(m>  31  138  'O,  31  6-64.  Extensive  re- 
placement of  station  apparatus.  Inside, 
drop  and  block  wires. 

«n»  31.2-21  (b)  (3>.  Acquisition  of 
duplicate  or  other  telephone  plant  to  be 
retired. 

(o>  31.2-21  (e).  Substantial  acquisi- 
tion of  telephone  plant. 

(p)  31.2-22  <b)  (10)  (ID  nii).  Inter- 
est for  period  longer  than  6  months  prior 
to  commencement  of  construction,  and 
Interest  during  the  suspension  of 
construction. 

(q>  31.2-24.  Changes  in  list  of  retire- 
ment units. 

(r)  31.2-26  <a)  <b>  (c>.  Continuing 
property-record  plan. 

is)  31.611  (a).  Institution  of  an  em- 
ployment stabilization  program. 

it»  31.672  <d»  tf).  Changes  In  (a> 
pension  plan:  <b>  related  matters;  and 
(c)  accounting  for  pension  costs. 

(u)  Standard  Practices.  CPR:  Section 
1  <b).  Continuing  property-record;  list 
of  accounting  areas  (with  descriptions). 

iv)  CPR:  Section  1  (a).    Continuing 
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property-record:  subsequent  changes  In 
regard  to  Item  (u>. 

(w)  CPR:  Section  4  (a).  Continuing 
property  record  i  Extension  of  period  of 
construction  (prior  to  1937)  as  basis  of 
treatment  of  subaccounts  (or  particular 
accounts)  in  averaging  of  imlt  costs. 

(X)  CPR:  Section  7.  Continuing 
property-record !  Authorization  of  treat- 
ment In  re  specific  periods  or  accounts 
(different  from  that  prescribed)  regard- 
ing age-of-property  records. 

9  1.548  Reports  to  be  filed  under  Part 
33  of  this  chapter.  Reports  shall  be  filed, 
either  periodically  or  upon  the  happen- 
ing of  specified  events,  by  carriers  under 
Part  33  of  this  chapter  In  regard  to  the 
following:  • 

(a)  33.1  (b).  Jurisdictional  matters: 
determination  of  class. 

(b)  33.1  (e).  Adoption  of  accounts 
prescribed  for  class  A  and  class  B  tele- 
phone companies. 

(c)  33.12  (e).  Closing  of  books  on 
other  than  a  calendar-year  basis. 

(d)  33.14.  Interpretation  of  pre- 
scribed accoimting. 

(e)  33.14.  Spreading  of  relatively  large 
amounts  to  prevent  distortion  of  ac- 
counts. 

(f)  33.14  Disposition  of  relatively 
large  delayed  Items. 

(g)  33  21(f).  Issuance  or  assumption 
of  nopar  capital  stock. 

(h»  33.21  (f).  Transfer  of  surplus  to 
nopar  capital-stock  accounts. 

(i)  33.32  (b),  33.1200  (b).  Distribu- 
tion of  cost  of  plant  acquired  to  plant 
and  other  accounts. 

(j)  33.1200  (c),  33.2700  (a\  33  5200. 
Disposition  of  amounts  included  in  ac- 
count 1200,  "Plant  adjustments." 

(k)  33.34(c).  Replacements  of  prop- 
erty lea.sed  from  others. 

(1)  33  65  (d),  33.1890  (O,  33.2600  (b). 
Unprovided-for  loss  In  service  value  of 
plant  retired  for  causes  not  factors  in 
depreciation. 

(m)  33.1890  (c).  Extensive  retire- 
ments of  .station  apparatus  and  Inside, 
drop,  and  block  wires. 

(n)  33.2800  (b).  Transfer  of  credit 
amounts  from  account  2800,  "Contribu- 
tions of  telephone  plant." 

(o)  33.81  Revision  of  list  of  units  of 
property. 

§  LM9  Reports  to  be  filed  under  Part 
34  of  this  chapter.  Reports  shall  be  filed, 
either  periodically  or  upon  the  happen- 
ing of  specified  events,  by  carriers  under 
Part  34  of  this  chapter  in  regard  to  the 
following : 

(a)  34  03-5  (b)  (3).  Subaccounts, 
clearing,  temporary  and  experimental 
accounts. 

(b)  34.03-6.  Effecting  entries  to 
transfer  the  balances  from  the  old  to  the 
new  system  of  accounts. 

(c)  34  03-11.  Interpretation  of  pre- 
scribed accounting. 

(d)  34.03-13.  Particulars  of  rela- 
tively lanre  delayed  Items. 

(e)  34  04-4  (b).  34.1910.  Unprovided- 
for  loss  in  service  value  of  plant  retired 
for  cau-ses  not  factors  In  depreciation. 

(f)  34  10-8.  Exchange  of  securities. 

(g)  34.10-9  (O.  (a)  Issuance  of  no- 
par capital  stock;  (b)  transfer  of  sur- 
plus to  no-par  capital  stock  account;  (c) 
reduction  of  capital  surplus  by  use  of  no- 


par capital  stock  account:  and  (d)  re- 
duction of  capital  stock  issued. 

(h)  34.10-10  (c).  Historical  and  de- 
tailed analysis  of  capital  surplus  for 
prior  periods  (ended  December  31.  1939) . 
(1)  34.10-14  (f).  Amortization  of 
amounts  ordinarily  Includible  in  income 
accounts  and  relating  to  refinancing  of 
carrier's  long-term  debt. 

(j)  34.1510  (e),  34.1520  (b).  34.4920 
(a).  34.5255  (a),  Dispo.sition  of  amounts 
Included  In  account  1510.  "Plant  acquisi- 
tion adjustments." 

(k)  34.1515  (b).  Relief  from  manda- 
tory charges  to  account  6299,  "Other  ex- 
traordinary Income  charges."  to  create 
a  credit  balance  (at  January  1,  1940)  in 
account  1515,  "Allowance  for  deprecia- 
tion—Radiotelegraph plant,"  equal  to 
sustained  depreciation  of  owned  plant. 

(1)  34.1520  JO.  Relief  from  manda- 
tory charges  to  accoimt  6299  to  create  a 
credit  balance  (at  January  1,  1940)  in 
account  1520.  "Allowance  for  amortiza- 
tion—Radiotelegraph plant."  equal  to 
the  expired  service  value  of  certain  in- 
tangibles. 

(m)  34.1599  (d).  34.5089  (d>.  Changes 
in  optional  procedure  adopted  for  re- 
cording foreign  Investments  and  for- 
eign Income. 

(n)  34.1935  ^a).  Relief  from  manda- 
tory charges  to  account  6299  of  amounts 
cleared  from  account  1935.  "Preliminary 
survey  and  investigation  charges."  and 
applicable  to  abandoned  projects. 

(0)  34  2220  (a)  (c).  34.4198  (a).  In- 
stitution of  a  program  for  equalization  of 
maintenance  expen.ses. 

(p)  34.2225  (c).  Relief  from  manda- 
tory charges  to  account  6299  to  create 
a  credit  balance  (at  January  1.  1940)  in 
account  2225.  "Provisions  for  deprecia- 
tion and  replacement  of  operated  plant 
leased  from  others."  equal  to  the  expired 
service  value  of  plant  lea.sed  from  others, 
(q)  34.2515  (b).  Transfer  of  credit 
amounts  from  account  2515,  "Contribu- 
tions of  plant." 

(r)  34.1-2  (d)  (3).  Acquisition  of 
duplicate  or  other  plant  to  be  retired. 

(s)  34.1-2  (g).  Substantial  acquisi- 
tion of  plant. 

(t)  34.1-2  (g),  34.91  (b).  Clearance 
date  for  plant  acquisition  entries. 

(u)  3^.1-3  (c)  (8).  Interest  during 
the  suspension  of  construction. 

(v)  34.1-5  (g».  Disposition  of  de- 
ferred charges  and  credits  relating  to 
plant  lea.ses  terminated. 

(w)  34  1-6  (f).  Disposition  of  bal- 
ances in  account  2225  and  account  2230. 
"Leased  operated  plant  retired."  relating 
to  each  expired  lease  of  plant  from 
others. 

(X)  34.1-8.  Continuous  property-rec- 
ord plan. 

(y)  34  4435  (d)  (f>.  Changes  In  (») 
pension  plan,  (b)  related  matters,  and 
(c)  In  accounting  for  pension  cost. 

(z)  34.4950.34.5260.  Revenue-contract 
payments. 

(aa)  34.9010  (Note).  Relief  from 
mandatory  charges  to  account  6299  of 
amounts  cleared  from  account  9010, 
"Research  and  development— Undistri- 
buted," and  applicable  to  abandoned 
projects. 

(bb)  34.1-6-1  (b).  Revision  of  list  of 
retirement  units. 
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(cc)  34.1-6-1  (b)  (d).  Changes  in  list 
of  retirement  units  (due  45  days  after 
June  30,  December  31). 

S  1.550  Reports  to  be  filed  under  Part 
35  of  this  chapter.  Reports  shall  be  filed, 
either  periodically  or  upon  the  happening 
of  specified  events,  by  carriers  under  Part 
35  of  this  chapter  In  regard  to  the  fol- 
lowing: 

(a)  35.03-5  (b)  (3).  Subaccounts, 
clearing,  temporary  and  experimental 
accounts. 

(b)  35.03-6.  Effecting  entries  to 
transfer  the  balance  from  the  old  to  the 
new  system  of  accounts. 

(c)  35.03-11  (b).  Interpretation  of 
prescribed  accounting. 

(d)  35.03-13.  Particulars  of  rela- 
tively large  delayed  items. 

(e)  35.04-4,  35.1910.  Unprovided-for 
loss  In  service  value  of  jriant  retired  for 
causes  not  factors  in  depreciation. 

(f )  35.10-8.     Exc^ange  of  securities. 

(g)  35.10-9  (c).  (a)  Lssuance  of  no- 
par capital  stock;  (b)  transfer  of  surplus 
to  nopar  capital  stock  account;  (c)  re- 
duction of  capital  surplus  by  use  of  no- 
par capital  stock  account;  and  (d)  reduc- 
tion of  capital  stock  Issued. 

(h)  35.10-10  (c).  Historical  and  de- 
tailed analysis  of  capital  surplus  for  pe- 
riod ended  December  31,  1942. 

(I)  35.10-14  (f).  Amortization  of 
amounts  ordinarily  includible  in  income 
accounts  and  relating  to  refinancing  of 
company's  long-term  debt. 

(J)  35.1510  (d).  35.1520  (b),  35.4920 
(a) ,  35.5255  (a) .  Diapositlon  of  amounts 
Included  In  account  1510,  "Plant  acquisi- 
tion adjustments.- 

(k)  35.1515  (b).  Relief  from  manda- 
tory charges  to  account  8120  "Extraordi- 
nary current  Income  charges,"  to  create 
a  credit  balance  In  account  1515  "Allow- 
ance for  depreclatlon-wire-telegraph  and 
ocean-cable  plant,"  equal  to  the  sus- 
tained depreciation  at  January  1, 1943,  of 
owned  plant. 

<1)  35.1520  (c).  Relief  from  manda- 
tory charges  to  account  6120  to  create  a 
credit  balance  in  account  1520  "Allow- 
ance for  amortization -wire -telegraph 
and  ocean-cable  plant,"  equal  to  the  sus- 
tained depreciation  at  January  1, 1943,  of 
owned  plant. 

<m)  35.1545  (b).  Disposition  of 
amounts  Included  in  account  1545,  "Plant 
adjustments." 

(n)  35.1599  (d),  35.5089  (d).  Changes 
In  optional  procedure  adopted  for  re- 
cording foreign  investments  and  foreign 
income. 

<o)  35.1935  (a).  Relief  from  manda- 
tory charges  to  account  6120  of  amounts 
cleared  from  account  1935,  "Preliminary 
survey  and  Investigation  charges,"  and 
applicable  to  abandoned  projects. 

(p)  35.2220  (a)  (c).  35.4180.  Institu- 
tion of  a  program  for  equalization  of 
maintenance  expenses. 

(q)  35.2225  (c).  Relief  from  manda- 
tory charges  to  account  6120  to  create  a 
credit  balance  (at  January  1,  1943)  in 
account  2225,  "Provisions  for  deprecia- 
tion and  replacement  of  operated  plant 
leased  from  others." 

(r)  35.2515  (b).  Transfer  of  credit 
amounts  from  account  2515,  "Contribu- 
tions of  Plant." 

(s)  35.1-1  (f).  Reclassification  of 
plant;  and  statement  of  amounts  in  ac- 
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counts  before  and  after  reclassification 
(at  January  1,  1943). 

(t)  35.1-2  (e).  Acquisition  of  dupli- 
cate or  other  plant  to  be  retired. 

(u)  35.1-2  (h).  Substantial  acquisi- 
tion of  plant.      \ 

(V)  35.1-2  (h);  35.91  (b).  Clearance 
date  for  plant  acquisition  entries. 

(w)  35.1-3  (c)  (8 ».  Interest  during  the 
suspension  of  construction. 

(x)  35.1-5  (g).  Disposition  of  deferred 
charges  and  credits  relating  to  plant 
leases  terminated. 

(y )  35.1-6  (k) .  Disposition  of  balances 
in  account  2225  and  accoimt  2230, 
"Leased  operated  plant  retired,"  relating 
to  expired  leases  of  plant  from  others. 

(z)  35.1-8  (b).  Continuous  property- 
record  plan. 

(aa)  35.4327  (d)  (f).  Changes  In  (a) 
pension  plan,  (b)  related  matters,  and 
(c)  accounting  for  pension  costs. 

(bb)  35.9011  (b).  Relief  from  manda- 
tory charges  to  account  6120  of  amounts 
cleared  from  account  9011.  "Research 
and  development  clearing  account,"  and 
applicable  to  abandoned  projects. 

(cc)  35.1-6-1  (b).  Revision  of  list  of 
retirement  units. 

(dd)  35.1-6-1  (b)  (d).  Permissive 
changes  in  list  of  retirement  units  (due 
90  days  after  June  30). 

§  1.551  Reports  of  changes  in  depre- 
ciation rates.  Carriers  having  annual 
operating  revenues  in  excess  of  $250,000 
shall  file  reports  relating  to  changes  in 
depreciation  rates  as  required  by  §  43.43 
of  this  chapter. 

S  1.552    Reports  regarding  destruction 
of  records.    Carriers  shall  file  reports  re- 
lating to  the  destruction  of  records  as 
provided  in  5§  42.1  through  42.91  of  tiiis  t 
chapter. 

j  1.553  Reports  regarding  pensions. 
Carriers  shall  file  reports  of  relief  and 
pensions  as  required  by  §  43.42  of  this 
chapter. 

5  1.554  Reports  regarding  foreign  tele- 
graph communication  charges.  Carriers 
engaging  or  participating  in  foreign  tele- 
graph communication  shall  file  state- 
ments In  regard  to  charges  and  divisions 
of  charges  as  required  by  f  43.53  of  this 
chapter. 

S  1.555  Reports  regarding  telegraph 
carrier  services.  Telegraph  carriers  shall 
file  description  of  their  services  as  re- 
quired by  S  43.54  of  this  chapter. 

S  1.556  Reports  regarding  foreign 
communications  negotiations.  Carriers 
engaging  or  participating  in  foreign 
communication  shall  file  statements  in 
regard  to  certain  negotiations  as  required 
by  S  43.52  of  this  chapter. 

(  1.657  Reports  on  traffic,  (a)  Com- 
mission Orders  Nos.  85  and  86  require 
International  telegraph  carriers  to  file 
on  FCC  Form  No.  336  and  conmion  car- 
riers engaged  in  radiotelegraph  com- 
munication with  maritime  mobile  sta- 
tions (with  certain  exceptions)  to  file  on 
PCC  Form  No.  337  certain  traffic  infor- 
mation at  periodic  Intervals.  A  complete 
description  of  these  repwrts  is  set  forth 
in  Orders  Nos.  85  and  86. 

(b)  Monthly  and  quarterly  reports 
must  be  filed  with  the  Commission  in 
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connection  with  certain  fixed  public  radio 
service  operations.  No  form  is  pre- 
scribed. A  complete  description  of  the 
contents  of  these  reports  is  contained  in 
§§  6.31  and  6.53  of  this  chapter. 

§  1.558  Reports  under  §  63.04  of  this 
chapter.  Radio  carriers  receiving  au- 
thority under  §  63.04  of  this  chapter  shall 
furnish  quarterly  reports  as  required 
therein. 

§  1.559  Reports  to  be  filed  regarding 
lines.  Carriers  shall  furnish  reports 
under  §  63.54  of  this  chapter  when  a  line 
authorized  to  be  constructed,  acquired  or 
operated  has  been  put  into  service. 

§  1.560  Reports  to  be  furnished  re- 
garding domestic  telegraph  speed  of 
service.  The  Western  Union  Telegraph 
Company  shall  furnish  monthly  reports 
under  §§64.201  through  64.283  of  this 
chapter  in  regard  to  Message  Center 
speed  of  service  and  Origin  to  Destina- 
tion speed  of  service  on  PCC  Forms  No. 
338-A  and  No.  338-B  respectively,  and 
copies  of  instructions  to  field  offices  In 
accordance  with  §  64.226  of  this  chapter. 

RULES  RELATING  TO  COMPLAINTS 

5  1.571  Formal  or  informal  complaints. 
Complaints  filed  under  title  II  of  the  act 
may  be  either  formal  or  Informal. 

§1.572  Informal  complaints.  No  par- 
ticular form  is  prescribed  for  informal 
complaints  but  they  must  be  in  writing, 
subscribed,  and  verified  by  the  complain- 
ant. The  complaint  shall  state  the  name 
and  address  of  the  complainant,  the 
name  of  the  carrier  against  whom  the 
complaint  Is  made,  and  shall  state  as 
definitely  as  po.ssible  the  basis  or  reason 
0  for  the  complaint. 

§  1.573  Action  on  informal  com- 
plaints. Upon  receipt  of  an  informal 
complaint  properly  drawn  and  executed, 
the  Commission  will,  if  its  nature  war- 
rants, take  the  question  up  by  corre- 
spondence with  the  carrier  complained 
of  in  an  endeavor  to  bring  about  satis- 
faction. Such  correspondence  with  the 
carrier  shall  call  upon  It  either  to  satisfy 
the  complainant  or  advise  the  Commis- 
sion of  its  refusal  or  inability  to  do  so 
within  such  time  as  may  be  prescribed. 
If  the  carrier  satisfies  the  complainant. 
It  shall  immediately  notify  the  Commis- 
sion and  file  with  It  proof  of  satisfac- 
tion; whereupon  the  complaint  will  be 
dismissed.  If  the  carrier  refuses  or  is 
unable  to  satisfy  the  complainant  within 
the  time  prescribed.  It  shall  so  notify  the 
Commission,  which  decision  the  Com- 
mission will  forthwith  give  notice  of  to 
the  complainant. 

8  1.574  Resubmission;  6  months'  rule. 
When  an  informal  complaint  has  not 
been  satisfied  pursuant  to  the  foregoing 
rule,  the  complainant  may  either  file  a 
formal  complaint  or  resubmit  his  infor- 
mal complaint  within  6  months  from  the 
date  of  the  Commission's  notice:  Pro- 
vided, however,  That  such  resubmitted 
Informal  complaint  must  contain  new 
material  matter  upon  the  same  caase  of 
action.  The  procedure  prescribed  herein 
for  handling  of  informal  complaints  will 
be  followed  In  case  of  resubmitted  infor- 
mal complaints.  If  such  resubmitted  in- 
formal complaint  or  a  formal  complaint 
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is  filed  with  the  Commission  within  the 
6-month  period,  such  resubmission  or 
filing  will  be  deemed  to  relate  back  to 
the  date  of  the  filing  of  the  original  In- 
formal complaint.  But  reference  to  the 
original  date  of  the  informal  complaint 
must  be  made  in  such  resubmission  or  in 
the  formal  complaint  filed. 

S  1.575  Formal  complaints:  require- 
ments. <a)  Formal  complaints  shall 
contain  the  names  of  all  parties  com- 
plainant and  defendant  in  full,  the  ad- 
dre.ss  of  each  complainant,  and  the  name 
and  address  of  his  attorney,  if  repre- 
sented by  attorney,  and  shall  be  sub- 
scribed and  verified  by  the  complainant. 

«b»  A  form  of  such  complaint  is  as 
follows: 

(This  form  may  be  used  In  cases  to  which 
It  Is  applicable,  with  such  alterations  as  the 
circumstances  may  render  necessary.) 

Complaint 

Before    the   Federal    Communications   Com- 
mission. Washington.  D.  C. 

Complainant 

Docket  No. 

(To  be  Inserted  by  the  Secretary  of  the 
Commission ) 


Complainant 

V. 


Defendant 

The  complainant  (here  Insert  full  name 
of  each  complainant  and  If  a  corporation  the 
corporate  title  of  such  complainant)  respec- 
tively shows: 

(1)  That  (here  state  occupation  and  post-* 
oflBce  address  of  each  complainant ) 

(2)  That  (here  Insert  the  full  name,  occu- 
pation, and  post-offlce  address  of  each  de- 
fendant). 

(3t  That  (here  Insert  fully  and  clearly  the 
specific  act  or  thing  complained  of.  together 
with  such  facts  as  are  necessary  to  give  a  full 
understanding  of  the  situation » . 

Wherefore,  complainant  asks  (here  state 
specifically  the  relief  desired). 

Dated  at —  -  this day  of , 

19—. 


•  (Name  of  each  complainant ) 

(Name  and  address  of  attorney. 
If  any) 

Form   of   Veritication 

being  first  duly  sworn. 

on  oath,  deposes,  and  says: 

That  he  is  the  complainant  (or  one  of  the 
complainants).  In  the  above-entitled  matter; 
that  he  has  read  the  within  and  foregoing 
complaint  and  knows  the  contents  thereof, 
and  that  the  matter  and  things  therein 
stated  are  true  of  his  own  knowledge,  save 
and  except  those  matters  therein  stated  on 
Information  and  belief,  and  as  to  those  he 
believes  them  to  be  true. 

Subscribed  and  sworn  to  before  me 
thU day  of — .  19 

(Notary  public  or  other  proper 
oJlcer) 

{ 1.576  Statement  of  issues;  joinder 
of  causes  of  complaint.  Formal  com- 
plaints shall  be  so  drawn  as  to  advise  the 
Commission  and  the  defendant  fully 
wherein  the  provisions  of  the  act,  or  an 
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order,  rule  or  regulation  of  the  Commis- 
sion have  been  violated,  the  facts  claimed 
to  constitute  such  violation,  and  the  re- 
lief sought.  Two  or  more  grounds  of 
complaint  involving  the  saltte  principle, 
subject,  or  statement  of  facts  may  be  in- 
cluded in  one  complaint,  but  should  be 
separately  stated  and  numbered. 

§  1.577  Notice  of  complaints.  Upon 
"receipt  of  any  formal  complaint  against 
any  common  carrier  subject  to  the  act. 
the  Commission  will  forward  a  copy  of 
the  same  to  such  carrier  together  with 
a  notice  of  the  filing  thereof,  which  no- 
tice shall  contain  an  order  of  the  Com- 
mission calling  upon  the  carrier  to  satisfy 
the  complaint  or  answer  the  same  in 
writing  within  the  time  specified  in  said 
notice,  which  in  no  event  shall  be  less 
than  30  days. 

§  1.578  Charges,  etc.;  specific  refer- 
ences. The  several  charges,  classifica- 
tions, regulations,  or  practices  com- 
plained of  shall  be  set  out  by  specific 
references  to  schedules  of  charges  and 
classifications,  and  also  the  particular 
regulations  or  practices  whenever  that  is 
possible. 

§  1.579  Separate  statement  of  each 
provisio7i  violated.  When  a  violation  of 
more  than  one  provision  of  a  section  of 
the  act  is  alleged,  such  violation  shall  be 
separately  stated  with  respect  to  each 
provision  of  the  act  claimed  to  be  vi- 
olated. 

§  1.580    Allegations:     certainty.       In 
case  recovery  of  damage  is  sought,  the 
complaint   should   contain  appropriate 
allegations  showing  such  data  as  will 
serve  to  identify,  with  reasonable  cer- 
,   tainty,   the   communications  or  trans- 
missions, or  other  services,  in  respect  of 
which  recovery  is  sought  and  shall  state 
(1)   that  the  complainant  makes  claim 
for  reparation;  (2)  the  name  and  address 
of  each  individual  claimant  asking  rep- 
aration;  (3)   the  name  and  address  of 
defendants  against  which  claim  is  made; 
(4)  the  communications,  transmissions, 
or  other  services  rendered,  the  charge 
applied  thereto,  the  date  when  charges 
were  paid,  by  whom  paid,  and  by  whom 
borne;    (5)    the  period  of  time  within 
which,  or  the  specific  dates  when  such 
communicatWBs,  transmissions  or  other 
services  were  rendered;    <6)    points  of 
origin  and  reception  of  such  communi- 
cations or  transmissions,  and  if  the  dam- 
ages sought  to  be  recovered  are  for  serv- 
ices other  than  communications  or  trans- 
missions, then  the  allegations  of  the  com- 
plaint shall  state  the  nature  and  extent 
of  such  services,  the  date  or  dates  when 
rendered,  when  paid  for,  and  by  whom 
borne;  (7)  nature  and  amount  of  injury 
sustained  by  each  claimant;  (8)  if  repa- 
ration is  sought  on  behalf  of  others  than 
the  complainant,  in  what  capacity  or  by 
what   authority  complaint   is  made  in 
their  behalf;  and  (9)  that  claimant  has 
not  filed  suit  In  any  court  on  the  basis 
of  the  same  claim. 

§  1.581  Challenge  of  general  rate  ad- 
justments: reparation.  If  a  general  rate 
adjustment  is  challenged  in  the  com- 

filalnt.   or   many   communications   and 
ransmlssions  or  points  of  origin  and  re- 
ception  are  Involved,   the  Commission 
*wlll  find  and  determine  in  its  report  the 


issues  as  to  violation  of  the  act.  Injury 
thereby  to  complainant,  and  right  to 
reparation.  The  Commission  will  afford 
the  parties  opportunity  to  agree  or  make 
proof  respecting  the  communications, 
transmissions,  or  other  services,  and 
amount  of  reparation  due  under  its  find- 
ings, before  entering  its  order  awarding 
reparation.  In  such  cases,  authenti- 
cated schedules  of  charges.  '  receipts, 
statements,  and  other  exhibits  bearing 
on  details  of  such  communications, 
transmissions,  or  other  services,  for 
which  reparation  is  claimed,  and  the 
amount  claimed  (separately  stated  with 
respect  to  each  communication,  trans- 
mission, or  other  .service  rendered) ,  need 
not  be  produced  at  the  hearing  unless 
called  for  or  needed  to  develop  other 
pertinent  facts. 

§  1.582  Discrimination  specified.  In 
case  unjust  or  unreasonable  discrimina- 
tion is  alleged,  the  charge,  practice, 
classification,  regulation,  facility,  or 
service  complained  of  must  be  clearly 
specified. 

§  1.583  Preference  or  prejudice.  In 
case  undue  or  unreasonable  preference, 
advantage,  or  prejudice  is  alleged,  the 
particular  person,  company,  firm,  cor- 
poration, locality,  or  description  of  traffic 
affected  thereby,  and  the  particular 
preference  or  prejudice  or  disadvantage, 
relied  upon  as  constituting  a  violation, 
shall  be  clearly  specified. 

§1.584  Reparation:  prayer  for.  Rep- 
aration will  not  be  awarded  upon  a  com- 
plaint unless  specifically  prayed  for.  ex- 
cept under  unusual  circumstances  and 
for  good  cause  shown.  Reparation  may 
be  awarded,  however,  upon  a  supple- 
mental complaint  based  upon  the  find- 
ing of  the  Commission  in  the  original 
proceeding. 

8  1.585  Liviitations:  damages  pen- 
dente lite.  The  Commission  will  consider 
as  in  .substantial  avoidance  of  the  stat- 
ute of  limitations,  a  complaint  in  which 
the  complainant  alleges  that  the  matters 
complained  of.  If  continued  in  the  future, 
will  constitute  violations  of  the  act  in  the 
particulars  and  to  the  extent  indicated, 
and  prays  reparation  accordingly  as  to 
charges  which  shall  be  paid  and  borne  by 
complainant  on  all  communications, 
transmissions,  or  other  services  affected 
thereby  occurring  during  the  pendency 
of  the  proceeding. 

§  1.586  Supplemental  complaints — 
(a)  General.  Supplemental  complaints 
may  be  tendered  for  filing  by  the  parties 
complainant,  against  the  parties  defend- 
ant, setting  forth  any  causes  of  action 
under  the  act  alleged  to  have  accrued 
in  favor  of  the  complainants  and  against 
the  defendants  since  the  filing  of  the 
original  complaint. 

(b)  Seeking  damages.  If  recovery  of 
damages  is  sought  by  supplemental  com- 
plaint, it  must  be  filed  with  the  Com- 
mission within  the  statutory  periods 
stated  in  section  415  of  the  act. 

§  1.587  Cross  complaints.  Cross  com- 
plaints alleging  violations  of  the  act  by 
other  carriers,  parties  to  the  proceeding, 
or  seeking  relief  against  them  under  the 
act.  may  be  tendered  for  filing  by  de- 
fendants with  their  answers  and.  upon 
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leave  granted,  will  be  filed  and  served 
by  the  Commission  in  the  manner  pro- 
vided for  serving  complaints. 

5  1.588  Answers  to  complaints  and 
petitions.  Any  party  upon  whom  a  copy 
of  a  complaint,  petition,  or  cross  com- 
plaint is  filed  under  this  subpart  shall 
file  an  answer  within  30  days  after  serv- 
ice ofrthe  complaint.  Such  answer  shall 
be  subscribed  by  the  party  answering 
and  shall  he  so  drawn  as  to  advise  the 
parties  and  the  Commission  fully  and 
completely  of  the  nature  of  the  defense, 
and  shall  admit  or  deny  .«;pecifically  and 
In  detail  all  material  allegations  of  the 
complaint.  Collateral  or  Immaterial  is- 
sues shall  be  avoided  In  answers  and 
every  effort  shall  be  made  to  narrow  the 
Issues.  Matters  alleged  as  affirmative 
defenses  shall  be  separately  stated  and 
numbered.  Any  defendant  falling  to  file 
and  serve  an.swer  within  the  time  and  In 
the  manner  prescribed  will  be  deemed  in 
default,  and  the  Commi.ssion  will  Issue 
an  appropriate  order.  (Counterclaims 
and  set-offa  against  users  of  sei  vice  sup- 
plied by  carriers  are  not  within  the  Jur- 
isdiction of  the  Commission.  •  This  sec- 
tion does  not  apply  to  protests  or 
applications  seeking  .suspensions  of  pro- 
po;  ed  tariff  schedules. 

S  1.5E9  Answers  to  petitions  or 
amended  complaints.  Answers  to  peti- 
tions for  intervention,  or  to  amended 
complaints  filed  and  served  upon  leave 
granted,  need  not  be  sepSirately  made 
unless  the  defendant  so  elects,  and  de- 
fendant's answer  to  the  complaint  will 
be  deemed  Its  answer  to  the  petition  in 
intervention. 

§  1.590  Requests  for  stispension  of 
tariff  schedules.  Requests  for  suspen- 
sions of  tariff  schedules  under  section 
204  of  the  act  will  not  ordinarily  be  con- 
sidered unless  made  in  writing  or  by 
telegram  at  least  10  days  before  the 
effective  date  named  in  the  schedule. 
Requests  for  suspensions  must  Indicate 
the  schedule  affected  by  its  Federal  Com- 
munications Commission  number  and 
give  specific  reference  to  the  items 
against  which  protest  Is  made,  together 
with  a  statement  of  the  grounds  thereof. 
If  such  request  Is  made  by  telegram,  the 
telegram  must  be  followed  and  confirmed 
by  request  In  writing  and  the  telegram 
should  succinctly  state  the  substance  of 
the  matters  to  be  set  forth  in  the  written 
request.  Sixteen  copies  of  each  written 
request  must  be  furnished  to  the 
Commission. 

RULES  CONCERNING  S&OW  CAUSE  ORDERS  AND 
TENTATIVE  VALUATIONS 

5  1.591  Order  to  show  cause,  (a) 
Whenever  the  Commission  desires  to  In- 
stitute a  proceeding  within  Its  Jurisdic- 
tion under  title  11  of  the  act  against  any 
common  carrier.  It  will  commence  Buch 
action  by  serving  upon  the  carrier  an 
order  to  show  cause.  Said  order  shall 
contain  a  statement  of  the  particulars 
and  matters  concerning  which  the  Com- 
mission is  inquiring,  and  the  reasons  for 
such  action,  and  shall  call  upon  the  car- 
rier to  appear  before  the  Commission  at 
a  place  and  time  therein  stated,  and 
answer  and  give  evidence  upon  the  mat- 
ters specified  in  said  order.  The  Com- 
mission may  require  In  said  order,  that 
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the  carrier  file  with  the  Commission  Its 
verified  answer  to  the  order  to  show 
cause,  on  or  before  a  day  certain,  prior 
to  the  hearing  date  therein  fixed,  in  no 
event  less  than  30  days  alter  service  of 
the  order. 

(b)  Any  carrier,  upon  whom  an  order 
to  show  cause  has  been  served  under 
S  1.591  shall  respond  to  the  same  by  filing 
its  answer  within  the  time  specified  in 
.said  order.  Such  answer  shall  be  drawn 
so  as  specifically  to  admit  or  deny  the 
charges  or  allegations  which  may  be 
made  in  said  order,  and  so  as  to  advise 
the  Commission  fully  and  completely 
upon  the  matters  and  things  Inquired  of. 

5  1.592  Protests  of  tentative  valua- 
tions. Protests  in  opposition  to  a  ten-  . 
tative  valuation  shall  be  subscribed  and 
verified  and  shall  contain  a  concise  state- 
ment of  the  essential  elements  of  the 
protest  with  particularity  as  to  the  mat- 
ters concerning  which  protest  is  made. 
Each  object  of  protest  shall  be  set  up  as 
a  separate  item  in  a  separately  numbered 
paragraph  and  the  protest  shall  also  in- 
clude a  statement  of  the  protestant's  in- 
terest in  the  matter  in  controversy. 

SUBPART  F — General  Rules  of  Practice 
AND  Procedure  ' 

GENERAL 

§  1.701  Suspension,  amendment  or 
waiver  of  rules.  The  rules  and  regula- 
tions of  the  Commission  may  be  sus- 
pended, revoked,  modified,  amended,  or 
supplemented,  in  whole  or  in  part,  at  any 
time  by  the  Commission,  subject  to  the 
provisions  of  the  Administrative  Proce- 
dure Act.  Any  provision  of  the  rules  may 
be  waived  by  the  Commission,  if  good 
cau.se  therefor  exists. 

§  1.702  Petition  for  amendment  or 
waiver  of  rules.  Any  Interested  person 
may  petition  for  issuance,  amendment, 
repeal  or  waiver  of  any  rule  or  regula- 
tion. Such  petition  shall  show  the  text 
of  the  proposed  rule,  or  its  change,  and 
set  forth  the  reason  in  support  of  the 
petition. 

§  1.703  Computation  of  time.  In 
computing  any  period  of  time  prescribed 
or  allowed  by  the  Commission's  rules  or 
by  order  of  the  Commission  the  day  of 
the  act.  event,  or  default,  after  which 
the  designated  period  of  time  begins  to 
run  !s  not  to  be  included.  The  last  day 
of  the  period  so  computed  is  to  be  In- 
cluded, unless  it  Is  a  Sunday  or  a  legal 
holiday  or  a  Saturday  on  which  the  Com- 
mission's oflBces  are  not  open,  in  which 
event  the  period  runs  until  the  end  of  the 
next  day  which  Is  not  a  Sunday,  holiday, 
or  Saturday  on  which  the  Commission's 
oflBces  are  not  open.  When  the  period 
of  time  pre.scribed  or  allowed  Is  less  than 
7  days.  Intermediate  Saturdays.  Sundays, 
and  holidays  shall  be  excluded  In  the 
computation.  A  half  holiday  shall  be 
considered  as  other  days  and  not  as  a 
holiday. 

personal  appearances:  practitioners 

§  1.711  Appearances.  Any  person 
appearing  before  the  Commission  or  any 
of  Its  representatives  may  be  heard  in 


1  Subpart  F  Is  issued  pursuant  to  sec.  3  (a) 
(2)   of  the  Administrative  Procedure  Act. 


769 

person  and  may  be  accompanied,  rep- 
resented and  advised  by  counsel. 

§  1.712  Authority  for  representation. 
Any  per.son,  in  a  representative  capacity, 
transacting  business  with  the  Commis- 
sion, may  be  required  to  shew  his  author- 
ity to  act  in  .such  capacity. 

§  1.713  Persons  who  may  be  admitted 
to  practice,  (a)  The  Commission  will 
maintain  a  register  of  attorneys  admit- 
ted to  practice  before  the  Commi.<^.sion. 
Any  attorney  at  law  in  good  standing  ad- 
mitted to  practice  before  any  court  of 
the  United  States,  the  District  of  Colum- 
bia, or  the  highest  court  of  any  State  or 
Territory,  may  register  by  filing  with  the 
Commi.ssion.  an  affidavit  to  this  effect  on 
FCC  Form  No.  786.  Tlie  Commi.ssion 
may.  if  It  so  desires,  require  additional 
proof  of  said  attorney's  qualifications. 

(b>  Any  attorney  at  law  who  has  not 
been  admitted  to  practice  before  the 
Commis.sion  may.  in  the  di.'-cretion  of  the 
Commission  or  the  official  presiding  at 
any  hearing,  be  admitted  for  a  particular 
case  in  which  he  may  be  employed. 

§  1.714  Su.'spension  or  disbarment  of 
attorneys.  The  Commission  may  cen- 
sure, suspend,  disbar,  or  revoke  the  right 
of  any  person  wlio  has  been  admitted  to 
practice  before  it  if  it  finds  that  such 
person  has  in  obtaining  admission  con- 
cealed any  material  facts  with  reference 
to  his  legal  qualifications,  professional 
standing,  character  or  integrity,  or  has 
failed  to  conform  to  recognized  stand- 
ards of  profe.ssional  conduct.  Before 
any  member  of  the  bar  of  the  Commis- 
sion shall  be  censured,  suspended,  dis- 
barred, or  his  right  to  practice  before 
the  Commission  revoked,  charges  shall 
be  preferred  by  the  Commission  against 
such  practitioner  and  he  shall  be  afforded 
an  opportunity  to  be  heard  thereon. 

§  1.715  Former  employees.  <a)  No 
member,  officer,  or  employee  of  the  Com- 
mission shall,  within  2  years  after  his 
service  with  the  Commission  is  termi- 
nated, appear  as  attorney  before  the 
Commission  in  any  cause  or  application 
which  he  has  handled  or  passed  upon 
while  in  the  service  of  the  Commisjsion. 

(.b)  No  member,  officer  or  employee  of 
the  Commission  <1)  whose  active  service 
with  the  Commission  has  terminated  but 
who  is  receiving  pay  while  on  annual 
leave  not  taken  prior  to  separation  from 
such  active  service,  or  <2)  who  is  in  any 
other  leave  status,  shall  appear  as  attor- 
ney or  participate  in  the  preparation  or 
handling  of  any  matter  before,  or  to  be 
submitted  to,  the  Commission. 

§  1.716  Appearance  blanks.  Each  at- 
torney representing  a  party  to  any  pro- 
ceeding shall  enter  his  appearance  in 
duplicate  on  the  form  prescribed  for  the 
purpose  by  the  CommLssion  prior  to  par- 
ticipating in  such  proceeding,  which  ap- 
pearance shall  be  made  a  part  of  the 
record. 

PETITIONS    and    other    REQUESTS    FOR 
COMMISSION    ACTION 

§  1.721  General.  Persons  desiring  to 
file  complaints  with  the  Commission  or 
to  request  information  on  file  with  the 
Commission  or  for  any  other  relief  under 
the  Jurisdiction  of  the  Commission  may 
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do  so  either  formally  or  Informally.  For- 
mal submissions  must  be  by  way  of  peti- 
tion which  shall  set  forth  clearly  and 
concisely  the  petitioner's  Interest  and 
facts  supporting  the  relief  sought  and 
must  comply  with  the  Commission's  rules 
concerning  pleadings.  All  other  sub- 
mittals will  be  considered  as  informal 
in  nature. 

S  1.722  Petitions  to  intervene,  (sl) 
Special  rules  governing  petitions  to  inter- 
vene in  matters  arising  under  title  III 
of  the  Communications  Act  are  set  forth 
in  5  1.388. 

<b»  In  all  other  proceedings  persons 
desiring  to  intervene  must  file  a  petition 
setting  forth  the  grounds  of  the  proposed 
Intervention,  the  position  and  Interest 
of  the  petitioner,  in  the  proceeding,  the 
facts  on  which  the  petitioner  bases  his 
claim  that  his  intervention  will  be  in 
the  public  Interest.  If  a  proper  show- 
ing is  made,  the  Commission  will  grant 
the  petition  and  permit  participation  in 
the  proceedings.  If  the  facts  warrant, 
the  Commission  may  limit  participation 
by  such  persons  to  particular  issues  or 
to  a  particular  stage  of  the  proceedings. 
The  granting  of  a  petition  to  intervene 
shall  not  have  the  effect  of  changing  or 
enlarging  the  issues  which  shall  be  those 
specified  in  the  Commission's  notice  of 
hearing  unless  on  motion  the  Commis- 
sion shall  amend  the  same. 

S  1.723  Request  by  nonparties  to  par- 
ticipate in  hearings:  communications  re- 
lating to  applications,  (a)  There  will  be 
maintained  in  the  office  of  the  Secretary 
of  the  Commission  a  record  of  all  com- 
munications received  by  the  Commission 
relating  to  the  merits  of  any  application 
pending  before  the  Commission  request- 
ing the  granting,  renewal,  modification. 
or  revocation  of  any  license  or  construc- 
tion permit,  certificate  of  convenience 
and  necessity,  or  rate  schedule.  Such 
record  shall  show  the  name  ana  address 
of  the  person  making  the  statement  and 
the  substance  of  such  statement.  When 
the  date  of  hearing  has  been  set,  if  the 
matter  is  designated  for  hearing,  the 
Secretary  shall  notify  all  person-s  shown 
by  the  records  to  have  communicated 
with  the  Commission  regarding  the 
merits  of  such  matter  in  order  that  such 
persons  will  have  an  opportunity  to  ap- 
pear and  give  evidence  at  such  hearing. 
In  the  case  of  communications  bearing 
more  than  one  signature,  notice  shall  be 
given  to  the  person  first  signing  unless 
the  communication  clearly  indicates  that 
such  notice  should  be  sent  to  someone 
other  than  such  person. 

tb>  No  such  person  shall  be  precluded 
from  giving  any  relevant  material  and 
competent  testimony  at  such  hearing  be- 
cause he  lacks  a  sufficient  interest  to 
justify  his  Intervention  as  a  party  in  the 
matter. 

(c>  No  such  communication  will  be 
considered  by  the  Commission  in  deter- 
mining the  merits  of  any  such  matter, 
nor  shall  any  such  communication  be 
considered  by  any  hearing  officer  unless 
It  has  been  introduced  into  evidence  at 
the  hearing  and  appears  as  a  part  of  the 
record.  The  admi.ssibility  of  any  such 
communication  or  the  Secretary's  record 
of  any  such  communication  shall  be  gov- 
erned by  the  ap,jUcable  rules  of  evidence. 


and  no  such  communication  shall  be  ad- 
missible on  the  basis  of  a  stipulation  un- 
less Commission's  counsel  as  well  as  coun- 
sel for  all  of  the  parties  shall  Join  in 
such  stipulation. 

(d)  Such  communications,  however, 
may  be  considered  by  the  Commission  if 
circumstances  warrant  in  deciding 
whether  or  not  a  matter  shall  be  set 
down  for  hearing  in  cases  where  in  the 
absence  of  such  communication  no  hear- 
ing would  be  required  by  the  Commis- 
sion. 

§  1.724  Petitions  to  consolidate,  (a) 
The  Commission,  upon  motion,  or  upon 
its  own  motion,  will,  where  such  action 
will  best  conduce  to  the  proper  dispatch 
of  business  and  to  the  ends  of  Justice, 
consolidate  for  hearing  d)  any  cases 
which  involve  the  same  applicant  or 
arise  from  the  same  complaint  or  cause, 
or  <2)  any  applications  which  by  rea.son 
of  the  privileges,  terms,  or  conditions 
requested  present  conflicting  claims  of 
the  same  nature. 

(b)  Any  person  filing  an  application 
that  is  mutually  exclu-slve  with  another 
application  or  applications  already  desig- 
nated for  hearing  will  be  consolidated  for 
hearing  with  such  other  application  or 
applications  only  if  the  application  in 
question  is  filed  at  least  20  days  before 
the  date  on  which  the  hearing  on  the 
prior  application  or  applications  is  sched- 
uled. If  the  scheduled  date  is  changed, 
the  date  last  set  shall  govern  in  deter- 
mining the  timeliness  of  an  application 
for  purposes  of  this  subsection. 

§  1.725  Motions  to  enlarge  or  change 
the  issues,  (a)  Special  rules  governing 
motions  to  enlarge  or  change  the  issues 
in  matters  arising  under  title  ni  of  the 
Communications  Act  are  set  forth  in 
§  1.389 

(b>  In  all  other  proceedings,  motions 
to  enlarge  or  change  the  issues  may  be 
filed  by  any  party  to  a  hearing. 

§  1.726  Reconsideration  or  rehearing. 
(a)  Special  rules  relating  to  petitions  for 
reconsideration  or  rehearing  concerning 
matters  arising  under  title  III  of  the 
Communications  Act  are  set  forth  In 
§§  1.386  and  1.390 

(b)  Rules  governing  petitions  for  re- 
hearing in  other  cases  are  set  forth  In 
§§  1.891-1.896. 

(c»  The  Commission  may  on  Its  own 
motion  set  aside  any  action  made  or 
taken  by  It  within  20  days  after  public 
notice  is  given  of  such  action. 

§  1.727  Complaints,  (a)  Special  rules 
governing  complaints  as  to  matters  aris- 
ing under  title  n  of  the  Communications 
Act  are  set  forth  in  §§  1.571-1.590. 

(b)  In  other  matters,  formal  peti- 
tions may  be  filed  complaining  of  any- 
thing done,  or  omitted  to  be  done,  in 
contravention  of  provisions  of  law  or  of 
the  Commission's  rules  and  regulations. 
Upon  the  filing  of  such  a  petition  the 
Commission  will  either  make  an  Investi- 
gation and  issue  a  report  or  will  deny  the 
petition,  setting  forth  the  reasons  there- 
for. Persons  desiring  to  submit  com- 
plaints by  Informal  methods  may  do  so. 
Such  complaints  may.  in  the  Commis- 
sion's discretion  be  investigated  or  other- 
wise acted  upon  In  any  manner  the  Com- 
mission may  deem  expedient;  but  such 


Informal  complaint  shall  not  be  deemed 
to  be  a  formal  complaint  within  the 
meaning  of  this  part,  irrespective  of  any 
action  taken  thereon  by  the  Commission. 

S  1.728  Declaratory  rulings.  The 
Commission  may  in  its  discretion  on  mo- 
tion or  on  its  own  motion  issue  a  declar- 
atory ruling  terminating  a  controversy 
or  removing  uncertainty. 

S  1.729  Adverse  rulings  on  petitions. 
(a)  Whenever  the  Commission  denies  in 
whole  or  in  part  any  petition,  prompt 
notice  thereof  will  be  given.  This  notice 
will  contain  or  be  accompanied  by  a 
statement  of  the  reasons  for  the  Com- 
mission's action  unless  it  is  merely  an 
affirmance  of  a  prior  denial  where  rea- 
sons were  given  or  the  reasons  for  the 
denial  are  self-evident. 

(b)  The  requirements  of  this  section 
shall  apply  only  to  formal  petitions  as 
defined  in  S  1721. 

9  1.730  Oppositions.  Except  as  other- 
wise provided,  any  opposition  to  a  peti- 
tion must  be  filed  within  10  days  after 
such  petition  is  filed  with  the  Commis- 
sion. 

MOTIONS  DOCKIT 

S  1.741  Matters  to  be  heard.  All  mo- 
tions, petitions,  or  matters  In  cases  des- 
ignated for  formal  hearing,  excepting 
motions  and  petitions  requesting  final 
disposition  of  a  case  on  Its  merits,  those 
having  the  nature  of  an  appeal  to  the 
Commission,  and  those  requesting 
change  or  modification  of  a  final  order 
made  by  the  Commission,  shall  be  placed 
upon  the  motions  docket  for  hearing  In 
accordance  with  section  0.112  (c)  of  the 
Statement  of  Delegations  of  Authority. 

§  1.742  Time  of  calling;  continuances. 
The  motions  docket  will  be  called  it  the 
offices  of  the  Commission  at  such  times 
as  the  Motions  Commissioner  may  des- 
ignate, and  the  presiding  officer  shall 
have  the  authority  to  continue  any  mo- 
tion, petition,  or  other  matter  presented 
to  a  future  date,  and  may.  proper  notice 
having  been  given,  hear  any  motion  at 
any  time. 

S  1.743  Time  for  filing  motions.  No 
such  motion,  petition,  or  other  matter 
presented  shall  be  called,  considered,  or 
determined  In  the  absence  of  consent  by 
all  parties  unless  the  same  shall  have 
been  on  file,  accompanied  by  proof  of 
service  upon  all  Interested  parties  with 
the  Commi.ssion  for  a  period  of  4  days. 

§  1.744  Oppositions:  right  to  be  heard. 
During  the  time  specified  In  §  1.743,  any 
party  In  Interest  shall  have  the  right  to 
file  an  opposition  thereto.  Parties  filing 
oppositions  .shall  have  the  right  to  be 
heard  on  the  day  designated  for  hearing 
of  the  motion,  petition,  or  other  matter 
against  which  the  opposition  is  directed. 
Any  party  desiring  to  waive  oral  argu- 
ment on  any  motion,  or  opposition  there- 
to, may  Indicate  such  desire  by  an  ap- 
propriate notation  or  by  a  statemerit  to 
that  eflect  upon  the  call  of  the  docket. 
In  case  oral  argument  Is  waived  by  any 
party,  such  motion  or  opposition  shall 
be  considered  together  with  any  memo- 
randum or  briefs  which  may  be  filed  in 
support  thereof;  and  the  waiving  of  oral 
argument  by  any  party  shall  not  pre- 


clude the  holding  of  oral  argument  by 
any  other  party  desiring  same. 

S  1.745  Adverse  ruling — (a)  Notice 
thereof  and  reason  therefor.  Prompt 
notice  shall  be  given  of  the  denial  in 
whole  or  in  part  of  any  written  appli- 
cation, petition,  or  other  request  of  any 
Interested  person  made  In  connection 
with  any  motions  docket  proceeding. 
Except  where  the  denial  Is  self-explana- 
tory or  Is  merely  the  affirmance  of  a 
prior  denial  where  reasons  have  been 
given,  such  notice  shall  contain  or  be 
accompanied  by  a  brief  statement  of  the 
reasons  for  the  action. 

(b)  Exceptions  thereto.  Where  a  rul- 
ing on  any  written  application,  petition, 
motion,  or  other  matter  Is  adverse  to 
any  Interested  party,  said  Interested 
j)arty  may  except  thereto,  and  when  the 
matter  comes  on  for  the  hearing  of  the 
pvidence,  he  shall  state  into  the  record 
at  such  hearing  that  he  reserves  an  ex- 
ception to  the  ruling  made  by  the  presid- 
ing officer  of  the  motions  docket  and  re- 
quest that  such  exception  be  noted  and 
carried  forward  In  the  record.  In  the 
event  such  Interested  party  falls  to  note 
his  exception  taken  at  the  time  ruling 
was  made  by  the  presiding  officer  of  the 
motions  docket,  such  exception  shall  be 
considered  waived.  Within  2  days  from 
the  date  of  any  ruling  on  any  petition, 
motion,  or  other  matter  by  the  presiding 
officer  of  the  motions  docket,  any  Inter- 
ested party  may  petition  for  a  review 
of  such  ruling  by  a  quorum  of  the  Com- 
mi.ssion. Such  petition  for  review  shall 
not  be  essential  for  the  preservation  of 
any  exception  taken. 

SPECiriCATIONS   AND   SERVICE  OF  PLEADINGS 
AND  OTHER   PAPERS 

5  1.761  Cross  reference.  Rules  gov- 
erning applications  and  reports  under 
title  III  of  the  Communications  Act  are 
contained  in  Subpart  D.  Rules  govern- 
ing applications,  reports  and  complaints 
under  title  II  of  the  Communications  Act 
are  contained  In  Subpart  E  of  this  part. 

5  1.762  Specifications  as  to  pleadings 
and  documents.  All  pleadings  and  docu- 
ments (except  briefs)  filed  In  any  pro- 
ceeding shall,  unless  otherwise  specifi- 
cally provided  herein,  be  on  paper  either 
8  by  10 '2  or  8  4  by  13  or  14  inches,  with 
left-hand  margin  not  less  than  1^2 
inches  wide.  Tills  requirement  shall  not 
apply  to  original  documents,  or  admis- 
sible copies  thereof,  offered  as  exhibits 
or  to  specially  prepared  exhibits.  The 
Impression  shall  be  on  one  side  of  the 
paper  only  and  shall  be  double-spaced, 
except  that  long  quotations  shall  be 
single-spaced  and  Indented.  All  papers, 
except  charts  and  maps,  shall  be  type- 
written or  prepared  by  mechanical  proc- 
essing methods,  other  than  letterpress 
or  printed.  Tlie  foregoing  shall  not  ap- 
ply to  official  publications.  All  copies 
must  be  clearly  legible. 

S  1.763  Briefs.  Briefs  may  be  printed. 
t^TJewrltten,  mimeographed,  or  multi- 
graphed.  Printed  briefs  shall  be  in  10- 
or  12-polnt  type,  on  good  unglazsd  paper. 
5''8  Inches  wide  by  9  inches  long,  with 
Inside  margin  not  less  than  l',2  inches 
wide,  and  with  double-leaded  text  and 
single-leaded  citations.    • 
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§  1.764  Number  of  copies.  Unless 
otherwise  specifically  provided,  an  orig- 
inal and  14  copies  of  all  petitions,  mo- 
tions, pleadings,  briefs  and  other  docu- 
ments required  or  permitted  to  be  filed 
under  the.se  rules  shall  be  furnished  the 
Commi.ssion,  and  one  extra  copy  for  each 
party  to  the  proceeding  when  service  is 
made  by  the  Commission. 

§  1.765  Subscription  and  verification. 
All  petitions,  motions,  pleadings,  briefs, 
and  other  documents  filed  by  any  party 
represented  by  an  attorney,  shall  be 
signed  by  at  least  one  attorney  of  record 
In  his  individual  name,  who.se  address 
shall  be  stated.  A  party  who  Is  not  rep- 
resented by  an  attorney  shall  sign  and 
verify  the  document  and  state  his  ad- 
dress. Except  when  otherwise  specifi- 
cally provided  by  rule  or  statute,  docu- 
ments signed  by  the  attorney  for  a  party 
need  not  be  verified  or  accompanied  by 
affidavit.  The  signature  of  an  attorney 
constitutes  a  certificate  by  him  that  he 
has  read  the  document;  that  to  the  best 
of  his  knowledge,  information,  and  be- 
lief there  Is  good  ground  to  support  it; 
and  that  It  is  not  interpo.sed  for  delay. 
If  a  document  Is  not  signed  or  is^  signed 
with  Intent  to  defeat  the  purpose  of  this 
section,  it  may  be  stricken  as  sham  and 
false  and  the  matter  may  proceed  as 
though  the  document  had  not  been  filed. 
For  a  willful  violation  of  this  rule  an 
attorney  may  be  subjected  to  appropriate 
disciplinary  action.  Similar  action  may 
be  taken  If  .scandalous  or  indecent  mat- 
ter is  Inserted. 

5  1.766  Amendments  to  pleadings. 
Any  pleading  may  be  amended  as  a  mat- 
ter of  right  If  filed  with  the  Commission 
not  less  than  30  days  prior  to  the  date 
set  for  hearing  In  the  proceeding  in 
which  the  pleading  is  filed.  Thereafter, 
requests  for  leave  to  amend  will  be  con- 
sidered only  upon  written  motion. 
Amendments,  amended  pleadings,  or  re- 
quests for  leave  to  amend  must  be  served 
upon  all  parties  of  record. 

§  1.767  Service  of  docuincnts  and 
proof  of  service.  All  pleadings,  petitions, 
motions,  briefs,  or  other  documents  filed 
In  any  proceeding  shall  be  served  by  the 
party  filing  the  same  upon  all  parties  of 
record,  at  or  prior  to  the  date  fixed  by 
these  rules  for  the  filing  thereof,  as 
follows : 

•  a)  Service  upon  common  carriers 
shall  be  made  as  provided  in  section  413 
of  the  Communications  Act  of  1934.  as 
amended. 

<b)  In  all  other  ca.ses  whenever  under 
these  rules  .service  is  required  or  per- 
mitted to  be  made  upon  a  party,  and  such 
party  Is  represented  by  an  attorney  of 
record  In  the  proceeding,  the  service 
shall  be  made  upon  the  attorney.  Serv- 
ice upon  the  attorney  or  upon  a  party 
shall  be  made  by  delivering  a  copy  to  him 
or  by  mailing  it  to  him  at  his  last-known 
address.  Delivery  of  a  copy  within  this 
rule  means:  handing  it  to  the  attorney 
or  to  the  party;  or  leaving  it  at  his  office 
with  his  clerk  or  other  person  in  charge 
thereof;  or.  if  there  is  no  one  in  charge, 
leaving  it  in  a  conspicuous  place  therein. 
or.  if  the  office  Is  closed  or  the  person  to 
be  served  has  no  office,  leaving  It  at  his 
dwelling  house  or  usual  place  of  abode 


with  some  person  of  suitable  age  and 
discretion  then  residing  therein.  Serv- 
ice by  mall  is  complete  upon  mailing. 

Proof  of  service  as  provided  in  the 
foregoing  shall  be  made  by  appropriate 
affidavit  describing  the  service  which 
shall  be  attached  to  the  original  and 
copies  of  which  shall  be  attachefl  to  all 
copies  filed  with  the  Commission.  If 
service  has  been  made  by  delivery  of  a 
copy  to  the  attorney,  written  acknowl- 
edgment thereof  on  the  original  filed  will 
be  considered  proof  of  service;  in  such 
case  an  appropriate  notation  of  such  ac- 
knowledgment shall  be  made  on  all 
copies  filed. 

(c)  Applications  under  title  II  of  the 
Commimicatlons  Act,  which  require 
service,  and  formal  complaints,  supple- 
mental complaints,  cross  complaints,  and 
amended  complaints  under  title  n  will 
be  served  by  the  Commission.  Service 
by  the  Commission  upon  common  car- 
riers shall  be  by  leaving  a  copy  of  any 
document  requiring  service  with  the  des- 
ignated agent  of  such  carrier  at  his  office 
or  asual  place  of  residence  in  the  Di.strict 
of  Columbia,  and  If  no  such  agent  is  des- 
ignated, then  service  may  be  made  by 
posting  such  notice,  process,  order,  deci- 
sion, or  pleading  in  the  office  of  the 
Secretary  of  the  Commission. 

§  1.768  Withdrawal  of  papers.  The 
granting  of  a  request  to  dismiss  or  with- 
draw an  application  or  a  pleading  does 
not  authorize  the  removal  of  such  ap-  - 
plication  or  pleading  from  the  Commis- 
sion's records.  No  application  or  other 
document  once  officially  filed  shall  be  re- 
turned unless  the  Commi.ssion  shall,  for 
good  cause  shown,  order  such  return. 

Subpart  G — Rules  Relating  10 
Hearings  ' 

general 

§1.801  Classes  of  hearings,  fa)  Hear- 
ings before  the  Commission  may  be  for- 
mal or  informal. 

<b»  The  Commission  may  upon  peti- 
tion by  any  person  or  upon  its  own  mo- 
tion hold  such  Informal  hearings  as  It 
may  deem  necessary  from  time  to  time  In 
connection  with  the  Investigation  of  any 
matter  which  It  has  power  to  investigate 
under  the  law.  or  for  the  purpose  of  ob- 
taining information  necessary  or  helpful 
in  the  determination  of  its  policies,  the 
carrying  out  of  its  duties  or  the  formula- 
tion or  amendment  of  its  rules  and  reg- 
ulations. For  such  purposes  It  may  sub- 
pena  v/itnesses  and  require  the  produc- 
tion of  testimony  as  in  formal  hearings 
but  the  procedure  to  be  followed  shall  be 
informal  and  such  as  in  the  opinion  of 
the  Commi-^sion  will  best  serve  the  pur-  ** 
poses  of  such  hearing. 

(c»  The  Yules  as  to  formal  hearings 
are  set  forth  below. 

§  1.802  Official  reporter;  transcript. 
The  Commission  will  designate  from 
time  to  time  an  official  reporter  for  the 
taking  down  and  transcribing  of  its  pro- 
ceedings. No  transcript  of  the  testimony 
taken,  or  argument  had,  at  any  hearing 
will  be  furnished  by  the  Commission,  but 
will  be  open  to  inspection  under  section 


'  Subpart  G  is  Issued  pursuant  to  sec.  3  (a) 
(2)  of  the  Administrative  Prccedure  Act. 
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0.206  of  the  Statement  of  Places  for  Sub- 
mitting Applications  and  Other  Re- 
quests and  Securing  Public  Information. 
Such  transcript.  If  desired,  must  be  ob- 
tained from  the  oflBcial  reporter  upon 
payment  of  the  charges  therefor. 

§  1.803  Notice  of  hearing.  Reasonable 
notice"of  hearing  will  be  given  to  all  par- 
ties to  a  proceeding.  Such  notice  shall 
Include: 

(a)  A  statement  as  to  the  time,  place 
and  nature  of  the  hearing.  Where  the 
time  and  place  cannot  be  designated  in 
the  Initial  notice,  the  notice  will  indicate 
that  the  time  and  place  will  be  desig- 
nated by  subsequent  notice. 

(b»  A  statement  as  to  the  legal  au- 
thority under  which  the  hearing  Is  to  be 
held. 

<c)  A  statement  of  the  matters  of  fact 
and  law  Involved  in  the  hearing. 

PROCEEDINGS  PRELIMINARY  TO  HFARINO 

§  1.811  Continuances  and  extensions. 
Continuance  In  respect  to  any  proceed- 
ing or  hearing  pending  before  the  Com- 
mission and  extensions  of  time  for  mak- 
ing any  filing  or  performing  any  act  re- 
quired or  allowed  to  be  done  within  a 
specified  time  may  be  granted  upon  mo- 
tion for  good  cause  shown  except  where 
the  time  for  i>erformance  or  filing  is  lim- 
ited by  statute. 

§  1.812  Postponement  or  change  of 
place.  The  Commission  or  the  presiding 
officer  at  a  hearing  may.  after  opening 
any  hearing  pursuant  to  notice,  recess  or 
adjourn  the  same  for  such  time  as  may 
be  necessary,  or  change  the  place  thereof. 

§  1.813  Motions  itwolving  delay.  Re- 
quests for  continuance  shall  show  dili- 
gence by  the  moving  party  and  shall  be 
made  at  .such  time  and  In  such  manner 
as  to  avoid  unnecessary  hardship  or  ex- 
pense to  the  parties  to  the  proceeding. 

§  1.814  Prehearing  conferences,  'a) 
Whenever  time,  the  nature  of  the  pro- 
ceeding and  the  public  interest  permit, 
the  Commission  on  motion  of  any  party, 
or  on  its  own  motion  may  direct  the 
parties  or  their  attorneys  to  appear  be- 
fore a  member  of  the  Commission,  or  a 
designated  official,  at  a  specified  time  and 
place  for  a  conference,  prior  to  or  during 
the  course  of  a  hearing,  or  in  lieu  of  per- 
sonally appearing  to  submit  .suggestions 
in  writing,  for  the  purpose  of  considering, 
among  other  things,  the  following 
matters : 

( 1  >   The  simplification  of  issues; 

(2>  The  necessity  or  desirability  of 
amending  the  pleadings  either  for  the 
purpose  of  clarification,  amplification,  or 
limitation; 

<3>  The  possibility  of  making  admis- 
sions of  certain  averments  of  fact  or 
stipulations  concerning  theiise  by  either 
or  both  parties  of  matters  of  public  rec- 
ord to  the  end  of  avoiding  the  unneces- 
sary introduction  of  proof; 

(4>   The  procedure  at  the  hearing; 

<5)  Tlie  limitation  of  the  number  of 
witnesses; 

<6>  The  propriety  of  prior  mutual  ex- 
change between  or  among  the  parties  of 
prepared  testimony  and  exhibits; 

(7)  Offers  of  settlement  or  proposals 
of  adjustment. 

<  b  >  Action  taken  at  the  conference,  in- 
cluding a  recitation  of  the  amendments 


RULES  AND  REGULATIONS 

to  the  pleadings,  and  agreements  mad« 
by  the  parties  as  to  any  of  the  matters 
considered  and  defining  the  issues,  may 
be  recorded  for  appropriate  use  at  the 
hearing. 

DEPOSITIONS 

S  1.821  Request  for  orders  to  take; 
time  of  filing;  contents.  The  Commis- 
sion, either  on  Its  own  motion,  or  on 
formal  notice  of  a  party  to  a  proceed- 
ing, will  Issue  an  order  to  take  deposi- 
tions. Motions  to  take  depositions  shall 
be  filed  with  the  Commission  not  less 
than  15  days  before  the  proposed  date 
for  taking  of  the  depositions,  and  shall 
set  forth  the  names  and  addresses  of 
the  witnesses,  a  specific  statement  as  to 
each  witness  of  the  matters  and  facts 
concerning  which  It  Is  expected  such  wit- 
ness win  testify,  the  place  where,  the  time 
when,  the  officer  before  whom,  and  the 
cause  or  reason  why  such  deposition 
should  be  taken.  Such  motion  shall  be 
accompanied  by  a  proposed  order  In  a 
sufficient  number  of  copies  to  be  served 
on  all  parties.  The  order  shall  state  the 
name  and  address  of  each  witness,  the 
matters  and  facts  concerning  which  It  Is 
expected  such  witness  will  testify,  the 
place  where,  the  time  when  and  the  des- 
ignated officer  before  whom  the  witness 
is  to  testify.  If  said  order  is  allowed,  the 
secretary  shall  mail  a  copy  thereof  to  all 
parties  to  the  proceeding  at  least  7  days 
prior  to  the  date  fixed  for  the  taking  of 
testimony. 

§  1.822  Record  of  examination;  oath; 
objections.  The  officer  before  whom  the 
deposition  Is  to  be  taken  shall  put  the 
witness  on  oath  and  shall  personally,  or 
by  some  one  acting  under  his  direction 
and  In  his  presence,  record  the  testimony 
of  the  witness.  The  testimony  shall  be 
taken  stenographically  and  transcribed, 
unless  the  parties  agree  otherwise.  All 
objections  made  at  the  time  of  the  exam- 
ination to  the  qualifications  of  the  officer 
taking  the  deposition,  or  to  the  manner 
of  taking  it,  or  to  the  evidence  presented, 
or  to  the  conduct  of  any  party,  and  any 
other  objection  to  the  proceeding<;,  shall 
be  noted  by  the  officer  upon  thr  deposi- 
tion. Evidence  objected  to  shall  L-  taken 
subject  to  the  objections.  In  lieu  of  par- 
ticipating In  the  oral  examination,  par- 
ties served  with  notice  of  taking  a  depo- 
sition may  transmit  written  Interroga- 
tories to  the  officer,  who  shall  propound 
them  to  the  witness  and  record  the 
answers  verbatim. 

§1.823  Submission  to  witness; 
changes:  signing.  When  the  testimony 
Is  fully  transcribed  the  depo.sltion  of  each 
witness  shall  be  submitted  to  him  for 
examination  and  .shall  be  read  to  or  by 
him.  Any  changes  in  form  or  substance 
which  the  witness  desires  to  make  shall 
be  entered  upon  the  deposition  by  the 
officer  with  a  statement  of  the  reasons 
given  by  the  witness  for  making  them. 
The  deposition  shall  then  be  signed  by 
the  witne.ss.  unless  the  parties  by  stipu- 
lation waive  the  signing  or  the  witne.ss 
Is  ill  or  cannot  be  found  or  refuses  to 
sign.  If  the  deposition  Is  not  signed  by 
the  witness,  the  officer  shall  sign  it  and 
state  on  the  record  the  fact  of  the  waiver 
or  of  the  Illness  or  absence  of  the  wit- 
ness or  the  fact  of  the  refusal  to  sign 


together  with  the  reason,  If  any,  given 
therefor;  and  the  deposition  may  then 
be  used  as  fully  as  though  signed,  unless 
upon  a  motion  to  suppress  the  Commis- 
sion holds  that  the  reasons  given  for 
the  refusal  to  sign  require  rejection  of 
the  deposition  in  whole  or  In  part. 

§  1.824  Certification  and  filing  by 
officer;  copies.  The  officer  shall  certify 
on  the  deposition  that  the  witness  was 
duly  sworn  by  him  and  that  the  deposi- 
tion is  a  true  record  of  the  testimony 
given  by  the  witness,  and  that  said  offi- 
cer Is  not  of  counsel  or  attorney  to  either 
of  the  parties,  nor  Interested  In  the  event 
of  the  proceeding  or  investigation.  He 
shall  then  securely  seal  the  deposition 
in  an  envelope  endorsed  with  the  title 
of  the  action  and  marked  "Deposition  of 
(here  Insert  name  of  witness)"  and  shall 
promptly  send  the  original  and  one  copy 
thereof  together  with  the  original  and 
one  copy  of  all  exhibits  by  registered 
mall  to  the  Secretary  of  the  Commission. 

5  1.825  Waiver  of  objections.  Ob- 
jections to  the  form  of  question  and  an- 
swer shall  be  made  before  the  officer  tak- 
ing the  depositions,  and  If  not  so  made, 
shall  be  deemed  waived.  However,  if  no 
representative  of  the  Commission  Is 
present  at  the  taking  of  the  deposition 
of  any  witness,  .such  deposition  shall  be 
received  in  evidence  at  the  hearing  when 
offered  subject  to  such  legal  objection 
by  Commission  counsel  as  may  be  proper. 

§  1.826  Time  of  filing.  All  deposi- 
tions shall  be  filed  with  the  Commission 
not  later  than  3  days  before  the  date 
of  the  hearing  In  which  they  are  to  be 
offered  as  evidence.  The  presiding  offi- 
cer at  any  hearing  may.  on  motion  which 
shall  show  diligence  on  the  part  of  the 
moving  party,  waive  the  requirements 
of  this  section. 

§  1.827  Inclusion  in  record.  (a>  No 
deposition  shall  constitute  a  part  of  the 
record  in  any  proceeding  until  received 
In  evidence  at  a  hearing. 

(b»  The  deposition  of  a  principal  wit- 
ness will  not  be  admitted  In  evidence 
unless  It  is  shown  that  the  witness  is 
dead  or  seriously  111  or  that  the  require- 
ment to  produce  the  witness  at  the  hear- 
ing would  cause  undue  hardship. 

STTBPENAS 

5  1.831  Who  may  sign  and  issue. 
Subpenas  requiring  the  attendance  and 
testimony  of  witnesses,  and  subpenas 
requiring  the  production  of  any  books, 
papers,  schedules  of  charges,  contracts, 
agreements,  and  documents  relating  to 
any  matter  under  investigation  or  hear- 
ing may  be  signed  and  Lssued  as  follows : 
(a)  Hearings  before  the  Comml.ssion 
en  banc  or  before  a  Committee  of  Com- 
missioners: By  any  Commissioner;  (b> 
hearings  before  any  designated  officer 
(1)  by  any  Commissioner;  (2)  the  officer 
designated  to  hear  the  case. 

S  1 832  Requests;  verification  and 
content.  Unless  directed  by  the  Com- 
mission upon  its  own  motion,  subpenas 
will  be  issued  only  upon  request  in  writ- 
ing which  shall  set  forth  the  general  rele- 
vance and  reasonable  scope  of  the  evi- 
dence sought.  Requests  for  subpenas 
to  compel  witnesses  to  produce  documen- 
tary evidence  must  be  subscribed  and 
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verified  and  must  specify  with  particu- 
larity the  books,  papers,  or  documents 
desired,  and  the  facts  expected  to  be 
proved  thereby.  Prompt  notice  will  be 
given  by  the  Commission  of  the  denial 
In  whole  or  in  part  of  a  request  for  a 
subpena  together  with  a  brief  state- 
ment of  the  reason  therefor. 

5  1.833  WitJiess  fees.  Witnesses  who 
are  subpenaed  and  respond  thereto  are 
entitled  to  the  same  fees  Including  mile- 
age as  are  paid  for  like  service  In  the 
courts  of«4he  United  States,  such  fees 
to  be  paid  by  the  party  at  whose  Instance 
the  testimony  Is  taken  at  the  time  the 
Eubpena  Is  served. 

9  1.834  Service  of  subpenas;  return. 
(a )  A  subpena  may  be  served  by  a  United 
States  marshal  or  his  deputy  or  by  any 
other  person  who  is  not  a  party  and  Is 
not  less  than  18  years  of  age.  Service 
of  a  .subpena  upon  a  ijerson  named  there- 
in shall  be  made  by  delivering  a  copy 
thereof  to  such  person  and  by  tendering 
to  him  the  fpes  for  1  day's  attendance 
and  the  mileage  allowed  by  law.  When 
the  subpena  Is  issued  on  behalf  of  the 
United  States  or  an  officer  or  agency 
thereof,  fees  and  mileage  need  not  be 
tendered. 

(b)  If  service  of  the  subpena  is  made 
by  a  person  other  than  a  United  States 
marshal  or  his  deputy,  such  person  shall 
make  affidavit  thereof,  stating  the  date, 
time,  and  manner  of  service;  and  return 
puch  affidavit  on.  or  with,  the  original 
Fubpena  in  accordance  with  the  form 
thereon.  In  case  of  failure  to  make  serv- 
ice the  reasons  for  the  failure  shall  be 
stated  on  the  original  subpena.  In  mak- 
ing service,  the  original  subpena  shall  be 
exhibited  to  the  person  served,  shall  be 
read  to  him  If  he  is  unable  to  read,  and  a 
copy  thereof  shall  be  left  with  him.  TThe 
original  subpena,  bearing  or  accompanied 
by  the  required  return,  affidavit,  or  state- 
ment, shall  be  returned  forthwith  to  the 
Secretary  of  the  Commission,  or.  if  so 
directed  on  the  subpena.  to  the  presid- 
ing officer  before  whom  the  person 
named  in  the  subpena  is  required  to 
appear. 

HEARINGS   AND   DECISIONS 

5  1.841  Applicability.  Sections  1.843, 
1.851  (a)  <b)  (c)  and  (d).  and  1.857  shall 
apply  only  to  cases  which  have  been 
designated  for  hearing  on  or  after  De- 
cember 11.  1946:'  Provided  hoxocver. 
That  these  sections  shall  be  applicable  to 
cases  designated  for  hearing  prior  to 
December  11,  1946  If  consolidated  with  a 
case  designated  for  hearing  on  or  after 
that  date. 

§  1.842  Order  of  procedure.  At  hear- 
ings on  complaint,  petitions,  applica- 
tions, or  other  proceedings  for  instru- 
ments of  authorization  which  the  Com- 
mission Is  empowered  to  issue,  the  com- 
plainant, petitioner,  or  applicant  as  the 
case  may  be.  shall  open  and  close.  At 
hearings  on  Investigation  and  saspcnsion 
proceedings  under  title  II  of  the  act,  the 
respondent  whose  tariffs  are  under  sus- 


•  In  cases  Involving  rule  making  and  the 
Issuance  of  Initial  licenses  the  pre^^idlng  offi- 
cer shall  prepare  a  recommended  decision 
only  If  the  hearing  In  the  case  commenced 
on  or  after  June  11,  1947. 
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pension  shall  open  and  close.  At  hear- 
ings in  all  other  investigations,  the 
respondent  shall  open  and  close.  At  hear- 
ings under  title  III  of  the  act  on  revoca- 
tions and  suspension  of  operator  licenses 
or  modifications  of  licenses  under  section 
312  (b)  of  the  act,  or  other  like  proceed- 
ings Instituted  by  the  Commission,  the 
Commission  shall  open  and  close.  In 
hearings  upon  a  consolidated  record,  the 
Commission  or  presiding  officer  shall  des- 
ignate the  order  of  presentation.  Inter- 
veners shall  follow  the  party  in  whose 
behalf  Intervention  is  made,  and  In  all 
cases  where  the  intervention  is  not  in 
support  of  an  original  party,  the  Com- 
mission, or  presiding  officer,  shall  desig- 
nate at  what  stage  such  interveners  shall 
be  heard. 

S  1.843  Designation  of  presiding  offi- 
cers, (a)  So  far  as  will  be  practicable, 
presiding  officers  shall  be  assigned  to 
cases  in  rotation  with  due  consideration 
for  the  following  factors:  (1)  the  grade 
classification  of  the  presiding  officer,  (2) 
the  nature  of  the  case  to  be  heard,  (3> 
the  specialized  experience  of  the  presid- 
ing officer,  and  <4)  the  extent  of  the  pre- 
siding officer's  workload. 

(b)  Except  where  the  Commission  de- 
termines that  due  and  timely  execution 
of  its  functions  requires  otherwise,  pre- 
siding officers  shall  be  so  designated,  and 
notice  thereof  made  public,  at  least  10 
days  prior  to  the  date  set  for  hearing. 
In  the  event  that  a  presiding  officer  deems 
himself  disqualified  and  desires  to  with- 
draw from  the  case  he  .shall  notify  the 
Commission  of  his  withdrawal  at  least  7 
days  prior  to  the  date  set  for  hearing. 
Any  party  or  any  person  who  has  been 
granted  leave  to  be  heard,  or  the  Gen- 
eral Counsel  of  the  Commission,  may  in 
good  faith  request  the  presiding  officer 
to  withdraw  on  the  grounds  of  personal 
bias  or  other  disqualification.    The  per- 
son seeking  disqualification  shall  file  with 
the  presiding  officer  an  affidavit  setting 
forth  In  detail  the  facts  alleged  to  con- 
stitute grounds  for  disqualification,  and 
the  presiding  officer  may  file  a  response 
thereto.     Such  affidavit  must  be  filed 
within  5  days  of  the  date  set  for  hearing 
or  within  2  days  after  the  presiding  offi- 
cer is  designated,  whichever  is  later,  but 
In  no  event  later  than  the  close  of  the 
first  day  of  the  hearing.    If  the  presiding 
officer  believes  himself  not  disqualified 
he  shall  so  rule  and  proceed  with  the 
hearing.    If  the  person  seeking  disquali- 
fication excepts  from  the  ruling  of  the 
presiding  officer  he  shall  so  state  at  the 
lime  the  ruling  of  the  presiding  officer  is 
made  and  the  presiding  officer  shall  cer- 
tify the  question  together  with  the  affi- 
davit and  any  response  filed  in  connec- 
tion therewith,  to  the  Commission.    The 
Commi-ssion  may  rule  on  the  question 
without  hearing  or  It  may  require  testi- 
mony or  argument  on  the  issues  raised. 
The  affidavit,  response,  testimony  and 
decision  thereon  shall  be  part  of  the 
record  in  the  case.    The  failure  to  file 
an  objection  to  the  presiding  officer  desig- 
nated by  the  Commission  within  the  time 
required  by  this  section,  or  to  file  an 
exception  to  the  ruling  of  the  presiding 
officer  shall  be  deemed  a  waiver  thereof 
by  the  parties  to  the  proceeding. 
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§  1.844  Authority  of  presiding  officers. 
The  functions  of  all  presiding  officers 
shall  be  conducted  in  an  Impartial  man- 
ner. They  shall  have  authority,  with 
respect  to  cases  assigned  to  them,  from 
the  date  of  their  designations  as  presid- 
ing officers  to  date  of  submission  of  their 
decisions  and  transi^r  of  the  cases  to 
the  Commission,  subject  to  the  published 
rules  and  regulations  of  the  Commission 
and  within  its  powers,  to 

( a )  Administer  oaths  and  affirmations, 

(b)  Examine  witnesses, 

(c)  Issue  subpoenas  authorized  by 
law, 

(d)  Rule  upon  offers  of  proof  and  re- 
ceive relevant  evidence  at  any  place  in 
the  United  States  designated  by  the  Com- 
mission. 

(e)  Take  or  cause  depositions  to  be 
taken  whenever  the  Commission  deter- 
mines that  the  ends  of  justice  would  be 
served  thereby, 

(f )  Regulate  the  course  of  the  hear- 
ing, maintain  discipline  and  decorum, 
and  exclude  from  the  hearing  any  person 
found  guilty  of  contemptuous  conduct. 

(g)  Hold  conferences  for  the  settle- 
ment or  simplification  of  the  issues  by 
consent  of  the  parties. 

(h)  Take  any  other  action  necessary 
under  the  foregoing  and  authorized  by 
the  published  rules  and  regulations  of  the 
Commission,  but  no  such  officer  shall  be 
empowered  to  decide  any  motion  offered 
in  the  course  of  a  hearing  to  dismiss  the 
proceeding  or  to  decide  any  other  motion 
which  involves  a  final  determination  of 
the  merits  of  the  proceeding. 

§  1.845  Hearing  before  more  than  one 
person.  Where  more  than  one  person 
is  designated  to  preside  at  a  hearing,  the 
authority  vested  in  a  "presiding  officer" 
under  this  part  shall  be  vested  in  a  ma- 
jority of  the  persons  presiding  at  the 
hearing. 

§  1.846  Closing  of  hearing.  The  rec- 
ord of  hearing  shall  be  closed  by  an  an- 
nouncement to  that  effect,  at  the  hear- 
ing, by  the  presiding  officer  when  the 
taking  of  testimony  has  been  concluded. 
A  hearing  which  has  been  adjourned  may 
not  be  closed  by  such  officer  prior  to  the 
adjourned  date  except  upon  10  days'  no- 
tice to  all  parties  to  the  proceeding  and 
to  the  General  Counsel  of  the  Commis- 
sion. 

5  1 847  Certification  of  transcript. 
After  the  close  of  the  hearing  the  com- 
plete transcript  of  testimony,  together 
with  all  exhibits,  shall  be  certified  as  to 
Identity  by  the  presiding  officer  and  filed 
in  the  office  of  the  Secretary  of  the  Com- 
mission. Notice  of  such  certification 
shall  be  served  on  all  parties  to  the  pro- 
ceedings. 

5  1.848  Corrections  to  transcripts. 
Suggested  corrections  to  transcripts  of 
testimony  as  certified  by  the  presiding 
officer  shall  be  considered  only  if  offered 
within  10  days  from  the  date  of  notice  of 
filing  thereof  In  the  office  of  the  secre- 
tary. Suggested  corrections  .shall  be 
accompanied  by  proof  of  service  thereof 
upon  all  other  parties  to  the  proceeding. 
The  presiding  officer  shall  have  authority 
to  act  on  all  suggested  corrections. 

5  1  849  Findings  and  conclusions  pro- 
posed by  parties.    Within  20  days  from 
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the  date  when  the  record  of  the  hearing 
Is  closed,  each  party  to  the  proceeding 
shall,  and  the  General  Counsel  of  the 
Commission  may,  file  with  the  Commis- 
sion proposed  findings  of  fact  and  con- 
clusions, and  supporting  reasons  there- 
for, accompanied  by  proof  of  service 
thereof  upon  all  fhe  other  parties  par- 
ticipating in  the  hearing.  Failure  to  file 
proposed  findings  of  fact  and  conclu- 
sions by  any  party  within  the  required 
time  shall  be  deemed  a  waiver  by  such 
party  of  any  right  to  participate  further 
In  the  proceeding.  Including  oral  argu- 
ment. If  any  Is  held.' 

§  1.850  Contents  of  findings  proposed 
by  parties.  Such  proposed  findings  of 
fact  shall  be  set  forth  In  serially  num- 
bered paragraphs  and  shall  set  out  In  de- 
tail and  with  particularity  all  basic 
evidentiary  facts  developed  by  the  evi- 
dence (with  appropriate  citations  to  the 
transcript  of  record  or  exhibit  relied  on) 
supporting  the  conclusions  proposed  by 
the  party  filing  same.  Proposed  conclu- 
sions shall  be  separately  stated.  Pro- 
posed findings  of  fact  and  conclusions 
submitted  by  a  person  other  than  an 
applicant  may  be  limited  to  those  Issues 
In  connection  with  the  hearing  which 
affect  the  interests  of  such  person.  Such 
propos'^'l  findings  and  conclusions  may 
be  accompanied  by  briefs  or  memoranda 
of  law. 

S  1.851  Initial,  recommended  and  pro- 
posed decisions,  (a)  Unless  otherwise 
directed  by  the  Commission  the  presiding 
officer  shall  prepare  a  recommended  de- 
cision as  provided  for  In  paragraph  (d) 
of  this  section  which  shall  be  made  public 
and  filed  in  the  docket  of  the  case  simul- 
taneously with  the  Issuance  of  the  Com- 
mission's proposed  decision.* 

(b)  In  such  cases  as  the  Commission 
shall  consider  appropriate  therefor,  the 
order  or  notice  designating  the  presiding 
officer  may  specify  that  such  presiding 
officer  shall  prepare  an  initial  decision  as 
provided  for  in  paragraph  (c)  of  this 
section. 

(c)  In  all  cases  where  the  Commis- 
sion's Initial  decision  is  prepared  by  the 
presiding  officer  pursuant  to  an  order  or 
notice  of  the  Commission,  such  decision 
shall  contain  findings  of  fact  and  conclu- 
sions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  Issues  of 
fact,  law  or  discretion  presented  on  the 
record;  and  the  appropriate  rule,  order, 
sanction,  relief,  or  denial  thereof.  The 
Initial  decision  shall  show  the  ruling  of 
the  presiding  officer  upon  each  relevant 


» In  broadcast  cases,  until  further  notice, 
parties  will  not  be  required  to  file  proposed 
findings  of  fact  and  conclusions  of  law  with 
the  Commission  unless  they  are  speclflcally 
directed  to  do  so  by  thp  Commission.  The 
nonfiling  of  such  proposed  findings  In  broad- 
cast cases  where  there  Is  no  direction  by  the 
Commission  that  they  be  filed  will  not  con- 
stitute a  waiver  by  the  parties  of  any  rights. 
Any  party  not  directed  to  file  proposed  find- 
ings of  fact  and  conclusions  of  law  may  so 
file.  If  he  desires  to  do  so.  by  notifying  the 
Commission  of  his  intention  before  the  rec- 
ord Is  closed. 

*  In  cases  involving  rule  making  and  the 
Issuance  of  initial  licenses  the  presiding  offi- 
cer shall  prepeire  a  recommended  decision 
only  If  the  hearing  in  the  case  commenced 
on  or  after  June  11,  1947. 


and  material  finding  and  conclusion  pro- 
posed by  the  parties.  Whenever  the 
Commission's  initial  decision  is  prepared 
by  the  presiding  officer  no  proposed  de- 
cision will  be  Issued  by  the  Commission. 

(d)  In  cases  where  a  recommended 
decision  is  prepared  by  the  presiding  of- 
ficer, such  decision  shall  contain  findings 
of  fact,  conclusions,  and  the  reasons  or 
basis  therefor,  upon  all  the  material  is- 
sues of  fact,  law  or  discretion  presented 
on  the  record:  the  appropriate  rule,  or- 
der, sanction,  relief,  or  denials  thereof; 
and  recommendations  as  to  what  disposi- 
tion of  the  case  should  be  made.  The 
recommended  decision  shall  be  transmit- 
ted to  the  Commission  and  shall  not  be 
made  public  until  the  Commission  issues 
a  proposed  decision.  After  such  trans- 
mission the  case  shall  be  transferred  to 
the  Commission  and  the  presiding  offi- 
cer's jiu-isdiction  over  the  proceedings 
shall  cease. 

(e)  In  all  cases  where  a  recommended 
decision  is  prepared  by  the  presiding  of- 
ficer (or  where  no  decision  is  prepwired 
by  a  presiding  officer),  the  Commission 
will  issue  a  proposed  decision  containing 
its  proposed  findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact,  law  or  dis- 
cretion presented  on  the  record;  and  the 
appropriate  rule,  order,  sanction,  relief, 
or  denial  thereof.  If  a  recommended 
decision  has  been  prepared  by  the  presid- 
ing officer,  the  Commission  will  append 
It  to  its  proposed  decision  and  Issue  both 
simultaneously. 

(f)  In  the  event  that  a  presiding  of- 
ficer becomes  unavailable  to  the  Com- 
mission after  the  commencement  of  the 
hearing  and  before  the  receipt  of  testi- 
mony has  been  concluded,  the  Commis- 
sion will  designate  a  presiding  officer 
from  the  Hearing  Division  and  shall 
specify  the  type  of  decision,  if  any,  which 
such  presiding  officer  shall  prepare  In 
the  case.  In  cases  Involving  matters  set 
forth  In  5  1857  (b)  such  designee  shall 
be  bound  by  the  provisions  of  S  1857  (a) . 
Where  a  presiding  officer  becomes  un- 
available to  the  Commission  after  the  re- 
ceipt of  testimony  has  been  concluded, 
the  record  shall  be  certified  to  the  Com- 
mission for  decision. 

(g)  The  failure  to  file  an  objection  to 
the  procedure  provided  for  in  this  sec- 
tion at  least  3  days  prior  to  the  date  set 
for  hearing  shall  be  deemed  a  waiver 
thereof  by  the  parties  to  the  proceeding. 

§  1.852  Final  decision  in  lieu  of  pro- 
posed decision.  In  rule  making  or  In 
determining  applications  for  Initial  li- 
censes the  Commission  may  omit  the 
Issuance  of  a  proposed  decision  where  it 
finds  upon  the  record  that  due  and  timely 
execution  of  its  functions  imperatively 
and  unavoidably  so  requires, 

§  1.853  Waiver  of  decisions.  Within 
20  days  after  the  close  of  a  hearing  all 
the  parties  to  the  proceeding  may  stipu- 
late to  waive  the  requirement  that  the 
presiding  officer  prepare  any  decision,  or 
that  the  Commission  issue  a  proposed 
decision,  and  may  request  that  the  Com- 
mission Issue  a  final  order  In  the  case 
with  or  without  findings  of  fact  and  con- 
clusions. If.  In  the  discretion  of  the 
CommLssion,  such  stipulation  and  re- 
quest will  best  conduce  to  the  proper 


dispatch  of  business  and  to  the  ends  of 
Justice,  It  will  comply  with  the  request 
of  the  parties. 

9 1.854  Exceptions:  briefs,  requests 
for  oral  argument,  (a)  Within  20  days 
from  the  date  of  Issuance  of  the  Com- 
mission's Initial  decision  by  the  presid- 
ing officer,  or  the  Commission's  proposed 
decision  (and  presiding  officer's  recom- 
mended decision,  if  any),  the  parties  to 
the  proceeding,  and  the  General  Coun- 
sel of  the  Commission,  may  file  a  state- 
ment In  writing  setting  forth  such  ex- 
ceptions to  said  decisions  or. to  any  part 
of  the  record  or  proceeding  (including 
rulings  upon  all  motions  or  objections) 
as  they  rely  upon.  The  exceptions  shall 
point  out  with  particularity  alleged 
errors  In  the  decisions  and  shall  contain 
specific  reference  to  the  page  of  the 
transcript  of  hearing  or  exhibit  on  which 
the  exception  Is  based.  Objections  to 
the  decisions  not  saved  by  exception  filed 
pursuant  to  this  rule  will  be  deemed  to 
have  been  abandoned  and  may  be  disre- 
garded. 

(b)  Any  party  and  the  General  Coun- 
sel of  the  Commission  may.  within  the 
same  20  days,  file  a  statement  in  support 
of  any  decision.  All  such  statements 
shall  be  similar  in  content  and  form  to 
a  statement  of  exceptions. 

(c)  All  exceptions  and  supporting 
statements  shall  be  accompanied  by  a 
brief  in  support  thereof,  and  may  con- 
tain a  request  for  oral  argument  before 
the  Commission.  Within  10  days  after 
the  filing  by  any  party  of  exceptions  to 
the  decisions,  any  other  party  and  the 
General  Counsel  of  the  Commission  may 
file  a  reply  brief.  If  no  request  for  oral 
argument  Is  made  within  said  30-day 
period  all  parties  shall  be  considered  to 
have  waived  their  right  thereto. 

(d)  Within  5  days  from  the  date  of 
filing  with  the  Commission  of  a  request 
for  oral  argument  by  any  party  to  the 
proceeding,  or  the  General  Coimsel  of 
the  Commission,  all  other  parties  to  such 
proceeding  shall  file  written  notice  of  in- 
tention to  appear  and  participate  In  such 
oral  argument.  Failure  to  file  the  writ- 
ten notice  shall  constitute  a  waiver  of 
the  right  to  present  oral  argument. 

9  1.853  Nujnber  of  copies.  Fifteen 
copies  of  any  prcvosed  findings  of  fact 
and  conclusions,  exceptions,  supporting 
statement  or  briefs  filed  in  connection 
with  the  hearing,  shall  be  filed  with  the 
Commission.  '  ^ 

9  1.856  Final  decision  of  the  Com- 
mission. After  a  full  opportunity  has 
been  afforded  all  parties  for  the  filing 
of  exceptions,  supporting  statements, 
briefs,  and  for  oral  argument,  as  pro- 
vided above,  the  Commission  will  Issue  its 
final  decision.  The  requirements  of 
9  1.851  shall  apply  to  the  final  decision 
of  the  Commission,  and  In  addition,  shall 
show  the  ruling  upon  each  relevant  and 
material  exception  filed  by  the  parties  to 
the  initial  decision  prepared  by  the  pre- 
siding officer  pursuant  to  9  1.851  (b)  and 
(c),  or  to  the  Commission's  proposed  de- 
cision. 

9  1.857  Separation  of  functions,  (a) 
For  hearings  involving  the  matters  listed 
In  paragraph  (b>  of  this  section  there 
shall  be  designated  to  preside  therein  one 


or  more  Commissioners  or  a  presiding 
officer  from  the  Hearing  Division.  Ex- 
cept as  authorized  by  the  provisions  of 
section  5  (c)  of  the  Administrative  Pro- 
cedure Act.  no  such  officers  shall  con- 
sult or  confer  with  any  person  or  party 
on  any  fact  In  Issue  unless  upon  notice 
and  opportunity  for  all  parties  to  par- 
ticipate; nor  shall  such  officers  during 
such  time,  be  responsible  to  or  subject 
to  the  supervision  or  direction  of  any 
officer,  employee,  or  agent  engaged  In  the 
performance  of  Investigative  or  prose- 
cuting functions  for  the  Commission. 
No  officer,  employee  or  agent  engaged  In 
the  performance  of  Investigative  or  pros- 
ecuting functions  for  the  Commission  in 
any  case  shall,  in  that  or  a  factually  re- 
lated case,  participate  or  advise  in  any 
decision  arising  out  of  a  proceeding  set 
forth  In  paragraph  (b)  of  this  section. 

(b)  Paragraph  (a)  of  this  section  shall 
be  applicable  to  hearings  Involving  the 
following  matters,  and  any  other  njatters 
designated  by  the  Commission  on  its  own 
motion  or  on  motion  of  any  party  show- 
ing cause  therefor: 

( 1 )  Proceedings  to  revoke  a  license  or 
permit. 

( 2 )  Proceedings  to  suspend  a  license  or 
permit. 

(3)  Applications  for  renewal  of  li- 
censes, 

(4)  Applications  for  consent  to  the 
assignment  of  a  construction  permit  or 
a  license. 

(5)  Applications  for  consent  to  the 
transfer  of  control  of  a  corporation  which 
holds  a  construction  permit  or  license, 

(6)  Proceedings  Initiated  by  the  Com- 
mission on  its  own  motion,  or  by  any  per- 
son other  than  the  licensee  or  permittee, 
to  modify  a  license  or  permit  with  respect 
to  frequencies,  authorized  power  or  times 
of  operation, 

(7)  Proceedings  In  which  a  matter 
listed  In  this  paragraph  has  been  con- 
solidated for  hearing  with  a  matter  not 
listed  therein. 

(c)  Every  notice  or  order  containing 
the  Commission's  designation  of  presid- 
ing officer  shall  Indicate  whether  this 
section  shall  be^  applicable  to  the  par- 
ticular proceeding.  Any  party  who  ob- 
jects to  such  designation,  or  to  any  other 
procedure  relating  to  the  hearing,  shall, 
at  least  5  days  prior  to  the  date  set  for 
hearing,  file  a  statement  setting  forth  the 
grounds  for  his  objection  and  specifying 
the  procedures  considered  necessary  and 
appropriate  In  the  proceeding.  Any 
other  party  may  file  an  answer,  at  least 
1  day  prior  to  the  date  set  for  hearing, 
to  such  objection  and  specification,  and 
may  set  forth  such  additional  procedure 
as  he  considers  necessary  and  appro- 
priate. The  absence  of  an  objection  by 
any  party  to  the  procedure  designated  by 
the  Commission,  or  proposed  by  any 
other  party,  shall  be  deemed  a  waiver 
thereof. 

9  1.858  The  record.  The  record  shall 
Include  the  transcript  of  testimony  and 
exhibits,  together  with  all  papers  and 
requests  received  for  the  record  in  the 
proceeding. 

XVIDENCE 

S  1.871  Rules  of  evidence.  Except  as 
otherwise  provided  herein,  the  rules  of 
evidence  governing  civil  proceedings  In 


matters  not  Involving  trial  by  Jury  In  the 
courts  of  the  United  States  shall  govern 
formal  hearings  before  the  Commission. 
Such  riiles  may  be  relaxed  In  any  case 
where  the  ends  of  justice  will  be  better 
served  by  so  doing. 

9 1.872  Cumulative  evidence.  The 
introduction  vt  merely  cumulative  evi- 
dence shall  be  avoided,  and  the  number 
of  witnesses  that  may  be  heard  In  behalf 
of  a  party  on  any  Issue  may  be  limited. 

9  1.873  Further  evidence  during  hear- 
ing. At  any  stage  of  a  hearing,  the  pre- 
siding officer  may  call  for  further  evi- 
dence upon  any  issue  and  may  require 
such  evidence  to  be  presented  by  any 
party  to  the  proceeding. 

91.874  Documents  containing  matter 
not  material.  Where  material  and  rele- 
vant matter  offered  In  evidence  Is  em- 
braced In  a  document  containing  other 
matter  not  material  or  relevant,  and  not 
intended  to  be  put  In  evidence,  such  doc- 
ument will  not  be  received,  but  the  party 
offering  the  same  shall  present  to  oppos- 
ing counsels  and  to  the  Commission,  the 
original  document,  together  with  true 
copies  of  such  material  and  relevant 
matter  taken  therefrom,  as  It  Is  desired 
to  Introduce.  Upon  presentation  of  such 
matter  In  proper  form,  it  may  be  received 
In  evidence,  and  become  a  part  of  the 
record.  Opposing  counsel  will  be  afforded 
an  opportunity  to  Introduce  In  ^idence, 
in  like  manner,  other  portions  of  such 
document  If  found  to  be  material  and 
relevant. 

9  1.875  Documents  in  foreign  lan- 
guage. Every  document,  exhibit,  or  other 
paper  written  In  a  language  other  than 
English,  which  shall  be  filed  In  any  pro- 
ceeding before  the  Commission  or  In  re- 
sponse to  any  order  of  the  Commission 
unless  expressly  waived  therein,  shall  be 
filed  in  the  language  in  which  it  Is  written 
together  with  an  English  translation 
thereof  duly  verified  under  oath  to  be 
a  true  translation.  Each  copy  of  every 
such  document,  exhibit,  or  other  paper 
filed,  shall  be  accompanied  by  a  separate 
copy  of  the  translation. 

§  1.876  Copies  of  exhibits.  No  docu- 
ment or  exhibit,  or  part  thereof  shall  be 
received  as,  or  admitted  in,  evidence  un- 
less offered  In  duplicate.  In  addition, 
when  exhibits  of  a  documentary  char- 
acter are  to  be  offered  in  evidence,  copies 
must  be  furnished  to  opposing  counsel 
unless  the  presiding  officer  otherwise 
directs.  Whenever  practicable  the  par- 
ties should  interchange  copies  of  exhibits 
before  or  after  commencement  of  the 
hearing. 

9  1.877  Mechanical  reproductions  as 
evidence.  Unless  offered  for  the  sole 
purpose  of  attempting  to  prove  or  demon- 
strate sound  effect,  mechanical  or  phys- 
ical reproductions  of  sound  waves  shall 
not  be  admitted  In  evidence.  Any  party 
desiring  to  offer  any  matter  alleged  to  be 
contained  therein  or  thereupon  shall 
have  such  matter  typewritten  on  paper 
of  the  size  prescribed  by  the  rules  of  the 
Commission,  and  the  same  shall  be 
Identified  and  offered  in  duplicate  in  the 
same  manner  as  other  exhibits. 

9  1.878  Tariffs  cls  evidence.  In  case 
any  matter  contained  in  a  tariff  schedule 


on  file  with  the  Commission  Is  offered  in/ 
evidence,  such  tariff  schedule  need  not  be 
produced  or  marked  for  Identification, 
but  the  matter  so  offered  shall  be  speci- 
fied with  particularity  (tariff  and  page 
niunber)  in  such  manner  as  to  be  readily 
Identified,  and  may  be  received  In  evi- 
dence by  reference  subject  to  check  with 
the  original  tariff  schedules  so  on  file. 

9  1.879  Proof  of  official  record;  au- 
thentication of  copy.  An  official  record, 
or  entry  therein  when  admissible  for 
any  purpose,  may  be  evidenced  by  an  offi- 
cial publication  thereof  or  by  a  copy 
attested  by  the  officer  having  legal  cus- 
tody of  the  record,  or  by  his  deputy,  and 
accompanied  with  a  certificate  that  such 
officer  has  the  custody.  If  the  office  In 
which  the  record  Is  kept  Is  within  the 
United  States  or  within  a  territory  or 
insular  possession  subject  to  the  domin- 
ion of  the  United  States,  the  certificate 
may  be  made  by  the  Judge  of  a  court  of 
record  of  the  district  or  political  subdivi- 
sion in  which  the  record  Is  kept,  authen- 
ticated by  the  seal  of  the  court,  or  may  be 
made  by  any  public  officer  having  a  seal 
of  office  having  official  duties  in  the  dis- 
trict or  political  subdivision  in  which  the 
record  is  kept,  authenticated  by  the  seal 
of  his  office.  If  the  office  In  which  the 
record  is  kept  is  in  a  foreign  state  or 
country  the  certificate  may  be  made  by  a 
secretary  of  embassy  or  legation,  consul 
general,  consul,  vice  consul,  or  consular 
agent  or  by  any  officer  In  the  foreign 
service  of  the  United  States  stationed  in 
the  foreign  state  or  country  in  which  the 
record  Is  kept,  and  authenticated  by  the 
seal  of  his  office. 

5  1.880  Proof  of  lack  of  record.  The 
absence  of  an  official  uecord  or  entry  of 
a  specified  tenor  in  an  official  record  may 
be  evidenced  by  a  written  statement 
signed  by  an  officer,  or  by  his  deputy, 
who  would  have  custody  of  the  official 
record,  if  it  existed,  that  after  diligent 
search  no  record  or  entry  of  a  specified 
tenor  Is  found  to  exist  In  the  records 
of  his  office  accompanied  by  a  certificate 
as  provided  in  §  1.879.  Such  statement 
and  certificate  are  admissible  as  evidence 
that  the  records  of  his  office  contain  no 
such  record  or  entry. 

9  1.881  Other  proof  of  official  record. 
Sections  1.879  and  1.880  do  not  prevent 
the  proof  of  official  records  or  of  entry 
or  lack  of  entry  therein  by  any  method 
authorized  by  any  applicable  statute  or 
by  the  rules  of  evidence  at  common  law. 

REHEARINGS 

9  1.891  Cross  reference.  Special  rules 
relating  to  petition  for  reconsideration  or 
rehearing  concerning  matters  arising  un- 
der title  III  of  the  Communications  Act 
are  set  forth  In  §§  1.386  and  1.390. 

9  1.892  Who  may  file.  A  petition  for 
rehearing  may  be  filed  by  any  party  to 
the  hearing.  Any  person  not  a  party  to 
the  hearing  desiring  to  file  a  petition 
for  rehearing  shall  state  his  Interest  in 
the  proceeding  and  show  good  reason 
why  It  was  not  possible  for  him  to  par- 
ticipate in  the  hearing. 

9  1.893  Corrtents;  relief  requested. 
(a)  Petitions  for  rehearing  shall  state 
with  particularity  In  what  respect  the 
decision,  order,  or  requirement  or  any 
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matter  determined  therein  is  claimed  to 
be  unjust,  unwarranted,  or  erroneous, 
and  with  respect  to  any  finding  of  fact 
must  specify  the  pages  of  record  relied 
on.  Where  the  existence  of  newly  dis- 
covered evidence  is  claimed,  the  peti- 
tion must  be  accompanied  by  a  verified 
statement  of  the  facts,  together  with  the 
facts  relied  on  to  show  that  the  petition- 
er, with  due  diligence,  could  not  have 
known  or  discovered  such  facts  at  the 
time  of  the  hearing. 

(b )  The  petition  for  rehearing  may  re- 
quest ( 1 )  reconsideration,  either  in  cases 
decided  after  hearing  or  in  cases  of  ap- 
plications granted  without  hearing  under 
title  III  of  the  act;  (2)  reargument;  <3) 
reopening  of  the  proceeding;  (4)  amend- 
ment of  any  finding,  or  "5)  other  relief. 
6uch  petition  shall  be  specific  as  to  the 
form  of  relief  sought  and.  subject  to  this 
requirement,  may  contain  alternative 
requests. 

§1.894  Time  for  filing.  Petitions  for 
rehearing  shall  be  filed  within  20  days 
after  the  date  on  which  public  notice  is 
given  of  the  order  or  action  complained 
of.  The  Commission  for  good  cause 
shown  may  grant  an  extension  of  time 
jpithin  which  to  file  such  petition  for  re- 
hearing with  respect  to  matters  arising 
under  title  II  of  the  Communications  Act. 

§  1.895  Opposition.  An  opposition  to 
any  petition  for  rehearing  may  be  filed 
within  10  days  after  the  filing  of  such 
petition. 

§1.896  Special  calendar  when 
granted.  In  case  any  petition  for  rehear- 
ing is  granted,  whether  the  taking  of 
additional  testimony  is  ordered  or  other- 
wise, the  case  shall  be  placed  upon  a  spe- 
cial calendar  and  consideration  of  the 
same  shall  be  expedited. 

Appendix  1 — Applications  Under  the  Cable 
Landing  License  Act  '  and  Executive  Order 
No.  6779 

applications  under  "an  act  relating  to  the 
landing  and  operation  or  subm.\rine  ca- 
bles IN  THE  UNITED  STATES,"  FOR  PRESIDEN- 
TIAL LICENSE  FOR  THE  LANDING  OR  OPERATION 
OF  SUBMARINE  CABLE.S  OR  FOR  CONSENT  TO  THE 
TRANSFER  OF  SUCH  LICENSE 

These  applications  should  be  filed  In  du- 
plicate with  the  Secretary  of  the  Federal 
Communications  Commission  In  accordance 
with  the  provisions  of  Executive  Order  No. 
6779.  dated  June  30.  1934.  and  shall  contain 
Buch  Information  as  may  be  necessary  for 
the  Commission  to  make  a  recommendation 
thereon  to  the  President.  Each  application 
or  amendment  thereto  shall  be  personally 
subscribed  and  verified  (or  affirmed  accord- 
ing to  law):  (1)  By  the  party  filing  such 
application  or  amendment,  or  by  one  of  the 
parties.  If  there  be  more  than  one;  (2)  by  an 
officer  of  the  party  filing  the  application  or 
amendment  If  the  party  be  a  corporation: 
Provided,  hotoever.  That  subscription  and 
verification  may  be  made  by  the  attorney  for 
the  party  (1 )  in  case  of  physical  disability 
of  the  partv.  or  (2)  his  absence  from  the 
continental  United  States.  If  It  be  made  by 
a  person  other  than  the  party,  he  must  set 
forth  In  the  verification  the  grounds  of  his 
belief  as  to  all  matters  not  stated  upon  his 
knowledge  and  the  reason  why  It  Is  not 
made  by  the  party.  Only  the  original  copy 
need  be  signed  and  verified;  the  copy  may 
be  conformed. 

These  appllcationa  are  acted  upon  by  the 
President   of   the   United    States   upon    the 


>  May  37.  1921.  c.  12,  42  Stat.  8  and  9. 


RULES  AND  REGULATIONS 

recommendation  of  the  Federal  Gommunica- 
tlona  Commission  made  after  obUlning  the 
approval  of  the  Secretary  of  State  and  such 
assistance  from  any  executive  department 
or  establishment  of  the  Government  as  It 
may  require.  These  applications  are  proc- 
essed initially  by  the  Btireaus  of  Law,  Ac- 
counting and  Engineering  and  a  Joint  recom- 
mendation theieon  is  made  to  the  Com- 
mission. 

Original  files  relating  to  Presidential  li- 
censes and  applications  for  licenses  since 
June  30.  1934.  are  kept  by  the  Federal  Com- 
munications Commission.  Such  applications 
for  Presidential  licenses  ( including  all  docu- 
ments and  exhibits  filed  with  and  made  a 
part  thereof,  with  the  exception  of  any  maps 
showing  the  exact  location  of  the  submarine 
cable  or  cables  to  be  licensed )  and  the  Presi- 
dential licenses  issued  pursuant  thereto,  with 
the  exception  of  such  maps,  shall,  unless 
otherwise  ordered  by  the  Commission,  be 
open  to  public  inspection  In  Room  1633  of 
Temporary  Building  T.  14th  Street  and  Con- 
stitution   Avenue.    Northwest,    Washington, 

D.  C. 

Original  files  relating  to  licenses  and  ap- 
plications for  licenses  for  the  landing  op- 
eration of  cables  prior  to  June  30.  1934,  were 
kept  by  the  Department  of  State  and  such 
files  prior  to  1930  have  been  transferred  to 
the  Executive  and  Foreign  Affairs  Branch  of 
the  General  Records  Office  of  the  National 
Archives.  RequesU  for  Inspection  of  these 
files  should,  however,  be  addressed  to  the 
Federal  Communications  Commission.  Wash- 
ington 25,  D.  C;  and  the  Commission  will 
obtain  such  files  for  a  temporary  period  In 
order  to  permit  Inspection  at  the  offices  of 
the  Commission. 

Appfndix    2 — A    Plan    of    Cooperative    Pro- 
cedure IN  Matters  and  Cases  Under  the 
Provisions  of  Section   410   of  the  Com- 
munications Act  of  1934 
(Approved  by  the  Federal  Communications 
Commission  October  25.  1938.  and  approved 
by  the  National  Association  of  Railroad  and 
Utilities    Commissioners    on    November    17. 
1938.1 
preliminary  statement  concerning  the  PtJR- 

POSE  AND  EFFfXrr  OF  THE  PLAN 

Section  410  of  the  Communications  Act  of 
1934  authorizes  cooperation  between  the  Fed- 
eral Communications  Commission,  herein- 
after called  the  Federal  Commission,  and  the 
Slate  commissions  of  the  several  States,  in 
the  administration  of  said  act.  Subsection 
(a)  authorizes  the  reference  of  any  matter 
arising  In  the  administration  of  said  act  to  a 
board  to  be  composed  of  a  member  or  mem- 
bers from  each  of  the  States  In  which  the 
wire,  or  radio  communication  affected  by  or 
involved  In  the  proceeding  takes  place,  or  is 
proposed.  Subsection  (b)  authorizes  con- 
ferences by  the  Federal  Commission  with 
State  commissions  regarding  the  relationship 
between  rate  structures,  accounts,  charges, 
practices,  classifications,  and  regulations  of 
carriers  subject  to  the  Jurisdiction  of  such 
State  commissions  and  of  said  Federal  Com- 
mission and  Joint  hearings  with  State  com- 
missions In  connection  with  any  matter  with 
respect  to  which  the  Federal  Commission  Is 
authorized  to  act. 

Obviously.  It  is  Impossible  to  determine  In 
advance  what  matters  should  be  the  subject 
of  a  conference,  what  matters  should  be  re- 
ferred to  a  board,  and  what  matters  should 
be  heard  at  a  Joint  hearing  of  State  commis- 
sions and  the  Federal  Commission.  It  is 
understood,  therefore,  that  the  Federal  Com- 
mission or  any  State  commission  wUl  freely 
suggest  cooperation  with  respect  to  any 
proceedings  or  matter  affecting  any  carrier 
subject  to  the  Jurisdiction  of  said  Federal 
Commission  and  of  a  State  commission,  and 
concerning  which  It  Is  believed  that  coopera- 
tion will  be  In  the  public  interest. 


To  enable  this  to  be  done,  wheneTer  a  pro- 
ceeding shall  be  instituted  before  any  com- 
mission. Federal  or  State,  In  which  another 
commission  Is  believed  to  be  interested, 
notice  should  be  promptly  given  each  such 
Interested  commission  by  the  commission  be- 
fore which  the  proceeding  has  been  Insti- 
tuted. Inasmuch,  however,  as  failure  to 
give  notice  as  contemplated  by  the  provisions 
of  this  plan  will  sometimes  occur  purely 
through  Inadvertence,  any  such  failure 
should  not  operate  to  deter  any  commis- 
sion from  suggesting  that  any  such  proceed- 
ing be  made  the  subject  matter  of  coopera- 
tive action,  if  cooperation  therein  Is  deemed 
desirable. 

It  Is  understood  that  each  commission, 
whether  or  not  represented  In  the  National 
Association  of  Railroad  and  Utilities  Commis- 
sioners, must  determine  Its  own  course  of 
action  with  respect  to  any  proceeding  In  the 
light  of  the  law  under  which,  at  any  given 
time.  It  Is  called  upon  to  act.  and  must  be 
guided  by  Us  own  views  of  public  policy; 
and  that  no  action  taken  by  such  Association 
can  In  any  respect  prejudice  such  freedom 
of  action.  The  approval  by  the  Association 
of  this  plan  of  cooperative  procedure,  which 
was  Jointly  prepared  by  the  Association's 
standing  Committee  on  Cooperation  between 
Federal  and  State  commissions  and  said  Fed- 
eral Commission.  Is  accordingly  recommen- 
datory only;  but  such  plan  Is  designed  to  be. 
and  It  Is  believed  that  It  will  be,  a  helpful  step 
In  the  promotion  of  cooperative  relations  be- 
tween the  State  commissions  and  said  Fed- 
eral Commission. 

NOTICE  OF  institution  OF  PROCEEDING 

Whenever  there  shall  be  Instituted  before 
the  Federal  Commission  any  proceeding  In- 
volving the  rates  of  any  telephone  or  tele- 
graph carrier,  the  State  commissions  of  the 
States  affected  thereby  will  be  notified  Im- 
mediately thereof   by  the  Federal   Commis- 
sion, and  each  notice  given  a  State  commis- 
sion will  advise  such  commission  that.  If  It 
deems  the  proceeding  one  which  should  be 
considered  under  the  cooperative  provisions 
of  the  act.  It  should  either  directly  or  through 
the    National    Association    of    Railroad    and 
Utilities  Commissioners,   notify  the   Federal 
Commission  as  to  the  nature  of  Its  Interest 
In  said  matter  and  request  a  conference,  the 
creation  of  a  Joint  board,  or  a  Joint  hearing 
as  may  be  desired.  Indicating  Its  preference 
and  the  reasons  therefor.      Upon  receipt  of 
such   request   the   Federal    Commission   wUl 
consider  the  same  and  may  confer  with  the 
commission   making   the   request    and    with 
other  Interested  commissions,  or  with  repre- 
sentatives   of    the    National    Association    of 
Railroad  and  Utilities  Commissioners.  In  such 
manner  as  may  be  most  suitable;  and  if  co- 
operation shall  appear  to  be  practicable  and 
desirable,  shall  so  advise  each  Interested  State 
commission,  directly,  when  such  cooperation 
will  be  by  Joint  conference  or  by  reference 
to  a  Joint  board  appointed  under  said  section 
410  (a),  and.  as  hereinafter  provided,  when 
such  cooperation  will  be  by  a  Joint  hearing 
under  said  section  410  (b). 

Each  State  commission  should  In  like  man- 
ner notify  the  Federal  Commission  of  any 
proceeding  Instituted  before  It  Involving  the 
toll  telephone  rates  or  the  telegraph  rates 
of  any  carrier  subject  to  the  Jurisdiction 
of  the  Federal  Commission. 

PROCEDURE  GOVERNING  JOINT  CONFERENCES 

The  Federal  Commission,  In  accordance 
with  the  Indicated  procedure,  will  confer 
with  any  State  commission  regarding  any 
matter  relating  to  the  regulation  of  public 
utilities  subject  to  the  Jurisdiction  of  either 
commission.  The  commission  desiring  a  con- 
ference upon  any  such  matter  should  notify 
the  other  without  delay,  and  thereupon  the 
Federal  Commission  will  promptly  arrange 
for  a  conference  In  which  all  Interested  State 
commissions  will  be  invited  to  be  present. 


Saturday,  February  19,  1949 

PROCEDtJRa   GOVERNING    MATTERS    REFERRED    TO    A 
BOARD 

Whenever  the  Federal  Commission,  either 
upon  Its  own  motion  or  upon  the  suggestion 
of  a  State  commission,  or  at  the  request 
of  any  interested  party,  shall  determine  that 
It  Is  desirable  to  refer  a  matter  arising  in 
the  administration  of  the  Communications 
Act  of  1934  to  a  board  to  be  composed  of  a 
member  or  members  from  the  Stale  or  Slates 
affected  or  to  be  affected  by  such  matter,  the 
procedure  shall  be  as  follows: 

The  Federal  Commission  will  send  a  re- 
quest to  each  Interested  State  commission 
to  nominate  a  specified  number  of  members 
to  serve  on  such  board. 

Tlie  representation  of  each  State  concerned 
shall  be  equal,  unless  one  or  more  of  the 
States  affected  chooses  to  waive  such  right  of 
equal  representation.  When  the  member  or 
members  of  any  board  have  been  nominated 
arvd  appointed.  In  accordance  with  the  provi- 
sions of  the  Communications  Act  of  1934,  the 
Federal  Commission  will  make  an  order  re- 
ferring the  particular  matter  to  such  board, 
and  such  order  shall  fix  the  time  and  place  of 
hearing,  define  the  force  and  effect  the  ac- 
tion of  the  board  shall  have,  and  the  man- 
ner In  which  Its  proceedings  shall  be  con- 
ducted. The  rules  of  practice  and  procedure, 
as  from  time  to  time  adopted  or  prescribed 
by  the  Federal  Commission,  shall  govern  such 
board,  as  far  as  applicable. 

PROCEDtntE  GOVERNING  JOINT  HEARINGS 

Whenever  the  Federal  Commission,  either 
upon  Its  own  motion  or  upon  suggestions 
made  by  or  on  behalf  of  any  Interested  State 
commission  or  commissions,  shall  determine 
that  a  Joint  hearing  under  said  section  410 
(b)  is  desirable  In  connection  with  any  mat- 
ter pending  before  said  Federal  Commission, 
the  procedure  shall  be  as  follows: 

(a)  The  Federal  Commission  will  notify  the 
general  solicitor  of  the  National  Association 
of  Railroad  and  Utilities  Commissioners  that 
said  Association,  or.  If  not  more  than  eight 
States  are  within  the  territory  affected  by 
the  proceeding,  the  State  commissions  In- 
terested, are  Invited  to  name  Cooperating 
Commissioners  to  sit  with  the  Federal  Com- 
mission for  the  hearing  fiind  consideration 
of  said   proceeding. 

(b)  Upon  receipt  of  any  notice  from  said 
Federal  Commission  Inviting  cooperation.  11 
not  more  than  eight  States  are  Involved. 
the  general  solicitor  shall  at  once  advise  the 
State  commissions  of  said  States,  they  being 
represented  In  the  membership  of  the  asso- 
ciation, of  the  receipt  of  such  notice,  and 
shall  request  each  such  commission  to  give 
advice  to  him  In  writing,  before  a  date  to 
be  indicated  by  him  in  his  communication 
requesting  such  advice  ( 1 )  whether  such 
commission  will  cooperate  In  said  proceed- 
ing, (2)  If  It  will,  by  what  commissioner  It 
will  be  represented  therein. 

(c)  Upon  the  basis  of  replies  received,  the 
general  solicitor  shall  advise  the  Federal 
Commission  what  States.  If  any.  are  desirous 
of  making  the  proceeding  cooperative  and  by 
what  commissioners  they  will  be  represented, 
and  he  shall  give  like  advice  to  eacl^  State 
commission  Interested  therein. 

(d)  If  more  than  eight  States  are  inter- 
ested In  the  proceeding,  because  within  ter- 
ritory for  which  rates  will  be  under  consid- 
eration therein,  the  general  solicitor  shall 
advise  the  president  of  the  association  that 
the  association  Is  Invited  to  name  a  cooper- 
ating committee  of  State  commissioners  rep- 
resenting the  States  Interested  In  said  pro- 
ceeding. 

The  president  of  the  association  shall 
thereupon  advise  the  general  solicitor  In 
writing  (1)  whether  the  Invitation  la  ac- 
cepted on  behalf  of  the  association,  and  (2) 
the  names  of  commissioners  selected  to  sit 
as  a  cooperating  committee.  The  president 
of  the  association  shall  have  authority  to 
accept  or  to  decline  said  Invitation  for  the 
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association,  and  to  determine  the  number  of 
commissioners  who  shall  be  named  on  the 
cooperating  committee,  provided  that  his  ac- 
tion- shall  be  concurred  In  by  the  chairman 
of  the  association's  executive  committee.  In 
the  event  of  any  failure  of  the  president  of 
the  association  and  chairman  of  Its  executive 
committee  to  agree,  the  second  vice  presi- 
dent of  the  association  (or  the  chairman  of 
Its  committee  on  cooperation  between  State 
and  Federal  commissions,  If  there  shall  be  no 
second  vice  president)  shall  be  consulted, 
and  the  majority  opinion  of  the  three  shall 
prevail.  Consultations  and  expressions  of 
opinion  may  be  by  mall  or  telegraph. 

(e)  If  any  proceeding,  Involving  more  than 
eight  States.  Is  pending  before  the  Federal 
Commission,  in  which  cooperation  has  not 
been  Invited  by  that  Commission,  which  the 
association's  president  and  the  first  and  sec- 
ond vice  presidents,  or  any  two  of  them,  con- 
sider should  be  made  a  cooperating  proceed- 
ing, they  may  Instruct  the  general  solicitor 
to  suggest  to  the  Federal  Commission  that 
the  proceeding  be  made  a  cooperative  pro- 
ceeding; and  any  Slate  commission  consid- 
ering that  said  proceeding  should  be  made 
cooperative  may  request  the  president  of  the 
association  or  the  chairman  of  Its  execu- 
tive committee  to  make  such  suggestion  after 
consideration  with  ihe  executive  officers 
above  named.  If  said  Federal  Commission 
shall  assent  to  the  suggestion,  made  as  afore- 
said, the  president  of  the  association  shall 
have  the  same  authority  to  proceed,  and  shall 
proceed  In  the  appointment  of  a  cooperat- 
ing committee,  as  Is  provided  ki  other  cases 
Involving  more  than  eight  States,  wherein 
the  Federal  Commission  has  Invited  cooper- 
ation, and  the  invitation  has  been  accepted. 

(f)  Whenever  any  case  Is  pending  before 
the  Federal  Commission  Involving  eight 
States  or  less,  which  a  commission  of  any  of 
said  States  considers  should  be  made  cooper- 
ative, such  commission,  either  directly  or 
through  the  general  solicitor  of  the  assccia- 
tlon.  may  suggest  to  the  Federal  Commission 
that  the  proceeding  be  made  cooperative.  If 
said  Federal  Commission  accedes  to  such  sug- 
gestion. It  will  notify  the  general  solicitor  of 
the  association  to  that  effect  and  thereupon 
the  general  solicitor  shall  proceed  as  Is  pro- 
vided In  such  case  when  the  Invitation  has 
been  made  by  the  Federal  Commission  with- 
out State  commission  suggestion. 

APPOINTMENT    OF    COOPERATING    COMMISSIONERS 
BT  THE  PRESIDENT 

In  the  appointment  of  any  cooperating 
committee,  the  president  of  the  association 
shall  make  appointments  only  from  commis- 
sions of  the  States  Interested  In  the  particu- 
lar proceeding  In  which  the  committee  Is  to 
serve.  He  shall  exercise  his  best  Judgment  to 
select  cooperating  commissioners  who  are 
especially  qualified  to  serve  upon  cooperating 
committees  by  reason  of  their  ability  and 
fitness;  and  in  no  case  shall  he  appoint  a 
commissioner  upon  a  cooperating  committee 
until  he  shall  have  been  advised  by  such  com- 
missioner that  It  will  be  practicable  for  him 
to  attend  the  hearings  In  the  proceeding  In 
which  the  committee  Is  to  serve.  Including 
the  arguments  therein,  and  the  cooperative 
conferences,  which  may  be  held  following  the 
submission  of  the  proceeding,  to  an  extent 
that  will  reasonably  enable  him  to  be  In- 
formed upon  the  Issues  In  the  proceeding  and 
to  form  a  reasonable  Judgment  In  the  matters 
to  be  determined. 

TENURE  OF  COOPERATORS 

(a)  No  State  commissioner  shall  sit  In  a 
cooperative  proceeding  under  this  plan  except 
a  commissioner  who  has  been  selected  by  his 
commission  to  represent  It  In  a  proceeding 
Involving  eight  States  or  less,  or  has  been 
selected  by  the  president  of  the  association  to 
sit  In  a  case  Involving  more  than  eight  States, 
In  the  manner  hereinbefore  provided. 

(b)  A  commissioner  who  has  been  selected, 
as  hereinbefore  provided,  to  serve  as  a  mem- 
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ber  of  a  cooperating  committee  In  any  pro- 
ceeding, shall  without  further  appointment, 
and  without  regard  to  the  duration  of  time 
Involved,  continue  to  serve  In  said  proceeding 
until  the  final  disposition  thereof.  Including 
hearings  and  conferences  after  any  order  or 
reof>enlng,  provided  that  he  shall  continue  to 
be  a  State  commissioner. 

(c)  No  member  of  a  cooperating  commit- 
tee shall  have  any  right  or  authority  to  des- 
ignate another  commissioner  to  serve  In  his 
place  at  any  hearing  or  conference  In  any 
proceeding  in  which  he  has  been  appointed 
to  serve. 

(d)  Should  a  vacancy  occur  upon  any  co- 
operating committee.  In  a  proceeding  Involv- 
ing more  than  eight  States,  by  reason  of  the 
death  of  any  cooperating  commissioner,  or 
of  his  ceasing  to  be  a  Stale  commissioner, 
or  of  other  Inability  to  serve.  It  shall  be  the 
duty  of  the  president  of  the  association  to 
fill  the  vacancy  by  appointment,  If,  after 
communication  with  the  chairman  of  the 
cooperating  committee.  It  be  deemed  neces- 
sary to  fill  such  vacancy. 

(e)  In  the  event  of  any  such  vacancy  oc- 
curring upon  a  cooperating  committee  In- 
volving not  more  than  eight  States,  the 
vacancy  shall  be  filled  by  the  commission 
from  which  the  vacancy  occurs. 

COOPERATING  COMMITTEE  TO  DEH'ERMINE  RE- 
SPECTING ANY  REPORT  OF  STATEMENT  OF  ITS 
Al'l'IlUUE 

(a)  Whenever  a  cooperating  committee 
shall  have  concluded  Its  work,  or  shall  deem 
such  course  advisable,  the  committee  shall 
consider  whether  it  is  neces.sary  and  desirable 
to  make  a  report  to  the  interested  Slate 
commissions,  and,  if  it  shall  determine  to 
make  a  report.  It  shall  cause  the  same  to  be 
distributed  through  the  secretary  of  the  as- 
sociation, or  through  the  general  solicitor  to 
all  Interested  commissions. 

(b)  If  a  report  of  the  Federal  Commission 
win  accompany  any  order  to  be  made  In 
said  proceeding,  the  Federal  Commission  will 
state  therein  the  concurrence  or  nonconcur- 
rence  of  said  cooperating  committee  In  the 
decision  or  order  of  said  Federal  Commission. 

CONSTRUCTION     HEREOF     IN     CERTAIN     RESPECTS 
EXPRESSLY    PROVIDED 

It  Is  understood  and  provided  that  no  State 
or  States  shall  be  deprived  of  the  right  of 
participation  and  cooperation  as  hereinbe- 
fore provided  because  of  nonmembershlp  in 
the  association.  With  respect  to  any  such 
Slate  or  States,  all  negotiations  herein  speci- 
fied to  be  carried  on  between  the  Federal 
Commission  and  any  officer  of  such  associa- 
tion shall  be  conducted  by  the  Federal  Com- 
mission directly  with  the  chairman  of  the 
commission  of  such  State  or  Stales. 

Federal  Communication 
Commission, 
[seal]  T.  J.  Slowie. 

Secretary. 

|F.    R.   Doc,   49-1353;    Piled.    Feb.    18,    19:9; 
9:00  a.  m.| 


TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics 
Administiation 

Part  407 — Seizure  of  Aircraft 

Section  205  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended,  provides  that 
the  Administrator  of  Civil  Aeronautics 
is  empowered  to  make  and  amend  such 
general  or  special  rules,  regulations,  and 
procedure,  pursuant  to  and  consistent 
with  the  act.  as  he  may  deem  necessary 
to  carry  out  such  provisions  and  to  exer- 
cise and  perform  his  powers  and  dutiea 
under  the  act. 
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Sections  901  and  903  <b)  of  the  Civil 
Aeronautics  Act  of   1938.  as  amended, 
provide  that  any  person  who  violates  any 
provision  of  Titles  V  or  VI  of  the  act,  or 
section  11  (a)  (1)  of  the  Air  Commerce 
Act  of  1926.  as  amended,  shall  be  subject 
to  a  civil  penalty  for  each  such  vlolaticn; 
that  any  such  penalty  may  be  compro- 
mised   by    the    Administrator    of    Civil 
Aeronautics;  that  In  case  an  aircraft  is 
Involved  In  any  such  violation  and  the 
violation  is  by  the  owner  or  person  in 
command  of  the  aircraft,  such  aircraft 
shall  be  subject  to  a  lien  for  the  penalty; 
that  any  civil  penalty  imposed  under  the 
ect  may  be  collected  in  case  the  penalty 
Is  a  lien,  by  proceedings  in  rem  against 
the  aircraft;   that  any  aircraft  subject 
to  such  lien  may  be  summarily  seized  by. 
and  placed  in  custody  of.  such  persons 
as  the  Administrator  of  Civil  Aeronau- 
tics may  by  regulation  prescribe,  and  a 
report  of  the  cause  shall  thereupon  be 
transmitted  to  the  United  States  Attor- 
ney for  the  judicial  district  in  which  th* 
seizure  is  made;  that  the  United  States 
Attorney  shall  promptly  institute  pro- 
ceedings for  the  enforcement  of  the  lien, 
or    notify    the    Administrator    of    Civil 
Aeronautics  of  his  failure  so  to  act;  and 
that  the  aircraft  shall  be  released  from 
such  custody  upon  payment  of  the  pen- 
alty or  the  amount  agreed  upon  In  com- 
promise,   or    seizure    in    pursuance    of 
process  of  any  court  in  proceedings  In 
rem  for  enforcement  of  the  Hen.  or  noti- 
fication by  the  United  States  Attorney 
of  failure  to  Institute  such  proceedings, 
or  deposit  of  a  bond  in  such  amount  and 
with  such  sureties  as  the  Administrator 
of  Civil  Aeronautics  may  prescribe,  con- 
ditioned upon  payment  of  the  penalty  or 
the  amount  agreed  upon  In  compromise. 
Acting  pursuant  to  the  foregoing  sec- 
tions of  the  Civil  Aeronautics  Act  of 
1938.   as   amended,   and   in   accordance 
with  sections  3  and  4  of  the  Administra- 
tive Procedure  Act.  I  hereby  adopt  Part 
407  of  this  chapter,  to  read  as  fellow's: 


B*c. 

407.1 

407  2 
407  3 
407  4 
407.6 


Authority  to  seize  aircraft. 
Custcxly  of  seized  aircraft. 
Notice  of  seizure. 
Report  of  seizure. 
Release  of  seized  aircraft. 


AuTHOBmr:  S§  407.1  to  407  5  Issued  under 
sees.  205.  901.  903  (b).  52  Stat.  984.  1015. 
1017:  49  U.  S.  C.  425,  621.  623;  Reorg.  Plans 
III  and  IV  of  1940.  3  CFR.  Cum.  Supp.,  Chap- 
ter IV.  5  F.  R.  2107.2421. 

5  407.1  Authority  to  seize  aircraft. 
Whenever  an  aircraft  is  involved  in  a 
violation  of  any  provision  of  Titles  V  and 
VI  of  the  Civil  Aeronautics  Act  of  1938, 
as  amended,  or  of  section  11  (a)  <1)  of 
the  Air  Commerce  Act  of  1926,  as 
amended,  or  of  any  rule  or  regulation 
Issued  pursuant  thereto,  and  the  viola- 
tion is  committed  by  the  owner  or  per- 
son In  command  of  the  aircraft,  such 
aircraft  may  be  summarily  seized  by  any 
state  or  Federal  law  enforcement  ofiBcer 
or  Federal  aviation  safety  agent  author- 
ized in  an  order  of  seizure  i.ssued  by  the 
Regional  Administrator  of  the  region  in 
which  the  aircraft  Is  located. 

S  407.2  Custody  of  seized  aircraft. 
Whenever  an  aircraft  has  been  seized 
pursuant  to  this  part.  It  shall  be  placed 
In  the  nearest  available  adequate  public 
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storage  facility  In  the  judicial  district 
In  which  the  seizure  Is  made. 

5  407.3  Notice  of  seizure.  Whenever 
an  aircraft  has  been  seized  pursuant  to 
this  part,  a  written  notice  and  a  copy 
of  this  part  shall  be  sent  without  delay 
by  the  Regional  Administrator  to  the 
registered  owner  of,  and  to  other  persons 
having  a  recorded  Interest  in.  the  air- 
craft.   The  written  notice  shall  state : 

(a)  The  time,  date,  and  place  of  sei- 
zure; 

(b)  The  name  and  address  of  the  cus- 
todian of  the  aircraft; 

(c)  The  reasons  for  the  seizure,  in- 
cluding the  violations  believed,  or 
judicially  determined,  to  have  been  com- 
mitted; and 

(d)  The  amount  which  may  be  ten- 
dered: 

(1)  As  an  offer  In  compromise  of  any 
civil  penalties  which  mit-'ht  have  been  In- 
curred as  a  result  of  the  alleged  violation, 
or 

(2>  As  payment  of  civil  penalties  which 
have  been  imposed  by  a  Federal  court 
as  a  result  of  the  established  violations. 

§  407  4  Report  of  seizure.  Whenever 
an  aircraft  has  been  seized  pursuant  to 
this  part,  a  report  of  the  cause  shall  be 
transmitted  immediately  by  the  Regional 
Administrator  to  the  United  States  At- 
torney for  the  judicial  district  in  which 
the  seizure  Is  made,  requesting  the 
United  States  Attorney  to  institute  pro- 
ceedings for  the  enforcement  of  the  lien. 

§  407.5  Release  of  seized  aircraft. 
Whenever  an  aircraft  has  been  seized 
pursuant  to  this  part,  it  shall  be  released 
by  direction  of  the  Regional  Adminis- 
trator under  any  one  of  the  following 
conditions: 

(a)  Upon  payment  of  the  civil  penalty 
or  the  amount  agreed  upon  in  compro- 
mise, and  the  costs  Incurred  In  connec- 
tion with  the  seizure,  storage,  and  main- 
tenance of  the  aircraft; 

(b)  Upon  seizure  of  the  aircraft  pur- 
suant to  process  of  a  Federal  court  In 
proceedings  In  rem  for  enforcement  of 
a  lien  against  the  aircraft,  or  notification 
by  the  United  States  Attorney  of  failure 
to  institute  such  proceedings;  or 

(c)  Upon  deposit  of  a  bond  in  such 
amount  and  with  such  sureties  as  the 
Regional  Administrator  may  prescribe, 
conditioned  upon  payment  of  the  penalty 
or  the  amount  agreed  upon  in  compro- 
mise, and  the  costs  incurred  in  connec- 
tion with  the  seizure,  storage,  and  main- 
tenance of  the  aircraft. 

This  part  shall  become  effective  April 
1. 1949. 

[seal!  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

[P.   R.    Doc.    49-1289:    Filed.    Feb.    18.    1949; 
8:40  ft.  m.l 


(Sees.  205.  901.  903  (b).  52  Stat.  984. 
1015.  1017;  49  U.  S.  C.  425.  621.  623;  Re- 
org. Plans  III  and  IV  of  1940,  3  CFR. 
Cum.  Supp..  Chapter  IV.  5  F.  R.  2107. 
2421) 

fsEALl  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

(P.    R.   Doc.   49-1290:    Piled,   Feb.    18,    194B; 
846  a.  m.l 


Part  531 — Seizure  of  Aircraft 

revocation 

Part  531  of  this  chapter,  published  on 
December  13.  1941.  In  6  P.  R.  6403.  shall 
be  revoked  effective  April  1, 1949.  It  will 
be  superseded  on  April  1.  1949.  by  Part 
407  of  this  chapter,  supra. 


(Amdt.   191 

Parx  601— Designation  of  Control 
Areas.  Control  Zones,  and  Reporting 
Points 

miscellaneous  amendments 

It  appearing  that  (1)  the  Increased 
volume  of  air  traffic  between  certain 
points  necessitates,  in  the  Interest  of 
safety  in  air  commerce,  the  immediate 
redeslgnation  and  establishment  of  con- 
trol areas.  Including  reporting  points 
between  such  locations;  (2)  the  redeslg- 
nation and  establishment  of  the  control 
areas  referred  to  In  ( 1 )  above  have  been 
coordinated  with  the  civil  operators  in- 
volved, the  Army  and  the  Navy,  through 
the  Air  Coordinating  Committee,  Air- 
space Subcommittee;  and  (3)  compli- 
ance with  the  notice,  procedures,  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedure  Act  would 
be  Impracticable,  unnecessary,  and  con- 
trary to  public  Interest,  and  therefore 
Is  not  required; 

Now  therefore,  acting  under  authority 
contained  in  sections  205,  301,  302,  307 
and  308  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  and  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act.  I  hereby  amend  the  Code  of  Federal 
Regulations,  Title  14,  Chapter  II,  Part 
601,  as  follows: 

Designation  and  Redeslgnation  of  Con- 
trol Area  Extensions.  Designation 
and  Redeslgnation  of  Reporting 
Points:  Green  Civil  Airjcay  No.  5 

1.  Section  601.4  (e)  (19)  is  amended 
to  read: 

(19)  Control  area  extension  (Nash- 
ville, Tenn. ) .  From  the  Nashville,  Tenn.. 
radio  range  station  extending  5  milcr, 
either  side  of  the  northeast  course  of  the 
radio  range  to  a  point  30  miles  north- 
east of  the  radio  range  station,  and  from 
the  ILS  localizer  extending  5  miles  either 
side  of  the  localized  course  to  a  point  30 
miles  south  of  the  ILS  localizer. 

2.  Section  601.4  (e)  (35)  Control  area 
extension  (Nashville,  Tenn.)  is  revoked. 

3.  Section  601.4  (e)  (35)  Is  added  to 
read: 

(35)  Control  area  extension  (Little 
Rock,  Ark.).  From  the  Little  Rock,  Ark., 
radio  range  station  extending  5  miles 
either  side  of  the  northeast  course  of 
the  radio  range  to  a  point  25  miles  north- 
east of  the  radio  range  station. 

4.  Section  601.4  (e)  (93)  Is  amended 
to  read: 

(93)  Control  area  extension  (Fargo. 
N.  Dak.).  From  the  Fargo,  N.  Dak., 
radio  range  station  extending  5  miles 
either  side  of  the  east  course  of  the  radio 
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range  to  a  point  20  miles  east  of  the 
radio  range  station,  and  from  the  Fargo 
ILS  localizer  extending  5  miles  either 
side  of  the  localizer  course  to  a  point 
20  miles  south  of  the  outer  marker. 

5.  Section  601.4  (e)  (95)  Is  amended 
to  read: 

(95)  Control  area  extension  (Fort 
Wayne.  Jnd.) .  From  the  Fort  Wayne. 
Ind..  radio  range  station  extending  5 
miles  either  side  of  the  southwest  course 
of  the  radio  range  to  a  point  20  miles 
southwest  of  the  Markle  Fan  Marker, 
and  from  the  ILS  localizer  extending  5 
miles  either  side  of  the  localizer  course 
to  a  point  20  miles  southeast  of  the  outer 
marker. 

6.  Section  601.4  (e)  a54)  Control  area 
extension  (Atlantic  City,  N.  J.)  Is  re- 
voked. 

7.  Section  601.4  (e)  (154)  is  added  to 
read: 

(154)  Control  area  extension  (Bis- 
marck, N.  Dak.).  From  the  Bismarck, 
N.  Dak.,  ILS  localizer  extending  5  miles 
either  side  of  the  localizer  course  to  a 
point  20  miles  southeast  of  the  outer 
marker. 

8.  Section  601.4  (e)  (157)  Is  added  to 
read: 

(157)  Control  area  extension  (Chicago, 
III).  Prom  the  Chicago,  111.,  Orchard 
Place  Airport  ILS  localizer  extending  5 
miles  either  side  of  the  localizer  course 
to  a  point  20  miles  northwest  of  the  outer 
marker. 

9.  Section  601.4  (e)  (158)  Is  added  to 
read: 

(158)  Control  area  extension  (Cleve- 
land, Ohio).  From  the  Cleveland,  Ohio, 
ILS  localizer  extending  5  miles  either 
side  of  the  ILS  localizer  course  to  a  point 
20  miles  southwest  of  the  outer  marker. 

10.  Section  601.4  (e>  (159)  Is  added  to 
read: 

(159)  Control  area  extension  (Moline, 
III. ) .  Prom  the  Moline.  111.,  ILS  localizer 
extending  5  miles  either  side  of  the  local- 
izer course  to  a  point  20  miles  northwest 
of  the  outer  marker. 

11.  Section  601.4  (e)  (160)  is  added  to 
read: 

(160)  Control  area  extension  (South 
Bend,  Ind).  From  the  South  Bend. 
Ind.,  ILS  localizer  extending  5  miles 
either  .side  of  the  localizer  course  to  a 
point  20  miles  east  of  the  outer  marker. 

12.  Section  601.4  (e)  (161)  is  added  to 
read: 

(161)  Control  area  extension  (Chicago, 
III.).  From  the  Chicago,  111.,  Municipal 
Airport  ILS  localizer  extending  5  miles 
either  side  of  the  localizer  cour.se  to  a 
point  20  miles  northwest  of  the  outer 
marker. 

13.  Section  601.9  (a)  (5)  is  amended 
to  read: 

(5)  Green  civil  airway  No.  5  (Los 
Angeles.  Calif.,  to  Boston.  Mass.).  River- 
side, Calif.,  radio  range  station;  Blythe, 
Calif.,  radio  range  station;  Phoenix, 
Ariz.,  radio  range  station;  Tucson,  Ariz., 
radio  range  station;  Rodeo.  N.  MeT., 
radio  range  station;  Columbus,  N.  Mex., 
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radio  range  station;  El  Paso,  Tex.,  radio 
range  station;  Salt  Plat,  Tex.,  radio 
range  station;  Wink.  Tex.,  radio  range 
station;  Big  Spring.  Tex.,  radio  range 
station;  Abilene,  Tex.,  radio  range  sta- 
tion; Fort  Worth,  Tex.,  radio  range  sta- 
tion; Texarkana,  Ark.,  radio  range  sta- 
tion; Memphis,  Tenn.,  radio  range  sta- 
tion; Jacks  Creek,  Tenn..  radio  range 
station;  Nashville,  Tenn..  radio  range 
station;  Smithvllle,  Tenn..  radla  range 
station;  KnoxvUle,  Tenn..  radio  range 
station;  Tri-City,  Tenn..  radio  range 
station;  Roanoke,  Va.,  radio  range  sta- 
tion; Gordonsvllle,  Va.,  radio  range  sta- 
tion; Doncaster,  Md.,  fan  type  marker 
station  or  the  intersection  of  the  north- 
east course  of  the  Gordonsvllle,  Va.,Tadio 
range  and  the  south  course  of  the  Wash- 
ington, D.  C,  radio  range;  Brandywlne, 
Md.,  radio  range  station;  the  intersec- 
tion of  the  southeast  course  of  the  Balti- 
more, Md.,  radio  range  and  the  south- 
west course  of  the  Millville,  N.  J.,  radio 
range;  MUlvllle,  N.  J.,  radio  range  sta- 
tion; the  intersection  of  the  southeast 
course  of  the  Newark,  N.  J.,  radio  range 
and  the  southwest  course  of  the  Mitchel 
Reld.  N.  Y.  (Army),  radio  range;  the 
intersection  of  the  east  course  of  the 
New  York,  N.  Y.  'LaGuardia),  radio 
range  and  the  northeast  course  of  the 
Mitchel  Field,  N.  Y.  (Army),  radio  range; 
the  Intersection  of  the  southwest  course 
of  the  Boston,  Ma.ss.,  radio  range  and  the 
southeast  course  of  the  Hartford,  Conn., 
radio  range;  the  intersection  of  the  west 
course  of  the  Providence,  R.  I.,  radio 
range  and  the  southwest  course  of  the 
Boston,  Mass.,  radio  range. 

This  amendment  shall  become  effec- 
tive 0001  e.  s.  f.  March  8.  1949. 

(Sec.  205,  301.  302.  307  and  308;  52  Stat. 
984.  985.  986;  54  Stat.  1233.  1235;  Pub. 
Law  872,  80th  Cong.;  49  U.  S.  C,  425. 
451,  452,  457,  458) 

I  SEAL  1  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

[P.   R.    Doc.   49^1291;    Piled.   Feb.    18,    1949; 
8:46  a.  m.l 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  VII — Department  of  the  Air 
Force 

Subchapter    F — Organized   Retervet 

Part  865 — Retirement  of  Air  Force 

Reserve  Personnel 
Sec. 

865.1  Purpose. 

865.2  Eligibility. 

865.3  Ineligibility. 

865.4  Year    of   satisfactory    Federal    service 

for  eligibility  for  retirement. 

865.5  Minimum  number  of  years  of  satis- 

factory service. 
8656     Computation. 
865  7     Application. 

AuTHORrrT:   S§  865.1  to  865.7  issued  under 
Pub.  Law  810,  80th  Cong..  62  Stat.  1081. 
Derivation:  APR  45-7,  December  31,  1948. 

S  865.1  Purpose.  This  part  sets  forth 
the  eligibility  requirements  and  adminis- 
trative procedures  required  for  the  re- 
tirement with  pay  of  officers  and  enlisted 
personnel  of  the  Air  Force  Reserve. 
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5  865.2  Eligibility.  The  requirements 
for  retirement  with  pay  are  that: 

(a)  The  Reservist  has  attained  60 
years  of  age. 

<b)  The  Reservist  has  completed  a 
minimum  of  20  years  of  satisfactory  Fed- 
eral service  (not  necessarily  consecutive) 
In  one  or  more  of  the  components  listed 
in  subparagraph  (1)  of  this  paragraph: 

(1)  Service  only  in  the  following  com- 
ponents of  the  armed  services  can  be 
counted  for  retirement  credit.  (Service 
In  subdivisions  (i)  di).  (ill),  (Iv).  and 
(V)  of  this  subparagraph,  is  creditable 
provided  the  service  is  not  sufficient  to 
warrant  retired  pay  under  any  other  pro- 
vision of  law  applicable  to  members  of 
the  armed  services.) 

(i)  United  States  Air  Force. 

(11)   United  States  Army. 

(ill)   United  States  Navy. 

(iv)  United  States  Marines. 

(V)  United  States  Coast  Guard. 

(vi)  The  National  Guard  of  the 
United  States. 

(vil)  The  National  Guard  while  in  the 
service  of  the  United  States. 

(viii)  The  Federally  recognized  Na- 
tional Guard  prior  to  1933. 

(ix)  A  Federally  recognized  status  in 
the  National  Guard  prior  to  1933. 

(X)  The  Officers'  Reserve  Corps  and 
the  Enlisted  Reserve  Corps  prior  to 
March  25.  1948. 

(xi)   The  Organized  Reserve  Corps. 

(xii)  The  Army  of  the  United  States 
without  component. 

(xiii)  The  Naval  Reserve  and  the 
Naval  Reserve  P\)rce,  excluding  those 
members  of  the  Fleet  Reserve  and  the 
Ffeet  Naval  Reserve  transferred  thereto 
after  completion  of  16  or  more  years  of 
active  naval  service. 

(xiv)  The  Marine  Corps  Reserve  and 
the  Marine  Corps  Reserve  Force,  exclud- 
ing those  members  of  the  Fleet  Marine 
Corps  Reserve  transferred  thereto  after 
completion  of  16  or  more  years  of  active 
naval  service. 

(XV)  The  Limited  Service  Marine 
Corps  Reserve. 

(xvi )  The  Naval  Militia  who  have  con- 
formed to  the  standards  prescribed  by 
the  Secretary  of  the  Navy. 

(xvii)   The  National  Naval  Volunteers. 

(xviii)   The  Air  National  Guard. 

(xlxi  The  Air  Force  Reserve  (Officers 
or  Enlisted  Sections). 

<xx)  The  Air  Force  of  the  United 
States  without  component. 

(xxD   The  Coast  Guard  Reserve. 

(2)  Service  in  the  following  compo- 
nents among  others  can  not  be  counted 
for  retirement  credit: 

(i)  Inactive  National  Guard. 

(ii)  Inactive  Air  National  Guard. 

(ill)  Inactive  Re.serve  Section  or  Hon- 
orary Reserve  Section  of  the  Officers'  Re- 
serve Corps. 

(iv )  Inactive  Section  or  Honorary  Sec- 
tion of  the  Air  Force  Reserve. 

(V  >  Honorary  Retired  List  of  the  Navy 
or  the  Marine  Corps. 

(c)  The  last  eight  years  of  qualifying 
service  must  have  been  as  a  member  of 
a  Reserve  component,  except  that  any 
member  of  a  Reserve  component  of  the 
Air  Force  of  the  United  States  will  be  * 
entitled  to  include  service  as  a  member  of 
a  Reserve  component  of  the  Army  of  the 
United  States  performed  on  or  prior  to 
July  26.  1949. 
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(d)  A  person  who  was  a  member  of  a 
Reserve  component  on  or  before  August 
15.  1945  must  have  performed  active 
Federal  service  during  one  or  more  of 
the  following  periods:  April  6,  1917  to 
November  11.  1918.  and  September  9, 
1940  to  December  31.  1946. 

§  865  3  Ineligibility.  The  following 
personnel  are  not  eligible  to  receive  ben- 
efits under  provisions  of  this  part: 

(a>  Members  of  the  Regular  Army, 
Navy.  Air  Force,  or  Marine  Corps  who 
are  also  members  of  a  Reserve  compo- 
nent. , 

<b)  Any  officer  or  enlisted  person  or 
the  Regular  or  Reserve  components  of 
the  Army.  Navy.  Air  Force,  or  Marine 
Corps  who  is  entitled  to  receive,  or  is 
receiving  under  any  other  provision  of 
law.  retired  pay  for  military  or  naval 
service,  including  retirement  pay  as  a 
transferred  member  of  the  Fleet  Reserve. 
is  ineligible  to  receive  retired  pay  as 
referred  to  in  this  part. 

S  865.4  Year  of  satisfactory  Federal 
service  for  eligibility  for  retirement,  (a ) 
Prior  to  June  29.  1948.  a  year  of  satis- 
factory Federal  service  will  be  considered 
to  be  any  365  days,  not  necessarily  con- 
secutive, served  ion  active  duty  and^or) 
as  a  member  of  a  Reserve  component  of 
the  armed  forces  as  specified  in  §  865.2 

(b)    tl>. 

(b)  On  and  after  June  29.  1948.  a  year 
of  satisfactory  Federal  service  will  be 
any  year  in  which  a  Reservist  attains  a 
minimum  of  50  points.  The  number  of 
points  earned  in  a  year  will  be  computed 
as  follows:  '^ 

tl)  Fifteen  points  for  being  a  member 
of  the  Organized  or  Volunteer  Air  Re- 
serve, or  Air  National  Guard. 

(2)  One  point  for  each  authorized  drill 
period  or  period  of  equivalent  instruc- 
tion.    A  minimum  to  two  hours  will  con- 
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stltute  a  drill  period,  and  not  more  than 
one  point  will  be  credited  in  the  same 
calendar  day. 

(3)  One  point  for  each  day  of  active 

duty.  ^  ^^ 

(4)  One  point  for  each  rated  three 
hours  of  work  satisfactorily  completed 
on  Air  Force  Extension  Courses  as  au- 
thorized by  current  Air  Force  directives. 

(51  An  aggregate  of  60  points  maxi- 
mum only  will  be  credited  for  one  year 
under  subparagraphs  (1),  <2).  and  (4) 
of  this  paragraph. 

(6>  All  earned  points  count  in  com- 
puting retired  pay  even  though  the  num- 
ber earned  may  be  insufficient  for  the 
year  to  be  a  "year  of  satisfactory  Federal 

service." 

(c)  A  "year"  as  specified  in  this  sec- 
tion is  defined  as  follows: 

(1>  For  personnel  who  on  June  29. 
1948.  were  members  of  a  Reserve  com- 
ponent of  the  armed  forces  as  specified  in 
§'865.2  <b>  (1).  the  "year  will  be  com- 
puted from  June  29th  of  one  year  to 
June  28th  of  the  next  year.  Inclusive." 

(2>  For  persons  who  enter  or  re- 
enter the  service  after  June  29,  1943.  the 
"anniversary"  will  be  the  date  of  such 
entry  or  re-entry.  Renewal  of  a  com- 
mission or  re-enlistment  will  not  con- 
stitute re-entry  if  such  re-appointment 
or  re-enlistment  takes  place  without  a 
break  in  service. 

S  865.5  Minimum  number  of  years  of 
satisfactory  service.  The  minimum 
number  of  years  of  satisfactory  service 
for  retirement  on  attaining  the  age  of  60 
will  be  computed  by  adding  the  number 
of  years  specified  in  §  865.4. 

5  865.6  Computation-^ di^  Computa- 
tion of  points  earned  for  retirement.  ( 1  > 
"  The  number  of  points  attained  for  serv- 
ice prior  to  June  29.  1948.  will  be  com- 
puted by  adding  subdivisions  U)  and  (li) 
of  this  subparagraph: 


(0  The  total  number  of  days  of  active 
Federal  duty  (to  Include  active  duty  for 
training*. 

(li>  The  number  of  days  spent  as  a 
member  of  a  Reserve  component  other 
than  active  duty,  divide  by  S65  and  mul- 
tiply by  50. 

(2>  The  number  of  points  attained  for 
service  on  and  after  June  29.  1948.  will 
be  computed  by  adding  all  points  earned 
in  §  865.4  (b)  <1>  <2).  <3).  and  <4>.  sub- 
ject to  the  limitations  of  §  865  4  <b)  (5). 

(b»  Method  of  computing  retired  pay. 
(1)  The  number  of  points  obtained  in 
paragraphs  (a)  (1>  and  (2)  of  this 
section,  will  be  added. 

(2)  The  sum  obtained  in  subparagraph 
(1>  of  this  paragraph,  will  be  divided  by 

360. 

1 3 1  The  quotient  thus  obtained  will  be 

multiplied  by  2' 2  per  cent. 

i4)  The  percentage  thus  obtained  will 
be  multiplied  by  the  annual  base  and 
longevity  pay  which  the  individual  would 
receive  if  serving  at  the  time  granted 
such  pay  on  active  duty  In  the  highest 
grade  (temporary  or  permanent)  satis- 
factorily held  by  him  during  his  entire 
period  of  service. 

(5)  Annual  rate  for  retirement  will 
not  exceed  75  percent  of  stated  active 
duty  pay. 

5  865.7  Application.  The  Reservist,  on 
attaining  his  59th  birthday,  should  make 
application  on  NME  Form  108.  This 
form  may  be  obtained  from  the  Deputy 
Chief  of  Staff.  Personnel,  Headquarters. 
United  States  Air  Force,  Attention:  Di- 
rector of  Military  Personnel,  Wa.shing- 
ton  25.  D.  C. 

[SCALl  L.   L.   JUDGB. 

Colonel,  U.  S.  Air  Force, 
Air  Adjutant  General. 

IP.    R.    Doc.    49-1288;    Filed.    Feb.    18.    1949; 
8:45  a.  m.l 
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DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

[CGFR  49-31 

Approval  of  Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  R.  S.  4405  and  4491.  as 
amended;  46  U.  S.  C.  375.  489;  and  sec- 
tion 101  of  the  Reorganization  Plan  No. 
3  of  1946  (11  F.  R.  7875,  60  Stat.  1097  >. 
as  well  as  the  additional  authorities  cited 
with  specific  items  below,  the  following 
approvals  of  equipment  are  prescribed 
and  shall  be  effective  for  a  period  of  five 
years  from  date  of  publication  in  the 
Federal  Register  unless  sooner  canceled 
or  suspended  by  proper  authority: 

LIFTEBOATS 

Approval  No.  160.035  214  0.  20  0'  x  6.5' 
x  2.67'  aluminum,  oar-propelled  lifeboat, 
20-person  capacity,  identified  by  Con- 
struction and  Arrangement  Dwg.  No. 
20-2  dated  December  24.  1947.  and  re- 


vised December  27.  1948.  submitted  by 
the  Marine  Safety  Equipment  Corp., 
Point  Pleasant.  N.  J. 
<R  S  4417a.  4426.  4481.  4488.  4492.  35 
Stat.  428.  49  Stat.  1544.  54  Stat.  346.  and 
sec  5  (e>.  55  Stat.  244,  as  amended;  46 
use.  367.  391a.  396.  404.  474.  481.  490. 
1333  50  U.  S.  C.  1275;  46  CFR  37.1-1. 
59.13,  76.16.  94.15.  113.10) 

TELEPHONE   ECJUIPMENT.   SOUND   POWERED 

Approval  No.  161.005  37/1.  Sound  pow- 
ered telephone  station  with  internal 
ringer,  selective  ringing,  common  talking, 
dripproof,  bulkhead  mounting.  Types  2, 
8.  and  17.  Dwg.  No.  70-525.  Alt.  3.  manu- 
factured by  Henschel  Corp.,  Amesbury. 
Ma.ss.  (Supersedes  Approval  No.  161- 
005  37  0  published  in  the  Federal  Reg- 
ister August  28.  1948.) 
(R.  S.  4417a,  4418,  4426.  49  Stat.  1544. 
54  ^at.  346.  and  sec.  5  (e),  55  Stat.  244. 
as  amended.  46  U.  S.  C.  367.  391a.  392. 
404,  1333.  50  U.  S.  C.  1275;  46  CFR  32.9-4, 
63  11,  79.12,  97.14.  116.10) 


safety  valves 

Approval  No.  162.001/96  0,  Series  200- 
E-101.  steel  body  pop  safety  valve,  ex- 
po.sed  spring,  fitted  with  ventilated  spring 
cover,  expanded  outlet.  600  pounds  per 
square  Inch  pressure  rating,  750°  F.  max- 
imum temperature,  Dwg.  No.  P-20125. 
approved  for  sizes  I'j".  2",  2'2".  3", 
and  4  ",  manufactured  by  Marine  k  In- 
dustrial Products  Co.,  1526  Vine  Street. 
Philadelphia  2,  Pa. 

Approval  No.  162.001/97/0,  Series  210- 
E-101,  steel  body  pop  safety  valve,  ex- 
posed spring  fitted  with  ventilated  spring 
cover,  equal  outlet  and  inlet,  6C0  pounds 
per  square  inch  pressure  rating.  750°  F. 
maximum  temperature.  Dwg.  No.  P- 
20125,  approved  for  sizes  II2".  2"  2'^  '. 
3"  and  4".  manufactured  by  Marine  & 
Industrial  Products  Co..  1526  Vine  Street, 
Philadelphia  2.  Pa. 

Approval  No.  162  001/98/0,  Series 
5-102,  bronze  body  pop  safety  valve,  en- 
closed spring.  300  pounds  per  square  inch 
maximum  pressure.  450°  F.  maxirr.um 
temperature.  Dwg.  D-5-102.  approved  for 
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sizes  l»/i".  2".  2V2",  and  3".  manufac- 
tured by  Marine  tt  Industrial  Products 
Co.,  1526  Vine  Street.  Philadelphia  2.  Pa. 

Approval  No.  162.001  99/0.  Series 
5-101,  bronze  body  pop  safety  valve,  en- 
closed spring,  150  pounds  per  square  inch 
maximum  pre.ssure,  366°  F.  maximum 
temperature.  Dwg.  No.  5-101.  approved 
for  sizes  I'/i".  2".  2»2",  and  3".  manu- 
factured by  Marine  ii  Industrial  Products 
Co.,  1526  Vine  Street,  Philadelphia  2.  Pa. 

Approval  No.  162.001/100  0,  Series  5. 
bronze  body  pop  safety  valve,  enclosed 
spring,  screwed  inlet  and  outlet,  30 
pounds  per  square  inch  maximum  pres- 
sure. 366°  F.  maximum  temperature, 
limited  to  Installation  on  heating  boilers 
and  evaporators,  not  permitted  on  power 
boilers.  Dwg.  No.  D-5L-2*'2,  approved  for 
sizes  ^,4",  1".  IV4",  1*2".  2  ",  2>2",  and 
3".  manufactured  by  Marine  k  Industrial 
Products  Co..  152p  Vine  Street,  Phila- 
delphia 2,  Pa. 

(R.  S.  4417a,  4418,  4426,  4433.  49  Stat. 
1544.54  Stat.  346;  and  sec.  5  ie>.  55  Stat. 
244.  ^amended;  46  U.  S.  C.  367.  391a. 
392,  404.  411,  1333.  50  U.  S.  C,  1275.  46 
CFR  Part  52) 

BACKFIRE  FLAME  ARRESTERS  FOR 
CARBURETORS 

Approval  No.  162.015/8  1.  Model  No. 
C175-11,  backfire  flame  arrester  for 
carburetors,  identified  by  Assembly  Dwg. 
No.  C175-11  dated  April  13,  1946.  manu- 
factured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp.,  696  Hart  Avenue, 
Detroit.  Mich.  ( Supersedes  Approval  No. 
162.015  8  0  published  in  Federal  Reg- 
TER  July  31.  1947.) 

Approval  No.  162.0159/1.  Model  No, 
0175-11  A.  backfire  flame  arrester  for 
carburetors,  identified  by  A.s.sembly  Dwg. 
No.  C175-11A  dated  May  19.  1946,  manu- 
factured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp.,  696  Hart  Avenue, 
Detroit,  Mich.  (Supersedes  Approval  No. 
162  015  9  0  published  in  Federal  Regis- 
ter July  31,  1947) 

Approval  No.  162.015/10/1,  Model  No. 
B175-19A,  backfire  flame  arrester  for 
carburetors,  identified  by  Assembly  Dwg. 
No.  B175-19A  dated  July  25.  1945.  and 
altered  July  25,  1946,  manufactured 
by  Zenith  Carburetor  Division,  Bendix 
Aviation  Corp.,  696  Hart  Avenue,  De- 
troit, Mich.  (Supersedes  Approval  No. 
162.015/10/0  published  in  Federal  Reg- 
ester  July  31,  1947.) 

Approval  No.  162.015/12/1,  Model  No. 
B175-17,  backfire  flame  arrester  for  car- 
buretors, identified  by  undated  Assembly 
Dwg.  No.  B175-17,  altered  July  24,  1946. 
manufactured  by  Zenith  Carburetor  Di- 
vision, Bendix  Aviation  Corp..  696  Hart 
Avenue.  Detroit.  Mich.  (Supersedes  Ap- 
proval No.  162.015/12/0  published  in  the 
Federal  Register  July  31,  1947.) 

Approval  No.  162.015/131,  Model  No. 
B175-14,  backfire  fiame  arrester  for  car- 
buretors, identified  by  Assembly  Dwg. 
No.  B175-14  dated  May  9,  1946,  and  al- 
tered July  24,  1946.  manufactured  by 
25enith  Carburetor  Division.  Bendix  Avia- 
tion Corp..  696  Hart  Avenue,  Detroit, 
Mich.  (Supersedes  Approval  No. 
162.015/13/0  published  in  the  Federal 
Register  July  31,  1947.) 

Approval  No.  162.015/14/1,  Model  No. 
B175-12,  backfire  flame  arrester  for  car- 
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buretors.  identified  by  Assembly  Dwg.  No. 
B175-12  dated  May  6,  1946,  manufac- 
tured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp..  696  Hart  Avenue, 
Detroit,  Mich.  (Supersedes  Approval 
No.  162.015  14/0  published  in  the  Federal 
Register  July  31,  1947.) 

Approval  No.  162.015/15  1,  Model  No. 
B175-12A,  backfire  flame  arrester  for 
carburetors.  Identified  by  Assembly  Dwg. 
No.  B175-12A  dated  May  13,  1946,  manu- 
factured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp.,  696  Hart  Avenue, 
Detroit,  Mich.  (Supersedes  Approval  No. 
162.015  15/0  published  In  the  Federal 
Register  July  31,  1947.  > 

Approval  No.  162.015/16/1,  Model  No. 
B175-13B,  backfire  flame  arrester  for 
carburetors.  Identified  by  Assembly  Dwg. 
No.  B175-13B  dated  May  14.  1946.  manu- 
factured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp.,  696  Hart  Avenue. 
Detroit.  Mich.  (Supersedes  Approval  No. 
162.015  16  0  published  In  the  Federal 
Register  July  31,  1947.) 

Approval  No.  162.015/17/1,  Model  No. 
B175-13.  backfire  flame  arrester  for  car- 
buretors, identified  by  A.ssembly  Dwg.  No. 
B175-13  dated  May  7.  1946.  manufac- 
tured by  Zenith  Carburetor  Division, 
Bendix  Aviation  Corp.,  696  Hart  Avenue, 
Detroit,  Mich.  (Supersedes  Approval 
No.  162.015/17/0  published  in  the  Federal 
Register  July  31.  1947.) 

Approval  No.  162.015,  18/1,  Model  No. 
B175-13A,  backfire  flame  arrester  for 
carburetors,  identified  by  Assembly  Dwg. 
No.  B175-13A  dated  May  13.  1946,  manu- 
factured by  Zenith  Carburetor  Division. 
Bendix  Aviation  Corp..  696  Hart  Avenue. 
Detroit.  Mich.  'Supersedes  Approval 
No.  162.015  18/0  published  in  the  Fed- 
eral Register  July  31.  1947.) 

Approval  No.  162.015/19/1,  Model  No. 
B175-16.  backfire  flame  arrester  for  car- 
buretors, identified  by  Assembly  Dwg. 
No.  B175-16  dated  May  8.  1946.  manu- 
factured by  Zenith  Carburetor  Division. 
Bendix  Aviation  Corp..  696  Hart  Avenue. 
Detroit.  Mich.  (Supersedes  Approval 
No.  162.015/19/0  published  in  the  Fed- 
eral Register  July  31,  1947.) 

(54  Stat.  165.  166:  46  U.  S.  C.  5261,  526p; 
46  CFR  25.6-1.  26.4-1,  27.4-1) 

DECK    COVERING 

Approval  No.  164006/37/0.  "Houston 
Seaco  Decking",  magneslte  type  deck 
covering  identical  to  that  described  in 
National  Bureau  of  Standards  Test  Re- 
port No.  TG10230-11:  PP2686  dated  Jan- 
uary 26,  1949.  approved  as  meeting  Class 
A-60  requirements  in  a  1' '2 -inch  thick- 
ness, manufactured  by  A.  H.  Houston  & 
Co..  Inc..  11  Broadway.  New  York  4,  N.  Y. 

(R.  S.  4417a.  4426,  49  Stat.  1384.  1544.  54 
Stat.  346.  1028.  and  sec.  5  (e),  55  Stat. 
244.  m  amended;  46  U.  S.  C.  367.  369, 
391a,  404,  463a,  1333,  50  U.  S.  C.  1275; 
46  CFR  164.006) 

CH.\NGE    of    MANUFACrrURER'S    NAME 

The  name  of  "Welin  Davit  and  Boat 
Division  of  American  Steel  &  Copper  In- 
dustries, Inc.",  has  been  changed  to 
"Welin  Davit  and  Boat  Division  of  Con- 
tinental Copper  &  Steel  Industries,  Inc." 
for  all  approvals  Issued  to  that  company 
under  the  general  headings  "Buoyant 
Apparatus",  "Winches,  Lifeboat",  "Dav- 
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its.  Lifeboat",  "Mechanical  Disengaging 
Apparatus  (for  Lifeboats)",  "Hand-Pro- 
pelling Gear,  Lifeboat",  and  "Lifeboats". 

Dated:  February  15,  1949. 

[seal!  J.  F.  Farley, 

Admiral,  U.  S.<Joast  Guard, 
Commandant. 

|F.   R.    Etoc.    49-1297;    Filed.    Feb.    18,    1949; 
8:49   a.  in.| 

DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  AdministratiorM 

(Administrative  Order  1822 J 
Loan  Announcement 

February  7,  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 


Loan  designation: 
Kentucky  35S  Warren. 


Amount 
91.000.  000 


r^EALl 


Claude  R.  Wickard. 
Administrator. 


[P.    R.    Doc.   49-1309;    Filed,    Feb.    18,    1919; 
8:51  a.  m.) 


[Administrative  Order  1823] 

Allocation  of  Funds  for  Loans 

February  8,  1949. 
Inasmuch  as  Waupaca  Electric  Cooper- 
ative and  Marathon-Portage  Electric 
Cooperative,  Inc.,  have  been  consolidated 
Into  Central  Wisconsin  Electric  Coopera- 
tive, a  new  corporation,  and  as  a  result 
of  such  consolidation.  Central  Wisconsin 
Electric  Cooperative  possesses  all  of  the 
property  and  assets  of  Waupaca  Electric 
Cooperative  and  Marathon-Portage  Elec- 
tric Cooperative.  Inc.,  and  is  responsi- 
ble and  liable  for  all  of  the  liabilities  and 
obligations  of  Waupaca  Electric  Cooper- 
ative and  Marathon-Portage  Electric  Co- 
operative, Inc.,  including  their  entire  in- 
debtedness to  United  States  of  America, 
arising  out  of  loans  made  to  them  by 
United  States  of  America  pursuant  to  the 
Rural  Electrification  Act  of  1936,  as 
amended.  I  hereby  amend: 

(a)  Administrative  Order  No.  289, 
dated  September  12.  1938.  by  changing 
the  project  designation  appearing  therein 

•as  "Wisconsin  9048A1  Waupaca"  in  the 
amount  of  $151,000  to  read  "Wiscon.sin  66 
Portage-Waupaca  (Wisconsin  9048A1 
Waupaca)"  in  the  amount  of  $151,000; 

(b)  Administrative  Order  No.  341, 
dated  May  2,  1939.  by  changing  the  proj- 
ect designation  appearing  therein  as 
"Wisconsin  R9048W1  Waupaca"  in  the 
amount  of  $5,000  to  read  "Wisconsin  65 
Portage-Waupaca  (Wisconsin  R9048W1 
Waupaca)  "  in  the  amount  of  $5,030; 

(c)  Administrative  Order  No.  398, 
dated  October  6. 1939,  as  amended  by  Ad- 
ministrative Order  No.  447,  dated  April 
22, 1940,  by  changing  the  project  designa- 
tion appearing  therein  as  "Wisconsin 
0048B1  Waupaca"  in  the  amount  of  S147.- 
000  to  read  "Wisconsin  66  Portage-Wau- 
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paca  (Wisconsin  0048B1  Waupaca)"  In 
the  amount  of  $147,000; 

(d)  Administrative  Order  No.  449. 
dated  April  22,  1940.  by  changing*  the 
project  designation  appearing  therein  as 
•Wi-sconsln  0048W2  Waupaca"  In  the 
amount  of  $1,000  to  read  "Wisconsin  66 
Portage-Waupaca  i  Wisconsin  0048W2 
Waupaca)"  In  the  amount  of  $1,000; 

(e>  Administrative  Order  No.  538, 
dated  November  5,  1940.  by  changing  the 
project  designation  appearing  therein  as 
"Wisconsin  1048W3  Waupaca"  In  the 
amount  of  $4,000  to  read  "Wisconsin  66 
Portage-Waupaca  (Wisconsin  1G48W3 
Waupaca*"  in  the  amount  of  $4,000; 

(f)  Administrative  Order  No.  616. 
dated  August  30.  1941.  by  changing  the 
project  designation  appearing  therein  as 
"Wisconsin  204«C1  Waupaca"  in  the 
amount  of  $47,000  to  read  "Wisconsin  66 
Portage-Waupaca  (Wisconsin  2048C1 
Waupaca) "  In  the  amount  of  $47,000: 

(g)  Administrative  Order  No.  618. 
dated  September  12.  1941.  by  changing 
the  project  designation  appearing 
therein  as  "Wisconsin  2062A1  Portage" 
In  the  amount  of  $190,000  to  read  "Wis- 
consin 66  Portage- Waupaca  (Wisconsin 
2062A1  Portage)"  in  the  amount  of 
$190,000: 

(h)  Administrative  Order  No.  676, 
dated  February  20.  1942.  by  changing  the 
project  designation  appearing  therein  as 
"Wisconsin  2048§4  Waupaca"  in  the 
amount  of  $12,000  to  read  "Wisconsin  66 
Portage-Waupaca  (Wisconsin  2048S4 
Waupaca) "  in  the  amount  of  $12,000; 

(1)  Administrative  Order  No.  907. 
dated  June  1, 1945.  by  changing  the  proj- 
ect designation  appearing  therein  as 
"Wisconsin  5-2062A2  Portage"  in  the 
amount  of  $45,000  to  read  "Wisconsin  66 
Portage- Waupaca  (Wisconsin  5-2062A2 
Portage)"  in  the  amount  of  $45,000; 

(J)  Administrative  Order  No.  909. 
dated  June  2. 1945.  by  changing  the  proj- 
ect designation  appearing  therein  as 
••Wisconsin  5-46048C2  Waupaca"  In  the 
amount  of  $60,000  to  read  "Wisconsin  66 
Portage- Waupaca  (Wisconsin  5-46048C2 
Waupaca)  "  In  the  amount  of  $60,000: 

(k)  Administrative  Order  No.  936. 
dated  July  23,  1945.  by  changing  the 
project  designation  appearing  therein  as 
"Wisconsin  46062B1  Portage"  in  the 
amount  of  $102,000  to  read  "Wlscon.Mn  68 
Portage- Waupaca  (Wisconsin  46062B1 
Portage) "  in  the  amount  of  $102,000; 

(1)  Administrative  Order  No.  1129. 
dated  August  28,  1946.  by  changing  the 
project  designation  appearing  therein  as 
"Wisconsin  48K  Waupaca"  In  the  amount 
of  $110,000  to  read  "Wisconsin  66  Port- 
age-Waupaca (Wisconsin  48K  Wau- 
paca)" In  the  amount  of  $110,000. 


NOTICES 

designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Wisconsin  66A*ortage-Waupaca.  $235,  000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


(P.   R.   Doc.   49-1310;    Piled.   Peb.    18,    IMfl; 
8:52  *.  m.] 


f  Administrative  Order  1824) 
Loan  Announcement 

February  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 


[seal] 


Claude  R.  Wickard. 

Administrator. 


a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Virginia  41R  Prince  WUUam $415,000 


IP.   ft.   Doc.   49-1311;    PUed.   Feb.    18.    1949; 
8:52  a.  m.l 


lAdmlnUtratlve  Order  1825) 

Loan  Announcement 

February  8.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  deslgnp.tlon :  Amount 

North  DakoU  38C  Cavalier $1. 120,000 


[SEAL] 


Claude  R.  Wickard. 

Administrator. 


IF.   R.   Doc.   49-1312;    PUed.   Peb.    18.    1949; 
8:52  a.  m.| 


[Administrative  Order  1826] 

Loan  Announcement 

February  8.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation : 

Alabama  270  (Donecuh.. 


Amount 
$490,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

[P.   R.   Doc.   49-1313;    Filed.   Peb.    18.    1949; 
8:52  a.  m.| 


(Administrative  Order  1827) 

Loan  Announcement 

February  8.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Indiana  38G  Johnson $46,000 


[SEALl 


Claude  R.  Wickard, 
Administrator. 


[P.   R.   Doc.   49  1314;    Piled.   Peb.    18,    1949; 
8:53  a.  m.| 


[seal]  Claude  R.  Wickard. 

Administrator. 

|F.    R.   Doc.    49-1315;    Filed,    Feb.    18,    1949; 
8:53  a.  m.l 


I  Administrative  Order  18281 

Loam  Anhouncemxnt 

FXBRUAIT  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Eectrlflcatlon  Act  of  1936,  as  amended. 


(Administrative  Order  18291 
Loan  Announcement 

February  9.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as.  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Arizona  20B  Pima.. $190,000 


I  SEAL  I 


Claude  R.  Wickard. 
Admtnlsfrafor. 


IF.    R.   Doc.    49-1316;    Piled,    Peb.    18.    1949; 
8:53  a.  m] 


(Administrative  Order  1830] 
Loan  Announcement 

February  9.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Nebraska  95C  Cheyenne 


Amount 
$862,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|P    R.   Doc.    49-1317;    Piled.    Peb.    18.    1949; 
8:63  a.  m.] 


(AdmlnlstratlTe  Order  1831] 
Loan  Announcement 

February  9.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Minnesota  87H  Marshall $1,418,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

(P.   R.   Doc.   49-1318;    Piled.   Feb.    18,    1949; 
8:63  a.  m.| 


(Administrative  Order  1832] 
Ix)AN  Announcement 

February  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 


Saturday,  February  19,  1949 

a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Arkansas  29M  Clark. $400,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


(P.   R.   Doc.   49-1319;    Filed.   Feb.    18,    1949; 
8:63  a.  m.] 


(Administrative  Order  18331 
Loan  Announcement 

February  11,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Illinois  7M  Henry $20,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

(P.   R.   Doc.   49-1320;    Piled.   Feb.    18.    1949; 
8:53  a.  m.] 


(Administrative  Order  1834] 
Loan  Annnpuncement 

February  11,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

New  Jersey  4L  Monmouth ._.  $162,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.    R.   Doc.    49-1321;    Filed.    Peb.    18.    1949; 
853   a.  m.j 


(Administrative  Order  1835] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Oklahoma  14L  Love. 


Amount 
$110,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

(F.   R.   Doc.   49-1322;    Filed.   Peb.    18,    1949; 
8:54  a.  ml* 


[Administrative  Order  1836] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
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a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Texas  144B.  D  Kinney $1,070,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

(P.   R.   Doc.   49-1323;    Filed,   Peb.    18,    1949; 
8:54  a.  ml 


[Administrative  Order  1837] 

Loan  Announcement 

February  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 
Minnesota  97G  Roseau 


Amount 
$310,000 


[seal]  Claxtoe  R.  Wickard, 

Administrator. 

I  p.   R.   Doc.   49-1324;    Piled.   Peb.    18,    1949; 
8:54  a.  m] 


(Administrative  Order  1838] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 
Texas  33B  Bryan 


Amount 
$780.  000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.   R.   Doc.   49-1325;    Filed.   Peb.    18,    1949; 
8:54  a.  m.] 


[Administrative  Order  1839] 
Loan  Announcement 

February  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: ,. 

Loan  designation:  Amount 
North   Carolina  64E  Hatteras   Is- 
land  $92.  000 


[seal] 


Claude  R.  Wickard. 

Administrator. 


[F.   R.   Doc.   49-1326;    Filed.   Feb.    18,    1949; 
8:54  a.  m.] 


[Administrative  Order  1840] 

Loan  Annottocement 

February  11.  1949. 
Pursuant    to    the    provisions    of    the 
Rural   Electrification   Act   of    1936,   as 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  Amount 

Wisconsin  64N  Polk-Burnett $385,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

(P.   R.    Doc.   49-1327:    Filed.    Feb.    18.    1949; 
8:54  a.  m.j 


(Administrative  Order  1841] 

Lo.AN  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Ciovernment  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Missouri  38K.  L.  M  Reynolds $825,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|F.   R.   Doc.   49-1328;    Filed,   Peb.    18.    1949; 
8:54  a.  m.l 


[Administrative  Order  1842] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  Designation : 

Mississippi  66A  Alcorn 


Amount 
$320.  000 


[seal] 


Clatjde  R.  Wickard, 
Administrator. 


[P.    R.    Doc.    49-1329;    Filed,    Feb.    18,    1949; 
8:54  a.  m.] 


(Administrative  Order  1843] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Washington  32G  Okanogan $55.  000 

[seal]  Claude  R.  Wickard. 

Administrator. 

[F.   R.    Doc.    49-1330;    Filed.   Feb.    18,    1949; 
8:54  a.  m.] 


(Administrative  Order  1844] 
Loan  Announcement 

February  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
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loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation : 

Mississippi  23T  Copiah. 


Amount 
$900,000 


I  seal!  Claude  R.  Wickard, 

Administrator. 

IP.   R.   Doc.   49-1331:    Piled,   Feb.    18.    1949; 
8:54  a.  m.) 


(Administrative  Order  1845] 

Loan  Announcement 

February  11,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loair  designation : 

Montana  17K  Rosebud. 


Amount 
$175,000 

[sealI  Claude  R.  Wickard. 

Adyninistrator. 

I  P.    R.   Doc.    49-1332:    Filed,    Feb.    18.    1949; 
8:54  a.  m.l 


[Administrative  Order  1846] 
Loan  Announcement 

February  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation : 

Arkansaa  33G  Polk 


Amount 
$180,  000 


NOTICES 

portation  is  required  by  the  public  con- 
venience and  necessity;  (b)  whether  the 
applicants  are  citizens  of  the  United 
States;  (c)  whether  the  applicants  are 
fit,  willing,  and  able  properly  to  perform 
air  transportation  .service  and  to  con- 
form to  the  provisions  of  the  act  and  to 
the  rules,  regulations,  and  requirements 
of  the  Board  thereunder:  and  (d)  If  the 
public  convenience  and  necessity  require 
any  of  the  proposed  service  and  selection 
of  carrier  is  nece.ssary,  which  applicant 
would  best  serve  the  public  interest. 

Notice  is  further  given  that  any  per- 
son other  than  parties  of  record  desiring 
to  be  heard  in  this  proceeding  must  file 
with  the  Board  on  or  before  March  14, 
1949,  a  statement  setting  forth  the  Issues 
of  fact  and  law  to  be  controverted. 

For  further  details  of  the  services  pro- 
posed and  authorizations  requested.  In- 
terested parties  are  referred  to  the  or- 
ders, applications,  petitions,  motions, 
correspondence,  and  the  examiner's  pre- 
hearing conference  report  on  file  with 
the  Civil  Aeronautics  Board. 

Dated  at  Washington,  D.  C,  February 
15,  1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  I  M  C.  Mulligan. 

Secretary. 

[P.    R.   Doc.   49-1298:    Piled.   Feb.    18.    1949; 
8:50  a.   m.] 


[seal]  Claude  R.  Wickard, 

AdJninistrator. 

|P.    R.   Doc.    4fr-1333;    Piled,    Feb.    18,    1949; 
8:55  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

[DockeU  Nos.   548.   501   et  al] 

Mississippi  Valley  and  Southeastern 
St.\tes  Cases 

notice  of  he.^ring 

In  the  matter  of  the  MLssissippi  Valley 
and  Southeastern  States  Cases  as  re- 
opened for  further  hearing,  reargument, 
and  reconsideration  with  respect  to  the 
establi.'^hment  of  local  feeder  service  in 
the  area  embraced  by  the  states  of  Mis- 
sissippi, Louisiana.  Alabama,  and  Geor- 
gia and  between  points  within  that  area 
and  the  city  of  Memphis. 

Notice  is  hereby  given  that  the  above- 
entitled  proceeding  is  assigned  for  hear- 
ing on  March  14.  1949.  at  10:00  a.  m. 
('eastern  standard  time»,  in  Conference 
Room  '"B  "  of  the  Departmental  Audi- 
torium. Constitution  Avenue  befveen 
Twelfth  and  Fourteenth  Streets  NW., 
Washington,  D,  C,  before  Examiner 
Ferdinand  D.  Moran. 

Particular  attention  will  be  directed 
to:  «a)  Whether  the  proposed  air  trans- 


(Docket  No.  2196  et  al.l 

New  England  Central  Airways  System, 
Inc.,  et  al.;  New  EJngland  States  Case 

notice  of  hearings 

In  the  matter  of  the  applications  of 
New  England  Central  Airways  System, 
Inc.,  and  other  applicants  for  certificates 
and  amendment  of  certificates  of  public 
convenience  and  necessity  under  section 
401  of  the  Civil  Aeronautics  Act  of  1938, 
as  amended,  authorizing  the  establish- 
ment of  new  and/or  additional  air  trans- 
portation services  of  persons,  property 
and  mail  in  the  New  England  area  and 
the  application  of  Northeast  Airlines, 
Inc..  for  authorization  to  abandon  air 
service  at  the  cities  of  Islip,  New  York, 
Riverhead,  New  York  and  New  London, 
Connecticut,  if  such  abandonment  is 
found  to  be  in  the  public  interest. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  sections  401  and  1001  of 
said  act,  that  the  hearing  in  the  above- 
entitled  proceeding  previously  assigned 
for  January  10. 1949,  and  later  postponed, 
is  hereby  re-a.ssigned  for  March  28.  1949, 
at  10:00  a.  m.  (eastern  standard  time*, 
in  Court  Room  4,  Twelfth  Floor,  Federal 
Building.  Devon.shire  Street  between 
Milk  and  Water  Streets.  Bo.ston.  Mass.. 
before  Examiner  Edward  T.  Stodola. 

Dated  at  Washington,  D.  C,  l^bruary 
16.  1949. 

By  the  Civil  Aeronautics  Board. 

(seal]  M.  C.  Mulligan, 

Secretari/. 

(P.   R.   Doc.   49  1299;    Filed.   Feb.    18,    1949f 
8:50  a.  m.l 


[Docket  No.  2210] 

National  Airlines,  Inc.;  Florida 
Trunkline  Service 

notice   or   HEARING 

In  the  matter  of  the  application  of  Na- 
tional Airlines,  Inc.,  and  other  applicants 
for  certificates  of  public  convenience  and 
necessity  or  amendments  thereof  under 
section  401  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  authorizing  addi- 
tional air  transportation  in  the  Florida 
area. 

Notice  is  hereby  given  pursuant  to  sec- 
tions 401  and  1001  of  the  Civil  Aeronau- 
tics Act  of  1938,  as  amended,  that  a  pub- 
lic hearing  in  the  above-entitled  matter 
is  assigned  to  be  held  on  March  21,  1949. 
at  10:00  o'clock  a.  m.  (eastern  standard 
time  > .  at  the  Shoreham  Hotel,  2500  Cal- 
vert Street  NW..  Washington.  D.  C.  be- 
fore Examiner  F.  Merritt  Ruhlen. 

Without  limiting  the  scope  of  the  Issues 
presented  by  said  applications,  particular 
attention  will  be  directed  to  the  following 
matters  and  questions: 

1.  Whether  the  proposed  air  transpor- 
tation is  required  by  the  public  conven- 
ience and  necessity. 

2.  Whether  the  applicants  are  citizens 
of  the  United  States. 

3.  Whether  the  applicants  are  fit.  will- 
ing, and  able  to  perform  properly  the 
proposed  air  transportation  and  to  con- 
form to  the  provisions  of  the  act  and  the 
rules,  regulations,  and  requirements  of 
the  Board  thereunder. 

4.  If  the  public  convenience  and  neces- 
sity require  any  of  the  proposed  services 
and  a  selection  of  carrier  is  necessary, 
service  by  which  applicant  would  be  most 
in  the  public  Interest. 

Notice  is  further  given  that  any  person 
other  than  the  parties  and  the  interven- 
ers of  record  as  of  February  14,  1949, 
desiring  to  be  heard  in  this  proceeding 
may  file  with  the  Board  on  or  before 
March  21,  1949,  a  statement  setting  forth 
the  issues  of  fact  and  law  raised  by  this 
proceeding  which  he  desires  to  controvert 
and  such  person  may  appear  and  partic- 
ipate in  the  hearing  in  accordance  with 
§  285.6  (a  '  of  the  rules  of  practice  under 
Title  IV  of  section  1002  (i)  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended. 

For  further  details  of  the  service  pro- 
po.sed  and  authorization  requested,  inter- 
ested parties  are  referred  to  the  applica- 
tions on  file  with  the  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D.  C.  February 
14.  1949. 

By  the  Civil  Aeronautics  Board. 

(SEAL]  M.  C.  Mulligan, 

Sccictary. 

IF.   R.    Doc.   49-1300;    Piled,   Feb.    18.    19-^9: 
8:a)  a.  m.| 


(Docket  No.  3C911 

Mid -Continent  Aifiines.  Inc.;  Petition 
OF  City  of  Mitchell,  S.  D.\k.,  et  al. 

notice  of  hearing 

In  the  matter  of  the  petition  of  thetJlty 
of  Mitchell.  South  Dakota  and  the  Mitch- 
ell Chamber  of  Commerce  for  an  amend- 
ment of  the  certificate  of  public  conven- 
ience and  necessity  of   Mid-CoiUinent 


Saturday,  February  19,  1949 

Airlines.  Inc.,  so  as  to  authorize  sched- 
uled air  transportation  of  persons,  prop- 
erty and  mail  to  Mitchell.  South  Dakota. 
on  the  above-named  carrier's  route  No. 
26. 

Notice  is  hereby  given  pursuant  to  the' 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  sections  401  and  1001  of 
said  act.  that  a  hearing  In  the  above- 
entitled  proceeding  is  assigned  to  be  held 
on  March  2.  1949.  at  10:00  a.  m.  (eastern 
standard  time>,  in  Room  1011,  Tempo- 
rary Building  No.  5,  Sixteenth  Street  and 
Con.stitution  Avenue  NW..  Wa.shington, 
D.  C,  before  Examiner  Richard  A.  Walsh. 

Without  limiting  the  scope  of  the  is- 
.sues  presented  by  said  petition,  particular 
attention  will  be  directed  to  the  question 
of  whether  the  public  convenience  and 
necessity  require  the  amendment  of  the 
certificate  of  Mid-Continent  Airlines  so 
as  to  provide  air  service  to  the  City  of 
Mitchell. 

Notice  Is  further  given  that  any  person 
desiring  to  be  heard  in  opposition  to  the 
above  petition  must  file  with  the  Board 
on  or  before  March  2,  1949,  a  statement 
setting  forth  the  issues  of  fact  or  law 
which  he  desires  to  controvert. 

For  further  details  of  the  service  pro- 
po.sed  and  the  amendment  requested,  in- 
terested parties  are  referred  to  the  peti- 
tion on  file  with  the  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D.  C.  February 
15.  1949. 

By  the  Civil  Aeronautics  Board. 

fsEALl  M.  C.  Mulligan, 

Secretary. 

I  P.    R.    Doc.    49-1301;    Filed.    Feb.    18.    1949; 
8:50  a.  m  ) 


FEDERAL  POWER   COMMISSION 

[Docket  No.  E-6178] 

Nantahala  Power  and  Light  Co. 

NOTICE  of  finding  OF  THE  COMMISSION 

Feburary  15,  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 14,  1949,  the  Federal  Power  Commis- 
sion i.ssued  its  finding  entered  February 
11,  1949.  in  the  above-designated  matter 
that  the  Interests  of  Interstate  or  foreign 
commerce  will  not  be  affected  by  the 
proposed  construction  and  operation  of 
the  Tuckasegee  Project,  on  the  West  Fork 
of  Tuckasegee  River  in  Jackson  County. 
North  Carolina. 

[seal]  Leon  M.  Puquay, 

Secretary. 

|F.    R.    Doc.    49-1294;    Filed,    Feb.    18,    1949; 
8:47  a.  m.) 


f  Docket  No.  G-11661 
New  York  State  Natural  G.\s  Corp. 

NOTICE  OF  application 

Febru.\ry  15,  1949. 
Notice  Is  hereby  given  that  on  Febru- 
ary 3,  1949.  New  York  State  Natural  Gas 
Corporation  (Applicant),  a  New  York 
corporation  with  its  principal  office  at 
Pittsburgh,  Pennsylvania,  filed  an  appli- 
cation for  a  certificate  of  public  conven- 
ience and  necessity,  pursuant  to  section 
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7  of  the  Natural  Gas  Act,  as  amended, 
authorizing  the  leasing  from  Empire  Gas 
and  Fuel  Company  (ESnpire)  and  the  op- 
eration of  approximately  10.14  miles  of 
8-lnch  and  10-inch  pipe  (including  ap- 
proximately 100  feet  of  6-inch  pipe) 
located  In  Potter  County,  Pennsylvania. 

Applicant  recites  that  on  January  20, 
1949,  Applicant  and  Empire  entered  into 
an  agreement  of  lease  of  the  10.14  miles 
of  pipeline  in  lieu  of  the  sale  of  the  above- 
described  facilities  proposed  at  Docket 
No.  G-976.  The  lease  is  for  a  period  until 
June  30. 1950,  and  thereafter  from  month 
to  month,  subject  to  cancellation  by 
either  party.  The  annual  rental  is  to  be 
$2,000. 

Applicant  recites  that  the  pipeline  will 
serve  as  an  additional  loop  to  Applicant's 
pipeline  system  and  will  provide  Appli- 
cant with  an  inlet  and  outlet  to  its  North 
Sharon  Storage  Pool  in  Potter  County. 
Pennsylvania. 

Any  interested  State  commis.sion  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Power  Commission 
as  to  the  nature  of  its  interest  in  the 
matter  and  whether  it  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  joint 
or  concurrent  hearing,  together  with  rea- 
sons for  such  request. 

The  application  of  New  York  State 
Natural  Gas  Corporation  Is  on  file  with 
the  Commission  and  Is  open  to  public 
inspection.  Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  ref- 
erence to  the  application  shall  file  with 
the  Federal  Power  Commissfbn,  Wash- 
ington 25,  D.  C,  not  later  than  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  Federal  Register,  a  petition  to 
intervene  or  protest.  Such  petition  or 
protest  shall  conform  to  the  requirements 
of  §S  1.8  and  1.10,  whichever  is  applicable, 
of  the  rules  of  practice  and  procedure. 

I  SEAL  ]  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49-1295;    Filed,    Feb.    18.    1949; 
8:47  a.  m.] 


[Docket  Nos.  G-1019.  G-1067,  G-1092] 

El  Pa.so  Natur\l  Gas  Co.  et  ^l. 

ORDER  fixing  DATE  OF  FURTHER  HEARING 
AND  GR\NTING  motion  TO  OMIT  INTER- 
mediate decision  procedure  and  fixing 
date  for  oral  argument 

February  15,  1949. 

In  the  matters  of  El  Paso  Natural  Gas 
Company,  Docket  No.  G-1019;  San  Juan 
Pip>e  Line  Company,  Docket  No.  G-1067; 
Pacific  Gas  and  EHectric  Company. 
Docket  No.  G-1092. 

On  February  4,  1949,  after  conclusion 
of  the  offering  of  evidence  by  Applicants 
and  interveners,  on  motion  of  Counsel 
for  the  Staff  of  the  Commission,  the  Trial 
Examiner  recessed  the  hearing  In  these 
matters  subject  to  the  further  order  of 
the  Commission. 

On  January  12,  1949,  Applicants  in  this 
proceeding  filed  with  the  Commission  a 
motion  requesting  the  omission  of  the 
intermediate  decision  procedure  and  that 
In  lieu  of  briefs  oral  argument  be  had 
before  the  Commission. 
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The  Commission  finds: 

(1)  Further  hearing  is  required  to  de- 
termine the  position  of  the  parties  to  this 
proceeding  concerning  the  feasibility  of 
proceeding  with  the  proposed  projects  In 
Docket  Nos.  G-1019  and  G-1092. 

(2)  The  proceedings  on  the  applica- 
tions of  El  Paso  Natural  Gas  Company  in 
Docket  No.  G-1019  and  Pacific  Gas  and 
Electric  Company  in  Docket  No.  G-1092 
should  be  severed  from  the  application 
of  San  Juan  Pipe  Line  Company  in 
Docket  No.  G-1067. 

(3)  Evidence  introduced  at  the  hear- 
ing reveals  that  Applicant,  El  Paso,  must 
exercise  an  option  on  a  large  gas  pur- 
chase contract  before  March  1, 1949,  that 
such  contract  cannot  be  assumed  by  El 
Pa.so  before  additional  transmission  fa- 
cilities are  approved  by  the  Comirrtssion. 
and  such  gas  is  a  substantial  portion  of 
the  reserves  necessary  to  supply  the  pro- 
posed facilities. 

(4)  Time  being  of  the  essence  It  is  in 
the  public  interest,  and  due  and  timely 
execution  of  its  functions  imperatively 
and  unavoidably  requires,  that  the  Com- 
mission render  a  final  decision  in  this 
ca.se. 

(5)  Good  cause  exists  for  granting  the 
motion  for  oral  argument  before  the 
Commission. 

The  Commission  orders: 

(A)  The  proceedings  on  the  applica- 
tions of  El  Paso  Natural  Gas  Company 
in  Docket  No.  G-1019  and  Pacific  Gas 
and  Electric  Company  in  Docket  No.  G- 
1092  be  and  they  hereby  are  severed  from 
the  application  of  San  Juan  Pipe  Line 
Company  in  Docket  No.  G-1067. 

(B»  Further  hearing  be  held  on  the 
applications  filed  in  Docket  Nos.  G-1019 
and  G-1092,  on  February  21,  1949,  at 
10:00  a.  m.  (e.  s.  t. )  In  the  Hearing  Room 
of  the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW.,  Washington 
25.  D.  C. 

(C)  The  intermediate  decision  pro- 
cedure in  Docket  Nos.  G-1019  and  G- 
1092  be  omitted  in  accordance  with  the 
provisions  of  S  1.30  (c)  (2)  (18  CFR  1.30 
(c)  (2))  of  the  Commission's  rules  of 
practice  and  procedure. 

(Di  Oral  argument  be  had  before  the 
Commission  on  February  21, 1949,  at  3:00 
p.  m.  (e.  s.  t.)  in  Docket  Nos.  G-1019  and 
G-1092  in  the  Hearing  Room  of  the  Fed- 
eral Power  Commission,  1800  Pennsyl- 
vania Avenue  NW.,  Washington,  D.  C. 

Date  of  issuance:  February  16.  1949. 

By  the  Commission. 


[SEAL] 


Leon  M.  Puquay, 
Secretary. 


[P.    R.    Doc.   49-1358;    Filed,    Feb.    18.    1949; 
9:18   a.   m.  | 


INTERSTATE  COMMERCE 
COMMISSION 

[No.  MC-C-1025I 

Increased  Motor  Carrier  Rates  in  New 
England,  1949 

At  a  general  session  of  the  Interstate 
Commerce  Commission,  held  at  Its  office 
In  Washington,  D.  C,  on  the  14th  day  of 
February  A.  D.  1949, 
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Upon  consideration  of  a  petition  by 
motor  common  carriers  of  proi>erty  in 
New  England  territory,  members  of  The 
New  England  Motor  Rate  Bureau,  Inc., 
and  other  associations,  requesting. 
among  other  things.  (1)  that  an  investi- 
gation be  instituted  to  determine  whether 
a  general  increase  should  be  authorized 
In  the  freight  rates  and  charges  of  motor 
common  carriers  in  New  England  terri- 
tory and  <2)  pending  a  final  decision  in 
the  investigation  that  the  said  carriers 
be  authorized  to  increase  their  freight 
rates  and  charges  by  10  percent: 

It  is  ordered.  That  an  investigation  be. 
and  it  is  hereby,  instituted  to  determine 
whether  a  general  increase  should  be 
author;z3d  in  the  rates  and  charges  of 
motor  common  carriers  of  property  be- 
tween points  in  New  England  territory. 
that  Is:  All  points  in  Connecticut.  Maine. 
Massachusetts.  New  Hampshire.  Rhode 
Island  and  Vermont;  and  between  points 
in  those  States,  on  the  one  hand.  and.  on 
the  other  Newburgh.  New  York  City,  and 
points  on  Long  Island.  N.  Y..  and  points 
In  New  York  on  and  south  of  a  line  ex- 
tending   ea-stward     from    Schenectady. 
N.  Y..  along  New  York  Highway  7  to  its 
Junction  with  U.  S.  Highway  4.  thence 
along  U.  S.  Highway  4  to  Waterford.  N.  Y., 
thence  along  New  York  Highway  142  to 
Its  junction  with  New  York  Highway  7. 
thence,  along  New  York  Highway  7  to  the 
New  York-Vermont  border,  and  east  of 
a  line  beginning  at  Schenectady.  N.  Y.. 
and  extending  generally  southward  along 
U.  S.  Highway  7  to  Duanesbiirg.  N.  Y.. 
ihence  along  U.  S.  Highway  20  to  the  east 
bank   of  the  Hudson  River  at  Albany. 
N.  Y..  thence  along  the  east  bank  of  the 
Hudson  River,  to  New  York  City;  and 
those  points  in  New  Jersey  within  a  line 
extending  from  the  Hudson  River  at  a 
point  opposite  Ha.stings  on  Hudson.  N.  Y.. 
thence    northwesterly    along    the    New 
York-New  Jersey  State  line  to  U.  S.  High- 
way 202.  thence  southwesterly  along  U.  S. 
202  to  its  junction  with  New  Jersey  High- 
way 23.  thence  along  New  Jersey  High- 
way 23  to  its  junction  with  U.  S.  Highway 
22,   thence   southwesterly   along   U.    S. 
Highway  22  to  Bound  Brook.  N.  J.,  thence 
southeasterly  along  New  Jersey  High- 
way  S-28   to   Matawan,   N.    J.,   thence 
northwesterly  along  New  Jersey  Highway 
34  to  Its  Junction  with  U.  S.  Highway  9. 
thence  northerly  along  U.  S.  Highway  9 
to  South  Amboy.  N.  J.,  thence  northward 
along  the  eastern  boundary  of  the  State 
of  New  Jersey  to  the  point  of  beginning. 
It  is  further  ordered.  That  this  pro- 
ceeding be.  and  It  is  hereby,  assigned  for 
hearing  before  Examiner  J.  J.  Williams 
at  the  New  Post  Office  Building,  Boston. 
Mass..  on  March  14.  1949,  at  9:30  o'clock 
a.  m..  United  States  Standard  Time. 

It  is  furt?ier  ordered,  That  the  request 
for  authorization  of  an  increase  pending 
a  final  decision  in  this  proceeding  be.  and 
It  is  hereby,  denied. 

//  is  further  ordered.  That  this  pro- 
ceeding be  governed  by  the  special  rules 
of  practice  hereto  appended,  in  addition 
to  the  general  rules.of  practice  before  the 
Commission. 

And  it  is  further  ordered.  That  this 
proceeding  be  referred  to  Division  2  of 


NOTICES 

the  Commission  for  administrative  han- 
dling and  disposition. 

By  the  Commission. 

[seal]  W.  p.  Bartel. 

Secreiary. 

Appendix 

special  rttles  of  practice  appl.icabli  in 
proceeding 

Simpliflcaticm  of  proceedings.  In  the  In- 
terest ol  time  conservation  and  the  saving 
of  unnecessary  expense  the  foUowIng  special 
rules  of  procedure  have  been  adopted  In  this 
proceeding: 

It  is  strongly  urged  that  persons  finding 
themselves  with  common  Interests  In  the 
proceeding  shall,  to  the  greatest  extent  pos- 
sible, endeavor  to  consolidate  their  presenta- 
tion of  testimony,  and  arrange  for  cross- 
examination  by  as  few  counsel  as  possible. 
Evidence  offered  should  be  carefully  p-^e- 
pared  with  a  view  to  conciseness  and  clarity, 
and  so  as  to  avoid  extraneotis.  Immaterial, 
and  Irrelevant  matter,  and  undue  cumulation 
of  testimony  or  of  witnesses  upon  any  jwlnt. 
It  should  be  factual  In  character,  and  argu- 
ment should  not  be  Incorporated  In  the 
testimony. 

Ex^iibit.t.  In  the  preparation  of  exhibits. 
Rules  of  Practice  81  to  84.  Inclusive,  should 
be  followed.  If  possible,  all  documents  sub- 
mitted by  a  witness  should  be  embraced  In 
a  single  exhibit,  with  pages  consecutively 
numbered,  and  suitably  bound  together. 
Suffiiclent  copies  of  each  exhibit  should  be 
prepared  to  supply  counsel  who  appear  at  the 
hearing.  So  far  as  possible  exhibits  should 
be  made  Eelf-explanatory  In  order  to  mini- 
mize the  amount  of  time  required  for  ex- 
planation by  oral  testimony. 

Prepared  statements.  Witnesses  who  ex- 
pect In  the  course  of  their  testimony  to  read 
from  a  written  statement  should  comply  with 
Rule  77  of  the  GenenU  Rules  of  Practice. 
They  should  have  sufdclent  copies  thereof 
to  supply  opposing  counsel,  the  presiding 
examiner,  and  the  ofBclal  reporter.  Such 
written  statements  should  be  furnished 
counsel  a  reasonable  time  before  the  appear- 
ance of  the  witness  on  the  stand.  However, 
in  the  interest  of  conservation  of  time.  It  Is 
suggested  that  such  statements  be  prepared 
and  offered  in  the  manner  Indicated  in  the 
paragraph  below,  relating  to  verified  state- 
ments. Instead  of  being  submitted  orally  by 
a  witness  on  the  stand. 

Witnesses  who  will  use  prepared  statements 
should  remember  that  extensive  tabular  mat- 
ter should  be  submitted  separately,  as  an 
exhibit,  and  thus  avoid  the  necessity  for 
copying  tabular  matter  Into  the  transcript 
of  oral  testimony. 

Subirii.ifsion  of  evidence  in  chief  in  urrittcn 
form.  The  evidence  In  chief  to  be  produced 
on  behalf  of  the  petitioners  shall  be  submit- 
ted in  written  form,  as  prepared  statements 
by  the  respective  witnesses,  with  their  ac- 
companying exhibits.  Such  documents 
should  be  made  available  to  the  Commission 
by  filing  5  copies  on  or  before  February  28, 
1949.  and  a  copy  should  be  transmitted  on  or 
before  that  date  to  each  person  who  shall 
give  timely  notice  to  the  Commission  and 
counsel  for  the  petitioners  of  their  Intention 
to  appear  in  opisosltlon  to  the  proposed  gen- 
eral increase.  Such  notification  to  petitioners 
sliould  be  made  on  or  before  February  23, 
1949.  In  writing,  addressed  to  Ralph  H. 
Cahouet.  38  Chauncy  Street.  Boston.  Mass. 

Verified  statements  (affidavits).  Evidence 
in  the  form  of  verified  statements  (affi- 
davits) without  personal  appjearance  of  the 
affiant  as  a  witness  will  be  received  in  the 
absence  of  objection,  as  hereinafter  speci- 
fied. Parties  desiring  to  offer  such  state- 
menU  should  make  available  at  the  begin- 
ning of.  or  as  early  as  possible  during  the 
hearing,  20  copies  lor  the  Commissiuu  and 


other  parties.  Including  the  petitioners. 
Notice  of  any  objection  to  the  receipt  of 
any  such  statement  in  evidence  ahould  be 
given  to  the  Commission  and  to  the  party 
submitting  the  statement  promptly  follow- 
ing the  receipt  of  such  statement.  If  no 
such  notice  Is  given  promptly,  it  will  be  con- 
sidered that  objection  to  the  receipt  of  the 
statement  in  evidence  Is  waived,  but  objec- 
tion to  the  weight  to  be  accorded  the  state- 
ment of  facts  Is  reserved.  Such  statements 
should  conform  to  the  rules  of  practice  In 
respect  of  style,  mimeographing  or  printing, 
etc.  They  should  be  limited  strictly  to  state- 
ments of  fact  and  contain  no  argument,  and 
if  not  so  limited  may  be  excluded.  A  veri- 
fied statement  or  any  portion  thereof  may 
be  excluded  upon  objection  or  In  the  absence 
of  objection  on  the  ground  that  it  (a)  Is  not 
material  or  relevant  to  the  questions  pre- 
sented In  this  proceeding,  (b)  is  obviously 
incomjietent.  or  (c)  is  argumentative  hi 
character.  In  the  absence  of  objection  to 
introduction  of  the  verified  statement  it  will 
be  unnecessary  for  the  affiant  to  appear  per- 
sonally at  the  hearing.  All  verified  state- 
ments received  In  evidence  will  be  part  of 
the  record  in  the  prcceerting.  upon  which  the 
Commission  will  base  its  decision. 

IP.   R.   Doc.   49-1293;    Filed.   Feb.    18,    1949; 
8:46  a.   m.| 


DEPARTMENT  OF  JUSTICE 

j  CfTice  of  Alien  Property 

AtTTHORrnr:  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50.  926:  50 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193. 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9667. 
June  8,  1945.  3  CFR.  1945  Supp..  E.  O.  9(88, 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  500A  247| 

Copyrights    of    Verl/.c    von    Gebruder 

BCRNTRAEGER,     GERM   N     NATIONALS 

Under  the  authority  of  the  Trading 
With  the  Fnemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  the  laersons  (including  individ- 
uals, partnerships,  associations,  corpora- 
tions or  other  business  organizations! 
referred  to  or  named  in  Column  5  of 
Exhibit  A  attached  hereto  and  made  a 
part  hereof  and  whose  last  known  ad- 
dres.ses  are  li.sted  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names  of 
which  persons  are  listed  (a)  in  Column 
3  of  said  Exhibit  A  as  the  authors  of  the 
works,  the  titles  of  which  are  listed  in 
Column  2,  and  the  copyright  numbers,  if 
any.  of  which  are  listed  in  Column  1, 
respectively,  of  said  Exhibit  A,  and/or 
(bMn  Column  4  of  said  Exhibit  A  as  the 
owners  of  the  copyrights,  the  numbers, 
if  any.  of  which  are  listed  in  Column  1, 
and  covering  works  the  titles  of  which 
are  listed  in  Column  2,  respectively,  of 
said  Exhibit  A,  and  or  (c)  In  Column  5  of 
said  Exhibit  A  as  others  owning  or  claim- 
ing interests  in  such  copyrights)  are 
residents  of.  or  are  organized  under  the 
laws  of,  or  have  their  principal  places 
of  business  in,  .such  foreign  country  and 
are  nationals  thereof; 

2.  That  all  right,  title.  Interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  statutory  and  common  law  of  the 
United  States  and  of  the  several  States 
thereof,  of  the  persons  referred  to  in 
Column  5  ol  said  Exhibit  A.  and  also  of 
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all  other  persons  (Including  Individuals, 
partnerships,  associations,  corporations 
or  other  business  organizations), 
whether  or  not  named  elsewhere  in  this 
order  Including  said  Exhibit  A  who  are 
residents  of,  or  which  are  organized  un- 
der the  laws  of  or  have  their  principal 
places  of  business  in,  Germany  or  Japan, 
and  are  nationals  of  such  foreign  coun- 
tries, in,  to  and  under  the  following: 

a.  The  copyrights.  If  any,  described  In 
said  Exhibit  A. 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  In  the  works  de- 
scribed In  said  Exhibit  A  and  in  every 
is.sue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof,  In  whole  or  In  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  hy  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  number. 

c.  Every  hcense.  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  t»  the  fore- 
going. 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts,  by 
way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any.  In  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  In  equity  with  respect  to 
the  foregoing,  Including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  law  or  statute  for  the 
Infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  In  or  affecting 
the  foregoing. 

Is  property  of,  and  Is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  Itself  consti- 
tutes Interests  held  therein  by.  the  afore- 
said nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  in  subparagraph  2  hereof,  to 
be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  In  the  In- 
terest of  and  for  the  benefit  of  the  United 
States. 

The  term  "national"  as  used  herein 
shaU  have  the  meaning  prescribed  In 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949.  \ 

For  the  Attorney  General. 

[seal]  David  Tj,  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
No.  34 6 
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Exhibit 

A 

Column  1 
0  opy  r  l|h  t 

N08. 

Column  3 
Titles  of  works 

Column  1 

Names  and  last 
known  nationali- 
ties of  authors 

Column  4 

Names  and  last  known  addresses 
of  owners  of  copyrights 

Column  fi 

Identified    persons 
whose     interests 
are  being  vested 

Unknown 

CataloBus  lichenum 
universalis.     Vol. 
10.  1940. 

A.  Zablbrucknerand 
Karl  RertinKer 
(both    deceased). 

Verlag  von  Qebruder  Bomtrae- 
ger.   Koester  I'fer   17.   Borlin 
W3.S,  Oerraany  (nationality, 
German). 

Owner. 

IF.  R.  Doc.  49-1284;  Piled.  Feb.  17,  1849;  8:50  a.  m.] 


{Vesting  Order  12745] 
Rudolph  Storing 

In  re:  Bank  account,  certificate  of  de- 
posit and  promissory  note  owned  by 
Rudolph  Storing,  also  known  as  Rudolf 
Storing  and  Rudolph  Stoering.  D-28- 
11145-A-l:  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Older  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Rudolph  Storing,  also  known 
as  Rudolf  Storing  and  Rudolph  Stoering, 
whose  la.st  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as 
follows: 

(a)  That  certain  debt  or  other  obHga- 
tlon  of  the  Hallam  Bank,  Hallam,  Ne- 
braska, arising  out  of  a  checking  account 
entitled  Rudolf  Storing,  maintained  at 
the  aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

( b  >  One  certificate  of  deposit  issued  by 
the  Hallam  Bank  dated  January  3,  1938, 
In  the  sum  of  $170,  numbered  7743  and 
payable  to  Rudolph  Storing,  and  pres- 
ently in  the  custody  of  the  Hallam  Bank, 
Hallam,  Nebraska,  together  with  any  and 
all  rights  thereunder  and  thereto,  and 

(c)  That  certain  debt  or  other  obliga- 
tion owing  to  Rudolph  Stoering  by  H.  J. 
Heersema,  Mound  City.  Missoiu-I,  In  the 
amount  of  $100  as  of  February  1.  1938. 
evidenced  by  a  note  in  the  principal  sum 
of  $200  dated  January  1.  1931,  issued  by 
H.  J.  Heersema  and  presently  in  the 
custody  of  the  Hallam  Bank.  Hallam,  Ne- 
braska, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  aforesaid  debt  or 
other  obligation,  and  any  and  all  accruals 
thereto  together  with  any  and  all  rights 
In^  to  and  under,  Including  particularly 
the  right  to  possession  and  presentation 
for  collection  of  the  aforesaid  note, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by  Rudolph  Stor- 
ing, also  known  as.  Rudolf  Storing  and 
Rudolph  Stoering.  tlie  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 


a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49-1303;    Filed,    Feb.    18.    1949; 
8:51    a.   m.J 


[Vesting  Order   12718] 

Wilhelmina    Mohr    and    Colorado 
National  Bank  or  Denver 

In  re:  Trust  agreement  dated  May  10, 
1934  between  Wilhelmina  Mohr.  donor, 
and  the  Colorado  National  Bank  of  Den- 
ver, trustee,  as  amended  on  June  8.  1939. 
Pile  No.  F-28-127-G-1. 

Under  the  ♦authority  of  the  Tradingf 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found : 

1.  That  Johanna  Kraney,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  < Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof.  In  and  to  and  arising 
out  of  or  under  that  certain  trust  agree- 
ment dated  May  10, 1934,  by  and  between 
Wilhelmina  Mohr,  donor,  and  the  Colo- 
rado National  Bank  of  Denver,  trustee, 
as  amended  on  June  8,  1939,  presently 
being  administered  by  the  Colorado  Na- 
tional Bank  of  Denver,  trustee,  17th  and 
Champa  Streets,  E>enver  17,  Colorado. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 
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national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
Within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try   (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary.  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[s«AL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.    4»-1302:    Filed.   Feb.    18.    1948; 
8:51  a.m.] 


(Vesting  Order  12773] 
Emklie  L.  Pregge 


In  re:  Estate  of  Emelie  L.  Pregge,  also 
known  as  Emelie  Pregge,  Emilie  L.  Pregge. 
Emille  Pregge.  Emily  Pregge  and  Emily 
L.  Pregge,  deceased.    File  No.  D-28-12492. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Edith  Wurst  (known  as  Edith 
Loppach\  Gertrude  Loppach  and  Heinz 
Arthur  Loppach.  whose  last  known  ad- 
dress Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  qf  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Emelie  L.  Pregge.  also  known  as  Emelie 
Pregge.  Emilie  L.  Pregge.  Emilie  Pregge. 
Emily  Pregge  and  Emily  L.  Pregge,  de- 
ceased, is  prop>erty  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nati(5nals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  John  C.  Glenn. 
Public  Administrator  of  Queens  County, 
as  Administrator  with  the  Will  annexed, 
acting  under  the  judicial  supervision  of 
the  Surrogate's  Court,  Queens  County 
New  York; 

and  It  Is  hereby  determined; 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 


nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    48-1304;    Filed,    Feb.    18.    1849; 
8:51  a.  m.] 


(Vesting  Order  12789] 

Peter  Nicklas  and  Ernest  L.  F.  Nicklas 

In  re:  Stock,  bonds,  and  bank  accounts 
owned  by  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Peter  Nicklas.  deceased,  and  of 
Ernest  L.  F.  Nicklas,  also  known  as 
Fritz  Nicklas.  deceased.  F-28-18368-A-1, 
F-28-13228-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Peter  Nicklas,  deceased,  and  of 
Ernest  L.  F.  Nicklas,  also  known  as  Fritz 
Nicklas.  deceased,  who  there  is  reason- 
able cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as 
follows: 

a.  Ten  (10)  shares  of  $100  per  value 
7%  cumulative  preferred  stock  of  P. 
Lorillard  Company.  119  West  40th  Street, 
New  York  18.  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 
New  Jersey,  evidenced  by  a  certificate 
numbered  C18893.  registered  in  the  najpe 
of  Peter  Nicklas.  and  presently  in  the 
custody  of  West  Side  Trust  Company, 
59-65  Springfield  Avenue,  Newark,  New 
Jersey,  together  with  all  declared  and 
unpaid  dividends  thereon. 

b.  Those  certain  debts  or  other  obliga- 
tions of  Bradford  Savings  and  Loan  As- 
sociation. 487  Orange  Street.  Newark. 
New  Jersey,  arising  out  of  share  savings 
accounts,  said  accounts  numbered  4894 
and  4895.  entitled  Peter  Nicklas.  main- 
tained with  the  aforesaid  association, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

c.  Those  certain  debts  or  other  obliga- 
tions of  Bradford  Savings  and  Loan  Asso- 
ciation, 487  Orange  Street.  Newark.  New 
Jersey,  arising  out  of  share  savings  ac- 
counts, said  accounts  numbered  740  and 


4921,  entitled  Ernest  L.  F.  Nicklas,  main- 
tained with  the  aforesaid  association, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

d.  That  certain  debt  or  other  obliga- 
tion of  Carteret  Savings  and  Loan  Asso- 
ciation. 866  Broad  Street.  Newark.  New 
Jersey,  arising  out  of  a  share  savings 
account,  said  account  numbered  13482. 
entitled  Ernest  L.  F.  Nicklas.  maintained 
wltlf  the  aforesaid  association,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

e.  Eleven  (11)  United  States  Treasury 
2' 2%  Bearer  Bonds,  each  of  $1000  face 
value,  bearing  the  numbers  1940087H. 
194088J. %  194089K.  194090L.  167240L. 
167241A.  167242B.  147243C,  147244D. 
202900L  and  202901A.  and  presently  In 
the  custody  of  West  Side  Trust  Company. 
59-65  Springfield  Avenue.  Newark,  New 
Jersey,  together  with  any  and  all  rights 
thereunder  and  thereto. 

f.  Two  (2)  United  States  Treasury 
2 '-2%  Bearer  Bonds,  each  $500  face  value, 
bearing  the  numbers  87353C  and  95145E, 
and  presently  In  the  custody  of  West 
Side  Trust  Company,  59-65  Springfield 
Avenue,  Newark.  New  Jersey,  together 
with  any  and  all  rights  thereunder  and 
thereto. 

g.  One  (1>  German  Central  Bank  for 
Agriculture  7%  1st  Lien  Gold  Farm  Loan 
Sinking  Fumd  Bearer  Bond  of  $1,000  face 
value,  pre.sently  in  the  custody  of  West 
Side  Trust  Company.  5&-65  Springfield 
Avenue,  Newark.  New  Jersey,  together 
with  any  and  all  rights  thereunder  and 
thereto,  and 

h.  That  certain  debt  or  other  obliga- 
tion of  West  Side  Trust  Company.  59-65 
Springfield  Avenue.  Newark.  New  Jer- 
sey, arising  out  of  a  Trust  Department 
Account,  entitled  Peter  Nicklas.  main- 
tained with  the  aforesaid  company,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Peter  Nicklas. 
deceased,  and  Ernest  L.  F.  Nickla.s,  also 
known  as  Fritz  Nicklas,  deceased,  the 
aforesaid  nationals  of  a  designated  enemy 
country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Peter  Nicklas, 
deceased,  and  of  Ernest  L.  F.  Nicklas. 
also  known  as  Fritz  Nicklas.  deceased,  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 


Saturday,  February  19,  1949 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   a.   Doc.   49-1305;    Filed.   Feb.    18.    1848; 
8:61  a.  m.] 


(Vesting  Order  12808] 
Hertha  L.  Wohlmuth 

In  re:  Bank  account,  stock  and  bonds 
owned  by  Hertha  L.  Wohlmuth,  also 
known  as  Hertha  L.  Wahl.  F-28-7890; 
A-1;  E-1. 

Under  the  authorrty  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation.  It  is  hereby  found: 

1.  That  Hertha  L.  Wohlmuth.  also 
known  as  Hertha  L.  Wahl.  whose  last 
known  address  Is  Karl  Theodox  Strasse 
34.  Munich.  Germany.  Is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 


FEDERAL  REGISTER 

a.  That  certain  debt  or  other  obliga- 
tion of  Oirard  Trust  Co..  Broad  and 
Chestnut  Streets.  Philadelphia  2.  Penn- 
sylvania, arising  out  of  a  checking  ac- 
count, entitled  Miss  Hertha  L.  Wahl, 
maintained  with  the  aforesaid  company 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

b.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  regis- 
tered in  the  names  of  the  persons  set 
forth  in  Exhibit  A,  presently  In  the  cus- 
tody of  Brown  Brothers  Harriman  &  Co., 
1531  Walnut  Street,  Philadelphia  2, 
Pennsylvania,  In  an  account  entitled 
Hertha  L.  Wahl,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 

c.  One  Pennsylvania  Railroad  15  year 
conversion  3  ¥4%  debenture  of  $100  face 
value  and  presently  in  the  custody  of 
Brown  Brothers  Harriman  &  Co.,  1531 
Walnut  Street,  Philadelphia  2,  Pennsyl- 
vania, in  an  account  entitled  Hertha  L. 
Wahl  and  any  and  all  rights  thereunder 
and  thereto,  and 

d.  One  Southern  Railway  Company 
E>ev.  and  Gen.,  Series  A  6 '2%  bond  of 
$1,000  face  value  and  presently  in  the 
custody  of  Brown  Brothers  Harriman  & 
Co..  1531  Walnut  Street.  Philadelphia  2. 
Pennsylvania,  in  an  account  entitled 
Hertha  L.  Wahl,  and  any  and  all  rights 
thereunder  and  thereto. 

Is    property   within   the   United    States 
owned  or  controlled  by,  payable  or  deliv- 
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erable  to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  Hertha  L.  Wahl. 
also  known  as  Hertha  L.  Wohlmuth,  the 
aforesaid  national  of  aMesignated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  8,  1949.  , 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 


Name  and  address  of  issuing  r<>ri>oratloa 


American  Tclepboue  &  Telegraph  Co..  195  Broadway.  New  \ork  7, 
N.  Y. 

American  Tobacco  Co.,  Ill  5th  Ave.,  New  York  3,  X.  Y 

I'ennsylvaiiia  K.  R.  Co.,  Broad  .-^t.  Station  Blilc  ,  I'hiladelphia,  Pa.... 

I'hilsilflphia  F.l.(tric  Co.,  lOOt)  Chestnut  .-;t..  Philadelphia  .S,  Pa 

I'uMic  StTvlw  Kloctric  A  Gas  Co..  80  Park  PI..  Newark  1,  N.  J 

South  Jersey  Oas  Co..  Atlantic  City,  N.J .;,-.-■■   .V. 

Standard  Oil  Co.  of  Indiana.  910  ."^outh  Michlpan  Ave..  Chicago  80.  Ill 

lnit«Kl  (lag  Improvement  Co..  1*)1  Arch  t^t  .  Philadelphia  5,  Pa 

Westln«hou9e  Electric  Corp..  SWi  4th  Ave.,  Pittsburgh.  Pa 


gtat«  of  incorporation 


New  York. 


New  Jersey . . . 
Pennsylvania. 

do    

New  Jersey... 

...do 

Indiana 

Pennsylvania. 
do 


« 

Number  of 
shares 

Z2 

Par  value 

$100 

7 

»25 

M 

13 

No  par 

3 

No  par 

•Mo 

$5 

12 

$2.^ 

3 
24 

413.50 
$12.60 

Type  of  slock 


Capital 

C«ramon 

Capital 

Common 

do 

do 

Capital 

do 

Common 


Registered  owner 


Brown  Bros.,  Harriman  &  Co. 

Do. 
Hertha  L.  Wahl. 
Brown  Bros.,  Harriman  &  Co. 

l>o. 
Bearer. 
Brown  Bros.,  Harriman  &  Co. 

Do. 

Do. 


IF.  R.  Doc.  48-1306;  Filed.  Feb.  18,  1848;  8:51  a.  m.l 


fVestlng  Order  128171 
YoiCHI  HlRAOKA 

In  re:  Debt  owing  to  and  claim  of 
Yoichi  Hiraoka.     D-39-18318 ;  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Elxecu- 
tive  Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Yoichi  Hiraoka.  whose  last 
known  address  Is  55  Aoyama  Minami 
Cho.  1  Chome.  Minato  Ku.  Tokyo.  Japan, 
is  a  resident  of  Japan  and  a  national  of 
a  designated  enemy  country.  Japan  i  ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Yoichi  Hiraoka  by  Decca 
Records.  Inc..  50  West  57th  Street,  New 
York,  19,  New  York,  in  the  amount  of 
$537.53  ari-sing  from  artist  royalties  un- 
der a  contract  dated  April  1940  between 
Decca  Records,  Inc.  and  Yoichi  Hiraoka, 
together  with  any  and  all  accruals  there- 


to and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

b.  All  right,  title  and  interest  of  Yoichi 
Hiraoka  in  a  contract  dated  April  1940 
between  Decca  Records,  Inc.,  50  West 
57th  Street.  New  York  19,  New  York,  and 
Yoichi  Hiraoka,  including  particularly 
any  future  payments  under  said  contract 
together  with  all  benefits  and  right  of 
renewal  thereunder. 

is  pr(Dperty  within  the  United  States 
owneti  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Yoichi  Hiraoka, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ;  " 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 


All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

(P.   R.   Doc.   48-1307;    Piled.   Feb.    18.    18481 
8:61  a.  m.] 
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American  Skurity  Co. 


IWTICl  OF  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
\  Ing  With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington.  D.  C, 
including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant.  Claim  No.,  and  Property 

The  American  Security  Company.  Washing- 
ton. D.  C;  Clalma  Noe.  A-136.  613.  618  and 
6020;  Property  described  In  Vesting  Order  No. 
293  (7  F.  R.  9836.  November  26.  1942) .  relating 


NOTICES 

to  United  States  Patent  Application  Serial 
No.  297,183  (now  United  States  Letters  Patent 
No  2  413.722):  property  described  In  Vesting 
Order  No.  666  (8  P.  R.  5047,  April  17.  1943). 
relating  to  United  SUtes  Letters  Patent  No. 
1.960.222;  all  Interests  and  rlghU  of  the  Attor- 
ney General  In  and  to  United  States  Letters 
Patent  No.  1.999337  (vested  by  VestUig  Order 
No.  668.  8  F.  R.  5047.  April  17,  1943)  and  In 
and  to  the  Reissue  thereof.  No.  20.489. 

Any  Interests  and  rlghU  relating  to  the 
above-mentioned  property  created  In  Soclete 
Anonyme  des  Manufactures  des  Glacea  et 
Prodults  Chlmlques  de  St.  Oobaln.  Chauny 
&  Clrey  by  virtue  of  ( 1 )  an  agreement  as  to 
patent  rights  and  (2)  an  agreement  as  to 
Importation,  both  dated  June  1,  1933.  by  and 
between  the  said  Soclete  Anonyme  des  Manu- 
factures des  Glaces  et  Prodults  Chlmfques  de 
St.  Oobaln.  Chauny  &  Clrey  and  The  Ameri- 
can Security  Company;  and  any  Interests  and 
rlghU  relating  to  the  above-menUoned  prop- 
erty   created    In    Compagnles    Reunles    des 


Glaces  et  Verres  Speclaux  du  Nwd  de  la 
Prance  by  virtue  of  (1)  an  agreement  as  to 
patent  rights  and  (2)  an  agreement  as  to 
importation,  both  dated  June  1.  1933,  by  and 
between  the  said  Compagnles  Reunles  des 
Glaces  et  Verres  Speclaux  du  Nord  de  la 
France  and  The  American  Security  Company; 
vested  In  the  Allen  Property  Custodian  by 
Vesting  Order  No.  1511  subparagraphs  5-a  and 
5-c  (8  F.  R.  10526,  July  28.  1943) ,  are  expressly 
reserved. 

Executed  at  Washington,  D.  C,  Febru- 
ary 16.  1949. 

For  the  Attorney  General. 

I  SEAL]  Harold  I.  Baynton, 

Director, 
Office  of  Alien  Property. 

[F.  R.  Doc.   49-1308;    Piled,   Feb.    18.    1S49; 
8:51  a.  m.l 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10039 

Authorizing  the  Civil  Service  Commis- 
sion TO  CONFEH  A  COMPETITIVE  STATUS 

Upon  Miss  Winifred  R.  EVdnwellon 

By  virture  of  the  authority  vested  in 
me  by  section  2  of  the  Civil  Service  Act 
(22  Stat.  403;  5  U.  S.  C.  633),  and  by  sec- 
tion 1753  of  the  Revised  Statutes  «5 
U.  S.  C.  631).  and  pursuant  to  the  rec- 
ommendation of  the  Secretary  of  State, 
the  Civil  Servite  CommLssion  is  hereby 
authorized  to  confer  a  competitive  status 
upon  Miss  Winifred  R.  Donnellon,  an  em- 
ployee of  the  United  States  Passport 
Agency,  Department  of  State,  without 
regard  to  the  competitive  provisions  of 
the  Civil  Service  Rules. 

Miss  Donnellon  has  been  employed  by 
the  Department  of  State  for  more  than 
twenty-seven  years  under  appointments 
excepted  from  civU-servicc  requirements. 
If  Miss  Donnellon  had  remained  in  the 
position  in  the  Department  of  State  from 
which  she  was  transferred  in  1945  at  the 
convenience  of  the  Department,  she 
would  have  become  eligible  in  1946  to 
acquire  a  competitive  status  under  non- 
competitive procedures  of  the  Civil  Serv- 
ice Commission. 

Harry  S.  Truman 

The  White  House. 

Februaru  21,1949. 

JP.    R.    Doc.    49-1436;    Piled.   Feb.    21,    1949; 
12:01  p.  m.] 


EXECUTIVE  ORDER   10040 

Amendment  of  Executive  Order  No. 
9939,'  Suspending  Certain  Statutory 
Provisions  Relating  to  Employment 
IN  THE  Canal  Zone 

By  virtue  of  the  authority  vested  in 
me  by  section  2  of  the  Civil  Functions 
Appropriation  Act,  1949  (Public  Law  782. 
80th  Congress),  section  103  of  the  De- 
partment of  the  Navy  Appropriation  Act, 
1949  (Public  Law  753,  80th  Congress), 
aud  section  4  of  the  Military  Functions 
Appropriation  Act.  1949  (Public  Law  766, 
80th  Congress) ,  relating  to  certain  kinds 
of  employment  In  the  Canal  Zone,  and 
deeming  such  course  to  be  In  the  public 
Interest.  It  is  ordered  as  follows : 

The  first  paragraph  of  Executive  Order 
No.  9999  of  September  14,  1948.  which 
suspends  compliance  with  certain  statu- 

'  13  F.  R.  6360;  3  CFR,  1948  Supp. 


tory  provisions  relating  to  certain  kinds 
of  employment  In  the  Canal  Zone  during 
the  continuance  of  the  present  national 
emergency,  is  hereby  amended,  as  of 
September  14.  1948.  by  changing  the  pe- 
riod at  the  end  thereof  to  a  colon  and 
adding  thereto  the  following  proviso: 

"Provided,  that  this  suspension  shall 
not  be  construed  to  aflfect  the  provisions 
of  the  said  sections  relating  to  the 
amount  of  compensation  that  may  be 
received  by  persons  employed  m  skilled, 
technical,  clerical,  administrative,  exec- 
utive, or  supervisory  positions  on  the 
Canal  Zone  directly  or  indirectly  by  any 
branch  of  the  United  States  Government 
or  by  any  corporation  or  company  who.<^ 
stock  is  owned  wholly  or  in  part  by  the 
United  States  Government." 

Harry  S.  Truman 

The  Whtte  House, 

February  21,1949. 

[P.    R.    Doc.    49-143©;    Filed.   Feb.   21,    1949; 
12:01  p.  m.) 

TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Milk  in  Certain  Marketinc  Areas 

order,  amending  orders,  as  amended, 
regulating  handling 

Findings  and  determinations.  The 
findings  and  determinations  hereinafter 
set  forth  are  supplementary  to  and  in  ad- 
dition to  the  findings  and  determinations 
previously  made  in  connection  with  the 
issuance  of  the  orders  and  of  each  of  the 
previously  Issued  amendments  thereto 
regulating  the  handling  of  milk  in  the 
following  marketing  areas: 


St.  Louis.  Mo. 

Greater  Boston,  Mass. 

Dubuque,  Iowa. 

Greater  Kansas  City. 

South  Bend -La  Porte 
County,  Ind. 

New  York  Metro- 
politan. 

Toledo.  Ohio. 

Fort  Wayne,  Ind. 

Lowell  -  Lawrence, 
Mass. 

Omaha  -  Council 
Bluffs. 

Chicago,  ni. 

New  Orleans,  La. 


Quad  Cities. 
Louisville.  Ky. 
Fall  River,  Mass. 
Sioux  City,  Iowa. 
Dultith-Superlor. 
Philadelphia,  Pa. 
Cincinnati.  Ohio. 
Wichita.  Kans. 
Bubiirban  Chicago. 
Clinton.  Iowa. 
Dayton  -  Springfield, 

Ohio. 
Trl-State. 

MlnneapoUs-Bt.Paul. 
Columbus,  Ohio. 
Cleveland,  Ohio. 


(Continued  on  p.  793) 
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Tuesday,  February  22,  1949 

And  all  of  said  previoiis  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  In  conflict 
ulth  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act") ,  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR  and  $upps. 
900.1  et  scq.;  13  F.  R.  8585),  a  public 
hearing  was  held  at  Washington.  D.  C, 
on  July  30,  1947,  upon  proposed  amend- 
ments to  the  tentatively  approved  mar- 
keting agreements,  the  marketing  agree- 
ments, as  amended,  and  to  the  orders,  as 
amended,  regulating  the  handling  of 
milk  In  certain  marketing  areas.  Upon 
the  basis  of  the  evidence  Introduced  at 
such  hearing  and  the  record  thereof,  it 
l£  found  that : 

(1»  The  said  orders,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  orders, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2  I  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  areas 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  of  and  demand  for 
such  milk  and  the  minimum  prices  speci- 
fied in  the  orders,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
Bure  a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  in  the  public 
interest;  and 

(3)  The  said  orders,  as  amended,  and 
as  hereby  further  amended,  regulate  the 
handling  of  milk  In  the  same  manner  as 
and  they  are  applicable  only*  to  persons 
In  the  respective  classes  of  Industrial  and 
commercial  activity  speclfled  In  the  mar- 
keting agreements  upon  which  hearings 
have  been  hefd. 

(b)  Additional  flndinqs.  It  Is  neces- 
sary to  make  effective  promptly  the  pres- 
ent amendment  to  the  said  orders,  as 
amended,  to  reflect  current  marketing 
conditions  and  to  protect  handlers  and 
market  administrators  against  habllity 
to  pay  claims  which,  because  of  the  ex- 
cessive lapse  of  time,  have  become  "stale" 
and  to  relieve  handlers  of  the  necessity 
of  retaining  l)ooks  and  records  which  are 
no  longer  necessary  In  connection  with 
the  administration  of  the  several  orders, 
as  amended,  or  for  use  in  litigation.  The 
provisions  of  this  amending  order  will 
not  affect  the  rights  or  obligations  of 
any  party  subject  to  any  of  the  orders, 
as  amended,  until  August  1.  1949.  and 
the  changes  effected  by  this  order  do  not 
require  of  persons  affected  substantial 
or  extensive  preparation  prior  to  the  ef- 
fective date.  In  view  of  the  foregoing, 
it  is  hereby  found  that  good  cause  exists 
for  not  delaying  the  effective  date  of  this 
order  for  30  days  after  it  is  published 
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(Sec.  4  (c).  Administrative  Procedure 
Act,  PubUc  Law  404,  79th  Congress.  60 
Stat.  237). 

(c)  Determinationt.  It  Is  hereby  de- 
termined that  handlers  in  each  of  the 
aforesaid  marketing  areas  (excluding 
cooperative  associations  of  producers 
who  are  not  engaged  in  processing,  dis- 
tributing, or  slupping  the  milk  covered 
by  this  order)  handling  at  least  50  per- 
cent of  the  milk  which  is  marketed 
within  such  marketing  areas,  refused  or 
failed  to  sign  the  proposed  marketing 
agreements  regulating  the  handling  of 
milk  In  the  re.specliive  marketing  areas, 
and  it  is  hereby  further  determined  that: 
( 1 )  The  refusal  or  failure  of  such  han- 
dlers to  sign  such  proposed  marketing 
agreements  tends  to  prevent  the  effec- 
tuation of  the  declared  policy  of  the  act ; 
( 2  >  The  issuance  of  this  order,  amend- 
ing the  orders,  as  amended,  is  the  only 
practicable  means  pursuant  to  the  de- 
clared policy  of  the  act.  of  advancing  the 
Interests  of  producers  of  milk  which  is 
produced  for  sale  In  each  of  the  afore- 
said marketing  areas;  and 

(3)  The  issuance  of  this  order  amend- 
ing the  orders,  as  amended.  Is  approved 
or  favored  by  at  least  two-thirds  of  the 
producers,  who  during  the  determined 
representative  period  (Augu4  1948)  were 
engaged  In  the  production  of  milk  for 
sale  in  each  of  the  aforesaid  marketing 
areas. 

Order  relative  to  handling.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  aforesaid  marketing  areas 
shall  be  in  conformity  to  and  in  compli- 
ance with  the  terms  and  conditions  of 
the  aforesaid  orders,  as  amended,  and 
as  hereby  further  amended;  and  the 
aforesaid  orders,  as  amended,  are  hereby 
further  amended  as  follows: 

1.  Amend  each  of  the  orders  specified 
In  this  paragraph  by  incorporating 
therein.  In  the  manner  Indicated,  the 
following  provisions: 

Retention  of  records.  All  books  and 
records  required  under  tills  order  to  be 
made  available  to  the  market  admin- 
istrator shall  t>e  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at  the 
end  of  the  calendar  month  to  which  such 
books  and  records  pertain,  except  that 
all  such  books  and  records  pertaining  to 
transactions  before  August  1,  1946.  shall 
be  retained  until  October  1,  1949:  Pro- 
vided, That  If.  within  such  three-year 
period  or  before  October  1.  1949,  which- 
ever Is  applicable,  the  market  adminis- 
trator notifies  the  handler  In  writing  that 
the  retention  of  such  books  and  records, 
or  of  speclfled  lx)oks  and  records,  is 
necessary  In  connection  with  a  proceed- 
ing under  section  8c  (15)  (A)  of  the 
act  or  a  court  action  specified  in  such 
notice,  the  handler  shall  retain  such 
books  and  records,  or  specified  books  and 
records,  until  further  written  notifica- 
tion from  the  market  administrator. 
In  either  case  the  market  administrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  the  termina- 
tion of  the  litigation  or  when  the  records 
are  no  longer  necessary  in  connection 
therewith. 

Part  903— Milk  In  tb«  St.  Louli.  Missouri, 
marketing  area  as  t  908.5  (c). 
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Part  804— Milk    In    the    Greater    Borton. 
Massachusetts,  marketing  area  as  {  904.6  ( b ) . 

Part    812 — MUk    In    the    Dubuque.    Iowa, 
marJtetUig  area  as  i  812.7  (f). 

Part  913 — Milk  in  the  Greater  Kansas  City 
marketing  area  as  §  913.3  (e). 

Part  927— Milk  In   the  New   York  metro- 
politan marketing  area  as  5  927.6  (f ) . 

Part  930 — Milk  In  the  Toledo.  Ohio,  mar- 
keting area  as  {930.3  (d). 

Part  932 — Milk  In  the  Fort  Wayne.  Indiana, 
marketing  area  as  S  932.3  (d). 

Part    934 — MUk    In    the    Lowell-Lawrence. 
Massachusetts,  marketUag  area  as  {  934.7  (g). 

Part    935— Milk    In     the    Omaha-CouncU 
Bluffs  marketing  area  as  §935.3  (c). 

Part   941— Milk    in    the   Chicago.    UllnoU. 
marketing  area  as  {  941.3  (c). 

Part  942 — MUk  In  the  New  Orleans.  Louisi- 
ana, marketing  area  as  f  942.3  (e). 

Part  644 — Milk  in  the  Quad  Cities  market- 
ing area  as  §  944.3  (d). 

Part  946 — Milk  In  the  Louisville,  Kentucky, 
nrtarketlng  area  as  S  946.5  (f). 

Fart  947— Milk  In  the  Fall  River.  Massa- 
chusetts, marketing  area  as  I  847.3   (c). 

Part   948— Milk    in    the   Sioux   City,  Iowa. 
marketing  area  as  §  9*83  (c). 

Part    954 — Milk    In    the    Duluth-Superlor 
marketing  area  as  {  954.3  (c). 

Part  961— Milk  In  the  Philadelphia.  Penn- 
sylvania, marketing  area  as  5  961.6  (g). 

Part   965 — Milk   In    the   Cincinnati,   Ohio, 
marketing  area  as  1965.4  (d). 

Part  967— Milk  in  the  Pouth  Fend-La  Porta, 
Indiana,  marketing  area  as  f  8673  (d). 

Part    868 — Milk    In    the    Wichita,    Kansas. 
marketing  area  as  I  968.5  (e). 

Part  869 — Milk  In  the  Suburban  Chicago 
marketing  area  as  {  969.3  (c). 

Part  970— Milk  In  the  Clinton,  Iowa,  mar- 
keting area  as  §  970.5  (f ) . 

Part  971— Milk  In  the  Dayton-Sprlngfleld. 
Ohio,  marketing  area  as  {  9113  (d). 

Part  972 — Milk  In  the  Trl-Stat«  marketing 
area  as  1872.3  <d). 

Part  973— Milk  in  the  Minneapolis -St.  Paul 
marketing  area  as  §  9733  (e). 

Part  974— Milk  in  the  Columbus,  Ohio, 
marketing  area  as  J  974.3  (d). 

Part  975 — Milk  In  the  Cleveland.  Ohio,  mar- 
keting area  as  §975.4  (d), 

2.  Amend  each  of  the  orders  specified 
in  this  paragraph  by  adding  thereto,  in 
the  manner  indicated,  the  following 
provisions: 

Termination  of  obligation.  The  pro- 
visions of  this  section  shall  apply  to  any 
obligation  under  this  order  for  the  pay- 
ment of  money  irrespective  of  when  such 
obligation  arose,  except  an  obligation  in- 
volved in  an  action  instituted  before 
Augast  1,  1949.  under  section  8c  (15)  (A) 
of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided in  paragraphs  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handlers  utilization  report  on  the 
milk  involved  in  such  obligation,  unless 
within  such  two  year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  it  shall  contain 
but  need  not  be  limited  to.  the  following 
information: 

(1)  The  amount  of  the  obligation: 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exi.sts,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  a'^sociation  of 
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producers,  the  name  of  such  producer  (s) 
or  association  of  producers,  or  if  the  ob- 
ligation Is  payable  to  the  market  admin- 
istrator, the  account  for  which  It  is  to  be 
paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this 
order,  to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  ad- 
ministrator may,  within  the  two  year 
period  provided  for  in  paragraph  (a)  of 
this  section,  notify  the  handler  in  writing 
of  such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to 
such  obligation  shall  not  begin  to  run 
until  the  first  day  of  the  calendar  month 
following  the  month  during  which  all 
such  books  and  records  pertaining  to 
such  obligation  are  made  available  to 
the  market  administrator  or  his  repre- 
scntfttivcs. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  order 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  Involv- 
ing fraud  or  willful  concealment  of  a 
fact,  material  to  the  obligation,  on  the 
part  of  the  handler  against  whom  the 
obligation  is  sought  to  be  imposed. 

<d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after 
the  end  of  the  calendar  month  during 
which  the  milk  involved  in  the  claim 
was  received  if  an  underpayment  is 
claimed,  or  two  years  after  the  end  of  the 
calendar  month  during  which  the  pay- 
ment (including  deduction  or  set-off  by 
the  market  administrator)  was  made  by 
the  handler  If  a  refund  on  such  payment 
is  claimed,  unless  such  handler,  within 
the  applicable  period  of  time,  files,  pur- 
suant to  section  8c  (15)  (A)  of  the  act.  a 
petition  claiming  such  money. 

Part  903— Mlllt  in  the  St.  Louis.  Missouri, 
marketing  area  as  S  903.16. 

Part    904— Milk    In    the    Greater    Boston. 
Massachusetts,  marketing  area  as  J  904  14. 

Part    913— Milk    In    the    Dubuque.    Iowa, 
marketing  area  a,s  §  912.16. 

Part  913— Milk  In  the  Greater  Kansas  City 
marketing  area  a.s  I  913.13. 

Part  930— Milk  In  the  Toledo.  Ohio,  mar- 
keting area  as  i  930  16. 

Part  932— Milk  in  the  Fort  Wayne.  Indiana, 
marketing  area  as  i  932.16. 

Part    934 — Milk    In    the    Lowell-Lawrence. 
Massachusetts,  marketing  area  as  S  934.15. 

Part     935— Milk     In    the    Omaha-Council 
Bluffs  marketing  area  as  i  935.12. 

Part    941— Milk    In    the    Chicago.    Illinois, 
marketing  area  as  f  941.15. 

Part  942— Milk  In  the  New  Orleans,  Loui- 
siana, marketing  area  as  I  942  14. 

Part  944— Milk  in  the  Quad  Cities  market- 
ing area  as  $  944  15. 

Part  946— Milk  In  the  Louisville.  Kentucky, 
marketing  area  as  §  946.13. 

Part  947— Milk  in  the  Fall  River.  Massa- 
chusetts, marketing  area  as  §  947.15. 

Part   948— Milk   In   the   Sioux   City.   Iowa, 
marketing  area  as  §  948.11. 

Part    954— Milk    In    the    Duluth-Superlor 
marketing  area   as   {  954.15. 

Part  961— Milk  in  the  Philadelphia.  Penn- 
sylvania, marketing  area  as  S  961.12. 

Part    965— Milk    In   the   Cincinnati,   Ohio, 
marketing  area  as  i  965.16. 
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Part    967— Milk    In    the    South    Bend -La- 
Porte,  Indiana,  marketing  area  as  i  967.16. 

Part    968— Milk    in    the    Wichita,    Kansas, 
marketing  area  as  i  968.14. 

Part  969— Milk  In  the  Suburban  Chicago 
marketing   area  as   i  969.14. 

Part  970— Milk  In  the  Clinton.  Iowa,  mar- 
keting area  as  §  970.13. 

Part  971— Milk  In  the  Dayton -Sprlngtteld, 
Ohio,  marketing  area  as  i  971.15. 

Part  972— Milk  In  the  Trl -State  marketing 
area  as  §  972.15. 

Part  973— Milk  In  the  MlnneapoUs-St.  Paul 
marketing  area  as  i  973.13. 

Part    974 — Milk    In    the    Columbus,    Ohio, 
marketing  area  as   i  974.14. 

Part  975— Milk  In  the  Cleveland,  Ohio, 
marketing  area  as  i  975.17. 

3.  Amend  Part  927— Milk  in  the  New 
York  Metropolitan  Marketing  Area,  as 

follows: 

a.  Renumber  5J  927.11,  927.12,  and 
927.13,  respectively,  as  5§  927.12.  927.13. 
and  927.14. 

b.  Add  a  new  S  927.11  as  follows: 


§  927.11  Termination  of  obligations. 
The  provisions  of  this  section  shall  ap- 
ply to  any  obligation  under  this  order 
for  the  payment  of  money  irrespective 
of  when  such  obligation  arose,  except 
an  obligation  Involved  in  an  action  insti- 
tuted before  August  1. 1949.  under  section 
8c  (15)  (A)  of  the  act  or  before  a  court. 

(a'  The  •bligatlon  of  any  handler  to 
pay  money  required  to  be  paid  under 
the  terms  of  this  order  shall,  except  as 
provided  in  paragraphs  (b)  and  (c)  of 
this  section,  terminate  two  years  after 
the  last  day  of  the  calendar  month  dur- 
ing which  the  market  administrator  re- 
ceives the  handler's  utilization  report  on 
the  milk  involved  in  such  obligation, 
unless  within  such  period  the  market  ad- 
ministrator notifies  the  handler  in  writ- 
ing that  such  money  is  due  and  payable. 
Service  of  such  notice  shall  be  complete 
upon  mailing  to  the  handler's  last  known 
address,  and  it  shall  contain,  but  need 
not  be  limited  to.  the  following  informa- 
tion: 

(1>  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  produc- 
er(s)  or  association  of  producers,  or  if 
the  obligation  Is  payable  to  the  market 
administrator,  the  account  for  which  It 
is  to  be  paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may,  within  the  two  year  period 
provided  for  in  paragraph  (a)   of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.    If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until  the 
first  day  of  the  calendar  month  following 
the  month  during  which  all  such  books 
and  records  pertaining  to  such  obliga- 
tion are  made  available  to  the  market 
administrator  or  his  representatives. 

(c)  Notwithstanding  the  provisions 
of  paragraphs  (a)  and  (b)  of  this  sec- 
tion, a  handler's  obligation  under  this 
order  to  pay  money  shall  not  be  termi- 


nated with  respect  to  any  transaction 
Involving  fraud  or  willful  concealment 
of  a  fact,  material  to  the  obligation,  on 
the  part  of  the  handler  against  whom  the 
obligation  is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived <or  with  respect  to  storage  cream 
payments  pursuant  to  5  927.9   (g).  two 
years   after   the   end   of   the   calendar 
month  during  which  such  cream  is  uti- 
hzed)  If  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-ofi  by  the  mar- 
ket  administrator)    was   made   by   the 
handler  if  a  refund  on  such  payment  Is 
claimed,  unless  such  handler,  within  the 
applicable  periods  of  time,  files  pursuant 
to  section  8c  (15)  (A)  of  the  act.  a  peti- 
tion claiming  such  money. 


(48  Stat.  31.  670,  675:  49  Stat.  750;  50 
Stat.  246:  7  U.  S.  C.  601  et  seq.;  sec.  102. 
Reorg.  Plan  1  of  1947;  12  P.  R.  4534) 

Issued  at  Washington,  D.  C,  this  18th 
day  of  February  1949  to  be  effective 
upon  publication  in  the  Peder.\l  Reg- 
ister. 

[SEALl  A.   J.    LOVELAND, 

Acting  Secretary  of  Agriculture. 

[P.   R.   Doc.    49-1431:    Filed,    Feb.    21,    1949; 
11:20  a.  m.) 


[Grapefruit  Reg.  63) 

Part  955 — Grapefruit  Grown  in  Ari- 
zona; Imperial  County.  Calif.;  and 
That  Part  of  Riverside  County. 
Calif..  Situated  South  and  East  of  the 
San  Gorgonio  Pass 

limitation  of  shipments 

S  955.324    Grapefruit  Regulation  63— 
(a)  Findings.    (1)  Pursuant  to  the  mar- 
keting agreement  and  order  No.  55  (7 
CFR,  Cum.  Supp..  955.1  et  seq.)  regulat- 
ing the  handling  of  grapefruit  grown  in 
the  State  of  Arizona;  in  Imperial  County, 
California;  and  in  that  part  of  River- 
side County,  California,  situated  south 
and  east  of  the  San  Gorgonio  Pass,  ef- 
fective under  the  applicable  provisions 
of    the    Agricultural   Marketing    Agree- 
ment Act  of  1937,  as  amended,  and  upon 
the  basis  of  the  recommendation  of  the 
Administrative    Committee    established 
under  the  said  marketing  agreement  and 
the  said  order,  and  upon  other  available 
information,  it  is  hereby  found  that  the 
limitation  of  shipments  of  such  grape- 
fruit, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  policy  of  the 

ACt. 

(2)  It  Is  hereby  further  found  that  it 
is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  »60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
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based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended.  Is  Insuf- 
ficient for  such  compliance,  and  a  rea- 
sonable time  is  permitted,  under  the 
circumstances,  for  preparation  for  such 
effective  date. 

(b)  Order.  (1)  Grapefruit  Regxila- 
tion  62  (14  P.  R.  504)  is  hereby  termi- 
nated as  of  the  effective  time  of  this 
section. 

(2)  During  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  February  22.  1949, 
and  ending  at  12:01  a.  m..  P.  s.  t..  March 
13.  1949.  no  handler  shall  ship: 

(i  t  Any  grapefruit  grown  in  the  State 
of  Arizona;  in  Imperial  County,  Cali- 
fornia; or  in  that  part  of  Riverside 
County.  California,  situated  south  and 
ea.st  of  the  San  Gorgonio  Pass  which 
grade  lower  than  U.  S.  No.  3  grade: 
Provided.  That  the  tolerance  for  grade 
defects  permitted  for  such  U.  S.  No.  3 
grade  shall  not  include  serious  damage 
due  to  dryness  or  mushy  condition;  how- 
ever, not  to  exceed  an  additional  15  per- 
cent, by  count,  of  the  grapefruit  in  any 
lot  may  fail  to  meet  the  requirements 
of  such  D.  S.  No.  3  grade  relating  to 
freedom  from  serious  damage  caused  by 
dryness  or  mushy  condition:  Provided, 
That  Included  in  the  15  percent  there 
may  be  not  more  than  5  percent,  by 
count,  of  the  grapefruit  in  any  lot  which 
show  dryness  or  mushy  condition  to  the 
extent  that  more  than  40  percent  of  the 
pulp  is  affpcted. 

<ii)  Prom  the  State  of  California  or 
the  State  of  Arizona  <a)  to  any  point 
outside  thereof  in  the  United  States,  any 
prapcfruit.   grown   as   aforesaid,  which 
are  of.  a  sits  smaller  than  S'n  Inches 
in   diameter,  or    <b^    to   any   point   in 
Canada,  any  grapefruit  grown,  as  afore- 
said, which  are  of  a  .siEe  smaller  than 
3"'if,  Inches  in  diameter  ("diameter"  in 
each  case  to  be  measured  midway  at  a 
right  angle  to  a  straight  line  running 
from  the  stem  to  the  blo.ssom  end  of  the 
fruit),  except  tliat  a  tolerance  of  5  per- 
cent, by  count,  of  grapefruit  .smaller  than 
such  minimum  sizes  shall  be  permitted 
which  tolerance  shall  be  applied  In  ac- 
cordance with  the  provisions  for  the  ap- 
plication of  tolerance,  specified  in  the 
said   revised  United   State.    Standards: 
Provided.  That  in  determining  the  per- 
centage of  grapefruit  in  any  lot  which 
are    smaller    than    3"i«    inches    in    di- 
ameter, such  percentage  shall  be  based 
only  on  the  grapefruit  in  such  lot  which 
are  of  a  size  3'"*i«  Inches  in  diameter 
and   smaller;    and   In   determining   the 
percentage  of  grapefruit  in  any  lot  which 
are    smaller    than    3Sfl    inches    in    di- 
ameter, such  percentage  shall  be  based 
only  on  the  grapefruit  in  such  lot  which 
are  of  a  siae  3'0i«  Inches  in  diameter 
and  smaller. 

(3)  As  used  herein,  "handler"  and 
"ship"  shall  have  the  same  meaning  as 
Is  given  to  each  such  term  in  said  market- 
ing agreement  and  order;  and  the  terms 
"U.  S.  No.  3."  "serious  damage,"  and 
"dryness  or  mushy  condition"  shall  each 
have  the  same  meaning  as  when  used 
in  the  revised  United  States  Standards 
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for  Graj)efrult  (California  and  Arizona) , 
12  P.  R.  1975.  (48  Stat.  31,  as  amended; 
7  U.  8.  C.  601  et  seq.;  7  CPR.  Cum.  Supp., 
955.1) 

Done  at  Washington.  D.  C.  this  18th 
day  of  February  1949. 

[SEAL]  C.  F.  KUKKEL, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

[F.    R.   Doc.    49-1417;    Filed.   Feb.    21,    1949; 
10:13  a.  m.] 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  Ml— Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

(Sd  Oen.  Revision  of  Export  Regs..  Amdt.  44) 

Part  374 — Provtstons  for  Indi\'idual  and 
Other  Validated  Licenses 

applicability  and  general  provisions 

Section  374.1  ApviicabUiiy  and  gen- 
eral provisions:  individual  and  other 
types  of  validated  licenses  is  amended  by 
revising  paragraph  <e)  to  read  as  fol- 
lows: 

(e)  When  an  application  for  an  export 
license,  except  In  the  case  of  an  SP  <  Spe- 
cial* license,  is  duly  approved  by  the 
Department  of  Commerce,  an  export 
license  is  issued  on  a  separate  document 
(Form  IT-«28)  authorizing,  subject  to 
provisions  of  Parts  370  to  399,  of  this 
chapter,  and  of  the  terms  and  provisions 
of  such  license,  the  exportation  of  the 
quantity  of  those  commodities  described 
therein. 

This  amendment  shall  become  effective 
February  7.  1949. 

(Sec.  6,  54  Stat.  714;  55  Stat.  206;  56  Stat. 
463;  58  Stat.  671;  59  SUt.  270:  60  Stat. 
215;  61  SUt.  214;  61  Stat.  321;  Pub.  Law 
395.  80th  Cong.;  50  U.  S.  C.  App.  and 
Sup.  701.  702:  E.  O.  9630.  Sept.  27.  1945, 
10  P.  R  12245;  E.  O.  9919,  Jan.  3,  1948. 
13  F.  R.  59) 

Dated:  February  16.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

IP.   R.   Doc.    49-1366;    Filed,   Feb.   21.    1949; 
8:58  a.  m.]  ^ 


Dept.  of 

Comm. 
Sched. 
BNo. 


0803C0 
080901 
080998 

081900 

084300 

084700 
084900 
085700 

085e98 
0f58J8 

0:5898 
085838 
C85858 


222003 
222003 

22S200 
224801 

224805 


224898 


234906 

224913 

224913 


871100 


(3d  Gen.  Revision  of  Export  Regs..  Amdt.  18] 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

miscellank)us  amendments 

Section  399.1  Appendix  A — Positive  list 
of  commodities  is  amended  by  deleting 
therefrom  the  following  commodities: ' 


871310 
871350 
871390 
871610 


871650 


871690 

871800 

871900 
872450 


872490 


872900 


795 


Commodity 
Animal   and   fish   oils   and   greases. 
Inedible: 
Neat's-foot  oil. 
Lard  oil. 

Inedible  animal  oils.  n.  e.  s.   (re- 
port oleo  oU  In  005600) . 
Fiah     oils     (report    medicinal     In 

811910.  811950.  and  811990). 
Grciise      stearin       (include      lard 

stearin). 
Oleic  acid  or  red  oil. 
Stearic  acid. 
Tallow,      Inedible      (report      ring 

grease  In  085693). 
Pig's-Toot  grease  (formerly  08,'i?05 ) . 
Other       hog       grease       (lormerly 

C85805) . 
Beef  Buet. 
Ring  grease. 

Other  inedible  animal  prease<;  nnd 
fats.  n.  e.  ■.  (report  lubricating 
greases  In  504100). 
Oilseeds: 
Flaxseed  for  planting. 
Flaxseed,  other. 
Vegetable  oils  and  fats.  Inedible: 
Linseed  oil. 

Patty  acids  of  vegetable  origin. 
Vegetable  oil  foots,  except  olive  oil 
foots    (report  olive  oU  foots  In 
224913). 
Vegetable     soap     stock     (Include 
ve^table  tallow  if  \ned  for  soap 
sUxk). 
OiUcica  oU.  inedible. 
Olive  oU,  inedible,  except  suUured 

or   foots    (fcrmeriy   234915). 
Olive  oU.  sulfurcd  or  foots    (for- 
merly 224803). 
8opp  and  toilet  preparations: 
Soap:  * 

Toilet,     fancy     and     medicated 
(Include    gift    sets    of    toilet 
preparations    where   value   of 
soap   exceeds   value    of    other 
Items). 
Laundry  and  household  soap  in 
bars: 
White  (formerly  8713C0). 
Yellow  (formerly  871300). 
Other    (lormerly  871300). 
Laundry,  chips  and  flakes,  bulk 
and   paclcaged    (formerly  871- 
600)       (include      Lux.      Pab. 
Chipeo,  Ivory  nakes.  etc.). 
Laundry,  granulated,  powdered, 
beaded,  and  sprayed,  bulk  and 
packaged,    (formerly    871603) 
(Include    Ivory    Snow,    Rinso, 
etc.). 
Industrial    soap    powders    (for- 
merly 871600). 
Shaving  creams,  in  bulk  only. 
Shaving  powders,  in  bulk  only. 
Nonabrasive     ty;>es     cf     pastes, 
powders,  and  household  wash- 
ing powders   dat  co;; itrt  rot 
ever  25»;  )    (formerly  8724'X)) 
(report     household     washing 
powders,  fat  content  over  23  "vi. 
In  8716.50). 
Abrasive  types  of  soaps  (fat  con- 
tent above   10',;^)    other   than 
pastes  and  powders  (formerly 
872400). 
Other  soap. 


'  The  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  as 
revised  In  the  January  1,  1949.  edition  of 
"Schedule  B  Statistical  Cnaiwlficf.tton  of 
Domestic  and  Foreign  Commodities  Exported 
from  the  United  SUtes". 


This  amendment  shall  become  effective 
February  7.  1949. 

(Sec.  6,  54  Stat.  714;  55  Stat.  2C6;  56 
Stat.  463;  58  Stat.  671;  59  Stat.  270:  60 
Stat.  215;  61  Stat.  214;  61  Stat.  321;  Ptib. 
Law  395.  80lh  Cong.;  50  U.  S.  C.  App.  r:.d 
Sup.  701,  702;  E.  O.  9C30,  Sept.  27,  1..45. 
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10  p.  R.  12245:  E.  O  9919.  Jan.  3.  1948.  13 
F.  R.  59) 

Dated:  February  16.  1949. 

Francis  McIntyri:. 
Assistant  Director, 
Office  of  International  Trade. 

I  p.    R.    Doc.    49-1365;    Piled.    Feb.    21.    1949; 
8:58  a.  ml 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders 

[Public  Land  Order  555] 

ALASK.A 

WITHDRAWING  PUBLIC  LAND  FOR  CLASSIFICA- 
TION AND  SURVEY,  AND  i  ARTIALLY  REVOK- 
ING PUBLIC  LAND  ORDER  386  OF  JULY  31, 
1947 

By  virtue  of  the  authority  vested  In  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24. 1943.  it  is  ordered 
as  follows: 

Subject  to  valid  existing  rights  includ- 
ing the  rights  of  natives  based  on  occu- 
pancy, and  the  provisions  of  existing 
withdrawals,  the  tract  of  land  described 
below  by  metes  and  bounds  is  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public-land  laws,  includ- 
ing the  mining  and  the  mineral-leasing 
laws,  for  classification  and  survey. 

LAKEVirW  I 

A  tract  of  land  containing  approximately 
270  acres  lying  on  both  sides  ot  the  Alaska 
Highway  In  the  vicinity  of  Mile  Station ^1258. 
more  particularly  described  as  follows. 

Beginning  In  the  center  line  of  the  Alaska 
Highway  at  Mile  Siation  1258.  in  approximate 
latitude  62  5T23'  N..  longitude  141°39'  W.. 
thence  by  metes  and  bounds: 

N.  68"  E.,  22  chains; 

S.  22'  E..  80  chains: 

8.  68'  W.  48  chains  more  or  less  to  the  east 
shore  of  a  lake: 

Northerly   with    the    meanders   of    the    lake 
shore.  91  chains  more  or  less; 

N.  68    E  .  18  chains  more  or  less  to  the  point 
of  beginning. 
Public  Land  Order  No.  386  of  July  31. 

1947,  as  amended,  is  hereby  revoked  as 

to  the  tract  at  Lakeview  withdrawn  by 

that  order  for  cla.ssiflcation  and  survey, 
part  of  which  is  included  in  the  above 

description. 

This  order  shall  become  effective  at 
10:  CO  a.  m.  on  April  12.  1949. 

At  that  time  the  unreserved,  unappro- 
priated, unsurveyed  public  lands  restored 
by  this  order,  amounting  to  approxi- 
mately 180  acres,  shall  be  opened  to  set- 
tlement under  the  homestead  and  home- 
site  laws  only,  and  to  that  form  of  ap- 
propriation only  by  qualified  veterans  of 
World  War  II  for  whose  service  recogni- 
tion is  granted  by  the  act  of  September 
27  1?44  58  Stat.  747,  as  amended  by  the 
act  of  May  31.  1947.  61  Stat.  123.  and 
Public  Law  596.  80th  Congress  (43  U.  S.  C. 
sec.  279  et  .seq.»  and  by  other  qualified 
persons  entitled  to  credit  for  service  un- 
der the  said  act.  Cofhmencing  at  10:00 
a.  m.  on  July  11.  1949.  any  of  such  lands 
not  settled  upon  by  veterans  and  other 
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persons  entitled  to  credit  for  service  shall 
become  subject  to  settlpment  and  other 
forms  of  appropriation  by  the  public 
generally  in  accordance  wiih  the  appro- 
priate laws  and  regulations. 

The  land  is  rolling  to  rough  In  char- 
acter. The  cover  consists  mainly  of 
aspen,  spruce,  and  birch,  none  of  which 
is  valuable  for  commercial  use. 

C.  GiRARD  D.WIDSON. 

Assistant  Secretary  of  the  Interior. 
February  8.  1949. 

|P.    R.    Doc.    49-1334;    Piled,    Peb.    21,    1949; 
8:47  a.  m.J 


[Public  Land  Order  5561 

California 

transfers  of  lands  from  plum.as  national 
forest  to  lassen  national  forest.  and 
from  lassen  national  forest  to  plum.as 
national  forest 

By  Virtue  of  the  authority  vested  in  the 
President  by  the  act  of  June  4.  1897,  30 
Stat.  11.  36  (16  U.  S.  C.  473 »,  and  pursu- 
ant to  Executive  Order  No.  9337  of  April 
24,  1943,  and  upon  the  recommendation 
of  the  Assistant  Secretary  of  Agriculture. 
It  is  ordered  as  follows: 

The  following-described  lands  within 
the  exterior  boundaries  of  the  Pliunas 
National  Forest  are  hereby  transferred 
to  the  Las.sen  National  Forest,  effective 
July  1.  1948: 

MotJNT  Diablo  Meridian 

T.  24  N  ,  R.  5  E  . 
Sees.  1,  2,  and  3; 
Sec.    4,    all    east    of    the   Lassen    National 

Forest: 
Sees.  12  and  13; 
Sec.  24.  lot  1  and  NW'4NW'i. 
T.  25  N..  R.  5  E  . 
Sec.  1: 
Sees.  2.  3,  and  10,  all  south  find  east  of  th« 

Lassen  National  Forest; 
Sees.  11  to  14  Inclusive; 
Sees.  15,  16.  and  21,  all  east  of  the  Lassen 

National  Forest; 
Sees.  22  to  27  Inclusive; 
Sees.  28  and  33,  all  east  of  the  Lassen  Na- 
tional Forest; 
Sees.  34.  35.  and  36. 
T.  26  N..  R.  5  E  . 

Sees.  1.  2.  3,  11,  12.  13,  24.  and  36; 
Sees.  4.   10.   14,   15,  23,  25,  26,  and  39,  all 
east  of  Lassen  National  Forest. 
T.  27  N.,  R.  5  E.,  partly  unsurveyed. 

Bees.  10,  11,  and  12.  all  south  and  east  of 

Lassen  National  Forest; 
Sees.  13  and  14; 
Sees.  15,  16,  17,  19,  and  20.  all  south  and 

east  of  Lassen  National  Forest; 
Sees.  21  to  28  Inclusive; 
Sees.  29.  32.  and  33,  all  north  and  east  of 

Lassen  National  Forest; 
Sees   34,  35.  and  38. 
T.  24  N  ,  R    6  E  , 

Sec.  5,  lots  5  to  11.  8WUNEV4.  SljNW!;, 

and  W'zSW'i; 
Sees.  6  and  7; 
Sec.  8,  W'jW'4j 
Sec.  18. 
T.  25  N.,  R   6  E  , 

Sec.  2.  lots  2.  3.  and  4.  SW'iNE'4.  S'ANW'^, 

and  SW'i; 
Sees.  3  to  9  Inclusive; 
Sec.  10.  Ni^.  SW»4.  and  NW'iSEVil 
Sec.  11.  N'jNWVi.  and  SW'^NWV*? 
Bee.      15.      N'/iNWVi.     BWy^NW^.      and 

Nwuswu: 
Bees.  16  to  20  Inclusive: 


Sec.  21.    WVi.    NViNEV;.    SW'^NE'i.    »"<* 

NW'4SE'/4; 
Sec.  28.  W'.i: 
Sees.  29  to  32  inclusive; 
Bee.  33.  N!iNW!4.  SWUNWU.  and  NW^i 

SW'4- 
T.  26  N..  R   6  E  , 

Sec.  1.  swuswu:  .  „        ^  ,- 

Sec   2   lots  2.  3.  E'i  of  5.  lots  6.  9.  and  10, 

NW'4SE'4,  S'^iSEU.  and  SW'*: 
Bees.  3  to  9  Inclusive; 
Sec.  10,  Nli.  N'jS',,  and  SW^SE'i: 
Sec.    11,    N'.NEU.    NWU.    N'.SW'i.    and 

SE'   SW'j; 
Sec.  12,  N'jNW'4.  and  N'jSB>,4: 
Sec.  14,  NEUNWU: 
Sec.  15.  SWU: 
Sees.  17  to  23  Inclusive; 
Sec.  24,  SE'4NE'4.  and  NEUSE'i; 
Sees.  25  to  35   Inclusive; 
Sec.  36.  N>2. 
T   27  N     R.  6  E..  parti v  unsurveyed. 

Sec   1,  SW>4NW'4,  NW'4SWi4,  and  S'iS'i; 

Sec.  2,  lot  4,  E',,  E',W' ,.  and  SWUSW*: 

Sec.  3,  lots  1,  2.  and  S'iSW'4; 

Sec.  4,  lot  3; 

Sgc    S* 

Sscs.  6  and  7,  all  south  and  east  of  Lassen 

National  Forest; 
Sec.  8;  ^  ^„,, 

Sec.  9,  NEUNE'i.  S'.NE'i.  and  SE'4: 
Sees.  10  and  U: 
Sees.  12,  N'2NE'4.  NEUNW'i;  SWUNW'i. 

and  W'2SWi4: 
Sec      14,     NE'iNE'i,     SE'4SE'4.     W'i,E>2, 

NW'4,   N'aSWU.   and  SW^SW^: 
Sec.    15,    E'j.    E'aNWV*.    SW^NWU.    and 

SW'4: 
Sees.  16  to  19  Inclusive; 
Sec    20,  NW>4NE'4.  N'2SW'iNE'4.  NW'i. 

S'7sE'4.  NE'4SE'4.  S'2NW'4SE'«.  NE'i 

NWUSEU.     SEUSWU.     and     S';iSWVi 

SW'4; 
Sec.    21.    NE'4SE>;.    S'.S'j.    NW>4SW«,4, 

N',NWi4NW>4.  SW'4NW'4NW'4.  NWy* 

NE"'4NW'4,  and  N'2NE'4NE'4NW>4; 
Sec.   22.  E'.,NE'4.  NW^NEU.  NEUNWV;. 

and  W'jW'j: 
Sec.  23.  NW'4NE'i.  and  N'^NWi; 
Sec.   26,   SW'jNWU.   and   W'.SWVi; 
Sec.  27,  S'v,  NWU.  and  S'^NE^; 
Sec.  28,  NE'4.  E'^NWU.  and  NWUNW'i: 
Sec.  29.  NE>4NE'4.  W'jNE!*.  NW'4.  SW'/4 

SE'4.  and  SEi4SW',4; 
Sees.  30.  31.  and  32; 

Sec.   33.   S'jNE'4.   SW'4SE'4.   SW'4NW'4. 
W'2SW'4.  and  SE'4SW'4; 

Sec.  34.  N'2: 

Sec.    35.    W'.NWy*.   N'/i8W«4.    SE^SWU, 

and  SW'4SE'4. 
T.  28  N  .  R.  6  E  . 

Sec.  33,  W'^SWU.  and  SE'iSWVi. 
T.  26  N.,  R.  7  E.. 

Sec.  4,  that  part  west  of  the  divide  between 

Euit  and  Humbug  Creeks; 
Sec.  5; 
Sec.  6.  E'2; 

Bee.   7,   E'aNW'i,   and   W'^SE'i; 
Sees.   8  and  9,   those   parts   north   of  the 

divide  between  Mosquito  and  Hamburg 

Creeks; 
Sees.   18,   19,  and  30.  those  parts  west  of 

the  divide  between  Mo.=qulto  and  Yellow 

Sec.  31,  lots  1.  2.  and  NE'4NWV4. 
T.  27  N.,  R.  7  E., 

Sec.  3.  all  fractional,  except  S'^SW'i.  and 

SW'4SE"4: 
Sec.   4.    NE'4.   E-2NW'4.   NW'4NW'4.   and 

j»i  SE '  ' 
Sec.  6.  lot' 6.  SW'4.  and  NW'4SE'4: 
Sec.  7.  lot  1.E'2NW'4,SW'4.  and  N'^SE^: 
Sec.  9.  E'2.  E'jNW'*.  SW',4NW'4,  and 

S'2NW'4NW'4; 
Sec.  10.  N'/jN'.^.  SE',4NEy4.  SW',4NW',4. 

and  S'z; 
Sec.  11.  12.  and  13; 
Sec.  14.  E',: 

Sec.  15,  N'2.  SE'4.  and  N'iSW'4; 
Sec.  16.  NE'4.  and  N'^SEU; 
Sec.  n.  SVi.  and  B'.aNVk; 
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Sec.  18,  SE>.4NE>4.  and  E>/^SE>4: 

Sec.   19.  NE',4NE'/«: 

Sec.  20.  N'^N'2; 

Sec.  21.  NE'4NE'/4.and  6W'4NW^4: 

Sec.  22,  S'2NE',4; 

Sec.  23,  NE'4   and  S'2NW'4; 

Sec.  24,  NE'4.  N'/^NW'4,  and  S'^a: 

Sec.  25,  N'/jN'^.  and  SW'4NWV4: 

Sec.  30,  S'2; 

Sec.  31.  N'2.  and  SE'/4: 

Sec.  33.  that  part  south  and  west  of  the 

divide    between    Butt    Valley    Reservoir 

and   Humbug   Creek. 
T.  27  N..  R.  8  E., 
Sec.  2,  lots  4'and  5; 
Sees.   17  and   18; 
Sec.    19.   W'i.   SE'/4.   8'/2NE'4.   and   NE'A 

NE  '       ' 

Sec.  20,' NW'4  NE'4,  NW'4.  and  NW'4SW'/4: 
Sec.  30,  lot  1,  NW'4NE',4.  and  NE'4NWy4. 
T.  27  N.  R.  9  E  . 

Bees.  6.  6,  8,  and  9.  those  parts  north  and 

east  of  Keddle  Mountain  Divide. 
T.  28  N.,  R.  11  E., 

Sees.  1,  2.  3,  4.  10,  11,  and  12.  those  parts 

north  of  the  Diamond  Mountain  Divide. 
T.  28  N..  R.  li  E., 
Sees.  4  and  5; 
Seca.  6  and   8.   those   parta   north  of  the 

Diamond   Mountain   Divide, 
Sees.  9,  10,  and  l\; 
Sec.  12,  S'zSWU,  and  SW'4SEV4: 
Sec.   13,  NW'4NE'4,  N',iNWV4,  and  8W>4 

NW'4; 
Sec.  14,  N'i: 
Sec.   16,  N'/2; 
Sees.  16  and  17.  those  parta  north  of  the 

Diamond  Mountain  Divide. 

The  following-described  lands  within 
the  exterior  boundaries  of  the  Lassen  Na- 
tional Fore.st  are  hereby  transferred  to 
the  Pluma.s  National  Forest,  effective 
July  1,  1947; 

Mount  Diablo  Mzxidian 

T.  23  N  .  R.  6  E., 
Sec.  1; 
Sec.  2; 

Sec.  3,  SE'4NE'4,  E'2SE'4,  and  SW'/4SE'4; 
Sec.  9.  loU  3.  9,  and  6E',4SEl4; 
Sec.  10.  lota  1.  2.  4.  6,  6.  7.  8.  SViNWV4.  and 

N'jSWU: 
Bees.  11.  12,  14.  and  15.  those  parts  north 

and    west    of    the    North    Fork    Feather 

River; 
Sec.  16,  lots  1,  6.  7.  8.  9.  and  SEi4SWVi; 
Sec.  21.  lots  1.  4.  6,  6.  and  E'/jW'a; 
Sees.  22,  27,  and  28,  those  parts  north  and 

west  of  the  North  Pork  Feather  River; 
Sec.  29,  lota  6.  7.  and  NE'4SEV4; 
Sec.   31,   E'2; 
Sec.  32.  that  part  north  and  west  of  the 

North   Fork   Feather   River. 

It  Is  not  intended  by  this  order  to  give 
a  national-forest  status  to  any  publicly- 
owned  lands  which  have  not  hitherto  had 
such  a  status  or  to  change  the  status  of 
any  publicly-owned  land.s  which  have 
hitherto  had  national-forest  status. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

February  8.  1949. 

I  P.   R.    Doc.    49-1336;    Filed.   Feb.   21,    1949; 
8:47  a.  m.) 
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Subject  to  valid  existing  rights,  the  fol- 
lowing-described tract  of  public  land  In 
California  is  hereby  withdrawn  from  all 
forms  of  appropriation  imder  the  public- 
land  laws.  Including  the  mining  laws  but 
not  the  mineral  leasing  laws,  and  re- 
served for  the  use  of  the  Forest  Service, 
Department  of  Agriculture,  as  a  site  for 
a  radio  relay  station,  the  reservation  to 
be  known  as  the  Telegraph  Hill  Admin- 
istrative Site: 

Mount  Diablo  Mekidian 

T.  2  N..  R.  15  E., 

Sec.  17.  SEi,4NE',4NW'A. 

The  area  described  contains  10  acres. 
The  reservation  made  by  this  order 
shall  take  precedence  over  but  shall  not 
modify  the  general  withdrawal  for  clas- 
sification made  by  Executive  Order  No. 
6910  of  November  26,  1934,  as  amended. 
It  Is  Intended  that  the  public  land  de- 
scribed herein  shall  be  restored  to  the 
administration  of  the  Department  of  the 
Interior  when  It  Is  no  longer  needed  for 
the  purpose  for  which  it  Is  reserved. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

February  8,  1949. 

[F.    R.    Doc.    49-1337;    FUed.   Feb.   21.    1949; 
8:48  a.  m.1 


[Public  Land  Order  557) 

California  1 

withdrawing  PUBLIC  LAND  FOR  USE  Of 
FOREST  SERVICE,  DEPARTMENT  OF  AGRI- 
CULTURE,   AS    AN    ADMINISTRATIVE    SITl 

By  Virtue  of  the  authority  vested  In  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  AprU  24,  1943.  it  Is  or- 
dered as  follows: 


[Public  Land  Order  658] 

Alaska 

revoking  in  part  public  land  order  no. 

487  OF  JUNE   16,   1948 

By  virtue  of  the  authority  contained 
In  section  1  of  the  act  of  June  25,  1910 
(36  Stat.  847;  43  U.  S.  C.  sec.  141).  and 
pursuant  to  Executive  Order  No.  9337  of 
April  24.  1943,  It  is  ordered  as  follows: 

Public  Land  Order  No.  487  of  June  16, 
1948,  withdrawing  public  lands  in  Alaska 
for  classification  and  examination,  and 
In  aid  of  proposed  legislation,  is  hereby 
revoked  so  far  as  It  affects  the  herein- 
after described  public  lands. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  April  13,  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  preference- 
ripht  fillings.  For  a  prriod  of  90  days 
from  April  13.  1949.  to  July  13,  1949,  in- 
clu.'=ive.  the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  laws,  or  the  Small 
Tract  Act  of  June  1.  1938  (52  Stat.  609. 
43  U.  S.  C.  sec.  682a  >.  as  amended,  by 
qualified  veterans  of  World  War  II.  for 
whose  service  recognition  Is  granted  by 
the  act  of  September  27.  1944  (58  Stat. 
747,  43  U.  S.  C.  sees.  279-283 ).  subject 
to  the  requirements  of  applicable  law. 
and  <2>  application  under  any  applicable 
public-land  law.  based  on  prior  existing 
valid  settlement  rights  and  preference 
rights  conferred  by  existing  laws  or  equi- 
table claims  subject  to  allowance  and 
confirmation.  Applications  by  such  vet- 
erans shall  be  subject  t«  claims  of  the 
classes  described  In  subdivision  (2). 

(b)  Twenty-day  advance  period  for  si- 
mtUtancous  preference -right  filings.   For 
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a  period  of  20  days  from  March  24.  1949, 
to  April  12.  1949.  Inclusive,  such  veterans 
and  persons  claiming  preference  rights 
superior  to  those  of  such  veterans,  may 
present  their  applications,  and  all  such 
applications,  together  with  those  pre- 
sented at  10:00  a.  m.  on  April  13.  1949, 
shall  be  treated  as  simultaneously  fik-d. 

<c>  Date  for  non-preference  right  fil- 
ings authorized  by  the  public-land  laics. 
Commencing  at  10:00  a.  m.  on  July  14. 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

( d )  Twenty-day  advance  period  for  si- 
multaneous non-preference  right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  24.  1949.  to  July  13.  1949.  In- 
clusive, and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m. 
on  July  14,  1949,  shall  be  treated  as  si- 
multaneously filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwi.se. 
and  those  having  equitable  claims,  shall 
accompamy  their  applications  by  duly 
corroborated  affidavits  In  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  In  the  District  Land  OfiBce. 
Anchorage.  Alaska,  shall  be  acted  upwn  in 
accordance  with  the  regulations  con- 
tained In  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914,  43  L.  D.  254).  to  the  extent 
that  such  regulations  are  applicable. 
Applications  under  the  homestead  laws 
shall  be  governed  by  the  regulations  con- 
tained In  Parts  65  and  66,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications imder  the  Small  Tract  Act  of 
Jime  1.  1938.  shall  be  governed  by  the 
regulations  contained  in  Part  257  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office. 
Anchorage,  Alaska. 

The  lands  affected  by  this  order  are 
described  as  follows: 

Kenai-Kasilof  Area 
seward  meridian 

T.  5  N..  R.  9  W., 

Sec.  12.  E';SE'4; 

Sec.  13,  lots  1  and  2. 
T.  5  N.,  R.  10  W., 

Sec.  29,  SW',4SE'4,  N>.«2SE'^.  SEV4NEV4; 

Sec.  32,  lot.s  3.  E'^SE'/*; 

Sec.  33,  lots  2,  4,  SW',,4. 
T.  3  N.,  R.  11  W., 

Sec.  17,  NE'4; 

Sec.  29,  SE'4SW'4,  SW',4SE'/4.  E!46E',4; 

Sec.  30,  lot  3,  SW'/4NE',4. 
T.  4  N.,  R.  11  W.. 

Sec.  26.  W'oNW'4. 
T.  5  N.,  R.  U  W., 

Sec.  4,  lots  3,  4,  5.  and  fl; 

Sec.  13.  SWU. 

The  areas  described  aggregate  1.368.57 

acres. 

J.  A.  Krug, 

Secretary  of  the  Interior. 

February  9.  1949. 

[P.   B.   Doc.    49  1338;    Filed,    Peb.   21.    1949; 
8:48  a.  m.l 
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TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  A — G«n«ral  Rules  and  Regulation* 

I  Ex  Parte  73) 

Part  142 — Extension  of  Credit  to 
Shippers 

less-than-carload  traffic;  payment  or 

RATES    AND    CHARGES 

At  a  general  session  of  the  Interstate 
Commerce  Commission  held  at  its  office 
•  m  Washington,  D.  C.  on  the  7th  day  of 
February  A.  D.  1949. 

It  appearing,  that  by  order  dated  Feb- 
ruary 2.  1948,  the  Commission  reopened 


RULES  AND  REGULATIONS 

this  proceeding  for  further  hearing  as 
to  the  credit  regulations  on  less-than- 
carload  traffic. 

It  further  appearing,  that  the  further 
hearing  has  been  held,  and  that  a  full 
investigation  of  the  matters  and  things 
involved  has  been  made,  and  that  the 
Commission,  on  the  date  hereof,  has 
made  and  filed  a  report  on  further  hear- 
ing.' which  report,  together  with  the 
prior  reports  herein,  are  hereby  referred 
to  and  made  a  part  hereof: 

It  is  ordered.  That  the  order  entered 
herein  on  January  20.  1931.  as  modified 
(49  CFR.  Part  142  >.  Is  hereby  further 
modified  by  adding  after  5  142.1  the  fol- 
lowing: 

§  142.1a  Less-than-carload  traffic. 
Effective  March  24.  1949,  respondents 
are  hereby  authorized  to  extend  credit 


for  96  hours  and  120  hours  In  respect  of 
charges  on  less-than-carload  traffic  in 
lieu  of  48  hours  and  96  hours,  respec- 
tively, under  the  present  rules  in  this 
part,  computation  of  time  to  be  made  in 
the  same  manner  as  provided  In  con- 
nection with  the  48-hour  and  96-hour 
periods.     (See  5  142.2.) 

And  it  is  further  ordered.  That  In  all 
other  respects  said  order  of  January  20. 
1931.  as  modified,  shall  remain  in  full 
force  and  effect. 

(41  Stat.  479,  44  Stat.  1447,  54  Stat.  902- 
903;  49U.  S.  C.  3  (2)) 

By  the  Commission. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

[F.   R.   Doc.   49-1352;    Piled.   Feb.   21.   1949; 
8  51   a.   m.| 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  52  1 

United  States  Standards  for  Grades  of 
Canned  Carrots 

notice  of  proposed  rule  b«aking 

Notice  is  hereby  given,  pursuant  to  the 
authority  contained  in  the  Department 
of  Agriculture  Appropriation  Act,   1949 
(Pub  Law  712.  80lh  Cong..  2d  Sess..  ap- 
proved June  19.  1948 ».  that  the  United 
States  Department  of  Agriculture  is  con- 
sidering  the   Issuance,   as   herein   pro- 
posed, of  a  revision  of  the  United  States 
Standards  for  Grades  of  Canned  Carrots. 
The  aforesaid  standards  have  been  in 
effect  since  July  1.  1940.    The  proposed 
revision  is  designed  to  adapt  the  stand- 
ards to  present-day  canning  procedures. 
All  persons  who  desire  to  submit  data, 
views  or  arguments  for  consideration  in 
connection  with  the  proposed   revision 
should  file  the  same  in  duplicate  with  the 
Chief.  Processed  Products  Standardiza- 
tion and  Inspection  Division.  Fruit  and 
Vegetable  Branch.  Production  and  Mar- 
keting   Administration.    United    States 
Department  of  Agriculture.  Washington 
25.  D.  C.  not  later  than  30  days  after  the 
date  of  publication  of  this  notice  in  the 
Federal  Register. 

The  proposed  revised  standards  are  as 
follows: 

§  52.216  Canned  carrots.  "Canned 
carrots"  means  canned  carrots  as  defined 
In  §  52.990  Canned  vegetables:  identity: 
label  statement  of  optional  ingredients 
(21  CFR.  Cum.  Supp..  52.990;  13  F.  R. 
6407 »,  issued  pursuant  to  the  Federal 
Food.  Drug,  and  Cosmetic  Act.' 

(a)  Styles  of  canned  carrots.  (1) 
"Whole"  or  "whole  carrots"  means 
canned  carrots  consLsting  of  whole  car- 


«The  requlremenU  of  these  standards 
■hall  not  excuse  failure  to  comply  with  the 
provisions  of  the  Federal  Food.  Drug,  and 
Cosmetic  Act. 


rots  that  retain  the  approximate  original 
conformation  of  the  whole  carrot. 

(2)  "Slices"  or  "sliced  carrots"  means 
canned  carrots  consisting  of  carrot  slices 
produced  by  slicing  whole  carrots  trans- 
versely to  the  longitudinal  axis. 

(3)  "Quarters"  or  "quartered  carrots" 
means  canned  carrots  consisting  of 
quarters  of  carrots  produced  by  cutting 
whole  carrots  longitudinally  into  four 
approximately  equal  units. 

(4)  "Diced  carrots"  means  canned  car- 
rots consisting  of  diced  carrots. 

(5)  "Julienne."  "French  Style."  or 
"Shoestring"  means  canned  carrots  con- 
sisting of  strips  of  carrots. 

(6)  "Cut"  means  canned  carrots  con- 
sisting of  units  which  with  respect  to  size 
or  shape  do  not  conform  to  any  of  the 
foregoing  styles.  Carrots  which  have 
been  cut  longitudinally  into  two  approxi- 
mately equal  units  are  included  in  this 
style. 

(7)  "Unit"  means  an  Individual  car- 
rot or  portion  of  carrot  in  canned  car- 
rots. 

(b)  Grades  of  canned  carrots.  (V 
"U.  S.  Grade  A"  or  "U.  S.  Fancy"  Is  the 
quality  of  canned  carrots  that  possess  a 
normal  flavor  and  normal  odor;  possess 
a  good  color;  are  practically  free  from 
defects,  are  tender,  are  practically  uni- 
form in  size  and  shape  or  fairly  uniform 
in  size  and  shape  and  score  not  less  than 
85  points  when  scored  in  accordance  with 
the  scoring  system  outlined  In  this  sec- 
tion. 

(2)  "U.  S.  Grade  C"  or  "U.  S.  Stand- 
ard" is  the  quality  of  canned  carrots  that 
possess  a  normal  flavor  and  normal  odor; 
possess  a  fairly  good  color;  are  fairly 
free  from  defects;  are  fairly  tender;  are 
fairly  uniform  in  size  and  shape,  or  may 
be  Irregular  in  size  and  shape  and  score 
not  less  than  70  points  when  scored  In  ac- 
cordance with  the  scoring  system  out- 
lined in  this  section. 

(3)  "U.  S.  Grade  D"  or  "Substandard 

is  the  quality  of  canned  carrots  that 
fail  to  meet  the  requirements  of  U.  S. 
Grade  C  or  U.  8-  Standard. 


(c)  Recommended  fill  of  container. 
The  recommended  lill  of  container  is  not 
Incorporated  In  the  grade  of  the  finished 
product  since  fill  of  container,  as  such, 
is  not  a  factor  of  quality  for  the  purpose 
of  these  grades.  It  is  recommended  that 
the  container  of  canned  carrots  be  filled 
as  full  as  practicable  without  impairment 
of  quality. 

(d)  Recommended  drained  weight. 
The  drained  weight  recommendations  in 
Table  No.  I  of  this  paragraph  are  not  In- 
corporated in  the  grades  of  the  finished 
product  since  drained  weight,  as  such. 
Is  not  a  factor  of  quality  for  the  purpose 
of  these  grades.  The  drained  weight 
of  canned  carrots  is  determined  by 
emptying  the  contents  of  the  container 
upon  a  No.  8  sieve  of  proper  diameter  and 
allowing  to  drain  for  2  minutes.  A  sieve 
8  Inches  In  diameter  Is  used  for  the  No. 
2>i2  size  can  (401  x  411)  and  smaller 
sizes:  and  a  sieve  12  inches  in  diameter 
is  used  for  containers  larger  than  the  No. 
2^ii  size  can. 

Tabi.«    No.   I— RKCoMnrMhiD   Minimum    Dbainep 
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(e>  Sizes  of  carrots  in  whole  carrots. 
The  size  of  any  carrot  is  determined  by 
measuring  the  longest  diameter  through 
the  center  transverse  to  the  longitudinal 
axis  of  the  carrot. 

(f)  Sizes  of  carrot  slices  in  sliced  car- 
rots. The  size  of  any  slice  In  sliced 
carrots  Is  determined  by  mca.surlng  the 
shortest  diameter  of  the  surfaces  of  the 
slice. 


^^^m^^rrw*.    nine    aaAi^iklA 


Tuesday,  February  22,  1949 

(g)  Ascertaining  the  grade.  (1)  The 
grade  of  canned  carrots  Is  ascertained 
by  considering,  in  addition  to  normal 
flavor  and  normal  odor  and  the  mini- 
mum requirements  of  the  respective 
grade,  the  following  factors:  Color,  uni- 
formity of  size  and  shape,  absence  of 
defects,  and  texture.  The  relative  Im- 
portance of  each  factor  is  expressed 
numerically  on  the  scale  of  100.  The 
maximum  number  of  points  that  may  be 

given  each  factor  is: 

Potnts 

(I)  Color - ---  25 

(II)  Uniformity  of  size  and  shape 18 

(ill)  Absence  of  defects 80 

(Iv)    Texture 30 

Total    score 100 

(2>  "Normal  flavor  and  normal  odor" 
means  that  the  canned  carrots  are  free 
from  objectionable  flavor  and  objection- 
able odor  of  any  kind. 

(h)  Ascertaining  the  rating  of  each 
factor.  The  essential  variations  within 
each  factor  are  so  described  that  the 
value  may  be  ascertained  for  each  factor 
and  expressed  numerically.  The  numer- 
ical range  for  the  rating  of  each  factor 
is  inclusive  <for  example.  "12  to  15 
points"  means  12.  13.  14.  or  15  points). 

(I)  Color,  (i)  Canned  carrots  that 
possess  a  good  color  may  be  given  a  score 
of  21  to  25  points.  "Good  color"  means 
that  the  canned  carrots  possess  an 
orange-yellow  color  that  Is  bright  and 
typical  of  canned  carrots. 

(II)  If  the  canned  carrots  possess  a 
fairly  good  color,  a  score  of  18  to  20 
points  may  be  given.  Canned  carrots 
that  fall  into  this  classification  shall  not 
be  graded  above  U.  S.  Grade  C  or  U.  S. 
Standard,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule). 
"Fairly  good  color"  means  that  the 
canned  carrots  possess  the  typical  color 
of  canned  carrots  and  such  color  may 
be  slightly  dull  but  not  off-color. 

(iii»  Canned  carrots  that  are  ofT-color 
for  any  reason  or  that  fail  to  meet  the 
requirements  of  subdivision  (li)  of  this 
subparagraph  may.  be  given  a  score  of 
0  to  17  points  and  shall  not  be  graded 
above  U.  S.  Grade  D  or  Substandard,  re- 
gardless of  the  total  score  for  the  prod- 
uct (this  is  a  limiting  rule). 

(2t  Uniformity  cf  size  and  shape.  (1) 
Canned  carrots  that  are  practically  uni- 
form in  size  and  shape  may  be  given  a 
score  of  12  to  15  points.  "Practically 
uniform  in  siZe  and  shape"  has  the  fol- 
lowing meanings  with  respect  to  the  vari- 
ous styles  of  canned  carrots: 

(a)  Whole  carrots.  The  size  of  the 
Individual  carrot  is  not  more  than  1^4 
Inches  in  diameter,  measured  as  afore- 
said; the  carrots  may  vary  moderately  in 
shape  and  the  diameter  of  the  largest 
unit  is  not  more  than  50  percent  greater 
than  the  diameter  of  the  second  smallest 
unit. 

(b)  Quartered  carrots.  The  carrots 
from  which  the  quarters  have  been  pre- 
pared were  of  a  size  not  more  than  2 
inches  in  diameter,  measured  as  afore- 
said, and  the  weight  of  the  largest  quar- 
ter Is  not  more  than  50  percent  greater 
than  the  weight  of  the  second  smallest 
quarter. 

(c>  Sliced    carrots.     The    individual 
slice  is  not  more  than  %  inch  in  thick- 
No.  35 2 
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ness  when  measured  at  the  thickest  por- 
tion; the  size  of  each  slice  Is  not  more 
than  2  Inches  in  diameter,  measured  as 
aforesaid,  and  the  diameter  of  the  larg- 
est slice  is  not  more  than  60  percent 
greater  than  the  diameter  of  the  second 
smallest  slice. 

(d)  Diced  carrots.  The  units  are 
practically  uniform  In  size  and  shape 
with  edges  measuring  approximately 
^8  inch;  and  the  aggregate  weight  of  the 
units  which  are  smaller  than  one-half 
of  a  cube  and  of  all  large  or  Irregular 
units  does  not  exceed  15  percent  of  the 
weight  of  all  units. 

(e)  Julienne.  French  style,  or  shoe- 
string. The  strips  of  carrots  are  prac- 
tically uniform  In  sizs  and  shape,  with 
cross  sections  measuring  not  more  than 
3/16  Inch,  and  the  aggregate  weight  of 
all  strips  less  than  fi  inch  in  length  does 
not  exceed  25  percent  of  the  weight  of 
all  the  strips. 

(/)  Cut.  The  Individual  units  weigh 
not  less  than  Va  ounce  and  the  largest 
unit  is  not  more  than  four  times  the 
weight  of  the  second  smallest  unit. 
When  cut  longitudinally  Into  two  ap- 
proximately equal  units,  the  carrots  from 
which  the  units  have  been  prepared  were 
of  a  size  not  more  than  2  Inches  in  diam- 
eter, measured  as  aforesaid,  and  the 
largest  unit  is  not  more  than  50  percent 
greater  than  the  weight  of  the  second 
smallest  unit. 

(li^  If  the  canned  carrots  are  fairly 
uniform  in  size  and  shape  a  score  of  8 
to  11  points  may  be  given.  "Fairly  uni- 
form in  size  and  shape"  has  the  follow- 
ing meanings  with  respect  to  the  various 
styles  of  canned  carrots: 

(a)  Whole  carrots.  The  size  of  the 
individual  carrot  is  not  more  than  2U 
inches  in  diameter,  measured  as  afore- 
said; the  carrots  may  vary  considerably 
in  shape,  and  the  diameter  of  the  largest 
unit  Is  not  more  than  twice  the  diameter 
of  the  second  smallest  unit. 

(bi  Quartered  carrots.  The  carrots 
from  which  the  quarters  have  been  cut 
were  of  a  size  not  more  than  2^2  inches 
in  diameter,  measured  as  aforesaid,  and 
the  weight  of  the  largest  quarter  is  not 
more  than  tw  ice  the  weight  of  the  second 
smallest  quarter. 

(c)  Sliced  carrots.  The  Individual 
slice  is  not  more  than  'a  Inch  in  thick- 
ness when  measured  at  the  thickest  por- 
tion; the  size  of  each  .slice  is  not  more 
than  2'2  Inches  in  diameter,  measured 
as  aforesaid;  and  the  diameter  of  the 
largest  slice  is  not  more  than  twice  the 
diameter  of  the  second  smallest  slice. 

((f>  Diced  carrots.  The  units  are 
fairly  uniform  in  size  and  shape,  with 
edges  measuring  approximately  '2  inch; 
and  the  aggregate  weight  of  all  units 
which  are  smaller  than  one-half  of  a 
cube  and  of  all  large  or  Irregular  units 
does  not  exceed  25  percent  of  the  weight 
of  all  units. 

(e»  Julienne,  French  style,  or  shoe- 
string. The  strips  of  carrots  are  fairly 
uniform  in  size  and  shape,  with  cross 
sections  measuring  not  more  than  -'i.? 
inch  and  the  aggregate  weight  of  all  the 
strips  less  than  V2  inch  in  length  does 
not  exceed  40  percent  of  the  weight  of 
all  the  strips. 

(/)  Cut.  The  Individual  units  weigh 
not  less  than  Vs  ounce  and  the  largest 
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unit  is  not  more  than  twelve  times  the 
weight  of  the  second  smallest  unit. 
When  cut  longitudinally  into  two  ap- 
proximately equal  units,  the  carrots  from 
which  the  units  have  been  prepared  were 
of  a  size  not  more  than  2*2  Inches  In 
diameter,  measured  as  aforesaid,  and 
the  weight  of  the  largest  unit  is  not  more 
than  twice  the  weight  of  the  second 
smallest  unit. 

(lii)  Canned  carrots  that  fall  to  meet 
the  requirements  of  subdivision  (II »  of 
this  paragraph  may  be  given  a  score  of 
0  to  7  points  and  shall  not  be  graded 
above  U.  S.  Grade  C  or  U.  S.  Standard, 
regardless  of  the  total  .score  for  the 
product  (this  is  a  limiting  rule). 

(3)  Absence  of  defects,  d)  The  factor 
of  absence  of  defects  refers  to  the  degree 
of  freedom  from  defective  units.  Defec- 
tive units  are  units  damaged  by  mechan- 
ical injury,  unpeeled  units,  units  blem- 
ished by  brown  or  black  Internal  or  ex- 
ternal discoloration,  pathological  In.iury 
or  insect  injury  and  units  blemished  by 
other  means. 

(a)  "Damaged  by  mechanical  Injury" 
means  crushed,  broken,  or  cracked  units, 
units  with  excessively  frayed  edges  and 
surfaces,  excessively  trimmed  units,  or 
damaged  by  other  means. 

(b>  "Unpeeled  unit"  means  any  unit 
possessing  an  unpeeled  area  greater  than 
the  area  of  a  circle  ^\  inch  in  diameter. 
(-c>  "Blemished"  means  any  blemish 
affecting  an  aggregate  area  greater  than 
the  area  of  a  circle  '^io  inch  in  diameter 
or  any  blemish  v.hich  seriously  affects  the 
appearance  or  eating  quality  of  the  unit. 
<ii)  Canned  carrots  that  are  practi- 
cally free  from  defects  may  be  given  a 
score  of  26  to  30  points.  "Practically  free 
from  defects"  has  the  following  meanings 
with  respect  to  the  various  styles  of 
canned  carrots: 

(a  I  Whole  carrots.  The  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 15  percent  of  the  weight  of  all  the 
units,  and  of  .such  15  percent  not  more 
than  one-half  thereof  or  one  carrot, 
whichever  weighs  more,  may  consist  of 
blemish  units. 

(b)  Sliced,  quartered,  and  cut  carrots. 
The  aggregate  weight  of  all  defective 
units  does  not  exceed  15  percent  of  the 
weight  of  all  the  units,  and  of  such  15 
percent  not  more  than  one-half  thereof 
or  one  slice,  quarter  or  cut.  whichever 
weighs  more,  may  consist  of  blemished 
units. 

(c»  Diced,  Julienne,  French  style,  or 
shoestring  carrots.  The  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 10  percent  of  the  weight  of  all  the 
units,  and  of  such  10  percent  not  more 
than  one-half  thereof  may  consist  of 
blemished  units. 

(iii)  Canned  carrots  that  are  fairly 
free  from  defects  may  be  given  a  score 
of  22  to  25  points.  Canned  carrots  that 
fall  into  this  classification  shall  not  be 
graded  above  U.  S.  Grade  C  or  U.  S. 
Standard,  rcgardle.ss  of  the  total  score 
for  the  product  (this  is  a  limiting  rule). 
"Fairly  free  from  defects"  has  the  follow- 
ing meanings  with  respect  to  the  various 
styles  of  canned  carrots: 

(a)  Whole  carrots.  The  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 25  percent  of  tht?  weirht  of  all  the 
units,  and  of  stich  23  percent,  not  more 
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than  one-half  may  consist  of  blemished 

units.  ^      ^  . 

(b)  Sliced,  quartered,  and  cut  carrots. 
The  aggregate  weight  of  all  defective 
units  does  not  exceed  25  percent  of  the 
weight  of  all  the  units,  and  of  such  25 
percent  not  more  than  one-half  thereof 
may  consist  of  blemished  units. 

(c>  Diced,  Julienne.  French  style  or 
ahoestrinp  carrots.  The  aggregate 
weight  of  all  defective  units  does  not  ex- 
ceed 20  percent  of  the  weight  of  all  the 
units,  and  of  such  20  percent  not  more 
than  one-half  thereof  may  consist  or 
blemLshed  units. 

(iv)  Canned  carrots  that  fail  to  meet 
the  requirements  of  subdivision  dii)  of 
this  .subparagraph  may  be  given  a  score 
of  0  to  21  points  and  shall  not  be  graded 
above  U.  S.  Grade  D  or  Substandard,  re- 
gardless of  the  total  score  for  the  product 
(this  is  a  limiting  rule). 

(4)  Texture.  »1)  The  factor  of  tex- 
ture refers  to  the  tenderness  of  the  car- 
rots, and  the  degree  of  freedom  from 
stringy  or  coarse  fibers. 

(ii»  Canned  carrots  that  possess  a 
tender  texture  may  be  given  a  score  of 
26  to  30  points.  "Tender  texture"  means 
that  the  carrots  are  tender,  not  fibrous. 
and  possess  a  uniform  character. 

<iiit  If  the  canned  carrots  possess  a 
fairly  tender  texture,  a  score  of  22  to  25 
points  may  be  given.  Canned  carrots 
that  fall  into  this  classification  shall  not 
be  graded  above  U.  S.  Grade  C  or  U.  S. 
Standard,  regardless  of  the  total  score 
for  the  product  (this  is  a  limitmg  rule). 
••Fairly  tender  texture"  means  that  the 
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carrots  are  fairly  tender,  may  be  variable 
In  character  but  not  tough  or  hard,  and 
may  possess  a  few  stringy  or  coarse  fibers 
av)  Canned  carrots  that  fail  to  meet 
the  requirements  of  subdivision  (lU)  of 
this  subparagraph  may  be  given  a  score 
of  0  to  21  points  and  shall  not  be  graded 
above  U.  S.  Grade  D  or  Substandard, 
regardless  of  the  total  score  for  the  prod- 
uct <  this  is  a  limiting  rule  > . 

(1)  Tolerance  for  certification  of  om- 
cially  drawn  samples.  (D  When  certi- 
fying samples  that  have  been  offlcla  ly 
drawn  and  which  represent  a  specific  ot 
of  canned  carrots,  the  grade  for  such  ot 
will  be  determined  by  averaging  the  total 
score  for  all  containers,  if: 

(i)  Not  more  than  one-sixth  of  the 
containers  comprising  the  sample  fails  to 
meet  all  the  requirements  of  the  grade 
indicated  by  the  average  of  such  total 
scores  and  with  respect  to  such  contain- 
ers which  fail  to  meet  the  requirements 
of  the  indicated  grade  by  reason  of  a 
limiting  rule,  the  average  score  of  all  con- 
tainers in  the  sample  for  the  factor,  sub- 
ject to  such  limiting  rule,  must  be  withm 
the  range  for  the  grade  indicated; 

(ii )  None  of  the  containers  comprising 
the  sample  falls  more  than  4  points  below 
the  minimum  score  for  the  grade  indi- 
cated by  the  average  of  the  total  scores; 

and  .  .        ^. 

(iii)  All  containers  compnsmg  the 
sample  meet  all  applicable  standards  of 
quality  promulgated  under  the  Federal 
Pood.  Drug,  and  Cosmetic  Act  and  in 
effect  at  the  time  of  the  aforesaid  certifi- 
cation. 


(J)  Score  sheet  for  canned  carrots. 
The  following  score  .sheet  may  be  used  to 
summarize  the  factors  determining  the 
various  grades: 


tr 


NOTICES 


Number,  slic.  kind  of  oonUlner  .. 
Contiiliier  marks  or  Mentiflcation. 

lAbol  .-  .  .  L 

Net  weicht  (inounc«> 

Vaiuuni  (ill  inches) - 

Drained  welsht  (in  ouncw).-  — - 

t^t.vle   - -■ 

.<lzc  of  whole  nirmts  (count)  

Sire  of  slii-e^i  cnml-s  (diameter)... 


Fact<irs 


8enr«  points 


I.  Color. 


II.  Vniformity  of  rite  and  shape 


III.  Ahsenc«ofdefect8- 


IV.  Textur*. 


ToUl  score 


35 


IS 


30 


» 


100 


|(A)  ^l-2.^ 

({■)'  lS-211 
ih)) '  0-17 
(A)  12-15 
(C)  »-ll 
{!))  '  0-  7 

(A)  afi  SO 

((•(•22-2.S 
(l)»  •  (K2I 
(A)  aft-30 
(C) '  22-25 
(1>)  '  0-21 


Normal  flavor  and  odor. 
Ora<le   


I  Indicates  limiting  rule  within  cla-sslfication. 

Issued  at  Washington.  D.  C.  this  nth 
day  of  February  1949. 

tsEALl  S.  R.  Newell. 

Acting  Assistant  Administrator. 
Production  and  Marketing 
Administration. 

[P.    R.    Doc.    49-1384:    Piled.    Feb.    21,    1919; 
9:01  a.  m.| 


d:partment  of  the  interior 

Bureau  of  Land  Management 

ALASKA 

NOTICE  rO«  FILING  OBJECnONS  TO  ORDER 
WITHDRAWING  PUBLIC  LAND  FOR  CLASSI- 
riCATION  AND  SURVEY,  AND  PARTIALLY  RE- 
VOKING PUBLIC  LAND  ORDER  386  OF  JULY 
31,   1947  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 
der   persons  having  cause  to  object  to 
the' terms  theieof  may  present  their  oO- 
Jections  to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25.  D.  C.     In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  it.  a 
public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  order 
may  state  their  views  and  where  the  pro- 
ponents of  the  order  can  explain  its  pur- 
pase.  intent,  and  extent.    Should  any  ob- 
jection be  filed,  whether  or  not  a  hearing 
is  held,  notice  of  the  determination  by 

>  See  P.  R    Doc.  49-1334.  Title  43.  Chapter 
I;   Appendix,  supra. 


the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let 
stand  will  be  given  to  all  interested  par- 
ties of  record  and  the  general  public. 

C.  GIRARD  DAVIDSON. 

Assistant  Secretary  of  the  Interior. 

February  8.  1949. 
[F.   R.   DOC.   49-1335;    FUed.   Feb.    21.    1949; 


8:47  a.  ml 


[Mlsc    1893891] 
Idaho 

ORDER    PROVIDING    FOR    OPENING    OF    PUBLIC 
LANDS  RESTORED  FROM  BOISE  PROJECT 

February  7.  1949. 
An  order  of  the  Bureau  of  Reclamation 
dated  May  13.  1948.  concurred  in  by  the 
Director.  Bureau  of  Land  Management. 
June  15.  1948.  revoked  the  Departmental 
Orders  of  December  U.  1941.  and  Feb- 
ruary 11,  1942.  so  far  as  they  withdrew 
in  the  first  form  prescribed  by  section  3 
of  the  Reclamation  Act  of  June  17.  1902 
(32  Stat.  388).  the  following-described 
lands  in  connection  with  the  Boise  Proj- 
ect Idaho,  and  provided  that  such  revo- 
cation shall  not  aCfect  the  withdrawal  of 
any  other  lands  by  said  order  or  affect 


any  other  order  withdrawing  or  reserv- 
ing the  lands  descibed: 

Boisx   McamiAN 

T.  1  N  ,  R    10  E.. 

Sec.  5,  lots  1.  2,  S'^jNEVi.  NE'iSEU: 

Sec.  8.  NE'4SE'4; 

Sec.  17.  NEUNEi.i. 
T    2  N..  R.  10  E., 

Sec    29,  S4NE'4.  SEI4NWU: 

Sec.  31,  lots  8,  9,  16;  / 

Sec.  32.  lots  4.  5,  8. 

The  above  areas  %ggregate  596.38  acres. 
The  lands  are  mountainous  in  char- 
acter. 

No  applications  for  these  lands  may 
be  allowed  under  the  homestead,  small 
tract  desert-land,  or  any  other  nonmin- 
eral  public-land  laws,  unless  the  lands 
have  already  Jaeen  classified  as  valuable 
or  suitable  for  such  type  of  application, 
or  shall  be  so  classified  upon  considera- 
tion of  an  application. 

At  10  00  a.  m.  on  April  11.  1949.  the 
lands  shall,  subject  to  valid  txi.stmg 
rights  and  the  provisions  of  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows : 

(a)  Ninety-day  period  for  preference- 
right  filinQS.  For  a  period  of  90  days 
from  April  U,  1949.  to  July  U.  1949.  in- 
clusive the  public  lands  affected  by  this 
order  shall  be  subject  to  ( 1  >  application 
under  the  homestead  or  the  desert  land 
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laws,  or  the  Small  Tract  Act  of  June  1, 
1938  <52  Stat.  609.  43  U.  S.  C.  sec.  682a). 
as  amended,  by  qualified  veterans  of 
World  War  II.  for  whose  service  recogni- 
tion Is  granted  by  the  act  of  September 
27.  1944  (68  Stat.  747,  43  U.  8.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  under 
any  applicable  public-land  law.  based  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  al- 
lowance and  confirmation.  Applica- 
tions by  such  veterans  shall  be  subject  to 
claims  of  the  classes  described  in  sub- 
division (2). 

(b)  Twenty-day  advance  period  for 
timultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  22. 
1949,  to  April  10.  1949,  inclusive,  such 
veterans  and  persons  claiming  prefer- 
ence rights  superior  to  those  of  such 
veterans,  may  pre.sent  their  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
11.  1949.  shall  be  treated  as  slmultane- 
oiisly  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  hy  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  12. 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty -day  advance  period  for 
simultaneous  non -preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  June  22.  1949.  to  July  11.  1949, 
Inclusive,  and  all  such  applications,  to- 
gether with  those  pre.sented  at  10:00 
a.  m.  on  July  12.  1949.  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  afBdavits  In  support 
thereof,  setting  forth  In  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  In  the  Land  and  Survey 
Offlce.  Boise.  Idaho,  shall  be  acted  upon 
In  accordance  with  the  regulations  con- 
tained In  8  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914.  43  L.  D.  254).  and  Part 
296  of  that  title,  to  the  extent  that  such 
regulations  are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  166  to  170.  Inclu.sive.  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938. 
shall  be  governed  by  the  regulations  con- 
tained In  Parts  232  and  257.  respectively, 
of  that  title. 

Inquiries  concerning  thc?.c  lands  shall 
be  addre.s.sed  to  the  Manager,  Land  and 
Survey  OfUce.  Boise,  Idaho. 

RoscoE  E.  Bell, 
Associate  Director. 

[P.   R.   Doc.   49-1339:    P.led,    Feb.   21,    1949; 
8:48  a.  m.) 


|Ml£C.  1367891] 

Idaho 

order  providing  for  openinq  of  public 
land  restored  from  gooding  project 

February  7,  1949. 
An  order  of  the  Bureau  of  Reclamation 
dated  November  5.  1947,  concurred  in  by 
the  Director,  Bureau  of  Land  Manage- 
ment. January  19.  1948.  revoked  the  De- 
partmental Orders  of  October  22.  1925. 
and  July  23, 1927,  so  far  as  they  withdrew 
In  the  first  form  prescribed  by  section  3 
of  the  Reclamation  Act  of  June  17.  1902 
(32  Stat.  388  >.  the  following-described 
land  In  connection  with  the  Gooding 
Project,  Idaho,  and  provided  that  such 
revocation  shall  not  affect  the  withdraw- 
al of  any  other  lands  by  said  order  or 
affect  any  other  order  withdrawing  or 
reserving  the  land  described: 
Boise  MmiDiAN 

T.  5  S,,  R.  14  E., 
Sec.  10.  SWV4NEy4 

The  above  area  contains  40  acres. 

The  land  is  rolling  in  character. 

No  applications  for  this  land  •lay  be 
allowed  under  the  homestead,  small 
tract,  desert-land,  or  any  other  non- 
mineral  public-land  law  unless  the  land 
has  already  been  classified  as  valuable  or 
suitable  for  such  type  of  application,  or 
shall  be  so  classified  upon  consideration 
of  an  application. 

At  10:00  a.  m.  on  April  11.  1949,  the 
lands  shall,  subject  to  valid  exisiting 
rights  and  the  provisions  of  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows : 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  11.  1949,  to  July  11.  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
law.-?,  or  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  609.  43  U.  S.  C.  sec.  682a  >, 
as  amended,  by  qualified  veterans  of 
World  War  II.  for  whose  service  recogni- 
tion Is  granted  by  the  act  of  September 
27.  1944  (58  Stat.  747.  48  U.  S.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  under 
any  applicable  public-land  law.  bared  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance and  confirmation.  Applications  by 
such  veterans  shall  be  subject  to  claims 
of  the  classes  described  In  subdivision 
(2). 

(b)  Tu)enty-day  advance  period  for 
simultaneous  preference-right  fUiiigs. 
For  a  period  of  20  days  from  March  22. 
1949.  to  April  10.  1949.  Inclusive,  such 
veterans  and  persons  claiming  prefer- 
ence rights  superior  to  those  of  such  vet- 
erans, may  present  their  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
11.  1949.  shall  be  treated  as  simultane- 
ously filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  12, 
1949.  any  of  the  land*  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 


tion by  the  public  generaUy  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous non-preference-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day'' period 
from  June  22.  1949.  to  July  11.  1949.  In- 
clusive, and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  July  12.  1949.  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  afifldavlts  In  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  Land  and  Survey 
Office.  Boise.  Idaho,  shall  be  acted  upon 
In  accordance  with  the  regulations  con- 
tained in  5  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914,  43  L  D.  254) .  and  Part  296 
of  that  title,  to  the  extent  that  such  regu- 
lations are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  166  to  170.  inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws  and 
the  Small  Tract  Act  of  June  1, 1938.  shall 
be  governed  by  the  regulations  contained 
in  Parts  232  and  257,  respectively,  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  Manager,  Land  and  Sur- 
vey Office.  Boise,  Idaho. 

RoscoE  E.  Bell. 
Associate  Director. 

IF.    R.    Doc.    49-1340:    Filed,    Feb.    21,    1949; 
8:48  a.  m.| 


[Misc.  35710] 
COLOR.nDO 


order  providing  for  opening  of  public 
lands  restored  from  colorado-big 
thompson  project 

February  8.  1949. 
An  order  of  the  Bureau  of  Reclamation 
dated  July  2.  1948.  concurred  in  by  the 
Director.  Bureau  of  Land  Management. 
August  6. 1948,  revoked  the  Departmental 
Order  of  March  7. 1925.  so  far  as  it  with- 
drew in  the  first  form  prescribed  by  sec- 
tion 3  of  the  Reclamation  Act  of  June  17. 
1902  <32  Stat.  388).  the  following-de- 
scribed land  in  connection  with  the  Colc- 
rado-Big  Thompson  Project,  Colorado, 
and  provided  that  such  revocation  shall 
not  affect  the  withdrawal  of  any  other 
lands  by  said  order  or  affect  any  other 
order  withdrawing  or  reserving  the  lands 

described:  

Sixth  Principal  Meridian 

T.  2  N..  R.  76  W.. 

Sec.  22,  S'jNE'^,  Kl^SEV^. 

The  above  areas  aggregate  160  acres. 
The  lands  are  rolling  to  mountainou« 
In  character. 


\ 
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No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract, 
desert-land,  or  any  other  nonmineral 
public-land  laws  unless  the  lands  have 
already  been  classified  as  valuable  or 
suitable  for  such  type  of  application,  or 
shall  be  so  classified  upon  consideration 
of  an  application. 

At  10:00  a.  m.,  on  April  12.  1949,  the 
lands  shall,  subject  to  valid  existing 
rights  and'  the  provisions  of  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  12,  1949.  to  July  12,  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  609.  43  U.  S.  C.  sec.  682a), 
as  amended,  by  qualified  veterans  of 
World  War  II,  for  whose  service  recog- 
nition Is  granted  by  the  act  of  Septem- 
ber 27.  1944  <58  Stat.  747,  43  U.  S.  C. 
sees.  279-283),  subject  to  the  require- 
ments of  applicable  law,  and  (2)  applica- 
tion under  any  applicable  public-land 
law,  based  on  prior  existing  valid  settle- 
ment rights  and  preference  rights  con- 
ferred by  existing  laws  or  equitable 
claims  subject  to  allowance  and  con- 
firmation. Applications  by  such  vet- 
erans shall  be  subject  to  claims  of  the 
clas.ses  de.scribed  In  subdivision  (2). 

(b)  Twenty-day  advance  period  for 
simultaneous  preference -right  filings. 
For  a  period  of  20  days  from  March  23, 
1949.  to  April  11,  1949,  inclusive,  such 
veterans  and  persons  claiming  prefer- 
ence rights  superior  to  those  of  such  vet- 
erans, may  present  their  applications. 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
12.  1949.  shall  be  treated  as  simulta- 
neously filed. 

(c>  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laus. 
Commencing  at  10:00  a.  m.  on  July  13. 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous  non-preference-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  23.  1949,  to  July  12,  1949,  in- 
clusive, and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  July  13.  1949,  shall  be  treated 
as  simultaneousily  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  militarj'  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having' equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  pffldavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
D3nver,  Colorado,  shall  be  acted  upon 
In  accordance  with  the  regulations  con- 
tained in  §  295.3  of  Title  43  of  the  Code 
of  Federal  Reg.;lat!ous  ^Circular  No.  324. 


NOTICES 

May  22,  1914,  43  L.  D.  254),  and  Part 
296  of  that  title,  to  the  extent  that  such 
regulations  are  applicable.  Applica- 
tions under  the  homestead  laws  shall  be 
governed  by  the  regulations  contained  In 
Parts  166  to  170,  inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1.  1938, 
shall  be  governed  by  the  regulations  con- 
talned  In  Parts  232  and  257,  respectively, 
of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager.  Dis- 
trict Land  Office.  Denver.  Colorado. 

RoscoE  E.  Bell, 
Associate  Director. 


IF. 


R.   Doc.    49-1341;    Piled,    Feb.   21,    1949; 
8:48  a.  m.] 


I  Misc.  20871561 

Colorado 


ORDER  PROVIDING  FOR  OPENING  OF  PUBLIC 
LANDS  RESTORED  FROM  BLUE-SOUTH  PLATTE 
PROJECT 

February  8,  1949. 

An  order  of  the  Bureau  of  Reclamation 
dated  March  4.  1948.  concurred  in  by  the 
Assistant  Director,  Bureau  of  Land  Man- 
agement, on  March  23.  1948.  revoked  the 
Departmental  Order  of  March  15,  1946. 
so  far  as  it  withdrew  in  the  first  form 
prescribed  by  section  3  of  the  Reclama- 
tion Act  of  June  17. 1902,  (32  State.  388 », 
the  following-described  lands  in  connec- 
tion with  the  Blue-South  Platte  Project. 
Colorado,  and  provided  that  such  revo- 
cation shall  not  affect  the  withdrawal  of 
any  other  lands  by  said  order  or  affect 
any  other  order  withdrawing  or  reserving 
the  lands  described: 

Sixth   Phincipal   Meridian 

T.  1  N.,  R  79  W., 
Sec.  16; 
Sec.  17.  NE'4. 

The  above  areas  aggregate  800  acres. 

The  lands  are  hilly  in  character. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract, 
desert-land,  or  any  other  nonmineral 
public-land  laws  unless  the  lands  have 
already  been  cla.ssified  as  valuable  or 
suitable  for  such  type  of  application,  or 
shall  be  so  classified  upon  consideration 
of  an  application. 

At  10:00  a.  m.  on  April  12.  1949.  the 
lands  shall,  subject  to  valid '  existing 
rights  and  the  provisions  of  existing 
withdrawals,  become  subject  to  appli- 
cation, petition,  location,  or  selection  as 
follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  12,  1949,  to  July  12,  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  de.sert  land 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  609,  43  U.  S.  C.  sec  682a) .  as 
amended,  by  qualified  veterans  of  World 
War  II,  for  whose  service  recognition  is 
granted  by  the  act  of  September  27,  1944 
(58  Stat.  747,  43  U.  S.  C.  sees.  279-283). 
subject  to  the  requirements  of  applicable 
law,  and  <2)  application  under  any  ap- 
plicable public-land  law,  based  on  prior 
existing  valid  settlement  rights  and  pref- 


erence rights  conferred  by  existing  laws 
or  equitable  claims  subject  to  allowance 
and  confirmation.  Applications  by  such 
veterans  shall  be  subject  to  claims  of  the 
classes  described  in  si'Mi vision  (2) , 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  23. 
1949.  to  April  11.  1949  Inclusive,  such 
veterans  and  persons  .aiming  prefer- 
ence rights  superior  to  those  of  such  vet- 
erans, may  present  thtir  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
12.  1949.  shall  be  treated  as  simultane- 
ously filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  miblic-land  laws. 
Commencing  at  10:00  «»..  m..  on  July  13, 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  bee  e  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  puMlc-lpnd  laws. 

(d )  Twenty-day  c-.ounce  period  for  si' 
multaneous  non-prt.  jrence-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  ine  20-day  period 
from  June  23.  1949.  to  July  12,  1949,  In- 
clusive, and  all  such  applications,  to- 
gether with  those  pre:,  ...ed  at  10:00 
a.  m.  on  July  13.  1949.  sh'-'l  be  treated  as 
simultaneously  filed. 

Veterans  shall  accompany  their  ap- 
plications with  certifle<;i!.  copies  of  their 
certificates  of  dischatKel  or  other  satis- 
factory evidence  of  *h.,ir  military  or 
naval  service.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claims,  shall  accompany  their  applica- 
tions by  duly  corroborated  affidavits  in 
support  thereof,  setting  forth  in  detail  all 
facts  relevant  to  their  claims. 

Applicationa  for  these  lands,  which 
shall  be  filed  In  the  District  Land  Office. 
Denver.  Colorado,  shall  be  acted  upon  In 
accordance  with  the  regulations  con- 
tained in  §  295.8  of  Tltl?  43  of  the  Code 
of  Federal  Regulatlo:is  (Circular  No. 
324.  May  22.  1914.  43  L.  D.  254) ,  and  Part 
296  of  that  title,  to  the  extent  that  such 
regulations  are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  166  to  170,  Inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938. 
.shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257.  respectively, 
of  that  title. 

Inquiries  concernlnrr  if  -  •<-'  lands  shall 
be  addressed  to  the  Acting  Manager,  Dis- 
trict Land  Office,  Denver,  Colorado. 

RoscoE  E.  Bell, 
Associate  Director. 

|F.    R.    Doc.    49-1342;    Piled.    Feb.    21.    1949; 
8:48  a.  m.) 


IMlsc.   18774881 

Arizona 


ORDER  providing  FOR  OPENING  OF  PUBLIC 
LANDS  RESTORED  FROM  HASSAYAMPA 
PROJECT 

February  8.  1949. 
An  order  of  the  Bureau  of  Reclama- 
tion dated  July  22.  1948.  concurred  in 


Tuesday,  February  22,  1949 

by  the  Acting  Director.  Bureau  of  Land 
Management,  on  October  22.  1948.  re- 
voked Departmental  Orders  of  July  25, 
1941,  September  14,  1945.  and  July  3. 
1946.  so  far  as  they  withdrew  in  the  first 
form  prescribed  by  section  3  of  the  Rec- 
lamation Act  of  June  17.  1902  (32  Stat. 
388).  the  following-described  land  in 
connection  with  the  Hassayampa  Proj- 
ect, Arizona,  ani>  j>rovided  that  such 
revocation  shall  not  affect  the  with- 
drawal of  any  othur  lands  by  said  order 
or  affect  any  other  order  withdrawing  or 
reserving  the  lands  described: 

OiLA  AND  Salt  Rivza  Meridian 

T.  4  N..  R.  3  W.. 

Sec.  8.  SEViNWVi.  NWViSE>4.  SE'^SBVi: 

Sec.  7,  E'i; 

Sec.    8.    S'iNViNEVi'    SVaNWUNWANEU. 
SW'4NE'.4NWi4NEJ4.  S'/a; 

Sec.  10.  N',2NE'4NE,.    o 

Sec.        11.       W>2NW-,4NEV4.       SW',4NE«4. 
NW',SE'4.  SE>,4SEV4; 

Sec.  17,  S'-j. 
T.  5  N.,  R.  3  W.,  '* 

Sec.  27,  SW!.4NWV'«        '*• 
T.  10  N.    R.  3  W. 

Sec.  2i,  lots  6   6.  7.  9.  10.  11: 

Sec.  25,  loU  3.  4;  3'/2''JW/4.  SWVi; 

Sec.  28,  lots  1,  2.  S'/iNEVi.  SE|4. 
T.  4  N.,  R.  4  W..     ^. 

Sec.  12,  S'i; 

Sec.  13,  N'i,  SE',4: 

Sec.  14.  N'2.  SW'f. 
T.  5  N..  R.  4  W.. 

Sees.  27  and  31  '• 

The   above  a!rec.o   aggregate   4,888.44 
acres. 

The  lands  in  1.  .0  N..  R.  3  W..  are 
mountainous  in  character  and  the  re- 
maining lands  are  level  to  gently  rolling. 
No  applications,  for  these  lands  may 
be  allowed  under  the  hcmiestead.  small 
tract,  desert-land,  or  any  other  nonmin- 
eral public-land  laws  unless  the  lands 
have  already  l>een  classified  as  valuable 
or  suitable  for  such  type  of  application, 
or  shall  be  so  clas.slfied  upon  considera- 
tion of  an  appficalion. 

At  10:00  a.  m   9n  April  12.  1949.  the 
lands   shall,   subject   to   valid    existing 
lights  and  the  provisions  of  existing  with- 
drawals, become  subject  to  application, 
petition,  location,  or  selection  as  follows: 
(a)  Ninety-day  period  for  preference- 
right  filings.     For  a  period  of  90  days 
from  April  12.  1949,  to  July  12.  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  <  1 )  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1, 
1938  (52  Stat.  609.  43  U.  S.  C.  sec.  682a). 
as   amended,    bv   qualified   veterans   of 
World  War  II   *  x  whose  service  recog- 
nition Is  granted  by  the  act  of  Septem- 
ber 27.  1944  (58  Stat.  747,  43  U.  S.  C.  sees. 
279-283),  subject  to  the  requirements  of 
applicable  law,  and  (2)  application  un- 
der any  applicable  public-land  law.  based 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to 
allowance   and   confirmation.    Applica- 
tions by  such  veterans  shall  be  subject 
to  claims  of  the  classes  described  in  sub- 
division (2), 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  23. 
1949.  to  April  11.  1949.  inclusive,  such 
veterans  and  per.sons  claiming  prefer- 
ence rights  superior  to  those  of  such 
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veterans,  may  present  their  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  oh  April 
12,  1949,  shall  be  treated  as  simultane- 
ously filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.,  on  July  13, 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous  non-preference-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  23,  1949,  to  July  12,  1949,  In- 
clusive, and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  July  13.  1949,  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  settling  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
Phoenix,  Arizona,  shall  be  acted  upon  in 
accordance  with  the  regulations  con- 
tained in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324, 
May  22,  1914.  43  L.  D.  254).  and  Part 
296  of  that  title,  to  the  extent  that  such 
regulations  are  appUcable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  166  to  170,  inclu-sive,  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938, 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257,  respectively, 
of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager, 
District  Land  Office,  Phoenix,  Arizona. 

RoscoE  E.  Bell, 
Associate  Director. 

|F.    R.    Doc.    49-1343;    Filed,    Feb.    21,    1949; 
8:49  a.  m.l 


(Misc.  2092920] 

Montana 


ORDER    PROVIDING    FOR    OPENING    OF    PUBLIC 
LANDS    RESTORED    FROM     MISSOURI     B.^SIN 


PROJECT 


FEBRUARY  8.  1949. 


An  order  of  the  Bureau  of  Reclamation 
dated  August  4, 1948,  concurred  in  by  the 
Acting  Director,  Bureau  of  Land  Manage- 
ment, October  19,  1948.  revoked  the  De- 
partmental Order  of  March  15,  1946,  so 
far  as  it  withdrew  in  the  first  form  pre- 
scribed by  section  3  of  the  Reclamation 
Act  of  June  17,  1902  (32  Stat.  388),  the 
following-described  lands  In  connection 
with  the  Missouri  Basin  Project.  Mon- 
tana, and  provided  that  such  revocation 
shall  not  affect  the  withdrawal  of  any 


803 

other  lands  by  said  order  or  affect  any 
other  order  withdrawing  or  r«serving  the 
lands  described: 

Principal  Meridun 

T.  30  N..  R.  1  E  . 

Sec.  8,  E'aNEVi; 

Sec.  12,  S'aSW'i: 

Sec.  15.  SVaS'/i: 

Sec.  17.  SV2N1/2.  SE'i; 

Sec.  25.  SEUNE'i.  NEI4SE14.  8!iSE«4. 
T.  30  N..  R.  2  E.. 

Sec.  24,  SEi4SEi,4; 

Sec.  25,  W  .W'i: 

Sec.     26,    NEi4NE»4,    SliNEi;.    KViSWVi. 
SEI4: 

Sec.  29,  NW»4NE',i.  — 

T.  30  N..  R.  3  E.. 

Sec.  26.  SEV4SWV4;  ■ 

Sec.  27.  SEl4SW'4- 
T.  31  N.,  R.  3  E.. 

Sec.  15,  SW«4SE'i; 

Sec.  22,  SE'4NE'/4. 
T.  30  N.,  R.  4  E.. 

Sec.  2,  lot  3.  SE'4NWV4.  S'^NEVi.  SEi4: 

Sec.  13,  NW'4NE'4; 

Sec.  18.  NEUSE'i. 
T.  31  N..  R.  4  E.. 

Sec.  29,  E'zNEi;.  NE'4SEi4; 

Sec.  34,  NE',4SW'4: 

Sec.  35.  NE'/4NW>4.  NW'iSWii. 

The  above  areas  aggregate  2.199.98 
acres. 

The  lands  are  rolling  to  mountainous 
In  character. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small 
tract,  desert-land,  or  any  other  nonmin- 
eral public-land  laws  unless  the  lands 
have  already  been  classified  as  valuable 
or  suitable  for  such  type  of  application, 
or  shall  be  so  classified  upon  considera- 
tion of  an  application. 

At  10 :  00  a.  m.  on  April  12,  1949,  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  exi.sting 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows : 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  12,  1949,  to  July  12.  1949,  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  ( 1 )  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1, 
1938  (52  Stat.  609,  43  U.  S.  C.  sec.  682a), 
as  amended,  by  qualified  veterans  of 
World  War  II.  for  whose  service  recogni- 
tion Is  granted  by  the  act  of  September 
27.  1944  (58  Stat.  747,  43  U.  S.  C.  sees. 
279-283),  subject  to  the  requirements  of 
applicable  law,  and  (2)  application  un- 
der any  applicable  public-land  law.  based 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  ex- 
isting laws  or  equitable  claims  subject  to 
allowance  and  confirmation.  Applica- 
tions by  such  veterans  shall  be  subject 
to  claims  of  the  classes  described  in  sub- 
division (2). 

(b)  Twenty-day  advance  period  for  si- 
multaneous preference-right  filings.  For 
a  period  of  20  days  from  March  23,  1949. 
to  April  11,  1949,  inclusive,  such  veterans 
and  persons  claiming  preference  rights 
superior  to  those  of  such  veterans,  may 
present  their  applications,  and  all  such 
applications,  together  with  those  pre- 
sented at  10:00  a.  m.  on  April  12,  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
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Commencing,  at  10:00  a.  m.  on  July  13. 
1949.  any  or  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  June  23.  1949.  to  July  12.  1949. 
Inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10 :00  a.  m. 
on  July  13.  1949.  shall  be  treated  as 
simultaneously  filed. 

Veterans  shajl  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
Great  Palls.  Montana,  shall  be  acted 
upon  in  accordance  with  the  regulations 
contained  In  5  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324.  May  22.  1914.  43  L.  D.  25^) .  and 
Part  296  of  that  title,  to  the  extent  that 
such  regulations  are  applicable.  Appli- 
cations under  the  homestead  laws  shall 
be  governed  by  the  regulations  contained 
In  Parts  166  to  170.  Inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938. 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257,  respectively, 
of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager.  EMs- 
trlct  Land  Office.  Great  Falls.  Montana. 

RoscoE  E.  Bell, 
Associate  Director. 

|P.    R.    Doc.    49-1344:    Filed,   Feb.    21,    1949; 
8:49  a.  m.] 


IMiae.  844398] 
Wyoming 


ORDnt  PFOvrorNc  for  thb  opening  or 
pttblic  lands  restored  from  the  sho- 
shone project 

February  8.  1949. 

An  order  of  the  Bureau  of  Reclamation 
dated  July  13.  1948.  concurred  In  by  the 
Director,  Bureau  of  Land  Management. 
August  17.  1948,  revoked  the  Depart- 
mental Order  of  May  2.  1919,  so  far  as  it 
withdrew  in  the  first  form  prescribed  by 
section  3  of  the  Reclamation  Act  of  June 
17,  1902  <32  Stat.  388  >,  the  following- 
described  lands  in  connection  with  the 
Shoshone  Project.  Wyoming,  and  pro- 
vided that  such  revocation  shall  not  af- 
fect the  withdrawal  of  any  other  lands 
by  said  order  or  affect  any  other  order 
withdrawing  or  reserving  the  lands  de- 
scribed : 

Sixth  Pkincifal  Meridian 

T.  52  N.,  R.  95  W  . 

Tract  53.  loU  I.  J.  O  and  P. 


NOTICES 

The  above  areas  aggregate  155.92  acres. 
The  lands  are  rolling  to  mountainous 
In  character. 

No  applications  for  these  lands  may 
be  allowed  under  the  homestead,  small 
tract,  desert-land,  or  any  other  nonmln- 
eral  public-land  laws  unless  the  lands 
have  already  been  classified  as  valuable 
or  suitable  for  such  type  of  application, 
or  shall  be  so  classified  upon  considera- 
tion of  an  application. 

At  10:00  a.  m.  on  April  12.  1949.  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.    For  a  period  of  90  days 
from  April  12.  1949.  to  July  12.  1949,  In- 
cluslVe.  the  public  lands  affected  by  this 
order  shall  be  subject  to  <1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  small  tract  act  of  June  1, 
1938  (52  Stat.  609,  43  U.  S.  C.  sec.  682a), 
as   amended,   by  qualified  veterans   of 
World  War  II.  for  whose  service  recog- 
nition is  granted  by  the  act  of  Septem- 
ber 27.  1944  <58  Stat.  747,  43  U.  S.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  un- 
der any  applicable  public-land  law.  based 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to 
allowance   and  confirmation.    Applica- 
tions by  such  veterans  shall  be  subject 
to  claims  of  the  classes  described  In  sub- 
division (2). 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  23. 
1949.  to  April  11.  1949.  inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  April  12, 1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  13, 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d>  Twenty -day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day 
period  from  June  23.  1949.  to  July  12. 
1949,  inclusive,  and  all  such  applications, 
together  with  those  presented  at  10:00 
a.  m.  on  July  13,  1949.  shall  be  treated  as 
simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office. 
Buffalo.  Wyoming,  shall  be  acted  upon  In 
accordance  with  the  regulations  con- 


tained In  5  295.8  of  Title  43  of  the  Code  of 
Federal  Regulations  (Circular  No.  324. 
May  22.  1914.  43  L.  D.  254) .  and  Part  296 
of  that  title,  to  the  extent  that  such  reg- 
ulations are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  166  to  170.  inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws  and 
the  Small  Tract  Act  of  June  1. 1938.  shall 
be  governed  by  the  regulations  contained 
in  Parts  232  and  257,  respectively,  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager.  Dis- 
trict Land  Office,  Buffalo,  Wyoming. 

RoscoE  E.  Bell, 
Associate  Director. 

IF.    R.    Doc.    49-1345;    Filed.    Feb.    21,    1949; 
8:60   a.   m.l 


[Misc.  1597968] 

Colorado 


ORDER  PROVIDWC  FOR  OPENlNO  OF  PUBLIC 
LANDS  RESTORED  FROM  OC«-ORADO-BIC 
THOMPSON   PROJECT 

FCBHUARY  9,  1949. 

An  order  of  the  Bureau  of  Reclama- 
tion dated  March  15,  1948,  concurred  in 
by  the  Director.  Bureau  of  Land  Man- 
agement. June  15.  1948.  revoked  Depart- 
mental Orders  of  March  7.  1935.  July 
24.  1937.  and  August  20.  1937.  so  far  as 
they  withdrew  In  the  first  form  pre- 
scribed by  section  3  of  the  Reclamation 
Act  of  June  17.  1902  (3»Stat.  388*.  the 
following-described  land  in  connection 
with  the  Colorado-Big  Thompson  Proj- 
ect. Colorado,  and  provided  that  such 
revocation  shall  not  siffect  the  with- 
drawal of  any  other  lands  by  said  order 
or  affect  any  other  order  withdrawing  or 
reserving  the  lands  described : 

Sixth  Pkincipal  Mzuoiait 

'sec' 10,    NW''4NW>4Si:'i.    W»^NE'4NW'i 
BE  "4 .      N  '/j  8  W  V4  NW  ','4  SB  '/4 .      NW  V*  SE  >  4 
NW'iBEVi; 
Sec.    16.   E>jSB>4: 
Sec.  32.  W'jNW'A. 
T    1   S     R    76  ^9^ 

Sec.  8.  N',iSwU.  WViSEJ4{ 
Sec.  16; 
Sec.  17.  sw;: 
Sec.  18.  8E'48W'/4: 

Sec.  20,  N'^NW'4.  8WV4NW'/4.  NW-4SE>4: 
Sec.  21,  NW';SW%; 

Sec.  31.  lot  4.  8K'/48W'/4,  NE'^BWU.  W'/j 
SE>4. 
T.  1  S..  R.  77  W.. 

Sec.  1.  lots  3.  4  and  7; 
Sec.    12.   SE'4SEV4; 
Sec.   24,   SE':,8E'4: 
Sec.   35.   E'-iSE'/*: 
Sec   36. 
T.  1  N..  R.  76  W.. 

Sec.   1.   lots   1   to  4.   Incl..  S'^NEV;,  BEV4. 

SW>/4NW',i: 
Sec.  2.  lots  1  to  4.  Incl..  S'^^N'/i.  8'4SW>i; 
Sec.  4.  lots  1  to  4.  Incl..  SWl^NE',;; 
Sec.  5.  N'iSE';.  SE'4SE>4; 
Sec.  7.  lot  4.  NWUNE',4.  SE'4NE'^,  SE'i 

SW'i.   8W«4SE',i: 
Sec.    8.    NE«4,    W'/2NW'/4.    N'/jSE^.   WA 

BE''  * 
Sec.     9!     8'iNE>4.     W«4NWy4,     W'iSW'4, 

SE'.4SW'4.  6E'4; 
Sec.  10.  NE'4NE</4.  WV2NWV4.  BW'Al 


Tuesday,  February  22,  1949 

Sec.   11.  BViNE>/4.  NWy*.   NE'4SWi,4.  NV, 

SEVi: 

Sees.  12.  13.  14: 

Sec.  15.  NE'4,  SW'4SWi4.  E'.SEVi; 

Sec.  17.  E'2NEV4.  E'^aSW'*.  SE'-*: 

Sec.   18.  loU   1.  2.  NWViNE'i.  NE'4NWy4, 

NE'4SE'i; 
Sec.  20.  NE'4NWV4: 
Sec.  22.  E'jNEVi.  WV4NWV4: 
Sec.  23.  N'2.  SE>4: 
Sec.   24.   N',2.   8Ey4: 
Sec.  25: 
Sec.  27.  NE'4: 

Sec.  31.  lots  2.  3,  4,  SEUSW'i: 
Sec.  33.  NE'4  NE'4; 
sec.  35.  SW>4NW/4.  NW',iSW'4. 
T.  2  N..  R.  76  W  . 

Sec.  6.  S'iNE'/i.  SE'4: 

Sec.  10.  W'^: 

Sec.  15.  NV2SWy4.  NW^^; 

Sec.  17.  S',SWy4.  S'/2SE'4: 

Sec.    18,    lota    3.    4.    E'aSWVi.    NE'iSE'i. 

S'/jSE'*: 
Sec.  19.  NE'4; 

Sec.  20.  NE'4NE'/i,  WV2NE'4.  NW'/4; 
Sec.    23.    SWV4NEV4.    S'/jNWVi,    N'iBWVi. 

SE',4SWi,4.  SE'4: 
Sec.  25.  W'2SWy4.  8W'/4SEy4: 
Sec.  26.  E'jSE'/i, 
T.  3  N.,  R.  76  W.. 
Sec.  19,  NE'4: 

Bee.  20.  W'2NW'4.  W',SW'4: 
Sec.  21.  SW'4NE'4,  NE1/48EV4: 
Sec.  22.  NE'«.  NW'/4SE'4; 

Sec.  28,  SW'4SWi/4: 

Sec.    29.    W'2NW'4.   NViSW'4,   aE'4SW'4. 
S'/iSE'4: 

Sec.    31.    W'/2NE'^.    E'^NWVi.    Ei2SW'A, 
SE'4: 

Sec.  32.  E'iNEVi.  SW'/iSW«4: 

Sec.  33.  NW'.4NWV4.  Sl2NW,4.  N^jSWy,. 
T.  2  N..  R.  77  W., 

Sec.  3.  lota  3.  4.  B'/iNW'/i.  SW'4: 

Sec.  4.  lots  3.  4.  SViNW'A.  SWy*: 

Sees.  5.  6.  7,  8: 

Sec.  9.  S'2NE'4.  W'/i.  SE'4: 

Sec.   10.  SW'4NE'4,  W'j.  W'iSE*^: 

Sec.  11,  SE'4SW'4.  E'2SE'4; 

Sec.  13,  NW'4NW'4.  W',SWV4; 

Sec.   14.  E',NW'4.  SW'4NW«i,  8',4; 

Sec.   15.  NW'4NE'4.  W'^: 

Sees.  17.  18; 

Sec      19      lots     1     to     4.     Incl..     N',2NEi/4, 
SW'4NE'4.  E'iWi.  NW'4SE'4: 

Sec.20.  N'2.N'.2SW'4.SE'4SW'4.N'2SE',i: 

Sec.  21.  NVj.  N'/2SW',4.  NV2SE!4; 

Sec.  22.  NW'4: 

Sec.      23.      NE'4.      NE',4NWy4.      N'/jSEVi. 

SE'4SE'4: 
Bee.  24.  W'jNWy*; 
Sec.  26.  NWI4NWV4,  SW'4SWy4: 
■      Bee.  27.  N'jNE'4.  E'/2SE'4: 
Sec.  28.  SE'4SW',4.  S'jSE'.i; 
Sec.  29.  NE'4NWV4:  _,,, 

Sec    30.   loU   1.  2.  3.  S'iNE'i.  SEi4NW'4. 

NE'4SW'4.  SE'4SW'4.  SE'4: 
Bee.  32,  SE'4NE'4.  S'-^SE'*.  NE'4SE«4: 
Sec .  33 .  NE '4 .  W >/j .  N 'i SE '4 : 
Sec.  34.  E'2NE'/4.  E'jSE'^. 
T.  3  N..  R.  77  W.. 
Sec.  19.  NE'4: 

Sec.  20.   NE'4NE'4.  W'JNE'4.  NWI4: 
Bee.    23.    SW'2NEV4,    8'.2NWl4.    N>2SW'4. 

SE'4SW'4.  SE'4;   ' 
Sec.   25.  W'..!SWV4.  SW',4SE»^: 
Sec.  26.  E'jSE'i. 

The  above  areas  aggregate  25,549.11 
acres. 
The  lands  are  rolling  to  mountainous 

in  character. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small 
tract,  desert-land,  or  any  other  nonmin- 
eral  public-land  laws  unless  the  lands 
have  already  been  classified  as  valuable 
or  suitable  for  such  type  of  application, 
or  shall  be  so  cla-<^sified  upon  considera- 
tion of  an  application. 
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At  10:00  a.  m.  on  April  13.  1949.  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows: 

( a )  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  13.  1949.  to  July  13.  1949.  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  applica- 
tion under  the  homestead  or  the  desert 
land  laws,  or  the  Small  Tract  Act  of  June 
1.  1938  (52  Stat.  609.  43  U.  S.  C  sec. 
682a » .  as  amended,  by  qualified  veterans 
of  World  War  II.  for  whose  service  rec- 
ognition Is  granted  by  the  act  of  Sep- 
tember 27.  1944  (58  Stat.  747.  43  U.  S.  C. 
sees.  279-283),  subject  to  the  require- 
ments of  applicable  law.  and  (2)  appli- 
cation under  any  applicable  public-land 
law.  based  on  prior  existing  valid  settle- 
ment rights  and  preference  rights  con- 
ferred by  existing  laws  or  equitable 
claims  subject  to  allowance  and  confirm- 
ation. Applications  by  such  veterans 
shall  be  subject  to  claims  of  the  classes 
described  in  subdivision   (2). 

(b>  Twenty -day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  24. 
1949.  to  April  12.  1949.  Inclusive,  such 
veterans  and  persons  claiming  prefer- 
ence rights  superior  to  those  of  such  vet- 
erans, may  present  their  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
13.  1949.  shall  be  treated  as  simultane- 
ously filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  14. 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

( d '  Twenty-day  advance  period  for  si- 
multaneous non-preference-riqht  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  24.  1949.  to  July  13.  1949, 
Inclusive,  and  all  such  applications,  to- 
gether with  tho.se  presented  at  10:00  a.  m. 
on  July  14.  1949.  shall  be  treated  as 
simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  a.sserting  preference 
rights,  through  settlement  or  otherwise 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  the.se  lands,  which 
.shall  be  filed  in  the  District  Land  Office. 
Denver.  Colorado,  shall  be  acted  upon  in 
accordance  with  the  regulations  con- 
tained in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914,  43  L.  D.  254).  and  Part  296 
of  that  title,  to  the  extent  that  such  regu- 
lations are  applicable.  Applications  un- 
der the  homestead  laws  shall  be  governed 
by  the  regulations  contained  in  Parts  166 
t*  170.  inclusive,  of  Title  43  of  the  Code 
of  Federal  Regulations  and  applications 
under  the  desert  land  laws  and  the  Small 
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Tract  Act  of  June  1.  1938.  .shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  232  and  257.  respectively,  of  that 

title.  ^  „ 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager,  Dis- 
trict Land  Office.  Denver.  Colorado. 

Marion  Clawson. 
Director. 

IF.   R.    Doc.   49-1346:    Filed,    Feb.    21.    1949; 
8:50  a.  m.) 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  31871 

Wisconsin  Central  Airlines.  Inc. 
notice  OF  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  u.seful  therefor, 
and  the  services  connected  therewith,  of 
Wisconsin  Central  Airlines,  Inc.,  over 
route  No.  86. 

Notice  Is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  406  and 
1001  of  said  act.  that  a  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  February  23.  1949.  at  10:00 
a.  m.  (e.  s.  t.),  in  Room  2065,  Temporary 
Building  No.  4.  south  of  Constitution 
Avenue  between  Sixteenth  and  Seven- 
teenth Streets  NW..  Washington.  D.  C, 
before  Examiner  Lawrence  J.  Kosters. 

Dated  at  Wa.shington,  D.  C.  February 
16,  1949. 
By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

[P.    R.    Doc.   49-1351;    Piled.   Feb.    21.    1949; 
8:51  a.  m.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

Class  B  FM  Broadcast  Stations 
order  amending  revised  tentative 

allocation  PLAN 

In  the  matter  of  amendment  of  Re- 
vised Tentative  Allocation  plan  for  Cla.ss 
B  FM  Broadcast  Stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  ofBces 
in  Washington.  D.  C,  on  the  9th  day  of 
February  1949; 

The  Commission  having  under  consid- 
eration an  amendment  of  its  Revised 
Tentative  Allocation  plan  for  Class  B  FM 
Broadcast  Stations,  to  the  extent  that 
Channel  291  will  be  allocated  to  Alex- 
ander City.  Alabama,  for  the  purpose  of 
making  possible  the  grant  of  an  applica- 
tion now  pending  for  that  city;  and 

It  appearing,  that  there  Is  now  pend- 
ing before  the  Commission  an  applica- 
tion for  a  Cla.ss  B  FM  station  at  Alex- 
ander City.  Alabama,  by  Piedmont  Serv- 
ice Corporation  (File  No.  BPH-148): 
that  there  are  no  other  applications 
pending  for  Class  B  FM  facilities  at  Alex- 
ander City.  Alabama;  that  no  Class  B 
FM  channel  has  been  allocated  to  Alex- 
ander City.  Alabama;  that  Channel  291, 
which  is  presently  unallocated  in  this 
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area,  could  be  allocated  to  Alexander 
City   Alabama;  that  the  operation  of  a 
station   on  Channel   291   at  Alexander 
City.  Alabama  would  not  cause  Inter- 
ference  to  any  station,   existing,   pro- 
posed or  contemplated  by  present  allo- 
cations; that  in  addition  to  Channel  291 
there  is  at  least  one  other  channel  which 
Is  presently  unallocated  in  this  area  and 
which  could  be  allocated  to  Alexander 
City  Alabama;  that  the  adoption  of  the 
proposed  amendment  will  increase  the 
number  of  channels  allocated  to  Alex- 
ander City.  Alabama,  will  not  reduce  the 
number  of  channels   allocated   to  any 
other  city,  and  will  not  require  a  change 
in  the  channel  assignment  of  any  exist- 
ing FM  authorization;  and  that  no  exist- 
ing roquiremrnts  of  the  Commission  will 
be  affected  by  said  amendment;  and 

It  further  appearing,  that  the  nature 
of  the  proposed  an>endment  is  such  as 
to  render  unnecessary  the  public  notice 
and  procedure  set  forth  in  section  4  (a> 
of  the  Administrative  Procedure  Act; 
and  that  for  the  same  reasons  this 
order  may  be  made  effective  immediately 
In  lieu  of  the  requirements  of  section  4 
(c)  of  said  act:  and 

It  further  appearing,  that  authority 
for  the  adoption  of  said  amendment  Is 
contained  in  sections  303  (c«.  (d'.  (f). 
and  (r)  and  307  <b)  of  the  Communica- 
tions Act  of  1934,  as  amended: 

Jt  is  ordered.  That,  effective  Immedi- 
ately, the  Revised  Tentative  Allocation 
plan  for  Class  B  FM  Broadcast  Stations 
Is  amended  so  that  the  allocation  of 
Channel  No.  291  to  Alexander  City,  Ala- 
bama Is  included  therein. 

Released:  February  15,  1949. 


TSEALl 


FEDER.fL  Communications 

Commission. 
T.  J.  Slowie. 

Secretary. 


[F.   B.   Doc.   4&-1354:    Filed.   Feb.    21.    1949; 
8:51  a.  m.) 


f Docket  No.  Slflll 


NOTICES 

[Docket  No.  8855] 
8HKLBT  Broadcasting  Co. 

ORDER  CONTINriNG  HEARING 

In  re  application  of  Shelby  Broadcast- 
ing Company,  a  partnership  consisting 
of  O  L.  Parker  and  A.  C.  Chllds.  Center. 
Texas.  Docket  No.  8855.  Pile  No.  BP- 
6572;  for  construction  permits. 

The  Commission  having  scheduled  a 
further  hearing  upon  the  above-entitled 
application  for  February  10.  1949.  at 
Washington.  D.  C;  and 

It  appearing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  continuing  the  said  hearing : 

It  is  ordered.  This  8th  day  of  February 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m.. 
Monday.  April  11.  1949.  at  Washington. 

DC. 

Federal  Communications 

Commission. 
rsEALl         T.  J.  Slowie. 

Secretary. 

|F,    R.    Doc.    49-1336;    Filed,    Feb.    21.    lOifl; 
8:51  a.  m.) 


Frequency  Broadcasting  System.  Inc. 

order  continuing  hearing 

In  re  application  of  Frequency  Broad- 
casting System.  Inc..  Shreveport.  Loui- 
siana, Docket  No.  8161.  File  No.  BP-5277: 
for  construction  permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  February  9. 
1949.  bv  Frequency  Broadcasting  System, 
Inc.,  Shreveport.  Louisiana,  requesting 
a  continuance  in  the  hearing  presently 
scheduled  for  February  17.  1949.  upon  its 
above-entitled  application  for  construc- 
tion permit; 

It  is  ordered.  This  11th  day  of  Feb- 
ruary, 1949.  that  the  petition  be  granted; 
and  that  the  hearing  upon  the  above- 
entitled  application  be  continued  to 
10:00  a.  m..  Thursday.  March  10.  1949. 
at  Washington.  D.  C. 


[s£.al 


Federal  Communications 

Commission, 
T.  J.  Slowk. 

Secretarjf. 


[Docket  No.  86861 

Northwest  Public  Services 

order  continuing  hearing 

In  re  application  of  Roscoe  Arthur  Day. 
Jr..  Henry  H.  Alderman.  Frederick  C. 
Arpke.  a  partnership,  d/b  as  Northwest 
Public  Services.  Kelso,  Washington. 
Docket  No.  8686,  File  No.  BP-6026;  for 
construction  permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  February  4,  1949, 
by  Northwest  Public  Services.  Kelso. 
Washington,  requesting  a  continuance  in 
the  further  hearing  presently  scheduled 
for  February  10.  1949.  at  Washington. 
D.  C.  upon  its  above-entitled  application 
for  construction  permit; 

It  is  ordered.  This  8th  day  of  February. 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Thursday.  March  10.  1949.  at  Washing- 
ton. D.  C. 

Federal  Communications 

CoinfissioN, 
fsEALl         T.  J.  Slowie. 

Secretary. 

IF.    R.    Doc.    49-1357;    Piled.    Fete.    21.    1949; 
8:52  a.  m.| 


FEDERAL   POWER   COMMISSION 

[Docket  No.  IT-5829] 
Arkansas  Power  &  Light  Co. 

NOTICE  or  OPINION  AND  ORDER 

February  16,  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 15.  1949.  the  Federal  Power  Commis- 
sion issued  Its  Opinion  174  and  order 
entered  February  10.  1949.  directing 
accoimting  entries  and  disposition  of 
amounts  in  adjustment  accounts  in  the 
above- designlited  matter. 


I SEAL 1 


Leon  M.  Puquat, 
Secretary. 


^i 


|F.   R.   Doc.   49-1355:    Filed.   Feb.    21.    1949; 
8:51  a.  m.| 


[F.    R.    Doc.   49-1361;    Filed.    Feb.   21,    1948; 
8:52  a.  m.] 


[Docket  No.  O  10831 
City  of  Indianapolis 

ORDER   FIXING   DATE   OF  HEARING 

February  15.  1949. 
In  the  matter  of  City  of  Indianapolis 
by  and  through  Its  Board  of  Directors 
for  Utilities  of  its  Department  of  Public 
Utilities,  a  municipal  corporation  of  the 
State  of  Indiana,  successor  trustee  of  a 
public  chariUble  trust,  doing  business  as 
Citizens  Gas  &  Coke  Utility.  Docket  No. 

G-1083. 

On  July  14,  1948,  the  City  of  Indianap- 
olis by  and  through  its  Board  of  Directors 
for  Utilities  of  its  Department  of  Public 
Utilities,  a  municipal  corporation  of  the 
State  of  Indiana,  successor  triLstee  of  a 
public  charitable  trust,  doing  business  as 
Citizens  Gas  &   Coke   Utility    ("City-), 
filed  with  the  Federal  Power  Commission 
an  application  under  section  7  <a)  of  the 
Natural  Gas  Act  for  an  order  of  the  Com- 
mission    directing     either     Panhandle 
Eastern   Pipe  Line  Company   or  Texas 
Eastern    Transmission    Corporation,    to 
permit  City  to  establish  physical  con- 
nection with  its  transportation  facilities 
and  to  require  one  or  more  among  Pan- 
handle   Eastern    Pipe    IJne    Company 
("Panhandle").   Texas   Eastern   Trans- 
mission   Corporation    (Texas   Eastern). 
Texas    Gas    Transmission    Corporation 
( Texas  Gas ) .  and  Tennessee  Gas  Trans- 
mission Company  (Tennessee) .  to  deliver 
or  sell  to  City  or  to  others  for  the  account 
of  City  an  adequate  supply  of  natural  gas. 
In  its  application  aty  specifically  re- 
quests the  Commission  to: 

(a>  Determine  what  proper  Inter- 
change of  natural  gas  can  be  made  so  as 
to  markp  available  to  City  not  less  than 
10,000  MCT  beginning  not  later  than 
N()vember,  1948,  from  either  Texas 
Eastern  Transmission  Corporation  or 
Panhandle  Eastern  Pipeline  <sic)  Com- 
pany. 

(b>  Issue  an  order  directing  either 
Panhandle  Eastern  Pipeline  (sic)  Com- 
pany or  Texas  Eastern  Transmission  Cor- 
poration to  establish  physical  connection 
of  Us  transportation  facilities  with  the 
facilities  of  and  sell  or  deliver  natural 
gas  to  City  or  for  Its  account. 

(c»  Grant  to  City  such  other  relief  as 
may  seem  equitable  and  proper  in  the 
premises. 

Copies  of  the  application  were  served 
on  Pandhandle.  Texas  Eastern.  Texas 
Gas.  and  Tennessee,  on  July  16, 1948,  and 
the  several  answers  thereto  were  filed  by 
Panhandle,  August  4,  1948:  by  Texas 
Eastern,  July  *.  1948;  by  Texas  Gas. 
Augast  16.  1948;  and  by  Tennessee.  Au- 
gust 11.  1948, 

Due  notice  of  the  filing  of  the  applica- 
tion has  been  given  including  publication 
In  the  Federal  Register  on   August  3, 
1948  (13  F.  R.  4451 ». 
The  Commission  orders: 
(A»   Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  March  7,  1949.  at 
10 :  00  a.  m.  ( e.  s.  t. ) .  in  the  Hearing  Room 
of  the  Federal  Power  Commission,  18C0 
Pennsylvania  Avenue,  NW..  Washington. 


Tuesday,  February  22,  1949 

D.  C.  concerning  the  matters  involved 
and  the  issues  presented  by  the  applica- 
tion and  the  several  answers  thereto. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f)  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  February  16.  1949. 

By  th&  Commission. 


I  seal  1 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.   Doc.   49-1363;    Filed.    Feb.   21.    1949; 
8:53   a.  m.J 


[Docket  No.  0-1159) 

UNriED  Natural  Gks  Co. 

order  postponing  hearing 

Counsel  for  United  Natural  Gas  Com- 
pany and  Commi.ssion's  staff  counsel 
have  requested  that  the  hearing  in  this 
matter,  heretofore  set  for  March  1.  1949, 
be  postponed  as  hereinafter  provided. 

The  Commission  orders: 

The  hearing  In  this  matter  now  set  to 
commence  on  March  1.  1949.  be  and  the 
same  Is  hereby  postponed  to  commence 
at  10:00  a.  m.  (e.  s.  t.)  on  April  4.  1949, 
m  the  Hearing  Room  of  the  Federal 
Power  Comml.sslon.  1800  Pennsylvania 
Avenue  NW.,  Washington.  D.  C. 

Date  of  Lssuance:  February  15,  1949. 

By  the  Commission. 
IsEALl  Leon  M.   Puqu.\y, 

Secretary. 

|F.   R.   Doc.    49-1359;    Filed,   Feb.   31,    1949; 
8:52  a.  m.] 


(Docket  No.  E-6180J 
Duke  Power  Co. 


notice  of  supplemental  order  author- 
izing ISSUANCE  OF  BONDS 

February  16.  1949. 
Notice  Is  hereby  given  that,  on  Feb- 
ruary 15.  1949,  the  Federal  Power  Com- 
mission issued  its  order  entered  February 
15,  1949.  supplementing  order  dated  Feb- 
ruary 1.  1949  (published  in  the  Federal 
Register  on  February  8.  1949,  Vol.  14. 
No.  25.  p.  549),  authorizing  issuance  of 
bonds  in  the  above-designated  matter. 


I  seal! 


Leon  M.  Fuquay. 
Secretary. 


[F.   R.   Doc.   49-1360;    Filed.   Feb.   21,    1949; 
8:52  a.  m.l 


(Docket  No.  E-61941 

Arizona  Edison  Co..  Inc. 
order  to  show  cause 

February  15,  1949. 
bn  March  11.  1948.  the  Commission  is- 
sued an  order  in  the  proceeding  entitled 
In  the  Matter  of  California  Electric 
Power  Company,  Docket  No.  IT-6096.  au- 
thorizing and  approving  the  sale  by  that 
company  of  .substantially  all  of  its  elec- 
tric facilities  In  Yuma  County.  Arizona, 
No.  35 3 


FEDERAL  REGISTER 

to  Arizona  Edison  Company,  Inc.,  ("Ari- 
zona Edison"). 

The  Commission.  In  the  above-men- 
tioned order,  determined  that  the  pro- 
posed sale  of  facilities,  which  Included 
facilities  for  the  transmission  of  electric 
energy  subject  to  the  Jurisdiction  of  this 
Commission,  would  be  In  the  public  in- 
terest by  reason  of.the  terms  and  condi- 
tions contained  in  the  application  and 
the  letter  submitted  by  Arizona  Edison 
on  March  10,  1948. 

Arizona  Edison  In  Its  letter  dated 
March  10,  1948,  agreed  that  If  as  a  result 
of  a  subsequent  separate  and  lawful  pro- 
ceeding It  Is  established  that  Arizona 
Edison  Is  subject  to  the  jurisdiction  of  the 
Commission,  approval  of  the  sale  would 
be  without  prejudice  to  the  Commission 
to  require  such  accounting  for  the  pur- 
chase as  the  Commission  might  have  law- 
fully required  at  the  time  of  the  approval 
of  such  sale.  Arizona  EUlson  also  ad- 
vised In  Its  letter  that  it  would  restrict 
an  amount  of  $500,000  of  Its  earned  sur- 
plus account  against  any  declaration  of 
dividends  for  a  period  of  two  years  from 
the  date  of  consummation  of  the  trans- 
action. The  sale  was  consummated  on 
April  1.  1948. 

Members  of  the  Commissions  staff 
have  recently  completed  a  field  study  and 
examination  of  the  electric  facilities  and 
operations  of  Arizona  Ekiison  and  have 
submitted  a  report  to  the  Commission  en- 
title "Field  Study  of  the  Facilities  and 
Energy  Flow  on  the  Arizona  Ekiison  Com- 
pany. Inc..  and  Connecting  Systems." 
which  report  Is  herewith  served  on  Ari- 
zona Edison. 

From  the  staff's  report.  It  appears  that 
Arizona  Edison  owns  and  operates  facil- 
ities in  its  Gila  Bend.  Maricopa.  CooUdge- 
Florence,   and  Yuma  Systems   for  the 
transmission  of  electric  energy  which  Is 
generated  In  the  States  of  California  and 
Nevada  and  consumed  at  points  outside 
the  State  in  which  It  Is  generated.  Includ- 
ing facilities  which  are  In  addition  to. 
and  do  not  Include  facilities  for  the  gen- 
eration of  electric  energy,  facilities  used 
In  local   distribution,  or  only   for   the 
transmission  of  electric  energy  In  Intra- 
state   commerce,   or   facilities    for   the 
transmission  of  electric  energy  consumed 
wholly  by  the  transmitter.    Arizona  Edi- 
son may,  therefore,  be  a  public  utility 
within  the  meaning  of  that  term  as  used 
in  the  Federal  Power  Act. 
The  Commission  orders: 
(A)  Arizona  Edison  shall  show  cause, 
If  any  there  be.  under  oath: 

(i)  Why  the  Commission  should  not 
find  and  determine  that  it  is  a  public 
utility  within  the  meaning  of  that  term 
as  used  In  the  Federal  Power  Act; 

(11)  In  the  event  that  Arizona  Edison 
Is  found  to  be  a  public  utility  within  the 
meaning  of  that  term  as  used  In  the  Fed- 
eral Power  Act.  why  the  Commission 
should  not  require  It  to  comply  with  the 
provisions  of  the  Federal  Power  Act.  and 
the  general  rules  and  regulations  promul- 
gated thereunder,  applicable  to  public 
utilities; 

(ill)  In  the  event  that  Arizona  Edison 
is  found  to  be  a  public  utility  within  the 
meaning  of  that  term  as  used  In  the  Fed- 
eral Power  Act,  why  the  Commission 
should  not  by  order,  find,  determine  and 
direct  that  Arizona  Edison  dispose  of  the 
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amount  of  $487,872.52,  representing  ex- 
cess over  depreciated  book  cost  paid  by 
Arizona  Edison  to  California  Electric 
Power  Company  for  the  latter's  Arizona 
properties,  by  a  charge  of  such  amount 
to  earned  surplus. 

(Bt  The  Secretary  shall  serve  a  copy 
of  the  report  referred  to  above  upon 
Arizona  Edison  concurrently  with  the 
service  of  this  order. 

(C)  Arizona  Edison  shall  submit  its 
response  to  this  order  and  to  the  above- 
mentioned  report  in  writing,  within  45 
days  from  the  date  of  service  of  this 
order. 

(D)  Arizona  Edison's  response  shall  be 
In  the  form  of  an  offer  of  proof;  shall  set 
forth  with  particularity  the  facts  upon 
which  it  relies;  shall  state  whether  Ari- 
zona Edison  admits  or  denies  the  sw:cu- 
racy  of  the  facts  as  stated  in  the  report; 
and  shall  state  upon  what  facts,  if  any, 
or  what  conclasions,  Arizona  Edison  de- 
sires opportunity  to  Introduce  evidence 
and  to  be  heard.  I>enials  of  the  allega- 
tions of  this  order  and  of  the  statements 
In  the  staff  report  which  are  general  and 
unsupported  by  specific  facts  upon  which 
Arizona  Edison  relies  will  not  be  consid- 
ered as  complying  with  this  order. 

Date  of  Issuance:  February  16.  1949. 

By  the  Commission. 


fSEALl 


Leon  M.  Fuquay, 
Secretary. 


|F.    R.    Doc.    49-1362;    Filed.    Feb.    21.    1949; 
8:53  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile   Nos.   70-1680.   70-1905.   70-1914) 

Commonwealth  &  Sottthern  Corp. 
(Del.)  et  al. 

supplemental    ORDER    EFFECTING    INTEGRA- 
TION  OF  HOLDING   COMPANY   SYSTEM 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  14th  day  of  February  1949. 

In  the  matter  of  the  Commonwealth  & 
Southern  Corporation  (Delaware),  the 
Southern  Company.  Alabama  Power 
Company,  Georgia  Power  Company.  File 
No.  70-1680;  the  Commonwealth  & 
Southern  Corporation  (Delaware),  Ohio 
Edison  Company.  Pennsylvania  Power 
Company.  Pile  No.  70-1905;  the  Com- 
monwealth &  Southern  Corporation  'Del- 
aware).  Consumers  Power  Company.  File 
No.  70-1914. 

The  Commi.s.sion  having  by  its  orders 
dated  September  9.  1948.  approved  joint 
applications  and  or  declarations  filed  by 
the  Commonwealth  &  Southern  Corpora- 
tion ("Commonwealth"),  and  certain  of 
Its  subsidiaries,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  (the 
"act")  relating,  among  other  things,  to 
the  following  proposed  transactions: 

(a)  The  issuance  and  sale  by  the 
Southern  Company  ("Southern")  to 
Commonwealth  of  an  additional  1,000,000 
shares  of  Its  common  stock  and  the  in- 
vestment by  Southern  of  the  proceeds 
of  such  sale  In  additional  shares  of  the 
common  stock  of  its  subsidiaries  Georgia 
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Power  Company  ("Georgia")   and  Ala- 
bama Power  Company  ("Alabama"). 

(b)  The  issuance  and  sale  by  Ohio  Ed- 
ison Company  cOhio")  of  $12,000,000 
principal  amount  of  its  First  Mortgage 
Bonds  and  285.713  additional  shares  of 
its  common  stock,  of  which  256.549  shares 
would  be  sold  to  Commonwealth,  and 
the  issuance  and  sale  to  Ohio  by  Penn- 
sylvania Power  Company  ("Pennsylva- 
nia") of  50,000  additional  shares  of  its 
common  stock. 

(c»  The  Issuance  and  sale  by  Con- 
sumers Power  Company  of  458.158  addi- 
tional shares  of  Its  common  stock,  of 
which  412.059  shares  would  be  sold  to 
Commonwealth. 

(d)  The  issuance  and  sale  by  Com- 
monwealth of  up  to  but  not  exceeding 
$25,000,000  principal  amount  of  its  2>4% 
promis.sory  notes  to  provide  it  with  funds 
with  which  to  make  the  aforesaid  invest- 
ments in  the  securities  of  its  subsidiaries; 

Commonwealth.  Consumers.  Ohio. 
Pennsylvania.  Southern.  Georgia  and 
Alabama  having  requested  that  the  Com- 
mission issue  an  order  herein  containing 
the  recitals  required  by  subdivision  (f> 
of  section  1808  of  the  Internal  Revenue 
Code  as  amended  with  respect  to  all  of 
the  aforesaid  financings  on  the  grounds 
that  such  financings  were  related  to  com- 
pliance by  Commonwealth  with  the  pro- 
visions of  section  11  of  the  act;  and 

It  appearing  to  the  Commision  that  the 
Issuance  and  sale  by  Consumers  to  Com- 
monwealth of  an  additional  412.059 
shares  of  Consumers'  Common  Stock  and 
the  borrowing  by  Commonwealth  of  suffi- 
cient funds  to  acquire  said  shares  are 
necessary  in  order  for  Commonwealth  to 
consummate  Its  amended  plan  of  reor- 
ganization filed  under  section  11  and  ap- 
proved by  the  Commission's  order  dated 
November  22.  1948.  but  that  the  other 
financings  described  above  are  not  neces- 
sary to  enable  Commonwealth  to  carry 
out  the  terms  and  provisions  of  Its 
Amended  Plan  of  reorganization  and  are 
not  related  to  compliance  with  section  11 
of  the  act  within  the  meaning  of  the 
foregoing  provisions  of  the  Internal  Rev- 
enue Code  as  amended. 

It  is  hereby  ordered  and  recited.  And 
the  Commission  finds  that  the  following 
transactions  are  appropriate  steps  In 
conformity  with  this  Commission's  opin- 
ion and  order  dated  August  1. 1947.  under 
section  11  <b)  tl»  of  the  act  in  Pile  Nos. 
59-20.  59-8.  54-75  and  54-152  and  are 
necessary  or  appropriate  to  the  integra- 
tion or  simplification  of  the  holding  com- 
pany system  of  which  Commonwealth 
and  Consumers  are  members  and  are 
necessary  or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  said  act; 

( a )  The  acquisition  by  Commonwealth 
for  $13,597,947  of  412.059  shares  of  the 
no  par  value  common  stock  of  Consumers 
and  its  borrowing  for  such  purpose,  and 
the  delivery  of  notes  payable  in  evidence 
thereof,  under  the  loan  agreement  dated 
as  of  July  21.  1948.  of  up  to  $13,600,000. 

(b)  The  issuance  and  delivery  by  Con- 
sumers to  Commonwealth  of  said  412,059 
shares  of  common  stock  of  Consumers. 

It  is  further  ordered.  That  the  requests 
for  the  recitals  required  by  subdivision 
(f)  of  section  1808  of  the  Internal  Rev- 
enue Code  in  the  matter  of  the  Com- 
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monwealth  &  Southern  Corporation,  et 
al.,  File  No.  70-1680  and  in  the  matter  of 
the  Commonwealth  b  Southern  Corpora- 
tion, et  al..  FUe  No.  70-1905,  be,  and  the 
same  hereby  are,  denied. 

It  is  hereby  further  ordered.  That  this 
order  is  supplemental  to  our  orders  herein 
dated  September  9,  1948.  and  Is  effective 
as  of  that  date. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

IF.    R.  Doc.    49-1367:    Piled.   Feb.   21.    1849; 
8:58  a.  m.)  ■ 


Company,  as  a  capital  contribution  by 
North  Continent  Utilities  Corporation  to 
its  wholly-owned  subsidiary.  The  Den- 
ver Ice  and  Cold  Storage  Company,  is 
necessary  or  appropriate  to  the  integra- 
tion or  simplification  of  the  holding  com- 
pany system  of  which  said  corporations 
are  members  and  Is  necessary  or  appro- 
priate to  effectuate  the  provisions  of  sub- 
section <b)  of  section  11  of  the  Public 
Utility  Holding  Company  Act  of  1935. 

By  the  Commission. 

[SEAL]  Orval  Lu  X)uBois. 

Secretary. 

I  P.   R.  Doc.   49-1348:    Piled,   Peb.   21.    1949; 
8:61  a.  m.j 


[File  No.  70-1790) 

North  Continent  UTiLirras  Corp.  et  At. 

ORDiOi   CRANtING   TRANSFER   OF   STOCK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  14th  day  of  February  A.  D.  1949. 
In  the  matter  of  North  Continent 
Utilities  Corporation.  The  Denver  Ice  and 
Cold  Storage  Company.  Western  Rail- 
ways Ice  Company.  Fort  Morgan  Ice  and 
Cold  Storage  Company;  File  No.  70-1790. 
The  Commission,  on  December  6.  1948. 
having  Issued  Its  order  granting  and 
permitting  to  become  effective  pursuant 
to  Rule  U-23  of  the  general  rules  and 
regulations  promulgated  under  the  Pub- 
lic Utility  Holding  Company  Act  of  1935 
Joint  applications  and  declarations  filed 
by  North  Continent  Utilities  Corporation, 
a  registered  holding  company,  and  its 
subsidiaries.  The  Denver  Ice  and  Cold 
Storage  Company,  Western  Raihxrays  Ice 
Company  and  Fort  Morgan  Ice  and  Cold 
Storage  Company  (see  Holding  Com- 
pany Act  Release  No.  8708  > ;  and 

The  Commls.'^ion  having  heretofore  di- 
rected North  Continent  Utilities  Corpo- 
ration to  take  such  action  as  should  be 
necessary  to  cause  Its  liquidation  and 
dis.solution  (see  Holding  Company  Act 
Relea.se  No.  4686)  and  North  Continent 
Utilities  Corporation  having  filed  a  plan 
pursuant  to  section  11  (e)  of  said  act  to 
effect  such  liquidation  and  dissolution; 
and 

Said  applications  and  declarations 
having  proposed  transactions  prelimi- 
nary to  and  essentially  a  part  of  the 
plan  for  the  liquidation  and  dis.'^olution 
of  North  Continent  Utilities  Corpora- 
tion; and 

Applicants-declarants  having  request- 
ed that  said  order  of  December  6,  1948, 
be  amended  to  Include  certain  recitals 
necessary  to  conform  to  requirements  of 
sections  371.  372,  373  and  1808  <f )  of  the 
Internal  Revenue  Code,  as  amended;  and 

The  Commission  deeming  It  appro- 
priate in  the  public  interest  and  in  the 
Interest  of  investors  and  consumers  to 
grant  the  request  of  applicants-decla- 
rants: 

It  is  ordered,  That  the  order  of  this 
Commission  dated  December  6,  1948  In 
this  matter  be,  and  hereby  is,  amended 
by  adding  thereto  the  following  para- 
graph : 

It  is  further  ordered  arid  recited.  That 
the  transfer  of  13.991  shares  of  Capital 
Slock  of  the  S.  W.  Shattuck  Chemical 


(File  No.  70^20421 

West  Penn  Electric  Co.  and  West  Penn 
Power  Co. 

notice  or  FILING  AND  NOTICE  OF  AND  ORDCK 
FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  15th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  a  Joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
The  West  Penn  Electric  Company  ("West 
Penn  Electric"),  a  registered  holding 
company,  and  West  Penn  Power  Com- 
pany ("Power"),  a  subsidiary  of  West 
Penn  Electric.  All  interested  persons  are 
referred  to  said  document  which  is  on 
file  in  the  offices  of  the  Commission  for  a 
statement  of  the  transactions  therein 
proposed  which  are  summarized  &s  fol- 
lows: 

Power  propo.ses  to  Issue  and  sell  for 
cash,  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50.  Series 
N  --%  First  Mortgage  Bonds,  due  1979. 
in  the  aggregate  principal  amount  of 
SIO.000,000  and  Series  C  _-^o  Preferred 
Stock,  par  value  $100  per  share,  in  the 
aggregate  amount  of  50.000  shares.  Ad- 
ditionally. Power  propo.ses  to  issue  and 
sell  70.000  shares  of  common  stock,  with- 
out nominal  or  par  value,  at  a  price  of 
$28.50  per  share,  or  an  aggregate  ca.sh 
consideration  of  $1,995,000.  The  pres- 
ently outstanding  common  stock  of  Pow- 
er is  owned  approximately  66.1^0  by  West 
Penn  Electric,  approximately  28.5%  by 
West  Penn  Railways  (a  subsidiary  com- 
pany of  West  Penn  Electric  whose  com- 
mon stick  is  entirely  owned  by  West  Penn 
Electric) ,  and  approximately  5.4%  by  the 
public.  In  connection  with  the  issuance 
and  sale  of  said  common  stock.  Power 
proposes  to  Issue  transferable  subscrip- 
tion warrants  to  the  public  holders  of  its 
common  stock  in  an  aggregate  amount 
sufficient  to  entitle  these  persons  to 
acquire  3.816  shares  of  the  new  issue,  this 
being  slightly  in  exce.ss  of  the  aliquot 
part  to  which  these  public  holders  are 
entitled  on  a  basic  of  preemptive  rights. 
West  Penn  Electric  propo.ses  to  purchase 
from  Power,  at  the  subscription  price  of 
$28.50,  all  of  the  shares  of  additional 
common  stock  except  those  subscribed 
for  by  the  public  pursuant  to  the  exercise 
of  warrants.  West  Penn  Railways  Com- 
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pany  waiving  its  rights  to  participate 
in  this  new  issue.  Furthermore.  West 
Penn  Electric  proposes  to  buy  subscrip- 
tion warrants  which  may  be  offered  to  it 
at  a  price  to  be  based  upon  the  difference 
between  the  subscription  price  and  the 
market  price  of  the  common  stock  at  the 
time  of  making  the  subscription  offer. 
The  detaik  with  respect  to  the  ascertain- 
ment of  tSis  price  are  to  be  supplied  by 
amendment  and  furnished  to  the  security 
holders  together  with  the  warrants. 

It  is  represented  in  the  filing  that  the 
net  proceeds  from  the  sale  of  these  se- 
curities are  to  be  used  to  discharge  loans 
of  Power  to  banks  (currently  in  the  ag- 
gregate face  amount  of  $5,500,000)  and 
for  the  construction  of  property  addi- 
tions and  Improvements  by  Power.  The 
filing  designates  sections  6.  7.  9. 10  and  12 
of  the  act  and  Rules  U-43  and  U-50  pro- 
mulgated thereunder  as  being  applicable 
to  the  proposed  transactions; 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  matters  and  that  the  Joint 
application-declaration  should  not  be 
granted  or  permitted  to  become  effective 
except  pursuant  to  further  order  of  this 
Commission: 

It  is  ordered.  That  a  hearing  on  said 
matters  under  the  applicable  sections  of 
the  act.  and  rules  and  regulations  pro- 
mulgated thereunder,  be  held  at  10 
a  m*.  e.  s.  t..  on  the  25th  of  February 
1949  in  the  offices  of  the  Securities  and 
Exchange  Commission,  425  Second  Street 
NW..  Washington  25.  D.C.  On  such  date 
the  hearing  room  clerk,  in  Room  101. 
will  advise  as  to  the  room  in  which  such 
hearing  will  be  held.  Any  person  desir- 
ing to  be  heard  or  otherwise  wishing  to 
participate  in  these  proceedings  should 
file  with  the  Secretary  of  the  Commis- 
sion on  or  before  February  23d,  1949.  hiS 
request  or  application  therefor  as  pro- 
vided by  Rule  XVII  of  the  Commission's 
rules  of  practice. 

It  is  further  ordered.  That  Willis  E. 
Monty  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  .■:hall  preside  at  the  hearing  in 
such  matter.  The  officer  so  designated 
to  preside  at  that  hearing  Is  hereby  au- 
thorized to  exercise  all  towers  granted 
to  the  Commi.ssion  under  section  18  'O 
of  the  act  and  to  Hearing  Officers  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commi.ssion  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary 
examination  of  the  Joint  application- 
declaration  upon  the  basis  thereof  the 
following  matters  and  questions  are  pre- 
sented for  con.sideration  by  the  Commis- 
sion, without  prejudice  as  to  presenta- 
tion of  additional  matters  and  questions 
upon  further  examinations: 

(1)  Whether  the  securities  proposed 
to  be  i.ssued  are  reasonably  adapted  to 
the  earning  power  and  security  struc- 
ture of  the  issuing  company  and  the 
We.st  Penn  Electric  holding  company 
system  and  whether  financing  by  the  Is- 
sue and  sale  of  the  proposed  securities 
Is  necessary  or  appropriate  to  the  eco- 
nomical and  efficient  operation  of  the 
business  in  which  Power  is  engaged; 
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(2)  Whether  the  terms  and  conditions 
of  the  proposed  new  securities.  Including 
the  terms  of  the  proposed  supplemental 
Indenture,  satisfy  applicable  standards 
of  the  act  and  are  In  any  respects  de- 
trimental to  the  public  Interest  and  the 
interests  of  investors  and  consumers; 

(3)  Whether  the  terms  and  conditions 
of  the  subscription  offer  to  the  public 
holders  of  the  common  stock  of  Power 
and  the  manner  In  which  such  subscrip- 
tion warrants  may  be  acquired  by  Power 
are  in  all  respects  in  the  interest  of  In- 
vestors of  Power; 

<4)  Generally,  whether  the  proposed 
transactions  are  In  all  respects  in  the 
public  interest  and  In  the  Interest  of 
investors  and  consumers  and  consistent 
with  all  the  applicable  requirements  of 
the  act  and  the  rules  and  regulations 
thereunder  and.  if  not.  what  modifica- 
tions or  terms  and  conditions  should  be 
required,  or  imposed,  to  meet  such  re- 
quirements. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

IF.    R.    Doc.    49-1350;    Piled.    Peb.   21.    1949; 
8:51  a.  m.] 


[Pile  No.  70-2053] 

Gulf  Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  16th  day  of  February  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commi.ssion 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  (the  "act")  by 
Gulf  Power  Company  ("Gulf"),  a  public 
utility  subsidiary  of  the  Southern  Com- 
pany, a  registered  holding  company  and 
a  wholly  owned  subsidiary  of  the  Com- 
monwealth &  Southern  Corporation,  also 
a  registered  holding  company.  The 
declarant  has  designated  sections  6  (a» 
and  7  of  the  act  and  Rule  U-50  promul- 
gated thereunder  as  applicable  to  the 
proposed  transaction. 

Notice  Is  further  given  that  any  inter- 
ested person  may.  not  later  than  March  1. 
1949.  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commi.ssion  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est, and  the  i.ssues  of  fact  or  law  raised 
by  said  declaration  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.     Any  such  request 
should  be  addressed  as  follows:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, 425  Second  Street  NW.,  Wa.shing- 
ton  25.  D.  C.   At  any  time  after  5:30  p.  m.. 
e.  s.  t..  on  March  1,  1949,  said  declara- 
tion, as  filed  or  as  amended,  may  be 
granted  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  imder 
the  act.  or  the  Commission  may  exempt 
such  transaction  as  provided  In  Rule 
U-20  (a)  and  Rule  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  Is  on  file  In  the 
offices  of  this  Commission  for  a  state- 


809 

ment  of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows : 

Gulf  proposes  to  Issue  and  sell  $2,500.- 
000  principal  amount  of  its  First  Mort- 
gage Bonds,  --%  series,  maturing  In 
1979.  to  be  Issued  under  and  secured  by 
Gulf's  present  Indenture  dated  as  of  Sep- 
tember 1.  1941.  as  supplemented  by  In- 
dentures dated  as  of  April  1,  1944.  April 
1. 1948.  and  to  be  dated  as  of  April  1. 1949. 
The  bonds  will  be  sold  pursuant  to  the 
competitive  bidding  requirements  of  Rule 
U-50. 

The  filing  states  that  Gulf  contem- 
plates making  expenditures  of  approxi- 
mately $5,800,000  during  the  years  1949 
and  1950  for  the  construction  or  acquisi- 
tion of  property  additions  to  its  utility 
plant.  In  order  to  finance  such  construc- 
tion program,  the  Company  will,  to  the 
extent  available,  use  its  cash  on  hand 
(including  the  proceeds  of  the  new 
bonds)  In  excess  of  working  capital  and 
cash  generated  from  operations.  The 
Company  estimates  that,  based  upon  the 
present  level  of  earnings  and  current  ex- 
pectations of  the  probable  progress  of 
its  con.struction  program,  approximately 
$1,000,000  of  its  cash  requirements  will 
have  to  be  provided  before  the  end  of 
1950  from  the  sale  of  additional  securi- 
ties. 

The  declarant  has  requested  that  the 
Commission's  order  be  Issued  as  soon  as 
possible  and  that  It  become  effective 
forthwith  upon  Issuance. 

By  the  Commission. 

[  SEAL  ]  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.   49-1368;    PUed.    Peb.   21,    1949; 
8:58  a.  m.J 


[Pile  No.  70-20601 

NORTHERN  STATES  POWDER  CO. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  16th  day  of  February  A.  D.  1949. 

Notice  Is  hereby  given  that  a  dcelara- 
tlon  has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("Act")  by  North- 
ern States  Power  Company  ("the  Com- 
pany"), a  Minnesota  company  which  Is 
both  a  registered  holding  company  and 
an  operating  utility  company.  The  de- 
clarant designates  sections  6  and  7  of  the 
act  as  applicable  to  the  proposed  trans- 
action. 

All  Interested  persons  are  referred  to 
said  declaration  on  file  In  the  offices  of 
this  Commission  for  a  statement  of  the 
transaction  therein  proposed,  which  Is 
summarized  as  follows: 

The  Company  proposes  to  enter  Into 
an  agreement  with  six  banks  In  which 
the  banks  will  severally  undertake  to 
make  loans  aggregating  $15,000,000  to 
the  Company  on  or  about  March  1.  1949. 
such  loans  to  be  evidenced  by  promis- 
sory notes  payable  on  or  before  Decem- 
ber 30.  1949.  and  bearing  interest  at  the 
rate  of  2%  per  annum.  The  names  of 
the  banks  which  wUl  acquire  said  notes 
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and  the  amount  to  be  taken  by  each 
are: 

The  Chase  National  Baxik  of  the 

City  of  New  York 15,400,000 

Continental      Illinois      National 

Bank  A  Trxttt  Co.  of  Chicago..  8,  000.  000 
First   National    Bank   of   Mlnne- 

apolU 1.700.000 

Northwestern   National   Bank   of 

Mlnneapolle 1.700.000 

The  First  National  Bank  of  Saint 

Paul 1.700.000 

Harris  Trust  ft  Savings  Bank 1.  500,  000 

The  proceeds  from  these  notes  will  be 
added  to  the  general  funds  of  the  Com- 
pany and  used  to  provide  part  of  the 
new  capital  required  for  the  year  1949 
in  connection  with  the  Company's  con- 
struction program.  With  the  addition 
of  such  proceeds  It  is  expected  that  the 
Company's  general  funds  will  be  suffi- 
cient to  meet  construction  expenditures 
until  about  August  1,  1949. 

Currently  estimated  construction  ex- 
penditures of  the  Company  for  the  year 
1949  aggregate  $31,200,000.  The  financ- 
ing of  the  balance  thereof  will  be  pro- 
vided from  reserves  and  earnings  and 
from  additional  financing  the  nature  and 
amount  of  which  have  not  yet  been  de- 
termined. The  declaration  states  It  is 
the  present  intention  of  the  Company,  if 
market  conditions  permit,  that  part  of 
such  additional  financing  will  be  com- 
mon stock.  It  is  anticipated  that  the 
additional  financing  will  provide  funds 
for  the  payment  at  or  before  maturity 
of  the  bank  loans  now  proposed  to  be 
made,  and  also  to  maintain  a  reasonable 
amoimt  of  working  capital. 

The  Company  estimates  that  its  ex- 
penses In  connection  with  the  proposed 
transaction  will  be  $4,000,  Including 
$2,500  attorneys  fees  and  $1,500  miscel- 
laneous expenses. 

It  is  stated  that  no  other  regulatory 
commission  has  jurisdiction  over  the 
proposed  transaction. 

The  Company  requests  that  its  dec- 
laration be  permitted  to  become  effective 
as  soon  as  possible. 

Notice  Is  further  given  that  any  In- 
terested person  may,  not  later  than 
February  25.  1949.  at  5:30  p.  m..  e.  s.  t.. 
request  the  Commission  in  writing  that 
a  hearing  be  held  on  such  matter,  stating 
the  nature  of  his  Interest,  the  reasons 
for  such  request,  and  the  issues,  if  any, 
of  law  or  fact  proposed  to  be  contro- 
verted; or  he  may  request  that  he  be 
notified  if  the  CommLssion  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C. 
At  any  time  after  said  date  said  declara- 
tion, as  filed  or  as  amended,  may  be  per- 
mitted to  become  effective  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mission may  exempt  such  transaction  as 
provided  in  Rules  U-20  and  U-100 
thereof. 
By  the  Commission. 

(SEAL]  CUVAt  L.  DTJBOIS, 

Secretary. 

[F.   R.   Doc.   49-1370;    PUed,    Feb.    21.    1949; 
8:59  a.  m.l 


NOTICES 

JFUeNo.  70-20611 

Crnxs  SiKViCE  Co.  and  Ohio  Public 
Servick  Co. 

NOTICE  or  rlUNO 

At  a  regular  session  of  the  Securities 
and  Exchange  CommLssion  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  16th  day  of  February  A.  D.  1949 

Notice  is  hereby  given  that  a  Joint 
application-declaration  has  been  filed 
with  this  Commission,  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  ("SiCi")  by  Cities  Service  Company 
("Cities** >.  a  registered  holding  company, 
and  by  the  Ohio  Public  Service  Company 
("Public  Service") ,  a  subsidiary  of  Cities. 
The  applicants-declarants  have  desig- 
nated sections  6  tb)  and  12  (d>  of  the 
act  and  Rules  U-44  and  U-50  promul- 
gated thereunder  as  applicable  to  the 
proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
2,  1949.  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reason  for  such  re- 
quest, and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  application-declara- 
tion which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed :  Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW.,  Washington  25.  D.  C.  At  any  time 
after  March  2,  1949  said  Joint  applica- 
tion-declaration, as  filed  or  as  amended, 
may  be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act  or  the  Commission  exempt  such 
transactions  as  provided  in  Rules  U-20 
(a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  Joint  application-declaration  which 
is  on  file  in  the  offices  of  the  Commission 
for  a  statement  of  the  transactions  there- 
in proposed,  which  may  be  summarized 
as  follows: 

Cities,  which  owns  all  of  the  presently 
outstanding  shares  of  the  common  stock 
of  Public  Service,  consL<;ting  of  2.638.160 
shares  of  $5  par  value  each,  prop>oses  to 
sell  638.160  of  such  share?  pursuant  to  the 
competitive  bidding  provisions  of  Rule 
U-50.     Simultaneously   with   such   sale. 
Public  Service  proposes  to  issue  and  sell 
361.840  additional  shares  of  its  $5  par 
value    common    stock    and    $10,000,000 
principal     amount     of     Pir.st     Mortage 
Bonds, %  series  due  1979.  both  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.    The  bonds  are  to  be 
issued   under   and   pursuant   to   Public 
Service's  present  Indenture  dated  as  of 
June  1,  1946.  and  a  Second  Supplemental 
Indenture  to  be  dated  as  of  March  1, 1949. 
The  filing  states  that  I*ublic  Service 
will  deposit  the  proceeds  from  the  sale 
of  the  lx)nds  with  the  Indenture  Trustee 
and  that  such  proceeds  will  be  xrithdrawn 
from  time  to  time  upon  the  basis  of  prop- 
erty additions  as  provided  and  permitted 
by  the  Indenture.     Public  Service  also 
states  that  it  will  use  a  portion  of  the 
proceeds  from  the  sale  of  the  361,840 
shares  of  common  stock  to  retire  its  out- 
standing   $3,000,000    Bank    Loan    Note 


dated  January  7,  1949  and  that  the  bal- 
ance of  such  proceeds  will  become  gen- 
eral funds  available  for  construction 
expenditures. 

Cities  will  apply  the  net  proceeds  from 
the  sale  (except  for  $816,759.15  thereof) 
of  the  aforementioned  638,160  shares  of 
the    common    stock    of    Public    Service 
toward  the  redemption  of  •ities  out- 
standing 5'"c  Gold  Debentures  due  1958 
at  the  redemption  price  specified  therein, 
as  provided  by  the  Indenture  securing 
the  outstanding  3%  Debenttu-es  of  Cities. 
The  above  amount  of  $816,759.15  will  be 
added  to  the  general  funds  of  Cities  in 
reimbursement  for  an  equivalent  amount 
contributed  by  Cities  in  connection  with 
the  previous  retirement  of  a  portion  of  its 
outstanding  5^  Debentures  in  excess  of 
the  net   funds  theretofore  realized  by 
Cities  from  the  sale  of  certain  public  util- 
ity securities  and  required  to  be  ased 
toward  the  retirement  of  the  said  5%  De- 
t>entures. 

Giving  effect  to  the  proposed  sales  of 
common  stock.  Public  Service  will  have 
outstanding  3.000,000  shares  of  common 
stock  of  which  2,000.000  shares  will  be 
held  by  Cities  and  1.000,000  shares  by  the 
public.  Cities  states  that  the  proposed 
sale  of  638.160  shares  of  the  common 
slock  of  Public  Service  is  the  first  step  in 
the  disposition  of  its  entire  holdings  of 
Public  Service  common  stock  and  is  In 
compliance  with  the  requirements  of  the 
orders  of  the  Commission  dated  May  5. 
1944  and  October  12,  1944.  i.ssued  under 
section  11  (b)  Q)  of  the  act.  and  re- 
quests that  the  Commission's  order 
herein  with  respect  to  the  sale  by  it  of 
the  said  shares  of  common  stock  of  Pub- 
lic Service  conform  to  the  requirements 
of  Stipplement  R  and  section  1808  (f )  of 
the  Internal  Revenue  Code,  as  amended. 
The  proposed  ls.suance  and  sale  of  the 
bonds  and  the  361,840  shares  of  common 
stock  by  Public  Service  will  be  submitted 
to  the  Public  Utilities  Commission  of 
Ohio  for  its  approval. 

Cities  and  Public  Service  have  re- 
quested that  the  Commission's  order  be- 
come effective  forthwith  upon  the  issu- 
ance thereof. 

By  the  Commission. 

[sE.^Ll  OnvAL  L.  Dubois. 

Secretarff. 

IF.   B.    Doc.    49-1369;    Filed.    Feb.    21.    1819; 
8:58  a.  m.] 


IFile  No.  70^2063] 
Standard  Gas  and  Electiic  Co. 

ordes  cbantiltc  proposed  s.\le  and 
transfer  of  cebt.an  stock 

At  a  regular  session  of  the  Sccruities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C  , 
on  the  14th  day  of  February  1949. 

The  Commission  having  issued  an  or- 
der on  Augur.t  8.  1941,  pursuant  to  sec- 
tion 11  (b)  «1>  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ('Act"),  in 
proceedings  concerning  Standard  Power 
and  Light  Corporation  and  Standard  Gas 
and  Electric  Company  (  'Standai  d  Gas  " » , 
registered  holding  companies,  and  their 
subsidiary    companies,    w;i.cli    requircj-. 


Tuesday,  February  22,  1949 

among  other  things,  that  Standard  Gas 
.sever  its  relationship  with  Southern  Colo- 
rado Power  Company  ("Southern  Colo- 
rado"), in  any  appropriate  manner  not 
in  contravention  of  the  provisions  of  the 
act.  and  the  rules  and  regulations  pro- 
mulgated thereunder,  by  disposing  or 
causing  the  disposition  of  its  direct  or 
indirect  ownership,  control  and  holding 
of  securities  issued  by  Southern  Colorado: 

Standard  Gas  having  notified  the  Com- 
mission, pursuant  to  Rule  U-44  (c)  pro- 
mulgated under  said  act,  that  in  compli- 
ance   with    the    aforementioned    order 
dated  August  8, 1941,  it  proposes,  as  soon 
as  possible,  to  sell  for  cash  5,195  shares, 
without  par  value,  of  the  Common  Stock 
of  Southern  Colorado,  either  by  direct 
.sale  to  one  or  more  persons,  firms  or  cor- 
porations, none  of  whom  would  be  an  af- 
filiate of  Standard  Gas,  or  through  brok- 
ers, and  no  filing  having  been  required  by 
the  Commission  with  respect  to  said  pro- 
posed sale;  and  .  .i,  * 
Standard  Gas  having  requested  that 
the  Commission  issue  an  order  conform- 
ing to  the  requirements  of  Supplement 
R  and  section  1808  (f)  of  the  Internal 
Revenue  Code,  as  amended;  and 

It  appearing  appropriate  to  the  Com- 
mission that  an  order,  as  requested, 
should  issue: 

It  is  therefore  ordered  and  recited  and 
the  Commission  finds.  That  the  proposed  , 
.sale  and  transfer  by  Standard  Gas  and 
Electric  Company  of  5,195  shares  of  Com- 
mon Stock,  without  par  value,  of  South- 
ern Colorado  Power  Company,  a  Colorado 
corporation,   (such  shares  being  repre- 
sented by  Certificates  Nos.  C-1589  to  C- 
1636  Inclusive,  C-5346  to  C-5348,  inclu- 
sive, CO-1071  and  CO-6733»  as  hereto- 
fore authorized  or  permitted  by  the  Com- 
mission, are  necessary  or  appropriate  to 
the  integration  or  simplification  of  the 
holding  company  system  of  which  Stand- 
ard Gas  and  Electric  Company  is  a  mem- 
ber, and  are  necessary  or  appropriate  to 
effectuate  the  provisions  of  section  11 
(b)  of 'the  Public  Utility  Holding  Com- 
pany Act  of  1935. 
By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

IF.   R.   Doc.   4«-1347;    Filed.   Feb.   21.    1949; 
850  a.  m.] 


FEDERAL  REGISTER 


(Pile  No.  813-5791 
Banicers  Securities  Corp.  wt  al. 

NOTICE  or  APPLICATION 


At  a  regular  session  of  the  Seciu-lties 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Wa.shington,  D.  C,  on 
the  14th  day  of  February  A.  D.  1949. 

In  the  matter  of  Bankers  Securities 
Corporation.  Bankers  Bond  and  Mort- 
gage Company,  and  Girard  Life  Insur- 
ance Company,  File  No.  812-579. 

Notice  is  hereby  given  that  Bankers 
Securities  Corporation  ("Bankers"),  a 
registered  investment  company,  and 
Bankers  Bond  and  MoHgage  Company 
("Bankers  Bond"),  a  company  financing 
the  purchase  and  sale  of  real  estate  and 
mortgage  loans,  both  located  at  No.  1315 
Walnut  Street,  Philadelphia  7.  Pennsyl- 


vania, and  Girard  Life  Insurance  Com- 
pany. 529  Chestnut  Street.  Philadelphia, 
Pennsylvania  ("Girard  Life"),  a  life  In- 
surance company,  all  being  corporations 
organized  imder  the  laws  of  the  Com- 
monwealth of  Pennsylvania,  have  jointly 
filed  an  application  pursuant  to  section 
17  (b)  of  the  Investment  Company  Act  of 
1940  for  an  order  of  the  Commission  ex- 
empting from  the  provisions  of  section 
17  (a)  of  the  act  a  proposed  sale  by  Bank- 
ers Bond  to  Girard  Life  of  a  first  mort- 
gage loan  hereinafter  more  fully  de- 
scribed, originally  $7.W)0.  now  reduced  to 
$6,125  in  principal  amount,  at  a  price 
of  101%  of  par  plus  accrued  interest. 

Bankers  is  a  closed-end,  non-dlversl- 
fled,  management  investment  company 
and  is  registered  under  the  Investment 
Company  Act  of  1940.  Bankers  owns 
70.57%  of  the  outstanding  voting  securi- 
ties of  Girard  Life  and  44.55%  of  the  out- 
standing voting  securities  of  Bankers 
Bond  and  Mortgage  Guaranty  Company 
of  America,  a  Delaware  corporation, 
which  in  turn  owns  all  the  voting  stock 
of  Bankers  Bond. 

Said  first  mortgage  and  the  bond  ac- 
companying the  mortgage  is  secured  by 
the  property  known  as  No.  28  Seacrest 
Road,  Ocean  City,  New  Jersey,  with  im- 
provements thereon,  and  is  for  an  origi- 
nal amount  of  $7,000  with  interest  at  the 
rate  of  4V2%  payable  quarterly  with 
amortization  at  the  rate  of  6%  of  the 
original  principal,  likewise  payable  in 
quarterly  installments.  The  mortgage  Is 
for  a  period  of  ten  years,  and  the  current 
amount  outstanding  Is  $6,125. 

The  proposed  transaction  Involves  the 
sale  of  securities  by  an  affiliated  person 
(Bankers  Bond)   of  an  affiliated  person 
(Bankers  Bond  and  Mortgage  Guaranty 
Company)    of   a  registered  Investment 
company     (Bankers)     to     a     company 
(Girard  Life)    controlled  by  such  reg- 
istered investment  company  (Bankers^ 
Said  tranactlon  also  Involves  the  pur- 
chase  by  an  affiliated  person   (Girard 
Llfe>   of  a  registered  investment  com- 
pany   (Bankers)    of   securities   from   a 
•    company  (Bankers  Bond)  controlled  by 
such    registered    investment    company 
(Bankers).     Such   purchase    and   sale, 
therefore,  are  prohibited  by  sections  17 
(a)    (1)   and  17  (a)    (2)   respectively  of 
the  act  unless  an  exemption  therefrom 
is  granted  by  the  Commission  pursuant 
to  the  provisions  of  section  17   (b)   of 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C,  office  of  this  Com- 
mission for  a  more  detailed  statement 
■  of  the  matters  of  fact  and  law  therein 
asserted. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  Issued 
by  the  Commission  at  any  time  after 
February  28,  1949,  unless  prior  thereto  a 
hearing  on  the  application  Is  ordered  by 
the  Commission  as  provided  in  Rule  N-5 
of  the  rules  and  regulations  promulgated 
under  the  act.  Any  Interested  person 
may.  not  later  than  February  25.  1949,  at 
5:30  p.  m.,  e.  s.  t.,  submit  in  writing  to  the 
Commission  his  views  or  any  additional 
fact  bearing  upon  the  application  or  the 
desirability  of  a  hearing  thereon  or  re- 
quest the  Commission,  in  writing,  that 
a  hearing  be  held  thereon.    Any  such 


811 

communication  or  request  should  be  ad- 
dressed: Secretary, .  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW..  Washington  25,  D.  C,  and  should 
state  briefiy  the  nature  of  the  interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  the  application  whicTi 
he  desires  to  controvert. 


By  the  Commission. 

LsBALl  Orval  L.  DuBois, 

Secretary. 

[P.   R.   Doc.    49-1349;    Piled.   Feb.   21,    1949; 
8:51   a.  m.] 


DEPARTMENT  OF  JUSTICE  , 
OfRce  of  Alien  Property 

Authoritt;  40  Stat.  411.  55  Stat.  839.  Pub. 
Laws  322,'671,  79th  Cong.,  60  Stat.  50,  925;  60 
U.  8.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6,  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946.  11  PR.  11981. 

I  Vesting  Order  12719] 

RULEMAN  E.  MULLER 

In  re:  Estate  of  Ruleman  E.  MuUer. 
deceased.  File  No.  D-28-12180;  E.  T. 
sec.  16395. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu-  ' 
tlve  Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Liesel  Bode.  Lizzie  Muller,  and 
Mariane  Lussen,  whose  last  known  ad- 
dress Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  Issue,  names  unknown,  of 
Lizzie  Muller,  and  the  issue,  names  un- 
known, of  Mariane  Lussen,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  the  estate  of  Ruleman 
E.  Muller.  deceased,  is  property  payable 
or  deliverable  to,  or  claimed  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

4.  That  such  property  is  in  the  proc- 
ess of  administration  by  Frederick  W. 
Muller,  as  Administrator,  c.  t.  a.,  acting 
under  the  judicial  supervision  of  the 
Surrogate's  Court  of  Kings  County,  New 
York; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Lizzie  Muller, 
and  the  issue,  names  unknown,  of  Mari- 
ane Lussen,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  ((3ermany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
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described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  jJrescrlbed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washing1x»n.  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[SKALl  David  L.  Bazelon.      • 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

\r.  R.   Doc.   49-1371;    Piled.   Feb.   21,    1946; 
_  8:59  a.  m.J 


t Vesting  Order  127281 

Amelia  Taunton 

In  re-  Estate  of  Amelia  Taunton,  de- 
ceased.   Pile  No.  D-28-12463;  E.  T.  sec. 

16676.  _     _,. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
Uve  Order  9788.  and  pursuant  to  law, 
after  investigaUon.  It  is  hereby  found: 

1.  That  Paul  Hilbenz,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country,  i  Germany. 

2.  That  aU  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  Identified  In  subpara- 
graph 1  hereof.  In  and  to  the  estate  of 
Amelia  Taunton,  deceased.  Is  property 
payable  or  deliverable  to.  or  claimed  by 
the  aforesaid  national  of  a  designated 
enemy  country.  (Germany  >; 

3.  That  such  property  is  in  the  process 
of  administration  by  Louis  H.  Meyers,  as 
Sole  Surviving  Executor,  acting  under 
the  Judicial  supervision  of  the  Surro- 
gate's Court.  County  of  Kings,  New 
York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
Identified  in  subparagraph  1  hereof  Is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
naUonal  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26,  1949. 

For  the  Attorney  General. 

[ssALl  David  L.  Bazelow, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.  R.   rKc.   49-1372:    Filed,  Feb.  21.   1949; 
8:59  a.  m.] 


NOTICES 

[Verting  Order  12781 J 
Buck  and  Kaulxx 

In  ret  Patents  owned  by  Bekk  and 
Kaulen. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Bekk  and  Kaulen.  whose  last 
known  address  Is  Loevenich.  Cologne. 
Germany,  is  a  corporation,  partnership, 
association  or  other  business  organiza- 
tion, organized  under  the  laws  of  Ger- 
many, which  has  or  on  or  since  the  effec- 
tive date  of  Executive  Order  8389.  as 
amended,  has  had  Its  principal  place  of 
business  in  Germany  and  is  a  national  of 
a  foreign  country  (Germany* ; 

2.  That  the  property  described  as  fol- 
lows: All  right,  title  and  interest  (includ- 
ing all  accrued  royalties  and  all  damages 
and  profits  recoverable  at  law  or  in  equity 
from  any  person,  firm,  corporation,  or 
government  for  past  Infringement  there- 
of) in  and  to  the  following  United  States 
Letters  Patent: 
Patent  No.,  Date  of  Issue,  Inventor,  and  Title 

2.256.777:  9-23-41;  Robert  Kaulen;  proceas 
for  uniformly  coating  printing  supports, 

a.2«7.«46;  12-23-41;  Josef  Oortg;  printing 
cylinder  and  the  like. 

is  property  of  the  aforesaid  national  of  a 
foreign  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  In 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[siAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.    49-1373:    Filed,    Feb.    21.    1949: 
8:M)  a.  m-l 


foreign  country  (Germany)  and  Is  na- 
tional of  a  foreign  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows:  *  ,  , 

Patent  Applications  identified  as  fol- 
lows: 
Serial  No.,  Date  of  Filing.  Inventor,  and  Title 

287380;  7-29-39;  Robert  Kaulen;  Method* 
of  applying  coating  to  printing  members, 

359,789;  10-4-40;  Robert  Kaulen;  Methods 
and  meana  for  coating  printing  rollers  and 
the  like, 

381.192:  2-28-41;  Robert  Kaulen;  Means  for 
manufacturing  printing  forma, 

together  with  the  entire  right,  title  and 
interest  throughout  the  United  SUtes 
and  its  territories  in  and  to.  including 
the  right  to  file  applications  in  the  United 
States  Patent  Office  for  Letters  Patent 
for,  the  inventions  shown  or  described  In 
such  applications. 

Is  property  of  the  aforesaid  nationsd  of  a 
foreign  country  (Germany) 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  term  "national"  as  mei  herein 
shall  have  the  meaning  prescribed  in  sec- 
tion 10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C,  on  Feb- 
ruary 1.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.  R.   Doc.  40-1S74:    FUed.   Feb.   31,    1949; 
8:59  a.  m.) 


(Vesting  Order  12762) 
Eden,  A.  G. 


In  re:  Patent  Applications  owned  by 
Eden,  A.  G. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amende*,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  i.s  hereby  found: 

1.  That  Eden.  A.  G..  Is  a  corporation 
organized  under  the  laws  of  Switzerland. 
whose  principal  place  of  business  Is  Zug, 
Switzerland,  which  on  or  since  the  effec- 
tive date  of  Executive  Order  8389,  as 
amended,  has  been  acting  or  purport- 
ing to  act  directly  or  Indirectly  for  the 
benefit  or  on  behalf  of  a  national  of  a 


[Vesting  Order  12753] 
Otto  MmxER 

In  re:  United  States  Letters  Patent 
No.  2,236,779  owned  by  Otto  Muller. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  Thgi  Otto  Muller.  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  foreign  coun- 
try (Germany); 

2.  That  the  property  described  as  fol- 
lows: All  right,  title  and  interest,  includ- 
ing all  accrued  royalties  and  all  damages 
and  profits  recoverable  at  law  or  in 
equity  from  any  person,  firm,  corpora- 
tion or  government  for  past  infringe- 
ment thereof,  in  and  to  the  following 
United  States  Letters  Patent: 

Patent  No..  Date  of  Istue,  Inventor,  and  Title 
2.23«,779;    4-1-il;    Otto   Muller;    Sole   for 
orthopedic  footwear, 

is  property  of  the  aforesaid  national  of 
a  foreign  country  (Germany). 

All  determinations  and  all  action  re- 
quired   by    law,    including    appropriate 
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consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  he  held. 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington.  D.  C.  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49  1375;    Filed.   Feb.   21,    1949; 
9:00  a.  m.| 


(Vesting  Order   128121 
Christian  Perrot 


In  re-  Estate  of  Christian  Perrot.  de- 
ceased. File  No.  D-28-10041;  E.  T.  sec. 
14238.  ^     ^ 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found. 

1.  Emma     Perrot;     David     Friedrick 
Perrot.  also  known  as  Friedrich  Perrot; 
Herman    Perrot;    Wilhelmina    Karoline 
Perrot  Scheedler,  also  known  as  Minnie 
or    Mlna    Schcdler;    Gottliebin    Marie 
Perrot  Schleeweiss,  also  known  as  Marie 
Staib;  Karl  Johannes  Conte,  also  known 
as  Karl  Conte;   Paul  Johannes  Conte, 
also  known  as  Paul  Conte;  Rosine  Marie 
Conte  Scheefer.  also  known   as  Marie 
Scherer;   Louise  Anna  Conte  Gehring. 
also    known    as    Anna    Gerlng;    Ernst 
Perrot;  Lina  Perrot  Mayer,  also  known 
as  Lina  Mayer;  Marie  Perrot  Wicden- 
mayer,  also  known   as  Marie  Wieden- 
mayer;  Karl  August  Perrot.  also  known 
as  August  Perrot :  Karl  Gotthilp  Perrot. 
also  known  as  Karl  Perrot;   Friedrich 
Perrot;  Hermann  Wurz;  Louise  Hoenig. 
also  known  as  Luise  Hoenig;  Lina  Wuerz 
Lampert;    Frlda    Wuerz    Harder,    also 
known  as  Frieda  Wuerz  Harder;  Marie 
Roller  Kiebler;  Christine  Roller;  Samuel 
Roller;  Michael  Roller;  Friedrich  Roller; 
Fritz    Roller;    Christian    Roller;    Hans 
Roller;  George  Roller;  Christine  Roller 
Bohnet;    Marie   Roller   Stengle;    Eugen 
Sautter,  also  known  as  Eugen  Christian 
Sautter;   Karl  Sautter,  also  known  as 
Carl    August    Sautter;    August    Ludwig 
Sautter,  al.so  known  as  August  Sautter, 
and  Luise  Sautter  Seller,  also  known  as 
Louise  Seller,  whose  last  known  address 
is  Germany,  are  residents  of  Germany 
and   nationals  of   a  designated   enemy 
country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law.  next-of-kin. 
legatees  and  distributees,  names  un- 
known, of  August  Conte.  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest,  and 
claim  of  any  kind  or  character  whatso- 
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ever  of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Christian  Perrot, 
deceased.  Is  property  payable  or  deliver- 
able to.  or  claimed  by.  the  aforesaid  na- 
tionals #f  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Carl  Mauerhan.  as 
executor,  acting  under  the  judicial  su- 
pervision of  the  Probate  Court  of  Wayne 
County,  Michigan; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs-at-law.  next-of-kin.  legatees  and 
distributees,  names  unknown,  of  August 
Conte.  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 


Executed   at  Washington,   D.   C.   on 
February  10.  1949. 

For  the  Attorney  General. 

I  seal]  Harold  I.  Baynton. 

Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-1377;    Filed,    Feb.    21.    1949; 
9:00  a.  m.] 
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erable  to,  held  on  behalf  of  or  on  account 
of  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  the  personal  rep- 
resentatives, heirs,  next  of  kin.  lega- 
tees and  distributees  of  Conrad  Eisenach, 
deceased,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Conrad  Eis- 
enach, deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
.sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  10,  1949. 

For  the  Attorney  General.' 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-1378:    Filed,    Feb.   21,    1949; 
9:00  a.  m.] 


(Vesting  Order  12814] 
Conrad  Eisenach 

In  re:  Stock  owned  by  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Conrad  Eisenach, 
deceased.    F-28-28548-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Conrad  Ei.senach,  deceased,  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Three  (3)  .shares  of  $10  par  value 
capital  stock  of  Philadelphia  Life  In.sur- 
ance  Company.  Ill  North  Broad  Street, 
Philadelphia  7.  Pennsylvania,  a  corpora- 
tion organized  under  the  laws  of  the  State 
of  Pennsylvania,  evidenced  by  a  certifi- 
cate numbered  3753.  registered  in  the 
name  of  Conrad  Eisenach,  together  with 
all  declared  and  unpaid  dividends  there- 
on, 

l9  property  within  the  United   States 
owned  or  controlled  by,  payable  or  deliv- 


[  Vesting  Order  12844] 

United  States  Currency  and  Coin  Owned 
BY  Persons  Unknown 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  Federal  Reserve  Bank  of 
New  York  on  or  about  January  21,  1949, 
received  from  the  Office  of  Military  Gov- 
ernment for  Germany  (U.  S.)  and  pres- 
ently has  in  its  custody  United  States 
currency  and  coin  in  the  aggregate 
amount  of  $3,553,201.88; 

2.  That  the  Office  of  Military  Govern- 
ment for  Germany  (U.  S.)  hA%  repre- 
sented that  the  aforesaid  currency  and 
coin  is,  upon  information  presently  avail- 
able, believed  to  be  the  property  of  Ger- 
man nationals  but  that  It  has  been  un- 
able to  determine  the  identities  of  said 
persons ; 

3.  That  the  persons  referred  to  in  sub- 
paragraph 2  hereof,  who,  if  individuals, 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany  and.  if  partner- 
ships, corporations,  associations  or  other 
organizations,  there  is  reasonable  causa 
to  believe  are  organized  under  the  laws 
of,  or  have  or,  on  or  since  the  effective 
date  of  Executive  Order  8389.  as  amend- 
ed, have  had  their  principal  places  of 
business  in  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 


vet 
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4.  That  the  property  described  as  fol- 
lows :  United  States  currency  and  coin  in 
the  aggregate  amount  of  $3,553,201.88. 
received  by  the  Federal  Reserve  Bank  of 
New  York  on  or  about  January  21.  1949, 
from  the  OfBce  of  Military  Government 
for  Germany  'U.  S.  >  and  presently  In 
the  custody  of  the  Federal  Reserve  Bank 
of  New  York, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  the  persons 
referred  to  in  subparagraph  3  hereof, 
the  aforesaid  nationals  of  a  designated 
enemy  country  i Germany); 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
referred  to  In  subparagraph  3  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  tl»e  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  16,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

IF.  B.  Doc.   49^  1379;    FUcd,   Feb.  21,   1948; 
9  00  a.  m.] 


Louis  GRAVErni 


moTicz  or  intthtioii  to  RmrRw  vestkd 

PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C.  in- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 


'  NOTICES 

Claimant.  Claim  No.,  and  Property 

LoulB  Graveurt.  114-73  178th  Street,  Bt. 
Albanj.  Long  Uland,  N.  Y.;  81100;  Property 
to  the  extent  owned  by  claimant  Immedutely 
prior  to  tbe  vesting  thereof,  described  In 
Vesting  Order  No.  4031  (9  P.  R.  'J3780.  No- 
vember 17.  1944),  relating  to  the  literary 
work  "SUPER-DICTION  with  Twelve  Studies 
in  Song  for  Studio  or  Concert"  (lUted  In 
Exhibit  A  of  aald  Testing  order).  Including 
royalties  pertaining  thereto  In  the  amount 
of  $120.18. 

Executed  at  Washington,  D.   C.  on 
February  16.  1949. 

For  the  Attorney  General. 

[  SEAL  ]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-1381;    Filed,   Feb.   21,    1©48; 
9:00  a.  m.1 


Mathilda  Prevosts 


NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Piu-suant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Property,  and  Location 
Mathilda  Prevosts,  MontreuU.  France:  6398; 
$1,641.00  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim 
of  any  kind  whatsoever  of  Mathilda  Prevosts 
In  and  to  the  estate  of  Augusta  Gugglsberg. 
deceased. 

Executed  at  Washington,  D.  C,  on 
February  16.  1949. 

For  the  Attorney  General, 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.   4»-1382;    FUed.   Feb.   21,    1949; 
9:01  a.  m.j 


OdDA  SaCZLTEVERK 

notici  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Washington,  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  Infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No.,  and  Property 

Odda  Smelteverk  A  8.  Odda.  Norway: 
33754;  property  described  In  Vesting  Order 
No.  672  (8  F.  R.  6030.  AprU  17,  1943) .  relating 
to  United  States  Letters  Patent  Nos.  1.816.285; 
1,821.309;  1,834,454;  1,834.465;  1,856,187; 
1,859,738;  1376.601;  1,900.287;  1,924,041; 
1,939,351   and   1.976,283. 

Executed  at  Washington,  D.  C,  on 
February  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-1383;    FUed.    Feb.   21.    1949; 
901  a.  m.\ 


UNITED  STATES  TARIFF 
COMMISSION 

[List  No.  6  (E)l 

Independent  Petroleum  Assn. 
or  America 

application  for  investigation 

February  17, 1949. 
Application  as  listed  below  for  investi- 
gation under  the  escape  clause  of  trade 
agreements  has  been  filed  with  the 
United  States  Tariff  Commission  under 
the  provisions  of  Part  III.  Executive  Or- 
der 10004  of  October  5,  1948. 


Name  of  article 

Purpose  of  request 

Date  reoelred 

Name  and  Addrcii&  of 
applicant 

Crode  potroleura  snd  petrolenra 

prixlucts  Usees.  3420  and  3422, 
Internal  Revenue  Code). 

To  determine  whethor  crude  pe- 
troleum ainl  pttroWum  iiro«Uirt« 
are  heinp  imi«'Tt«Ml  ib  duch  in- 
creased quantities  h.s  to  cauae  or 
threaten  ierious  Injury  to  do- 
mestic producers. 

Feb.   Ifi.ie49 

Independent  Petroleum  A«- 
noriiitlon  of  Amerioa,  11  in 
KinK    Hide..    VS  astaingluii 
6.  1).  C, 

The  application  listed  above  is  available  for  public  Inspection  at  the  ofBce  of  the 
Secretary,  Tariff  Commission  building.  Eighth  and  E  Streets  NW.,  Washington,  D.  C, 
where  it  may  be  read  and  copied  by  persons  interested. 


[>BAL] 


[F.  B.  Doc.  49-1364;  FUed,  Feb.  21.  1949;  8:58  a.  m.j 


Sidney  Morgan. 
Secretary. 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter    B — Export    and    Diversion    Programs 
lAmdt.    l| 

Part  518 — Fruits  and  Berries,  Dried  and 
Processed 

DRIED  fruit  export  PROGRAM,  FISCAL  YEAR 
1949 

The  Supplementary  Statement  to  the 
Dried  Fruit  Export  Program  (fiscal  Year 
1949 »,  dated  December  30,  1948  <14  F.  R. 
33,  35 >.  is  hereby  amended  as  follows: 

1.  In  :  518.22  (b)  delete  the  part  be- 
ginning with  the  words  "Exporters  par- 
ticipating in  this  program"  and  ending 
with  the  words  "full  delivery  has  not 
l>een  made."  The  deleted  part  is  modi- 
fied and  stated  more  fully  in  §  518.22  (f ) 
which  is  added  hereinafter. 

2.  At  the  end  of  §  518.22  <d)  add  the 
following :  "A  statement  by  the  exporter 
that  at  the  request  of  the  foreign  buyer 
he  has  set  up  on  his  books  a  credit  in 
favor  of  such  buyer,  accompanied  by  a 
certified  copy  of  the  foreign  buyer's  re- 
quest and  of  the  exporter's  notice  to  the 
foreign  buyer  of  the  setting  up  of  such 
credit,  will  be  considered  by  the  De- 
partment equivalent  to  proof  of  remit- 
tftncc" 

3.  At  the  end  of  §  518.22  add  the  fol- 
lowing : 

(e)  If  the  exporter  has  a  contract  or 
contracts  for  the  sale  of  dried  prunes  or 
raisins  or  both,  made  prior  to  November 
26.  1948,  at  prices  which  did  not  reflect 
an  export  payment  under  the  Dried  Fruit 
Export  Program,  and  such  contract  or 
contracts  are  not  cancelled  and  neither 
is  delivery  under  them  completed,  no 
sale  of  dried  prunes  under  this  program 
entered  into  by  the  exporter  with  the 
buyer  named  in  any  such  contract  will 
be  considered  as  having  been  made  in 
good  faith  pursuant  to  S  518.10  until  the 
dried  prunes  which  remain  to  be  de- 
livered under  such  contract  have  been 
shipped  to  the  buyer,  and.  similarly,  no 
sale  of  raisins  under  this  progsam  en- 
tered into  by  the  exporter  with  the  buyer 
named  in  any  such  contract  will  be  con- 
sidered as  having  been  made  in  good 


faith  until  the  raisins  which  remain  to  be 
delivered  under  such  contract  have  been 
shipped  to  the  buyer. 

(f)  Exporters  participating  in  this 
program  shall:  (1)  Furnish  to  the  Direc- 
tor, Fruit  and  Vegetable  Branch,  a  copy 
of  each  contract  with  a  foreign  buyer  for 
the  export  of  dried  prunes  or  raisins  or 
both  to  any  approved  country  designated 
in  §  518.3,  entered  into  prior  to  November 
26,  1948,  pursuant  to  which  contract  de- 
liveries have  not  yet  been  made  in  full 
or.  in  lieu  of  such  copy,  may  furnish  in 
a  written  statement  the  details  of  each 
such  contract  including  in  such  details 
the  kind,  variety,  size,  and  quantity  of 
the  fruit,  the  original  shipping  period 
specified  and  any  amendments  thereto, 
and  the  name  and  address  of  the  buyer 
or,  (2)  certify  to  said  Director  that  they 
are  not  parties  to  any  such  contract. 
Such  details  will  be  kept  confidential  by 
the  Department,  but  the  Department 
will,  upon  request,  advise  a  prospective 
seller  whether  his  contemplated  sale  ap- 
pears to  be  in  substitution  of  a  sale  made 
to  the  same  buyer  by  another  seller  prior 
to  November  26,  1948,  under  which  full 
delivery  has  not  been  made. 

(Sec.  32,  49  Stat.  774,  as  amended,  sec. 
112  (f>.  Pub.  Law  472.  80th  Cong.,  62 
Stat.  137;  7  U.  S.  C.  612c) 

Dated  on  the  18th  day  of  February 
1949. 

[  SEAL  1  Ralph  S.  Trigg, 

Authorized  Representative  of 
the  Secretary  of  Agriculture. 

(F.    R.    Doc.    49-1396;    Filed,    Feb.    23,    1949; 
8:49  a.  m.l 


TiTLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  111 — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

[3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  451 

Part  372 — General  Licenses 

streptomycin 

Section  372.10  Shipments  of  limited 
value  "GLV"  is  amended  in  the  following 
particulars: 

Paragraph  (f)  Special  provisions  for 
streptomycin  is  hereby  deleted. 

(Continued  on  next  page) 
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This  amendment  shall  become  effec- 
tive February  11,  1949. 

(Sec.  6.  54  Stat.  714.  55  Stat.  206.  56 
Stat.  463.  58  Stat.  671,  59  Stat.  270.  60 
Stat.  215,  61  Stat.  214,  61  Stat.  321;  Pub. 
Law  395,  80th  Cong.;  50  U.  S.  C.  App. 
and  Sup.  701.  702;  E.  O.  9630.  Sept.  27. 
1945,  10  P.  R.  12245.  E.  O.  9919.  Jan.  3. 
1948,  13  F.  R.  59) 
Dated :  February  4.  1949. 

Francis  McIntyre, 
Assistant  Director. 
Office  of  International  Trade. 

(F.    R.    Doc.   49-1403:    Filed,   Feb.    23.    19i9; 
8  33  a.  ml 


TITLE    26— INTERNAL    REVENUE 

Chapter   I — Bureau   of   Internal   Rev- 
enue, Department  of  the  Treasury 

Subchaplar  A — Incom*  and   Exceit   Piofltt  Taxes 
.    [T.  D.  56871 

Part   29— Income   Tax;    Taxable   Yers 
Beginning  After  December  31.  1941 

miscellaneous  amendments 

Regulations  111  amended  to  conform 
to  the  Revenue  Act  of  1948  tPub.  Law  471. 
80th  Cong). 

On  October  27,  1948.  notice  of  pro- 
posed rule  making,  regarding  amend- 
ments to  the  Income  tax  regulations 
made  necessary  by  the  Revenue  Act  of 
1948  (62  Stat.  Ill),  enacted  April  2,  1948, 
was  published  in  the  Federal  Register 
( 13  P.  R.  6289 ) .  No  objection  to  the  rules 
proposed  having  been  received,  the 
amendments  set  forth  below  are  hereby 
adopted.  The  amendments  are  made  in 
order  to  conform  Regulations  111  <26 
CFR,  Part  29).  relating  to  the  income 
tax,  to  the  amendments  made  to  chapter 
1  of  the  Internal  Revenue  Code  by  the 
Revenue  Act  of  1948. 

Paragraph  1.  There  is  Inserted  imme- 
diately preceding  §  29.11-1  the  following: 
TrriJE  I — Income  Tax  Reduction 
(Revenue  Act  of  1948) 

Sec.  101.  Reduction  of  normal  tax  and 
buktax. 

Section  12  (c)  of  the  Internal  Revenue 
Code  Is  hereby  amended  to  read  as  follows: 

(c)  Reduction  of  tentative  normal  tax  and 
tentatife  surtax.  (1)  The  combined  normal 
tax  and  surtax  under  section  11  and  subsec- 


Thursday,  February  24,  1949 

tlon  (b)  of  thU  section  shall  be  the  aggre- 
gate of  the  tentative  normal  tax  and  tenta- 
tive surtax,  reduced  as  follows: 

If  the  aggregate  Is :     The  reduction  shall  be : 

Not  over  »400 ITc  of  the  aggregate. 

Over  $400  but  not         168  plus  \2'~c  of  «- 
over  $100,000.  cess  over  $400. 

Over  •100.000 $12,030  plus  9.75%  of 

excess  over  $100,000. 

(2)  In  no  event  shall  the  combined  nor- 
mal Ux  and  surtax  exceed  77  per  centum  of 
the  net  Income. 

•  •  •  •  • 
Sec.  104.  Technical  amendments. 
(a)   Section    11    of   the   Internal    Revenue 

Ckxle  (relating  to  the  normal  tax  on  Indi- 
viduals) Is  hereby  amended  by  striking  out 
"by  5  per  centum  thereof"  and  Inserting  In 
lieu  thereof  "a*  provided  In  section  12  (c)". 

•  •  •  •  • 

(c)  Subsections  (d),  (e).  (f).  (g).  and 
(h)  of  section  12  of  the  Internal  Revenue 
Code  are  amended  to  read  as  follows: 

(e)  Computation  of  tax  without  regard  to 
credits  against  tax.  In  the  application  of 
this  section,  the  combined  normal  tax  and 
surtax  shall  be  computed  without  regard  to 
the  credits  provided  In  sections  31,  32,  and 

35. 

(f)  Ascertainment  of  normal  tax  and  sur- 
tax separately.  Whenever  it  Is  necessary  to 
ascertain  the  normal  tax  and  the  surtax 
separately,  the  surtax  shall  be  an  amount 
which  Is  the  same  proportion  of  the  com- 
bined normal  ux  and  surtax  as  the  tenUtlve 
surtax  Is  of  the  aggregate  of  the  tentative 
normal  tax  and  tentative  sxirtax;  and  the 
normal  tax  shall  be  the  remainder  of  such 
combined  normal  tax  and  surtax. 

•  •  •  •  • 

8»c.  105.  Taxable  teaes  to  wmcH  amend- 
ments applicable. 

The  amendments  made  bjf  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31.  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948.  see  section  601. 

Sec.  301.  SPLnriNo  or  income.  (Revenue 
Act  of  1948.  Title  IH.) 

Section  12  of  the  Internal  Revenue  Code 
(relating  to  surtax  of  Individuals)  Is  hereby 
amended  by  adding  after  subsection  (c)  of 
such  section  the  following  new  subsection: 

(d)  Tax  in  case  of  joint  return.  In  the 
case  of  a  Joint  return  of  husband  and  wife 
under  section  61  (b),  the  combined  normal 
tax  and  surtax  under  section  11  and  sub- 
section (b)  of  this  section  shall  be  twice 
the  combined  normal  tax  and  surtax  that 
would  be  determined  If  the  net  Income  and 
the  applicable  credits  against  net  Income 
provided  by  section  25  were  reduced  by  one- 
half. 

Sec.  305.  Taxable  teaks  to  which  amend- 
ments APPLICABLE.  (Revenue  Act  of  1948. 
Title  III.) 

The  amendments  made  by  sections  301. 
•  •  •  shall  be  applicable  with  respect  to 
taxable  years  beginning  after  December  31. 
1947.  •  •  •  For  treatment  of  taxable 
years  beginning  In  1947  and  ending  In  1948. 
see  section  601. 

Par.  2.  Section  29.11-1.  as  amended  by 
Treasury  Decision  5517,  approved  June 
12,  1946,  is  further  amended  by  striking 
out  the  last  two  sentences  and  inserting 
In  lieu  thereof  the  following:  "For  tax- 
able years  beginning  after  December  31, 
1945.  and  before  January  1,  1948,  the 
normal  tax  on  Individuals  Is  determined 
by  computing  a  tentative  normal  tax 
of  3  percent  of  the  amount  of  the  net 
Income  in  excess  of  the  credits  against 
net  income  provided  In  section  25  for 
such  years  and  by  reducing  such  ten- 
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tatlve  normal  tax  by  5  percent  thereof. 
For  taxable  years  beginning  after  De- 
cember 31.  1947.  the  normal  tax  on  Indi- 
viduals Is  determined  by  computing  a 
tentative  normal  tax  of  3  percent  of  the 
amount  of  the  net  income  In  excess  of 
the  credits  against  net  Income  provided 
In  section  25  and  by  reducing  such  ten- 
tative normal  tax  as  provided  In  section 
12(c).  See  5  29.12-2.  For  computation 
of  tax  In  the  case  of  a  Joint  return  of 
husband  and  wife  for  a  taxable  year  be- 
ginning after  December  31.  1947,  see 
§  29.12-4. 

For  treatment  of  taxable  years  begin- 
ning in  1945  and  ending  In  1946,  see 
§  29.108-2.  For  treatment  of  taxable 
years  beginning  in  1947  and  ending  in 
1948,  see  §  29.108-3." 

Par.  3.  There  Is  Inserted  Immediately 
preceding  §  29.12-1  the  following: 
Title  I — Income  Tax  Reduction 
(Revenue  Act  of  1948) 

Sec.  101.  Reduction  op  normal  tax  and 
surtax. 

Section  12  (c)  of  the  Internal  Revenue 
Code  Is  hereby  amended  to  read  as  follows: 

(c)  Reduction  of  tentative  normal  tax  and 
tentatii^e  surtax.  (1)  The  combined  normal 
tax  and  surtax  under  section  II  and  subsec- 
tion (b)  of  this  section  shall  be  the  aggre- 
gate of  the  tentative  normal  tax  and  tenta- 
tive surtax,  reduced  as  follows: 

If  the  aggregate  Is :      The  reduction  shall  be: 

Notover  $400 17 '"c  ofthe  aggregate. 

Over  $400  but  not         $68  plus  12 '^i  of  ex- 
over  $100,000.  cess  over  $400. 

Over  $100,000 $12,020  plus  9.75'"c  of 

excess  over  $100,000. 

(2)  In  no  event  shall  the  combined  nor- 
mal tax  and  surtax  exceed  77  per  centum 
of  the  net  Income. 

Sec.  102.     Reduction  in  Supplement  T  tax. 

For  reduction  In  the  tax  under  Supple- 
ment T  of  Chapter  1  of  the  Internal  Revenue 
Code  (tax  table  whl<rfi  may  be  used  by  tax- 
payer at  his  election  If  his  adjusted  gross 
Income  Is  less  than  $6,000),  see  section  401. 

Sec.  103.  Income  or  hxtsband  and  wife. 

For  tax  In  case  of  Joint  return  of  husband 
and  wife  (the  so-callefd  "splitting  of  In- 
come"), see  section  301. 

Sec.  104.  Technical  amendments. 
•  •  •  •  • 

(b)  Section  12  (b)  of  the  Internal  Revenue 
Code  (relating  to  the  rate  of  surtax  on  In- 
dividuals) Is  hereby  amended  by  striking  out 
"by  5  per  centum  thereof"  and  inserting  In 
lieu  thereof  "as  provided  In  subsection  (c) 
of  this  section". 

(c)  Subsections  (d),  (e),  (f),  (g),  and  (h) 
of  section  12  of  the  Internal  Revenue  Code 
are  amended  to  read  as  follows: 

(e)  Computation  of  tax  without  regard  to 
credits  against  tax.  In  the  application  of  this 
section,  the  combined  normal  tax  and  sur- 
tax shall  be  computed  without  regard  to  the 
credits  provided  In  sections  31,  32.  and  35. 

(f)  Ascertainment  of  normal  tax  and  sur- 
tax separately.  Whenever  It  Is  necessary  to 
ascertain  the  normal  tax  and  the  surtax  sepa- 
rately, the  surtax  shall  be  an  amount  which 
Is  the  same  proportion  of  the  combined  nor- 
mal tax  and  surtax  as  the  tentative  surtax 
U  of  the  aggregate  of  the  tentative  normal 
tax  and  tenUtlve  surtax;  and  the  normal  tax 
shall  be  the  remainder  of  such  combined 
normal  tax  and  surtax. 

(g)  Cross  references— (1)  Alternative  tax. 
For  alternative  Ux  which  may  be  elected  If 
adjusted  gross  Income  Is  less  than  $5,000,  see 
Supplement  T. 
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(2)  Tax  in  case  of  capital  gains.  For  rate 
and  compuUtlon  of  alternative  Ux  In  lieu 
of  nwmal  tax  and  surtax  In  the  case  of  capital 
gain  from  the  sale  or  exchange  of  capital 
assets  held  for  more  than  6  months,  see  sec- 
tion 117  (c). 

(3)  Tax  on  personal  holding  companies. 
For  surtax  on  personal  holding  companies. 
see  section  500. 

(4)  Avoidance  of  surtaxes  by  incorporation. 
For  surtax  on  corporations  which  accumulate 
surplus  to  avoid  surtax  on  shareholders,  see 
section  102. 

(5)  Sale  of  oil  or  gas  properties.  For  limi- 
tation of  surtax  attrlbuUble  to  the  sale  of 
oil  or  gas  properties,  see  section  105. 

Sec.  105.  Taxable  tears  to  which  amend- 
ments applicable. 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31,  1947.  For 
treatment  of  taxable  years  beginning  in  1947 
and  ending  In   1948,   see  section   601. 

Sec.  301.  SPLrmNC  or  income.  (Revenue 
Act  of  1948.  Title  III) 

Section  12  of  the  Internal  Revenue  Code 
(relating  to  surtax  of  Individuals)  Is  hereby 
amended  by  adding  after  subsection  (c)  of 
such  section  the  following  new  subsection: 

(d)  Tax  in  case  of  joint  return.  In  the 
case  of  a  Joint  return  of  husband  and  wife 
under  section  51  (b),  J.he  combined  normal 
tax  and  surtax  under  section  11  and  subsec- 
tion (b)  of  this  section  shall  be  twice  the 
combined  normal  tax  and  surtax  that  would 
be  determined  If  the  net  Income  and  the 
applicable  credits  against  net  Income  pro- 
vided by  section  25  were  reduced  by  one- 
half. 

Sec.  305.  Taxable  tears  to  which  amend- 
ments applicable.  (Revenue  Act  of  1948, 
Title  in.) 

The  amendments  made  by  sections  301. 
•  •  •  shall  be  applicable  with  respect  to 
taxable  years  beginning  after  December  31. 
1947.  •  •  •  For  treatment  of  taxable 
years  beginning  In  1947  and  ending  in  1948, 
see  section  601. 

Par.  4.  Section  29.12-1,  as  amended  by 
Treasury  Decision  5517,  is  further 
amended  by  striking  out  paragraph  <c) 
and  inserting  In  lieu  thereof  the  fol- 
lowing : 

§  29.12-1     Surtax.     •     •     • 
(c)   Taxable  years  beginning  after  De- 
cember 31,  1945,  and  before  January  1. 
1948.    For  taxable  years  beginning  after 
December  31,  1945,  and  before  January 
1.  1948,  there  is  imposed,  in  addition  to 
the  normal  tax,  a  surtax  determined  as 
specified  In  section  12  upon  the  surtax 
net  income  of  every  Individual,  resident 
or  nonresident,  except  nonresident  alien 
individuals  subject  to  the  tax  Imposed 
by  section  211  (a).    The  surtax  net  in- 
come for  such  years  Is  the  net  Income 
minus  the  credits  provided  in  section  25 
(b)  prior  to  its  amendment  by  the  Reve- 
nue Act  of  1948.     Section   12  provides 
with  respect  to  such  taxable  years  that 
the  surtax  shall  be  5  percent  less  than 
the  amount  of  the  tentative  surtax  com- 
puted in  accordance  with  the  tentative 
surtax    table    contained    therein.      For 
treatment  of  taxable  years  beginning  in 
1945  and  ending  in  1946,  see  §  29  108-2. 

(d )  Taxable  years  beginning  after  De- 
cember 31.  1947.  For  taxable  years  be- 
ginning after  December  31.  1947.  there 
Is  Imposed,  In  addition  to  the  normal  tax, 
a  surtax  determined  as  specified  In  sec- 
tion 12,  upon  the  surtax  net  income  of 
every  Individual,  resident  or  nonresident, 
except  nonresident  clien  Individuals  sub- 
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Ject  to  the  tax  imposed  by  section  211 
(a)  Ttie  surtax  net  Income  is  the  net 
income  minus  the  credits  provided  m 
section  25  <b).  Section  12  specifies  that 
the  surtax  shall  be  determined  by  com- 
puting a  tentative  surtax  in  accordance 
with  the  tentative  surtax  table  contained 
therein  and  by  reducing  such  tentative 
surtax  as  provided  In  section  12  (O .  For 
treatment  of  taxable  years  beginning  in 
1947  and  ending  in  1948,  see  §  29.108-3. 

Par.  5.  Section  29.12-2.  as  amended  by 
Treasury  Decision  5517,  is  further 
amended  by  striking  out  the  last  sen- 
tence and  inserting  in  lieu  thereof  the 
following: 

5  29.12-2  Computation  of  surtax. 
•  •  •  For  taxable  years  beginning  after 
December  31.  1945,  and  prior  to  January 
1.  1948.  section  12  provides  that  the  sur- 
tax shall  be  5  percent  less  than  the  tenta- 
tive surtax.  Accordingly,  the  surtax  for 
any  of  such  taxable  years  upon  a  surtax 
net  Income  of  $63,128  would  be  $33,122.70, 
computed  as  follows: 

Tentative  surtax  ox  •63.128.—     $34,  866.  00 
Less:  5  percent  of  »34.866 ^•'^'^3. 30 

Surtax 33.  122.  70 

For  taxable  years  beginning  after  De- 
cember 31,  1947,  section  12  provides  that 
the  combined  normal  tax  and  surtax  shall 
be  determined  by  reducing  the  aggregate 
of  the  tentative  normal  tax  and  tentative 
surtax  as  provided  In  the  following  table: 

If  the  aggregate  of  the 
tentative     normal 

tax  and  the  ten-    The  reduction  shall 
tative  surtax  U:  be: 

Not  over  MOO. H"'"  ot  the  aggre- 
gate. 
Over    $400   but   not        »68    plus    12%    of 
over  •100.000.  the   excess    over 

•400. 

Over   •100.000 •12.C20  plus  9.75% 

of      the     excess 
over   •100.000. 

Accordingly,  if  the  normal  tax  net  in- 
come and  the  .'^urtax  net  Income  each 
amounts  to  $150,000  the  combined  nor- 
mal tax  and  surtax  will  be  $98,647.55. 
computed  as  follows : 
Tentative  normal  tax:  3  percent 

of    •150.000-. •4.500.00 

^T,S^'7..;""-"  ■!----''-'°:°°°.  lo--.  ^  00 

Atjgregate   of  tentative  normal 

tax  and  tentative  surtax 111.  BJU.w 

Reduction     of     tentative     tax: 

812.020   plus   9.75   percent   of 

•  11.820   (excess  of  the  aggre- 
gate      tentative      tax      over 

•  100.000) 13.  172.45 

Combined  normal  tax  and  sur- 
tax           98.647.55 

Section  12  <f>,  as  amended  by  the 
Revenue  Act  of  1948,  provides  that, 
whenever  it  is  necessary  to  ascertain  the 
normal  tax  and  the  surtax  separately 
for  a  taxable  year  beginning  after  De- 
cember 31.  1947.  the  surtax  shall  be  an 
amount  which  Is  the  same  proportion  of 
the  combined  normal  tax  and  surtax  as 
the  tentative  surtax  Is  of  the  aggregate 
of  the  tentative  normal  tax  and  tentative 
surtax  and  the  normal  tax  shall  be  the 
remainder  of  such  combined  normal  tax 
and  surtax.    Such  computation,  for  ex- 
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ample.  Is  necessary  for  the  purpose  of 
section  105.  relating  to  tax  on  the  gain 
from  the  sale  of  oil  or  gas  properties 
and  for  the  purpose  of  section  106.  re- 
lating to  tax  on  amounts  received  with 
respect  to  claims  against  the  United 
States  involving  acquisition  of  Property. 
The  surtax  on  the  net  income  of  $150.- 
000  involved  in  the  above  example  would 
under  section  12  (f )  be  $98,647.55  (com- 
bined normal  tax  and  surtax)  multiplied 

by 

107.320  (tentative  surtax)_ 

rir820  (tentative  total  tax), 

or  $94  677  65.  and  the  normal  tax  would 
be     $98,647.55      minus      $94,677.65.     or 

$3  969  90 

For  computation  of  tax  in  the  case  of 
a  joint  return  of  husband  and  wife  for  a 
taxable  year  beginning  after  December 
31.  1947,  see  §  29.12-4. 

Par  6  Section  29.12-3.  as  amended 
by  Treasury  Decision  5517.  is  hereby 
further  amended  as  follows: 

(A)  By  inserting  immediately  after 
"December  31.  1945."  in  the  second 
sentence  "and  before  January  1.  1948. 

(B)  By  inserting  at  the.  end  thereof 
the  following:   "For  taxable  years  be- 
ginning after  December  31.   1947,   the 
combined  normal  tax  and  surtax,  com- 
puted before  the  application  thereto  of 
the  credit  provided  in  section  31  (relat- 
ing to  the  credit  for  foreign  income  tax) . 
section  32  (relating  to  the  credit  for  tax 
withheld  at  the  source  under  section  143 
or  section  144).  and  section  35  (relating 
to  the  credit  for  tax  withheld  on  wagos) 
cannot  exceed  an  amount  equal  to  77 
percent  of  the  taxpayer's  net  income  for 
the  taxable  year.    For  treatment  of  tax- 
able vears  beginniiiB  in  1947  and  ending 
in  1948,  see  §  29.108-3." 

Par   7.  There  is  inserted  immediately 
after  §  29.12-3  the  following  section: 


plicable  credits  against  net  Income  pro- 
vided by  section  25  were  reduced  by  one- 
half.  Is  then  multiplied  by  two,  to  Produce 
the  tax  imposed  In  the  case  of  the  Joint 

return.  _      ,_  ,.     . 

T  The  limitation  under  section  12  (C)  or 
the  combined  normal  tax  and  surtax  to 
an  amount  not  In  excess  of  ^7  percent  of 
the  net  Income  Is  to  be  applied  before 
the  fourth  step  above,  that  Is.  the  limita- 
tion Is  to  be  applied  upon  the  combined 
normal  tax  and  surtax  determined  under 
section  12  (c)  as  77  Percent  of  one-half  of 
the  net  income  (such  ono-half  of  the  net 
income  being  the  actual  asgregate  net 
income  of  the  spouses  reduced  by  one- 
half)      After  such  limitation  Is  applied, 
then  the  combined  normal  tax  and  sur- 
tax so  limited  are  multiplied  by  two  as 
provided  m  section  12  (d). 

The  following  computation  Illustrates 
the  method  of  application  of  section  12 
(d)  in  the  determination  of  the  tax  of  a 
husband  and  wife  filing  a  Joint  return 
for  the  calendar  year  1948.  If  the  Joint 
net  Income  Is  $8,200  and  the  only  allow- 
able credits  under  section  25  are  the  two 
exemptions  of  the  taxpayers  under  sec- 
tion 25  <b)  <1)  (A),  the  tax  on  the  Joint 
return  for  1948  Is  $1,244.80.  determined 
as  follows:     •• 


§  29  12-4     Combined  normal  tax  and 
surtax  in  case  of  joint  return  of  husband 
and   wife   for   taxable   years   beginning 
after  December  31.  1947.     In  the  case 
of  a  Joint  return  of  husband  and  wife 
(see  section  51  <b))  for  a  taxable  year 
beginning  after  December  31.  1947.  the 
combined  normal  tax  and  surtax  under 
section  11  and  section  12  (b)   shall  be 
twice  the  combined  normal  tax  and  sur- 
tax that   would  be  determined  if   the 
net  Income  and  the  applicable  credits 
against  net  Income  provided  by  section 
25  were  reduced  by  one-half.     (Section 
12  (d) . )     For  method  of  computing  gross 
Income  and  adjusted  gross  Income  on  a 
Joint  return,  see  §  29.51-1. 

The  method  of  computing,  under  sec- 
tion 12  (d) .  the  tax  of  husband  and  wife. 
In  the  case  of  a  joint  return.  Is  as  follows: 
First,  the  net  Income  and  applicable 
credits  against  net  income  are  reduced  by 
one-half.    Second,  the  tentative  normal 
tax  and  tentative  surtax  are  determined 
as  provided  in  section  11  and  section  12 
(b).  by  using  the  net  Income  and  appli- 
cable credits  so  reduced.    Third,  the  ten- 
tative normal  tax  and  tentative  surtax  so 
determined  are  aggregated  and  this  ag- 
gregate tentative  tax  Is  then  reduced  as 
provided  in  section  12  (c).    Fourth,  this 
reduced  aggregate,  which  is  the  combined  , 
normal  tax  and  surtax  that  would  be 
determined  If  the  net  income  and  the  ap- 


1.  Net  income 

2.  Net  Income  reduced  by  one- 
half  

3  Credits  against  net  Income 
under  sec.  25  (2  exemptions 
under  sec.  25  (b)   (1)   (A)) 

4.  Credits  In  Item  3  reduced  by 
one-half    ---; 

5  Net  Income  reduced  by  one-hair 
(Item  2)  m*nus  credits  reduced 
by  one-half  (Item  4) ^- 

6  Tentative  normal  tax  computed 
under  sec.  11  on  amount  In  Item 
5  (3  percent  of  •3.500) 

7  Tentative  surtax  computed 
under  sec.  12  (b)  on  amount 
in  Item  5  (•340  plus  19  percent 
of  excess  of  •3,500  over  r^.OOO)  .. 

8  Aggregate  of  the  tentative  nor- 
mal tax  and  tentative  surtax.  . 

9.  Combined  normal  tax  and  sur- 
tax determined  under  sec.  12  (c) 
(•730  reduced  by  •es  plxis  12 
percent  of  the  excess  of  ^730 
over   •400).-- -  — - 

10  Twice  the  combined  normal 
tax  and  surtax  determined  In 
item  9 


•8,  200.  00 

4.  100.00 


1.200.00 
600.00 

3,  500.  CO 

105.00 

625.00 
730.  00 

622.40 
1.244. '80 


If  the  alternative  tax  Is  computed 
under  section  117  (O  (2),  relating  to 
the  alternative  tax  where  a  taxpayer 
(other  than  a  corporation)  has  a  net 
long-term  capital  gain  In  excess  of  a 
net  short-term  capital  loss,  the  partial 
tax  shall  be  computed  under  sections  11 
and  12  as  stated  above  but  without  in- 
clusion of  such  excess  in  net  income,  and 
the  total  tax  shall  be  such  partial  tax 
plus  50  percent  of  such  excess  as  pro- 
vided In  section  117  <c)  <2). 

For  computation  of  tax  under  Supple- 
ment T  In  the  case  of  a  joint  return,  see 
§§29.400-1  and  29.401-1. 

'  For  treatment  of  taxable  years  begin- 
ning In  1947  and  ending  in  1948,  see 
§  29.108-3. 

Par  8  Section  29.22  (m>-l.  as  added 
by  Treasury  Decision  5425,  approved  De- 
cember 29.  1944.  Is  amended  as  follows: 
(A)  By  striking  out  the  second  sen- 
tence and  inserting  In  lieu  thereof  the 
following:  "Such  compensation,  there- 
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fore,  shall  be  included  In  the  gross  in- 
come of  the  child  and  reflected  in  the 
return  rendered  by  or  for  such  child  if 
the  gross  Income  for  the  taxable  year 
amounts  to  $500  or  more  In  the  case  of 
a  taxab'e  year  beginning  after  Decem- 
ber 31.  1943  and  before  January  1,  1948, 
or  to  $600  or  more  in  the  case  of  a  tax- 
able year  beginning  after  December  31. 
1947.    See  §  29.51-3." 

(B)  By  striking  from  the  third  sen- 
tence ".  whether  more  or  less  than  $500.". 

Par.  9.  There  Is  Inserted  Immediately 
preceding  5  29.23  (x)-l  the  following: 

Skc.  304.  Deduction  for  medical  expenses. 
(Revenue   Act  of    1948.   Title   III) 

Section  23  (x)  of  the  Internal  Revenue 
Code  (relating  to  deduction  of  medical,  etc., 
expenses)  Is  hereby  amended  by  striking  out 
the  second  and  third  sentences  thereof  and 
inserting  in  lieu  thereof  the  following:  "The 
deduction  shall  not  be  In  excess  of  •I. 250 
multiplied  by  the  number  of  exemptions  al- 
lowed under  section  25  (b)  for  the  taxable 
year  (exclusive  of  exemptions  allowed  under 
section  25(b)  (1)  (B)  or  (C) ).  with  a  maxU 
mum  deduction  of  ^2.500,  except  that  the 
maximum  deduction  shall  be  •S.OOO  In  the 
case  of  a  Joint  return  of  husband  and  wife 
under  section  61  (b)." 

Sec.  306.  Taxable  tears  to  which  amend- 
ments  APPLICABLE.      (Revenue    Act    of    1948, 

Title  III.)  ^,  ... 

The  amendments  made  by  sections 
304  shaU  be  applicable  with  respect  to  taxable 
years  beginning  after  December  31.  1947. 
•  •  •  For  treatment  of  taxable  years  be- 
ginning in  1947  and  ending  In  1948.  see  sec- 
tion 601. 

Par.  10.  Section  29.23  (x)-l.  as 
amended  by  Treasury  Decision  5517  is 
further  amended  as  follows : 

(A)  Bv  striking  from  the  first 
sentence  of  the  second  paragraph 
"§  29. 25-6'  and  in.serting  in  lieu  thereof 
§5  29.25-3  and  29.25-6'. 

(B)  By  striking  out  the  fifth  sentence 
of  the  second  paragraph  and  Inserting  in 
lieu  thereof  the  following:  "If  the  deduc- 
tion for  the  prior  year  would  have  been 
greater  but  for  the  limitations  on  the 
maximum  amount  of  such  deduction  pro- 
vided by  section  23  tx).  then,  for  pur- 
poses of  the  two  preceding  sentences,  the 
amount  of  the  compensation  received  In 
a  subsequent  year  or  years  shall  be  re- 
duced by  an  amount  equal  to  the  amount 
by  which  the  deduction  for  the  prior 
year  would,  but  for  the  applicable  maxi- 
mum limitations,  have  been  increased. 
For  the  computations  Illustrating  this 
rule,  see  examples  (3)  and  (4)  at  the 
end  of  this  section. 

(C  >  By  striking  out  the  third  sentence 
of  the  fifth  paragraph  and  in.<:erting  in 
lieu  thereof  the  following:  "The  maxi- 
mum deduction  allowable  for  medical  ex- 
penses paid  in  any  one  taxable  year  be- 
ginning after  December   31.   1943,  and 
before  January  1,  1948.  is  $1,250  in  the 
ca.se  of  a  taxpayer  having  only  one  ex- 
emption under  section  25  (b)    (prior  to 
lUs  amendment  by  the  Revenue  Act  of 
1948).  and  ^J.500  In  the  case  of  a  tax- 
payer entitled  to  more  than  one  exemp- 
tion under  section  25   (b)    (prior  to  its 
amendment  by  the  Revenue  Act  of  1948) 
The  maximum  deduction  allowable  for 
medical  expenses  paid  in  any  one  tax- 
able year  beginning  after  December  31, 
ir47.  Is  $1,250  multiplied  by  the  number 
of  cxcmpt'-cns  cllcwcd  rndcr  section  25 
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(b)  (exclusive  of  exemptions  allowed  un- 
der section  25  (b)  (1)  (B)  for  taxpayer 
or  spouse  attaining  the  age  of  65  years  or 
section  25  (b)  (1)  (C)  for  blind  taxpayer 
or  blind  spouse)  but  not  In  excess  of 
$2,500  In  the  case  of  a  single  Individual 
or  a  married  Individual  making  a  sepa- 
rate return  and  not  in  excess  of  $5,000 
in  the  case  of  a  joint  return  of  husband 
and  wife." 

(D)  By  adding  at  the  end  of  such  sec- 
tion after  example  (4)  the  following  new 
example: 

Example  (5).  H  and  W  make  a  Joint  re- 
turn ifor  the  calendar  year  1948,  on  which  five 
exemptions  are  allowed  (exclusive  of  exemp- 
tions under  section  25  (b)  (1)  (B)  or  (C)), 
one  for  each  taxpayer  and  three  for  their 
dependent  minor  children.  The  adjusted 
gross  Income  of  H  and  W  In  1948  Is  •40,000. 
They  pay  during  that  year  •9.000  for  medical 
care,  no  part  of  which  Is  compensated  for  by 
insurance  or  otherwise.  The  deduction  al- 
lowable under  section  23  (x)  for  the  calendar 
year  1948  Is  •S.OOO,  computed  as  follows: 

Payment  for  medical  care  In  1948 ^9,  000 

Less:   5  percent  of  ^40,000  (adjusted 

gross  Income) - 2.000 

Excess  of  medical  expenses  In  1948 
over  5  percent  of  adjusted  gross 
Income 7.000 

Allowable  deduction  for  1948  (•1.250 
mifltlpUed  by  6  exemptions  allowed 
under  section  25' (b)  (1)  (A)  and 
(D)  but  not  In  excess  of  •S.OOO) 6.000 

Par.  11.  There  is  Inserted  Immediately 
preceding  §  29.23  (y)-l  the  following: 

Sec.  202.  Technical  amendments.  (Rev- 
enue Act  of  1948.  Title  II.) 

.  .  •  •  • 

(e)  Repeal  of  deduction  for  blind  individ- 
uals. Effective  with  respect  to  taxable  years 
beginning  after  December  31.  1947.  section 
23  (y)  of  such  Code  (relating  to  special  de- 
duction  for  blind   individuals)    Is  repealed. 


Par.  12.  Section  29.23  (y>-l.  as 
amended  by  Treasury  E>ecision  5451.  ap- 
proved April  17. 1945.  Is  further  amended 
as  follows: 

(A)  By  Inserting  Immediately  alter 
"December  31, 19437*  in  the  first  sentence 
the  words  "and  before  January  1.  1948.". 

(B)  By  adding  at  the  end  of  such  sec- 
tion the  following:  "For  additional  ex- 
emptions allowed  for  taxable  years  be- 
ginning after  December  31.  1947.  for 
blind  taxpayer  or  blind  spouse,  see  sec- 
tion 25  (b)  ( 1) ,  as  amended  by  the  Reve- 
nue Act  of  1948,  and  §  29.25-3  (d)." 

Par.  13.  There  Is  Inserted  immediately 
preceding  §  29.23  (aa)-l  the  following: 

Sec.  302.  Stand.\rd  deduction.  (Revenue 
Act  of  1948,  Title  m.) 

(a)  Increaie  of  standard  deduction  in  case 
of  joint  return  or  return  by  unmarried  per- 
son. Section  23  (aa)  (1)  (A)  of  the  Internal 
Revenue  Code  (relating  to  the  standard  de- 
duction) Is  hereby  amended  to  read  as  fol- 
lows : 

(A)  Adjusted  gross  income  $5,000  or  more. 
If  his  adjusted  gross  Income  is  •S.OOO  or  more, 
the  standard  deduction  shall  be  •LOCO  or  an 
amount  equal  to  10  per  centum  of  the  ad- 
Justed  gross  income,  whichever  Is  the  lesser, 
except  that  In  the  case  of  a  separate  return  by 
a  married  Individual,  the  standard  deduction 
shall  be  •SOO. 

(b)  Election  by  husband  ana  wife.  Section 
23  (aa)  (4)  of  such  Code  Is  hereby  amended 
to  read  as  follows: 

(4)  Husband  and  wife.  In  the  case  of  hus- 
band and  wife,  the  standard  deduction  shall 
not  be  allowed  to  either  if  the  net  Ir.ccme  of 
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one  of  the  spouses  Is  determined  without 
regard  to  the  standard  deduction. 

(c)  Determinxition  of  status.  Section  23 
(aa)  of  such  Code  Is  hereby  amended  by  add- 
ing at  the  end  thereof  the  following  new 
paragraph : 

(6)  Determination  of  status.  For  the  pur- 
poses of  this  subsection: 

(A)  The  determination  of  whether  an  In- 
dividual Is  married  shall  be  made  as  of  the 
close  of  his  taxable  year,  unless  his  spouse 
dies  during  his  taxable  year.  In  which  case 
such  determination  shall  be  made  as  of  the 
time  of  such  death;  and 

(B)  An  individual  legally  separated  from 
his  spouse  under  a  decree  of  divorce  or  of 
separate  maintenance  shall  not  be  considered 
as  married. 

Sec.  305.  Taxable  tears  to  which  amend- 
ments applicable.  (Revenue  Act  of  1948. 
Title  UI.) 

The  amendments  made  by  sections  •  •  • 
302,  •  •  •  shall  be  applicable  with  re- 
spect to  taxable  years  beginning  after  De- 
cember 31.  1947.  •  •  •  For  treatment  of 
taxable  years  beginning  In  i947  and  ending 
In  1948,  see  section  601. 

Par.  14.  Section  29.23  (aa)-l.  as  added 
by  Treasury  Decision  5425.  is  amended 
as  follows: 

(A)  By  striking  out  the  third  and 
fourth  sentences  of  paragraph  (a)  and 
inserting  in  lieu  thereof  the  following: 

5  29.23  (aa)-l    Standard  deduction — 
(a)   General.     •     •     •     In  the  case  of 
taxpayers  whose  adjusted  gross  income 
is  $5,000  or  more,  the  standard  deduc- 
tion for  taxable  years  beginning  after 
December  31,  1943.  and  before  January 
1,  1948.  is  $500.    In  the  case  of  such  tax- 
payers, the  standard  deduction  for  tax- 
able years  beginning  after  December  31. 
1947.  is  $1,000  or  10  percent  of  adjusted 
gross  income,  whichever  is  the  lesser,  ex- 
cept that  in  the  case  of  a  separate  return 
by  a   married   individual,  the  standard 
deduction  is  $500.     For  the  purpose  of 
the  preceding  sentence,  the  determina- 
tion of  whether  an  individual  Is  married 
shall  be  made  as  of  the  close  of  his  tax- 
able year  unless  his  spouse  dies  during 
his  taxable  year.  In  which  case  such  de- 
termination shall  be  made  as  of  the  time 
of  such  death;  and  an  Individual  shall 
be  considered  as  married  even  though 
living  apart  from  his  spouse  unless  leg- 
ally separated  under  a  decree  of  divorce 
or  separate  maintenance.     In  the  case 
of  taxpayers  whose  adjusted  gross  in- 
come is  less  than  $5,000.  the  standard 
deduction   Is   about   10   percent  of   the 
adjusted  gross  income  upon  which  the 
tax  is  determined  in  the  table  provided 
in  section  400.     A  taxpayer  having  ad- 
justed gross  income  of  less  than  S5,C00. 
who  does  not  elect  to  pay  the  tax  im- 
FKjsed  by  Supplement  T.  may  not  take 
the  standard  deduction. 

In  the  ca.<^e  of  a  joint  return,  there  is 
only  one  adjusted  gro.ss  income  and  only 
one  standard  deduction.  For  example,  if 
a  husband  has  an  income  of  $15,000  and 
his  spouse  has  an  income  of  $12,009  for 
the  taxable  year  for  which  they  file  a 
joint  return,  and  they  have  no  deductions 
allowable  for  the  purposes  of  computing 
adjusted  gro.ss  income,  the  adjusted  gross 
income  is  $27,000.  and  the  standard  de- 
duction, if  the  joint  return  is  for  a  tax- 
able year  beginning  before  January  1, 
1948,  Is  $500  (and  not  $1,000)  and  If  the 
Joint  rc.Uin  is  for  a  taxr.ole  year  begin- 
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ning  after  December  31.  1947.  Is  $1,000 
(and  not  $2,000). 

(B)  By  striking  out  the  second  sen- 
tence of  subparagraph  (1)  of  paragraph 
(b>  and  inserting  In  lieu  thereof  the  fol- 
lowing: "Such  taxpayer  shall  so  signify 
on  his  return  by  claiming  thereon  the 
deduction  in  the  amount  provided  for  in 
section  23  (aa)  instead  of  itemizing  the 
deductions  allowable  under  section  23 
other  than  those  specified  in  section  22 
(n).  The  amount  to  be  claimed  on  the 
return  by  such  taxpayer  for  taxable  years 
beginning  after  December  31.  1943.  and 
before  January  1.  1948.  is  $500  and  for 
taxable  years  beginning  after  December 
31,  1947.  is  $1,000  or  10  percent  of  the 
adjusted  gross  Income,  whichever  is 
lesser  (except  that  in  the  case  of  a  sepa- 
rate return  by  a  married  individual,  the 
amount  is  $500'." 

( C  >  By  striking  from  the  first  sentence 
of  paragraph  <c)  the  expression  "living 
together"  and  inserting  in  lieu  thereof  the 
following  "(except  as  qualified  below)". 
(D)  By  striking  out  the  last  two  sen- 
tences of  the  third  paragraph  of  (O  and 
inserting  in  lieu  thereof  the  following: 
"For  taxable  years  beginning  before  Jan- 
uary 1.  1948.  the  restriction  applies  only 
In  the  case  of  a  husband  and  wife  living 
together    and    for    such    purpose    the 
spouses  are  considered  as  living  together 
unless  they  are  permanently  separated. 
For  taxable  years  beginning  after  Do- 
cember  31.  1947.  the  restriction  applies 
unless  the  spouses  are  legally  separated 
under  a  decree  of  divorce  or  separate 
maintenance.      The    determination    of 
whether  an  individual  Is  married  and 
living  with  his  spouse  for  the  purpose  of 
the  standard  deduction  for  taxable  years 
beginning    before    December    31.    1947. 
shall  be  made  as  of  the  last  day  of  such 
individuals    taxable    year    unless    his 
spouse  dies  during  such  taxable  year.  In 
which  event  the  determination  shall  be 
made  as  of  the  date  of  death  of  such 
spouse.    Similarly,  the  determination  of 
whether     an     individual     Is     married 
(Whether'  or  not  living  with  his  spouse 
unless  legally  separated  under  a  decree 
of  divorce  or  separate  maintenance)  for 
the   purpose   of   the   allowance   of   the 
standard  deduction  for  taxable  years  be- 
ginning after  December  31.  1947.  shall 
be  made  as  of  the  last  day  of  such  In- 
dlvlduals  taxable  year  unless  his  spouse 
dies  during  such  taxable  year,  in  which 
event  the  determination  shall  be  made 
as  of  the  date  of  death  of  such  spouse." 
(E)  By  adding  at  the  end  of  such  sec- 
tion the  following: 

Example  (3).  Taxpayer  A  and  his  wife  B 
both  make  their  returns  on  a  calendar  year 
basis.  In  July  1948  they  enter  into  a  sepa- 
ration agreement  and  thereafter  live  apart 
but  no  decree  of  divorce  or  separate  mainte- 
nance Is  issued  until  March  1949.  If  A  item- 
izes and  claims  his  actual  deductions  on  his 
return  for  the  calendar  year  1948  B  may  not 
elect  the  standard  deduction  on  her  return 
for  such  year  since  B  is  considered  as  mar- 
ried to  A  (although  permanently  separated 
by  agreement )  on  the  last  day  of  1948. 

Par.  15.  There  is  Inserted  immediately 
preceding  5  29.25-1  the  following: 

Sec.  201.  ADomoNAL    credfts    against    net 

INCOME   FOR   NORMAL  TAX   AND  St«TAX.       iRCVC- 

nue  Act  of  1943,  Title  II.) 


RULES  AND  REGULATIONS 

Paragraphs  (1)  and  (2)  of  section  25  (b)  of 
the  Internal  Revenue  Code  are  hereby 
amended  to  read  aa  follows: 

(1)  Credits.  There  shall  be  allowed  for 
the  purposes  of  both  the  normal  tax  and  the 
surtax,  the  following  credits  against  net  In- 
come: 

(A)  An  exemption  of  $600  for  the  taxpayer; 
and  an  additional  exemption  of  $600  for  the 
spouse  of  the  taxpayer  if  a  separate  return 
U  made  by  the  taxpayer,  and  If  the  spouse, 
for  the  calendar  year  In  which  the  taxable 
year  of  the  taxpayer  begins,  has  no  gross  In- 
come and  Is  not  the  dependent  of  another 
taxpayer; 

(B)  (1)  An  additional  exemption  of  »600 
for  the  taxpayer  If  he  has  attained  the  age 
of  65  before  the  close  of  his  taxable  year;  and 

(11)  An  additional  exemption  of  $600  for 
the  spouse  of  the  taxpayer  if  a  separate  re- 
turn is  made  by  the  taxpayer,  and  If  the 
spouse  has  attained  the  age  of  65  before  the 
close  of  such  taxable  year.  and.  for  the 
calendar  year  In  which  the  taxable  year  of 
the  taxpayer  begins,  has  no  gross  Income  and 
Is  not  the  dependent  of  another  taxpayer; 

(C)  (1)  An  additional  exemption  of  $600 
for  the  taxpayer  If  he  Is  blind  at  the  close 
of  his  taxable  year;  and 

(II)  An  additional  exemption  of  $600  for 
the  spouse  of  the  taxpayer  If  a  separate  re- 
turn Is  made  by  the  taxpayer,  and  If  the 
spouse  Is  blind  and,  for  the  calendar  year 
In  whlrti  the  taxable  year  of  the  taxpayer 
begins,  has  no  gross  Income  and  Is  not  the 
dependent  of  another  taxpayer.  For  the 
purposes  of  this  clause  the  determination  of 
whether  the  spouse  la  blind  shall  be  made 
as  of  the  close  of  the  taxable  year  of  the 
taxpayer,  unless  the  spouse  dies  during  such 
taxable  year.  In  which  case  such  determina- 
tion shall  be  made  aa  of  the  time  of  such 
death; 

(III)  For  the  purposes  of  this  subparagraph 
an  Individual  Is  blind  only  If  either:  his  cen- 
tral visual  acuity  does  not  exceed  20  200  In 
the  better  eye  with  correcting  lenses,  or  his 
visual  acuity  Is  greater  than  20/200  but  Is  ac- 
companied by  a  limitation  In  the  fields  of 
vision  such  that  the  widest  diameter  of  the 
visual  field  subtends  an  angle  no  greater  than 
20  degrees; 

(D)  An  exemption  of  $600  for  each  de- 
pendent whose  gross  Income  for  the  calendar 
year  In  which  the  taxable  year  of  the  tax- 
payer begins  Is  less  than  $500.  except  that 
the  exemption  shall  not  be  allowed  In  re- 
spect of  a  dependent  who  has  made  a  Joint 
return  with  his  spouse  under  section  51  for 
the  taxable  year  beginning  In  such  calendar 
year. 

(2)  Determination  of  status.  For  the  ptir- 
poses  of  this  subsection: 

(A)  The  determination  of  whether  an  In- 
dividual Is  married  shall  be  made  as  of  the 
close  of  his  taxable  year,  unless  his  spouse 
dies  during  his  taxable  year,  In  which  case 
such  determination  shall  be  made  as  of  the 
time  of  such  death;  and 

(B)  An  Individual  legally  separated  from 
his  spouse  under  a  decree  of  divorce  or  of 
separate  maintenance  shall  not  be  considered 
as  married. 

Sec.  203.  Taxabie  tiars  to  which  amend- 
ments APPLICABLE.  (Revenue  Act  of  1948, 
Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31.  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948.  see  section  601. 

Par.  16.  Section  29.25-3.  as  amended 
by  Treasury  Decision  5517,  is  hereby 
amended  by  striking  out  that  portion 
designated  as  "(c)"  and  inserting  In  lieu 
thereof  the  following: 


S  29.25-3  Personal  exemption,  surtax 
exemptions,  and  exemptions  for  both 
normal  tax  and  surtax.     •     •     • 

(c)  Taxable  years  beginning  after  De- 
cember 31.  1945.  and  before  January  1. 
1948.  For  the  purpose  of  the  normal  tax 
and  surtax  on  individuals  for  taxable 
years  beginning  after  December  31.  1945. 
and  before  January  1,  1948,  there  are 
allowed  as  credits  against  net  Income  the 
exemptions  allowed  by  section  25  (b) 
prior  to  Its  amendment  by  the  Revenue 
Act  of  1948.  Except  that  such  exemp- 
tions are  not  designated  "surtax  exemp- 
tions" for  such  years  and  that  they  are 
allowable  for  the  purpose  of  the  normal 
tax  as  well  as  the  surtax  for  such  years, 
the  provisions  of  paragraph  <b>  of  this 
section  are  applicable  thereto. 

(d)  Taxable  years  beginning  after  De- 
cember 31.  1947— (1)  In  general.  For 
the  purposes  of  the  normal  tax  and  the 
surtax  on  individuals  for  taxable  years 
beginning  after  December  31,  1947,  there 
are  allowed  as  credits  against  net  income 
the  exemptions  specified  In  section  25  <b) 
as  amended  by  the  Revenue  Act  of  1948. 
Such  credits  include  d)  the  exemptions 
for  an  Individual  taxpayer  and  spouse 
(the  so-called  personal  exemptions),  di) 
the  additional  exemptions  for  a  taxpayer 
attaining  the  age  of  65  years  and  spouse 
attaining  the  age  of  65  years  (the  so- 
called  old-age  exemptions),  (ill)  the  ad- 
ditional exemptions  for  a  blind  taxpayer 
and  a  blind  spouse,  and  dv)  the  exemp- 
tions for  dependents  of  the  taxpayer. 

(2)      Exemptions  for  individual   tax- 
payer and  spouse  (so-called  personal  ex- 
emptions).   There  are  allowed  by  section 
25  (b»  (1)  (A)  an  exemption  of  $600  for 
the  taxpayer  and  an  additional  exemp- 
tion of  $600  for  the  spouse  of  the  tax- 
payer if  a  separate  return  is  made  by 
the  taxpayer,  and  if  the  spouse,  for  the 
calendar  year  in  which  the  taxable  year 
of  the  taxpayer  begins,  has  no  gross  in- 
come  and  is  not  the  dependent  of  an- 
other taxpayer.     Since,  in  the  case  of 
a  Joint  return,  there  are  two  taxpayers 
(although  under  section  51  (b»  there  is 
only  one  income  for  the  two  taxpayers 
on  such  return— i.  e..  their  aggregate  in- 
come),   two    exemptions    of    $600    are 
allowed  on  such  return,  one  for  each  tax- 
payer spouse.    If  in  any  case  a  Joint  re- 
turn is  made  by  the  taxpayer  ancl  his 
spouse,  no  exemption  is  allowed  any  other 
person  fo»  such  spouse  even  though  such 
other  person  would  have  been  entitled 
to  claim  an  exemption  for  such  spouse 
as  a  dependent  if  such  joint  return  had 
•    not  been  made. 

(3)  Exemptions  for  taxpayer  attain- 
ing the  age  of  65  and  spouse  attaining 
the  age  of  65  (so-called  old-age  ex- 
emptions). Section  25  (b)  (1)  <B)  pro- 
vides an  additional  exemption  of  $600 
for  the  taxpayer  if  he  has  attained  the 
age  of  65  before  the  close  of  his  taxable 
year.  An  additional  exemption  of  $600 
is  also  allowed  to  the  taxpayer  for  his 
spouse  if  a  separate  return  is  made  by 
the  taxpayer  and  if  the  spouse  has  at- 
tained the  age  of  65  before  the  close  of 
the  taxable  year  of  the  taxpayer  and, 
for  the  calendar  year  in  which  the  tax- 
able year  of  the  taxpayer  begins,  the 
spouse  has  no  gross  income  and  is  not 
the  dependent  of  another  taxpayer.  If 
a  husband  and  wife  make  a  joint  return, 
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an  old-age  exemption  of  $600  will  be  al- 
lowed as  to  each  taxpayer  spouse  who  has 
attained  the  age  of  65  before  the  close  of 
the  taxable  year  for  which  the  Joint  re- 
turn is  made.  The  exemptions  under 
section  25  (b)  (1)  (B I  are  in  addition  to 
the  exemptiofis  for  the  taxpayer  and 
spouse  under  section  25  (b)   (D  (A). 

In  determining  the  age  of  an  indi- 
vidual for  the  purposes  of  the  exemption 
for  old  age,  the  last  day  of  the  taxable 
year  of  the  taxpayer  is  the  controlling 
date.    Thus,  in  the  event  of  a  separate 
return  by  a  husband,  no  additional  ex- 
emption for  old  age  may  be  claimed  for 
his  spouse  unless  such  spouse  has  at- 
tained the  age  of  65  on  or  before  the 
close  of  the  taxable  year  of  the  husband. 
In  no  event  shall  the  additional  exemp- 
tion for  old  age  be  allowed  on  a  separate 
return  of  the  taxpayer  with  respect  to 
a  spouse  who  dies  before  attaining  the 
age  of  65  even  though  such  spouse  would 
have  attained  the  age  of  65  before  the 
close  of  the  taxable  year  of  the  taxpayer. 
For  the  purposes  of  the  old-age  exemp- 
tion, an  individual  attains  the  age  of  65 
on  the  first  moment  of  the  day  preceding 
his  sixty-fifth  birthday.   Accordingly,  an 
individual    whose    sixty-fifth    birthday 
falls  on  January  1  In  a  given  year  at- 
tains the  age  of  65  on  the  last  day  of  the 
calendar  year  immediately  preceding. 

(4)  Exemptions  for  the  blind.  Sec- 
tion 25  <b>  (1)  (C)  provides  an  addi- 
tional exemption  of  $600  for  the  tax- 
payer if  he  is  blind  at  the  close  of  his 
taxable  year.  An  additional  exemption 
is  also  allowed  to  the  taxpayer  for  his 
spouse  if  the  spouse  is  blind  and.  for  the 
calendar  year  In  which  the  taxable  year 
of  the  taxpayer  begins,  has  no  gross  In- 
come and  is  not  the  dependent  of  an- 
other taxpayer.  The  determination  of 
whether  the  spouse  is  blind  shall  be  made 
as  of  the  close  of  the  taxable  year  of 
the  taxpayer,  unless  the  spouse  dies  dur- 
ing such  taxable  year.  In  which  case 
such  determination  shall  be  made  as  of 
the  time  of  such  death. 

The  exemptions  for  the  blind,  appli- 
cable to  taxable  years  beginning  after 
December  31.  1947.  replace  the  special 
deduction  for  the  blind  provided  In  sec- 
tion 23  (y)  prior  to  its  repeal  by  the  Reve- 
nue Act  of  1948.    The  exemptions  are  in 
addition  to  the  exemptions  for  the  tax- 
payer and  spouse  under  section  25  (b) 
(1)   (A)  and  are  also  in  addition  to  the 
exemptions  under  section  25  (b)  (1)  (B) 
for  taxpayers  and  spouses  attaining  the 
age  of  65  years.   Thus,  a  single  individual 
who  has.  before  the  close  of  his  taxable 
year,  attained  the  age  of  65  years  and 
who  is  blind  at  the  close  of  his  taxable 
year  is  entitled,  in  addition  to  the  so- 
called  personal  exemption  of  $600,  to  two 
further  exemptions,  each  of  $600,  one  by 
reason  of  his  age  and  the  other  by  reason 
of  his  blindness.    If  a  husband  and  wife 
make  a  joint  return,  an  exemption  of 
$600  for  the  blind  will  be  allowed  as  to 
each  taxpayer  spouse  who  Is  blind  at  the 
close  of  the  taxable  year  for  which  the 
joint  return  is  made. 

A  taxpayer  claiming  an  exemption  al- 
lowed by  section  25  (b)  (1)  (C)  for  a 
blind  taxpayer  or  a  blind  spouse  shall. 
If  the  individual  for  whom  the  exemption 
is  claimed  is  not  totally  blind  as  of  the 
last  day  of  the  taxable  year  of  the  tax- 
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payer  (or  In  the  ca.se  of  a  spouse  who 
dies  during  such  taxable  year  as  of  the 
time  of  such  death),  attach  to  his  re- 
turn a  certificate  from  a  physician  skilled 
In  the  diseases  of  the  eye  or  a  registered 
optometrist  stating  that  as  of  the  appli- 
cable status  determination  date  In  the 
opinion  of  such  physician  or  optometrist 
(1)  the  central  visual  acuity  of  the  in- 
dividual for  whom  the  exemption  Is 
claimed  did  not  exceed  20  '200  in  the 
better  eye  with  correcting  lenses  or  (ii) 
such  individual's  visual  acuity  was  ac- 
companied by  a  limitation  in  the  fields  of 
vision  such  that  the  widest  diameter  of 
the  visual  field  subtends  an  angle  no 
greater  than  20  degrees.  If  such  individ- 
ual is  totally  blind  as  of  the  status  deter- 
mination date  there  shall  be  attached  to 
the  return  a  statement  by  the  person  or 
persons  making  the  return  setting  forth 
such  fact. 

(5)   Exemptions  for  dependents.     Sec- 
tion 25  (b)   (1)  (D)  allows  to  a  taxpayer 
an  exemption  of  $600  for  each  dependent 
whose   gross   income   for   the   calendar 
year  in  which  the  taxable  year  of  the 
taxpayer  begins  is  less  than  $500,  who 
receives    more    than    one-half    of    his 
support    from    the    taxpayer    for    such 
calendar  year  and  who  does  not  file  a 
joint  return  with  his  spouse.    For  the 
purposes  of  this  credit  a  dependent  is  a 
person  who  is  related  to  the  taxpayer 
within  one  of  the  following  relationships: 
child;   the  descendants  of  such  child; 
stepchild;  brother;  sister;  brother  or  sis- 
ter by  the  half  blood;  stepbrother  or  step- 
sister; parent;  the  ancestors  of  such  par- 
ent; stepfather  or  stepmother;  son  or 
daughter  of  the  taxpayer's  brother  or  sis- 
ter; brother  or  sister  of  the  taxpayer's 
father  or  mother;  son-in-law;  daughter- 
in-law;    father-in-law;    mother-in-law; 
brother-in-law;  or  sister-in-law.    In  the 
case  of  a  joint  return  it  is  not  necessary 
that  the  prescribed  relationship  exist  be- 
tween the  person  claimed  as  a  dependent 
and  the  spouse  who  furnishes  the  sup- 
port; it  is  sufficient  if  the  prescribed  rela- 
tionship  exists   with   respect  to  either 
spouse.    Thus,  a  husband  and  wife  mak- 
ing a  joint  return  may  claim  as  a  de- 
pendent a  daughter  of  the  wife's  brother 
(Wife's  niece)  even  though  the  husband 
Is  the  one  who  furnishes  the  chief  sup- 
port.   The  relatiohship  of  affinity  once 
existing  will  not  terminate  by  divorce  or 
the  death  of  a  spouse.    A  legally  adopted 
child  of  a  person  shall  be  considered  a 
child  of  such  person  by  blood.    A  citizen 
or  subject  of  a  foreign  country  may  not 
be  claimed  as  a  dependent,  unless  he  is 
a  resident  of  the  United  States,  Canada, 
or  Mexico  at  some  time  during  the  cal- 
endar year  in  which  the  taxable  year  of 
the  taxpayer  begins.    Whether  or  not 
over  half  of  a  person's  support,  for  the 
calendar  year  In  which  the  taxable  year 
of  the  taxpayer  begins,  was  received  from 
the  taxpayer  shall  be  determined  by  ref- 
erence to  the  amount  of  expense  incurred 
by  the  taxpayer  for  such  support.    A 
payment  to  a  wife  which  Is  includible 
under  section  22  (k)  or  section  171  in  the 
gross  income  of  such  wife  shall  not  be 
considered  a  payment  by  her  husband  for 
the  support  of  any  dependent. 

The  only  exemption  allowed  for  a  de- 
pendent of  the  taxpayer  is  that  provided 
by  section  25  (b)  (1)  (D).    The  exemp- 
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tions  provided  by  section  25  (b)  (1)  (B) 
(old-age  exemptions)  and  section  25  (b) 
(1)  (C)  (exemptions  for  the  blind)  are 
allowed  only  for  the  taxpayer  or  his 
spouse.  Thus,  if  a  taxpayer  provides  the 
entire  support  of  his  father,  who  meets 
all  the  requirements  of  a  dependent  un- 
der section  25  (b)  (3)  and  who  Is  over 
the  age  of  65  years,  the  taxpayer  is  en- 
titled only  to  the  one  exemption  under 
section  25  <b)  (1)  <D)  of  $600  for  his 
father  as  a  dependent,  and  is  not  en- 
titled to  any  additional  exemption  be- 
cause of  his  father's  age. 

(6)  Determination  of  husband  and 
wife  status.  For  the  purpose  of  deter- 
mining the  right  of  an  Individual  to  claim 
an  exemption  for  his  spouse  under  sec- 
tion 25  (b)  the  determination  of  whether 
such  Individual  Is  married  shall  be  made 
as  of  the  close  of  his  taxable  year,  unless 
his  spouse  dies  during  such  year,  in  which 
case  such  determination  shall  be  made 
as  of  the  time  of  such  death.  An  In- 
dividual legally  separated  from  his  spouse 
under  a  decree  of  divorce  or  of  separate 
maintenance  shall  not  be  considered  as 
married. 

Par.  17.  There  Is  Inserted  immediately 
preceding  §  29.51-1  the  following: 

Sec.  202.  Technical  amendments.  (Reve- 
nue Act  of  1948.  Title  II.) 

•  •  •  •  • 

(c)  Requirement  of  returns — (1)  Individ- 
ual returns.  Section  51  (a)  of  the  Internal 
Revenue  Code  (relating  to  the  requirement 
of  Individual  returns)  Is  hereby  amended  by 
striking  out  "$500"  and  Inserting  In  lieu 
thereof  "$600". 

•  •  •  •  • 
Sec.  203.  Taxable  tears  to  which  amend- 
ments   applicable.      (Revenue    Act    of    1948, 

Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31.'  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948,  see  section  601. 

Sec.  303.  Joint  returns  of  husband  and 
WIFE.     (Revenue  Act  of  1948.  Title  III.) 

Section  51  (b)  of  the  Internal  Revenue 
Code  (relating  to  Joint  returns)  U  hereby 
amended  to  read  as  follows: 

(b)  Husband  and  wife — ^l)  In  general.  A 
husband  and  wife  may  make  a  single  return 
Jointly.  Such  a  return  may  be  made  even 
though  one  of  the  spouses  has  neither  gross 
Income  nor  deductions.  If  a  Joint  return 
is  made  the  tax  shall  be  computed  on  the 
aggregate  Income  and  the  liability  with  re- 
spect to  the  tax  shall  be  Joint  and  several. 

(2)  Nonresident  alien.  No  Joint  return 
may  be  made  if  either  the  husband  or  wife 
at  any  time  during  the  taxable  year  Is  a  non- 
resident alien. 

(3)  Different  taxable  years.  No  Joint  re- 
turn shall  be  made  If  the  husband  and  wile 
have  different  taxable  years;  except  that  it 
such  taxable  years  begin  on  the  same  day 
and  end  on  different  days  because  of  the 
death  of  either  or  of  both,  then  the  Joint 
return  may  be  made  with  respect  to  the  tax- 
able year  of  each.  The  above  exception  shall 
not  apply  If  the  surviving  spouse  remarries 
before  the  close  of  his  taxable  year,  nor  il 
the  taxable  year  of  either  spouse  is  a  frac- 
tional part  of  a  year  under  section  47  (a). 

(4)  joint  return  after  death.  In  the  case 
of  the  death  of  one  spouse  or  both  spour^a 
the  Joint  return  with  respect  to  the  dece- 
dent may  be  made  only  by  his  executor  or 
administrator;  except  that  in  the  case  of  the 
death  of  one  spouse  the  Joint  return  may  be 
made  by  the  surviving  spou.se  with  respect 
to  both  himself  and  the  decedent  If  (A)  no 
return  for  the  taxable  year  has  been  made 
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by  the  decedent.  (B)  no  executor  or  admln- 
iBtrator  has  been  app)olnted,  and  (C)  no  ex- 
ecutor or  admlnUtrator  Is  appointed  before 
the  last  day  prescribed  by  law'^or  fUlng  the 
return  oX  the  surviving  sjiouse.  If  an  ex- 
ecutor or  administrator  of  the  decedent  Is 
appointed  after  the  making  of  the  Joint  re- 
turn by  the  surviving  spouse,  the  executor  or 
administrator  may  disaffirm  such  Joint  re- 
turn by  making,  within  one  year  after  the 
last  day  prescribed  by  law  for  filing  the  re- 
turn of  the  surviving  spouse,  a  separate  re- 
turn for  the  taxable  year  of  the  decedent 
with  respect  to  which  the  Joint  return  was 
made.  In  which  case  the  return  made  by  the 
survivor  shall  constitute  his  separate  return. 

(6)  Determination  of  status.  For  the  pur- 
poses of  this  section: 

(A)  The  status  as  husband  and  wife  of 
two  Individuals  having  taxable  years  begin- 
ning on  the  same  day  shall  be  determined: 

(I)  If  both  have  the  same  taxable  year— 
as  of  the  close  of  such  year;  and 

(II)  If  one  dies  before  the  close  of  the 
taxable  year  of  the  other — as  of  the  time  of 
such  death:  and 

(B>  An  Individual  who  Is  legally  separated 
from  his  spouse  under  a  decree  of  divorce  or 
of  separate  maintenance  shall  not  be  con- 
sidered as  married. 

(6)  Tax  in  case  of  joint  return.  For  de- 
termination of  combined  normal  tax  and 
surtax  under  section  11  and  section  12  (b) 
In  case  of  Joint  return  under  this  subsection, 
see  section  12  (d).  For  tax  In  case  of  Joint 
return  of  husband  and  wife  electing  to  pay 
the  tax  under  Supplement  T.  see  section  400. 

8«c.  306.  Taxabl*  tkaks  to  which  amend- 
ments APPLICABLE.  (Revenue  Act  of  1948, 
Title  III  ) 

The  amendments  made  by  sections  •  •  • 
303.  •  •  •  shall  be  applicable  with  re- 
spect to  taxable  years  beginning  after  De- 
cember 31.  1947.  The  amendment  made  by 
section  303  shall  also  be  applicable  to  taxable 
years  of  both  husband  and  wife  beginning 
on  the  same  day  in  1947  If  at  least  one  of 
such  taxable  years  ends  In  1948.  For  treat- 
ment of  taxable  years  beginning  In  1947  and 
ending  In  1948,  see  section  601. 

Par.  18.  Section  29.51-1.  as  amended 
by  Treasury  Decision  5600.  approved 
February  2.  1948.  is  further  amended  as 
follows: 

(A)  By  Inserting  before  the  period  in 
the  hea'ding  of  subparagraph  t3)  of  par- 
agraph (a)  the  following:  ",  and  before 
January  1,  1948". 

(B>  By  in.serting  in  subparagraph  <3) 
of  paragraph  (a)  after  "December  31, 
1945."  the  following:  "and  before  Jan- 
uary 1.  1948.". 

(C>  By  inserting  after  subparagraph 
(3>  of  paragraph  (a)  a  new  subpara- 
graph (4»  to  read  as  follows: 

(4)  Taxable  years  beginning  after  De- 
cember 31,  1947.  For  each  taxable  year 
beginning  after  December  31.  1947.  a  re- 
turn of  Income  shall  be  made  by  each 
citizen  of  the  United  States,  whether 
re.«iiding  at  home  or  abroad,  and  every 
Individual  residing  within  the  United 
States  though  not  a  citizen  thereof,  re- 
gardless of  family  or  marital  status,  if 
such  citizen  or  resident  has  for  such  tax- 
able year  a  gross  income  of  $600  or  more, 
or  a  gross  income  in  excess  of  the  credit 
allowed  by  section  25  (b)  prorated  as 
provided  in  section  47  (e>. 

(D>  By  ."Striking  out  paragraph  (b>  and 
Inserting  in  lieu  thereof  the  following : 

(b)  Joint  returns — H)  In  general.  For 
taxable  years  beginning  prior  to  January 
1.  1944.  a  husband  and  v.ife.  if  living  to- 
gether at  the  close  of  the  taxable  year, 
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may  elect  to  make  a  Joint  return  (see 
section  51    (b))    even  though  one  has 
no  gross  income.    For  taxable  years  be- 
ginning after  December  31.  1943.  a  hus- 
band and  wife  occupying  the  marital 
status  as  of  the  last  day  of  the  taxable 
year  may  elect  to  make  a  Joint  return 
even  though  one  of  the  spouses  has  no 
gross  income  or  deductions,  and  even 
though  the  spouses  are  not  living  to- 
gether at  any  time  during  the  taxable 
year.    However,  for  the  purpose  of  filing 
a  joint  return  for  taxable  years  with  re- 
spect to  which  the  amendments  made  to 
section   51    (b)    by  section   303   of  the 
Revenue  Act  of  1948  are  applicable  (tax- 
able years  beginning  after  December  31, 
1947.  and  taxable  years  of  both  husband 
and  wife  beginning  on  the  same  day  In 
1947   if   at   least   one   of   such   taxable 
years  ends  in  1948 >.  an  individual  legally 
separated  from  his  spouse  under  a  de- 
cree of  separate  maintenance  shall  not 
be  considered  as  married. 

A  joint  return  may  not  be  made  by 
a  husband  and  wife  for  a  taxable  year  if 
a  separate  return  has  been  filed  by  one 
of  the  spouses  and  the  time  for  filing 
the  return  of  such  spouse  has  expired. 
Similarly,  if  a  joint  return  Is  filed,  sepa- 
rate returns  may  not  be  made  by  the 
spouses  after  the  time  for  filing  the  re- 
turn of  either  has  expired.  See.  how- 
ever, subparagraph  <2)  of  this  paragraph 
for  the  right  of  an  executor  to  file  a 
late  separate  return  for  a  deceased 
spouse  and  thereby  disaffirm  a  timely 
joint  return  made  by  the  surviving 
spouse. 

If  a  joint  return  Is  made,  the  gross 
Income  and  adjusted  gross  income  of 
husband  and  wife  on  the  joint  return  are 
'computed  In  an  aggregate  amount  and 
the  deductions  allowed  and  the  net  In- 
come are  likewise  computed  on  an  aggre- 
gate basis.    Deductions  limited  to  a  per- 
centage of  the  adjusted  gross  income, 
such  as  the  deduction  for  charitable  con- 
tributions under  section  23  (o),  will  be 
allowed  with  reference  to  such  aggregate 
adjusted  gross  income.    Similarly,  in  the 
case  of  a  joint  return,  losses  of  husband 
and  wife  from  sales  or  exchanges  of 
capital  assets  are  combined  and  such 
combined  losses  are  allowed  under  sec- 
tion 117  <dJ    (2)   only  to  the  extent  of 
the  combined  gains  of  the  spouses  from 
such  sales  or  exchanges,  plus  the  net 
income    <or   adjusted    gross    Income    If 
tax  is  computed  under  Supplement  Ti 
or    $1,000    whichever    is   smaller.      The 
"net    income"    referred    to    in    section 
117  <d»  <2)  is  the  net  income  computed 
before  reduction  by  one-half  for  the  pur- 
poses of  income  splitting  under  section 
12  'd>  and  is  such  net  income  computed 
without  regard  to  gains  and  losses  from 
sales   or   exchanges   of   capital    assets. 
Although  there  are  two  taxpayers  on 
a  joint  return,  there  is  only  one  net  in- 
come.   The  tax  on  the  joint  return  shall 
be  computed  on  the  aggregate  Income 
and  the  liability  with  respect  to  the  tax 
shall  be  joint  and  several.    A  joint  re- 
turn may  not  be  made  if  either  the  hus- 
band or  wife  at  any  time  during  the 
taxable  year  Is  a  nonresident  alien.    For 
computation  of  tax  on  the  basis  of  the 
splitting  of  income  in  the  case  of  a  joint 
return  for  taxable  years  beginning  after 
December  31.  1947.  see  §29.12-4.     For 


tax  In  the  case  of  a  Joint  return  of  hus- 
band and  wife  electing  to  pay  the  tax 
under  Supplement  T,  see  S§  29.400-1  and 
29  401-1. 

A  Joint  return  of  a  husband  and  wife 
tif  not  made  by  an  agent )^hall  be  signed 
by  both  spouses.  An  oath  is  not  neces- 
sary, but  both  spouses  shall  verify  the 
return  as  provided  In  section  51.  If 
signed  by  one  spouse  as  agent  for  the 
other,  authorization  for  such  action  must 
accompany  the  return.  The  spouse  act- 
ing as  agent  for  the  other  shall,  with  the 
principal,  a.ssume  the  responsibility  for 
making  the  return  and  Incur  liability  for 
the  penalties  provided  for  erroneous, 
false,  or  fraudulent  returns.  See 
§  29.51-2. 

(2)  Joint  return  after  death.    Since  In 
general  a  joint  return  may  not  be  made 
if  husband  and  wife  have  different  tax- 
able years,  and  since  the  taxable  year  of 
an  individual  closes  as  of  the  date  of  his 
death    (see   J  29.47-1).   no  joint   return 
may  be  made  for  any  taxable  year,  except 
as  provided  by  section  51  <b> ,  as  amended 
by  the  Revenue  Act  of  1948.  in  the  case  of 
the  death  of  one  or  both  spouses  prior  to 
the  last  day  of  such  taxable  year.    Sec- 
tion 51  <b).  as  amended  by  the  Revenue 
Act  of  1948,  provides  with  respect  to  tax- 
able years  of  spouses  beginning  after  De- 
cember 31,   1947   (and  with  respect  to 
taxable  years  of  spouses  beginning  on  the 
same  day  in  1947  if  at  least  one  of  such 
taxable  years  ends  In  1948),  that  a  joint 
return  may  be  made  for  the  survivor  and 
the  deceased  spouse  or  for  both  deceased 
spouses    if   the   taxable   years    of   such 
spouses  begin  on  the  same  day  and  end 
on  different  days  only  because  of  the 
death  of  either  or  both.    Thus,  if  a  hus- 
band and  wife  make  their  returns  on  a 
calendar  year  basis,  and  the  wife  dies  on 
August  1,  1948,  a  joint  return  may  be 
made  with  respect  to  the  calendar  year 
1948  of  the  husband  and  the  taxable  year 
of  the  wife  beginning  on  January  1,  1948. 
and  ending  with  her  death  on  August  1. 
1948.   Similarly,  if  husband  and  wife  both 
make  their  returns  on  the  basis  of  a  fiscal 
year  beginning  on  July  1  and  the  wife  dies 
on  October  1,  1947,  a  joint  return  may  be 
made  with  respect  to  the  fiscal  year  of  the 
husband  beginning  on  July  1,  1947,  and 
ending  on  June  30. 1948.  and  with  respect 
to  the  taxable  year  of  the  wife  beginning 
on  July  1.  1947.  and  ending  with  her 
death  on  October  1,  1947.     For  the  pur- 
poses of  this  subparagraph  the  status  of 
two  Individuals  as  husband  and  wife,  if 
one  dies  prior  to  the  close  of  the  taxable 
year  of  the  other,  shall  be  determined  as 
of  the  time  of  such  death. 

The  provision  allowing  a  Joint  return 
to  be  made  for  the  taxable  year  in  which 
the  death  of  either  or  both  spouses  oc- 
curs Is  subject  to  two  exceptions.  The 
first  exception  Is  that  if  the  surviving 
.spouse  remarries  before  the  close  of  his 
taxable  year,  he  may  not  make  a  joint 
return  with  the  first  .spouse  who  died  dur- 
ing the  taxable  year.  In  such  a  case, 
however,  the  surviving  spouse  may  make 
a  joint  return  with  his  new  spouse  pro- 
vided that  the  other  requirements  of  sec- 
tion 51  <b)  are  met.  The  second  excep- 
tion Is  that  the  surviving  spouse  may  not 
make  a  joint  return  with  the  deceased 
spouse  if  the  taxable  year  of  either  spou<:e 
is  a  fractional  part  of  a  year  under  sec- 
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tion  47  (a)  resulting  from  a  change  of 
accounting  period.  For  example,  if  a 
husband  and  wife  make  their  returns  on 
the  calendar  year  basis  and  the  wife  dies 
on  March  1,  1948,  and  thereafter  the 
husband  receives  permission  to  change 
his  accounting  period  to  a  fiscal  year  be- 
ginning July  1.  1948.  no  joint  return  may 
be  made  for  the  short  taxable  year  end- 
ing June  30.  1948.  Similarly,  if  a  hus- 
band and  wife  who  make  their  returns 
on  a  calendar  year  basis  receive  permis- 
sion to  change  to  a  fiscal  year  beginning 
July  1.  1948.  and  the  wife  dies  on  June  1, 
1948,  no  joint  return  may  be  made  for 
the  short  taxable  year  ending  June  30, 
1948. . 

Section  51  (b)  (4),  as  added  by  the 
Revenue  Act  of  1948.  provides  for  the 
method  of  making  a  Joint  return  in  the 
case  of  the  death  of  one  spouse  or  both 
spouses  where  the  return  is  for  taxable 
years  beginning  on  the  same  day  after 
December  31,  1947.  or  for  the  taxable 
years  beginning  on  the  same  day  in  1947 
If  at  least  one  of  such  taxable  years  ends 
in  1948.  The  general  rule  is  that.  In  the 
case  of  the  death  of  one  spouse,  or  of 
both  spouses,  the  Joint  return  with  re- 
spect to  the  decedent  may  be  made  only 
by  his  executor  or  administrator.  By  the 
term  executor  or  administrator  is  meant 
the  person  who  Is  actually  appointed  to 
such  office  and  not  merely  a  person  who 
may  be  in  charge  of  the  property  of  the 
decedent.  An  exception  is  made  from 
this  general  rule  whereby,  in  the  case 
of  the  death  of  one  spouse,  the  joint 
return  may  be  made  by  the  surviving 
spouse  with  respect  to  both  him  and  the 
decedent  If  all  the  following  conditions 
exist : 

(i)  No  return  has  been  made  by  the 
decedent  for  the  taxable  year  in  respect 
to  which  the  Joint  return  is  made. 

(11)  No  executor  or  administrator  has 
been  appointed  at  or  before  the  time  of 
making  such  joint  return. 

(iii)  No  executor  or  administrator  Is 
appointed  before  the  last  day  prescribed 
by  law  for  filing  the  return  of  the  sur- 
viving sfwuse. 

These  conditions  are  to  be  applied  with 
respect  to  the  return  for  each  of  the  tax- 
able years  of  the  decedent  for  which  a 
Joint  return  may  be  made  if  more  than 
one  such  taxable  year  is  involved.  Thus, 
in  the  case  of  husband  and  wife  on  the 
calendar  year  basis,  if  the  wife  dies  in 
February  1949,  a  joint  return  for  the  hus- 
band and  wife  for  1948  may  be  made  if 
the  conditions  set  forth  above  are  satis- 
fied with  respect  to  such  return.  A  joint 
return  may  also  be  made  by  the  survivor 
for  both  himself  and  the  deceased  spouse 
for  the  calendar  year  1949  if  it  Is  sepa- 
rately determined  that  the  conditions  set 
forth  above  are  satisfied  with  respect  to 
the  return  for  such  year.  If,  however, 
the  deceased  spouse  should,  prior  to  her 
death,  make  a  return  for  1948.  the  surviv- 
ing spouse  may  not  thereafter  make  a 
Joint  return  for  himself  and  the  deceased 
spouse  for  1948. 

If  an  executor  or  administrator  is  ap- 
pointed at  or  before  the  time  of  making 
the  joint  return  or  before  the  last  day 
prescribed  by  law  for  filing  the  return  of 
the  surviving  spouse,  the  surviving  spouse 
cannot  make  a  Joint  return  for  himself 
No.  36 2 
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and  the  deceased  spouse  whether  or  not 
a  separate  return  for  the  deceased  spouse 
Is  made  by  such  executor  or  administra- 
tor.    In  such  a  case,  any  retlirn  made 
solely  by  the  surviving  spouse  shall  be 
treated  as  his  separate  return.    The  joint 
return,  if  one  Is  to  be  made,  must  be  made 
by  both  the  surviving  spouse  and  the 
executor   or    administrator.     In    deter- 
mining whether  an  executor  or  adminis- 
trator is  appointed  before  the  last  day 
prescribed  by  law  for  filing  the  return  of 
the   surviving   spouse,   an   extension   of 
time  for  making  the  return  Is  Included. 
If  the  surviving  spouse  makes  the  joint 
return  provided  for  above,  and  thereafter 
an  executor  or  administrator  of  the  de- 
cedent is  appointed,  the  executor  or  ad- 
ministrator may  disaffirm  such  joint  re- 
turn.   This  disaffirmance,  In  order  to  be 
effective,  must  be  made  within  one  year 
after  the  last  day  prescribed  by  law  for 
filing  the  return  of  the  surviving  spouse 
(including  any  extension  of  time  for  fil- 
ing such  return)  and  must  be  made  In 
the  form  of  a  separate  return  for  the  tax- 
able year  of  the  decedent  with  respect 
to  which  the  joint  return  was  made.    In 
the  event  of  such  proper  disaffirmance 
the  return  made  by  the  survivor  shall 
constitute  his  separate  return,  that  Is, 
the  joint  return  made  by  him  shall  be 
treated  as  his  return  and  the  tax  thereon 
shall  be  computed  by  excluding  all  items 
properly  Includible  In  the  return  of  the 
deceased  spouse.     The  separate  return 
made  by  the  executor  or  administrator 
shall  constitute  the  return  of  the  de- 
ceased spouse  for  the  taxable  year. 

The  time  allowed  the  executor  or  ad- 
ministrator to  disaffirm  the  joint  return 
by  the  making  of  a  separate  return  does 
not  establish  a  new  due  date  for  the  re- 
turn of  the  deceased  spouse.  Accord- 
ingly, the  provisions  of  sections  291  and 
294.  relating  to  delinquent  returns  and 
delinquency  in  payment  of  tax,  are  ap- 
plicable to  such  return  made  by  the  ex- 
ecutor In  disaffirmance  of  the  Joint  re- 
turn. 

Par.  19.  Section  29.51-3,  as  amended 
by  Treasury  Decision  5425,  Is  further 
amended  as  follows: 

(A)  By  Inserting  before  the  period  in 
the  heading  of  paragraph  (b)  the  fol- 
lowing: ",  and  before  January  1.  1948". 

(B)  By  Inserting  In  paragraph  (b) 
after  "December  31,  1943."  the  follow- 
ing: "and  before  January  1,  1948.". 

(C)  By  Inserting  after  paragraph  (b> 
a  new  paragraph  (c)  to  read  as  follows: 

(c)  Taxable  years  beginning  after 
December  31,  1947.  For  taxable  years 
beginning  after  December  31,  1947,  an 
Individual,  although  a  minor,  who  is 
single,  Is  required  to  render  a  return  of 
Income  If  he  has  gross  Income  (Includ- 
ing compensation  for  personal  services 
Includible  In  his  gross  income  under  sec- 
tion 22  (m)  (1) )  of  $600  or  over  for  the 
taxable  year  regardless  of  the  amount  of 
his  net  Income.  If  the  aggregate  of  the 
gross  income  of  such  a  minor  from  any 
property  which  he  possesses  and  from 
any  funds  held  In  trust  for  him  by  a 
trustee  or  guardian  and  from  his  earn- 
ings is  at  least  $600,  regardless  of  the 
amount  of  his  net  Income,  a  return,  as 
in  the  case  of  any  other  individual,  must 
be  made  by  him  or  for  him  by  ills  guard- 
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Ian  or  other  person  charged  with  the 
care  of  his  person  or  property.  See 
§  29.142-2.  If  he  is  married,  see  §  29.51-1. 

Par.  20.  There  is  Inserted  immediately 
preceding  §29.58-1  the  following: 

Sbc.  202.  Technical  amendments.  (Reve- 
nue Act  of  1948.  Title  II.) 

(a)  Declaration  of  estimated  tax.  Section 
58  (a)  of  the  Internal  Revenue  Code  (relat- 
ing to  requirement  of  declaration  of  estimated 
tax)   Is  hereby  amended  to  read  as  follows: 

(a)  Requirement  of  declaration.  Every 
Individual  (other  than  an  estate  or  trust 
and  other  than  a  nonresident  alien  with 
respect  to  whose  wages,  as  defined  In  sec- 
tion 1621  (a),  withholding  under  Subchapter 
D  of  Chapter  9  Is  not  made  applicable)  shall, 
at  the  time  prescribed  In  subsection  (d), 
make  a  declaration  of  his  estimated  tax  for 
the  taxable  year  If: 

(1)  His  gross  Income  from  wages  (as  de- 
fined In  section  1621)  can  reasonably  be 
expected  to  exceed  the  sum  of  M.SOO  plus 
$600  with  respect  to  each  exemption  pro- 
vided In  section  25  (b);  or 

(2)  His  gross  Income  from  sources  other 
than  wages  (as  defined  In  section  1621)  can 
reasonably  be  expected  to  exceed  $100  for  the 
taxable  year  and  his  gross  Income  to  be 
$600  or  more. 

•  •  •  •  • 

Sec.  203.  Taxable  tears  to  which  amend- 
ments applicable.  (Revenue  Act  of  1948, 
Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31,  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948,  see  section  601. 

P.fR.  21.  Section  29.58-2.  as  amended  by 
Treasury     Decision     5517.     is     further, 
amended  as  follows: 

(A)  By  striking  out  the  headings 
"Declarations  of  estimated  tax — taxable 
years  beginning  after  December  31, 
1944— i&)  General."  and  Inserting  In 
lieu  thereof  the  following:  'Declarations 
of  estimated  tax— (a>  Taxable  years  be- 
ginning after  December  31, 1944,  and  be- 
fore January  1,  1948— (1)  General." 

(B)  By  Inserting  after  "December  31, 
1944."  in  the  first  sentence  thereof  "and 
before  January  1.  1948.". 

(C)  By  striking  out  the  designations 
(1).  (2)  and  (3)  where  first  appearing  in 
the  first  sentence  and  inserting  in  lieu 
thereof  d).  (ID  and  (ill). 

(D)  By  striking  out  the  designations 
(1)  and  (2)  where  last  appearing  In  the 
first  sentence  and  Inserting  in  lieu 
thereof  <a)  and  (b) . 

(E)  By  striking  out  the  designation 
"(b)"  preceding  the  heading  "Short  tax- 
able years."  and  Inserting  in  lieu  thereof 
*;(2)''. 

(F)  By  adding  at  the  end  of  such  sec- 
tion the  following  paragraph: 

(b)  Taxable  years  beginning  after  De- 
cember 31,  1947— (1)  General.  A  dec- 
laration of  estimated  tax  shall,  for  tax- 
able years  beginning  after  December  31. 
1947.  be  made  by  «)  every  citizen  of  the 
United  States,  whether  residing  at  home 
or  abroad,  (ID  every  individual  residing 
in  the  United  States  though  not  a  citizen 
thereof,  and  (III)  every  nonresident  alien 
who  Is  a  resident  of  Canada  or  Mexico 
and  who  has  wages  subject  to  withhold- 
ing at  the  source  under  section  1622.  If 
such  citizen  or  resident  or  alien  can  rea- 
sonably be  expected  to  have  for  such  tax- 
able year: 
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(a)  Gross  Income  from  wajres  subject 
to  withholding  under  section  1622  In  ex- 
cess of  the  sum  of  $4,500  plus  $600  for 
each  exemption  allowable  as  a  credit  un- 
der section  25  (b);  or 

(b)  Gross  income  of  more  than  $100 
from  sources  other  than  wages  subject 
to  withholding  under  section  1622  and 
total  gross  income  of  $600  or  more. 

In  the  case  of  a  husband  and  wife, 
whether  or  not  they  are  living  together, 
a  Joint  declaration  of  estimated  tax  may 
be  made  if  the  gross  Income  of  either 
spouse  meets  the  requirements  of  section 
58  (a).  If  the  gross  Income  of  each 
spouse  meets  the  requirements  of  section 
58  (a),  either  a  Joint  declaration  must  be 
made  or  a  separate  declaration  must  be 
made  by  each.  For  the  purpose  of  de- 
termining whether  a  declaration  of  esti- 
mated tax  Is  required  under  the  provi- 
•sions  of  section  58  (a),  a  married  person 
may  not  take  into  account  the  exemp- 
tion of  his  spouse.  If  hlis  spouse  has,  or  Is 
reasonably  expected  to  have,  gross  in- 
come. 

In  estimating  his  gross  income  for  the 
taxable  year  a  parent  should  not  take 
into  account  the  income  of  his  minor 
child.  Such  income  is  not  includible  in 
the  gross  income  of  the  parent.  See  sec- 
tion 22  (m). 

A  nonresident  alien  who  is  a  resident 
of  Canada  or  Mexico,  who  enters  into  and 
leaves   the  United   States   at   frequent 
Intervals,  and  who  has  wages  subject  to 
withholding  under  the  provisions  of  sec- 
tion 1622  is  required  to  file  a  declaration 
of  estimated  tax  if  his  gross  income  meets 
the  requirements  of  section  58  (a).     In 
the  csise  of  a  nonresident  alien  gross  In- 
come  means   only   gross   income   from 
sources  within  the  United  States.     < Sec- 
tion 212  (a).)     As  to  what  constitutes 
gross  income  from  sources  within  the 
United  States,  see  section  119  and  the 
regulations  thereunder.    Thus,  for  ex- 
ample, a  nonresident  alien  over  the  age 
of  65  years,  living  in  Mexico  with  his 
wife  and  one  dependent  child  through- 
out 1948.  makes  his  return  on  a  calendar 
year  basis.    His  wife  and  child  are  also 
nonresident  aliens.     He  is  employed  as 
an  executive  in  El  Paso,  Texas,   at  a 
salary  of  $8,000  per  annum  and  enters 
and  leaves  the  United  States  at  frequent 
Intervals  in  pursuit  of  such  emplo>Tnent. 
Neither  husband  nor  wife  has  any  rea- 
sonable expectation  of  any  other  income 
from  United  States  sources.    Since  his 
wages  derived  from  sources  within  the 
United  States  in  1948  can  reasonably  be 
expected  to  amount  to  more  than  $^- 
500  plus  $2,400  (the  aggregate  of  4  exemp- 
tions, including  one  exemption  for  old 
age),  or  $6,900,  a  declaration  of  esti- 
mated tax  must  be  filed  for  such  resident 
of  Mexico  for  1948. 

An  estate  or  trust,  though  generally 
taxed  as  an  individual,  is  nol  within  the 
scope  of  the  system  of  current  payment 
of  the  tax.  and  hence  is  not  required  to 
file  a  declaration. 

The  application  of  these  provisions 
may  be  illustrated  by  the  following 
examples: 

Example  (1).  H.  a  taxpayer  making  his 
return  on  the  calendar  year  basis.  Is  married 
and  has  two  dependent  children.  Neither 
his  wife  nor  children  have  any  source  of  In- 
come.    Ha  wife  has  been  blind  for  several 
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years  and  It  Is  reasonable  to  assume  that  she 
win  not  regain  her  sight  In  1948.  H's  salary 
from  January  1.  to  June  30,  1948,  Is  at  the 
annual  rate  of  $7,000.  However,  effective  July 
1.  1»48.  his  annual  salary  Is  Increased  to 
♦0.000  and  vuider  the  facts  then  exUtlng  It 
Is  reasonable  to  assume  that  his  salary  for 
the  remaining  portion  of  1948  wUl  remain 
unchanged  and  that  his  total  salary  for  the 
year  will,  therefore,  be  $8,000.  Since  such 
amount  Is  In  excess  of  $4,500  plus  $3,000  (the 
aggregate  of  6  exemptions.  Including  the  two 
exemptions  for  the  blind  spouse),  or  $7,600. 
H  la  required  to  file  a  declaration  of  esti- 
mated tax  for  1948.  As  to  when  such  dec- 
laration Is  required  to  be  filed,  see  I  29.58-7 
(b). 

Example  (2).  P,  a  professional  man  en- 
gaged In  the  practice  of  his  profession  on 
hla  own  account,  has  gross  income  of  $400 
from  such  profession  for  the  two  months  of 
January  and  February  1948.  It  .can  reason- 
ably be  expected  that  he  will  have  no  Income 
during  1948  from  any  other  source.  Since  P 
has  gross  Income  which  can  for  1948  reason- 
ably be  expected  to  exceed  $600  and  such 
Income  does  not  constitute  wages  subject  to 
withholding,  he  la  required  to  file  a  declara- 
tion of  estimated  tax  regardless  of  his  marital 
status  and  regardless  of  the  number  of 
exemptions  to  which  he  may  be  entitled  for 
that  year. 

Example  (3).  S  has  been  regularly  em- 
ployed for  many  years  prior  to  January  1. 
1948,  at  which  date  his  weekly  wage  U  $50.  S 
also  owns  stock  in  a  corporation  from  which 
he  has  derived  regularly  for  many  years  prior 
to  1948  annual  dividends  ranging  from  $120 
to  $160.  In  view  of  the  fact  that  for  1948  8 
can  reasonably  be  expected  to  receive  gross 
Income  of  $600  or  more,  which  Includes  more 
than  $100  of  Income  from  sources  other  than 
wages  as  defined  In  section  1621  (a),  he  Is 
required  to  make  a  declaration  of  estimated 
tax  for  such  year  regardless  of  his  marital 
status  or  the  number  of  exemptions  to  which 
he  may  be  entitled. 

Example  (4).    T,  a  married  taxpayer,  who 
makes  his  return  on  the  calendar  year  basis. 
Is  employed  at  the  beginning  of  1948  at  an 
annual  salary  of  $7,500.  which,  on  the  basis 
of  facts  then  existing,  will.  It  Is  expected,  not 
undergo  any  change  throughout  1948.    His 
wife  owns  stock  upon  which  dividends  rang- 
ing from  $75  to  $100  have  been  paid  regu- 
larly during  years  prior  to  1948.     T  has  two 
dependent   children,  one   of  whom   has   no 
source  of   Income  In   1948;    the  other  child, 
however.  Is  employed  on  a  part-time  basis 
and  may  reasonably  be  expected  to  receive 
compensation  of  $600  in  1948.     T  also  con- 
tributes the   major  portion   of  the  support 
of  his  mother  whose  only  source  of  Income  Is 
approximately  $100  per  year  from   a   trust 
fund.    Under  these  facts  for  the  purpose  of 
determining  whether  he  Is  required  to  file  a 
declaration.  T  may  take  Into  account  only 
three  exemptions,  one  for  himself,  one  for 
his  mother,  and  one  for  the  child  expected 
to  receive  less  than  $500  gross  Income  In  1948. 
Since  his  expected  salary  of  $7,500  exceeds  the 
sum  of  $4,600  plHS  $1,800  (3  exemptions),  or 
$6,300,  T  Is  required  to  file  a  declaration  of 
estimated   tax   for   1948.     In   computing   his 
estimated  tax  on  a  separate  declaration,  T 
may  not  take  into  account  any  exemption 
for  his  wife  since  she  Is  reasonably  expected 
to  have  gross  Income  In  1948.     If.  however,  a 
Joint    declaration    Is   made    and    the    tax    Is 
estimated  on  the  basis  of  the  aggregate  net 
Income,  account  may  be  taken  of  an  exemp- 
tion for  the  wife. 

(2)  Short  taxable  years.  For  the  pur- 
pose of  determining  whether  the  antici- 
pated Income  for  a  short  taxable  year 
necessitates  the  filing  of  a  declaration, 
such  income  shall  be  placed  on  an  an- 
nual basis  in  the  manner  prescribed  In 
section  47  (c)  (1>.  Thus,  for  example, 
a  taxpayer  who  changes  from  a  calendar 


year  basis  to  a  fiscal  year  basis  begin- 
ning July  1,  1948,  will  have  a  short  tax- 
able year  beginning  January  1,  1948,  and 
ending  June  30,  1948.  If  his  anticipated 
gross  income  for  such  short  taxable  year 
consists  solely  of  wages  (as  defined  in 
section  1621  (a) )  in  the  amount  of  $3,000. 
his  total  gross  Income  and  his  gross 
Income  from  such  wages  for  the  purpose 
of  determining  whether  a  declaration 
Is  required  is  $6,000,  the  amount  obtained 
by  placing  anticipated  income  of  $3,000 
upon  an  annual  basis.  Hence,  assum- 
ing such  taxpayer  is  single  and  has  no 
dependents,  he  Is  required  to  file  a  dec- 
laration of  estimated  tax  for  the  short 
taxable  year  since  his  anticipated  gross 
Income  from  wages  when  placed  upon 
an  annual  basis  is  in  excess  of  $5,100 
($4,500  plus  $600). 

Par.  21 'a.  Section  29  58-3,  as  amended 
by  Treasury  Decision  5419,  approved  No- 
vember 25.  1944,  is  further  amended  as 
follows : 

(A)  By  striking  from  the  second  sen- 
tence of  the  third  paragraph  of  (a)  the 
words  "living  together". 

(B)  By  adding  immedlatel3rafter  such 
second  sentence  the  following  paren- 
thetical sentence:  "(See.  however.  §  29.23 
(aa)-l  (c)  for  exceptions  where  spouses 
are  legally  separated  or  are  not  living 
together.)" 

Par.  22.  Section  29  58-4.  as  amended 
by  Treasury  Decision  5419,  is  further 
amended  by  adding  at  the  end  of  the 
first  paragraph  thereof  the  following 
sentences:  "However.  If  It  is  reasonable 
for  a  surviving  spouse  to  assume  that 
there  will  be  filed  a  Joint  return  for  him- 
self and  the  deceased  spouse  for  taxable 
yeafs  which  Include  the  last  taxable  year 
of  the  deceased  spouse,  he  may,  in  mak- 
ing a  separate  declaration  for  his  tax- 
able year  which  includes  the  period  com- 
prising such  last  taxable  year  of  his 
spouse,  estimate  net  Income  on^an  ag- 
gregate basis  and  compute  his  estimated 
tax  in  the  same  manner  as  though  a 
joint  declaration  had  been  filed.  For 
computation  of  tax  in  case  of  a  joint  re- 
turn for  taxable  years  to  which  splitting 
of  Income  is  applicable,  see  §  29.12-4." 

Par.  23.  Section  29.58-7,  as  added  by 
Treasury  Decision  5419,  is  amended  by 
striking  out  the  third  sentence  of  para- 
graph (f)  and  inserting  in  lieu  thereof 
the  following:  "An  amended  declaration 
may  also  be  made  ba.sed  upon  a  change 
in  the  number  of  exemptions  (or.  for  tax- 
able years  beginning  before  January  1, 
1946,  a  change  In  the  number  of  surtax 
exemptions)  to  which  the  taxpayer  may 
be  entitled  for  the  then  current  taxable 
year.  An  amended  declaration  may  be 
filed  Jointly  by  husband  and  wif?  even 
though  separate  declarations  have  pre- 
viously been  filed.'' 

Par.  24.  There  is  inserted  immediately 
preceding  §  29.108-1  the  following: 

Skc.  601.  Fiscal  teae  lAXPATkES.  (Revenue 
Act  of  1948,  Title  VI.) 

Section  108  of  the  Internal  Revenue  Code 
Is  hereby  amended  by  striking  out  "(d) "'  at 
the  beginning  of  subsection  (d)  and  Insert- 
ing In  lieu  thereof  "(e)",  and  by  Inserting 
after  subsection  (c)  the  following: 

(d)  Taxable  years  of  individuals  beginning 
in  1947  and  ending  in  1948.  In  the  case  of  a 
taxable  year  of  an  Individual  beginning  In 
1947  and  ending  In  1948.  the  tax  imposed  by 


Thursday,  February  24,  1949 


sections  11.  12.  and  400  shall  be  an  amount 
equal  to  the  sum  of: 

(1)  That  portion  of  a  tax,  computed  as  If 
the  law  applicable  to  taxable  years  beginning 
on  January  1.  1947.  were  applicable  to  such 
taxable  years,  which  the  number  of  days  in 
such  taxable  year  prior  to  January  1,  1948. 
bears  to  the  total  number  of  days  In  such 
taxable  year,  plus  .  ^        ., 

(2)  That  portion  of  a  tax.  computed  as  If 
the  law  applicable  to  taxable  years  beginning 
on  January  1,  1948.  were  applicable  to  such 
taxable  year,  which  the  number  of  days  In 
■uch  taxable  year  after  December  31,  1947, 
bears  to  the  total  number  of  days  In  such 
taxable  year. 

Par.  25.  There  Is  added  immediately 
after  §  29.108-2  the  following  section: 

§  29.108-3  Computation  of  tax  of  in- 
dwiduals  for  taxable  years  beginning  in 
1947  and  ending  in  1948.  For  a  taxable 
year  beginning  In  1947  and  ending  in 
1948.  the  normal  tax.  surtax,  and  optional 
tax  imposed  by  sections  11,  12,  and  400 
upon  taxpayers  other  than  corporations 
shall  be  computed  under  section  108  (d) , 
as  amended  by  the  Revenue  Act  of  1948, 
as  follows : 

(a)  That  portion  of  a  tentative  tax 
computed  under  the  law  applicable  to 
taxable  years  beginning  on  January  1. 

1947,  which  the  number  of  days  prior  to 
January  1,  1948,  In  the  taxable  year  of 
the  taxpayer  bears  to  the  total  number 
of  days  In  such  taxable  year  and 

(b)  That  portion  of  a  tentative  tax 
computed  under  the  law  applicable  to 
taxable  years  beginning  on  January  1. 

1948.  which  the  number  of  days  after 
December  31.  1947.  in  the  taxable  year 
of  the  taxpayer  bears  to  the  total  num- 
ber of  days  in  such  taxable  year. 

The  provisions  of  section  108  (d)  apply 
to  estates,  trusts,  and  nonresident  alien 
Individuals  whose  tax  is  computed  under 
sections  11  and  12. 

The  provisions  of  section  108  (d>  apply 
to  a  taxable  year  beginning  in  1947  and 
ending  in  1948,  whether  or  not  such  tax- 
able year  Is  one  of  less  than  12  months. 
In  the  case  of  a  taxpayer  who  is  subject 
to  the  provisions  of  section  108  (d)  and 
who  because  of  a  change  in  accounting 
period  has  a  taxable  year  of  less  than  12 
months,  the  net  Income  shall  be  placed 
on  an  annual  basis  under  the  provisions 
of  section  47  (c)   (1)  for  the  purpose  of 
both  tentative  tax  computation  under 
section  108   (d).  or  shall  be  computed 
under  the  exception  in  section  47  <c)  (2) 
for  the  purpose  of  both  such  tentative 
tax    computations.     Regardless    of    the 
method   adopted,   the   amounts   of   the 
tentative  normal  tax  and  surtax  so  com- 
puted upon  the  basis  of  12  months'  In- 
come shall  be  properly  reduced  under 
section  47  (c  •  In  order  to  determine  the 
tentative  taxes  under  section  108   (d). 
However,  In  the  case  of  a  taxpayer  who  is 
subject  to  the  provisions  of  section  108 
(d)  and  who  because  of  any  reason  other 
than  a  change  In  accounting  period  has 
a  taxable  year  of  lessthan  12  months,  the 
net  Income  shall  not  be  placed  on  an 
annual  ba.sis  under  section  47  (O  (1)  and 
shall  not  be  computed  under  the  excep- 
tion In  section  47  (c)  (2). 

In  any  case  in  which  a  taxpayer  sub- 
ject to  the  provisions  of  section  108  (d) 
has  an  excess  of  net  long-term  capital 
gains  over  net  short-term  capital  losses, 
the  alternative  tax  under  section  117  (c) 
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shall  be  an  amount  equal  to  the  sum  of 
the  proper  portions  of  the  tentative  taxes 
determined  under  section  108  (d).  by 
computing  each  such  tentative  tax  pur- 
suant to  the  alternative  tax  computation 
provided  in  section  117  (c).  regardless 
of  whether  either  tentative  tax  so  com- 
puted on  the  alternative  basis  is  larger 
or  smaller  than  the  tentative  tax  com- 
puted without  regard  to  section  117  (c). 

In  the  case  of  a  Joint  return  of  husband 
and  wife  for  taxable  years  beginning  on 
the  same  day  in  1947  and  ending  on  dif- 
ferent days  because  of  the  death  of  either 
spouse  or  both  spouses  (where  at  least 
one  of  such  taxable  years  ends  In  1948), 
the  number  of  days  to  be  taken  into  ac- 
count for  the  purpose  of  computing  the 
portions  of  the  tax  under  section  108 
(d)  (1)  and  (2)  shall  be  the  number  of 
days  prior  to  January  1.  1948.  in  the 
taxable  year  of  the  surviving  spouse,  the 
number  of  days  after  December  31.  1947. 
in  the  taxable  year  of  the  surviving 
spouse  and  the  total  number  of  days  in 
the  tameable  year  of  the  surviving  spouse. 

Par  26  There  Is  Inserted  immediately 
preceding  §29.113  (a)  (5)-l  the  fol- 
lowing : 


Sec    366.  Basis  of  surviving  spouses  in- 
terest   IN    COMMUNITY     PROPERTY.       (RCVeUUe 

Act  of  1948,  Title  III.) 

(a)    Section   113    (a)    (5)    of  the  Internal 
Revenue  Code  (relating  to  basis  of  property 
transmitted  at  <Jeath)  Is  hereby  amended  by 
adding    at    the   end   thereof   the    following 
new  sentences:    "For   the   purposes   of   this 
paragraph   the   surviving   spouse's   one-half 
share  of  community  property  held  by  the 
decedent  and  the  surviving  spouse  under  the 
community  property  laws  of  any  State.  Ter- 
ritory or  possession  of  the  United  States  or 
any  foreign  country  shall  be  considered  to 
be  property  'acquired  by  bequest,  devise,  or 
Inheritance'  from  the  d«cedent.  If  the  death 
of  the  decedent  was  after  December  31.  1947, 
and  If  at  least  one-half  of  the  whole  of  the 
community   Interest   In   such   property   was 
Includible  In  determining  the  value  of  the 
decedent's   gross   estate   under   section   811. 
In  the  case  of  property  held  by  a  decedent 
and   his  surviving   spouse   under  the   com- 
munity property  laws  of  any  State,  Territory, 
or  possession  of  the  United  States  or  any 
foreign   country,   if  the   value   of   any   part 
of  the  surviving  spouse's  one-half  share  of 
such  property  was  Included  In  determining 
the  value  of  the  gross  estate  of  the  decedent 
and  a  tax  under  chapter  3  was  payable  upon 
the  transfer  of  the  net  estate  of  the  decedent, 
then  for  the  purposes  of  this  paragraph  such 
part  of  such  one-half  share  of  the  surviving 
spouse   shall   be   considered   to  be   property 
'acquired  by  bequest,  devise,  or  Inheritance' 
from  the  decedent.  If  the  death  of  the  de- 
cedent was  after  the  date  of  the  enactment 
of  the  Revenue  Act  of  1942  and  on  or  before 
December  31,  1947;  but  nothing  In  this  sen- 
tence shall  reduce  basis  below  that  which 
would  exist  If  the  Revenue  Act  of  1948  had 
not  been  enacted." 

(b)  If  the  allowance  of  a  credit  or  refund 
of  any  overpayment  of  tax  resulting  from 
the  application  of  this  section  Is  prevented 
on  the  date  of  the  enactment  of  this  act, 
or  within  one  year  from  such  date,  by  the 
operation  of  any  law  or  rule  of  law  (other 
than  section  3761  of  the  Internal  Revenue 
Code,  relating  to  compromises),  credit  or 
refund  of  such  overpayment  may.  neverthe- 
less, be  allowed  or  made  If  claim  therefor 
Is  filed  within  one  year  from  the  date  of  the 
enactment  of  this  act.  No  interest  shall  be 
paid  on  any  overpayment  resulting  from  the 
application  of  the  last  sentence  of  section 
113  (a)  (5)  of  such  code,  as  amended  by 
this  section.  If  such  overpayment  la  for  ft 
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taxable   year   beginning   before   January    1, 
1948. 

Par.  27.  Section  29.113  (a)  (5)-l  Is 
amended  as  follows: 

(A)-  By  striking  out  the  word  "and"  at 
the  end  of  subparagraph  (1)  of  para- 
graph (a). 

(B)  By  striking  out  the  period  at  the 
end  of  subparagraph  12)  of  paragraph 
(a)  and  inserting  in  lieu  thereof  ";  and". 

(C)  By  adding  at  the  end  thereof  the 
the  following  subparagraph: 

(3)  To  (I)  the  surviving  spouse's  one- 
half  share  of  community  property  held 
by  the  decedent  and  the  surviving  spouse 
under  the  community  property  law  of  any 
State.   Territory   or   possession   of   the 
United  States  or  any  foreign  country  If 
the  death  of  the  decedent  is  after  De- 
cember 31.  1947.  and  If  at  least  one-half 
of  the  whole  of  the  community  interest 
in  such  property  is  Includible  in  deter- 
mining the  value  of  the  decedent's  gross 
estate  under  section  811  (whether  or  not 
a  tax  under  chapter  3,  relating  to  the 
estate   tax.   is    payable   upon   the   net 
estate  of  the  decedent »    and   (ii)   such 
part  of  the  surviving  spouse's  one-half 
share  of  property  held  by  the  decedent 
and  surviving  spouse  as  community  prop- 
erty as  was  included  in  computing  the 
value  of  the  decedent's  gross  estate  if 
the  death  of  the  decedent  was  after  Octo- 
ber 21,  1942.  and  before  January  1,  1948, 
and  if  a  tax  under  chapter  3,  relating  to 
the  estate  tax,  was  payable  upon  the  net 
estate  of  the  decedent.     Section  113  (a) 
'  5 )  .shall  not,  however,  be  applied  in  cases 
described  In  (ii)   above  so  as  to  reduce 
the  basis  of  any  property  below  that 
which  would  exi.st  without  the  applica- 
tion of  such  section. 

(D)  By  adding  at  the  end  of  such  sec- 
tion the  following  new  paragraph : 

(g)  Credit  or  refund  to  surviving 
spouse  in  community  property  States. 
If  on  April  2,  1948.  or  within  one  year 
from  such  date,  the  allowance  of  credit 
or  refund  of  any  overpayment  of  tax  to 
a  surviving  spouse  resulting  from  the 
application  of  the  last  sentence  of  sec- 
tion 113  (a)  (5)  to  any  part  of  the  sur- 
viving spouse's  one-half  share  of  com- 
munity property  is  prevented  by  the 
operation  of  any  law  or  rule  of  law  (other 
than  section  3761.  relating  to  compro- 
mises), credit  or  refund  of  such  overpay- 
ment may  nevertheless  be  allowed  or 
made  if  claim  therefor  is  filed  within  one 
year  after  April  2, 1948. 

No  interest  shall  be  paid  on  any  over- 
payment resulting  from  the  application 
of  the  last  sentence  of  section  113  (a)  (5) 
to  any  part  of  the  surviving  spouse's  one- 
half  share  of  community  property  if  such 
overpayment  is  for  a  taxable  year  begin- 
ning before  January  1,  1948. 

Par.  28.     There  Is  Inserted  immediately 
preceding  §  29.142-1  the  following: 

Sec.  202.  Technical  amendments.     (Reve- 
nue Act  of  1948,  Title  II.) 

•  •  •  •  • 

(c)   Requirement  of  returns.     •     •     • 

(2)   Fiduciary  returns.    Section  142  (a)  of 
such  Code   (relating  to  the  requirement  of 
fiduciary    returns)    Is    hereby    amended    by 
striking     out     "$500"     wherever     appearing" 
therein  and  Inserting  in  lieu  thereof  "$600 ". 


Thursdau.  February  24,  1949 


FEDERAL  REGISTER 


827 


Sac.  203.  Taxablx  tzaks  to  which  amend- 
ments APPLICABLE.  (Revenue  Act  of  1948, 
Title  n.) 

The  amendments  made  by  this  title  shall 
b«  applicable  with  resp>ect  to  taxable  years 
beginning  after  December  31,  1047.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  In  1948,  see  section  601. 

Par.  29.  Section  29.142-1,  as  amended 
by  Treasury  Decision  5425,  Is  further 
amended  as  follows: 

(A)  By  inserting  betore  the  period  in 
the  heading  of  paragraph  (b)  the  follow- 
ing: ",  and  before  January  1,  1948". 

<B)  By  inserting  in  paragraph  (b) 
after  "I>ecember  31, 1943,"  the  following: 
"and  before  January  1.  1948.". 

(C)  By  changing'  the  designation  of 
paragraph  (c)  from  "(c)"  to  "(d)". 

(D)  By  inserting  after  paragraph  (b) 
a  new  paragraph  to  read  as  follows: 

ic)  Taxable  years  beginning  after  De- 
cember 31.  1947.  Every  fiduciary,  or  at 
least  one  of  joint  fiduciaries,  for  taxable 
years  beginning  after  E>ecember  31,  1947, 
must  make  a  return  of  income: 

(1)  Returns  for  individuals.  For  the 
individual  whose  Income  is  in  his  charge. 
If  the  gross  income  of  such  individual  is 
$600  or  over. 

(2)  Returns  for  estates  and  trusts. 
Por  the  estate  for  which  he  acts  If  the 
gross  income  of  such  estate  Is  $600  or 
over,  and  for  the  trust  for  which  he  acts 
If  the  gro.ss  Income  of  such  trust  is  $600 
or  over,  or  the  net  income  of  such  trust, 
as  computed  under  section  162.  is  $100  or 
over,  or  if  any  beneficiary  of  such  estate 
or  trust  is  a  nonresident  alien. 

The  return  in  subparagraph  (1>  of  this 
paragraph  shall  be  on  Form  1040. 

In  subparagraph  (2)  of  this  paragraph 
a  return  Is  required  on  Form  1041. 

Par.  30.  Section  29.142-2.  as  amended 
by  Treasury  Decision  5425.  is  further 
amended  as  follows: 

(A>  By  inserting  before  the  period  in 
the  heading  of  paragraph  <b)  the  follow- 
ing: ",  and  before  January  1,  1948". 

(B)  By  inserting  in  paragraph  (b> 
after  "December  31. 1943."  the  following: 
"and  before  January  1.  1948". 

(C)  By  adding  after  paragraph  (b) 
the  following  new  paragraph: 

(c>  Taxable  years  beginning  after  De- 
cember 31.  1947.  For  taxable  years  be- 
ginning after  December  31.  1947.  a  fidu- 
ciary acting  as  the  guardian  of  a  minor, 
or  as  the  guardian  or  committee  of  an 
Insane  person,  having  a  gross  incom^of 
$600  or  more  for  the  taxable  year,  must 
make  a  return  for  such  person  on  Form 
1040,  and  pay  the  tax  unless  in  the  case 
of  a  minor  the  minor  himself  makes  a 
return  or  causes  it  to  be  made.  As  to  the 
use  of  the  optional  return,  see  S  29.51-2 
(b). 

Par.  31.  Section  29.143-3.  as  amended 
by  Treasury  Decision  5607.  approved 
March  12,  1948,  is  further  amended  as 
follows: 

(A)  By  striking  out  the  second  sen- 
tence of  the  next  to  the  la.<;t  paragraph 
and  inserting  in  lieu  thereof  the  follow- 
ing: "A  nonresident  alien  individual  who 
Is  engaged  in  trade  or  business  within  the 
United  States  at  any  time  during  the 
taxable  year  Is  entitled  to  the  personal 
exemption  for  taxable  years  beginning 
before   January    1,    1944.    and    to    the 
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normal -tax  exemption  and  the  surtax 
exemption  allowed  by  section  25  (b)  (1) 
(A)  for  taxable  years  beginning  after 
December  31.  1943,  and  before  January 
1,  1946.  and  to  the  exemption  allowed  for 
himself  by  section  25  (b)  (1)  (A)  for 
taxable  years  beginning  after  December 
31,  1945." 

(B)  By  adding  before  the  period  at  the 
end  of  the  third  sentence  of  the  next  to 
the  last  paragraph  the  following:  ",  and 
before  January  1. 1948,  and  to  the  exemp- 
tions allowed  by  section  25  (b)  (1)  (B), 
(C).  and  (D)  for  taxable  years  beginning 
after  December  31,  1947". 

(C)  By  striking  out  the  fifth  and  sixth 
sentences  of  the  next  to  the  last  para- 
graph and  Inserting  In  lieu  thereof  the 
following:  "However,  in  the  determina- 
tion of  the  tax  to  be  withheld  at  the 
source  under  section  143  (b)  with  respect 
to  remuneration  paid  on  or  after  July 
1. 1943.  for  labor  or  personal  services  f>er- 
formed  within  the  United  States  by  a 
nonresident  alien,  the  benefit  of  the  per- 
sonal exemption  for  taxable  years  be- 
ginning before  January  1,  1944,  or  the 
normal-tax  and  surtax  exemptions  or 
exemption  for  both  normal  tax  and  sur- 
tax for  taxable  years  beginning  after  De- 
cember 31,  1943,  shall  be  allowed,  pro- 
rated upon  a  daily  basis  for  the  period 
of  employment  during  any  portion  of 
which  labor  or  personal  services  are  per- 
formed within  the  United  States  by  such 
alien.  Such  proration  is  on  a  basis  of 
$1.40  per  day  for  taxable  years  beginning 
prior  to  January  1.  1948.  and  on  a  basis 
of  $1.70  per  day  for  taxable  years  be- 
ginning after  December  31.  1947.  Thus, 
if  A.  a  nonresident  alien  seaman  em- 
ployed by  X  Shipping  Corporation,  is 
paid  in  1948  upon  the  termination  of  the 
voyage  and  such  voyage  covers  100  days, 
and  A  performs  personal  services  within 
the  United  States  during,  or  incident  to, 
such  voyage,  the  amount  of  $170  will  be 
allocated  as  the  portion  of  the  exemp- 
tion to  be  allowed  as  a  credit  against 
the  remuneration  of  A  for  personal  serv- 
ices performed  within  the  United  States 
during  such  voyage,  and  withholding 
shall  be  applied  against  the  balance,  if 
any.  of  such  remuneration." 

Par.  32.  There  is  Inserted  Immediately 
preceding  §29.147-1  the  following: 

Sec.  202.  Technical  amendments.  (Reve- 
nue Act  of  1948,  Title  II.) 

•  •                •               •  • 
(c)   Requirement  of  returns.     •     •  • 

(3)  Information  returnfi.  Section  147  (a) 
of  such  Code  (relating  to  returns  of  Infor- 
mation) Is  hereby  amended  by  striking  out 
■'»500"  wherever  appearing  therein  and  In- 
serting in  lieu  thereof  "$6(X)". 

•  •  •  •  • 

Sec.  203.  Taxable  teaks  to  which  amend- 
ments APPLICABLE.  (Revenue  Act  of  1948. 
Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31, 1947.  For  treat- 
ment of  taxable  years  beginning  in  1947  and 
ending  In  1948,  see  section  601. 

Par.  33.  Section  29.147-1,  as  amended 
by  Treasury  Deci^on  5313,  approved 
December  21,  1943,  Is  further  amended 
as  follows: 

(A)  By  amending  the  heading  thereof 
to  read  as  follows:  "Return  of  informa- 
tion as  to  payment  of  $600  {$500  for 
years  prior  to  1948)." 


(B)  By  striking  out  the  first  sentence 
and  Inserting  In  lieu  thereof  the  follow- 
ing: "All  persons  making  payment  to 
another  person  of  fixed  or  determinable 
income  of  $500  or  more  In  any  calendar 
year  prior  to  1948.  and  all  persons  mak- 
ing payment  to  another  person  of  such 
Income  of  $600  or  more  in  any  calendar 
year  after  1947  must  render  a  return 
thereof  for  such  year  on  or  before  Feb- 
ruary 15  of  the  following  year  except  as 
specified  in  §5  29.147-3  to  29.147-5. 

(O  By  striking  from  the  third  sen- 
tence "260  East  161st  Street.  New  York 
51.  N.  Y."  and  inserting  in  heu  thereof 
'C.  C.  Station.  Kansas  City  2,  Missouri". 

Par.  34.  Section  29.147-2,  as  amended 
by  Treasury  Decision  5480,  approved 
September  26,  1945,  is  amended  so  that 
such  section  shall  read  as  follows: 

§  29.147-2  Return  of  information  as 
to  payments  to  employees.  The  names 
of  all  employees  to  whom  payments  are 
made  of  $500  or  more  in  any  calendar 
year  prior  to  1948,  or  of  $600  or  more  in 
any  calendar  year  after  1947,  whether 
such  total  sum  is  made  up  of  wages, 
salaries,  annuities,  commissions,  or  com- 
pensation in  any  other  form,  must  be 
reported.  In  the  case  of  any  such  pay- 
ments of  $500  or  more  paid  during  the 
calendar  year  1945  or  during  any  subse- 
quent calendar  year  prior  to  1948.  and  in 
the  case  of  any  such  payments  of  $600  or 
more  made  during  any  calendar  year 
after  1947,  if  a  portion  thereof  consti- 
tutes wages  subject  to  withholding  under 
section  1622  and  such  portion  is  reported 
on  Form  W-2,  the  remainder  of  such 
payments  must  be  reported  on  Form 
1099.  Por  example.  If  such  payments 
made  to  an  employee  by  his  employer 
in  1948  amount  to  $700  and  $400  thereof 
represents  wages  subject  to  withholding 
under  section  1622,  and  the  remaining 
$300  represents  compensation  not  sub- 
ject to  withholding,  for  Instance,  ad- 
vances or  reimbursements  for  traveling 
or  other  expenses,  or  insurance  premiums 
which  in  accordance  with  §  29.165-6  are 
income  to  the  employee  for  the  year  in 
which  the  Insurance  is  purchased,  the 
$400  must  be  reported  on  Form  W-2  and 
the  $300  must  be  reported  on  Form  1099. 
Heads  of  branch  offices  and  subcontrac- 
tors employing  labor,  who  keep  the  only 
complete  record  of  payments  therefor, 
should  file  returns  of  Information  In  re- 
gard to  such  payments  with  the  Com- 
missioner of  Internal  Revenue,  Process- 
ing Division,  C.  C.  Station.  Kansas  City 
2,  Missouri.  When  both  main  office  and 
branch  office  have  adequate  records,  the 
return  should  be  filed  by  the  main  office. 

For  years  prior  to  1945,  amounts  dis- 
tributed or  made  available  under  an  em- 
ployees' trust  governed  by  the  provisions 
of  section  165  to  any  beneficiary  in  ex- 
cess of  the  sum  of  his  personal  exemp- 
tion and  the  amounts  paid  into  the  fund 
by  him  must  be  reported  by  the  trustee. 
For  the  calendar  year  1945  and  subse- 
quent calendar  years  amounts  di-stributed 
or  made  available  under  an  employees' 
trust  governed  by  the  provisions  of  sec- 
tion 165,  or  under  an  annuity  plan  to 
which  §29.22  (b)  (2)-5  relates,  to  a 
beneficiary  shall  be  reported  to  the  ex- 
tent such  amounts  are  Includible  in  the 
gross  income  of  such  beneficiary  where 
the  amounts  so  includible  are  $500  or 
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more  If  distributed  or  made  available 
in  a  calendar  year  prior  to  1948  or  $600 
or  more  If  distributed  or  made  available 
in  a  calendar  year  after  1947. 

In  the  case  of  payments  made  by  the 
United  States  to  persons  In  its  service 
(civil,  military,  or  naval)  of  wages,  sala- 
ries, or  compensation  in  any  other  form, 
the  returns  of  information  shall  be  made 
by  heads  of  the  executive  departments 
and  other  United  States  Government 
establishments. 

For  cases  where  no  returns  of  informa- 
tion are  required,  see  S  29.147-3.  (See 
also  S  29.22  (a) -3.) 

Par.  35.  Section  29.147-3.  as  amended 
by  Treasury  Decision  5425.  is  further 
amended  by  striking  from  the  first  sen- 
tence "$500"  and  inserting  in  lieu  thereof 
"$600". 

Par.  36.  Section  29.147-7,  as  amended 
by  Treasury  Decision  5313.  is  further 
amended  by  striking  therefrom  "260  East 
161st  Street,  New  York  51,  N.  Y."  and 
Inserting  In  lieu  thereof  "C.  C.  Station, 
Kansas  City  2,  Missouri". 

Par.  37.  Section  29.147-8,  as  amended 
by  Treasury  Decision  5313,  Is  further 
amended  by  striking  therefrom  "260  East 
161st  Street.  New  York  51.  N.  Y."  and  in- 
serting In  lieu  thereof  "C.  C.  Station, 
Kansas  City  2,  Mi-ssouri". 

Par.  38.  Section  29.148-1.  as  amended 
by  Treasury  Decision  5313.  Is  further 
amended  as  follows: 

(A)  By  striking  from  the  last  sentence 
of  the  first  paragraph  of  paragraph  (a) 
"260  East  161st  Street.  New  York  51. 
N.  Y."  and  inserting  in  lieu  thereof  "C.  C. 
Station.  Kansas  City  2,  Missouri." 

(B)  By  striking  from  the  first  sen- 
tence of  paragraph  (b)  "260  East  161st 
Street,  New  York  51.  N.  Y."  and  insert- 
ing in  lieu  thereof  "C.  C.  SUtion.  Kansas 
City  2.  Missouri." 

Par.  39.  Section  29.148-3.  as  amended 
by  Treasury  Decision  5356.  approved 
April  19.  1944,  Is  further  amended  by 
striking  from  the  second  paragraph  "260 
East  161st  Street.  New  York  51.  N.  Y." 
and  inserting  in  heu  thereof  "C.  C.  Sta- 
tion. Kansas  City  2.  Missouri." 

Par.  40.  There  is  inserted  Immediately 
preceding  5  29.163-1  the  following: 


Sec.  202.  Technical  amendments. 
nue  Act  of  1948,  Title  n.) 


(Reve- 
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after  December  31,  1947,  an  estate  Is  al- 
lowed a  credit  of  $600  against  net  income 
for  both  normal  tax  and  surtax  pur- 
poses." 

Par.  42.  Section  29.217-2  is  amended 
by  striking  o«t  the  second  sentence  of  the 
first  paragraph  of  paragraph  (b)  and  in- 
serting in  lieu  thereof  the  following:  "A 
return  will  not  be  required,  however,  in 
the  case  of  such  a  nonresident  alien  indi- 
vidual, a  resident  of  Canada  or  Mexico, 
whose  sole  income  from  sources  within 
the  United  States  consists  of  compensa- 
tion for  personal  services  and  does  not 
exceed  $500  during  the  taxable  year  in 
the  case  of  a  taxable  year  beginning  be- 
fore January  1,  1948  or  $600  during  the 
taxable  year  in  the  case  of  a  taxable  year 
beginning  after  December  31,  1947." 


(d)  Credit  of  estate  against  net  income. 
Section  163  (a)  (1)  of  such  Code  (relating 
to  credl.  ;  against  net  Income  of  an  estate) 
is  hereby  amended  by  striking  out  "♦500' 
and  Inserting  In  lieu  thereof  "eeoO'. 
•  •  •  •  • 

Sec.  203.  Taxable  tsaes  to  which  amend- 
ments appucable.  (Revenue  Act  of  1948, 
Title  II.) 

The  amendments  made  by  this  title  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31,  1947.  For 
treatment  of  taxable  years  beginning  In  1947 
and  ending  in  1948,  see  section  601. 

Par.  41.  Section  29.163-1,  as  amended 
by  Treasury  Decision  5517,  is  further 
amended  by  striking  out  the  second  sen- 
tence of  paragraph  (b)  and  Inserting  In 
lieu  thereof  the  following:  "Por  taxable 
years  beginning  after  December  31,  1945, 
and  before  January  1.  1948,  an  estate  is 
allowed  a  credit  of  $500  against  net  in- 
come for  both  normal  tax  and  surtax 
purposes.    For  taxable  years  beginning 
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Par.  43.  There  is  inserted  Immediately 
preceding  §  29.400-1  the  following: 

Sec.  401.  Individuals  with  adjusted  cross 
incomes  of  less  than  $5,000.  (Revenue  Act 
of  1948.  Title  IV.) 

(a)  In  general.  Section  400  of  the  In- 
ternal Revenue  Cede  (relating  to  optional 
tax  on  Individuals  with  adjusted  gross  In- 
comes of  less  than  $5,000)  Is  hereby  amended 
to  read  as  follows: 

Sec.  400.  Imposition  of  tax. 

In  lieu  of  the  taxes  Imposed  by  sections  11 
and  12,  there  shall  be  levied,  collected,  and 
paid  for  each  taxable  year  upon  the  net  In- 
come of  each  Individual  whose  adjusted  gross 
Income  for  such  year  Is  less  than  |5,(X)0,  and 
who  ^s  elected  to  pay  the  tax  Imposed  by 
this  supplement  for  such  year,  a  tax  as  fol- 
lows: 


If  adjusted 
(rosf  incoiuc 

is— 


At 

least 


But 

IMS 

than 


7(10 
728 
750 
778 
800 
028 
t-80 
878 
MICI 
V2A 
SfiO 
«78 

i,oai 
l,o^^ 

1.080 
1,075 
1.100 
1,125 
1,150 
1,175 
1.200 
1,22.*. 
1,250 
1,278 
L.TOO 
]..'i25 
1,350 
1,375 
1,400 
1,428 
1,450 
1,  475 
1.500 

1,  ."iai 
1,.S50 
l,.'i75 
1,600 
1,«2S 
1,6M) 
1,675 
1,700 
1,725 
1,750 
1,775 
l.HOO 
1,K25 
1.850 
\,h'b 
l.HOO 
1,»25 

1.075 
2,000 

2.  OZ-i 
2,050 
2,075 
2,100 
2,125 
2,150 
2.175 
2,200 
2.225 
2,2.50 
2,278 
2,300 


And  the  nuuiher  of 
exemptions  is— 


4  or 
more 


The  tax  shall  be— 


1675 
700 
725 
760 
775 
MO 
{05 
880 
876 

eoo 

«2S 
MO 
875 
1,000 
1,028 
1.080 
1,078 
1. 100 
1.125 
1.  ISO 
1.175 
1,200 
1,225 
1.  280 
1,278 
1,300 
1.325 
1,360 
1,375 
1,400 
1.428 
1,480 
1,478 
1,500 
1,525 
1,680 
1,878 
I,«00 
1,625 
1,680 
1,675 
1,700 
1,728 
1,780 
1,778 
1,800 
1,825 
1,850 
1,875 
1,900 
1,925 
1,960 
1,975 
2,000 
2,025 
2,050 
2,076 
2,100 
2,125 
2,180 
2,178 
2,200 
2,225 
2,250 
2,  275 
2,300 
2,325 


to 

3 

7 
11 
14 
18 
22 
26 
29 
33 
37 
40 
44 
48 
52 
55 
69 
63 
f7 
70 
74 
78 
82 
^5 
^9 
93 
96 
100 
104 
108 
111 
115 
119 
123 
126 
1.S0 
134 
138 
141 
145 
149 
153 
156 
160 
164 
167 
171 
176 
179 
182 
186 
190 
194 
197 
201 
208 
209 
212 
216 
220 
223 
227 
231 
235 
238 
242 
246 


to 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

1 

4 

8 
12 
16 
19 
23 
27 
31 
34 
38 
42 
48 
4t 
63 
57 
60 
64 
68 
72 
78 
79 
83 
87 
90 
94 
98 
101 
106 
109 
113 
116 
120 
124 
128 
131 
138 
130 
143 
146 


to 

0 
0 
0 
0 
0 
0 
0 

u 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

(I 

0 
0 
0 
0 
0 
0 
0 
(I 
0 
0 
0 
0 
0 
0 

tl 

0 

0 

(I 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
2 
6 
9 
13 
17 
21 
24 
28 
32 
38 
39 
43 
47 


If  adjuMcd 

proes  income 

is— 


At 

least 


to 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

e 

0 
0 
0 
0 
0 
0 
0 
0 


But 
less 
than 


And  the  number  ol exemptions  is— 


AndiJ 
other 
than  a 
joint 
return  ! 


And 

Ua 

Joinf 

return 


And  if 
other 
than  a 
joint 
return 


i;fli;;ii«fl»«'|i8fiTe;i 


And 
if  a 

joint 
return 
i.«  filed 


8  or 
more 


The  tax  shall  be- 


ta, 325 

2,351) 

2, 375 

2,400 

2,428 
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(b)  Taxable  years  to  which  applicable. 
The  amendment  made  by  this  section  shall 
be  applicable  with  respect  to  taxable  years 
beginning  after  December  31,  1947.  For 
treatment  of  taxable  years  beginning  in  1947 
and  ending  In  1948.  see  section  601. 

Par.  44.  Section  29.400-1.  as  amended 
by  Treasury  Decision  5517,  is  further 
amended  as  follows: 

(A)  By  striking  from  the  first  sen- 
tence of  the  third  paragraph  of  para- 
graph (b)  beginning  with  the  words  "In 
the  case  of  hasband  and  wife"  the  words 
"living  together'. 

(B>  By  striking  out  the  fourth  para- 
graph of  paragraph  (b)  beginning  with 
the  words  "These  restrictions"  and  in- 
serting in  lieu  thereof  the  followWig: 

(b)  Taxable  years  beginning  after 
December  31.  1943.    *     •     ' 

These  restrictions  upon  the  right  of  a 
married  person  to  elect  to  pay  the  tax 
under  Supplement  T  are  applicable  with 
respect  to  taxable  years  beginning  before 
January  1,  1948,  only  if  such  person  is 
married  and  living  with  his  spouse  on 
the  last^ay  of  his  taxable  year  or,  in  the 
event  of  the  death  of  his  spouse  during 
the  taxable  year,  upon  the  date  of  such 
death.    For  the  purpose  of  the  preceding 
sentence,  husband  and  wife  are  consid- 
ered as  living  together  unless  they  are 
permanently    separated.      For    taxable 
years  beginning  after  December  31,  1947. 
the  restrictions  upwn  the  right  of  a  mar- 
ried person  to  elect  to  pay  the  tax  under 
Supplement  T  are  applicable  unless  such 
person    is    legally    separated    from    his 
spouse  under  a  decree  of  divorce  or  sep- 
arate maintenance  on  the  last  day  of  his 
taxable  year  or,  in  the  event  of  the  death 
of  his  spouse  during  the  taxable  year, 
upon  the  date  of  such  death.    For  rules 
relative  t»  the  application  of  these  re- 
strictions, see  §29.23  (aa)-l  (O. 

(C)  By  Inserting  immediately  before 
the  last  paragraph  of  paragraph  (b)  the 
following: 

The    tax    table    In    section    400.    as 
amended  by  the  Revenue  Act  of  1948  and 
applicable  with  respect  to  taxable  years 
beginning  after  December  31.  1947.  con- 
tains, in  certain  areas,  double  columns. 
In  one  of  which  is  computed  the  tax  if 
a  separate  return  Is  filed,  and  in  the 
other  of  which  Is  computed  the  tax  if 
a  jdint  return  is  filed.    Since  the  compu- 
tations of  tax  in  the  case  of  a  joint  return 
reflect  the  income-splitting  method  pro- 
vided In  section  12  (d).  as  amended  by 
The  Revenue  Act  of   1948,  the  tax  set 
forth  In  the  Joint  return  column  may  be 
lower  than  in  the  separate  return  column 
even  though  the  amounts  of  adjusted 
gross  income  and  the  exemptions  are  the 
same.    Thus,  If  H,  a  married  man,  has 
adjusted  gross  Income  of  $4,925  and  his 
wife  has  no  gross  income  and  his  only 
exemptions  under  section  25  (b)  are  the 
exemptions  for  himself  and  spouse  under 
section  25(b)  (1)  (A) ,  the  tax  on  a  joint 
return  under  Supplement  T,  as  set  forth 
In  the  second  column  applicable  to  a 
person  with  two  exemptions,  is  $537.    If 
H  should  file  a  separate  return,  his  tax. 
as  set  forth  In  the  first  column  applica- 
ble to  a  person  with  two  exemptions, 
would  be  $571.    For  treatment  of  taxable 
years  beginning  In  1947  and  ending  in 
1948.  see  5  29.108-3. 


RULES  AND  REGULATIONS 

Par.  45.  Section  29.401-1.  as  amended 
by  Treasury  Decision  5517.  la  further 
amended  as  follows: 

( A )  By  inserting  in  the  first  paragraph 
of  paragraph  (b)  immediately  before 
"See  §  29.25-3"  the  following:  "For  tax- 
able years  beginning  after  December  31. 

1947  additional  exemptions  are  allowed 
under  section  25  (b)  (1)  (B)  and  (C)  for 
a  taxpayer  or  spouse  who  had  attained 
the  age  of  65  years  and  for  a  blind  tax- 
payer or  blind  spouse." 

(B>  By  adding  after  Example  (2)  In 
paragraph  (b)  the  following  example: 

Example  (3).  D.  a  married  man  with  no 
dependents,  attains  the  age  ol  65  years  on 
September  1,  1948.  The  aggregate  adjusted 
gross  Income  of  D  and  his  wife  for  1948  Is 
$4,840.     D  and  hU  wife  file  a  Joint  return  for 

1948  and  are  entitled  to  three  exemptions, 
one  for  each  taxpayer  and  one  additional  ex- 
emption for  D  because  of  his  age.  Since  the 
adjusted  gross  Income  of  D  and  his  wife  falls 
within  the  tax  bracket  M.80O-«4,850.  the  tax 
on  a  Joint  return  U  $422. 

Par.  46.  Section  29.402-1.  as  amended 
by  Treasury  Decision  5425,  is  further 
amended  as  follows: 

(A)  By  adding  after  "December  31. 
1943."  in  paragraph  (b)  "and  before 
January  1,  1948,". 

(B)  By  adding  at  the  end  of  paragraph 

(b)  the  following:  "An  election  under 
Supplement  T  once  made  for  the  taxable 
year  may  not  be  revoked  by  an  amended 
return  or  otherwise,  but  a  new  election  Is 
allowed  for  each  subsequent  taxable  year. 
If  for  any  taxable  year  the  taxpayer 
makes  a  return  without  regard  to  Sup- 
plement T,  he  may  not  thereafter  elect  to 
have  his  tax  computed  under  such  Sup- 
plement for  that  taxable  year. 

The  provisions  of  this  paragraph  (b) 
are  also  applicable  to  taxable  years  be- 
ginning after  December  31.  1947.  except 
that  wherever  the  prescribed  manner  of 
making  the  election  involves  the  filing  of 
a  return  on  Form  W-2  (Rev.)  the  elec- 
tion shall  be  made  by  the  filing  of  Form 
1040A  instead  of  Form  W-2  (Rev. ) .  See 
§  29  51-2  (b)    (2). 

(Sees  62. 3791.  Internal  Revenue  Code.  53 
Stat.  32,  467;  26  U.  S.  C.  62.  3791) 


statement  and  waiver  should  be  filed 
with  the  return  for  the  year  for  which 
the  Item  is  claimed  as  a  deduction,  or 
with  the  Commissioner,  or  with  the  col- 
lector for  the  district  In  which  such  re- 
turn was  filed,  for  association  with  the 
return. 

(Sees  62  162  ^e).  Internal  Revenue  Code. 
53  Stat.  32;  56  Stat.  861;  26  U.  S.  C.  62. 
162  (e)) 

Because  the  amendments  made  by  this 
Treasury  decision  merely  relieve  tax- 
payers from  a  limitation  applicable  un- 
der existing  regulations.  It  Is  found  that 
it  is  unnecessary  to  Issue  this  Treasxu-y 
decision  with  notice  and  public  procedure 
thereon  under  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act,  approved 
June  11,  1946,  or  subject  to  the  eCTective 
date  limitation  of  section  4  (c)  ol  said 
act. 

[SEAL]  Fred  S.  Martin. 

Acting  Commissioner  of 
Internal  Revenue. 

Approved:  February  16,  1949. 

Thomas  J.  Lynch. 

Acting  Secretary  of  the  Treasury. 

IP.   R.    Doc.   49-1395:    Filed.    Feb.    23.    1949; 
8:46  a.  m.) 


[SEAL]  Fred  S.  Martin. 

Acting  Commissioner  of 
Internal  Revnue. 

Approved:  February  16.  1949. 

Thomas  J.  Lynch, 
Acting  Secretary  of  the  Treasury. 

F.    R.    Doc.    49-1394:    Filed.    Feb.   22,    1949; 
8:46   a.   m.j 


IT.  D.  56881 

Part   29— Income   Tax:    Taxable   Years 
Beginning  After  December  31.  1941 

INCOME    OF    ESTATES    AND    TRUSTS 

Section  29.162-1  of  Regulations  111.  as 
amended  by  Treasury  Decision  5488,  ap- 
proved December  29,  1945  (26  CFR 
29.162-1) ,  is  further  amended  as  follows: 

(A)  By  striking  from  the  third  sen- 
tence of  the  first  paragraph  the  words 
"with  the  return  In  which  the  Item  is 
claimed  as  a  deduction." 

(B)  By  inserting  Immediately  after 
such  third  sentence  the  following :  "Such 


IT.  D.  66891 

Part  29  — Income  Tax;   Taxable  Years 
Beginning  After  December  31,  1941 

HGURE  to  be  used  IN  DETERMINING  RESERVE 
AND  OTHER  POLICY  LIABILITY  CREDIT  FOR 

life  insurance  companies 

February  21.  1948. 

Paragraph  1.  By  virtue  of  the  author- 
ity vested  in  me  by  section  202  (b)  of  the 
Internal  Revenue  Code,  as  amended  by 
section  163  of  the  Revenue  Act  of  1942 
(53  Stat.  71.  56  Stat.  870;  26  U.  S.  C.  and 
Sup..  202  (b)).  it  is  hereby  determined 
that  the  figure  to  be  used  in  computing 
the  "reserve  and  other  policy  liability 
credit"  of  life  Insurance  companies  for 
the  taxable  year  1948  shall  be  1.0243. 

Par.  2.  It  Is  found  that  notice  and 
public  procedure  are  unnecesary.  since 
the  figure  announced  In  this  Treasury 
decision  is  computed  from  information 
contained  In  the  Income  tax  returns  of 
life  insurance  companies  for  the  year 
1947  which  are  not  open  to  public  In- 
spection. The  public  accordingly  cannot 
effectively  participate  in  the  determina- 
tion of  such  figure. 

[seal]  John  W.  Snyder. 

Secretary  of  the  Treasury. 

[F.   R.   Doc.   49-1439:    Filed.    Feb.    23.    1919; 
10:19  a    m.j 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Subchapter  F — Perionnel 

Part   578 — Decorations.   Medals. 
Ribbons,  and  Similar  Devices 

miscellaneous  amendments 

Part  578  is  hereby  amended  by  adding 
a  new  paragraph    (d)    to   §578.48   and 


Thursday,  February  24,  1949 

changing  paragraph  (d)   (2)  of  5  578.54 
to  read  as  follows : 

S  578.48    Army  of  Occupation  Medal. 

•     •     • 

(d)  Berlin  airlift  device — (1)  Descrip- 
tion. The  Berlin  airlift  device  Is  a  gold- 
colored  metal  miniature  of  a  C54  type 
aircraft  of  ^8 -inch  wing  span,  other  di- 
mensions proportionate.  The  device  is  to 
be  worn  on  the  service  ribbon  or  on  the 
suspension  ribbon  of  the  medal  with  the 
nose  pointing  upward  at  a  30°  angle  and 
toward  the  wearer's  own  right. 

(2)  Requirements.  Service  for  90  con- 
secutive days  while  assigned  or  attached 
to  a  unit  in  the  Army  Occupation  of 
Germany  which  has  been  designated  in 
general  orders  of  the  Department  of  the 
Army  or  Department  of  the  Air  Force  as 
participating  in  the  Berhn  airlift  be- 
tween June  26.  1948.  and  a  terminal  date 
to  be  announced  later. 

9  578.54     Lapel  buttons.    •     •     • 
(d)   Army  lapel  button.     •     •     • 
(2)   Requirements.     Honorable  active 
Federal    service   in    the    Army    of    the 
United  States  for  at  least  1  year  subse- 
quent to  December  31,  1946. 


FEDERAL  REGISTER 

rC2    AR  600-651      (R.  8.  161,  40  Stat. 
872;  5  U.  S.  C.  22,  10  U.  S.  C.  1401) 

[seal]  Edward  F.  WrrsELL, 

Ma;or  General,     ^ 
The  Adjutant  General. 

[F.    R.    Doc.    49-1399;    FUed,    Feb.    23,  1949; 
8:52  a.  m.) 


TITLE  46— SHIPPING 

Chapter   II — United    States    Maritime 
Commission 

[Gen.    Order    59.    Revocation    of    Amdt.    1, 
Amdt.  1.  Rev.,  and  Supp.  1) 

Part  221 — Documentation.  Transfer  or 
Charter  of  Vessels 

SALE,       lease,       charter,       DELIVERY,       OR 

transfer   of   vessels   to   aliens   and 
agreements  therefor 

Amendment  1  to  General  Order  59 
(§221.7  (c),  13  F.  R.  525;  46  CFR 
221.7  (c)).  Amendment  1.  Revised  to 
General  Order  59  (§  221.7  (O.  13  F.  R. 
1455;  46  CFR  221.7  (O  )  and  Supplement 
1  to  General  Order  59  (5  221.8.  13  F.  R. 
2478;  46  CFR  221.8)  are  hereby  revoked. 


829 

Except  as  modified  by  the  revocations 
mentioned  aforesaid,  General  Order  59, 
dated  December  6,  1945  (§  221.7  (a)  and 
(b)  >  and  published  in  the  Federal  Reg- 
ister on  December  12,  1945  (10  F.  R. 
14969;  46  CFR,  1945  Supp.  221.7)  shall 
remain  in  full  force  and  effect. 

In  connection  with  the  revocations  of 
§  221.7  (c )  and  §  221.8,  as  set  forth  herein. 
It  is  hereby  announced  that,  upon  appli- 
cation to  this  Commission,  it  will  waive 
the  "cancellation  or  suspension"  clause 
as  required  by  said  Supplement  1  to  Gen- 
eral Order  59  (§  221.8)  now  incorporated 
In  the  long  term  charters  to  aliens  which 
have  heretofore  been  approved  by  the 
Commission'. 

(40  Stat.  901.  49  Stat.  1987,  2016.  52  Stat. 
964;  46  U.  S.  C.  808,  835,  839) 

By  order  of  the  United  States  Marl- 
time  Commission. 


[sealI 


A.  J.  Williams, 
Secretary. 


February  17,  1949. 

[F.   R.   Doc.    49-1444;    Filed.    Feb.    23,    1949; 
10:19  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  927  1 

Handung  of  Milk  in  New  York  Metro- 
politan Milk  Marketing  Area 

notice  of  recommemded  decision  and 
opportunity  to  file  written  excep- 
tions with  respect  to  proposed  mar- 
keting AGREEMENT  AND  TO  PROPOSED 
AMENDMENT  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to 
formulate  marketing  agreements  and 
marketing  orders  (7  CFR.  'Supps. 
900.1  et  seq..  13  P.  R.  8585).  notice 
Is  hereby  given  of  the  filing  with  the 
Hearing  Clerk  of  this  recommended 
decision  of  the  Assistant  Administra- 
tor. Production  and  Marketing  Admin- 
istration, United  States  Department  of 
Agriculture,  with  respect  to  a  market- 
ing agreement  and  a  proposed  amend- 
ment to  the  order,  as  amended,  regulat- 
ing the  handling  of  milk  in  the  New  York 
metropolitan  milk  marketing  area,  to  be 
made  effective  pursuant  to  the  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 
et  seq.) .  Interested  parties  may  file  ex- 
ceptions to  this  recommended  decision 
with  the  Hearing  Clerk,  Room  1844, 
South  Building,  United  Spates  Depart- 
ment of  Agriculture.  Washington  25. 
D.  C,  not  later  than  the  close  of  busi- 
ness on  March  1.  1949  or  on  the  fourth 
day  after  publication  of  this  notice  In 
the  FEDERAL  REGISTER,  whlchcvcr  is  later. 


Exceptions  should  be  filed  In  quadrupli- 
cate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
marketing  agreement  and  the  proposed 
amendment  to  the  order,  as  amended, 
were  formulated  was  held  at  New  York 
City  on  September  27-October  1,  1948. 
and  at  Utlca,  New  York  on  October  6-7, 

1948.  notice  of  w  hlch  was  Issued  on  Sep- 
tember 2,  1948.  and  published  in  the 
Federal  Register  on  September  9,  1948 
(13  F.  R.  5242 » ,  and  at  Elmira,  New  York, 
on  January  24-28,  1949.  and  at  Syracuse. 
New  York,  on  January  31-Pebruary  2, 

1949.  notice  of  which  was  Issued  on  Jan- 
uary 3,  1949,  and  published  in  the  Fed- 
eral Register  on  January  7,  1949  (14 
P.  R.  95). 

Findings  and  conclusions  on  all  the 
material  Issues  presented  on  the  records 
of  these  hearings  are  contained  In  this 
recommended  decision.  The  material 
Issues  presented  on  the  record  of  this 
hearing  are  concerned  with  the  follow- 
ing: 

1.  Revision  of  classes  of  utilization  by 
designating  Class  II-A  as  Class  II,  com- 
bining Classes  II-B  through  IV-B  Into  a 
new  Class  III.  and  eliminating  Classes 
V-Aand  V-B  (H.N.  72); 

2.  Establishment  of  pricing  provisions 
for  the  new  Class  III  and  revision  of  the 
Class  II  pricing  provisions  by  Including 
therein  a  skim  milk  value  (H.  N.  30-47, 
75,  77  and  78). 

3.  Establishment  of  a  butter-cheese 
differential  (H.  N.  76). 

4.  Establishment  of  a  fluid  skim  dif- 
ferential (H.N.  79). 

5.  Storage  cream  payments.  (H.  N. 
57.  59-60.  and  86). 


6.  Revision  of  the  provisions  for  pay- 
ments on  milk  or  milk  products  from 
other  than  producer  sources  (H.  N.  61-63 
and  87). 

7.  Revision  of  the  pricing  of  Class  I-C 
milk  sold  In  New  England  (H.  N.  27.  65. 
and  66). 

8.  Qualification  of  a  plant  to  be  a  pool 
plant  even  though  shipment  of  milk  to 
the  marketing  area  is  prohibited  for 
specified  periods  by  reason  of  health  au- 
thority permission  for  receiving  unap- 
proved milk  or  skim  milk  or  for  ship- 
ment of  approved  skim  milk  from  such 
a  plant  (H.  N.  3). 

9.  Revision  of  provisions  concerning 
the  suspension  of  pool  plant  designations 
as  to  (a)  establishing  an  obligation  for 
handlers  to  utilize  milk  so  it  will  yield 
the  greatest  possible  return  to  producers ; 
and  (b)  the  classes  of  milk  which  are 
permitted  or  required  to  be  included  by 
the  market  administrator  in  his  deter- 
mination as  to  the  desirable  utilization 
of  milk  (H.  N;  4-9  and  70). 

10.  Revision  of  the  basis  of  classifica- 
tion by  (a)  prohibiting  the  classification 
in  a  cla.ss  higher  than  Class  n  of  milk 
manufactured  Into  cream  or.  If  such 
cream  Is  shipped  to  another  plant,  in 
a  class  higher  than  the  class  applicable 
to  fiuid  cream  in  the  area  in  which  the 
receiving  plant  is  located;  (b)  prohibit- 
ing the  classification  of  milk  shipped  to 
a  plant  in  an  area  not  regulated  by  an 
order  of  the  Secretary  in  a  cla.ss  higher 
than  I-C;  (O  eliminating  or  revising  the 
provisions  requiring  that  milk,  cream,  or 
skim  milk  shipped  to  the  marketing  area 
be  classified  as  I-A.  II-A,  or  V-A.  respec- 
tively; (d)  changing  the  provisions  for 
classifying  milk  and  cream  shipped  more 
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than  65  miles  to  plants  located  in  cer- 
tain states;  (e>  allowing  a  handler  to 
elect  at  which  plant  milk  or  cream 
shipped  to  a  nonpool  plant  shall  be 
classified  and  (fi  eliminating  the  pref- 
erential assignment  of  pool  milk  to  ex- 
cess plant  loss  classified  in  Classes  I-A. 
n-A,  II-B.  and  V-A  in  a  plant  with 
receipts  from  both  pool  and  nonpool 
sources  (H.  N.  11-21.  25.  26.  and  71). 

11.  Revision  of  class  definitions  by  (a) 
placing  cultured  or  fiavored  milk  drinks 
containing  more  than  5  percent  of  but- 
terfat  in  Class  II  if  sold  in  the  market- 
ing area  or  in  Class  III  if  sold  outside 
the  marketing  area:  (b)  basing  Classes 
I-B  and  I-C  on  delivery  to  a  plant  or 
purchaser  rather  than  on  ultimate  dis- 
tribution and  (c>  classifying  as  Class 
III  milk  utilized  in  products  not  specifi- 
cally named  in  any  other  class.  »H.  N. 
22-24.  and  72). 

12.  Revision  of  the  provisions  author- 
izing the  market  administrator  to  audit 
handlers'  records  (H.  N.  51  >. 

13.  Revision  of  reporting  and  account- 
ing requirements  associated  with  stor- 
age cream  payments  (H.  N.  50.  57,  58, 
81  and  86). 

14  Revision  of  the  method  for  estab- 
lishing freight  zones  (H.  N.  48  and  67). 

15.  Elimination  or  revision  of  provi- 
sions relating  to  location  differentials 
(H.  N.  52.  53  and  54). 

16.  Elimination  of  provisions  for  pay- 
ment by  handlers  into  the  producer  set- 
tlement fund,  and  for  later  disposition 
of  payments  due  producers  who  cannot 
be  located,  and  of  payments  concerning 
which  dispute  arises  as  to  when  such 
payments  are  due  producers  <H.  N.  55). 

17.  Revision  of  the  provisions  for  cal- 
culating the  butterfat  differential  used  in 
connection  with  payments  to  producers 
(H.  N.  56t. 

18.  Revision  of  provisions  concerning 
expenses  of  administration  (H.  N.  88 ». 

19.  Miscellaneous  and  Incidental  iH.  N. 
1.  2.  28.  29.  49.  64.  68.  69.  73,  74,  80,  and 
82-85). 

Proposed  findings  and  conclusions. 
(Each  of  the  Issues,  followed  by  the  find- 
ings and  conclusions  with  respect  to  that 
Issue.  Is  numbered  to  correspond  with  the 
numbers  of  the  issues  as  listed  above. ) 

Issues  Nos.  1.  2,  3,  4.  5,  and  6.  Milk 
classified  In  the  present  classes  II-B 
through  IV-B  should  be  classified  In  one 
class  and  designated  as  Class  III.  Class 
^I-A  should  be  redesignated  as  Class  II. 
A  fluid  skim  differential  applicable  to 
skim  milk  now  cla.sslfied  as  Class  V-A 
should  be  substituted  for  the  present 
cla.sses  V-A  and  V-B.  Prices  for  Class  II 
and  III  milk  should  Include  the  value  of 
the  skim  milk  for  manufacturing. 

The  formula  for  Class  III  milk  should 
reflect  the  value  of  butterfat  plus  the 
value  of  skim  milk,  minus  allowances  for 
transportation  and  handling.  The  but- 
terfat value  for  the  months  of  August 
through  February  should  be  computed 
by  dividing  the  Boston  weighted  average 
cream  price  by  33.48.  The  butterfat 
value  during  March  through  July  should 
be  the  lower  of  the  Boston  weighted  aver- 
age cream  price  divided  by  33.48,  or  the 
New  York  Grade  A  or  92-score  butter 
price  plus  3  cents,  multiplied  by  1.24. 
At  no  time,  however,  should  the  butter- 
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fat  value  be  lower  than  the  New  York 
Grade  A  or  92-score  butter  price  plus 
2  cents,  multiplied  by  1.24.  The  skim 
milk  price  should  be  the  price  per  pound 
published  in  "The  Producers'  Price  Cur- 
rent" for  nonfat  dry  milk  solids,  other 
brands,  human  consumption,  carlots, 
bags  or  barrels,  multiplied  by  7.5. 

Allowances  for  transportation  and 
handling  should  be  70  cents  and  10  cents 
respectively  per  hundredweight  of  milk. 
The  transportation  differentials  pres- 
ently applicable  to  Class  II-A  milk  should 
apply  to  Class  III  milk. 

The  skim  milk  adjustment  to  be  in- 
cluded In  the  Class  II  price  should  be  an 
amount  obtained  by  subtracting  48  cents 
from  the  skim  milk  value  used  in  the 
Class  III  formula.  ,    ,     ^,       tt 

The  butterfat  differentials  for  Class  ii 
and  Class  III  should  be  computed  by  sub- 
tracting the  amount  of  the  Class  U  skim 
milk  adjustment  from  the  class  price  and 
dividing  by  35. 

For  milk  made  into  butter  and  cheese 
(Cheddar,  American  Cheddar,  Colby, 
washed  curd,  or  part  skim  Cheddar)  the 
handler  should  be  credited  with  an 
amount  equivalent  to  4  cents  per  pound 
of  butterfat  except  that  the  amount  cred- 
ited in  plants  in  zones  beyond  325  miles 
should  be  reduced  to  offset  the  increase 
in  transportation  differentials  applicable 
In  such  zones  over  and  above  those  ap- 
plicable In  the  zones  between  301  and  325 
miles  from  New  York. 

For  storage  cream  used  In  reconsti- 
tuted cream  or  sour  cream  for  the  mar- 
keting area,  the  handler  should  pay  to 
producers  through  the  producer  settle- 
ment fund  an  additional  10  cents  per 
pound  of  butterfat  If  the  cream  was  sepa- 
rated m  the  months  of  March  through 
July,  and  an  additional  11  cents  per 
pound  of  butterfat  if  the  cream  was  sepa- 
rated in  the  months  of  August  through 
February. 

Handlers  storing  cream  during  the 
months  of  April  through  September 
should  be  eligible,  as  heretofore,  for  a 
storage  cream  payment  from  the  pool 
equivalent  to  the  butter-cheese  adjust- 
ment for  such  cream  utilized  In  the  man- 
ufacture of  butter  In  the  months  of  Jan- 
uary through  March. 

For  storage  cream  separated  during 
the  months  of  April  through  July  1949 
which  Is  utilized  in  products  other  than 
reconstituted  cream  and  sour  cream  for 
the  marketing  area  and  other  than  but- 
ter otherwise  eligible  for  payments,  han- 
dlers separating  cream  should  be  paid  an 
amount  equivalent  to  any  decline  in  the 
Class  III  butterfat  value  between  the 
month  of  separation  and  the  month  of 
utilization,  but  no  more  than  the  amount 
of  the  butter-cheese  adjustment.  The 
payment  Into  the  pool  for  storage  cream 
separated  In  the  months  of  April  through 
July  1949  used  for  marketing  area  sour 
cream  or  reconstituted  cream  should  be 
.so  limited  that  It  does  not  exceed  an 
amount  equivalent  to  10  times  the  Class 
II  butterfat  differential,  less  4  cents  in 
the  month  utilized. 

The  payment  into  the  pool  for  non- 
pooled  milk  received  In  the  marketing 
area  in  the  form  of  milk,  fluid  milk  prod- 
ucts, cultured  or  flavored  milk  drinks, 
cream  or  fluid  cream  products  should  be 
made  at  a  rate  equal  to  the  difference 


between  the  Class  III  and  the  Class  I-A 
or  Class  II  price,  whichever  is  applicable. 
A  rate  equal  to  the  fluid  skim  differential 
should  be  paid  on  nonpool  skim  milk  en- 
tering the  marketing  area. 

Payments  on  non-pooled  cream  which 
Is  received  In  the  marketing  area  and 
classlfled  as  Class  III.  or  on  plain  con- 
densed milk,  frozen  desserts,  or  homo- 
genized mixtures,  should  be  eliminated. 
The  conclusions  herein  as  to  the 
proper  pricing  of  surplus  milk  should  be 
considered  as  applicable  only  under  con- 
ditions in  prospect  for  the  next  few 
months.  A  hearing  to  reconsider  sur- 
plus milk  pricing  should  be  held  soon 
after  the  period  of  flush  production  and 
no  later  than  September  1949. 

Indications  are  that  the  quantity  of 
Order  No.  27  pool  milk  (hereinafter  re- 
ferred to  as  surplus  milk)  which  must  be 
utilized  In  products  other  than  those  re- 
requiring   approval   of   marketing   area 
health  authorities  will  be  substantially 
larger  during  the  next  few  months  than 
during    corresponding    months    of    re- 
cent   years.     This    Is    due    principally 
to  the  action  of  the  Board  of  Health  of 
the  City   of  New  York  In   permitting, 
effective  January   1.   1949,  cream  from 
sources  not  directly  under  *the  super- 
vision of  the  New  York  City  Department 
of  Health  to  be  used  In  the  manufacture 
of  Ice  cream  and  other  manufactured 
dairy  products.     In  addition  It  appears 
that  the  total  supply  of  pool  milk,  par- 
ticularly through  the  season  of  flush  pro- 
duction, vvlll  be  somewhat  higher  than  in 
recent  years.    Any  decrease  in  the  con- 
sumption of  fluid  milk  this  year  In  rela- 
tion to  recent  years  will  also  Increase  the 
quantity  of  milk  to  be  other  wise  utilized. 
If  orderly  marketing  of  producers'  milk 
Is  to  be  effected,  all  milk  offered  to  han- 
dlers by  producers  must  be  accepted.   In 
order  to  Insure  orderly  marketing,  there- 
fore, surplus  milk  must  be  priced  at  a 
level  at  which  handlers  will  accept  the 
utilize  It. 

In  the  absence  of  classlfled  pricing  and 
equalization  as  provided  under  the  or- 
der,   certain    milk    products,    including 
cream  for  fluid  purposes  or  ice  cream  In 
the  Northeast  and  the  products  Included 
in  the  present  Class  III.  would  comprise 
preferred  outlets  for  New  York  pool  milk. 
These  are  relatively  bulky  or.  perishable 
products  for  which  transportation  costs 
from  the  more  distant  production  areas 
In  the  midwest  are  relatively  high.    This 
Is  not  true  In  the  case  of  butter  and 
Cheddar  cheese  and  certain  other  milk 
products  which  are  compact  and  rela- 
tively nonperlshable.    Surplus  milk  used 
In  products  other  than  butter  and  Ched- 
dar cheese  has  regularly  returned  more 
money  to  producers  than  milk  used  for 
butter  and  Cheddar  chee.se.    New  York 
pool  milk  should  be  priced  under  the  or- 
der so  as  to  result  in  the  utilization  of 
surplus   milk   In   the   preferred   surplus 
outlets,   thus   preserving   for   producers 
the  economic  advantage  to  which  their 
location  entitles  them. 

Ideally,  those  uses  which  return  pro- 
ducers the  highest  prices  should  yield 
the  greatest  net  return  to  handlers.  Al- 
though class  prices  In  the  past  have  been 
established  In  accordance  with  that  ob- 
jective, changing  relationships  between 
product  values  have  frequently  inter- 
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fered  with  Its  realization.  With  the 
present  system  of  multiple  class  pricing, 
the  amount  of  surplus  milk  used  In  cer- 
tain preferred  outlets  such  as  fluid  cream 
and  Ice  cream  for  Eastern  markets  and 
evaporated  milk  has  declined  In  recent 
years,  both  In  absolute  quantity  and  In 
relation  to  the  total  milk  utilized  in  such 
outlets,  while  at  the  same  time  relatively 
large  amounts  of  pool  milk  have  been 
utilized  In  the  manufacture  of  butter 
and  cheese.  With  all  surplus  milk  priced 
at  a  single  price  handlers  can  reason- 
ably be  expected  to  search  for  the  pref- 
erential markets  rather  than  put  their 
milk  into  those  products  which  afford 
the  most  favorable  margin  for  handlers 
but  which  may  result  In  the  lowest  re- 
turn to  producers.  It  Is  concluded, 
therefore,  that  all  siu-plus  milk  should 
be  In  the  same  class. 

The  price  established  at  this  time  for 
milk  classlfled  In  a  single  surplus  class 
may  need  to  be  lower  than  the  price 
established  for  such  milk  after  a  period 
of  time  has  been  allowed  for  a  shift  of 
pool  milk  Into  the  more  preferential  out- 
lets. 

An  analysis  of  possible  markets  for 
.surplus  milk  reveals  that  It  must  be 
priced  so  that  a  substantial  part  of  It 
will  be  utilized  for  Ice  cream  In  New  York 
City  If  the  quantity  of  such  milk  used  In 
lower  value  products,  such  as  butter  and 
Cheddar  cheese.  Is  to  be  kept  at  a  mini- 
mum. 

Until  recently,  cream  for  use  in  New 
York  City  Ice  cream  had  to  come  only 
from  sources  under  the  direct  supervision 
of  the  New  York  City  Department  of 
Health.  The  price  for  pool  milk  so  uti- 
lized has  included  a  premium  over  the 
price  of  other  cream.  This  outlet,  by  rea- 
son of  the  change  in  New  York  City 
health  authority  requirements  will  no 
longer  return  producers  Its  former  pre- 
mium. Any  attempt  to  maintain  this 
premium  In  the  order  would  result  in  the 
substitution  of  other  milk  for  pool  milk 
for  this  use. 

Ice  cream  manufacturers  have  been 
permitted  to  use  butter  from  sources 
other  than  those  directly  Inspected  by 
the  New  York  City  Department  of  Health 
In  making  ice  cream.  Butter  has  dis- 
placed pool  cream  as  a  source  of  butter- 
fat for  New  York  City  Ice  cream  to  a  sub- 
stantial extent.  This  shift  has  been  ex- 
pedited by  recent  technological  develop- 
ments in  the  process  of  using  butter  In 
making  ice  cream  with  accompanying  In- 
provement  In  the  quality  of  ice  cream  so 
made.  Cream  for  New  York  City  Ice 
cream,  therefore,  must  compete  with  but- 
ter as  a  source  of  butterfat. 

The  butter  used  In  Ice  cream,  however. 
Is  of  special  quality  for  which  ice  cream 
manufacturers  pay  a  premium.  The  rec- 
ord indicates  that  the  premium  which 
they  are  willing  to  pay  is  2  cents  per 
pound  of  butter.  Butter  usually  contains 
about  80.5  percent  butterfat.  The  value 
of  a  pound  of  butter.  Including  premium, 
therefore,  should  be  multiplied  by  1.24 
to  arrive  at  the  value  of  a  pound  of  but- 
terfat. To  convert  the  value  per  pound 
of  fat  to  a  value  per  hundredweight  of 
ml'k.  multiply  by  3.5. 

Other  preferred  outlets  In  the  North- 
east should  be  able  to  absorb  pool  milk 
at  a  price  which  will  compete  with  butter 
No  36 3 
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for  New  York  City  ice  cream.  These  out- 
lets include  cream  for  other  Eastern  mar- 
kets such  as  Boston  and  Philadelphia. 
Supply  conditions  In  the  Northeast  at 
times  In  the  past  have  resulted  in  the 
payment  of  premiums  for  butterfat  in 
Northeastern  markets  higher  than  pre- 
miums normally  obtainable  over  the  price 
of  butterfat  In  the  Midwest.  If  such  a 
condition  develops  in  the  futtu-e,  the  ad- 
ditional premium  should  accrue  to 
Northeastern  producers.  The  weighted 
average  price  per  40-quart  can  of  40  per- 
cent bottling  quality  cream  in  Boston  is 
apparently  the  best  indicator  of  the  vari- 
ation In  value  of  butterfat  In  the  North- 
east due  to  short-term  variations  be- 
tween National  and  Northeastern  supply 
conditions.  A  disadvantage  of  the  Bos- 
ton cream  price,  however,  is  that  the  milk 
equivalent  of  cream  in  the  Boston  market 
Is  relatively  small  as  compared  with  the 
volume  of  surplvis  milk  In  the  New  York 
pool. 

The  value  of  butterfat  in  Boston  cream 
Is  probably  comparable  with  the  value 
of  butterfat  In  butter  suitable  for  New 
York  City  Ice  cream  as  an  Indicator  of 
butterfat  values  In  the  Northeast  except 
for  occasional  premiums  due  to  special 
supply  and  demand  conditions  in  the 
Northeast.  Some  slight  difference 
might  exist  because  of  a  difference  in  the 
cost  of  shipping  cream  from  the  Mid- 
west to  the  New  York  and  Boston  mar- 
kets, but  the  record  does  not  show  what 
the  difference  Is.  If  any.  The  contention 
was  made  at  the  hearing  that  the  Bos- 
ton cream  price  reflected  some  premium 
for  continuous  supply  throughout  the 
year  which  New  York  handlers  are  not 
In  a  po.sltlon  to  obtain.  The  precise 
amount  of  such  premium,  if  any.  Is  not 
shown  in  the  record.  The  generally  rec- 
ognized way  to  convert  a  price  for  a 
40-quart  can  of  40  percent  cream  to  a 
value  per  pound  of  butterfat  is  to  divide 
by  33.48. 

In  the  months  from  March  through 
July,  the  New  York  Ice  cream  market  is  a 
more  Important  outlet  for  pool  milk  than 
at  other  times  of  the  year.  During  this 
period,  production  of  New  York  surplus 
milk  Is  likely  to  exceed  the  available  out- 
lets for  current  use  other  than  for  but- 
ter and  cheese.  Ice  cream  manufac- 
turers, as  well  £is  others,  however,  buy 
butterfat  during  this  period  to  store  for 
use  In  times  of  short  supply.  Some  ice 
cream  manufacturers  buy  practically 
their  entire  year's  needs  of  butterfat 
during  this  period. 

It  Is  concluded,  therefore,  (1)  that  the 
Boston  weighted  average  cream  price 
should  be  used  when  possible  as  the  In- 
dicator of  the  value  of  butterfat  in  the 
Class  in  formula;  (2)  that,  becau.se  of 
the  fact  that  the  volume  of  cream  on 
which  the  Boston  weighted  average 
cream  price  Is  based  Is.  or  may  be.  rela- 
tively small,  and  because  butterfat  for 
Ice  cream  is  worth  the  value  of  premium 
butter,  a  floor  computed  by  adding  2 
cents  to  the  price  of  U.  S.  Grade  A  or 
U.  S.  92-score  butter  in  New  York  multi- 
plied by  1.24  should  be  applicable:  and 
(3)  that  during  the  months  of  March 
through  July  the  premium  over  the  floor 
which  the  Boston  cream  price  should  be 
permitted  to  reflect  should  be  limited  to 
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an  amount  equivalent  to  one  cent  per 
pound  of  butter. 

Evidence  in  the  record  shows  that  a 
large  part  of  the  skim  milk  from  pool 
milk  Is  manufactured  into  nonfat  dry 
milk  solids  and  that  a  large  proportion 
of  the  nonfat  dry  milk  solids  manufac- 
tured in  recent  years  has  been  sold  for 
human  consumption. 

It  Is  concluded,  therefore,  that  the 
prices  to  be  used  to  represent  the  value 
of  skim  milk  be  prices  for  nonfat  dry 
milk  solids  for  human  consumption  only 
rather  than  the  average  of  the  prices  for 
human  consumption  and  for  animal 
food.  This  change,  hov/ever.  has  been 
taken  into  consideration  in  arriving  at 
the  handling  allowance  included  as  a 
part  of  the  Class  III  price  formula. 

In  the  contputatlon  of  the  skim  value 
In  the  recommended  Class  II  and  Class 
ni  formulas,  the  quotation  for  nonfat 
dry  milk  solids  is  multiplied  by  7.5  to 
represent  the  value  of  91  25  pounds  of 
skim  milk  (considering  100  pounds  of 
3.5  percent  milk  to  be  equivalent  to  9.75 
pounds  of  40  percent  cream  and  91.25 
pounds  of  skim  milk).  The  result  is 
approximately  the  same  as  that  obtained 
under  the  present  Class  V-B  formula  by 
multiplying  the  nonfat  dry  milk  solids 
quotation  by  8.3  to  arrive  at  a  value  for 
nonfat  dry  milk  solids  made  from  100 
pounds  of  skim  milk. 

The  Class  III  price  resulting  from  the 
formula  Is  the  price  in  the  201-210  zone 
from  New  York  City.  An  allowance  to 
cover  the  cost  of  shipping  cream  and 
nonfat  dry  milk  solids  from  the  201-210 
mile  zone  to  New  York  City  should  be 
subtracted  from  the  value  of  the  butter- 
fat and  skim  milk  solids  In  New  York 
City.  Carlot  rates  for  shipping  cream 
are  equivalent  to  about  7  cents  per  hun- 
dredweight of  milk,  and  rates  for  ship- 
ping nonfat  dry  milk  solids  are  approxi- 
mately equivalent  to  3  cents  per  hundred- 
weight of  milk.  A  transportation  allow- 
ance of  10  cents,  therefore,  should  be  sub- 
tracted from  the  combined  value  at  New 
York  City  of  the  butterfat  and  nonfat 
solids  in  a  hundredweight  of  milk. 

Probably  the  most  important  single 
factor  in  a  formula  for  Class  III  milk  is 
the  handling  allowance.  The  allowance 
should  be  one  under  which  all  of  the  milk 
offered  for  sale  by  producers  will  be  ac- 
cepted by  handlers.  An  allowance  which 
is  too  high  would  result  in  high  charges 
by  country  plants  for  Cla-^s  I-A  milk  and 
varying  premium  payments  to  producers, 
and  cooperative  associations  of  producers, 
above  the  prices  required  to  be  paid  by 
the  order.  A  handling  allowance  vhlch 
is  too  low  would  result  In  charges  for 
Class  I-A  milk  at  less  than  that  necessary 
to  cover  cost  of  operations,  and  eventu- 
ally in  the  reluctance  or  refusal  of  han- 
dlers to  accept  milk  from  producers  or 
from  cooperative  associations  of  produc- 
ers. 

One  approach  to  the  problem  of  deter- 
mining the  handling  allowance  Is  to  de- 
termine the  cost  of  manufacturing  the 
products  used  as  a  basis  for  determining 
the  price.  In  a  formula  using  the  value 
of  cream  and  nonfat  dry  milk  solids  as  a 
basis,  the  costs  of  manufacturing  these 
products  should  be  u;ed.  There  are 
many  difficulties  In  determining  han- 
dling allowances  on  the  basis  of  such 
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costs.    First,  there  are  few,  if  any.  oper- 
ations In  the  New  York  milkshed  which 
are  limited  substantially  to  the  separa- 
tion of  cream  and  the   production   of 
roller   process   nonfat   dry   milk   solids. 
The   cost   of   operating   manufacturing 
plants  may  be  higher  by  reason  of  the 
manufacture  of  products  which  yield  a 
higher  return,  or  a  lower  cost  may  be 
Incurred  if  products  yielding  a  lower  re- 
turn are  being  sold.     Second,  fixed  costs 
may  be  allocated  to  different  operations 
In  different  ways.     An  operator  who  has 
principally  a  Class  I-A  business  may  allo- 
cate most  or  all  of  its  fixed  costs  to  the 
Class  I-A  business,  while  an  operator  who 
has  a  large  percentage  of  his  milk  being 
manufactured    might   allocate    a   large 
share  of  his  fixed  costs  to  the  manufac- 
turing operations.    Both  methods  may 
be  correct  for  the  particular  business  in- 
volved.   Third,  it  is  necessary  to  adjust 
the  handling  allowance  for  prospective 
changes  in  the  costs. 

Considerable  testimony  was  offered  to 
Indicate  that  the  cost  of  making  cream 
and  nonfat  dry  milk  solids  is  between  85 
cents  and  one  dollar  per  hundredweight. 
When  these  figures  are  adjusted  for  pro- 
spective decreases  in  plant  loss  costs  be- 
cause of  recent  and  prospective  decrease 
in  product  values,  for  prospective  de- 
creases in  costs  of  feeder  plant  milk  in 
view  of  prospective  higher  volume,  and 
to  eliminate  costs  already  taken  into  ac- 
count in  the  transportation  allowance, 
-It  appears  that  the  costs  for  this  year 
will  be  nearer  4o  70  cents  than  to  the 
costs  for  last  year. 

Another  method  of  approaching  the 
problem  is  to  consider  percentage 
changes  In  the  costs  of  operating  manu- 
facturing plants.  Over-all  costs  of  man- 
ufacturing operations  appear  to  have  in- 
creased about  26  percent  since  handling 
allowances  were  last  determined.  In- 
creasing by  26  percent  the  present  han- 
dling allowance  of  59  cents  for  cream 
and  nonfat  dry  milk  solids  operations 
would  result  in  a  handling  allowance  of 
about  74  cents.  Some  adjustment  in  this 
figure  is  appropriate  in  view  of  prospec- 
tive conditions  this  year. 

A  third  method  of  approaching  the 
problem  is  through  study  of  the  actual 
handling  allowances  paid  feeder  plants 
for  milk  for  manufacture  or  for  Class 
I-A  use.  The  payment  of  charges  for 
handling  fluid  milk,  except  in  times  of 
short  supply,  considerably  in  excess  of 
the  cost  of  operating  fluid  milk  plants 
will  indicate  a  correspondingly  excessive 
allowance  for  handling  surplus  milk.  A 
Class  III  formula  must  have  been  in  op- 
eration for  a  period  of  time  before  this 
method  can  be  used. 

A  variation  of  this  third  method  is  to 
study  margins  taken  for  fluid  cream  and 
nonfat  dry  milk  .solids  sold  in  New  York 
City.  Since  such  cream  is  supplied  al- 
most entirely  from  pool  milk,  margins  ex- 
isting indicate  what  handlers  actually 
believe  is  a  sufficient  allowance  for  han- 
dling milk.  In  1948  the  margin  was 
equivalent  to  84.8  cents  per  hundred- 
weight of  milk.  This  margin,  however. 
Includes  the  transportation  allowance. 
It  also  should  be  adjusted  for  prospective 
conditions  this  year. 

It  is  concluded,  therefore,  that  the 
handlmg  allowance  in  the  Class  lU  for- 
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mula  should  be  70  cents.  The  effects  of 
this  allowance  on  the  handling  allow- 
ances paid  fluid  milk  plant  operators 
should  be  watched  and  the  allowance  be 
reconsidered  soon  after  the  period  of 
flush  milk  production. 

No  evidence  was  introduced  to  show 
that  the  present  method  of  computing 
the  surplus  class  butterfat  differentials 
should  be  changed.    The  only  changes 
recommended  herein  are  those  changes 
necessary  to  make  the  butterfat  differ- 
entials conform"  with  the  recommended 
changes  in  class  prices.    Since  the  rec- 
ommended Class  II  and  Class  III  for- 
mulas include  a  skim  value,  that  skim 
value  should  be  deducted   from   those 
class  prices  in  the  computation  of  but- 
terfaf  differentials.    The  amount  to  be 
deducted  should  be  the  same  as  the  skim 
value  included  in  the  Class  H  formula. 
A  different  butterfat  differential  for  milk 
utilized  in  butter  or  cheese  wUl  be  re- 
flected in  the  operation  of  the  recom- 
mended butter-cheese  differential  which 
is  based  on  pounds  of  butterfat  so  used. 
Establishment  of  one  set  of  transpor- 
tation differentials  for  all  Class  III  prod- 
ucts should  encourage  more  economic 
handling  of  milk.    It  should  encourage 
the  shipment  of  the  more  bulky  and  per- 
ishable Class  III  products  from  areas 
nearer  the  available  markets,  leaving  the 
milk  in  more  distant  areas  for  manu- 
facture into  more  condensed  products. 
The  proposed  was  made  that  the  pres- 
ent transportation  differentials  should 
be  retained  on  milk  separated  into  cream 
sold  in  New  England  or  the  Class  II-D 
area.    This  was  based  on  the  contention 
that  it  would  equalize  cqpts  for  the  con- 
suming   market    as    among    handlers. 
While   this   might    be   true   for   cream 
shipped  to  Boston  or  Philadelphia.   It 
would  not  be  true  for  shipments  to  other 
markets  in  these  areas.    Furthermore, 
the    evidence    reveals    no    economically 
sound  reason  why  outside  markets  should 
not  be  served  from  plants  most  advan- 
tageously located  with  respect  to  those 
markets. 

The  handling  allowance  in  the  Class 
III  price  formulas  as  herein  set  forth 
represents  an  allowance  for  making 
cream  and  nonfat  dry  milk  solids  from 
whole  milk.  In  adding  a  skim  value  to 
the  Class  II  price  an  allowance  for  mak- 
ing nonfat  dry  milk  solids  from  the  skim 
milk  in  Class  II  milk  is  required.  The 
allowance  should  be  some  portion  of  the 
70  cents  allowance  on  Class  III  milk. 

Evidence  in  the  record  indicates  that 
any  break-down  of  plant  operating  costs 
between  cream  and  nonfat  dry  milk 
solids  involves  arbitrary  assignment  of 
various  factors  of  cost  to  each  product 
to  the  extent  that  separate  allowances 
for  cream  and  for  nonfat  dry  milk  solids 
are  less  signiflcant  than  the  total  allow- 
ance for  manufacturing  milk  into  cream 
and  nonfat  dry  milk  solids.  However,  if 
nonfat  dry  milk  solids  price  quotations 
are  to  be  used  as  a  basis  for  determining 
the  value  of  skim  milk  in  Class  II  milk, 
some  margin  must  be  provided  the  han- 
dler to  cover  the  cost  of  skim  milk  in 
Class  II  milk  or  such  cost  would  have  to 
be  recovered  in  the  price  of  cream. 

Pursuant  to  the  present  order  the  al- 
lowances   on    nonfat    dry    milk    solids 


amount  to  about  64  percent  of  ftie  sum  of 
the  allowances  on  a  hundredweight  of 
milk  made  into  cream  and  nonfat  dry 
milk  solids.  If  the  allowance  on  non- 
fat dry  milk  solids  was  considered  to 
bear  the  same  percentage  to  the  70-cent 
allowance  as  It  does  to  the  total  of  the 
allowances  on  cream  and  nonfat  dry  milk 
solids  at  the  present  time,  it  would 
amount  to  45  cents.  Addition  of  3  cents 
as  an  allowance  for  freight  on  nonfat 
dry  milk  solids  from  the  201-210  mile 
zone  results  in  a  total  allowance  of  48 
cents  for  skim  milk  in  Class  II  milk. 

The  return  to  producers  for  milk  should 
be  the  same  whether  the  milk  is  u.sed  as 
fluid  milk,  or  as  fluid  cream  and  low 
butterfat  content  milk  drinks  or  as  fluid 
cream  and  fluid  skim  milk  in  the  mar- 
keting area,  as  long  as  .skim  milk  sold  as 
fluid  skim  milk  or  milk  drinks  must  come 
from  producers  approved  by  a  marketing 
area  health  authority.  The  fluid  skim 
differential  herein  established  applies  to 
the  same  skim  milk  as  presently  classi- 
fied In  V-A  and  will  yield  a  return  equiva- 
lent to  the  present  Class  V-A  price. 

Proposals  were  considered  at  the  hear- 
ing to  reduce  to  the  present  Class  V-B 
level  the  price  of  skim  milk  presently 
classified  in  Class  V-A.    Proponents  con- 
tended that  the  V-A  price  has  added  ma- 
terially to  the  product  cost  of  skim  milk 
products,  thus  encouraging  substitution 
of  concentrated  skim  milk  for  fiuid  skim 
milk  in  skim  milk  products,  and  pointed 
to  the  limited  extent  to  which  the  uni- 
form price  would  be  reduced  by  reason 
of    the    proposed    change.    The    record 
shows  that  the  volume  of  Class  V-A  skim 
milk  increased  about  50  percent  in  1948 
over  1947  and  to  a  level  higher  than  for 
any  year  since  1943.    Likewise  the  con- 
tribution to  the  uniform  price  in  1948 
was  substantially    greater    than    previ- 
ously.    If  substitution  of  concentrated 
skim   in  V-A  products  does  occur  the 
return  to  producers  on  displaced  fluid 
skim  milk  will   be  no  lower  than  the 
return  on  all  skim  milk  in  the  event  of 
adoption  of  the  proposed  price  reduction. 
The  fact  that  the  volume  of  Class  V-A 
skim  milk  is  small  in  relation  to  the  total 
volume  of  pool  milk  and  therefore  makes 
only  a  minor  contriubtion  to  the  uniform 
price  is  no  valid  rea.son  for  reducing  Its 
price. 

Outlets  may  not  be  available  in  1949 
for  all  of  the  surplus  milk  in  products 
other  than  butter  and  cheese.  In  order 
to  insure  the  acceptance  Of  all  the  milk 
produced  for  the  market,  a  lower  price 
should  be  established  for  milk  made  into 
butter  and  cheese.  This  lower  price 
should  not  be  such  that  it  encourages  the 
use  of  milk  in  butter  and  cheese  when  a 
more  remunerative  outlet  is  available. 

The  changes  in  disposition  of  surplus 
milk  that  may  be  expected  to  result  from 
shifting  to  a  single  surplus  class  may  re- 
quire some  time  to  take  place.  Providing 
a  special  differential  for  milk  made  into 
butter  and  cheese  while  this  shift  is  tak- 
ing place  appears  reasonable. 

Evidence  in  the  record  indicates  that 
the  price  of  cheese  on  the  Wisconsin 
Cheese  Exchange  does  not  accurately  re- 
flect changes  in  the  value  of  cheese  in 
the  New  York  milkshed.  It  appears  that 
handlers  manufacturing  cheese  usually 
sell  their  cheese  on  the  basis  of  the  Wis- 
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consin  Cheese  Exchange  quotations  but 
at  varying  amounts  above  or  below  that 
quotation.  No  other  cheese  price  quota- 
tion was  suggested  which  would  reflect 
changes  in  the  value  of  cheese  made 
from  pool  milk. 

May  and  June  are  the  months  of  great- 
est cheese  production  from  pool  milk 
while  the  most  butter  is  usually  made  in 
March.  The  fact  that  less  butter  is 
made  in  May  and  June  than  in  March 
'indicates  that  butter  facilities  are  not 
being  used  to  capacity  In  May  and  June. 
The  record  does  not  show  the  distribu- 
tion of  butter  facilities  over  the  milk- 
shed but  to  the  extent  that  milk  has 
alternative  outlets  in  butter  and  cheese, 
it  appears  that  a  price  for  cheese  lower 
than  butter  should  not  be  provided. 

Most  of  the  cheese  sold  on  the  Wis- 
consin Cheese  Exchange  is  produced  in 
areas  where  milk  is  used  primarily  for 
manufacturing.  Cheese  factories  must 
compete  with  butter  factories  in  obtain- 
ing and  maintaining  a  supply  of  milk. 
Accordingly,  the  prices  paid  farmers  for 
milk  used  to  make  butter  or  cheese  must 
be  about  the  same.  Since  the  combined 
costs  of  shipping  butter  and  nonfat  dry 
milk  solids  from  the  Midwest  is  about 
the  same  as  the  cost  of  shipping  cheese, 
the  value  of  Eastern  milk  for  butter  and 
cheese  should  be  aboutthe  same. 

Ehiring  the  months  of  March  through 
July,  which  are  the  months  during  which 
a  large  proportion  of  the  butter  and 
cheese  Ls  made,  the  butterfat  va|ie  used 
in  computing  the  Class  HI  price  will  ex- 
ceed the  value  of  butterfat  in  butter  by 
not  more  than  3  cents  per  pound  of  but- 
ter (3.72  cents  per  pound  of  fat)  and 
may  exceed  the  value  of  butterfat  in  but- 
ter by  as  little  as  2  cents  per  pound  of 
butter  (2.48  cents  per  pound  of  fat).  A 
butter-cheese  differential  of  4  cents  per 
pound  of  fat  will  therefore  at  all  times 
during  those  months  completely  cancel 
cut  the  amount  by  which  the  butterfat 
value  used  In  computing  the  Clsiss  III 
price  exceeds  the  value  of  butterfat  in 
butter  and  will  provide  a  handler  mak- 
ing butter  or  cheese  some  additional 
allowance. 

Some  further  allowance  to  handlers 
making  butter  or  cheese  results  from  the 
use  of  a  transportation  allowance  and 
transportation  differentials  based  on  the 
cost  of  shipping  cream  and  nonfat  dry 
milk  solids  to  the  marketing  area.  This 
additional  allowance  would  be  approx- 
imately equal  to  the  difference  between 
the  costs  of  shipping  butter  or  cheese 
and  cream  to  the  marketing  area.  This 
difference  Increases  as  the  distance  to 
the  marketing  area  Increases. 

The  amount  of  the  allowance  provided 
a  handler  In  the  butter-cheese  differen- 
tial plus  the  transportation  differential 
to  the  301-325  mile  zone  could  result  in 
an  amount  approximately  equivalent  to 
the  costs  of  churning  butter  as  shown  in 
the  record.  Crediting  handlers  with  the 
full  butter-cheese  differential  in  zones 
more  distant  from  the  marketing  area 
than  the  301-325  mile  zone  could  result 
in  the  butter  being  a  more  favorable  out- 
let to  a  handler  than  a  Class  III  product 
other  than  butter  and  cheese. 

To  eliminate  this  possibility  the 
amount  of  the  butter-cheese  differential 
in  areas  more  distant  from  the  market- 


FEDERAL  REGISTER 

ing  area  than  the  301-325  mile  zone 
should  be  reduced  by  the  amount  which 
the  transportation  differential  Is  higher 
than  the  transportation  differential  in 
the  301-325  mile  zone.  Public  disclosure 
by  the  market  administrator  of  the  loca- 
tion of  any  plant,  and  the  name  of  the 
handler  operating  the  plant,  at  which 
any  signiflcant  amount  of  milk  Is  being 
used  in  butter  or  cheese  should  result  In 
the  movement  of  milk  into  a  higher  value 
utilization  if  any  other  handler  has  such 
outlets  available.  Provision  for  such 
public  disclosure  only  In  instances  of 
utilization  in  butter  and  cheese  of  an 
average  of  at  least  4.000  poimds  of  milk 
per  day  Is  designed  to  exclude  Inci- 
dental uses  for  butter  or  cheese  of  vol- 
umes of  milk  smaller  than  those  consti- 
tuting a  probable  source  of  supply  for 
other  Class  HI  products. 

Storage  cream  from  pool  milk  has 
historically  been  used  principally  for 
products  requiring  milk  from  sources 
Inspected  by  the  New  York  City  Depart- 
ment of  Health,  namely  sour  cream,  re- 
constituted cream  and  ice  cream.  The 
order  has  priced  milk  utilized  in  storage 
cream  the  same  as  milk  used  in  New  York 
City  ice  cream — a  price  higher  than  that 
for  milk  used  for  cream  sold  outside  the 
marketing  area  but  lower  than  that  for 
Class  n-A  milk.  Fresh  cream  used 
either  as  sweet  or  sour  cream  Is  classi- 
fled  as  Class  II-A. 

Milk  used  for  storage  cream  subse- 
quently manufactured  into  Ice  cream 
should  be  priced  the  same  as  milk  used 
directly  in  Ice  cream.  Evidence  in  the 
record,  however,  Indicates  that  no  simi- 
lar reduction  should  be  made  In  the  price 
of  milk  used  for  storage  cream  subse- 
quently made  Ifcto  sour  cream  or  recon- 
stituted sweet  cream  for  the  marketing 
area. 

In  order  to  lower  the  price  for  milk 
used  In  cream  stored  for  ice  cream  and 
not  for  cream  stored  for  sour  or  recon- 
stituted cream,  one  of  two  methods 
might  be  used: 

First,  price  the  milk  at  the  higher  price 
and  pay  rebates  when  the  cream  Is  used 
in  Ice  cream:  or.  second,  price  the  milk 
at  the  lower  price  and  require  an  addi- 
tional payment  if  the  cream  Is  used  In 
sour  or  reconstituted  cream. 

In  order  to  encourage  the  storage  of 
cream  to  facilitate  the  use  of  pool  milk 
In  the  preferential  uses.  It  Is  concluded 
that  the  original  payment  should  be  at 
the  lower  rate  than  at  the  higher. 

At  the  present  time  the  Class  II-B 
price  (the  price  for  milk  used  In  storage 
cream)  is  priced  20  cents  per  hundred- 
weight over  the  Class  II-E  price  In  March 
through  July  and  25  cents  over  the  Class 
n-E  price  In  the  months  of  August 
through  February.  To  bring  the  total 
costs  of  milk  used  for  storage  cream  for 
sour  or  reconstituted  cream  up  to  the 
approximate  level  resulting  from  the 
present  Class  II-B  formula  an  additional 
payment  above  the  Class  HI  price  of  10 
cents  per  pound  of  butterfat  should  be 
charged  for  cream  separated  In  the 
months  of  March  through  July,  and  11 
cents  per  pound  of  butterfat  should  be 
charged  for  cream  separated  In  the 
months  of  August  through  February. 

Inasmuch  as  a  lower  price  (In  the  form 
of   the   butter-cheese   adjustment)    for 
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milk  made  Into  butter  Is  being  continued 
in  the  order,  storage  cream  payments  for 
cream  separated  in  April  through  Sep- 
tember and  used  In  butter  during  Janu- 
ary through  March  should  be  continued. 
The  rate  should  be  the  same  as  the  but- 
ter-cheese differential. 

The  decline  in  dairy  product  prices 
generally  in  the  latter  half  of  1948  re- 
sulted in  inventory  losses  to  handlers 
holding  storage  cream.  Thus,  handlers 
may  be  reluctant  to  store  cream  in  1949. 
It  is  in  the  interest  of  producers  that 
handlers  should  store  cream,  however. 

To  encourage  the  storage  of  cream  dur- 
ing the  coming  season  of  flush  produc- 
tion, therefore.  It  Is  concluded  that  han- 
dlers should  be  Insured  against  inven- 
tory loss  on  storage  cream  separated  in 
April  through  July  1949  to  the  extent  of 
the  butter-cheese  differential  on  that 
cream  used  for  other  than  marketing 
area  sour  or  reconstituted  cream.  They 
should  not  be  eligible  both  for  this  pay- 
ment and  the  regular  storage  cream  pay- 
ment for  butter.  Likewise,  payment  by 
the  handler  for  cream  separated  in  April 
through  July  1949  and  used  In  sour  or  re- 
constituted cream  should  not  result  In 
a  butterfat  cost  to  the  handler  of  more 
than  the  value  of  the  butterfat  at  the 
Class  II  price  in  the  month  used,  less  four 
cents  per  pound  of  butterfat.  The  four 
cents  per  pound  of  butterfat  should  cover 
somewhat  more  than  half  the  cost  of 
storage. 

The  primary  purpose  for  requiring 
payments  on  milk  and  certain  milk  prod- 
ucts shipped  to  the  marketing  area  from 
nonpool  sources  Is  to  eliminate  or  mini- 
mize the  danger  of  such  nonpool  milk 
competing  unfairly  with  pool  milk. 

The  Class  III  price  herein  recom- 
mended appears  to  be  a  price  at  which 
New  York  handlers  will  be  able  to  com- 
pete with  nonpool  handlers  in  the  sale  of 
milk  and  milk  products  in  the  Northeast 
generally.  If  that  price  Is  a  competitive 
price,  then  It  represents  the  approximate 
price  at  which  nonpool  milk  or  milk  prod- 
ucts might  be  available  for  sale  In  the 
marketing  area.  Therefore,  payments  on 
nonpool  milk  or  milk  products  shipped 
to  the  marketing  area  at  the  difference 
between  the  Class  III  price  and  the  re- 
spective Class  I  or  Class  II  price  should 
put  the  nonpool  handler  on  approxi- 
mately the  same  competitive  basis  as  the 
pool  handler. 

Issue  No.  7.  Class  I-C  milk  shipped 
to  a  plant  or  a  purchaser  In  Maine.  Mas- 
sachusetts. New  Hampshire,  or  Rhode 
Island  should  be  priced  at  the  same  level 
as  Class  I-A  milk.  The  butterfat  dif- 
ferentials on  Classes  I-B  and  I-C  should 
not  be  changed. 

In  1948  the  Class  I-C  price  averaged  33 
cents  below  the  Class  I-A  price.  This 
compares  with  27  cents  in  1947  and  6 
cents  In  1946.  The  Class  I-C  price  for 
the  months  of  October,  November  and 
December  averaged  5  cents  above.  6  cents 
below,  and  49  cents  below  the  Class  I-A 
price  in  the  respective  years  of  1946.  1947 
and  1948.  The  lower  Class  I-C  price  In 
relation  to  the  Class  I-A  price  results 
primarily  from  a  combination  of  lower 
surplus  class  prices  and  higher  utilization 
In  the  surplus  classes.  A  similar  decline 
In  the  Class  I-C  price  in  relation  to  the 
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Class  I  price  under  the  Boston  order  has 
occurred. 

Proponents'  contended  on  the  record 
that  the  relationship  between  the  Class 
I-C  price  and  the  Boston  Class  I  price 
gives  New  York  handlers  a  competitive 
advantage  over  Boston  handlers  selling 
milk  in  southern  New  England  markets. 
A   representative  of  a  Boston   handler 
teotifled  that  in  recent  months  outlets  in 
southern  New  England  formerly  supplied 
by  that  handler  had  been  lost  to  a  New 
York  handler.     Compared  with  a  year 
earlier  shipments  of  Class  I-C  milk  Into 
Rhode  Island  and  Massachusetts  have 
shown  some  increase  in  recent  months 
while  shipments  into  Connecticut  have 
declined,  and   all  shipments  into  New 
England  have  increased  while  total  Class 
I-C  sales  have  declined.     Shipments  of 
Bo.ston  pool  riilk  into  Rhode  Island  in 
November  and  December  1948  were  lower 
than  a  year  earlier. 

In  recent  months  Class  I-C  milk  sold 
In  New  England  has  amounted  to  about 
21  percent  of  total  Class  I-C  and  less 
than  2  percent  of  total  receipts  of  milk 
from  producers. 

In  addition  to  Boston  and  New  York 
pool  milk,  other  sources  of  supply  for 
New  England  secondary  markets  are  lo- 
cal producers  and  plants  not  under  the 
Boston  or  New  York  orders.     The  Class 
I  prices  to  be  paid  local  producers  in  most 
of  the  markets  are  established  by  the 
respective  State  milk  control   agencies. 
Such  Class  I  prices  appear  to  move  some- 
what in  line  with  New  York  Class  I-A 
price  and  the  Boston  Class  I  price.    Class 
I  milk  from  plants  not  under  the  Boston 
or  New  York  order  Is  generally  priced  on 
the  basis  of  either  the  Boston  or  the  New 
York  uniform  price.     Pricing  New  York 
milk  sold  in  such  markets  as  the  Class 
I-A  price  should  result  In  a  fairly  close 
relationship  between  the  cost  of  Boston 
or  New  York  pool  milk  and  the  cost  of 
milk  from  local  producers. 

Class  I  milk  for  markets  in  Maine.  New 
Hampshire.  Massachusetts  and  Rhode 
Island  to  supplement  that  supplied  by 
local  producers  has  been  supplied  in  re- 
cent years  largely  from  plants  regulated 
by  the  Boston  Federal  Order  and  priced 
under  that  order  the  same  as  Class  I  milk 
in  the  Boston  market.  Supplemental 
supplies  for  Connecticut  markets,  on  the 
other  hand,  have  come  largely  from  New 
York  pool  milk.  The  pricing  of  New  York 
pool  milk  shipped  to  markets  in  Mas- 
.sachusetts.  Rhode  Lsland.  Maine,  and 
New  Hampshire  as  herein  provided  will 
result  in  a  price  for  such  milk  the  same 
as  the  price  for  fluid  milk  in  the  New 
York  marketing  area. 

Issues  8  and  9.  The  classes  to  be  in- 
cluded in  the  requirement  for  desirable 
utilization  .should  be  changed  to  the  ex- 
tent of  eliminating  the  present  Cla.ss 
II-B  from  the  optional  classification  to 
be  included. 

The  requirement  concerning  the  in- 
clusion of  Class  I-C  in  the  de.sirable 
utilization  provision  should  not  be 
changed. 

The  use  of  this  provision  to  direct  milk 
Into  the  highest  paying  surplus  class 
should  not  be  Included. 

The  provision  concerning  automatic 
cancellation  in  the  event  of  lack  of  health 


approval  on  June  15  of  any  year  should 
be  modified  to  definitely  show  that  health 
approval  in  this  connection  means  ex- 
actly the  same  thing  as  health  approval 
in  the  requirement  for  pool  plant  des- 
ignation. This  modification  is  one  of 
clarification  and  not  one  of  substance. 

A  considerable  amount  of  testimony 
was  offered  at  the  hearing  in  support  of 
the  proposition  to  use  the  provision  con- 
cerning cancellation  of  pool  plants  des- 
ignations for  the  purpo.se  of  channeling 
milk  into  the  higher  paying  surplus 
classes  as  well  as  for  supplying  the  mar- 
ket with  fluid  mUk  when  needed.  The 
basic  reason  for  this  proposal  appeared 
to  be  one  of  maladjustment  of  the  prices 
of  surplus  mUk.  The  whole  question  of 
surplus  pricing  Is  discussed  elsewhere 
herein.  The  changes,  as  elsewhere 
herein  set  forth,  in  the  method  of  pric- 
ing surplus  milk  should  minimize,  if  not 
eliminate,  the  need  for  this  type  of  pro- 
vision. 

Furthermore,     the     requirement    for 
handlers  to  be  willing  to  supply  the  mar- 
ket with  milk  when  needed,  is  based  on 
the  principle  that  handlers  who  receive 
equalization  payments  under  the  classi- 
fied   pricing    and    market-wide   pooling 
system  have  an  obligation  to  supply  the 
market  with  fluid  milk  when  needed.    In 
other  words,  the  fact  that  an  order  is  in 
existence  should  not  jeopardize  the  sup- 
ply   of   milk    for    the    marketing    area 
simply  because  the  outlets  returning  the 
lower  prices  to  producers  may  be  more 
attractive    to    handlers.     Although   the 
channeling  of  surplus  milk  into  prefer- 
ential outlets  Is  a  legitimate  objective  of 
surplus  pricing,  there  appears  to  be  no 
valid  reason  why  handlers  should  be  re- 
quired to  subscribe  to  this  principle  in 
order  to  preserve  the  pool  status  of  their 

plants.  „    , 

Because  of  the  action  of  the  New  York 
City  Board  of  Health  permitting  cream 
to  enter  the  marketing  area  from  sources 
not  subject  to  Inspection  by  the  New 
York  City  Department  of  Health,  cream 
for  uses  in  the  present  Class  H-B  classi- 
fication (except  storage)  no  longer  is  re- 
quired to  come  principally  from  sources 
that  are  presently  subject  to  regulation 
by  Order  No.  27.    Furthermore,  the  pro- 
posed reclassification  and  change  in  price 
for  milk  handled  in  such  a  manner  that 
it  is  presently  classified  as  II-B  makes 
this  utilization  one  that  is  no  more  de- 
sirable with  respect  to  its  effect  on  the 
uniform  price  than  most  other  surplus 
uses.     Class  H-B  therefore  should  be 
eliminated  from  the  list  of  classes  which 
the  market  adminl.strator  may  include 
as  desirable  in  a  determination  of  de- 
sirable utilization. 

A  number  of  witnesses  testified  that 
the  present  requirement  that  a  determi- 
nation of  desirable  utilization  Include 
certain  Class  I-C  milk  to  the  extent  of 
50  percent  of  the  milk  received  from 
producers  might  result  in  handlers  out- 
side of  the  marketing  area  having  an 
advantage  over  handlers  in  the  market- 
ing area  in  obtaining  fluid  milk  in  times 
of  short  supply.  The  record  did  not  re- 
veal, however,  that  such  has  been  the 
actual  experience  under  the  operation  of 
the  present  provision.  Furthermore,  the 
record  indicates  that  problems  during 
the  next  few  months  will  be  those  asso- 


ciated with  the  handling  of  surplus  milk 
rather  than  with  a  shortage  of  milk. 

Issues  Nos.  10.  11.  and  12.  Milk  used 
in  a  product  not  specifically  named  in 
some  other  class  should  be  classified  as 
Class  III.  Fluid  milk  products  and  fluid 
cream  products  should  be  classified  the 
same  as  milk  and  cream  respectively. 
The  order  should  be  changed  to  provide 
that  milk  drinks  containing  more  than  5 
percent  of  butterfat  should  be  classified 
as  Class  II  if  sold  in  the  marketing  area  * 
and  Class  in  if  sold  outside,  and  that 
milk  drinks  containing  less  than  3  per- 
cent of  butterfat  should  be  classified  as 
Class  m  if  sold  outside  the  marketing 


area. 

The  requirement  that  pool  milk  or 
cream  at  a  nonpool  plant  be  assigned  to 
any  excess  plant  loss  before  pro  rata  as- 
signment to  all  producU  leaving  the  plant 
should  be  continued.  Milk  or  cream 
shipped  to  a  nonpool  plant  should  be 
classified  at  either  the  pool  plant  or  the 
nonpool  plant  according  to  the  shipping 
handler's  election.  The  classification  of 
cream  used  in  standardizing  milk  should 
continue  to  be  Class  I-A.  Class  I-B.  or 
Class  I-C. 

Milk  shipped  into  the  marketing  area 
in  the  form  of  cream  and  assigned  to 
ice  cream  or  cream  cheese  at  either  the 
first  or  second  plants  in  the  marketing 
area  should  be  classified  at  such  plants. 
Otherwise  milk  shipped  into  the  market- 
ing area  in  the  form  of  milk  or  cream 
should  be  classified  according  to  the  form 
in  whlda  it  leaves  the  shipping  plant. 

No  change  should  be  made  in  the  pro- 
visions concerning  the  classification  of 
milk  shipped  in  the  form  of  milk  or 
cream  more  than  65  miles  to  plants  in 
certain  specified  areas  except  as  neces- 
sary to  conform  with  other  recommended 
changes  in  the  order. 

Proposals  11.  12  and  18.  providing  that 
milk,  once  separated,  shall  be  classified 
no  higher  than  Class  II-A.  and  milk 
shipped  as  milk  or  cream  to  a  nonpool 
plant  shall  be  classified  no  higher  than 
the  class  for  milk  or  cream  sold  as  fiuid 
milk  or  cream  in  that  area,  apparently 
were  prompted  by  the  following  effects  of 
the  present  provisions  proposed  to  be 
amended : 

( 1 )  Class  I-A.  I-B  or  I-C  classification 
for  cream   used  in  standardization  of 

milk. 

(2)  Class  I-A  classification  of  milk  or 
cream  assigned  to  products  not  specif- 
ically named  in  another  class. 

(3)  Class  n-A  classification  of  cream 
assigned  to  milk  drinks  of  less  than  3 
percent  butterfat  sold  in  an  area  where 
fiuid  cream  is  classified  in  a  lower  class. 

(4)  The  assignment  of  pool  mi*  or 
cream  to  excess  plant  loss  at  a  nonpool 
plant  before  assignment  to  products  leav- 
ing the  nonpool  plant. 

Proposal  21  was  also  designed  to  elim- 
inate the  requirement  that  pool  milk  at 
a  nonpool  plant  be  assigned  to  excess 
plant  loss  prior  to  a  pro  rata  assignment 
to  all  classes  at  the  plant. 

Proposals  22  and  23  were  also  prompted 
by  the  fact  that  the  use  of  milk  or  cream 
in  making  a  new  manufactured  product 
resulted  in  a  Class  I-A  classification  even 
though  the  new  product  had  to  compete 
with  similar  products  made  from  non- 
pool  milk  in  other  areas. 
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Proposal  24  would  classify  milk  used  to 
make  eggnog  in  Class  II-B.  This  was  due 
to  the  fact  that  eggnog.  although  made  of 
cream  or  a  mixture  similar  to  ice  cream 
mix,  was  considered  to  be  a  milk  drink  of 
more  than  3  percent  butterfat.  or  the 
mixture  from  which  it  was  made  was 
considered  a  product  not  named  in  the 
class  definitions. 

The  principal  reason  given  for  re- 
questing the  changes  was  that  the  tech- 
nical requirements  of  the  present  order 
discouraged  nonpool  users  of  milk  and 
cream  from  buying  from  handlers  under 
the  order.  The  record  revealed  that  most 
of  the  difficulties  complained  of  were 
due  to  maladjustments  in  class  defini- 
tions rather  than  with  the  provisions 
establishing  the  basis  of  classification. 

The  changes  herein  recommended  In 
the  class  definitions  will  result  in  milk 
drinks  of  less  than  3  percent  or  more 
than  5  percent  butterfat.  which  are  fre- 
quently made  by  adding  cream  to  milk  or 
skim  milk,  being  classified  the  same  as 
fluid  cream  distributed  in  the  same  area 
as  the  milk  drinks.     Products  not  named 
in  a  specific  class  are  placed  in  Class  HI 
Inasmuch  as  these  products  must  com- 
pete with  milk  from  unregulated  sources. 
The  one  apparent  danger  in  such  a  shift 
is  that  some  handler  may  claim  that  a 
product  which  is  essentially  fluid  milk  or 
fluid  cream  should  be  classified  as  Class 
III  because  Its  composition  varies  from 
the  technical  definition  In  the  rules  and 
regulations  established  under  the  order. 
The  term  "fluid  milk  products,"  there- 
fore, is  included  In  the  Class  I-A,  I-B, 
and  I-C  definitions,  and  the  term,  "fluid 
cream  products"  Is  included  in  the  Class 
II  and  Class  III  deflnltions.    The  terms 
milk  and  cream  might  be  defined  to  in- 
clude what  is  contemplated  under  the 
terms  fluid  milk  products  and  fluid  cream 
products,  but  because  of  the  special  sig- 
nificance of  the  definitions  of  these  terms 
for  purposes  other  than  administration 
of  the  order,  it  appears  advisable  to  pro- 
vide a  means  of  defining  modifications  of 
milk  and  cream  under  a  different  name 
and  still  require  the  same  classifications 
as  for  milk  and  cream. 

The   provision   to   permit   a   handler 
shipping  milk  or  cream  to  a  nonpool 
plant  to  choose  whether  the  milk  is  to  be 
classified  at  the  pool  plant  or  at  the  non- 
pool  plant  also  gives  handlers  relief  with 
respect  to  the  complaints  made.    Under 
this  provision,  the  handler  can  remove 
mast  of  the  risk  of  higher  classifications 
by  giving  up  the  right  to  claim  lower 
classifications.    This  will  make  it  possi- 
ble for  him  in  most  instances  to  avoid 
high  clas-sification  at  nonpool  plants  be- 
cause of  excess  plant  loss.    The  handler 
operating  the  nonpool  plant,  however, 
must  still  prove  that  the  milk  or  cream 
was  actually  received  and  handled  at  the 
nonpool  plant  and  not  shipped  to  the 
marketing  area  in  the  form  of  milk  or 
cream.    Shipments    from    the    nonpool 
plant  to  the  marketing  area  of  milk  or 
cream  will  still  be  classified  as  Class  I-A 
and  Class  II.  , 

Cream  used  for  standardization  of  milk 
will  still  be  classified  in  the  same  class  as 
the  milk  so  standardized.  The  present 
requirements  for  a  complete  audit  at  any 
plant  at  which  classification  is  to  be  de- 
termined and  for  the  burden  of  proof  to 


FEDERAL  REGISTER 

be  upon  the  handler  are  continued.  No 
satisfactory  reasons  were  given  for  mak- 
ing the  requested  changes  in  these  pro- 
visions. 

The  record  with  respect  to  the  above 
topics  revealed  that  a  number  of  the 
present  provisions  of  the  basis  of  classifi- 
cation were  not  clear  or  were  subject  to 
misinterpretation.  Several  of  these  pro- 
visions have  been  revised  for  the  purpose 
of  clarity  only.  These  include  the  open- 
ing statement,  the  burden  of  proof,  pro- 
visions concerning  the  plant  at  which 
classification  is  to  be  determined,  and 
the  accounting  procedure. 

Proposals    numbered    13    through    17 
were  to  classify  milk  in  accordance  with 
use  in  the  marketing  area  rather  than  at 
plants  outside  the  marketing  area.  There 
were  two  problems  relating  to  marketing 
area  classification  which  were  particu- 
larly stressed.    One  involved  classifica- 
tion at  ice  cream  plants  only  if  the  ice 
cream  plant  is  the  first  marketing  area 
plant  at  which  the  cream  is  received.    It 
appears  from  the  record  that  it  is  often 
more  economical  to  redistribute  cream 
received  In  large  lots  to  many  small  ice 
cream  plants  than  to  ship  small  lots  of 
cream  directly  to  each  plant.    Further- 
more, there  appeared  to  be  no  good  rea- 
son why  an  additional  cream  movement 
should  disqualify  an  ice  cream  classifica- 
tion for  the  milk.    A  provision  is  in- 
cluded,   therefore,    for    an    additional 
movement  of  cream  in  the  marketing 
area  prior  to  classification.     This  provi- 
sion, however,  does  not  change  the  exist- 
ing provision  for  the  market  administra- 
tor to  determine  what  constitutes  a  plant 
nor  does  it  permit  classiflcation  at  estab- 
lishments not  considered  plants  for  pur- 
poses of  the  order. 

A  second  problem  concerning  market- 
ing area  classiflcation  was  that  involving 
cream  cheese.   At  present  cream  received 
in  the  marketing  area  and  manufactured 
into  cream  cheese  is  classified  as  cream  at 
the  plant  from  which  it  is  shipped  as 
cream   into   the   marketing   area.    The 
elimination  of  the  manufacture  of  cream 
cheese  in  the  marketing  area  as  a  basis 
of  classification  in  the  cream  cheese  class 
in  1941  caused  at  least  one  handler  to 
move  his  cream  cheese  manufacturing 
operations  to  a  country  plant  and  to  leave 
the  packaging  operation  in  the  market- 
ing area.    It  was  contended  that  cream 
cheese  was  of  better  quality  if  manufac- 
tured and  packaged  at  the  same  place 
and  near  the  market.    It  was  not  shown 
that  a  marketing  area  cream  cheese  out- 
let was  either  necessary  or  particularly 
desirable  as  an  outlet  for  producers'  milk. 
However,  pursuant  to  prices  herein  rec- 
ommended, it  will  return  to  producers  the 
same  price  as  most  other  surplus  outlets. 
Except   for  the  two  problems   men- 
tioned, evidence  in  the  record  fails  to 
Justify  unlimited  classification   on   the 
basis  of  marketing  area  use.    The  record 
was  vague  as  to  what  would  be  the  ef- 
fect of  the  proposals  as  far  as  returns  to 
producers   and    auditing   problems    are 
concerned. 

Furthermore,  complete  marketing  area 
classification  would  mean  lower  total 
payments  on  fluid  milk  and  fluid  cream 
shipments  to  the  marketing  area  because 
of  classification  of  route  returns  in  classes 
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lower  than  Class  I-A  and  Class  n.  Con- 
sideration of  a  change  in  the  order  with 
respect  to  a  lower  classification  of  route 
returns  should  be  accompanied  by  con- 
sideration of  an  increase  in  the  Class  I-A 
and  Class  II  prices  to  offset  the  reduc- 
tion in  Class  I-A  and  Class  II  volume. 

Proposals  19  and  20  were  designed  to 
allow  classiflcation  at  the  receiving  plant 
of  milk  or  cream  shipped  to  any  plant 
within  65  miles  of  any  pool  plant.  The 
present  provisions  permit  classiflcation 
at  plants  to  which  shipments  are  made 
only  if  they  are  located  within  65  miles 
of  the  pool  plant  where  the  milk  was 
received  from  producers  (or  the  plant 
where  the  milk  was  separated  in  the  case 
of  cream).  The  proposed  change  is  de- 
fective in  the  following  respects: 

(1)  In  case  of  shipments  to  plants  lo- 
cated approximately  65  miles  from  a 
number  of  pool  plants,  it  would  be  neces- 
sary to  determine  distances  from  all  such 
pool  plants  to  the  plant  to  which  ship- 
ment is  made. 

(2 1  If  the  only  pool  plant  within  65 
miles  of  the  plant  to  which  shipments 
were  made  is  a  plant  operated  by  a 
handler  other  than  the  shipping  handler, 
the  question  of  classifying  milk  at  the 
receiving  plant  would  be  subject  to  the 
continuing  designation  as  a  pool  plant 
of  a  plant  over  which  the  shipping  han- 
dler has  no  control. 

(3)  It  is  based  on  the  illogical  prin- 
ciple that  exceptions  applicable  to  pool 
plants  which,  by  reason  of  their  loca- 
tion, may  be  at  a  relative  disadvantage 
in  the  disposition  of  surpli;;s  milk  should 
apply  also  to  other  pool  plants  not  so 
located. 

Proposal  number  51  would  require  the 
market  administrator  to  accept  as  cor- 
rect any  reported  classiflcation  of  milk 
in  those  cases  where  he  would  not  at- 
tempt to  conduct  an  audit.  Apparently 
the  cases  prompting  the  proposal  were 
those  involving  .shipments  of  ice  cream 
mix  and  storage  cream  to  foreign  coun- 
tries. The  changes  in  classification  and 
pricing  as  set  forth  herein  should  cor- 
rect most  of  the  alleged  inequities. 

Issue  No.  13.  Provisions  with  respect 
to  storage  cream  reports,  the  accounting 
for  storage  cream,  and  the  administra- 
tive handling  of  storage  cream  payments 
should  be  modified  to  provide  that: 

(1)  Storage  of  cream  reports  be  made 
by  the  handler  who  separates  the  milk 
rather  than  by  the  handler  who  receives 
the  milk  from  producers; 

( 2 )  Storage  cream  payments  be  based 
on  the  month  in  which  the  cream  is  sep- 
arated, rather  than  on  the  month  in 
which  the  original  milk  Is  received  from 
producers ; 

(3)  The  handler  separating  the  milk 
be  the  handler  eligible  to  receive  storage 
cream  payments  from  the  producer  set- 
tlement fund,  or  required  to  make  stor- 
age cream  payments  into  the  producer 
settlement  fund  as  the  case  may  be ;  and 

(4)  Storage  cream  payments  be  made 
on  the  basis  of  utilization  reports  filed 
not  less  than  two  months  after  the  cream 
is  utilized,  rather  than  be  made  on  the 
basis  of  specific  claims  for  payments 
within  30  days  after  the  month  of  utiliza- 
tion.  No  provision  for  c.s:.ignment  by  one 
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handler  to  another  of  claims  should  be 
included. 

The  modifications  set  forth  above  are 
substantially  those  proposed  and  sup- 
ported by  the  industry.  They  should 
facilitate  the  accounting  and  reporting 
a.ssociated  with  the  storage  cream  pro- 
visions of  the  order.  Such  modifications 
•will  effect  returns  to  producers  only  to  a 
minor  extent,  if  at  all. 

A  period  within  which  utilization  re- 
ports may  be  filed  Is  established  as  two 
months  after  the  month  of  utilization, 
rather  than  three  months  as  proposed  by 
handlers.  A  period  shorter  than  three 
months  appears  adequate  in  vie^v  of  other 
changes  in  storage  cream  accounting  and 
reporting  procedure. 

Provision  for  assignment  of  claims  for 
storage  cream  payments  would  unnec- 
essarily Involve  the  marlcet  administrator 
In  inter-handler  cream.  Furthermore. 
Inadequate  consideration  was  given  to 
the  question  of  how  such  a  provision 
would  or  should  tie  In  with  the  new  pro- 
vision under  which  handlers  may  be  re- 
quired to  make  payments  into  the 
producer  settlement  fund. 

Isxue  No.  14.  The  order  should  be 
amended  to  defer  for  the  balance  of  1949 
determination  by  the  market  adminis- 
trator of  a  freight  zone  for  any  pool  plant 
different  from  the  currently  effective 
freight  zone  for  the  plant  as  previously 
determined  and  announced.  Otherwi.se. 
no  change  would  be  made  In  the  order 
relative  to  the  establishment  of  freight 
zones. 

A  new  determination  of  freight  zones 
pursuant  to  present  provisions  of  the 
order  would  result  in  changing  the 
freight  zone  for  a  su"bstantial  number  of 
plants.  Minimum  class  prices  and  the 
uniform  price  payable  at  a  substantial 
number  of  plants  would  also  change  in 
relation  to  other  plants.  It  was  con- 
tended by  handlers  and  producers  that 
such  changes  would  adversely  affect 
established  relations  between  handlers 
and  producers. 

No  suitable  substitute  was  presented  at 
the  hearing  for  the  method  presently 
provided  In  the  order  for  determining 
freight  zones.  The  record  does,  however, 
reflect  a  desire  of  the  industry  for  fur- 
ther opportunity  to  formulate  a  more 
satisfactory  and  acceptable  method. 
Adoption  of  the  amendment  herein  rec- 
ommended will  provide  such  further 
opportunity. 

Isxue  No.  15.  No  change  should  be 
made  at  this  time  In  the  present  pro- 
visions of  the  order  for  the  payment  of 
location  differentials. 

Proposals  considered  at  the  hearing 
were  to  entirely  eliminate  location  dif- 
ferentials, and  to  modify  them  by  chang- 
ing both  the  present  rates  and  the  area 
In  which  they  are  paid.  Lack  of  agree- 
ment among  Interested  parties  is  ap- 
parent from  the  record.  Many  conflict- 
ing views  were  expre.ssed. 

The  ability  of  nearby  producers,  by 
reason  of  their  location,  to  .sell  for  fluid, 
use  in  the  New  York  market  or  else- 
where a  larger  portion  of  their  milk  than 
more  distant  producers  makes  it  appear 
necessary  to  continue  some  form  of  loca- 
tion differentials. 
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•  It  appears  that  a  more  equitable  sys- 
tem of  location  differentials  could  be  de- 
veloped. Evidence  In  the  record,  how- 
ever, does  not  provide  an  adequate  basis 
for  a  change  with  rea.sonable  assurance 
of  significant  Improvement. 

Some  features  of  the  plant  reflected  In 
proposal  number  53.  particularly  the  pro- 
posed scaling  of  rates  with  relatively 
minor  changes  between  zones,  appear  to 
have  merit.  Some  of  the  factors  In- 
cluded, however,  need  further  study  In- 
cluding the  problem  of  properly  inte- 
grating location  differentials  with  trans- 
portation differentials  as  presently  es- 
tablished. 

Issue  No.  16.  The  provision  requiring 
payment  to  the  producer  settlement  fund 
of  monies  due  producers  who  cannot  be 
located  should  be  revi.sed  only  to  the  ex- 
tent of  providing  for  payment  to  the 
handler  in  the  event  that  he  subsequently 
locates  and  pays  the  producer. 

The  argument  was  advanced  at  the 
hearing  that  the  provision  seeks  to  Im- 
pose regulation  in  a  fleld  entirely  within 
the  province  of  State  laws  and  would  re- 
sult in  subjecting  the  handler  to  d9Uble 
payment.  The  provision  is  not  a  substi- 
tute for.  or  a  duplication  of.  State  laws, 
and  will  not  subject  the  handler  to 
double  payment.  It  merely  avoids  re- 
lieving the  handler  of  his  obligation  to 
pay  for  milk  as  required  by  the  order  by 
reason  of  the  disappearance  of  a  pro- 
ducer. The  money  will  not  go  into  or 
remain  in  the  producer  settlement  fund 
if  applicable  State  laws  require  the  money 
to  be  pa  d  to  an  estate,  .some  other  lawful 
claimant,  or  to  the  State. 

In  those  cases  where  the  State  law  re- 
quires the  handler  to  maintain  a  reserve 
to  pay  missing  producers,  the  require- 
ment that  the  producer  settlement  fund 
pay  the  handler  In  the  event  that  the 
handler  later  locates  and  pays  the  pro- 
ducer will  provide  an  asset  account  to 
offset  the  reserve  account  so  set  up. 

Questions  concerning  the  disposal  of 
the  money  in  the  producer  settlement 
fund  In  the  event  of  its  liquidation  should 
properly  be  considered  If  and  when  the 
fund  Is  liquidated. 

Issue  No.  17.  The  Class  I-B  butterfat 
differeatial  and  pounds  of  butterfat 
should  be  Included  In  the  computation 
of  the  producer  butterfat  differential. 

The  Class  I-B  butterfat  differential 
and  butterfat  pounds  have  In  the  past 
been  excluded  from  the  computation  of 
the  producer  butterfat  differential  for 
the  reason  that  when  that  provision  was 
adopted  the  Class  I-B  price  and  butter- 
fat differential  was  the  same  as  the  Class 
I  price  and  butterfat  differential  in  the 
area  Into  which  the  milk  was  shipped; 
and  because  of  the  possibility  that  the 
butterfat  differential  in  that  area  might 
not  be  available  by  the  fifth  of  the  month, 
by  which  date  the  market  administrator 
is  required  to  announce  the  producer 
butterfat  differential.  Now  that  the 
Class  I-B  butterfat  differential  Is  fixed 
at  4  cents,  the  reason  for  excluding  the 
Class  I-B  butterfat  differential  and  but- 
terfat pounds  no  longer  exists.  The  ef- 
fect of  this  change  on  the  amount  of  the 
producer  butterfat  differential  will  be 
extremely  minor. 

Issue  No.  18.    The  present  provision  of 
the  order  limiting  to  I-A,  I-B,  I-C,  II-A 
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handlers  are  required  to  make  payments 
for  administration  of  the  order  should 
be  deleted.  Such  payments  should  be 
made  on  all  milk  received  from  pro- 
ducers. 

Changes  herein  provided  in  the  classes 
of  milk  require  some  conforming  change 
In  the  classes  of  milk  on  which  payments 
for  expense  of  administration  are  made. 
Any  significant  reduction  In  the  volume 
of  milk  on  which  payments  for  expense 
of  administration  are  made,  without  a 
compensating  increase  In  the  maximum 
2-cent  rate,  would  probably  produce  in- 
sufficient funds. 

Payments  at  a  higher  rate  per  hun- 
dredweight on  fewer  classifications  of 
milk  would  Increase  the  share  of  admin- 
istration expense  borne  by  handlers  of 
certain  classifications.  Evidence  In  the 
record  falls  to  justify  that  result.  Ex- 
pen.se  Incurred  In  the  administration  of 
the  order  was  not  shown  to  be  associated 
with  particular  classes  of  milk. 

Issue  No.  19.  All  of  the  hearing  notice 
proposals  listed  under  Issue  No.  19,  with 
the  exception  of  No.  28.  or  such  modifica- 
tions of  them  as  may  be  necessary  be- 
cause of  other  amendments  set  forth  In 
this  decision,  should  be  adopted.  None 
of  these  proposals  are  substantive  but 
are  either  of  an  editorial  nature  or  Inci- 
dental to  other  amendments.  Proposal 
No.  28  Is  superseded  by  later  proposals 
and  thus  becomes  obsolete. 

Hearing  Notice  Items  1.  2.  29.  49,  64.  69, 
and  84  are  of  an  editorial  nature.  Items 
68,  73.  74.  80,  82.  83.  and  85  are  Incidental 
to  other  proposed  amendments  contained 
m  the  hearing  notice.  Modifications  of 
some  of  these  items  are  necessary  to  con- 
form to  modifications  of  other  hearmg 
notice  proposals. 

Rulings  on  proposed  findinQS  and  con- 
clusions. The  arguments  contained  in 
the  briefs  filed  by  Interested  parties  and 
the  proposed  findings  and  conclusions  set 
forth  therein  were  carefully  considered, 
along  with  the  evidence  In  the  record,  in 
making  the  findings  and  reaching  the 
conclusions  herein  set  forth.  Although 
some  of  the  briefs  do  not  contain  specific 
requests  to  make  proposed  findings  and 
conclusions.  It  Is  assumed  that  they  were 
submitted  with  that  Intention  and  are 
treated  accordingly.  To  the  extent  that 
such  proposed  findings  and  conclusions 
are  inconsistent  with  the  findings  and 
conclusions  contained  herein,  the  specific 
or  Implied  requests  to  make  such  findings 
and  to  reach  such  conclusions  are  denied 
on  the  basis  of  the  facts  found  and  stated 
In  connection  with  the  conclusions  here- 
in set  forth. 

Recommended  amendinents  to  the 
order.  The  following  amendments  to  the 
order  are  recommended  as  the  detailed 
and  appropriate  means  by  which  the 
foregoing  conclusions  may  be  carried  out. 
It  is  recommended,  however,  in  view  of 
the  numerous  amendments  herein  rec- 
ommended and  heretofore  Issued  .since 
the  last  Issuance  of  an  amended  order, 
that  an  amended  order,  rather  than  an 
amendment  to  the  order,  be  l.ssued  as  a 
part  of  the  final  decision  on  the  issues 
in  this  record.  A  proposed  marketing 
agreement  is  not  Included  In  this  report 
because  the  regulatory  provisions  thereof 
would  be  the  same  as  those  contained  in 
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the  order,  as  amended,  and  as  proposed 
here  to  be  further  amended. 

1.  Amend  S  927.1  (b)  by  deleting 
therefrom  the  words  "or  the  War  Food 
Administrator.'". 

2.  Delete  5  927.1  (1)  and  (m). 

3.  Delete  §927.2  (e),  and  transfer 
equivalent  provisions  to  §  927.5  (e)  and 
§927.7  (c)  (See  recommended  amend- 
ments 15  and  19). 

4.  Delete  the  provi.so  in  5  927.3  (a>  (1) . 

5.  Amend  8  927.3  (a)  (4)  (ii>  to  read 
as  follows : 

<li)  The  designation  of  any  plant 
which  on  June  15  of  any  year  is  not  ap- 
proved by  a  health  authority  as  a  source 
of  milk  for  the  marketing  area  shall  be 
automatically  cancelled  effective  on 
August  1  of  such  year  unless  the  absence 
of  such  approval  is  a  temporary  condition 
covering  a  period  of  not  mere  than  15 
days:  Provided.  That  the  designation  of 
a  plant  approved  by  a  health  authority 
as  a  source  of  milk  for  the  marketing 
area,  even  though  such  approval  is  re- 
stricted to  prohibit  shipment  to  the  mar- 
keting area  of  milk  for  specified  periods 
during  which  permission  i;  given  by  such 
health  authority  for  receiving  unap- 
proved milk  at  the  plant  or  for  shipment 
of  approved  skim  milk  from  such  plant, 
shall  not  be  cancelled  pursuant  to  this 
provision. 

6.  Amend  §  927.3  (a)  ^4)  (iv)  (b)  by 
changing  the  last  sentence  thereof  to 
read:  "In  addition,  such  specified  classes 
may  Include  all  or  a  part  of  Class  II  and 
other  I-C." 

7.  Amend  I  927.4  (a)  to  read: 

(a)  Basis  of  classification.  All  milk 
the  butterfat  from  which  Is  received  at 
a  plant  at  which  the  classification  of 
milk  received  from  producers  is  to  be 
determined  pursuant  to  subparagraph 
(3»  of  this  paragraph,  and  all  milk  en- 
tering the  marketing  area  in  the  form 
of  milk,  fluid  milk  products,  cultured  or 
flavored  milk  drinks,  cream,  fluid  cream 
products  or  skim  milk,  shall  be  classified 
In  accordance  with  the  form  In  which 
It  is  held  at.  or  moved  from,  the  plant  at 
which  classification  is  determined.  Such 
cla.ssificatlon  shall  be  subject  to  the  fol- 
lowing conditions : 

(1)  Burden  of  proof.  In  establishing 
the  clarification  of  milk  received  from 
producers,  the  burden  rests  up>on  the 
handler  who  received  the  milk  from  pro- 
ducers to  show  that  the  milk  should  not 
be  classified  as  Cla.ss  I-A.  and  that  the 
skim  milk  in  Class  11  and  Class  III  milk 
should  not  be  subject  to  the  fluid  skim 
differential.  The  burden  rests  upon  the 
handler  who  receives  or  distributes  In  the 
marketing  area  milk,  fluid  milk  products, 
cultured  or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk  to 
establi-sh  the  source  of  all  his  milk  or 
milk  products. 

(2)  Period  for  establishing  classifica- 
tion. A  period  ending  with  the  last  day 
of  the  month  following  the  month  during 
which  milk  was  received  from  dairy 
farmers  shall  be  allowed  for  handling 
such  milk  as  a  basis  for  establishing  the 
classlflcation  as  other  than  Class  I-A: 
Provided,  That  the  holding  of  milk  in  the 
form  of  cream  in  a  licensed  cold  storage 
warehouse  for  at  least  7  days  shall  con- 
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stitute  that  portion  of  the  handling  of 
such  cream  required  pursuant  to  para- 
graph (c)  (5)  (ii)  of  this  section  that  is 
required  to  be  performed  during  the 
month  following  its  receipt  from  dairy 
farmers. 

(3)  Plant  at  which  classification  is  to 
be  determined.  Classification  shall  be 
determined  at  the  plant  at  which  milk 
Is  received  from  dairy  farmers:  Provided. 
That  if  such  milk  is  shipped  in  the  form 
of  milk  or  cream  to  another  plant  or 
other  plants,  it  shall  be  classified,  subject 
to  the  provisions  of  li)  through  (vi)  of 
this  subparagraph,  at  the  plant  or  plants 
to  which  it  is  shipped,  and  there  shall 
be  no  limit  on  the  number  of  Interplant 
movements  In  tl^form  of  milk  or  cream 
except  as  set  forth  in  (i>  through  (vi)  of 
this  subparagraph. 

(i)  The  classlflcation  of  milk  shipped 
in  the  form  of  milk  to  a  plant  in  the 
marketing  area  shall  be  determined  at 
the  plant  from  which  such  milk  Is 
shipped  to  the  plant  In  the  marketing 
area. 

ai)  Except  as  set  forth  in  (ill)  of  this 
subparagraph,  the  classification  of  milk 
the  butterfat  from  which  is  shipped  in 
the  form  of  cream  to  a  plant  in  the  mar- 
keting area  shall  be  determined  at  the 
plant  from  which  such  cream  Is  shipped 
to  the  plant  in  the  marketing  area. 

(Ill)  The  classification  of  milk  the  but- 
terfat from  which  is  shipped  in  the  form 
of  cream  to  a  plant  in  the  marketing  area 
shall  be  determined,  if  such  cream  is 
moved  in  the  form  of  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
either  from  the  plant  at  which  cream  is 
first  received  in  the  marketing  area  or 
from  the  first  plant  to  which  cream  is 
shipped  from  the  plant  where  first  re- 
ceived in  the  marketing  area,  at  the  first 
plant  from  which  the  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
are  so  moved. 

(iv)  Except  as  set  forth  in  (v)  and  (vi) 
of  this  subparagraph,  the  classification 
of  milk  shipped  in  the  form  of  milk  and 
of  milk  the  butterfat  from  which  is 
shipped  in  the  form  of  cream  to  a*  non- 
pool  plant  shall  be  determined  at  the 
nonpool  plant,  unless  the  handier  oper- 
ating the  pool  plant  from  which  such 
shipments  are  made  to  the  nonpool  plant 
elects  In  writing  onj^is  monthly  reports 
to  have  classification  of  all  milk  or  cream 
received  during  the  month  at  such  han- 
dler's pool  plant  and  shipped  as  milk 
or  cream  to  the  nonpool  plant  deter- 
mined at  the  pool  plant  from  which  the 
milk  or  cream  is  shipped  to  the  nonpool 
plant. 

(V)  The  classification  of  milk  shipped 
in  the  form  of  milk  more  than  65  miles 
from  the  plant  where  received  from 
dairy  farmers,  to  a  plant  outside  New 
York  State,  Vermont.  New  Jersey,  or 
Permsylvania,  or  to  a  plant  In  the  county 
of  Allegheny,  Beaver.  Fayette.  Greene. 
Washington  or  Westmoreland  In  Penn- 
sylvania shall  be  determined  at  the  plant 
from  which  the  milk  Is  so  shipped. 

(vl)  The  classification  of  milk  the 
butterfat  from  which  Is  shipped  in  the 
form  of  cream  to  a  plant  more  than  65 
miles  from  the  plant  where  the  milk  was 
separated  to  a  plant  outside  New  York 
State,  Vermont,  New  Jersey,  or  Pennsyl- 
vania, or  to  a  plant  in  the  county  of 
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Allegheny,  Beaver,  Fayette,  Greene. 
Washington  or  Westmoreland  In  Penn- 
sylvania shall  be  determined  at  the  plant 
from  which  the  cream  is  so  shipped. 
This  provision  shall  not  apply  to  milk  re-  ' 
celved  from  dairy  farmers  during  April, 
May  or  June  if  such  shipment  is  to  a  plant 
in  Maine,  New  Hampshire.  Massachu- 
setts, Rhode  Island.  Connecticut.  Penn- 
sylvania. Maryland.  Delaware,  or  Ohio. 

(4>  Plant  loss.  Allowances  for  plant 
loss  not  to  exceed  5  percent  of  the  butter- 
fat in  the  product  resulting  from  any 
specific  plant  operation,  which  plant  loss 
may  be  classified  th».*ame  as  the  milk 
equivalent  of  the  butterfat  In  the  prod- 
uct, shall  be  determined  by  the  market 
administrator  pursuant  to  paragraph 
(b)  of  this  section. 

(5)  Accounting  procedure.  The  ac- 
counting procedure  for  classifying  milk 
liursuant  to  this  section  shall  be  set  up 
by  the  market  administrator  pursuant 
to  paragraph  (b)  of  this  section.  Such 
accounting  procedure  .shall  Include  con- 
version factors  to  be  used  in  the  absence 
of  specific  weights  and  tests,  specific 
definitions  of  products,  and  such  meth- 
ods for  assignment  of  milk  to  classes  ac- 
cording to  source  and  form  as  may  be 
necessary  to  effectuate  the  provisions  of 
this  section  and  which  are  not  Inconsist- 
ent with  the  following  general  principles : 

(i)  Milk,  fluid  milk  products,  cream, 
fluid  cream  products  and  skim  milk  re- 
ceived from  pool  plants  or  from  pro- 
ducers shall  be  assigned,  as  far  as  possi- 
ble, to  Class  I-A,  Clase  II,  or  to  skim  milk 
subject  to  the  fluid  skim  differential. 

(ii>  If  milk,  cream,  or  skim  milk  is 
received  at  a  plant  from  producers  or 
from  pool  plants  and  in  like  form  from 
dairy  farmers  not  producers  or  from  non- 
pool  plants,  the  total  milk  equivalent  of 
such  products  from  producers  and  p)Ool 
plants,  and  the  total  milk  or  milk  equiv- 
alent from  dairy  farmers  not  producers 
and  non-pool  plants  shall  be  assigned 
pro  rata  to  the  total  classification  of  all 
such  milk  or  milk  equivalent  and  to  all 
skim  milk  subject  to  the  fluid  skim  differ- 
ential after  the  assignment  in  accord- 
ance with  (1)  of  this  subparagraph. 

(Ill)  The  milk  received  from  producers 
which  is  eliminated  from  the  computa- 
tion of  the  handler's  net  pool  obligation 
pursuant  to  §  927.7  shall  be  assigned  pro 
rata  to  the  total  classlflcation  of  all  milk 
from  producers  and  pool  plants. 

8.  Amend  §927.4  (c)  to  read: 

(c)  Classes  of  utilization.  Subject  to 
all  of  the  conditions  set  forth  in  para- 
graphs 'a)  and  (b)  of  this  section,  milk 
should  be  classified  at  the  plant  at  which 
classification  is  to  be  determined  as  fol- 
lows: 

<1)  Class  I-A  milk  shall  be  all  milk, 
except  as  provided  in  (2)  and  <3>  of  this 
paragraph,  the  butterfat  from  which 
leaves  or  is  on  hand  at  the  plant  in  the 
form  of  milk,  fluid  milk  products,  or  as 
cultured  or  flavored  milk  drinks  contain- 
ing 3.0  percent  or  more  but  not  more 
than  5.0  percent  of  butterfat,  and  all 
milk  the  cla.ssification  of  which  is  not 
established  in  some  other  class  named  in 
tliis  paragraph. 

<2)  Class  I-B  milk  shall  be  all  milk 
the  butterfat  from  which  leaves  the  plant 
in  the  form  of  milk,  fluid  milk  produces. 
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g38    ~  PROPOSED  RULE  MAKING^ 

or  as  cultured  or  flavored  mil.  drln^         '1,^^^^^,^  ^^nY.iV  i'J^c^X     ^e^'^^'^Jn^^ L^L^^ Cll^ ^ri 
containing  3.0  percent  or  more  but  not      aa  B  927^5  (a >( 2 >J^d;3)    respectively      ce  ^^  ^^^  ^^^^^  ^^  ^^^^  or  minus. 

more  than  5.0  percent  of  butterfat   and  11.  .^"('^f  ^^Pf'^Se  that  portion  for  each  one-tenth  of  1  percent  of  butter- 

which  Is  delivered  to  a  plant  or  a  pur-  '  ^27  5  «^,;*^^^^^^^^  fat  therein  above  or  below  3.5  percent, 

chaser  In  Maine,  New  Hampshire.  Massa-  P'^«f/^"«  *^^*f  °'^'  ^^'^  suDsiituie  ine  ^^  ^^^^^  computed  as  follows :   sub- 

chusetts.  Rhode  Island  or  an  area  regu-  for  the  loiiowing.  tract  from  the  respective  class  prices  an 

lated  by  another  order  of  the  Secretary  (4^  ^ot  Class  H  milk  the  price  during  amount  computed  pursuant  to  (a>    (4) 

and  remains  outside  the  marketing  area.  g^ch  month  shall  be  the  sum  of  the  ^^^  ^j  ^j^g  section,  and  divide  by  35. 

(3)  Class  I-C  milk  shall  be  all  milk  the  amounts  computed  pursuant  to  (1)  and  ..«  follows • 

butterfat  from  which  leaves  the  plant  in  ^jj,  ^j  this  subparagraph.  14.  ^mend  §  927^  (c)  as  fouows. 

the  form  of  milk,  fluid  milk  products,  or  Designate  the  table  in  paragraph  (a)  a.  Add  to  the  first  ^J^l^^^^J^_^^^^ 

as  cuU^ed  or  flavored  mUk  drinks  con-  ,5,   .renumbered  (a)   (4) )  of  §  927.5  as  (c)  (1)  the  f°"°^'"«  p:°^''°„//_7?^^ 

tlinmg  3.0  percent  or  more  but  not  more  subdivision  a ) .  and  add  a  new  subdivision  That  no  "^^w  freight  zor^for^^^^^^ 

Ihan  5%  percent  of  butterfat  and  w^^^^^  Ul)  as  follows:  Cgm^zo^i   inV«/^^^^^^^^^ 

except  fs  provided  in  ^2)  of  this  para  ^             ^^  ^^  ^^^  ^^           ^,j    H  n^eig  i                     ^^  established  by  the 

graph.  Y  de^^^^'l^^^"  ^  P^^"\ed  by  an-  the  hot  roller  process  ponfat  dry  niilk  ^^^^     administrator   for   any   month 

chaser  In  a",a/^e^%"°J/,f,^^^^^^^^  solids  quotations  for  'other  brands,  hu-  ^^J    ^^  j^^^ary  1950." 

other  order  of  the  Secretary  and  remams  ^^^  consumption,  carlots.  bags,  or  bar-  P  ^^   change  the  headings  of  Columns  B 

outside  the  marketing  area.  midpoint  of  any  range  as  ^  ^    ,  ^^^    ^able  in  §  927.5  (c)   (D  to 

c 4 .  Class  n  mUk  slial  be  all  milk  the  ^^^.   ^^^^^^^^  ^  ^^^^.^^^^  ^^^  ^^    ^eliv-  J.^^   .•Classes  I-A.  I-B  and  I-C  and  skim 

butterfat  from  "^'^^^.l^^'^^'l^^  ery   period   in   "The   Producers'   Price-  ^ji^  subject  to  the  fluid  skim  differential 

hand  at  the  Plant  in  t^eform  of  cream  ^  y^^^^^  ..  ^^^  ^^^^^^^^  ^g  ^^^^^  ^r^d  Classes  II  and  III.  respectively." 

iXToiS^f  ?Xred Tffav'o'refmiJk  12.  Delete  5  927.5  (a^  <6)  through  (15)  c.  Delete  subparagraphs  (2)  and  .3.  of 

drinks  containing  less  than  3.0  percent  and  add  a  new  paragraph  (5)  as  follows:  §  927.5  (c> .                ^.^graphs  (d)    (e) . 

or  more  than  5.0-  percent  of  butterfa  .  j^j  ^,,^  ^he  price  shall  ,,  ^„^.^f 'Vs  foUows^^^^^^^^^ 

unless  such  cream,  fluid  cream  products,  j^^^^        ^t^d  as  follows:   multiply  the  (f).  and  (g)  as  follows. 

or  cultured  or  flavored  milk  drinks  are  ^     jj^abie  butterfat  value  computed  pur-  (d)  Butter-cheese     differential.      (1) 

established  to  have  been  so  handled  or  J^^^^  ^^  ^^^    ^^^  ^^  ^^^^^  ^j  this  subpara-  Por  milk  received  from  producers  which  is 

marketed   as  to  classify  such  milk  in  ^'^   ^^^  ^^  amount  obtained  classified  as  Class  UI  pursuant  to  §  927.4 

some  other  class  named  in  this  para-  »    multiplying  by  7.5  the  average  of  all  (c)   (5)   (iii).  and  which  leaves  or  Is  on 

graph.                                              „       .„  hot  roller  process  nonfat  dry  milk  solids  hand  at  the  plant  at  which  classification 

(5)  Class  ni  milk  shaU  be  all  milk  quotations   for   "other   brands,   human  is  determined  in  the  form  of  butter  or 

which  meets  the  conditions  set  forth  in  consumption,  carlots.  bags,  or  barrels"  Cheddar.    American    Cheddar.     Colby, 

any  one  of  the  following  subdivisions :  (using  midpoint  of  any  range  as  one  washed    curd,   or    part    skim    Cheddar 

(I)  All  milk  the  butterfat  from  which  quotation)  published  for  the  delivery  pe-  cheese,  there  shall  be  credited  to  the  han- 

leaves  or  is  on  hand  at  the  plant  in  the  ^^^  ^^  ..^he  Producers'  Price-Current."  dler  receiving  the  milk  from  producers  4 

form  of  cultured  or  flavored  milk  drinks  subtract  10  cents  (transportation  allow-  cents  per  pound  of  butterfat  in  s^^c" 

conUining  less  than  3.0  percent  or  more  ^^^.^^   ^^^  subtract  70  cents  (handling  milk:  Provided.  That  for  such  miiK.  re- 

than  5  0  percent  of  butterfat  or  in  the  allowance*.    The  butterfat  value  for  the  ceived  from  producers  at  a  plant  in  a 

form  of  cream,  or  fluid  cream  products  months    of    August    through    February  freight  zone  farther  from  New  York  City 

which  cream,  fluid  cream  products,  or  shall  be  computed  pursuant  to  (i»  of  th«  than  the  321-325  mUe  zone,  there  shall 

cultured  or  flavored  milk  drinks  are  de-  subparagraph;  the  butterfat  value  for  the  be  deducted  from  the  amount  so  credited 

livered  to  a  plant  or  a  purchaser  outside  months  of  March  through  July  shall  be  the    following    amounts    per    hundred- 

the  marketing  area  and  remain  outside  computed  pursuant  to  «i)  or  (ii)  of  this  weight  of  milk: 

the  marketing  area.  subparagraph  whichever  is  lower:  Pro-  cents  per 

(ii)   All  milk  the  butterfat  from  which  i,ided.  That  in  no  month  of  the  year  shall  zones  of  plant :                        hundredweight 

leaves  or  is  on  hand  at  the  plant  in  the  ^yie  butterfat  value  be  lower  than  that         326-350. * 

form  of  cream  which  is  sub.sequently  held  computed  pursuant  to  (iii)  of  this  sub-         351-^75-.. - • 

•  in  a  licensed  cold  storage  warehouse  for  paragraph.                                                           376-400.. J 

at  least  28  days,  and  which  is  subject  at  ^j.  Divide  the  weighted  average  price         ^^}rtln » 

all  times  until  utilization  of  such  cream  p^^  40  quart  can  of  40  percent  bottling         4S1I475 ' —      8 

to  being  Inspected  by  a  representative  of  quality  cream  in  the  Boston  market  as          47e_5oo II T 

the  market  administrator  to  determine  reported  by  the  United  States  Depart-  — "                 ^_,„,etr,tnr   <,hM 

the  physical  presence  of  the  cream.    Af-  ^^^^  qf  Agriculture  for  such  month  by  (2)  The   market   administrator   shau 

ter  the  first  7  days,  such  cream  may  be  3343     jj^  the  event  that  no  such  price  publicly   disclose   the   location   01   eacn 

moved  from  one  licensed  cold  storage  jg  reported,  the  bulterfat  value  shall  be  plant  and  the  name  of  Its  operating  nan- 

•  warehouse  to  another:  Provided.  That  computed  pursuant  to  (111)  of  this  sub-  dler.  the  receipts  at  which  milk  receive(i 
the  market  administrator  receives  notice  paragraph.  from  producers  exceeding  an  average  01 
of -^uch  removal  withia 7  days  thereafter.  ^^^,  to  the  average  of  the  highest  4.OOO  pounds  per  day  Is  reported  by  the 
Any  handler  whose  report  claimed  the  prices  reported  dally  during  such  month  handler  to  have  been  utilized  in  cutter 
original  classification  of  milk  pursuant  jjy  the  United  States  Department  of  or  In  Cheddar.  American  Cheddar.  Colby, 
to  this  subdivision  shall  be  liable  under  Agriculture  for  U.  S.  Grade  A  or  U.  S.  washed  curd  or  part  skim  Chedder 
the  provisions  of  §927.9  «e)  for  the  92  score  butter  at  wholesale  In  the  New  cheese.  Such  public  disclosure  shall  be 
difference  between  the  Class  II  and  Class  york  market  add  three  cents  and  multl-  made  monthly  on  the  basis  of  handler  s 
III  prices  for  the  month  In  which  the  pjy  ^y  1.24.  monthly  reports,  and  may  be  made  more 
Class  III  classification  was  claimed  on  ^^^^^  rpq  the  average  of  highest  prices  frequently  on  the  basis  of  such  other 
any  such  milk  if  the  storage  of  cream  reported  daily  during  such  month  by  the  utilization  reports  as  may  be  required  by 
does  not  comply  with  all  the  requirements  united  States  Department  of  Agricul-  the  market  admlnLstrator. 

.      of  this  subdivision.  ture  for  U.  S.  Grade  A  or  U.  S.  92  score  (e)   Fluid  skim  differential.    For  skim 

(Hi)  All    milk    the    butterfat    from  butter  at  wholesale  In  the  New  York  milk  derived  from  Class  II  or  Class  III 

which  loaves  or  is  on  hand  at  the  plant  market  add  two  cents  and  multiply  by  milk  which  enters  the  marketing  area  In 

in  the  form  of  some  product  the  classi-  j  34  the  form  of  milk,  fluid  skim  milk,  or  In 

fication  of  which  is  not  established  in  •             ^  .  „._  ,  ...  ,^„„h.  the  form  of  cultured  or  flavored  milk 

some  other  class  named  in  this  para-  13.  Amend  §  927.5  (b)  to  read.  ^^^^^^  containing  less  than  3.0  percent 

graph  <b)  Butterfat  differentials.    The  mln-  or  more  than  5.0  percent  of  butterfat. 

9.  Delete  the  second  Paragraph  from  .mum  price  for  CU.s  I-A^  C>ass  I_-B^  and  and  for  an  f^mi.k  which  1,  not  ac- 

that  portion  of  5  927.5  which  precedes      C  a.^   ;f -^^/^'-Z.^.^th-iM^rc'enTo*      oHandTt  'a"  pUnt.  V  handler  .haU 
paragraph  (a).  vciii,^  *« 
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pay  a  fluid  skim  differential  per  hun- 
dredweight computed  as  follows:  deduct 
the  price  of  Class  II  milk  computed  pur- 
suant to  (a)  (4)  of  this  section  from  the 
price  for  Class  I-A  milk  computed  pur- 
suant to  (a)  (1)  of  this  section,  and 
divide  by  0.9125. 

(f)  Use  of  equivalent  prices.  If  for 
any  rea.son  a  price  (or  prices)  for  milk 
or  any  milk  product  specifled  in  this 
section  for  use  in  computing  and  an- 
nouncing class  prices  and  for  other  pur- 
poses Is  not  reported  or  published  In  the 
manner  therein  described,  the  market 
administrator  shall  use  a  price  deter- 
mined by  the  Secretary  to  be  equivalent 
to  or  comparable  with  the  price  specified. 

(g)  Announcement  of  prices.  The 
market  administrator  shall  compute  and 
publicly  announce  prices  as  follows : 

(1)  Not  later  than  the  25th  day  of 
each  month: 

(1)  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  highest 
prices  reported  dally  by  the  United  States 
Department  of  Agriculture  for  U*.  S. 
Grade  A  or  U.  S.  92-score  butter  at 
wholesale  In  the  New  York  market. 

(ID  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  Immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  dally  In  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry  milk 
solids  "other  brands,  human  consump- 
tion, carlots.  bags  or  barrels." 

(ill)  The  average,  for  the  period  be- 
ginning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  dally  In  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry 
milk  -solids  "other  brands,  animal  feed, 
carlot.  bags,  or  barrels." 

(Iv)  The  simple  average  of  the  aver- 
ages computed  pursuant  to  (ID  and  (Hi) 
of  this  subparagraph. 

(V)  The  preliminary  Class  I-A  price 
for  the  following  month  pursuant  to  (a) 
(1)  of  this  section. 

(vi»  The  preliminary  calculation  for 
the  following  month  pursuant  to  <a) 
(4)  d)  of  this  section. 

(2)  Not  later  than  the  5th  dayof  each 
month  for  the  preceding  montK: 

(i)  The  minimum  class  prices,  pur- 
suant to  (a)  of  this  section. 

(ID  The  butterfat  differentials,  pur- 
suant to  (c)  of  this  section. 

(Ill)  The  butter  and  cheese  differen- 
•  tlal.  pursuant  to  (d)  of  this  section. 

(iv)  The  fiuld  skim  differentials,  pur- 
suant to  (e)  of  this  section. 

(v)  The  weighted  average  price,  as  re- 
ported by  the  United  States  Department 
of  Agriculture,  per  40  quart  can  of  40 
percent  bottling  quahty  cream  in  the 
Boston  market. 

(vi)  The  aveftige  of  the  highest  prices 
reported  dally  by  the  United  States  De- 
partment of  Agriculture  for  U.  S.  Grade 
A  or  U.  S.  92-score  butter  at  wholesale 
In  the  New  York  market. 
No.  36 4 
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(vU)  The  average  of  the  prices  (using 
midpoint  of  any  range  as  one  quotation) 
reported  daily  in  "The  Producers'  Price- 
Current,"  for  hot  roller  process  dry  skim 
milk  or  nonfat  dry  mUk  solids  "other 
brands,  human  consumption,  carlots, 
bags,  or  barrels." 

16.  Delete  paragraph  (c)  of  §927.6 
and  substitute  therefor  the  following: 

(c)  Storage  cream  reports.  (l)Onor 
before  the  last  day  of  the  period  for 
establi^ing  classification  pursuant  to 
§927.4  (a)  (2).  or.  If  earlier,  not  later 
than  15  days  prior  to  the  date  of  final 
removal  of  the  cream  from  storage,  each 
handler  who  separates  milk  the  cream 
from  which  is  stored  as  a  basis  for  Class 
III  classification  pursuant  to  §  927.4  (c) 
(5)  (H)  shall  report  to  the  market  ad- 
ministrator on  forms  prescribed  by  the 
market  administrator  information  with 
respect  to  the  storage  of  cream.  FaUure 
to  make  such  report  shall  result  in  the 
disallowance  of  Class  III  classification 
pursuant  to  §  927.4  (c)   (5)   (H). 

(2)  The  handler  who  made  reports 
pursuant  to  (1)  of  this  paragraph  shall 
report  to  the  market  administrator,  not 
later  than  the  end  of  the  second  month 
following  the  month  during  which  frozen 
cream  Is  utilized.  Information  with  re- 
spect to  the  utilization  of  such  cream. 
Failure  to  make  such  reports  shall  result 
In  the  disallowance  of  storage  cream  pay- 
ments pursuant  to  §927.9  (g)    (2). 

17.  Amend  the  second  sentence  of 
§  927.7  by  deleting  "in  (d)  and  (f)  of 
§  927.9  and  in  §  927.10"  and  by  substitut- 
ing therefor  "In  (d)  of  §927.5.  in  (d), 
(f)   and  (g)  of  §927.9  and  in  §927.10". 

18.  Amend  §927.7  (a)   (2)  to  read: 

(2)  Subject  to  adjustment  for  ap- 
propriate differentials  pursuant  to  §  927.5 
(b)  and  (c).  multiply  the  Class  I-C  milk 
by  20  cents  per  hundredweight,  multiply 
the  remaining  milk  In  each  cla.ss  by  the 
class  price,  multiply  the  skim  milk  sub- 
ject to  the  fiuld  skim  differential  by  the 
fiuld  skim  differential  per  hundredweight, 
and  add  together  the  resulting  values; 

and  renumber  paragraphs  5  and  6  in 
§  927.7  (a)  as  6  and  7,  respectively,  and 
add  a  new  paragraph  (5)  as  follows: 

(5)  Deduct  the  amount  of  the  butter 
and  cheese  differential  pursuant  to 
§927.5  Id); 

19.  Add  to  §  927.7  a  paragraph  (c)  to 
read: 

(c)  Announcement  of  uniform  price 
and  weighted  average  butterfat  differen- 
tial. The  market  administrator  shall 
announce  not  later  than  the  14th  day  of 
each  month,  the  uniform  price  computed 
pursuant  to  (b)  of  this  section,  and  not 
later  than  the  5th  day  of  each  month, 
the  weighted  average  butterfat  differen- 
tial pursuant  to  §  927.8  (c). 

20.  Amend  §  927.8  (a)  by  changing  the 
second  proviso  therein  to  read:  "Provided 
further.  That  if  a  handler  claims  that  he 
cannot  make  the  required  payment  be- 
cause the  producer  Is  deceased  or  cannot 
be  located,  or  because  the  cooperative 
association  or  its  lawful  successor  or 
assignee  Is  no  longer  In  existence,  such 
payment  shall  be  made  to  the  producer 
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settlement  fund,  and  In  the  event  that 
the  handler  subsequently  locates  and 
pays  the  producer  or  a  lawful  claimant, 
or  In  the  event  that  the  handler  no  longer 
exists  and  a  lawful  claim  is  later  estab- 
lished, the  market  administrator  shall 
make  such  payment  from  the  producer 
settlement  fund  to  the  handler  or  to  the 
lawful  claimant  as  the  case  may  be." 

21.  In  §  927.8  (b)  (2)  change  the  sec- 
tion reference  from  §  927.7  (a)  (5)  to 
§927.7  (a)   (6). 

22.  Amend  §  927.9  (g)  to  read: 

(g)  Storage  cream  payments.  (1)  For 
milk  received  from  producers  which  Is 
classified  as  Class  III  pursuant  to  S  927.4 
(a)  (5)  (11)  the  butterfat  from  which  Is 
subsequently  assigned  in  accordance 
with  the  provisions  of  the  rules  and  regu- 
lations Issued  by  the  market  adminis- 
trator pursuant  to  §  927.4  (b)  to  sour 
cream  or  reconstituted  cream  shipped 
to,  received  in,  or  distributed  in  the 
marketing  area,  or  is  not  established 
to  have  been  otherwise  utilized,  the  han- 
dler required  to  file  reports  pursuant  to 
§  927.6  (c)  (2) ,  shall  pay  to  the  producer 
settlement  fund  or  be  Issued  debits 
against  balances  due  to  such  handler 
from  the  producer  settlement  fund  an 
amount  equal  to  10  cents  per  pound  of 
butterfat  If  the  milk  was  separated  in 
the  months  of  March  through  July,  and 
11  cents  per  pound  of  butterfat  If  the 
milk  was  separated  in  the  months  of 
August  through  February:  Provided. 
That  for  butterfat  In  such  mHk  separated 
In  the  months  of  AprH  through  July  1949, 
the  payment  shall  be  no  greater  than  an 
amount  computed  as  foUows :  multiply  by 
10  the  Class  II  butterfat  differential  for 
the  month  when  the  butterfat  was  uti- 
lized In  sour  cream  or  reconstituted 
cream,  subtract  4  cents,  and  subtract  10 
times  the  butterfat  differential  for  Class 
m  for  the  month  during  which  the 
cream  was  separated. 

(2)  On  the  basis  of  reports  pursuant 
to  §  927.6  (c)  (2)  of  the  utilization  of 
frozen  cream  which  cream  was  separated 
from  milk  received  from  producers,  and 
the  market  administrator's  Investigation 
and  audit  of  such  reports,  the  market  ad- 
ministrator shall  make  payment  out  of 
the  producer  settlement  fund  to  the  han- 
dler filing  such  reports,  or  Issue  credit 
against  balances  due  from  such  handler 
to  the  producer  settlement  fund,  an 
amount  equal  to  and  under  conditions  set 
forth  In  (I)  and  (U)  of  this  subpara- 
graph. 

(I)  For  cream  which  was  separated  In 
the  months  of  April  through  September 
and  was  assigned,  in  accordance  with  the 
provisions  of  the  rules  and  regulations 
Issued  by  the  market  administrator  pur- 
suant to  §927.4  (b),  to  butter  in  the 
months  of  January  through  March,  an 
amount  per  pound  of  butterfat  equal  to 
the  butter-cheese  differential. 

(n)  Por  cream  which  was  separated 
In  the  months  of  April  through  July  1949 
and  was  assigned,  in  acordance  with  the 
provisions  of  the  rules  and  regulations 
Issued  by  the  market  administrator  pur- 
suant to  §927.4  (b),  to  products  other 
than  sour  cream  or  reconstituted  cream 
shipped  to.  recelvet*  in.  or  distributed  in 
the  marketing  area,  or  other  than  to 
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butter  In  the  months  of  January  through 
March,  any  amount  by  which  the  butter- 
fat  value  used  in  computing  the  Class 
III  price  for  the  month  In  which  the 
butterfat  was  assigned  is  lower  than  the 
butterfat  value  used  in  computing  Class 
III  price  for  in  the  month  in  which  the 
miUc  was  separated:  Provided,  That  the 
amount  per  pound  of  butterfat  shall  be 
no  greater  than  the  butter-cheese  differ- 
ential. 

23.  Amend  §927.9  (h)  (1)  and  (2)  to 
read: 

(h)  Payments  for  milk  or  milk  prod- 
vets  from  other  than  producer  sources. 
(1)  Payment  shall  be  made  by  handlers 
to  producers,  through  the  producer-set- 
tlement fund,  for  milk,  fluid  milk  prod- 
utcs.  cultured  or  flavored  milk  drinks. 
cream,  fluid  cream  products,  or  skim 
milk,  which  milk  or  milk  product  meets 
each' of  the  following  provisions: 

(i)  It  was  derived  from  milk  received 
at  some  plant  from  dairy  farmers  (other 
than  the  handler  operating  such  plant) 
who  are  not  producers: 

(11)  It  was  received  at  a  plant  In.  or 
delivered  to  a  purchaser  In  the  marketing 
area  or  was  received  at  a  pool  plant  out- 
side the  marketing  area  and  assigned 
either  lo  shipments  to  the  marketing 
area  of  milk,  fluid  milk  products,  cul- 
tured or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk,  or  to 
plant  loss;  and 

(ill)  The  milk  or  milk  equivalent  of  the 
butterfat  Is  classlfled  as  Class  I-A  or 
Class  II,  or  the  skim  milk  is  subject  to  the 
fluid  skim  differential. 

(2)  The  amount  of  payment  for  the 
product  set  forth  In  (1)  of  this  paragraph 
shall  be  as  follows: 

(1)  If  the  milk,  or  the  milk  equivalent 
of  the  butterfat.  or  the  skim  milk  is 
classified  and  paid  for  under  another  or- 
der issued  pursuant  to  the  act.  the 
amount  of  payment  on  such  product  ex- 
cept skim  milk  shall  be  any  plus  amount 
obtained  by  subtracting  the  value  of  the 
milk  or  the  milk  equivalent  of  the  but- 
terfat at  the  class  price  or  prices  under 
such  order  from  the  value  computed  in 
accordance  with  the  classification  and 
pricing  set  forth  herein.  The  amount  of 
payment  on  skim  milk  shall  be  an 
amount  computed  pursuant  to   §  927.5 

(e). 

(il)  If  the  milk  or  milk  products  Is 
derived  from  milk  the  handling  of  which 
Is  not  regulated  by  another  order  issued 
pursuant  to  the  act.  the  amount  of  pay- 
ment shall  be  as  follows:  for  milk,  fluid 
milk  products,  or  for  cultured  or  flavored 
milk  drinks  containing  3.0  p>ercent  or 
more  but  not  more  than  5.0  percent  of 
butterfat.  the  difference  between  the 
value  of  such  milk,  fluid  milk  products. 
or  cultured  or  flavored  milk  drinks  at 
the  Class  I-A  price  in  the  201-210  mile 
zone  and  the  Class  III  price  In  the  201- 
210  mile  zone:  for  cream,  fluid  cream 
products,  or  for  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat,  the 
difference  between  the  value  of  the  milk 
equivalent  of  such  cream,  or  milk  drinks 
at  the  Class  11  price  and  at  the  value 
computed  at  the  Class  III  (milk  equiva- 
lent in  each  case  to  be  computed  on  the 
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basis  of  milk  containing  3.5  percent  of 
butterfat) ;  and  for  skim  milk  (either  as 
skim  milk  or  In  cultured  or  flavored  milk 
drinks) .  the  amoimt  computed  pursuant 
to  5  927.5  (e). 

(iii)  In  the  event  that  the  source  of 
such  milk  or  milk  product  Is  not  re- 
vealed, the  amoimt  of  payment  on  such 
milk  and  milk  product  except  skim  milk 
shall  be  the  full  value  at  the  class  price 
in  the  201-210  mile  zone.  The  amount 
of  the  payment  on  such  skim  milk  shall 
be  the  amount  computed  pursuant  to 
5  927.5  (e). 

24.  Amend  5  927.10  (a)  by  deleting 
therefrom  the  words  "and  which  was 
properly  classified  as  CHasses  I-A,  I-B, 
I-C.  II-A,  and  H-B,". 

Piled  at  Washington.  D.  C,  this  21st 
day  of  February  1949. 

[seal]  S.  R.  Newell. 

Acting  Assistant  Administrator. 

[F.    R.   Doc.   49-1463;    Filed.   Feb.    23.    1949; 
10:47  a.  m.) 


'  Thursday,  February  24,  1949 


[7  CFR,  Part  936] 

Fresh  Bahtlitt  Pears.  Pttms.  and  El- 
BERTA  Peaches  Grown  in  California 

NOTICE  or  RECOMMENDED  DECISION  AND  OP- 
PORTUNITY TO  PILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  AMENDMENTS 
TO  AMENDED  MARKETING  AGREEMENT  AND 
ORDER 

Correction 

The  following  changes  are  made  in 
Federal  Register  Document  49-1251.  ap- 
pearing at  page  697  of  the  Issue  for 
Thursday.  February  17.  1949: 

1.  In  paragraph  (7)  of  the  "Material 
issues"  the  third  line  should  read:  |*regu- 
latlon  theretofore  issued  and  then". 

2.  In  the  7th  paragraph  of  paragraph 
(1)  of  the  "Findings  and  conclusions" 
the  word  "produces"  in  the  14th  line 
should  read  "produce". 

3.  In  the  12th  paragraph  of  paragraph 
(1)  of  the  "Findings  and  conclusions" 
the  comma  appearing  in  the  next  to  the 
last  line  should  be  deleted. 

4.  In  paragraph  3  of  the  "Recom- 
mended amendments  to  the  marketing 
agreement  and  order"  the  reference  to 
5  931.1  (k)  should  read  '§936.1  (k)". 

5.  In  paragraph  10  of  the  "Recom- 
mended amendments the  31st 

line  of  paragraph  (J)  should  read:  "hours 
succeeding  the  termination  of  the". 

6.  In  paragraph  14  of  the  "Recom- 
mended amendments  •  •  '"the  comma 
In  the  last  line  should  be  deleted. 


quiring  air  carriers  to  carry  without 
charge  officers  or  employees  of  the  Civil 
Aeronautics  Administration  assigned  to 
certain  Inspection  duties  upon  presenta- 
tion of  a  certificate  of  Identity  signed  by 
any  of  the  regional  administrators  of  the 
Civil  Aeronautics  Administration. 

The  present  regulations  provide  only 
for  free  carriage  in  response  to  the  pres- 
entation of  certificates  of  identity  signed 
by  the  Secretary  of  the  Board  or  by  the 
Assistant  Administrator  for  Aviation 
Safety,  Civil  Aeronautics  Administra- 
tion. The  Acting  Administrator  of  the 
Civil  Aeronautics  Administration  has  re- 
quested the  Board  to  authorize  recogni- 
tion of  certificates  of  Identity  signed  by 
any  of  the  regional  administrators  of 
CAA.  The  proposed  amendment  has 
been  prepared  as  a  result  of  this  request. 
The  proposed  amendment  Is  set  forth 
in  the  attached  proposed  rule. 

This  amendment  is  proposed  under  the 
authority  of  sections  205  (a).  601-610  of 
the  Civil  Aeronautics  Act  of  1938.  as 
amended. 

Interested  persons  may  parUcipate  in 
th§  proposed  rule  making  through  sub- 
mission of  written  data,  views  or  argu- 
ments pertaining  thereto,  in  triplicate, 
addressed  to  the  Secretary.  Civil  Aero- 
nautics Board.  Washington  25.  D.  C.  All 
relevant  matter  In  communications  re- 
ceived on  or  before  March  17.  1949  will 
be  considered  by  the  Board  before  taking 
final  action  on  the  proposed  rule. 
By  the  Civil  Aeronautics  Board. 


CIVIL  AERONAUTICS  BOARD 
[  14  CFR,  Part  228  1 

(Draft  Release  No.  37) 
Free  and  Reduced  Rate  Transportation 

ACCESS   to    aircraft   FOR   SAFETY    PURPOSES 

Notice  Is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  considera- 
tion the  proposed  amendment  of  5  228.3 
of  the  Economic  Regulaiion.s.  The  pro- 
posed amendment  adds  provisions  re- 
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M.  C.  MUIXICAN. 

Secretarv. 


It  Is  proposed  to  amend  S  228  3  Access 
to  aircraft  for  safety  purposes,  by  revising 
paragraph  <b)  to  read  as  follows: 

(b)  Requests  for  access   to  aircraft. 
Such  carriage  without  charge  shall  be 
granted.  (D  on  presentation  to  the  ap- 
propriate agents  of  the  air  carrier  of  a 
certificate  Identifying  the  person  pre- 
senting It  as  being  entitled  to  such  car- 
riage signed  by  the  Secretary  of  the  Civil 
Aeronautics  Board,  or  by  the  Assistant 
Administrator  for  Aviation  Safety  of  the 
OflBce  of  the  Administrator  of  Civil  Aero- 
nautics, or  by  any  of  the  regional  admin- 
istrators of  the  Civil  Aeronautics  Admin- 
istration,   and    signed    by    the    person 
presenting  it;  and  (2)  on  delivery  to  the 
appropriate  agents  of  the  air  carrier.  In 
duplicate,  a  "Request  for  Access  to  Air- 
craft" on  a  form  supplied  by  the  Board 
or  by  the  Administrator  stating  that  the 
signer  thereof  desires  access  to  a  certain 
aircraft  of  the  air  carrier  from  a  named 
point  of  departure  on  a  designated  date 
and  hour  to  a  named  destination  for  the 
purpose  of  performing  his  ofBcial  duties 
during  flight  of  such  aircraft.    The  air 
carrier  shall  retain  one  copy  of  each 
such  request.    On  or  before  the  10th  day 
of  each  month,  each  air  carrier  shall  for- 
ward   one    copy    of    all    such    requests 
received  by  It  during  the  second  preced- 
ing calendar  month  to  the  Secretary  of 
the  Civil  Aeronautics  Board.  Washington 
25.  D.  C. 

IP.   R.   Doc.   49-1416;    Filed.   Feb.    23.    1949; 
8:50  a.  m.| 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

^  Arizona 

classification  order 

February  14.  1949. 

1.  Pursuant  to  authority  delegated  to 
me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  323.  dated 
August  3.  1948  (43  CFR  50.451  tb)  (3). 
13  F.  R.  4278) .  I  hereby  classify,  as  here- 
inafter Indicated,  under  the  Small  Tract 
Act  of  June  1.  1938  (52  Stat.  609.  43 
U.  S.  C.  682a) .  as  amended,  the  following 
described  public  lands  in  the  Phoenix. 
Arizona  land  district,  embracing  approx- 
imately 241.98  acres: 

Abizona  Small  Tract  Classification  No.   14 

For  lease  and  sale,  for  home,  cabin,  camp, 
health,  convalescent  and  recreational  sites. 

T.  3  N..  R.  3  B  ,  G.  &  S.  R    B.  &  M..  Arizona. 

Sec.  11.  E'23E'/4- 
T   4  N     R.  2  E.  G.  &  S.  R.  B.  &  M..  Arizona, 

Sec.   31.   lot   5    (SE'4SW'4).   lot    6    (SVi\ 
SEVi).  lot  7  (SEUSEU)- 

2.  Pursuant  to  §  257  8  of  the  Code  of 
Federal  Regulations  (43  CFR.  Part  257). 
a  preference  right  to  a  lease  Is  accorded 
to  those  applicant.s  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations Issued  pursuant  to  the  act.  prior 
to  10  a.  m.  on  April  9.  1946.  and  (b)  are 
for  the  type  of  site  for  which  the  land 
subject  thereunder  has  been  classified. 
As  to  such  applications,  this  order  shall 
become  effective  upon  tho  c'.atc  upon 
which  It  Is  signed. 

3.  As  to  the  land  not  covered  by  the 
applications  referred  to  In  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1.  1938.  cited 
above  until  10:00  a.  m.  on  April  19.  1949. 
At  that  time  such  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  se- 
lection, as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence-right filings.  For  a  period  of 
ninety  days  from  10:00  a.  m.  on  April  19. 
1949.  to  close  of  business  on  July  18, 1949. 
inclusive,  to  (1)  application  under  the 
Small  Tract  Act  of  June  1.  1938  by  quali- 
fied veterans  of  World  War  II,  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747.  43 
U.  S.  C.  279).  as  amended,  and  by  other 
qualified  persons  entitled  to  credit  for 
service  under  the  said  act.  subject  to  the 
requirements  of  applicable  law.  and  »2) 
application  under  any  applicable  public 
law.  based  on  prior  existing  valid  settle- 
ment and  preference  rights  conferred  by 
existing  laws  or  equitable  claims  subject 
to  allowance  and  confirmation.  Appli- 
cation by  such  veterans  and  by  other 
persons  entitled  to  credit  for  service  shall 
be  subject  to  claims  of  the  classes  de- 
scribed in  subdivision  (2) . 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
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such  veterans  filed  at  10:00  a.  m.  on 
April  9.  1946.  or  thereafter  up  to  and 
including  10:00  a.  m.  on  April  19.  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  July  19. 
1949.  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally. 

(Q)  Advance  period  for  simultaneous 
non-preference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  at  10:00  a.  m.  on 
April  9.  1946,  or  thereafter,  up  to  and 
Including  10:00  a.  m.  on  July  19.  1949 
shall  be  treated  as  simultaneously  filed. 

4.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

5.  All  applications  referred  to  In  para- 
graphs 2  and  3.  which  shall  be  filed  in  the 
district  land  office  at  Phoenix.  Arizona, 
shall  be  acted  upon  In  accordance  with 
§  295.8  of  Title  43  of  the  Code  of  Federal 
Regulations  to  the  extent  that  such  regu* 
lations  are  applicable.  Applications 
under  the  Small  Tract  Act  of  June  1, 1938 
shall  be  governed  by  the  regulations  con- 
tained in  Part  257  of  Title  43  of  the  Code 
of  Federal  Regulations. 

6.  Lessees  under  the  Small  Tract  Act 
of  June  1.  1938  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease.  Im- 
provements which,  in  the  clrcum.stances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  was 
issued.  Leases  will  be  for  a  period  of  not 
more  than  five  years  at  an  annual  rental 
of  $5.00,  payable  for  the  entire  lease 
period  in  advance  of  the  issuance  of  the 
lease. 

7.  All  leases  Issued  will  contain  an  op- 
tion to  purchase  clause  at  the  appraised 
values  hereinafter  set  out  and  application 
for  such  purchase  may  be  filed  at  or  after 
the  expiration  of  one  year  from  the  date 
the  lease  issued,  provided  that  all  condi- 
tions of  the  lease  have  been  complied 
with. 

The  appraised  values  at  which  said 
lands  may  be  purchased  are  as  follows : 

T.  3  N.,  R.  3  E..  O.  &  S  R.  B.  &  M.,  Arizona: 
Sec.    11,    EViEViSEi,*,    per    five-acre 

tract '  tlOO 

Sec.   11.  WViEVjSEU.  per  five-acre 

tract 50 

T.  4  N.,  R.  2  E..  G.  &  S.  R.  B.  M..  Arizona: 
Sec.    31.    Lot    5    (SE'  +  SWi).    lot    6 
(SW^SEVi).    lot    7     (SEV4SE»4). 
per  five-acre  tract 60 

8.  All  of  the  lands  shall  be  leased  in 
tracts  of  approximately  five  acres,  each 
330  feet  by  660  feet.    The  tracts  in  the 
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E'2SE>4  of  Sec.  11  should  have  the 
longer  dimensions  extending  east  and 
west.  The  longer  dimensions  of  the 
tracts  in  Sec.  31  should  extend  north  and 
south.  The  tracts,  whenever  possible, 
must  conform  in  description  with  the 
rectangular  system  of  surveys  as  one 
compact  unit. 

9.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  Issued  for  the  land 
described  in  the  applications.  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  or  Is  made  to  conform 
to  the  area  and  dimensions  specified 
above. 

10.  Where  only  one  five-acre  tract  In  a 
ten- acre  subdivision  Is  embraced  In  a 
preference  right  application,  the  man- 
ager Is  authorized  to  accept  applications 
for  the  remaining  5-acre  tract  extending 
In  the  same  direction  so  as  to  fill  out 
the  subdivision,  notwithstanding  the  di- 
rection of  the  tract  may  be  contrary  to 
that  specified  in  paragraph  8. 

11.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  In  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses. Such  rights-of-way  may  be  uti- 
lized by  the  Federal  Government,  or  the 
State.  County  or  municipality  In  which 
the  tract  Is  situated,  or  by  any  agency 
thereof.  The  rights-of-way  may.  in  the 
discretion  of  the  authorized  officer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  Issuance  of  patent. 
If  not  so  located,  they  may  be  subject  to 
location  after  the  patent  is  issued. 

12.  Survey  of  Individual  tracts  will  be 
at  the  expense  of  the  applicant  for  pur- 
chase and  the  cost  of  such  survey  may  be 
added  to  the  purchase  price. 

13.  All  leases  and  patents  l.ssued  shall 
contain  a  reservation  to  the  United 
States  of  all  fissionable  material  sources 
and  all  minerals  together  with  the  right 
or  prospect  for.  mine  and  remove  the 
same  under  applicable  laws  and  regula- 
tions. 

14.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager, 
United  States  District  Land  Office, 
Phoenix,  Arizona. 

E.  R.  Smith. 
Regional  Administrator. 

(F.    R.    Doc.    49-1390;    Filed,   Feb.    23.    1949; 
8:45  a.  m.l 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

V0LUNTARy«4»LAN  UNDER  PUBLIC  LaW  395. 

89th  Congress,  for  Allocation  of 
Steel  Products  for  M\nufacture  of 
Ore  Cars 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  In  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  in- 
dustry, with  the  manufacturer  of  certain 
ore  cars,  and  with  representatives  of  the 
National  Military  Establishment  and 
other  interested  government  agencies, 
and  after  expre.ssion  of  the  views  of  in- 
dustry, labor  and  the  public  generally  at 
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an  open  public  hearing  held  on  December 
7.  1948,  has  determined  that  the  follow- 
ing plan  of  voluntary  action  is  practicable 
and  is  appropriate  to  the  successful  car- 
rying out  of  the  policies  set  forth  in 
Public  Law  395 : 

1.  What  this  Plan  does.  Manganese 
has  been  designated  by  the  Munitions 
Board  as  a  strategic  and  critical  material 
and  a  program  for  the  procurement  of 
that  material  for  stockpiling  has  been 
established  in  accordance  with  applicable 
law,  including  Public  Laws  520  and  521. 
79th  Congress.  In  furtherance  of  that 
procurement  program  and  in  aid  of 
American  industry,  this  Plan  sets  up  the 
procedure  under  which  steel  producers 
(hereinafter  called  producers)  agrfee  vol- 
untarily to  make  certain  steel  products 
available,  at  producers'  mills  in  the 
United  States,  to  Canadian  Car  and 
Foundry  Company.  Limited,  Montreal, 
Canada  (hereinafter  called  the  partici- 
pating manufacturer),  for  use  In  the 
manufacture  of  2.000  ore  cars  (bogie 
wagons)  for  the  Union  of  South  Africa 
Railways,  to  be  used  in  the  transporta- 
tion of  manganese-bearing  ore  from 
South  African  mines  to  tidewater. 

2.  Agreement  by  steel  producers.  Dur- 
ing the  period  this  Plan  remains  in  effect, 
producers  will  make  available,  out  of 
their  own  production  or  that  of  their 
producing  subsidiaries  or  affiliates,  to  the 
participating  manufacturer,  an  average 
monthly  total  of  2.192  net  tons  of  steel 
products  (up  to  an  aggregate  total  of 
approximately  13.000  net  tons),  distrib- 
uted by  types  approximately  as  follows: 

Net  tons 
Type:  per  month 

Structural  shapes 445 

SheeU 722 

Plates 1.025 

Total 2, 192 

Producers  will,  from  time  to  time,  how- 
ever, upon  request  of  the  Secretary  of 
Commerce,  give  consideration  to  making 
additional  quantities  available,  or  to  ac- 
celerating the  monthly  deliveries  pro- 
vided for  above. 

3.  Determination  of  quantities  to  be 
furnished  by  respective  producers.  Un- 
less otherwise  specified  in  Its  acceptance 
of  this  Plan,  the  quantities  to  be  made 
available  by  each  producer,  as  its  com- 
mitment under  this  Plan,  will  be  such 
as  the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
Office  of  Industry  Cooperation  of  the 
Department  of  Commerce,  determines  to 
be  fair  and  equitable.  Producers  will 
take  credit  against  their  commitments 
under  this  Plan  only  for  quantities  de- 
livered to  the  participating  a\jinufacturer 
on  orders  certified  in  accordance  with 
paragraph  9  below. 

4.  Contractual  arrangements.  Such 
products  will  be  made  available  under 
such  contractual  arrangements  as  may 
be  made  by  the  respective  producers,  or 
their  producing  subsidiaries  and  affili- 
ates, with  the  participating  manufac- 
turer. This  plan  does  not  authorize  nor 
approve  any  fixing  of  prices,  and  partici- 
pation in  this  Plan  does  not  affect  the 
prices  or  terms  and  conditions  on  which 
any  steel  products  are  actuallv  sold  and 
delivered. 
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5.  Limitations  as  to  types,  sizes  and 
Quantities.  A  producer  need  make  avail- 
able under  this  Plan  only  those  products 
which  are  within  the  type  and  size  limi- 
tations of  the  mill  or  mills  which  it  may 
select  for  the  fulfillment  of  its  commit- 
ment under  this  Plan.  The  quantities 
which  it  may  have  undertaken  to  make 
available  in  any  month  may  be  reduced, 
or  at  its  option  their  delivery  may  be 
postponed,  in  direct  proportion  to  any 
production  losses  during  the  month  due 
to  causes  beyond  Its  control. 

6.  Reports  from  steel  producers.  Each 
producer  will.  If  requested  by  the  Office 
of  Industry  Cooperation  of  the  Depart- 
ment of  Commerce  (subject  to  approval 
of  the  Bureau  of  the  Budget  under  the 
Federal  Reports  Act  of  1942).  submit  to 
that  office  periodic  reports  of  the  total 
quantities,  by  types,  of  products  .shipped, 
and  accepted  for  shipment,  under  the 
Plan. 

7.  Reports  from  participating  manu- 
facturer. The  participating  manufac- 
turer will  submit  such  reports  as  may 
be  requested  from  time  to  time  by  the 
Secretary  of  Commerce  (subject  to  the 
approval  of  the  Bureau  of  the  Budget 
under  the  Federal  Reports  Act  of  1942). 

8.  Obligations  of  participating  manu- 
facturer. By  participation  in  this  Plan, 
the  participating  manufacturer  shall  be 
obligated  as  follows:  To  use  sdl  products 
obtained  under  this  Plan  solely  for  and 
in  the  manufacture  of  the  ore  cars  re- 
ferred to  in  paragraph  1  above:  not  to 
resell  nor  transfer  any  products  so  ob- 
tained under  this  Plan  in  the  form  re- 
ceived by  the  said  participating  manu- 
facturer; and  not  to  build  up.  beyond 
current  needs,  any  inventories,  of  prod- 
ucts obtained  under  this  Plan.  If  the 
participating  manufacturer  becomes  un- 
able to  use.  for  the  purposes  of  this  Plan, 
any  products  obtained  under  the  Plan, 
it  shall  be  further  obligated  to  hold  them 
subject  to  such  disposition  (including  re- 
turn to  the  producer  from  whom  pur- 
chasecU  as  shall  be  authorized  Uy  the 
Office  of  Industry  Cooperation  of  the 
Department  of  Commerce. 

9.  Procedure  for  placing  orders  under 
this  plan.  Purchase  orders  under  this 
Plan  are  to  be  placed  with  participating 
producers,  or  their  producing  subsidi- 
aries or  affiliates.  Each  such  purchase 
order  shall  bear  the  following  certifica- 
tion by  the  participating  manufacturer: 

DEPARTMENT  OT  COMMERCE  VOLUNTARY  PLAN, 
CNSEE  PUBLIC  LAW  395,  BOTH  CONGRESS.  FOR 
ALLOCATION  OP  STEEL  PRODUCTS  POR  MANU- 
FACTURE   OP    ORE    CARS 

The  undersigned  certifies  to  the  seller  and 
to  the  Departnnent  of  Commerce  that  the 
products  specified  In  this  order  will  be  used 
solely  for  and  In  the  manufacture  of  ore 
cars  for  Union  of  South  Africa  Railways,  and 
that  this  order  Is  placed  under,  and  In  strict 
compliance  with,  the  above  Voluntery  Plan, 
with  which  the  undersigned  Is  familiar  and 
In  which  the  undersigned  is  a  participant. 

Canadian  Car  and  Pounort 
Company.  Limited. 


By 

(Title  of  duly  authorized  offlcer) 


(Date) 

10.  Procedure  for.  and  effect  of,  becom- 
ing a  participant.  After  approval  of  this 
Plan  by  the  Attorney  General  and  by  the 


Secretary  of  Commerce,  and  after  re- 
quests for  compliance  with  it  have  been 
made  of  steel  producers  and  of  the  par- 
ticipating manufacturer  by  the  Secre- 
tary of  Commerce,  any  such  producer, 
and  the  participating  manufacturer, 
may  becqme  a  participant  in  this  Plan 
by  advising  the  Secretary  of  Commerce, 
In  writing,  of  its  acceptance  of  ?uch  re- 
quest. Such  requests  for  compliance 
will  be  effective  for  the  purpose  of  grant- 
ing certain  immunity  from  the  antitrust 
laws  and  the  Federal  Trade  Commi.ssion 
Act.  as  provided  In  section  2  (c>  of  Pub- 
lic Law  395,  only  with  respect  to  such 
participants  as  notify  the  Secretary  of 
Commerce  In  writing  that  they  will  com- 
ply with  such  requests. 

11.  Effective  date  and  duration.  This 
Plan  shall  become  effective  upon  the  date 
of  Its  final  approval  by  the  Secretary  of 
Commerce.  It  shall  cease  to  be  effective 
at  the  close  of  business  on  February  28. 
1949.  unless  the  time  limitation  of  March 
1.  1949.  now  specified  in  section  2  (b)  of 
Public  Law  395.  80th  Congress,  is  ex- 
tended or  otherwise  changed  by  legis- 
lative action  In  a  form  which  permits 
continuation  of  this  Plan,  in  which  event 
this  Plan  shall  thereupon  automatically 
continue  In  effect  through  September  30. 
1949  (or  through  the  date  specified  In 
such  legislative  action  if  a  date  earlier 
than  September  30,  1949,  is  so  specified). 
However,  the  Plan  may  be  terminated  on 
such  earlier  date  as  may  be  determined 
by  the  Secre  ary  of  Commerce,  upon  not 
less  than  60  days  notice  by  letter,  tele- 
gram, or  publication  in  the  Federal 
Register. 

12.  Withdrawal  from  Plan.  Any  pro- 
ducer or  the  participating  manufacturer 
may  withdraw  from  this  Plan  by  giving 
not  less  than  60  days  written  notice  to 
the  Secretary  of  Commerce. 

13.  Clarifying  interpretations.  Any 
Interpretation  issued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  (3eneral),  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions 
In  this  Plan  shall  be  binding  upon  all 
participants  notified  of  such  interpre- 
tation. 

Approved:  January  3,  1949. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  January  3.  1949. 

Tom  C.  Clark. 
Attorney  General. 

A  Request  Under  Public  Law  395.  80th 
Congress  for  Allocation  or  Steel 
Products  for  MANurACTURE  or  Ore 
Cars 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  and  Executive 
Order  9919,  after  consultation  with  rep- 
resentatives of  the  steel  producing  Indus- 
try, and  after  expression  of  the  views  of 
industry,  labor  and  the  public  generally 
at  an  open  public  hearing  held  on  De- 
cember 7.  1948.  has  determined  that.  In 
order  to  carry  out  the  program  begun 
under  the  voluntary  plan  entered  Into 
by  steel  producers  to  furnish  certain 
steel  products  for  the  manufacture  of 
ore  cars.  It  will  be  necessary,  and  is  prac- 
ticable and  appropriate  to  the  successful 
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carrying  out  of  the  policies  set  forth  In 
said  Public  Law  395.  that  steel  producers 
make  further  deliveries  of  steel  products 
to  such  manufacture  after  the  expiration 
of  the  plan  on  February  28.  1949. 

Therefore,  the  Secretary  of  Commerce, 
in  accordance  with  subsections  2(c)  and 
2  (f)  of  Public  Law  395.  80th  Congress, 
and  with  the  approval  of  the  Attorney 
General,  hereby  requests : 

1.  That  steel  producers  participating 
In  the  above-mentioned  voluntary  plan 
continue  to  make  steel  products  avail- 
able, during  the  period  March  1.  1949. 
through  August  31.  1949.  on  certified  or- 
ders from  Canadian  Car  and  Foundry 
Company.  Limited,  such  products  to  be 
made  available  in  average  monthly  quan- 
tities of  approximately  2.192  net  tons,  up 
to  the  aggregate  total  necessary  to  com- 
plete the  program  of  approximately  13.- 
000  net  tons:  and  that  such  products  be 
made  available  In  accordance  with  de- 
livery procedures  established  under  the 
said  plan. 

2.  That  Canadian  Car  and  Foundry 
Company.  Limited,  place  purchase  or- 
ders hereunder  only  for  the  quantities 
and  types  of  steel  products  established 
for  It  by  the  Secretary  of  Commerce; 
that  It  put  Identifying  certifications  on 
such  purchase  orders;  and  that  it  use 
all  steel  products  obtained  hereunder 
solely  for  the  manufacture  of  ore  cars 
for  Union  of  South  Africa  Railways. 

In  the  event  that  an  amendment  to  the 
above-mentioned  voluntary  plan  ex- 
tending Its  effectiveness  beyond  February 
28.  1949.  takes  effect  pursuant  to  appro- 
priate legislation,  this  request  will  be 
superseded  by  said  extended  plan. 

Approved:  January  3.  1949. 

Ch.\rles  Sawyer, 
Secretary  of  Commerce. 

Approved:  January  3, 1949. 

Toil  C.  Clark, 
Attorney  General. 

January  3.  1949. 
Gentlemen:  Enclosed  Is  one  copy  of  each 
of  two  documents  which  have  been  approved 
by  the  Attorney  General  and  myself  under 
Public  Law  395.  80th  Congress,  and  which  are 
captioned  respectively  as  follows: 

1.  Voluntary  Plan  under  Public  Law  395. 
80th  Congress,  for  Allocation  of  Steel  Prod- 
ucts for  Manufacture  of  Ore  Cars,  and 

2.  A  Request  under  Public  Law  395,  80th 
Congress,  for  Allocation  of  Steel  Producu  for 
Manufacture  of  Ore  Cars  (to  be  effective  If 
section  2  of  Public  Law  395  Is  not  extended 
by  appropriate  legislation). 

I  hereby  request  compliance  by  you  with 
the  Voluntary  Plan,  and  enclose  a  suggested 
form  for  your  use  In  evidencing  acceptance 
of  this  request. 

I  hereby  also  request  compliance  by  you 
with  the  Request  for  Unilateral  Action  and 
enclose  a  suggested  form  for  your  use  In 
acknowledging  this  request  and  Indicating 
your  Intention  to  comply. 

Two  copies  of  each  form  are  enclosed.    One 
copy  of  each  Is  to  be  returned  to  me  and 
one  is  to  be  retained  for  your  files. 
Sincerely  yours, 

Charles  Sawyer, 
Secretary  of  Commerce. 

Note:  The  above  request  for  compliance 
with  Department  of  Commerce  Voluntary 
Plan   for   Allocation   of   Steel    Products   for 
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Manufacture  of  Ore  Cars  was  sent  to  steel 
companies  listed  In  an  attachment  filed  with 
the  original  document  and  to  the  Canadian 
Car  Si  Foundry  Co..  Ltd. 

(F.    R.    Doc.    49-1385;    Piled.    Feb.    23.    1949; 
8:45  a.  m.l 
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DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

[Administrative  Order  3881 

Acceptance  of  Resignation  From  and 
Appointment  to  Special  Industry 
Committee  for  Virgin  Islands 

By  virtue  of  and  piu-suant  to  the  au- 
thority vested  in  me  by  section  5  (e)  of 
the  Fair  Labor  Standards  Act  of  1938.  as 
amended,  (section  3  (c).  54  Stat.  615; 
29  U.  S.  C.  205  (e) ).  I,  William  R.  Mc- 
Comb.  Administrator  of  the  Wage  and 
Hour  Division,  United  States  Depart- 
ment of  Labor,  do  hereby  accept  the  res- 
ignation of  Caroline  F.  Ware  from  the 
Special  Industry  Committee  f  )r  the  Vir- 
gin Islands  and  do  hereby  appoint  In  her 
stead  as  a  representative  of  the  Public 
on  such  Committee,  Joseph  L.  Miller  of 
Washington,  D.  C. 

Signed  at  Washington.  D.  C.  this  16th 
day  of  February  1949. 

Wm.  R.  McComb. 
Administrator, 
Wage  and  Hour  Division. 

I  p.    R.    Doc.   49-1400;    Filed.   Feb.   23,    1949; 
8:53  a.  ml 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  91931 

Station  of  the  Stars.  Inc.  (KMPC)  et  al. 
order  continuing  hearing 

In  the  matter  of  KMPC.  Station  of  the 
Stars.  Inc..  licensee  of  radio  Station 
KMPC.  Los  Angeles.  California;  WJR. 
the  Goodwill  Station,  Inc..  licensee  of 
radio  Station  WJR.  Detroit,  Michigan; 
and  WGAR  Broadcasting  Company,  li- 
censee of  radio  Station  WGAR,  Cleve- 
land. Ohio;  Docket  No.  9193. 

It  appearing,  that  because  of  urgent 
commitments  of  the  Presiding  Commis- 
sioner in  the  above  entitled  proceedings, 
a  postponement  of  the  date  for  the  pub- 
lic hearing  in  this  matter,  now  set  for 
February  21,  1949,  is  necessary; 

It  is  ordered.  On  the  Commission's 
own  motion,  that  said  public  hearing  Is 
continued  until  10  a.  m..  March  16.  1949. 
in  the  Court  Room  of  the  United  States 
Court  of  Appeals  on  the  Eighth  Floor  of 
the  Federal  Building  in  Los  Angeles, 
California. 

Dated:  February  16.  1949. 


public  notice  concerning  proposed 
assignment  of  license  ' 

The  Commission  hereby  gives  notice 
that  on  February  10.  1949  there  was  filed 
with  It  an  application  (BAL-833)  for  Its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WFTC, 
Klnston.  North  Carolina,  from  Jonas 
Welland  to  Kinston  Broadcasting  Com- 
pany. The  proposal  to  assign  the  license 
arises  out  of  contracts  of  November  22, 
1948  pursuant  to  which  all  real  and  per- 
sonal property  used  In  the  operation  of 
station  WFTC  and  all  contracts  pertain- 
ing to  the  operation  of  that  station  will 
be  assigned  to  Kinston  Broadcasting 
Company  for  $61,000,  of  which  $6,100  has 
been  paid  in  escrow  and  the  balance  is 
payable  In  cash  at  the  date  of  the  closing. 
Further  Information  as  to  the  arrange- 
ments may  be  found  with  the  application 
and  associated  papers  which  are  on  file 
at  the  offices  of  the  Commission  in  Wash- 
ington. D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  February  10.  1949.  that  start- 
ing on  February  11.  1949.  notice  of  the 
filing  of  the  application  would  be  inserted 
In  the  Kinston  Daily  Free  Press,  a  news- 
paper of  general  circulation  at  Kinston. 
North  Carolina,  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  11.  1949.  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  Involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  In  the  above  described  contract. 

fSec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

[F.    R.   Doc.    49-1405:    Filed.   Feb.    23,    1949; 
8:52  a.  m.) 


[seal! 


FEDERAL  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


WJVB 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
transfer  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  February  15.  1949  there  was  filed 
with  It  an  application  (BTC-736 )  for  Its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  Jacksonville  Beach 
Broadcasting  Company,  licensee  of  sta- 
tion WJVB.  from  sixteen  stockholders, 
presently  owning  275  out  of  304  .-shares  of 
capital  stock  issued,  to  Reginald  B.  Mar- 
tin and  Lester  M.  Combs.  The  proposal 
to  transfer  control  arises  out  of  agree- 
ments of  September  3  and  15.  1948  pur- 
suant to  which  the  transferor  stockhold- 


[F.    R.    Doc.    49-1404;    Filed.   Feb.    23.    1949; 
8:52  a.  m.] 


'Section    1.321.   Part    1,   Rules  of   Practice 
and  Procedure. 
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ers  have  agreed  to  sell  their  275  shares 
for  $24,926.27  plus  a  loan  of  $8,000  by  the 
transferees  to  the  licensee  company.  Of 
the  total  price  payable.  $2,000  has  been 
deposited  in  escrow.  $22,926.27  is  payable 
within  15  days  after  Commission  approv- 
al, and  the  $8,000  loan  has  already  been 
made.  Further  information  as  to  the 
arrangements  may  be  found  with  the  ap- 
plication and  associated  papers  which  are 
on  file  at  the  offices  of  the  Commission 
in  Washington.  D.  C. 

Pursuant  to  5  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  15, 1949  that  start- 
ing on  February  16,  1949  notice  of  the 
filing  of  the  application  would  be  inserted 
in  the  Jacksonville  Journal,  a  newspaper 
of  general  circulation  at  Jacksonville 
Beach.  Florida  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  16.  1949  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  Involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

FEDERAL    COMMTJNICATIONS 
COIUIISSION, 
[SIALl  T.  J.  SLOWIE. 

Secretary. 

|F.   B.   Doc.    49-1406;    Filed.   Feb.   23.    1949; 
8.52   a.   m.| 


NOTICES 

Inserted  In  the  Indianapolis  Star,  a  news- 
paper of  general  circulation  at  Indian- 
apolis. Indiana  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  14.  1949  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described  con- 
tract. 
(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 

310  (b)) 

Federal  Communications 
Commission. 
[SEAL]         T.  J.  Slowie, 

Secretanr 

|F    R.    Doc.    49-1407,    Filed,    Feb.    23.    1949; 
8:52  a.  m.| 


FEDERAL   POWER   COMMISSION 

(Docket  No.  B-6186| 

California  Electric  Power  Co. 

notice  or  order  authorizing  and  approv- 
ing issuance  of  bonds 

February  17.  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 16,  1949,  the  Federal  Power  Com- 
mission Issued  its  order  entered  February 
15,  1949.  authorizing  and  approving  issu- 
ance of  bonds  in  the  above-designated 
matter. 


from  the  Company's  existing  Big  Creek 
No.  3  plant  (Project  No.  120)  in  Fresno 
and  Madera  Counties.  California.     The 
proposed  project  would  affect  lands  of 
the  United  States  within  Sierra  National 
Forest  and  would  consist  of  an  arch-type 
concrete  dam  (Dam  No.  7)  about  1.190 
feet  long  and  228  feet  high  above  stream 
bed;  a  reservoir  with  gross  capacity  of 
about  35,000  acre-feet  at  spillway  level 
(elev.  1403  feet  U.  S.  G.  S.  datum);  a 
conduit  about  11.716  feet  long  consisting 
of  tunnels  and  steel  pipe;  penstocks;  a 
power   house   containing    two    turbines 
with  capacity  of  57,500  H.  P.  each  con- 
nected to  two  42,000  kva  generators;  a 
substation;  a  switchrack;  a  220,000- volt 
transmission  line  about  5.8  miles  long 
to  the  Company's  Big  Creek  Powerhouse 
No.  3;  and  appurtenant  facilities. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  address 
of  the  party  or  parties  so  protesting  or 
requesting,  should  be  submitted  on  or 
before  March  30.  1949.  to  the  Federal 
Power  Commission,  Washington  25. 
DC. 


WUTV 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
ASSIGNMENT  OF  PERMIT  ' 

The  Commission  hereby  gives  notice 
that  on  February  14.  1949  there  was  filed 
with  it  an  application  (BAPCT-11)   for 
its  consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  permit  for  television  staUon 
WUTV.  Indianapolis,  Indiana,  from  the 
William  H.  Block  Company  to  Indian- 
apolis Broadcasting.  Inc.    The  proposal 
to  a.ssign  the  permit  arises  out  of  a  con- 
tract of  February  10.  1949  pursuant  to 
which  the  assignor  will  trans-fer  certain 
equipment  and  other  assets  to  the  as- 
signee for  a  total  consideration  of  $37.- 
75837,  which,  the  applicants  represent. 
is   the    assignor's    approximate    out-of- 
pocket  costs  incurred  in  connection  with 
station  WUTC.    Further  Information  as 
to  the  arrangements  may  be  found  with 
the   application   and   associated   papers 
which  are  on  file  at  the  offices  of  the 
Commission  in  Washington.  D.  C. 

Pur.^uant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  14.  1949  that 
starting  on  February  14.  1949  notice  of 
the  filing  of  the  application  would  be 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


(F.    R.    Doc.    49-1386;    Filed,    Feb.    23,    1949; 
8:46  a.  m.) 


(Docket  No.  E-6 187) 

California  Electric  Power  Co. 

notice  of  order  athhorizing  and  approv- 
ing issuance  of  securities 

February  17,  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 16.  1949,  the  Federal  Power  Com- 
mission issued  Its  order  entered  Febru- 
ary 15.  1949.  authorizing  and  approving 
issuance  of  securities  in  the  above-desig- 
nated matter. 


[seal] 


Leon  M.  Fuquay. 

Secretary. 


IF    R.   Doc.   49-1387;    FUed.   Feb.   23.    1949; 
8:46  a.  m.\ 


'  Section    1.321.   Part    1.  Rules   of   Practice 
and  Pvocedure.  ^ 


(Project  No.  2017] 
Southern  California  Edibon  Co. 

NOTICE  OF  application  FOR  UCENSE 
(MAJOR) 

February  16.  1949. 
Public  notice  Is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791a-825r)  that  South- 
ern California  Edison  Company,  of  Los 
Angeles.  California,  has  made  applica- 
tion for  license  for  proposed  major  Proj- 
ect No.  2017  (Big  Creek  No.  4)  to  be  lo- 
cated on  San  Joaquin  River  downstream 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


(F.  B.   Doc.   49-1388:    Filed.   Feb.   23,    1949; 
8:45  a.  m.] 


(Project  No.  20181 

South  San  Joaquin  Irrigation  District 
and  Oakdale  Irrigation  District 

notice  of  appucation  for  preliminary 

PER  M  it 

February  16.  1949. 

Public    notice    is    hereby    given    that 
South  San  Joaquin  Irrigation  District 
and  Oakdale  Irrigation  District,  of  Man- 
teca   and   Oakdale.   California,   respec- 
tively, have  made  application  under  the 
Federal  Power  Act   (16  U.  S.  C.  791a- 
825r)  for  preliminary  permit  for  a  period 
of  12  months  for  proposed  water  power 
Project  No.  2018   (Donnells  project)   to 
be  located  on  a  stretch  of  Middle  Fork 
of  Stanislaus  River  in  Tuolumne  County. 
California.  27  to  34  miles  northeast  of 
Sonora,  California.    The  proposed  proj- 
ect  would   affect  lands  of   the  United 
States  within  Stanislaus  National  Forest 
and  would  consist  of  a  rockflll  type  or 
concrete  arch  overflow  type  dam  285  feet 
high  and  730  feet  long ;  a  reservoir  which 
at  maximum  storage  level  of  4.915  feet 
would  have  a  surface  area  of  413  acres 
and  gross  capacity  of  64.000  acre-feet; 
a  tunnel  about  30.000  feet  long;  a  pen- 
stock about  1.400  feet  long ;  a  powerhouse 
with  peak  capacity  of  48,240  horsepower; 
and  appurtenant  facilities. 

A  preliminary  permit,  if  Issued,  shall 
be  for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  license  under 
the  Federal  Power  Act  to  enable  the  ap- 
plicants herein  to  make  examinations 
and  surveys,  to  prepare  maps,  plans,  and 
estimates,  and  to  make  financial  ar- 
rangements required  for  filing  an  ap- 
plication for  license  under  the  Act.  A 
preliminary  permit,  if  issued,  will  not 


Thursday,  February  24,  1949 

authorize  construction  of  the  proposed 
project. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  address 
of  the  party  or  parties  so  protesting  or 
requesting,  should  be  submitted  on  or 
before  April  6. 1949,  to  the  Federal  Power 
Commission.  Washington  25.  D.  C. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


I  P.   R.    Doc.    49-1389;    Filed.    Feb.   23,    1949; 
8:45  a.  m.l 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Public  Housing  Administration 

Specul  Delegations  of  Authority 

I  hereby  authorize:  (1)  The  Field  Of- 
fice Director.  New  York  City,  to  approve 
chajige  orders  executed  by  the  New  York 
City  Housing  Authority  in  connection 
with  Projects  NY  5-8  and  NY  5-9;  and 
(2)  the  Field  Office  Director.  Chicago,  to 
approve  change  orders  executed  by  the 
Chicago  Housing  Authority  in  connec- 
tion with  Project  ILL  2-9  and  by  the 
Housing  Authority  of  the  City  of  Mil- 
waukee in  connection  with  Project  WIS 
2-1. 

I  also  hereby  approve  any  change  or- 
ders heretofore  approved  by  the  Field 
Office  Director.  Chicago,  in  connection 
with  Project  WIS  2-1. 

Approved:  February  16.  1949. 

[seal]  John  Taylor  Egan, 

Commissioner. 

(P.    R.    Doc.   49-1391;    Filed,    Feb.    23.    1949; 
8:45  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2003] 

Worcester  Gas  Light  Co. 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  16th  day  of  February  1949. 

Worcester  Gas  Light  Company  ("Wor- 
cester"), a  public  utility  subsidiary  of 
New  England  Gas  and  Electric  Associa- 
tion, a  registered  holding  company,  hav- 
ing filed  an  application,  pursuant  to  sec- 
tion 6  (b)  of  the  Public  Utility  Holding 
Company  Act  of  1935  and  Rule  U-50  of 
the  general  rules  and  regulations  prom- 
ulgated thereunder,  with  respect  to  the 
following  transaction: 

Worcester  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  $2,150,000  prin- 
cipal amount  of  its <J  First  Mort- 
gage Bonds  due  1969.  The  interest  rate 
and  the  price  to  the  company  for  the 
bonds  will  be  determined  by  competitive 
bidding  except  that  the  invitation  for 
bids  will  specify  that  the  price  to  the 
company  shall  not  be  less  than  100% 
nor  more  than  102.75%  of  the  princinni 
amount. 


FEDERAL  REGISTER 

Prom  the  proceeds  of  the  sale  of  the 
bonds.  $1,000,000  will  be  applied  to  the 
repayment  of  Worcester's  First  Mortgage 
3*2%  Bonds  due  1954  outstanding  in 
equal  principal  amount;  $1,000,000  to  the 
repayment  of  promissory  notes  due  a 
bank;  and  the  balance  to  reimburse 
Worcester  for  funds  expended  for  financ- 
ing extensions  and  improvements  to  its 
plant  and  properties.  The  proposed  issue 
and  sale  of  said  bonds  has  been  approved 
by  the  Department  of  Public  Utilities  of 
Massachusetts. 

Appropriate  notice  of  said  filing  hav- 
ing been  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  said  application 
withiin  the  period  specified,  or  otherwise, 
and  not  having  ordered  a  hearing  there- 
on; and 

The  Commission  finding  with  respect 
to  said  application  that  the  requirements 
of  the  applicable  provisions  of  the  act 
and  rules  thereun(ler  are  satisfied,  that 
no  adverse  findings  are  necessary  there- 
under, and  deeming  it  appropriate  in  the 
public  interest  and  in  the  interest  of 
investors  and  consumers  that  the  said 
application  be  granted: 

It  is  hereby  ordered.  Pursuant  to  said 
Rule  U-23  and  the  applicable  provisions 
of  said  act.  that  said  application  be.  and 
the  same  hereby  is.  granted,  effective 
forthwith,  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24  and  to 
the  further  condition  that  the  proposed 
issuance  and  sale  of  bonds  shall  not  be 
consummated  until  the  results  of  com- 
p>etitive  bidding,  pursuant  to  Rule  U-50. 
have  been  made  a  matter  of  record  here- 
in and  a  further  order  shall  have  been 
entered  with  respect  thereto,  which  order 
shall  contain  such  further  terms  and 
conditions  as  may  then  be  deemed  ap- 
propriate, for  which  purpose  jurisdiction 
be,  and  the  same  hereby  is,  reserved. 

It  is  further  ordered.  That  jurisdiction 
be,  and  the  same  hereby  is.  reserved  over 
all  fees  and  expenses  to  be  Incurred  In 
connection  with  the  proposed  transac- 
tion. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

|F.    R.    Doc.    49-1398;    Filed.    Feb.   23.    1949; 
8:46  a.  m.] 


(File  No.  70-2030] 

West  Penn  Electric  Co.  and 
Monongahela  Power  Co. 

supplemental  order  permitting  applica- 
tion-decl.^ration  to  become  effective 
and  releasing  jurisdiction  over  fees 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  16th  day  of  February  A.  D.  1949. 

The  West  Penn  Electric  Company 
("West  Penn  Electric"),  a  registered 
holding  company,  and  Monongahela 
Power  Company  ("Monongahela"),  a 
subsidiary  of  West  Penn  Electric,  having 
filed  with  this  Commission  a  Joint  appli- 
cation-declaration pursuant  to  the  Pub- 
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lie  Utility  Holding  Company  Act  of  1935 
and  certain  rules  and  regulations  pro- 
mulgated thereunder  regarding,  in  part, 
the  issuance  and  sale  by  Monongahela, 
at  competitive  bidding  pursuant  to  Rule 
U-50.  of  $6,000,000  principal  amount  of 
First  Mortgage  Bonds  due  1979; 

The  Commission  having,  by  order 
dated  February  7.  1949,  granted  and  per- 
mitted effectiveness  to  this  Joint  appli- 
cation-declaration, subject,  among  other 
things,  to  the  condition  that  the  proposed 
issuance  and  sale  of  these  bonds  should 
not  be  consummated  until  the  results  of 
competitive  bidding  have  been  made  a 
matter  of  record  in  this  proceeding  and 
a  further  order  entered  by  the  Commis- 
sion on  the  basis  of  the  record  as  so 
completed; 

Monongahela  now  having  filed  an 
amendment  to  the  Joint  application- 
declaration  setting  forth  the  action  taken 
by  it  to  cofhply  with  the  requirements  of 
Rule  U-50  and  stating  that,  pursuant  to 
the  invitation  for  competitive  bids,  the 
following  bids  were  received: 


Cost  of 

Inter- 

money 

Bidder 

est 

Price 

to  the 

rate 

com- 
pany 

Per- 

cenl 

EquiUhle  Securities  Corp 

3'Mi 

102.14 

s.oifiog 

W.  C.  Langlcy  A  Co 

3', 

1()2.  11 

3.0175y 

I'nioii  S«>curities  Corp    

3',, 

102.044 

.1.02091 

Halscy,  Stuart  A  Co.,  Inc 

3lli 

101. 9«^ 

3.024i:< 

Salomon  Bros.  <V  Hutzler 

34 

101.U227 

3.027U1 

lyehman  Brothers 

3', 

101.9213 

3.02708 

Kidder,  I'eabody  &  Co.  and 

White,  Weld  &  Co - 

3H 

101.90 

3.02815 

Merrill       Lynch,       Pierce, 

3Vi 

3,', 

101.8181 

101.  ao 

3.0322H 

Glore   Korean  A  Co 

3.06355 

It  appearing  that  Monongahela  has 
accepted  the  bid  of  Equitable  Securities 
Corporation,  that  these  bonds  are  to  be 
resold  to  the  public  at  102.461%  of  the 
principal  amount  thereof  plus  accrued 
Interest  from  February  1,  1949.  repre- 
senting a  spread  to  the  underwritpers  of 
0.321%  on  said  bonds; 

The  record  also  having  been  completed 
with  respect  to  fees  and  expenses  to  be 
paid  by  Monongahela  and  West  Penn 
Electric  in  connection  with  the  proposed 
transactions  and  the  fees  and  expenses 
to  be  borne  by  the  su<!tessful  bidders, 
among  these  fees  to  be  borne  by  Monon- 
gahela are  fees  payable  to  Sullivan  and 
Cromwell,  New  York.  New  York,  $5,500. 
and  to  Steptoe  and  Johnson,  Clarksburg, 
West  Virginia.  $500;  of  the.se  total  legal 
fees  of  $6,000  to  be  borne  by  Mononga- 
hela, $5,900  being  applicable  to  the  bonds 
and  $100  being  applicable  to  the  common 
stock  being  Issned  by  Monongahela  at 
this  time;  fees  to  be  borne  by  West  Penn 
Electric,  payable  to  Sullivan  and  Crom- 
well, $250;  and  fees  to  counsel  for  the 
successful  bidders,  Cahill,  Gordon, 
Zachry  &  Reindel,  New  York,  New  York, 
$4,500: 

It  is  ordered.  That  said  joint  applica- 
tion-declaration, as  amended  be,  and  the 
same  hereby  is.  granted  and  permitted  to 
become  effective  forthwith  subject  to  the 
terms  and  conditions  prescribed  In  Rule 
U-24  and  to  the  further  condition  that 
the  reservation  of  jurisdiction  with  re- 
spect to  the  payment  of  fees  and  ex- 
pienses  applicable  to  these  transactions 
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and  heretofore  reserved  by  the  Commis- 
sion be.  and  the  same  hereby  is.  released. 


By  the  Commission. 

[SEAtl 


Orval  L.  Dubois. 

Secretary. 


|P.    R.Doc.    49-1397:    Piled.    Feb.    23,    1949; 
8:46  a.  m.| 


DEPARTMENT  OF  JUSTICE 
OflRce  of  Alien  Property 

AirrHORiTT:  40  Stat.  411.  66  Stat.  839,  Pub. 
Laws  322.  671.  79th  Cong.,  60  Stat.  80.  925;  60 
U.  8.  C.  and  8upp.  App.  1.  616:  E.  O.  9193. 
July  8  1942,  3  CPR,  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting   Order    600A-2481 

Copyrights  or  Lebensweisct-Verlao. 
German  National 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  persons  (including  indi- 
viduals, partnerships,  associations,  cor- 
porations  or   other   business    organiza- 
tions) referred  to  or  named  in  Column  5 
of  Exhibit  A  attached  hereto  and  made  a 
part  hereof  and  whose  last  known  ad- 
dresses are  listed  In  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names  of 
which  persons  are  listed  (a)  in  Column  3 
of  said  Exhibit  A  as  the  authors  of  the 
works,  the  titles  of  which  are  listed  in 
Column  2.  and  the  copyright  numbers,  if 
any.  of  which  are  listed  In  Column  1,  re- 
spectively, of  said  Exhibit  A,  and/ or  (b) 
m  Column  4  of  said  Exhibit  A  as  the  own- 
ers of  the  copyrights,  the  numbers,  if 
any  of  which  are  Usted  in  Column  1.  and 
covering  works  the  titles  of  which  are 
listed  in  Column  2,  respectively,  of  said 
Exhibit  A.  and/or  (c)  in  Column  5  of  said 
Exhibit  A  as  others  owning  or  claiming 
interests  in  such  copyrights)    are  resi- 
dents of,  or  are  organized  under  the  laws 
of,  or  have  their  principal  places  of  busi- 
ness in,  such  foreign  country  and  ara  na- 
tionals thereof; 

2.  That  all  right,  title,  interest  and 
claim   of    whatsoever   kind   or    nature, 
under  the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred  to 
In  Column  5  of  said  Exhibit  A,  and  also 
of  all  other  persons  (including  individ- 
uals, partnerships,  associations,  corpora- 
tions or  other  business  organizations), 
whether  or  not  named  elsewhere  in  this 
Order  including  said  Exhibit  A.  who  are 
residents   of,   or   which   are    organized 
imder  the  laws  or  have  their  principal 
places  of  business  in.  Germany  or  Japan, 
and  are  nationals  of  such  foreign  coun- 
tries, in.  to  and  under  the  following: 

a.  The  copyrights,  if  any,  described  in 
said  Exhibit  A. 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  in  every 
Issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof,  in  whole  or  In  part. 
of  whatsoever  kind  or  nature,  and  of  all 
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other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  specifi- 
cally designated  by  copyright  number, 

c  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the 
foregoing. 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts,  by 
way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e  All  rights  of  renewal,  reversion  or 
revesting,  if  any,  in  the  foregoing,  and 

f  All  causes  of  action  accrued  or  to 
accrue  at  law  or  In  equity  with  respect  to 
the  foregoing.  Including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  Jaw  or  statute  for  the 
Infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing. 


Is  property  of.  and  is  property  payable 
or  held  with  respect  to  copyrights  or 
rights  related  thereto  In  which  Interests 
are  held  by,  and  such  property  Itself  con- 
stitutes Interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 
All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certiftcatlon.  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  inter- 
est of  and  for  thr  benefit  of  the  United 
St  &tcs 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  In 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director.  Offlce  of  Alien  Property. 
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Column  1 

Copyright  numbers 


Column  3   * 
Titles  of  works 


Column  S 

Names  and  la-'t 
known  naiionaliiies 
of  auibiirs 


VnknowB. 


Lehrburb  der  Original 
Vokal  •  (Jebftrden- 
Atniung  1S81. 


B.  M.  I.e«'er-I.asario 
(nationality  not  es- 
tablisheil.) 


Column  4 

Names  and  last 
known  addrewes  of 
owners  of  copyrights 


I.^bfnswoiser-Verlag, 
«ietleniiach        b  e  I 
(trlnluiui«n,      Ger- 
many   (nationality. 
Uennan.) 


Column  6 


Mem  mod  per»on» 
whoee  intert^ts 
art'  being  vesteii 


Owner. 


|F.  R.  DOC.  49-1380;  Filed.  Feb.  21,  1949;  9:00  a.  m.) 


(Vesting  Order  12804] 
William  Bernh,.rd  Goricki 

In  re  •  Stock  owned  by  and  debts  owing 
to  William  Bernhard  Gorlcke.  also 
known  as  William  B.  Gorlcke  and  as 
William  Bernhardt  Gorlcke.  F-28- 
28959-A-l.  A-2.  A-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 
1   That   William   Beinhard   Goncke. 
also  known  as  William  B.  Gorlcke  and  as 
Wi'liam  Bernhardt  Goricke.  whose  last 
known     address     Is     Regerstrasse     21 
Munich  9,  Germany.  Is   a  resident   of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A.  attached  hereto 
and  by  reference  made  a  part  hereof, 
registered  in  the  names  of  the  persons  set 
forth  in  the  aforesaid  Exhibit  A.  pres- 
ently in  the  custody  of  the  Bankers  Trust 
Company.  16  Wall  Street,  New  York, 
New  York,  in  an  account  entitled  "Rot- 
terdamsche  Bankvereenlglng,  also  known 
as  Rotterdamsche  Bank,  N.  V.,  Amster- 
dam The  Netherlands,  Sub— A/C,  Wil- 
liam B.  Gorlcke,"  together  with  all  de- 
clared and  unpaid  dividends  thereon. 


b  That  certain  debt  or  other  obliga- 
tion of  the  Bankers  Trust  Company.  16 
Wall  Street,  New  York,  New  York,  aris- 
ing out  of  a  Sub-Account  entitled  'Rot- 
terdamsche Bankvereenlglng.  also  known 
as  Rotterdamsche  Bank  N.  V.  -'*mster- 
dam  The  Netherlands.  Sub  Account  Wil- 
liam* B.  Gorlcke,"  maintained  with,  the 
aforesaid  Company,  and  any  and  all 
rights  to  demand,  enforce  and  collect 

the  same.  ,    .    »,  j^ 

c   Those  certain  shares  of  stock  de- 
scribed in  Exhibit  B,  attached  hereto 
and  by  reference  made  a  part  hereof, 
registered  in  the  names  of  the  persons 
set  forth  in   the   aforesaid   Exhibit  B. 
presently  in   the  custody   of   Chemical 
Bank  L  Trust  Company,  165  Broadway. 
New  York  15,  New  York,  in  a  safekeep- 
ing  account  for  Rotterdamsche  Bank 
Amsterdam.  Holland,  together  with  all 
declared  and  unpaid  dividends  thereon, 
d   That  certain  debt  or  other  obliga- 
tion of  The  Chase  National  Bank  of  the 
City  of  New  York.  Pine  Street  Corner  of 
Nassau.  New  York  15.  New  York,  in  the 
amount  of  $22,306.73,  as  of  September 
7  1948,  and  any  accretions  thereto  aris- 
ing from  dividends  or  other  payments  al- 
locable to  the  stock  described  in  sub- 
paragraph (c)  hereof,  and  presently  held 
in  an  accotSnt  entitled  Rotterdamsche 
Bank  N.  V..  Blocked  Account  Amsterdam. 
Holland,  together  with  any  and  all  ac- 
cruals there -o  znd  a-iy  and  a  1  rights  to 
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demand,  enforce  and  collect  the  afore- 
said debt  or  other  obligation, 

e.  Thirty  (30)  shares  of  $25.00  par 
value,  common  capital  stock  of  the 
Standard  Oil  Company.  15  West  51st 
Street.  New  York.  New  York,  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  New  Jersey,  evidenced  by  a 
certificate  numbered  CC  111278.  regis- 
tered In  the  name  oi  L.  D.  Pickering  and 
Co.  and  presently  In, the  custody  of  the 
Bank  of  the  Manhattan  Company.  40 
Wall  Street,  New  York  5,  New  York.  In 
a  Custodian  E>epot  of  the  Rotterdamsche 
Bank,  N.  V..  Amsterdam.  Holland,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon,     ■  '^ 

f.  Three  (3)  shares  of  $15.00  par  value, 
common  capital  stock  of  the  Consoli- 
dated Natural  Gas  Company.  30  Rocke- 
feller Plaza,  New  York  20,  New  York,  a 
corporation  organized  under  the  laws  of 
the  State  of  Delaware,  evidenced  by  cer- 
tificates numbered  273808  and  €72520  for 
two  (2)  and  one  (1)  shares  respectively, 
registered  in  the  name  of  L.  D.  Pickering 
and  Co.,  and  presently  In  the  custody 
of  Bank  of  the  Manhattan  Company,  40 
Wall  Street.  New  York  5,  New  York,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon. 


FEDERAL  REGISTER 

g.  That  certain  debt  or  other  obliga- 
tion of  the  Bank  of  the  Manhattan  Com- 
pany. 40  Wall  Street,  New  York  5,  New 
York,  in  the  amount  of  $435.89  as  of 
October  15.  1948,  arising  from  dividends 
on  or  payments  allocable  to  the  stock 
described  in  subparagraphs  (e)  and  (f) 
hereof,  and  presently  held  in  the  ac- 
count of  Rotterdamsche  Bank.  N.  V., 
Amsterdam,  Holland,  together  with  any 
and  all  accruals  thereto  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same,  and 

h.  That  certain  debt  or  other  obliga- 
tion of  the  Bank  of  the  Manhattan  Com- 
pany. 40  Wall  Street,  New  York  5.  New 
York,  in  the  amount  of  $64.16.  as  of  Oc- 
tober 15.  1948,  presently  held  in  the  ac- 
count of  Rotterdamsche  Bank,  N.  V., 
Amsterdam,  and  any  and  all  accruals 
thereto  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  aforesaid  debt  or 
other  obligation, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  Wil- 
liam Bernhard  Gorlcke,  also  known  as 
William  B.  Gorlcke  and  as  William  Bern- 
hardt Goricke.  the  aforesaid  national  of 
a  designated  enemy  country  (.Germany) ; 

Exhibit  A 
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and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
^ade  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C  on 
February  8,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 


Name  and  address  of  corporation 


Anaconda  Copper  Mining  Co..  25  Broad- 
way, New  Vork,  N.  Y. 

(•otiwal  Motors  Corp..  3044  West  Grand 
Hlvd..  I>etroit.  Mich. 


Konni-oott  Coprter  Corp.,  120  Broadway, 
New  York  5.  N.  Y. 


State  of  Incorporation 


Montana.. 
Delaware - 


New  York. 


Type  of  stock 


Capital... 
Common. 

do.— 


Par  value 


Certificate    .Number 
No.        1    shares 


150 
10 

No  par 


eoeiios 

57054.') 
485-fiIl 
485-612 

5fil-787 
4UWM 
415100 
439466 


Regi-stered  owner 


100     Fahne-stock  &  Co.  of  New  York  City. 
100     Blair  S.  Williams  &  Co.,  New  York  City. 
100     Salkeld  &   Co..  c/o   Bankers  Trust  Co., 
100         P.  O.  Box  704,  Church  St.  Annex,  New 

York  8.  N.  Y.  ,.    ,  ^„ 

100     Laird.  Bis-sell  &  Meetls.  New  \  ork  City. 
Salkeld   &  Co..  do  Bankers  Trust  Co.. 

P   O.  Boi  704.  Church  St.  Annex,  New 

York  8,  N.  Y. 


50 
15 
15 
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Name  and  address  of  corporation 


Bethlehem    8t«»l    Corp..    26   Broadway. 
New  York,  N.  Y. 

(iiuieml  Motors  Cori>  .  3044  West  Grand 

Blvd..  Hetrolt.  Mith. 
Kennecott  Copiw  Corp..  120  Broadway. 

New  York  5,  N.  Y. 


State  of  incorporation 


Delaware. 


....do 

New  York 


Type  of  stock 


7<^  cumulative  preferred 


Common 

do 


_         ,         Certificate 
Par  value  j^-^, 


$100 

10 
No  par. 


8  58813 

D  386  876 
0301115 


Number 
of  shares 


Registered  owner 


50 

100 
20 


C    A    England  4  Co.,  c/o  Chemical  Bank 
&  Trust  Co.,  165  Broadway,  New  York 
City. 
Do. 

Do. 


IF.  R.  Doc.  49-1376;  Filed.  Feb.  21.  1949;  9:00  a.  m.] 


(Vesting  Order  CE-4651 

Costs  and  Expenses  Incurred  in  Certain 
ACTIONS  or  Proceedings  in  Certain 
New  York  Courts 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  having  been  found: 

1  That  each  of  the  persons  named  in 
Column  1  of  Exhibit  A.  attached  hereto 
and  by  reference  made  a  part  hereof,  was 
a  person  within  the  designated  enemy 
country  or  the  enemy-occupied  territory 
identified  in  Column  2  of  said  Exhibit  A 
opposite  such  person's  name; 

2  That  it  was  in  the  Interest  of  the 
United  States  to  take  measures  In  con- 
No.  36 5 


nection  with  representing  each  of  said 
persons  in  the  court  or  administrative 
action  or  proceeding  identified  In  Column 
3  of  said  Exhibit  A  opposite  such  person's 
name,  and  such  measures  having  been 
t&k6n ' 

3.  'That.  In  taking  such  measures  In 
each  of  such  actions  or  proceedings,  costs 
and  expenses  have  been  Incurred  in  the 
amount  stated  in  Column  4  of  said  Ex- 
hibit A  opposite  the  action  or  proceeding 
Identified  in  Column  3  of  said  Exhibit  A; 

Now.  therefore,  there  is  hereby  vested 
In  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt 
with  m  the  Interest  of  and  for  the  bene- 
fit of  the  United  States.  Interests  In  the 
property  which  said  persons  obtain  or 
are  determined  to  have  as  a  result  of  said 


actions  or  proceedings  in  amounts  equal 
to  the  sums  stated  in  Column  4  of  said 
Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive  Or- 
der 9193,  as  amended.  The  term  "enemy- 
occupied  territory"  as  used  herein  shall 
have  the  meaning  prescribed  In  Rules  of 
Procedure,  Office  of  Alien  Property, 
§  501.6  (8  CFR.  Cum.  Supp.,  503.6). 

Executed  at  Washington,  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 
[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
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FEDERAL  REGISTER 


Exhibit  A 


Column  1 
Name 


Column  2 
Country  or  territory 


Zsutsannti  Ritn  kovacs. 


Hungary. 


Column  8 
Action  or  procwHllng 


Esther  Kovao  PrAlay,  formerly  known  u 
Estber  Kovacs  and  Esrtcr  Kovacs. 

JoMpta   Kovacs.  a/k/»  Joief  Kovacs  and 
Jotie(  Kovacs. 


Alexander  Kovacs,  hfkl*  Sandor  Kovacs. 
Louts  Kovaw,  a/k/a  Lajos  Kova«a 


JttMl 

Trust  u/w  of  Charles  Kovacs,  a/* /a 
Charles  Smith  and  Karoly 
Kovacs,  deceaaed,  Surrogatr's 
Court,  Klntts  County,  Brook- 
lyn, N.  Y.  No.  28»  llCfl. 


Column  4 
Sum  vested 


LWia  Kovacs  Stalay,  formerly  known  as 
Ltdia  Kovacs. 

Eliwbeth  Kovacs  Marko,  formerly  known 
as  Eliwbeth  Kovacs  and  Erisebet  Kovacs. 

Zsofla  Kerenciy.  »/k/»  Zsofla  Ferencsy 
Kovacs,  Sophia  Ferenciy,  and  Sophia 
Kovacs.  .  , 

Sophia  Kovacs  Herenkovlca.  formerly 
known  as  Pophia  Kovacs,  and  Zioflo 
Kovacs,  and  Zsfia  Kovacs. 


...do... 

do.. 

....do 

....do 

do 

do 

do 

do 


Same.. 
Same.. 
Same.. 
Same.. 
Same. 
Same. 
Same. 
Same. 


Ittmt 
JtemS 
htmi 
lUmt 

Itrml 
Jttmt 
lUmB 


»3&.00 

38.00 

18.00 

88.00 

80.00 

30.00 

30.00 

80.00 

30.00 


Executed   at  Washington,  D.   C,  on 
February  15,   1949. 
For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1413;    PUed,   Peb.   23.    1949; 
8:50  a.  m.| 


|F.  R.  Doc.  49-1415;  Filed,  Feb.  23.  1949;  8:60  a.  m.) 


American  SECxmiT  Co. 

NOTICE  or  INTENTION  TO  RETURN  VESTED 
PROPERTY  ' 

Correction 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington.  D.  C. 
including  all  royalties  accrued  thereun- 
der andjill  damages  and  profits  recover- 
able for  past  infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  and  Property 

The  American  Securlt  Company,  Washing- 
ton. D    C  ;   Claims  Nos.  A-136,  613.  618  and 
8020;  Property  described  In  Vesting  Order  No. 
293  (7  F.  R.  9836,  November  26,  1942) ,  relating 
to  United   States  Patent  Application   Serial 
No.  297.183   (now  United  States  Letters  Pat- 
ent   No.    2.413.722);    property    described    in 
Vesting  Order  No.  666  (8  F.  R.  6047.  April  17. 
1943).  relating  to  United  States  Letters  Pat- 
ent No.  1,960.222;  all  Interests  and  rights  of 
the  Attorney  General  in  and  to  United  States 
Letters  Patent  No.  1.999.337  (vested  by  Vest- 
ing Order  No.  666.  8  F.  R.  5047,  AprU  17.  1943) 
and  m  and  to  the  Reissue  thereof.  No.  20,499. 
Any   interests  and  rights  relating   to  the 
above-mentioned  property  created  in  Soclete 
Anonyme    des   Manufactures   des   Glaces   et 
Prodults  Chlmlques  de  St.  Gobaln.  Chauny 
ft  Clrey  by  virtue  of  (1)  an  agreement  as  to 
patent   rights  and    (2)    an  agreement   as  to 
Importation,  both  dated  June  1.  1933,  by  and 
between  the  said  Societe  Anonyme  des  Manu- 
factures des  Glaces  et  Prodults  Chlmlques  de 
St.  Gobaln,  Chauny  &  Clrey  and  The  Ameri- 
can Securlt  Company;  and  any  Interests  and 
rights  relating  to  the  above-mentioned  prop- 
erty   created    In    Compagnles    Reunles    des 
Glaces   et  Verres    Speclaux   du   Nord   de   la 


France  by  virtue  of  (1)  an  agreement  as  to 
patent  rlghU  and  (2)  an  agreement  as  to 
Importation,  both  dated  June  1.  1933.  by  and 
between  the  said  Compagnles  Reunles  des 
Glaces  et  Verres  Speclaux  du  Nord  de  la 
Frapce  and  The  American  Secvu-lt  Company; 
vested  In  the  Allen  Property  Custodian  by 
Vesting  Order  No.  1511  subparagraphs  5-a  and 
6-c  (8  F.  R.  10526,  July  28,  1943).  are  ex- 
pressly reaerved. 

Executed  at  Washington.  D.  C.  Febru- 
ary 16.  1949. 


For  the  Attorney  General. 

[SEAtl  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-1308;    Filed.   Feb.    18.    1949; 
8:51  a.  m.| 


•See  14  F   R.  790. 


[Vesting  Order  12214.  Amdt.l 
WiLHELMINA  KOHLSAAT  ET  AL. 

In  re:  Interests  in  a  bond  and  mort- 
gage, a  property  insurance  policy,  and 
claim  owned  by  Wilhelmina  Kohlsaat, 
also  known  as  Wilhemenia  Kohlsaat, 
Katharine  Kohlsaat,  Karl  Blume  and 
Anna  Kuch. 

Vesting  Order  12214  dated  October  18, 
1948  is  hereby  amended  as  follows  and 
not  otherwise:  By  inserting  between  the 
names  "Wilhelmenia  Kohlsaat"  and 
"Karl  Blume."  wherever  such  names 
appear  in  said  vesting  order,  the  name 
"Katharine  Kohlsaat." 

All  other  provisions  of  said  Vesting 
Order  12214  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed, • 


(Vesting  Order  CE-4641 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Certain 
Michigan  Courts 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  having  been  found: 

1.  That  each  of  the  persons  named  In 
Column  {of  Exhibit  A.  attached  hereto 
and  by  reierence  made  a  part  hereof,  was 
a  person  within  the  designated  enemy 
couptry  or  the  enemy-occupied  territory 
identified  in  Column  2  of  said  Exhibit  A 
opposite  such  person's  name; 

2.  That  it  was  In  the  interest  of  the 
United  States  to  take  measures  in  con- 
nection with  representing  each  of  said 
persons  in  the  court  or  administrative  ac- 
tion or  proceeding  Identified  in  Column 
3  of  said  Exhibit  A  opposite  such  person's 
name,  and  such  measures  having  been 
taken  * 

3.  That  as  a  result  of  such  action  or 
proceeding  each  of  said  persons  obtained 
or  was  determined  to  have  the  property 
particularly  described  in  Column  4  of 
said  Exhibit  A  opposite  such  person's 
name; 

4.  That  such  property  Is  in  the  posses- 
sion or  custody  of,  or  under  the  control 
of,  the  person  described  in  Column  5  of 
said  Exhibit  A  opposite  such  property; 

5.  That,  in  taking  such  measures  In 
each  of  such  actions  or  proceedings, 
costs  and  expenses  have  been  incurred 
in  the  amount  stated  in  Column  6  of 
said  Exhibit  A  opposite  such  action  or 
proceeding; 

Now.  therefore,  there  Is  hereby  vested 
In  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  bene- 
fit of  the  United  States,  interests  in  the 
property  in  the  possession  or  custody  of, 
or  under  the  control  of,  the  persons  de- 
scribed In  Column  5  of  said  Exhibit  A 
in  amounts  equal  to  the  sums  stated  In 
Column  6  of  said  Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive 
Order  9193,  as  amended.  The  term 
"enemy-occupied  territory"  as  used  here- 
in shall  have  the  meaning  prescribed  in 
Rules  of  Procedure,  Office  of  Allen  Prop- 
erty, 5  501  6  (8  CPR.  Cum.  Bupp..  503.6). 

Executed  at  Washington.  D.  C,  on 
February  15,  1949. 


For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Exhibit  A 


Column  1 

Name 


VInoento  Dellnomo. 


Ouisepps  Dellnomo 

Paulina  Dellnomo 

Armando  Fanella 

Aurelts  Sebaatlan 


Column  2 

Country  or 
territory 


Italy. 


Column  3 
Action  or  proweding 


do..... 

...do 

...do 

...do 


Html 

Estate  of  Cesare  Dell- 
nomo (Delluomo), 
deceased,  in  Probate 
Court  of  Wayne 
County,  State  of 
Michigan. 


Same. 


Itemt 


Items 


Same. 


Same. 


Ittmi 


Column  4 
Property 


$341.73 


Ittmt 


Same. 


341.73 
341.73 
300.27 
300.27 


Column  5 
Depositary 


Column  6 

Sum  vested 


County  Treasurer, 
Wayne  County,  De- 
troit, Mich. 


do. 
do. 
do 
.do 


$13.00 


13.00 
13.00 
IZOO 
12.00 


[F.  R.  Doc.  49-1414;  Filed.  Feb.  23.  1949;  8:80  a.  m.] 


[Vesting  Order  12727) 

Margaret  Soutter  von  Luttichau  et  al. 

In  re:  Trust  agreement  dated  July  29. 
1926.  between  Margaret  Soutter  von 
Luttichau.  grantor,  and  James  Speyer. 
and  president  and  directors  of  the  Man- 
hattan Company,  trustees.  File  No.  F- 
28— 283— O-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Margaret  Soutter  von  Lutti- 
chau, whose  last  known  address  is  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

(2)  That  the  descendants,  names  un- 
known, of  Margaret  Soutter  von  Lutti- 
chau. who  there  Is  reasonable  cause  to 
believe  are  re.sidents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  July  29. 
1926,  by  and  between  Margaret  Soutter 
von  Luttichau,  grantor,  and  James 
Speyer,  and  president  and  directors  of 
the  Manhattan  Company,  trustees,  pres- 
ently being  administered  by  President 
and  Directors  of  the  Manhattan  Com- 
pany. 40  Wall  Street.  New  York  15.  New 
York,  trustee. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  de- 
scendants, names  unknown,  of  Margaret 
Soutter  von  Luttichau  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 


of  a  designated  enemy  country   (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary.  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistart  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.   R.   Doc.   49-1408;    Filed,   Feb.   23.    1949; 
8:49   a.  m.l 
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Kuster.  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.   49-1409;    Filed.   Peb.    23.    1949; 
8:49  a.  m.J 


[Vesting  Order  12782) 
Martha  Kuster 

In  re:  Personal  property  owned  by 
Martha  Kuster.     F-28-29487-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Martha  Kuster.  whose  last 
known  address  Is  Gusow.  Germany.  Is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Personal  property  consisting  of 
one  pair  of  old  style  earrings  set  with 
diamonds,  presently  in  the  custody  of 
Jefferson-Gravois  Bank  of  St.  Louis,  St. 
Louis  18.  Missouri, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  Martha 


[Vesting  Order  12805] 
Mineki  Honda  et  al. 

In  re:  Bank  accounts  owned  by  and 
debts  owing  to  Mineki  Honda,  and  others. 
D-39-4100-C-1.  y 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mineki  Honda.  Cheiko  Honda, 
also  known  as  (5hleko  Honda,  and  Shigeto 
Honda,  also  known  as  Fred  S.  Honda, 
each  of  whose  last  known  address  is  Ja- 
pan, are  residents  of  Japan  and  nation- 
als of  a  designated  enemy  country  (Ja- 
pan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  First  National  Bank  of  Delano, 
Delano.  California,  arising  out  of  a 
checking  account,  entitled  U.  S.  Cash 
Grocery,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Mineki  Honda  by  Kern 
Wholesale  Liquor  Co..  800  14th  Street, 
Bakersfield,  California,  In  the  amount  of 
$60.00,  as  of  July  21,  1948.  representing 
a  credit  balance  held  by  the  aforesaid 
Kern  Wholesale  Liquor  Co..  together  with 
any  and  all  accruals  thereto,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Mineki  Honda  by  United 
Grocers.  Ltd.,  685  Sixth  Street,  San  Fran- 
cisco 3,  California,  representing  overage* 
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during  the  years  1940,  1941  and  1942,  to- 
gether with  any  and  all  accruals  thereto 
and  Interest  thereon,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Mineki 
Honda,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  -to  Cheiko  Honda,  also  known 
as  Chieko  Honda,  by  First  National  Bank 
of  Delano,  Delano,  Cahfornla.  arising 
out  of  a  savings  account,  account  num- 
ber 5956,  entitled  Chieko  Honda,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Cheiko 
Honda,  also  known  as  Chieko  Honda, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

4.  That  the  property  described  as  fol- 
lows: That  certain  djebt  or  other  obliga- 
tion owing  to  Shlgeto  Honda,  also  known 
as  Pred  S.  Honda,  by  First  National  Bank 
of  Delano.  Delano.  California,  arising  out 
of  a  savings  account,  account  number 
6103.  entitled  Shigeto  Honda,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  Shigeto  Honda, 
also  known  as  Fred  S.  Honda,  the  afore- 
said national  of  a  designated  enemy 
country  (Japan) ; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designate(V  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 


NOTICES 

made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  8,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.   Doc.   4^1410;    Piled.    Feb.    23,    1»49; 
8:49  a.  m] 


[Vesting  Order  12818] 
WiLHELM   HOLLNAGEL  ET  AL. 

In  re:  Bank  accounts  owned  by  Wil- 
helm  Hollnagel  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  f oimd : 

1.  That  the  persons  named  in  Exhibit 
A,  attached  hereto  and  by  reference 
made  a  part  hereof,  whose  last  known 
addresses  are  as  set  forth  in  Exhibit  A. 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  descril>ed  as  fol- 
lows: Those  certain  debts  or  other  ob- 
ligations owing  to  the  persons  named  in 
Exhibit  A  by  American  Trust  Company. 


464  California  Street.  San  Francisco. 
California,  arising  out  of  savings  ac- 
counts, entitled  and  numbered  as  set 
forth  opposite  the  names  of  the  persona 
listed  In  the  aforesaid  Exhibit  A.  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) : 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  Slates 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  secMon  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  10.  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director. 
Office  of  Alien  Property. 


KXIIIBIT  A 


Name  and  address  of  owner 

Title  of  account 

Account 
No. 

CAP  No, 

WUhelm  Hollnajtel 

(«4« 
A44A 

not 

41M 
7«U 
6327 
4031 

F-W-2S812-E-1 

)nhanrvtf>(i  Tlfillnmr*'!   T)r#m^Ti    (Jprm&Tiv 

Johannes  Hollnagel 

F-2»-2.'«13-E-l 

Peter  Hiiirich  Struckmeyer,  also  known  a!<  Peter 
Hinrick  ^ruckmeyer.  Hetlingen  near  Wcdel, 
Holstein,  Ocnnany. 

KatharinaStuben,  Plnnebergerstnuise  M,  Wedel, 
Holstein.  Oermany. 

Frieda  Kronibus,  Ohrsen  b*l  Lage  In  LIppe,  Ger- 
many. 

Otto  Kromberg,  Leichllniren,  Rbeinland,  Ger- 
many. 

Ellse  Mathllde  Aujrustr  Stubcn,  SkagerrakstraiMC 
13,  Wedel.  Holstein,  Germany. 

Peter  Binricb  8truckineyer 

Katharina  Stuben 

F-38-2&88»-E-l 
F-a»-2588»-E-l 

Frieda  Kronibtu.. 

F-28-a(ae»-E-i 

Otto  Krombers 

F-28-a«0<»-E-l 

Elisc  Mathlld*  Auguste  Stuben... 

F-38-2S890-E-1 

|F.  R.  Doc.  4»-1411:  Filed.  Feb.  23.  1949;  8:49  a.  m.j 
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TITLE  6— AGRICULTURAL  CREDIT 

ChapUr  I — Farm  Credit  Administra- 
tion, Department  of  Agriculture 

Subchapter  ft— federal  Farm  Leon  Syitem 
(PCA  Order  4951 

Part  10 — Federal  Land  Bawks 
Generally 

interest  rates  on  loans  made  through 
an  asaoclation  or  bt  a  branch  bank 

Section  10.4  of  Title  6  of  the  Code  of 
Federal  Regulations  Is  hereby  amended  to 
read  as  follows: 

S  10.4  Interest  rates  on  loans  made 
through  ai  association  or  by  a  branch 
bank.  Approval  is  hereby  given  to  an  In- 
terest rate  of  4  per  centum  per  annum  on 
loans  by  banks  through  associations  gen- 
erally, and  to  an  interest  rate  of  Ahi  per 
centum  per  annum  on : 

(a)  Loans  by  the  Federal  Land  Bank 
of  Columbia  applied  for  through  associa- 
tions on  and  after  August  1.  1948; 

(b)  Loans  by  the  Federal  Land  Bank 
of  Springfield  applied  for  through  asso- 
ciations on  and  after  January  1,  1949; 
and 

(c)  Loans  made  by  a  branch  bank 
pursuant  to  section  672,  Title  12,  United 
States  Code; 

notwithstanding  that  the  Interest  rate 
on  the  Federal  farm  loan  bonds  of  the 
last  series  issued  prior  to  the  making  of 
any  such  loans  may  be  less  than  3  per 
centum  per  annum  (but  for  higher  in- 
terest rates  approved  for  loans  on  spe- 
cial classes  of  property  in  the  continen- 
tal United  States,  see  5  10.5).     1221 

(Sec.  6.  47  Stat.  14.  Sees.  4.  12  (Second>. 
17  (b) ,  39  Stat.  362,  370.  375,  as  amended; 
12  U.  S.  C.  665,  672.  771  (Second).  831 
(b)) 

[SEAL]  I.  W.  Dtjggan. 

Governor, 
Farm  Credit  Administration. 

February  17,  1949. 

|F.   R.    Doc.    49^  1432;    Filed,    Feb.    24,    1S49; 
8:51  a.  m.) 


SwbdMplOf  F — Banks  for  CeopefOtive* 
(FCA  Order  49«1 

Part  70 — Loan  Interest  Rates  and 
Secubity 

INTntEST  RATIS  ON  LOANS 

Sections  70.5  and  70.6  of  Title  6  of  the 
Code  of  Federal  Regulations  are  hereby 
amended  to  read  as  follows: 

S  70.5  Interest  rate  on  continental 
loans  and  loans  made  in  Puerto  Rico 
upon  the  security  of  commodities.  Ex- 
cept as  may  be  specified  in  S  70.6.  the 
per  annum  rate  of  Interest  on  all  loans 
made  upon  the  security  of  commodities 
on  and  after  the  dates  specified  below 
by  the  district  banks  for  cooperatives 
for  the  purposes  apecifled  in  section  7 
(a)  (1)  of  the  Agricultural  Marketing 
Act.  as  amended  (sec.  7,  46  Stat.  14;  12 
U.  S.  C.  1141e).  shall  be  as  follows: 


EffecUve 
date 


Sept.    l.lftiS 


Mar. 
8ept. 


I.IMO 
l.lMS 


Dlftrlct  Bank  ibr  CooperatiTes 


All  district  bonka— eicept  Co- 
lumbia. 

Coluin  bla 

Baltiiuor«— loanB  In  Puerto  Rioo 


Rate 
(per- 

CNlt) 


2}  4 
2« 


[901 

S  70.6  Interest  rate  on  continental 
loajis  and  loans  made  in  Puerto  Rico  up- 
on the  security  of  Commodity  Credit  Cor- 
poration loan  documents.  The  rate  of 
Interest  on  the  above  loans  made  on  and 
after  the  dates  stated  below,  by  the  dis- 
trict banks  for  cooperatives,  shall  be  as 
follows : 


Sept.    1,1948 

Mar.    I.IMS 
Sept.    1,1048 


All  district  bonks— except  Co- 
lumbia. 
Columbia 

Baltimore— loans  In  Turrto  Rico 


2^ 


I 


[901 

(Sec.   8,  46  Stat.   14.  as  amended;   12 
U.  S.  C.  1141f  > 


I.  W.  DUGGAN, 

Governor. 


[SIALl 

February  18,  1949. 

[F.   R.   Doc.   49-1451;    Filed,    Feb.    24,    1949; 
8:56  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Market- 
ing Administration  (Standards,  In- 
spection, Marketing  Practices),  De- 
partment of  Agriculture 

Part  51— Fruits,  Vegetables  and  Other 
Prodttcts  (Grading,  Certification  and 
Standards) 

UNITED    states    CONSUMER    STANDARDS    FOR 
CELERY  STALKS 

On  January  20.  1949,  a  notice  of  rule 
making  was  published  In  the  Federal 
Register  (F.  R.  Doc.  49-509;  14  F.  R.  295) 
regarding  proposed  United  States  Con- 
sumer Standards  for  Celery  Stalks. 
After  consideration  of  all  relevant  mat- 
ters presented,  Including  the  proposals 
^et  forth  In  the  aforesaid  notice,  the  fol- 
lowing United  States  Consumer  Stand- 


Friday/,  February  25,  1949 

ards  for  Celery  Stalks  are  hereby  pro- 
mulgated under  the  authority  contained 
In  the  Department  of  Agriculture  Ap- 
proporlatlon  Act.  1949  <Pub.  Law  712. 
80th  Cong.,  approved  June  19, 1948  • , 

§  51.176  Consumer  standards  for  cel- 
ery stalks— i&)  General.  (1)  These 
standards  do  not  apply  to  celery  hearts, 
(b)  Grades— (I)  U.S.  Grade  A  A.  U.S. 
Grade  AA  shall  consist  of  stalks  of  celery 
of  similar  varietal  characteristics,  which 
are  well  developed,  and  have  good  heart 
formation:  which  are  clean,  well 
trimmed,  fairly  compact,  and  ar§  free 
from  blackheart.  hrown  stem,  decay  (ex- 
cept dry  typ)€  crater  rot),  doubles,  and 
from  damage  caused  by  crater  rot.  wilt- 
ing, cutworms,  freezing,  suckers,  growth 
cracks,  hollow  crown,  pithy  branches, 
seedstems.  rust,  cracked  stem,  other  dis- 
eases, insects  or  mechanical  or  other 
means. 

(1)  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  in  this 
grade  shall  be  not  less  than  7  Inches. 
(See  Blanching  and  Length  of  Stalks.) 
(ii)  Incident  to  proper  grading  and 
handling  other  than  for  average  midrib 
length  of  branches  not  more  than  5  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  of 
the  grade  including  not  more  than  1  per- 
cent for  stalks  affected  by  moist  type 
decay.     In  addition,  not  more  than  3 
percent,  by  count,  of  the  stalks  in  any 
lot  may  fall  to  meet  the  requirements 
as  to  average  midrib  length  of  the  stalks. 
<2)   U.S.  Grade  A.    U.  S.  Grade  A  shall 
consist  of   stalks   of   celery   of   similar 
varietal  characteristics  which  are  fairly 
well    developed   and   have   fairly   good 
heart    formation;     which     are     clean, 
well  trimmed,  and  not  badly  spread,  and 
which  are  free  from  blackheart,  decay 
(except  dry  type  crater  rot),  doubles, 
and  from  damage  caused  by  crater  rot, 
brown  stem,  wilting,  cutworms,  freezing, 
suckers,   growth  cracks,  hollow  crown, 
pithy  branches,  seedstems,  rust,  cracked 
stem,  other  diseases.  Insects,  or  mechani- 
cal or  other  means. 

(I)  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  In 
this  grade  shall  be  not  le.ss  than  5  inches. 
(See  Blanching  and  Length  of  Stalks.) 
<ii)  Incident  to  proper  grading  and 
handling  other  than  for  average  midrib 
length  of  branches,  not  more  than  5  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  of 
the  grade  including  not  more  than  1  per- 
cent for  stalks  affected  by  moist  type 
decay.  In  addition,  not  more  than  3  per- 
cent, by  count,  of  the  stalks  in  any  lot 
may  fail  to  meet  the  requirements  as  to 
average  midrib  length  of  the  stalks. 

(3)  U.  S.  Grade  B.  U.  S.  Grade  B 
shall  consist  of  stalks  of  celery  of  similar 
varietal  characteristics  which  are  fairly 
well  developed,  which  are  clean,  well 
trimmed  and  free  from  blackheart.  decay 
(except  dry  type  crater  rot),  doubles, 
and  from  serious  damage  caused  by 
crater  rot,  brown  stem,  wilting,  cut- 
worms, freezing,  suckers,  growth  cracks, 
hollow  crown,  pithy  branches,  seedstems, 
rust,  cracked  stem,  other  dLseases,  In- 
sects, or  mechanical  or  other  means. 

<\)  The  average  midrib  length  of  the 
outer  whorl  of  branches  on  stalks  In  this 
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grade  shall  be  not  less  than  4  Inches. 
(See  Bleaching  and  Length  of  Stalks.) 

(11)  thcident  to  proper  grading  and 
handling  other  than  for  average  midrib 
length  of  branches,  not  more  than  5 
percent,  by  count,  of  the  stalks  In  any 
lot  may  fall  to  meet  the  requirements  of 
this  grade  Including  not  more  than  1 
percent  for  stalks  affected  by  moist  type 
decay.  In  addition  not  more  than  3 
percent,  by  count,  of  the  stalks  in  any 
lot  may  fail  to  meet  the  requirements  as 
to  average  midrib  length  of  the  stalks. 

(c)  Blanching.  There  are  no  require- 
ments in  the  grades  as  to  blanching. 
However,  celery  stalks  may  be  classed 
as  "green"  when  they  have  a  medium  to 
dark  green  appearance,  "fairly  well 
blanched'  when  the  midrib  portions  of 
the  branches  on  the  stalks  are  generally 
of  a  light  greenish  to  creamy  white 
color,  or  "well  blanched"  when  the  mid- 
rib portions  of  the  branches  on  the 
stalks  are  generally  of  a  creamy  white 
color.  Not  more  than  5  percent  of  the 
stalks  in  any  lot  may  fail  to  meet  the 
requirements  of  any  of  the  above  classes. 

(d)  Length  of  stalks.  There  are  no 
requirements  in  the  grades  as  to  stalk 
length.  However,  when  the  stalk  length 
is  specified  it  shall  be  determined  by 
mea.suring  the  distance  from  where  the 
main  root  Is  cut  off,  to  a  point  which 
represents  the  average  length  of  the 
longest  branches  and  leaves  expressed  in 
terms  of  the  nearest  whole  inch.  Inci- 
dent to  proper  sizing,  not  more  than  5 
percent,  by  count,  of  the  stalks  in  any 
16t  may  fail  to  meet  any  specified  stalk 
length. 

(e)  Off -grade  celery.  Celery  stalks 
which  fail  to  meet  the  requirements  of 
any  of  the  foregoing  grades  shall  be  Off- 
Grade  celery  stalks. 

(f)  Dcnnitions.  (1)  "Stalk"  means 
an  Individual  plant. 

(2)  "Similar  varietal  eharacteristics" 
means  that  the  stalks  In  any  container 
have  the  same  character  of  growth.  For 
example,  celery  of  Giant  Pascal  and 
Golden  Self  Blanching  types  must  not 
be  mixed. 

(3)  "Well  developed"  means  that  the 
outer  branches  are  of  good  width  in  rela- 
tion to  the  length  of  midrib's  and  type  of 
celery. 

(4)  "Good  heart  formation"  means 
that  the  stalk  has  a  rea.sonable  number 
of  stocky  inner  heart  branches  for  its 
size. 

(5)  "Clean"  means  that  the  stalk  is 
practically  free  from  dirt -or  other  for- 
eign materials.  Stalks  shall  be  permit- 
ted to  have  a  small  amount  of  dirt  on  the 
Inside  of  the  branches  or  in  the  heart 
branches  which  cannot  be  removed  by 
good  commercial  methods  of  washing. 

(6)  "Well  trimmed"  means  that  the 
outside  coarse  and  damaged  branches 
have  been  removed  and  that  the  root  or 
roots  have  been  neatly  trimmed  to  a 
reasonable  length  for  the  size  of  the  stalk. 

(7)  "Fairly  compact"  means  that  the 
branches  are  fairly  close  together  on  the 
stalk. 

(8)  "Damage"  means  any  injury  or 
defect  which  materially  affects  the  ap- 
pearance, or  edible  or  shipping  quality. 
Any  one  of  the  following  defects,  or  any 
combination  of  defects,  the  seriousness 
of  which  exceeds  the  maximum  allowed 
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for  any  one  defect,  shall  be  considered  as 
damage: 

(I)  Crater  rot.  when  moist,  or  when 
occurring  on  more  than  2  branches,  or 
when  aggregating  more  than  two-thirds 
of  a  square  Inch  on  the  branch  or 
branches. 

(II)  Cutworms,  when  the  worms  are 
present,  or  when  worm  Injury  occurs  on 
the  heart  branches,  or  when  occurring 
on  the  midrib  portion  of  more  than  two 
branches,  or  when  aggregating  more 
than  one-half  of  a  square  inch  on  the 
midrib  portion  of  the  branch  or  branches. 

(ill)  Growth  cracks,  when  the  stalk 
has  more  than  one  branch  affected  by 
growth  cracks  any  of  which  are  more 
than  one-half  inch  long. 

(iv)  Pithy  branches,  when  the  mid- 
ribs of  more  than  one  branch  are  pithy. 
Pithy  branches  means  those  which  have 
a  distinctly  open  texture  with  air  spaces 
In  the  central  portion. 

(V)  Seedstems,  when  the  stalk  has  a 
seedstem  the  length  of  which  Is  more 
than  one  and  one-half  times  the  greatest 
diameter  of  the  stalk.  The  greatest 
diameter  of  the  stalk  shall  be  measured 
at  a  point  two  Inches  above  the  point  of 
attachment  of  the  outer  branches  to  the 
root.  The  length  of  the  seedstem  shall 
be  measured  from  the  point  of  attach- 
ment of  the  outer  branches  at  Che  base 
of  the  seedstem  to  the  top  of  the  actual 
seedstem,  exclusive  of  any  leaves  or  leaf 
stems  attached  to  the  top  of  the 
seedstem. 

(vl)  Rust,  when  there  are  more  than 
five  hair-like  lines  of  any  length  on  one 
or  more  heart  branches,  or  when  there 
is  more  than  one  square  inch  in  the  ag- 
gregate on  branches  other  than  heart 
branches. 

(vlD  Cracked  stem,  when  there  Is 
more  than  one-half  of  a  square  Inch  in 
the  aggregate  on  any  or  all  branches. 

(9)  "Midrib  length"  of  a  branch 
means  the  distance  between  the  point 
of  attachment  to  the  root  and  the  first 
node. 

(10)  "Fairly  well  developed"  means 
that  the  outer  branches  are  not  spindly 
or  abnormally  short  and  thin. 

(11)  "Fairly  good  heart  formation" 
means  that  the  stalk  has  a  moderate 
number  of  fairly  stocky  inner  heart 
branches  for  Its  size. 

(12)  "Serious  damage"  means  any  in- 
jury or  defect  which  seriously  affects  the 
appearance,  or  edible  or  shipping  cfual- 
Ity.  Any  one  of  the  following  defects, 
or  any  combination  of  defects,  the  seri- 
ousness of  which  exceeds  the  maximum 
allowed  for  any  one  defect,  shall  be  con- 
sidered as  serious  damage: 

(I)  Crater  rot,  when  moist,  or  when 
occurring  on  more  than  three  branches, 
or  when  aggregating  more  than  one 
square  inch  on  the  branch  or  branches. 

(ii)  Cutworms,  when  the  worms  are 
present,  or  when  worm  injury  occurs  on 
the  heart  branches,  or  when  occurring 
on  the  midrib  portion  of  more  than  three 
branches,  or  when  aggregating  more 
than  one  square  inch  on  the  midrib  por- 
tion of  the  branch  or  branches. 

(ill)  Growth  cracks,  when  the  stalk 
has  more  than  two  branches  affected  by 
growth  cracks  any  of  which  are  more 
than  one-half  inch  long. 
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(iv)  Pithy  branches,  when  the  mid- 
ribs of  more  than  two  branches  are 
pithy.  Pithy  branches  means  those 
which  have  a  distinctly  open  texture 
v/ith  air  space  In  the  central  portion. 

(v)  Seedstems.  when  the  stalk  has  a 
seedstem  the  length  of  which  Is  more 
than  three  times  the  greatest  diameter 
of  the  stalk.  The  greatest  diameter  of 
the  stalk  shall  be  measured  at  a  point 
two  Inches  above  the  point  of  attach- 
ment of  the  outer  branches  to  the  root. 
The  length  of  the  seedstem  shall  be 
measured  from  the  po;nt  of  attachment 
of  the  outer  branches  at  the  base  of  the 
seedstem  to  the  top  of  the  actual  seed- 
stem,  exclusive  of  any  leaves  or  leaf- 
stems  attached  to  the  top  of  the  seed- 
stem. 

(vl)  Rust,  when  there  are  more  than 
fifteen  hair-like  lines  of  any  length  on 
one  or  more  heart  branches,  or  when 
there  are  more  than  one  and  one-half 
square  inches  In  the  aggregate  on 
branches  other  than  heart  branches. 

(vil)  Cracked  stem,  when  there  Is 
more  than  one  square  Inch  in  the  aggre- 
gate on  any  or  all  branches. 

(g)  Effective  time.  The  United  States 
Consumer  Standards  for  Celery  Stalks 
contained  In  this  section  shall  become 
effective  thirty  (30)  days  after  the  date 
of  publicaMon  In  the  Peder.al  Register 
(Pub.  Law  712.  80th  Cong.). 

Done  at  Washington.  D.  C,  this  18th 
day  of  February  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

I  p.    R.    Doc.    4»-1453;    Piled,    Feb.    24.    1940; 
8:50  a.  m.l 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  Mi — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

|3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  46] 

Pa«t  372 — General  Licenses 

cener.\l  in-transit  license 

Section  372  9  General  in-transit  license 
"GIT"  is  amended  in  the  following  par- 
ticulars: 

The  list  of  commodities  set  forth  In 
paragraph  (c>  is  amended  by  adding 
thereto  the  following  commodities:* 


RULES  AND  REGULATIONS 

(Sec.  6.  54  Stat.  714.  as  amended.  61  Stat. 
945;  60  U.  S.  C.  App.,  Sup.  633.  50  U.  a  C. 
App.  and  Sup.  701;  E.  O.  9630.  Sept.  27, 
1945.  10  F.  R.  12245.  3  CFR.  1945  Supp., 
E.  O.  9919.  Jan.  3,  1948.  13  F.  R.  59,  8 
CFR,  1948  Supp.) 

This  amendment  shall  become  effec- 
tive February  18,  1949. 

Dated:  February  16,  1949. 

FR.^NCIS  MClNTYRl, 

Assistant  Director. 
Office  of  International  Trade. 

[P.   R.   Doe*   49-1448;    Piled.   Feb.   24.    1949; 
8:56  ».  m.] 


Commodity 


f'cheduk   8ch«lute 
B  N'o.        8  No. 


EWtroIytIc  wlls  fooninionly 
piUfl  dourino  celli)     

Anhydrous  bydrufluurlc  add 

Freon.* 

Fluorine 

OeiielroiiS- 

l>eutpriiira  and  d«iterlum  com- 
pounds. Including  heavy  water.. 

FhutruCiirfKins  (iKinpletely  fluo- 
rlnated  m»t«irtiilii) 


7750.'iO 
830680 

8:iMU0 
KiMOO 

839000 

830800 


I3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  P.  L.  19] 

Part  399 — Positive  List  of  Commodities 
AND  Related  Matters 

DEtmiRIUM  AND  DrCTERIXTM  COMPOUNDS.  tN- 
CLUDING  HEAVY  WATER  AND  FODDERS  AND 
FEEDS 

Section  39d.l  Appendix  A— Positive 
List  of  Commodities  is  amended  in  the 
following  particulars: ' 

1.  The  following  commodity  Is  added 
to  the  Positive  List: 


743 

831) 
830 

830 

830 


•  The  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  M 
revised  In  the  January  1.  1949.  edition  of 
"Schedule  B  Statistical  Classification  of  Do- 
mestic and  Porelgn  Commodities  Ksported 
from  the  United  States." 


Proc- 

essing 

r>ept.of 

cotle 

OLV 

Comni. 
Sched. 

Commodity 

Unit 

and 
reUted 

dollar 
valus 

BNo. 

com- 
modity 

limits 

group 

83W00 

Industrial    chemicals 
(exclusive  of  medic- 
inal  chemicals,   U. 
8.   P.  and   .\.   F.): 
Deuterium    and 
deuterium  com- 
pounds,   including 
heavy  water. 

Salt... 

None. 

, 

This  part  of  the  amendment  shall  become 
effecUve  February  4,  1949,  except  that 
shipments  of  the  commodity  listed  in  this 
part  of  the  amendment  which  were  on 
dock,  on  lighter,  laden  aboard  an  export- 
ing carrier  or  in  transit  to  a  port  of  exit 
pursuant  to  an  actual  order  for  export 
prior  to  February  4,  1949,  may  be  ex- 
ported under  the  previous  general  license 
provisions  until  February  11,  1949. 

2.  The  following  commodities  are  de- 
leted from  the  Positive  List: 


Dept.  of 
Comm. 
Sched. 
B  No. 

119000 
119900 
119900 

504600 


Dept.  of 
Comm. 
Sched. 
BNo. 

118000 


118500 


118800 
118800 
118800 
119000 
119000 
119900 
119900 
119900 
119900 
119000 
119900 
119900 
119900 


648500 

696025 

983300 


Commodity 
Fodders  and  feeds,  n.  e.  •.: 

Mixed    dairy    and    poultry    feeds 

with  crude  protein  content  of 

25%   or  less. 
Other    prepared    or    mixed    feeds 

with   crude   protein   content   of 

25%  or  less. 
Corn  grits  and  corn  meal. 
Cracked  corn. 
Gluten  corn  feed. 
Cracked  or  crushed  wheat  for  feed. 
Other  wheat  feeds. 
Brewers'  grain,  dried. 
Cull  beans. 
Dried  beet  pulp. 
Dried  molasses  pulp. 
Grain  screenings. 
Hominy  feeds. 
Hulled  oaU. 
Oat  feed. 


Commoditv — Continued 
Fodders  and  feeds,  n.  e.  s. — Con. 
Rice  mill  feeds. 
Rolled  barley  for  feed. 
Rye  mill  feeds. 
Petroleum  and  products: 
Paraffin  wax,  refined,  with  melting 
point  below  or  above  the  ranges 
of  125/127  through  128/130  de- 
gress AUP. 
Other  nonmetalllc  minerals.  Includ- 
ing precious: 
Plasterboard   and   wallboard    (In- 
clude lath). 
Mineral  wax:   ceresln.  orange  and 
white  only;  hardening. 
Miscellaneous  commodities,  n.  e.  ■.: 
Candles. 


This  part  of  the  amendment  shall  be- 
come effective  February  4. 1949. 

3.  There  Is  added  a  qualifying  footnote 
reference  meaning  "May  be  exported 
under  general  license  to  the  Philippine 
Islands  and  to  all  destinations  in  North 
and  South  America  as  listed  in  Schedule 
C  of  the  Bureau  of  the  Census",  with  re- 
spect to  the  following  commodities: 

Dept.  of 

Comm. 

Sched. 

B  No. 


e.  ■.: 

or    condensed 


Commodity 
Fodders  and  feeds,  n 
118500         Dried,     powdered. 

milk  or  bxutermllk  products  for 
feed,  regardless  of  protein  con- 
tent. 
118500        Milk  stigar  feed,  regardless  of  pro- 
tein content. 

(Sec.  6.  54  Stat.  714,  as  amended.  61  Stat. 
945;  50  U.  S.  C.  App..  Sup..  633.  50  U.  S.  C. 
App.  and  Sup.  701;  E.  O.  9630.  Sept.  27. 
1945.  10  P.  R.  12245.  3  CFR.  1945  Supp., 
E.  O.  9919,  Jan.  3. 1948. 13  F.  R.  59,  3  CFR, 
1948  Supp.) 

This  part  of  the  amendment  shall  be- 
come effective  February  4.  1949. 

Dated:  February  17.  1949. 

Francis  McIktyre. 
Assistant  Director, 
Office  of  International  Trade. 

R.    Doc.   49-1445:    Piled.   Feb.   24.    1949; 
8:55   a.   m.] 
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1 3d  Gen.  Rev.  of  Export  Regs..  Amdt.  P.  L.  20] 

Part  399— Positive  List  or  Commodities 
AND  Related  Matters 

DILETIGN  OF   MISCELLANEOUS   COMMODITIES 

Section  399.1  Appendix  A— Positive 
List  of  Commodities  is  amended  by  delet- 
ing therefrom  the  following  commodi- 
ties: 

Dept.  of 
Comm. 
Sched. 
B.  No.  Commodity 

Drugs,     herbs,     leaves,     and     roots, 
crude : 
220904         Cinchona  bark. 

Coal-tar  products: 
800700         Coal-tar  pitch. 

Medicinal  and  pharmaceutical  prep- 
arations : 
813687        Quinine  sulfate  (formerly  812730) 
and  quinine  hydrochloride  (for- 
merly 812750)  In  bulk  form  only. 
Pigments,  paints,  and  varnishes: 
841400        Lltlxopone. 


Friday,  February  25,  1949 

(Sec.  6,  54  Stat.  714,  as  amended,  61  Stat. 
945;  50  U.  S.  C.  App.,  Sup.  633,  50  U.  S.  C. 
App.  and  Sup.  701;  E.  O.  9630,  Sept.  27, 
1945  10  F.  R.  12245.  3  CFR.  1945  Supp.. 
E.  O.  9919,  Jan.  3. 1948. 13  F.  R.  59.  3  CFR. 
1948  Supp.) 

This  amendment  shall  become  effective 
February  18.  1949. 

Dated:  February  16.  1949. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  Internxitional  Trade. 

[F.   R.   Doc.   49-1446:    Filed.   Feb.    24.    1949; 
8:55  a.  m.l 
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1 3d  Gen.  Rev.  of  Export  Rfgs.,  Amdt.  P.  L.  21) 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

deletion  of  miscellaneous  commodities 

Section  399  1  i4ppendJx  A— Positive 
List  of  Commodities  is  amended  by  delet- 
ing therefrom  the  following  commod- 
ities:' « 


Dept.  of 
Comm. 

Sched. 

B  No. 


Dept.  of 

Comm. 

Sched. 

BNo. 

144902 
144904 
144906 
144998 


Commodity 
Meat  products: 

Pork,  except  canned: 
002700  Fat  back  pork,  fresh  or  frozen. 

0029(X)  Fat  pork,  dry-salted;   porkback, 

dry-salted. 
003200  Fatback  pork,  pickled  or  salted. 

Animal  oils  and  fats,  edible: 
005(X)0         Oleo  oil. 
005100         Oleo  stock. 
005200         Tallow    (report  Inedible  tallow  In 

085700). 
006300        Lard,  Including  neutral  lard    (re- 
port lard  substitutes  In  144700). 
005600        Oleo  st«arln  (report  lard  stearin  In 
084300). 
Dairy  products: 
006550         Eutter,  natural. 
006998         Butter  oil. 
006998         Butter  spreads. 

Animal  and  fish  oils  and  greases.  In- 
edible: 
C8090&         Sperm  and  whale  oil. 
Nuts  and  preparations: 
137510         Peanuts,  shelled,  for  planting. 
137510         Peanuts,  shelled,  other. 
137550         Peanuts,  not  shelled,  for  planting. 
137550         Peanuts,  not  shelled,  other. 
Vegetable  oils  and  fats,  edible: 
142000         Coconut  oil,  refined    (Include  so- 
lidified or  hardened  oil  and  coco- 
nut fat). 
142500         Cottonseed    oil,    refined    (Include 
Wesson    oil    and    hydrogenated 
cottonseed  oil ) . 
143000         Soybean  oil,  refined  (report  crude 

soybean  oil  In  224912). 
143100         Peanut  oil. 
143500        Palm  oU.  edible  or  refined  (all  tH- 

rletles). 
144100        Corn     oil     (Include     Mazola     and 

Amalzo) . 
144300         Oleomargarine  of  vegetable  or  ani- 
mal origin. 
144700         Cooking  faU.  except  lard  (include 
Crlsco.  Snowdrift,  and  all  lard 
substitutes  of   animal   or  vege- 
table origin). 
144901         Olive  oil.  edible. 


Com  mod«i/— Continued 
Vegetable  oUs  and  fats,  edible — Con. 

Sunflower  seed  oil.  edible. 

Rapeseed  oil.  refined. 

Vegetable  stearin. 

Edible    vegetable    oils    and    fats, 
n.  e.  s. 
Oilseeds : 

Soy  beans  for  planting. 

Soy  beans,  other,  except  canned. 

Castor  beans  for  planting. 

Castor  beans,  other. 

Cottonseed  for  planting. 

Cottonseed,  other. 

Hemp  seed  for  planting. 

Hemp  seed,  other. 

Rapeseed  for  planting. 

Rapeseed,  other. 

Sunflower  seed  for  planting. 

Sunflower  seed,  other. 

Palm  nuts  and  kernels. 

Copra. 

Other  oilseeds  for  planting. 

Other  oilseeds. 
Vegetable  oils  and  fats,  inedible:  Ex- 
pressed oils    (except  essential), 
and  fats.  Inedible: 

Coconut  oU.  crude. 

Cottonseed  oil,  crude. 

Castor  oil.  commercial. 

Corn  oil.  crude.  _     ' 

Peanut  oil,  crude. 

Rapeseed  oil.  Inedible. 

Soybean  oU.  crude  (report  soybean 

oil,  refined.  In  143000). 
Balm  oU.  crude  (all  varieties). 

Sunflower  seed  oil,  Inedible. 

Babassu  nut  oil  and  sesame  oil. 

Palm  kernel  oil: 
Medicinal  and  pharmaceutical  prep- 
arations: 
Castor     oil      (report     commercial 
grades  in  224901). 

(Sec.  6.  54  Stat.  714.  as  amended.  61  Stat. 
945:  50  U.  S.  C.  App..  Supp.,  633.  50 
U.  S.  C.  App.  and  Sup.  701;  E.  O.  9630. 
Sept.  27.  1945,  10  F.  R.  12245.  3  CFR.  1945 
Supp. :  E.  O  9919.  Jan.  3. 1948,  13  F.  R.  59, 
3  CFR.  1948  Supp.) 

This  amendment  shall  become  effective 
February  10,  1949. 

Dated :  February  18,  1949. 

Francis  McIntyri. 
Assistant  Director, 
Office  of  International  Trade. 

[F.  R.  Doc.  49-1447;  Filed.  Feb.  24,  1949; 
8:55  a.  m.] 


221000 

221000 

222001 

222001 

222002 

222002 

222020 

222020 

222020 

222020 

222020 

222020 

222020 

222030 

222098 

222098 


223000 
223100 
224901 
224902 
224903 
224906 
224912 

224927 
224950 
224998 
224998 


811100 


>  The  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  as 
revised  In  the  January  1,  1949.  edition  of 
'•Schedule  B  Statistical  Classlflcatlon  of  Do- 
mestic and  Foreign  Commodities  Exported 
from  the  United  States ". 


TITLE  22— FOREIGN  RELATIONS 

Chapter    II  ^ — Economic    Cooperation 
Administration 

|ECA  Reg.   1.  Interpretation  1] 

Part  201' — Procedures  for  Furnishing 
Assistance  to  Participating  Coun- 
tries 

documiktary  payments 

Questions  have  been  raised  by  bank- 
ing institutions  in  the  United  States 
concerning  their  responsibilities  in  con- 
nection with  Letters  of  Commitment  Is- 
sued to  them  pursuant  to  ECA  Regula- 
tion 1,  as  amended  October  15.  1948. 
The  following,  which  have  been  ap- 
proved by  ECA  General  Counsel,  reflect 


» Formerly  Chapter  III. 
•Formerly  Part  1111. 
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ECA  Interpretations  of  Regulation  1.  as 
so  amended,  such  interpretations  being 
based  upon  the  Foreign  Assistance  Act  of 
1948.  with  recognition  of  ordinary  bank- 
ing uses  and  necessities  in  handling  doc- 
umentary payments.  Part  I  of  these  in- 
terpretations sets  forth  the  general  rules 
for  determining  the  responsibilities  of  a 
banking  institution  in  the  United  States 
(hereinafter  called  "bank")  under  the 
regulation,  and  under  Letters  of  Com- 
mitment and  Procurement  Authoriza- 
tions issued  by  ECA.  Part  II  gives  some 
examples  of  the  application  of  these 
rules  to  specific  cases.  Part  in  contains 
certain  other  explanations  of  the  pro- 
.  cedure  described  in  the  regulation. 

Nott:  All  section  numbers  set  forth  below 
correspond  to  redeslgnatlon  Indicated  above. 
For  purposes  of  comparison  with  original 
numbers,  201  In  each  Instance  Is  a  substitute 
for  the  original  1111  designation. 

Part  I — General  rules 

1.  Documents  required  for  reimbur.'^e- 
ment  are  not  enumerated  in  §  201.18. 
Any  additional  documents  required  for 
reimbursement  with  respect  to  any  par- 
ticular transaction  will  be  specified  as 
such  in  the  Procurement  Authorization 
related  to  that  transaction  and  to  the 
corresponding  Letter  of  Commitment,  or 
in  the  Letter  of  Commitment  itself.  A 
bank  holding  a  Letter  of  Commitment 
is  not  required  by  ECA  to  obtain  any 
documents  other  than  those  enumerated 
in  §  201.18  and  any  additional  docu- 
ments so  specified. 

2.  A  bank  is  not  re.'^ponsible  for  the 
truth  or  accuracy  of  the  statements  con- 
tained in  the  Supplier's  Certificate  or  in 
any  of  the  other  documents  required 
for  reimbursement.  A  bank  is  not 
obliged  to  look  beyond  these  documents 
nor  to  make  independent  Investigation 
as  to  the  accuracy  of  statements  made 
therein. 

3.  A  bank's  examination  of  the  docu- 
ments required  for  reimbur.sement  must 
be  in  accordance  with  good  commercial 
practice.  A  bank  Is  responsible  to  see 
that  the  documents  required  for  reim- 
bursement are  consistent  with  the  rela- 
tive Procurement  Authorization  and 
Letter  of  Commitment  in  the  following 
particulars,  and  no  other: 

(a)  Delivery,  to  the  extent  described  in 
paragraph  4,  below; 

(b)  Soui-ce,  to  the  extent  described  in 
paragraph  5,  below; 

(c)  Destination,  to  the  extent  de- 
scribed in  paragraph  6,  below ; 

(d>  Description,  to  the  extent  de- 
scribed in  paragraph  7,  below; 

(e)  Insurance,  to  the  extent  described 
in  paragraph  8,  below; 

(f)  If  the  bank  is  to  be  responsible 
for  any  additional  particular?,  these  will 
be  specified  in  the  Procurement  Author- 
ization or  Letter  of  Commitment  as 
additional  documents  required  for  re- 
imbursement, or  as  additional  state- 
ments to  be  contained  in  the  documents 
required  for  reimbursement. 

The  right  of  reimbiu-sement  for  pay- 
ments made  by  a  bank  in  accordance 
with  good  commercial  practice  will  not 
be  affected  by  the  fact  that  the  docu- 
ments received  by  the  bank,  or  informa- 
tion or  notice  derived  from  any  source. 
Indicate  non-compliance  with  any  pro- 
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vision  of  EGA  Regulation  1.  or  of  the 
Procurement  Attthorization  or  of  the 
Letter  of  Commitment,  in  any  particular 
except  those  listed  In  subparagraphs  (a), 
to  (f)  above. 

The  foregoing  shall  not  be  construed 
to  limit  any  rights  the  Administrator 
may  have  against  a  supplier  by  reason 
of  statements  contained  in  the  Supplier's 
or  Beneficiary's  Certificate,  nor  against 
a  participating  country  under  S  201.6  (e). 

Part  II — Specific  examples 

4.  Delivery.  The  Procurement  Au- 
thorization will  ordinarily  show  the  cal- 
endar quarter  during  which  delivery  is 
to  be  made  by  the  supplier.  Section 
201.12  permits  deliveries  within  60  days 
before  or  90  days  after  that  quarter.  If 
any  of  the  documents  specified  In 
8  201.18  (a)  (3)  or  (b)  (3»,  or  <c)  (2) 
(or  in  the  Procurement  Authorization 
or  Letter  of  Commitment)  are  dated  at 
any  time  within  the  entire  8-month  pe- 
riod, they  are  acceptable.  In  practice,  it 
Is  contemplated  that  each  Letter  of 
Commitment  will  specify  a  maturity  date 
not  later  than  the  end  of  such  8-month 
period.  The  60  days  before  are  to  be 
construed  as  two  calendar  months  or  60 
days,  whichever  is  longer.  The  90  days 
after  are  to  be  construed  as  three  cal- 
endar months  or  90  days,  whichever  Is 
longer. 

5.  Source.  If  the  documents  required 
for  reimbursement  show  shipment  from 
or  storage  in  the  area  of  source  shown 
In  the  Procurement  Authorization,  they 
are  acceptable.  If  such  documents  show 
shipment  from  or  storage  In  another 
area,  the  requirement  as  to  source  will  be 
satisfied  if  the  bank  receives  a  certificate 
from  the  supplier.  Indicating  that  the 
area  of  source  Is  In  fact  the  same  as  that 
Indicated  in  the  Procurement  Authoriza- 
tion. 

6  Destination.  The  Procurement  Au- 
thorization will  show  the  recipient  coun- 
try. If  the  documents  reqxiired  for  re- 
imbursement are  consistent,  under  good 
commercial  practice,  with  shipment  or 
trans-shipment  to  such  country,  they  are 
acceptable. 

7.  De.fcription.  The  Procurement  Au- 
thorization will  show  the  commodity  or 
services  by  description  and  EGA  com- 
modity code  number.  In  issuing  or  con- 
firming credits  a  bank  should  see  that 
the  commodities  or  services  described 
ar^  not  Inconsistent  with  the  EGA  de- 
scription and  commodity  code  number. 
In  making  payments,  whether  under  let- 
ters of  credit  or  otherwise,  the  bank 
should  act  in  accordance  with  good  com- 
mercial practice,  based  on  the  descrip- 
tion and  without  regard  to  the  commodity 
code  number. 

8.  General  provisions  of  Procurement 
Authorizations.  Section  201.6  sets  forth 
certain  provisions  to  be  deemed  Incor- 
porated In  each  Procurement  Authoriza- 
tion, unless  otherwise  specified.  The 
standard  documents  required  for  reim- 
bursement by  §  201.18  include  certificates 
showing  compliance  with  some  of  these 
provisions  (e.  g.,  filing  with  EGA  of  copies 
of  contracts;  S§  201.6  (g)  and  201.18  (a) 
(2).  and  the  bank  Is  entitled  to  rely  on 
such  a  certificate.  Special  certificates 
may  also  be  required  by  the  terms  of  par- 
ticular Procurement  Authorizations  or 
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Letters  of  Commitment,  and  In  such 
cases  a  bank  Is  entitled  to  rely  on  such 
certificate. 

Certain  other  provisions  are  Included 
solely  for  the  instruction  of  suppliers, 
purchasers,  and  the  participating  coun- 
tries themselves,  and  are  not  matters  for 
which  banks  are  to  assume  responsibility. 
In  this  category  are  the  provisions  of 
§201.6  <b)  Discounts.  5  201.6  (f)  Export 
licenses.  8  201.8  <h)  Airmail  distribution 
of  ocean  bills  of  lading,  and  §  201.6  (l> 
Price  limitations. 

As  to  8  201.6  (J)  Insurance,  a  bank  is 
not  required  to  make  independent  in- 
quiry as  to  whether  the  Invoice  price  In- 
cludes insurance  premiums  on  ocean 
shipment,  but  should  not  make  payment 
of  any  such  items  when  disclosed  by  the 
documents  required  for  reimbursement. 

9.  Ocean  transportation.  A  bank 
which  obtains  a.  Supplier's  Certificate 
(§201.18  (b)  (5)  or  Annex  A  or  Annex 
B  to  Exhibit  B)  is  not  required  to  assume 
responsibility  for  compliance  with  §  201.7. 
regardless  of  whether  other  documenta- 
tion or  information  received  indicates 
compliance  or  noncompliance  with  such 
section. 

Part  III — Other  matters 

10.  Past  transactions  not  covered  by 
procurement  authorizations.  Section 
201.5  concerns  the  Issuance  of  Procure- 
ment Authorizations  for  past  transac- 
tions. Banks  financing  transactions 
under  Letters  of  Commitment  or  Pro- 
curement Authorizations  are  not  re- 
quired to  assume  responsibility  for  com- 
pliance with  this  section. 

11.  Responsibilities  of  importers  and 
suppliers.  Subpart  B  (§§201.11  to 
201.13*  contains  provisions  concerning 
use  of  the  Procurement  Authorization 
number,  placement  of  orders  and  delivery 
dates,  and  marking  of  commodities. 
Banks  financing  transactions  under  Let- 
ters of  Commitment  or  Procurement  Au- 
thorizations are  not  required  to  assume 
responsibility  for  compliance  with  this 
subpart. 

12.  Transitory  provisions.  When  the 
Procurement  Authorization  Is  issued  on 
any  form  other  than  ECA  Form  203 
(white  paper),  even  though  Issued  or 
amended  on  or  after  October  15.  1948, 
or  coupled  with  a  Letter  of  Commitment 
Issued  or  amended  on  or  after  October 
15.  1948.  standard  documentation  may  be 
either  in  the  form  permitted  under  EGA 
Regulation  1,  as  amended  October  15, 
1948,  or  In  the  form  specified  in  the  Pro- 
curement Authorization  or  Letter  of 
Commitment.  In  the  case  of  a  Procure- 
ment Authorization  so  Issued,  the  pay- 
ment or  non-payment  for  Insurance  on 
ocean  shipments  depends  upon  the  terms 
thereof,  or  of  the  related  Letter  of  Com- 
mitment, and  §  201.6  (j)  Is  not  applica- 
ble. 

13.  Bank  Letter  of  Commitment:  ex- 
piration in  Letter  of  Credit  Transactions. 
The  Letter  of  Commitment  constitutes 
an  obhgatlon  to  reimburse  for  any  drafts 
negotiated  under  letters  of  credit  prior 
to  the  date  of  maturity  specified  In  the 
Letter  of  Commitment,  even  though  such 
drafts  are  paid  after  such  date. 

14.  Bank  Letter  of  Commitment:  pay- 
ment to  third  persons.  The  right  of 
reimbursement  for  a  payment  made  by  a 


bank  under  a  Letter  of  Commitment  wllf 
not  be  affected  by  the  fact  that  such 
payment  Is  made  to  the  Approved  Ap- 
plicant named  In  the  Letter  of  Commit- 
ment or,  at  the  request  of  the  Approved 
Applicant,  to  a  person  other  than  the 
supplier,  provided  the  bank  has  com- 
plied with  the  other  requirements  of  the 
Letter  of  Commitment  and  has  satisfied 
Itself  In  good  faith  that  the  person  to 
whom  It  makes  payment  has  made  pay- 
ment to  the  supplier. 

15.  Parcel  post  receipts.  Parcel  post 
receipts  may  be  accepted  by  a  bank  In 
lieu  of  bcean  bills  of  lading. 

(Sec.  104  (f).  Pub.  Law  472,  80th  Cong.) 

Paul  G.  HorniAH, 

Administrator  for 
Economic  Cooperation. 

IF.    R.    Doc.   49-1401;    PUed,   Feb.    34,    1948; 
8:50  a.  m.l 


TITLE  24— HOUSING  CREDIT 

Chapter  VIII — OfRce  of  the  Housing 
Expediter 

[Controlled  Housing  itent  Reg.,  Amdt.  68 '1 

Part  825 — R«nt  Regulations  Under  thk 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§8  825.1  to  825.12)  Is  amended  In 
the  following  respects: 

1.  Schedule  A,  item  13,  Is  amended  to 
descrit)e  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

That  portion  of  Santa  Cruz  County  which 
U  within  the  corporate  limits  of  the  City  of 
Nogales,  and  the  following  portions  of 
Cochise  County:  Township  24  south.  Range 
28  east;  Township  24  south.  Range  27  east; 
Township  23  south.  Range  24  east;  Town- 
ship 24  south.  Range  24  east;  Township  20 
south,  Range  22  east;  Township  17  south. 
Range  20  east;  Township  13  south.  Range  2S 
east;  and  Township  14  south.  Range  25  east. 

This  decontrols  from  8S  825.1  to  825.12 
all  of  Cochise  County  in  the  Ft.  Huachu- 
ca,  Arizona.  Defense-Rental  Area,  except 
the  Townships  specified  in  Schedule  A^ 
Item  13.  as  hereby  amended. 

2.  Schedule  A,  item  88a,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Fulton.  McDonough  and  that  portion  of 
Mason  County  which  Is  within  the  City  of 
Havana. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Mason  County  in  the  Macomb-Can- 
ton,  Illinois,  Defen.se-Rental  Area,  ex- 
cept the  City  of  Havana. 

3.  Schedule  A,  item  202c.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Fulton  County  except  the  Towns  of 
Bleecker,  Caroga.  Oppenhelm,  Perth  and 
Stratford. 

This  decontrols  from  85  825.1  to  825.12 
the  Towns  of  Bleecker.  Caroga.  Oppen- 
helm. Perth,  and  l^ratford,  all  In  the 


« 13  F.  R.  6706,  5788,  5877.  5937,  6246,  6283. 
6411,  6556,  6881.  6910,  7299.  7671,  7801,  78C2. 
8217.  8327,  8386;  14  F.  R.  17.  93.  143,  271,  337. 
456,  627. 


Friday,  February  25,  1949 

Gloversvllle,  New  York,  Defense-Rental 
Area. 

(Sec.  204  (d)  61  Stat.  197.  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  8.  C. 
App.  1894  (d).  Applies  sec.  204  (c).  61 
Stat.  197,  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94;  50  V  S.  C.  App.  1894  (c) ) 

This  amendment  shall  become  effective 
February  25,  1949. 

Issued  this  21st  day  of  February  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment  68 
to  the  Controlled  Housing  Rent  Regu- 
lation 

It  Is  the  judgment  of  the  Housing  Ex- 
pediter that  the  need  for  continuing 
maximum  rents  In  the  portions  of  the 
Defense-Rental  Areas  specified  below  no 
longer  exists  due  to  the  fact  that  the 
demand  for  rental  housing  accommoda- 
tions has  been  reasonably  met: 

1.  All  of  Cochise  County  in  the  Ft. 
Huachuca,  Arizona,  Defense-Rental  Area, 
except  those  Townships  In  which  are  lo- 
cated the  cities  of  Douglas,  Bisbee, 
Tombstone,  Benson  and  Willcox  and 
their  surrounding  areas. 

2.  All  of  Ma.son  County  in  the  Macomb- 
Canton,  Illinois.  Defense-Rental  Area, 
except  the  City  of  Havana. 

3.  In  the  Gloversvllle,  New  York,  De- 
fense-Rental Area,  the  Towns  of 
Bleecker,  Caroga.  Oppenhelm,  Perth  and 
Stratford. 

This  amendment  is,  therefore,  being 
issued  to  decontrol  said  portions  of  said 
Defense-Rental  Areas  in  accordance  with 
section  204  (e)  of  the  Housing  and  Rent 
Act  of  1947.  as  amended. 

|F.   R,   Doc.   49-1456;    Filed,   Feb.    24,    1949; 
8:56  a.  m.] 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Bstabllshments.  Rent  Reg.,  Amdt. 
66'] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS  IN 
ROOMING  HOUSES  AND  OTHER  ESTABLISH- 
MENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishment (§§  825.81  to  825.92)  Is  here- 
by amended  In  the  following  respects: 

1.  Schedule  A,  Item  13,  Is  amended  to 
read  as  follows: 

(13)    (Revoked  and  decontrolled) 

This  decontrols  from  85  825.81  to  825.92 
all  of  the  Ft.  Huachuca,  Arizona,  De- 
fense-Rental Area. 

2.  Schedule  A,  Item  88a,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Fulton,  McDonough  and  that  portion  of 
Mason  County  which  Is  within  th«  City  of 
Havana. 
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This  decontrols  from  S§  825.81  to  825.93 
all  of  Mason  County  In  the  Macomb-Can- 
ton,  Illinois,  Defense-Rental  Area,  ex- 
cept the  City  of  Havana. 

3.  Schedule  A.  Item  202c.  Is  amended 
to  describe  the  counties  In  the  Def&nse- 
Rental  Area  as  follows : 

Fulton  County  except  the  Towns  of  Bleeck- 
er, Caroga,  Oppenhelm.  Perth  and  Stratford. 

This  decontrols  from  §5  825.81  to.825.92 
the  Towns  of  Bleecker.  Caroga.  Oppen- 
helm, Perth  and  Stratford,  all  In  the 
Gloversvllle,  New  York,  Defense-Rental 
Area. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec  204 
(c).  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (c) ) 

This  amendment  shall  become  effective 
February  25,  1949. 

Issued  this  21st  day  of  February  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment  66 
to  the  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments 

It  Is  the  Judgment  of  the  Housing  Expe- 
diter that  the  need  for  continuing  maxi- 
mum rents  In  the  portions  of  the  Defense- 
Rental  Areas  specified  below  no  longer 
exists  due  to  the  fact  that  the  demand 
for  rental  housing  accommodations  has 
been  reasonably  met : 

1.  All  of  the  Ft.  Huachuca,  Arizona, 
Defense-Rental  Area. 

2.  All  of  Mason  County  in  the  Macomb- 
Canton,  Illinois,  Defense-Rental  Area, 
except  the  City  of  Havana. 

3.  In  the  Gloversvllle.  New  York.  De- 
fense-Rental Area,  the  Towns  of 
Bleecker,  Caroga,  Oppenhelm.  Perth  and 
Stratford. 

This  amendment  Is,  therefore,  being 
Issued  to  decontrol  said  portions  of  said 
Defense-Rental  Area  In  accordance  with 
section  204  (c)  of  the  Housing  and  Rent 
Act  of  1947,  as  amended. 

(F.  R.  Doc.  49-1455;  Filed,  Feb.  24.  1949; 
8:56  a.  m.l 


» IS  F.  R.  5760.  5789,  5878,  6937,  6938,  6247, 
eSeS  6411.  e.-iSe,  6882.  6911,  7299,  7672,  7801, 
7882!  8218.  8328.  8388;  14  F.  R.  18.  272,  337. 
457.  627. 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  A — IrKom*  and  ExcMt  Profits  Taxes 
[T.D.  56891 

Part  29 — Income  Tax;  Taxable  Years 
Beginning  After  December  31,  1941 

figure  to  be  used  in  determining  reserve 
and  other  policy  liability  credit  for 
ufe  insurancl  companies 

Correction 

February  21, 1949. 
The  date  which  appears  above  the  first 
paragraph  of  F.  R.  Doc.  49-1439  on  page 
828  of  the  issue  for  Thursday,  February 
24,  1949,  has  been  changed  on  the  orig- 
inal document  to  read  as  set  forth  above. 
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TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manoge- 
ment,  Department  of  the  Interior 

Appendix — Public  Lar«d  Orders 

(Public  Land  Order  659) 

Arizona  and  California 

HAVASU   lake   NATIONAL   WILDLIFE    REFUGE; 
ENLARGED 

By  virtue  of  the  authority  vested  in 
the  President  by  the  act  of  June  25,  1910, 
c  421  36  Stat.  847,  as  amended  by  the 
act  of  August  24, 1912,  c.  369.  37  Stat.  497 
(43  U.  S.  G.  141,  142),  and  otherwise,  and 
pursuant  to  Executive  Order  No.  9337  of 
April  24,  1943,  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  those 
parts  of  the  following-described  lands  in 
Arizona  and  California,  outside  of  the 
present  boundary  of  the  Havasu  Lake  Na- 
tional Wildlife  Refuge  as  established  by 
Executive  Order  No.  8647  of  January  22, 
1941,  are  hereby  added  to  the  refuge,  and 
such  lands  shall  be  administered  In  ac- 
cordance with  the  provisions  contained 
In  the  said  Executive  Order: 
Akizona 
ctla  and  salt  uvex  mksidian 

T.  11  N..  R.  18  W  , 

Sec.  4.  WVi: 
T.  13  N.,  R.  20  W., 

Sec.  4,  WMiE'/i  and  E'/iW*^; 

Sees.  16  and  20; 

Sec.  21.  lot  4,  E'^NEli,  SWV4NEV4.  NE'/* 
NW'iNEVi.     NE',4SE»4NW»4      »"«*     ^Va 
SE'4NW'4; 
T.  14  N..  R.  20  W., 

Sec.   18; 

Sec.  20.  W';i  and  8EV4: 
T.  14  N.,  R.  20 ',2  W., 

Sec   2' 
T.  15N..R.  20 Vi  W., 

Sec.  35,  lots  2.  3,  4,  6.  and  SWViSWV+SEy*; 

Sec.  36,  SWV4; 
T.  15  N.,  R.  21  W., 

Sec.  2; 
T.  17  N..  R.  21  W.. 

Sec.  28.  W'^WVi  and  NEV4: 

Sec.  33,  W'^NWi/4  and  NW'48WV4: 

The  areas  described  including  both 
public  and  non-public  lands  aggregate 
approximately  1,677  acres. 

CAUrORNlA 
SAN  BERNARDINO  UEUOIAN 

T.  6  N.,  R.  24  E., 

Sees.  2.  11.  14,  and  38; 
T.  7  N.,  R.  24  E., 

Sec.  6.  lots  5,  7.  SE'^NWi^,  NEV48WV4  and 
N'zSE',^; 

The  areas  described  aggregate  ap- 
proximately 1.080  acres. 

The  lands  are  within  the  Parker  Dam 
Project  and  are  subject  to  use  for  the 
purposes  of  that  Project.  Portions  of  the 
lands  are  named  in  a  withdrawal  made 
February  2, 1907.  for  the  Chemehuevi  Val- 
ley Mission  Indians,  the  reservation  for 
'power  purposes  made  May  5,  1922.  under 
section  24  of  the  act  of  June  10.  1920,  as 
amended,  C.  285.  41  Stat.  1075  (16  U.  S.  G. 
818)  In  connection  with  Federal  Power 
Project  No.  30,  Power  Site  Classification 
No.  55  approved  by  the  Secretary  of  the 
Interior  June  22, 1923,  the  order  of  March 
6,  1936,  of  the  Secretary  of  the  Interior, 
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establishing  Arizona  Grazing  D^trict  No. 
2  and  Public  Land  Order  126  of  May  20. 
1943  reserving  lands  for  an  aerial  gun- 
nery range,  as  well  as  the  first  and  second 
form  reclamation  withdrawals  in  con- 
nection    with    the     above     mentioned 

project. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

Februart  11.  1949. 
IF.   R.   Doc.   49-1427;    Piled.  Feb.  24.    1949; 
8:51  a.  m.| 


RULES  AND  REGULATIONS 

by  Executlv*  Order  No.  6910  of  Novem- 
ber 26.  1934.  as  amended,  so  far  aa  it 
affects  the  above-described  lands. 

C.  GiRARD  DAVIDSOH. 

Assistant  Secretary  of  the  Interior. 

February  11.  1949. 
IP    R.   Doc.   49-1428;    PUed.  Feb.  24.    1949; 
8:51  a.  m.] 


Friday,  February  25,  1949 
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I  Public  Land  Order  660] 
Wyoming 

RESERVING  CERTAIN  PUBLIC  LANDS  IN  CON- 
NECTION WITH  TONGUE  RIVER  DEER  REFUGE 
AND  WINTER  PASTURE 

Whereas  the  act  of  September  2.  1937, 
50  Stat.  917  (16  U.  S.  C.  669-669J  • .  pro- 
vides  for  Federal  aid  to  States  in  wildlife- 
restoration  projects;  and 

Whereas  the  State  of  Wyoming  has  set 
up  a  Federal  aid  wildlife-restoration 
project  and  has  acquired  wildlife  control 
over  certain  lands  in  Sheridan  County, 
which  lands  are  to  be  administered  by 
the  State  of  Wyoming  through  its  State 
Game  and  Fish  Commission  as  the 
Tongue  River  Deer  Refuge  and  Winter 

Pasture;  and  ■ 

Whereas  certain  contiguous  public 
lands  possess  wildlife  value  and  could  be 
administered  advantageously  in  connec- 
tion with  the  area;  and 

Whereas  the  act  of  March  10.  1934.  48 
SUt.  401  (16  U.  S.  C.  661-666 >.  provides 
for  cooperation  with  Federal.  State,  and 
other  agencies  in  developing  a  Nation- 
wld«  program  of  wildlife  conservation 
and  rehabilitation; 

Now.  therefore,  by  virtue  of  the  au- 
thority vested  in  the  President  and  pur- 
suant to  Executive  Order  No.   9337  of 
April  24.  1943.  it  is  ordered  as  follows: 
Subject  to  valid  existing  rights,  the 
following-described  public  lands  in  Sher- 
idan County.  Wyoming,  are  hereby  with- 
drawn from  all  forms  of  appropriation 
under  the   public-land  laws,  including 
the  mining  laws,  but  not  the  mineral 
leasing   laws,   and,  reserved   under   the 
jurisdiction  of  the  Department  of  the  In- 
terior for  use  by  the  Wyoming  State 
Game  and  Fish  Commission  in  connec- 
tion with  the  Tongue  River  Deer  Refuge 
and  Winter  Pasture,  under  such  condi- 
tions as  may  be  prescribed  by  the  Secre- 
tary of  the  Interior: 

Sixth  Peincipal  Meridian 

T    56  N  .  R.  87  W.. 

Sec.  2.  SV'SWVt  and  SW^SEV;: 

Sec   3.  N48WV4.  6E'4SW'4.  and  SUSS'i; 

Sec.  4.  loU  5.  6.  8.  and  9; 

Sec.  6.  lot  8. 

The  areas  described  aggregate  551.05 

acres. 

This  order  shall  take  precedence  over, 
but  shall  not  modify,  the  withdrawal  for 
classiflcaUon  and  other  purposes  made 


(Public  Land  Order  6611 
Alaska 

RESERVING  CERTAIN  PUBLIC  LANDS  AS  AIR- 
NAVIGATION  SITE  WITHDRAWAL  NO.  246. 
AND  EXCLUDING  A  PORTION  OF  SUCH  LANDS 
FROM  CHUGACH  NATIONAL  FOREST  AND 
FROM  WITHDRAWAL  MADE  BY  EXECUTIVE 
ORDER   NO.    1919'/^    OF   APRIL   21.    1914 

By  Virtue  of  the  authority  vested  in  the 
President  by  section  1  of  the  act  of  June 
4  1897.  30  Stat.  34.  36  (16  U.  S.  C.  473 ». 
and  section  1  of  the  act  of  March  12, 1914. 
38  Stat.  305  <48  U.  S.  C.  303,  304).  and 
pursuant  to  Executive  Order  No.  9337  of 
April  24  1943.  and  section  4  of  the  act 
of  May  24.  1928.  c.  728.  45  Stat.  729  -49 
U  S.  C.  214),  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
tracts  of  public  land  described  below  by 
metes  and  bounds  are  hereby  vlthdrawn 
from  all  forms  of  appropriation  under 
the  public-land  laws  and  reserved  for  the 
use  of  the  Civil  Aeronautics  Administra- 
tion. Department  of  Commerce,  in  the 
maintenance  of  air-navigation  faculties, 
the  reservation  to  be  known  as  Air-Navi- 
gation Site  Withdrawal  No.  246: 
Tract  No.  1 

Beginning  at  a  point  from  which  a  point 
on  the  center  line  of  the  main  track  of  the 
Portage  Canal  Connection.  Alaska  Railroad, 
at  U  S  Army  Survey  station  104^00  00.  ap- 
proximately two  miles  west  of  the  Whlttier 
railroad  station,  in  approximate  latitude 
60°48'  N.  longitude  148°44'  W..  bears  West 
1320  feet.  S.  18'  42'  W.  2.136.27  feet. 

From  the  Initial  point:  N.  17°  30'  E.  795 
feet  East  approximately  770  feet  to  a  point 
on  line  of  mean  high  tide  of  Passage  Canal; 
Southerly  with  meanders  approximately  1.100 
feet:  N.  73°  00'  W.  860  feet  to  the  point  of 
beginning. 

The  area  as  described  contains  ap- 
proximately 16.18  acres. 
TmACT  No.  a 

A  right  of  way  20  feet  wide  for  a  power 
and  telephone  line,  the  center  line  of  which 
is  described  as  follows : 

Beginning  at  a  point  on  the  south  bound- 
ary of  Tract  No.  1  from  which  the  beginning 
point  of  said  tract  bears  N.  73'  00'  W.  770 

feet. 

Thence  by  metes  and  bounds:  South  855 
feet-  S  28°  15'  W.  90  feet;  8.  63'  30'  W.  740 
feet:  S.  78*  00'  W  450  feet;  8.  14'  00'  W.  600 
feet!  to  the  north  boundary  of  the  Alaska 
Railroad  right  of  way. 

It  is  intended  that  these  lands  shall  be 
returned  to  the  administration  of  the  De- 
partment of  the  Interior,  when  they  are 
no  longer  needed  by  the  Department  of 


Commerce  for  the  purpose  for  which  they 
are  reserved.  ^  , 

Tract  No.  1  Is  hereby  excluded  from 
the  Chugach  National  Forest,  estab- 
lished by  the  Proclamation  of  July  23, 
1907.  35  Stat.  2149.  and  from  the  with- 
drawal for  townsite  purposes  made  by 
Executive  Order  No.  1919^1  of  April  21. 

This  order  shall  take  precedence  over, 
but  shall  Bot  modify.  Executive  Order 
No  1919  >  2  of  April  21.  1914.  as  modified 
by  Public  Land  Order  No.  396  of  August 
19.  1947.  so  far  as  it  affects  Tract  No.  2. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

Febru.\ry  14.  1949. 
(P.   R.   Doc.   49-1430;    Piled,   Feb.   24.    1949: 
8:51  a.  m.] 


PROPOSED  RULE  MAKING 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerc* 
Commission 

Part  120— Annual.  SPEaAL  or  Periodical 
Reports 

CARRIERS  BY   PIPELmIk   ANNUAL   REPORT 
rORMP 

At  a  session  of  the  Interstate  Com- 
merce Commi.ssion.  Division  1.  held  at  its 
office  In  Washington.  D.  C.  on  the  16th 
day  of  February  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Carriers  by  Pipeline  being  under  consid- 
eration: J.J 
It  is  ordered.  That  the  order  dated 
December  30.  1947,  In  the  Matter  of  An- 
nual Reports  from  Carriers  by  Pipeline 
(49  CFR,  120.61)  be.  and  It  is  hereby 
modified  with  respect  to  annual  reports 
for  the  year  ended  December  31.  1948  and 
subsequent  years,  as  follows: 

§  120  61     Form  prescribed  for  carriers 
by   pipeline.    All   Carriers   by   Pipeline 
subject  to  the  provisions  of  section  20. 
Part  I  of  the  Interstate  Commerce  Act, 
are  hereby  required  to  file  annual  reports 
for  the  year  ended  December  31.  1948. 
and  for  each  succeeding  year  until  fur- 
ther order,  in  accordance  with  Annual 
Report  Form  P  (Carriers  by  Pipeline),' 
which  is  hereby  approved  and  made  a 
part  of  this  section.    The  annual  report 
shall  be  filed,  in  duplicate,  in  the  Bureau 
of  Transport  Economics  and  Statistics. 
Interstate  Commerce  Commission.  Wash- 
ington 25,  D.  C.  on  or  before  March  31 
of  the  year  following  the  one  to  which 
it  relates.     (24  Stat.  386.  34  Stat.  593.  35 
Stat.  649.  36  Stat.  556.  41  Stat.  493.  54 
Stat.  916.  49  U.  S.  C.  20  (l)-(8)) 
Note:  Budget  Bureau  No.  60-R  108.B. 
By  the  Commission.  Division  1. 

I  SEAL]  W.   P.   BaRTEL, 

Secretary. 

IP    R.  Doc.   49-1437;    Piled.   Peb.   24,    1949; 
8:52  a.  m.l 


>  Piled  as  part  of  th€  original  document. 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  947  1 

Handling  or  Milk  in  Fall  River,  Mass., 
Marketing  Area 

MOTICE  or  RECOM-IENDED  DECISION  AND 
opportunity  to  riLE  WRITTEN  EXCEP- 
TIONS WITH  RESPECT  TO  PROPOSED 
AMENDMENT  TO  MARKETING  AGREEMENT 
AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900.1  et  seq.).  notice 
Is  hereby  given  of  the  filing  with  the 
Hearing  Clerk  of  this  recommended  de- 
cision of   the  Assistant  Administrator. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, with  respect  to  a  proposed  mar- 
keting agreement  and  a  propo.sed  amend- 
ment to  the  order  as  amended  regulat- 
ing the  handling  of  milk  in  the  Fall 
River,   Massachusetts,   marketing   area. 
Interested  parties  may  file  written  ex- 
ceptions to  the  recommended  decision 
with    the    Hearing    Clerk,    Room    1844. 
South  Building.  United  States  Depart- 
ment   of    Agriculture.   Washington    25, 
D,  C,  not  later  than  the  close  of  busi- 
ness on  the  7th  day  after  publication 
of  this  decision  in  the  Federal  Register. 
Exceptions  should  be  filed  in  quadru- 
Irflcate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  called  by  the  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture. The  hearing  was  held  at  Fall 
River,  Massachusetts,  February  2,  1949. 
pursuant  to  a  notice  published  in  the 
Federal  Register  (14  P.  R.  417)  on  Jan- 
uary 29,  1949. 

The  material  issues  presented  on  the 
record  were  concerned  with  the  follow- 
ing: 

1.  Formula  factors  to  be  deducted 
from  wholesale  prices  of  cream  and  non- 
fat dry  milk  solids  in  determining  Class 
II  milk  prices. 

2.  Formula  factors  to  be  used  in  deter- 
mining the  value  of  butterfat  in  excess 
of  3.7  pounds  In  each  hundredweight  of 
milk  or  the  deduction  in  the  hundred- 
weight price  to  be  permitted  for  milk 
averaging  less  than  3.7  pounds  of  butter- 
fat  per  hundredweight. 

3.  The  adjustment  in  Class  II  prices 
for  milk  received  at  plants  located  vari- 
ous distances  from  the  Pall  River  market. 

4.  The  rules  for  classification  of  pro- 
ducer milk  in  Class  II  when  a  handler 
is  receiving  milk  from  other  sources. 

5.  The  addition  of  definitions  of  milk 
and  milk  drinks  and  revision  of  other 
paragraphs  of  the  order  to  utilize  these 
terms  as  defined. 

6.  Limitation  of  the  producer-handler 
exemption. 

No.  37 2 


7.  Extending  the  dates  for  making  cer- 
tain reports  and  listing  the  information 
required  on  each  report. 

8.  Providing  specifically  for  mainte- 
nance of  records  by  handlers. 

9.  Establishing  a  separate  rate  of  as- 
sessment for  milk  which  is  assessed  under 
another  Federal  order. 

10.  General. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  ma- 
terial issues  are  based  upon  evidence 
introduced  at  the  hearing  and  the  record 
thereof. 

1.  Formula  factors  to  be  used  in  deter- 
mining Class  II  milk  prices.  The  record 
of  the  hearing  indicated  the  need  for 
maintaining  Class  U  milk  prices  gen- 
erally in  line  with  market  prices  of  cream 
sold  wholesale  and  prices  received  for 
nonfat  dry  milk  solids.  A  price  for  Class 
n  milk  in  the  Fall  River  market  which 
maintains  a  reasonable  relationship  with 
the  price  of  milk  for  similar  uses  in  the 
Boston  market  is  necessary  because  of 
the  interrelation.'^hip  of  the  Boston  and 
Fall  River  markets. 

Evidence  at  this  hearing  was  con- 
cerned with  the  determination  of  factors 
relative  to  cream  prices  and  nonfat  milk 
solids  prices  to  be  used  in  establishing 
the  Fall  River  Class  n  price. 

The  Boston  milk  order  provides  for 
allowances  at  country  plants  in  the  201- 
210  mile  zone  of  57.5  cents  in  the  months 
October'through  February  in  addition  to 
9.5  cents  allowance  for  transporting  Class 
n  products  to  the  city  market.    Seasonal 
Increases    in    allowances   in   the   other 
months  and  6  cents  more  in  August  and 
September.  12  cents  more  in  March,  April 
and  July,  and  18  cents  more  in  May  and 
June.    The  Boston  prices  are  applicable 
to  the  201-210  mile  zone  which  is  about 
the  center  of  the  country  plant  area  for 
that  milkshed.    Milk  for  the  Fall  River 
market  is  received   principally  at  city 
plants.    Considerable  quantities  of  milk 
are  also  received  at  Fall  River  from  coun- 
try plants  regulated  under  the  Baston 
m-der.    The  Fall  River  handler's  opera- 
tions are  more  similar  to  the  operations 
of  country  plants  in  the  Boston  milkshed 
since  there  is  hot  the  opportunity  for  the 
division  of  operations  between  country 
and  city  plants  which  is  possible  in  a 
market  supplied  by  a  large  system  of 
country  plant.s. 

The  Fall  River  handler  does  not  have 
to  incur  the  cost  of  shipping  cream  since 
he  separates  it  at  his  city  plant.  The 
allowance  for  that  factor  in  the  Boston 
Class  n  price  is  not  applicable  to  Fall 
River.  On  the  other  hand,  the  Fall  River 
handler  must  dispose  of  the  skim  milk  in 
about  the  same  way  as  the  country  plant 
operator  in  the  Boston  market. 

Excess  skim  milk  in  the  form  of  manu- 
factured dairy  products  competes  for 
uses  with  products  made  by  Boston 
manufacturing  plants  and  products 
manufactured  in  other  supply  areas. 

It  Is  recommended  that  the  Class  II 
price  for  Fall  River  city  plants  be  estab- 
lished at  a  level  equal  to  the  Boston 
country  plant  price  without  the  cream 
freight  allowance. 


Producer  associations  which  also  oper- 
ate as  handlers  of  surplus  milk  for  the 
Pall  River  market  proposed  that  Class  II 
prices  during  the  months  of  April,  May 
and  June  be  reduced  further  by  23  cents. 
During  these  months  of  flush  milk  pro- 
duction the  producer  associations  pointed 
out  that  they  provided  a  service  to  han- 
dlers by  taking  small  lots  of  Class  II  milk 
from  them  and  transporting  it  outside 
the  area  for  surplus  uses.  Purchasers 
of  this  milk  last  year  were  principally  ice 
cream  manufacturers  and  cheesemakers. 
Buyers  of  milk  for  these  uses  last  year 
would  pay,  for  milk  delivered  to  their 
manufacturing  plants,  no  more  than  the 
Fall  River  city  Class  II  price.  The  pro- 
ducer associations  testified  that  the  cost 
of  the  pick-up  and  delivery  service  was 
about  23  cents  per  hundredweight. 

The  allowances  recommended  herein 
are  about  16  cents  higher  than  the  total 
allowance  factors  deducted  from  cream 
and  nonfat  solids  prices  last  year.  There 
is  nothing  in  the  record  to  indicate  that 
purchasers  of  Class  H  milk  will  pay  less 
for  Class  II  milk  relative  to  cream  and 
nonfat  solids  markets  than  they  would 
pay  last  year.  Therefore  the  producer 
associations  should  be  able  to  credit  the 
16  cents  against  their  cost  of  handling 
the  milk. 

.  Some  Class  II  milk  Is  utilized  in  the 
Fall  River  market  and  no  evidence  was 
offered  to  Indicate  that  Class  II  milk 
which  does  not  have  to  be  moved  should 
be  valued  at  a  lower  price.  It  is  question- 
able, therefore,  whether  the  full  amount 
of  the  additional  cost  of  hcTidling  cer- 
tain Class  n  milk  should  be  recognized 
In  a  lower  price  for  all  Class  II  milk.  In 
view  of  the  fragmentary  evidence  of  the 
need  for  the  special  allowance,  that  fac- 
tor should  not  be  incorporated  In  the 
order  at  this  time. 

Although  the  representative  of  the  pro- 
ducer associations  indicated  a  preference 
for  the  computation  of  allowances  in  two 
factors,  one  applicable  to  the  value  of 
butterfat  and  one  applicable  to  the  value 
of  skim  milk,  the  record  does  not  contain 
a  basis  for  establishing  this  division  of 
the  allowances. 

2.  Formula  factors  to  be  used  in  deter- 
mining butterfat  differentials.  It  was 
proposed  at  the  hearing  that  the  factors 
used  in  determining  the  butterfat  differ- 
ential be  changed  so  that  the  resulting 
differential  would  conform  more  closely 
to  the  butterfat  differential  used  in  cal- 
culating prices  under  the  Boston  milk 
order.  The  butterfat  differential  used 
in  determining  prices  for  milk  testing 
above  or  below  3.7  percent  butterfat 
under  the  Boston  order  is  computed  by 
deducting  from  the  price  of  one-tenth 
pound  of  butterfat  in  40  percent  cream, 
the  cost  of  shipping  butterfat  in  the  form 
of  cream  the  mileage  distance  of  201-210 
miles.  This  distance  represents  about 
the  midpoint  of  the  Boston  milk  supply 
area.  The  butterfat  differential  under 
the  Boston  order  is  applicable,  however, 
in  each  zone  at  the  same  rate. 

In  the  Fall  River  market,  milk  is  re- 
ceived principally  at  city  plants  and 
therefore  a  deduction  for  the  cost  of  ship- 
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ping  cream  Is  not  applicable  to  the  but- 
terfat  value.  The  record  does  not  sup- 
port any  change  In  the  computation  of 
the  butterfat  differential. 

3.  Adjustment  in  Class  II  prices  for 
milk  received  at  plants  located  various 
distances  from  Fall  River.    Although  the 
Pall  River  market  is  not  usually  supplied 
from  country  plants  regulated  by  that 
order,  there  have  been  times  when  milk 
has  been  received  from  country  plants  • 
and  there  is  a  need  for  a  method  of  com- 
puting prices  at  such  points.    The  coun- 
try milk  plant  area  in  New  England  from 
which  Pall  River  might  draw  milk  is 
within  the  same  area  from  which  the 
Boston  market  regularly  draws  a  large 
part  of  Its  milk  supply.    In  the  compu- 
tation of  price  differentials  for  Class  11 
milk  received  at  plants  various  distances 
from  the  Fall  River  market,  it  is  neces- 
sary to  consider  the  prices  which  would 
be  applicable  to  such  plants  If  they  were 
purchasing  mUk  under  the  provisions  of 
the  Boston  order.    The  Fall  River  mar- 
ket Is  approximately  50  miles  further 
from  the  center  of  the  country  plant  milk 
supply  area  than  is  the  Boston  market. 
The  differentials  for  the  Fall  River  mar- 
ket should  be  established,  therefore,  se 
that  the  Class  II  price  for  plants  In  the 
251-300  mile  zone  from  Fall  River  cor- 
responds to  the  price  at  plants  in  the 
201-250  mileage  distance  from  Boston. 
In  view  of  the  minor  nature  of  the  coun- 
try plant  supply  for  Fall  River,  the  price 
differentials  based  on  50-mlle  brackets 
are  more  suitable  than  the  10-mile  grad- 
uations used  in  the  Boston  order. 

4.  Classification  of  producer  milk  by 
handlers  receiving  milk  from  other 
sources.  The  provisions  of  the  Fall  River 
order  limit  the  quantity  of  producer  milk 
which  may  be  classified  In  Class  II  to  5 
percent  if  a  handler  is  leceiving  milk 
from  other  sources  which  could  be  allo- 
cated to  Class  II.  A  handler  proposed 
that  this  rule  of  classification  be  re- 
moved. It  was  maintained  that  the 
competition  of  handlers  for  supplies  of 
producer  milk  would  prevent  any  handler 
from  utilizing  an  imreasonable  amount 
of  producer  milk  in  Class  II. 

This  provision  Is  designed  to  direct  the 
maximum  quantity  of  producer  milk  into 
Class  I  uses  in  view  of  the  Inadequate 
supply  of  producer  milk  available  for 
that  use.  The  data  in  the  hearing  record 
relative  to  milk  production  and  sales  in 
the  market  indicate  that  producer  milk 
is  still  less  than  Class  I  requirements. 
The  handler  indicated  that  he  had  been 
able  to  adjust  his  operations  so  that  the 
provision  has  caused  him  no  difficulty  in 
recent  months.  The  provision  should 
be  maintained  until  there  are  more  def- 
inite signs  that  it  is  not  accomplishing 
its  purpose. 

5.  Definition  of  "milk"  and  "milk 
drinks."  The  terms  "milk"  and  "milk 
drinks"  should  be  defined  In  the  order 
and  these  terms  should  be  used  In  the 
order  according  to  their  definitions.  The 
record  Indicates  that  heretofore  milk  has 
meant  in  some  places  in  the  order  only 
the  commodity  usually  known  as  milk 
and  at  other  times  it  has  meant  all  of  the 
products  of  milk. 

6.  Limitation  of  the  producer -handler 
exemption.  The  term  "producer-han- 
dler" has  been  used  in  the  Pall  River 
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order  to  designate  any  handler  regardless 
of  size  who  managed  a  herd  of  his  own 
as  well  as  a  milk  distribution  business, 
but   did   not   receive   milk   from   other 
farmers.    Certain  of  the  producer-han- 
dlers operating  in  the  Pall  River  market, 
although  they  purchased  no  milk  from 
producers  do  have  substantial  sales  and 
purchase  large  quantities  of  milk  from 
other  handlers.    In  order  to  effectively 
administer  this  order.  It  Is  necessary  that 
the  market  administrator  receive  regular 
reports  of  receipts  and  disposition  of  milk 
from  all  handlers  who  have  sales  in  ex- 
cess of  1.000  pounds  daily  other  than  bulk 
sales  to  other  handlers.     These  reports 
must  be  verified,  and  the  cost  of  that  ver- 
ification should  be  shared  by  the  handlers 
who  make  such  reports.    The  exemption 
of  these  larger  producer-handlers  has 
resulted  In  the  assessment  of   regular 
handlers  for  these  services  which  must 
be   performed  in   connection  with   the 
producer-handlers. 

One  handler  who  would  be  subjected 
by  this  propjosed  amendment  to  the  full 
regulation  of  the  order  objected  to  the 
proposal  at  the  hearing  and  in  a  brief 
filed  following  the  hearing.  This  han- 
dler maintained  that  there  is  no  need  to 
regulate  a  producer-handler  regardless 
of  his  size.  The  record  Indicates  that  the 
larger  producer-handlers  who  would  be 
affected  by  this  proposal  receive  substan- 
tial quantities  of  milk  from  other  han- 
dlers. The  enforcement  of  this  regula- 
tion equally  upon  all  handlers  requires 
that  the  market  administrator  receive 
regular  reports  from  these  handlers  so 
that  he  can  verify  the  sources  of  their 
supplies. 

7.  Dates  for  making  reports.  The 
dates  for  filing  reports  and  making  price 
announcements  should  be  extended  to 
provide  more  time  for  preparation  of 
these  reports  and  announcements.  The 
adoption  generally  of  the  5-day  work 
week  has  made  It  difficult  to  comply  with 
the  requirements  for  completing  the  va- 
rious reports  required.  The  extension  of 
these  dates  for  filing  reports  will  not  af- 
fect the  time  for  paying  producers. 

8.  Maintenance  of  records.  Although 
the  requirement  that  records  of  handlers 
be  available  for  verification  by  the  njar- 
ket  administrator  of  reports  filed  with 
him  indicates  the  necessity  for  maintain- 
ing such  records,  it  is  desirable  that  the 
requirement  that  records  be  maintained 
be  stated  specifically  In  the  order. 

9.  Basis  for  assessment.  Large  quan- 
tities of  milk  are  received  in  Pall  River 
from  plants  which  are  regulated  by  an- 
other Federal  order.  To  the  extent  that 
this  milk  has  been  assessed  under  an- 
other Federal  order,  the  Pall  River  as- 
sessment is  reduced.  The  cost  of  admin- 
istering the  Pall  River  order  with  respect 
to  this  milk  which  has  been  received  at 
plants  regulated  by  another  order  is  re- 
duced to  some  extent.  However,  the 
saving  of  expense  by  the  Pall  River  mar- 
ket administrator  on  this  particular  milk 
is  not  directly  related  to  the  amount  of 
assessment  under  the  other  order.  For 
example,  milk  received  In  December  1948 
from  plants  regulated  by  the  Boston  or- 
d^was  assessed  in  Pall  River  at  the  rate 
of  2V2  cents  per  hundredweight.  Milk 
received  In  January  1949  from  plants 
regulated  by  the  Boston  order  was  as- 


sessed xmder  the  Pall  River  order  only  2 
cents  per  hundredweight.  There  was  no 
reduction  from  Etecember  to  January  In 
the  expense  which  the  Pall  River  ad- 
ministrator had  to  Incur  on  milk  received 
from  Boston  order  plants.  The  Pall 
River  market  administrator  has  deter- 
mined that  the  cost  of  administering  the 
Pall  River  order  with  respect  to  milk  re- 
ceived from  another  Federal  order  is  3 
cents  per  hundredweight  at  the  present 
time.  The  maximum  allowance  rate 
should,  therefore,  be  established  at  3 
cents  per  hundredweight. 

10.  General,  (a)  The  proposed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 
(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amemded. 
regulates  the  handling  of  milk  In  the 
same  manner  and  is  applicable  only  to 
persons  In  the  respective  classes  of  in- 
dustrial and  commercial  activity  speci- 
fied in  the  said  tentatively  approved 
marketing  agreement  upon  which  the 
hearings  have  been  held;  and 

(c-^  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8  (e)  of  the  act  are  not  reason- 
able in  view  of  the  price  of  feed,  avail- 
able supplies  of  feed,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  are  such  as  will  reflect 
the  aforesaid  factors.  Insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  Interest. 

Rulings  on  proposed  findings  and  con- 
clusions. The  proposed  findings  and 
conclusions  contained  in  the  briefs  filed 
following  the  hearing  were  carefully 
considered,  along  with  the  evidence  of 
the  record.  In  making  the  findings  and 
reaching  the  conclusions  hereinbefore 
set  forth.  To  the  extent  that  such  pro- 
posed findings  and  conclusions  are  in- 
consistent with  the  findings  and  conclu- 
sions contained  herein,  the  requests  to 
make  such  findings  and  to  reach  such 
conclusions  are  denied  on  the  basis  of 
the  facts  found  and  stated  in  connection 
with  the  conclusions  hereinbefore  set 
forth. 

Recommended  amendment  to  the  or- 
der. The  following  amendment  to  the 
order,  as  amended,  is  recommended  as 
the  detailed  and  appropriate  means  by 
which  the  foregoing  conclusions  may  be 
carried  out.  The  amendments  to  a  pro- 
posed marketing  agreement  are  not  re- 
peated because  they  would  be  identical 
to  the  following: 
1.  In  5947.1.  add: 

(q)  "Milk"  means  the  commodity  re- 
ceived from  a  dairy  farmer  at  a  plant  as 
cow's  milk.  The  term  also  Includes  milk 
so  received  which  later  has  its  butterfat 
content  adjusted  to  at  least  one-half  of 
1  percent  but  less  than  16  percent,  frozen 
milk,  and  reconstituted  miik. 
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(r)  "Milk  drinks"  means  flavored 
milk,  skim  milk,  fiavored  skim  milk,  cul- 
tured skim  milk,  and  buttermilk,  either 
individually  or  collectively. 

2.  Delete  S  947.1  (j)  and  substitute: 

(J)  "Producer-handler"  means  a  pro- 
ducer who  Is  also  a  handler  who  receives 
no  milk  from  producers  and  who  during 
the  delivery  period  disposes  of  no  more 
than  1,000  pounds  on  a  daily  average  of 
milk  and  milk  drinks  other  than  in  bulk 
to  another  handler  or  producer-han- 
dler: Provided,  That  such  handler  shall 
furnish  to  the  market  administrator  for 
his  verification,  subject  to  review  by  the 
Secretary,  evidence  that  the  mainte- 
nance, care,  and  management  of  the 
dairy  animals  and  other  resources  nec- 
essary for  the  production  of  milk  in  his 
name  are  and  continue  to  be  the  per- 
sonal enterprise  of  and  at  the  personal 
risk  of  such  producer  and  the  process- 
ing, packaging,  and  distribution  of  the 
milk  are  and  continue  to  be  the  personal 
enterprise  of  and  at  the  personal  risk  of 
such  producer  in  his  capacity  as  a  han- 
dler. 

3.  In  :  947.1,  delete  paragraph  (m)  and 
substitute: 

(m)  "CXher  source  milk"  means  all 
milk  and  milk  products  received  by  a 
handler  which  is  not  producer  milk,  milk 
delivered  by  dairy  farmers  designated  for 
other  markets,  or  milk  and  milk  drinks 
from  a  Federal  order  plant. 

4.  Delete  5  947.3  (a)  (1),  (2).  (3),  and 
(4)  and  substitute  therefor: 

(a)  Submission  of  reports.  Each  han- 
dler shall  report  to  the  market  adminis- 
trator in  the  form  and  detail  prescribed 
by  the  market  administrator,  as  fol- 
lows: 

a)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
ceipts of  milk  and  milk  products  at  each 
plant  from  producers,  from  other  han- 
dlers, from  such  handlers  own  produc- 
tion, from  any  other  sources  during  the 
delivery  period,  and  inventories  on  hand 
at  the  beginning  and  end  of  each  such 
delivery  period; 

(2)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
spective quantities  of  milk  and  milk 
products  which  were  sold,  distributed,  or 
disposed  of.  including  sales  or  deliveries 
to  other  handlers  during  the  delivery  pe- 
riod, for  the  several  purposes  and  clas- 
sifications as  set  forth  In  ?  947.5; 

(3)  On  or  before  the  20th  day  of  each 
delivery  period  each  handler  shall  re- 
port to  the  market  administrator  the  re- 
ceipts of  milk  from  producers  received 
during  the  first  15  days  of  such  delivery 
period  showing  for  each  producer: 

(1)  The  daily  and  total  receipts  of 
milk; 

(il)  The  average  butterfat  test  there- 
of; and 

ail)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously  re- 
ported. 

(4)  On  or  before  the  8th  day  after  the 
end  of  each  delivery  period  each  handler 
shall  report  to  the  market  administrator 
his  receipts  of  milk  from  producers  re- 
ceived during  the  period  from  the  16th 
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through  the  last  day  of  the  delivery  pe- 
riod showing  for  each  producer: 

(I)  The  dally  and  total  receipts  of 
milk; 

(II)  The  average  butterfat  test  thereof; 

and 

(III)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
information  has  not  been  previously  re- 
ported. 

(5)  On  or  before  the  25th  day  after 
the  end  of  each  delivery  period  each 
handler  shall  submit  to  the  market  ad- 
ministrator his  producer  records  for  such 
delivery  period  which  shall  show  for  each 
producer : 

(I)  The  total  pounds  of  milk  delivered 
and  the  average  butterfat  test  thereof; 
and 

(II)  The  net  amount  of  such  handler's 
payments  to  each  producer  and  each  co- 
operative association  made  pursuant  to 
5  947.8  together  with  the  prices,  deduc- 
tions and  charges  involved.  i 

5.  In  §947.3  fa),  renumber  subpara- 
graphs (5),  <6».  and  (7)  as  '6).  <7), 
and  (8> ;  in  subparagraph  (7)  as  renum- 
bered change  the  reference  to  subpara- 
graph "(5)"  to  read  subparagraph  "«6r', 
and  in  subparagraph  (8)  as  renumbered 
delete  the  term  "7th"  and  substitute 
"8th." 

6.  In  J  947.7  (c^  delete  the  term  "11th" 
and  substitute  "12th." 

7.  In  §  947.9  (a>  delete  the  term  "15th" 
and  substitute  the  term  "17th." 

8.  In  §  947.9  <bv  after  the  words  "and 
pay  an  equivalent  amount"  insert  the 
words  "on  or  before  the  20th  day  after 
the  end  of  the  delivery  period." 

9.  In  5  947.3,  add: 

(d>  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and 
summary  records  showing  all  receipts, 
movements  and  disposition  of  milk  and 
milk  products  during  the  delivery  period 
and  the  quantities  of  milk  and  milk  prod- 
ucts on  hand  at  the  end  of  the  delivery 
F>eriod. 

10.  Delete   5  947.5    (a)    and    (b)    and 

substitute: 

(a)  Responsibility  of  handlers.  In 
establishing  the  classification  of  milk 
and  milk  products  received  by  a  handler 
the  burden  rests  upon  the  handler  who 
received  milk  from  producers  to  account 
for  all  milk  and  milk  products  received 
at  each  plant  at  which  milk  is  received 
from  producers,  and  to  prove  that  such 
milk  and  milk  products  should  not  be 
classified  as  Class  I.  The  burden  rests 
upon  the  handler  who  distributes  milk 
and  milk  drinks  in  the  marketing  area  to 
establish  the  source  of  all  milk  and  milk 
products  received. 

(b)  Classes  of  utilization.  The  cla.sses 
of  utilization  of  milk  and  milk  products 
shall  be  as  follows  subject  to  paragraphs 
(c)  and  (d)  of  this  section: 

( 1 )  Class  I  milk  shall  be  all  milk  and 
milk  products  the  utilization  of  which  is 
not  estabhshed  as  Class  II  milk. 

(2)  Class  II  milk  shall  be  all  milk 
and  milk  products  the  utilization  of 
which  is  accounted  for  as: 

(1)  Sold,  distributed,  or  disposed  of 
other  than  as  milk  which  contains  one- 
half  of  1  percent  or  more  but  less  than 
16  percent  of  butterfat,  and  other  than 
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as  chocolate  or  flavored  whole  or  skim 
milk,  buttermilk,  or  cultured  skim  milk, 
for  human  consumption;  and 

(ii)  Actual  plant  shrinkage  not  in  ex- 
cess of  2  percent  of  milk  and  milk  drinks 
received  from  all  sources  including  the 
handler's  own  production  but  not  includ- 
ing receipts  from  other  handlers  who  re- 
ceive milk  from  producers  or  milk  and 
milk  products  received  completely  proc- 
essed and  packaged  from  a  Federal  order 
plant. 

11.  Revise  the  title  of  §  947.5  (c)  to 
read  as  follows: 

(c)  "Transfers  of  milk  and  milk  drinks 
from  a  plant  at  which  milk  is  received 
from  producers," 

and  delete  subparagraph  (3)  under  that 
title  and  substitute: 

(3)  Transfers  to  a  plant,  other  than 
a  handler's  plant  or  a  Federal  order 
plant,  shall  be  Class  I  not  to  exceed  the 
total  Class  I  at  such  plant  during  the 
delivery  period. 

12.  Delete  §  947.5  <d)  through  sub- 
paragraph (6»   and  substitute: 

(d)  Clasification  of  milk  and  milk 
products  received  at  plants  at  which  milk 
is  received  from  producers.  For  each 
delivery  period  each  handler  shall  re- 
port the  classification  of  milk  and  milk 
products  which  were  received  at  plants 
at  which  milk  is  received  from  producers 
by  making  computations  In  the  order 
indicated  as  follows: 

(1)  Determine  the  pounds  of  milk  and 
milk  products  received  at  all  plants  of 
the  handler  at  which  milk  is  received 
from  producers: 

(i»  From  producers,  including  own 
production, 

(ID  Prom  dairy  farmers  designated 
for  other  markets, 

(III)  In  the  form  of  milk  products  re- 
ceived completely  processed  and  pack- 
aged from  a  Federal  order  plant, 

(Iv)  In  the  form  of  bulk  milk  and  milk 
drinks  received  from  another  Federal 
order  plant, 

(V)  From  other  handlers  who  receive 
milk  from  producers,  and 

(vi)  From  other  sources,  and  the  total. 

(2 1  Determine  the  total  pounds  of 
milk  and  milk  products  utilized  in  Class 
II  products  including  allowable  plant 
shrinkage  as  provided  in  paragraph  <b) 
<2)   ai>  of  this  section. 

(3)  Prorate  allowable  plant  shrinkape 
classified  as  Class  II  to  receipts  from 
producers,  from  dairy  farmers  designated 
for  other  markets,  bulk  receipts  of  milk 
and  milk  drinks  from  other  Federal  or- 
der plants,  and  milk  and  milk  drinks 
from  other  source  milk,  and  deduct  such 
plant  shrinkage  from  total  Class  II  com- 
puted pursuant  to  subparagraph  (2)  of 
this  paragraph. 

(4)  Clas.slfy  remaining  other  source 
milk  and  milk  products  as  Class  n  in  an 
amount  no  greater  than  the  amount  of 
the  Class  n  remaining. 

(5)  Prom  the  remaining  pounds  in 
each  class  deduct: 

(I)  The  quantity  of  milk  and  milk 
products  received  from  other  handlers 
who  receive  milk  from  producers  which 
is  classified  according  to  paragraph  (c) 
(2)  of  this  section,  and 
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(II)  Milk  and  milk  products  received 
completely  processed  and  packaged  from 
a  Federal  order  plant  classified  accord- 
ing to  the  actual  use  established. 

(6)  Prorate  remainini;  Class  II  to  re- 
ceipts of  milk  and  milk  drinks  from 
producers,  from  dairy  farmers  desig- 
nated for  other  markets  and  bulk  re- 
ceipts from  Federal  erder  plant§: 
Provided,  That  receipts  from  producers 
classified  as  Class  11  inclusive  of  plant 
shrinkage  shall  not  exceed  5  percent  of 
the  total  quantity  received  from 
producers. 

13.  Delete  §947.6  (b)  and  substitute: 

(b)  Class  II  prices.  (V  Each  handler 
shall  pay  producers  or  cooperative  asso- 
ciations for  their  milk  In  the  manner  set 
forth  in  §  947.8  and  subject  to  subpara- 
graph (2)  of  this  paragraph  not  less 
than  the  price  per  hundredweight,  for 
milk  containing  3.7  percent  butterfat. 
calculated  for  each  delivery  period  as 
follows : 

(l)  Ehvide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream  in  the  Boston 
market,  as  reported  by  the  United  States 
Department  of  Agriculture  for  the  de- 
livery period  during  which  such  milk  is 
delivered  and  multiply  the  result  by  3.7. 

(li)  Using  the  midpoint  in  any  range 
as  one  price,  compute  the  average  of  the 
prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels.  In  carlots.  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

(ill)  Add  the  results  obtained  in  sub- 
divisions (I)  and  (11)  of  this  subpara- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month. 

Month  Amount 

January  and  February 57.6 

March   and   AprU 90.5 

May  and   June 75.6 

July —  69.  5 

August  and  September 63.5 

October.   November   and   December 57.5 

(2)  For  milk  delivered  to  a  handler 
from  producers'  farms  at  a  plant  for 
which  the  railroad  freight  mileage  dis- 
tance from  the  shipping  point  for  such 
plant  to  Fall  River  in  101  miles  or  more, 
the  price  shall  be  the  amount  computed 
pursuant  to  subparagraph  (1)  of  this 
paragraph  less  the  applicable  amount  set 
forth  In  Column  B  of  the  following  table : 

Differentials  for  the  Detehminatton  of 

CLAS3  II  Zone  Prices 

A  B 

Zone  Differential 

(railroad  mile.t  {cents  per 

from  Fall  River)  hundredweigh  t ) 

O-lOO No  differential 

101-150 - a.  5 

151-200 - 3.  5 

201-230 - - - --  5.  0 

251-300 - - 8-  6 

301-350 -—  T.8 

351-400 ---  8.  5 

401  and  over 9-0 

14.  Delete  §  947.10  and  substitute: 

S  947.10  Expense  of  adyninistration — 
(a)  Payments  by  handlers.  As  his  pro- 
rata share  of  the  expense  of  adminlstra- 
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tlon  hereof,  each  handler  not  a  producer- 
handler  shall,  on  or  before  the  17th  day 
after  the  end  of  each  delivery  period,  pay 
to  the  market  administrator  5  cents  per 
hundredweight  or  such  lesser  amount  as 
the  Secretary  may  from  time  to  time  pre- 
scribe with  respect  to  all  milk  and  milk 
drinks  received  during  such  delivery 
period  at  a  plant  or  plants  described  In 
subparagraphs  ( 1 )  and  ( 2 »  of  this  para- 
graph except  milk  and  milk  drinks  re- 
ceived from  other  plants  of  the  type  de- 
scribed in  subparagraphs  (1)  and  (2)  of 
this  paragraph:  Provided.  That  such 
handler,  which  Is  a  cooperative  associa- 
tion, shall  pay  such  pro  rata  share  of  ex- 
penses of  administration  on  such  milk 
which  It  causes  to  be  delivered  by  mem- 
ber producers  to  a  handler's  plant  for  the 
marketing  area  and  for  which  milk  such 
cooperative  a.ssociatlon  collects  payment. 
And  provided  further,  That  the  rate  of 
payment  shall  be  3  cents  per  hundred- 
weight or  such  lesser  amount  as  the  Sec- 
retary may  from  time  to  time  prescribe 
with  respect  to  milk  and  milk  drinks  as- 
sessed for  the  cost  of  administration  of 
another  Federal  order: 

(1>  A  plant  at  which  milk  Is  received 
from  producers. 

(2)  A  plant  from  which  Class  I  milk 
Is  disposed  of  In  the  marketing  area  to 
persons  other  than  handlers. 

Issued  at  Washington.  D.  C,  this  21st 
day  of  February  1949. 

[seal]  S.  R.  Newell. 

Acting  As.<<istant  Administrator, 
Production  and  Marketing 
Administration. 

(P.    R.    Doc.    49-1449;    Filed,    Feb.    24.    1949; 
8:56   a.   m.] 
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(Docket  No.  AO  201] 
Handling  of  Dried  Pritnes  in  California 

NOTICE  OF  hearing  WITH  RESPECT  TO  PRO- 
POSED MARKETING  AGREEMENT  AND 
ORDER 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  601  et  seq.) . 
and  In  accordance  with  the  apphcable 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders  (7  CFR.  Supps..  900.1  et 
seq.;  13  F.  R.  8585) .  notice  Is  hereby  given 
of  a  public  hearing  to  be  held  with  re- 
spect to  a  proposed  marketing  agreement 
and  a  proposed  marketing  order  regu- 
lating the  handling  of  dried  prunes  pro- 
duced In  the  State  of  California.  Such 
hearing  will  be  held  In  the  San  Francisco 
Room.  First  Floor.  Native  Sons  Building. 
414  Ma.<;on  Street,  San  Francisco.  Cali- 
fornia, beginning  at  9:30  a.  m..  P.  s.  t.. 
March  14.  1949,  and  in  Room  63,  Federal 
OfiBce  Building.  Civic  Center.  Fulton  and 
Leavenworth  Streets,  San  Francisco.  Cal- 
ifornia, beginning  at  9:30  a.  m..  P.  s.  t., 
March  16.  1949.  The  proposed  market- 
ing agreement  and  order  have  not  re- 
ceived the  approval  of  the  Secretary  of 
Agriculture. 

This  public  hearing  will  be  held  for 
the  purpose  of  receiving  evidence  with 


respect  to  the  economic  and  marketing 
conditions  relating  to  the  provisions  of 
the  proposed  /narketlng  agreement  and 
order  which  is  hereinafter  set  forth  and 
any  appropriate  modifications  thereof. 
The  Prune  Program  Committee  under 
the  Marketing  Program  for  Prunes,  as 
amended,  established  under  the  provi- 
sions of  the  Agricultural  Producers  Mar- 
keting Act  of  the  State  of  California,  has 
proposed  the  following  marketing  agree- 
ment and  order  regulating  the  handling 
of  dried  prunes  produced  in  the  State  of 
California  and  has  requested  a  hearing 
thereon  (the  provisions  identified  with 
an  asterisk  (•)  apply  only  to  the  mar- 
keting agreement  and  not  to  the  proposed 
marketing  order) : 

8  993  1  Definitions.  As  used  herein, 
the  following  terms  have  the  following 
meanings : 

(a>  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  other  officer  or  employee  of  the 
United  States  Department  of  Agricul- 
ture who  Is.  or  who  may  hereafter  be. 
authorized  to  exercise  the  powers  and  to 
perform  the  duties  of  the  Secretary  un- 
der the  act. 

(b)  "Act"  means  Public  Act  No.  10. 
73d  Congress,  as  amended  and  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as  amend- 
ed (7  U.S.  C.  601  etseq.). 

(c)  "Person"  means  an  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(d)  "Prunes"  means  and  Includes  all 
sun-dried  or  artificially  dehydrated 
plums,  of  any  type  or  variety,  grown  In 
the  State  of  California,  except  sulphur- 
bleached  prunes  which  are  produced 
from  yellow  varieties  of  plums  and  are 
commonly  known  as  silver  prunes,  except 
as  used  In  §  993.5  (d>. 

(e)  "Natural  condition  prunes  '  means 
prunes  which  have  not  been  processed. 

(f)  "Processed  prunes"  means  prunes 
which  have  been  cleaned,  or  treated  with 
water  or  steam,  or  placed  In  any  con- 
tainer suitable  or  usable  for  marketing. 

(g)  "Standard  prunes"  means  natural 
condition  prunes  meeting  grade  and  size 
standards  prescribed  pursuant  to  §  993.4. 

(h)  "Standard  processed  prunes" 
means  processed  prunes  meeting  grade 
and  size  standards  prescribed  pursuant 
to  S  993.4. 

(I)  "Substandard  prunes"  means  any 
lot  of  processed  or  natural  condition 
prunes  which  fall  to  meet  the  applicable 
grade  and  size  standards  prescribed  pur- 
suant to  §  993.4. 

(j)  "Handler"  means  any  person  who 
handles  prunes. 

(k)  "Handle"  means  to  receive,  proc- 
ess, pack,  sell,  consign,  trar.sport.  or 
ship  or  In  any  other  way  to  place  prunes 
In  the  current  of  commerce  (except  as 
a  carrier  of  prunes  owned  by  another 
person).  This  term  shall  not  include 
the  receiving  of  prunes  within  the  State 
of  California  by  a  producer  from  another 
producer,  and  shall  not  Include  buying, 
selling,  receiving  or  otherwise  dealing 
with  prunes  which  have  already  been 
handled  within  the  meaning  of  this  defl- 
nltlon. 

(1)  "Cooperative  handler"  mean.s  any 
handler  which  is  a  cooperative  market- 
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Ing  association  of  producers  organized 
under  the  Agricultural  Code  of  California 
and  engaged  In  the  handling  of  prunes. 
(m>  "Producer"  means  any  person 
engaged  In  growing  plums  for  drying  or 
dehydrating  or  In  the  business  of  pro- 
ducing or  causing  to  be  produced,  prunes 
for  marketing,  and  the  term  shall  include 
dehydrators  and  dry-yard  operators. 

(n)  "Ton"  means  a  short  ton  of  2.000 
pounds. 

(o)  "Grade"  means  the  cla.«;sificatlon 
of  prunes  for  quality  and  condition  ac- 
cording to  the  grading  specifications  es- 
tablished pursuant  to  the  provisions 
hereof. 

(p)  "Size"  means  the  numt)er  oi 
prunes  contained  In  a  pound  or  the  clas- 
sification of  prunes  Into  their  various 
count  groups  in  accordance  with  the 
usual  practice  of  the  Industry. 

(q)  "Crop  year"  means  the  12  month 
period  beginning  August  1  of  any  year 
and  ending  July  31  of  the  following  year, 
except  that  the  first  crop  year  hereunder 
shall  begin  on  the  effective  date  hereof 
and  terminate  on  July  31  of  the  follow- 
ing year.  ^.  ♦  , 
(1)  "Domestic"  means  the  continental 
United  States.  Alaska.  Canal  Zone.  Ha- 
waii. Puerto  Rico,  Virgin  Islands,  and 
Canada. 

<s)  "Proper  storage"  means  storage  of 
such  character  as  will  maintain  prunes  In 
the  same  condition  as  when  received  ex- 
cept for  normal  and  natural  deteriora- 
tion or  shrinkage. 

§  993.2  Prune  Administrative  Commit- 
tee  (a)  Establishment.  A  Prune  Ad- 
ministrative Committee  (hereinafter  re- 
ferred to  as  the  committee),  consisting 
of  21  members,  with  an  alternate  member 
for  each  such  member.  Is  hereby  estab- 
lished to  administer  the  terms  and  pro- 
visions hereof.  (4  whom,  with  their  re- 
spective alternates.  14  shall  represent 
producers  and  seven  shall  represent  han- 
dlers. 

(b)    Designation  of  initial   members 
and   alternates.     The   initial   producer 
members  of  the  committee,  and  their 
respective  alternates,  shall  be  the  same 
as  the  members,   and  their   resp>ective 
alternates,  of  the  Prune  Program  Com- 
mittee  under   the   Marketing   Program 
for    Prunes,    as    amended,    established 
under  the  provisions  of  the  Agricultural 
Producers  Marketing  Act  of  the  State 
of  California,  who  are  serving  in  such 
capacities  at  the  effective  time  hereof. 
The  Initial  handler  members  of  the  com- 
m.lttee.  and  their  respective  alternates, 
shall  be  the  members,  and  their  respec- 
tive alternates,  of  the  Dried  Prune  Ad- 
visory Board  under  the  Marketing  Order 
for  California  Dried  Prunes,  as  amended, 
established  under  the  provisions  of  the 
California  Marketing  Act  of  1937,  who 
are  serving  in  such  capacities  at  the  ef- 
fective time  hereof.    Such  initial  mem- 
bers and  alternate  members  shall  serve 
until  May  31,  1950,  and  any  further  time 
which  may  be  required  for  the  selection 
and  qualification  of  their  respective  suc- 
cessors.    In  the  event  that  a  vacancy 
should  occur  during  the  term  of  office  of 
the  Initial  members  and  their  respective 
alternates,  such  vacancy  shall  be  filled  by 
appointment  by  the  Secretary,  but  from 
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the  same  category  (producer  or  handler) 
within  which  the  vacancy  occurs. 

(c)  Nomination  and  selection  of  suc- 
cessor   members    and    alternates — (1) 
General.   The  term  of  office  of  successors 
to  Initial  members,  and  their  respective 
alternates,  shall  be  two  years,  ending  on 
May  31.  and  any  further  time  which 
may  be  required  for  the  selection  and 
qualification  of  their  respective  success- 
ors.   Selection  of  successor  members  of 
the  committee,  and  their  respective  al- 
ternates, shall  be  made  by  the  Secretary, 
for  the  producer  and  handler  groups, 
from  the  nominations  submitted  for  that 
purpose  by  the  respective  groups,  and  or 
from  among  other  qualified  persons,  in 
the  discretion  of  the  Secretary,  but  such 
selections  shall  be  made  by  the  Secre- 
tary from  the  classes  within  each  group 
and  In  the  proportions  set  forth  In  sub- 
paragraphs (2>   and   (3>   of  this  para- 
graph.   Each  producer  member  and  al- 
ternate member  of  the  committee  shall 
be  a  person  who  grows  plums  for  the 
production    of    prunes    In    the    district 
which  ,he  repre.sents.  and.  if  such  person 
also  handled  prunes  during  the   crop 
year    immediately    preceding    that    for 
which  he  is  selected,  he  must  have  grown 
for  production  at  least  51  percent  of  the 
prunes  so  handled  by  him  during  such 
preceding    crop    year.    Each    handler 
member  and  alternate  member  of  the 
committee  shall  be  either  a  handler  of 
prunes  or  an  employee  or  agent  of   a 
handler  of  prunes  actually  engaged  In 
the  handling  of  prunes  while  he  Is  such 
member  or  alternate  member. 

(2)  Producer  nominees — d)  Independ- 
ent producers.    One  nominee  for  mem- 
bership on  the  committee  shall  be  nomi- 
nated by  majority  vote  In  elections  In 
which  only  producers  who  are  not  mem- 
bers of  a  cooperative  marketing  associa- 
tion shall  participate  in  each  of  the  seven 
districts  In  the  State  of  California  which 
are  hereinafter  described.    The  commit- 
tee shall  cause  .such  elections  to  be  held 
in  each  district  in  each  election  year  not 
later  than  March  31.    At  such  election, 
each  such  producer  shall  be  entitled  to 
cast  only  one  vote  for  each  nominee  and 
for  each  alternate  nominee   and   each 
such  producer  shall  be  permitted  to  vote 
only  In  a  di.strict  In  which  he  is  engaged 
In  the  production  of  prunes.     No  pro- 
ducer shall  vote  In  more  than  one  dis- 
trict.     In    case    a    producer    produces 
prunes  In  more  than  one  district,  he  shall 
elect  by  written  notification  to  the  com- 
mittee In  which  of  such  districts  he  will 
cast  his  vote  for  such  nominees.     The 
seven   districts  which   are   referred   to 
herein  are  described  as  follows: 

District  No.  1.  The  counties  of  Siskiyou. 
Modoc.  Shasta.  Trinity.  Lassen.  Plumas. 
Sierra,  Tehama,  Glenn,  Butte,  Colusa.  Sutter, 
Yuba,  Nevada  and  Placer. 

District  No.  2.  The  counties  of  Napa,  Yolo, 
Solano. 

District  No.  3.  The  counties  of  Mendocino, 
Lake,  Sonoma,  Marin,  Del  Norte  and  Hum- 
boldt. 

District  No.  4.  The  counties  of  San  Fran- 
cisco, San  Mateo,  and  Santa  Cruz,  and  all 
that  portion  of  the  territory  In  Santa  Clara 
County  north  and  west  of  a  line  described 
as  follows:  beginning  at  the  Intersection  of 
First  Street  in  Alvlso  and  San  Francisco 
Bay,  thence  south  via  First  Street  to  Ban 
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Carlos  Street,  west  to  Meridian  Road,  south 
on  the  Meridian  Road  to  Dry  Creek  Road. 
west  on  Dry  Creek  Road  to  San  Jose-Loa 
Gatos  Highway,  southwesterly  on  the  high- 
way to  Union  Avenue  (also  known  as  Ware 
Avenue)  and  south  on  Union  Avenue  (or 
Ware  Avenue)  along  a  line  continuing  to 
the  Santa  Cruz  County  line. 

District  No.  5.  All  of  Alameda  County,  and 
that  part  of  Santa  Clara  County  east  and 
south  of  District  No.  4.  extending  in  a  south- 
erly direction  to  a  straight  line  extendUig 
from  along  the  main  portion  of  the  Cochran 
Road,  northeasterly  to  the  Stanislaus  County 
line  and  southwesterly  to  the  Santa  Cruz 
County  line. 

District  No.  6.  The  counties  of  San  Benito, 
Monterey  and  San  Luis  Obispo,  and  all  of 
that  portion  of  Santa  Clara  County  south  of 
District  No.  5. 

District  No.  7.  All  the  counties  In  the 
State  of  Calliornla  not  Included  In  District 
No.  1  to  No.  6,  inclusive. 

(li)  Cooperative  producers.     Prior  to 
March  1  of  each  election  year,  the  com- 
mittee shall  report  to  the  Secretary  the 
total  tonnage  handled  by  all  handlers 
and  the  total  tonnage  handled  by  co- 
operative marketing  associations  during 
the  preceding  crop  year.    Prior  to  March 
15  of  each  election  year,  the  Secretary 
shall  determine  and  announce  the  num- 
ber of  producer  nominees  and  their  al- 
ternates which  shall  be  nominated  by 
cooperative  marketing  associations  han- 
dling prunes  on  behalf  of  their  members. 
Such  number  of  nominees  shall  bear,  as 
far  as  practicable,  the  same  percentage 
compared  to   the  total  of   14  producer 
members  as  the  prune  tonnage  handled 
by   cooperative   marketing   associations 
bears  to  the  total  prune  tonnage  han- 
dled  during   the   preceding   crop   year. 
Prior  to  March  31  of  each  election  year, 
the  cooperative  marketing  associations 
handling  prunes  shall  nominate  to  the 
Secretary  on  behalf  of  their  members, 
such  number  of  producer  nominees  and 
their  respective  alternates.* 

(ill)  Producers-at-large.  The  num- 
ber of  nominees  and  their  respective  al- 
ternates then  required  to  make  up  the 
total  of  14  producer  nominees  and  their 
alternates  shall  be  nominated  to  the  Sec- 
retary by  the  seven  Independent  producer 
nominees  nominated  for  the  particular 
election  year,  pursuant  to  the  provisions 
of  this  section.  Such  nominations  shall 
be  made  prior  to  April  15  and  shall  be 
by  majority  vote. 

(3)  Handler  nominees.  Prior  to 
March  15  of  each  election  year,  the  Sec- 
retary shall  determine  and  announce  the 
number  of  handler  nominees  and  their 
alternates  which  shall  be  nominated  by 
cooperative  marketing  associations  han- 
dling prunes,  on  the  same  basis  as  his  de- 
termination of  the  number  of  coopera- 
tive producer  nominees,  as  set  forth  in 
subparagraph  (2)  (ID  of  this  paragraph. 
Prior  to  March  31  of  each  election  year, 
the  cooperative  marketing  associations 
handling  prunes  shall  nominate  to  the 
Secretary  such  number  of  handler  nomi- 
nees and  their  respective  alternates. 
Prior  to  March  31.  at  a  meeting  called  for 
that  purpose  by  the  committee,  the  num- 
ber of  handler  nominees  required  to  make 
up  the  total  of  seven  and  their  respective 
alternates  shall  be  nominated  to  the 
Secretary  by  the  handlers  who  are  not 
cooperative  marketing  associations,  on 
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the  basis  of  a  majority  vote  of  all  such 
handlers  present  and  participating  In  the 
voting,  and  on  the  further  basis  of  one 
vote  for  each  handler. 

(d)  Alternates.  An  alternate  for  a 
member  of  the  committee  shall  act  in  the 
place  and  stead  of  such  member  <  1 )  dvu-- 
Ing  his  absence,  and  (2)  in  the  event  of 
his  removal,  resignation,  disqualification, 
or  death,  until  a  successor  for  such  mem- 
ber's unexpired  term  has  been  selected 
and  has  qualified. 

(e)  Failure  to  nominate.  In  the 
event  nominations  for  any  positions  on 
the  committee  are  not  received  within  the 
prescribed  periods,  the  Secretary  may  se- 
lect such  members  or  their  alternates, 
without  regard  to  nominations,  but  each 
such  selection  shall  be  on  the  bases  pre- 
scribed herein. 

(f)  Acceptance.  Each  person  selected 
as  a  member  or  alternate  member  of  the 
committee  shall,  prior  to  serving  on  the 
committee,  qualify  by  filing  with  the  Sec- 
retary a  written  acceptance  within  15 
days  after  receiving  notice  of  his  selec- 
tion. 

(g)  Vacancies.  Except  in  the  case  of 
Initial  members  and  alternates,  in  the 
event  of  any  vacancy  occasioned  by  the 
failure  of  any  person  selected  as  a  mem- 
ber or  alternate  member  of  the  commit- 
tee to  qualify,  or,  by  the  removal,  resig- 
nation, disqualificatiofi.  or  death  of  any 
member  or  alternate  member,  a  successor 
for  such  person's  unexpired  term  shall  be 
nominated  and  selected  in  the  manner 
provided  in  this  section,  insofaf  as  ap- 
plicable. 

(h)  Voting  procedure.  Except  as  spe- 
cifically otherwise  provided  in  this  para- 
graph, all  decisions  of  the  committee 
shall  be  by  majority  vote  of  the  members 
present  and  voting  and  a  quorum  must 
be  present.  A  quorum  shall  consist  of 
at  least  11  members  of  which  at  least 
eight  must  b*e  producers.  Except  in  case 
of  emergency,  a  minimum  of  five  days 
advance  notice  must  be  given  with  re- 
spect to  any  meeting  of  the  committee. 
In  case  of  an  emergency,  to  be  deter- 
mined within  the  discretion  of  the  chair- 
•  man  of  the  committee,  as  much  advance 
notice  of  a  meeting  as  is  practicable  in 
the  circumstances  shall  be  given.  The 
conmiittee  may  vote  by  mail  or  telegram 
upon  due  notice  to  all  members,  but  when 
any  proposition  is  submitted  for  voting 
by  such  method,  one  dissenting  vote  shall 
prevent  its  adoption  until  submitted  to  a 
meeting  of  the  committee.  Any  recom- 
mendation submitted  to  the  Secretary  by 
the  committee,  pursuant  to  the  require- 
ments of  §5  993  3.  993  4  or  993.5.  shall  be 
on  the  basis  of  an  affirmative  vote  by  at 
least  16  members. 

(i>  Co7npensation  and  e.tpen.ses.  The 
members  of  the  committee,  and  their 
alternates  when  acting  as  members,  shall 
receive  $10  00  per  day  for  each  day  de- 
voted to  performing  their  duties  here- 
under, plus  their  reasonable  necessary 
expenses. 

( j )  Poivers.  The  committee  shall  have 
the  following  powers : 

( 1)  To  administer  the  terms  and  pro- 
visions hereof: 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions  here- 
of; 
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(3)  To  receive.  Investigate  and  report 
to  the  Secretary  complaints  of  violations 
hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

-  (k)  Duties.   The  committee  shall  have, 
among  others,  the  following  duties : 

(1)  To  keep  minutes,  books,  and  other 
records  which  will  clearly  reflect  all  of  its 
acts  and  transactions,  such  minutes, 
books,  and  other  records  to  be  subject  to 
examination  by  the  Secretary  at  any 
time; 

(2)  To  make,  subject  to  the  approval 
of  the  Secretary,  scientific  and  other 
studies,  and  assemble  data  on  the  pro- 
ducing, handling,  shipping  and  market- 
ing conditions  relative  to  prunes  which 
are  necessary  in  connection  with  the  per- 
formance of  its  ofBcial  duties; 

(3)  To  select,  from  among  its  mem- 
bers, a  chairman  and  other  appropriate 
officers,  and  to  adopt  such  rules  and  reg- 
ulations for  the  conduct  of  the  business 
of  the  committee  as  It  may  deem  ad- 
visable; 

(4)  To  employ  such  other  persons  as 
it  may  deem  necessary,  and  to  determine 
the  salaries  and  define  the  duties  of  such 
persons ; 

(5)  To  submit  to  the  Secretary  not 
later  than  June  20,  a  budget  of  its  antici- 
pated expenditures  and  the  recommend- 
ed rate  of  assessment  for  the  ensuing 
crop  year  and  the  supporting  data:  Pro- 
vided, That,  with  respect  to  the  first 
crop  year  hereunder,  such  budget,  rec- 
ommended rate  of  assessment,  and  sup- 
porting data  shall  be  submitted  to  the 
Secretary  not  later  than  June  20,  1949.  or 
15  calendar  days  after  the  effective  date 
hereof,  whichever  is  later. 

(6)  To  submit  to  the  Secretary  such 
available  Information  with  respect  to 
prunes  as  the  committee  may  deem  ap- 
propriate, or  as  the  Secretary  may  re- 
quest ; 

(7)  To  prepare  and  submit  to  the 
Secretary  monthly  statements  of  the 
financial  operations  of  the  committee, 
exclusive  of  surplus  tonnage  operations, 
and  to  make  such  statements,  together 
with  the  minutes  of  the  meetings  of  said 
committee,  available  for  inspection  by 
producers  and  handlers  at  the  offices  of 
the  committee; 

(8)  To  prepare  and  submit  to  the  Sec- 
retary annually,  as  soon  as  practicable 
after  the  end  of  each  crop  year  and  at 
such  other  times  as  the  committee  may 
deem  appropriate  or  the  Secretary  may 
request,  a  statement  of  the  financial  op- 
erations of  the  committee  with  respect 
to  the  surplus  tonnage  for  such  crop  year 
and  to  make  such  statement  available  for 
Inspection  by  producers  and  handlers  at 
the  offices  of  the  committee; 

(9)  To  cau.se  the  books  of  the  com- 
mittee to  be  audited  by  a  certified  public 
accountant  at  least  once  each  crop  year, 
and  at  such  other  times  as  the  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  Such  report  shall  show, 
among  other  things,  the  receipt  and  ex- 
penditure of  funds.  At  least  two  copies 
of  such  audit  report  shall  be  submitted 
to  the  Secretary;  a  copy  of  each  such  re- 
port shall  be  available,  at  the  offices  of 
the  committee,  for  Inspection  by  pro- 
ducers and  handlers; 


(10)  To  give  the  Secretary  the  same 
notice  of  meetings  of  the  committee  as 
is  given  to  the  members  of  the  com- 
mittee; 

(11)  To  Investigate  compliance  with 
the  provisions  hereof  and  with  any  rules 
and  regulations  established  pursuant  to 
such  provisions;  and 

(12)  To  establish,  with  the  approval 
of  the  Secretary,  such  rules  and  pro- 
cedures relative  to  administration  as  may 
be  consistent  within  the  provisions  herein 
contained  and  as  may  be  necessary  to 
accomplish  the  purposes  of  the  act  and 
the  efficient  administration  hereof. 

§  993.3  Marketing  policy — (a>  Basis. 
Prior  to  the  l>eginnlng  of  each  crop  year, 
the  committee  shall  prepare  and  submit 
to  the  Secretary  a  report  setting  forth  its 
marketing  policy  for  the  regulation  of 
prunes  in  such  crop  year,  pursuant  to 
§§  993.4  and  or  993.5.  Such  report  shall 
Include  the  data  and  information  used 
by  the  committee  in  the  formulation  of 
such  marketing  policy.  In  developing 
such  marketing  policy,  the  committee 
shall  give  due  consideration  to  the  fol- 
lowing factors: 

(1)  The  estimated  tonnage  of  prunes 
from  preceding  crop  years  held  by  han- 
dlers, either  sold  or  unsold,  or  lx)th. 

(2)  The  estimated  tonnage  of  prunes 
from  preceding  crop  years  held  by  pro- 
ducers. 

(3)  The  estimated  production  of 
prunes  in  such  crop  year. 

(4)  An  appraisal  of  the  general  qual- 
ity and  size  of  prunes  of  the  crop  to  be 
produced  in  such  crop  year. 

(5)  The  estimated  tonnage  of  prunes 
marketed  in  recent  crop  years  segregated 
as  to  foreign  and  domestic  disposition. 

(6)  The  current  prices  being  received 
for  prunes  by  producers  and  handlers. 

(7)  The  trend  and, level  of  consumer 
income.  \ 

(8)  The  estimated  probable  market 
requirements  for  prunes  in  such  crop 
year  -segregated  as  to  domestic  and 
foreign. 

(9>  Such  other  factors  as  may  have  a 
bearing  on  the  marketing  of  prunes. 

(b)  Policy  meeting.  The  committee 
shall  hold  a  meeting  for  the  purpose  of 
formulating  and  adopting  the  marketing 
policy  for  any  crop  year  not  later  than 
June  15  preceding  the  beginning  of  such 
crop  year:  Provided.  That,  with  respect 
to  the  first  crop  year  hereunder,  the  com- 
mittee shall  hold  a  meeting  for  such  pur- 
pose hot  later  than  June  15.  1949,  or  10 
calendar  days  after  the  effective  date 
hereof,  whichever  is  later. 

(c)  Time  of  submission.  The  market- 
ing policy  report  for  any  crop  year  shall 
be  submitted  to  the  Secretary  not  later 
than  June  20  preceding  the  beginning 
of  such  crop  year:  Provided,  That,  with 
respect  to  the  first  crop  year  hereunder, 
the  marketing  policy  report  shall  be  sub- 
mitted to  the  Secretary  not  later  than 
June  20,  1949,  or  15  calendar  days  after 
the  effective  date  hereof,  whichever  Is 
later. 

(d)  Modifications  or  changes.  In  the 
event  the  conunittee  subsequently  deter- 
mines that  such  marketing  policy,  other 
than  with  respect  to  the  surplus  and 
salable  percentages,  should  be  modified 
or  changed  by  reason  of  change  In  eco- 
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nomic  conditions.  It  shall  make  such 
modification  or  change  in  the  manner 
p(ovided  for  above  for  the  original  for- 
mulation of  a  marketing  policy.  Insofar 
as  applicable,  and  shall  submit  a  report 
of  such  modified  or  changed  marketing 
policy  to  the  Secretary,  along  with  the 
data  which  it  considered  in  connection 
with  the  making  of  such  modification  or 
change. 

(e)  Notice.  The  committee  shall  give 
reasonable  notice  to  producers  and  han- 
dlers of  the  contents  of  each  marketing 
policy  report  submitted  to  the  Secretary 
and  each  report  modifying  or  changing 
a  marketing  policy.  Copies  of  all  such 
reports  shall  be  maintained  in  the  offices 
of  the  committee  where  they  shall  be 
available  for  examination  by  producers 
and  handlers. 

§  993  4  Grade  and  size  regulations — 
(a)  RcceiiHng  of  natural  condition 
prunes  by  handlers — (1)  General.  In 
order  to  effectuate  the  declared  policy 
of  the  act,  no  handler  shall  receive 
prunes  from  producers  except  in  accord- 
ance with  the  terms  and  conditions  with 
respect  to  grades'  and/or  sizes  set  forth 
In  this  paragraph. 

(2)  Initial  regulation.  Effective  as  of 
the  effective  time  hereof  and  continuing 
until  such  regulations  are  superseded  by 
other  regulations  prescribed  by  the  Sec- 
retary, no  handler  shall  receive  prunes 
from  producers,  other  than  as  substand- 
ard prunes,  unless  they  meet  the  mini- 
mum standards  for  natural  condition 
prunes  as  set  forth  in  Exhibit  A,  which 
is  attached  hereto  and  made  a  part 
hereof. 

(3)  Superseding  regulation.  In  case 
the  committee  should  recommend  to  the 
Secretary  that  the  Initial  minimum 
standards  as  to  grade,  as  provided  for  in 
subparagraph  (2)  of  this  paragraph, 
should  be  superseded  by  other  minimum 
standards  as  to  grades  and  or  sizes  it 
shall  submit  its  recommendation  to  the 
Secretary,  together  with  the  data  and  in- 
formation upon  which  it  acted  in  making 
such  recommendation,  including  infor- 
mation as  to  factors  affecting  the  supply 
of,  and  demand  for,  prunes  by  grades 
and/or  sizes,  and  such  other  informa- 
tion SIS  the  Secretary  may  request.  The 
Secretary  shall  issue  such  superseding 
regulation  if  he  finds,  upon  the  basis  of 
the  recommendation  and  supporting 
data  submitted  to  him  by  the  commit- 
tee, or  from  other  pertinent  information 
available  to  him.  that  to  do  so  would  tend 
to  effectuate  the  declared  policy  of  the 
act.  Any  such  superseding  regulation, 
insofar  as  it  applies  to  grades,  shall  not 
be  below  the  applicable  minimum  stand- 
ards for  grades  of  natural  condition 
prunes  as  set  forth  in  the  aforemen- 
tioned Exhibit  A,  and  any  such  minimum 
standards  for  grades  shall  provide  a  max- 
imum tolerance  for  total  defects,  and 
may  provide  a  maximum  tolerance  for 
single  defects  or  classes  of  defects.  Any 
superseding  regulations  Issued  by  the 
Secretary  shall  subsequently  be  modified, 
suspended,  or  terminated,  in  case  he  finds 
that  the  pertinent  facts  and  circum- 
stances so  warrant,  and  the  committee,  in 
submitting  any  recommendation  therefor 
to  the  Secretary,  shall,  in  each  instance, 
submit  to  him  th6  information  and  data 
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on  the  basis  of  which  such  recommenda- 
tion Is  made.  The  committee  shall  give 
prompt  notice  to  handlers  and  producers 
of  each  recommendation  submitted  by  It 
to  the  Secretary  and  of  each  superseding 
regulation  issued  by  the  Secretary. 

(4)  Inspection.  Each  handler  shall,  at 
his  own  expense,  cause  an  inspection  to 
be  made  of  prunes  tendered  to  him  by  a 
producer.  Prior  to  accepting  any  such 
tender  of  prunes  as  prunes  meeting  the 
applicable  minimum  standards  for 
grades  and/or  sizes,  such  handlers  shall 
obtain  a  certificate  that  the  prunes  meet 
the  aforementioned  requirements  for 
sfandard  prunes  as  established  pursuant 
to  the  provisions  of  subparagraphs  (2) 
or  (3»  of  this  paragraph,  and  said  han- 
dler shall  submit  or  cause  such  certifi- 
cate to  be  submitted,  together  with  such 
other  instruments  and  records  as  the 
committee  may  require,  to  the  commit- 
tee. Such  certificate  shall  be  issued  by 
Inspectors  of  such  inspection  agency  as 
may  be  designated  by  the  committee  with 
the  approval  of  the  Secretary.  Any 
prunes  so  certified  as  meeting  the  ap- 
plicable requirements  shall  thereafter  be 
known  and  referred  to  as  standard 
prunes. 

(5)  Substandard  natural  condition 
prunes — (1)  Producer's  option  as  to  sort- 
ing. Any  natural  condition  prunes  ten- 
dered to  a  handler  by  a  producer  which 
fail  to  meet  the  applicable  minimum 
standards  as  to  grades  and/or  sizes,  may, 
at  the  producer's  option,  be  returned  to 
the  producer  for  sorting,  or,  by  agree- 
ment between  such  producer  and  han- 
dler, may  be  sorted  by  the  handler  for 
the  account  of  the  producer,  or  turned 
over  to  the  handler  unsorted  to  be  held 
by  him  for  the  account  of  the  committee. 
Any  such  natural  condition  prunes  taken 
In  by  or  turned  over  to  a  handler  shall 
thereafter  be  known  and  referred  to  as 
substandard  prunes,  and.  except  where 
otherwise  specifically  provided,  such 
prunes  shall  be  treated  the  same  as 
and  subject  to  the  same  provisions  re- 
specting surplus  prunes,  as  contained  in 
§  993.5.  Any  such  substandard  prunes, 
except  those  referred  to  In  S  993.4  (b) 
(6>,  shall  be  held  by  p  handler  separate 
and  apart  from  any  standard  prunes  held 
by  him. 

(ii)  Sorting  by  handler.  In  the  event 
the  producer  should  elect  to  arrange  with 
a  handler  for  the  sorting  of  any  sub- 
standard prunes  tendered  by  him  to  such 
handler,  the  inspection  agency  desig- 
nated to  make  insp>ections  of  prunes  shall 
issue,  at  the  handler's  expense,  a  certifi- 
cate of  appraisal  on  such  prunes  so  ten- 
dered, which  shall  show  the  percent  of 
off-grade  prunes  therein  which  are  in 
excess  of  the  tolerances  established  for 
standard  prunes.  The  equivalent  of  the 
weight  of  such  off-grade  prunes  repre- 
sented by  the  application  of  such 
percentage  to  the  total  tonnage  so  ap- 
praised and  certified,  shall  be  treated  as 
substandard  prunes  in  the  manner  pro- 
vided for  in  subdivision  (1)  of  this  sub- 
paragraph. 

(b)  Regulation  of  prunes  subsequent 
to  their  receipt  by  handlers — (1)  Gen- 
eral. In  order  to  effectuate  the  declared 
policy  of  the  act,  no  handler  shall  ship 
or  otherwise  make  final  disp>osition  of 
standard  prunes  or  standard  processed 
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prunes,  except  In  accordance  with  the 
terms  and  conditions  with  respect  to 
grades  and/or  sizes  set  forth  in  this 
paragraph. 

(2)  Initial  regulation.  Effective  as  of 
the  effective  time  hereof,  and  continuing 
until  such  regulations  are  superseded  by 
other  regulations  prescribed  by  the  Sec- 
retary, no  handler  shall  ship,  or  other- 
wise make  final  disposition  of  standard 
primes,  or  standard  processed  prunes, 
unless  they  meet  the  applicable  mini- 
mum standards  set  forth  in  the  afore- 
said Exhibit  A. 

(3)  Superseding  regulation.  In  case 
the  committee  should  recommend  to  the 
Secretary  that  the  initial  minimum 
standards  as  to  grade,  as  provided  for  in 
subparagraph  (2)  of  this  paragraph, 
should  be  superseded  by  other  minimum 
standards  as  to  grades  and/or  sizes  it 
shall  submit  Its  recommendation  to  the 
Secretary  together  with  the  data  and  in- 
formation upon  which  it  acted  in  making 
such  recommendation,  including  infor- 
mation as  to  factors  affecting  the  supply 
of,  and  demancL  for,  prunes  by  grades 
and/or  sizes,  and  such  other  information 
as  the  Secretary  may  request.  The  Sec- 
retary shall  issue  such  superseding  regu- 
lation If  he  finds,  upon  the  basis  of  the 
recommendation  and  supporting  data 
submitted  to  him  by  the  committee,  or 
from  other  pertinent  information  avail- 
able to  him,  that  to  do  so  would  tend  to 
effectuate  the  declared  policy  of  the  act. 
Any  such  superseding  regulation.  Inso- 
far as  it  applies  to  grades,  shall  not  be 
below  the  applicable  minimum  standards 
for  grades  of  standard  prunes  or  stand- 
ard processed  prunes,  as  set  forth  in  the 
aforementioned  Exhibit  A,  and  any  such 
minimum  standards  for  grades  shall  pro- 
vide a  maximum  tolerance  for  total  de- 
fects, and  may  provide  a  maximum  toler- 
ance for  single  defects  or  classes  of  de- 
fects. Any  superseding  regulation  Issued 
by  the  Secretary  may  subsequently  be 
modified,  suspended,  or  terminated  in 
case  he  finds  that  the  pertinent  facts  and 
circumstances  so  warrant;  and  the  com- 
mittee, in  submitting  any  recommenda- 
tion therefor  to  the  Secretary  shall.  In 
each  instance,  submit  to  him  the  infor- 
mation and  data  on  the  basis  of  which 
such  recommendation  is  made:  Provided, 
That,  at  all  times,  the  regulation  shall 
be  comparable  so  far  as  practicable,  to 
the  then  current  regulation  in  effect  with 
respect  to  the  receiving  of  natural  con- 
dition prunes  by  handlers  from  produc- 
ers. The  committee  shall  give  prompt 
notice  to  handlers  and  producers  of  each 
recommendation  submitted  to  it  by  the 
Secretary  and  of  each  superseding  regu- 
lation issued  by  the  Secretary. 

(4»  Inspection.  Each  handler  shall, 
at  his  own  expense,  before  shipping  or 
otherwise  making  final  disposition  of 
standard  prunes  or  standard  processed 
prunes,  cause  an  inspection  to  be  made 
of  such  prunes  to  determine  whether  they 
meet  the  then  applicable  regulation  with 
respect  to  grades  and/or  sizes,  ^d  he 
shall  not  ship  or  make  other  final  dis- 
position of  such  prunes  for  consumption 
as  prunes,  unless  they  meet  such  mini- 
mum standards.  Such  handler  shall  ob- 
tain a  certificate  that  the  prunes  meet 
the  aforementioned  minimum  standards 
and  such  handler  shall  submit  or  cause 
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the  certificate  to  be  submitted,  together 
with  such  other  Instruments  and  records 
as  the  committee  may  require,  to  the 
committee.  Such  certificate  shall  be  is- 
sued by  Inspectors  of  such  inspection 
agency  as  may  be  designated  by  the 
committee  with  the  approval  of  the  Sec- 
retary. 

«5)  Exceptions  to  restrictions.     Not- 
withstanding the  restrictions  contained 
In  subparagraphs  (2)  or  (3)  of  this  para- 
graph, any  handler  may  transfer  prunes 
from  one  plant  owned  by  him  to  another 
plant  owned  by  him  without  having  any 
inspection  made  as  provided  for  in  sub- 
paragraph (4)  of  this  paragraph.    Also, 
any  handler  may  ship  or  otherwise  dis- 
pose of  prunes  from  his  plant  to  another 
handler's  plant  without  having  an  in- 
spection made  as  provided  for  in  sub- 
paragraph <4>  of  thLs  paragraph:  Pro- 
vided, That,  a  prompt  report  of  such 
Inter-handler  transfer  is  made  by  the 
transferring  handler  to  the  committee. 
(6»  Defective     prunes     accumulated 
from   standard  prunes.     Any   defective 
prunes  which  may  be  accumulated  by  a 
handler,  by  removing  them  from  stand- 
ard prunes,  may  be  marketed  only  for 
disposition    as    animal    feed,   as   pitted 
prunes,  or  as  prune  products  in  which 
they  lose  their  form  and  character  as 
prunes,  by  conversion  prior  to  consump- 
tion, and  the  committee  shall  establish 
any  such  rules  and  regulations  as  may 
be  necessary  to  ensure  such  uses. 

5  993.5    Salable  and  surplus  tonnage 
regulations — (a)  Method    of    establish- 
ment.   After  considering  all  available  in- 
formation and  factors  used  in  formulat- 
ing the  marketing  policy,  the  committee, 
prior  to  July  15  in  any  crop  year  except 
the  first  crop  year  under  the  operation 
hereof,  and  in  the  first  crop  year,  prior 
to  July  15  or  15  calendar  days  after  the 
effective  date  hereof,  whichever  is  later, 
shall  recommend  to  the  Secretary  the  es- 
tablishment of  a  salable  percentage  and 
a  surplus  percentage  during  the  crop  year 
for  which  the  marketing  polic!'  has  been 
developed.   Whenever  the  Secretary  finds 
from  the  recommendation  and  informa- 
tion submitted  by  the  committee,  or  from 
other  available  Information,  that  to  es- 
tablish a  salable  percentage  and  surplu.s 
percentage  of  prunes  for  any  crop  year 
would  tend  to  effectuate  the  declared  pol- 
icy of  the  act.  he  shall  so  establish  such 
percentages.    The   total  of  the  salable 
and  surplus  percentages  fixed  each  crop 
year  shall  equal  100  percent.    The  sal- 
able and  surplus  percentages  fixed  for 
any  crop  year  as  provided  herein,  shall 
remain  in  full  force  and  effect  during  the 
following  crop  year  until  such  percent- 
ages are  fixed  for  the  following  crop  year. 
The  committee  shall  give  reasonable  no- 
tice to  all  handlers  and  producers  of  any 
such  percentages  made  effective  by  the 
Secretary,  including  but  not  limited  to. 
written  notice  by  registered  mall  to  all 
handlers  of  whom  the  committee  has  a 
record. 

(b>  Salable  tonnage.  The  salable  ton- 
nage of  prunes  of  a  handler  shall  be  de- 
termined by  the  application  of  the  salable 
percentage  to  the  tonnage  of  prunes  de- 
liverable to  such  handler  by  producers. 
The  handler  may  sell  su'-h  salable  ton- 
nage in  any  manner  he  deems  advisable 
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subject  to  the  applicable  requirements 
specified  In  §  993.4.  No  handler  shall 
handle  any  quantity  of  prunes  in  excess 
of  his  salable  percentage,  except  such 
prunes  as  may  be  released  from  surplus 
tonnage  as  specified  herein,  and  except 
such  prunes  as  are  covered  by  a  diver- 
sion certificate  as  herein  provided  for. 
In  no  event,  however,  shall  a  handler  be 
prevented  from  handling  salable  ton- 
nage acquired  by  him  from  another  han- 
dler who  has  received  such  tonnage  from 
producers  or  other  handlers  in  accord- 
ance with  all  the  provisions  hereof. 

(c)  Surplus  tonnage— (1)  Computa- 
tion. The  surplus  tonnage  of  prunes  of 
a  handler  shall  be  determined  by  the 
application  of  the  surplus  percentage  to 
the  tonnage  of  prunes  delivered  to  such 
handler  by  producers.  The  committee 
shall  authorize  and  permit  a  non-profit 
cooperative  agricultural  marketing  asso- 
ciation to  concentrate  the  tonnage  of  Its 
producer  members.  In  accordance  with 
the  usual  practice  of  such  association, 
before  applying  the  surplus  tonnage  pro- 
visions hereof. 

(2)  Holding  and  delii^ery.  Each  han- 
dler shall  hold  for  the  committee  In 
proper  storage,  all  surplus  tonnage  re- 
ceived by  him  until  relieved  of  such  ob- 
ligation by  the  committee.  The  com- 
mittee may.  at  any  time,  require  a  han- 
dler to  deliver  to  it.  or  to  anyone  desig- 
nated by  it.  at  such  handler's  warehouse, 
surplus  tonnage  held  by  him.  The  com- 
mittee may  require  that  such  delivery 
consist  of  natural  condition  prunes  or  it 
may  arrange  for  such  delivery  to  consist 
of  processed  prunes. 

<3>  Substandard  surplus  prunes. 
Substandard  prunes,  except  those  re- 
ferred to  in  5  993.4  (b)  tC*  shall  be  held 
separate  from  standard  prunes  held  by 
any  handler.  The  commitee  shall  dis- 
pose of  substandard  prunes  as  expedi- 
tiously after  collection  as  it  Is  possible  to 
do  so.  In  any  manner  designated  by  the 
committee  which  is  not  contrary  to  any 
provisions  hereof  for  the  disposition  of 
substandard  prunes. 

(4»  Storage  facilities.  The  commit- 
tee may  obtain  and  operate,  or  arrange 
for  the  use  of,  facilities  for  storage  and 
handling  of  surplus  tonnage. 

(5)  Exchange.  The  committee  may 
establish  methods  and  procedures,  in- 
cluding compensating  payments,  for  the 
exchange  of  tonnage  between  handlers 
and  the  committee,  of  grades  and/or 
sizes  of  prunes  in  the  surplus  tonnage: 
Provided,  however.  That  no  such  ex- 
change shall  be  permitted  of  sub.^tand- 
ard  prunes.  Such  transfers  shall  be  on 
a  negotiated  basis. 

(6)  Payment  for  services.  Handlers 
shall  be  paid  for  services  required  by  the 
committee  to  be  rendered  In  connection 
with  surplus  tonnage,  including,  but  not 
limited  to.  receiving,  storing,  grading 
and  fumigating.  In  accordance  with  a 
schedule  of  payments  established  by  the 
committee  and  approved  by  the  Secre- 
tary. If  any  handler  prior  to  December 
1  of  the  crop  year  demands  removal  of 
such  surplus  tonnage  by  the  committee, 
such  handler  automatically  waives  pay- 
ment for  any  and  all  charges  that  may 
have  accrued  for  storing  such  surplus 
tonnage.  Including  In  and  out  charges. 
When  any  demand  for  removal  Is  made. 


the  committee  shall  remove  such  surplus 
tonnage  from  said  handler's  premisej  as 
expeditiously  as  possible  and  in  any  event 
within  30  days  following  receipt  of  writ- 
ten notice. 

(7)  Deferment    of    obligation.     The 
committee  may  establish  rules  and  regu- 
lations to  provide  for  deferment  for  a 
handler  in  fulfilling  surplus  tonnage  ob- 
ligations: Provided,  however.  That  such 
deferment  is  not  permitted  to  extend  be- 
yond November  15  of  the  crop  year  for 
which  such  deferment  Is  permitted,  and 
provided  that  no  handler  shall  be  per- 
mitted to  handle  salable  tonnage  during 
such  deferment  period  in  excess  of  the 
tonnage  represented  by  the  application 
of  the  salable  percentage  to  the  total 
tonnage  delivered  by  producers  plus  the 
tonnage  for  which  such  handler  holds 
purchase  contracts  with  producers. 

(d)  Diversion  privileges.  The  word 
"prunes"  as  used  in  this  paragraph 
means  prunes  as  defined  In  S  993.1  (d>  or 
plums  used  in  the  production  of  prunes. 
Any  producer  may  divert  all  or  a  portion 
of  his  production  of  prunes  to  non-hu- 
man use  or  may  divert  such  prunes  by 
leaving  them  unharvested.  or  may  divert 
them  to  such  other  use  as  may  be  ap- 
proved by  the  committee,  subject  to  the 
following  terms  and  conditions: 

( 1 )  The  producer  shall  first  make  ap- 
plication in  writing  to  the  committee  for 
permission  to  divert  prunes,  disclosing 
in  such  application  whether  such  prunes 
are  to  be  diverted  to  non-human  use 
whether  they  are  to  be  left  unharvested 
or  to  what  other  use  they  are  to  be  di- 
verted, and  describing  in  detail  the  loca- 
tion of  such  prunes  or  portion  thereof. 

(2)  If  the  committee  approves  such 
application,  it  shall  estimate  the  amount 
of  the  production  to  be  so  diverted,  on  a 
dried  weight  basis,  and  shall  advise  the 
applicant,  in  writing,  of  its  estimate  of 
such  dried  production  and  of  Its  approval 
of  the  application  to  divert,  subject  to 
satisfactory  proof  by  the  applicant  that 
such  prunes  have  actually  been  diverted 
as  stated  In  his  application. 

(3)  After  receipt  by  the  committee  of 
satisfactory  proof  of  such  diversion,  the 
committee  shall  issue  to  the  applicant 
and  made  out  In  his  name,  a  certificate 
of  salable  tonnage  or  diversion  certificate, 
for  the  weight  of  prunes  equal  to  the  sal- 
able percentage  as  applied  to  the  esti- 
mated dried  production. 

( 4 »  Such  diversion  certificate  shall  not 
be  transferable  to  another  producer,  or 
a  handler,  or  any  other  person,  except 
with  the  approval  of  the  committee,  evi- 
denced by  its  endorsement  of  approval  on 
the  certificate. 

(5)  A  certificate  of  salable  tonnage  or 
diversion  certificate,  so  issued,  shall  en- 
title a  producer  to  deliver  to  a  handler, 
and  a  handler  to  receive,  the  specified 
weight  of  prunes  free  from  all  surplus  set 
aside  requirements  and  shall  entitle  a 
handler,  upon  presentation  of  .such  cer- 
tificate to  the  committee,  to  satisfy  his 
surplus  tonnage  requirements  to  the  ex- 
tent of  the  weight  of  prunes  specified  In 
such  certificate. 

(6)  Any  producer  who  diverts  prunes 
pursuant  to  the  provisions  hereof  and 
any  other  holder  of  diversion  certificate, 
shall  not  be  entitled  to  participate  in  tlie 
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proceeds  of  the  surplus  tonnage  for  any 
prunes  so  diverted. 

(7)  Prior  to  the  delivery  of  the  diver- 
sion certificate  to  the  producer,  he  shall 
pay  to  the  committee  the  reasonable  ex- 
I>ense  assessed  by  the  committee  for  ex- 
amining, estimating,  weighing  or  other- 
Wise  supervising  the  diversion. 

(e)  Disposition  of  surplus  tonnage — 
(1)  Purposes  for  which  disposition  may 
be  made — (i)  Sales  to  Federal  govern- 
ment agencies.  The  committee  Is  au- 
thorized to  sell  or  to  sell  to  handlers 
for  resale,  surplus  tonnage  to  Federal 
governmental  agencies  Including,  but  not 
limited  to,  sales  for  domestic  or  foreign 
relief  purposes  or  for  foreign  economic 
assistance.  Such  sales  may  be  at  nego- 
tiated prices  with  adequate  considera- 
tion to  probable  processing  costs. 

(II)  Sales  for  export.  In  the  event  It 
appears  that  the  total  salable  tonnage 
Is  not  suflBclent  to  meet  the  estimated 
domestic  and  foreign  requirements  due 
to  the  development  or  expansion  of  for- 
eign markets  to  a  greater  extent  than  was 
anticipated  at  the  time  of  estimating  the 
salable  percentage,  the  committee  with 
the  approval  of  the  Secretary,  may  sell 
surplus  tonnage  standard  prunes  to  han- 
dlers for  sale  into  and  for  use  in  sucH 
foreign  channels  in  such  quantities  as 
are  necessary  to  meet  the  increased  de- 
mand and  may  require  proof  that  such 
prunes  were  disposed  of  in  such  channels. 
After  January  1  of  any  crop  year,  the 
committee  may  sell  to  a  handler  sur- 
plus tonnage  standard  prunes  to  the  ex- 
tent that  the  handler  has  sold  standard 
prunes  into  such  unanticipated  newly  de- 
veloped or  expanded  foreign  markets. 

(III)  Sa/es /or  animo/ /eed.  The  com- 
mittee may  sell  any  surplus  tonnage 
prunes  for  animal  feed  under  supervision 
of  the  committee  to  ensure  such  use. 

(iv)  Sales  to  handlers.  If  the  commit- 
tee finds  that  total  contracted  sales  by  all 
handlers  during  the  crop  year  exceed 
tonnage  equal  to  more  than  80  percent 
of  the  total  salable  tonnage  received  by 
all  handlers  plus  a  reasonable  estimate 
of  the  unsold  tonnage  then  in  producers' 
hands  available  to  handlers  as  salable 
tonnage,  as  of  a  date  as  near  as  practi- 
cable to  the  date  of  determination;  or  if 
the  committee  finds  that  more  than  20 
percent  of  the  uncontracted  salable  ton- 
nage Is  being  so  tightly  held  by  relatively 
few  handlers  or  producers  so  as  to  seri- 
ously restrict  commerce  in  prunes  and  if 
75  percent  of  all  handlers  have  made  a 
written  request  therefor  and  such  re- 
questing handlers  have  purchased  over 
65  percent  of  the  salable  tonnage  pur- 
chased from  producers  to  that  date,  the 
committee  may,  in  either  event,  with  the 
approval  of  the  Secretary,  sell  to  handlers 
standard  primes  from  the  surplus  ton- 
nage for  use  as  salable  tonnage,  subject 
to  the  following  conditions: 

(a)  No  such  sale  shall  be  made  prior 
to  December  15. 

(b)  No  single  sales  offer  of  surplus 
tonnage  to  handlers  shall  exceed  20  per- 
cent of  the  original  estimated  salable  ton- 
nage. 

(c)  Such  sales  shall  not  be  made  by 
the  committee  at  a  price  below  that 
which  reflects  the  average  price  received 
by  producers  for  salable  tonnage  plus  ac- 
crued charges  for  receiving  and  storing 
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of  surplus  tonnage  as  shown  by  the  re- 
ports required  to  be  filed  under  the  pro- 
visions of  §  993.6. 

(d>  Except  for  such  sales  as  are  pro- 
vided for  In  subdivision  (ii)  of  this  sub- 
paragraph. In  any  offer  by  the  commit- 
tee to  sell  surplus  tonnage  to  handlers, 
each  handler  shall  be  given  the  first  right 
to  purchase  his  pro  rata  share  of  such 
offer;  and  in  case  any  handler  declines 
'  or  fails  to  purchase  any  or  all  of  such 
share,  the  remaining  portion  thereof 
shall  be  re-offered  to  all  handlers  who 
purchased  all  of  their  respective  shares, 
in  proportion  to  their  respective  pur- 
chases. Any  balance  remaining  unsold 
after  such  re-offer  shall  be  withdrawn 
from  the  particular  offer  to  sell.  Any 
offer  outstanding  as  of  July  5  of  any 
crop  year  shall  be  withdrawn  and  the 
committee  shall  not  make  any  further 
offer  to  sell  surplus  tonnage  to  handlers 
after  that  date,  except  that  If  the  com- 
mittee determines,  with  the  approval  of 
the  Secretary,  that  a  major  change  In 
conditions  has  occurred  which  indicates 
a  shortage  of  supply,  such  as  the  In- 
volvement of  the  United  States  In  war 
or  a  crop  failure  in  the  following  year, 
or  any  other  significant  development  ma- 
terially changing  the  marketing  outlook 
for  prunes,  the  said  July  5  limitation 
shall  no  longer  apply. 

(V)  Sales  of  substandard  prunes  for 
manufacturing  purposes.  The  commit- 
tee may  sell,  or  sell  to  handlers  for  re- 
sale, substandard  prunes  for  manufac- 
turing purposes  in  which  they  lose  their 
form  and  character  as  prunes,  by  con- 
version prior  to  consumption:  Provided, 
That,  no  such  sale  shall  be  made  while 
standard  prunes  are  available  in  the  sur- 
plus tonnage;  and  Provided,  further. 
That  such  sales  shall  be  made  In  such 
manner  as  will  ensure  such  use. 

(vi )  Donations  of  surplus  prunes.  The 
committee  may  donate  limited  quanti- 
ties of  surplus  prunes  for  use  by  others 
In  research  or  promotional  activities. 

(vll)  Unsold  surplus  tonnage.  The 
committee  shall  endeavor  to  sell  all 
prunes  in  the  .surplus  tonnage  at  a  rate 
so  as  to  achieve,  as  nearly  as  may  be 
practicable,  the  complete  disposition  of 
the  surplus  tonnage  not  later  than  July 
31  of  the  crop  year.  Any  surplus  tonnage 
remaining  unsold  as  of  July  31  shall  be 
disposed  of  for  non-human  uses  or 
destroyed. 

(2»  Proceeds  of  sales  of  surplus 
tonnage — (I)  Charges  against  proceeds. 
Direct  expenses  incurred  In  the  main- 
tenance and  disposition  of  the  surplus 
tonnage  shall  be  charged  against  the 
proceeds  of  sales  of  the  surplus  tonnage. 

(ID  Distribution  of  net  proceeds.  Net 
proceeds  from  the  disposition  of  surplus 
tonnage  shall  be  distributed  by  the  com- 
mittee either  directly  or  through  han- 
dlers as  agents  of  the  committee,  under 
safeguards  to  be  established  by  the  com- 
mittee, to  producers  In  proportion  to 
their  contributions  thereto  or  to  others 
as  their  Interests  may  appear  with  ap- 
propriate grade  and  size  differentials  as 
established  by  the  committee.  Progress 
payments  may  be  made  by  the  commit- 
tee in  the  same  manner,  as  sufficient 
funds  accumulate.  Payments  due  to 
producer  members  of  a  nonprofit  coop- 
erative agricultural  marketing  associa- 
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tlon    shall    be    made    directly    to    the 
association. 

(3)  Prohibition  against  the  hypotheca- 
tion of  surplus.  In  no  event  shall  the 
committee  hypothecate  surplus  tonnage. 

S  993.6  Reports  and  books  and  other 
records — (a)  Confidential  information. 
All  reports  and  records  furnished  or  sub- 
mitted by  handlers  to  the  committee 
shall  be  received  by  and  at  all  times  kept 
in  the  custody  and  under  the  control  of 
one  or  more  confidential  and  bonded  em- 
ployees of  the  committee,  who  shall  dis- 
close to  no  person  whomsoever,  except 
the  Secretary  upon  request  therefor,  data 
or  Information^  obtained  or  extracted 
therefrom  which  will  constitute  a  trade 
secret  or  the  disclosure  of  which  might 
affect  the  trade  position,  financial  condi- 
tion or  business  operations  of  the  par- 
ticular handler  from  whom  received. 
Such  employees  may  be  required  by  the 
committee  to  disclose  to  it  and  to  any 
other  person  designated  by  the  commit- 
tee or  by  the  Secretary,  information  com- 
piled from  data  submitted  by  handlers 
or  gathered  by  the  committee  or  its 
agents:  Provided,  That,  the  Identity  of 
any  particular  handler  Is  not  disclosed 
thereby.  Notwithstanding  the  above 
provisions  of  this  paragraph,  information 
may  be  disclosed  to  the  committee  when 
reasonably  necessary  to  enable  the  com- 
mittee to  carry  out  its  powers  and  duties 
hereunder. 

(b)  Reports  of  acquisitions,  sales  and 
shipments.  Each  handler  shall  file  such 
reports  of  his  acquisitions,  sales  and  ship- 
ments as  may  be  requested  by  the  com- 
mittee. 

(c)  Reports  of  prices.  Each  handler 
shall  file  such  price  reports  as  may  be 
requested  by  the  committee  showing  the 
weighted  average  basis  prices  paid  by 
such  handler  to  producers,  including  the 
quantity  of  prunes  purchased  at  such 
prices,  to  enable  the  committee  to  de- 
termine the  average  price  received  by 
producers  for  the  purposes  set  forth  in 
§993.5  (e)  (1)  (iv)  (c),  which  requires 
such  determination. 

(d)  Reports  of  surplus  tonnage.  Each 
handler  shall  file  with  the  committee 
such  reports  of  the  total  surplus  tonnage 
and  size  classifications  of  surplus  prunes 
held  in  his  warehouses  or  under  his  con- 
trol and  the  location  thereof,  as  may  be 
requested  by  the  committee. 

(e)  Other  reports.  Upon  the  request 
of  the  committee,  approved  by  the  Sec- 
retary, each  handler  shall  furnish  such 
other  reports  and  information  as  may 
be  needed  to  enable  the  committee  to 
perform  its  duties  and  exercise  Its  pow- 
ers hereimder. 

(f)  Verification  of  reports.  For  the 
purpose  of  checking  and  verifying  re- 
ports made  by  handlers  or  the  operation 
of  handlers  under  the  provisions  hereof, 
the  committee,  through  its  duly  author- 
ized agents,  shall  have  access  to  any 
premises  where  prunes  may  be  held  by 
any  handler  and  at  any  time  during  rea- 
sonable business  hours,  shall  •  be  per- 
mitted to  inspect  any  prunes  so  held  by 
such  handler  and  any  and  all  records 
of  such  handler  with  respect  to  the  hold- 
ing or  disposition  of  all  prunes  which 
may  be  held  or  which  may  have  beea 
disposed  of  by  him. 
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S  993.7  Expenses  and  assessments — 
(a)  Expenses.  The  committee  Is  au- 
thorized to  Incur  such  expenses  as  the 
Secretary  finds  are  reasonable  and  likely 
to  be  incurred  by  It  during  each  crop 
year  for  the  maintenance  and  function- 
ing of  the  committee  <  exclusive  of  direct 
expenses  for  the  maintenance  and  dis- 
position of  the  surplus  tonnage)  and  for 
such  other  purposes  as  the  Secretary 
may.  pursuant  to  the  provisions  hereof, 
determine  to  be  appropriate. 

(b)  Assessments— il)  Requirement 
for  payment.  The  funds  to  cover  the 
expenditures  of  the  committee  (exclusive 
of  direct  expenses  for  maintenance  and 
disposition  of  surplus  tonnage)  shall  be 
acquired  by  levying  assessments.  Each 
handler  shall  pay  to  the  committee,  upon 
demand,  the  assessment  provided  here- 
inafter with  respect  to  aU  salable  tonnage 
prunes  handled  by  him  as  the  first  han- 
dier thereof  and  on  all  prunes  sold  to 
him  from  surplus  tonnage  for  resale  to 
others  than  Federal  governmental  agen- 
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(2)  Rate    of    assessment.    Beginning 
with  the  effective  date  hereof,  the  afore- 
said assessment  shall  be  at  the  rate  of 
75  cents  per  ton  and  said  rate  shall  con- 
tinue In  effect  until  changed  by  the  com- 
mittee, with  the  approval  of  the  Secre- 
tary Provided,  however,  That  the  Sec- 
retary shall  not  approve  any  assessment 
rate  in  excess  of  $1.25  per  ton.    The  Sec- 
retary shall  reduce  the  assessment  rate 
If  he  finds  that  when  thus  reduced  it 
will  provide  an  amount  of  money  suffi- 
cient to  enable  the  committee  properly 
to  perform  its  functions  hereunder. 

(3)  Advance  payments.  In  order  to 
provide  funds  to  carry  out  the  functions 
of  the  committee,  the  committee  may 
accept  advance  payments  by  handlers, 
such  advance  payments  to  the  committee 
to  be  credited  towards  the  total  assess- 
ment due  from  such  handlers  for  the 

crop  year.  ,     . 

(4)  Disposition  of  excess  funds  from 
assessments.  If  the  first  audit  after  the 
end  of  any  crop  year  shows  that  the  as- 
sessments collected  for  such  crop  year 
exceed  the  expenses  incurred  with  re- 
spect to  such  crop  year,  the  excess  shall 
be  credited  to  the  handlers  in  proportion 
to  their  relative  total  assessments  and 
the  portion  to  whfch  he  is  entitled  shall 
be  credited  against  his  assessments  in 
the  following  crop  year,  unless  the  han- 
dler shall  request  payment.  In  which 
event  prompt  payment  shall  be  made. 

(5)  Suits  for  collection.  The  commit- 
tee may.  with  the  approval  of  the  Sec- 
retary, maintain  in  Its  own  name,  a  suit 
against  any  handler  for  the  collecUon  of 
such  handler's  assessment. 

S  993  8  Personal  liabUity.  No  member 
or  alternate  member  of  the  committee, 
or  any  employee,  representative,  or  agent 
thereof  shall  be  held  personally  respon- 
sible either  individually  or  jointly  with 
others.  In  any  way  whatsoever,  to  any 
person  for  errors  of  judgment,  mistakes, 
or  any  acts  either  of  commission  or 
ommission.  as  such  member,  alternate 
member,  employee,  representative,  or 
agent,  except  for  acts  of  dishonesty. 

8  993.9    Separability.   If  any  provision 
hereof  Is  declared  invalid,  or  the  appU- 
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cablUty  thereof  to  any  person,  circum- 
stance, or  thing  Is  held  Invalid,  the  valid- 
ity of  the  remainder  thereof  or  the  appli- 
cability thereof  to  any  other  person,  cir- 
cumstance, or  thing  shall  not  be  affected 
thereby. 

§  993 10  Derogation.  Nothing  con- 
tained herein  Is.  or  shall  be  construed  to 
be  In  derogation  or  in  modification  of 
the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or.  In 
accordance  with  such  powers,  to  act  In 
the  premises  whenever  such  action  Is 
deemed  advisable. 

§993  11  Duration  of  immunities.  The 
benefits,  privileges,  and  immunities  con- 
ferred upon  any  person  by  virtue  hereof 
shall  cease  upon  the  termination  hereof 
except  with  respect  to  acts  done  under 
and  during  the  existence  hereof. 

§  993.12  Agents— (A)  Authorization 
by  Secretary.  The  Secretary  may.  by  a 
designation  in  writing,  name  any  person. 
Including  any  officer  or  employee  of  the 
United  States  Government,  or  name  any 
bureau  or  division  in  the  United  States 
Department  of  Agriculture,  to  act  as  his 
agent  or  representative  In  connection  • 
with  any  of  the  provisions  hereof. 

(b)  Authorization  by  committee.  The 
committee  may  authorize  any  person  or 
persons  or  agency  to  act  as  its  agent  or 
representative  in  connection  with  the 
provisions  hereof. 

§  993.13  Effective  time,  termination 
or  siLspension—^A)  Effective  time.  The 
provisions  hereof  shall  become  effective 
at  such  time  as  the  Secretary  may  de- 
clare above  his  signature  attached  here- 
to and  shall  continue  in  forCe  untU  ter- 
minated In  one  of  the  ways  hereinafter 

specified. 

(b)  Termination  or  suspension— (D 
Failure  to  effectuate  policy  of  act.  The 
Secretary  may.  at  any  time,  terminate 
the  provisions  hereof  by  giving  at  least 
one  day's  notice  by  means  of  a  press  re- 
lease or  in  any  other  manner  which  he 
may  determine.  The  Secretary  shall 
terminate  or  suspend  the  operation  of 
any  or  all  of  the  provisions  hereof,  when- 
ever he  finds  that  such  provisions  do  not 
tend  to  effectuate  the  declared  policy  of 

the  &ct> 

(2)  Referendum.    The  Secretary  shall 
terminate  the  provisions  hereof  on  or  be- 
fore the  15th  day  of  July  of  any  crop 
year  to  be  effectiv^e  at  the  end  of  such 
crop  year,  whenever  he  is  required  to  do 
so  by  the  provisions  of  section  8c  (16 )  <B  > 
of  the  act.   In  order  to  provide  a  periodic 
basis  for  determining  whether  or  not  pro- 
ducers desire  the  program  to  be  termi- 
nated   as  provided  In  said  section,  the 
Secretary  shall  cause  to  be  held  each  two 
years,  beginning  in  1951.  a  referendurn  of 
producers.    Any  such  referendum  shall 
be  held  during  the  first  six  calendar 
months  of  the  year, 

(3)  Termination  of  act.  The  provi- 
sions hereof  shall  terminate,  in  any  event, 
upon  the  termination  of  the  act. 

(c)  Procedure  upon  termination.  Upon 
the  termination  hereof,  the  members  of 
the  committee  then  functioning  shall 
continue  as  Joint  trustees,  for  the  purpose 
of  liquidating  the  affairs  of  the  commit- 


tee.  Action  by  such  trustees  shall  require 
the  concurrence  of  a  majority  of  the  said 
trustees.    Such  trustees  shall  continue  in 
such  capacity  until  discharged  by  the 
Secretary,  and  shall  account  for  all  re- 
ceipts and  disbursements  and  deliver  all 
property  on  hand,  together  with  all  books 
and  records  of  the  committee  and  the 
joint  trustees,  to  such  person  as  the  Sec- 
retary may  direct;  and  shall,  upon  the 
request  of  the  Secretary,  execute  such 
assignments  or  other  instruments  neces- 
sary or  appropriate  to  vest  in  such  per- 
sons full  title  and  right  to  all  the  funds, 
properties,  and  claims  vested  in  the  com- 
mittee or  the  Joint  trustees,  pursuant 
hereto.     Any   person   to   whom    funds 
property  or  claims  have  been  transferred 
or  delivered  by  the  committee  or  the 
joint  trustees,  pursuant  to  thLs  section, 
shall  be  subject  to  the  same  obligations 
Imposed  upon  the  members  of  the  said 
committee  and  upon  said  Joint  trustees. 

5  993  14    Effect     of     termination     or 
amendment.    Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  any  regulation  Issued  pur- 
suant hereto,  or  the  Issuance  of  any 
amendment  to  either  thereof,  shall  not 
•    (a)  affect  or  waive  any  right,  duty,  obli- 
gation, or  liability  which  shall  have  arisen 
or  which  may  thereafter  arise  in  connec- 
tion with  any  provision  hereof  or  any 
regulation  Issued  hereunder,  or  (b)  re- 
lease or  extinguish  any  violation  hereof 
or  any  regulation  issued  hereunder,  or 
(c)  affect  or  Impair  any  rights  or  reme- 
dies of  the  Secretary  or  of  any  other  per- 
son, with  respect  to  such  violation. 

8  993  15  Amendments.  Amendments 
hereto  may  be  proposed  from  time  to 
time,  by  any  party  hereto  or  by  the  com- 
mittee, and  may  be  made  a  part  hereof 
by  the  procedures  provided  under  the 
act. 

8  993  16  Counterparts.  This  agree- 
ment may  be  executed  in  multiple  coun- 
terparts, and  when  one  counterpart  is 
signed  by  the  Secretary,  all  such  counter- 
parts shall  constitute,  when  taken  to- 
gether, one  and  the  same  Instrument  as 
If  all  such  signatures  were  contained  In 
one  original.* 

5  993.17  Additional  parties.  After  the 
effective  date  hereof,  any  handler  may 
become  a  party  hereto  if  a  counterpart 
hereof  is  executed  by  him  and  delivered 
to  the  Secretary.  This  agreement  shall 
take  effect  as  to  such  new  contracting 
party  at  the  time  such  counterpart  is 
delivered  to  the  Secretary  and  the  bene- 
fits privileges  and  immunities  conferred 
by  this  agreement  shall  then  be  effective 
as  to  such  new  contracting  party.* 

5  993  18  Order  with  marketing  agree- 
ment Each  signatory  handler  favors 
and  approves  the  Issuance  of  an  order  by 
the  Secretary,  regulatmg  the  handling 
of  prunes  In  the  same  manner  as  Is  pro- 
vided for  in  this  agreement;  and  each 
signatory  handler  hereby  requests  the 
SecreUry  to  issue,  pursuant  to  the  act, 
such  an  order.* 

Copies  of  this  notice  of  hearing  may  be 
obtained  or  inspected,  prior  to  the  hear- 
ing  at  the  office  of  the  Hearing  Qerk. 


Friday,  February  25,  1949 

U.  S.  Department  of  Agriculture.  Room 
1846.  South  Agricultural  Building,  Wash- 
ington. D.  C;  at  the  Western  Marketing 
Field  Office.  Fruit  and  Vegetable  Branch. 
Production  and  Marketing  Administra- 
tion, U.  S.  Department  of  Agriculture. 
2180  Milvia  Street,  P.  O.  Box  773.  Berke- 
ley 1.  California;  or  at  the  offices  of  the 
County  Agricultural  Conservation  Asso- 
ciations in  commercial  dried  prune  pro- 
ducing counties  in  California. 

Dated:  February  21. 1949.  at  Washing- 
ton. D.  C. 

[seal]  S.  R.  Neweli, 

Acting  Assistant  Administrator. 

Exhibit  A 

I.    ICIIflMCM    STANDAROa    FOB    NATUSAL 
CONDIrlON    PRITNES 

A.  Defects.  Defects  are:  (1)  off-color;  (2) 
inferior  meat  condition;  (3)  fermentation; 
(4)  sktn  or  flajsh  damage;  (5)  scab;  (6) 
burned;  (7)  mold;  (8)  imbedded  dirt;  (9) 
Insect  infestation;  (10)  decay. 

B.  Explanation  of  terms.  (1)  "Off -color" 
means  a  dull  color  or  skin  differing  notice- 
ably In  appearance  from  that  which  Is  char- 
acteristic of  mature,  properly  bandied  fruit 
of  a  given  variety  or  type. 

(2)  "Inferior  meat  condition"  means  flesh 
which  Is  fibrous,  woody  or  otherwise  Inferior 
due  to  Immaturity  to  the  extent  that  the 
characteristic  texture  of  the  meat  U  sub- 
stantially affected. 

(3)  "Fermentation"  means  damage  to  the 
flesh  by  fermentation  to  the  extent  that 
the  characteristic  appearance  or  flavor  is  sub- 
stantially affected. 

(4)  "Skin  or  flesh  damage"  means  growth 
cracks,  splits,  breaks  in  skin  or  flesh  of  the 
following  descriptions: 

(a)  Callous  growth  cracks,  aggregating 
more  than  three-eighths  of  one  Inch  (%") 
In  length; 

(b)  Splits  or  skin  breaks  exposing  flesh 
and  affecting  materially  the  normal  appear- 
ance of  the  prunes; 

(c)  Any  cracks,  splits  or  breaks  open  to 
the  pit; 

(d)  Healed  or  unhealed  surface  or  flesh 
blemishes  caused  by  insect  Injury  and  which 
materially  affect  appearance  edibility  or 
keeping  Quality. 

(5)  "Scab"  means  tough  or  thick  scab  ex- 
ceeding in  the  aggregate  the  area  of  a  circle 
three-eighths  inch  (%")  In  diameter  or  by 
unsightly  scab  of  another  character  exceed- 
ing in  the  aggregate  the  area  of  a  circle 
three-fourths  Inch   {%")   In  diameter. 

(6)  "Burned"  means  injury  by  sunburn  or 
excessive  heat  in  dehydration  to  the  extent 
that  the  characteristic  appearance,  flavor  or 
edibility  of  the  fruit  is  noticeably  affected. 

(7)  "Mold"  means  a  characteristic  fungus 
growth  and  Is  self-explanatoryr 

(8)  "Imbedded  dirt"  means  the  presence 
of  dirt  or  other  extraneous  material  so  Im- 
bedded in  or  adhering  to  the  prune  that  It 
cannot  be  removed  In  normal  processing. 

(9)  "Insect  Infestation"  means  the  pres- 
ence of  insects.  Insect  fragments  or  insect  re- 
mains. 

C.  Maximum  tolerance.  Tolerance  allow- 
ances shall  be  on  a  weight  basis  and  shall 
not  exceed  the  following: 

( 1 )  The  tolerance  allowance  for  decay  shall 
not  exceed  one  percent  ( 1 ',.  ) . 

(2)  The  combined  tolerance  allowance  for 
mold,  imbedded  dirt,  insect  infestation,  euid 
decay  shall  not  exceed  five  percent  (5%  ) . 

(3)  The  combined  tolerance  allowance  for 
fermentation,  skin  or  flesh  damage,  scab, 
burned,  mold,  imbedded  dirt,  insect  infesta- 
tion, and  decay  shall  not  exceed  ten  percent 
(10%). 
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(4)  The  combined  tolerance  for  off-clear, 
inferior  meat  condition,  fermentation,  skin 
or  flesh  damage,  scab,  burned,  mold,  imbedded 
dirt,  insect  infestation,  and  decay  shall  not 
exceed  twenty  percent  (20%). 

(5)  Prunes  showing  obvious  live  Insect  In- 
festation shall  be  fumigated  prior  to  accept- 
ance. 

n.    MINIMUM  STANDABOS  rOK  PBOCESSED  PRUNES 

A.  Defects.  Defects  are:  (1)  Off -color; 
(2)  Inferior  meat  conditions;  (3)  Fermenta- 
tion; (4)  Skin  or  flesh  damage;  (5)  Scab; 
(6)  Burned;  (7)  Mold;  (8)  Imbedded  dirt; 
(9)  Insect  infestation;  (10)  Decay. 

B.  Explanation  of  terms.  (1)  "Off-color" 
means  a  dull  color  or  skin  differing  notice- 
ably in  appearance  from  that  which  Is  char- 
acteristic of  mature,  properly  handled  fruit 
of  a  given  variety  or  type. 

(2)  "Inferior  meat  condition"  means  flesh 
which  is  fibrous,  woody  or  otherwise  Inferior 
due  to  immaturity  to  the  extent  that  the 
characteristic  texture  of  the  meat  is  sub- 
stantially affected. 

(3)  "Skin  or  flesh  damage"  means  growth 
cracks,  splits,  breaks  in  skin  or  flesh  of  the 
following  descriptions: 

(a)  Callous  growth  cracks,  aggregating 
more  than  three-eights  of  one  Inch  (^") 
In  length; 

(b)  Splits  or  skin  breaks  exposing  flesh  and 
affecting  the  normal  appearance  of  French 
prunes;  or  markedly  affecting  the  normal 
appearance  of  varieties  other  than  the  French 
variety; 

(c)  Any  cracks,  splits  or  breaks  open  to 
the  pit; 

(d)  Healed  or  unhealed  surface  or  flesh 
blemishes  caused  by  Insect  injury  and  which 
materially  affect  the  appearance,  edibility  or 
keeping  quality. 

(4)  "Scab"  means  tough  or  thick  scab  ex- 
ceeding in  the  aggregate  the  area  of  a  circle 
three-eighths  of  one  Inch  (%")  ^^  diameter, 
or  by  unsightly  scab  of  other  character  ex- 
ceeding in  the  aggregate  the  area  of  a  circle 
three-fourths  of  one  Inch  (%")  In  diameter. 

(5)  "Burned"  means  injury  by  sunburn  or 
excessive  heat  in  dehydration  to  the  extent 
that  the  characteristic  appearance,  flavor  or 
edibility  of  the  fruit  is  noticeably  affected. 

(6)  "Mold"  means  a  characteristic  fungus 
growth  and  is  self-explanatory. 

(7)  "Imbedded  dirt"  means  the  presence 
of  dirt  or  other  extraneous  material  so  Im- 
beded  in  or  adhering  to  the  prune  that  it 
cannot  be  removed  in  normal  processing. 

(8)  "Insect  Infestation"  means  the  pres- 
ence of  Insects,  Insect  fragments  or  Insect 
remains. 

(9)  "Fermentation"  means  damage  to  the 
flesh  by  fermentation  to  the  extent  that  the 
characteristic  appearance  or  flavor  is  sub- 
stantially affected. 

C.  Maximum  tolerances.  Tolerance  allow- 
ances shall  be  on  a  weight  basis  and  shall 
not  exceed  the  following: 

(1)  There  shall  be  no  tolerance  allowance 
for  live  insect  infestation. 

( 2 )  The  tolerance  allowance  for  decay  shall 
not  exceed  one  per  cent  ( 1  % ) . 

(3)  The  combined  tolerance  allowance  for 
mold.  Imbedded  dirt.  Insect  Infestation,  and 
decay  shall  not  exceed  five  per  cent   (5%). 

(4)  The  combined  tolerance  allowance  for 
fermentation,  skin  or  flesh  damage,  stab, 
biu-ned,  mold,  imbedded  dirt,  insect  infesta- 
tion and  decay  shall  not  exceed  ten  per  cent 
(10-;,). 

(5)  The  combined  tolerance  for  off-color, 
inferior  meat  condition,  fermentation,  scab, 
burned,  mold.  Imbedded  dirt,  insect  infesta- 
tion and  decay  shall  not  exceed  twenty  per 
cent  (20%). 

[F.   R.    Doc.   49-1450;    Filed,    Feb.    24,    1949; 
9:06  a.  m.J 
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DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

[  29  CFR,  Ch.  V  1 

Special  Industry  Committee  for  Virgin 
Islands 

notice  of  public  hearing  for  purpose  of 
receiving  evidence  to  be  considered  in 
recommending  minimum  wage  rates  for 
employees  in  virgin  islands 

In  conformity  with  sections  5  (e)  and 
8  of  the  Pair  Labor  Standards  Act  of  1938 
(section  3  (O.  54  Stat.  615,  section  8.  52 
Stat.  1064;  29  U.  S.  C.  205  (e).  208)  and 
with  §  511.11  of  the  regulations  issued 
pursuant  thereto  (Title  29,  Chapter  V  of 
the  Code  of  Federal  Regulations.  Part 
511).  notice  Is  hereby  given  to  all  inter- 
ested persons  that  a  public  hearing  will 
be  held  at  the  times  and  places  herein- 
after specified,  for  the  purpose  of  receiv- 
ing evidence  to  be  considered  by  the 
Special  Industry  Committee  for  the  Vir- 
gin Islands,  In  determining  the  highest 
minimum  wage  rates  for  all  employees 
in  said  islands  who.  within  the  meaning 
of  the  said  act.  are  "engaged  in  com- 
merce or  in  the  production  of  goods  for 
commerce."  which,  having  due  regard  to 
economic  and  competitive  conditions, 
will  not  substantially  curtail  employment 
and  will  not  give  any  industry  in  the 
Virgin  Islands  a  competitive  advantage 
over  any  Industry  in  the  United  States 
outside  of  the  Virgin  Islands. 

The  Special  Industry  Committee  for 
the  Virgin  Islands  was  created  by  Ad- 
ministrative Order  No.  387,  published  in 
the  Federal  Register,  on  February  9, 
1949.  It  is  charged,  in  accordance  with 
the  provisions  of  the  Fair  Labor  Stand- 
ards ^ct  of  1938,  a.s  amended,  and  rules 
and  regulations  promulgated  thereunder, 
with  the  duty  of  Investigating  conditions 
in  the  Industries  In  the  Virgin  Islands 
and  of  recommending  to  the  Administra- 
tor minimum  wage  rates  which  may  not 
be  higher  than  40('  per  hour  for  all  em- 
ployees in  the  Virgin  Islands  who  within 
the  meaning  of  said  act  are  "engaged  in 
commerce  or  In  the  production  of  goods 
for  commerce"  excepting  employees  ex- 
empted by  the  provisions  of  section  13 
(a)  and  employees  coming  under  the  pro- 
visions of  section  14.  Before  any  mini- 
mum wage  rates  recommended  by  the 
Committee  are  made  effective,  a  public 
hearing  will  be  held  pursuant  to  section 
8  of  the  act.  at  a  time  and  place  to  be 
announced  by  the  Administrator,  and  at 
which  all  Interested  persons  will  have  an 
opportunity  to  be  heard. 

Administrative  Order  No.  387  directed 
the  Special  Industry  Committee  for  the 
Virgin  Islands  to  proceed  to  Investigate 
conditions  and  to  recommend  to  the  Ad- 
ministrator minimum  wage  rates  for  all 
employees  in  the  industries  in  said  islands 
and  In  such  order  as  the  Committee  may 
elect. 

The  public  hearing  for  the  purpose  of 
receiving  evidence  to  be  considered  by  the 
Committee  In  determining  the  highest 
minimum  wage  rates  for  all  employees 
In  the  Municipality  of  St.  Thomas  and  St. 
John.  Virgin  Islands,  will  be  held  begin- 
ning on  March  15,  1949  at  10:00  a.  m.  In 
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the  Municipal  Council  Chamber.  Char- 
lotte Amalie.  St.  Thomas,  Virgin  Islands. 

The  public  hearing  for  the  purpose  of 
receiving  evidence  to  be  considered  by 
the  Committee  in  determining  the  high- 
est minimum  wage  rates  for  all  em- 
ployees in  the  Municipality  of  St.  Croix. 
Virgin  Islands,  will  be  held  beginning  on 
March  21.  1949  at  10:00  a.  m.  in  the  Fed- 
eral Court  Room.  Christiansted,  St. 
Croix.  Virgin  Islands. 

Any  person  who,  in  the  opinion  of  the 
Committee  or  Its  duly  authorized  sub- 
committee, has  a  substantial  Interest  in 
the  proceeding  and  is  prepared  to  present 
material  pertinent  to  the  question  under 
consideration,  may  appear  on  his  own 
behalf  or  on  behalf  of  any  other  person. 
Persons  wishing  to  appear  are  requested 
to  file  with  Ru.sseU  Sturgls.  Territorial 
Director  of  the  Wage  and  Hour  Division. 
New  York  Department  Store  Building, 


PROPOSED  RULE  MAKING 

Post  Oflflce  Box  3906.  Santurce  29.  Puerto 
Rico,  not  later  than  March  11,  1949, 
notice  of  intention  to  appear.  This  no- 
tice of  intention  to  appear  should  contain 
the  following  information. 

1.  The  name  and  address  of  the  person 
appearing. 

2.  If  he  Is  appearing  in  a  representa- 
tive capacity,  the  name  and  address  of 
the  person  or  persons  whom,  or  the  or- 
ganization which,  he  is  representing. 

3.  The  approximate  length  of  time 
which  his  presentation  will  consume. 

All  testimony  will  be  taken  under  oath 
and  subject  to  reasonable  cross-exam- 
ination by  any  interested  person  present. 
Testimony  so  received  wUl  be  offered  as 
evidence  at  the  public  hearing  to  be  held 
on  such  minimum  wage  recommenda- 
tions as  the  Special  Industry  Committee 
for  the  Virgin  Islands  may  make. 


Written  statements  of  persons  who 
cannot  appear  personally  will  be  con- 
sidered by  the  Committee  provided  that 
such  statements  are  sworn  and  that  at 
least  six  copies  thereof  are  received  not 
later  than  March  10.  1949.  at  the  Wage 
and  Hour  Division  of  the  United  States 
Department  of  Labor.  New  York  Depart- 
ment Store  Building.  Post  Office  Box 
3906.  Santurce  29.  Puerto  Rico.  Any 
person  appearing  at  the  hearing  who  of- 
fers written  material  must  submit  six 
copies  thereof. 

Signed  at  Christiansted.  St.  Croix.  Vir- 
gin Islands,  this  15th  day  of  February 

1949. 

Cantjti  a.  Brodhtjrst. 

Chairman.     Special     Industry 

Committee    for    the    Virgin 

Islands. 

[P.   R.   Doc.   49-1464;    Piled.   Peb.    24.    1949; 
8:08  a.  m.| 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Wyominc 

NOTICE  FOR  FILING  OBJECTIONS  TO  ORDER 
RESERVING  CERTAIN  PUBLIC  LANDS  IN  CON- 
NECTION WITH  THE  TONGUE  RIVER  DEER 
REFUGE  AND  WINTER  PASTURE  ■■ 

For  a  period  of  30  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their^ objec- 
tions to  the  Secretary  ol  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the    Interior,    and    should    be    filed    In 
duplicate  in  the  Department  of  the  In- 
terior.  Washington   25. 'D.   C.    In   case 
any  objection  is  filed  and  the  nature  of 
the  opposition  Is  such  as  to  warrant  it, 
a  pubhc  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  order 
may  state  their  views  and  where  the  pro- 
ponents of  the  order  can  explain  its  pur- 
pose. Intent,   and  extent.    Should   any 
objection  be  fUed.  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let  stand 
will  be  given  to  all  interested  parties  of 
record  and  the  general  public. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

February  11.  1949. 

I  p.   R.   Doc.   49-1429;    Filed.   Feb.   24,    1949; 
8:51  a.  m.] 


Alaska 

SMALL  TRACT  CLASSIFICATION  NO.   » 

February  18.  1949. 

Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 

'  Sec  p.  R.  Doc.  49-1428.  Title  43.  Chapter  I. 
AppendU.  iupra. 


Management  by  Order  No.  319.  dated 
July  19,  1948  (43  CFR  50.451  (b)  (3).  13 
F.  R  4278).  I  hereby  classify,  as  herein- 
after indicated,  under  the  Small  Tract 
Act  of  June  1,  1938  (52  Stat.  609.  43 
U.  S.  C.  Sec.  682  (a)),  as  amended,  the 
following  described  public  lands  in  the 
Anchorage.  Alaska  land  district,  embrac- 
ing 91.67  acres: 

Per  leasing  and  sale— for  borne,  cabin  and 
business  sites: 

HOMEB  AlZA 

T.  6  S.,  R   13  W.,  Seward  Meridian 

Sec.  22:  Lot  4. 
T  6  S    R.  14  W..  Seward  Meridian 

Sec.  15:   N'^^jS'.iNWy*.  SW'ASWi^NW'A, 
'       SEViBE'^NW'A- 

2.  The  lands  are  located  approximate- 
ly from  four  to  five  miles  from  Homer, 
and  are  readily  accessible,  being  located 
on  or  near  good  roads.  The  land  is  sub- 
ject to  coastal  weather  with  the  usual 
extended  period  of  precipitation. 
Churches,  schools  and  marketing  facili- 
ties are  available  at  Homer.  It  is  ex- 
pected that  electric  transmission  lines 
will  be  extended  and  made  available  to 
the  area  under  a  REA  project  which  it  is 
reported  will  be  completed  during  1949. 

3  Pursuant  to  §  257.9  of  the  Code  of 
Federal  Regulations  (43  CFR.  Part  257) 
a  preference  right  to  a  lease  is  accorded 
to  those  appUcants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations Issued  pursuant  to  the  act.  prior 
to  this  classification,  and  (b)  are  of  the 
type  of  site  for  which  the  lands  subject 
thereunder  have  been  classified.  As  to 
such  applicaUons.  this  order  shall  be- 
come effective  upon  the  date  which  it  is 

signed.  ^  w    *v- 

4  As  to  the  lands  not  covered  by  the 
applicaUons  referred  to  in  paragraph  3. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1.  1938.  cited 
above,  until  10:00  a.  m.  on  April  22. 1949. 
At  that  time  such  land  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 


to  application,  petition,  location,  or  se- 
lection, as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence-right filings.    For  a  period  of  90 
days  from  10:00  a.  m.,  on  April  22.  1949, 
to  close  of  business  on  July  21,  1949.  in- 
clusive   to    <1)    application   under   the 
Small  Tract  Act  of  June  1. 1938.  by  quali- 
fied veterans  of  World  War  II.  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747.  43 
U.  S.  C.  Sees.  279.  282)  as  amended,  and 
by  other  qualified   persons  entitled  to 
credit  for  service  under  the  said  act.  sub- 
ject to  the  requirements  of  applicable 
law.  and  (2)  application  under  any  ap- 
plicable public  law.  based  on  prior  exist- 
ing   valid    settlement    and    preference 
rights    conferred    by    existing    laws    or 
equitable   claims   subject   to   allowance 
and  confirmation.     Appllcatlvi  by  such 
veterans  and  by  other  persons  entitled 
to  credit  for  service  shall  be  subject  to 
claims  of  the  classes  described  in  sub- 
division '2). 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applica- 
tions by  such  veterans  and  persons  claim.- 
ing  preference  rights  superior  to  those 
of  such  veterans  filed  on  February  18.- 
1949  or  tliereafter.  up  to  and  including 
10:00  a.  m.  on  April  22.  1949.  shall  be 
treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  laws. 
Commencing  at  10:00  a.  m.  on  July  22. 
1949.  any  of  the  land  remaining  un- 
appropriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  on  February  18.  1949, 
or  thereafter,  up  to  and  including  10:00 
a.  m.  on  July  22.  1949.  shall  be  treated  as 
simultaneously  filed. 

5   Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
tertificates  of  discharge,  or  other  satis- 
factory  evidence  of   their   military  or 
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naval  service.  Other  persons  entitled 
to  credit  for  service  shall  file  evidence  of 
their  right  to  credit  in  accordance  with 
43  CFR  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applica- 
tions by  duly  corroborated  affidavits  In 
support  thereof,  setting  forth  in  detail  all 
facts  relevant  to  their  claims. 

6.  All  applications  referred  to  in  para- 
graphs 3  and  4,  which  shall  be  filed  in  the 
district  office  at  Anchorage,  Alaska,  shall 
be  acted  upon  In  accordance  with  the 
regulations  contained  in  S  295  8  of  Title 
43  of  the  Code  of  Federal  Regulations  to 
the  extent  that  such  regulations  are  ap- 
plicable. Applications  imder  the  Small 
Tract  Act  of  June  1.  1938  shall  be  gov- 
erned by  the  regulations  contained  In 
Part  257  of  Title  43  of  the  Code  of  Fed- 
eral Regulations. 

7.  Lessees  under  the  Small  Tract  Act 
of  June  1,  1938.  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land. 
to  the  satisfaction  of  the  appropriate  of- 
ficer of  the  Bureau  of  Land  Management 
authorized  to  sign  the  lease.  Improve- 
ments which.  In  the  circumstances,  are 
presentable,  substantial  and  appropriate 
for  the  use  for  which  the  lease  is  issued. 
Leases  will  be  for  a  period  of  not  more 
than  five  years,  at  an  annual  rental  of 
$5.00  for  home  and  cabin  sites,  payable 
In  advance  for  the  entire  lease  period. 
The  rental  for  business  sites  will  be  in 
accordance  with  a  schedule  of  gradu- 
ated charges  based  on  gross  Income,  with 
a  minimum  charge  of  $20.00  payable 
yearly  in  advance,  the  remainder.  If  any. 
to  be  paid  within  thirty  days  after  each 
yearly  anniversary  of  the  lease.  Leases 
will  contain  an  option  to  purchase  the 
tract  at  or  after  the  expiration  of  one 
year  from  the  date  the  lease  is  Issued, 
provided  the  terms  and  conditions  of  the 
lease  have  been  met. 

8.  Ail  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  in  ac- 
cordance with  the  classification  maps  on 
file  m  the  District  Land  Office.  Anchor- 
age. Alaska.  The  tracts  where  possible 
are  made  to  conform  in  description  with 
the  rectangular  system  of  survey,  being 
approximately  330  by  660  feet,  in  com- 
pact units. 

9.  The  leases  will  be  made  subject  to 
the  reservation  of  a  road  right-of-way  for 
use  of  the  public,  of  33  feet  in  width,  on 
each  side  of  the  tracts  contiguous  to  the 
section  and/or  quarter  section  lines,  as 
shown  on  the  classification  maps  on  file 
in  the  District  Land  Office,  Anchorage, 
Ala.ska. 

10.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager.  Dis- 
trict Land  Office.  Anchorage.  Alaska. 

Roger  R.  Robinson, 
Acting  Regional  Administrator. 

IF.    R.    Doc.    49-1418:    Filed,   Feb.    24.    1949; 
8:50  a.  m.] 


Office  of  the  Secretary 

Designation  of  San  Juan  National 
Historic  Site.  Puerto  Rico 

Whereas,  the  Congress  of  the  United 
States  has  declared  it  to  be  a  national 


FEDERAL  REGISTER 

policy  to  preserve  for  the  public  use  his- 
toric sites,  buildings,  and  objects  of  na- 
tional significance  for  the  Inspiration 
and  benefit  of  the  people  of  the  United 
States; 

Whereas,  the  ancient  fortifications  of 
San  Juan.  Puerto  Rico,  particularly  the 
massive  masonry  works  of  El  Morro  and 
San  Cristobal  and  their  connecting  walls, 
are  outstanding  monuments  of  the  past, 
posse-sslng  exceptional  historical  and  ar- 
chitectural interest  for  the  Nation,  and 
have  been  declared  by  the  Advisory 
Board  on  National  Parks.  Historic  Sites. 
Buildings,  and  Monuments  to  po'Ssess  ex- 
ceptional importance  as  commemorating 
the  history  of  the  United  States;  and 

Whereas,  with  the  approval  of  the 
President,  a  cooperative  agreement  has 
been  made  between  the  Secretary  of  the 
Interior  and  the  Secretary  of  the  Army 
providing  for  the  preservation  of  the 
ancient  fortifications  of  San  Juan  and 
their  designation  as  a  national  historic 
site: 

Now.  therefore.  I,  J.  A.  Krug.  Secretary 
of  the  Interior,  under  and  by  virtue  of 
the  authority  conferred  by  seotlon  2  of 
the  act  of  August  21.  1935  (49  Stat.  666; 
16  U.  S.  C.  462).  do  hereby  designate  the 
fortresses  of  El  Morro  and  San  Cristobal. 
Casa  Blanca.  and  El  Canuelo  on  Cabras 
Island,  including  the  areas  shown  on  the 
diagram,  marked  "Exhibit  A,"  annexed 
hereto  and  made  a  part  hereof,  to  be  a 
national  historic  site,  having  the  name 
"San  Juan  National  Historic  Site." 

The  administration,  protection,  and 
development  of  this  national  historic 
site  shall  be  exercised  in  accordance  with 
the  provisions  of  the  above-mentioned 
cooperative  agreement  and  the  act  of 
August  21,  1935.  supra. 

Warning  is  expressly  given  to  all  un- 
authorized persons  not  to  appropriate. 
Injure,  destroy,  deface,  or  remove  any 
featurjB  of  this  historic  site. 

In  witness  whereof.  I  have  hereimto 
set  my  hand  and  caused  the  official  seal 
of  the  Department  of  the  Interior  to  be 
affixed,  at  the  City  of  Washington,  this 
14th  day  of  February  1949. 

fsEALl  J.  A.  Krug. 

Secretary  of  the  Interior. 

(P.   R.    Doc.   49-1402:    Piled.   Feb.   34.    1949; 
8:50   a.  m.) 

FEDERAL   POWER   COMMISSION 

(Project  No.  1922) 

City  of  Ketchikan,  Alaska 

notice  of  order  extending  time  for 
completing  construction 

February  18,  1949. 
Notice  Is  hereby  given  that,  on  Feb- 
ruary 16,  1949,  the  Federal  Power  Com- 
mission Issued  Its  order  entered  Febru- 
ary 15, 1949,  extending  time  for  complet- 
ing construction  until  December  31, 1949, 
In  the  above-designated  matter. 
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(Project  No.  1900,  Docket  No.  IT-SMSl 

Wisconsin  Pxtbuc  Skhvici  Corp. 

notice  or  order  authorizzng  issuanci  or 

license   (MAJOR)  AND  TERMINATINO  ORDEB 

to  show  cause 

February  18, 1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 17.  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  February 
15,  1949,  authorizing  Issuance  of  license 
(major)  In  Project  No.  1966,  and  ter- 
minating proceedings  Instituted  March 
7.  1939.  in  Docket  No.  IT-5543  relative  to 
the  operation  of  the  Grandfather  Falls 
project  on  the  Wisconsin  River,  Wis- 
consin. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


IP.   R.   Doc.   49-1420;    Piled.   Feb.   24.    1949; 
8:50  a.  m.] 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[P.   R.   Doo.   49-1419;   rUed.   Feb.   34.    1949; 
8:S0  a.  m.] 


[Docket  Noa.  B^-6185,  E-619B] 
Arkansas-Missouri  Power  Co.  et  al. 

ORDER  setting  HEARING  ON  APPLICATION  FOR 

approval  of  lease  and  on  filing  rath 
schedules,  consolidating  proceedings, 
and  suspending  rate  schedules 

February  17.  1949. 

In  the  matters  of  Arkansas-Missouri 
Power  Company  and  St.  Francis  Electric 
Generating  Company.  Docket  No.  E- 
6185;  Arkansas  Power  k  Light  Company 
and  Arkansas-Missouri  Power  Company, 
Docket  No.  E-6195. 

Arkansas-Missouri  Power  Company 
(Ark-Mo) .  and  St.  Francis  Electric  Gen- 
erating Company  (St.  Francis)  filed  a 
joint  application  on  January  17.  1949, 
and  on  January  24.  and  February  2. 1949, 
amendments  and  supplements  thereto, 
pursuant  to  section  203  of  the  Federal 
Power  Act.  for  approval  of  a  lease  to 
Ark-Mo  by  St.  Francis  of  a  30,000  KW 
steam  generating  station  to  be  con- 
structed at  Campbell.  Missouri,  by  St. 
Francis,  and  alternatively,  for  a  denial  of 
the  application  for  want  of  jurisdiction. 

Arkansas  Power  &  Light  Company,  on 
January  26. 1949,  filed  a  proposed  Service 
Schedule  B.  as  amended,  together  with  a 
proposed  form  of  agreement  with  St. 
Francis  and  Ark-Mo  (three  party  con- 
tract) for  sale  and  Interchange  of  elec- 
tric energy,  tentatively  designated  as 
Supplement  No.  1  to  Arkansas  Power  ii 
Light  Company  Rate  Schedule  FPC  No. 
13.  On  January  27.  1949.  Ark-Mo  filed 
a  concurrence  therein,  tentatively  desig- 
nated Arkansas -Missouri  Power  Com- 
pany Rate  Schedule  FPC  No.  10.  The 
proposed  rate  schedule  and  contract  in- 
clude provisions  which  would  ( 1 )  reduce 
APiiL's  present  obligation  to  supply  all  of 
Ark-Mo's  power  requirements  to  not 
more  than  45,000  KW  after  the  in-service 
date  of  the  leased  station;  (2)  change  the 
fuel  clause  so  as  to  increase  the  charges 
by  AP&L;  and  (3>  obligate  AP&L  not  to 
sell  Ark-Mo  any  power  in  the  event  Ark- 
Mo  loses  the  right  to  operate  the  leased^ 
generating  station  unless  Ark-Mo  pur- 
chases firm  power  from  St.  Francis,  to 
the  extent,  up  to  30,000  KW.  that  St. 
Francis  shall  have  unused  capacity.   The 
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parties  request  that  the  filings  take  effect 
as  of  October  31.  1948. 

The  rate  schedule  is  filed  in  contem- 
plation of  the  taking  effect  of  the  lease 
referred  to  above,  and  the  application  for 
approval  of  the  lease  is  filed  in  contem- 
plation of  the  taking  effect  of  the  rate 
schedule. 

Prom  a  preliminary  examination  of  tne 
filings  it  appears  that:  (a)  Ark-Mo  may 
be  a  public  utility  within  the  meaning  of 
that  term  as  used  in  the  Federal  Power 
Act.  and  by  the  proposed  lease  it  may 
directly  or  indirectly  merge  or  consol- 
idate its  facilities  subject  to  the  jurisdic- 
tion of  this  Commission  with  those  of 
another  person  within  the  meaning  of. 
and  subject  to.  the  requirements  of  sec- 
tion 203  (a)  of  the  act. 

(b)  A  further  showing  is  necessary  or 
appropriate  to  enable  the  Commission  to 
determine  whether  such  lease  of  facili- 
ties by  Ark-Mo  is  not  inconsistent  with 
the  public  Interest  and  particularly  with 
respect  to  the  following: 

(1)  The  reasonableness  of  the  esti- 
mated operating  expenses  of  St.  Francis 
and  the  reasonableness  of  the  profits  to 
any  one  Individual  or  group  of  individ- 
uals interested  in  St.  Francis,  derived 
from  rental  payments  under  the  lease  or 
other  agreements; 

(2)  The  necessity  and  propriety  of 
the  proposed  method  of  supplying  the 
increasing  power  requirements  in  the 
area:  of  the  use  of  a  separate  corpora- 
tion for  that  purpose;  of  the  relatively 
small  common  stock  investment  in  that 
corporation;  of  the  pledge  of  such  com- 
mon stock;  of  the  default  provisions; 
and  of  the  other  contingent  arrange- 
ments; 

(3)  The  effect  of  the  proposals  on  Ark- 
Mo's  costs  of  service  and  ability  to  serve, 
as  well  as  the  effect  thereon,  in  case  of 
a  default  by  Ark-Mo  under  the  lease; 

(4)  The  relation  of  the  corporations 
Involved  and  the  individuals  interested 
therein  to  each  other  and  the  extent 
to  which  the  negotiations  have  been  at 
arm's  length. 

(c)  The  change  in  service  and  rates 
provided  by  the  new  rate  schedule  may 

be: 

(1)  Unfair  and  unreasonable  in  con- 
ditioning Arkansas  Power  &  Light  Com- 
pany's obligation  to  serve  upon  Ark-Mos 
acquiring  and  operating  generating  ca- 
pacity by  the  proposed  lease  arrange- 
ment; 

(2)  Unjustifiable  If  the  lease,  after 
hearing,  is  not  approved; 

(3)  Unreasonable  in  restricting  Ar- 
kansas Power  L  Light  Company  from 
supplying  Ark-Mo  under  certain  con- 
tingencies, as  referred  to  above; 

(4)  Unreasonable  in  its  effect  on  Ark- 
Mo's  ability  to  serve  or  its  cost  of  serv- 
ice, or  may  subject  Ark-Mo  or  its  cus- 
tomers to  an  undue  prejudice  or  disad- 
vantage or  amount  to  an  unreasonable 
difference  in  rates  and  charges  as  be- 
tween localities  or  classes  of  service. 

The  Commission  finds :  It  is  necessary, 
desirable  and  in  the  public  Interest  that 
the  Commission  enter  upon  a  hearing 
concerning  the  proposed  lease  and  a 
hearing  concerning  the  lawfulness  of  the 
rate  schedules  filed;  that  said  rate  sched- 
ules be  suspended  pending  such  hearing 
and  decision  thereon;  and  that  the  two 


NOTICES 

proceedings  be  consolidated  for  the  pur- 
pose of  such  hearing. 
The  Commission  orders: 

(A)  A  public  hearing  be  held  com- 
mencing on  March  23. 1949,  at  10:00  a.  m. 
in  the  Hearing  Room  of  the  Federal 
Power  Commission.  1800  Pennsylvania 
Avenue.  NW.,  Washington.  D.  C.  on  the 
matters  Involved  in  the  application  and 
on  the  lawfulness  of  the  proposed  rate 
schedule. 

(B)  Pending  such  hearing  and  de- 
cision by  the  Commission  the  rate  sched- 
ules filed  be  suspended  and  the  use  of 
the  rates  and  service  therein  provided 
for  deferred  untU  July  25.  1949.  or  such 
earlier  date  as  the  Commission  shall  pro- 
vide by  further  order, 

(C)  During  the  period  of  suspension 
Arkansas  Power  L  Light  Company's  Rate 
Schedule  FPC  No,  13  shall  remain  and 
continue  in  effect. 

(D)  At  such  hearing  the  burden  of 
proof  shall  be  upon  the  parties  making 
such  filings  including  a  full  showing  with 
respect  to  the  matters  hereinabove  re- 
ferred to. 

Date  of  issuance:  February  18.  1949. 

By  the  Commission.  Commissioners 
Draper  and  Wimberly  dissenting. 


[SKALl 


Leon  M.  Puquay. 
Secretary. 


[F.   R.   Doc,   49-1433;    FUed,   Feb.    24.    1949; 
8:52  a.  ml 


(Docket  No.  O-lllOl 
Waynesboro  Gas  Co, 

order  permitting  withdrawal  from  stip- 
ulation agreeing  to  withdraw  applica- 
tion, reopening  proceeding  and  fixing 
date  for  further  hearing 


February  17.  1949. 
On  January  28,  1949,  the  Waynesboro 
Gas  Company  (Applicant)  filed  a  motion 
requesting  that: 

(1)  It  be  permitted  to  withdraw  from 
Its  oral  stipulation  made  during  the 
course  of  hearing  in  the  above  matter 
on  December  3.  1948.'  whereby  It  with- 
drew without  prejudice  its  application 
filed  August  27,  1948,  pursuant  to  section 
7  (a)  of  the  Natural  Gas  Act. 

(2>  The  proceeding  be  reopened  for 
the  limited  purpose  of  receiving  In  evi- 
dence Applicant's  Exhibits  1.  2,  3  and  4. 

(3)  The  Manufacturers  Light  and 
Heat  Company  be  directed  to  establish  a 
physical  connection  with  the  Applicant's 
distribution  mains  for  the  purpose  of 
supplying  natural  gas  to  Applicant  for 
distribution  in  Waynesboro,  Pennsyl- 
vania.' 

No  reply  to  Applicant's  motion  of  Jan- 
uary 28.  1949.  has  been  filed  by  the  Man- 
ufacturers Light  and  Heat  Company. 

The  request  of  the  Applicant  to  with- 
draw its  application  filed  August  27.  1948. 
was  due  to  representations  made  by 
counsel  for  the  Manufacturers  Light  and 


Heat  Company  d  irfrtg  the  course  of  hear- 
ing to  the  effeC*  tTiat  before  the  Colum- 
bia Gas  Systen  "  c.  took  on  any  new 
markets  whatst  ••.  the  Manufacturers 
Light  and  Heal  c  mpany  would  file  an 
application  pui  <k.  X  to  section  7  (c)  of 
the  Natural  G  Act,  as  amended,  to 
supply  gas  in  W  y  jsboro.  Pennsylvania, 
under  the  terr  -  f  an  existing  agree- 
ment between  l  c  two  companies. 

Applicant's  i'lcaon  filed  January  28, 
1949.  alleges  tl  bkt  since  the  close  of  the 
hearing  in  thr^  matter  on  December  3. 
1948,  Columb'  Gas  System,  Inc.,  has 
refused  to  be  /ound  by  the  representa- 
tions made  by  jounsel  for  the  Manufac- 
turers Light  an  '  Heat  Company. 

The  Commio.-«on  finds:  (1)  Good  cau.>^ 
has  been  show^  by  Applicant  in  support 
of  its  request  to  withdraw  from  its  stipu- 
lation herein  referred  to  and  to  reopen 
the  proceeding. 

(2)  It  is  appropriate  that  the  proceed- 
ing be  reopened  and  further  hearing  bi' 
held  with  respect  to  the  matters  referred 
to  in  paragraph  (3).  above. 

The  Commission  orders: 

(A)  The  motion  of  applicant  to  with- 
draw from  its  stipulation  made  as  of  De- 
cember 3.  1948.  with  reference  to  with- 
drawal of  its  application  for  an  order, 
pursuant  to  section  7  <a)  of  the  Natural 
Gas  Act,  as  amended,  be  and  it  is  hereby 
granted. 

(B)  The  proceeding  in  the  above- en- 
titled matter  be  and  the  same  is  hereby 
reopened  for  the  purpose  of  taking  addi- 
tional evidence  bearing  upon  the  applK 
cation  filed  by  the  Waynesboro  Gas  Com- 
pany on  August  27, 1948,  and  reply  there- 
to filed  by  the  Manufacturers  Light  and 
Heat  Company  on  September  27,  1948. 

(C)  Piu-suant  to  authority  contained 
in  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  .sections  7  and  15  of  the  Natural^ 
Gas  Act,  as  amended,  and  the  Commis- 
sion's rules  of  practice  and  procedure,  a 
public  hearing  In  the  above-entitled  pro- 
ceeding be  held  commencing  on  April  6 
1949,  at  10:00  a.m..  (e.  s.t.),  in  the  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion. 1800  Pennsylvania  Avenue  NW . 
Washington,  p.  C. 

(D)  Interested  State  conunlssions  may 
psfrticipate  as  provided  by  SS  1.8  and  1  37 
(f)  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

Date  of  issuance:  February  21. 1949. 

By  the  Commission. 

[SBALl  Leon  M.  Puquay, 


Secretary. 

|F.    R.    Doc.   40-1434     Piled.   Feb.    34.    1M9 
8:51  a.  m.] 


>  A  public  hearing  In  this  matter  was  con- 
vened on  December  2.  1948,  and  concluded 
on  December  3,  1948. 

>  The  matter  herein  set  forth  was  the  sub- 
ject of  Waynesboro  Oas  Company's  applica- 
tion filed  August  27.  1948. 


FEDERAL    TRADE    COMMISSION 

I  File  No.  21-4191 

Peat  Industry 

NOTICE    OF    holding     OF    TRADE    PRACTICE 
CONFERENCE 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  office  in 
the  city  of  Wa.shington.  D.  C.  on  the 
21st  day  of  February  1949. 

Notice  Is  hereby  given  that  a  trade 
practice  conference  will  be  held  by  the 
Federal  Trade  Commission  for  tiie  Peat 


Friday,  February  25,  1949 

Industry  on  Marchi22. 1940,  In  Room  332. 
Federal  Trade  QoDi^iBslon  Building, 
Pennsylvania  Aver^f  .*t  Sixth  Street 
NW..  Washington*  wvC,  commencing 
at  10  a.  m.,  e.  s.  t.  v." 

Products  of  the  it-^tt  «stry  Involved  art 
perfl  and  peat  mlxt  j  which  are  mar- 
keted for  use  as  ,;  fttfU  conditioner  or 
fertilizer,  or  for  o'oie.h  horticultural  or 
agricultural  purposes 'jncluding  that  of 
poultry  or  barnyardj  li^er.  All  persons 
and  concerns  engaged  ^n  the  marketing 
of  such  products  are  <fordially  invited, 
as  members  of  the  ind  ^Jry.  to  attend  or 
send  representatives  tq  the  conference 
and  to  participate  In  t\e  proceedings. 

The  conference  and^further  proceed- 
ings in  the  matter  will  be^directed  toward 
the  eventual  establishrp^ent  and  promul- 
gation by  the  Commission  of  trade  prac- 
tice rules  for  the  Industry  under  which 
unfair  methods  of  competition,  unfair 
or  deceptive  acts  or  practices,  and  other 
trade  abuses,  may  be  eliminated  and 
prevented. 

By  directon  of  the  Commission. 


[seal] 


D.  C.  Daniel, 
Secretary. 


(F.    R.   Doc.    49-1438;    Filed,   Feb.    24,    1949; 
8:54  a.  m.l 


SECURITIES  AND  EXCHAtJGE 
COMMISSION 

(File   Nos.   64-127,   59-3,   59-12] 

Electric  Bond  and  Share  Co.  et  al. 

ORDER  permitting  DECLARATION  TO  BECOME 

effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  17th  day  of  February  A.  D.  1949. 

Electric  Bond  and  Share  Company 
("Bond  and  Share") ,  a  registered  holding 
company,  having  filed  a  declaration  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  regarding  the  following 
transactions: 

Bond  and  Share  proposes  to  enter  into 
an  agreement  with  thirteen  banks  re- 
newing for  an  additional  period  of  two 
years  its  loans  held  by  such  banks  in  the 
aggregate  amount  of  $12,000,000  which 
are  due  on  February  25.  1949.  The  new 
loans  will  be  evidenced  by  promissory 
notes  bearing  interest  at  the  rate  of  2 '2% 
per  annum  and  maturing  February  25, 
1951.  The  promissory  notes  provide  that 
without  the  consent  of  the  holders  of  at 
least  66*3%  in  principal  amount  of  all 
the  promissory  notes,  the  company  will 
not  pay  any  dividends  except  out  of  sur- 
plus earned  subsequent  to  December  31, 
1946.  In  addition  the  company  agrees  to 
apply  the  proceeds  from  the  sale  of  any 
securities  amounting  to  $1,000,000  or 
more  toward  the  payment  of  the  notes. 

A  public  hearing  with  respect  to  said 
declaration  having  been  held  after  ap- 
propriate notice,  and  the  Commission 
having  considered  the  record  and  deem- 
ing it  appropriate  In  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  said  declaration  be  per- 
mitted to  become  effective  and  further 
deeming  It  appropriate  to  grant  the  re- 
quest of  the  declarant  that  the  order  of 
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the  Commission  herein  become  effectlv* 
forthwith;  and 

Bond  and  Share  having  also  requested 
that  the  order  of  the  Commission  approv- 
ing the  proposed  transactions  contain 
findings  and  recitations  conforming  to 
the  provisions  and  requirements  of  sec- 
tion 1808  (f)  of  the  Internal  Revenue 
Code,  as  amended,  and  it  appearing  to  the 
Commission  that  It  Is  appropriate  to 
grant  such  request  In  view  of  the  fact 
that  such  notes  are  to  be  issued  for  the 
purpose  of  renewing  an  obligation  In- 
curred in  connection  with  the  retirement 
of  Bond  and  Share's  preferre'd  stocks  re- 
quired by  the  Commission's  order  of  Sep- 
tember 6, 1946,  pursuant  to  section  11  (b) 
(2)  of  the  act; 

Jt  is  ordered.  That  the  said  declaration 
be,  and  the  same  hereby  is.  permitted  to 
become  effective  forthwith,  subject  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24. 

It  is  further  ordered  and  recited.  That 
the  transactions  proposed  in  said  decla- 
ration Including,  but  without  limitation, 
the  issuance  by  Bond  and  Share  of 
the  said  promissory  notes  aggregating 
$12,000,000  in  principal  amount,  are  nec- 
essary or  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935. 

By  the  Commission, 

(SEAL]  ORVAL  L.  DuBoIS. 

Secretary. 

[F.    R.    Doc.   49-1423;    Filed.    Feb.    24.    1949; 
8:49    a.   m.] 


[File  No.  54-176) 
North  American  Co.  et  al. 

notice  of  filing  of  plan  and  notice  of 
and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D,  C„ 
on  the  17th  day  of  February  1949. 

In  the  matter  of  the  North  American 
Company,  Union  Electric  Company  of 
Missouri,  West  Kentucky  Coal  Company, 
File  No.  54-176. 

Notice  is  hereby  given  that  a  Joint  ap- 
plication has  been  filed  by  the  North 
American  Company  ("North  Ameri- 
can") ,  a  registered  holding  company,  and 
its  subsidiaries.  Union  Electric  Company 
of  Missouri  ("Union") .  a  registered  hold- 
ing company  and  a  public  utility  com- 
pany, and  West  Kentucky  Coal  Com- 
pany ("West  Kentucky"),  a  non-utility 
company,  pursuant  to  section  11  (e)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  ("act"),  seeking  approval  of  a 
plan  with  respect  to  West  Kentucky.  All 
Interested  parties  are  referred  to  said 
plan,  which  is  on  file  In  the  office  of  the 
Commission  for  a  description  of  the 
transactions  therein  proposed  which  are 
hereinafter  summarized. 

North  American  owns  100%  of  the 
outstanding  Common  Stock  of  both 
Union  and  West  Kentucky,  Union  and 
lt»  subsidiaries  are  engaged  primarily 
In  the  transmission,  distribution  and  sale 
of  electric  energy  in  a  territory  which  In- 
cludes the  City  of  St.  Louis.  Missouri, 
and  its  environs,  adjoining  territory  In 
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Illinois  Including  the  City  of  East  St, 
Louis,  and  aresw  surrounding  Keokuk, 
Iowa  and  Osage,  Missouri,  West  Ken- 
tucky is  engaged  primarily  in  mining 
coal  in  Kentucky  and  has  two  subsidi- 
aries engaged  In  the  sale  of  such  coal. 

North  American  has  been  directed  by 
an  order  of  this  Commission,  entered  on 
April  14,  1942  under  section  11  (b)  (1) 
of  the  act,  to  sever  its  relationship  with 
West  Kentucky  by  disposing  of  its  direct 
and  indirect  ownership,  control  and 
holding  of  securities  Issued  and  proper- 
ties owned,  controlled  or  operated  by 
West  Kentucky.  Applicants  assert  that 
Union  Electric  Is  dependent  for  the  eco- 
nomic operation  of  its  system  upon  a 
readily  available  supply  of  coal  and  that 
Union  Electric  Is  unable  to  satisfy  its 
fuel  requirements  from  the  output  of 
Its  subsidiary.  Union  Colliery  Company, 
or  from  other  presently  available  sup- 
plies of  coal.  Applicants  further  assert 
that  acquisition  by  Union  Electric  of  a 
portion  of  West  Kentucky's  coal  proper- 
ties containing  No.  9  coal  would  give 
Union  Electric  an  assured  and  economi- 
cal supply  of  high-grade  fuel  for  a  sub- 
stantial part  of  its  needs,  and  would  also 
result  ultimately  in  relief  to  Union  Elec- 
tric from  certain  obstacles  to  Union  Elec- 
trlc's  ability  to  finance  future  capital 
requirements  due  to  certain  provisions 
In  Union  Electric's  mortgage. 

Applicants  propose  the  following  trans- 
actions: (DA  corporation  ("New  Com- 
pany") will  be  organized  in  Missouri  with 
an  authorized  capital  of  $6,000,000  and 
one  class  of  stock.  West  Kentucky  will 
convey  to  New  Company,  In  considera- 
tion for  the  Issuance  of  approximately 
$2,950,000  of  New  Company  stock,  cer- 
tain of  West  Kentucky's  coal  and  other 
properties  having  an  aggregate  net  de- 
preciated carrying  value  on  the  books  of 
West  Kentucky  of  approximately  $2,950,- 
000.  New  Company  will  record  the  prop- 
erties at  such  net  depreciated  book  value 
and  West  Kentucky  will  rjecord  the  stock 
of  the  New  Company  at  a  similar  amount. 

(2)  West  Kentucky  will  declare,  out  of 
earned  surplus,  and  pay  to  North  Ameri- 
can, a  dividend  in  the  form  of  Its  hold- 
ings of  stock  of  New  Company.  West 
Kentucky  will  charge  earned  surplus  with 
the  amount  at  which  such  stock  Is  car- 
ried on  Its  books  and  North  American 
will  record  such  stock  at  an  equivalent 
amoimt,  with  a  corresponding  credit  to 
earned  surplus. 

(3)  North  American  will  transfer  the 
stock  of  New  Company  to  Union  as  a  cap- 
ital contribution  and  will  increase  the 
carrying  value  of  its  investment  In  Union 
by  the  amount  at  which  the  stock  was 
recorded  on  North  American's  books. 
Union  will  record  the  stock  of  New  Com- 
pany in  an  amount  equivalent  to  the 
amount  at  which  such  stock  was  recorded 
by  North  American. 

(4)  Union  will  purchase  for  cash  from 
New  Company  $350,000  of  additional 
stock  and  will  increase  the  carrying 
value  of  its  inve.^ment  in  New  Company 
by  a  similar  amount. 

(5)  Within  90  days  after  completion 
of  the  transactions  described  In  para- 
graph 3  above.  North  American  will  dis- 
tribute, in  partial  liquidation,  to  its  stock- 
holders. Its  holdings  of  857,264  shares  of 
Common  Stock  of  West  Kentucky  at  the 


874 


NOTICES 


rate  of  one  share  of  West  Kentucky  stock 
for  each  ten  shares  of  Common  Stock  of 
North  American.    North  American  will 
create  capital  surplus  by  a  transfer  from 
earned  surplus  In  an  amount  sufficient 
to  charge  an  amount  equivalent  to  its 
carrying  value  of  $3,801,542  for  the  sha'fes 
of    West    Kentucky    to    be    distributed. 
Scrip  will  be  issued  in  lieu  of  fractional 
shares  of  West  Kentucky  Common  Stock 
but  the  holders  thereof  will  not  be  en- 
titled to  any  rights  as  stockholders  of 
West  Kentucky.    For  a  period  of  not  less 
than  one  year  after  the  date  of  issue  of 
such  scrip,  such  scrip  may  be  combined 
with  other  scrip  and  exchanged  for  full 
shares  of  West  Kentucky  stock.    There- 
after shares  represented  by  outstanding 
scrip   shall   be   sold   and   the   proceeds 
thereof  held  for  a  perickl  of  six  years  for 
the  benefit  of  the  holders  of  outstanding 
scrip.    After  such  Jjeriod  of  six  years  any 
outstanding  scrip  shall  become  void  and 
the  cash  held  against  such  scrip  shall  be 
paid  over  to  West  Kentucky. 

(6)  West  Kentucky  will  declare  and 
pay  to  North  American  a  dividend  not  in 
excess  of  the  imdlstributed  earnings  of 
West  Kentucky  from  January  1,  1949.  to 
the  date  of  distribution  of  the  West  Ken- 
tucky Common  Stock  to  the  common 
stockholders  of  North  American. 

Consummation  of  the  plan  Is  subject  to 
certain  conditions  among  which  are  the 
obtaining  of  all  necessary  approvals  from 
regulatory  agencies  having  Jurisdiction, 
the  securing  of  satisfactory  tax  rulings, 
and  the  entry  by  an  appropriate  court,  if 
Its  aid  in  enforcement  is  sought,  of  a  de- 
cree or  order  to  enforce  and  carry  out 
the  terms  of  the  plan. 

The  Commission  being  required  by  the 
provisions  of  section  11  (e)  of  the  act. 
before  approving  any  plan  submitted 
thereunder,  to  find  after  notice  and  op- 
portunity for  hearing  that  the  plan,  as 
submitted  or  as  modified,  is  necessary  to 
effectuate  the  provisions  of  subsection 
(b)  of  section  11.  and  is  fair  and  equitable 
to  the  persons  affected  thereby;  and  it 
appearing  appropriate  that  notice  be 
given  and  a  hearing  held  with  respect  to 
said  plan,  and  that  said  plan  shall  not 
become  effective  except  pursuant  to  fur- 
ther order  of  the  Commission : 

It  is  ordered.  That  a  hearing  on  said 
plan  be  held  on  the  28th  day  of  March. 
1949.  at  10:00  a.  m..  e.  s.  t.,  at  the  office 
of  the  Securities  and  Exchange  Commis- 
sion. 425  Second  Street  NW..  Washington. 
D.  C.  On  such  date  the  hearing  room 
clerk  in  Room  101  will  designate  the  room 
in  which  such  hearing  will  be  held. 

It  is  further  ordered.  That  Harold  B. 
Teegarden,  or  any  other  officer  or  offi- 
cers of  this  Commission  designated  by  it 
for  that  purpose,  shall  preside  at  such 
hearing.  Theofficer  so  designated  to  pre- 
side at  such  hearing  is  hereby  authorized 
to  exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (O  of  the  act 
and  to-a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

It  is  further  ordered.  That  any  person 
desiring  to  be  heard  in  connection  with 
these  proceedings  or  proposing  to  inter- 
vene herein  shall  file  with  the  Secretary 
of  the  Commission,  on  or  before  March 
21,  1949.  his  request  or  application  there- 


for, as  provided  by  Rule  XVn  of  the 
Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  plan  and  that,  upon  the 
basis  thereof,  the  following  matters  and 
questions  are  presented  for  consideration 
without  prejudice  to  its  specifying  addi- 
tional matters  and  questions  upon  fur- 
ther examination: 

(1)  Whether,  and  to  what  extent,  the 
portion  of  the  Commission's  order  of 
April  14.  1942.  relating  to  West  Kentucky 
should  be  modified  so  as  to  permit  the 
proposed  separation  of  the  properties  of 
West  Kentucky  and  the  proposed  reten- 
tion in  the  North  American  system  of  the 
properties  proposed  to  be  transferred  to 
New  Company; 

(2)  Whether  the  plan,  as  submitted  or 
as  hereafter  amended,  is  necessary  to 
effectuate  the  provisions  of  section  11  <b) 

of  the  act; 

(3>  Whether  the  plan,  as  submitted 
or  as  hereafter  modified,  is  fair  and 
equitable  to  the  persons  affected  by  such 

plan; 

(4)  Whether  the  proposed  capital  con- 
tribution by  North  American  to  Union 
satisfies  the  requirements  of  section  12 
of  the  act  and  Rule  U-45  thereunder; 

(5)  Whether  the  proposed  acquisition 
by  North  American  from  West  Kentucky 
of  the  stock  of  New  Company  and  by 
Union  from  North  American  of  the  stock 
of  New  Company  satisfies  the  require- 
ments of  section  10  of  the  act  and  par- 
ticularly the  requirements  of  sections  10 
(b)   <3»  and  10  (c)   (D; 

(6)  Whether  the  accounting  treat- 
ment to  be  accorded  the  proposed  trans- 
actions, including  the  amount  at  Vhich 
the  property  of  New  Company  is  to  be 
recorded,  is  proper  and  in  conformity 
with  sound  accounting  "principles  and 
the  Commission's  Uniform  System  of 
Accounts  for  Public  Utility  Holding  Com- 
panies and,  particularly,  whether  the 
proposed  transactions  will  result  in  an 
overstatement  of  the  earned  surplus  ac- 
count of  North  American; 

(7)  Whether  the  plan  should  be  mod- 
ified so  as  to  provide  that  the  applicants 
will  pay  such  fees  and  expenses  in  con- 
nection with  the  plan  or  proceedings  in 
respect  thereto  as  the  Commission  may 
award,  allow,  or  allocate;  and,  if  so. 
whether  the  fees,  expenses  and  other 
remuneration  which  may  be  claimed  in 
connection  with  the  plan  and  transac- 
tions incident  thereto  are  for  necessary 
services  and  are  reasonable  in  amount; 
and 

(8)  Whether,  and  to  what  extent,  the 
plan  and  amendments  thereto,  if  any, 
should  be  modified,  or  terms  and  con- 
ditions imposed,  to  ensure  adequate  pro- 
tection of  the  public  interest  and  the 
interests  of  investors  and  consumers  and 
to  prevent  circumvention  of  the  act  and 
the  rules  and  regulations  promulgated 
thereunder; 

It  is  further  ordered.  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions. 

It  is  further  ordered,  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  a 
copy  of  this  notice  and  order  by  regis- 


tered mall  to  the  North  American  Com- 
pany, Union  Ef^tric  Company  of  Mis- 
souri', West  Krtfeucky  Coal  Company, 
the  Federal  Pt^er  Commission,  the 
Public  Service  Commission  of  Missouri, 
the  Illinois  Commerce  Commission  and 
the  City  of  St.  Louis,  Missouri,  ancTthat 
notice  be  given  to  all  other  persons  by 
publication  of  a  copy  of  this  notice  and 
order  in  the  Federal  Recisttr  and  by 
general  release  of  the  Commission  dis- 
tributed to  the  press  and  mailed  to  the 
mailing  list  for  releases  under  the  Public 
Utility  Holding  Company  Act  of  1935. 


By  the  Commission. 

[SEAL]  OivAL  L.  Dubois, 

Secretary. 

I  P.    R.   Doc.   49-142fl;    PUed,    Feb.    24,    1949; 
8:40  a.  m] 


(File  No.  70-2064] 

Wisconsin  Electric  Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C  on 
the  18th  day  of  February  1949. 

Notice  is  hereby  givtn  that  an  applica- 
tion-declaration has  been  filed  with  this 
CommLssion  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935  ("act") 
by  Wisconsin  Electric  Power  Company 
(•'Wisconsin  Electric") .  a  registered  hold- 
ing company,  and  a  public  utility  com- 
pany. The  applicant-declarant  desig- 
nates sections  6,  7.  9  and  10  of  the  act 
and  Rules  U-42  and  U-50  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  March 
9.  1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearinK 
be  held  on  such  matter  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request,  and  the  issues,  if  any.  of  fact 
or    law    raised    by    said    appMcation- 
declaration  projposed  to  be  controverted, 
or  may  request  that  he  be  notified  if  the 
Commission    should    order    a    hearint; 
thereon.     Any   such   request  should   b. 
addressed:  Secretary.  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.     At  any  time 
thereafter  such  apphcation-declaration 
as  filed,  or  as  amended,  may  l>e  granted 
and  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  pursuant  to  said  act, 
or   the   Commission  may   exempt   such 
transactions  as  provided  in  Rule  U-20 
(a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application -declaration  which  is  on 
file  in  the  office  of  this  Commission  im 
a  statement  of  the  transactions  there. n 
proposed  which  are  summarized  beluw: 
Wisconsin  Electric  proposes  to  issue 
and  sell,  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50  promul- 
gated under  the  act.  $10,000,000  princi- 
pal amount  of  First  Mortgage  Bonds 
%  Series,  dated  March  1.  1949.  and 
due  March  1.  1979.  ("New  Bonds") .  to  oe 
Issued  under  a  Mortgage  and  Deed  ul 
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Trust  dated  October  28, 1938,  as  amended 
and  supplemented  by  the  Second  Sup- 
plemental Indenture  dated  June  1,  1946, 
and  under  a  Third  Supplemental  Inden- 
ture thereto  to  be  dated  March  1,  1949. 
The  coupon  rate  per  annum  for  said  New 
Bonds  (to  be  a  multiple  of  »8  of  1%) 
and  the  price,  exclusive  of  accrued  In- 
terest, to  be  received  by  Wisconsin  Elec- 
tric for  the  New  Bonds  (to  be  not  less 
than  100%  nor  more  than  102^4%  of  the 
principal  amount  of  such  New  Bonds) 
are  to  be  determined  by  the  competitive 
bidding. 

Wisconsin  Electric  also  proposes  to  is- 
sue and  sell  for  cash  266,093  shares  of 
Common  Stock,  par  value  $10  per  share. 
The  Company  proposes  to  issue  to  the 
holders  of  its  outstanding  2,660.928 
shares  of  Common  Stock  transferable 
warrants  carrying  (a)  a  Right  to  Sub- 
scribe for  shares  of  Common  Stock  on  the 
]?asis  of  one  share  for  each  ten  shares  of 
Common  Stock  held  of  record  (the  record 
date,  the  period  of  the  duration  of  the 
offer  and  the  subscription  price  per 
share  are  to  be  supplied  by  amendment 
herein) ;  and  (b)  the  privilege  to  sub- 
scril)e  at  the  same  subscription  price  per 
share  for  any  additional  number  of 
shares  not  subscribed  for  through  the 
exercise  of  Rights  to  Subscribe,  subject 
to  pro  rata  allotment  of  such  additionally 
subscribed  shares. 

Wisconsin  Electric  proposes  to  enter 
Into  an  agreement  negotiated  with  Leh- 
man Brothers,  New  York,  New  York,  who 
were  selected  after  negotiations  with 
several  Investment  bankers,  and  with 
Robert  W.  Balrd  L  Co..  Milwaukee,  Wis- 
consin ("Managers")  whereby  they  will 
agree  to  use  their  best  efforts  to  form  and 
manage  a  group  of  seciu'lty  dealers  to 
solicit  subscriptions  to  purchase  the 
Common  Stock  being  issued.  The  agree- 
ment provides  for  the  payment  by  Wis- 
consin Electric  to  participating  dealers 
of  a  fee  of  25^  per  share  purchased 
through  their  efforts,  with  a  maximum 
fee  of  $250  as  to  shares  purchased  by  any 
single  warrant  holder;  and.  in  addition, 
the  payment  by  Wisconsin  Electric  of 
a  fee  to  the  Managers  equal  to  15%  of 
the  aggregate  amount  payable  to  partici- 
pating dealers  but  in  no  event  to  exceed 
$7,200.  Wisconsin  Electric  estimates 
that  the  maximum  feei  payable  under 
the  proposed  agreement,  assuming  100  ""r 
subscription  through  the  efforts  of  deal- 
ers, will  be  approximately  $65,000. 

Wisconsin  Electric  requests  authority 
to  purchase  and  sell  on  the  New  York 
Stock  Exchange  shares  of  its  Common 
Stock  or  Rights  to  Subscribe  in  order  to 
stabilize  the  price  of  the  Common  Stock 
for  the  purpose  of  facilitating  the  pro- 
posed distribution  and  offering  of  its 
Common  Stock.  In  this  connection  the 
Company  represents  that  it  will  at  no 
time  acquire  a  net  long  position  of  shares 
of  its  Common  Stock  (including  for  the 
purpose  the  equivalent  shares  repre- 
sented by  Rights  to  Subscribe)  in  excess 
of  10%  (26.609)  of  the  shares  of  Common 
Stock  being  offered.  The  period  during 
which  such  stabilization  will  occur  is  to 
be  supplied  by  amendement  herein. 

The  Company  represents  that  the  net 

proceeds   to  be  received   by  Wisconsin 

Electric  from  the  issue  and  sale  of  said 

New    Bonds    and    additional    Common 
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Stock  will  be  added  to  the  general  funds 
of  the  Company  to  meet,  In  part,  the 
capital  expenditures  for  the  proposed 
additions  to  Its  property  and  for  other 
corporate  purposes,  including  reimburse- 
ment of  its  treasury  for  capital  expendi- 
tures previously  made.  Wisconsin  Elec- 
tric estimates  that  its  construction  pro- 
gram for  the  three  years,  1949.  1950,  and 
1951  will  require  capital  expenditures  of 
about  $42,400,000. 

Wisconsin  Electric  has  filed  an  appli- 
cation with  the  Public  Service  Commis- 
sion of  Wisconsin  for  authorization  with 
respect  to  the  securities  to  be  Issued. 

Wisconsin  Electric  requests  that  the 
Commission  issue  its  order  herein  on  or 
before  March  11. 1949.  and  that  the  Com- 
mission accelerate  the  period  provided  by 
Rule  U-50  for  invitation  of  bids  for  the 
New  Bonds  so  that  the  bids  may  be 
opened  on  or  before  March  21,  1949. 

By  the  Commission. 

tsEAL]  Orval  L.  Dubois, 

Secretary. 

(F.   R.   Doc.  49-1421;    Filed.   Feb.   24,    1949; 
8:49  a.  m.] 


IFlle  No.  70-2067] 
Standard  Gas  and  EIlectric  Co. 

NOTICE  OF  FILINa 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  23d  of  February  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  ("act")  and  the  rules  and  regula- 
tions promulgated  thereunder  by  Stand- 
ard Gas  and  Electric  Company  ("Stand- 
ard Gas") .  a  registered  holding  company. 
The  applicant  designates  sections  9  and 
10  of  the  act  as  applicable  to  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March  8. 
1949  at  12:30  p.  m.,  e.  s.  t,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  Issues,  if  any,  of  fact  or 
law  raised  by  said  application  proposed 
to  be  controverted  or  may  request  that  he 
be  notified  if  the  Commission  should  or- 
der a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW.,  Washington  25.  D.  C. 
At  any  time  thereafter,  such  application, 
as  filed  or  as  amended,  may  be  granted 
as  provided  in  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  the 
act  or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rules  U-20 
(a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  •fti  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  summarized  below: 

In  partial  compliance  with  the  Com- 
mission's order  of  August  8.  1941  which 
requires  In  effect,  among  other  things, 
that  Standard  Gas  sever  its  relationship, 
both  direct  and  indirect,  with  Northern 
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States  Power  Company,  a  Minne- 
sota corporation  ("Northern  States"). 
Standard  Gas  has  notified  the  Commis- 
sion pursuant  to  the  provisions  of  Rule 
U-44  (c)  under  the  act  that  it  intends 
to  sell  by  competitive  bidding  all  or  a 
part  of  the  364.684  shares  of  common 
stock  of  Northern  States  owned  by 
Standard  Gas.  Bids  for  such  stock  will 
be  invited  by  a  newspaper  advertisement 
which  will  provide  that  interested  per- 
sons shall  notify  Standard  Gas  of  their 
desire  for  an  opportunity  to  purchase 
such  stock.  Thereafter  Standard  Gas 
will  advise  all  such  persons  of  the  con- 
ditions of  sale  and  the  time  for  submit- 
ting bids  (which  time  shall  be  not  less 
than  12  hours  after  such  advice  has  been 
given  • . 

The  foregoing  proposed  sale  Is  not  a 
part  of  the  present  application  but  In 
connection  therewith  and  for  the  stated 
purpose  of  facilitating  the  proposed  sale. 
Standard  Gas  seeks  permission  by  the 
present  aiY)lication  to  stabilize  the  mar- 
ket price  of  Northern  States  Common 
Stock  by  purchases  thereof  on  the  New 
York  Stock  Exchange  for  a  period  equiv- 
alent to  the  notice  period  for  submission 
of  bids,  but  in  no  event  for  a  period 
longer  than  three  days  prior  to  the  date 
fixed  for  the  opening  of  bids. 

Standard  Gas  requests  that  the  Com- 
mission's order  herein  be  entered  not 
later  than  March  9.  1949  and  that  it  be- 
come effective  upon  Issuance. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.   R.   Doo.   49-1469:    Filed,   Feb.   24,    1949t 
6:57  a.  m.] 


[Fnie  No.  71-3] 

Texas  Electric  Service  Co. 

notice  of  filing  of  original  cost  studies 
and  of  proposals  for  disposition  of 
adjustments  relating  to  electric  plant 

At  a  regular  session  of  the  Securities 
and  Exchange  Commissior^  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  17th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  Texas  Elec- 
tric Service  Company  ("Texas  Electric") , 
has  filed  studies  and  amendments  thereto 
relative  to  the  original  cost  and  reclassi- 
fication of  the  company's  electric  plant 
accounts  as  of  December  31.  1941.  The 
studies  filed  Include  proposals  for  the 
disposition  of  certain  adjustments  relat- 
ing to  the  company's  electric  plant  ac- 
counts. Texas  Electric  is  an  electric 
utility  subsidiary  of  American  Power  L 
Light  Company,  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  holding 
company.  The  studies,  and  amendments 
thereto,  were  filed  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
particularly  sections  15  and  20  (b) 
thereof  and  Rule  U-27  thereunder. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
4,  1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
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quest,  and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  proposals  Intended  to 
be  controverted,  or  may  request  that  he 
be  notified  should  the  Commission  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed  as  follows:  Secre- 
tary Securities  and  Exchange  Commis- 
sion 425  Second  Street  NW..  Washmg- 
ton  25.  D.  C.  At  any  time  after  March 
4  1949  the  Commission  may  take  such 
action  as  may  be  deemed  appropriate 
with  respect  to  the  matters  to  which  the 
filing  herein  relates.  ' 

All  interested  persons  are  referred  to 
said  studies  which  are  on  file  in  the 
offices  of  the  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  simimarlzed  as  follows: 

On  December  5.  1945  Texas  Electric 
Initially  filed  original  cost  and  reclassi- 
fication studies  of  the  company's  electric 
plant  accounts  as  of  December  31.  1941. 
The  studies  were  filed  in  accordance  with 
Plant  Instruction  2-D  of  the  Uniform 
System  of  Accounts  prescribed  by  the 
Federal  Power  Commission  for  electric 
utUlties.     The  Federal  Power  Commis- 
sion's Uniform  System  of  Accounts  for 
electric  utilities  is  applicable  to  Texas 
Electric  by  virtue  of  this  Commission's 
Rule  U-27.  promulgated  under  the  Public 
Utility  Holding  Company  Act  of  1935.   In 
said  studies  Texas  Electric  represented 
that  $3,446,718.07  had  been  reclassified 
to  Account  100.5.  Electric  Plant  Acquisi- 
tion Adjustments,  and  $34,082,253.46  to 
Account  107.  Electric  Plant  Adjustments. 
The  staff  of  the  Commission  made  a 
field  examination  and  filed  its  report  in 
connection    therewith.    Copies    of    the 
staff's  report  were  submitted  to  the  com- 
pany.   Texas  Electric  has  amended  its 
studies  to  give  effect  to  the  recommen- 
dations contained  in  the  staff's  report 
and  now  proposes  to  classify  an  amount 
of  $3,387,240.92  In  Account  100.5.  Elec- 
tric Plant  Acquisition  Adjustments,  and 
an  amount  of  $34,594,063.28  in  Account 
107,  Electric  Plant  Adjustments. 

Prior  to  the  filing  of  its  studies  Texas 
Electric,  in  1942  and  1943.  disposed  of  a 
total  of  $2,548,573.65  from  Account  107 
through  contra  charges  of  $1,393,390.00 
to  Account  140,  Unamortized  Debt  Dis- 
count and  Expense.  $995,280.00  to 
Account  271.  Earned  Surplus,  and 
$159,903  65  to  Account  250.  Reserve  for 
Depreciation  of  Electric  Plant. 

Also  prior  to  the  filing  of  Its  study, 
Texas  Electric  disposed  of  an  additional 
amount  of  $31,851,211.91  from  Account 
107.  pursuant  to  proposals  authorized  by 
an  order  of  this  Commission,  dated  April 
20.  1945.  Issued  In  connection  with  cer- 
tain refinancing  transactions  of  Texas 
Electric.   The  foregoing  amount  was  dis- 
posed   of    through    contra    charges    of 
$31 586.885.85   to   Account   271.   Earned 
Surplus.  $210,600.16  to  Account  151.  Cap- 
ital Stock  Expense  and  $53,725.90  to  Ac- 
count 250.  Reserve  for  Depreciation  of 
Electric  Plant.    Also  pursuant  to  pro- 
posals  authorized   by  the   above-men- 
tioned order  Texas  Electric  established 
a  "Reserve  for  Electric  Plant   Adjust- 
ments" in  the  total  amount  of  $296.- 
837.87.    by   a    charge   to   Account    271. 
Earned  Surplus.    The  foregoing  reserve 
was  established  for  the  disposition  of 
such  capitalized  Intra-system  profits  as 
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might  properly  be  reclassified  to  Account 
107,  Electric  Plant  Adjustments.  Be- 
cause of  the  adjustments  made  prior  to 
the  filing  of  the  original  cost  study,  and* 
because  the  adjustments  authorized  by 
the  Commission's  order  of  April  20,  1945 
(based  on  estimated  original  cost)  were 
overstated,  a  balance  of  only  $194,227.72 
remains  in  Account  107,  against  which  a 
reserve  account  of  $296,337.87  has  been 
established  as  mentioned  above.  In  ad- 
dition, and  also  because  of  the  aforemen- 
tioned overstatements,  American  made 
capital  contributions  to  Texas  Electric 
of  $828,183.21  in  excess  of  the  amount  re- 
quired for  the  purpose  made  and  Texas 
Electric  failed  to  make  charges  of  $726,- 
123.06  to  Account  250.  Reserve  for  De- 
preciation. The  excess  of  $102,060.15 
was  written  off  against  Account  107. 

Pursuant  to  the  terms  of  the  Commis- 
sion's order  of  April  20. 1945.  Texas  Elec- 
tric was  ordered  for  a  period  of  fifteen 
years,  beginning  30  days  after  April  20. 
1945,  to  charge  annually  to  Account  537. 
Miscellaneous  Amortization  an  amount 
of  at  least  $229,781.20  and  to  credit  such 
amount    to   Account   252,    Reserve    for 
Amortization  of  Electric  Plant  Acquisi- 
tion Adjustments.    At  the  expiration  of 
the  fifteen  year  period  a  reserve  account 
of  $3,446,718  07  will  have  been  provided, 
which  amount  will  be  $59,477.15  In  excess 
of  the  adjusted  amount  In  Account  100.5, 
as  determined  by  the  staff  and  accepted 
by  Texas  Electric  in  Its  amended  state- 
ments.   In  proposing  to  adopt  the  staff's 
recommendations  with  respect  to  items 
to  be  classified  in  Account  100.5  by  an- 
nual charges  to  Account  537  Texas  Elec- 
tric states  that  the  adoption  of  such 
recommendations  Is  without  prejudice  to 
Its  right  to  contest  any  order  relative  to 
the  final  disposition  of  the  reserve  so 
established. 

Texas  Electric  proposes  to  credit  Ac- 
count 270,  Capital  Surplus  with  an 
amount  of  $828,183.21.  to  charge  Account 
250.  Reserve  for  Depreciation  with  an 
amount  of  $726,123.06.  and  to  charge 
Account  107.  Electric  Plant  Adjustments 
with  an  amount  of  $102,060.15.  The  re- 
sult of  such  proposals  will  be  to  rectify 
certain  Inappropriate  book  entries  which 
resulted  from  the  use  of  the  tentative 
estimates  In  connection  with  the  1945 
refinancing,  and  to  reinstate  a  total 
amount  of  $296,337.87  In  Account  107, 
against  which  a  reserve  account  of  like 
amount  has.  as  hereinbefore  described, 
been  established. 

Texas  Electric  fixrther  proposes  that 
the  annual  charges  of  $229,781.20  to  Ac- 
count 537.  Miscellaneous  Amortization 
with  concurrent  credits  to  Account  252. 
Reserve  for  Amortization  of  Electric 
Plant  Acquisition  Adjustments  be  con- 
tinued for  the  period  of  time  necessary 
to  accumulate  the  adjusted  amount  of 
$3,387,240.92  In  the  reserve  amount, 
which  necessary  period  of  time  will  be 
slightly  shorter  than  that  required  by  the 
Commission's  order  of  April  20.  1945. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[r.   R.   Doc.   4&-1422;    Piled,  Ftto.   24.    1849; 
B:49  ft.  m.l 


IPlle  No.  812-6811 
Atias  Corp. 

NOTICE  or  APPUCATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C. 
on  the  18th  day  of  February  A.  D.  1949 

Notice  Is  hereby  given  that  Atlas  Cor- 
poration (hereinafter  referred  to  as  "Ap- 
plicant"), a  registered  Investment  com- 
pany has  filed  an  application  pursuant 
to  Rule  N-30D-1  of  the  general  rules  and 
regulations  under  the  Investment  Com- 
pany Act  of  1940  for  an  order  of  the  Com- 
mission extending  until  March  15.  1949, 
the  period  of  time  within  which  applicant 
shall  mall  its  annual  report  to  stock- 
holders for  the  year  ending  December 

31.  1948. 

By  virtue  of  the  provisions  of  para- 
graph (a)  of  Rule  N-30D-1,  applicant  is 
required  to  mail  its  annual  report  to  its 
stockholders  within  60  days  after  the 
date  as  of  which  the  report  Is  made  or 
within  such  longer  period  of  time  as  the 
Commission  may  permit  by  order  upon 
application.  The  fiscal  year  of  the  ap- 
plicant is  the  calendar  year.  Thus,  th" 
applicant  would  be  required  by  such  ruh 
to  mail  its  annual  report  for  the  year 
ending  December  31.  1948  not  later  than 
March  1.  1949,  unless  the  Commission  by 
order  extends  the  time  within  which  the 
report  may  he  mailed  to  stockholders. 

On  December  31,  1948,  applicant  had 
In  its  own  portfolio  637.250  shares  of  the 
Common  Stock  of  Barnadall  Oil  Com- 
pany (hereinafter  referred  to  as  "Barns- 
dall") .  On  that  date  Ogden  Corporation 
(77%  of  whose  stock  Is  owned  by  appli- 
cant) owned  135.736  shares  of  Common 
Stock  of  Barnsdall.  The  market  value 
of  the  stock  of  Barnsdall  held  in  appli- 
cant's portfolio  on  December  31. 1948  was 
$28,516,937.  which  represented  about  one- 
half  of  its  total  gross  assets  of  approxi- 
mately $53,600,000.  The  market  value 
of  the  Barnsdall  stock  owned  by  Ogden 
Corporation  on  December  31,  1948  was 
$6,074,141  out  of  total  gross  assets  of 
$7,384,760. 

In  view  of  the  large  Investment  of  ap- 
plicant and  Its  subsidiary,  Ogden  Cor- 
poration, In  the  Commtm  Stock  of  Barns- 
dall, mentioned  above,  applicant  believes 
that  its  stockholders  would  be  better  able 
to  analyze  Its  annual  report  and  to  evalu- 
ate applicant's  year  end  position  if  the 
Barnsdall  annual  report  were  made 
available  to  applicant's  stockholders  con- 
currently with  applicant's  report.  For 
this  reason,  it  is  applicant's  intention  to 
mail  to  Its  stockholders  with  its  annual 
report  the  annual  report  of  Barn.sdall  for 
the  year  ending  December  31. 1948. 

Inasmuch  as  applicant  had  been  in- 
formed that  the  Barnsdall  annual  re- 
port would  not  be  ready  for  mailing  un- 
til approximately  March  15,  1949.  appli- 
cant had  intended,  for  that  reason,  to 
make  applicaUon  for  an  extension  of 
time  within  which  to  mall  Its  annual  re- 
port. Now  applicant  Is  Informed  that  the 
Barnsdall  report  may  be  ready  for  mail- 
ing at  an  earlier  date,  to  wit,  on  or  about 
March  1.  1949.  Since  this  date  Is  not 
certain,  however,  and  the  preparation  ol 
such  report  is  not  within  applicant's  con- 
trol, and  since  applicant  has  delayed  the 
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preparation  of  certain  portions  of  Its  own 
report  pending  the  preparation  by  Barns- 
dall of  Its  report,  applicant  has  filed  this 
application  in  order  to  have  sufficient 
time  for  the  preparation  and  mailing  of 
both  such  reports  together.  While  ap- 
plicant will  endeavor  to  mail  both  such 
reports  at  the  earliest  practicable  time, 
it  has  filed  this  application  in  view  of  the 
uncertainties  as  to  whether  such  mailing 
could  be  accomplished  on  or  prior  to 
March  1.  1949. 

The  application  is  available  for  exami- 
nation at  the  offices  of  the  Commission. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  Issued 
by  the  Commission  on  or  at  any  time 
after  February  28,  1949,  unless  prior 
thereto  a  hearing  upon  the  application 
is  ordered  by  this  Commission,  as  pro- 
vided In  Rule  N-5  of  the  rules  and  regu- 
lations promulgated  under  the  act.  Any 
Interested  person  may  submit  to  the 
Commission  In  writing,  not  later  than 
February  25. 1949,  at  5:30  p.  m.,  his  views 
or  any  additional  facts  bearing  upon 
the  application  or  the  desirability  of  a 
hearing  thereon,  or  a  request  to  the  Com- 
mission that  a  hearing  be  held  thereon. 
Any  such  communication  or  request 
should  state  briefly  the  nature  of  the 
interest  of  the  person  submitting  such 
Information  or  requesting  a  hearing,  the 
reasons  for  such  request,  and  the  Issues 
of  fact  or  law  raised  by  the  application 
which  he  desires  to  controvert.  Any  such 
communication  or  request  should  be  ad- 
dressed: Secretary.  Securities  and  Ex- 
change Commls.sion.  425  Second  Street 
NW.,  Washington  25.  D.  C. 

By  the. Commission. 

[seal!  Orval  L.  DttBois, 

Secretary. 

IF.   R.    Doc.   49-1434;    Piled.   Feb.   24.    1949; 
8:49  ft.  m.l 


[Pile  No.  812-582] 
Ogden  Corp. 

NOTICE    or    APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington.  D.  C, 
on  the  18th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  Ogden 
Corporation  (hereinafter  referred  to  as 
"Applicant"),  a  registered  investment 
company,  has  filed  an  application  pur- 
suant to  Rule  N-30D-1  of  the  general 
rules  and  regulations  under  the  Invest- 
ment Company  Act  of  1940  for  an  order 
of  the  Commission  extending  until 
March  15.  1949.  the  period  of  time  within 
which  applicant  shall  mall  Its  annual 
report  to  stockholders  for  the  year  end- 
ing December  31.  1948. 

By  virtue  of  the  provisions  of  para- 
graph (a)  of  Rule  N-30D-1.  the  appli- 
cant Is  required  to  m«ll  its  annual  report 
to  its  stockholders  within  60  days  after 
the  date  as  of  which  the  report  Is  made 
or  within  such  longer  period  of  time  as 
the  Commission  may  permit  by  order 
upon  application.  The  fiscal  year  of  the 
applicant  Is  the  calendar  year.  Thus, 
the  applicant  would  be  required  by  such 
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rule  to  mall  its  annual  report  for  the 
year  ending  December  31,  1948,  not  later 
than  March  1,  1949,  unless  the  Commis- 
sion by  order  extends  the  time  within 
which  the  report  may  be  mailed  to  stock- 
holders. 

On  December  31. 1948  applicant  had  in 
Its  own  portfolio  135.735  shares  of  the 
Common  Stock  of  Barnsdall  Oil  Company 
(hereinafter  referred  to  as  "Barnsdall"). 
The  market  value  of  the  Barnsdall  stock 
owned  by  applicant  on  December  31, 
1948  was  $6,074,141  out  of  total  gross 
assets  of  $7,384,760. 

In  view  of  the  large  Investment  of 
applicant  in  the  Common  Stock  of 
Barnsdall.  mentioned  above,  applicant 
believes  that  its  stockholders  would  be 
better  able  to  analyze  its  annual  report 
and  to  evaluate  applicant's  year  end 
position  if  the  Barnsdall  annual  report 
were  made  available  to  applicant's  stock- 
holders concurrently  with  applicant's  re- 
port. For  this  reason.  It  Is  applicant's 
Intention  to  mall  to  its  stockholders  with 
its  annual  report  the  annual  report  of 
Barnsdall  for  the  year  ending  December 
31.  1948. 

Inasmuch  as  applicant  had  been  In- 
formed that  the  Barnsdall  annual  report 
would  not  be.  ready  for  mailing  until  ap- 
proximately March  15,  1949.  applicant 
had  Intended,  for  that  reason,  to  make 
application  for  an  extension  of  time 
within  which  to  mail  its  annual  report. 
Now  applicant  Is  informed  that  the 
Barnsdall  report  may  be  ready  for  mail- 
ing at  an  earlier  date,  to  wit,  on  or  about 
March  1,  1949.  Since  this  date  is  not 
certain,  however,  and  the  preparation  of 
such  report  is  not  within  applicant's  con- 
trol, and  since  applicant  has  delayed  the 
preparation  of  certain  portions  of  Its  own 
report  pending  the  preparation  by  Barns- 
dall of  Its  report,  applicant  has  filed  this 
application  in  order  to  have  sufficient 
time  for  the  preparation  and  mailing  of 
both  such  reports  together.  While  ap- 
plicant will  endeavor  to  mail  both  such 
reports  at  the  earliest  practicable  time. 
It  has  filed  this  application  In  view  of 
the  uncertainties  as  to  whether  such 
mailing  could  be  accomplished  on  or  prior 
to  March  1.  1949. 

The  application  is  available  for  exam- 
ination at  the  offices  of  the  Commission. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  Issued 
by  the  Commission  on  or  at  any  time 
after  February  28.  1949.  unless  prior 
thereto  a  hearing  upon  the  application  is 
ordered  by  this  Commission,  as  provided 
In  Rule  N-5  of  the  rules  and  regulations 
promulgated  under  the  act.  Any  inter- 
ested person  may  submit  to  the  Commis- 
sion in  writing,  not  later  than  February 
25.  1949.  at  5:30  p.  m..  his  views  or  any 
additional  facts  bearing  upon  the  appli- 
cation or  the  desirability  of  a  hearing 
thereon,  or  a  request  to  the  Commission 
that  a  hearing  be  held  thereon.  Any 
such  communication  or  request  should 
state  briefly  the  nature  of  the  interest  of 
the  person  submitting  such  Information 
or  requesting  a  hearing,  the  reasons  for 
such  request,  and  the  Issues  of  fact  or 
law  raised  by  the  application  which  he 
desires  to  controvert.  Any  such  com- 
munication or  request  should  be  ad- 
dressed: Secretary,  Seciu-itles  and  £x- 
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change  Commission,  425  Second  Street 
NW..  Washington  25,  D.  C. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.  R.   Doc.   49-1435:    Piled.   Peb.   34,   1940; 
8:49  a.  m.] 


IPlle  No.  70-2044] 

Central  Maine  Power  Co. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  ita 
office  in  the  city  of  Washington,  D.  C, 
on  the  21st  day  of  February  A.  D.  1949. 

Notice  Is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commission, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935,  by  Central  Maine 
Power  Company  ("Central  Maine"),  a 
public-utility  subsidiary  of  New  England 
Public  Service  Company,  a  registered 
holding  company,  which  in  turn  is  a  sub- 
sidiary of  Northern  New  England  Com- 
pany, also  a  registered  holding  company. 
Applicant  has  designated  the  third  sen- 
tence of  section  6  (b)  of  the  act  as  appli- 
cable to  the  proposed  transactions. 

Notice  Is  further  given  that  any  inter- 
ested person  may  not  later  than  March 
4,  1949.  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing 
be  held  on  such  matter^  stating  the  na- 
ture of  his  Interest,  the  reasons  for  such 
request  and  the  Issues,  if  any,  of  fact  or 
law  raised  by  said  application  proposed  to 
be  controverted,  or  may  request  that  he 
be  notified  if  the  Commission  should  or- 
der a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW..  Washington  25,  D.  C. 
At  any  time  after  March  4.  1949.  said 
application,  as  filed  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  under  the  act 
or  the  Commission  may  exempt  such 
transactions  as  provided  In  Rules  U-20 
(a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  Is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed, which  are  summarized  as  follows: 

Central  Maine  proposes  to  issue  and 
sell  for  cash  $5,000,000  principal  amount 
of  Its  First  and  General  Mortgage  Bonds, 
Series  R,  to  be  dated  March  1.  1949.  and 
to  mature  March  1,  1979.  The  company 
further  proposes  to  offer  the  bonds  at 
competitive  bidding  pursuant  to  Rule 
U-50.  The  Interest  rate,  the  price  at 
which  the  bonds  will  be  offered  to  the 
public,  the  commissions  to  be  paid  to 
imderwrlters  and  the  proceeds  to  the 
company  will  thereafter  be  supplied  by 
amendment. 

On  February  1.  1949,  this  Commission 
approved,  subject  to  price,  spread,  and 
related  matters,  an  application  by  Cen- 
tral Maine  with  respect  to  the  Issue  and 
sale  by  the  company  of  286,496  shares  of 
additional  common  stock.  (Holding 
Company  Act  Release  No.  8820.)  The 
proceeds  from  the  sale  of  this  stoofc  ar« 
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to  be  applied  to  the  reduction  of  short- 
term  debt.  The  Issue  and  sale  of  bonds 
which  are  the  subject  of  the  present  ap- 
plication are  proposed  for  the  stated  pur- 
pose of  retiring  an  additional  $5,000,000 
of  short-term  debt.  The  application 
sUtes  that  Central  Maine  had  outstand- 
ing at  I>>cember  31.  1948.  short-term 
notes  aggregaUng  $9,700,000. 

In  addition  to  the  issue  of  common 
stock  mentioned  above  and  In  addition 
to  the  Issue  of  bonds  covered  by  the 
present  application,  the  company  states 
that  It  expects  in  the  year  1949  to  sell 
another  Issue  of  common  stock  and  an- 
other Issue  of  bonds  to  bring  the  aggre- 
gate proceeds  from  permanent  financing 
In  the  year  as  a  whole  to  $18,000,000.  and 
to  leave  the  company  free  of  short-term 
debt  at  the  end  of  the  year. 

Central  Maine  states  that  the  proposed 
Issue  and  sale  of  securities  are  solely  for 
the  purpose  of  financing  the  business  of 
the  company  and  that  application  is  be- 
ing made  to  the  Public  Utilities  Com- 
mission of  Maine,  the  State  commission 
of  the  State  in  which  the  company  Is 
organlied  and  doing  business,  for  au- 
thorliatlon  of  such  issue  and  sale. 

The  application  requests  that  the 
Commissions  order  become  effective 
upon  Its  Issuance. 


By  the  Commission 

[8SAX.1 


Orval  L.  Dubois, 

Secretary. 

[T.   R.   Doc.   4^1474;    Filed.   Feb.   24.    1940: 
9:00  «.  m.] 


DEPARTMENT  OF  JUSTICE 
OfRc*  of  Ali«n  Property 

Aothomit:  40  Stat.  411,  M  Stat.  839,  Pub. 
Lawa  saa,  671.  TWth  Oong..  flO  Stat.  50.  825:  60 
U.  8  C.  and  Supp.  App.  1.  «16;  E.  O.  9193. 
July  fl,  1942,  S  CFR.  Cxun.  8upp.,  E.  O.  9667, 
Jtine  8.  194«,  8  CFR.  1948  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

I  Voting  Order   12821) 

FRIZOA  LCBWIG 

In  re :  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Frieda  Lud- 
wig  alio  known  as  Frlda  Ludwig.  de- 
ceased.    F-28-18900-E>-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
ftfter  Investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees,  and  distrib- 
utes of  Frieda  Ludwig  also  known  as 
Frlda  Ludwig.  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  ( Germany  > ; 

2.  That  the  property  describe  as  fol- 
lows :  T^iat  certain  debt  or  other  obliga- 
tion of  SUte  Street  Trust  Company. 
State  and  Congress  Streets,  Boston. 
Massachusetts,  arising  out  of  a  checking 
account,  entitled  Frieda  Ludwig.  main- 
tained with  the  aforesaid  company,  and 
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any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 
is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees  of  Frieda 
Ludwig  al.so  known  as  Frlda  Ludwig,  de- 
ceased, are  aforesaid  nationals  of  a  des- 
ignated enemy  country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  dlsUlbutees  of  Frieda  Ludwig 
also  known  as  Frlda  Ludwig.  deceased, 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sulUtlon  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  SUtes  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

[SSALl  Ha«old  L  Bayntok. 

Deputy  Director. 
Office  of  Alien  Property. 

IF.   B.   Doc.   49-1412:    FU«d.   Feb.   83.    1949; 
8:49  a.  m.] 


(Vetting  Order  127«41 
FREDXRICKA  C.  KAXSEIf 


In  re:  Trust  under  deed  of  Frederlcka 
C.  Kaesen  dated  May  8.  1923.  File 
T*— 28— 8304— G—  1 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Hans  L.  Reusch,  Louise  Har- 
tenstein  and  Martha  Kaesen  Adamek, 
whose  last  known  address  Is  Germany. 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  heirs  and  assigns,  names 
unknown,  of  Hans  L.  Reusch,  the  domi- 
ciliary personal  representatives,  heirs, 
next  of  kin,  legatees  and  distributees, 
names  unknown,  of  Louise  Hartenstein. 
of  Martha  Kaesen  Adamek.  and  of  Fred- 
erlcka C.  Kaesen,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 


8.  That    the    property    described    ««; 

follows:  ^    ,  . 

A.  All  right,  title.  Interest  and  claim 
of  any  kind  or  character  whaUsoever  of 
the  persons  Identified  In  .subparagrapli 
1  and  2  hereof,  and  each  of  them,  in  and 
to  the  trust  established  under  the  Deed 
of  Tru-st  dated  May  8.  1923.  by  and  be- 
tween Frederlcka  C.  Kae.«5en  and  th. 
Union  Tru.st  Company  of  Maryland.  26 
South  Street.  Baltimore  3.  Maryland 
presently  being  administered  by  th. 
Union  Trust  Company  of  Maryland,  a^ 
Trustee. 

B.  One-half  of  any  and  all  Income  and 
any  other  property  of  any  kind  or  char- 
acter whatsoever  held  for  the  account  o( 
Pauline  Reusch  or  her  domiciliary  per- 
.sonal  representatives,  heirs,  next  of  kin 
legatees    and    distributees,    names    un 
known,  by  the  Union  Trust  Company  <( 
Maryland.  26  South  Street.  Baltimore  3 
Maryland,  as  Trustee,  under  a  I>€d  ot 
Trust  dated  May  8,  1923.  by  and  between 
Frederlcka   C.    Kaesen    and   the   Unic. 
Trust  Company   of  Maryland,   subject, 
however,  to  any  and  all  lawful  commis- 
sions and  disbursements  of  said  Union 
Trust  Company  of  Maryland. 
U   property    within    the   United    States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evl- 
dence  of  ownership  or  control  by.  the 
aforesaid    nationals    of    a    designated 
enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof,  and  the 
heirs  and  assigns,  names  unknown,  of 
Hans  L.  Reusch.  the  domiciliary  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  Louise  Hartenstein.  of  Martha 
Kaesen  Adamek.  and  of  Frederlcka  C. 
Kaesen.  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  'Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  hi  the  Attorney 
General  of  the  United  SUtes  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 


fCae  *9 


[sxALl  David  L.  Bazxlon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R   Doc.   49-1441;    Filed.   Feb.   24.    1949; 
8:56  a.  m.1 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  II — The  Loyalty  Review  Board 

Part  220 — Directives  to  Departments 
AND  Agencies;  Cases  of  Incumbent 
AND  Excepted  Employees  and  Excepted 
Applicants 

Part  230 — Directives  to  Rxcional  Loy- 
alty Boards;  Cases  of  Applicants  and 
Appointees  in  the  Competitive  Service 

miscellaneous  amendments 

1  The  following  paragraph  Is  added 
at  the  end  of  §  220.2  (a)    '6i : 

5  220  2  Directive  11;  initial  considera- 
tion of  loyalty  cases — <a>  Standard: 
activities  and  associations.     •     •     • 

(6)    •     •     • 

In  the  exceptional  situation  where 
the  board  deems  it  imperative  In  Its 
treatment  of  a  case  to  have  a  characteri- 
zation of  an  organization  not  listed  by 
the  Attorney  General,  request  therefor 
should  be  in  writing  to  the  Loyalty  Re- 
view Board. 

2.  The  following  sentence  Is  added  to 
5  220.4  (a):  * 

?  220  4  Directive  IV;  determinations, 
appeals  and  advisory  recommenda- 
tions— <a)  Records  of  determinations 
•  •  V  In  making  its  determination 
In  every  unfavorable  case,  the  board 
shall  state  in  writing  whether  or  not 
the  case  falls  within  the  purview  of  sec- 
tion 9A  of  the  Hatch  Act  and  the  appli- 
cable appropriation  act. 

3.  The  following  paragraph  Is  added 
at  the  end  of  J  2?0.2  (a'    <6i  : 

§  230  2  Directive  II;  initial  considera- 
tion of  loyalty  cases — <a>  Standard; 
activities  and  associations.     •     •     • 

(6)    •     •     • 

In  the  exceptional  situation  where  the 
board  deems  it  imperative  in  its  treat- 
ment of  a  case  to  have  a  characteriza- 
tion of  an  organization  not  listed  by  the 
Attorney  General,  request  therefor 
should  be  in  writing  to  the  Loyalty  Re- 
view Board. 

4.  The  following  sentence  Is  added  to 
S230  4  <a): 

§  230  4  Directive  IV;  records  of  deci- 
sions and  appeals — <a>  Records  of  deci- 
sions   •     •     •.    In    making    Its    deci- 


sion in  every  unfavorable  case,  the  board 
shall  state  in  writing  whether  or  not  the 
case  falls  within  the  purview  of  section 
9A  of  the  Hatch  Act  and  the  applicable 
appropriation  act. 

(E.  O.  9835.  Mar.  21.  1947;  12  F.  R.  1935. 
3  CFR  1947  Supp.) 

Loyalty   Review   Board. 
U.S.  Civil  Service 

Commission, 
Wilbur  LaRoe,  Jr.. 

Acting  Chairman. 

[F.    R.    Doc.    49-1458;    Filed,   Feb.   25,    1949; 
8:45  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment  of  Agriculture 

[Grapefruit   Reg.    110] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  or  shipments 

5  933  430  Grapefruit  Regulation  110— 
(a»  Findings,  tl*  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Order 
No.  33,  a.  amended  (7  CFR  and  Supps. 
Part  933  >,  regulating  the  handling  of 
oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  a.*;  amended,  and  upon  the  ba.sis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and 
order,  ^nd  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  limi- 
tation of  shipments  of  grapefruit,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  tile  act. 

(2>  It  Is  hereby  further  found  that 
It  is  Impracticable-  and  contrary  to  the 
public  Interest  to  give  preliminary  no- 
tice, engage  In  public  rule  making  pro- 
cedure, and  po.stp<jne  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  8.  C.  1001  et  seq  ) 
because  the  time  Intervening  between 
the  date  when  Information  upon  which 
this  section  is  based  became  available 

(CoQtluued  on  p.  881) 
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REGULATIONS 
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cation of  Federal  administrative 
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and  the  time  when  this  section  must  be- 
come effective  in  order  to  effectuate  the 
declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amended,  is  insuCacient.  and  a  reasonable 
time  Is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive date. 

(b)  Order.  (D  Grapefruit  Regulation 
109  (14  F.  R.  503)  Is  hereby  terminated 
as  of  the  effective  time  of  this  reculation. 
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(2)  During  the  period  beginning  at 
12:01  a.  m.,  e.  s.  t..  February  26,  1949. 
and  ending  at  12:01  a.  m..  e.  s.  t.,  July  31, 
1949,  no  handler  shall  ship: 

(i)  Any  grapefruit  of  any  variety, 
grown  in  the  State  of  Florida,  which 
grade  U.  6.  No.  3,  or  lower  than  U.  S. 
No.  3  grade; 

(ii)  Any  seeded  grapefruit,  other  than 
pink  grapefruit,  grown  In  the  State  of 
Florida  which  are  of  a  size  smaller  than 
a  size  that  will  pack  80  grapefruit,  packed 
in  accordance  with  the  requirements  of  a 
standard  pack,  in  a  standard  nailed  box; 

(ill)  Any  pink  seeded  grapefruit, 
grown  In  the  State  of  Florida,  which  are 
of  a  size  smaller  than  a  size  that  will 
pack  96  grapefruit,  packed  In  accordance 
with  the  requirements  of  a  standard 
pack.  In  a  standard  nailed  box; 

(iv)  Any  seedless  grapefruit,  grown 
In  the  State  of  Florida,  which  are  of  a 
size  smaller  than  a  size  that  will  pack 
126  grapefruit,  packed  In  accordance 
with  the  requirements  of  a  standard 
pack,  In  a  standard  nailed  box. 

(3)  As  used  In  this  section,  "handler" 
and  "ship"  shall  have  the  same  mean- 
ing as  is  given  to  each  such  term  In  said 
amended  marketing  agreement  and  or- 
der; and  the  term  "U.  S.  No.  3,"  "stand- 
ard pack,"  and  "standard  nailed  box" 
shall  each  have  the  same  meaning  as 
when  used  in  the  United  States  Stand- 
ards for  Grapefruit  (13  F.  R.  4787).  (48 
Stat.  31,  as  amended;  7  U.  S.  C.  601  et 
s^.) 

Done  at  Washington,  D.  C,  this  23d 
day  of  February  1949. 

[seal!  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[F.    R.    Doc.    49-1497;    Filed.    Feb.    25.    1949; 
9:05  a.  m.] 


(Orange  Reg.  161] 


Paht  933 — Oranges,  GRAPrraurr.  and 
Tancerinbs  Grown  in  Florida 

LiMrrATioN  or  shipments 

S  933.429  Orange  Regulation  161— (a.) 
Findings.  (1 »  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
33,  as  amended  (7  CFR  and  Supps.  Part 
933  > ,  regulating  the  handling  of  oranges, 
grapefruit,  and  tangerines  grown  in  the 
State  of  Florida,  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  and  upon  the  basis  of  the  rec- 
ommendations of  the  committees  estab- 
lished under  the  aforesaid  amended 
marketing  agreement  and  order,  and 
upon  other  available  Information,  It  Is 
hereby  foimd  that  the  limitation  of  ship- 
ments of  oranges,  as  hereinafter  pro- 
vided, will  tend  to  effectuate  the  declared 
policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
eneage  in  public  rule  making  procediue. 


881 

and  postpone  the  effective  date  of  this 
section  until  3(1  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agriculttu-al  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  Is  permitted,  un- 
der the  circumstances,  for  such  effective 
date. 

(b)  Order.  (I)  During  the  period  be- 
ginning at  12:01  a.  m..  e.  s.  t.,  February 
28.  1949,  and  ending  at  12 :01  a.  m..  e.  s.  t., 
March  28,  1949,  no  handler  shall  ship: 

(1)  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  I  which 
grade  U.  S.  No.  2  Bright.  U.  S.  No.  2. 
U.  S.  No.  2  Russet.  U.  S.  No.  3.  or  lower 
than  U.  S.  No.  3  grade; 

(ID  Any  oranges,  except  Temple  or- 
anges, grown  In  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S.  No. 
3.  or  lower  than  U.  S.  No.  3  grade; 

(ill)  Any  oranges,  except  Temple  or- 
anges, grown  In  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  In 
the  same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and 
(b)  are  not  In  excess  of  50  percent,  by 
count,  of  the  number  of  all  oranges  In 
such  container;  or 

(Iv)  Any  oranges,  except  Temple  or- 
anges, grown  In  Regulation  Area  I  or 
Regulation  Area  II  which  are  of  a  size 
(a)  smaller  than  a  size  that  will  pack- 
288  oranges,  packed  in  accordance  with 
the  requirements  of  a  standard  pack.  In 
a  standard  nailed  box,  or  (b)  larger  than 
a  size  that  will  pack  126  oranges,  packed 
in  accordance  with  the  requirements  of  a 
standard  pack,  in  a  standard  nailed  box. 

(2)  As  used  In  this  section,  the  terms 
"handler,"  "ship,"  -Regulation  Area  I," 
and  "Regulation  Area  II"  shall  each  have 
the  same  meaning  as  when  used  in  said 
amended  marketing  agreement  and 
order;  and  the  terms  "U.  S.  No.  1  Russet." 
•U.  S.  No.  2  Bright.'^  "U.  S.  No.  2."  "U.  S. 
No.  2  Russet,"  "U.  S.  No.  3,"  "standard 
pack,"  "container."  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  in  the  United  States  Stand- 
ards for  Oranges  (13  F.  R.  5174,  5306). 
Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  159  (14 
F.R.  501.637).  (48  Stat.  31.  as  amended; 
7  U.  S.  C.  601  et  seq.;  7  CFR  and  Supps. 
Part  933) 

Done  at  Washington,  D.  C,  this  24th 
day  of  February  1949. 

[SBALl  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

[P.   R.   Doc.   49-1524;    Filed,   Feb.   25,    1949; 
10:09  a.  m.j 


QCO 


RULF^  AND  REGULATIONS 


Saturday,  February  26,  1949 


FEDERAL  REGISTER 


883 


882 

{Tangerine  Reg.  84] 

Part    933— Oranges.    Grapefruit,    and 
Tangerines  Grown'  in  Pi-ORIda 

LIMITATION   or   SHIPMENTS 

§  903.431  Tangerine  Regulation  84 — 
(a)  Findings.  <1»  Pursuant  to  the  mar- 
ketiriR  agreement,  as  amended,  and  Or- 
der No.  33.  as  amended  (7  CFR  and 
Supps.  Part  933 »,  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tange- 
rines grown  in  the  State  of  Florida,  ef- 
fective under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  lim- 
itation of  shipments  of  tangerines,  as 
hereinafter  provided,  will  tend  to  effectu- 
ate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  Is 
btued  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended.  Is  Insuffi- 
cient, and  a  reasonable  time  Is  permitted, 
under  the  circumstances,  for  preparation 
for  such  effective  date. 

(b)  Order.  <1)  Tangerine  Regula- 
tion 83  (14  P.  R.  503)  Is  hereby  ter- 
minated as  of  the  effective  time  of  this 
regulation. 

<2>  During  the  period  beginning  at 
12:01  a.  m..  e.  s.  t.  February  28.  1949, 
and  ending  at  12:01  a.  m.,  e.  s.  t..  July  31. 
1949,  no  handler  shall  ship: 

(i »  Any  tangerines,  grown  In  the  State 
of  Florida,  unless  such  tangerines  grade 
at  least  U.  S.  No.  2  Russet:  Provided, 
That,  with  respect  to  each  container  of 
such  tangerines,  the  total  tolerance  for 
dryne.ss  or  mu.shy  condition  permitted  for 
such  U.  S.  No.  2  Russet  grade  shall  be 
Increased  by  an  additional  5  percent,  by 
count. 

(3>  As  ased  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  In  said 
amended  marketing  agreement  and  or- 
der; and  "U.  S.  No.  2  Russet"  and  "stand- 
ard pack"  shall  each  have  the  same 
meaning  as  is  given  to  the  respective 
term  in  the  United  States  Standards  for 
Tangerines  (13  F.  R.  4790 >.  (48  Stat.  31, 
as  amended:  7  U.  S  C.  601  et  seq.;  7  CFR 
and  Supps.  Part  933 » 

Done  at  Washlnstton.  D.  C.  this  24th 
day  of  February  1949. 

[sE.ALl  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[F.   R.    Tfoc.   49-1522;    Ptled.    Feb.    25.    1949; 
10. C9  a.  in.) 


RULES  AND  REGULATIONS 

[Lemon  Reg.  308) 

Part  953 — Lemons  Grown  in  CALn-ORNiA 
AND  Arizona 

limitation  or  shipments 

5  953.415  Lemon  Regulation  308— (a) 
Findings.  ( 1 )  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
53.  as  amended  <  7  CFR,  Cum.  Supp^.  953.1 
et  seq.;  13  F.  R.  766).  regulating  the 
handling  of  lemons  grown  in  the  State 
of  California  or  In  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  and  upon 
the  basis  of  the  recommendation  and 
Information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  Is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  <60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.>  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended.  Is  Insufficient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

(b»  Order.  (1»  The  quantity  of  lem- 
ons grown  In  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  February  27,  1949. 
and  ending  at  12:01  a.  m..  P.  s.  t.,  March 
6,  1949.  Is  hereby  fixed  as  follows: 
(D  District  1:  225  carloads; 
(ID  Di-strlct  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  In  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  Is  attached  hereto  and  made 
a  part  hereof  by  this  reference. 

(3)  As  used  In  this  section,  "handled," 
"handler,"  "carloads,"  "prorate  base," 
"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31, 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C,  this  24th 
day  of  February  1949. 

ISEALl  S.  R.  Smith, 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 


PROR.\Tt  Base  Scheduli 

DISTRICT    NO.     1 

Storage  date:    February  20.   1949 

(12:01  a.  m.  Feb.  27.  194'^.  to  12:01  a.  m. 
Mar.  13,  1949) 

Prorate  base 
Handler                          {percent) 
Total 100-  OCO 

American  Fruit  Growers,  Inc.,  Co- 
rona  '^^ 

American  Fruit  Growers.  Inc.,  Ful- 

lerton ♦O* 

American  Fruit  Growers,  Inc.,  Lind- 
say   000 

American  Fruit  Growers,  Inc..  Up- 
land  - •'^08 

Hazeltlne    Packing   Co 2.354 

Ventura  Coastal  Lemon  Co 1.704 

Ventura  Pacific   Co 2.386 

Total  A.  F.  O ^7  807 

Kllnk    Citrus    Association 1.107 

Lemon  Cove  Association .536 

Glendora  Lemon  Growers  Associa- 
tion   2  638 

La  Vatce  Lemon  Association 1.119 

La   Habra   Citru.s   Association.  The.  1.  186 
Yorba     Linda     Citrus     Association, 

The -960 

Escondldo  Lemon  Association 3.101 

Alta  Loma  Heights  Citrus  Associa- 
tion   -397 

Etlwanda  Citrus  Fruit  Association.  .625 

Mountain  View   Fruit  Association..  .437 

Old   Baldy   Citrus   Association 1  08* 

Upland  Lemon  Growers  Association.  6.418 

Central   Lemon    Association 357 

Irvine  Citrus   Association,  The 1-  102 

Placentla  Mutual  Orange  Associa- 
tion -- -328 

Corona   Citrus   Association 365 

Corona  Foothill  Lemon  Co 1.079 

Jameson    Company -991 

Arlington  Heights  Citrus  Co .450 

College    Heights    Orange    &    Lemon 

Association 3.  686 

Chula  Vista  Citrus  A.'^soclatlon,  The.  .  757 

El  Cajon  Valley  Citrus  Association.  .  397 

Fallbrook  Citrus  Association 3  469 

Lemon  Grove  Citrus  Association —  .  546 

San    Dlmas    Lemon    Association 2.700 

Carplnteria  Lemon  Association 1.753 

Carplnterla  Mutual  Citrus  Associa- 
tion   2.042 

Ooleta  Lemon  Association 2  018 

Johnston  Fruit  Co 4  035 

North  Whlttler  Heights  Citrus  Aaso-> 

elation  - •. -  .820 

San  Fernando  Heights  Lemon  Asso- 
ciation   4.399 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation    2  884 

Tulare  County  Lemon  &  Grapefruit 

Association •  606 

Brlggs  Lemon  Association .953 

Culbertson  Lemon   Association .439 

Fillmore  Lemon  Association 2.741 

Oxnard  Citrus  Association 5.819 

Rancho   Sespe .694 

Santa  Clara  Lemon  Association .000 

Santa  Paula  Citrus  Fruit  Associa- 
tion   3.045 

Satlcoy  Lemon  Association 2.403 

Seaboard  Lemon  Association 2.974 

Somls  Lemon  Association 1.707 

Ventura  Citrus  Association .693 

Llmonelra    Co 2.783 

Teague-McKevett    Association .536 

East  Whlttler  Citrus  Association .446 

Lefflngwell  Rancho  Lemon  Associa- 
tion   -. 061 

Murphy   Ranch    Co... 1  046 

Whlttler  Citrus  Association .213 


Saturday,  February  26,  1949 

Prorati:  Bask  Bchiduu — Continued 

DisTHicT  NO.  1 — continued 

Prorate  boM 
Handler  (percent) 

Whlttler  Select  Citrus  Aasoclatlon..  0.028 

Total  C.  P.  G.  E 80.980 

Chula  Vista  Mutual  Lemon  Associa- 
tion  .629 

Escondldo  Cooperative  Citrus  Asso- 
ciation  .431 

Index  Mutual  Aasoclatlon .271 

La  Verne  Cooperative  Citrus  Asso- 
ciation  8.  758 

Orange  Belt  Fruit  Distributors 2.959 

Orange  Cooperative  Citrus  Associa- 
tion   - .  142 

Ventura  County  Orange  it  Lemon  As- 
sociation   2. 253 

Whlttler   Mutual  Orange  &  Lemon 

Association .268 

—k 

Total  M.O.D 10.711 

California  Citrus  Orovea.  Inc.,  Ltd.-  .  000 

Dunning.  William  A .014. 

El  Rio  Lemon  Co .  100 

Evans  Brothers  Packing  Co .020 

Flint.  Arthur   E .000 

Harding  &  Leggett _,«,« .000 

Johnson.  Fred .001 

Lorbeer.   Carroll   W.   C .019 

MacDonald.  Hugh  J .012 

Relmers,  Don  H .000 

Rlcca.  Lawrence  J .000 

Sachs.   Maurice    A .031 

San  Antonio  Orchard  Co .269 

Sarnoff.    Irving .016 

Sentinel  Butte  Corp .000 

Tetley.  F.  A..  Jr .  000 

Torn  Ranch .000 

Winkler.  William.. .020 

Zanlnovlch    Bros.   Inc .000 

Total  Independents .502 

IF.    R.   Doc.    49-1521;    PUed.    Feb.    25.    1949; 
10:09  a.  ml 


[Orange  Reg.  269] 

Part  966 — Oranges  Grown  in  C.ALiroRNiA 
AND  Arizona 

limitation  or  shipments 

§  966.415  Orange  Regulation  269— ta^ 
Findings.  (1)  Pursuant  to  the  provi- 
sitns  of  Order  No.  66  ( 7  CFR,  Cum.  Supp., 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  In  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provi.sions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  Infor- 
mation, It  is  hereby  found  that  the  lim- 
itation of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the 
public  Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the   time 
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when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  is  insuffi- 
cient, and  a  reasonable  time  is  permitted. 
under  the  circumstances,  for  prepara- 
tion for  such  effective  date. 

(b)  Order.  (1)  The  quantity  of  or- 
anges grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.,  February  27.  1949, 
and  ending  at  12:01  a.  m.,  P.  s.  t.,  March 
6,  1949.  is  hereby  fixed  as  follows: 

(i)  Valencia  orajiges.  (a)  Prorate 
District  No.  1:  No  movement;  (b)  Pro- 
rate District  No.  2:  No  movement;  (c) 
Prorate  District  No.  3 :  No  movement. 

(ii)  Oranges  other  than  Valencia  or- 
'•anges.  (a)  Prorate  District  No.  1:  Un- 
limited movement;  (b)  Prorate  District 
No.  2:  625  carloads;  (c)  Prorate  District 
No.  3 :  Unlimited  movement. 

<2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  In  the  .said  order,  is  hereby 
fixed  In  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler,"  "carloads."  and  "prorate 
base"  shall  have  the  same  meaning  as  Is 
given  to  each  such  term  in  the  said  order ; 
and  "Prorate  District  No.  1,"  "Prorate 
District  No.  2,"  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  §  966.107 
(11  P.  R.  10258)  of  the  rules  and  regu- 
lations contained  in  this  part.  (48  Stat. 
31,  as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C,  this  25th 
day  of  February  1949. 

[SEAL]  s.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

Prorate  Base  ScHrDtrx-E 

[12:01   a.  m.   Feb.  27.   1949.   to   12:01   a.   m. 
Mar.  6.  1949] 

AIX    ORANGES    OTHIS    THAN    VALENCIA    OOANCES 

Prorate  Dt strict  No.  2 

Prorate  base 
Handler                         (percent) 
Total 100.0000 

A.  P.  G.  Alta  Loma .3676 

A.  F.  G.  Corona-- .8755 

A.  F.  G.  Fullerton .0474 

A.  F.  G.  Orange .0408 

A.  F.  G.  Riverside .6774 

Hazeltlne   Packing    Co .0980 

Placentla  Pioneer  Valencia  Growers 

Association .0661 

Signal  Prult  Association .8841 

Azusa  Citrus  Association 1.3504 

Damerel-Alllson  Co "1.1135 

Olendora  Mutual  Orange  Associa- 
tion   ^  .5816 

Irwlndale  Citrus  Association .4770 

Puente  Mutual  Citrus  Association..  .  0495 
Valencia  Heights  Orchards  Associa- 
tion   .2108 

Covlna  Citrus  As.soclatlon 1.6973 

Covlna    Orange    Growers    Associa- 
tion  .5082 

Glendora  Citrus  Association .9791 

Glendora  Heights  Orang*  &  Lemon 

Orowera  Association .. ...,  .  1726 

Oold^uckle  Aasoclatlon..,.. .  3.  2547 

La  Verne  Orange  Association ..  8.  8796 

Anaheim  Citrus  Fruit  Association..  .  0878 


8S3 

Fboratk  Base  Scheoulc — Continued 

ALL  OKANGKS  OTHER  THAN  VALENCU  OSANGES 

contlnue<l 

Proirtte  District  No.  2 — Continued 

Prorate  ba.se 
Handler                                     (percent) 
Anaheim  Valencia  Orange  Associa- 
tion   0.0264 

Eadlngton  Fruit  Co..  Iric .8410 

Pullerton  Mutual  Orange  Associa- 
tion    .2869 

La  Habra  Citrus  Association .  1240 

Orange   County   Valencia   Associa- 
tion    .0061 

Orangethorpe  Citrus  Association .0240 

Placentla  Cooperative  Orange  Asso- 
ciation    .0328 

Torba    Linda    Citrus    Association, 

The .0117 

Escondldo  Orange  Association .4852 

Alta  Loma  Heights  Citrus  Associa- 
tion    .3212 

Citrus  Fruit  Growers .9189 

Cucamonga  Citrus  Association .  3450 

Ertlwanda  Citrus  Fruit  Association.  .2144 

Mountain  View  Fruit  Association..  .  1466 

Old  Baldy  Citrus  Association .3710 

Rlalto  Heights  Orange  Growers .3847 

Upland  Citrus  Association 2.2080 

Upland  Heights  Orange  Association.  1 .  0062 

Consolidated  Orange  Growers .0246 

Frances    Citrus    Association .0109 

Garden  Grove  Citrus  Association .0336 

Goldenwest  Citrus  Association .0087 

Olive  Heights  Citrus  Association..  .0404 
Santa    Ana-Tustln    Mutual    Citrus 

Association .0216 

Santiago  Orange  Growers  Associa- 
tion    .1458 

Tustin  HHls  Citrus  Association .0378 

Villa  Park  Orchard  Association .0382 

Bradford  Brothers,  Inc .2372 

Placentla  Mutual  Orange  Associa- 
tion      .1648 

Placentla     Orange     Growers     As- 
sociation     .2495 

Yorba     Orange    Growers    Associa- 
tion   _. .0397 

Call  Ranch .6114 

Corona  Citrus  Association .9849 

Jameson  Co .3765 

Orange  Heights  Orange  Association.  1.  5281 
Crafton    Orange    Growers   Associa- 
tion      1.2122 

East  Highlands  Citrus  Association.  .4127 

Fontana  Citrus  Association .4409 

Highland  Fruit  Growers  Association  .  6612 

Redlands  Heights  Groves .8513 

Redlands  Orangedale  Association..  .9763 

Break  6:  Son,  Allen - .2441 

Bryn  Mawr  Fruit  GroWers  Associa- 
tion      .9637 

Mission  Citrus  Association ^.7812 

Redlands   Cooperative   FriUt   Asso- 
ciation    1.5483 

Redlands  Orange  Growers  Associa- 
tion    1.0113 

Redlands  Select  Groves .3597 

Rlalto  Citrus  Association .6340 

Rlalto  Orange  Co .3067 

Southern  Citrus  Association .7252 

United  Citrus  Growers .6598 

Zllen    Citrus   Co .6769 

Andrews  Bros,  of  California .3065 

Arlington  Heights  Citrus  Co .8570 

Brown  Estate.  L.  V.  W... 1.8397 

Gavllan  Citrus  Association 1.8932 

Hemet  Mutual  Groves .  17E9 

Hlghgrove   Fruit   Assoctatlon .6645 

Krlnard  Packing  Co 1.8011 

McDermont  Fruit  Co 1.9666 

Monte  Vista  Citrus  Association 1.3478 

National  Orange  Co .9106 

Riverside  Heights  Orange  Growers 

Association 1.2817 

Sierra  Vista  Packing  Association..  .8288 

Victoria  Avenue  Citrus  Association.  2.  5994 

Claremont    Citrus    Association 1.0533 

College  Heights  Orange  and  Lemon 

Association 1. 2179 
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Pbokate  Basi  Schedulb — Continued 

ALL  OKANGKS  OTHIE  THAN  VALENCU  ORAN0E»— 

continued 
Prorate  District  No.  2— Continued 

Prorate  bast 
Handler  (percent) 

El  Camlno  Citrus  Association 0.  4390 

Indian  Hill  Citrus  Association 1.2682 

Pomona  Fruit  Growers  Exchange.  1.7949 
Walnut  Fruit  Growers  Association,  .  4938 
West  Ontario  Citrus  A.ssoclatlon..  1.  1517 
El  Cajon  Valley  Citrus  Association.  .  2784 
Ban  Dlmas  Orange  Growers  Asso- 
ciation  -       1.2400 

Ball  &  Tweedy  Association .0788 

Canoga  Citrus  Association .0756 

Covlna  Valley  Orange  Co .2019 

North  Whlttler  Heights  C\traa  As- 
sociation          •  1*^3 

San  Fernando  Prult  Growers  Asso- 
ciation  - 3999 

San  Fernando  Heights  Orange  As- 
sociation          .4017 

Sierra  Madre-Lamanda  Citrus  As- 
sociation          .2704 

Camarillo    Citrus    Association .0107 

Fillmore  Citrus  Association 1.2148 

OJal  Orange  Association .8916 

Plru  Citrus  Association :: — -       1-  1759 

Santa  Paula  Orange  Association—         .  1299 

Tapo  Citrus  Association .0069 

Ventura  County  Citrus  Association.         .  0275 
East  Whlttier  Citrus  Association..         .0100 

Whittler  Citrus  Association. -         .  2212 

Whlttier  Select  Citrus  Association.         .0357 
Anaheim  Cooperative  Orange  Asso- 
ciation  •- .0602 

Bryn  Mawr  Mutual  Orange  Associa- 
tion           .6090 

Chula  Vista  Mutual  Lemon  Associa- 
tion  - 1*00 

Escondido  Cooperative  Citrus  Asso- 
ciation  -0909 

Euclid  Avenue  Orange  Association.       3.0570 
FuUerton   Coop>eratlve   Orange   As- 
sociation          .0313 

Garden  Grove  Orange  Cooperative, 

Inc 0332 

Golden  Orange  Groves.  Inc .3003 

Highland  Mutual  Groves -         .3274 

Index   Mutual   Association 0042 

La  Verne  Cooperative  Citrus  Asso- 
ciation  3.4201 

Mentone   Heights   Association .6081 

Olive   Hillside  Groves.  Inc.... 0149 

Orange  Cooperative  Citrus  Associa- 
tion  —  .  0339 

Redlands  Foothill  Groves 2.6795 

Redlands  Mutual  Orange  Associa- 
tion          .9199 

Riverside  Citrus  Association .2499 

Ventura  County  Orange  Sc  Lemon 

Asaociatlon .2025 

Whittler  Mutual  Orange  &  Lemon 

Association 0230 

Babljulce  Corp.  of  California .4843 

Cherokee  Citrus  Co..  Inc.. 1.0414 

Chess  Co  .  Meyer  W -         .3523 

Evans  Brothers  Packing  Co 1.  C921 

Gold  Banner  Association 2.0754 

Granada  Packing  House .3365 

Hill  Packing  House.  Fred  A .6199 

Inland  Fruit  Dealers.  Inc .  1167 

MacDonald  Fruit  Co .1420 

Orange  Belt  Fruit  Distributors 2.0825 

Panno  Fruit  Co.,  Carlo .0967 

Paramount  Citrus  Association. 4019 

Placentla  Orchard  Co .0897 

San  Antonio  Orchard  Co 1. 1686 

Snyder*  Sons  Co  .  W.  A 4*"?* 

Torn  Ranch .0288 

Wall,  E.  T 1.8805 

Western  Fruit  Growers.  Inc.,  Bed- 
lands - —       2.9089 

[F    R.   Doc.   <9-1543:    Filed.    Feb.    25.    1919; 
11:31  a.  m.) 
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RULES  AND  REGULATIONS 


TITLE   12— BANKS 
BANKING 


AND 


Chapter  II — Federal  Reserve  System 

Subchapter  A — Beard  of  CovemorJ  of  tho 
Federal  Resorva  System 

Part  201— Discounts  for  and  Advances 
TO  Member  Banks  by  Federal  Reser\^ 
Banks 

MISCELLANEOUS   AMENDMENTS 

In  order  that  notes  ev/dencing  loans 
made  pursuant  to  commodity  loan  pro- 
grams of  the  Commodity  Credit  Corpo- 
ration shall  not  be  subject  to  the  re- 
quirement that  a  note  be  negotiable  In 
order  to  be  discounted  by  a  Federal  Re- 
serve Bank,  that  such  notes  may  be  made 
eligible  for  discount,  and  that  such  notes 
and  certificates  of  interest  therein  may 
be  made  acceptable  as  security  for  ad- 
vances to  member  banks  by  Federal  Re- 
serve Banks,  Part  201  is  amended,  ef- 
fective February  17.  1949.  in  the  follow- 
ing respects: 

1.  The  last  sentence  of  paragraph  <h) 
of  §  201.1  is  amended  to  read  as  follows: 

5  201.1  Discount  of  notes,  drafts,  and 
bills  of  member  banks.     •     *     * 

(h)  Determination  of  eligibility.  •  *  • 
The  requirement  of  this  section  that  a 
note  be  negotiable  sltall  not  be  applicable 
with  respect  to  any  note  evidencing  a 
loan  which  is  made  pursuant  to  a  com- 
modity loan  program  of  the  Commodity 
Credit  Corporation  and  which  is  sub- 
ject to  a  commitment  to  purchase  by  the 
Commodity  Credit  Corporation. 

2.  Paragraph  ^a)  of  §  201.2  is  amended 
by  adding  thereto  a  new  sentence  read- 
ing as  follows: 

S  201.2  Advances  to  member  banks — 
(A)  Advances  on  eligible  paper.  •  •  • 
In  the  event  notes  which  evidence  loans 
made  pursuant  to  a  commodity  loan 
program  of  the  Commodity  Credit  Cor- 
poration and  which  comply  with  the  ma- 
turity requirements  of  paragraph  (a>  of 
§  201.1  have  been  deposited  in  a  pool 
of  notes  operated  by  the  Commodity 
Credit  Corporation,  the  certificate  of  in- 
terest Issued  by  the  Commodity  Credit 
Corporation  which  evidences  the  deposit 
of  such  notes  may  be  accepted  as  se- 
curity for  an  advance  made  to  a  member  . 
bank  under  this  section. 

The  notice,  public  participation,  and 
deTerred  effective  date  described  in  sec- 
tion 4  of  the  Administrative  Procedure 
Act  are  not  followed  in  connection  with 
this  amendment  for  the  reasons  and 
good  cause  found  as  stated  in  §  262.2  (e> 
of  the  Boards  rules  of  procedure,  and  es- 
pecially because  in  connection  with  this 
amendment  which  relieves  certain  re- 
strictions such  procedures  are  unneces- 
sary as  they  would  not  aid  the  persons 
affected  and  would  serve  no  other  useful 
purpose. 

(Sec.  3,  48  Stat.  163;  sec.  3.  40  Stat.  234; 
42  Stat.  821;  sec.  204,  49  Stat.  705;  sec. 
11  (i).  38  Stat.  262;  sec.  402.  42  Stat. 
1478  1479.  45  Stat.  975,  46  Stat.  162; 
.sec.  403,  42  Stat.  1479;  sec.  9,  48  Stat. 
180;  sec.  16  (a'.  48  Stat.  348;  sec.  t  (a), 


48  Stat.  646;  39  Stat.  753;  sec.  5.  40 
Stat.  235;  39  Stat.  754;  sec.  404,  42  Stat. 
1479;  .sec.  5.  47  Stat.  160;  sec.  10.  40 
Stat.  239:  sec.  505  (b>.  48  Stat.  1263:  12 
U  S.  C.  301.  330,  347b.  248  (D.  343.  347, 
361.  372,  373.  348-349.  351.  352.  374,  371 

Board  of  Governors  of  the 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter, 

Secretary. 

[P.   R.   Doc.   49-1460;    Filed.   Feb.    25,    1949; 
8:46  a.  zn.j 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

1 3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  47] 

Part  374 — Provisions  for  Individual  and 
Other  Validated  Licenses 

weight  and  volume  tolerance 

Section  374.4  Weight  and  volume  tol' 
erance  is  amended  In  the  following  par- 
ticulars: 

Paragraph  (e)  is  amended  to  read  as 
follows: 

(e)  Whenever  one  or  more  partial 
.shipments  of  the  licensed  commodity 
have  been  made,  the  licen.se  remains 
valid  only  for  the  unshipped  balance  of 
the  licensed  commodity  plus  ten  per- 
cent (lOTo )  of  such  balance,  except  that, 
in  the  case  of  shipments  of  iron  and 
steel  products  (processing  code  STEE>. 
the  tolerance  of  ten  percent  (10%  )  shall 
be  applicable  as  provided  in  paragraph 
(c)  of  this  section  regardless  of  whether 
partial  shipments  are  made. 

(Sec.  6,  54  Stat.  714,  as  amended,  61 
Stat.  945;  50  U.  S.  C.  app..  Sup..  633, 
50  U.  S.  C.  App.  and  Sup.  701:  E.  O. 
9630,  Sept.  27.  1945,  10  F.  R.  12245;  3 
CFR,  1945  Supp..  E.  O.  9919,  Jan.  3.  1948. 
13  F.  R.  59.  3  CFR.  1948  Supp.) 

This  amendment  shall  become  effec- 
tive February  15.  1949. 

Dated:  February  21.  1949.  *^ 

Francis  McIntyre. 
Assistant  Director. 
Office  of  International  Trade. 

[F.    R.   Doc.   49-1485:    Filed.   Feb.    25,    1949; 
8:56  a.  m.| 


TITLE   17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  249— Forms  Prescribed  Under  the 
Securities  Exchange  Act  of  1934 

forms  for  registration  of  and  reporting 

BY     national     securities     ASSOCIATIONS 

and  affiliated  securities  assoctations 

The  Securities  and  Exchange  Commis- 
sion, deeming  it  appropriate  in  the  pub- 
lic interest  and  necessary  for  the  execu- 
tion of  the  functions  vested  In  It.  and 
acting  pursuant  to  authority  conferred 


Saturday,  February  26,  1949 

upon  it  by  the  Securities  Exchange  Act 
of  1934,  particularly  sections  15A  and 
23  < a)  thereof,  hereby  amends  Item  6  of 
Form  X-15AA-1  (17  CFR  249.801)  and 
Item  6  of  Form  X-15AJ-2  (17  CFR 
249.803)  to  read  as  follows: 

6  (a)  The  following  information  concern- 
ing ofUcers.  directors  (or  persons  occupying 
similar  status  or  performing  similar  func- 
tions), the  chairman  of  the  national  busi- 
ness conduct  committee,  and  the  chalrm.in 
of  each  regional  business  conduct  commit- 
tee: (1)  Name;  (2)  title;  (3)  name  of  firm 
with  which  such  person  is  associated;  (4) 
location  (city  and  state)  of  the  particular 
otBce  of  the  firm  with  which  such  person  is 
connected;  and  (5)  periods  during  which 
the  present  incumbent  has  held  the  same 
oSice  or  position. 

(b)  The  following  Information  for  each 
national  and  regional  standing  committee: 
(1)  Name  of  each  member;  (2)  name  of  firm 
with  which  sucli  member  Is  associated;  (3) 
location  (city  and  state)  of  the  particular 
offlce  of  the  firm  with  which  such  person  Is 
connected. 

The  Commission  finds  that  notice  and 
public  procedure  pursuant  to  sections  4 
(a)  and  (b)  of  the  Administrative  Pro- 
cedure Act  are  unnecessary  since  the 
amendment  is  minor  in  nature,  only  one 
national  association  of  securities  dealers 
is  now  registered  and  will  be  affected 
by  the  modification,  and  it  appears  im- 
probable that  its  adoption  will  be  objec- 
tionable to  any  person.  The  Commis- 
sion further  finds  that  the  amendment 
has  the  effect  of  relieving  restriction  or 
granting  exemption  from  some  previous 
requirements,  and  declares  the  amend- 
ment effective  immediately  pursuant  to 
section  4  (c»  of  the  Administrative  Pro- 
cedure Act. 

(Sec.  23.  48  Stat  901.  as  amended,  sec.  1, 
52  Stat.  1070;  15  USC  78  o-3  78w) 

Effective:  February  21.  W49. 

By  the  Commission. 

[sE.\L]  Orval  L.  DuBois, 

Secretary. 
February  18.  1949. 

|F.    R.    Doc.    49-1468:    Filed.    Feb     25.    1949; 
8:46  a.  m.] 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of  Customs, 
Department  of  the  Treasury 

|T.   D.   52155] 

Part  3 — Document.xtion  of  Vessels 

Part  4 — Vessels  in  Foreign  and  Domestic 
Trades 

abstracts  of  title,  indexing,  fees 

1.  Paragraphs  <b).  (c),  and  (d)  of 
§3.17.  Customs  Regulations  of  1943  (19 
CFR.  Cum  Supp..  3.17  (b) .  (ci .  »di  ),  as 
amended  by  Treasury  Decision  51610  il2 
F.  R.  631).  are  further  amended  by  de- 
leting the  words  and  fiRures  "customs 
Form  1331"  wherever  they  appear  and  by 
substituting  in  lieu  thereof  the  following: 
"cu-stoms  Form  1332.  or  customs  Forms 
1332  and  1332-A." 

(R.  S.  161.  sec.  2.  23  Stat.  118.  sec.  30. 
.subsec.  W,  41  Stat.  1006;  5  U.  S.  C.  22, 
46  U.  S.  C.  2.  983.  Sec.  102,  Reorg.  Plan 
No.  3  of  1946;  3  CFR.  1946  Supp.,  ch.  IV) 


FEDERAL  REGISTER 

2.  Section  3.33.  Customs  Regulations  of 
1943  (19  CFR.  Cum.  Supp..  3.33).  as 
amended  by  Treasury  Decisions  51049  <9 
F.  R.  4679).  51172  (10  F.  R.  2).  and  51934 
(13  F.  R.  3112).  is  further  amended  as 
follows : 

a.  The  third  sentence  of  paragraph  (c) 
is  amended  to  read  as  follows:  "The  col- 
lector shall  record  all  such  instruments 
and  certificates  of  discharge  of  mortgages 
In  the  order  of  their  receipt  in  books  to  be 
kept  for  that  purpose  and  hereafter  in- 
dexed on  customs  Fo^m  1332.  continued 
if  necessary  on  customs  Form  1332-A.  to 
show  (1)  the  name  of  the  vessel.  (2)  the 
names  of  the  parties  to  the  instrument. 

(3)  the  kind  and  date  of  the  instrument. 

(4)  the  interest  transferred,  mortgaged 
or  discharged.  (5)  the  date,  hour,  and 
minute  the  instrument  was  received.  (6) 
the  book  in  which  the  instrument  is  re- 
corded, (7)  the  number  assigned  to  the 
instrument.  (8)  in  the  case  of  a  bill  of 
sale  or  conveyance,  the  consideration 
stated  in  the  instrument,  and  (9)  in  the 
case  of  a  mortgage  or  certificate  of  dis- 
charge of  mortgage,  the  amount  and  date 
of  maturity  of  the  mortgage." 

b.  Paragraph  (e)  is  amended  by  de- 
leting the  words  and  figures  "customs 
Form  1360"  wherever  they  appear  and  by 
substituting  in  lieu  thereof  the  words  and 
figures  "customs  Form  1332,  continued 
if  necessary  on  customs  Form  1332-A." 

c.  Paragraphs  (i)  and  (1)  are  re- 
scinded, paragraphs  (j)  and  (k)  are  re- 
designated (i)  and  (j),  respectively,  and 
the  following  new  paragraphs  are  added : 

(k)  Any  abstract  of  title  of  a  vessel 
furnished  by  the  collector  of  customs 
at  the  home  port  of  the  vessel  shall  be 
on  customs  Form  1332,  continued  if 
necessary  on  customs  Form  1332-A,  and 
shall  include  a  statement  of  the  particu- 
lars of  any  notice  of  claim  of  Hen  upon 
the  ve.ssel  which  has  been  recorded,  and 
a  copy  of  any  entry  in  the  index  with 
respect  to  a  decree  of  distribution  of  the 
estate  of  a  deceased  owner  or  an  order  of 
a  referee  or  court  appointing  a  trustee 
in  bankruptcy. 

(1)  When  the  home  port  of  a  vessel  is 
changed,  whether  or  not  any  change  in 
title  occurs,  the  collector  of  customs  at 
the  old  home  port,  upon  request  of  the 
owner  of  the  ves.sel,  shall  forward  in 
duplicate  to  the  collector  at  the  new 
home  port  an  abstract  of  title  of  the 
ve.ssel.  which  shall  bear  at  the  end 
thereof  the  following  endorsement: 

I  certify  that  the  foregoing,  which  is  Is- 
sued in  accordance  with  the  provisions  of 
I  3.33  (1).  Customs  Regulations  of  1943,  In- 
cident to  a  change  In  home  port,  is  a  true 
abstract  of  title  of  the  vessel  described  above, 
as  appears  by  the  records  of  this  office. 


Deputy  Collector. 


Port- 
Dale. 


(m)  The  collector  at  the  new  home 
port  of  a  vessel  shall  record  the  abstract 
of  title  of  the  vessel  forwarded  to  him  in 
accordance  with  paragraph  (1)  of  this 
section,  and  no  bill  of  sale,  mortgage, 
hypothecation,  conveyance,  release,  sat- 
isfaction, assignment,  notice  of  claim  of 
lien,  court  order  conveying  title  or  other 
instrument  shall  be  recorded  at  the  new 
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home  port  until  such  abstract  has  been 
received  and  recorded. 

(n)  When  an  abstract  of  title  of  a 
vessel  is  forwarded  to  the  collector  at 
the  new  home  port  of  a  vessel  In  accord- 
ance with  paragraph  (1>  of  this  section, 
the  following  endorsement  shall  be  made 
in  the  index  after  the  last  entry  for 
that  vessel,  and  thereafter  no  instrument 
for  such  vessel  shall  be  recorded  at  the 
old  home  port  and  no  entry  shall  be 
made  in  the  index  with  respect  to  any 
decree  of  distribution  or  order  appoint- 
ing a  trustee  in  bankruptcy: 

An  abstract  of  title  of  the  vessel  described 
above  was  forwarded  to  the  collector  of  cus- 
toms  at    on   this   date    la 

accordance  with  the  provisions  of  $  3.33  (1) 
of  the  Customs  Regulations  of  1943. 


Deputy  Collector. 


Date. 


(o)  Whenever  requested,  the  collector 
of  customs  at  the  home  port  of  any  vessel 
shall  furnish  to  any  person  an  abstract 
of  title  of  that  vessel,  which  shall  bear 
at  the  end  thereof  the  following  en- 
dorsement: 

I  hereby  certify  that  the  foregoing,  which 
Is  Issued  in  accordance  with  the  provisions 
of  §  3.33  (o)  of  the  Customs  Regulations  of 
1943.  and  whTch  Is  not  for  record,  Is  a  true 
abstract  of  title  of  the  vessel  described  above, 
as  appears  by  the  records  of  this  office. 


Deputy  Collector. 


Port. 
Date. 


(p>  No  abstract  of  title  of  any  vessel 
issued  in  accordance  with  paragraph  (o) 
of  this  section  shall  be  recorded  by  any 
collector  of  customs,  nor  shall  any  en- 
dorsement be  made  In  the  index  when 
such  an  abstract  is  furnished  to  any 
person. 

(R.  S.  161.  sec.  2.  23  Stat.  118.  sec.  30, 
.subsecs.  C,  H,  41  Stat.  1000,  1002.  sec.  2. 
43  Stat.  948;  5  U.  S.  C.  22,  46  U.  S.  C.  2, 
921.  926.  1012.  Sec.  102,  Reorg.  Plan  No. 
3  of  1946;  3  CFR,  1946  Supp.,  ch.  IV) 

3.  Section  3.34  (d)  of  the  Customs 
Regulations  of  1943  ( 19  CFR.  Cum.  Supp., 
3.34  (d) )  is  amended  to  read  as  follows: 

(d)  The  bill  of  sale  shall  be  recorded 
by.  the  collector  at  the  home  j)ort  desig- 
nated by  the  new  owner,  but  only  after 
that  collector  has  received  from  the  col- 
lector at  the  former  home  port  and  re- 
corded the  abstract  of  title  of  the  vessel 
as  required  by  §  3.33  (m). 

(R.  S.  161.  sec.  2,  23  Stat.  118.  sec.  30, 
subsecs.  C,  H,  W.  41  Stat.  1000,  1002.  1006, 
sec.  2,  43  Stat.  948.  R.  S.  4159,  R.  S.  4160; 
5  U.  S.  C.  22,  46  U.  S.  C.  2.  29,  30,  921, 
926.  983,  1012.  Sec.  102.  Reorg.  Plan 
No.  3  of  1946;  3  CFR,  1946  Supp..  ch.  IV) 

4.  Paragraph.s  (d)  and  (h)  of  §3.38 
of  the  Customs  Re^rulations  of  1943  (19 
CFR.  Cum.  Supp..  3.38  (d<.  (hi)  are 
amended  by  deleting  the  words  and  fig- 
ures "customs  Form  1364"  wherever  they 
appear  and  by  substituting  in  lieu  thereof 
the  words  and  figures  "customs  Form 
1332,  continued  if  necessary  on  customs 
Form  1332-A." 

(R.  S.  161.  sec.  2.  23  Stat.  118.  sec.  30, 
subsec.  W,  41  Stat.  1006.  5  U.  S.  C.  22, 
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46  U.  8.  C.  2.  983.    Sec.  102,  Reorg.  Plan 
No.  3  of  1946;  3  CFR.  1946  Supp..  ch.  IV) 

6.  Section  4.98  (h),  Customs  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp..  4.98 
(h) ) .  l.s  amended  by  the  addition  of  the 
following  sentence  at  the  end  thereof: 
'•It  shall  not  be  collected  for  a  duplicate 
certified  copy  of  the  record  at  the  former 
home  port  Issued  in  accordance  with 
(3  33  (1). 

(R.  S.  161.  sec.  2.  23  Stat.  118;  5  U.  S.  C. 
22.  46  U.  S.  C.  2.  Sec.  102,  Reorg.  Plan 
No.  3  of  1946;  3  CFR.  1946  Supp..  ch.  IV) 

The  foregoing  amendments  shall  be- 
come eflective  on  April  1,  1949. 

[siALl  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  February  21,  1949. 

John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

|F.   R.   Doc.   4»-1483;    Filed.   Feb.   25.   1M»; 
8:55  a.  m.) 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  o«d  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  141— Tests  and  Methods  or  Assay 
FOR  Antibiotic  Drugs 

Part  146 — Certification  of  Batches  of 
Penicillin-    or    Streptomycin-Con- 
taining Drugs 
i       miscellaneous  amendments 

By  virtue  of  the  authority  vested  In  the 
Federal  Security  Administrator  by  the 
provisions  of  section  507  of  the  Federal 
Food.  Drug,  and  Cosmetic  Act  '52  Stat. 
1040  1055.  as  amended  by  59  Stat.  463 
and  61  Stat.  11;  21  U.  S.  C.  Sup.  357). 
the  regulations  for  tests  and  methods  of 
assay  of  antibiotic  drugs  (12  F.  R.  2215, 
4023;  4961;  13  F.  R.  589.  1889.  3969.  4187, 
5152,  5566,  8736)  and  certification  of 
batches  of  penicillin-  or  streptomycin- 
containing  drugs  (12  F.  R.  2231,  4023. 
4369;  13  F.  R.  436.  439.  1099.  325Z.  3969. 
4186.  5566.  6015.  «736i  are  amended  as 
Indicated  below: 

1.  The  headnote  of  ?  141.9  is  amended 
to  read:  "Penicillin  tablets." 

2.  In  S  141.9  Penicillin  tablets,  para- 
graph (c)  is  amended  to  read: 

(c>  Microorganism  count.  Accurately 
weigh  from  three  to  five  tablets  In  a  test 
tube  and  add  sufficient  sterile  penicil- 
linase contained  In  a  total  volume  of  15 
ml.  to  inactivate  the  penicillin  present. 
Let  stand  1  hour.  Thoroughly  shake  the 
mixture  and  transfer  aseptically  one- 
third  of  the  amount  to  each  of  three 
sterile  Petri  dishes.  Pour  into  the  Petri 
dish  20  ml.  of  nutrient  agar,  described 
in  §  141.1  tb)  (1 ' ,  which  has  been  melted 
and  cooled  to  48"  C.  Thoroughly  mix, 
allow  the  agar  to  solidify,  invert  the  Petri 
dish,  and  Incubate  for  48  hours  at  37'  C. 
Count  the  number  of  colonies  appearing 
on  the  plates  and  calculate  therefrom  the 
number  of  viable  microorganisms  per 
gram. 

3.  In  §  141.12  Penicillin  troches,  para- 
graph <.a)  is  amended  to  read; 
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(a)  Potency.  Proceed  as  directed  In 
1 141.1.  except  paragraph  (i)  thereof  and. 
In  lieu  of  the  directions  in  paragraph  (d) 
of  S  141.1.  prepare  sample  as  follows: 

(1)  If  the  troche  does  not  contain  a 
masticatory  substance,  proceed  as  di- 
rected in  5  141.9  (a). 

(2)  If  the  troche  contains  paraffin  as 
a  masticatory  substance,  place  five 
troches  In  a  separatory  funnel  containing 
75  ml.  of  n-hexane;  shake  until  the 
troches  are  dissolved.  Shake  with  a  25- 
ml.  portion  of  I'^c  phosphate  buffer  at 
pH  6.0.  Remove  the  buffer  layer  and  re- 
peat the  extraction  with  three  25-ml. 
quantities  of  buffer.  Combine  the  ex- 
tracts and  make  the  proper  estimated 
dilutions  in  1%  phosphate  buffer  at  pH 

6.0. 

(3)  If  the  troche  contains  gum  as  a 
masticatory  substance,  cut  each  of  five 
troches  into  fine  pieces  and  place  in  a 
glass  blending  jar  containing  100  ml.  of 
a  50%  acetone- water  solution.  Using  a 
high-speed  blender,  blend  for  3  to  5  min- 
utes. Add  an  additional  100  ml.  of  a 
50%  acetone- water  solution  to  the 
blender  and  blend  for  an  additional  3  to 
5  minutes,  and  then  make  the  proper 
estimated  dilutions  In  1%  phosphate  buf- 
fer at  pH'6.0 

The  average  potency  of  the  troche  Is 
satisfactory  If  it  contains  not  less  than 
85 %>  of  the  number  of  units  it  Is  repre- 
sented to  contain. 

4.  In  §  141.14  Penicillin  with  vasocon- 
strictor, subparagraph  (1)  of  paragraph 
(a)  Penicillin  used  in  the  packaged  com- 
bination is  amended  to  read: 

(1)  Potency.  Unless  It  Is  penicillin 
tablets,  proceed  as  directed  In  §  141.1.  If 
it  Is  penicillin  tablets,  proceed  as  di- 
rected in  §  141.9  (a). 

Paragraph  (a>  (3>  Micro-organism 
count  and  paragraph  (b)  Dry  mixture  of 
penicillin  with  vasoconstrictor  *  *  • 
of  §  141.14  are  amended  by  changing 
"8  141.21  (b)"  to  '•§  141.9  (c)." 

5.  Part  141  is  amended  by  revoking 
§  141.21  Crystalline  penicillin  tablets. 

6.  In  §  141.22  Penicillin  bougies,  para- 
graph <c)  Micro-organism  count  is 
amended  by  changing  "5  141.21  (b)"  to 
"5  141.9  (c)". 

7.  Section  141.27  Is  amended  to  read: 

5  141.27  Procaine  penicillin  in  oil — (a) 
Potency.  Proceed  as  directed  In  §  141.1, 
except  paragraph  (i)  thereof  and,  in  lieu 
of  the  directions  In  paragraph  (d)  of 
§  141.1.  prepare  sample  as  follows: 

Introduce  1  ml.  of  the  well-shaken 
sample  by  means  of  a  2-ml.  hypodermic 
syringe,  into  a  50-ml.  volumetric  flask. 
Add  3  to  4  cc.  of  chloroform,  shake  the 
flask  well,  and  make  to  50  ml.  with  abso- 
lute alcohol.  Mix  thoroughly,  withdraw 
a  1-ml.  aliquot  and  make  the  proper  esti- 
mated dilutions  in  1%  phosphate  buffer 
at  pH  6.0. 

If  the  label  represents  the  potency  of 
the  procaine  penicillin  In  oil  as  100.000 
units  per  millihter.  it  Is  satisfactory  if 
It  is  85%  or  more  of  the  potency  so  repre- 
sented: if  represented  as  300.000  units 
per  milliliter,  it  is  satisfactory  if  it  Is  90% 
or  more  of  the  potency  so  represented. 

(b)  Sterility.  Proceed  as  directed  in 
i  141.7  (b>. 


(c)  Moisture.  Proceed  as  directed  la 
I  141.7  (c). 

8.  Section  141.28  Is  amended  to  read: 

§  141.28  Crystalline  penicillin  for  in- 
halation therapy— (bl)  Potency.  Proceed 
as  directed  in  $  141.1. 

(b)  Moisture.  Proceed  as  directed  in 
S  141  5  (a),  except  if  it  is  procaine  peni- 
cillin proceed  as  directed  In  S  141.26  (e). 

(c)  Micro-organism  count.  Accurately 
weigh  the  contents  of  three  to  five  Im- 
mediate containers  In  a  sterile  test  tube 
and  proceed  as  directed  In  S  141.9  (c). 

9.  In  I  141.31  Ephedrine  penicillin  tab- 
lets, paragraph  (a)  Potency  Is  amended 
by  changing  "5  141.21  (av  to  "§141.9 
(a)."  Paragraph  (O  Micro-organism 
count  Is  amended  by  changing  "8  141.21 
(b)  to"§  141.9  (c)." 

10.  Part  141  Ls  amended  by  adding  the 
following  new  section: 

5  141.34  Procaine  penicillin  and  crys- 
talline penicillin  in  oil — (a)  Total 
potency.  Proceed  as  directed  in  8  141.27  • 
(a)  or  by  the  iodemetric  assay  procedure 
described  in  8  141.5  (e) ,  using  In  the  lat- 
ter procedure  a  0.5-ml.  aliquot  of  the 
solution  prepared  in  accordance  with 
paragraph  (b)   (1)  of  this  section. 

(b)  Procaine  penicillin — (1)  Prepara- 
tion of  sample.  Introduce  1  ml.  of  the 
well-shaken  sample,  by  means  of  a  hypo- 
dermic syringe,  into  a  50-ml.  volumetric 
flask.  Make  to  50  ml.  with  chloroform- 
absolute  alcohol  (1-1-1)  solvent  and  shake 
well. 

(2)  Colorimetric  determination  of  pro- 
caine penicillin.  Dilute  a  0.5-ml.  aliquot 
of  the  solution  prepared  In  accordance 
with  subparagraph  (1)  of  this  paragraph 
to  1000  ml.  with  distilled  water.  Use  a 
10-ml.  aliquot  of  this  1 :  1000  dilution  for 
the  colorimetric  determination  of  pro- 
caine penicillin  described  in  §  141.32  (b) 
(3).  The  concentration  obtained  di- 
rectly from  the  standard  curve  corre- 
sponding to  the  percent  light  transmis- 
sion of  the  sample  X  10.000  equals  the 
concentration  of  procaine  penicillin  per 
milliliter  of  the  procaine  peniclUIn  and 
crystalline  penicillin  in  oil. 

(c)  Crystalline  penicillin.  The  differ- 
ence between  the  total  penicillin  as  de- 
termined by  paragraph  (a)  of  thLs  sec- 
tion and  the  procaine  penicillin  as  deter- 
mined by  paragraph  (b»  of  this  section 
represents  the  amount  of  crystalline 
penicillin  present. 

(d>  The  procaine  penicillin  and  the 
crystalline  penicillin  content  of  the  batch 
are  satisfactory  when  assayed  by  the 
methods  described  in  this  section  If  each 
is  not  less  than  85%  of  that  which  it  Is 
represented  to  contain. 

(e)  Sterility.  Proceed  as  directed  in 
8  141.7  (b). 

(f)  Moisture.  Proceed  as  directed  In 
8^141.7  (c. 

11.  In  8  141.107  Streptomycin  oint- 
ment, paragraph  (b)  is  amended  to 
read: 

(b>  Micro-organism  count.  Accurate- 
ly weigh  the  container  and  contents  and 
place  approximately  0.5  gm.  of  the  oint- 
ment Into  4-5  ml.  of  a  1:300  solution 
of  sterile  hydroxylamine  hydrochloride. 
Reweigh  the  container  to  obtain  weight 
of  ointment  used  in  the  test.    Warm  the 
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hydrokylamlne  hydrochloride  solution 
containing  the  ointment  for  1  hour  at 
48°  C.-50''  C,  shaking  at  frequent  in- 
tervals to  obtain  complete  emulsification. 
Apportion  the  emulsified  ointment  into 
two  test  tubes,  each  containing  25  cc. 
of  melted  thloglycollate  medium  <  pre- 
pared as  in  §  141.2,  except  that  addi- 
tional agar  is  added  to  make  a  final  con- 
centration of  1.5%  agar)  cooled  to  48° 
C.-50°  C.  Shake  the  tubes  to  Insure  even 
distribution  and  pour  the  contents  of 
each  tube  into  a  .sterile  Petri  dish,  allow 
agar  to  solidfy.  Invert  each  Petri  dish 
and  incubate  for  48  hours  at  37°  C. 
Count  the  number  of  colonies  appearing 
on  the  plates  and  calculate  therefrom 
the  number  of  viable  micro-organisms 
per  gram  of  ointment. 

12.  Part  141  is  amended  by  adding  the 
following  new  section: 

§  141.109  Streptomycin  tablets— (&) 
Potency.  Using  12  tablets  proceed  as 
directed  in  §  141.101.  except  paragraph 
(k)  thereof.  The  average  potency  of 
streptomycin  tablets  is  satisfactory  if  it 
contains  not  less  than  85%  of  the  num- 
ber of  milligrams  it  Is  represented  to 
contain. 

(b)  Moisture.  Proceed  ajs,  directed  in 
8  141.5  (a). 

(c)  Micro-organism  count.  Accurate- 
ly weigh  three  tablets  and  place  one 
tablet  in  each  of  three  test  tubes.  To 
each  test  tube  add  20  cc.  of  a  sterile 
solution  of  1:300  hydroxylamine  hydro- 
chloride adjusted  to  pH  6.0  with  sodium 
hydroxide  and  let  stand  1  hour,  shaking 
contents  at  frequent  intervals.  Appor- 
tion the  contents  of  each  test  tube  into 
two  sterile  Petri  dishes.  To  each  Petri 
dish  add  25  cc.  of  melted  thloglycollate 
medium  (prepared  as  in  §  141.2.  except 
that  additional  agar  is  added  to  make  a 
final  concentration  of  1.5%  agan  cooled 
to  48'  C.-50°  C.  Thoroughly  mix,  allow 
the  agar  to  solidfy.  Invert  Petri  dish 
and  incubate  for  48  hours  at  37°  C. 
Count  the  number  of  colonies  appearing 
on  the  plates  and  calculate  therefrom 
the  number  of  viable  micro-organisms 
per  gram. 

13.  Part  141  is  amended  by  adding  the 
following  new  section: 

8  141.110  Streptomycin  for  topical 
use — <a>  Potency.  Proceed  as  directed 
In  §  141.101,  except  paragraph  <k)  there- 
of. The  potency  of  streptomycin  for 
topical  use  is  satisfactory  if  the  im- 
mediate containers  are  represented  to 
contain: 

(1)  Less  than  500  mg.  and  contain 
85%  or  more  of  the  number  of  milligrams 
so  represented: 

<2)  More  than  500  mg.  and  contain 
90%  or  more  of  the  number  of  milli- 
grams so  represented. 

•  b)  Sterility,  toxicity,  pyrogens,  hista- 
mine, moisture.  pH.  Proceed  as  directed 
In  §$  141.102.  141.103.  141.104,  141.105. 
and  141.106. 

14.  Cectlon  146.27  is  amended  to  read: 

8  146.27  Penicillin  tablets— (&) 
Standards  of  identity,  strength,  quality, 
and  purity.  Penicillin  tablets  are  tablets 
composed  of  sodium  penicillin,  calcium 
penicillin,  potassium  penicillin,  or  pro- 
caine penicillin,  with  or  without  the  ad- 
No.  38 a 
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ditlon  of  one  or  more  suitable  and  harm- 
less buffer  substances,  diluents,  binders, 
lubricants,  colorings,  and  flavorings.  The 
potency  of  each  tablet  is  not  less  than  50,- 
000  units,  and  If  It  is  less  than  100.000 
units  It  Is  "unscored."  Its  moisture  con- 
tent Is  not  more  than  1.0%.  If  It  Is  rep- 
resented to  be  used  for  inhalation  ther- 
apy its  content  of  viable  micro-organisms 
is  not  more  than  50  per  gram.  The  so- 
dium penicillin,  calcium  penicillin,  or  po- 
tassium penicillin  used  conforms  to  the 
requirements  of  §  146.24  (a>,  except  sub- 
paragraphs (1).  (2).  (4).  and  (7).  but 
the  potency  is  not  less  than  300  units  per 
milligram.  The  procaine  penicillin  used 
conforms  to  the  requirements  of  §  146  44 
(a),  except  subparagraphs  (2)  and  <3). 
Each  other  substance,  if  its  name  is  rec- 
ognized In  the  U.  S.  P.  or  N.  F..  conforms 
to  the  standards  prescribed  therefor  by 
such  official  compendium. 

(b)  Packaging.  Unless  each  penicil- 
lin tablet  is  enclosed  in  a  foil  or  plastic 
fllm  and  such  enclosure  is  a  tight  con- 
tainer as  defined  by  the  U.  S.  P..  except 
the  provision  that  it  shall  be  capable  of 
tight  reclosure,  the  immediate  container 
shall  be  a  tight  container  as  so  deflned. 
The  immediate  container  may  al.-^o  con- 
tain a  desiccant  separated  from  the  tab- 
lets by  a  plug  of  cotton  or  other  like 
material.  The  composition  of  the  im- 
mediate container,  or  of  the  foil  or  fllm 
enclosure,  shall  be  such  as  will  not  cause 
any  change  in  the  st.ength.  quality,  or 
purity  of  the  contents  beyond  anyjunit 
therefor  in  applicable  standards,  e^pt 
that  minor  changes  so  cau.sed  which  are 
normal  and  unavoidable  in  good  packag- 
ing, storage,  and  distribution  practice 
shall  be  disregarded.  If  the  tablet  Is 
composed  of  crystalline  penicillin  without 
bnffer  substances,  diluents,  binders,  lu- 
bricants, colorings,  and  flavorings,  each 
immediate  container  shall  contain  600,- 
000  units,  unless  .such  tablet  is  enclosed 
in  a  foil  or  plastic  film  or  other  container. 

(c)  Labeling.  Each  package  of  peni- 
cillin tablets  shall  bear,  on  its  label  or 
labeling  as  hereinafter  indicated,  the 
following : 

(It  On  the  outside  wrapper  or  con- 
tainer and  the  immediate  container: 

(i)   The  batch  mark; 

(ii)  The  number  of  imits  in  each  tab- 
let of  the  batch; 

(iii)  If  the  batch  contains  buffer  sub- 
stances, the  name  of  each  such  substance 
used  in  making  the  batch;  and 

(iv)  The  statement  "Expiration  date 

••  the  blank  being  filled  in. 

If  crystalline  sodium  or  potassium  peni- 
cillin is  used  without  the  addition  of  buf- 
fer substances,  diluents,  binders,  lubri- 
cants, colorings,  or  flavorings,  with  the 
date  which  Is  36  months;  or  if  crystalline 
sodium  or  potas.sium  penicillin  is  used 
with  the  addition  of  buffer  substances, 
diluents,  binders,  lubricants,  colorings, 
or  flavorings,  with  the  date  which  Is  18 
months;  or  if  crystalline  sodium  or 
potassium  penicillin  Is  not  used,  with  the 
date  which  Is  12  months  after  the  month 
during  which  the  batch  was  certifled. 

(2>  On  the  outside  wrapper  or  con- 
tainer: 

(1 )  Unless  it  is  Intended  solely  for  vet- 
erinary use  and  is  conspicuously  so  lab- 
eled, the  statement  "Caution:  To  be  dis- 
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pensed  only  by  or  on  the  prescription  of 

a ,"  the  blank  being  fllled  in 

with  the  word  "physician"  or  "dentist" 
or  "veterinarian"  or  any  combination  of 
two  or  all  of  these  words,  as  the  case 
may  be;  and 

(II)  Unless  It  Is  Intended  solely  for 
veterinary  u.se  and  is  so  labeled,  a  refer- 
erence  specifically  Identifying  a  readily 
available  medical  publication  containing 
directions  and  precautions  (including 
contraindications  and  possible  sensitiza- 
tion) adequate  for  the  use  of  such  tab- 
lets, or  a  reference  to  a  brochure  or  other 
printed  matter  containing  such  directions 
and  precaution.~>.  and  a  statement  that 
such  brochure  or  printed  matter  will  be 
sent  on  request. 

(3)  On  the  circular  or  other  labeling 
within  or  attached  to  the  package,  if  it 
is  intended  solely  for  veterinary  use,  di- 
rections and  precautions  adequate  for 
the  use  of  such  tablets,  including: 

(i)  Clinical  indications; 

(ii)  Dosage  and  administration; 

(iii)  Contraindications;  and 

(iv»  Untoward  effects  that  may  ac- 
company administration,  including  those 
from  any  buffer  substance  present. 

If  two  or  more  such  immediate  contain- 
ers are  in  such  package,  the  number  of 
such  circulars  or  other  labeling  shall  not 
be  less  than  the  number  of  such  con- 
tainers. 

(d)  Reqtiests  for  certification:  sam- 
ples. <1)  In  addition  to  complying  with 
the  requirements  of  §  146.2.  a  person  who 
requests  certification  of  a  batch  of  peni- 
cillin tablets  shall  submit  with  his  re- 
quest a  statement  showing  the  batch 
mark,  the  number  of  packages  of  each 
size  in  such  batch,  the  batch  mark  and 
(unless  it  was  previously  submitted)  the 
date  on  which  the  latest  assay  of  the 
penicillin  used  in  making  such  batch  was 
completed,  the  number  of  unitsr  in  each 
tablet,  the  quantity  of  each  ingredient 
used  in  making  the  batch,  the  date  on 
which  the  latest  assay  of  the  drug  ccfrn- 
prising  such  batch  was  completed,  and  a 
statement  that  each  ingredient  used  in 
making  the  batch  conforms  to  the  re- 
quirements prescribed  therefor,  if  any, 
by  this  section. 

(2>  Except  as  otherwise  provided  in 
subparagraph  (4)  of  this  paragraph, 
such  person  shall  submit  in  connection 
with  his  request  results  of  the  tests  and 
assays  listed  after  each  of  the  following, 
made  by  him  on  an  accurately  represent- 
ative sample  of: 

(i)  The  batch;  average  potency  per 
tablet,  average  moisture,  and  the  content 
of  viable  micro-organisms  if  it  Is  repre- 
sented to  be  used  for  inhalation  therapy. 

(ii)  The  penicillin  used  iq  making  the 
batch;  potency,  toxicity,  moisture,  pH, 
penicillin  K  content  (unless  it  Is  crystal- 
line penicillin  G),  crystallinity  If  It  is 
crystalline  penicillin,  heat  stability  if  it 
is  crystaHine  sodium  or  potassium  peni- 
cillin, the  penicillin  G  content  if  it  is 
crystalline  sodium  or  potassium  penicil- 
lin G,  and  the  procaine  penicillin  G  con- 
tent if  it  is  procaine  penicillin  G. 

(3)  Except  as  otherwise  provided  by 
subparagraph  (4)  of  this  paragraph,  such 
person  shall  submit  In  connection  with 
his  request.  In  the  quantities  hereinafter 
indicated,  accurately  representative  sam- 
ples of  the  following: 
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(i)  The  batch;  one  tablet  for  each 
5.000  tablets  in  the  batch,  but  in  no  case 
less  than  20  tablets  or  more  than  100  tab- 
lets, collected  by  taking  single  tablets  at 
such  Intervals  throughout  the  entire  time 
of  tableting  that  the  quantities  tableted 
during  the  intervals  are  approximately 
equal. 

(ii>  The  penicillin  used  in  making  the 
batch:  six  packages,  or  in  the  case  of 
crystalline  penicillin  10  packages,  each 
containing  approximately  equal  portions 
of  not  less  than  60  mg.  if  it  Is  not  pro- 
caine penicillin,  and  not  less  than  300 
mg.  if  it  Is  procaine  penicillin,  packaged 
in  accordance  with  the  requirements  of 
§  146.24  <b)   or  5  146.44  <b>. 

(ill)  In  case  of  an  initial  request  for 
certification,  each  buffer  substance,  dilu- 
ent, binder,  lubricant,  coloring,  and  fla- 
voring used  in  making  the  batch;  one 
package  of  each  containing  approxi- 
mately 5  gm. 

(4)  No  result  referred  to  in  subpara- 
graph (2)  ai)  of  this  paragraph,  and  no 
sample  referred  to  in  subparagraph  (3> 
(11>  of  this  paragraph.  Is  required  if  such 
result  or  sample  has  been  previously 
submitted. 

(e)  Fees.  The  fee  for  the  services 
rendered  with  respect  to  each  batch  of 
penicillin  tablets  under  the  regulations 
In  this  part  shall  be: 

(1)  $1.00  for  each  tablet  in  the  sample 
submitted  in  accordance  with  paragraph 
(d)  (3)  (i»  of  this  section;  $4.00  for  each 
package  In  the  samples  subn^tted  in  ac- 
cordance wi*.h  paragraph  (d)  (3>  (U) 
and  (Hi)  of  this  section;  and 

( 2 )  If  the  Commissioner  considers  that 
Investigations,  other  than  examination 
of  such  tablets  and  packages,  are  neces- 
sary to  determine  whether  or  not  such 
batch  complies  with  the  requirements  of 
§  146.3  for  the  Issxiance  of  a  certificate, 
the  cost  of  such  investigations. 

The  fee  prescribed  by  subparagraph 
(1)  of  this  paragraph  shall  accompany 
the  request  for  certification,  imless  such 
fee  is  covered  by  an  advance  deposit 
maintained  in  accordance  with  §  146.8 
(d'. 

15.  Section  146.32  Penicillin  with  vaso- 
constrictor •  •  •  is  amended  as  fol- 
lows: 

Paragraph  fa)  Standards  of  identity, 
strength,  quality,  and  purity,  fourth  sen- 
tence, is  amended  to  read:  "The  penicil- 
lin used  conforms  either  to  the  require- 
ments of  5  146.27  (a>  for  penicillin  tab- 
lets for  inhalation  therapy  or  to  the 
requirements  of  §  146.24  (a>,  except  the 
limitation  of  penicillin  K  content,  and 
except  subparagraphs  <2),  <4).  and  (7) 
of  that  paragraph,  but  its  content  of 
viable  micro-Ajrganisms  is  not  more  than 
50  per  gram." 

In  paragraph  (d)  Requests  for  certifi- 
cation: samples,  subpsLr&gr&ph  (3)  (I)  is 
amended  to  read: 

(i>  The  penicillin  for  Inclusion  In  the 
packaged  combination  of  penicillin  with 
vasconstrictor;  one  immediate  container 
or  tablet  for  each  5.000  Immediate  con- 
tainers or  tablets  in  the  batch,  but  in  no 
case  less  than  20  Immediate  containers 
or  tablet.^  and  not  more  than  100  imme- 
diate containers  or  tablets,  if  the  penicll- 
Im  used  has  been  previously  submitted, 
and  not  less  than  40  immediate  contaln- 
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ers  or  tablets  and  not  more  than  100  im- 
mediate containers  or  tablets  If  the 
penicillin  used  has  not  been  previously 
submitted,  collected  by  taking  single  im- 
mediate containers  or  tablets  at  such 
intervals  throughout  the  entire  time  of 
packaging  or  tableting  the  batch  that 
the  quantities  packaged  or  tableted  dur- 
ing the  intervals  are  approximately 
equal. 

16.  In  §  146.35  Penicillin  sulfonamide 
powder  •  •  ♦,  paragraph  ta)  Sfond- 
ards  of  identity,  strength,  quality,  and 
purity,  fourth  sentence,  is  amended  to 
read:  "The  quantity  of  each  sulfonamide 
used  is  not  more  than  0.05  gm.  for  each 
100  units  of  penicillin  used." 

17.  Part  146  Is  amended  by  revoking 
§  146.39  Crystalline  penicillin  tablets. 

18.  In  S  146.45  Procaine  penicillin  in 
oil,  subparagraph  (1)  (v)  of  paragraph 
(c)  Labeling  is  amended  to  read: 

(v)  The  name  of  each  oil  used  in  mak- 
ing the  batch,  and.  if  aluminum  mono- 
stearate  is  used  as  the  dispersing  agent, 
the  quantity  used. 

19.  Section  146.46  Crystalline  penicil- 
lin for  inhalation  therapy  is  amended  as 
follows: 

Paragraph  (a)  Is  amended  to  read: 

(a)  Standards   of   identity,   strength, 
quality,  and  purity.    Cr3rstalline  penicil- 
lin for  inhalation  therapy  Is  crystalline 
sodium  penicillin,  potassium  penicillin, 
or  MUDcaine  penicillin,  with  or  without 
one^  more  suitable  and  harmless  dilu- 
ents.   Its  moisture  content  is  not  more 
than  1.5%  if  It  is  crystalline  sodium  or 
potassium  penicillin,  and  not  more  than 
4.2%  If  It  is  procaine  penicillin.    Its  con- 
tent of  viable  micro-organisms  is  not 
more  than  50  per  gram.    The  crystalline 
penicillin  used  conforms  to  the  require- 
ments of  5  146.24  (a>.  exc«pt  subpara- 
graphs (2).  (4).  and  (7)  of  that  para- 
graph.  The  procaine  penicillin  used  con- 
forms to  the  requirements  of  §  146.44  (a) , 
except  subparagraphs  t2)  and  (3>  of  that 
paragraph.     Each  diluent  used,   if   its 
name  is  recognized  in  the  U.  S.  P.  or  N.  P.. 
conforms  to  the  standards   prescribed 
therefor  by  such  ofBcial  compendium. 

In  paragraph  fc>  Labeling,  subpara- 
graph (1)  (lii)  is  amended  to  read: 


(ill)  The  statement  'Expiration  date 

,"  the  blank  being  filled  in.  if 

crystalline  sodium  penicillin  or  potas- 
sium penicillin  is  used,  without  a  diluent, 
with  the  date  which  is  36  months;  or  if 
crystalline  sodium  penicillin  or  potassium 
penicillin  is  used,  with  a  diluent,  with 
the  date  which  Is  18  months;  or  if  pro- 
caine penicillin  is  used,  with  the  date* 
which  is  12  months  after  the  month  dur- 
ing which  the  batch  was  certified;  and 

Paragraph  (d)  is  amended  to  read: 

(d)  Request  for  certification:  samples. 
(1)  In  addition  to  complying  with  the 
requirements  of  5  146.2.  a  person  who  re- 
quests certification  of  a  batch  of  crystal- 
line penicillin  for  inhalation  therapy 
shall  submit  with  his  request  a  state- 
ment showing  the  batch  mark,  the  num- 
ber of  packages  of  each  size  In  such 
batch,  the  batch  mark  and  (unless  pre- 
viously submitted  >  the  date  on  which  the 
latest  assay  of  the  penicillin  used  in  mak- 


ing such  batch  was  completed,  the  num- 
ber of  units  In  each  immediate  container, 
the  quantity  of  each  diluent  used  in 
making  the  batch,  the  date  on  which  the 
latest  assay  of  the  drug  comprising  such 
batch  was  completed,  and  a  statement 
that  each  diluent  used  In  making  the 
batch  conforms  to  the  requirements  pre- 
scribed therefor,  if  any,  by  this  section. 

(2)  Except  as  otherwise  provided  in 
subparagraph  (4»  of  this  paragraph, 
such  person  shall  submit  in  connection 
with  his  request  results  of  the  tests  and 
assays  listed  after  each  of  the  following, 
made  by  him  on  an  accurately  represen- 
tative sample  of: 

(I)  The  batch;  potency,  moisture,  and 
content  of  viable  microorganisms. 

(ii)  The  penicillin  used  in  making  the 
batch;  potency,  toxicity,  moLsture,  pH. 
penicillin  K  content  (unless  it  is  crystal- 
line penicillin  G).  crystallinity  If  It  Is 
crystalline  penicillin,  heat  stability  if  it 
Is  crystalline  sodium  or  potassium  peni- 
cillin, the  penicillin  G  content  if  it  is 
crystalline  sodium  or  potassium  peni- 
cillin G.  and  the  procaine  penicillin  G 
content  if  It  Is  procaine  penicillin  G. 

(3)  Except  as  otherwise  provided  by 
subparagraph  <4>  of  this  paragraph,  such 
person  shall  submit  in  connection  with 
his  request.  In  the  quantities  hereinafter 
Indicated,  accurately  representative 
samples  of  the  following: 

<1)  The  batch;  one  immediate  con- 
tainer for  each  5.000  Immediate  con- 
tainers In  the  batch,  but  In  no  case  less 
than  20  Immediate  containers  or  more 
than  100  immediate  containers,  collected 
by  taking  single  Immediate  containers, 
before  or  after  labeling,  at  such  Intervals 
throughout  the  entire  time  of  packaging 
the  batch  that  the  quantities  packaged 
during  the  intervals  are  approximately 

equal. 

(ID  The  penicillin  used  In  making  the 
batch:  10  packages,  each  containing  ap- 
proximately equal  portions  of  not  less 
than  60  mg.  If  it  Is  not  procaine  penlcUlin, 
and  not  less  than  300  mg.  if  It  is  procaine 
penicillin,  packaged  In  accordance  with 
the  requirements  of  i  146.24  (b)  or 
§  146.44  <b>. 

(iii)  In  case  of  an  Initial  request  for 
certification,  each  diluent  used  in  mak- 
ing the  batch:  one  package  of  each  con- 
taining approximately  5  gm. 

(4>  No  result  referred  to  in  subpara- 
graph (2)  (ID  of  this  paragraph,  and 
no  sample  referred  to  In  subparagraph 

(3)  (11)  of  this  paragraph.  Is  Required  if 
such  result  or  sample  has  been  pre- 
viously submitted. 


In  paragraph  (e>  Fees  subparagraph 
( 1)  Is  amended  to  read : 

(1)  $1.00  for  each  Immediate  con- 
tainer In  the  sample  submitted  in  accord- 
ance with  paragraph  (d)  (3)  (1)  of  this 
section;  $4  00  for  each  package  in  the 
samples  submitted  in  accordance  with 
paragraph  (d)  (3)  (ID  and  (lii)  of  this 
section;  and 

20.  Part  146  is  amended  by  adding  the 
following  new  section: 

1 146.52  Procaine  penicillin  and  crys- 
talline penicilin  in  oil.  (a>  Procaine 
penicillin  and  crystalline  penicillin  in  oil 
conforms  to  all  requirements  prescribed 
by  S  146.45  for  procaine  penicillin  In  oil.' 
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and  is  subject  to  all  procedures  pre- 
scribed by  S  146.45  for  procaine  penicillin 
In  oil,  except  that: 

(1)  It  contains  not  less  than  50,000 
units  of  crystalline  penicillin  for  each 
300.000  units  of  procaine  penicillin.  The 
crystalline  penicillin  conforms  to»the  re- 
quirements prescribed  therefor  by 
8  146.24  (a). 

<2)  In  lieu  of  the  directions  pre.scribed 
for  procaine  penicillin  in  oil  by  §  146.45 
(c)  (1)  (il),  each  package  shall  bear  on 
the  outside  wrapper  or  container  and  the 
immediate  container  the  number  of  units 
of  procaine  penicillin  and  the  number  of 
units  of  crystalline  penicillin  in  each 
milliliter  of  the  batch. 

(3)  In  addition  to  complying  with  the 
requirements  of  §146.45  td>,  a  person 
who  requests  certification  of  a  batch  of 
procaine  penicillin  and  crystalline  peni- 
cillin in  oil  shall  submit  with  his  request 
a  Statement  showing  the  batch  mark  and 
(unless  it  was  previously  submitted)  the 
results  and  the  date  of  the  latest  tests 
and  assays  of  the  crystalline  penicillin 
u.sed  in  making  the  batch  for  potency, 
sterility,  toxicity,  pyrogens,  moisture, 
pH,  penicillin  K  content  (unless  It  is 
crystalline  penicillin  G),  crystallinity, 
heat  stability,  and  the  penicillin  G  con- 
tent if  It  Is  crystalline  penicillin  G,  the 
number  of  units  of  procaine  penicillin, 
and  the  number  of  units  of  crystalline 
penicillin  in  each  milliliter  of  the  batch. 
He  shall  also  submit  in  connection  with 
his  request  a  sample  consisting  of  not 
less  than  four  packages  of  the  batch  of 
procaine  penicillin  and  crystalline  i>eni- 
cillln  in  oil,  and  a  sample  consisting  of 
10  packages  containing  approximately 
equal  portions  of  not  less  than  60  mg. 
each  of  the  crystalline  penicillin  ased  in 
making  such  batch. 

(b)  The  fee  for  the  services  rendered 
with  respect  to  each  Immediate  con- 
tainer in  the  sample  of  crystalline  peni- 
cillin submitted  in  accordance  with  the 
requirements  prescribed  therefor  by  this 
section  shall  be  $4.00. 

21.  Part  146  Is  amended  by  adding  the 
following  new  section: 

§  146. r04  Streptomycin  tablets — (a) 
Standards  of  identity,  strength,  quality, 
and  purity.  Streptomycin  tablets  is 
streptomycin  tableted  with  or  without 
the  addition  of  one  or  more  suitable  and 
harmless  diluents,  binders,  lubricants, 
colorings,  and  fiavoring.s.  The  potency 
of  each  tablet  is  not  less  than  100  mg. 
Its  moisture  content  is  not  more  than 
3%.  If  It  Is  represented  to  be  used  for 
inhalation  therapy,  its  content  of  viable 
micro-organism  is  not  more  than  50  per 
gram.  The  streptomycin  used  conforms 
to  the  standards  prescribed  therefor  by 
S  146.101  (a>,  except  subparagraphs  (2», 
(4>.  and  (8)  of  that  paragraph.  Each 
other  substance.  If  its  name  is  recognized 
in  the  U.  S.  P.  or  N.  P.,  conforms  to  the 
standards  prescribed  therefor  by  such 
official  compendium. 

(b)  Packaging.  Unless  each  strepto- 
mycin tablet  is  enclosed  in  foil  or  plastic 
film  and  such  enclosure  is  a  tight  con- 
tainer as  defined  by  the  U.  S.  P.,  except 
the  provision  that  it  shall  be  capable  of 
tight  reclosure,  the  immediate  container 
shall  be  a  tight  container  a3  so  defined. 
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The  Immediate  container  may  also  con- 
tain a  desiccant  separated  from  the  tab- 
lets by  a  plug  of  cotton  or  other  like 
material.  The  composition  of  the  Im- 
mediate container,  or  of  the  foil  or  film 
enclosure,  shall  be  such  as  will  not  cause 
any  change  in  the  strength,  quality,  or 
purity  of  the  contents  beyond  any  limit 
therefor  In  applicable  standards,  except 
that  minor  changes  so  caused  which  are 
normal  and  unavoidable  in  good  pack- 
aging, storage,  and  distribution  practice 
shall  be  disregarded. 

(c)  Labeling.  Each  package  of  strep- 
tomycin tablets  shall  bear,  on  its  label  or 
labeling  as  hereinafter  indicated,  the 
following: 

(I)  On  the  outside  wrapper  or  con- 
tainer and  the  Immediate  container: 

(i)  The  batch  mark; 

(II)  The  potency  of  each  tablet  of  the 
batch;  and 

(iii)   The  statement  "Expiration  date 

■•  the  blank  being  filled  In  with 

the  date  which  is  18  months  after  the 
month  during  which  the  batch  was  cer- 
tified. 

(2>  On  the  outside  wrapper  or  con- 
tainer: 

(1»  Unless  it  is  intended  solely  for 
veterinary  use  and  Is  conspicuously  so 
labeled,  the  statement  "Caution:  To  be 
dispensed  only  by  or  on  the  prescrip- 
tion of  a - ."  the  blank  being 

filled  in  with  the  word  "physician"  or 
"dentist"  or  "veterinarian"  or  any  combi- 
nation of  two  or  all  of  these  words  as  the 
case  may  be;  and 

(ii)  Unless  it  is  intended  solely  for 
veterinary  use  and  is  so  labeled,  a  refer- 
ence specifically  identifying  a  readily 
available  medical  publication  containing 
directions  and  precautions  (including 
contraindications  and  possible  sensitiza- 
tion) adequate  for  the  use  of  such  strep- 
tomycin tablets,  or  a  reference  to  a  bro- 
chure or  other  printed  matter  containing 
such  directions  and  precautions,  and  a 
statement  that  such  brochure  and 
printed  matter  will  be  sent  on  request. 

(3)  On  the  circular  or  other  labeling 
within  or  attached  to  the  package,  if  It  is 
Intended  solely  for  veterinary  use.  direc- 
tions and  precautions  adequate  for  the 
use  of  such  tablets,  including: 

(i)   Clinical  indications; 

(ii)   Dosage  and  administration; 

(iii)   Contraindications;  and 

(iv)  Untoward  effects  that  may  ac- 
company administration. 

If  two  or  moijsuch  immediate  contain- 
ers are  in  such  package,  the  number  of 
circulars  or  other  labeling  shall  not  be 
less  than  the  number  of  such  containers. 
<d)  ftequest  for  certification;  sam- 
ples. (1)  In  addition  to  complying  with 
the  requirements  of  §  146.2.  a  person  who 
requests  certlficatipn  of  a  batch  of  strep- 
tomycin tablets  shall  submit  with  his 
request  a  statement  showing  the  batch 
mark,  the  number  of  packages  of  each 
size  In  such  batch,  the  batch  mark  and 
(unless  it  was  previously  submitted)  the 
date  on  which  the  latest  assay  of  the 
streptomycin  used  in  making  such  batch 
was  completed,  the  potency  of  each  tab- 
let, the  quantity  of  each  ingredient  used 
in  making  the  batch,  the  date  on  which 
the  latest  assay  of  the  drug  comprising 
such  batch  was  completed,  and  a  state- 
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ment  that  each  ingredient  used  In  mak- 
ing the  batch  conforms  to  the  require- 
ments prescribed  therefor,  if  any.  by  this 
section. 

(2)  Except  as  otherwise  provided  In 
subparagraph  (4)  of  this  paragraph,  such 
person  shall  submit  in  connection  with 
his  request  results  of  the  tests  and  assays 
listed  after  each  of  the  following,  made 
by  him  on  an  accurately  representative 
sample  of: 

(i)  The  batch;  average  potency  per 
tablet,  average  moisture,  and.  If  It  Is 
represented  to  be  used  for  Inhalation 
therapy.  Its  content  of  viable  micro- 
organisms. 

(11)  The  streptomycin  used  in  making 
the  batch;  potency,  toxicity,  histamine 
content,  moisture,  and  pH. 

(3)  Except  as  otherwise  provided  by 
subparagraph  (4)  of  this  paragraph,  such 
person  shall  submit  in  connection  with 
his  request.  In  the  quantities  hereinafter 
Indicated,  accurately  representative  sam- 
ples of  the  following: 

(i>  The  batch;  one  tablet  for  each 
5,000  tablets  In  the  batch,  but  In  no  case 
less  than  20  tablets  or  more  than  100  tab- 
lets, collected  by  taking  single  tablets  at 
such  intervals  throughout  the  entire  time 
of  tableting  that  the  quantities  tableted 
during  the  Intervals  are  approximately 
equal. 

(Ii)  The  streptomycin  used  in  makinf? 
the  batch;  five  packages  containing  ap- 
proximately equal  portions  of  not  le.ss 
than  0.5  gm.  each,  packaged  in  accord- 
ance with  the  requirements  of  §  146  101 
(b). 

(IIP  In  case  of  an  Initial  request  fo"* 
certification,  each  other  ingredient  used 
in  making  the  batch;  one  package  of 
each  containing  approximately  5  gm. 

(4)  No  result  referred  to  In  subpara- 
graph (2)  (ID  of  this  paragraph,  and  no 
sample  referred  to  In  subparagraph  (3) 
<1I)  of  this  paragraph.  Is  required  if  .such 
result  or  sample  has  been  previously  sub- 
mitted. 

(e)  Fees.  The  fee  for  the  service  ren- 
dered with  respect  to  each  batch  of  strep- 
tomycin tablets  under  the  regulations  in 
this  part  shall  be: 

(1)  $1.00  for  each  tablet  in  the  sample 
submitted  in  accordance  with  paragraph 
(d)  (3)  (1)  of  this  section;  $10  00  for 
each  package  in  the  samples  submitted 
in  accordance  with  paragraph  (d)  (3) 
(ii)  of  this  section;  $4.00  for  each  pack- 
age In  the  samples  submitted  in  accord- 
ance with  paragraph  (d)  (3)  (Hi)  of  this 
section;  and 

(2)  If  the  Commissioner  considers 
that  investigations,  other  than  examina- 
tion of  such  tablets  and  packages,  are 
neces.sary  to  determine  whether  or  not 
such  batch  complies  with  the  require- 
ments of  §  146.3  for  the  issuance  of  a  cer- 
tificate, the  cost  of  such  investigations. 

The  fee  prescribed  by  subparagraph  <1) 
at  this  paragraph  shall  accompany  the 
request  for  certification,  unless  such  fee 
is  covered  by  an  advance  deposit  main- 
tained in  accordance  with  §  146.8  (d». 

22.  Part  146  Is  amended  by  adding 
the  following  new  section: 

§  146.105     Streptomycin     for     topical 

use;  streptomycin  with Uhe  blank 

being  filled  in  with  the  name  of  the  re/il- 
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cle  if  a  package  combination)  for  topical 
use—ia>  Standards  of  identity,  strength, 
quality,  and  purity.  Streptomycin  for 
topical  use  conforms  to  all  the  require- 
ments prescribed  by  8  146.101  (a)  for 
streptomycin,  and  may  be  packaged  In 
combination  with  a  container  of  a  suit- 
able and  harmless  vehicle. 

lb)  Packaging.    The  immediate  con- 
tainer of  streptomycin  for  topical  use 
shall  be  of  colorless  transparent  glass  so 
closed  as  to  be  a  tight  container  as  de- 
fined by  the  U.  S.  P.,  shall  be  sterile  at 
the  time  of  filling  and  clo.sing.  shaU  be 
so  sealed  that  its  contents  cannot  be 
used  without  destroying  such  seal,  and 
shall  be  of  such  composition  as  will  not 
cause  any  change  in  the  strength,  qual- 
ity, or  purity  of  the  contents  beyond  any 
limit  therefor  in  applicable  standards, 
except  that  minor  changes  so  caused 
which  are  normal  and  unavoidable  in 
good  packaging,  storage,  and  distribution 
practice    shall    be    disregarded.    Each 
such  container  shall   contain   not  less 
than  20  mg. 

(c)  Labeling.  Each  package  of  strep- 
tomycin for  topical  use  shall  bear  on  its 
label  or  labeUng.  as  hereinafter  indi- 
cated, the  following: 

(1)  On  the  outside  wrapper  or  con- 
tainer and  the  immediate  container: 

(I)  The  batch  mark; 

(II)  The  number  of  milligrams  in  the 
Immediate  container; 

(iii)  The  statement  "Expiration  date 

,"  the  blank  being 

fllfedTn  with  the  date  which  Is  18  months 
after  the  month  during  which  the  batch 
was  certified;  and 

(iv)  The  statement  "Caution:  Not  for 
Intravenous  or  systemic  medication." 

(2>  If  it  is  a  package  combination, 
on  the  immediate  container  of  the  ve- 
hicle in  the  combination : 

(DA  statement  giving  the  method  of 
dissolving  the  streptomycin  in  the  ve- 
hicle and  the  statement  "The  solution 
may  be  stored  at  room  temperature  for 
1  week  without  significant  loss  of  po- 
tency"; 

(ii>  The  potency  per  milliliter  after  the 
streptomycin  has  been  dissolved  therein; 

and 

(iii)  The  statement  "Caution:  Not 
for  intravenous  or  systemic  medica- 
tion." 

•  3)  On  the  outside  wrapper  or  con- 
tainer: 

(i>  Unless  it  is  Intended  solely  for 
veterinary  use  and  is  conspicuously  so 
labeled,  a  statement  "Caution:  To  be 
dispensed  only  by  or  on  the  prescription 

of  a "  the  blank  being 

filled  in  with  the  word  "physician"  or 
"dentist"  or  "veterinarian"  or  any  com- 
bination of  two  or  all  of  these  words, 
as  the  case  may  be;  and 

(ii)  Unless  it  is  intended  solely  for 
veterinary  use  and  is  so  labeled,  a  ref- 
erence specifically  Identifying  a  readily 
available  medical  publication  containing 
directions  and  precautions  (Including 
contraindications  and  possible  sensitiza- 
tion )  adequate  for  the  use  of  such  strep- 
tomycin for  topical  use,  or  a  reference  to 
a  brochure  or  other  printed  matter  con- 
taining such  directions  and  precautions 
and  a  statement  that  such  brochure  and 
printed  matter  will  be  sent  on  request. 
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(4)  On  the  circular  or  other  labeling 
within  or  attached  to  the  package,  if  It  Is 
Intended  solely  for  veterinary  use.  direc- 
tions and  precautions  adequate  for  the 
use  of  such  streptomjcin  for  topical  use, 
including : 

(i)  Clinical  indications; 

(ii)  Dosage  and  administration; 

(iii)  Contraindications;  and 

(Iv)  Untoward  effects  that  may  ac- 
company administration. 

If  two  or  more  such  Immediate  contain- 
ers are  in  such  package,  the  number  of 
such  circulars  or  other  labeling  shall  not 
be  less  than  the  number  of  such  con- 
tainers. 

(d)  Request  for  certification;  samples. 
(1 )  In  addition  to  complying  with  the  re- 
quirements of  §  146.2.  a  person  who  re- 
quests certification  of  a  batch  of  strep- 
tomycin for  topical  use  shall  submit  with 
his   request   a   statement   showing   the 
batch  mark,  the  number  of  packages  of 
each  size  in  such  batch,  the  number  of 
milligrams  in  each  package,  and  (unless 
it  was  previously  submitted)  the  date  on 
which  the  latest  assay  of  the  drug  com- 
prising the  batch  was  completed.    Such 
request  shall  be  accompanied  or  followed 
by  the  results  of  tests  and  assays  made  by 
him  on  the  batch  for  potency,  sterility, 
toxicity,    pyrogens,    histamine    content, 
moistiu-e,    pH.    and    clarity.     If    such 
batch,  or  any  part  thereof,  is  to  be  pack- 
aged with  a  vehicle,  such  request  shall  be 
accompanied  by  a  statement  that  such 
vehicle   conforms   to   the   requirements 
prescribed  therefor  by  this  section. 

(2)  Such  person  shall  submit  with  his 
request  a  sample  consisting  of  one  im- 
mediate container  for  each  5.000  Imme- 
diate containers  in  such  bath,  but  in  no 
case  shall  such  sample  consist  of  less 
than  50  or  more  than  100  Immediate 
containers.  Such  sample  shall  be  col- 
lected by  taking  single  immediate  con- 
tainers, before  or  after  labeling,  at  such 
Intervals  throughout  the  entire  time  of 
packaging  the  batch  that  the  quantities 
packaged  during  the  intervals  are  ap- 
proximately equal. 

(3),  In  case  of  an  initial  request  for 
the  certification  of  a  batch  of  strepto- 
mycin for  topical  use  which  Is  to  be 
packaged  in  combination  with  a  con- 
tainer of  a  vehicle,  or  when  any  change 
Is  made  in  the  composition  of  such  ve- 
hicle, such  person  shall  submit  In  con- 
nection with  his  request  five  packages  of 
the  vehicle  included  in  ilut  combination. 
(e)  Fees.     The  fee  f«r  .the  services 
rendered  with  respect  to  each  batch  un- 
der the  regulations  in  this  part  shall  be: 
(1)  $1.00  for  each  immediate  container 
In  the  sample  submitted  In  accordance 
with  paragraph  (d)   (2)  of  this  section; 
$4.00  for  each  package  submitted  with 
the  samples  in  accordance  with  para- 
graph (d)  (3)  of  this  section;  and 

(2»  If  the  Commissicmer  considers 
that  Investigations,  other  than  examina- 
tion of  such  packages,  are  necessary  to 
determine  whether  or  not  such  batch 
complies  with  the  requirements  of  5 146.3 
for  the  Issuance  of  a  certificate,  the  cost 
of  such  investigations. 
The  fee  prescribed  by  subparagraph  (1) 
of  this  paragraph  shall  accompany  the 
request  for  certification,  unless  such  fee 


Is  covered  by  an  advance  deposit  main- 
tained In  accordance  with  S  146.8  (d). 

This  order,  which  provides  for  changes 
In  the  tests  and  methods  of  assay  for 
penicillin  bougies,   ephedrlne  penicillin 
tablets.'   penicillin     tablets,     penicillin 
troches,  procaine  penicilUn  In  oil.  crys- 
talline'penicillin  for  inhalation  therapy, 
and  streptomycin  ointment;  for  deletion 
of  the  product,  crystalline  penicillin  tab- 
lets; for  the  marketing  of  two  new  strep- 
tomycin products,  streptomycin  tablets 
and  streptomycin  for  topical  use;  for  a 
new  penicillin  product,  procaine  peni- 
cillin and  crystalline  penicillin  In  oil ;  for 
the   manufacture   of   penicillin    tablets 
with  or  without  buffer  substances ;  for  a 
change  In  the  packaging  requirements  ol 
penicillin  tablets  with  a  vasoconstrictor; 
for  Increasing  the  quantity  of  sulfon- 
amides that  may  be  contained  in  peni- 
cillin sulfonamide  powder;  for  requirrtg 
the  label  of  procaine  penicillin  In  oil  to 
bear  the  quantity  of  aluminum  mono- 
stearate  if  the  drug  Includes  this  dispers- 
ing agent;  and  for  the  use  of  procaine 
penicillin  in  crystalline  penicillin  for  in- 
halation therapy  and  the  use  of  harmless 
diluents  therein,  shall  become  effective 
upon  publication  In  the  Federal  Register, 
.since  both  the  public  and  the  penicUlin 
industry  will  benefit  by  the  earliest  ef- 
fective date,  and  I  so  find. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order  and  would  be  contrary 
to  public  Interest,  and  I  so  find,  since 
It  was  drawn  In  collaboration  with  Inter- 
ested members  of  the  affected  industry 
and  since  It  would  be  against  public  In- 
terest to  delay  providing  for  the  changes 
In  the  tests  and  methods  of  assay  for 
penicillin   bougies,   ephedrlne   penicillin 
tablets,     penlrtllln     tablets,     penicillin 
troches,  procaine  penicillin  In  oil,  crys- 
talline penicillin  for  Inhalation  therapy, 
and  streptomycin  ointment;  to  delay  the 
packaging  of  penicillin  tablets  with  a 
vasoconstrictor;  to  delay  the  marketing 
of  two  new  streptomycin  products,  strep- 
tomycin  tablets   and   streptomycin   for 
topical  use;  to  delay  the  marfcting  of 
a  new  penicillin  product,  procaine  pen- 
icillin and  crystalline  penicillin  in  oil; 
to  delay  the  deletion  of  the  product,  crys- 
talline penicillin  tablets;   to  delay  the 
marketing  of  penicillin  tablets  with  or 
without  buffer  substances;  to  delay  In- 
creasing the  quantity  of  sulfonamides 
that  may  be  contained  In  penicillin  sul- 
fonamide powder;  to  delay  requiring  the 
label  of  procaine  penicillin  In  oil  to  bear 
the  quantity  of  aluminum  monostearate 
If  the  drug  Includes  this  dispersing  agent; 
and  to  delay  the  use  of  procaine  pen- 
icillin In  crystalline  penicillin  for  Inhala- 
tion therapy,  and  the  use  of  harmless 
diluents. 

(52  Stat.  1040,  as  amended;  21  U.  S.  C. 
357) 
Dated:  February  23.  1949. 

[SBAL]  J  Donald  Kingsley. 

Acting  Administrator. 

[P.   R.   Doc.   4^-1506:    Piled,   Peb.   25.    1949; 
8:(X)a.  m.] 
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AtJTHoarrT:  {§  881.1  to  881.13  issued  under 
sec.  207.  60  Stat.  837;  5  U.  S.  C.  191a;  Transfer 
Order  23.  Sept.  27.  1948,  13  P.  R.  5837. 

DEarvATioN:    APR  31-3.  Peb.  15.  1949. 

8  881.1  Purpose.  This  part  estab- 
lishes the  procedure  for  making  applica- 
tion, and  consideration  of  applications, 
for  correction  of  military  records  by  the 
Secretary  of  the  Air  Porce  Board  for 
Correction  of  Military  Records,  herein- 
after referred  to  as  the  Board. 

§  881.2  Authorization  and  jurisdic- 
tion, (a)  The  Board  Is  an  administrative 
agency,  established  In  the  Office  of  the 
Secretary  of  the  Air  Porce.  pursuant  to 
section  207  of  the  Legislative  Reorgani- 
zation Act  of  1946  (60  Stat.  837.  5  U.  S. 
C.  191a).  National  Military  Establish- 
ment Transfer  Order  23  (13  P.  R.  5837), 
and  Joint  Army  and  Air  Force  Regula- 
tions 1-11-45,  October  7,  1948,  which 
authorize  the  Secretary  of  the  Air  Force 
to  correct  any  military  record  under  the 
jurisdiction  of  the  Department  of  the 
Air  Porce  or  of  the  United  States  Air 
Porce  where  In  his  judgment  such  action 
is  necessary  to  correct  an  error  or  to 
remove  an  injustice.  Section  131  of  the 
Legislative  Reorganization  Act  of  1946 
(60  Stat.  831)  provides  that  no  bill  au- 
thorizing or  directing  the  correction  of 
a  military  record,  shall  be  received  or 
considered  in  either  the  Senate  or  the 
House  of  Representatives.  This  statu- 
tory authority,  therefore.  Is  construed  as 
a  substitute  for  the  correction  of  military 
records  by  Congressional  action  and  as 
conferring  jurisdiction  upon  the  Secre- 
tary of  the  Air  Porce,  consistent  with 
existing  law,  substantially  equivalent  to 
that  prevloasly  exercised  by  the  Congress 
(40  Ops.  Atty.  Gen.  No.  119,  February 
24,  1947). 

(b)  Unless  directed  by  the  Secretary  of 
the  Air  Porce.  the  Board  will  not  review 
any  case  in  which  final  action  has  been 
taken  by  him  or  by  higher  authority. 
No  application  will  be  considered  until 
the  applicant  has  exhausted  all  remedies 
afforded  him  by  existing  law  or  regula- 
tions. 

S  881.3  Application,  (a)  The  appli- 
cant for  relief  will  submit  a  written  re- 
quest on  NME  Form  149,  Application  for 
Correction  at  Military  or  Naval  Record, 
to  the  Secretary  of  the  Air  Porce,  At- 
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tentlon:  Deputy  Chief  of  Staff,  Per- 
sonel.  Headquarters,  United  States  Air 
Porce.  Washington  25,  D.  Q.  Copies  of 
NME  Form  149,  may  be  obtained  from 
the  Air  Adjutant  General,  Headquarters 
United  States  Air  Porce,  Washington  25, 
D.  C. 

(b)  The  application  will  include : 

(1)  The  full  name,  service  number, 
grade,  and  organization  of  the  person 
whose  military  record  Is  involved. 

( 2 )  A  description  of  the  military  record 
sought  to  be  corrected. 

(3)  A  particular  description  of  the  al- 
leged error  or  Injustice  sought  to  be  cor- 
rected or  removed. 

( 4 )  The  reasons  In  support  of  the  relief 
requested. 

(5)  The  full  name  and  address  of 
counsel  if  the  applicant  desires  to  be  so 
represented. 

( 6 )  A  request  for  a  hearing  before  the 
Board  in  Washington,  D.  C,  If  the  ap- 
plicant so  desires. 

(7)  The  full  name  and  address  of  any 
witness  or  witnesses  whose  testeiony  the 
applicant  may  desire  the  Boam  to  con- 
sider at  the  hearing.  The  nature  of  the 
testimony  of  each  witness,  or  the  princi- 
pal facts  concerning  which  he  will  tes- 
tify, will  be  Indicated. 

(8)  Any  statement  or  affidavits  from 
persons  other  than  the  applicant  In  sup- 
port of  the  request  for  relief. 

(9)  Signature  of  the  applicant. 

(c)  If  the  record  In  question  is  that 
of  a  person  who  Is  deceased  or  Incom- 
petent, legal  proof  of  death  or  Incom- 
petency must  acompany  the  awJlicatlon 
In  which  event  the  application  may  be 
signed  by  a  spouse,  widow,  widower,  next 
of  kin  or  legal  representative.  The  ap- 
plication will  contain  a  provision  that  the 
statements  submitted  in  the  application, 
as  part  of  the  claim,  are  made  with  full 
knowledge  of  the  penalty  provided  for 
makingiS.  false  statement;  not  more  than 
$10,000  fine  or  not  more  than  five  years 
Imprisonment  or  both  (18  U.  S.  C.  287 
1001). 

(d)  At  the  request  of  the  Board,  the 
appropriate  staff  office  or  offices  will  as- 
semble the  original  or  certified  copies  of 
all  available  military  records  pertinent  to 
the  relief  requested.  Such  records  to- 
gether with  the  application  and  all  sup- 
porting documents  will  be  transmitted  to 
the  Board. 

§  881.4  Proceedings,  (a)  The  Board 
will  be  convened  at  the  call  of  the  Chair- 
man and  will  recess  or  adjourn  at  his 
order. 

(b)  At  the  discretion  of  the  Chairman, 
the  Board  will  assemble  in  open  or  closed 
session  for  the  consideration  and  deter- 
mination of  cases  presented  to  it.  Cases 
in  which  no  request  for  hearing  is  made  by 
the  applicant  will  be  considered  In  closed 
session  on  the  basis  of  all  documentary 
evidence  presented  to  It.  and  any  briefs 
submitted  by  or  on  behalf  of  applicant. 

S  881.5  Hearing,  (a)  When  an  ap- 
plication Is  found  to  be  within  the  ju- 
risdiction of  the  Board  and  when  the 
Deputy  Chief  of  Staff,  Personnel,  has  de- 
termined that  all  other  appeal  channels 
have  been  exhausted,  the  applicant  will 
be  entitled  to  appear  before  the  Board 
In  open  session,  either  in  person  or  by 
counsel  of  his  own  selection.    At  the  dis- 
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cretion  of  the  Board,  the  applicant  may 
present  witnesses  to  testify  In  support 
of  his  claim.  As  used  in  these  regula- 
tions the  term  "counsel"  will  be  con- 
strued to  include  members  of  the  Fed- 
eral bar  in  good  standing,  the  bar  of  any 
state  in  good  standing,  accredited  rep- 
resentatives of  veterans'  organizations 
recognized  by  the  Veterans'  Administra- 
tion under  section  200  of  the  act  of  June 
29.  1936  (38  U.  S.  C.  101),  and  such  other 
persons  who.  in  the  opinion  of  the  Board, 
are  considered  to  be  competent  to  pre- 
sent equitably  and  comprehensively  the 
claim  of  the  applicant  for  review.  In 
no  case  will  the  expenses  of  the  appli- 
cant or  expenses  or  compensation  of  wit- 
nesses or  counsel  for  the  applicant  be 
paid  by  the  Government. 

(b)  In  each  case  in  which  hearing  is 
granted  the  Board  will  transmit  to  the 
applicant  a  written  notice  stating  the 
time  and  place  of  hearing.  The  notice 
will  be  mailed  to  the  applicant  at  lea.st 
15  days  prior  to  the  date  of  hearing. 
The  applicant  must  inform  the  Board  In 
writing  after  receipt  of  notice  of  hear- 
ing and  at  least  five  days  before  the  date 
of  the  hearing  that  he  and/or  witnesses 
or  counsel  will  be  present  at  the  time  and 
place  set  for  the  hearing.  It  will  be  the 
responsibility  of  the  applicant  to  notify 
his  witnesses.  If  any.  The  record  will 
contain  evidence  that  written  notice  was 
given  the  applicant,  and  the  time  and 
manner  thereof. 

(c)  An  applicant  who  requests  a  hear- 
ing and  who.  after  being  duly  notified  of 
the  time  and  place  of  hearing,  fails  with- 
out cause  considered  satisfactory  by  the 
Board  to  appear  at  the  appointed  time, 
either  in  person  or  by  coimsel.  will  be 
decreed  to  have  waived  his  right  to  be 
present,  and  the  Board  will  proceed  with 
the  consideration  and  determination  of 
the  case. 

§  881.6  Conduct  of  hearing,  (a)  The 
hearing  will  be  conducted  so  as  to  Insure 
a  full  and  fair  Inquiry.  Neither  the  ap- 
plicant nor  his  counsel  will  have  access 
to  any  classified  papers  or  reports  of  in- 
vestigation or  papers  related  thereto  or 
any  document  received  from  the  Federal 
Bureau  of  Investigation.  When  It  is  nec- 
essary to  acquaint  the  applicant  with  the 
substance  of  a  document,  as  above  de- 
scribed, the  appropriate  official,  at  the 
request  of  the  Board,  will  prepare  a  sum- 
mary of.  or  extract  from,  the  document 
deleting  all  references  to  sources  of  in- 
formation and  other  matter  the  dis- 
closure of  which,  in  his  opinion,  would 
be  detrimental  to  the  public  Interest. 
Such  summary  then  may  be  made  avail- 
able without  classification  to  the  appli- 
cant or  his  counsel. 

(b)  The  Board  will  not  be  limited  by 
strict  legal  rules  of  evidence  but  will 
maintain  rea.sonable  bounds  of  compe- 
tency, relevancy,  and  materiality. 

(c)  In  order  to  justify  correction  of 
a  military  record.  It  Is  Incumbent  upon 
the  applicant  to  show  to  the  satisfaction 
of  the  Board,  or  It  must  otherwise  satis- 
factorily appear,  that  the  alleged  entry 
or  omission  in  the  records  was  erroneoas 
or  unjust  under  applicable  statutes  and 
Department  of  the  Army  or  Department 
of  the  Air  Porce  directives,  standards, 
administration,  and  practice  either  ex- 
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Istlng  at  the  time,  or  subsequently 
changed  In  the  petitioner's  favor,  effec- 
tive retroactively. 

(d)  The  testimony  of  witnesses  will 
be  under  oath  administered  by  the  pre- 
siding oflBcer;  affidavits  also  may  be  re- 
ceived in  evidence.  If  a  witness  testifies 
in  person  he  will  be  subject  to  examina- 
tion by  members  of  the  Board. 

(e)  The  Board  may  continue  a  hear- 
ing on  its  own  motion.  A  request  for 
continuance  by  or  on  behalf  of  the  ap- 
plicant may  be  granted  by  the  Board  if 
a  continuance  appears  necessary  to  in- 
sure a  full  and  fair  hearing. 

(f>  The  Board  may.  at  its  discretion. 
I>ermlt  an  applicant  to  withdraw  his  ap- 
plication without  prejudice  at  any  time 
before  the  Board  makes  its  final  rec- 
ommendation. 

(g)  It  will  be  the  duty  of  the  reporter 
to  record  the  proceedings  of  the  Board 
in  open  session  and  the  testimony  taken 
before  it. 

S  881.7  Scope  of  inquiry,  (a)  That 
effective  relief  cannot  be  granted  or  that 
a  sufficient  basis  for  review  has  not  been 
established,  will  be  adequate  ground  for 
denial  of  any  application. 

(b>  An  application  may  be  refused  by 
the  Board  on  the  ground  that  there  has 
been  undue  delay  in  filing  the  applica- 
tion. 

(c)  The  right  to  apply  to  the  Board 
for  relief  will  not  operate  as  a  stay  of 
any  proceedings  taken  against  the  per- 
son involved. 

§  881 8  Findings,  conclusions,  and 
recommendations,  (a)  The  Board  will 
make  written  findings  and  conclusions 
In  each  case.  The  findings  and  conclu- 
sions of  a  majority  of  the  Board  will  con- 
stitute the  findings  and  conclusions  of 
the  Board. 

(b»  In  case  of  a  disagreement  between 
members  of  the  Board  a  minority  report 
may  be  submitted,  either  as  to  the  find- 
ings, or  to  the  recommendations,  or  to 
both.  The  rea.sons  for  the  minority  will 
be  clearly  stated. 

(c>  The  Chairman  of  the  Board  will. 
In  the  name  of  the  Board,  recommend 
to  the  Secretary  of  the  Air  Force  such 
action  as  may  be  necessary  to  carry  into 
effect  the  findings  and  conclusions  of 
the  Board. 

5  881.9  Disposition  of  proceedings. 
(a)  When  the  Board  has  concluded  its 
proceedings  in  each  case,  it  will  prepare 
a  complete  record  thereof.  The  record 
will  include  the  application  for  relief;  a 
transcript  of  the  testimony,  if  any;  af- 
fidavits, papers,  and  documents  consid- 
ered by  the  Board;  all  briefs  and  written 
arguments  filed  in  the  case:  the  report 
of  the  examiner,  if  any;  the  findings  and 
conclusions  of  the  Board  and  its  recom- 
mendation for  corrective  action;  any 
minority  report  prepared  by  a  dis.senting 
member  of  the  Board:  and  all  other 
papers  and  documents  necessary  to  re- 
flect a  true  and  complete  history  of  the 
proceedings.  The  record  so  prepared 
will  be  signed  by  the  chairman  as  being 
true  and  complete. 

tb)  All  records  of  proceedings  of  the 
Board  in  closed  session  will  be  confiden- 
tial. 

5  881.10  Transmittal  of  records  and 
action,     (a)   Upon  the  approval  of  the 
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Secretary  of  the  Air  Force,  the  record  of 
the  proceedings  and  recommendation  of 
the  Board  will  be  transmitted  to  the 
Chief  of  Staff,  United  States  Air  Force, 
Washington  25,  D.  C,  for  appropriate 
action. 

(b)  When  all  necessary  administra- 
tive action  has  been  completed  by  the 
Air  Staff,  the  applicant  will  be  informed 
of  such  action  by  the  Air  Staff  office 
designated  by  the  Chief  of  Staff,  United 
States  Air  Ftorce. 

(c)  Written  notice  specifying  the  ac- 
tion taken  and  the  date  thereof  will  be 
transmitted  to  the  Chairman  of  the 
Board. 

§  881.11  Staff  assistance.  The  facili- 
ties of  all  staff  offices  will  be  made  avail- 
able as  required  to  assist  the  Board  In 
the  accomplishment  of  its  mission. 

§  881.12  Changes  in  procedure.  The 
Board  may  initiate  recommendations  for 
such  changes  in  procedure  as  established 
herein  as  may  be  considered  necessary 
for  the  proper  functioning  of  the  Board. 
Such  chafes  will  be  subject  to  the  ap- 
proval of  the  Secretary  of  the  Air  Force. 

§  881.13  Publication  in  the  Federal 
Register.  The  regulations  In  this  part 
and  any  amendments  thereto  will  be 
published  In  the  Federal  Register. 

I  SEAL  I  L.   L.   JtTDGE, 

Colonel,  U.  S.  Air  Force. 
Air  Adjutant  General. 

I  P.    R.   Doc.    49-1457;    Filed.    Feb.    25.    1949; 
8:45  a.  m.| 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 

Postage  Rates,  Service  Available,  and 

Instructions  for  Mailing 

* 

UNDELIVERABLE  PARCELS;  RETURNED  TO  tl.  S. 

In  §  127.97  Undeliverable  parcels:  re- 
turned to  United  States  (13  F.  R.  9100) 
amend  paragraph  (a)  to  read  as  follows: 

(a)  An  undeliverable  parcel  returned 
to  the  United  States  with  contents  in 
pood  condition,  upon  which  the  return 
postage  has  Jifot  been  prepaid,  is  subject 
on  delivery  to  the  sender  to  a  postage 
charge  equal  to  the  amount  of  postage 
originally  prepaid  on  the  p>arcel.  Air 
parcel  post  packages  returned  from  for- 
eign countries  will  be  subject  to  a  post- 
age charge  at  the  surface  parcel  rate  ap- 
plicable to  the  original  country  of  desti- 
nation. The  amount  to  be  collected  shall 
be  marked  on  the  parcel  by  the  United 
States  exchange  post  office  which  re- 
ceives it  back  from  abroad,  and  col- 
lected by  the  post  office  which  delivers  it 
to  the  sender.  The  amount  collected  will 
be  accounted  for  by  affixing  to  the  wrap- 
p>er  of  the  parcel  and  canceling  postage 
due  stamps  in  the  required  amount. 

(R.  S.  161.  396.  398.  .sees.  304.  309,  42  Sta*. 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22,  369. 
372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[F.   R.   Doc.   49-1464;    riled,   Feb.   25.    1949; 
8:46  a.  m.] 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  roR  Mailing 

MISCELLANEOUS   AMENDMENTS 

.1.  In  5  127.266  Gilbert  and  Ellice 
Islands  Colony  (Fanning,  Washington, 
Christmas,  Ocean.  Gilbert,  and  Ellice 
Islands)  (13  F.  R.  9157)  amend  that  part 
of  the  table  of  rates  in  paragraph  (b) 
(1)  (1)  that  relates  to  Christmas,  Ocean, 
Gilbert,  and  Ellice  Islands  to  read  as 
follows : 

Chkistmas,  Ocean.   Oilbbt,   and   Ellicx 
Islands 

{Rates  Include  transit  charges] 


Potmdi:  Rate 

1 $0.14 

a .28 

3 63 

4 77 

5. .91 

6 1.05 


Pounds:  Rate 

7 11.19 

8 1.59 

9 1.73 

10 1.87 

11 a.  01 


2.  In  §  127.308  Nauru  Island  (13  P.  R. 
9189)  amend  the  table  of  rates  In  para- 
graph (b)  (1)  (1)  to  read  as  follows: 

[Rates  Include  transit  charges] 


Pounds:  Rate 

1 $0.14 

2 aa 

3 .83 

4 77 

5 .91 

6 1.05 


Pounds:  Rate 

7 11.19 

8 1.53 

»... 1.73 

10 1  87 

11 a  07 


3.  In  5  127.313  New  Guinea.  Mandated 
Territory  (13  F.  R.  9193)  amend  the 
table  of  rates  in  paragraph  (b)  (1)  (i) 
to  read  as  follows: 

(Rates  Include  transit  charges] 


Pounds:  Rate 

1 $0.14 

a .23 

3 .83 

4 - 77 

5... .91 

6-._ 1.05 


Pounds:  Rate 

7.. $1.19 

8. 1   53 

9 1.73 

10 1.87 

11 2.01 


4.  In  §  127.314  New  Hebrides  (includ- 
ing the  BaJiks  and  Torres  Islands)  (13 
P.  R.  91941  amend  the  table  of  rates  In 
paragraph  (b)  (1)  (1)  to  read  as  fol- 
lows : 

(Rates  include  transit  charges] 


Pounds:  Rate 

1 $0.14 

2 .28 

3 .83 

4 .77 

5. .91 

6- 1.05 


Pounds:  Rate 

7 $1.19 

8 1.59 

9 1.73 

10 1  87 

11 2.01 


5.  In  5  127  325  Papua  (British  New 
Guinea)  (13  F.  R.  9199)  amend  the  table 
of  rates  In  paragraph  (b)  (1)  d)  to  read 
as  follows: 

(Rates  Include  transit  charges] 


Pounds:  Rate 

1 $0.14 

2 .28 

3. .63 

4-_ .77 

5 .91 


Pounds:  Rate 

7.. $1.19 

8 1.69 

9 1.73 

10 1.87 

11-. 2.01 


6. 


1.05 


6.  In  §  127.346  Santa  Cruz  Islands  (13 
F.  R.  9215)  amend  the  table  of  rates  In 
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paragraph  (b)    (1)    (I)   to  read  as  fol- 
lows: 

(Rates  Include  transit  charges] 


Pounds: 

1 

3 

Rate 

$0.14 

.28 

S 

4 

.63 

.77 

5 

.91 

6 

1.05 

Pounds:  Rate 

7. $1.19 

8 1.69 

9 1.73 

10-. 1.87 

11. 2.01 


7.  In  S  127.353  Solomon  Islands  (ex- 
cept Bougainville  and  Buka)  <13  P.  R. 
9217)  amend  the  table  of  rates  in  para- 
graph (b)  (1)  (i)  to  read  as  follows: 

(Rates  include  transit  charges] 


Pounds:  Rate 

1 $0.  14 

a .28 

3 .63 

4 77 

6 .91 

« 1.05 


Pounds:  Rate 

7 $1.19 

8. 1.59 

9 1.73 

10 1.87 

11-. a.oi 


(R.  8.  161.  396,  398,  sees.  304.  309,  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22, 
369.  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  Geiieral. 


(P.   R.   Doc.   49-1467;    Piled.   Feb.    25,    1940; 
8:46  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

miscellaneous  amendments 

1.  In  5  127.272  Guatemala  (13  P.  R. 
9163)  amend  paragraph  (b)  (1)  (ii)  Air 
parcels  by  deleting  "35.70"  in  table  oppo- 
site 35  lbs.  0  oz.  and  substituting  '35.76" 
In  lieu  thereof. 

2.  In  §  127.273  Haiti  (13  F.  R.  9165) 
amend  paragraph  (b)  (1)  (ID  Air  parcels 
by  deleting  "37.29"  in  table  opposite 
43  lbs.  12  oz.  and  substituting  "37.26"  in 
lieu  thereof. 

3.  In  §  127.274  Honduras  (Republic 
of)  (13  F.  R.  9165)  amend  paragraph 
(b)  (1)  (11)  Air  parcels  by  deleting 
"35.75"  In  table  opposite  31  lbs.  8  oz. 
and  substituting  "35.78"  in  lieu  thereof. 

4.  In  §127.376  Venezuela  (13  F.  R. 
9235)  amend  paragraph  (b)  (D  (ii)  i4ir 
parcels  by  deleting  "64.24"  in  table  oppo- 
site 44  lbs.  0  oz.  and  substituting  "64.27" 
in  lieu  thereof. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25.  44  Stat.  943;  5  U.  S.  C.  22.  369, 
372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


(F.    R.   Doc.   49-1463;    Filed,   Feb.   25,    1949; 
8:46  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

PERSIAN   gulf   ports 

In  S  127.327  Persian  Gulf  Ports  (13 
F.  R.  9200)  amend  paragraph  (b>  (1)  to 
read  as  follov.'s: 


FEDERAL  REGISTER 

(1)  Table  of  rates.    (!)  Surface  par- 
cels. 

[Rates  Included  surcharges] 

Pounds: 

1- $0.63 

2.. 

3 

4. 

6 

6 

7 

8 

9.. 

10 

11 


Bate 

Pounds:    • 

Ratt 

10.63 

12 

...    $2.46 

.67 

13 

...      2.60 

.94 

14 

...      2.74 

1.08 

15 

.-_      2.88 

1.22 

16 

...      3.02 

1.36 

17 

...      3.16 

1.60 

18 

-_      3.30 

1.74 

19 

.—      3.44 

1.88 

20 

...      3.58 

2.02 

21 

-_      3.72 

2.16 

22 

.-      8.86 

(R.  S.  161.  396.  398,  .sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[F.   R.   Doc.    49-1466;    Filed.   Feb.    25,    1949; 
8:46  a.  m.] 


Part  127 — International  Postal  Service: 
Postal  Rates.  Service  Available,  and 
Instructions  for  Mailing 

URUGUAY 

In  5  127.374  Uruguay  (13  F.  R.  9283) 
amend  the  following: 

1.  Insert  the  following  in  paragraph 
(a)  between  (5)  "Air  mail  service"  and 
(6)  "Eight-ounce  merchandise  pack- 
ages": 

(6)  Dutiable  articles  (merchandise) 
prepaid  at  letter  rate.  Accepted  (see 
5  127.3).  Such  articles  not  bearing  the 
green  label.  Form  2976  (CD,  are  subject 
to  confiscation. 

2.  Redesignate  (a)   (6)  as  (a)   (7). 

3.  Redesignate  <a)  (7)  as  (a)  (8). 

4.  Redesignate  (a)  (8)  as  (a)  (9). 

5.  Redesignate  (a)   (9)  as  (a)   (10). 

6.  Delete  (9)  (ID. 

7.  Redesignate  (9)   (iii)  as  (9)  (ii). 

GENERAL  INFORMATION  AND  INSTRUCTIONS 
REGARDING  ARTICLES  IN  THE  POSTAL  UNION 
(REGULAR)   MAILS 

8.  In  §  127.3  Letters  and  letter  pack- 
ages (f3  P.  R.  9074)  insert  "Uruguay  (See 
note),"  between  Union  of  South  Africa 
and  Vatican  City  State  in  paragraph  (f ) . 

9.  In  paragraph  (g)  delete  "Uruguay". 

<R.  S.  161.  396.  398.  sees.  304.  309,  42  Stat. 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 


[SEAL] 


J.  M.  Donaldson. 
Postmaster  General. 


[F.    R.    Doc.    49-1466;    Filed,    Feb.    25,    1949; 
8:46   a.    m.j 


TITLE  42— PUBLIC  HEALTH 

Chapter   I — Public   Health   Service, 
Federal  Security  Agency 

Part  34 — Medical  Examination  of  Aliens 

scope  of  examinations 

Notice  of  proposed  rule  making  and 
public  rule  making  proceedings  have 
been  omitted  in  the  issuance  of  the  fol- 
lowing amendment  to  §  34.4.  Notice  and 
rule  making  proceedings  have  been  found 
to  be  unnecessary  because  the  sole  pur- 
pose of  the  amendment  is  to  eliminate 
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restrictions   and  requirements  now  in 
effect. 

Section  34.4  is  amended  to  read  as  fol- 
lows : 

§  34.4  Scope  of  examinations :  gen- 
eral: applicants  for  immigration  visas; 
chest  X-ray  and  blood  test,  (a)  In  per- 
forming examinations  and  re-examina- 
tions, medical  ofiBcers  shall  give  conjid- 
eration  to  only  those  matters  which  re- 
late to  the  physical  or  mental  condition 
of  the  alien,  and  shall  issue  certificates 
or  notifications  of  a  disease  or  defect  as 
hereinafter  provided  only  if  the  presence 
of  such  disease  or  defect  is  clearly  estab- 
lished. 

(b)  Except  as  provided  in  paragraph 
(c)  of  this  section,  examinations  of  ap- 
plicants for  immigration  visas  shall  in 
all  cases  Include  a  chest  X-ray  for  tuber- 
culosis and  a  blood  test  for  syphilis.  In 
the  case  of  examinations  conducted  at 
American  consulates  where  necessary  X- 
ray  and  laboratory  facilities  for  the  mak- 
ing of  such  tests  are  not  available  to  the 
examining  medical  oflScer,  the  applicant 
may  be  required  to  furnish  a  chest  X-ray 
plate,  a  reading  thereof,  and  a  blood 
serology  in  order  that  the  medical  ex- 
amination may  be  completed.  The  X- 
ray  plate,  the  reading  thereof,  the  blood 
serological  report,  and  record  of  the 
physical  examination  shall  be  placed  in 
a  separate  envelope  and  attached  to  the 
alien's  immigration  visa  in  such  a  man- 
ner as  to  be  readily  detached  jpr  exam- 
ination by  medical  officers  at  United 
States  ports  of  entry.  However,  if  no 
.<:uch  proofs  have  been  presented  and  the 
examination  is  made  in  a  community 
where  there  are  no  facilities  available 
for  the  making  of  such  tests,  the  exam- 
ining medical  officer  shall  so  state  upon 
the  physical  examination  form.  In  the 
event  that,  at  the  port  of  entry,  no  such 
X-ray  plate,  reading,  and  blood  serology 
are  found  attached  to  the  alien's  immi- 
gration visa,  a  medical  hold  shall  be  is- 
sued pending  completion  of  the  exam- 
ination by  the  required  X-ray  and  blood 
test. 

(c)  The  provisions  of  paragraph  (b) 
of  this  section  with  respect  to  chest 
X-rays  for  tuberculosis  shall  not  be 
applicable  in  the  case  of  an  applicant  ten 
years  of  age  or  less  unless  the  examining 
medical  officer  has  reason  to  suspect  that 
the  applicant  has  tuberculosis,  nor  shall 
the  provisions  of  such  paragraph  with 
respect  to  blood  tests  for  syphilis  be 
applicable  in  the  case  of  an  applicant 
fourteen  years  of  age  or  less  unless  the 
examining  medical  oflBcer  has  reason  to 
suspect  that  the  applicant  has  syphilis. 
<Sec.  325.  58  Stat.  6S7;  42  U.  S.  C.  252)     i 

Effective  date.  The  foregoing  amend- 
ment shall  become  effective  on  the  date 
of  its  publication  in  the  Federal  Register. 

Dated:  February  16,  1949. 

[seal]  Leona.'jd  a.  Scheele, 

Surgeon  General. 

Approved:  February  21.  1949. 

J.  Donald  Kingsley, 
Acting  Federal  Security 
Administrator. 

[F.   R.   Doc.   49-1473;    Filed,    Feb.    26,    1940; 
8:47  a.  m.l 
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TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter  B — Carrier*  by  Motor  Vehicle 

Pakt  205 — Reports  of  Motor  Carriers 
motor  carrier  annual  report  form  a 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  1.  held  at 
its  office  in  Washington.  D.  C.  on  the 
18Lh  day  of  February  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Class  I  Motor  Carriers  of  Property  and 
Class  I  Motor  Carriers  of  Passengers  be- 
ing under  consideration: 

It  is  ordered.  That  the  order  of  Octo- 
ber 11.  1945.  in  the  matter  of  Annual 
Reports  from  Class  I  Motor  Carriers  of 
Property  and  Class  I  Motor  Carriers  of 
Passengers  be.  and  it  Ls  hereby,  modified 
with  respect  to  annual  reports  for  the 
year  ended  December  31,  1948,  and  sub- 
sequent years,  as  follows: 

§  203.1     Form   prescribed  for  annual 
rcpc.ts.    Each  Class  I  Common  and  Con- 
tract  Motor    Carrier   of    Property    and 
each  Class  I  Common  and  Contract  Mo- 
tor Carrier  of  Passengers  shall  file  under 
oath    an    annual    report    for    the    year 
ended  December  31.  1948.  and  for  each 
succeeding  year  until  further  order.  In 
accordance  with  Motor  Carrier  Annual 
Report  Foun  A  (Class  I  Motor  Carriers 
of  Property  and  Passengers)  *  which  Is 
hereby  approved  and  made  a  part  of  this 
order.     The  annual  report  shall  be  filed. 
in  duplicate,  in  the  Bureau  of  Accounts 
and  Cost  Finding.  Interstate  Commerce 
Commission.  Washington,  D.  C.  on  or 
before  March  31  of  the  year  following 
the  one  to  which  it  relates.     ( 49  Stat.  563, 
sec.  24.  54  Stat.  926;  49  U.  S.  C.  320) 

Note:  The  reporting  requirement  of  this 
order  has  been  approved  by  the  Bureau  of  the 
Budget  In  accordance  with  the  Federal  Re- 
ports Act  of  1942. 

By  the  Commission.  Division  1. 

[SEALl  W.   p.  B.^RTEL. 

Secretary. 

|F.    R.    Doc.    49-1472;   Filed.   Feb.    25.    1949; 
8:47  a.  m.l 


TITLE  50— WILDLIFE 

Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Subchapter  F — Alaska  Commercial  Fisheriet 

Miscellaneous  Amendments 

Basis  and  purposes.  On  the  basis  of 
Information  produced  at  public  hearings, 
written  briefs  submitted  by  members  of 
the  fishing  industry,  and  scientific  data 
acquired  by  personnel  of  the  Fish  and 
Wildlife  Service,  amendments  to  existing 
regulations  for  control  of  the  Alaskan 
fisheries  are  promulgated  whenever  nec- 
essary to  achieve  maximum  commercial 
utilization  of  the  resource  consistent  with 
sound  conservation  principles.  In  order 
to  realize  such  utilization  under  current 
conditions  and  in  conformance  with  the 


« FUed  as  part  ot  the  original  document. 


RULES  AND  REGULATIONS 

notice  of  intention  to  adopt  amendments 
Issued  by  the  Secretary  of  the  Interior  on 
July  14.  1948  (13  F.  R.  4128).  the  follow- 
ing provisions  are  adopted,  to  bgcome 
effective  30  days  after  their  publication 
in  the  Federal  Register. 

Part  102 — General  Provisions 

1.  Section  102.7  is  amended  to  read  as 
follows: 

§  102.7    Reports  required  of  operators. 
Every  person  shall,  each  season,  prior  to 
engaging  in  buying  or  processing  fish  or 
shellfish,  furnish  to  the  local  representa- 
tive of  the  Fish  and  Wildlife  Service,  a 
statement  in  writing  of  intention  to  op- 
erate, together  with  information  as  to 
the  nature,  extent  and  place  of  operation. 
Statistical    records    shall    be    currently 
maintained  throughout  each  season  and 
shall  be  available  for  in.spection  at  any 
rea.sonaWe  time  by  representatives  of  the 
Fish   and^Wildlife  Service.     When   re- 
quired by  the  Director  of  the  Fish  and 
Wildlife  Service  or  his  authorized  repre- 
sentative. Individual  receipts  of  fish  and 
allied  data  shall  be  fully  and  accurately 
reported  by  all  primary  buyers  or  proc- 
essors on  forms  provided  for  that  pur- 
pose.   At  the  close  of  the  season  an  ac- 
curate statistical  report  of  the  season's 
operations  shall  be  submitted  on  forms 
provided  for  that  purpose.    (34  Stat.  480; 
48  U.  S.  C.  238) 

2.  Section  102  8  is  amended  to  read  as 
follows: 

5  102.8  Boat  reQistration.  Each  year 
prior  to  engaging  In  fishing  all  boats, 
whether  powered  or  unpowered.  shall  be 
registered  with  the  FLsh  and  Wildlife 
Service.  Registration  plates,  when  fur- 
nished, shall  be  displayed  in  a  prominent 
place  on  the  port  side:  Provided,  That 
such  registration  shall  not  be  required  of 
any  boat  engaging  solely  in  the  halibut 
fishery. 

3.  A  new  section  designated  §  102.8a  is 
added  to  read  as  follows: 

5  102  8a  Boat  marking  for  aerial 
identification.  Each  decked,  powered, 
fishing  boat,  unless  engaged  solely  in  the 
halibut  fishery,  shall  display  its  name  or 
register  number  on  top  of  the  pilot  house 
roof  or  other  upper  deck  in  such  manner 
as  to  be  clearly  visible  from  above.  Such 
name  or  number  shall  be  in  letters  at 
least  six  inches  in  height  and  of  a  con- 
trasting color  to  the  background. 

4.  Section  102.10  Is  amended  to  read  as 
follows: 

§  102.10  Explosives  and  poison  pro- 
hibited. The  use  of  any  explosive  or 
poison  in  the  taking  or  killing  of  fish  is 
prohibited. 

5.  In  §  102  13  ic)  the  name  "Yukon- 
Kuskokwlm"  Is  amended  to  read  "Kotze- 
bue-Yukon-Kuskokwlm." 

6.  The  headnote  and  text  of  S  102  14 
are  amended  to  read  as  follows: 

§  102.14  Closed  areas  near  salmon 
streams.  Where  the  closed  area  at  the 
mouth  of  a  stream  has  not  been  desig- 
nated by  signs  erected  by  the  Fish  and 
Wildlife  Service  and  where  the  extent  of 
the  closed  area  Is  fixed  by  measurement 
from  the  mouth  of  a  stream,  the  mouth 


of  such  stream  shall  be  at  a  line  between 
the  extremities  of  its  banks  at  mean  low 
tide. 

7.  Section  102.16  Is  amended  to  read  as 
follows : 

§  102.16  Operation  of  seines.  The 
terms  "operating"  and  "operated"  as 
used  in  all  sections  relating  to  seine  fish- 
ing for  salmon  shall  include  the  setting, 
pursing,  hauling  and  bralling  of  seines, 
and  seines  shall  not  be  operated  with  the 
gear  aboard  any  vessel  except  the  gear 
of  the  boat  setting  the  seine. 

8.  A  new  section  designated  §  102.18a 
is  added  to  read  as  follows: 

9  102 18a  Trailing  of  gill  net  web. 
The  trailing  of  gill  net  web  Is  prohibited 
at  any  time  or  place  where  fishing  is  not 
permited. 

9.  A  new  section  designated  5  102.18b 
Is  added  to  read  as  follows: 

§  102.18b  Removal  from  water  of  set 
nets.  All  set  or  anchored  gill  nets  shall 
be  removed  from  the  water  during  any 
closed  period. 

10.  Section  102.25  is  amended  in  the 
first  sentence  by  deleting  the  words  "fish- 
ing season  previous  to  1948"  and  substi- 
tuting In  lieu  thereof  the  words  "previous 
year." 

11.  Section  102.28  is  amended  to  read 
as  follows: 

§  102.28  Method  of  closing  salmon 
traps.  During  any  closed  period,  traps 
shall  be  opened  to  the  free  passage  of  fish 
by  the  lifting  of  webbing  of  the  heart 
wall  on  each  side  next  to  the  pot  to  a 
height  at  least  4  feet  above  the  water  on 
floating  traps  and  to  the  capping  on 
stationary  traps.  The  opening  in  the 
heart  wall  so  created  must  be  at  least  25 
feet  wide  and  extend  the  full  depth  to  the 
floor  of  the  trap. 

12.  A  new  section  designated  3  102.32a 
is  added  to  read  as  follows: 

§  102.32a  Pounds  prohibited  near 
spawning  grounds.  No  herring  pound 
shall  be  used  or  maintained  on  or  within 
1  mile  of  any  herring  spawning  ground. 


Part  103— Kotzebue-Ytikon-Kuskokwim 
Area 

The  headnote  of  Part  103  is  amended 
to  read  as  set  forth  above. 

1.  Section  103.1  is  amended  to  read  as 
follows: 

5  103  1     Definition.      The    Kotzebue- 
Yiikon-Kuskokwlm  area  is  defined  to  in- 
clude all  territorial  coastal  and  tributary* 
waters  of  Alaska  from  Point  Hope  south- 
ward to  Cape  Newenham. 

2.  Section  103.2  is  amended  to  read  as 
follows : 

§103.2  Districts  open.  Fishing  is  pro- 
hibited except  within  the  following  de- 
scribed districts. 

(a)  Kotzebue  District.  All  waters 
from  Point  Hope  southward  to  Cape 
Prince  of  Wales. 

(b)  Port  Clarence  District.  All  waters 
from  Cape  Prince  ol  Wales  southward  to 
Cape  Douglas. 
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(c)  Norton  Sound  District.  All  waters 
from  Cape  Douglas  southward  to  a  true 
east-west  line  through  the  westernmost 
point  of  Stuart  Island. 

(d)  Yukon  District.  All  waters  of  the 
Yukon  River  and  all  coastal  waters  from 
a  true  east-west  line  through  the  west- 
ernmost point  of  Stuart  Island  south- 
ward to  62  degrees  north  latitude. 

<e)  Kuskokuim  District.  All  waters 
of  the  Kuskokwim  River  and  waters  of 
Kuskokwim  Bay,  exclusive  of  Goodnews 
Bay,  within  a  line  extending  from  the 
cast  shore  of  Kuskokwim  Bay  at  59  de- 
grees north  latitude  to  Cape  Avinof .  The 
mouth  of  the  Kuskokwim  River  shall  be 
considered  as  at  a  straight  line  extend- 
ing from  Beacon  Point  to  Popkokamute. 

3.  Section  103  10  is  deleted. 
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2.  Section  107.12  is  deleted 


Part  104— Bristol  Bay  Area 

1.  Section  104  2  »c)  is  amended  to  read 
as  follows: 

Co)  Kvichak-Naknek  District.  Waters 
of  Kvichak  Bay  within  a  line  from  Etolln 
Point  to  Middle  BlulT  light  on  the  eastern 
side  of  Kvichak  Bay:  Provided.  That  the 
waters  within  a  line  bearing  243  degrees 
true  from  the  south  corner  of  the-south- 
ernmost  dock  of  the  BrLstol  Bay  Packing 
plant  near  Peterson  Point,  to  its  inter- 
section with  a  line  bearing  198  degrees 
true  on  Middle  Bluff  light  shall  be  known 
as  the  Naknek  Section. 

2.  Section  104.5  is  amended  to  read  as 
follows: 

S  104.5  Weekly  closed  period.  The  36 
hour  statutory  weekly  closed  period  Is 
hereby  extended  to  include  the  period 
from  6  o'clock  antemeridian  Wednesday 
to  6  o'clock  antemeridian  Thursday  of 
each  week,  making  a  weekly  closed  period 
of  60  hours:  Prbvided.  That  this  midweek 
closiu-e  shall  not  apply  after  August  1. 

3.  Section  104.12  is  deleted. 


P.'.RT  105 — Alaska  Peninsula  Area 

1.  Section  105.3  is  amended  to  read  as 
follows : 

S  105.3  Open  seasons,  except  Port 
M oiler  district.  Pishing  is  prohibited  ex- 
cept from  6  o'clock  antemeridian  May  27 
to  6  o'clock  postmeridian  August  5. 

2.  Section  105  4  is  amended  by  sub- 
stituting "August  10  "  in  lieu  of  "August 
20"  in  the  provi.<:o. 

3.  Section  105.10  is  amended  to  read 
as  follows: 

S  105  10  Waters  open  to  seines;  size  of 
seines.  Fishing  with  any  purso  seine  less 
than  100  fathoms  in  length  or  more  than 
200  fathoms  in  length  and  350  meshes  in 
depth  is  prohibited  in  the  waters  between 
Castle  Cape  and  Cape  Pankof.  including 
Ikatan  Bay  and  the  waters  of  the  Shu- 
magin  Islands. 


Part  107 — Chignik  Area 

1.  Section  107.2  is  amended  to  read  as 
follows: 

i  107.2  Clo.^cd  seasons.  Fishing  is 
prohibited  prior  to  6  o'clock  antemeridian 
June  10  and  after  6  o'clock  postmeridian 
Septemb   ■  15. 
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Part  108 — Kodiak  Area 

1.  Section  108.3  «b)  is  amended  by  de- 
leting the  words  "June  10  "  and  substi- 
tuting in  lieu  thereof  the  words  "June  6." 

2.  Section  108.4  is  amended  by  deleting 
the  words  "June  10"  and  substituting  in 
lieu  thereof  the  words  "June  6." 

3.  Section  108.9  is  amended  to  read  as 
follows : 

§  108.9  Catch  limitation.  Karluk  red 
salmon.  The  take  of  red  salmon  in  the 
area  from  Cape  Karluk  to  Broken  Point 
shall  not  exceed  50  percent  of  the  total 
run  as  determined  at  the  weir  in  Karluk 
River  operated  by  the  Fish  and  Wildly 
Service.  The  escapement  to  Karluk 
River,  as  determined  at  the  weir,  shall 
not  be  less  than  350.000  in  the  period 
prior  to  July  15  and  350,000  in  the  period 
after  July  15. 

4.  Section  108.21  is  deleted. 


Part  109 — Cook  Inlet  Area 

1.  Section  109.2  is  amended  to  read  as 
follows: 

5  109.2  Open  seasons,  (a)  Between 
the  latitude  of  the  established  stream 
marker  marking  the  south  limit  of  the 
closed  area  around  the  mouth  of  the  Kas- 
ilof  River  at  approximately  60  degrees  22 
minutes  23  .seconds  north  latitude  to  the 
latitude  of  Anchor  Point  L'ght.  exclusive 
of  all  waters  adjacent  to  Kalgin  Island, 
fishing  is  prohibited  prior  to  6  o'clock 
antemeridian  May  20  and  after  6  o'clock 
postmeridian  Aupust  4:  Provided,  That 
this  prohibition  shall  not  apply  to  the  use 
of  gill  nets  from  6  o'clock  antemeridian 
August  20  to  6  o'clock  postmeridian  Sep- 
tember 10. 

<b)  South  of  the  latitude  of  Anchor 
Point  Light  fishing  is  prohibited  prior  to 
6  o'clock  antemeridian  May  25  and  after 
6  o'clock  po.stmeridian  August  8:  Pro- 
vided, That  fishing  in  all  waters  of  Port 
Dick  is  prohibited  prior  to  6  o'clock  ante- 
meridian July  25:  And  provided  further. 
That  this  prohibition  shall  not  apply  to 
the  use  of  beach  seines  or  gill  nets  from 
6  o'clock  antemeridian  August  22  to  6 
o'clock  postmeridian  September  10. 

<c)  North  of  the  latitude  of  the 
marker  marking  the  south  limit  around 
the  mouth  of  the  Kasilof  River,  as  de- 
scribed under  paragraph  (a),  of  this 
section,  including  all  waters  adjacent  to 
Kalgin  Island,  fishing  is  prohibited 
prior  to  6  o'clock  antemeridian  June  25 
and  after  6  o'clock  postmeridian  August 
4:  Provided,  That  this  prohibition  shall 
not  apply  d)  after  6  o'clock  antemeri- 
dian May  20  to  tht  u.se  of  gear  having 
mesh  not  less  than  8»i  inches  stretched 
measure  between  knots,  or  to  gill  nets 
of  which  not  to  exceed  35  fathoms  in  use 
by  any  individual  or  on  any  boat  may 
have  mesh  less  than  8 '2  stretched  meas- 
ure between  knots,  and  (2)  from  6  o'clock 
antemeridian  August  20  to  6  o'clock  post- 
meridian September  10  to  the  use  of  gill 
nets. 

2.  A  new  section  designated  §  109.2a  is 
added  to  read  as  follows: 

§  109.2a  Weekly  closed  period.  The 
36  hour  weekly  closed  period  is  hereby 
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extended  to  Include  the  period  from  6 
o'clock  antemeridian  Saturday  of  each 
week  to  6  o'clock  antemeridian  of  the 
Monday  following,  making  a  weekly 
closed  period  of  48  hours. 

3.  Section  109.11  is  deleted. 

4  Section  109  15  (k)  d)  is  amended 
to  read  as  follows: 

•  1)  Prom  a  point  at  60  degrees  16 
minutes  45  seconds  north  latitude,  151 
degrees  23  minutes  30  seconds  west  lon- 
gitude, southerly  to  a  pomt  at  60  degrees 
15  minutes  41  seconds  north  latitude  151 
degrees  23  minutes  44  seconds  west 
longitude. 

5.  Section  109.16  (c)  Is  amended  to 
read  as  follows: 

(c)  Kamishak  Bay.  All  waters  of  the 
bay  south  of  Tignagvik  Point  and  west 
of  153  degrees  45  minutes  west  longitude. 

6.  Section  109.21  is  deleted. 

7.  Section  109.22  is  amended  to  read 
as  follows: 

5  109.22  Waters  closed  to^rse  seines. 
The  use  of  purse  seines  is  prohibited  in 
Kachemak  Bay  and  tributary  waters  in- 
side of  a  line  from  Coal  Point  to  the 
northeast  point  at  the  entrance  to  China 
Poot  Bay. 

8.  A  new  section  designated  §  109.22a 
is  added  to  read  as  follows : 

5 109.22a  Catch  limitations,  Kachemak 
Bay.  The  take  during  the  open  season 
after  August  15.  except  for  bait  and  ex- 
cept by  gill  nets,  shall  not  exceed  10.000 
barrels,  upon  the  basis  of  250  pounds  per 
barrel,  in  the  open  waters  of  Kachemak 
Bay  east  of  151  degrees  50  minutes  west 
longitude. 


Part  110 — Resurrection  Bay  Area 

1.  Section  110.2  is  amended  to  read  as 
follows: 

§  110.2  Opening  date  for  red  salmon 
fishing.  Prior  to  6  o'clock  antemeridian 
June  1  flrhing  with  nets  of  mesh  le.ss 
than  8V2  inches  stretched  measure  be- 
tween knots  is  prohibited. 

2.  Section  110.3  Is  amended  to  read  as 

follows: 

§  110.3  Closed  season.  Pishing  is 
prohibited  from  6  o'clock  antemeridian 
August  6  to  6  o'clock  antemeridian  Aug- 
ust 15.  and  after  6  o'clock  postmeridian 
September  15. 

3.  Section  110.5  is  amended  to  read  r.s 
follows : 

?  110.5  Registration  and  reporting  of 
boats.  Resurrection  Bay.  During  the 
open  season  after  6  o'clock  antemeridian 
August  15  all  boats  in  or  entering  the 
Resurrection  Bay  area  shall  be  registered 
with  the  local  representative  of  the  Fish 
and  Wildlife  Service  prior  to  engaging 
in  fishing  and  each  delivery  of  salmon 
shall  be  immediately  reported. 


Part  111 — Prince  Willi,  m  Sound  Area 

1.  A  new  section  designated   S  111.5a 
is  added  to  read  as  follov/s: 

§  111.5a    Beach  seines  prohibited.    The 
use  of  any  beach  seiiiCo  is  prohibited. 
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2.  Section  111.6  Is  amended  to  read  as 
follows: 

I  111.8  Waters  closed  to  seines,  Gran- 
ite Bay  to  Port  Nellie  Juan.  The  use  of 
purse  seines  is  prohibited  in  the  waters 
along  the  western  coast  from  the  outer 
point  on  the  north  shore  of  Granite  Bay 
•  known  as  Granite  Bay  Point)  to  the 
light  on  the  south  shore  of  the  entrance 
to  Port  Nellie  Juan. 


Part  112 — Copper  River  Area 

1.  Section  112.2  is  amended  to  read  as 
follows: 

§112.2  Closed  seasons.  Pishing  is  pro- 
hibited prior  to  6  o'clock  antemeridian 
May  1.  from  6  o'clock  postmeridian  June 
15  to  6  o'clock  antemeridian  August  10, 
and  after  6  o'clock  postmeridian  Septem- 
ber 18. 

2.  Sections  112.3.  112.4,  and  112.9  are 
de'oted. 


Part  113 — Bering  River -Icy  Bay  Area 

1.  Sectior^I3.2  is  deleted. 

2.  Sectionals. 3  is  amended  to  read  as 
follows: 

5  113.3  Closed  seasons.  Fishing  Is 
prohibited  prior  to  6  o'clock  antemeridian 
June  1,  from  6  o'clock  postmeridian  June 
15  to  6  o'clock  antemeridian  August  10 
and  after  6  o'clock  postmeridian  Septem- 
ber 18:  Provided.  That  nets  having  mesh 
not  less  than  84  inches  stretched  meas- 
ure between  knots  may  be  used  from  6 
o'clock  antemeridian  May  15  to  6  o'clock 
antemeridian  June  1. 

3.  Sections  113.4  and  113  9  are  deleted. 


Part  114 — Southeastern  Alaska  Area, 
Salmon  Fisheries,  General  Regula- 
tions 

1.  A  new  section  designated  §  114.4a 
is  added  to  read  as  follows: 

§  114.4a  GUI  nets  prohibited,  excep- 
tions. Fishing  with  gill  nets  is  prohib- 
ited, except  in  the  Yakutat  district,  the 
northern  section  of  the  Western  district, 
Taku  Inlet.  Port  Snettisham  and  the 
Stikine  district. 

2.  Section  114.9  is  deleted. 


Part  115 — Southe.^stern  Alaska  Area, 
Fisheries  Other  Than  Salmon 

herring  industry 

1.  A  new  section  designated  §  115.6a 
is  added  to  read  as  follows: 

§  115.6a  Prohibited  near  Craig.  Fish- 
ing is  prohibited  in  the  waters  surround- 
ing Fish  Egg  Island  north  and  east  of  a 
line  from  Cape  Flores  to  Point  Amargura 
and  thence  to  Point  Ildefonso. 

2.  A  new  section  designated  §  115.6b 
is  added  to  read  as  follows: 

§  115.6b  Prohibited  near  Sitka.  Fish- 
ing is  prohibited  in  Silver  Bay  east  of 
135  degrees  15  minutes  west  longitude. 

shellfish  fishery 

3.  Section  115.10  is  amended  by  delet- 
ing the  last  sentence,  which  reads  "All 
waters  of  Duncrn  Canal  are  closed  to 
shnmp  fishing  throughout  the  year." 
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Part   116 — Southeastern   Alaska   Area, 
Yakutat  District,  Salmon  Fisheries 

1.  A  new  section  designated  S  116.6a 
Is  added  to  read  as  follows: 

§  116  6a  Registration  and  reporting 
of  boats.  During  the  open  season  all 
boats  in  or  entering  the  Yakutat  District 
shall  be  registered  with  the  local  repre- 
sentative of  the  Fish  and  Wildlife  Serv- 
ice prior  to  engaging  in  fishing  and  each 
delivery  of  salmon  shall  be  immediately 
reported. 

2.  Section  116.10  is  amended  by  delet- 
ing the  proviso,  which  reads  "Provided, 
That  such  fishing  by  means  of  beach 
seines  is  permitted  in  Situk  Inlet  during 
th%  period  from  August  5  to  August  30, 
both  dates  inclusive." 

3.  A  new  section  designated  §  116.11a 
Is  added  to  read  as  follows: 

§  116.11a  Beach  seines  prohibited: 
exception.  Pishing  with  beach  seines  is 
prohibited:  Provided,  That  this  prohibi- 
tion shall  not  apply  in  Yakutat  and  Dis- 
enchantment Bays  from  June  18  to  6 
o'clock  postmeridian  September  2. 


Part  117 — Southeastern  Alaska  Area, 
Icy  Strait  I>istrict,  Salmon  Fish- 
eries 

1.  Section  117.3  Is  amended  to  read  as 
follows: 

5  117.3  Open  seasons,  west  of  Point 
Carolus.  West  of  the  longitude  of  Point 
Carolus  fishing,  other  than  trolling,  is 
prohibited  except  from  6  o'clock  ante- 
meridian August  22  to  6  o'clock  post- 
meridian September  3. 

2.  Section  117.4  is  amended  to  read 
as  follows: 

§  1174  Open  season,  east  of  Point 
Carolus.  Blast  of  the  longitude  of  Point 
Carolus  fishing,  other  than  trolling,  is 
prohibited  except  from  6  o'clock  ante- 
meridian August  22  to  6  o'clock  post- 
meridian September  3:  Provided.  That 
this  prohibition  shall  not  apply  to  fish- 
ing in  the  open  waters  of  Excursion  In- 
let from  6  o'clock  antemeridian  October 
5  to  6  o'clock  postmeridian  October  15. 

3.  The  section  previously  designated 
§  117.5  is  deleted  and  a  new  section  desig- 
nated §  117.5  is  added  to  read  as  fol- 
lows: 

§  117.5  Registration  and  reporting  of 
boats.  Excursion  Inlet.  During  the  pe- 
riod Octot>er  5  to  15  all  boats  in  or  enter- 
ing Excursion  Inlet  shall  be  registered 
with  the  local  representative  of  the  Fish 
and  Wildlife  Service  prior  to  engaging 
in  fishing  and  each  delivery  of  salmon 
shall  be  immediately  reported. 

4.  Section  117.8  is  amended  to  read  as 
follows: 

§  117.8  Closed  waters.  Fishing  is  pro- 
hibited as  follows: 

(a>  Dundas  Bay,  north  of  58  degrees 
20  minutes  north  latitude. 

(b)  Idaho  Inlet,  south  of  58  degrees 
8  minutes  20  seconds  north  latitude. 

5.  Section  117.9  Is  deleted. 


Part   118 — Southeastern   Alaska   Area, 
Western  District.  Salmon  Fisheries 

1.  Section  118.5  is  amended  to  read 
as  follows: 

5  118.5  Open  seasons,  northern  sec- 
tion, south  of  Sullivan  Island.  Fishing, 
other  than  trolling,  is  prohibited  except 
from  6  o'clock  antemeridian  August  22 
to  6  o'clock  postmeridian  September  3: 
Provided,  That  this  prohibition  shall  not 
apply  to  the  use  of  gill  nets  in  Bernera 
Bay  from  6  o'clock  antemeridian  Sep- 
tember 1  to  6  o'clock  postmeridian  Sep- 
tember 20. 

2.  Section  118.6  is  amended  to  read 
as  follows:  V 

§  118.6  Open  seasons,  central,  south- 
ern, and  western  scotions.  Fishing,  other 
than  trolling,  is  prohibited  except  from 
6  o'clock  antemeridian  August  22  to  6 
o'clock  postmeridian  September  3:  Pro- 
vided. That  this  prohibition  shall  not 
apply  from  6  o'clock  antemeridian  Octo- 
ber 5  to  6  o'clock  postmeridian  October 
15  in  the  open  waters  of  Hood  and  Chaik 
Bays. 

3.  Section  118.7  Is  amended  to  read 
as  follows: 

5  118.7  Registration  and  reporting  of 
boats,  northern  section,  north  of  Sulli- 
van Island,  and  Hood  and  Chaik  Bays. 
(a)  During  the  period  June  25  to  August 
22  all  boats,  other  than  trollers.  in  or 
entering  the  northern  section,  north  of 
Sullivan  Island,  shall  be  registered  with 
the  local  representative  of  the  Fish  and 
Wildlife  Service  prior  to  engaging  in 
fishing  and  thereafter  shall  report  daily 
the  number  of  salmon  caught,  the  place 
of  capture,  and  the  disposition  of  the 
catch. 

<b)  During  the  period  October  5  to 
Octobe.-  15  all  boats  in  or  entering  Hood 
or  Chaik  Bays  shall  be  registered  with 
the  local  representative  of  the  Fish  and 
Wildlife  Service  prior  to  engaging  in  fish- 
ing and  each  delivery  of  salmon  shall  be 
immediately  reported. 

4.  Section  118.15  Is  deleted. 


Part   119 — Southeastern   Alaska   Area. 
Eastern  District,  Salmon  Fisheries 

1.  Section  119.3  is  amended  to  read  as 
follows: 

§  119  3  Open  seasons.  Pishing,  other 
than  trolling,  is  prohibited,  except:  (a) 
From  6  o'clock  antemeridian  August  22 
to  6  o'clock  po.stmeridian  September  3; 
and,  (b)  from  6  o'clock  antemeridian 
October  5  to  6  o'clock  postmeridian  Octo- 
ber 15  in  Port  Camden  and  Security  Bay 
only. 

2  Section  119.8  is  redesignated  as 
§  119  4  and  is  amended  in  headnote  and 
text  to  read  as  follows: 

§  119.4  Taku  Inlet,  Port  Snettisham, 
and  adjacent  waters:  seasori  and  gear 
restrictions.  (&>  Gill  netting  in  Taku 
Inlet  and  in  Port  Snettisham  northeast 
of  a  line  from  Sentinel  Point  to  Sharp 
Point  is  prohibited,  except  from  6  o'clock 
antemeridian  May  1  to  6  o'clock  post- 
meridian May  31,  from  6  o'clock  ante- 
meridian June  25  to  6  o'clock  postmeri- 
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dian  August  18,  and  from  6  o'clock  ante- 
meridian September  1  to  6  o'clock  post- 
meridian September  20;  and, 

(b)  Trolling  in  Taku  Inlet  and  all  ad- 
jacent waters  of  the  Eastern  District 
north  of  Midway  Island  is  prohibited, 
except  from  6  o'clock  antemeridian  June 
25  to  6  o'clock  postmeridian  September  20 
and  from  6  o'clock  antemeridian  October 
15  to  6  o'clock  postmeridian  May  31. 

(c)  Seining  is  prohibited  in  Taku  Inlet 
at  all  times. 

3.  Section  119.4  is  redesignated  S  119.5 
and  is  amended  in  headnote  and  text  to 
read  as  follows: 

§  119.5  Registration  and  reporting  of 
boats,  (a)  In  the  period  June  25  to  Au- 
gust 22  all  boats,  other  than  trollers, 
entering  Taku  Inlet  or  Port  Snettisham 
shall  be  registered  with  the  local  repre- 
sentative of  the  Fish  and  Wildlife  Service 
prior  to  engaging  in  fishing,  and  there- 
after shall  report  daily  the  number  of 
salmon  caught,  the  place  of  capture,  and 
the  disposition  of  the  catch. 

(b)  In  the  period  October  5  to  October 
15  all  boats  in  or  entering  Port  Camden 
or  Security  Bay  shall  be  registered  with 
the  local  representative  of  the  Pish  and 
Wildlife  Service  prior  to  engaging  In 
fishing  and  each  delivery  of  salmon  shall 
be  immediately  reported. 

4.  Sections  119.5  and  1196  are  com- 
bined, redesignated  $  119  6  and  amended 
In  headnote  and  text  to  read  as  follows: 

5  119  6  Lengths  of  gill  nets,  Taku  Inlet 
and  Port  Snettisham.  The  aggregate 
length  of  gill  nets  on  any  fishing  boat,  or 
in  use  by  such  boat,  shall  not  exceed  250 
fathoms  in  Port  Snettisham  or  150  fath- 
oms in  Taku  Inlet  and  shall  not  be  less 
than  50  fathoms.  Lengths  are  upon  the 
basis  of  hung  measure. 

5.  Section  119.7  is  deleted  and  a  new 
{  119.7  is  added  to  read  as  follows: 

5  119.7  Gear  restriction,  mainland 
shore  of  Stephens  Passage.  Pishing, 
other  than  trolling,  is  prohibited  within 
two  miles  of  the  shore  along  the  eastern 
side  of  Stephens  Pa.ssage  and  Frederick 
Sound  from  the  latitude  of  Midway 
Island  to  Horn  Cliffs. 

6.  Section  119.9  is  amended  by  deleting 
paragraphs  (a),  (b).  (c).  and  (d). 

7.  Section  119.10  is  amended  by  the 
deletion  of  paragraphs  (a)  and  (b)  and 
by  the  addition  of  a  new  paragraph  (p) 
to  read  as  follows : 

(p)  Taku  Inlet.  All  waters  east  of 
134  degrees  west  longitude. 
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engaging  in  fishing,  and  thereafter  shall 
report  daily  the  number  of  salmon 
caught,  the  place  of  capture,  and  the 
disposition  of  the  catch. 


Part    120 — Southeastern   Alaska   Area, 
Stikine  District,  Salmon  Fisheries 

1.  Section  120.3  is  amended  to  read  as 
follows . 

S  120.3  Registration  and  reporting  of 
boats.  In  the  period  from  June  25  to 
August  15,  all  boats,  other  than  trollers 
entering  the  Stikine  District  shall  be 
registered  with  the  local  representative 
of  the  Pish  and  Wildlife  Service  prior  to 


Part  121  —  Southeastern  Alaska  Area, 
Sumner  Strait  District.  Salmon 
Fisheries 

1.  Section  121.3  is  amended  in  head- 
note  and  text  to  read  as  follows: 

5  121.3  Open  season,  Ernest  Sound 
and  Anan.  Fishing,  other  than  trolling, 
in  Ernest  Sound  and  the  open  waters  in 
the  vicinity  of  Anan  Creek  (excluding 
Zimovia  Strait)  is  prohibited,  except 
from  6  o'clock  antemeridian  August  15 
to  6  o'clock  postmeridian  September  3. 

2.  Section  121.4  is  amended  to  read  as 
follows : 

§  121.4  Open  season,  exception.  With 
the  exception  of  Ernest  Sound  and  the 
vicinity  of  Anan  Creek,  fishing,  other 
than  trolling,  is  prohibited  except  from  6 
o'clock  antemeridian  August  15  to  6 
o'clock  postmeridian  September  3. 

3.  Section  121.6  is  deleted. 


Pa«t  122 — Southeastern  Alaska  Area. 
Clarence  Strait  District,  Salmon 
Fisheries 

1.  Section  122.3  (c)  Is  amended  to  read 
as  follows: 

(c)  Southeast  section.  All  waters 
south  of  a  line  extending  from  Approach 
Point  to  Caamano  Point  and  east  of  a 
line  extending  down  the  middle  of  Clar- 
ence Strait,  excluding  the  North  Arm  of 
Behm  Canal. 

2.  A  new  section  designated  S  122.3  (e) 
is  added  to  read  as  follows: 

(e)  North  Behm  Canal  section.  All 
waters  of  Behm  Canal  between  a  line 
from  Caamano  Point  to  Point  Higgins 
■and  a  line  from  Point  Lees  to  Claude 
Point. 

3.  Section  122.4  is  amended  to  read  as 
follows : 

5  122.4  Open  season,  northern  sec- 
tion. Pishing,  other  than  trolling,  in  the 
northern  section  is  prohibited  except 
from  6  o'clock  antemeridian  August  15 
to  6  o'clock  postmeridian  September  3. 

4.  Section  122.5  Is  amended  to  read  as 
follows: 

S  122.5  Open  season,  central,  south- 
east and  southvxst  sections.  Pishing, 
other  than  trolling,  in  the  central,  south- 
east and  southwest  .sections  is  prohibited 
except  from  6  o'clock  antemeridian  Au- 
gust 15  to  6  o'clock  postmeridian  Septem- 
ber 3.  Provided,  That  this  prohibition 
shall  not  apply  to  Cholmondeley  Sound 
from  6  o'clock  antemeridian  October  5 
to  6  o'clock  postmeridian  October  15. 

5.  A  new  section  designated  S  122.5a 
Is  added  to  read  as  follows : 

§  122.5a  Registration  and  reporting 
of  boats,  Cholmondeley  Sound.    During 
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the  period  October  5  to  October  15  all 
boats  in  or  entering  Cholmondeley 
Sound  shall  be  registered  with  the  local 
representative  of  the  Fish  and  Wildlife 
Service  prior  to  engaging  in  fishing,  and 
each  delivery  of  salmon  shall  be  imme- 
diately reported. 

6.  Section  122.6  is  amended  to  read  as 
follows: 

5  122.6  Closed  season  for  trolling. 
North  Arm  of  Behm  Canal.  Trolling  is 
prohibited  in  all  waters  of  Behm  Canal 
northward  of  a  line  from  Escape  Point  to 
Point  Francis  from  6  o'clock  postmerid- 
ian April  30  to  6  o'clock  antemeridian 
July  15. 

7.  Section  122.7  Is  deleted. 


Part  123— Southeastern  Alaska  Area, 
South  Prince  of  Wales  Island  Dis- 
trict, Salmon  Fisheries 

1.  Section  123.3  is  amended  to  read  as 
follows : 

§  123.3  Open  season.  Pishing,  other 
than  trolling,  is  prohibited  except  from 
6  o'clock  antemeridian  August  15  to  6 
o'clock  postmeridian  September  3. 

2.  Sections  123.4  and  123.5  are  deleted. 

3.  Section  127.7  is  redesignated  §  123.7. 


Part    124 — Southeastern   Alaska   Area, 
Southern  District,  Salmon  Fisheries 

1.  Section  124.3  is  amended  to  read  as 
follows: 

S  124.3  Open  season.  Pishing,  other 
than  trolling,  is  prohibited  except  from 
6  o'clock  antemeridian  August  15  to  6 
o'clock  postmeridian  September  3. 

2.  Section  124.4  Is  amended  to  read  as 
follows:  • 

§  124  4  Closed  season  for  trolling. 
South  Arm  of  Behm  Canal.  Trolling  is 
prohibited  in  all  waters  of  Behm  Canal 
northward  of  a  line  from  Point  Sykes  to 
Point  Alava:  Provided,  That  this  pro- 
hibition shall  not  apply  southward  of  a 
line  from  Point  Eva  to  Cactus  Point  prior 
to  6  o'clock  postmeridian  April  30  and 
after  6  o'clock  antemeridian  July  15. 

3.  Sections  124.5  and  124  6  are  deleted. 

4.  Section  124  9  Is  amended  by  deleting 
paragraphs  (j)  and  (k)  and  a  new  para- 
graph designated  <j)  is  added  to  read  as 
follows: 

(j)  South  Arm  of  Behm  Canal.  All 
waters  northward  of  a  line  from  Point 
Eva  to  Cactus  Point. 

f  43  Stat.  465,  as  amended ;  48  U.  S.  C.  221 
et  seq.) 

J.  A.  Krug, 
Secretary  of  the  Intertor. 

February  19,  1949. 

[P.    R.    Doc.    49-1462:    Piled.    Feb.    25,    1949; 
8:45  a.  m.] 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 
[  33CFR,Part90;46CFR,PartslO,  12, 
51,  52,  54,  55,  57,  59,  60,  63,  64, 
65,  76,  79,  94,  97,  102,  113,  116, 
144,  160,  164  1 

ICGFR  49-2] 

Inspection  and  Navigation  Regulations 

merchant  marine  council  pxtblic  hearing; 
notice  of  proposed  changes 

1.  The  Merchant  Marine  Council  will 
hold  a  public  hearing  in  Room  4120.  Coast  • 
Guard  Headquarters.  13th  and  E  Streets 
NW..  Washington.  D.  C,  on  March  29  and 
30.  1949.  The  meetings  will  convene  at 
9:30  a.  m.  and  the  agenda  for  this  hear- 
ing is  as  follows: 

March  29.  Lights  for  pusher  tows  on 
Great  Lakes  waters;  English  language 
requirements  for  applicants  for  certifi- 
cates of  service  and  efficiency  other  than 
for  entry  ratings;  applicants  for  motor- 
boat  operators'  licenses;  electrical  con- 
trol of  ventilation  systems;  specifications 
for  lifesaving  equipment,  bulkhead  pan- 
els, and  incombu-stible  materials;  gen- 
eral rules  and  regulations  for  vessel 
inspection. 

March  30.  Marine  material  specifica- 
tions; boiler  tubes;  unfired  pressure  ves- 
sels; piping  systems,  pumps,  refrigera- 
tion machinery,  and  fuel  tanks;  test 
drillings  of  boilers  in  service. 

2.  The  proposed  changes  in  the  regu- 
lations together  with  the  authorities  for 
making  such  changes  are  generally  de- 
scribed by  subjects  in  paragraphs  4  to 
48.  inclusive,  below.  Copies  of  the  pro- 
posed changes  in  the  regulations  have 
been  mailed  to  persons  and  organizations 
who  have  expressed  an  active  interest  in 
the  subjects  under  consideration.  Copies 
of  any  of  the  proposed  regulations  may 
be  obtained  from  the  Commandant 
(CMC).  Coast  Guard  Headquarters. 
Washington  25.  D.  C.  so  long  as  they  are 
available.  After  all  extra  copies  avail- 
able for  distribution  are  exhausted, 
copies  will  be  available  for  reading  pur- 
poses only  in  Room  4104.  Coast  Guard 
Headquarters,  or  at  the  offices  of  various 
Coast  Guard  District  Commanders. 

3.  Comments  on  the  proposed  regula- 
tions are  invited.  All  persons  who  desire 
to  submit  written  comments,  data,  and 
views  prior  to  the  hearing  for  consider- 
ation in  connection  with  the  proposed 
changes  may  .submit  them  in  writing  for 
receipt,  prior  to  March  29.  by  the  Com- 
mandant (CMC),  Coast  Guard  Head- 
quarters. Washington  25.  D.  C;  or  com- 
ments, data,  and  views  may  be  presented 
orally  or  in  writing  at  the  hearing.  In 
order  to  insure  consideration  and  to 
facilitate  the  checking  and  recording  of 
comments,  it  is  requested  that  each  sug- 
gested rewording  of  a  proposed  regula- 
tion be  submitted  on  a  separate  sheet  of 
letter  size  paper,  showing  the  section 
number  (if  pos.sible)  and  the  subject: 
the  proposed  change;  the  reason  or  basis 


(if  any) ;  and  the  name,  business  firm 
(if  any),  and  address  of  the  submitter. 
The  written  comments,  data,  and  views 
should  be  submitted  as  soon  as  possible 
so  that  they  will  be  received  prior  to 
March  29  in  order  to  insure  considera- 
tion at  the  hearing  and  before  recom- 
mendations are  made  concerning  the 
proposed  regulations. 

UGHTS  FOR   PUSHER   TOWS  ON  GREAT  LAKES 
WATERS 

4.  It  is  proposed  to  add  a  new  §  90.19a 
to  33  CFR  Chapter  I,  which  will  specif- 
ically prescribe  the  lights  for  tows  of  one 
or  more  barges,  canal  boats,  scows,  or 
other  vessels  of  nondescript  type  not 
otherwise  provided  for  when  being  towed 
by  being  pushed  ahead  of  a  steam  vessel 
while  navigating  on  Great  Lakes  waters. 
The  lights  to  be  required  for  pusher 
tows  are  an  amber  light  at  the  extreme 
forward  end  of  the  tow  and  at  or  as  near 
the  centerline  of  the  tow  as  practicable, 
and  colored  side  lights  with  inboard 
screens  so  placed  that  they  will  mark  the 
tow  at  Its  maximum  projection  to  star- 
board and  port.  The  present  Pilot  Rules 
for  the  Great  Lakes  do  not  specifically 
prescribe  the  lights  for  pusher  tows. 

5.  The  authority  for  prescribing  lights 
for  pusher  tows  on  Great  Lakes  waters  Is 
In  the  act  of  February  8.  1895.  as 
amended.  Including  amendments  ap- 
proved March  18,  1948.  Public  Law  448. 
80th  Congre.ss;  sec.  3.  28  Stat.  649,  as 
amended;  33  U.  S.  C.  243. 

ENGLISH  LANGUAGE  REQUIREMENTS  FOR  AP- 
PLICANTS FOR  CERTIFICATES  OF  SERVICE 
AND  EFFICIENCY  OTHER  TH.\N  FOR  ENTRY 
RATINGS 

6.  It  is  proposed  to  amend  46  CPR 
12.05-3.  12.05-9.  12.10-3.  12.10-5.  12.15-3. 
12.15-9.  12.20-1.  and  12.20-5.  by  either 
amending  or  adding  new  requirements  so 
that  applicants  for  certificates  of  service 
and  efficiency,  other  than  for  entry 
ratings,  i.  e..  able  seamen,  llfeboatmen, 
qualified  members  of  the  engine  depart- 
ment, and  tankcrmen.  will  be  required  to 
be  able  to  speak  and  understand  the 
English  language  and  that  any  examina- 
tion conducted  in  connection  therewith 
shall  be  given  only  in  the  English  lan- 
guage. These  amendments  are  Intended 
to  Improve  safety  at  sea.  The  effect  of 
the  proposed  changes  will  be  to  require 
all  applicants  for  certification  in  other 
than  entry  ratings  to  be  able  to  speak 
and  understand  the  Engli.sh  language* 

7.  The  authority  for  regulations  re- 
garding English  language  requirements 
for  applicants  for  certificates  of  service 
and  efficiency,  other  than  for  entry 
ratiiigs.  is  contained  in  R.  S.  4405,  4417a. 
4488.  and  4551.  as  amended;  sec.  13.  38 
Stat.  1169,  as  amended  by  sec.  1,  49  Stat. 
1930.  sees.  1,  2.  50  Stat.  199.  sec.  1.  52  Stat. 
753,' 55  Stat.  579,  732.  sec.  1.  49  Stat.  1544. 
sec.  7,  49  Stat.  1936,  and  sec.  5  (e),  55 
Stat.  244.  as  amended.  46  U.  S.  C.  367, 
375:391a.  481.  643.  672.  672-1.  672-2.  672b, 
and  689,  and  50  U.  S.  C.  1275. 


APPLICANTS      FOR      MOTORBOAT      OPERATORS 
LICENSES 

8.  It  is  proposed  to  amend  46  CPR 
10.20-5  (c)  by  canceling  the  exemption 
regarding  applicant's  inability  to  read 
or  write  If  he  is  qualified  In  all  other 
respects  and  possesses  extensive  expe- 
rience In  the  operation  of  small  vessels. 
This  cancellation  Is  proposed  because 
many  written  regulations,  recommended 
practices,  constructions,  safety  hints, 
etc..  are  being  distributed  to  motorboat 
operators  for  their  guidance  and  an  op- 
erators  Inability  to  read  may  result  In 
his  Ignorance  of  practices  essential  to 
sftfcty. 

9.  The  authority  for  regulations  es- 
tablishing requirements  for  applicants 
for  motorboat  operators'  licenses  Is  In 
R.  S.  4405,  as  amended,  and  sec.  17.  54 
Stat.  166.  as  amended;  46  U.  S.  C.  375, 
and  526p. 

ELECTRICAL    CONTROL    OF    VENTILATION 
SYSTEMS 

10.  It  Is  proposed  to  amend  46  CPR 
144  25  (j)  by  canceling  the  present  re- 
quirement that  an  emergency  control 
station  for  machinery  space  ventilation 
shall  be  located  In  the  fire  control  room 
or  wheelhouse.  This  proposed  change 
does  not  alter  the  requirements  for  other 
ventilation  systems  which  are  the  same 
as  before. 

11.  The  authority  for  regulations  on 
construction  or  material   alteration  of 
pa.ssenger  vessels  is  in  R.  S.  4405.  49  Stat. 
1384  and  54  Stat.  1028.  as  amended;  46' 
U.  S.  C.  369.  375.  and  463a. 

SPECIFICATIONS  FOR  LIFESAVING  EQUIPMENT. 
BULKHEAD  PANELS.  AND  INCOMBUSTIBLE 
MATERI.ALS 

12.  It  Is  proposed  to  publish  in  Parts 
160  and  164  in  Subchapter  Q— Specifica- 
tions in  Chapter  I.  46  CFR,  the  specifica- 
tions for  calcium  carbide-calcium  phos- 
phide   type    self-lgnltlng    water    lights, 
lifeboat   winches,   davits,   lifeboat    me- 
chanical   disengaging    apparatus,    life- 
boat    hand-propelling     gear,     lifeboats 
(all  types),  bulkhead   panels,    and  in- 
combustible    materials,     as     subparts 
160.012.  160.015.  160.032,  160  033.  160  034. 
160.035.    164.008.    and    164.009.    respec- 
tively.    These  new  specifications  are  for 
the    manufacturing    of   equipment    re- 
quiring   approval   of  the  Comn^andant 
before  being  used  on  merchant  vessels 
or  for  materials  requiring  approval  be- 
fore being  used  In  the  construction  of 
vessels.    Tentative  drafts  of  these  speci- 
fications were  sent  to  various  manufac- 
turers   and    others    interested    in    the 
equipment    or    requirements    contained 
therein,    and    the   suggestions    received 
were  Incorporated  into  these  new  speci- 
fications wherever  possible.    The  specifi- 
cations contained  general  requirements, 
including  construction  and  capacity  re- 
quirements where  applicable,  inspection 
and   testing   procedures,    and   approval 
procedures.     These  specifications  bring 
up  to   date  present   requirements   con- 
tained in  the  general  rules  and  rcgula- 
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tions  for  vessel  inspection  and  Include 
requirements  and  procedures  presently 
used  but  which  have  not  been  previously 
published  in  regulation  form.  These 
specifications  are  in  accord  with  the  pro- 
visions of  the  Internatioixal  Convention 
for  Safety  of  Life  at  Sea.  1948,  with  the 
exception  of  the  specification  for  life- 
boats, which  does  not  contain  a  require- 
ment regarding  a  compression  ignition 
engine  for  motor  lifeboats  for  certain 
passenger  vessels. 

13.  The  authority  for  prescribing  re- 
quirements for  calcium  carbide-calcium 
phosphide  type  self-igniting  water  lights 
is  in  R.  S.  4405.  4426.  4488,  4491.  49  Stat. 
1544.  54  Stat.  346.  and  sec.  5  (e).  55  Stat. 
244.  as  amended.  46  U.  S.  C.  367,  375,  404, 
481.  489.  1333.  50  U.  S.  C.  1275.  The  au- 
thority to  prescribe  requirements  for  life- 
boat winches  is  in  R.  S.  4405.  4417a.  4488, 
4491.  49  Stat.  1544.  54  Stat.  346.  and  sec. 
5  ( e ) .  55  Stat.  244.  as  amended ;  46  U.  S.  C. 
367.  375.  391a.  481.  489.  1333.  50  U.  S  C. 
1275.  The  authority  to  prescribe  re- 
quirements for  davits  is  in  R.  S.  4405. 
4417a.  4481,  4488.  4491.  49  Stat  1544.  54 
Stat.  346.  and  sec.  5  (e),  55  Stat.  244,  as 
amended.  46  U.  S.  C.  367.  375.  391a.  474, 
481.  489.  1333.  50  U.  S.  C.  1275.  The  au- 
thority to  prescribe  requirements  for  life- 
boat mechanical  disengaging  apparatus 
and  lifeboat  hand-propelling  gear  is  In 
R  S.  4405.  4417a.  4488,  4491.  49  Stat  1544, 
54  Stat.  346.  and  sec.  5  (e) ,  55  Stat.  244. 
as  amended:  46  U.  S.  C.  367.  375.  391a. 
481.  489.  1333.  50  U.  S.  C.  1275.  The  au- 
thority for  prescribing  requirements 
regarding  bulkhead  panels  and  Incom- 
bustible materials  is  in  R.  S.  4405.  4417a, 
4426,  49  Stat.  1384.  1544.  54  Stat.  346. 
1028.  and  .sec.  5  (e).  55  Stat.  244  as 
amended:  46  U.  S.  C.  367,  369.  375,  391a. 
404.  463a.  1333.  50  U.  S.  C.  1275. 

GENERAL   KULES   AND   REGXTLATIONS    FOR 
VESSEL  INSPECTION 

14.  With  the  establishment  of  sepa- 
rate specifications  described  in  para- 
graph 12.  it  is  necessary  to  amend  the 
General  Rules  and  Regulations  for  Vessel 
Inspection  In  46  CFR  Parts  59.  60.  63,  64. 
65.  76.  79.  94.  97.  102.  113.  and  116,  by 
canceling  requirements  of  a  specification 
nature  and  to  revise  the  wording  but  not 
necessarily  the  operating  requirements. 
These  changes  are  primarily  editorial  in 
nature  and  do  not  generally  change  op- 
erating requirements.  However.  It  i^  also 
proposed  to  Incorporate  into  these  regu- 
lations revised  requirements  regarding 
.stowage  of  buoyant  apparatus  and  steer- 
ing apparatus:  add  provisions  for  a  pistol 
projected  rocket  type  line-throwing  ap- 
pliance: add  new  requirements  for  life- 
boat hand-propelling  gear  for  ves.sels 
navigating  the  Great  Lakes,  bays,  sounds, 
and  lakes  other  than  the  Great  Lakes, 
and  rivers;  Increase  the  present  weight 
from  140  to  165  pounds  as  the  average 
weight  per  person  when  conducting  tests 
of  lifeboats  at  annual  inspections;  re- 
move references  to  various  cla.s.ses  of  life- 
boats ina.smuch  as  lifeboats  other  than 
class  lA  are  no  longer  constructed  or  ap- 
proved: cancel  specification  require- 
ments for  searchlights  on  motor  lifeboats, 
life  rafts,  buoyant  apparatus,  line-throw- 
ing appliances;  and  wood  floats  on  river 
vessels  carrying  passengers;  and  cancel 
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the  requirement  for  manufacturers  to 
submit  60  copies  of  specifications  and.'^or 
blueprints  of  all  approved  items  of  equip- 
ment. 

15.  With  the  establishment  of  a  speci- 
fication for  calcium  carbide-calcium 
phosphide  type  self-lgnltlng  water  lights, 
it  is  proposed  to  cancel  46  CFR  59.57. 
60.50.  76.54,  94.54,  and  113.46a.  These 
sections  presently  contain  specification 
requirements  for  self-igniting  water 
lights. 

16.  With  the  establishment  of  a  speci- 
fication for  lifeboat  winches.  It  Is  pro- 
posed to  amend  46  CFR  59.3a,  60.21a. 
76.15a.  and  94.14a. 

17.  With  the  establishment  of  the 
specifications  for  lifeboat  davits,  it  is 
proposed  to  amend  or  cancel  certain 
parts  of  46  CFR  59.3,  60.21,  76.15,  94.14, 
and  113.23. 

18.  With  the  establishment  of  a  spec- 
ification for  lifeboat  mechanical  disen- 
gaging apparatus,  it  is  proposed  to 
amend  or  cancel  certain  parts  of  46  CFR 

59  68.  60.61.  and  64.18. 

19.  By  establishing  a  specification  for 
lifeboat  hand-propelling  gear,  it  is  nec- 
essary that  46  CFR  59.11  and  60.9  be 
amended  by  canceling  specification 
requirements. 

20.  By  establishing  general  specifica- 
tion for  all  types  of  lifeboats,  it  Is  pro- 
posed to  cancel  46  CPR  59.13,  59.16, 
59.17.  59  19.  5920.  59.21,  59.22.  59.23, 
59.24,  59.25.  59  26.  59.31.  59.32.  59.33, 
5934.  60.10.  60.14.  60.15,  65.5.  65.6,  65.7. 
65.11,  76.16.  76.19,  76.21.  94.15,  94.18,  94.20. 
102.3.  102.6.  113.10.  and  113.14.  It  is  also 
proposed  to  delete  specification  require- 
ments and  revise  the  regulations  in  46 
CFR    59.5,  59.11.     59.11a,     59.15.     59.30, 

60  12,  eO  13,  76.13.  76.14,  76.14a,  76.18. 
76.20.  94.9.  94.12,  94.13,  94.17.  94.19, 
113.6,  113.12, 113.13.  and  113.22.  Because 
lifeboats  other  than  classes  lA  are  no 
longer  constructed  or  approved,  it  is  pro- 
nosed  to  cancel  references  to  various 
classes  of  lifeboats,  and  this  is  to  be  ac- 
complished by  amending  or  canceling  46 
CFR  59.4.  59.12.  59.36.  60.2.  60  3.  60.22, 
60.26,  65.2.  65.3.  76.3,  76.4.  76.5.  76.6.  76.8, 
76.23,  76.28,  94.2,  94  3.  94.22.  94.29.  113.4, 
113.15,  113.19.  and  113.25. 

21.  With  the  establishment  of  specifi- 
cations for  bulkhead  panels  and  incom- 
bustible materials,  it  is  not  necessary  that 
the  regulations  In  46  CPR  Part  144  be 
amended.  The  necessary  changes  In 
these  regulations  were  made  when  they 
were  last  revised. 

22.  With  the  establishment  of  a  spec- 
ification for  buoyant  apparatus,  it  is 
proposed  to  amend  46  CFR  59  54a, 
60.47a,  and  76.51a  by  deleting  material 
of  a  specification  nature  and  adding  to 
46  CFR  59.54a  requirements  for  stowage. 

23.  It  is  proposed  to  amend  the  regu- 
lations regarding  line-throwing  appli- 
ances by  canceling  all  material  of  a  speci- 
fication nature,  rearranging  existing 
regulatory  material,  and  adding  pro- 
visions for  a  pistol-projected  rocket  type 
line-throwing  appliance  by  amendments 
to  46  CPR  59.11,  59  60,  59.61,  60  9.  60.53, 
and  60.54.  It  is  also  proposed  to  make 
the  distress  signal  requirements  for 
coastwise  passenger  vessels  the  same  as 
for  ocean-going  vessels. 

24.  It  is  proposed  to  cancel  the  specific 
requirement  that  manufacturers  submit 
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60  copies  of  all  blueprints  and  /or  speci- 
fications approved  inasmuch  as  the  vari- 
ous specifications  Indicate  the  number  of 
copies  required  for  the  particular  item, 
and  it  is,  therefore,  proposed  to  cancel  46 
CFR  63.15,  79.21,  97.19,  and  116.19. 

25.  In  order  to  have  specific  require- 
ments concerning  lifeboat  hand-pro- 
pelling gear  for  vessels  navigating  the 
Great  Lakes,  bays,  sounds,  and  lakes 
other  than  the  Great  Lakes,  and  rivers, 
it  is  proposed  to  add  requirements  to  46 
CPR  76.14,  76.14a.  94.13.  and  113.22. 

26.  To  Increase  the  present  weight  re- 
quirement from  140  to  169  pounds  as  the 
average  weight  per  person  when  conduct- 
ing tests  of  lifeboats  at  annual  inspec- 
tions, it  is  proposed  to  amend  46  CFR 
59.39.  60.17,  76.26.  94.25,  and  113.16. 

27.  With  the  establishment  of  a  speci- 
fication for  life  rafts,  it  is  proposed  to 
cancel  59.42,  59  47,  59  50,  60.29,  60  34, 
60  35.  76.32.  76.37.  9132.  94.35.  94  38. 
113  29  and  113  41,  and  amend  59.44,  60  31. 
76  34,  94.34,  113.31. 

28.  To  revi.se  the  requirements  for 
steering  apparatus,  it  Is  proposed  to 
amend  46  CFR  59.62,  60  55,  76.56,  94  55, 
and  113.47,  which  will  apply  to  existing 
installations.  It  is  proposed  to  retain 
paragraphs  (c)  and  (d)  of  the  existing 
regulation  and  to  add  additional  require- 
ments which  follow  the  language  used  In 
the  rules  of  the  American  Bureau  of 
Shipping.  These  revised  requirements 
applicable  to  new  installations  will  be  set 
forth  in  new  .sections  designated  46  CFR 
£9  62a,  60.55a,  76.56a,  94.55a,  and  113.47a. 

29.  With  the  establishment  of  a  speci- 
fication for  wood  floats  on  river  vessels, 
it  is  proposed  to  amend  46  CPR  113.45. 

30.  The  authority  to  prescribe  regula- 
tions for  General  Rules  and  Regulations 
for  Ve.ssel  Inspection  as  set  forth  in  46 
CFR  Parts  59,  60,  63.  65.  76.  79.  94.  97, 
102.  113.  and  116.  is  contained  in  R.  S. 
44C5.  4417.  4418.  4426.  4453.  4480.  4481, 
4482,  4484.  4488.  4491.  4492.  sec.  14.  29 
Stat.  690.  41  Stat.  305.  49  Stat.  1544.  54 
Stat.  346.  and  sec.  5  (D.  55  Stat.  244. 
as  amended;  46  U.  S.  C.  363.  366  367 
375.  391.  392.  404.  473.  474.  475,  477.  481. 
490.  1333.  and  50  U.  S.  C.  1275. 

M\RINE    M\TERIAL   SPECIFICATIONS 

31.  In  accordance  with  suggestions 
from  boiler  tube  manufacturers,  it  is 
proposed  to  revise  several  specifications 
in  46  CFR  Part  51  in  order  to  bring  these 
speciflcatlons  Into  conformance  with 
A.  S.  T.  M.  standard  speciflcatlons.  The 
specifications  In  46  CFR  subparts  51.28 
and  51.31  presently  contain  boiler  tube 
wall  thickness  requirements  as  specified 
in  A.  S.  T.  M.  standards  which  it  is  pro- 
posed to  cancel  because  they  are  not  re- 
quired for  the  relatively  short  marine 

boilers.  It  is.  therefore,  proposed  to 
cancel  46  CFR  51.28-1  (b)  and  51.31-1 
(bt  and  revise  Table  51.07-15.  To  per- 
mit higher  temperatures  for  alloy  steel 
tube  and  pipe  material  as  requested  by 
the  industry,  it  is  proposed  to  increase 
the  maximum  temperature  of  this  mate- 
rial from  the  present  1000°  P.  to  1200"  P. 
To  provide  for  tube  and  pipe  material 
having  satisfactory  creep  properties  at 
this  maximum  temperature,  it  is  pro- 
posed to  add  two  new  A.  S.  T.  M.  speci- 
fications designated  A213-46  and  A153- 
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47T  to  the  specifications  by  amending  46 
CFR  subparts  51.31  and  51.34. 

32.  In  order  to  avoid  repetition  of  re- 
quirements by  the  proposed  revision  of 
Part  55  on  piping,  it  Is  also  proposed  to 
revi.se  46  CFR  51  46-1,  51.4&-1,  51.58-1. 
51.73-1.  and  51.76-1. 

33.  The  authority  for  issuing  regula- 
tions on  marine  material  specifications 
is  in  tl.  S.  4405.  4417a.  4418,  4426.  4427. 
4429.  4430.  4431.  4432.  4433.  4434.  4453. 
4491.  -sec.  14.  29  Stat.  690.  41  Stat.  305, 
49  Stat.  1544.  54  Stat.  346.  and  sec.  5  <e» . 
55  Stat.  244.  as  amended;  46  U.  S.  C.  363, 
36G  367.  375.  391a.  392.  404.  405.  407. 
408.  409.  410.  411.  412,  435,  1333.  and  50 
U.  S.  C.  1275. 

BOILER  TUBES 

34  It  is  proposed  to  revise  46  CFR 
52.55-10.  regarding  boiler  tube  computa- 
tions by  prescribing  the  maximum  pres- 
sure and  temperature  limitations  on 
grade  A  seamless  material  manufactured 
in  accordance  with  present  specifications 
and  by  limiting  the  maximum  temper- 
ature to  850'  for  carbon  steel  tubes  man- 
ufactured in  accordance  with  the 
proposed  specification.  These  changes 
are  proposed  to  clarify  the  requirements 
for  the  determination  of  the  maximum 
allowable  pressure  and  minimum  thick- 
ne.ss  of  boiler  and  superheater  tubes. 
The  table  in  52  55-10  setting  forth  the 
maximum  allowable  stresses  for  tubing 
will  be  changed  to  include  the  new  tubing 
material  described  in  the  proposed  speci- 
fications. These  changes  are  necessary 
to  permit  the  use  of  boiler  tube  materials 
for  higher  pressures  as  requested  by  the 
marine  industry. 

35.  In  order  to  avoid  repetition  of  re- 
quirements, it  is  also  proposed  to  transfer 
certain  requirements  for  safety  valves 
pertaining  to  boiler  safety  valve  piping 
to  the  proposed  revision  of  Part  55.  To 
accomplish  this  it  will  be  necessary  to 

.  cancel  46  CFR  52  65-15  (f  > .  52.70-15.  and 
52,70-20.  as  well  as  revise  52.70-25  and 
52.70-30.  regarding  feed  valve  and  blow- 
off  valve  connections. 

36.  The  authority  for  regulations  re-^ 
garding  boiler  tubes  is  in  R.  S.  4405.' 
4417a.  4418.  4426.  4427,  4429.  4430.  4431. 
4432.  4433.  4434.  4453,  4491,  sec.  14.  29 
Stat.  690.  41  Stat.  305.  49  Stat.  1544.  54 
Stat.  346.  and  sec.  5  (e).  55  Stat.  244.  as 
amended;  46  U.  S.  C.  363.  366.  367.  375, 
391a,  392.  404.  405.  407.  408.  409.  410.  411, 
412,  435.  1333.  and  50  U.  S.  C.  1275. 

UNFIRED   PRESSURE   VESSELS 

37.  The  manufacturers  of  heat  ex- 
changers have  indicated  that  46  CFR 
54.01-30  requires  excessively  large  size 
relief  valves  to  be  fitted  to  heat  ex- 
changers designed  with  very  low  shell 
pressures  and  much  higher  tube  or  coil 
pressures.  It  Is  proposed  that  this  sec- 
tion be  amended  by  inserting  the  stand- 
ard fiow  formula  for  determining  the 
discharge  of  water  through  an  orifice 
based  upon  the  discharge  through  one 
ruptured  tube  employing  a  coefficient  of 
discharge  of  0  62  under  velocity  head 
equivalent  to  the  difference  in  pressure 
between  the  coil  and  shell  relief  valve  set 
pressures.  By  this  method  a  relief  valve 
of  reasonable  size  will  be  allowed. 


PROPOSED  RULE  MAKING 

38.  As  a  result  of  field  inspections  it  is 
proposed  to  change  the  requirements  in 
46  CFR  54  01-40.  regarding  periodic  leak 
tests  at  prescribed  pressuies  for  refrig- 
erating units,  gas  condensers  and  receiv- 
ers, evaporators,  and  direct  expansion 
cooling  coils,  since  this  requirement  ap- 
pears to  be  impracticable  for  existing  re- 
frigeration Installations  originally  de- 
signed for  pressures  substantially  below 
the  test  pre.ssures  now  required.  It  is, 
therefore,  proposed  to  cancel  this  sec- 
tion and  transfer  the  requirements  to 
the  proposed  Part  55  and  have  these 
test  requirements  applicable  only  to  new 
installations. 

39.  The  authority  for  regulations  re- 
garding unfired  pre.ssure  ves.sels  is  in 
R  S.  4405.  44173.  4418.  4426,  4427,  4429, 
4430  4431.  4432.  4433.  4434.  4453.  4491. 
sec.  14.  29  Stat.  690.  41  Stat.  305,  49  Stat. 
1544.  54  Stat.  346.  and  sec.  5  (e),  55  Stat. 
244.  as  amended;  46  U.  S.  C.  363.  366.  367. 
375,  391a.  392.  404,  405,  407,  408.  409. 
410.  411.  412,  435.  1333,  and  50  U.  S.  C. 
1275. 

PIPING      SYSTEMS.      PUMPS.      REFRIGERATION 
MACHINERY,  AND  FUEL  TANKS 

40.  It  is  proposed  to  revise  and  re- 
write all  of  46  CFR  Part  55,  regarding 
piping  systems  and  pipe,  also  transfer- 
ring to  this  part  certain  other  require- 
ments regarding  safety  valve  escapes, 
feed  water  and  blow-off  piping  connec- 
tions, etc.  A  table  of  the  maximum  pres- 
sures and  temperatures  for  ferrous  and 
nonferrous  pipe  and  plate  fiange  mate- 
rials has  been  included  in  order  to  facili- 
tate the  selection  of  proper  materials  for 
particular  pressures  and  temperatures. 

41.  The  modified  Barlow  formula  em- 
ployed by  the  A.  S.  M.  E.  and  A.  S.  A. 
codes  has  been  substituted  in  lieu  of  the 
present  pipe  formula  in  46  CFR  55.07-15 
for  determining  pipe  wall  thickness 
which  results  in  a  lower  wall  thickness 
than  presently  required.  Higher  stresses 
for  nonferrous  material  below  400°  P. 
and  lower  stresses  above  400"  F.  are  per- 
mitted, based  on  stresses  allowed  by  the 
A.  S.  M.  E.  code  for  copper  and  copper 
base  alloy  pipe.  These  changes  are  the 
result  of  requests  from  industry  for 
lower  pipe  and  tube  wall  thickness. 

42.  Bolting  material  stresses  have  been 
increased  25  percent  and  the  table  of 
gasket  materials  and  contact  facings  will 
be  revised  in  accordance  with  A.  S.  M.  E. 
code  requirements.  To  eliminate  un- 
necessary repetition  many  of  the  para- 
graphs in  the  existing  regulations  have 
been  rearranged  and  placed  under  more 
appropriate  section  headings.  The  re- 
quirements for  main  piping  systems  have 
been   divided   into   several   sections   for 

•  clarity  purposes.  The  figure  in  46  CFR 
55.07-15.  showing  acceptable  types  of 
flange  attachments  has  been  revised  to 
comply  with  the  fabrication  details  of 
fillet  welded  fianges  as  specified  in 
A.  S.  A.  code  for  pressure  piping. 

43.  A  new  subpart  designated  55.13 
has  been  proposed  and  contains  require- 
ments for  Installation  of  refrigerating 
machinery  and  design  and  installation 
test  pressures  for  pressure  vessels  and 
piping.  A  new  requirement  has  been 
added  covering  fuel  oil  service  piping 
which  limits  the  use  of  screwed  connec- 
tions to  sizes  below  one  inch  diameter. 


44.  A  new  subpart  designated  55.16 
has  also  been  proposed  and  contains  re- 
quirements for  the  construction,  instal- 
lation, and  testing  of  independent  inter- 
nal combustion  engine  fuel  tanks  for 
passenger  vessels,  tank  vessels,  and  cargo 
vessels.  Some  other  changes  are  also 
made  in  this  part,  but  in  general  are 
relaxations  from  existing  requirements. 

45.  It  is  also  proposed  to  cancel  46 
CFR  57.05-20,  regarding  installation  of 
refrigerating  machinery  since  the  pro- 
posed revision  of  Part  55  covers  the  re- 
quirements for  such  installations. 

46.  The  authority  for  regulations  re- 
garding piping  systems,  pumps,  refrig- 
eration machinery,  and  fuel  tanks  is 
in  R.  S.  4405.  4417a.  4418.  4426.  4427. 
4429.  4430.  4431,  4432.  4433.  4434.  4453. 
4491.  sec.  14.  29  Stat.  690.  41  Stat.  305. 
49  Stat.  1544.  54  Stat.  346.  and  sec.  5 
(e>  55  Stat.  244.  as  amended;  46  U.  S.  C. 
363  366.  367.  375.  391a.  392.  404.  405. 
407.  408.  409.  410.  411.  412.  435.  1333.  50 
U.  S.  C.  1275. 

TEST  DRILLINGS  OF  BOILERS  IN   SERVICE 

47.  In  accordance  with  suggestions 
from  field  offices  of  the  Coast  Guard,  it 
is  proposed  to  amend  46  CFR  57.10-15 
(i),  regarding  drilling  of  shells  in  tests 
and  inspections  of  boilers  in  service  by 
making  the  mandatory  drilling  of  shells 
of  boilers  every  10  years  apply  only  to 
scotch,  western  river,  or  other  fire  tube 
or  flue  boilers  and  for  other  boilers  such 
test  drillings  may  be  made  when  the  in- 
.spector  is  in  doubt  as  to  the  safety  of  the 
boiler.  This  Is  a  relaxation  of  present 
requirements.  If  the  thickness  of  the 
boiler  shell  Is  found  by  actual  measure- 
ment to  be  less  than  the  original  thick- 
ness, the  maximum  allowable  pressure 
shall  then  be  recalculated  and  shall  not 
exceed  the  minimum  pressure  permitted 
by  the  applicable  boiler  design  formulas. 

48.  The  authority  for  regulations  re- 
garding tests  and  inspections  of  boilers 
in  service  is  In  R.  S.  4405.  4417a.  4418. 
4426.  4427.  4433.  4434.  4453,  sec.  14.  29 
Stat.  690.  41  Stat.  305,  49  Stat.  1544.  54 
Stat.  346.  and  sec.  5  (e).  55  Stat.  244. 
as  amended;  46  U.  S.  C.  363.  366,  367. 
375.  391a.  392.  404.  405.  411,  412.  435. 
1333.   and   50   U.   S.  C.    1275. 

Dated:  February  18.  1949. 

I  SEAL  1  J.  P.  Farley, 

Admiral.  U.  S.  Coast  Guard. 
f  Commandant. 

I  P.    R.    Doc.    49-1482;    Filed.    Feb.    25,  1949: 
8:54  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  934  1 

Handling  of  Milk  in  Lowell-Lawhence. 
Massachusetts,  Marketing  Area 

notice  of  recommended  decision  and 
opportunity  to  file  written  excep- 
tions with  respect  to  proposed  amend- 
ment to  marketing  agreement  and  to 
order,  as  amended 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 


Saturday,  February  26,  1949 

ders  (7  CFR.  Supps.  900.1  et  seq.),  notice 
Is  hereby  given  of  the  filing  wfth  the 
Hearing  Clerk  of  this  recommended  de- 
cision of  the  Assistant  Administrator. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, with  respect  to  a  proposed  mar- 
keting agreement  and  a  proposed  amend- 
ment to  the  order  as  amended  regulating 
the  handling  of  milk  in  the  Lowell-Law- 
rence, Massachusetts,  marketing  area. 
Interested  parties  may  file  written  ex- 
ceptions to  the  recommended  decision 
with  the  Hearing  Clerk,  Room  1844. 
South  Building,  United  States  Depart- 
ment of  Agriculture,  Washington  25. 
D.  C.  not  later  than  the  close  of  busi- 
ness on  the  7th  day  after  publication  of 
this  decision  in  the  Federal  Register. 
Exceptions  should  be  filed  in  quadrupli- 
cate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  projxjsed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  called  by  the  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture. The  hearing  was  held  at  Law- 
rence. Massachusetts,  February  3.  1949, 
pursuant  to  a  notice  published  in  the 
Federal  Register  (14  F.  R.  415  >  on  Jan- 
uary 29.  1949. 

The  material  Issues  presented  on  the 
record  were  concerned  with  the  follow- 
ing: 

1.  Factors  to  be  deducted  from  the 
wholesale  prices  of  cream  and  nonfat  dry 
milk  solids  in  the  determination  of  for- 
mula prices  for  Class  II  milk. 

2.  Formula  factors  to  be  used  in  de- 
termining the  value  of  butterf  at  in  excess 
of  3.7  pounds  in  each  hundredweight  of 
milk  or  the  deduction  in  the  hundred- 
weight price  to  be  permitted  for  milk 
averaging  less  than  3.7  pounds  of  butter- 
fat  per  hundredweight. 

3.  A  provision  that  producers  be  re- 
ported as  delivering  to  the  plant  to  which 
they  usually  deliver  If  their  milk  is  di- 
verted to  a  plant  at  which  milk  is  not 
otherwise  received  from  producers. 

4.  Revision  of  the  definitions,  and  ad- 
dition of  new  definitions  to  describe  more 
spjecifically  the  terms  used  In  the  order. 

5.  Revision  of  the  provisions  relating 
to  classification,  and  addition  of  a  section 
on  "assignment  of  various  types  of  re- 
ceipts to  Class  I  or  Class  II,  for  the  pur- 
pose of  setting  forth  the  rules  for  classi- 
fication In  greater  detail. 

6.  Extension  of  the  provision  for  allo- 
cation of  a  handler's  Class  I  milk  dis- 
posed of  from  a  plant  within  the  20-mile 
zone,  so  as  to  provide  also  for  allocation 
of  Class  I  milk  disposed  of  from  plants 
beyond  the  20-mile  zone. 

7.  Make  other  minor  changes,  includ- 
ing rearranging  paragraphs  of  the  order 
for  greater  clarity  and  ease  of  under- 
standing, elimination  of  unnecessary 
language.  Incorporation  of  the  effects 
of  the  section  on  applications  of  pro- 
visions In  other  parts  of  the  order,  bring- 
ing the  Class  I  price  schedule  up  to  date 
to  show  the  prices  actually  effective 
under  the  order. 

8.  General. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  material 
Issues  are  based  upon  evidence  intro- 
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duced  at  the  hearing  and  the  record 
thereof. 

1.  Formula  factors  to  be  used  in  de- 
termining Class  II  milk  prices.  The  rec- 
ord of  the  hearing  indicated  the  need  for 
maintaining  Class  II  milk  prices  gener- 
ally in  line  with  market  prices  of  cream 
and  nonfat  dry  milk  solids.  Also,  a  price 
for  Class  n  milk  in  this  market  which 
moves  with  the  price  of  milk  for  similar 
uses  In  the  Boston  market  is  necessary 
because  of  the  Interrelationship  of  the 
Boston  and  Lowell -Lawrence  markets. 
The  evidence  at  this  hearing  dealt  with 
the  determination  of  factors  relative  to 
cream  prices  and  nonfat  milk  solids 
prices  to  be  used  in  establishing  the  Low- 
ell-Lawrence Class  II  price. 

The  Boston  milk  order  provides  for  al- 
lowances at  country  plants  in  the  201- 
210  mile  zone  of  57.5  cents  in  the  montlis 
^October  through  February  In  addition  to 
approximately  9.5  cents  allowance  for 
transporting  Class  II  products  to  the  city 
market.  Seasonal  increases  in  allow- 
ances in  the  other  months  add  6  cents 
more  in  August  and  September.  12  cents 
more  In  March.  April  and  July  and  18 
cents  more  in  May  and  June.  The  Bos- 
ton prices  are  applicable  to  the  201-210 
mile  zone  which  is  about  the  center  of 
the  country  plant  area  for  that  mllkshed. 
Milk  for  the  Lowell -Lawrence  market  Is 
received  principally  at  city  plants  al- 
though the  market  also  receives  consid- 
erable quantities  of  milk  from  country 
plants  operated  under  the  Boston  order. 
The  Lowell-Lawrence  handler's  opera- 
tions are  more  similar  to  the  operations 
of  country  plants  in  the  Boston  mllkshed 
than  to  operations  at  Boston  city  plants, 
since  there  Is  not  the  opportunity  for  the 
division  of  operations  between  country 
and  citj»which  is  possible  in  a  market 
supplied  by  a  large  system  of  country 
plants. 

The  Lowell -Lawrence  handler  ordinar- 
ily does  not  have  to  incur  the  cost  of  ship- 
ping cream,  since  he  separates  it  at  his 
city  plant,  and  the  allowance  for  that 
factor  In  the  Boston  Class  II  price  is 
therefore  not  applicable  in  Lowell-Law- 
rence. On  the  other  hand,  the  Lowell - 
Lawrence  handler  must  dispose  of  the 
skim  milk  In  about  the  same  way  as  the 
country  plant  operator  In  the  Boston 
market.  Excess  skim  milk  In  the  form  of 
manufactured  dairy  products  competes 
with  products  made  by  Boston  manufac- 
turing plants  and  products  manufac- 
tured In  other  supply  areas. 

It  is  recommended  that  the  Class  II 
price  for  Lowell-Lawrence  city  plants  be 
establisHed  at»A  level  equal  to  the  Boston 
price  at  country  plants  without  the 
cream  freight  allowance. 

The  country  milk  plant  area  in  New 
England  from  which  Lowell-Lawrence 
draws  milk  is  within  the  same  area  from 
which  the  Boston  market  regularly  draws 
a  large  part  of  its  milk  supply.  In  the 
computation  of  price  differentials  for 
Class  n  milk  received  at  plants  various 
distances  from  the  Lowell -Lawrence 
market.  It  Is  necessary  to  consider  the 
prices  which  would  be  applicable  to  such 
plants  If  they  were  purchasing  milk 
under  the  provisions  of  the  Boston  or- 
der. The  Lowell-Lawrence  market  is 
approximately  30  miles  nearer  to  the 
center  of  the  country  plant  milk  supply 
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area  than  Is  the  Boston  market.  The 
differentials  for  the  Lowell -Lawrence 
market  should  be  established,  therefore, 
so  that  the  Class  II  price  for  plants  in 
the  151-200  mile  zone  from  Lowell- 
Lawrence  corresponds  to  the  prices  at 
plants  in  the  181-230  mileage  distance 
from  Boston.  In  view  of  the  less  exten- 
sive nature  of  the  country  plant  supply 
for  Lowell-Lawrence,  price  differentials 
ba.sed  on  50-mile  bracket  are  more  suit- 
able than  the  10-mile  graduations  used 
in  the  Boston  order. 

Although  a  producer  representative 
indicated  preference  for  computation  of 
the  allowances  in  two  parts,  one  appli- 
cable to  the  value  of  butterfat  and  one 
applicable  to  the  value  of  skim  milk,  the 
record  does  not  contain  a  basis  for  estab- 
lishing this  division  of  the  allowances. 

2.  Formula  factors  to  be  used  in  de- 
termining butterfat  differentials.  It  was 
proposed  at  the  hearing  that  the  factors 
used  in  determining  the  butterfat  differ- 
ential be  changed  so  that  the  resulting 
differential  would  conform  more  closely 
to  the  butterfat  differential  used  under 
the  Boston  milk  order.  The  butterfat 
differential  used  in  determining,  prices 
for  milk  testing  above  or  below  3.7  per- 
cent butterfat  under  the  Boston  order 
Is  computed  by  deducting  from  the  price 
of  1,0  pound  of  butterfat  In  40-percent 
cream,  the  cost  of  shipping  butterfat  in 
the  form  of  cream  for  the  mileage  dis- 
tance of  201-210  miles.  This  distance 
represents  about  the  midpoint  of  the 
Boston  milk  supply  area.  The  butterfat 
differential  under  the  Boston  order  is 
apphcable,  however,  in  each  zone  at  the 
same  rate. 

In  the  Lowell-Lawrence  market,  milk 
Is  received  principally  at  city  plants,  and 
therefore  a  deduction  for  the  cost  of 
shipping  cream  is  not  applicable  to  the 
butterfat  value.  The  record  does  not 
support  any  change  in  the  computation 
of  the  butterfat  differential. 

3.  A  handler  proposed  that  milk  which 
a  handler  ordinarily  receives  at  one  of  his 
plants  from  certain  producers,  and  which 
is  temporarily  diverted  to  another  one  of 
his  plants  at  which  he  does  not  other- 
wise receive  milk  from  producers,  should 
be  considered  as  received  at  the  plant  to 
which  the  producers  ordinarily  deliver 
and  as  moved  to  the  second  plant. 

The  order  already  has  a  similar  pro- 
vision relating  to  diversion  of  milk  of 
certain  producers  from  the  plant  of  one 
handler  to  the  plant  of  another  handler, 
but  does  not  cover  the  case  of  diversion 
between  plants  belonging  to  the  same 
handler.  A  proposal  made  by  the  mar- 
ket administrator  would  cover  all  such 
cases  of  diversion  of  milk  between  plants 
under  a  proposed  definition  of  "pro- 
ducer." Under  this  proposal,  the  term 
"producer"  would  include  a  dairy  farmer 
who  ordinarily  delivers  milk  to  a  pro- 
ducer milk  plant,  although  the  handler 
actually  causes  the  milk  of  such  dairy 
farmer  to  be  deivered  to  another  plant. 
If  the  handler  reports  such  milk  as  re- 
ceived at  the  producer  milk  plant  to 
which  ordinarily  delivered. 

The  record  Indicates  that  such  a  pro- 
vision should  be  incorporated  in  the  or- 
der so  as  to  facilitate  movement  of  milk 
between  plants  for  the  purpose  of  adjust- 


902 

Ing  for  short-time  variations  In  supply 
and  requirements. 

4.  Revision  of  definitions.  Revision  of 
the  various  definitions  set  forth  in  the 
order,  and  the  addition  of  some  new 
definitions,  was  proposed  by  the  marlcet 
administrator.  In  general,  the  revised 
definitions  do  not  effect  any  substantive 
change  in  the  regulations  under  the  or- 
der. The  exceptions  to  this  are:  H) 
Inclusion  in  the  producer  definition  of 
a  general  provision  that  milk  of  produc- 
ers temporarily  diverted  shall  be  con- 
sidered as  delivered  to  the  plant  to  which 
the  producers  ordinarily  deliver;  <2)  de- 
letion of  the  references  to  volume  of  milk 
handled  from  the  producer-handler  defi- 
nition. The  first  of  these  changes  is 
an  expansion  of  the  present  provision  in 
the  order  providing  that  producers  whose 
milk  Is  temporarily  diverted  from  one 
handler  to  another  handler  shall  be  con- 
sidered as  delivering  to  the  plant  to  which 
they  ordinarily  deliver.  The  stipula- 
tions as  to  volume  of  milk  handled,  in 
the  producer-handler  definition,  have 
never  affected  the  status  of  any  person 
regulated  under  thS  order. 

The  addition  of  the  definitions  for 
"dairy  farmer",  "city  plant",  "country 
plant",  "milk",  "cream",  ".skim  milk", 
in  a  form  similar  to  those  used  in  the 
Baston  order,  will  aid  in  setting  forth 
the  various  provisions  of  the  order.  The 
use  of  the  terms  "producer  milk  plant" 
and  "regulated  plant",  which  are  steps  in 
the  definition  of  the  term  "producer", 
serve  to  gather  together  into  one  place 
the  various  qualifications  now  implied 
throughout  the  order. 

It  is  recommended  that  the  proposed 
revised  and  new  definitions  be  adopted 
as  proposed. 

5.  Classification    of    milk       Proposals 
made  by  the  market  administrator  would 
reword  the  classification  section  of  the 
order,  making  u.se  of  the  new  definitions, 
and   would   add   a   new   section   which 
would  include  detailed  rules  for  the  as- 
signment to  Classs  I  or  Class  II  of  re- 
ceipts at  a  regulated  plant   from   any 
other   plant.     These   proposals   are  in- 
tended to  make  no  change  in  the  actual 
classification   of   milk   regulated   under 
the  order,  except  in  the  case  of  milk  or 
milk  products  transferred  between  plants. 
The    order    presently    provides    that 
transfers  of  milk  or  skim  milk  from  the 
plant  of  one  handler  to  the  plant  of  an- 
other handler  may  be  cla.ssified  by  the 
seller,  or  if  the  seller  submits  no  report, 
may  be  classified  by  the  buyer,  with  the 
provi.so  that  no  greater  quantity  of  the 
transfer  shall  be  Class  II  than  the  total 
milk  or  skim  milk  used  by  the  buyer  as 
Class  n.    The  proposed  language  would 
be  more  general  in  application,  and  would 
cover   transfers  of  fiuid  milk   products 
from  one  plant  to  another  regardless  of 
whether  the  two  plants  are  operated  by 
the  same  or  different  handlers. 

One  handler  proposed  that  handlers 
be  allowed  to  ship  milk  from  a  plant  not 
otherwise  subject  to  the  order  as  Class  II 
milk  for  u.se  at  a  plant  handling  milk 
from  Lowell-Lawrence  producers,  with- 
out involving  the  milk  shipped,  or  the 
originating  plant,  under  regulation.  It 
appears  that  the  purpose  of  this  proposal 
would  be  accomplished  under  the  lan- 
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guage  proposed  by  the  ma»^et  adminis- 
trator. Under  the  proposed  language, 
the  handler  could  classify  the  transfer 
as  Class  n  up  to  the  amount  of  Class  II 
at  the  receiving  plant  (excepting  receipts 
of  cream),  and  the  shipment  would 
therefore  not  involve  the  originating 
plant  under  regulation,  since  a  "regu- 
lated plant",  according  to  proposed  def- 
inition, supplies  Class  I  milk  to  the  mar- 
keting area.  The  proposed  language 
would  therefore  allow  a  handler  greater 
flexibility  in  the  use  of  his  facilities  for 
processing  Class  II  milk,  and  greater 
fiexibility  in  filling  Class  II  requirements 
in  the  market. 

Use  of  the  definitions  of  milk,  cream, 
skim  milk,  and  fiuid  milk  products,  in  the 
classification  language,  makes  clear  in 
each  instance  whether  only  whole  milk 
or  particular  milk  products  are  to  be 
classified,   while   heretofore  "milk"   has 
been  used  in  some  places  in  the  order  to 
mean  both  whole  milk  and  milk  products. 
One  representative  of  producers  testi- 
fied that  there  is  some  movements  of 
milk  from  the  Lowell-Lawrence  market 
to  the  rail  River  market,  and  requested 
that  such  milk  should  not  be  classified 
as  Class  II  milk  under  the  Lowell-Law- 
rence order  if  it  is  classified  as  Class  I 
under  the  Fall  River  order.     In  order 
to  assure  Lowell-Lawrence  producers  full 
value  for  their  milk,  the  order  should 
specify  that  Class  II  classification  by  the 
person  operating  the  shipping  plant,  of 
milk  moved  to  a  plant  under  another 
Federal  order,  shall  be  limited  to  trans- 
fers of  milk  to  a  plant  under  the  Boston 
order.    The  above-mentioned  and  other 
proposed  changes  in  the  classification 
provisions  will  facilitate  administration 
of  the  order  and  should  be  incorporated 
li>the  order.  -. 

6.  A  proposal  made  by  the  mareet  ad- 
ministrator would  amplify  the  present 
provision,  in  the  class  price  section  of 
the  order,  which  provides  for  the  alloca- 
tion among  handler's  plants  of  Class  I 
milk  disposed  of  from  a  plant  within  the 
20-mile  zone. 

Some  handlers  disposing  of  Class  I  milk 
in  the  marketing  area  operate  only  a 
plant  or  plants  outside  the  20  mile  zone. 
Also,  such  allocation  would  logically 
apply  only  to  a  handler's  net  Class  I 
milk  after  deducting  receipts  from  other 
handlers.  It  appears  desirable  that  such 
allocation  should  be  extended  to  cover  all 
net  Class  I  milk  disposed  of  by  the  han- 
dler, which  should  be  assigned  first  to 
producer  receipts  at  city  plants,  and  then 
to  fiuid  milk  products  other  than  cream 
shipped  from  other  plants  in  order  of 
nearness  to  the  marketing  a»ea. 

7.  Rearrangement  of  provisions. 
Elimination  of  $  934  8  of  the  order  en- 
titled "Application  of  Provisions"  by  in- 
corporating the  effects  thereof  in  other 
parts  of  the  order,  the  insertion  of  a  new 
section  on  assignment  of  receipts  to  Class 
I  or  Class  II,  and  other  changes  recom- 
mended herein  require  rearrangement 
and  renumbering  of  some  of  the  sections 
and  subsections  of  the  order. 

The  order  provides  for  automatic  ad- 
justment of  the  level  of  the  city  Class  I 
price  for  changes  in  the  freight  rates  on 
milk  from  country  plants.  Increases  in 
freight  rates  have  resulted  In  a  6  cent 
per  hundredweight  increase  in  Class  I 


prices  since  the  schedule  presently  set 
forth  in  the  order  was  issued. 

The  schedule  should  be  revised  to 
show  the  prices  actually  effective  for 
various  levels  of  the  Class  I  formula  In- 
dex. 

Although  the  order  requirement  that 
handlers  maintain  records  of  disposition 
of  milk  and  milk  products  implies  the 
maintenance  of  Inventory  records.  It  Is 
desirable  that  the  order  state  this  re- 
quirement specifically. 

These  minor  revisions  and  rearrange- 
ments of  provisions  should  be  made,  and 
the  entire  order  should  be  rewritten  to 
incorporate  such  changes. 

8.  General.  (a>  The  proposed  market- 
ing agreement  and  the  order,  as  amend- 
ed and  as  hereby  proposed  to  be  further 
amended,  and  all  of  the  terms  and  condi- 
tions thereof,  will  tend  to  effectuate  the 
declared  policy  of  the  act: 
^  (b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  and  is  applicable  only  to 
persons  in  the  respective  classes  of  in- 
dustrial and  commercial  activity  speci- 
fied in  the  said  tentatively  approved 
marketing  agreement  upon  which  hear- 
ings have  been  held :  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8  <e)  of  the  act  are  not  reason- 
able in  view  of  the  price  of  feed,  avail- 
able supplies  of  feeds,  and  other  eco- 
nomic conditions  which  affect  market 
supply  and  demand  for  such  milk,  and 
the  minimum  prices  .specified  in  the  pro- 
posed marketing  agreement  and  the  or- 
der, as  amended  and  as  hereby  propo.sed 
to  be  further  amended,  are  such  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest. 
Rulings  on  proposed  findings  and  con- 
clusions.   Briefs  were  filed  on  behalf  of 
the  New  England  Milk  Producers*  As- 
sociation and  the  Northern  Farms  Coop- 
erative, Inc.    The  proposed  findings  and 
conclusions  contained  in  the  briefs,  and 
the  arguments  in  support  thereof,  were 
carefully  considered  along  with  the  evi- 
dence in  the  record  in  making  the  find- 
ings and  reaching  the  conclusions  here- 
inbefore set  forth. 

To  the  extent  that  any  of  the  proposed 
findings  and  conclusions  are  Inconsistent 
with  the  findings  and  conclusions  here- 
inbefore set  forth,  the  request  to  make 
such  proposed  findings  or  reach  such 
proposed  conclusions  is  denied  on  the 
basis  of  the  facts  found  and  stated  in 
connection  with  the  conclusions  in  this 
recommended  decision. 

Recommended  marketing  agreement 
and  order.  The  following  revision  of  the 
order  is  recommended  as  the  detailed 
and  appropriate  means  by  which  the 
foregoing  conclusions  may  be  carried  out. 
The  proposed  marketing  agreement  is 
not  repeated  in  this  decision  because  the 
regulatory  provisions  thereof  would  l>e 
the  .same  as  those  contained  in  the  fol- 
lowing revision  of  the  order. 


S  934.1     Definitions.     The     following 
words  and  phrases  shall  have  the  follow- 
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Ing  meanings  unless  the  context  requires 
otherwise : 

(a)  General.  (1)  "Act"  means  Pub- 
lic Act  No.  10.  73d  Congress,  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended: 

(2)  "Lowell-Lawrence,  Massachusetts, 
marketing  area."  also  referred  to  as  the 
"marketing  area",  means  the  territory 
included  within  the  boundary  lines  of 
the  following  Massachusetts  cities  and 
towns: 

Andover.  Billerica,  Ciielmsford,  Dracut, 
Lawrence,  Lowell,  Methuen,  North  Aiidover, 
Tewksbury,  Tyngsboro,  Westford. 

(3)  "Boston  order"  and  "New  York 
order"  mean  the  respective  orders,  as 
amended,  issued  by  the  Secretary,  regu- 
lating the  handling  of  milk  in  the  Great- 
er Boston,  Massachusetts,  marketing 
area,  and  the  New  York  metropolitan 
marketing  area. 

(4 )  "Month"  means  a  calendar  month. 

(b)  Persons,  d)  "Person"  means  any 
Individual,  partnership,  corporation,  as- 
sociation, or  any  other  business  unit. 

(2)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  officer  or  employee  of  the  United 
States  who  Is.  or  who  may  hereafter  be, 
authorized  to  exercise  the  pwwers  and 
perform  the  duties  of  the  Secretary  of 
Agriculture. 

(3)  "Dairy  farmer"  means  any  person 
who  delivers  milk  of  his  own  production 
to  a  plant,  except  a  producer-handler 
with  respect  to  his  deliveries  in  packaged 
form  to  another  handler. 

(4>  "Producer"  means  any  dairy  farm- 
er who  delivers  milk  of  his  own  produc- 
tion to  a  producer  milk  plant.  The  term 
shall  also  apply  to  a  dairy  farmer  who 
ordinarily  delivers  milk  to  a  producer 
milk  plant,  with  respect  to  milk  which 
the  handler  who  operates  the  producer 
milk  plant  diverts  to  another  plant,  if 
that  handler  reports  the  milk  as  received 
from  a  producer  and  as  moved  to  the 
other  plant.  The  term  shall  not  apply 
to  a  dairy  farmer  who  is  a  producer  un- 
der the  Boston  order,  with  respect  to 
milk  diverted  from  the  plant  subject  to 
that  order  to  which  the  dairy  farmer  or- 
dinarily delivers. 

(5)  "Association  of  producers"  means 
any  cooperative  marketing  association 
which  the  Secretary  (determines  to  be 
qualified  pursuant  to  the  provisions  of 
the  act  of  Congress  of  February  18.  1922. 
known  as  the  "Capper-Volstead  Act", 
and  to  be  engaged  in  making  collective 
sales  or  marketing  of  milk  or  its  products 
for  the  producers  thereof. 

(6)  "Handler"  means  any  person  who 
engages  In  the  handling  of  milk  or  other 
fluid  milk  products  which  are  received  at 
any  plants  from  which  fluid  milk  products 
r-e  disposed  of,  directly  or  indirectly,  in 
the  marketing  area. 

(7)  "Producer-handler"  means  any 
F)erson  who  is  both  a  handler  and  a  dairy 
farmer,  and  who  receives  no  milk  from 
other  dairy  farmers  except  producer- 
handlers. 

(c)  Plants.  (1)  "Receiving  plant" 
means  any  plant  currently  used  for  re- 
ceiving, weighing  or  measuring,  sampling, 
and  cooling  milk  received  there  directly 
from  dairy  farmers'  farms  and  for  wash- 
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Ing  and  sterilizing  the  milk  cans  in  which 
such  milk  is  received,  and  at  which  are 
currently  maintained  weight  sheets  or 
other  records  of  dairy  farmers'  deliveries. 

(2)  "Producer  milk  plant"  means  any 
receiving  plant  which  Is  also  a  regulated 
plant,  except  the  plant  of  a  producer- 
handler. 

(3)  "Regulated  plant"  means  any 
plant  from  which  fluid  milk  products 
which  are  classified  as  class  I  milk  are 
disposed  of,  directly  or  indirectly,  in  the 
marketing  area,  except  a  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders  or  a 
plant  located  outside  the  New  England 
States  and  New  York. 

(4)  "City  plant"  means  any  plant 
which  is  located  within  20  miles  of  the 
City  Hall  in  Lowell  or  Lawrence. 

<5)  "Country  plant"  means  any  plant 
which  is  located  beyond  20  miles  of  the 
City  Halls  in  Lowell  and  Lawrence. 

(d)  Milk  and  milk  products.  (1)  "Milk" 
means  the  comm^lity  received  from  a 
dairy  farmer  at  a  plant  as  cow's  milk. 
The  term  also  Includes  milk  so  received 
which  later  has  its  butterfat  content  ad- 
justed to  at  least  one-half  of  1  percent 
but  less  than  16  percent,  frozen  milk, 
and  reconstituted  milk. 

(2)  "Cream"  means  that  portion  of 
milk,  containing  not  less  than  16  percent 
of  butterfat.  which  rises  to  the  surface 
of  milk  on  standing,  or  Is  separated  from 
it  by  centrifugal  force.  The  term 
"cream"  also  includes  sour  cream, 
frozen  cream,  and  milk  and  cream  mix- 
tures containing  16  percent  or  more  of 
butterfat. 

(3)  "Skim  milk"  means  that  fiuid 
product  of  milk  which  remains  after  the 
removal  of  cream,  and  which  contains 
less  than  one-half  of  1  percent  of  but- 
terfat. 

(4)  "Fluid  milk  products"  means  mUk. 
flavored  milk,  cream,  skim  milk,  flavored 
skim  milk,  cultured  skim  milk,  and  but- 
termilk, either  individually  or  collec- 
tively. 

§  934.2  Market  administrator — (&) 
Designation.  The  agency  for  the  admin- 
istration of  this  order  shall  be  a  market 
administrator  who  shall  be  a  person  se- 
lected by  the  Secretary.  Such  person 
shall  be  entitled  to  such  compensation 
as  may  be  determined  by,  and  shall  be 
subject  to  removal  at  the  discretion  of, 
the  Secretary. 

(b)  Powers.  The  market  adminis- 
trator shall  have  the  following  powers 
with  respect  to  this  order: 

<1)  To  administer  its  terms  and  pro- 
visions ; 

<2)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions; 

<3)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  viola- 
tions of  its  terms  and  provisions ;  and 

(4)  To  recommend  to  the  Secretary 
amendments  to  it. 

<c)  Duties.  The  market  administra- 
tor, in  addition  to  the  duties  described  in 
the  other  sections  of  this  order,  shall : 

(1)  Within  45  days  following  the  date 
upon  which  he  enters  upon  his  duties,  ex- 
ecute and  deliver  to  the  Secretary  a  bond 
conditioned  upon  the  faithful  perform- 
ance of  his  duties,  in  an  amount  and  with 
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sureties  thereon  satisfactory  to  the  Sec- 
retary: 

(2)  Pay.  out  of  the  funds  provided  by 
§  934.10.  the  cost  of  his  bond,  his  own 
comp>€nsation,  and  all  other  expenses 
necessarily  incurred  in  the  maintenance 
and  functioning  of  his  office; 

(3)  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  in  this  order  and  surrender  the 
same  to  his  successor,  or  to  such  other 
person  as  the  Secretary  may  designate; 

(4)  Unless  otherwise  directed  by  the 
Secretary,  publicly  disclose,  within  30 
days  after  such  nonperformance  becomes 
known  to  the  market  administrator,  the 
name  of  any  person  who.  within  2  days 
after  the  date  on  which  he  is  required  to 
p>erform  such  acts,  has  not 

(1)  Made  reports  pursuant  to  §934.5 
or 

01)  Made  payments  pursuant  to 
§  934.8;  and  may  at  any  time  thereafter 
.so  disclose  any  such  name  if  authorized 
by  the  Secretary  to  do  so ; 

(5)  Prepare  and  disseminate  for  the 
beneflt  of  producers,  con.sumers.  and 
handlers,  statistics  and  information  con- 
cerning the  operation  of  this  order;  and 

(6)  Promptly  verify  the  inforniation 
contained  In  the  reports  submitted  by 
handlers. 

§  934.3  Classification  of  milk  and  milk 
products — (a)  Classes  of  utilization.  All 
milk  received  from  producers,  and  all 
other  milk  and  milk  products  which  it 
Is  necessary  to  classify  in  order  to  clas- 
sify milk  received  from  producers,  shall 
be  classified  in  accordance  with  this  sec- 
tion. Subject  to  the  other  paragraphs 
of  this  section,  the  classes  of  utilization 
shall  be  as  follows: 

(1)  Class  I  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  Is  not 
established  as  Class  II  milk. 

(2)  Class  II  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  is  es- 
tablished : 

(1)  As  being  .sold,  distributed,  or  dis- 
posed of  other  than  as  or  in  milk;  and 
other  than  as  or  in  flavored  milk  or  fla- 
vored skim  milk,  buttermilk,  or  culturgd 
sKlm  milk,  for  human  consumption;  and 

(\l)  As  plant  shrinkage,  not  in  excess 
of  2  percent  of  the  volume  handled. 

(b)  Basis  of  classification.  (1)  Except 
as  otherwise  provided  in  this  section,  all 
fluid  milk  products  received  by  handlers 
shall  be  classified  in  accordance  with 
their  utilization  at  the  last  plant  at  which 
they  are  received  by  any  person  who 
distributes  milk  or  manufactures  milk 
products. 

(2)  Cream  shall  be  cla.ssified  as  Class 
II  milk  if  it  is  disposed  of  by  a  handler 
in  the  form  of  cream. 

(3)  The  burden  of  proof  rests  upon 
the  handler  who  receives  milk  from  pro- 
ducers to  account  for  the  milk,  and  to 
prove  that  it  should  not  be  classified  as 
Class  I  milk. 

(4)  If  a  handler  reports  no  Cla.ss  II 
milk  for  a  given  month,  and  does  not  sub- 
mit a  revised  report  regarding  cla.ssifica- 
tion  of  his  milk  within  one  month  after 
filing  the  original  report,  all  of  his  pro- 
ducer receipts  during  the  given  month 
shall  remain  cla.ssified  as  Class  I  milk. 

(c)  Movements  of  fluid  milk  products, 
except  cream,  between  plants.    (1)  Fluid 
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milk  products,  except  cream,  which  are 
moved  from  a  handler's  plant  to  a  regu- 
lated plant  or  to  a  plant  subject  to  the 
Boston  order  shall  be  classified  as  re- 
ported by  the  handler  operating  the  ship- 
ping plant,  or,  if  he  submits  no  report, 
shall  be  classified  as  reported  by  the  han- 
dler operating  the  plant  to  which  the 
fluid  milk  products  are  moved.  However, 
no  greater  quantity  of  fluid  milk  products 
shall  be  classified  as  Class  II  milk  under 
this  subparagraph  than  the  total  quan- 
tity of  Class  II  milk,  after  deducting  re- 
ceipts of  cream,  at  the  plant  to  which 
the  fluid  milk  products  are  moved. 

(2)  Fluid  milk  products,  except  cream, 
which  are  moved  from  a  regulated  plant 
to  any  unregulated  plant,  except  a  plant 
subject  to  the  Boston  order,  shall  be 
clas.slfied  as  Class  I  milk,  up  to  the  total 
quantity  of  the  same  form  of  fluid  milk 
products  which  is  utilized  as  Class  I  milk 
at  the  unregulated  plant. 

§  934.4  Assignment  of  receipts  from 
other  plants — (a)  Application  of  this 
section.  For  the  purpose  of  determining 
the  classification  of  milk  received  from 
producers,  all  receipts  of  milk  and  milk 
products  at  a  regulated  plant  from  any 
other  plant  shall  first  be  assigned  to  Class 
I  milk  or  Class  II  milk  In  accordance 
with  this  section. 

(b)  General  provisions.  Except  as 
otherwise  provided  in  this  section,  all 
receipts  of  fluid  milk  products  at  a  regu- 
lated plant  shall  be  assigned  to  the  class 
In  which  it  Is  reported  by  the  handler 
who  operates  the  shipping  plant,  or  If 
that  handler  submits  no  report,  by  the 
handler  who  operates  the  plant  to  which 
the  fluid  milk  products  were  moved. 

(c)  Assignment  of  receipts  from  plants 
at  which  the  handling  of  milk  is  regu- 
lated under  the  Boston  or  New  York  or- 
ders. Fluid  milk  products  received  from 
plants  at  which  the  handling  of  milk  Is 
regulated  under  the  Boston  or  New  York 
orders  shall  be  assigned  to  Class  I  milk 
to  the  extent  that  the  fluid  milk  products 
so  received  are  cla.<5Sifled  as  Class  I 
milk  under  the  Boston  order,  or  as  Class 
I-A  milk.  Class  I-B  milk,  or  Class  I-C 
milk  under  the  New  York  order.  Any 
remaining  quantity  of  such  receipts  shall 
be  assigned  to  Class  II  milk. 

(d )  Assignment  of  receipts  from  plants 
located  outside  the  New  England  States 
and  New  York.  Fluid  milk  products  re- 
ceived from  plants  located  outside  the 
New  England  States  and  New  York  shall 

-  be  assigned  to  Class  I  milk  if  received  in 
the  form  of  milk,  and  to  Class  II  milk 
If  received  in  any  form  other  than  milk. 

<e)  Limitation  on  assignment  of  re- 
ceipts to  Class  II  milk.  Notwithstanding 
the  provisions  of  the  preceding  para- 
graphs of  this  section,  no  greater  quan- 
tity of  receipts  of  fluid  milk  products, 
other  than  cream,  at  any  regulated  plant 
from  other  plants  shall  be  assigned  to 
Cla.ss  II  milk  than  the  total  quantity  of 
fluid  milk  products,  other  than  cream, 
classified  as  Class  II  milk  at  the  regu- 
lated plant. 

(f )  Receipts'  of  cream,  and  of  milk 
products  other  than  fluid  milk  products. 
All  receipts  of  cream,  and  of  milk  prod- 
ucts other  than  fluid  milk  products,  shall 
be  assigned  to  Class  II  milk  to  the  extent 
of  Class  II  utilization  by  the  handler. 
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8  934.5  Reports  of  handlers. — (a) 
Monthly  reports  of  handlers  who  receive 
milk  from  producers.  On  or  before  the 
8th  day  after  the  end  of  each  month, 
each  handler  who  receives  milk  from 
producers  shall,  with  respect  to  the  fluid 
milk  products  received  by  the  handler 
during  the  month,  report  to  the  market 
administrator  in  the  detail  and  form 
prescribed  by  the  market  administrator, 
as  follows: 

(1)  The  receipts  of  milk  at  each  pro- 
ducer milk  plant  from  producers,  includ- 
ing the  quantity,  if  any,  received  from 
his  own  production; 

( 2 )  The  receipts  of  fluid  milk  products 
at  each  plant  from  any  otlier  source,  as- 
signed to  classes  pursuant  to  S  934.4; 
and 

(3)  The  respective  quantities  which 
were  sold,  distributed,  or  used,  includ- 
ing sales  to  other  handlers,  classified 
pursuant  to  S  934.3. 

(b)  Reports  of  har^dlers  who  receive 
no  milk  from  produceH.  Handlers  who 
receive  no  milk  from  producers  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  market  administrator  may  require. 

(c>  Reports  regarding  individual  pro- 
ducers, il)  Within  7  days  after  a  pro- 
ducer moves  from  one  farm  to  another, 
or  starts  or  resumes  deliveries  to  a  han- 
dler's plant,  the  handler  shall  file  with 
the  market  administrator  a  report  stat- 
ing the  producer's  name  and  post  oflQce 
address,  the  date  on  which  the  change 
took  place,  and  the  farm  and  plant  loca- 
tions Involved.  The  report  shall  also 
state,  if  known,  the  plant  to  which  the 
producer  had  been  delivering  imme- 
diately prior  to  starting  or  resuming  de- 
liveries. 

(2)  Within  7  days  after  the  5th  con- 
secutive day  on  which  a  producer  has 
failed  to  deliver  to  a  handler's  plant,  the 
handler  shall  file  with  the  market  admin- 
istrator a  report  stating  the  producer's 
name  and  post  office  address,  the  date 
on  which  the  last  delivery  was  made, 
and  the  farm  and  plant  locations  in- 
volved. The  report  shall  also  state.  If 
known,  the  reason  for  the  producer's 
failure  to  continue  deliveries. 

(d)  Reports  of  payments  to  producers. 
Each  handler  who  receives  milk  from 
producers  shall  submit  to  the  market 
administrator  within  5  days  after  his  re- 
quest, made  not  earlier  than  14  days 
after  the  end  of  the  month,  his  producer 
pay  roll  for  such  month,  which  shall 
show  for  each  producer: 

( 1 )  The  daily  and  total  pounds  of  milk 
delivered  with  the  average  butterfat  test 
thereof:  and 

(2)  The  net  amount  of  such  handler's 
payments  to  such  producer  with  the 
prices,  deductions,  and  charges  involved. 

(e)  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and  sum- 
mary records  showing  all  receipts,  move- 
ments, and  disposition  of  milk  and  milk 
products  during  the  month,  and  the 
quantities  of  milk  and  milk  products  on 
hand  at  the  end  of  the  month. 

(f)  Verification  of  reports.  For  the 
purpose  of  ascertaining  the  correctness 
of  any  report  made  to  the  market  ad- 
ministrator as  required  by  this  section 
or  for  the  purpose  of  obtaining  the  In- 
formation required  in  any  such  report 


where  It  has  been  requested  and  has  not 
been  furnished,  each  handler  shall  per- 
mit the  market  administrator  or  his 
agent,  during  the  usual  hours  of  busi- 
ness, to; 

(1)  Examine  those  records  which  are 
necessary  for  the  verification  of  the  In- 
formation contained  in  such  reports; 

(2)  Weigh,  sample,  and  test  milk  and 
milk  products;  and 

( 3  >  Make  such  examination  of  records. 
operations,  equipment,  and  facilities  as 
the  market  administrator  deems  neces- 
sary. 

<g>  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at 
the  end  of  the  calendar  month  to  which 
such  books  and  records  pertain,  except 
that  all  such  books  and  records  pertain- 
ing to  transactions  before  August  1,  1946, 
shall  be  retained  until  October  1.  1949: 
Provided,  That  If,  within  such  three-year 
period  or  before  October  1,  1949,  which- 
ever Is  applicable,  the  market  adminis- 
trator notifies  the  handler  In  writing  that 
the  retention  of  such  books  and  records, 
or  of  specified  books  and  records.  Is  nec- 
essary in  connection  with  a  proceeding 
under  section  8c  (15 ^  <A)  of  the  act  or 
a  court  action  specified  In  such  notice, 
the  handler  shall  retain  such  t)ook-  and 
records,  or  specified  books  and  records, 
until  further  written  notification  from 
the  market  administrator.  In  either  case 
the  market  administrator  shall  give  fur- 
ther written  notification  to  the  handler 
promptly  upon  the  termination  of  the 
Itigation  or  when  the  records  are  no 
longer  necessary  In  connection  therewith. 

8  934.6  Minimum  class  prices — (a) 
Class  I  price,  city  plants.  Each  handler 
shall  pay  producers,  at  the  time  and  in 
the  manner  set  forth  in  5  934  8.  for  Class 
I  milk  delivered  by  them  to  such  han- 
dler's city  plant,  not  less  than  the  price 
per  hundredweight  for  milk  of  3.7  percent 
butterfat  content  determined  for  each 
month  pursuant  to  this  paragraph.  In 
determining  the  Class  I  price  for  each 
month  the  latest  reported  figtires  avail- 
able to  the  market  administrator  on  the 
25th  day  of  the  preceding'month  shall  be 
used  In  making  the  following  computa- 
tions, except  that  If  the  25th  day  of  the 
preceding  month  falls  on  a  Sunday  or 
legal  holiday,  the  latest  reported  figures 
available  on  the  next  succeeding  work 
day  shall  be  used. 

( 1 )  Divide  by  0.98  the  monthly  whole- 
sale price  index  for  all  commodities  as 
reported  by  the  Bureau  of  Labor  Statis- 
tics. United  States  Department  of  Labor, 
with  the  year  1926  as  the  base  period. 

(2>  Divide  by  3  the  sum  of  the  three 
latest  monthly  Indexes  of  department 
stores  sales  In  the  Boston  Federal  Re- 
serve District  adjusted  for  seasonal  vari- 
ations, as  reported  by  the  Federal  Re- 
serve System,  with  the  years  1935-39  as 
the  base  period,  and  divide  the  result  so 
obtained  by  1  26. 

<3)  Compute  an  index  of  grain-labor 
costs  in  the  Bo.ston  milksheld  in  the  fol- 
lowing manner: 

(i)  Compute  the  simple  average  of  the 
four  latest  weekly  average  retail  prices 
per  ton  of  dairy  ration  in  the  Boston 
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milkshed,  as  reported  by  the  United 
States  Department  of  Agriculture,  divide 
by  0.5044,  and  multiply  by  0.6. 

(ii)  Compute  the  weighted  average  of 
the  monthly  composite  farm  wage  rates 
for  Maine,  Massachusetts,  New  Hamp- 
shire, and  Vermont  as  reported  by  the 
United  Slates  Department  of  Agricul- 
ture, divide  by  0  5952,  and  multiply  by 
0.4.  In  computing  the  weighted  average, 
weight  the  re.spective  rates  as  follows: 
Maine,  10;  Ma.ssachusetts.  6;  New  Hamp- 
shire. 7;  and  Vermont.  77. 

(lii)  Add  the  results  determined  pur- 
suant to  subdivisions  (i)  and  (ii)  of  this 
subparagraph. 

(4)  Divide  by  3  the  sum  of  the  final 
results  computed  pursuant  to  the  preced- 
ing subparagraphs  of  this  paragraph. 
Express  the  results  as  a  whole  number  by 
dropping  fractions  of  less  than  one-half 
or  by  raising  fractions  of  one-half  or 
more  to  the  next  whole  number.  The  re- 
sult shall  be  known  eis  the  formula  index. 

<  5  >  Subject  to  the  succeeding  subpara- 
graphs of  this  paragraph,  the  Class  I 
price  per  hundredweight  shall  be  as 
shown  In  the  following  table: 


Clkm  1  Pricb 

'^HBDVLB 

Class  I  price  [)er  hundrodwelght 

ForinuU  index 

Jan. -Feb.. 
Mar.-July- 
AuR.-Sepl. 

Apr. -May 
June 

Oct. -Nov.- 
I>ec. 

m-M 

S7-«« 

(2.21 

2  4:1 
2.^ 

2.87 
,!.(«♦ 

3  :m 

3.  .S3 
3.75 
3.  87 

4  ID 
4  41 
4  fWt 
4  H.'. 
8  07 
.S  2» 
5.,M 
5.  7.1 
5.05 
«  J7 
«.."»» 
6  61 

$1.77 

1  09 
2.21 

2  43 
2.M 
2.H7 
3.()0 
3.31 
3..V? 
3.  75 
3.97 
4.19 
4  41 
4  Ki 
4.85 
5.07 
5.20 
5.  .51 
5.73 
.5.0.5 
8.17 

$2  e."; 

2  f^7 

64-7n 

3.09 

71  77 

3.31 

7H-H4 

3.  M 

H5-«( 

3.7.i 

«l-»7 

3.97 

«K-1(M 

4.19 

laviit 

4.41 

112-IIH 

4.6:< 

lltf-lZ*! 

4.  S.". 

lav  i:t2 

5  07 

i:i:m;w 

5.29 

14rt-lW 

5.  .11 

147-1S2 

8.7:! 

I.VJ-IW 

lfi(V-lfi« 

5. «.'. 
fi.  17 

It>7-I73 

H  39 

174-I«) 

fi.ftl 

1HI-IK7 

fi.  M 

lHH-194   

7.05 

^  If  the  formula  index  is  more  than  194 
the  price  shall  be  increased  at  the  same 
rate  as  would  result  from  further  exten- 
sion of  this  table  at  the  rate  of  extension 
In  the  six  highest  index  brackets. 

(6)  For  any  month  after  December 
1948,  the  Class  I  price  shall  be  44  cents 
more  than  the  price  prescribed  in  sub- 
paragraph (5)  of  this  paragraph  if, 
under  the  provisions  of  the  Boston  order, 
less  than  33  percent  of  the  milk  received 
by  all  pool  handlers  from  producers  dur- 
ing the  12-month  period  ending  with  the 
second  preceding  month  was  Class  II 
milk,  except  that  if  the  operation  of  this 
subparagraph  would  cause  the  Class  I 
price  to  be  more  than  88  cents  above  the 
Class  I  price  for  the  same  month  of  the 
preceding  year,  its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  increase  as  will  result  In  a  Class  I 
price  equal  to  the  Class  I  price  for  the 
same  month  of  the  preceding  year  plus 
88  cents. 

(7)  For  any  month  after  December 
1948,  the  Class  I  price  shall  be  44  cents 
less  than  the  price  prescribed  in  subpara- 
graph (5)   of  this  oaragraph  if,  under 
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the  provisions  of  the  Boston  order,  more 
than  41  percent  of  the  milk  received  by 
all  pool  handlers  from  producers  during 
the  12-month  period  ending  with  the 
second  preceding  month  was  Class  II 
milk,  except  that  If  the  operation  of  this 
subparagraph  would  cause  the  Class  I 
price  to  be  more  than  88  cents  below  the 
Class  I  price  for  the  same  month  of  the 
preceding  year,  its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  reduction  as  will  result  in  a  Class 
I  price  equal  to  the  Class  I  price  for  the 
same  month  of  the  preceding  year  minus 
88  cents. 

(8)  Notwithstanding  the  provisions  of 
the  preceding  subparagraphs  of  this 
paragraph,  the  Class  I  price  for  any  of 
the  months  of  March  through  June  of 
each  year  shall  not  be  higher  than  the 
Class  I  price  for  the  immediately  preced- 
ing month,  and  the  Class  I  price  for  any 
of  the  months  of  September  through 
December  of  each  year  shall  not  be  lower 
than  the  Cla.ss  I  price  for  the  immedi- 
ately preceding  month. 

(9)  The  Class  I  price  determined  under 
the  preceding  subparagraphs  of  this 
paragraph  shall  be  increased  or  de- 
creased to  the  extent  of  any  increase  or 
decrease  in  the  rail  tariff  for  the  trans- 
portation of  milk  in  carlots  in  tank  cars 
for  mileage  distances  of  201-210  miles, 
inclusive,  as  published  in  the  New  Eng- 
land Joint  Tariff,  M-5,  and  supplements 
thereto.  The  adjustment  shall  be  made 
to  the  nearest  one-half  cent  per  hun- 
dredweight, and  shall  be  effective  in  the 
first  complete  month  in  which  such  in- 
crea.se  or  decrea.se  in  the  rail  tariff 
applies. 

<b>  Class  I  prices;  other  plants.  Each 
handler  shall  pay  producers,  at  the  time 
and  in  the  manner  set  forth  in  §  934.8, 
for  Class  I  milk  delivered  by  them  to 
such  handler's  country  plant,  not  less 
than  the  applicable  price  for  hundred- 
weight for  milk  of  3.7  percent  butterfat 
content,  determined  pursuant  to  this 
paragraph. 

( 1  >  For  milk  delivered  by  producers 
to  such  handler's  country  plant  located 
within  40  miles  of  the  City  Hall  in  Lowell 
or  Lawrence,  the  price  per  hundred- 
weight during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  (a) 
of  this  section,  less  17  cents  per  hundred- 
weight. 

<2)  For  milk  delivered  by  producers  to 
such  handler's  country  plant  located  be- 
yond 40  miles  of  the  City  Halls  in  Lowell 
and  Lawrence,  the  price  per  hundred- 
weight during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  <  a » 
of  this  section,  le.ss  an  amount  per  hun- 
dredweight equal  to  the  sum  of  13  cents 
and  the  average  of  the  freight  rates 
(considering  85  pounds  to  one  40-quart 
can),  from  the  railroad  shipping  point 
for  such  handler's  plant  to  Lowell  and 
to  Lawrence,  calculated  according  to  the 
lowest  applicable  rail  tariffs  for  the 
transportation  In  carload  lots  of  milk  in 
40-quart  cans. 

(c )  Allocation  of  Class  I  milk  to  plants. 
For  the  purpose  of  this  section,  each 
handler's  Class  I  milk  during  each  month, 
after  deducting  his  receipts  of  Class  I 
milk  from  other  handlers,  shall  be  con- 
sidered to  have  been  first,  that  milk  which 
was  received  directly  from  producers  at 
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his  city  plant,  and  then  that  milk  re- 
ceived from  producers,  which  was 
shipped  as  fluid  milk  products,  other 
than  cream,  from  his  country  plants,  in 
the  order  of  the  nearness  of  the  plants  to 
the  City  Hall  in  Lowell  or  Lawrence. 

(d)  Class  II  price;  city  plants.  Each 
handler  shall  pay  producers,  at  the  time 
and  in  the  manner  set  forth  in  §  934.8, 
for  Class  II  milk  delivered  by  them  to 
such  handler's  city  plant,  not  less  than 
the  price  per  hundredweight  for  milk  of 
3.7  percent  butterfat  content,  deter- 
mined for  each  month  pursuant  to  this 
paragraph. 

( 1  >  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month  during 
which  such  milk  is  delivered. 

( 2 )  For  any  month  for  which  no  cream 
price  as  described  in  subparagraph  ( 1 )  of 
this  paragraph  is  reported,  multiply  by 
1.4  the  average  price  reported  for  such 
month  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  in  the 
Chicago  market. 

(3)  Multiply  by  3.7  the  amount  deter- 
mined pursuant  to  subparagraph  (1)  or 
<2)  of  this  paragraph,  whichever  is 
applicable. 

(4)  Using  the  midpoint  in  any  range 
as  one  price,  compute  the  average  of  the 
prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels,  in  carlots.  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

<5)  Add  the  results  obtained  in  sub- 
paragraphs (3)  and  (4>  of  this  para- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month.  The  result  is  the  Class  II  price 
per  hundredweight  for  milk  received 
from  producers  at  city  plants. 

Amount 
Month:  {cents) 

January  and  February 57.5 

March  and  AprU €9.5 

May  and  June 75.  5 

July 69.  5 

August  and  September 63.5 

October,  November,  and  December..  57.  5 

(e)  Class  II  prices;  country  plants. 
Each  handler  shall  pay  producers,  at  the 
time  and  in  the  manner  ^et  forth  in 
§  934.8,  for  Cla.ss  II  milk  delivered  by 
them  to  such  handler's  country  plant, 
not  less  than  the  price  per  hundred- 
weight for  milk  of  3.7  percent  butterfat 
content,  determined  pursuant  to  para- 
graph (d)  of  this  section  minus  the 
amount  shown  in  the  following  table  for 
the  railroad  freight  mileage  zone  for  the 
average  of  the  distances  to  Lowell  and 
to  Lawrence  from  the  railroad  shipping 
point  for  such  handler's  plant: 

Amount 
Freight  zone  (miles):  (cents  per  cu>t.) 

21-50 2.0 

51-100 3.0 

101-150 :.. _.  4.5 

151-200 6.  0 

201-250 7.0 

251-300 8.0 

301-350 ,-.^ __  9.  0 

400  and  over 9.5 
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(f)  Use  of  equivalent  prices  in  formu- 
las. If  for  any  reason  a  price  for  any 
milk  product  specified  by  this  order  for 
use  in  computing  class  prices  and  for 
other  purposes  is  not  reported  or  pub- 
lished in  the  manner  described  by  the 
order,  the  market  administrator  shall  use 
a  price  determined  by  the  Secretary  to 
be  equivalent  to  or  comparable  with  the 
price  which  Is  specified. 

(g)  Announcement  of  Class  I  price. 
The  market  administrator  shall  publicly 
annbunce  the  Class  I  price  for  each 
month,  as  computed  under  paragraph 
(a)  of  this  section,  on  the  25th  day  of 
the  preceding  month,  except  that  if  such 
25th  day  is  a  Sunday  or  legal  holiday, 
he  shall  announce  the  Class  I  price  on 
tl^e  next  succeeding  work  day. 

S  934.7  Minimum  composite  prices  to 
producers — (a>  Computation  of  value  of 
mUk  at  basic  butterfat  test.  The  value 
of  the  milk  at  the  basic  butterfat  test  of 
3.7  percent,  received  from  producers 
during  the  month  by  each  handler  shall 
be  computed  by  the  market  administra- 
tor in  the  following  manner. 

( 1 )  Multiply  the  quantity  of  such  milk 
In  each  class  by  the  price  applicable  in 
accordance  with  S  934.6. 

( 2  >  Add  together  the  resulting  value  of 
each  class.  ' 

(b>  Minimum  composite  price  payable 
by  each'  handler.  The  minimum  com- 
posite price  payable  pursuant  to  §  934  8 
by  each  handler  to  producers  for  milk 
received  from  them  during  the  month 
shall  be  computed  by  the  market  admin- 
istrator in  the  following  manner: 

(1)  Add  to  the  total  value  computed 
in  accordance  with  paragraph  <a^  of  this 
section  the  amount  of  the  differential 
applicable  in  accordance  with  §  934.8  <d) . 

(2)  Subtract  any  amount  which  the 
handler  is  required  to  pay  on  the  milk 
under  the  provisions  of  the  Boston  order 
because  it  represents  outside  milk  as 
defined  in  §904.1  (d)  <6)  <iii)  of  this 
chapter. 

(3)  Divide  the  remaining  value  by  the 
total  quantity  of  milk  received  by  the 
handler  from  producers.  The  result  is 
the  handler's  minimum  composite  price 
for  milk,  containing  3.7  percent  butter- 
fat. which  he  received  from  producers  at 
his  city  plant. 

<c>  Announcement  of  minimum  com- 
posite prices.  For  each  month,  the  mar- 
ket administuitor  shall  mall  to  all  han- 
dlers who  r^eive  milk  from  producers 
and  shall  publicly  announce  prices  result- 
ing from  the  computations  pursuant  to 
paragraphs  (a*  and  (b>  of  this  section, 
and  other  rela^d  information,  as  fol- 
lows: 

(1>  On  or  before  the  12th  day  of  the 
.succeeding  month,  he  shall  announce  the 
minimum  composite  price,  the  Class  II 
price,  and  the  butterfat  differential. 

(2>  On  or  before  the  last  day  of  the 
succeeding  month,  he  shall  announce  the 
total  quantity  and  value  of  Class  I  milk 
and  Class  II  milk  included  in  such  com- 
putations. 

§  934.8  Payments  to  producers — (a^ 
Time  and  method  of  payments.  On  or 
before  the  18th  day  after  the  end  of  each 
month,  each  handler  shall  make  pay- 
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ment  subject  to  the  differentials  set  forth 
in  this  section,  for  the  total  value  of  milk 
received  by  him  from  producers  during 
such  month,  as  computed  in  accordance 
with  S  934.7  (a),  as  follows: 

<1)  To  each  producer,  except  as  pro- 
vided in  subparagraph  (2)  of  this  para- 
graph, at  not  less  than  the  minimum 
composite  price  per  hundredweight  com- 
puted for  such  handler  pursuant  to 
§934.7  (b>. 

(2)  To  producers  who  are  members  of 
an  association  of  producers,  a  total 
amount  equal  to  not  less  than  the  sum 
of  the  individual  payments  otherwise 
payable  to  such  producers  under  sub- 
paragraph (1  >  of  this  paragraph. 

(b)  Correction  of  errors  in  payments. 
Errors  in  making  any  of  the  payments 
required  by  this  section  shall  be  cor- 
rected not  later  than  the  date  for  making 
payments  next  following  the  determina- 
tion of  such  errors.  Any  correction  af- 
fecting all  producers  delivering  to  any 
handler  during  the  month  in  which  such 
error  occurred  shall  be  corrected  as  the 
market  administrator  shall  determine  to 
be  equitable,  either  by: 

(1>  Adjustment  of  the  account  of  each 
individual  producer  who  delivered  during 
such  month,  on  the  basis  of  a  recom- 
putation  of  the  price  of  such  handler,  or 

(2»  Addition  or  subtraction  of  the 
amount  of  such  correction  to  or  from 
the  value  of  all  milk  received  by  such 
handler  in  the  month  during  which  such 
error  was  determined,  computed  as  set 
forth  in  §  924.7  (a). 

(c)  Butterfat  differential.  With  re- 
spect to  milk  containing  more  or  less 
than  3.7  percent  butterfat.  the  payments 
to  be  made  to  producers  by  handlers 
pursuant  to  paragraph  (a)  of  this  section 
shall  be  subject  to  an  addition  for  each 
one-tenth  of  1  percent  of  average  but- 
terfat content  above  3.7  percent  and  a 
deduction  for  each  one-tenth  of  1  per- 
cent average  butterfat  content  below  3.7 
percent  in  an  amount  per  hundredweight 
calculated  by  the  market  administrator 
in  the  following  manner: 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  de- 
livered, subtract  1.5  cents,  and  divide  the 
result  by  10. 

<2)  If  the  cream  price  described  in 
subparagraph  <1)  of  this  paragraph  is 
not  reported  for  such  period,  multiply 
by  1.4  the  average  price  reported  for  that 
period  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  in  the  Chi- 
cago market,  subtract  1.5  cents,  and 
divide  the  result  by  10. 

(d)  Country  plant  differentials.  (V 
With  respect  to  milk  delivered  by  pro- 
ducers to  a  country  plant  located  within 
40  miles  of  the  City  Hall  in  Lowell  or 
Lawrence,  the  payments  to  be  made  by 
handlers  pursuant  to  paragraph  ^a)  of 
this  section  shall  be  subject  to  a  deduc- 
tion of  17  cents  per  hundredweight. 

(2»  With  respect  to  milk  delivered  by 
producers  to  a  country  plant  located  be- 


yond 40  miles  of  the  City  Halls  In  Lowell 
and  Lawrence,  the  payments  to  be  made 
by  handlers  pursuant  to  paragraph  (a) 
of  this  section  shall  be  subject  to  a  de- 
duction per  hundredweight  equal  to  the 
sum  of  13  cents  and  the  average  of  the 
freight  rates  from  the  railroad  shipping 
point  for  the  handler's  plant  to  Lowell 
and  to  Lawrence,  calculated  according 
to  the  lowest  applicable  rail  tariffs  for 
the  transportation  in  carload  lots  of  milk 
in  40-quart  cans. 

(e>  Statement  to  producers.  In  mak- 
ing the  payments  required  by  this  sec- 
tion, each  handler  shall  furnish  each 
producer  with  a  supporting  statement, 
in  such  form  that  it  may  be  retained  by 
the  producer,  which  shall  show: 

(1)  The  month  and  the  identity  of  the 
handler  and  of  the  producer; 

( 2 )  The  total  pounds  and  average  but- 
terfat test  of  milk  delivered  by  the  pro- 
ducer; 

<3)  The  minimum  rate  or  rates  at 
which  payment  to  the  producer  is  re- 
quired under  the  provisions  of  para- 
graphs (a),  (c),  and  (d)  of  this  sec- 
tion; 

<4)  The  rate  which  Is  used  in  making 
the  payment,  if  such  rate  is  other  than 
the  applicable  minimum  rate; 

(5»  The  amount  or  the  rate  per  hun- 
dredweight of  each  deduction  claimed  by 
the  handler,  including  any  deductions 
claimed  under  §  934  9.  together  with  a 
description  of  the  respective  deductions; 
and 

(61  The  net  amount  of  payment  to  the 
producer. 

§  934.9  Marketing  services— (a)  Mar- 
keting service  deduction.  In  making 
payments  to  producers  pursuant  to 
§  934  8.  each  handler  shall,  with  respect 
to  all  milk  delivered  by  each  producer 
during  each  month,  except  as  set  forth 
in  paragraph  <b>  of  this  section,  deduct 
3  cents  per  hundredweight,  or  such  lesser 
amount  as  the  market  administrator 
shall  determine  to  be  sufficient,  and  shall, 
on  or  before  the  18th  day  after  the  end 
of  such  month,  pay  such  deductions  to 
the  market  administrator.  Such  moneys 
shall  be  expended  by  the  market  admin^ 
Istrator  only  in  providing  for  market  in- 
formation to,  and  for  verification  of 
weights,  samples,  and  tests  of  milk  de- 
livered by,  such  producers.  The  market 
administrator  may  contract  with  an  as- 
sociation or  associations  of  producers  for 
the  furnishing  of  the  whole  or  any  part 
of  such  services  to,  or  with  respect  to  the 
milk  delivered  by,  such  producers. 

(b>  Marketing  service  deductions  unth 
respect  to  members  of  a  producers'  coop- 
erative association.  In  the  case  of  pro- 
ducers who  are  members  of  an  association 
of  producers  which  is  actually  perform- 
ing the  .services  set  forth  in  paragraph 
<a >  of  this  section,  each  handler  shall,  in 
lieu  of  the  deductions  specified  in  para- 
graph (a>  of  this  section,  make  such  de- 
ductions from  payments  made  pursuant 
to  8  934.8  as  may  be  authorized  by  such 
producers  and  pay  over,  on  or  before  the 
18th  day  after  the  end  of  each  month, 
such  deduction  to  such  associations. 

5  934.10  Expense  of  administration. 
Within  18  days  after  the  end  of  each 
month,  each  handler  shall  make  payment 
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to  the  market  administrator  of  his  pro 
rata  share  of  the  expense  of  administra- 
tion of  this  order.  The  payment  shall  be 
at  the  rate  of  4  cents  per  hundredweight, 
or  such  lesser  amount  as  the  Secretary 
may  from  time  to  time  prescribe.  For 
each  month,  the  payment  shall  apply  to 
the  handlers  receipts  of  milk  from  pro- 
ducers, including  receipts  from  his  own 
production,  and  the  Class  II  milk,  other 
than  cream,  which  is  received  by  him  at  a 
regulated  plant  from  an  unregulated 
plant.  However  no  payment  shall  apply 
on  his  receipts  from  any  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders. 

5  934.11  Effective  time,  suspension, 
and  termination — (a>  Effective  time. 
The  provisions  of  this  order,  or  any 
amendments  to  Its  provisions,  shall  be- 
come effective  at  such  time  as  the  Secre- 
tary may  declare  and  shall  continue  in 
force  until  suspended  or  terminated  pur- 
suant to  paragraph  (b)  of  this  section. 

(b)  Suspension  or  termination.  The 
Secretary  may  suspend  or  terminate  this 
order  whenever  he  finds  that  it  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  act.  This  order  shall, 
in  any  event,  terminate  whenever  the 
provisions  of  the  act  authorizing  it  cease 
to  be  In  effect. 

(dl)  Continuing  obligations.  If.  upon 
the  suspension  or  termination  of  any  or 
all  provisions  of  this  order,  there  are 
any  obligations  arising  under  it.  the 
final  accrual  or  ascertainment  of  which 
requires  further  acts  by  any  person,  such 
further  acts  shall  be  performed  notwith- 
standing such  suspension  or  termination. 

(d)  Liquidation  after  suspension  or 
termination.  Uf)on  the  suspension  or 
termination  of  any  or  all  provisions  of 
this  order,  the  market  administrator,  or 
such  person  as  the  Secretary  may  desig- 
nate, shall.  If  so  directed  by  the  Secre- 
tary, liquidate  the  business  of  the  mar- 
ket administrator's  oflBce,  and  dispose  of 
all  funds  and  property  then  in  his  pos- 
session or  under  his  control,  together 
with  claims  for  any  funds  which  are  un- 
paid or  owing  at  the  time  of  such  suspen- 
sion or  termination.  Any  funds  col- 
lected pursuant  to  the  provisions  of  this 
order,  over  and  above  the  amounts  nec- 
essary to  meet  outstanding  obligations 
and  the  expenses  necessarily  Incurred  by 
the  market  administrator  or  such  person 
In  liquidating  and  distributing  such 
funds,  shall  be  distributed  to  the  con- 
tributing handlers  and  producers  In  an 
equitable  manner. 

S  934.12  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any  offi- 
cer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  In  con- 
nection with  any  of  the  provisions  of  this 
order. 

8  934.13  Termination  of  obligation. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for 
the  payment  of  money  Irrespective  of 
when  such  obligation  arose,  except  an 
obligation  involved  In  an  action  Insti- 
tuted before  August  1. 1949.  pnder  section 
8c  (15)  (A)  of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under 
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the  terms  of  this  order  shall,  except  as 
provided  In  paragraphs  (b)  and  (o  of 
this  section,  terminate  two  years  after 
the  last  day  of  the  calendar  month  dur- 
ing which  the  market  administrator  re- 
ceives the  handler's  utilization  report  on 
the  milk  Involved  In  such  obligation,  un- 
less within  such  two-year  period  the 
market  administrator  notifies  the  han- 
dler in  writing  that  such  money  is  due 
and  payable.  Service  of  such  notice  shall 
be  complete  upon  mailing  to  the  han- 
dler's last  known  address,  and  It  shall 
contain  but  need  not  be  limited  to.  the 
following  information: 

(1)  The  amount  of  the  obligation; 

(2)  The  monthis)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  produc- 
er (s)  or  association  of  producers,  or  If 
the  obligation  is  payable  to  the  market 
administrator,  the  account  for  which  It 
is  to  be  paid. 

(b)  If  a  handler  Tails  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
books  or  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may,  within  the  two-year  period 
provided  for  In  paragraph  (a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two-year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives- 

(c)  Notwithstanding  the  provisions  of 
paragraphs  <a>  and  (b)  of  this  section,  a 
handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part  of 
the  handler  against  whom  the  obligation 
Is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  or- 
der shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived if  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the  han- 
dler If  a  refund  on  such  payment  Is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15i  (A)  of  the  act,  a  pe- 
tition claiming  such  money. 

Issued  at  Washington,  D.  C,  this  21st 
day  of  February  1949. 

[seal]  S.  R.  Newell, 

Acting  Assistant  Administrator, 
Production  and  Marketing 
Administration. 

I  P.   R.   Doc.   49-1484:    Piled,   Feb.    25,    1949; 
8:56  a.  m] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

t  47  CFR,  Port  1  1 

[Docket  No.  90611 

Procedure  Relating  to  Handling  of 
Broadcast  Applications 

NOTICE  OF   proposed  RULE  MAKING 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  The  Commission  proposes  to  amend 
its  procedural  rules  and  regulations  re- 
lating to  the  handling  of  broadcast  appli- 
cations in  the  manner  set  forth  In  the 
appendix  below. 

3.  The  rules  and  regulations  proposed 
are  procedural  in  nature  and  hence  the 
provisions  of  section  4  (a)  of  the  Admin- 
istrative Procedure  Act  are  not  applica- 
ble. However,  since  the  changes  pro- 
posed are  substantial  In  nature,  the 
Commission  desires  to  afford  interested 
persons  an  opportunity  to  comment 
thereon  before  adopting  any  change  in 
the  rules. 

4.  Authority  to  Issue  the  proposed 
rules  and  regulations  is  contained  in  sec- 
tions 4  a),  4  (j),  303  (r),  307,  308,  309, 
and  319  of  the  Communications  Act  of 
1934,  as  amended. 

5.  Any  interested  person  who  Is  of  the 
opinion  that  the  proposed  changes  should 
not  be  adopted  or  should  not  be  adopted 
in  the  form  set  forth  in  the  appendix 
hereto  may  file  with  the  Commission  on 
or  before  April  4,  1949,  a  statement  or 
brief  setting  forth  specific  suggestions 
for  particular  changes  that  he  desires  the 
Commission  to  make.  At  the  same  time 
persons  favoring  the  rules  as  proposed 
may  file  statements  in  support  thereof. 
The  Commission  will  consider  all  such 
comments  that  are  presented  before 
taking  final  action  in  the  matter,  and  if 
any  comments  are  submitted  which  ap- 
pear to  warrant  the  holding  of  oral  argu- 
ment, notice  of  the  time  and  place  of  oral 
argument  will  be  given. 

6.  In  accordance  with  the  provisions  of 
§  1.764  of  the  Comis.sion's  rules  and  reg- 
ulations, an  original  and  14  copies  of  all 
statements,  briefs,  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  February  21,  1949. 

Released:  February  23.  1949. 

Federal   Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

Appendix — Revision  of  procedure  with 
respect  to  handling  of  broadcast  appli- 
cations 

I.  Advertisement  required.  A.  After 
an  applicant  is  advised  that  his  applica- 
tion has  been  accepted  for  filing,  he  shall 
promptly  cause  an  advertisement  there- 
of to  be  made.  Such  advertisement  shall 
be  made  by  Inserting  a  notice  at  least 
twice  a  week  for  three  successive  weeks 
In  a  newspaper  of  general  circulation 
that  circulates  in  the  community  in 
which  the  proposed  station  Is  to  be  lo- 
cated. If  the  applicant  prefers,  he  may 
cause  the  newspaper  notice  to  be  carried 
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only  once  a  week  for  three  successive 
weeks  and  in  addition  he  may  cause  such 
notice  to  be  broadcast  once  a  week  for 
three  successive  weeks  (between  the 
hours  of  8  a.  m.  and  10  p.  m.)  over  a 
broadcast  station  located  In  the  com- 
munity in  question.  If  the  application 
Is  for  authority  to  change  the  location 
of  an  existing  station,  the  same  adver- 
tisement procedure  shall  also  be  followed 
In  the  community  in  which  the  station  is 
presently  located. 

B.  The  notice  should  contain  the  fol- 
lowing information: 

1.  The  name  of  the  applicant  or  appli- 
cants. If  the  applicant  is  a  partnership, 
the  notice  should  contain  the  names  of 
all  partners.  If  the  applicant  is  a  cor- 
poration, the  notice  should  contain  the 
names  of  the  stockholders  (or  stock  sub- 
scribers), Its  officers  and  directors.  If 
the  corporation  has  more  than  fifteen 
stockholders  (or  stock  subscribers)  only 
the  officers,  directors  and  the  fifteen 
principal  .stockholders  (or  stock  subscrib- 
ers) need  be  listed. 

2.  A  description  of  the  authorization 
requested  in  the  application  showing  the 
type  of  station  (e.  g.  standard.  FM,  or 
television),  type  of  authorization  (e.  g. 
for  new  station,  change  in  facilities,  re- 
newal of  license,  or  transfer  of  license), 
and  the  frequency,  power,  hours  of  oper- 
ation, and  the  specific  location  of  the 
main  studio  and  antenna  where  the  an- 
tenna site  must  be  specified  in  the  appli- 
cation. 

3.  A  statement  that  copies  of  the  appli- 
cation are  available  for  inspection  at  the 
Commission's  offices  in  Washington 
D.  C.  and  at  an  address  designated  by 
the  applicant  within  the  community 
where  the  station  is  to  be  located. 

4.  A  statement  that  any  person  having 
any  information  concerning  the  qualifi- 
cations of  the  applicant  or  the  operation 
of  the  station  may  communicate  with  the 
Commission. 

C.  The  advertising  procedure  described 
above  shall  be  applicable  to  the  following 
types  of  standard.  PM  (except  for  non- 
commercial educational  FM)  and  tele- 
vision applications. 

1.  Applications  for  construction  per- 
mits for  new  stations. 

2.  Applications  for  modification  of 
construction  permit  er  for  changes  in  fa- 
cilities of  an  existing  station  if  the  appli- 
cation involves  a  change  of  frequency, 
power,  hours  of  operation,  antenna  pat- 
tern, or  a  move  of  the  station  from  one 
community  to  another. 

3.  All  transfer  applications  except: 

(a)  Transfer  application  where  the 
assignment  or  transfer  is  from  individu- 
als to  corporations  owned  and  controlled 
by  such  individuals,  or  from  corporations 
to  the  individual  stockholders  controlling 
such  corporations,  or  from  one  corpora- 
tion to  another  corporation  controlled  by 
the  same  stockholders,  provided  there 
are  no  sub.stantial  changes  in  the  interest 
of  the  respective  assignors. 

(b)  Involuntary  transfers  in  death 
cases  pursuant  to  Section  1.323  of  the 
Commissions  rules  and  regulations. 

NoTS:'lf  the  procedure  speclfled  In  this 
part  1b  adopted,  it  la  proposed  that  the  so- 
called  AVCO  procedure  speclfled  In  i  1.321 
(b)-(c)  of  the  Commission's  rules  and  regu- 
lations wUl  be  repealed  except  that  the  pro- 
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cedure  will  continue  to  be  applicable  to  ap- 
plications filed  before  the  effective  date  of 
these  rules. 

4.  Renewal  applications:  If  this  amend- 
ment Is  adopted,  the  Commis.sion's  rules 
will  be  amended  with  respect  to  renewals 
so  "as  to  provide : 

(a>  Applications  for  renewals  of  stand- 
ard. FM  and  television  licenses  must  be 
filed  at  least  four  months  before  the 
expiration  date  of  the  license. 

(b)  No  application  requesting  the  fa- 
cilities of  an  existing  station  or  any  fa- 
cilities which  are  mutually  exclusive  with 
the  operation  of  an  existing  station  will 
be  accepted  for  filing,  except  during  the 
90-day  period  following  the  first  ad- 
vertisement of  the  filing  of  the  renewal 
application  of  such  existing  station,  ex- 
cept as  provided  for  In  paragraph  (c)  be- 
low. For  the  purpose  of  this  rule,  a  sta- 
tion for  which  a  construction  permit  Is 
outstanding  shall  be  considered  to  be  an 
existing  station  and  an  application  re- 
questing the  same  facilities  or  facilities 
which  are  mutually  exclusive  with  the 
operation  of  a  station  for  which  a  con- 
struction permit  Is  outstanding  will  not 
be  accepted  for  filing  except  during  the 
90-day  period  specified  above  following 
the  first  advertisement  of  the  filing  of 
an  application  for  the  renewal  of  the 
license  In  que.stlon.  If  an  apphcation 
for  renewal  of  license  is  filed  late,  the  90- 
day  period  will  run  from  the  date  of  the 
first  advertising. 

(c>  When  an  existing  station  fUes  an 
application  to  change  Its  frequency, 
power,  hours  of  operation,  antenna  pat- 
tern, or  location  of  the  station,  and  with- 
in the  time  specified  In  IV  below,  another 
applicant  files  an  application  which  Is 
mutually  exclusive  both  with  the  exist- 
ing operation  of  the  existing  station  and 
the  proposed  operation  of  the  existing 
station,  the  existing  station  shall  within 
60  days  of  the  filing  of  such  other  appli- 
cation file  an  application  for  renewal  of 
license  which  shall  then  be  consolidated 
for  hearing  with  the  other  applications 
or  the  existing  station  may  dismiss  Its 
application  for  modification  of  existing 
facilities  without  prejudice  to  reflUng 
same  during  the  period  speclfled  In  para- 
graph (a)  above. 

D.  Copies  of  the  notice  as  It  appeared 
in  the  advertisement,  and  as  broadcast, 
together  with  proof  of  its  publication  and 
broadcast,  shall  be  filed  with  the  Com- 
mis.sion  within  one  week  after  the  last 
publication.  Upon  the  filing  of  such 
proof  the  application  will  become  avail- 
able for  processing  except  as  provided 
In  IV  below. 

E.  From  time  to  time  applications 
which  are  eligible  for  filing  are  placed 
in  the  Commission's  pending  files  usu- 
ally becau.se  they  are  contingent  ap- 
plications or  becau.se  of  some  pending 
proceeding  involving  a  possible  change 
in  rules  and  regulations.  Where  such 
applipatlons  are  filed,  the  provisions  of 
this  part  shall  run  as  of  the  time  when 
the  application  is  removed  from  the 
pending  file.  When  an  application  is 
duly  advertised  but  subsequent  thereto  Is 
placed  In  the  pending  files,  readvertlse- 
ment  will  be  required  upon  notice  from 
the  Commission  that  it  has  been  re- 
moved from  the  pending  files. 


F.  The  provision  of  this  part  shall  be 
applicable  to  all  applications  and  amend- 
ments filed  after  the  effective  date  of 
these  rules  except  that  the  provisions  of 
I  (C)  (4)  shall  be  applicable  only  to  ap- 
plications for  renewal  of  license  that 

are  due  to  expire  on  and  after 

1,  1949.  See  IV  C  for  sj)eclal  provisions 
relating  to  applications  or  amendments 
filed  before  the  effective  date  of  these 
rules. 

II.  Dismissals  of  applications.  A.  Any 
application  may  be  dismissed  without 
prejudice  as  a  matter  of  right  simply  by 
notifying  the  Commission  (and  by  serv- 
ing a  copy  on  all  parties  If  it  is  a  hearing 
case)  at  any  time  up  to  and  including 
thirty  days  before  the  date  upon  which 
the  hearing  on  the  application  Is  first 
scheduled  to  begin.  If  an  application  is 
scheduled  for  hearing  on  a  specified  date 
and  the  hearing  Is  subsequently  contin- 
ued, the  thirty-day  period  shall  relate 
only  to  the  first  hearing  date  specified 
by  the  Commission  and  not  to  continued 
hearing  dates.  If  an  application  Is  des- 
ignated for  hearing  and  is  subsequently 
removed  from  the  hearing  docket,  and  is 
later  redesignated  for  hearing,  the 
thirty-day  period  specified  above  relates 
to  the  first  hearing  date  ordered  by  the 
Commission  after  the  application  is  re- 
designated for  hearing.  | 

B.  After  the  expiration  of  the  thirtieth 
day  specified  above,  no  application  may 
be  dismissed  without  prejudice.  After 
such  date,  dismissals  of  application 
whether  at  the  request  of  the  applicant, 
or  for  failure  to  prosecute  the  applica- 
tion, or  for  failure  to  file  an  appearance, 
or  for  failure  to  appear  at  the  hearing 
will  be  with  prejudice. 

C.  The  provision  of  this  part  shall  be 
applicable  to  all  petitions  for  dismissals 
filed  on  or  after  the  effective  date  of 
these  rules.  All  dismissals  after  that 
date  will  be  in  accordance  with  the  pro- 
visions of  this  part. 

ni.  Amendments  of  applications.  A. 
When  any  amendment  is  made,  whether 
as  of  right,  or  upon  leave  of  the  Com- 
mission, and  such  amendment  results  in 
a  change  in  frequency  (except  where  the 
change  of  frequency  is  from  one  Class  B 
FM  channel  or  one  Metropolitan  TV 
channel  to  another  Class  B  PM  channel 
or  Metropolitan  TV  channel  de.signated 
In  the  Tables  of  Allocation )  power,  hours 
of  operation,  antenna  pattern,  move  of 
the  station  to  another  community,  or  a 
change  in  control  of  the  applicant  or  the 
persons  owning  the  applicant,  the  ap- 
plication will  be  given  a  new  file  number 
as  of  the  date  of  the  filing  of  the  amend- 
ment (or  of  the  granting  of  a  petition  for 
leave  to  amend)  and  will  be  removed 
from  the  hearing  docket  If  It  is  a  hearing 
case,  and  the  advertising  procedure  de- 
.scrlbed  above  must  again  be  complied 
with. 

B.  Applications  may  be  amended  as  a 
matter  of  right  simply  by  notifying  the 
Commission  and  filing  the  requisite 
number  of  copies  of  the  amendment  (and 
by  serving  copies  on  all  parties  if  the  ap- 
plication has  already  been  designated  for 
hearing)  at  any  time  before  the  appli- 
cation is  designated  for  hearing,  and 
after  the  application  has  been  designated 
for  hearing  up  to  and  Including  the  thir- 
tieth day   before   the   first   date   upon 


Saturday,  February  26,  1949 

which  the  hearing  is  scheduled  to  begin. 
If  an  application  Is  scheduled  for  hear- 
ing on  a  specified  date  and  the  hearing 
is  .sub.sequently  continued,  the  thirty-day 
period  shall  relate  only  to  the  first  hear- 
ing date  specified  by  the  Commission  and 
not  to  the  continued  hearing  dates. 

C.  After  the  expiration  of  the  thirtieth 
day  specified  in  (B)  above,  applications 
may  be  amended  only  upon  the  filing  of 
a  petition  which  shall  be  served  on  all 
the  parties.  After  public  notice  has  been 
given  of  the  Issuance  of  a  proposed  or 
Initial  decision,  a  petition  to  amend  an 
application  (other  than  an  amendment 
involving  removal  of  a  named  jserson  in 
case  of  death  if  such  person  holds  a  mi- 
nority Interest  in  the  applicant)  will  not 
be  accepted. 

D.  The  provision  of  this  part  shall  be 
applicable  to  all  amendments  and  peti- 
tions for  leave  to  amend  filed  on  or  after 
the  effective  date  of  these  rules. 

IV.  Cut-off  dates— A  Mutually  exclu- 
sive applications.  1.  When  an  applica- 
tion Is  filed,  no  application,  or  an  amend- 
ment to  an  application  mutually  exclu- 
sive with  such  application  will  be  con- 
sidered unless  filed  within  90  days  after 
the  first  advertisement  of  the  filing  of 
the  application  In  question.  When  an 
application  must  be  readvertised  in 
accordance  with  the  provisions  of  I-E  or 
III-A  the  90-day  period  shall  run  from 
the  date  of  the  readvertisement.  Where 
a  petition  for  leave  to  amend  must  first 
be  filed  before  an  amendment  may  be 
made,  the  amendment  may  be  considered 
as  having  been  filed  within  the  90-day 
period  If  the  petition  for  leave  to  amend 
is  filed  within  the  90-day  period,  even 
though  the  petition  Itself  Is  not  granted 
until  after  the  90-day  period.  Any  mu- 
tually exclusive  application  or  amend- 
ment that  is  filed  after  the  90-day  period 
will  be  dismissed  without  prejudice  and 
will  be  eligible  for  refiling  only  after  a 
decision  Is  rendered  by  the  Commission 
denying  the  application  or  applications 
with  which  they  are  mutually  exclusive 
or  unless  such  applications  are  dls- 
ml.s.sed,  withdrawn,  or  amended  so  as  to 
remove  the  confiict.  If  the  mutually  ex- 
clusive application  or  applications  are 
granted,  the  application  in  question  may 
be  reflled  only  in  accordance  with  I-C 
(4)   (b). 

2.  If  application  A  is  filed  and  within 
the  ninety  days  specified  above  Applica- 
tion B  mutually  exclusive  therewith  is 
filed.  Application  C  will  be  accepted  for 
filing  even  though  filed  after  the  expira- 
tion of  the  90-day  period  If  the  applica- 
tion is  mutually  exclusive  with  Applica- 
tion B  but  Is  not  mutually  exclusive  with 
Application  A.  and  If  Application  C  is 
filed  within  the  90-day  period  following 
the  first  advertisement  of  the  filing  of 
Application  B.  As  used  in  this  para- 
graph "Application"  refers  also  to 
amendments. 

3.  In  applying  these  provisions  to  Cla.ss 
B  FM  or  TV,  applications  (or  amend- 
ments) will  be  considered  mutually  ex- 
clusive either  if  they  request  the  same 
channel  or  If  the  total  number  of  re- 
quests for  channels  of  the  class  In  ques- 
tion In  the  designated  area  exceeds  the 
number  of  available  channels,  1.  e.,  the 
number  assigned  to  the  designated  area 
minus  the  number  already  authorized. 
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For  example.  If  an  application  requests  a 
Class  B  FM  or  a  metropolitan  TV  channel 
In  a  particular  area  the  cut-off  date  will 
be  applicable  to  It  If  after  the  expiration 
of  the  90  days  specified  above  no  other 
applicant  has  requested  the  same  fre- 
quency in  the  same  area  as  specified  in 
the  table  or  if  the  total  number  of  appli- 
cations for  Class  B  FM  or  metropolitan 
TV  facilities  in  the  area  does  not  exceed 
the  total  number  of  available  channels. 
If  after  the  expiration  of  the  ^0-day  pe- 
riod, the  total  number  of  available  chan- 
nels exceeds  the  number  of  pending  ap- 
plications but  the  same  channel  has  been 
requested  by  more  than  one  applicant, 
the  Commission  may  in  its  discretion 
make  a  partial  grant  of  some  or  all  of 
the  applications  by  assigning  an  avail- 
able channel  different  from  the  one  re- 
quested. As  a  further  illustration.  If  A 
files  an  application  for  a  Cla.ss  B  FM  or  a 
metropolitan  TV  channel  In  an  area 
where  there  are  three  such  channels 
available,  and  within  the  90-day  period 
specified  above  B  also  files  an  application 
for  the  same  area,  the  cut-off  date  be- 
comes applicable  to  A  after  the  expira- 
tion of  the  90-day  period  and  the  appli- 
cation is  eligible  for  a  grant  without  a 
hearing.  If  thereafter  within  the  90-day 
period  from  the  advertisement  of  B's  ap- 
plication two  or  more  appkcatlons  are 
filed  for  a  channel  In  the  same  area,  ap- 
plication B  win  not  be  eligible  for  a  grant 
without  a  hearing. 

B.  Applications  causing  interference 
within  normally  protected  contours.  1. 
In  the  examination  of  an  application,  no 
later  application  or  an  amendment  to  an 
application  which  would  cause  inter- 
ference within  the  normally  protected 
contour '  of  such  application  or  which 
would  suffer  interference  within  Its  nor- 
mally protected  contour '  will  be  con- 
sidered by  the  Commission  in  passing 
upon  such  original  application  unless 
such  later  application  or  amendment  is 
filed  within  ninety  days  after  the  first 
advertisement  of  the  filing  of  the  original 
application.  When  an  application  must 
be  readvertised  in  accordance  with  the 
provisions  of  I-E  or  III-A  the  90-day 
period  shall  run  from  the  date  of  the 
readvertisement.  If  such  later  applica- 
tion or  amendment  Is  filed  after  such  90- 
day  period,  it  will  not  be  entitled  to 
comparative  con.sideratlon  with  such 
original  application. 

2.  When  Application  A  is  filed  and  if 
within  the  90-day  period  specified  above, 
there  is  filed  Application  B  which  would 
cause  Interference  within  the  normally 
protected  contour '  of  Application  A,  or 
would  suffer  Interference  within  Its  nor- 
mally protected  contour ',  Application  C 
may  be  entitled  to  comparative  consid- 
eration with  Application  A  and  B  even 
though  filed  after  the  expiration  of  the 
90-day  period.  If  It  Is  shown  that  the 
operation  of  Application  C  would  not 
cause  any  interference  within  the  nor- 
mally protected  contour '  of  Application 
A  or  would  not  suffer  interference  within 
Its  normally  protected  contour '  as  a  re- 


'  For  the  purposes  of  this  paragraph  if  the 
proposed  station  would  not  serve  to  its  nor- 
mally protected  contour  because  of  the 
operation  of  existing  stations,  the  inter- 
ference-free contour  will  be  considered. 
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suit  of  the  operation  of  the  Application 
A  but  would  cause  interference  to  the 
normally  protected  contour  '  of  Applica- 
tion B  or  would  suffer  Interference  within 
Its  normally  protected  contour '  as  a  re- 
sult of  the  operation  of  Application  B. 
and  If,  In  addition.  Application  C  is  filed 
within  the  90-day  period  following  the 
first  advertisement  of  the  filing  of  Appli- 
cation B.  As  used  In  this  paragraph 
"Application"  refers  also  to  amendment. 

C.  Special  provisions  relating  to  appli- 
cations or  amendments  filed  before  the 
effective  date  of  these  rules.  In  the  case 
of  applications  or  amendments  filed  be- 
fore the  effective  date  (  1949) 
of  these  rules,  adverti.sement  thereof 
shall  be  made  In  accordance  with  the 
provisions  of  I.  The  provisions  of  this 
part  shall  be  applicable  with  respect  to 
such  applications  or  amendments  except 
that  the  Commission  will  continue  to 
process  such  applications  or  amend- 
ments in  accordance  with  pre.sent  prac- 
tice until  such  time  as  the  period  specified 
in  this  part  shall  have  elapsed  with  re- 
spect to  such  application  or  amendment. 
Thereafter,  such  applications  and 
amendments  will  be  processed  in  accord- 
ance with  the  provisions  of  this  part.  For 
example,  suppo.se  A  filed  an  application 
on  January  5.  1948.  Thereafter  the  rules 
become  effective  and  A  makes  the  ad- 
vertisement required  In  Part  I.  During 
the  90-day  advertisement  period  specified 
above  t!ie  Commis.slon  will  endeavor  to 
process  the  application  and  If  It  Is 
reached  for  processing  during  that  time, 
the  Commission  will  act  thereon.  If  the 
application  is  not  reached  for  processing 
within  the  90-day  period  specified  in  this 
part,  then  the  application  will  be  proc- 
essed in  accordance  with  the  provisions 
of  this  part. 

V.  Action  on  applications  inconsistent 
with  the  provisions  of  the  Communica- 
tions Act,  treaty  or  rules  and  regulations. 
A.  Applications  or  amendments  filed  with 
the  Commission  which  cannot  be  granted 
under  the  provisions  of  the  Communica- 
tions Act  or  provisions  of  treaty,  or  which 
are  Inconsistent  with  provisions  of  the 
Commission  rules  and  regulations  or 
Standards  of  Good  Engineering  Practice 
of  the  type  specified  in  paragraph  B  (3) 
below  will  ^  dismissed  subject  to  the 
provisions  of  paragraph  C. 

B.  For  the  purposes  of  paragraph  A 
above  (he  Commission's  rules  and  Stand- 
ards of  Good  Engineering  Practice  fall 
into  three  categories: 

(1)  Those  provisions  which  e.stablish 
q^gulde,  norm  or  standard  but  are  not 
aosolute  In  their  terms.  Illustrations  of 
this  type  of  provision  are  normally  pro- 
tected contours,  location  of  transmitter, 
blanketing  problems,  etc. 

(2)  Those  provisions  which  on  their 
face  are  absolute  In  their  application  but 
which  by  their  own  terms  provide  for 
an  exception  upon  a  proper  showing. 
An  Illustration  of  this  type  of  provision 
Is  §  1.363  Repetitious  applications. 

(3)  Those  provisions  which  relate  to 
basic  allocation  or  tran.smission  stand- 
ards and  which  make  no  provision  for  an 
exception  (other  than  by  rule-making). 
Illustrations  of  this  type  of  provision  are: 

(a)  Sections  3.1  and  3.2 — setting  forth 
the  frequencies  available  for  standard 
broadcast  stations. 
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(b)  Section  3.3 — defining  the  standard 
broadcast  band. 

(c)  Sections  3.21.  3.22  (a).  3.22  (b>. 
3.25  and  tlie  corresponding  provisions  in 
the  Standards  of  Good  Engineering  Prac- 
tice— defining  clear  channel  stations  and 
the  maximum  and  minimum  powers, 
maximum  hours  of  operation  and  fre- 
quencies available  for  this  type  of  sta- 
tion. 

(d^  Sections  3.21  (b).  3.22  (O.  3  26 
and  the  corresponding  provision.s  in  the 
Standards  of  Good  Engineering  Prac- 
tice— defining  regional  channels,  maxi- 
mum and  minimum  powers  ana  the  fre- 
quencies available  for  this  type  of  station. 

(e)  Sections  3.21  (O,  3.22  (d).  3.27 
and  the  corresponding  provisions  in  the 
Standards  of  Good  Engineering  Prac- 
tice— defining  local  stations,  maximum 
and  minimum  powers,  and  the  frequen- 
cies available  for  this  type  of  station. 

(f)  Section  3  201 — defining  the  fre- 
quencies available  for  FM  broadcasting. 

(g)  Sections  3.203  and  3.204— defining 
the  classes  of  FM  broadcast  stations,  fre- 
quencies available  for  each  class  and 
maximum  and  minimum  powers  of  each 
station. 

(h)  Tentative  allocation  plan  of  Class 
B  FM  channels — showing  Clsiss  B  FM 
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(Docket  No.  32641 

Pan  American  Airways.  Inc.;  Saudi 
Arabian  Investigation 

nonci  of  postponement  of  hearing 

In  the  matter  of  the  investigation  to 
determine  whether  Pan  American  Air- 
ways. Inc..  in  the  conduct  of  its  opera- 
tions between  the  United  States  and 
Saudi  Arabia,  is  in  violation  of  any  pro- 
vision or  provisions  of  the  Civil  Aero- 
nautics Act. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, that  hearing  in  the  above-entitled 
proceeding,  now  assigned  to  be  held  on 
February  21,  1949.  at  10:00  a.  m..  e.  s.  t.. 
In  Room  2015.  Temporary  Building  No. 
5,  Sixteenth  Street  and  Constitution  Ave- 
nue NW..  Washington.  D.  C,  is  post- 
poned to  March  22.  1949.  at  the  sam^ 
time  and  place. 

Dated  at  Washington.  D.  C.  February 
21,  1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  1  M.  C.  Mulligan, 

Secretary. 

(P.    R.   Doc.    49-1470;    Filed,    Feb.    25,    1949; 
8:47   a.  m  i 
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channels  available  to  the  various  com- 
munities and  surrounding  area. 

(i)  Section  3  601 — showing  the  chan- 
nels available  for  television  broadcasting. 

(j>  Sections  3  603.  3.604  and  3  605— 
showing  the  classes  of  television  stations, 
frequencies  available  for  each  such  class 
and  the  maxirrium  and  minimum  powers. 

(k)  Section  3.606 — showing  the  tele- 
vision channels  available  to  the  various 
communities  in  the  United  States. 

(1)  The  provisions  of  the  Standards  of 
Good  Engineering  Practice  relating  to 
the  type  of  modulation  to  be  employed. 

C.  When  an  application  is  dismissed 
pursuant  to  V  A.  notice  thereof  will  be 
given  the  applicant  stating  the  specific 
provision  or  provisions  with  which  the 
application  is  Inconsistent.  Any  such 
applicant  may.  however,  rtque;  t  a  hear- 
ing or  oral  argument  within  20  days  af- 
ter the  date  on  which  notice  is  given 
to  him  of  the  dismissal  of  the  applica- 
tion. Such  hearing  will  be  limited  to  the 
issues  as  to  whether  the  application  is 
or  Is  not  inconsistent  with  the  provisions 
of  the  Communications  Act.  treaty,  or 
rules  and  rcKulatlons  or  Standards  of 
Good  Engineering  Practice. 

D.  The  provisions  of  this  part  shall  be 
applicable  to  all  applications  pending  on 
the  date  that  the.'^e  rules  become  effective 


(Docket   No.    SA-187( 

AccmiNT  Occurring  Between  Yakutat 
AND  Sitka.  Alaska 

NOTICE  OF  HE.^RING 

In  the  matter  of  investigation  of  miss- 
ing aircraft  of  United  States  Registfy 


and  to  all  applications  or  amendments 
filed  thereafter. 

VI.  Procedure  xcith  respect  to  petitions 
to  amend  rules  and  regulations.  A.  Peti- 
tions to  amend  lUles  or  regulations  may 
be  filed  by  any  person  in  mterest.  If 
the  Commission  has  conducted  a  rule 
making  proceeding  either  on  its  own  mo- 
tion or  upon  petition  and  has  amended 
a  rule  or  has  refused  to  amend  a  rule, 
no  petition  for  amendment  of  such  rule 
may  be  filed  until  the  expiration  of  one 
year  from  the  date  upon  which  the  Com- 
mission last  acted  with  respect  to  such 
rule."  unless  a  showing  is  made  that  due 
to  changed  conditions  since  the  Commis- 
sion last  acted,  a  waiver  of  the  one-year 
provision  should  be  granted.  The  Com- 
mission may  institute  rule  making  pro- 
ceedings on  its  own  motion  at  any  time. 

B.  A  petition  to  amend  a  rule  or  reg- 
ulation which,  if  granted,  would  adverse- 
ly affect  any  pending  application  will  be 
accepted  for  filing  only  during  the  90- 
day  period  specified  in  IV  above  and  in 
accordance  with  and  subject  to  the  pro- 
cedure set  forth  in  IV  above. 

C.  The  provisions  of  this  part  shall  be 
applicable  to  all  petitions  filed  on  or  after 
the  effective  date  of  these  rules. 

(P    R,    Doc.    49-1476;    Filed,    Feb.    28,    1949; 
8:53  a.  ml 


NOTICES 


NC-66637  which  occurred  between  Yaku- 
tat and  Sitka,  Alaska,  on  November  4, 
1S48. 

Notice  is  "hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  section  702  of  said  act. 
in  the  above-entitled  proceeding  that 
hearing  is  hereby  assigned  to  be  held  on 
Monday.  February  28.  1949.  at  9:00  a.  m. 
•  local  time>,  in  the  American  Legion 
Hall,  Anchorage.  Alaska. 

Dated  at  Washington.  D.  C.  February 
21.  1949. 


ISEALl 


Francis  McAdams. 
Presiding  Officer. 


[P.    R     Doc.    49-1461;    Piled.   Feb.    25.    1949; 
8.53  a.  m.) 


[Docket  No.  SA-1881 


Accident  Occurring  at  Port  Washing- 
ton. Long  Island,  N.  Y. 

notice  of  hearing 

In  the  matter  of  investigation  of  ac- 
cident involving  aircraft  of  United  States 
Registry  NC-8S530  and  NC-76891.  which 
occurred  at  Port  Washington,  Long 
Island.  New  York,  on  January  30,  1949. 

Notice  is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  section  702  of  said 
act.  In  the  above-entitled  proceeding  that 
hearing  Is  hereby  assigned  to  be  held  on 
Tuesday,  March  1.  1949.  at  9:30  a.  m. 
(local  time)  in  the  Empire  Room.  Hotel 
Lexington.  New  York.  New  York. 


Dated  at  Washington,  D.  C.  February 
23,  1949. 


I  SEAL 1 


Russell  A.  Potter, 
Presiding  Officer. 


[F.    R     Doc.    49-1477:    Piled,    Feb.    25.    1949; 
8:53  a.  m.| 


FEDERAL  POWER  COMMISSION 

(Docket      No6.      G-1003.      G-1036,      G-1C48. 
*   G-1069.       G-1071.       G-1074-76,       G-1080. 
G-1082.  G-1085,  G-10B6[ 

Texas  Eastern  Transmission  Corp.  et  al. 

NOTICE   OF   opinion    AND   ORDER 

February  21.  1949. 

In  the  matters  of  Texas  Eastern 
Transmission  Corporation.  Docket  No. 
G-1003:  Revere  Natural  Gas  Company. 
E>ocket  No.  O-1036;  City  Gas  Company 
of  New  Jersey.  Docket  No.  G-1048;  Asso- 
ciated Natural  Gas  Company,  Docket  No. 
G-1069;  County  Gas  Company,  Docket 
No.  G-1071 ;  Jersey  Central  Power  &  Light 


•  In  applying  this  provision  to  the  Com- 
mission's Table  of  Allocation  of  FM  or  tele- 
vision frequencies  to  the  various  areas,  each 
area  specified  In  the  Table  shall  be  considered 
separately  so  that  the  provision  is  applicable 
only  If  the  Commlselon's  action  related  to 
an  assignment  for  the  area  In  question.  For 
example,  If  the  Commission  denies  a  petition 
for  rule  making  requesting  that  television 
channel  X  be  removed  from  City  B  to  City 
A,  no  petition  for  rule  making  to  move  a 
channel  from  City  B  to  City  A  will  be  eligible 
for  filing  for  one  year,  even  though  the  re- 
quest may  be  to  remove  Channel  Y  or  Chan- 
nel Z  from  City  B.  However,  a  petition  may 
be  filed  before  the  expiration  of  one  year  to 
remove  a  channel  from  City  C  to  City  A. 


Saturday,  February  26,  1949 

Company,  Docket  No.  G-1074;  Public 
Service  Electric  &  Gas  Company,  Docket 
No.  G-1075;  South  Jersey  Gas  Company. 
Docket  No.  G-1076;  United  Natural  Gas 
Companv,  Docket  No.  G-1080;  Indiana 
Gas  L  water  Company.  Inc.,  Docket  No. 
G-1082;  New  York  and  Richmond  Gas 
Compan^r.  Docket  No.  G-1085;  Texas 
Gas  Transmission  Corporation,  Docket 
No.  G-1086. 

Notice  is  hereby  given  that,  on  Febru- 
ary 18,  1949,  the  Federal  Power  Commis- 
sion issued  its  Opinion  No.  175  and  order 
entered  February  17.  1949,  issuing  certifi- 
cate of  public  convenience  and  necessity 
In  Docket  No.  G-1003,  and  dismissing 
applications  in  Docket  Nos.  G-1036, 
O-1048.  G-1069.  G-1071,  G-1074.  G-1075. 
G-1076.  G-1080.  G-1082  and  G-1085. 


[se.al] 


Leon  M.  Fuquay, 
Secretary. 


|F.    R.    Doc.    49-ft59:    Piled.    Feb.    25.    1949; 
8:45  a.  m.l 


IDocket  Nos.  0-1065.  G-1070( 

East  Tennessee   Natural   Gas   Co.   and 
Tennessee  Gas  Transmission  Co. 

ORDER  CONSOLIDATING  PROCEEDINGS  AND 
FIXING  DATE  OF  HEARING 

On  June  30. 1948.  in  Docket  No.  G-1065. 
East  Tennessee  Natural  Gas  Company 
(East  Tennessee)  filed  an  application  for 
a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the  Na- 
tural Gas  Act.  as  amended,  authorizing 
the  construction  and  operation  of  cer- 
tain natural-gas  pipe-line  facilities  to 
transport  and  sell  60,000  Mcf  per  day  of 
natural  gas  to  the  Atomic  Energy  Com- 
mission at  Oak  Ridge.  Tennessee,  and 
approximately  40.000  Mcf  per  day  to  sev- 
eral communities  in  east  Tennessee  be- 
yond Oak  Ridge,  including  Bristol.  John- 
son City  and  Kingsport.  On  January 
14. 1949.  East  Tennessee  filed  an  amended 
application  requesting  authority  to  con- 
struct and  operate  170  miles  of  22-lnch 
pipe  line  for  the  purpose  of  serving  60,000 
Mcf  of  natural  gas  to  the  Atomic  Energy 
Commission  at  Oak  Ridge. 

On  July  2.  1948,  in  Docket  No.  G-1070. 
Tennessee  Gas  Transmission  Company 
(Tennessee  Company)  filed  an  applica- 
tion for  a  certificate  of  public  conven- 
ience and  necessity  pursuant  to  section  7 
of  the  Natural  Gas  Act.  as  amended,  au- 
thorizing the  construction  and  operation 
of  certain  natural-gas  pipe-line  facili- 
ties for  the  purpo.se  of  selling  and  deliver- 
ing 60.000  Mcf  per  day  to  East  Tennes- 
see Natural  Gas  Company  for  resale  and 
delivery  to  the  Oak  Ridge  plant  of  the 
Atomic  Energy  Commission. 

Due  notice  of  the  filing  of  the  applica- 
tion has  been  given,  including  publica- 
tion in  the  Feduial  Register  on  July  9. 
1948  and  January  28.  1949.  of  the  appli- 
cation and  amended  application  in 
Docket  No.  G-1065  (13  F.  R.  3821-2;  14 
F.  R.  391),  and  on  July  14.  1948.  of  the 
application  in  Docket  No.  G-1070  (13 
F.  R.  3982-3). 

On  July  13.  1948.  the  Commis.sion  con- 
solidated the  applications  in  Docket  No. 
O-1065  and  Docket  No.  G-1070  with  the 
application  in  EKDcket  No.  0-962  for  hear- 
ing, and  on  July  16,  1948.  severed  G-1065 
and  G-1070  from  the  hearing  in  G-962. 
No.  38 5 


FEDERAL  REGISTER 

This  severance  was  made  at  the  request 
of  Tennessee  Company.  On  November 
5. 1948,  reconsolidation  of  these  proceed- 
ings was  moved  by  East  Tennessee.  The 
Tennessee  Company  first  objected  and 
later  withdrew  its  objection  to  the  mo- 
tion. 

In  a  motion  filed  February  10,  1949,  in 
Docket  No.  G-962.  the  Tennessee  Com- 
pany in  effect  requested  that  the  proceed- 
ings in  Docket  Nos.  G-962,  G-1065  and 
G-1070  be  not  consolidated.  In  that  mo- 
tion it  requested  the  Commission  to  issue 
in  Docket  No.  0-962  a  conditional  certifi- 
cate authorizing  the  remainder  of  the 
facilities  applied  for  therein  and  further 
requested  that  upon  issuance  of  such  cer- 
tificate the  Commission  consolidate  and 
set  for  early  hearings  the  applications 
In  Docket  Nos.  G-1065  and  G-1070. 
These  requests  were  joined  in  by  East 
Tennessee  in  an  answer  filed  February 
11.  1949. 

Notice  is  hereby  taken  of  the  findings 
and  order  entered  concurrently  herewith 
dismissing  the  motion  filed  February  10. 
1949,  by  the  Tennessee  Company  In 
Docket  No.  G-962  requesting  a  condi- 
tional certificate. 

The  Commission  finds:  Good  cause 
exists  for  con.solidating  the  proceedings 
in  Docket  Nos.  G-1065  and  G-1070  and 
setting  the  consolidated  proceedings  for 
hearing  as  hereinafter  ordered. 

The  Commission  orders: 

(A)  The  proceedings  In  Docket  Nos. 
G-1065  and  G-1070  be  and  the  same  are 
hereby  consolidated. 

(B)  Pursuant  to  authority  contained 
in  and  subject  to  the  Jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  sections  7  and  15  of  the  Natural 
Gas  Act,  as  amended,  and  the  Commis- 
sion's rules  of  practice  and  procedure, 
public  hearing  be  held  on  the  9th  day  of 
March  1949  at  10:00  a.m..  (e.  s.  t.).in  the 
Hearing  Room  of  the  Federal  Power 
Commission.  1800  Pennsylvania  Avenue 
NW.,  Washington.  D.  C,  concerning  the 

•matters  involved  and  the  Issues  presented 
by  the  applications  and  other  pleadings 
In  the  above-entitled  consolidated  pro- 
ceedings. 

<C)  Unless  otherwise  directed  by  the 
Commission  or  the  Presiding  Examiner, 
the  Applicant  in  Docket  No.  G-1065  will 
complete  its  direct  presentation  of  evi- 
dence before  the  Applicant  in  Docket  No. 
G-1070  presents  its  case. 

( D )  Interested  State  commLssions  may 
participate  as  provided  by  §§  1.8  and  1.37 
<f)  of  the  Commission's  rules  of  practice 
and  procedure. 

Date  of  issuance:  February  21,  1949. 

By  the  Commission. 


fSEALl 


Leon  M.  Fuquay, 
Secretary. 


I  P.    R.   Doc.   49-1471;    Filed,   Feb.   25,    1949; 
8:47  a.  m.j 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHoamr:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 
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[Vesting  Order  12754] 
Joseph  Bach 

In  re :  Estate  of  Joseph  Bach,  deceased. 
Pile  No.  D-28-7997;  E.  T.  sec.  8949. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Adele  Bach  Ehlen.  Gertha 
(Gertrud)  Ehlen,  Adele  Sibylla  Ehlen 
Prank,  and  Werner  Ehlen,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Joseph  Bach,  deceased,  is  proF>erty  pay- 
able or  deliverable  to,  or  claimed  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country   (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  M.  P.  McFarlane. 
as  administrator,  acting  under  the  judi- 
cial supervision  of  the  Probate  Court  of 
Columbiana  County,  Ohio; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coimtry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1440;    Filed.    Feb.    24.    1949; 
8:54  a.  m.] 


(Vesting  Order  12759] 
Elise  David 

In  re:  Estate  of  Elise  David,  deceased. 
File  D-28-8540;  E.  T.  sec.  10108. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9188.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Luise  Kleinschmidt,  Emille 
Wiendrick,  Kate  Dorfier  and  Forngardt 
Schulze,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 
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2.  That  the  Issue,  name  or  names  un- 
known of  Christian  Klelnschmidt ;  and 
the  domiciliary  personal  representatives, 
helrs-at-law,  next  of  kin.  legatees  and 
distributees,  names  unknown  of  Wilhelm 
nieinschmidt.  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  the  Estate  of  Elise  David, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  proc- 
ess of  administration  by  John  P.  Ger- 
Ing.  as  executor,  acting  under  the  judi- 
cial supervision  of  the  Surrogate's  Court, 
County  of  Queens,  New  York; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  and 
the  issue,  names  unknown  of  Christian 
Klelnschmidt;  and  the  domiciliary  per- 
sonal representatives,  heirs-at-law.  next 
of  kin  legatees  and  distributees,  names 
unknown,  of  Wilhelm  Klelnschmidt.  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany^. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at   Washington,   D.   C,   on 
February  1.  1949. 
For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.   Doc.   4^1478:    Filed,    Feb.    25,    1949; 
8:54  a.  m.| 


NOTICES 

ever  of  the  person  identified  In  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Walter  Glass,  also  known  as  Walter  P. 
Glass,  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

3.  That  such  property  Is  in  the  proc- 
ess of  administration  by  T.  M.  Robinson, 
Jr..  as  Administrator,  acting  under  the 
judicial  supervision  of  the  Superior  Court 
of  California,  for  the  county  of  Fresno. 
Fresno,  California. 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
son identified  in  subparagraph  1  hereof 
is  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  person  be 
treated  as  a  national  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  vised,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.   49-1479;    Filed.    Feb.   25,    1949; 
8:54  a.  m.| 


First  National  Bank  and  the  Bank  of 
America.  Los  Angeles,  California,  and 
retained  by  said  George  S.  Yamamoto. 
together  with  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Morinosuke  Kawasaki,  by 
George  S.  Yamamoto.  2650  Pamoa  Road. 
Honolulu.  T.  H.,  in  the  amount  of  $22.- 
169  88  the  same  being  a  portion  of  the 
funds 'entrusted  to  said  George  S.  Yama- 
moto by  said  Morinosuke  Kawasaki  and 
formerly  maintained  in  various  bank 
accounts  in  Honolulu,  T.  H.,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Morinosuke  Kawasaki,  by 
the  aforesaid  George  S.  Yamamoto.  in 
the  amount  of  $7,300,  as  of  July  5.  1939. 
arising  by  reason  of  the  4>llection  of  the 
proceeds  of  two  drafts,  issued  by  the 
National  City  Bank  of  New  York.  New 
York,  New  York,  on  the  Shanghai,  China. 
Branch  of  the  aforesaid  bank,  in  favor 
of  George  S.  Yamamoto  as  follows: 


Numbfr 

Date 

Amount 

F.  T.  109742 

F.T.  109745 

July   M939. 
do 

$3,000 

4,300 

[Vesting  Order  127621 

Walter  Glass 

In  re:  Rotate  of  Walter  Glass,  also 
known  as  Walter  P.  Glass,  deceased. 
File  No.  D-2&-12312;  E.  T.  sec.  16518. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Ema  Glass,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 


(Veetlng  Order   12820]  • 

Morinosuke  and  Akiko  Kawasaki 

In  re:  Debt  owing  to  Morinosuke  Ka- 
wasaki and  Akiko  Kawasaki  and  debts 
owing  to  and  stock  owned  by  Morinosuke 
Kawasaki.  D-39-249-D-1.  F-39-2076- 
r)-3,  F-39-2076-E-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Morinosuke  Kawasaki  and 
Akiko  Kawasaki,  whose  last  known  ad- 
dress is  28  Fujimi-cho,  Azabu-ku,  Tokyo, 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Morinosuke  Kawasaki,  by 
George  S.  Yamamoto,  2650  Pamoa  Road, 
Honolulu.  T.  H..  in  the  amount  of  $17,- 
000.00.  the  same  being  a  portion  of  the 
sum  of  $155,000  in  United  States  Cur- 
rency owned  by  said  Morinosuke  Kawa- 
saki which  was  removed  by  the  said 
George  S.  Yamamoto  from  the  safe  de- 
posit boxes  formerly  maintained  by  said 
Morinosuke  Kawasaki  at  the  Security 


together    with    any    and    all    accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same,  and 
d.  One    Hundred    Ninety    Six     •196) 
shares  of  $20  par  value  capital  stock  of 
The  Honolulu  Fire  Insurance  Company. 
Limited,  a  Hawaiian  corporation  in  liqui- 
dation under  the  laws  of  the  Territory 
of  Hawaii,  evidenced  by  Certificate  Num- 
ber A-29.  registered  in  the  name  of  and 
presently  iji  the  castody  of  George  S. 
Yamamoto.  including  but  not  limited  to 
the  interest  in  the  net  assets  of  The  Hon- 
olulu Fire  Insurance  Company.  Limited, 
evidenced  by  the  aforesaid  196  shares  of 
stock,  together  with  all  declared  and  un- 
paid dividends  thereon, 

is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Morin- 
osuke Kawasaki,  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 
3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Morinosuke  Kawasaki  by 
George  S.  Yamamoto.  2650  Pamoa  Road. 
Honolulu.  T.  H..  in  the  amount  of  $11.- 
921.01.  the  same  being  a  portion  of  the 
trading  account  formerly  maintained  by 
said   Morinosuke  Kawasaki   and   Akiko 
Kawasaki  at  The  Hawaiian  Trust  Com- 
pany. Limited,  Honoluln,  T.  H..  in  the 
name  of  George  S.  Yamamoto,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Japan) ; 


Saturday,  February  2S,  1949 

and  It  Is  hereby  determined; 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

[SE.\L]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-1480;    Filed,    Feb.    25,  1949; 
8:54  a.  m.l 


Adeline  B.  Hyney 


NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses; 

Claimant.  Claim  No.,  Property,  and  Location 

Adeline  B.  Hyney.  Roselle  Park.  N.  J.. 
25845;  $1020.86  In  the  Treasury  of  the  United 
States. 

Executed  at  Washington.  D.  C.  on 
February  18.  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-1481;    Filed,    Feb.    25,    1949; 
8:54  a.  m.l 


(Vesting  Order  12794] 
Maria  Hedwig  Schwarzkopf 

In  re:  Debt  owing  to  Maria  Hedwig 
Schwarzkopf.    P-28-1063. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

I.  That  Maria  Hedwig  Schwarzkopf, 
whose  last  known  address  Is  Germany,  Ls 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 


FEDERAL  REGISTER 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Maria  Hedwig  Schwarzkopf 
by  the  American  Express  Company,  65 
Broadway,  New  York  6,  New  York.  In  the 
amount  of  $138.25,  represented  by  a  check 
purchased  from  American  Express  Com- 
pany, Washington,  D.  C,  drawn  on  the 
American  Express  Company  m.  b.  H.. 
Hamburg,  Germany,  in  favor  of  Maria 
Hedwig  Schwarzkopf,  together  with  any 
and  all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Maria  Hedwig 
Schwarzkopf,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-1442;    Filed,    Feb.    24.    1949; 
8:55  a.  m.j 


[Vesting  Order   12819| 
Hug  and  Co. 


In  re:  Debts  owing  to  Hug  and  Com- 
pany also  known  as  Hug  &  Company. 
F-28-23129-C-1;  C-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Hug  and  Company  also  known 
as  Hug  &  Company,  the  last  known  ad- 
dress of  which  is  Rossplatz  16,  Leipzig, 
Germany,  is  a  corporation,  partnership, 
association  or  other  business  organiza- 
tion, organized  under  the  laws  of  Ger- 
many, and  which  has  or,  since  the  effec- 
tive date  of  Executive  Order  8389,  as 
amended,  has  had  Its  principal  place  of 
business  In  Leipzig,  Germany,  and  is  a 
national  of  a  designated  enemy  country 
(Germany) : 
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2.  That  the  property  Ascribed  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion of  The  First  National  Bank  of  Chi- 
cago, Chicago,  Illinois.  In  the  amount 
of  $147.34,  as  of  January  5.  1949,  repre- 
sented by  a  draft  numbered  51998.  dated 
November  14.  1939.  drawn  by  said  The 
First  National  Bank  of  Chicago,  on  The 
First  National  Bank  of  New  York.  New 
York,  and  payable  to  the  order  of  Hug 
and  Company  of  Leipzig.  Germany,  and 
any  and  all  accruals  thereto,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  aforementioned  debt  or  other 
obligation,  together  with  any  and  all 
rights  In,  to  and  under  the  aforesaid 
draft,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Hug  and  Company  also 
known  as  Hug  &  Company,  by  Carl 
Fischer,  Inc.,  56-62  Cooper  Square,  New 
York  3,  New  York,  in  the  amount  of 
$27.21,  as  of  December  31.  1945.  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Hug 
and  Company  also  known  as  Hug  & 
Company,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  psop- 
erty  described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  10.  1949. 

For  the  Attorney  General. 

fSEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.   Doc.   49-1443;    Filed.   Feb.   24.    1949; 
8:55  a.  m.] 


FEDERAL    TRADE    COMMISSION 

(Docket  No.  5504] 

Dawn  Products  Co. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
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the  city  of  Washington,  D.  C,  on  the  17th 
day  of  February  A.  D.  1949. 

In  the  matter  of  Joseph  Gordon,  doing 
business  as  Dawn  Products  Company, 
Docket  No.  5504. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  receipt 
of  evidence,  and  pursuant  to  authority 
vested  in  the  Federal  Trade  Commission, 

It  is  ordered.  That  Henry  P.  Alden.  a 
Trial  Examiner  of  this  Commission,  be 
wid  he  hereby  is  designated  and  appoint- 
ed to  take  testimony  and  receive  evidence 
in  this  proceeding  and  to  perform  all 
other  duties  authorized  by  law; 


NOTICES 

It  is  further  ordered.  That  the  taking 
of  testimony  and  receipt  of  evidence 
begin  on  Wednesday,  March  2.  1949.  at 
ten  o'clock  in  the  forenoon  of  that  day 
(c.  s.  t),  in  Room  1103.  New  Post  Office 
Building.  Chicago,  lillinois. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  Is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
intervening  procedure  as  requirtd  by  law, 


will  close  the  case  and  make  and  serve  on 
the  parties  at  issue  a  recommended  deci- 
sion which  shall  Include  recommended 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  the 
material  Issues  of  fact,  law,  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recommended  order;  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 

By  the  Commission: 

[SEAL]  D.  C.  Daniel. 

Secretary. 

[P.   R.   Doc.   49-1475;    Piled.    Feb.    25.    1949; 
8:47  a.  m.] 
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Nos.    1-61 


A 

ACCOUNTS  BUREAU.    See  Treasury  Department.  Page 

AERONAUTICS.  NATIONAL  ADVISORY  COMMITTEE 
FOR.  See  National  Advisory  Committee  for  Aero- 
nautics. 

AGRICULTURE  DEPARTMENT: 

See  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
Entomology  and  Plant  Quarantine  Bureau. 
Farm  Credit  Administration. 
Farmers  Home  Administration. 
Federal  Crop  Insurance  Corporation. 
Forest  Service. 

Rural  Electrification  Administration. 
Administration: 
Administrative  regulations: 

Claims,  for  losses  incurred  by  contractors  per- 
forming contracts  with  the  Government  dur- 
ing the  war;  deletion 694 

Surplus  property,  sales  and  transfers  of:  designa- 
tion of  Director,  Fiscal  Branch,  Production 
and  Marketing  Administration,  as  representa- 
tive   (succeeding  Controller),  to  determine 

equitable  adjustment 688 

Authority,  delegation  of,  by  Secretary  to  Produc- 
tion and  Marketing  Administrator;  to  ls.«;ue 
notices  of  hearings  and  designate  officer  to  con- 
duct hearings  on  sugar  wage  and  price  proceed- 
ings       688 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service   (Schedule  A).     See  main 
heading  Civil  Service  Commission. 
Grain  storage  (farm-type)  bin,  voluntary  plan  for 
allocation  of  steel  products  to  further  program 
of  construction  of.    See  main  heading  Com- 
merce Department. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Ex- 
ecutive order  respecting.    See  main  heading 
Presidential  documents. 
Lands: 

Angeles  National  Forest,  California,  certain  lands 
within,  opened  to  entry  under  mining  laws 
upon  recommendation  of  Secretary;  Execu- 
tive order  respecting.  See  main  heading 
Presidential  documents. 
Land  utilization  projects,  under  Bankhead-Jones 
Farm  Tenant  Act;  transfer  of  lands  to  and 
from.  Executive  order  respecting.  See  main 
heading  Presidential  documents. 
Shasta  National  Forest.  California ;  designation  of 

certain  lands  to  be  administered  as  part  of —      449 
Organization  and  functions  of  various  offices.     See 

Organization. 
Trade  agreements;   proclamation  respecting.    See 
main  heading  Presidential  documents. 
Agricultural  adjustment: 
Commodity  marketing  quotas: 
Corn,  commercial  corn- producing  area  and  acre- 
age allotments  for  1949,  and  marketing  quotas 
for   1949-50;    proclamation   and   determina- 
tion   - 123, 453 

80000—49 1 


AGRICULTURE  DEPARTMENT— Continued  ^""-^ 

Agricultural  adjustment — Continued 

Commodity  marketing  quotas — Continued 

Peanuts,  1949-50;  proposed  regulations  re.«:ppclmR 

marketing,  penalties,  records  and  reports 991 

Tobacco: 

Burley,  1949-50;  proclamation  respecting  ap- 
portionment of  national  quota  among  the 

States -         65 

Dark  air-cured;  proclamation  of  results  of  ref- 
erendum for  three  marketing  years  begin- 
ning October  1, 1949 55 

Fire-cured;  proclamation  of  results  of  referen- 
dum for  three  marketing  years  beglnnmg 

October  1, 1949 55 

Conservation  program,  naval  stores,  1949;  conserva- 
tion practices  and  rates  of  payment,  cupping 
only  trees  11  inches  or  over  d.  b.  h.  4<'  per  face.-       681 
Commodities  and  supplies;  regulations,  etc.: 
Babassu  kernels  and  oil,  imports  of.    See  Food. 
Beans.     See  Fruits  and  vegetables. 
Butter;  sampling,  grading,  etc..  proposed  rule  mak- 
ing       1411 

Cabbage.     See  Fruits  and  vegetables. 
Canned  and  proces.sed  foods; 

Fruits  and  vegetables.    See  Fruits  and  vegetables. 
Warehouses.     See  Warehouses. 
Carrots.    See  Fruits  and  vegetables. 
Cauliflower.     See  Fruits  and  vegetables. 
Celery.     See  Fruits  and  vegetables. 
Cheese;  sampling,  grading,  etc.,  proposed  rule  mak- 
ing  ^ 1411 

Christmas  trees  and  greens;  grading,  certification, 

and  standards 211 

Citrus  fruits.    See  Fruits  and  vegetables. 
Coconut  oils.  Imports  of.     Sec  Food. 
Copra,  Imports  of.    See  Food. 
Corn : 
Marketing  quotas.    See  Agricultural  adjustment. 

above. 
Standards.    See  Grain. 
Cream.    See  Milk. 

Dairy  products.    See  Butter;  Cheese;  Milk. 
Dried  fruits.     See  Fruits  and  vegetables. 
Drugs;    experimental    use    of    certain    economic 

poisons.    See  In.secticides,  etc. 
Economic  poisons.    See  Insecticides,  etc. 
Eggs  and  egg  products: 

Sampling,  grading,  etc.;  proposed  rule  making. _.     1411 
Standards  and  grades;  shell  eggs: 

Redesignations 465 

Specifications  and  weight  classes  for  wholesale 

grades  for;  proposed  rule  making c82 

Elxport  and  diversion  programs.     See  Export  and 

diversion  programs,  below. 
Flaxseed  screenings,  scalpings,  etc.;  imports  of.    See 

Food. 
Flowers,    and    bulbs;    grading,    certification,    and 

standards 211 

Pood; 

See  also  specific  commodities. 
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AGRICULTURE   DEPARTMENT— Continued  ^^8" 

Commodities  and  supplies;  regulations,  etc. — Con. 
Food — Continued 

Imports,  restrictions  on: 

Issuance  of  import  authorizations  for  various 
oil-containing  products  and  related  items; 
statements  of  policy: 
Babassu  kernels  or  oil  from  Brazil ;  redesigna- 

tion 694 

Copra   or   coconut   oil    from   Philippines   or 

Netherlands  Indies;  redesignation 694 

Listed  foods;  addition  of  flaxseed  screenings. 

scalpings.  chaff,  or  scourings 1315 

Redesignation 293 

Fruits  and  vegetables: 

Diversion  for  export.     Sec  Export  and  diversion 

programs. 
Grading,  inspection,  etc.,  of  fruits  and  vegetables: 
Fresh  fruits  and  vegetables;  grading,  certifica- 
tion, and  standards: 

Revised  regulations 211 

Standards: 

Cabbage 563 

Celery  stalks,  (consumer  standards) 295,852 

Peas 564 

Potatoes,  standards  for;  proposed  revision.       988 
Processed    fruits,    vegetables,    and    products, 
grading  and  inspections,  standards: 
Carrots,  canned;  standards  for  grades,  pro- 
posed revision 798 

Orange    juice,    frozen    concentrated    fresh: 

standards  for  grades,  proposed 920 

Preserves,  fruit  (or  jams) 619.1269 

Handling  of  various  fruits  and  vegetables: 

Cabbage,  grown  in  certain  counties  in  Colorado; 
proposed  amendments  to  marketing  agree- 
ment and  order 483 

Cauliflower,  grown  in  certain  counties  In  Colo- 
rado; proposed  amendments  to  marketing 

agreement  and  order 483 

Citrus  fruits,  grown  in  various  States: 
Arizona: 

Grapefruit;  limitation  of  shipments 222. 

504,794.  1009.1119 
Lemons : 

Committee  regulations;  interpretation  of 

overshipment  tolerances 1002 

Limitation  of  shipments  748, 

882. 1003, 1101. 1155,  1243.  1380 
Oranges: 
Budget  of  expenses  and  fixing  of  rate  of 
assessment  for  1948-49  fiscal  year; 

Increase  in 1409 

Limitation  of  shipments 107,  223,  292.  408. 

504,   637,   749.   883.   1003.   1121,    1244,   1381 
Marketing  agreement  and  order;  decision 

respecting  proposed-  amendments-297,  547 
Referendum  among  producers;  direction 

^'  concerning 297 

California: 

Grapefruit  'Imperial  and  Riverside  coun- 
ties);  limitation  of  shipments 222. 

I  504.  794.  1009.  1119 

Lemons: 

Committee  regulations;  interpretation  of 

overshipment  tolerances 1002 

Limitation  of  shipments 748. 

882.  1C03.  1101.  1155.  1243,  1380 
Oranges: 
Budget  of  expenses  and  fixing  of  rate  of 
assessment  for  1948-49  fiscal  year; 

Increase  in 1409 

Limitation  of  shipments 107.  223.  292. 

408,  504,  637,  749,  883,  1003,  1121,  1244.  1381 
Marketing  agreement  and  order;  decision 

respecting  proposed  amendments.-  297.  547 
Referendum  among  producers;  direction 

concerning 297 

Florida,  oranges,  grapefruit,  and  tangerines 
grown  In;  limitation  of  shipments: 

Grapefruit 222.  291.  503.  879 

Oranges 221.  291.  407.  501,  637,  881.  1380 

Tangerines- 222,  291.  407.  503,  882 
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AGRICULTURE  DEPARTMENT — Continued 
Commodities  and  supplies;  regulations,  etc.— Con. 
Fruits  and  vegetables — Continued 

Handling  of  various  fruits  and  vegetables — Con. 
Grapes,  grown  in  California: 
Emperor  grapes: 

Marketing  agreement  and  order;  decision 

respecting  proposed  amendments —  342,  383 

Referendum  among  producers 349,  1385 

Tokay    grapes;    amendments    to    marketing 

agreement  and  order 440 

Peaches: 

Elberta  peaches,  grown  in  California: 

Marketing  agreement  and  order;  proposed 

amendments 697.  840.  1293,  1396 

Referendum   among   producers;    direction 

concerning 203.  1300 

Grown  in  Georgia: 

Committee  regulations;  change  In  repre- 
sentation by  districts  on  Industry  Com- 
mittee  408.  504 

Referendum  among  producers 419.  1260 

Pears  (Bartlett),  grown  in  California: 

Marketing   agreement   and  order;   proposed 

amendments 697,  840,  1293,  1398 

Referendum  among  producers;  direction  con- 
cerning   203,  1300 

Peas,  grown  in  certain  counties  in  Colorado; 
proposed  amendments  to  marketing  agree- 
ment and  order -^ 483 

Plums,  grown  In  California: 

Marketing   agreement   and  order;   proposed 

amendments 697.  840.  1293,  1396 

Referendum  among  producers;  direction  con- 
cerning  203.  1300 

,       Potatoes;  Irish  potatoes  grown  in  various  States 
and  production  areas: 
California: 

Modoc    and    Siskiyou    counties;    proposed 
amendments  to  marketing  agreement 

and  order 1255 

Production  area  (except  Modoc  and  Si.skl- 
you    counties);    proposed    marketing 

agreement  and  order 

Maine;  Committee  regulations,  exemption 
certificates,  and  certificates  of  priv- 
ilege  188. 

Oregon  (Crook.  Deschutes,  and  Klamath 
counties)  ;  proposed  amendments  to  mar- 
keting agreement  and  order 1255 

South  Dakota  (Eastern)  production  area; 
budget  of  expenses  and  fixing  of  rate 

of  assessment  for  1948-49  fiscal  year 1004 

Southeastern  States;  budget  of  expenses  and 
fixing  of  rate  of  assessment  for  1948-49 

fiscal  year 342,1079 

Washington;  proposed  marketing  agreement 

and   order 1131 

Prunes,  dried,  in  California;  notice  of  hearing 
respecting  proposed  marketing  agreement 

and  order 862,  922 

Warehouses.    See  Warehouses. 
Fungicides.    See  Insecticides,  etc. 
Grain;  standards: 

Corn 897.  1243 

Oats - 697,  1243 

Wheat 697.  1243 

Grapefruit.    See  Fruits  and  vegetables. 
Grapes.    See  Fruits  and  vegetables. 

Hay  and  straw,  standards  for:  proposed  revision 1040 

Hops,  grown  in  Oregon,  California,  Washington,  and 
Idaho  and  products  produced  from  such  hops, 

handling  of;  deletion 519 

Imported  foods.    See  Food. 

Insecticides,  etc.  (economic  poisons) ;  regulations  for 
enforcement  of  Federal  Insecticide.  Fungicide 
and  Rodentlclde  Act.  1947: 
Exemption;  sodium  fluoride  for  use  in  manufac- 
turing and  processing  of  rubber,  glue,  etc 157 

Interpretations  (appendix) ;  redesignations _-      465 

Shipments  for  experimental  use;  proposed  rule 
making: 
Economic  pol.sons  for  experimental  use,  also 
subject  to  new  drug  requirements  of  Fed 
eral  Food,  Drug,  and  Cosmetic  Act;  gen 
eral  permit  for 
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AGRICULTURE  DEPARTMENT— Continued  *'»8« 

Commodities  and  supplies;  regulations,  etc. — Con. 
Lemons.    See  Fruits  and  vegetables. 
Livestock;  inspection: 
At  various  stockyards.    See  Packers  and  Stock- 
yards Division,  below. 
Regulations   of   Animal    Industry   Bureau.    See 
main  heading  Animal  Industry  Bureau. 
Meats: 

Grading    and   certification    of    meats,    prepared 

meats  and  products;  fees  for  grading  service.       405 
Inspection  regulations.    See  main  heading  Ani- 
mal Industry  Bureau. 
Milk,  cream,  and  byproducts,  handling  in  various 
marketing   and    sales   areas;    amendments   to 
marketing  agreements  and  orders,  etc.: 
Illinois: 

Chicaeo 296.  444,  579,  791 

Suburban 444.  579,  791 

Quad  Cities 444,  579.  791.  1194,  1384 

Rockford-Freeport 1356 

Indiana: 

Fort  Wayne 444.  579.  791 

South  Bend-La  Porte 444.  579.  791 

Iowa : 

Clinton 444,  579.  791.  1012.  1198 

Council  BluCfs-Omaha 444.  579.  738,  791 

Dubuque 444.  579,  791 

Quad  Cities 444,  579.  791,  1194.  1384 

Sioux  City 89.  444.  579,  791 

Kan.sas;  Wichita 444,  579,  791 

Kentucky: 

A.shland  (Tri-State) 186,  444.  488.  579.  791.  1215 

Louisville 444.579.791,1196 

Loui.siana;  New  Orleans 444.579,704,791,1253 

Massr.chusetts: 

Boston   (Greater) 157,184.444.579.591,791,1129 

Pall  River 417,444.579,791.859,1129.1269 

Lowell-Lawrence 415,  444,  579,  791.  900.  1129.  1286 

Minnesota: 

Duluth-Superior 444,  579.  791, 1384 

Minneapolis-St.  Paul 444.  579,  791 

Mi.ssouri : 

Kan.sas  City  (Greater) 444.579.791 

St.   Louis 444,579.791 

Nebra.'ska;  Omaha-Council  Bluffs 444.579.738,791 

New  York;  New  York  metropolitan  area 95, 

444.519.579.791.829,  1176 

Ohio: 

Cincinnati- 444,  487.  579.  791.  1327 

Cleveland- 444.  579.  791,  1130 

Columbus 444.  579,  791 

Dayton-Springfield 185,  444,  579,  791, 1330 

Lima 579 

Marietta,  Ironton.  Gallipolls,  etc.  (Trl-State)..      186, 

444,488,579,791.  1215 

Toledo 444.  579.  791 

Penn.sylvania ;  Philadelphia 444,579,791.1011,1442 

West    Virginia:     Huntington    and    Parkersburg 

(Tri-State) 186,  444,  488.  579.  791,  1215 

Wisconsin:    Superior-Duluth 444.579,791,1384 

Naval  stores;  conservation  program.    See  Agricul- 
tural adjustment,  above. 
Nuts : 

Raw  nuts;  grading,  certification,  and  standards.-      211 
Walnuts,  grown  in  California,  Oregon  and  Wa.sh- 
ington,  handling  of;  Walnut  Control  Board, 
discharge  of  trustees  appointed  for  liquida- 
tion action 260 

Oats;  standards.    See  Grain. 

Oil.  imports  of.    See  Food. 

Onion  sets:  grading,  certification,  and  standards.-      211 

Oranges.     See  Fruits  and  vegetables. 

Peaches.     See  Fruits  and  vegetables. 

Pears.    See  Fruits  and  vegetables. 

Peas.    See  Fruits  and  vegetables. 

Plums.    See  Fruits  and  vegetables. 

Poi.sons,  economic.     See  Insecticides,  etc. 

Potatoes.    See  Fruits  and  vegetables. 

Poultry  and  dressed  domestic  rabbits;   sampling, 

grading,  etc.,  proposed  rule  making 1411 

Processed   fruits,   vegetables,  and   products.     See 

Fruits  and  vegetables. 
Prunes.    See  Fruits  and  vegetables. 
Rabbits,  domestic,  dressed.    See  Poultry  and  do- 
mestic rabbits. 


AGRICULTURE  DEPARTMENT— Continued  p»8« 

Commodities  and  supplies;  regulations,  etc. — Con. 
Rodentlcides.    See  Insecticides,  etc. 
Seeds.    See  Federal  Seed  Act.  beloic. 
Sirup;  warehouses.    See  Warehouses. 
Sodium  fluoride.    See  Insecticides,  etc. 
Straw.    See  Hay. 
Sugar: 

Export  control: 

Revocation  of  part.- 157 

Termination  of  restriction  on  exports  of  .«ugar.       157 

Supar  regulations 466,  467.  468,  591,  1408 

Farms,  determination  of 466,1408 

Normal  yields  and  eligibility  for  abandonment 

and  crop  deficiency  payments 467. 1408 

Practice  and  procedure 466,1408 

Sugar  quota.  1949.  for  Puerto  Rico;  notice  of 

hearing 80 

Wage  and  price  proceeding;  delegation  of 
authority  to  Administrator  to  issue  no- 
tices of  hearings  and  de.sipnate  officer  to 
conduct  hearings,  and  to  redclegate  au- 
thority to  Director,  Sugar  Branch 688 

Prices;   sugarcane 467,468,1408 

Hawaii:  1949  crop -. 218 

Puerto  Rico;  1948-49  crop 219 

Virgin  Islands;  1949  crop 122 

Processor-producer,  determination  of 466.  1408 

Proportionate  shares  for  farms 467,  1403 

Sugar  commercially  recoverable 465.467,1408 

Sucar  requirements  and  quotas 466.  591,  1408 

Entry    of    sugar    into    continental    United 

States 1, 1169 

Excess-quota  sugar;  propo.scd  revised  regula- 
tions      1396 

Wage  rates 467,1408 

SU2rar  beets: 

California:  1949  crop 217 

Hearing  at  Greeley.  Colo.,  notice  of  post- 
ponement        206 

States  other  than  California;  1949  crop-_>     1169 
Sugarcane: 

Hawaii;  1949  crop 218 

Louisiana:  1949  crop 55 

Puerto  Rico:  1949  crop 57 

Virgin  Islands;  1949  crop 58 

Tangerines.     See  Fruits  and  vegetables. 
Tobacco: 
Marking  quotas.    See  Agricultural  adjustment, 
aboi;e. 
-    Standards,  lnsp>ection.  etc.: 
Inspection: 
Designation  of  markets,  in  various  production 
areas: 

Ellerbe,  N.  C;  notice  of  referendum 1176 

Rede.signation 465,  466 

Standards,  official,  for  various  types  of  to- 
bacco; redesignations 465.468 

Stocks  and  standards;  redesignations 465,  466 

Vegetables.    See  Fruits  and  vegetables. 
Walnuts.     See  Nuts. 
Warehouses;  regulations: 

Beans,  dry 121.681 

Sirup 681 

Wheat;  standards.    See  Grain. 
Diversion  programs.    See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs;  various  fruits,  etc.: 
Citrus  fruits  and  juices;  fiscal  year  1949: 

Eligibility  for  payments;  grades  for  (Florida  or 
Texas  fresh  oranges,  grapefruit,  and  tange- 
rines)  33 

Payment,  rate  of;   for  products  exported  from 

various  United  States  ports 333 

Dried  fruit  (prunes  and  raisins' ;  fiscal  year  1949: 
Eligibility  for  payments  by  Secretary;  exten.sion 

of  period  for.  to  March  31,  1949 362 

Supplementary  statement 33,815 

Federal  Insecticide,  Fungicide,  and  Rodenticide  Act  of 
1947;  regulations  respecting  insecticides,  etc.    See 
Commodities  and  supplies:  insecticides. 
Federal  Seed  Act,  regulations: 
Findings,  orders  and  determinations  of  Secretary 
of  Agriculture;  exclusion  of  listed  sections  from 
Code  of  Federal  Regulations,  1949  Edition 1207 
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AGRICULTURE  DEPARTMENT— Continued  *'*^' 

Federal  Seed  Act,  regulations — Continued 

Joint  rules  and  regulations  of  Secretary  of  the 
Treasury  and  Secretary  of  Agriculture;  substi- 
tution of  phrase  "Administrator  of  the  Produc- 
tion and  Marketing  Administration"  for  phrase 
'Assistant  Administrator  for  Regulatory  and 
Marketing  Service  Work.  Production  and  Mar- 
keting Administration" 

Office  of  the  Secretary: 

Administrative  regulations,  delegations  of  author- 
ity, etc.    See  under  Administration. 

War  food  orders  (PMA);  redesignation ^293 

Listed  foods;  addition  of  flaxseed  screening,  etc— 
Statements  of  policy  respecting  issuance  of  im- 
port authorizations  for  various  oil-contam- 
Ing  products  and  related  Items;  redesigna- 

tions 

Organization,  functions  and  procedures: 

Production  and  Marketing  Administration;  codifi- 
cation  discontinued 

Admirustrator,    Office    of;    codification    discon- 
tinued  

Agricultural  Conservation  Programs  Branch;  co- 
dification  discontinued 

Audit  Branch:  codification  discontinued 

Budget   and   Management   Branch;    codification 

discontinued —        ^" 

Compliance  and  Investigation  Branch;  codifica- 
tion  discontinued ^6 

Cotton  Branch;  codification  discontinued m 

Dairy  Branch:  codification  discontinued 36 

Fats  and  Oils  Branch;  codification  discontinued.         36 

Fiscal  Branch:  codification  discontinued 36 

Food   Distribution   Programs   Branch;    codifica- 
tion  discontinued 36 

Fruit  and  Vegetable  Branch;  codification  discon- 
tinued   36 

Grain  Branch;  codification  discontinued 

Information  Branch;  codification  discontinued- - 
Livestock  Branch: 

Codification  di-scontinued 

Wool  purchase  program;  redesignation 

Marketing  Facilities  Branch;  codification  discon- 
tinued   • 38 

Marketing  Research  Branch;  codification  discon- 
tinued           36 

Poultry  Branch;  codification  discontinued 

Price  Support  and  Foreign  Supply  Branch;  codi- 
fication discontinued 

Production  and  Marketing  Administration;  codifi- 
cation discontinued 

Shipping  and  Storage  Branch;  codification  dis- 
continued   

Sugar  Branch;  codification  discontinued 

Tobacco  Branch;  codification  discontinued 

Staff  and  Service  Offices.  Office  of  the  Solicitor; 
delegations  of  final  authority  respecting  certifi- 
cation of  documents  and  release  of  claims  of 
United  States  against  private  persons  for  dam- 

age  to  property ^"3 

Packers  and  Stockyards  Division: 

Inspection  of  livestock,  authorization  for;  codmca- 

tlon  discontinued 655 

Notices  respecting  certain  stockyards;  rates  and 
charges,  petitions  for  modification: 

Kansas  City  Stock  Yards,  market  agencies  at 628 

Omaha  Union  Stockyards,  market  agencies  at 1008 

St.  Louis  National  Stockyards  Co Jl* 
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St.  Paul  Union  Stockyards  Co 

Production  and  Marketing  Administration: 

Agricultural  adjustment:  commodity  marketing 
quotas,  conservation  programs,  etc.  See  Agri- 
cultural adjustment. 

Authoritv,  delegation  of.    See  Administration. 

Commodity  credit.  See  main  heading  Commodity 
Credit  Corporation. 

Crop  Insurance.  See  main  heading  Federal  Crop 
Insurance  Corporation. 

Diversion  programs.  See  Export  and  diversion  pro- 
grams. .^^       ^       ... 

Export  and  diversion  programs.  See  Export  and  di- 
version programs. 

Live-stock  inspection  under  Packers  and  Stockyards 
Act ;  designation  of  stockyards,  etc.  See  Pack- 
ers and  Stockyards  Division. 
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AGRICULTURE  DEPARTMENT — Continued 

Production  and  Marketing  Administration— Con. 

Marketing  agreements  and  orders ;  specific  commod- 
ities.   See  Commodities  and  supplies. 

Organization.    See  Organization.  „     „    , 

Packers  and  Stockyards  Act ;  notices,  etc.  See  Pack- 
ers and  Stockyards  Division. 

Regulations  respecting  specific  commodities.  See 
Commodities  and  supplies. 

Standards,  grading.  Inspection,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 

Sugar;  wage  and  price  determinations,  quotas,  etc. 
See  Commodities  and  .supplies. 

Surplus  property,  sales  or  transfers  of.    See  Surplus 

property.            ^    .       ,.  1104 

War  food  orders;  rede.signations o»* 

Support  prices.    See  main  heading  Commodity  Credit 

Corporation. 
Surplus  property,  sales  or  transfers  of;  designation  of 
representative  to  determine  equitable  adjustment. 
See  Administration:  administrative  regulations. 
Wage  determinations  for  production  of  sugar.     See 
under  Commodities  and  supplies. 
AID  TO  FOREIGN  COUNTRIES.    See  Foreign  aid  pro- 
gram. 
AIR  COORDINATING  COMMITTEE ;  functions  In  con- 
nection with  Air  Navigation  Development  Board. 
See  Civil  Aeronautics  Administration. 
AIR   FORCE  DEPARTMENT: 

Air  Navigation  Development  Board,  Civil  Aeronautics 
Administration ;  representation  on.    See  main  head- 
ing Civil  Aeronautics  Administration. 
Courts-Martial  Manual.  United  States  Army,  1949: 
Executive  order  respecting.    See  main  heading 
Presidential  documents. 
Lands  public,  withdrawn  for  u.se  of  Army  Department 
as  air  field,  etc.    See  main  heading  Land  Man- 
agement Bureau. 
Mall  and  mail  clerks.     See  Postal  service. 
Postal  service: 

Overseas  Army  post  offices.  prop>er  addres.slng  01 
mall  for.    See  main  heading  Post  Office  Depart- 
ment. 
Transfer  of  functions  respecting  postal  services  and 
mall  clerks  from  Army  Department;  order  by 
Secretary  of  Defense.     See  main  heading  Na- 
tional Military  Establishment. 
Procurement;  armed  services  and  joint  reg\ilations. 
See  main  heading  Army  Department;  National 
Military  Establishment. 
Regulations: 

Aircraft:  ,  ,  tt  •*  j 

Civil  aircraft  (domestic  or  foreign) ;  use  of  United 

States  Air  Force  bases  overseas  by 

Naval  and  military;  tran.sportation  by.  regulations 

by  Secretary  of  Defense.    See  main  heading 

National  Military  Establishment. 

Dependents'    allowances;     Joint    regulations.     See 

main  heading  National  Military  Establishment. 

Personnel:                                                         .^    _ 
Appointment  of  officers  in  United  States  Air  Force 
for  duty  with  Judge  Advocate  General's  De- 
partment       1251 

Correction  of  Military  Records.  Air  Force  Board 

for 831 

Decorations,  medals,  ribbons  and  similar  devices; 
Army  of  Occupation  Medal.  Berlin  airlift  de- 
vice.   See  main  heading  Army  Department. 
Recruiting    and    enlistments;    regulations.    See 

main  heading  Army  Department. 
Women's  Army  Corps.  Regular  Army;  enlistment 
of  women  In.  and  In  U.  S.  Air  Force.    See 
main  heading  Army  Department. 
Procurement ;  armed  services  and  joint  regulations. 
See  main  heading  Army  Department;  National 
Military  Establishment. 
Re.serves,  organized:  ,  „  .*  j 

Officers*  Reserve  Corps;  general  officers  ol  United 

States  Air  Force  Reserve ^10 

Retirement  of  Air  Force  Reserve  personnel 779 

Transportation  by  naval  and  military  aircraft ;  regula- 
tions by  Secretary  of  Defense.  See  main  heading 
National  MUltary  Establishment. 
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AIR  NAVIGATION  DEVELOPMENT  BOARD ;  establish-     Page 
ment  within  Civil  Aeronautics  Administration.    See 
Civil  Aeronautics  Administration. 

AIR  TRANSPORTATION.  FACILITIES.  ETC.: 

Air   Force   Department   regulations.     See   Air   Force 

Department. 
Air   Navigation   Development   Board;    establishment 
within    Civil    Aeronautics    Administration.     See 
Civil  Aeronautics  Administration. 
Air-navigation  sites;  withdrawal  of  public  lands  for. 
See  Land  Management  Bvjreau. 
•     Airports  of  entry  for  immigrants.    See  Immigration 
and  Naturalization  Service. 
Airspace  designations.    See  Civil  Aeronautics  Admin- 
istration. 
Civil  aircraft,  regulations  respecting.     See  Air  Force 
Department;   Civil   Aeronautics    Administration; 
Civil  Aeronautics  Board. 
Civil  airways,  etc..  designation  of.     See  Civil  Aero- 
nautics Administration. 
Hawaii,  disposal  of  airports  in;  authority  respecting. 

See  War  A.ssets  Administration. 
International  civil  aviation:  annfxcs  to  convention  on. 

See  Civil  Aeronautics  Board. 
Labor  di.^putes  between  certain  carriers  and  their  em- 
ployees;   emergency   board   to   Investigate.     See 
Presidential  documents. 
Public  airports.  Federal-aid  airport  development  pro- 
gram; regulations.    See  Civil  Aeronautics  Admin- 
istration. 
P»ublic  health  regulations.    See  Public  Health  Service. 
Quarantine  regulations: 

Fruits  and  vegetables,  prefiight  Inspection.     See  En- 
tomology and  Plant  Quarantine. 
Public  health  regulations.     See  Public  Health  Serv- 
ice. 
Steel  and  products,  availability  for  maintenance,  etc., 
of  aeronautical  facilities.     See  Commerce  Depart- 
ment. 
Transportation  of  Government  and  non-government 
personnel : 
By  civil  air  carriers:  free  and  reduced  rates.     See 

Civil  Aeronautics  Board. 
By  naval  and  military  aircraft.     See  national  Mili- 
tary Establishment. 
Washington  National  Airport:  regulations  respecting. 
See  Civil  Aeronautics  Administration. 

LASKA: 

Air  carrier  operations  in.    See  Civil  Aeronautics  Board. 

Airports  of  entry  for  immigrants;  redesignation  of 
C.  A  A  Field.  Juneau,  Alaska.  See  Immigration 
and  Naturalization  Service. 

Alaska  Game  Commission,  Regulations.  Sec  Alaska 
Game  Commission. 

Ala.ska  Railroad.     See  Interior  Department. 

Alaska  Road  Commission.     See  Interior  Department. 

Civil  airways,  etc.,  designation  of.  See  Civil  Aeronau- 
tics Administration. 

Customs  Collection  District  No.  31,  designation  of  Cor- 
dova as  customs  port  of  entry;  EScecutive  order 
respecting.    See  Presidential  documents. 

Fish  and  wildlife  protection.  See  Alaska  Game  Com- 
mi.sslon;  Pish  and  Wildlife  Service. 

Fisheries,  commercial;  regulations.  See  FMsh  and 
Wildlife  Service. 

Forest  lands;  elimination  from  national  forests  of 
certain  home  and  Industrial  sites.  See  Forest 
Service. 

Hospital  construction,  grants  for.  See  Public  Health 
Service. 

Ketchikan,  City  of,  construction  of  power  project; 
^  hearing.     See  Federal  Power  Commission. 

Mineral  lands  in  national  parks;  regulations  respect- 
ing.    See  National  Park  Service. 

Postal  regulations  respecting  domestic  mall  rates  to. 
See  Post  Office  Department. 

Public  lands  in.    See  Land  Management  Bureau. 

Radio  stations  in,  regulations  governing.  See  Federal 
Communications  Commission. 

ALASKA  GAME  COMMISSION: 
Regulations: 

Guides;  proposed  rulemaking 647 

Licenses,  trapping  and  hunting;  proposed  rule  mak- 
ing        547 

Poisons;  proposed  rule  making 547 


ALASKA  RAILROAD.     See  Interior  Department.  Page 

ALASKA  ROAD  COMMISSION.     See  Interior  Department. 
ALIEN  PROPERTY,  OFFICE  OF: 

General  rules  of  procedure,  time  for  filing  debt  claims; 
bar  date  for  claims  in  resc>ect  of  debtors  whose 

property  was  vested  July  1-December  31,  1947 498 

German  Government,  former;  relinquishment  by  State 

Department  of  control  over  certain  properly  of —       944 
Regulations: 
Blocked  as.sets: 
See  also  Reports. 

Regulations  issued  originally  by  Treasury  Depart- 
ment: 
G;^neral  licenses: 

Blocked  countries  (except  Spain.  Portugal, 
and  Tangiers)  generally  licensed  "Gen- 
eral Licen.se  No.  94)  ;  exclusion  from  Code 
of  Federal  Regulations.  1£49  Edition.  ._  1409 
Spain  and  Portugal,  sending  of  checks,  drafts, 
securities,  etc..  from  United  Slates  to 
(General  License  No.  88) ;  exclusion  from 
Code  of  Federal  Regulations.  1949  Edi- 
tion      1409 

General  rulings;  authorization  for  transactions 
by  persons  within  Tangiers  (General  Ruling 
No.  9) .  exclusion  from  Code  of  Federal  Reg- 
ulations, 1949  Edition 1403 

Public  circulars: 

Applications  for  licenses,  penalty  provisions 
waived  respecting  copies  and  execution  of 
oath  (Public  Circular  No.  23' ;  exclusion 
from  Code  of  Federal  Regulations,  1949 

Edition 1409 

Patents,  trade-marks  and  copyrights,  United 
States,  in  which  blocked  nationals  have 
interests: 
Applications,  transfers,  etc.     (Public  Cir- 
cular No.  5 )  ;  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 1409 

Special  accounts,  establishment  and  trans- 
fers of  Interests  from  (Public  Circular 
No.  5b ) ;  exclusion  from  Code  of  Fed- 
eral Regulations.  1949  Edition 1409 

Reports  of  property  subject  to  United  States 
jurisdiction,  instructions  for  preparation 
of  'Public  Circular  No.  4C> ;  revocation.         78 
Reports: 

Copyrights  or  interests  therein,  provisions  re- 
specting ;  exclusion  from  Code  of  Federal  Reg- 
ulations, 1949  Edition 1409 

Patents,  persons  having  interest  in;  reports  con- 

,  cerning  changes  In  status  as  foreign  national, 

provision  respecting,  exclusion  from  Code  of 

Federal  Regulations,  1949  Edition 1409 

Vesting  orders,  etc.: 
Copyrights : 

Beyer,  Otto,  Verlag 50 

Fischer,  Gustav,  Verlag  von 1204 

Gebriider  Borntraeger 50,  428 

Gebruder  Borntraeger,  Verlag  von 787 

Heymans,  Carl 31 

Imperial  Household  Museum  (Japan) 1204 

Karg-Elert.  Louise 451 

Lebensweiser-Verlag 846 

Quelle  and  Meyer,  Verlag  von 51 

Ries  and  Erler,  G.  m.  b.  H 427 

Ries,  Franz 427 

Wasmuth,  Ernst 31 

Costs  incurred  In  court  actions  in  listed  States: 

California 198 

Indiana 634 

Michigan 848 

Minnesota 634 

New  York 847 

Ohio 634 

Wisconsin 634 

Dissolution  orders: 

Corner  Molt  and  Hester  Streets.  Inc 141 

Suzuki.  S..  and  Co.  of  New  York.  Ltd 141 

Return  of  vested  property: 

American  Securit  Co ^^ 790,  848 

Banco  di  Napoli 516 

Bastianelli.  Giu.seppe 559 

Beilin,  Broni.slaw  L 118.746 

Bevoort,  Cornells 930 
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Return  of  vested  property— Continued 

Bierman.  Hildegard  Baeck J"' 

Blass.  Grete  (Marguerite) ^JJ| 

Casse.  Marcel ,„„ 

Cernuschi.  Giovanni  and  Maddalena  S |"o 

Colazza.  Dr.  Giovanni ^JJ^ 

Colleoni.  Leone -,-.  „„„ 

Conard-Pyle  Co 404  137^ 

Da  Conturbia.  Fortunate *"*•  *^'- 

Danel.  Pierre  Francois ^^° 

De  Ponbrune.  Pierre  Henry  Du.s.sumier.     _ 1^1-2 

De  Nobili  Cigar  Company  stock ;  Italian  claimants.     ^^^^ 

IjcfrQ^  _  ____  —  —  —  —  —  —  —  —  ——— __——  —  -  — 

De  Pietro.Giuseppe^Maria  Giulia.  and  Nicola--  559,  1312 

Di  Paolo,  Angelo q„„ 

Edelheim.  Anna  Johanna ^^^ 

Eichman.  Else* ;"?■  q.^ 

Emsheimer.  Bertha yJJ^- 

Fabriques  de  Produits  Chimiques  de  Thann  et  de 

Mulhouse •'^? 

Penoaltea.  Maria  Clementina °e 

Fibres  Associates.  Inc ' 

PYankenthal,  Use ^"" 

Freyssinet.  Eugene "^i 

Friedle.  John  M -- 

Fukunaga.  Kazuo.  et  al ^^^ 

Gazda.  Antoine 

Gentilli.  Anna  Elissa 

Graveure.  Louis -in 

Gregorini-Bingham,  Giovanni *;'" 

^-.; 1 i       HVn-fVin  --  ^wO 


Page 


ALIEN  PROPERTY,  OFFICE  OF— Continued 
Vesting  orders,  etc.— Continued 
Return  of  vested  property— Continued 

Rotter.  Fritz ^^Ij 

Rouy.  Aupuste  Louis  Mane  Antoine.^ iii,  aai  * 

Schmal.    Bella J'S 

Scott.   Gabriel ^^' 

Scotto.  Vincent *;  ° 

Skprritt.  James  L ^^"^ 

Sobernheim.    CfTarlotte.— ---—-— ^"^ 

Societa  Anonima  Lucchese  Olii  e  Vinl "j;* 

Societe  Anonyme  Tubest *^" 

Societe  des  Usines  Chimiques ^'^ 

Societe  Rhodiaceta ^^"'  ^"'' 

Spenner.  Gertrude  Spiegel- ^^^ 

Strassmair,  Stephen 

Strongman.  Richard  H 

Takemoto.  George  K.  and  Harry  Y 
Tentler.  Dr.  Paul 


1_81 

i;C6 

1226 

814 


Guignebert.  Marthe. 

Hansen.  Wilhelm.  Musik-Forlag. 

Harris.  Robert. 


--       996 
._1." 106 

Hinrich.sen.  Max  and  Walter ^JJ 

Horita.  Kiyo 3, 

Horty.  Thomas -,q 

Huitfeldt.  Eiler  de  Moltke ^^^ 

Hyney.  Adeline  B ...q 

Ikeda.  Leo  Ryotaro '*"^-  \\Ti 

Independent  Aluminum  Corp ^^^" 

Lshikawa.  Henry  J- ^..^ 

Island  Fender  Shop ,„„£ 

Jacobson.  Dr.  Jacob \]P^  j^'^^ 

Jorgen.sen.  Verner  Eggert *»*■  ["r:^ 

Kat.scher.   Agnes ... 

Klein.  Anna  Rosenfeld it 

Klein.   Lucie -,q  .,„- 

Kohlistock.  Anna  Luise  Blume i^^-  ^JJ 

Kuncis.  Peter q„. 

Kuni.shige.  Andy  Norihiro  and  Itsuzo »'« 

Leclerc.  Max.  and  Cie..  Ltd ^^^ 

Legerlotz.  Helmut 

Lenander.  Nils  Erik 

Lepkow.ski.  Marjorie 

Leto,  Domenica 

Locatelli.  Erminia "Jg 

Lowenstein.  Leo =.„ 

Lunel.  Bruno .„-^ 

Maddaleni.   Brunilde *^.^* 

Mangen.  Selma --"t^'ii'i fi7« 

Mantovani.  Egidio  and  Eugenia  DoUi b<H 

Moer.  Henri  Michel  and  Martine 617,  I4^a 

_----     ^^^^ 

"I-  _         —     1313 
_.-       403 


973 
359 

1312 
288 

1117 


Meyer,   Martha 

Milo.   Ellen 

Monheimer.  Otto 

Moulin  Legumes.  S.  A 

Moutzouridou.  Michaela *^° 

Nakatsuka.    Kenzo... " 

Newton.  Caroline  E.  and  E.  Swift .-—      »^" 

Norli.  Olaf:  Bokhandel  Forlag J' J 

Odda   Smelteverk °i.* 

Oppenhelmer.   Paula ^"" 

Ordmann.  Max  D -.     ^^" 

Ottenstein.  Friedrich — »3»'  \^^j- 

Patterson.  Clair  Da  Conturbia 404.  i.iu 

Philippovich.   Gertrude ^|' 

Polstein.  Eleanor ^^^ 

Prevosts.  Mathilda 

Pui.seux.  Boulanger  et  Cie..  Societe  en  Comman- 
dite par  Actions -- 

Reich.  Max *"-*• 

Reichert.  Emll 

R  cordi.  G.^and  Co ^^" 

Rxv.i.  Madduleiia ^^^^ 


814 

500 

1150 

428 

560 


403 

1205 

31 

403 

Thorslngs.  Alfred':  Musikforlag 403. 1404 

Towne.  Mrs.  A.  Lyndhurst i-^- 

Vallery,  Eleonore  Sohre ^^i? 

Van  Dranen.  Willem  Nicolaas 1^"^ 

Vivier.Felix i"'° 

Vogl.  Emilie ^q7 

Weidenfeld.  Arthur ^^' 

Vv^orden.  Josephine  R ^^^ 

Various  interests,  in  estates,  litigation  proceedings, 
etc. '. 

Abbt.  Anna  and  Josephine 1241 

Ackermann.  Erich.  Hugo,  and  Julius --—       vJb 

Ackermann,  Joerg,  Klaus  Jochen,  and  Ottilie  Elsa 

Emma  Henriette 357 

Ackermann.  Marie r ^°' 

Adamek.  Martha  Kaescn 8  8 

Adelhardt.  John  and  Margaretha-— ^^^ 

Affeldt.  Annie ^87 

Ahling,  Maria  Bernardina  Bosse ^^^ 

Ahrens.  Gesine  Anna  Margareta J5B 

Akciju  Sabiedriba  Llepajas  Banka 1146 

Anger.  Johanna  Plaue 267 

Acki.  Iwao 1";?^ 

Arbatsky.  Igor  and  Jury ^j° 

Arima.  Sumyoshi  and  Tamakl  F ^56 

A.sahara.  Masao ^^39 

Asano.  T.suneko *J^ 

Asendorf.  Alice  and  Fred .- oib 

Babel.  Agnes  and  Wilhelm 1164 

Bach.  Jo.seph 911 

Backer.  Bernhard.  Gerhard,  and  Hermann ijo 

Bader,  Emilie.  Emma,  and  Eugen 49 

Bahnsen.  Doris °^ 

Ballin  and  Rabe 1^04 

Balzar,  Paula 995 

Bank  oX  Italy JO^ 

Bankge.schaft  Berger  and  Co i4im 

Barckhau.sen.  Lufolf ^15 

Bauer.  Alfred,  Felix.  Mathilde,  Max.  Otto,  and 

Wolfgang 1389 

Bauer.  Margaret ^"'^ 

Baur,  Friedrich  and  Llsel 10 

Beck.  Erne.st  «Gottlob> 6^0 

Becker.  August  and  Erich 1*51 

Becker.  Elise ^°J 

Becker.  Thekla  Theresia ]28 

Bodowskl.  Trude  Pogoda 1*23 


Beiser.  Gallus. 


725 

Bekk  and  Kaulen 812 

Bender.  Mina *"^ 

Bense.   Marie ^ 

Benz.  Cuet  and  Gie.sela 't'l 

Berg.  Barbara  Maria  Baroness 632 

Berger.  Gerda  Norden ^27 

Berndt.  Anna  (Gruber) y* 

Bernhardt.  Hedwig l*^i 

Bersenbrueck.  Gerhard  Wissmann ^^^ 

Besthof.  Alma 9oJ 

Beyth.  Charles.  Johanna,  Walter.  Wilhelm.  and 

Willy "^' 

Binder.  Hedwig  Pauline 12  3 

Birkhahn.  Margarete y'\ 

Bittner.  Paul 1"^? 

Blech.  Margaret S' ' 

Blume.  Karl 

Bluth.  Ludwig  S 

Boche,  Sophie 


843 
152 
969 
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Bock,  Frieda  and  Margarete 1060 

Bock,  Joseph 30 

Bode.  Uesel 811 

Boehme  iBohme),  H.  Th.;  A.  G 557 

Bohnet.  Christine  Roller 813 

Boker.  Carl  George 584 

Boker.  Orkana  R.  E 1238 

Born.  August.  Helmut,  and  Herbert 267 

Bosse.   Heinrich   Josef,   Heinrich   Wilhelm,   and 

Johann  Theodor 235 

Bottger.  Herta 82 

Boy,  Eberhard 14C6 

Brabender,  Carl  Wilhelm 4i0 

Biadburn.  Paul  H 584 

Brandhorst.  Christian.  Frederick.  Predericka,  and 

Sophie 330 

Brandhorst.   Herman 1373 

Brauer,  Albin  H.,  Horst  (Horace) ,  and  Johannes--  1424 

Braun,   Bertha 374 

Biaun.Ervin 970 

Breisacher.  William 4>^6 

>             Brewer.  Lillian  May  Clayton 515 

Brockes.  Mrs.  Hans  iGabriele) 1450 

Brockhaus,  F.  A 1404 

Bruhl.  Margarete 152 

Brunnemann.  Katharine 497 

Buchhoiz,  John  Frederick 498 

Bunge.  Bertha  <Emma>.  Emma,  and  Herman 727 

Burfeindt,   Heinrich 330 

Burgering,  Antonia 236 

Burmei.'^ter.  Carl  H.,  Fritz.  Helmi.  Wilhelm.  and 

Wilhelm  C 450 

Busing,   Wilhelm 1341 

Carrcll,  Herman 515 

Cattermole.  Charles  H.  and  Marie  Sophie  Cath- 
erine    1073 

Chiyoda  Fire  Insurance  Co..  Ltd 557 

Christ  (Priesten.  Marie  *Ria) 553 

Christiansen.  Peter  C -  673 

C.'app.  R.  D.  W 1406 

Classen,  Elisabeth  <Gruber» 474 

Coles.  Rudolphe.  Maison  S  A 1061 

Conte.  Karl  Johannes  and  Paul  Johannes 813 

Cotton.  Dudley  Page 652 

Cowan,  M.  O 650 

Crusius.  Use  Gertrude 995 

Currency  and  coin  (United  States >  owned  by  vari- 
ous unknown  German  nationals 813, 1241 

Daehling.  Walter 234 

Dampfke.s.selfabrik  Uebigau.  G.  m.  b.  H 1404 

Dann.  Eva.  Johanna,  and  Joseph  P U 

Danner.  Meta  Thomas 1164 

Darius,  Wilhelm  Dudley 652 

David,  Eli.se 911 

De  La  Roche.  Othelia  Caroline 1030 

De  Muralt.  Alline-— 634 

Dechow,  Mimi 515 

Dentzau.   Helene L:05 

Deppe,  Emma  Babel  and  Louise  Babel 1164 

Dcschermeier.  Katie 1449 

^-Deutsche  Bank  Filiale  Eiberfeld 30 

Deutsches  Kali.syndikta.  G.  m.  b.  H 1166 

Dibbern.  John 474 

Dichiser.  Franz  Zaver  and  Wilhelm 726 

Dietel.  Margaretha 104 

Dietrich,    Martha 285 

Dietz,  Olli 1454 

Dobler.  Anna.  Fritz,  and  Walter 1163 

Doehla,  Christian,  Jacob,  Karl,  Karl,  Jr..   and 

Max -  104 

Doonges.  Auguste 1452 

Doerfler.   Therese 281 

Dohm.    Mary 358 

Donath,  Mina  (Minna) 1203 

Dorfler.  Kate 911 

Dorr  (Doerr).  Charlotta  Juliana 1239 

Dowa    Distributors 675 

Dowa  Jidosha  Kogyo  K.  K 675 

Drefahl.  Arthur.  Augu.st,  Grete,  Hans.  Ingelore, 

Karl,  and  Traute 82 

Drclsbach,  Frederick  and  Marie 687 

Drclslampel,    Sofie 49 
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Dresdner   Bank 1146 

Driftheiser,  John,  Karl,  and  Lawrence 584 

Duessener.   Elisabeth 585 

Durein.  Ferdinand 746 

Ebel.  Charles 1225 

Ebeling,   Emma 319 

Ebner.  Lena  Gessner 1073 

Eckert,    Katherine 616 

Ecksturm.  Katherine 3">8 

Eden.  A.  G 812 

Edenkoben,  City  of.  Rhein  Pfalz.  Germany 498 

EduardofT.  Agnes 13J0 

E.trdorf ,  Albert  Carl  Fritz.  Fred,  and  Louis  J 402 

Egen.    Max 498 

Eggert.  Heinrich 49 

Ehlen,  Adele  Bach.  Gertha.  and  Werner 911 

Eichenger.  Hans  and  Paul 475 

Eickemeyer.  Elizabeth 287 

Eisenach.  Anna  Emilia 11 

Ei.senach.  Conrad P13 

Elked.  M.  iMitsu  Pukutaci).  (Mane  Margarete*-  1403 

Eisen.  Margareth 332 

Endres.  Gregor.  Gretchen  (Margarete),  Use.  Jo- 
hann (John).  Julius,  and  Louis 745 

Engelman.  Anna 319 

Entelmann,   Anna 1^29 

Eple.  Rosa 726 

Epp,  Katharina  and  Leonhard 1238 

Eppensteiner.  Anna  and  Louise 374 

Erlemaier.  Ernestine 49 

Einy,  Elisabeth  M , 1339 

Faber,  Eberhard 1406 

Faust.  Anna 330 

Feichtmeier,  Theresa : 1225 

Felber.  Gabrielle  Tegetmeier 283.314 

Fenz,  Helene  Franzlska 196 

Ferno.  Herman 1290 

Feustel.  Elfriede  Johanna  and  Karf  Max 357 

Fillbrandt,  Horst 285 

Fincke.  Johanna 11 

Finkbeiner.  George 1370 

Fischesser.  Alfred  E.  and  Louise 554 

Fliegel.  Ernest  August 1404 

Fock.  Buchhandlung  Gustar  G.  m.  b.  H 1404 

Poerster.  Oscar 195 

Foertsch.  George  Michael 588 

.  Forster.  Heinrich 1116 

Portuna-Werke 970 

Frank.  Adele  Sibylla  Ehlen 911 

Freeh.  Maria 587 

Freoz.  Georg 678 

Prey.  Katharina 558 

Freytag,  Gunther 1241 

Preytag,  Helene 1165 

Pricker,  Matilda  A 48 

Pried.  Krupp,  A.  G 690 

Pries.  August  and  Otto 280 

Prischer.  Paul 282 

Puchs.  Mina 1162 

Fuchs.  Richard 105 

Pujil.  Jintaro 1404 

Pujimoto.  H 140 

Pujlnaml.  Seisaku 1147 

Pujita.  Masata 558 

Pujiura,  Motol.  et  al 315 

Puruya.  M..  Co..  Ltd 5P1 

Gaissl.   Mathlas 359 

Gaitsch.  Elizabeth  Rosa 587 

Gantner,  Elizabeth 726 

Garlichs.  Gunther 1116 

Gaul.   Gretchen 82 

Geerts.  Maria 1075 

Gchrinp.  Louise  Anna  Conte 813 

Goircr.  Elsa 103 

Gelehrtenschule  des  Johanneums 48 

Gemmingen,  Cecelia,  Ingeborg,  Sybllla.  and  Ur- 
sula   473 

Gensheimer.  Karl  Philip.  Paul,  and  Valentine 995 

Gentzsch.  Heinrich 586 

Genzow,  Frieda 1451 

German  nationals,  unknown  (United  States  cur- 
rency owned  by) 813. 1241 
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Gessner,  Ernest 

Geyer.  Prltz _- — 

Gieske.  Wllhelmlne *" 

Glahn.  Anna ^^^" 

Glass.  Walter  and  Kma. —      »^f 

—  Goecke.  Hans  Joachim ^^*i- 

Goerke.  Ella *2" 

Goller.  Emllle ^^^ 

Oollner.  Paul  Richard ^^ 

Goricke.  William  Bernhard »" 

Gottmann.  Chrlsta.  Hlldegard,  Martha,  and  Pe- 

terle ^v! 

Gottsche.  Carrie  and  Conrad a^* 

Greif.  Mrs.  Wilfrid ^JJ 

Grelm,  Maria  Sophia  Johanna "' 

Grenz.  Otto  and  Rudolf ,^»^ 

Gross.   Margarethe 

Gross-Lother.   Margarethe 


Piige 


1263 
1265 
1454 


1239 
583 


Grote,  Anni .„. 

Oruber,  August *|^ 

Gtimpert.  Albert ^" 

Gunther.  Catherine 7-7—%-, 

Gunther   (Guenther).  Emil.  Hedwlg.  Hermann. 

and  Marie 

Gurnee.  Augustus  Coe 

Gussmann.  Gustav  A '    ,qc 

Hagelstein.  Lotte -  ^;^ 

Hagen.  Gertrude  Riess ^'^ 

Hahl,  Else  Pogoda ^^^^ 

Hahn.  Magdalena ^^° 

Halle.   Marie !?^* 

Hamaguchi,   Seikichi ^^^ 

Hamamoto.  Kazuyuki  (Ikko) i^ot 

Hamamura.   Shuntaro *^' 

Hambrecht.  Henry  and  William jjob 

Hansen.  Christine ^"'* 

Hansen.  Ulrich  and  Willy  P ^^O 

Haranaka.  Sat.su  and  Takujlro l^/» 


Harder.  Frida  Wuerz 
Harms. 


813 


Elfreda  and  William  E 673 


Harrassowitz.   Otto. 


1404 
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Heylsche  Lederwerke  Liebenau.  G.  m.  b.  H 1453 

Heymons,    Hlldegard 6''2 

Hlag-Vereln  Holzverkohlungs  Industrie  G.  m.  b. 


Harrsch.  Gertrud  and  Carl ^J 

Hartenstein.  Louise °'° 

Hartlieb,    Rosa ^-7-  ' " 

Hartner.  August.  Christian.  Gotthllf.  Jane.  Rein- 

hold,  and  Richard "^0 

Hartung.  Hermine  Wolf ^^^^ 

Hatakeyama.  Pujie.  Jitsuwa.  Ka.saburo.  Natsuno. 

Sao.  and  Seklro ^JJ 

Haupt.  Anna  Elisabeth ^8^ 

Hauptmann,   Heinrich i*"^ 

Hauptmann.  Marie ^^" 

Hauschel.  Constantin J"^" 

Hegeler.  Edward  C ]fl 

Hegewald.  Oskar 10*.  1266 

Hein,  Heinrich.  Magda,  and  Max 474 

Heinemann,  Emma._— 1^"^ 

Heinemann.  Jeanette "^^ 

Heinrich.  Helene J\ 

Heinrich.  Selma \'j'^)> 

H.nnze.  Gertrud  Fiieda  Mathilde ^^■^■i 

Hellman.   Amalie j'j^ 

Hellmann.  Dora  and  Hugo ^^^ 

Hellmann.  Kurt  and  Martha ----;rr,i»-,-:;n  ii-A 

Hellmann.  Richard 266.  463.  634.  746.  1449.  14d0 

Hellmann.  Therese J^^» 

Helmholz.  Gu-stav   (Gustave) l^"J 

Hench.  Lewis 674 

Hench.  Louis °l* 

Herf.  Helene  and  Oscar ^ ^^* 

Herrmann.  Regina ^°* 

Hertmann.  Heinrich  Wissmann ^JO 

Ilertzberg.  Erika.  Fianz.  Klara.  Mertha.  and  Wll- 

helm 

Hesse.  Erich  and  Meta 

H  ^uchele.  Luise 

Heunefeld.    Brigitte 

Heydecke.    Hermann 

Heydt.  Freda wr'-J" 

Heye  Arma  Lies.  Carl  T..  Emmy.  Eva  Gertrud. 
Pricdrich  Carl,  Hans  Martin.  Hlldegard.  and 
Ursula 


1165 

82 

49 

497 

10 

1390 


654 


H. 
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Hlersemann,  Karl  W IJO* 

Hilbenz.  Paul 812 

Hilde.  Joseph ,f86 

Hlldebrandt.  Wllhelm.  Jr H*' 

Hiltl.  Wally J45 

Hink,  Anna 3J0 

Hiraoka.  Yoichi ^89 

Hoene.  Irene  Schubert 1^*1 

Hoenlg,  Louise  <Luise» 813 

Hoffman.  Esbeth  Krecker 1097 

Hofman.  Theresia  GeLsler 475 

Hofmann.  Elizabeth.  Mathilde.  and  Reinhard 497 

Hoier.  Elsa 584 

Holcap  Leathers.  Inc 1453 

Hollnagel,  Johannes  and  Wllhelm 850 

Hollweg.  Louis l^^ 

Honda.  Cheiko  and  Minekl 849 

Honda.  Shigeto 729.849 

Horstman.  Albert 329, 1373 

Hossenfelder.  Martha 49 

Huber.  Elisabeth 652 

Hug  and  Co 913 

Huppach,   Justine 234 

Ichikawa.  Nobuta 1452 

Idler.  Margeratha 515 

Ihde.  Carl.  Pranz  Wilhelm,  and  Robert H 

Ikebe.  Masanori 651 

Ilg,  Frederick  W 497 

Inamasa.   Bunshu 104 

Ishii,  Viscount  Kikiyiro 331 

Ishu.  K - 1165 

Isseldo,  The 1404 

Ito.  Yasuichl 474 

Jacobs.  Auguste  Katharine.  Frledrich.  and  Her- 
mann       1203 

Jacobs.  Llselotte 1165 

Jaeger.  Mathilda.— 195 

Jaehnig.  Gisela  and  Heinz 651 

Jantzen.  Grete  and  Hermann  D 358 

Japan,  debt  owing  to 1281 

Jappen.  Rudolph  M 152 

Jaretzki,  Alfred 234 

Jarren.  EHlsabeth.  Ellen.  Gertrud.  Herman,  and 

Irma 474 

Jesse.  Fritz.  Joseph.  Louisa,  and  Wilhelm 618 

Jones.  Antonle 103 

Jorgens.  Otto 995 

Juchems.  Tatdlna 356 

Juchter.  John 286 

Kabberich.  Mrs.  Walter  <Hertha) 1163 

Kaemph.  Greta 330 

Kaesen,  Frederlcka  C 878 

Kahn.  Katherlne  and  Mary  H 1390 

Kaisya.  Osaka  Syosen 1148 

Kaisya.  Osaka  Syosen;  Ltd . 1148 

Kalb,  Anna  Wilbert 584 

Kammerer.  Margaret--* 81 

Kamoda,  M.  and  Y 14 

Kaneshiro.  Jotel 282 

Kanis.   Frank 615 

Kanter,  Dr.  Hans  and  Robert 633.  649 

Kaoru.  Kojo 402 

Karapapasis.  Anna  (Annie) 585 

Karge.  Minna  and  Otto 285 

Karweil.  Minna  tMathilde) 1451 

Kashlwabara.  Namiyo 1240 

Kassman,  Joseph 693 

Kaufer.  Clementine 374 

Kawa.sakl.  Akiko  and  Morinosuke 912 

Kawata.  Morikichl  (Harry» --. 6J3 

Keller.  Albert  and  Rudolph 357 

Keller.  Ferdinand.  Sr 972 

Keller.  Gerda  and  Johanna 1452 

Keller.  Liza -   -       --        -    1-03 

Keppner.  William  (Wllhelm)  and  Henry  (Hein- 
rich)       ^-\ 

Kerngast,  Marie ''>  * 

Kiebler.  Marie  Roller 813 
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Kiechle.  An.^elm  and  Emma 282 

Kiessling.  Johann  Karl,  Johan  Ludwig.  and  Kath- 

erine . 357 

Kindt.  Walter _' 82 

Kirchhcrr.  Fritz  and  Lore 583 

Kitagawa,  Shinakichl 427 

Klaasen,  Cornelia t. 356 

Kla.sen.  Joseph  and  Mary 616 

Klelnschmidt,  Luise Jl 911 

Klick.  Marie 650 

Klubert.  Alwine 282 

Klumper.  Antonia  Heinz  (Backer) 236 

Knauth.  Antonio.  Berta   'BTtha),  Clara.  Elisa- 
beth. Helen,  and  Karl  Heinz 1205 

Knitter.  Albert 650 

Knodel.  Gustav  Adolf 402 

Koch.  Anna 358 

Koch,  Henrietta 30 

Keck.  Marie 1073 

Koeniger.   Barbara —  11 

Koester.  Kurt.'- 954 

Kohlsaat.  Katharine  and  Wilhelmina 848 

Koppelcr.  Heinrich 1075 

Koster.  Gu.stav 1147 

Koyama.  Isamu  and  Toshio 996 

Kraner,  Adam 81 

Kraney.  Hans 12 

Kraney.  Jenny 12.  283 

Kraney.  Johanna 787 

Kratge.  Albert.  Elizabeth,  and  Gertrude 1451 

Kratzwhol.  Greta  Thomas 1164 

Kraus,  Christina H 

Krecker.  Karl  H.  O 1097 

Kreisblinden  Anstallt  of  Wuerzburg 654 

Kre.ssner,  Otto 634 

Krohn,  Frank  and  Helene 672 

Kromberg,  Otto 850 

Kronibus.  Frieda 850 

Kruse.  Carl.  Dora,  and  Margeratha 515 

Kuch.  Anna 848 

KudriavzeCr.  Peter 928 

Kuehnling,  Henry  and  Peter 82 

Kuga.  Hyoemon  and  Rui 1060 

Kugler,  Heinrich.  Hort.  Karl,  and  Rolf 1076 

Kuhlmann.  Auguste.  Dora,  Ida.  and  Louise 197 

Kuhn.  Erna— 499 

Kuhn.  Rose 81 

Kuhne.  Catherine  Richenger 475 

Kunzc.  Flora 1389 

Kussmann.  Frledrich  Wilhelm.  Josef,  and  Ruth.-  726 

Kuster.  Martha 849 

KuttrofT.  Adolf 497 

Kutzke.  Adolf  and  Margaretha 952 

Laarhs,  Erich.  Herta.  and  Karl 320 

Lambert,  Anna 1074 

Lamp.  Elisabeth  Wilhclmine H 

Lampe,  Clara  and  Emil 928 

Lampert,  Lina  Wuerz 813 

Landgraf,  W 196,  1341 

Landraint,  Kurt 584 

Lange,  Anna 474 

Laufenkotter.  Helen  Babel 1164 

Le  Breton.  Clari.ssa  E 727 

Lechner.  Elvira  and  Josef 1077 

Leeha,  Marie 330 

Lefarth,  John  and  Wilhelm 618 

Lehmann  and  Voss  and  Co 729 

Lehmkuhl,  Anna 586 

Leibold.  Anton 1030 

Leipert.   Berta 496 

Lementv.  Edith  and  Walter  J 673 

Lcmke.  Frledrich  Rudolf 196. 1450 

Lempe.   Meta _" 654 

Lenz,    Ida 1075 

Leopold,  Otto -— 103 

Levering.  Pauline 675 

Lichter,  Anna  Barbara.  Prank  Anton.  Franz  An- 
ton, Johann  Jakob,  Marie  Elizabeth,  Marta 

Franzika.  and  Wilhelm 726 

Lieberknecht.  Karl,  G.  m.  b.  H 1340 

Liebetrut,  Elsa.  Fritz,  and  OttO— 330 

Liesau,  Herbert "^27 

80000 — 49 2 
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Ueth,  John  D.  and  Nicholas  (Nicholaus) 616 

Linckh,  Frieda 10.6 

Lindemann.  Anna.  Joseph.  Paul,  and  Wilhelm 475 

Li.s.sowski,  Robert _ : 11 

Lochmann,     AugU-ste,     Elisabeth,     Ernest,     and 

Sophie 197 

Lochner.  John  (Johann)   Michael 616 

Loehr.  Amon,  Katharina,  and  Margarita 616 

Logermann,    Lili : 726 

Loh,  Herta  Margarete 11 

Long,    Frederick 15 

Loppach,  Gertrude  and  Heinz  Arthur 788 

Lorenzer,  Norma 1062 

Lowmann,  Ursula 82 

Lucchesi,   Anna P29 

Ludwig.   Frieda 878 

Lueckhoff,   Loui.se ^  730 

Luedecke  <Ludecke).  Eugen  Ernst,  Eugen  Ernst 

Ludwig,  and  Vera  Ferdinande  Anna 585 

Luhmann.  Christian.  Ernest,  and  Wilhelm 723 

Lurs.sen,  Emil \ 726 

Lus.sen,  Mariane 811 

Mack,  Nina 1074 

Maerz,  Anna  Margaretha  Christiana 357 

Mahr,  George  and  Pauline 690 

Maier,  Ida 678 

Mallinckrodt,  Edward 1163.1450 

Manbo,  Masao ; 1453 

Mangelsdorf,  JCurt 269 

Mann,  Emilie 995 

Markus,  Katharine  Antoinette  Wessling 235 

Marumoto,  Masaichi 1030 

Maruzen  Co.,  Ltd 1404 

Marx.  Hugo 1203 

Ma.suda.  Natsu  and  Seichi 1453 

Mataichi,  Otto 1148 

Matsuda,  Tamiichi 674 

Matsuhisa,  Tamot.su 1340 

MaLsumoto.  Shigeo 586 

Matsuo,  Mitsuzo 1403 

Matsuoka.  Chikae  and  Tsugiyoshi 283 

Matthis,  Pranziska 672 

Mattick,    Christina,    Frances,    Leonhard,    Mar- 
garetha, and  Peter__r 81 

Mayer  (Meyer).  Emma 727 

Mayer,  Katharine 29 

Mayer.  Lina  Perrot 813 

Mehmel,  Caroline 1225 

Mcidert,  Josephine  (Jo.sefine) 745 

Meier.  Reinhold 1203 

Meinberg,  Margot 953 

Meinerts,  Bertha  Scherf 654 

Melcher.-  Magdalene 929 

Meldau.  Heinrich  and  Otto —  1225 

Mellman,  Barbara 497 

Merkel.  Walter 650 

Merkt.  Hedwig 652 

Merten  (Martin).  Theresia 585 

Mertens  and  Frowein,  G.  m.  b.  H 1404 

Mertense,  Carl.  Conrad.   Ernst,   Heinrich,   Her- 
mann. Minna,  Sophia,  and  Wilhelm 726 

Metzner,  Richard  Franz 1241 

Meutter,  Amelia  Becker 319 

Meyer,  E.  J ^ 103 

Meyer,  Friedrirh 583 

Michaelis.  Hermann 330 

Michel,    ELse 1203 

Miehlke.  Emma 515 

Miller.  Josephine  Weber 286 

Mitsui  Bank,  Ltd 1265 

Mittwoch.  Kaethe  and  Manfred 1403 

Miiira.  Kenzo 12 

Mizukaml.  Tadayoshi 653 

Moehring.  G - 675 

Moeller.  Ernest  W 1077 

Moeller.  Margaretha  Krecker 1097 

Mohr.  Chri.stina ^ 673 

Mohr.  Wilhelmina 787 

Mohrmann,  Wilhelm  and  Wilhelmine  L 726 

Moller,  Auguste  Wilhelmine  and  Georg 11 

Moltzger.  Marie 672 

Montag.  Lena 618 
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Mori.  Mume f°^ 

Morlta.  Kingo ^*™ 

Motto  (Iwamoto).Ralph  (Rinzo>. and Yasu 587 

Mueller,  Priedrlch  Eduard —      JJJ 

Mueller,  Helene °'^ 

Mueller,  Johann f^' 

Mueller,  Lena ^1° 

Mueller,  Lulse ;" 

Mueller.  Mariagnes |^°^ 

Mueller,  Welda ^^^ 

Mueller.  Wilhelm  Diedrlch  H *»» 

Mukai,   Yoshio ^" 

Muller.  Amelia l"'* 

Muller.  Frieda  Kuhnle  Luise *» 

Muller.  Lizzie  and  Ruleman  E 8|i 

Muller.  Otto °^^ 

Muller,  Petzel  and  Co ^^^ 

Muller.  Willi -^911 

Murakami.  Mokutaro *°' 

Muranaka.   Takayoshl *^^ 

Muratani.  Shigeki  and  Tokumatsu 61T 

Mussbaumer,  Anna  Marie J^o 

N.  V.  Potash  (Kali)  Export  MaatschappiJ ll6b 

Nagata.  Lsaku 2^° 

Nasel.  Alice "°^ 

Nakamura.  Yukichl j^ 

Nakano.  Jitsuo.  Sugano,  and  Tomiko i«i 

Nakano,  Sakutaro ^^^ 

Nakashima.  Kaoru ^^^ 

Nakazawa,  Shigetomo -i i^»" 

Nara.  Munetsugu „  f»^ 

Nathanson.  Gertrude  (Charlotte  Gertrud) °",oto 

National  Allgemeipe  Versicherungs  Gesellschaft-     1279 

Natsuhara.  Eisaburo J2 

Nehlsen.  Harald ^^^'    i?S 

Neugart.  Pranz |^- 

Neumann,  Johanna ^}^^* 

Neumann.  Martha ^;?^ 

Neumann.  Willy ^^° 

Nicklas,  Ernest  L.  P.  and  Peter '»» 

Niemann.  Elizabeth 2^° 

Niino  (Nino>.Shikamatsu ^^^ 

Nishi.Nakazo  (Katsuko) ^°Ji 

Nishimura,  George  Y-» Aifto 

Nishimura,  Yoshinobu °^l 

Nitschke.  Frances  Thekla »^° 

Noll.  Louise j°l 

Noltenius.  Clementine  S ^^5* 

Norden.  Eduard  and  Erwin__- j^' 

Nulle.  Heinrich ff^^ 

Oderich.  Gertrud 1^°^ 

Oehme.  Dr.  Curt ;2i 

Offenbach.  City  of;  Germany ^hi 

Ohm,  Fritz «'" 

Ohm.sen.  Johanna ^"^' 

Ohta,  Kyugo ^?? 

Ono.  Sei.saburo _" 

Opel.  Babette l^' 

Orth,  Hans  Jakob  Anton ^^ti 

Oshima,  Chiyono  and  Masao »»* 

O.shimo.  Takeru -^^^^ 

O.stermann.  Maria 

Otsuki,  Chieko  and  Iwajiro - 

Ott.  Fanny.  Fidelis,  Georg.  Klothilde.  Maria,  and 

Mine -„ 

Overhage.  Carl  and  Gertrud •'■J^ 

Owye.  Chise J;J; 

Ozawa.  Tadamoto ^^°^ 

Pagenstecher.  Rudolf ^"" 

Pakulla.  Elisabeth  (Backer) ^^^ 

Pastor.  Theodor **^" 

Pauls.  Emma  Marie  Sophie -^""#V 

Perrot.  Christian.  David  Friedrich,  Emma,  Ernest. 
Friedrjch,  Herman,  Karl  August,  and  Karl 
Gotthilp ■ 


Page 
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Pogoda.  August.  Benno.  Pranz.  Max.  and  PhilUp—  1423 

Pohle,  Frances - —  °i° 

Pohler.  Alois jt^ 

Posner.  Charlotte  and  William *" 

Powell.  Anna "^ 

Pregge,  Emelie  L --;,—.— ,V«r ^14 

Presspjich.  Ernest  C.  and  Reginald  W ^JJ 

Pressprich.  Marie ^^^'  i^i\ 

Pressprich.  Otto ^°^ 

Pries.  Augusta — — —  JJu 

Pruchtnow.  Frieda  and  Werner___ "^| 

Pruchtnow.  Werner,  and  Cla.  (Co.)—----——--  ^-J^^ 

Pruente.  Adolf.  Anna  Margarete,  Elisabeth.  Josef 

Eberhard.  and  Mary  Catherine —  ^sj 

Quandt.  Gunther t^'^ 

Raab,  Karolina  Charlotte J^^^ 

Rabetge,  Gisela  and  Horst -— -  ll«>5.  i^^ii 

Racky   Carl.  Elisabeth,  Ernst,  Franz,  Heine.  Jo- 

hana.  Kathe.  and  Marta —  &" 

Ramm.  Mrs.  Herbert  W ?'J 

Rassbach.  Erich ^11 

Rauben.  Erich "' ' 

Redinger.  August  and  Wilhelm «» 

Redmer.  Rudolf t^^^ 

Reh,  Johanna ^^"ti 

Rehm.  Hilda z\'^", orr 

Reimer,  Adolph.  Edda.  Herman,  and  Marie j^^ 

Reimertshofer.  Jack.  Jane,  and  Paul i^;f^ 

Remey,  Gertrude  H ^'J 

Renner.  Dora ^iii 

Renz.  Herman "fqlj 

Restle.  Christian ^^' 

Reubel.  Bertha *'* 

Reusch.  Hans  L '•" 

Rheinmetall-Borslg.   A.   G °^" 

Riess.  Richard  and  William  H , "(j 


618 
1077 

234 


813 
Peters.  August - —     ^^2? 


Peters.  Clara  A.  W. 

Petri,  Dr.  Walter ^°' 

Peuser.  Otto ^^? 

Pfeiffcr.  Herman  Gotlieb **^ 

Phihpp.  H.  A 

Pinckcrt,  Achlm  and  Gunther ■i-'*^ 


587 


Roechling  and  Co.  Bank. 
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Roepe.  Margaret  Sophie  Mueller J^J 

Roeske,  Carl  and  Herman oou 

Rohde.  Augusta * ^^°* 

Rohnstock,  Ursula iC";:"r"vr'"i.;7t%' 

Roller.    Christian,    Christine.    Finedrich.    Fntz, 

George,  Hans,  Michael,  and  Samuel oiJ 

Rosenbaum,  Henry  and  Joseph — &»' 

Ross,  Otto  August ^ll 

Roth,  Bertha  Elisabetha  Magdalena « 

Roth,   Richard ^"^^ 

Rott.  Gertrud  Scherf ^J* 

Rucker.  Paul --^^  .»,. 

Ruggebers.  Eleonore A"'-*-  ^^'^ 

Ruppel.  Elizabeth  Hilde ^°° 

Rust,  Margaret(e) - — -  ^Vli 

Rustemeyer,  Auguste IW,:rv:T"  ^aI\ 

Sackmann.  Emll.  Eiwln.  Felix.  John,  and  Wilhelm.  1451 

Saiki.  Senzo *'* 

Saito.  Naruo  and  Rev.  Jogen ^^\\ 

Saka,  Tatsujlro— ^^Ti 

Sakamoto.  Masao .^^^ 

Sakata.  Asa --  ,   .^ 

Sakata.  TorakichI 1061,  1145 

Sakoda,   Umeyo *°^ 

Samuelis,  Betty ^°^ 

Sander.  Anna  Willi  (Backer) ^^^ 

Sapple.  Elizabeth '*r° 

Sappok.   Elli ^^i. 

Satoh,  Lou  H .:{-" 

Sauer,  Richard  O —  *^  " 

Sauerland.  Maria Z'Zr'", aA 

Sautter.  August  Ludwig,  Eugen,  and  Karl 8J^ 

Schaaf.  Karolina  Maria —  ^" 

Schafer.  Maria  Magdelena '^o 

Scharf,  Rudolph  and  Siegfried i^^* 

Schaumann.  Anna  Marie ^'^ 

Scheedler,  Wilhelmina  Karoline  Perrott —  o^^ 

Scheefer.  Rosine  Marie  Conte 

Scherf.  Wilhelm 

Scheu.  AUce,  James.  Jane.  John.  Joseph,  and 

Mary 

Scheuer,    Anna 

Schlchtl.    Fiieda 

Schieback.  Lena 

Schiebeler,  Pauline 


813 
634 

103 
1203 
745 
616 
280 
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Schilling.  Emma  and  Richard 677 

Schindle,   Anna 475 

Schlechtriem.  Marie.  Otto.  Rudolph,  and  William.  587 

Schleeweiss.  Gottliebin  Marie  Perrot 813 

Schlens.  Chri.stel  L 475 

Schlieper.  Annette  Ca.sa.<;sa.  Georg,  and  Walter...  1454 

Schlipp,  El.se  Peuser,  Rudolph,  and  Walter 355 

Schmid.  Emma  Marie 49 

Schmidt.  Alfred.  Otto,  and  Paul 331 

Schmidt.  Eli.se  S 587 

Schmidt,  Elizabeth  Scherf 6.''4 

Schmidt,   Ernest 1074 

Schmidt.  Pranz  Theodore 496 

Schmidt,  Frieda.  Jugo  <Hupo>.  Oskar,  and  Udo-_  1451 

Schmidt.  Hugo  H.  and  Stephanie 330 

Schmidt.  Lena  K 1423 

Schmidt.  Rudolf 287 

Schmieder,  Charlotte  and  Ursula 1241 

Schmleder.  Kurt 1075 

Schmitt.  Petronela 475 

Schnabel,  Dr.  Ernst 450 

Schneider,  Eleanore  (Lena) 11 

Schneider,  Henry,  Joseph,  and  Marie 49 

Schneider,  Lina 726 

Schnettler,  Maria 585 

Schnorrenberger.   Anna 1283 

Schoen,   Marie ■..  1239 

Bchoeneich.  Ernst  C 139 

Schoenfelder,   Anna 1389 

Schoenfelder.    Mary 616 

Schofer.  Johann  Herman 497 

Schonenbach,  Martha 587 

Schore,  El.sa 1389 

Schott,  Wilhelm 1371 

Schreiber.  Anna 651 

Schreiner,  Carl 952 

Schricker.  John  Adam 357 

Schroeder,  Anna  B 31 

Schroeder.  Theodor  Friedrich  Wilhelm  Carl 233 

Schuldenzuker,   Marie 745 

Schulz.  Wilhelm  and  William  S 1452 

Schulze,  Elise  Jacobs 1203 

Schulze,  Forngardt.-.- _.  911 

Schussler,   August 235 

Schwalbach,  Emiel 674 

Schwarz.  Clara  Sielchen 473 

Schwarzkopf.  Maria  Hedwig 913 

Schwaya  (Scliwayer*,  Emma  and  Fritz 463 

Schwegler,  Alfred,  Gerhard,  Gottlieg,  Helga.  and 

Wilhelm  (Karl) 374 

Seller,  Lui.se  Sautter 813 

Selimer,    Antonie 652 

Selinger,  Emma  Gertrude 746 

Semler,   Christian 10 

Senno,  Messrs.  M , 971 

Seu.ss.  Albert  Christian,  Johann  Friedrich,  Johann 

George,  and  Johanna  Margareta  Frieda 357 

Shack,  Gertrude  and  Gunthar 928 

Shlgemichi.   Tadao 315 

Shimanouchi.Toshiro  (Toshio) 677 

Siemens-Schuckert,   Ltda 318 

Siemens-Schuckertwerke.  A.  G 318 

Singer.   Ignaz 557 

Sistig.  Leo.  Maschinenfabrik 1404 

Sock,  Emma 1451 

Soechtlg.  Anna 1451 

Spatz,  Frieda 586 

Spennermann,   Anna   Catherine.   Friedrich   Carl 

Johannes,  and  Max 195 

Spiegel,   Lena 284 

Spitzbarth.  Johanna  Maria  Sophia  and  Stephan 

Karl  Hans 357 

Sprenger.  Hedwig  Pogoda 1423 

Springer,  Anni 652 

'    Spurzem.  Margaret  Wilbert .1 585 

Stache.  Anna 331 

Stacke,  Luise  (Louise) 1203 

Standard  Braid  and  Produce  Co.  of  Japan 15 

Stang,  Margaretha 475 

Steddin,   Herbert 1371 

Sttfifan,  Otto 10 

Stelljes.  Heinrich.  Henry,  and  Herman 929 


ALIEN  PROPERTY,  OFFICE  OF— Continued  ^"8° 
Vesting  orders,  etc. — Continued 

Various  interests,  in  estates,  litigation  proceedings* 
etc — Continued 

Steminger,  Alice 616 

SLenple.  Marie  Roller 813 

Stettner,  Sanchen " 285 

Stoerker.  Walter .! 5,S4 

Stoeckigt.   Martha 1149 

Stoehr,   Lotte 198 

Stoeving,  Johanna 1371 

Stoll.  Frieda 723 

Storch,  Su.sanna 1165 

Storing.  Rudolph 787 

Stork.  Ida 652 

SLrangmeier,  Ida 654 

Strepp,  Anne,  Norman  B.  L  .  and  Ludwig 497 

Struckrreyer.  Peter  Hmiich £50 

Stuben.  Eiise  Mathilde  Auguste  and  Katharina___  f  50 

Stumpf,  Marie 1074 

Stuttgart  Cemetery 1241 

Suender.  Katie 1150 

Sugamura.  Yoshi '  1164 

Sumida.  Saburo 269 

Sumida.  Tajiro ic63 

Susuki.  K^name  A 1372 

Sylbeand  Pondorf ,  A.  G 1404 

Tada.  Hachiro 1145 

TakahasRi.  Matsuta ^ 357 

Takehara.  Ritsuo 1422 

Takemoto,  Kat.sumi 1243 

Tanji.  Junnosuke 1240 

Taunton.  Amelia fi2 

Techlenburg,  Lina 588 

Theis,  Marie  A 83 

Thesing,  Irene 1163 

Theume,  Emilie •;28 

Thieme.  Hans-Jurgen,  Helmuth,  Karl-Viktor,  and 

Walter 952 

Thomas,  Annie,  Ernest.  Eva.  Franz,  Fritz.  Hans. 

Helen.  Helene,  and  Manfred 1164 

Thomas,  Elsie  G 233 

Thompson,  Orleana  R.  E 1238 

Tiedemann.  Dietrich 726 

Tietz.  Bertha 499 

Tofukuji,  Dr.  K__._ 476 

Tolkewitzer  Urnenhof  Krematorium 1241 

Tonnar,  Felix,  G.  m.  b.  H 1404 

Trauer,  Bernard 689 

Tremmel,  Theresa 8 

Tychsen.  Annie,  Fritz,  Lena,  Liza,  and  Magda 450 

Uhe.  Josefine  Koller 970 

Umeki,  Seisuke 1241 

Unger,  Gertrud 634 

Ungerer,  Emll,  Karl  Gustav.  and  William 49 

U.sui,  Mit.suo 689 

Uxkull,  Woldemar 140 

Uyeda.  Yoichiro 971 

Van  Wagenen,  Madeleine  EUse 1239 

Vassmer,  H.  W.  D.  and  Hans 235 

Verberne.  Irma 1454 

Villmann,  Karl  T 1166 

Voelcker.  Augu.st 493 

Volkmann,  Richard 515 

Von  Apell,  Ruth 1241 

Von  Aulock.  Alfred 1451 

Von  Bardeleben.  Elisabeth  Naumann 139 

Von  Barnekow  (Von  Barnikow) ,  Eric  (Erik) 473.515 

Von  Campenhausen.  Adiine 1405 

Von  Estorff.  Albrecht,  Armgaard,  Ephard.  Hans. 

Hans  Eckart.  Helmuth.  Otto.  Otto,  Jr.,  and 

Wilhelm 500 

Von  Fabrice.  Else 1239 

Von  Preden,  Alice 153 

Von  Gorrissen,  George  Walden  Ellery  and  Robert 

Curt ^  1233 

Von  Kameke,  AUard  and  Hel^a  Marie 50) 

Von  Luttichau,  Margaret  Soutter 843 

Von  Mueller.  Angela 1241 

Von  Schenk.  Harald  (Harold) ,  723 

Von  Schmidt.  E 971 

Von  StaufTenberg,  Lillian 463 

Von  Steinaecker,  Elsa  Baronin 1073 

Von  Unruh.  Anna  and  Leni 1163 

Von  Wedel.  Lotti 233 

Von  Wilczeck,  Elsa 672 
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ALIEN  PROPERTY,  OFFICE  OF— Continued 
Vesting  orders,  etc. — Continued 

Various  Interests,  in  estates,  litigation  proceedings, 
etc. — Continued 

Von  Wil.<;dorf,  Marion  Dudley 652 

Vortler.  Hedwig  Crotlieb  (Schofer) 49| 

Wachtler.  Margaretha ,      81 

Wagner.   Margarethe— 357 

Waldraff.  Augusta 234 

Waldverwertung.  A.  G.  fur !» 

Walter.  Margaretha  Klara 357 


1146 

1165 

13 

48 

286 


Page 


Warias.  Otto 

Wartenbach.  Ursula 
Watanabe,  Matsumi 
Weber,  Hermann  J- 

Weber.  Rudolph 

Weckenmann,  Josef  Alois  and  Karl  Josef 7^o 

Wegheman.  Annie . 287 

Weibezahal.  Annie j°^ 

Weiderbach,  Mrs.  Peter  (Ulrikai 1J5U 

Weidtmann.   Herta 9j^ 

Welter.  Michael ^1° 

Werner.  Marie 651.  UM 

Wesemeyer.  Elizabeth  and  Elsie.--- JlS* 

Wichern.  Anita  Gei.>;ele,  Claus  Prederich.  Claus 
Hinrich.    Friederich    Johann,    and    Johann 

Frederich 358 

Wichmann.  Hilda  Marie 13 

Wiebalk.  Frieda ^Tq 

Wiedenmayer.  Marie  Perrot oii 

Wiendrick.  Emilie ^l\ 

Wienert.  Emilie ■?»" 

Wiese.  Clara , J"^^ 

Wip.se.  Hulda  Jacobs i^"e 

Wilbert.  Jacob,  Joseph.  Nicholaus.  and  Peter 58o 

Wilhelm.  Erna  tErma' 1*51 

Willeke.  Anna  Maria.  Franz  Frederick,  Pritz,  Ger- 
trude, Theodore,  and  William .  618 

Willen.  Catharine  Margaretha 330 

Wi-skott,   Carl JJ^S 

Wiskott,  Otto,  Otto.  Jr..  and  Sister  Gerda 1450 

Wittemeier.   Hans 356 

Wohlmuth  (Wahl).HerthaL ^89 

Wolf.  Friedrich ^^^^ 

Worframerz:  A.  G 690 

Woodburn.  Emma  C.  and  James 374 

Wottgen.  Gertrud ^29 

Wuchner.  Bernhardine  and  Emil 16 

Wupperman.  Arnold  Gscar.  Erica  Eleanor 
Julia.  Herman  Theodore,  Herman 

and  Werner 

Wurst,  Edith 

Wurz,  Hermann 

Yamane.  Masato 


Erna 
Wilhelm. 


584 
788 
813 
315 

Yamane.  Saburo _}^?? 


32.  48 

284 


Shigeru ^^^* 

1372 


Yatanl.  M 

Yokomizo.  Fuji 
Yokoyama, 
Yoshikawa,  Haruhisa. 

Zabel  and  Co 1J9J 

Zehnder,  Wilhelmina ♦ 355 

Zeise.  Frank ^]^^ 

Zeller,  Maria  Rosa '26 

Zerull,  Gerhard.  Paul  and  Walter 357 

Ziegler.  Frank **" 

AUENS: 
Charter  of  certain  ves.sels  by;  regulations  respecting. 

See  Maritime  Commission. 
Displaced  persons  residing  in  United  States;  immigra- 
tion  status.     See  Immigration   and  Naturaliza- 
tion Service. 
Immigration  regulations.    See  Immigration  and  Nat- 
uralization Service. 
Medical  examination  of  applicants  for  inunigration 

visas.     See  Public  Health  Service. 
Nonresident  aliens,  income  tax  regulations  respecting. 

See  Internal  Revenue  Bureau. 
Property  of.    See  Alien  Property.  Office  of;  Philippine 

Allen  Property  Administration. 
Visa  regulations  respecting  reentry  of  nonimmigrant 
aliens.    See  State  Department. 
ALLATOONA  POWER  PROJECT.  GEORGIA,  sale  of 
power  from;  rates  and  charges  approved  for  limited 
period.    See  Federal  Power  Commission. 


1253 
1253 


ANIMAL  INDUSTRY  BUREAU: 

Regulations:  ^  .        ^         .  w     i       • 

Animal  breeds;  recognition  of  breeds  and  books  or 

record  of  purebred  animals  offered  for  importa- 

•  tion:  ,  .     , 

Horses;  amendments  regarding  books  of  records  or 
thoroughbred  horses,  proposed: 

"The  American  Stud  Book" 

"The  Arabian  Stud  Book" 

Revi-sed  regulations l^<>.  zv* 

Animal  diseases,  prevention  of;  cooperations  with 

Mastitis  in  cows;  exclusion  of  regulations  from 

Code  of  Federal  Regulations.  1949  Edition 1212 

Tuberculous,  paratuberculous,  and  Bang's  disease 
reacting  cattle:  payment  of  claims  for  de- 
stroyed animals,  proposed  rule  making 1,  443 

Hog  cholera,  swine  plague,  etc.,  interstate  transpor- 
tation of  animals  with.    See  Interstate,  trans- 
portation of  animals. 
Importation  of  animals: 

Livestock,  importation  of,  into  United  States  (ex- 
cept from  Mexico  > ;  inspection  and  quaran- 
tine of  cattle  from  Canada,  proposed  rule 

making *^3 

Swan  Island  Animal  Quarantine  Station,  admis- 
sion of  ruminants  and  swine  to,  etc.;  exten- 
sion of  time  for  filing  comments  respecting 

proposed  regulations 244 

Interstate  transportation  of  animals;  hog  cholera, 
swine  plague,  and  other  communicable  swine 
diseases,  exclusion  of  rec;ulations  from  Code  of 

Federal  Regulations.  1949  Edition 1212 

Meat  inspection  regulations: 
Facilities  for  inspection;  overtime  work  of  inspec- 
tion employees,  payments  for 441 

Organization  of  force;  codification  discontinued--      694 
Swan  Lsland  Animal  Quarantine  Station;   regula- 
tions respecting.    See  Importation  of  animals. 
ANTI-TRUST  LAWS,  immunity  from,  upon  approval  by 
Attorney  General  of  certain  voluntary  plans  for  allo- 
cation of  commodities  for  requirements  of  various 
Industries.    See  Commerce  Department. 
ARMED  FORCES  OF  UNITED  STATES: 
See  also  National  Military  Establishment. 
Civil  service  employment.    See  Civil  Service  Commis- 
sion. 
Noncombatant  service  and  training;  Executive  order 

respecting.  See  Presidential  documents. 
President's  Committee  on  Religion  and  Welfare  in 
Armed  Forces  (formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  the  Armed  Forces),  change  of  name; 
Executive  order  respecting.  See  Presidential  doc- 
documents. 
Steel  and  products  for  requirements  of;  voluntary  plan 

for  allocation.     See  Commerce  Department. 
Tax  exemption;  hospitalized  members  of  armed  forces 
exempt  from  certain  excise  taxes.    See  Internal 
Revenue  Bureau. 
Veterans.    See  Veterans. 
ARMY  DAY.  1949;  proclamation  respecting.    See  Pres- 
idential documents. 
ARMY  DEPARTMENT: 
See  Engineers,  Corps  of. 

Agencies  dealing  with  public.    See  Organization,  func- 
tions, and  procedures. 
Air  Navigation  Development  Board.  Civil  Aeronautics 
Administration;    representation    on.     See  main 
heading  Civil  Aeronautics  Admlnl.stration. 
Army  Day,  1949;  proclamation  respecting.    See  main 

heading  Presidential  documents. 
Central  and  field  agencies;  description.    See  Organi- 
zation, functions,  and  procedures. 
Civil  Affairs  Division,  organization  and  procedures; 
Military  Government  for  Germany  (U.  S.  Zone), 
regulations.     See  Germany. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).     See    viain 
heading  Civil  Service  Commission. 
Courts-Martial  Manual,  1949;   Executive  orders  re- 
specting.    See  main  heading  Presidential  docu- 
ments. 
Executive  orders  affecting  Army  or  Department.    See 
jnain  heading  Presidential  documents. 
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Ar?MY  DEPARTMENT— Continued  P^E* 

Functions: 

Sec  also  Organization. 

Mail  clerks  and  postal  services,  trarLsfer  to  Air  Force 
Department  of  functions  respecting;  order  by 
Secretary  of  Defense.    See  main  heading  Na- 
tional Military  Establishment. 
Germany,  Military  Government  for;  regulations,  etc.: 
Courts  for  Germany;  organization,  procedure,  etc__       124 
Codes: 

'Civil  procedure : 132 

Criminal  procedure 128 

Creation;  organization,  jurisdiction,  personnel  and 

transitional  provisions 124 

Export-import  information.  United  States  and  Brit- 
ish zones:  instructions  and  memoranda  issued 
by  Joint  Export-Import  Agency.-.  244,  660,  1066,  1302 
Monetary  reform: 
Conversion: 

Deposit  funds 190 

Liabilities  side  of  conversion  account 191 

Payments  by  per.sons  resident  in  United  States, 

Unitfxl  Kingdom  or  French  zones,  etc 191 

Repatriated  prisoners  of  war;  subsequent  ex- 
change of  German  currency  for.  etc 191 

United  Nations  nationals,  reich.smark  liabilities 

to 192 

Conversion,  supplementary  (blocked  accounts) 190 

Currency  credit  balances 190 

Currency: 

Postage   stamps 189 

Quota  per  capita,  subsequent  payment  of 189 

Re.stitution  of  identifiable  property: 

Period  of  limitation  for  filing  claims 306 

Petitions  by  Public  Prosecutor  on  behalf  of  suc- 
cessor ort^anization 1274 

Hawaii;  Pier  5.  Honolulu  Harbor,  restored  to  use  of 

Territory  of  Hawaii.  Executive  order  respecting. 

See  main  hcmding  Presidential  documents. 

Japan,  foreign  trade  and  financial  investments  Irl; 

regulations,   etc..   by   Supreme   Commander   for 

Allied  Powers  respecting . 711 

Lands,  public,  withdrawn  for  use  of  Department.    See 

main  heading  Land  Management  Bureau. 
Mail  service.    See  Postal  Service. 
•Military  government.     Stc  Germany;  .Japan. 
National  Guard  and  State  Guard.    See  Regulations. 
Organization,  functions,  and  procedures: 
Agencies  dealing  with  public;  National  Board  for 
Promotion  of  Rifle  Practice  and  Office  of  Di- 
rector of  Civilian  Marksmanship: 
Function  of  Director  of  Civilian  Marksmanship__     1047 

Location 1047 

Central  and  field  agencies,  description  of: 

Comptroller,  Army 384 

Logistics.  Director  of 384 

.Civil  Affairs  Division,  organization  and  procedures; 
Military  Government  for  Germany  (U.  S.),  reg- 
ulations.   See  Germany,  Military  Government 
for.  above. 
Panama  Canal  Zone,  employment  In;  Executive  order 
respecting.    See  main  heading  Presidential  docu- 
ments. 
Postal  Service.  Army: 
Gift   parcels.   International   postal   service.  Japan 
and  Ryukyu  Islands;  Army  Department  require- 
ments.   See  main  heading  Post  Office  Depart- 
ment. 
Over.'-eas  Army  past  offices,  proper  addressing  of 
mail  for.    See  main  heading  Post  Office  Depart- 
ment. 
Transfer   to  Air  Force  Department  of  functions 
respecting  mail  clerks  and  postal  services,  order 
by  Secretary  of  Defen.se.     See  main  heading 
National  Military  Establishment. 
Radio  frequencies,  proposed  assignment  of,  to  various 
Army  stations;   Alaska.  Canal  Zone.  Mississippi 
River,  etc.    See  main  heading  Federal  Communi- 
cations Commission. 
Regulations: 
Claims  and  accounts,  claims  against  United  States; 
enlisted  men  absent  without  leave,  deserters 
and    escaped    military    prisoners    (apprehen- 
sion) : 

Limitations,  statute  of;  cases  when  applicable 879 

Military    personnel _.      879 


ARMY  DEPARTMENT— Continued  'age 

Regulations — Continued 

Colleges  and  schools.    Sec  Military  education. 
Decorations,  medals,  etc.    Sec  Personnel. 
Dependents,  servicemen's;  allowance  for,  joint  reg- 
ulations.   See  rnain  heading  National  M.htary 
Establishment. 
Education,  military.    See  Military  education. 
Germany,  Military  Government  for.    See  Gertnany. 
Military  education;  schools  and  colleges,  revision..       565 
Military  reservations  and  national  cemeteries:  reg- 
ulations affecting  military  reservations,  ufe  of 

Army  Department  real  estate 162 

National  Guard  and  State  Guard,  redesignaticn  of 

chapter  and  part 40 

Personnel : 
Decorations,  medals,  ribbons,  and  similar  devices; 
service  medals: 
Lapel  buttons: 

Army  lapel  button: 

Description 165 

Requirements 165.  828 

Wearing;    redesignation 165 

Occupation,  Army  of.  Medal;  Berlin  airlift  de- 
vice        823 

Medical  and  dental  attendance:  Army  hospital 
regulations,  admission  and  treatment  of  mer- 
chant seamen  in  medical  facilities  of  Depart- 
ment outside  continental  United  States 1326 

Records,  Military,  Air  Force  Board  for  Correction 
of  "entries  or  omissions  erroneous  under 
Army  Department  or  Air  Force  Department 
directives,  etc.  > .  See  main  heading  Air  Force 
Department. 

Recruiting  and  enlistments 365 

One-year  enlistments  in  Army  of  United  States 

and  Air  Force  of  United  States S65 

Regular  Army  and  T^ir  Force,  centerhead  added.       355 
Women's  Army  Corps: 

Applicability  of  laws 593 

Assignment 593 

Branch ^593 

Commissioned  officers 593 

Composition  of  corps 593 

Director 51,3 

Discharge: 

Of  enlisted  women 593 

Of  officers  and  warrant  officers 5ij3 

Enlisted  women 593 

Enlistment  of  women  In  Women's  Army  Corps, 
Regular  Army,  and  In  United  States  Air 

Force:   redesignation 593 

Maternity  care 593 

Mission * 593 

Organization  6f  corps 593 

Organized  Reserve  Corps 593 

Retirement. 593 

Statutory   basis 5i:3 

Utilization 593 

Warrant   officers 593 

Procurement: 
Armed   services   procurement    regulations.     See 
main  heading  National  Military  Establish- 
ment. 
Joint  procurement  regulations: 
Labor : 
Minimum  wage  determinations: 
Leather,  leather  trimmed,  and  sheepllned 

garrtients  Industry:  Tescission 1173 

Uniform  and  clothing  industry 1173 

Wage  apd  salary  regulation:  note  (rescission 
so  far  as  relates  to  Air  Force  Depart- 
ment, and  governing  instructions) 1251 

Walsh-Healey  Public  Contracts  Act;  Inter- 
pretations not  found  in  publications  fur- 
nished contracting  officers •__     1251 

Negotiated  purchases: 
Purchase  authorizations;   purchases  not  In 

excess  of  $1,000 1173 

Application , 1173 

Authorization 1173 

Limitations 1173 

Other  instructions 1173 

Types  of  contracts  authorized ;  price  revision 

(or  escalation'   articles 1173 
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ARMY  DEPARTMENT— Continued 

Regulations — Continued 
Procurement — Continued  «     »,       j 

Joint  procurement  regulations— Continued 
Procurement  policies,  general  procedural 
quirements: 

Disqualified   bidders 

Air  Force  Department— -----      """^ 

Army     Department;     bidders     to    whom 

awards  will  not  be  made,  debarment 
In  general;  persons  and  firms  disqualified- 
Praud  or  criminal  conduct  in  connection  with 
Army  and  Air  Force  contracts;  consoli- 
dated listinK  of  ineligible  contractors  and 
disqualified  bidders  by  each  Department - 

Air  Force  Department ,____------ 

Army    Department;    fraud    and   crlmmai 

conduct 

Reserves,  organized;  Officers'  Reserve  Corps:  ^^^ 

Appointment V";'""""1Z" 

Appointments  or  enlistments  not  made  from  cer- 
tain classes 

Physical  examination "r„"iTrfV 

Professional  and  technical  experts  or  specialists, 
appointment  of: 

Application  and  allied  papers -- 

Eligibility;  professional  or  technical  and  special 

educational    requirements 

Termination  of  appointment -— 

Schools  and  colleges.    See  Military  education. 
Women's  Army  Corps.    See  Personnel. 
San  Juan  National  Historic  Site.  Puerto  Rico,  agree- 
ment between  Secretaries  of  Army  and  Interior 
for  preservation  and  designation.    See  main  head- 
ing Interior  Depsiriment. 
Trade    agreements;    proclamation    respecting 
main  heading  Presidential  (Jocuments. 
COMMISSION: 


of 


691 


691 
691 


693 
694 

693 


364 
364 


365 

365 
364 


See 


for    security 


See 


ATOMIC  ENERGY 

^^CdteJ?i*  for    determining    eligibility    lor    security        ^^ 
plp&r&ncc         -  ——————————— — _-—-———————"—  ■"" 

Employees  of  Commission  permitted  to  hold  state 

or  local  offices  and  to  serve  as  law  enforcement 

officers:  Executive  order  respecting.    See  main 

heading  Presidential  documents. 

Public  lands  withdrawn  for  use  of  Commission 

main  heading  Land  Management  Bureau. 

Regulations :  ,     ,    , 

Source  material,  control  oi : 
Deliveries;  right  to  require,  reserved-..-- 
Schedules;  Schedule  I.  exempted  products.        -     1156 
Uranium;  domestic  program  for  certain  uranium- 
bearin8»ores  of  Colorado  Plateau  Area: 
Guaranteed  minimum  price  (1W9-1354)- 
Schedule  of  prices,  specifications,  etc.. 
Guaranteed   three-year   minimum  price 

1951)  •  schedule  of  prices,  specifications,  etc. 
Steel  and  products  for  projects  of  Commission  volun- 
tary plan  for  allocation  of.     See  main  heading 
Commerce  Department. 
ATTORNEY  GENERAL.    See  Justice  Department. 


(1948- 


1156 


731 
733 

695 


See   Farm    Credit    Ad- 
See  Home  Loan  Bank 


Ni 


B 

BANKS: 

Farm    credit    Institutions. 

ministration. 
Federal  home  loan  banks. 

Fpripral  Reserve  System,  member  banlu  of;  regula- 

^"^tlons  respecting.    See  Federal  Rescue  System. 

•Insured  banks;  reports  of.    See  Federal  Deposit  In- 
surance  Corporation.  , 

InternaUonal  Bank  for  Reconstruction  and  Develop- 
ment   providing   of   statistical   informat  on   to 
Executive    order    respecting.    See    Presidential 
documents. 

^Yn''c?m?^tt?''^exemptlons.    See    Intern;i     Revenue 

Ven^ngTand  program  for.    See  Vocational  Rehabil- 
itation. Office  of. 
BLOCKED   ASSETS,  of   aliens.    See   Alien   Property. 
Office  of. 


BONNEVILLE   POWER   ADMINISTRATION: 

Delegation  of  authority  to  officials  by  Secretary 
Interior.    See  Interior  Department. 
BRETTON    WOODS    AGREEMENTS    ACT.    authority 
under,  with  respect  to  furnishing  of  statistical  m- 
formatlon;  Executive  order  respecting.    See  PresU 
dential  documents. 

BUDGET  BUREAU: 

Determinations  by  Director  with  respect  to  providing 
statistical  information  to  certain  Intergovern- 
mental organizations;  Executive  order  respecting. 
See  main  heading  Presidential  documents. 


Importation  of  livestock  from;  regulations  respecting. 

See  Animal  Industry  Bureau.  tt^.^oh 

Moneys-  value  of  Canadian  dollar  In  terms  of  United 

States  money.    See  Treasury  Department^ 
Radio  broadcast  stations  In;  International  agreements 
respecting  assignment  of  frequencies.    See  Fed- 
eral Communications  Commission. 
CANAL  ZONE.     See  Panama  Canal  Zone.  * 

CANCER  CONTROL  MONTH.  1949;  proclamation  re- 
specting.   See  Presidential  documents. 

CENSUS  BUREAU: 

Manufacturing  statistics ;  annual  survey  of  production 

of  apparel  industries 

CHANNEL  ISLANDS  NATIONAL  MONUMENT.  Cali- 
fornia, enlargement  of;    proclamation  respecting. 
See  Presidential  documents. 
CHILD  LABOR  BRANCH,  DEPARTMENT  OF  LABOR: 
Occupations  particularly  hazardous  for  employment 
of  minors  between  16  and  18  years  of  age;  expo- 
sure to  radioactive  substances,  proijosed  amend- 
ment   

CHILE,  trade  agreement  with;  proclamation  respecting. 

See  Presidential  documents. 
CIVIL  AERONAUTICS  ADMINISTRATION: 
Administrator;  approval,  specifications,  etc..  by.  with 
respect  to  air  carrier  operations 
and  scheduled  air  carrier  rules 
ing  Civil  Aeronautics  Board.  ^„  .  .  ^# 

Air  Navigation  Development  Board,  establishment  of. 

See  Organization. 
Organization: 
Administrative  Offices:            ,  „       .  nni 

Air  Navigation  Development  Board. jJJJ 

Redesignation -— -.—"".T'i 1*^03 

Aeronautical  center;  redeslgnatlo*— —---—--     ""-» 
Air  Navigation  Development  Board.    See  Adminis- 
trative offices.  ,.>«» 

Foreign  offices;  redesignation- *^"^ 

General  provisions;  redesignation —     |;J"J 

Regional  offices;  redesignation.—--.—--- -     {^"^ 

Washington  National  Airport:  redesignation...—  IJOJ 
Public  airports  in  Hawaii,  determinations  by  Adminis- 
trator with  respect  to  di.>posal  of;  War  Assets 
Administration  regulations  respecting.  See  main 
heading  War  Assets  Administration. 
Public  lands  withdrawn  for  alr-navlgation  sites.  See 
marn  heading  Land  Management  Bureau. 

Regulations:  .... 

Air  navigation;  airspace  designations. 

Designation  of  civil  airways .-— — -- 

control  areas,  control  zones  and 
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airworthiness. 
See  main  head- 


455 


of 


Designation 

reporting  points: 

Control  areas- 338.  456.  77B.  7/». 

Control  zones . 

Reporting  points *^^-  ''' 

Aircraft,  seizure  of „.,« 

Revocation  of  prior  regulations.— —       ' '«» 

Public  airports: 

Federal-aid  airport  development  program. 

Accounting  and  audit;  audits «"» 

Definitions;  cla.ss  4  or  larger  airport    ._ ^J 

Forms;  description  and  where  obtained. ^i 

References  to  appendices  and  to  certain  sec- 
tions; deletions  and  Insertions.  Tor  listed 
sections 


918 
456 
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CIVIL  AERONAUTICS  ADMINISTRATION— Con.  p»k« 

Regulation.s — Continued 
Public  airptfrts — Continued 

Washington  National  Airport: 

Aeronautical  rules,  redeslgnatlons 38 

General  rules,  redeslgnatlons 38 

Steel  and  products  for  requirements  of  Federal  aero- 
nautical agencies;  notice  of  hearing  to  Include 
requirements  of  ClvilAeronautics  Administration 
In  proposed  plan  for  allocation  of.  See  main 
hcadina  Commerce  Department. 

CIVIL  AERONAUTICS  BOARD: 

Air  carriers: 

Accounts,  records  and  reports.    See  Economic  regu- 
lations. 
Airworthiness.    See  Civil  air  regulations. 
Certificates  of  public  convenience  and  necessity. 

See  Economic  regulations. 
Classifications  and  exemptions.    See  Economic  reg- 
ulations. 
Free  transportation.    See  Economic  regulations. 
Navigation.     See  Civil  air  regulations. 
Operation.    See  Civil  air  regulations. 
Reporting  requirements.   See  Economic  regulations. 
Tariflfs.     See  Economic  regulations. 
Authority,   delegations   of.       See  Organization   and 

functions. 
Civil  air  regulations: 
Air  navigation: 
Air  traffic  rul^s: 
Definitions,  hours  of  darkness:  CAA  specifica- 
tions,  revoked 38 

General  flight  rules    ^GPR): 
Aircraft  lights: 

CAA  specifications;   revoked 38 

Display  of,  in  Ala.'ika;  editorial  changes 38 

Minimum  safe  altitudes.  CAA  rules 38 

Operation  on  and  in  vicinity  of  an  airport: 
traffic  patterns  (CAA  rules).  La 
Guardia,  Newark,  and  New  York  Inter- 
national fldlewild) 479 

General,  scope;  CAA  specifications,  revoked 38 

Instrument  flight  rules  <IFR) ;  Instrument  ap- 
proach procedure.  CAA  rules 38 

International  rules  of  air.  Implementation  of. 
See  International  Civil  Aviation  Organiza-    * 
^  tion. 

Airspace  designations.      See  main  heading  Civil 

Aeronautics  Administration. 
Scheduled  air  carrier  rules: 
Airmen: 

Airmen  utilization,  and  airmen  records;  CAA 

specifications,  editorial  changes 38 

Pilot  technique  maintenance,  training  pro- 
gram ;      CAA     specifications,     editorial 

changes 38 

Flight  operations: 
Dispatching  rules   (for  clearance),  take-ofl! 
limitations  to  provide  for  engine  failure, 
transport    category    airplanes;    temper- 
ature    accountability,     proposed     rule 

making 1411 

Flight  altitude  rules;   use  of  supplemental 

oxygen,  proposed  rule  making 1333 

Instrument   approach   rules;   approach   and 

landing  limitations.  CAA  rules 38 

Miscellaneous  rules;  air  carrier  aircraft  prov- 
ing period,  CAA  rules 38 

Operations  manual;  delivery  of  copies,  CAA 

specifications,  editorial  change 38 

Airworthiness: 
Aircraft  radio  equipment;  design  and  tests,  cross- 
pointer  indicators,  CAA  rules 37 

Airplane: 

-  Airplane  airworthine.ss  (regulations  effective  to 
November  9,  1945);  CAA  specifications, 
airplane      operating      manual,      editorial 

changes 37 

Normal,  utility,  etc..  categories;  interpretations 
and  statements  of  policy  by  CAA.  editorial 

changes .. 36 

Transport  cat^orles  (regulations  eflective  No- 
vember 9,  1945) : 
CAA.  specifications,  airplane  operating  man- 
ual; editorial  changes 37 


CIVIL  AERONAUTICS  BOARD— Continued  ^''ge 

Civil  air  regulations — Continued 
Airworthiness — Continued 
Airplane — Continued 
Transport  categories  (regulations  effective  No- 
vember 9,  1945  > — Continued 
'    Equipment;   oxygen  equipment  and  supply, 

general,  proposed  rule  making 1333 

Statement  of  policy;  editorial  changes 37 

Certificates  and  ratings,  airmen  and  air  agencies: 
Commercial  operator  certification  and  operation 

rules 943,  1437 

Lighter-than-air  pilot  certificates,  elimination  of 
requirement  for  physical  examination  prior 
to    taking   written    examinations    for    pilot 
ratings: 
Commercial  llghter-than-air  pilot  certificate..      110 

Private  lighter-than-air  pilot  certificate .       110 

Mechanic  certificates,  with  propeller  or  aircraft 
appliance    rating;     extension    of    effective 

period . 53 

Pilot  certificates,  elimination  of  r^ulrement  for 
phy.sical  examination  prior  to  taking  written 
examinations  for  pilot  ratings: 

Commercial  rating 109 

Private   rating 109 

Repair  station  rating: 

See  also  Mechanic  certificates. 

Foreign  repair  station  certificate  and  ratings..      623 
Foreign    government    personnel,    military,    special 

fiight    In.struction 1004 

International  civil  aviation,  convention  on.    See  In- 
ternational Civil  Aviation  Organization. 
Operation  rules: 
Air  carriers : 
Irregular    air    carrier    rules     and    off-rmte 

rules 934,     1427 

Sec  also  Nonscheduled  air  carrier  certifica- 
tion and  operation  rules. 
Operating  limitations  for  large  pa-sscnger- 
carrjlng  airplanes;  take-off  limitations, 
temperature     accountability,     proposed 

rule  making 1411 

Nonscheduled    air    carrier    certification    and 
operation  rules: 
See  also  Irregular  air  carrier  rules  and  off- 
route  rules. 
Aircraft  requirements;  use  of  supplemental 

oxygen,  proposed  rule  making 1333 

Flight  operation  rules : 
Instrument   approach  and  landing  rules, 

CAA  rules 37 

Weather  minimums;  take-off  and  landing. 

CAA  rules 37 

Miscellaneous  rules;  manual,  CAA  rules 37 

Operating   certification;    passenger   minimum 
requirements,  air  carrier  operation  skill. 

route  proving  fiights  <CAA  rules) 37 

Scheduled  operations  outside  continental  United 
States,  certification  and  operations  rules; 
passenger  operation  rules: 
Aircraft  requirements: 
Operation  limitations  for  transport  category 
airplanes,  take-off  limitations  to  pro- 
vide for  engine  failure;  temperature 
accountability,  proposed  rule  making.     1411 
Use  of  supplemental  oxygen ;  proposed  rule 

making ^ 1333 

Airman  rules: 
Flight  radio  operator,  flight  time  limita- 
tions: interpretation  of  "scheduled  to 

fly" 1409 

Pilot,  flight  time  limitations  for  (two  pilots 
and  one  additional  crew  member) ;  in- 
terpretation of  ".scheduled  to  fly" 1409 

Miscellaneous  operation  rules: 

Aircraft  proving  tests.  CAA  fules 37 

Irregularity  reports,  CAA  rules 37 

Operations  manual.  CAA  rules 37 

Reports,  CAA  rules 37 

Route  operation  proving  flights,  CAA  rules.        37 
General  operation  rules: 

Aircraft  certification,  operating  limitations; 
sptcial  flight  instruction  for  military  per- 
sonnel of  foreign  governments 10C4 
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CIVIL  AERONAUTICS  BOARD— Continued 

Civil  air  regulations — Continued 
Operation  rules — Continued 
General  operation  rules — Continued 

Maintenance,  inspections.  CAA  rules -— -- 

Pilot  rules  (general) ;  parachutes,  proposed  rule 

making r'S~i~" 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Economic  regulations: 

Accounts,  records  and  reports:  forms  of  reports  of 
financial  and  operating  statistics: 
Air  carriers  holding  certificates  of  public  con- 
venience and  necessity 

Alaskan  air  carriers ^^--7 

Certiflcates  of  public  convenience  and  necessity, 
terms  conditions  and  limitations  of  certificates 
authorizing  interstate  and  overseas  air  trans- 
portation, provisions  as  to  scheduled  stops 

Classifications  and  exemptions;  Irregular  air  car- 

Tiers,  proposed  rule  making J/u.4zu 

Free  and  reduced-rate  transportation: 
Access  to  aircraft  for  safety  purposes,  requests 

for;   proposed  rule  making- »*" 

Delegation  of  authority  to  Director,  Bureau  of 
Economic  Regulations  respecting  applications 
to  furnish.    See  Organization  and  functions^ 
Postal  employees,  free  travel  for 188 

"^Delegation  of  authority  to  Director.  Bureau  of 
Economic  Regulations,  respecting  dismissal 
of  certain  tariffs  or  tariff  rules.    See  Organ- 
ization and  functions. 
Time    for    filing    Initial    tariffs;    proposed    rule 

making 

Hearings.    See  Investigations,  hearings,  etc. 
International  Civil  Aviation  Organization;  convention 

International  rules  of  air.  implementation  of  (An- 

Oper^tllon  of 'akcValft' scheduled  international  air 

services  (Annex  6) ;  proposed  rule  making luio 

Investigations,  hearings,  etc.: 

Hearings,  etc.:  ...- 

Aero- Van  Express  Co..  Inc — ---     "^^ 

Air  freight  rate  Investigation ----"— rv  I  Hi 

American  Air  Transport  and  Flight  School.  Inc  644 

American  Airlines,  Inc 'ma 

Belolt-Janesvllle.  Wis.,  service  to—  — --------       JJ* 

BraniCr   Airways.   Inc - 229.549. 1221. 144a 
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1048 


Bryant.  J.  C.  Herbert ,  „26 

Capital  Airlines.  Inc.- — '1114 

Caribbean  International  Airways.  Ltd —     aii» 

Challenger  Airlines  Co—— ^ 

Chicago  and  Southern  Air  Llnes.^Inc---------^   2^29. 

Cordova  Air  Service.  Inc IJ]- 1385 

Delta  Air  Lines.  Inc.— 229.  549.  741.  imd 

Directional  commodity  rates ooq'sia  549  1445 

Eastern  Air  Lines,  Inc_.- - —  229.  548.  54y  14« 

Florida  Airways.  Inc 

Land  O'Lakes,  Wis.,  service  to. - — -~----- 

Memphls,  City  of.  local  feeder  service  between 

"^     Ml.sslsslppl.Loulslana  Alabama  and  Georgia        784 

Mld-Contment  Airlines,  Inc 229,548,549,784,1445 

Mllwaukee-Chlcago-New  York  restrictions 3i0 

Mississippi  Valley  and  Southeastern  Slates 10* 

Mitchell.  City  of.  S.  Dak.,  service  to 'J^ 

Monarch  Air  Lines.  Inc-, rIo'r^q  7R4 

National  Airlines,  Inc — — -  &*«•  ^^^'  '°* 

New  England  Central  Airways  System.  Inc '«* 

Northeast  Airlines.  Inc :iVQo«'«li"i99i   nfi7 

Northwest  Airlines.  Inc  . 43,  326.  644. 1221     367 

Pan  American  Airways,  Inc 229,370,910,1221,1^0/ 

Pecos.  Tex.,  service  to  and  from. — -      ^* ' 

Puerto  Rico:  additional  service ;^Q-o7n-mo  1367 

Saudi  Arabian  Investigation 229. 370.  910. 1367 

Seaboard  and  Western  Airlines.  Inc i"i 

Servlcos  Aereos  Cruzeiro  Do  Sul.  Ltda f* 

Transcontinental  and  Western  Air.  Inc 1"^ 

Transocean  Airlines,  Inc.- — **•  ^^^ 

United  Air  Lines.  Inc °.^ 

Viking  Air  Transport  Co..  Inc "^^ 

Viking  Airliners 

Wien  Alaska  Airlines,  Inc 
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CIVIL  AERONAUTICS  BOARD— Continutd 
Investigations,  hearings,  etc.— Continued 
Hearings,  etc.— Continued 

Wisconsin  Central  Airlines.  Inc -—  805. 1048 

Investigations  of  aircraft  accidents  occurring  at, 
near,  or  en  route  to  certain  cities,  etc.: 

Bristol.  Tenn ?  * 

Havana.  Cuba... r 2?g 

Homer.  Alaska — 'tZ 

Los  Angeles.  Calif _---.--- 'fj 

Port  Washington.  Long  Island.  N.  Y **" 

San  Juan.  P.  R.— Miami.  Fla »*» 

Seattle.  Wash tfz 

Yakutat  and  Sitka.  Alaska »^" 

Organization  and  functions :         ,       «      ..     ^,  -.,« 
Delegations  of  authority:  Director.  Bureau  of  Eco- 
nomic Regulation: 
Certification  of  Board  records  to  appellate  courts- 
Contracts,  approval  of :"--,",— r"i":Z 

Dismissal  of  Investigations  of  certain  tariffs  or 

tariff  rules .„_ 

Free  and  reduced  rate  transportation 4'^ 

Interlocking   relationships—————— *'^ 

Preliminary   action,   letters  of   registration,   air 

freight  forwarders,  prohibited  interests 1415 

Temporary  changes  in  service  patterns 4*^ 

Functions,  channeling  of  (certain  routine  func- 
tions) :  request  and  submissions  from  air  car- 
riers approval  of  contracts  and  agreements  by 
Director  of  Economic  Bureau,  repeal— 473 

CIVIL  SERVICE  COMMISSION: 

See  Loyalty  Review  Board. 

Executive  orders   affecting  Federal  personnel. 

main  heading  Presidential  documents. 
Rules  and  regulations: 

Of  preference  eligibles  under  Veterans'  Preference 

Act  of  1944:  .    ^    .   ,  . 

Notification  of  adverse  decisions  of  admlnlstra- 

tlve  offlcers  of  agencies jwo^ 

Time  limit  on  appeals -— *"'»"» 

Reappointment  of  certain  employees  after  ap- 
peal.   See  Transitional  procedures. 
Reinstatement  as  result  of  appeal.    See  Rein- 
statement. 
•  Appointment:  ,  . 

Reappointment.    See  Transitional  procedures.  ^ 

Through  competitive  system: 
Apportionment :  CAF  typists  and  stenographers 

(Grades  1.  2.  and  3)  excluded  from 53 

Eligible  registers,  veterans 465.  563 

Temporary  appointments: 

Agency  authority  to  make '*' 

Job  employment '*' 

To  excepted  positions.    See  Exceptions. 
Apportionment.    See  Appointment. 
Awards  for  superior  accomplishment;  wlthln-grade 

salary  advancement.    See  Pay  regulations. 
Compensation  and  allowances: 
Additional  compensation  for  service  In  foreign 
areas;  regulations.    See  main  heading  State 
Department. 
Pay  regulations.    See  Pay  regulations. 
Competitive  service,  positions  excepted  from.    See 

Exceptions. 
Demotion.    See    Promotion,    demotion,    reassign- 
ment, and  transfer. 
Education,  formal,  requirements  for  appointment 
to  certain  scientific,  technical,  and  professional 
positions : 
Biologists:  ^ 

FLshery  management  biologist.- *w» 

Fishery  research  biologist 1099 

Land  management  biologist.  Soil  Conservation 

Service;  revocation JJJJ 

WildMfe  management  biologist 10»» 

Wildlife  research  biologist Toi  ?rq 

Forest  ecologlst ]l;'ill 

Forest  soil  technologist Joi'oqq 

Forester  (forest  management)^ J^J.  ^^ 

SilYlculturlst - - 121. 289 

Soil  scientist -— ,—      iot 

Teacher  and  substitute  teacher  in  Indian  schools-      3^i 
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CIVIL  SERVICE  COMMISSION— Continued  Page 

Rules  and  regulation.s — Continued 
Exceptions   from   competitive   service    (Rule  VI) ; 
list  of  positions  excepted  from  examination. 
Schedule  A: 
Agriculture  Department : 
See  also  Farmers  Home  Administration. 

Apents;  certain  field  and  local  agents 563 

Foreign  Agricultural  Relations.  Officer  of;  di- 
rector       1380 

Po.sitions  requiring  knowledge  of  Indian  lan- 
guage         563 

Scientific,   profe.s.slonal.   and   sub-professional 

temporary  position.<;:  revocation 1391 

Student  assi.stants;  revocation 1391 

Army    Department.    U.    S.    Military    Academy; 

registrar 1227 

Civil  Aeronautics  Board;  directors  and  assistant 

directors  of  certain  Bureaus 33 

Civil  Service  CommLsslon;  student  assistants,  rev- 
ocation  1392 

Commerce  Department: 
See  also  National  Bureau  of  Standards. 

Student  a.sslstants;   revocation 1392 

Economic  Cooperation   Administration;    student 

assistants,  revocation 1392 

Entire  executive  civil  .service: 

Scientific  assistant  and  .student  a.sslstant  posi- 
tions       1392 

Scientific,  professional  or  analytical  positions 
filled  by  faculty  members  or  graduate  stu- 
dents of  accredited  colleges  or  universities.     1392 
Executive   Office    of    the    President:    President's 
Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  Armed  Forces. 

three  confidential  assistants 333 

Federal  Security  Agency: 

See  also  Public  Health  Service. 

Assistants  to  Administrator 289 

Interior  Department: 
Field  representatives  and  special  assistants  in 

Office  of  Secretary 563 

Scientific,    professional,    and   sub- professional 

temporary  positions:  revocation 1391 

National   Advl.sory  Committee   for  Aeronautics; 
scientific,  professional,  and  sub-professional 

temporary  positions,  revocation , 1392 

National  Bureau  of  Standards:  certain  scientific, 
professional,  and  sub-professional  positions, 

revocation 1392 

Navy  Department:  certain  scientific  professional 

and  sub-profe.ssional  positions,  revocation —     1391 
Public  Health  Service: 

Ho.spital  administration  intern  positions  filled 
by  .students  at  accredited  colleges  or  uni- 
versities; revocation 1392 

Psychological  intern  positions  filled  by  gradu- 
ate students  at  accredited  colleges  or  uni- 
versities; revocation 1392 

State  Department;  student  assi.stants.  revocation.     1391 
Treasury  Department;  student  assistants,  revoca- 
tion   1391 

Foreign  .service;  compensation  and  allowances  for. 

See  main  heading  State  Department. 
Hospital  (Government)  F>osltlons  filled  by  student 
or  resident  trainees:  exclusion  of  certain  posi- 
tions In  Public  Health  Service  from  provision^ 
of  Federal  Employees  Pay  Act  of  1945  and  Clas- 
sification Act  of  1923.  and  establishment  of 
maximum  stipends  for: 

Pharmaceutical  Interns 1315 

Student  medical  Interns 1315 

Student  X-ray  technicians 1315 

Loyalty  program:  . 
See  also  Promotion,  demotion,  reassignment,  and 

transfer;  Reinstatement. 
Directives  of  Loyalty  Review  Board,  respecting 
Federal  employees.    See  main  heading  Loy- 
alty Review  Board. 
Pay  regulations: 

Ho.spitals,  Government:  pay  for  certain  positions 

in.    See  Ho.spital  (Government)  positions. 
V.'ithin-grade  salary  advancement: 
Periodic  advancement:  definitions: 
Equivalent  increase  in  compensation 291 

sc-oco  -49 3 


CIVIL  SERVICE   COMMISSION— Continued  Pa^e 

Rules  and  regulations — Continued 
Pay  regulation.s — Continued 
Within-grade  .salary  advancement — Continued 
Periodic  advancement;  definitions — Contimied 

Permanent  positions 290 

Rewards  for  superior  accomplishment;  defini- 
tions, permanent  positions '_ 290 

Po.'.tal  Service;  promotion  of  substitutes.    See  Pro- 
motion. 
Promotion,  demotion,  reassignment,  and  tran'-fer: 
Loyalty  check  required  before  inter-agency  trans- 
fer to  "sensitive"  p>osition 563 

Postal  Service;  promotion  of  substitutes 333 

Status  and  tenure  Oi  employee  not  changed  by 748 

Reappointment,  reemployment,  etc.: 

Rea.ssignment.     See  Promotion,  demotion,  reas- 
signment and  transfer. 
Reinstatement.     See  Reinstatement. 
Special  procedures  respecting  reappointment  and 
reemployment.     Sec  Transitional  procedures. 
Reinstatement: 
As  result   of  appeal:   Commission   approval  not 

required 465 

Loyalty  check  required  before  reinstatement  to 

"sensitive"    position 563 

Temporary  appointments.    See  Appointments. 
Transfer.    See  Promotion,  demotion,  reassignment. 

and  transfer;  Transitional  procedures. 
Transitional  procedures,  special : 

Reappointment  of  war  service  indefinite  em- 
ployees, after  appeal 465 

Reemployment  benefits  (under  Executive  Order 
8973  or  9067  or  War  Manpower  Commission 
Directive  No.  Xi  after  transfer  to  national 
defense  or  war  work: 

Agencies  being  liquidated 119 

Notice    of    intent    to    exercise    reemployment 

rights 119 

Service  in  armed  forces  or  merchant  marine-  -       120 
Veterans.      See    Appointment;    Transitional    pro- 
cedures. 

COAST  AND  GEODETIC  SURVEY: 

Rede.slgnatJon  of  chapter  and  parts 41 

COAST  GUARD: 

Inspection  and  navigation;  regulations.    See  Regula- 
tions; Inspection  and  navigation. 
Merchant  Marine  Council  public  hearing;  notice  of. 

and  agenda  for 898.  1128 

Oil  Pollution  Act  of  1924,  violation  of,  by  American 
vessels;  customs  regulations  respecting  enforce- 
ment of.    See  main  heading  Customs  Bureau. 
Radio  frequencies,  assignment  of.  to  various  stations 
in  Ala.ska.  Hawaii,  San  Francisco,  New  Orleans, 
etc.    See  main  heading  Federal  Communications 
Commission. 
Regulations;  inspection  and  navigation: 
Bays,  .sounds,  and  lakes  other  than  Great  Lakes: 
Boats,  rafts,  bulkheads  and  lifesaving  appliances; 
specifications   for   various   lifesaving   equip- 
ment, proposed  changes  in  regulations 899 

Inspection  of  ve.ssels;  specifications  for  various 
lifesaving  equipment,   proposed  changes  in 

regulations ^ 899 

Steam  yachts;  specification  for  various  lifesaving 

equipment,  proposed  changes  in  regulations.       899 
Emergency  regulations,  waivers  of  navigation  and 
inspection  laws  and  regulations;   continuance 

In  effect  of  certain  waiver  orders 1007 

Equipment,  approvals  of 547,  780,  1366 

Great  Lakes : 
Boats,  rafts,  bulkheads,  and  lifesaving  appliances; 
specifications   for   various   lifesaving   equip- 
ment, proposed  changes  in  regulations 899 

Inspection  of  vessels;  specifications  for  various 
lifesaving  equipment,   proposed   changes   in 

regulations 899 

Marine  engineering: 
Construction;  boiler  tubes,  proposed  changes  in 

regulations . 900 

Installation,  tests,  etc.;  installation  of  refrigera- 
tion   machinery,    tests    and    inspection    of 

boilers,  proposed  changes  in  regulations 900 

Materials;  specifications  for  boiler  tube  and  pipe 

material,  proposed  changes  in  rcculations 899 
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COAST  GUARD — Continued 

Regulations;  inspection  and  navigation— Continued 
Marine  engineering — Continued 

Piping  systems;  pipe,  pumps,  refrigeration  ma- 
chinery and  fuel  tanks,  proposed  changes 

in    regulations --;      ^"0 

Pressure  vessels,  unfired;  speclflcatlons  for  relier 

valves,  proposed  changes  in  regulations 

Merchant  marine  officers  and  seamen: 
Certification  of  seamen;  language  requirements 
for  applicants  for  certificates  of  service  and 
efficiency,  other  than  for  entry  rating,  pro- 
posed changes  in  regulations: 

Able  seamen 

Lifeboatman 

Qualified  member  of  engine  department 

Licensing  of  officers  and  motorboat  operators  and 
registration  of  staff  officers;  language  re- 
quirements for  applicants  for  motorboat 
operators'    licenses,    proposed    changes 

regulations 

Navigation : 

Navigation  requirements: 

Great  Lakes  and  St.  Mary's  River: 
Great  Lakes,  pilot  rules  for.    See  Pilot  rules. 
St.  Mary's  River,  anchorage  and  navigation; 
proposed  changes  in  regulations: 
Sound  signals  for  vessel  aground  in  channel 

during  good  visibility 1129 

Visual  signals  at  lookout  stations;  channel 

partially  obstructed 1128 

Visual  signals  on  vessels  aground  in  chan- 
nel  --- 

Western  rivers,  pilot  rules  for.     See  Pilot  rules. 

Pilot  rules:  ,  ..     .    »       a 

For  Great  Lakes;  lights  for  canal  boats  towed 

or  being  pushed  ahead,  proposed  changes 

In  regulations 898 

For  western  rivers;  lights  for  barges  temporarily 
operating  within  or  without  western  rivers. 

proposed  changes  in  regulations 1129 

Ocean  and  coastwise: 
Boats  rafts,  bulkheads  and  lifesaving  appliances. 
Coastwise:  specifications  for  various  lifesaving 
equipment,  proposed  changes  In  regula- 
tions  -,7.""'" 

Ocean-  specifications  for  various  lifesaving 
equipment,  proposed  changes  In  regula- 
tions  

Duties  of  inspectors;   specifications  for  various 
lifesaving  equipment,  proposed  changes  in 

regulations 

Inspection  of  vessels;  specifications  for  various 
lifesaving   equipment,   proposed  changes   in 

regujations 

Steam  yachts;  specifications  for  various  lifesaving 
equipment,  proposed  changes  in  regulations- 
Passenger  vessels  of  United  States  of  100  gross  tons 
and  over  propelled  by  machinery,  construction 
or  material  alteration  of;  electrical  control  of 
ventilation  systems,  proposed  changes  in  regu- 
lations  ^— 

Pilot  rules.    See  Navigation. 
Rivers: 

Boats  rafts,  bulkheads  and  lifesaving  appliances; 
specifications  for  various  lifesaving  equip- 
ment, proposed  changes  in  regulations 899 

Inspection  of  vessels;  specifications  for  various 
lifesaving  equipment,   proposed  changes  in 

regulations 899 

Specifications: 

Life.saving  equipment;  proposed  changes  in  regu- 
lations       898 

Materials;     Incombustible    materials,    proposed 

changes  in  regulations 898 

COMMERCE  DEPARTMENT: 

See  Census  Bureau. 

Civil  Aeronautics  Administration. 

Civil  Aeronautics  Board. 

Coast  and  Geodetic  Survey. 

Foreign  and  Domestic  Commerce  Bureau. 

Foreign  Trade  Zones  Board. 

National  Bureau  of  Standards. 
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COMMERCE   DEPARTMENT— Continued 

Air  Navigation  Development  Board,  functions  of  Sec- 
retary in  connection   with.     See   main   heading 
Civil  Aeronautics  Administration. 
Appeals  Board,  for  Bureau  of  Foreign  and  Domestic 
Commerce.    See  Office  of  Secretary :  organization. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Field  Service.     See  main  heading  Foreign  and  Domes- 
tic Commerce  Bureau. 
Industry  Cooperation.  Office  of :  voluntary  agreements 

prepared,  etc..  by.    See  Office  of  Secretary. 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.     See  main  heading  Presi- 
dential documents. 
Office  of  Secretary: 

Organization;  Office  of  A.sslstant  Secretary  for  For- 
eign and  Domestic  Commerce,  Appeals  Board 

(establishment  and  functions,  etc.) 459 

Voluntary  plans  for  allocation  of  steel  and  pig  iron 
for    requirements    of    various    industries    and 
agencies : 
Aeronautical  agencies  (Federal): 
See    also    National    Advisory    Committee    for 

Aeronautics,  below. 
Notice  of  hearing  to  extend  voluntary  plan  for 
allocation  of  steel  and  products  for  require- 
ments of  National  Advisory  Committee  for 
Aeronautics    to    Include    requirements   of 

Civil  Aeronautics  Administration 492 

Anthracite  Industry  requirements;  proposed  con- 
tinuation and  changes 308 

Extension  of  statutory  authority  (note) —     llio 

Armed  forces;  continuation  and  changes 642.  1138 

Exten.slon  of  statutory  authority— 1138 

Atomic  Energy  Commission  projects: 

Continuation  and  changes 641 

Extension  of  statutory  authority 

Gas  pipe  line  to  plant  at  Oak  Ridge.  Tenne.s.see. 
See  under  Oil  and  gas  lndu.stry. 
Economic  Cooperation  Program,  steel  shipments 
to  certain   countries    (under   OIT   license*; 

proposed  plan 

Grain  storage  (farm-type)  bin  (Department  of 

Agriculture  emergency  program) 310,  9bJ 

Housing  Industry;  allocation  of  pig  iron  and  steel 
for  residential  housing: 

Baseboard  radiation,  propasedplan 9*^ 

Cast    Iron    products;    proposed    continuation 

and    changes 261 

Extension  of  statutory  authority  (note* H^h 

Warm  air  heating  equipment;  proposed  con- 
tinuation and  changes 945 

Mining  Industry:  «oq   ina 

Mining  machinery:  plan  and  continuation.  739.  IIJH 

Extension  of  statutory  authority 1138 

Ore  cars,  manufacture  of  (stockpiling  program 
of  Munitions  Board);  plan  and  continua- 


1138 
1138 


945 


tion. 


841. 


1138 
1138 


1138 


Exten-slon  of  statutory  authority 

National  Advisory  Committee  for  Aeronautics: 

Continuation  and  changes 642. 

Extension  of  statutory  authority 1138 

Redesignatlon  of  plan^ *92 

Oil  and  gas  Industry: 

Natural  gas  pipe  line  to  Atomic  Energy  Com- 
mission plant.  Oak  Ridge.  Tenn.;  plan  and 

continuation 923.   1138 

Extension  of  statutory  authority 1138 

Oil  tankers;  continuation  and  changes 664.  1138 

Exten.slon  of  statutory  autttbrity 1138 

Tank  and  oil  Held  production  equipment ;  con- 
tinuation and  changes 663.  1158 

Extension  of  statutory  authority 1138 

Railroad  equipment,  construction  of  domestic 
freight  cars  and  repair  of  railway  rolling 
stock  in  furtherance  of  program  of  Office  of 
Defense   Transportation;    continuation   and 

changes «67.        38 

Extension  of  .statutory  authority — -     iiJo 

Reclamation  Bureau  projects  (certain) ;  pro- 
posed   plan 
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COMMERCE   DEPARTMENT— Continued  P  ge 

Office  of  Secretary — Continued 
Voluntary  plans  for  allocation  of  steel  and  pig  iron 
for    requirements    of    various    Industries    and 
agencie.s — Continued 
Ve.ssel  construction,  etc..  Industry: 

Barge  and  towing  ve.ssel  industry,  construction, 
conversion,  and  repair  of  domestic  freight- 
carrying  barges  and  towing  vessels  in 
furtherance  of  program  of  Office  of  De- 
fen.se    Transportation;    continuation    and 

changes 668,  1138 

Extension  of  statutory  authority 1138 

Merchant  ve.ssels,  construction,  reconversion 
and  repair  in  furtherance  of  United  States 
Maritime  Commission  program;  continua- 
tion and  changes 665,  1138 

Extension  of  statutory,  authority 1138 

Withdrawal  from  participation  in  plan;  Maridon 
Manufacturing  Co..  Inc..  notice  of  with- 
drawal       206 

I     Trade    a[:,reements;    proclamation    respecting.      See 
main  heading  Presidential  documents. 
Voluntary  plans  for  allocation  of  steel  and  pig  iron 
'for  requirements  of  various  industries  and  agen- 
cies.   Sec  Office  of  Secretary. 

COMMITTEES.  BOARDS.  ETC. : 

Air  Navigation  Development  Board;  establishment 
within  Civil  Aeronautics  Administration.  See 
Civil  Aeronautics  Administration. 

Alaska  Road  Commission.    See  Interior  Department. 

Appeals  Board  for  Bureau  of  Forelpn  and  Domestic 
Commerce.  See  Foreign  and  Domestic  Commerce 
Bureau. 

Labor  disputes;  boards  to  Investigate.  Sec  Presiden- 
tial documents. 

National  Advisory  Council  on  International  Monetary 
and  Financial  Problems:  Executive  order  respect- 
ing.   See  Presidential  documents. 

Presidents  Committee  on  Religion  and  Welfare  in 
Armed  Forces  (formerly  President's  Committee 
on  Religioas  and  Moral  Welfare  and  Character 
Guidance  in  the  Armed  Forces),  redesignation; 
Executive  order  respecting.  See  Presidential 
documents. 

COMMODITY  CREDIT  CORPORATION: 

Dosignation  of  agents  to  receive  service  of  process 1274 

Loans,  purchases,  and  other  operations: 
Loan  programs: 

See  al.<<o  Loan  and  purchase  agreement  programs. 
Cotton,   1948  loan  instructions;   advance  loans. 

redesignation 501 

Grain  sorghums.  1948;  county  loan  rates,  addi- 
tion of  counties  and  rates 517 

Tobacco.  1948;  advances  to  growers: 

Maryland;  type  32.  loose  leaf  form 917 

Wisconsin:  types  54  and  55 271 

Wheat.  1948:  county  rates,  discounts,  and  pre- 
miums (Slope  County.  North  Dakota) 1408 

Loan  and  purchase  agreement  programs: 
Beans   (dry  edible).  1948;   availability  of  loans 

and  purchases 121 

Corn.  1948;   availability  of  loans  and  purchase 

agreements 917,  957 

Rye.  1948;  county  rates,  addition  of  counties  and 

rates 405 

6eeds : 
Flaxseed.  1948;  basic  loan  rates  for  No.  1  flax- 
seed, addition  of  counties  and  rates 517 

Range   grass    (bluestem.   buffalo   gra.ss.   etc.), 

1948;  purchase  agreements 362 

Winter  cover  crop  (hairy  vetch,  crimson  clover, 
etc.).  1948;  purchase  agreements,  redesig- 
nation       501 

Potatoes.  Irish;  1949  acreage  goals 431 

Purchase  programs: 
See  also  Loan  and  purchase  agreement  programs. 

Cabbage.  1949  fiscal  year;  redesignatlon 601 

Wool;  redesignation 35.36 

Notes  (commodity  loan  program);  eligibility  for  dis- 
count by  Federal  Reserve  banks  and  as  security 
for  advances  to  member  banks.  See  main  heading 
Federal  Reserve  System. 

CONFIDENTIAL  INFORMATION  AND  RECORDS.    See 
Records. 


CONSCIENTIOUS  OBJECTORS,  noncombatant  service 
training  for;  Executive  order  respecting.  See  Presi- 
dential documents. 

CONSERVATION  OF  FUEL  OIL,  GASOLINE.  AND  GAS. 

by  Federal  agencies;  directive  respecting.    See  Presi- 
dential documents. 

CONSUMER  INSTALMENT  CREDIT,   regulations  re- 
specting.   See  Federal  Reserve  System. 
CONTRACTS,  GOVERNMENT: 
Armed  services  procurement  regulations.     See  Army 

Department;  National  Military  Establishment. 
Construction,  supply  and  service  contracts;  authority 
of    certain    officers    re.'ipecting.     Sec    Geological 
Survey;  Interior  Department;  Post  Office  Depart- 
ment; Public  Housing  Administration. 
Minimum  wage  determinations  under  Walsh-Healey 
Public  Contracts  Act.    See  Public  Contracts  Divi- 
.<^ion. 
Procurement  orders.  Federal  Supply  Bureau.    Sec  Fed- 
eral Supply  Bureau. 
CONVERSION  OP  CURRENCY.     See  Customs  Bureau. 

COPYRIGHTS,  of  foreign  nationals,  vesting  of.  See 
Alien  Property,  Office  of. 

COURT.  DISTRICT,  OF  UNITED  STATES  FOR 
PUERTO  RICO,  designation  of  Acting  Judge;  Ex- 
ecutive order  respecting.  See  Presidential  docu- 
ments. 

COURTS-MARTIAL  MANUAL.  U.  S  ARTwlY.  1949:  Ex- 
ecutive orders  respecting.  See  Presidential  docu- 
ments. 

CROP  INSURANCE  CORPORATION    FEDERAL.     See 

Federal  Crop  Insurance  Corporation. 
CUBA: 
Radio  broadcast  stations  in;  international  acreements 
respecting  assignment  of  frequencies.     Sec  Fed- 
eral Communications  Commission. 
Trade  agreement  with;  proclamation  re.specting.    See 
Presidential  documents. 

CURRENCY.  FOREIGN.     See  Foreign  moneys. 
UCUSTOMS  BUREAU: 
Customs  regulations: 
Air  commerce  regulations: 
Documents  for  clearance: 
Examination  in  Hawaii  of  persons  traveling  by 

air  to  mainland 

Pa.ssenger  manifest,  contents  of 

Documents  for  entry;  passenger  manifest  and  air 

passenger  manifest,  contents  of 

Articles  conditionally  free,  subject  to  reduced  rate, 
etc.: 
Aircraft,  parts,  and  equipment  returned  for  re- 
pairs; requirements  on  entry 

Pish.  quantity  that  may  be  imported  during  calen- 
dar year  1949  at  reduced  rate  of  duty  estab- 
lished pursuant  to  General  Agreement  on 
Tariffs  and  Trade.  See  Trade  agreements. 
below. 
Bonds.  See  Customs  bonds. 
Conversion  of  currency:  • 

Belgian  franc,  collection  of  estimated  dutle.«! 

Chinese  Federal  Reserve  Bank  yuan,  instructions. 

Cu.^toms  bonds: 
Bonds  approved  by  collectors;  addition  of  carrier 

bonds 

Bonds  approved  by  Commi.ssioner  of  Customs; 

deletion  of  carrier  bonds..   

Cancellation  of  erroneous  charges 

Customs  districts  and  ports: 

Changes  effected  in  Executive  Order  No.  10042: 

Alabama,  Mobile  (extension) . 

Alaska,  Cordova  (designation  » 

California,     San    Pranci.sco-Oakland     (exten- 
sion)   

Michigan.  Cheboygan  (revocation) 

New  York,  Alexandria  Bay  (extension) 

North  Carolina: 

Elkln    (designation) 

Wilmington    (extension) 

Puerto  Rico;  Arecibo  and  Arroyo  (revocation). 
Delegations  of  powers  to  Commissioner  of  Cus- 
toms, codification  discontinued 

See  also  Organization,  below. 
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CUSTOMS  BUREAU — Continued 

Customs  regulations— Continued  f^rritnrv- 

Castoms  relations  with  contiguous  foreign  terr  tory . 

merchandise  In  transit  between  ports  In  Unltea 

States  through  contiguous  foreign  territory     .- 

Districts,  customs  collection.    See  Customs  districts 

and  ports. 
Drawback  of  duties;  claims.    See  Duties. 

Drawback  claims,  general  regulations  applicable 

to:  change  of  authority  citation.- — —     i^'*a 

Liability  for  duties;  entry  of  imported  mcrchan- 

dise ' 

Entry  for  consumption  by  United  States  Gov- 
ernment department  or  agency;  release 
under  bond,  billing  for  charges  due  Govern- 
ment  "l~~t~„~ 

Entry  of  goods  sold  in  transit  from  point  of  ex- 
portation to  port  of  entry 

Additional  information  required  for  certain 

clas.ses  of  merchandise;  toys 
Certified  invoices  not  required: 

Aircraft .  parts,  and  equipment  returned  for 

repairs 7'.'"" 

Forest  products  from  contiguous  countries, 

red  cedar  shingles ".V""'" 

Frontera.  Tabasco.  Mexico 
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CUSTOMS  BUREAU — Continued 

Customs  regulations— Continued 

Vessels — Continued  «     .,       j 

In  foreign  and  domestic  trade— Continued 
Navigation  fees,  not  applicable  to  duplicate  ab- 
stract of  title  forwarded  upon  change  of 

home  port C'VilZ 

Warehouses,  customs,  and  control  of  merchandi.se 
therein;  expen.^es  of  labor  and  storage,  charges 

due  Government ---- 

Pish    tariff  quota  on.  under  General  Agreement  on 

Tariffs  and  Trade.    See  Trade  agreements. 
Organizatioir  and  delegations  of  authority;  cu.stoms 
districts  and  ports  (powers,  duties,  etc.,  respect- 
ing > : 
Commi.ssioner 

Depu7y*^CommissioneV."Tarifr  and  Marine  Adminis- 
tration; fines,  penalties  and  liquidated  damages- 
Trade  agreements:  ^  r„     j      t,  v.  ♦„.. 

General  Agreement  on  Tariffs  and  Trade;  fish,  tar- 
iff-rate quota  for  calendar  year  1949. 

Proclamation  respecting  modification  of  trade  agree- 
ments. See  main  heading  Presidential  docu- 
ments. 
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"No  con.sul"  list; 

(addition) :"'L'V"V~. 

Power  of  attorney,  limited  to  certain  districts, 
filing  approval,  etc --- 

Liquidation  of  duties;  conversion  of  currency.  &ee 
Conversion  of  currency. 
Enforcement  of  customs  and  navigation  laws: 
Controlled  exports  and  Imports;  change  of  au- 

thorlty   citation VTrrVJ 

Disposition  of  goods  after  summary  forfeiture. 

value  not  exceeding  $1,000 

Examination  of  importer  and  others.--- 

Oil  Pollution  Act  of  1924.  enforcement  of -.--      &"' 

American  ves.sel.  violation  by;  copy  of  report  to 
be  furnished  DistrlclPCommander  of  Coast 

Guard   district — -- 

Remission,   mitigation,   or   cancellation   by   col- 
lectors  o"~V;"T"Jo" 

Entry  of  Imported  merchandise;  duties.    See  Duties. 
In    transit    merchandise.     See    Transportation    in 

bond  and  merchandise  in  transit. 
Marking     See  Packing  and  stamping,  marking,  etc. 
'•No  consul"  li-st.     See  Duties:   liability  for  duties. 
Oil  Pollution  Act  of  1924.  enforcement  of.    Sec  En- 
forcement of  customs  and  navigation  laws. 
Packing  and  stamping,  marking,  etc.: 

Marking,  false;  designation  of  orjgin.  description. 

marking  of  gold  or  silver  articles »•*! 

Trade-marks  and  trade  names,  simulating  pro- 
tected trade-mark  or  trade  name:  detention. 

seizure,  etc..  of  merchandise  bearing 931 

Ports  of  entry.     See  Customs  districts  and  ports. 
Trade-marks  and  trade  names,  protection  of.  See 

Packing  and  stamping,  marking,  etc. 
Transportation  in  bond  and  merchandise  in  transit: 

Carriers,  application  to  bond I4d 

Merchandise  in  transit: 

Between  ports  in  United  States  through  con- 
tiguous foreign  territory.  See  Customs  re- 
lations with  contiguous  foreign  territory. 
Entry  of  goods  .sold  In  transit.  See  Duties:  lia- 
bility for  duties:  entry  of  imported  mer- 
chandise. 
Tlirough  United  States  to  foreign  countries;  re- 
tention of  goods  on  dock n '» 

Vessels : 

Documentation:  .-,« 

Bills  of  sale  and  mortgages,  recording  of— 883 

Home  port,  designation  or  change  of;  customs 

forms ~,~~,'~I ♦"" 

Preferred  mortgages  and  related  instruments, 

records  and  endorsement  of--- ---— ;      *'*'^ 

stratlon  of  funnel  mark  of  International 


See  National   Military 
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Regbtiai.ww  v..    .- -.» 

Harvester   Co i^" 

Temporary  document.  Issue  of,  upon  sale ooo 

In  foreign  and  domestic  trade: 
Landing  and  delivery  of  cargo,  unloading  of 

merchandise  in  bulk  outside  port  of  entry—  1*3    j 


DAYS   OP   OBSERVANCE;    proclamations   respecting. 

See  Presidential  documents. 
DECORATIONS.     See  Medals. 

DEFENSE.   SECRETARY   OP. 
Establishment. 

DEFENSE  TRANSPORTATION, 

Authority,  delegation  of,  from  Secretary  of  Commerce 
to  Director  with  respect  to  administration  of  vol- 
untary plans  for  allocation  of  steel  and  products 
in  furtherance  of  program  of  O^ce       -----;  - -^  °*" 
Conservation  of  rail  equipment:  carload  freight  traffic. 

See  Rail  equipment  conservation. 
Rail  equipment  conservation:  carload  fre'R^*  t/^^f^ 
Exceptions,  permits,  etc.;  shipments  of  fruits  and 

vegetables  and  miscellaneous  commodities 

Suspension  of  all  provisions  respecting,  and  all  out- 
standing special  directions  and  permits  issued 

in  connection  therewith ^"^ 

Voluntary  plans  for  allocation  of  steel  and  products  to 
further  programs  of  Office  respecting  con.struc- 
Uon  of  railroad  equipment  and  certain  vessels. 
See  main  heading  Commerce  Department. 

DENMARK:  „   ..  ^   c,   . 

Moneys-   value  of  krone  in  terms  of  United  States 

moneys.  See  Treasury. Department. 
Reciprocal  income  tax  convention   between  United 
States  and  Denmark:  taxation  pursuant  to  trea- 
ties.   See  Internal  Revenue  Bureau. 
DIRECTIVE,  respecting  conservation  of  fuel  oil.  gasoline 
and  gas  in  Federal  agencies.     See  Presidential  docu- 
ments. 
DISPLACED  PERSONS,  residing  in  United  States;  im- 
migration status.     See  Immigration  and  Naturali- 
zation Service. 

DISTRICT  OF  COLUMBIA:  „  ku    «  ouh 

Hospital  construction,  grants  for.     See  Public  Health 

Service 
National  Guard.  District  of  Columbia,  administratlori 
of;  Executive  order  respecting.    See  Presidential 
documents. 
DOMESTIC  COMMERCE,  OFFICE  OF: 
Appeals  with  respect  to  regulations,  etc.,  of  Office: 
establishment  of  Appeals  Board  to  consider.    See 
main  heading  Commerce  Department. 
Regulations  and  orders;  allocation  orders: 
Antimony;  revocation 

Cans: 

Animal  foods 

Definitions;  Idle  and  excess  inventories.  menders- 
Sale,  manufacture  or  delivery,  general  restric- 
tions; idle  and  excess  inventories  of  tlnplate, 

tlnplate  menders,  etc 

Rubber,  synthetic  rubber,  and  products i^]^ 

Tin ^^^^ 


519 
1323 


1323 
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DOMESTIC  COMMERCE,  OFFICE  OF— Continued  P«8e 
Regulations  by  document  designation;  allocation  or- 
ders: 

M-43,  as  amended  March  21,  1949 1316 

M-81:  amendments 519.  1323 

M-112:  revocation 1438 

R-1.  as  amended  March  14,  1949 1212 

DRUGS: 

Certification,  te.st.s.  labeling,  etc.  See  Agriculture 
Department:  Food  and  Drug  Administration. 

Marihuana:  regulations  under  Marihuana  Tax  Act. 
Sec  Internal  Revenue  Bureau. 


ECONOMIC  COOPERATION  ADMINISTRATION: 

Civil  Service  Rules;  certain  po.sltions  excepted  from 
competitive  service  'Schedule  AK  See  main 
heading  Civil  Service  Commission. 

Organization;  functions  and  organization 964 

Rede.slgnation  of  chapter  and  parts 225 

Regulations;   assistance  to  countries  under  Foreign 
Assistance  Act.  with  respect  to  procurement  of 
supplies  in  United  States: 
Assistance  to  participating  countries,  procedures  for 
furnishing: 
Documentary  payments:  interpretations  of  pro- 
cedure and  rules  determining  responsibilities 
of  United  States  banking  institutions  respect- 
ing   855,  918 

Importers  and  suppliers,  responsibilities  of; 
waiver  respecting  order  acceptance  under 
procurement  authorizations  for  fourth  quar- 
ter 1948  and  first  quarter  1949 1383 

Documentary  payments,  responsibilities  of  United 
States  banking  institutions  respecting.    See  As- 
sistance to  participating  countries. 
Steel  and  products  for  shipments  to  participating 
countries;    voluntary    plan    for   allocation    of. 
See  main  heading  Commerce  Department. 
EMERGENCY  BOARDS,  to  investigate  labor  disputes; 
Executive  order  respecting.    See  Presidential  docu- 
nif  nts. 

EMERGENCY   MANAGEMENT,  OFFICE   FOR: 

See  Defense  Tram^portation.  Office  of. 

Philippine  Alien  Property  Administration. 

ENGINEERS,    CORPS    OF,    DEPARTMENT    OF    THE 
ARMY: 

Authority,  delegation  of.  to  Corps  for  disposal  of  air- 
port and  waterfront  properties  in  Hawaii;  desig- 
nation of  disposal  agencies  and  procedures  for 
reporting  surplus  property.     See  main  heading 
War  Assets  Administration. 
Enforcement  of  customs  and  navigation  laws,  Oil  Pol- 
lution Act  of  1924;  report  to  be  submitted  by  col- 
lector to  District  Engineer,  etc..  for  decision  as  to 
prosecution.    See  main  heading  Customs  Bureau. 
Isabella  Reservoir  and  Dam  Site  Project.  Kern  River, 
California;  public  lands  withdrawn  for  use  in  con- 
nection with  construction  of.    See  main  heading 
Land  Management  Bureau. 
Regulations: 

Danger  zone  regulations.  Maryland;  Point  Lookout 
to  Cedar  Point,  Chesapeake  Bay  (aerial  gunnery 
range  and  target  areas.  U.  S.  Naval  Air  Station, 

Patuxent  River) 1250 

Pishing  and  hunting  regulations,  Maryland  and  Vir- 
ginia; Chesapeake  Bay  and  navigable  tribu- 
taries, fishing  structures 565 

Reservoir  areas,  public  use  of;  Pennsylvania: 

Areas  covered,  addition.*;  Crooked  Creek  Reser- 
voir Area.  Crooked  Creek 1267 

Hou.'-eboats  prohibited;  Crooked  Creek  Reser- 
voir Area.  Crooked  Creek 1267 

Roanoke  River  Basin;  hearing  by  Federal  Power 
Commission  respecting  plan  for  hydroelectric  de- 
velopment differing  from  proposals  of  Corps,  and 
opposed  by  Interior  Department 1387 


ENTOMOLOGY  AND  PLANT  QUARANTINE  BUREAU:     Page 

Regulation.^;  quarantine  notices: 
Domestic: 

Black  .«:tem  ru-st: 
Barberry;  mahonia.  and  mahoberberls;  desig- 
nation of  rust-resistant  species  and  varie- 
ties, proposed  rule  making 1285 

Quarantine   and   regulations 999 

Japanese  beetle;  extension  of  regulated  areas, 
movement  of  regulated  articles,  etc..  proposed 

rule  making 1176 

Mexican  fruitfly;  interstate  movement  of  grape- 
fruit   and    oranges,    prescribing    improved 
,   methods  of  treatment  to  meet  sterilization 

requirements  under  quarantine 477 

Pink  boll  worm  quarantine;   notice  of  proposed 

amendments  to  regulated  areas 1384 

Puerto  Rican  fruits  and  vegetables;  special  pro- 
visions  for   preflight   inspection   in   Puerto 

Rico  of  aircraft,  cargo,  etc 335 

White-fringed  beetle;  quarantine  and  regulations     1207 

Penalties 1212 

State  and  Federal  inspection 1212 

Foreign : 

Flag  smut ;  regulations  governing  entry  of  Aus- 
tralian wheat  Into  Southern  California,  ex- 
clu.^lon  from  Code  of  Federal  Regulations, 

1949   Edition 1212 

Nursery  stock,  plants,  and  seeds  quarantine: 
Exemption  of  certain  restricted  articles  from 

some  requirements  of  regulations 627,  1167 

Size-age   limitations 184.444,1168 

EUROPEAN  RECOVERY  PROGRAM;  a.ssistance  to 
certain  foreign  countries  under  Foreign  Assistance 
Act.  with  respect  to  procurement  of  supplies  in 
United  States.  See  Economic  Cooperation 
Administration. 

EXECUTIVE  OFFICE  OF  THE   PRESIDENT: 

See  Budget  Bureau. 

Emergency  Management,  Office  for. 
President's  Committee  on  Religious  and  Moral  Wel- 
fare   and    Character    Guiuance    in    the    Armed 
Forces : 
Certain  positions  excepted  from  competitive  service. 
Civil  Service  Rules.     See  main  heading  Civil 
Service  Comml.sslon. 
Change  of  name;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
EXECUTIVE  ORDERS.     See  Presidential  documents. 
EXPORT-IMPORT     AGENCY.     JOINT.     British     and 
American    zones    of    Germany;    instructions    and 
memoranda.    See  Army  Department. 

EXPORTS.    See  Imports  and  exports. 

F 

FARM  CREDIT  ADMINISTRATION: 

Administrative  provisions;  surplus  property  di.spo.<^al: 
Offers  from  owner-operators;  selection  of  accept- 
able   purchasers 157 

Preparatory  steps;  notice  by  mail 155 

Banks  for  cooperatives,  loan  interest  rates  and  se- 
curity; interest  rates,  on  certain  kinds  of  loans: 
Commodity   loans;    continental   loans,   and    loans 
made     in     Puerto     Rico     upon     security     of 

commodities 851 

Loans  secured  by  Commodity  Credit  Corporation 

loan  dociunents 851 

Federal  farm  loan  system.  Federal  land  banks  gener- 
ally; Interest  rates  on  loans  made  through  an  as- 
sociation or  by  a  branch  bank 851 

Federal  land  banks.     See  Federal  farm  loan  system. 
Surplus  property  disposal:  administrative  provisions 
respecting.    See  Admii\'strative  provisions. 
FARM  SAFETY  WEEK,  NATIONAL.  1949 ;  proclamation 
respecting.    See  Presidential  documents. 

FARMERS  HOME  ADMINISTRATION: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

Regulations,  farm  ownership  loans;  loan  limitations, 
average  values  of  farms  and  investment 
limits   233,  9S9. 1167 
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Hearings,  etc.:                              „^r>T^  in";ft 

Absaroka  Broadcasting  Co.  <KODI) 1050 

Adrian  Broadcasting  Co.  tWABJ) '^^ 

Afro-American  Broadcasting  System.  Inc » 

AirtoneCo l^^-^SO 

Alaska  Broadcasting  Co i^"' 

Allen.  Helen  Ruth ^^'^ 

Almada.  Albert  Alvin ---y-r ^*' 

American  Broadcasting  Station.  Inc.  (WMT) & 

American  Telephone  and  Telegraph  Co lOba 

Anderson  Broadcasting  Corp.  iWHBU) 605 

Associates  Broadcasting  Corp       ^i^ 


388. 1049 

948 

386,629 

_-     1307 

__       263 


137 

150 

6 

1049 


231 

389 

1049 

1275 

1304 

230 

386 

263 

149 

1416 

1049 

511 

1275 

6 

386. 629 

604. 


1068 

1068 
1068 


Atlantic  Broadcasting  Co.,  Inc 

Bakersfleld  Broadcasting  Co.  (KAFY) 

Balboa  Radio  Corp.  (KLIK) -  — 

Baranof  Enterprises.  Inc 

Bate.sville  Broadcasting  Co.,  Inc 

Bay  City  Broadcasting  Co 

Bay  State  Broadcasting  Co 

Beachview  Broadcasting  Corp 

Beacon  Broadcasting  Co..  Inc 

Bell  Telephone  Co.  of  Pennsylvania ooc  cjo 

Bethesda  Camp  Meeting  Grounds.  Inc 386.  629 

Block.  William  H.  Co.  <WUTV) 629 

Bluff  City  Broadcasting  Co.  (WDIA) iJOa 

Booth  Radio  Stations.  Inc 

Booth  Radio  Stations.  Inc.  iWBBC) 

Boston  Radio  Co..  Inc 

Bowden.  Haygood  S 

Bowling  Green  State  University 

Bremer  Broadcasting  Corp.  (WAAT) 

Broadcasting  Corp.  of  America  (KPRO) 

Brophy.  Gene  Burke 

Brown.  Ziva  Ray 

Bruce  Johnson  Co 

Bunker  Hill  Broadcasting  Co 

Calcasieu  Broadcasting  Co.  (KPLXU) 

Camden  Broadcasting  Corp.- 

Cavalier  Broadcasting  Corp.  (WCAV) 

Centinela  Valley  Broadcasting  Co 

Champlain  Valley  Broadcasting  Corp.  (WXKW) 

606,  <1" 

Chanute  Broadcasting  Co 10^9 

Chesapeake  &  Potomac  Telephone  Co 

Chesapeake  &  Potomac  Telephone  Co.  of  Baltimore 

City 

Chesapeake  Si  Potomac  Telephone  Co.  of  Virginia.- 

Cincinnati  &  Suburban  Bell  Telephone  Co '^.  1068 

Clearwater  Broadcasters.  Inc.  <WTAN>           718 

Connecticut  Radio  Foundation.  Inc.  (WELI) /dO 

Continental  Broadcasting  Co 148 

Coosa  Valley  Radio  Co.  (WROMt 150 

Cornbelt  Broadcasting  Co.  (WHOW) 148 

Coston-Tompkins  Broadcasting  Co ^]-^ 

County  Broadcasting  Service l->o.  ^^i 

Courier-Journal  and  Louisville  Times  Co ^ay 

Crescent  Bay  Broadcasting  Co ooo'iaq  - -- 

Crosley  Broadcasting  Corp 388.  J8a 

Custer  County  Broadcasting  Co -- 

Debs  Memorial  Radio  Fimd.  Inc 388, 

Delta  Broadcasters.  Inc 

Delta  Broadcasting  Co.  (WDBC) .^n;-,  ,Iva 

Dempsey.  John  J ^^^■^^^•^ll\ 

Desert  Broadcasting  Co..  Inc ^oj 

Detroit  Broadcasting  Co.  (WJBK) '!» 

Downlander  Broadcasting  Co o^l 

Drace.  William  M i^^^ 

DuMont.  Allen  B..  Laboratories.  Inc i»o» 

Easley  Broadcasting  Co 1416 

Ebbets  McKeever  Exhibition  Co..  Inc 388.  1049 

Empire  Broadcasting  Co ir---7 IrX 

Everett  Broadcasting  Co..  Inc.  (KRKO)_- bOb 

Ewing.P.K.  (WGRM> -T.,    9?o 

Fairfield  County  Broadcasting  Co ^*  \iii 

Farn.sworth  Television  and  Radio  Corp I0b» 

Federated  Publications.  Inc ;^^l 

Florence  Broadcasting  Co..  Inc.  (WOLS> ^f^ 

Florida  Broadcasting  Co.  <  WMBR-TV)  -^---- 1306 

Florida  East  Coast  Broadcasting  Co.  (WFEO 1049 

Fort  Industry  Co j.°l 

Fort  Industry  Co.  ( WLOK» »05 

Fort  Industry  Co.  (WSPD^ 580 

•49er  Broadcasting  Co.  'KGFN >--_---- i«a3 

Foulkrod  Radio  Engineering  Co,  (WTEL) '^®' ^?f  ? 

Fredericksburg  Broadcasting  Corp ol-* 


1049 

1306 

1049 

4 
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1038 
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Preeport    Journal-Standard    Publishing    Co. 

(WPJSi *" 

Frequency  Broadcasting  System.  Inc 

Frost  Geophysical  Corp 

Gila  Broadcasting  Co 

Globe  Wireless.  Ltd 

Goodwill  Station  Inc    iWJR) — iiT'o^a  ^29  1275 

Greenwich  Broadcastmg  Corp 147,  232,  W9.  i^<5 

Greer.  Agnes  Jane  Reeves 1*» 

Griner-Dillon  Broadca.sting  Co -—       JH» 

Harrisonburg  Broadcasting  Co l-**'- eii 

Heights  Broadcasting  Co 

Hico  Broadcasters 

Highlands  Broadcasting  Co 

Holzer.  Leland 

Hope  Productions.  Inc 


387 
719 
718 
1274 
389 


(KWHNandKWHN- 


Hopkins  County  Broadcasting  Co.  (KSST) 1307 

Illinois  Bell  Telephone  Co 1068 

Independence  Broadcasting  Co.  (WHAT) ^^^- JJJa 

Indiana  Bell  Telephone  Co }068 

Inland  Broadcasting  Co.  'KOLN) l^Oo 

Inter-City  Broadcasting  Co 263 

Jack  Cross  Broadcasting  Co.  iKFMB' »48 

James  Madison  Broadcasting  Corp 136,  311 

Journal  Co.  (WTMJ)— ' 

KANS       --  

KAYS.  inc.  <KAYS) 

KBIT 

KCOI 

KEHT 

KHJ 

KIEV 

KOKO 

KPE 

KPMO 

KRGV.  Inc.  <KRGV> 

KRGV  and  KRGV-FM 

KSFT 

KVAI 

KWHN  Broadcasting  Co..  Inc. 

FM» -,„ 

KXRO.  Inc.  (KXRO> 148 

Kankakee  Daily  Journal  Co.  'WKAN) 

Kan.sas  City  Star  Co.  (WDAF) 

Killian.  James  L 

Lake  Broadcasting  Co..  Inc 

Lake  County  Broadcasting  Corp 

Lake  Shore  Broadcasting  Co 148 

Lake  States  Broadcasting  Co 1*° 

Lamar,  Charles  Wilbur.  Jr 1*8 

Lamar  County  Broadcasting  Co 

Lapides.  Abe 

Lemoyne  College 

Lewis.  Richard  Field.  Jr.  (WINC> VIA     -      .\l 

Liberty  Street  Gospel  Church  of  Lapeer  (WAPC)—       148 

Liebman.  Julian  Louis  <WKIN» 718 

Mackay  Radio  and  Telegraph  Co..  Inc 311.  1051 

Maison  Blanche  Co.  (WRTV> i^^cr^c  n^a 

Matheson  Radio  Co..  Inc.  (WHDHi 604.  606.  719 

McClatchy  Broadcasting  Co.  (KFBK-FM) 147 

McKinney  Air  Enterprises.  Inc.  <  KMAE  • 1050 

McKinnon.  Clinton  D 1^61 

McLean  County  Broadcasting  Co ^«o 

Metropolitan  Broadcasting  Co 1^° 

Michigan  Bell  Telephone  Co joo" 

Midwest  Broadcasting  Co.  (WMAW) ;^o  tli 

Midwestern  Broadcasting  Co oco 

Mission  Broadcasting  Co f6^ 

Monocacy  Broadcasting  Co.  (WFMD) 14B 

Morrisville  Broadcasting  Co.  ( WBUD  • ;n;-c,^c^;o 

National  Broadcasting  Co..  Inc.  >KOA) 604.  606.  719 

New  Bedford  Broadcasting  Corp 51 J 

New  England  Telephone  and  Telegraph  Co 1068 

New  Jersey  Bell  Telephone  Co_— i"o» 

New  York  Telephone  Co ioo« 

News  PublLshing  Co.  (WLAQ' 1^0 

News  Sentinel  Broadcasting  Co.,  Inc ^ooo 

Nied  and  Stevens.  Inc ..ta.-^: Ha 

North  Jersey  Broadcasting  Co.,  Inc.  (WPAT) 148 

Northeast  Georgia  Broadcasting  Co -— -       -'O-* 

Northeastern     Indiana     Broadcasting     Co..     Inc. 

(WKJG> ^^^ 

Northern  Corp— — -  ^^*^ 


5 

312 

1306 

312 

581 

312 

1274 

1274 

1051 

580 

1051 

263 

1048 

312 

580 

581 
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Northwest  Public  Services 806 

Northwestern  Bell  Telephone  Co I  1053 

Northwe.stern  Indiana  Radio,  Co.,  Inc 386 

Oceanside  Broadcasting  Co 386.629 

Odessky,  William  and  Lee  A 1274 

Ohio  Bell  Telephone  Co '  1068 

Orange  Belt  Station J  3 

Orange  County  Broadca.sting  Co 149.530 

Pacific  Telephone  k  Telegraph  Co 1068,1261 

Paducah  Newspapers.  Inc.  (WKYB) 1262 

Palmetto   Broadcasting   Co I  230 

Paitridge.  J.  G "  1275 

Panama  City  Broadca-sting  Co "-I_II  150 

Parish  Broadcasting  Co 629 

Patterson,  S.  H ~  147 

Pekin  Broadcasting  Co..  Inc.  (w'siV) I_"IIII  1048 

Peninsula  Broadcasting  Co.   (WBOC) 230 

Philco    Corp joea 

Philco  Television  Broadcasting  Corp 1068 

F^oenix  Broadcasting.  Inc __  263 

Picture  Waves,  Inc.   «WTVN) '_'_  742 

Piedmont  Broadcasting  Co I  1415 

Piedmont  Service  Corp 805 

Port  Frere  Broadcasting  Co..  Inc.  (WfuX)^ II  10G7 

Port  Texico.  La .. 1051 

Portorican     American     Broadcasting     Co.I'incI 

<WPAB» 230  629 

Portsmouth  Radio  Corp.    (WSAP) 6 

Puget  Sound  Broadcastine  Co..  Inc I  143 

Quinones.  Jo.'^e  Ramon   iWAPA) 1261 

RCA   Communications.   Inc ; 147,231.311 

1.  '263 

3,232 

386 

1260 

511 

5 

422 

138 

1048 

1051 

1415 

423 

948 


R.   I.   Broadcasting   Co 

Radio  Anthracite,  Inc.  "WHWD 

Radio   B'-oadcasting   Co 

Radio  Communications  Service 

Radio  Corp.   of  Toledo ~" 

Radio  Fitchburp.  Inc 

Radio  Station  KWBW 

Radio  Station  WABZ.  Inc I 

Radio  Station  WGES  'WGES) 

Radiomarine  Corp.  of  America-. 

Randall.  Clifford  A 

Raytheon  Mfg.  Co.  (WRTB) 

Redlands  Broadcasting  Co 

Rhode  Island  Broadcasting  Co.  <  WRIB)  .  149,  3lil580.  1274 


Ripley  Broadcasting  Co 5 

Riverside  Broadcasters "       149 

Rock  Creek  Broadcasting  Corp II__  '       387 

Rock  Island  Broadcasting  Co.  (WHBP> 1304 

Rural  Broadcasting  Co.  of  Ohio     148  511 

Saginaw  Broadcasting  Co.  <WSAM) 231 

8t.  Mary's  University  Broadcasting  Corp 136 

San  Bernardino  Broadcasting  Co.  'KITO> 3 

San  Fernando  Valley  Broadcasting  Co.  <KGIL) 1275 

Sandhills  Broadcasting  Corp.  <KCOW> 1306 

ScenlcCity  Broadcasting  Co.,  Inc 149.311.580  1274 

Seibert.  Harvey  E 126I 

Seismograph  Service  Corp III.. I     1038 

Seminole  Broadcasting  Co . 388 

Shelby  Broadca.'-ting  Co I  _  806  1049 

Sikeston  Community  Broadcasting  Co.  (KSIM)  '       5 

Sioux  City  Broadcasting  Co.  (KTRI) • 1055 

Sioux  Falls  Broadcasting  A.ssn..  Inc.  (KSOO) 263  388 

Smalley.  Fayette  J..  Jr 1275 

Smith.  Patrick  G 943 

Southeastern     Ohio     Broadcasting     System.     IncI 

<WHIZ> 605 

Southern  Bell  Telephone  &  Telegraph  Co 1068. 1260 

Southern  California  Broadcasting  Co.  <KWKW)_  149.  580 

Southern  New  England  Telephone  Co 1068 

Southwestern  Bell  Telephone  Co 1O68 

Stark  Broadcasting  Corp.. 137 

Station  of  the  Stars.  Inc.  (KMPC) 843.1367 

Steel  City  Broadcasting  Co '  1048 

Steel  City  Broadcasting  Corp 388 

Stuttgart  Broadca.sting  Co.  'KWAK) I     1305 

Suburban  Broadcasting  Corp _  388 

Sun  Publishing  Co..  Inc.  <WTJS) 5 

Sunshine  Broadcasting  Co.  (KTSA  and  KTSA-FM)  _       312 

Susquehanna  Broadcasting  Co.   (WSBA) 1305 

Television  Broadcasters  Assn 1068 

Texas  Star  Broadcasting  Co 263 

Toledo  Blade  Co 143  511 

Tribune  Building  Co.  (KLX) '  149 
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Tribune  Co _  230 

Tropical  Radio  Telegraph  Co "I~  1051 

Uihlein,  Myrtie  D 1415 

Union  City  Broadcasting  Co..  Inc.  (WENK*. "Ill  1305 

United  Broadcasting  Co.  (WHKC) 5 

United  Broadcasting  Corp ~I_  ~  263 

Unity  Corp.  Inc.  (WTOD) IIII_.'l48  511 

Valley  Broadcasting  Corp "  143 

Voice  of  the  Orange  Empire.  Inc..  Ltd.  (kvOE)'_I"  386 

Vulcan  Broadcasting  Co «?«  « 

WAAB _"              "  44' 

WCNU i«fi7 

WEGO I  ^"^^ 

WFBM.  Inc.  (WFBM) 

WFrc '--IIIIIII.III 

WGAR  Broadcasting  Co.    (WGArV  ~ 
WGTC ■■" 


232 
._     1307 

843 
843. 1367 

232 


5^Bl..!^!;;::;::::::::::;::::::::~;iiii::;'»5'|«» 

WINX .V"V  nnn 

WJQ _         _  "_"."_' 

WJVB _I'I  '  l_'_~ 

WKAX _■     2_lll__ 

WLB I"       _ 

WLO _       I  II 

WMH I  III'l"' 

WMRO.    Inc.    (WMr6»   '"'..II  "       "" 

WMTW __  _"     " 

WNOC...  ___     /I'lII 

WNW __  ""  I_'        '_  "  ' 

WOAX,  Inc.    <WTNJ)V'__' 

WPC 

WPD 'I'" 

Wf>G 

WPI 


1051 
843 
1308 
1051 
1051 
1051 
1304 
44 
1051 
1051 
1307 
1051 
1051 
1051 
1051 


WPIT.  Inc.  (WPIT) lon^ 


WPIF  Radio  Co.  ( WPTF)  __' " 
WPY _       "'  "■;■ 

WRLD  and  WRuS-FT^  """_ 
WSID 


1051 

1261 

1051 

631 

312 


WTRR „ 

WUTV " HI"'"       844 

Wachu.sett  Broadcasting  CoI"~.III  I     ._I'~___'II  5 

Watertown  Radio,  Inc I"  I'     _I'       "         1049 

Wayne.  Anthony.  Fladio  Co..  Inc..  I.III     1068 

West  Allis  Broadcasting  Co-_  _     _""_  1049 

West.  Essie  Binklev "I  '"  1974 

West  Production  Co I-_I._I_r  I'l"  4 

Western  Massachusetts  Broadcasting  Co— "     I  _"I       605 

Western  Union  Telegraph  Co _         "       1068 

Whaling  City  Broadcasting  Corp I         I       150 

Wheeling  Broadcasting  Co "I'~         713 

White  River  Valley  Broadcasters.  Inc.lll'lll  263 

Winchester  Broadcasting  Corp _  ~       512 

Woodward  Broadcasting  Co '  I     _"     1043 

Woodward  Broadcasting  Co.  (WSIW>.__"~I     II_  "       422 
Wyoming  Valley  Broadca.sting  Co.  (WILK)    '         ""  3  032 

Yankee  Network,  Inc.  (WNAC) .  _     _I     1307 

York  Broadcasting  Co.  (WORK*    _  _  .     11"       I'  g 

Zimmers,  Wilke  M I.-IIII_""~     1415  r 

Information,  statistical,  requested  by  certain  intcr- 
RovernmentaL organizations,  collection  of;  Execu- 
tive order  respecting.     See  main  heading  Presi- 
dential documents. 
Organization,  delegations  of  authority,  etc.    See  under 

Rules  and  regulations. 
Rules  and  regulations,  etc.: 
Communica.tions  companies: 
Annual  financial  report  forms,  proposed  changes. 

Sec  Practice  and  procedure. 
Frequency  allocations  to  coastal  harbor  and 
coastal  telegraph  .stations.  Sec  Licenses  and 
special  radio  regulations:  frequencies  and 
channels,  allocation  of. 
Tariff  schedules  with  respect  to  furnishing  chan- 
nels for  television  transmission  services  and 

facilities;  hearing 1068 

Licenses  and  special  radio  regulations: 
Aeronautical  services;  radiotelegraph  station  on- 
erator.  examination  and  authority  (propc^d 
rule  making).     See  Commercial  radio  cp- 
erators. 
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FEDIRAL  COMMUNICATIONS  COMMISSION— Con 

Rules  and  regulations,  etc.— Continued 

Licenses  and  special  radio  regulations — Continued 
Alaska,  radio  stations  in: 

Call  signs,  new,  for  coastal  telephone  stations; 
procedure  for  assigning.    See  Frequency  al- 
locations and  radio  treaty  matters. 
Frequencies  for  Army,  coastal  and  war  stations; 
proposed  assignment  plan.    See  Frequen- 
cies and  channels,  allocation  of. 
Amateur  radio  service: 
Operator,   renewal   of   license;    proposed   nile 

making 1230 

Station,  renewal  of  license;  proposed  rule  mak- 
ing  ^ --- 

Auxiliary  broadcast  stations.     See  Experimental 

and  auxiliary  broadcast  services. 
Call  signs.    See  Frequency  allocations  and  radio 

treaty  matters. 
Canadian  broadcast  stations,  measures  taken  to 
prevent  Interference  to,  etc.: 
Ground  conductivity  map,  proposed  adoption 
of.    See  Radio  broadcast  services:  stand- 
ard broadcast  stations. 
North  American  Regional  Broadcasting  Agree- 
ment, list  of  changes,  etc..  in  assignments. 
See  International  agreements. 
Coastal  and  marine  relay  services: 
Definition  of  "percentage  modulation",  correc- 
tion  

Frequency  allocations  for  coastal  harbor  and 
coastal  telegraph  stations.    See  Frequen- 
cies and  channels,  allocation  of. 
Commercial  radio  operators: 

Applications,  procedure;  proposed  rule  making- 
Examinations: 
Examination  elements;   aircraft  radloteleg- 

raphy,  proposed  rule  making 324 

Renewal  service  requirements,  renewal  exam- 
inations, and  exceptions;  proposed  rule 

making 1230 

Operator's  authority: 
Radiotelegraph  first  and  second  class  opera- 
tor licenses;   supplementary   examina- 
tion required  for  operation  of  aircraft 
radiotelegraph    station,    proposed    rule 

making ,      324 

Restricted   radiotelegraph   operator   permit, 
not  valid  for  operation  of  aircraft  radio- 
telegraph station;  proposed  rule  making- 
Cuban  broadcast  stations;  notification  pursuant 
to    North    American    Regional    Broadcast 
Agreement  of  changes,  etc..  In  assignments. 
See  International  agreements. 
Dominican  Republic  broadcast  stations ;  notifica- 
tion pursuant  to  North  American  Regional 
Broadcast  Agreement  of  changes,  etc.,  In  as- 
signments.   See  International  agreements. 
Experimental  and  auxiliary  broadcast  services: 
See  also  Experimental  radio  service. 
Auxiliary  broadcast  stations,  procedure  for  as- 
signing new  call  signs.    See  Frequency  al- 
locations and  radio  treaty  matters. 
Remote  pickup  broadcast  stations  licensed  in 
Alaska,  Hawaii,  and  Puerto  Rico;  purpose 

of 

Experimental  radio  service: 
See  also  Experimental  and  auxiliary  broadcast 

services. 
Cla«s  2  stations: 
High  power  (petroleum)   radio  station,  au- 
thorization granted  to  obtain  informa- 
tion respecting  power  ceilings  feasible  for 

various  VHF  radio  services 4 

Radiolocation  service,  temporary  grants  for 
petroleum  exploration  purposes  in  Gulf 

of  Mexico 1025, 1038 

FM    broadcast    stations.    See   Radio    broadcast 

services. 
Frequencies  and  channels,  allocation  of: 
See  also  Frequency  allocations  and  radio  treaty 

matters,  below. 
Channels,  allocation  of.  to  Class  B  FM  broadcast 
stations;  amendments  of  revised  tentative 
allocation  plan :— *22, 805 
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Frequencies 
Frequencies : 

Allocations  by  frequency  bands: 

10  kc  to  30.000  mc,  reprint  of  corrected 

table 

415-550  kc  (proposed) l"»i 

1750-1800  kc  (temporary) i0-»8 

1800-2000  kc *1* 

For  various  services: 

All  stations  and  classes  of  stations,  reprint 

of  corrected  table 167 

Stations  and  services: 

Alaska:  Army,  coastal  and  war  stations, 
proposed  assignment  plan.  See 
Coastal  telegraph.  Government  and 
ship  telegraph  services. 

Amateur  radio  service. »i» 

Army    stations;     proposed    assignment 
plan.     See  Coastal  telegraph.  Gov- 
ernment and  ship  telegraph  services. 
Broadcast  stations  on  540  kc  ( proposed )  _     1051 
Canal  Zone;  war  stations,  proposed  as- 
signment  plan.     See  Coastal  tele- 
graph. Government  and  ship  tele- 
graph services. 
Coast  Guard  stations;  proposed  assign- 
ment plan.    See  Coastal  telegraph. 
Government     and     ship     telegraph 
services. 
Coastal  harbor  stations.    See  Maritime 

mobile  service. 
Coastal  telegraph,  Government  and  ship 
telegraph  services;  proposed  alloca- 
tions and  assignments- 1051 

Government  service.  See  Coastal  tele- 
graph. Government  and  ship  tele- 
graph services. 
Hawaii,  certain  stations  in.  See  Amateur 
radio  service:  Coastal  telegraph. 
Government  and  ship  telegraph 
services. 
Maritime  mobile  service: 

See  also  Coastal  telegraph.  Govern- 
ment and  ship  telegraph  services. 
Coastal  and  ship  services;  hearings-..    1260, 

1261 
Navy;  ships,  shore,  and  all  base  stations. 
proposed    assignment     plan.      See 
Coastal  telegraph.  Government  and 
ship  telegraph  services. 
Puerto  Rico,  certain  stations  In.     See 
Amateur  radio  service;  Coastal  tele- 
graph, Government  and  ship  tele- 
graph services. 
Radiolocation  service  for  petroleum  ex- 
ploration In  Gulf  of  Mexico 

Radlonavlgatlon  service  (Loran) 

Ship   service.     See    Coastal    telegraph. 
Government  and  ship  telegraph  serv- 
ices; Maritime  mobile  service. 
Virgin     Islands,     amateur     operations. 
See  Amateur  radio  service. 
Frequency  allocations  and  radio  treaty  matters: 
general  rules  and  regulations: 
Call  signs;  allocation  and  use  of: 
Allocation  of  call  signs,  by  classes  of  stations; 

reprint  of  corrected  table 168 

Common  call  letters  for  FM.  standard,  and 
TV  broadcast  stations;  policy  respecting 

assignment  and  use  of 804 

Geographic  assignment  of  call  signs,  table  of 

(corrections) 166.509 

New  call  signs,  for  nonbroadcast  radio  serv- 
ices; procedure  for  assigning 630 

Dates,  corrections  of,  respecting  revision  of 
part: 

Date  of  proposed  rule  making ^9 

Time  for  filing  comments,  expiration  date.-      165 
Definitions: 
Developmental  land  station  (FLA),  correc- 
tion  

Distance  measuring  equipment,  correction.. 
Distress,  disaster  and  emergency  communica- 
tions; distress  messages  (correction) 166 


1038 
919 


509 
165 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    Page 
Rules  and  regulations,  etc. — Continued 

Licenses  and  specijil  radio  regulations — Continued 
Frequency  allocations  and'radlo  treaty  matters; 
general  rules  and  regulations — Continued 
Emissions : 

Bandwldths;  symbol  "B"  (correction) 166 

Emission,  modulation  and  transmission  char- 
acteristics: tabulation  (corrections) __  165,166 
Frequencies;  allocation,  assignment  and  use  of: 
See  also  Frequencies  and  channels,  allocation 

of.  above. 
Allocations,  frequency: 

Corrections 165.  166 

Table  of  frequency  allocations;  reprint  of 

corrected  table 167 

Station  symbols;  tabulation  (correction) —       165 
Laws,   treaties,   agreements,   etc.,   relating   to 
radio  in  force: 
International  agreements,  etc.;  actions  pur- 
suant to.    See  International  agreements, 
below. 

List  of;  correction 166 

General  rules  and  regulations: 
Redesignatlons  of  various  sections;  corrected 

table 165,  323 

Revision;  corrections.     See  Frequency  alloca- 
tions and  radio  treaty  matters. 
Haitian  broadca.<:t  stations;  notification  pursuant 
to     North     American     Regional     Broadcast 
Agreement  of  changes,  etc..  In  assignments. 
See  International  agreements. 
Hawaii,  stations  in: 
Frequencies,    allocation    of.    See   Frequencies 

and  channels,  allocation  of. 
Remote  pickup  broadcast  stations.  See  Experi- 
mental  and   auxiliary  broadcast  services. 
Indastrial  radio  services;  authorizations  granted 
on  experimental  basis  to  obtain  information 
respecting  power  ceilings  feasible  for: 

Geophysical    service 4 

Intermittent    service 4 

Special  press  service 4 

International  agreements,  etc..  In  which  United 
States  participates: 
Inter-American   Radio   Conference    (Fourth), 
tentative  plan  to  be  presented;  frequency 
allocations  in  band  415-550  kc.    See  Fre- 
quencies and  channels,  allocation  of. 
International   Telecommunication   and   Radio 
Conferences.  Atlantic  City,  1947;  procedure 
for  assigning  new  call  sifns  pur.<:uant  to. 
See  Frequency  allocations  and  radio  treaty 
matters. 
List  of;  correction.    See  Frequency,  allocations 
and  radio  treaty  matters:  laws,  treaties, 
etc. 
North  American  Regional  Broadcasting  Agree- 
ment; list  of  changes,  proposed  changes 
and  corrections  in  assignments: 

Canadian  broadcast  stations 137.  630, 1050 

Cuban  broadcast  stations 388 

Dominican  Republic  broadcast  stations..  386, 1276 

Haitian   broadcast   stations 1050 

Mexican  broadcast  stations 231.387,389 

Mexican  broadcast  stations;,  notification  pursuant 
to    North     American     Regional     Broadcast    *■ 
Agreement  of  changes,  etc..  In  assignments. 
See  International  agreements. 
Nonbroadcast  radio  ^rvlces;  procedure  for  as- 
signing new  call  sigas.     See  Frequency  al- 
locations and  radio  treaty  matters. 
Puerto  Rico,  radio  stations  In : 
Frequencies,   allocation  of.     See    Frequencies 

and  channels,  allocation  of. 
Remote  pickup  broadcast  stations.  See  Elxperl- 
mental  and  auxiliary  broadcast  services. 
Radio  broadcast  services: 
FM  broadcast  stations: 
Applications,  brqpdcast.  procedure  with  re- 
spect to  handling  of;  proposed  revision. 
See  Practice  and  procedure. 
Call  letters,  comnnn.  for  FM.  standard,  and 
TV  broadcast  stations.     See  Frequency 
allocations  and  radio  treaty  matters. 
8(J000— 49 4 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    ^^^'^ 
Rules  and  regulation.^,  etc, — Continued 

Licenses  and  special  radio  regulations — Continued 
Radio  broadcast  services — Continued 
FM  broadcast  station.'^ — Continued 

Class  B  stations,  channel  allocations.     See    - 

Frequencies  and  channels,  allocation  of. 
Licensing  policies;   contracts  providing  for 

reservation  of  time  upon  sale  of  station.       179 
Technical  operation,  rules  relating  to;  dis- 
continuance of  operation  (correction) 166 

Standard  broadcast  stations: 

Applications,  broadcast,  procedure  with  re* 
spect  to  handling  of;  proposed  revision. 
See  Practice  and  procedure. 
Call  letters,  common,  for  standard,  FM.  and 
TV  broadcast  stations.     Sec  Frequency 
allocations  and  radio  treaty  matters. 
Canadian    ground  "  conductivity    map.    See 
Standards  of  good  engineering  practice. 
Chain  broadcasting  rule.';:  contracts  provid- 
ing for  reservation  of  time  upon  sale  of 

station 179 

Frequency  allocations  by  cla.sses  of  stations; 

normal  license  period  "correction) 166 

Logs,  retention  of;  correction 1039 

Standards  of  good  engineering  practice: 
Canadian  ground  conductivity  map;  pro- 
posed   addition 1334 

Sunrise  and  sunset  times,  table  of;  pro- 
posed changes: 

Kentucky:  Paducah  and  Mayfield 1262 

Pennsylvania.     McKeesport 1262 

'  Sunrise    and    sunset    times,    table    of.     See 

Standards  of  good  engineering  practice. 
Virgin  Islands,  special  provisions  for  stand- 
ard broadcast  stations  in;  proposed  rule 

making 1396 

Television  broadcast  .stations: 
Applications,  broadcast,  procedure  with  re- 
spect to  handling  of;  proposed  revision. 
See  Practice  and  procedure.         , 
Call  letters,  common,  for  TV,  FM.  and  stand- 
ard broadcast  stations.     See  Frequency 
allocations  and  radio  treaty  matters. 
Licensing  policies;    contracts   providing  for 

reservation  of  time  upon  sale  of  station..       180 
Radiolocation  service: 

Establishment  on  permanent  basis;  hearing 1025 

Frequency  allocation,  temporary.    See  Frequen- 
cies and  channels,  allocation  of. 
Railroad  radio  .service;  authorizations  granted  on 
experimental  basis  to  obtain  Information  re- 
specting maximum  power  celling  feasible 4 

Ship  radio  service; 
Definitions: 

Percentage  modulation,  amplitude   (correc- 
tion)        If  6 

Station  licensee  (correction) . 16J 

Frequencies,  allocation  of.    See  Frequencies  and 
channels,  allocation  of. 
Standard  broadcast  stations.     See  Radio  broad- 
cast services. 
Sunrise  and  sunset  times,  table  of.     See  Radio 
broadcast  services:  standard  broadcast  sta- 
tions. 
Television  broadcast  stations.     See  Radio  broad- 
cast services. 
Utility  radio  service;  authorizations  granted  on 
experimental  basis  to  obtain  Information  re- 
specting maximum  power  celling  feasible 4 

VHF  radio  stations,  high  power;  authorizations 
granted  on  experimental  basis  to  obtain  in- 
formation respecting  power  ceilings  feasible 
for  various  established  and  proposed  radio 

services , 4 

Virgin  Islands,  stations  In: 

Amateur,  allocation  of  frequencies.    See  Fre- 
quencies and  channels,  allocation  of. 
Standard   broadcast,   proposed   special   provi- 
sions.   See  Radio  broadcast  services. 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con 
Rules  and  regulations,  etc.— Continued 
Organization,  delegations  of  authority,  etc.: 
Authority.  dele«ations  of: 
To  Motions  Commissioner: 

For  January  1949 r t^l 

For  February  1949 °^^ 

For  March  1949 .'"V  n,'," 

To  Secretary,  upon  securing  approval  of  Bu- 
reau of  Law;  waivers  of  minimum  operat- 
ing schedules,  standard  broadcast  stations. 

'"Tommo'n  ca^rTersrSpUcation.,  reports  and  pro- 

ceedings  affecting :  „  /n,  „„^  r,.  _rn 
Annual  financial  report  forms  M.  O.  and  R.  pro- 
posed  elimination  of  reportmg  require- 
ments respecting  compensation  paid  em- 
ployees as  distinguished  from  officers  or  di- 
rectors  ,"7  VL"       V«',C^' 

Application  for  consolidation  of  telephone  com-     ^^^^ 

Procedu^re'lVh  resect  To"  handhng  of  broadcast 

applications;   proposed  revision ^»^^ 

Ra^^"hcenses7appli'caVions'and  proceedings  af- 

AppUcatl^ns.  broadcast.  P^oPO^ed  revision  of 
procedure  with  respect  to  handling  of.  See 
Procedure.  ,  , .  «„„_ 
Forms  (other  than  application  forms)  .finan- 
cial reports,  broadcast  licensees  and  permit- 
tees  

Reissuance  of  regulations 

FEDERAL  CREDIT  UNIONS  BUREAU: 

organization  and  operation;  fees  for  examination..  991. 1267 

FEDERAL   CROP    INSURANCE    CORPORATION: 

Crop  insurance  regulations:  ^nvprin?  1949 

Bean    dry  edible;  annual  contracts  covering  laia 

crop  year  (monetary  coverage  insurance)       434.  565 
CottSn  continuous  contracts  for  1949  and  succeed- 

Appnc^UonTor'lnsurance;  closing  _dates  for  lifted     ^^^^ 

Grayton    County. 
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FEDERAL  HOUSING  ADMINISTRATION— Continued 

Organization — Continued  ^     ,.        ^ 

Organization  and  functions— Continued 
Field  organization— Continued  ' 

Location    and    jurisdiction    of    various    field 

offices — Continued  -,2 

Michigan:  Grand  Rapids -—      ^^^ 

Redesignatlon  _ -"       232 


Powers;   redeslgnations 

Redesignatlon  of  chapter  and  parts  (correction) 

•^SmSresfsii  percent  War  Housing  Insurance 
Fund  Debentures.  Series  H.  notice  of  call  for 
partial  redemption  before  "maturity  -- -------- 

Multif amily  rental  housing  J'^s^r.arf.lL^^miuJJjJn'i^; 


61 


1446 


information  for 


442 
751 


policy;     Grayton    <.ouiii.y. 
to  list.  ^^^^ 


counties 
Monetary    coverage 

Texas,  addition ^      i_       « 

Partial  Insurance  protection ;  election  to  change 
Flax   continuous  contracts  covering  1949  and  suc- 
ceeding crop  years;  application  for  insurance 
MuUiDle  crop  insurance  (corn.  oats,  wheat,  etc..  in 
^c??a\n  bounties  In  Michigan.  Minnesota.  North 
Carolina.  South  Dakota  and  Wisconsin) .  an- 
nual contracts  covering  1949  crop  year  (mone- 
tary coverage  insurance) 

Application  for  insurance --—■TaiQlWAlu'r' 

Wheat;  continuous  contracts  covering  1949  and  suc- 
ceeding crop  years: 

Application  for  insurance "" 

Availability  of  insurance j^g^ 

Comml"dUy^cov;ragr^riVy7flnaf  date  for  sub- 

mission  of  acreage  report  In  California 1393 

FEDERAL  C-'POSIT  INSURANCE  CORPORATION: 

statistical,  requested  by  certain  inter- 


1393 
1394 


55 
1393 


433 


Information 


governmental  organizations,  collection  of;  Exec- 
utive order  respecti" 
dential  documents. 


See  main  heading  Presl- 


utive  order  respecting. 

dential  documents.  „j-k„„„q1 

Insured  banks;  call  for  report  of  condition  ancT&nBual 

report  of  earnings:  ■ppHpral 

Mutual  savings  banks   (non-members  of  Federal        ^^ 

State^'banks  fe'xcl^t'G^nkVrn  Di^tdct  oTboVumbla 

and  mutual  savings  banks) 

FEDERAL  HOME  LOAN  BANK  SYSTEM.     See  Home 

Loan  Bank  Board. 
FEDERAL  HOUSING  ADMINISTRATION: 

""  Aumonty%elegatlon  of.  and  assignment  of  duties;       ^^^ 

redeslgnations 

Organization  and  functions:  -oo 

Cf^ntral  office:  redesignatlon. 

^'Locafrin  """risdlctlon  ot  various  field  offices: 

California.  State  of ^-t-i 

Kansas;    Wichita 


qulrements  of  mortgage  covering 

housing: 

Application   and   commitment.    

preliminary  examination —     ^""i! 

Property  eligibility — -r.-TJr,:.-""  nVrel 

War  rental  housing  Insurance;  eligibility  require- 
ments of  mortgage  covering  multifamily  rental 

housing,  property  eligibility — »" 

Yield  insurance,  rights  and  obligations  of  investor 

under  insurance  contract ;  debentures: 

Commissioner's  right  to  acquire  project ;  effective 

time  of  Commissioner's  notice..--  — ----- 

Investor's  right  to  convey  project;  effective  time 

of  Investor's  notice 

FEDERAL  POWER  COMMISSION: 

Hearings,  etc.:         _  .     .  460 

Aliatoona  Power  Project _„„ 

AUentown-Bethlehem  Gas  Co J^" 

Amesbury  Electric  Light  Co ^^g 

Anderson  and  Co ^^qq 

Anderson.  Fred  W gQ^ 

Arizona  Edison  Co..  Inc.... ^or'mi   1114 

Arkansas-Missouri  Power  Co 326.  8/1.  111* 

Arkansas  Power  and  Light  Co 806.  871. 1114 

Associated  Natural  Gas  Co 

Atlantic  Gulf  Gas  Co --.  .276 

Atlantic  Seaboard  Corp '*''"•  ^^^J 

Austin  Pipe  Line  Co -.-   -_q 

Baltic  Operating  Co... 423 

Black  Hills  Power  and  Light  Co '  ^ 

Brooklyn  Union  Gas  Co -.- ..g 

Brown  Brothers  Harrlman  and  Co *J^ 

Bushatl.  Ellas iWacn'MA  qes 

California  Electric  Power  Co 423. 80^- "J*  JJ* 

Caroflna  Power  and  Light  Co 966. 14U 

Carothers  and  Clark ,-4 

Central  Electric  ahd  Ga.s  Co J" 

Central  Power  and  Light  Co.—--- «0.689 

Chicago  District  Electric  Generating  Corp.-  -— -     ii»» 

Cities  Service  Gas  Co 966. 1222. 1417 

Citizens  Gas  and  Coke  Utility ^ J"? 

City  Gas  Co.  of  New  Jersey ^'" 

Clark.  Frederick  Ambrose ^.^ 

Clark.  Stephen  Carlton ,. 

Cliff  Richmond  Lumber  Co —      :?^' 

Cole.  Glancy  Warden ^g. 

Collins.  George  W..-.-.- r gg 

Colorado-Wyoming  Gas  Co — 1276 

Columbia  Ga&  System—-—--——-- „„ 

Columbus  and  Southern  Ohio  Electric  Co io5  ofiR 

Service  Co        *^^-  y°* 


Columbu.-; 
Community  Public 


Connecticut  River  Power  Co. 


461 

Connecticut  n-ivci  ..^^^-^  'rr,""'",;"",:'T^-  ino3 

Consolidated  Edison  Co.  of  New  York  Inc  - 10-^ 

Consolidated  Gas  Electric  Light  and  Power  Co.-     -     IZ-^e 

Con.solidated  Gas  Utilities  0orp i^^^-  ^JJ^ 

Consumers  Gas  Co ^24 

Cook,  Fred  W ~^™ 

Cooke  Ught  and  Power  Co ^^.J 

Cooper.  L.  B _ r  .^q 

Corbett.  Henry  L .^. 

Council  Bluffs  Gas  Co " 

County  Gas  Co - ^J"'  j;" 

Delhi  Oil  Corp.— 279  549  807 

Duke  Power  Co '582 

Dunn.  Richard  R „_„ 

Durango  Natural  Gas  Co ^^°' 

Dyersburg.  Tennessee.  Corp.  of J»" 

East  Tennessee  Gas  Co...^— ^or-JIA  on'  Am 

East  Tennessee  Natural  Gas  Co 391.550.911. 1386 

Eastern  Kansas  Utilities.  Inc ^^^^ 
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FEDERAL  POWER  COMMISSION— Continued  ^^^^ 

Hearings,  etc. — Continued 

El  Pa.so  Electric  Co 1308 

El  Paso  Natural  Gas  Co 785. 1026. 1232. 1367 

Empire   District   Electric  Co 671 

Ford  Motor  Co 949 

Fort  Peck  Project.  Montana 1308 

Fraser    Paper.   Ltd 24 

Georgia  Power  Co 606.  1143 

See  also  AJlatoona  Power  Project. 

Grand  River  Dam  Authority 424 

Gulf  States  Utilities  Co 25.264 

Harrisburg   Gas   Co 390 

Hartford  Electric  Light  Co 1276 

Hastings  Ga.s  Co 424 

Hcber  Light  and  Power  Plant 581 

Holyoke.  City  of;  Gas  and  Electric  Dept 151. 1277 

Holyoke  Water  Power  Co.- 151. 1277 

Hope  Natural  Gas  Co 460. 1231 

Hugoton  Production  Co- 279.390,449 

Hylton.  Hal  T 150 

Idaho  Power  Co 1385 

Independent  Natural  Gas  Co 1027 

Indiana  Gas  and  Water  Co.,  Inc 911 

Indianapolis,  Indiana.  City  of ;  Department  of  Pub- 
lic Utilities 806 

Insurance  Co.  of  North  America., .1 449 

Interstate  Light  and  Power  Co 279 

Investors  Trust  Co 449 

Iowa-Illinois  Gas  and  Electric  Co 424 

Jackson  Hole  Light  and  Power  Co 993 

Jersey  Central  Power  and  Light  Co 910 

Kentucky  Utilities  Co 390 

Kentucky  West  Virginia  Gas  Co 1308 

Ketchikan.  Alaska.  City  of 671.871 

Lake  Electric"  Corp 1092 

Larrabee  Real  Estate  Co 424 

Lawrenceburg  Gas  Co 390 

Lewis,   Frank  J 449 

Los  Angeles,  City  of;  Water  and  Power  Dept 551 

Luz  y  Fuerza  de  Reynosa.  S.  A 460 

Madison  Utilities  Corp 390 

Maine  Public  Senice  Co ._-   24,25 

Mesabl  Pipe  Line  Co „_       312 

Miami  Power  Corp 1092 

Michigan  Con.solidated  Gas  Co 933 

Michigan  Gas  and  Electric  Co 966 

Michigan  Gas  Storage  Co 135,  460 

Michigan-Wisconsin  Pipe  Line  Co 993 

Miller.  Roy  F 1309 

Minneapolis  Gas  Light  Co 424 

Minnesota  Valley  Natural  Gas  Co 424 

Missis.sippi  Valley  Public  Service  Co 966 

Missouri -Kansas  Pij>e  Line  Co 449 

Montana  Power  Co 1309 

Mt  Baker  Ski  Club 207 

Mountain  States  Power  Co 1276 

Nantahala  Power  and  Light  Co 785 

National  Gas  and  Oil  Corp 390 

Natural  Gas  Pipeline  Co.  of  America 150. 1386 

Naybert,  Henry  F 1309 

New  England  Power  Co 461 

New  York  and  Richmond  Gas  Co 911 

New  York  State  Natural  Gas  Corp 785 

Niagara  Falls  Power  Co ...  135,  1262 

Norrls  City,  Illinois.  Village  of * 390 

Northern  Natural  Gas  Co 134.  424,  1093 

Northern  St:.tes  Power  Co ; 1309 

Oakdale  Irrigation  Di.strlct.-_ 844 

Okanogan  County.  Wash..  Public  Utility  District  No. 

1  of 460 

Otter  Tail  Power  Co.. 1926, 1222 

Ottumwa,  Iowa.  City  of 327 

Pacific  Gas  and  Electric  Co,.  327.  512.  785.  1026, 1367,  1417 

Pacific  Power  and  Li^ht  Co 925 

Panhandle  Eastern  Pipe  Line  Co 279.  390.  449,  806 

Pennsylvania  Water  and  Power  Co 151. 1027 

Philadelphia  Gas  Works  Company 390 

Pittsburgh,  City  of 1308 

Pitt.sburph  and  We.st  Virginia  Gas  Co 1308 

Pollock,  Charles  R 207 

Potomac  Gas  Co 1232 

Potomac  Transmission  Co 925 

Presque  Isle  County  Electric  Cooperative  Assn 671 

Public  Service  Electric  and  Gas  Co 911 

Revere  Natural  Gas  Co 910 


FEDERAL  POWER  COMMISSION— Continued  ^<^^ 

Hearings,  etc. — Continued 

Roanoke  River  Basin,  development  plan 1387 

Roanoke  River  Power  Co 1417 

Rosslyn  Gas  Co.,-- l'^32 

Sacramento  Municipal  Utility  District 151 

St.  Croix  Power  Co 279 

St.  Francis  Electric  Generating  Co 326,  871. 1114 

San  Diego  Gas  and  Electric  Co 192 

San  Juan  Pipe  Line  Co -^Sij 

Scanavino,  Joe 1199 

Secretaria  de  Recursos  Hidraulicos  de  Mexico 6 

Serviclos  Electricos  de  Piedras  Negias.  S.  A €8J 

Severin,  Robert  R )50 

Simsbury  Electric  Co 1276 

Snohomish  County,  Washington;  Public  Utility  Dis- 
trict No.  1 1C9:: 

South  Carolina  Power  Co 1143 

South  Jersey  Gas  Co ._       911 

South  Penn  Power  Co 2.9 

South  San  Joaquin  Irrigation  District ^44 

Southern  California  Edison  Co 370,  f  44 

Southern  Natural  Gas  Co 264.550.720 

Southern  Union  Gas  Co 101,  582. 1387 

Southern  Utah  Power  Co 424 

Southwestern  Power  Administration ^ 1 1199 

Sullivan,  Catherine 424 

Tacoma,  Wa.shington.  City  of . 12c2 

Telluride  Power  Co 671 

Tennes.see  Gas  Tran.smlssion  Co     44,81,111.207,353,460, 

550,  671, 806, 911, 1092.  1231,  1232,  1386 

Tennessee  Natural  Gas  Lines,  Inc 460,  1232 

Texas  Eastern  Transmission  Corp.  390,  806.  910, 1026  1233 

Texa.s#Gas  Transmission  Corp 806.  911 

Trunkline  Gas  Supply  Co 312.  925.  949,  1071 

United  Gas  Pipe  Line  Co 670 

United  Natural  Gas  Co 353.  807.  911 

Utah  Power  and  Light  Co 606 

Virginia  Electric  and  Power  Co 1387. 1417 

Virginia  Gas  Transmission  Corp 460. 1276 

Wachu.sett  Electric  Co 134 

Washington  Gas  Light  Co 1232 

Washington  Water  Power  Co 150 

Waynesboro  Gas  Co 872 

Western  Colorado  Power  Co 551 

Wisconsin  Michigan  Power  Co 135 

Wisconsin  Public  Service  Corp 135.  581,  871 

Wisconsin  Southern  Gas  Co 550. 1386 

Worcester  Suburban  Electric  Co 1309 

Young,  F.  J 1199 

Information,  statistical,  requested  by  certain  intergov- 
ernmental organizations,  collection  of;  Executive 
order  respecting.  See  main  heading  Presidential 
documents.  . 
Power  projects;  approval  of  rates  for  sale  of  power, 
development.  e*c.: 
AUatoona  Power  Project,  Georgia;  rates  and  charges 

for  sale  of  electric  power  and  energy 460 

Roanoke  River  Basin,  North  Carolina,  development 
of;  opposition  by  Interior  Department  to  plan 

for 1387 

Rules  and  regulations: 

Federal  Power  Act;  Interconnection  of  facilities, 
emergencies,  form  and  style,  number  of  copies 

of  applications  (correction! 1101 

General  rules;  general  policy  and  Interpretations, 
definition  of  term  used  In  section  7  (c)  of  Nat- 
ural Gas  Act 681 

Natural  Gas  Act: 
General  rules.     See  General  rules,  above. 
Regulations;  applications  for  certificates  of  pub- 
lic convenience  and  necessity  under  section 

7 681,  682 

Applications 682 

Exemption  from  requirements  of  section  7  (c) 

of  certain  temporary  acts  or  operations 682 

FEDERAL  RESERVE  SYSTEM,  BOARD  OF  GOVERNORS: 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.     See  main  heading  Presi- 
dential documents. 
Regulations: 

Consumer  Instalment  credit: 
Interpretations: 
Automobiles: 
Automobile  appraisal  guides 750 
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FEDERAL   RESERVE   SYSTEM,   BoXrD   OF    COVER-     p«8« 
NORS — Continued 

Regulations— Continued 

consumer  Instalment  credit— Continued 
Interpretations— Continued 
Automobiles— Continued    ' 

Demonstrator  automobile,  sale  of i^*i 

Dual  purpose  passenger  automobiles iJ« 

Cleaners   (suction) TT: 

Deliveries  in  anticipation  of  sales «33 

Groups  of  articles.     See  Sets. 

Interest  payments,  reduction  of --.---- 

Replacement  (of  irreparably  damaged  article) 

Resale  (of  repossessed  article) <3" 

Sets  and  groups  of  articles --' V". ;:' 

Provisions  amended,  or  affected  by  interpreta- 
tions: 
Certain  technical  provisions:  .,«,,  «f 

Delivery  of  listed  article  in  anticipation  of 

instalment  sale *^^ 

Sets  and  groups  of  articles: 

Furniture,  groups  of  "open  stock *?? 

Vacuum  cleaners,  combination  price 

Exempt  credits: 

Definitions;  cash  price 1""iZ;;«'^T 

Real  estate  and  home  Improvement  loans. 

certain  residential  units --—     au-Ja 

Instalment    loans:    general    rules    rejecting 

prohibitions  against  loans  to  make  down      ^^^ 

payment 

Loans.     See  Instalment  loans. 
Renewals,  revisions  and  additions: 

Bona  fide  collection  effort;  serviceman  s^pre- 

induction  debt  (repossession,  etc.) '»" 

General  requirements;  revision  of  loan «« 

^"DSw^payments  for  automobiles,  calculation^^  ^^^^ 

Listed  artl'clesr  minimum   down  payments. 

maximum  loan  values:  ^^^^ 

Group  A .f.^. 

Group   B ^""^^ 

Maturities,   maximum - 

Refinancing    pursuant    to      Statement 

Changed  Conditions" V";::, 

Member  banks,  discounts  for  and  advances  to.  by 

Federal  Reserve  banks :  j,.  ,  r-^owif 

Advances  on  eligible  paper   (Commodity  Credit 

Corporation    certificates   of    Interest,   notes.       ^^ 

gtc  )      -     »" ~ 

Discount  of" notes,  etc.;  determination  of  eligibility 
<loan      program      of      Commodity      Credit 

Corporation) 

FEDERAL  SAVINGS  AND  LOAN  SYSTEM 

Loan  Bank  Board.  •  ' 

FEDERAL  SECURITY  AGENCY: 
See  Federal  Credit  Unions  Bureau. 
Food  and  Drug  Administration. 
Public  Health  Service. 
Social  Security  Adininistration. 
Vocational  Rehabilitation.  Office  of.         ,    .  ,    _ 
Civil  Service  Rules;  certain  positions  excepted  from 
compeUtl?e    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 

FEDERAL  SUPPLY  BUREAU:  ^.  .    «. 

Procurement    authority,    reissuance    of    orders    re-      ^^^ 

specting 

FEDERAL  TRADE  COMMISSION: 
Cease     and     desist     orders     and  or 

complaints:  ,214 

A.  N.  S.  Sales.  Inc ^^^g 

Armstrong.  R.  K 

Blakeslee.  G.  S  .  and  Co 

Columbia  Appliance  Corp 

Davis.  Paul 

Detroit  Rex  Products  Co 

DuPont  de  Nemours.  E.  I.,  and  Co 


Page 


1031 


of 


884 


See  Home 


dismissals    of 


59 

655 

1214 

657 

658 

Encyclopedia  Educational  Service }JJ2 

Flex-O-Glass  Mfg.  Co t\?.f 

Gache.  Arthur  A.  and  Morton — ^^^^ 

Greenwood.  Irving .gj^ 

letter.  Murray  R :""", fin 

Inter-Communlcation  System  of  America.  Inc o" 

Meyer.  Joseph.  Milton,  and  Nathan 


FEDERAL  TRADE  COMMISSION— Continued 
Cease  and  desist  orders  and  or  dismissals  of  com- 
plaints—Continued ,-„. 

National  Products  Outlet.  Inc J^JJ 

Passmore,   Robert  E .__ 

Pre.sba.  Bert  S.  and  Will  B —  JOJ^ 

Presba.  Fellers  and  Presba.  Inc }"J^ 

Rinnman,   Vesta  N *"°* 

Smith,  Marquis  M |"°; 

Warp    Bros ,"°; 

Warp.    Harold {""J 

Wertheimer.  Albert i^^l 

Witol.   Inc - "^; 

Witol.  William J"T 

Witol.  William,  and  Co. ^-^^^ 

Hearings,  etc. :  „-p  or-i 

AC  Spark  Plug  Co. laea 

Abelson.  Harry ^^gi 

Aberdeen  Plywood  Corp ^^^ 


1418 


Acme  Door  Co 

Amasia  Importing  Corp *^J° 

American  Chicle  Co jjji 

Anacortes  Veneer,  Inc - —  ' 

As.sociated  Plywood  Mills.  Inc '^^ 

Autonator    Laboratories *^"° 

Belch,  Paul  F..  Co **° 

Bellingham  Plywood  Corp .^20 

Borden.  Frank  P 7' W"""/-^ non   791 

Buffelen  Lumber  and  Manufacturing  Co 720.  ui 

Cascades  Plywood  Corp --„ 

Clark,  D.  L,  Co 1)21 

Clark,  Harrison 2O8 

Colgate-Palmollve-Peet  Co *  ^ 

Colonial  Bead  Co.,  Inc j^j^ 

Consolidated  Mfg.  Co s ^^gg 

Container  Mfg.  Co--. .jji 

Coos  Bay  Lumber  Co j^^ 

Coro,  Inc JJ15 

Coughlin,  Paul  H -jjo 

Crawford  Door  Co ^^20  721 

Cruver,  N.  O '  ^21 

Daniels.  E.  W ^IZ 

Dawn  Products  Co—--—-—-—---- —      jjg 

Dellcla  Chocolate  and  Candy  Mfg.  Co ;JJ° 

Devlin,  Charles  E 

Dlfford.  Wallace  E 

Douglas  Fir  Plywood  Assn. 

Douglas  Fir  Plywood  Information  Bureau '^J 

DuPont  de  Nemours,  E.  I.,  and  Co..  Inc 

Eastern  Women's  Headwear  Assn..  Inc ^J«g 

Elgee  Products "      -jjl 

Elliott  Bay  Mill  Co—-— jj^ 

Euclid  Candy  Co.  of  Illinois ^^^ 

Euclid  Candy  Co.,  Inc .^21 

Eugene  Plywood  Co 325 

Federal  Chemical  Mfg.  Co ^^^ 

Fel.senfeld,  Jack  J j^^j 

Finlayson.  Murdoch  J ^ ,^20 

Fir  E>oor  Institute j^^ 

General  Candy  Corp ""onR  -tss 

General  Motors  Corp- '^"°'  J^g 

Genser  Mfg.  Co ,,c 

Goldenberg.  D.,  Inc ^-      .^gi 

Hancock,  B.  V r-«  „^, 

Harbor  Plywood  Corp_ ...-—--- "'"•  ^-J 


720, 


721 
721 
721 


Hat  Block  and  Die  Makers  Assn..  Inc ^JJJ 


Jaxon  Products. 

John  Mackintosh  and  Sons,  Ltd..  Inc J  J" 

Kerr's  Butterscotch.  Inc Jt° 

Klmbell  Candy  Co iJJi 

Koutonen,  Arnold 

Lacks,  George  and  Harold  C 

Lever  Bros.  Co -,,= 

Lichtenberg.  William  R- Ydl 

Lleberman,  Milton  L 

Llsner,  D.,  and  Co 

Luden's  Inc 

M  and  M  Wood  Working  Co 

Malarkey.  T.  B ;;"  V7r"r;;7"T^"fV 

Mason,  Au  and  Mag£nhelmer  Confectionery  Mfg. 

Co - 

Melster  Candles.  Inc 

Middle  Atlantic  Di-strlbutors.  Inc — 

Miller.  Charles  N..  Co 

Millinery  Manufacturers  of  New  Jersey.  Inc 

Millinery  Manufacturers  Representatives.  Inc 


116 


1418 
208 


1368 
-  112 
_  113 
720, 721 
_   721 


115 
113 
Ills 
116 
461 
462 
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FEDERAL  TRADE  COMMISSION— Continued  ^^ge 
Hearings,  etc. — Continued 

Millinery  Stabilization  Commission.  Inc 461 

Mlnter.  Clayton  A.  and  Ira  W 114 

Monarch  Door  and  Manufacturing  Co 720 

Morley.  Jack 1115 

National  Assn.  of  Ladies  Hatters.  Inc 451 

National  Paper  Trade  Assn.  of  United  States,  Inc__  1027 

New  England  Confectionery  Co 116 

New  York  Assn.  of  Wholesale  Distributors  of  Ladies' 

and  Children's  Hats,  Inc 461 

New  York  Buyers  A.ssn..  Inc 461 

Nicolai  Plywood  Co 721 

Northwest  Door  Co 1 720,  721 

Olympia  Veneer  Co * ...__  721 

Olympic  Plywood  Co 721 

Oregon  Plywood  Co 721 

Oregon-Washington  Plywood  Co 721 

Pacific  Mutual  Door  Co 721 

Pacific  Plywood  Corp 721 

Peninsula  Plywood  Corp '(21 

Peterson,  A.  C 720 

Planters  Nut  and  Chocolate  Co 117 

Procter  and  Gamble  Co 203 

Procter  and  Gamble  Distributing  Co 208 

Puget  Sound  Plywood.  Inc 721 

Queen  Anne  Candy  Co 114 

Ribbons.  Silk  and  Velvet  Assn.,  Inc 461 

RobiiLson  Manufacturing  Co 720.  721 

Royal  Bead  Novelty  Co 112 

St.  Paul  and  Tacoma  Lumber  Co 721 

Sax,  Che.ster 1115 

Sax,  M.  Robert— 1115 

Sax.  Max , 1199 

Schiff.  Jack  B 1199 

Seeley.  R.  E 721 

Silk   Skin,   Inc 1418 

Simpson    Industries 721 

Simpson  Logging  Co 720,  721 

Smith-Wood  Products.  Inc 721 

Snider,  Herman , 720 

Snyder,  Frost 721 

Sperry  Candy  Co -  114 

Springfield,  Plywood  Corp 721 

Stone,  William.-. 1199 

Sucherman.  Allen  J 1115 

Superior  Products  Co __. 1115 

Sweets  Co.  of  America,  Inc 115 

Tenzler,  H.  E 721 

Tenzler,  Herman •- 721 

United  Distributors.  Inc 116 

United  Hatters,  Cap  and  Millinery  Workers  Inter- 
national Union 461 

United  State  Plywood  Corp 721 

Universal  Match  Corp 118 

Vancouver  Plywood  and  Veneer  Co 721 

Walton,  E.  D..  and  E.slie  Q 721 

Walton  Plywood  Co , 721 

Washburn,  F.  B..  Candy  Corp 117 

Washington  Veneer  Co 721 

West  Coast  Plywood  Co 721 

Western  Door  and  Plywood  Corp 721 

Weyerhaeuser  Timber  Co 720.  721 

Wheeler,  Osgood  Co _„  720.  721 

Williamson  Candy  Co 114 

Wood  Hat  Block  Manufacturers  Assn.,  Inc 461 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    Sec  main  heading  Presi- 
dential documents. 
Practice  and  procedure: 
General  procedures:  procedure  In  fixing  quantity 
limits  for  any  commodity  or  class  of  commodi- 
ties __ 201 

Rules  of  practice;  procedure  for  establishing  quan- 
tity limits 200 

Trade  practice  rules: 
Clinical  thermometer  Industry;  notice  of  confer- 
ence  1027 

Cosmetics  and  toilet  preparations  Industry;  notice 

of  hearing 204 

Cotton  converting  Industry;  notice  of  hearing 1136 

Handkerchief   Industry 734 

Hosiery  industry;  use  of  term  "gauge"  in  designa- 
tion   of    women's    full-length    circular-knit 

hosiery _ 239 


FEDERAL    TRADE    COMMISSION— Continued  ^e« 

Trade  practice  rules — Continued 

Peat  industry;  notice  of  conference 872 

Rayon,  nylon  and  silk  converting  Industry 624 

Rendering  industry;  order  closine  proceedings  with- 
out approval  or  promulgation  of  rules 1336 

FELLOWSHIPS.  TRAINEESHIPS.  ETC.;  National 
Heart  Institute  traineeshlps.  See  Public  Health 
Service. 

FISCAL  SERVICE.     Sec  Treasury  Department. 

FISH  AND  WILDLIFE  SERVICE: 

Authority,  delegation  of.  from  Secretary  of  Interior 
to  Director.     See  main  heading  Interior  Depart- 
ment. 
National  wildlife  refuges: 

Lands  within;   public  land  orders,  etc..  affecting. 
See  main  heading  Land  Management  Bureau. 
Regulations    respecting.    See    under    Regulations, 
below. 
Regulations: 
Alaska: 
Commercial     fisheries;     miscellaneous     amend- 
ments       £94 

Genejal  provisions: 
General  regulations,  restrictions,  etc.: 
Boats : 

Marking  for  aerial  identification 894 

Registration E94 

Closed  areas  near  salmon  streams 894 

Explosives  and  poisons  prohibited 894 

Nets : 

Removal  from  water  of  set  nets 894 

Trailing  of  gill  net  web 894 

Operators,  reports  required  of.     See  Re- 
ports. 
Poisons.    See  Explosives  and  jxjisons. 

Reports  required  of  operators 894 

Seines,  operation  of 894 

Standard    time    used    in    various    fishing 
areas;  Yukon-Kuskokwim  changed  to 

read   Kotzcbue-Yukon-Ku.skokwim 894 

Traps,  salmon,  method  of  closing 8S4 

Herring    fishery;    pounds    prohibited    near 

spawning  grounds 894 

Salmon,  herring,  etc.,  fi.«;hing;  various  areas: 
Alaska  Peninsula;  salmon  fishery: 
Open  seasons: 

Except  Port  Moller  district 895 

Port  Moller  district 895 

Waters  open  to  seines;  size  of  seines 895 

Bering  River-Icy  Bay;  salmon  fishery: 

Closed  seasons 896 

Closing   date;    deletion 896 

Opening  date,  red  salmon  fishing ;  deletion.       896 
Trailing  of  web  by  fishing  boat.s;  deletion.       896 
Bristol  Bay;  salmon  fishery: 
Districts  open;  Kvichak-Naknek  District-     895, 

-       1039 
Trailing  of  web  by  fishing  boats;  deletion-      895 

Weekly  clo,sed  period 895 

Chignik;  salmon  fishery: 

Clo.sed  seasons 895 

Removal  from  water  of  set  nets;  deletion..      895 
Cook  Inlet:  , 

Herring  fishery: 

Catch  limitations;  Kachemak  Bay 805 

Waters  closed  to  pounds;  deletion 895 

Waters  closed  to  purse  seines 895 

Salmon  fishery: 

Areas  open  to  traps 895 

Closed  waters;  Kamlshak  Bay 895 

Open  seasons 695,  1039 

Removal  from  water  of  set  nets;  deletion.       895 

Weekly  clo.sed  period 895 

Copper  River;  salmon  fishery: 

Closed  seasons 896 

Closing  date;  deletion 896 

Opening  date,  red-salmon  fishing ;  deletion.       896 
Trailing  of  web  by  fishing  boats;  deletion.       896 
Kodiak;  salmon  fi.'ihery: 

Catch  limitation;  Karluk  red  salmon 895 

Open  seasons: 

Karluk  and  General  districts 8?5 

Red  River  district 895 

Removal  from  water  of  set  nets;. deletion —      895 
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FISH  AND  WILDLIFE  SERVICE— Continued 

Regulations — Continued 
Alaska— Continued 
Commercial    fisheries;     miscellaneous 
ments — Continued 
Salmon,  herring,  etc.,  flshlBg;  various  areas- 
Continued 
Kotzebue- Yukon-Kuskokwim : 

Etefinitlon • — 

Salmon  fishery: 

Districts  open .---- 

Trailing  of  web  by  fishing  boats;  dele- 
tion  

Prince  William  Sound;  salmon  fishery: 

Seines,  beach,  prohibited VT"""!" 

Waters  closed  to  seines;  Granite  Bay  to 

Port  Nellie  Juan ^9Q 

Resurrection  Bay;  salmon  fishery: 

Boats,  registration  and  reporting  of 8»3 

Closed  season |^^ 

Opening  date,  red  salmon  fishing o»a 

Southeastern  Alaska: 
Other  than  salmon: 

Herring  fLshery;  prohibited  near  Craig 

and  Sitka /— c",  ^^^• 

Shellfish  fishery;  closed  season  for  shrimp 
(all  waters  of  ©uncan  Canal,  deletion 

from  list) 

Salmon: 
General  regulations: 

Nets  gill,  prohibited;  exceptions 

Traps  prohibited,  October  5  to  Noveni- 

ber  15;  deletion 896 

Various  districts: 
Clarence  Strait  District: 
Boats,  registration  and  reporting  of; 

Cholmondeley  Sound 897 

Closed   season   for   trolling;    North 

Arm  of  Behm  Canal 897 

Definitions;   fishing  sections,  Clar- 
ence Strait  district: 

North  Behm  Canal  section 897 

Southeast  section 897 

Nets,  gill,  total  aggregate  length  of; 

deletion 

Open  season: 
Central,  southeast  and  southwest 

'  sections 

Northern  section 897 

Eastern  District: 
Areas  open  to  traps;  deletion  of  cer- 
tain paragraphs 897 

Boats,  registration  and  reportmg  of-      897 
Closed  waters: 
Port    Houghton,    Windham   Bay, 
Limestone  Inlet  and  Gambler 

Bay;  deletion 

Taku  Inlet 

Gear  restriction;  mainland  shore  of 

Stephens  Passage 

Nets,  gill,  length  of;  Taku  Inlet  and 

Port  Snettlsham 

Op>en  seasons - 

Taku  Inlet.  Port  Snettlsham.  and 
adjacent    waters;    season    and 

gear   restrictions 896 

Icy  Strait  District: 
Boats,  registration  and  reporting  of; 

Excursion  Inlet i- 896 
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Idaho  Inlet;  dele- 
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896 


Closed  waters — 
Gear  restriction. 

tlon w 

Nets.  gill,  total  aggregate  length  of; 

deletion 

Open  seasons: 

East  of  Point  Carolus 896 

West  of  Point  Carolus 896 

South  Pripce  of  Wales  Island  District: 
Boats,  registration  and  reporting  of; 

deletion 897 

Nets.  gill,  total  aggregate  length  of; 

deletion 897 

Open  season «»^' 

Southern  District: 
Closed  seasons  for  trolling: 

Burroughs  Bay;  deletion 897 

South  Arm  of  Behm  Canal 897 


FISH  AND  WILDLIFE  SERVICE— Continued 

Regulations — Continued 

Alaska — Continued  . 

Commercial    fisheries;     miscellaneous     amend-  ' 
ments — Continued 
Salmon,  herring,  etc..  fishing;  various  areasr- 
Continued 
Southeastern  Alaska— Continued 
Salmon — Continued 
Various  districts— Continued 
Southern  District— Continued 
Closed  waters: 

ChlckanJin     River     and    Walker 

Cove;   deletion 897 

South  Arrif  of  Behm  Canal 897 

Nets.  gill,  total  aggregate  length  of; 

'.  deletion 897 

Open  season °'" 

Stikine  District;  registration  and  re- 

porting  of  boats 897 

Sumner  Strait  District: 
Nets.  gill,  total  aggregate  length  of; 

deletion —       897 

Open  season: 

Ernest  Sound  and  Anan o'fi 

Exception 897 

Western  District: 
Boats,  registration  and  reporting  of 
northern  section,  north  of  Sul- 
livan   Island,    and    Hood    and 

f^Kftilr    BftVS-- —  - --  --  — — 

Gear  restriction.  Tenakee  Inlet;  de- 
letion   

Open  seasons: 
Central,    southern,    and    western 
sections 

Northern  section;  south  of  Sulli- 
van Island 896 

Yakutat  District: 

Boats,  registration  and  reporting  of. 

Seines,  beach,  prohibited;  exception. 

Waters  open  to  stake  and  set  nets 
only;  exception  (deletion  of  pro- 
vision respecting  Situk  Inlet)-— 

Wildlife  protection: 
Alaska  Game  Commission;  regulations  respect- 
ing guides,  poisons  and  licenses.    See  main 
heading  Alaska  Game  Commission. 
Trapping  of  animals,  birds  and  game  fishes; 

proposed  rule  making «** 

Fishing,  commercial: 
In  Alaska.    See  Alaska. 

In  national  wildlife  refuges.     See  Wildlife  con- 
servation areas. 
Hunting  and  possession  of  wildlife;  nonmigratory 

species,  eggs  of  game  birds 1128 

Wildlife  conservation  areas,  management  of;  spe- 
cial provisions: 
Bitter  Lake  National  Wildlife  Refuge,  New  Mex- 
ico; fishing-  — 5 1384 

Crab  Orchard  National  Wildlife  Refuge,  Illinois; 

commercial  fishing 696 

Squaw  Creek  National  Wildlife,  Missouri;  fishing-     1395 

PISHING.    See  Hunting  and  fishing. 

FISSIONABLE    MATERIALS,    regulations    respecting. 

See  Atomic  Energy  Commission. 
FOOD  AND   DRUG  ADMINISTRATION: 

Regulations: 
Definitior^  and  standards  of  lu>sntity,  etc.: 
Canned  vegetables  other  thaA  those  specifically 
regulated: 

Corn;  proposed  rule  making 4»» 

Potatoes;  proposed  rule  making 491 

Canned  vegetables;  corn,  proposed  rule  making—      489 

Drugs: 

Certification  of  batches  of  penicillin-  or  strepto- 
mycin-containing drugs 886,  887.  888.  889.  890 

Labeling  of  penlcllUn-contalnlng  drugs  for  vet- 
erinary use;  statement  of  policy.    See  State- 
ments of  general  policy  or  interpretation. 
New  drugs;  provisions  respecting  certain  drugs 
under  Federal  Food.  Drug  and  Cosmetic  Act: 
Economic  poisons.    See  main  heading  Agricul- 
ture Department. 
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POOD  AND  DRUG  ADMINISTRATION— Continued      ^a?" 

Regulations — Continued 
Drugs — Continued 

New  drugs;  provisions  respecting  certain  drugs 
under  Federal  Food,  Drug  and  Cosmetic  Act — 
Continued 
Salt  substitutes,  labeling  of;  statement  of  policy 
respecting.    See    Statements    of    general 
policy  or  interpretation. 
Tests  and  methods  of  assay: 

Penicillin 886 

Streptomycin 886,  887 

Federal  Food,  Drug  and  Cosmetic  Act,  enforcement 
of;  new  drugs: 
Economic    poisbns    for    experimental    use.    See 

main  heading  Agriculture  Department. 
Salt  substitutes;  statement  of  policy  respecting. 
See  Statements  of  general  policy  or  inter- 
pretation. 

Federal  Tea  Act,  enforcement  of;  tea  standards 1137 

Statements  of  general  policy  or  interpretation: 
Labeling  of  penicillin-containing  drugs  for  veter- 
inary use;  notice  to  manufacturers,  packers 

and  distributors 239,  294 

Bait  sub.stitutes,   labeling;    notice   to  manufac- 
turers, packers,  and  distributors  of 1033 

FOREIGN  AID  PROGRAM: 

Procurement  of  supplies  in  United  States  by  certain 
foreign  countries,  under  Foreign  Assistance  Act: 
Assistance   to   participating    countries.     See   Eco- 
nomic Cooperation  Administration. 
Steel   shipments   to   certain   countries;    voluntary 
plans.  'See  Commerce  Department. 
Relief  packages  and  supplies,  shipment  of.    See  Inter- 
national Trade,  Office  of ;  Post  OflBce  Department. 

FOREIGN  AND  DOMESTIC  COMMERCE  BUREAU: 

See  Domestic  Commerce.  Office  of. 
International  Trade,  Office  of. 

Appeals  Board  for  Bureau  of  Foreign  and  Domestic 
Commerce.     See  Organization. 

Field  Service.  Commerce  Department;  location  of  field 

offices 1067 

Organization;  establishment  of  Appeals  Board  within 
OflBce  of  Assistant  Secretary  for  Foreign  and  Do- 
mestic Commerce 459 

FOREIGN  MONEYS: 
Conversion  of  currency.     See  Customs  Bureau. 
Germany;    monetary    reform    by    Military    Govern- 
ment. 
Values  of.    See  Treasury  Department. 
FOREIGN  SERVICE  OF  FEDERAL  PERSONNEL,  com-  - 
pensatlon  and  allowances  for.    See  Public  Health 
Service;  State  Department. 

FOREIGN-TRADE  ZONES  BOARD:  • 

New  York  Zone;  action  on  appeal  of  New  York  Foreign 
Trade  Zone  Operators.  Inc.,  from  ruling  of  Com- 
missioner of  Customs  denying  permission  to  ma- 
nipulate rums  by  mixing  and  coloring 1159 

FOREST  SERVICE: 

Lands  within  or  adjacent  to  various  national  forests: 
California;  designation  of  certain  lands  in,  to  be  ad- 
ministered as  part  of  Shasta  National  Forest. 
See  main  heading  Agriculture  Department. 
Public  land  orders,  etc.,  affecting.     See  main  head- 
ing Land  Management  Bureau. 
Regulations: 
Alaska;  home  and  industrial  sites,  use  of  certain 

lands  for.    See  Land  uses. 
Land  uses;  special  use  permits,  for  home  and  Indus-  ■>■ 

trial  sites  In  Alaska 1382 

Trespass;  orders  for  removal  of  trespassing  horses 
from  certain  national  forests: 
Santa  Fe  National  Forest  (Chama  Ranter  Dis- 
trict), New  Mexico 922 

Sltgraves  National  Forest  (Plnedale  Ranger  Dis- 
trict), Arizona —      192 

FORESTS,  NATIONAL.     See  National  parks,  forests, 

etc. 
FREEDOM  DAY.    See  National  Freedom  Day. 
FUEL  OIL  CONSERVATION,  by  Federal  agencies;  direc- 
tive respecting.    See  Presidential  documents. 


GAS,  AND  GASOLINE,  conservation  of,  by  Federal  agen-     Page 
cies;  directive  respecting.     See  Presidential  docu- 
ments. 
GENERAL  ACCOUNTING  OFFICE: 
Advertising.  Government,  procedure  for;  revision  of 

general  regulation  No.  109 589 

GENERAL  AGREEMENT  ON  TARIFFS  AND  TRADE. 
See  Trade  agreements. 

GEOLOGICAL  SURVEY: 

Authority,  delegations  of: 

From  Director  to  various  oflBclals.    See  Organiza- 
tion. 

From  Secretary  of  Interior  to  Director.    See  main 
heading  Interior  Department. 
Organization: 

Authority,  delegation  of,  respecting  contracts.    See 
Contracts. 

Change  in  nomenclature  (branch,  division),  state- 
ment of 41 

Contracts,  construction,  supply  and  .service;  delega- 
tion of  authority  to  various  officials  respecting —        41 
Regulations,  etc.: 

Oil   and   gas  fields,   definition   of   known   geologic 

structures  of  producing  fields  in  Wyoming 258 

Power  site  classification,  Oregon,  No.  400,  Columbia 

River 944.  1397 

GERMANY: 
Berlin  airlift,  device  to  be  worn  by  personnel  of  Army 
of  Occupation  engaged  in ;  regulations.    See  Army 
Department. 
Exports  and  imports  in  American  and  British  Zones; 
Information  respecting.     See  Army  Department. 
Former  German  Government,  property  of;  relinquish- 
ment of  control  over  certain  property  by  State 
Department.     See  State  Department, 
Military  Government  for;  regulations.    See  Army  De- 
partment. 
Property  of  nationals  of;   vesting  orders,  etc.     See 
Alien  Property,  Office  of. 
GIFT  PARCELS  'RELIEF  PACKAGES.  ETC.)  for  vari- 
ous   countries;    shipment    of.     See    International 
Trade,  Office  of;  Post  Office  Department. 
GOVERNMENT  EMPLOYEES.    See  Civfl  Service  Com- 
mission. 

H 

HAWAH: 
Hospital  construction,  grants  for.    See  Public  Health 

Service. 
Immigration  regulation*: 

Examination  of  persons  traveling  by  air  to  main- 
land ;  joint  regulations  of  Custom.s  Bureau.  Im- 
migration and  Naturalization  Service,  and  Pub- 
lic Health  Service.    See  Immigration  and  Natu- 
ralization Service. 
Ports  of  entry;  transfer  of  jurisdiction.    Sec  Immi- 
gration and  Naturalization  Service. 
Lands  formerly  used  for  military  and  naval  purposes 
restored  to  jurisdiction  of  Territory  of  Hawaii. 
See  Presidential  documents. 
Postal  regulations  respecting  domestic  mall  rates  to. 

See  Post  Office  Department. 
Radio  stations  in.  regulations  governing.    See  Federal 

Communications  Commission. 
Sugarcane;  wage  and  price  determinations.    See  Agri- 
culture Department. 
Surplus  property  in,  disposal  of.    See  War  Assets  Ad- 
ministration. 
HEART  INSTITUTE.  NATIONAL.    See  National  Heart  * 

Institute. 
HISTORIC  SITE,  San  Juan,  Puerto  Rico;  designation. 
See  Interior  Department.  t 

HOME  LOAN  BANK  BOARD: 

Federal  Home  Loan  Bank  Sy.stem: 

Operation  of  banks;  bank  quarters  ^correction) —       123 

Organization  of  banks;  directors  (correction) 123 

Federal  Savings  and  Loan  System: 

Charter  and  bylaws : in)4 

Conservators  and  receivers: 

Appointment;    redeslpnation ., 1101 

Appointment  following  request;  redes.gnatJou--     1101 
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1101 
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HOME  LOAN  BANK  BOARD— Continued 

Federal  Savings  and  Loan  System— Continued 
Conservators  and  receivers— Continued 

Powers,  etc.:                                    j     i.    » 
Conservator,  powers  of.  and  conduct  or  conser- 
vatorships; redesignation _ 

Receiver,  powers  of.  and  conduct  of  receiver- 
ships; redesigation 

Definitions , "-- 

Incorporation,  organization,  and  conversion;  redes- 
ignation and  revision 

Interpretative  opinions;  deletion -— 

Merger,  dissolution,  and  reorganization;  redesigna- 
tion and  revision 

Operations;  redesignation  and  revision 

Receivers.    See  Conservators  and  receivers. 

Rules  and  regulations,  hearings 

Home  Owners'  Loan  Corporation : 

Pees,  expen.ses  and  costs  (correction) 

Officers : 

Board  of  Directors  (correction) -— 

Conveyancing   authority;   general   conveyancmg 

resolution    (correction) 

HOME  OWNERS'  LOAN  CORPORATION.     See  Home 
Loan  Bank  Board. 

HOSPITALS  ■ 

Construction,  grants  for.     See  Public  Health  Service. 
Government  hospitals;  Civil  Service  CommLssion  reg- 
ulations respecting  pay  for  certain  positions  in. 
See  Civil  Service  Commis.slon. 
HOUSING  EXPEDITER,  OFFICE  OF: 
Regulations;  rent  control,  regulations  under  Housing 

and  Rent  Act.  1947:  ,-t  oo  iai  i-jqa 

Housing,  controlled;  rent  regulation 17.93. 143.  ijy4 

Amendments  affecting  areas  In  listed  States : 

Arizona --  682.856 

Florida 4Db,  y/» 

See  also  Special  areas. 

S^////.::::::::::::::::::::::""--"-"--'«s«"'» 

Mississippi ^^'^'5?? 

New   Hampshire tj^ 

New  Jersey ^""^ 

See  also  Special  areas. 

New  York 337.85b 

See  also  Special  areas. 

North  Dakota ]{*% 

Ohio \lll 

Oklahoma {"^^ 

South  Dakota ,--     ^^^o 

Wisconsin ^^^ 

Special  areas;  regulations:  ,o  qa  ia<;  i-^o-i 

Atlantic  County.  N.  J—-" o«-oJ^i!l  Jib*  ??2t 

Miami.  Pla ^^'^Jo^J?' ?I5"  n?s 

New  York  City 18,93,144.1395 

Rooming   houses  and  other  establishments,   con- 
trolled rooms  in;  rent  regulation 18 

Amendments  affecting  areas  in  listed  States: 

Arizona 5»2.  857 

Florida 457.  978 

See  also  Special  areas. 

Georgia '"857  918 

Illinois 857.  918 

Mississippi 0^^'  °;^ 

New  Hampshire ^'^ 

New  York : 337,  Bt)/ 

See  also  Special  areas. 

North  Dakota J^45 

Ohio ^"^^^ 

Oklahoma JJJJ 

South  Dakota ^jzr^ 

•  Wisconsin °*'- 

Speclal  areas;  regulations: 

Miami.  Fla 20.  9|8 

New  York  City -— -        ^^ 

Regulations  by  document  designation;  rent  control, 
regulations  under  Housing  and  Rent  Act.  1947: 
Housing,  controlled: 
Areas,  special;  regulations: 
Atlantic  County.  N.  J.: 

Amendment  8 

Amendment  9 

Amendment  10 \^^ 

Amendment  11 ^**^^ 
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HOUSING  EXPEDITER,  OFFICE  OF— Continued 

Regulations  by  document  designation;  rent  control, 
regulations  under  Housing  and  Rent  Act,  1947— 
Continued 
Housing,  controlled — Continued 

Areas,  special;  regulations— Continued 

Miami.  Fla.:  .. 

Amendment  10_ *" 


Amendment  11 ,^_ 

Amendment  12 — *?? 

Amendment  13 »'» 

Amendment  14 ^^^^ 

New  York  City:  . 

Amendment  8 *• 

Amendment  9-— .** 

Amendment  10 \** 

Amendment  U- ^•*'"* 

Regulation: 
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Amendment  59 
Amendment  60 


17 
93 


Amendment  61 ^*- 

Amendment  62 *'i 

Amendment  63 Jrii 

Amendment  64 *22 


Amendment  65. 


627 


Amendment  66 J^ 

Amendment  67 "^ 

Amendment  68 °?? 

Amendment  69 ^i° 


Amendment  70. 


979 


19 
94 


Amendment  71 JJJJ 

Amendment  72 1"»^ 

Amendment  73 \^ll 

Amendment  74 ^•»''* 

Rooming   houses  and   other  establishments,  con- 
trolled rooms  in: 
Areas,  special;  regulations: 

Miami.  Fla.:  _. 

Amendment  9 ;" 

Amendment  10 «'° 

New  York  City;  amendment  8 i» 

Regulation: 

Amendment  59-^ ;L? 

Amendment  60 ^'f^ 

Amendment  61 ^^7 

Amendment  62 J^' 

Amendment  63 o^' 

Amendment  64 ^°i 

Amendment  65 °^* 

Amendment  66 "»/ 

Amendment  67 »*" 

Amendment  68 »'» 

Amendment  69 l"8^ 

Amendment  70 —  i***' 

HOUSING  AND  HOME  FINANCE  AGENCY: 

S?e  Federal  Housing  Administration. 
Home  Loan  Bank  Board. 
Public  Housing  Administration 
Administrator.  OflBce  of: 

Delegation  of  authority  to  Assistant  Admlni.strator 
for  Lanham  Act  Functions;  power  to  execute 
documents  relating  to  termination,  disposition, 
adoption  of  occupancy  eligibility  standards,  etc. 

HUNTING  AND  FISHING: 

Commercial    fisheries,    regulations    respecting.    See 
Fish  and  Wildlife  Service. 

Corps  of  Engineers  regulations  respecting.    See  En- 
gineers. Corps  of. 

In  Alaska.    See  Alaska  Game  Commission;  F^sh  and 
Wildlife  Service.  „m,^,., 

Irt  national  wildlife  refuges.    See  Fish  and  Wildlife 
Service. 

I 

"I  AM  AN  AMERICAN  DAY,"  1949;  proclamation  re- 
specting.   See  Presidential  documents. 
IMMIGRATION  AND  NATURALIZATION  SERVICE: 
Administrative   organization;   field  service   districts, 
transfer  of  territory  formerly  included  in  District 

No.  10  to  District  No.  12. - "« 

General   provisions;    attorneys   and   representatives, 
suspension  or  disbarment ^^* 
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IMMIGRATION  AND  NATURALIZATION  SERVICE—     p»k« 
Continued 

Immigration  regulations : 
Airports  of  entry.    See  Primary  inspection  and  de- 
tention. . 
Arrest  and  deportation: 
Hearing;  application  for  suspension  of  deporta- 
tion, for  departure  In  lieu  of  deportation,  or 

for  preexaminatlon 36 

Special  procedure,  application  by  alien  prior  to 
arrest  for  suspension  of  deportation;  photo- 
graphs to  accompany  forms 36 

Suspension  of  deportation;  Issuance  of  alien  reg- 
istration receipt  card -. 36 

Civil  air  navigation: 
Documents  for  clearance: 
Examination  In  Hawaii  of  persons  traveling  by 

air  to  mainland 505 

Passenger  manifest,  contents  of 199 

Documents  for  entry;  passenger  manifest  or  air 

passenger  manifest,  contents  of 199 

Deportation.    See  Arrest  and  deportation. 
Displaced  persons  residing  In  United  States: 

Documents  and  investigation 592 

Eligibility  for  adjustment  of  status: 

Qualifications 592 

Temporary    absence 592 

Hawaii: 
Examination  of  persons  traveling  by  air  to  main- 
land.   See  Civil  air  navigation. 
Ports  of  entry  except  by  aircraft.     See  Primary 
inspection  and  detention. 
Head  tax.  aliens  not  subject  to;  Filipinos  admitted 

for  training  or  instruction 1228 

Ports  of  entry.    See  Primary  inspection  and  deten- 
tion. 
Primary  inspection  and  detention: 
Airports  of  entry;  redesignation  of  temporary  air- 
ports of  entry  as  p>ermanent  airports  of  entry : 

C.  A.  A.  Field:  Juneau.  Alaska 157 

Sky  Harbor  Seaplane  Base;  Duluth,  Minn 157 

Ports  of  entry  except  by  aircraft : 

Hawaii;   transfer  of  jurisdiction  over  certain 

ports  of  entry 1229 

Maine;  Aroostook  Falls  Road,  deletion 1156 

Washington;    changes    In    field    service    and 

districts 731 

Nationality  regulations: 
Registry  of  aliens  under  Nationality  Act  of  1940: 

Alien  registration  receipt  card;  delivery 36 

Replacement  of  lost,  mutilated  or  destroyed  cer- 
tificate of  lawful  entry;  revocation 36 

Special  classes  of  persons  who  may  be  naturalized, 
children;  termination  of  requirement  that  child 

be  able  to  speak  English  language 1229 

Organization.    See  Administrative  organization. 
IMPORTS  AND  EXPORTS : 
Agricultural  commodities;  export  programs  for.    See 

Agriculture  Department. 
Customs  regulations  re.specting.  See  Customs  Bureau. 
Export  control.  See  International  Trade.  Office  of. 
Pi-ee  time  and  demurrage  charges  on  Import  property 
at  port  of  New  York.  See  Maritime  CommLssion. 
Germany;  Instructions,  etc..  Issued  by  Joint  Export- 
Import  Agency.  See  Army  Department 
Investigation  of  certain  import  practices,  etc.    See 

Tariff  CommLssion. 
Japan ;  trade  regulations  of  Supreme  Commander  for 

Allied  Powers.    See  Army  Department. 
Liquors,  etc..  Imported  from  Puerto  Rico;  excise  tax 

provisions.    See  Internal  Revenue  Bureau. 
Live.'ftock;  Importation  of  cattle.    See  Animal  Indus- 
try Bureau. 
Plants  and  plant  products,  restriction  on  Importation 
of.  to  prevent  spread  of  insect  pests  and  plant 
disea.<;e.s.    See  Entomology  and  Plant  Quarantine 
Bureau. 
Postal  regulations  respecting.    See  Post  Office  Depart- 
ment. 
Relief  packages  and  supplies,  shipment  of,  abroad. 
See  International  Trade,  Office  of;  Post  Office 
Department. 
Sugar;  import  quotas.    See  Agriculture  Department. 
Surplus  property  located  In  foreign  areas,  importation 
of.    See  State  Department. 
80000 — 49 5 


IMPORTS  AND  EXPORTS— Continued  Page 

Trade  agreements: 
Customs     regulations     respecting.    See     Customs 

Bureau. 
Increased  imports  resulting  from;  applications  for       i 
Investigations  respecting.    See  Tariff  Commis- 
sion. 
Proclamation  respecting.     See  Presidential  docu- 
ments. 

INDIAN  AFFAIRS  BUREAU: 

Authority,  delegations  of.  from  Secretary  of  Interior, 
to  various  officials.  See  main,  heading  Interior 
Department. 
Indian  lands,  extension  of  trust  period  on;  Executive 
order  respecting.  See  main  heading  Presidential 
documents. 
Regulations,  etc.: 

Enrollment  and  reallotment  of  Indians;   revision 
of  roll  of  Indians  of  California  approved  May 

17,    1933 294 

Heirs,  determination  of.  and  approval  of  wills : 

Appeals 1123 

Delegation  of  authority  respecting  appeals  from 
decisions    of    Examiners    of    Inheritance. 
See  main  heading  Interior  Department. 
Escheat,  delegation  of  authority  respecting.    See 
main  heading  Interior  Department. 

Rehearing 1123 

Indian  lands: 
See  also  Reservations. 

Extension  of  tru.st  periods  on  Indian  lands  ex- 
piring during  calendar  year  1949 110 

Irrigation  projects;  operation  and  maintenance: 
Charges  for  various  projects,  orders  fixing: 
Colorado     River     Indian     Irrigation     Project. 

Arizona I 1063 

Crow  Indian  Irrigation  Project.  Montana 481 

Flathead  Indian  Irrigation  Project,  proposed 
rule  making: 
Irrigable  lands  (Camas.  Jocko,  and  Mission 
Valley  divisions)  not  Included  In  irriga- 
tion   districts 933 

Irrigable  lands  (Flathead.  Mission,  and 
Jocko  Valley  districts)  within  irriga- 
tion   districts 1301 

Fort  Hall  Indian  Irrigation  Project.  Idaho; 

proposed  rule  making 697. 1327 

Wapato  Indian  Irrigation  Project,  Washington; 

proposed  rule  making 1327 

Wind  River  Irrigation  Project,  Wyoming;  pro-' 

posed  rule  making 80 

Wind   River  Irrigation   Project,   regulations  re- 
specting operation,  etc. : 
Charges.    See  Charges  for  various  projects. 

Delivery  points,  number  of 39 

Farm  units;  water  delivery,  etc 39 

Reallotment  of  Indians.    See  Enrollment. 
Reservations;    restoration  to   tribal  ownership  of 
surplus  opened  lands  on  Cheyenne  River  Res- 
ervation. South  Dakota 471 

Wills.    See  Heirs,  determination  of.  and  approval 
of  wills. 

INDIANS: 
Indian  schools;  educational  requirements  of  teachers. 

See  Civil  Service  Commission. 
Regulations  respecting.    See  Indian  Affairs  Bureau. 

INDUSTRY  COOPERATION,  OFFICE  OF.  See  Com- 
merce Department. 

INFORMATION,  statistical,  requested  by  certain  Inter- 
national organizations;  Executive  order  respecting. 
See  Presidential  documents. 

INSTALMENT  CREDIT,  consumer;  regulations.  See 
Federal  Reserve  System. 

INSURANCE.  GOVERNMENT: 

Agricultural  crops.  See  Federal  Crop  Insurance 
Corporation. 

Bank  deposits;  reporting  by  ln.sured  banks.  See 
Federal  Deposit  Insurance  Corporation. 

Housing;  insurance  of  loans,  mortgages.  See  Fed- 
eral Housing  Administration. 

Unemployment  insurance.  See  Social  Security 
Administration. 
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INTERIOR  DEPARTMENT: 

See  Alaska  Game  Commission. 
Fish  and  Wildlife  Service. 
Geological  Service. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
Mines  Bureau. 
National  Park  Service. 
Reclamation  Bureau. 

Alaska  Railroad:  ~  .  ,       ,      e^^  .,«w«. 

Delegation  of  authority  to  officials  of.    See  under 

Office  of  Secretary.  i.     j    „ 

Public   lands  withdrawn  for.     See  main  heading 

Land  Management  Bureau. 

Alaska  Road  Commission;  delegation  of  authority  to 

Chief  Engineer.     See  under  Office  of  Secretary. 

Authority,  delegations  of.  to  various  officials.     See 

Office  of  Secretary. 
Civil  Service  Rules;  certain  positions  excepted 
competitive    service    (Schedule    A).     See 
heading  Civil  Service  Commission.    *         ^  .      , 
Conservation  of  fuel  oil.  gasoline,  and  gas.  by  Federal 
agencies;  revocation  of  prior  directive  respecting, 
upon  recommendation  of  Secretary.     See  mam 
heading  Presidential  documents. 
Federal  Power  Commission,  recommendations  to.  re- 
specting   certain    power    projects.      See    Power 
projects,  below.  ,  ^        _^  ,     .„»„^ 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  oi,<i!.x- 
ecutlve  order  respecting.  See  main  heading  Pres- 
idential documents. 

^iJi'dian  reservation  lands.    See  Office  of  S^retary. 

^Grazirig  lands,  within   cei-tain   land  utilization 
projects,  transferred  to  Jurisdiction  of  De- 
partment of  Interior  from  Department  of 
Agriculture;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Mineral  lands,  within  Angeles  National  Forest. 
California,  opened  to  entry  Under  mining 
laws  on  recommendation  of  Secretary;  Ex- 
ecutive order  respecting.    See  main  heading 
Pre.sidential  documents. 
Surplus  lands,  at  Harllngen  Army  Air  Field  Texas; 
transfer  from  War  A.ssets  Administration  to 
Secretary,  for  migratory  bird  conservation  pur- 
poses.   See  main  heading  War  Assets  Admin- 
istration. ' 
National  historic  sites;  designation  of  San  Juan  Na- 
tional Historic  Site.  Puerto  Rico.    See  Office 
Secretary. 
Office  of  Secretary :  .   ^     „        . 

Authority,  delegations  of.  by  Secretary, 
officials  respecting  certain  matters: 

Ala.ska  Railroad:  .  ,  •*  >*    ,„i^» 

Counsel;  adjustment  of  certain  tort  claims- 
General  Manager: 
See  also  Various  officials  of  Department,  be- 
low. ' 
Contracts  for  construction,  supplies  or  serv- 

Ices    ^  ' 

Leases  of  space  in  real  estate  outside  District 

of  Columbia ^"'' 

Ala.ska  Road  Commission;  Chief  Engineer: 

See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services 
Leases  of  space  in  real  estate  outside  District  of 

Columbia- -r 

Bonneville  Power  Administration : 

Administrator.     See  Various  officials  of  Depart- 
ment, below.  X   ,      ♦  >* 
General  Counsel;  adjustment  of  certain  tort 

claims 

Pish  and  Wildlife  Service;  Director: 

See  also  Various  officials  of  Dtpartment.  below. 
Contracts  for  construction,  supplied  or  services 
Leases  of  space  in  real  estate  outside  District  of 

Columbia ■ 

Geological  Survey;  Director:                       ♦  >^,n,n 
Sec  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  services 
Lea-ses  of  space  In  real  estate  outside  District  oi 
Columbia 
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INTERIOR  DEPARTMENT— Continued 

Office  of  Secretary— Continued 

Authority,  delegations  of.  by  Secretary,  to  various 
officials  respecting  certain  matters— Continued 
Indian  Affairs  Buteau: 
Commissioner: 
See  also  Various  officials  of  Department,  be- 
low. 
Contracts  for  construction,  supplies  or  serv- 

Functions  relating  to  various  matters  alTect- 

ing  Indians:             ^.        «  ,  o<;« 

Appeals  respecting  Indian  affairs ^o» 

Education f° 

Forestry  and  grazing  matters ^o» 

Funds  and  fi.scal  matters f^^o 

Health  and  welfare  matters ^^o 

Irrigation  matters ^^^ 

Trade  with  Indians — ^^^ 

Tribal  ordinances  and  resolutions .—  ^o» 

in  real  estate  outside  Dis- 
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Leases  of  space 

trict  of  Columbia — --- 

Examiners  of  Inheritance;   appeals  from  de- 
cisions of.     See  under  Various  officials  of 
Department,  below.            ,     ^     .     , 
Five  Civilized  Tribes.  Superintendent  of;  cer- 
tain litigation "^:r-" 

Headquarters    officials;    authority    respecting 

deeds,  contracts,  etc rC'T^"':,' 

Navajo  Agency  Superintendent;  authority  re- 
specting Indian  affairs,  etc.------ ---- 

Osage  Indian  Agenoy  Superintendent:  certain 

oil  leases 

Regional  Counsels: 

Irrigation  works;  authority  respecting  cer- 

tain  claims  relating  to ^JJ.i 

Tort  claims;  adjustment  of  certain  claim.s  -- 
State  Directors,  certain;  authority  respecting 

Indian  affairs 7- 

Land  Management  Bureau: 

See  ^also  Various  officials  of  Department,  be- 

Contracts  for  construction,  supplies,  or  serv-    ^  ^^^ 

Lease^s^ofVpace'in'reaf  estate  outside  District 

of  Columbia ----- 

Regional  Counsels ;  authority  respecting  certain 
tort  claims 

"'isTlSrv^'r^o'ifofflclals  of  Department,  below. 
Contracts  for  construction,  supplies  or  services 
Leases  of  space  in  real  estate  outside  District  of 
Columbia 

National  Park  Service: 

^%TJllo  Various  officials  of  Department,  be- 

Cont?^cts  for  construction,  supplies  or  serv-      ^^^ 

Leases  of'spa'cViri  real  estate  outside  District 

of  Columbia r'r'V'l 

Regional  Counsels;  adjustment  of  certain  tort      ^^^ 

claims 

Office  of  Secretary  officials: 

Acting  Assistant  Secretary;  authority  of  Solici- 
tor to  act  as.    See  Solicitor. 
Assistant  Secretaries.   See  Under  Secretary  and 
Assistant  Secretaries. 

^  Cont?acu'  for  construction,  supplies  or  serv-      ^^^ 

Ipp  ____—  —  —  —  —  — — »— — —  —  —  —  —  —         • 

Documen"t7"< books,  records,  etc.),  authenti-      ^^^ 

PurchSng"offlce7;"contract7  'for  construction , 
supplies  or  service 

^°Actlng' Assistant  Secretary;  authority  to  per- 
form duties  of  absent  Assistant 
tary 

Appeals,  various  types :  -^^ 

Contract  appeals -— z-^-r- 

Examiners  of  Inheritance,  Indian  Affairs 

Bureau;  appeals  from  decisions  ol--- 
Public  land  cases ;  appeals  from  decisions  of 

Director.  Land  Management  Bureau- - 


308 


307 
308 


308 


Secre- 


308 


307 


307 
307 


INTIRIOR  DEPARTMENT— Contlnutd  P»g« 

Office  of  Secretary — Continued 
Authority,  delegation  of,  by  Secretary,  to  various 
officials  respecting  certain  matters — Continued 
Office  of  Secretary  officials — Continued 
Solicitor — Continued 

Appeals,  various  types — Continued 

Tort  claims;  appeal  from  determination  of 

certain  officials 307 

Claims: 
Irrigation  works,  determination  respecting 

claims  relating  to 307 

Tort  claims,  adjustment  of 307 

Escheat :» 307 

Patent  policies  and  procedures 307 

Under  Secretary  and  Assistant  Secretaries: 
General  delegation  of  authority  of  Secretary.      306 
Indian  affairs,  authority  for  final  disposition 

of  appeals  re.specting 258 

Puerto  Rico  Reconstruction  Administration;  Ad- 
ministrator: 
See  also  Various  officials  of  Department,  below. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  for  real  estate  outside  District  of  Co- 
lumbia   " 308 

Reclamation  Bureau: 
Commissioner : 
See   also   Various   officials   of   Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  for  real  estate  outside  District  of  Co- 
lumbia        308 

Regional  Coimsels: 
Irrigation  works ;  authority  respecting  certain 

claims  relating  to 307 

Tort  claims:  adjustment  of  certain  claims 307 

Southwestern  Power  Administration: 
Administrator: 
See   also   Various    officials   of   Department, 

below. 
Contracts  for  construction,  supplies  or  serv- 
ices        307 

Leases  for  real  estate  outside  District  of  Co- 
lumbia        308 

Chief    Counsel;    adjustment   of    certain    tort 

claims . 307 

Various   officials   of   Department;    authority   of 
heads   of  bureaus,  etc.,   respecting  various 
matters: 
App>eals: 

Contract  appeals 307 

Examiners  of  Inheritance,  Indian  Affairs  Bu- 
reau, appeals  from  decisions  of 307 

Indian  affairs,  authority  for  final  disposition 
of  appeals  respecting.    See  under  Indian 
Affairs  Bureau,  abot^e. 
Public  land  cases;  appeals  from  decisions  of 

Director.  Land  Management  Bureau 307 

Authentication  of  documents 307 

Claims: 

Irrigation  works,  claims  relating  to 307 

Tort  claims,  administrative  adjustment  of„      307 
Condemnation  proceedings;  approval  of,  etc__      308 
Contracts  for  construction,  supplies  or  services: 
Appeals;  authority  respecting  contract  ap- 
peals       307 

Bureau  heads,  authority  of 307 

Office  of  Secretary,  authority  of 308 

Escheat 307 

Leases  of  space  in  real  estate  outside  District 

of  Columbia 308 

Patent  policies  and  procedures 307 

Title  opinions;  request  for  opinion  from  Attor- 
ney General 308 

Indian  reservations;  restoration  to  Cheyenne  River 
Reservation.  South  Dakota,  of  certain  undis- 

posed-of  surplus  opened  lands 471 

National  historic  sites;  designation  of  San  Juan  Na- 
tional Historic  Site.  Puerto  Rico 871 

Oil  and  Gas  Division: 

Petroleum  conservation  orders;  redesignation 40 

Reports  and  inspection  of  facilities  and  agencies 
for  production,  etc..  of  petroleum  and  prod- 
ucts; redesignation . 40 


INTERIOR  DEPARTMENT— Continued  p^s* 
Power  projects,  certain;  recommendations  to  Federal 
Power  Commission  respecting: 
Allatoona  Power  Project,  Georgia,  sale  of  power 
from;  rates  and  charges  approved  for  limited 
period.    See    main    heading    Federal    Power 
Commission. 
Roanoke  River  Basin,  development  of: 
Opposition  by  Department  to  proposed  application 
for   license   to  construct   hydroelectric   de- 
velopment   : 1387 

Recommendation  of  Department  to  Federal 
Power  Commission  relative  to  protection  of 
fish  and  wildlife  resources 1387 

INTERNAL  REVENUE  BUREAU: 

Administrative  provisions  common  to  various  taxes; 
acceptance  of  Treasury  notes  in  payment  of  In- 
come, estate,  and  gift  taxes 481 

Denmark,  taxation  pursuant  to  treaties  with.     See  In- 
come and  excess  profits  taxes. 
Employment  taxes: 
'Certification,  pursuant  to  Internal  Revenue  Code, 
to  Secretary  of  Treasury  by  Commissioner  of 
Social  Security  of  unemployment  comp>ensa- 
tlon  laws  of  various  States  for  taxable  year. 
See  main  heading  Social  Security  Administra- 
tion. 
Collection  of  Income  tax  at  source  on  or  after  Jan- 
uary 1.  1945;  determination  of  tax: 

Supplemental  wage  payments 278 

Withholding: 

Requirement  of 273.  276 

Wage  bracket,wlthholdlng 277,  593 

Withholding  exemptions: 

Application  of 276 

Certificates 278 

When  effective ~_      278 

Rights  to  claim 277,  278 

Railroad  Retirement  Tax  Act.  employers'  tax.  em- 
ployees'   tax.    and    employee    representatives' 

tax  under 62 

Estate  and  gift  taxes;  acceptance  of  Treasury  notes 
In  payment  of  estate  and  gift  taxes.    See  Admin- 
istrative provisions  common  to  various  taxes. 
Excess  profits  tax.    See  Income  and  excess  profits 

taxes. 
Excise  taxes : 
-Admissions,  dues,  and  Initiation  fees : 
Admissions: 
Hospitalized  members  of  armed  forces  and  hos-  ' 

pltalized  veterans;  statutory  provisions.. _         61 
Rates;  exceptions  to  tax  liability  under  free  and 

reduced  rates  of  admissions gi 

•    Exemptions : 

Hospitalized  members  of  armed  forces  and  hos- 
pitalized veterans;  statutory  provisions 61 

Termination  of  exemptions,  exceptions  to 62 

Harrison  Narcotic  Law.  excise  tax  regulations  under. 

See  Narcotics. 
Liquors,  distilled  spirits,  etc.: 
Bottling  of  distilled  spirits: 
Distilled  spirits  (other  than  alcohol)  in  bond; 
domestic  strip  stamps,  exchange  and  re- 
demption, record.  Form  96  (proposed  regu- 
lation)       1039 

Tax-paid  distilled  spirits;  red  strip  stamps,  ex- 
change and  redemption,  record.  Form  96 

(proposed  regulation) 1039 

Drawback  on  distilled  spirits  and  wines: 
Bottling  without  rectification: 

Action  by  district  supervisor.  Form  1684 1065 

By   rectifiers   and    proprietors   of    tax-paid 
bottling  houses;  action  by  district  super- 

vi.sor.  Form  230 1065 

By   winemakers   or   proprietors    of    bonded 
storerooms;  action  by  district  supervisor; 

Form  230 1065 

Claim,  disposition  of;  action  on 1065 

Rectification  and  bottling: 
Application.  Form  237;  action  by  district  su- 
pervisor  I 1065 

Rectification  by  person  other  than  bottler 1065 

Gauging  manual;   proposed  changes  in  regula- 
tions respecting  stenciling,  marking,  etc 442 
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INTERNAL  REVENUE  BUREAU— Continued 
Excise  taxes— Continued 
Liquors  distilled  spirits,  etc.— Continued 
Industrial  alcohol ;  proposed  rule  making : 
Action  by  Commissioner,  original  establishment 
of  industrial  alcohol  plant,  bonded  ware- 
house, or  denaturing  plant;  Indemnity  bond 

application,   revocation 

Action  by  District  Supervisor:  ,  .,,  u 

Changes   subsequent   to   original   establish- 
ment: applications  and  reports  covering 

changes 

Original        establishment;        miscellaneous 

amendents ^^^ 

Construction:  _-_ 

Bonded  warehouses,  storage  tanks  as vw 

Denaturing    plants -— ^^^ 

Industrial     alcohol     plants;     miscellaneous 
amendments 

Storerooms:  ,     ^  ,  ^.     ^  j  ^„„i 

Specially  denatured  alcohol  bonded  deal- 

ers*  _- -- —————— 

Specially  denatured  alcohol  users' 

Definitions;   establishment,  location,  and  use 

(miscellaneous   amendments) 

Equipment:  ,      „ 

Industrial     alcohol     plants;     miscellaneous 

amendments --— 

Specially  denatured  alcohol  users  premises; 

tanks 

Operation  of  plants,  warehouses,  etc.: 
Indu.strial  alcohol  denaturing  plants: 

Approved  containers;   railroad  tank  cars 

or  tank  trucks ^^^ 

Losses    of    ethyl    alcohol;    miscellaneous 

N  amendments 

Procurement  of  alcohol,  withdrawal  per- 
mits: return  of  recovered  denatured 
alcohol  for  restoration  and  redenatura- 

tion 

Registry  of  still  "for  use"  and  "not  for  use 

on  Form  26 *'°' 

Industrial  alcohol  plants: 

Chemical   plant   producing   alcohol   as   a 

by-product—-——,— »«^ 

Distillation  of  liquid  chemicals 986 

Registry  of  stills  "for  use"  and     not  for 

u.se";  miscellaneous  amendments-.-  980,986 
Indu.strial  bonded  warehouses: 

Bottling  of  alcohol;  miscellaneous  amend- 

ments --       ^86 

Losses  of  alcohol;  miscellaneous  amend- 

ments 7— ,7—-        ' 

Marks,  brands,  and  stamps;  miscellaneous 

amendments 986,  988 

Removal   of   alcohol   from  receiving   and 

storage  tanks:  filling  of  tank  car 502 

Tax  on  alcohol,  rate  of 986 

Operations  by  dealers,  users,  etc.: 

Dealers  in  specially  denatured  alcohol : 
Disposition  of  specially  denatured  alcohol; 

destruction,   etc 

Losses  m  transit r" 'J", 

Users  of  specially  denatured  alcohol: 

Destruction  and  disposition;  miscellaneous 

amendments 

Losses  In  transit -— ^'^° 

Records    and   reports   of    manufacturers;         • 

Form  1482 — — ^»° 

Rubbing  alcohol  compound;  labels »»» 

Users  of  tax-free  alcohol: 

Losses:   miscellaneous   amendments »»; 

Receipt:  deposit  In  storeroom »»/ 

Plats  and  plans  for  Industrial  alcohol  plants, 
bonded  warehouses,  or  denaturing  Plants; 

miscellaneous  amendments »»".  ^o'* 

Qualifying  documents: 

Carriers:  other  qualifying  documents »»J 

Dealers  in  specially  denatured  alcohol;  penal 

sum 

Industrial  alcohol  plants,  bonded  warehouses, 
and  denaturing  plants;  miscellaneous 
amendments -- 

Users  of  specially  denatured  alcohol;  mlscel- 

laneous  amendments—; —  »82,  983 
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INTERNAL  REVENUE  BUREAU— Continued 
Excise  taxes— Continued 

Liquors,  distilled  spirits,  etc.— Continued 

Industrial  alcohol;  proposed  rule  making— Con. 
Qualifying  documents — Continued 

Users    of    tax-free    alcohol;    miscellaneous 

amendments -TV"" 

Recovery  of  denatured  alcohol  and  articles; 

shipment  to  denaturing  plant 988 

Requirements  governing  alternate  operation  of 
industrial  alcohol  plant  as  registered  dis- 
tillery or  fruit  distillery;  where  operation 
of  bonded  warehouse  or  denaturing  plaijt 

on  premises  is  continued 885 

Requirements  governing  changes  in  name,  con- 
trol, location,  etc.: 
Change  In  location,  premises,  construction, 
apparatus,  etc.;   miscellaneous  amend- 

ments »84.  985 

Changes  In  proprietorship «»* 

Liquors  and  articles  from  Puerto  Rico,  etc..  prod- 
ucts coming  into  United  States  from  Puerto 
Rico,  proposed  requirements  for  tax  payment 
In  Puerto  Rico  after  withdrawal  for  rectifica- 
tion or  bottling: 

Applicable  procedure ^™ 

Formula 

Gauging 

Red  strip  stamps 

Taxpayment _ 

Basis  for  taxpayment ^oJ, 

Withdrawal  for  shipment  to  United  States 

Production  of  brandy;  additions  of  burnt  sugar 
or  caramel  to  brandy,  proposed  amendments- 
Rectification    of    spirits    and    wines;    red    strip 
stamps,  exchange  and   redemption,  record. 

Form  96  (proposed  regulation^ 1040 

Sales  by  wholesale  and  retail  dealers,  special  tax 

on.    See  Wholesale  and  retail  dealers. 
Warehousing  of  distilled  spirits;  proposed  rule 
making: 

General  provisions;  application,  label,  etc 

Losses  of  distilled  spirits;  records  of  tax  remis- 
sion allowance 

Samples  of  distilled  spirits  other  than  brandy 

or  fruit  spirits 959.  960 

Tax-frfee  samples  of  brandy  or  fruit  spirits: 

For  laboratory  analysis;  number  and  size.-.       959 
For  other  than  laboratory  analysis;  red  strip 

stamps,  etc..  revocation 959 

Wholesale  and  retail  dealers: 
Stamps,  special  tax: 
Corrections  of  errors  discovered  on  inspec-. 


597 
597 
&97 
597 


597 
1301 


960 
959 
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Missing  stamps l^^O 

Taxes,  special: 

Lawful   sales   by   retail   dealers;    wholesale 

sales ^^^^ 

Sales   at  National  Military  Establishment; 

ship's  stores,  etc HIO 

Manufacturers'  sales;  mechanical  refrigerators,  etc.. 
for  period  beginning  November  1. 1942.  proposed      . 

rule  making ^83 

Marihuana  Tax  Act  of  1937.  excise  tax  regulations 

under.    See  Narcotics. 
Narcotics  \ 

Harrison  Narcotic  Law,  joint  regulations  with 
Narcotics  Bureau: 
Order  forms: 

Execution  of ^^^ 

Filing  of .- J20 

Pilling  of— l\l 

Procurement,  manner  of 5iy 

Returns  of  manufacturers  and  wholesalers:  eli- 
mination of  certain  detailed  information  in 
monthly  returns: 

Manufacturers;  Form  810b.  dispositions 520 

Wholesale  dealers;  Form  811b;  dispositions.      520 
Marihuana  Tax  Act  of  1937;  joint  regulations  with 

Narcotics    Bureau ^  ion 

Definitions;  meaning  of  terms 18" 

Information  returns  and  records: 

Records;  processing  by  millers j8- 

Returns;  millers ^"^ 
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INTERNAL  REVENUE  BUREAU— Continued  ^»Be 

Excise  taxes — Continued 
Narcotics — Continued 

Marihuana  Tax  Act  of  1937;  joint  regulations  with 
Narcotics  Bureau — Continued 
Taxes : 
Special  taxes: 
Cla.ssiflcation: 

Millers 182 

Rates  of  tax 181 

Registration : 

Investigation  of  millers'  applications 181 

•  Persons  liable 1 I8I 

Stamps  for.  issuance  of 182 

Transfer  taxes;  exceptions: 

Transfer  of  plant  Cannabis  sativa  L 182 

When  order  forms  not  required;   certain 

transfers 182 

Refrigerators,    mechanical ;    proposed    change    in 
excise  tax  regulations  respecting.    See  Manu- 
facturers' sales,  above. 
Gift  taxes.    See  Estate  and  gift  taxes. 
Harrison  Narcotic  Law.  tax  regulations  under.    See 

Excise  taxes. 
Income  and  excess  profits  taxes: 
Excess  profits  taxes: 
See  also  Treaties,  taxation  pursuant  to.  below. 
Treasury  notes,  acceptance  of,  in  payment  of  ex- 
cess profits  taxes.    See  Administrative  provi- 
sions common  to  various  taxes. 
Income  tax: 

See  also  Treaties,  taxation  pursuant  to.  belotc. 
Taxable  years  beginning  after  December  31. 1941: 
General  provisions: 
Computation  of  net  income: 
Credits  against  net  income;  personal  ex- 
emption, surtax  exemptions,  and  ex- 
emptions for  both  normal  tax  and  sur- 
tax: 
Taxable  years  beginning  after  December 

31.  1945.  and  before  January  1,  1948.       820 
Taxable  years  beginning  after  December 
31,  1947  (blind,  dependents,  personal 
or  husband  and  wife,  old-age,  etc.)  -      820 
Deductions: 

Blind  individuals,  special  deduction  for-       819 
Federal  duties  and  excise  taxes,  taxable 

.    years  ending  prior  to  1946 931 

Medical,  dental,  etc.,  expenses 819 

Standard  deduction 819 

Exclusions  from  gross  income; 

Annuities jso 

Life   insurance;    endowment    contracts 

etc 180 

Services  of  child 818 

Inventories  of  livestock  raisers  and  other 

farmers,  option _  61 

Estimated  tax : 
Declarations  for  certain  taxable  years: 
Taxable  years  beginning  after  Etecember 
31,  1944,  and  beginning  before  Janu- 
ary 1,  1948 823 

Taxable  years  beginning  after  December 

31.  1947 823 

Form  and  contents  of  declaration 824 

Joint  declarations  of  husband  and  wife 824 

Time  and  place  for  filing  declarations; 
years   beginning   after  December   31, 

1943 824 

Rates  of  tax: 

Combined  normal  tax  and  surtax  In  case  of 
joint  return  of  husband  and  wife  for 
taxable  years  beginning  after  Decem- 
ber 31.  1947 818 

Individuals,  reduction  of  tax  on  income  of.      817 
Surtax: 

Computation 818 

General  provisions: 

Taxable  years,  beginning  after  Decem- 
ber 31, 1945,  and  before  January  1. 

1948 817 

Taxable  years  beginning  after  Decem- 
ber 31.  1947. 817 

'Limitation  on  amount 818 

Returns  and  payment  of  tax: 

Individual  returns 822 

Minor,  return  of  income  of 823 


INTERNAL  REVENUE  BUREAU— Continued  ?»»« 

Income  and  excess  profits  taxes — Continued 
Income  tax — Continued 

Taxable    years    beginning    after    December    31, 
1941— Continued 
Supplemental  provisions: 
Computation  of  net  income:  bksis  of  property     . 
acquired  by  bequest,  devise,  or  inheri- 
tance   .      825 

Estates  and  trusts: 

Credits  to  estate,  trust,  or  beneficiary 827 

Income  of 828 

Individuals  with  gross  income  from  certain 
sources  of  $3,000  or  less: 
Manner  of  election  to  compute  tax  under 

Supplement  T 828 

Rules  and  application  of  schedule  (in  sec- 
tion 400) .. 828 

Scope  and  application  of  Supplement  T 827 

Insurance  companies;  computation  of  reserve 

and  other  policy  liability  credit 828 

Nonresident  alien  individuals;  return  of  in- 
come        827 

Overpayments,   claims   for   refund    (correc- 
tion)         39 

Rates  of  tax;  computation  of  tax  for  taxable 
years  beginning  -in  1947  and  ending  in 

1948 825 

Returns  and  payment  of  tax;  returns: 

Cases  where  no  return  of  information  re- 
quired  : 827 

Fiduciary  returns ^ 826 

Guardian  or  committee  returns 826 

Information  as  to  payment  of  $600  ($500  for 

years  prior  to  1948 » 826 

Information  as  to  payments  to  employees 826 

Treasury  notes,  acceptance  of.  in  payment  of  in- 
come taxes.     See  Administrative  provisions 
common  to  various  taxes. 
Treaties,  taxation  pursuant  to: 
Denmark,  taxable  years  beginning  after  Decem- 
ber 31.  1947 , 1123 

Netherlands,  taxable  years  beginning  January  1. 

1947 1033 

Marihuana  Tax  Act  of  1937.  tax  regulations  on  nar- 
cotics under.    See  Excise  taxes. 
Netherlands,  taxation  pursuant  to  treaties  with.    See 

Income  and  excess  profits  taxes. 
Social  security  taxes.    See  Employment  taxes. 
Treasury  notes,  acceptance  of.  In  payment  of  Income, 
estate,  and  gift  taxes.    See  Administrative  pro- 
visions common  to  various  taxes. 
Treaties,  taxation  pursuant  to.    See  Income  and  ex- 
cess profits  taxes. 

INTERNATIONAL  AGREEMENTS: 

Income  tax  conventions  with  Denmark  and  Nether- 
lands; income  tax  regulations.  See  Internal  Rev- 
enue Bureau. 

International  Civil  Aviation.  Convention  on;  annexes 
to.    See  Civil  Aeronautics  fioard. 

International  (North  American)  broadcasting  agree- 
ment.   See  Federal  Communications  Commission. 

International  trade  agreements.  See  Trade  agree- 
ments. 

INTERNATIONAL  BANK  FOR  RECONSTRUCTION 
AND  DEVELOPMENT,  furnishing  statistical  infor- 
mation to;  Executive  order  respecting.  See  Presi- 
dential documents. 

INTERNATIONAL  CIVIL  AVIATION  ORGANIZATION; 
See  Civil  Aeronautics  Board. 

INTERNATIONAL  MONETARY  AND  FINANCIAL 
^OBLEMS.  NATIONAL  ADVISORY  COUNCIL 
ON.  See  National  Advisory  Council  on  Interna- 
tional Monetary  and  Financial  Problems. 

INTERNATIONAL  MONETARY  FUND,  furnishing  sta- 
tistical information  to;  Executive  order  respecting. 
See  Presidential  documents. 

INTERNATIONAL  ORGANIZATIONS : 

International  Civil  Aviation  Organization;  annexes 
to  convention  of.    See  Civil  Aeronautics  Board. 

Statistical  information  requested  by  intergovernmen- 
tal organizations,  furnishing  of.  by  Federal  agen- 
cies; Executive  order  respecting.    See  Presiden-  . 
tial  documents. 
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INTERNATIONAL  TRADE,  OFFICE  OF: 

Appeals  with  respect  to  regulations,  etc..  of  Office;  es 

tablishment  of  Appeals  Board  to  consider 

main  heading  Commerce  Department. 
Export  control:  ,  j  j  i  „„ 

Authority,  delegations  of.    See  Orders  and  delega- 

Commodkies.  Positive  List  of.    See  Positive  List  of 

Commodities. 
General  regulations: 

Authenticated  shipper's  export  declaration. 

Procedure  for  authentication fJJ^» 

■     Licen^ses" arid" amendments;   failure   to   disclose 
prior  detention  of  commodities  by  customs.- 

Presentation  for  export -  — —  S^-  ^^^ 

Commodities;  use  of  license  or  other  author- 
ization for  export  shipments 

Presentation  of  shipper's  export  declarations; 

commodity  de.'jcription -- 

Gift  parcels;  general  license  and  license  for  mul- 
tiple shipments.    See  under  Licenses. 

Blanket  <BLT)  licenses:  commodities  subject  to 
procedure  

G-^nerallicenses:  ..„x  c...  mm    nno 

Exportation  of  relief  shipments  "RLS 1081.  1382 

General    in-transit    license    "GIT";    excepted 

commodity  list 83^'  ^^^^ 

General  license  for  gift  parcels -—      «'» 

See  also  Gift  parcels,  multiple  shipments  of. 
General  license  "GRO";  specified  commodities 

exportable lij^ 

General  license  "G-UNO" -  38,  1250 

Shipments  of  limited  value  "GLV";  special  pro- 
visions: * 

Meat   products ^"o^ 

Streptomycin;    deletion — -      oio 

Gift  parcels,  multiple  shipments  of.  licenses  for; 

revision 

See  also  under  General  licen.ses. 
Individual  and  other  validated  licenses;  provisions 

Applicability  a.id  general  provisions;  individual 

and  other  types  of  validated  licenses 89 

Special  provisions  concerning  applications  to 
export  certain  commodities: 

Machinery  and  parts 1394 

Manila  or  sisal  fibers , ^^o 

Weight  and  volume  tolerance »»* 

Privileges;  suspension  of.     See  Suspension. 
Licensing  policies  and  related  special  provisions: 
Export  licensing  general  policy: 
•      Accepted  orders;  evidence  and  certification  in 

lieu  thereof 336 

Commodities  subject  to ^^»'  i"«>^ 

Special  provisions: 
Diamonds: 

Application   requirements *"» 

Definitions -;--      *"^ 

Return  of  loose  industrial  diamonds  and  dia- 
mond dust  or  powder  without  license. ._     1343 
Iron  and  steel  products: 

Amendments  and  extensions 1-J»4 

Applications: 

Restrictions  on  number 3"o 

Time  for  submission  and  action 506 

Validity  period 1^94 

Lumber,  processing  code  LUMB;  deletion 409 

Soda,  caustic;  deletion *09 

Steel  products.    See  Iron  and  steel  products. 

Tinplate .- ^^S 

Orders  and  deiegatlorvs  of  authority;  shippers  ex- 
port declarations,  miscellaneous •     224 

Positive  List  of  Commodities,  and  related  matters: 
interpretations.  Appendix  B:  export  of  machines 
containing  tool  or  device  incorporating  dia- 
monds       *** 

PosUlve  list,  APP'^?,^^;' *i:-,V5:  V5V;mV.-lT00Vl-250.  1438 
Suspension  of  licen.se  privileges: 

Catarevas.  C ^*^ 

Chalex  Overseas  Co ^*^ 

Gcrmark  Chemical  Specialties  Co mj 

Outride.  Philip  S Yoi 

Levcnstein.  Benjamin  D *^^ 
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INTERNATIONAL  TRADE, 
Export  control— Continued 

Suspension  of  license  privileges— Continued 

Mitchell.  Henry  H .— - .    _ 

Nelson.  A..  &'Co ^^-iZ 

Nelson.  A..  Danielle  L.  and  Murray  M ^-     l^JJ 

Nelson.  Murray  M.,^nc J^^^ 

Nel.sons  Trading  Hofise J"^;( 

Netter.  Emile  V.  and  Ruth {"^^ 

Oleynick.  L..  &  Co {^^f 

Oleynick.  Leah tfi^ 

Robinson.   Henry -. » *^^^ 

Sheldon  Merchandising  Corp ^^^ 

Sweid.  Sheldon y/i 

Talve  I.  D..  M.  and  Roz  (Roslyn) J^o 

Talve.  I.  D..  Trading  Co ^^^ 

Talvi.  S 

Traders  Syndicate,  Inc 

Vasco,  Aribert  J 

Victor.  Hans  S 

Vilco.  Inc 

vyorld  Over  Tire  Agency.  Inc 

INTERSTATE  COMMERCE   COMMISSION: 

Accounts,  uniform  system  of.    See  Uniform  system  of 

accounts.                                               ,                „. 
Agreements,  carrier,  relating  to  rates,  fares,  reputa- 
tions, etc. ;  applications  filed  by  listed  applicants 
for  approval  of  stated  agreements: 
American  Barge  Line  Co.,  Pittsburgh.  Penna.;  agree- 
ment among  water  carriers,  establishing  Water- 
ways Freight  Bureau 

American  Vanlines.  Inc.;  agreement  among  mem- 
bers of  Independent  Movers'  &  Warehousemen  s 

A.s.sociation.  Inc ^-- 

Christian.  C.  B..  So.  Haven.  Van  Buren  County. 
Mich.:  agreement  among  motor  carriers,  per- 
taining to  General  Tariff  Bureau,  Inc 

Coast  Transportation  Co..  Inc..  Coyle  Unes  Inc.  and 
Dixie  Carriers.  Inc.:  agreement  among  water 
carriers,   establishing   Inland   Water  Carriers 

Freight  Association -       ^^^ 

Kerr    Joseph  G.;  agreements  among  rail  carriers 

and  Pullman  Company,  members  of  Southern 

Freight    Association.    Southern    Classification 

Committee  or  Southern  Pas.«:enger  As.sociation.       138 

National  Bus  Traffic  A.s.sociation.  Inc.;  agreement 

among  motor  carriers  of  passengers a^^o 

Silver  Fleet  Motor  Express.  Inc. ;  agreement  among 
members  of  American  Trucking  Associations. 
Inc.  and  certain  rail  and  water  carriers  and 

freight   forwarders riT'i,"   ",""" 

Southern  Railway  Company  and  W.  T.  Farley; 
agreement  among  members  of  Association  or 

^^^(faiKncain  Railroads 2oa,  JiJ 

Annual  reports.     See  Reports. 

As.'^ignment  of  work.    See  Organization  and  assign- 
ment of  work. 
Bonds,  surety:  motor  carriers.    See  Motor  carriers. 
Bureaus  of.     See  Organization. 
C&r  scrvic6  * 
Charges;  free  time  reduced  on  coal  at  North  Atlan- 

tic  ports,  order  vacated —       226 

TwQ-for-one  and  follow-lot  rules,  suspen.sion  of.  on 
flat  cars  loaded  with  trailers  in  Oregon  and 

Washington;  order  .suspended 6»7 

Carrier  agreements,  applications  for  approval  of.    See 

Agreements. 
Charges: 

Expre.ss,  freight,  motor  carrier,  etc.    See  Ttates. 
Free  time.    See  Car  service. 
Less-than-carload  trafBc.    See  Credit. 
Coal,  at  North  Atlantic  ports,  charges.    See  Car  serv- 
ice. 
Credit,  exten.sion  of,  to  shippers;  charges  on  less-than- 
carload  traffic 

Electric  railways:  „     „  ,,  *  _  „f 

Accounts,  uniform  system.    See  Uniform  system  of 

accounts. 
Reports,  annual.     See  Reports. 
Explosives  and  other  dangerous  articles,  transporta- 

tion  of;  regulations  amended J^*^ 

Commodity  list  of  explosives,  etc "a" 

General  Informatipn  and  regulations "*» 

Highway,  public;  common,  contract  or  private  car- 
riers by— ^^°^ 
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INTERSTATE   COMMERCE   COMMISSION— Con.  Page 

Elxplosives  and  other  dangerous  articles,  transporta- 
tion of;  regulations  amended — Continued 

Rail  freight  carriers 1355 

Shippers 1350 

Shipping  container  specifications 1353 

Flat  cars  loaded  with  trailers  :n  Oregon  and  Washing- 
ton; suspension  of  order  respecting  two-for-one 
and  follow-lot  rules.    See  Car  service. 
Pollow-lot  and  two-for-one  rules.    See  Car  service. 
Free  time;  charges.    See  Car  service. 
Freight  forwarders: 
Bureaus  of  Commission.    See  Organization. 
Carrier  agreements;  applications  for  approval.    See 

Agreements. 
Reports,  annual.    See  Reports. 
Freight  rates,  increased.     See  Rates. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Exec- 
utive order  respecting.     See  main  heading  Presi- 
dential documents. 
Insurance  policies;  motor  carriers.    See  Motor  car- 
riers. 
Intrastate  rates,  Florida ;  Investigation  of.    See  Rates. 
Investigations.    See  Rates. 
Less-than-carload  traffic,  charges;  extension  of  credit. 

See  Credit. 
Motor  carriers: 

Carrier  agreements;  applications  for  approval.    See 

Agreements. 
Explosives  and  other  dangerous  articles;  transpor- 
tation.   See  Explosives. 
Passenger  and  express  tariffs  and  schedules;   re- 
leased rates,  express  service 359, 1127 

Authority  for  released  rates  must  be  shown  in 

tariff 1127 

Notation  required  on  receipts 1127 

Rates.  Increased,  in  New  England.    See  Rates. 
/  Reports,  annual.    See  Reports. 

Surety  bonds  and  policies  of  insurance: 

Commodities  exempted  from  cargo  security  re- 
quirements; cancellation 1234 

Surety  bond,  insurance  policy,  or  other  securities!     1284 
Organization  and  assignment  of  work: 

Assignment  of  duties  to  divisions;  Division  4 354 

Bureau  organization;  Bureau  of  Formal  Cases,  func- 
tions  1159    1385 

Bureaus  of  Commission,  reporting  by;  Water  Car-  ' 

riers  and  Freight  Forwarders  Bureau 582 

Personnel;  further  exemption  of  John  Monroe  John- 
son from  compulsory  retirement  for  age.  Execu- 
tive order  respecting.    See  main  heading  Presi-  " 
dential  documents. 
Pipeline  carriers;  reports.    See  Reports. 
Practice,  special  rules;  increased  motor  carrier  rates 

In  New  England.    See  Rates. 
Procedure,  special  rules;  hearing,  all-rail  commodity 
rates  and  Pacific  coastwise  water  rates.  See  Rates 
Rates : 
All-rail  commodity  rates  between  California.  Ore- 
gon   and    Washington    and   Pacific   coastwi.se 
water  rates;  notice  of  hearing  and  special  rules 

of  procediu-e 392 

Carrier  agreements  respecting;  applications  forap- 

proval  of.    See  Agreements. 
Florida  Intrastate  rates.  Increases  in;  institution  of    . 

Investigation  and  assignment  for  hearing 392 

Freight,  Increased  rates,  1948;  presentation  of  testi- 
mony In  and  scope  of  hearings  assigned  for 
listed  cities,  notices  to  parties  and  counsel.,  513.  606 
Motor  carrier.  Increased  rates  in  New  England.  1949; 
institution    of    Investigation,    assignment    for 

hearing  and  special  rules  of  practice 785 

Posting  of,  at  stations.    See  Tariffs. 
Released  rates,  express  service;  passenger  and  ex- 
press tariffs  and  schedules.    See  Motor  carriers. 
Reports: 
Electric  railways;  annual  reports  in  accordance  with 

Form  G 414 

Freight  forwarders;  annual  reports  In  accordance 

with  Form  F-a 414 

Motor  carriers: 
Class  I.  property  and  passengers;  annual  reports 
in  accordance  with  Motor  Carrier  AmiUal 
Report  Form  A .. _jj,„.-,-.»,».      894  | 
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I  INTERSTATE   COMMERCE 
Reports — Continued 
Motor  carriers — Continued 
Other  than  Class  I: 
Passengers,  carriers  of;  annual  reports  in  ac- 
cordance with  Motor  Carrier  Annual  Re- 

poTt  Form  C ^ 

Property,  carriers  of;  annual  reports  in  accord- 
ance with  Motor  Carrier  Annual  Report 

Form   B 

Pipeline  carriers,  annual  reports  in  accordance  with 

Form  P 

Steam  railways: 
Large  and  medium;  annual  reports  in  accordance 

with  Form  A 

Supplement  to  foim  prescribed;  Supplemental 
Consolidated  Statistical  Statement  waived 

for  1948 

Lessors  to;   annual  reports  in  accordance  with 

Form  E 

Operating  statistics,  monthly  reports  in  accord- 
ance with  listed  forms 

Small;  annual  reports  in  accordance  with  Form 

C 

Switching  and  terminal  companies: 
Large  and  medium;  annual  reports  in  accordance 

with  Form  A 

Operating  statistics,  monthly  reports  in  accord- 
ance with  listed  forms 

Small;  annual  reports  in  accordance  with  Form  D_ 
Terminal  companies.    See  Switching  and  terminal 

companies.  , 

Water  carriers;  annual  reports: 
Class  A  and  Class  B;  reports  in  accordance  with 

Form  M 

Class  C;  reports  in  accordance  with  Form  K-C--_ 
Inland  and  coastal  waterways;  reports  in  accord- 
ance with  Form  K-A 

Steam  railways;  reports.    See  Reports. 

Surety  bonds;  motor  carriers.    See  Motor  carriers. 

Switching   and   terminal   companies;    reports.     See 

Reports. 
Tariffs: 

See  also  Rates. 

Passenger  and  express.    See  Motor  carriers. 
Posting  of.   at  stations;    location   of   public   files, 
amendments  respecting  listed  railroads: 
Louisville  and  Nashville  R.  R.  Co.;  Alabama  post- 
ing   point    changed    from    Montgomery    to 

Birmingham 

Minnesota.  Dakota  &  Western  Ry.  Co. ;  complete 
file  not  necessary  at  point  on  line  if  main- 
tained in  general  office.  Minneapolis 

Terminal    and    switching    companies;    reports.    See 

Reports. 
Two-for-one  and  follow-lot  rules.  See  Car  service. 
Uniform  system  of  accounts,  electric  railways;  oper- 
ating expense  accounts,  operation  of  commimica- 
tions  systems  (modifications  effective  May  1.  1949 
unless  otherwise  ordered,  and  filing  of  objec- 
tions)  

Unloading  orders;  Southern  Ry.,  coal"  at  Charleston" 

s.  c ; 

Water  Carriers  and  Freight  Forwarders  Bureau,  re- 
porting by.    See  Organization. 
Water  carriers: 
Carrier  agreements;  applications  for  approval.    See 

Agreements. 
Reports,  annual.    See  Reports. 

IRRIGATION  PROJECTS.    See  Indian  Affairs  Bureau; 
Reclamation  Bureau. 


JAPAN: 
Foreign  trade  and  financial  Investments  In;  regula- 
tions, etc..   by  Supreme  Commander  for  Allied 
Powers.    See  Army  Department. 
Mail  to ;  postal  regulations  respecting.    See  Post  Office 

Department. 
Property  of  nationals  of;  vesting  orders,  etc.,  resjiect- 
Ing.    See  Allen  Property,  Office  of. 
JOINT     EXPORT-IMPORT     AGENCY.     British     and 
American    zones    of    Germany;    instructions    and 
memoranda.    See  Army  Department. 
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JUSTICE  DEPARTMENT: 

Sec  Alien  Property,  Offlce  of.      ^.       _      . 
I nimigration  and  Naturaltzatton  service. 

Voluntary  plans  for  allocation  of  iron  and  steel  and 
products,  for  requirements  of  various  agencies 
and  industries:  approval  of  plans  by  Attorney 
General  for  purpose  of  gramting  immunity  rrom 
anti-trust  laws  and  Federal  Trade  Commission 
Act     See  main  heading  Commerce  Department. 


LABOR   DEPARTMENT: 

Sec  Child  Labor  Branch. 

Public  Contracts  Divi.'sion. 
Wage  and  Hour  Division.  ...» 

Information,  statistical,  requested  by  certain  Interna- 
tional organizations,  collection  of;  Executive  order 
respecting.    See  main  heading  Presidential  docu- 
ments. 
LABOR  DISPUTES,  emergency  boards  to  Inve.stlgate; 
Executive  order  respecting.    See  Presidential  docu- 
ments. 
LAND  MANAGEMENT  BUREAU: 

Authority,  delegations  of:  ^    .  ,  *     ♦ 

From   Director  to   Regional   Administrators. 

Organization. 
Prom  S:?cretary  of  Interior  to  various  officials. 
main  heading  Interior  Department. 
Organization  and  procedure: 

DelegaticJh  of  authority,  by  Director: 
See  also  O  kC  Advisory  Board. 
To  Regional  Administrators: 

AdminL-^tratcrs.  except  Region  II  adminis- 
trator- functions  with  respect  to  various 
statutes,  determination  of  liability  for  tres- 

pa.ss  on  public  lands — --      ^*° 

Initiation    of    Government    contests    against 

claims  as.serted  to  public  lands ia»o 

O  &  C  Advi-sory  Board:  designation  of  Regiorial  Ad- 
ministrator of  Region  I  as  ex  officio  member  or 
and  authorization  to  act  as  representative  of 

Director  for  certain  purposes 

Procedure;  withdrawals  (of  pubUc  lands),  revoca- 
tion  


See 


See 


1137 
98 


Executive  orders  and  proclamations  respecting  cer- 
tain public  lands  opened  to  entry,  etc.  See 
main  heading  Presidential  documents. 

Air-navigation    sites;    withdrawals    of    lands    in 
various  States.     See  under  Withdrawals. 

Ganje  ranges,  etc.:  i„„^c 

Insert  Game  Range.  Nevada,  described  land.s 

eliminated   from:   prior  order   (to    mm) 

partially   revoked w."'r""n"'" 

Tongue  River  Deer  Refuge  and  Winter  Pas- 
ture Wyoming;  withdrawal  of  lands  for. 
u.se  of  Wyoming  State  Game  and  Fish 
Commission *'^*' 


1086 


870 


226 


Grazing  lands: 

See  also  Game  ranges.  

Idaho;  use  of  certain  lands  for  grazing  as 
agreed  upon  by  Secretaries  of  Navy  and 
Interior,  modification  of  PLO  318  to  per- 
mit use — .""■"" 

Land  utilization  projects,  transfer  of  jurisdic- 
tion over  certain  tracts  of  grazing  lands 
within-   Executive   order   respecting.    See 
main  heading  Presidential  documents. 
Lands  opened  to  entry  by  veterans  and  general 

Al^ka''                       -  350,  384.  601,  796.  797.  870.  957 
Ar^na 509.  802,  841.  1137.  1219 

Co.oraac__..:- - -  .01.  .02.  »04.   1006 

Idaho 803 

NeTadr "."."-Vm  46975097510.  715.  1414 

Sew  MexTc^7.V;— —  602.  603.  1015.  1047.  1088.  1326 
.-.,     .  _  lOOo 

wyomrnv:::::::::::*::::-"-------^ 


1007 


858 


1014 


958 


79 


LAND  MANAGEMENT  BUREAU— Continued 

Public  lands— Continued 
Orders,  etc.— Continued 

Mineral  lands:  „  i*u,«..omr» 

Alaska;  coal  deposits  in  described  withdrawn 

lands  reserved  for  use  under  act  of  October 

20  1914 

California;  lands  within  Angeles  National  For- 
est, opened  to  entry.     See  mam  heading 
Presidential  documents. 
National  forests: 

Chugach  National  Forest:  ,    ^      ^v,  ^ 

Air-navigation  site  withdrawal;  descnbed 

tract  excluded  in  connection  with  --- 

Forest  Service  \ise;  land  withdrawn  for, 

as  addition  to  Juneau  Administrative 

gj^ 1007 

Tongass  National" Forest;  lands  withdrawn 
for  use  of  Forest  Service,  as  administra- 

Juneau  Admini-stratlve  Site,  addition-  1007.  1014 

Marine   station,   in   southern   division   of 

forest 

California:  .   ,      ,      .     ,^ 

Angeles  National   Forest,   certain   lands   In. 

opened    to    entry    under    mining    laws; 

Executive   order   respecting.     See   mam 

heading  Presidential  docurpents. 
Lassen  and  Plumas  National  Forests:  trans- 

fer  of  described  lands  between 796.  »18 

Sawtooth     National     Forest;     addition     to 

Kctchum    Ranger    Station    site,    land      ^ 
•    withdrawn  for  Forest  Service  u.se-  696.  as 

Targhee  National  Forest;  lands  transferred 

from  Salmon  National  Forest  to 

National  monuments: 

Channel  Islands  National  Monument.  Cali- 
fornia, enlargement;  proclamation  re- 
specting. See  main  heading  Presidential 
documents.  ,,    ,         ... 

Glacier  Bay  National  Monument.  Alaska,  witn- 
drawal    orders    respecting    certain    lands 

(EO's  2854.  2938>  revoked -  ----- 

Power  site  reserves,  restoration  of  lands;  Call- 

fornla.  No.  364 '^^^'  ^^^ 

Range  lands,  game.     See  Game  ranges. 
Reclamation  projects;  lands  within  various  proj- 
ects opened  to  entry : 
Arizona:  can 

Colorado  River  Storage  Project ^-^ 

Hassayampa  Project -.^-r"^ sOQ 

California:  Colorado  Rlv^r  Storage  Project 509 

Colorado:  „    .    ^  Rn2 

Blue-South  Platte  Project. H"^ 

Colorado-Big  Thompson  Project— 801,  »U4 

Idaho :  oqo 

Boise   Project Z^. 

Gooding  Project "—.--:- roq 

Montana:  Missouri  Ba.sln  Project—- »"J 

Nevada;  Colorado  River  Storage  Project soj 

Wyoming;  Sho.shone  Project ou<» 

Shore  space  reserves.  Alaska:  restorations: 

No.  407 

No.  411 

No.  412—, — 

No.  413 

Small  tract  classifications: 
Alaska: 

No.  2 

No.  8 . 

No.  9 

Arizona: 

No.  14 

No.  15 

California:  ,«, 

No.  109 ^^^ 

No.  113 

No.  114 - 

No.  116 

No.  117 

No.  118 

No.  119 

No.  120 

No.  121 


695 


80 
384 
922 
922 
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LAND  MANAGEMENT  BUREAU— Continued  P»e« 

Public  lands — Continued 
Orders,  etc. — Continued 
Small  tract  classillcations — Continued 
California — Continued 

No.  122 468 

No.  125 716 

No.  126 716 

No.  128 1336 

No.  130 1413 

No.  131 _ 1413 

No.  132 1414 

No.  133_ 1337 

•     No.  134 1444 

Nevada : 

No.  14 205 

No.  15 _ 469 

No.  16 469 

No.  18 510 

No.  20 715 

No.  21 1414 

New  Mexico: 

No.  16- -_ 602 

No.  17- 603.  1047 

No.  18 1015 

No.  19 1088 

Stock     driveway     withdrawal.     Wyoming.     See 

Withdrawals. 
Survey,  notice  of  filing  of  plats  of: 

Arizona 1047.    1137 

Wyoming 1158 

Townsltes.    Alaska:    described    tracts    originally 
withdrawn  for  townsite  purposes  reserved  for 
stated  purposes: 
Air-navigation  site;  lands  for.  excluded  from 

prior  withdrawal   «EO  1919»2) 858 

Alaska  Railroad  reserve;  prior  order  (EO  8480) 

modified 1175.   1198 

Wildlife  refuges: 

See  also  Game  ranges. 

Havasu  Lake  National  Wildlife  Refuge,  Arizona 

and  California;  addition  of  certain  lands__      857 
Tongue  River  Deer  Refuge  and  Winter  Pasture. 
Wyoming;  withdrawal  of  lands  for  use  of 
Wyoming  State  Game  and  Fish  Commis- 
sion  858,  870 

Withdrawals,  of  certain  lands: 
Ala.ska: 
Alaska  Communication  System,  lands  for- 
merly withdrawn  for  use  of,  as  receiving 
station;  withdrawal  order  (E0  7448)  par- 
tially revoked 226.  228 

Alaska  Railroad: 
Lands  formerly  reserved  for  use  of  Alaska 
Communications  System,  reserved  for 

use  of  Railroad 226.  228 

Lands  formerly  reserved  for  use  of  Railroad, 
reserved  for  use  of  Army  Department 
In  connection  with  Fort  Richardson; 
prior  withdrawal  orders    (EO's  2242. 

2437.  2728)  partially  revoked 226,  228 

Railroad  reserves;  lands  withdrawn  for  use 

as 146.  1175,  1198 

Terminal  and  station  grounds  and  gravel 

pits;  lands  withdrawn  for  use  as 696,  715 

Townsite  purposes  In  connection  with  con- 
struction   and    operation    of    railroad 
lines,    lands    formerly    reserved    for; 
prior  order  (EO  8480)  modified—  1175,  1198 
Army  (War)  Department: 

Airfield 459 

Fort  Richardson;  lands  reserved  for  use  In 

connection  with 226,  228 

Military  purposes: 
Withdrawal  order  (PLO  48)  revoked.—      957 
Withdi'awal  order  (PLC  177)  revoked-..     1007 
Withdrawal   orders    (EO's  of  December 
31,    1898   and   November   21.    1902) 
partially  revoked;  correction  in  de- 
scription       323 

Military  reservation;  withdrawal  order  (EO 

8102)  partially  revoked 546,  548 

Washington-Ala.ska  Military  Cable  and 
Telegraph  System;  withdrawal  order 

(EO  6269)  partially  revoked 958 

80000—49 6 


LAND  MANAGEMENT  BUREAU— Continued  P<^ 

Public  lands — Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
Alaska— <^ontinued 
Civil  Aeronautics  Administration;  air-navi- 
gation site  withdrawals: 

No.  243.  description  corrected 323 

No.  246 858 

No.   247 — 957 

Classification  and  examination  and  in  aid  of 
proposed  legislation;   withdrawal  order 

(PLO  487)  partially  revoked 797 

Classification  and  survey;  described  tract  ad- 
joining Alaska  Highway  withdrawn  for, 
and  partial  revocation  of  prior  order 
(PLO  386)    withdrawing  land,  part  of 

which  is  included  in  tract 796,  800 

Coal  deposits;  withdrawal  of  lands  and  res- 
ervation of,  for  use  under  act  of  October 

20, 1914 1007. 1014 

Forest  Service;  administrative  sites,  in  con- 
nection with  administration  of  listed  na- 
tional forests: 
Chugach  National  Forest;  Juneau  Admin- 
istrative Site,  addition 1007,1014 

Tongass  National  Forest: 

Juneau  Administrative  Site,  addition 1007. 

1014 

Southern  division;  marine  station 958 

Highway  Patrol,  station  site 695,  715 

Land   Management   Bureau,   administrative 

site 546,  548 

Timber  for  use  in  constructing  aeroplanes  for 
United  States,  withdrawal  for  purpose  of 
supplying;  withdrawal  orders  (EOs  2854 

and  2938*  revoked 695 

California: ' 
Army  (War)  Department: 
Aviation  purposes;  withdrawal  order  (PLO 

74)  revoked 958 

Isabella  Reservoir  and  Dam  Site  Project, 
Kern  River;  flood  control  purposes  in 

connection  with 482,  492 

Civil  Aeronautics  Administration,  air-naviga- 
tion site  withdrawal  No.  251 958 

Forest  Service.  Telegraph  Hill  Administrative 
Site;  withdrawal  as  site  for  radio  relay 

station 797 

Naval  Petroleum  Reserve  No.  1;  lands  with- 
drawn in  connection  with,  withdrawal 

order  (PLO  460)  partially  revoked 79 

Colorado;  Atomic  Energy  Commission: 

Withdrawal  of  described  lands  and  minerals 

reserved  in  pjitented  lands 1008 

Withdrawal  of  described  lands  and  minerals 
reserved  In  patented  lands;  prior  order 

(PLO  494)  for,  partially  revoked 1006 

Idaho : 
Forest  Service  use  in  connection  with  admin- 
istration  of   Sawtooth   National   Fore.st 
(addition   to  Ketchum   Ranger  Station 

site) 696.  715 

Navy  Department  use  for  proving  ground 226 

Montana : 
Army   (War)    Department;   withdrawal   for 
addition   to  Fort   Missoula   reservation, 
withdrawal  order  (EO  of  August  5.  1878 » 

partially  revoked 696.  715 

Forest  Service  u.se  in  connection  with  re- 
search activities  of  Northern  Rocky 
Mountain  Forest  and  Range  Experiment 

Station 696,  715 

Nevada,  Desert  Game  Range,  described  tract 
eliminated    from    lands    withdrawn    for; 
prior  order  (EO  7373)  partially  revoked-—     1086 
New  Mexico: 

Exchange  selections,  withdrawal  to  aid  State 
in  making;  withdrawal  order  (EO  6583) 

partially  revoked 1326 

Potash   lands.   de.scribed;   withdrawal   order 

(EO  6797)  amended 1086,1088 

Utah;  Atomic  Energy  Commission: 
Withdrawal  of  described  lands  and  minerals 

reserved  in  patented  lands 1006 
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LAND  MANAGEMENT  BUREAU— Continued 

Public  lands— Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 

Utah;  Atomic  Energy  Commission — Continued 

Withdrawal  of  described  lands  and  minerals 

re5ervpd  in  patented  lands;  prior  order 

<PL0  494)  partially  revoked 1006 

Wyoming: 

Stock  driveway  withdrawal.  Wyoming;  No.  3. 

Wyoming  No.  1.  reduced 1397 

Tongue  River  Deer  Refuge  and  Winter  Pas- 
ture; withdrawal  for  use  by  Wyoming 
State  Game  and  Pish  Commission  in  con-  i 

nection  with 858,870 

Regulations: 

Applications  and  entries,  general  regulations; 
elimination  of  requirements  of  oaths  on  writ- 
ten statements  in  public  land  matters 1037 

Citizenship  in  public  land  cases,  evidence  of  natu- 
ralization required  to  establish;  revision 1383 

Leases,  mineral  loll,  gas,  phosphate).    See  Min- 
eral lands. 
Mineral  lands: 

Oil  and  gas  leases;  requirements  for  filing  of 
operating     agreements,    assignments     or 

transfers 1006 

Permits,  leases  and  licenses;  general  regula- 
tions: 
Pees: 

Disposition  of;  deletion 382 

Piling •• ^^^ 

Who  may  hold  leases  and  permits 382 

Phosphate  leases  and  use  permits;  revision 411 

Assignments  of  leases;  subleases 979 

Issuance  of  noncompetitive  lease 546 

Permits;  mineral  land  use.     See  Mineral  lands. 
Trespass;  unlawful  enclosures  or  occupancy  of 
public  lands:                                              ,      ,  , 
Action  to  be  taken  on  complaints  of  unlawful 
enclosures  on  public  lands  outside  of  graz- 
ing districts:  revocation 225 

Affidavit  required;  revocation 225 

Description  of  land  containing  enclosure;  revo- 
cation        225 

Enclosures  in  specified  cases  declared  unlawful-      225 
Enclosures  of  claims  not  clearly  established,  to 

be  reported;  revocation 225 

Field  examiner:  „  .,  ^ 

Action  by.  after  case  is  submitted  to  United 

States  attorney;  revocation 225 

To  report  all  proceedings  in  court ;  revocation.       225 

Piling  of  charges  or  complaints 225 

Final  examination  required;  revocation 225 

Regional  field  examiner: 

Report  to  be  made  by;  revocation 225 

Responsibility;  revocation 225 

Statement  required  if  no  unlawful  enclosure 

is  found;  revocation 225 

LOYALTY  PROGRAM: 

Applicability  of  procedures  to  commissioned  officers  of 
Public  Health  Service;  Executive  order  respecting. 
See  Presidential  documents. 
Personnel  security  clearance,  for  Atomic  Energy  Com- 
mission.   See  Atomic  Energy  Commission. 
Regulations  respecting.     See  Civil  Service  Commis- 
sion; Ldyalty  Review  Board. 
LOYALTY  REVIEW  BOARD: 
Directives  to  departments  and  agencies;  cases  of  in- 
cumbent and  excepted  employees  and  excepted 
applicants: 
Initial  consideration  of  loyalty  cases  (Directive  II  > ; 
character  of  unlisted  organizations  in  which 

individual  is  active 

Notification  to  individual  of  final  decision  (Direc- 
tive WV 

Records  of  determinations   (Directive  IV);   cases 

within  purview  of  certain  acts 879 

Directives  to  regional  loyalty  boards;  cases  of  appli- 
cants and  appointees  in  competitive  service: 
Initial  consideration  of  loyalty  cases  (Directive  II >: 
character  of  unlisted  organizations  in  which 

individual  is  active 8"9 

Records  of  dectsion   (Directive  IV) :  cases  withm 

purview  of  certain  acts °79 

Organization  and  functions 206 


M 


879 
655 


MANUFACTURING  STATISTICS.    See  Census  Bureau,     ^age 
MARITIME  COMMISSION,  UNITED  STATES: 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Exec- 
utive order  respecting.  See  main  heading  Presi- 
dential documents. 
Merchant  seamen,  admission  and  treatment  of.  in 
medical  facilitie.s  of  Army  Department  outside 
continental  United  States;  Army  Department  per- 
sonnel regulations.  See  main  heading  Army  De- 
partmentr 
Regulations: 

Maritime  carriers: 
Charters,  approval  of;  documentation,  transfer 
or  charter  of  certain  vessels  to  aliens: 
Conditional  approval  of  charters  of  tank  ves- 
sels to  aliens;  revocation ,-      829 

Exception,  certain  tank  vessels;  revocation 829 

Demurrage  charges  at  port  of  New  York.     See 
Free  time  and  demurrage  charges  at  port  of 
New  York. 
Free  time   and  demurrage  charges   at  port   of 

New  York,  proposed  modification 992 

Steel  and  products  to  further  Commission's  pro- 
gram respecting  merchant  vessels;  voluntary 
plan  of  allocation.    See  main  heading  Com- 
merce Department. 
Merchant  Ship  Sales  Act  of  1946.  rules,  etc.,  un- 
der; definitions,  working  capital 340 

Philippine  Rehabilitation  Act  of  1946,  charters  un- 
der; definitions,  working  capital 340 

MEDALS.  DECORATIONS.  AWARDS.  ETC:  regula- 
tions of  Army  Department  respecting.  See  Army 
Department. 
MERCHANT  MARINE,  persons  serving  in;  reemploy- 
ment by  Federal  agencies.  See  Civil  Service  Com- 
mission. 

MEXICO: 

Postal  service.    See  Post  Office  Department. 
Radio  broadcast   stations   in;    international   agree- 
ments respecting  assignment  of  frequencies.    See 
Federal  Communications  Commission. 
MIGRATORY  BIRDS;  transfer  of  certain  lands  for  wild- 
life con.servation  purposes.     See  War  Assets  Ad- 
ministration. 
MILITARY  ESTABLISHMENT.    See  National  Military 

Establishment. 
MILITARY  GOVERNMENT,  Germany  and  Japan.    See 

Army  Department. 
MILITARY  RESERVATIONS: 
Public  lands  withdrawn  for  use  of  Army  E>epartment. 

See  Land  Management  Bureau. 
Regulations  re.specting.    See  Army  Department. 
Transfer  of  certain  lands  for  wildlife  conservation 
purposes.    See  War  Assets  Administration. 

MINES  BUREAU: 

Authority,  delegations  of.  from  Secretary  of  Interior 
to  Director.    Sec  main  heading  Interior  Depart- 
ment. 
Consultation  service  to  Federal  agencies  on  fuel  con- 
sumption: directive  respecting.    See  main  head- 
ing Presidential  documents. 
MINT  BUREIAU.     See  Treasury  Department. 
MONETARY  AND  FINANCIAL  PROBLEMS.  INTERNA- 
TIONAL.  NATIONAL  ADVISORY  COUNCIL  ON: 
determinations  with  respect  to  lurnLshing  stati.^tical 
Information  to  certain  intergovernmental  organi- 
zations;  Executive   order  respecting.     See  Presi- 
dential documents. 
MOTOR  CARRIERS,  regulations  respecting.     See  In- 
terstate Commerce  Commission. 
MUNITIONS  BOARD.    See  National  Military  E>tab- 
lishment. 

N 

NARCOTICS  BUREAU: 

Harrison  Narcotic  Law;  Joint  excise  tax  regulations 
with  Internal  Revenue  Bureau.  See  main  head- 
ing Internal  Revenue  Bureau. 

Marihuana  Tax  Act  of  1937;  Joint  regulations  with 
Internal  Revenue  Bureau  respecting.  See  main 
heading  Internal  Revenue  Bureau. 
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NATIONAL    ADVISORY    COMMITTEE    FOR    AERO-     ^^se 
NAUTICS: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commi-ssion. 
Steel  products  for  requirements  of  Federal  aeronauti- 
cal agencies,  continuation  and  extension  of  volun- 
tary plan  for  allocation  of.    See  main  heading 
Commerce  Department. 
NATIONAL     ADVISORY     COUNCIL     ON     INTERNA- 
TIONAL  MONETARY    AND   FINANCIAL    PROB- 
LEMS; determinations  with  resp>ect  to  furnishing 
statistical  Information  to  certain  intergovernmental 
organizations.    See  Presidential  documents. 

NATIONAL  AIRPORT,  WASHINGTON.    See  Washing- 
ton National  Airport. 

NATIONAL  BUREAU  OF  STANDARDS: 

Civil  Service  Rules;  certain  po.sitions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commi.ssion. 

NATIONAL  FARM  SAFETY  WEEK,  1949;  proclamation 

respecting.    See  Presidential  documents. 
NATIONAL  FORESTS.     See  National  parks,  forests,  etc. 

NATIONAL  FREEDOM  DAY;  proclamation  respecting. 

See  Presidential  documents. 
NATIONAL  GUARD: 
Army  Day.  1949;  proclamation  respecting.    See  Presi- 
dential documents. 
Regulations.     See  Army  Department. 
NATIONAL    HEART    INSTITUTE    tralneeshlps.     See 
Public  Health  Service. 

NATIONAL  HISTORIC  SITE,  San  Juan.  Puerto  Rico; 
designation.     See  Interior  Department. 

NATIONAL  LABOR   RELATIONS  BOARD: 

Redesiunation  of  chapter  and  parts 78 

NATIONAL  MEDIATION  BOARD: 

ESnergency  boards,  to  investigate  disputes  between 
certain  carriers  and  their  employees;  Executive 
orders  re.spectlng.  See  main  heading  Presiden- 
tial documents. 

NATIONAL  MILITARY  ESTABLISHMENT: 

See  Air  Force  Department. 
Army  Department. 
Navy  Department. 
Air  Navigation  Development  Board,  e.stablishment  of 
(by  virtue  of  charter  of  agreement  cosigned  by 
Secretary  of  Defense).     See  main  heading  Civil 
Aeronautics  Administration. 
Aircraft,  transportation;  regulations.     See  Secretary 

of  Defense,  below. 
Exci.se  tax;   exemption  from,  of  restricted  sales  of 
liquors.  In  post  exchanges,  ship's  stores,  etc.    See 
main  heading  Internal  Revenue  Bureau. 
Joint  regulations  of  armed  forces: 

Armed  .services  procurement  regulations.  522.  541.  683, 1346 

Advertising,  formal;  procurement  by 525 

Bonds  and  Insurance 541 

Contract  cost  principles 683 

Coordinated  procurement 535 

Foreign  purchases 539 

General  provisions 523 

Insurance.    See  Bonds  and  insurance. 

Interdepartmental  procurement 538 

Labor 1346 

Negotiation,  procurement  by 529 

Taxes;  Federal,  State  and  local 543 

Servicemen's  dependents  allowance;  period  of  en- 
titlement and  payment  of  family  allowance 457 

Munitions  Board,   manganese  stockpiling   program; 
voluntary  plan  for  allocation  of  steel  and  prod- 
ucts for  manufacture  of  ore  cars,  In  furtherance 
of  program.    See  main  heading  Commerce  De- 
partment. 
National  Guard: 
District  of  Columbia  National  Guard,  authorization 
to  Secretary  of  Defense  to  .supervi.se  adminis- 
tration, etc.;  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Regulations.    See    7nain    heading    Army    Depart- 
ment. ^ 


NATIONAL  MILITARY  ESTABLISHMENT— Continued    P^e? 
Noncombatant  service  and  training  in  armed  forces, 
defined;  Executive  order  respecting.    See  m.ain 
heading  Presidential  documents. 
Postal  Service.  Army;  transfer  of  functions  relating 
to  mail  clerks  and  postal  services.    See  Secre- 
tary •f  Defense,  below. 
Reemployment  rights  of  members  of  various  services. 

See  main  heading  Civil  Service  Commi.ssion. 
Religion  and  Welfare  in  Armed  Forces,  President's 
Committee  on;  Executive  order  changing  former 
name  to.    See  main  heading  Presidential  docu- 
ments. 
Research  and  Development  Board;  functions  in  con- 
nection with  Air  Navigation  Development  Board. 
See  main  heading  Civil  Aeronautics  Administra- 
tion. 
Secretary  of  Defense: 

Administration  of  District  of  Columbia  National 
Guard;  Executive  order  resp>ecting.  See  main 
heading  Presidential  documents. 
F\inctlons  in  connection  with  Air  Navigation  De- 
velopment Board.  See  main  heading  Civil 
Aeronautics  Administration. 
Regulations;  transportation  by  military  and  naval 

aircraft ^ 322 

Transfer  of  functions  respecting  mail  clerks  and 
postal  services,  from  Army  Department  to  Air 

Force  Department ■..      384 

Steel  products  for  requirements  of  armed  forces,  pro- 
PKJsed  voluntary  plan  for  allocation  of.  See  main 
heading  Commerce  Department. 

NATIONAL  PARK  SERVICE: 

Authority,  delegation  of,  from  Secretary  of  Interior 
to  various  'oflBcials.  See  main  heading  Interior 
Department. 
Channel  Islands  National  Monument.  California,  en- 
largement of ;  proclamation  resp>ectlng.  See  main 
heading  Presidential  documents. 
Lands  in  national  parks,  public  land  orders  affecting. 

See  main  heading  Land  Management  Bureau. 
National  military  parks;  designation  of  San  Juan  Na- 
tional Historic  Site,  Puerto  Rico,  by  Secretary  of 
Interior.     See  main  heading  Interior  Department. 
Regulations,  for  national  parks,  etc.: 
Concessioners'    employees,    labor    standards    ap- 
plicable to: 
Applicability;  exclusion  of  certain  groups  of  em- 
ployees  - 41 

Overtime  compensation 40 

Mount  McKinley  National  Park,  Alaska;  prospect- 
ing, mining  and  surface  use  of  mineral  land 
locations 955 

NATIONAL  PARKS.  FORESTS.  MONUMENTS,  ETC.: 

Angeles  National  Forest,  California,  certain  lands  In, 
opened  to  entry  under  mining  laws;  Executive 
order  respecting.    See  Presidential  documents. 

Channel  Islands  National  Monument,  California,  en- 
largement of;  proclamation  respecting.  See 
Presidential  documents.  ' 

Public  lands  in.  See  Land  Management  Bureau; 
Presidential  documents. 

Regulations.  See  Forest  Service;  National  Park 
Service. 

San  Juan  National  Historic  Site,  designation  of.  See 
Interior  Department. 

NATIONAL  AND  STATE  GUARD: 
District  of  Columbia  National  Guard,  administration; 
Executive    order    respecting,      isee    Presidential 
documents. 
Regulations.     See  Army  Department. 

NATIONAL  WILDLIFE  REFUGES,  regulations,  etc., 
re.specting.  See  Fish  and  Wildlife  Service;  Land 
Management  Bureau. 

NAVIGATION  LAWS  AND  REGULATIONS: 

Airways.     Sec  Civil  Aeronautics  Administration;  Civil 

Aeronautics  Board. 
Waterways.     See  Coast  Guard. 

NAVY  DEPARTMENT: 

Air  Navigation  Development  Board,  Civil  Aeronautics 
Administration;  representation  on.  See  main 
heading  Civil  Aeronautics  Administration. 


44 


INDEX,  JANUARY-MARCH   1949 


NAVY  DEPARTMENT — Continued 

Aircraft  Naval,  transportation  by;  regulations  by  Sec- 
retary of  Defense.    See  main  heading  National 
Military  Establishment. 
Allowances  for  servicemen's  dependents;  Jomt  regu- 
lations of  armed  forces  respecting.    See   main 
heading  National  Military  Establishment. 
Civil  Service  Rules:  certain  positions  excepted  from 
competitive   service    (Schedule   A).    See    main 
heading  Civil  Service  Commission. 
Hawaii-  certain  lands  used  by  Navy  Department  re- 
stored to  jurisdiction  of  Territory  of  Hawaii;  Exe- 
cutive orders  respecting.  See  rnain  heading  Presi- 
dential documents. 
Lands  public,  withdrawn  for  use  of  Department.   See 

main  heading  Land  Management  Bureau. 
Procurement  regulations,  armed  services;  joint  regu- 
lations of  armed  forces.     See  main  heading  Na- 
tional Military  Establishment. 
Radio  frequencies,  proposed  assignment  of.  to  vari- 
ous Navy   ship,  shore   and   base  stations.    See 
main  heading  Federal  Communications  Commis- 
sion. .,  -.^^ 
Trade    agreements;     proclamation    respecting,     see 
main  heading  Presidential  documents. 
NETHERLANDS;    reciprocal    Income    tax    convention 
between  United  States  and  Kingdom  of  Nether- 
lands, taxation  pursuant  to.    See  Internal  Reve- 
nue Bureau. 
NONCOMBATANT  SERVICE  AND  TRAINING,  in  armed 
services;  Executive  order  respecting.    See  Presiden- 
tial documents. 


OFFICES  state  and  local,  holding  of.  by  Federal  officers 
and  employees;  employees  of  Atomic  Energy  Com- 
mission permitted  to  hold  state  or  local  offices  and 
to  serve  as  law  enforcement  officers.  Executive  order 
respecting.    See  Presidential  documents. 

OIL  FUEL.  CONSERVATION  OP;  directive  respecting. 
See  Presidential  documents. 

OIL  AND  GAS  DIVISION.  INTERIOR  DEPARTMENT. 
See  Interior  Department. 

OVERTIME  COMPENSATION.    See  Wages  and  salaries. 
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PAN  AMERICAN  DAY.  1949;  proclamation  respecting. 
See  Presidential  documents. 

PANAMA  CANAL   ZONE: 
Employment  in  Canal  Zone,  compensation  of  certain 
personnel;     Executive     order     respecting.    See 
Presidential  documents. 
Postal  regulations  respecting  domestic  mail  matter; 
fourth-class  rates  to  Canal  Zone.    See  Post  Of- 
fice Department. 
Radio  frequencies,  assignment  of.  to  war  stations  in 
Canal  Zone.    See  Federal  Communications  Com- 
mission. 
Tolls  for  use  of  Panama  Canal,  further  postponement 
of  effective  date  of  change  in  rates;  proclamation 
respecting.    See  Presidential  documents. 
PARKS.     See  National  parks,  forests,  etc. 
PATENTS,  foreign-owned.     See  Allen  Property,  Office 

of. 
PHILIPPINE    ALIEN    PROPERTY    ADMINISTRATION: 
Claims,  debt :  bar  orders  fixing  time  for  filing,  in  re- 
spect of  listed  debtors 393,  394.  395 

PHILIPPINE  ISLANDS: 

Air-mail  service;  International  postal  service  regula- 
tions respecting.    See  Post  Office  Department. 
Allen  property  in;  debt  claims  re.specting.    See  Philip- 
pine Alien  Property  Administration. 
Head  tax;   Filipino  trainees.     See  Immigration  and 
Naturalization  Service.  .  „  .*  ^ 

Moneys;  value  of  Philippine  peso  in  terms  of  United 

States  money.     Sec  Treasury  Department. 
Philippine  Rehabilitation  Act;  charter  of  vessels  under. 
See  Maritime  Commission. 
PHYSICALLY  HANDICAPPED  PERSONS: 
Blind  persons: 

IncOTie  tax  exemptions  for.     See  Internal  Revenue 

Bureau. 


PHYSICALLY  HANDICAPPED  PERSONS— Continued 
Blind  person.s— Continued 
Vending  stand  program  for.     See  Vocational  Re- 
habilitation. Office  of. 
Employment  of.  in  sheltered  workshops.    See  Wage 
and  Hour  Division. 
PLANT   QUARANTINE.    See   Entomology   and   Plant 
Quarantine  Bureau.  * 

PORTS  OF  ENTRY: 

Customs.    See  Customs  Bureau. 

Immigration.     See  Immigration  and  Naturalization 
Service. 
POST  OFFICE   DEPARTMENT: 

Army  and  Air  Force  mail  service:  transfer  to  Air  Force 
Department  of  certain  functions  relating  to.  ice 
main  heading  National  Military  Establishment. 

Civil  service  regulations  respecting  promotion  of  sub- 
stitutes.    See  main  heading  Civil  Service  Com- 

Free  transportation  by  air  carriers  of  certain  postal 
employees:  regulations  of  Civil  Aeronautics  Boaia. 
See  main  heading  Civil  Aeronautics  Board. 
Regulations: 

Department  and  Postal  Service: 

Miscellaneous  provisions,  damage  to  person  or 
property  by  postal  operations;  investigations 
and  reports  of  accidents  when  civil  suit  to  be 

brought  by  Government :--V" 

Property,   purchase   of.     See   Supply   contracts. 

below.  „    ^        . 

Supply  contracts,  service  property:  Postmaster 
General  to  contract  for  envelopes,  labels,  etc. 

for  all  Government  departments- 

Domestic  mail  matter: 

Cla.ssification  and  rates  of  postage: 
Air  mail: 

Air  parcel  post: 

Application  of  postage  rates 

Posting  air  mail 

Regulations: 

Exceptions  in  certain  zones,  etc 

Forwarding  or  return 

Matter  acceptable  for  air  mail 

Domestic  air  mail,  definition  of;  proviso 

Fourth-class  matter,  rates  of  poi-tage  on: 

Books  with  loo.se  inclo.sures - 

Matter    to    Alaska.    Hawaiian    Islands,    and 

Canal  Zone --- 

General  provisions,  domestic  rates  and  condi- 
tions where  applicable;  correct  and  incor- 
rect APO  addresses 

Second-class  matter,  fees  for  entry  as: 

Fees  13 nt  counted  In  fixing  compensation:  re- 
scission  

Return  of  fees;  redesignatlon 

Third  class  matter;  books,  etc ----- 

Free  matter  in  mails;  quarterly  reports  to  Post- 
master General  of  mailing  of  official  matter 
under  penalty  privilege  by  Government  de- 
partments, provisions  of  law - 

Provisions  applicable  to  several  classes  of  mail 
matter: 
Mailing  of  matter  without  stamps  affixed,  non- 
metered;  fees  not  affecting  compensation 

and  allowances,  rescission 

Matter  liable  to  damage  mails  or  injure  person, 
preparation  and  packing  where  admissible; 
special  packing  of  liquids  and  oils  for  non- 
local delivery 

International  postal  service: 

Air  mall  service,  foreign;  control  of  rates 

Money-order  system,  international.    See  Money- 
order  system. 
Postage  rates,  service  available,  and  instructions 
,  for  mailing: 

See  also  Overseas  Army  post  offices,  mail  for. 
Parcel  post: 

Parcels  for   foreign  countries,   group  ship- 
ments; Curacao,  redesignatlon 

Parcels  from  foreign  countries;  undeliverable 

parcels,  returned  to  United  States 

Regular  (Postal  Union)  malls;  general  informa- 
tion and  Instructions: 
Letters  and  letter  packages: 

Curacao;   redesigatlon 

Italy 
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POST  OFFICE  DEPARTMENT— Continued  P"*^ 

Regulations — Continued 

International  postal  service — Continued 
Postage  rates,  service  available,  and  Instructions 
for  mailing — Continued 
Regular  (Postal  Union)  malls;  general  Informa- 
tion and  Instructions — Continued 
Letters  and  letter  packages — Continued 

Uruguay 893 

Small  packets;  Curacao,  redesignatlon 1440 

Special  delivery  (expres)  service 339 

Various    countries,    conditions    applicable    to 
service  in: 
Brazil;    parcel    post,    provisions    respecting 
commercial  and  consular  Invoices  and 

Import  license 1440 

China  (including  Taiwan  (Formo.sa)  and 
leased  territory  of  Kwangshowwan  (Fort 
Bayard) ) ;  U.  S.  A.  gift  parcels,  require- 
ments by  agreement 578 

Colombia: 

Parcel   po.st;   import  licenses  required  by 

Colombian  authorities 1084 

Regular  mails;  Import  licenses  required  by 

Colombian  authorities 1084 

Curacao  (Aruba.  Bonaire.  Curacao,  Saba.  St. 
E^ustatius,  and  Netherlands  part  of  St. 

Martin) ;    redesignations 1440 

Ecuador;  parcel  post,  addre.ssees  of  commer- 
cial parcels  sent  from  United  States  re- 
quired to  possess  copy  of  shipper's  export 

declaration 1229 

France  (Including  Monaco)  : 
Parcel  p>ost: 

Prohibitions:    for    reasons    of    sanitary 

policy 1084 

Tables  of  rates;  air  parcels 1127 

U.  S.  A.  gift  parcels  "France) : 

Requirements  by  agreement 659.  1440 

Table  of  rates  (surface  only) 339 

Germany;  regular  mails: 

Matter  to  French  Zone 339 

Prohibitions,  German  external  assets 339 

Gilbert  and  Ellice  Islands  Colony  (Fannin?. 
Washington.  Christmas.  Ocean.  Gilbert 
and  Ellice  Islands) ;  parcel  post,  table  of 

rates 892 

Great  Britain  and  Northern  Ireland:  U.  S.  A. 

gift  parcels,  requirements  by  agreement-       595 

Guatemala:  parcel  post,  air  parcels 893 

Haiti:  parcel  post,  air  parcels 893 

Honduras    (Republic   of);    parcel   post,   air 

parcels 893 

Hungary;  parcel  post,  gift  parcels  of  clothing 

and  footwear,  free-of-duty  provi.so 1085 

Iraq;  parcel  post,  table  of  rates,  air  parcels—       957 
Ireland.  Northern.     See  Great  Britain. 
Israel.  State  of; 
Parcel  post: 

Observations,  Invoice 458 

Prohibitions.  Import  licenses 453 

Regular  mails: 
Prohibitions,  restricting  Imports  of  para- 
sites,   etc 458 

Service  to  Nazareth 330 

Special  delivery  fee 339 

Italy  (Including  Republic  of  San  Marino) : 
Regular  mails;  dutiable  articles  (merchan- 
dise) prepaid  at  letter  rate 659 

U.  S.  A.  gift  parcels,  requirements  by  agree- 
ment  595 

Japan : 
Parcel  post;  miscellaneous  amendments.  459. 1441 
U.  S.  A.  gift  parcels;  special  requirements 

of  Army  Department 1085 

Korea;  parcel  post,  service  restricted  to  gift 

parcels 1441 

Mexico: 
Parcel  post;  prohibitions,  bank  notes,  etc., 

except  for  purpose  of  exchange 339 

Regular  mails: 
Postal  administration  of  Mexico  regula- 
tions respecting  insurance  mail  mat- 
ter; deletion 1085 

Prohibitions:  coins  and  bank  notes ..      339 

Nauiu  Island;  parcel  post,  table  of  rates •      892 


POST  OFFICE  DEPARTMENT— Continued  Pag" 

Regulations — Continued 
International  postal  service — Continued 
Postage  rates,  service  available,  and  instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice In — Continued 
Netherlands;  U.  S.  A.  gift  parcels: 
Requirements    of    agreement    on    articles 

mailed 1441 

Table  of  rates 578.  1441 

Netherlands  West  Indies 1440 

New  Guinea,  mandated  territory;  parcel  post, 

table  of  rates 892 

New  Hebrides  (including  the  Banks  and  Tor- 
res Islands)  ;  parcel  post,  table  of  rates.       892 
Papua  (British  New  Guinea) ;  parcel  post,  ta- 
ble of  rates 892 

Persian  Gulf  Ports;  parcel  post,  table  of  rates.       893 
Philippines  (Republic  of  the);  regular  malls, 

air-mail  service 1085 

Pltcalrn  Island;  regular  malls,  air  mail  serv- 
ice     1441 

Portuguese  Timor;  parcel  post,  table  of  rates.      578 
Reunion  (Bourbon)  Island;  parcel  post,  table 

of  rates,  surface  parcels 1085 

Rumania;  parcel  post: 

Customs  declarations 1267 

Gift  parcels,  prepayment  of  custom  duties 

on 578 

Medicines,  procedure  established  for  mail- 
ing of 957 

Ryukyu  Islands: 

Parcel  post;  miscellaneous  amendments 1441 

U.  S.  A.  gift  parcels,  special  requirements 

of  Army  Department 957 

Salvador  (El»;  parcel  post: 

Invoices,  certificates  of  origin,  etc 578 

Prohibitions;  sanitary  certificates  required 

for  certain  parcels 578 

Santa   Cruz  Islands;   parcel   post,  table  of 

rates .! 892 

Solomon  Islands    (except   Bougainville   and 

Buka) ;  parcel  post,  table  of  rates 893 

Tripolitanla: 

Parcel  post 521 

Regular  malls 520 

Uruguay;      regular      malls,      miscellaneous 

amendments 893. 1441 

Vatican  City  State;  U.  S.  A.  gift  parcels,  re- 
quirements by  agreement 595 

Venezuela;  parcel  post: 

Air  parcels 893 

Miscellaneous  amendments 1441 

Money-order  system,  international  service;   direct 
and  indirect  exchange,  list  of  United  States 
exchange  offices: 
Pescadores  (Bokoto)  islands,  payments  through 

China 482 

Republic  of  Andorra,  payments  through  Prance __       482 
Overseas  Army  post  offices,  mail  for;  proper  ad- 
dressing     1087 

Postal  Service.    See  Department  and  Postal  Service. 
Procedures  and  forms;  procedures  before  the  Third 
Assistant  Postmaster  General,  envelope  varie- 
ties and  prices 521 

Registry  system,  insurance  and  collect-on-delivery 
services;  treatment  of  registered  matter  at  post 

offices  of  delivery,  forwarding  procedure 1127 

Relief  packages  (gift  parcels.  etc.»  to  various  coun- 
tries.   See  International  postal  service. 
Substitutes   in    postal    service,   promotion   of;    Civil 
Service  Commission  regulations.    See  main  head- 
ing Civil  Service  Commission. 

PRESIDENTIAL  DOCUMENTS: 

Administrative  order  respecting  conservation  of  fuel 

oil.  gasoline  and  gas.    See  Conservation. 
Agriculture  Department: 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of  (EO 

10033) 661 

Lands: 
Angeles  National  Forest.  California;  certain  lands 
opened  to  entry  under  mining  laws  on  recoirt- 
mendation  of  Secretary  (EO  10036> 637 
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PRESIDENTIAL  DOCUMENTS — Continued 

Agriculture  Department — Continued 
Lands— Continued 

Land  utilization  projects,  under  Banknead-Jones 
Farm  Tenant  Act;  transfer  of  lands  to  and 

from  (EO  10046> 

Trade  agreements.    See  Trade  agreements. 
Air  carriers,  labor  dispute  involving;  emergency  board 

to  investigate.    See  National  Mediation  Board. 
Air  Force  Department;  use  of  Courts-Martial  Manual, 

United  Slates  Army.  1949  (EO  10026)—- 

Correction  of  prior  order ii-* 

Alaska;  designation  of  Cordova  as  customs  port  of  en- 
try in  Customs  Collection  District  No.   31    tEO 

10042) 

Armed  forces:  j    ,tr^ 

Noncombatant  service  and  training  defined   <Eo 

10028) r- 

President's  Committee  on  Religion  and  Welfare  in 
Armed  Forces  <  formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  Armed  Forces);  change  of  name 

(EO   10043) ^l^.l 

Army  Day.  1949  <Proc.  2828) ^^^ 

Army  Department: 

See  also  Panama  Canal. 

Army  Day.  1949  (Proc.  2828^ 91^ 

Courts-Martial  Manual.  1949: 

Prescribed  (EO  10020.  correction^ i^f 

Use  in  Air  Force  Department  «EO  10026) 

Hawaii-  lands  comprising  Pier  No.  5.  Honolulu  Har- 
bor   restored   to   jurisdiction   of   Territory   of 

Hawaii  (EO  10047' 

Trade  agreements.     See  Trade  agreements. 
Atomic  Energy  Commis.~ion;  employees  permitted  to 
hold  state  or  local  offices  and  to  serve  as  law  en- 
forcement officers  (EO  10044) i--' 

Bank  International,  for  Reconstructions  and  Develop- 
ment; providing  of  statistical  information  to. 
See  Information. 
Bretton  Woods  Agreements  Act:  authority  conferred 
on  President  by,  respecting  furnishing  of  .stctisti- 
cal  information,  to  be  exercised  by  listed  agencies 

(EO  10033) 

Budget  Bureau;  determinations  by  Director  with  re- 
spect to  providing  statistical  information  to  cer- 
tain Intergovernmental  organizations  (EO  10033 )  _ 
Canal  Zone.     See  Panama  Canal  Zone. 

Cancer  Control  Month.  1949  'Proc.  2830) 1154 

Channel  Islands  National  Monument.  California;  en- 
largement.    See  National  Park  Service. 
Chile;  modification  of  trade  agreements  upon  signing 
of  protocol  by  Government  of.     See  Trade  agree- 
ments. 
Civil  service: 

Compensation    of    certain    personnel    in    Panama 

Canal  Zone  'EO  10040> 791 

Competitive  status:  conferring  of.  without  regard  to 
Civil  Service  Rules,  upon  Winifred  R.  Donnellon, 

State  Department  (EO  10039) '^91 

Holding  of  State  or  local  offices  by  Federal  officers 
and  employees:  prior  order  amended  to  permit 
employees  of  Atomic  Energy  Commission  to  hold 
state  or  local  offices  and  to  serve  as  law  enforce- 
ment officers  (EO  10044) 1227 

Loyalty   program;    applicability   to   Public   Health 

Service  officers  <EO  10031) -*— -       377 

Retirement;  further  exemption  of  John  Monroe 
Johnson,  Interstate  Commerce  Commission, 
from    compulsory    retirement    for    age    (EO 

10034) 

Commerce  Department: 
Information,  statistical,  requested  by  certain   in- 
tergovernmental   organizations,    collection    of 

<EO  10033) 

Trade  agreements.    Sec  Trade  agreements. 
Committees,  boards,  etc.: 

Emergency   boards   to   Investigate   labor   disputes. 

See  National  Mediation  Board. 
National  Advisory  Council  on  International  Mone- 
tary  and   Financial   Problems.    See   National 
Advisory  Council  on  International  Monetary 
and  Financial  Problems, 
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Committees,  boards,  etc.— Continued 

President's  Committee  on  Religion  and  Welfare  in 
Armed  Forces  (formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  Armed  Forces) ;  change  of  name 

(EO  10043  » -A"! 

Compensation  of  certain  personnel  In  Panama  Canal 

Zone  <EO  10040» 

Conscientious  objectors;  noncombatant  service  and 

training  of.  in  armed  forces.     See  Armed  forces. 
Conservation  of  fuel  oil.  gasoline,  and  pas.  by  Federal 
agencies;  revocation  of  prior  directive  respecting 

(Directive  of  January  13.  1949  > 211 

Court.  District,  of  United   Slates   for  Puerto   Rico; 
designation  of  Acting  Judge.     Sec  Puerto  R  co. 
Courts-Martial   Manual.   United   States   Army.     See  ^ 

Army  Department.  «     rr     j 

Cuba.  Republic  of;  trade  agreement  with.    Sec  Trade 

agreements. 
Customs  Bureau: 

Changes  in  designation  of  customs  ports  of  entry 
in  United  States,  Ala.^ka.  and  Puerto  Rico  (EG 

10042  > ;t-"'"J" 

Customs  duties  under  trade  agreements.    See  Trade 
agreements. 
D.rys  of  observance: 

Army  Day.  1949  (Proc.  2828) 

Cancer  Control  Month.  1949  (Prcc.  2830» 1154 

Farm  Safety  Week.  National.  1949  (Proc.  2833) 1407 

Freedom  Day.  1949  (Proc   2824" 361 

•T  Am  an  American  Day."  1949  < Prcc.  2826' 635 

National  Farm  Safety  Week.  1949  -"Proc.  2833) 1407 

NaUonal  Freedom  Day  (Proc.  2824' 361 

Pan  American  Day.  1949  (Proc.  2832) 1407 

Red  Cross  Month.  1949  'Proc.  2827> -—       6<9 

Directive  respecting  con.servation  tf  fuel  oil.  gasoline 

and  pas.     Sec  Conservation. 
District  of  Columbia  National  Guard:  administration 
and  supervision.     See  National  Military  Estab- 
lishment. 
Emergency  boards,  to  investigate  labor  disputes.     See 
National  Mediation  Board. 

Farm  Safety  Week.  National.  1949  (Proc.  2833 > 1407 

Federal  Communications  Commls.':lon;  authority  re- 
specting collection  of  statistical  Information  re- 
quested by  certain  intergovernmental  organiza- 
tions -EO  10033' ---       -   561 

Federal  Deposit  Insurance  Corporation;  authority 
respecting  collection  of  statistical  information  le- 
quested  by  certain  intergovernmental  organiza- 
tions (EG  10033) £^61 

Federal  personnel.     See  Civil  service. 
Federal  Power  Commission;  authority  respecting  col- 
lection of  statistical   information   requested  by 
certain    intergovernmental    organizations     (EG 

10C33) 561 

Federal  Reserve  System.  Board  of  Governors;  author- 
ity respecting  collection  of  statistical  information 
reque<5ted  bv  certain  intergovernmental  organiza- 

tion.-^  (EO  10033) —       561 

Federal  Security  Agency.    See  Public  Health  Ser%ice. 
Federal  Trade  Commission;  authority  respecting  col- 
lection of  statistical  information  requested  by  cer- 
tain interfovernmental  organizations  (EO  10033)  _ 
Financial  problems.  International.  National  Advi.'ory 
Council  on.    See  National  Advisory  Council  on 
International  Monetary  and  Financial  Problems. 
Forest  lands.     See  Lands. 
Freedom  Day.      See  National  Freedom  Day. 
Fuel  oil  conservation.     See  Con.>;ervation. 
Gas  and  gasoline  conservation.    See  Coruservation. 
Government  employee?;.     See  Civil  service. 
Grazing  lands.     See  Lands. 

Hawaii:  certain  Jands  formerly  used  for  military  and 
naval  purposes,  restored  to  jurisdiction  of  Terri- 
tory of  Hawaii: 
Hanapepe.    Kona.    Kauai;    certain    lands    within 
United  States  Naval  Reservation  (EO  10041)--. 
Honolulu  Harbor.  Piers  No.  5  and  No.  5-A.  formerly 
und»'r  control  of  Army  and  Navy  Departments 

(EG  10047) 

•T  Am  an  American  Day."  1949  (Proc.  2826) 

Indian  Affairs  Bureau;  extension  of  trust  periods  on 
Indian  lands  expiring  during  calendar  year  1^49 
(EO  10027) 
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Information,  statistical,  requested  by  certain  inter- 
governmental organizations;  functions  of  various 
agencies  with  respect  to  furnishing  (EO  10033)  —       561 
Interior  Department: 
See  al6o  Indian  Affairs  Bureau;  Mines  Bureau;  Na- 
tional Park  Service. 
Conservation  of  fuel  oil,  gasoline,  and  gas;  revoca- 
tion of  prior  directive  respecting,  upon  recom- 
mendation of  Secretary  (Directive  of  January 

13. 1949) 211 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations;  collection  of  (EO 

10033) 561 

Lands: 
Angeles  National  Forest.  California;  certayi  lands 
opened  to  entry  under  mining  laws  on  recom- 
mendation of  Secretary  (EG  10036) 637 

Grazing  lands,  within  certain  land  utilization 
projects;  transfer  of  jurisdiction  to  Depart- 
ment from  Department  of  Agriculture  (EO 

10046) 1375 

International  Bank  for  Reconstruction  and  Develop- 
ment; providing  of  statistical  Information  to. 
See  Information. 
International  Monetary  and  Financial  Problems,  Na- 
tional Advisory  Council  on.  See  National  Ad- 
vi.sory  Council  on  International  Monetary  and 
Financial  Problems. 
International  Monetary  Fund;  statistical  information 

requested  by.     See  Information. 
International  organizations;   statistical  information 
requested    by    Intergovernmental    organizations, 

supplying  of,  by  Federal  agencies  (EO  10033) 561 

Interstate  Commerce  Commission: 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EG 

10033) 561 

Personnel;  further  exemption  of  John  Monroe  John- 
.son  from  compulsory  retirement  for  age  (EG 

10034) 619 

Labor  Department;  authority  respecting  collection  of 
statistical  Information  requested  by  certain  inter- 
governmental organizations  (EO  10033) 561 

Labor  disputes,  emergency  boards  to  investigate.    See 

National  Mediation  Board. 
Lands: 

Angeles  National  Forest.  California;  certain  lands 
opened  to  location  and  entry  under  mining  laws 

(EG  10036) 637 

Channel  Islands  National  Monument,  California; 

addition  of  certain  lands  (Proc.  2825) 635 

Grazing  lands  within  certain  land  utilization  proj- 
ects; transfer  of  Jurisdiction  from  Department 
of    Agriculture    to    Department    of    Interior 

(EO   10046) 1375 

Hawaii;  lands  restored  to  jurisdiction  of  Territory  of 
Hawaii: 
Hanapepe.  Kona,  Kauai:   certain  lands  within 

United  States  Naval  Reservation  (EG  10041 )  _     1154 
Honolulu  Harbor;  Piers  No.  5  and  No.  5-A.  form- 
erly under  control  of  Army  and  Navy  Depart- 
ments (EO  10047) 1391 

Indian  lands ;  extension  of  trust  p>erlods  on.  See  In- 
dian Affairs  Bureau. 
Land   utilization   projects  under  Bankhead-Jones 
Farm  Tenant  Act:  transfer  of  lands  to  and  from 

certain  projects  (EG  10046) 1375 

Mineral  lands  within  Angeles  National  Forest.  Cali- 
fornia, opened  to  entry  under  mining  laws  (EO 

10036) 637 

Loyalty  program;  applicability  of  procedures  to  com- 
ml.ssloned  officers  of  Public  Health  Service  (EG 

10031) 377 

Maritime  Commission;  authority  respecting  collection 
of  statistical   Information   requested   by  certain 

Intergovernmental  organizations  (EO  10033) 561 

Mineral  lands.     See  Lands. 

Mines  Bureau;  consultation  service  to  Federal  agencies 
in  connection  with  fuel  consumption  (Directive  of 

January  13.  1949) 211 

Monetary  and  Financial  Problems.  International, 
National  Advisory  Council  on.  See  National  Ad- 
visory Council  on  International  Monetary  and 
Financial  Problems. 
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Monetary  Fund.  International;    statistical  Inlorma- 

tion  requested  by.  See  Information. 
National  Advisory  Council  on  International  Monetary 
and  Financial  Problems;  determinations  by.  with 
respect  to  providing  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions   (EG    10033) 561 

National  Farm  Safety  Week.  1949  'Proc.  2833) 1407 

National  forests;  certain  lands  within  Angeles  Na- 
tional Forest.  California,  opened  to  entry  under 
mining  laws.     See  Lands. 

National  Freedom  Day  (Proc.  2824) 351 

National  Guard,  District  of  Columbia;  administration 
and  supervision.  See  National  Military  Estab- 
lishment. 
National  Mediation  Board;  emergency  boards  to  in- 
vestigate disputes  between  certain  carriers  and 
their  employees: 
Akron.  Canton  &  Youngstown  Railroad  Company 

and  other  listed  carriers  (EO  10032) 429 

Ann  Arbor  Railroad  Company  (EG  10045) 1227 

Carriers  represented  by  Eastern  Carriers'  Confer- 
ence Committee.  Western  Carriers'  Conference 
Committee  and  Southeastern  Carriers'  Con- 
ference Committee  (EO  10038) 680 

Denver  &  Rio  Grande  Western  Railroad  (EG  10032, 

10037) 429.  679 

Listed  carriers  not  otherwise  subject  to  specific  or- 
ders (EG  10032) 429 

Northwest  Airlines.  Inc.  (EO  10029) 289 

Wabash  Railroad  Company  (EG  10032,  10045) _.  429.  1227 
National  Military  Establishment: 

See  also  Air  Force  Department ;  Army  Department ; 

Navy  Department. 
Noncombatant  service  and  training  in  armed  forces, 

defined    (EG  10028 » 211 

Religion  and  Welfare  in  Armed  Forces,  President's 

Committee  on;  change  of  name  (EG  10043) 1155 

Secretary  of  Defense;  administration  and  super- 
vision of  District  of  Columbia  National  Guard 

(EG   10030) 377 

National  monuments;  Channel  Islands  National  Monu- 
ment, California,  enlargement  of.     See  National 
Park  Service. 
National    Park    Service;     enlargement    of    Channel 
Islands   National  Monument,   California    (Proc. 

2825) 635 

Navy  Department: 
Hawaii;  certain  lands  formerly  used  for  naval  pur- 
poses, restored  to  Jurisdiction  of  Territory  of 
Hawaii: 
Hanapepe,  Kona,  Kauai;  described  lands  within* 

United  States  Naval  Reservation  (EG  10041)  _    1154 

Honolulu  Harbor.  Pier  No.  5-A  (EO  10047) 1391 

Trade  agreements.    See  Trade  agreements. 
Noncombatant  service  and  training  in  armed  forces, 

defined.     See  Armed  forces. 
Offices,  State  and  local ;  holding  of  by  Federal  officers 

and  employees.    See  Civil  service. 
Gil;  conservation  of  fuel  oil.    See  Conservation. 

Pan  American  Day.  1949  (Proc.  2832 >_'' 1407 

Panama  Canal,  tolls  to  be  paid  for  use  of;  further 
postponement  of  effective  date  of  proclamation 

prescribing  change  in  rates  (Proc.  2831) 1154 

Panama  Canal  Zone,  employment  in;  amendment  of 
prior  order  sllsi>ending  certain  statutory  pro- 
visions relating  to.  with  respect  to  compensation 

(EO   10040) 791 

Ports  of  entry,  customs.    See  Customs  Bureau. 

President's  Committee  on  Religion  and  Welfare  in 

Armed  Forces  <  formerly  President's  Committee  on 

Religious    and    Moral    Welfare    and    Character 

Guidance  in  Armed  Forces) ;  change  of  name  (EG 

10043) 1155 

Public  Health  Service;  commissioned  officers,  applica- 
bility to,  of  procedures  of  loyalty  program  for 

Investigation,  separation,  etc.  (EO  10031) 377 

Public  lands.    See  Lands. 
Puerto  Rico: 
Customs  Collection  District  No.  49;  revocation  of 
designations  of  Areclbo  and  Arroyo  as  customs 

ports  of  entry  (EG  10042) 1155 

District  Court  of  United  States  for;  designation  of 
Honorable  Luis  Negron -Fernandez  as  Acting 
Judge  for  1949  (EO  10035) 619 
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Railroads;  emergency  boards  to  investigate  labor  dis- 
putes involving.    See  National  Mediation  Board. 

Red  Cross  Month.  1949  (Proc.  2827 » — - 

Religion  and  Welfare  in  Armed  Forces.  Presidents 
Committee  on  (formerly  President's  Committee 
on  Religious  and  Moral  Welfare  and  Character 
Guidance  in  Armed  Forces) ;  change  of  name  (EO 
10043  > :c:""V""T" 

Securities  and  Exchange  Commission;  authority  re- 
specting collection  of  statistical  information  re- 
quested by  certain  intergovernmental  organiza- 
tions (EO  10033) r T 

Selective  Service  System;  noncombatant  service  and 

training  defined  (EO  10028) -^H 

State  Department:  ,        ^  ^ 

Personnel;  conferring  of  competitive  status  upon 
Winifred  R.  Donnellon  without  regard  to  provi- 

sions  of  Civil  Service  Rules  (EO  10039) 791 

Statistical  information  requested  by  certain  inter- 
governmental organizations;  duties  of  Secretary 

with  respect  to  furnishing  of  <EO  10033) 

Trade  agreements.    See  Trade  agreements. 
State  and  local  ofBces.  holding  of.  by  Federal  officers 

and  employees.    See  Civil  service. 
Statistical  information.    See  Information. 
Tariff  Commission:  .,.»„, 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of  (EO 

100331 

Trade  agreements.    See  Trade  agreements. 
Trade  agreements: 

Chile-   modification  of  provisions  of  trade  agree- 
ments upon  signing  of  protocol  by  Government 

of  -Proc.  2829> I-'^rC' 

Cuba  Republic  of.  exclusive  trade  agreement  with, 

modification  of  provisions  (Proc.  2829)_-     ---     1151 
General  Agreement  on  Tariffs  and  Trade,  concluded 
at  Geneva  October  30.   1947;   modification  of 
provisions  upon  signing  of  protocol  by  Chile 

(Proc.  2829) ^^^^ 

Treasury  Department :  ...  * 

Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  collection  of  (EO 

10033) ^"^ 

Trade  agreements.    See  Trade  agreements. 
United  Nations.   See  International  organizations. 
PRESIDENT'S     COMMITTEE    ON     RELIGION     AND 
WELFARE  IN  ARMED  FORCES,  formerly  Presi- 
dents  Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  Armed  Forces: 
Change  of  name;  Executive  order  respecting.     See 

Presidential  documents. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service.    See  Civil  Service  Commis- 
sion. 
PROCLAMATIONS.    See  Presidential  documents. 
PROCUREMENT    OP    SUPPLIES.    ETC..    by    Federal 
agencies: 
See  also  Contracts.  Government. 
By  armed  services.    See  Army  Department;  National 

Military  Establishment 
Postal  supplies.    See  Post  Office  Department. 
Procurement  orders.    See  Federal  Supply  Bureau. 
Purchase  contracts,  stipulation  of  certain  conditions 
In.    See  Public  Contracts  Division. 
PRODUCTION  AND  MARKETING  ADMINISTRATION. 
See  Agriculture  Department. 

CONTRACTS    DIVISION,    DEPARTMENT    OF 


Page 


PUBLIC 
LABOR: 
General  regulations;  regular  dealer: 

Green  coffee 

Raw  cotton ;,".'7"J'A"r" 

Minimum  wage  determinations,  under  Walsh-Healey 
Public  Contracts  Act: 
Flint  gla.ss  industry;  proposed  redesignatlon  of  In- 
dustry and  change  In  minimum  wage  regula- 
tions  

Iron  and  steel  Industry:  notice  of  hearing  on  pro- 

po.scd  amendment 

PUBLIC  DEBT  BUREAU.    See  Treasury  Department. 
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PUBLIC  HEALTH  SERVICE: 

Civil  Service  Rules;  jcertaln  positions  excepted  from 
competitive    sertice    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 
Personnel: 

Sec  also  Regulations.  .    .       ^     —  , 

Loyalty;  applicability  to  commissioned  officers  of 
procedures    of    loyalty    program.    See    main 
heading  Presidential  documents. 
Seamen,  merchant,  treated  in  Army  medical  facili- 
ties in  posses-sions  of  United  States  to  be  re- 
ported to  Surgeon  General  as  beneflciane.«  of 
Public  Health  Service;  regulations.    See  riain 
heading  Army  Department. 
Regulations: 
Fellowships,  internships,  training;  National  Heart 

Institute  traineeships "38 

Grants  for  survey,  planning  and  construction  of 

hospitals:  ,  .      _,  ,._, 

Definitions;  "State",  addition  of  Virgin  Isiands.—     1C85 
Distribution  of  tuberculosis,  etc..  hospital  beds; 

maximum  State  allowance ---     1085 

State  plan,  methods  of  administration: 
Construction  applications,  processing  of;  assur- 

ances  from  applicant i"°3 

Fiscal  and  accounting  requirements;  construc- 
tion  payments *"8^ 

Medical  examination  of  aliens;  applicants  for  immi- 
gration visas ^--,r  ■■ 

National  Heart  Institute  traineeships.    See  Fellow- 
ships. 
Personnel;  commissioned  officers: 
Foreign  service  allowance  rates   (Appendix  A>. 

revised -  ^O^-  ^\l^. 

Separation  on  grounds  of  disloyalty Jhi 

Quarantine.  Inspection,  licensing: 

Foreign  quarantine;  air  commerce  regulations: 
Documents  for  clearance: 

Examination  in  Hawaii  of  per.<;ons  traveling 

by  air  to  mainland ^05 

Pa.ssenger  manifest,  contents  of 199 

Documents  for  entry;  passenger  manifest  and 

air  passenger  manifest,  contents  of iws 

Interstate     quarantine;     shipment     of     lather 

brushes -— — -      ''''' 

PUBLIC  HOUSING  ADMINISTRATION: 
Organization  and  delegations  of  authority: 
Central  office  organization: 

Legal  Division;  A.ssistant  General  Counsel  In 
charge  of  Federal  Program  Branch,  authority 
respecting    certain    (Region    lU)     contract 

appeals ^''' 

Management  Division: 
Assistant  Commissioner;  power  respecting  cer- 
tain contract  appeals. 327 

Director  of  Construction  Inspection  and  Claims 

Branch;    powers,   revocation 

Field  organization: 
Attesting  Officer: 
Administrative  Assistant ;  designation  as  alter- 
nate, functions,  etc 

Chief  Attorney  In  each  field  office;  designation, 

functions,  etc 

Field  Office  Directors: 

Change  orders,  certain  projects;  special  delega- 
tion of  authority  to  directors  In  New  York 

City  and  Chicago 845 

Contracting  officers  under  Title  V.  Lanham  Act; 
authority  for  directors  in  Chicago  and  San 

Francisco  to  act  until  April  1.  1949 3-7.  60i 

Leases,  authority  to  modify,  etc.  (correction)  __      327 
Regulations,  low-rent  housing   and  slum  clearance 
program  (policy);  exclusion  of  military  disability 
and  death  benefits  in  determining  eligibility  for 

low-rent  projects - 

PUBUC  LANDS.   See  Land  Management  Bureau;  Presi- 
dential documents. 
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PUERTO  RICO: 

Air  transportation  service:  hearing  respecting. 
Civil  Aeronautics  Board. 

Customs  Collection  District  No.  49;  revocation  of  des- 
ignation of  Arccibo  and  Arroyo  as  customs  ports  of 
entry.  Executive  order  respecting.  See  Presiden- 
tial documents. 
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District  Court  of  United  States  for  Puerto  Rico,  desig- 
nation of  Honorable  Luis  Negron-Fernandez  as 
Acting  Judge;  Executive  order  respecting.  See 
Presidential  documents. 

Farm  credit  loans  in.  See  Farm  Credit  Administra- 
tion. 

Home  workers  In.    See  Wage  and  Hour  Division. 

Hospital  construction,  grants  for.  See  Public  Health 
Service. 

Liquors,  etc.,  imported  from;  excise  tax  provisions. 
See  Internal  Revenue  Bureau. 

National  Historic  Site,  San  Juan,  Puerto  Rico;  desig- 
nation by  Secretary  of  Interior.  See  Interior  De- 
partment. 

Plants  and  plant  products  from;  quarantine  regula- 
tions. See  Entomology  and  Plant  Quarantine 
Bureau. 

Puerto  Rico  Reconstruction  Administration.  See 
Puerto  Rico  Reconstruction  Administration. 

Radio  stations  in.  regulations  governing.  See  Fed- 
ft-al  Communications  Commission. 

SugatT;  wage  and  price  determinations,  quotas,  etc. 
See  Agriculture  Department. 

PUERTO     RICO     RECONSTRUCTION     ADMINISTRA- 
TION: 

Authority,  delegation  of,  from  Secretary  of  Interior  to 
Administrator.  See  main  heading  Interior  De- 
partment. 

Q 

QUARANTINE: 
Animals: 
Regulations  respecting.    See  Animal  Industry  Bu- 
reau. 
Swan  Island  Animal  Quarantine  Station;  admis- 
sion of  ruminants  and  swine  to,  etc.    See  Ani- 
mal Industry  Bureau. 
Plants  and  plant  products.   See  Entomology  and  Plant 

Quarantine  Bureau. 
Public  health  regulations.    See  Public  Health  Service. 


RADIO  SERVICES,  regulations  respecting.    See  Federal 
Communications  Commission. 

RAILROAD  RETIREMENT  BOARD: 

Regulations  under  Railroad  Retirement  Act;  pay- 
ments of  benefits  of  $1,000  or  less,  with  or  without 
formal  administration 294 

RAILROADS: 

Alaska  Railroad.    See  Interior  Department. 

Benefits  for  employees.  See  Railroad  Retirement 
Board. 

Emergency  boards  to  Investigate  labor  disputes  be- 
tween certain  ctlrriers  and  their  employees;  Ex- 
ecutive orders  respecting.  See  Presidential  (locu- 
ments. 

Employment  taxes  under  Railroad  Retirement  Act. 
See  Internal  Revenue  Bureau. 

Labor  disputes;  emergency  boards  to  Investigate.  See 
Presidential  documents. 

Operation,  etc.,  regulations  respecting.  See  Defense 
Transportation,  Office  of;  Interstate  Commerce 
Commission. 

Radio  service  on.  See  Federal  Communications  Com- 
ml.sslon. 

Securities  of;  hearings  respectihg.  See  Securities  and 
Exchange  Commission. 

Steel  and  products  for  railroad  equipment;  voluntary 
plan  for  allocation  of.  See  Commerce  Depart- 
ment. 

RECLAMATION  BUREAU: 

Authority,  delegation  of,  from  Secretary  of  Interior  to      • 
various  officials.    See  main  heading  Interior  De- 
partment. 

Port  Peck  Project.  Montana;  notice  of  request  for  con- 
firmation and  approval  of  rates  and  charges  for 
sale  of  power  from.  See  main  heading  Federal 
Power  Commission. 

Irrigation  projects;   water  made  available,  charges 
for  operation,  etc.: 
Oila  Irrigation  Project,  Yuma  Mesa  Division,  Ari- 
zona       470 
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RECLAMATION  BUREAU— Continued  p^b-> 

Irrigation   projects;   water  made   available,  charges 
for  operation,  etc. — Continued 

Klamath  Irrigation  Project,  Oregon-California 1220 

Shoshone   Irrigation   Project,    Willwood   Division. 

Wyoming 470.  1220 

Yakima  Project.  Rosa  Division.  Washington...  1220,  1221 
Public  lands  in  connection  with  reclamation  projects, 
open  to  entry: 
Applications  for  entry  on  lands  in  Federal  reclama- 
tion projects;  veterans: 

Honorable  discharge,  definition  of 1038 

Veterans',  status,  submission  of  proof  of ■_.     1038 

Lands  restored  from  various  projects,  opened  to  en- 
try.   See  main  heading  Land  Management  Bu- 
reau. 
Steel  products  for  certain  Federal  reclamation  proj- 
ects; voluntary  plans  for  allocation  of.    See  main 
heading  Commerce  Department. 

RECORDS: 
-Military  records.  Air  Force  Board  for  Correction  of; 

regulations.    See  Air  Force  Department. 
Statistical  information,  furnishing  of.  to  certain  in- 
tergovernmental organizations;  Executive  order 
respecting.    See  Presidential  documents. 

RED  CROSS  MONTH.  1949;  proclamation  respecting. 
See  Presidential  documents. 

RELIEF  (GIFT)  PACKAGES,  for  foreign  aid.  See  In- 
ternational Trade,  Office  of;  Post  Office  Department. 

RELIGION  AND  WELFARE  IN  ARMED  FORCES. 
PRESIDENT'S  COMMITTEE  ON,  formerly  Presi- 
dent's Committee  on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  Armed  Forces,  change 
of  name;  Executive  order  respecting.  See  Presi- 
dential documents. 

RENT  CONTROL.    See  Housing  Expediter,  Office  of. 

RESEARCH  AND  DEVELOPMENT  BOARD.  See  Na- 
tional Military  Establishment. 

RESERVOIR  AREAS,  regulations  for  public  use  of.  See 
Engineers.  Corps  of. 

RURAL  ELECTRIFICATION  ADMINISTRATION: 

Allocation  of  funds  for  loans  for  projects  In  various 
States: 

-  Alabama 260,  261,  325,  471,  661,  782 

Arizona 111.  782 

Arkansas 688.  783,  784,  1091,  1139,  1398 

Colorado 326,  1398 

Florida 472.  662.  1090.  1199.  1399 

Georgia 99.  100,  325.  471,  662,  1089,  1139.  1198.  1398 

Idaho 1091 

Illinois 717.  783.  1090 

Indiana 99.  111.  261,  661,  717.  782.  923,  1398 

Iowa 261.  662.  663,  688,  1090,  1091,  1198,  1398 

Kansas 100,  663.  1092.  1398 

Kentucky 99,  325,  326.  663.  717,  781.  1089,  1091 

^  Louisiana 98.  99.  100,  260,  325,  1091,  1198 

Michigan 99,  923,  1138.  1139 

Minnesota 99.  100,  111,  325.  662.  782.  783.  1089.  1398 

Mississippi 101.  325.  717.  783,  784.  1198 

Missouri 100.  661.  662.  717.  783.  1090,  1139.  1399 

Montana 662.  688,  784 

Nebraska 260,  261,  662,  782,  1089,  1091,  1139,  1198,  1398 

New   Jersey 783 

New  Mexico 261.  325 

North  Carolina 99.  325,  662.  688.  783.  1089.  1198 

North  Dakota 99,  261.  717,  782,  1091,  1140 

Ohio 923 

Oklahoma-. 99,  260,  261,  471,  688,  717.  783,  1133 

Oregon 261 

Pennsylvania 1089,  1199 

South  Carolina 325,  1089 

South  Dakota 100.  1090,  1398 

Tennessee 100,  325.  663.  1089 

Texas 41.  99.  100.  111. 

261.  325,  32«,'  471.  662.  663,  688.  783.  1090,  1091.  1092 

Virginia 326,  662,  663,  717,  782 

Washington . 41,  783 

West  Virginia 41 

Wisconsin 781.  782,  783,  923,  1090,  1139,  1399 

Wyoming 261.  663,  1090,  1139.  1398 
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SALARIES.    See  Wages  and  salaries. 
SEAMEN.  MERCHANT: 
Certification  by  Coast  Guard.    See  Coast  Guard. 
Medical  facilities  of  Army  Department  available  to. 
outside  continental  United  States.    See  Army  De- 
partment. 
SECURITIES   AND    EXCHANGE    COMMISSION: 
Hearings,  etc.: 

Alabama  Gas  Corp 29,  1421 

Alabama  Power  Co ^ 807 

American  and  Foreign  Power  Co.,  Inc 396,  1223 

American  Gas  and  Electric  Co 151.  952,  1310 

American  General  Corp 280.  968 

American  Light  and  Traction  Co 646.  1145.  1446 

American  Power  and  Light  Ca__  354.  398.  462.  647,  744. 
967.  968.  1072,  1144,  1338.  1400,  1420,  1447 

American  Public  Service  Co ^ 1028 

American  Silver  Corp 1180 

Arkana  Transit  Corp ^21 

Arkansas  Fuel  Oil  Co ^21 

Arkansas  Louisiana  Gas  Co ^21 

Arkansas  Natural  Gas  Corp ^21 

Arkansas  Pipeline  Corp 721 

Arkansas  Power  and  Light  Co ''24 

745.  1029.  1067.  1160.  1401,  1449 
Associated  Electric  Co.—  552,  742.  950,  1236,  1264,  1448 

A.s.sociated  Utilities  Corp 1309 

Atlantic  City  Electric  Co 152.  553 

Atlas  Corp 876 

Attleboro  Steam  and  Electric  Co 1055,  1263 

Baltimore  Stock  Exchange— 689 

Bankers  Bond  and  Mortgage  Co 811 

Bankers  Securities  Corp oil 

B^ech  Bottom  Power  Co.,  Inc 952,  1310 

Bellows  Falls  Hydro-Electric  Corp— 647 

Beverly  Gas  and  Electric  Co ♦---  1055,  1263 

Brager-Eisenberg,  Inc *5 

Cain,  Wofiford "24,  951 

Central  Maine  Power  Co 138.  552,  877, 1028. 1115. 1278 

Central  Ma.ssachusetts  Electric  Co 1055.  1263 

Central  and  South  West  Utilities  Co 1028 

Chicago  Corp 1029 

Chicago  Stock  Exchange Vo-,,    ceo 

Cincinnati  Gas  and  Electric  Co 102.  313.  371,  553 

Cities  Service  Co 721.  810,  1223.  1278 

•        Cleveland  Stock  Exchange 552,  644,  1094.  1236 

Columbia  Gas  System.  Inc 8.  426,  632.  671,  1094, 1278 

Columbus  Oil  Co 721 

Commonwealth  Service  Co 1389 

Commonwealth  and  Southern  Corp..  1057.  1059.  1420,  1421 

Commonwealth  and  Southern  Corp.  (Del.> 328. 

645.  807.  994.  1388 

Commonwealth  and  Southern  Corp.  (N.  Y.) 328 

Connecticut  River  Power  Co 647 

Consolidated  Edison  Co.  of  New  York.  Inc 193,  632 

Con.solidated  Gas  Co.  of  the  City  of  Pittsburgh 462 

Con.sumers  Gas  Co 193 

Con.sumers  Power  Co 807 

Continental  Gas  and  Electric  Corp 27.  1143 

Copple.  Horace  H 582 

Council  Bluffs.  Iowa;  Mayor  of 114* 

Culp,  Roy 583 

Dallas  Power  and  Light  Co 401, 1072,  1338 

Delaware  Power  and  Light  Co 496. 

671.  672.  927.  950.  1057,  1096 

Denver  Ice  and  Cold  Storage  Co 808 

Detroit  Edi.son  Co 11*5 

DuPont  de  Nemours,  E.  I.,  and  Co 552, 1094 

Eastern  Gas  and  Fuel  As.sociates 631,  1200.  1419 

Eastern  Ma.ssachusetts  Electric  Co 46,  1055. 1263 

Eastern  Shore  Public  Service  Co.  of  Maryland 496,  1057 

Eastern  Utilities  Associates 1161 

Electric  Bond  and  Share  Co 396, 

398,  494,  744.  745.  873.  950.  967,  968.  1029.  1057.  1072. 
1144.  1160,  1223.  1338.  1400.  1401.  1420.  1447,  1449. 

Electric  Power  and  Light  Corp 724, 

745.  950.  1029.  1057,  1160,  1401,  1449 

Engineers  Public  Service  Co.   (Inc.) 264 

Equitable  Gas  Co '- 25,  370 

Equity   Corp 280 

Pinleyville  Oil  and  Gas  Co ^^'^noc 

First  Guardian  Securities  Corp 1096 

First  York  Corp 280 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.    *"««• 
Hearings,  etc.— ConUnued 

Florida  Power  and  Light  Co 401,  wz 

Fort  Morgan  Ice  and  Cold  Storage  Co — --      808 

Gardner  Electric  Ught  Co 1055.  1263 

Gas  Advisers,  Inc ^-a 

General  Public  Utilities  Corp z:::^  A°r„' 

425,  552,  742,  950,  1236,  1264,  1309.  1369,  1446.  1448 

Gentilly  Development  Co.,  Inc 1160 

Georgia  Power  Co 807,  isw 

Girard  Life  Insurance  Co — »^;^ 

Gloucester  Electric  Co - — 1055,  1263 

Gloucester  Gas  Light  Co 1055.  1263 

Granite  State  Electric  Co- 1055.  1263 

Great  Northern  Gas  Co..  Ltd V-«Ao-VnV-T    i^on 

Gulf  Power  Co 8.  809,  1057,  1420 

Hamilton  Fire  Insurance  Co »^8 

Hamilton,  William  J..  Jr ^jii 

HarrLsburg  Gas  Co ;«!=  'lop^ 

Haverhill  Electric  Co 1055.  Ub6 

High  Divide  Mining  Co_ ->^—      »*» 

Illinois  Power  Co l«*.  ^*** 

Independent  Investors  Fund,  Inc -      ^"» 

Indiana  and  Michigan  Electric  Co —      i&} 

Indiana  Service  Corp "^ 

Industrial  Agency.  Inc-— — J?" 

Industrial  Broker,  Inc--^ J^" 

Industrial  Insurance  Co ^^S 

In.suran.shares  Corp.  of  Delaware o*8 

International  Hydro-Electric  System i^^^ 

Iowa  Power  and  Light  Co ^j/*^ 

Iowa  Public  Service  Co — om 

Jersey  Central  Power  and  Light  Co 2bJ),  ^zti 

Kansas  Gas  and  Electric  Co *"! 

Kansas  Power  and  Light  Co *« 

Ken-Rad  Tube  and  Lamp  Corp -^^^i^'^oi'loR  ?fi2 

Kentucky  Utilities  Co 28,  280.  328.  426  582 

Keuka  Lake  Power  Corp ah  qaq 

Kings  County  Lighting  Co fonn  -iaiq 

Koppers  Co..  Inc 1200.  1419 

Lake  Catherine  Corp ^*^'  *"^^ 

Lancaster  County  Gas  Co y' 


Langley,  W.  C.  and  Co. 


^ 495 

Lawrence 'GasandlEnectrfc  Co 1055.  1263 

Layton.  William  Monroe 583 

Lehigh  Valley  Transit  Co 354.  845 

Li.sbon  Gasoline  Co..  Inc— '^^ 

Loeb  and  Eames.  Ine ' 

l2ng'  Island  LiVhTinVcV——"—Y973'5'5V^^     744,  1201 

Louisiana  Power  and  Light  Co iio" 

Louisville  Gas  and  Electric  Co i«^' 

Lowell  Electric  Light  Corp 1055.  1263 

Magma  Copper  Co .. ^y 

Mahler,  Benjamin ---     |"^» 

Maiden  and  Melrose  Gas  Light  Co 1055.  1263 

Marks,  Laurence  M..  and  Co — *^^ 

Massachusetts  Power  and  Light  Associates J.  ^^^ 

Ma.s.sachusetts  Utilities  Associates "iooq 

McKenna,  John  F ^ 12^^ 

Memphis  Generating  Co "»^ 

Memphis  Street  Railway  Co — -     ]^°° 

Middle  South  Utilities.  Inc Vo   JSS"  \nol 

Middle  West  Corp —  28.  3^8.  iU;^b 

Middle  West  Utilities  Co.  of  Canada.  Ltd      -----     1028 
Minnesota  Power  and  Light  Co-  354.  401.  647.  744.  967.  1144 

MLs.si.s.sippi  Power  Co , 1059.14^1 

MissKsippi  Power  and  Light  Co_-  193.  371.  373,  1160.  1401 

Missouri  Power  and  Light  Co 46.  12C1 

Monongahela  Power  Co 372.  648,  84b 

Montana  Power  Co iicT 

Montaup  Electric  C0-_ ;«k  om 

Moor.  Lee 725,  9&i 

Murchison.  Clint  W..  Jr - 724.  951 

Murchison.  John  Dabney '^l'  ^^^ 

Nas.sau  and  Suffolk  Lighting  Co -  29.  425 

National  Hotel  Supply  Co -Z^:'i^^  IzH 

National  Power  and  Light  Co-- 354.  645.  1^»» 

Nebra.ska  Public  Service  Co 613 

New  Bedford  Gas  and  Edison  Light  Co 967,  1338 

New  England  Electric  System 46.  647.  994.  1263.  1369 

New  England  Gas  and  Electric  Assn 743,  967,  1338 

New  England  Power  Assn V"  W«c<:   ,0^0 

New  England  Power  Co 46,  647.  994.  1055,  1263 

New  England  Power  Service  Co 136;' 

New  England  Public  Service  Co 1028,  1115.  IJ-a 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con.     ^ag^ 
Hearings,  etc. — Continued 

New  Orleans  Public  Service.  Inc 1160 

New  York  Curb  Exchange 14ia 

New  York  State  Electric  and  Gas  Corp 742. 

1236   1264   1309   1448 

New  York  Stock  Exchange 513. 1277. 1309. 140l',  1419 

Newmont  Mining  Corp    649 

Niagara  Hudson  Power  Corp 397,  1055 

Norfolk  and  Washington  Steamboat  Co 1277 

North  American  Co . 25,  209.  552.  873.  1201.  1224 

North  American  Gas  and  Electric  Co 7,  424 

North  American  Light  and  Power  Co 25,  46.  209, 1201 

North  Boston  Lighting  Properties ^^-  7,  233 

North  Continent  Utilities  Corp , 808 

Northampton  Electric  Lighting  Co 1055.  1263 

Northern  Berkshire  Gas  Co 1055.  1263 

Northern  Natural  Gas  Co 1202 

Northern  New  England  Co 1028.  1115.  1278 

.     Northern  States  Power  Co.  (Minn.) 809.  1058 

Northern  States  Pow^r  Co.  (Wis.) 633.  926.  1072 

Northwestern  Electric  Co 462 

Ogden  Corp __ _ 877 

Ohio  Edison  Co __ —      807 

Ohio  Power  Co 952.  1310 

Ohio  Public  Service  Co 810.  1278 

Oklahoma  Gas  and  Electric  Co 1162.  1447 

Omaha  Electric  Committee.  Inc 1143 

Omaha  Public  Power  District 1143 

Orange  State  Oil  Co 721 

Pacific  Power  and  Light  Co 401.  402.  462.  1072 

Penn  Wyo  Trust 721 

Pennsylvania  Electric  Co 551.  950 

Pennsylvania  Power  Co 807 

Pennsylvania  Power  and  Light  Co 354 

Penn-Western  Service  Corp 613 

Petroleum  Advisers.  Inc 721 

Phebus  Oil  Co 721 

Philadelphia  Co 25.  370.  462 

Philadelphia  Stock  Exchange 1419 

Pittsburgh.  Cincinnati,  Chicago  and  St.  Louis  Rail- 
road         513 

Pittsburgh  and  West  Virginia  Gas  Co 25 

Planning  and  Service  Corp 280 

Portland  Gas  and  Coke  Co 401,  402,  968.  1420 

Porto  Alegre,  Brazil.  City  of 1309 

Provincetown  Light  and  Power  Co 514.  743 

^       Public  Service  Corp.  of  New  Jersey 926.  1071.  1309 

Public  Service  Electric  and  Gas  Co 1419 

Quincy  Electric  Light  and  Power  Co 1055,  1263 

Republic  Light.  Heat  and  Power  Co.,  Inc 1223 

Rhode  Island  Public  Service  Co 7.  233 

Rio  Grande  do  Sul.  Brazil,  State  of 1277 

Rochester  Gas  and  Electric  Corp 1446 

Salem  Gas  Light  Co 1055,  1263 

Salem  Terminal  Corp 994,  1263 

San  Franci-sco  Mining  Exchange 1160 

Sheraton  A.ssociates,  Inc 1389 

Sheraton  Corp.  of  America ... 1389 

Sioux  City  Gas  and  Electric  Co 613 

Smyth,  Nathan  A 424 

South  Carolina  ^lectrlc  and  Gas  Co 1388 

South  Carolina  Power  Co 1388 

South  Dakota  Public  Service  Co 613 

Southern  Berkshire  Power  and  Electric  Co  __  1055,  1263 

Southern  Co 807,  1057,  1059,  1388,  1420,  1421 

Southern  Indiana  Gas  and  Electric  Co 328 

Southern  Natural  Gas  Co 372,  495.  1421  * 

Southern  Union  Gas  Co 951 

Southern  Utah  Power  Co 424 

Standard  Gas  and  Electric  Co" 101. 

462.  810.  875,  1161,  1162, 1224, 1447 

Standard  Power  and  Light  Corp 495, 

810,967,  1162,  1224.  1447 

Stark.  George  L 1223 

Staten  Island  Edi.son  Corp 1369 

Suburban  Gas  and  Electric  Co 1055.  1263 

Superior  Water,  Light  and  Power  Co 401 

Texas  Electric  Service  Co 401,  402,  875.  1144,  1400 

Texas  Power  and  Light  Co 401,  402,  1447 

Texas  Utilities  Co 401.  1072.  1338,  1400 

Thompson's  Spa.  Inc 1389 

Thomson  Divide  Mining  Co 949 

Tobacco  and  Allied  Stocks,  Inc 47 

Todd.  Paul  H , J 1222 

Transark  Oil  &  Gas  Co 721 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.     Page 
Hearings,  etc. — Continued 

Union  Carbide  and  Carbon  Corp 644.  1236 

Union  Electric  Co.  of  Missouri 552.  873.  1201 

Union  Electric  Power  Co 1201 

Union  Light.  Heat  and  Power  Co 102.  313,  371,  553 

Union  Producing  Co 632,  950 

United  Corp —  926,  1055,  1071.  1094 

United  Fuel  Gas  Co 426.  632 

United  Gas  Corp 950 

United  Gas  Improvement  Co 313,  553.  647 

United  Light  and  Railways  Co 27. 646, 1143, 1145. 1446 

Upper  Peninsula  Power  Co 7 

Utah  Power  and  Light  Co 995,  1310 

Wachusett  Electric  Co 1055,  1263 

Washington  Gas  and  Electric  Co 424 

Washington  Irrigation  and  Development  Co 401 

Washington   Stock  Exchange 1277 

Washington  Water  Power  Co 401,  402 

West  Kentucky  Coal  Co 873 

West  Penn  Bus  Lines 1369 

West  Penn  Electric  Co 372. 

648.  808,  845,  952.  1094,  1199,  1310.  1369 

West  Penn  Power  Co-_ -  808.  952.  1094,  1199.  1310 

West  Penn  Railway  Co 1369 

West  Virginia  Gas  Co J 370 

Western  Colorado  Power  Co 995,  1310 

Western  Iowa  Power  Co 1143 

Western  Railways  Ice  Co 808 

Weymouth  Light  and  Power  Co 1055,  1263 

Wisconsin  Electric  Power  Co 102.  874.  1237.  1401 

Worcester  County  Electric  Co 1055,  1263 

Worcester  Gas  Light  Co 514,  845.  1056 

Worcester  Suburban  Electric  Co 1055,  1263 

Yankton  Gas  Co 613 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.  See  main  heading  Presi- 
dential documents. 

Organization,  submittals  and  requests 607 

Rules  and  regulations,  etc.: 
Securities  Act  of  1933: 
Forms  prescribed,  for  registration  of  securities: 
Form  S-1.  amendments  to  various  items: 

Bonus,  profit-sharing,  pension  and  retirement 

plans 92 

Capital  securities , 91 

Interest  of  management  and  others  in  recent 

transactions 92 

Principal  holders  of  equity  securities 92 

Remuneration  of  directors.  oflBcers.  etc 91.  92 

Form  S-4.  Instructions  as  to  prospectus 1031 

Form  S-5.  Instructions  as  to  prospectus 1031 

General  rules  and  regulations: 
Definitions: 

See  also  Registration. 

"Participates"  and  "participation"  as  used  in 
section  2  (ll),ln  relation  to  certain  trans- 
actions   1 90 

"Preceded  by  a  prospectus"  as  used  in  section 
5  (b)    (2)  in  relation  to  certain  trans- 

•       actions 90 

Registration: 
Definitions  of  terms;  "significant  subsidiary".        91 
Information    unknown    or_  not    rea.sonably 

available ' 91 

Inspection,  public,  of  registration  statements.        90 
Prospectu.ses: 
Application  of  amendments  to  rules  gov- 
erning contents  of 90    , 

Filing  of;  number  of  copies 91.202 

Securities  Exchange  Act  of  1934: 
Forms  prescribed: 

For  annual  and  other  refwrts  of  issuers  having 
securities  registered  on  national  securities 
exchanges: 
Form  8-K,  for  current  reports;  proposed  re- 
vision       1158 

Form  9-K.  for  quarterly  reports;   proposed 

adoption 1157 

Form  10-K.  for  corporations;  proposed  revi- 
sion      1157 

Form  11-K,  for  unincorporated  Issuers;  pro- 
posed  replacement 1157 

Form  12-K,  for  carriers. .etc.;  amendment  of 

instruction  book 592 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con. 

Rules  and  regulations,  etc. — Continued 

Securities  Exchange  Act  of  1934 — Continued 
Forms  prescribed — Continued 

For  annual  and  other  reports  of  issuers  having 
securities  registered  on  national  securities 
exchanges — Continued 
Form  12A-K,  for  carriers,  etc.;  amendment  of 

instruction   book 592 

Form  13-K,  for  insurance  companies;  pro- 
posed  replacement 1157 

Form    24-K,   for   bank   holding   companies: 

proFKJsed  replacement 1157 

For  annual  reports  of  registrants  under  Securi- 
ties Act  of  1933;  Form  1-MD,  proposed  re- 
placement      1157 

For  applications  for  registration  of  securities 
on  national  securities  exchanges: 
Form  7,  for  provisional  apphcations;  proposed 

-     replacement 1158 

Form  10,  for  corporations;  proposed  revision.     1158 
Form   11.   for  unincorporated   issuers;    pro- 
posed replacement 1158 

Form  13,  for  insurance  companies;  proposed 

replacement 1158 

Form  15,  for  i:  ccrporated  investment  com- 
panies; proposed  replacement 1158 

Form  17,  for  unincorporated  investment  com- 
panies; proposed  replacement x 1158 

Form  22,  for  reorganized  issuers;  proposed  re- 
placement       1158 

Form  23,  for  successor  Issuers;  proposed  re- 
placement       1158 

Form  24,  for  bank^holding  companies;  pro- 
posed  replacement 1158 

For  registration  of  and  reporting  by  national 
securities  associations  and  affiliated  securi- 
ties associations: 

Form  X-15AA-1 885 

Form  X-15AJ-2 885 

General  rules  and  regulations: 

Exemption  from  section  16  <b)  of  certain  trans- 
actions Involving  securities  acquired  under 

bonus  plans:  proposed  rule  making 961 

Registration  of  unissued  securities  (other  than 
warrant)  for  "when  issued"  dealing,  under 
plan  of  reorganization  pursuant  to  court 
order;  proposed  rule  making 1086 

SELECTIVE  SERVICE  SYSTEM: 

Noncombatant  service  and  training,  defined :  Executive 
*        order  respecting.    See  main  heading  Presidential 
documents. 
SOCIAL  SECURITY  ADMINISTRATION: 
See  Federal  Credit  Unions  Bureau. 
Unemployment  insurance: 

Contributions,  reduced  rates  of,  under  laws  of  vari- 
ous States;  certification  to  Secretary  of  Treas- 
ury, for  taxable  year  1948 45,  461 

Unemployment  compensation  laws,  various  States; 
certification  to  Secretary  of  Treasury,  for  tax- 
able year  1948 45 

SOUTHWESTERN   POWER  ADMINISTRATION: 

Authority,  delegation  of,  from  Secretary  of  Interior 
to  various  officials.     See  main  heading  Interior 
Department. 
STANDARDS,  NATIONAL  BUREAU  OF.    See  National  * 

Bureau  of  Standards. 

STATE   DEPARTMENT: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  <  Schedule  A ) .  See  main  head- 
ing Civil  Service  JDommisslon. 
Information,  statistical,  requested  by  certain  inter- 
governmental organizations,  functions  of  Secre- 
tary with  respect  to  furnishing  of;  Executive  or- 
der respecting.  See  main  heading  Presidential 
documents. 
Organization,  delegations  of  authority,  etc.: 

Authority,  delegation  of.  from  Secretary  to  Foreign 
'    Liquidation  Commissioner  respecting  disposal 

of  surplus  property  outside  United  States 1218 

Organization : 
Economic  AfTairs.  Assistant  Secretary  for: 
Mr;jor  functions 962 

0.-gin;z.,tIcn r ^^^ 
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STATE  DEPARTMENT — Continued 

Organization,  delegations  of  authority,  etc. — Con. 
Organization — Continued 

United  Nations  Affairs.  Office  of 862 

Personnel;    conferring   of   competitive   status   upon 

Winifred  R.  Donnellon.  Executive  order  respect-  > 

Ing.    Sec  main  heading  Presidential  documents. 
Regulations,  etc. : 
Compensation,  foreign  and  territorial;  additional 
compensation  for  positions  In  foreign  areas. 

designation  of  differential  posts..' 121,  361 

German  Government,  former;  relinquishment,  of 
control  over  certain  property  of.  to  Office  of 

Alien  Property £41 

Surplus  property  located  In  foreign  areas,  disposal 
of: 
Authority  respecting;  delegation  of.    See  under 

Organization. 
Importation  of  certain  items  In  critically  short 

supply - — 1283 

Schedule   A 1283 

Visas  for  nonimmigrant  (diplomatic,  etc.)  reentry; 
delegation  of  authority  re.specting  from  Secre- 
tary to  various  officials  of  Visa  Division 1137 

Trade    agreements;    proclamation    respecting.      See 
main  heading  Presidential  documents. 
STATE  GUARD.     See  Army  Department. 
STATE  AND  LOCAL  OFFICES,  holding  of.  by  Federal 
officers     and     employees;     employees     of     Atomic 
Energy  Commi.sslon  permitted  to  serve  as  law  en- 
forcement officers,  etc..  Executive  order  respecting. 
See  Presidential  documents. 
STATISTICAL  INFORMATION: 

Information  requested  by  certain  Intergovernmental 
organizations,  furnishing  of.  by  Federal  agencies; 
Executive    order    respecting.      See    Presidential 
documents. 
Manufacturing  statistics.    See  Census  Bureau. 

SUPREME    COMMANDER    FOR    ALLIED    POWERS. 

Japan;   regulations,  etc..  relative  to  foreign  trade 

■  and  financial  Investments.    See  Army  Department. 

SURPLUS  PROPERTY.  DISPOSAL  OP: 
Agricultural  commodities,  equitable  adjustment  under 
sales  or  transfers  of;  administrative  regulations. 
See  Agriculture  Department. 
Farm  property.    See  Farm  Credit  Administration. 
In  continental  United  States,  and  Hawaii.    See  War 

Assets  Admlnl.stration. 
In  foreign  areas.    See  State  Department. 
SWAN    ISLAND    ANIMAL    QUARANTINE    STATION. 
See  Animal  Industry  Bureau. 


TARIFF  COMMISSION,  UNITED  STATES: 
Applications  for  investigations  and  relief  from  al- 
leged threat  of  Injury  due  to  increased  imports 
of  various  commodities: 

Berets,  knitted 

Filberts 

Lemons  and  lemon  oil ' 

Olive  oil 

Petroleum  (cr\ide>  and  petroleum  products 

Rye  wafers.  "Ry-King" 

Umbrella  handles,  wooden 

i       Whi.'kcy 

Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;  Execu- 
tive order  respecting.    See  main  heading  Presi- 
dential documents. 
•    Trade  agreements: 

Investigations  of  alleged  Injuries  due  to  Increased 
Import.*?   of  various   commodities   under.     See 
Applications  for  investigations. 
Proclamation  re.specting.    See  main  heading  Presi- 
dential documents. 
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TAXES: 

Exci.se.  Income,  etc.    See  Internal  Revenue  Bureau. 
Head  tax  for  aliens.     See  Immigration  and  Naturali- 
zation Service. 


TRADE  AGREEMENTS;  Page 

Chile,  Republic  of;  proclamation  respecting  trade 
agreement  with.    See  Presidential  documents. 

Customs  regulations  respecting.    See  Customs  Bureau. 

General  Agreement  on  Tariffs  and  Trade  concluded  at 
Geneva  October  30.  1947,  and  exclusive  trade 
agreement  with  Cuba;  modification  of  provisions 
upon  signing  of  protocol  by  Chile.  See  Presiden- 
tial documents. 

Tariff  Commission  Investigatiotks  respecting  Import* 
under.    See  Tariff  Commission. 

TRADE-MARKS  AND  TRADE  NAMES: 

Customs  regulations  respecting.    See  Customs  Bureau. 
Foreign-owned,    See  Alien  Property,  Office  of. 

TRAINEESHIPS,  of  National  Heart  Institute.    See  Pub- 
lic Health  Service. 

TREASURY  DEPARTMENT: 

See  Coast  Guard. 

Citstoms  Bureau.  • 

Federal  Supply  Bureau. 
Internal  Revenue  Bureau. 
Narcotics  Bureau. 
Accounts  Bureau;  delivery  of  checks  and  warrants  to 
addresses  outside  United  States,  territories  and 

possessions,  reports  withheld  (correction) 183 

Civil  Service  Rules-  certain  positions  excepted  from 
competitive    s^vice    (Schedule   A).     See    main 
heading  Civil  Service  Commission. 
Committee  on  Practice.    See  Office  of  Secretary. 
Conversion  of  currency.    See  main  heading  Customs 

Bureau. 
Fiscal  Service.     See  Accounts  Bureau;  Public  Debt 

Bureau. 
Information,  statistical,  requested  by  certain  Inter- 
governmental organizations,  collection  of;   Ex- 
ecutive   order    respecting.     See    main    heading 
Presidential  documents. 
International  Finance.  Office  of;  regulations  with  re- 
spect to  blocked  assets  originally  Issued  by  Treas- 
ury Department.    See  main  heading  Allen  Prop- 
erty. Office  of. 
Mint  Bureau;  values  of  foreign  moneys,  for  quarter 

beginning  January  1.  1949 40 

Monetary  Offices.    See  International  Finance.  Office 

of;  Mint  Bureau. 
Office  of  Secretary: 
Committee  on  Practice,  organization  and  functions 

of;  codification  discontinued 78 

Debentures.  2'2  F>ercent  War  Housing  Insurance 
Fund.  Series  H.  selected  for  redemption  by  Com- 
missioner of  Federal  Housing  Administration, 

with  approval  of  Secretary  of  Treasury 1446 

Public  Debt  Bureau: 
Savings  bonds,  regulations  governing: 
Coownership    form,    two    names;    payment    or 

reissue  during  lives  of  both  coowners 979 

Deceased  owners;  payment  or  reissue  on  death  of 

owner  without  administration 979,  1229 

Limitation  on  holdings;  calculation  of  amount..  979 
Treasury  bonds  of  1949-51.  2%,  call  for  redemption.  660 
Treasury  certificates,  offering  of: 

Series  B-1950.  1'4% 306 

Series  C-1950.  1>4% 710 

Series  I>-1950.  1'4% 1336 

Seed  Act.  Federal;  Joint  regulations  of  Secretary  of 
Agriculture  and  Secretary  of  the  Treasury.  See 
main  heading  Agriculture  Department. 
Unemployment  compensation  laws;  certification  to 
Secretary  of  Treasury  by  Commissioner  for  Social 
Security  of  laws  of  various  States  for  taxable  year 
1948.  See  main  heading  Social  Security  Admin- 
istration. 

u 


See  Social  Security 


UNEMPLOYMENT  INSURANCE. 

Administration. 
UNITED  NATIONS : 
Office  of  United  Nations  Affairs.  State  Department; 

functions  of.    See  State  Department. 
Statistical  information  requested  by.  providing  of.  by 
Federal  agencies;  Executive  order  respecting.   See 
Presidential  documents. 


V 

VETERANS:  PaK« 

Benefits  to.    See  Veterans  Administration. 

Civil  service  employment.  See  Civil  Service  Commis- 
sion. 

Low-rent  housing,  eligibility  requirements.  See  Public 
Housing  Administration. 

Public  lands,  rights  of  veterans  to.  See  Land  Manage- 
ment Bureau;  Reclamation  Bureau. 

Tax  exemption;  hospitalized  veterans  exempt  from 
certain  excise  taxes.  See  Internal  Revenue  Bu- 
reau. 

VETERANS  ADMINISTRATION: 
Organization: 
Administration   installations;    list   of   stations   by 

location 583 

Branch  offices;  deletion 689 

Central  office: 
Assistant  Administrator  for  Legislation,  Office  of—      583 

Chief  Medical  Director,  Office  of 583 

Duties,  certain,  transferred  to 689 

District  offices,  designation  of.  for  National  Service 
Life  Insurance,  death  claims  and  auxiliary  op- 
erational activities 689 

Regulations : 
Claims: 
Dependents  and  beneficiaries  claims: 
Death  ratings.  World  War  I.  establishment  of 
service-connected  disability  of  less  than 

10%;  definition  of  term  "disability" 1084 

Payment  of  pension  or  compensation  to  child 

upon  reaching  16  or  18  years  of  age 1101 

Veterans'  claims: 
Adjudication  under  prior  legislation;  cancella- 
tion        678 

Basic  entitlement,  determinations  as  to: 
Active  service  under  Public  No.  2,  73d  Con- 
gress        570 

Validity  of  enlistment;  misrepresentation  of 

age 570 

World  War  II;  eligibility  of  persons  dis- 
charged   to    accept    commission    or    to 

change  status 570 

Claims  and  supporting  evidence,  filing  of;  com- 
putation of  time  limit 569 

Disallowance  and  awards: 

Active  duty  status,  return  to 576 

Additional  allowance  for  nurse  or  attendant; 

resumption  full  rate 575 

Adjustment  of  award  of  veteran  upon  termi- 
nation of  institutionalization  by  VA 575 

Apportionments : 

Effective  date  of 577 

Not  authorized 577 

Special 577 

Table  of 577 

Attorneys  and  agents,  awards  to;  cross  ref- 
erence note 577 

Award  action  upon  failure  to  return  question- 
naire as  to  Income  under  Part  II,  Vet- 
erans' Regulation  No.  1  (a) 576 

Award  upon  receipt  of  questionnaire,  restora- 
tion  of 576 

Awards  of  disability  compensation,  effective 

dates  of , 575 

Awards  pursuant  to  Part  III.  Veterans  Reg- 
ulation No.  1  (c).  effective  dates  of 575 

Benefits  payable,  right  of  election  of;  cancel- 
lation        575 

Concurrent  payment  of  benefits  to  same  per- 
son       576 

Discontinued  award,  resumption  of.  where 
veteran  subsequently  reports  for  physical 

examination 576 

Incompetent  or  minor  beneficiaries,  awards 

to  custodians   of 576 

Reduction  when  disabled  person  is  in  Vet- 
erans Administration  Institution  or  other 

institution  at  expense  of  VA 575 

Retirement  pay,  military  and  naval 577, 

Right  of  election 577 

Special  monthly  compensation  pursuant  to 
paragraph  II.  Parts  I  and  II,  Veterans 
Regulation   1   (a) 675 
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VETERANS  ADMINISTRATION— Continued  p»8« 

Regulations — Continued 
Claims — Continued 

Veterans'  claims — Continued 
Emergency  officers  retirement  claims: 

Protection  afforded  benefits  being  paid  on 
March  20.  1933,  payments  not  limited  to 

$360  per  month;  cancellation 578 

Retirement  pay  and  active  service  pay.  dif- 
ference between;  cancellation 578 

Subsequent  findings  of  30%  or  more  disabil- 
ity by  adjudicating  agencies  of  original 

jurisdiction;   cancellation 578 

Jurisdiction : 

Employee-claimants,  adjudication  of  appli- 
cations  of 569 

Rating  board,  jurisdiction  of 569 

Veterans  residing  in  Washington.  D.  C.  ad- 
judication of  applications  of;  cancella- 
tion  ■ 569 

Mail,  aerial  transportation  of;  cancellation —      569 
Provisional  regulations,  presumptions  of  serv- 
ice-connection   for    chronic    and    tropical 
diseases : 
Amendments  prior  to  cancellation: 

Physical  examination  reports,  clinical  rec- 
ords and  transcripts  of  records  re- 
ceived from  state,  county,  municipal 
and    recognized    private    Institutions 

and  contract  hospitals 241 

Provisions  of  section   1.  Public  Law  748; 

chronic  diseases.., 241 

Rebuttal  of  presumption  of  service-con- 
nection        241 

Cancellation 578 

Relationship  and  dependency,  proof  of: 

Child,  definition  of,  for  purposes  of  various 

acts 570 

Death,  proof  of 570 

Divorce  decree  granted  outside  marital  domi- 
cile, effect  of;  cross  reference  note 570 

Veteran's  child  adopted  by  another  person..      570 
Service  connection  and  application  of  rating 
principles,  establishment  of: 
Active   pulmonary   tuberculosis,   determina- 
tions of;  rating  of  reactivation  In  cases 

of  arrested  tuberculosis 574 

Chronic  or  tropical  diseases: 

Service  connection  for 571 

Under  Public  No.  2.  73d  Congress,  as 
amended : 

Chronic   disea.<;es . 571 

Tropical  diseases 572 

Dental  disabilities,  service  connection  for: 

Determination  of  service  connection 573 

Required  period  of  service 573 

Disability  or  death  result  of  examinations, 

training,  hospitalization,  or  medical  or 

surgical   treatment;   service   connection 

for: 

Compensation  for  di.<;ability  or  death  result 

of  training,  hospitalization,  or  medical 

or  surgical  treatment,  etc 573 

Initial  determinations  and  adjudicative  ac- 
tion       573 

Disability  rating  purposes,  reexaminations 
for: 

Prisoner   of   war   cases 574 

Psychoneurosis  cases 574 

Malaria  and  chrc«iic  disea.ses  characteristi- 
cally tropical  In  origin;  wartime  service 

connection 572 

Neuropsychiatric  diseases;  service  connection 
for   gastric   or  duodenal   ulcer    (peptic 

ulcer> 572 

Ratinp  schedule,  application  of: 

Combined   ratings 674 

Effective  dates  of  evaluations,  1945  sched- 
ule, in  original  ratings 574 

Total  disability  on  history,  ratings  of 574 

Use  of  1925  and  1945  rating  schedules...       574 
Service  connection   on   factual   basis   under 
Public  No.  2  and  Public  No.   141.  73d 

Congre.ss 571 

Tiopical  diseases.  See  Clircnlc  and  tropical 
diseases. 
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VETERANS  ADMINISTRATION— Continued  ***«• 

Regulations — Continued 
Claims — Continued 
Veterans'  claims — Continued 
Service  requirements: 
Persons  Included  in  acts  In  addition  to  com- 
missioned officers  and  enlisted  men: 

Mail,  aerial  transportation  of 

Members  of  training  camps  authorized  by 

law 

Philippine  scouts  and  others 

Under  Public  Laws  No.  2  and  No.  300.  78th 
Congress,  and  No.  300,  80th  Congress- 
Volunteer  Reserve.  Navy 

Persons  not  Included  In  acts: 

Cancellation  of  provisions  respecting  cer- 
tain groups 

Coast  Guard  Reserve,  temporary  members 

•of T_.._ 

National  Guard,  members  of 

Philippines.  Commonwealth  of;  organized 

military  forces  of  Government  of 

World  Wars  I  and  II — 

Submission    of    evidence,    requirements    for; 
physicians'  statements  and  lay  affidavits.. 
Education.    See  Vocational  rehabihtation  and  edu- 
cation. 
General  provisions: 

Inspection  and  investigation  service 

Uniforms  for  VA  guards 

Personal  funds  and  effects,  disposition  of: 
Disposition  of  personal  funds  and  effects  left  upon 
premises  of  VA  by  non-veteran  patients,  em- 
ployees and  other   persons,  known  or  un- 
known: 

Action  on  Inventory  and  funds 243 

Disposition  of  funds  and  effects  left  by  officers 
and  enlisted  men  on  active  list  of  Army, 

Navy  or  Marine  Corps  of  United  States 243 

Disposition  of  veteran's  personal  funds  and  effects 
on  station  upon  death,  or  discharge,  or  un- 
authorized absence,  etc.: 

Cases  of  deceased  veterans 242 

Cases  of  living  veterans 243 

Designate  cases: 

Competent  veterans 242 

Incompetent  veterans 242 

Disposition  of  effects  and  fund  to  designate; 

exceptions , 242 

Nondesignate  cases 243 

Unclaimed  effects  to  be  sold 243 

Under  Public  Law  382.  77th  Congress,  amending 
act  of  June  25.  1910: 

Action  upon  death  of  veteran 243 

Disposition  of  personal  property 243 

Posting  of  notice 243 

Servicemen's  Readjustment  Act  of  1944.  regulations 
under;  guaranty  or  insurance  of  loans  to  veter- 

ens,  applicability 41 

Vocational  rehabilitation  and  education: 

Education  and  training  under  Part  VII.  Veterans' 
Regulation  1  <a)  : 
Course  of  vocational  rehabilitation;  repetition 

of  course 338 

Re-entrance  Into  training: 

After  discontinuance 338 

After  rehabilitation 338 

Appeal,  right  of 338 

Supervision  of  Individual  trainee: 
Additional  considerations  incident  to  super- 
vision : 
Loans  from  vocational  rehabilitation  re- 
volving fund 687 

Medical  services  for  veterans  pursuing  vo- 
cational rehabilitation  training 687 

Request  for  change  of  address,  use  of  VA 

Form  4-572 687 

Change  of  employment  objective 328 

Reglstratioa  and  research;   provisional   regula- 
tions: 
Payment    of    book,    supply,    and    equipment 
charges   for  veterans   enrolled  In   foreign 

educational  institutions H^'j 

Policy  governing  withdrawals  from  education 
or  training  prior  to  completion  of  period 
Instruction:  payment  of  sub  istence  allow- 
ance in  any  case  of  v..thdrawal 11"^^ 
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VETERANS  ADMINISTRATION— Continued  •'^K* 

Regulations — Continued 
Vocational  rehabilitation  and  education — Con. 
Training  and  facilities : 
Amount  payable  to  approved  institution  (other 
than    nonprofit)    for    trainees"  residence 
course  of  30  weeks  or  more;  definition  of 
profit  institution  or  other  than  nonprofit 

institution 380 

Amount  payable  to  approved  nonprofit  in.stitu- 
tions  for  trainees,  for  residence  courses  of 
30  weeks  or  more: 
Alternative  1;  tuition  on  basis  of  customary 

charges 380 

Definitions: 

Customary  cost  of  tuition 379 

Nonprofit   institution 379 

Tuition   payments   to  nonprofit  schools   for 

coursjgs  of  30  weeks  or  more 379 

Contracts   for   trainees;    determination   when 

contract  is  required 381 

Method  of  determining  fair  and  reasonable 
compensation  and  cost  of  teaching  penson- 
nel  and  supplies  for  instruction;  determi- 
nation of  fair  and  reasonable  compensa- 
tion        380 

VIRGIN  ISLANDS: 

Hospital  construction,  grants  for.  See  Public  Health 
Service. 

Radio  stations  in.  regulations  governing.  See  Federal 
Communications  Commission. 

Sugar;  wage  and  price  determinations.  See  Agricul- 
ture Department. 

Wage  rates;  investigation  by  Special  Industry  Com- 
mittee.   See  Wage  and  Hour  Division. 
VISAS,  for  nonimmigrant  reentry.    See  State  Department. 

VOCATIONAL  REHABILITATION: 

Blind  persons;  vending  stand  program.  See  Voca- 
tional Rehabilitation,  Office  of. 

Veterans;  regulations  respecting.  See  Veterans  Ad- 
ministration. 

VOCATIONAL    REHABILITATION,     OFFICE     OF: 

Rc'dtsignation  of  chapter  and  parts . 78 

Vending  stand  program  for  blind  in  Federal  and  other 
buildings;  designation  as  licensing  agency,  effec- 
tive date  of  rei^ulations 509,  596 

VOLUNTARY  PLANS,  for  allocation  of  steel  and  pig 
iron  for  requirements  of  various  Industries  and 
agencies.    See  Commerce  Department. 

w 

WAGE    AND    HOUR    DIVISION,    DEPARTMENT    OF 
LABOR: 
R.'nulations.  orders,  etc.: 
Employment  of  learners;  Issuance  of  ^certificates, 
for  various  Industries: 

Chinaware,  hotel  and  Institutional 1138 

Flower,   artificial 134 

Glove 494 

Hair  net 134 

Ho.sieiy.   full-fashioned 1138 

Instrument,   drafting 134 

Printing 494.  1138 

Handicapped  workers  or  handicapped  clients  In 
sheltered  workshops;  special  certificates,  issu- 
ance to  certain  workshops: 

Altro  Work  Shops.  Inc 1337 

Blind  Work  A.ssociation.  Inc 1337 

Dallas  County  Association  for  the  Blind 1337 

Dallas  Goodwill*  Industries- 352 

Port  Worth-Tarrant  County  Association  for  the 

Blind 992 

Harris  County  A.ssoclation  for  the  Blind 1337 

Illinois  Association  for  the  Grippled.  Inc.,  Chicago 

Metropolitan  Unit 992 

♦      Indianapolis  Goodwill  Industries.  Inc 352 

Indastrial  Aid  for  the  Blind,  Inc 351 

Minne.sota  Homecrafters.  Inc..  Duluth 579 

Minnesota  Homecrafters.  Inc..  Minneapolis 579 

Mis.sourl  Goodwill  Industries  (St.  Louis) 351 

Mount,  Sinai  Hospital 992 

New  York  Goodwill  Industries 992 


WAGE    AND    HOUR    DIVISION,    DEPARTMENT    OF     Pag« 
LABOR — Continued 
Repulations,  orders,'  etc. — Continued 
Handicapped   workers  or  handicapped   clients   In 
sheltered  workshops;  special  certificates,  issu- 
ance to  certain  workshop.s — Continued 

New  York  Guild  for  the  Jewish  Blind 352 

^Pennsylvania  Association  for  the  Blind  (Phila- 
delphia)         992 

Pennsylvania  As.sociatlon  for  the  Blind  (Williams- 
port) 992 

Philadelphia  Society  for  Crippled  Children  and 

Adults : 579 

Rehabilitation  In.stltute  (Kansas  City.  Mo.) 992 

Shut  In  Society,  Pennsylvania  Branch 992 

Sioux  City  Goodwill  Industries 352 

Sioux  City  Workshop  for  the  Blind 352 

St.  Joseph  Goodwill  Industries 352 

United  Vocational  and  Employment  Service 992 

Volunteers  of  America 579 

Washington  Society  for  the  Blind 352 

Home  workers;  In  Puerto  Rico.    See  Puerto  Rico. 
Puerto  Rico,  home  workers  In  needlework  indus- 
tries in;  proposed  rule  making 705.  934 

Special  Industry  committee,  in  Virgin  Islands.    See 

Virgin  Islands. 
Virgin  Islands,  Special  Industry  Committer  for: 
Acceptance  of  resignation  and  appointment  of 

repre.sentative 843 

Hearing  to  receive  evidence  for  consideration  In 
recommending  minimum  wage  rates  for  em- 
ployees in  various  Industries,  notice 869 

WAGES  AND  SALARIES : 

Civil  Service  Commission  pay  regulations.  See  Civil 
Service  Commission. 

Compensation  of  Government  employees;  additional 
compensation  and  allowances  for  service  outside 
United  States.  See  Presidential  documents;  Pub- 
lic Health  Service;  State  Department. 

Hospitals.  Government;  minimum  stipends  for  student 
or  resident  trainees.  Civil  Service  Commission  reg- 
ulations respecting.  See  Civil  Service  Commis- 
sion. 

Meat  inspection  employees:  overtime  compensation 
for.    See  Animal  Industry  Bureau. 

Military  procurement;  contract  provisions  respecting 
wages  and  salaries.  See  Army  Department;  Na- 
tional Military  Establishment. 

Minimum  wages.  See  Public  Contracts  Division; 
Wage  and  Hour  Division. 

National  park  concessioners'  employees.  See  Na- 
tional Park  Service. 

Panama  Canal  Zone,  compensation  for  certain  em- 
ployees in ;  Executive  order  respecting.  See  Pres- 
idential documents. 
•  Wage  determinations  for  production  of  various  agri- 
cultural commodities.  See  Agriculture  Depart- 
ment. 

Withholding  of  income  tax  at  source  on  wages  and 
salaries.    See  Internal  Revenue  Bureau. 

WAR  ASSETS  ADMINISTRATION: 

Designation  of  disposal  agencies  and  procedures  for  .' 
reporting  surplus  property;  approval  of  delega- 
tion of  authority  to  Army  Department.  Corps  of 
Engineers,  for  disposal  of  certain  airport  and  wa- 
terfront properties  In  Hawaii 508 

Transfer  of  certain  lands: 
Fort  Huachuca,  Arizona;  transfer  of  certain  portion 
to  State  of  Arizona  Game  and  Fish  Commission 

for  wildlife  conservation  purposes 353 

Laguna  Madre  Sub-Base.  Harlingen  Army  Air  Field, 
Cameron  County,  Texas;  transfer  to  Secretary 
of  Interior  for  migratory  bird  conservation  pur- 
poses       355 

WASHINGTON  NATIONAL  AIRPORT;  regulations  re- 
specting.   See  Civil  Aeronnautics  Administration. 
WILDLIFE: 
Hunting  and  fishinpr,  etc.;  regulations.     See  Alaska 
Game  CommLssion;  Engineers,  Corps  of;  Fish  and 
Wildlife  Service. 
Refuges;  regulations,  etc.,  affecting.     See  Fish  and 

Wildlife  Service;  Land  Management  Bureau. 
Transfer  of  certain  lands  for  wildlife  conservatioa 
purposes.    See  War  Assets  Administration. 
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1949) 211 
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TITLE  4 
Chapter  I: 

Part  14  [revised] 589 

TITLE  5 
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2.107 465,  563 

2.110 53 

2.114 747 
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6  101 1392 
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6.103 1391 

6.105  -^ 1227 

6.106 1391 
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Part  656: 
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Page 
405 

Part  659: 

659.31-659  46 

501 

659  51-659  66 

—       362 

Part  664: 

654  13 

271 

664  14 

__-       271 

664  15            — _       

___       917 

Part  669: 

669  2   

__-       501 

Part  671: 

671.27 

__     1408 

Part  672: 

672.1   
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TITLE  7 
Subtitle  A: 
Part  1: 

1.52 694 

Part  4 : 

Redcsiqnation     of     former 

Part  1596 293 

4.1 1315 

4.2 694 

4.3 - 694 

Chapter  I: 
Part  26: 

Proposed  rules 697 

26.103 1243 

26.106 1243 

26.108 1243 

26.110 1243 

26.112 1243 

26.158 1243 

26.257 1243 

Part  29 : 

Proposed  rules 1176 

Reorganization 465 

Part  30  [reorganized] 466 

Part  42 : 

Proposed  rules 382 

Reorganization 466 

Part  51: 

Proposed  rules 295.  988 

51.1-51.51 213 

51.151 563 

51.176 853 

51.337 564 

part  52: 

Proposed  rules 798.  920 

52.333 619.1269 

Part  53: 

53.35a 405 

Part  55: 

Proposed  rules 1411 

Part  57: 

Proposed  rules 1040 

Part  106: 

106.2 681 

106.69 121 

Part  108: 

10845 681 

10845a 681 

Part  162: 

Proposed  rules 737 

162.12 [157] 

162.18 —  157 

162.100-162.115 466 

Appendix 466 

Part  201: 

Technical  amendment 335 

201.172 1207 

201.174__ 1207 

201.176 1207 

201.220 335 
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Chapter  III: 
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Proposed  rules.—  1176. 1285. 1384 

301.38-301.38-11    999 

301.58-3—301.58-12 1335] 

301.58-15 335 

301.64-4a 477 

301.72—301.72-9 1207 
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319.37-2a 1167 

319.37-18 1169 
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Part  415: 

415.4 1393 
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418.151 433 
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418.167 1393 
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419.4 1393 

419.13   1393 

419.17 1393 

Part  420: 

420.5 1393 

420.15 55 
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421  1-421.15    434 

421.15   . 565 
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Part  706: 

706.2 681 
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Proposed  rules 123 

721.1-721.6    453 
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725.8   55 

725.9 55 
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726.6-726.8    55 

Part  729: 

Proposed  rules 991 
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Reorganization 466.591,1408 
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Proposed  rules 1 
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802.42 219 

802.44 57 
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802.53 122 
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Proposed  rules 1396 
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817.2 1169 
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Part  110: 

110.1    731.1156,1229 
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116.9    199,505 

Part  150: 

1506    36 

150  10  36 

150  14 36 

Part  171: 
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511.194 1409 
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511.305 1409 
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511.323 1409 
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76.2  __ 1212 

Part  92: 

Proposed  rules 443 
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Proposed  rules 244 
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151.10 294 

Chapter  11: 

Part  203   [discontinued] 655 

TITLE  10 
Chapter  I: 
Part  40 : 
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60.3 695.  [7321 

60.3a 695.  17321 

60.4   1732] 

60.5   731 

60.5a 733 

TITLE  12 
Chapter  II: 

Part  201: 
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Part  222: 

222.7   1031 

2229   1031 
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222.118 454 
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222.121    455 

222  122 . 753 

222.123 750 

222.124    1247 

222.125   1343 

TITLE  14 
Chapter  I: 

Part  3: 

Technical  amendments 36 

3.123   __ 36 

3.132   37 

3  13330  37 

3202   37 

3.2131    37 

3.230 37 

3.2421   37 

3310 -—  37 

3.3610    _-._.- 3/ 

340   37 

3  5222    37 

3632  37 

Part  4a: 

4a.755-T 37 

Part  4b: 

Proposed  rules 1333 

4b40 37 

4b62  37 

Part  16: 

16.30  37 

Part  20:  ■ 

20.61    -  103 

Part  22: 

22.241   110 

Part  24: 

24.2   1531 

Part  40: 

40.291   37 
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TITLE  14 — Continued  p^b« 
Chapter  I — Continued 

Part  41: 

Proposed  rules 1333.  1411 

413041   114091 

41.312    [14091 

41.500  37 

41.508   37 

41.509 1-.: 37 

41.510 37 

41.511   _ 37 

Part  42: 

Proposed  rules 934,  1333 

Revision: 

42.0-42.96 1428 

Prior  to  revision: 

42341   37 

42.342   37 

42.37 37 

42.42   37 

Part  43 : 

Proposed  rules >  1444 

43.1010 _ —  11004! 

43.22  __ __ 38 

Part  45: 

Proposed  rules 943 

45.1-45.5 1437 

Part  52: 

52.38 623 

Part  60: 

60.00   38 

60.107 38 

60.108   479 

60.113   38 

60.306   38 

60.921 _ _.  38 

Part  61: 

Proposed  rules 1333,  1411 

61.50 38 

61500   ___ 38 

61.535 38 

61.752 38 

61.791   38 

61.83   38 

Part  202 : 

202.1   639 

Part  224: 

Proposed  rules 383 

Part  228 : 

Proposed  rules 188.  840 

2281   — 1157 

Part  238: 

238.3    378 

Part  292: 

Proposed  rules 370,  420 

Chapter  II: 

Part  407: 

407  1-407.5 778 

Part  531: 

Supersedure  by  Part  407 77B 

Part  550: 

550.1  21 

550.2 21 

550.5 21 

550.7  21 

550.8 409 

550.9  21 

550.11   21 

Appendixes  B-N  [rerofced]_  21 

Part  570  [renumbered) 38 

Part  571  [renumbered] 38 

Part  600: 

600.4 455 

Part  601: 

601.4 336.456.778.779,918 

601  8  456 

601.9   456.779 


TITLE  15  P'^ge 

Chapter  Til: 
Part  338: 

338.1-338.25 1316 

338.31-338.46    [revised] 1247 

338.32   1323 

338.33    1323 

Prior  to  revision: 

338.45 519 

338.46  519 

338  51-338.61 1438 

338.71-338.85 1212 

Part  370: 

370.4  224 

Part  371: 

371.4b 1393 

371.7    89,90,225 

371.7a   1079,  1080 

Part  372: 

372.8  733 

372.9   854.1343 

372.10   815.1081 

37221    975 

372.22    1081,1383 

372.26   38,1250 

Part  373: 

373.2   200,336,1081- 

373.3  506.  1394 

373.5   639 

373.11    409 

373.13   409.1343 

373  14  409 

Part  374: 

374.1   90.795 

374.4 884 

374.7 456,1394 

Part  379: 

379.2   1081 

Part  381: 

381.1-381.5    976 

Part  399 : 

399.1 39,110.795.854. 

855.  955. 1081.  1100.  1250,  1438 
399.2   441 

TITLE  16 
Chapter  I: 

Proposed  rules 204. 1014, 1336 

Part  2: 

2.30  200 

Part  3: 

3.6 59,60,1082,1172.1323 

3.48  655,657.658,1172 

3.55   655.657.658 

3.71   59 

3.72  60.1172 

3.80  60 

3.96  59.1323 

3.99  1214 

Part  7: 

7.11   201 

Part  110: 

Proposed  rules 1136 

Part  152: 

152.1-152  20    [239] 

Part  180: 

180.0-180.107    624 

Part  131: 

181.0-181.105 734 

TITLE  17 
Chapter  11: 
Part  230: 

230.120 90 

230.142 90 

230.153 90 

230.162 90 

230.405 91 

230  409 91 

230.424 91,202 

Part  239: 

233.11    191] 


TITLE  17— Continued  ^'^^ 

Chapter  II — Continued 

Part  239— Continued 

239.14 [10311 

239.15 [1031] 

Part  240: 

Proposed  rules 961, 1086 

Part  249: 

Proposed  rules 1157.1158 

249.312 L592] 

249.312a [592] 

249.801   [8851 

249.803 [885] 

TITLE   18 
Chapter  I: 
Part  2: 

2.55 681 

Part  32: 

32.24 1101 

Part  157: 

157.9 681.682 

157.14 681.682 

TITLE   19 
Chapter  I: 

Part  1: 

1.21   ^_       122 

Part  3: 

3.17 885 

3.33 885 

3.34 885 

3.38 885 

Part  4: 

4.35 143 

498 886 

Part  5: 

5.8   1229 

Part  6: 

6.8   202 

6.9    202,506 

Part  8: 

88   737 

8.13   1005 

8.15    225.1345 

8.W   -_  1005 

8.28  918 

Part  10: 

10.1 225 

Part  11: 

11.13  931 

11.17   .__ 931 

Part  16: 

Proposed  rules .  341 

16.4   1123 

Part  18: 

18.1    143 

18.24    1173 

Part  19: 

19.7  918 

Part  22: 

22.40    1345 

'Part  23: 

23.17    1345 

,     23.25   506 

23.29    1345 

2331    1345 

23.32    507,  1083 

Part  25: 

25.3    143 

25.4   143 

25.19   506 

TITLE  20 
Chapter  II: 
Part  236: 

236.1    294 

TITLE  21 
Chapter  I: 
Part  3: 

3.8 239,  294 

3.9   __ 1038 
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Part  51: 

Proposed  rules 
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Proposed  rules 
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141.9   

141.12    
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141.110    

Part  146: 


CODIFICATION  GUIDE,  JANUARY-MARCH   1949 


Page 


483 

491 

886 
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887 

146.32    

14635    _- 

--- 

888 
888 
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888 

146  45    _ 

888 

146.46 

888 
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888 
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889 
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889 

Part  170: 
170  19 

1173 

TITIE  22 

Chapter  11: 
Redesignation 
III 

of  former  Ch. 

225 

Part  201: 
201  1-201.21 

[8551 

19181 

201  12    __. 

113831 

Chapter  III: 
Redesignation 

TITLE  24 
Chapter  I: 
Part  122: 
122  26   
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225 
123 

12229      

123 

Part  124: 

1241   

Part  141: 

Proposed  rules  ^ 
Part  142: 

Proposed  rules- 
Part  143: 

Proposed  rules- 
Part  144: 

Proposed  rules. 
Part  145: 

Proposed  rules. 
Part  146: 

Proposed  rules- 
Part  147: 

Proposed  rules. 
Part  148: 

Proposed  rules. 
Part  149: 

Proposed  rules. 
Part  150: 

Proposed  rules. 
Chapter  II: 
Part  232: 

232,1   

23222    

Part  280: 

28033   — 

Part  291: 

2918   

Chapter  III: 
Part  320: 

320.7  


123 
1101 
1102 
1102 
1104 
1107 
1112 
1101 
1101 
1101 
1101 

1083 
977 

977 

161 

1383 


TITLE  24 — Continued  ^  se 

Chapter  VIII: 
Part  825: 
825.1-825.12: 

825  5 17,  93.  143.  144.  1394 

Schedule  A---  456.627.632.605. 
856.   918.   979.    1005.    1345 
Corrected   list   of   1948 

amendments.  13  P.  R.  5877. 
5937,   6246.    6283.   6411, 
6556.   6881,   7862,   8217,' 
8327. 

Scheaule  B 271, 

337.  456,  627.  695,  1083 
Corrected   list   of   1948 

amendments.  13  F.  R.  57.8. 
5937.  6556.  6910.  7259, 
7671,   7801.   8218. 

825  25 18.  93,  145,  1395 

825,41   978 

82545 20,  93.   145.   146.   1395 

8^5.65 19.  94,  145.  13C5 

825.81-825.92: 

82585   18 

Schedule  A 457,  627. 

682,  695.  857,  918,  978.  1345 

Schedules 272, 

337.  A^,  627,  695.  1084 

825.105   19 

825  121    978 

825.125    20 

TITLE  25 
Chapter  I: 
Part  53: 

53.1-53,12 294 

Part  81: 

81.17   1123 

81.19   1123 

Part  127: 

127.4    39 

127.5  .. 39 

Part  130: 

Proposed  rules £0, 

637.  933.   1301,  1327 

130  6   1064 

130.7a   1C64 

130.8   10S5 

130.12    481 
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TITLE  26 
Chapter  I: 
Part  7: 

7.800-7.810 1033 

7.900-7.907 1123 

Part  29: 

11 . 


I.  R.  C, 

29.11-1 
I.  R.  C. 
23.12-1  . 
2r  12-2  . 
29  12-3  . 
29.12-4  . 
29.22  «b» 
29.22 
29,22 
29,22 
29,23 
I.  R. 
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12. 


816. 


(2>-l 
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29,23   <y'-l 

I.  R  C.  23  'aa), 

2923  <aa)-l 

I,  R   C 

29,25-3 

I.  R.  C. 

29.51-1 

29.51-3 
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818. 


819. 
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817 
817 
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818 
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180 
180 
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819 
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819 
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820 
820 
820 
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822 
823 
823 


29.58-2 823 


TITLE  26 — Continued  ^^^^ 

Cnapter  I — Continued 
Part  2U — Continued 

29  58-3 824 

29,58-4 824 

2958-7 8i;4 

I.  R.  C.  108 8  4 

29108-3 82i 

I.  R.  C.  113  <a>   (5> 825 

29  113  <a)    <5)-l 825 

I.  R,  C,  142 825 

29,142-1 826 

29  142-2 826 

29  143-3 82e 

I.  R,  C.  147 826 

29,147-1   826 

29,147-2 - 826 

29  147-3 8.17 

29.147-7 827 

29  147-8 827 

29  148-1   8^7 

29  143-3 827 

29,162-1   818 

I,  R.  C,  163 827 

29,163-1 827 

29,202-1 [8281.  [8371 

29217-2 •      827 

29322-3   39 

I   R,  C.  400 827 

29  400-1 828 

29401-1 823 

29,402-1 828 

Part  101: 

Statutory   provisions 61 

101,5   61 

101.15 61 

101.21   1037 

Part  151: 

15164   -—       519 

15169   519 

151,75 - 519 

151  82   519 

15186   519 

151  88 520 

15189 520 

p  151,116 —       520 

151  151   520 

Part  152: 

S'atutory  provisions.  181.  182,  295 

152  2   180.295 

152,3 181,  295 

152.4a  _ - 181,  295 

152,10 181.  295 

152,16a 182,  295 

152,38  -- 182,  29,'5 

152,52 182,  295 

152  68a 182.  295 

152,74a 182.  295 

152,77a 182.  295 

Part  176: 

176  16   10G5 

176  17    .-._     10C5 

176  17o   10C3 

17621    1065 

176  22   .. 1065 

17657    1065 

Part  180: 

Propr-.vfd    rules   596 

Part  182: 

Proposed  rules 980 

Part  184: 

Proposed  rules 1301 

Part  185: 

Prop'iyed  rules 859 

Part  186: 
Proposed  rules 442 

Part  188: 

Proposed  rules 1039 

Part  ISf): 
P.opoici  lulcs 1039 
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Chapter  I — Continued 

Part  190: 

Proposed  rules 1040 

Part  192: 

192,149 13P.  R.  5373 

Part  194: 

194  12   - 1410 

194,26 1410 

19451   1410 

194,53   1410 

Part  316: 

Proposed  rules 183 

Part  405: 

Statutory  provisions.  273.  277.  593 

405,201    276 

405  202 —  276,  277 

405,203   277 

405205    278 

405.206   278 

405.207   278 

405,209   278 

Part  410: 

Supersedure  by  Part  411 —  63 
Part  411: 

411.101^11,906 62 

Part  471  [rertsedl 481 

TITLE  29 
Chapter  II: 

Redesignation  as  Ch.  I 78 

Chapter  IV: 
Part  422: 

Proposed  rules 1273 

Chapter  V: 
Part  545 : 

Proposed  rules 705.  934 

Part  669 : 

Proposed  rules 869 

TITLE  30 

Chapter  IV: 

Redesignation  as  Ch.  Ill 40 

TITLE  31 
Subtitle  A: 

Part  12  [discontinued] 78 

Chapter  I: 
Part  129: 

129  12 40 

Part  131: 

Appendix   B 78 

Chapter  II: 
Part  211: 

2114    -       183 

Part  315: 

3159    979 

315,45    979 

315,47 - 979,1229 

TITLE  32 

Chapter  11: 

Redesignation  as  Ch.  I 40 

TITLE  33 
Chapter  I: 
Part  90 : 

Proposed  rules 89b.  1128 

Part  92 : 

Proposed  rules 1128 

Part  95: 

Proposed  rules 1128 

Chapter  II: 
Part  204: 

204,42    - 1250 

Part  206: 

206,50   565 

Chapter  V: 
Redesignation  as  Ch.  Ill 41 

TITLE  34 
Subtitle  A: 
Part  60: 

60,1-60,5    322 


TITLE  34 — Continued  '**8e 

Chapter  IV: 
Part  400 : 

400  100-400.404 523 

Part  401: 

401.000-401,505-3 525 

Part  402: 

402.000-402,505 529 

Part  403: 

403.000-403.305    535 

Part  404: 

404.000-404.402 538 

Part  405: 

405  000-405.304 539 

Part  409: 

409.001-409.303 541 

Part  410: 

410  001-410.402 543 

Part  411: 

411.000-411.903 1346 

Part  414: 

414  000-414.502 683 

Part  420: 

420.1    457 

Chapter  V: 

Amendment  of  Joint  Procure- 
ment Regulations..  691,  1173.  1251 

Part  536: 

536.30   

Part  542: 

542.1-542.16 

Part  552: 

552.5-552.16 

Part  561: 

561.2   

561.4   

561.7   

561.9   

561.10    

Part  571: 

Amendment  of  part  head 
note 

571.1-571.4    \center    head- 
note  designated] 365 

571.10   365 

Part  577: 

577.21    1326 

Part  578: 

578.48 828.  829 

57854 165,  829 

Part  580: 

580.1-580.17 593 

580.18   593 

Chapter  VI:  ^ 

Part  702: 

702.4 225.'  1154 

Chapter  VII: 
Part  825: 

825.1-825.13     365 

Part  861: 

861.71-861.79    410 

Part  865: 

865.1-865.7 779 

Part  871: 

Amendment  of  part  head- 
note  369 

871.1-871.4    [center    head- 
note  designated] 369 

871.10 369 

Part  881: 

881.1-881.13  _— 891 

Part  884: 

•884.1-884.11 1251 

TITLE  35 
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Part  27: 

27.1  


379 

565 

162 

364 
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365 


365 
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TITLE  3^ 

Chapter  I: 
Part  20: 

20.44   _.. 
Part  28: 

28.3 

28.5 

Chapter  II: 
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251.7   -- 
Chapter  III: 
Part  311: 
311.1   __. 
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3.0 568 
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3.2 569 

3.5 569 

3.12 569 

3.13 569 

3.14 569 

3.29 - 569 

3.31 570 

3.42 570 

3.44 570 

3.51 [5701 


>See  BO  10041. 
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TITLE  38 — Continued 
Chapter  I — Continued 

Part  3— Continued 

3.357   578 

3.1502 241,  578 

Part  4: 

498   1101 

4.176   1084 
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121    


12.2 
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124 
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242 
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12  16 243 

12.17 243 

12  18   243 

12.20    243 

1221    243 

12.22   243 

Part  21: 

21.186 1175 

21  187   1175 

21.207   338 

21.252 338 

21  253 687 

21  286 338 

21.288   338 

21.289 338 

21.467 379 

21.458  _'- 379 

21.471 379 

21.472 380 

21.484 380 

21.530 380 

21.570 381 

Part  36: 

36  4300 <1 

TITLE  39 
Chapter  I: 
Part  3: 

3  5 520 

Part  6: 

6  12  — 338 

Part  34: 

34.28 458 

3465 338 

3480 458 

34.84 338 

3488 183 

34.89 659 

Part  35: 

354 458 

35.18 1440 

Part  37: 

37.16 338 

Part  60: 

60.14 1127 

Part  74: 

74.6 482 

Part  121: 

121.3 659 

Part  127: 

127.3 659.  893,  1440 

127.10   1440 

127.19   339 

127.76   1440 

12797   ^ 892 

127.199   1440 

127.219   1440 

127.231   578 

127.232   1084 

127.236 1440 

127.243   1229 

127  252    _  339.  659. 1084,  1127. 1440 

127.264   339 

127.266   892 

127268   595 

127.272 893 


TITLE  39— Continued  ^^^ 

Chapter  I — Continued 
Part  127 — Continued 

127.273   893 

127.274  „ 893 

127.278   10S5 

127.280   957 

127.282   339.458 

127.283    595.639 

127  286 459.1085.1441 

127.288    1441 

127.304   339. 1085 

127.308 892 

127.309   578,  1441 

127.310a 1440 

127.313 892 

127314 892 

127325 892 

127.327 893 

127.329   1085 

127.330    —     1441 

127.335   578 

127.337 1085 

127.341    578,957.1267 

127.342   957,1441 

127345   578 

127.346   892 

127353   893 

127.367   320 

127.374   893,1441 

127.375 595 

127.376 893,  1441,  1442 

Part  150; 

150.1908 521 

TITLE  41 
Chapter  11: 
Part  201: 

201.101 295 

Part  202: 
Proposed  rules 188,  420 

TITLE  42 
Chapter  I: 

Part  21: 

21.155  — 381 

21.351-21.360: 

Appendix   A 507.  1439 

Part  34: 

34.4  — 893 

Part  53: 

63.1   _- 1085 

5321   1085 

53.77 1085 

53.79  — 1086 

Part  63: 

63.1-63.6 508 

Part  71: 

71.508 202 

71.509 202,  508 

Part  72: 

72.21   278 

TITLE  43 
Chapter  I: 
Part  101: 

101  21   1037 

Part  137  [revised]: 

137.1-137.2 1383 

Part  162: 

162.1 225,  '  482.  '857 

Part  191: 

191.3 382 

191.11 382 

191.12   382 

Part  192: 

192.141 1006 
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TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs,  De- 
partment of  the  Treasury 

[T.   D.   62159] 

Part  11 — Packing  and  Stamping;  Mark- 
ing; Trade-Marks  and  Trade  Names; 
Copyrights 

FALSE  marking,   TRADE-MARKS  AND  TRADE 
NAMES 

Section  11.13,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  11.13).  as 
amended  by  T.  D.  51779,  is  further 
amended  as  follows: 

Paragraph  (c)  Is  amended  to  read  as 
follows ; 

(c)  Whenever  any  articles  are  de- 
tained in  accordance  with  the  foregoing 
provisions  of  this  section,  and  the  case 
of  any  articles  detained  under  para- 
graph (b)  the  United  States  attorney 
has  Indicated  that  he  does  not  Intend 
to  prosecute,  the  articles  shall  be  seized 
and  forfeited  In  the  usual  manner,  except 
that,  upon  the  filing  of  a  petition  there- 
for by  the  Importer  prior  to  final  dis- 
position of  the  articles,  the  collector  may 
release  the  articles  upon  the  condition 
that  the  prohibited  marking  be  removed 
or  obliterated  or  that  the  articles  and 
containers  be  properly  marked  to  Indi- 
cate their  origin,  contents,  or  condition, 
or  may  permit  the  articles  to  be  exported 
or  destroyed  under  customs  supervision, 
and  without  expense  to  the  Government. 

Paragraph  (d)  Is  amended  by  substi- 
tuting "545.  Title  18.  United  States  Code" 
for  "593  (b).  Tariff  Act  of  1930  (19 
U.  8.  C.  1593  (b))."  and  the  parentheti- 
cal matter  at  the  end  thereof  is  amended 
to  read  "(R.  S.  161,  sees.  1-5,  34  Stat. 
260-262.  sees.  42.  43.  60  Stat.  440,  441. 
sec.  545.  Pub.  Law  772,  80th  Cong.,  sees. 
618.  624,  46  Stat.  757.  759;  5  U.  S.  C.  22. 
15  U.  S.  C.  294-298,  1124,  1125,  18  U.  S.  C. 
545.  19U.  S.  C.  1618,1624.)" 

Section  11.17,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  11.17),  as 
amended  by  T.  D.  51779,  is  further 
amended  as  follows: 

Paragraph  (b)  is  amended  to  read  as 
follows : 

(b)  Whenever  merchandise  is  de- 
tained In  accordance  with  the  foregoing 
provisions  of  this  section  and  the  im- 
porter indicates  that  he  will  not  attempt 
to  secure  the  written  consent  of  the 
owner  of  the  trade-mark  or  trade  name 


to  the  importation  of  the  merchandise, 
or  such  consent  is  not  presented  to  the 
collector  prior  to  the  expiration  of  the 
30-day  period,  the  merchandise  shall  be 
seized  and  forfeited  in  the  usual  manner, 
except  that,  when  a  petition  therefor  is 
rhade  by  the  importer  prior  to  final  dis- 
position of  the  merchandise,  the  collector 
may  release  the  merchandise  upon  the 
condition  that  the  name,  mark,  or  trade- 
mark be  removed  or  obliterated  prior  to 
the  release,  or  may  permit  the  merchan- 
dise to  be  exported  or  destroyed  under 
customs  supervision  and  without  expense 
to  the  Government.  In  the  case  of  any 
such  merchandise  carriectTis  baggage  or 
otherwise  by  a  person  arriving  in  the 
United  States,  such  petition  may  be  made 
orally  at  the  time  of  the  customs  ex- 
amination and  the  collector  may  there- 
upon dispose  of  the  merchandise  under 
the  above-mentioned  conditions  without 
a  formal  notice  of  detention  or  seizure. 

The  parenthetical  matter  at  the  end 
of  paragraph  (d)  is  amended  to  read 
••(R.  S.  161.  sec.  27.  33  Stat.  730,  sec.  42, 
60  Stat.  440.  sees.  526.  618.  624.  46  Stat. 
741.  757.  759;  5  U.  S.  C.  22,  15  U.  S.  C. 
106,  1124.  19  U.  S.  C.  1526,  1618,  1624.)" 

I  SEAL]  Frank  Dow, 

Acting  Commissioner  o1  Customs. 

Approved:  February  21,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

(F.    R.    Doc.    49-1545;    Piled,    Mar.    1,    1949; 
8:49  a.  m.l 


TITLE    26--INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Rev- 
enue, Department  of  the  Treasury 

Subchapter  A — Income  and  Excett-Proflts  Taxes 

I  Com. -Mimeograph  Coll.  No.  6367,  R.  A. 
No.  1699] 

Part  29 — Income  Tax;   Taxable   Years 
Beginning  After  December  31,  1941 

federal  DUTIES  AND  EXCISE  TAXES 

February  23,  1949. 
Deductibility  of  Federal  stamp  taxes 
paid  on  the  Issuance  of  bonds ;  limitation 
on  the  effective  date  of  application  of  a 
previous  ruling. 

S  29.23  (c)-2    Federal  duties  and  ex- 
cise taxes.    •     •     • 

(Continued  on  next  page) 
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Chapter  I: 
Part   1 *3* 


The  foUowlng  statement  Is  puWishwl 
pursuant  to  section  3   (a)    (3)   of  the 
Pam      Administrative  Procedure  Act: 

Reference  is  made  to  that  portion  of 
section  23  (c)  of  the  Internal  Revenue 
Code,  as  amended  by  section  111  of  the 
Revenue  Act  of  1943,  enacted  February 
25,  1944.  which  provides  that: 

In  computing  net  Income  there  shall  be 
allowed   as  deductions: 
• 
(c)   Taxes     peneroIZy— (D   AUovannct     in 
general.    Taxes  paid  or  accrued  within  the 
taxable  year,  exceptr— 

•  •  • 

(P)  Federal  Import  duties,  and  Federal  ex- 
cise and  stamp  taxes  (not  described  In  sub- 
paragraph (A).  (B),  (D).  or  (K)).  but  this 
subaectlon  shaU  not  prevent  such  duties  and 
taxes  from  being  deducted  under  subsec- 
tion (a). 

On  the  basis  of  the  foregoing,  this 
office  Issued  a  ruling  designated  as  I.  T. 
3806  (C.  B.  1946-2,  41)  which  reads,  In 
part,  as  follows: 

(3)  Federal  stamp  taxes  paid  by  a  corpo- 
ration on  the  Issuance  of  its  bonds  upon 
original  Onanclng,  or  refinancing,  are  ex- 
haustible capital  expenditures,  amortlaabls 
over  the  term  or  life  of  the  bonds; 

It  has  come  to  the  attention  of  this 
office  that  prior  to  the  publication  of 
I.  T.  3806  certain  corporate  taxpayers 
which  paid  Federal  stamp  taxes  on  the 
Issuance  of  bonds  deducted  the  entire 
amounts  so  paid  on  their  Federal  Income 
and  excess  profit^  tax  returns  under  the 
assumption  that  such  taxes  were  de- 
ductible as  ordinary  and  necessary  busi- 
ness expenses  xmder  the  provisions  of 
section  23  (a)  of  the  Internal  Revenue 
Code.  It  appears  that  retroactive  appli- 
cation of  the  ruling  quoted  above  would 
create,  in  these  Instances,  considerable 
hardship. 
Accordingly  it  wUl  be  the  admlnlstra- 

933  tlve  policy  not  to  disturb  such  treat- 
ment, with  respect  to  returns  filed  for 
taxable  years  ending  prior  to  the  publi- 
cation of  I.  T.  3806,  where  Federal  stamp 
taxes  paid  by  a  corporation  on  the  issu- 

934  ance  of  its  bonds  were  deducted  in  their 
entirety  in  the  year  of  payment  or  ac- 
crual .  ( See  section  3791  ( b )  of  the  Inter- 
nal Revenue  Code;  26  U.  S.  C.  3791  (b).) 

Inasmuch  as  the  rule  announced  here- 
in merely  limits  the  effective  date  of  ap- 
plication of  a  previous  ruling,  and  the 
needs  of  certain  of  the  taxpayers  af- 
fected thereby  require  immediate  issu- 
ance of  the  rule,  prior  notice  and  public 
rule-making  procedure  in  connection 
therewith  are  hereby  found  to  be  im- 
practicable, as  they  would  delay  promul- 
gation of  the  rule. 

As  this  mimeograph  is  within  the  par- 
enthetical exception  to  section  4  (c)  of 
the  Administrative  Procedure  Act.  it 
shall  be  effective  upon  its  filing  for  pub- 
lication In  the  FiDERAL  Register. 

Correspondence  relating  to  this  mim- 
eograph should  refer  to  Its  number  and 
the  symbols  IT:EIM. 
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[sBALl  Fred  S.  Martin. 

Acting  Commissioner. 

Approved:  February  23.  1949.^ 

Thomas  J.  Lynch.  • 

Acting  Secretary  of  the  Treasury. 

[T.   R.    Doo.   4»-154«:    Filed.    Uu.    1.    1949: 
6A9  a.  m.] 


Wednesday,  March  2,  1949 

TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'  RELIEF 
Chapter   I — Veterans'  Administration 

Part  1 — General  Provisions 

IINirORMS    FOR    VETERANS'    ADMINISTRATION 
GUARDS 

In  Part  1  a  new  S  115  is  added  as 
follows : 

§  1.15  Uniforms  for  Veterans'  Admin- 
istration auards.  (a)  Guards  employed 
by  the  Veterans'  Administration,  as- 
signed to  and  while  on  duty  at  any  Vet- 
erans' Administration  field  station,  will 
wear  uniforms  provided  at  their  own 
expense,  as  follows: 


FEDERAL  REGISTER 

(1)  Cap.  To  be  of  military  type,  blue, 
with  plain  patent  leather  visor.  (Cap 
insignia  will  be  furnished  by  Veterans' 
Administration  as  soon  as  available.) 

(2)  Coat.  To  be  blue,  of  serge,  whip- 
cord, or  other  durable  cloth.  May  be 
single  or  double  breasted,  as  desired,  but 
should  be  the  same  for  all  guards  at  any 
one  station. 

(3 )  Trousers.  Of  cloth  to  match  coat, 
regular  civilian  style. 

(4)  Belt.    Black. 

(5)  Shirt.  White,  light  gray,  or  light 
blue.  (The  same  color  for  any  one  sta- 
tion.) 

(6)  Tie.    Black,  four  In  hand. 
(7>   Shoes.     Black. 

(8)  Badge.  (Furnished  by  Veterans' 
Administration.)     To  be  worn  on  left 
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breast  of  coat.  If  coat  is  not  worn  In 
warm  weather,  badge  should  be  worn  on 
shirt. 

(b)  No  Sam  Browne  or  similar  belt  will 
be  worn. 

(c)  During  Inclement  or  cold  weather, 
guards  may  wear  raincoat  or  overcoat, 
which  is  serviceable  and  presentable, 
with  no  restrictions  as  to  grade,  style,  or 
color.  (Sees.  1.  5.  43  Stat.  607,  608.  sees. 
1.  2,  46  Stat.  1016;  38  U.  S.  C.  2,  11.  11a. 
421,  426;  Interpret  sec.  7.  48  Stat.  9;  38 
U.  S.  C.  707) 

tSKALl  O.  W.  Clark. 

Executive  Assistant  Administrator. 

(F.    R.    Doc.    49-1544;    Filed.    Mar.    1.    1919; 
8:49  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

[25CFR,Part130] 

Flathead  Indian  Irrigation  Project, 
Montana 

PROPOSED    order    FIXING    OPERATION    AND 

maintenance  charges 

February  21,  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11, 
1946  (Pub.  Law  404— 79th  Cong.,  60  Stat. 
238),  and  authority  contained  in  the 
acts  of  Congress  approved  August  1. 
1914;  May  18,  1916;  and  March  7,  1928 
(38  Stat.  583,  25  U.  S.  C.  385;  39  Stat. 
1942;  and  45  Stat.  210,  25  U.  S.  C.  387), 
and  by  virtue  of  authority  delegated  by 
the  Secretary  of  the  Interior  to  the  Com- 
missioner of  Indian  Affairs  September  14. 
1946  (11  F.  R.  10279),  and  by  virtue  of 
authority  delegated  by  the  Commissioner 
of  Indian  Affairs  to  the  Regional  Direc- 
tor September  11,  1946,  notice  is  hereby 
given  of  Intention  to  modify  55  130.16 
and  130.17  of  Title  25,  Code  of  Federal 
Regulations,  dealing  with  irrigable  lands 
of  the  Flathead  Indian  Irrigation  Proj- 
ect not  subject  to  the  Jurisdiction  of  the 
several  irrigation  districts  as  follows: 

Charges  applicable  to  all  irrigable 
lands  in  the  Flathead  Irrigation  Project 
but  which,  are  not  Included  in  the  vari- 
ous Irrigation  District  Organizations. 

§  130.16  Charge.  Jocko  Division.  An 
annual  minimum  charge  of  $2.31  per 
acre  shall  be  made  against  all  assessable 
Irrigable  lands  not  Included  In  the  Irri- 
gation District  within  the  Jocko  Division 
to  which  water  can  be  delivered,  regard- 
less of  whether  water  Is  used. 

The  minimum  charge  when  paid  shall 
be  credited  on  the  delivery  of  water  at 
the  following  acre-foot  rates: 

(a)  For  assessable  Irrigable  lands  re- 
ceiving water  from  the  Lower  Jocko  and 
Revals  Creek  laterals,  water  will  be  de- 
livered In  amounts  equal  to  one  acre-foot 
per  acre  for  the  entire  assessable  area  of 
the  farm  unit,  allotment,  or  tract,  at  the 
rate  of  one  dollar  ($1.00)  per  acre  foot. 


and  additional  water  will  be  delivered 
at  the  rate  of  fifty  cents  (50O  per  acre 
foot. 

(b)  For  assessable  Irrigable  lands  In 
the  Ut)F)er  Jocko  su-ea  receiving  water 
from  Flnley,  East  Flnley,  Agency,  and 
Big  Knife  Creeks,  water  will  be  delivered 
at  the  rate  of  seventy-five  cents  (75<*) 
per  acre-foot  at  any  time  during  the 
Irrigation  season. 

(c)  For  asse.ssable  Irrigable  lands  In 
the  Upper  Jocko  area  receiving  water 
from  the  Jocko  River  through  the  Jocko 
K  lateral  system,  water  will  be  delivered 
at  the  rate  of  fifty  cents  (50<)  per  acre- 
foot  at  any  time  during  the  Irrigation 
season. 

i  130.17  Charges.  Mission  Valley  and 
Camas  Divisions.  A  minimum  charge  of 
$1.95  per  acre  shall  be  made  against  all 
assessable  Irrigable  land  not  Included  In 
the  Irrigation  District  Organizations 
within  these  two  divisions  to  which  water 
can  be  delivered,  regardless  of  whether 
water  is  used.  This  charge  shall  entitle 
the  farm  unit,  allotment  or  tract  of  land 
to  receive  one  and  one-half  (1^2)  acre- 
feet  of  water  per  assessable  Irrigable  acre 
or.  In  case  of  shortage,  the  proportionate 
share,  of  the  available  supply.  For  wa- 
ter delivered  In  excess  of  one  and  one- 
half  (IV2)  acre-feet  per  assessable  irri- 
gable acre  there  shall  be  an  addftional 
charge  of  one  dollar  ($1.00)  per  acre- 
foot. 

The  foregoing  proposed  amendments 
of  §§  130.16  and  130.17  of  the  non-district 
operation  and  maintenance  assessment 
rate  order  for  the  season  of  1948  are  to 
become  effective  for  the  Irrigation  season 
of  1949  and  continue  In  effect  thereafter 
until  further  notice.  All  other  provisions 
of  the  1948  order  shall  continue  in  effect 
for  the  1949  Irrigation  season  and  there- 
after until  further  notice. 

Interested  parties  are  hereby  given  op- 
portunity to  participate  In  preparing  the 
proposed  amendments  by  submitting 
their  views  and  data  or  argument  In  writ- 
ing to  Paul  L.  J^cklnger,  Regional  Di- 
rector. U.  S.  Indian  Service.  804  North 
29th  St..  Billings.  Montana,  within  30 
days  from  the  date  of  publication  of  this 


notice  of  Intention  In  the  dally  Issue  of 
the  Federal  Register. 

Amendment  to  order  dated  May  4. 1948 
(13  F.  R.  2581)  signed  by  Paul  L.  Fick- 
Inger.  Regional  Director,  Region  No.  2. 

Paul  L.  Fickinger, 
Regional  Director, 
Region  No.  2. 

|F.    R.    Doc.    49-1527;    Piled.    Mar.    1,    1949; 
8:45  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

IP.  &  8.  Docket  1211 J 

St.  Paul  Union  Stockyards  Co. 

notice  of  petition  for  modification 

Pursuant  to  the  Packers  and  Stock- 
yards Act,  1921,  as  amended  (7  U.  S.  C. 
181  et  seq.),  the  Secretary  prescribed 
reasonable  rates  and  charges  for  the  re- 
spondent by  an  order  dated  September  7, 
1940.  These  rates  and  charges  have  been 
modified  in  certain  respects  by  supple- 
mental orders  entered  from  time  to  time. 

By  petition  filed  on  February  17,  1949, 
the  respondent  has  requested  a  modifi- 
cation of  Its  rates  and  charges,  as  fol- 
lows: 

1.  The  charge  prescribed  in  paragraph 

(a)  of  Item  5  for  oats  and  miscellaneous 
grains  fed  to  livestock  at  the  stockyard 
be  modified  so  as  to  change  the  pre- 
scribed margin  from  "50^  per  cwt"  to 
"50<'  per  bushel". 

2.  The  charges  prescribed  In  paragraph 

(b)  of  Item  5  for  the  use  of  facilities  and 
necessary  labor  for  vaccinating,  temper- 
aturlzlng,  holding^,  castrating,  branding 
and  ear-tagging  hogs  be  Increased  from : 

Present  rates 

Temperaturizing  and  holding  hogs  weigh- 
ing under  175  lbs.:  8  cents  per  head. 

An  additional  8  cents  for  each  100  lbs.  or 
fraction  thereof  will  be  charged  for  hogs 
weighing  over  175  lbs. 

Cents 
perhead 
Hogs  temp«raturized  but  not  vaccinated 

(except  rejects) 4 

Applying  ear  tags  or  rings ^      2 
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Present  rates — Continued      Cents 

per  head 

Branding  with  paint - 3 

Castration  of  hogs  weighing  175  lbs.  or 
under - 28 

An  additional  26  cents  for  each  100  lbs.  or 
fraction  thereof  will  be  charged  for  hogs 
weighing  over  175  lbs. 

to:  .     * 

Proposed  rates 

Temperaturlalng  and  holding  hogs  weigh- 
ing under  178  Ibe.:   10  cents  per  head. 

An  additional  10  cents  for  each  100  lbs.  or 
fraction   thereof    will   be   charged   for   hogs 

weighing  over  178  lbs. 

Cents 
per'head 

Hogs  temperaturlzed  but  not  vaccinated 
(except  rejects) -- —     * 

Applying  ear  tags  or  rings 3 

Branding  with  paint 8 

Castration  of  hogs  weighing  175  lbs.  or 

under - ^ 

An  additional  50  cents  for  each  100  lbs.  or 

fraction   thereof   will   be  charged  for  hogs 

weighing  over  175  lbs. 

3.  The  charges  prescribed  in  paragraph 
(b)  of  Item  8  for  the  use  of  facilities,  the 
dip  and  the  labor  to  handle  the  Live 
Stock  while  being  dipped  or  sprayed  be 
Increased  from: 

Present  rates 

[Uinlmum  I3S.00  per  lot] 

Cents 
per  head 

Oattle - 85 

Hogs 8 

Sheep -  ^* 


PROPOSED  RULE  MAKING 

The  maximum  charge  for  dipping  sheep 
will  be  »10.00  per  single  deck  or  120.00  per 
double  deck.  When  ordered  out  of  regular 
sheep  dipping  season,  a  straight  charge  of 
13  cents  per  head  will  be  made. 


to: 


Cattle 


Proposed  rates 
[Minimum  $35.00  per  lot] 


Cents 
per  head 

85 

10 

18 


Done  at  Washlnirton.  D.  C.  this  24th 
day  of  February  1949. 

[SEALI  H.  E.  Reed. 

Director.  Livestock  Branch,  Pro- 
duction and  Marketing  Ad- 
ministration. 

I  P.    R.   Doc.    49-1542:    Filed.    U&r.    1.    1849; 
8:48  a.  m.| 


Hogs 

Sheep  

The  maxlmiim  charge  for  dipping  sheep 
will  be  $12.50  per  single  deck  or  $25.00  per 
double  deck.  When  ordered  out  of  regular 
sheep  dipping  season,  a  straight  charge  of 
16  cenU  per  head  will  be  made. 

If  granted,  authorization  to  assess  the 
proposed  charges  will  produce  additional 
revenues  for  the  respondent  and  increase 
marketing  costs  to  shippers.  Accord- 
ingly, public  notice  should  be  given  of 
the  filing  of  such  petition  in  order  that 
all  Interested  persons  may  have  an  op- 
portunity to  be  heard  in  the  matter. 

Now.  therefore,  notice  is  hereby  given 
to  the  public  and  to  all  interested  persons 
of  the  filing  of  such  pe^tion  for  modifi- 
cation. All  Interested  persons  who  de- 
sire to  be  heard  upon  the  matters  re- 
quested in  said  petition  shall  notify  the 
Hearing  Clerk,  United  States  Depaft- 
ment  of  Agriculture.  Washington  25, 
D.  C.  within  15  days  from  the  date  of 
publication  of  this  notice. 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

[  29  CFR,  Port  545  1 

Home  Workers  in  the  Needlework  - 
Industries  in  Puerto  Rico 

NOTICE  or  proposed  rule  making 

Correction 

In  Federal  Register  Document  49-1265. 
appearing  at  page  705  of  the  issue  of 
Thursday.  February  17.  1949.  the  follow- 
ing corrections  should  be  made: 

1.  In  §  545.7  (c)  (3)  the  word  "price- 
should  read  "piece". 

2.  The  following  changes  should  bo 
made  in  the  schedules  under  §  545.14: 

a.  In  Schedule  A  the  rate  for  No.  34 
under  Column  (1)  should  read  "3.75". 

b.  The  rate  for  No.  82  under  Colvunn 
(6)  in  Schedule  A  should  read  "0.20'. 

c.  Nos.  93  through  97  In  Schedule  A 
should  have  appeared  under  separate 
column  headnotes.  Nos.  93  through  97, 
with  corrected  headnotes.  read  as 
follows : 


No. 


89 

M 
W 
06 
87 


Operation 


Piece  rates  (cents)  based  on  hourly  rales  of— 


S4  cents— Cotton 
underwear  and  in- 
fants' underwear 
diyislon 


Non-kandieving  opcralioni 

Cutting  material  under  lace,  or  at  scams,  straigiit  outline.  foUowing  machine 

TuratM  beUs,  machine  sewn,  2d"  x  W.  measured  alter  tuming 

Turning  belU,  machine  .v.wn.  60"  x  W',  measured  aft«r  '""','«J---"-,--- 

TunUnKshoiiMor  pmLs,  SH"  long,  with  an  unsewed  slit  of  1    for  turatng 

Turning  shoulder  straps.  14h"  x  ^«".  measured  after  turning 


Infants'  silk 
and  rayon 
und»rwear 

0) 


Cenli 
1.35 

5.8$ 

7.M 

3.03 

11.13 


Cotton 
under- 
wear 

(2) 


24  cents- 
Infants' 

wear 
division 


(3) 


Ctnt* 
1.33 

8.58 

7.00 

3.63 

11.13 


27  cents— 
Silk  and 
rayon 
(eioept 
infants') 
underwear 
division 


(4) 


24  cents -Wearing 
apparel  division 


Women's 

blouses 

and  dresses 

(5) 


CenU 
1.35 

5..S8 
7  09 
3.03 


Cent! 
1.51 

ft.2S 

7.U8 

4.07 

13.51 


CtnU 
1.35 

5.58 
7.0B 
3.03 


Chil- 
dren's 

wear 

(«) 


Unit  of  payment 


CtnU 
1.35 

5.58 
7.09 
3.03 


Per  yard. 

Per  doten  belts. 

Do. 
Per  dosen  pads. 
Per  doten  straps. 


d.  The  "Unit  of  payment"  for  No.  141 
In  Schedule  B  should  read  "Per  dozen". 


CIVIL  AERONAUTICS  BOARD 
I  14  CFR,  Part  42  1 

NONSCHEDULED     AlR     CARRIER     CERTOTCA- 

TiON  AND  Operation  Rules 

notice  of  PROPOSED  RULE  MAKING 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  considera- 
tion a  revision  of  Part  42  of  the  Civil  Air 
Regulations  as  hereinafter  set  forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by 
submitting  such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 
munications should  be  submitted  to  the 
Civil  Aeronautics  Board,  attention  Bu- 
reau of  Safety  Regulation.  Washington 


25,  D.  C.  All  communications  received 
by  March  18,  1949.  will  be  considered  by 
the  Boird  before  taking  further  action 
on  the  proposed  rules. 

The  principal  reasons  for  proposing  the 
revised  part  are  explained  in  the  Explan- 
atory Statement  attached  hereto. 

Revised  Part  42  Is  set  forth  in  the 
attached  Proposed  Rule. 

This  revision  is  proposed  under  the 
authority  of  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938.  as  amended.  (Sees. 
205  (a).  601-610.  52  Stat.  984.  62  Stat. 
1216.  1007-1012;  49  U.  8.  C.  425  (a).  551- 
560,  Pub.  Law  872.  80th  Cong..  2d  sess.) 

Dated:  February  28. 1949.  at  Washing- 
ton. D.  C. 

By  the  Civil  Aeronautics  Board. 

M.  C.  MULUCAN. 

Secretary. 


Explanatory  statement.   When  Part  42 
of  the  Civil  Air  Regulations,  which  estab- 
lished nonscheduled  air  carrier  certifica- 
tion and  operation  rules,  was  promul- 
gated, the  Board  was  cognizant  of  the 
fact  that  the  application  of  these  rules 
to   nonscheduled    operators    should    be 
kept   under   cwistant   stud^    and   that 
changes  in  these  rules  wo'Ud  be  required 
from  time  to  time  based  upon  operating 
experience.    As  a  result  of  this  continued 
consideration,  substantial  changes  have 
already  been  made  in  Part  42  to  raise  the 
required  minimum  level  of  safety;  for 
example,  additional  provisions  have  since 
been  promulgated  relating  to  fire  pre- 
vention,    pilot     qualiflc&llon.     aircraft 
maintenance,  pilot  flight  time  limita- 
tions and  weather  minimums.     These 
changes  Introduced   requirements  that 
were  highly  comparable  with  similar  op- 
erating requirements  for  scheduled  air 
carriers. 


Wednesday,  March  2,  1949 

The  last  of  the  nonscheduled  air  car- 
•  riers  operating  under  the  "grandfather 
clause"  of  §  42.45  has  been  inspected  and 
granted  an  operating  certificate  by  the 
Administrator.  An  examination  of  the 
records  obtained  in  the  certification  proc- 
ess indicates  that  there  are  more  than 
twenty-six  hundred  nonscheduled  oper- 
ators, and  that  about  four  hundred 
multl-engined  aircraft  of  similar  types 
to  those  operated  by  scheduled  carriers 
are  being  operated  by  these  carriers. 

The  standards  presently  established 
by  Part  42  for  these  larger  types  of  trans- 
port aircraft  do  not  in  all  respects  pro- 
vide a  comparable  level  of  safety  with 
the  prescribed  standards  for  scheduled 
operations.  The  following  amendments, 
therefore,  are  designed  to  establish  such 
equivalent  standards  as  the  inherent  dif- 
ferences In  scheduled  and  nonscheduled 
operations  permit.  New  requirements 
are  set  forth  to  insure  comparable  air- 
men competency,  aircraft  equipment, 
-  maintenance,  and  operating  limitations 
for  passenger  carriage. 

After  considering  comments  received 
from  the  previously  published  Notice  of 
Proposed  Rule-Making,  the  Board  has 
raised,  from  10,000  to  12,500  pounds,  the 
weight  which  will  distinguish  between 
rules  applicable  to  "large"  aircraft  and 
to  small  aircraft.  There  are  a  few  air- 
craft In  the  range  between  10.000  and 
12.500  pounds  whose  operational  and 
maintenance  characteristics  more  closely 
correspond  to  those  generally  recog- 
nized as  "small"  aircraft  than  to  the 
larger  transport  category  type  airplane. 
Examination  of  pertinent  irregular  air 
carrier  statistics  Indicates  that  fewer 
than  a  score  of  airplanes  will  be  affected 
by  the  change. 

The  revised  part  will  require  an  ap- 
plicant for  a  certificate  to  own  or  have 
the  exclusive  use  of  at  least  one  stand- 
ard (NO  certificated  aircraft,  and  no 
operator  will  be  permitted  to  u.se  a  large 
aircraft  (aircraft  with  a  maximum  cer- 
tificated take-ofir  weight  of  12,500  pounds 
or  more)  for  any  type  of  service  unless 
such  aircraft  has  been  specially  inspected 
by  the  Administrator  and  found  to  be 
safe  for  the  service  to  be  ofl'ered.  This 
will  enable  the  Administrator  to  re-ex- 
amine all  large  aircraft  to  determine 
whether  or  not  they  are  equipped  and 
maintained  in  accordance  with  required 
standards. 

In  order  to  expedite  the  administrative 
problems  under  the  Part.  It  Is  required 
that  each  air  carrier  shall  promptly  no- 
tify the  Administrator  of  any  change  In 
his  principal  business  office,  operations 
or  maintenance  base,  and  that  he  shall 
keep  copies  of  pertinent  airman  and 
maintenance  records  at  his  operations 
base. 

For  passenger  operations  under  IFR 
conditions  the  part  requires  multi-en- 
gine aircraft  with  specified  performance 
characteristics;  and  land  aircraft  op- 
erated over  water  beyond  power-off  glid- 
ing dL-^tance  from  shore  are  also  required 
to  be  multi-engine.  These  are  the  prin- 
cipal restrictions  affecting  operators  of 
small  aircraft.  In  addition,  all  aircraft 
are  required  to  have  installed  a  carbure- 
tor heater  and  carburetor  temperature 
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gauge  for  each  engine  when  used  under 
any  conditions  other  than  VFR  day. 

The  part  provides  for  a  minimum  flight 
altitude  for  day  VFR  operations  of  500 
feet  above  the  surface  and  1,000  feet 
from  a  mountain,  hill  or  other  obstruc- 
tion from  flight  provided  that  there  Is  a 
minimum  ceiling  of  1,000  feet.  Previ- 
ously, the  minimum  flight  altitude  was 
1.000  feet.  The  effect  of  this  rule  Is  to 
prevent  VFR  flight  when  the  ceiling  is 
less  than  1,500  feet.  In  view  of  operating 
experience  since  adoption  of  the  require- 
ment the  Board  believes  that  it  imposes 
an  Impractical  and  unduly  high  require- 
ment for  many  operations,  especially 
those  in  small  aircraft  to  which  Part  42 
Is  largely  applicable.  It  is  not  believed 
that  safety  will  be  adversely  affected  by 
this  change  in  minimum  flight  altitudes. 

It  will  be  noted  that  the  flight  time 
limitations  currently  in  Part  42  have  not 
been  revised.  The  Board  Is  currently 
considering  new  flight  time  limitations 
for  all  flight  crew  personnel,  and  expects 
to  apply  such  requirements  as  it  finds 
necessary,  after  affording  due  opportu- 
nity for  public  participation  In  the  rule- 
making process,  to  all  flight  crew  per- 
sonnel utilized  by  air  carriers  and  com- 
mercial operators.  It  will  also  be  noted 
that  current  oxygen  requirements  are 
unchanged;  revised  requirements  for  all 
operators  are  currently  being  considered 
by  the  Board. 

This  revision  Is  the  result  of  a  study, 
over  a  30-month  period,  of  operation 
under  the  present  provision  of  Part  42 
and  an  investigation  of  accidents  Involv- 
ing nonscheduled  air  carrier  aircraft. 
Notice  of  proposed  rule-making  was  giv- 
en both  in  the  Federal  Register  (13  F.  R. 
3464)  and  by  a  widely  circulated  draft 
release.  The  Board  believes  that  a  fif- 
teen day  period  for  submission  of  com- 
ment will  afford  ample  opportunity  for 
any  additional  comments  that  interested 
persons  may  wish  to  submit  on  changes 
made  since  the  original  proposal. 

Part  42 — Irregular  Air  Carrier  Rules 
Sec. 

42.0  Applicability  of  part. 

42.1  Definitions. 

CERTIFICATE   RULES 

42.6  Certificate  l£suance. 

42.6  Duration. 

427  Display. 

42.8  Inspection. 

42.9  Operations    base,    maintenance    base, 

and/or  office. 
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AIRCRAPT    tlQUIHEMEKTg 

42.10  Aircraft  required. 

42.11  Plre  prevention  requirements. 

42.12  Engine  rotation. 

42.13  Minimum  performance  requirements 

for  large  airplanes  used  In  passenger 
operations. 

48.14  Aircraft  limitations  for  IFR  and  land 

aircraft  overwater  operations. 

AIKCRATT   EQUIPMENT 

42.20  Basic  required  Instruments  and  equip- 

ment for  aircraft. 

42.21  Additional  required  Instruments  and 

equipment  for  large  aircraft. 

42.22  Radio    communications    system    and 

navigational    equipment    for    large 
aircraft. 

42.23  Flrst-ald  and  emergency  equipment. 

42.24  Cockpit  check  list. 

42.25  Oxygen. 
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Sec. 

42.30  General. 

42.31  Inspections  and  maintenance. 

42.82     Additional  maintenance  requirements 
for  large  aircraft. 

FLIGHT    CREW    RXQUIKESaNTS 

42.40  Airman  requirements. 

42.41  Composition  of  flight  crew. 

42.42  Pilot  qualification  for  small  aircraft. 
42  43  Pilot  qualifications  for  large  aircraft. 

42.44  Recent  flight  experience  requirements 

for  flight  crew  members. 

42.45  Flight  time  limitations  for  pilots  on 

large  aircraft. 

42.46  Logging  flight  time. 

42.47  Proficiency  of  crew  members  serving 

in  large  aircraft. 

42.48  Grace     period    for    airman    periodic 

checks. 

rLICHT   OPERATION   EtTLXS 

42.50'  Pilot  responsibilities. 

42.51  Fuel  supply. 

42.52  Plight  plan  for  large  aircraft. 

42.53  Flight  manifest  for  large  aircraft  and 

passenger-carrying  aircraft  operat- 
ing under  IFR  conditions. 
42  54     Minimum  flight  altitude  rules. 

42.55  Plight  Into  known  Icing  conditions. 

42.56  Weather  minimums. 

42.57  Instrument  approach. 

42.60  Operations  manual  for  large  aircraft. 

42.61  Airport  lighting  for  night  operations. 
42  62     Navigational  aids  for  IFR  flight. 
42.63    Passenger   use   of    emergency   equip- 
ment. 

OPERATING  LIMITATIONS  POH  LARGE  AIRPLANES 

42.70  Operating    limitations    for    transport 

category  airplanes. 

42.71  Weight  limitations. 

42.72  Take-off    limitations    to    provide    for 

engine  failure. 

42.73  En  route  limitations;  all  engines  op- 

erating. 

42.74  En  route  limitations;  one  engine  in- 

operative. 

42.75  En  route  limitations;  two  engines  in- 

operative. 

42.76  En  route  limitations;  where  special  air 

navigational  facilities  exist. 

42.77  Landing  distance  limitations;  airport 

of  destination. 

42.78  Landing   distance   limitations;    alter- 

nate airports. 

42.80  Operating  limitations  for  aircraft  not 

certificated  in  the  transport  cate- 
gory. 

42.81  Take-off  limitations. 

42.82  En  route  limitations;  one  engine  in- 

operative. 

42.83  Landing  distance  limitations;  airport 

of  destination. 


REQUIRED   RECORDS   AND    REPORTS 

42.90  Maintenance  records. 

42.91  Airman  records. 

42.92  Emergency  flight  reports. 

42.93  Pilots  emergency  deviation  report. 

42.94  Plight  manifest  record. 

42.95  Reporting  of  malfunctioning  and  de- 

fects. 

?  42.0  Applicability  of  part,  (a)  The 
provisions  of  this  part  shall  apply  to  Ir- 
regular air  carriers  operating  in  inter- 
state, overseas,  or  foreign  air  transporta- 
tion, to  Alaskan  air  carriers,  and  to  cer- 
tificated air  carriers  when  making  char- 
ter trips  or  when  performing  other  spe- 
cial services. 

(b)  A  certificated  air  carrier  may  elect 
to  meet  the  requirements  of  Parts  40  and 
61,  or  Part  41,  with  respect  to  aircraft, 
equipment,  and  maintenance  require- 
ments, flight  operation  rules,  aircraft  op- 
erating limitations,  and/  or  required  rec- 


936 

ords  and  reports  In  lieu  of  the  require- 
ments hereinafter  established. 


5  42.1  Definitions,  (a)  As  used^ln  this 
part  the  words  listed  below  shall  be  de-' 
fined  as  follows: 

(1)  Accelerate -stop  distance.  Accel- 
erate-stop  distance  is  the  distance  re- 
quired to  reach  the  critical  point  of  take- 
off and.  assuming  failure  of  the  critical 
engine  at  that  point,  to  bring  the  airplane 
to  a  stop  using  approved  braking  means. 
(See  the  airworthiness  requirements  un- 
der which  the  airplane  was  type  certifi- 
cated for  the  manner  in  which  such  dis- 
tance is  determined.) 

(2)  Air  carrier.    Air  carrier  means  any 
citizen  of  the  United  States  who  under- 
takes directly,  the  carriage  by  aircraft  of 
persons  or  property  as  a  common  carrier 
for  compensation  or  hire,  whether  such 
carriage  is  wholly  by  aircraft  or  partly 
by  aircraft  and  partly  by  other  forms  of 
transportation  between  any  of  the  follow- 
ing places:  a  place  In  any  State  of  the 
United  States,  or  the  District  of  Colum- 
bia, and  a  place  in  any  ©ther  State  of  the 
United  States,  or  the  District  of  Colum- 
bia;  places  in  the  same  State  of  the 
United  States  through  the  airspace  over 
any  place  outside  thereof;  places  in  the 
same    Territory    or    possession    of    the 
United  States,  or  the  District  of  Colum- 
bia; a  place  in  any  State  of  the  United 
States,  or  the  District  of  Columbia,  and 
any  place  In  a  Territory  or  possession  of 
the  United  States,  and  a  place  in  any 
other   Territory    or    possession    of    the 
United  States;   a  place  in  the  United 
States  and  any  place  outside  thereof;  or 
the  carriage  of  mail  by  aircraft. 

(3)  Alaskan  air  carrier.  Alaskan  air 
carrier  includes  any  air  carrier  subject 
to  the  provisions  of  §  292.2 '  of  the  Eco- 
nomic Regulations  as  heretofore  or  here- 
after amended. 

(4>  Alternate  airport.  An  alternate 
airport  is  one  listed  In  the  flight  plan  as 
a  point  to  which  a  flight  may  be  directed 
If.  subsequent  to  departure,  a  landing  at 
the  point  of  Intended  destination  becomes 
Inadvisable. 

(5)  Approach  or  take-off  area.     The 
approach  or  take-off  area  shall  be  an  area 
symmetrical  about  a  line  coinciding  with 
and  prolonging  the  center  line  of  the  run- 
way, or  the  most  probable  landing  or 
take-off  path  for  Instrument  approaches 
where  there  is  a  multiplicity  of  parallel 
runways  or  a  large  hard-surfaced  area 
continuously  available  for  landing  or 
take-off.    This  area  shall  be  assumed  to 
extend  longitudinally  in  a  straight  line 
from  the  Intersection  of  the  obstruction 
clearance  line  with  the  runway  to  the 
most  remote  obstacle  touched  by  the  ob- 
struction clearance  line  and  in  no  case 
less  than  1,500  feet.    Thence,  it  shall  be 
assumed  to  continue  in  a  path  consistent 
with  the  Instrument  approach  or  take- 
off procedures  for  the  runway  in  question 
or,  where  such  procedures  are  not  speci- 
fied, consistent  with  terms  of  at  least 
4.000  feet  in  radius.     It  shall  be  further 
assumed  to  extend  laterally  at  the  point 
of  Intersection  of  the  obstruction  clear- 
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ance  line  with  the  runway  200  feet  on 
each  side  of  such  center  line.  This  dis- 
tance shall  Increase  uniformly  to  500  feet 
on  each  side  of  such  center  line  at  a  longi- 
tudinal distance  of  1,500  feet  from  such 
point  of  intersection.  Thereafter,  this 
distance  shall  be  assumed  to  be  500  feet 
on  each  side  of  such  center  line. 

(6)  Check  pilot.  Check  pilot  Is  a  pilot 
authorized  by  the  Administrator  to  check 
pilots  of  the  air  carrier  for  such  items 
as  familiarity  with  en  route  procedures 
and  piloting  technique. 

(7)  Crew  member.  Crew  member 
means  any  individual  assigned  by  an  air 
carrier  for  the  performance  of  duty  on 
the  aircraft  other  than  as  a  flight  crew 
member. 

(8)  Critical  engine.  The  critical  en- 
gine is  the  engine  the  failure  of  which 
gives  the  most  adverse  effect  on  the  per- 
formance characteristics  of  the  aircraft. 
(See  the  airworthiness  requirements 
under  which  the  airplane  was  type  cer- 
tificated for  the  manner  In  which  such 
engine  is  determined.) 

(9)  Critical-engine-failure  speed.  The 
critical-engine-failure  speed  is  a  true 
Indicated  air  speed,  selected  by  the  air- 
craft manufacturer,  at  which  the  take- 
off may  be  safely  continued  even  though 
the  critical  engine  becomes  suddenly  in- 
operative. (See  the  airworthiness  re- 
qjilrements  under  which  the  airplane  was 
type  certificated  for  the  manner  in  which 
such  speed  is  determined.) 

(10)  Critical  point  of  take-off.  The 
critical  point  of  take-off  Is  that  point 
beyond  which  the  aircraft  cannot  be 
brought  to  a  safe  stop  in  the  event  of 
failure  of  the  critical  engine.  (See  the 
airworthiness  requirements  under  which 
the  airplane  was  type  certificated  for 
the  manner  In  which  such  point  is  de- 
termined. > 

(11)  Effective  length  of  runway.  The 
effective  length  of  runway  is  the  distance 
from  the  point  where  the  obstruction 
clearance  line  intersects  the  runway  to 
the  far  end  thereof. 

(12)  Flight  crew  member.  Flight 
crew  member  means  a  pilot,  flight  radio 
operator,  flight  engineer,  or  flight  navi- 
gator assigned  to  flight  duty  on  the  air- 
craft. 

(13)  Flight  time.  Plight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  flrst  moves  under  Its  own 
power  for  the  purpose  of  flight  until  the 
moment  it  comes  to  rest  at  the  end  of 
the  flight. 

(14)  IFR.  The  symbol  used  to  desig- 
nate Instrument  flight  rules. 

(15)  Irregular  air  carrier.  Irregular 
air  carrier  Includes  any  air  carrier  sub- 
ject to  the  provisions  of  §  292.1 '  of  the 


Economic  Regulations  as  heretofore  or 
hereafter  amended. 

(16)  Large  aircraft.  Aircraft  of  12.- 
500  pounds  or  more  maximum  certiflated 
take-off  weight  shall  be  considered  large 

aircraft.  ^     ,  ^    ..  ,     ^m 

(17)  Maximum  certificated  take-off 
weight:  Maximum  certificated  take-off 
weight  shall  mean  the  maximum  take- 
off weight  authorized  by  the  terms  of  the 
aircraft  airworthiness  certificate.' 

(18)  Minimum  control  speed.  The 
minimum  control  speed  Is  the  mlnlmujm 
speed  at  which  the  airplane  can  be 
maintained  In  straight  filght  without 
yawing  action  after  an  engine  suddenly 
becomes  Inoperative.  (See  the  airworth- 
iness requirements  under  which  the  air- 
plane was  type  certificated  for  the  man- 
ner in  which  such  speed  is  determined.) 

(19)  Night.  Night  Is  the  time  between 
the  ending  of  evening  twilight  and  the 
beginning  of  morning  twilight  as  pub- 
lished In  the  Nautical  Almanac  con- 
verted to  local  time  for  the  locality  con- 
cerned.* ,_^ 

(20>  Obstruction  clearance  line.  iTie 
obstruction  clearance  line  is  a  line  drawn 
tangent  to  or  clearing  all  obstructions 
showing  In  a  profile  of  the  approach  or 
take-off  area  which  has  a  slope  to  the 
horizontal  of  1/20. 

(21)  Passenger-carrying  aircraft.  An 
aircraft  carrying  any  Individual  other 
than  a  flight  crew  or  other  crew  mem- 
ber shall  be  considered  a  passenger- 
carrying  aircraft. 

(22)  Pilot  compartment.  Pilot  com- 
partment means  that  part  of  the  aircraft 
designed  for  the-use  of  the  flight  crew. 

(23)  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 

(24)  Point-of -no-return.  Point-of- 
no-return  means  the  point  beyond  which 
the  aircraft  no  longer  has  sufficient  fuel, 
under  existing  conditions,  to  return  to 
the  point  of  departure  or  any  alternate 

for  that  point. 

(25)  Power-off  stall  speed.  The  power- 
off  stall  speed  is  the  minimum  flight 
speed  at  which  the  airplane  with  engines 
Idling  Is  controllable  in  the  landing  con- 
figuration. (See  the  airworthiness  re- 
quirements under  which  the  airplane  was 
type  certificated  for  the  manner  In  which 
such  speed  Is  determined.) 

(26 1  Rating.  Rating  Is  an  authori- 
zation   Issued   with   a   certificate,    and 


«  Section  292  J  currently  provides  that  Alas- 
kan air  carriers  shall  Include  certificated  and 
noncertlflcated  air  carriers  engaging  solely  In 
air  transportation  within  the  Territory  of 
Alaska. 


» Section  292.1  currently  provides  that  the 
term  "Irregular  air  carrier"  means  any  air 
carrier  which  (1)  directly  engages  In  air 
transportation.  (2)  does  not  hold  a  cer- 
tificate of  public  convenience  and  necessity 
under  section  401  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  and  (3)  docs  not  operate 
or  hold  out  to  the  public,  expressly  or  by 
course  of  conduct  that  It  operates  one  or 
more  aircraft  between  designated  points,  or 
within  a  designated  point,  regularly  or  with 
a  reasonable  degree  of  regularity,  upon  which 
aircraft  It  accepts  for  transportation,  for 
compensation  or  hire,  such  members  of  th« 
public  as  apply  therefor  or  such  property  as 


the  public  oflTers.  No  air  carrier  shall  be 
deemed  to  be  an  Irregular  air  carrier  unless 
the  air  transportation  services  offered  and 
performed  by  It  are  of  such  infrequency  as 
to  preclude  an  Implication  of  a  uniform  pat- 
tern or  normal  consistency  of  operation  be- 
tween, or  within,  such  designated  points. 

•Note  that  the  aircraft  airworthiness  cer- 
tificate Incorporates  as  a  part  thereof  an  air- 
plane operating  record  or  an  airplane  flight 
manual  which  contains  the  pertinent  limi- 
tation. 

«The  Nautical  Almanac  containing  the 
ending  of  evening  twUlght  and  the  beginning 
of  morning  twilight  tables  may  be  obtained 
from  the  Superintendent  of  Documents.  U.  S. 
Government  Printing  Office.  Washington  25. 
D.  C.  Information  Is  also  available  concern- 
ing such  tables  in  the  offices  of  the  Civil 
Aeronautics  Administration  or  the  United 
States  Weather  Bureau. 
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forming  a  part  thereof,  stating  special 
conditions,  privileges,  or  limitations  per- 
taining to  such  certificate. 

(27)  Runway.  A  runway  Is  a  hard- 
surfaced  area  normally  used  for  the 
landing  or  take-off  of  airplanes.  An  un- 
paved  area  at  the  end  of  a  paved  area 
may  be  considered  as  part  of  a  runway 
If  it  is  smooth  and  firm  enough  to  per- 
mit an  airplane  to  traverse  it  safely. 

(28)  Second  pilot.  Second  pilot  shall 
Include  any  pilot  other  than  the  pilot 
In  command  assigned  as  a  member  of  the 
flight  crew. 

(29)  Small  aircraft.  Aircraft  of  less 
than  12.500  pounds  maximum  certifi- 
cated take-off  weight  shall  be  consid- 
ered small  aircraft. 

(30)  Transport  category  aircraft. 
Transport  category  aircraft  are  aircraft 
which  have  been  certificated  In  accord- 
ance with  the  requirements  of  Part  4b,  or 
under  the  transport  category  perform- 
ance requirements  of  Part  4a. 

(31)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  In  a  change  In 
handling  or  flight  characteristics. 

(32)  VFR.  The  symbol  used  to  desig- 
nate visual  flight  rules. 

(33)  V$^,.  Vf^  means  the  stalling  speed 
of  an  aircraft  In  the  landing  configura- 
tion. (See  the  airworthiness  require- 
ments under  which  the  airplane  was 
type  certificated  for  the  manner  in  which 
Vj„  is  determined.) 

CERTIFICATE  R0LES 

S  42.5  Certificate  issuance.  An  air 
carrier  operating  certificate  describing 
the  operations  authorized  and  prescrib- 
ing such  operating  specifications  and 
limitations  as  may  be  reasonably  re- 
quired In  the  Interest  of  safety  shall  be 
Issued  by  the  Administrator  to  a  prop- 
erly qualified  citizen  of  the  United  States 
who  is  capable  of  conducting  the  pro- 
posed operations  In  accordance  with 
the  applicable  requirements  hereinafter 
specified.  Application  for  a  certificate, 
or  application  for  amendm<?nt  thereof, 
shall  be  made  in  a  manner  and  contain 
Information  prescribed  by  the  Adminis- 
trator. No  person  subject  to  the  provi- 
sions of  this  part  shall  operate  In  air 
transportation  without,  or  in  violation  of 
the  terms  of,  an  air  carrier  operating 
certificate. 

(a)  Exceptions.  Whenever  upon  in- 
vestigation the  Administrator  finds  that 
the  general  standards  of  safety  required 
for  air  carrier  operations  require  or  per- 
mit a  deviation  from  any  specific  require- 
ment of  this  part,  he  may  issue  an  air 
carrier  operating  certificate  or  amend- 
ment providing  for  such  cleviation.  The 
Administrator  shall  promptly  notify  the 
Board  of  any  deviation  Included  in  the 
air  carrier  operating  certificate  and  the 
reasons  therefor. 

§  42.6  Duration.  An  air  carrier  oper- 
ating certificate  shall  continue  In  effect 
unless  it  Is  surrendered,  suspended,  or 
revoked,  or  a  termination  date  Is  set  by 
the  Board,  after  which  It  shall  be  re- 
turned to  the  Administrator. 

§  42.7  Display.  The  air  carrier  oper- 
ating certificate  shall  be  kept  available 
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at  the  carrier's  principal  operations  of- 
fice for  inspection  by  any  authorized  rep- 
resentative of  the  Administrator  or 
Board. 

S  42.8  Inspection.  Any  authorized 
representative  of  the  Administrator  or 
the  Board  shall  be  permitted  at  any  time 
and  place  to  make  inspections  or  exam- 
inations to  determine  the  air  carrier's 
compliance  with  the  Civil  Air  Regula- 
tions. 

§  42.9  Operations  base,  maintenance 
base,  and /or  office.  On  or  before  July  1, 
1949.  each  Irregular  air  carrier  shall  give 
written  notice  to  the  Administrator  of 
his  principal  business  office,  his  princi- 
pal operations  base,  and  principal  main- 
tenance base.  Thereafter,  prior  to  any 
change  In  any  such  office  or  base,  he  shall 
give  written  notice  to  the  Administrator. 

AIRCRAFT  REQITIREMENTS 

5  42.10  Aircraft  required.  An  air  car- 
rier shall  own  or  have  the  excliLsive  use 
of  at  least  one  aircraft.  All  aircraft  used 
In  the  carriage  of  persons  or  property  for 
compensation  or  hire  shall  be  certificated 
In  accordance  with  the  standard  air- 
worthiness requirements.  No  air  carrier 
shall  operate  a  large  aircraft  for  the  car- 
riage of  goods  or  persons  for  compensa- 
tion or  hire  unless  the  Administrator  has 
specially  Inspected  each  aircraft  and 
found  it  safe  for  the  service  to  be  offered. 

5  42.11  Fire  prevention  requirements. 
Aircraft  powered  by  an  engine  or  en- 
gines rated  at  more  than  600  h.  p.  each 
for  maximum  continuous  operation  shall, 
when  used  In  passenger  service,  comply 
with  the  applicable  fire  prevention  re- 
quirements of  Part  4b.  For  particular 
types  of  aircraft,  where  the  Administra- 
tor finds  that  literal  compliance  with  spe- 
cific items  of  this  requirement  would  not 
contribute  materially  to  the  objective 
sought,  he  may  accept  such  measures  of 
compliance  as  he  finds  will  so  contribute. 

S  42.12  Engine  rotation.  Multiengine 
aircraft  having  any  engine  rated  at  more 
than  480  h.  p.  for  maximum  continuous 
operation  shall  be  so  equipped  that  tl^e 
crankshaft  rotation  of  each  such  engine 
can  be  stopped  promptly  in  fiight. 

§  42.13  Minimum  performance  re- 
quirements for  large  airplanes  used  in 
passenger  operations.  No  air  carrier 
shall  use  large  airplanes  In  passenger  op- 
erations except  as  provided  below : 

(a)  Transport  category  airplanes  shall 
meet  the  operating  limitations  of  §§  42.70 
through  42.78. 

(b)  Nontransport  category  airplanes 
shall  either: 

(1)  Retain  their  present  airworthi- 
ness certificate  status  and  shall  meet 
the  operating  limitations  of  §§42.80 
through  42.83,  or 

(2)  Qualify  by  showing  compliance 
with  either  the  performance  require- 
ments of  §§4a.75-T  through  4a.7533-T 
or  the  requirements  contained  in  Part  4b, 
and  when  so  qualified  shall  meet  the  op- 
erating limitations  of  §§  42.70  through 
42.78  over  the  area  to  be  traversed. 

(c)  Airplanes  used  after  December  31, 
1953.  shall  comply  with  all  of  the  re- 
quirements of  Part  4b  or  the  transport 
category  requirements  of  Part  4a  and 
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shall  meet  the  requirements  of  55  42.70 
through  42.78  over  each  route  to  be  flown. 

5  42.14  Aircraft  limitations  for  IFR 
and  land  aircraft  overwater  operations. 
When  passengers  are  carried,  no  air  car- 
rier shall  use  any  aircraft  under  instru- 
ment flight  rule  weather  conditions  or 
any  land  aircraft  In  overwater  operations 
except  as  follows: 

(a)  IFR  operations.  Aircraft  shall  be 
multiengine  and  shall  meet  the  appro- 
priate en  route  operating  limitations  of 
S  42.74  or  §42.82. 

(b)  Overwater  operations.  Land  air- 
craft shall  be  multiengine  and  shall  meet 
the  appropriate  en  route  operating  re- 
quirements of  §  42.72  or  §  42.82,  unless 
the  overwater  operation  consists  only  of 
take-offs  and  landings  or  the  aircraft  Is 
flown  at  such  an  altitude  that  It  can 
reach  land  in  the  event  of  power  failure. 

AIRCRAFT  EQUIPMENT 

§  42.20  Basic  required  instruments 
and  equipment  for  aircraft.  The  follow- 
ing instruments  and  equipment  for  the 
tjTJe  of  operations  specified  shall  be  in- 
stalled and  in  serviceable  condition  In 
all  aircraft: 

(a)  VFR  (day).  For  day  VFR  flight 
the  following  is  required: 

(1)  Air-speed  Indicator, 

(2)  Altimeter. 

(3>  Magnetic  direction  indicator, 
(4)  Tachometer  for  each  engine. 
(5)^  Oil  pressure  gauge  for  each  engine 
using  pressure  .system. 

(6)  Temperature  gauge  for  each  liq- 
uid-cooled engine, 

(7)  Oil  temperature  gauge  for  each 
air-cooled  engine, 

(8)  Manifold  pressure  gauge  or  equiv- 
alent when  required  for  the  proper  op- 
eration of  the  engine, 

(9)  Fuel  gauge  indicating  the  quantity 
of  fuel  In  each  tank, 

(10)  Position  Indicator,  if  aircraft  has 
retractable  landing  gear  or  flaps. 

(11)  Approved  seats  and  safety  belts 
adequate  for  all  persons  on  board  the 
aircraft, 

(12)  In  passenger  service,  a  minimum 
of  two  approved  hand-type  fire  extin- 
guishers, one  of  which  is  installed  in  the 
pilot  compartment,  the  other  accessible 
to  the  passengers  and  ground  personnel, 
unless  the  aircraft  is  so  designed  that 
the  fire  extinguisher  in  the  pilot  compart- 
ment is  directly  available  to  pa.ssengers 
and  ground  personnel,  in  which  case 
only  one  fire  extingui.sher  is  required;  in 
cargo  service,  fire  extinguisher  or  extin- 
guishers adequate  for  the  aircraft, 

(13)  Source  of  electrical  energy  .suffi- 
cient to  operate  all  radio  and  electrical 
equipment  installed, 

(14)  One  spare  set  of  fuses  or  3  spare 
fuses  of  each  magnitude. 

(b)  VFR  (night).  For  night  VFR 
flight  the  following  is  required: 

( 1 )  Instruments  and  equipment  speci- 
fied in  §42.20  (a). 

(2)  Carburetor  temperature  gauge. 

(3)  Carburetor  heating  or  de-icing 
equipment  for  each  engine, 

(4)  Set  of  approved  forward  and  rear 
position  lights, 

(5)  At  least  one  landing  light, 

(6)  Approved  landing  flares  as  fol- 
lows, if  the  aircraft  is  operated  beyond 
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a  3-mile  radius  from  the  center  of  the 
airport  of  take-off: 
Maximum   certificated 

take-off    weight    of 

aircraft  "«««   ,        . 

Less  than  3.500  lbs—  6  cla»8-3  or  3  cla«fr-a. 
3.500  lbs.  to  5.000  lb«-  4  clas»-2. 
More  than  5.000  Itja...  2  claaa-1  or  3  claw-a 

and  1  clasB-l. 


If  desired,  flare  equipment  specified  for 
heavier  aircraft  may  be  used. 

(7)  Two-way  radio  communications 
system  and  navigational  equipment  ap- 
propriate to  the  ground  facilities  to  be 

used.  ,. 

(8>  Generator  of  adequate  capacity, 
(9)  One  set  of  instrument  lights, 
(c)  IFR  (day).    For  day  IFR  flight  the 

following  is  required: 

( 1 )  Instruments  and  equipment  speci- 
fied in  5  42.20  (a), 

(2)  Two-way  radio  communications 
system  and  navigational  equipment  ap- 
propriate to  the  ground  facilities  to  be 

used.  .    _..     . 

(3)  Gyroscopic  rate-of-turn  mdicator, 

(4)  Banlc  Indicator. 

(5)  Rate-of-climb  indicator, 

(6)  Artificial  horizon  indicator. 

(7)  Sensitive  altimeter  adjustable  for 
changes  In  barometric  pressure,  in  lieu 
of  $42.20  (a)   (2). 

(8)  Clock  with  a  sweep-second  hand, 

(9)  One  gyro  direction  indicator. 

(10)  Generator  of  adequate  capacity. 

(11)  One  outside  air  temperature 
gauge  easily  readable  from  the  pilot's 

position. 

<12)  One  carburetor  temperature 
gauge  or  equivalent  approved  device, 

(13  Power  failure  warning  light  or 
vacuum  gauge  on  instrument  panel  con- 
necting to  lines  leading  to  gyroscopic  in- 
struments. 

(14 »  Carburetor  heating  or  de-Icing 
equipment  for  each  engine. 

(15)  Heated  pilot  tube  for  each  air- 
speed indicator. 

(d)  IFR  (night).  For  night  IFR  flight 
the  following  Is  required: 

(1)  Instruments  and  equipment  speci- 
fied in  §42.20  (a),  (b).  and  tc):  Pro- 
vided. That  when  any  requirements 
imder  paragraphs  (a),  (b),  or  (O  are 
Identical,  such  requirements  need  not  be 
duplicated. 

S  42.21  Additional  required  instru- 
ments and  equipment  for  large  aircraft. 
In  addlUon  to  the  basic  instruments  re- 
quired by  §  42.20,  the  following  Instru- 
ments and  equipment  for  the  type  of  op- 
erations specified  shall  be  installed  and 
In  serviceable  condiUon  in  large  air- 
craft: „  ^,  ,. 
(a)  Day  (VFR  and  IFR).  For  flight 
during  the  day  the  following  is  re- 
quired: 

(1)  Additional  air-speed  indicator, 

(2)  Additional  sensitive  altimeter, 

(3)  Alternate  source  of  energy  to  sup- 
ply gyroscopic  instriunents  which  shall 
be  capable  of  carrying  the  required  load. 
Engine-driven  pumps,  when  used,  shall 
be  on  separate  engines  and.  in  lieu  ol'one 
such  source  of  energy,  an  auxiliary  power 
unit  may  be  used.  The  installation  shall 
be  such  that  the  failure  of  one  source 
of  energy  wUl  not  interfere  with  the 
proper  functioning  of  the  instrument  by 
means  of  the  other  source. 
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(4)  In  passenger  service.  In  addition 
to  flre-detectlng  and  flre-extinguishing 
equipment  necessitated  as  a  result  of 
compliance  with  5  42.11,  such  additional 
hand-type  fire  extinguishers  as  the  Ad- 
ministrator finds  necessary  for  compli- 
ance with  8  42.20  (a)  (12). 

(b)  Night  (VFR  and  IFR) .  For  flight 
during  the  night  the  following  is  re- 
quired : 

(1)  Instruments  and  equipment  spec- 
ified in  §42.21  (a),  and  one  additional 
landing  light. 


S  42.22  Radio  communications  sys- 
tem and  navigational  equipment  for 
large  aircraft.  In  lieu  of  the  radio  com- 
mimlcations  system  and  navigational 
equipment  specified  in  5  42.20  (b)  (7) 
and  (c)  (2),  the  following  shall  be  re- 
quired in  large  aircraft  for  the  type  of 
operations  specified : 

(a)  For  day  VFR  operations  over 
routes  on  which  navigation  can  be  ac- 
complished by  visual  reference  to  land- 
marks, each  aircraft  shaU  be  equipped 
with  such  radio  equipment  as  is  neces- 
sary to  accomirfish  the  following : 

(1)  Transmit  to  at  least  one  appropri- 
ate ground  station  from  any  point  on  the 
route  and  transmit  to  airport  traffic  con- 
trol towers,  from  a  distance  of  not  less 
than  25  miles, 

(2)  Receive  communications  at  any 
point  on  the  route, 

(3)  By  either  of  two  independent 
means,  receive  meteorological  Informa- 
tion at  any  point  on  the  route  and  receive 
instructions  from  airport  trafllc  control 

towers. 

(b)  For    day    VFR    operations    over 
routes  on  which  navigation  cannot  be 
accomplished  by  visual  reference  to  land- 
marks, for  night  VFR,  or  for  IFR  opera- 
tions, each  aircraft  shall  be  equipped  as 
specified  in  paragraph  (a)  (1).  (2).  and 
(3)  of  this  section,  and  In  addition  shall 
be  equipped  with  at  least  one  marker 
beacon   receiver   and   with   such   radio 
equipment  as  Is  necessary  to  receive  sat- 
isfactorily, by  either  of  two  independent 
means,  radio  navigational  signals  from 
any  other  radio  aid  to  navigation  In- 
tended to  be  used.    For  operations  out- 
side the  United  States  each  aircraft  op- 
erated for  long  distances  over  water  or 
uninhabited  terrain  shall  be  equipped 
with  two  Independent  means  of  trans- 
mitting   to    at    least    one    appropriate 
ground  station  from  any  point  on  the 
route. 

(c)  If  appropriate,  one  of  the  means 
provided  for  compliance  with  paragraph 
(a)  (3)  may  be  employed  for  compli- 
ance with  paragraph  (a)  (2).  and  the 
means  provided  for  compliance  with  the 
requirements  of  paragraph  (b)  may  be 
employed  for  compliance  with  paragraph 
(a)  (1)  and  (3). 

5  42.23  First-aid  and  emergency 
equipment,  (a)  Each  aircraft  shall  be 
equipped  with  readily  available  first-aid 
and  emergency  evacuation  equipment 
adequate  for  the  type  of  operation  and 
number  of  persorLs  carried. 

(b)  Each  aircraft  operated  over  unin- 
habited terrain  shall  carry  such  emer- 
gency equipment  as  the  Administrator 
finds  necessary  for  the  preservation  of 
life  for  the  particular  operation. 


(c)  Except  for  take-offs,  landings,  or 
filghts  for  short  distances  over  water  for 
which  the  Administrator  finds  that  any 
of  the  equipment  In  subparagraphs  (1), 
(2),  or  (3)  of  this  paragraph  Is  unnec- 
essary, each  aircraft  operated  over  water 
shall  be  equipped  with: 

( 1 )  Life  preservers  or  flotation  devices 
readily  available  for  each  person  aboard 
the  aircraft.  ^^    ^ 

(2)  Life  rafts  of  sufBcient  capacity  to 
contain  all  persons  aboard  the  aircraft. 

(3)  A  Very  pistol  or  equivalent  signal 
equipment. 

(4)  Portable  emergency  radio  signal- 
ling device  which  Is  not  dependent  upon 
the  aircraft  power  supply. 

(6)  Such  additional  emergency  equip- 
ment as  the  Administrator  finds  neces- 
sary for  the  preservation  of  life  for  the 
particular  operation  Involved. 


5  42.24  Cockpit  check  list.  The  air 
carrier  shall  provide  for  each  make  and 
model  aircraft  a  cockpit  check  list 
adapted  to  each  operation  In  which  the 
aircraft  Is  to  be  utilized.  The  check  list 
shaU  be  Installed  In  a  readily  accessible 
location  In  the  cockpit  of  each  aircraft 
and  shall  be  used  by  the  flight  crew. 

B  42  25  Oxygen.  Aircraft  operated 
at  an  altitude  exceeding  10,000  feet  above 
sea  level  continuously  for  more  than  30 
minutes,  or  at  an  altitude  exceeding  12.- 
000  feet  above  sea  level  for  any  length  of 
time,  shall  be  equipped  with  effective  oxy- 
gen apparatus  and  an  adequate  supply  of 
oxygen  available  for  the  use  of  the  oper- 
ating crew.  Such  aircraft  shall  also  be 
equipped  with  an  adequate  separate  sup- 
ply of  oxygen  available  for  the  use  of 
passengers  when  operated  at  an  alti- 
tude exceeding  12.000  feet  above  sea 
level. 

MAINTENANCE    REQUIREMENTS 

5  42.30  General.  No  person  shall  op- 
erate an  aircraft  which  Is  not  In  an  air- 
worthy condition.  All  Inspections,  re- 
pairs, alterations,  and  maintenance  shall 
be  performed  In  accordance  with  Part 
18  of  the  ClvU  Air  Regulations,  and  with 
the  maintenance  manual  when  required 
by  5  42.32  (d). 

5  42.31  Inspections  and  maintenance. 
(a)  Aircraft  shall  be  given  a  prefilght 
check  to  determine  compliance  with 
5  42.50  (e)  and.  In  addition,  shall  meet 
the  following  requirements: 

(1)  Large  aircraft  shall  be  maintained 
and  Inspected  In  accordance  with  a  con- 
tinuous maintenance  and  inspection  sys- 
tem as  provided  for  In  the  maintenance 
manual. 

(2)  Small  aircraft  shall  either  be 
maintained  and  Inspected  In  accordance 
with  subparagraph  (1)  of  this  paragraph 
or  be  given  a  periodic  Inspection  at  least 
every  100  hours  of  flight  time  and  an 
annual  inspection  at  least  every  12 
months.  The  annual  Inspection  may  be 
accepted  as  a  periodic  Inspection. 

(b)  A  record  shall  be  carried  In  the 
aircraft  at  all  times  showing  that  the 
latest  inspections  required  by  paragraph 
(a)  (1)  or  (2)  have  been  accomplished, 
except  such  record  may  be  kept  at  the 
principal  operations  base  when  the  air- 
craft Is  malnUlned  and  inspected  as  pro- 
vided In  paragraph  (a)  (1). 


Wednesday,  March  2,  1949 

S  42  32  Additional  maintenance  re- 
quirements for  large  aircraft.  The  fol- 
lowing requirements  are  applicable  to 
operations  conducted  in  large  aircraft: 

(a)  Facilities.  Facilities  for  the 
proper  inspection,  maintenance,  over- 
haul, and  repair  of  the  types  of  aircraft 
used  shall  be  maintained  by  the  air  car- 
rier, unless  arrangements  acceptable  to 
the  Administrator  are  made  with  other 
persons  possessing  such  facilities. 

(b)  Maintenance  personnel.  A  staff 
of  qualified  mechanics.  Inspectors,  and 
appropriate  supervisory  personnel  shall 
be  employed  by  the  air  carrier  and  kept 
available  for  performing  the  functions 
specified  in  §  42.30.  except  where  the  air 
carrier  has  obtained  the  approval  of  the 
Administrator  for  the  performance  of 
such  functions  by  some  other  agency. 
The  air  carrier  shall  permit  maintenance 
to  be  performed  only  by  a  person  com- 
petent therefor. 

(c)  Reporting  of  mechanical  irregu- 
larities occuring  in  operation.  Each  air 
carrier  shall  prescribe  in  Its  operations 
manual  a  procedure  for  the  submission  of 
written  reports  by  the  members  of  the 
flight  crew  for  all  mechanical  irregrulari- 
ties  occurring  during  the  operation  of 
the  aircraft.  The  members  of  the  flight 
crew  designated  by  the  air  carrier  shall 
submit  a  written  report  in  accordance 
with  such  system  to  the  person  respon- 
sible for  the  maintenance  of  the  aircraft. 
This  report  shall  be  submitted  at  the  end 
of  -each  through  flight  or  sooner  If  the 
seriousness  of  the  irregularity  so  war- 
rants. Such  report  or  copy  thereof 
Indicating  the  action  taken  shall  be  re- 
tained in  the  aircraft  for  the  Information 
of  the  next  flight  crew.' 

(d)  Maintenance  manual.  <1)  The 
air  carrier  shall  prepare  and  maintain 
for  the  use  and  guidance  of  maintenance 
personnel  a  maintenance  manual  which 
contains  full  Information  pertaining  to 
the  maintenance,  repair,  and  In.spectlon 
of  aircraft  and  equipment  and  clearly 
outlines  the  duties  and  the  responsibili- 
ties of  maintenance  personnel.  It  shall 
contain  a  copy  of  the  approved  time 
limitations  for  Inspection  and  overhaul- 
ing of  aircraft,  aircraft  engines,  pro- 
pellers, and  appliances.  Copies  and 
revisions  shall  be  furnished  to  all  persons 
designated  by  the  Administrator.  All 
copies  In  the  hands  of  company  person- 
nel shall  be  kept  up  to  date. 

(2)  A  copy  of  those  portions  pertain- 
ing to  the  aircraft  shall  be  carried 
therein. 

( 3 )  Any  changes  prescribed  by  the  Ad- 
ministrator In  the  Interest  of  safety  shall 
be  promptly  Incorporated  In  the  manual. 
Other  changes  not  Inconsistent  with  any 
Federal  regulation,  the  air  carrier  op- 
erating certificate,  or  safe  operating 
practices  may  be  made  without  prior  ap- 
proval of  the  Administrator. 

(4)  No  maintenance,  repair,  or  Inspec- 
tion of  aircraft  or  equipment  shall  be 
made  by  the  air  carrier  contrary  to  the 
provisions  of  the  maintenance  manual. 

,rUCHT   CREW   REQUIREMENTS 

J  42.40  Airman  requirements.  No  air 
carrier  shall  utilize  an  Individual  as  an 

•  See  I  4i2.95  for  the  requirements  for  re- 
porting aircraft  or  component  malfunctioning 
and  defects. 

No. 
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airman  unless  he  has  met  the  appro- 
priate requirements  of  the  Civil  Air  Reg- 
ulations. 

S  42.41     Composition   of   flight   crew. 

(a)  No  air  carrier  shall  operate  an  air- 
craft with  less  than  the  minimum  flight 
crew  required  for  the  particular  opera- 
tion and  the  type  of  aircraft,  as  deter- 
mined by  the  Administrator  in  accord- 
ance with  the  standards  hereinafter  pre- 
.scribed,  and  specified  In  the  air  carrier 
operations  manual  for  the  area  in  which 
operations  are  authorized. 

(b)  Where  the  provisions  of  this  part 
require  the  performance  of  two  or  more 
functions  for  which  an  airman  certificate 
Is  neces.«;ary.  such  requirement  shall  not 
be  satisfied  by  the  performance  of  mul- 
tiple functions  at  the  same  time  by  any 
airman. 

(c)  Second  pilot.  A  second  pilot  shall 
be  required  on  large  aircraft,  or  on  other 
aircraft  when  passengers  are  carried  on 
operations  In  which  Instrument  flight  is 
authorized,  or  when  the  Administrator 
flnds  that  a  second  pilot  Is  otherwise  re- 
quired in  the  interest  of  safety. 

(d)  Flight  radio  operator.  An  airman 
holding  a  flight  radio  operator  certificate 
shall  be  required  for  flight  over  any  area 
over  which  the  Administrator  has  de- 
termined that  radiotelegraphy  Is  neces- 
sary for  communication  with  ground 
stations  during  flight. 

(e)  Flight  engineer.  An  airman  hold- 
ing a  flight  engineer  certificate  shall  be 
required  on  all  aircraft  of  more  than  80,- 
000  lbs.  maximum  certificated  take-off 
welftlit,  and  on  all  other  aircraft  cer- 
tificated for  more  than  30,000  lbs.  maxi- 
mum certificated  take-off  weight  where 
the  Administrator  finds  that  the  design 
of  the  aircraft  used  or  the  type  of  opera- 
tion Is  such  SIS  to  require  a  flight 
engineer  for  the  safe  operation  of  the 
aircraft. 

(f)  Flight  navigator.  An  airman  hold- 
ing a  filght  navigator  certificate  shall  be 
required  for  filght  over  any  area  where 
the  Administrator  has  determined  that 
celestial  navigation  is  necessary. 

i  42.42  Pilot  qualification  for  small 
aircraft— (a)  Pilot  in  command.  Any 
pilot  serving  as  pilot  in  command  In  small 
aircraft  shall  hold  a  valid  commercial 
pilot  certificate  with  an  appropriate  rat- 
ing for  the  aircraft  in  which  he  is  to  serve, 
and  for: 

( 1 »  Day  fiight  VFR— he  shall  have  had 
at  least  50  hours  of  cross-country  fiight 
time  as  a  pilot; 

(2)  Night  flight  VFR-t-he  shall  have 
had  a  total  of  at  least  500  hours  of  fiight 
time  as  a  pilot,  Including  100  hours  of 
cross-country  filght  time  of  which  25 
hours  shall  have  been  at  night; 

(3 )  IFR  filght— he  must  possess  a  cur- 
rently effective  Instrument  rating  and 
have  had  a  total  of  at  least  500  hours  of 
flight  time  as  a  pilot  Including  100  hours 
of  cross-country  filght. 

(b)  Second  pilot.  Any  pilot  serving  as 
second  pilot  In  small  aircraft  shall  hold 
for: 

(1)  VFR  flight— a  valid  commercial 
pilot  certificate  with  the  appropriate  rat- 
ings; and  for 

(2)  IFR  flights— shall  also  hold  %  cur- 
rently effective  Instrument  rating. 


939 

f 

§  42.43  Pilot  qualifications  for  large 
aircraft — (a>  Pilot  in  command.  Any 
pilot  serving  as  pilot  in  command  in  large 
aircraft  shall  meet  the  following  require- 
ments: 

<1)  After  December  31,  1949,  possess 
a  valid  airline  transport  pilot  rating  with 
an  appropriate  rating  for  the  aircraft  in 
which  he  is  to  serve; 

(2»  Prior  to  and  including  December 
31,  1949,  he  shall  either  meet  the  above 
or; 

(I)  Possess  a  valid  commercial  pilot 
certificate  with  an  appropriate  rating  for 
the  aircraft  in  which  he  is  to  serve; 

(II)  Possess  a  currently  effective  in- 
strument rating; 

<ili)  Have  logged  at  least  1.200  hours 
of  filght  time  of  which  590  hours  shall 
have  been  cress-country; 

<Iv)  Have  logged  at  lea<:t  100  hours  of 
night  fiight  of  which  50  hours  shall  have 
been  cross-country. 

<b)  Second  pilot.  Any  pilot  serving  as 
second  pilot  in  large  aircraft  shall: 

'D  Possess  a  valid  commercial  pilot 
certificate  with  an  appropriate  rating  for 
the  aircraft  in  vihich  he  is  to  serve; 

<2)  Possess  a  currently  effective  in- 
strument rating. 

<c)  Three-pilot  crew.  In  a  crew  of 
three  or  more  pilots  at  least  two  pilots 
shall  meet  the  requirements  of  para- 
graph (a). 

§  42.44  Recent  flight  experience  re- 
quirements for  flic/ht  crew  members.  No 
air  carrier  shall  utilize  an  airman,  nor 
shall  any  individual  serve  as  an  airman, 
unless  he  meets  the  appropriate  experi- 
ence requirements  specified  below; 

(a)  Pilots.  (1)  Within  the  preceding 
90  days  a  pilot  in  command  shall  have 
made  at  least  3  take-offs  and  landings  in 
an  aircraft  of  the  same  type  on  which  he 
Is  to  serve.  For  night  fiight  one  of  the 
take-offs  and  landings  required  above 
shall  have  been  made  at  night. 

(2>  Within  the  preceding  6  months  a 
pilot  In  large  aircraft  shall  have  success- 
fully accomplished  an  equipment  check 
on  aircraft  of  the  type  on  which  he  is  to 
serve.  Such  equipment  check  shall  be 
given  by  an  authorized  representative  of 
the  Administrator  or  a  check  pilot  desig- 
nated by  the  Administrator. 

<  3 )  Within  the  preceding  6  months  the 
pilot  in  command  in  any  large  aircraft,  or 
in  any  aircraft  under  IFR  conditions, 
shall  have  successfully  accomplished  an 
Instrument  check  demonstrating  his 
ability  to  pilot  and  navigate  by  Instru- 
ments, to  accomplish  a  standard  Instru- 
ment approach  using  radio  range  facili- 
ties, and  to  accomplish  an  Instrument 
approach  In  accordance  with  ILS.  GCA, 
or  D/F  procedures  when  such  facilities 
are  to  be  used.  This  Instrument  check 
shall  have  been  given  by  an  authorized 
representative  of  the  Administrator  or  a 
check  pilot  designated  by  the  Adminis- 
trator on  an  aircraft  which  the  air  car- 
rier Is  authorized  to  use. 

(b)  Flight  radio  operator.  No  Individ- 
ual shall  be  assigned  to  nor  perform 
duties  as  a  flight  radio  operator  xmless 
within  the  preceding  12  months  he  has 
had  at  least  four  months  of  satisfactory  • 
experience  as  a  radiotelegraph  operator 
and  at  least  25  hours  of  experience  in  the 
operation  of  aircraft  radio  during  filght, 


940 

or  until  a  person  designated  by  (he  Ad- 
ministrator has  checked  the  airman  and 
has  determined  that  he  is  (1>  famiUar 
with  all  radio  information  pertinent  to 
the  operations  of  the  air  carrier  and  (2) 
competent  with  respect  to  the  operating 
procedures  and  radio  equipment  to  be 

used. 

(c)  Flight  engineer.  No  individual 
shall  be  assigned  to  nor  perform  duties 
as  a  flight  engineer  unless  within  the 
preceding  12  months  he  has  had  at  least 
60  hours  of  experience  as  a  flight  engineer 
on  the  make  and  model  aircraft  on  which 
he  is  to  serve,  or  until  a  person  designated 
by  the  Administrator  has  checked  the 
airman  and  determined  that  he  is  (1) 
familiar  with  all  current  information 
and  operating  procedures  relating  to  the 
make  and  model  aircraft  on  which  he  is 
to  serve  and  (2)  competent  with  respect 
to  the  flight  engineer's  duties  on  such 
aircraft.  ^     , 

(d)  Flight  navigator.  No  individual 
shall  be  assigned  to  nor  perform  duties 
as  a  flight  navigator  unless  within  the 
preceding  12  months  he  has  had  at  least 
50  hours  of  experience  as  a  flight  navi- 
gator, or  until  a  person  designated  by  the 
Administrator  has  checked  the  airman 
and  determined  that  he  Is  (1)  familiar 
with  all  current  navigational  information 
pertaining  to  the  operations  of  the  air 
carrier  and  (2)  competent  with  respect 
to  the  operating  procedures  and  naviga- 
tional equipment  to  be  used. 


i  42.45  Flight  time  limitations  for 
pUots  on  large  aircraft.  The  following 
limitations  shall  be  applicable  to  pilots 
serving  on  large  aircraft. 

(a)  Individual  pilot  limitations.  (1) 
A  pilot  may  be  scheduled  to  fly  8  hours 
or  less  during  any  24  consecutive  hours 
without  a  rest  period  during  such  8  hours. 

(2)  A  pilot  shall  receive  24  hours  of 
rest  before  being  assigned  further  duty 
when  he  has  flown  in  excess  of  8  hours 
during  any  24  consecutive  hours.  Time 
spent  in  deadhead  transportation  to  or 
from  duty  assignment  shall  not  be  con- 
sidered part  of  such  rest  period. 

(3)  A  pilot  shall  be  relieved  from  all 
duty  for  not  less  than  24  consecutive 
hours  at  least  once  during  any  7  consec- 
utive days. 

(4)  A  pilot  shall  not  fly  as  a  crew  mem- 
ber in  air  carrier  service  more  than  100 
hours  during  any  30  consecutive  days. 

(5)  A  pilot  shall  not  fly  as  a  crew 
member  in  air  carrier  service  more  than 
1,000  hours  in  any  one  calendar  year. 

(6)  A  pilot  shall  not  do  other  commer- 
cial flying  if  his  total  flying  time  for  any 
specifled  period  will  exceed  the  limits  of 
that  period. 

(b)  Aircraft  having  a  crew  of  two 
pilots.  (1)  A  pilot  shall  not  be  sched- 
uled to  fly  in  excess  of  8  hours  during 
any  24-hour  period  imless  he  is  given  an 
Intervening  rest  period  at  or  before  the 
termination  of  8  scheduled  hours  of  flight 
duty.  Such  rest  period  shall  equal  at 
least  twice  the  number  of  hours  flown 
since  the  last  preceding  rest  period,  and 
in  no  case  shall  such  rest  period  be  less 
than  8  hours.  Ehiring  such  rest  period 
the  pUot  shall  be  relieved  of  all  duty  with 
the  air  carrier. 
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(2)  A  pilot  shall  not  be  on  duty  for 
more  than  16  hours  during  any  24  con- 
secutive hours. 

(c)  Aircraft  having  a  crew  of  three 
pUots.  (1)  A  pilot  shall  not  be  sched- 
uled for  duty  on  the  flight  deck  in  ex- 
cess of  8  hours  in  any  24-hour  period. 

(2)  A  pilot  shall  not  be  scheduled  to 
be  aloft  for  more  than  12  hours  in  any 
24-hour  period. 

(3)  A  pilot  shall  not  be  on  duty  for 
more  than  18  hours  in  any  24-hour 
period. 

(d)  Aircraft  having  a  crew  of  four 
pilots.  (1)  A  pilot  shall  not  be  sched- 
uled for  duty  on  the  flight  deck  in  ex- 
cess of  8  hours  during  any  24- hour 
period. 

(2)  A  pilot  shall  not  be  scheduled  to 
be  aloft  for  more  than  16  hours  in  any 
24-hour  period. 

(3)  A  pilot  shall  not  be  on  duty  for 
more  than  20  hours  during  any  24-hour 
period. 

§  42.46  Logging  flight  time.  (&)  A 
pilot  in  command  may  log  his  total  flight 
time. 

(b)  A  second  pilot  holding  an  airline 
transport  pilot  certificate  and  rating  for 
the  aircraft  flown  may  log  the  total  time 
during  which  he  is  on  duty  on  the  flight 
deck. 

(c)  A  second  pilot  not  holding  an  air- 
line transport  pilot  certiflcate  and  rat- 
ing for  the  aircraft  flown  may  log  50% 
of  the  total  flight  time  during  which  he 
Is  on  duty  on  the  flight  deck. 

(d)  A  pilot  may  log  as  Instrument 
flight  time  only  such  time  as  he  is  ac- 
tually manipulating  the  controls  when 
the  aircraft  is  being  flown  solely  by  ref- 
erence to  Instruments. 


8  42.47  Pro/ictenci/  of  crew  members 
serving  in  large  aircraft.  The  air  car- 
rier shall  by  means  of  a  training  pro- 
gram or  otherwise  insure  that  crew  mem- 
bers are  proficient  in  their  duties  and  are 
kept  currently  informed  of  all  tech- 
niques and  new  developments  pertinent 
thereto. 

§  42.48  Grace  period  for  airman  peri- 
odic checks.  Whenever  this  part  requires 
an  airman  check  at  stated  Intervals,  a 
grace  period  of  30  days  shall  be  allowed : 
Provided,  That  the  effective  date  of  the 
check,  if  met  within  the  grace  period, 
shall  be  the  same  as  if  met  on  the  day 
Immediately  preceding  such  grace  period. 

FLIGHT  OPERATION  HITLES 


S  42.50  Pilot  responsibilities — (a)  Pi- 
lot in  command.  The  pilot  In  command 
of  the  aircraft  shall  be  designated  by  the 
air  carrier. 

(b)  Pre  flight  action.  Prior  to  com- 
mencing a  flight  the  pilot  In  command 
shall  familiarize  himself  with  the  latest 
weather  reports  Issued  by  the  United 
States  Weather  Bureau  or  if  unavailable, 
by  the  most  reliable  source,  pertinent  to 
the  flight  and  with  the  information  nec- 
essary for  the  safe  operation  of  the  air- 
craft en  route  and  on  the  airports  or 
other  landing  area  to  be  used,  and  deter- 
mine that  the  flight  can  be  completed 
with  safety. 

(c)  Charts  and  flight  equipment.  The 
pilot  In  command  shall  have  in  his  pos- 
session In  the  cockpit  proper  flight  and 
navigational   facility   charts,   including 


instrument  approach  procedures  when 
Instrument  flight  Is  authorized,  and  such 
other  flight  equipment  as  may  be  neces- 
sary to  properly  conduct  the  particular 
flight  proposed. 

(d)  Emergency  decisions.  (1)  When 
required  In  the  Interest  of  safety,  a  pilot 
may  make  any  immediate  decisions  and 
follow  any  course  of  action  which  in  his 
judgment  appears  necessary,  regardless 
of  prescribed  methods  or  requirements. 
He  shall,  where  practicable,  keep  the 
proper  control  station  fully  itTform^ed  re- 
garding the  progress  of  the  flight.* 

(2)  In  an  emergency  requiring  either 
the  dumping  of  fuel  or  a  landing  at  a 
weight  in  excess  of  the  authorized  land- 
ing weight,  a  pilot  may  elect  to  follow 
whichever  procedure  he  considers  safer, 
(e)  Serviceability  of  equipment.   Prior 
to  starting  any  flight,  the  pilot  shall  de- 
termine that  the  aircraft,  all  engines 
and  propellers,  appliances  and  required 
equipment.    Including    all    instruments, 
are  In  proper  operating  condition.     If 
during  the  flight  any  such  engine,  pro- 
peller, appliance,  or  equipment  malfunc- 
tions or  becomes  inoperative,  the  pilot  in 
command  shall  determine  whether  the 
flight  can  be  continued  with  safety.    Un- 
less he  beUeves  that  flight  can  be  con- 
tinued safely,  he  shall  hold  or  cancel  it 
until  satisfactory  repairs  or  replacements 
are  made. 

(f)  PUots  at  controls.  In  the  case  of 
aircraft  requiring  two  or  more  pilots, 
two  pilots  shall  remain  at  the  controls 
at  all  times  while  taking  off,  landing, 
and  while  the  aircraft  is  en  route  except 
when  the  absence  of  one  Is  necessary  In 
connection  with  his  regular  duties  or 
when  he  is  replaced  by  a  person  author- 
ized under  the  provisions  of  paragraph 
(g)  of  this  section. 

(g)  Admission  to  pilot  compartment. 
In  aircraft  having  a  separate  pilot  com- 
partment, no  person  other  than  a  crew 
member,  a  check  pilot,  an  authorized 
representative  of  the  Administrator  or 
the  Board  In  pursuance  of  official  duty, 
or  a  person  whose  admission  Is  approved 
by  the  pilot  in  command  may  be  admitted 
to  the  pilot  compartment.  In  the  latter 
case,  the  pilot  in  command  shall  remain 
at  the  controls. 

5  42.51  Fuel  supply.  The  following 
minimum  fuel  requirements  shall  be  ap- 
plicable as  specifled: 

(A)  United  States.  Within  the  con- 
tinental limits  of  the  United  States  the 
following  requirements  shall  be  met  un- 
less the  Administrator  finds,  after  con- 
sidering the  character  of  the  terrain  be- 
ing traversed,  the  available  airports,  and 
the  category  of  aircraft  being  operated, 
that  the  safe  conduct  of  the  fiight  nor- 
mally requires  a  greater  quantity  of  fuel. 

(1)  No  flight  In  small  aircraft  under 
VFR  shall  be  started  unless  the  aircraft 
carries  sufficient  fuel  and  oil.  consider- 
ing the  wind  and  other  weather  condi- 
tions forecast,  to  fly  to  the  point  of  In- 
tended landing,  and  thereafter  for  a 
period  of  at  least  30  minutes  at  normal 
cruising  consumption.  , 

(2)  No  flight  in  large  aircraft  under 
VPR  shall  be  started  unless,  considering 


•  See  I  49.93  for  the  report  to  be  flled  by  the 
pilot  where  the  authority  granted  by  this  aec- 
tlon  Is  exercised. 
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the  factors  enumerated  in  subparagraph 
(1),  the  aircraft  carries  sufficient  fuel 
and  oil  to  fly  to  the  point  of  intended 
landing,  and  thereafter  for  a  period  of 
at  least  45  minutes  at  normal  cruising 
consumption. 

(3)  No  flight  in  large  or  small  air- 
craft under  IFR  shall  be  started  unless, 
considering  the  factors  set  forth  in  sub- 
paragraph (1).  sufficient  fuel  and  oU  are 
carried  aboard  the  aircraft  to  (i)  reach 
the  point  of  intended  landing.  (11)  there- 
after fly  to  the  alternate  airport  and  (iil) 
thereafter  fly  for  a  period  of  45  minutes 
at  normal  cruising  consumption. 

(b)  Outside  the  United  States.  Out- 
side the  continental  limits  of  the  United 
States,  the  following  requirements  shall 
be  met  unless  the  Administrator  flnds. 
after  considering  the  character  of  the 
terrain  being  traversed,  the  available  air- 
ports, the  category  and  type  of  aircraft 
being  operated,  that  the  flight  may  be 
safely  conducted  with  a  lesser  quantity 
of  fuel. 

(1)  No  flight  shall  be  started  unless, 
considering  the  wind  and  other  weather 
conditions  expected,  the  aircraft  carries 
sufficient  fuel  and  oil  (1)  to  fly  to  the 
next  point  of  landing  specifled  in  the 
flight  plan,  and  thereafter  (li)  to  fly  to 
and  land  at  the  most  distant  alternate 
airport  designated  In  the  flight  plan,  and 
thereafter  (lii)  to  fly  for  a  period  of  at 
least  2  hours  at  normal  cruising  con- 
sumption. 

(2)  No  flight  shall  be  returned  to  the 
point  of  departure  or  to  an  alternate 
airport  for  that  point  unless  the  aircraft 
has  sufficient  fuel  to  return  to  such  point 
and  thereafter  to  fly  for  a  period  of  at 
least  2  hours  at  normal  cruising  con- 
sumption. 

(3)  No  flight  shall  be  started  to  a  des- 
tination for  which  there  is  no  available 
alternate  unless  the  aircraft  carries  suf- 
ficient fuel,  con.sidering  wind  and  other 
weather  conditions  expected,  to  fly  to 
that  point  and  thereafter  for  at  lea.st  3 
hours  at  normal  cruising  consumption. 

§  42.52  Flight  plan  for  large  aircraft 
No  large  aircraft  shall  be  taken  off  un- 
less a  VFR  or  IFR  flight  plan  containing 
the  appropriate  information  required  by 
Part  60  is  flled  with  the  nearest  CAA 
communications  station  by  the  air  car- 
rier. In  the  event  communications  facil- 
ities are  not  readily  available,  such  flight 
plan  shall  be  filed  as  soon  as  practicable 
after  becoming  air-borne. 

§  42.53  Flight  manifest  for  large  air- 
craft and  passenger-carrying  aircraft 
operating  under  IFR  conditions.  For  all 
large  aircraft,  or  any  aircraft  carrying 
pasengers  under  IFR  conditions,  a  fiight 
manifest  form  shall  be  prepared  and 
signed  for  each  flight  by  qualified  per- 
sonnel of  the  air  carrier  charged  with  the 
duty  of  supervising  the  loading  of  the 
aircraft  and  the  preparation  of  the  flight 
manifest  form.  The  form  and  contents 
of  this  manifest  shall  be  In  accordance 
with  the  Instructions  contained  in  the 
air  carrier's  operations  manual  and  shall 
Include  the  names  and  addresses  of  the 
passengers  carried,  points  of  departure 
and  destination,  the  weight  of  the  cargo 
and  passengers,  and  the  distribution  of 
such  weight  In  the  aircraft  In  accordance 
with   the   weight   control   system    pre- 
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scribed  In  the  operations  manual.  The 
weight  of  the  passengers  may  be  deter- 
mined In  accordance  with  a  weight  con- 
trol system  prescribed  by  the  Adminis- 
trator. In  the  event  passengers  or  cargo 
are  discharged  or  picked  up  at  points 
other  than  the  principal  operations  base, 
the  pilot  shall,  before  starting  the  flight, 
cause  a  duplicate  copy  of  the  manifest 
to  be  mailed  to  such  base,  unless  other 
requirements  are  set  forth  In  the  carrier's 
operation  manual.' 

S  42.54  Minimum  flight  altitude  rules. 
Except  during  take-off  and  landing,  the 
flight  altitude  rules  prescribed  in  para- 
graphs (a)  and  (b)  of  4;his  section,  in 
addition  to  the  applicable  provisions  jaf 
§  60.107.  shall  govern  air  carrier  opera- 
tions: Provided,  That  other  altitudes 
may  be  established  by  the  Administrator 
for  any  area  where  he  finds,  after  con- 
sidering the  character  of  the  terrain  be- 
ing traversed,  the  quality  and  quantity 
of  meteorological  service,  the  naviga- 
tional facilities  available,  and  other  flight 
conditions,  that  the  safe  conduct  of  fiight 
permits  or  requires  such  other  altitudes. 

(a)  Day  VFR  passenger  operations. 
No  aircraft  engaged  in  passenger  op- 
erations shall  be  flown  at  an  altitude 
less  than  500  feet  above  the  surface  or 
less  than  1,000  feet  from  any  mountain, 
hill,  or  other  obstruction  to  flight. 

(b)  Night  VFR  or  IFR  operations.  No 
aircraft  shall  be  flown  at  an  altitude  less 
than  1,000  feet  above  the  highest  ob- 
stacle located  within  a  horizontal  dis- 
tance of  5  miles  from  the  center  of  the 
course  intended  to  be  flown  or.  In  moun- 
tainous terrain  designated  by  the  Ad- 
ministrator, 2,000  feet  above  the  highest 
obstacle  located  within  a  horizontal  dis- 
tance of  5  miles  from  the  center  of  the 
course  Intended  to  be  flown:  Provided, 
That  in  VFR  operations  at  night  In  such 
mountainous  terrain  aircraft  may  be 
flown  over  a  lighted  civil  airway  at  a 
minimum  altitude  of  1,000  feet  above 
such  obstacle. 

5  42.55  Flight  into  known  icing  con- 
ditions. No  aircraft  shall  be  fiown  into 
known  or  probable  heavy  icing  condi- 
tions. Aircraft  may  be  flown  into  light 
or  moderate  icing  conditions  only  if  the 
aircraft  Is  equipped  with  an  approved 
means  for  de-Icing  the  wings,  propellers, 
and  such  other  parts  of  the  aircraft  as 
are  essential  to  safety. 

§  42.56  Weather  minimums.  No  fiight 
shall  be  started  unless  the  take-off  en 
route  operation,  and  landing  at  destina- 
tion can  be  conducted  in  accordance  with 
the  weather  requirements  of  Part  60' 
but  In  no  ca.se  less  than  the  minimums 
specified  below: 

(a)  For  VFR  take-off.  en  route  opera- 
tion, or  landing,  the  weather  minimums 
shall  be  a  ceiling  of  1.000  feet  and  visi- 
bility of  1  mile  for  day  and  2  miles  for 
night,  unless  otherwise  authorized  by 
an  air  traffic  clearance  obtained  from  air 
traffic  control,  and 

(b)  For  IFR  operations  the  weather 
minimums  shall  be  not  less  than  those 


'  See  {  42.94  Tor  record-keeping  require- 
ments for  the  flight  manifest. 

•See  the  Plight  Information  Manual  for 
specific  en  route,  take-off.  and  landing  mini- 
mums for  particular  routes  and  airports. 
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specified  In  the  CAA  Flight  Information 
Manual,  or  as  otherwise  specified  or  au- 
thorized by  the  Administrator. 

§  42.57  Instrument  approach.  No  In- 
strument approach  procedure  shall  be 
executed  or  landing  made  when  the 
latest  United  States  Weather  Bureau  re- 
port for  that  airport  indicates  the  ceiling 
or  visibility  to  be  less  than  that  pre- 
scribed by  the  Administrator  for  landing 
at  such  airport. 

§  42.60  Operations  manual  for  large 
aircraft,  (a J  When  operations  are  con- 
ducted in  large  aircraft  the  air  carrier 
shall  prepare  and  maintain  for  the  use 
and  guidance  of  operations  personnel  an 
operations  manual  which  contains  full 
information  necessary  to  guide  fiight  and 
ground  personnel  in  the  conduct  of  safe 
fiight  operations  and  to  inform  such  per- 
sonnel regarding  their  duties  and  re- 
sponsibilities. The  form  and  content 
shall  be  acceptable  to  the  Administrator. 
Copies  and  revisions  shall  be  furnished  to 
all  persons  de.signated  by  the  Adminis- 
trator. All  copies  in  the  hands  of  com- 
pany personnel  shall  be  kept  up  to  date. 

<b>  A  copy  shall  be  kept  at  the  princi- 
pal operations  base.  Those  portions  of 
the  manual  pertinent  to  safe  operation 
of  the  aircraft  shall  be  carried  therein. 

(c)  Any  changes  prescribed  by  the  Ad- 
ministrator in  the  interest  of  safety  shall 
be  promptly  incorporated  in  the  manual. 
Other  changes  not  inconsistent  with  any 
Federal  regulation,  the  air  carrier  oper- 
ating certificate,  or  a  safe  operating  prac- 
tice may  be  made  without  the  prior  ap- 
proval of  the  Administrator. 

(d)  No  operation  shall  be  conducted 
by  the  air  carrier  contrary  to  the  safety 
provisions  of  the  operations  manual. 

§  42.61  Airport  lighting  for  night  op- 
erations. No  air  carrier  shall  use  an 
airport  for  the  take-off  or  landing  of  an 
aircraft  at  night  unless  such  airport  is 
adequately  lighted. 

§  42.62  Navigational  aids  for  IFR 
flight.  Instrument  fiight  rule  operations 
shall  be  conducted  only  over  civil  air- 
ways and  at  airports  equipped  with  radio 
ranges  or  equivalent  facilities,  unless  the 
Administrator  has  found  that  instrument 
navigation  can  be  conducted  by  the  use 
of  radio  direction  finding  eqiUpment  in- 
stalled in  the  aircraft  or  by  other  special- 
ized means  and  has  approved  or  otherwise 
authorized  such  operation  In  the  air 
carrier  operating  certificate. 

5  42.63  Passenger  use  of  emergency 
equipment.  The  air  carrier  shaU  estab- 
lish procedures  for  familiarizing  passen- 
gers with  the  location  and  use  of  emer- 
gency equipment. 

OPERATING  LIMITATIONS  FOR  LARGE  AIRPLANES 

§  42.70  Operating  limitations  for 
transport  category  airplanes,  (a)  In  op- 
erating any  passenger-carrying  trans- 
port category  airplane  the  provisions  of 
§§  42.71  through  4fi.78  shall  be  complied 
with  unless  deviations  therefrom  are  spe- 
cifically authorized  by  the  Administrator 
on  the  ground  that  the  special  circum- 
stances of  a  particular  case  make  a  literal 
observance  of  the  requirements  unnec- 
essary for  safety. 

(b)  For  transport  category  aircraft  the 
data  contained  in  the  Airplane  Flight 
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Manual  shall  be  applied  in  determining 
compliance  with  these  provisions.  Where 
conditions  differ  from  those  for  which 
specific  tests  were  made,  compliance  shall 
be  determined  by  interpolation  or  by 
computation  of  the  effects  of  changes  in 
the  specific  variables  where  such  inter- 
polations or  computations  will  give  re- 
sults substantially  equalling  in  accuracy 
the  results  of  a  direct  test. 

§  42.71  Weight  limitations,  (a)  No 
airplane  shall  be  taken  off  from  any  air- 
port located  at  an  elevation  outside  the 
altitude  range  for  which  maximum  take- 
off weights  have  been  determined,  and  no 
airplane  shall  depart  for  an  airport  of 
intended  designation,  or  have  any  air- 
port specified  as  an  alternate,  which  is 
located  at  an  elevation  outside  of  the 
altitude  range  for  which  maximum  land- 
ing weights  have  been  determined. 

( b )  The  weight  of  the  airplane  at  take- 
off shall  not  exceed  the  certificated  max- 
imum take-off  weight  for  the  elevation 
of  the  airport  from  which  the  take-off  is 
to  t>e  made. 

(c)  The  weight  at  take-off  shall  be 
such  that,  allowing  for  normal  consump- 
tion of  fuel  and  oil  in  flight  to  the  airport 
of  intended  destination,  the  weight  on 
arrival  will  not  exceed  the  authorized 
maximum  landing  weight  for  the  eleva- 
tion of  such  airport. 

S  42.72  Take-off  limitations  to  provide 
for  engine  failure.  No  take-off  shall  be 
made  except  under  conditions  which  will 
permit  compliance  with  the  following  re- 
quirements. 

(a)  It  shall  be  possible,  from  any  point 

I  on  the  take-off  up  to  the  time  of  attain- 
ing the  critical-engine-faliure  speed,  to 
bring  the  airplane  to  a  safe  stop  on  the 
runway,  as  shown  by  the  accelerate-stop 
distance  data. 

(b)  It  shall  be  possible,  if  the  critical 
engine  should  fail  at  any  instant  after 
the  airplane  attains  the  critical-engine- 
failure  speed,  to  proceed  with  the  take- 
off and  attain  a  height  of  50  feet,  as 
indicated  by  the  take-off  path  data,  be- 
fore passing  over  the  end  of  the  take-off 
area.  Thereafter,  it  shall  be  possible  to 
clear  all  obstacles,  either  by  at  least  50 
feet  vertically,  as  shown  by  the  take-off 
path  data,  or  by  at  least  200  feet  hori- 
lontally  within  the  airport  boundaries 
and  by  at  least  300  feet  horizontally  after 
passing  beyond  such  boundaries. 

(1)  In  determining  the  allowable  de- 
viation of  the  flight  path  in  order  to 
avoid  obstacles  by  at  least  the  distances 
above  set  forth,  it  shall  be  assumed  that 
the  airplane  is  not  banked  before  reach- 
ing a  height  of  50  feet,  as  shown  by  the 
take-off  path  data,  and  that  a  maximum 
bank  thereafter  does  not  exceed  15°. 

(c)  In  applying  conditions  <a)  and 
(b>,  correction  shall  be  made  for  any 
gradient  of  the  take-off  surface.  Take- 
off data  based  on  still  air  may  be  cor- 
rected to  allow  for  the  effect  of  a  favor- 
able wind  according  to  reported  wind 
conditions:  Provided.  That  not  more  than 
60%  of  the  component  along  the  direc- 
tion of  take-off  may  be  used.' 


•It  will  be  noted  that  Special  Civil  Air 
Regulation  Serial  Number  397  requires  the 
pilot  to  take  account  of  temperature  varl- 
•tlona  aa  well  as  hU  wind  component  In 
take-off. 


PROPOSED  RULE  MAKING 

I  42.73    En  route  limitations;  all  en- 
gines operating.    No  airplane  shall  be 
taken  off  at  a  weight  In  excess  of  that 
which   would  permit   a   rate  of   climb 
(expressed  in  feet  per  minute) ,  with  all 
engines  operating,  of  at  least  6  V*o  <when 
Vip  is  expressed  in  miles  per  hour)  at  an 
altitude  of  at  least  1,000  feet  above  the 
elevation  of  the  highest  ground  or  ob- 
struction within  10  miles  of  either  side  of 
the  intended  track.    Transport  category 
airplanes  certificated  under  Part  4a  are 
not  required  to  comply  with  this  section. 
For  the  purpose  of  this  section  it  shall  be 
assumed  that  the  weight  of  the  airplane 
as  it  proceeds  along  its  Intended  track  Is 
progressively  reduced  by  the  anticipated 
consumption  of  fuel  and  oil. 

§  42.74    En  route  limitations;  one  en- 
gine inoperative.    No  airplane  of  a  maxi- 
mum  certificated   weight   of   less   than 
40,000  lbs.  shall  be  taken  off  at  a  weight 
in  excess  of  that  which  would  permit  a 
rate  of  climb  (expressed  in  feet  per  min- 
ute), with  one  engine  inoperative,  of  at 
least  0.02  V.„'  (when  V,,,  is  expressed  in 
miles  per  hour)  at  an  altitude  of  at  least 
1.000  feet  above  the  elevation  of  the 
highest  ground  or  obstruction  within  10 
miles  either  side  of  the  intended  track; 
for  airplanes  of  a  maximum  certificated 
weight  of  40,000  to  60.000  lbs.,  inclusive, 
the  rate  of  climb  shall  Increase  linearly 
in  relation  to  weight  to  0.04  V.,,';  for  air- 
planes of  a  maximum  certificated  weight 
of  over  60,000  lbs.  the  rate  of  climb  shall 
be  0.04  Vi„;  for  transport  category  air- 
planes certificated  under  Part  4a,  the 
rate  of  climb  shall  be  0.02  V.^'  for  all 
maximum  certificated  weights.    For  the 
purpose  of  this  section  it  shall  be  assumed 
that  the  weight  of  the  airplane  as  it  pro- 
ceeds along  its  Intended  track  Is  pro- 
gressively   reduced  by    the    anticipated 
consumption  of  fuel  and  oil. 

§  42.75  En  route  limitations;  two  en- 
gines inoperative.  No  airplane  having 
four  or  more  engines  shall  be  flown  along 
Intended  track  except  under  the  follow- 
ing conditions:  Provided.  That  this  sec- 
tion shall  not  apply  to  transport  category 
airplanes,  certificated  under  Part  4a: 

(a)  No  place  along  the  intended  track 
shall  be  more  than  90  minutes  away  from 
an  available  landing  area  at  which  a 
landing  may  be  made  in  accordance  with 
the  requirements  of  9  42.78.  assuming  all 
engines  are  operating  at  cruising  speed; 
or 

(b)  the  take-off  weight  Is  such  that 
the  airplane  with  two  engines  inopera- 
tive shall  have  a  rate  of  climb  (expressed 
in  feet  per  minute >  of  at  least  0.01  Vi^' 
(when  V.o  is  expressed  in  miles  per  hour) 
either  at  an  altitude  of  1.000  feet  above 
the  elevation  of  the  highest  ground  or 
obstruction  within  10  miles  on  either  side 
of  the  intended  track  or  at  an  altitude 
of  5.000  feet,  whichever  Is  higher. 

(1)  The  rate  of  climb  referred  to  in 
paragraph  <b)  shall  be  determined  by 
assuming  the  airplane's  weight  to  be 
either  that  attained  at  the  moment  of 
failure  of  the  second  engine,  assuming 
that  failure  to  occur  90  minutes  after 
departure,  or  that  which  may  be  attained 
by  dropping  fuel  at  the  moment  of  fail- 
ure of  the  second  engine,  assuming  that 
sufBcient  fuel  Is  retained  to  arrive  at  an 


altitude  of  at  least  1.000  feet  directly 
over  the  landing  area. 

9  42.76  En  route  limitations;  where 
special  air  navigational  facilities  exist. 
The  10-mlle  lateral  distance  specified  in 
99  42.73  through  42.76  may,  for  a  dis- 
tance of  no  more  than  20  miles,  be  re- 
duced to  5  miles,  provided  that  special 
air  navigational  facilities  provide  a  re- 
liable and  accurate  identiflcatlon  of  any 
high  ground  or  obstruction  located  out- 
side of  such  5-mile  lateral  distance  but 
within  the  10-mile  distance. 

9  42.77  Landing  distance  limitations: 
airport  of  destination.  No  airplane  shall 
be  taken  off  at  a  weight  in  excess  of  that 
which,  under  the  conditions  stated  here- 
inafter in  paragraphs  (a)  and  <b) .  would 
permit  the  airplane  to  be  brought  to  rest 
at  the  field  of  Intended  destination  with- 
in 60'^°  of  the  effective  length  of  the  run- 
way from  a  point  50  feet  directly  above 
the  intersection  of  the  obstruction  clear- 
ance line  and  the  runway.  For  the  pur- 
pose of  this  section  it  shall  be  assumed 
that  the  take-off  weight  of  the  airplane 
is  reduced  by  the  weight  of  the  fuel  and 
oil  expected  to  be  consumed  in  flight  to 
the  field  of  Intended  destination. 

(a)  It  shall  be  assumed  that  the  air- 
craft is  landed  on  the  most  favorable 
runway  and  direction  without  regard  to 

wind.  _.    ^ 

(b)  It  shall  be  assumed,  considering 
every  probable  wind  velocity  and  direc- 
tion, that  the  aircraft  Is  landed  on  the 
most  suitable  runway,  taking  due  ac- 
count of  the  ground  handling  character- 
istics of  the  airplane  and  allowing  for 
the  effect  on  the  landing  path  and  roll 
of  not  more  than  50"o  of  the  favorable 
wind  component. 

(c)  If  the  airport  of  intended  destina- 
tion will  not  permit  full  compliance  with 
paragraph  (b)  of  this  section,  the  air- 
craft may  be  taken  off  if  an  alternate 
airport  is  designated  which  permits  com- 
pliance with  9  42  78. 

9  42.78  Landing  distance  limitations; 
alternate  airports.  No  airport  shall  be 
designated  as  an  alternate  airport  in  a 
fiight  plan  unless  the  aircraft  at  the 
weight  at  take-off  can  comply  with  the 
requirements  of  paragraphs  (a)  and  (b) 
of  9  42.77  at  such  airport :  Provided,  That 
the  aircraft  can  be  brought  to  rest  within 
70^0  of  the  effective  length  of  the  run- 
way. 

8  42.80  Operating  limitations  for  air- 
craft not  certificated  in  the  transport 
category.  In  operating  any  passenger- 
carrying,  large,  nontransport  category 
airplanes  the  provisions  of  9§  42.81 
through  42.83  shall  be  complied  with. 
Performance  data  published  by  the  Ad- 
ministrator for  each  such  nontransport 
category  type  aircraft  shall  be  used  in 
determining  compliance  with  these  pro- 
visions. 

9  42.81  Take-off  limitations.  No 
take-off  shall  be  made  except  under  con- 
ditions which  will  permit  the  airplane 
to  be  brought  to  a  safe  stop  within  the 
effective  length  of  the  take-off  surface 
from  any  point  on  take-off  up  to  the 
time  of  attaining,  with  all  engines  op- 
erating at  normal  take-off  power,  105% 
of  the  minimum  control  speed  or  115% 
of  the  power-off  stall  speed  in  the  take- 
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off  configuration,  whichever  is  greater,  as 
shown  by  the  accelerate-stop  distance 
data. 

(a)  In  applying  this  requirement  take- 
off data  shall  be  based  upon  still-air 
conditions,  and  no  correction  shall  be 
made  for  any  uphill  gradient  of  1%  or 
less  when  such  percentage  Is  measured 
as  the  difference  between  elevation  at  the 
end  points  of  the  runway  divided  by  the 
total  length.  For  all  uphill  gradients 
greater  than  1%.  the  effective  take-off 
length  shall  be  reduced  20%  for  each  1% 
grade. 

9  42.82  En  route  limitations;  one  en- 
gine inoperative.  No  airplane  shall  be 
taken  off  at  a  weight  in  excess  of  that 
Which,  with  the  critical  engine  inopera- 
tive, would  permit  a  rate  of  climb  of  at 
least  50  feet  per  minute  at  an  altitude 
of  at  least  1,000  feet  above  the  elevation 
of  the  highest  ground  or  obstruction 
within  10  miles  of  either  side  of  the  in- 
tended track  or  at  an  altitude  of  5.000 
feet,  whichever  Is  higher.  For  the  pur- 
pose of  this  section  it  shall  be  assumed 
that  the  weight  of  the  airplane  as  it 
proceeds  along  its  Intended  track  is  pro- 
gressively reduced  by  the  anticipated 
consumption  of  fuel  and  oil;  that  the 
propeller  of  the  inoperative  engine  is  in 
the  minimum  drag  position;  that  the 
wing  fiaps  and  landing  gear  are  In  the 
most  favorable  positions;  and  that  the 
remaining  engine  or  engines  are  operat- 
ing at  the  maximum  continuous  power 
available.  The  10-mlle  lateral  distance 
specified  herein  may.  for  a  distance  of 
no  more  than  20  miles,  be  reduced  to  5 
miles  provided  that  special  air  naviga- 
tional facilities  provide  a  reliable  and 
accurate  identification  of  any  high 
ground  or  obstruction  located  outside  of 
such  5-mlle  lateral  distance  but  within 
the  10-mile  distance. 

142.83  Landing  distance  limitations: 
airport  of  destination.  No  airplane  shall 
be  taken  off  at  a  weight  In  excess  of  that 
which,  under  the  conditions  hereinafter 
stated  in  paragraphs  (a)  and  (b),  would 
permit  the  airplane  to  be  brought  to  rest 
at  the  field  of  intended  destination  within 
70%  of  the  effective  length  of  the  runway 
from  a  point  50  feet  directly  above  the 
intersection  of  the  obstruction  clearance 
line  and  the  runway.  For  the  purpose 
of  this  section  it  shall  be  assumed  that 
the  take-off  weight  of  the  airplane  is 
reduced  by  the  weight  of  the  fuel  and  oil 
expected  to  be  consimied  In  flight  to  the 
field  of  intended  destination. 

(a)  It  shall  be  assumed  that  the  air- 
craft is  landed  on  the  most  favorable 
runway  and  direction  without  regard  to 
wind. 

(b)  It  shall  be  assumed,  considering 
every  possible  wind  velocity  and  direc- 
tion, that  the  aircraft  is  landed  on  the 
most  suitable  runway,  taking  due  ac- 
count of  the  ground  handling  character- 
istics of  the  airplane  and  allowing  for 
the  effect  on  the  landing  path  and  roll 
of  not  more  than  50%  of  the  favorable 
wind  component. 

(c)  If  the  airport  of  intended  destina- 
tion will  not  permit  full  compliance  with 
paragraph  (b)  of  this  section,  the  air- 
craft may  be  taken  off  if  an  alternate 
airport  is  designated  which  permits  com- 
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pllance  with  paragraphs  (a)  and  (b)  of 
this  section. 

IKQUIRED  RECORDS  AND  REPORTS 

9  42.90  Maintenance  records.  Each 
air  carrier  shall  keep  at  its  principal  op- 
erations base  the  following  current  rec- 
ords with  respect  to  all  aircraft,  aircraft 
engines,  propellers,  and.  where  practica- 
ble, appliances  used  in  air  transporta- 
tion : 

(a)  Total  time  and  service, 

(b)  Time  since  last  overhaul. 

(c)  Time  since  last  inspection,  and 

(d)  Mechanical  failures. 

5  42.91  Airman  records.  An  air  car- 
rier shall  maintain  at  its  principal  op- 
erations base  current  records  of  every  air- 
man utilized  as  a  member  of  a  fiight  crew. 
These  records  shall  contain  such  infor- 
mation concerning  the  qualifications  of 
each  airman  as  is  necessary  to  show  com- 
pliance with  the  appropriate  require- 
ments prescribed  by  the  Civil  Air  Regu- 
lations. No  air  carrier  shall  utilize  any 
airman  as  a  flight  crew  member  unless 
records  are  maintained  for  such  airman 
as  required  herein. 

9  42.92  Emergency  flight  reports.  In 
the  case  of  emergencies  necessitating  the 
transportation  of  persons  or  medical  sup- 
plies for  the  protection  of  life  or  prop- 
erty, the  rules  contained  herein  regard- 
ing type  of  aircraft,  equipment,  and 
weather  minlmums  to  be  observed  will 
not  be  applicable :  Provided.  That  within 
48  hours  after  any  such  flight  returns  to 
its  base  the  air  carrier  shall  file  a  report 
with  the  Administrator  setting  forth  the 
conditions  under  which  the  flight  was 
made,  the  necessity  therefor,  and  giving 
the  names  and  addresses  of  the  crew  and 
passengers. 

9  42.93  Pilot's  emergency  deviation 
report.  Where  pursuant  to  authority 
granted  in  9  42.50  (d)  a  pilot  has  deviated 
from  established  methods  or  require- 
ments, iie  shall,  within  7  days  after  com- 
pletion of  the  trip,  flle  with  the  Admin- 
istrator a  report  thereof  giving  a  brief 
statement  concerning  the  circumstances 
of  the  emergency  and  the  nature  of  the 
deviation. 

9  42.94  Flight  manifest  record.  The 
original  copy  of  the  flight  manifest  re- 
quired by  •§  42.53  shall  be  retained  in  the 
personal  possession  of  the  pilot  for  the 
duration  of  the  flight,  and  a  duplicate 
copy  shall  be  retained  by  the  air  carrier 
at  its  principal  operations  base  for  at 
last  one  year  after  completion  of  the 
flight. 

9  42.95  Reporting  of  malfunctioning 
and  defects.  An  air  carrier  shall  report 
in  a  manner  prescribed  by  the  Adminis- 
trator all  malfunctioning  and  defects  oc- 
curring during  operation  or  discovered 
during  inspection  which  cause  or  may  be 
reasonably  expected  to  cause  an  unsafe 
condition  in  any  aircraft,  engine,  pro- 
peller, or  appliance.  The  corrective  ac- 
tion taken  by  the  air  carrier  to  prevent 
recurrence  of  the  malfunctioning  or  de- 
fect shall  be  indicated. 

[P.   R.    Doc.    49-1547;    PUed.   Mar.    1.    1949; 
9:(X)  a.  tn.l 
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I  14CFR,  Part45] 

CoMMERaAL  Operator  Certificati 

NOTICE    OF   PROPOSED    RULE    MAKING 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  considera- 
tion the  adoption  of  a  new  Part  45  es- 
tablishing operating  and  certification 
requirements  for  all  persons,  other  than 
air  carriers,  engaged  in  the  carriage  of 
persons  or  cargo  for  compensation  or 
hire  in  air  commerce  by  aircraft  of 
United  States  registry. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  regulation 
by  submitting  such  written  data,  views, 
or  arguments  as  they  may  desire.  Com- 
munications should  be  submitted  to  the 
Civil  Aeronautics  Board,  attention  Bu- 
reau of  Safety  Regulation.  Washington 
25,  D.  C.  All  communications  received 
by  March  18,  1949.  will  be  considered  by 
the  Board  before  taking  further  action 
on  the  proposed  rule. 

The  principal  reasons  for  promulgat- 
ing the  proposed  new  part  are  explained 
In  the  explanatory  statement. 

The  proposed  new  Part  45  is  set  forth 
In  the  attached  proposed  rule. 

This  new  part  is  proposed  under  the 
authority  of  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938.  as  amended,  par- 
ticularly sections  601  (a)  (6)  and  607 
(3)  thereof.  (Sees.  205  (a),  601-610.  52 
Stat.  984,  1007-1012,  62  Stat.  1216;  49 
U.  S.  C.  425  (a).  551-560,  Pub.  Law  872, 
80th  Cong.,  2d  sess.) 

Dated:  February  28, 1949,  at  Washing- 
ton, D.  C. 

By  the  Civil  Aeronautics  Board. 


[SEAL] 


M.  C.  Mttlligan, 
Secretary. 


Explanatory  statement.  As  the  Board 
Indicated  in  the  Notice  of  Proposed  Rule 
Making  of  June  24.  1948  (13  P.  R.  3474) 
the  problem  of  safety  regulation  of  non- 
common  carrier  carriage  of  goods  and 
persons  for  compensation  or  hire  has 
tended  to  become  acute  since  the  ter- 
mination of  the  war  and  the  release  by 
the  armed  forces  of  surplus  aircraft  pur- 
chasable with  limited  funds.  Moreover, 
with  the  expected  promulgation  of  more 
rigid  safety  requirements  for  air  car- 
riers engaging  in  irregular  carriage  of 
goods  and  persons,  the  pressure  to  avoid 
regulation  by  engaging  or  purporting  to 
engage  only  in  contract  ojieratlons  has 
greatly  Increased.  Some  figures  Indicat- 
ing the  then  current  extent  of  such  oper- 
ation were  published  In  the  notice  above 
referred  to. 

Contract  operations,  especially  those 
of  large  aircraft,  do  not  differ  materially 
in  their  safety  aspects  from  common  car- 
rier operations.  However,  at  the  present 
time,  non-air  carrier  operations  are  gov- 
erned by  the  provisions  of  Part  43  which 
was  designed  primarily  for  the  private 
operator  of  small  aircraft  rather  than  the 
commercial  operator,  and  Is,  therefore, 
considerably  less  specific  in  Its  require- 
ments. This  Is  a  situation  which  Is 
bound  to  be  deceptive  to  the  average  per- 
son utilizing  the  services  of  such  an 
operator.  It  Is  a  situation  which  the 
Board  feels  obligated  to  correct,  espe- 
cially in  view  of  the  fact  that  accident 


944 


PROPOSED  RULE  MAKING 


analysis  Indicates  that  imposition  of 
higher  safety  standards  together  with  the 
administrative  means  for  enforcing  such 
standards  can  make  a  positive  contribu- 
tion to  air  safety. 

Part  45  makes  applicable  to  operators 
of  aircraft  certificated  for  a  maximum 
take-off  weight  of  12.500  pounds  or  more, 
the  same  requirements  applicable  to 
common  carriers  operating  similar  air- 
craft on  other  than  a  scheduled  basis; 
these  requirements,  in  turn,  are  as  sim- 
ilar to  the  operation  of  the  scheduled 
carrier  as  the  Inherent  differences  in 
the  nature  of  the  two  types  of  operations 
will  permit.  Such  operators  will  be  re- 
quired to  obtain  an  air  agency  certificate 
to  be  called  a  commercial  operators  cer- 
tificate and  to  operate  under  the  terms 
of  such  certificate.  Until  the  Adminis- 
trator has  had  an  opportunity  to  inspect 
and  issue  such  certificates,  operators  now 
engaged  in  operations  subject  to  this  part 
may  continue  without  a  certificate  until 
October  1,  1949:  Provided,  That  they 
make  application  therefor  prior  to  June 
1,  1949. 

Op>erators  of  small  aircraft  will  be  re- 
quested to  observe  the  same  rules  appli- 
cable to  common  carriers  utilizing  the 
same  type  aircraft  on  other  than  a 
scheduled  basis;  they  will  not,  under  the 
part  as  now  promulgated,  have  to  obtain 
a  certificate. 

The  Board  believes  that  the  require- 
ments established  herein  are  the  mini- 
mum necessary  to  provide  adequately  for 
safety  in  air  commerce.  The  Board  also 
believes  that  the  Interest  of  the  public 
requites  establishing  provisions  for  the 
examination  of,  and  the  issuance  of  air 
agency  certificates  for.  persons  engaging 


In  the  non-common  carriage  of  persons 
or  property  for  compensation  or  hire  in 
air  commerce  by  civil  aircraft  of  United 
States  registry. 

In  view  of  the  fact  that  notice  of  pro- 
posed rule-making  was  previously  given 
both  In  the  Federal  Register  and  by  a 
widely  circulated  draft  release,  the  Board 
believes  that  an  additional  period  of  15 
days  for  the  submission  of  additional 
comment  by  interested  persons  on 
changes  made  since  the  original  pro- 
posal is  suflBcient. 

Part  45 — Comjiercul  Operator  Certot- 
cation  and  operation  rules 


Sec. 
45.1 
45.2 
45.3 
454 
45.5 


Applicability  of  part. 
Certificate  required. 
Certification  reqxUremenU. 
Operating  rules. 
Certificate  rules. 


5  45.1  Applicability  of  part.  Except 
where  operations  are  conducted  under 
the  provisions  of  an  air  carrier  operating 
certificate  issued  by  the  Administrator, 
the  provisions  of  this  part  shall  be  ap- 
plicable to  persons  engaging  in  the  car- 
riage in  air  commerce  by  civil  aircraft 
of  the  United  States  of  goods  or  passen- 
gers for  compensation  or  hire.  For  the 
purpose  of  this  part,  student  instruction, 
banner  towing,  crop  dusting,  seeding, 
and  similar  operations  shall  not  be  con- 
sidered as  the  carriage  of  goods  for  com- 
pensation or  hire.' 

S  45.2  Certificate  required.  No  person 
subject  to  the  provisions  of  this  part 
shall  engage  in  air  commerce  using  air- 
craft of  12,500  lbs.  or  more  certificated 
maximum  take-off  weight  until  he  has 
obtained  from  the  Administrator  a  com- 


mercial-operator certificate:  Provided. 
That  any  such  person  may  engage  in  op- 
erations subject  to  the  provisions  of  this 
part  without  a  commercial  operator  cer- 
tificate until  such  time  as  the  Adminis- 
trator shall  pass  on  his  application  for 
such  certificate,  but  in  no  case  later  than 
January  — .  — .  If  he  (a)  is  engaged  In 
such  operations  on  the  date  of  adoption 
of  this  part  and  (b)  has  filed  with  the 
Administrator  an  application  for  such 
certificate  no  more  than  30  days  after 
the  effective  date  of  this  part. 

$  45.3  Certification  requirements.  A 
commercial  operator  certificate  shall  be 
'Issued  to  an  applicant  who  demon.strates 
that  he  can  conduct  his  operations  in  ac- 
cordance with  the  requirements  of  Part 
42  of  this  chapter  as  heretofore  or  here- 
after amended,  or  at  an  equivalent  level 
of  safety. 

§  45.4  Operating  rules.  All  persons 
subject  to  the  provisions  of  this  part  shall 
comply  with  the  operating  requirements 
of  Part  42  of  this  chapter,  as  heretofore 
or  hereafter  amended.  Operating  re- 
quirements shall  be  deemed  to  include 
requirements  relating  to  aircraft  air- 
worthiness, msdntenance.  flight  crews, 
flight  time  limitations,  flight  operation, 
aircraft  operating  limitations,  and  re- 
lated record-keeping  and  reporting  re- 
quirements. 

§  45.5  Certificate  rules.  The  certifi- 
cate rules  prescribed  In  §5  42.5  through 
42.9  of  this  chapter  shall  be  applicable 
to  commercial  operator  certificates. 

IP.    R.    Doc.    49-1590;    FUcd.    Mar.    1,    1949; 
9:00  a.  m  | 


NOTICES 


DEPARTMENT  OF  STATE 

[Public  Notice  11 

Relinquishment  of  Control  Over  Cer- 
tain Property  of  the  Former  German 
Government 

By  virtue  of  the  authority  vested  in  me 
by  Executive  Order  9760  (11  F.  R.  7999). 
as  amended  by  Executive  Order  9788  (11 
F.  R.  11981).  and  pursuant  to  law  (R.  S. 
161;  5  U.  S.  C.  22),  the  undersigned,  after 
appropriate  investigation  and  consulta- 
tion, deeming  it  necessary  in  the  national 
Interest : 

Hereby  waives  his  authority  to  exer- 
cise control  and  supervision  over  certain 
funds  presently  held  by  the  Department 
of  State  which  represent  the  net  pro- 
ceeds realized  from  public  sales  of  cer- 
tain furniture  and  fixtures  of  the  former 
German  Embassy  at  Washington.  D.  C, 
and  over  certain  pieces  of  ofiBce  furniture 
from  the  former  German  Embassy  at 
Washington  physically  transferred  to  the 
Office  of  Allen  Property  of  the  Depart- 
ment of  Justice.  The  custody  of  these 
funds  and  ofBce  furniture  is  relinquished 
to  the  OfHce  of  Alien  Property  and  a  no- 
tification in  writing  to  the  Office  of  Allen 
Property  of  this  action  is  hereby  author- 
ized. 


This  release  shall  become  effective  on 
the  date  of  publication  In  the  Federal 
Register  of  a  vesting  order  issued  by  the 
Office  of  Allen  Property  covering  the 
property  described  herein. 

In  connection  herewith  reference  is 
made  to  the  antepenultimate  paragraph 
of  the  Department  of  State  Public  Notice 
DA  170  of  August  1,  1946  (11  F.R.  8372). 


[seal] 


Dean  Acheson, 
Secretary  of  State. 


February  24,  1949. 

(P.    R.    Doc.    49-1560:    Piled,    Mar.    1,    1949; 
8:50  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 

Geological  Survey 

Columbia  River 

power  sitb  classification  no.  400 

Pursuant  to  authority  vested  in  me  by 
the  act  of  March  3,  1879  (20  Stat.  394; 
43  U.  8.  C.  31),  and  by  Departmental 


'  Under  circumstances  where  It  is  doubtful 
whether  the  operations  are  for  "compensa- 
tion or  hire,"  the  test  to  be  applied  Is  whether 
the  air  carriage  U  merely  Incidental  to  the 
operator's  other  business  or  Is,  In  and  of  It- 
self, a  major  enterprise  for  profit 


Order  No.  2333  of  June  10,  1947  (43  CFR 
4.623;  12  P.  R.  4025),  the  following  de- 
scribed land  is  hereby  classified  as  power 
sites  Insofar  as  title  thereto  remains  In 
the  United  States  and  subject  to  valid 
existing  rights;  and  this  classification 
shall  have  full  force  and  effect  under  the 
provisions  of  section  24  of  the  act  of  June 
10. 1920.  as  amended  by  section  211  of  the 
act  of  August  26,  1935  (16  U.  8.  C.  818)  : 

WlLLAMXTTK  MXRIDIAK 

T.  25  N.,  R.  21  E.. 

Sec.  10,  BE'^iNWVi: 

Sec.  18.  lot  1; 

Bee.  20.  W>4SW>4: 

Sec.  30,  SEi4NE'4: 

Sec.  31.  NW<NE«4. 
T.  26  N..  R.  22  E.. 

Sec.     2.  NW>4SW»4:     » 

Sec.    3.  8W'/4SW'^; 

Sec     6.  SE'4NB«,i; 

Sec.     8.  SEUSE'/*: 

Sec.  10.  SW'/4SW'A. 
T.  28  N..  R.  28  E. 

Sec.  26.  SW'ANE^. 

The  area  described  aggregates  480.77 
acres. 

Julian  D.  Sears, 
Acting  Director. 

February  15,  1949. 

IF.   R.   Doo.   49-1526:    Filed,    Mar.    1.    1948: 
8:46  a.  m.l 


Wednesday,  March  2,  1949 


DEPARTMENT  OF 
Office  of  Industry 

Proposed  Continuation 
untary    Steel    Plan 
''     Heating   Equipment 
Housing 


COMMERCE 
Cooperation 

OF  Existing  Vol- 

roR    Warm    Air 

FOR   Residential 


notice  or  public  hearing 

Notice  Is  hereby  given  that  a  public 
hearing  will  be  held  on  Monday,  March 
14.  1949  at  2:00  p.  m..  e.  s.  t..  In  the  Audi- 
torium on  the  street  floor  of  the  Depart- 
ment of  Commerce  Building.  14th  Street, 
between  E  Street  and  Constitution  Ave- 
nue NW..  Washington.  D.  C,  for  the 
purpose  of  affording  to  Industry,  labor 
and  the  public  generally  an  opportunity 
to  present  their  views  with  respect  to 
the  propased  continuation  under  Public 
Law  395.  80th  Congress,  as  amended,  of 
the  existing  voluntary  plan  for  the  allo- 
cation of  steel  products  for  warm  air 
heating  equipment  for  residential  hous- 
ing (13  F.  R.  4106). 

It  is  propo.sed  that  the  continuation 
of  the  plan  will  provide  for  allocations  for 
the  months  of  April.  May  and  June  1949, 
only,  at  the  rate  of  approximately  26,400 
tons  for  each  such  month. 

A  draft  of  the  document  providing  for 
the  proposed  continuation,  and  for  cer- 
tain editorial  and  other  minor  changes, 
will  be  presented  at  the  public  hearing. 

Any  person  desiring  to  participate  in 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director 
of  the  OflBce  of  Industry  Cooperation, 
Room  5847,  Department  of  Commerce 
Building,  Washington  25.  D.  C.  not  later 
than  5  p.  m..  e.  s.  t.,  on  Thursday.  March 
10.  1949.  Persons  desiring  to  present 
written  statements  or  memoranda  should 
Bubmlt  them.  In  triplicate  at  the  hearing. 

latAL]  Charles  Sawyer. 

Secretary  of  Commerce. 

|F.    R.    Doc.    49-1581:    Piled.    Mar.    1,    1948; 
8:53  a.  m.] 


Proposed  VoLtn»TARY  Steel  Allocation 
Plan  for  ECA  Countries 

NOTICE  op  public  HEARING 

Notice  is  hereby  given  that  a  public 
hearing  will  be  held  on  Friday,  March  11, 
1949  at  10  a.  m.,  e.  s.  t..  In  the  Auditorium 
on  the  street  floor  of  the  Department  of 
Commerce  Building.  14th  Street,  between 
E  Street  and  Constitution  Avenue  NW., 
Washington.  D.  C,  for  the  purpose  of 
affording  to  Industry,  labor  and  the  pub- 
lic generally  an  opportunity  to  present 
their  views  with  respect  to  a  proposed 
voluntary  steel  allocation  plan,  under 
Public  Law  395.  80th  Congress,  as 
amended,  for  shipments  to  countries 
participating  in  the  Economic  Coopera- 
tion Program. 

Exhibit  A  hereto  is  a  summary  of  the 
major  provisions  expected  to  be  Included 
In  the  proposed  plan.  Completion  of  a 
draft  of  a  plan  is  awaiting  clarification 
of  certain  procedural  details.  The  com- 
pleted draft  win  be  presented  at  the  pub- 
lic hearing. 

The  proposal  has  been  formulated 
after  consultation  with  representatives 
of  the  steel  producing  Industry  and  with 
Interested  government  agencies. 


FEDERAL  REGISTER 

Any  person  desiring  to  participate  in 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director 
of  the  OfBce  of  Industry  Cooperation, 
Room  5847.  Department  of  Commerce 
Building.  Washington  25.  D.  C.  not  later 
than  5  p.  m.,  e.  s.  t.,  on  Wednesday, 
March  9,  1949.  Persons  desiring  to  pre- 
sent written  statements  or  memoranda 
should  submit  them,  in  triplicate,  at  the 
hearing. 

[SEAL]  Charles  Sawyer. 

Secretary  of  Commerce. 
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ExHiBrr   A 

BtnCMART  or  PKOPOSEO  PLAN 

The  following  Is  a  summary  of  the  major 
provisions  expected  to  be  incorporated  In  the 
proposed  plan: 

1.  During  the  period  May-September  1949. 
participating  steel  producers  will  make  avail- 
able a  total  of  approximately  161370  net 
tons  of  steel  products  for  procurement  for 
shipment  to  certain  countries  participating 
in  the  ECA  Program. 

2.  The  total  will  be  distributed  by  monthly 
tonnages  and  types  of  products  approxi- 
mately as  follows: 


Type  of  product 


riatps 

ShwtsfOalv.)... 
Sheets  (H  &  CR) 
Sheets  (Electric). 

Strip  (HR) 

Strip  (CR) 

Total 


Monthly  toonaK* 


May 


22.288 
*9S 
£.228 
3,203 
1,360 
l,0i3 


83,707 


JtUM 


22.238 

5.228 
3,238 
1. 419 
1.0«3 


33,057 


3vlj 


20,083 
4U6 
5.228 
3,263 
1.41S 
1,043 


81,627 


August 


20,083 
4»5 
.^228 
3,203 
1.398 
1.043 


31,502 


Septem- 
ber 


20.083 
405 
5.228 
3.238 
1,M0 
1,043 


81.477 


Total 


104.775 

1475 

26.140 

16,265 

7.000 

6,216 


161.870 


3.  The  quantities  available  for  any  par- 
ticular month  or  period  of  months  will  be 
allocated  among  the  various  ECA  countries 
by  the  Secretary  of  Commerce,  upon  recom- 
mendation of  the  Administrator  for  Eco- 
nomic Cooperation,  and  notice  of  such  allo- 
cation win  b«  given  to  the  governments  of 
the  respective  countries. 

4.  Tonnages  allocated  for  any  SCA  coun- 
try win  be  available  for  ptirchase.  by  par- 
ticipating countries  and  private  importers 
within  those  countries,  from  the  participat- 
ing steel  producers. 

6.  Purchase  orders  placed  under  the  plan 
must  be  certified  upon  behalf  of  the  govern- 
ment of  the  particular  ECA  country  as  be- 
ing within  the  purpose  and  tonnage  limita- 
tions of  the  allocation  for  that  country  un- 
der the  plan. 

6.  OIT  export  license  requirements  must 
be  complied  with. 

The  plan  will  also  contain  the  customary 
provisions  regarding  the  following  matters: 
determination  of  quantities  to  be  furnished 
by  respective  producers:  contractual  ar- 
rangements between  producers  and  pur- 
chasers: limitations  as  to  types,  sizes  and 
quantities:  reports  from  steel  producers: 
procedure  under  which  producers  become 
participants:  effective  date:  withdrawal  from 
plan:    clarifying  Interpretations. 

(P.    R.    Doc.    49-1562:    Filed.    Mar.    1.    1949; 
8:53  a.  m.l 


Proposed  Voluntary  Steel  Allocation 
Plan  for  Federal  Reclamation  Proj- 
ects 

notice  of  public  hearing 

Notice  Is  hereby  given  that  a  public 
hearing  will  be  held  on  Friday,  March  11, 
1949  at  3:00  p.  m.,  e.  s.  t..  In  the  Audi- 
torium on  the  street  floor  of  the  Depart- 
ment of  Commerce  Building,  14th  Street, 
between  E  Street  and  Constitution  Ave-  j 
nue  NW..  Washington.  D.  C.  for  the 
purpose  of  affording  to  Industry,  labor 
and  the  public  generally  an  opportunity 
to  present  their  views  with  respect  to  a 
proposed  voluntary  steel  allocation  plan, 
under  Public  Law  395.  80th  Congress, 
as  amended,  for  Federal  Reclamation 
Projects. 

Exhibit  A  hereto  Is  a  draft  of  the  pro- 
posed plan.  It  Is  subject  to  revision  at 
or  after  the  public  hearing. 


The  proposed  plan  has  been  formu- 
lated after  consultation  with  represent- 
atives of  the  steel  producing  Industry 
and  with  Interested  government  agencies. 

Any  person  desiring  to  participate  In 
the  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director 
of  the  OflBce  of  Industry  Cooperation, 
Room  5847.  Department  of  Commerce 
Building,  Washington  25,  D.  C.  not  later 
than  5  p.  m.,  e.  s.  t.,  on  Wednesday,  March 
9, 1949.  Persons  desiring  to  present  writ- 
ten statements  or  memoranda  should 
submit  them.  In  triplicate,  at  the  hearing. 

[seal]  Charles  Sawyer, 

Secretary  of  Commerce. 
ExHiBrr  A 

PROPOSED    VOLtTNTAHT    KTww.i,    ALLOCATION    PLAN 
POH    rBDXRAL    RECLAMATTON    PKOJBCT9 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
395.  80th  Congress,  as  amended,  and  Execu- 
tive Order  9919  (after  consvUtatlon  with 
representatives  of  the  steel  producing  In- 
dustry, and  with  the  Interested  government 
agencies,  and  after  giving  opportunity  for 
the  expression  of  the  views  of  Industry,  labor 
and  the  public  generally  at  an  open  hearing 
held  on  March  11.  1949).  has  determined  that 
the  following  plan  of  voluntary  action  for 
allocation  of  steel  products  for  requirements 
of  the  Reclamation  Bureau  of  the  United 
States  Department  of  the  Interior.  Is  prac- 
ticable and  is  appropriate  to  the  successful 
carrying  out  of  the  policies  set  forth  in  Public 
Law  395.  as  amended. 

1.  What  this  Plan  does.  This  Plan  sets  up 
the  procedure  under  which  steel  producers 
participating  in  this  Plan  (hereinafter  called 
Producers)  agree  voluntarUy  to  make  steel 
products  available  for  requirements  in  con- 
nection with  the  construction  of  certain 
reclamation  projects  of  the  Bureau  of  Recla- 
mation, Department  of  the  Interior.  The 
projects  covered  by  this  Plan  (hereinafter 
called  Federal  Reclamation  Projects)  are 
those  listed  In  the  Schedule  A  annexed  here- 
to, as  It  may  be  amended  by  the  Secretary  of 
Commerce  from  time  to  time.  The  steel 
products  provided  for  herein  are  to  be  made 
available  either  directly  to  the  Bureau  of 
Reclamation  or  to  persons  who  need  them 
to  fill  contracts  with  the  Bureau  of  Reclama- 
tion and  who  comply  with  the  provisions  of 
this  Plan.  Such  persons  (hereinafter  col- 
lectively called  participating  Contractors) 
Include  prime  contractors  for  the  Bureau  of 
Reclamation,  their  subcontractors,  and  steel 
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NOTICES 


fabricators  supplying,  or  under  contract  to 
supply  fcleel  products  to  such  prime  contrac- 
tors or  their  subcontractors, 

2.  Agrrempnt  by  xtecl  Prodiirrrs.  Begln- 
nlnK  with  tbp  month  of  May,  1949.  and  con- 
tlnuii.t^  during  the  period  this  Plan  remains 
in  effect,  Producers  will,  out  of  their  own 
production  or  that  of  their  producing  subsid- 
iaries or  affiliates,  make  available  to  the 
Bureau  of  Reclamation  and  to  Us  participat- 
ing Contractors  an  aggregate  total  of  83.618 
net  tuns  of  steel  products,  distributed  by 
monthly  tonnages  and  types  of  products, 
approximately  a.s  set  out  In  Schedule  B  an- 
nexed hereto,  as  it  may  be  amended  by  the 
Secretary  of  Commerce  from  time  to  time. 

3.  Determination  of  quantit'cx  to  be 
furnisfted  hy  rcspectne  ProduceTH.  Unle-s 
otherwise  specified  In  its  acceptance  of  this 
Plan,  the  quantities  to  be  made  aviUlable  by 
each  Producer,  as  Its  commitment  under 
this  Plan,  will  be  such  as  the  Secretary  of 
Commerce,  after  consulting  the  Steel  Task 
Committee  of  the  OfHce  of  Industry  Coopera- 
tion of  the  Department  of  Commerce,  deter- 
mines to  be  fair  and  equitable.  Each  Pro- 
ducer will  from  time  to  time,  however,  upon 
request  of  the  Secretary  of  Commerce,  give 
coni^,idcrallon  to  making  additional  quan- 
tities available.  Producers  will  take  credit 
against  their  commitments  under  this  Plan 
only  for  deliveries  to  the  Bureau  of  Reclama- 
tion and  to  participating  Contractors  on  or- 
ders certified  In  accordance  with  paragraph 
10  below. 

4.  Contractual  arrangements.  Such  prod- 
ucts will  he  made  available  under  such  con- 
tractual arrangements  a«  may  be  made  by 
the  respective  Producers,  or  their  producing 
subsidiaries  or  affiliates,  with  the  Bureau  of 
Reclamation  and  the  respective  participating 
Contractors.  No  request  or  authorization 
will  be  made  by  the  Department  of  Com- 
merce relating  to  the  allocation  of  orders 
or  customers,  the  delivery  of  products,  the 
allocation  of  business  among  participating 
Contractors,  or  any  limitation  or  restriction 
on  the  production  or  marketing  of  any  prod- 
ucts. This  Plan  does  not  authorize  nor  ap- 
prove any  fixing  of  prices,  and  participation 
in  this  Plan  does  not  affect  the  prices  or 
terms  and  conditions  on  which  any  product 
is  actually  sold  and  delivered. 

5.  Limitationit  as  to  types,  sizes  and  quan- 
tities. A  Producer  need  make  available  un- 
der this  Plan  only  those  products  which  are 
within  the  type  and  size  limitations  of  the 
mill  or  mills  which  It  may  select  for  the 
fulfillment  of  Its  commitment  under  this 
Plan.  The  quantities  which  it  may  have  un- 
dertaken to  make  available  In  any  month 
may  be  reduced,  or  at  Its  option,  their  de- 
livery postponed.  In  direct  proportion  to  any 
production  losses  during  the  month  due  to 
causes  beyond  Its  control. 

6  Reports  from  steel  Producers.  Each 
Producer  will.  If  requested  by  the  Office  of 
Industry  Cooperation  of  the  Department  of 
Commerce  (subject  to  approval  of  the  Bureau 
of  the  Budget  under  the  Federal  Reports 
Act  of  1942),  submit  to  that  Office  periodic 
reports  of  the  total  quantities,  by  types,  of 
products  shipped  and  accepted  for  ship- 
ment under  this  Plan. 

7.  Reports  from  participating  Contractors. 
The  Office  of  Industry  Cooperation  of  the 
Department  of  Commerce  (subject  to  the  ap- 
proval of  the  Bureau  of  the  Budget  under  the 
Federal  Reports  Act  of  1942)  may  require 
any  participating  Contractor  to  furnish  re- 
ports with  respect  to  steel  products  on  hand 
and  under  arrangements,  or  anv  other  In- 
formation pertinent  to  any  orders  placed 
under  this  Plan. 

8.  Reports  from  Bureau  of  Reclamation. 
The  Bureau  of  Reclanwition  will  furnish  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce  with  such  reports 
as  may  be  requested  from  time  to  time 
regarding  operations  under  this  Plan. 

9.  Obiigations  of  participating  Contrac- 
tors.    By    particlpaLlun    in    this    Ph.n.    each 


partlclpatii\g  Contractor   shall   be   obligated 
as  follows:  To  use  all  products  obtained  un- 
der this  Plan  solely  for  filling  contracts  with 
the    Bureau    of    Reclamation:    not    to    re.sell 
or  transfer  any  such  products  In  the  form 
received  by  the  participating  Contractor,  ex- 
cept   to    such    subsidiary,    affiliate,    subcon- 
tractor or   fabricator  as  may   be  designated 
for  the  manufacture  or  fabrication  of  prod- 
ucts needed  for  lise  In  construction  on  the 
federal   Reclamation   Project   Involved:    and 
not   to  build   up   beyond   current   needs  any 
Inventories  of  products  obtained  or  end  p.-od- 
ucts   manufactured,   under   this   Plan.     If   a 
participating  Contractor  becomes  unable  to 
use.  lor  the  purposes  of  this  Plan,  any  prod- 
ducts  obtained  under  the  Plan,  he  shall   be 
further   obligated   to   hold   them   subject   to 
such  lither  use  or  disposition   (Including  re- 
allocation  to  other  consumers  or  return   to 
the  producer  from  whom  purchased)  as  shall 
be  authorized  by  the  Office  of  Indu.stry  Co- 
operation of  the  Department  of  Commerce. 
Participation  In  the  benetit-s  of  this  Plan 
shall  at  all  times  be  contingent  upon  each 
participating    Contractors    continued    strict 
compliance  with  the  provisions  hereof.     In 
the  event  of  any  actual  or  prospective  non- 
compliance by  any  participating  Contrac-nr. 
the  Secretary  of  Commerce  may.  after  writ- 
ten  notice   to  the  participating  Contractor. 
take  such  action  as  he  deems  warranted  with 
respect  to  the  Contractor's  participation  In 
the  Plan,  including  partial  or  total  suspen- 
sion  or   termination   of   participation   privi- 
leges  and   notification    to  the    participating 
Producers  not  to  make  any  or  certain  further 
shipments    under    the    Plan    to    such    Con- 
tractor. 

10.  Procedure  for  placing  orders  under  this 
Plan.  The  Bureau  of  Reclamation  will  de- 
termine the  distribution  by  projects  of  the 
tonnages  available  under  this  Plan  and.  after 
consultation  with  the  Office  of  Industry 
Cooperation  of  the  Department  of  Com- 
merce, will  Issue  Instructions  to  Its  field  per- 
sonnel and  contractors  for  acquainting  them 
with  the  provisions  of  the  Voluntary  Plan 
and  for  proceeding  on  the  basis  of  such  de- 
termination. These  Instructions  will  In- 
clude appropriate  provisions  for  controlling 
and  recording  tonnages  certified  for  the  In- 
dividual projects.  Purchase  orders  placed 
under  this  Plan  for  steel  products  are  to  be 
placed  with  participating  Producers  or  their 
producing  subsidiaries  or  affiliates. 

In  placing  a  purchase  order  under  this 
Plan  for  the  direct  procurement  of  steel  prod- 
ucts from  a  participating  steel  Producer,  the 
Bureau  of  Reclamation  will  specifically  desig- 
nate the  order  as  being  so  placed.  The  Bu- 
reau of  Reclamation  will  do  the  same  as  to 
any  construction  or  equipment  contract  let 
to  a  contractor  if  steel  products  required  for 
the  fulfillment  of  that  contract  are  to  be 
obtained  under  this  Plan  by  the  contractor 
as  a  participating  Contractor. 

Each  purchase  order  placed  by  a  partici- 
pating Contractor  under  this  Plan  shall  be 
placed  In  accordance  with  the  above-men- 
tioned Instructions  Issued  by  the  Bureau  of 
Reclamation  and  shall  bear  the  following 
certification  by  the  participating  Contractor : 

VOLtmTART    STEIX    AIXOCATTON    PLAN    FOR 

Fedekal  Reclamation  Projects 

The  undersigned  certifies  to  the  seller  and 
to  the  Department  of  Commerce  that  the 
products  specified  in  this  order  will  be  used 
solely  to  fill  the  undersigned's  requirement 

for  the   ---   Federal 

Reclamation  Project  under  Contract  No. 
(insert  number  of  con- 
tract), which  contract  has  been  designated 
by  the  Bureau  of  Reclamation  as  having  been 
placed  under  the  above  Voluntary  Plan,  with 
which  Plan  the  undersigned  is  familiar. 


11.  Procedure  for,  and  effect  of.  becoming 
a  participant.  Alter  approval  of  this  Phui  by 
the  Attorney  General  and  by  the  Secretary  d 
Commerce,  and  after  requests  for  c-impliance 
with  it  have  been  made  of  Steel  Producers  by 
the  Secretary  of  Commerce,  any  such  strt  1 
Producer  may  become  a  participant  In  this 
Plan  by  advlsmK  the  Secretary  of  Commerce. 
In  writinK.  of  Its  acceptance  of  such  request. 
Such  requests  for  compliance  will  be  effective 
for  the  purixjf.e  of  granting  ceitain  immuniiy 
from  the  nntl-trust  laws  and  the  Federal 
Trade  Commission  Act.  as  provided  In  sec- 
tion 2  to  of  Public  Law  395.  as  amended, 
only  with  resjiect  to  such  protiucers  as  notify 
tl.e  Secretary  of  Cammerce  In  writing  that 
they  will  cc^mply  with  such  requests. 

12.  Effrctifc  date  and  duration.  This  Plan 
shall  become  etlectlvc  upon  the  date  of  Its 
final  approval  by  the  Secretary  of  Commerce 
and  shall  cease  to  be  effective  at  the  rhx^ 
of  business  on  September  30.  194U  How- 
ever, the  Plan  may  be  terminated  on  such 
earlier  date  as  may  be  determined  by  the 
Secretary  of  Commerce,  upon  not  le-s  than 
60  days'  notice  by  letter,  telegram  or  pub;ica- 
tlon  In  the  FedB31al  Register 

13.  Withdrauxil  from  the  Plan.  Any  Pro- 
ducer may  withdraw  from  the  Plan  by  giving 
not  less  than  60  days'  written  notice  to  the 
Secretary  of  Commerce. 

14.  Clarifying  interpretations.  Any  Inter- 
pretation Issued  by  the  SecreUry  of  Com- 
merce (after  consultation  with  the  Attorney 
General).  In  writing,  to  clarify  the  meaning 
of  any  terms  or  provisions  In  this  Plan,  shall 
be  binding  upon  all  participants  notified  of 
such  Interpretation. 

15.  Communication.  All  communications 
from  contractors  participating,  or  wishing  to 
participate,  In  this  Plan,  should  be  addressed 
to  the  Bureau  of  Reclamation.  Denver  Fed- 
eral Center,  Denver,  Colorado.  Attention  800. 

[To  be  signed  by  the  Attorney  General  and 
the  Secretary  of  Commerce  upon  approval  | 

ScHEDtrtE    A — Federal    Reclamation 
Projects 

The  following  are  the  Federal  Reclamation 
Projects  covered  by  the  Voluntary  Bteel 
Allocation   Plan: 


Project   and   State 

A!l-Amerlcan,  California. 

Belle  Fourche,  South  Dakota. 

Boise-Anderson  Ranch,  Idaho. 

Boise-Payette,  Idaho, 

Boulder  Canyon,  Arizona-Nevada, 

Central  Valley,  California, 

Colorado-Big  Thompson,  Colorado. 

Columbia  Basin.  Washington. 

Davis  Dam.   Arizona-Nevada. 

Deschutes-Ochoco  Dam,  Oregon. 

Fort  Peck,  Montana. 

Gila,  Arizona. 

Hungry  Horse.  Montana. 

Kendrlck,  Wyoming, 

Klamath,  Oregon-California. 

Lewlston  Orchards,  Idaho. 

Missouri  River  Basin  (various  states) 

Ogden  River.  Utah. 

Palisades,  Idaho. 

Paonla,  Colorado. 

Provo  River,  Utah. 

Rio  Grande,  New  Mexico-Texas. 

Rlverton,  Wyoming. 

San  Luis  Valley,  Colorado. 

Santa  Barbara  County,  California. 

Yaklma-Roza,  Washington. 

This  Schedule  may  b«  amended  from  time 
to  time  by  the  Secretary  of  Commerce. 


By 


(Signature    and    title    of 
duly  authorized  officer) 


(Secretary  of  Commerce) 


(Date) 


Wednesday,  March  2,  1949 


FEDERAL  REGISTER 
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SCHEDtTLE   B DlSTRIBtmON    OF   STIZL   PRODUCTS 

The  monthly  tonnage  specified  in  Paragraph  2  of  the  Voluntary  Steel  Allocation  Plan  is 
to  be  distributed  by  products  approximately  as  follows; 


Carbon  Mtei 
Bars: 

Rein(f>roe<l  IW'and  under 

KiMriforeMl  over  IH" 

H.  K 

Sh«|>es- 

Structural  bar  xizA  standard 

IStriiclurml  »ixe  standard 

Wide  ftann"      

KI«>vat(K  Kuide  rail  (special  seel  Ion). 
I'laU's: 

Standard  hot  roltod 

Kiret>oi      

Sh(y«ls,  standard  hot  rolled 

Strips,  hot  rollfvi 

Ksil  ftrKt  aro'.'Wivios.  ASCE 

I'll*  (WPldtvt  or  'team less); 

Up  to  K"  dianictur 

Over  8"  diameter 

Tubing,  elec,  oonduit 

Wire  and  wire  rod 


AUoi  iteel 
Sbe«tt  (silicon  lainination  steel). 
Total 


Requirements  In  net  tons 

May 

June 

July 

August 

Septem- 
ber 

Total 

.•,000 

r,  .WO 

.\2no 

4,500 

4,100 

25.300 

800 

800 

8110 

800 

800 

4,00«J 

375 

3(10 

200 

50 

2«0 

1,215 

700 

1,200 

1.300 

700 

775 

4,  57.i 

4.250 

3,150 

4.250 

3,150 

3,450 

18.250 

l,!."* 

115 

315 

230 

4,W 

2.26(1 

55 
4,100 

55 
2.1.50 

75 
2,050 

185 

l..'-.2.5 

\.rtt\ 

]!,32.'; 

2,675 

2,076 

7,50 

2.50 

675 

6.425 

1,775 

,'.2.^ 

175 

175 

225 

2. 875 

g.V) 
70 

lliO 
120 

1,110 

435 

215 

60 

fiO(J 

4fi5 

«0 

123 

l.'K) 

SS 

875 

85 
250 
ICO 

25 

5ft 

210 

25 

65 

153 

135 

30 
400 

400 

250 

1,263 

870 

360 

325 

780 

490 

2,525 

23,430 

17,180 

16,230 

12.723 

14,055 

83.618 

This   schedule   may  be   amended    by   the 
Secretary  of  Commerce  from  time  to  time. 


(Secretary  of  Commerce) 


I  P.    R. 


(Date) 

Doc.    49-1563;    Piled, 
8:63  a.  ml 


Mar.    1,    1949; 


Proposed  Volttnt.ary  Steel  Plah  for 
Baseboard  Radiation 

notice  of  public  HEARING 

Notice  is  hereby  given  that  a  public 
hearing  will  be  held  on  Monday,  March 
14.  1949  at  3:30  p.  m.,  e.  s.  t..  in  the  Audi- 
torium on  the  street  floor  of  the  De- 
partment of  Commerce  Building,  14th 
Street,  between  E  Street  and  Constitu- 
tion Avenue  NW.,  Washington,  D.  C,  for 
the  purpose  of  affording  to  industry,  la- 
bor and  the  public  generally  an  oppor- 
tunity to  present  their  views  with  re- 
spect to  the  proposed  voluntary  plan,  un- 
der Public  Law  395,  80th  Congress,  as 
amended,  for  the  allocation  of  steel 
products  for  the  manufacture  of  steel 
baseboard  radiation.  A  draft  of  the 
plan  is  set  forth  in  Exhibit  A  hereto  (sub- 
ject to  revision  at  or  after  the  public 
hearing ) . 

The  proposed  plan  has  been  formu- 
lated after  consulting  with  representa- 
tives of  the  steel  producing  Industry  and 
of  the  steel  baseboard  radiation  industry. 

Any  person  desiring  to  participate  in 
said  public  hearing  should  file  a  written 
notice  of  appearance  with  the  Director 
of  the  Office  of  Industry  Cooperation. 
Room  5847,  Department  of  Commerce 
Building,  Washington  25,  D.  C,  not  later 
than  5  p.  m.,  e.  s.  t.,  on  Thursday,  March 
10.  1949.  Persons  desiring»to  present 
written  statements  or  memoranda 
should  submit  them,  in  triplicate,  at  the 
hearing. 

[SEAL]  *       Chahlks  Sawyer, 

Secretary  of  Commerce. 

No.  40 3 


EXHIBTT  A — PLAW 

PROPOSH)  VOLUNTARY  STEEL  PLAN  FOR  BASEBOARD 
RADIATION 

The  Secretary  of  Commerce,  pursuant  to 
the  authority  vested  In  him  by  Public  Law 
395,  80th  Congress,  as  amended,  and  Execu- 
tive Order  9919,  after  coijsultatlon  with  rep- 
resentatives of  the  steel  prcxlucing  and  6t«€l 
baseboard  radiation  manufacturing  Indus- 
tries, and  with  the  interested  government 
agencies,  and  after  expression  of  the  views 
of  Industry,  labor  and  the  public  generally  at 
an  open  public  hearing  held  on  March  14, 
1949,  has  determined  that  the  following  plan 
of  voluntary  action  is  practicable  and  is 
appropriate  to  the  successful  carrying  out  of 
the  policies  set  forth  in  Public  Law  395,  as 
amended: 

1.  Scope  and  purpose  of  Plan.  This  Plan 
sets  up  the  procedure  under  which  steel  pro- 
ducers (hereinafter  called  Producers)  agree 
voluntarily  to  make  steel  products  available 
to  steel  baseboard  radiation  manufacturers 
who  comply  with  the  provisions  of  this  Plan 
(hereinafter  called  participating  Manufac- 
turers ) .  for  use  in  the  manufacture  of  steel 
baseboard  radiation,  which,  for  the  purposes 
of  this  Plan,  is  defined  as  steel  baseboard 
sections  for  the  conveyance  of  hot  water  or 
steam  heat  in  residential  bousing. 
-  2.  i4jrreement  by  steel  Producers.  During 
the  period  this  Plan  remains  in  effect.  Pro- 
ducers will,  out  of  their  own  production  or 
that  of  their  producing  subsidiaries  or  affil- 
iates, make  available  to  participating  Manu- 
facturers up  to  a  total  of  approximately  950 
net  tons  of  steel  products  per  month,  dis- 
tributed by  types  approximately  as  follows: 

Net  tons 
Type:  per  month 

1"  and  1%"  steel  pipe 60 

C.  R.  sheet  and  strip 890 

Total  net  tons  per  month 950 

3.  Determination  of  quantities  to  be  fur- 
nished by  respective  Producers.  Unless  oth- 
erwise specified  in  its  acceptance  of  this 
Plan,  the  quantities  to  be  made  available  by 
each  Producer,  as  its  commitment  under  this 
Plan,  will  be  such  as  the  Secretary  of  Com- 
merce, after  consulting  the  Steel  Task  Com- 
mittee of  the  Office  of  Industry  Cooperation 
of  the  Department  of  Commerce,  deter- 
mines to  be  fair  and  equitable.  However, 
upon  request  of  the  Secretary  of  Commerce 
from  tiftie  to  time,  each  Producer  wUl  give 


consideration  to  making  additional  quanti- 
ties available.  Producers  wUl  take  credit 
against  their  commitments  under  this  Plan 
only  for  quantities  delivered  on  orders  certi- 
fied in  accordance  with  Paragraph  10  below. 

4.  Contractual  arrangements.  Such  prod- 
ucts win  be  made  available  under  such  con- 
tractual arrangements  as  may  be  made  by 
the  re8{>ectlve  Producers,  or  their  producing 
subsidiaries  and  affiliates,  with  the  respective 
participating  Manufacturers.  No  request  or 
authorization  will  be  made  by  the  Depart- 
ment of  Commerce  relating  to  the  allocation 
of  orders  or  customers,  the  delivery  of  prod- 
ucts, the  allocation  of  business  among  par- 
ticipating Manufacturers,  or  any  limitation 
or  restriction  on  the  production  or  market- 
ing of  any  products.  This  Plan  does  not 
authorize  nor  approve  any  fixing  of  prices, 
and  participation  in  this  Plan  does  not  affect 
the  prices  or  terms  and  conditions  on  which 
any  product  is  actually  sold  and  delivered. 

5.  Limitations  as  to  types,  sizes  and  qtwin- 
tities.  A  Producer  need  make  available  under 
this  Plan  only  those  products  which  are 
within  the  type  and  size  limitations  of  the 
mill  or  mills  which  it  may  select  for  the  ful- 
fillment of  its  commitment  under  this  Plan. 
The  quantities  which  it  may  have  undertaken 
to  make  available  in  auiy  month  may  be  re- 
duced, or  at  Its  option  their  delivery  may  be 
postponed,  in  direct  proportion  to  any  pro- 
duction losses  during  the  month  due  to 
causes  beyond  its  control. 

6.  Reports  from  steel  Producers.  Each 
Producer  will,  if  requested  by  the  Office  of 
Industry  Cooperation  of  the  Department  of 
Commerce  (subject  to  approval  of  the  Bu- 
reau of  the  Budget  under  the  Federal  Reports 
Act  of  1942),  submit  to  that  office  periodic 
reports  of  the  total  quantities,  by  types,  of 
products  shipped,  and  accepted  for  shipment, 
under  the  Plan. 

7.  Reports  from  participating  Manufac- 
turers. Each  participating  Manufacturer 
will  submit  the  following  to  the  Secretary 
of  Commerce: 

(a)  Requirements  report.  A  report  show- 
ing the  quantities  of  steel  baseboard  radia- 
tion scheduled  for  pr(xluctlon  during  each 
month  under  this  Plan  and  the  steel  products 
required  for  that  scheduled  production. 

(b)  Other  reports.  Such  other  relevant 
reports  as  may  be  requested  from  time  to 
time  by  the  Secretary  of  Commerce  (subject 
to  the  approval  of  the  Bureau  of  the  Budget 
under  the  Federal  Reports  Act  of  1942 ) . 

8.  Determination  of  allocations  for  respec- 
tive participating  Manufacturers.  The  quan- 
tities and  types  of  steel  products  to  be  made 
available  monthly  under  the  Plan  to  Indl- 
vidtial  participating  Manufacturers  will  be 
determined  by  the  Secretary  of  Commerce 
after  consultation  with  the  Steel  Baseboard 
Radiation  Advisory  Committee,  subject  to 
such  revision,  if  any,  from  time  to  time,  as 
may  be  deemed  necessary  by  the  Secretary 
of  Commerce  after  consultation  writh  that 
Committee. 

9.  Obligations  of  participating  Manufac- 
turers. By  participation  In  this  Plan  each 
participating  Manufacturer  shall  be  obli- 
gated as  follows:  To  use  all  products  ob- 
tained under  this  Plan  solely  for  and  in  the 
manufacture  of  steel  baseboard  radiation; 
not  to  resell  or  transfer  any  steel  prcxluctB 
obtained  tinder  this  Plan  in  the  form  re- 
ceived by  the  participating  Manufacturer; 
and  not  to  build  up.  beyonrf  current  needs, 
any  inventories  of  prcxlucts  obtained,  or  end 
products  manufactured,  under  this  Plan. 

if  a  participating  Manufacturer  becomes 
unable  to  use,  for  the  purposes  of  this  Plan, 
any  products  obtained  under  this  Plan,  he 
shall  be  further  obligated  to  hold  them  sub- 
ject to  such  other  use  or  disposition  (includ- 
ing re-allocation  to  other  consumers  or  re- 
ttim  to  the  producer  from  whom  purchased) 
as  shall  be  authorized  by  the  Office  of  In- 
dustry Cooperation  of  the  Department  of 
Commerce. 
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NOTICES 


Participation  In  the  benefits  In  this  Plan  be  binding  upon  all  participants  notified  of 

■hall  at  all  times  be  contingent  upon  each  such  interpretation. 

participating       Manufacturer-s       continued  ^  ^    ^^  ^    ^^^  Attorney  General  and 

strict  compliance  w.th  the  provisions  hereof.  ^^^^  secretly  of  Commerce  u^n  approval.) 
In  the  event  of  any  actual  or  prospective 

non-compliance  by  any  participating  Manu-  [F.    R.   Doc.    49-1564;    Plied,    Mar.    1.    1949; 

facturer.   the   Secretary   of   Commerce   may,  8:54  a.  m.) 

after    written    notice    to    the    participating  ■ 
Manufacturer,  take  such  action  as  he  deems 

'"pSp'^ntJ'TS^  J?aiMn«;S«r^:  "FEDERAL  COMMUNICATIONS 

ttal  or  total  suspension  or  termination   of  COMMISSION 

participation  privileges  and   notification  to 

the  participating  steel  producers  not  to  make  [Docket  Nos.  8499,  8702,  9232] 

any  or  certain  further  shipments  under  the  BakersfIELD   BROADCASTING   Co.    (KAFY) 

Plan  to  such  Manufacturer.  j^  ^^^ 

10.  Procedure  for  placing  orders  under  this 

Plan.     Purchase  orders  under  this  Plan  are  ORDER  DESIGNATING  APPLICATION  FOR  CON- 

to  be  placed  with  participating  producers  or  sOLlDATED  HEARING  ON  STATED  ISSUES 
their    producing    subsidiaries    or    afllliates. 

Each   such   purchase   order   shall   bear   the  In  re  applications  of  Bakersfleld  Broad- 
following  certification  by  the  participating  casting  Company  <KAPY),  Bakersfleld, 
Manufacturer.  California.  Docket  No.  9232.  Pile  No.  BP- 
Depaktment  or  Commebce  votuNTAHT  PLAN  6821;  Patrick  G.  Smith.  Bishop.  Califor- 
roR    Allocation    of    Steel    Pkodccts    for  nia.  Docket  No.  8702,  Pile  No.  BP-6403; 
Steel  Baseboako  Radiation  Edward  Lannelli  and  John  C.  Mead  d/b 
The  undersigned  certifies  to  the  seller  and  as     Redlands     Broadcasting     Company. 
to  the  Department  of  Commerce  that  the  Redlands.  California.  Docket  No.   8499. 
products  speclfiejd  in  thU  order  will  be  used  Pile  No.  BP-6099;  for  construction  per- 
Bolely  for  and  In  the  manufacture  of  steel  mits. 

baseboard  radiation,  and  that  this  order  Is  At  a  session  of  the'  Federal  Communi- 

placed  under,  and  in  strict  compliance  with,  cations  Commission,  held  at  its  offices  in 

the  above  Voluntary  Plan,  with  which  the  Washington.  D.  C,  on  the  16th  day  of 

undersigned   Is  familiar   and   In  which   the  pphruarv  1949- 

undersigned   is  a  participant.     The  under-  "\_^  J  iJ»tJ». 

signed    further   certifies   that    it    has    been  The  Commission  hav  ng  under  con.sid- 

granted  a  specific  allocation  under  the  Phin  eration  the  above-entltled  application  of 

and  that  the  quantity  hereby  ordered  Is  with-  Bakersfleld  Broadcasting  Company  for 

in  that  allocation,  after  taking  Into  account  authorization    to    change    facilities    of 

all  other  certified  orders  accepted,  or  pending  Station    KAFY.   Bakersfleld.   California, 

acceptance,  by  participating  steel  producers.  from  1490  kc.  250  w.  unlimited  time,  to 

550  ko,  1  kw  DA-N.  unlimited  time;  and 

(Name  of  company)  It  appearing,  that  the  Commission  on 

g  December  30.  1947,  designated  for  hear- 

Vouiy  Vuthorlied  offlcVrV  ^"8  the  above-entitled  application  of  Pat- 
rick G.  Smith  for  a  construction  permit 

----"■ I  for  a  new  standard  broadcast  station  to 

(Date)  operate  on  550  kc,  250  w  power,  daytime 

11.  Procedure  for.  and  effect  of.  becoming  only,  at  Bishop,  California;  the  hearing 
a  Participant.  After  approval  of  this  Plan  by  q^  said  application  being  currently 
the  Attorney  General  and  by  the  Secretary  of  scheduled  to  commence  on  May  24,  1949 
commerce,  ^^^^^er  r«quesU  for  com^^^  Washington.  D.  C.  and  on  June  16. 
with  it  have  been  made  of  steel  producers  and  ,„.„  jixjx  i-_i  iw  w 
steel  baseboard  radiation  manufacturers  by  19*8  designated  for  hearing  the  above- 
the  Secretary  of  Commerce,  any  such  pro-  entitled  application  of  Redlands  Broad- 
ducer  or  manufacturer  may  beccwne  a  par-  casting  Company  for  a  construction  per- 
tlclpant  in  this  Plan  by  advising  the  Secretary  mit  for  a  new  standard  broadcast  station 
of  Commerce,  In  writing,  of  Ite  acceptance  of  to  operate  on  550  kc,  500  w  power,  day- 
such  request.  Such  requests  for  compliance  ^jn^g  o^jy^  ^^  Redlands.  California;  the 
will  be  effective  for  the  purpose  of  granting  bearing  on  said  application  being  cur- 

certa  n  ^^'"'^"^.^y  'j^f  ^"J«^«,Xn"  ac/*^  rently  scheduled  to  commence  on  April 

and  the  Federal  Trade  Commission  Act.  as  ^            •ii7ocv,tr,r,*/,n.    t^  /-> 

provided  in  section  2  (c)  of  Public  Law  395,  ^*'  ^"^^  *"  wasningion.  U.  C. 

as  amended,  only  with  respect  to  such  pro-  ^t  »s  ordered.  That,  pursuant  to  section 

ducers  and  maniifacturers  as  notify  the  Sec-  309  (a)   of  the  Communications  Act  of 

retary  of  Commerce  in  virriting  that  they  will  1934,  as  amended,  the  said  application  of 

comply  with  such  requests.  Bakersfleld    Broadcasting    Company    Is 

12.  Effective  date  and  duration.  This  Plan  designated  for  hearing  in  a  consolidated 
shall  become  effective  upon  the  date  of  its  proceeding  with  the  aforesaid  applica- 
final  approval  by  the  Secretary  of  Commerce.  <,.„„^  .,  uof-j/,!,  r-  c»«in,  TUcVi^rT  r-ou 
It  shall  cease  to  be  effective  at  the  close  of  "ons  of  Patrick  G  Smith.  Bishop.  Cali- 
business  on  September  80.  1949  or  on  such  fornia,  and  Redlands  Broadcasting  Com- 
earllef  date  as  may  be  determined  by  the  pany.  Redlands,  California,  at  a  time  and 
Secretary  of  Commerce,  upon  not  less  than  place  to  be  determined  by  subsequent 
60  days'  notice  by  letter,  telegram,  or  publl-  order  of  the  Commission,  upon  the  fol- 
catlon  In  the  Pedekal  Registes.  lowing  issues: 

13.  Withdrawal  from  Plan.  Any  Producer  j  -po  determine  the  technical,  finan- 
or  participating  Manufacturer  may  withdraw  ^.j^,  ^^^^j  ^ther  qualifications  Of  the  appli- 
from  this  Plan  by  giving  not  less  than  60  cornoratlon  Its  officers  directors 
days'  written  notice  to  the  Secretary  of  ^^^  corporauon.  us  omcers.  aireciors 
Commerce.  ^"^     stockholders     to     construct     and 

14.  Clarifying  interpretations.     Any  inter-  operate  station  KAFY  as  proposed, 
pretatlon  issued  by  the  Secretary  of  Com-  2.  To  determine  the  areas  and  popula- 
merce  (after  consultation  with  the  Attorney  tlons  which  may  be  expected  to  gain  or 
General),  in  writing,  to  clarify  the  meaning  lose  primary  service  from  the  operation 
of  any  terms  or  provisions  of  this  Plan  shall  of  station  KAFY  as  proposed  and   the 


character    of    other    broadcast    service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  station  KAFY  as  proposed  would  In- 
volve objectionable  Interference  with 
station  KFMB,  San  Diego.  California  or 
with  any  other  exi.'U.ing  broadcast  sta- 
tions and.  If  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

5.  To  determine  whether  the  opera- 
tion of  station  KAFY  as  proposed  would 
involve  objectionable  Interference  with 
the  services  proposed  in  the  pending  ap- 
plications of  Patrick  G.  Smith.  Bishop, 
California  (File  No.  BP-6403)  and  Red- 
lands  Broadcasting  Company.  Redlands, 
California  <Pile  No.  BP-6099)  or  in  any 
other  pending  applications  for  broadcast 
facilities  and.  If  so.  the  nature  and  ex- 
tent thereof,  the  areas  and  populations 
affected  thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  station  KAFY  as 
proposed  would  be  In  compliance  with 
the  Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  'the  overlap,  if  any. 
that  will  exist  between  the  service  areas 
of  the  proposed  station  and  of  station 
KCOK  at  Tulare.  California,  the  nature 
and  extent  thereof,  and  whether  such 
overlap  if  any.  Is  in  contravention  of 
§  3.35  of  the  Commission's  rules. 

8.  To  determine  on  a  comparative 
basis  which.  If  any.  of  the  applications 
in  this  consolidated  proceeding  should 
be  granted. 

It  is  further  ordered,  That,  the  Com- 
mission's order  of  December  30. 1947.  des- 
ignating the  application  of  Patrick  O. 
Smith  for  hearing,  be  amended,  to  in- 
clude the  applications  of  Bakersfleld 
Broadcasting  Company  and  Redlands 
Broadcasting  Company,  and  to  include 
Issue  No,  8  as  stated  above. 

It  is  further  ordered.  That,  the  Com- 
mission's order  of  June  16,  1948.  desig- 
nating the  application  of  Redlands 
Broadcasting  Company  for  hearing,  be 
amended,  to  include  the  applications  of 
Patrick  O.  Smith  and  the  Bakersfleld 
Broadcasting  Company,  and  to  include 
Issue  Number  8  as  stated  above. 

It  is  further  ordered.  That,  the  Jack 
Cross  Broadcasting  Company,  licensee  of 
Station  KFMB,  San  Diego.  California, 
be  made  a  party  to  this  proceeding. 

Federal  Commtjnications 
Commission, 
[seal]    ,   T.  J.  Slowik. 

Secretary. 

|F.    R.    Doc.    49  1548:    Plied.    Marl    1,    1949; 
8:50  a.  m.j 


Wednesday,  March  2,  1949 


FEDERAL  REGISTER 
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FEDERAL  POWER   COMMISSION 

(Project  No.  362] 
PoRD  Motor  Co. 

NOTICE  or  application  for  amendment  or 
license  (major) 

Pebru.\ry  24,  1949. 

Public  notice  Is  hereby  given,  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  8.  C.  791a-825r),  that  Ford 
Motor  Company,  of  Dearborn.  Michigan, 
has  made  application  for  amendment  of 
license  for  major  Project  No.  362  located 
on  the  Mississippi  River  at  the  Twin  City 
Lock  and  Dam  owned  by  the  United 
States.  rThe  application  requests  au- 
thority to  construct  a  retaining  wall,  to 
enlarge  the  project  area,  and  to  limit 
licensee's  responsibility  for  maintenance 
of  certain  facilities. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  ad- 
dress of  the  party  or  parties  so  protest- 
ing or  requesting,  should  be  submitted 
on  or  before  March  31,  1949.  to  the  Fed- 
eral Power  Commission  at  Washington. 
DC. 


[SKAL] 


Leon  M.  Fuquay. 
Secretary. 


|F.    R.    Doc.    49-1541;    Filed,   Mar.    1.    1949; 
8:48  a.  m.] 


I  Docket  No.  0-882] 

Trunkline  Gas  Supply  Co. 

order  fixing  date  for  further  hearing 

On  January  14,  1949,  the  Commission 
issued  an  order  fixing  date  of  continued 
hearings  In  this  matter  to  commence  on 
February  1,  1949.  for  the  purpose  of  re- 
ceiving evidence  in  support  of  the  appli- 
cation, as  amended,  of  Trunkline  Gas 
Supply  Company  (Applicant).  Pursu- 
ant thereto,  public  hearings  were  held 
on  February  1  through  February  8,  1949, 
and  at  the  conclusion  thereof  the  record 
was  forthwith  certified  to  the  Commis- 
sion by  the  Presiding  Examiner  for  the 
purpose  of  action  on  two  pending  motions 
to  dismiss  the  amended  application  of 
Applicant  and  on  an  appeal  from  the  rul- 
ing of  the  Presiding  Examiner  In  sus- 
taining a  motion  to  strike  certain  evi- 
dence which  was  offered  by  the  Applicant 
during  a  prior  hearing  In  this  matter. 

At  the  close  of  the  hearing  Applicant 
orally  moved  to  fix  date  of  further  hear- 
ings herein,  including  cross-examina- 
tion, to  commence  not  later  than  March 
8.  1949. 

The  Commission  finds :  It  Is  In  the  pub- 
lic Interest  to  hold  further  hearings  In 
this- matter  for  the  purpose  of  receiving 
additional  evidence  with  respect  to  the 
matters  involved  and  issues  presented 
and  for  the  purpose  of  cross-examina- 
tion of  witnesses,  and  pending  such  fur- 
ther hearing,  to  withhold  disposition  of 
the  motions  to  dismiss  and  of  the  appeal 
from  the  Presiding  Examiner's  ruling  on 
the  motion  to  strike. 


The  Commission  orders: 

(A)  A  further  public  hearing  be  held 
with  respect  to  the  matters  Involved  and 
the  issues  presented  in  this  proceeding 
for  th^  purposes  set  forth  In  the  finding 
above,  beginning  on  March  8.  1949.  at 
10:00  a.  m.  (e.  s.  t.),  in  the  Hearing 
Room  of  the  Federal  Power  Commission. 
1800  Pennsylvania  Avenue  NW..  Wash- 
ington, D.  C. 

(B)  Disposition  of  the  motions  to  dis- 
miss and  of  the  appeal  from  the  Pre- 
siding Examiner's  ruling  on  the  motion 
to  strike  is  withheld  pending  such  fur- 
ther hearings. 

Date  of  issuance:  February  24, 1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

[P.    R.    Doc.    49-1540;    Filed,    Mar.    1,    1949; 
8:48  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  1-2550] 
High  Divide  Mining  Co. 

ORDER  dismissing  PROCEEDINGS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofllce  in  the  city  of  Washington,  D.  C,  on 
the  21st  day  of  February  A.  D.  1949. 

The  Commission  having  heretofore,  on 
December  6.  1948.  ordered  that  a  hear- 
ing under  section  19  (a)  (2)  of  the 
Securities  Exchange  Act  of  1934,  as 
amended,  be  held  in  this  matter  at  9:30 
a.  m.,  California  Time  on  December  16, 
1948,  at  the  Commission's  Regional  OflBce 
located  at  Room  308.  Appraisers  Build- 
ing, 630  Sansome  Street,  San  Francisco 
11,  California,  to  determine  whether 
High  Divide  Mining  Company  had  failed 
to  comply  with  section  13  of  the  Secu- 
rities Exchange  Act  of  1934,  as  amended, 
and  the  rules,  regulations  and  forms  pro- 
mulgated by  the  Commission  thereunder, 
and  whether  registration  of  the  Assess- 
able Common  Stock.  $1  par  value,  of  said 
High  Divide  Mining  Company  on  the 
San  Francisco  Mining  Exchange  should 
be  suspended  for  a  period  not  exceeding 
twelve  months  or  to  be  withdrawn  and 
such  hearing  having  been  duly  convened 
and  the  time  and  place  of  the  hearing 
having  been  adjourned  to  the  Commis- 
sion's office.  425  Second  Street  NW.. 
Washington  25.  D.  C.  at  10:00  a.  m.,  Jan- 
uary 6. 1949  and  thereafter  to  10:00  a.  m.. 
February  3,  1949.  and 

High  Divide  Mining  Company  having 
thereafter  filed  Its  annual  report  on 
Form  lOK  for  the  fiscal  year  ended  De- 
cember 31.  1947  and  having  undertaken 
to  file  future  reports  within  the  time  limit 
prescribed  by  the  rules. 

It  is  ordered.  That  the  proceedings 
heretofore  Instituted  and  held  in  this 
matter  pursuant  to  section  19  (a)  (2) 
of  the  Securities  Exchange  Act  of  1934, 
as  amended,  be.  and  the  same  hereby  are 
dismissed  without  prejudice  to  the  insti- 
tution of  such  future  proceedings  as  the 
Commission  may  deem  appropriate. 


By  direction  of  the  Commission. 

[seal]      ^  Orval  L.  DuBois. 

Secretary. 

|F.    R.    Doc.   49-1531;    Piled,    Mar.    1.    1949; 
8:45  a.  m.] 


(Pile  No.  1-2551] 
Thomson  Divide  Mining  Co. 
order  dismissing  proceedings 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  21st  day  of  February  A.  D.  1949. 

The  Commission  having  heretofore,  on 
December  6,  1948,  ordered  that  a  hearing 
under  section  19  (a)  < 2)  of  the  Securities 
Exchange  Act  of  1934.  as  amended,  be 
held  in  this  matter  at  9:45  a.  m..  Cali- 
fornia Time,  on  December  17.  1948,  at 
the  Commission's  Regional  Office  located 
at  Room  308,  Appraisers  Building,  630 
Sansome  Street.  San  Francisco  11,  Cali- 
fornia, to  determine  whether  Thomson 
Divide  Mining  Company  had  failed  to 
comply  with  section  13  of  the  Securities 
Exchange  Act  of  1934.  as  amended,  and 
the  rules,  regulations  and  Forms  promul- 
gated by  the  Commission  thereunder,  and 
whether  registration  of  the  Assessable 
Common  Stock.  20  cents  par  value,  of 
said  Thomson  Divide  Mining  Company 
on  the  San  Francisco  Mining  Exchange 
should  be  suspended  for  a  period  not  ex- 
ceeding twelve  months  or  be  withdrawn 
and  such  hearing  having  been  duly  con- 
vened and  the  time  and  place  of  the 
heartng  having  been  adjourned  to  the 
Commission's  Office.  425  Second  Street 
NW.,  Washington  25,  D.  C,  at  10:15 
a.  m.,  January  6,  1949,  and  thereafter  to 
10:15  a.  m.,  February  3.  1949,  and 

Thomson  Divide  Mining  Company 
having  thereafter  filed  its  annual  report 
on  Form  lOK  for  the  fiscal  year  ended 
December  31,  1947.  and  having  under- 
taken to  file  reports  within  the  time  limit 
prescribed  by  the  rules. 

It  is  ordered.  That  the  proceedings 
heretofore  Instituted  and  held  in  this 
matter  pursuant  to  section  19  (a)  <2)  of 
the  Securities  Exchange  Act  of  1934,  as 
amended,  be.  and  the  same  hereby  are 
dismissed  without  prejudice  to  the  insti- 
tution of  such  future  proceedings  as  the 
Commission  may  deem  appropriate.   * 

By  direction  of  the  Commission." 


[seal] 


Orval  L.  DuBois. 
Secretary. 


(F.    R.    Doc.    49-1632;    Filed.    Mar.    1,    1949; 
8:45  a.  m.] 


[File  No.  7-26] 

Kings  County  Lighting  Co. 

order  extending  period  of  exemption 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C, 
on  the  21st  day  of  February  A.  D.  1949. 

The  New  York  Curb  Exchange  having 
admitted  the  4%  Cumulative  Preferred 
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Stock,  Par  Value  $50.  and  the  Common 
Stock.  Without  Par  Value,  of  Kings 
County  Lighting  Company  to  trading  un- 
der the  temporary  exemption  afforded 
by  Rule  X-12A-5; 

The  Commission  having  been  Informed 
that  the  Issuer  Is  considering  the  regis- 
tering and  listing  of  said  securities  on 
a  national  securiWes  exchange; 

It  appearing  to  the  Commission  that 
under  the  circumstances  the  period  of 
exemption  provided  by  paragraph  (b)  of 
that  rule  Is  insufBclent  to  accomplish  the 
purpose  of  the  rule ;  and 

The  Commission  now  deeming  it  ap- 
propriate In  the  public  Interest  and  for 
the  protection  of  Investors  that  the  pe- 
riod of  exemption  of  said  securities  on 
the  New  York  Curb  Exchange  be  ex- 
tended. 

It  is  ordered.  That  the  period  of  ex- 
emption of  said  securities  from  the  re- 
quirements of  section  12  (a)  on  the  New 
York  Curb  Exchange  be.  and  It  hereby 
Is,  extended,  pursuant  to  paragraph  (c) 
of  Rule  X-12A-5.  until  the  close  of  busi- 
ness on  April  22.  1949.  or  until  further 
order  of  the  Commission. 

By  the  Commission. 

[SEAtl  Orval  L.  DuBois, 

Secretary. 

IF.    R.    Doc.    49-1629:    PUed.    Mar.    1.    1949; 
8:45  a.  ml 


(Pile  No.  70-20451 

Union  Phoducing  Co. 

order  granting  appucatlon  and  permit- 
ting declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C, 
on  the  23d  day  of  February  1949. 

Union  Producing  Company  ("Union"), 
a  wholly  owned  non-utility  subsidiary  of 
United  Gas  Corporation  ("United"),  a 
gas  utility  subsidiary  of  Electric  Power  & 
Light  Corporation,  a  registered  holding 
comi>any  sub.sidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  having  filed  an  application- 
declaration  pursuant  to  the  provisions  of 
the  Pubhc  Utility  Holding  Company  Act 
of  1935.  particularly  sections  9  (a>  (1) 
and  12  (c)  thereof  and  Rule  U-42  there- 
under with  respect  to  the  following  pro- 
posed transactions: 

Union  proposes  to  redeem  for  cash  on 
or  before  March  25. 1949,  Sl.000,000  prin- 
cipal amount  of  its  6%  debentures  due 
March  1.  1952.  in  accordance  with  the 
provisions  thereof,  at  principal  amount 
and  accrued  Interest  thereon  to  date  fixed 
for  such  redemption.  Union  has  pres- 
ently outstanding  $36,000,000  of  said  6':< 
debentures  all  of  which  are  owned  by 
United.  The  debentiu-es  are  pledged  and 
held  as  collateral  under  the  provisions  of 
the  Mortgage  and  Deed  of  Trust  securing 
United's  First  Mortgage  Bonds.  The 
application-declaration  states  that 
United  has  advised  Union  that  United 
proposes  to  transfer  the  $1,000,000  prin- 
cipal amount  to  be  received  from  Union 
to  the  Sinking  Fund  as  the  credit  against 
current  requirements  in  accordance  with 
the  provisions  of  the  Mortgage  and  Deed 
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of  Trust  securing  United's  First  Mort- 
gage Bonds. 

The  application-declaration  having 
been  filed  on  January  28,  1949,  and  no- 
tice of  said  filing  having  been  given  in 
the  form  and  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act. 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to  said 
application-declaration  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  finding  with  respect 
to  the  application-declaration  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  rules  thereunder  are  sat- 
isfied, and  that  no  adverse  findings  are 
nece.ssary  thereunder,  and  the  Commis- 
sion deeming  it  appropriate  that  the  said 
application-declaration  be  granted  and 
permitted  to  become  effective,  and  fur- 
ther deeming  it  appropriate  to  grant  the 
request  of  applicant-declarant  that  the 
order  herein  become  effective  forthwith 
upon  Its  Issuance. 

It  is  ordered,  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act  that  said  application-declaration 
be,  and  the  same  hereby  is,  granted  and 
permitted  to  become  effective  forthwith, 
subject  to  the  terms  and  conditions  con- 
tained In  Rule  U-24. 

By  the  Commission. 

[SEAL]  Orval  L.  DtjBois, 

Secretary. 

|F.    R.    Doc.    49-1530;    Piled,    Mar.    1,    1949; 
8:45  a.  m.l 


I  File  No.  70-20471 

Delaware  Power  and  Light  Co. 

ORDER  permitting  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  23d  day  of  February  1949. 

Delaware  Power  and  Light  Company, 
a  registered  holding  company  and  a  pub- 
lic utility  company,  having  filed  a  dec- 
laration, pursuant  to  sections  6  (a)  and 
7  of  the  Public  UtUity  Holding  Company 
Act  of  1935  and  Rule  U-62  promulgated 
thereunder,  with  respect  to  the  following 
transaction. 

Delaware  proposes  to  amend  its  Cer- 
tificate of  Incorporation  by  vote  of  its 
preferred  and  common  stockholders, 
voting  separately  as  a  class,  so  as  to  in- 
crease the  number  of  authorized  shares 
of  preferred  stock  from  100,000  shares 
to  200.000  shares.  Delaware  also  pro- 
posed to  request  the  holders  of  its  pre- 
ferred stock  to  consent  to  the  issuance 
by  the  company  at  any  time,  and  from 
time  to  time  prior  to  January  1,  1954,  of 
securities  representing  unsecured  indebt- 
edness maturing  not  later  than  January 
1,  1969  in  the  aggregate  principal  amount 
of  $10,000,000.  such  amount  to  be  in  ex- 
cess of,  and  not  included  in  any  compu- 
tation of.  the  amount  of  unsecured  debt 
.securities  which  the  company  now,  and 
from  time  to  time,  may  issue  without  the 
consent  of  a  majority  of  the  holders  of 
preferred  stock,  as  required  by  its  Cer- 
tificate of  Incorporation.    Delaware  will 


solicit  Its  stockholders  for  their  approval 
of  these  proposals. 

Delaware  contemplates  that  the  con- 
struction program  for  it  and  Its  subsid- 
iaries will  require  expenditures  of  ap- 
proximately $53,000,000  during  the  years 
1949  to  1951,  Inclusive.  Swne  part  of 
these  funds  will  be  supplied  by  treasury 
cash,  depreciation  and  amortizjition 
funds,  and  retained  earning.*:,  and  the 
balance  by  the  sale  of  securities.  Dela- 
ware has  presently  pending  a  proposal 
with  this  Commission  to  Issue  and  sell 
232,520  additional  shares  of  common 
stock.  It  believes  that  as  the  construc- 
tion program  proceeds  in  will  be  neces- 
sary to  issue,  inter  alia,  additional  pre- 
ferred stock  and  securities  representing 
unsecured  Indebtedness. 

Such  declaration  having  been  duly 
filed,  and  notice  of  said  filing  having 
been  duly  given  in  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  said  declaration 
within  the  period  specified  In  said  notice, 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  respect 
to  said  dsclaration.  and  deeming  it  ap- 
propriate in  the  public  Interest  and  in 
the  Interest  of  Investors  and  consumers 
that  said  declaration  be  permitted  to 
become  effective  forthwith. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  by  Rule  U-24.  that  the 
declaration  be.  and  the  same  hereby  is, 
permitted  to  become  effective  forthwith. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.    R.    Doc.    49-1534;    Piled.    Mar.    1,    1949; 


8:46  a.  m.) 


(File  No.  70-20481 
Pennsylvania  Electric  Co.  et  al. 

order  granting  application  and  permit- 
ting DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  23d  day  of  February  1949. 

In  the  matter  of  Pennsylvania  Electric 
Company.  Associated  Electric  Company. 
General  Public  Utilities  Corporation; 
File  No.  70-2048. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
its  subsidiary.  Associated  Electric  Com- 
pany (''Aelec"),  also  a  registered  hold- 
ing company,  and  the  latters  subsidiary. 
Pennsylvania  Electric  Company  CPen- 
elec"),  having  filed  a  joint  application- 
declaration,  as  amended  pursuant  to 
sections  6  (b),  9  (a),  10  and  12  (b)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  ("act")  and  Rule  U-45  promul- 
gated thereunder  with  respect  to  the  fol- 
lowing transactions: 

GPU  will  make  a  cash  capital  contri- 
bution of  $1,200,000  to  Aelcc.  Penelec 
will  issue  and  sell  60  000  shares  of  its  $'10 
par  value  common  stock  to  Aelec  for  an 
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aggregate  consideration  of  $1,200,000  in 
cash.  The  proceeds  from  the  sale  of  the 
stock  will  be  applied  to  the  general  con- 
struction program  of  Penelec. 

Such  Joint  application-declaration,  as 
amended,  having  been  duly  filed,  and  no- 
tice of  said  filing  having  been  duly  given 
In  the  form  and  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  said 
act.  and  the  Commission  not  having  re- 
ceived a  request  for  hearing  with  respect 
to  said  joint  application-declaration,  as 
amended,  within  the  period  specified  In 
said  notice,  or.otherwlse,  and  not  having 
ordered  a  hearing  thereon ;  and 

It  appearing  that  the  Pennsylvania 
Public  Utility  Commission  has  expressly 
authorized  the  issue  and  sale  by  Penelec 
of  the  60,000  shares  of  its  $20  par  value 
common  stock;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  it 
app^oprlate  in  the  public  Interest  and  In 
the  Interest  of  Investors  and  consumers 
that  said  joint  application-declaration, 
as  amended,  be  granted  and  permitted 
to  become  effective,  and  deeming  It  ap- 
propriate to  grant  the  request  of  appli- 
cants-declarants that  the  order  become 
effective  at  the  earliest  date  possible. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
the  act,  and  subject  to  the  terms  and 
conditions  prescribed  In  Rule  U-24,  that 
the  joint  application-declaration,  as 
amended,  be,  and  the  same  hereby  Is. 
granted  and  permitted  to  become  effec- 
tive and  the  proposed  transactions  may 
be  consummated  forthwith. 

By  the  Commlsson. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-1535;    Piled.    Mar.    1.    1949; 
8  46  a.  m.] 


IPlle  No.  70-2051) 

John  Dabney  Murchison 

order  granting  application 

At  a  regular  session  of  the  Securities 
Exchange  Commission,  held  at  its  office 
In  the  city  of  Washington,  D.  C.  on  the 
23d  day  of  February  1949. 

John  Dabney  Murchison,  an  affiliate  of 
Southern  Union  Gas  Company  ("South- 
ern"), having  filed  an  application  pur- 
suant to  sections  9  (a)  (2)  and  10  of  the 
Public  Utility  Holding  Company  Act  of 
1935  with  respect  to  his  acquisition,  di- 
rectly or  Indirectly,  of  warrants  entitling 
him  to  subscribe,  directly  or  Indirectly, 
for  not  to  exceed  9,630  shares  of  addi- 
tional common  stock  to  be  Issued  by 
Southern  pro  rata  to  Its  stockholders, 
and  through  the  exercise  of  such  war- 
rants, the  acquisition,  directly  or  indi- 
rectly of  9.630  shares  of  such  additional 
common  stock  at  $12.50  per  share,  and 
the  acquisition  of  additional  shares,  if 
any,  which  the  warrants  authorize  to  be 
subscribed,  subject  to  allotments;  and 

Said  application  having  been  duly  filed, 
and  notice  of  said  filing  having  been 
given  In  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
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received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified  In  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing  there- 
on; and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  Act  are  sat- 
isfied and  deeming  it  appropriate  In  the 
public  interest  and  In  the  Interest  of  In- 
vestors and  consumers  that  said  applica- 
tion be  granted. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  In  Rule  U-24,  that  the 
application  be,  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 

[SEAL]  Okval  L.  Dubois. 

Secretary. 

I  P.    R.    Doc.    49-1537:    Piled,    Mar.    1,    1949; 
«:46  a.  m.] 


(PUe  No.  70-2052] 
CLINT  W.  Murchison,  Jh. 

ORDER   GRANTINa  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  23d  day  of  February  1949. 

Clint  W.  Murchison,  Jr.  an  affiliate  of 
Southern  Union  Gas  Company  ("South- 
ern"), having  filed  an  application  pur- 
suant to  sections  9  (a)  (2)  and  10  of  the 
Public  Utility  Holding  Company  Act  of 
1935  with  respect  to  his  acquisition,  di- 
rectly or  Indirectly,  of  warrants  entitling 
him  to  subscribe,  directly  or  indirectly. 
for  not  to  exceed  10.280.9  shares  of  ad- 
ditional common  stock  to  be  Issued  by 
Southern  pro  rata  to  Its  stockholders, 
and  through  the  exercise  of  such  war- 
rants, the  acquisition,  directly  or  Indi- 
rectly of  10.280  shares  of  such  additional 
common  stock  at  $12.50  per  share,  and 
the  acquisition  of  additional  shares.  If 
any,  which  the  warrants  authorize  to  be 
subscribed,  subject  to  allotment ;  and 

Said  application  having  been  duly 
filed,  and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  hav- 
ing received  a  request  for  hearing  with 
respect  to  said  application  within  the 
period  specified  In  said  notice,  or  other- 
wise, and  not  ha\1ng  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  sat- 
isfied and  deeming  it  appropriate  In  the 
public  Interest  and  In  the  Interest  of  in- 
vestors and  consumers  that  said  appli- 
cation be  granted. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
the  act  and  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24,  that  the 
application  be,  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 
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[Pile  No.  70-20561 
WoFTORD  Cain 

ORDER   GRANTING   APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  23d  day  of  February  1949. 

Wofford  Cain,  an  affiliate  of  Southern 
Union  Gas  Company  ("Southern"),  hav- 
ing filed  an  application  pursuant  to  sec- 
tions 9  (a)  (2)  and  10  of  the  Public 
Utility  Holding  Company  Act  of  1935 
with  respect  to  his  acquisition,  directly 
or  Indirectly,  of  warrants  entitling  him 
to  subscribe,  directly  or  Indirectly,  for 
not  to  exceed  8,269.7  shares  of  additional 
common  stoclc  to  be  Issued  by  Southern 
pro  rata  to  its  stockholders,  and  through 
the  exercise  of  such  warrants,  the  ac- 
quisition, directly  or  indirectly  of  8,269.7 
shares  of  such  additional  common  stock 
at  $12.50  per  share,  and  the  acquisition  of 
additional  shares,  if  any,  which  the  war- 
rants authorize  to  be  subscribed,  subject 
to  allotment;  and 

Said  application  having  been  duly 
filed,  and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified  in  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  sat- 
isfied and  deeming  it  appropriate  In  the 
public  Interest  and  In  the  Interest  of  In- 
vestors and  consumers  that  said  appli- 
cation be  granted. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24,  that  the 
application  be,  and  the  same  hereby  Is, 
granted  forthwith. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


[P.   R.   Doc.    49-1538;    Filed,    Mar.    1,    1949; 
8:47  a.  m.] 


[SEAL] 


Orval  L.  DuBois, 
Secretary. 


(P.   R.   Doc.   49-1588;    FUed,   Mar.    1,    1949; 
•  :46  a.  m.] 


[PUe  No.  70-2068] 

Lee  Moor 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  23d  day  of  February  1949. 

Lee  Moor,  an  affiliate  of  Southern 
Union  Gas  Company  ("Southern"),  hav- 
ing filed  an  application  pursuant  to  sec- 
tions 9  (a)  (2)  and  10  of  the  Public 
Utility  Holding  Company  Act  of  1935 
with  respect  to  his  acquisition,  directly 
or  Indirectly,  of  warrants  entitling  him 
to  subscribe,  directly  or  indirectly,  for 
not  to  exceed  19,581.9  shares,  including 
7,743  shares  as  trustee,  of  additional 
common  stock  to  be  issued  by  Southern 
pro  rata  to  Its  stockholders,  and  through 
the  exercise  of  such  warrants,  the  acqui- 
sition, directly  or  indirectly  of  19,581.9 
shares  of  such  additional  common  stock. 
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Including  7,743  shares  as  tnistee.  at 
$12.50  per  share,  and  the  acquisition  of 
additional  shares,  if  any.  which  the  war- 
rants authorize  to  be  subscribed,  subject 
to  allotment,  and  if  desirable,  the  acqui- 
sition as  trustee  of  all  or  any  part  of  the 
warrants  Issuable  to  him  in  his  Individ- 
ual capacity  pursuant  to  the  warrant 
offering  by  Southern,  or  the  common 
stock  subject  to  subscription  pursuant  to 
such  warrants,  or  both  such  warrants 
and  common  stock;  and 

Said  application  having  been  duly  filed, 
and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon:  and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  satis- 
fied and  deeming  it  appropriate  in  the 
public  interest  and  in  the  interest  of 
Investors  and  consumers  that  said  appli- 
cation be  granted. 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24.  that  the 
application  be,  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 

[siAL]  Orval  L.  Dubois. 

Secretary. 

JF.    R.    Doc.    49-1536;    Piled.    Mar.    1.    1949; 
8:46  a.  m.) 


[Pile  No.  70-20651 

Ohio  Power  Co.  and  West  Pewn 
Power  Co. 

NOTICE  or  FILINO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
ofUce  In  the  city  of  Washington,  D.  C.  on 
the  24th  day  of  February  A.  D.  1949. 

Notice  Is  hereby  given  that  The  Ohio 
Power  Company  ("Ohio"),  an  electric 
utility  subsidiary  of  American  Gas  and 
Electric  Company,  a  registered  holding 
company,  and  West  Penn  Power  Com- 
pany ("West  Penn").  an  electric  utility 
subsidiary  of  West  Penn  Electric  Com- 
pany, a  registered  holding  company,  have 
filed  a  joint  declaration  under  the  Public 
Utility  Holding  Company  Act  of  1935  and 
have  designated  section  12  (b)  of  the  act 
and  Rule  U-45  (a)  of  the  rules  and  reg- 
ulations promulgated  thereunder  as 
applicable  to  the  proposed  transactions, 
which  are  summarized  as  follows: 

Ohio  and  West  Penn  propose  to  ad- 
vance $200,000  each  on  open  account, 
without  interest,  to  Beech  Bottom  Power 
Company,  Inc  ("Beech  Bottom"),  whose 
outstanding  capital  stock,  consisting  of 
6,700  shares  of  Common  Stock  of  a  par 
value  of  $100  per  share,  is  owned  50% 
by  Ohio  and  50%  by  We*t  Penn. 

Beech  Bottom  operates  imder  lease  a 
steam-electric  generating  station  which 
Is  actually  a  combination  of  two  stations, 
each  of  150.000  kilowatts  capacity,  in- 
dividually owned  by  Ohio  and  West  Penn. 


The  power  station  is  operated  by  Beech 
Bottom  for  the  Joint  benefit  of  the  two 
owner  companies  which  take  the  entire 
output  of  the  station  and  reimburse 
Beech  Bottom  for  its  actual  costs. 

The  working  capital  of  Beech  Bottom, 
substantially  all  of  which  Is  invested  In 
materials  and  supplies,  including  coal  In 
stock,  has  been  supplied  by  Ohio  and 
West  Penn.  The  declaration  states  that 
Beech  Bottom  now  needs  additional 
working  capital  in  the  aggregate  amount 
of  $400,000,  of  which  $300,000  is  to  be 
used  for  coal  purchases  to  bring  storage 
to  an  amount  equal  to  100  days'  coal  sup- 
ply, and  approximately  $100,000  is  to 
be  used  for  purchase  of  needed  spare 
parts  for  equipment. 

The  declaration  requests  that  an  order 
issue  within  thirty  days  from  the  date 
of  filing  and  that  it  become  effective 
forthwith. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
7,  1949,  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest,  and  the  issues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed  as  follows: 
Secretary.  Securities  and  Exchange 
Commission.  425  Second  Street  NW., 
Washington  25,  D.  C.  At  any  time  after 
March  7,  1949,  at  5:30  p.  m.,  e.  s.  t.,  said 
declaration  as  filed  or  as  amended  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  said  act,  or 
the  Commission  may  exempt  such  trans- 
actions as  provided  In  Rule  U-20  (a)  and 
Rule  U-100  thereof. 


By  the  Commission 

[SEAL] 


Orval  L.  DuBois, 
Secretary. 


|F.    R.    Doc.    49-1539;    Piled.    Mar.    1.    1949; 
8:47  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtJTHoaiTT:  40  Stat.  411.  65  Stat.  839,  Pub. 
Laws  323,  671,  79th  Cong.,  60  SUt.  60,  925;  60 
U.  8.  C.  and  Supp.  App.  1.  616,  B.  O.  9193, 
Jioly  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9687, 
June  8,  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  P.  R.  11981. 

I  Vesting  Order  12811 J 

Adolf  Kutzke 

In  re :  Estate  of  Adolf  Kutzke,  deceased. 
Pile  No.  P-28-26249-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Margaretha  Kutzke,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owning  to  Margaretha  Kutzke  by 
American  Trust  Company,  464  California 


Street,  San  Pranclsco,  California,  arising 
out  of  a  checking  account  entitled  Mar- 
garetha Kutzke,  maintained  with  the 
aforesaid  bank,  subject  to  the  order  of 
the  Superior  Court  of  the  City  and 
County  of  San  Francisco,  in  the  Mat- 
ter of  the  Estate  of  Adolf  Kutzke,  de- 
ceased, and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subpagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national 
interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-1551;    Piled.    Mar.    1,    1949; 
8:60  a.  m.) 


(Vesting  Order   12813] 
Carl  Schreiner 


In  re:  Trust  Indenture  of  Carl 
Schreiner  dated  February  27.  1924.  for 
the  benefit  of  Pastor  Walter  Thieme,  et 
al.    File  No.  F-28-15513-G^l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law,  ^ 
after  Investigation,  it  is  hereby  found : 

1.  That  Helmuth  Thieme.  Walter 
Thieme,  Karl-Viktor  Thieme  and  Hans- 
Jurgen  Thieme.  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  domiciliary  persona]  rep- 
resentatives, heirs,  next-of-kin,  legatees 
and  distributees,  names  unknown,  of 
Pastor  Walter  Thieme,  deceased,  the 
domiciliary  personal  representatives, 
heirs,  next-of-kin.  legatees,  and  dis- 
tributees, names  unknown,  of  Hertha 
Thieme.  deceased,  and  the  domiciliary 
personal  representatives,  heirs,  next-of- 
kin,  legatees  and  distributees,  names  un- 
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known,  of  Karl-Viktor  Thieme.  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,- are  nationals  of 
a  designated  enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
tiiem.  In  and  to  and  arising  out  of  that 
certain  trust  indenture  dated  February 
27,  1924,  by  and  between  Carl  Schreiner 
and  the  Central  Union  Trust  Company  of 
New  York,  trustees,  presently  being  ad- 
ministered by  the  Central  Hanover  Bank 
&  Trust  Company,  70  Broadway,  New 
york  15,  New  York,  as  trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof,  and  the 
domiciliary  personal  representatives, 
heirs,  next-of-kin,  legatees  and  distribu- 
tees, names  unknown,  of  Pastor  Walter 
Thieme,  deceased,  the  domiciliary  per- 
sonal representatives,  heirs,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Hertha  Thieme,  deceased,  and 
the  domiciliary  personal  representatives, 
heirs,  next-of-kin,  legatees  and  dis- 
tributees, names  unknown,  of  Karl-Vik- 
tor Thieme.  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  10,   1949. 

For  the  Attorney  General. 

[seal]  Harold  I  Bayivton, 

Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.   Doc.   49-1552;    Plied,   Mar.    1,    1949; 
8:60   a.   m.] 


[Vesting  Order  12816J 
Mrs.  Wilfrid  Greif 

In  re:  Painted  portrait  owned  by  Mrs. 
Wilfrid  Greif.    D-28-10892-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amende4.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Mrs.  Wilfrid  Greif,  whose  last 
known  address  Is  28  Lichtenthaler  Allee, 


Baden-Baden.  Germany,  Is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Personal  property  consisting  of  a 
painted  portrait  entitled  "Portrait  of  a 
Peasant  Woman",  by  Janssen  van  Ceu- 
len.  and  presently  in  the  custody  of  Paul 
Drey.  11  East  57th  Street.  New  York  22. 
New  York,  subject  to  any  and  all  lawful 
liens  of  said  Paul  Drey  for  accrued  insur- 
ance, storage  and  repair  charges. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  Mrs. 
Wilfrid  Greif,  the  aforesaid  national  of 
a  designated  enwny  country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  Thai;  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  nationsil  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

I  SEAL]  Harold  I.  Baynton, 

'         Deputy  Director. 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-1553;    Piled,    Mar.    1,    1949; 
8:51  a.  m.l 


[Vesting  Order  12826] 
Charles  Beyth 


In  re:  Estate  of  Charles  Beyth,  de- 
ceased. Pile  No.  D-28-12383.'  E.  T.  sec. 
16600. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Margot  Melnberg.  Johanna 
Beyth,  Willy  Beyth,  Walter  Beyth,  Wil- 
helm  Beyth  and  Alma  Besthof,  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  ceuntry  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  iDersons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Charles  Beyth,  deceased, 
is  property  payable  or  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 


3.  That  such  property  is  in  the  process 
of  administration  by  the  Treasurer  of  the 
City  of  New  York,  as  Depositary,  acting 
under  the  Judicial  supervision  of  the 
•Surrogate's  Court  of  Bronx  County.  New 
York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coimtry 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-1554;    Filed,    Mar.    1.    1949; 
8:51  a.  m.l 


[Vesting  Order  12835] 
Dr.  Curt  Oehme 


In  re :  Debts  owing  to  Dr.  Curt  Oehme. 
F-20-23624-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law,     ^ 
after  investigation,  it  is  hereby  found: 

1.  That  Dr.  Curt  Oehme,  whose  last 
known  address  is  Bergstrasse  64,  Heidel- 
berg, Germany,  is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations matured  or  unmatured,  evi- 
denced by  one  ( 1 )  Chicago,  Rock  Island 
and  Pacific  Railway  Company  4%  Gold 
Bond  of  $1,000  face  value,  bearing  the 
number  NM-1247,  registered  in  the  name 
of  Prof.  Dr.  Curt  Oehme,  and  all  rights  to 
demand,  enforce  and  collect  the  same, 
together  with  any  and  all  rights  in,  to 
and  under  said  bond,  and  any  and  all 
rights  under  the  plan  of  exchange  effec- 
tive September  9,  1948, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Dr. 
Curt  Oehme,  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  sis  used  herein  shall 
have  the  meanings  pre.«:cribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.   Doc.   «-1555;    Plied,    Mar.    1,    1949; 
8:51  a.  m.] 


[Vesting  Order   12837] 
Masao  Oshima  and  Chiyono  Oshima 

In  re:  Cash  owned  by  Masoa  Oshima 
and  Chiyono  Oshima.    D-39-15406-E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Masao  Oshima  and  Chiyono 
Oshima  whose  last  known  addresses  are 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $2,055.15,  pres- 
ently in  the  possession  of  the  Treasury 
Department  of  the  United  States  in 
Trust 'Fund  Account,  Symbol  158915, 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War,"  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Masao 
Oshima  and  Chiyono  Oshima,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Japan); 

* 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  fiuch  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Japan). 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law,  including  apprtjpriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on  Feb- 
ruary 15,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.    4»-1566;    Piied,    Mar.    1,    1949; 
8:51  a.  m.] 


fVestlng  Order  12851] 

Oscar  Herf  and  St.  Louis  Union 
Trust  Co. 

In  re:  Trust  under  agreement  dated 
December  15,  1923  between  Oscar  Herf, 
settlor  and  St.  Louis  Union  Trust  Com- 
pany, trustee.    File  No.  D-28-10552  G-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  The  Helene  Herf  and  Kurt  Koester. 
whose  last  known  address  Is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  domiciliary  personal  repre- 
sentatives, helrs-at-law.  next-of-kin. 
legatees  and  distributees,  names  un- 
known, of  Ernst  Herf  and  of  Erna  H. 
Koester,  deceased,  except  Hella  Hessel 
and  Sigrid  Hessel,  residents  of  Switzer- 
land, who  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graph 1  and  2  hereof,  except  Hella  Hessel 
and  Sigrid  Hessel,  residents  of  Switzer- 
land, in  and  to  and  arising  out  of  or 
under^hat  certain  trust  agreement  dated 
December  15.  1923^  by  and  between 
Oscar  Herf,  settlor,  and  St.  Louis  Union 
Trust  Company,  trustee,  presently  being 
administered  by  St.  Louis  Union  Trust 
Company,  trustee.  323  North  Broadway, 
St.  Louis  2,  Missouri, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  l)ehalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany); 


and  it  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs-at-law,  next-of-km,  legatees  and 
distributees,  names  unknown,  of  Ernst 
Herf  and  of  Erna  H.  Koester,  deceased, 
except  Hella  Hessel  and  Sigrid  Hessel, 
residents  of  Switzerland,  are  not  within 
a  designated  enemy  country,  the  national 
interest  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    R.   Doc.   49-1557;    Filed.    Mar.    1.    1949; 
8:52  a.  ml 


[Return  Order  266] 
Bertha  Emsheimer 


Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorpo- 
rated by  reference  herein  and  filed  here- 
with. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Bertha  Emsheimer,  Milwaukee,  Wisconsin, 
Claim  No.  6163,  January  IS,  1949,  (14  P.  R. 
237);  $1,297.46  in  the  Treasury  of  the  United 
States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    45-1559:    Filed.    Mar.    1,    1949; 
8:53  a.  m.] 
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Washington,  Thursday,  March  3,  7949 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

|8d  Gen  Rev.  of  Export  Regs.,  Amdt.  P.  L.  22| 

Part  399 — Positive  List  or  Commodities 
and  Related  Matters 

tinplate  scrap 

Section  399.1  Appendix  A— Positive  list 
of  commodities  is  amended  by  adding  to 
the  Positive  List  the  following  com- 
modities: 


Pfpt. 
or 

Co  mm. 
B  .No. 

Commodity 

In  it 

Prooess- 
inKoodr 

and 
related 

com- 
modity 
Itroup 

OLV 

d<ll 
value 
lim- 
its 

Gonoo 

Tlnplat*  5(T»p,  cxorpt 
tin        cans,        old, 

CTUSh*(i. 

S.  ton. 

T.VPL 

1 

Licenses  validated  prior  to  February  28. 
1949.  by  the  Department  of  State  author- 
izing the  exportation  of  the  above  com- 
modities will  remain  valid  for  the  period 
indicated  on  the  face  of  the  licen.ses  un- 
less modified  or  revoked  by  the  Depart- 
ment of  Commerce. 

This  amendment  shall  become  effective 
February  28,  1949. 

'Pub.  Law  11.  81'^t  Cong  :  E.  O.  9630. 
Sept.  27.  1945,  10  F.  R.  12245.  E.  O.  9919 
Jan.  3,  1948.  13  F.  R.  59) 

Dated:  February  28.  1949. 

Francis  McIntvre, 
Assistant  Director, 
Office  of  International  Trade. 

|F.    R.    Doc.   49-1691;    Piled,    Mar.    2,    1949; 
8:52  a.  m  | 


TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter  I — National  Park  Service, 
Department  of  the  Interior 

Part  20 — Special  Regulations 

mount  MKINLEY  national  park,  ALASKA 

Section   20.44,  reading  as  follows.  Is 
added  to  Part  20: 


§  20.44  Mount McKinley  NationalPark, 
Alaska — (a)  Registration  of  prospectors 
and  miners.  Before  entering  the  Park 
for  the  purpose  of  prospecting  or  locating 
any  mining  claim  under  the  public  land 
mining  laws  on  lands  therein,  or  prior  to 
engaging  in  exploration  or  mining  on 
any  mining  claim  theretofore  located,  all 
prospectors  and  miners  shall  register 
with  the  Superintendent,  furnishing  the 
Information  required  on  the  registration 
form  hereinafter  set  forth. 

<b)  Registration  form.  The  aforesaid 
registration  form  shall  be  substantially 
as  follows: 


Ponn  No. 
(- -. 


--- ,  1949) 

Registration  or  Prospictors  and  Miners 

UNITED  STATES 
DEPARTMENT  OF  THE  INTERIOR 

National   Park    Service 
Mount  McKinley  National  Park 

Pursuant  to  the  regulations  of  the  Secre- 
tary of  the  Interior  (36  CFR  20.44)  govern- 
ing the  surface  use  of  mineral  claims  located 
within  the  boundaries  of  the  Mount  McKin- 
ley National  Park,  Alaska,  and  to  provide  for 
the  proper  registration  of  prospectors  and 
miners  on  lands  within  said  Park,  the  follow- 
ing Information  is  furnished: 

1.  Name  and  address  of  registrant: 


Note:  If  registrant  is  an  agent,  this  fact 
should  be  indicated  and  the  name  and  ad- 
dress of  his  principal  should  bo  furnished 
In  addition  to  registrant's  name  and  address. 
If  registrant  is  in  charge  of  a  party,  then 
only  the  chief  of  the  party  need  register; 
however,  the  names  and  addresses  of  all 
members  of  the  party  must  be  listed  herein, 
or  on  a  separate  sheet  of  paper  attached 
hereto. 

2.  Is   registrant   a   citizen   of   the   United 

States? If  registering  for  a  party 

In  which  he  is  in  direct  charge.  Is  each  mem- 
ber  of   the    party    a   citizen   of   the    United 

States? If  registrant  is  an  agent. 

is  the  principal  a  citizen  of  the  United  States? 


3.  If  this  registration  Is  for  the  purpose 
of  prospecting  for  minerals  prior  to  the  lo- 
cation of  a  mining  claim,  state  the  general 
area  to  be  covered. 

4.  If  this  registration  is  for  the  purpose 
of  further  prospecting,  development,  or  min- 
ing on  a  mining  claim  heretofore  located, 
describe  the  exact  location  of  such  claim 
or  claims,  furnishing  evidence  of  filing 

6.  Type  of  mineral  to  be  prospected  for  or 
mined 

(Continued  on  next  page) 
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REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  a$  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  book 
is     now     available: 

Title  3,  1948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

This  book  may  be  obfointd  from  tho 
Superintendent  of  Documents,  Govern- 
ment Printing  Office,  Washington  25,  D.  C, 
at  $2.75  pet  copy. 
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Title  6 
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CODIFICATION  GUIDE— Con. 

Title  15  """^^ 

Chapter  III:  • 

Part  399--. 955 

Title  17 
Chapter  II: 

Part  240   (proposed) 961 

Title  26 
Chapter  I: 

Part  185  (proposed) 9d9 

Title  36 
Chapter  I: 

Pait  20—1 935 

Title  39 
Chapter  I: 

Part  127  <3  documents) —      957 

Title  43 

Chapter  I: 
Appendix: 

PLO  48  ( revoked  by  PLO  562 ) .       957 
PLO  74  ( revoked  by  PLO  563  >  _       958 

PLO  562 957 

PLO  563 958 

PLO  564 958 

Title  49 
Chapter  I: 

Part  14 9d9 

6  Equipment  to  be  used. 

7  Date  prospecting  or   mlnUig  will  com- 
mence   --- --  and  expected 

cessation  of  operations  and  departure  from 
the  Park. 'S'"Z7' 

The   foregoing  registration   Is   made   this 

dav  of 19 «'»'^»» 

the  understanding  that  It  Is  good  for  one 
year  only  from  the  date  hereof  and  must 
be  renewed  If  activities  are  to  be  carried  on 
within  the  Park  after  the  said  expiration  date. 
A  copy  of  this  registration,  duly  accepted 
and  recorded,  shall  be  retained  by  the  regis- 
trant at  all  times  as  evidence  of  his  com- 
pliance with  the  said  regulations  of  the 
Secretary  of  the  Interior. 

(Signature  of  registrant) 
Accepted  and  recorded: 

Superintendent. 
Mount  McKinley  National  Park 

(c)  Surface  use  of  mineral  land  loca- 
tions. (1)  The  surface  use  of  mining 
claims  shall  be  restricted  to  purposes  of 
mineral  exploration  and  development  un- 
less other  uses  of  the  surface  are  author- 
ized. In  writing,  by  the  Regional  Director. 

(2)  Prospectors  and  miners  may  open 
or  construct  roads  or  vehicle  trails  after 
first  obtaining  a  permit  therefor  from  the 
Regional  Director.  Applications  for  such 
permits  may  be  made  to  the  Superin- 
tendent. Each  such  application  shall  be 
accompanied  by  a  map  or  sketch  showing 
the  location  of  the  mining  property  to  be 
served  and  the  location  of  the  proposed 
road  or  vehicle  trail. 

(3)  Timber  may  be  cut  and  removed 
from  a  mining  claim  or  access  road  with 
the  prior  permission  of  the  Superintend- 
ent, who  shall  designate  the  timber  which 
may  be  cut  and  removed.  All  slash, 
brush,  or  debris  resulting  from  the  cut- 
ting of  timber  shall  be  disposed  of  by  the 
prospector  or  miner  in  such  manner  and 
at  such  times  as  may  be  designated  by 


Thursday,  March  S,  1949 

the  Superintendent.     (39  Stat.  635,  46 
Stat.  1043;  16  U.  8.  C.  3.  350a) 

Issued  this  19th  day  of  February  1949. 

IsEALl  J.  A.  Kruc. 

Secretary  of  the  Interior. 

|F.    R.    Doc.    49-1587;    Piled,    Mar.    2,    1949; 

8:46   a.   m  1 


TITLt  6— -AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  C — Loons,  Purchases  and  Other 
Operations 

[1848  C.  C.  C.  Corn  Bulletin  1,  Amdt.  3) 

Part  606 — Corn 

bubp.^rt — 1948  corn  loan  and  purchase 
agreement  program 

Correction 

In  Federal  Register  Document  49-1523. 
appearing  on  page  917  of  the  issue  for 
Tuesday.  March  1,  1949.  the  second  para- 
graph of  5  606.2  (c)  should  be  changed 
so  that  the  reference  to  "PHA"  will  read 
•PMA." 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

IRAQ 

In  §  127.280  Iraq  (13  F.  R.  9170)  amend 
paragraph  <b)  »1»  by  the  addition  of  a 
new  subdivision  <ii)  reading  as  follows: 

•  b)   Parcel  post.     •     •     • 
(1)   Table  of  rates.     *     •     • 
<li)   i4ir  parcels. 


[Rates  include  surcharges) 


Lb. 
0 
U 
0 
1 
1 
1 
1 
2 
2 
2 
2 
3 
3 
3 
3 
4 
4 
4 
4 
5 
6 
6 
6 

e 

6 
6 
6 
7 
7 
7 
7 


Oz.  Rate 

4_. $1.47 

8 2.19 

12 2.91 

0 3.63 

4 4.35 

8 5.07 

12 5.79 

0 6.51 

4. 7.23 

8 7.95 

12 8.67 

0 9.39 

4 10.11 

8 10.83 

12 11.55 

0 12.27 

4 12.99 

8 13.71 

12. 14.43 

0 15.15 

4 15.87 

8-_ 16.59 

12 ...  17.31 

0 18.03 

4 18.75 

8 19.47 

12 20.19 

0 20.91 

4 21.63 

8 22  35 

12 23.07 


Lb.    Oz.  Rate 

8       0.. $23.79 

8       4 24.51 

8       8. 25.23 

8  12 25.95 

9  0 26.67 

9       4 27.39 

9       8 28.11 

9     12 28  8.3 

10       0 29.55 

10       4 30.27 

10       8 30.99 

10  12 31.71 

11  0 ...  32.43 

11        4 33.15 

11       8 33.87 

11  12 34  59 

12  0 35.31 

12       4 36.03 

12       8 36.75 

12  12-- 37.47 

13  0.- 38   19 

13       4 38.91 

13    .  8 39.63 

13  12 40.35 

14  0 41.07 

14       4- 41.79 

14       8.. 42.51 

14  12 43.23 

15  0 43.95 

16  4 44  67 

15       8 45.39 
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(Ratea  Include  surcharges] 


Lb.  Oz.  Rate  Lb. 

18  12 $46.  11  30 

16   0 46  83  30 

16   4 47.65  30 

16   8 48.27  30 

16  12 48.99  31 

17  0 49.71  31 

17   4 60.43  31 

17   8 61.15  31 

17  12 61.87  32 

18  0.......  62.59  32 

18   4 53.31  32 

18   8 54.03  32 

18  12 54.75  33 

19  0 55.47  33 

19   4 66.19  33 

19   8 66  91  33 

19  12 67.63  34 

20  0 68.35  34 

20   4 69.07  34 

20   8 59.79  34 

20  12 60.51  35 

21  0 61.23  35 

21   4 61.95  35 

21   8 :.  62.67  35 

21  12 63.39  36 

22  0 64.11  36 

22   4 64  83  36 

22   8 65  55  36 

22  12 66.27  37 

23  0 66  99  37 

23   4 67.71  37 

23   8 C8.  43  .37 

23  12 69.15  38 

24  0 69.87  38 

24   4 70.59  38 

24   8 71.31  38 

24  12 72.03  39 

25  0 72.75  £9 

25   4 73.47  39 

25   8 74.  19  39 

25  12 74.91  40 

26  0 75.63  40 

26   4 76.35  40 

26   8 77.07  40 

26  12 77.79  41 

27  0 78.61  41 

27   4 79.2:1  41 

27   8 79.95  41 

27  12 80.67  42 

28  0 81.39  42 

28   4 82.11  43 

28   8 82  83  42 

28  12 83.55  43 

29  0 84.27  43 

29   4 84.99  43 

29   8 85  71  43 

29  12 86.43  44 


Oz.  Rat* 

0 $87.  15 

4 87.87 

8 88  59 

12 89.31 

0 90.03 

4 90.75 

8 91.47 

12 92.  19 

0 92.91 

4 93.63 

8 94.35 

12 95.07 

0 95.79 

4 96.51 

8 97.23 

12 97.95 

0 98.67 

4 99.39 

8 100,  11 

12 100.83 

0 101.65 

4 102.27 

8 102.99 

12 103.71 

0 104.43 

4 105.  15 

8 105  87 

12 106.59 

0 107.31 

4 108.03 

8 108.75 

12. 109.47 

0 110.  19 

4 110.91 

8 111.63 

12 112  35 

0 113.07 

4 113.79 

8 114.51 

12 115.23 

0 115.95 

4 116.67 

8 117.39 

12 118.  11 

0 118.83 

4 119.55 

8 120.27 

12 120.99 

0 121.71 

4 122.43 

8 123. 15 

12 123.87 

0 124.59 

4 125.31 

8 126.03 

12 126.75 

0 127.47 


Each  air  parcel  and  the  relative  dis- 
patch note  must  have  affixed  the  blue  Par 
Avion  Label  (Form  2978 ».  (See  §  127.56 
(b».) 

Weight  limit :  44  pounds. 
Customs  declarations:  2  Form  2966. 
Dispatch  note:  1  Form  2972. 
Parcel-pcst  sticker:   1  Form  2922. 
Sealing:   Compulsory.* 

Group   shipments:    Limited   to   3   parcels. 
(See  J  127.76.) 
Registration:  No. 
Insurance:  No. 
C.  o.  d.:  No. 

(R.  S.  161.  396,  398.  sees.  304,  309,  42 
Stat.  24.  25.  48  Stat.  943;  5  U.  S.  C.  22, 
369.  372> 

The  above  regulation  shall  be  effective 
as  of  March  1,  1949, 

[SQAL]  J.  M.  Donaldson, 

Postmaster  Oeneral. 

(P.    R.    Doc.    49-1580;    Piled.    Mar.    2.    1949; 
8:49  a.  m.] 
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Part  127 — International  Postal  Service: 
PosTAci  Rates.  Service  Available,  and 
Instructions  for  Mailing 

RUlfANIA 

In  5  127.341  Rumania  (U  F.  R.  9211) 
amend  subdivision  (vi)  of  paragraph  ^b) 
(5)  to  read  as  follows: 

(b)   Parcel  post.     •     •     • 

(5)   Observations.     •     •     • 

<vi)  The  following  procedure  is  estab- 
lished for  the  mailing  of  medicines:  Be- 
fore mailing,  the  .sender  should  send 
three  notarized  copies  of  an  invoice  cov- 
ering the  shipment  to  the  Rumanian 
Legation,  1601  Twenty-third  Street  NW., 
Washington  8,  D.  C,  accompanied  by  a 
fee  of  $1.50  and  a  request  that  they 
be  legalized.  When  the  legalized  in- 
voices are  returned  to  him,  the  sender 
should  enclose  one  in  the  parcel  and 
send  another  to  the  addre.ssee  by  letter 
for  use  in  taking  delivery  of  the  parcel. 
The  third  copy  may  be  retained  by  the 
sender. 

<R.  S.  161.  396,  398.  sees.  304.  309.  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22. 
369.  372) 

(seal]  J.  M.  Donaldson. 

Postmaster  General. 

|F.    R    Doc.    49-1581;    Filed.    Mar.    2,    1949; 
8:50  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

RYUKYU  islands 

In  §  127.342  Ryukyu  Islands  <13  F.  R. 
9212)  amend  the  first  paragraph  of 
paragraph  (c)  (2»  Observations,  io  Tftad 
as  follows: 

(c)  U.  S.  A.  gift  parcels.  •  •  • 
(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  under  the  caption  "Par- 
cel Post'"  above,  the  following  special 
requirements  imposed  by  the  Department 
of  the  Army  must  be  met  in  order  for 
parcels  to  be  accepted  at  the  reduced 
postage  rate  as  "U.  S.  A.  Gift  Parcels": 

(R.  S.  161.  396,  398.  sees.  304,  309,  42  Stat. 
24,  25,  48  Stat.  943 ;  5  U.  S.  C.  22,  369.  372) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


[F     R.    Doc.    49-1579;    Filed,    Mar.    2,    1949; 
8:49  a.  m.l 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders 

I  Public   Land   Order   662) 

Alaska 

reserving  certain  public  lands  as  air- 
navigation   site    withdrawal   no.    24  7, 

and  revoking  public  land  order  no.  48 
of  october  12,  194  2 

By  virtue  of  the  authority  vested  In 
the  President  and  pursuant  to  Executive 


958 

Order  No.  9337  of  April  24.  1943.  and 
section  4  of  the  act  of  May  24,  1928.  c. 
728.  45  Stat.  729  (49  U.  S.  C.  214),  It  Is 
ordered  a.s  follows: 

Subject  to  valid  existing  rights,  the 
tract  of  public  land  described  below  by 
metes  and  bounds  is  hereby  withdrawn 
from  all  forms  of  appropriation  under 
the  public-land  laws  and  reserved  for 
the  use  of  the  Civil  Aeronautics  Admin- 
istration. Department  of  Commerce,  in 
the  maintenance  of  air-navigation  fa- 
cilitif's.  the  reservation  to  be  known  as 
Air-Navigation  Site  Withdrawal  No.  247: 

Port  Heiden,  Alaska 

Beginning  at  a  point  marked  by  a  wooden 
hub.  from  which  Station  "C"  U.  S.  E.  D..  a 
brass  marker  set  in  concrete  523.5  feel  east 
of  center  line  extended  of  the  13-31  runway 
at  station  -23-19.  approximate  latitude 
56  07'  N.  longitude  158  39'  W..  boars  N. 
13     56    38     W  .  11.86455  feet. 

Thence  bv  metes  and  bounds: 

West,  approximately  12.920.00  feet,  to  a 
point  15  feet  east  of  the  center  line  of  the 
Dock  Road; 

Southwesterly  approximately  2.00000  feet 
parallel  to  and  15  feet  from  the  center  line 
of  the  Dock  Road  to  a  point  on  tUe  mean  high 
tide  line  of  Port  Heiden; 

Northerly  26  100  00  feet  along  the  mean 
high  tide  line  of  Port  Heiden; 

East   20  960  00   feet; 

South  22.514  00  feet; 

West  6.390  00  feet  to  the  point  of  begin- 
ning 

The  area  described  contains  approxi- 
mately 10.350  acres. 

It  is  intended  that  these  lands  .shall  be 
returned  to  the  administration  of  the 
Department  of  the  Interior,  when  they 
are  no  longer  needed  by  the  Department 
of  Commerce  for  the  purpose  for  which 
they  are  reserved. 

Public  Land  Order  No.  48  of  October 
12,  1942.  reserving  certain  public  lands 
for  the  u.^e  of  the  War  Department  for 
military  purposes,  is  hereby  revoked. 

This  order  shall  become  effective  as 
to  the  lands  released  from  Public  Land 
Order  No.  48  and  not  included  in  Air- 
Navigation  Site  Withdrawal  No.  247  at 
10:00  a.  m.  on  March  25.  1949.  At  that 
time,  subject  to  valid  existing  rights, 
such  lands  shall  be  opened  to  settle- 
m»nt  under  the  homestead  laws  only,  and 
to  that  form  of  appropriation  only  by 
qualified  veterans  of  World  War  II  for 
whose  service  recognition  is  granted  by 
the  act  of  September  27.  1944.  58  Stat. 
747.  as  amended  May  31.  1947.  61  Stat. 
123  1 43  U.  S.  C.  sec.  279 ».  and  by  other 
qualified  per.sons  entitled  to  credit  for 
service  under  the  said  act.  Com- 
mencing at  10:00  a.  m..  on  June  24.  1949. 
any  of  such  lands  not  settled  upon  by 
veterans  smd  other  persons  entitled  to 
credit  for  service  shall  become  subject 
to  settlement  and  other  forms  of  ap- 
propriation by  the  public  generally  in 
accordance  with  the  appropriate  laws 
and  regulations. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Distiict  Land  Office 
at  Anchorage.  Alaska. 

The  lands  withdrawn  by  Public  Land 
Order  No.  48.  and  which  are  restored  by 
this  order  with  the  exception  of  the  tract 
hereby  reserved  for  Air-Navigation  Site 
Withdrawal  No.  247,  are  described  as 
follows : 


RULES  AND  REGULATIONS 

Beginning  at  a  point  on  the  Alaska  Penin- 
sula, 56'40'  north  latitude,  168'20'  west  lon- 
gitude; 

Thence  by  metes  and  bounds. 

West,  along  parallel  of  latitude  56 '40'  N., 
to  line  of  mean  high  tide  on  east  shor*  of 
Bristol  Bay; 

Northeasterly,  along  line  of  mean  high 
tide.  Bristol  Bay.  to  a  point,  approximate 
latitude    57 '12'    N.,    longitude    15820'    W.: 

Southeasterly,  In  a  straight  line,  to  line  of 
mean  high  tide  on  the  most  northerly  point 
on  the  shore  of  Amber  Bay.  approximate 
latitude    56  52'    N..    longitude    157  24'    W.; 

Southwesterly,  along  line  of  mean  high 
tide.  Amber  Bay.  Anlakchak  Bay.  Sitkum  Bay, 
around  Cape  Kumllum  to  a  point  on  west 
shore  of  Hook  Bay.  approximate  latitude 
56  32'  N..  longitude  158  09'  W.; 

Northwesterly.  In  a  straight  line  to  the 
point  of  beginning. 

The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
1.024,000  acies. 

These  lands  are  in  general  rough  and 
mountainous.  The  vegetative  cover 
consists  chiefly  of  native  grasses,  moss, 
and  brush.  Some  of  the  land  may  have 
value  for  grazing  purposes. 

C.  GiR.ARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

February  18,  1949. 

|F.    R     Doc.    49  1569;    Filed.    Mar     3.    1949; 
8:47  a.  m.) 


Public  Land  Order  No.  74  of  January 
1.  1^43.  reserving  certain  of  the  above- 
described  lands  for  the  use  of  the  War 
Department  for  aviation  purposes,  is 
hereby  revoked. 

C.   GiRARD   D.WIDSON. 

Assistant  Secretary  of  the  Interior. 
February  18,  1949. 

|F.    R.    Doc.    49-1568;    Filed.    Mar.    2,    1949. 
8:47  a.  m.) 


[Public  Land  Order  5631 

California 

reserving  cert.mn  public  lands  as  air- 
navig.ation  site  withdhawal  no  251. 
and  revoking  public  land  order  no.  74 
of  j.anuary  1,  194  3 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  and 
section  4  of  the  act  of  May  24.  1928.  c. 
728.  45  Stat.  729  (49  U.  S.  C.  214),  U  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  in  Cali- 
fornia are  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  public- 
land  laws  and  reserved  for  the  use  of  the 
Civil  Aeronautics  Administration.  De- 
partment of  Commerce,  in  the  mainte- 
nance of  air-navigation  facilities,  the 
reservation  to  be  known  as  Air-Naviga- 
tion Site  Withdrawal  No.  251: 
San  Bernardino  Meridian 

T.  5  S  .  R.  16  E.. 
Sec.  4.  S'j; 

Sec.  5.  E',:SW'4   and  SE';*. 
Sec.  8.  E'i  and  E\.V/\i; 
Sec    9' 
Sec.  17.  N'^NE'^  and  NE'.;NW«4- 

The  areas  described  aggregate  1.800 
acres. 

Jt  is  intended  that  these  lands  shall  be 
returned  to  the  administration  of  the 
Department  of  the  Interior  when  they 
are  no  longer  needed  for  the  purpose  for 
which  they  are  reserved. 

The  reservation  made  by  this  order 
shall  take  precedence  over,  but  not  mod- 
ify, the  withdrawal  for  classification 
made  by  Executive  Order  No.  6910  of 
November  26.  1934.  as  amended,  so  far 
as  it  affects  the  above-described  lands. 


I  Public  Land  Order  564) 

ALASKA 

RESER\aNG  PUBLIC  LAND  FOR  USE  AS  AN 
ADMINISTRATIVE  SITE.  AND  PARTIALLY 
REVC>KINC  EXECUTIVE  ORDER  NO.  6269  OF 
SEI'TEMBER  6,   1933 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24, 1943.  it  js  ordered 
as  follows: 

Subject  to  valid  existing  rights,  the 
tract  of  public  land  in  Ala.ska  described 
below  by  metes  and  bounds  is  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public  land  laws.  Includ- 
ing the  mining  laws  but  not  the  mineral 
leasing  laws,  and  reserved  for  use  by  the 
Forest  Service.  Department  of  Agricul- 
ture, as  a  marjfie  station  in  connection 
with  the  administration  of  the  Southern 
Division  of  the  Tonga^ss  National  Forest : 

Beginning  at  corner  No.  4MC.  of  U.  S.  Sur- 
vey 1079,  thence  by  metes  and  bounds: 

N.  24^  04'  E.  4.00  chains  along  line  3-4  of 
U.  S  S.  1079; 

S   65^  56'  E  .  2.70  chains; 

S.  24=>  04'  W..  3  65  chains  to  south  edge 
of  North  Tongass  Highway; 

S.  63''  58'  E..  3.31  chains  along  south  right- 
of-way  North  Tongass  Highway; 

S.  24^  04'  W..  0.84  chains  to  mean  high  tide 
line  of  Tongass  narrows; 

Tlience  by  meanders  of  the  high  tide  line 

N.  60°  15'  W  ,  3  75  chains; 

N  69'  45'  W  .  0.70  chains; 

N.  55"  30'  W..  1.60  chains  to  point  of  be- 
ginning, excepting  therefrom  sixty-foot  right- 
of-way  for  the  North  Tongass  Highway  de- 
scribed as  follows: 

Beginning  at  a  point  from  which  corner 
No.  4M.C.  of  U.  S.  Survey  1079  bears  S.  24' 
04'  W..  0  45  chains  (29.7  feet)  thence  by  metei 
and  boinids: 

N.  24'  04'  E.,  60.00  feet: 

S.  63     58'  E .  180.00  feet; 

S.  24    04'  W.  60.00  feet; 

N.  63^  58'  W..  180.00  feet,  to  the  point  of 
beginning. 

The  area  described  exclusive  of  the 
sixty-foot  right-of-way  for  the  North 
Tongass  Highway  contains  approxi- 
mately 1.13  acres. 

Executive  Order  No.  6269  of  September 
6,  1933.  reserving  the  tract  designated 
U.  S.  Survey  1079  for  use  by  the  Wash- 
ington-Alaska Military  Cable  and  Tele- 
graph System,  is  hereby  revoked  so  far 
as  It  affects  the  above-described  land. 

It  is  Intended  that  the  public  land  de- 
scribed herein  shall  be  restored  to  the 
administration  of  the  Department  of  the 
Interior  when  it  is  no  longer  needed  for 
the  purpose  for  which  it  Is  reserved. 

J.  A.  Kruo. 
Secretary  of  the  Interior. 

February  21.  1949. 

|F.    R.    Doc.    49  1570;    Filed.    Mar.    2,    1949; 
8:47  a.  m.) 


Thursday,  March  3,  1949 

TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Part  14 — Uniform  System  of  Accottnts 
FOR  Electric  Railways 

OPERATION   OF   COMMUNICATION    SYSTEMS 

At  a  session  of  the  Interstate  Com- 
merce Commission,  division  1.  held  at  Its 
office  in  Washington.  D.  C,  on  the  16th 
day  of  February  A.  D.  1949. 

The  matter  of  the  "Uniform  System 
of  Accounts  for  Electric  Railways,  Issue 
of  1947."  being  under  consideration  by 
the  divsion  pursuant  to  the  provisions  of 
section  20  of  the  Interstate  Commerce 
Act  as  amended,  and  the  modifications 
thereof  which  are  attached  hereto  and 
made  a  part  hereof  being  deemed  neces- 
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sary  for  proper  administration  of  Part  I 
of  the  act  (54  Stat.  917,  49  U.  8.  C. 
20  (3)),  It  Is  ordered,  that: 

(1)  Objections  may  he  /lied.  Any 
Interested  party  may  on  or  before  March 
31.  1949,  file  with  the  Commission  a 
written  statement  of  reasons  why  the 
said  modifications  should  not  become 
effective  as  hereinafter  ordered  and  may 
request  oral  argument  thereon. 

'2)  Effective  date.  Unless  otherwise 
ordered  after  consideration  of  such  ob- 
jections, the  said  modifications  shall  be-; 
come  effective  May  1,  1949. 

(3)  Notice.  A  copy  of  this  order  and 
the  attached  modifications  shall  be 
served  upon  every  carrier  by  railroad 
independently  operated  as  an  electric 
line  subject  to  the  act,  and  upon  every 
trustee,  receiver,  executor,  administrator, 
or  assignee  of  any  such  carrier,  and 
notice  of  this  order  shall  be  given  to  the 
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general  public  by  depositing  a  copy 
thereof  in  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C. 
and  by  filing  It  with  the  Director  of  the 
Division  of  the  Federal  Register. 

By  the  Commission,  Division  1. 

[SEAL]  W.   p.   BARTEL. 

Secretary. 

MODIFICATIONS 

In  §  14.73  Operation  of  communica- 
tion systems,  cancel  the  note  to  the  ac- 
count and  substitute  the  following  for  it: 

Nott:  Repairs  of  telephone  and  telegraph 
lines  shall  not  be  charged  to  this  account, 
but  to  account  18.  "Communication  systems." 
The  cost  of  local  telephone  and  telegraph 
service  furnished  officials,  agents,  and  other 
employees  shall  be  included  In  the  accounts 
appropriate  for  their  office  expenses. 

|F.    R.    Doc.    49-1689;    Filed.    Mar.    2.    1949; 
8:52  a.  m.] 
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DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 
[  26  CFR,  Part  185  1 

Warehousing  of  Distilled  Spirits 

notice  of  proposed  RULE-MAKING 

A  notice  is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11. 1946.  that  the  regulations 
set  forth  In  tentative  form  below  are 
proposed  to  be  prescribed  by  the  Com- 
missioner of  Internal  Revenue,  with  the 
approval  of  the  Secretary  of  the  Treas- 
ury. Prior  to  the  final  adoption  of  such 
regulations,  consideration  will  be  given 
to  any  data,  views,  or  arguments  pertain- 
ing thereto,  which  are  submitted  In  writ- 
ing. In  duplicate,  to  the  Commissioner  of 
Internal  Revenue,  Washington  25,  D.  C, 
within  the  period  of  30  days  from  the 
date  of  this  notice  in  the  Federal  Reg- 
ister. The  proposed  regulations  are  to 
be  issued  under  the  authority  of  sections 
3037.  3170.  3176.  and  3953  (a).  Internal 
Revenue  Code  t26  U.  S.  C.  3037.  3170. 
3176,  and  3953  (a)). 

[seal]  Daniel  A.  Bolich. 

Acting  Commissioner 
of  Internal  Revenue. 

1.  Sections  185.217.  185.234.  185  238, 
185  239.  185.240.  185.241,  185.243.  185.244. 
185.247.  and  185.248  of  Regulations  10 
(26  CFR.  Part  185).  approved  May  20. 
1940.  relating  to  the  warehousing  of  dis- 
tilled spirits,  are  amended,  as  hereinafter 
provided,  and  §  185.237  of  such  regula- 
tions is  revoked. 

2.  The  amendment  of  §  185.217  is  for 
the  purpose  of  requiring  the  storekeeper- 
gauger  to  note  the  records  covering  the 
transfer  of  packages  In  bond  to  show,  for 
credit  purposes,  the  quantity  of  distilled 
spirits  allowed  pursuant  to  a  claim  for 
remission  of  tax  where  a  loss  has  been 
sustained.  The  remaining  amendments 
are  designed  to  establish  appropriate 
limitations   and   requirements   for   the 


withdrawal  by  proprietors  of  samples  of 
distilled  spirits  stored  in  internal  revenue 
bonded  warehouses  in  packages  and 
tanks  for  laboratory  analysis  (including 
organoleptic  examination ) .  and  for  other 
purposes  in  the  case  of  brandy  and  fruit 
spirits  as  provided  by  law. 

§  185.217  Remission  of  tax.  If  the 
entire  contents  of  a  container  are  lost 
by  theft,  accident,  or  otherwise  than  by 
leakage  or  evaporation,  and  a  claim  for 
remission  of  the  tax  Is  allowed,  the  dis- 
trict supervisor  will  take  credit  for  the 
allowance  in  the  appropriate  bonded 
spirits  account.  Form  1514.  upon  receipt 
of  notice  from  the  Commissioner  of  the 
allowance.  If  the  tax  is  remitted  on  a 
portion  of  the  contents  of  a  container 
still  in  bond,  the  district  supervisor  will 
Instruct  the  storekeeper-gauger  to  affix . 
to  the  container  a  label  showing  the 
number  of  proof  gallons  on  which  the 
tax  has  been  remitted,  the  date  of  al- 
lowance, and  bearing  the  signature  and 
title  of  the  storekeeper-gauger.  The 
storekeeper-gauger  will,  upon  labeling 
the  container,  note  such  data  on  the 
Form  1520,  1619.  or  1620.  covering  the 
deposit  of  the  spirits  in  the  warehouse. 
In  the  event  any  .such  container  is  trans- 
ferred in  bond  to  another  warehouse,  the 
data  relating  to  remission  of  the  tax 
will  be  transcribed  by  the  storekeeper- 
gauger  to  Form  1619  or  1620.  covering 
the  transfer.  (Sees.  3170,  3176.  and 
3953  (aM.  R.  C.) 

§  185.234  Number  and  size.  Samples 
of  brandy  or  fruit  spirits  for  laboratory 
analysis  (Including  organoleptic  exami- 
nation) must  be  taken  from  packages 
designated  as  sample  packages  or  from 
storage  tanks.  Except  upon  authority 
of  the  district  supervisor  or  the  Com- 
missioner, not  more  than  one  sample 
may  be  removed  from  any  sample  pack- 
age or  from  the  same  lot  of  brandy  or 
fruit  spirits  In  a  storage  tank  In  a  period 
of  six  months.  The  number  of  pack- 
ages that  may  be  designated  as  sample 


packages  shall  be  limited,  as  to  each  kind 
of  brandy  or  fruit  spirits  and  each  type  of 
cooperage  (as  designated  by  the  manda- 
tory marks  and  brands  on  the  packages  i . 
to  not  more  than  one  in  each  twenty-five 
packages  of  any  such  lot  of  brandy  or 
fruit  spirits  of  the  same  entry  gauge  on 
storage  in  the  warehouse:  Provided, 
That  where  less  than  twenty-five  pack- 
ages of  any  such  lot  of  brandy  or  fruit 
spirits  are  on  storage,  one  package  In 
the  lot  may  be  designated  as  a  sample 
package.  Samples  for  organoleptic  ex- 
amination only  may  not  exceed  one-half 
pint.  Samples  for  laboratory  analysis 
may  not  exceed  one  pint.  Such  samples 
may  be  withdrawn  upon  approval  by  the 
storekeeper-gauger  in  charge  at  the 
warehouse  of  a  written  application  filed 
in  accordance  with  the  provisions  of 
S  185.240.  In  any  instance  where  a  one- 
pint  sample  is  found  to  be  an  insufficient 
quantity  for  laboratory  analysis,  the  dis- 
trict supervisor,  upon  receipt  of  a  state- 
ment showing  the  necessity  for  an  ad- 
ditional quantity,  may  authorize  the 
withdrawal  of  an  additional  sample,  not 
to  exceed  one  pint,  from  any  designated 
sample  package  or  storage  tank.  The 
withdrawal  in  excess  of  these  limitations 
of  tax-free  samples  of  brandy  or  fruit 
spirits  shall  not  be  permitted,  unless  It 
Is  shown  that  such  samples  are  insuffi- 
cient for  the  purpose  intended,  and  the 
Commissioner  authorizes  the  withdrawal 
of  additional  samples.  (Sees.  3037.  3176 
I.  R.  C.) 

?  185.238  Limitation  on  number,  size, 
and  use  of  samples  of  distilled  spirits 
other  than  brandy  or  fruit  spirits.  Sam- 
ples of  distilled  spirits  other  than  brandy 
or  fruit  spirits  may  be  taken  only  for 
organoleptic  examination  or  analytical 
purposes  from  packages  designated  as 
sample  packages  and  from  storage  tanks. 
Except  upon  authority  of  the  district  su- 
pervisor or  the  Comml.ssloner.  not  more 
than  one  sample  may  be  removed  from 
any  sample  package  or  from  the  same 
lot  of  spirits  in  a  storage  tank  in  a  period 
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of  six  months.   The  number  of  packages 
that  may  be  designated  as  sample  pack- 
ages shall  be  limited,  as  to  each  kind  of 
spirits  and  each  type  of  cooperage  (as 
designated  by  the  mandatory  marks  and 
brands  on  the  packages),  to  not  more 
than  one  in  each  twenty-five  packages 
of  any  lot  of  spirits  of  the  same  day's 
production  on  storage  in  the  warehouse: 
Provided.  That  where  less  than  twenty- 
five  packages  of  any  such  lot  of  spirits 
are  on  storage,  one  package  in  the  lot 
may  be  designated  as  a  sample  package. 
Samples   for  organoleptic  examination 
may  not  exceed  one-half  pint  from  any 
package  or  storage  tank.     Samples  for 
laboratory  analysis  may  not  exceed  one 
pint  from  any  package  or  storage  tank. 
Such  samples  may  be  withdrawn  upon 
approval  by  the  storekeeper-gauger  in 
charge  at  the  warehouse  of  a  written 
application  filed  in  accordance  with  the 
provisions  of  S  185.240.    In  any  instance 
where  a  one-pint  sample  is  found  to  be 
an  insufficient  quantity  for  laboratory 
analysis,  the  district  supervisor,  upon  re- 
ceipt of  a  statement  showing  the  neces- 
sity   for    an    additional    quantity,    may 
authorize  the  withdrawal  of  an   addi- 
tional sample,  not  to  exceed  one  pint, 
from  any  designated  sample  package  or 
storage  tank.    The  withdrawal  of  sam- 
ples in  excess  of  these  limitations  shall 
not  be  authorized  unless  it  Is  shown  that 
such  samples  are  insufficient  for  the  pur- 
pose  Intended,   and   the  Commissioner 
authorizes  the  withdrawal  of  additional 
samples.     (Sec.  3176,  I.  R.  O 

§  185.239  Disposition  of  samples. 
Samples  of  distilled  spirits  other  than 
brandy  or  fruit  spirits  must  be  used 
solely  for  chemical  analysis  or  organo- 
leptic examination.  They  may  not  be 
furnished  to  salesmen  and  dealers  for 
advertising  or  soliciting  purposes.  Where 
spirits  are  sold  subject  to  approval  as 
to  quality,  a  sample  taken  pursuant  to 
the  provisions  of  §5  185.238.  185.240,  and 
185.241.  may  be  furnished  the  purchaser. 
Remnants  or  residues  of  samples  remain- 
ing after  analysis  or  examination  and 
which  are  not  desired  for  retention  as 
laboratory  specimens  or  for  further 
analysis  or  examination,  should  be  re- 
turned to  vessels  in  the  distilling  system 
containing  similar  spirits  where  the 
warehouse  is  on  or  contiguous  to  the 
distillery  premises,  unless  the  condition 
of  the  remnants  or  residues  is  such  as  to 
render  them  unsuitable  for  such  dispo- 
sition. If  such  remnants  or  residues  of 
samples  are  not  returned  to  the  distilling 
system,  they  should  be  destroyed.  (Sec. 
3176,  I.  R  C.) 

5  185.240  Application  —  (a>  Samples 
for  organoleptic  examination  or  labora- 
tory analysis,  and  tax-paid  samples  of 
brandy  for  other  purposes.  When  the 
warehouseman  desires  to  procure  sam- 
ples for  organoleptic  examination,  sam- 
ple.'<  not  in  excess  of  one  pint  for  labora- 
tory analysis,  or  tax-paid  samples  of 
brandy  or  fruit  spirits  for  other  purposes. 
he  shall  make  application  In  triplicate  to 
the  storekeeper-gauger  in  charge  at  the 
warehouse.  The  application  shall  be 
given  a  serial  number,  beginning  with  "1" 
for  the  first  application  and  running  con- 
secutively thereafter.  The  application 
shall  show  iD  the  kind  of  spirits,  (2)  the 
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name  of  the  disUller,  (3)  the  registered 
number  of  the  distillery  and  the  State  In 
which  located.  (4)  the  serial  numbers  of 
the  packajges  or  storage  tanks  from  which 
the  samples  are  to  be  removed.  (5)  the 
dates  of  entry  for  deposit.  c6)  the  type  of 
cooperage.  (7)  If  the  samples  are  to  be 
removed  from  sample  packages,  the  dates 
the  packages  were  received  In  the  ware- 
house. <8)  whether,  in  the  case  of  brandy 
or  fruit  spirits,  the  samples  are  desired 
for  organoleptic  examination  or  labora- 
tory analysis  tax-free,  or  for  other  pur- 
poses subject  to  payment  of  tax.  i9) 
whether,  in  the  case  of  spirits  other  than 
brandy  or  fruit  spirits,  the  samples  are 
required  for  organoleptic  examination  or 
for  laboratory  analysis.  (10)  the  reasons 
why  the  samples  are  desired,  and  (11) 
the  size  of  each  sample  to  be  taken. 

(b>  Additional  samples  for  laboratory 
analysis.  Where  the  warehouseman  has 
found  a  pint  sample  to  have  been  a'n  in- 
sufficient quantity  for  analysis,  and  de- 
sires an  additional  one-pint  sample,  he 
shall  make  application  in  triplicate, 
through  the  storekeeper-gauger  In 
charge  at  the  warehouse,  to  the  district 
supervisor.  The  application  shall  be 
given  a  serial  number  within  the  series 
prescribed  in  paragraph  ta)  of  this  sec- 
tion. The  application  shall  show  the  in- 
formation called  for  in  subparagraphs 
(1)  through  til)  of  paragraph  >&>. 

(c)  Other  samples.  Where  the  ware- 
houseman desires  samples  in  excess  of 
the  number  or  quantities  which  may  be 
authorized  by  the  .storekeeper-gauger  or 
the  district  supervisor,  he  shall  make 
application,  in  quadruplicate,  through 
the  storekeeper-gauger  in  charge  at  the 
warehou;se.  to  ttie  Commissioner.  The 
application  shall  be  given  a  serial  num- 
ber within  the  series  prescribed  in  para- 
graph ia>  of  this  section  and  shall  show 
the  information  called  for  in  subpara- 
graphs tl)  through  ai>  of  paragraph 
(a).     <Secs.  3037.  3176.  I.  R.  O 

§  185.241     Aprproval   of   application— 
,(a)  By  the  storekeeper-gauger  in  charge 
'at  the  warehouse.     Upon  receipt  of  an 
application  for  the  withdrawal  of  sam- 
ples in  quantities  not  to  exceed  one-half 
pint  for  organoleptic  examination  or  in 
quantities   not   to   exceed   one  pint   for 
laboratory    analysis,    or    for   the   with- 
drawal of  tax-paid  samples  of  brandy 
or  fruit  spirits  from  any  package  or  stor- 
age tank,  the  storekeeper-gauger  shall 
determine  from  his  records  whether.  In 
the    case    of    packages,    the    designated 
packages  are  eligible  for  sampling  or.  In 
the  case  of  spirits  In  storage  tanks,  the 
lot  of  spirits  contained  In  a  tank  Is  elig- 
ible for  sampling.    If  he  .shall  find  the 
number  and  quantities  of  samples  to  be 
taken  do  not  exceed  the  number  and 
quantities    permitted    under    55  185.234. 
185.236,  or  185.238,  as  the  case  may  be, 
he  may  authorize  the  withdrawal  of  the 
samples.     In   the  case  of   samples   for 
laboratory    analysis,    the    storekeeper- 
gauger   should    assure    himself    of    the 
propriety  of   the  request.     If   he  finds 
upon  examination  of  his  records  that 
the  number  of  quantities  desired  are  In 
excess  of  the  number  or  quantities  per- 
mitted, he  shall  write  upon  each  copy  of 
the  application  a  statement  disclosing 
the  reasons  why  the  samples  may  not 
be   removed.     The   storekeeper-gauger. 


upon  approval  or  disapproval  of  the  ap- 
plication, shall  return  one  copy  to  the 
warehouseman,  forward  one  copy  to  the 
district  supervisor,  and  retain  the  orig- 
inal copy  In  his  office. 

(b)   By  the  district  supervisor.    Upon 
receipt  of  an  application  for  an  addi- 
tional sample  for  laboratory  analysis,  the 
storekeeper-gauger  shall  determine  from 
his  records  whether  an  additional  sample 
may  be  authorized  under  the  limitations 
of  S  185.234  or  5  185.238.  as  the  case  may 
be.     If  he  finds  the  additional  sample 
may  not  be  authorized  under  the  limita- 
tions, he  shall  write  upon  each  copy  of 
the   application,   over   his  signature,   a 
statement  showing  the  reasons  why  the 
sample  may  not  be  withdrawn.    In  such 
case,  he  shall  return  ore  copy  to  the  pro- 
prietor, forward  one  copy  to  the  district 
supervisor,   and  retain   the  original  in 
his   office.     If   he   finds   the   additional 
sample  may  be  authorized,  he  shall  note 
such  fact  upon  the  application,  over  his 
signature,  and  shall  forward  the  applica- 
tion to  the  district  supervisor  with  his 
recommendation.     The   district   super- 
visor shall  determine  from  the  facts  pre- 
sented  whether  the  additional  sample 
is  necessary  for  the  proposed  type  of 
laboratory  analysis  and  shall  thereupon 
approve  or  disapprove  the  application. 
He  shall  retain  a  copy  In  his  office  and 
return  the  original  and  one  copy  to  the 
storekeeper-gauger    at    the    warehouse, 
who  shall  file  the  original  and  return 
the  copy  to  the  applicant.     (Sees.  3037 
and  3176,  I.  R.  C.) 

(c)  By  the  Commissioner.  Upon  re- 
ceipt of  an  application  to  the  Commis- 
sioner for  authorization  to  withdraw 
samples,  the  storekeeper-gauger  shall 
note  upon  each  copy  of  the  application 
the  number  and  quantities  of  samples 
which  have  been  removed  from  each 
package  and  from  each  lot  represented. 
The  storekeeper-gauger  .shall  thereupon 
forward  all  copies  of  the  application  to 
the  district  supervisor,  who  shall  trans- 
mit all  copies  to  the  Commissioner  with 
his  recommendation.  Upon  approval  or 
disapproval  of  the  application,  three 
copies  shall  be  returned  to  the  district 
supervisor,  who  shall  retain  a  copy  and 
return  the  original  and  one  copy  to  the 
storekeeper-gauger  at  the  warehouse. 
The  storekeeper-gauger  shall  file  the 
original  and  return  the  remaining  copy  to 
ihe  applicant.    (Sees.  3037,  3176, 1.  R.  O 

5  185  243  Label.  At  the  time  of  the 
withdrawal  of  a  sample  the  proprietor 
shall  prepare  a  label  and  a  copy  thereof. 
The  label  and  copy  shall  be  prepared  on 
a  standard  size  paper  having  dimensions 
of  3"  x  5".  The  proprietor  shall  show  on 
the  label  and  on  the  copy,  in  the  order 
listed  and  upon  separate  lines,  the  fol- 
lowing information: 

1.  The  word  "Sample;" 

2.  The  serial  number  of  the  approved  appli- 
cation covering  the  withdrawal  of  the  spirits; 

3.  The  kind  of  spirits; 

4.  The  serial  number  of  the  container  from 
which  removed; 

5.  The  name  of  the  distiller,  followed  by 
the  registered  number  of  the  distillery  and 
the  name  of  the  State  In  which  located; 

a.  The  purpose  for  which  the  sample  U 
Intended; 

7.  Tlie  size  of  the  sample  and.  In  regard  to 
fruit  spirits  and  brandy,  the  quantity  In 
proof  gallons  extended  to  the  4th  decimal 
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place  (the  proof  gallon  content  need  not 
be  shown  on  samples  of  other  spirits); 

8.  The  name  of  the  warehouseman,  fol- 
lowed by  the  registered  number  of  the  ware- 
house and  the  name  of  the  State  In  which 
located. 

Upon  completion,  the  label  and  the  copy 
shall  be  presented  to  the  storekeeper- 
gauger.  who  shall  verify  the  accuracy  of 
the  data  thereon,  date  and  sign  both 
copies,  and  supervise  the  affixing  of  the 
label  to  the  sample  container.  Where  the 
sample  is  taken  from  a  container  of  fruit 
spirits  or  brandy,  the  storekeeper-gauger 
shall  write  upon  the  copy  of  the  label  a 
statement  showing  whether  the  sample 
was  procured  tax-free  or  subject  to  pay- 
ment of  tax.  The  copy  of  the  label  shall 
be  filed  by  the  storekeeper-gauger  In  ac- 
cordance with  the  provisions  of  S  185.244. 
(Sees.  3037.  3176.  I.  R.  C.) 

§  185.244  Office  record.  The  proprie- 
tor shall  furnish  sufficient  3  x  5  file  cases 
for  the  filing  and  retention  of  sample 
records.  The  copijes  of  the  labels  shall 
be  kept  by  the  storekeep>er-gauger  as  a 
record  of  samples  removed  and  shall  be 
filed  numerically  by  package  or  tank 
serial  number  under  the  name  and  num- 
ber of  the  producing  distiller.  The  rec- 
ord shall  be  maintained  as  an  active 
file  for  each  sample  package  and  for 
each  storage  tank  from  which  samples 
are  withdrawn,  during  the  period  such 
packages  or  spirits  contained  In  such 
storage  tanks  are  on  storage  in  the 
warehouse.  At  the  time  of  preparing 
Form  1520  or  Form  1619  covering  the  re- 
moval of  a  sample  package,  or  upon  the 
emptying  of  a  storage  tank  from  which 
samples  had  been  taken,  the  copies  of 
labels  covering  samples  removed  from 
such  package  or  storage  tank  shall  be 
removed  from  the  active  file  to  an  In- 
active file  for  storage.  (Sees.  3037.  3176, 
I.  R.  C.) 

§  185.247  Credit  upon  withdrawal  of 
brandy  or  fruit  spirits.  Upon  the  with- 
drawal from  bond  of  a  package  of 
brandy  or  fruit  spirits  from  which 
samples  have  been  removed,  the  store- 
keeper-gauger shall  Interline  in  appro- 
priate places  on  the  withdrawal  applica- 
tion. Forms  179.  206,  257,  655,  or  1518, 
or  permit.  Form  1508,  and  in  the  loss  al- 
lowed column  of  the  report  of  withdrawal 
gauge.  Form  1520,  the  total  quantity 
(fractions  of  less  than  one-tenth  gallon 
being  disregarded)  of  the  taxable  sam- 
ples and,  separately,  the  total  quantity 
(fractions  of  less  than  one-tenth  gallon 
being  disregarded)  of  tax-free  samples 
removed  from  the  package  followed  by 
the  words  "samples  taxpald"  and  "sam- 
ples tax  free."  respectively.  The  total 
quantity  of  all  samples  taken  from  the 
package  shall  be  deducted  with  the  al- 
lowable loss  In  calculating  (a)  the  tax- 
able gallons  If  the  package  Is  withdrawn 
upon  payment  of  tax,  or  (b>  the  taxable 
loss,  If  any.  If  the  package  Is  withdrawn 
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without  payment  of  tax.  Should  the 
package  be  transferred  in  bond  to  an- 
other warehouse  the  storekeeper-gauger 
shall  make  like  entries  on  Form  1619  In 
order  that  similar  adjustments  may  be 
made  when  the  package  Is  withdrawn 
from  the  receiving  warehouse.  Upon  the 
removal  of  a  package  from  bond,  the 
quantity  withdrawn  as  samples  shall  also 
be  entered  by  the  storekeeper-gauger  on 
Form  1513  as  withdrawn  taxpald  or  tax- 
free,  as  the  case  may  be.  Credit  shall 
be  given  similarly  upon  the  emptying  of 
a  storage  tank  from  which  samples  of 
bran<Jy  or  fruit  spirits  were  taken. 
(Sees.  3037,  3176.  I.  R.  C.) 

§  185.248  Report  of  taxable  samples. 
Each  day  taxable  samples  of  brandy  or 
fruit  spirits  are  withdrawn  the  store- 
keeper-gauger shall  enter  on  Form  1615, 
in  quadruplicate,  a  record  of  the  taxable 
samples  removed.  All  the  information 
called  for  by  the  form  shall  be.furnished. 
At  the  end  of  each  month  the  store- 
keeper-gauger shall  complete  the  report, 
retain  one  copy  of  the  form  and  deliver 
the  remaining  three  copies  to  the  ware- 
houseman. wl>o  shall  forward  the  three 
copies  to  the  collector  with  remittance 
for  the  tax  due.  The  collector  shall  exe- 
cute his  certificate  of  taxpayment  on 
each  copy  of  the  form,  retain  one  copy, 
and  return  the  remaining  two  copies  to 
the  warehoiiseman,  who  will  retain  one 
copy  and  deliver  the  other  copy  to  the 
storekeeper-gauger.  The  storekeeper- 
gauger  shall  note  the  taxpayment  on  his 
retained  copy  and  forward  the  other 
copy  to  the  district  supervisor.  (Sees. 
3037,  3176.  I.  R.  C.) 

3.  This  Treasury  decision  shall  be 
effective  on  the  31st  day  following  the 
date  of  Its  publication  In  the  Federal 
Register. 

|F.   R.    Doc.   49-1592;    Piled.   Mar.   2.    1949; 
8;64  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  17CFR,  Part240  1 

Exemption  or  Certain  Traksactions  In- 
volving Securities  Acqihred  Under 
BoNirs  Plans 

NOTICE    or    PROPOSED    RULE    MAKING 

Notice  is  hereby  given  that  the  Se- 
curities and  Exchange  Commission  has 
under  consideration  a  proposal  for  the 
amendment  of  §  240.16b-3  (Rule  X-16B- 
3)  under  the  Securities  Exchange  Act  of 
1934.  The  action  Is  proposed  pursuant 
to  section  16  (b)  of  the  act  which  au- 
thorizes the  Commission  to  exempt 
therefrom  any  transaction  or  transac- 
tions not  comprehended  within  the  pur- 
pose of  that  section. 
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Section  16  (b)  of  the  act  provides  in 
general  that  where  any  director  or  of- 
ficer of  the  issuer  of  a  registered  security 
or  any  beneficial  owner  of  more  than 
ten  percent  of  any  class  of  such  security 
has  realized  a  profit  from  any  purchase 
and  sale,  or  sale  and  purcha.se,  of  any 
equity  security  of  the  is.suer.  within  any 
period  of  less  than  six  months,  such 
profit  may  be  recovered  by  the  Issuer. 
It  Is  proposed  to  revise  Rule  X-16B-3, 
which  in  its  present  form  is  ob.solete,  so 
as  to  provide  an  exemption  under  this 
section  of  the  act  with  respect  to  cer- 
tain transactions  in  securities  acquired 
by  an  officer  under  a  bonus  plan 
approved  by  security  holders.  The 
proposed  text  of  the  revised  rule  Is  as 
follows: 

§  240.16b-3  Exemption  from  section 
16  (b)  of  certain  transactions  involving 
securities  acquired  under  bonus  plans. 
Any  transaction  involving  the  purchase 
and  sale,  or  sale  and  purchase,  of  an 
equity  security,  other  Xhan  a  convertible 
security  or  an  option,  warrant  or  right  to 
purchase  a  security,  by  an  officer  of  the 
issuer  of  such  security  shall  be  exempt 
from  the  operation  of  section  16  (b)  of 
the  act  under  the  following  clrcimi- 
stances : 

(a>  The  purchase  Involved  In  the 
transaction  was  made  by  the  officer 
directly  from  the  Issuer  pur.':uant  to  a 
bonus  plan  approved  by  security  holders 
at  a  meeting  with  respect  to  which 
proxies  were  solicited  in  accordance  with 
§§240.14a-l  to240.14a-9. 

(b)  The  security  .so  purchased  was  ac- 
quired by  the  officer  solely  in  considera- 
tion of  services  as  an  officer  of  the  issuer. 

(c)  The  amount  of  securities  so  ac- 
quired by  each  officer  pursuant  to  the 
bonus  plan  was  subject  to  the  discretion 
of  an  Independent  committee  of  three  or 
more  members,  none  of  whom  were  en- 
titled to  participate  In  such  plan  or  in 
any  other  bonus  or  profit-sharing  plan 
provided  by  the  Issuer  or  any  of  its  af- 
filiates. 

(d)  The  aggregate  amount  of  securi- 
ties which  the  officer  and  other  par- 
ticipants In  the  plan  acquired  pursuant 
to  the  plan  was  contingent  upon,  and 
computed  upon  the  basis  of,  net  profits 
of  the  issuer  for  the  period  in  which  the 
services  of  the  officer  were  rendered. 

All  Interested  persons  are  Invited  to 
submit  data,  views  and  comments  on  the 
above  proposal  in  writing  to  the  Securi- 
ties and  Exchange  Commission  at  Its 
principal  office,  425  Second  Street  NW., 
Washington  25,  D.  C,  on  or  before  March 
10,  1949. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 
Pmruary  24,  1949. 

[F.    R.    Doc.    49-1588;    Filed,    Mar.    2,    1949; 
8:52  a.  m.) 
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DEPARTMENT  OF  STATE 

(Public  Notice  2) 

Organization 

miscellaneous  amendments 

The  Organization  Regulations  ffor- 
merly  22  CFR.  Part  1)  are  hereby  amend- 
ed as  set  forth  below. 

1.  The  section  titled  Assistant  Sec- 
retary— Economic  Affairs  (formerly 
S  1.500)  Is  amended  by  the  revision  of 
paragraphs  <b>  (4)  and  (O  as  follows: 

(b»  Major  functions.  •  •  • 
(4)  Through  a  Secretariat  for  the 
Executive  Committee  on  Economic  For- 
eign Policy  and  the  Interdepartmental 
Committee  on  International  Social  Pol- 
icy: 

(a)  Anticipates  and  brings  to  the  at- 
tention of  these  committees  for  coordi- 
nation and  policy  recommendations, 
problems  arising  in  the  Federal  agencies 
that  involve  United  States  foreign  eco- 
nomic and  social  relations. 

(b)  Recommends  procedure,  including 
the  establishment  of  subcommittees,  for 
the  disposition  of  the  problems. 

(c)  Coordinates  the  activities  of  these 
committees,  th^ir  subcommittees,  and 
other  related  interdepartmental  commit- 
tees, to  assure  full  coverage  on  all  ques- 
tions and  problems  to  avoid  overlapping 
and  conflict. 

(C)  Organization.  The  office  of  the 
Assistant  Secretary  consists  of  the  As- 
sistant Secretary.  Economic  Policy  In- 
formation Service,  and  Secretariat  for 
the  Executive  Committee  on  Economic 
Foreign  Policy,  and  the  Interdepart- 
mental Committee  on  International  So- 
cial Policy,  and  has  Jurisdiction  over  the 
Office  of  International  Trade  Policy. 
Office  of  Financial  and  Development 
Policy,  and  Office  of  the  Foreign  Liqui- 
dation Commissioner. 

2.  The  section  titled  Office  of  United 
Nations  Affairs  (formerly  §  1.1510)  is 
completely  revised  as  follows: 

Office  of  United  Nations  Affairs— <&"> 
Purpose.  To  insure  the  most  effective 
use  of  the  machinery  of  International 
organizations  in  the  conduct  of  foreign 
affairs  through  the  stimulation  and  co- 
ordination of  the  development  and  pres- 
entation of  constructive  policies  and 
programs  for  United  States  participation 
In  the  United  Nations  and  other  interna- 
tional organizations,  including  the  spe- 
cialized agencies  assigned  to  the  jurisdic- 
tion of  the  Office. 

(b»  Major  functions.  The  Office  per- 
forms the  following  functions: 

(1)  Serves  as  the  focal  point  in  the 
Department  for  coordination  and  In- 
tegration of  matters  relating  to  United 
States  participation  in  the  United 
Nations  and  other  international  organi- 
zations, including  specialized  agencies 
and  regional  organizations. 

(2>  Collaborates  with  other  offices  of 
the  Department  and  other  Federal 
agencies  in  the: 

(a)  Initiation  and  development,  recom- 
mendation, and  execution  of  United 
States  policy  on  problems  of  concern  to 
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the  United  Nations  and  other  Interna- 
tional organizations,  with  particular  ref- 
erence to  United  States  commitments  as 
a  member  of  the  United  Nations. 

(b)  Preparation  of  Instructions  to 
United  States  representatives  to  the 
United  Nations  and  Its  related  interna- 
tional specialized  and  regional  organiza- 
tions. 

(c)  Implementation  by  the  United 
States  of  decisions  and  recommendations 
of  the  United  Nations  and  other  Interna- 
tional organizations. 

(d)  Dissemination  of  information  to 
the  Department,  to  the  field,  and  through 
the  Office  of  Public  Affairs,  to  the  public 
regarding  the  United  States  participation 
In  the  United  Nations  and  other  Interna- 
tional organizations  assigned  to  the 
jurisdiction  of  the  Office. 

(3)  Has  primary  respxinsiblllty  for  the 
following  functions  performed  In  the  col- 
laboration with  other  offices  of  the  De- 
partment : 

(a»  Reviews  the  development  and 
execution  of  the  foreign  policy  of  the 
United  States  from  the  viewpoint  of  Its 
United  Nations  or  multilateral  aspects. 

(b)  On  the  basis  of  a  continuing  ap- 
praisal of  matters  affecting  the  United 
States,  prepares  recommendations  for 
the  development  of  the  United  Nations 
and  other  International  organizations  as 
instruments  for  the  constructive  develop- 
ment of  the  world  community. 

(r)  Reviews  the  constitutional,  organi- 
zational, and  administrative  aspects  of 
international  organizations  and  advises 
United  States  representatives  thereon. 

(d)  Interprets  the  provisions  of  the 
United  Nations  Charter  for  use  by  the 
Department,  other  Federal  agencies,  and 
United  States  representatives  to  the 
United  Nations. 

(e)  Prepares  the  reports  to  the  United 
Nations  required  by  the  Charter,  and  the 
reports  to  Congress  required  by  law. 

(/)  Anticipates  and  analyzes  problems 
that  are  likely  to  contribute  to  controver- 
sies which  may  be  brought  before  the 
United  Nations  and  related  International 
organizations,  and  recommends  pro- 
grams necessary  to  their  solution. 

(4)  Provides  reference  service  on  In- 
ternational-organization documentation. 

(5>  Directs  the  administration  of  the 
Office  and  Its  divisions.  Including  man- 
agement, fiscal,  personnel,  and  admin- 
istrative services. 

(c)  Organization.  The  Office  consists 
of  the  Office  of  the  Executive  Officer,  In- 
ternational Administration  Staff,  Ini'or- 
mation  and  Records  Staff,  Division  of 
United  Nations  Political  Affairs.  Division 
of  United  Nations  Economic  and  Social 
Affairs,  Division  of  International  Security 
Affairs,  and  Division  of  Dependent-Area 
Affairs. 

( 1 )  International  Administration  Staff : 

(a>  In  collaboration  with  offices  hav- 
ing sub.stantlve  responsibility,  studies 
and  coordinates  the  formulation  of 
United  States  policy  on  the  administra- 
tive and  budgetary  problems  of  the 
United  Nations  and  other  interna- 
tional organizations,  Including  special- 
ized agencies,  and  prepares  requests  and 


Justifications  for  appropriations  for 
United  States  contributions  to  such  or- 
ganizations; prepares  In.structlons  to  and 
provides  technical  advice  for.  United 
States  representatives  to  the  United  Na- 
tions and  other  International  organiza- 
tions on  these  matters. 

(b)  "Studies  and  Initiates  proposals  for 
the  development  of  the  Secretariat  of  the 
United  Nations  and  secretariats  of  spe- 
cialized agencies  and  regional  organiza- 
tions. 

(c)  Provides  .secretariat  service  and 
coordinates  preparations  for  the  United 
States  delegations  to  meetings  of  the 
General  Assembly;  coordinates  the  Im- 
plementation of  decisions  of  the  General 
Assembly;  and  develops  and  Interprets 
the  rules  of  procedure  of  international 
organizations. 

(d)  Maintains  liaison  with  the  appro- 
priate officers  of  the  Department  on 
legislative,  administrative,  and  legal 
problems  of  concern  to  the  Office  of 
United  Nations  Affairs. 

(2)   Information  and  Records  Staff: 

(a>  Collaborates  with  other  divisions 
of  the  Department  In  the  dissemination 
of  United  Nations  information  to  the' 
Department,  the  field,  and  the  public. 

(b»  Provides  the  central  point  for  the 
cataloging,  maintenance  and  circulation 
of  Department  files  of  documents  relat- 
ing to  International  organizations. 

(c>  Provides  reference  service  on  such 
documents  for  officers  of  the  Department, 
other  Government  agencies,  and  public 
and  private  organizations. 

(d>  Prepares  and  maintains  records 
of  interpretations  of  the  United  Nations 
and  specialized  agency  charters  and  prec- 
edents, and  United  States  policies  and  ob- 
ligations in  international  organizations. 

This  notice  will  be  effective  on  the  date 
of  publication  in  the  Federal  Register. 

For  the  Secretary  of  State. 

(seal!  Edward  B.  Wilder. 

Cfiit'f. 
Division  of  Organization  and  Budget. 

February  28.  1949. 

IF.    R.    Doc.    49-1593;    Filed,    Mar.    2,    1949; 
8:55  a.  m.| 


DEPARTMENT  OF  COMMERCE 

OflRce  of  Industry  Cooperation 

Voluntary  Plan  Under  Public  Law  395. 
80th  Congress,  for  Allocation  of 
Steel  Products  for  Farm-Type  Grain 
Storage  Bins 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  In  him  by  Public 
Law  395.  80th  Congress,  as  amended,  and 
Executive  Order  9919.  after  consultation 
with  representatives  of  the  steel  produc- 
ing and  storage  bin  manufacturing  In- 
dustries, and  with  the  Interested  govern- 
ment agencies,  and  after  expression  of 
the  views  of  Industry,  labor  and  the  pub- 
lic generally  at  an  open  public  hearing 
held  on  February  1,  1949,  has  determined 
that  the  following  plan  of  voluntary  ac- 
tion Is  practicable  and  is  appropriate  to 
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the  successful  carrying  out  of  the  policies 
set  forth  in  Public  Law  395.  as  amended: 

1.  Scope  and  purpose  of  Plan.  ,  This 
Plan  sets  up  the  procedure  under  which 
steel  producers  (hereinafter  called  Pro- 
ducers) agree  voluntarily  to  make  steel 
products  available  to  grain  storage  bin 
manufacturers  who  comply  with  the  pro- 
visions of  this  Plan  (hereinafter  called 
participating  Manufacturers  >,  for  use  in 
the  manufacture  of  cylindrical  steel  grain 
storage  bins  with  a  capacity  of  between 
approximately  750  to  3.000  bushels  and 
designed  primarily  for  use  on  the  farm 
(hereinafter  collectively  called  farm-type 
grain  storage  bins>. 

The  purpose  of  the  Plan  is  to  assist  the 
carrying  out  of  an  emergency  program 
of  the  United  States  Department  of  Agri- 
culture to  prevent  the  deterioration  and 
spoilage  of  grain  by  providing  Immediate 
relief  storage,  on  the  farm,  for  grain  in 
areas  having  a  critical  shortage  of  farm 
storage  facilities  for  the  purpose. 

Inasmuch  as  such  program  Is  an  emer- 
gency one,  the  Secretary  of  Commerce, 
in  determining  who  shall  be  eligible  to  be- 
come Participating  Manufacturers  under 
the  Plan,  will  designate  only  those  manu- 
facturers who  demonstrably  can  produce 
farm-type  grain  storage  bins  (as  previ- 
ously described)  needed  for  the  program 
and  make  such  bins  effectively  available 
to  farmers  in  the  critical  areas,  beginning 
not  later  than  May  1.  1949. 

2.  Agreement  by  steel  producers.  Dur- 
ing the  period  this  Plan  remains  In  effect. 
Producers  will,  out  of  their  own  produc- 
tion or  that  of  their  producing  subsid- 
iaries or  affiliates,  make  available  to 
participating  Manufacturers  a  total  of 
approximately  8,400  net  tons  of  steel 
products  per  month  (up  to  an  aggregate 
total  of  approximately  50,400  net  tons), 
distributed  by  types  approximately  as 
follows: 

Net  tons 
Type:  per  month 

Galvanized  aheets   18-26  ga 8,000 

Black  sheets  16  ga.  and  heavier 200 

Bar  Blze  angles 200 

Total  net  tons  per  month 8,400 

3.  Determination  of  Quantities  to  be 
furnished  by  respective  Producers.  Un- 
less otherwise  specified  In  Its  acceptance 
of  this  Plan,  the  quantities  to  be  made 
available  by  each  Producer,  as  its  com- 
mitment imder  this  Plan,  will  be  such  as 
the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  determines  to  be 
fair  and  equitable.  -  However.  up>on  re- 
quest of  the  Secretary  of  Commerce  from 
time  to  time,  each  Producer  will  give 
consideration  to  making  additional  quan- 
tities available.  Producers  will  take 
credit  against  their  commitments  under 
this  Plan  only  for  quantities  delivered  on 
orders  certified  In  accordance  with  para- 
graph 10  below. 

4.  Contractual  arrangements.  Such 
products  will  be  made  available  under 
such  contractual  arrangements  as  may 
be  made  by  the  respective  Producers,  or 
their  producing  subsidiaries  and  affili- 
ates, with  the  respective  participating 
Manufacturers.  No  request  or  authori- 
Eatlon  will  be  made  by  the  Department 
of  Commerce  relating  to  the  allocation 
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of  orders  or  customers,  the  delivery  of 
products,  the  allocation  of  business 
among  participating  Manufacturers,  or 
any  limitation  or  restriction  on  the  pro- 
duction or  marketing  of  any  products. 
This  Plan  does  not  authorize  nor  ap- 
prove any  fixing  of  prices,  and  partici- 
pation In  this  Plan  does  not  affect  the 
prices  or  terms  and  conditions  on  which 
any  product  Is  actually  sold  and  deliv- 
ered. 

5.  Limitations  as  to  types,  sizes  and 
Quantities.  A  Producer  need  make  avail- 
able under  this  Plan  only  those  products 
which  are  within  the  type  and  size  limi- 
tations of  the  mill  or  mills  which  it  may 
select  for  the  fulfillment  of  its  commit- 
ment under  this  Plan.  The  quantities 
which  it  may  have  undertaken  to  make 
available  in  any  month  may  be  reduced, 
or  at  its  option  their  delivery  may  be 
postponed,  in  direct  proportion  to  any 
production  losses  during  the  month  due 
to  cau.<5es  beyond  its  control. 

6.  Reports  from  steel  Producers.  Each 
Producer  will,  if  requested  by  the  Office 
of  Industry  Cooperation  of  the  Depart- 
ment of  Commerce  (subject  to  approval 
of  the  Bureau  of  the  Budget  under  the 
Federal  Reports  Act  of  1942),  submit  to 
that  office  periodic  reports  of  the  total 
quantities,  by  types,  of  products  shipped, 
and  accepted  for  shipment,  under  the 
Plan. 

7.  Reports  from  participating  Manu- 
facturers. Each  participating  Manufac- 
turer will  submit  the  following  to  the 
Secretary  of  Commerce; 

(a)  Requirements  report.  A  repbrt 
showing  the  quantities  and  types  of  (1) 
farm-type  grain  storage  bins  (as  defined 
in  paragraph  1  above)  scheduled  for 
production  during  each  month  under  this 
Plan  and  (ii>  steel  products  required  for 
that  scheduled  production. 

<b)  Other  reports.  Such  other  rel- 
evant reports  as  may  be  requested  from 
time  to  time  by  the  Secretary  of  Com- 
merce (subject  to  the  approval  of  the 
Bureau  of  the  Budget  under  the  Federal 
Reports  Act  of  1942). 

8.  Determination  of  allocations  for  re- 
spective participating  Manufacturers. 
The  quantities  and  types  of  steel  products 
to  be  made  available  monthly  under  the 
Plan  to  Individual  participating  Manu- 
facturers will  be  determined  by  the 
Secretary  of  Commerce  after  consulta- 
tion with  the  Grain  Storage  Bin  Man- 
ufacturers Industry  Task  Committee, 
subject  to  such  revision,  ^f  any,  from  time 
to  time,  as  may  be  deemed  necessary  by 
the  Secretary  of  Commerce  after  con- 
sultation with  that  Committee. 

9.  Obligations  of  participating  Manu- 
facturers. By  participation  in  this  Plan 
each  participating  Manufacturer  shall  be 
obligated  bs  follows:  To  use  all  products 
obtained  under  this  Plan  solely  for  and 
in  the  manufacture  of  farm-type  grain 
storage  bins  (as  defined  in  paragraph  1 
above) ;  to  make  available,  for  the  pur- 
poses of  this  Plan,  at  least  the  increased 
production  of  farm-type  grain  storage 
bins  attributable  to  participation  in  this 
Plan;  not  to  resell  or  transfer  any  steel 
products  obtained  under  this  Plan  in 
the  form  received  by  the  participating 
Manufacturer;  and  not  to  build  up,  be- 
yond current  needs,  any  inventories  of 


products  obtained,  or  end  products  man- 
ufactured, under  this  Plan. 

If  a  participating  Manufacturer  be- 
comes unable  to  use,  for  the  purpo.ses  of 
this  Plan,  any  products  obtained  under 
this  Plan,  he  shall  be  further  obligated 
to  hold  them  subject  to  such  other  use 
or  disposition  (including  re-allocatlon  to 
other  consumers  or  return  to  the  pro- 
ducer from  whom  purchased )  as  shall  be 
authorized  by  the  Office  of  Industry 
Cooperation  of  the  Department  of 
Commerce. 

Participation  in  the  benefits  in  this 
Plan  shall  at  all  times  be  contingent  upon 
each  participating  Manufacturer's  con- 
tinued strict  compliance  with  the  provi- 
sions hereof.  In  the  event  of  any  actual 
or  prospective  non-compliance  by  any 
participating  Manufacturer,  the  Secre- 
tary of  Commerce  may,  after  written  no- 
tice to  the  participating  Manufacturer, 
take  such  action  as  he  deems  warranted 
with  respect  to  the  Manufacturer's  par- 
ticipation In  the  Plan,  including  partial 
or  total  suspension  or  termination  of 
participation  privileges  and  notification 
to  the  participating  steel  producers  not 
to  make  any  or  certain  further  shipments 
under  the  Plan  to  such  Manufacturer. 

10.  Procedure  for  placing  orders  under 
this  Plan.  Purchase  orders  under  this 
Plan  are  to  be  placed  with  participating 
producers  or  their  producing  subsidiaries 
or  affiliates.  Elxcept  when  otherwise  au- 
thorized by  the  Office  of  Industry  Coop- 
eration, purchase  orders  shall  be  placed 
not  less  than  60  days  before  the  first  of 
the  month  In  which  delivery  is  required. 
Each  such  purchase  order  shall  bear  the 
following  certification  by  the  participat- 
ing Manufacturer: 

Department  of  Commerce  Voluntart  Plan 
For  Alux;ation  or  Steel  P»oDtrcTB  for 
Farm-Ttpe  Grain  Storage  Bins 

The  undersigned  certifies  to  the  seller  and 
to  the  Deptirtment  of  Commerce  that  the 
products  specified  In  this  order  will  be  used 
solely  for  and  In  the  manufacture  of  farm- 
type  grain  storage  bins,  and  tl^at  this  order 
Is  placed  under,  and  in  strict  compliance 
with,  the  above  Voluntary  Plan,  with  which 
the  undersigned  Is  familiar  and  In  which  the 
undersigned  is  a  participant.  The  under- 
signed further  certifies  that  It  has  been 
granted  a  specific  allocation  under  the  Plan 
for  the  delivery  month  si>ecifled  In  this  order 
and  that  the  quantity  hereby  ordered  Is  with- 
in that  allocation,  after  taking  into  account 
all  other  certified  orders  accepted,  or  pend- 
ing acceptance,  by  participating  steel  pro- 
ducers for  that  month. 


By- 


(Name  of  company) 
(Duly  authorized  ofQcer) 


(Date) 

11.  Procedure  for,  and  effect  of,  be- 
coming a  Participant.  After  approval  of 
this  Plan  by  the  Attorney  General  and 
by  the  Secretary  of  Commerce,  and  after 
requests  for  compliance  with  it  have  been 
made  of  steel  producers  and  storage  bin 
manufacturers  by  the  Secretary  of  Com- 
merce, any  such  producer  or  manufac- 
turer may  become  a  participant  in  this 
Plan  by  advising  the  Secretary  of  Com- 
merce, in  writing,  of  its  acceptance  of 
such  request.  Such  requests  for  com- 
pliance will  be  effective  for  the  purpose 
of  granting  certain  immunity  from  the 


964 

antitrust  laws  and  the  Federal  Trade 
Commission  Act,  as  provided  in  section  2 
(c)  of  Public  Law  395.  as  amended,  only 
with  respect  to  such  producers  and 
manufacturers  as  notify  the  Secretary  of 
Commerce  In  writing  that  they  will  com- 
ply with  such  requests. 

12.  Effective  date  and  duration.  This 
Plan  shall  become  effective  upon  the  date 
of  its  final  approval  by  the  Secretary  of 
Commerce.  It  shall  cease  to  be  effective 
at  the  clo.se  of  business  on  September  30, 
1949  or  on  such  earlier  date  as  may  be 
determined  by  the  Secretary  of  Com- 
merce, upon  not  le.ss  than  60  days'  notice 
by  letter,  teles^ram,  or  publication  in  the 
Federal  Register. 

13.  Withdrawal  from  Plan.  Any  Pro- 
ducer or  participating  Manufacturer  may 
withdraw  from  this  Plan  by  giving  not 
less  than  60  days'  written  notice  to  the 
Secretary  of  Commerce. 

14.  Clarifying  interpretations.  Any  m- 
terpretation  l.ssued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  General).  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions 
in  this  Plan  shall  be  binding  upon  all  par- 
ticipants notified  of  such  interpretation. 

Approved:  February  2J.  1949. 

Charles  Sawyer, 
Secretary  of  Commerce. 

Approved:  February  18,  1949. 

_  Tom  C.  Clark. 

Attorney  General. 

FEBRr.*RY  21,  1949. 
Gentumcn:  Enclosed  is  a  copy  of  the 
above  Voluntary  Plan  which  has  been  ap- 
proved by  the  Attorney  General  and  myself 
pursuant  to  Public  Law  395.  80th  Congress. 
as  amended  by  Public  Law  6.  81st  Congress, 
and  Executive  Order  9919. 

Acting  pursuant  to  said  Law  and  Execu- 
tive Order,  I  hereby  request  compliance  by 
you  with  the  Voluntary  Plan.  This  request 
wUl  not  be  effective  for  the  purpose  of  grant- 
ing Immunity  from  the  antitrust  laws  of  the 
United  States  and  the  Federal  Trade  Com- 
mission Act.  as  provided  In  section  2  (c»  of 
Public  Law  395.  80th  Congress,  as  amended, 
unless  you  promptly  agree  in  wrltlug  to  com- 
ply herewith. 

Two  copies  of  a  suggested  form  for  your 
use  In  evldencUik,'  acceptance  of  this  request 
are  enclosed.  One  copy  Is  to  be  returned  to 
me  and  the  other  retained  for  your  files. 

May  we  have  your  reply  within  ten  days 
from  the  date  of  this  letter? 
Sincerely  yours. 

Charles  Sawyeb. 
Secretary  of  Commerce. 

February  21,  1949. 
Gentiemen;  Enclosed  Is  a  copy  of  the 
above  Voluntary  Plan  which  has  been  ap- 
proved by  the  Attorney  General  and  myself 
pursuant  to  Public  Law  395.  80th  Congress. 
as  amended  by  Public  Law  6.  81st  Congress. 
and  Executive  Order  9919. 

Acting  pursuant  to  said  Law  and  Executive 
Order  I  hereby  request  compliance  by  you 
with  the  Voluntary  Plan.  This  request  will 
not  be  eflectlve  for  the  purpose  of  granting 
immunltv  from  the  anti-trust  laws  of  the 
United  States  and  the  Federal  Trade  Com- 
mission Act.  as  provided  in  section  2  (c)  of 
Public  Law  395.  80th  Congress,  as  amended, 
unless  you  promptly  agree  in  writing  to  com- 
ply with  the  Plan. 

Two  copies  of  a  suggested  form  for  your 
use  In  evidencing  acceptance  of  this  request 
are  enclosed.  One  copy  Is  to  be  returned  to 
me  and  the  other  retained  for  your  files. 


NOTICES 

since  the  matter  of  arranging  early  allo- 
cations of  steel  U  essential  to  carrying  out 
the  purposes  of  the  Plan.  I  must  know 
promptly  how  many  consuming  manufactur- 
ers desire  to  participate.  Accordingly.  If  I 
do  not  receive  your  acceptance  within  ten 
days  from  the  date  of  this  letter.  I  shall 
assume  that  you  do  not  wish  to  participate. 
Sincerely  yours, 

Charles  Sawyer. 
Secretary  of  Commerce. 

Note:  The  above  request  for  compliance 
with  Department  of  Commerce  Voluntary 
Plan  for  Allocation  of  Steel  Products  for 
Farm-Type  Grain  Storage  Bins  was  sent  to 
steel  producers  and  consumers  listed  In  at- 
tachments filed  with  the  original  document. 

|F.    R.    Doc.    49-1563:    Filed,    Mar.    2.    1949; 
8:46  a.  m  ) 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.  2864] 

Chicago  and  Southern  Air  Lines.  Inc. 
notice  of  further  postponement  of 

HEARING 

In  the  matter  of  the  application  of  Chi- 
cago and  Southern  Air  Lines.  Inc..  under 
section  401  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  for  amendment  of 
Its  certificate  for  its  foreign  route  so  as  to 
add  Chicago.  111.,  as  a  coterminal  point. 

Notice  is  hereby  given  that  hearing  In 
the  above-entitled  proceeding  now  as- 
signed for  March  1,  1949.  is  postponed  to 
March  28. 1949,  at  10:00  a.m..  (e.  s.  t.),ln 
Room  2015.  Temporary  Building  No.  5, 
Sixteenth  Street  and  Constitution  Ave- 
nue NW..  Wa.shington,  D.  C.  before 
Examiner  Curtis  C.  Henderson. 

Dated  at  Washington.  D.  C.  February 
25.  1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan. 

Secretary. 

|F.    R.    Doc.    49-1565;    Filed.    Mar.    2.    1949; 
8:45  a.  m.] 


ECONOMIC  COOPERATION 
ADMINISTRATION 

Functions  and  Organiz.\tion 


1.  Creation  and  authority.  The  Eco- 
nomic Cooperation  Administration  was 
created  by  the  Foreign  Assistance  Act  of 
1948  (Pub.  Law  472.  80th  Cong.),  ap- 
proved April  3.  1948,  as  an  agency  of  the 
United  States  Government  to  administer 
the  European  Recovery  Program  and  the 
China  Aid  Program. 

2.  Purpose^  The  purpose  of  the  Ad- 
ministration in  Europe  is  to  furnish  ma- 
terial and  financial  assistance  to  nations 
participating  in  a  plan  of  European  re- 
covery. In  such  a  manner  as  to  aid  them, 
through  their  own  Individual  and  con- 
certed efforts,  to  become  independent  of 
extraordinary  outside  economic  assist- 
ance within  the  period  of  operations 
under  the  act,  by  (D  promoting  indus- 
trial and  agricultural  production  In  said 
countries;  (2)  furthering  the  restoration 
or  maintenance  of  the  soundness  of  Euro- 
pean currencies,  budgets,  and  finances. 
and  (3)  facilitating  and  stimulating 
the  growth  of  international  trade  of  said 


countries  with  one  another,  and  with 
other  countries,  by  appropriate  measure.s. 
including  the  reduction  of  barriers  which 
may  hamper  such  trade.  The  purpose 
of  the  Administration  in  China  is  to  pro- 
vide financial  assistance  to  that  nation 
in  such  a  manner  as  to  aid  it  In  the 
achievement  of  the  internal  peace  and 
economic  stability  which  is  essential  to 
the  lasting  peace  and  prosperity  of  the 

world. 

3.  Participating  countries.    The  term 
"participating  country"  Includes  tl)  any 
country,  together  with  dependent  areas 
under  its  admini.stration  which  signed 
the  Report  of  the  Committee  of  European 
Economic  Cooperation  at  Paris  on  Sep- 
tember  22.    1947.   and    (2)    any    other 
country  (including  any  of  the  zones  ol 
occupation  of  Germany,  any  areas  under 
international  administration  or  control, 
and  the  Free  Territory  of  Trieste   or 
either  of  Its  zones)  wholly  or  partly  in 
Europe,  together  with  dependent  areas 
under  its  administration;  provided  such 
country  adheres  to.  and  for  so  long  as  it 
remains  an  adherent  to.  a  joint  program 
for  European  recovery  designed  to  ac- 
complish the  purposes  of  the  act.   China, 
although  not  a  'participating  country" 
within  the  definition  above,  is  furnished 
assistance  in  a  similar  manner.   ECA  has 
also  been  authorized  by  the  President  as 
of  January  1.  1949  to  take  over  from  the 
Army  the  administration  of  the  program 
of'reyef  and  economic  rehabilitation  in 

Korea.  _  , 

4.  Ge7ieral  functions,  (a)  To  review 
and  appraise  the  requirements  of  partici- 
pating countries  for  assistance. 

(b)  To  formulate  programs  of  assist- 
ance under  the  act,  including  approval 
of  specific  projects  which  have  been  sub- 
mitted to  the  AdminLstrator  by  partici- 
pating countries. 

(c>  To  provide  for  the  efficient  execu- 
tion of  any  such  program  as  may  be 
placed  in  operation. 

(d>  To  terminate  provi.sion  of  assist- 
ance or  talce  other  remedial  action  as 
and  when  necessary. 

5.  Method  of  assistance.  Assistance 
may  be  furnl.shed  by  providing  for  the 
performance  of  any  of  the  following 
functions : 

(a>  Procurement  from  any  source, 
governmental  or  private,  of  any  com- 
modity determined  to  be  required  for  the 
furtherance  of  the  purpo.ses  of  the  act. 
(b)  Processing,  storing,  transporting 
and  repairing  any  commodities,  or  per- 
forming any  other  services  determined 
to  be  required  for  accomplishing  the 
purposes  of  the  act. 

(c>  Procurement  of  and  furnishing 
technical  information  and  assistance. 

(d)  Transferring  or  otherwise  making 
available  any  commodity  or  service  to  a 
participating  country. 

(e)  Allocating  commodities  or  services 
to  specific  projects  which  have  been  sub- 
mitted to  the  Administrator  by  partici- 
pating countries. 

A.ssi.stance  may  be  provided  for  any 
participating  country  through  grants  or 
upon  payment  In  cash,  or  on  credit 
terms,  or  on  such  other  terms  of  pay- 
ment as  the  Administrator  may  find  ap- 
propriate, including  payment  by  the 
transfer  by  a  participating  country  to 
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the  United  States  of  materials  which  are 
required  by  the  United  States  as  a 
result  of  deficiencies  or  potential  defi- 
ciencies In  its  own  resources. 

The  Administrator  is  authorized  to 
make  guaranties  to  private  persons  of 
the  convertibility  into  United  States  dol- 
lars of  the  proceeds  of  Investments  in 
connection  with  projects  approved  by 
the  Administrator  and  the  participating 
country  concerned  as  furthering  the  pur- 
poses of  the  act  (including  such  guaran- 
ties of  Investments  In  enterprises  pro- 
ducing or  distributing  Informational 
media). 

6.  Organization.  The  Administration 
Is  headed  by  an  Administrator  for  Eco- 
nomic Cooperation,  assisted  by  a  Deputy 
Administrator,  both  of  whom  are  ap- 
pointed by  the  President  by  and  with 
the  advice  and  consent  of  the  Senate. 
The  Administrator  is  responsible  to  the 
President  and  has  a  status  in  the  Execu- 
tive Branch  of  the  Government  compar- 
able to  that  of  the  head  of  an  executive 
department,  during  the  period  of  opera- 
tions of  the  Administration.  He  .serves 
as  a  member  of  the  National  Advisory 
Council  on  International,  Monetary  and 
Financial  Problems,  and  is  also  Chair- 
man of  the  Public  Advisory  Board  ap- 
pointed by  the  President  to  consult  and 
advise  on  general  or  basic  policy  matters. 

In  carrying  out  the  functions  of  the 
Administration,  the  Administrator  has 
established  the  following  offices  In  Wash- 
ington : 

(a)  The  Office  of  the  Assistant  to  the 
Administrator  acts  In  a  staff  advi.sory 
capacity  to  the  Administrator  on  broad 
financial  policy  decisions,  including  de- 
termination as  to  the  portion  of  assist- 
ance which  should  be  In  the  form  of 
grants  or  loans;  and  develops  policies 
and  procedures  with  respect  to  ECA 
guaranties  of  private  Investments  in  par- 
ticipating countries. 

(b)  The  A.ssistant  Deputy  Administra- 
tor for  Program  is  the  principal  advisor 
to  the  Admijaistrator  and  Deputy  Admin- 
istrator on  matters  pertaining  to  the  for- 
mulation and  review  of  the  recovery 
program  and  general  questions  of  policy 
relating  thereto.  Europ)ean  Imports  Re- 
quirements, and  the  ECA  Requirements 
LLst.  Under  his  general  direction  are  the 
following  divisions: 

1.  Pood  and  Agriculture  Division:  Re- 
views the  agricultural  aspects  of  the  re- 
covery program  in  light  of  effect  upon  In- 
creasing agricultural  production,  reviews 
proposed  imports  of  agricultural  com- 
modities into  participating  countries  In 
light  of  relative  needs,  availabilities  In 
the  United  States  and  other  .supplying 
countries,  and  protection  of  the  domestic 
American  economy,  and  acts  as  claimant 
agency  on  inter-agency  review  commit- 
tees to  assure  agricultural  commodity  al- 
locations and  export  licenses  for  pro- 
grammed items. 

2.  Industry  Division:  Reviews  the  In- 
dustrial aspects  of  the  recovery  program 
fh  light  of  effects  UF>on  Increasing  indus- 
trial production  and  exports  from  par- 
ticipating countries;  reviews  proposed 
Imports  of  Industrial  commodities  Into 
participating  countries  in  light  of  rela- 
tive needs,  availabilities  In  the  United 
States  and  other  supplying  countries,  and 
protection    of    the    domestic    American 


economy,  and  acts  as  claimant  agency  on 
inter-agency  review  committees  to  assure 
industrial  commodity  allocations  and  ex- 
port licenses  for  programmed  items. 

3.  Fiscal  and  Trade  Policy  Division: 
Determines  ECA  position  on  matters 
concerning  the  Internal  and  external 
trade  and  finances  of  the  participating 
countries  as  a  group,  including  their  in- 
ternational trade  and  exchange  policies 
and  their  domestic  fi.scal  and  monetary 
policies;  formulates  policies  on  foreign 
currency  deposit  problems. 

4.  Program  Coordination  Division: 
Serves  as  a  coordinating  unit  for  the 
three  divisions  above  and  evaluates  and 
recommends  for  final  approval  the  pro- 
gram for  Europe  as  a  whole,  broken  Into 
pertinent  time  periods  and  into  country 
programs. 

5.  Program  Methods  Control  Staff: 
Formulates  ECA  policies  for  implement- 
ing programming  functions  and  pre- 
scribes detailed  methods  of  operation 
covering  programming  activities. 

(c)  The  Director  of  Operations: 
Serves  as  principal  advisor  to  the  Ad- 
ministrator and  Deputy  Administrator  on 
matters  pertaining  to  procurement,  stra- 
tegic materials,  transportation,  voluntary 
foreign  aid.  the  Identification  and  label- 
ling of  ECA  financed  commodities  and 
the  encouragement  of  European  travel; 
handles  technical  assistance  arrange- 
ments. Under  his  general  direction  are 
the  following  divisions: 

1.  Transportation  Division :  Maintains 
liaison  with  other  agencies  on  matters 
related  to  ECA  transportation  policy  and 
the  expediting  of  transportation  of  ECA 
financed  commodities. 

2.  Strategic  Materials  Division:  In  co- 
operation with  other  United  States 
agencies,  develops  programs  for  obtain- 
ing from  participating  countries,  and 
stockpiling  needed  strategic  materials. 

(d)  The  Office  of  the  Controller:  For- 
mulates accounting  and  auditing  policy 
and  procedures  for  Washington  and  over- 
seas operations;  responsible  for  audit  of 
end  use. 

(e)  Organization  and  Management 
Divi.sion :  Recommends  allotments  for  ad- 
ministrative expen.ses  and  allocations  to 
other  agencies  performing  work  in  behalf 
of  ECA;  makes  studies  of  and  recommen- 
dations relative  to  organization  structure, 
assignment  of  responsibilities,  and  ad- 
ministrative methods  and  procedures 
throughout  the  ECA;  coordinates  inter- 
nal issuances. 

(f)  Personnel  Division:  Directs  the 
personnel  program  for  Economic  Co- 
operation Administration  activities  in 
Washington  and  overseas. 

(g)  Administrative  Services  Division: 
Serves  as  the  office  services  agency  to  the 
other  divisions  of  ECA. 

(h)  Budget  Division:  Prepares  budget 
estimates  and  apportionment  requests, 
justifications,  and  other  materials  for 
presentation  to  the  Bureau  of  the  Budget 
and  the  Appropriations  Committees  of 
Congress. 

(1)  Office  of  the  General  Counsel :  Acts 
as  legal  advisor  to  the  Administrator;  in- 
terprets the  Foreign  Assistance  Act  and 
other  acts  affecting  the  ECA  program; 
prepares  and  interprets  regulations,  legal 
forms,  and  documents  required  in  tlie  ad- 
ministration of  the  ECA. 


(j)  Statistics  and  Reports  Division: 
Develops  and  coordinates  an  integrated 
program  for  collecting  and  reporting  pro- 
gram information  and  related  data. 

(k)  Office  of  Labor  Advi.sors:  Serves 
In  an  advisory  capacity  to  the  Adminis- 
trator on  matters  of  labor  policy  and 
manpower  utilization  in  the  participat- 
ing countries,  interpreting  the  views  of 
United  States  organized  labor  on  the  ECA 
program,  and  maintaining  direct  liaison 
with  labor  groups  within  the  United 
States  and,  through  the  Office  of  the 
Special  Representative  and  the  country 
mi.ssions.  with  labor  groups  in  Europe, 
and  with  related  divisions  in  other  Fed- 
eral agencies. 

(1)  Security  and  Inve.stigatlons  Divi- 
sion: Directs  the  security  program  for 
the  Economic  Cooperation  Administra- 
tion. 

<m)  Information  Division:  Conducts 
informational  activities  in  the  partici- 
pating countries  and  in  the  United  States 
and  coordinates  overseas  activities  and 
domestic  activities  with  the  Information 
programs  of  the  Department  of  State, 
and  other  U.  S.  Government  agencies. 

(n)  Division  of  China  Program:  Rep- 
resents the  China  Mission  in  Washing- 
ton; reviews  programs  formulated  by  the 
China  Mission,  and  a.=;sisLs  the  Adminis- 
tration in  establishing  policies  and  con- 
ditions of  assistance. 

<o)  Division  of  Korea  Program:  Rep- 
resents the  ECA  Mission  to  Korea  in 
Washington;  reviews  programs  formu- 
lated by  the  ECA  Mission  to  Korea,  and 
assists  the  Administrator  In  establishing 
policies  and  conditions  of  assistance  to 
Korea. 

In  order  to  assist  the  Administrator  In 
the  performance  of  his  functions  in 
Europe,  the  act  creates  the  Office  of  the 
United  States  Special  Representative  in 
Europe,  who  is  appointed  by  the  Presi- 
dent, by  and  with  the  advice  and  con- 
sent of  the  Senate,  and  has  the  rank  of 
Ambassador  Extraordinary  and  Plenipo- 
tentiary. He  is  the  direct  representative 
of  the  Administrator  in  Europe  and  also 
the  chief  representative  of  the  United 
States  Government  to  any  organization 
of  participating  countries  which  may  be 
established  to  further  a  joint  program 
for  European  recovery.  He  coordinates 
the  activities  of  the  chiefs  of  the  various 
ECA  missions  In  Europe  and  discharges 
such  additional  responsibilities  as  are 
a.ssigned  to  him  by  the  Administrator, 
with  the  approval  of  the  President,  in 
furtherance  of  the  purposes  of  the  act. 
The  Special  Representative  is  assisted  by 
a  Deputy,  appointed  by  the  Administra- 
tor, and  by  a  staff  to  a.ssist  him  In  the 
job  of  program  review  and  representa- 
tion of  ECA  In  dealing  with  the  Office  of 
European  Economic  Cooperation.  Struc- 
turally the  OSR  is  similar  to  the  organ- 
ization maintained  by  ECA  In  Washing- 
ton. 

In  each  participating  country,  there  is 
established  a  special  mission  for  Eco- 
nomic Cooperation,  under  the  direction 
of  a  chief  who  is  responsible  for  assuring 
the  performance  within  the  country  of 
operations  under  the  act.  The  Chief, 
who  ranks  immediately  after  the  chief 
of  the  United  States  diplomatic  mission 
In  his  country,  is  appointed  by  the  Ad- 
ministrator, and,  subject  to  coordination 
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through  the  Office  of  the  Si)eclal  Repre- 
sentative, receives  his  Instructions  from 
the  Administrator  and  reports  to  the  Ad- 
ministrator on  the  performance  of  the 
duties  assigned  to  him.  With  respect  to 
the  zones  of  occupation  in  Germany  and 
of  the  Free  Territory  of  Trieste,  special 
administrative  arrangements  have  been 
made  by  the  President. 

Special  missions  have  been  established 
In  China  and  Korea  under  the  direction 
of  Chiefs  of  Mission  appointed  by  the 
Administrator.  The  Chiefs  of  Mission 
are  the  direct  representatives  of  the  Ad-  - 
ministrator  and  are  responsible  for  assur- 
ing the  performance  within  those  coun- 
tries of  operations  under  the  Recovery 
Program.  Inasmuch  as  neither  China 
nor  Korea  are  required  to  adhere  to  a 
joint  program  for  European  recovery  In 
order  to  be  eligible  to  receive  assistance, 
the  Chiefs  of  Mission  report  directly  to 
the  Administrator  and  receive  Instruc- 
tions directly  from  him,  and  are  in  no 
way  connected  with  the  Office  of  the 
Special  Representative  in  Europe. 

Paul  G.  HorFit\N. 

Advxinistrator 
for  Economic  Cooperation. 

(F.    R.    Doc.    49-1582;    Filed.    Mar.    2,    1949; 
8:61   a.  m.| 

FEDERAL   POWER   COMMISSION 

(Project  No.  432] 
Carolina  Power  k  Light  Co. 
notice  or  order  approving  exhibit 
February  25,  1949. 
Notice  is  hereby  given  that,  on  Febru- 
ary 24,  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  23, 
1949,   approving  exhibit  In  the  above- 
designated  matter. 

[SEAL]  Leon  M.  Fuquay. 

Secretary. 

I  P.    R.    Doc.    49-1571;    Filed,    Mar.    2,    1949; 
8:47  a.  m.l 


(Docket  No.  B-61861 

California  Electric  Power  Co. 

notice  or  supplemental  order  authoriz- 
ing and  approving  issuance  of  bonds 

February  25,  1949. 
Notice  Is  hereby  given  that,  on  Febru- 
ary 23,  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  23, 
1949,  supplementing  order  dated  Febru- 
ary 15,  1949  (published  In  the  Federal 
Register  on  February  24,  1949,  Vol.  14, 
No.  36,  P.  848)  authorizing  and  approving 
Issuance  of  bonds  in  the  above-desig- 
nated matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.    R.    Doc.    49-1572:    Filed,    Mar.    2,    1949; 
8:48  a.  m.) 


(Docket  No.  E-fil88] 

Community  Public  Service  Co. 

notice  or  order  authorizing  issuance  of 

BONDS 

February  25,  1949. 

Notice  Is  hereby  given  that,  on  Febru- 
ary 24,  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  24. 
1949,  authorizing  issuance  of  bonds  in  the 
above-designated  matter. 


[ SEAL ] 


Leon  M. 


Fuquay, 
Secretary. 


[F.    R.    Doc.    49-1573;    FUed.    Mar.    2. 
8:48  a.  in.| 


1949; 


(Docket  Nos.  0-649.  0-1133] 

Colorado-Wyoming  Gas  Co. 

NOTICE  or  findings  AND  ORIERS  ISSUING 
CERTIFICATES  OF  PUBLIC  CONVENIENCE 
AND  NECESSITY  AND  PERMITTING  ABANDON- 
MENT or  FACILITIES 

February  25,  1949. 

Notice  is  hereby  given  that,  on  Febru- 
ary 24,  1949,  the  Federal  Power  Commis- 
sion issued  its  findings  and  orders  entered 
February  23.  1949.  Issuing  certificates  of 
public  convenience  and  necessity  and 
permitting  abandonment  of  facilities  in 
the  above-designated  matters. 


[seal] 


Leon  M.  Fvquat. 
Secretary. 


(F.    R.    Doc.    49-1.574:    Piled,    Mar.    2,    1949; 
8:48  a.  ml 


Michigan  Gas  and  Electric  Co. 

NOTICE  or  order  approving  and  directing 
DISPOSITION  or  amounts  classified  in 

electric  PLANT  ADJUSTMENTS 

February  25,  1949. 
Notice  is  hereby  gWen  that,  on  Febru- 
ary 24,  1949,  the  Federal  Power  Commis- 
sion issued  its  order  entered  February  23, 
1949.  approving  and  directing  disposition 
of  amounts  classified  in  Account  107. 
Electric  Plant  Adjustments,  in  the  above- 
designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-1575;    Filed,    Mar.    2.    1949; 
8:48  a.  m.l 


Mississippi  Valley  Public  Service  Co. 

notice  or  order  approving  and  directing 
disposition  or  amounts  classified  in 

COMMON  utility  PLANT  ACQUISITION  AD- 
justments 

February  25,  1949. 

Notice  is  hereby  given  that,  on  Febru- 
ary 24,  1949,  the  Federal  Power  Commis- 
sion Issued  its  order  entered  February  23, 
1949,  approving  and  directing  disposition 
of  amounts  classified  in  Account  108, 
Common  Utility  Plant  Acquisition  Ad- 
justments, in  the  above-designated  mat- 
ter. 


[seal] 


Leon  M. 


FUQUAT, 

Secretary. 


[P.   B.   Doc.   49-1576:    Filed,    Mar.    2,    1949; 
8:48  a.  m.l    . 


[Docket  No.  O-llTOI 
Cities  Service  Gas  Co. 

NOTICE    or    APPLICATION 

February  24,  1949. 
Notice  is  hereby  given  that  on  Febru- 
ary 15.  1949,  Cities  Service  Gas  Company 
(Applicant),  a  Delaware  corporation  with 
its  principal  place  of  business  at  Okla- 
homa City,  Oklahoma,  filed  an  applica- 
tion pursuant  to  section  7  of  the  Natural 
Gas  Act,  as  amended,  for  a  certificate  of 
public  convenience  and  necessity  au- 
thorizing the  construction  and  operation 
of  certain  facilities  consisting  of  two 
compre.ssor  stations  and  compressor 
equipment  therein  and  additional  com- 
pressors and  equipment  at  other  stations 
along  its  natural  gas  pipeline  system, 
and  for  permission  to  abandon  and  re- 
move Its  compres.sor  station  and  appur- 
tenant equipment  now  located  In  the 
Northeast  Quarter  of  Section  20.  Town- 
ship 23  South,  Range  5  We.-^t,  Reno 
County.  Kansas.  The  description  and 
locations  of  the  facilities  to  te  con- 
structed are  as  follows: 

(1)  Two  1600  h.  p.  units  to  be  added  to 
the  17.600  h.  p.  units  already  installed 
at  the  compres.sor  station  at  the  western 
terminus  of  applicant's  Hupot on -Kansas 
City  line  In  Grant  County.  Kansas. 

(2)  Four  additional  170  h.  p.  units  at 
the  Saginaw  compressor  station  in  New- 
ton County.  Missouri. 

(3)  A  compressor  station  of  1600  h.  p. 
capacity  on  Applicant's  pipeline  system 
at  a  point  near  Tonganoxle,  Kansas. 

<4)  A  compres.sor  station  with  three 
170  h.  p.  compre.ssor  units  at  a  point  near 
the  junction  of  the  Ottawa-Sedalla  12- 
inch  line  and  the  Carrolton  8-inch  line 
in  John.son  County,  Missouri. 

Applicant  states  that  the  proposed 
construction  and  oF>eration  of  the  facili- 
ties described  in  paragraphs  1,  2,  3,  and 
4.  above  is  required  In  order  to  enable  it 
to  deliver  the  natural  gas  requirements 
of  existing  customers  along  its  various 
pipe  lines  and  in  order  properly  to  trans- 
mit and  distribute  the  additional  amount.s 
of  gas  which  will  be  available  when  its 
new  pipeline  to  Kansas  City  is  completed. 

Applicant  further  states  that  facilities 
described  In  (3>  above  consisting  of  a 
1600  h.  p.  compressor  station  is  to  be  in 
lieu  of  a  compres.sor  station  of  1200  h.  p. 
capacity  which  has  previously  been  au- 
thorized to  be  constructed  at  Hund  Junc- 
tion, Kansas,  but  which  will  not  be  con- 
structed. 

Applicant  further  states  that  no  .service 
heretofore  rendered  through  the  facili- 
ties sought  to  be  abandoned  will  be  im- 
paired becaiLse  such  service  will  be  fur- 
nished from  its  26-lnch  pipeline  which 
has  been  completed  to  Newton  and  is  in 
op>eration.  The  materials  removed  will 
be  reclaimed  for  use  In  other  construc- 
tion on  Its  system. 

Applicant  further  states  that  the  esti- 
mated total  over-all  cost  of  the  propo.sed 
facilities  is  $1,214,000.  The  cost  will  be 
financed  from  funds  on  hand.  There  will 
be  no  financing  cost,  no  franchise  cost 
and  no  identifiable  working  capital.  The 
rates  to  the  customers  served  through  or 
by  the  facilities  proposed  are  the  rates 
which  have  been  filed  and  approved  by 
the  Federal  Power  Commission. 


Thursday,  March  3,  1949 
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Any  interested  State  commLsslon  Is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  cooper- 
ative provisions  of  §  1.37  of  the  Commis- 
sion's  rules  of  practice  and  procedure 
and,  if  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  It  desires 
a  conference,  the  creation  of  a  board, 
or  a  joint  or  concurrent  hearing,  to- 
gether with  reasons  for  such  request. 

The  application  of  Cities  Service  Gas 
Company  is  on  file  with  the  Commission 
and  is  open  to  public  Inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  applica- 
tion shall  file  with  the  Federal  Power 
Commission,  Washington  25,  D.  C.  not 
later  than  15  days  from  date  of  publica- 
tion of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or  1.10, 
whichever  is  applicable,  of  the  rules  of 
practice  and  procedure  (as  amended  on 
June  16,  1947). 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


|F.    R,    Doc.    49-1577:    Filed,    Mar.    2,    1949; 
8:48  a.  ml 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  70-2035] 

Standard  Power  and  Light  Corp. 
order  permitting  declaration  to 

BECOME  effective 

At  a  regular  session  of  the  Securities 
and  Elxchange  Commission,  held  at  its 
oflQce  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  February  1949. 

Standard  Power  and  Light  Corpora- 
tion ("Standard"),  a  registered  holding 
company,  having  filed  a  declaration  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act"),  particularly 
section  12  (c)  thereof  and  Rule  U-46 
thereunder,  regarding  a  proposal  to  de- 
clare and  pay  current  quarterly  divi- 
dends on  its  outstanding  Preferred 
Stock,  $7  Cumulative;  and 

Notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act,  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  declaration  within  the  pe- 
riod specified  in  !;aid  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  it 
appropriate  in  the  public  interest  and  in 
the  interest  of  Investors  and  consumers 
that  said  declaration  be  permitted  to  be- 
come effective: 

It  is  ordered,  Pursuant  to  the  applica- 
ble provisions  of  the  act  and  subject  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24  that  the  aforesaid  declaration 
be,  and  the  same  hereby  Is,  permitted  to 
become  effective  forthwith:  Provided, 
however,  That  this  order  shall  not  be 
construed  as  a  determination  that  any 
dividend   payments    authorized    herein 


are  or  are  not  taxable  to  the  recipient 
pursuant  to  the  provisions  of  the  In- 
ternal Revenue  Code:  And  provided  fur- 
ther. That  Standard  accompany  the 
dividend  checks  with  a  statement  to  the 
effect  (1)  that  Standard  filed  a  declara- 
tion with  the  Commis.sion  pursuant  to 
section  12  (c)  of  the  act  and  Rule  U-46 
regarding  the  resumption  of  dividends  in 
order  to  obviate  any  pos.sible  question  as 
to  the  propriety  of  the  declaration  and 
payment  of  the  proposed  dividends  with- 
out prior  authorization  by  the  Commis- 
sion under  the  act  and  the  rules 
thereunder  and  that  the  Commission 
permitted  the  declaration  to  become  ef- 
fective without  determining  whether  the 
payment  is  being  made  out  of  capital 
and  (2)  that  the  Commission's  action 
in  permitting  the  declaration  to  become 
effective  should  not  be  construed  as  a  de- 
termination that  such  dividend  payment 
is  or  is  not  taxable  to  the  recipient  pur- 
suant to  the  provisions  of  the  Internal 
Revenue  Code. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


[F.    R.    Doc.    49-1583;    Filed.    Mar.    2.    1949; 
8:51   a.  m.] 


(File  No.  70-2036] 

New  Bedford  Gas  and  Edison  Light  Co. 
notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi-ssion,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  24th  day  of  February  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  New  Bedford 
Gas  and  Edison  Light  Company  ("New 
Bedford"),  a  subsidiary  of  New  England 
Gas  and  Electric  As.sociation,  a  registered 
holding  company.  Applicant  has  desig- 
nated section  6  (b)  of  the  act  as  applica- 
ble to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
10,  1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est and  the  issues  of  fact  or  law  raised 
by  said  application  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW.,  Washington  25.  D.  C. 
At  any  time  after  March  10,  1949.  said 
application,  as  filed,  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  In 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows: 

Under  date  of  October  15,  1947,  New 
Bedford  entered  Into  a  General  Loan 


Agreement  with  the  First  National  Bank 
of  Boston,  under  which  it  agreed  to  bor- 
row an  amount  not  exceeding  in  the  ag- 
gregate $6,250,000  the  proceeds  of  which 
were  to  be  used  to  the  extent  of  $1,750,- 
000  to  pay  off  existing  bank  notes  and  the 
balance  of  $4,500,000  to  provide  funds 
for  construction  purposes.  To  date  the 
company  has  borrowed  under  the  loan 
agreement  a  total  amount  of  $3,000,000, 
leaving  a  balance  still  to  be  taken  down 
under  the  agreement  of  $3,250,000. 

Under  the  terms  of  the  loan  agreement 
New  Bedford  covenanted  that  it  would 
not.  without  prior  written  consent  of  the 
bank,  incur,  create,  a.ssume,  guarantee, 
or  in  any  manner  become  liable  in  re- 
spect of  any  indebtedness  other  than  the 
indebtedness  covered  by  the  agreement. 

In  December.  1948,  New  Bedford  issued 
and  sold  $5,000,000  principal  amount  of 
its  25-year,  3%  notes,  due  1973.  Pursu- 
ant to  the  terms  of  the  loan  agreement 
the  First  National  Bank  of  Boston  gave 
Its  written  consent  to  the  issuance  of  the 
notes  by  letter  dated  October  20,  1948,  a 
condition  to  such  consent  being  that  any 
borrowings  made  under  the  loan  agree- 
ment subsequent  to  the  sale  of  the  notes 
would  lie  at  an  interest  rate  of  3%.  Thus, 
any  subsequent  borrowings  under  the 
loan  agreement  up  to  the  aggregate 
amount  of  $3,250,000  still  to  be  taken 
down  under  the  agreement  will  be  at  the 
rate  of  3%  per  annum,  instead  of  2 '2% 
as  .set  forth  in  the  original  agreement. 

New  Bedford  has  filed  a  petition  with 
the  Department  of  Public  Utilities  of 
Massachusetts  for  an  order  approving  the 
increase  in  interest  rate.  The  applica- 
tion states  that  a  copy  of  the  order  of 
the  Department  of  Public  Utilities  of 
Massachusetts  will  be  filed  as  an  amend- 
ment to  this  application. 

By  the  Commission. 

I  seal]  Orval  L.  DuBois, 

Secretary. 

[F,    R.    Etoc.    49-1585;    Filed,    Mar.    2,    1949; 
8:51   a.  m.J 


[Pile  No.  70-2041] 

Minnesota  Power  &  Light  Co. 

order  granting  application  and  permit- 
ting declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  24th  day  of  February  A.  D.  1949. 

Minnesota  Power  &  Light  Company 
("Minnesota"),  a  utility  subsidiary  of 
American  Power  &  Light  Company,  which 
is  a  registered  holding  company  sub- 
sidiary of  Electric  Bond  and  Share  Com- 
pany, also  a  registered  holding  company, 
having  filed  an  application-declaration 
and  amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6  (a)  and  7 
thereof,  and  Rule  U-50  of  the  rules  and 
regulations  promulgated  thereunder, 
with  respect  to  the  following  proposed 
transactions : 

Minnesota  proposes  to  Lssue  and  sell 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $4,000,000 
principal  amount  of  its  First  Mortgage 
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Bonds,  _-%  Series,  due  1979.  to  be  issued 
under  and  secured  by  the  company's 
presently  existing  Mortgage  and  Deed  of 
TriLst  dated  as  of  September  1,  1945  as 
supplemented  by  a  First  Supplemental 
Indenture  to  be  dated  as  of  March  1, 1949. 
The  application-declaration  states 
that  the  proceeds  from  the  sale  of  the 
Bonds  together  with  the  proceeds  to  be 
received  by  the  company  from  the  sale  of 
59.090  shares  of  common  stock  proposed 
to  be  offered  to  the  present  stockholders 
of  Minnesota  on  a  pro  rata  baFis  (Hold- 
ing Company  Act  Relea'^e  No.  8828 )  will 
be  used  to  retire  short  term  bank  loans 
aggregating  $2,400,000.  to  finance  in  part 
the  company's  construction  program, 
and  for  other  corporate  purposes. 

The  application-declaration  having 
been  filed  on  January  28.  1949  and  an 
amendment  thereto  having  been  filed  on 
February  21.  1949.  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act.  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  the  application- 
declaration,  as  amended,  within  the 
period  specified  in  said  notice  er  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  the  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commission  being  of  the  opinion  that  it 
is  appropriate  to  grant  and  permit  to  be- 
come effective  said  application-declara- 
tion, as  amended,  without  the  imposition 
of  terms  and  conditions  other  than  those 
hereinafter  ordered,  and  the  Commission 
also  deeming  it  appropriate  to  grant  ap- 
plicant-declarant's request  that  the  or- 
der herein  become  effective  forthwith 
upon  the  issuance  thereof; 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of  said 
act,  that  said  application-declaration,  as 
amended,  be,  and  the  same  hereby  Is. 
granted  and  permitted  to  become  effec- 
tive forthwith,  subject  to  the  terms  and 
conditions  contained  in  Rule  U-24  and 
subject  to  the  following  additional  con- 
ditions : 

(1>  That  the  proposed  sale  of  bonds 
of  Minnesota  shall  not  be  consummated 
until  the  results  of  competitive  bidding 
pursuant  to  Rule  U-50  shall  have  been 
made  a  matter  of  record  in  this  proceed- 
ing and  a  further  order  shall  have  t>een 
entered  by  the  Commission  in  the  light 
of  the  record  so  completed,  which  order 
•  may  contain  such  further  terms  and 
conditions  as  may  then  be  deemed  ap- 
propriate. 

(2)  That  Jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be 
paid  in  connection  with  the  proposed 
transactions. 

By  the  CMnmisslon. 

[SBALl  ORVAL  L.  DuBoIS, 

Secretary. 

IP.   R.   Doc.   49-16M;    Filed,   Mar.   2.    194a; 
8:61  a.  m.] 


NOTICES 

(File  No.  70-2068] 
Portland  Gas  k  CoKi  Co. 

NOTICE  or   FILING  AND   ORDER   FOR   HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C,  on 
the  24th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  an  ap- 
plication has  been  filed  with  this  Com- 
mission, pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  by  Port- 
land Gas  &  Coke  Company  ("Portland") , 
a  gas  utility  subsidiary  of  American 
Power  ti  Light  Company,  a  registered 
holding  company  subsidiary  of  Electric 
Bond  and  Share  Company,  also  a  regis- 
tered holding  company.  Applicant  has 
designated  section  6  (b)  of  the  act  and 
Rule  U-50  promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Portland  propo.ses  to  issue  and  sell 
$3,500,000  principal  amount  of  First 
Mortgage  Bonds,  due  1974.  The  Bonds 
are  to  be  Issued  under  and  secured  by 
Portland's  present  indenture  dated  July 
1,  1946  and  a  supplemental  indenture  to 
be  dated  May  1,  1949.  The  application 
states  that  the  proceeds  from  the  sale 
of  the  Bonds  will  be  used  to  repay 
$2,000,000  of  An  notes  due  May  12.  1949 
and  $1,500,000  of  a  $4,500,000  3'8'^  in- 
stallment note  dated  July  17,  1547  and 
due  1950  to  1957.  Portland  proposes  to 
effect  a  revision  of  the  terms  of  the  in- 
.stallment  note  to  permit  it  to  apply 
$562,500  of  the  $1,500,000  payment  to 
prepayment  of  the  installments  due  in 
1950  and  $937,500  ratably  to  the  remain- 
ing installments  due  1951  to  1957. 

Portland  proposes  to  negotiate  a 
private  sale  of  the  Bonds  and  requests 
that  the  Commission  exempt  the  issue 
and  sale  from  the  competitive  bidding 
requirements  of  Rule  U-50. 

Portland  states  that  the  transaction  is 
subject  to  the  juri.sdiction  of  the  Public 
Utilities  Commissioner  of  Oregon  and 
the  Department  of  Public  Utilities  of 
Washington. 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  such  application  and  that  such 
application  shall  not  be-«ranted  except 
pursuant  to  further  order  of  the  Com- 
mission : 

It  is  ordered.  That  a  hearing  on  said 
matters  under  the  applicable  sections  of 
the  act  and  rules  and  regulations  there- 
under be  held  on  March  7,  1949.  at  10:00 
a.  m.,  e,  s.  t.,  in  the  offices  of  the  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW..  Washington  25,  D.  C. 
On  such  date  the  hearing  room  clerk  will 
advise  as  to  the  room  in  which  such 
hearing  will  be  held.  Any  person  desiring 
to  be  heard  or  otherwise  wishing  to  par- 
ticipate In  these  proceedings  shall  file 
with  the  Secretary  of  the  Commission, 
on  or  before  March  4,  1949.  a  written 
request  relative  thereto,  as  provided  by 
Rule  XVII  of  the  Commission's  rules  of 
practice. 


It  is  further  ordered.  That  Willis  E. 
Monty  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for  that 
purpose,  shall  preside  at  such  hearing. 
The  officer  so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to  ex- 
ercise all  powers  granted  to  the  Com- 
mission under  section  18  (O  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
nlission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Com- 
mi.sslon  that  It  has  made  a  preliminary 
examination  of  the  said  application,  and 
that,  on  the  basis  thereof,  the  following 
matters  and  questions  are  presented  for 
consideration  without  prejudice,  how- 
ever, to  the  presentation  of  additional 
matters  and  questions  upon  further  ex- 
amination: 

(1»  Whether  the  proposed  issuance 
and  sale  of  bonds  are  .solely  for  the  pur- 
pose of  financing  the  business  of  Port- 
land and  have  been  expressly  authorized 
by  the  State  Commission  of  the  State  In 
which  Portland  is  organized  and  doing 
business; 

(2>  Whether  it  is  appropriate  in  the 
public  interest  or  for  the  protection  of 
investors  or  consumers  to  impose  any 
terms  or  conditions  in  any  order  granting 
an  exemption  of  the  issue  and  sale  of 
bonds  by  Portland  from  the  provisions 
of  section  6  ^a)  of  the  act; 

(3)  Whether  It  is  appropriate  in  the 
public  interest  or  for  the  protection  of 
investors  or  con.sumers  that  the  proposed 
issue  and  sale  of  bonds  be  exempted  from 
the  competitive  bidding  requirements  of 
Rule  U-50,  and,  if  so,  whether  such  ex- 
emption should  be  granted  prior  to  the 
entry  of  any  orders  with  respect  to  the 
issuance  of  such  bonds  under  section  6 
(b)  or  any  other  applicable  section  of 
the  act; 

(A)  Whether  the  proposed  manner  of 
repayment  of  Portland's  notes  is  in  con- 
formance with  the  applicable  sections  of 
the  act; 

(5>  Generally,  whether  the  propased 
tran.sactions  are  in  all  respects  In  the 
public  Interest  and  in  the  interest  of  in- 
vestors and  consumers  and  consistent 
with  all  the  applicable  requirements  of 
the  act  and  the  rules  and  regulations 
thereunder,  and,  if  not,  what  modifica- 
tions or  terms  and  conditions  should  be 
required,  or  Imposed,  to  meet  such  re- 
quirements. 

By  the  Commission. 

[SEALl  Obval  L.  DtjBois, 

Secretary. 

|F.    R.    Doc.    49-1584:    Filed.    Mar.    2.    1949; 
6:51  a.  m.) 


[File  No.  812-676] 

American  General  Corp.  rr  al. 

NOTICE  or  appucation 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C . 
on  the  25th  day  of  February  A.  D.  1949. 

In  the  matter  of  American  General 
Corporation,  Industrial  Insurance  Com- 
pany, the  Hamilton  Fire  Insurance  Com- 
pany. Industrial  Agency,  Inc..  Industrial 
Broker,  Inc.,  File  No.  812-576. 


Thursday,  March  3,  1949 

Notice  is  hereby  given  that  Industrial 
Agency.  Inc..  and  Industrial  Broker,  Inc., 
both  of  103  Park  Avenue.  New  York  (17), 
New  York,  have  filed  an  application  pur- 
suant to  section  8  <c)  of  the  Investment 
Company  Act  of  1940  for  an  order  of  the 
Commission  exempting  from  the  provi- 
sions of  section  17  (e>  (1)  of  the  act 
amended  agency  arrangements  whereby 
the  applicants  will  receive  commissions 
of  30%  of  net  premiums  in  connection 
with  sales  of  automobile  insurance  poli- 
cies written  by  Industrial  Insurance 
Company  and  the  Hamilton  Fire  Insur- 
ance Company.  All  of  the  foregoing  four 
companies  are  affiliated  persons  of  Amer- 
ican General  Corporation,  a  registered 
investment  company.  On  December  18, 
1947,  the  Commission  Issued  an  order  ex- 
empting from  the  provisions  of  section 
17  ( e '  ( 1 '  of  the  act  the  original  agency 
arrangements,  whereby  the  applicants 
were  to  receive  commissions  of  25%  of 
net  premiums  in  connection  with  the 
sale  of  automobile  insurance  policies,  is- 
sued by  the  above  named  Insurance  com- 
panies. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C,  office  of  this  Commis- 
sion for  a  more  detailed  statement  of  the 
matters  of  fact  and  law  therein  asserted. 
Notice  Is  further  griven  that  an  order 
granting  the  application  may  be  issued  by 
the  Commission  at  any  time  after  March 
18,  1949.  unless  prior  thereto  a  hearing 
upon  the  application  Is  ordered  by  the 
Commission  as  provided  In  Rule  N-5  of 
the  rules  and  regulations  promulgated 
under  the  act.  Any  Interested  person 
may.  not  later  than  March  16.  1949.  at 
5  30  p.  m  .  e.  s,  t..  submit  in  writing  to  the 
Commission  his  views  or  any  additional 
facts  bearing  upon  the  application  or  the 
desirability  of  a  hearing  thereon,  or  re- 
quest the  Commission,  in  writing,  that  a 
hearing  be  held  thereon.  Any  such  com- 
munication or  request  should  be  ad- 
dre.ssod:  Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25,  D.  C,  and  should 
state  briefly  the  nature  of  the  interest  of 
the  person  submitting  such  Information 
or  requesting  a  hearing,  the  reasons  for 
such  request,  and  the  i.ssues  of  fact  or 
law  raised  by  the  application  which  he 
desires  to  controvert. 

By  the  Commission. 

I  seal]  Orval  L,  DvBois, 

Secretary. 

|F     R     I>3C.    49   1587;    Filed.    Mar.    2,    1949; 
8  32  a.  ml 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

AuTHORrrT.  40  Stat,  411,  55  Stat.  839.  Pub. 
Laws  322,  671.  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E,  O.  9567. 
June  8.  1945,  3  CFR.  1945  Supp..  E,  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 

[Vesting  Order  12824] 

Betty  Samuelis 

In  re:  Trust  under  the  will  of  Betty 
Samuelis.  deceased.  File  No.  I>-28-4285 ; 
E.  T.  sec.  7314. 


FEDERAL  REGISTER 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Emilie  Goller.  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof.  In  and  to  the  property 
In  the  possession  of  Max  Klein,  as  trustee 
of  the  trust  created  under  the  Will  of 
Betty  Samuelis,  decea.sed.  Is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany)  ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Max  Klein,  as 
Trustee,  acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court  of  New 
York  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  14.  1949. 

For  the  Attorney  General. 

(seal]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-1594;    Filed.    Mar.    2.    1949; 
8:55  a.  m.] 


(Vesting  Order  12825] 
Betty  Samuelis 


In  re:  Trust  under  the  will  of  Betty 
Samuelis,  deceased.    File  No.  D-28-4285 
E.  T.  sec.  7314, 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Emilie  Goller,  whose  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  In  subpara- 
graph 1  hereof,  in  and  to  all  funds  arising 
from  the  trust  created  under  the  Will 
of  Betty  Samuelis,   deceased,  and  de- 
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posited  with  the  Treasurer  of  the  City  of 
New  York  pursuant  to  a  decree  of  the 
Surrogate  of  New  York  County.  New 
York,  dated  September  18.  1944,  in  the 
matter  of  said  trust,  is  property  payable 
or  deliverable  to,  or  claimed  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  the  Treasurer  of  the 
City  of  New  York,  as  Depositary,  acting 
under  the  judicial  supervision  of  the 
Surrogate's  Court  of  New  York  County, 
New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  he  treated  as  a 
national  of  a  designated  enemy  country 
iGermany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  14,  1949. 

For  the  Attorney  General. 

FsEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.    Doc.    49-1595;    Filed,    Mar.    2.    1949; 
8:55  a.  m.] 


(Vesting  Order   12827] 
Sophie  Boche 


In  re:  Bank  accoimt  owned  by  Sophie 
Boche.    F-28-29627-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Sophie  Boche.  whose  last 
known  address  is  Hardenberg  Str.  1, 
Bremerhaven,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Sophie  Beche.  by  Hoboken 
Bank  For  Savings,  101  Washington 
Street,  Hoboken,  New  Jersey,  arising  out 
of  a  Savings  Account,  account  number 
181693,  entitled  Sophie  Boche,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
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national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
Wise  dealt  With  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15,  1949. 

Por  the  Attorney  General. 

IsiALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49-1586;    Piled,    Mar.    2.    1949; 
8;65  a.   m  | 


[Vesting  Order  12828) 
Ervin  Braun 


NOTICES 

country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States.  ■ 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  15,  1949. 

For  the  Attorney  General. 

t  SEAL  1  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-1597;    Piled.    Mar.    2,    1949; 
8:56  a.  m.) 


In  re:  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Ervin  Braun, 
deceased.    D-28-2871-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Ervin  Braun,  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt,  or  other  obli- 
gation of  The  Savings  Bank  of  Balti- 
more, Charles  and  Baltimore  Streets, 
Baltimore  3,  Maryland,  arising  out  of  a 
Savings  Account,  account  number  2610, 
entitled  Ervin  Braun,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Ervin  Braun, 
deceased,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Ervin  Braun,  de- 
ceased, referred  to  in  subparagraph  1 
hereof  are  not  within  a  designated  enemy 


made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used." 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  pre.scribed  In  .section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  15,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-1598;    Piled,    Mar.    2.    1949; 
8:55  a.  m.J 


[Vesting  ()rder  12830] 
Portuna-Werke 

In  re:  Debt  owing  to  Fortuna-Werke. 
F-28-19814-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Fortuna-Werke.  the  last  known 
address  of  which  Is  Cannstatt,  Stuttgart. 
Ciermany.  is  a  corporation,  partnership, 
association  or  other  business  organiza- 
tion, organized  under  the  laws  of  Ger- 
many, and  which  has  or.  since  the  effec- 
tive date  of  Executive  Order  8389.  as 
amended,  has  had  Its  principal  place  of 
business  in  Stuttgart.  Germany  and  Is  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Fortuna-Werke,  by  Manu- 
facturers Supplies  Company,  730  N.  18th 
Street,  St.  Louis  3.  Missouri,  in  the 
amount  of  $941.46  as  of  January  18, 1949, 
together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named-  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 


[Vesting  Order   12836] 
Fritz  Ohm  and  Josefink  Koller  Uhe 

In  re:  Bank  account  owned  by  Fritz 
Ohm  and  Jaseflne  Koller  Uhe.  F-28- 
28189-E-l.  F-2&-28525-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Fritz  Ohm  and  Jo.sefine  Koller 
Uhe,  each  of  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany^ ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Central  Savings  Bank  in  the  City 
of  New  York,  2100  Broadway.  New  York 
23.  New  York  arising  out  of  a  savings 
account,  account  number  1222130,  en- 
titled Anna  Ohm  Fischer  1.  t.  f.  Fritz 
Ohm.  maintained  at  the  branch  office  of 
the  aforesaid  bank  located  at  4th  Avenue 
at  14th  Street,  New  York.  New  York,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Fritz 
Ohm,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany)  ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Emigrant  Inda-Jtrial  Savings 
Bank,  51  Chambers  Street,  New  York  8, 
New  York,  arising  out  of  a  savines  ac- 
count, account  number  166723.  entitled 
Anna  Ohm  Fi.scher  For  Josefine  Koller 
Uhe,  maintained  at  the  branch  office  of 
the  aforesaid  bank  located  at  5  East  42nd 
Street,  New  York  17.  New  York,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  Josefine 
Koller  Uhe.  the  aforesaid  national  of  a 
designated  enemy  country  (Germany); 
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and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  p>ersons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person.s  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany* . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  •national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanincs  pre.scribed  in  .section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  15.  1949. 

Por  the  Attorney  General. 

I  SEAL]  David  L.  Bazelon. 

A^\'Mlant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F     R     Doc     49   1599:    Filed,    Mar.    2.    1949; 
8;53  a.   m.j 


I  Vesting  Order  12839] 
Messrs.  M.  Senno 

In  re:  Debt  owing  to  Messrs.  M  Senno. 
F-39-5295-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9711,  and  pursuant  to  law, 
after  investication,  it  is  hereby  found: 

1.  That  Messrs.  M.  Senno.  the  last 
known  address  of  which  is  Kobe,  Japan, 
is  a  corporation,  partnership,  as.socia- 
tion.  or  other  busines.s  organization, 
organized  under  the  laws  of  Japan,  and 
which  has  or.  since  the  effective  date  of 
Executive  Order  8389.  as  amended,  has 
had  its  principal  place  of  busine.ss  in 
Japan,  and  is  a  national  of  a  designated 
enemy  country  « Japan)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Messrs.  Senno  by  Panama 
Railroad  Company,  Balboa  Heights, 
Canal  Zone,  in  the  amount  of  $215.66, 
representing  net  proceeds  of  sale  of  mer- 
chandise .sold  pursuant  to  Treasury  Li- 
cense dated  April  9,  1945,  together  with 
any  and  all  accruals  thereto  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
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national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"'  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D  C  ,  on 
February  15.  1949. 

For   the   Attorney  General. 

I  seal]  David  L.  Bazelo:;. 

A.ssi.stant  Attorney  General, 
Director,  Office  of  Alien  Propcrtjj. 

|K     R     Doc.    49   1600;     Filed.    Mar.    2.    1949; 
8  .56   a     m  1 


[Vesting  Order    12840] 
E.  VON  Schmidt 


In  re:  Debt  owing  to  E.  von  Schmidt, 
also  known  as  E.  von  Schmidt  auf  Alten- 
stadt.    F-28-7476-C-1  2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  E.  von  Schmidt,  also  known  as 
E.  von  Schmidt  auf  Alten.stadt,  whose 
last  known  address  is  Paulsbroner  Str. 
80-81,  Berlin,  Helemsee.  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  desiKnated  enemy  country  (Germany*  ; 

2.  That  the  property  described  as  fol- 
lov.'s:  That  certain  debt  or  other  obliga- 
tion owing  to  E.  von  Schmidt,  also  known 
a.s  E.  von  Schmidt  auf  Alten.stadt.  by  Iron 
&  Ore  Corporation  of  America,  122  East 
42nd  Street,  New  York.  New  York,  in  the 
amount  of  $69. G6.  as  of  December  31, 
1945.  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  "Germany* ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
•  Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.ssary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 


dealt  with  in  the  Interest  of  and»for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country""  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  15,  1949. 

For  the  Attorney  General. 

I  SEALl  David  L.  Bazelon. 

A.s.'<iiita)it  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF     R.    Doc.    49-1601:    Filed,    Mar.    2,    1349; 
8;56   a.   m  ] 


[Vesting  Order   12841] 
YoiCHlRO  Uyeda 

In  re:  Bank  accounts  owned  by  and 
debt  owing  to  Yoichiro  Uyeda  also  known 
as  Y.  Uyeda.  D-39-14835-C-1;  E-1; 
E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Older  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Yoichiro  Uyeda  aLso  known  as 
Y.  Uyeda,  whose  last  known  address  is 
Japan,  is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
I  Japan* ; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Yoichiro  Uyeda  also  known 
as  Y.  Uyeda,  by  Bank  of  America  National 
Trust  &  Savings  As.sociation,  300  Mont- 
gomery Street,  San  Francisco  20,  Calif., 
arising  out  of  a  Dormant  Commercial 
Account,  entitled  Y.  Uyeda,  maintained 
at  the  branch  office  of  the  aforesaid  bank 
located  at  201  Main  Street,  Petaluma. 
California,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

b.  That  certain  debt  or  other  obligation 
of  the  Bank  of  Sonoma  County,  Sebasto- 
pol,  California,  arising  out  of  a  Com- 
mercial Account,  entitled  Toshito  Uyeda. 
trustee  for  Yoichiro  Uyeda,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same,  and 

c.  That  certain  debt  or  other  obligation 
evidenced  by  a  check  in  the  amount  of 
S30.00,  drawn  on  the  Treasurer  of  the 
United  States,  dated  December  27,  1948. 
numbered  8310,  payable  to  the  Attorney 
General  of  the  United  States,  and  pres- 
ently in  the  possession  of  the  Attorney 
General  of  the  United  States,  together 
with  any  and  all  accruals  to  the  afore- 
said debt  or  other  obligation,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and  all  rights  In.  to 
and  under  the  aforesaid  check, 

is  property  v.ithin  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Yoichiro 
Uyeda  also  known  as  Y.  Uyeda,  the  afore- 
said national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
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within  a  designated  enemy  country,  th« 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

AH  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[8«AL]  David  L.  Bazelow. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49  1602;    Piled.    Mar.    2,    1949; 
8; 56  a.   m] 


NOTtCIS 

made  and  taken,  and,  it  being  deemed 
Accessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

rsEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49  1603;    Piled.    Mar.    2,    1949; 
8:56  a.  m.j 


(Vesting  Order   12843] 
Herta  Weidtmann 

In  re:  Bank  account  owned  by  Herta 
Weidtmann.     F-2&-28521-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Herta  Weidtmann.  whose  last 
known  address  i-s  Kettwig,  Ruhr.  Volck- 
mar  St.  5  20A.  North  Rhineland.  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany* ; 

2.  That  the  property  described  as 
follows : 

That  certain  debt  or  other  obligation 
owing  to  Herta  Weidtmann.  by  Wyoming 
Bank  and  Trust  Company.  Wyoming  Ave. 
and  Fifth  Street.  Philadelphia  40.  Penn- 
sylvania, arising  out  of  a  savings  account, 
account  number  12921.  entitled  Herta 
Weidtmann.  maintained  at  the  afore- 
said company,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany  ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 


(Vesting  Order  7706,  Amdt.] 
Ferdinand  Keller.  Sr. 

In  re:  Trust  under  the  will  of  Fer- 
dinand Keller.  Sr..  deceased.  File  D-28- 
9948;  E.  T.  sec.  14100. 

Vesting  Order  7706,  dated  September 
25,  1946,  is  hereby  amended  as  follows 
and  not  otherwise: 

By  deleting  from  said  order  7706  the 
following: 

All  right,  title,  Interest  and  claim  of 
any  kind  or  character  whatsoever  of 
Irene  Keller,  also  known  as  Irene  Doris 
Keller  and  al.so  known  as  Irene  Maria 
Doris  Keller  in  and  to  the  trust  created 
under  the  will  of  Ferdinand  Keller.  Sr.. 
Deceased, 

And  by  substituting  therefor  the 
following: 

All  right,  title.  Interest  and  claim  of 
any  kind  or  character  whatsoever  of 
Irene  Keller,  also  known  as  Irene  Doris 
Keller  and  also  known  as  Irene  Maria 
Doris  Keller  in  and  to  the  trusts  created 
under  Articles  Fifth  and  Sixth  of  the 
will  of  Ferdinand  Keller.  Sr..  deceased. 

All  other  provisions  of  said  Vesting 
Order  7706  and  all  actions  taken  by  or 
on  behalf  of  the  Alien  Property  Custodian 
or  the  Attorney  General  of  the  United 
States  in  reliance  thereon,  pursuant 
thereto  and  under  the  authority  thereof 
are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C.  on 
February  14.  1949. 

For  the  Attorney  General, 

IsEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49  1605;    Filed,    Mar.    2.    1919; 
'      8:57  a.  m.]  . 


mlnatlon.  be  returned,  subject  to  any  In-, 
crease  or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return   Published,  and   Property 

Gertrude  Spiegel  Spenner.  ';  -  Ralph  A. 
Spiegel.  229  Biast  Wisconsin  Avenue.  Mil- 
waukee 2.  Wisconsin:  Claim  No.  34875.  De- 
cember 22.  1948.  (13  P.  R  8238);  •97,286  02 
In  the  Treasury  of  the  United  States. 

The  following  securities  presently  In  cus- 
tody Safekeeping  Department,  Federal  Re- 
serve Bank.  New  York,  New  York:  $2,5C0  U  S. 
Savings  Bonds.  Series  'D',  due  July  1.  1949;- 
$8,000  U.  S.  Treasury  Bonds  1950-62  at  2'-j  '.■  : 
Certificate  No.  323.  registered  in  the  name  of 
the  Attorney  General  of  the  United  States, 
for  1.250  shares  $.25  PV  capital  stock  Bell 
Mining  Company.  Idaho  corporation;  Certi- 
ficate No.  1169,  registered  in  the  name  of  the 
Attorney  General  of  the  United  States,  for 
1.250  shares  $100  PV  capital  stock  Benton 
Mining  Company,  Ltd  ,  Idaho  corporation; 
Certificate  No.  68,  registered  In  the  name  of 
the  Alien  Property  Custodian,  for  41  shares 
$10.00  PV  capital  stock  Molra  Copper  Com- 
pany. Wisconsin  corporation;  Certificate  No. 
81.  registered  in  the  name  of  the  Attorney 
General  of  the  United  SUtes.  for  25  shares 
$.10  PV  capital  stock  Waukesha  Roxo  Com- 
pany, Wisconsin  corporation. 

The  following  securities  in  possession  Cus- 
tody and  Clearance  Section.  New  York  0«Bce 
of  Allen  Property,  120  Broadway.  New  York, 
New  York:  Certificate  No.  4622,  registered  In 
the  name  of  (Mrs.)  Gertrude  S  Spenner.  lor 
1.313  shares  $100  PV  capital  stock,  reduced 
by  dividends  to  $88'2  PV.  Twin  Buttes  Min- 
ing and  Smelting  CoiJ.pany.  Arizona  corpo- 
ration; Certificate  No.  612.  registered  in  the 
name  of  Mrs.  Gertrude  S.  Spenner.  for  5.625 
shares  $1  00  PV  capital  stock  United  Ameri- 
can Mines  Company,  Ltd.,  Idaho  corporation. 
An  undivided  one-fourth  Interest  In  the 
securities  hereinafter  Identified,  said  cer- 
tificates being  presently  In  the  cvistody  of 
First  Wisconsin  Trust  Company.  Milwaukee. 
Wisconsin:  Certificate  No.  3586  for  10.000 
shares  $1  00  PV  common  stock  Alameda  Min- 
ing Company,  registered  In  the  name  of  Flr.st 
Wisconsin  Trust  Company,  Trustee  under 
the  Will  of  Adolph  Spiegel.  Eteceased;  Cer- 
tificate No.  8360  for  500  sharr.s  $100  PV 
common  stock  Hubbard  Elliot  Copper  Com- 
pany, presently  registered  in  the  name  of 
Mrs.  A.  Spiegel,  and  assigned  In  blank  by 
Adele  Spiegel. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed   at   Washington.   D.    C,   on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.\zelon. 

A.s.<<istant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1606;    Filed.    Mar.    2,    1949; 
8:67  a.   m.j 


(Return  Order  265] 
Gertrude  Spiegel  Spenner 

Having  considered  the  claim  set  forth 
below  and  having  Lssued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 


( Return  Order   267] 
Conard-Pyle  Co, 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  tht  deter- 
mination, including  all  royalties  accrued 
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thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  to 
Return   Published,   and    Property 

The  Conaid-Pyi«  Company,  West  Grove. 
Chester  Countj*.  Pa  ;  Claim  No.  A-133;  Janu- 
ary 14,  1949  ( 14  F  R.  210 ) :  property  described 
In  Vesting  Order  No.  1028.  dated  March  4, 
1943.  relating  to  United  States  Patent  Appli- 
cation Serial  Number  442.958.  now  United 
States  Plant  Patent  Number  574,  reserving, 
however,  in  the  Attorney  General  of  the 
United  States  the  right  to  collect  any  monies 
due  or  to  become  due  from  the  Conard-Pyle 
Company,  with  respect  to  said  patent,  pur- 
suant to  a  contract  executed  by  and  between 
the  Conard-Pyle  Company  and  Francis  Meil- 
land  at  Tassin-les-Lyon,  Rhone,  France,  on 
April  9.   1936 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  l.s.sup 

Executed  at  Washington.  D  C,  on 
February  24.  1949 

For  the  Attorney  General. 

(seal!  David  L.  Bazelon, 

Assi.staut  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F     R     Doc     49-1607:     Filed.    Mar.    2.    1949; 
8  57  a.  m.l 


[Return  Order  268) 
Helmut  Legerlotz 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erly, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return. 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No  .  Notice  of  Intention  to 
Return  Pubh.thed.  and  Property 

Helmut  Legerlotz.  New  York.  N.  Y.;  Claim 
No.  6158;  December  22.  1948,  (13  F.  R.  8236 1; 
$733,293  87  In  the  Treasury  of  the  United 
States. 

All  Interests  and  rights  (Including  all 
royalties  and  other  monies  payable  or  held 
with  respect  to  such  Interests  and  rights  and 
all  clamaRes  for  breach  of  the  agreement 
herelnaiter  described,  together  with  the  right 
to  sue  therefor)  created  in  Helmut  Legerlotz 
by  virtue  of  an  agreement  dated  April  24, 
1928  (Including  all  modifications  of  and 
supplement*  to  said  agreement,  Including, 
but  without  limitation,  a  letter  from  Fred- 
erick Stearns  S:  Company  to  Helmut  Legerlotz 
and  Syngala,  G.  m.  b.  H..  dated  March  9. 
1928.  a  letter  from  Syngala.  O.  m.  b.  H.  to 
Frederick  Stearns  &  Company,  dated  January 
16.  1936.  and  a  letter  from  Helmut  Legerlotz 
to  Frederick  Stearns  &  Company,  dated  Janu- 
uary  26.  1936)  by  and  between  Helmut  Leger- 
lotz, Chemische  Fabrik  Syngala.  G.  m.  b.  H. 
and  Frederick  Stearns  &  Company,  relating 
among  others  to  Patent  No.  1.965.502  Issued 
July  3.  1934.  Inventor  Helmut  Legerlotz,  for 
Making  Optically  Active  Phenylalcamines. 

In  connection  with  this  return,  the  claim- 
ant has  furnished  the  Attorney  General  of 
the  United  States  certain  covenants  con- 
tained in  two  letters  dated  November  17, 
1948  and  December  29,  1948,  copies  of  which 
are  attached  as  Exhlblu  "A"  and  "B",  re- 


spectively, to  the  determination  filed  here- 
with. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington.  D,   C,  on 
February  28.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49   1608;    Filed,    Mar.    2.    1949; 
8:57  a.  m.l 


[Return  Order  261] 
Else  Eichman 


Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, de.scribed  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrea.se  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No  .  Notice  of  Intention  To 
Return  Published,  and  Property 

Else  Eichman,  Hampton,  New  Jersey,  Claim 
No.  6748.  January  15,  1949  (14  F.  R.  236); 
$5,787  49  in  the  Treasury  of  the  United  States. 

Bond  No.  50300  in  the  face  amount  of 
$1,000.00  of  the  Southern  Railway  Company 
(Virginia)  First  Consolidated  Mortgage  Gold 
Bond  is.sued  October  2.  1894,  due  July  1,  1994. 
with  coupon  dated  July  1.  1949.  presently  in 
custody  of  the  Safekeeping  Department  of 
the  Federal  Reserve  Bank  of  New  York.  New 
York. 

The  following  certificates  of  stock,  regis- 
tered In  the  name  of  the  Attorney  General  of 
the  United  States.  Account  No.  28-19362, 
presently  in  custody  of  the  Safekeeping  De- 
partment of  the  Federal  Reserve  Bank  of 
New  York,  New  York:  Certificate  No.  4293 
representing  10  shares  of  Burns  Bros.  (New 
York)  no  par  vaUie  common  stock.  Certifi- 
cate No.  4811  repie.senting  12  shares  of  Endi- 
cott  Johnson  Corporation  (NewYoiki  $100.00 
par  value  preferred  stock.  Certificate  No. 
4710  representing  80  shares  of  Endlcott  John- 
son Corporation  (New  York)  $25.00  par  value 
common  stock.  Certificate  No.  1082  repre- 
senting 12  shares  of  Gimbel  Brothers,  Inc 
(New  York)  no  par  value  $4.50  cumulative 
preferred  stock.  Certificate  No.  65L45  repre- 
senting 10  shares  of  International  Paper 
Company  (New  York)  $15.00  par  value  com- 
mon stock.  Certificate  No,  50648  represent- 
ing 10  shares  of  Standard  Gas  and  EHectrlc 
Company  (Delaware)  no  fiar  value  prior  pref- 
erence $700  cumulative  stock.  Certificate 
No.  3108  representing  50  shares  of  The  West 
Penn  Electric  Company  (Mafyland)  no  par 
value  common  stock. 


Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed    at   Washington,   D.    C,   on 
February  24.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.^zelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49   1558;    Filed,    Mar.    1.    1949; 
8:52  a.  m.| 


SociETE  des  Usines  Chimiques 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  .section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C,  in- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  infringement  thereof,  after  ade- 
quate piovision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Cfaim  No.,  and  Property 

Societe  des  Usines  Chimiques.  Rhone- 
Poulenc.  Paris.  France;  Claims  Nos.  6542. 
6543.  6544.  6545.  6546.  6547  and  29527.  6548; 
Property  described  in  Vesting  Order  No.  293 
(7  F  R.  9836.  November  26.  1942).  relating 
to  United  States  Patent  Application  Serial 
Nos.  118.268  (now  United  States  Letters 
Patent  No.  2,309.841 1;  285.266  (now  United 
States  Letters  P.itent  No.  2.309.860);  378.061 
(now  United  States  Letters  Patent  No.  2.449,- 
036)  and  383.056:  property  described  in  Vest- 
ing Order  No.  966  (8  F.  R  5047.  April  17, 
1943).  relating  to  United  Slates  Letters 
Patent  Nos.  1.573.738;  1.582.775;  1.582,776; 
1.591.958;  1.598.141;  1.598.370;  1.599.508; 
1,606.624:  1.608.288;  1.623.896;  1.643.692; 
1.677.964;  1.700.756;  1.798.030;  1.896.039; 
1.904.696:  1.909  798;  1.994.213;  2.009,295; 
2.041.528;  2,056.046;  2.060.181;  2.070.163; 
2.111,768:  2,115.570;  2.219.796;  2,262.544  and 
2,274.593;  property  described  In  Vesting  Or- 
der No.  677  (8  F  R.  7029,  May  27.  1943). 
relating  to  United  States  Letter.s  Patent  No. 
1,912.189;  property  described  in  Vesting  Or- 
der No.  2107  (8  F.  R.  13853.  October  9.  1943). 
relating  to  United  States  Letters  Patent  No. 
1.609.520;  property  described  In  Vesting  Or- 
der No.  3515  (9  F.  R.  5844.  May  30,  1944). 
relating  to  United  States  Letters  Patent  Nos. 
1.627.881:  1.738.563;  1.826.594;  1,854,762; 
1.859.002;  ,  1,882,551;  1.908,746;  1.956,570; 
1,956.571;  1.969.882;  1.988.156;  1,992,167; 
2.082.946;  2.102.282;  2.122,735;  2.175.842; 
2,213,717;  2.242,322  and  2.279,468;  property 
described  in  Vesting  Order  No.  3565.  relating 
to  United  States  Patent  Application  Serial 
'No.  2.273,633;  property  described  In  Vesting 
Order  No.  1601  (8  F.  R,  8568,  June  21.  1943) 
aa  Transaction  Controls,  relating  to  dis- 
closures of  the  following  inventions: 


T.C.No. 

TItk. 

Inventor 

1«8  (now  ,S*r.  N'o.  fiZJ.WWi 

New  Polymerisahte  Product  and  Iti  Proceg*  of 
Manufacture, 

Suli.stilutpd  Alkylt-ne-niamims 1 

Dispersions  of  SynthPlIc  Resins "..'.."" 

Inserticiflal  ("oni|>ositlon<i 

Adjuvants  of  1  echnlcal  OrRsnlc  Substances  and 

Methods  of  I'sinfc  the  .Same. 
ITolective    CoallnRS    for    Metal    Surfitoeg    and 

Method  of  Ptoduclni;  the  Srtine. 

Method  for  the  iTmxirallon  of  HydroquinooA 

Derivatives  on2/.'>  I'wjtaneirlol. 

M.Orunfeld. 

M.  Mosnler. 

K.  Cottet. 

J.  Moite  and  J.  Lambert. 

Ormifeld  and  Cottet. 

E.Cottet. 

M.  Hannlon. 
Grunfeld  and  Court«t. 

IW.I  (ai  (now  Scr.  N'o.  fi2:<.Sttn 

It).)  (hi  (now  .'^or.  No.  f)23.N97) 

IW.i  (pi  (now  ,S«T.  N'o,  6Z1.KD0I     ... 
I»5  (d)  (now  ."^r.  .No,  n2t.K95^ 

IM  (6)  (now  S«r.  No.  SXl.SWi) 

l»^  m)  (now  .*<«■.  N'o,  (52;«.>«>2) 

IW  (h;  (now  .ser.  No.  ftC.WM) 
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All    lntere«ta    and    rlgbte   created    In   Les 

Etabllssementa  Poulenc  Preree  (now  known 
aa  Soclete  des  Uslnea  Chlmlques  Rhone- 
Poulenc)  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  2107.  by  virtue  of  an  agree- 
ment dated  April  16,  1927  (Including  all  mod- 
incatlona  thereof  and  auppleraents  thereto) 
by  and  between  Lea  gtabliaeemants  Poulenc 
Freres  and  Abbott  L«t»raioT<e«,  relating 
among  other  things  to  United  States  Letters 
Patent  No.   1.609.520. 

All  interests  and  rights  created  In  Societe 
des  Uslnes  Chimiques  Rhone-Poulenc  to  the 
extent  owned  by  claimant  immediately  prior 
to  the  vesting  thereof  by  Vesting  Order  No. 
8515,  by  virtue  of  an  agreement  dated  Octo- 
ber 30,  1931  (Including  all  modifications 
thereof  and  supplemenU  thereto)  by  and  be- 
tween Soclete  des  Uslnes  Chlmlques  Rhone- 
Poulenc.  E.  I.  du  Pont  de  Nemours  &  Com- 
pany and  Newport  Chemical  Corporation,  re- 
lating among  other  things  to  United  States 
Letters  Patent  No.  2,279,468. 

All  InteresU  and  rights  created  In  Soclete 
Chlmlque  des  Uslnes  du  Rhone  (now  known 
as  Soclete  des  Uslnea  Chlmlques  Rhone- 
Poulenc)  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  3608  (9  P.  R.  6939,  May  31. 
1944)  by  virtue  of  (a)  an  agreement  dated 
December  31.  1927  (Including  all  modifica- 
tions thereof  and  supplements  thereto)  by 
and  between  Societe  Chlmlque  des  Uslnes  du 
Rhone  and  E.  I.  du  Pont  d*  Nemours  &  Com- 
pany, relating  among  other  things  to  United 
States  Letters  Patent  No.  2,172,447;  and  (b) 
an  agreement  dated  August  4,  1928  (Includ- 
ing all  modifications  thereof  and  supplements 
thereto)  executed  by  B.  I.  du  Pont  de  Ne- 
mours Sc  Company  on  June  16,  1928  and  by 
Soclete  Chlmlque  rfes  Uslnes  du  Rhone  on 
August  4.  1928  relating  among  other  things 
to  the  United  States  Letters  Patent  No. 
1,898,213. 

Executed   at  Washington,   D.   C,  on 
February  24,  1949. 

FV)r  the  Attorney  General. 

[sxAL]  David  L.  Bazblon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

\T.    R.    Doc.    49-1560;    Piled,    Mar.    1.    1949; 
8:63  a.  m.J 


NOTICES 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    49-1609;    PUed,    Mar.    i,    1949; 
8:58  a.  m.) 


Silvio  E.  GirrrRE  it  al. 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  sectioh  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  Increase 
or  decrea.se  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 


Claimant 


[Return  Order  227,  Amdt.] 

iTStJZO    KUNISHIGE     AND     AnDY    NoRIHIRO 
KUNISHICE 

Return  Order  No.  227,  dated  December 
6.  1948,  Is  hereby  amended  by  striking 
therefrom  the  name  of 

Claimant.  Claim  No.,  and  Property 

luuzo  Kunlshlge,  Box  277,  Ewa,  Oahu, 
T.  H  ,  13772:  $298  10. 

and  substituting  therefor 

Claimant.  Claim  No.,  and  Property 

Andy  Norlhlro  Kunlshlge.  Administrator 
of  the  EsUte  of  Itsxiro  Kunlshlge,  Box  277, 
Ewa,  Oahu.  T.  H  .   13772;   $298  10. 

All-  other  provisions  of  said  Return 
Order  No.  227  and  all  actions  taken  by 
or  on  behalf  of  the  Attorney  General  of 
the  United  States  in  reliance  thereon, 
pursuant  thereto,  and  under  the  author- 
ity thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington.  D.  C.  on 
February  25.  1949. 


.^IWio  K.  Oiuffre.  8. 

Marlns    Salina, 

Itsly. 
Maria  A.  Gluftr*.  S. 

Marina    Salina, 

Italy. 
Mr».  Catherini"  Scl- 

arrlno  Ke,  Detroit. 

Mich. 


Claim 
No. 


4«29 
4529 
4£20 


Property  anJ  location 


Hfl.aW.03  In  the  Tr«Mury 
of  the  United  States  to 
Silvio  E.  OiufTre. 

$3,(H0.75  bi  the  Iteawiry 
of  the  l'nlte<l  Stales  U> 
Maria  A.  flluflre. 

$3,(««.T5  in  the  Treas-ury 
of  the  I'nited  8t»ie»  to 
Mrs.  Catherine  Sciar- 
rlno  Re. 


Executed   at   Washington.   D.   C   on 
February  25,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazilow, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP.    R.    Doc.    49-1.610;    Piled,    Mar.    2.    1949; 
8:58  a.  m.| 


Henry  J.  Ishikawa 


Frida  Kttrz  rr  al. 

NOTICE    or    INTENTION    TO    RETURN    TESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  Includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
p€ust  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No.,  and  Property 

Frlda  Kurz,  Jamaica.  Long  Island.  N.  Y., 
Hanna  Kurz.  Jamaica.  Long  Island.  N.  Y., 
Renate  Pedersen.  nee  Kurz,  Floral  Park.  N.  Y.. 
5930:  Property  described  In  Vesting  Orders 
No.  201  (8  P.  R.  626,  January  16,  1943)  and 
No.  661  (8  P.  R.  2161,  February  18,  1943)  rela- 
tive to  United  States  Letters  Patent  No. 
1,754.364  and  property  described  In  Vesting 
Order  No.  201  relative  to  United  States 
Letters  Patent  No.  2,212,178.  Frida  Kurz  to 
rece#re  a  life  Interest  In  an  undivided  one- 
fourth  of  each  patent  and  Hanna  Kurz  and 
Renate  Pedersen  nee  Kurz  to  receive  each  an 
undivided  one-half  part  of  all  right,  title 
and  Interest  In  and  to  both  patents,  subject 
to  said  life  Interest  of  Prlda  Kurz;  »5,267.79 
In  the  Treasury  of  the  United  States,  one- 
fourth  ( '4 )  to  Prlda  Kurz;  three-elghtha 
(s,)  to  Hanna  Kurz;  and  three-eighths  ( »,  ) 
to  Renate  Pedersen;  »2,387  78  In  the  Treasury 
of  the  United  SUtes,  In  equal  parts  to  Hanna 
Kurz  and  Renate  Pedersen.  subject  to  the 
life  estate  of  Prlda  Kurx  In  one-fourth  ( ',4 ) 
part  thereof. 

Executed   at  Washington,  D.   C,   on 
February  21.  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|P.    R.    Doc.    40-1612;    Piled.    Mar.    2,    1949; 
8  58  a.  m  ] 


,NONAL4^ 


NOTICE    OF    intention    TO    RETURN    VESTED 

property 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act.  as 
amended,  notice  is  hereby  given  of  in- 
tention to  return,  on  or  after  30  days 
from  the  date  of  the  publication  hereof, 
the  following  property,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant.  Claim  No..  Propertjf,  and  Location 

Henry  J.  Ishikawa;  4562;  100  shares  of 
Pacific  Trading  Company  (California)  $20.00 
par  value  capital  stock  registered  In  the 
name  of  the  Allen  Property  Custodian,  Wash- 
ington, D.  C,  presently  In  custody  of  the 
safekeeping  department  of  the  Federal  Re- 
serve Bank  of  New  York. 

Executed  at  Washington.  D.  C,  on 
February  24.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    4P-1611;    Piled,    Mar.    2,    1949. 
8:68  a.  ml 


6ELMA  Man  GEN 


NOTICE  or  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease restilting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Selma    Mangen.    New    York,    N.    Y..    3964; 
1250  00  In  the  Treasury  of  the  United  States. 

Executed   at   Washington,   D.   C.   on 
February  25.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    B.    Doc.    49-1613;    Piled,    Mar.    2,    1949; 
8:68  a.m.] 
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TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

|3d  Gen.  Rev.  of  Export  Regs..  Amdt.  48] 

Part  372 — General  Licenses 

Part  381 — Licenses  for  Multiple 
Shipments  or  Girr  Parcels 

miscellaneous  amendments 

1.  Section  372.21  General  license  for 
gift  parcels  is  amended  to  read  as  follows; 

i  372.21  General  license  for  gift  par- 
cels— (a)  General  Ucefise.  There  is 
hereby  established  a  general  license  au- 
thorizing the  exportation  of  gift  parcels 
as  defined  in  paragraph  (b)  of  this  sec- 
tion, via  mail,  express,  or  freight,  ad- 
dressed to  individuals  (other  than  pris- 
oners of  war)  In  all  foreign  destinations: 
Provided.  That  such  exjwrtatlons  are 
made  in  accordance  with  the  following 
provisions  of  this  section. 

(b)  Definition.  For  the  purpose  of 
this  general  Mcense  a  gilt  parcel  is  de- 
fined as  a  parcel  containing  commodi- 
ties to  be  sent  free  of  cost  to  the  person 
ultimately  receiving  them  and  must  be 
for  the  personal  use  of  the  addressee  or 
his  Immediate  family. 

(c)  Commodity,  weight,  and  other  lim- 
itations—(l)  Parcel  post.  Gift  parcels 
mailed  by  parcel  post  shall  conform  to 
the  applicable  Post  Office  regulations  as 
to  size,  weight,  and  permissible  contents. 

(2)  Weight  limitations.  The  weight 
of  each  gift  parcel  sent  under  this  gen- 
eral license  shall  not  exceed  forty-four 
(44>  pounds. 

(3)  Commodity  limitations.  The  com- 
modities which  may  be  included  in  each 
gift  parcel  .sent  under  th'  ■  general  license 
are  limited  to  those  Items  which  are 
normally  sent  as  gifts,  suffi  as  food, 
clothing,  medlcinals.  and  drugs,  and  are 
restricted  as  follows: 

(i)  Not  more  than  three  (3)  pounds 
of  meat. 

(ii)  Not  more  than  five  dollars  ($5.00) 
combined  total  domestic  retail  value  of 
all  medicinals  and  drugs. 

(4)  Other  limitations.  Not  more  than 
one  gift  parcel  may  be  sent  by  the  same 
donor  to  the  same  donee  In  any  one  cal- 
endar week. 


(d)  General  license  designation.  All 
gift  parcels  presented  for  shipment  un- 
der this  general  license  must  be  indi- 
vidually addressed  and  the  words  "Gift 
Parcel"  shall  be  written  on  the  addressee 
side  of  the  package  and  also  efitered  on 
any  required  Customs  declaration. 

(e)  Special  provisions  for  shipments 
of  multiple  gift  parcels.  Shippers  of 
multiple  gift  parcels  under  the  provi- 
sions of  this  general  license  must  prepare 
the  shipper's  export  declaration  in 
quadruplicate.  The  fourth  copy  must  be 
signed  and  sworn  to  before  a  notary  pub- 
lic, or  other  person  authorized  to  admin- 
ister oaths,  and  must  be  accompanied  by 
either  (1)  copies  of  orders  (or  receipts 
Issued  to  donors)  covering  the  packages 
included  In  the  shipment,  or  (2)  an  al- 
phabetized list  of  donors  and  donees,  in 
accordance  with  the  following  provisions : 

(1)  If  copies  of  orders  are  furnished: 
(i)  Each  order  must  contain  the  names 

and  complete  residence  addresses  of  the 
donor  and  donee,  date  of  order  and  com- 
modities ordered,  including  quantity  and 
price.  The  orders  must  be  alphabetically 
arranged  according  to  donor's  surname 
and  securely  fastened  together.  The 
donors  named  must  be  residents  of  the 
United  States. 

(11)  The  following  statement  must  be 
typed  across  the  last  lines  of  columns 
9  through  15  of  the  shipper's  export 
declaration: 

This  declaration  consists  of  this  form  and 

copies  of  donor  orders  to  be  shipped 

under  this  declaration. 

(2)  If  a  donor-donee  list  Is  appended : 
(1)  The  list  must  contain  the  names 

and  complete  residence  addresses  of  the 
donors  and  donees,  alphabetically  ar- 
ranged according  to  donor's  surnames; 
and  must  ajso  show  the  date  on  which 
the  donor  placed  the  order  for  the  gift 
parcel.  All  donors  named  therein  must 
be  residents  of  the  United  States. 

(ii)  The  following  statement  must  he 
typed  across  the  last  line  of  columns  9 
through  15  of  the  shipper's  export 
declaration : 

This  declaration  consists  of  this  form  and 

the  attached page  list  of  donors 

and  donees  whose  orders  are  to  be  shipped 
under  this  declaration. 

(ill)  Shippers  submitting  lists  of  do- 
nors and  donees  must  have  on  file  and 

(Continued  on  next  page) 
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keep  for  a  period  of  three  years  from  the 
date  of  shipment,  copies  of  the  orders 
or  receipts  from  each  donor  named  Iri 
the  donor-donee  list  covering  each  parcel 
included  in  the  shipment.  These  records 
must  be  made  available  for  inspection  by 
representatives  of  the  Office  of  Interna- 
tional Trade  upon  request. 

(3)  Shippers  must  show  on  the  snip- 
per's export  declaration  the  specific 
Schedule  B  number  established  for  the 
commodities  and  the  total  amount  of 
each  item  to  be  shipped. 

(4)  When  clearing  shipments  for  ex- 
port the  fourth  copy  of  the  shipper's 
export  declaration,  accompanied  by 
either  the  appended  compilation  of 
orders  as  in  subparagraph  (D  ot  this 
paragraph  or  the  donor-donee  list  as 
in  subparagraph  (2»  of  this  paragraph, 
must  be  presented  to  the  collector  of  cus- 
toms who  will  forward  It  to  the  Office 
of  International  Trade. 

(5)  Shippers  of  multiple  gift  parcels 
under  the  provisions  of  this  general  li- 
cense from  Individual  donors  may  make 
the  exportation  directly  or  through  a 
forwarding  agent.    Where  the  shipper- 
seller  of  multiple  gift  parcels  employs  a 
forwarding  agent  to  effect  exportation, 
such  forwarding  agent  must  be  duly  des- 
ignated by  the  shipper.     In  no  event, 
however,  shall  a  power  of  attorney  or  let- 
ter of  authorization  be  required  from  the 
individual  donor.     (Sec.  6.  54  Stat.  714. 
55  Stat.  206.  56  Stat.  463.  58  Stat.  671. 
59  Stat.  270.  60  Stat.  215.  61  Stat.  214. 
61  Stat.  321:  Pub.  Law  395.  80th  Cong.; 
50  U.  S.  C.  App.  and  Sup.  701.  702;  E.  O. 
9630  Sept.  27.  1945.  10  F.  R.  12245:  E.  O. 
9919.  Jan.  3.  1948.  13  F.  R.  59) 

2  Part  381  Licenses  for  Multiple  Ship- 
ments of  Gift  Parcels.  Is  amended  to  read 
as  follows: 


Part  381— Licenses  for  Multiple 

SHIPMENTS  OF  GlFT  PARCELS 

381.1     Multiple  shipments  of  gift  parcels. 
381  2     Definition  of  "gift  parcel." 
381  3     Application  requirements. 
381  4     Shipments  of  Non-Posltlve  List  com- 
modities to  Group  0  destinations. 
381  5     Other  applicable  provisions. 

AiTTHORn-T:   S§  381.1  to  381.5  issued  under 

sec   6    54  St«t.  714.  65  Stat.  206.  56  Stat.  463. 

58  Stat.  671.  59  Stat.  270.  60  Stat.  215.  61  Stat. 

214,  61  Stat.  321:  Pub.  Law  395.  80th  Con?. 

50  U.  S  C.  App.  and  Sup.  701.  702;  E.  a  9630. 

sept.  27.  1945.  10  F.  R.  12245;  E.  O.  9919.  Jan. 

3,  1948.  13  F.  R  59. 

§  381  1  Multiple  shipments  of  gift  par- 
cels—i&)  General  provisions.  There  is 
hereby  established  a  procedure  whereby 
applications  may  be  made  for  licenses  to 
export  multiple  gift  parcels.  In  a  single 
shipment,  through  an  intermediate  con- 
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signee  for  delivery  to  Individuals  residing 
in  a  single  foreign  destination:  Provided, 
The  total  weight  of  each  individual  par- 
cel exceeds  44  pounds.  This  procedure  is 
applicable  only  where  the  total  value  of 
the  combined  shipments  exceed  the  GLV 
dollar-value  limits  specified  for  both 
Positive  List  and  Non-Positive  List  com- 
modities, but  where  the  contents  of  each 
Individual  parcel  do  not  exceed  such 
specified  limits. 

(b)  Type  of  package.  With  the  ex- 
ception of  100-pound  sack.s  of  flour.  thLs 
procedure  is  limited  to  packages  packed 
and  addressed  to  the  donee  by  the  donor. 
The  applicant,  therefore,  must  certify  on 
the  application  that  It  covers  this  type 
of  package  only  as  follows: 

This   application    covers (prepacked 

parcels  containing  Roxii  only;  or  home-packed 
parcels) .» 

(c)  Commodity  limitations.  (1)  Not 
more  than  100  pounds  of  flour,  25  pounds 
of  rice,  and  3  pounds  of  meat  may  be  In- 
cluded in  an  individual  parcel. 

(2)  Each  Rift  parcel  must  contain  at 
least  two  different  commodities,  except 
In  the  case  of  gift  shipments  of  flour  or 
clothing,  both  of  which  may  be  sent  un- 
accompanied by  other  commodities. 

5  381.2  Definition  of  "gift  parcel". 
The  term  "gift  parcel"  as  used  in  this 
part  means  a  parcel  containing  commod- 
ities to  be  sent  free  of  cost  to  the  person 
Ultimately  receiving  them  and  must  be 
for  the  personal  use  of  the  addressee  or 
his  Immediate  family. 

§  381.3  Application  requirements,  (a) 
Applicants  desiring  to  export  multiple 
gift  parcels  under  this  procedure  shall 
submit  individual  license  applications 
covering  all  Positive  List  commodities,  if 
shipment  is  to  be  made  to  a  Country 
Group  O  destination,  and  all  Positive  List 
and  Non-Positive  List  commodities,  if 
shipment  is  to  be  made  to  a  Country 
Group  R  destination.  In  accordance  with 
the  procedure  set  forth  below. 

<b)  Separate  applications  must  be  sub- 
mitted for  each  country  of  destination  to 
which  multiple  gift  shipments  are  to  be 
made  and  must  be  accompanied  by  either 
<1)  copies  of  orders  <or  receipts  i.s.sued  to 
donors)  covering  the  pa:kages  included 
in  the  proposed  shipment,  or  (2)  a  list. 
In  duplicate,  of  the  donor  and  donees,  in 
the  following  manner: 

(1)  If  copies  of  orders  are  furnished: 
(i)  Each  order  must  contain  the  names 

and  complete  residence  addresses  of  the 
donor  and  donee,  date  of  order  and  com- 
modities covered  in  the  order.  Including 
quantity  and  price.  The  orders  must  be 
alphabetically  arranged  according  to 
donor's  surname,  and  securely  fastened 
together.  The  donors  named  must  be 
residents  of  the  United  States. 

(ii)  The  following  statement  must  be 
typed  in  item  9  of  Form  IT-419: 

This  application  consists  of  this  form  and 

copies  of   donor  orders  to   be  shipped 

against  this  license. 

(2)  If  donor-donee  list  is  appended: 
(i)  The  list  must  contain  the  names 

and  complete  residence  addresses  of  the 

■  Include  !n  the  certification  that  portion 
of  bracketed  description  which  is  applicable 
to  the  proposed  shipment. 
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donors  and  donees,  alphabetically  ar- 
ranged according  to  donors'  surnames; 
and  must  also  show  the  date  on  which 
the  donor  placed  the  order  for  the  gift 
parcel.  All  donors  named  therein  must 
be  residents  of  the  United  States. 

(11)  The  following  statement  must  be 
typed  In  item  9  of  Form  IT-419: 

This  application  consists  of  this  form  and 

the  attached page  list  of  donors 

and  donees  whose  orders  are  to  be  shipped 
under  this  license. 

(lii)  Except  for  flour  parcels,  the  con- 
tents must  he  listed  opposite  the  name 
of  the  donor. 

(iv)  Applicants  must  have  on  file  and 
keep  for  a  period  of  three  years  from  the 
date  of  filing  the  application,  copies  of 
the  orders  or  receipts  from  each  donor 
named  on  the  donor-donee  list  covering 
each  parcel  included  In  the  shipment. 
These  records  must  be  made  available 
for  inspection  by  representatives  of  the 
Office  of  International  Trade  upon  re- 
quest. 

(O  License  applications  must  be  sub- 
mitted on  form  IT-419,  accompanied  by 
acknowledgment  card,  form  IT-116,  and 
must  include  the  following: 

( 1 )  Under  item  6  <  a ) ,  the  name  of  the 
applicant  who  is  acting  as  forwarding 
agent; 

<2>  Under  item  6  (b).  the  words  "See 
attached  list  of  donors"; 

<3)  Under  item  7  (a),  the  words  "See 
attached  list  of  donees"; 

(4)  Under  item  7  (b),  the  name  of  the 
Intermediate  consignee  in  the  foreign 
country; 

(5)  Under  item  9.  a  complete  descrip- 
tion of  the  proposed  shipment  Including 
the  following: 

(i)  The  total  number  of  gift  parcels 
to  be  shipped: 

<ii)  The  number  and  description  of 
the  shipping  containers,  i.  e..  bags,  boxes, 
barrels,  etc.; 

<iii)  The  specific  Schedule  B  numbers 
established  for  the  commodities; 

(iv )  Total  quantity,  in  terms  of  Sched- 
ule B  units,  of  each  commodity;  where 
unit  of  weight  is  not  given,  dollar  value 
should  be  given; 

(V)   The  processing  code  "GIFT". 

§  381.4  Shipments  of  Non-Positive 
List  commodities  to  Group  O  destina- 
tions. Non-Positive  List  commodities 
which  are  included  In  gift  parcels  to  be 
shipped  to  a  Group  O  country  need  not 
be  listed  on  an  export  license  applica- 
tion under  this  procedure. 

5  381.5  Other  applicable  provisions. 
In.sofar  as  consistent  with  the  provisions 
of  this  part,  all  of  the  provisions  of  Parts 
370  to  399  of  this  chapter  shall  apply 
equally  to  applications  for  and  licenses 
i-ssued  under  this  part. 

This  amendment  shall  become  effec- 
tive February  15,  1949. 

Dated:  February  28,  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F.    R.    Doc.    49-1623;    Filed.    Mar.    3.    1949; 
8:48  a.  m.J 
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TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Admin- 
istration, Housing  and  Home 
Finance  Agency 

Subchopter  D — Mullifamily  Rental   Housing 
Insurance 

Part  232 — Mui.tif.m«ly  Insurance:  Eli- 
gibility Requirements  of  Mortgage 
Covering  Multifamily  Housing 

eligibility  of  property 

Section  232.22  is  amended  to  read  as 
follows : 

§  232.22  Eligibility  of  property.  A 
mortgage  to  be  eligible  for  in.'^urance  must 
be  on  real  estate  held  in  fee  simple,  or 
on  the  interest  of  the  les.see  (a)  under  a 
lease  for  not  less  than  ninety-nine  <99) 
years  which  is  renewable  or  (b)  under  a 
lease  having  a  period  of  not  less  than 
seventy-five  (75)  years  to  ru|i  from  the 
date  the  mortgage  Is  executed,  or  (c) 
under  a  lease  executed  by  a  governmental 
agency  for  the  maximum  term  consist- 
ent with  its  legal  authority,  provided 
such  lease  has  a  period  of  not  less  than 
fifty  (50)  years  to  run  from  the  date 
the  mortgage  is  executed.  (Sec.  3,  52 
Stat.  23;  12  U.  S.  C.  1715b) 

Issued  at  Washington.  D.  C,  this  1st 
day  of  March  1949. 

Franklin  D.  Richards. 
Federal  Housing  Commissioner. 

[F.    R.    Doc.    49-1626:    Piled.    Mar.    8.    1949; 
8:52  a.  m.j 


Subchapter  I — War  Rental  Housing  Insurance 

Part  280 — Multifamily  War  Housing 
Insurance;  Eligibility  Requirements 
of  Mortgage  Covering  Multifamily 
Rental  Housing 

eligibility  of  property 

Section  28C.33  is  amended  to  read  as 
follows: 

§  280.33  Eligibility  of  property.  A 
mortgage  to  be  eligible  for  insurance 
must  be  on  real  estate  held  in  fee  simple, 
or  on  the  Interest  of  the  le.ssee  (a)  under 
a  lease  for  not  less  than  ninety-nine  (99 ) 
years  which  is  renewable  or  (b)  under  a 
lease  having  a  period  of  not  less  than 
seventy-five  (75)  years  to  run  from  the 
date  the  mortgage  is  executed,  or  (c) 
under  a  lease  executed  by  a  governmental 
agency  for  the  maximum  term  consistent 
with  its  legal  authority,  provided  such 
lease  has  a  period  of  not  less  than  fifty 
( 50  •  years  to  run  from  the  date  the  mort- 
gage is  executed.  (Sec.  1.  55  Stat.  61; 
12  U.  S.  C.  1742) 

Issued  at  Washington,  D.  C.  this  1st 
day  of  March  1949. 

Franklin  D    Richards. 
Federal  Housing  Commissioner. 

|F.    R.    Doc.    48-1625;    Filed,    Mar.    3,    1949; 
8:51  a.  m.] 
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Chapter  VIII — Office  of  the  Housing 
Expediter 

r  Controlled  Rooms  In  Rooming  Houses  and 

Other     Establishments.     Miami     Defense- 

Rental  Area.'  Amdt.  10] 
Part  825— Rent  Regulations  Under  the 

Housing   and  Rent   Act  of   1947,  as 

Amended 

RENT  REGULATION  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS IN  ML\MI  DEFENSE-RENTAL 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  Miami  Defense-Rent- 
al Area  (55  825.121  to  825.132)  is  hereby 
amended  in  the  following  respect: 

Section  825.121  (a)  is  changed  to  read 
as  follows: 

(a^   Housing  and  defense-rental  area 
to  which   n    825.121    to   825.132,  applv. 
Sections  825.121  to  825.132.  apply  to  al 
hoasing  accommodations  in  the  Miami 
Defense-Rental  Area,  except  as  provided 
m  §  825  121   <b).     The  Miami  Defense- 
Rental  Area  consists  of  the  County  of 
Dade,  in  the  State  of  Florida,  except  the 
municipalities  of  Miami  Beach.  Surfside. 
Bal   Harbour   and   Bay   Harbor   Island. 
The  Miami  Defense-Rental  Area  is  re- 
ferred  to  hereinafter  in   §§   825.12-   to 
825.132.  as  the  "Defense-Rental  Area  . 
This     amendment     decontrols     from 
5S  8''5  121  to  825.132  the  municipalities  of 
Miami  Beach.  Surfside.  Bal  Harbour  and 
Bay    Harbor    Island  in    Dade    County, 
Florida-  and  the  municipalities  of  Holly- 
wood and  Hallandale  in  Broward  County. 
Florida   as  they  were  constituted  on  the 
efTective  date  of  Federal  rent  control  m 
the  Miami,  Florida.  Defen.se-Rental  Area. 
(Sec    204  (d>.  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;   50 
use.  App.  1894  (d>.     Applies  sec.  204 
(e)    61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (e) ) 

This  amendment  shall  become  effec- 
tive as  of  February  16,  1949. 
Issued  this  1st  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
10  to  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Rooming  Houses  and 
Other  Establishments  for  Miami  De- 
fense-Rental Area 

The  Local  Advisory  Board  for  the  Mi- 
ami    Defense-Rental     Area,     State     of 
Florida  made  a  recommendation,  in  ac- 
cordance with  section  204   'e»    a>    'A) 
of  the  Housing  and  Rent  Act  of  1947,  as 
amended,  for  the  decontrol  of  certain 
portions  of  said  Defense-Rental  Area 
namely     the    municipalities    of    Miami 
Beach   Surfside.  Bal  Harbour,  and  Bay 
Harbor  Island  in  Dade  County.  Florida, 
and  the  municipaliUes  of  Hollywood  and 
Hallandale  in  Broward  County.  Florida. 
The  Housing  Expediter  disapproved  this 
recommendation  on  the  ground  that  it 
was  not  appropriately  substantiated  and 

>  13  F.  R.  5777.  8392;  14  F.  R.  20. 


RULES  AND  REGULATIONS 

In  accordance  with  applicable  law  and 
regulations.  •    ,  ^, 

Pursuant  to  section  204  (e)  (4)  of  the 
Housing  and  Rent  Act  of  1947,  as  amend- 
ed the  Housing  Expediter  /lied  the  rec- 
ommendation of  the  Local  Advisory 
Board  together  with  other  related  docu- 
ments, with  the  Emergency  Court  of 
Appeals.  On  February  I6r,  1949.  the 
Emergency  Court  of  Appeals  entered  an 
order  approving  the  recommendation  of 
the  Local  Advisory  Board. 

Accordingly,  this  amendment  is  be- 
ing issued,  effective  as  of  February  16. 
1949  to  effectuate  the  recommendation 
of  the  Local  Advisory  Board  as  approved 
by  the  Emergency  Court  of  Appeals. 

IF    R.    Doc.^49-1630;    Filed.    Mar.    3,    1949; 
8:53  a.  m.| 


I  Controlled  Housing  Rent  Reg..  Miami  De- 
fense-Rental Area,'  Amdt.  13) 

Part  825— Rent  Regulations  Under  the 
HOUSING  AND  Rent  Act  of  1947,  as 
Amended 

controlled     HOUSING     RENT     REGULATION 
FOR  MIAMI  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
(§§825.41  to  825.52)  is  amended  in  the 
following  respects: 

1.  The  definition  of  "effective  date  of 
regulation"  contained  in  §  825.41  is 
changed  so  as  to  delete  therefrom  the 
clause  relating  to  the  City  of  Hollywood 
and  the  Town  of  Hallandale  in  the 
county  of  Broward.  State  of  Florida 
Said  definition,  as  hereby  amended,  shall 
read  as  follows: 

"Effective  date  of  regulation"  means 
November  1, 1943,  the  effective  date  of  all 
provisions  of  the  Rent  Regulation  for 
Housing,  issued  pursuant  to  the  Emer- 
gency Price  Control  Act  of  1942.  as 
amended,  except  as  to  section  7  of  that 
regulation  which  became  effective  Octo- 
ber 1.  1943  in  the  County  of  Dade.  State 
of  Florida. 

2.  Section  825.41  (a)  is  changed  to  read 
as  follows: 

(a>   Housing  and  defense-rental  area 
to  which  §§  825.41  to  825.52  apply.    Sec- 
tions 825.41  to  825.52.  inclusive,  apply  to 
all    housing    accommodations    in    the 
Miami  Defense-Rental  Area,  except  as 
provided  in  §  825.41   (b>.     The  Miami 
Defense-Rental    Area    consists    of    the 
County  of  Dade,  in  the  State  of  Florida, 
except    the    municipalities    of    Miami 
Beach    Surfside,  Bal  Harbour  and  Bay 
Harbor   Island.     The   Miami   Defense- 
Rental  Area  is  referred  to  hereinafter  in 
§§  825.41    to    825.52.    as    the   "Defense- 
Rental  Area". 

This  amendment  decontrols  froni 
55  825  41  to  825.52  the  municipalities  of 
Miami  Beach,  Surfside.  Bal  Harbour  and 
Bay  Harbor  Island  in  Dade  County.  Flor- 
ida- and  the  municipalities  of  Hollywood 
and  Hallandale  in  Broward  County. 
Florida,  as  they  were  constituted  on  the 

'  13  F.  R.  5735.  6246.  8389;  14  F.  R.  20.  93. 
145. 


effective  date  of  Federal  rent  control  In 
the  Miami.  Florida.  Defense-Rental  Area. 

(Sec  204  (d>.  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U  S.  C.  App.  1894  (d).  Applies  sec.  204 
(e)  61  Stat.  197,  a§  amended  by  62  Stat. 
37  knd  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  ce)) 

This  amendment  shall  become  effec- 
tive as  of  February  16,  1949. 

Issued  this  1st  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment  13 
to  the  Controlled  Housing  Rent  Regu- 
lation for  Miami  Defense-Rental  Area 

The  Local  Advisory  Board  for  the  Mi- 
ami    Defense-Rental     Area.     State     of 
Florida  made  a  recommendation,  in  ac- 
cordance with  section  204  (e)  (1)  <A)  of 
the  Housing  and  Rent  Act  of  1947.  as 
amended,  for  the  decontrol  of  certain 
portions  of  said  Defense-Rental  Area, 
namely     the    municipalities    of    Miami 
Beach   Surfside.  Bal  Harbour,  and  Bay 
Harbor  Island  in  Dade  County.  Florida 
and  the  municipalities  of  Hollywood  and 
Hallandale  in  Broward  County.  Florida. 
The  Housing  Expediter  disapproved  this 
recommendation  on  the  ground  that  It 
was  not  appropriately  substantiated  and 
in  accordance  with  applicable  law  and 
regulations. 

Pursuant  to  section  204  (e)  (4>  of  the 
Housing  and  Rent  Act  of  19^7  as 
amended,  the  Housing  Expediter  filed  the 
recommendation  of  the  Local  Advisory 
Board  together  with  other  related  docu- 
ments, with  the  Emergency  Court  of 
Appeals.  On  February  16.  1949.  the 
Emergency  Court  of  Appeals  entered  an 
order  approving  the  recommendation  of 
the  Local  Advisory  Board. 

Accordingly,  this  amendment  is  being 
Issued,  effective  as  of  February  16.  1949. 
to  effectuate  the  recommendation  of  the 
Local  Advisory  Board  as  approved  by  the 
Emergency  Court  of  Appeals. 

IF    R.    Doc.    49-1629;    Filed.    Mar.    3.    1949; 
8:53  a.  m.| 


[Controlled  Rooms  In  Rooming  Houses  and 
Other    Establishments    Rent    Reg..'    Amdt, 
68| 
PART  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of   1947.   as 
Amended 
rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
hereby  amended   in  the   following   re- 

SDCCt  I 

Schedule  A.  item  55c.  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

1  13  P  R  5750.  5789.  5875.  5937.  5938.  6247. 
6283.  6411.' 6556.  6882.  6911.  7299.  7672  7801. 
7862  8218.  8328.  8388.  14  F.  R.  18.  272.  337, 
457.  "627.  337.  457.  627.  682.  695. 
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Broward  County  except  the  City  of  Holly- 
wood and  the  Town  of  Hallandale  as  con- 
stituted on  February  16,  1949. 

This  decontrols  from  §§825.81  to 
825.92  those  portioas  of  Broward  County. 
Florida,  which  were  added  to  the  mu- 
nicipalities of  Hollywood  and  Hallandale 
in  said  County  subsequent  to  October 
1.  1944  ( the  effective  date  of  Federai  rent 
control  in  the  Port  Lauderdale,  Florida. 
Defense-Rental  Area)  and  which  have 
been  part  of  the  Port  Lauderdale  De- 
fense-Rental Area. 

<8ec.  104  (A^ ,  61  Stat.  197,  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  8.  C. 
App.  1894  (d>.  Applies  sec.  204  (c>.  61 
SUt.  197.  as  amended  by  62  But.  37  and 
by  62  Stat.  94;  60  U.  S.  C.  App.  1894  (c) ) 

This  amendment  shall  be  come  effec- 
tive as  of  February  16,  1949. 

I^ued  this  1st  day  of  March  1949. 

TicHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompanj/  Amejidment 
68  to  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Rooming  Houses  and 
Other  Establitthmcnts 

It  is  the  Judgment  of  the  Housing  Ex- 
pediter tliat  the  need  for  continuing 
maximum  rents  in  those  portions  of  the 
municipaliUes  of  Hollywood  and  Hallan- 
dale. Broward  County.  Florida,  which 
are  located  In  th5  Port  Lauderdale. 
Florida.  Defense-Rental  Area,  no  lonper 
exists  due  to  the  fact  that  the  demand 
for  rental  housing  accommodations  has 
been  reasonably  met. 

This  amendment  is.  therefore,  being 
issued  to  decontrol  said  portions  of 
Hollywood  and  Hallandale,  in  accordance 
with  section  204  (c)  of  the  Hou.sing  and 
Rent  Act  of  1947.  as  amended. 

IF.    R.    Doc.    49-1628;    Filed.    Mar.    3.    1949; 
8:52  a.  m.J 


(Oontrcdled  Housing  Rent  Reg..'  Amdt.  70] 

Pabt  825 — Rekt  Regulation  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

cohtsollci)  hodsimg  rent  kegulatioh 

The  Controlled  Housing  Rent  Regula- 
tion (55  825.1  to  825.12 >  is  amended  in 
the  following  re.spect: 

Schedule  A,  item  55c.  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Broward  County  except  th*  City  of  Holly- 
wood and  the  Town  ol  Hallandale  as  con- 
stituted on  February  16.  194B. 

This  decontrols  from  §|  825.1  to  825.12 
those  portions  of  Broward  County.  Flor- 
ida, which  were  added  to  the  municipal- 
ities of  Hollywood  and  Hallandale  in 
said  County  subsequent  to  October  1, 
1944  (the  effective  date  of  Federal  rent 
control  in  the  Port  Lauderdale.  Florida. 
Defense-Rental  Area)  and  which  have 
been  part  of  the  Port  Lauderdale  De- 
fense-Rental Area. 


«  13  F.  R.  .'5706,  5788,  5fi77.  5637,  6246,  6283. 
6411.  6556,  6881,  6010,  7299.  7C71.  7801.  78f2. 
8217.  8S27.  8386:  14  P.  R.  17.  93,  148.  271.  337, 
4S«.  627.  662.  6«5.  656. 


FEDEIAL  tEGISTEl 

fSec.  204  (d).  61  Stat.  197,  as  amended 
hf  62  SUt.  37  and  by  62  Stat.  M;   50 

U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(c).  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (c)) 

This  amendment  shall  become  effec- 
tive as  of  February  16.  1949. 

Issued  this  1st  day  of  March  1949. 

TicHE  E.  Woods, 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
70  to  the  Controlled  Housing  Rent 
Regulation 

It  is  the  judgment  of  the  Housing  Ex- 
pediter that  the  need  for  continuing 
maximum  rents  in  those  portions  of  the 
municipalities  of  Hollywood  and  Hallan- 
dale. Broward  County.  Florida,  which 
are  located  in  the  Fort  Lauderdale.  Flor- 
ida, Defense-Rental  Area,  no  longer  ex- 
ists due  to  the  fact  that  the  demand  for 
rental  housing  accommodations  has 
been  reasonably  met. 

This  amendment  Is.  therefore,  being 
Issued  to  decontrol  said  portions  of  Hol- 
lywood and  Hallandale.  in  accordance 
with  section  204  <c>  of  the  Housing  and 
Rent  Act  of  1947.  as  amended. 

[F.    R.    Doc.    49-1627;    Filed.    Mar.    8,    1949; 
8:52   a.  m] 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Qiapter  II — Fiscal  Service,  Depart- 
ment of  the  Treasury 

Subchopler  B — Bureau  of  H««  Pwblic  D«bt 

[1949.  5lh  Amdt.  to  Dept.  Ctrc.  530,  «th  Rev.. 
Dated  Feb    13,  1945 1 

Pabt  315 — Reculations  Governing 
Savings  Bonds 

miscellaneous  amendments 

Febbuary  21,  1949. 

Ptirsuant  to  section  22  (a)  of  the  Sec- 
ond Liberty  Act.  as  amended  (55  Stat. 
7.  31  U.  S.  C.  757c),  Department  Cir- 
cular No.  630,  Sixth  RevLsion.  dated 
February  13.  1945  <31  CFR  1945  Supp.. 
315).  as  amended.  §§315.9  td)  <4), 
315.45  <b>  (1<.  and  315.47  (c>  <of  Sub- 
parts C,  L.  and  N.  respectively  >  are 
hereby  further  amended  to  read  as  fol- 
lows; 

f  315.9    Calculation  of  amount.   •   •    • 
<d)   •     •     • 

«4)  With  respect  to  bonds  of  Series 
E.  those  puichased  with  the  proceeds 
of  matured  bonds  of  Series  A.  Series 
C-193fi  and  D-1939.  where  such  matured 
bonds  are  presented  by  an  individual 
(natural  person  in  his  own  right)  owner 
or  coowner  for  that  purpose  and  the 
Series  E  bonds  are  registered  in  his  name 
in  any  form  of  registration  authorized 
for  that  series. 

5  315.45    Payment  or  reissue.    •     •     • 
(b>  ReiMue  during  the  lives  of  both 
coowners.     •      •      • 

(1)  If  one  of  the  coowners  is  married 
after  the  issue  of  the  bond,  the  bond 
may  be  reissued  in  the  name  of  either 
coowner.  alone  or  with  a  new  coowner 
or  a  benefkiaiy.    Requests  for  reissue 
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under  this  provision  should  be  made  on 
Form  PD  1938. 

5  315.47    Payment  or  reissue  on  death 
of  owner.     •     •     • 

(c)  Without  administration.  When  It 
appears  that  no  legal  representative  of 
the  decedent's  estate  has  been  or  is  to 
be  appointed  the  bond  will  be  paid  to 
or  rei.ssued  in  the  name  of  the  person  or 
persons  entitled  pursuant  to  an  agree- 
ment and  request  by  all  persons  entitled 
to  share  in  the  decedent's  estate  in  ac- 
cordance with  the  provisions  of  the  form 
pre.'icribed  by  the  Treasury  Department, 
which  should  be  duly  executed  in  ac- 
cordance with  the  instructions  thereon. 
A  short  fonn  for  settlement  without  ad- 
minisUation  (Form  PD  1946)  is  pre- 
scribed for  cases  in  which  the  amount  of 
savings  bonds  belonging  to  the  dece- 
dent's estate  is  not  in  excess  of  $500 
(maturity  value) .  A  longer  form  is  pre- 
scribed for  other  cases  of  settlement 
without  admini.stration.  Application  for 
tile  appropriate  form  to  be  used  liere- 
under  may  be  made  to  any  Federal  Re- 
serve Bank  or  to  the  Treasury  Depart- 
ment. Division  of  Loans  and  Currency. 
Merchandise  Mart.  Chicago  54.  Illinois.' 
The  applicant  should  state  whether  or 
not  the  amount  of  savings  bonds  belong- 
ing to  the  decedent's  estate  is  in  excess 
of  $500  (maturity  value).  If  any  of  the 
persons  are  minors  or  incompetents,  pay- 
ment or  reissue  of  the  bond  will  be  per- 
mitted without  administration,  except 
4;o  them  or  in  their  names  unless  their 
Interests  are  otherwise  protected  to  the 
satisfaction  of  the  Secretary  of  the 
Treasury-. 

Compliance  with  the  notice,  public 
procedure,  and  effective  date  require- 
ment*; of  the  Administrative  Procedure 
Act  <Pub  Law  404.  79th  Cong.;  60  Stat. 
237  >  is  found  to  be  impracticable  and 
unnece.«;sary  with  respect  to  these  re«ru- 
lations.  They  enlarge  the  rights  of 
holders  of  United  States  Savings  Bonds. 

I  seal!  E.  H.  Foley.  Jr., 

Acting  Secretary  of  the  Treasurg. 

(P.    R.    Doc.    491640:    Piled,    Mar.    S,    1948; 
855  a.   m.) 

TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Monage- 
ment,  Department  of  the  interior 

I  Circular  1722,  Amdt.  1] 

Part    196 — Phosphate    Leases    and    Usk 
Permits 

phosphate   leases 

That  part  of  the  second  sentence  of 
5  196.13  which  reads  "if  a  lease  applicant 
by  5  196.7  (b>.  <c».  <g)  and  <h>."  is 
amended  to  read  "of  a  lease  applicant 
by  g  196.7  (b>.  <c>.  (f>  and  <g»." 

<Sec.  9-12.  d2.  41  Stat  440.  441.  450;  30 
U.  S.  C.  189,  211-214) 

RoscoE  E.  Bell. 
Associate  Director. 

Approved:  Februarj'  25,  1949. 

Oscar  L.  Ch/'j^muj, 
Under  Secretary  of  the  Interior. 

{F.    R.    Doc.    48-1621;    Filed.    Mar.    3,    194fl; 
8:47  a.  m.] 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 
I  26CFR,  Part  182  1 

Industrial  Alcohol 
notice  of  proposed  rule  making 
A  notice  is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11.  1946,  that  the  regula- 
tions set  forth  in  tentative  form  below 
are   proposed  to  be  prescribed   by   the 
Commissioner  of  Internal  Revenue  with 
the   approval   of   the   Secretary   of   the 
Treasury.    Prior  to  the  final  adoption  of 
such  regulations,  consideration  will  be 
given  to  any  data,  views,  or  arguments 
pertaining  thereto,  which  are  submitted 
In  writing.  In  duplicate,  to  the  Commis- 
sioner of  Internal  Revenue.  Washington 
25    D    C.  within  the  period  of  30  days 
from  the  date  of  this  notice  In  the  Fed- 
eral  Register.     The   proposed   regula- 
tions are  to  be  issu<^d  under  the  authority 
of  sections  2800,  2808.  2810.  2815.  2823 
2829    3070.  3073.  3101.  3103.  3105.  3107 
3108'.   3112.   3113.  3114.   3124.   3176,   and 
3300,  Internal  Revenue  Code  '26  U.  S^  c. 
2800    2808,  2810,  2815,  2823.  2829.  3070, 
3073'  3101,  3103.  3105.  3107.  3108.  3112, 
3113  3114,  3124,  3176,  and  3300 >. 


I  SEAL 1 


Fred  S.  Martin. 
Acting  Commissioner 
of  Internal  Revenue. 


1    Sections      182.12,      182.13,      182  14, 
182.18.  182.19,  18^44  (first  paragraph ». 
182  49   (first  paragraph),  182.57,  182.59. 
182  63,  182.72.  182.73.  182.74  (first  para- 
graph).  182.80.    182.99.    182.110.    182.113. 
182  114      182.121.     182.122     (first     para- 
graph.. 182.149.  182.151.  182.153.  182.155. 
182  160,     182  165     <b..    182.168.     182.181. 
182.207.  182.208.  182  210.  182.212,  182.217, 
182218    182.219.182.262  (a)    (3),  182.269, 
182  270.    182.272.    182.278    (a)     'S^      (b. 
(3)    182  284.  182.286  .b),  182.297,  182.329. 
182  356    182.432,  182.478.  182.502.  182  519 
J >     182  527    (a).    <c..    182,539.    182  540 
182  541    182  634.  182.635.  182.657.  182.665. 
182  666'     182  691.     182.728     'first     para- 
Jfaph.-.  182.773.  182.774    182.780.182.8  5 

182  816.  182.855  (a)  (4).  'b).  182  868 
182  870  182.874  (b>.  and  182  89o  ot 
Regulations  3  <26  CFR,  Part  182  • .  re- 
lating to  Industrial  Alcohol,  are 
amended:  §U82  15a  and  182  868a  are 
added  to  such  regulations;  and  SS  ia.i.^11. 
182.303.  and  182  433  of  such  regulations 
are  revoked. 

2   Tliese  amendments  are  designed  to 
simplify     requirements     dealing     with 
equipment,  plant  facilities,  construction 
and  premises,  the  preparation  and  niing 
of     qualifying     documents,     indemnity 
bonds  required  for  the  removal  of  equip- 
ment the  registration  of  stills  and  losses 
of  alcohol,  and  to  prescribe  other  provi- 
sions of  a  corrective  or  clarifying  nature, 
it  is  not  intended  by  these  amendments 
to  require  permittees  to  file  additional 
plats  and  plans,  or  to  change  equipment 
immediately.  In  cases  where  the  existing 
documents  and  equipment  conform  es- 
sentially to  the  regulations  prior  to  these 
amendments.    Upon  filing  new  plats  and 


plans  covering  extensive  changes  in 
premises  and  equipment,  these  new  re- 
quirements must  be  observed. 

§  182.12    Specially  denatured  alcohol 
user's  premises.    A  manufacturer  quali- 
fying under  the  regulations  in  this  part 
for  the  use  of  specially  denatured  alcohol 
must  have  suitable  premises  for  the  busi- 
ness being  conducteo.  as  indicated  by 
§182  6    (u).      Proper    storage    facilities 
must  be  provided  on  the  premises  for 
safeguarding  the  specially  denatured  al- 
cohol  received  for  use.    These  storage 
facilities  may  consist  of  a  storeroom  or 
storage  tanks  (not  nece.ssarily  in  a  room 
or  building),  or  a  combination  of  store- 
room and  storage  tanks.     The  storage 
facilities  must  be  constructed  in  accord- 
ance with  §  182.57.     (Sees.  3105.  3124  ta» 
(6>.  3176,1.  R.  C.) 

§  182.13     Specially  denatured  alcohol 
bonded  dealer  premises.     A  bonded  deal- 
er qualifying  under  the  regulations  In 
this  part  for  the  sale  of  specially  de- 
natured alcohol  must  have  suitable  prem- 
i.ses  for  such  business,  as  indicated  by 
§182  6    (u).      Proper    storage    facilities 
must'  be  provided  on  the  premises  for 
safeguarding  the  specially  denatured  al- 
cohol received  for  sale.     These  storage 
facilities  ^ay  consist  of  a  storeroom  or 
storage  tanks  (not  nece.ssarily  in  a  room 
or  building),  or  a  combination  of  store- 
room and  storage  tanks.     The  storage 
facilities  must  be  constructed  in  accord- 
ance with  5  182.59.     (Sees.  3105,  3124  (a) 
(6>.  3176.1.  R.  C.) 


§  182  14  Tax-free  alcohol  user's  prem- 
ises A  tax-free  alcohol  user  qualifying 
under  the  regulations  in  this  part  for  the 
use  of  alcohol  free  of  tax  must  have  suit- 
able premises  for  the  activities  being  con- 
ducted, as  indicated  by  §182.6  (u). 
Proper  storage  facilities  must  be  provided 
on  the  premises  for  safeguarding  the 
alcohol  received  for  use.  The  storage 
facilities  shall  consist  of  a  room  or  com- 
partment, constructed  In  accordance 
with  §  182.61.  (Sees.  3105.  3124  (a)  (6). 
3176.  I.  R.  C.) 

§  182.15a     Equipment  not  in  buildinas. 
Notwithstanding  other  provisions  of  the 
regulations  in  this  part,  the  Commis- 
sioner may,  in  his  discretion,  approve 
indu-strial  alcohol  plants  consisting,  in 
whole  or  in  part,  of  equipment  and  appa- 
ratus not  located  in  a  room  or  building. 
If   in  his  opinion,  the  location  and  con- 
struction are  such  that  the  safety  of  the 
alcohol  and  the  revenue  are  not  endan- 
gered    High-wine  tanks,  receiving  tanks, 
and  other  tanks  used  for  the  receipt  and 
storage  of  alcohol  must  be  enclosed  and 
protected   in    the   manner    required    by 
§  182  44.     An  adequate  number  of  elec- 
tric   floodlights   shall    be    installed    for 
properly  lighting  the  premises  at  night 
Any  other  protective  measures  deemed 
essential  by  the  district  supervisor  or  the 
Commissioner  may  be  required.     (Sees. 
3105. 3124  (a)  (6). 3176. 1.  R.  C.) 

§  182  18  Walls.  The  outside  walls  of 
Industrial  alcohol  plant  buildings  must 
be  secvu-ely  and  substantially  con- 
structed.    If  wood,  corrugated  iron,  or 


tin  Is  used,  the  same  must  be  applied 
over  solid  sheathing  for  the  first  12  feet 
of  height,  and  over  solid  sheathing  or 
sheathing  spaced  not  greater  than  12 
inches  from  board  to  board  for  the  re- 
maining height.  Where  substantial 
sheet  metal  Is  used  and  the  sheets  are 
welded  together  In  such  manner  as  to 
constitute  a  solid  wall,  sheathing.  If  u.sed. 
may  be  applied  in  any  manner  desired. 
(Sees.  3105.  3124  (a)  (6).  3176.  I.  R.  C.) 

§  182  19     Roofs.    The  roofs  of  Indus-  _ 
trial  alcohol  plant  buildings  must  be  se- 
curely   and    substantially    constructed. 
Where  corrugated  iron  or  tin  Is  used,  the 
same   must   be   applied   over   sheathing 
spaced  not  greater  than  12  Inches  from 
board    to    board.      Where    substantial 
sheet  metal  Is  used  and  the  sheets  are 
welded  together  In  such  a  manner  as  to 
constitute  a  solid  roof,  sheathing.  If  used, 
may  be  applied  In  any  manner  desired. 
(Sees.  3105.  3124  (a)   (6).  3176,  I.  R.  C.) 
§  182.44    Storage  tanks  as  warehouses. 
The   Commissioner   may   approve   per- 
manent storage  tanks  not  located  within 
a  room  or  building  as  a  bonded  ware- 
house, or  a  part  thereof:  Provided.  That 
such   tanks   are   constructed,   equipped, 
and   enclosed   In   conformity   with   the 
following  requirements: 

,  •  •  •  ♦ 

5  182.49  Construction.  Denaturing 
plants  must  be  constructed  In  accord- 
ance with  the  applicable  provisions  of 
§§182.15  to  182  25,  and  §5  182.41  and 
182.44.  The  construction  of  the  dena- 
turing plant  shall  also  conform  to  the 
following  additional  requirements: 


§  182.57     Construction.     A   manufac- 
turer using  specially  denatured  alcohol 
must    provide    on    the    manufacturing 
premises  covered  by  the  basic  permit  a 
specially  denatured   alcohol   storeroom 
for  the  storage  of  specially  denatured  al- 
cohol, except  that  this  requirement  shall 
not  apply  where  permanently  fixed  metal 
tanks,  of  such  size  that  they  cannot  be 
readily  removed  and  so  constructed  that 
they  can  be  securely  locked,  are  Installed 
on  the  manufacturing  premises  for  the 
storage  for  specially  denatured  alcohol. 
The  walls  and  ceiling  of  the  storeroom 
must  be  securely  constructed  of  substan- 
tial materials.    The  doors,  windows,  and 
other  openings  must  be  equipped  with 
hardware  for  securing  the  same  on  the 
Inside  of  the  storeroom.    The  entrance 
door  mu-st  be  equipped  with  a  cylinder 
lock  or  with  a  hasp  and  staple  for  the 
reception  of  a  padlock  so  as  to  afford 
proper  protection  to  the  denatured  alco- 
hol stored  therein.    Specially  denatured 
alcohol   storage   tanks   may   be    placed 
underground.      Such     tanks    mu.st    be 
equipped  for  locking  and  so  constructed 
that  the  contents  can  be  ascertained. 
For  underground  tanks,  the  Identifying 
sign  required  by  §  182.58  shall  be  placed 
on  the  tank  outlet.    (Sees.  3105.  3124  (a) 
(6).3176.I.  R.C.) 

§  182.59    Construction.     A   dealer   in 
specially  denatured  alcohol  must  provide 
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on  the  premises  covered  by  the  basic  per- 
mit a  specially  denatured  alcohol  store- 
room for  the  storage  of  specially  dena- 
tured alcohol.  Permanently  fixed  metal 
tanks,  of  such  size  that  they  cannot  be 
readily  removed  and  so  constructed  that 
they  can  be  securely  locked,  may  be  lo- 
cated without  the  storeroom  and  used 
for  the  storage  of  specially  denatured 
alcohol.  Specially  denatured  alcohol  In 
original  packages,  or  other  portable  re- 
ceptacles, must  be  stored  In  the  specially 
denatured  alcohol  storeroom.  The  walls 
and  ceiling  of  the  storeroom  must  be 
securely  constructed  of  substantisd  ma- 
terials. The  doors,  windows,  and  other 
openings  must  be  equipped  with  hard- 
ware for  securing  the  same  on  the  inside 
of  the  storeroom.  The  entrance  door 
must  be  equipped  with  a  cylinder  lock, 
or  with  a  hasp  and  staple  for  the  recep- 
tion of  the  padlock,  so  as  to  afford  i»t>per 
protection  to  the  denatured  alcohol 
stored  therein.  Specially  denatured  al- 
cohol storage  tanks  may  be  placed  under- 
ground. Such  tanks  must  be  equipped 
for  locking  and  so  constructed  that  the 
contents  can  be  ascertained.  For  under- 
ground tanks,  the  identifying  sign  re- 
quired by  5  182  60  shall  be  placed  on  the 
tank  outlet.  (Sees.  3105,  3124  (a)  (6), 
3176.  I.  R.  C.) 

S  182.63  Scales.  The  proprietor  must 
provide  in  the  receiving  room  suitable 
and  accurate  scales  for  weighing  pack- 
ages of  alcohol.  The  proprietor  must 
also  provide  on  the  industrial  alcohol 
plant  premises  suitable  and  accurate 
scales  for  the  weighing  of  grain  and  other 
nonliquid  distilling  materials  received 
and  used :  Provided.  That  where  the  pro- 
prietor receives  shipments  of  materials 
by  rail  or  motor  carrier,  the  shipper's 
weights  appearing  on  the  bill  of  lading 
or  Invoice  may  be  recorded  as  the  amount 
received;  and,  in  such  cases,  track  or 
truck  scales  for  weighing  the  materials 
received  need  not  be  furnished.  If  the 
Industrial  alcohol  plant  is  equipped  with 
meal  hoppers  mounted  on  scales,  the 
meal  may  be  weighed  therein.  Beams  or 
dials  of  scales  used  to  weigh  packages 
must  indicate  weight  in  half-pound  grad- 
uations :  Provided,  That  If  packages  con- 
taining exactly  1,  2.  5.  and  10  wine  gal- 
lons, which  would  require  weighing  in 
terms  of  pounds  and  ounces,  are  filled  or 
received,  scales  Indicating  weight  in 
ounce  graduations  must  l>e  provided. 
The  beams  or  dials  of  weighing  tank 
scales  must  indicate  weight  in  5-pound 
graduations  for  scales  up  to  and  Includ- 
ing 25  tons  capacity;  in  10-pound  gradua- 
tions for  scales  exceeding  25  tons  ca- 
pacity, but  not  exceeding  60  tons  capac- 
ity; and  In  20-pound  graduations  for 
scales  having  a  capacity  of  more  than  60 
tons.  (Sees.  2808.  3105,  3124  (a)  (6) 
3176,  IRC) 

S  182.72  Washwater  receiving  tanks. 
If  carbon  dioxide  Is  recovered  and  the 
washwater  is  used  In  the  manufacture  of 
alcohol,  there  must  be  provided  a  suffi- 
cient number  of  washwater  receiving 
tanks,  which  shall  be  constructed  of 
metal  and  be  of  uniform  dimensions  from 
top  to  bottom.  Each  such  tank  shall  be 
equipped  with  a  suitable  measuring  de- 
vice whereby  the  actual  contents  will  be 
correctly    Indicated.    There    must     be 
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painted  on  each  tank  the  words  "Wash- 
water  Receiving  Tank."  followed  by  Its 
serial  ntimber  and  capacity  In  wine  gal- 
lons. The  outlet  valve  must  be  equipped 
for  the  reception  of  Government  lock. 
Such  tanks.  If  connected  with  low-wine 
tanks,  stills,  or  other  distilling  apparatus, 
shall  be  connected  by  means  of  fixed 
metal  pipe  lines  for  the  purpose  of  trans- 
ferring the  washwater.  If  the  wash- 
water  is  not  used  in  the  manufacture  of 
alcohol,  as  provided  by  §  182.391.  wash- 
water  receiving  tanks  need  not  be  In- 
stalled. (Sees.  2823.  2829.  3105.  S124 
(a)  (6).  3176, 1.  R.  C.) 

i  182.73  StiUs.  The  stUls  must  be  of 
substantial  construction,  and  must  have 
a  clear  space  of  not  less  than  1  foot 
around  them.  The  steam  or  fuel  line  to 
each  stiJl  shall  be  equipped  with  a  valve 
so  constructed  that  It  may  be  locked  with 
a  Government  lock,  as  provided  In 
5  182.67.  The  drain  and  wash-out  pipes 
of  stills  must  also,  wherever  practicable, 
be  equipped  with  valves  so  constructed 
that  they  may  be  locked  with  Govern- 
ment locks.  If  there  is  a  furnace  under 
the  stills  or  doublers.  the  door  thereto 
must,  as  provided  in  §  182  67,  be  so  con- 
structed that  it  may  be  secured  with  a 
Government  lock.  There  must  be  a  clear 
space  of  not  less  than  2  feet  around  every 
doubler  and  condenser  or  worm  tank. 
The  doubler  and  worm  tanks  must  be 
elevated  not  less  than  1  foot  from  the 
floor.  Every  still  must  be  numbered, 
commencing  with  number  1,  and  have 
painted  thereon  its  designated  use.  such 
as  "Beer  Still."  "Doubler."  "RecUfying 
Column,"  etc  ,  and  Its  number.  The  ca- 
pacity in  wine  gallons  of  pot  stills  and 
doublers.  the  capacity  in  wine  gallons 
of  the  charge  or  top  chamber  of  charge 
chamber  stills,  and  the  maximum  spirits- 
producing  capacity  for  a  period  of  24 
hours,  determined  In  accordance  with 
I  182.915.  of  continuous  stills,  shall  t>e 
marked  on  such  stills.  Where  the  still  is 
Insulated  or  the  manufacturer's  serial 
number  is  otherwise  obscured,  such  num- 
ber and  capacity  will  likewise  be  painted 
on  the  covering  of  the  still.  (Sees.  3103 
3105. 3124  (a)  (6).  3176.  L  R.  C.) 

5  182.74  General  rcQuirements  for 
tanks  and  other  equipment.  All  tanks 
used  as  receptacles  for  spirits  between 
the  outlet  of  the  first  condenser  or  worm 
and  the  receiving  tanks  shall  be  con- 
structed of  metal,  and  shall  be  of  uni- 
form dimensions  from  top  to  bottom. 
Each  such  tank  shall  be  equipped  with  a 
suitable  measuring  device  whereby  the 
actual  contents  will  be  correctly  indi- 
cated. All  tanks  must  be  so  constructed 
as  to  permit  examination  of  every  part 
thereof,  and  so  arranged  as  to  leave  an 
open  space  of  not  less  than  3  feet  between 
the  top  and  the  roof  or  floor  above. 
Where  tanks  are  equipped  with  manholes 
or  valves  in  the  t<^,  which  are  required 
to  be  locked  with  Government  locks,  suit- 
able walks  or  landings  with  steps  or  stair- 
ways leading  thereto,  must  be  provided 
near  the  top  of  such  tanks  in  order  that 
ready  access  may  be  had  by  Government 
officers  to  the  manholes.  District  super- 
visors may  require  such  walks  or  land- 
ings, with  steps  or  stairways  leading 
thereto,  to  be  installed  at  plants  now 
operating,  where  the  tanks  have  man- 
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holes  or  valves  in  the  top.  which  are  re- 
quired to  be   locked  with  Government 
locks,  and  the  present  method  of  gaining 
access  to  the  top  of  the  tanks  is  hazard- 
ous or  unsafe  to  Government  officers  wtio 
are  required  to  open  and  close  the  locks 
on  such  manholes  or  valves,  or  to  inspect 
the  contents  of  the  tanics  from  time  to 
time.    All  tanics.  such  as  low-wine  tanks, 
high-wine  tanks,  heads  and  tails  tanks, 
fusel  oil  tanks,  distilled  water  tanks,  and 
similar     equipment,     shall     each     have 
plainly  and  legibly  painted  thereon  its 
designated  use,  serial  number,  and  ca- 
pacity in  wine  gallons.     Manheads,  in- 
lets, and  outlets  of  the  tanks  and  aU 
necessary  openings  in  the  distilling  ap- 
paratus and  equipment,  except  column 
stills,  whereby  access  may  be  had  to  the 
alcohol,  must  be  provided  with  facilities 
for  locking  with  Government  locks:  Pro- 
vided, That  distilled  water  storage  tanks 
need  not  be  so  equipped  unless  a  pipe  line 
is  connected  therewith  for  the  convey- 
ance  of   distilled    water   to   contiguous 
establishments,  as  provided  in  §  182.76. 
All  openings  in  tanks  and  other  distill- 
ing apparatus  and  equipment,  which  aie 
not  absolutely  necesjsary  and  which  can 
be  permanently  closed  without  interfer- 
ence   with    plant    operations,    shall    be 
closed  by  brazing,  welding,  or  otherwise 
securely  fastening  and  sealing.     Tanks 
used  as  receptacles  for  alcohol  may  be 
permanently  connected  with  pipe  lines 
for  the  conveyance  thereto  of  air  and  dis- 
tilled water,  but  the  distilled  water  pipe 
line  must  be  affixed  to  the  top  of  the  tank, 
and  may  not  extend  into  the  tank.    Such 
pipe  lines  must  be  equipped  with  a  control 
valve  which  may  be  locked  with  a  Gov- 
ernment lock.     Pipe  lines  used  for  the 
conveyance  of  air  must  also  be  equipped 
with  a  check  valve  located  near  the  point 
of  entry  to  the  tank  in  order  to  effectively 
prevent  any  abstractior  of  alcohol  from 
the  tank.    Other  pipe  lines,  except  those 
used  for  the  conveyance  of  alcohol,  may 
not  be  permanently  connected  with  such 
tanks. 

•  •  •  •  « 

§  182.80  Receiving  tanks.  The  pro- 
prietor must  provide  in  the  receiving 
room  receiving  tanks  of  sufficient  capa- 
city to  hold  at  least  the  maximum  quan- 
tity of  alcohol  that  can  be  distilled  dur- 
ing a  day  of  24  hours.  Receiving  tanks 
must  be  constructed  and  arranged  in 
conformity  with  the  requirements  of 
S  182.74,  and,  in  addition  thereto,  such 
tanks  must  be  elevated  not  less  than  18 
inches  from  the  floor  and  so  separated 
that  Government  officers  may  pass  com- 
pletely around  each.  Each  receiving 
tank  must  be  equipped  with  a  suitable 
measuring  device  whereby  the  actual 
contents  will  be  correctly  indicated,  and 
shall  have  plainly  and  legibly  painted 
thereon  the  words  "Receiving  Tank."  fol- 
lowed by  its  serial  number  and  capacity 
in  wine  gallons.  Pipe  lines  connected 
with  receiving  tanks  must  be  brazed, 
welded,  or  otherwise  secured  ant'  sealed, 
to  the  tanks  In  such  a  manner  that  they 
cannot  be  detached  or  altered  without 
showing  evidence  of  tampering.  Except 
as  provided  by  §  182.74.  pipe  lines  for 
the  conveyance  of  water,  air,  or  other 
substance  than  alcohol  may  not  be 
permanently   connected   with   receiving 
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tanks.     (Sees.  2823.  2829,  3103.  3105.  3124 
(a)  (6).3176. 1.  R.  C.) 

S  182  99    Tanks.    If     the     proprietor 
de.sires  to  receive  specially  denatured  al- 
cohol in  tank  cars,  tank  trucks,  or  by 
pipe  line  from  a  denaturing  plant  on  con- 
tiRUous  premises  operated  by  him.  he 
must  provide  tanks  for  the  storage  of  the 
specially  denatured  alcohol  so  received 
W  him     Each  such  tank  must  be  con- 
structed of  metal,  and  equipped  with  a 
suitable  measuring  device  whereby  the 
actual  contents  will  be  correctly  mdi- 
cated-     Provided.   That   wooden    tanKs 
may  be  used  for  formulas  for  which 
metal  tanks  are  unsuitable.    Each  such 
tank    shall    have    plainly    and    legibly 
painted  thereon  the  words  *Specially  De- 
natured Alcohol  Storage  Tank."  followed 
by  its  serial  number  and  capacity  in  wine 
gallons.     The   tanks   shall   be   equipped 
for  locking  In  such  a  manner  as  to  pre- 
vent access  to  the  denatured   alcohol. 
Specially  denatured  alcohol  storage  tanks 
may  be  placed  underground.    For  such 
underground  storage  tanks  the  Identify- 
ing siKn  shall  be  placed  on  the  tank  out- 
let     fSecs.  2829.  3105.  3124  (a)  (6). 3176. 

I.  R.  C.) 


§  182  110     Description     of     premises. 
The  lot  or  tract  of  land  on  which  the  In- 
dustrial alcohol  plant,  bonded  warehouse. 
or  denaturing  plant  (or  any  combination 
thereof)  is  situated,  mu.st  be  described 
on  Form  1431  by  courses  and  distances, 
in  feet  and  inches,  with  the  particularity 
required  in  conveyances  of  real  estate. 
If  the  premises  consist  of  two  or  more 
lots  or  parcels,  the  condition  of  the  title 
to  which  is  not  the  same    the  entire 
premises  shall  be  first  described.  follo\*ed 
by  a  separate  description  by  courses  and 
distances.  In  feet  and  Inches,  of  each 
such  lot  or  parcel.     The  continuity  of 
the  premises  must  be  unbroken,  except 
that  the  premises  may  be  divided  by  a 
public  street  or  highway  if  parts  of  the 
premises  so  divided  abut  on  such  street 
or  highway  opposite  each  other^    The 
premises  may  be  similarly  divided  by  a 
railroad  right-of-way  if  the  railroad  is  a 
common  carrier.     In  such  cases,  each 
tract  of  land  constituting  the  premises 
shall  be  described  separately  on  the  form. 
if  a  portion  of  the  premises  Is  owned  In 
fee  unencumbered,  by  the  proprietor  or 
a  portion  is  owned  by  the  proprietor  but 
is  encumbered,  or  a  portion  Is  not  owned 
by  the  proprietor  and  he  has  procured 
consent.  Form  1602.  from  the  owner  and 
from    any    encumbrancer,    the    entire 
premises  shall  be  described  first,  followed 
by  a  separate  description,  by  courses  and 
distances.  In  feet  and  Inches,  of  the  por- 
tions   thereof    which    are    encumbered 
and  or  of  the  tract  which  Is  not  owned 
bv  the  proprietor.     (Sec.=;.  2800  (e)   <1). 
3I05     3112    (a>.    3124    ^a)     c6).    3176. 
I.  R.  C.) 

§  182  113  Cojidition  of  title  to  prem- 
ises The  condition  of  title  to  the  prem- 
ises shall  be  shown  on  Form  1431.  If  the 
proprietor  Is  not  the  owner  In  fee  unen- 
cumbered by  any  mortgage,  judgment, 
or  other  lien,  of  the  lot  or  tract  of  land 
on  which  the  industrial  alcohol  plant 
bonded  warehouse,  or  denaturing  plant 
is  situated,  the  name  and  address  of  the 
owner  of  Uie  fee,  and  of  any  mortgagee. 
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judgment-creditor,   and  of   any  person 
having  a  lien  thereon,  shall  be  stated. 
Where  the  written  consent  of  the  owner 
of  the  fee,  and  of  any  mortgagees,  judg- 
ment-creditors, or  other  lienors.  Is  filed 
for  an  Industrial  alcohol  plant  or  bonded 
warehouse,  as  provided  In  §  182.119.  or 
where  an  Indemnity  bond  Is  filed  In  lieu  of 
such   written   consent,   as   provided   In 
§  182  122  such  fact,  together  with  Infor- 
mation as  to  the  kind,  date,  and  amount 
of  the  encumbrance  and  the  balance  due 
thereon  shall  be  shown  on  the  Form  1431 
in  connection  with  the  statement  of  tne 
present  condition  of  the  title.    In  cases  - 
where  an  indemnity  bond  is  filed,  the 
date  of  the  district  supervisor's  approval 
of  the  filing  of  such  bond  shall  also  be 
given.    (Sees.  2800  (e)  (1>.  2815  <b)  (1>. 
3105,  3112  (a) ,  3124  (a)  (6) .  3176, 1.  R.  C.) 
§  182  114    Condition  of  title  to  appa- 
ratus and  equipment.    The  proprietor's 
title  to.  or  Interest  In.  the  distilling,  ware- 
housing, or  denaturing  apparatus  and 
equipment  shall  be  shown  on  Form  1431. 
If  the  proprietor  Is  not  the  owner  of  such 
apparatus  and  equipment,  unencumber- 
ed by  any  mortgage,  judgment,  or  other 
lien  the  name  and  address  of  the  owner 
thereof  and  of  any  mortgagee,  judgment- 
creditor,    conditional    sales    vendor,    or 
other  lienor,  shall  be  stated.    Where  the 
written  consent  of  the  owner  and  of  the 
mortgagees,  judgment-creditors,  condi- 
tional sales  vendors,  or  other  lienors,  Is 
filed  for  an  industrial  alcohol  plant  or 
bonded     warehouse,     as     provided     in 
§  182  119,  or  where  an  Indemnity  bond  Is 
filed  In  lieu  of  such  written  consent,  as 
provided  in  §  182.122.  such  fact,  together 
with  information  as  to  the  kind.  date,  and 
amount  of  the  encumbrance  and  the  bal- 
ance due  thereon,  or.  If  the  apparatus 
was  purchased  under  a  conditional  sales 
contract,  or  other  form  of  title  retaining 
contract,  the  purchase  price  and  the  bal- 
ance due  shall  be  shown  in  connection 
with  the  statement  of  the  proprietors 
title    or  Interest  In.  the  property.    In 
cases  where  an  indemnity  bond.  Form 
1604    Is  filed,  the  date  of  the  district 
supervisor's  approval  of  the  filing  of  such 
bond  shall  also  be  given.     "Sees.  2800 
(e)  (1>,  2815(b)  (1),  3105, 3112  (a>,  3124 
(a)  (6).  3176, 1.  R.  O 


§  182.121     Application.    The  applica- 
tion shall  contain  (a>   an  accurate  de- 
scription of  the  lot  or  tract  of  land  on 
which  the  industrial  alcohol   plant  or 
bonded  warehouse  is  situated,  and  of  the 
buildings,  and  the  distilling  apparatus 
and  equipment  thereon;  (b)  a  full  and 
clear  statement  of  the  condition  of  the 
title  to  the  premises  and  apparatus  and 
equipment.  Including  the  name  and  ad- 
dress of  the  owner  and  of  all  mortgagees, 
judgment-creditors,     conditional     sales 
vendors,  and  other  persons  having  liens 
thereon,  the  kind,  date,  and  amount  of 
each  encumbrance  and  the  balance  due 
thereon,  and.  In  the  ease  of  apparatus 
and  equipment  purchased  under  a  con- 
ditional sales  contract,  or  other  form  of 
title   retaining   contract,   the   purchase 
price  and  the  balance  due;  and  (c)  a  full 
and  clear  statement  of  the  reasons  why 
the  applicant   cannot  obtain   the   pre- 
scribed   written    consent.     The    district 
supervisor  wUl  take  action  on  such  appli- 


cation m  accordance  with  the  procedure 
prescribed  In  §  182.284.  (Sees.  3103.  3105. 
3124  (a)  (6),3176.I.  R.  C.) 

§  182  122    Bond.  Form  1604.   If  the  ap- 
plication Is  approved  by  the  district  su- 
pervisor, the  applicant  shall  execute  bond 
on  Form  1604.  "Indemnity  Bond."  in  trip- 
licate. Jn  conformity  with  the  provisions 
of  §§  182  184  to  182.205.  and  file  the  same 
with  the  district  supervisor.    The  penal 
sum  of  the  bond  shall  be  equal  to  the 
appraised  value  of  the  lot  or  tract  of  land 
on  which  the  Industrial  alcohol  plant  or 
except  as  provided  In  paragraph  (a)  of 
-  this  section,  the  bonded  warehouse  Is 
situated,  and  the  buildings,  apparatiis. 
and  equipment  thereon:  Provided.  "That 
the  maximum  penal  sum  of  the  bond 
shall  be  $50,000  for  an  Industrial  alcohol 
plant,  or  an  Industrial  alcohol  plant  and 
bonded  warehouse  situated  on  the  same 
premises,  and  $10,000  for  a  bonded  w-are- 
house  situated  elsewhere.    If  such  bond 
Is  filed  in  less  than  the  maximum  penal 
sum  and  the  value  of  the  premises,  bul  d- 
Ings   or  apparatus  or  equipment  is  in- 
creased by  additional  land,  buildings,  or 
apparatus  or  equipment,  an  additional 
bond  on  such  form  to  cover  the  increase 
m  value  will  be  required:  Provided  fur- 
ther. That  If  such  Increase  in  value  is 
less  than  $1,000.  no  additional  bond  will 
be  required,  nor  will  an  additional  bond 
be  required  In  excess  of  the  maximum 
penal  sums  specified  herein.    In  the  event 
of  the  failure  of  bond  on  Form  1604.  the 
proprietor  will  be  no  longer  qualified  un- 
less a  new  and  satisfactory  bond  is  filed, 
or  consent,  as  required  by  i  182.119.  is 
obtained. 


5  182  149    Labels  and  advertising  mat- 
ter     Samples   of    labels    or    facsimiles 
thereof  (or  sketches,  subject  to  the  filing 
of  the  actual  labels.  If  approved)  mu.st 
be  attached  to  each  copy  of  the  Form 
1479-A.     Advertising  matter  also  must 
be  attached  when  required  by  the  regu- 
lations in  this  part  or  by  the  Commis- 
sioner.   Where  permittees  change  labels 
which  have  been  previously  approved,  or 
provide  new  labels  for  products,  the  for- 
mula for  which  has  been  previously  ap- 
proved  samples  of  the  changed  or  new 
labels  or  facsimiles  thereof  (or  sketches, 
subject  to  the  filing  of  the  actual  labels 
If  approved)  must  be  submitted,  attached 
to  Form  1479-A.  In  quadruplicate,  to  the 
Commi.ssioner    for    approval.     In    such 
cases  the  formula  need  not  be  re.stated 
on  Form  1479-A.  but  the  form  should  be 
marked  "For  label  approval  only."  and 
should  give  the  name  under  which  the 
preparation  was  previously  approved,  the 
laboratory    number    of    the    approved 
sample.  If  any.  and  the  date  of  approval. 
The  Commi.ssioner  will  take  action  on 
the  proposed  changes  in  accordance  with 
§  182  151.    The  p.pproval  of  labels  by  the 
Commissioner    is    limited    only    to    the 
manufacturing  data  required  by  the  reg- 
ulations in  this  part,  and  does  not  extend 
to  the  context  of  the  label  relative  to  the 
brand  or  name  of  the  preparation,  direc- 
tions  for   u.se.   claims   of   efficiency  or 
strength,  or  other  statements.    Such  ap- 
provals  are   made   with   the   following 
wording:  "Approved,  conforms  to  Inter- 
nal Revenue  Reg.  3."     (Sees.  3105.  3114 
(c).3124  (a)  (6).3176. 1.  R.  C.) 
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f  182  151     Approval  or  disapproval  of 

samples,  formulas,  processes,  labels,  and 
advertising  matter.    Upon  examination 
of    the    samples,    formulas,    processes, 
labels,   and  advertising   matter  by  the 
Commissioner,  he  will  note  his  approval 
or  disapproval   on   all   copies   of   Form 
1479-A.  retain  one  copy  of  the  form,  and 
forward  the  other  three  copies  to  the 
district  supervisor,  who  will  retain  one 
copy  for  his  files,  furnu^h  one  copy  to  the 
branch  laboratory  for  his  district,  and 
forward  the  third  copy  to  the  applicant. 
Both  sets  of  the  samples  will  be  retained 
by  the  Commissioner,  one  of  which  wiU 
be  furnished  to  the  branch  laboratory 
when  needed.    In  addition  to  the  other 
limitations  in  the  regulations  in  this  part, 
the   Commissioner   may.    in    approving 
Forms  1479-A.  specify  thereon  the  maxi- 
mum size  of  the  containers  in  which  any 
preparation  may  be  sold  and  the  maxi- 
mum quantity  that  may  be  sold  to  any 
per.son  during  a  calendar  month.     The 
approval  of  the  article  or  preparation  by 
the  Commissioner  will  be  ba.sed  on  lab- 
boratory   examination   of   the   finished 
product,  ingredients,  formulas,  and  proc- 
e.sses.     Approval,  unles.s  restricted,  per- 
mits the  packaging  and  labeling  of  any 
size  container  up  to  and  Including  one 
gallon  capacity.    A  change  in  container 
size  only  does  not  necessitate  resubmis- 
sion of  formula  and  label.    Such  approval 
shall  mean  only  that  the  sample,  formula. 
or  process  has  been  approved  as  con- 
forming to  the  -Standards  of  the  Bureau 
of  Internal  Revenue,  and  such  approval 
shall  in  no  way  require  the  district  .super- 
Visor  to  issue  a  basic  permit  to  use  spe- 
cially denatured  alcohol  in  .such  process, 
formula,  or  preparation.   No  permit  shall 
be  Issued  to  use  specially  denatured  alco- 
hol unless  the  processes,  formulas,  prep- 
arations, labels,  and  advertising  matter, 
when  required  to  be  submitted  to  the 
Commissioner,  have  been  approved  by 
him.    All  processes,  formulas,  and  sam- 
ples of  preparations  submitted  to  the 
Bureau  must  be  treated  as  strictly  confl- 
dentla!  by  its  employees,  who  will  be  held 
accountable  for  any  unwarranted  dis- 
closure of  information  respecting  such 
processes,  formulas,  or  samples.     (Sees. 
3105.  3124  (a  >  (6) .  3176.  I.  R.  C.) 

S  182  153  Other  Qualifying  documents. 
Where  the  applicant  is  a  corporation, 
there  must  be  submitted  with,  and  made 
a  part  of.  the  original  or  Initial  applica- 
tion on  Form  1479.  three  copies  of  (a) 
certificate  of  incorporation  or  certificate 
authorizing  the  corporation  to  operate  In 
the  state  where  premises  Is  located,  if 
other  than  that  in  which  incorporated. 
(b»  a  certified  list  of  names  and  ad- 
dresses of  the  officers  and  directors,  and 
(c>  list  of  stockholders,  as  provided  In 
5  182  126.  In  the  case  of  an  Individual 
owner,  copartnership,  or  association, 
there  must  be  submitted  with,  and  made 
a  part  of,  the  original  or  initial  applica- 
tion on  Form  1479.  three  copies  of  (a) 
certified  copy  of  the  articles  of  copart- 
nership or  a.ssociation.  If  any.  (b)  an  affi- 
da\1t  giving  the  name  of  every  person 
Interested,  or  to  be  Interested  in,  the 
bu-slness,  whether  such  interest  appears 
In  the  name  of  the  Interested  party  or  In 
the  name  of  another  for  him,  and  (c) 
where  the  business  Is  to  be  conducted 
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imder  a  trade  name,  a  trade  name  cer- 
tificate, or  if  no  such  certificate  or  other 
document  is  required  by  the  laws  of  the 
state  where  the  premises  is  located,  then 
a  certified  statement  to  that  effect.  In 
addition  to  the  foregoing  requirements, 
and  the  requirements  of  §  182.138  hereby 
made  applicable,  the  Commissioner  or 
district  supervisor  may,  at  any  time  in 
his  discretion,  require  the  proprietor  to 
furnish  such  additional  information  as 
he  may  deem  neces.sary.  (Sees.  3105 
3124  (a)  (6).  3176.  I.  R.  C.) 

§  182.155  Penal  sum.  The  penal  sum 
of  the  bond.  Form  1480.  shall  be  in  a 
maximum  of  $100,000,  and  a  minimum 
of  $600.  and  shall  be  computed  on  each 
wine  gallon  of  specially  denatured  alco- 
hol, including  recovered  and  restored  de- 
natured alcohol,  authorized  to  be  on 
hand,  in  transit,  and  unaccounted  for  at 
any  one  time,  at  double  the  rate  pre- 
.scribed  by  law  as  the  internal  revenue 
tax  on  alcohol  (in  proof  gallons):  Pro- 
vided'Th&t  the  penal  sum  of  bonds  cov- 
ering specially  denatured  alcohol.  For- 
mulas 18  and  19,  shall  be  computed  on 
each  wine  gallon  at  the  rate  prescribed 
by  law  as  the  tax  on  alcohol  (in  proof 
gallons  • .  In  the  case  of  manufacturers 
recovering  completely  denatured  alcohol 
or  articles  in  the  form  of  denatured  alco- 
hol only,  the  penal  sum  of  the  bond.  Form 
1480,  shall  be  calculated  at  the  same  rate 
on  the  maximum  quantity  in  wine  gallons 
of  recovered  and  restored  denatured 
alcohol  that  may  be  on  hand  and  unac- 
counted for  at  any  one  time.  (Sees.  3105, 
3114  (a),  3124  (a)  (6),  3176,  L  R.  C.) 

S  182.160  Penal  sum.  The  penal  sum 
of  the  bond  shall  be  computed  on  each 
wine  gallon  of  specially  denatured  alcohol 
authorized  to  be  on  hand,  in  transit,  and 
unaccounted  for  at  any  one  time  at 
double  the  rate  prescribed  by  law  as  the 
internal  revenue  tax  on  alcoho'  (in  proof 
gallons);  Provided.  That  the  minimum 
penal  sum  of  such  bond  shall  not  be  less 
than  $10,000.  and  the  maximum  not  more 
than  $100,000.  (Sees.  3105.  3114  (a)  3124 
(a)  (6).  3176.1.  R.  C.) 

S  182.165     Application      for      permit 
Form  1447.     •      •      • 

(b)  Applications  by  others.  In  the 
event  application  Is  made  by  a  scientific 
university  or  college  of  learning,  any 
laboratory  for  use  exclusively  in  scientific 
research,  or  any  hospital  or  sanatorium, 
and  the  applicant  is  an  incorporated  or 
chartered  institution,  such  application 
shall  be  made  by  the  institution,  the  cor- 
porate name  being  affixed  by  some  duly 
authorized  officer  of  the  corporation, 
which  officer  shall  affix  his  .signature  and 
official  title  below  the  corporate  name 
preceded  by  the  word  "by."  and  in  such 
cases,  a  copy  of  the  charter  or  articles  of 
incorporation  certified  by  an  officer  of 
the  applicant  must  be  annexed  to  the 
first  application  forwarded  to  the  district 
supervisor.  In  the  event  the  Institution 
is  a  scientific  university  or  college  of 
learning  created  under  a  general  law  of  a 
State  or  Territory,  that  fact  must  be 
shown  and  an  extract  of  the  law  given. 
Application  may  be  made  for  such  in- 
stitution by  an  officer  or  any  other  au- 
thorized person  in  its  behalf.    In  other 
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cases,  the  application  must  be  made  by 
some  duly  accredited  represenUtive  of 
the  applicant.  (Sees.  3105.  3M)8.  3114 
(a).  3124  (a)   (6).  3176,  L  R.  C.) 

5  182.168    Otfier  qualifyivg  documents. 
Where  the  applicant  is  a  corporation, 
there  must  be  submitted  with,  and  made 
a  part  of,  the  original  or  initial  applica- 
tion on  Form  1447.  three  copies  of  (a) 
certificate  of  incorporation  or  certificate 
authorizing  the  corporation  to  operate 
in  the  state  where  premises  are  located, 
if  other  than  that  in  which  incorporated,' 
(b)  a  certified  list  of  names  and  addresses 
of  the  officers  and  directors,  and  (c)  list 
of  stockholders,  as  provided  in  5  182.126. 
In  the  case  of  an  Individual  owner,  co- 
partnership, or  as.sociation,  there  must 
be  submitted  with,  and  made  a  part  of, 
the  original  or  initial  application  on  Form 
1447.  three  copies  of  (a)  certified  copy  of 
the  articles  of  copartnership  or  associa- 
tion, if  any.  (b)  an  affidavit  giving  the 
name  of  every  person  interested,  or  to  be 
interested,  in  the  business,  whether  such 
interest  appears  in  the  name  of  the  in- 
terested party  or  in  the  name  of  another 
for  him.  and  (c)  where  the  business  Is 
to  be  conducted  under  a  trade  name,  a 
trade  name  certificate,  or  if  no  such  cer- 
tificate or  other  document  is  required  by 
the  laws  of  the  State  where  the  premises 
are  located,  then  a  certified  statement 
to  that  effect.    In  addition  to  the  fore- 
going  requirements,   and    the   require- 
ments of  §  182  138  hereby  made  appli- 
cable, the  Commissioner  or  district  super- 
visor may.  at  any  time  in  his  discretion, 
require  the  proprietor  to  furnish  such 
additional  information  as  he  may  deem 
necessary.      (Sees.   3105,    3124    (a)    (6> 
3176,  I.  R.  C.) 

S  182.181    Other  Qualifying  documents. 
Where  the  applicant  is  a  corporation, 
there  must  be  submitted  with,  and  made^ 
a  part  of,  the  original  or  initial  applica- 
tion on  Form   144,  three  copies  of   (a) 
certificate  of  incorporation  or  certificate 
authorizing  the  corporation  to  operate  in 
the  State  where  the  application  is  filed, 
if  other  than  that  in  which  incorporated, 
(b>  list  of  names  and  addresses  of  the 
officers   and  directors,  and   (c)    list  of 
stockholders,  as  provided  in  §  182.126.    In 
the  case   of   an   individual   owner,   co- 
partnership, or  as.sociation.  there  must 
be  submitted  with,  and  made  a  part  of, 
the  original  or  initial  application  on  Form 
144,  three  copies  of  (a)  certified  copy  of 
the  articles  of  copartnership  or  associa- 
tion, if  any.  (b*   an  affidavit  giving  the 
name  of  every  per.son  interested,  or  to  be 
interested,  in  the  business,  whether  such 
interest  appears  in  the  name  of  the  in- 
terested party  or  in  the  name  of  another 
for  him,  and  (c)  where  the  business  is  to 
be  conducted  under  a  trade  name,  a  trade 
name  certificate,  or  if  no  such  certificate 
or  other  document  is  required  by  the  laws 
of  the  State  where  the  application  is  filed, 
then  a  certified  statement  to  that  effect.' 
In    addition    to   the    foregoing   require- 
ments, and  the  requirements  of  §  182.138 
hereby  made  applicable,  the  Commis- 
sioner or  district  supervisor  may.  at  any 
time  in  his  discretion,  require  the  pro- 
prietor to  furnish  such  additional  infor- 
mation   as    he    may    deem    necessary. 
(Sees.  3105,  3124  (a)  (6) .  3176, 1.  R.  C.) 
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{  182.207     Preparation.       Every     plat 
and  plan  shall  be  drawn  to  scale,  and 
each  sheet  thereof  shall  bear  a  distinc- 
tive title  and  the  complete  name  and  ad- 
dress of  the  proprietor,  enabling  ready 
Identification.     The  cardinal  points  of 
the  compass  must  appear  on  each  sheet, 
except  those  of  elevational  plans.    The 
minimum  scale  of  any  plat  will  not  be 
less»than  »-..  Inch  per  foot.    Each  sheet 
of  the  original  plat  and  plans  shall  be 
numbered,  the  first  sheet  being  desig- 
nated number  1.  and  the  other  sheets 
numbered  in  consecutive  order.     Plats 
and  plans  shall  be  submitted  on  sheets 
of  tracing  cloth,  opaque  cloth,  or  sensi- 
tized linen.    The  dimensions  of  plats  and 
plans  shall  be  15  by  20  inches,  outside 
measurement,  with  a  clear  margin  of  at 
least  1  Inch  on  each  side  of  the  drawing, 
lettering,  and  writing.    Plats  and  plans 
may  be  original  drawings,  or  reproduc- 
tions made  by  the  "ditto  process."  or  by 
blue-,  brown-,  or  black-line  lithoprint, 
If  such  reproductions  are  clear  and  dis- 
tinct.     (Sees.  3105,  3124    (a)    (6»,  3176. 
I.  R.  C.) 


§  182.208     Depiction       of       premises. 
Plats  must  show  the  outer  boundaries  of 
the  premises  by  courses  and  distances. 
In  feet  and  inches,  in  a  color  contrasting 
with  those  used  for  other  drawings  on 
the  plat,  and  the  point  of  beginning  with 
respect  to  its  distance  and  bearings  from 
some  near   and  well-known   landmark 
must  be  shown.    The  plat  must  also  con- 
tain an  accurate  depiction  of  the  build- 
ing or  buildings  comprising  the  premises, 
and  any  driveway,   public   highway,  or 
railroad  right-of-way  adjacent  thereto 
or  connecting  therewith.     The  depiction 
of  the  premises  on  the  plat  should  agree 
with  the  description  thereof  in  the  appli- 
cation.    In  the  ca.se  of  an  industrial  al- 
cohol plant  or  bonded  warehou.sc,  if  the 
^.premises  consist  of  two  or  more  lots  or 
parcels  of  land,  the  condition  of  title  to 
which  is  not  the  same,  each  such  lot  or 
parcel  shall  be  separately  depicted  by 
courses  and  distances,  in  feet  and  inches. 
and  such  lots  or  parcels  shall  be  deline- 
ated   or    cross-hatched    in    contrasting 
colors.     If  two  or  more  buildings  are  to 
be  used,  they  must  be  shown  in  their 
relative  positions,  the  designated  name 
of  each  indicated,  and  all  pipe  lines  or 
other  connections,  if  any.  between  the 
same    depicted.    Where    two    or    more 
buildings  are  used  for  the  same  purpose, 
the  name  of  each  such  building  shall 
include  an  alphabetical  designation,  be- 
ginning with  "A."  and  they  shall  be  so 
shown  on  the  plat.    If  the  establishment 
consists  of  a  room  or  floor  of  a  building, 
an  outline  of  the  building,  the  precise 
location  and  the  dimensions  of  the  room 
or  floor,  and  the  means  of  ingress  from 
and  egress  to  a  public  street  or  yard,  shall 
be  shown.     All  first  floor  exterior  doors 
of  each  building  on  the  premises  will  be 
shown  on  the  plat.    Except  as  provided 
in  §  182.216.  all  pipe  lines  leading  to  or 
from  the  premises,  the  purpose  for  which 
used,  and  the  points  of  origin  and  termi- 
nation will   be   indicated  on   the  plat. 
cSecs.  3105.  3124  (a)   (6).  3176.  I.  R.  O 
§  182  210    Floor     plans.     The     plans 
shall  include  a  floor  plan  of  each  floor 
of  each  building,  showing  the  general 
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dimensions  of  the  rooms  and  floors,  and 
the  location  of  all  doors,  windows,  and 
other  openings,  and  how  such  openings 
are  protected.  All  apparatus  and  equip- 
ment, except  pipe  lines,  must  be  shown 
in  their  exact  location  on  the  floor  plans, 
and  their  designated  use  indicated.  Pipe 
lines  may  be  shown  if  desired.  In  the 
case  of  stills,  tanks,  and  similar  equip- 
ment, the  serial  number  and  capacity 
shall  also  be  shown.  (Sees.  3105,  3124 
(a)  <6).  3176.  I.  R.  O 

§  182.212     Elevational  plans  of  build- 
ings.   The  plans  shall  also  include  an 
exterior,  elevational   view  of  each  ex- 
posure of  each  building  or  room,  showmg 
the  type  of  security  afforded  the  open- 
ings.    The  number  of  stories,  and  the 
height  of  each  story,  will  be  Indicated  on 
the  elevational  plans.    In  lieu  of  draw- 
ings, the  proprietor  may  submit  a  photo- 
graph of  each  exposure  of  each  building 
in  a  size  not  smaller  than  7  by  9  Inches. 
The  photographs  must  be  In  sufficient  de- 
tail to  clearly  depict  the  buildings  from 
the  ground  to  the  roof,  and  must  be  prop- 
erly Identified.    Where  photographs  are 
submitted,  drawings  must  be  furnished 
to  show  the  security  afforded  the  open- 
ings in  all  rooms  required  to  be  locked, 
such  as  wine  room  or  receiving  room: 
Provided.  That  in  lieu  of  such  drawings, 
the  photographs  may  be  noted  to  show 
the  type  of  security  afforded  the  openings 
in  such  rooms  by  reference  to  the  appro- 
priate sheet  of  plans  on  file  whereon  such 
information  Is  shown.     (Sees.  3105.  3124 
(a)   <6'.  3176.  I.  R.  C.) 


§  182.217     Elevational  flow  diagrams. 
Elevational  flow  diagrams  (plans)  shall 
be  submitted  covering  (a)  distilling  ma- 
terial system,  (b)  mashing  and  ferment- 
ing systems,   (o   distilling  system,  and 
(d)  the  receiving  tank  sy.stem.    Such  dia- 
grams or  plans  shall  clearly  depict  all 
equipment     in     its     relative     operating 
sequence  and  elevation  by  floors,  with  all 
connecting  pipe  Mnes.  valves,  flanges  (ex- 
cept as  provided  In  §  182.214 ».  Govern- 
ment locks,  measuring  devices,  etc.    The 
elevation  by  floors  on  the  diagrams  may 
be  Indicated  by  horizontal  lines  repre- 
senting floor  levels.     All  the  flow   dia- 
grams as  a  unit  must  show  the  flow  of 
the  distilling  material,  and  the  resulting 
products,  through  the  distilling  material 
tanks,  fermenters.  stills,  doublers,  and 
other  equipment,  and  the  deposit  and  re- 
moval of  the  finished  spirits  from  the  re- 
ceiving  room   or   building.     All   major 
equipment,  fermenters.  stills,  etc..  must 
be  identified  on  these  plans  as  to  number 
and  u.se.    The  elevational  flow  diagram 
must  be  so  drawn  that  all  fixed  pipe 
lines  except  those  Indicated  by  §  182.216. 
may  be  readily  traced  from  beginning  to 
end.   Other  types  of  drawings  that  clear- 
ly depict  the  information  required  herein 
may  be  submitted  in  compliance  with 
this  section.     (Sees.  3105,  3124  (a)   (6), 
3176.  I.  R.  C.) 

§  182.218  Certificate  of  accuracy. 
The  plat  and  plans  shall  bear  a  certificate 
of  accuracy,  preferably  in  the  lower  right 
hand  corner  of  each  sheet,  signed  by  tht 
proprietor,  the  draftsman,  and  the  dis- 
trict supervisor,  substantially  In  the 
following  form; 


(Name  oi  proprietor) 

(Address) 

Approved 

(Date) 

(District  supervisor) 
Accuracy  certified  by: 

"  (Name  and  capacity  for  proprietor) 

(Draftsman) 

Industrial  Alcohol  Plant  No. 

19 Sheet  No. 

(Date) 
(Sees.  3105,  3124  (a)  (6) .  3176, 1.  R.  C.) 

§  182.219  Revised  plats  and  plans. 
The  sheets  of  revised  plats  and  plans  shall 
bear  the  same  number,  as  the  sheets  su- 
perseded, but  will  be  given  a  new  date. 
Any  additional  plats  and  plans  shall  be 
given  a  new  number  in  consecutive  order, 
or  will  be  otherwise  numbered  and  let- 
tered In  such  manner  as  will  permit  the 
filing  of  the  plats  and  plans  in  proper 
sequence.  (Sees.  3105. 3124  (a)(6).  3176. 
I.  R.  C.) 

§  182  262  Change  in  proprietorship — 
(a)  Suspension.     •     •     • 

(3t  Registry  of  stills.  If  the  business 
is  to  be  permanently  discontinued,  file 
Form  26,  Registry  of  Stills.  In  triplicate, 
in  accordance  with  5  182.432. 

»  •  •  •  • 

§  182.269    Changes  in  construction  and 
use.    Where  a  change  Is  to  be  made  In 
the  construction  of  a  room  or  building  of 
an  industrial  alcohol  plant,  bonded  ware- 
house, or  denaturing  plant,  not  Involving 
an  extension  or  curtailment  of  the  prem- 
ises, or  where  a  change  is  to  be  made  in 
the  use  of  any  portion  of  such  premises, 
the  permittee  shall  first  secure  approval 
thereof  by  the  district  supervisor,  pur- 
suant to  application.  In  triplicate,  setting 
forth  specifically  the  proposed  changes. 
Upon  approval  of  the  application,  the 
changes  will  be  made  under  the  super- 
vision of   a  Government  officer,  unless 
they  are  of  such  a  nature  as,  in  the 
opinion  of  the  district  supervisor,  do  not 
require    such    supervision.    The    com- 
pleted changes  will  be  reflected  In  the 
next    amended    or    annual    application, 
Form  1431,  and  amended  plans  filed  by 
the  permittee,  unless  the  di.strict  super- 
visor requires  the  immediate  filing  of  an 
amended     application     and     amended 
plans      (Sees.  3105.  3124  (a)    (6),  3176, 
I,  R.  C.) 

§  182  270  Indemnity  bond  covering 
changes  in  buildinns.  If  buildings  on 
industrial  alcohol  plant  or  bonded  ware- 
hou.se  premises,  or  on  premises  which 
have  been  eliminated  from  the  Industrial 
alcohol  plant  or  bonded  warehouse  prem- 
ises, are  to  be  demolished  or  altered  In 
such  a  manner  as  to  decrease  the  value 
of  the  property,  and  a  Hen  for.  taxes 
exl-sts  on  such  property  under  section 
3112,  I.  R.  C,  the  permittee,  if  (a)  the 
owner  of  the  fee  unencumbered,  or  (b' 
consents.  In  accordance  with  §  182.119. 
are  necessary  and  have  been  obtained, 
must  file  with  the  district  supervisor  an 
Indemnity  bond.  Form  1617,  in  triplicate, 
in  a  penal  sum  equal  to  the  decrease  in 
the  value  of  the  property:  Provided. 
That  if  such  decrease  in  value  Is  less 
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than  SI. 000.  no  Indemnity  bond  will  be 
required. 

(a)  Appraisal.  The  amount  of  the 
decrease  In  value  of  the  property  subject 
to  the  Government's  lien,  which  will  be 
caused  by  the  demolition  or  alteration 
of  buildings,  shall  be  determined  by  ap- 
praisal by  two  or  more  competent  per- 
sons designated  by  the  district  supervisor. 
The  appraisers  shall  render  to  the  dis- 
trict supervisor  a  report,  in  duplicate,  of 
their  appraisal,  which  shall  include  in- 
formation as  to  the  methods  employed 
by  them  In  determining  their  valuations. 
The  appraisal  shall  be  at  the  expense  of 
the  permittee,  unless  made  by  Govern- 
meiU  o£Scers.  The  district  supervisor 
may  dispense  with  the  formal  appraisal 
when  he  has  reason  to  believe  that  the 
value  of  the  property  concerned  is  less 
than  $1,000.  (Sees.  3103,  3105.  3112  (a), 
3124  (a)   («).  3176.  I.  R.  C.) 

S  182.272     Indemnity    bond    covering 
removal  of  equipment.    If  apparatus  or 
equipment  on  Industrial  alcohol  plant  or 
bonded  warehouse  premises  on  which  a 
lien  has  attached,  under  section  3112. 
I.  R.  C.  for  taxes  on  alcohol  produced 
or  stored,  which  has  not  been  tax-paid 
or  withdrawn  for  a  tax-free  purpose.  Is 
to  be  removed  from  the  premises  without 
replacement  thereof  with  apparatus  or 
equipment  that  will  become  a  real  fixture 
in  law  of  an  equal  or  greater  value  than 
the  apparatus  or  equipment  to  be  re- 
moved, (a)  where  the  proprietor  is  the 
owner  of  the  premises  In  fee  unencum- 
bered, whether  the  property  is  realty  or 
personalty;   (b)  where  consents,  in  ac- 
cordance with  S  182.119.  are  necessary 
and  have  been  obtained,  whether  the 
property  is  realty  or  personalty;  and  (c) 
where  an  indemnity  bond.  Form  1604.  Is 
on  file  and  the  property  is  personalty:  the 
permittee   must   file   with    the   district 
supervisor  an  indemnity  bond  on  Form 
1617.  In  triplicate,  in  a  penal  sum  equal 
to  the  value  of  the  apparatus  or  equip- 
ment to  be  removed,  or  equal  to  the  ex- 
cess in  value  of  the  old  apparatus  or 
equipment  to  be  removed  over  the  value 
of  the  new  apparatus  or  equipment  to  be 
substituted  therefor:  Provided.  That  if 
such  value,  or  difference  In  value,  as  the 
case  may  be.  Is  less  than  $1,000.  no  in- 
demnity   bond    will    be    required.    The 
value  of  the  apparatus  or  equipment  to 
be  removed,  or  the  difference  between 
the  value  of  such  apparatus  or  equipment 
and  the  value  of  the  apparatus  or  equip- 
ment to  be  substituted  therefor,  will  be 
determined  by  appraisal  in  the  manner 
pre.scribed  in  J  182.270  (a).     (Sees.  3103. 
3105.    3112     la).    3124     (a)     (6),    3176. 
I.  R.  C.) 

5  182.278  Where  operation  of  a  bond- 
ed warehouse  or  denaturing  plant  on 
premises  is  continued — (a)  Stispen- 
sion.     •     •     • 

(3)  Registry  of  stills.  Register  the 
stills  on  Form  26.  In  triplicate.  In  accord- 
ance with  §  182.432.  if  not  previously 
registered. 

•  •  •  •  • 

(b>  Resumption.     •     •     • 

(3)  Registry  of  stills.  Reglstef  the 
Stills  on  Form  26,  In  triplicate.  In  accord- 
ance with  S  182.432,  if  not  previously 
registered. 


FEDERAL  REGISTER 

1 182.284    Indemnity    bond    applica- 
Hon.    In  the  case  of  an  industrial  alco- 
hol plant  or  bonded  warehouse,  when  an 
application  for  permission  to  file  an  in- 
demnity bond.  Form  1604,  In  lieu  of  the 
written  consent  of  the  owner  of  the  in- 
dustrial alcohol  plant  or  bonded  ware- 
house premises  or  apparatus  or  equip- 
ment, or  of  any  mortgagee.  Judgment- 
creditor,    conditional    sales    vendor,    or 
other  person  having  a  lien  thereon.  Is 
submitted  by  the  applicant  and  such  ap- 
plication conforms  to  the  requirements 
of  the  regulations  in  this  part,  the  district 
supervisor  will  cause  an  Investigation  to 
be  made  of  the  facts  upon  which  the  ap- 
plication is  based,  and  will  designate  two 
or  more  competent  persons  to  make  an 
appraisal  of  the  value  of  the  lot  or  tract 
of  land  on  which  the  industrial  alcohol 
plant  or  bonded  warehouse  is  situated, 
the  Industrial  alcohol  plant  or  bonded 
warehouse,  the  buildings,  and  ai>paratus 
and  equipment.    The  appraisal  shall  be 
made  a:,  provided  in  S  182.123.    If  the 
district  supervisor  finds,  upon  considera- 
tion of  the  appraisal  and  reports  of  in- 
vestigation, that  under  the  law  and  regu- 
lations an  indemnity  bond  may  properly 
be  accepted  in  lieu  of  the  consent  of  the 
owner  cr  lienor,  and  if  he  is  satisfied  that 
the  valuation  placed  upon  the  property 
by  the  appraisers  Is  fair,  he  will  note  his 
approval  on  all  copies  of  the  applications. 
He  will  then  return  one  copy  of  the  ap- 
proved application  to  the  applicant  and 
retain  the  original  for  his  files.    He  will 
forward  the  remaining  copy  of  the  appli- 
cation and  copies  of  the  reports  of  Inves- 
tigation and  appraisal  to  the  Commis- 
sioner at  the  time  of  forwarding  the 
indemnity  bond.     If  the  application  Is 
disapproved,  the  district  supervisor  will 
note  his  disapproval  thereon  and  will  re- 
turn all  copies  of  such  application  to  the 
applicant  with  a  statement  of  the  reasons 
for  his  disapproval.     (Sees.  3103,  3105. 
3124  (a)   (6»,  3176.  I.  R.  C.) 

5  182.286  Investigation— i&)  Inspec- 
tion of  premises.     •     •     • 

(b)  Qualification  of  applicant  to  nsc 
specially  denatured  alcohol.  The  district 
supervisor  shall  detail  an  officer  or  officers 
to  inspect  the  premises  of  the  applicant 
for  permit  to  use  specially  denatured  al- 
cohol to  determine  whether  the  premises 
and  storeroom  are  suitable  for  the  busi- 
ness to  be  carried  on  and  meet  the  re- 
quirements of  the  regulations.  This 
investigation  shall  Include  a  careful  In- 
quiry into  the  character  of  the  applicant. 
His  previous  busine.<:s  experience  must  be 
carefully  inquired  into,  and  should  the 
officers  find  that  the  applicant  is  not 
rea.sonably  qualified  to  do  or  engage  In 
the  business  proposed,  recommendation 
for  approval  shall  not  be  made.  Inquiry 
should  also  be  made  of  reputable  flrm.s. 
persons,  and  a.=«>ciates  who  have  knowl- 
edge of  the  particular  Une  of  business 
being  inquired  into,  and  who  are  familiar 
with  the  general  requirements  of  the 
trade  in  their  respective  territories,  for 
the  purpose  of  ascertaining  the  facts 
necessary  to  determine  whether  the  ap- 
plicant is  proceeding  In  good  faith  in  a 
lawful  business  enterprise.  The  premises 
where  the  business  is  to  be  conducted 
shall  also  be  made  the  subject  of  careful 
and  detailed  Inquiry',  and  approval  of  any 
application  shall  be  withheld  as  to  any 
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premises  not  of  a  character  generally 
regarded  as  suitable  for  a  manufacturing 
business  of  the  kind  for  which  applica- 
tion Is  made.  Such  premises  shall  be 
substantially  constructed,  and  approval 
shall  not  be  given  to  premises  of  insecure 
construction  where  there  Is  a  likelihood 
of  theft.  Examining  ofllcers  will  be  held 
strictly  accountable  for  the  recommenda- 
tion of  approval  of  only  such  premises 
as  are  suitable  for  the  business  to  be  car- 
ried on,  and  except  In  the  case  of  very 
small  operations,  as  would  be  generally 
satisfactory  to  strictly  commercial  or  in- 
dustrial establishments,  and  In  locations 
that  would  commend  themselves  to  any 
prudent  business  man.  The  manufac- 
turing supplies  and  equipment  should  be 
ample  for  the  baslness  to  be  conducted. 
Where  toilet  articles  or  various  liquids 
such  as  deodorants  or  sprays  are  to  be 
manufactured,  there  shall  be  on  hand 
raw  materials,  manufacturing  apparatus, 
and  packages  for  the  finished  product 
in  a  value  which.  In  the  opinion  of  the 
district  supervisor,  evidences  the  bona 
fides  of  the  proposed  business,  and  which 
Is  commensurate  with  the  volumetH  biisl- 
ness  the  applicant  proposes  to  conduct. 
The  applicant  must  submit  a  detailed 
Inventory  of  all  raw  materials,  such  as 
oils  and  chemicals ;  of  all  manufacturing 
apparatus,  such  as  tanks,  pumps,  filters, 
and  filling  machines;  and  all  packages  on 
hand  in  which  the  finished  product  is  to 
be  sold;  and  the  Inventory  must  be  ver- 
ified. In  case  of  doubt  as  to  appraisal 
of  particular  items,  advice  of  disinter- 
ested persons  who  have  knowledge  of 
these  particular  lines  of  business  shall  be 
sought.  (Sees.  3105.  3114.  3124  (a)  (6), 
3176. 1.  R.  C.) 

6  182.297  Applications  and  reports 
covering  changes.  Where  an  application 
covering  changes  In  apparatus  or  equip- 
ment, or  in  construction  or  use  of  a  room 
or  building,  is  approved  by  the  district 
supervisor,  he  will  retain  one  copy  of  the 
application  and  forward  one  copy  to  the 
permittee;  and  in  the  case  of  an  Indus- 
trial alcohol  plant,  bonded  warehouse, 
denaturing  plant,  or  user  of  specially  de- 
natured alcohol,  one  copy  to  the  Com- 
missioner, and,  when  reports  covering 
changes  in  apparatus  and  equipment  are 
received  from  Government  officers  in  ac- 
cordance with  J  182.271.  he  will  retain 
one  copy  and  promptly  forward  one  copy 
to  the  CommLssioner.  Similar  disposi- 
tion win  be  made  of  reports  received 
from  the  permittee  covering  emergency 
repairs  of  apparatus  and  equipment. 
Where  changes  in  buildings,  apparatus, 
or  equipment  are  such  as  to  require  the 
filing  of  an  Indemnity  bond,  in  the  case 
of  an  industrial  alcohol  plant  or  bonded 
warehouse,  the  dLstrlct  supervisor  may 
approve  the  application.  If  he  has  recom- 
mended approval  of  the  bond,  and  permit 
the  changes  in  buildings,  apparatiis  or 
equipment  to  proceed  pending  approval 
of  the  bond  by  the  Commis-sioner.  (Sees. 
3105.  3124  (a)  (6>,  3176, 1.  R.  C.) 

§  182.329  Chemical  plant  producing 
alcohol  as  a  byproduct.     •     •     • 

(b)  Exception.  A  manufacturer  who 
uses  products  containing  specially  de- 
natured alcohol  In  a  process  where  part 
or  all  of  the  specially  denatured  alcohol 
Is   recovered    will    not    be    required    to 
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qualify  the  premises  as  an  Industrial 
alcohol  plant,  provided  he  obtains  a  per- 
mit to  recover  and  use  specially  dena- 
tured alcohol  In  an  approved  process  or 
preparation.  The  recovered  alcohol.  If 
necessary,  must  be  redenatured  before 
use,  or  returned  to  an  industrial  alcohol 
plant  or  denaturing  plant  If  he  has  no 
use  for  such  recovered  alcohol,  and 
otherwise  accounted  for.  as  provided  by 
the  regulations  In  this  part. 

(c)  Exception.     A  manufacturer  who 
uses  chemicals  which  do  not  contain  spe- 
cially denatured  alcohol,  but  which  were 
manufactured  under  a  permit  with  spe- 
cially denatured  alcohol,  and  uses  such 
chemicals  in  a  process  where  part  or  all 
of  the  specially  denatured  alcohol  used  In 
their  manufacture  is  recovered,  will  be 
required  to  qualify  the  premises  as  an 
Industrial  alcohol  plant:  Provided.  That 
where  the  Commissioner  finds  there  Is  no 
jeopardy  to  the  revenue,  the  manufac- 
turer may  be  permitted.  In  lieu  of  quali- 
fication as  the  proprietor  of  an  industrial 
alcohol  plant,  to  obtain  a  permit  to  re- 
cover and  use  specially  denatured  alco- 
hol.   The  recovered  alcohol,  if  necessary, 
must  be  redenatured  before  use.  or  re- 
turned to  an  Industrial  alcohol  plant  or 
denaturing    plant,    and    otherwise    ac- 
counted for.  as  provided  by  the  regula- 
tions in  this  part.     (Sees.  3103.  3105.  3124 
(a)  (6).  3176.1.  R.  C.) 

5  182  356  Distillation  of  liquid  chemi- 
cals. •  •  •  ^  ^  .  , 
(c)  Test  for  alcohol.  The  chemicals 
produced,  such  as  butyl  alcohol.  Isopropyl 
alcohol,  acetone,  ether,  etc..  must  be 
tested  for  the  purpose  of  determining 
the  presence  of  ethyl  alcohol,  in  accord- 
ance with  the  applicable  requirements  of 
§5  182.368  through  182.388.  or  by  such 
other  method  or  methods  as  may  be  pre- 
scribed by  the  Commissioner.  (Sees. 
3105.  3124  (a)   (6).  3176.  I.  R.  C.) 


§182.432    Registry  on  Form  26.    Every 
person  having  In  his  possession  or  cus- 
tody, or  under  his  control,  any  still  or 
dlstlillng  apparatus  that  Is  set  up,  mast 
register  the  same  on  Form  26,  in  trip- 
licate, with  the  district  supervisor  for 
the  district  In  which  it  is  located.    Stills 
to  be  used  for  the  production  of  various 
types  of  alcohol  may  be  registered  for 
"alcohol."  and  the  specific  type  need  not 
be  shown.    Thereafter,  where  the  plant 
is  changed  from  the  production  of  one 
type  of  alcohol  to  another,  rereglstratlon 
by  the  same  proprietor  will  not  be  re- 
quired.   The  temporary  su.'^pension  of  a 
type  of  alcohol  to  another,  rereglstratlon 
of  the  stills.     The  operation  of  a  plant 
by    alternating    proprietors,    where    no 
permanent  change  in  ownership  occurs, 
does  not  require  reregisratlon  of  the  stills 
by   the  proprietors.     When  there  is   a 
change  in  location  or  ase  or  a  bona  fide 
change  in  ownership  of  a  still,  the  still 
must  be  registered  to  reflect  the  change. 
The  district  supervisor  will,  upon  approv- 
ing the  registration  of  a  still  on  Form 
26.  retain  one  copy,  forward  one  copy 
to  the  Commissioner,  and  return  the  re- 
mainmg  copy  to  the  plant  proprietor. 
The  proprietor  will  retain  his  copy  at  the 
Industrial  alcohol  plant  available  for  In- 
spection by  Government  officers.    <Secs. 
3103.  3105.  3124  {&>   (6).  3176.  I.  R.  C.) 


PROPOSED  RULE  MAKING 

S  182.478  Rate  of  tax.  The  law  Im- 
poses a  tax  on  dlsUUed  spirits,  including 
alcohol,  produced  in  or  Imported  into 
the  United  States,  at  the  rate  prescribed 
therein  on  each  proof  gallon,  or  wine 
gallon  when  below  proof,  and  a  propor- 
tionate tax  at  a  like  rate  on  all  fractional 
parts  of  such  proof  or  wine  gallon,  to  be 
paid  when  withdrawn  from  bond.  (Sees. 
2800  (a)^(l).  3105,  3124  (a)  (6).  3176, 
I.  R.  C.) 

§  182  502     Filling  of  tank  car.     The 
tank  car  must  be  filled  in  the  immediate 
presence  of  the  storekeeper-gauger.  The 
pipe  line  from  the  weighing  tank  to  the 
tank  car  must  be  In  full  view  of  the 
officer,  and  must  not  be  connected  or 
used  except  In  his  presence.    The  officer 
will  seal-lock  the  car  as  soon  as  it  is 
filled.   The  proprietor  will  enter  on  Form 
1440  covering  the  gauge  of  the  alcohol, 
the  symbol  and  serial  number  of  the  car. 
the  number  of  inches  above  or  below  the 
full  mark,  and  the  temperature  of  the 
alcohol  at  filling,  the  serial  number  of  the 
lock  seal  or  seals,  the  destination,  and 
the   date   of   shipment;    for   example: 
"Withdrawn  in  U.  P.  tank  car  number 
1643  filled  2"  above  full  mark  at  80"  F. 
lock-seal  number  46457,  for  transfer  to 
Ind    Ale.  Bonded  Whse.   No.   56,  New 
York  N.  Y.   Billed  out  4:30  p.  m..  May  1. 
1941."    Th^  lock-seal  numbers  will  also 
be  entered  on  Form  1439.     (Sees.  3101, 
3105.    3107,    3108.   3124    la)     (6).   3176, 
I.  R.  C.) 

§  182.519     Marks     and      brands— (a.) 
Drums,  barrels,  etc.     •     •     • 

(b)  Cases  of  bottled  alcohol.  Each 
package  containing  alcohol  In  bottles 
shall  bear  all  the  marks  required  by 
8§  182.517  and  182.518.  except  the  gross 
weight,  tare,  and  net  weight,  it  not  be- 
ing necessary  to  ascertain  such.  The 
number  and  capacity  of  the  bottles  shall, 
however,  be  shown  on  each  package.  The 
marks  shall  be  placed  on  one  side  of  the 
case.  (Sees.  2808,  3103.  3105,  3124  (a) 
(6),  3176.  I.  R.  C.) 


§  182.527  Stamps — (a)  Affixing.  Tax- 
paid  and  export  stamps  shall  be  securely 
affixed  to  the  Government  head  of  pack- 
ages, or  the  side  of  cases,  with  a  good 
adhesive,  and,  when  affixed  to  wooden 
packages  or  cases,  with  a  tack  or  staple 
in  each  corner  of  the  stamp. 

•  •  •  •  • 

(c)  Covering.  After  the  stamp  has 
been  canceled.  It  must  be  covered  with 
a  coating  of  transparent  shellac,  lacquer, 
or  varnish,  to  protect  It  against  moisture, 
alteration,  and  removal.  (Sees.  3105. 
3124  (a)   (6).  3176.  3301,  I.  R.  C.) 

§  182.539  Bottle  stamps.  The  pro- 
prietor must  affix  over  the  mouth  of  each 
bottle  of  alcohol  filled  in  his  warehouse, 
except  when  alcohol  Is  bottled  for  export, 
an  engraved  bottle  stamp,  with  the  serial 
number  printed  thereon.  (Sees.  3105, 
3124  (a)   (6>.  3176.  3300,  I.  R.  C.) 

§  182.540  Procurement  and  issuance 
of  stamps— (A)  Procurement.  Bottle 
stamps  are  supplied  to  collectors  of  in- 
ternal revenue  in  the  same  manner  as 
other  stamps.  District  supervisors  will 
obtain  supplies  of  such  stamps  from  the 
collectors  as  desired,  and  shall  forward 


sufBclent  stamps  of  each  denomination 
to  the  storekeeper-gaugers  In  charge  ol 
the  bonded  warehouses. 

(b)  Issuance.  The  storekeeper-gauger 
will  issue  bottle  stamps  as  needed.    The 
registry  number  of  the  Industrial  alcohol 
bonded  warehouse  and  the  name  of  the 
proprietor  shall  be  entered  on  each  bottle 
stamp  by  the  proprietor.    The  required 
Information  may  be  rubber-stamped  or 
overprinted  on  the  bottle  stamps.    The 
stamps  shall  be  issued  in  proper  serial 
order,  starting  with  the   lowest   serial 
number  of  the  stamps  at  the  time  of 
issuance.    However,  the  stamps  need  not 
be  affixed  in  serial   order.     The  total 
numbel-  of  stamps  used  for  each  lot  bot- 
tled shall  be  reported  on  Form  1440. 

(c)  ^Record    and    Report,   Form    US. 
Storekeeper-gaugers  having  custody  of 
bottle    stamps     at    industrial    alcohol 
bonded  warehouses  will  keep  a  record  of 
bottle  stamps  received  and  used  on  Part 
1   of   Form    118,   "Storekeeper- gauger's 
Monthly  Record  and  Report  of  Alcohol 
Warehousing  Stamps."  as  required  by 
the  Instructions  on  the  form.   The  record 
win  be  kept  in  bound  form,  available  for 
Inspection  by  other  Government  officers. 
The  storekeeper-gauger  will  prepare  his 
monthly  report  on  Part  2  of  Form  118 
in  triplicate,  retain  one  copy  thereof, 
furnish  one  copy  to  the  proprietor,  and 
forward  one  copy  to  the  district  super- 
visor.    (Sees.  3105,  3124  (a)    (8),  3176, 
I.  R.  C.) 

§  182.541     Manner   of   affixing   bottle 
stamps.    The  bottle  stamps  must  be  se- 
curely affixed  to  the  bottles  with  the  use 
of  a  good  adhesive.    The  adhesive  used 
must  be  In  proper  liquid  condition,  and 
care  must  be  taken  to  cover  the  entire 
back  of  the  stamp  with  the  adhesive,  and 
to  press  the  whole  surface  of  the  stamp 
firmly  against  the  surface  of  the  bottle 
sufficiently  long  to  cause  the  entire  sur- 
face of  the  stamp  to  adhere  securely  to 
the  bottle.    The  stamp  must  pass  over 
the  mouth  of  the  bottle,  extending  an 
approximately   equal    distance   on    two 
sides  of  the  bottle.    The  stamp  must  be 
affixed  m  such  manner  that  upon  open- 
ing the  bottle,  a  portion  of  the  stamp  will 
be  left  attached  thereto  until  emptied. 
(Sees.   3105.  3124    (a)    (6).  3176.  3301. 
I.  R.  C.) 


5  182.634    Losses       from       packages. 
Losses     sustained     from     packages     In 
bonded  warehouses  will  be  determined 
when  the  packages  are  withdrawn  from 
warehouse,'  unless  they  are  regauged  for 
repackaging   or  other   reason   prior   to 
withdrawal,   and   the   lo.ss   reported   on 
Form  1440  and  Form  1443-B.     Where  the 
quantity  lost  from  any  package  exceeds 
1  percent  in  the  case  of  metal  packages, 
or  6  percent  in  the  case  of  wooden  pack- 
ages, of  the  quantity  originally  contained 
therein,  claim  for  remission  of  tax  on 
the  entire  quantity  lost  from  the  package 
will  be  made  by  the  proprietor,  except 
as  herein  provided.     If  the  loss  does  not 
exceed  1  percent,  or  6  percent,  so  calcu- 
lated, claim  for  remission  of  tax  will  not 
be  required:  Provided.  That   (a)   claim 
for  remission  of  tax  will  not  be  required 
for  an  amount  less  than  one  proof  gal- 
lon, and  (b)  there  are  no  circumstances 
indicating  that  the  alcohol  lost,  or  any 
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part  thereof,  was  unlawfully  used  or  re- 
moved. (Sees.  3105,  3113.  3124  (a)  (6), 
3176,  I.  R.  C.) 

S  182.635  Losses  in  transit.  Losses 
In  transit  to  bonded  warehouses  must  be 
determined  at  the  time  alcohol  is  re- 
ceived at  the  warehouse,  and  the  loss  re- 
ported on  Form  1443-A  when  received  in 
tank  cars,  and  on  Form  1443-B  when  re- 
ceived In  packages.  Where  the  quantity 
lost  from  any  tank  car  or  package  ex- 
ceeds 1  percent  (3  percent  on  wooden 
packages)  of  the  quantity  shipped  there- 
in, claim  for  remission  of  tax  on  the  en- 
tire quantity  lost  from  the  package  will 
be  made  by  the  proprietor,  except  as 
herein  provided.  If  the  loss  does  not  ex- 
ceed 1  percent  (3  percent  on  wooden 
packages),  so  calculated,  claim  for  re- 
mission of  tax  will  not  be  required:  Pro- 
vided, That,  (a)  claim  for  remission  of 
tax  will  not  be  required  for  an  amount 
less  than  one  proof  gallon,  and  (b)  there 
are  no  circumstances  Indicating  that  the 
alcohol  lost,  or  any  part  thereof,  was 
unlawfully  used  or  removed.  (Sees.  3105, 
3113,  3124  (a)  (6) ,  3176. 1.  R.  C.) 

S  182.657  Deposit  in  storeroom.  Tax- 
free  alcohol  received  pursuant  to  with- 
drawal permit.  Form  1450,  shall  be  placed 
in  the  locked  storeroom  or  compartment ' 
required  to  be  provided  In  accordance 
with  S  182.61.  Such  alcohol  shall  remain 
in  the  original  packages  in  the  storeroom 
or  compartment  until  withdrawn  for  use. 
The  room  or  compartment  for  the  stor- 
age of  tax-free  alcohol  must  be  used  for 
the  purpose  of  storing  such  alcohol  in 
the  original  containers.  (Sees,  3105, 
3108.  3114  (a),  3124  (a)  (6),  3176, 
I.  R.  C.) 

S  182.665  Losses  in  transit.  Losses  in 
transit  to  tax-free  permittee's  premises 
must  be  ascertained  at  the  time  the  alco- 
hol Is  received  by  the  permittee.  Accord- 
ingly, when  packages  are  received  show- 
ing evidence  of  having  sustained  a  loss  in 
transit,  the  permittee  should  determine 
the  extent  of  the  loss  at  that  time.  The 
quantity  ascertained  to  have  been  lost 
will  be  noted  on  Form  1451  immediately 
below  the  line  on  which  receipt  of  the 
shipment  Is  reported.  Where  the  quan- 
tity lost  from  any  package  exceeds  1  per- 
cent of  the  quantity  originally  contained 
therein,  claim  for  allowance  of  the  entire 
quantity  lost  from  the  package  will  be 
made  by  the  permittee,  except  as  herein 
provided.  If  the  loss  does  not  exceed  1 
percent,  so  calculated,  claim  for  allow- 
ance will  not  be  required:  Provided, 
That  (a)  claim  for  remission  of  tax  will 
not  be  required  for  an  amount  less  than 
one  proof  gallon,  and  (b)  there  are  no 
circumstances  Indicating  that  the  alco- 
hol lost,  or  any  part  thereof,  was  unlaw- 
fully used  or  removed.  (Sees.  3105,  3113, 
3124  (a)  (6),  3176.  I.  R.  C.) 

S  182.666  Losses  at  permittee's  prem- 
ises. Losses  of  tax-free  alcohol  at  per- 
mittee's premises  will  be  reported  on 
Form  1451  for  the  month  in  which  the 
loss  in  ascertained.  If  the  lo.ss  of  alco- 
hol at  a  permittee's  premises  during  any 
month  exceeds  1  per  cent  of  the  quantity 
on  hand  during  the  month,  claim  for  al- 
lowance of  the  entire  quantity  lost  will  be 
made  by  the  permittee,  except  as  herein 


provided.  If  the  loss  does  not  exceed  1 
percent,  so  calculated,  claim  for  allow- 
ance will  not  be  required:  Provided,  That 
(a)  claim  for  remission  of  tax  will  not 
be  required  for  an  amount  less  than  one 
proof  gallon,  and  (b)  there  are  no  cir- 
cumstances indicating  that  the  alcohol 
lost,  or  any  part  thereof,  was  unlawfully 
used  or  removed.  (Sees.  3105,  3113.  3124 
(a)  (6),3176,  LR.  C.) 

§  182.691  Return  of  recovered  dena- 
tured alcohol  for  restoratiotk-and  rede- 
naturation.  Etenatured  alcohol  recov- 
ered for  reuse  by  manufacturers  using  the 
same,  may  be  shipped  to  industrial  al- 
cohol plants  or  denaturing  plants  for  res- 
toration and  redenaturation.  If  the 
shipment  is  to  a  denaturing  plant,  such 
plant  must  be  equipped  for  restoring  re- 
covered alcohol.  The  recovered  alcohol 
will  be  returned  to  the  industrial  alcohol 
plant  or  denaturing  plant  pursuant  to 
notice  on  Form  1484,  as  provided  in 
8  182.895.  (Sees.  3073,  3105. 3124  (a)  (6) , 
3176,1  R.  C.) 

§  182.728  Railroad  tank  cars  or  tank 
trucks.  Denatured  alcohol  may  be 
shipped  in  railroad  tank  cars  only 
where  the  premises  of  both  the  denaturer 
and  the  consignee  are  equipped  with 
suitable  railroad  siding  facilities.  De- 
natured alcohol  may  be  transported  by 
tank  trucks  only  where  suitable  storage 
tanks  are  provided  on  the  consignees' 
premises.  The  manhole  covers,  outlet 
valves,  and  all  other  openings  on  all  rail- 
road tank  cars  or  tank  trucks  used  for 
shipping  denatured  alcohol  shall  be 
equipped  with  facilities  for  sealing  so 
that  the  contents  cannot  be  removed 
without  showing  evidence  of  tampering. 
Railroad,  or  other  appropriate  seals,  dis- 
similar in  marking  from  cap  seals  used  by 
the  Bureau  of  Internal  Revenue,  for  se- 
curing manhole  covers,  outlet  valves,  and 
all  other  openings  in  tank  cars  or  tank 
trucks  containing  denatured  alcohol, 
shall  be  furnished  and  affixed  by  the 
carrier  or  the  proprietor:  Provided,  That 
serially  numbered  cap  seals  for  use  on 
tank  trucks  for  the  transportation  of 
specially  denatured  alcohol  shipped  from 
one  denaturing  plant  to  another  denatur- 
ing plant  shall  be  furnished  by  the  Gov- 
ernment and  affixed  by  the  storekeeper- 
gauger.  Immediately  after  filling,  the 
tank  car  or  tank  truck  shall  be  sealed  in 
such  a  manner  as  will  secure  all  openings 
affording  access  to  the  contents  of  the 
tank. 

•  •  •  •  * 

5  182.773  Losses  from  packages. 
Los.ses  sustained  from  packages  in  de- 
naturing plants  will  be  determined  when 
the  packages  are  dumped  for  denatura- 
tlon.  and  the  loss  will  be  reported  on 
Form  1468-A  at  that  time.  Where  the 
quantity  lost  from  any  package  exceeds 
1  percent  in  the  case  of  metal  packages, 
or  6  percent  in  the  case  of  wooden  pack- 
ages, of  the  quantity  originally  contained 
therein,  claim  for  remission  of  tax  on  the 
entire  quantity  lost  from  the  package  will 
be  made  by  the  proprietor,  except  as 
herein  provided.  If  the  loss  does  not  ex- 
ceed 1  percent,  or  6  percent,  so  calculated, 
claim  for  remission  of  tax  will  not  be 
required:  Provided,  That  (a)  claim  for 


remission  of  tax  will  not  be  required  for 
an  amount  less  than  one  proof  gallon, 
and  (b)  there  are  no  circtunstances  in- 
dicating that  the  alcohol  lost,  or  any  part 
thereof,  was  unlawfully  used  or  removed. 
(Sees.  3105,  3113,  3124  (a)  (6),  3176, 
I.  R.  C.) 

§  182.774  Losses  in  transit.  Losses  in 
transit  to  denaturing  plants  must  be  de- 
termined at  the  time  alcohol  Is  received 
at  the  denaturing  plant,  and  the  loss  re- 
ported on  Form  1468-A.  Where  the 
quantity  lost  from  any  tank  car  or  pack- 
age exceeds  1  percent  of  the  quantity 
shipped  therein,  claim  for  remission  of 
tax  on  the  entire  quantity  lost  from  the 
package  will  be  made  by  the  proprietor, 
except  as  herein  provided.  If  the  loss 
does  not  exceed  1  percent,  so  calculated, 
claim  for  remission  of  tax  will  not  be  re- 
quired: Provided,  That  (a)  claim  for  re- 
mission will  not  be  required  for  an 
amount  less  than  one  proof  gallon,  and 
(b)  there  are  no  circumstances  indicat- 
ing that  the  alcohol  lost,  or  any  part 
thereof,  was  unlawfully  used  or  removed. 
(Sees.  3105,  3113,  3124  (a)  (6),  3176, 
LR.  C.) 

S  182.780  Registry  on  Form  26. 
Every  denaturer  having  in  his  possession 
or  custody,  or  under  his  control,  stills  set 
up.  must  register  the  same  with  the  dis- 
trict supervisor  on  Form  26.  (Sees.  2810 
(a),  3105.  3124  (a)   (6).  3176.  L  R.  C.) 

9  182.815  Destruction  or  other  dis- 
position. Specially  denatured  alcohol  in 
the  possession  of  a  bonded  dealer  may, 
upon  the  approval  of  the  district  super- 
visor, be  destroyed  or  disposed  of  to  the 
proprietor  of  an  industrial  alcohol  plant 
or  a  denaturing  plant  because  of  un- 
salability  or  other  legitimate  reason,  in 
accordance  with  the  provisions  of 
§  §  182.867  to  182.869.  Notations  concern- 
ing the  destruction  or  disposition  of 
specially  denatured  alcohol  shall  be 
made  on  Form  1478.  (Sees.  3105,  3124 
(a)  (6),  3176.  L  R.  C.) 

9  182.816  Losses  in  transit.  Losses  In 
transit  to  bonded  dealer's  premises  must 
be  ascertained  at  the  time  the  specially 
denatured  alcohol  Is  received  by  the 
bonded  dealer.  Accordingly,  when  pack- 
ages, tank  cars,  or  tank  trucks  are  re- 
ceived which  show  evidence  of  having 
sustained  a  loss  In  transit,  the  bonded 
dealer  should  determine  the  extent  of 
the  loss  at  that  time.  The  quantity  as- 
certained to  have  been  lost  will  be  re- 
ported on  Form  1478  on  the  line  on  which 
receipt  of  the  shipment  Is  reported,  and 
in  the  column  provided  therefor.  Where 
the  quantity  lost  from  any  package,  tank 
car,  or  tank  truck  exceeds  1  percent  of 
the  quantity  originally  contained  therein, 
claim  for  allowance  of  the  entire  quantity 
lost  from  the  package,  tank  car,  or  tank 
truck  will  bfe  made  by  the  bonded  dealer, 
except  as  herein  provided.  If  the  loss 
does  not  exceed  1  per  cent,  so  calculated, 
claim  for  allowance  will  not  be  required: 
Provided,  That  (a)  claim  for  allowance 
will  not  be  required  for  an  amount  less 
than  one  wine  gallon,  and  (b)  there  are 
no  circumstances  Indicating  that  the  spe- 
cially denatured  alcohol  lost,  or  any  part 
thereof,  was  unlawfully  used  or  removed. 
(Sees.  3105,  3113,  3124  (a)  (6),  3176, 
I.  R.  C.) 
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f  183.855    Label*— (ti)     Brand    label. 

«     •     • 

(4)  The  legend  "Contains  70  percent 
alcohol  by  volume."  "Contalna  70  per- 
cent ethyl  alcohol  by  volume,"  or  "Con- 
tains 70  percent  absolute  alcohol  by 
volume." 

•  •  •  •  • 

(b)  Caution  notice.  There  must  be 
placed  on  each  bottle,  as  a  part  of  the 
brand  label  or  otherwise,  but  not  on  the 
back  of  any  label,  a  caution  notice, 
printed  in  plain  and  legible  type  of 
not  less  than  6  point,  reading  as  fol- 
lows:    •     •     • 

f  182  868    Return  to  industrial  alcohol 
plant,  denaturing  vlant  or  bonded  dealer. 
Where  specially  denatured  alcohol,  law- 
fully In  the  possession  of  a  manufacturer, 
Is  found  to  be  unsuitable  for  use,  or  where 
any  such  manufacturer  discontinues  the 
use  thereof,  or  where  for  any  other  legit- 
imate reason  such  manufacturer  desires 
so  to  do.  such  denatured  alcohol  may  be 
returned  to  any  Industrial  alcohol  plant, 
denaturing  plant,  or  bonded  dealer  for 
lawful  disposition:   Provided.  That  (a) 
con.sent  of  surety  is  filed  on  the  bond  (if 
any*    of   the   manufacturer,   extending 
terms  thereof  to  cover  the  transporta- 
tion of  the  specially  denatured  alcohol  to 
the  industrial  alcohol  plant,  denaturer. 
or  bonded  dealer.  (b>  the  industrial  alco- 
hol plant,  denaturer.  or  bonded  dealer 
consents  to  the  return,  and  <c>  permis- 
sion for  such  transfer  is,  in  each  Instance, 
nrst  obtained  from  the  district  super- 
visor of  the  district  from  which  the  spe- 
cially denatured  alcohol  is  to  be  returned. 
The  application  shall  be  filed  In  tripli- 
cate with  the  district  supervisor.    If  the 
application    is    approved,    the    district 
supervisor  will  forward  one  copy  of  the 
approved   application  to   the  Commis- 
sioner, attached  to  Porm  1482.  and  one 
copy  to  the  permittee,  and  retain  the 
remaining  copy  for  his  files.    If  the  in- 
dustrial   alcohol    plant,    denaturer,    or 
bonded  dealer  is  situated  in  another  dis- 
trict, the  district  supervisor  authorizing 
the  return  will  forward  a  letter  of  au- 
thorization to  the  district  supervisor  of 
such  other  district.    ( Sees.  3105,  3124  (a) 
(6).  3176,  L  R.  C.) 

S  182.868a  Authorization  for  rede- 
naturation  of  returned  specially  dena- 
tured alcohol.  Pursuant  to  appropriate 
application  by  the  proprietor  of  the  de- 
naturing plant  to  which  specially  dena- 
tured alcohol  !:>  returned,  the  district 
supervisor  may  authorize  the  conversion 
of  any  specially  denatured  alcohol  not 
containing  Methyl  (wood)  alcohol  into 
any  one  of  the  completely  denatured  al- 
cohol formulae  by  adding  the  required 
denaturants.  under  supervision  of  the 
Government  officer.  Upon  authority  of 
the  district  supervisor,  any  .mch  specially 
denatured  alcohol  contained  in  tank  cars 
may  be  redenatured  in  such  tank  cars 
at  the  denaturing  plant  premises.  Ap- 
propriate entries,  in  red.  should  be  made 
In  the  denaturing  plant  records  covering 
suth  conversion.  ^Secs.  3105.  3124  (a) 
(6).3176.  I.  R.  C.) 

I  182.870  Losses  in  transit.  Losses  in 
transit  to  a  manufacturer's  premises 
must  be  ascertained  at  the  time  the 
specially  denatured  alcohol  is  received 
by  the  manufacturer.   Accordingly,  when 
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packages,  tank  cars,  or  tank  trucks  are 
received  which  bear  evidence  of  havmg 
sustained  a  loss  in  transit,  the  manufac- 
turer should  determine  the  extent  of  the 
loss  at  that  time.  The  quantity  ascer- 
tained to  have  been  lost  will  be  noted  on 
Form  1482  immediately  t>elow  the  line 
on  which  receipt  of  the  shipment  is  re- 
ported. Where  the  quantity  lost  from 
any  package,  tank  car.  or  tank  truck  ex- 
ceeds 1  per  cent  of  the  quantity  originally 
contained  therein,  claim  for  allowance 
of  the  entlre^iuantity  lost  from  the  pack-  • 
age.  tank  car,  or  tank  truck  will  be  made 
by  the  manufacturer,  except  as  herein 
provided.  If  the  loss  does  not  exceed  1 
per  cent,  so  calculated,  claim  for  allow- 
ance will  not  be  required:  Provided,  That 
(a)  claim  for  allowance  will  not  be  re- 
quired for  an  amount  less  than  one  wine 
gallon,  and  (b)  there  are  no  circum- 
stances indicating  that  the  specially  de- 
natured alcohol  lost,  or  any  part  thereof, 
was  unlawfully  used  or  removed.  (Sees. 
3105.  3113.  3124  (a)  (6),  3176, 1.  R.  C.) 

§  182.874    Form  1482— (a.)    Recovery. 

•     •     • 

(b)  Special  entries.  If  specially  de- 
natvired  alcohol  is  destroyed  on  the 
premises,  or  is  returned  to  an  industrial 
alcohol  plant,  or  a  denaturer.  or  bonded 
dealer,  or  disposed  of  to  another  manu- 
facturer, notation  of  such  transactions, 
in  the  case  of  destruction,  giving  the 
dates  of  the  destruction  and.  If  super- 
vised, the  name  of  the  officer  supervising 
the  destruction;  and.  In  the  case  of  dis- 
posal, the  name  and  address  of  the  in- 
dustrial alcohol  plant,  denaturer,  bonded 
dealer,  or  manufacturer  to  whom 
shipped,  and  the  date,  quantity,  and  for- 
mula nimiber.  etc..  shall  be  made  on  the 
form.  (Sees.  3070.  3105,  3124  (a)  (6), 
3176.  I.  R.  C.) 

S  182.895  Shipment  to  industrial  al- 
cohol plant  or  denaturing  plant.  Re- 
covered denatured  alcohol  requiring 
restoration  or  redenaturation.  or  both, 
unless  redenatured  on  the  manufac- 
turer's premises  in  accordance  with 
S  182.894.  shall  be  shipped  to  an  indus- 
trial alcohol  plant  for  restoration,  or  to 
a  denaturing  plant  for  restoration  and 
redenaturation:  Provided.  That  where 
the  recovered  alcohol  Is  to  be  restored 
and  the  shipment  is  to  a  denaturing 
plant,  the  denaturing  plant  must  be 
equipped  with  the  neces-sary  apparatus 
to  restore  the  alcohol.  Appropriate  en- 
tries of  the  recovered  denatured  alcohol 
shall  be  made  on  Forms  1442  and  1452 
as  to  industrial  plant  transactions,  and 
on  Form  1468-F  as  to  denaturing  plant 
transactions. 

la)  Marks  on  packages.  Packages  of 
recovered  denatured  alcohol  shipped  to 
an  industrial  alcohol  plant  or  a  dena- 
turing plant  for  restoration  or  redena- 
turation must  be  numbered  in  serial 
order  and  have  marked  or  stenciled 
thereon  the  name  of  the  manufacturer, 
his  permit  number  and  address,  and  the 
quantity  of  alcohol  contained  therein, 
and  the  words  "Recovered  (specially)  or 
(completely)  denatured  alcohol  formula 

No " 

(b>  Notice,  Form  1484.  The  manu- 
facturer, at  the  time  of  shipping  re- 
covered denatured  alcohol  to  an  Indus- 
trial alcohol  plant  or  a  denaturing  plant, 
shall  submit  Form  1484,  "Manufacturer's 


Notice  of  Shipment  of  Recovered  Dena- 
tured Alcohol."  The  notice  shall  give  all 
of  the  information  called  for  by  the  form. 
and  shall  be  forwarded  on  the  day  of 
shipment  to  the  storekeeper-gaviger  at 
the  industrial  alcohol  plant  or  denatur- 
ing plant,  and  to  the  district  supervisor 
of  the  district  In  which  the  Industrial 
alcohol  plant  or  denaturing  plant  Is  lo- 
cated, as  provided  in  subparagraphs  (1) 
and  (2)  of  this  paragraph. 

(1)  Interdistrict  shipments.  When 
shipment  is  made  to  an  Industrial  alcohol 
plant  or  a  denaturing  plant  located  in 
another  supervisory  district,  the  manu- 
facturer will  prepare  Form  1484.  In  trip- 
licate, and  forward  one  copy  to  the  store- 
keeper-gauger  at  the  plant  to  which 
shipment  is  made,  and  the  remaining 
copies  to  the  district  supervisor  of  the 
district  In  which  the  plant  is  located. 
The  district  supervisor  will  check  both 
copies  of  the  form  with  the  monthly  re- 
port of  the  receiving  plant,  execute  his 
certificate  of  report  of  receipt  on  the 
form,  and  forward  one  copy  of  the  form 
to  the  district  supervisor  of  the  manu- 
facturer's district,  who  will  check  the 
form  against  the  manufacturer's 
monthly  report  on  Form  1482. 

(2)  Intradistrict  shipments.  When 
recovered  alcohol  Is  shipped  to  an  In- 
dustrial alcohol  plant  or  a  denaturing 
plant  located  in  the  same  district,  the 
manufacturer  will  prepare  Form  1484.  in 
duplicate,  and  forward  one  copy  to  the 
storekeeper-gauger  at  the  receiving 
plant,  and  the  remaining  copy  to  the  dis- 
trict supervisor.  The  district  supervisor 
will  check  the  form  with  the  monthly  re- 
ports of  the  manufacturer  and  the  re- 
ceiving plant  on  Forms  1482  and  1442.  or 
1468-F. 

(c)  Record  of  shipment.  All  dena- 
tured alcohol  recovered  for  reuse  on  the 
manufacturer's  premises  and  shipped  to 
an  industrial  alcohol  plant  or  a  denatur- 
ing plant  for  restoration  or  denaturation 
shall  be  duly  entered  by  the  manufac- 
turer on  his  monthly  report.  Form  1482. 
(Sees.  3070,  3073,  3105.  3124  (a)  (6), 
3176,  I.  R.  C.) 

3.  The  words  "Warehouse  Stamp"  are 
hereby  deleted  from  Figure  8  of  f  182.528. 

4.  This  Treasury  decLsion  shall  be  ef- 
fective on  the  31st  day  after  its  publica- 
tion In  the  Federal  Registeh. 


(Sees.  2800.  2808.  2810.  2815, 
3070.  3073.  3101.  3103.  3105. 
3112.  3113.  3114.  3124,  3176. 
Internal  Revenue  Code;  26  U. 
2808,  2810.  2815.  2823.  2829. 
3101,  3103,  3105.  3107.  3108. 
3114,  3124.  3176.  and  3300) 

IF.    R.    Doc.    4S-1639;    Filed,    Mar.    3,    1948; 
8:54   a.   m.j 


2823,  2829. 
3107.  3108. 

and  3300. 

8.  C.  2800, 
3070.  3073. 
3112,  3113, 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  51  ] 

United  States  Standards  for  Potatoes 

notice  or  proposed  rule  making 

Notice  is  hereby  given  under  the  au- 
thority contained  in  the  Department  of 


Friday,  March  i,  1949 


FEDERAL  REGJSTER 
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Agriculture  Appropriation  Act,  1949 
(Pub.  Law  712,  80th  Cong..  2d  sess.,  ap- 
proved June  19.  1948  >  that  the  United 
States  Department  of  Agriculture  Is  con- 
sidering the  Issuance  of  United  States 
Standards  for  Potatoes  to  supersede 
United  States  Standards  for  Potatoes 
(12  F.  R.  3651)  currently  in  effect.  The 
standards  are  proposed  to  become  effec- 
tive during  June  1949. 

All  persons  who  desire  to  submit  writ- 
ten data,  views  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed standards  shall  file  the  same  with 
N.  W.  Baker.  Assistant  Director,  Fruit 
and  Vegetable  Branch,  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  South  Build- 
ing. Washington  25,  D.  C,  not  later  than 
5:30  p.  m..  e.  s.  t.  on  the  30th  day  after 
the  publication  of  this  notice  in  the 
Federal  Register. 

The  proposed  standards  are  as  follows: 

S  51.366  Standards  for  potatoes — 
(a)  General.  (1)  All  percentages  shall 
be  calculated  on  the  basis  of  weight. 

(2)  The  tolerances  for  the  standards 
are  on  a  container  basis.  However,  indi- 
vidual packages  in  any  lot  may  vary 
from  the  specified  tolerances  as  stated 
below,  provided  the  averages  for  the  en- 
tire lot,  based  on  sample  Inspection,  are 
within  the  tolerances  specified. 

(3>  When  the  tolerance  specified  Is  10 
percent  or  more,  individual  packages  in 
any  lot  may  contain  not  more  than  one 
and  one-half  times  the  tolerance  speci- 
fied, except  that  at  least  one  defective 
and  one  off-size  specimen  shall  be  per- 
mitted In  a  package. 

(4>  When  the  tolerance  specified  is 
less  than  10  percent.  Individual  packages 
in  any  lot  may  contain  not  more  than 
double  the  tolerance  specified  except  that 
for  frozen  potatoes,  or  those  affected  by 
soft  rot  or  wet  break-down,  no  package 
may  contain  more  than  four  times  the 
tolerance  specified,  and  except  that  at 
least  one  defective  and  one  off-size  speci- 
men shall  be  permitted  in  a  package. 

(b)  Grades— (1)  U.  S.  Fancy.  U.  S. 
Fancy  shall  consist  of  potatoes  of  one 
variety  or  similar  varietal  character- 
istics which  are  firm,  mature,  bright, 
well  shaped,  not  frozen;  which  are  free 
from  freezing  injury,  blackheart,  late 
blight,  southern  bacterial  wilt,  ring  rot. 
shriveling,  sprouting,  soft  rot  or  wet 
break-down,  hollow  heal-t.  and  internal 
discoloration,  and  free  from  Injury 
caused  by  dirt  or  other  foreign  matter, 
sunburn,  second  growth,  growth  cracks, 
air  cracks,  cuts,  external  discoloration, 
scab,  dry  rot.  rhizoctonia,  other  disease, 
wireworm.  other  insects  or  mechanical 
or  other  means. 

(I)  The  diameter  of  each  potato  shall 
be  not  less  than  2  inches. 

(ID  For  long  varieties  such  as  Bur- 
bank.  Russet  Burbank.  Early  Ohio,  White 
Rose,  or  other  similar  varieties,  not  less 
than  40  percent  of  the  potatoes  In  any 
lot  shall  be  6  ounces  or  more  In  weight. 

( lii )  For  round  or  Intermediate  shaped 
varieties  such  as  Irish  Cobbler.  Katahdin, 
Bliss  Triumph.  Green  Mountain,  or  other 
similar  varieties,  not  less  than  60  percent 
of  the  potatoes  in  any  lot  shall  be  2V4 
inches  or  larger  in  diameter. 


(Iv)  The  size  of  the  potatoes  may  be 
stated  in  terms  of  minimum  diameter  or 
minimum  weight,  or  of  range  in  diameter 
or  weight,  or  of  a  certain  percentage  over 
a  certain  size,  following  the  grade  name, 
but  in  no  case  shall  the  potatoes  be  below 
the  sizes  specified  for  this  grade.  (See 
Tolerance  for  Size.) 

(V)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  in- 
cident to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  po- 
tatoes affected  by  southern  bacterial  wilt, 
ring  rot,  or  late  blight,  and  Including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown. 

(2)  U.  S.  Extra  No.  1.  U.  S.  Extra 
No.  1  shall  consist  of  potatoes  of  one 
variety  or  similar  varietal  characteristics 
which  are  fairly  well  shaped,  fairly  clean, 
not  frozen ;  which  are  free  from  freezing 
injury,  blackheart.  late  blight,  southern 
bacterial  wilt,  ring  rot,  and  soft  rot  or 
wet  breakdown,  and  from  damage  caused 
by  sunburn,  second  growth,  growth 
cracks,  air  cracks,  hollow  heart.  Internal 
discoloration,  external  discoloration,  cuts, 
shriveling,  sprouting,  scab,  dry  rot, 
rhizoctonia.  other  disease,  wireworm, 
other  Insects  or  mechanical  or  other 
means.    (See  Skinning  Classification.) 

(I)  Unle.ss  otherwise  specified,  size  of 
potatoes  (See  Size  Cla.sslflcation  and  Tol- 
erance for  Size)  shall  be  as  follows: 

(ID  The  diameter  of  each  potato  shall 
be  not  less  than  Vs  Inches. 

(Hi)  For  long  varieties  such  as  Bur- 
bank.  Russet  Burbank.  Early  Ohio.  White 
Rose,  or  other  similar  varieties,  not  less 
than  60  percent  of  the  potatoes  In  the  lot 
shall  be  6  ounces  or  larger,  of  which  not 
less  than  one-half,  or  30  percent,  shall 
be  10  ounces  or  more  In  weight. 

(Iv)  For  round  or  Intermediate  shaped 
varieties,  such  as  Irish  Cobbler,  Katah- 
din. Bliss  Triumph.  Green  Mountain  or 
other  similar  varieties,  not  less  than  60 
percent  of  the  potatoes  in  the  lot  shall 
be  2*4  Inches  or  larger,  of  which  not 
less  than  one-half,  or  30  percent,  shall 
be  2^4  Inches,  or  larger  In  diameter. 

(V)  Tolerance  for  defects:  In  order 
to  allow  for  variations  other  than  size, 
hollow  heart,  and  Internal  discoloration. 
Incident  to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  In  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  Including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.  In  addition,  not  more  than 
5  percent  may  be  damaged  by  hollow 
heart,  and  internal  discoloration. 

(3)  U.S.No.l.  U.  S.  No.  1  shall  con- 
sist of  potatoes  of  one  variety  or  similar 
varietal  characteristics  which  are  fairly 
well  shaped,  not  frozen;  which  are  free 
from  freezing  Injury,  blackheart.  late 
blight,  southern  bacterial  wilt,  ring  rot, 
and  soft  rot  or  wet  breakdown,  and  from 
damage  caused  by  dirt  or  other  foreign 
matter,  sunburn,  second  growth,  growth 
cracks,  air  cracks,  hollow  hearts,  internal 


discoloration,  external  discoloration, 
cuts,  shriveling,  sprouting,  scab,  dry  rot. 
rhizoctonia,  other  disease,  wireworm, 
other  insects  or  mechanical  or  other 
means.    (See  Skinning  Classification.) 

(1)  Unless  otherwise  specified  the  di- 
ameter of  each  potato  shall  be  not  less 
than  Va  inches.  (See  Size  Classifica- 
tion and  Tolerance  for  Size.) 

(ID  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  hol- 
lew  heart,  and  Internal  discoloration. 
Incident  to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  In  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  alfowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot,  or  late  blight,  and  including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.  In  addition,  not  more  than 
5  percent  may  be  damaged  by  hollow 
heart  and  Internal  discoloration. 

(4)  U.  S.  Commercial.  U.  S.  Com- 
mercial shall  consist  of  potatoes  which 
meet  the  requirements  for  U.  S.  No.  1 
grade  except  that  they  shall  be  free  from 
serious  damage  by  dirt  and  except  for 
the  increased  tolerance  for  defects  speci- 
fied below.  <See  Skinning  Classifica- 
tion.) 

(i)  Unle.ss  otherwise  specified,  the 
diameter  of  each  potato  shall  be  not  less 
than  I'^a  inches.  'See  Size  Classifica- 
tion and  Tolerance  for  Size.) 

(il)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size  and 
sprouting,  incident  to  proper  grading  and 
handling,  not  more  than  a  total  of  20 
percent  of  the  potatoes  In  any  lot  may 
fall  to  meet  the  requirements  of  the 
grade,  but  not  more  than  5  percent  may 
be  seriously  damaged  by  hollow  heart 
and  internal  discoloration  and  not  more 
than  6  percent  may  fail  to  meet  the  re- 
maining requirements  of  U.  S.  No.  2 
grade,  but  not  more  than  one-half  of 
this  amount,  or  3  percent,  shall  be  al- 
lowed for  potatoes  affected  by  southern 
bacterial  wilt,  ring  rot.  or  late  blight  and 
including  not  more  than  1  percent  for 
potatoes  which  are  frozen,  or  affected  by 
soft  rot  or  wet  breakdown.  In  addition, 
not  more  than  10  percent  of  the  potatoes 
may  have  sprouts  over  ^4  Inch  long,  but 
which  are  not  seriously  damaged  *  by 
shriveling,  provided,  that  if  all  of  the  20 
percent  tolerance  is  not  used  for  other 
defects,  the  unused  part  of  the  tolerance 
may  also  be  used  for  potatoes  having 
sprouts  over  ^4  inch  long  but  which  are 
not  serlou-sly  damaged  by  shriveling. 

(5 )  U.S.  No.  2.  U.  S.  No.  2  shall  consist 
of  potatoes  of  one  variety  or  similar 
varietal  characteristics  which  are  not 
seriously  misshapen,  or  frozen;  which 
are  free  from  freezing  Injury,  blackheart, 
late  blight,  .southern  bacterial  wilt,  ring 
rot,  and  soft  rot  or  wet  breakdown,  and 
from  serious  damage  caused  by  dirt  or 
other  foreign  matter,  sunburn,  second 
growth,  growth  cracks,  air  cracks,  hollow 
heart,  internal  discoloration,  external 
discoloration,  cuts,  shriveling,  scab,  dry 
rot,  other  disease,  wireworm,  other  In- 
sects or  mechanical  or  other  means. 
(See  Skinning  Classification.) 

(1)  Unless  otherwise  specified  the 
diameter  of  each  potato  shall  be  not  less 
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than  1  '2  inches.    (See  Size  Classification 
and  Tolerance  for  Size. ) 

(ii)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  hol- 
low heart,  and  internal  discoloration,  in- 
cident to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.     In  addition,  not  more  than 
5  percent  ma^  be  seriously  damaged  by 
hollow  heart  and  internal  discoloration, 
(c)   Size  classification  for  all  grades 
except  U.  S.  Fancy.    (1)  When  the  pota- 
toes  are  designated  as  "U.   S.  No.   1." 
"U.  S.  commercial."  or  "U.  S.  No.  2"  with- 
out specifying  a  size  classification.  It  Is 
understood  that  the  potatoes  meet  the 
minimum  size  .specified  in  the  grade  but 
that  no  definite  percentage  of  the  pota- 
toes is  required  to  be  larger  than  this 
minimum  size. 

(2)  When  potatoes  meet  the  require- 
ments of  Size  A  or  Size  B  as  described 
below,  the  size  clas.sification  may  be 
specified  in  connection  with  any  of  the 
U  S.  grades  except  U.  S.  Fancy,  as: 
"U.  S.  No.  1.  Size  A";  "U.  S.  Extra  No.  1, 
Size  A";  "U.  S.  Commercial.  Size  B"; 
"U.  S.  No.  1.  Size  B";  "U.  S.  No.  2,  Size 
A";  or  -U.  S.  No.  2.  Size  B";  in  accord- 
ance with  the  facts.  When  Size  A  or 
Size  B  is  used  in  connection  with  the 
grade.  It  is  not  permissible  to  specify  any 
smaller  sizes  than  those  specified  under 
these  designations. 

(3)  Size  A:  (i)  For  long  varieties  such 
as  Burbank.  Russet  Burbank,  Early  Ohio, 
White  Rose,  or  other  similar  varieties, 
the  diameter  of  each  potato  shall  be  not 
less  than  I'^g  inches  and  not  less  than 
40  percent  of  the  potatoes  In  the  lot  shall 
be  6  ounces  or  more  in  weight. 

(iii  For  round  or  intermediate  shaped 
varieties  such  as  Irish  Cobbler,  Katahdin, 
Bliss  Triumph.  Green  Mountain,  or  other 
similar  varieties,  the  diameter  of  each 
potato  shall  be  not  less  than  V's  inches 
and  not  less  than  60  percent  of  the 
potatoes  In  the  lot  shall  be  2 ',4  inches 
or  larger  in  diameter. 

(4)  size  B:  For  all  varieties  the  size 
shall  be  from  l'^  inches  to  not  more 
than  2  inches  in  diameter. 

(5)  Other  sizes:  When  any  of  the 
above  size  designations  are  not  used  in 
connection  wth  U.  S.  Extra  No.  1.  U.  S. 
No.  1,  U.  S.  Commercial,  or  U.  S.  No.  2 
grades,  it  is  permissible  to  specify  any 
other  minimum  size  such  as  *1'4  inches 
Inches  minimum."  •'2  inches  minimum"; 
or  both  a  minimum  and  a  maximum 
size  as  "I'g  Inches  to  3  inches,"  "6  to  10 
ounces";  or  to  .specify  a  certain  percent- 
age over  a  certain  size  as  "25  percent  or 
more  2V4  inches  and  larger,"  "50  per- 
cent or  more  6  ounces  and  larger." 

(6)  Tolerance  for  size:  (1)  In  order 
to  allow  for  variations  incident  to  proper 
sizing,  not  more  than  3  percent  of  the 
poUtoes  in  any  lot  may  fail  to  meet 
the  ."specified  minimum  size  except  that 
a  tolerance  of  5  percent  shall  be  allowed 
for  potatoes  packed  to  meet  a  minimum 
size  of  2'4  inches  or  more  in  diameter. 


or  6  oxmces  or  larger  in  weight.  In  addi- 
tion, not  more  than  15  percent  may  fail 
to  meet  any  specified  maximum  size. 

(ii)  When  a  percentage  of  the  poUtoes 
Is  specified  to  be  of  a  certain  size  and 
larger,  no  part  of  any  tolerance  shall  be 
used  to  reduce  such  a  percentage  for  the 
lot  as  a  whole,  but  individual  containers 
may  have  not  more  than  15  percent  less 
than  the  percentage  required  or  speci- 
fied, provided  that  the  entire  lot  averages 
within  the  percentage  specified.  For  ex- 
ample, a  lot  specified  as  25  percent  2'2 
inches  and  larger  may  have  containers 
with  not  less  than  10  percent  2 '2  inches 
and  larger  provided  the  lot  as  a  whole 
averages  25  percent  2*2  inches  and 
larger. 

(d)  Sik  inning   classification.      <!) 
"Practically  no  skinning"  means  that  not 
more  than  5  percent  of  the  potatoes  in 
any  lot  have  more  than  one-tenth  of  the 
skin  missing  or  "feathered." 

(2»  "Slightly  skinned"  means  that  not 
more  than  10  percent  of  the  potatoes  in 
any  lot  have  more  than  one-fourth  of  the 
skin  missing  or  "feathered." 

(3)  "Moderately  skinned"  means  that 
not  more  than  10  percent  of  the  potatoes 
in  any  lot  have  more  than  one-half  of 
the  skin  missing  or  "feathered." 

(4)  "Badly  skinned"  means  that  more 
than  10  percent  of  the  potatoes  in  any 
lot  have  more  than  one-half  of  the  skin 
missing  or  "feathered." 

(e)  Unclasi^ified.  Unclassified  shall 
consist  of  potatoes  which  have  not  been 
classified  In  accordance  with  any  of  the 
foregoing  grades.  The  term  "unclassi- 
fied" is  not  a  grade  within  the  meaning 
of  these  standards  but  is  provided  as  a 
designation  to  show  that  no  definite 
grade  has  been  applied  to  the  lot. 

(f)  Definitions.  <1)  "Mature"  means 
that  the  outer  skin  (epidermis)  does 
not  loosen  or  "feather"  readily  during 
ordinary  handling  and  that  practically 
no  skin  has  been  removed  from  the  po- 
tatoes. 

(2)  "Bright"  means  practically  free 
from  dirt  or  other  foreign  matter,  and 
that  the  outer  skin  (epidermis)  has  the 
attractive  color  normal  for  the  variety. 

(3)  "Well  shaped"  means  the  normal 
shape  for  the  variety  and  that  the  po- 
tato is  not  pointed,  dumbbell-shaped,  ex- 
cessively elongated,  or  otherwise  ill- 
formed. 

(4)  "Soft  rot  or  wet  breakdown" 
means  any  soft,  mushy,  or  leaky  condi- 
tion of  the  tissue  such  as  slimy  soft  rot. 
leak,  or  wet  breakdown  following  freez- 
ing injury  or  sunscald. 

(5)  "Internal  discoloration"  means 
discoloration  such  as  is  caused  by  net 
necrosis  or  any  other  type  of  necrosis, 
stem-end  browning,  internal  brown  spot, 
or  other  similar  types  of  discoloration 
not  visible  externally,  except  blackheart. 

(6)  "Injury"  means  any  defect  which 
more  than  slightly  affects  the  edible  or 
shipping  quality,  or  the  appearance  of 
the  individual  poUto  or  the  general  ap- 
pearance of  the  potatoes  in  the  container, 
or  which  cannot  be  removed  without  a 
loss  of  more  than  2  percent  of  the  total 
weight  of  the  potato  including  peel  cov- 
ering defective  area. 

(7)  "Diameter"  means  the  greatest 
dimension  at  right  angles  to  the  longi- 


tudinal axis.  The  long  axis  shall  be  used 
without  regard  to  the  position  of  the 
stem  (rhizome). 

(8)  "Fairly  well  shaped"  means  that 
the  appearance  of  the  Individual  potato 
or  the  general  appearance  of  the  potatoes 
in  the  container  is  not  materially  injured 
by  pointed,  dumbbell-shaped  or  other- 
wise ill-formed  ijotatoes. 

(9)  "Fairly  clean"  means  that  from 
the  viewpoint  of  general  appearance,  the 
potatoes  in  the  container  are  reasonably 
free  from  dirt  or  other  foreign  matter 
and  that  Individual  potatoes  are  not  ma- 
terially caked  with  dirt  or  materially 
stained. 

<10»  "Damage"  means  any  injury  or 
defect  which  materially  injures  the  edi- 
ble or  shipping  quality,  or  the  appearance 
of  the  individual  potato  or  the  general 
appearance  of  the  potatoes  in  the  con- 
tainer, or  which  cannot  be  removed  with- 
out a  loss  of  more  than  5  percent  of  the 
total  weight  of  the  potato  including  peel 
covering  defective  area.  Any  one  of  the 
following  defects  or  any  combination  of 
defects  the  seriousness  of  which  exceeds 
the  maximum  allowed  for  any  one  defect 
shall  be  considered  as  damage: 

(i)  Second  growth  or  growth  cracks 
which  have  developed  to  such  an  extent 
as  to  materially  Injure  the  appearance  of 
the  individual  potato  or  the  general  ap- 
pearance of  the  potatoes  in  the  con- 
tainer. 

(ii)  Air  cracks  which  are  deep,  or  shal- 
low air  cracks  which  materially  Injure 
the  appearance  of  the  Individual  potato 
or  the  general  appearance  of  the  potato 
in  the  container. 

(ill)  External  dLscoloration.  when 
skinned  areas  on  individual  potatoes  are 
materially  affected  by  dark  discoloration, 
or  when  the  general  appearance  of  the 
lot  is  materially  affected  by  discoloration. 
(iv»  Shriveling,  when  the  potato  Is 
more  than  moderately  shriveled,  spongy, 
or  flabby. 

(V)  Sprouting,  when  more  than  10 
percent  of  the  potatoes  have  sprouts  over 
three-fourths  of  an  Inch  long. 

( vi )  Surface  scab  which  covers  an  area 
of  more  than  5  percent  of  the  surface  of 
the  potato  in  the  aggregate. 

(vii)  Pitted  scab  which  affects  the  ap- 
pearance of  the  potato  to  a  greater  ex- 
tent than  the  amount  of  surface  scab 
permitted  or  causes  a  loss  of  more  than 
5  percent  of  the  total  weight  of  the  potato 
Including  peel  covering  defective  area, 
(viilt  Rhizoctonia.  when  the  general 
appearance  of  the  potatoes  in  the  con- 
tainer is  materially  injured  or  when  In- 
dividual potatoes  are  badly  infected. 

(ix)  Wireworm.  grass  root  or  similar 
injury,  when  any  hole,  on  potatoes  rang- 
ing in  size  from  6  to  8  ounces,  is  longer 
than  'i  inch  or  when  the  aggregate 
length  of  all  holes  is  more  than  l'^4 
Inches.  Smaller  potatoes  shall  have 
lesser  amounts  and  larger  potatoes  may 
have  greater  amounts,  provided  that  the 
removal  of  the  injury  by  proper  trim- 
ming does  not  cause  the  appearance  of 
such  potatoes  to  be  injured  to  a  greater 
extent  than  that  caused  by  the  proper 
trimming  of  such  injury  permitted  on  a 
6  to  8  ounce  potato. 

(X)  Dirt,  when  the  general  appearance 
of  the  potatoes  in  the  container  Is  more 
than  slightly  dirty  or  stained,  or  when 
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Individual  potatoes  are  badly  caked  with 
dirt  or  badly  stained;  or  other  foreign 
matter  which  materially  affects  the  ap- 
pearance of  the  potatoes. 

(II)  "Serious  damage"  means  any  in- 
jury or  defect  which  seriously  injures  the 
edible  or  shipping  quality,  or  the  appear- 
ance of  the  Individual  potato  or  the 
general  appearance  of  the  potatoes  in 
the  container,  or  which  cannot  be  re- 
moved without  a  loss  of  more  than  10 
percent  of  the  total  weight  of  the  potato 
including  peel  covering  defective  area. 
Any  gne  of  the  following  defects  or  any 
combination  of  defects  the  seriousness 
of  which  exceeds  the  maximum  allowed 
for  any  one  defect  shall  be  considered  as 
serious  damage: 

(1)  Dirt,  when  the  general  appear- 
ance of  the  potatoes  in  the  container  is 
seriously  affected  by  tubers  badly  caked 
with  dirt;  or  other  foreign  matter  which 
seriously  affects  the  appearance  of  the 
potatoes. 

(ii)  External  di-scoloration.  when 
skinned  areas  on  individual  potatoes  are 
seriously  affected  by  very  dark  discolora- 
tion, or  when  the  general  appearance  of 
the  lot  is  seriously  affected  by  discolora- 
tion. 

(III)  Fairly  smooth  cuts  such  as  are 
made  by  the  digger  or  by  a  knife  to  re- 
move injury,  when  both  ends  are  clipped, 
or  when  more  than  an  estimated  one- 
fourth  of  the  potato  Is  cut  away,  or,  in 
the  case  of  long  varieties,  when  the  re- 
maining portion  of  the  clipped  F>otato 
weighs  less  than  6  ounces.  Irregular 
types  of  cuts  which  seriously  affect  the 
appearance  of  the  Individual  potato,  or 
which  cannot  be  removed  without'  a  loss 
of  more  than  10  percent  of  the  total 
weight  of  the  potato  Including  peel  cov- 
ering defective  area. 

(iv)  Shrivelin.^,  when  the  potato  is  ex- 
cessively shriveled,  spongy  or  flabby. 

(v)  Surface  .scab  which  covers  an  area 
of  more  than  50  percent  of  the  surface 
of  the  potato  in  the  aggregate. 

(vi)  Pitted  scab  which  affects  the  ap- 
pearance of  the  potato  to  a  greater  ex- 
tent than  the  amount  of  surface  scab 
permitted  or  causes  a  lo.ss  of  more  than 
10  percent  of  the  total  weight  of  the 
potato  Including  peel  covering  defective 
area. 

(vii>  Wireworm.  grass  root  or  similar 
Injury,  when  any  hole,  on  potatoes  rang- 
ing in  size  from  6  to  8  ounces,  is  longer 
than  I'i  Inches  or  when  the  aggregate 
length  of  all  holes  is  more  than  2  inches. 
Smaller  potatoes  shall  have  lesser 
amounts  and  larger  potatoes  may  have 
greater  amounts,  provided  that  the  re- 
moval of  the  Injury  by  proper  trimming 
does  not  cause  the  appearance  of  such 
potatoes  to  be  Injured  to  a  greater  ex- 
tent than  that  caused  by  the  proper  trim- 
ming of  such  injury  permitted  on  a  6  to  8 
ounce  potato. 

Done  at  Washington,  D.  C,  the  28th 
day  of  February  1949. 

I  SEAL  1  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

(P.    R.    Doc.    49-1618:    Filed.    Mar.    3.    1949; 
8:46  a.  m.| 

No.  42 3 


I  7  CFR,  Part  729  1 

Peanuts 

notice  of  intention  to  formulate  and 
issue  regulations  governing  market- 
ing of  peanuts.  collection  of  m.arket- 
ing  penalties.  and  records  and  reports 
for  the  1949-50  m.arketing  year 

Pursuant  to  the  authority  contained  In 
the  applicable  provisions  of  the  Agricul- 
tural Adjustment  Act  of  1938,  as  amend- 
ed (7  U.  S.  C. 1301,  1358-1359,  1372-1375  > , 
the  Secretary  of  Agriculture  is  preparing 
to  formulate  marketing  quota  regulations 
governing  the  Issuance  of  marketing 
cards,  the  identification  of  peanuts,  the 
collection  and  refund  of  penalties,  and 
the  records  and  reports  incident  thereto 
on  the  marketing  of  peanuts  for  the  1949- 
50  marketing  year. 

Prior  to  issuance  of  such  regulations, 
consideration  will  be  given  to  any  data, 
views,  and  recommendations  relating 
thereto  which  are  submitted  in  writing 
to  the  Director.  Fats  and  Oils  Branch, 
Production  and  Marketing  Administra- 
tion, U.  S.  Department  of  Agriculture, 
Washington  25,  D.  C.  All  submissions 
must  be  postmarked  not  later  than  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Issued  at  Washington,  D.  C.  this  1st 
day  of  March  1949. 

[seal]  Ralph  S.  Trigg, 

Administrator. 

|F.    R.    Doc.    49-1641;    Filed.    Mar.    3,    1949; 
8:55  a.  m.| 


FEDERAL  SECURITY  AGENCY 

Bureau  of  Federal  Credit  Unions 

[  45  CFR,   Part  301  1 

Organization  and  Operation  of  Federal 
Credit  Unions 

amendment  of  fees  charged  for  examina- 
tion and  for  final  examination  of 
federal  credit  unions 

Notice  Is  hereby  given,  pursuant  to  the 
Administrative  Procedure  Act,  approved 
June  11,  1946  (60  Stat.  238,  5  U.  S.  C. 
1003)  that  the  regulations  set  forth  In 
tentative  form  below  are  proposed  to  be 
pre.scribed  by  the  Director  of  the  Bureau 
of  Federal  Credit  Unions  with  approval 
of  the  Commissioner  for  Social  Security 
and  the  Federal  Security  Administrator, 
in  lieu  of  §§  301.7  and  301.8  of  the  present 
regulations  of  the  Bureau  of  Federal 
Credit  Unions  (45  CFR  301.7  and  301.8; 
13  F.  R.  9344).  The  proposed  regula- 
tions are  designed  to  revise  and  amend 
the  existing  regulations  concerning  fees 
for  examination  and  fees  for  final  exam- 
ination of  Federal  Credit  Unions. 

Prior  to  the  ofiBclal  adoption  of  the 
proposed  regulations,  consideration  will 
be  given  to  any  data,  views,  or  arguments 
pertaining  thereto  which  are  submitted 
In  writing  In  duplicate  to  the  Director  of 
the  Bureau  of  Federal  Credit  Unions, 
Federal  Security  Agency,  Federal  Secu- 
rity Building.  Washington  25,  D.  C,  with- 
in a  period  of  fifteen  days  from  the  date 
of  the  publication  of  this  notice  In  the 
F^ERAL  Register.  The  proposed  regula- 
tions are  to  be  Issued  under  authority 


contained  In  section  16  (a)  of  the  Fed- 
eral Credit  Union  Act.  as  amended.  (48 
Stat.  1221,  12  U.  S.  C.  1766  and  section  2 
of  the  act  of  June  29,  1948  (62  Stat. 
1091)) 

Approved;  February  21,  1949. 

[SEAL]  C.  R.  Orchard, 

Director. 
Bureau  of  Federal  Credit  Unions. 

Dated:  February  28.  1949. 

A.  J.  Altmeyer, 

Commissioner  for  Social  Security. 

Dated:  February  28.  1949. 

J.  Donald  Kingsley, 

Acting  Federal  Security  Admin- 
istrator. 

Sections  301.7  and  301.8  (13  F.  R.  9344) 
are  hereby  amended  to  read  as  follows: 

§  301.7  Fee  for  examination.  Each 
Federal  credit  union  shall  pay  to  the 
Bureau  of  Federal  Credit  Unions  a  fee 
for  each  examination.  Except  as  pro- 
vided In  §  301.8  the  fee  shall  be  assessed 
at  35  cents  per  hundred  dollars  of  the 
Federal  credit  union's  assets  as  of  the 
effective  date  of  the  examination  or  the 
cost  of  making  the  examination,  which- 
ever is  lower:  Provided,  however.  That 
the  minimum  fee  for  each  examination 
shall  be  $3.50.  The  cost  of  making  the 
examination  shall  be  computed  at  the 
rate  of  $32.08  per  examiner  day;  Pro- 
vided, however.  That  during  the  month 
of  December  1949,  and  during  each  De- 
cember thereafter  the  cost  per  examiner 
day  shall  be  recomputed  and  shall  be  re- 
set  by  the  Bureau  of  Federal  Credit 
Unions  on  the  basis  of  the  following  ele- 
ments: (a>  Average  daily  cost  of  salaries 
and  travel  expenses  for  credit  union  ex- 
aminers (using  220  working  days  as  basis 
for  computation) ;  (b)  average  dally  cost 
of  reviewing  and  typing  examiners'  re- 
ports as  related  to  an  examiner  day;  and 
(c)  ten  percent  of  the  sum  of  items  1 
and  2  above  to  defray  the  costs  of  over- 
all planning  and  direction  of  the  exami- 
nation program  and  Incidental  costs  for 
supplies,  equipment,  and  communica- 
tions directly  applicable  to  examinations. 
For  the  purpose  of  computing  the  co.st 
per  examiner  day.  annual  salaries  at  the 
rate  in  effect  as  of  December  1,  will  be 
ased;  other  items  will  be  ba.sed  on  thei 
experience  in  the  fiscal  year  ended  June 
30.  The  check  In  payment  of  such  fee 
shall  be  made  payable  to  the  Treasurer 
of  the  United  States  and  the  check  shall 
be  delivered  to  the  examiner  at  the  com- 
pletion of  the  examination. 

§  301.8  Fee  for  final  examination.  aI 
the  completion  of  voluntary  or  Involun- 
tary liquidation  of  a  Federal  credit  union, 
and  prior  to  dissolution,  each  such  Fed- 
eral credit  union  shall  be  examined  by 
the  Bureau  of  Federal  Credit  Unions. 
For  such  final  examination  the  Federal 
credit  union  shall  pay  a  fee  computed  at 
35  cents  per  $100  of  the  Federal  credit 
union's  assets  as  of  the  effective  date  of 
the  final  examination:  Provided,  how- 
ever. That  the  minimum  fee  for  each 
final  examination  shall  be  $3.50. 

[F.    R.    Doc.    49-1624;    Filed.    Mar.    3.    1919; 
8:49  a.  m.| 
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UNITED  STATES  MARITIME 
COMMISSION 

[  46  CFR,  Part  226  1 

[Docket  No.  069) 
FREx'l'llfl  AND  DmURRAGE  CHARGES  AT 

New  York 

HfOnCI  or  PHOPOSED  RULE  M.AKINa 

Notice  Is  hereby  given  that.  In  accord- 
ance with  the  provisions  of  section  17  of 
the  Shipping  Act.  1916,  and  section  4 
of  the  Administrative  Procedure  Act,  the 
United  States  Maritime  Commission  has 
under  consideration  an  amendment  to 
Finding  No.  2  of  the  Commission's  report 
and  order  of  October  19.  1948  (13  P.  R. 
65M) .  in  this  proceeding.  There  appear 
to  be  certain  local  ordinances  and  regu- 


PROPOSED  RULE  MAKING 

latlons  requiring  the  removal  of  certain 
commodities  within  very  short  times  for 
fire  prevention  or  health  reasons,  and 
certain  commodities  such  as  live  animals, 
or  treasure  which  the  piers  are  not 
equipped  to  care  for.  These  matters 
were  not  made  of  record  In  this  proceed- 
ing as  no  question  had  been  raised  con- 
cerning them. 

Finding  No.  2  (8  226.1  (a)  (2))  and 
the  pr(q;>osed  amendment  thereto  are  as 
follows : 

Finding  No.  2.  Free  time  on  import 
property  at  New  York  shall  not  be  less 
than  five  days,  except  as  the  Commission 
may  hereafter  direct. 

Proposed  amendment.  Free  time  on 
Import  property  at  New  York  shall  not 
be  less  than  five  days,  except  on  import 
property  of  such  a  special  natiire  as  to 
require  earlier  removal  because  of  local 


ordinances  or  other  governmental  regu- 
lations or  because  piers  are  not  equipped 
to  care  for  such  property  for  such  period 
or  except  as  the  Commission  may  here- 
after direct. 

All  persons  Interested  In  the  proposed 
amendment  may  file  with  the  Secretary 
of  the  Commission.  Commerce  Building. 
Washington  25,  D.  C.  within  thirty  (30) 
days  of  the  publication  of  this  notice  In 
the  Federal  Register,  written  views  and 
suggestions  thereon. 

By  order  of  the  United  SUtes  Maritime 
Commission. 


A.  J.  Williams. 
Secretary. 


[SEALl 

February  28.  1949. 

IF.    R.    Doc.    «-l«20;    Filed,    Mar.    8.    1M9; 
8:4<S  a.  m.] 


NOTICES 


DEPARTMENT  OF  LABOR 

Wag«  and  Hour  and  Public  Contracts 
Divisions 

EMPLoyiONT  OF  Handicapped  Clients  by 
Sheltered  Workshops 

notice  or  issuance  or  special 

CERTinCATES 

Notice  Is  hereby  given  that  special 
certificates  authorizing  the  employment 
of  handicapped  clients  at  hourly  wage 
rates  lower  than  the  minimum  wage  rates 
applicable  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  Issued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under  section  14  of  the  Fair  Labor  Stand- 
ards Act  of  1938  (sec.  14.  52  Stat.  1068;  29 
U.  S.  C.  214)  and  Part  525  of  the  regula- 
tions issued  thereunder  (29  CFR  Cum. 
Supp..  Part  525,  amended  11  F.  R.  9556). 
and  under  sections  4  and  6  of  the  Walsh- 
Healey  Public  Contracts  Act  (sees.  4.  6, 
49  SUt.  2038;  41  U.  S.  C.  38.  40)  and 
Article  1102  of  the  regulations  Issued 
pursuant  thereto  (41  CFR  Cian.  Supp.. 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  Issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Goodwill  Industries  of  New  York, 
Inc.,  123  East  24th  Street.  New  York  35. 
New  York;  at  a  wage  rate  of  not  less  than 
the  piece  rate  paid  non-handicapped  em- 
ployees engaged  In  the  same  occupation 
in  regular  commercial  Industry  main- 
taining approved  lalx)r  standards,  or  not 
less  than  20  cents  per  hour  whichever  is 
higher,  and  a  rate  of  not  le.ss  than  15 
cents  for  each  new  client  during  his 
Initial  4-week  evaluation  period  in  the 
workshop;  certificate  is  effective  March 
1,  1949.  and  expires  February  28,  1950. 
'  Mount  Sinai  Hospital.  1  East  100th 
Street,  New  York  29.  New  York;  at  a  wage 
rate  of  not  less  than  the  piece  rate  paid 
non-handicapped  employees  engaged  In 
the  same  occupation  in  regular  commer- 
cial industry  maintaining  approved  la- 


bor standards,  or  not  less  than  30  cents 
per  hour,  whichever  is  higher,  and  a  rate 
of  not  less  than  30  cents  for  each  new 
client  during  his  Initial  4-week  evalua- 
tion period  in  the  workshop;  certificate 
Is  effective  March  1.  1949.  and  expires 
February  28,  1950. 

Pennsylvania  Association  for  the  Blind, 
1246  Vine  Avenue.  Williamsport.  Pennsyl- 
vania; at  a  wage  rate  of  not  less  than 
the  piece  rate  paid  non-handicapped 
employees  engaged  in  the  same  occupa- 
tion in  regular  commercial  Industry 
maintaining  approved  labor  standards, 
or  not  less  than  20  cents  per  hour,  which- 
ever is  higher,  and  a  rate  of  not  less  than 
10  cents  for  each  new  client  during  his 
initial  4-week  evaluation  period  in  the 
workshop:  certificate  Is  effective  Febru- 
ary 16.  1949,  and  expires  May  31,  1949. 
Pennsylvania  Association  for  the  Blind. 
110  South  18th  Street.  Philadelphia. 
Pennsylvania ;  at  a  wage  rate  of  not  less 
than  the  piece  rate  paid  non-handi- 
capped employees  engaped  in  the  same 
occupation  in  regular  commercial  indus- 
try maintaining  approved  lalwr  stand- 
ards, or  not  less  than  20  cents  per  hour, 
whichever  is  higher,  and  a  rate  of  not  less 
than  15  cents  for  each  new  client  during 
his  initial  4-week  evaluation  period  in 
the  workshop;  certificate  Is  effective 
March  1,  1949,  and  expires  May  31,  1949. 

Pennsylvania  Branch,  Shut  In  Society, 
511  North  Broad  Street,  Philadelphia. 
Pennsylvania;  at  a  wage  rate  of  not  less 
than  the  piece  rate  paid  non-handi- 
capped employees  engaged  in  the  same 
occupation  in  regular  commercial  indus- 
try maintaining  approved  labor  stand- 
ards, or  not  less  than  10  cents  per  hour, 
whichever  Is  higher,  and  a  rate  of  not 
less  than  5  cents  for  each  new  client  dur- 
ing his  initial  4-week  evaluation  period 
in  the  workshop;  certificate  is  effective 
March  1,  1949,  and  expires  February  28, 
1950. 

United  Vocational  and  Employment 
Service,  931  Penn  Avenue.  Pittsburgh. 
Pennsylvania ;  at  a  wage  rate  of  not  less 
than  the  piece  rate  paid  non- handi- 
capped employees  engaged  in  the  same 
occupation  In  regular  commercial  indus- 
try maintaining  approved  labor  stand- 


ards, or  not  less  than  15  cents  per  hoxir, 

whichever  is  higher,  and  a  rate  of  not 
less  than  10  cents  for  each  new  client 
during  his  initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  Ls  effec- 
tive March  1,  1949,  and  expires  February 
28.  1950. 

Chicago  Metropolitan  Unit  of  Illlnol.s 
Association  for  the  Crippled,  Inc..  116 
South  Michigan  Avenue.  Chicago  3,  Illi- 
nois; at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non -handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  lat>or  standards,  or  not 
less  than  10  cents  per  hour,  whichever 
Is  higher,  and  a  rate  of  not  less  than  5 
cents  for  each  new  client  during  his  In- 
itial 4-week  evaluation  period  In  the 
workshop:  certificate  is  effective  Febru- 
ary 22.  1949,  and  expires  December  31, 
1949. 

Fort  Worth-Tarrant  County  Associa- 
tion for  the  Blind,  428  South  Lake,  Fbrt 
Worth,  Texas;  at  a  wage  rate  of  not  less 
than  the  piece  rate  paid  non-h^ndl- 
capped  employees  engaged  in  the  same 
occupation  in  regular  commercial  indus- 
try maintaining  approved  labor  stand- 
ards, or  not  less  than  15  cents  per  hour, 
whichever  is  higher,  and  a  rate  of  not 
less  than  15  cents  for  each  new  client 
during  his  initial  4-week  evaluaUon  pe- 
riod in  the  work.shop;  certificate  Is  effec- 
tive January  25,  1949,  and  expires  Janu- 
ary 31,  1950. 

The  Rehabilitation  Institute,  2700  Mc- 
Gee  TrafBcway,  Kansas  City.  Missouri; 
at  a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  in  the  same  occupation  in  regu- 
lar commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
15  cents  per  hour,  whichever  is  higher, 
and  a  rate  of  not  less  than  5  cents  for 
each  new  client  during  his  initial  4-weck 
evaluation  period  in  the  workshop:  cer- 
tificate is  effective  March  1,  1949.  and 
expires  February  28.  1950. 

The  employment  of  handicapped  cli- 
ents in  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
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provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  Issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulations  and  that  special  services 
are  provided  their  handicapped  chents. 
A  sheltered  workshop  Is  defined  as,  *'A 
charitable  organization  or  Institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  is  Impaired  by 
age  or  physical  or  mental  deficiency  or 
Injury,  and  to  provide  such  Individuals 
with  remunerative  employment  or  other 
occui>ational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

These  certificates  may  be  cancelled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  Issuance  of 
any  of  these  certificates  may  seek  a 
review  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  in  the  Federal  Register. 

Signed  at  Washington.  D.  C,  this  23d 
day  of  February  1949. 

Raymond  G.  Garceau. 

Director, 
Field  Operations  Branch. 

|P     R.    Doc.    49-1614:    Filed,    Mar.    3,    1949; 
8:45  a.  m.l 


FEDERAL  POWER  COMMISSION 

(Project  No.  1198) 

Jackson  Hole  Light  &  Power  Co. 

notice  or  application  for  amendment  of 
license  (major) 

February  28,  1949. 

Public  notice  Is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791-825r).  that  Jackson 
Hole  Light  &  Power  Company,  of  Jack- 
son, Wyoming,  has  filed  application  for 
amendment  of  its  license  for  water- 
power  Project  No.  1198,  located  on  Flat 
Creek,  a  tributary  of  Snake  River,  in 
Teton  County.  Wyoming,  to  include  an 
addition  to  the  powerhouse  in  which 
have  been  Installed  a  turbine  developing 
approximately  300  horsepower  connected 
to  a  219-kv.-a.  generator,  a  106-kv.-a. 
auxiliary  Diesel  unit,  and  appurtenant 
equipment,  and  a  machine  shop. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test of  request  and  the  name  and  address 
of  the  party  or  parties  so  protesting  or 
requesting,  should  be  submitted  before 
April  8,  1949,  to  the  Federal  Power  Com- 
mission. Washington  25.  D.  C. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


IP.    R.    Doc.    49-1619;    Filed,    Mar.    3,    1949; 
8:46  a.  m.l 


[Docket  No.  0-1156] 

Michigan-Wisconsin  Pipe  Line  Co.  and 
Michigan  Consolidated  Gas  Co. 

ORDER   fixing  DATE  OF  HEARING 

February  28.  1949. 
On  December  2,  1948,  Michigan-Wis- 
consin  Pipe   Line  Company,   Michigan 


FEDERAL  REGISTER 

Consolidated  Gas  Company  and  Austin 
Field  Pipe  Line  Company  filed  a  joint 
application  for  certificates  of  public 
convenience  and  necessity  pursuant  to 
section  7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation,  and  the  construction  or 
operation  of  certain  natural-gas  trans- 
mission facilities,  subject  to  the  jurisdic- 
tion of  the  Commission,  as  described  in 
such  joint  application  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. IXie  notice  of  the  filing  of  such 
application  has  been  given.  Including 
publication  In  the  Federal  Register  on 
December  23.  1948  (13  F.  R.  8280). 

On  February  9.  1949,  applicants  filed 
an  amendment  to  said  application.  This 
amendment  provides  that  Michigan  Con- 
solidated Gas  Company  shall  be  substi- 
tuted in  place  of  Austin  Field  Pipe  Line 
Company  as  the  applicant  herein  seek- 
ing authorization  to  construct  the  facil- 
ities referred  to  in  paragraph  (C)  of  said 
published  notice.  The  effect  of  said 
amendment  Is  also  to  eliminate  Aastin 
Field  Pipe  Line  Company  as  an  applicant 
herein. 

The  Commission  orders: 

(A»  Pursuant  to  authority  contained 
in  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  sections  7  and  15  of  the  Natural 
Gas  Act,  as  amended,  and  the  Commis- 
sion's rules  of  practice  and  procedure,  a 
public  hearing  be  held  commencing  on 
the  14th  day  of  March  1949,  at  10:00 
a.  m.  <e.  s.  t.),  in  the  Hearing  Room  of 
the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW.,  Washington, 
D.  C,  concerning  the  matters  presented 
and  the  Issues  involved  In  said  applica- 
tion and  other  pleadings.  Including  inter- 
vening petitions. 

( B )  Interested  State  commissions  may 
participate  as  provided  by  §5  1.8  and  1.37 
<f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  March  1.  1949. 

By  the  Commission. 

[seal]  Leon  M.  Fuquay. 

Secretary. 

IP.    R.    Doc.    49-1622;    Filed.    Mar.    3,    1949; 
8:47  a.  m] 


INTERSTATE  COMMERCE 
COMMISSION 

[Application  No.  10 [ 
Waterways  Freight  Bureau 

APPUCATION    for    APPROVAL    OF    AGREEMENT 

March  1,  1949. 

The  Commission  Is  in  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  section  5a  of  the  Interstate 
Commerce  Act. 

Filed  by:  American  Barge  Line  Com- 
pany. 1706  Grant  Building,  Pittsburgh 
19,  Pa.,  and  others. 

Agreement  Involved:  An  agreement 
between  and  among  common  carriers  by 
water,  establishing  the  Waterways 
Freight  Bureau,  and  providing  proce- 
dures for  the  Joint  consideration,  initia- 
tion, or  establishment  of  rates,  ciassifica- 
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tions,  divisions,  allowances,  or  charges 
(Including  charges  between  carriers  and 
compensation  paid  or  received  for  the 
use  of  facilities  and  equipment),  or  rules 
and  regulations  pertaining  thereto,  ap- 
plicable to  the  transportation  by  water 
In  Interstate  or  foreign  commerce  along 
the  Mississippi  River  and  tributary  wa- 
terways. 

The  complete  application 'may  be  in- 
spected at  the  office  of  the  Commission 
in  Washington.  D.  C. 

Any  interested  person  desiring  the 
Commi.ssion  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
In  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com- 
mi.ssion. persons  other  than  applicants 
should  fairly  disclose  their  interest,  and 
the  position  they  Intend  to  take  at  the 
hearing  with  respect  to  the  application. 
Otherwise  the  Commissioh.  in  its  dis- 
cretion, may  proceed  to  Investigate  and 
determine  the  matters  involved  in  such 
application  without  further  or  formal 
hearing. 

By  the  Commission,  Division  2. 

[SEAL]    .  G.  W.  Laird, 

Acting  Secretary. 

I  P.    R.    Doc.    49-1631;    Filed,    Mar.    3,    1949; 
8:53  a.  m.] 


[Application  No.  11] 

General  Tariff  Bureau,  Inc.,  New 
Furniture 

application  for  approval  of  AGREEMENT 

March  1,  1949. 

The  Commission  is  In  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  section  5a  of  the  Interstate 
Commerce  Act. 

Filed  by:  C.  B.  Christian,  412  Bradley, 
P.  O.  Box  270,  South  Haven,  Van  Buren 
County,  Mich. 

Agreement  involved:  An  agreement  be- 
tween and  among  common  carriers  by 
motor  vehicles,  pertaining  to  the  General 
Tariff  Bureau,  Inc.,  and  providing  pro- 
cedures for  the  joint  consideration.  Ini- 
tiation or  establishment  of  rates,  charges, 
classifications,  exceptions  to  classifica- 
tions, and  rules,  regulations  and  practices 
pertaining  thereto,  applicable  to  the 
transportation  by  motor  common  car- 
riers of  new  furniture  and  allied  com- 
modities, between  points  in  Georgia,  Illi- 
nois. Indiana.  Iowa.  Massachusetts, 
Michigan,  Missouri,  New  York.  Ohio, 
Pennsylvania  and  Texas,  on  the  one  hand, 
and  points  In  Connecticut,  Delaware, 
District  of  Columbia.  Florida,  Georgia, 
Illinois,  Indiana,  Iowa,  Kentucky,  Maine, 
Maryland.  Massachusetts,  Michigan, 
Minnesota,  Nebra.ska.  New  Hampshire, 
New  Jersey,  New  York,  North  Carolina, 
Ohio,  Oklahoma,  Pennsylvania,  Rhode 
Island,  South  Carolina.  Tennes.see,  Texas, 
Vermont.  Virginia,  West  Virginia  and 
Wisconsin,  on  the  other. 

The  complete  application  may  be  In- 
spected at  the  office  of  the  Commission 
In  Washington,  D.  C. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
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application  shall  request  the  Commission 
In  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  general  rules  of  practice  of  the  Com- 
mission, persons  other  than  applicants 
should  fairly  disclose  their  interest,  and 
the  position  they  intend  to  take  at  the 
hearing  with  respect  to  the  application. 
Otherwise  the  Commission,  in  its  discre- 
tion, may  proceed  to  investigate  and  de- 
termine the  matters  involved  in  such  ap- 
plication without  further  or  formal  hear- 
ing. 

By  the  Commission,  Division  2. 

[SEAL]  G.  W.  Laibd. 

Acting  Secretary. 

(F.    R.    E>oc.    4&-1632:    Filed.    Mar.    3,    1949. 
8  53  a.  ra.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

J  File  Nos.  54-75,  70-726] 

Commonwealth  &  Southern  Corp. 
iDel.) 

ORDER  PERMITTING  DECLARATION  TO  BECOME 
EFFECTIVE 

In  the  matter  of  the  Commonwealth  & 
Southern  Corporation.  (Delaware),  File 
No.  54-75;  the  Commonwealth  &  South- 
ern Corporation.  (Delaware),  File  No. 
70-726. 

At  a  regular  session  of  Securities  and 
Exchange  Commission  held  at  its  oflRce 
in  the  city  of  Washington.  D.  C,  on  the 
25th  day  of  February  1949. 

The  Commonwealth  &  Southern  Cor- 
poration ('"Commonwealth"),  a  regis- 
tered holding  company,  having  hereto- 
fore filed  with  this  Commission  a  "Plan 
for  Compliance  with  sections  11  <b^  d) 
and  11  (b>  (2>  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935.  dated  July  30. 
1947."  and  amendments  thereto  dated 
July  6,  1948  (which  plan,  as  so  amended. 
Is  hereinafter  referred  to  as  the  "Plan"). 
and  said  Plan  having  provided  in  part 
that  Commonwealth  will  pay.  from  time 
to  time  pending  consummation  of  the 
Plan,  dividends  on  its  outstanding  shares 
of  Preferred  Stock  at  the  rate  of  $6  per 
share  per  annum  from  July  1,  1948  to 
the  date  for  initial  distribution  under 
the  Plan;  and 

The  Commission  by  Its  order  dated 
November  22.  1948  having  approved  said 
Plan  and  having  applied  to  the  United 
States  District  Court  for  the  District  of 
Delaware  for  an  order  enforcing  the 
Plan;  and 

Commonwealth  having  filed  a  declara- 
tion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  (the  "act"), 
particularly  section  12  (c)  thereof  and 
Rule  U-46  thereunder,  regarding  the 
declaration  and  payment  out  of  net 
profits  sub.sequcnt  to  January  1,  1948. 
from  time  to  time  pending  the  consum- 
mation of  the  Plan  and  not  later  than 
the  date  for  the  initial  distribution  of  se- 
curities under  the  Plan,  of  dividends  on 
the  outstanding  Preferred  Stock  at  the 
rate  of  $6  per  share  per  annum  <$1.50 
per  share,  or  approximately  $2,161,870 
per    quarterly    dividend    periods    from 


NOTICES 

January  1,  1949  to  the  date  for  such  dis- 
tribution; and 

Commonwealth  having  stated  in  the 
InsUnt    declaration    that    "The   Board 
•     •     •     recognizes  that    •     •     •     the 
'Earned    Surplus'    account    may   be   so 
qualified  that  under  the  rules  and  prac- 
tice of  the  Commission,  payment  of  said 
dividends  is  subject  to  the  requirement 
of  Commission  authorization  under  the 
provisions  of  section  12  (c)  of  the  act 
and  Rule  U-46  in  spite  of  the  fact  that, 
as  authorized  by  section  34  of  the  Dela- 
ware   General    Corporation    Law,    the 
source  of   payment  of  such   dividends 
under    such    Law    Is    to   be    Common- 
wealth's net  profits  for  the  current  fiscal 
year  and  the  preceding  fiscal  year";  and 
The  instant  declaration  having  been 
filed  on  January  25.  1949  and  notice  of 
said  filing  having  been  duly  given  in  the 
form  and  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act, 
and  the  Commission  not  having  received 
a  request  for  a  hearing  with  respect  to 
said  declaration  within  the  period  speci- 
fied in  the  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  deeming  that  it 
would  not  be  necessary  or  appropriate  to 
deny  effectiveness  to  the  declaration  un- 
der the  standards  of  section  12  <c)  of  the 
act  and  Rule  U-46  If  it  should  be  found 
that  the  proposed  payments  were  to  be 
made  out  of  capital  and  that,  therefore. 
It  is  unnecessary  for  the  Commission  to 
determine  whether  said  proposed  pay- 
ments are  to  be  made  out  of  capital;  and 
The  Commission  therefore  deeming  it 
appropriate  in  the  public  interest  and  in 
the  interest  of  Investors  and  consumers 
to  permit  said  declaration  to  become 
effective  insofar  as  section  12  <c)  and 
Rule  U-46  are  apphcable  to  the  proposed 
payments; 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
aforesaid  declaration  be.  and  the  same 
hereby  is.  permitted  to  become  effective 
forthwith:  Provided,  iwwever.  That  this 
order  shall  not  be  construed  as  a  deter- 
mination that  such  dividend  payments 
are  or  are  not  taxable  to  the  recipient 
pursuant  to  the  provL^ions  of  the  Internal 
Revenue    Code:  And    provided   further. 
That    Commonwealth    accompany    the 
dividend  checks  with  a  statement  to  the 
effect    (1)    that  Commonwealth  filed   a 
declaration  regarding  the  proposed  divi- 
dend payments  pursuant  to  section  12 
(c)  and  Rule  U-46  by  reason  of  its  un- 
certainty as  to  whether  the  "Earned  Sur- 
plus" account  may  be  so  qualified,  imder 
the  rules  and  practice  of  the  Commis- 
sion, that  payment  of  the  proposed  divi- 
dends is  subject  to  the  requirement  of 
Commission  authorization  under  the  act 
and  the  rules  thereunder  and  that  the 
Commission   permitted   the   declaration 
to  become  effective  without  determining 
whether    the    proposed    payments    arc 
being  made  out  of  capital  and  <2)  that 
the  Commission's  action  in  permitting 
the    declaration    to    become    effective 
should  not  be  construed  as  a  determina- 
tion that  such  dividend  payments  are  or 
are  not  taxable  to  the  recipient  pursuant 


to  the  provisions  of  the  Internal  Revenue 
Code. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

Doe.   49-1615:    Filed,    Mar.    S.    1949. 
8:46  a.  m.J 
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fPlle  No.  70-20501 

Salem  Terminal  Corp.  and  New  England 
Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  February  A.  D.  1949. 
Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
New  England  Power  Company  ("NEP- 
CO") .  a  subsidiary  company  of  New  Eng- 
land Electric  System,  a  registered  hold- 
ing company  and  by  Salem  Terminal 
Corporation  ("Salem  Terminal"),  a  sub- 
sidiary of  NEPCO.  Applicants-declar- 
ants designate  sections  9.  10  and  12  of 
the  act  and  Rules  U-42.  U-43  and  U-46 
promulgated  thereunder  as  applicable  to 
the  proposed  transactions. 

Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  March 
10,  1949,  at  5:30  p.  m..  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  Inter- 
est, and  the  is.sues  of  fact  or  law  raised 
by  sikid  joint  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addres.sed: 
Secretary,  Securities  and  Exchange 
Commission,  425  Second  Street  NW., 
Washington  25,  D.  C.  At  any  time  after 
March  10.  1949.  said  joint  application- 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act,  or 
the  Commission  may  exempt  such  trans- 
actions as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

'  All  interested  persons  are  referred  to 
said  joint  application-declaration  which 
is  on  file  in  the  offices  of  this  Commission 
for  a  statement  of  the  transactions  there- 
in proposed,  which  may  be  summarized 
as  follows: 

Salem  Terminal,  wliich  proposes  to 
liquidate  and  dissolve,  owns  certain  real 
estate  and  coal  handling  facilities  in 
Salem.  Massachusetts.  Under  the  plnn 
of  liquidation  all  of  the  assets  of  Salem 
Terminal  will  be  distribuUd  to,  and  its 
current  liabilities  assumed  by  NEPCO. 
The  net  assets  of  Salem  Terminal  will 
be  distributed  to  NEPCO  as  payment  in 
full  for  the  $1,200,000  principal  amount 
of  demand  notes  of  Salem  Terminal  held 
by  NEPCO  and  as  a  final  liruidating  divi- 
dend upon  the  20,000  shares  of  $25  par 
value  capital  stock  Hkewise  held  by 
NEPCO.  Such  notes  and  stock  constitute 
all  of  the  outstanding  securities  ol  Salem 
Terminal. 


Friday,  March^^  1949 

NEPCO  plans  to  construct  a  steam- 
electric  generating  station  on  the  land 
of  Salem  Terminal  and  states  in  the  Joint 
application-declaration  that  the  Salem 
Terminal  properties  will  become  an  In- 
tegral part  of  the  new  plant.  The  Joint 
application-declaration  further  states 
that  no  state  commission  or  federal  com- 
mission, other  than  this  Commission,  has 
Jurisdiction  over  the  proposed  transac- 
tions and  that  services  in  connection  with 
the  proposed  transactions  will  be  per- 
formed by  New  England  Power  Service 
Company,  an  affiliated  service  company, 
at  the  actual  cost  thereof,  estimated  not 
to  exceed  $1,500. 

Applicants-declarants  request  that  the 
Commission's  order  be  Issued  without  a 
hearing  and  become  effective  immediate- 
ly upon  Issuance. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.    R.   Doc.    49-1616;    Filed,    Mar.   3,    1949; 
8:46  a.  m] 


(File  No.  70-2057] 

Utah  Power  &  Light  Co.  and  Western 
Colorado  Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  28th  day  of  February  A.  D.  1949. 

Notice  is  hereby  given  that  Utah  Power 
L  Light  Company  ("Utah"),  a  registered 
holding  company,  and  its  wholly  owned 
electric  utility  subsidiary,  the  Western 
Colorado  Power  Company  ("Colorado"), 
have  filed  a  joint  application-declaration 
and  amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  and  have  desi°pated  sections  6  "b>, 
9  (a).  10  and  12  (f)  of  the  act  and  Rule 
U-45  of  the  rules  and  regulations  pro- 
mulgated thereunder  as  applicable  to 
the  proposed  transactions  which  are 
summarized  as  follows: 

Colorado  proposes  to  borrow  from  Utah 
from  time  to  time  during  the  year  1949 
up  to  an  aggregate  amount  of  S700.000, 
such  borrowings  to  be  evidenced  by  Col- 
orado's promissory  note  or  notes,  which 
notes  will  bear  interest  at  the  rate  of 
3*2%  per  annum  and  will  mature  not 
more  than  eleven  months  after  the  date 
thereof.  " 

All  of  the  outstanding  .securities  of 
Colorado,  consisting  of  110,000  shares  of 
$20  par  value  common  stock  and  a  fif- 
teen year  4'"r  note  In  the  principal 
amount  of  $2,500,000  are  owned  by  Utah. 

The  application  -  declaration.  as 
amended,  states  that  the  proposed  bor- 
rowings are  necessary  to  finance  Colo- 
rado's construction  program  during  the 
year  1949. 

Applicants-declarants  request  that  the 
Commission's  order  Issue  as  promptly 
as  may  be  practicable  and  that  it  be  ef- 
fective forthwith  upon  issuance. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  March 
14.  1949  aV5:30  p.  m..  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 


FEDERAL  REGISTER 

of  his  Interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  application-declara- 
tion which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  If  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed:  Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.  At  any  time 
after  March  14.  1949  said  application- 
declaration,  as  filed  or  as  amended,  may 
be  granted  as  provided  In  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  said  act  or  the  Commission  may 
exempt  such  transactions  as  provided  in 
Rule  U-20  (a)  and  Rule  U-100  thereof. 
All  interested  persons  are  referred  to  said 
application-declaration  which  is  on  file 
with  this  Commission  for  a  statement  of 
the  transactions  therein  proposed. 

By  the  Commission. 


995 

registered  in  the  name  of  Munetsuger 
Nara  and  numbered  and  in  the  amounts 
as  follows: 


[seal] 


Orval  L.  DuBois. 
Secretary. 


|F.    R.    Doc.    49  1617;    Filed,    Mar.    3.    1949; 
8:46  a.  ml 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

AcTHORrrr:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50.  925;  60 
IX  S.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6,  1942.  3  CFTl.  Cum.  Supp..  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  12834] 
Munetsugu  Nara 

In  re:  Stock  owned  by  Munetsugu  Nara 
also  known  as  Munetsuger  Nara.  F-39- 
5162-D-l;  I>-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation.  It  Is  hereby  found: 

1.  That  Munetsugu  Nara  also  known 
as  Munetsuger  Nara.  whose  last  known 
address  is  Kusakabe,  Cho  Higashiyaman- 
ashi.  Gun  Yamanashl,  Ken,  Japan,  Is  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows : 

a.  Ten  and  one-half  (10^2)  shares  of 
$2.00  par  value  capital  stock  of  Trans- 
america  Corporation.  Montgomery  Street 
at  Columbus  Avenue.  San  Francisco  11. 
California,  a  corporation  organized  under 
the  laws  of  the  State  of  Delaware,  evi- 
denced by  certificates  registered  in  the 
name  of  Munetsugu  Nara  and  numbered 
and  in  the  amounts  as  follows: 

Number 
Certificate  numbers:  of  shares 

SFS  94031 »2 

SFH  95211 5 

SFL  19644 6 

together  with  all  declared  and  unpaid 
dividends  thereon,  and 

b.  Three  (3)  shares  of  $12.50  par  value 
common  stock  of  Bank  of  America  Na- 
tional Trust  and  Savings  Association, 
300  Montgomery  Street,  San  Francisco 
20,  California,  a  national  banking  asso- 
ciation organized  under  the  laws  of  the 
United  States,  evidenced  by  certificates 


Certificate  numbers: 

A  54900 

F   92112 


Number 

of  shares 

2 

I 


together  with  all  declared  and  unpaid 
dividends  thereon, 

Is  property  within  the  United  States 
owned  w  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Ls  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  F)erson  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[SE.\L]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-1633;    Filed.    Mar.    3,    1949; 
8:53  a.  m.) 


[Vesting  Order  127741 
AUGUSTE  RUSTEMEYER   ET   AL, 

In  re:  Trust  indenture  April  7.  1920 
between  Auguste  Rustemeyer  a/k/a 
Auguste  Gensheimer,  settlor,  and  the 
New  York  Trust  Co.,  as  succe.s.sor  trustee 
to  Hubert  E.  Rogers.  File  F-28-6896-G- 
1;  E.  T.  Sec.  8505. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Auguste  Rustemeyer.  also 
known  as  Auguste  Gensheimer,  Karl 
Phillpp  Gensheimer,  Use  Gertrude  Cru- 
.slus,  Pr.ula  Balzar.  Emilie  Mann.  Otto 
Jorgens,  Valentine  Gensheimer  and  Paul 
Gensheimer.  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  Issue,  names  unknown,  of 
Auguste  Rustemeyer,  also  known  as 
Auguste  Gensheimer;  Issue,  names  un- 
known of  Karl  Phillpp  Gensheimer;  is- 
sue, names  unnkown  of  Use  Gertrude 


Cruslus:  Issue,  names  unknown  of  Paula 
Balzar;  Issue,  names  unknown,  of  Emilie 
Mann;  issue,  names  unknown  of  Otto 
Jorgens:  issue,  names  unknown,  of  Val- 
entine Gensheimer;  and  issue,  names  un- 
known, of  Paul  Gensheimer.  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under  that 
certain  trust  indenture  dated  April  7. 
1920,  by  and  between  Auguste  Ruste- 
meyer.  also  known  as  Auguste  Gensheim- 
er. settlor,  and  Hubert  E.  Rogers,  trustee, 
and  presently  being  administered  by  the 
New  York  Trust  Company  as  successor 
trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  and 
the  issue,  names  unknown  of  Auguste 
Rustemeyer.  also  known  as  Auguste  Gen- 
sheimer: Issue,  names  unknown  of  Karl 
Philipp  iGensheimer;  issue,  names  un- 
known of  Use  Gertrude  Crusius:  issue, 
names  unknown  of  Paula  Balzar;  issue, 
names  unknown,  of  Emilie  Mann;  issue, 
names  unknown  of  Otto  Jorgens;  issue, 
names  unknown  of  Valentine  Gensheim- 
er; and  issue,  names  unknown  of  Paul 
Gensheimer.  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany) 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  1,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.'  49-1634;    Filed.    Mar.    3.    1949; 
8:53  a.  m.) 


(Vesting  Order   1284«1 
TOSHIO   KOYAMA   AND   ISAMU   KOYAMA 


In  re:  Real  property,  equipment  and 
Claim  owned  by  Toshio  Koyama  and 
Isamu  Koyama.  also  known  as  Yoshlo 
Koyama. 


NOTICES 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Toshio  Koyama  and  Isamu 
Koyama,  also  known  as  Yoshio  Koyama. 
whose  last  known  addresses  are  Japan, 
are  residents  of  Japan  and  nationals  of 
a  designated  enemy  country   (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Real  property  situated  in  the 
County  of  Sacramento.  State  of  Cali- 
fornia, particularly  described  in  Exhibit 
A,  attached  hereto  and  by  reference  made 
a  part  hereof,  together  with  all  heredita- 
ments, fixtures,  improvements  and  ap- 
purtenances thereto,  and  any  and  all 
claims  for  rents,  refunds,  benefits  or 
other  payments  arising  from  the  owner- 
ship of  such  property, 

b.  That  certain  pumping  plant  instal- 
lation located  on  the  property  described 
in  subparagraph  2-a  hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  .'sub- 
paragraph 1  hereof  by  Henry  L.  Elir- 
hardt.  Box  205.  Elk  Grove.  Sacramento 
County.  California,  arising  out  of  the 
collection  of  rentals  from  the  property 
described  In  subparagraph  2-a  hereof, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held. 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  SUtes. 
The  terms  'national"  and  "de.sipnated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington.  D.  C,  on 
February  24,  1949. 
For  the  Attorney  General. 


KxHiBrr  A 

All  that  certain  real  property  altuate, 
Iving  and  being  In  the  County  of  Sacra- 
mento. State  of  California,  particularly 
described  aaJoUows: 

All  that  portloo  of  the  Northeast  one- 
quarter  of  Section  13,  Township  7  North. 
Range  5  East.  M.  D.  B.  &  M  .  described  as 
follows: 

Commencing  at  a  point  In  the  East  line  of 
the  Northeast  one-quarter  of  said  Section 
13,  said  point  being  also  In  the  center  Une 
of  the  Florin-Elk  Grove  Road,  distant  South 
0=  08'  East  1321.4  feet  from  the  Northeast 
corner  of  said  Section  13;  thence,  from  said 
point  of  commencement.  North  89"  38' i' 
West  2630.2  feet  to  a  point;  thence.  South 
0'  16';^'  East  4390  feet  to  a  point;  thence 
South  89°  36'  East  2629.2  feet  to  a  point  In 
the  East  line  of  the  Northeast  one-quarter 
of  said  Section  13;  thence.  North  0'  08'  West, 
along  said  East  line  and  along  the  center 
line  of  the  Florin-Elk  Grove  Road,  440.9  feet 
to  the  point  of  commencement. 

|F.    R.    Doc.    49-1804;    Filed.    Mar.    2.    1949; 
8:57  a.  m.) 


Pierre  Fhancois  Danel 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington.  D.  C, 
including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  Infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  and  Property 

Pierre  Francois  Danel.  Grenoble,  France. 
4796:  property  described  In  Vesting  Order 
No.  667  (8  F.  R.  4996.  April  17,  1943)  relating 
to  United  States  Letters  Patent  No.  2.207,479. 

Executed  at  Washington,  D.  C,  on 
February  28,  1949. 

For  the  Attorney  CJeneral. 

[seal!  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-1635;    Piled,    Mar.    S,    1949; 
8:54  a.   m.| 


[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


WiLHELM  Hansen  Musik-Fohlao 

NOTICE   OF    INTENTION   TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  pa^it  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property^ 

Wllhelm  Hansen  Muslk-Forlag,  Oothers- 
gade  9-11,  Copenhagen  K,  Denmark;  81038; 
property  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof, 
described  In  Vesting  Order  No  4034  (9  F.  B. 
13781,  November  17,  1944) ,  relating  to  musical 


Friday,  March  4,  1949 

compositions  and  Utersu-y  works  entitled 
"Valse  Chevaleresque",  "Valse  Flnlandalse", 
"Slumber  Song".  "Humorous  Dance  II", 
"Chord  Grasps".  "Studies  for  Left  Hand", 
"Legato  and  Staccato",  "Rhythmic  and 
Polyrhythmlc  Studies",  "Alternation",  "Oc- 
taves", "Shakes  and  Tremelo",  "Broken 
Chords",  "Energy".  "Elegance".  "Festival 
March".  "Old  Melody".  "6  Violin  Pieces". 
"Romance".  "Bravura".  "Lyric  Quality". 
"Prelude".  "Sketches  from  Finland",  *  Mel- 
ody". "Joys  of  Youth".  "25  Easy  Studies", 
"Middle  Grade  (Bks.  1,  2,  &  3)  ".  "Preparatory 
Grade  (Bk.  1  &  2)",  "6  Cello  Pieces",  "Tech- 
nical Piano  Pieces",  "10  Easy  Transcriptions", 
"Forty  Pedal  Studies",  "Major  &  Minor  (Books 
1-4)",  "Triumphal  Entry",  "The  Swan", 
"Mother's  Song",  "Isle  of  Shadows",  "Serenata 
(Opus  51  ^2)",  "Second  Romance",  'Valse 
Lyrlque",  "Etude  (Opus  76,  H'i)".  "The 
Spruce",  "Six  Lyric  Pieces",  "Valse  Mtg- 
nonne",  "For  Little  Folks",  "Tales  and 
Fables",  "Easy  and  Characteristic",  "Musical 
Pictures",  and  "Pedal  Studies"  (attached  as 
exhibits  to  said  vesting  order).  Including 
royalties  pertaining  thereto  in  the  amount 
of  $1074  59. 

Executed   at  Washington,  D.   C,   on 
February  28,  1949. 

For  the  Attorney  General. 

[  SEAL  1  DaVIDL.BaZELON, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-1636;    Filed,    Mar.   3,    1949; 
8:54  a.  m.J 
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Gabriel  Sc.  tt 

NOTICE    or    INTEN-nON    TO    RETtntN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
Including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses; 

Claimant,  Claim  No.,  and  Property 

Gabriel  Scott,  Tromoy,  Arendal,  Norway, 
36469;  Property  to  the  extent  owned  .by 
claimant  immediately  prior  to  the  vesting 
thereof,  described  In  Vesting  Order  No.  4034 
(9  F.  R.  13781,  November  17,  1944)  relating 
to  the  literary  work  entitled  "Karl"  (listed  Iti 
ESchlblt  A  of  said  vesting  order).  Including 
royalties  pertaining  thereto  in  the  amount 
of  $204.57. 

Executed  at  Washington,  D.  C,  on 
February  28,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1637;    Filed,    Mar.    8,    1949; 
8:54  a.  m.] 
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Arthur  Weidenfeld 


NOTICE    of    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  recov- 
erable for  past  Infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 

Arthur  Weidenfeld,  26  Manchester  Square, 
London  W.  1,  England,  1930;  Property  to  the 
extent  owned  by  claimant  Immediately  prior 
to  the  vesting  thereof,  described  In  Vesting 
Order  No.  1758  (9  F.  R.  13773,  November  17, 
1944),  relating  to  the  literary  work  entitled 
"The  Goebbels  Experiment"  (listed  In  Exhibit 
A  of  said  vesting  order),  including  royalties 
pertaining  thereto  in  the  amount  of  $223.70. 

Executed  at  Washington,  D.  C,  on 
February  28,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1638;    Piled,    Mar.    3,    1949; 
8:54  a.  m.J 
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Washington,  Saturday,  March  5,  1949 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration,  Department  of  Agriculture 

Subchapter  B — Farm  Ownership  Loant 

Part  311— Basic  Regulations 

sttbpart    b — loan    limitations;    average 
values  of  farms  and  investment  libcits 

Per  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Prrm  Tenant  Act,  as 
amended,  the  average  value  of  efficient 
family-type  farm-management  units 
and  the  Investment  limit  for  the  county 
Identified  below  are  determined  to  be  as 
herein  set  forth.  The  average  value  and 
the  investment  limit  heretofore  estab- 
lished for  said  county,  which  appear  In 
the  tabulations  of  average  values  and  in- 
vestment limits  under  §311.30.  Chapter 
III,  Title  6  of  the  Code  of  Federal  Regu- 
lations, as  reorganized  and  revised  (13 
P.  R.  9376).  are  hereby  superseded  by 
the  average  value  and  the  investment 
limit  set  forth  below  for  said  county. 

Alabama 


County 

A  verape 
value 

Invest- 
mt'iit 
limit 

AiitaiiKa 

$«,ono 

$8,000 

(See.  41  (i).  60  Stat.  1066;  7  U.  S.  C.  1015 
(I).  Applies  sees.  3  (a>.  ■l^  (b> .  60  Stat. 
1074,  1069;  7  U.  S.  C.  1003  (a).  1018  (b)) 

Issued  this  2d  day  of  March  1949. 

[SEAL]  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

ir.    R.    Doc.    49-1677;    Piled,    Mar.    4.    1949; 
8:53  a.  m.] 


Part  311— Basic  RECULAnoNS 

SUBPART  B — LOAN  LIMITATIONS;  AVERAGE 
VALUES  OF  FARMS  AND  INVESTMENT 
LIMITS 

Por  the  purpo.ses  of  title  I  of  the 
Bankhead-Jones  Farm  Tenant  Act.  as 
amended,  the  average  value  of  efficient 
family-type  farm-management  units  and 
the  Investment  limit  for  the  county 
Identified  below  are  determined  to  be  as 
herein  set  forth;  and  §  311.30.  Chapter 
in.  Title  6  of  the  Code  of  Federal  Regu- 


lations, as  reorganized  and  revised  (13 
P.  R.  9376).  is  amended  by  adding  said 
county,  average  value,  and  investment 
limit  to  the  tabulations  appearing  in  said 
section  under  the  State  of  Pennsylvania. 

PE.NV8YLVANU 


County 

A  verape 
value 

Invr<:t- 
mciit 
limit 

Forest 

$7,800 

$7,S00 

'Sec.  41  (i),  60  Stat.  1066;  7  U.  S.  C. 
1015  (i>.  Applies  sees.  3  (a>,  44  (b)  60 
Stat.  1074.  1069;  7  U.  S.  C.  1003  (a). 
1018  (b)) 

Issued  this  2d  day  of  March  1949. 

[seal]  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49-1676;    Filed.    Mar.    4,    1949; 
8:53  a.  m.J 


TITLE  7— AGRICULTURE 

Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

(Quarantine  No.  38] 

Part  301 — Domestic  Quarantine 
Notices 

SUBPART — black  STEM  RUST 

Pursuant  to  the  authority  conferred 
by  section  8  of  the  Plant  Quarantine  Act 
of  August  20. 1912.  as  amended  (7  U.  S.  C. 
161),  the  quarantine  on  account  of  the 
black  stem  rust  and  regulations  supple- 
mental thereto  (7  CPR  1944  and  1946 
Supps.  301.38  through  301.38-8)  are 
hereby  revised  to  read  as  follows: 
Sec. 
30138 
30138-1 
301.38-2 
301.38-3 
301.38--4 
301.38-5 


301  38-6 
301.3&-7 

301  38-8 
301.38-9 

801.38-10 


Notice  of  quarantine. 

Definitions. 

Regulated  area. 

Eradication  States. 

Regulated  products. 

Designation       of      rust-resistant 

plants. 
Conditions  of  movement. 
Conditions  governing  the  issuance 

of  permits. 
Cancellation  of  permits. 
Labeling   shipments   and    use   of 

permits. 
Inspection  of  regulated  products 

in  transit. 

(Continued  on  p.  1001) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  book 
is    now    available: 

Title  3,  T948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

Thi»  book  may  bo  obtained  from  tho 
Soporinlondent  of  Document*,  Govern- 
ment Printing  Office,  Washington  25,  D.  C, 
at  $2.75  per  copy. 
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Saturday,  March  5, 1949 

Bee. 

801.38-11     Sblpments  for  experimental  and 
scientific  purposes. 

ADTHORmr:  {{  301.38  through  801.38-11  Is- 
sued under  sec.  9.  37  Stat.  818;  7  U.  8.  C.  162. 

QUARANTINK 

§301.38    Notice  of  quarantine.    Under 
the  authority  conferred  by  section  8  of 
the  Plant  Quarantine  Act  of  August  20, 
1912.  as  amended  (7  U.  S.  C.  161)  and 
having  held  the  public  hearing  required 
thereunder,  the  Secretary  of  Agriculture 
quarantines  each  and  every  State  of  the 
continental  United  States  and  the  Dis- 
trict of  Columbia,  to  prevent  establish- 
ment of  continuous  local  sources  of  in- 
fection of  the  destructive  disease  of  small 
grains  known  as  the  black  stem   ru.st 
(Pucclnla    gramlnis)    in    grain-growing 
areas.     Hereafter,    plants    of    berberis. 
mahonia.    or    mahoberberi.s.    or    parts 
thereof  capable  of  propagation,  shall  not 
be  transported  by  any  person,  firm,  or 
corporation,    from    any    State    of    the 
United  States  or  the  District  of  Columbia 
Into  any  other  State  of  the  United  States 
or  the  District  of  Columbia  in  manner 
or  method  or  under  conditions  other  than 
those  prescribed  in  the  regulations  here- 
inafter made  and  amendments  thereto: 
Provided,   That   the   provisions   of   this 
quarantine  and  of  the  regulations  sup- 
plemental hereto,  as  they  apply  to  the 
Interstate  movement  of  regulated  plants 
and  parts  thereof  capable  of  propaga- 
tion  from  or  between  the  eradication 
States,  as  defined  in  5  301.38-1  (e).  are 
hereby  conditioned  upon  such  regulation 
by  such  States  of  the  intrastate  move- 
ment of  such  plants  and  parts  thereof 
and  the  enforcement  thereof  and  upon 
such  enforcement  of  other  control  and 
sanitation  mea.sures  as  may  be  required 
of  them  by  the  Secretary  of  Agriculture 
and  as  shall  be  adequate  to  prevent  the 
planting  or  growing  In  such  States  of 
berberis.    mahonia.    and    mahoberberis 
plants  not  known  to  be  resistant  to  the 
disease:  Provided  further.  That  when- 
ever the  Chief  of  the  Bureau  of  En- 
tomology and  Plant  Quarantine  shall  find 
that  facts  exist  as  to  the  pest  risk  in- 
volved in  the  movement  of  one  or  more 
of  the  species  of  plants  to  which  the 
regulations  supplemental  hereto  apply, 
making  it  safe  to  modify,  by  making  less 
stringent,  the  restrictions  contained  in 
such  supplemental  regulations,  he  shall 
set  forth  and  publish  such  finding  in  ad- 
mlnl.strative  instructions,  specifying  the 
manner  in  which  the  applicable  regula- 
tions   should    be    made    le.ss    stringent 
whereupon  .such  modification  shall  be- 
come elTective  for  such  period  and  for 
such  plants  or  parts  thereof  capable  of 
propagation  as  shall  be  specified  in  said 
adminl.strative   instructions,   and   every 
reasonable  effort  shall  be  made  to  give 
publicity  to  such  administrative  Instruc- 
tions throjjghout  the  aflTected  States. 

RECTTLATIONS 

§  301.38-1  Definitions.  For  the  pur- 
poses of  the  regulations  in  this  subpart 
the  following  words,  names,  and  terms 
shall  have  the  meanings  hereby  assigned: 

(a)  Black  stem  rust.  The  disease  com- 
monly known  as  the  black  stem  rust  of 
t^ralns  (Pucclnla  graminis)  in  any  stage 
of  development. 
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(b)  Barberry,  mahonia,  and  mahober- 
beris plants.  Plants  or  parts  of  planis 
capable  of  propagation  (other  than  seeds 
and  fruits)  of  any  species,  horticultural 
variety,  or  hybrid  within  the  genera  Ber- 
beris, Mahonia.  and  Mahoberberis. 

(c)  Barberry,  mahonia,  and  mahober- 
beris seeds  and  fruits.  Seeds  and  fruits 
of  any  species,  horticultural  variety,  or 
hybrid  within  the  genera  Berberis.  Ma- 
honia, and  Mahoberberis. 

(d)  Rust-resistant  plants.  The  spe- 
cies or  horticultural  varieties  within  the 
genera  Berberis.  Mahonia.  and  Mahober- 
beris that  have  been  designated  by  the 
Chief  of  the  Bureau  of  Entomology  and 
Plant  Quarantine  in  administrative  in- 
structions as  being  resistant  to  the  black 
stem  rust. 

(e)  Eradication  States.  Those  States 
in  which  barberry,  mahonia.  and  maho- 
berberis plants  susceptible  to  the  black 
stem  rust  are  being  eradicated  through 
cooperative  effort,  and  which  are  desig- 
nated as  eradication  States  in  the  regu- 
lations supplemental  to  this  quarantine 
or  tunendments  thereof. 

(f)  Inspector.  An  inspector  of  the 
United  States  Department  of  Agriculture 
authorized  to  enforce  Federal  plant 
quarantines. 

(g)  Inspection.  Inspection  by  an  in- 
spector of  the  United  States  Department 
of  Agriculture. 

(h)  Chief  of  the  Bureau.  Chief  of  the 
Bureau  of  Entomology  and  Plant  Quar- 
antine. 

(i)  Moved  (move,  movement). 
Shipped,  carried,  transported,  moved, 
allowed  to  be  moved,  or  received  for 
transportation  or  transported  by  a  com- 
mon carrier,  from  one  State  of  the  United 
States  or  the  District  of  Columbia  into 
or  through  any  other  State  or  the  Dis- 
trict of  Columbia.  '•Move"  and  "move- 
ment" shall  be  construed  accordirigly. 

(j)  Permit.  An  official  document  au- 
thorizing the  interstate  movement  of 
regulated  products. 

5  301.38-2   Regulated  area.   The  entire- 
United  States,  including  the  District  of 
Columbia,  is  hereby  designated  as  the 
regulated  area. 

§  301.38-3  Eradication  States.  The 
following  States  in  which  barberry,  ma- 
honia. and  mahoberberis  plants  suscep- 
tible to  black  stem  rust  are  being  eradi- 
cated through  cooperative  effort  are 
designated  as  eradication  States:  Colo- 
rado. Illinois.  Indiana.  Iowa.  Kansas. 
Michigan,  Minne.^^ota,  Missouri.  Montana! 
Nebraska.  North  Dakota,  Ohio.  I*ennsyl- 
vania.  South  Dakota.  Virginia.  Washing- 
ton. West  Virginia.  Wisconsin,  and 
Wyoming. 

5  301.38-4  Regulated  products.  Plants, 
seeds,  fruits,  and  other  parts  of  plants 
capable  of  propagation  of  all  species 
horticultuial  varieties,  and  hybrids  of 
barberry,  mahonia.  and  mahoberberis 
exclusive  of  mahonia  cuttings  for  deco- 
rative purposes,  are  designated  as  regu- 
lated products. 

§  301.38-5  Designation  of  rust-resist- 
ant plants.  The  Chief  of  the  Bureau  Is 
authorized  and  directed  to  designate,  in 
administrative  instructions  supplemerital 
to  the  regulations  in  this  subpart,  the 
species  or  horticultural  varieties  within 


1001 

the  genera  berberis.  mahonia.  and 
mahoberberis  that,  on  the  basis  of  evi- 
dence satisfactory  to  him.  are  determined 
to  be  resistant  to  black  stem  rust. 

S  301.38-6    Conditions  of  movement — 

(a)  Barberry,  mahonia,  and  mahober- 
beris plants.  ( 1 )  Movement  Is  prohibited 
of  barberry,  mahonia.  and  mahoberberis 
plants  other  than  those  designated  as 
rust-resistant,  except  that  parts  of  ma- 
honia plants  without  roots  intended  for 
decorative  purposes  are  hereby  exempted 
from  the  requirements  of  the  regulations 
in  this  subpart. 

(2)  Rust-resistant  barberry  and  ma- 
hoberberis plants  of  two  seasons'  growth, 
and  rust-resistant  mahonia  plants  of  one 
season's  growth  may  be  moved  when 
labeled  and  accompanied  by  a  permit 
issued  in  compliance  with  the  regulations 
in  this  subpart. 

(b)  Barberry,  mahonia.  and  mahober- 
beris seeds  and  fruits.  (1)  Movement  of 
seeds  and  fruits  of  barberry,  mahonia. 
and  mahoberberis  plants  Into  the  eradi- 
cation States  Is  prohibited  from  any  point 
outside  thereof. 

<2)  Seeds  and  fruits  of  barberry,  ma- 
honia. and  mahoberberis  plants  may  be 
moved  between  or  from  the  eradication 
States,  provided  they  are  obtained  from 
rust-resistant  plants  growing  in  such 
States  and  are  accompanied  by  permits 
issued  in  compliance  with  the  regula- 
tions in  this  subpart.  ^ 

(3)  Seeds  and  fruits  of  barberry,  ma- 
honia, and  mahoberberis  may  be  moved 
between  States  other  than  the, eradica- 
tion States  without  permits.  Plants  pro- 
duced from  such  seeds  may  be  moved 
only  in  compliance  with  the  regulations 
in  this  subpart,  and  growers  should  rec- 
ognize this  In  selecting  seed  sources. 

§  301.38-7    Conditions  governing  the 
issuarice  of  permits — (a)  Barberry,  ma- 
honia,  and   mahoberberis   plants.      (1) 
Permits  will  be  issued  to  nurserymen  for 
movement  of  rust-resistant  plants  and 
parts    thereof    capable   of    propagation 
(other  than  seeds  and  fruits)  after  de- 
termination  by   an   inspector   that   no 
plants  other  than  those  which  are  rust- 
resistant  are  growing  in  the  nursery  or 
in   the  environs  thereof.     If  barberry, 
mahonia.   or   mahoberberis   plants   not 
designated  as  rust-resistant  are  found 
in  the  nursery  or  in  the  environs  thereof 
permits  will  be  withheld  until  such  plants 
have  been  eliminated  to  the  satisfaction 
of  the  inspector.    Permits  will  not  be  is- 
sued for  the  movement  of  rust-resistant 
barberry  or  mahoberberis  plants  until 
after  two  seasons  of  growth  or  of  rust- 
re.sistant  mahonia  plants  until  after  one 
season  of  growth. 

(2)  Permits  will  be  Issued  to  dealers 
for  movement  of  ru.st-resistant  barberry, 
mahonia.  or  mahdberberis  plants  when 
the  inspector  has  determined  to  his  satis- 
faction that  all  the  plants  handled  by  the 
dealer  are  produced  by  nurserymen  who 
have  been  issued  permits  to  move  plants 
under  the  regulations  in  this  subpart. 

(b)  Barberry,  mahonia.  and  mahober- 
beris seeds  and  fruits.  Permits  may  be 
issued  for  movement  between  or  from 
the  eradication  States  of  barberry, 
mahonia.  and  mahoberberis  seeds  and 
fruits  produced  within  such  States  after 
determination  that  they  have  been  ob- 
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talned  from  rust -resistant  plants  grow- 
ing in  locations  which  with  their  envi- 
rons  are  determined  by  inspection  to  be 
free    of    plants    which    are    not    rust- 
resistant.  ,,v 
(c)  Applications    for    permits.       UJ 
Applications  for  permits  should  be  made 
to  the  Bureau  of  Entomology  and  Plant 
Quarantine.  Washington  25,  D.  C.  as  far 
a!s  possible  in  advance  of  the  proposed 
date   of   shipment   and  shall  be  made 
before  June  1.  1949.  and  before  May  15 
annually  thereafter  to  permit  time  for 
Inspection  during  the  current   growmg 

season.  ,  ,.      .^^  „ 

(2»  A  nurseryman  who  applies  for  a 
nermit  to  move  rust-resistant  plants  will 
be  required  to  state  in  the  application 
that  no  barberry,  mahonia.  or  mahober- 
beris  plants  other  than  those  designated 
as    rust-resistant    are    growing    in    his 
nursery  or  the  environs  thereof  and  to 
agree  that  no  such  plants  will  be  grown. 
The  applicant  shall  furnish  (on  the  ap- 
pUcation)  a  complete  li-st  of  the  species, 
varieties,     and     hybrids     of     barberry, 
mahonia.  and  mahoberberis  plants  grow- 
ing in  the  nursery  and  the  approximate 
number  of  each.  .,    *„ 

(3»  Dealers  who  apply  for  permits  to 
move    rust-resistant    plants    interstate 
will  be  required  to  agree  that  they  will 
buy  or  sell  only  such  barberry,  mahonia. 
or  mahoberberis  plants  as  are  designated 
by  the  Chief  of   the  Bureau   as  rust- 
resistant    and    as    are    obtained    from 
nurserymen  having  currently  valid  per- 
mits to  move  such  plants.    Such  dea  ers 
will  be  required  to  maintain  complete 
records  of  purchases  and  sales  of  such 
plants,  and  such  records  shall  be  avail- 
able for  examination  by  an  inspector  at 
any  rea.sonable  time. 

(4)  Applicants  for  permits  to  move 
barberry,  mahonia.  or  mahoberberis 
seeds  or  fruits  from  or  between  the 
eradication  States  shall  agree  that  such 
seeds  or  fruits  will  be  obtained  only  from 
rust-resistant  plants  growing  within  the 
eradication  States  in  locations  deter- 
mined by  the  inspector  as  free  of  plants 
which  are  not  rust  re.sistant.  The  ap- 
plicant shall  state  the  locations  of  sources 
from  which  such  seeds  or  fruits  are  to 

be  obtained.  ^     ,, 

(d)  Identification  of  species.  Appli- 
cants for  permits  <and  permittees)  shall 
furnish  the  inspector  with  such  speci- 
mens or  other  evidence,  and  the  inspector 
may  make  such  inspection  as  he  shall 
deem  necessary  in  order  to  identify  the 
species,  horticultural  varieties,  or  hy- 
brids of  barberry,  mahonia.  or  mahober- 
beris grown  or  moved  by  the  applicants 
(permittees). 

§  301.38-8      cancellation    of    permits. 
Permits  i-ssued  under  the  regulations  in 
this  subpart  may  be  canceled  in  writing 
by  the  inspector  andturther  permits  re- 
fused, either  for  any  failure  of  compli- 
ance with  the  conditions  of  the  regula- 
tions in  this  subpart  or  violation  of  them. 
after  the  permittee  has  been  given  an  op- 
portunity   to    achieve    compliance,    or 
whenever  in  the  judgment  of  the  inspec- 
tor the  further  use  of  such  permits  might 
result  in  the  dissemination  of  barberry, 
mahonia.    or    mahoberberis    Plants    or 
seeds  or  fruits  of  such  plants  susceptible 
to  infection  by  black  stem  rust. 


RULES  AND  REGULATIONS 

5  301  38-9      Labeling    shipments    and 
use  of  permits.   Each  shipment  of  plants, 
seeds,  or  fruits  for  which  a  permit  is  re- 
quired by  the  regulations  in  this  subpart 
shall  be  plainly  marked  with  the  name 
and  address  of  the  consignor  and  shall 
bear,  securely  attached  to  the  outside 
thereof,  a  valid  permit  Issued  in  com- 
pliance with  the  regulations  in  this  sub- 
part.    Each  package,  bundle,  or  other 
unit  of  plants,  seeds,  or  fruits  contained 
m  such  shipment  shall  be  plainly  labeled 
as  to  the  species  or  horticultural  variety 

In  the  case  of  carload  and  other  bulk 
shipments,  a  valid  permit  shall  accom- 
pany the  waybill  pertaining  to  suf  h  ship- 
ments: and  in  the  case  of  shipment  t)y 
truck  or  other  road  vehicle  the  permit 
shall  accompany  the  vehicle  and  be  sur- 
rendered to  the  consignee  on  delivery 
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penalties 

The  Plant  Quarantine  Act  of  August  20. 
1912  as  amended,  provides  that  any  person 
who  shall  violate  any  of  the  provisions  of  the 
quarantine  or  regulations  in  this  subpart 
pursuant  thereto  shall  be  deemed  gul  ty  of 
a  misdemeanor  and  shall,  upon  convict  on 
thereof  be  punished  by  a  fine  not  exceeding 
$500  or  by  Imprisonment  not  exceeding  one 
year',  or  both  fine  and  Imprisonment  In  the 
discretion  of  the  court. 

(P.   R.    Doc.    49-1680:    Filed.    Mar.    4.    1949; 
8:54  a.  m.) 


?  301  38-10  Inspection  of  regulated 
products  in  transit.  Any  car  or  other 
vehicle,  box.  or  other  container  moved 
interstate  or  received  for  nterstate 
movement  by  a  common  carrier  which 
contains  or  which  the  inspector  has 
probable  cause  to  believe  contains  prod- 
ucts the  movement  of  which  is  prohib  ted 
or  regulated  by  the  regulations  in  this 
subpart  shall  be  subject  to  inspection  at 
any  time  or  place. 

5  301  38-11    Shipments  for  experimen- 
tal and  scientific  purposes.    Plants,  seeds, 
and  fruits  subject  to  the  regu  ations  in 
this  subpart  may  be  moved  interstate 
for  experimental  or  scientific  purposes 
on  such  conditions  and  under  such  safe- 
guards  as  may   be   prescribed   by   the 
Chief  of  the  Bureau.     The  articles  so 
moved  shall  bear,  securely  attached  to 
the  outside  thereof,  a  permit  issued  for 
the  purpose. 

(Sec.   8.   37   Stat.   318.   as   amended;    7 
U.  S.  C.  161) 


The  purposes  of  this  revision  are  to 
prohibit  the  interstate  movement  any- 
where   within    the    continental    United 
States  of  all  species  of  barberry,  mahonia. 
and  mahoberberis  not  known  to  be  re- 
sistant to  the  black  stem  rust:  to  require 
permits    for    interstate    movement    of 
plants  of  those  species  of  barberry,  ma- 
honia. and  mahoberberis  that  are  known 
to  be  rust-resistant;  to  designate  as  erad- 
ication States  those  in  which  barberry, 
mahonia.  and  mahoberberis  plants  sus- 
ceptible to  black  stem  rust  are  being 
eradicated;    to   prohibit   the   in  erstate 
movement  into  the  eradication  States  of 
all  seeds  and  fruits  of  barberry,  mahonia 
and  mahoberberis;  and  to  provide  for 
movement  under  permit  between  or  f  roni 
such  States  of  seeds  and  fruits  produced 
therein  from  rust-resistant  plants  grown 
in     areas    free    from    rust-susceptible 

'^^Thfs  revision  shall  be  efTectlve  May  1. 
1949  and  thereupon  shall  supersede  the 
quarantine  and  regulations  effecUve 
December  26.  1944.  as  amended  effective 
February  1.  1946  (7  CFR  1944  and  1946 
Supps.  301.38  through  301.38-8) . 

Done  at  Washington.  D.  C.  this  2d  day 
of  March  1949.  Witness  my  hand  and 
the  seal  of  the  United  States  Department 
of  Agriculture. 


Chapter  IX— Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  953— Lemons  Grown  in  Caufornu 
AND  Arizona 

NOTICE  OF  interpretive  RULE  RELEVANT  TO 
OVERSHIPMENT   TOLERANCES 

Notice  is  hereby  given,  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1001  et  seq.).  that  the 
Lemon   Administfative  Committee,  es- 
tablished pursuant  to  the  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  t48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq. )  and  the 
marketing  agreement,  as  amended,  here- 
inafter referred  to  as  the  •marketing 
agreement."    and    Order    No.     53.    as 
amended  (7  CFR  Part  953;  13  F.  R.  766). 
regulating  the  handling  of  lemons  grown 
in  the  States  of  California  and  Arizona, 
hereinafter  referred  to  as  the  "order." 
has  adopted  the  following  interpretive 
rule  relevant  to  the  availability  of  over- 
shipment  tolerances  to  handlers  under 
the  provisions  of  §  953.4  (f)  of  the  mar- 
keting order  and  section  4   <f)   of  the 
marketing    agreement,   to    be    effective 
upon   publication  of  such  rule  in  the 
FEDERAL  Register: 


[SE.\L]  CH.\RLES  F.  BRANN.AN. 

Secretary  of  Agriculture. 


§  953.104   Interpretive  rules— (&) 
Overshipment    tolerances.      Under    the 
provisions  of  §  953.4  (f )  of  the  market- 
ing order  and  section  4  (f)  of  the  mar- 
keting agreement,  an  overshipment  tol- 
erance Is  not  available  to  a  handler  dur- 
ing any  week  or  weeks  in  which  he  is 
required  to  reduce  the  quantity  of  lemons 
which  he  may  handle  by  reason  of  prior 
shipments  of  lemons  in  excess  of  his 
allotment  therefor:  Provided.  That  re- 
payments of  borrowed  allotments  shall 
not  preclude  a  handler  from  claiming 
and  using  overshipment  tolerances  in 
cases  otherwise  appropriate.     (48  Stat. 
31.  as  amended;  7  U.  S.  C.  601  et  seq..  7 
CFR.  Supps..  953.1  et  seq.) 

[SEAL]  Howard  A.  mUler. 

Chairman, 

Lemon  Administrative  Committee. 
Approved:  March  2,  1949. 

Charles  F.  Brannan, 
Secretary  of  Agriculture. 

[F    R.    Doc.   49-1679;    Filed.   Mar.    4.    1949; 
8:54  B.  m.) 


Saturday,  March  5, 19J9 

I  Lemon  Reg.  309  J 

Part  953— Lemons  Grown  in  California 
and  Arizona 

limitation  of  shipments 

5  953.416    Lemon  Regulation  309— (a) 
Findings.     (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53.  as  amended  (7  CFR,  Cum.  Supp.. 
953.1  et  seq.:   13  P.  R.  766'.  regulating 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative   Committee,    established 
under    the    said    amended    marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section,  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  InsufHclent. 
and  a  rea.'^onable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

(b)  Order,  d)  The  quantity  of  lem- 
ons grown  in  the  State  of  California  or  in 
the  State  of  Arizona  which  may  be  han- 
dled during  the  period  beginning  at  12:01 
a.  m..  P.  s.  t..  March  6,  1949.  and  ending 
at  12:01  a.  m..  P.  s.  t.,  March  16.^949,  is 
hereby  fixed  as  follows: 

(1)  Distric'  1:  250  carloads; 
ai)  District  2:  Unlimited  movement. 
<2)  The  prorate  ba.se  of  each  handier 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order.  Is  hereby  fixed  in 
accordance  with  the  prorate  ba.se  sched- 
ule which  Is  attached  to  Lemon  Regula- 
tion 308  ( 14  P.  R.  882) .  and  made  a  part 
hereof  by  this  reference. 

<3)  As  med  in  this  .section,  "handled." 
"handler."  "carloads."  "prorate  base." 
"District  1."  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each  such 
term  in  the  said  amended  marketing 
agreement  and  order. 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.) 

Done  at  Washington.  D.  C,  this  3d  day 
of  March  1949. 

fsEALl  s.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

[P.    R.    Doc.    49-1740;    Piled.   Mar,    4,    1949- 
8:34  a.  m.] 


FEDERAL  REGISTER 

[Orange  Reg.  270] 

Part  966— Oranges  Grown  in  California 
AND  Arizona 

limitation  of  «iipments 

S  966.416  Orange  Regulation  270— (&) 
Findings.  (1)  Pursuant  to  the  provisions 
of  Order  No.  66  ( 7  CFR,  Cum.  Supp..  966.1 
et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act.  of  1937. 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  Information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limitation 
of  the  quantity  of  such  oranges  which 
may  be  handled,  as  hereinafter  provided, 
will  tend  to  effectuate  the  declared  policy 
of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Ls  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure! 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat 
237:  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  The  quantity  of  oranges 
grown  in  the  State  of  California  or  in  the 
State  of  Arizona  which  may  be  handled 
during  the  period  beginning  at  12:01 
a.  m.,  P.  s.  t..  March  6.  1949.  and  ending 
at  12:01  a.  m..  P.  s.  t..  March  13.  1949. 
Is  hereby  fixed  as  follows : 

(i)  Valencia  oranges,  (a)  Prorate  Dis- 
trict No.  1:  No  movement: 

(b)  Prorate  District  No.  2:  No  move- 
ment: 

to  Prorate  District  No.  3:  No  move- 
ment. 

(ii)  Oranges  other  than  Valencia 
oranges,  (a)  Prorate  District  No.  1: 
Unlimited  movement. 

(b)  Prorate  District  No.  2:  675  car- 
loads ; 

(c)  Prorate  District  No.  3:  No  move- 
ment. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order.  Is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

<3)  As  used  in  this  section,  "handled." 
"handler,"  "carloads,"  and  "prorate 
base"  shall  have  the  same  meaning  as  Is 
given  to  each  such  term  In  the  said  or- 
der; and  "Prorate  District  No.  1,"  "Pro- 
rate District  No.  2."  and  "Prorate  Dis- 
trict No.  3"  shall  have  the  same  meaning 
as  Is  given  to  each  such  term  In  g  966.107 
(11  F.  R.  10258)  of  the  rules  and  regu- 
lations contained  In  this  part.  (48  Stat. 
31.  as  amended;  7  U.  S.  C.  601  et  seq.) 
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Done  at  Wa.shington,  D.  C,  this  4th 
day  of  March  1949. 

fsEAL]  s.  R.  Smith 

Director.   Fruit   and   Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 
Prorate  Base  Schedule 

[12:01  a.  m.  Mar.  6.  1949,  to  12:01  a.  m   M.ir 
13,  1949) 

ALL    ORANGES    OTHER    THAN    VALENCIA     GRANGES 

Prorate  District  No.  2 

Prorate  ha^e 
Handler  (percent) 

Total JQQ        QQQQ 

A   ^'  ^  ^o '^  ^°'"^- —  -  ^699 

A.  F.  G.  Corona g^-g 

A.   P.   G.   Fullerton '0477 

A.  P.  G.  Orange.. .i:::::'""  'c4  1 

A.  P.  G.  Riverside '"'  '  ^,1, 

Hazeltlne  Packing  Co '  i%q 

Placentia  Pioneer  Valencia  Gr(3we"r8 

Association Qgce 

Signal  Fruit  Association  III  HI 8897 

Azusa  Citrus  Association.             '"'  i'-i«ioi 

Damerel -Allison  Co I_I  11206 

Glendora  Mutual  Orange  Assoclal 

tlon ggg2 

Irwlndale  Citrus  Association..  '4801 
Puente  Mutual  Citrus  Association  "o498 
Valencia  Heights  Orchards  Associa- 
tion   2J21 

Covlna  Citrus  Association.' 1  708I 

Covlna    Orange    Growers    Assoclal 

tlon ggog 

Glendora  Citrus  Association     .  '  Q853 
Glendora  Heights  Orange  &  Lemon 

Growers   Association 1737 

Gold  Buckle  Association III"  3  2753 

La  Verne  Orange  Association.""!  3  9042 
Anaheim  Citrus  Fruit  Association..  '  0885 
Anaheim  Valencia  Orange  Associa- 
tion   P265 

Eadlngton  Fruit  Company.  IncIIII  3431 
Fullerton  Mutual  Orange  Associa- 
tion   gj^j 

La  Habra  Citrus  Association...  !l248 
Orange   County    Valencia   Associal 

tion. oog2 

Orangethorpe  Citrus  Association..  ,024i 
Placentia    Coop.    Orange    Associa- 
tion   Q33Q 

Yorba    Linda    Citrus    Association, 

The .0118 

Escondldo   Orange   Association  4379 
Alta  Loma  Heights  Citrus  Associ- 
ation  , 3232 

Citrus  Fruit  Growers IIIIIII  9248 

Cucamonga  Citrus  Associatlonll"  .'3471 

Etiwanda  Citrus  Fruit  Association.  2159 

Mountain  View  Fruit  Association..  "  0000 

Old  Baldy  Citrus  Association .3733 

Rialto  Heights  Orange  Growers !387i 

Upland  Citrus  Association 2  3739 

Upland    Heights    Orange    Associal 

tlon 10  J  25 

Consolidated    Orange    Growers .0248 

Frances  Citrus  Association II  .0109 

Garden  Grove  Citrus "I  !o238 

Goldenwest  Citrus  Association .0993 

Olive  Heights  Citrus  Association..  !o407 
Santa    Ana-Tustin    Mutual    Citrtis 

Association .0217 

Santiago  Orange  Growers  Associa- 
tion   .1467 

Tustln  Hills  Citrus  Association .0380 

Villa  Park  Orchard  Association .0385 

Bradford  Bros..  Inc .2387 

Placentia  Mutual  Orange  .Associa- 
tion   _ 1658 

Placentia  Orange   Growers   Associa- 

J-^°^ .8560 

Yorba  Orange  Growers  Association.  ,  0399 

Call    Ranch .6153 

Corona  Citrus  Association .  .9402 
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Pborate  Base  Schedulk— Continued 

ALL  ORANCE3  OTHER  THAN  VALENCIA  ORANGES— 

continued 
Prorate  District  No.  2— Continued 

Prorate  base 
{percent) 
0.3789 


Handler 

Jameson  Company--. --- 

Orange    Heights    Orange    Associa- 
tion  , T"" 

Grafton    Orange    Growers   Associa- 

East  H^g'hl'a'ndrcitrua  Assoclatlon. 

Fontana  Citrus  Association 

Highland    Fruit   Growers 

Redlands  Heights  Groves 

Bedlands  Orangedale  Association- 
Break  &  Son,  Allen --- 

Bryn  Mawr  Fruit  Growers  Associa- 
tion  

Mission    citrus    Association --- 

Redlands  Cooperative  Fruit  Associa- 
tion  , '" 

Redlands  Orange  Growess  Associa- 
tion  * 

Redlands  Select  Groves 

Rlalto  citrus   Association • 

Rlalto  Orange  Co 

Southern  Citrus  Association 

United  Citrus  Growers 

Zllen   Citrus   Co 

Andrews  Bros,  of  Calif 

Arlington  Heights  Cltrua  Co 

Brown  Estate.  L.  V.  W. 

Gavllan  Citrus  As.soclatlon 1»0W 

Hemet  Mutual  Groves •  ^ '»" 

Hkhgrove  Fruit  Association •  besH 

Krlnard  Packing  Co ^- LttL 

McDexmont  Fruit  Co 

Monte  Vista  Citrus  Association 

National   Orange   Co 

Riverside  Heights  Orange  Growers 

Association — 

Sierra  Vista  Packing  Assoclatlon-. 
Vlctorla  Avenue  Citrus  Association. 

Claremont   Citrus   Association 1  Obuo 

College   Heights   Orange   &   Lemon  ^^^^ 

Association '        „ 

El  Cammo  Citrus  Association- '^'o 

Indian  Hill  Citrus  Association 1-  ^'OJ 

Pomona  Fruit  Growers  Exchange..  1.8063 
Walnut  Fruit  Growers  Association- 
West  Ontario  Citrus  Association.. 
B  Cajon  Valley  Citrus  Assoclatlon. 
San  Dlmas  Orange  Growers  Associa- 
tion  

Ball  &  Tweedy  Association 

Canoga  Citrus   Association 

Covlna  Valley  Orange  Co -.- 

North  Whlttler  Heights  Citrus  As- 
sociation  

San  Fernando  Fruit  Growers  Asso- 
ciation  

San  Fernando  Heights  Orange  As- 
sociation  

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation  

Camarlllo  Citrus  Association. 

Fillmore  Citrus  Association tonl 

OJal  Orange   Association .H»m 

Plru  Citrus  As.soclatlon 1 

Santa  Paula  Orange  Association... 

Tapo  Citrus   Association 

Ventura  County  Citrus  Assoclatlon. 
Eist  Whlttler  Citrus  Association.. 

Whlttler  Citrus  A.ssoclatlon 

Whlttler  Select  Citrus  Association. 
Anaheim  Cooperative  Orange  Asso 


1.  5685 

1.2198 
.4154 
.4437 
.6589 
.8568 
.9824 
.2456 

.9411 
.7892 

1.5531 

1.0177 
.3620 
.6380 
.3086 
.7298 
.6790 
.5158 
.0760 
.8624 
1.8514 


1 . 9992 

1.2976 

.9164 

1.3859 

.  7812 

2.6159 


RULES  AND  REGULATIONS 

Prorate  Base  Schedul*— Continued 

ALL  oranges  other  THAN  VALENCIA  ORANGES— 

continued 
Prorate  District  No.  2— Continued 

Prorate  base 
Handler  (percent) 

Garden  Grove  Orange  Cooperative. 

Inc 

Golden  Orange  Groves.  Inc 

Highland  Mutual  Groves.. — 

Index  Mutual  Association 

La  Verne  Cooperative  Citrus  Asso- 
ciation  

Mentone  Heights  Association 

Olive  Hillside  Groves,  Inc 

Orange    Cooperative    Citrus    Asso- 
ciation   „„, 

Redlands  Foothill  Groves ^-  ''^oa 

Redlands  Mutual   Orange   Associa- 
tion  

Riverside   Cltrtis   Association 

Ventura  County  Orange    &  Lemon 

Association 

Whlttler  Mutual  Orange  &  Lemon 

Association 

Babljulce  Corp.  of  California 

Borden  Fruit  Co 

Cherokee  Citrus  Co..  Inc 1"*°^ 

Chess  CO..  Meyer  W-.  — - -         -^^'^ 

Evans  Brothers  Packing  Co —       1  "^» 

Gold  Banner  Association ^^ 

Granada  Packing  House -^ 

Hill  Packing  House.  Fred  A ..-         ■^° 

Inland  Fruit  Dealers,  Inc ..-         •  owo 

MacDonald  Fruit  Co •  ^'='"' 

Orange  Belt  Fruit  Distributors.. - 

Panno  Fruit  Co..  Carlo 

Paramount  Citrus  Association 

Placentla  Orchard  Co 

San  Antonio  Orchard  Co —       1-  ^ 'J" 

Snyder  &  Sons,  W.  A -^^go 

Torn  Ranch —  - -  •      j. 

Wall.  E.  T --"- 

Western  Fruit  Growers.  Inc..  Be<l-       ^  ^^^^ 

lands 

49-1750;  Filed,  "Mar.  4.  1949, 
11:41  a.  m.l 


0.  0334 
.3022 
.3131 
.0041 

3.4419 
.6119 
.0150 

.0341 


.9157 
.2515 

.2037 

.0231 
.1784 
.0273 


2.  0699 
.0568 
.4059 
.0702 


(P.  R.  Doc. 


.4969 

1.  1590 

.2802 

1.2478 
.0793 
.0761 
.2032 

.1502 

.4538 

.4043 

.2721 
.0108 


3069 
,1307 
.0069 
.0277 
.0100 
.2226 
,0360 


elation ."■"■„,"" 

Bryn  Mawr  Mutual  Orange  Associa- 
tion  , '." 

Chula  Vista  Mutual  Lemon  Associa- 
tion  

Escondldo  Cooperative  Citrus  Asso- 

clhtlon Vl','" 

Buclld  Avenue  Orange  Association. 
Pullerton  Cooperative  Orange  Asso- 
ciation  


.0606 

.5122 

.1409 

.0915 
3.  0764 

.0315 


p^RT  979_iRisH  Potatoes  Grown  in  the 
Eastern  South  Dakota  Production 
Area 

determination    relative   to    budget   or 

EXPENSES  and  FIXING  OF  RATE  OF  ASSESS- 
MENT FOR   1948-49  FISCAL  YEAR 

Notice  Of  proposed  rule  making  was 
published  in  the  Federal  Register   <13 
F  R  5531)  regarding  the  budget  of  ex- 
penses and  the  fixing  of  the  rate  of  as- 
^ssment  for  the  1948-49  fiscal  year  un- 
der Marketing  Agreement  No.   103  and 
Order  No.  79  (13  F.  R.  1994  >.  regulating 
the  handling  of  Irish  potatoes  grown  in 
the  Eastern  South  Dakota  production 
area     This  regulatory  program  is  effec- 
tive pursuant  to  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as  amend- 
ed    After  consideration  of  all  relevant 
matters   presented,  including  the   Pro- 
posals set  forth  in  the  aforesaid  notice, 
which  were  submitted  by  the  South  Da^ 
kota  Potato  committee  (established  pur- 
suant to  the  marketing  agreement  and 
order  >.  it  is  hereby  found  and  deter- 
mined that: 

8  979  201  Budget  of  expenses  and  rate 
of  assessment  for  the  1948-49  fiscal  year. 
(a)  The  expenses  necessary  to  be  in- 
curred by  the  South  Dakota  Potato  Com- 
mittee, established  pursuant  to  the  pro- 
visions of  the  aforesaid  marketing  agree- 


ment and  order,  for  the  maintenance 
and  functioning,  during  the  fiscal  year 
beginning  on  July  1.  1948.  and  ending 
on  June  30.  1949.  both  dates  inclusive, 
of  such  committee  will  amount  to  $2.00U. 

(b)  The  rate  of  a.ssessment  to  be  paid, 
in  accordance  with  the  aforesaid  market- 
ing agreement  and  order,  by  each  handler 
who  first  handles  potatoes  during  the 
aforesaid  fiscal  year  shall  be  as  follows, 
and  such  rate  of  assessment  is  hereby  ap- 
proved as  each  such  handler's  pro  rata 
share  of  the  aforesaid  expenses: 

(1)  With  respect  to  each  carload,  or 
portion  thereof,  of  such  potatoes  $2^00; 

(2)  With  respect  to  each  truckload  of 
not  less  than  201  100-pound  bags  of  such 
potatoes,  or  the  weight  equivalent  there- 
of  $1.50;  and  ,  ,      .    , 

'(3)  With  respect  to  each  truckload  of 
less  than  201  100-pound  bags  of  such  po- 
tatoes, or  the  weight  equivalent  thereof. 

$1 00.  .      ^ 

(c>  As  used  in  this  section,  the  terms 
"handler  "  "potatoes."  "production  area, 
"fiscal  year."  and  "handled."  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  when  used  in  said  marketing 
agreement  and  order. 

(d)   Section    979.3   of    the   marketing 
agreement  and  order  authorizes  the  com- 
mittee to  incur  such  expenses  as  the  Sec- 
retary finds  may  be  necessary  to  carry 
out  the  functions  of  the  committee  dur- 
ing each  fiscal  year  and  requires  each 
handler  who  first  handles  potatoes  which 
are  regulated  to  pay.  with  respect  to  the 
potatoes  so  handled  by  him,  such  han- 
dler's pro  rata  share  of  such  expenses  at 
the  rate  of  assessment  fixed  by  the  Sec- 
retary    Handlers  are  familiar  with  these 
provisions  of  the  marketing  agreement 
and  order  and  need  no  advance  notice  of 
the  efTective  date  of  the  determination 
relative  to  the  budget  and  the  fixing  of 
the  rate  of  assessment  since  no  special 


preparation  Is  required  of  handlers  in 
connection  therewith.  Wherefore,  good 
cause  la  found  for  not  delaying  the  effec- 
tive date  of  this  determination  and  fixing 
of  the  rate  of  assessment.  'See  section 
4c  of  the  Administrative  Procedure  Act 
(5  U  S  C.  10030. >  48  Stat.  31.  as 
amended:  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  2d  day 
of  March  1949. 

CHARLES  F.  Br  ANN  AN. 

Secretary  of  Agriculture. 

49-1678;    Filed,    Mar.    4.    1949; 
8  53  a. 


IP.    R.    Doc. 


m. 


jlXLE  14— CIVIL  AVIATION 

Chapter  I— Civil  Aeronautics  Board 

[Regs.,   serial   No.   SR  3301 

Part  43— General  Operation  Rules 

SPECIAL  FLIGHT  INSTRUCTION  FOR  MILIT.ARY 
PERSONNEL    OF    FOREIGN    GOVERNMENTS 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  ofSce  in  Washington.  D.  C.  on  tne 
28th  day  of  February  1949. 

section  43.1010  of  the  Civil  Air  Regula- 
tions provides  that  no  aircraft  shall  oe 
operated  in  violation  of  Its  Prescribed 
operating    limitations.^,  The    operating 
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limitations  seferred  to  are  those  pre- 
scribed by  requirements  of  the  Civil  Air 
Regulations  for  various  civilian  uses  in- 
cluding flight  instruction.  Certain  air- 
craft currently  being  used  for  flight  in- 
struction by  CAA  certificated  flight 
schools  are  training  aircraft  released  as 
surplus  by  our  armed  services.  Some  of 
these  schools  have  contracted  to  give 
flight  instruction  to  personnel  of  foreign 
governments  whose  officials  desire  such 
personnel  to  be  given  a  similar  course  of 
instruction  to  that  given  United  States 
military  personnel  in  the  same  model  air- 
craft. However,  due  to  differences  be- 
tween military  and  civilian  requirements, 
the  military  surplus  aircraft  used  by  the 
CAA  certificated  schools  are.  by  virtue 
of  the  airworthiness  requirements  pla- 
carded against  certain  Intentional  acro- 
batic maneuvers  which  are  part  of  the 
military  Instruction  program. 

We  have  been  advised  that  the  afore- 
mentioned requirement  is  impeding  in- 
struction of  the  aviation  cadets  of  a  for- 
eign government  and  we  have  been  re- 
quested to  authorize  use  of  war  surplus 
aircraft  for  the  training  of  personnel  of 
foreign  governments  on  a  basis  similar 
to  that  used  by  our  own  armed  services. 
It  is  our  opinion  that  international  con- 
siderations warrant  the  granting  of  such 
a  request. 

For  the  reasons  stated  above  the  Board 
finds  that  notice  and  public  procedures 
are  impractical  and  contrary  to  the  pub- 
lic Interest  and  that  good  cause  exists 
for  making  this  regulation  effective  with- 
out prior  notice. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  makes 
and  promulgates  the  following  Special 
Civil  Air  Regulation  effective  immedi- 
ately: 

Notwithstanding  the  provisions  of 
S  43.1010  of  the  Civil  Air  Regulations, 
military  personnel  of  a  foreign  govern- 
ment being  trained  In  a  CAA  certificated 
school  may  receive  special  training  in 
maneuvers  not  within  the  approved  air- 
plane operating  limitations:  Provided. 
That; 

(1)  An  official  request  for  such  special 
training  has  been  made  to  the  Adminis- 
trator by  an  accredited  representative  of 
the  foreign  government  concerned;  and 

•2)  The  Administrator  finds  that  such 
training  can  be  done  with  a  standard  of 
safety  equivalent  to  that  maintained  by 
the  United  States  Air  Force  and  Navy. 
There  shall  be  no  violation  of  the  United 
States  Air  Force  or  Navy  Technical  Or- 
ders pertinent  to  the  phase  of  the  train- 
ing for  which  approval  Is  being  given. 

<3)  Such  aircraft  shall  not  be  used  to 
demonstrate  compliance  with  any  acro- 
batic maneuver  required  in  a  flight  test 
for  the  I.ssuance  of  an  airman  certificate 
or  rating,  against  which  It  has  been  pla- 
carded. 

<Secs.  205  (a>.  601.  52  Stat.  984,  1007.  62 
Stat.  1216;  49  U.  S.  C.  425  (a).  551) 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  MULLIGAN, 

Secretary. 

IF.    R.    Doc.    49-1662;    Filed,    Mar.    4,    1949; 
8:49  a.  m.J 


FEDERAL  REGISTER 

TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[T.  D.  52160] 

Part  8— Liability  for  Duties,  Entry  of 
Imported  Merchandise 

invoices  of  toys 

The  additional  Information  on  cus- 
toms invoices  of  toys  provided  for  In 
Items  (1)  and  (2)  of  T.  D.  49859  may. 
when  Justified  by  the  facts,  be  furnished 
In  the  form  of  a  certificate  attached  to. 
or  endorsed  upon,  each  invoice  on  which 
toys  in  the  form  of  figures  or  Images  of 
animate  objects  in  chief  value  of  metal 
are  listed.  In  lieu  of  the  statement  set 
forth  In  items  (D  and  (2)  of  T.  D.  49859. 
When  so  used,  the  certificate  shall  con- 
tain either  or  both  of  the  following  state- 
ments, as  the  case  may  be: 

1.  The  figures  and  images  of  animate 
objects  In  this  shipment  which  are  Ip 
chief  value  of  metal  and  which  have  no 
movable  member  or  part  are  all  valued 
at  21  cents  or  more  per  pound. 

2.  The  figures  and  images  of  animate 
objects  In  this  shipment  which  are  In 
chief  value  of  metal  and  which  have  mov- 
able members  or  parts  but  do  not  have 
any  spring  mechanism  are  all  valued  at 
30  cents  or  more  per  pound. 

Section  8.13  (D,  Customs  Regulations 
of  1943  ( 19  CFR.  Cum.  Supp..  8.13  (i ) ) ,  as 
amended.  Is  hereby  further  amended  by 
changing  to  a  semicolon  the  period  fol- 
lowing the  last  date  opposite  the  Item 
"Toys"  and  by  adding  the  number  and 
date  of  this  decision. 

<Secs.    481,   624,    46   Stat.    719.    759;    19 
U.  S.  C.  1481,  1624  > 

tsEALl  Frank  Dow. 

Acting  Commissioner  of  Customs. 
Approved:  February  28,  1949. 

John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

IP.  R.  Doc.   49-1667;   Filed,  March  4.   1949; 
8:52  a.  m.j 


IT.  D.  52161) 

Part  8 — Liability  for  Duties,  Entry  of 
Imported  Merchandise 

POWEnS  of  attorney 

Section  8  19,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Sup..  8.19)  is  hereby 
amended  by  deleting  the  second  sentence 
of  paragraph  (h)  and  the  parenthetical 
matter  at  the  end  thereof,  and  by  adding 
a  new  paragraph  (i)  reading  as  follows: 

§  8.19  Powers  of  attorney.  •  *  • 
(I)  Unless  a  power  of  attorney  speci- 
fies that  it  authorizes  the  donee  to  act 
thereunder  in  all  customs  collection  dis- 
tricts, the  number  of  each  district  in 
which  the  donee  Is  authorized  to  act 
thereunder  shall  be  stated.  The  donor 
shall  file  a  power  of  attorney  In  a  suffi- 
cient number  of  copies  for  distribution  to 
each  district  in  which  the  donee  is  to  act. 
The  collector  of  customs  with  whom  a 
power  of  attorney  Is  filed.  Irrespective  of 
whether  his  district  is  named  therein, 
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shall  approve  it,  if  It  is  In  the  correct 
form  and  the  provisions  of  this  section 
are  complied  with,  and  forward  any 
copies  intended  for  other  districts  to  the 
districts  In  which  the  donee  is  to  act. 

(R.  S.  251,  sec.  624, 46  Stat.  759;  19  U.  S.  C. 
66,  1624) 

fsEAL]  Frank  Dow, 

Acting  Commissioner  of  Customs. 
Approved:  February  28,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-1666;    Filed.    Mar.    4.    1949; 
8:52    a.   m.l 


TITLE  24— HOUSING  CREDIT 

Chapter  VIII — Office  of  the   Housing 
Expediter 

[Controlled  Housing  Rent  Reg.'  Amdt.  71] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

CONTROLLED    HOUSING    RENT    REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion <§§  825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A,  item  190a,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Ocean  County,  except  the  Boroughs  of 
Point  Pleasant"  and  Point  Pleasant  Beach 
and  the  following  described  territory:  Be- 
ginning at  the  Junction  of  the  northerly 
boundary  of  Bay  Head  Borough  and  the  At- 
lantic Ocean,  and  running  westward  along 
the  borough  line  of  Bay  Head  Borough  to 
Bay  Avenue;  thence  southerly  along  the  west- 
erly side  of  Bay  Avenue  following  the  Bor- 
ough of  Bay  Head  Line  to  Its  Junction  with 
the  Barnegat  Bay  shore  line  and  continuing 
in  a  southerly  direction  along  the  easterly 
shore  line  of  Barnegat  Bay  to  the  northerly 
boundary  of  Lacey  Township;  thence  irregu- 
larly westerly  along  the  northerly  boundary 
of  Lacey  Township  to  the  easterly  line  of 
Burlington  County;  thence  southerly  along 
the  westerly  line  of  Ocean  County  to  Its  Junc- 
tion with  the  Atlantic  Ocean  at  New  Inlet; 
and  thence  northerly  along  the  coast  line  of 
the  Atlantic  Ocean  Irregularly  to  the  place 
of  beginning. 

This  decontrols  from  §§  825.1  to  825.12 
certain  portions  of  the  Ocean  County 
New  Jersey,  Defense-Rental  Area,  con- 
sisting of  the  Townships  of  Lacey,  Union, 
Ocean,  Stafford,  Eagleswood  and  Little 
Egg  Harbor ;  the  Boroughs  of  Point  Pleas- 
ant and  Point  Pleasant  Beach;  and  cer- 
tain other  beach  territory. 

(Sec.  204  (d ) .  61  Stat.  197.  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  <d).  Applies  sec.  204  tc»,  61 
Stat.  197,  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94;  50  U.  S.  C.  App.  1894  (c) ) 

This  amendment  shall  become  effective 
March  5.  1949. 

Issued  this  2d  day  of  March  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 


'  13  F.  R.  5706.  5788,  6877,  .■5937,  6246.  6283, 
6411,  6556,  6881,  6910,  7299,  7671,  7801  7862 
8217,  8327,  8366:  14  F.  R  17,  93,  143,  271,  33?' 
456,  627,  682,  695,  856,  918. 
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statement  To  Accompany  Amendment  71 
to  the  Controlled  Housing  Rent 
Regulation 

It  is  the  judgment  of  the  Housing  Ex- 
pediter  that   the  need   for   continuing 
maximum  rents  in  certain  portions  of  the 
Ocean   County.    New    Jersey.   Defense- 
Rental  Aiea— namely,  the  Townships  of 
Lacey    Union.  Ocean.  Stafford.  Eagles- 
wood  and  Little  Egg  Harbor;  the  Bor- 
oughs   of    Point    Pleasant    and    Pomt 
Pleasant  Beach;  and  certain  other  beach 
territory— no  longer  exists  due  to  the  fact 
that  the  demand  for  rental  housing  ac- 
commodations has  been  reasonably  met. 
This  amendment  is.  therefore,  being 
issued  to  decontrol  said  portions  of  said 
Defense-Rental  Area  in  accordance  with 
section  202  <c>  of  the  Housing  and  Rent 
Act  of  1947.  as  amended. 

IF     R     Doc.    49-1686;    Filed.    Mar.    4.    1949; 
8  55  a.  m.l 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  1719.  Amdt.  11 

Part  192 — Oil  and  Gas  Leases 

IlEQUIREMENTS    FOR    FILING    OF    OPERATING 
AGREEMENTS.  ASSIGNMENTS  OR  TRANSFERS 

In  the   second  sentence  of   the   first 
paragraph  of  §  192.141  the  words  'pay- 
ment of  such  fee"  are  substituted  for  the 
words  "a  certified  check,  money  order  or 
cash  of  that  amount." 
(Sec.  32.  41  Stat.  450;  30  U.  S.  C.  189) 
RoscoE  E.  Bell. 
Associate  Director. 

Approved:  February  28.  1949. 

Mastin  G.  White. 

Acting  Assustant  Secretary 
of  the  Interior. 

IF     R     Doc.    49-1648;    Filed.    Mar.    4.    1949; 
846  a.   m.l 


App»n6\n—Pvby>c  Land  Order* 

I  Public  Land  Order  5651 

Colorado  and  Utah 


withdrawing     public     lands     and     re- 
served miner \Ls  in  patented  lands  for 

USE    OF    united    states    ATOMIC    ENERGY 

commission;  revoking  in  part  public 

LAND  ORDER   NO.   494  OF  JULY   7.   1948 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24.  1943.  it  is  or- 
dered as  follows: 

The  public  lands  and  the  minerals  re- 
served to  the  United  States  in  patented 
lands  in  the  following-described  areas  in 
Colorado  and  Utah  are  hereby  with- 
drawn from  all  forms  of  appropriation 
under  the  public-land  laws,  including 
the  mining  but  not  the  mineral-leasing 
laws  and  reserved  for  the  use  of  the 
United  States  Atomic  Energy  Commis- 
sion : 

COI-ORADO 
NBW    MEXICO    nUNCIPAL    MERIDIAN 

T.  48  N  .  R    17  W  . 

Bees.    16    to    2i    Inclusive. 


RULES  AND  REGULATIONS 

Utah 
salt  lake  meridian 

T.  36  S..  R.  21  E..  „^  ^     „. 

Sees.  19  to  23  Inclusive,  and  sees.  26  to  ja 
inclusive. 
T    37  S..  R.  21  E..  (unsurveyed) 

Sees.  2  to  11  Inclusive,  and  sees.  13  to  30 

Inclusive. 
The  areas  described,  including  both 
public  and  non-public  lands,  aggregate 
32,000  acres. 

Any  tract  or  tracts  of  land  within  the 
above-described   areas,   to   which   valid 
claims  have  attached  under  the  public- 
land  laws  prior  to  the  date  of  this  order, 
are  excluded  from  the  reservation  hereby 
made :  Provided,  however.  That  upon  the 
abandonment  or  extinguishment  of  such 
claims  for  any  cause,  the  reservation  shall 
immediately  become  effective  as  to  such 
tract  or  tracts  and  the  minerals  therein. 
The  reservation  made  by  this  order 
shall  be  subject  to  existing  withdrawals 
affecting  any  of  the  lands. 

Public  Land  Order  No.  494  of  July  7. 
1948  withdrawing  public  lands  and  the 
minerals  reserved  to  the  United  States 
in  patented  lands  for  the  use  of  the 
United  States  Atomic  Energy  Commis- 
sion, is  hereby  revoked  so  far  as  it  af- 
fects such  lands  and  minerals  in  the  fol- 
lowing-described areas: 

Colorado 
sixth  principal  meridian 

T.  15  S..  R.  104  W.. 

Sees.  29  to  32  inclusive. 

NEW    MEXICO  PRINCIPAL   MERIDIAN 

T   50  N..  R.  19  W.,  (partly  unsurveyed) 

Sees.  4  to  10  Inclusive,  and  sees.  16  to  18 
inclusive. 
T  51  N..  R.  19  W.,  (partly  unsurveyed) 

Sees.  7,  18.  19.  31,  32,  and  34. 
T.  50  N..  R   20  W., 

Sees.  1  and  2; 

Sees.  11  to  14  Inclusive. 
T.  51  N.,  R.  20  W.. 

Sees.  11  to  14  inclusive,  and  sees.  23  to  26 

Inclusive; 
Sees.  35  and  36. 

Utah 
salt  lake  meridian 

T.  24  S  ,  R.  26  E.. 

Sees.  16.  21.  28.  and  33. 
T   25  S  ,  R   26  E  . 

Sees  4   5,  7.  8,  and  9; 

Sees!  16  to  21  inclusive,  and  sees.  28  to  30 
Inclusive. 


The  areas  de.scribed.  including  both 
public  and  non-public  lands,  aggregate 
27.737.74  acres. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract 
desert  land,  or  any  other  non-mineral 
public  land  laws  unless  the  lands  have 
already  been  classified  as  valuable  or  suit- 
able for  such  type  of  application  or  shall 
be  so  classified  upon  consideration  of  an 
application. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
released  lands  until  10:00  a.  m.  on  April 
1  1949  At  that  time  the  lands  shall, 
subject'  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  be- 
come subject  to  application,  petition,  lo- 
cation, or  selection  as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  o^  90  days 
from  April  1,  1949.  to  July  1,  1949,  in- 


clusive the  public  lands  released  by  this 
order  shall  be  subject  to  <1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  (52  Stat.  609.  43  U.  S.  C.  sec.  682a). 
as   amended,  by  qualified   veterans  of 
World  War  II.  for  whose  service  recog- 
nition is  granted  by  the  act  of  September 
27    1944  (58  Stat.  747.  43  U.  S.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  un- 
der any  applicable  public-land  law.  based 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to 
allowance  and  confirmation.     Applica- 
tions by  such  veterans  shall  be  subject 
to  claims  of  the  classes  described  in  sub- 
division (2).  ,  J    i^, 
(b)   Tvoenty-day   advance   period   for 
simultaneous     preference-right     filings. 
For  a  period  of  20  days  from  March  12. 
1949    to  March  31.  1949.  inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  April  1.  1949. 
shall  be  treated  as  .simultaneously  filed, 
(c)   Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  2. 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  -such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous non-prcferencc-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  June  11.  1949.  to  July  1.  1949.  in- 
clusive, and  all  such  applications,  to- 
gether with  tho.se  pre.sented  at  10:00  a.  m. 
on  July  2.  1949.  shall  be  treated  as  simul- 
taneously filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shali  accompany  their  applications  by 
duly  corroborated  affidavits  in  .support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications   for   these   lands,   which 
shall  be  filed  in  the  District  Land  Offices 
at  Denver.  Colorado,  and  Salt  Lake  City. 
Utah,  according  to  the  State  in  which  the 
lands  are  located,  shall  be  acted  upon  in 
accordance   with   the   regulations   con- 
tained in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324, 
May  22,  1914.  43  L.  D.  254  > .  and  Part  296 
of  that  title,  to  the  extent  that  such  regu- 
lations   are     applicable.      Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  166  to  170.  Inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws  and 
the  Small  Tract  Act  of  June  1. 1938.  shall 
be  governed  by  the  regulations  contained 
In  Parts  232  and  257.  respectively,  of  that 

title.  J     I,  11 

Inquiries  concerning  these  lands  snaii 

be  addressed  to  the  District  Land  Offices 

at  Denver.  Colorado,  and  Salt  Lake  City. 


Saturday,  March  5, 1949 

Utah,  according  to  the  State  In  which  the 
lands  are  located. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 
February  25.  1949. 

IF.    R.    Doc.    49-1528;    Filed,    Mar.    4,    1949; 
8;46a.  m.J 


[Public  Land  Order  566] 
Alaska 

revoking    public    land    ORDER    NO.    177    OF 
SEPTEMBER   30,    194  3 

By  virtue  of  the  authority  vested  In 
the  President  and  pursuaijt  to  Executive 
Order  No.  9337  of  April  24,  1943.  It  is 
oidered  as  follows: 

Public  Land  Order  No.  177  of  Septem- 
ber 30.  1943.  withdrawing  the  public 
lands  within  the  following-described 
areas  for  the  use  of  the  War  Department 
for  military  purposes,  is  hereby  revoked: 

TRACT  NO.  1 

Beginning  at  a  point,  latitude  58'40'00" 
N  .  longitude  135*40'00"  W. 

From  the  Initial  point  by  metes  and 
bounds. 

East,  4.76  mttes.  along  the  parallel  of  lati- 
tude to  an  Intersection  with  the  boundary 
between  the  Tongass  National  Forest  and  the 
CWacler  Bay  National  Monument  described 
In  Proclamation  No.  2330.  April  18,  1939  (53 
Btat.  2534); 

Southeasterly.  18.5  miles,  along  said  bound- 
ary to  latitude  58''2700"  N.,  longitude  ap- 
proximately 135' 18'  W.; 

S.  ao-SO'  E  ,  825  miles,  to  the  headwaters 
of  a  stream,  latitude  58°20'18  "  N.,  longitude 
135*13'20'    W; 

Southeasterly,  9.25  miles,  downstream 
along  the  right  bank  of  said  stream  to  its 
mouth,  from  which  the  northwesterly  end 
cl  Ansley  Island  bears  S.  20*  E.,  0.75  miles; 

Northwesterly.  80  miles,  along  the  Bbores 
of  Icy  Strait,  Excursion  Inlet,  Icy  Passage, 
Glacier  Bay  and  Bartlett  Cove  at  ordinary 
high  tWe,  to  the  mouth  of  Bartlett  River; 

Northeasterly.  11  miles,  upstream  along 
the  left  bank  of  Bartlett  River  at  ordinary 
hl^h  water  to  latitude  58''37'  N.,  longitude 
aiiproxlmately  135'41'30"  W.; 

East,  1  mile,  to  meridian  of  longitude 
13.S'40'0O'   W.; 

North,  3.46  miles,  along  the  meridian  to  the 
point  of  beginning. 

The  area  described.  Including  both 
public  and  nonpublic  lands,  aggregates 
219,000  acres. 

TRACT  NO.    a 

Pleasant  Island,  containing  approximately 
11.600  acres.  Located  on  the  north  side  of 
ley  Strait  between  the  mouth  of  Glacier  Bay 
and  the  mouth  of  Excursion  Inlet,  latitude 
68  21'26"  N.,  longitude  135'^38'48"  W, 

TRACT  NO.  3 

Pour  small  Islands  known  as  Porpoise 
Islands,  containing  approximately  120  acres. 
Located  on  the  north  side  of  Icy  Strait  near 
the  mouth  of  Excursion  Inlet,  latitude 
66  2000"  N..  longitude  135'27'64"  W. 

TRACT  NO.  4 

All  that  part  of  Point  Adolphus,  Chlcagof 
bland,  on  the  south  side  of  Icy  Strait,  lying 
north  of  latitude   68M6'00"   H..  containing 
approximately  4,650  acres. 
No.  43 2 


FEDERAL  REGISTER 

The  jurisdiction  over  and  use  of  such 
lands  granted  to  the  War  Department  by 
Public  Land  Order  No.  177  shall  cease 
upon  the  date  of  the  signing  of  this  order. 
Thereupon,  the  Jurisdiction  over  and  ad- 
ministration of  such  lands  shall  be  vested 
In  the  Department  of  the  Interior  and 
any  other  Department  or  agency  of  the 
Federal  Government,  according  to  their 
respective  interests  then  of  record. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  the  lands 
unll  10:00  a.  m.  on  April  1,  1949. 

The  lands  released  from  withdrawal 
by  this  order  are  subject  to  one  or  more 
of  the  following:  a)  Proclamation  of 
June  25,  1910  (44  Stat.  2578)  changing 
the  boundaries  of  the  Tongass  National 
Forest  so  as  to  include  and  exclude  cer- 
tain lands,  (2)  Proclamation  No.  2330  of 
April  18, 1939  (53  Stat.  2534 ) ,  adding  cer- 
tain lands  to  the  Glacier  Bay  National 
Monument,  and  (3>  Executive  Order  No. 
3406  of  February  13,  1921.  Area  No.  158. 
withdrawing  certain  lands  for  lighthouse 
purposes. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 
February  25.  1949. 

(P.    R.    Doc.    49-1643;    Piled,    Mar.    4,    1949; 
8:45  a.  m.J 


fPubllc  Land  Order  567) 

Alaska 

reserving  public  land  for  use  by  forest 

SERVICE,  department  OF  AGRICULTURE,  AS 
AN  ADDITION  TO  JUNEAU  ADMINISTRATIVE 
SITE 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the  fol- 
lowing described  tract  of  public  land  in 
Alaska  is  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  public- 
land  laws.  Including  the  mining  laws  but 
not  the  mineral  leasing  laws,  and  reserved 
for  use  by  the  Forest  Service.  Department 
of  Agriculture.  In  connection  with  the 
administration  of  the  Chugach  and 
Tongass  National  Forests,  as  an  addition 
to  the  Juneau  Administrative  Site,  with- 
drawn by  Executive  Order  No.  2412  of 
June  30,  1916: 

U.  8.  Survey  No.  2306,  15.29  acres,  on  east 
shore  of  Gastlneau  Channel,  2  miles  north- 
west of  Juneau,  traversed  by  Glacier  High- 
way. In  latitude  68  19'30"  N.,  longitude 
134°28'  W. 

It  Is  Intended  that  the  public  land 
described  In  this  order  shall  be  returned 
to  the  administration  of  the  Department 
of  the  Interior  when  It  Is  no  longer  needed 
for  the  purpose  for  which  It  Is  reserved. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

February  25,  1949. 

I  P.   R.    Doc.   49-1644;    PUed.    Mar.    4,    1949; 
8:45  a.  m.] 
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(Public  Land  Order  668] 

Alaska 

withdrawing  public  lands  and  reserving 
coal  therein  for  use  in  accordance 
with  section  2  of  act  of  october  20. 

1914 

By  Virtue  of  the  authority  contained 
In  section  2  of  the  act  of  October  20 
1914  (38  Stat.  741.  742;  48  U.  8.  C.  sec.' 
433".  and  pursuant  to  Executive  Order 
No.  9337  of  April  24,  1943,  it  is  ordered  as 
follows: 

Subject  to  valid  existing  rights,  the 
following-described  public  lands  in 
Alaska  are  hereby  withdrawn  from  use. 
location,  sale,  lease,  or  disposition,  and 
the  coal  deposits  therein  are  reserved  for 
use  In  accordance  with  and  subject  to 
the  provisions  of  section  2  of  stid  act  of 
October  20,  1914: 

Fairbanks  Meridian 

T.  12  S.,  R.  6  W.. 

Sees.  10  and  11; 

Sec.  12,  S'2;       > 

Sec.  13,  N'2    (unsurveyed);         # 

Sec.   14.  N'^ji 
T-  12  S  .  R.  7  W.. 

Sees.  27  and  28;' 

Sec.   33,  N'^; 

Sec.  34,  Niij. 

The  areas  described  aggregate  4,428.97 
acres. 

This  order  shall  be  subject  to  the  with- 
drawal made  by  Executive  Order  N*. 
4949  of  August  14,  1928.  withdrawing  cer- 
tain lands  for  railroad  and  other  con- 
struction work,  so  far  as  such  order  af- 
fects any  of  the  above-described  lands. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

February  25,  1949. 

IF.    R.    Doc.    49   1646;    Filed,    Mar.    4,    1949; 
8:46  af.  m.l 


TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

Subchapter  O — Regulations  Applicable  to  Certain 
Vessels  Owring  Emergency 

ICGFR  49^1 

P.ART  154— Waivers  of  Navigation  and 
Vessel  Inspection  Laws  and  Regula- 
tions 

continuation  of  certain  waivers  in 

EFFECT 

Section  154.29  is  amended  to  read  as 
follows: 

§  154.29  Continuation  in  effect  of  cer- 
tain orders  waiving  compliance  with  nav- 
igation and  vessel  inspection  laws  and 
regulations,  effective  February  28,  1949. 
Pursuant  to  the  authority  vested  In  the 
Commandant,  U.  S.  Coast  Guard,  by  the 
act  of  March  31.  1947,  61  Stat.  33.  as 
amended  by  the  act  of  July  31,  1947.  61 
Stat.  685,  section  2  of  the  act  of  February 
27,  1948  (Pub.  Law  423,  80th  Cong.,  2d 
Sess.).  and  the  act  of  February  28,  1949 
(Pub.  Law' 12,  81st  Cong..  1st  Sess.>,  I 
hereby  find  that  the  continuation  of  all 
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currently  effective  waiver  orders,  includ- 
ing regulations  and  instructions  relating 
thereto,  and  affecting  laws  and  regula- 
tions relating  to  navigation  and  vessel  in- 
spection administered  by  the  Coast 
Guard,  is  presently  necessary  in  the  or- 
derly reconversion  of  the  merchant  ma- 
rine from  a  wartime  to  a  normal  peace- 
time basis.    Accordingly,  all  such  orders. 


RULES  AND  REGULATIONS 

regulations,  and  Instructions  are  hereby 
ratified,  affirmed  and  continued  in  force 
until  modified,  superseded,  rescinded,  or 
June  30.  1949,  whichever  first  occurs. 
The  waiver  order  of  the  Commandant, 
U.  S.  Coast  Guard,  dated  March  16.  1948, 
and  published  in  the  Federal  Register 
on  March  23.  1948  (13  P.  R.  1507)  bearing 
the  same  title  as  this  order  is  hereby  re- 


scinded, effective  on  publication  of  this 
document  in  the  Federal  Register. 

Dated:  March  2.  1949. 
[SEALl  J.  F.  Farley. 

Admiral.  U.  S.  Coast  Guard. 

Commandant. 

IP.    R.    Doc.    49-1665;    FUed,    Mar.   4,    1949; 
8:51  a.  m.] 
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DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

(P.  &  8.  Docket  No.  1431 

Market  Agencies  at  Omaha  Union  Stock 
Yards 

notice  or  petition  for  modification 

Pursuant  to  the  provisions  of  the 
Packers  and  Stockyards  Act,  1921.  as 
amended  (7  U.  S.  C.  181  et  seq. » .  an  order 
was  issued  on  February  24.  1948  (7  A.  D. 
129)  authorizing  the  respondents  to 
assess  the  rates  and  charges  currently  in 

effect. 

On  February  18. 1949.  respondents  filed 
a  Petition  for  Modification  requesting 
that  they  be  authorized  to  assess  the 
ra^s  and  charges  set  out  In  a  Tariff  No. 
9  attached  to  the  petition.  The  rates 
petitioned  for  are  as  follows: 

Section  A — Selling  Charges 
Calves:  Cents 

Consignments  of  1  head  and  1  head 

only ^5 

Consignments  of  more  than  1  head: 

First  5  head  In  each  consignment.  55 
Next  10  head  In  each  consignment.  45 
Each  head  over  15  in  each  conslgn- 


ment- 


40 


Cripples  or  Subjects 75 

Cattle:  Per  head 

Consignments  of  1  head  and  1  head 


only 


$1.20 


Consignments  of  more  than  1  head: 

First  15  head  in  each  consignment.  .  95 
Each   head   over   15  In  each  con- 
signment   •  ^* 

Bulls -- }^ 

T.  B.'s.  Bang's.  Subjects,  or  Cripples...  1.  50 

Section  B — Selling  Charges 

Cents 

Hogs:  P^''  ''«°<* 

ConslgnmenU  of  1  head  and  1  head 

only.-- 6* 

Consignments  of  more  than  1  head: 
First    10    head    In    each    consign- 
ment          38 

Next  15  head  In  each  consignment.         32 
Each  head  over  26  In  each  consign- 
ment          ^^ 

Cripples  or  Subjects.. 55 

Section  C — Selling  Charges 

Cents 
Sheep  or  goats :  P^r  head 

ConslgnmenU  of  1  head  and  1  head 


only 


60 


First   10  head   In  each  250  head  In 

each   consignment 33 

Next   15  head  In  each  250  head  In 

each   consignment 28 

Next  35  head  In  each  250  head   In 

each    consignment 23 

Next  60  head  tn  each  250  head   in 

each   consignment 12 

Next  130  head  In  each  260  head  In 

each  consignment 7 


The  charge  on  a  rail  consignment  of  sheep 
shall  not  exceed  an  amount  equal  to  $28.00  x 
the  number  of  double  deck  cars  plus  an 
amount  equal  to  $20.00  x  the  number  of 
single  deck  cars  In  the  consignment. 
Section  D — Selling  Charges 

Resales:  Seventy-five  per  cent  of  the  rates 
named  In  Sections  A,  B,  and  C. 

eucnoN  E — Selling  Charges 

Drafts:  In  the  case  of  those  consignments 
where  more  than  three  drafts  are  necessary 
or  requested.  25  cenU  per  draft  In  excess 
of  three,  maximum  $3.00  on  any  one  con- 
signment will  be  charged. 

Prorating:  In  the  case  of  those  cars  where 
prorating  is  necessary  or  requested,  the  fol- 
lowing additional  charges  will  apply:  30  cents 
for  each  such  proration,  minimum  60  cents 
and  maximum  $3.00  on  any  one  car. 

Subsequent  reporU:  When  subsequent  ac- 
countings are  made  to  the  consignor  on  ac- 
count of  delayed  sales,  a  charge  of  25*  will 
be  assessed  for  each  additional  account  of 
sale  rendered. 

Section  F — Butinc  Charges 

Stocker  and  feeder  cattle : 
For  purchasing  stocker  and  feeder  cattle 
and  or  calves,  $23.00  per  36  foot  car  and 
$25.00  per  40  foot  car.  (Order  for  railroad 
car  to  determine  rate.)  When  necessary  to 
purchase  and  pick  up  a  car  from  more  than 
two  agencies.  50*  per  additional  agency  over 
two.  maximum  additional  charge  $3.00. 

For  purchasing  stocker  and  feeder  cattle 
and /or  calves  to  be  driven  or  hauled  out.  the 
rate  shall  be  95*  per  head  on  cattle  and  45< 
per  head  on  calves,  with  a  maximum  charge 
of  $23.00  and  22,000  pounds  shall  be  con- 
sidered as  the  maximum  weight  to  be  pur- 
chased at  this  maximum  rate. 

When  necessary  to  purchase  and  pick  up 
a  purchase  order  from  more  than  two  agen- 
cies. 50*  per  additional  agency  over  two. 
maximum  additional  charge.  $3.00. 

The  minimum  charge  for  any  one  purchase 
shaU  be  $100. 

Stocker  and  feeder  bulls:  $1.50  per  head 
(maximum  rates  do  not  apply  to  bulls). 
Cattle  for  Immediate  slaughter: 
For  purchasing  cattle  and  or  calves  for 
Immediate  slaughter  $20.00  per  car.  When 
necessary  to  purchase  and  pick  up  a  car  con- 
sisting of  more  than  two  drafts.  50  cents  per 
additional  draft  over  two.  maximum  addi- 
tional charge.  $3.00. 

For  purchasing  cattle  and/or  calves  to  be 
trucked  out  or  driven  out  for  Immediate 
slaughter  the  rates  shall  be  as  follows ; 

Purchase  orders  weighing  less  than  22.000 
pounds:  The  charge  shall  be  85  cents  per 
head  of  cattle  and  50  cents  per  head  of  calves 
with  a  maximum  of  $22.00. 

Purchase  orders  weighing  22.000  pounds 
or  more:  The  charge  shall  be  $22.00  for  each 
22,000  pounds  plus  85  cents  per  head  of  cat- 
tle and  50  cenU  per  head  of  calves  for  a 
number  of  head  sufficient  to  account  for  any 
additional  fractional  weight  of  22.000  pounds. 
The  charge  on  the  additional  fractional 
weight  shall  not  exceed  $22.00 

When  necessary  to  purchase  and  pick  up 
an  order  consisting  of  more  than  two  drafts. 


50*  per  additional  draft  over  two.  maximum 
additional  charge,  $3.00  for  each  22.000 
pounds. 

The  minimum  charge  on  any  one  pur- 
chMe  shall  be  $1.00. 

Slaughter  bulls:  $125  per  head  (maximum 
rates  do  not  apply  to  bulls) . 

Section  O— Buying  Charges 

Hogs:  The  rates  for  buying  hogs  shall  be 
the  same  as  for  selling  hogs  (excluding  Sec- 
tion E) . 

Section  H— Butino  Charges 

Sheep:  The  rates  for  buying  sheep  shall 
be  the  same  as  for  selling  sheep  (excluding 
Section  E)  except  as  follows: 

The  maximum  charge  for  buying  sheep  for 
Immediate  slaughter  shall  be: 

Single   deck. - $17.00 

Etouble    deck 25.00 

Each  250  head  (other  than  rail) 25. 00 

SfcnoN  I— Buying  Charges 

Other  charges:  When  a  commission  firm 
renders  service  to  any  purchaser  of  livestock 
by  paying  for  and  or  rendering  service  rela- 
tive to  tuberculosis  or  abortion  tests,  such 
service  shall  be  deemed  the  same  as  a  pur- 
chase of  livestock  and  shall  be  charged  for 
at  the  regular  buying  rates.  When  a  pur- 
chaser requests  only  the  necessary  service 
prior  to  shipping  or  trucking  out  to  be  per- 
formed by  the  commission  firm,  a  charge  of 
25%  of  the  regular  buying  rate  shall  be  made. 

For  delivery  of  cattle  and  or  calves  for 
branding,  dehorning,  castrating,  vaccinating, 
spraying,  dipping,  etc..  the  charge  shall  be 
5  cenU  per  head  with  a  minimum  charge  of 
$1.00  for  any  one  lot.  (This  Is  an  addi- 
tional charge  to  those  in  the  paragraph  Im- 
mediately above.) 

Section  J — Miscillaneous 
ante-mortem  inspection 

To  defray  the  expenses  of  the  present  sys- 
tem of  ante-mortem  Inspection  of  cattle  and 
calves,  provided  by  thU  Exchange,  the  fol- 
lowing charges  shall  be  made  on  all  cattle 
and  calves  sold  at  these  yards  by  members  of 
thU  Exchange  and  others  receiving  said  In- 
spection: 

Cattle  or  calves:  I'i  cents  per  head  (with 
maximum  charge  of  30*  up  to  each  25  head). 
hog  inspection  and  arbftrations 

Inspection  at  the  scale:  1  cent  per  head, 
maximum  30  cenU  for  each  100  head  In  a 
consignment. 

Services  of  Chief  Inspector. fO  75 

Services  of  Board  of  Arbitration. l-^O 

(Services  of  Chief  Inspector  and  Board  of 
Arbitration  are  to  be  paid  by  the  owner  of 
the  consignment  when  services  are  requested 
by  the  selling  agency  and  by  the  purchaser 
of  the  consignment  when  requested  by  him  ) 

deductions  made  by  request  raOM  CONSIGNORS' 
PROCEEDS  OP  SALE  NATIONAL  LIVISTOCK  AND 
MEAT  BOARD 

For  promotion  of  meat  and  meat  products 
and  their  consumption,  commission  firms  win 
make  the  following  deductions  on  all  ll*c- 
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stock  (except  livestock  originating  In  Colo- 
rado outside  the  Denver  Union  Stock  Yards) 
sold  by  them  at  the  Omaha  Union  Stock 
Yards: 

(a)  aSc*  per  carload  on  rail  shipments. 

(b)  Other  than  rail  shipments:  one-third 
( ^  )  cent  for  each  hog  or  calf;  one-flfth  ( >/s  ) 
cent  for  each  sheep  (maximum  25c  up  to  and 
Including  each  250  head);  one  (1)  cent  for 
each  head  of  cattle. 

Deductions  are  to  be  remitted  monthly  to 
the  Omaha  Live  Stock  Exchange  who  will  In 
turn  remit  them  to  the  National  Live  Stock 
and  Meat  Board. 

When  such  deductions  are  made,  the  ac- 
count of  sale  to  the  shipper  shall  carry  the 
following  statement:  "National  Live  Stock 
and  Meat  Board  Fund  to  Increase  Meat  Con- 
sumption. Upon  request  within  60  days  this 
amount  will  be  refunded."       * 

The  rates  petitioned  for.  if  authorized, 
will  provide  additional  revenue  for  the 
respondents  so  that  it  appears  that  public 
notice  of  the  filing  of  the  petition  should 
be  given  in  order  that  all  interested  per- 
sons may  have  an  opportunity  to  be 
heard  in  the  matler. 

Now.  therefore,  notice  is  hereby  given 
to  the  public  and  to  all  interested  persons 
of  the  filing  of  the  petition  for  increases 
in  the  temporary  rates  currently  in  effect. 

All  interested  persons  who  desire  to  be 
heard  In  the  matter  shall  notify  the 
Hearing  Clerk,  United  States  Department 
of  Agriculture,  Washington  25.  D.  C. 
within  15  days  from  the  date  of  publica- 
tion of  this  notice. 

Done  at  Wa.«;hington.  D.  C,  this  1st 
day  of  March  1949. 

I  SEALl  H.  E.  Reed. 

Director,  Livestock  Branch.  Pro- 
duction and  Marketing  Ad- 
ministration. 

I  P.    R.    Doc.    49-1682:    Filed.    Mar.    4.    1949; 
654  a.  m.J 


I  7  CFR,   Part  955  1 

[Docket  No.  A0143-A1) 

Handling  or  Grapefruit  Grown  in  Ari- 
zona; IN  Imperial  Coitoty.  Calif  ;  and 
in  that  Part  of  Riverside  County, 
Calif.,  Situated  South  and  East  of 
San  Gorconio  Pass 

notice  or  recommended  decision  and  op- 
portunity to  FILE  written  EXCEPTIONS 
WITH  RESPECT  TO  PROPO.SFD  AMENDMENTS 
TO  MARKETING  AGREEMENT  AND  ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketinp  order.*;  (7  CPR  and 
Supps.  Part  900;  13  P.  R.  8585).  notice 
is  hereby  given  of  the  filing  with  Hearing 
Clerk  of  the  recommended  deci.sion  of 
the  A.ssistant  Administrator.  Production 
and  Marketing  Administration.  United 
States  Department  of  Agriculture,  with 
respect  to  proposed  amendments  to  Mar- 
keting Agreement  No.  96.  hereinafter  re- 
ferred to  as  the  "marketing  agreement." 
and  to  Order  No.  55  (7  CPR,  Cum.  Supp.. 
Part  955).  hereinafter  referred  to  as  the 
"order."  regulating  the  handling  of 
grapefruit  grown  in  the  State  of  Arizona; 
in  Imperial  County.  California;  and  in 
that  part  of  Riverside  County,  Califor- 
nia, situated  south  and  east  of  the  San 


FEDERAL  REGISTER 

Gorgonio  Pass,  to  be  made  effective  pur- 
suant to  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.  S.  C.  and  Sup.  I  601  et 
seq.).  Interested  parties  may  file  ex- 
ceptions to  this  recommended  decision 
with  the  Hearing  Clerk,  United  States 
Department  of  Aericulture.  Room  1846 
South  Building,  Washington  25,  D.  C, 
not  later  than  the  close  of  business  on 
the  tenth  day  after  publication  of  this 
decision  In  the  Federal  Register.  Ex- 
ceptions should  be  filed  in  quadruplicate. 

Preliminary  statement.  The  public 
hearing,  on  the  record  of  which  the  pro- 
posed amendments  to  the  marketing 
agreement  and  order  are  formulated. 
was  initiated  by  the  Production  and  Mar- 
keting Administration  following  receipt 
of  proposed  amendments  from  the  Ad- 
ministrative Committee,  established  un- 
der the  marketing  agreement  and  order, 
to  administer  such  program.  In  accord- 
ance with  the  applicable  provisions  of 
the  aforesaid  rules  of  practice  and  pro- 
cedure, a  notice  that  a  public  hearing 
would  be  held  at  Phoenix,  Arizona,  be- 
ginning on  December  13,  1948.  and  at 
Coachella,  California,  beginning  on  De- 
cember 15,  1948,  to  consider  the  pro- 
posed amendments,  was  published  in  the 
Federal  Register  (13  F.  R.  6922).  The 
hearing  was  held  at  Phoenix.  Arizona,  on 
December  13. 1948.  and  at  Coachella.  Cal- 
ifornia, on  December  15,  1948. 

Material  issues.  Material  issues  pre- 
sented on  the  record  of  the  hearing  per- 
tain to  amending  the  marketing  agree- 
ment and  order  as  follows: 

<1)  Provide  for  the  issuance  of  regula- 
tions which  may  specify  that  shipments 
of  pink  grapefruit  shall  be  limited  to 
grades  and  sizes  different  from  the  grade 
and  size  limitations  applicable  to  ship- 
ments of  white  grapefruit;  and 

(2)  Provide  for  the  establishment  of 
minimum  standards  of  quality  and  ma- 
turity to  be  effective  during  specified 
periods  even  though  the  seasonal  average 
price  of  grapefruit  exceeds  the  parity 
level. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  aforesaid 
material  Issues,  all  of  which  are  based  on 
the  evidence  introduced  at  the  hearing 
and  the  record  thereof,  are  as  follows: 

'1>  The  production  of  pink  grape- 
fruit— grapefruit  possessing  pink  meat— 
in  Arizona;  in  Imperial  County,  Califor- 
nia; and  in  that  part  of  Riverside  Coun- 
ty, California,  situated  south  and  east  of 
the  San  Gorgonio  Pass  was  negligible  at 
the  time  the  marketing  agreement  was 
entered  into  and  the  order  issued  (May 
26.  1941).  It  was  considered,  therefore, 
unnecessary  to  provide,  in  the  marketing 
agreement  and  order,  that  pink  grape- 
fruit and  white  grapefruit  be  accorded 
separate  treatment  for  regulatory  pur- 
poses. The  production  of  white  grape- 
fruit in  the  aforesaid  area  has  been  rela- 
tively stable  during  ^he  past  four  market- 
ing seasons  but  the  production  of  pink 
grapefruit  has  been  Increasing.  A  sig- 
nificant tonnage  of  pink  grapefruit  is  now 
grown.  As  a  result  of  new  plantings, 
primarily  limited  to  pink  grapefruit,  the 
upward  trend  In  the  production  of  pink 
grapefruit  will  continue  during  the  next 
several  years. 
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Prices  received  by  growers  and  shippers 
for  pink  grapefruit  marketed  In  fresh 
fruit  channels  during  the  past  several 
years  have  averaged  substantially  higher 
than  those  received  for  white  grapefruit 
of.  the  same  grade  and  size.  Certain 
consumers  prefer  pink  grapefruit  to 
white  grapefruit;  and  such  con.«;umers 
are  willing  to  pay  a  premium  for  pink 
grapefruit.  Pink  grapefruit  that  are  of 
a  smaller  size  and  of  an  inferior  grade 
than  white  grapefruit  can  be  sold  in  fresh 
fruit  channels  at  the  same  or  a  higher 
price  than  such  white  grapefruit.  The 
demand  for  pink  grapefruit  by  proces- 
sors, however,  has  been  very  light.  The 
processing  outlet  for  pink  grapefruit, 
therefore,  is  very  limited;  and  such  out- 
let is  decidedly  .smaller  than  the  proc- 
essing outlet  for  white  grapefruit. 

Most  of  the  pink  grapefruit  and  white 
grapefruit  grown  in  this  area  is  of  the 
seedless  type;  and  the  production  of  the 
seeded  type  is  so  insignificant  as  to  be 
inconsequential  at  the  present  time. 
There  is,  therefore,  no  apparent  need  for 
further  segregating  grapefruit  into 
"seeded"  and  "seedle.^s"  categories. 
Handlers  should  have  no  difficulty  In 
segregating  grapefruit  into  the  pink  and 
white  categories  since  pink  grapefruit 
and  white  grapefruit  are  delivered  to 
them  separately.  Pink  grapefruit  can  be 
distinguished  from  white  grapefruit  by 
members  of  the  Federal-State  Inspec- 
tipn  Service  who  inspect  the  grapefruit 
for  compliance  with  regulations  l.<:sued 
under  the  marketing  agreement  and  or- 
der. 

Becau.se  of  the  differences  between  the 
marketing  of  pink  grapefruit  and  white 
grapefruit  grown  in  this  area,  and  the 
differences  in  the  demand  for  and  the 
prices  received  for  the  respective  grape- 
fruit, the  committee  should  be  permitted 
to  recommend,  and  the  Secretary  to  Is- 
sue, different  grade  and  .size  regulations 
for  pink  grapefruit  and  white  grapefruit. 
On  the  basis  of  the  foregoing,  it  is  con- 
cluded that  the  marketing  agreement 
and  order  should  be  amended,  as  here- 
inafter set  forth,  to  permit  the  Adminis- 
trative Committee  to  recommend  when 
conditions  .so  warrant,  that  different 
grades  and  sizes  be  made  applicable  to 
shipments  of  pink  grapefruit  and  of 
white  grapefruit;  and  that  such  manner 
of  regulation  of  shipments  may  be  made 
effective  by  the  Secretary  upon  a  deter- 
mination that  such  regulation  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(2)  The  marketing  of  grapefruit 
grown  In  the  aforesaid  area  should  be 
limited  to  that  fruit  which  is  satisfactory 
to  the  consumer  of  such  fruit  even  though 
the  seasonal  average  price  therefor  Is 
above  parity.  The  marketing  of  green, 
immature,  small  size,  and  poor  quality 
grapefruit  would,  in  the  absence  of  such 
limitation  on  marketing,  be  a  waste  to 
consumers  regardless  of  relative  prices 
for  superior  grapefruit  and  would  severe- 
ly injure  the  reputation  of  the  producer. 
Such  undesirable  grapefruit  was  actually 
marketed  before  the  marketing  agree- 
ment and  order  becan#  effective;  and 
such  grapefruit  may  be  marketed  again 
in  the  absence  of  regulation  when  .sea- 
sonal average  prices  are  above  parity. 
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Grapefruit  may  be  of  poor  quality  In 
that  they  are  low  in  Juice  content  but 
may  nevertheless  appear  to  be  of  good 
quality  externally.     This  situation  may 
result  from  freezes  or  from  lack  of  ir- 
rigation water.    Regardless  of  price,  such 
fruit  does  not  give  consumer  satisfaction 
because    satisfactory    grapefruit   should 
have  a  minimum  juice  content.    G«aPe- 
fruit.  to  be  of  an  internal  quality  that 
is   acceptable  to  consumers,   should  be 
mature  before  it  is  shipped:  and.  gen- 
erally grapefruit  is  not  mature  until  the 
ratio  of  soluble  solids  or  sugars  to  acid  in 
the  juice  is  at  least  six  parts  of  soluble 
solids  to  one  part  citric  acid.    Grapefruit 
with  juice  having  less  than  six  parts  of 
soluble  solids  to  one  part  acid  are  un- 
desirably tart  and  somewhat  bitter;  and 
consumers  would  f.nd  such  fruit  unac- 
ceptable.   Although  green  colored  grape- 
fruit early  in  the  season  indicates  lack 
of  maturity,  such  color  may  be  present 
when  the  fruit  has  matured  later  in  the 
sea-son.    Green  fruit,  artificially  colored, 
may  appear  mature  but  be  immature. 
The  most  practical  criterion  to  be  used 
In  determining  maturity  should,  there- 
fore, be  the  sugar-acid  ratio. 

Deep  scars  weaken  the  keeping  quality 
of  grapefruit  in  that  such  fruit  may  de- 
cay before  it  reaches  the  consumer  and 
result    in     dissatisfaction    and    waste. 
Grapefruit  should  not  be  misshapen  to 
such  an  extent  that  the  proportion  of 
skin  or  rind  to  meat  is  substantially  in- 
creased over  such  proportion  for  grape- 
fruit which  is  fairly  well  shaped.    Fruit 
so  ml.s.shapen  is  not  satisfactory  for  con- 
sumption. J  ,     * 
Early  in  the  season  small-sized  fruit 
Indicates  immaturity.    The  demand  for 
small-sized  grapefruit  is  very  light  even 
for  fully  mature  fruit.    According  to  the 
evidence  adduced  at  the  hearing,  con- 
sumers generally  are  not  satisfied  with 
excessively  small-sized  fruit;  for  example, 
fruit  smaller  than  that  which  is  packed 
126    per    box.      Excessively    small-sized 
fruit  contains  a  greater  proportion  of 
skin  to  meat  than  is  the  case  with  respect 
to  larger  sized  fruit,  and  is.  therefore, 
unsatisfactory  for  squeezing  by  the  con- 
sumer.    Such  small-sized  fruit  is  par- 
ticularly un.suited  for  sectionizing  by  the 
consumer  or  for  serving  in  the  half  shell. 
Public   Law   305.   80th   Congress,   ap- 
proved August  1.  1947.  permits  minimum 
standards  of  quality  and  maturity  to  be 
established    and    maintained    in    effect, 
even  though  the  sea.sonal  average  price 
of  the    regulated    commodity    is    above 
parity    if    .such    action    will    effectuate 
orderly  marketing  in  the  public  interest. 
Through  the  use  of  minimum  standards 
of  quality  and  maturity,  during  any  sea- 
son when  the  average  price  of  the  grape- 
fruit covered  by  the  marketing  agree- 
ment and  order  is  above  the  parity  level. 
the  committee  should  be  permitted  to 
recommend  that  the  Secretary  regulate 
shipments  of  grapefruit  at  times  when 
more  stringent  regulations  may  not  be 

invoked.  ,       .   , 

In  the  establishment  of  minimum 
standards  of  quality  and  maturity  con- 
sideration shOM|W  be  given  to  the  fore- 
going criterionai  factors.  It  is  imprac- 
ticable to  anticipate  the  varying  climatic 
and  other  conditions  which  may  prevail 
during   a  particular  marketing  season 


and  which  have  a  direct  bearing  on  the 
minimum  standards  of  quality  and  ma- 
turity which  should  be  in  effect  during 
such  season.  Flexibility  is  necessary  in 
recommending  and  establishing  mini- 
mum standards  of  quality  and  maturity, 
and  therefore,  specific  standards  should 
not  be  set  forth  in  the  marketing  agree- 
ment and  order.  ^.^„,  ♦Wo 

The    desirability    of    prohibiting    the 
shipment  of  fruit  which  does  not  meet 
minimum  standards  of  quality  and  nia- 
turity  was  emphasized  at  the  hearing  be- 
cause of  the  tendency,  on  the  part  of 
some  growers  and  shippers  in  the  indus- 
try to  ship  poor  quality  grapefruit  in  the 
absence  of  regulation  when  prices  are 
high     Grapefruit   which   fail   to  meet 
such  minimum  standards  of  quality  and 
maturity,  however,  will  not  be  satisfac- 
tory to  the  consumer;  and  the  shipment 
of  such  grapefruit,  because  of  such  con- 
sumer dissatisfaction  would  be  injurious 
to  producers  due  to  the  lessened  demand 
for  their  grapefruit  resulting  from  the 
hesitancy  of  consumers  to  make  repea 
purcha.ses.    The  marketing  of  grapefruit 
which  fails  to  meet  minimum  standards 
of  quality  and  maturity  is  clearly  not  in 
the  best  interests  of  either  the  consumer 
or  the  producer.    The  shipment  of  grape- 
fruit which  fail  to  meet  minimum  stand- 
ards  of    quality    and    maturity    would, 
because  of  the  Increasing  consumer  re- 
sistance thereto,  tend  to  result  in  direct 
financial    loss   to   all   elements   of    the 
grapefruit   industry.     Such   a   develop- 
ment is  not  conducive  to  such  orderly 
marketing  of  grapefruit   grown  in  the 
aforesaid  area  as  will  be  in  the  public 
interest  when  the  seasonal  average  price 
therefor  is  above  parity. 

The  inspection  requirements  of  the 
marketing  agreement  and  order  should 
be  applicable  to  shipments  of  grapefruit 
when  minimum  standards  of  quality  and 
maturity  are  in  effect  in  order  to  pro- 
vide for  the  proper  administration  of 
the  regulation.  Likewise,  the  assessment 
requirements  of  the  program  should  ap- 
ply when  shipments  are  limited  to  tho.se 
meeting  minimum  standards  of  quality 
and  maturity,  in  order  to  provide  ade- 
quate funds  for  the  continued  adminis- 
tration of  the  program. 

The  marketing  agreement  and  order 
.should  be  amended,  therefore,  to  provide 
for  the  establishment  of  minimum  stand- 
ards of  quality  and  maturity  when  the 
seasonal  average  price  of  grapefruit  ex- 
ceeds the  parity  level:  and  it  should  be 
further  amended  to  provide  that  the  in- 
spection   and    assessment    requirements 
apply  to  grapefruit  shipped  under  mini- 
mum standards  of  quality  and  maturity. 
In     addition,     conforming     changes 
should  be  made,  in  the  marketing  agree- 
ment and  order,  so  as  to  reflect  the  es- 
tablishment  of   varieties   of   grapefruit 
insofar   as   the   Inspection,   comphance. 
and    reporting    requirements    are    con- 
cerned.   Such  changes  are  necessary  for 
efficient  administration  and  enforcement 
of  the  program. 

Rulings  on  proposed  findings  and  con- 
clusions. Interested  parties  were  al- 
lowed until  January  4.  1949,  by  the  pre- 
siding officer  at  the  hearing  on  the  pro- 
posed amendments  to  the  marketing 
agreement  and  order,  to  file  briefs  on 
proposed  findings  of  fact  and  conclusions 


based  on  the  evidence  introduced  at  the 
hearing.  No  briefs  were  filed,  and  hence 
no  rulings  are  necessary. 

General  findings.  (1)  The  marketing 
agreement  and  the  order  as  hereby  pro- 
posed to  be  amended  and  all  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

<2)  The  marketing  agreement  and  the 
order  as  hereby  proposed  to  be  amended 
regulate  the  handling  of  grapefruit 
grown  in  the  State  of  Arizona:  in  Im- 
perial County,  Cahfornia:  and  in  that 
part  of  Riverside  County.  California, 
situated  .south  and  east  of  the  San  Gor- 
gonio  Pa.ss.  in  the  same  manner  as  and 
are  applicable  only  to  persons  in  the 
respective  closes  of  industrial  and  com- 
mercial activity  specified  in  the  market- 
ing agreement  upon  which  hearings  have 
been  held; 

(3)  The  marketing  agreement  and  the 
order  as  hereby  proposed  to  be  amended 
prescribe,  so  far  as  practicable,  such  dif- 
ferent terms,  applicable  to  different  pro- 
duction areas,  as  are  necessary  to  give 
due  recognition  to  the  differences  in  pro- 
duction and  marketing  of  such  grape- 
fruit; 

(4>   The  marketing  agreement  and  the 

order  as  hereby  proposed  to  be  amended 
are  limited  in  their  application  to  the 
smallest  regional  production  area  that 
Is  practicable,  consistently  with  carrying 
out  the  declared  policy  of  the  act.  and 
the  issuance  of  several  orders  applicable 
to  any  subdivision  of  such  regional  pro- 
duction area  would  not  effectively  carry 
out  the  declared  policy  of  the  act. 

Recommended  amendments  to  the 
marketing  agreement  and  order.  The 
following  amendments  to  the  marketing 
agreement  and  order  are  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out: 

1.  Delete  paragraph  (b)  of  section  1 
of  the  marketing  agreement  and  of 
§  955,1  of  the  order  and  substitute  there- 
for the  following: 


(b)  "Act"  means  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  and  further  amended  by  Public 
Law  305  80th  Cong... approved  August  1. 
1947  (48  Stat.  31.  as  amended;  7  U.  S.  C. 
and  Sup.  1601  et  seq.). 

2  Add  to  section  1  of  the  marketing 
agreement  and  to  §  955.1  of  the  order 
the  following  new  paragraph: 

(k)  "Variety"  or  "varieties"  means 
either  or  both  of  the  following  classifica- 
tions or  groupings  of  fruit:  <1)  white 
seeded  grapefruit,  and  white  seedless 
grapefruit  and  (2)  pink  seeded  grape- 
fruit, and  pink  seedless  grapefruit. 

3  Delete  section  4  of  the  marketing 
agreement  and  §  955.4  of  the  order  and 
substitute  therefor  the  following: 

Regulations— (&)  Marketing  policy. 
Before  submitting  any  recommendation 
to  the  Secretary  for  the  regulation  of 
the  shipment  of  any  variety  of  fruit  dur- 
ing any  fiscal  period,  the  Administrative 
Committee  shall  prepare  a  report  setting 
forth  a  marketing  policy  with  respect  to 
the  shipment  of  the  varieties  of  fruit 
which  the  committee  deems  advisable 
for  the  current  shipping  season.    Addl- 
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tional  reports  shall  be  submitted,  from 
time  to  time.  In  the  event  that  it  is 
deemed  advisable  to  adoprt  new  marketing 
policies  in  view  of  changed  demand  and 
supply  conditions  with  respect  to  any 
variety  of  fruit.  The  Administrative 
Committee  shall  publicly  announce  the 
Issuance  of  any  such  report  and  copies 
thereof  shall  be  made  available  for  in- 
spection by  any  producer  or  handler 
at  the  office  of  the  Administrative 
Committee. 

(b)  Recommendation  for  grade  and 
size  regulation.  (1)  It  shall  be  the  duty 
of  the  Administrative  Committee  to  in- 
vestigate the  supply  and  demand  condi- 
tions for  grades  and  sizes  of  the  varieties 
of  fruit.  Whenever  the  committee  finds 
that  such  conditions  make  it  advisable 
to  regulate  the  shipment  of  particular 
grades  or  sizes  of  any  variety  of  fruit 
during  any  period,  it  shall  recommend 
the  particular  grades  or  sizes  thereof 
deemed  advisable  by  it  to  be  shipped  dur- 
ing such  period;  and  any  such  recom- 
mendation may  Include  a  proposal  that 
shipments  of  such  variety  to  Canada 
shall  be  limited  to  sizes  different  from  the 
proposed  size  limitation  applicable  to 
shipments  of  the  same  variety  in  inter- 
state commerce.  Thereafter,  the  com- 
mittee shall  promptly  report  such  find- 
ings and  recommendation,  together 
with  supporting  information,  to  the  Sec- 
retary. 

(2)  In  determining  the  grades  and 
sizes  of  any  variety  of  fruit  deemed  ad- 
visable to  be  regulated  in  view  of  the 
prospective  demand  therefor,  the  com- 
mittee shall  give  due  consideration  to 
the  following  factors:  (i)  Market  prices. 
Including  market  prices  by  grades  and 
sizes  of  each  variety  of  fruit;  dl)  the 
fruit  of  each  variety  on  hand  in  mar- 
ket areas,  as  evidenced  by  supplies  en 
route  and  on  track  at  the  principal  mar- 
kets; (ill)  available  supply,  maturity,  and 
condition  of  each  variety  of  fruit  in  the 
producing  area.  Including  the  grade  and 
size  composition  of  each  variety  of  fruit 
remaining  in  the  producing  area;  (Iv) 
supplies  from  competitive  areas  produc- 
ing citrus  fruits  and  other  competitive 
fruits;  and  (v)  trend  in  consumer  income, 
(c)  Recommendation  for  regulation  by 
minimum  standards  of  quality  and  ma- 
turity. Whenever  the  Administrative 
Committee  deems  it  advisable  to  regulate 
during  any  period  the  shipment  of  fruit 
by  establishing  minimum  standards  of 
quality  and  maturity.  It  shall  so  recom- 
mend to  the  Secretary.  With  each  such 
recommendation  the  committee  shall 
submit  to  the  Secretary  the  information 
and  data  on  which  such  recommendation 
is  predicated;  and  the  committee  shall 
also  submit  to  the  Secretary  such  othQr 
Information  as  he  may  request. 

(d)  Issuance  of  regulation.  H)  When- 
ever the  Secretary  shall  find,  from  the 
recommendation  and  information  sub- 
mitted by  the  Administrative  Committee 
or  from  other  available  Information, 
that  to  limit  the  shipment  of  any  va- 
riety or  varieties  of  fruit  to  particular 
grades  and  sizes  thereof  would  tend  to 
(ffectuate  the  declared  policy  of  the  act, 
he  shall  so  limit  the  shipments  ef  such 
variety  or  varieties  during  a  specified 
period;   and  any  such  regulation  may 
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provide  that  shipments  of  such  variety 
or  varieties  to  Canada  shall  be  limited 
to  sizes  different  from  the  size  limitation 
applicable  to  shipments  of  the  same  va- 
riety or  varieties  in  interstate  commerce. 
The  Administrative  Commitete  shall  be 
informed  immediately  of  any  such  regu- 
lation issued  by  the  Secretary;  and  the 
said  committee  shall  promptly  give  ade- 
quate notice  thereof  to  handlers. 

<2>  Whenever  the  Secretary  finds 
from  the  recommendation  and  informa- 
tion submitted  by  the  committee,  or  from 
other  available  information,  that  to  es- 
tablish and  maintain  in  effect  minimum 
.standards  of  quality  or  maturity,  or  both, 
for  the  shipment  of  fruit  during  any  pe- 
riod would  tend  to  effectuate  the  de- 
clared policy  of  the  act  and  be  in  the 
public  interest,  he  shall  establish  such 
.standards,  designate  such  period,  and  so 
limit  the  shipment  of  such  fruit.  The 
Secretary  shall  immediately  notify  the 
committee  of  the  issuance  of  any  such 
regulation;  and  the  said  committee  shall 
promptly  give  adequate  notice  thereof  to 
*  handlers. 

(e)  Notice  of  meeting.  The  Adminis- 
trative Committee  shall  give  public  no- 
tice of  at  least  forty-eight  hours  of  any 
meeting  to  be  held  for  the  purpose  of 
making  any  recommendation  pursuant 
to  this  section. 

(f)  Inspection  and  certification.  Dur- 
ing any  period  In  which  the  Secretary 
has  regulated  the  shipment  of  any  vari- 
ety or  varieties  of  fruit  pursuant  to  this 
section,  each  handler  shall,  prior  to  mak- 
ing each  shipment  of  such  variety  or 
varieties,  cause  such  shipment  to  be  In- 
spected by  an  authorized  representative 
of  the  Federal-State  Inspection  Service. 
Promptly  thereafter,  such  handler  shall 
submit  to  the  Administrative  Committee 
a  copy  of  the  inspection  certificate  is.sued 
thereon:  Provided.  That  this  provision 
shall  not  be  afJplicable  to  a  handler  who 
ships  any  variety  of  fruit  which  has  been 
-so  inspected  and  a  copy  of  such  Inspec- 
tion certificate  has  been  submitted  to 
the  Administrative  Committee. 

4.  Delete  section  5  of  the  marketing 
agreement  and  §  955.5  of  the  order  and 
substitute  therefor  the  following: 

Reports — (a)  Shipping  manifest  re- 
port. The  Administrative  Committee 
may  require  information  from  each  han- 
dler regarding  the  grade,  size,  and  vari- 
ety of  each  standard  box  contained  In 
each  individual  shipment  made  by  such 
handler,  and  may  require  such  informa- 
tion to  be  delivered  to  the  said  committee 
within  twenty-four  hours  after  such 
shipment  Is  made,  in  such  manner  as  the 
said  committee  may  prescribe  and  upon 
forms  prepared  by  it. 

(b)  Disposition  report.  The  Admin- 
istrative Committee  may,  from  time  to 
time,  require  each  handler  to  furnish  the 
following  Information  with  respect  to 
fruit:  (1)  Quantity  of  each  variety 
shipped  in  Interstate  commerce  and  to 
Canada;  (2)  quantity  of  each  variety 
shipped  by  express  and  parcel  post:  (3) 
quantity  of  each  variety  shipped  for  dis- 
tribution to  persons  on  relief,  including 
donations  for  charitable  purposes;  (4) 
quantity  of  eacfr  variety  sold  for  con- 
simiption  in  fresh  form  within  the  State 
of  origin;   (5)  quantity  of  each  variety 
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exported  to  countries  other  than  Can- 
ada; (6)  quantity  of  each  variety  sold 
or  otherwise  disposed  of  for  canning  or 
for  manufacturing  into  by-products: 
and  (7)  quantity  of  each  variety  disposed 
of  otherwise. 

.  (c)  Other  reports.  Upon  request  of 
the  Administrative  Committee,  made 
with  the  approval  of  the  Secretary,  every 
handler  shall  furnish  to  such  committee, 
in  such  manner  and  at  such  times  as  It 
prescribes,  such  other  information  as  will 
enable  it  to  perform  its  duties  and  to 
exercise  its  powers  hereunder. 

5.  Delete  section  7  of  the  marketing 
agreement  and  §  955.7  of  the  order  and 
substitute  therefor  the  following: 

Cojnpliance.  Except  as  provided  here- 
in, no  handler  shall  ship  any  variety  of 
fruit,  the  shipment  of  which  has  been 
prohibited  by  the  Secretary  in  accord- 
ance with  the  provisions  hereof;  and  no 
handler  shall  ship  any  variety  of  fruit 
except  in  conformity  with  the  provisions 
hereof. 

Piled  at  Washington.  D.  C,  March  1. 
1949. 

I  seal!  S.  R.  Neweix, 

Acting  Assistant  Administrator, 
Production  and  Marketing 
Administration. 

IF.    R.    Doc.    49-1683;    Filed,    Mar.    4,    1949; 
8:54  a.   m.) 
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I  Docket  No.  AO  160- A  8] 

Handling  of  Milk  in  Philadelphia,  Pa., 
Milk  Marketing  Area 

notice  or  hearing  on  proposed  amend- 
ments to  tentative  marketing  agree- 
ment and  to  order,  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
<7  U.  S.  C,  601  et  seq.),  and  in  accord- 
ance with  the  applicable  rules  of  practice 
and  procedure,  as  amended  (7  CFR 
Supps..  900.1  et  seq.).  notice  is  hereby 
given  of  a  hearing  to  be  held  at  the  John 
Bartram  Hotel.  Broad  and  Locust  Streets. 
Philadelphia.  Pennsylvania,  beginning  at 
10:00  a.  m.,  e.  s.  t..  March  9,  1949  for  the 
purpose  of  receiving  evidence  with  re- 
.  spect  to  proposed  amendments  herein- 
after set  forth,  or  appropriate  modifica- 
tions thereof  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Philadelphia.  Pennsylvania 
milk  marketing  area.  These  proposed 
amendments  have  not  received  the  ap- 
proval of  the  Secretary  of  Agriculture. 

Proposed  by  Milk  Distributors  Associa- 
tion of  Philadelphia  Area,  Inc. 

1.  Amend  §  961.4  (a)  (2)  (i)  as  follows: 

a.  Eliminate  the  words  "approved 
either  for  Pennsylvania  only,  or  for  Penn- 
sylvania, Newark,  and  Lower  Merlon 
Township"  and  substitute  therefor  the 
words  "approved  for  Pennsylvania." 

b.  Eliminate  the  words  "subtract  28 
cents,  divide  by  33.48,  multiply  by  4.  and 
subtract  23 '2  cents"  and  substitute 
therefor,  the  following:  "divide  by  33.48 
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and  multiply  by  4.  and  subtract  28.5 

cents  ** 

c  Eliminate  the  words  "from  the  aver- 
age of  the  highest  prices  reported  dally" 
and  substitute  therefor  the  words ''from 
the  average  of  the  prices  reported  dally. 

d.  Eliminate  the  words  "deduct  4 
cents"  and  substitute  therefor  the  words 
"deduct  5  cents." 

2.  Amend  §  961.4  (a>  (2)  d)  by  pro- 
viding for  "the  butterfat  used  to  make 
butter"  proviso  to  Include  butterfat  used 
during  the  months  of  April.  May  and 
June  in  production  In  evaporated  milk 
plants,  cheese  plants  and  other  food 
processing  plants. 

3  Amend  §  961.4  (a)  (2)  (ID  by  elimi- 
nating the  words:  "less  4.5  cent5 '  and 
subsitute  therefor  the  words  "less  6.0 

4  In  3  961.4  renumber  paragraphs  (b) , 
(c/and  (d)  as  (O.  (d)  and  (e)  respec- 
tively and  Insert  a  new  paragraph  (b>. 

(b)  During  the  months  of  April,  May 
and  June,  the  Class  II  price  shall  be  the 
sum  of  the  .espective  values  of  butterfat 
and  .skim  milk,  calculated  pursuant  to 
subparagraph  (2)  of  paragraph  (a)  of 
this  section,  less  an  allowance  for  trans- 
porting whole  milk  and  skim  milk  from  a 
producer  milk  plant  to  a  manufacturing 
plant  of  the  same  handler  or  to  a  non- 
producer  milk  plant,  with  the  maximum 
payment  limited  to  about  25  cents  per 
hundredweight  regardless  of  the  mileage 

Involved. 

The  distance  between  the  plants  snaii 
be  that  recognized  by  the  Interstate 
Commerce  Commission  for  rate-making 
purposes  on  highways  over  which  the 
Highway  Departments  of  the  several 
States  permit  milk  tank  trucks  to  move, 
or  If  no  such  distance  Is  recognized,  the 
distance  shall  be  that  ascertained  and 
announced  by  the  market  administrator 
using  the  latest  edition  of  the  Household 
Carriers  Guide. 

5  Amend  §961.4  (b)  by  eliminating 
the  words,  "and  subtract  0.67  cent." 

6  Amend  8  961.4  (O  (2)  by  eliminat- 
ing the  words  '4  cents  per  hundred- 
weight" and  substitute  the  words  "5 
cents  per  hundredweight." 

7  Amend  Class  II  pricing  provisions  in 
such  other  manner  as  Is  necessary  to  ef- 
fectuate the  above  proposals. 

8  Amend  §961.1  (a>  •6)  <n  by  elimi- 
nating the  words  'Philadelphia  Dairy  ^ 
Products     Company.     Inc.,     Pottstown, 
Pennsylvania." 

Proposed  by  Inter-State  MUk  Pro- 
ducers Cooperative.  Inc. 

9  Amend  §  961.8  (e)  by  adding  there- 
to the  clause:  -'Provided,  however.  That 
no  deduction  shall  be  made  for  that  por- 
tion of  the  milk  of  such  handler  which 
Is  classified  as  Class  II." 

10  Amend  §  961.3  (e>  in  such  fashion 
as  to  allocate  to  Class  II  all  "milk  or 
skim  milk  received  at  producer  milk 
plants  from  non-producer  milk  plants" 
during  the  months  of  April  through  Sep- 
tember. Inclasive.  except  that,  during 
any  such  month  when  any  handler's 
Class  I  sales  are  in  excess  of  his  receipts 
from  producers,  such  portion  of  his  re- 
ceipts from  non-producer  plants  during 
such  month  may  be  allocated  to  other 
than  Class  II. 
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Copies  of  this  notice  of  hearing  the 
said  order,  as  amended,  now  in  effect, 
and  the  said  tentative  marketing  agree- 
ment may  be  procured  from  the  Market 
Administrator.  1612  Market  Street,  12th 
Floor.  Fox  Building.  Philadelphia.  Penn- 
sylvania, or  from  the  Hearing  Clerk, 
Room  1844.  South  Building.  United  States 
Department  of  Agriculture.  Washington 
25.  D.  C,  or  may  be  there  Inspected. 

Dated:  March  2,  1949. 

[SEAL]  F.  R.  Burke. 

Acting  Assistant  Administrator. 
Production  and  Marketing 
Administration. 

[P.   R.    Doc.   49-1684;    Piled.    Mar.    4.    1949; 
8:55  a.  m.l 
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Handunc   or  Milk  in  Clinton,  Iowa. 
Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WTliTTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  AMENDMENT 
TO  TENTATIVE  MARKETING  AGREEMENT  AND 
TO  ORDER.  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
(7  CFR  Supps..  900.1  et  seq.),  notice  Is 
hereby  given  of  the  filing  with  the  Hear- 
ing Clerk  of  the  recommended  decision  of 
the  Assistant  Administrator.  Production 
and  Marketing  Administration.  United 
States  Department  of  Agriculture,  with 
respect  to  a  proposed  amendment  to  the 
tentative  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Clinton.  Iowa, 
marketing  area.    Interested  parties  may 
file  exceptions  to  the  decision  with  the 
Hearing  Clerk,  Room  1844.  South  Build- 
ing United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  not  later 
than  the  close  of  business  on  the  5th  day 
after  publication  of  this  decision  In  the 
Federal  Register.    Exceptions  should  be 
filed  In  quadruplicate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
was  formulated  was  conducted  at  Clin- 
♦  ton  Iowa,  on  January  10.  1949.  pur.suant 
to  notice  thereof  which  was  Issued  on 
December  20.  1948  <13  F.  R.  8313). 

The  material  Issues  on  the  record  re- 
lated to  (1)  the  level  of  the  Class  I  price. 
(2)  seasonal  pricing,  and  (3)  the  Class 

III  price.  „^    ,  „ 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclu-sions  on  these  Is- 
sues are  based  upon  the  evidence  Intro- 
duced at  the  hearing  and  the  record  per- 
taining thereto. 

( 1 )  The  Class  I  price  should  be  raised 
to  the  same  levels  as  those  prevailing  In 
the  Quad  Cities  market,  namely.  90  cents 
over  the  basic  price  during  January,  Feb- 
ruary and  March.  70  cents  over  the  basic 
price  during  April.  May,  and  June,  and 
$1.15  over  the  basic  price  during  the  re- 
mainder of  the  y^ar. 

The  Clinton  and  Quad  Cities  markets 
are  very  closely  interrelated.    Producers 


for  the  two  markets  are  intermlnged  and 
there  have  been  frequent  shifts  from  one 
market  to  the  other.   At  least  one  handler 
in  each  market  operates  routes  In  the 
other  market  and  the  territory  lying  be- 
tween the  two  areas  Is  served  by  handlers 
from  both  markets.    Since  the  amended 
order  became  effective  in  the  Quad  Cities 
market  on  May  1,  1948,  prices  to  Grade 
A  producers  In  that  market  have  been 
substantially  in  excess  of  those  received 
by  Clinton  producers  who  also  must  con- 
form to  Grade  A  standards.    This  dif- 
ference In  price  has  resulted  partly  from 
the  fact  that  the  class  differentials  in 
the  Quad  Cities  market  were  higher  and 
partly  from  the  fact  that  the  Quad  Cities 
market  used  the  basic  price  computed 
during   the   preceding    month   whereas 
Clinton  used  the  basic  price  computed 
during  the  current  month. 

As  a  result  of  the  wide  difference  in 
price  between  the  two  markets  approxi- 
mately  30   producers  have  transferred 
from  the  Clinton  to  the  Quad  Cities  mar- 
ket    These  producers  were  among  the 
*  largest   producers   on   the  market   and 
while  they  represent  approximately  20 
percent  of  the  producers,  their  produc- 
tion was  substantially  more  than  20  per- 
cent of  the  market  receipts.    The  record 
Indicates  that  Quad  Cities  handlers  are 
still  actively  engaged  In  soliciting  produc- 
ers from  the  Clinton  market. 

Clinton  has  been  a  deficit  market  for 
several  years,  and  has  required  substan- 
tial amounts  of  emergency  milk  to  fulfiU 
its  needs  during  the  fall  months.    As  a 
result  of  recent  losses  of  producers  to  the 
Quad  Cities  market  the  shortage  has  be- 
come even  more  acute,  and  more  emer- 
gency milk  was  required  on  the  market 
during  the  fall  of  1948  than  in  any  previ- 
ous year.    In  each  of  the  months  of  July 
through    November    (December    figures 
were  not  available  for  Inclusion  in  the 
record)  producer  receipts  were  less  than 
the  Class  I  sales  on  the  market. 

It  is  evident  that.  If  the  Clinton  market 
Is  to  avoid  a  further  loss  of  producers,  and 
be  placed  in  a  position  where  it  can  com- 
pete with  the  Quad  Cities  market  for  ad- 
ditional producers,  comparable  prices 
must  exist  In  the  two  markets. 

In  addition  to  fixing  the  same  Class  i 
differentials  it  Is  necessary  to  use  the 
same  basic  price.    Therefore,  the  Clin- 
ton Class  I  price  should  be  based  on  tne 
basic  (Class  ID   price  for  the  previous 
delivery  period  as  is  done  in  the  Quad 
Cities  market.    During  the  fall  of  1948 
when  manufactured  dairy  product  prices 
were  falling  rapidly,  the  use  of  different 
base  periods  would  have  resulted  In  a 
difference  In  some  months  of  more  than 
25  cents  per  hundredweight  between  the 
two  markets  even  had  the  Class  I  dif- 
ferentials been  the  same.    The  same  dif- 
ferences would,  of  course,  exist  In  a  ris- 
ing market  and  over  a  long  period  of 
time  tend  to  even  out.   However,  because 
of  the  close  Interrelationship  of  the  two 
markets  short  time  differences  in  price 
are  of  prime  Importance  and  should  oe 
avoided.    Therefore,  it  Is  necessary  that 
the  basic  price  In  the  Clinton  market 
correspond  to  that  In  the  Quad  Cities 
n^arket.  ,     ^,       _  . ,  . 

For  this  reason,  al.so.  the  Cla.ss  I  oui- 
terfat  differential  should  be  based  on  the 
price  of  butter  during  the  preceding  de- 
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livery  period.  Since  this  differential  fixes 
the  price  which  handlers  are  required  to 
pay  for  butterfat  disposed  of  in  the  form 
of  fluid  cream,  it  Is  necessary  that  the 
differentials  in  the  two  markets  cor- 
respond. 

(2)  The  "Louisville  plan"  of  seasonal 
pricing  whereby  moneys  are  deducted 
from  the  imlform  price  In  the  flush 
months  and  added  back  In  the  short 
months  should  be  abandoned  In  favor 
of  seasonal  differentials.  The  record  In- 
dicates that  from  a  market  standpoint 
the  Louisville  plan  was  at  least  partially 
successful  in  evening  out  receipts.  Pro- 
ducers generally,  however,  appear  to  have 
been  dissatisfied  with  the  plan  since  In 
many  Instances  the  fall  milk  appears  to 
have  come  from  producers  who  shipped 
to  the  market  only  during  the  months  of 
short  production  when  the  pay  back  was 
being  made. 

Regardless  of  the  merits  of  the  plan 
when  viewed  by  Itself,  the  most  impor- 
tant consideration  In  providing  an  ade- 
.quate  supply  of  milk  to  the  Clinton  mar- 
ket Is  the  maintenance  of  a  proper  re- 
lationship between  Clinton  and  Quad 
Cities  prices.  This  cannot  be  maintained 
if  one  market  operates  on  the  Louisville 
plan  and  one  on  seasonal  differentials. 
It  appears  that  seasonal  pricing  In  the 
Quad  Cities  market  has  had  some  effect 
In  maintaining  fall  production  in  that 
market  and  will  likewise  have  a  similar 
effect  In  the  Clinton  market.  A  pro- 
ducer witness  testified  that  seasonal  pric- 
ing in  Clifiton  would  be  more  effective 
than  the  Louisville  plan  In  levelling  out 
production,  because  of  the  producers" 
dissatisfaction  with  the  former  plan. 

<3)  The  Class  III  price  should  be  re- 
vised.    There  Is  a  likelihood  that  the 
casein  quotation  which  is  currently  ased 
as  a  part  of  the  formula  for  establishing 
the  Class  II  price  will  be  discontinued. 
Therefore,  it  is  necessary  that  some  other 
basis  be  adopted.    Of  the  several  formu- 
las presented  in  the  record  the  following 
appears  to  be  the  most  acceptable:  Mul- 
tiply the  price  of  Cheddars  on  the  Wis- 
consin Cheese  Exchange  by  2.4  and  mul- 
tiply the  result  by  3.5.     This  formula 
will  return  a  price  approximately  the 
same  as  that  provided  by  the  present 
butter-casein  formula,  and  will  keep  sur- 
plus prices   in  the   Clinton   and  Quad 
Cities  markets  on  the  same  basis.    Be- 
cause the  value  of  whole  milk  should 
never  be  less  than  the  value  of  the  but- 
terfat    contained     therein,     provision 
should  be  made  that  the  Class  III  price 
shall  never  be  lower  than  the  value  of 
the  butterfat  in  such  milk  at  the  butter- 
fat differential.     While  It  Is  extremely 
unlikely  that  such  a  situation  would  de- 
velop. It  could  possibly  happen  In  a  pe- 
riod of  rapidly  changing  prices,  if  the 
price  of  cheese  were  to  fall  substantially 
In  relation  to  the  price  of  butter.    The 
present  formula  would  prevent  the  Class 
III  price  from  ever  falling   below  the 
value  of  butterfat  and  the  same  safe- 
guard should  be  provided  in  the  proposed 
amendment.    In    a    recommended    de- 
cision with  resiBect  to  a  proposed  amend- 
ment to  the  Quad  Cities  order,  ll  has 
been    recommended    that    the    butter- 
casein  formula  in  that  order  be  replaced 
by  one  identical  to  that  proposed  above. 
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General  findings,  (a)  The  proposed 
marketing  agreement  and  the  Order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  sections  2  and 
8e  of  the  act  are  not  reasonable  in  view 
of  the  price  of  feeds,  available  supplies 
of  feeds  and  other  economic  conditions 
which  affect  market  supply  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amended, 
and  as  hereby  proposed  to  be  further- 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk 
and  be  In  the  public  Interest;  and 

(O  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  in  the 
same  manner  as.  and  will  be  applicable 
only  to  persons  in  the  respective  classes 
of  Industrial  and  commercial  activity 
specified  in  a  marketing  agreement  upon 
which  hearings  have  been  held. 

Ruling  on  proposed  findings  and  con- 
clusions. A  brief  was  filed  on  behalf  of 
the  Clinton  Cooperative  Milk  Producers 
Association.  Inc.  This  brief  contains 
statements  of  fact,  conclusions  and  argu- 
ments with  respect  to  the  provisions  of 
the  proposed  amendments.  Every  point 
covered  in  the  brief  was  carefully  con- 
sidered along  with  the  evidence  in  the 
record  in  making  the  findings  and  reach- 
ing the  conclusions  hereinbefore  set 
forth.  To  the  extent  that  the  findings 
and  conclusions  proposed  in  the  brief 
are  Inconsistent  with  the  proposed  find- 
ings and  conclusions  contained  herein, 
the  request  to  make  such  findings  or  to 
reach  such  conclusions  is  denied  on  the 
basis  of  the  facts  found  and  stated  in 
connection  with  the  conclusions  in  this 
decision. 

Recommended  marketing  agreement 
and  amendment  to  the  order.  The  fol- 
lowing amendment  to  the  order,  as 
amended.  Is  recommended  as  the  detailed 
and  appropriate  means  by  which  the 
foregoing  conclusions  may  be  carried  out. 
The  recommended  marketing  agreement 
is  not  Included  In  this  decision  because 
the  regulatory  provisions  thereof  would 
be  Identical  with  those  contained  In  the 
order,  as  amended,  and  as  hereby  pro- 
posed to  be  further  amended. 

1.  Delete  §970.4  (a)  (1)  and  substi- 
tute therefor  the  following: 

(1>  For  Class  I  milk.  The  price  shall 
be  the  price  for  Class  II  milk  for  the 
previous  delivery  period  plus  90  cents 
during  the  months  of  January,  February, 
and  March;  plus  70  cents  during  the 
months  of  April,  May.  and  June;  and  plus 
$1.15  during  the  remaining  months  of 
each  year. 

2.  Delete  5  970,4  (a)  (3)  and  substi- 
tute therefor  the  following : 

(3)  For  Class  III  milk.  The  price  shall 
be  the  higher  of  the  prices  resulting  from 
the  following  computations  by  the  mar- 
ket administrator: 
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(1)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin,  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period  in  which  such 
milk  was  received  and  multiply  such  re- 
sult by  3.5.  If  there  are  no  .sales  on  the 
Exchange  during  any  week,  the  last  pre- 
viously quoted  price  shall  be  used  as  the 
price  for  that  week  in  making  these  com- 
putations. 

(ii)  Prom  the  average  wholesale  price 
per  pound  of  92-score  butter  at  Chicago 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  (or  such  other  Fed- 
eral agency  as  may  be  authorized  to  per- 
form this  price  reporting  function)  dur- 
ing the  delivery  period  in  which  such 
milk  was  received,  subtract  3  cents,  add 
20  percent  thereof  and  multiply  the 
resulting  amount  by  3.5. 

3.  Amend  §  970.4  (b)  (1)  to  read  as 
follows: 

(1)  If  the  average  butterfat  content  of 
the  milk  disposed  of  as  net  pooled  Class  I 
milk  by  any  handler  computed  pursuant 
to  I  970.3  (e)  is  more  or  less  than  3.5 
percent  such  handler  shall  add  to  the 
Class  I  price  per  hundredweight  com- 
puted pursuant  to  paragraph  (a)  (1)  of 
this  section  for  each  one-tenth  of  1  per- 
cent that  the  average  butterfat  content 
of  such  milk  is  above  3.5  percent,  or  shall 
subtract  from  such  Class  I  price  for 
each  one-tenth  of  1  percent  that  the 
average  butterfat  content  of  such  Class  I 
milk  is  below  3.5  percent  an  amount  com- 
puted as  follows:  To  the  average  whole- 
sale price  per  pound  of  92-score  butter 
at  Chicago  as  reported  by  the  United 
States  Department  of  Agriculture  (or 
such  other  Federal  agency  as  may  be 
authorized  to  p>erform  this  price  report- 
ing function)  during  the  delivery  period 
preceding  that  in  which  the  milk  was 
received,  add  40  percent,  and  divide  the 
resulting  sum  by  10. 

4.  Amend  §  970.7  (b)  (2)  by  deleting 
therefrom  the  phrase:  "exclusive  of  the 
amount  retained  In  such  fund  pursuant 
to  subparagraph  (3)  of  this  paragraph." 

5.  Delete  subparagraphs  (3)  and  (4»  of 
§  970.7  (b)  and  renumber  subparagraphs 
(5>,  (6).  and  (7)  thereof  as  subpara- 
graphs (3).  (4),  and  <5). 

6.  Amend  §970.8  (e)  to  read  as  fol- 
lows : 

(e)  Producer-settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-.settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraphs  (a)  (3), 
(b) ,  and  (f )  of  this  section,  together  with 
the  amounts  subtracted  from  the  uniform 
price  computation  pursuant  to  §  970.7  (b) 
(5),  and  out  of  which  he  shall  make  all 
payments  to  producers  and  handlers 
pursuant  to  paragraphs  (c)  and  (f)  of 
this  section  as  well  as  the  amount  added 
in  the  computation  of  the  uniform  price 
pursuant  to  §970.7  (b)   (2). 

Filed  at  Washington.  D.  C.  this  1st  day 
of  March  1949. 

tsEALl  S.  R.  Newell, 

Acting  Assi.<iiant  Administrator. 

[P.    R.    Doc.    49-1656:     Filedt    Mar.    4,    1949; 
8:47   a.   ra.| 
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FEDERAL   COMMUNICATIONS 
COMMISSION 

I  47  CFR,  Part  1  1 

lEtocket  No.  88631 

Elimination  of  Annual  Reporting  Re- 
quirements Regarding  Payments  as 
Compensation  for  Services  to  Em- 
ployees AS  Distinguished  From  Offi- 
cers or  Directors 
notice  of  proposed  rule  making 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  Annual  Report  Forms  M  (Class  A 
and  Class  B  Telephone  Companies),  O 
(Class  A  and  Class  B  Wire-telegraph  and 
Ocean-cable  Carriers),  and  R  (Class  A 
and  Class  B  Radiotelegraph  Carriers)  as 
adopted  by  the  Commission  for  the  re- 
ports for  the  calendar  year  ending  De- 
cember 31. 1948.  include  requirements  for 
reporting  names  and  positions  (and  the 
amounts  of  compensation  paid  to  each) 
of  employees,  as  distinguished  from  offi- 
cers or  directors,  having  an  annual 
salary  rate  of  $15,000  or  more  or  to  whom 
the  carrier  paid  $15,000  or  more  during 
the  year  as  compensation  for  services. 

3.  Representatives  of  the  carriers  have 
Informally  requested  relief  from  these 
requirements,  stating  that  compliance 
therewith  is  unduly  burdensome.  Should 
such  Information  be  found  desirable  the 
carriers  would  be  prepared  to  furnish  it 
for  a  six-year  period  since  presently  ef- 
fective regulations  require  that  the 
records  containing  this  information  shall 
be  retained  for  six  years. 

4  It  Is.  therefore,  proposed  to  elimi- 
nate from  Schedule  462,  "Compensation 
and  Expenses  of  Officers,  Directors,  Etc.," 
of  Form  M,  and  from  Schedule  3,  "Gen- 
eral Officers  and  Executives,"  of  both 
Forms  O  and  R.  requirements  for  report- 
ing names,  positions,  and  compensation 
paid  to  employees  as  distinguished  from 
officers  or  directors. 

5.  Any  interested  party  who  is  of  the 
opinion  that  the  proposed  change  in 
the  several  annual  report  forms  afore- 
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mentioned  should  not  be   adopted,  or 
should  not  be  adopted  in  the  manner  pro- 
posed herein,  may  file  with  the  Commis- 
sion on  or  before  April  1.  1949,  a  state- 
ment or  brief  setting  forth  his  comments. 
At  the  same  time  persons  favoring  the 
changes  as  proposed  may  file  statements 
in  support  thereof.   The  Commission  will 
consider  all  such  comments  that  are  pre- 
sented before  taking  action  in  the  mat- 
ter, and  If  any  comments  are  submitted 
which  appear  to  warrant  the  holding  of 
a  hearing  or  oral  argument,  notice  of  the 
time  and  place  of  such  hearing  or  oral 
argument  will  be  given. 

6.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

7.  The  proposed  amendment  is  issued 
under  the  authority  of  section  219  of  the 
Communications  Act  of  1934,  as  amended. 

Adopted:  February  24.  1949. 

Released:  February  25.  1949. 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 
notice  for  filing  objections  to  order 
reserving  public  land  for  use  by  for- 
est SERVICE,  department  OF  AGRICUL- 
TURE, as  ADDITION  TO  JUNEAU  ADMINIS- 
TRATIVE SITE  * 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 
der, persons  having  cause  to  object  to 
the  terms  thereof  may  present  their  ob- 
jections to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In  dupli- 
cate In  the  Department  of  the  Interior, 

'See  F  R  Doc.  49-1644,  Title  43,  Chapter 
I.  Appendix,  supra. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


|F.    R.    Doc.    49-1670;    Filed,    Mar.    4,    1949; 
8:52  a.  m.] 


FEDERAL   TRADE    COMMISSION 
[  16  CFR,  Ch.  II 

I  File  No.  21-2861 
COSMETIC    AND    TOILET    PREPARATIONS 

Industry 

NOTICE  OF  FURTHER  HEARING  AND  OPPOR- 
TUNITY TO  PRESENT  VIEWS,  SUGGESTIONS. 
OR  OBJECTIONS 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  in  the 
city  of  Washington,  D.  C.  on  the  2d  day 
of  March  1949. 

Further  opportunity  is  hereby  extended 
by  the  Federal  Trade  Commission  to  any 


and  all  persons,  firms,  corporations,  or- 
ganizations, or  other  parties,  affected  by 
or  having  an  interest  in  the  proposed 
trade  practice  rules  for  the  Cosmetic  and 
Toilet  Preparations  Industry,  to  present 
to  the  Commission  their  views  in  the  mat- 
ter, Including  such  pertinent  informa- 
tion, suggestions,  or  objections  as  they 
may  desire  to  submit,  and  to  be  heard  In 
the  premises.   For  this  purpose  they  may 
obtain  copies  of  the  proposed  rules  upon 
request  to  the  Commission.    Such  views. 
Information,  suggestions,   or  objections 
may  be  submitted  by  letter,  memoran- 
dum, brief,  or  other  communication,  to 
be  filed  with  the  Commission  not  later 
than  March  24,  1949.    Opportunity  to  be 
heard  orally  will  be  afforded  at  the  fur- 
ther hearing  beginning  at  10  a.  m.,  March 
24,  1949.  in  Room  332.  Federal  Tradfe 
Commission  Building.  Pennsylvania  Ave- 
nue at  Sixth  Street  NW..  Washington. 
D.  C.  to  said  persons,  firms,  corporations, 
organizations,  or  other  parties  who  desire 
to  appear  and  be  heard.    After  due  con- 
sideration of  all  matters  presented  in 
writing  or  orally,  the  Commission  will 
proceed  to  final  action  on  the  proposed 

rules. 

The  Commission  also  announces  in  re- 
spect of  the  hearing  held  in  this  proceed- 
ing on  February  10.  1949,  that  Mr.  Philip 
R.  Layton.  an  attorney  on  the  staff  of  the 
Commission,  did  not  make  his  presenta- 
tion for  or  on  behalf  of  the  Federal  Trade 
Commission.  His  presentation  and  sug- 
gested amendments  to  the  proposed  rules 
may  be  regarded  as  merely  expressions  of 
his  own  views. 

Copy  of  suggested  amendments  pro- 
posed by  interested  or  affected  persons 
regarding  the  proposed  trade  practice 
rules  may  be  obtained  upon  request  to 
the  Commission  by  any  person  having 
need  therefor. 
By  the*Commisslon. 

[SEAL]  D.  C.  Daniel. 

Secretary. 

IF.    R.   Doc.    49-1663;    Filed,    Mar.    4,    1949; 
8:51  a.  m.) 


NOTICES 


Washington  25,  D  C.  In  case  any  ob- 
jection Is  filed  and  the  nature  of  the 
opposition  Is  such  as  to  warrant  it,  a 
public  hearing  will  be  held  at  a  conven- 
ient time  and  place,  which  will  be  an- 
nounced, where  opponents  to  the  order 
may  state  their  views  and  where  the  pro- 
ponents of  the  order  can  explain  Its  pur- 
pose. Intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing Is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let  stand 
will  be  given  to  all  Interested  parties  of 
record  and  the  general  public. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

February  25,  1949. 

[F.    R.    Doc.    49-1645;    Filed,    Mar.    4,    1949; 
8:46  a.  m] 


Alaska 

notice  for  filing  OBJECTIONS  TO  ORDER 
WITHDRAWING  PUBLIC  LANDS  AND  RESERV- 
ING COAL  THEREIN  FOR  USE  IN  ACCORDANCE 
WrTH  SECTION  2  OF  ACT  OF  OCTOBER  20. 
1914  ' 

For  a  period  of  60  days  from  the  date  of 
publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25,  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the  op- 
position Is  such  as  to  warrant  it.  a  public 
hearing  will  be  held  at  a  convenient  time 


« See  F.  R.  Doc.  49-1646.  Title  43.  Chapter 
I.  Appendix,  supra. 
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and  place,  which  will  be  announced. 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and  extent.  Should  any  objection  be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  Interested  parties  of  record 
and  the  general  public. 

J.  A.  Kruo. 
Secretary  of  the  Interior. 

February  25.  1949. 

|P.    R.    Doc.    49-1647;    Filed,    Mar.    4,    1949; 
6:46   a.   m.l 


New  Mexico 
classification  order 

February  28.  1949. 

1.  Pursuant  to  authority  delegated  to 
me  by  the  Director,  Bureau  of  Land  Man- 
agement, by  Order  No.  323  of  August  3, 
1948  (43  CFR  50.451  (b)  (3),  13  F.  R. 
4278 »,  I  hereby  classify,  as  hereinafter 
Indicated,  under  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C. 
682  (a»).  as  amended,  the  following  de- 
scribed public  lands  in  the  Santa  Fe.  New 
Mexico  land  district,  embracing  approxi- 
mately 243  acres: 

New  Mexico  Small  Tract  Classification 
No.  18 

For  lease  and  sale,  for  home,  cabin,  health 
and  convalescent  sites. 

NEW    MEXICO    PRINCIPAL    MERIDIAN 

T.  ION.  R.  4  E. 

Sec.  34.  SE'^NW'i 

Sec.  33.  SE'4SE'/4 
T.  11  N..  R.  4  E. 

Sec.  33.  Lots  1.  2,  3.  4,  equivalent  to  S'iS',4 
said  section. 

2.  Pursuant  to  §  257.8  of  the  Code  of 
Federal  Regulations  (43  CFU,  Part  257). 
a  preference  right  to  a  lease  is  accorded 
to  those  applicants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations issued  pursuant  to  the  act,  prior 
to  1 : 30  p.  m.,  mountain  standard  time,  on 
February  3,  1949.  and  <b)  are  for  the 
type  of  site  for  which  the  land  subject 
thereunder  has  been  classified.  As  to 
such  applications,  this  order  shall  become 
effective  upon  the  date  on  which  it  is 
signed. 

3.  As  to  the  land  not  covered  by  the 
applications  referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Aet  of  June  1.  1938,  cited 
above,  until  10:00  a.  m.  on  April  27,  1949. 
At  that  time  such  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions  of 
existing  withdrawals,  become  subject  to 
applications,  petition,  location,  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence-right filings.  For  a  period  of  90 
days  from  10:00  a.  m.  on  April  27.  1949, 
to  close  of  busines  on  July  26,  1949  inclu- 
sive, to  (1)  application  under  the  Small 
Tract  Act  of  June  1, 1938,  by  qualified  vet- 
erans of  World  War  II,  for  whose  service 
recognition  is  granted  by  the  act  of  Sep- 
tember 27,  1944  (58  Stat.  747,  43  U.  S.  C. 
sec.  279  >  as  amended,  and  by  other  qual- 


ified persons  entitled  to  credit  for  service 
under  the  said  act,  subject  to  the  require- 
ments of  the  applicable  law.  and  (2)  ap- 
plication under  any  applicable  public  law. 
based  on  prior  existing  valid  settlement 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to  al- 
lowance and  confirmation.  Applications 
by  such  veterans  and  by  other  persons 
entitled  to  credit  for  service  shall  be  sub- 
ject to  claims  of  the  classes  described  in 
subdivision  (2). 

(b)  Advance  period  for  simultaneous 
preference  right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  at  1:30  p.  m.  on  Feb- 
ruary 3.  1949.  or  thereafter  up  to  and 
Including  10:00  a.  m.  on  April  27.  1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-riqht  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  July  27, 
1949.  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally. 

(d)  Advance  period  for  simultaneous 
nonpreference  right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  at  1 :30  p.  m.  on  Feb- 
ruary 3,  1949,  or  thereafter,  up  to  and  In- 
cluding 10:00  a.  m.  on  July  27.  1949,  shall 
be  treated  as  simultaneously  filed. 

4.  Veterans  .shall  accompany  their 
applications  with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  In  accordance  with 
43  CFR  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applica- 
tions by  duly  corroborated  affidavits  in 
support  thereof,  setting  forth  In  detail  all 
facts  relevant  to  their  claims. 

5.  All  applications  referred  to  in  para- 
graphs 2  and  3.  which  shall  be  filed  In 
the  district  office  at  Santa  Fe.  New  Mex- 
ico, shall  be  acted  upon  in  accordance 
with  the  regulations  contained  in 
5  295.8  of  Title  43  of  the  Code  of  Federal 
Regulations  to  the  extent  that  such  regu- 
lations are  applicable.  Applications  un- 
der the  Small  Tract  Act  of  June  1.  1938 
shall  be  governed  by  the  regrulatlons  con- 
tained in  Part  257  of  Title  43  of  the  Code 
of  Federal  Regulations. 

6.  Lessees  under  the  Small  Tract  Act  of 
June  1,  1938  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate  of- 
ficer of  the  Bureau  of  Land  Management 
authorized  to  sign  the  lease.  Improve- 
ments which,  in  the  circumstances  are 
presentable,  substantial  and  appropriate 
for  the  use  for  which  the  lease  Is  is- 
sued. Leases  will  be  for  a  period  of  not 
more  than  5  years  at  an  annual  rental 
of  $5.00,  payable  for  the  entire  lease  pe- 
riod in  advance  of  the  issuance  of  the 
lease.  Leases  will  contain  an  option  to 
purchase  clause  at  appraised  prices  as 
follows: 

T.  ION..  R.  4E.,  N.  M.  P.  M. 

Section  34:  SE'4NWV4.  per  acre $50.00 

Section  33:  SEV4SEV4.  per  acre 100.  00 


T.  11  N,  R.  4E..  N.  M.  P.  M. 

Section  33 :  Lota  1,  2,  3,  4,  per  acre..  $100.  00 

7.  The  SEV4SEV4  sec.  33,  T.  10  N..  R. 
4  E..  N.  M.  P.  M.  and  lots  1,  2,  3  and  4 
of  sec.  33,  T.  11  N..  R.  4  E..  N.  M.  P.  M., 
will  be  leased  and/or  sold  in  tracts  of  ap- 
proximately IV4  acres,  each  being  330 
feet  by  165  feet  with  the  longer  dimen- 
sion extending  east  and  west.  The  lands 
In  the  SEy4NW»/4  of  sec.  34.  T.  10  N.. 
R.  4  E.,  N.  M.  P.  M.,  will  be  leased  and  or 
sold  In  tracts  of  approximately  2^2  acres, 
each  being  approximately  330  feet  by  330 
feet.  The  tracts,  whenever  possible,  must 
conform  in  description  with  the  rectang- 
ular system  of  surveys  as  one  compact 
unit. 

8.  Preference  right  applicants  referred 
to  in  paragraph  2  of  this  order  who  have 
filed  applications  for  tracts  of  five  acres, 
shall  be  permitted  to  select  the  particular 
1*4  acre  or  2 '2  acre  tract  wliich  they  de- 
sire to  retain,  provided  that  the  tract 
so  selected  shall  conform  in  description 
with  the  rectangular  system  of  surveys. 
Notwithstanding  the  provisions  as  to  di- 
rection contained  in  paragraph  7,  such 
preference  right  applicants  shall  be  per- 
mitted to  choose  the  direction  in  which 
the  longer  dimension  of  the  V/4  acre 
tracts  retained  shall  extend,  i.  e.,  either 
east  and  west  or  north  and  south  and 
where  such  tracts  are  selected  with  the 
longer  dimension  extending  in  a  direc- 
tion opposite  to  that  set  out  in  paragraph 
7  above,  the  Manager  is  authorized  to 
accept  applications  for  the  remaining 
tracts  In  the  5-acre  subdivision  extend- 
ing in  the  same  direction  so  as  to  fill  out 
the  subdivision  . 

9.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses. Such  rights-of-way  may  be  uti- 
lized by  the  Federal  Government,  or  the 
State,  county  or  municipality  in  which 
the  tract  is  situated,  or  by  any  agency 
thereof.  The  rights-of-way  may,  in  the 
discretion  of  the  authorized  officer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  Issuance  of  the 
patent.  If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  issued. 

10.  All  leases  and  patents  Issued  shall 
contain  a  reservation  to  the  United 
States  of  all  fi.ssionable  material  sources 
and  all  minerals,  together  with  the  right 
to  prospect  for,  mine  and  remove  the 
same  under  applicable  laws  and  regu- 
lations. 

11.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager. 
United  States  District  Land  Office,  Santa 
Fe,  New  Mexico. 

E.  R.  Smith, 
Regional  Administrator. 

|F.    R.    Doc.    49-1649;    Filed,    Mar.    4,    1949; 
8:46  a.  m.| 

DEPARTMENT  OF  COMMERCE 
OfRce   of  International   Trade 

[Case  No.  43] 

Traders  Syndicate,  Inc.,  et  al. 

order  suspending  ucense  privileges 

In  the  matter  of  The  Traders  Syndi- 
cate, Inc..  Emile  V.  Netter.  Henry  H. 
Mitchell,  Ruth  Netter. 


No.  43- 
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NOTICES 


This  proceeding  was  instituted  on  Oc- 
tober 15,  1948  by  thie  transmission  of  a 
charging  letter  to  the  above-named  re- 
spondents, wherein  the  OflBce  of  Interna- 
tional Trade  charged  respondents  with 
having  violated  section  6  of  the  act  of 
July  2,  1940  <54  Stat.  714>,  as  amended, 
and  the  regulations  promulgated  there- 
under, by  exporting  from  the  United 
States  to  India,  on  or  about  July  28.  1948, 
approximately  188,600  lbs.  of  caustic  soda 
pursuant  to  the  false  representation  that 
such  exportation  was  made  In  accordance 
with  General  License  GLV  as  86  separate 
shipments,  each  not  exceeding  $100  in 
value,  to  86  separately  named  consignees 
In  India,  whereas.  In  truth  and  effect,  as 
respondents  knew  or  were  chargeable 
with  having  known,  all  of  said  shipments 
were  in  reality  made  to  and  for  the  bene- 
fit of  a  single  consignee  in  India. 

Hearings  were  held  on  said  charges, 
pursuant  to  notice  duly  given.  In  New 
York  City  on  December  9  and  10,  1948, 
before  the  Compliance  Commissioner  of 
the  OfBce  of  International  Trade.  Re- 
spondents as  well  as  the  OfBce  of  Inter- 
national Trade  were  represented  by  coun- 
sel and  the  Compliance  Commissioner, 
after  receiving  the  evidence  presented 
and  after  due  consideration  of  the  record, 
on  February  25,  1949  filed  his  report  in 
the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  respondent  The  Traders  Syndicate, 
Inc.,  is  a  New  York  corporation  having 
its  principal  place  of  business  at  97  War- 
ren Street,  New  York.  N.  Y.;  that  re- 
spondent Elmile  V.  Netter  is  the  president 
and  principal  stockholder  of  said  corpo- 
ration, respondent  Henry  H.  Mitchell  is 
the  vice-president,  and  respondent  Ruth 
Netter  Is  the  wife  of  Emlle  V.  Netter  and 
the  secretary  of  the  corporation;  and 
that  all  of  said  respondents  are  now  and 
at  all  times  relevant  to  this  proceeding 
have  been  engaged  in  the  business  of  buy- 
ing and  selling  merchandise  in  export 
trade. 

It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that  the  charges  as  set  forth  in  the 
above-mentioned  charging  letter  of  Octo- 
ber 15.  1948.  have  been  substantially 
proved  and  that  respondents,  as  alleged 
In  said  charging  letter,  did  in  fact,  on  or 
about  July  28,  1948.  export  from  the 
United  States  to  India  approximately 
188.600  lbs.  of  caustic  soda  under  the  pre- 
tended authority  of  General  License 
GLV.  as  86  separate  shipments  to  86  sep- 
arately named  consignees,  imder  circum- 
stances from  which  knowledge  may  rea- 
sonably be  imputed  to  said  respondents 
that  such  shipments  were  not  in  reality 
bemg  made  as  separate  shipments  to  the 
separate  consignees  but  were  being  made 
to  and  for  the  benefit  of  a  single  con- 
signee in  India  for  whom  the  other  named 
consignees  were  mere  figureheads  or 
agents.  It  thus  appears,  and  the  Com- 
pliance Commissioner  has  found  as  a  fact, 
that  such  shipments  were  not  permissible 
under  General  License  GLV.  that  respon-' 
dents  represented  that  they  were  .so  per- 
missible, that  respondents  knew  or  are 
chargeable  with  knowledge  of  the  falsity 
of  such  representation  and  the  illegality 
of  said  shipinenis,  afid  that  respoadents 


thereby  violated  the  regulations  issued 
under  section  6  of  the  act  of  July  2,  1940 
(54  Stat.  714).  as  amended. 

The  Ccwipliance  Commissioner  has 
accordingly  recommended  that  respond- 
ents be  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  in- 
directly in  the  obtaining  or  using  of  ex- 
port hcenses,  including  general  licenses, 
for  a  period  of  sixty  days  from  the  date 
of  this  order;  that  such  denial  be  made 
applicable  not  only  to  said  respondents 
individually  but  also  to  any  afBliate  or 
successor  of  the  corporate  respondent 
and  to  any  firm,  corporation  or  other 
business  association  in  which  any  of 
the  said  respondents  shall  be  or  become 
a  partner  or  have  a  controlling  interest 
or  hold  a  position  of  responsibility;  and 
that  all  outstanding  export  licenses  is- 
sued to  or  held  by  any  of  said  respondents 
be  revoked  and  forthwith  returned  to  the 
Office  of  International  Trade  for  cancel- 
lation. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered  together  with  the 
record  in  this  matter  and  it  appears 
that  such  findings  are  supported  by  the 
record  and  that  such  recommendations 
should  be  adopted. 

Now,  therefore.  It  Is  ordered  as  fol- 
lows : 

( 1 )  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  in- 
directly in  the  obtaining  or  using  of  ex- 
port licenses.  Including  general  licenses, 
for  a  period  of  sixty  days  from  the  date 
of  this  order. 

(2)  Such  denial  of  export  license  privi- 
leges shall  extend  not  only  to  each  of  said 
respondents  but  also  to  any  affiliate  or 
successor  of  the  corporate  respondent 
and  to  any  firm,  corporation  or  other 
business  association  in  which  any  of  said 
respondents  shall  be  or  become  a  partner 
or  have  a  controlling  interest  or  hold  a 
position  of  responsibility. 

(3)  All  outstanding  export  licenses  is- 
sued to  or  held  by  any  of  said  respond- 
ents are  hereby  revoked  and  shall  be 
forthwith  returned  to  the  OflBce  of  In- 
ternational Trade  for  cancellation. 

Dated:  February  28.  1949. 

John  W.  Evans. 
Director,  Commodities  Division. 

IF.    R.    Doc.    49-1685;    Filed,    Mar.   4,    1949; 
8:55  a.  m.) 


CIVIL  AERONAUTICS  BOARD 

Proposed  Annex  6  to  the  Convention  on 
International  Civil  Aviation.  "Opera- 
tion OF  Aircraft  Scheduled  Interna- 
tional Air  Services" 

The  Bureau  of  Safety  Regulation  of 
the  Civil  Aeronautics  Board  hereby  pub- 
lishes for  the  information  of  Interested 
persons  the  complete  text  of  Annex  6  to 
the  Convention  on  International  Civil 
Aviation.  "Operation  of  Aircraft  Sched- 
uled International  Air  Services." 

On  December  10, 1948.  the  ICAO  Coun- 
cil adopted  Annex  6  as  an  international 
standard.  As  provided  in  the  Conven- 
tion, adoption  of  this  document  followed 
the  democratic  procedure  of  submission 


to  vole  of  the  member  states  on  the 
Council  and  was  favored  by  more  than 
the  required  two-thirds  of  such  states. 
Pursuant  to  Article  90  of  the  Convention, 
it  is  now  being  submitted  for  considera- 
tion by  each  member  state,  and,  if  it 
should  be  disapproved  In  whole  or  in  part 
by  a  majority  of  such  states,  the  Annex 
or  any  part  thereof  would  have  no  fur- 
ther effect. 

The  Council  has  establi-shed  May  15, 
1949.  as  the  date  prior  to  which  notice 
of  disapprovaLshall  be  given,  except  for 
Paragraph  4.2  or  any  part  thereof  for 
which  the  date  for  signifying  disappro- 
val shall  be  July  15.  1949. 

Annex  6.  or  such  parts  thereof  as  are 
not  disapproved  by  a  majority  of  mem- 
ber states,  will  come  into  force  on  Janu- 
ary 1,  1950.  Even  if  not  disapproved  as 
provided  in  Article  90,  there  is  still  open 
to  individual  states  the  course  of  filing 
notice  with  ICAO  of  their  Intention  to 
retain  different  rules  than  those  pro- 
vided in  the  Annex.  September  1,  1949. 
has  been  established  as  the  date  prior 
to  which  notice  of  national  differences 
from  the  International  standards  shall 
be  filed. 

The  complete  text  of  Annex  6  Is  be- 
ing presented  for  the  consideration  of 
interested  persona,  in  order  that  the  Bu- 
reu  may  be  advised  fully  as  to  the  part 
or  parts  of  the  Annex  which  would  Im- 
pose an  undue  burden  on  United  States 
carriers  engaged  in  scheduled  interna- 
tional air  transportation  or  which  would 
otherwise  be  unsuitable  for  the  regula- 
tion of  such  United  States  operators. 
In  preparing  comments.  It  should  be 
noted  that  under  Article  12  of  the  Con- 
vention the  United  States  Is  under 
obligation  to  "keep  its  own  regula- 
tions •  •  •  uniform,  to  the  greate.st 
possible  extent,  with  those  estab- 
lished •  •  •  under  the  Conven- 
tion." and  that  this  obligation  as- 
sumes added  Importance  when  the 
regulations  involved  relate  solely  to  in- 
ternational operations. 

The  comments  received  by  the  Bureau 
will  be  considered  in  formulating  the 
position  to  be  taken  by  the  Board  with 
respect  to  disapproval  of  the  Annex  in 
whole  or  in  part.  In  order  that  such 
comments  be  fully  studied  prior  to  for- 
mulation of  the  Board's  position,'  it  is 
requested  that  they  be  sent  to  the  Bu- 
reau of  Safety  Regulation.  Civil  Aero- 
nautics Board.  Washington  25.  D.  C, 
prior  to  April  10,  1949. 

The  Bureau  will  also  utilize  the  com- 
ments it  receives  in  considering  any  dif- 
ferences from  Annex  6.  notice  of  which 
may  appear  to  be  desirable  for  filing  with 
ICAO,  and  in  formulating  any  amend- 
ments to  the  Civil  Air  Regulations  which 
may  be  necessary  or  desirable.  It  will 
be  noted,  however,  that  amendments  to 
the  Civil  Air  Regulations  will  be  adopted 
only  upon  compliance  with  the  provisions 
of  the  Administrative  Procedure  Act. 

(Sec.  205  (a),  52  Stat.  984;  49  U.  S.  C. 
425  (a>) 


»It  wUl  b«  noted  that  the  United  States 
position  on  approval  or  disapproval  of  an 
Annex  Is  ultimately  developed  through  the 
medium  of  the  Air  Coordinating  Committee 
on  which  the  Board  la  reprcbeuted. 


Saturday,  March  5, 1949 

Dated ;  March  2,  1949,  at  Washington, 
DC. 

By  the  Bureau  of  Safety  Regulation. 

[ssAL]        John  M.  Chamberlain, 

Director. 
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Chapter  3 — Fuoht  Operations 

Operating  facilities. 

Operating  supervision. 

Flight  preparation. 

In  flight  procedures. 

Duties  of  pllot-ln-command. 

Duties  of  flight  operations  ofBcer. 

Chapter 
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4.8     Applicable    to   aeroplanes   other   than 
ICAO  Transport  Category  A. 

Chapter  6 — Aeroplane  Instruments  and 
Equipment 

5.1  C}eneral. 

8.2  All  aeroplanes  on  all  flights. 

5.3  All  aeroplanes  on  flights  over  water. 

6.4  All   aeroplanes  on   flights  over  unde- 

veloped areas. 

8.5  All  aeroplanes  on  high  altitude  flights. 
6  8     All  aeroplanes  In  Icing  conditions. 

6.7  All  aeroplanes  operated  In  accordance 

with  Instrument  flight  rules. 

6.8  All  aeroplanes  when  operated  at  night. 
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7.1  Organization. 

7.2  Inspection. 

7.3  Maintenance  Manual. 

7.4  Training. 

7.5  Licensing. 

7.6  Alterations  and  repairs. 

7.7  Maintenance  Release. 

7.8  Records. 

7.9  Application. 

Chapter  8 — Aeroplane  Plight  Crtw 

8.1  QuaUflcations. 

8.2  Composition  of  the  flight  crew. 
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10  1  Operations  Manual. 
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10.4  Journey  Log   Book.  ^ 

10.5  Note. 

Historical  Introduction 

At  Chicago  in  November  1944.  the  In- 
ternational Civil  Aviation  Conference, 
at  which  fifty-two  States  were  repre- 
sented, drew  up  an  Interim  Agreement 
on  International  Civil  Aviation  and  a 
Convention  on  International  Civil  Avia- 
tion that  was  to  supersede  It.  The  Con- 
ference further  prepared  draft  technical 
annexes  to  the  Convention  and  resolved 
that  they  should  be  accepted  as  models 
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of  scope  and  arrangement  to  be  studied 
by  participating  States  who  undertook 
to  submit  comments  on  them  by  May  1st 
1945.  The  comments  were  to  be  consid- 
ered by  technical  committees  established 
by  the  Provisional  International  Civil 
Aviation  Organization  and  the  annexes, 
in  their  final  form,  accepted  for  attach- 
ment to  the  Convention.  Meanwhile. 
States  of  the  world  were  urged  to  accept 
the  recommended  practices  contained  in 
the  draft  technical  annexes  as  those  to- 
wards which  the  national  practices  of 
the  several  States  should  be  directed  as 
rapidly  and  as  far  as  might  prove  prac- 
ticable. 

The  Provisional  International  Civil 
Aviation  Organization  was  formed  on 
June  6th.  1945,  and  the  Interim  Council 
convened  on  August  15th,  1945.  It  Im- 
mediately began  to  improve  the  tech- 
nical annexes  by  preparing  PICAO's  Rec- 
ommendations for  Standards,  Practices 
and  Procedures  drafted  in  meetings  by 
technical  experts  from  Member  States 
and  International  organizations.  The 
meetings  were  those  of  subcommittees, 
the  nomenclature  of  which  was  subse* 
quently  changed  to  Divisions  of  the  Air 
Navigation  Conunittee.  Divisions  deal- 
ing with  Rules  of  the  Air  and  Air  Traffic 
Control,  Communications  and  Radio 
Aids  to  Navigation,  Meteorology.  Aero, 
dromes.  Air  Routes  and  Ground  Aids, 
Search  and  Rescue,  Accident  Investiga- 
tion, Personnel  Licensing,  Operating 
Practices  and  Airworthiness  all  met 
twice,  the  Aeronautical  Maps  and  Charts 
Division  met  three  times  and  the  Spe- 
cial Radio  Technical  Division  met  once.' 

The  Divisions  were  aided  In  Improv- 
ing their  recommendations  by  the  com- 
ments of  technical  experts  representing 
both  Member  and  non-member  States 
of  the  Organization  and  other  interna- 
tional organizations  at  seven  Regional 
Air  Navigation  Meetings  and  several 
special  meetings.  Moreover,  the  tech- 
nical experts  and  administrative  au- 
thorities of  all  States  were  accorded 
three  months  in  which  to  scrutinize  and 
comment  uix)n  the  Recommedations  of 
each  Division.  Meanwhile,  under  the 
Interim  Agreement.  Member  States  un- 
dertook to  apply  as  rapidly  as  possible 
in  their  national  civil  aviation  practices 
the  PICAO  Recommendations  for  Stand- 
ards, Practices  and  Procedures. 

ICAO  came  into  being  on  April  4th, 
1947.  On  June  20th,  1947,  the  ICAO 
Council  recommended  that  Contracting 
States  should  continue  to  apply  in  their 
national  civil  aviation  practices  the  Rec- 
ommendations for  Standards  and  Rec- 
ommended Practices  of  PICAO  and  that 
they  should  similarly  apply,  insofar  as 
they  individually  considered  It  advisable 
and  appropriate,  the  divisional  recom- 
mendations on  which  the  Council  had  not 
yet  acted.  Many  Contracting  States 
made  progress  in  this  direction. 

The  First  Assembly  of  ICAO  expressed 
general  satisfaction  with  the  Recom- 
mendations for  Standards,  Practices  and 
Procedures   proposed  by  the  Divisions, 


'Under  ICAO.  each  of  the  following  Di- 
visions has  held  a  further  session:  Rules  of 
the  Air  and  Air  Traffic  Control.  Aerodromes, 
Air  Routes  and  Ground  Aids,  Personnel  Li- 
censing, and  Aeronautical  Maps  and  Charts. 
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but  decided  to  rename  them  henceforth 
International  Standards  and  Recom- 
mended Practices.  It  resolved  (Resolu- 
tion Al-33)  that  the  Council  should  ex- 
amine them  in  the  light  of  the  definitions 
already  promulgated  and  of  the  com- 
ments of  Contracting  States  and  should 
adopt,  as  soon  as  practicable,  those  on 
which  substantial  agreement  had  been 
reached.  Recommendations  tliat  failed 
to  meet  these  requirements  should  be  re- 
ferred to  the  Technical  Divisions. 

Clarification  was  necessary  between 
Articles  38  and  90  of  fhe  Convention  and 
there  was  uncertainty  when  Standards 
would  come  into  effect  and  when  Con- 
tracting States  would  comply  with  them 
or  give  notice  of  non-compliance.  It 
was  considered  that  Contracting  States 
should  have  reasonable  t-ime  to  imple- 
ment a  Standard  after  learning  that  it 
had  become  effective  under  Article  90. 
It  was  also  recognized  that  the  time  re- 
quired would  not  be  the  same  for  all 
Standards.  Accordingly,  the  Council 
adopted  the  following  Resolution  on  July 
1st.  1947: 

The  Council  resolves  that  It  shall: 

(1)  Establish  a  date,  normally  ninety  (90) 
days  after  the  date  of  submission  by  the 
Council,  after  which  States  may  no  longer 
notify  disapproval  under  Article  90; 

(2)  Establish  a  further  date  by  which  In- 
ternational Standards  and  Recommended 
Practices  shall  be  applied  by  Contracting 
States.  In  establishing  this  date  the  Council 
shall  take  into  consideration  the  problems 
involved  in  each  instance,  the  comments  of 
Contracting  States,  and  the  recommenda- 
tions made  by  appropriate  ICAO  meetings; 

(3)  Establish  a  date  prior  to  which  States 
unable  to  comply  are  expected  to  give  noti- 
fication to  that  effect.  This  date  shall  be 
sufficiently  in  advance  of  the  date  set  for 
application  of  the  Standards  to  enable  noti- 
fication of  non-compliance  to  reach  ICAO 
from  the  State  concerned,  to  be  circulated 
by  ICAO  to  other  Contracting  States,  and  to 
be  circulated  by  Contracting  States  to  those 
concerned. 

As  requested  by  certain  States  at  the 
First  Assembly,  the  Air  Navigation  Com- 
mittee established  tentative  dates  on 
which  it  would  review  the  sevaral  Divi- 
sions' recommendations.  These  dates 
were  communicated  to  all  Contracting 
States  in  September  1947. 

The  First  Assembly  having  adopted  In 
Resolution  Al-31  the  definitions  at  the 
beginning  of  the  Preamble,  the  Air  Navi- 
gation Committee  guided  by  those  defi- 
nitions reviewed  and  coordinated  the  Di- 
visional Recommendations,  taking  ac- 
count of  the  comments  of  Contracting 
States,  of  Regional  Air  Navigation  Meet- 
ings and  of  the  Secretariat.  The  Inter- 
national Standards  and  Recommended 
Practices,  that  the  Council  has  adopted, 
accord  as  nearly  as  possible  with  the 
wording,  phreseologles  and  format  pro- 
posed by  the  Divisions. 

As  aviation  develops,  the  Divisions  will 
Improve  and  add  to  the  International 
Standards  and  Recommended  Practices 
which  today  constitute  considerable  In- 
ternational agieement,  painstakingly 
reached  after  over  three  years  of  techni- 
cal discussion.  Improvements  can  only 
be  made  after  Contracting  States  have 
had  practical  experience  of  applying 
principles  common  to  all  Contracting 
States.    The  texts  of  the  International 
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standards  and  Recommended  Practices 
provide  such  principles  for  incorporation 
Into  the  Regulations  and  administrative 
practices  of  each  Contracting  State. 

Preamble 

This  document  contains  Standards 
and  Recommended  Practices  pursuant 
to  Article  37  of  the  Convention  on  Inter- 
national Civil  Aviation  (Chicago  1944). 
These  Standards  and  Recommended 
Practices,  adopted  by  the  Council,  be- 
come effective  in  accordance  with  the 
Resolution  found  in  the  paragraph  en- 
titled "Adoption  of  Annex." 

DEFINITIONS 

In  order  to  en.sure  uniform  interpre- 
tation of  the  terms  "Standard"  and 
"Recommended  Practice."  which  are  not 
specifically  defined  in  the  Convention, 
the  Council  has  promulgated  the  follow- 
ing definitions  which  apply  to  this 
Annex: 

Standard.  Any  specification  for  phys- 
ical characteristics,  configuration,  mate- 
riel, performance,  per.«;onnel  or  proce- 
dure, the  uniform  application  of  which 
is  recognized  as  necessary  for  the  safety 
or  regularity  of  international  air  navi- 
gation and  to  which  Contracting  States 
will  conform  in  accordance  with  the 
Convention;  In  the  event  of  impossibil- 
ity of  compliance,  notification  to  the 
Council  is  compulsory  under  Article  38; 

Recommended  practice.  Any  specifi- 
cation for  physical  characteristics,  con- 
figuration, materiel,  performance,  per- 
sonnel, or  procedure,  the  uniform  appli- 
cation of  which  is  recognized  as  desir- 
able In  the  interest  of  safety,  regularity 
or  eflBciency  of  international  air  naviga- 
tion, and  to  which  Contracting  States 
will  endeavour  to  conform  in  accordance 
with  the  Convention. 

"Notes"  which  do  not  alter  the  mean- 
ing of  the  Standards  and  Recommended 
Practices  have  been  included  wherever 
it  was  necessary  to  clarify  an  intention, 
to  stress  a  particular  point  or  to  indicate 
that  a  particular  question  is  under  study. 

•  ADOPTION  or  ANNEX 

The  Standards  and  Recommended 
Practices  for  the  Operation  of  Aircraft 
contained  in  the  present  publication  are 
the  outcome  of  Article  37  of  the  Con- 
vention wlilch  provides  (inter  alia)  that 
"the  International  Civil  Aviation  Organ- 
ization shall  adopt  arid  amend  from  time 
to  time,  as  may  be  necessary,  interna- 
tional standards  and  recommended 
practices  and  procedures  dealing  wflh 
•  •  •  such  matters  concerned  with 
the  safety,  regularity,  and  efficiency  of 
air  navigation  as  may  from  time  to  time 
appear  appropriate." 

The  purpose  underlying  the  establish- 
ment of  Standards  for  the  Operation  of 
Aircraft  is  to  ensure  in  similar  opera- 
tions throughout  the  world  a  level  of 
safety  above  a  prescribed  minimum. 

The  specifications  in  this  Annex  In- 
clude requirements  that  govern  the  man- 
ner in  which  an  aircraft  engaged  in 
scheduled  International  air  services  is 
to  be  operated  so  as  to  achieve  a  desired 
level  of  safety  on  any  kind  of  route  and 
in  any  particular  operating  circum- 
stances.    Such  requirements  are  super- 
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Imposed  on  the  basic  airworthiness  limi- 
tations. 

An  element  of  the  safety  of  an  opera- 
tion is  the  intrinsic  safety  of  the  air- 
craft, that  Is,  its  level  of  airworthiness. 
ICAO  has  thus  far  given  detailed  con- 
sideration to  only  one  level  of  airworthi- 
ness— represented  by  the  "ICAO  Trans- 
port Category  A"  for  aeroplanes.  To 
provide  for  the  probable  use  of  ICAO 
Transport  Category  A  aeroplanes  in  in- 
ternational scheduled  air  services,  when 
Airworthiness  Standards  for  that  cate- 
gory have  come  into  force,  this  Annex 
establishes  a  definite  and  detailed  set  of 
performance  requirements,  which  gov- 
ern the  take-off  weight  of  such  aero- 
planes for  any  particular  flight.  For 
other  aeroplanes  certificated  on  the 
basis  of  airworthiness  requirements 
which  may  vary,  performance  require- 
ments of  a  more  general  kind  are  given 
in  the  form  of  Recommendations. 

The  over-all  level  of  safety  to  ^be 
achieved  by  using  Transport  Category  A 
aeroplanes  in  accordance  with  the  pro- 
visions of  this  Annex  is  that  which  the 
experience  available  at  present  Indicates 
as  a  minlmimi  for  international  sched- 
uled air  services.  An  adequate  level  of 
safety  can  also  be  achieved  by  using 
other  aeroplanes  having  sufficient  in- 
trinsic safety  characteristics,  in  accord- 
ance with  the  provisions  of  this  Annex, 
until  such  time  as  ICAO  has  established 
additional  airworthiness  categories  and 
evolved  appropriate  operating  limita- 
tions for  such  additional  categories  as  to 
realize,  as  far  as  practicable,  the  same 
over-all  level  of  safety  in  similar  opera- 
tions regardless  of  the  aircraft  used. 

The  Council,  at  the  25th  Meeting  of  its 
Fifth  Session  held  on  December  10th, 
1948,  adopted  the  following  resolution: 

Whereas  Articles  37  and  54  (1)  of  the  Con- 
vention on  International  Civil  Aviation  pro- 
vide for  the  adoption  of  International  stand- 
ards and  recommended  practices  (Including 
procedures)  and  their  designation  as  an- 
nexes: and 

Whereas  Article  90  provides  for  the  pro- 
cedure for  adoption  by  the  Council  of  the 
annexes  referred  to  in  Article  54  ( 1 ) ;  for  the 
submission  thereof  to  Contracting  States  and 
for  registration  of  disapproval  thereof;   and 

Whereas  the  Council  has  understood  that 
the  "differences"  to  be  notified  pursuant  to 
Article  38  should  cover  non-compliance  in 
any  respect  with  an  international  standard 
and  any  difference  between  any  practice  or 
regulation  of  a  State  and  the  practice  estab- 
lished by  an  international  standard,  on  all 
those  subjects  in  respect  of  which  ICAO  may 
adopt  standards  under  Article  37; 

Now,  therefore. 

The  Council  at  a  meeting  called  for  the 
purpose    hereby   adopts   on    December    10th, 

1948.  the  International  Standards  and  Rec- 
ommended Practices  contained  in  the  at- 
tached document  entitled  "Operation  of  Air- 
craft. Scheduled  International  Air  Services" 
and  designates  them  as  "Annex  6"  to  the 
Convention:  and 

The  Council  further  resolves  that: 

( 1 )  The  above-mentioned  Annex  together 
with  a  copy  of  this  resolution  be  submitted 
forthwith  to  each  Contracting  State; 

(2)  Any  Contracting  State  may  register 
with  the  Council  not  later  than  May  16th, 

1949,  Its  disapproval  of  the  said  Annex  or  any 
part  thereof;  except  that  any  Contracting 
Stat«  may  register  with  the  Council  not 
later  than  July  15th,  1949.  its  disapproval  of 
Paragraph  4.2  or  any  part  thereof; 

(3)  (a)  If  on  May  16th,  1949,  a  majority 
of  the  Contracting  States  have  not  registered 


their  disapproval  ot  the  said  Annex,  the  said 
Annex  excepting  Paragraph  4.2  thereof,  shall 
become  effective; 

(b)  If  on  July  15th.  1049.  a  majority  of 
Contracting  States  have  not  registered  their 
disapproval  of  Paragraph  4  2  of  the  said 
Annex,  this  paragraph  shall  then  become 
effective; 

( 4 1  If  any  part  or  parts  of  the  said  Annex 
except  4.2  have  been  disapproved  by  a  ma- 
jority of  the  Contracting  States  on  May  15th, 
1949,  or.  in  the  case  of  paragraph  4.2,  on 
July  15th.  1949,  then  only  such  parts  thereof 
as  have  not  been  so  disapproved  shall  become 
effective; 

(5)  In  the  event  that  any  part  or  parts 
of  the  said  Annex  do  not  become  effective  by 
reason  of  such  disapproval,  they  shall  be 
deleted  therefrom; 

(6)  The  said  Annex  (in  whole  or  part,  as 
hereinbefore  provided,  shall  come  Into  force 
and  be  Implemented  on  January  Ist,  1950. 

(7)  The  becoming  effective  of  the  said 
Annex  shall  forthwith  be  notified  to  each 
Contracting  State,  and  each  State  shall  also, 
at  the  same  time,  be  notified: 

(a)  Of  the  said  dates  upon  which  the 
said  Annex  shall  come  Into  force; 

(b)  That  on  or  before  September  Ist,  1949, 
each  Contracting  State  should  notify  the 
Organization  of  any  difference,  as  defined  In 
the  preamble  hereto,  which  will  exist  on 
January  1st,  1950.  between  any  of  Its  own 
practices  and  those  established  by  the  said 
international  standards  contained  In  the 
said  Annex,  in  order  to  enable  the  Organiza- 
tion to  notify  ail  Contracting  States  thereof; 

(c)  That  any  difference,  which  occurs  after 
January  1st.  1950,  shall  be  immediately  noti- 
fied to  the  Organization. 

LANGUAGE 

The  following  is  the  text  of  a  resolu- 
tion adopted  by  the  Council  on  April  13th 
1948,  at  the  22d  meeting  of  its  third  ses- 
sion, and  modified  on  Deceml>er  6th  1948 
at  the  25th  meeting  of  its  fifth  session: 

The  Council  resolves  that: 

( 1 )  Annexes  to  the  Convention  on  Interna- 
tional Civil  Aviation  be  adopted  by  the  Coun- 
cil in  English; 

(2)  The  English  text,  so  adopted,  together 
with  the  texts  in  French  and  Spanish  as  pre- 
pared by  the  Secretariat,  be  transmitted  by 
the  Council  to  each  Contracting  State  for  the 
purpose  hereinafter  set  forth: 

(31  Each  Contracting  State  be  Invited  to 
notify  the  Organization,  not  later  than  the 
date  set  for  registering  disapproval  of  a  par- 
ticular Annex  or  any  part  thereof,  of  the 
text  selected  by  that  State  as  its  official  text 
for  the  purpose  of  national  implementation 
(including  translation  into  Its  own  national 
language  If  necessary)  of  the  said  Annex  or 
part  thereof  and  for  any  other  effects  pro- 
vided for  in  the  Convention. 

EDITORIAL   NOTE 

The  following  practice  has  been  ad- 
hered to  in  order  to  indicate  at  a  glance 
the  status  of  each  statement;  Standards 
have  been  printed  in  large  type;  Recom- 
mended Practices  have  been  printed  in 
small  type,  the  statas  being  indicated 
by  the  prefix  Recommendation;  Notes 
have  been  printed  in  small  type,  the 
status  being  indicated  by  the  prefix 
Note. 

Throughout  this  Annex,  measure- 
ments are  expressed  in  terms  of  the 
ICAO  Table  of  Units  as  described  in 
Annex  5,  followed  in  parentheses  by  cor- 
responding measurements  in  foot-pound 
units,  except  In  the  specifications  of 
paragraphs  4.2.3  and  4.3  4  in  which  meas- 
urements are  given  in  the  metric  system 
followed  in  parentheses  by  correspond- 
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Ing    measurements    in    the    foot-pound 
system. 

Any  reference  to  a  portion  of  this 
document,  which  is  identified  by  a  num- 
ber, includes  all  subdivisions  of  such 
portion. 

Chapter  1 — Definitions 

When  the  following  terms  are  used  in 
the  Standards  and  Recommended  Prac- 
tices for  Operation  of  Aircraft  in  Sched- 
uled International  Air  Services,  they 
shall  have  the  following  meanings: 

Aerodrome.  A  defined  area  on  land 
or  water  (including  any  buildings,  in- 
stallations and  equipment)  intended  to 
be  u.sed  either  wholly  or  in  part  for  the 
arrival,  departure,  movement  and  serv- 
icing of  aircraft. 

Aerodrome  meteorological  minima. 
Minimum  heights  of  cloud  base  and  min- 
imum values  of  visibility  which  are  pre- 
scribed for  the  purpose  of  determining 
the  usability  of  an  aerodrome  either  for 
take-off  or  landing. 

Aeroplane.  A  power-driven  heavier- 
than-air  aircraft,  deriving  its  lift  in 
flight  chiefly  from  aerodynamic  reac- 
tions on  surfaces  which  remain  fixed 
under  given  conditions  of  fiight. 

Aeroplane  fiight  manual.  A  manual, 
associated  with  the  certificate  of  air- 
worthiness, containing  limitations  within 
which  the  aeroplane  is  to  be  considered 
airworthy,  and  instructions  and  infor- 
mation neces.sary  to  the  fiight  crew 
members  for  the  safe  operation  of  the 
aeroplane. 

Aircraft.  Any  machine  that  can  derive 
supEwrt  in  the  atmosphere  from  the  re- 
actions of  the  air. 

Alternate  aerodrome.  Any  aerodrome 
specified  in  a  fiight  plan  and  to  which 
the  fiight  may  proceed  when  a  landing 
at  the  regular  aerodrome  becomes  in- 
advisable. 

Note:  An  alternate  aerodrome  may  be  the 
aerodrome  of  departure. 

Crew  member.  A  person  assigned  by 
an  ofKjrator  to  duty  on  an  aircraft  dur- 
ing flight  time. 

Flight  crew  member.  A  licensed  crew 
member  charged  with  duties  essential 
to  the  operation  of  an  aircraft  during 
flight  time. 

Flight  time.  The  total  time  from  the 
moment  an  aircraft  flrst  moves  under 
its  own  power  for  the  purpose  of  tak- 
ing-off  until  the  moment  it  comes  to 
rest  at  the  end  of  the  flight. 

Night.  The  hours  between  sunset  and 
sunrise  or  such  other  period  between 
sun.set  and  sunrise,  as  may  be  prescribed 
by  the  appropriate  authority. 

Operator.  A  person,  organization  or 
enterprise  engaged  in  or  offering  to  en- 
gage in  an  aircraft  operation. 

Pilot-in -command.  The  pilot  respon- 
sible for  the  operation  and  safety  of  the 
aircraft  during  flight  time. 

Regular  aerodrome.  An  aerodrome 
which  may  be  listed  in  the  flight  plan 
as  an  aerodrome  of  intended  landing. 

State  of  registry.  The  State  on 
whose  register  the  aircraft  is  entered. 

Chapter  2 — General 

2.1  An  operator  shall  ensure  that 
his  employees  when  abroa'd  know  that 
they  must  comply  with  the  laws,  reg- 
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ulatlons  and  procedures  of  the  States  In 
which  his  aircraft  are  operated. 

2.2  An  operator  shall  ensure  that 
each  of  his  pilots  is  familiar  with  the 
regulations  and  procedures  prescribed 
for  the  areas  to  be  traversed,  the  aero- 
dromes to  be  used  and  the  air  naviga- 
tion facilities  relating  thereto.  The  op- 
erator shall  ensure  that  other  members 
of  the  flight  crew  are  familiar  with  such 
of  these  regulations  and  procedures  as 
are  pertinent  to  the  performance  of 
their  respe«tive  duties  in  the  operation 
of  the  aircraft. 

2.3  If  an  emergency  situation  which 
endangers  the  safety  of  the  aircraft  or 
persons  necessitates  the  taking  of  action 
which  involves  a  violation  of  local  reg- 
ulations or  procedures  by  any  crew 
member,  the  pilot-in-command  shall 
notify  the  appropriate  local  authority 
without  delay.  If  required  by  the  State 
in  which  the  incident  occurs,  the  pilot- 
in-command  shall  submit  a  report  on 
any  such  violation  to  the  appropriate  au- 
thority of  such  State;  in  that  event,  the 
pilot-in-command  shall  also  submit  a 
report  to  the  State  of  Registry  of  the 
aircraft.  Such  repo/ts  shall  be  submit- 
ted as  soon  as  possible  and  normally 
within  ten  days. 

2.4  Explosives  and  other  dangerous 
articles  other  than  those  necessary  for 
the  operation  or  navigation  of  the  air- 
craft or  for  the  safety  of  the  personnel 
or  pa.ssengers  on  board  shall  not  be  car- 
ried in  an  aircraft,  unless  the  carriage 
of  such  articles  is  approved  by  the  State 
of  Registry  of  the  aircraft. 

Note  1 :  Infianunable  liquids  or  solids,  oxi- 
dizing material,  corrosive  liquids,  inflamma- 
ble or  non-inflammable  compressed  gas,  poi- 
son gas  or  liquid,  poisonous  liquid  or  solid 
or  tear  gas  are,  inter  alia,  considered  dan- 
gerous articles;  certain  articles  may  become 
dangerous  when  In  proximity  to  other  ar- 
ticles. 

Note  2:  Article  35  of  the  Convention  stipu- 
lates the  conditions  in  which  certain  arti- 
cles may  or  may  not  be  carried  by  aircraft 
engaged   in  international  navigation. 

Ch.\pter  3 — Flight  Operations 

3.1  Operating  facilities. 

3.1.1  An  operator  shall  ensure  that  a 
flight  will  not  be  commenced  unless 
ground  or  water  facilities,  sufficient  and 
operated  adequately  for  the  safety  of  the 
aircraft  and  the  passengers,  are  avail- 
able. 

3.1.2  An  operator  shall  ensure  that 
any  inadequacy  of  the  facilities  as  de- 
scribed in  3.1.1  is  reported  to  the  au- 
thority immediately  responsible  for  them. 

3.2  Operating  supervision.  An  op- 
erator shall  establish  and  maintain  a 
method  of  supervision  of  flight  opera- 
tions. The  method  shall  be  approved 
by  the  State  of  Registry. 

3.2.1  Operations  Manual.  An  opera- 
tor shall  provide,  for  the  use  and  guid- 
ance of  operations  personnel,  an  Opera- 
tions Manual  in  accordance  with  10.1. 
The  Operations  Manual  shall  be  amended 
or  revised  as  is  necessary  to  ensure  that 
the  information  contained  therein  is 
kept  up  to  date.  All  such  amendments 
or  revisions  shall  be  Issued  to  all  person- 
nel that  are  required  to  use  this  manual. 

3.2.2  Instruction:  general.  An  opera- 
tor shall  ensure  that  all  operations  per- 
sonnel are  properly  instructed  regard- 
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Ing  their  particular  duties  and  responsi- 
bilities and  the  relationship  of  such  duties 
to  the  operation  as  a  whole. 

3.2.3  Flight  check  system.  An  opera- 
tor shall  establish  a  check  system  to  be 
used  by  the  flight  crew  prior  to  and  on 
take-off,  in  flight,  on  landing,  and  in 
emergency,  to  ensure  that  the  operating 
procedures  contained  in  the  Operations 
Manual  and  the  Aeroplane  Flight  Manual 
are  followed  exactly. 

3.2.4  Minimum  flight  altitudes.  An 
operator  shall  establish  the  minimum  safe 
flight  altitudes  for  each  route  flown. 

Recommendation:  The  minimum  safe  flight 
altitudes  for  each  route  flown  should  be  ap- 
proved by  the  State  of  Registry. 

The  State  of  Registry  should  approve  such 
minimum  altitudes  only  after  careful  con- 
sideration of  the  probable  effects  of  the  fol- 
lowing factors  on  the  safety  of  the  operation 
In  question: 

(a)  The  accuracy  with  which  the  position 
of  the  aircraft  can  be  determined; 

(b)  The  probable  inaccuracies  In  the  Indi- 
cations of  the  altimeters  used: 

(c)  The  characteristics  of  the  terrain  along 
the  route  (e.  g.,  sudden  changes  In  eleva- 
tions) ; 

(d)  The  probability  of  encountering  un- 
favourable meteorological  conditions  (e.  g.. 
severe  turbulence  and  descending  air  cur- 
rents). 

3.2.5  Fuel  and  oil  records.  An  opera- 
tor shall  maintain  fuel  and  oil  records 
sufficient  to  satisfy  the  State  of  Registry 
that  for  each  flight  the  requirements  of 
3.3.3  have  been  complied  with.  Such 
records  shall  be  retained  by  the  operator 
for  a  period  of  six  months. 

3.2.6  Crew. 

3.2.6.1  For  each  flight,  the  operator 
shall  designate  one  pilot  to  act  as  pi 
In-command. 

3.2.6.2  An  operator  .shall  ensure  that 
piloting  technique  and  the  ability  to  ex- 
ecute emergency  procedures  is  checked  in 
such  a  way  as  to  demonstrate  the  com- 
petence of  his  pilots.  Such  checks  shall 
be  performed  twice  within  any  period  of 
one  year.  Any  two  such  checks  which 
are  similar  and  which  occur  within  a 
period  of  four  con.secutive  months  shall 
not  satisfy  this  requirement. 

3.2.6.3  An  operator  shall  maintain 
current  records  of  the  flight  time  of  each 
of  his  pilots. 

3.2.6.4  An  operator  shall  establish 
limitations  on  the  flight  time  of  flight 
crew  members.  These  limitations  shall 
be  such  as  to  en.sure  that  fatigue,  either 
occurring  in  a  flight  or  successive  flights  ^ 
or  accumulating  over  a  period  of  time, 
does  not  endanger  the  safety  of  a  flight. 
The  limitations  shall  be  approved  by  the 
State  of  Registry. 

3.2.6  5  An  operator  shall  ensure  that 
all  crew  members  are  Instructed  and 
periodically  examined  in  the  use  of  the 
emergency  and  life-saving  equipment  re- 
quired to  be  carried  and  that  they  are 
drilled  In  emergency  evacuation  of  the 
aircraft  used. 

3.2.7  Passengers.  An  operator  shall 
ensure  that  passengers  are  made  famil- 
iar with  the  location  of  emergency  exits 
in  the  aircraft  and  with  the  emergency 
equipment  provided  for  individual  use. 

3.3  Flight  preparation.  A  flight  shall 
not  be  commenced  until  a  flight  prepara- 
tion form  has  been  completed  certifying 
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that  the  pilot-In-command  Is  satisfied 
that: 

(a»  The  aircraft  is  airworthy; 

(b)  The  Instruments  and  equipment 
prescribed  in  Chapter  5.  for  the  particu- 
lar type  of  operation  to  be  undertaken, 
are  installed  and  are  sufficient  for  the 
flight; 

(c)  A  maintenance  release  as  pre- 
scribed in  7.6  has  been  Issued  In  respect 
of  the  aircraft; 

(d)  The  weight  of  the  aircraft  Is  such 
that  the  flight  can  be  conducted  safely, 
taking  into  account  the  flight  conditions 
expected ; 

(e)  The  load  carried  is  so  distributed 
and  secured  that  the  aircraft  is  safe  for 
the  flight : 

(f)  A  check  has  been  completed  Indi- 
cating that  the  operating  limitations  of 
Chapter  4  can  be  complied  with  for  the 
flight  to  be  undertaken; 

(g)  The  Standards  of  3.3.1  relating  to 
flight  planning  have  been  complied  with. 

Completed  flight  preparation  forms 
shall  be  kept  by  an  operator  for  a  period 
of  six  months. 

3.3.1  Flight  vlanning.  An  opera- 
tional flight  plan  shall  be  completed  for 
every  intended  flight,  indicating  that  the 
flight  can  be  conducted  with  safety  and 
that  the  Standards  of  3.3.2  and  3.3.3  have 
been  complied  with.  This  plan  shall  be 
approved  and  signed  by  the  pilot-in- 
command  and,  where  applicable,  by  the 
flight  operations  officer,  and  shall  be 
flled  with  the  operator  or  his  agent. 

Note:  The  duties  of  a  flight  operations 
ofBcer  are  contained  In  3.6. 

3  3.2     Weather  conditions. 

3.3.2.1  A  flight  to  be  conducted  in  ac- 
cordance with  visual  flight  rules  shall 
not  l>e  commenced  unless  current  mete- 
orological reports  or  a  combination  of 
current  reports  and  forecasts  indicate 
that  the  meteorological  conditions  along 
the  route  or  that  part  of  the  route  to  be 
flown  under  visual  flight  rules  are.  and 
wUl  continue  to  be  such  as  to  make  it 
possible  for  the  flight  to  be  conducted  In 
accordance  with  visual  flight  rules. 

3  3.2.2  A  flight  to  be  conducted  in  ac- 
cordance with  instrument  flight  rules 
shall  not  be  commenced  unless  the  avail- 
able meteorological  information  indi- 
cates that  meteorological  conditions  at 
the  aerodrome  of  intended  landing,  will 
be  at  or  above  the  aerodrome  meteor- 
ological minima  listed  in  the  Operations 
Manual  for  that  aerodrome,  at  the  in- 
tended time  of  arrival. 

3.3.2.3  Unle.ss  otherwise  provided  in 
the  Operations  Manual  and  approved  by 
the  State  of  Registry,  a  flight  to  be  con- 
ducted in  accordance  with  instrument 
flight  rules  shall  not  be  commenced  un- 
le.ss the  available  meteorological  infor- 
mation indicates  that  meteorological 
conditions  at  one  alternate  aerodrome 
will  be  at  or  above  the  aerodrome  mete- 
orological minima  listed  in  the  Opera- 
tions Manual  for  that  aerodrome,  at  the 
expected  time  of  arrival. 

3.3.2.4  The  meteorological  minima  for 
an  aerodrome,  as  contained  in  the  Oper- 
ations Manual  shall  not  be  lower  than 
those  established  by  the  State  in  which 
the  aerodrome  is  located,  except  when 
speciflcally  approved  by  that  Slate. 


3.3.2.5  A  flight  to  be  operated  In 
known  or  expected  icing  conditions  shall 
not  be  commenced  unless  the  aircraft  is 
equipped  to  cope  with  such  conditions. 

3  3.3     Fuel  and  oil  supply. 

3.3.3.1  A  flight  shall  not  be  com- 
menced unless,  considering  wind  and 
other  meteorological  conditions  expected 
during  the  flight  at  the  altitudes  speci- 
fied Wi  the  operational  flight  plan,  at 
least  sufficient  fuel  and  oil  are  carried: 

(a)  Under  visual  flight  rules  to  fly  to 
the  aerodrome  of  intended  landing  and 
thereafter  to  fly  for  forty-flve  minutes  at 
normal  cruising  speed; 

(b)  Under  Instrument  flight  rules  and 
when  an  alternate  is  specifled  to  fly  to 
the  aerodrome  of  Intended  landing  and 
thence  to  an  alternate  aerodrome  or  to 
fly  to  an  alternate  aerodrome  via  any 
predetermined  point,  and  thereafter  in 
either  case  for  forty-flve  minutes  at  nor- 
mal cruising  speed;  however,  the  quan- 
tity of  fuel  and  oil  to  be  carried  shall  not 
be  less  than  is  .sufficient  to  fly  to  the 
aerodrome  of  intended  landing  and 
thereafter  for  two  hours  at  normal 
cruising  speed,  except  that  when  ade- 
quate intermediate,  aerodromes  and 
meteorological  information  are  avail- 
able the  fuel  and  oil  need  only  be  suf- 
flcient  to  fly  to  the  aerodrome  of 
Intended  landing  and  thence  to  an  alter- 
nate and  thereafter  for  forty-flve  min- 
utes at  normal  cruising  speed; 

(c)  Under  Instrument  flight  rules 
when  no  alternate  is  specified  to  fly  to 
the  aerodrome  of  intended  landing  and 
thereafter  to  fly  for  two  hours  at  normal 
cruising  speed. 

3.3.3.2  Fuel  and  oil  in  excess  of  any 
of  the  minima  specifled  in  3.3.3.1  shall 
be  carried  when  there  are  indications 
that  additional  fuel  and  oil  will  be  re- 
quired because  of  expected  circum- 
stances, such  as  traflQc  delays. 

Note:  These  fuel  and  oil  requirements  are 
minima  for  aeroplanes  equipped  with  recip- 
rocating engines.  Fuel  and  oil  reserves  for 
aeroplanes  equipped  with  turbine  type  en- 
gines win  require  special  consideration  to 
account  for  the  particular  operating  charac- 
teristics of  this  type  of  engine. 

3.4    In  flight  procedures. 

3.4.1  Aerodrome  meteorological  min- 
ima. A  flight  shall  not  be  continued 
towards  the  aerodrome  of  intended  land- 
ing unless  the  latest  available  meteoro- 
logical reports  indicate  that  conditions 
at  that  aerodrome,  or  at  least  one  alter- 
nate aerodrome,  will,  at  thfe  expected 
times  of  arrival,  be  at  or  above  the 
meteorological  minima  specified  for  such 
aerodromes  in  the  Operations  Manual. 

Except  in  the  case  of  an  emergency,  a 
landing  shall  not  be  attempted  at  an 
aerodrome  where  the  prevailing  meteor- 
ological conditions  are  lower  than  the 
aerodrome  meteorological  minima  speci- 
fied for  that  aerodrome  in  the  Opera- 
tions Manual. 

3.4.2  Meteorological  observations. 
So  far  as  is  possible,  weather  observed  en 
route  shall  be  reported  at  prescribed 
times  or  points  as  requested  by  the  appro- 
priate meteorological  authorities. 

Note:  The  times  and  polnta  mentioned  are 
usually  In  accordance  with  the  recommenda- 
tions of  Regional  Air  Navigation  Meetings. 


3.4.3  Hazardous  flight  conditions. 
Hazardous  flight  conditions  encountered 
en  route  shall  be  reported  to  the  appro- 
priate aeronautical  station  as  soon  as 
possible.  The  reports  so  rendered  shall 
give  such  details  as  may  be  pertinent  to 
the  safety  of  other  aircraft. 

3.4.4  Pilots  at  controls.  At  least  one 
pilot  shall  remain  at  the  controls  at  all 
times  during  flight.  Two  pilots  shall  re- 
main at  the  controls  during  take-off  and 
landing  if  the  certificate  of  airworthiness 
of  the  aircraft  requires  the  carriage  of 
two  pilots. 

3  5    Duties  of  pilot -in -command. 

3.5.1  The  pilot-in-command  shall  be 
responsible  for  the  operation  and  safety 
of  the  aircraft  and  for  the  safety  of  all 
persons  on  board,  during  fiight  time. 

3.5.2  The  pilot-in-compiand  shall  en- 
sure that  the  check  specified  in  3.2.3  is 
complied  with  in  detail. 

3.5.3  The  pilot-in-command  shall  be 
responsible  for  notifying  the  nearest  ap- 
propriate authority  by  the  quickest 
available  means  of  any  accident  involv- 
ing the  aircraft,  resulting  in  injury  or 
death  of  any  person  or  substantial  dam- 
age to  the  aircraft  or  property. 

3.5.4  The  pilot-in-command  shall  be 
responsible  for  reporting  all  known  or 
suspected  defects  in  the  aircraft,  to  the 
operator  at  the  termination  of  the  fiight. 

3.5.5  The  pilot-in-command  shall  be 
responsible  for  the  maintenance  of  the 
Journey  Log  Book. 

3.6    Duties  ol  flight  operations  officer. 

3  6.1  A  flight  operations  officer  when 
employed  in  conjunction  with  a  method 
of  flight  supervision  in  accordance  with 
3.2  shall: 

(a>  Assist  the  pilot-in-command  in 
flight  preparation  and  provide  the  rele- 
vant information  required; 

(b>  AssLst  the  pilot-in-command  in 
preparing  flight  plans,  approve  and 
sign  such  plans  and  file  the  air  traffic 
control  flight  plan  with  the  appropri- 
ate air  traffic  control; 

(c)  Furnish  the  pilot-in-command 
while  en  route,  by  appropriate  means, 
information  which  may  be  necessary 
for  the  safe  conduct  of  the  flight; 

(d>  In  the  event  of  an  emergency  in- 
itiate such  procedures  as  may  be  out- 
lined in  the  Operations  Manual; 

(e)  Remain  on  duty  until  all  the 
flights  under  his  jurisdiction  have  been 
terminated,  unless  he  has  been  properly 
relieved. 

3.6.2  In  performing  his  duties,  a 
flight  operations  officer  shall  avoid  tak- 
ing any  action  that  would  conflict  with 
the  procedures  established  by: 

(a)  Air  traffic  control; 

(b)  The  meteorological  service;  or 
<C)  The  communications  service. 

Chapter  4 — Aeroplane  Operating 
Limitations 

4.1     General. 

4.1.1  An  aeroplane  shall  be  operated 
in  compliance  with  the  terms  of  its  cer- 
tificate of  airworthiness  and  within  the 
approved  operating  limitations  con- 
tained in  its  Aeroplane  Plight  Manual 
or  other  documents  associated  with  the 
certificate  of  airworthiness. 

4.1.2  When  foreseeable  hazards  not 
speciflcally  covered  by  the  provisions  of 
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this  chapter  exist,  the  State  of  Regis- 
try shall  take  such  practicable  precau- 
tions as  are  necessary  to  ensure  that 
the  general  level  of  safety,  contemplated 
by  these  provisions,  is  maintained. 

4.2  Applicable  to  ICAO  Transport 
Category  A  aeroplanes. 

4.2.1  Over-water  flights.  A  land- 
plane  when  flown  over  routes  on  which 
It  may  be  over  water  and  more  than 
ninety  minutes  flying  time  at  cruising 
speed  away  from  the  shore,  shall  com- 
ply with  the  airworthiness  standards  for 
emergency  alighting  on  water  for  ICAO 
Transport  Category  A  aeroplanes. 

4.2.2  Take-off. 

4.2.2.1  Altitude.  The  take-off  alti- 
tude shall  be  within  the  altitude  range 
for  which  maximum  take-off  weights 
have  been  set  forth  in  the  Aeroplane 
Flight  Manual. 

Note:  This  manual  specifies  the  maximum 
take-off  weight  for  each  altitude  for  a  range 
of  altitudes. 

4.2.2.2  Weight.  The  take-off  weight 
shall  not  exceed  the  maximum  take-off 
weight  specifled  in  the  Aeroplane  Flight 
Manual  for  the  altitude  at  which  the 
take-off  is  to  be  made. 

4.2.2.3  Accelerate -stop  distance.  The 
ftccelerate-stop  distance  determined 
from  the  Aeroplane  Flight  Manual  shall 
not  exceed  the  usable  length  of  the  take- 
off strip  or  channel  to  be  used. 

Nott:  The  length  of  a  strip  is  equal  to  the 
length  of  the  runway  which  It  encloses  plus 
•  minimum  of  sixty  metres  (200  feet)  at 
each  end  of  the  runway.  The  length  of  the 
strip  usable  for  take-off  will  normally  be 
the  distance  from  the  standing  start  to  the 
end  of  the  strip  over  which  the  aeroplane 
will  pass. 

42.2.4  Take-off  flight  path.  A  flight 
shall  not  be  commenced  unless  the  take- 
off fiight  path  with  the  critical  engine 
becoming  inoperative  at  the  critical 
point,  as  determined  from  the  Aeroplane 
Plight  Manual,  indicates  that  the  aero- 
plane: 

(a)  Can  attain  a  height  of  fifteen 
metres  (50  feet)  before  passing  over  the 
end  of  the  take-off  strip  or  channel; 

(b)  While  within  the  aerodrome 
boundary,  can  clear  all  obstacles  within 
sixty  metres  (200  feet>  on  either  side  of 
the  fiight  path,  by  fifteen  metres  (50 
feet)  vertically; 

(c)  After  passing  the  aerodrome 
boundary,  can  clear  all  obstacles  within 
ninety  metres  (300  feet)  on  either  side 
of  the  intended  flight  path,  by  fifteen 
metres  (50  feet)  vertically.  In  determin- 
ing compliance  with  this  requirement,  al- 
lowance may  be  made  for  a  turn  to  avoid 
obstacles,  provided  that  no  such  turn  Is 
commenced  until  the  aeroplane  has  at- 
tained a  height  of  at  least  fifteen  metres 
(50  feet>  above  the  ground  and  that  such 
a  turn  will  be  a  steady  turn  correctly 
banked  at  an  angle  not  exceeding  fifteen 
degrees. 

Non  1  The  critical  engine  is  that  engine. 
the  failure  of  which  produces  the  most  ad- 
Verse  effect  on  the  performance  of  the  aero- 
plane. 

Note  2:  The  critical  point  Is  indicated  In 
the  Aeroplane  Plight  Manual. 

4J2.2.5     Application. 
422.5.1     In  applyinR  4  2.2.1  to  4.2.2.4 
Inclusive,  the  take-off  altitude  shall  be 


the  equivalent  altitude  of  the  aerodrome. 
If  established  by  the  State  in  which  the 
aerodrome  is  located,  otherwise  it  shall  be 
the  altitude  above  mean  sea  level. 

4.2.2.5.2  The  equivalent  altitude  of  an 
aerodrome  shall  be  that  altitude  in  the 
Standard  Atmosphere  which  corresponds 
to  a  density  equal  to  the  seasonal  mean 
atmospheric  density  at  the  surface  of  the 
aerodrome. 

4.2.2.5.3  In  applying  4.2.2.3  and  4.2.2.4 
the  accelerate-stop  distance  and  the 
take-off  flight  path  determined  from  the 
Aeroplane  Flight  Manual  shall  be  those 
corresponding  to: 

(a)  The  take-off  weight  of  the  aero- 
plane; 

(b)  The  average  longitudinal  slope  of 
the  take-off  surface; 

(c)  Not  more  than  50  per  cent  of  the 
reported  wind  component  along  the  take- 
off path  and  opposite  to  the  direction  of 
take-off. 

4.2.3     En  route. 

4.2.3.1  All  engines  operating.  A 
flight  shall  not  be  commenced  unless  the 
aeropalne  weight,  at  all  points  along  the 
route  or  planned  diversions  therefrom, 
will  be  such  that  the  aeroplane  will  be 
capable  of  a  rate  of  climb  of  not  less  than 
0.5  metres  per  second  (100  feet  per  min- 
ute) at  the  flight  altitudes  planned,  when 
all  engines  are  operated  at  maximum 
continuous  power. 

4.2.3  2  Recommendation:  A  flight  should 
not  be  commenced  unless  the  Information 
contained  In  the  Aeroplane  Flight  Manual 
Indicates  that  the  rate  of  climb  at  an  alti- 
tude of  300  metres  (1,000  feet)  above  ob- 
stacles at  all  points  along  the  route,  or 
planned  diversions  therefrom,  will  not  be 
less  than 

0.0126  V,  metres  per  second,  V,  being  ex- 
pressed In  kilometres  per  hour  (4  V,  feet  per 
minute,  V,  being  expressed  in  statute  miles 
per  hour) 

(a)  When  all  engines  are  operating  within 
the  maximum  continuous  power  limitations; 

(b)  When  the  aeroplane  configuration  Is  as 
specified  for  the  "en  route  case,  all  engines 
operating"  in  the  Aeroplane  Flight  Manual; 


(c)  When  the  aeroplane  weight  Is  equal  to 
the  take-off  weight  less  the  weight  of  fuel  and 
oil  consumed. 

Note:  V,  and  V,  are  symbols  denoting 
certain  stalling  speeds  or  minimum  steady 
flight  speeds,  defined  In  the  airworthiness 
standards  and  specified  for  each  aeroplane 
in  the  Aeroplane  Flight  Manual. 

4.2.3.3  Engine(s)  inoperative.  A 
flight  shall  not  be  commenced  unless  the 
operational  flight  plan  indicates  that: 

(a)  In  the  event  of  a  failure  of  any  one 
engine  at  any  point  along  the  route,  or 
planned  diversions  therefrom,  the  flight 
can  continue  to  the  aerodrome  of  in- 
tended landing  or  to  an  alternate  aero- 
drome ; 

<b)  In  the  event  of  the  failure  of  any 
two  engines  after  ninety  minutes  of 
flight,  in  the  case  of  aeroplanes  having 
four  or  more  engines,  the  fiight  can  con- 
tinue to  the  aerodrome  of  intended  land- 
ing or  to  an  alternate  aerodrome, 

and  that  a  safe  landing  can  be  made  at 
one  of  these  aerodromes. 
4.2.3.3.1    One  engine  inoperative. 

Recommendation:  A  flight  should  not  b« 
commenced  unless  the  Information  con- 
tained In  the  Aeroplane  Flight  Manual  Indi- 
cates that  the  rate  of  climb  at  an  altitude  of 
300  metres  (1.000  feet)  above  obstacles  at  all 
points  along  the  route,  or  planned  diversions 
therefrom,  will  not  be  less  than 

— metres  per  second,  V,   being  expressed 
In  kilometres  per  hour 

— (feet  per  minute,  V,    being  expressed 
In  statute  miles  per  hour) 

where  K  has  the  values  shown  in  table  A 
except  that  the  rate  of  climb  need  not  be 
greater  than  0.0126  V,  metres  per  second  (4 
V,    feet  per  minute)  : 

(a)  When  the  critical  engine  is  inopera- 
tive; 

(b)  When  remaining  engines  are  operat- 
ing within  maximum  continuous  power  limi- 
tations; 

(c)  When  the  aeroplane  configuration  Is  as 
specified  In  the  Aeroplane  Flight  Manual  for 
the  "en  route  case  with  the  critical  engine 
Inoperative"; 

(d)  When  the  aeroplane  weight  is  equal 
to  the  take-off  weight  less  the  weight  of  fuel 
and  oil  consumed. 


KV.  » 


• 

Tauli  a 

Maximuni  sca-lovel  take-off  weight— W 

K  (metric) 

K  (foot-pound) 

I,«>.»s  than  1«.140  kilop-ams  (40,000  pounds^ 

18,140  kiloprams   (40.nno  pound.s)   to  27,210  kllo- 

pranis  (fio.OOO  pound.s). 
More  than  27,210  kilograms  (60,000  pounds) 

O.ooonrwi 
0.0000783 

0.02 

»»or»'-3n.oooi 

^^l     30.(W.     J 
0.04 

4.2.3.3.2    Two  engines  inoperative. 

Recommendation:  A  flight  to  be  operated 
with  an  aeroplane  having  four  or  more  en- 
gines and  during  which  the  aeroplane  will  be 
more  than  ninety  minutes  flying  time  at 
cruising  speed  away  from  the  aerodrome  of 
intended  landing  or  an  alternate,  should  not 
be  commenced  unless  the  information  con- 
tained in  the  Aeroplane  Flight  Manual  Indi- 
cates that  the  rate  of  climb  at  three  hun- 
dred metres  (1,000  feet)  above  any  obstacle 
along  the  route  or  planned  diversions  there- 
from or  at  an  altitude  of  flfteen  hundred 
metres  (5.000  feet)  Standard  Atmosphere 
whichever  is  the  more  severe  will  not  be  less 
than 

0.0000195  V,  '  metres  per  second,  V,    being 
expressed  lu  kilometrM  per  hour  (0.01  V.  ' 


feet  per  minute.  V,  being  expressed  in  statute 
miles  per  hour), 

(a)  When  any  two  engines  are  Inopera- 
tive, the  second  engine  becoming  Inoperative 
at  the  end  of  the  first  ninety  minutes  of 
flight; 

(b)  When  the  remaining  engines  are  op- 
erated within  maximum  continuous  power 
limitations; 

(c)  When  the  aeroplane  configuration  Is 
as  specified  for  "enroute  case  with  two  en- 
gines inoperative"  In  the  Aeroplane  Flight 
Manual; 

(d)  When  the  aeroplane  weight  Includes 
the  weight  of  suflBclent  fuel  to  fly  to  the  aero- 
drome of  Intended  landing  or  an  alternate 
and  forty-flve  minutes  thereafter  and  also 
when  the  aeroplane  weight  is  equal  to  the 
take-off  weight,  less 
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(1)  The  weight  of  fuel  and  oil  consumed 
by  all  engines  during  the  ninety  minutes 
after  take-off  and  by  the  remaining  engines 
from  that  point  to  the  obstacles  considered; 


(11)  The  weight  of  fuel  and  oil  consumed 
by  the  engines  as  In  (1),  and  the  fuel  Jetti- 
soned, If  full  Jettisoning  Is  presupposed. 

4.2.4    Landing. 

4.2.4.1  Altitude.  A  flight  shall  not  be 
commenced  if  the  altitude  of  any  aero- 
drome listed  in  the  flight  plan  is  outside 
of  the  range  of  altitudes  for  which  maxi- 
mum landing  weights  have  been  set  forth 
In  the  Aeroplane  Flight  Manual. 

Note:  This  manual  specifies  the  maximum 
landing  weight  for  each  altitude  for  a  range 
of  altitudes. 

4.2.4.2  Weight.  A  flight  shall  not  be 
commenced  If  the  calculated  landing 
weight  at  the  aerodrome  of  intended 
landing  exceeds  the  maximum  landing 
weight  specified  In  the  Aeroplane  Flight 
Manual  for  the  altitude  of  that  aero- 
drome. 

4.2.4.3  Landing  distance:  regular 
aerodrome.  A  flight  shall  not  be  com- 
menced unless  the  information  contained 
In  the  Aeroplane  Flight  Manual  indicates 
that  the  landing  distance  of  the  aero- 
plane at  the  aerodrome  of  intended  land- 
ing will  not  exceed  sixty  percent  of  the 
effective  landing  length  of: 

(a>  The  most  suitable  runway  or  chan- 
nel for  a  landing  in  still  air.  a.ssuming 
In  the  computation  that  the  landing  is 
to  be  made  in  .still  air.  and 

(b>  Any  other  runway  or  channel 
which  may  be  required  for  landing  be- 
cause of  expected  wind  conditions  at  the 
time  of  arrival. 

4.2.4.4  Landing  distance:  alternate 
aerodromes.  A  flight  shall  not  be  com- 
menced unless  the  information  contained 
in  the  Aeroplane  Flight  Manual  indi- 
cates thatithe  landing  distance  of  the 
aeroplane  at  any  alternate  aerodrome 
will  not  exceed  seventy  per  cent  of  the 
effective  landing  length  of: 

(a)  The  most  suitable  runway  or 
channel  for  a  landing  in  still  air.  a.ssum- 
ing  in  the  computation  that  the  landing 
is  to  be  made  in  still  air;  and 

(b)  Any  other  runway  or  channel 
which  may  be  required  for  landing  be- 
cause of  expected  wind  conditions  at  the 
time  of  arrival. 

4.2.4.5  Application. 

4.2.4.5  1  In  applying  4.2.4.1  to  4.2.4.4 
Inclusive,  the  landing  altitude  shall  be 
the  equivalent  altitude  of  the  aerodrome 
of  landing,  if  established  by  the  State 
in  which  the  aerodrome  is  located,  other- 
wl.se  it  shall  be  the  altitude  of  the  aero- 
drome above  mean  sea  level. 

4.2.4.5.2  The  equivalent  altitude  of  an 
aerodrome  shall  be  that  altitude  in  the 
Standard  Atmosphere  which  corresponds 
to  a  density  equal  to  the  .seasonal  mean 
atmospheric  density  at  the  surface  of 
the  aerodrome. 

4.2.4.5.3  In  applying  4.2.4.3  and  4.2.4.4 
the  landing  distances  determined  from 
the  Aeroplane  Flight  Manual  shall  be 
those  corresponding  to: 

«a)  The  calculated  landing  weight  of 
the  aeroplane; 

(b>  The  average  longitudinal  slope  of 
the  landing  surface; 
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(c)  Not  more  than  fifty  per  cent  of  the 
expected  wind  component  along  the 
landing  path  and  opposite  to  the  direc- 
tion of  landing,  except  in  the  case  of 
4.2.4.3  (a>  and  4.2.4  4  (a). 

4.2.4.5.4  The  effective  landing  length 
of  a  runway  or  channel  shall  be  the  total 
length  of  the  runway  or  channel  less 
that  portion  situated  beneath  an  In- 
clined plane  surface  clearing  all  ob- 
structions and  having  the  following 
characteristics : 

(a)  It  Intersects  the  landing  surface, 
and.  at  a  slope  of  1  in  20.  extends  beyond 
the  approach  end  of  the  runway  or 
channel; 

(b>  It  is  symmetrical  about  a  vertical 
plane  containing  the  centre  line  of  the 
runway  or  channel; 

(c)  It  extends  450  metres  (1.500  feet) 
from  the  intersection  with  the  landing 
surf  3.CP  * 

(d)  Its  width  is  120  metres  <400  feet) 
at  the  landing  surface,  increasing  uni- 
formly to  a  width  of  300  metres  (1.000 
feet). 

Note:  The  landing  distance  of  an  aero- 
plane as  given  in  the  Aeroplane  Flight  Man- 
ual Is  the  horizontal  distance  from  a  point 
over  which  the  aeroplane  passes  while  at  a 
height  of  15  metres  (50  feet)  above  the  land- 
ing surface  to  the  point  at  which  the  aero- 
plane can  be  brought  to  a  complete  stop, 
or  In  the  case  pi  seaplanes,  to  a  speed  of 
approximately  5' km.  p.  h.  (3  m.  p.  h.j. 

4.3  Applicable  to  aeroplanes  other 
than  ICAO  Transport  Category  A. 

Recommendations  : 

4.3.1  General.  A  flight  should  not  be 
commenced  unless  the  aeroplane  when  oper- 
ated In  the  conditions  anticipated  lor  the 
flight,  will  be  capable  of  clearing  the  bound- 
ary of  the  aerodrome  by  a  safe  margin  during 
take-off,  of  reaching  and  maintaining  the 
safe  flight  altitudes  prescribed  for  the  route 
In  the  Operations  Manual,  and  of  landing 
within  the  distance  prescribed  In  4.3.5. 

4.3.2  Stalling  speed.  A  slngle-englned 
aeroplane  should  not  be  used.  If  Its  stalling 
speed  In  the  landing  configuration  exceeds 
113  kilometres  per  hour  (70  statute  miles  per 
hour). 

4.3.3  Take-off.  The  take-off  weight  should 
be  such  that  the  take-off  distance,  all  en- 
gines operating,  does  not  exceed  80  per  cent 
of  the  usable  length  of  Uie  take-off  surface. 

In  applying  this  Recommendation  the  esti- 
mated take-off  distance  should  be  based  on: 

(a)  The  average  longitudinal  slope  of  the 
take-off  surface; 

(b)  Not  more  than«  50  percent  of  the  re- 
ported wind  component  along  the  take-off 
path  and  opposite  to  the  direction  of  take-off. 

Note:  In  this  Recommendation  the  take- 
off distance  Is  the  horizontal  distance  meas- 
ured from  the  point  where  the  aeroplane 
commences  Its  take-off  run  to  a  point  Imme- 
diately below  the  aeroplane  when  it  has  at- 
tained a  height  of  15  metres  (50  feet)  above 
the  take-off  surface,  flying  at  safety  speed. 

4.3.4  En  route.  The  take-off  weight  of  a 
multl-englned  aeroplane  having  a  stalling 
speed  In  the  landing  configuration  In  excess 
of  113  kilometres  per  hour  (70  statute  miles 
per  hour),  should  be  such  that  the  aeroplane 
will  be  capable  of  a  rate  of  climb  of  0.8  metres 
per  second  (100  feet  per  minute)  at  1500 
metres  (5,000  feet)  Standard  Atmosphere, 
when 

(a)  The  aeroplane  U  In  the  en  route  con- 
figuration for  one  engine  inoperative,  and 

(b)  The  remaining  engines  are  operated 
within  maximum  continuous  power  limita- 
tions. 


4.3.B  Landing.  A  flight  should  not  be  com- 
menced unless  the  calculated  weight  Is  such 
that  the  estimated  landing  distance,  taking 
Into  account  the  altitude  of  the  aerodrome, 
will  not  exceed  66  per  cent  of  the  usable 
length  of  the  landing  surface  to  be  used  at 
the  aerodrome  of  Intended  landing  or  70  per 
cent  of  the  usable  length  of  the  landing  sur- 
face to  be  used  at  any  alternate  aerodrome, 
assuming  In  the  calculations  both  of  the 
following  possibilities: 

(a)  The  landing  Is  to  be  made  In  still  air 
and  the  most  suitable  landing  surface  for 
such  conditions  will  be  used,  and 

(b)  The  landing  Is  to  be  made  on  any  of 
the  other  landing  surfaces  suitable  In  the 
expected  wind  conditions. 

In  applying  this  Recommendation  the  esti- 
mated landing  distance  should  be  based  on: 

(I)  The  average  longitudinal  slope  of  the 
landing  surface: 

(II)  Not  more  than  60  per  cent  of  the  ex- 
pected wind  component  along  the  landing 
path  and  opposite  to  the  direction  of  landing, 
except  In  the  case  of  (a). 

Note:  In  this  Recommendation  the  land- 
ing distance  of  an  aeroplane  Is  the  hori- 
zontal distance  from  a  point  over  which  the 
aeroplane  passes  while  at  a  height  of  15  me- 
tres (50  feet)  above  the  landing  surface  to 
the  point  at  which  the  aeroplane  can  be 
brought  to  a  complete  stop,  or  In  the  case  of 
seaplanes,  to  a  speed  of  approximately  5  km. 
p.  h.  (3  m.  p.  h.). 

4  3.6  Note:  The  aeroplane  performance 
data  to  be  used  In  applying  the  recommenda- 
tions of  4.3  is  contained  In  the  Aeroplane 
Flight  Manual  or  other  documents  associ- 
ated with  the  certificate  of  airworthiness. 

Chapter  5 — Aeroplane  Instruments  and 
Equipment 

5.1  General.  In  addition  to  the  in- 
struments and  equipment  prescrll>ed  In 
Airworthine.ss  Standards,  the  instru- 
ments and  equipment  prescribed  in  the 
following  paragraphs  shall  be  Installed 
in  aeroplanes  according  to  the  aeroplane 
used  and  to  the  circumstances  under 
which  the  flight  Is  to  be  conducted. 

5.2  All  aeroplanes  on  all  flights.  All 
aeroplanes  on  all  flights  shall  be  equipped 
with: 

(a)  An  accessible  and  adequate  first- 
aid  kit; 

Recommendation:  The  first-aid  kit 
should  Include:  a  handbook  on  first  aid, 
bandages,  antiseptic  gauze,  adhesive  plaster, 
absorbent  cotton,  safety  pins,  tourniquet  and 
haemostatic  bandage,  scissors,  haemostatic 
forceps,  water-mlsclble  antiseptic,  analgesic, 
narcotic,  stimulant,  and  remedy  for  bums. 

(b)  Equipment  needed  for  making  all 
pyrotechnical  signals  described  In  An- 
nex 2; 

(c)  At  least  one  portable  fire  extin- 
guisher if  the  pilot's  compartment  is  re- 
mote from  the  passenger  compartment; 

(d)  Means  of  ensuring  that  the  fol- 
lowing Information  and  instructions  are 
conveyed  to  passengers: 

(1)  When  seat  belts  are  to  be  fas- 
tened; 

(ii)  When  and  how  oxygen  equipment 
is  to  be  used ; 

(111)  Restrictions  on  smoking; 

(iv)  Location  and  use  of  life  belts; 

(e)  Spare  electrical  fuses  of  each  rat- 
ing used,  equal  in  number  to  25  per  cent 
of  the  number  installed,  or  three  of  each 
rating,  whichever  Is  the  greater; 

(f)  The  following  manuals  and 
charts: 
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(I)  The  Aeroplane  Flight  Manual  for 
the  aeroplane,  if  such  a  manual  exists; 

(II)  The  Route  Guide  for  the  route 
to  be  flown ; 

(Hi)  Current  charts  to  cover  the  route 
of  the  proposed  flight  and  any  route 
along  which  it  is  reasonable  to  expect 
that  the  flight  may  be  diverted. 

5.3  All  aeroplanes  on  flights  over  wa- 
ter. 

5.3.1  Seaplanes.  All  seaplanes  for  all 
flights  shall  be  equipped  with: 

(a)  One  life  belt,  or  equivalent  in- 
dividual floatation  device,  for  each  per- 
son on  board,  stowed  in  a  position  easily 
accessible  from  his  seat  and  an  addi- 
tional numi>er,  equal^  to  at  least  one- 
fifth  of  the  number  el  persons  on  board, 
stowed  in  a  readily  accessible  position 
near  the  exits; 

(b)  Equipment  for  making  the  sound 
signals  prescribed  in  the  International 
Regulations  for  the  Prevention  of  Col- 
lisions at  Sea,  where  applicable; 

(c)  Equipment  for  making  the  pyro- 
technical distre.ss  signals  described  in 
Annex  2.  suitable  for  use  by  personnel 
when  in  the  water,  stowed  so  as  to  be 
easily  removable  and  in  a  position  ac- 
cessible to  the  crew  when  abandoning 
the  aeroplane  in  an  emergency; 

(d)  One  sea  anchor  (drogue). 

Note:  "Seaplanes"  Includes  amphibians 
operated  as  seaplanes. 

5.3.2  Landplanes.  All  landplanes 
when  used  over  routes  on  which  the 
aeroplane  may  be  over  water  and  be- 
yond gliding  distance  from  the  shore, 
except  during  take-off  and  Initial  climb, 
shall  be  equipped  with: 

(a)  One  life  belt,  or  equivalent  individ- 
ual floatation  device,  for  each  person  on 
board,  stowed  in  a  position  easily  ac- 
cessible from  his  seat;  however,  the  State 
of  Registry  may  grant  specific  exemp- 
tions from  this  requirement  In  the  case 
of  multi-engined  aeroplanes  when  op- 
erated beyond  gliding  distance  from 
shore  for  a  period  of  not  more  than  20 
minutes; 

(b)  Equipment  for  making  the  pyro- 
technical distress  signals  described  in 
Annex  2,  suitable  for  use  by  personnel 
when  in  the  water,  stowed  so  as  to  be 
easily  removable  and  in  a  position  ac- 
cessible to  the  crew  when  abandoning 
the  aeroplane  in  an  emergency. 

Note:  "'Landplanes"  Includes  amphibians 
operated  as  landplanes. 

5.3.3  All  aeroplanes  on  long  range 
flights.  In  addition  to  the  equipment 
prescribed  in  5  3.1  or  5.3.2.  whichever  is 
applicable,  the  following  equipment  shall 
be  installed  in  all  aeroplanes  when  used 
over  routes  on  which  the  aeroplane  may 
be  over  water  and  more  than  ninety 
minutes  at  cruising  speed  away  from  the 
shore : 

(a)  Life  saving  rafts  In  sufficient  num- 
bers to  carry  all  persons  on  board,  pro- 
vided with  such  life  saving  equipment 
including  means  of  .sustaining  life  as  Is 
appropriate  to  the  flight  to  be  under- 
taken, stowed  so  as  to  facilitate  their 
ready  u.se  in  an  emergency; 

(b)  A  portable  radio  transmitter  capa- 
ble of  being  operated  away  from  the 
aeroplane  by  unskilled  personnel  after 
the  aeroplane  has  alighted  on  the  water. 
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5.4  All  aeroplanes  on  flights  over  un- 
developed  areas.  All  aeroplanes  when 
operated  across  areas  where  search  and 
rescue  would  be  especially  difficult  shall 
be  equipped  with  such  signalling  devices, 
a  portable  radio  apparatus  including  a 
transmitter  capable  of  being  operated  by 
unskilled  personnel,  and  life  saving 
equipment  including  means  of  sustain- 
ing life,  as  are  appropriate  to  the  flight 
to  be  undertaken. 

5.5  All  aeroplanes  on  high  altitude 
flights.  All  aeroplanes  when  operated 
with  a  cabin  pressure  less  than  the  pres- 
sure at  an  altitude  of  3.000  metres  (10.000 
feet)  In  the  Standard  Atmosphere  shall 
be  equipped  with: 

(a)  An  oxygen  supply  sufficient  for  the 
protection  of  crew  and  passengers; 

(b)  An  Immediately  available  emer- 
gency supply  of  oxygen  for  use  by  the 
flight  crew  members  on  all  flights  planned 
or  expected  to  be  flown  at  altitudes  above 
3,000  metres  (10.000  feet)  whether  or  not 
the  flight  crew  compartment  is  Jpres- 
surlzed. 

5.6  All  aeroplaries  in  icing  conditions. 
All  aeroplanes  shall  be  equipped  with 
antl-lcing  facilities  when  operated  In 
circumstances  In  which  Icing  conditions 
are  reported  to  exist  or  are  expected  to 
be  encountered. 

5.7  All  aeropanes  operated  in  accord- 
ance uyith  instrument  flight  rules.  All 
aeroplanes  when  OF>erated  In  accordance 
with  instrument  flight  rules,  or  when  the 
aeroplane  cannot  be  maintained  In  a 
desired  attitude  without  reference  to  one 
or  more  flight  instruments,  shall  be 
equipped  with: 

(a)  A  gyroscopic  rate-of-tum  indica- 
tor combined  with  an  Instrument  wliich 
will  indicate  acceleration  along  the 
transverse  axis  of  the  aeroplane; 

(b)  A  gyroscopic  bank  and  pitch  in- 
dicator; 

(c)  A  gyroscopic  direction  indicator; 

(d)  Means  of  indicating  whether  the 
power  supply  to  the  gyroscopic  Is  working 
satisfactorily; 

(e)  Two  sensitive  altimeters; 

Note:  A  sensitive  altimeter  of  any  type 
fitted  In  accordance  with  the  Airworthiness 
Standards  may  be  Included  In  the  two  here 
prescribed. 

(f)  A  means  of  indicating  In  the  flight 
crew  compartment  the  outside  air  tem- 
perature; 

(g)  A  time-piece  with  a  sweep,  or 
centre,  seconds  hand; 

(h)  One  airspeed  indicating  system 
with  means  of  preventing  malfunction- 
ing due  to  Icing; 

(j)  A  rate-of-climb  and  descent  in- 
dicator. 

5.7.1  Those  in.struments  that  are 
used  by  any  one  pilot  shall  be  so  ar- 
ranged a.s  to  permit  the  pilot  to  see  them 
readily  from  his  station,  with  the  mini- 
mum practicable  deviation  from  the  po- 
sition and  line  of  vision  which  he  nor- 
mally assumes  when  looking  forward 
along  the  flight  path. 

5.8  All  aeroplanes  when  operated  at 
night.  All  aeroplanes,  when  operated  at 
night,  shall  be  equipped  with: 

(a)  All  equipment  speclfled  In  5.7; 

(b)  Equipment  for  displaying  the 
lights  prescribed  in  Annex  2; 

(c)  Two  landing  lights; 


(d)  Illumination  for  all  instruments 
and  equipment  that  are  essential  for  the 
safe  operation  of  the  aeroplane  and  are 
used  by  the  flight  crew ; 

(e)  Lights  In  all  passenger  compart- 
ments; 

(f)  An  electric  torch  for  each  crew 
member; 

(g)  Equipment  for  making  the  light 
signals  described  in  Annex  2. 

Chapter  6 — Aeroplane  Radio 

ElQUIPMENT 

Note:  Annex  2  prescribes  minimum  ca- 
pabilities of  radio  equipment  for  aircraft 
to  be  flown  In  Control  Zones  and  Control 
Areas. 

6.1  An  aeroplane  when  operated  in 
accordance  with  visual  flight  rules  over 
routes  on  which  navigation  is  accom- 
plished solely  by  visual  reference  to  land 
marks  shall  be  provided  with  radio 
equipment : 

(a>  Capable  of  conducting  two-way 
communication  from  a  distance  of  at 
least  25  nautical  miles,  with  aerodrome 
control  at  each  regular  aerodrome  having 
aerodrome  control  and  at  which  it  is  in- 
tended to  take-off  or  land; 

(b)  Capable  of  receiving  meteorologi- 
cal information  at  any  time  during  flight. 

6.1.1  When  operated  in  such  condi- 
tions by  night  an  aeroplane  shall  be  pro- 
vided with  radio  equipment  capable  of 
conducting  two-way  communication  with 
at  least  one  aeronautical  station  at  any 
time  during  flight. 

6.1.2  Recommendation:  When  operated  In 
such  conditions  by  day  an  aeroplane  should 
be  provided  with  radio  equipment  capable 
of  conducting  two-way  communication  with 
at  least  one  aeronautical  station  at  any  time 
during  flight. 

6.1.3  Rbcommendation:  The  provision  and 
Installation  of  the  radio  equipment  which 
Is  carried  in  order  to  comply  with  6.1  (a) 
or  6.1  (b)  shovUd  be  so  arranged  that  failure 
of  a  component  will  not  preclude  receiving 
the  communications  speclfled  therein. 

6.2  An  aeroplane  operated  over  routes 
on  which  navigation  Is  not  or  cannot  be 
accomplished  by  visual  reference  to  land 
marks,  or  when  operated  in  accordance 
with  Instrument  flight  rules,  shall  be  pro- 
vided with  radio  equipment: 

(a)  Capable  of  conducting  two-way 
communication  from  a  distance  of  at 
least  25  nautical  miles,  with  aerodrome 
control  at  each  regular  and  alternate 
aerodrome  having  aerodrome  control 
and  at  which  It  Is  Intended  to  take-off 
or  land; 

(b)  Capable  of  conducting  two-way 
communication  with  at  least  one  aero- 
nautical station  at  any  time  during 
flight; 

(c»  Capable  of  receiving  meteorologi- 
cal information  at  any  time  during 
flight; 

(d)  Capable  of  receiving  signals  from 
radio  aids  to  en  route  navigation  at  any 
time  during  flight;  except  that  when  en 
route  navigation  can  be  accomplished 
by  celestial  or  equivalent  navigational 
methods,  the  equipment  need  only  be  ca- 
pable of  receiving  signals  providing  guid- 
ance to  each  regular  and  alternate  aero- 
drome when  the  aeroplane  is  within  a 
distance  of  200  nautical  miles  from  such 
aerodromes. 

6.3  On  flights  In  which  it  is  intended 
to  land  in  instrument  flight  conditions 
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an  aeroplane  shall  be  provided  with  radio 
equipment  capable  of  receiving  signals 
providing  guidance  to  a  point  from  which 
a  visual  landing  can  be  effected.  This 
equipment  shall  be  capable  of  providing 
such  guidance  at  each  aerodrome  at 
which  it  is  intended  to  land  in  instrument 
flight  conditions. 

6.4  The  provision  and  installation  of 
the  radio  equipment  which  Is  carried  in 
order  to  comply  with  6.1.1  or  6.2  <a)  or 
6.2  (c)  or  6.2  (d)  or  6.3  shall  be  so  ar- 
ranged that  the  failure  of  a  component 
will  not  preclude  receiving  the  communi- 
cations and  signals  specified  therein. 

6.5  The  provision  and  installation  of 
the  radio  equipment  which  is  carried  in 
order  to  comply  with  6.2  'b)  whenever 
the  aeroplane  is  operated  over  routes 
along  which  aerodromes  with  usable 
landing  aids  do  not  exist  in  sufficient 
numbers  to  permit  diversion  from  any 
point  on  the  route,  shall  be  so  arranged 
that  the  failure  of  a  component  will  not 
preclude  receiving  the  communications 
sj>ecifled  therein. 

6.6  The  requirements  of  6.1,  6.2,  6.4 
and  6.5  are  considered  fulfilled  if  the 
ability  to  conduct  the  communications 
specified  therein  Is  established  during 
radio  operating  conditions  which  are  nor- 
mal for  the  route. 

Chapter  7 — Aeroplane  Maintenanci 

7.1  Organization.  An  operator  shall 
ensure  that  there  Is  provided  an  organi- 
zation including  trained  staff,  workshops 
and  other  equipment  and  facilities  to 
maintain  his  aeroplanes  in  an  airworthy 
condition  when  in  use. 

7.2  Inspection.  An  operator  shall 
ensure  that  there  is  provided  a  system  of 
inspection  to  ensure,  that  all  mainte- 
nance, overhaul,  alterations  and  repairs 
which  affect  airworthiness,  are  effected 
as  prescribed  in  the  Maintenance  Man- 
ual. 

7.3  Maintenance  Manual. 

7.3.1  An  operator  shall  ensure  that 
there  is  provided,  for  the  use  and  guid- 
ance of  maintenance  organizations  and 
personnel,  a  Maintenance  Manual  con- 
taining the  information  specified  in  10.2. 

7.3.2  An  operator  shall  ensure  that 
the  Maintenance  Manual  is  amended  or 
revised  as  is  nece&sary  to  keep  the  infor- 
mation contained  therein  up-to-date. 

7.3.3  Copies  of  all  revisions  and 
amendments  of  a  Maintenance  Manual 
shall  be  furnished  promptly  to  all  organi- 
zations or  persons  to  whom  the  manual 
has  been  i.ssued. 

7.4  Training.  An  operator  shall  en- 
sure that  all  maintenance  per.<;onnel  are 
Instructed  regarding  the  maintenance 
methods  to  be  employed.  In  particular 
when  new  or  unfamiliar  equipment  is  in- 
troduced into  ."service. 

7.5  Licensing.  Each  person  charged 
with  the  responsibility  of  certifying  as  to 
the  airworthiness  of  an  aeroplane  shall 
hold  an  appropriate  and  valid  license. 

7.6  Alterations  and  repairs.  All  al- 
terations and  repairs  shall  be  effected  in 
accordance  with  methods  appropriate  to 
the  aeroplane  concerned. 

7.7  Maintenance  release.  A  Main- 
tenance Release  shall  be  completed  and 
signed  by  a  person  or  persons  qualified 
to  certify  that  the  maintenance  work  has 
been  completed  satisfactorily  and  in  ac- 


cordance with  the  methods  prescribed 
in  the  Maintenance  Manual. 

7.8  Records.  An  operator  shall  en- 
sure that  the  following  records  are  kept 
In  respect  of  the  major  components  of 
his  aeroplanes  and  those  Instruments 
and  equipment,  the  serviceability  and 
operating  life  of  which  are  determined 
by  time  In  service: 

(a)  The  total  time  in  service; 

(b)  The  date  of  the  last  overhaul; 

(c)  The  date  of  the  last  inspection. 
These  records  shall  be  kept  for  a  period 

of  ninety  days  after  the  end  of  the  oper- 
ating life  of  the  unit  to  which  they  refer. 

7.9  Application.  For  the  purpose  of 
this  chapter  "aeroplane"  shall  Include: 
power  plants,  propellers,  components, 
accessories,  instruments,  equipment  and 
apparatus  Including  emergency  equip- 
ment. 

Chapter  8 — Aeroplane  Flight  Crew 

8.1    Qualifications. 

8.1.1  Before  a  pilot  acts  as  pilot-in- 
command  of  an  aeroplane  on  a  particu- 
lar route  for  which  he  has  not  been  previ- 
ously qualified. 

(a)  He  shall  have  been  certified  as 
competent  to  fly  that  route  by  a  pilot 
who  has  proven  his  knowledge  of  the 
route  and  his  ability  to  fly  the  route; 

(b)  He  shall  have  made  two  one-way 
trips  over  that  route  within  the  preced- 
ing twelve  months.  Including  one  trip 
within  the  preceding  sixty  days,  either  as 
copilot  in  any  type  of  operation  or  as 
pilot-in-command  In  other  than  a 
scheduled  operation; 

ic>  He  shall  have  demonstrated  to  the 
operator,  knowledge  of  the  terrain,  the 
seasonal  meteorological  conditions,  the 
communication  and  navigation  facilities 
and  procedures  and  the  location  of 
search  and  rescue  facilities,  which  are 
associated  with  the  route: 

(d)  He  shall  have  performed  within 
the  preceding  twelve  months: 

<i)  In  flight,  the  established  instru- 
njent  approach  procedures  at  each  regu- 
lar aerodrome,  if  the  route  is  to  be  flown 
in  instrument  flight  conditions: 

(ii>  In  flight  or  by  simulated  means, 
the  established  instrument  approach 
procedures  at  each  other  aerodrome 
which  may  be  used  during  the  operation, 
when  the  route  is  to  be  flown  in  instru- 
ment flight  conditions; 

excepting  those  aerodromes  equipped 
with  a  recognized  localizer  system  and 
having  approach  procedures  identical  to 
those  which  he  has  demonstrated  his 
competency  to  perform. 

Recommendations :  At  any  aerodrome 
where  the  surrounding  terrain  presents  spe- 
cial difficulties,  such  established  Instrument 
approach  procedures  should  be  perlormed  In 
flight. 

8  1.2  Recommendation:  On  routes  where 
exceptionally  severe  meterological  conditions 
(e.  g.  monsoons)  occur  during  certain  seasons 
of  the  year,  a  pilot  should  not  act  as  a  pllot- 
In-command  unless  he  has  had  previous  ex- 
perience as  pilot  in  such  conditions. 

8.1.3  A  pilot  previously  qualified  to  act 
as  pilot-in-command  on  a  particular 
route  shall  not  continue  to  act  as  pilot- 
in-command  on  that  route  unless  he  has 
made  two  one-way  trips  over  that  route 
within  the  preceding  twelve  months  as 


pllot-in-command  or  co-pnot,  and  unless 
he  complies  with  the  requirements  of 
(d)  In  8.1.1. 

8.1.4  When  an  operation  Is  com- 
menced over  a  new  route,  the  State  of 
Registry  may  grant  exemptions  from  the 
requirements  of  8.1.1  (a),  8.1.1  (b)  and 
8.1.1  (d).  No  fare-paying  passengers 
shall  be  carried  on  flights  covered  by  such 
exemptions. 

8.2     Composition  of  the  flight  crew. 

8.2.1  The  flight  crew  shall  not  be  less 
than  that  specified  In  the  Operations 
Manual.  The  fiight  crew  shall  include 
flight  crew  members  In  addition  to  the 
minimum  numbers  specified  in  the  cer- 
tificate of  airworthiness  of  the  aeroplane 
or  the  Aeroplane  Flight  Manual  or  other 
documents  associated  with  the  certificate 
of  airworthiness,  when  necessitated  by 
considerations  related  to  the  type  of 
aeroplane  used,  the  type  of  operation  in- 
volved and  the  duration  of  fiight  between 
points  where  fiight  crews  are  changed. 

8.2.2  Radio  operator.  The  flight  crew 
shall  include  at  least  one  member  who 
holds  a  valid  license.  Issued  or  rendered 
valid  by  the  State  of  Registry,  authoriz- 
ing him  to  operate  the  type  of  radio 
transmitting  equipment  to  be  used. 

8  2.3  Flight  engineer.  When  a  sep- 
arate flight  engineer's  station  Is  Incor- 
porated in  the  design  of  the  aeroplane, 
the  flight  crew  shall  Include  at  least  one 
flight  engineer  e.<;peclally  assigned  to 
that  station,  unless  the  duties  associated 
with  that  station  can  be  satisfactorily 
performed  by  another  flight  crew  mem- 
ber, holding  a  flight  engineer  license, 
without  interference  with  his  regular 
duties. 

8.2.4  Flight  naiHgator.  The  fiight  crew 
shall  Include  at  least  one  member  who 
holds  a  fiit,'ht  navigator  license  in  all 
operations  where  navigation  cannot  be 
accomplished  by  the  use  of  visual  or 
non-visual  ground  aids. 

Chapter  9 — Flight  Operations  Officer 

9.1  A  fiight  operations  ofBcer,  when 
employed  in  conjunction  with  an  ap- 
proved method  of  fiight  supervi.sion  in 
accordance  with  3.2,  shall  be  licensed  in 
accordance  with  the  laws  of  the  State  of 
Ret?istry. 

Recommendations  : 

9  2  A  flight  operations  officer  should  not  be 
assigned  to  duty  for  the  first  time  on  a  par- 
ticular route  unless: 

(a)  Within  the  preceding  six  months  he 
has  made  at  least  one  flight  over  the  portion 
of  the  route  with  which  he  will  be  concerned: 

(b)  He  has  demonstrated  to  the  operator 
his  knowledge  of: 

(I)  The  contents  of  the  Operations  Man- 
ual described  In  10.1:  and 

(II)  The  radio  facilities  In  the  aeroplanes 
used: 

(c)  He  has  demonstrated  to  the  operator 
his  knowledge  of  the  following  details  con- 
cerning operation  along  the  route: 

(I)  The  seasonal  meteorological  conditions 
and  the  sources  of  meteorological  Informa- 
tion: 

(II)  The  effects  of  meteorological  condi- 
tions on  radio  reception  In  the  aeroplanes 
used: 

(ill)  The  peculiarities  and  limitations  of 
each  radio  navigation  facility  which  Is  used  by 
the  operation: 

(iv)   The    aeroplane   loading    Instructions; 

(d)  He  has  demonstrated  to  the  operator 
his  ability  to  perform  the  duties  specified  in 
3.6. 


9.3  A  flight  operations  officer  assigned  to 
duty  on  a  route  should  maintain  complete 
familiarity  with  all  features  of  the  operation 
which  are  pertinent  to  his  duties. 

9.4  A  flight  operations  officer  should  not 
be  assigned  to  duty  on  a  route  after  twelve 
consecutive  months  of  aljsence  from  duty  on 
such  route,  unless  he  complies  with  the  Rec- 
ommendations of  9.2. 

Chapter  10 — Manuals.  Logs  and  Records 

10.1  Operations  Manual.  An  Opera- 
tions Manual  provided  in  accordance 
with  3.2.1  shall  contain  at  least  the  fol- 
lowing : 

(a)  Instructions  outlining  the  respon- 
sibilities of  operations  personnel  pertain- 
ing to  the  conduct  of  fiight  operations; 

(b)  The  flight  crew  for  each  stage  of 
all  routes  to  be  flown; 

<c)   Emergency  fiight  procedures; 

(d)  The  minimum  safe  fiight  altitudes 
for  each  route  to  be  fiown; 

(e)  Meteorological  minima  for  each 
of  the  aerodromes  on  the  routes  to  be 
fiown  and  that: 

(i>  Are  likely  to  be  u.sed  as  regular  or 
alternate  aerodromes;  and 

(ID  Being  suitable,  may  have  to  be 
used  In  an  emergency; 

(f)  The  circumstances  in  which  a 
radio  listening  watch  is  to  be  main- 
tained; 

(g)  A  list  of  the  navigational  equip- 
ment to  be  carried; 

(h)  Specific  instructions  for  the  com- 
putation of  the  quantities  of  fuel  and  oil 
to  be  carried  on  each  route,  having  re- 
gard to  all  circumstances  of  the  opera- 
tion Including  the  possibility  of  the  fail- 
ure of  one  or  more  powerplants  while  en 
route; 

(j)  A  Route  Guide  for  each  route 
fiown.  containing  information  relating  to 
communication  and  search  and  re.scue 
facilities,  navigation  aids,  aerodrome.^;,  in 
flight  procedures,  and  .such  other  infor- 
mation as  the  operator  may  deem  neces- 
sary for  the  proper  conduct  of  flight 
operations. 

10.2  Maintenance  Manual.  A  Main- 
tenance Manual  provided  in  accordance 
with  7.3  shall  contain  the  following  in- 
formation in  respect  of  the  aeroplanes 
used: 

(a)  Procedures  for  servicing  and 
maintenance; 

(b)  The  frequency  of  each  check, 
overhaul  or  inspection; 

(c)  The  speciflc  resp)onslbilities  of  the 
various  classes  of  skilled  maintenance 
personnel ; 

(d)  The  servicing  and  maintenance 
methods  which  may  be  prescribed  by,  or 
which  require  the  prior  approval  of,  the 
State  of  Registry, 

(e)  The  procedure  for  preparing  the 
Maintenance  Release,  the  circumstances 
under  which  this  release  is  to  be  issued 
and  the  personnel  required  to  sign  it. 

10.3  Maintenance  Release.  A  Main- 
tenance Release  shall  contain  a  certiflca- 
tion  as  to  the  satisfactory  completion  of 
maintenance  work  carried  out  in  accord- 
ance with  the  methods  prescribed  in  the 
Maintenance  Manual. 

10.4  Journey  Log  Book. 

10.4.1  Recommendation:  The  aircraft 
Journey  Log  Book  should  contain  the  follow- 


ing items  and  the  corresponding  Roman  nu- 
merals: 

I.  Aircraft  nationality  and  registration. 

II.  Date. 

III.  Names  of  crew  members. 

IV.  Duties  of  crew  members. 

V.  Place  of  departure. 

VI.  Place  of  arrival. 

VII.  Time  of  departure. 

VIII.  Time  of  arrival. 

IX.  Hours  of  flight. 

X.  Nature  of  flight  (private,  aerial  work, 
scheduled  or  non-scheduled). 

XI.  Incidents,  observations,  visa.  If  any. 

XII.  Signature  of  person  In  charge. 
10.4.2     Entries   In   the   Journey  Log  Book 

should  be  made  currently  and  In  Ink  or  In- 
delible pencil. 

10.4  3  Completed  Journey  Log  Books 
should  be  retained  to  provide  a  continuous 
record  of  the  last  six  months'  operations. 

10.5  Note:  The  following  additional  man- 
uals and  records  are  associated  with  this 
Annex  but  are  not  Included  In  this  chapter: 

Fuel  and  Oil  Records  (see  3.2.5). 
Maintenance  Records   (see  7.8). 
Pilot  Plight  Time  Records  (see  3.2.6.3). 
Route  Guide  (see  5.2  (f)   (ID). 
Flight  Preparation  Form  (see  3.3). 
Operational  Flight  Plan  (see  3.3.1). 

|P.    R.    Doc.    49-1657;    Filed.    Mar.    4,    1949; 
8:48  a.   m.l 


FEDERAL   COMMUNICATIONS 
COMMISSION 

[Designation  Order  31) 

Designation  of  Motions  Commissioner 
FOR  March  1949 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  ofiBces  In 
Washington,  D.  C,  on  the  24th  day  of 
February  1949; 

It  is  ordered.  Pursuant  to  §  0.111  of  the 
Statement  of  Delegations  of  Authority, 
that  Robert  P.  Jones,  Commissioner,  be 
and  he  Is  hereby,  designated  as  Motions 
Commissioner  for  the  month  of  March 
1949. 

It  is  further  ordered.  That  in  the  event 
said  Motions  Commissioner  Is  unable 
to  act  during  any  part  of  said  period  the 
Chairman  or  Acting  Chairman  will 
designate  a  substitute  Motions  Com- 
missioner. 

Feder.\l  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-1668;    Piled.    Mar.    4.    1949; 
8:52  a.  m.| 


[Docket  No.  9233] 

Radiolocation  Service 

order  instituting  investigation 

In  the  matter  of  providing  for  a  radio- 
location service,  particularly  one  to 
establish  locations  accurate  to  within  a 
few  feet  from  distances  beyond  line  of 
sight,  on  a  permanent  basis. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington,  D.  C.  on  the  17th  day  of 
February  1949; 

The  Commission  having  this  date 
adopted  a  decision  in  the  matter  of  the 


Applications  of  the  Seismograph  Service 
Corporation  and  the  Frost  Geophysical 
Corporation  (Docket  No.  8989)  ordering 
that  temporary  experimental  class  2 
grants  for  radiolocation  service  for 
petroleum  exploration  In  the  Gulf  of 
Mexico  be  made  in  response  to  those"  ap- 
plications on  certain  frequencies  within 
the  band  1750-1800  kc  and  al.so  in  accord- 
ance with  the  findings  and  conclu.sions 
of  that  decision,  having  this  date  adopted 
an  order  temporarily  allocating  the  band 
1750-1800  kc  to  the  radiolocation  service 
for  petroleum  exploration  in  the  Gulf  of 
Mexico  and,  also  in  accordance  with  the 
flndings  and  conclusions  of  that  deci- 
sion, having  under  consideration  the 
question  whether  radiolocation  service, 
particularly  one  to  establish  locations  ac- 
curate to  within  a  few  feet  from  distances 
beyond  line  of  sight,  should  be  estab- 
lished on  a  permanent  basis  and,  if  so, 
upon  what  frequencies  and  under  what 
terms  and  conditions; 

It  appearing,  that  the  electronic  sys- 
tem required  for  a  radiolocation  service 
capable  of  establishing  locations  of  a 
high  degree  of  accuracy  from  long  dis- 
tances, particularly  distances  beyond 
line  of  sight,  is  one  employing  continuoas 
carrier  waves  providing  adequate  ground 
wave  coverage  with  a  minimum  of  sky 
wave  and  that  frequencies  best  suited  to 
such  a  purpose  lie  .somewhere  within  the 
extreme  limits  of  10  kc  and  3000  kc;  and 

It  further  appearing,  that  within  the 
band  10-3000  kc  the  tables  of  frequency 
allocations  and  associated  provisions  of 
the  Cairo  (1938)  General  Radio  Regula- 
tions and  the  Atlantic  City  '1947)  Radio 
Regulations  applicable  to  the  American 
Region  contain  no  allocation  for  the 
radiolocation  service  and  any  such  al- 
location the  Commission  might  consider 
making  nationally  within  that  band 
would  be  in  derogation  of  those  tables  of 
frequency  allocations;  and 

It  further  appearing,  that  the  Commis- 
sion does  not  possess  sufficient  Informa- 
tion to  be  able  to  determine  whether,  on 
a  derogation  basis,  a  radiolocation  service 
should  be  F>ermanently  established,  or  on 
what,  if  any,  frequencies  In  the  band 
10-3000  kc  it  could  or  should  be  perma- 
nently established,  or  what  specific  con- 
ditions and  limitations  should  be  pre- 
scribed for  .such  a  service  if  permanently 
established;  and 

It  further  appearing,  that  inasmuch  as 
the  successful  operation  of  a  set  of  sta- 
tions providing  radiolocation  service 
through  the  continuous  carrier  wave  elec- 
tronic system  theoretically  would  require 
the  use  of  assigned  frequencies  on  a  con- 
tinuous, uninterrupted  basis  during  the 
hours  of  service,  each  such  set  of  stations 
within  Interference  range  of  any  other 
such  set  would  probably  require  a  sepa- 
rate family  of  assigned  frequencies;  and 

It  further  appearing,  that  theoretically 
It  would  be  characteristic  of  such  a  set 
of  radiolocation  stations  that  within 
their  service  area  they  would  or  should 
be  capable  of  providing  simultaneous  ra- 
diolocation service  for  an  indefinite  num- 
ber of  Independent  users  within  that 
service  area ;  and 

It  further  appearing,  that  because  of 
the  theoretical  necessity  of  providing 
separate  families  of  frequencies  for  sep- 
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arate  sets  of  radiolocation  stations  with- 
in interference  range  of  each  other,  there 
probably  would  be  a  limit  on  the  number 
of  such  sets  of  stations  that  could  be 
licensed  within  any  band  of  frequencies 
that  might  be  allocated  to  the  radioloca- 
tion service  within  the  band  10-3000  kc 
and  that  it  might  serve  the  public  inter- 
est, convenience,  or  necessity  to  direct 
the  development  of  this  ser\ice,  if  it 
should  be  established  on  a  permanent 
basis,  in  the  direction  of  standardization 
of  equipments  and  methods  of  operation 
and  to  require  that  the  service  be  ren- 
dered on  a  common  carrier  basis,  or 
cooperative  basis,  or  some  other  basis 
rather  than  on  an  individual  basis;  and 

It  further  appearing,  that  in  view  of 
the  foregoing  considerations,  the  public 
interest,  convenience,  or  necessity  might 
require  the  Commission  eventually  to  se- 
lect a  single  system  for  the  rendition  of 
this  kind  of  radiolocation  service  rather 
than  to  permit  the  service  to  be  rendered 
by  two  or  more  different  systems;  and 

It  further  appearing,  that  it  would  be 
in  the  public  interest,  convenience,  and 
necessity  for  the  Commission  on  its  own 
motion  to  initiate  and  conduct  the  pro- 
ceedings herein  ordered;  and 

It  further  appearing,  that  legal  au- 
thority for  the  proceedings  herein  or- 
dered are  vested  in  the  Commission  un- 
der sections  4  <i>.  301.  303  <a>,  <b).  (c). 
(d).  (e),  (f>.  ^g).  (h).  <j).  and  (r).  and 
403  of  the  Communications  Act  of  1934, 
as  amended: 

It  is  ordered.  That  on  the  Commis- 
sion's own  motion,  there  shall  be  insti- 
tuted and  conducted  at  a  date  or  dates 
to  be  determined,  an  investigation  and 
hearing  and  such  other  proceedings  as 
may  be  necessary  or  desirable  to  consider 
and  determine  the  advisability  of  estab- 
lishing a  radiolocation  service  on  a  per- 
manent basis  and  if  the  establishment 
of  such  a  service  is  held  to  be  in  the  pub- 
lic interest  then  make  recommendations 
for  spectrum  space  to  be  allocated  the 
service. 

Released:  February  24.  1949. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-1669;    Filed.    Mar.    4,    1949; 
8;52  a.  ml 


FEDERAL  POWER   COMMISSION 

[Docket  No.  E-61961 

Otter  Tail  Power  Co. 

order   suspending   rate    schedules   and 
fixing  date  of  hearing 

Otter  Tail  Power  Company  (herein- 
after "Otter  Tail"».  on  January  3.  1949. 
submitted  for  filing  optional  rate  sched- 
ules designated  by  it  as  W-1.  W-la  and 
R-1.  together  with  general  specifications 
for  the  resale  of  energy  for  water  heating 
and  a  form  of  service  agreement  appli- 
cable to  rate  schedules  W-1  and  W-la. 
These  rate  filings  have  been  tentatively 
designated  as  First  Revised  Sheets  3.  4.  5 
and  11  and  Original  Sheets  3a.  3b  and  3c 
to  Otter  Tail  Power  Company  FPC  Elec- 
tric Schedules. 


NOTICES 

Otter  Tall  has  requested  that  the  above 
rate  filings  be  allowed  to  take  effect  as 
of  March  1.  1949. 

The  proposed  rate  filings  provide  for 
an  increase  in  rates  and  charges  e.sti- 
mated  at  $356,987.  or  30rc  annually, 
based  on  sales  for  the  year  ending  Feb- 
ruary 1949.  and  would  apply  to  all  the 
wholesale  sales  of  electric  energy  made 
by  Otter  Tail  under  its  FPC  Electric 
Schedules. 

In  purported  justification  of  the  pro- 
posed increase  in  rates  and  charges. 
Otter  Tail  has  submitted  cost  data  of  its 
operating  expenses  during  the  year  1948, 
and  rate  base  data  as  at  the  1948  year 
end.  Substantial  plant  was  put  in  serv- 
ice by  Otter  Tail  in  the  latter  part  of 
1948. 

The  proposed  rate  schedules  continue 
in  effect  a  differential  in  rates  and 
charges  between  REA  financed  cooper- 
atives and  other  wholesale  customers. 

A  large  number  of  protests  against  the 
increased  rates,  and  petitions  for  hear- 
ing thereon  have  been  filed  with  the 
Commission. 

Unless  suspended  by  order  of  the  Com- 
mission, the  above-mentioned  rate  filings 
will  become  effective  as  of  March  1.  1949. 
pursuant  to  the  provisions  of  the  Fed- 
eral Powet  Act  and  the  general  rules  and 
regulations  promulgated  thereunder. 

The  change  in  rates  or  charges,  pro- 
vided by  the  rate  filings  referred  to  above, 
may  result  in  excessive  rates  or  charges 
to  the  purchasers  thereunder;  may  place 
an  undue  burden  upon  ultimate  con- 
sumers of  such  electric  energy;  may  be 
discriminatory;  and  may  result  in  In- 
creased rates  or  charges  which  have  not 
been  shown  to  be  ju.stified. 

The  Commi.s.sion  finds:  It  is  necessary, 
desirable  and  in  the  public  interest,  for 
the  reasons  set  forth  below,  that  the  Com- 
mission enter  upon  a  hearing  concern- 
ing the  lawfulness  of  the  proposed  rates 
or  charges  and  that  said  proposed  rates 
or  charges  be  suspended  pending  such 
hearing  and  decision  thereon: 

(it  Many  of  the  company's  allocations 
of  plant  investments  and  operating  ex- 
penses (such  as  the  allocation  of  gen- 
erating and  transmission  plant  invest- 
ment and  operating  costs  between  the 
service  of  the  customers  whose  rates  are 
proposed  to  be  increased  and  other  cus- 
tomers, the  allocation  of  income  taxes, 
the  allocation  of  customer  accounting 
and  collecting  expenses  > ,  in  the  data  sub- 
mitted in  attempted  justification  of  the 
proposed  increases,  are  not  shown  with 
sufiBcient  particularity  and  accompanied 
by  sufficient  explanatory  data  to  e.'^tablish 
the  propriety  of  the  methods  used  and  the 
reasonableness  of  the  company's  conclu- 
sions based  thereon. 

ui>  No  data  have  been  submitted  to 
support  the  u.'^e  of  an  undepreciated  rate 
base  although  apparently  an  allowance 
for  depreciation  expense  on  a  straight- 
line  ba.sis  Is  claimed. 

<iii)  Because  of  the  large  investment 
in  new  and  more  efficient  generating  fa- 
cilities in  the  latter  part  of  1948.  the  use, 
without  adjustment,  of  operating  cost 
"  data  for  the  year  1948,  and  of  plant  in- 
vestment as  of  the  end  of  1948.  may  not 
properly  support  the  proposed  increased 
rates. 


The  Commission  orders: 

(A)  A  public  hearing  be  held  com- 
mencing May  9,  1949.  at  10:00  a.  m. 
(c.  s.  t.)  in  Fergus  Falls,  Minnesota,  at 
a  place  hereafter  to  be  designated,  con- 
cerning the  lawfulness  of  the  rates  or 
charges  provided  for  in  Otter  Tail's  pro- 
posed rate  schedules  Identified  above  as 
First  Revi.«:ed  Sheets  3,  4,  5  and  11  and 
Original  Sheets  3a.  3b  and  3c  to  its  FPC 
Electric  Schedules. 

(B)  Pending  such  hearing  and  decision 
thereon,  the  proposed  rate  schedules  re- 
ferred to  in  paragraph  (At  above  be  and 
the  same  hereby  are  supended  and  the 
use  of  such  rates  or  charges  deferred 
until  August  1,  1949.  and  thereafter  such 
proposed  rate  schedules  shall  go  Into 
effect  in  the  matter  prescribed  by  the 
Commission  in  accordance  with  the  Fed- 
eral Power  Act. 

•  O  During  the  period  of  suspension 
the  rates  or  charges  heretofore  in  effect 
under  the  Otter  Tail  FPC  Electric  Sched- 
ules on  file  with  the  Commission  shall 
remain  and  continue  in  effect. 

(D)  At  the  hearing  herein  ordered  to 
be  held,  the  burden  of  proof  to  show  that 
the  proposed  rates  or  charges  are  just 
and  reasonable  and  not  unduly  discrimi- 
natory or  preferential  shall  be  upon  Otter 
Tail. 

(E)  Interested  State  commissions  may 
participate  as  provided  by  §§18  and 
1.37  (ft  of  the  Commission's  General 
rules  and  regulations.  Including  rules  of 
practice  and  procedure,  dated  January 
1.  1948. 

Date  of  Issuance:  February  28,  1949. 

By  the  Commission. 


[SEAL] 


Leon  M.  Puquay, 

Secretary. 


|F.    R.    Doc.    49  1650;    Hied.    Mar.    4,    1949; 
8:46   a.   m.j 


IDockct  Noe.  G-1019,  0-1092) 

El  Paso  Natural  Gas  Co.  and  PAanc 
Gas  and  Electric  Co. 

NOTICE  OF  findings  AND  ORDER  ISSUING  CER- 
tificates of  public  convenience  and 
necessity 

March  2.  1949. 
Notice  is  hereby  given  that,  on  March 
1.  1949.  the  Federal  Power  Commission 
issued  its  findings  and  order  entered  Feb- 
ruary 28.  1949.  issuing  certificates  of 
public  convenience  and  necessity  in  the 
above-designated  matters. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49-1661;    Filed.    Mar.    4.    1949; 
8:49  a.  m.j 


[Docket  No.  G- 10961 
Texas  Eastern  Transmission  Corp. 

ORDER    further    POSTPONING    HEARING 

March  1.  1949. 

On  February  21.  1949.  Texas  Eastern 
Transmission  Corporation  filed  a  motion 
for  an  indefinite  postponement  of  the 
hearing  herein  now  set  to  commence  on 
March  14. 1949; 


Saturday,  March  5, 1949 

The  Commission  finds: 

(1)  Texas  Eastern  has  agreed  that,  if 
such  postponement  is  granted,  it  will  not 
move  to  put  the  proposed  supplemental 
rate  schedules  into  effect  pursuant  to 
section  4  (e)  of  the  Natural  Gas  Act  prior 
to  a  final  determination  by  the  Commis- 
sion herein. 

(2)  Good  cause  exists  for  further  post- 
poning the  date  of  hearing  as  hereinafter 
provided. 

The  Commission  orders:  The  public 
hearing  herein  now  set  to  commence  on 
March  14.  1949.  be  and  the  same  hereby 
is  postponed  to  a  date  to  be  hereafter 
fixed  by  order  of  the  Commission. 

Date  of  Issuance:  March  2,  1949. 

By  the  Commission. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[P.    R.    Doc.    49-1658;    Filed.    Mar.    4,    1949; 
•  8  49  a.  m.] 


[Docket  No.  0-1172] 

Independent  Natural  Gas  Co. 

notice  of  application 

March  1.  1949. 

Notice  is  hereby  given  that  on  February 
21.  1949.  Independent  Natural  Gas  Com- 
pany (Applicant),  a  Delaware  corpora- 
tion having  its  principal  place  of  busi- 
ness at  Bartlesville,  Oklahoma,  filed  an 
application  with  the  Federal  Power  Com- 
mission pursuant  to  section  7  (b)  of  the 
Natural  Gas  Act,  as  amended,  for  per- 
mission and  approval  (1)  to  abandon  and 
remove  the  following  described  natural- 
gas  facilities  located  at  Applicant's  Lodi 
Compressor  Station  in  Cass  County, 
Texas: 

Three  (3)  250-hor8epower  compressors,  a 
portion  of  the  housing  In  which  said  com- 
pressors are  located,  a  cooling  system  In  con- 
nection therewith,  and  miscellaneous  pipe, 
valves  and  fittings  located  on  the  said  com- 
pressors or  In  the  compressor  yard, 

and  (2)  to  abandon  and  discontinue  the 
sale  and  delivery  of  natural  gas  to  Arkan- 
sas-Louisiana Gas  Company  (Arkansas- 
Louisiana)  at  Applicant's  Lodi  Com- 
pressor Station. 

Applicant  states  that  Arkansas-Louisi- 
ana has  heretofore  been  purchasing  na- 
tural gas  from  Applicant  at  the  Lodi 
Compressor  Station  in  the  approximate 
dally  volume  of  3.750  Mcf.  under  a  con- 
tract terminable  by  either  party  on  30 
days'  written  notice  to  the  other  party, 
and  that  by  letter  of  January  11.  1949, 
Arkansas-Loui-siana  has  terminated  such 
contract  effective  February  26. 1949.  Ap- 
plicant states  that  it  has  heretofore  pur- 
cha.sed  the  gas  required  for  delivery  in 
rendition  of  such  service  from  Phillips 
Petroleum  Company  under  a  contract 
which  runs  from  day  to  day  and  may  be 
terminated  at  any  time. 

Applicant  has  operated  its  Lodi  Com- 
pressor Station  pursuant  to  a  "grand- 
father" certificate  of  public  convenience 
and  necessity  issued  by  this  Commission 
on  October  6.  1942.  "In  the  Matter  of 
Independent  Natural  Gas  Company," 
Docket  No.  G-379.  3  F.  P.  C.  824. 

Applicant  states  that  the  Phillips  Pe- 
troleum  Company,   on   whose   gasoline 
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plant  site  the  compressors  and  equip- 
ment are  located,  has  offered  to  purchase 
the  equipment  for  the  sum  of  $20,800, 
which  sum  Applicant  avers  is  the  es- 
timated present  salvage  value  of  all  of 
such  equipment,  over  and  above  the  cost 
of  dismantling  and  removal. 

Applicant  further  states  that  no  per- 
sons or  corporations  other  than  Appli- 
cant and  Arkansas-Louisiana  have  any 
interest  in  the  discontinuance  of  such 
service. 

Any  Interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  in- 
terest in  the  matter  and  whether  it 
desires  a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Independent  Natu- 
ral Gas  Company  is  on  file  with  the  Com- 
mission and  Is  open  to  public  Inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission,  Washington  25.  D.  C, 
not  later  than  15  days  from  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  5  18  or  §  1.10, 
whichever  is  applicable,  of  the  Commis- 
sion's rules  of  practice  and  procedure. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49-1659;    Filed,    Mar.    4,    1949; 
8:49  a.  m.] 


(Docket  No.  IT-59151 

Pennsylvania  Water  &  Power  Co. 

notice  of  opinion  and  order 

March  2,  1949. 

Notice  Is  hereby  given  that,  on  Feb- 
ruary 28.  1949,  the  Federal  Power  Com- 
mission issued  its  Opinion  No.  173-A  and 
order  entered  February  26,  1949,  denying 
applications  for  rehearing,  amending 
rate  reduction  order  Issued  January  5, 
1949  (published  In  the  Federal  Register 
on  January  12,  1949  (Vol.  14.  No.  8,  P. 
151)),  and  amending  order  Issued  Jan- 
uary 31.  1949,  conditionally  staying  ef- 
fective date  of  rate  reductions  In  the 
above-designated  matter. 

[seal]  Lion  M.  Fuquay, 

Secretary. 

|F.    R.    Doc.    49-1660;    Filed.    Mar.    4,    1949; 
6:49   a.  m.| 


FEDERAL    TRADE    COMMISSION 

(Docket  No.  5592] 

National  Paper  Trade  Assn.  of  the  U.  S., 
Inc.,  et  al. 

order  appointino  trial  examiner 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  in 
the  city  of  Washington,  D.  C,  on  the  28th 
day  of  February  A.  D.  1949. 
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In  the  matter  of  National  Paper  Trade 
Association  of  the  United  States.  Inc.,  a 
corporation,  et  al. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Everett  F.  Haycraft, 
a  trial  examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  appoint- 
ed to  take  testimony  and  receive  evidence 
in  this  proceeding  and  to  perform  all 
other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  at  a  time  and  place  to  be  later  des- 
ignated by  the  trial  examiner. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  In  support 
of  the  allegations  of  the  complaint,  the 
trial  examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondents.  The  trial 
examiner  will  then  close  the  taking  of 
testimony  and  evidence  and.  after  all 
Intervening  procedure  as  required  by  law. 
will  close  the  case  and  make  and  serve  on 
the  parties  at  Issue  a  recommended  de- 
cision which  shall  Include  recommended 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  the 
material  Issues  of  fact,  law,  or  discretion 
presented  on  the  record,  and  an  appro- 
priate recommended  order;  all  of  which 
shall  become  a  part  of  the  record  in  said 
proceeding. 

By  the  Commission. 

[seal]  D.  C.  Daniel. 

Secretary. 

[F.    R.    Doc.    49-1642:    Filed,    Mar.    4,    1949; 
8:45  a.  m.] 


(Pile  No.  21-417] 

Clinical  Thermometer  Industry 

NOTICE  of  holding  OF  TRADE  PRACTICE 
CONFERENCE 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  in  the 
city  of  Washington,  D.  C,  on  the  2d 
day  of  March  1949. 

Notice  Is  hereby  given  that  a  trade 
practice  conference  will  be  held  by  the 
Federal  Trade  Commission  for  the  Clini- 
cal Thermometer  Industry  in  the  Flor- 
entine Room  of  the  Hotel  Lexington, 
Avenue  and  48th  Street,  New  York  City, 
on  March  24,  1949,  commencing  at  1:00 
p.  m. 

The  Industry  Is  engaged  in  the  manu- 
facture, sale  and  distribution  of  ther- 
mometers used  for  determining  the  tem- 
perature of  human  beings.  They  are 
generally  referred  to  as  "fever  thermom- 
eters." All  persons  or  concerns  en- 
gaged In  such  business  are  cordially  In- 
vited, as  members  of  the  Industry,  to 
attend  or  be  represented  at  the  confer- 
ence and  to  take  part  in  the  proceedings. 

The  conference  and  further  proceed- 
ings in  the  matter  will  be  directed  tow-ard 
the  eventual  establishment  and  promul- 
gation by  the  Commission  of  trade  prac- 
tice rules  for  the  Industry  under  which 
unfair  methods  of  competition,  unfair  or 
deceptive  acts  or  practices,  and  other 


/ 
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trade  abuses,  may  be  eliminated  and  pre- 
vented. 

By  direction  of  the  Commission. 

(SEAL]  D.  C.  Daniel, 

Secretary. 

I  p.    R.    Doc.    49-1664;    Piled,    Mar.    4,    1949; 
8:51  a.  m.| 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  31-375) 

Middle  West  Utilities  Co.  or  Canada 

Ltd. 

order  extending  exemption 

At  a  regular  ses.sion  of  the  Securities 
and  Exchange  Commission  held  at  Its 
offlce  in  the  city  of  Washington,  D.  C, 
on  the  28th  day  of  February  A.  D.  1949. 

The  Commission,  by  order  of  May  24, 
1939,  having  granted  to  Middle  West 
Utilities  Company  of  Canada  Limited  and 
Its  sul)sldlaries,  direct  and  indirect  sub- 
sidiaries, respectively,  of  The  Middle 
West  Corporation,  a  registered  holding 
company,  temporary  exemption  from 
certain  specified  portions  of  the  Public 
Utility  Holding  Company  Act  of  1935. 
pursuant  to  sections  3  (a)  (5)  and  3  (b) 
thereof;  and 

The  Commission,  upon  application, 
having  extended  the  period  of  such  ex- 
emption by  orders  Issued  from  time  to 
time,  the  latest  of  such  orders,  issued  on 
February  20,  1948.  having  provided  that 
the  exemption  granted  therein  shall  ex- 
pire on  December  31,  1948,  without 
prejudice,  however,  to  the  right  of  Middle 
West  Utilities  Company  of  Canada  Lim- 
ited to  apply  on  behalf  of  Itself  and  its 
subsidiary  companies  for  an  extension 
of  the  time  during  which  such  exemption 
shall  be  effective;  and 

Middle  West  Utilities  Company  of  Can- 
ada Limited  now  having  filed  an  applica- 
tion for  a  further  extension  of  the  time 
during  which  such  exemption  shall  be 
effective;  and 

The  Commission  having  considered 
such  application  and  the  record  relevant 
thereto  and  deeming  it  appropriate  and 
not  detrimental  to  the  public  interest 
or  the  interest  of  investors  or  consumers 
to  grant  a  further  extension  of  the  ex- 
emption granted  by  said  order  of  May 
24,  1939,  and  further  deeming  it  appro- 
priate to  grant  applicant's  request  that 
the  order  become  -effective  upon  the 
issuance  thereof: 

It  is  ordered.  That  the  time  during 
which  said  order  of  exemption.  Issued 
on  May  24,  1939.  shall  be  effective  be, 
and  hereby  is,  extended  to  and  including 
December  31,  1949,  without  prejudice, 
however,  to  the  right  of  Middle  West 
Utilities  Company  of  Canada  Limited  to 
apply  on  behalf  of  lt.self  and  its  sub- 
sidiaries for  a  further  extension  of  the 
time  during  which  such  order  shall  be 
effective  or  for  such  enlargement  of  the 
provisions  of  such  order  as  it  may  deem 
appropriate,  and  that  the  order  become 
effective  forthwith. 

By  the  Commission. 

(seal)  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-1655:    Piled,    Mar.    4.    1949; 
8:47  a.  m.J 


NOTICES 

[Pile  No.  54-811 

Middle  West  Corp.  et  al. 

order  denying  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofiQce  in  the  city  of  Washington,  D.  C, 
on  the  28th  day  of  February  A.  D.  1949. 

In  the  matter  of  The  Middle  West  Cor- 
poration, Central  and  South  West  Util- 
ities Company,  and  American  Public 
Service  Company,  File  No.  54-81. 

Benjamin  Mahler,  representing  him- 
self and  his  wife  as  holders  of  Junior  pre- 
ferred stock  of  Central  and  South  West  . 
Utilities  Company  ("Central"),  having 
filed  an  application  requesting  the  Com- 
mission to  reconsider*  its  allowance  of 
$10,000  to  him,  authorized  by  our  order 
of  October  1,  1948,  for  services  rendered 
in  connection  with  the  merger  and  re- 
organization of  American  Public  Service 
Company  and  Central,  under  section 
11  (e)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  and  to  modify  said 
order  to  the  extent  of  authorizing  the 
payment  of  $35,000  requested  by  appli- 
cant; and 

The  Commission  having  duly  consid- 
ered the  aforesaid  application  and  the 
grounds  set  forth  therein,  and  It  appear- 
ing that  said  application  raises  no  issue 
of  substance  not  previously  presented  to 
the  Commission  and  considered  in  its 
memorandum  findings,  opinion  and  or- 
der of  October  1. 1948  (Holding  Company 
Act  Release  No.  8547) ;  and 

The  Commission  finding  that  no  ade- 
quate basis  has  been  presented  for  au- 
thorizing the  payment  to  applicant  of 
more  than  the  $10,000  heretofore  author- 
ized, and  that  said  application  should  be 
denied: 

It  is  hereby  ordered.  That  said  appli- 
cation filed  by  Benjamin  Mahler  be,  and 
it  hereby  is,  in  all  respects  denied. 

By  the  Commission. 

[SEAL]  Orval  L.  DxjBois, 

Secretary. 

IP.   R.   Doc.    49-1654;    Piled.    Mar.    4.    1949; 
8:47  a.  m.l 


[Pil«  No.  70-1972] 

Central  Maine  Power  Co. 
supplemental  order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofiQce  in  the  city  of  Washington,  D.  C,  on 
the  28th  day  of  February  A.  D.  1949. 

Central  Maine  Power  Company  CCen- 
tral  Maine"),  a  public-utility  company 
and  a  direct  subsidiary  of  New  England 
Public  Service  Company  ("NEPSCO"),  a 
registered  holding  company  which  in 
turn  Is  a  direct  subsidiary  of  Northern 
New  England  Company,  also  a  regis- 
tered holding  company,  having  filed  an 
amended  application  pursuant  to  the 
third  sentence  of  section  6  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  and  Rule  U-50  thereunder  request- 
ing an  exemption  from  the  provisions  of 
section  6  (a)  of  the  act  and  an  exemp- 
tion from  the  competitive  bidding  re- 
quirements of  Rule  U-50  with  respect  to 
the  l.ssue  and  sale  by  the  applicant  of 
286,496  shares  of  its  common  stock,  $10 
par  value,  such  stock  to  be  sold  to  under- 


writers subject  to  the  preemptive  rights 
of  stockholders  and  NEPSCO  proposing 
to  waive  its  preemptive  right  to  purchase 
219.196  shares  of  the  proposed  issue;  and 
the  Commission  having  by  order  dated 
February  1,  1949,  granted  said  amended 
application  subject  to  certain  terms  and 
conditions;  further  amendments  to  the 
application  having  been  filed  and  a  fur- 
ther hearing  having  been  held  and  the 
Commission  finding  that: 

Central  Maine,  after  negotiations  with 
five  prospective  underwriters,  has  entered 
into  an  agreement  with  Harriman  Ripley 
&  Co.,  Incorporated,  as  representative  of 
a  group  of  underwriters,  for  the  sale  of 
such  stock;  the  agreement  provides  that 
the  price  at  which  the  stock  will  be  of- 
fered by  the  company  for  subscription  by 
stockholders,  the  price  to  be  paid  the 
company  by  the  underwriters,  and  the 
initial  price  at  which  the  stock  will  be 
offered  by  the  underwriters  for  sale  to  the 
public  will  be  $15,875  per  share,  resvflting 
in  aegregatc  gross  proceeds  to  the  com- 
pany of  $4,548,124;  the  agreement  fur- 
ther provides  that  Central  Maine  will  pay 
underwriting  fees  as  follows:  $1.25  per 
share  on  the  219.196  shares  available  for 
immediate  sale  to  the  public  by  reason  of 
the  waiver  by  NEPSCO  of  its  preemptive 
rights;  $0.75  per  share  as  a  standby  fee 
on  the  remaining  67,300  shares  to  be 
offered  for  subscription  by  stockholders 
over  a  period  of  15  days;  and  $0.75  per 
share  as  a  pickup  fee  on  the  unsubscribed 
shares,  which  are  to  be  purchased  by  the 
underwriters;  the  agreement  further  pro- 
vides that  the  underwriters  will  pay 
members  of  the  National  A.ssoclation  of 
Securities  Dealers,  Inc.,  $0.50  per  share 
for  obtaining  subscriptions  by  stock- 
holders; 

Central  Maine  estimates  that  fees  and 
expenses  incurred  or  to  be  incurred  in 
connection  with  the  proposed  transac- 
tion, other  than  legal  and  accounting 
and  auditing  fees  and  expenses,  and  un- 
derwriters' fees  and  commissions,  will 
amount  to  $56,580;  and 

The  Public  Utilities  Commission  of 
Maine,  the  State  in  which  the  applicant 
is  organized  and  doing  business,  having 
entered  a  final  order  authorizing  the 
proposed  l.ssue  and  sale;  and 

The  Commi.sslon  having  considered  the 
record  and  finding  no  basis  for  the  im- 
position of  terms  and  conditions  with 
respect  to  the  matters  set  forth  at)ove; 
It  is  ordered.  That  the  application  as 
amended  be,  and  it  hereby  is,  granted, 
subject  however  to  the  provisions  of  Rule 
U-24  and  to  the  condition  that  jurisdic- 
tion be,  and  it  hereby  is.  reserved  with 
respect  to  the  payment  of  all  legal  and 
accounting  and  auditing  fees  and  ex- 
penses Incurred  or  to  be  Incurred  in  con- 
nection with  the  proposed  transaction; 
and 

It  is  further  ordered.  That,  with  the 
exception  of  Jurisdiction  with  regard  to 
the  payment  of  legal  and  accounting 
and  auditing  fees  and  expenses,  the 
jurisdiction  reserved  in  our  order  of 
February  1,  1949,  in  this  proceeding  be, 
and  it  hereby  is.  released. 

By  the  Commission. 

[seal]  Orval  L.  I>uBois, 

Secretary. 

(P.    R.    Doc.    49-1653;    Piled,    Mar.    4,    1949; 
8:47  a.  m.] 


Saturday,  March  5, 1949 

[Pile  No.  70-2062] 

Arkansas  Power  &  Light  Co.  and  Laki 
Catherine  Corp. 

order  granting  application  and  permit- 
ting declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  28th  day  of  February  A.  D.  1949. 

Arkansas  Power  Si  Light  Company 
("Arkansas"),  a  utility  subsidiary  of 
Electric  Power  b  Light  Corporation, 
which  is  a  registered  holding  company 
subsidiary  of  Electric  Bond  and  Share 
Company,  also  a  registered  holding  com- 
pany, and  Arkansas'  wholly  owned  non- 
operating  sub-sidiary.  Lake  Catherine 
Corporation  ("Lake  Catherine")  having 
filed  an  application-declaration  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935,  particularly  sections  9,  10 
and  12  (f)  thereof  and  Rules  U-42  and 
U-43  of  the  rules  and  regulations  promul- 
gated thereunder,  with  respect  to  the 
following  proposed  transactions: 

Arkansas  owns  all  the  outstanding  se- 
curities of  Lake  Catherine,  consisting  of 
100,000  shares  of  common  stock  of  the 
stated  value  of  $1,000,000  for  which  Ar- 
kansas paid  cash  in  the  amount  of  $1,000,- 
000.  Arkansas  has  subsequently  ad- 
vanced $1,025,000  to  Lake  Catherine  on 
open  account  to  meet  commitments  of 
the  latter  corporation. 

Lake  Catherine  was  organized  by  Ar- 
kansas for  the  purpose  of  acquiring  from 
War  Assets  Administration  an  incom- 
plete generating  plant  at  Jones  Mills, 
Arkansas,  for  a  cash  consideration  of 
$925,000.  As  a  condition  of  the  purchase 
contract  Lake  Catherine  or  Arkansas 
wsis  to  Install  a  generating  station  of 
80,000  kw.  of  generating  capacity  for 
the  purpose  of  delivering  power  up  to 
that  capacity  to  the  operator  of  certain 
pot  lines  In  the  aluminum  reduction 
plant  at  Jones  Mills,  Arkansas. 

The  application  proposing  the  forma- 
tion of  Lake  Catherine  and  the  purchase 
of  its  stock  by  Arkansas  stated  that 
definitive  arrangements  for  the  ultimate 
ownership  and  means  of  financing  the 
generating  plant  had  not  been  developed, 
but  that  Arkansas  expected  to  complete 
such  plans  within  one  year  after  ac- 
quisition of  the  plant  by  Lake  Catherine. 
It  was  further  stated  in  that  application 
that  within  that  period  Arkansas  would 
apply  for  authority  to  liquidate  Lake 
Catherine  or  merge  it  Into  Arkansas,  un- 
less such  period  should  be  extended  by 
this  Commission. 

Arkan.sas  and  Lake  Catherine  now  pro- 
pose to  liquidate  Lake  Catherine  through 
a  surrender  by  Arkansas  of  all  outstand- 
ing stock  of  Lake  Catherine  for  cancella- 
tion, the  cancellation  of  the  debt  owing 
by  Lake  Catherine  to  Arkansas  and  such 
additional  Indebtedness  as  may  be  in- 
curred up  to  the  time  of  dissolution  of 
Lake  Catherine,  and  the  a.ssumption  by 
Arkansas  of  all  of  Lake  Catherine's  lia- 
bilities and  obligations  in  exchange  for 
the  transfer  to  Arkansas  of  all  of  Lake 
Catherine's  properties  and  assets.  Lake 
Catherine  will  thereupon  be  dissolved. 

The  proposed  transactions  have  been 
approved  by  the  Arkansas  Public  Service 
Commission,  the  State  Commission  of 
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the  State  In  which  Arkansas  and  Lake 
Catherine  are  organized  and  doing  busi- 
ness. 

The  application-declaration  having 
been  filed  on  February  11,  1949  and  an 
amendment  thereto  having  been  filed  on 
February  25,  1949,  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  the  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  the  application-declara- 
tion, as  amended,  within  the  period 
specified  in  said  notice  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  observing  no  basis  for 
adverse  findings,  the  Commission  making 
the  necessary  aCBrmatlve  findings  re- 
quired by  section  10  of  the  act.  and  the 
Commission  deeming  it  appropriate  that 
the  application-declaration,  as  amended, 
be  granted  and  permitted  to  become 
effective,  and  also  deeming  it  appropriate 
to  grant  the  request  of  applicant-declar- 
ant that  the  order  become  effective  forth- 
with upon  Its  issuance; 

It  is  ordered,  That  pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  said 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24  that  said 
application-declaration,  as  amended,  be, 
and  the  same  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith. 

By  the  Commission. 

[SEAL]  Orval  L.  EKtBois. 

Secr-etary. 

[F.    R.    Doc.    49-1652:    Filed,    Mar.    4,    1949; 
8:47  a.  m] 
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[File  No.  812-683] 

Chicago  Corp. 

notice  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C, 
on  the  1st  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  The  Chi- 
cago Corporation  ("applicant") .  a  Dela- 
ware corporation.  135  South  La  Salle 
Street.  Chicago  3.  Illinois,  an  Investment 
company  registered  under  the  Invest- 
ment Company  Act  of  1940,  has  filed  an 
application  pursuant  to  Rule  N-17D-1  of 
the  rules  and  regulations  promulgated 
under  the  act  with  respect  to  a  profit- 
sharing  plan  and  trust  agreement  which 
the  applicant  proposes  to  establish  for 
the  benefit  of  its  ofiBcers  and  salaried  em- 
ployees, excluding  directors  who  are  not 
officers  or  employees,  who  make  applica- 
tion to  participate  and  who,  as  of  any 
December  31st.  are  at  work  on  a  regular 
salary  basis,  have  completed  one  or  more 
past  service  years  and  have  attained  the 
age  of  29 'a  years. 

The  plan  provides  for  contributions  by 
the  applicant  in  an  amount  equal  to  3% 
of  its  annual  net  profits,  before  Federal 
income  taxes,  exclusive  of  any  gains  or 
losses  on  the  disposition  of  securities. 
The  amount  of  the  contribution  may  not 
exceed  the  maximum  amount  which  may 
be  deductible  for  tax  purposes  nor  may  It 
exceed  an  amount  which  would  reduce 
the  net  profit  of  the  applicant  after  Fed- 


eral income  taxes  below  $2,500,000.  Ap- 
plicant will  determine  in  each  year 
whether  or  not  a  contribution  will  be 
made  for  that  year.  No  contribution  will 
be  made  for  any  year  In  which  the  net 
profit  of  the  applicant,  after  income 
iaxes,  is  less  than  $2,500,000. 

It  Is  estimated  that  the  cost  of  the 
plan  for  the  year  1949  will  be  about 
$120,000,  approximately  the  maximum 
amount  which  may  be  deducted  for  Fed- 
eral Income  tax  purposes  under  the  In- 
ternal Revenue  Code  as  currently  in  ef- 
fect. The  plan,  if  irhad  been  in  effect 
for  the  year  1948,  would  have  cost  $120,- 
000.  Of  this  amount,  $16,750  would  have 
been  allocable  to  officers  and  $103,250 
would  have  been  allocable  to  all  partici- 
pating employees  other  than  officers. 

The  profit-sharing  plan  provides  that 
participation  by  a  participant  therein 
continues  until  normal  retirement  at  age 
65,  prior  death,  disability,  dismissal  or 
resignation.  Where  participation  termi- 
nates within  5  years,  the  plan  provides 
that  the  amount  credited  to  the  account 
of  a  participant  will  be  forfeited  either 
wholly  or  partially,  depending  upon  the 
number  of  years  of  participation.  The 
plan  further  provides  that  the  applicant's 
contribution,  If  any,  will  be  allocated 
each  year  among  the  participants  in  the 
proportion  which  the  individual  partici- 
pant's salary  bears  to  the  total  salaries  of 
all  participants  and  that  the  income  of 
the  fund  and  forfeitures  under  the  plan 
will  be  allocated  among  the  participants 
in  the  proFKjrtion  to  which  the  amount 
credited  to  the  account  of  the  individual 
participants  bear  to  the  total  amount 
credited  to  the  accounts  of  all  partici- 
pants. 

The  profit-sharing  plan  was  adopted 
by  applicant's  board  of  directors  on  Feb- 
ruary 7.  1949,  subject  to  approval  of 
stockholders.  The  board  reserves  the 
right  to  make  such  non-material  amend- 
ments to  the  plan  as  may  be  necessary  to 
qualify  the  plan  as  tax-exempt  under 
section  165  of  the  Internal  Revenue  Code, 
as  amended.  In  the  event  that  the  plan 
Is  not  so  qualified  it  will  not  be  placed  in 
effect. 

Rule  N-17I>-1  provides,  in  part,  that 
"No  sifflliated  person  of  any  registered  in- 
vestment company,  or  of  any  company 
controlled  by  any  such  registered  com- 
pany, shall  participate  in,  or  effect  any 
transaction  in  connection  with,  and  bo- 
nus, profit-sharing  or  pension  plan  or  ar- 
rangement In  which  any  such  registered 
or  controlled  company  Is  a  participant 
unless  an  application  regarding  such  plan 
or  arrangement  has  been  filed  with  the 
Commission  and  has  been  granted  by  an 
order  entered  prior  to  the  submission  of 
such  plan  or  arrangement  to  security 
holders  for  approval,  or  prior  to  the  adop- 
tion thereof  if  not  so  submitted." 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C.  offlce  of  the  Commis- 
sion for  a  more  detailed  statement  of  the 
matters  and  fact  and  law  therein  as- 
serted. 

Notice  is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  after 
March  11,  1949  unless  prior  thereto  a 
hearing  upon  the  application  Is  ordered 
by  the  Commission,  as  provided  in  Rultt 
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N-5  of  the  rules  and  regulations  pro- 
mulRated  under  the  act.  Any  Interested 
person  may,  not  later  than  March  10, 
1949,  at  5:30  p.  m.  eastern  standard  time, 
submit  to  the  Commission  In  writing  his 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  desirability 
of  a  hearing  thereon,  or  request  the  Com- 
mission In  writing  that  a  hearing  be  held 
thereon.  Any  such  communication  or 
request  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission,  425 
Second  Street  NW.,  Washington  25,  D.  C. 
and  should  state  briefly  the  nature  of  the 
Interest  of  the  person  submitting  such 
Information  or  requesting  a  hearing,  the 
reasons  for  such  request,  and  the  Issues  of 
fact  or  law  raised  by  the  application 
which  he  desires  to  controvert. 

By  the  Commission. 

[seal]  Nellye  a.  Thorsen, 

Assistant  Secretary. 

IF.    R.    Doc.    4&-1651;    Filed,    Mar.    4,    1949; 
8:47    a.   m] 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

Authoiutt:  40  Stat.  411.  65  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  80,  925;  50 
U.  8.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  8,  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order   12829) 
Othilia  Caroline  de  La  Roche 

In  re:  Stock  owned  by  Othelia  Caroline 
de  La  Roche.     P-28-28947-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Othelia  Caroline  de  La  Roche, 
whose  last  known  address  is  Humboldt- 
strasse  62,  (23)  Bremen,  Germany,  Is  a 
resident  of  Germany  and  a  national  of  a 
de.signated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Sixty-five  (65)  shares  of  $20  par 
value  common  capital  stock  of  Waiman- 
alo  Sugar  Cempany.  827  Fort  Street. 
Honolulu.  T.  H.,  a  corporation  organized 
under  the  laws  of  the  Territory  of  Ha- 
waii, evidenced  by  certificate  numbered 
47,  registered  in  the  names  of  "Sophie 
Louise  Henriette  Huber  and  Othelia  Car- 
oline de  La  Roche  as  Joint  Tenants  with 
Right  of  Survivorship."  together  with  all 
declared  and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  Othelia 
Caroline  de  La  Roche,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemv  country 
(Germany). 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1672;    Piled.    Mar.    4,    1949; 
8:53  a.  m.l 


(Vesting  Order   12831] 
Masaichi  Marumoto 


In  re:  Bank  account  owned  by  Ma- 
saichi Marumoto.    I>-39-17995-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Masaichi  Marumoto.  whose 
last  known  address  is  Ebamachi.  Hiro- 
shima-ken. Japan,  Is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Masaichi  Marumoto,  by 
Bank  of  Hawaii,  King  and  Bishop  Streets, 
Honolulu.  T.  H.,  arising  out  of  a  savings 
account.  Account  Number  148389,  en- 
titled Masaichi  Marumoto,  maintained  at 
the  branch  office  of  the  aforesaid  bank 
located  at  Kaunakakal.  Molokal.  T.  H.. 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subpagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 


wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-1673;    Filed,    Mar.    4,    1949; 
8:53  a.  m.| 


(Vesting  Order   12849] 
CONSTANTIN  HaUSCHEL 

In  re:  Estate  of  Constantin  Hauschel, 
deceased.  File  No.  EV-2&-10685;  E.  T. 
sec.  15031. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  Anton  Leibold,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Otrmany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  In  subpar- 
agraph 1  hereof,  In  and  to  the  estate  of 
Constantin  Hauschel,  deceased.  Is  prop- 
erty payable  or  deliverable  to,  or  claimed 
by,  the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  Ls  in  the  process 
of  administration  by  LeRoy  Jones,  Old 
Albuquerque,  New  Mexico,  as  Executor, 
acting  under  the  Judicial  supervision  of 
the  Probate  Court,  Bernalillo  County, 
New  Mexico; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germai>y). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  hold,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    4^-1678;    Filed.    Mar.    4.    1949; 
8:53  a.  m.] 
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TITLE   12— BANKS  AND 

BANKING 

Chapter  II — Federal  Reserve  System 

Subchapter  A — Beord  of  Govemori  of  the 
Federal  Reserve  Syitem 

[Reg.  Wj 

Part  222 — Consumer  Instalment  Credit 

miscellaneous  amendments 

1.  Part  222  Is  hereby  amended  in  the 
following  respects,  effective  March  7, 
1949: 

a.  By  Inserting  the  following  imme- 
diately after  the  words  "structure  or" 
and  immediately  before  the  number 
"(2)"  In  §222.7  (g) :  "other  entire  unit 
designed  for  residential  occupancy,  or" 

b.  By  changing  "20  per  cent"  and  "80 
per  cent"  In  Part  1.  Group  B  of  §  222.9  to 
read,  respectively,  "15  per  cent"  and  '85 
per  cent". 

c.  By  changing  Part  2  of  §  222.9  to  read 
as  follows: 

Part  2.  Maturities.  The  maximum  ma- 
turity for  all  listed  articles  and  tor  unclassi- 
fied Instalment  loans  is  21  months. 

d.  By  changing  the  figure  "20"  to 
"24"  in  Part  3  of  §  222.9. 

2.  a.  The  purposes  of  the  amendments 
are  to  change  from  20  per  cent  to  15  per 
cent  and  from  80  per  cent  to  85  per  cent, 
respectively,  the  down  payment  and  max- 
imum loan  value  for  articles  listed  in  Part 
1,  Group  B  of  §  222.9;  to  change  the  max- 
imum maturity  specified  in  Part  2  of 
S  222.9  from  15  and  18  months  to  a  single 
maturity  of  21  months,  and  make  related 
modifications  of  the  maximum  maturity 
contained  in  Part  3  of  5  222  9;  and  to  ex- 
tend the  exemption  in  §  222.7  (g)  to  cer- 
tain additional  residential  units. 

b.  The  notice,  public  participation, 
and  deferred  effective  date  described  In 
section  4  of  the  Administrative  Pro- 
cedure Act  are  not  followed  in  connection 
with  this  amendment  for  the  reasons  and 
good  cause  found,  as  stated  in  section 
2  (e)  of  the  Board's  rules  of  procedure 
(12  CFR  262.2  (e)).  and  especially  be- 
cause in  connection  with  this  permissive 
amendment  such  procedures  are  un- 
necessary as  they  would  not  aid  the  per- 
sons affected  and  would  serve  no  other 
useful  purpose. 

(Sec.  11  (1),  38  Stat.  262,  sec.  5  (b),  40 
Stat.  415,  as  amended;  12  U.  S.  C.  95a, 
248  (i) ;  E.  O.  8843.  Aug.  9.  1941,  6  F.  R. 


4035,  3  CFR  Cum.  Supp.  Interprets  or 
applies  sec.  19.  38  Stat.  270,  as  amended 
by  Pub.  Law  905.  80th  Cong.  sec.  21.  48 
Stat.  899,  as  amended  by  Pub.  Law  905, 
80th  Cong.;  15  U.  S.  C.  78u) 

Board  or  Governors  of  thk 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter, 

Secretary. 

|F.    R.    Doc.    49-1691;    Filed,    Mar.    7.    194flf; 
8  47  a.  m.l 


TITLE  1 /—COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  239 — Forms  Prescribed  Under  thi 
Securities  Act  of  1933 

forms  for  registration  statements 

As  a  result  of  previous  amendments  to 
Regulation  S-X  (17  CFR,  Part  210),  the 
Commission's  general  accounting  regula- 
tion, certain  references  in  Forms  S-4  (17 
CFR  239.14)  and  S-5  (17  CFR  239.15)  to 
financial  schedules  specified  in  Regula- 
tion S-X  have  become  inaccurate.  In 
order  to  correct  the  references  in  those 
forms,  the  Commission,  acting  pursuant 
to  the  Securities  Act  of  1933,  particularly 
section  19  (a)  thereof,  hereby  takes  the 
following  action: 

1.  The  last  sentence  of  paragraph  (h) 
of  the  Instructions  as  to  The  Prospectus 
In  Form  S-4  (17  CFR  239.14)  is  amended 
to  read  as  follows:  "All  .schedules  may 
also  be  omitted  from  the  prospectus,  ex- 
cept Schedule  I;  Columns  A,  E.  F,  and  G 
of  Schedule  II;  and  Columns  A,  B,  C,  and 
D  of  Schedule  III,  omitting  the  informa- 
tion called  for  by  paragraph  (b)  of  foot- 
note 1  to  Column  A." 

2.  The  last  sentence  of  paragraph  (e) 
of  the  Instructions  as  to  The  Prospectus 
in  Form  S-5  (17  CFR  239.15)  Is  amended 
to  read  as  follows:  "Notwithstanding  d) 
and  (2)  above,  the  statements  of  any  sub- 
sidiary which  is  not  a  majority-owned 
subsidiary  may  be  omitted  from  the  pros- 
pectus and  all  schedules  may  also  be 
omitted  therefrom,  except  Schedule  I: 
Columns  A,  E,  F,  and  G  of  Schedule  II; 
and  Columns  A.  B.  C.  and  D  of  Schedule 
III,  omitting  the  Information  called  for 
by  paragraph  (b)  of  footnote  1  to  Col- 
umn A." 

(Continued  on  next  page) 
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The  Commission  finds  that  the  fore- 
going action  Is  mechanical  in  nature  and 
Involves  no  substantial  change  in  the 
forms  amended  and  that  prior  notice  of 
such  amendments  need  not  be  published 
pursuant  to  section  4  (a)  of  the  Adminis- 


Tuesday,  March  8,  1949 

trative  Procedure  Act.    Such  action  shall 
become  effective  March  1, 1949. 

(Sec.  19  (a).  48  Stat.  85,  15  U.  8.  C.  77s) 

By  the  Commission. 

[SXAL]  NXLLYI  A.  THORSEN. 

Assistant  Secretary. 
Fkbruary  24,  1949. 

|P.    R.    Doc.    49-l(»8;    Filed,    Mar.    7,    1949; 
8:48  a.  m] 

TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  3 — Statimints  or  General  Poucy 

OR  IimRPRITATION 

STATUS    OF    SALT    8UBSTITTTTES    UNDER    THE 
FEDERAL  FOOD,  DRUG,  AND  COSMETIC  ACT 

Pursuant  to  section  3  of  the  Adminis- 
trative Procedure  Act  (60  Stat.  237,  238). 
the  following  statement  of  policy  is 
Issued. 

S  3.9  Notice  to  manufacturers,  pack- 
ers, and  distributors  of  salt  substitutes. 
The  recent  reported  poisonings  from 
salt  substitutes  containing  lithium  chlo- 
ride have  focused  attention  upon  this 
entire  field.  Salt  substitutes  have  been 
regarded  in  the  past  as  special  dietary 
foods.  They  are  also  drugs,  since  they 
are  employed  in  the  mitigation  and  treat- 
ment of  disease. 

There  is  considerable  doubt  as  to  the 
safety  of  unrestricted  use  of  any  salt 
substitute  In  the  presence  of  cardio- 
vascular-renal disease  and  a  low  sodium 
diet. 

Consequently,  the  Federal  Secqrlty 
Agency  believes  that  each  salt  substitute 
Is  a  new  drug  within  the  meaning  of  sec- 
tion 201  (p)  of  the  Federal  Food.  Drug, 
and  Cosmetic  Act.  The  Interstate  dis- 
tribution of  each  salt  substitute  should 
be  discontinued  until  a  new-drug  appli- 
cation has  been  filed  and  has  become 
eflfectlve  with  respect  to  the  substitute. 

Dated:  March  2.  1949. 

[seal]  John  L.  Thurston, 

Administrator. 

(P.    R.    Doc.    49-1700;    Piled.    Mar.    7.    1949; 
8.49  a.  ml 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Swb<h«pl«r  A — Incom*  and  Exccu  Profll*  Taxes 
(T.  D.  6690] 

Part  7 — Taxation  Pxtrsuant  to 
Treaties 

subpart — netherlands.  beginning 

JANUARY   1,    1947 

Release  of  excess  tax  withheld,  and 
exemption  from,  or  reduction  in  rate 
of,  withholding  under  sections  143  and 
144  of  the  Internal  Revenue  Code  In  the 
case  of  re.<;ldents  of  the  Netherlands  and 
of  Netherlands  corporations,  as  affected 
by  the  reciprocal  Income  tax  convention 
between  the  United  States  and  the  King- 
dom of  the  Netherlands  proclaimed  by 


FEDERAL  REGISTER 

the  President  of  the  United  States  on 
December  8,  1948. 

On  December  28,  1948,  notice  of  pro- 
posed rule  making  under  the  Income  tax 
convention  between  the  United  States 
and  the  Kingdom  of  the  Netherlands, 
proclaimed  by  the  President  of  the 
United  States  on  December  8,  1948,  was 
published  In  the  Federal  Register  (13' 
F.  R.  8401).  After  consideration  of  all 
such  relevant  matter  as  was  presented 
by  interested  persons  regarding  the  pro- 
posal, the  following  regulations  are 
adopted  for  the  purposes  of  such  con- 
vent-Ion. These  regulations  are  neces- 
sary to  prescribe  rules  with  respect  to 
release  of  excess  tax  withheld,  and  ex- 
emption from,  or  reduction  in  the  rate 
of,  withholding  under  sections  143  and 
144  of  the  Internal  Revenue  Code  in  the 
case  of  residents  of  the  Netherlands  and 
of  Netherlands  corporations,  as  affected 
by  such  convention. 

Sec. 

7.800 

7.801 

7.802 

7.803 


Introductory. 
Dividends. 
Interest. 

Patent   and   copyright   royalties   and 
film  rentals. 

7.804  Pensions  and  life  annuities. 

7.805  Natural    resource    royalties    and    real 

property  rentals. 

7.806  Release    of    excess    tax    withheld    at 

source. 

7  807  Addressee  In  the  Netherlands  not  ac- 
tual owner. 

7.808  Return  of  tax  withheld  and  Informa- 
tion return  with  respect  to  persons 
whose  addresses  are  In  the  Nether- 
lands. 

7809     Refund  of  excess  tax  withheld. 

7.810  Beneficiaries  of  a  domestic  estate  or 
trust. 

AuTHoamr:   {§  7.800  to  7.810  Issued  under 
83  Stat.  32;  26  U.  8.  C.  62. 

S  7.800  Introductory.  The  Income  tax 
convention  between  the  United  States 
and  the  Kingdom  of  the  Netherlands 
signed  April  29,  1948,  proclaimed  by  the 
President  of  the  United  States  on  Decem- 
ber 8.  1948.  and  eflfectlve  on  January  1, 
1947  (hereinafter  referred  to  as  the  con- 
vention), provides  In  part  as  follows: 
Article  I  , 

(1)  The  taxes  which  are  the  subject  of 
the  present  Convention  are: 

(a)  In  the  case  of  the  United  States:  the 
Federal  Income  taxes. 

(b)  In  the  case  of  the  Netherlands: 

(1)  For  the  application  of  the  provisions 
of  the  Convention  other  than  Article  XX. 
the  Income  tax  and  the  Netherlands  taxes 
credited  against  it.  the  corporation  tax  and 
the  Netherlands  taxes  credited  against  It, 
the  property  tax,  and  the  tax  on  fees  of  di- 
rectors and   managers  of  corporations:    and 

(11)  For  the  application  of  Articles  XX  to 
XXVIII  Inclusive  (except  Articles  XXIV  and 
XXVII).  the  capital  accretions  tax  and  the 
extraordinary  capital  tax. 

(2)  The  present  Convention  shall  apply 
also  to  any  other  taxes  of  a  substantially 
similar  character  Imposed  by  either  Con- 
tracting State  subsequently  to  the  date  of 
signature  of  the  present  Convention,  or,  by 
the  government  of  any  overseas  part  of  the 
Kingdom  (in  the  case  of  the  Netherlands) 
or  owrseas  territory  (In  the  case  of  the 
United  States)  to  which  the  present  Con- 
vention Is  extended  under  Article  XXVII. 
subsequently  to  the  date  of  the  notification 
of  extension. 

(3)  In  the  event  of  appreciable  changes 
In  the  fiscal  laws  of  either  of  the  Contract- 
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ing  States  the  competent  authorities  of  the 
Contracting  States  will  consult  together. 

Akticlx  II 

(1)  Ih  the  present  Convention,  unless  the 
context  otherwise  requires: 

(a)  The  term  "United  States"  means  the 
United  States  of  America,  and  when  used  in 
a  geographical  sense  means  the  States,  the 
Territories  of  Alaska  and  of  Hawaii,  and  the 
District  of  Columbia. 

(b)  The  term  "Netherlands"  means  only 
the  Kingdom  of  the  Netherlands  In  Europe. 

(c)  The  term  "United  SUtes  corporation" 
means  a  corjKiratlon.  association  or  other 
organization  or  Juridical  entity  created  In 
the  United  States  or  under  the  laws  of  the 
United  States  or  of  any  State  or  territory  of 
the  United  States. 

(d)  The  term  "Netherlands  corporation" 
means  a  corporation,  association  or  other 
organization  or  Juridical  entity  created  in 
the  Netherlands  or  under  the  laws  of  the 
Netherlands. 

(e)  The  terms  "corporation  of  one  Con- 
tracting State"  and  "corporation  of  the  other 
Contracting  State"  mean  a  United  States  cor- 
poration or  a  Netherlands  corporation,  as  the 
context  requires. 

(f)  The  term  "United  States  enterprise" 
means  an  Industrial  or  commercial  enter- 
prise or  undertaking  carried  on  in  the  United 
States  by  a  citizen  or  resident  of  the  United 
Statas  or  by  a  United  States  corporation. 

(g)  The  term  "Netherlands  enterprise" 
means  an  industrial  or  commercial  enterprise 
or  undertaking  carried  on  In  the  Netherlands 
by  a  citizen  or  resident  of  the  Netherlands  or 
by  a  Netherlands  corporation. 

(h)  The  terms  "enterprise  of  one  of  the 
Contracting  States"  and  "enterprise  of  the 
other  Contracting  State"  mean  a  United 
Statas  enterprise  or  a  Netherlands  entarprlse, 
as  the  context  requires. 

(1)  The  term  "permanent  establishment". 
when  used  with  respect  to  an  entarprlse  of 
one  of  the  Contracting  Statas,  means  a 
branch,  factory,  or  other  fixed  place  of  busi- 
ness, but  does  not  include  an  agency  unless 
the  agent  has,  and  habitually  exercises,  a 
general  authority  to  negotiate  and  conclude 
contracts  on  behalf  of  such  enterprise  or  has 
a  stock  of  merchandise  from  which  he  regu- 
larly fills  orders  on  behalf  of  such  enterprise. 
An  entarprlse  of  one  of  the  Contracting  States 
shall  not  be  deemed  to  have  a  permanent 
establishment  In  the  other  Contracting  state 
merely  because  It  carries  on  business  deal- 
ings In  such  other  Contracting  Stata  through 
a  bona  fide  commission  agent,  broker  or  cus- 
todian acting  In  the  ordinary  course  of  his 
business  as  such.  The  fact  that  an  enter- 
prise of  one  of  the  Contracting  States  main- 
tains in  the  other  Contracting  Stata  a  fixed 
place  of  business  exclusively  for  the  pur- 
chase of  goods  or  merchandise  shall  not  of 
Itself  constitute  such  fixed  place  of  business 
a  permanent  establishment  of  such  enter- 
prise. When  a  corporation  of  one  Contracting 
State  has  a  subsidiary  corporation  which  Is 
a  corporation  of  the  other  Contracting  State 
or  which  U  engaged  In  trade  or  business  In 
such  other  Contracting  State,  such  subsidiary 
corporation  shall  not,  merely  because  of  that 
fact,  be  deemed  to  be  a  permanent  establish- 
ment of  lu  parent  corporation. 

(J)  The  term  "competent  authority"  or 
"competent  authorities"  means.  In  the  case 
of  the  United  States,  the  Commissioner  of 
Intarnal  Revenue  or  his  duly  authorized  rep- 
resentative; In  the  case  of  the  Netherlands, 
the  Directeur-Generaal  der  Belastlngen  or 
his  duly  .authorized  representative;  and.  In 
the  case  of  any  part  or  territory  to  which 
provisions  of  the  present  Convention  are  ex- 
tended under  Article  XXVII.  the  competent 
authority  for  the  administration  in  such  part 
or  territory  of  the  taxes  to  which  such  pro- 
Tlslons  apply. 

(2)   In  the  application  of  the  provisions  oj 
the  present  Convention  by  either  of  the  Con- 
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trading  States,  any  term  which  1b  not  de- 
fined In  the  present  Convention  shall,  unless 
the  context  otherwise  requires,  have  the 
meaning  which  that  term  has  under  the  laws 
of  such  Contracting  State  relating  to  the 
taxes  which  are  the  subject  of  the  present 
Convention. 

Article  V 

Income  of  whatever  nature  derived  from 
real  property  and  Interest  from  mortgages 
secured  by  real  property  shall  be  taxable  only 
in  the  Contracting  State  In  which  the  real 
property  Is  situated. 

.  •  •  •  • 

Abticle  VII 

(1)   The  rate  of  United  States  tax  on  divi- 
dends derived  from  a  United  States  corpora- 
tion   by    s    resident    or    corporation    of    the 
Netherlands  not  engaged  In  trade  or  business 
In  the  United  States  through  a  permanent 
establishment  shall  not  exceed  15  percent: 
Provided    that    such   rate   of   tax    shall    not 
exceed  5  percent  If  such  Netherlands  corpora- 
tion controls,  directly  or  Indirectly,  at  least 
05  percent  of  the  entire  voting  power  In  the 
corporation    paying    the   dividend,    and    not 
more  than  25  percent  of  the  gross  Income  of 
such  paying  corporation  Is  derived  from  in- 
terest and  dividends,  other  than  Interest  and 
dividends  from  Its  own  subsidiary  corpora^ 
tlon     Such  reduction  of  the  rate  to  5  percent 
shall  not  apply  If  the  relationship  of  the  two 
corporations  has  been  arranged  or  Is  main- 
tained primarily  with  the  Intention  of  secur- 
ing such  reduced  rate. 

(2)  Dividends  derived  from  sources  within 
the  Netherlands  by  a  resident  or  corporation 
of  the  United  States  not  engaged  in  trade 
or  business  in  the  Netherlands  through  a 
permanent  establishment  shall  be  exempt 
from  Netherlands  tax. 

(3)  Either  of  the  Contracting  States  may 
terminate  this  Article,  by  giving  written 
notice  of  termination  to  the  other  Contract- 
ing State  through  diplomatic  channels,  on 
or  before  the  thirtieth  day  of  June  in  any 
year  after  the  first  year  for  which  the  present 
Convention  becomes  effective.  In  such  event 
this  Article  shall  cease  to  be  effective  on  and 
after  the  first  day  of  January  In  the  year 
next  following  that  In  which  such  notice  Is 
given. 

Article  vni 


RULES  AND  REGULATIONS 

erty.  and  royalties.  Including  rentals.  In  re- 
spect of  motion  picture  films  or  for  the  tise 
of  industrial,  commercial  or  scientific  equip- 
ment, derived  from  sources  within  one  of  the 
Contracting  States  by  a  resident  or  corpora- 
tion of  the  other  Contracting  State  not  en- 
gaged In  trade  or  business  In  the  former  State 
through  a  permanent  establishment,  shall  be 
exempt  from  tax  Imposed  by  the  former 
State. 

Article  XII 

Dividends  and  Interest  paid  by  a  Nether- 
lands corporation  shall  be  exempt  from 
United  States  tax  except  where  the  recipient 
Is  a  citizen,  resident,  or  corporation  of  the 
United  States. 

• 
Article  XV 


(2)  Private  pensions  and  life  annuities  de- 
rived from  within  one  of  the  Contracting 
States  and  paid  to  Individuals  In  the  other 
contracting  State  shall  be  exempt  from  tax- 
ation In  the  former  State. 

(3)  The  term  "pensions"  as  used  In  this 
Article  means  periodic  payments  made  In 
consideration  for  services  rendered  or  by  way 
of  compensation  for  Injuries  received. 

(4)  The  term  "life  annuities"  as  used  In 
this  Article  means  a  stated  sum  payable 
periodically  at  stated  times  during  life,  or 
during  a  specified  number  of  years,  under  an 
obligation  to  make  the  payments  In  return 
for  adequate  and  full  consideration  In  money 
or  money's  worth. 

ARTICLE   XXVI 

(1)  The  authorities  of  each  of  the  Con- 
tracting States,  m  accordance  with  the  prac- 
tices of  that  State,  may  prescribe  regula- 
tions necessary  to  carry  out  the  provisions 
of  the  present  Convention. 

(2)  With  respect  to  the  provisions  of  the 
present  Convention  relating  to  exchange  of 
information  and  mutual  assistance  '«  the 
collection  of  taxes,  the  competent  authori- 
ties may.  by  common  agreement,  prescribe 
rules  concerning  matters  of  procedure,  forms 
of  application  and  replies  thereto,  conver- 
sion of  currency,  dUposltlon  of  amounts  co  - 
lected,  minimum  amounts  subject  to  col- 
lection, and  related  matters. 


(1)  Interest  (on  bonds,  securities,  notes, 
debentures,  or  on  any  other  form  of  Indebted- 
ness), other  than  Interest  referred  to  In  Arti- 
cle V  of  the  present  Convention,  derived  from 
sources  within  the  United  States  by  a  resi- 
dent or  corporation  of  the  Netherlands  not 
engaged  In  trade  or  business  in  the  United 
States  through  a  permanent  establishment, 
shall  be  exempt  from  United  States  tax:  but 
such  exemption  shall  not  apply  to  such  In- 
terest paid  by  a  United  States  corporation 
to  a  Netherlands  corporation  controlling, 
directly  or  Indirectly,  more  than  50  percent 
of  the  entire  voting  power  In  the  paymg 
corporation. 

(2)  Interest  (on  bonds,  securities,  notes, 
debentures,  or  on  any  other  form  of  Indebted- 
ness),  other  than  interest  referred  to  In  Arti- 
cle V  of  the  present  Convention,  derived 
from  sources  within  the  Netherlands  by  a 
resident  or  corporation  of  the  United  States 
not  engaged  In  trade  or  business  in  the 
Netherlands  through  a  permanent  establish- 
ment, shall  be  exempt  from  Netherlands  tax; 
but  such  exemption  shall  not  apply  to  such 
interest  paid  by  a  Netherlands  corporation  to 
a  United  States  corporation  controlling,  di- 
rectly or  Indirectly,  more  than  50  percent  of 
the  entire  voting  power  In  the  paying  corpo- 
ration. 

Article  IX 

Royalties  for  the  right  to  use  copyrights, 
patents,  designs,  secret  processes  and  formu- 
lae, trade  marks,  and  othel:  analogous  prop- 


Article  XXVIII 


(2)  The  present  Convention  shall  become 
effective  on  the  first  day  of  January  in  the 
year  last  preceding  the  year  In  which  the 
exchange  of  Instruments  of  ratification  takes 
place.  It  shall  continue  effective  for  a  period 
of  five  years  beginning  with  that  date  and 
Indefinitely  after  that  period,  but  may  be 
terminated  by  either  of  the  Contracting 
States  at  the  end  of  the  five-year  period  or 
at  any  time  thereafter,  provided  that  at 
least  six  months-  prior  notice  of  termina- 
tion has  been  given,  the  termination  to  be- 
come effective  on  the  first  diy  of  January 
following  the  expiration  of  tne  six-month 
period. 

As  used  m  this  subpart,  unless  the  con- 
text  otherwise  requires,  the  terms  defined 
in  the  above  articles  of  the  convention 
shall  have  the  meanings  so  assigned  to 
them. 

§  7.801  Dividends— (A)  General.  The 
rate  of  tax  Imposed  by  section  211  (a) 
of  the  Internal  Revenue  Code  (relating 
to  nonresident  alien  individuals  not  en- 
gaged in  trade  or  business  within  the 
United  States)  and  by  section  231  (a)  of 
the  Internal  Revenue  Code  (relating  to 
foreign  corporations  not  engaged  in  trade 


or  business  within  the  United  States)  Is 
30  percent.    Such  rate  Is  reduced  under 
Article  VII  of  the  convention  to  15  per- 
cent in  the  case  of  dividends  received  on 
or  after  January  1.  1947.  from  sources 
within  the  United  States  by  a  nonresi- 
dent alien  (including  a  nonresident  alien 
individual,  fiduciary,  and  partnership) 
who  is  a  resident  of  the  Netherlands  or 
a  Netherlands  corporation,  if  such  alien 
or  Netherlands  corporation  is  at  no  time 
during  the  taxable  year  engaged  in  trade 
or  business,  through  a  permanent  estab- 
lishment, within  the  United  States.    As 
to  what  is  a  Netherlands  corporation,  see 
Article  II   (1)    Cd)    of  the  convention. 
Thus,  if  a  nonresident  alien  who  is  a  res- 
ident of  the  Netherlands,  performs  per- 
sonal services  within  the  United  States 
during  the  calendar  year  1948.  but  has  at 
no  time  during  such  year  a  permanent 
establishment  within  the  United  States, 
he  is  entitled  to  the  reduced  rate  of  tax 
with  respect  to  such  dividend,  as  pro- 
vided in  Article  VII  of  the  convention, 
even  though,  by  reason  of  his  having  ren- 
dered    personal     services     within     the 
United  States,  he  Is  engaged  in  trade  or 
business  therein  in  that  year  within  the 
meaning  of  section  211  (b)  of  the  Inter- 
nal Revenue  Code.    As  to  what  consti- 
tutes a  permanent  establishment,  see  Ar- 
ticle II  (1)  (i)  of  the  convention. 

In  the  case  of  dividends  paid  on  or 
after  January  1,  1947,  by  a  Netherlands 
corporation  no  withholding  of  United 
States  tax  is  required  irrespective  of  the 
citizenship  or  residence  of  the  owner  of 
the  stock.  See  Article  XII  of  the  con- 
vention. 

(b)  Dividends  paid  by  a  United  States 
subsidiary  corj^ration.    Under  the  pro- 
visions of  Article  VII  (1)   of  the  con- 
vention, dividends  paid  by  a  domestic 
corporation  to  a  Netherlands  corpora- 
tion, controlling,  directly  or  indirectly, 
at  the  time  the  dividend  is  paid,  95  per- 
cent or  more  of  the  entire  voting  power 
in  such  domestic  corporation,  are  sub- 
ject to  tax  at  the  rate  of  only  5  percent, 
if  (1)  not  more  than  25  percent  of  the 
gross  income  of  such  paying  corpora- 
tion for  the  three-year  period  imme- 
diately  preceding   the  taxable  year  in 
which  the  dividend  is  paid  consists  of 
dividends  and  interest  (other  than  divi- 
dends and  interest  paid  to  such  domestic 
corporation  by  its  own  subsidiary  cor- 
porations, if  any)  and  (2)  the  relation- 
ship between  such  domestic  corporation 
and  such  Netherlands  corporation  has 
not  been  arranged  or  maintained  pri- 
marily with  the  intention  of  securing 
such  reduced  rate  of  5  percent. 

Any  domestic  corporation  which  claims 
or  contemplates  claiming  that  dividends 
paid  or  to  be  paid  by  It  on  or  after 
January  1.  1947.  are  subject  only  to  the 
5  percent  rate  shall  file,  as  soon  as  prac- 
ticable, with  the  Commissioner  of  In- 
ternal Revenue,  the  following  informa- 
tion: <1)  the  date  and  place  of  Its  or- 
ganization; (2)  the  number  of  outstand- 
ing shares  of  stock  of  the  domestic  cor- 
poration having  voting  power  and  the 
voting  power  thereof;  (3)  the  person  or 
persons  beneficially  owning  such  stock 
of  the  domestic  corporation  and  their 
relationship  to  the  Netherlands  corpo- 
ration; (4)  the  amount  of  gross  Income, 
by  years,  of  the  paying  corporation  for 
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the  three-year  period  Immediately  pre- 
ceding the  taxable  year  in  which  the 
dividend  is  paid;  (5)  the  amount  of  In- 
terest and  dividends,  by  years,  in- 
cluded in  the  gross  Income  of  such 
domestic  corporation,  and  the  amount  of 
Interest  and  dividends,  by  years,  re- 
ceived by  such  corporation  from  its 
subsidiary  corporations,  if  any;  and  (6) 
the  relationship  between  the  domestic 
corporation  and  the  Netherlands  cor- 
poration to  which  it  pays  the  dividend. 

As  soon  as  practicable  after  such  in- 
formation is  filed,  the  Commissioner  of 
Internal  Revenue  will  determine  whether 
the  dividends  concerned  fall  within  the 
scope  of  the  proviso  of  Article  VII  *1)  of 
the  convention  and  may  authorize  the  re- 
lease of  excess  tax  withheld  with  respect 
to  dividends  which  come  within  such 
proviso.  In  any  case  in  which  the  Com- 
missioner of  Internal  Revenue  has  noti- 
fied such  domestic  corporation  that  It 
comes  within  such  proviso,  the  reduced 
rate  of  5  percent  applies  to  any  dividends 
subsequently  paid  by  such  corporation  to 
the  Netherlands  corporation  unless  the 
stock  ownership  of  the  domestic  corpo- 
ration, or  the  character  of  its  income 
materially  changes,  and,  if  such  change 
or  changes  occur,  such  corporation  shall 
promptly  notify  the  Commissioner  of  In- 
ternal Revenue  of  the  then  existing  facts 
with  respect  to  such  stock  ownership  or 
Income. 

(O  Effect  on  withholding  in  case  of 
dividends  of  address  in  Netherlands.  For 
the  purposes  of  withholding  of  the  tax  In 
the  case  of  dividends,  every  nonresident 
alien  (including  a  nonresident  alien  in- 
dividual, fiduciary  or  partnership)  whose 
address  is  In  the  Netherlands  shall  be 
deemed  by  United  States  withholding 
agents  to  be  a  resident  of  the  Netherlands 
not  engaged  In  trade  or  business  In  the 
United  States  through  a  permanent 
establishment  therein  and  every  corpora- 
tion whose  address  Is  In  the  Netherlands 
shall  be  deemed  by  such  withholding 
agents  to  be  a  Netherlands  corporation 
not  so  engaged  in  trade  or  business  In 
the  United  States. 

(d)  Rate  of  withholding.  On  and  after 
January  1,  1949,  withholding  In  the 
case  of  dividends  paid  to  nonresident 
aliens  (including  a  nonresident  alien 
Individual,  fiduciary  or  partnership), 
and  to  foreign  corp>orations,  whose  ad- 
dresses are  in  the  Netherlands,  shall 
(except  (1»  In  any  case  in  which,  prior 
to  the  date  of  payment  of  such  divi- 
dend, the  Commissioner  of  Internal  Rev- 
enue has  notified  the  paying  corporation 
that  such  dividend  falls  within  the  pro- 
viso of  Article  VII  (1)  of  the  convention, 
and  (2)  In  any  case  In  which  the  Com- 
missioner notifies  the  withholding  agent 
that  the  reduced  rate  shall  not  apply), 
be  at  the  rate  of  15  perceiit. 

The  preceding  provisions  relative  to 
residents  of  the  Netherlands  and  to  Neth- 
erlands corporations  are  based  upon  the 
assumption  that  the  payee  of  the  divi- 
dend is  the  actual  owner  of  the  capital 
stock  from  which  the  dividend  is  derived 
and  consequently  is  the  person  liable  to 
the  tax  upon  such  dividend.  As  to  action 
by  the  recipient  who  Is  not  the  owner  of 
the  dividend,  see  5  7.807. 
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f  7.802  Interest— (A)  General.  In- 
terest (other  than  interest  falling  within 
the  scope  of  paragraph  (c)  of  this  section 
«nd  other  than  Interest  from  mortgage 
notes  (not  including  bonds)  secured  by 
real  property) .  whether  on  bonds,  securi- 
ties, notes,  debentures,  or  any  other  form 
of  Indebtedness  (Including  interest  on 
obligations  of  the  United  States  and  on 
obligations  of  instrumentalities  of  the 
United  States)  received  on  or  after  Janu- 
ary 1.  1947.  from  sources  within  the 
United  States  by  (1)  a  nonresident  alien 
(including  a  nonresident  alien  individual, 
fiduciary,  and  partnership)  who  is  a  resi- 
dent of  the  Netherlands,  or  (2)  a  Nether- 
lands corporation,  is  exempt  from  United 
States  tax  under  the  provision* of  Article 
Vni  of  the  convention  if  such  alien  or 
corporation  at  no  time  during  the  taxable 
year  in  which  such  Interest  Is  so  received 
had  a  permanent  establishment  in  the 
United  States.  Such  interest  is.  there- 
fore, not  subject  to  the  withholding  pro- 
visions of  the  Internal  Revenue  Code. 

(b)  Exemption  from  tvithholding.  To 
obviate  withholding  at  the  source  In  the 
case  of  coupon  bond  Interlst.  the  non- 
resident alien  resident  in  the  Netherlands 
or  the  Netherlands  corporation  shall  sub- 
mit Form  1001-N,  in  duplicate,  to  the 
paying  agent  with  each  presentation  of 
interest  coupons.  Such  form  shall  be 
signed  by  the  owner  of  the  interest,  trus- 
tee or  agent,  and  shall  show  the  name 
and  address  of  the  obligor,  and  the  name 
and  address  of  the  owner  of  such  Inter- 
est and  the  amount  of  such  interest. 
Such  form  shall  contain  a  statement  that 
the  owner  is  a  resident  of  the  Nether- 
lands or  a  Netherlands  corporation  and 
that  such  owner  has  no  permanent  estab- 
lishment in  the  United  States. 

The  exemption  from  United  States  tax 
contemplated  by  Article  VIII  of  the  con- 
vention, insofar  as  it  concerns  coupon 
bond  Interest.  Is  an  exemption  appli- 
cable only  to  the  owner  of  such  interest. 
The  person  presenting  such  coupon  or 
on  whose  behalf  it  is  presented  shall,  for 
the  purpose  of  the  exemption,  be  deemed 
to  be  the  owner  of  the  Interest  only  If 
he  Is.  at  the  time  the  coupon  is  presented 
for  payment,  the  owner  of  the  bond  from 
which  the  coupon  has  been  detached. 
If  the  person  presenting  the  coupon  is 
not  the  owner  of  the  bond.  Form  1001. 
and  not  Form  1001-N.  shall  be  executed. 
The  original  and  duplicate  ownership 
certificates.  Form  1001-N.  must  be  for- 
warded to  the  Commissioner  with  the 
quarterly  return.  Form  1012.  as  provided 
In  existing  regulations  with  respect  to 
Form  1001.  See  §  29.143-7  of  this  chap- 
ter (Regulations  111).  Form  1001-N 
need  not  be  listed  on  Form  1012. 

In  the  case  of  Interest  coupons  pre- 
sented in  the  Netherlands  by  a  nonresi- 
dent alien  who  is  not  a  resident  of  the 
Netherlands,  or  by  a  foreign  corporation 
other  than  a  Netherlands  corporation 
ownership  certificates.  Form  1001,  shall 
be  filed  as  provided  In  existing  regula- 
tions without  reference  to  the  provisions 
of  the  convention.  See  5  29.143-4  of  this 
chapter  (Regulations  111). 

To  avoid  withholding  at  the  source 
in  the  case  of  Interest,  other  than  inter- 
est payable  by  means  of  coupons  and 
other  than  interest  from  mortgage  notes 
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(not  including  bonds)  secured  by  real 
property,  the  nonresident  alien  who  Is 
a  resident  of  the  Netherlands,  or  the 
Netherlands  corporation  shall  file  Form 
lOOlA-N.  in  duplicate,  with  the  with- 
holding agent  in  the  United  States. 
Such  form  shall  be  signed  by  the  owner 
of  the  income,  trustee,  or  agent,  and 
shall  show  the  name  and  address  of  the 
obligor  and  the  name  and  address  of  the 
owner  of  such  interest.  Such  form  shall 
contain  a  statement  that  the  owner  is  a 
resident  of  the  Netherlands,  or  is  a 
Netherlands  corporation,  not  having  a 
permanent  establishment  in  the  United 
States. 

Form  lOOlA-N  must  be  filed  for  each 
three-calendar-year  period  and  the  first 
such  form  filed  by  the  taxpayer  with  any 
withholding  agent  should  be  filed  not 
later  than  20  days  preceding  the  date  of 
the  first  payment  of  income  in  such  pe- 
riod.  If  the  taxpayer  files  such  form  with 
the  withholding  agent  in  the  calendar 
year  1948  or  in  any  subsequent  calendar 
year  no  additional  Form  lOOlA-N  need 
be  filed  prior  to  the  end  of  the  two  cal- 
endar years  Immediately  following  the 
calendar  year  in  which  such  form  is  so 
filed  unless  the  Commissioner  notifies 
the  withholding  agent  that  an  additional 
Form  lOOlA-N  muSt  be  filed  by  the  tax- 
payer at  any  earlier  date.    The  duplicate 
of  Form  lOOlA-N  should  be  Immediately 
forwarded  by  the  withholding  agent  to 
the  Commissioner  of  Internal  Revenue, 
Records  Division.  Washington  25,  D.  c! 
In  the  case  of  interest  paid  on  or  after 
January  1,  1947.  by  a  Netherlands  cor- 
poration no  withholding  of  United  States 
tax  Is  required  irrespective  of  the  citizen- 
ship or  residence  of  the  owner  of  the  in- 
terest (see  Article  XII  of  the  convention ) . 
(c)  Exemption  not  applicable  to  inter- 
est paid  by  subsidiary  corporation  to  its 
jyarent  corporation.     Article  VTII  (1)  of 
the  convention  provides  in  part  that  the 
exemption  from  United  States  tax  of  in- 
terest shall  not  apply  to  Interest  paid  by  a 
domestic  corporation  to  a  Netherlands 
corporation  If  such  foreign  corporation 
controls,  directly  or  indirectly,  more  than 
50  percent  of  the  voting  power  of  all 
classes  of  stock  of  such  domestic  corpora- 
tion.    The  exemption  provisions  of  Ar- 
ticle VIII  (1)   of  the  convention  have, 
therefore,  no  application  to  such  interest. 
In  any  case  in  which  (Da  Netherlands 
corporation  derives  Interest  from  a  do- 
mestic corporation,  and  (2)  the  relation- 
ship existing  between  the  Netherlands 
corporation  and  the  domestic  corporation 
is  such  as  to  render  uncertain  whether 
the  exemption  appiies  to  such  Interest, 
neither  Form  1001-N  nor  Form  lOOlA-N 
should  be  executed  by  the  Netherlands 
corporation.     In  such  ca.'^e  a  statement  of 
the  facts  should  be  filed  with  the  Com- 
missioner of  Internal  Revenue.  Wash- 
ington 25.  D.  C.     As  soon  as  practicable 
after  such  statement  is  filed  the  Commis- 
sioner of  Internal  Revenue  will  determine 
vihether  the  interest  Involved  is  entitled 
to  exemption  under  the  provisions  of  Ar- 
ticle VIII  (1>  of  the  convention,  and  will 
notify    such    Netherlands    corporation 
whether  the  exemption  provided  In  Ar- 
ticle vm  (1)  of  the  convention  applies 
in  .such  ca.'^e.     If  in  such  case  the  Com- 
missioner  of    Internal    Revenue   deter- 
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mines  that  such  exemption  applies,  then 
Form  lOOlA-N  should  be  filed  together 
with  a  copy  of  the  letter  from  the  Com- 
missioner of  Internal  Revenue. 

S  7.803    Patent  and  copyriQht  royalties 
and  film  rentals.     Royalties  and  other 
like  amounts  received  on  or  after  Jan- 
uary 1,  1947.  by  <a)  a  nonresident  alien 
(including    a    nonresident    alien    indi- 
vidual, fiduciary,  and  partnership)  who 
is  a  resident  of  the  Netherlands  or  (b) 
a  Netherlands  corporation,  as  considera- 
tion for  the  use  of.  or  for  the  privilege 
of    using    copyrights,    patents,    designs. 
secret    processes    and    formulae,    trade 
marks,    and    other    like    property,    and 
royalties,  including  rentals,  in  respect  of 
motion  picture  films  or  for  the  use  of 
Industrial,     commercial     or     scientific 
equipment,    are    exempt    from    United 
States  tax  under  the  provisions  of  Article 
IX  of  the  convention  If  such  alien  or 
corporation  had  at  no  time  during  the 
taxable  year  In  which  such  royalty  or 
other  amount  was  so  received  a  perma- 
nent  establishment   within   the   United 
States. 

Such  Items  are.  therefore,  not  subject 
to  the  withholding  provisions  of  the  In- 
ternal Revenue  Code.  As  to  what  consti- 
tutes a  permanent  establishment,  see 
Article  II  (1)   (i»  of  the  convention. 

To  obviate  withholding  at  the  source. 
the  nonresident  alien  who  is  a  resident 
of  the  Netherlands,  or  the  Netherlands 
corporation,  shall  file  Form  lOOlA-N.  in 
duplicate,  with  the  withholding  agent  in 
the  United  States.  Such  form  shall  be 
signed  by  the  owner  of  the  income,  trus- 
tee or  agent  and  shall  contain  the  state- 
ments provided  on  such  form  with  re- 
spect to  interest  as  set  forth  in  §  7.802. 
the  provisions  of  which  with  respect  to 
the  effective  period  of  such  form  are 
equally  applicable  with  respect  to  the 
Income  falling  within  the  scope  of  this 
section. 

The  duplicate  copy  of  Form  lOOlA-N 
should  be  immediately  forwarded  by  the 
withholding  agent  to  the  Commissioner 
of  Internal  Revenue.  Records  Division. 
Washington  25.  D.  C. 

§  7.804  Pensions  and  life  annuities. 
Article  XV  (2)  of  the  convention  pro- 
vides that  private  pensions  and  life  an- 
nuities derived  on  or  after  January  1, 
1947.  from  sources  within  the  United 
States  by  a  nonresident  alien  individual 
who  Is  a  resident  of  the  Netherlands  shall 
be  exempt  from  United  States  tax. 

The  person  paying  such  income  should 
be  notified  by  letter  from  the  resident  of 
the  Netherlands  that  the  income  is  ex- 
empt from  taxation  under  the  provisions 
of  the  convention.  Such  letter  shall  con- 
tain the  address  of  the  individual  and  a 
statement  that  such  individual  is  a  resi- 
dent of  the  Netherlands.  The  letter  of 
notification,  o-  a  copy  thereof,  should  be 
Immediately  forwarded  by  the  recipient 
to  the  Commissioner  of  Internal  Reve- 
nue. Records  Division.  Washington  25. 
D.  C.  Such  letter  shall  constitute  au- 
thorization to  the  payor  of  the  income 
to  pay  such  Income  without  deduction  of 
the  tax  at  the  source  unless  the  Com- 
missioner subsequently  notifies  such  pay- 
or that  the  tax  should  be  withheld  with 
respect  to  payments  made  after  such 
notification. 
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§  7.805  Natural  resource  royalties  and 
real  property  rentals.  The  convention 
does  not  change  the  rate  of  tax  imposed 
under  existing  law  upon  natural  resource 
royalties  and  real  property  rentals.  The 
withholding  of  the  tax  with  respect  to 
such  items  derived  from  sources  within 
the  United  States  by  nonresident  aliens 
who  are  residents  of  the  Netherlands 
and  by  Netherlands  corporations  is  not 
affected  by  the  convention.  See  sections 
211  (a>  and  231  (a)  of  the  Internal  Rev- 
enue Code. 

§  7.806  Release  of  excess  tax  withheld 
at  source — <a)  General.  In  order  to 
bring  the  convention  Into  force  and  effect 
at  the  earliest  practicable  date: 

(1>  The  reduced  rate  of  tax  of  15 
percent  to  be  withheld  at  the  source  on 
dividends,  and 

(2»  Exemption  from  tax  otherwise 
withheld  at  the  source  on  interest,  pat- 
ent royalties,  copyright  royalties,  film 
rentals  and  the  like. 

are  hereby  made  elTectivc  beginning  Jan- 
uary 1.  1948,  in  any  case  in  which  such 
dividends,  interest,  patent  royalties, 
copyright  royalties,  film  rentals  and  the 
like  are  derived  from  sources  within  the 
United  States  by  (I)  a  nonresident  alien 
•  including  a  nonresident  alien  individual, 
fiduciary  and  partnership)  who  Is  a  resi- 
dent of  the  Netherlands,  or  (ID  a  Nether- 
lands corporation. 

Accordingly,  in  the  case  of  dividends 
paid  to  a  nonresident  alien  (Including 
a  nonresident  alien  Individual,  fiduciary, 
and  partnership)  whose  address  at  the 
time  of  payment  was  In  the  Netherlands, 
or  to  a  Netherlands  corporation  whose 
address  at  the  time  of  payment  was  In 
the  Netherlands,  where  tax  at  the  rate  of 
30  percent  has  been  withheld  on  or  after 
January  1.  1948.  from  such  dividends, 
there  shall  be  released  by  the  withhold- 
ing agent  and  paid  over  to  the  person 
from  whom  It  was  withheld  an  amount 
equal  to  15  percent  of  such  dividends. 

In  the  case  of  every  such  taxpayer  who 
furnishes  to  the  withholding  agent  Form 
lOOlA-N,  as  prescribed  In  §  7.802,  or 
§  7.803,  where  tax  at  the  rate  of  30  per- 
cent has  been  withheld  on  or  after  Janu- 
ary 1, 1948.  there  shall  be  released  by  the 
withholding  agent  and  paid  over  to  the 
person  from  whom  there  was  withheld 
an  amount  equal  to  the  amount  so  with- 
held In  the  case  of  Interest  (as  to  coupon 
bond  interest,  see  next  paragraph),  pat- 
ent royalties,  copyright  royalties,  film 
rentals  and  the  like. 

In  the  case  of  every  such  taxpayer 
described  in  the  first  paragraph  of  this 
section  who  furnishes  to  the  withholding 
agent  Form  1001-N.  In  duplicate,  where 
tax  at  the  rate  of  28  percent  or  30  per- 
cent, as  the  case  may  be.  has  been  with- 
held on  or  after  January  1.  1948.  from 
coupon  bond  Interest,  there  shall  be  re- 
leased by  the  withholding  agent  and  paid 
over  to  the  person  from  whom  It  was 
withheld  an  amount  equal  to  the  tax 
withheld  from  such  Interest.  Form 
1001-N  used  for  this  purpose  should  be 
clearly  marked  "Substitute"  in  order  to 
replace  Forms  1001  previously  filed.  One 
Form  1001-N,  In  duplicate,  may  be  used 
to  replace  twb  or  more  Forms  1001.  The 
form  marked  "Substitute"  Is  to  be  u.sed 
solely  for  the  release  of  excess  tax  with- 


held In  1948.  The  use  of  Form  1001-N  for 
the  purpose  of  exemption  upon  presenta- 
tion of  interest  coupons  Is  set  forth  In 
§7.802  (b).- 

( b)  Private  pensions  and  life  annuities 
paid  in  1948  or  subsequent  years.  In  or- 
der to  bring  the  convention  into  force 
and  effect  at  the  earliest  practicable  date, 
the  exemption  from  tax  otherwise  with- 
held at  the  source  on  private  pensions 
and  life  annuities  is  made  effective  be- 
ginning January  1,  1948,  in  any  case  in 
which  such  pensions  and  life  annuitias 
are  derived  from  sources  within  the 
United  States  by  a  nonresident  alien  in- 
dividual who  is  a  resident  of  the  Nether- 
lands. 

The  person  paying  such  Income  should 
be  notified  by  letter  from  the  resident  of 
the  Netherlands  that  the  Income  Is  ex- 
empt from  taxation  under  the  provisions 
of  Article  XV  (2),  <3»  and  (4»  of  the 
convention.  See  §  7.804.  Such  letter  will 
constitute  authorization  to  the  payor  of 
the  Income  to  release  the  tax  withheld 
on  or  after  January  1,  1948  from  such 
pensions  and  life  annuities. 

(c)   Subsidiary's  dividends.     With  re- 
spect to  a  dividend  paid  on  or  after  Jan- 
uary 1.  1948,  by  a  domestic  corporation 
to  a  Netherlands  corporation  whose  ad- 
dress i.s  In  the  Netherlands,  tax  shall  be 
withheld  in  accordance  with  the  pro- 
visions of  !  7.801  unle.ss  prior  to  the  date 
of  payment  of  such  dividend  the  Com- 
missioner of  Internal  Revenue  has  noti- 
fied the  paying  corporation  that  such 
dividend  falls  within  the  scope  of  the 
provl.so  of  Article  VII  (1)   of  the  con- 
vention.    As  soon  as  practicable  after 
Information  required  under  §  7  801   (b) 
is  filed,  the   Commissioner  of  Internal 
Revenue    will    determine    whether    the 
dividend  involved  falls  within  the  scope 
of  such  proviso  and  may  authorize  the 
release  of  the  excess  tax  withheld  with 
respect  to  dividends  which  come  within 
the  scope  of  such  proviso. 

5  7  807    Addressee  in  the  Netherlands 
not  actual  owner — (a)  Netherlands  Ad- 
ministration Office.    If  the  recipient  in 
the  Netherlands  of  any  dividend  or  Inter- 
est from  sources  within  the  United  States 
is  a  Netherlands  Administration  Office 
and  the  person  beneficially  entitled  to 
.such  dividend  or  interest  is  not  entitled 
to  the  reduced  rate  of  tax  provided  In 
Article  VII  of  the  convention  nor  to  the 
exemption  provided  in  Article  VIII,  the 
banker  or  commissioner  with  whom  the 
certificate  issued  by  the  Administration 
Office  is  deposited  In  the  Netherlands,  or 
the  banker  In  the  Netherlands  to  whom 
the    dividend    coupon    or    the    Interest 
coupon  Is  first  presented  for  payment  or 
sale,   will  withhold   an   additional  tax. 
This  additional  tax  Is  equivalent  to  the 
difference  between  the  United  States  tax 
which  would  have  been  withheld  had  the 
convention  not  been  in  effect  (30  per- 
cent as  at  the  date  of  approval  of  this 
subpart)    and    the    United    States    tax 
actually   withheld   from   such   dividend 
or  interest.    The  amounts  so  withheld  by 
the  banker  or  commissioner  will,  on  or 
before  the  15th  day  after  the  close  of  the 
calendar  year   quarter   in   which   such 
withholding  has    taken    place,    be    de- 
posited, by  the  banker  or  commissioner, 
with  the  Netherlands  Bank  (account:  In- 
spector of  Taxes  at  Amsterdafn,  United 
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States  tax),  without  converting  such 
amounts  Into  dollars.  Each  banker  or 
commissioner  making  such  deposit  shall 
file  with  the  Inspector  of  Taxes  at  Am- 
sterdam a  return,  containing  the  total 
amount  of  additional  tax  so  withheld  by 
him,  and  a  specification  of  the  additional 
tax  for  each  type  of  security.  It  has  been 
arranged  that  the  Netherlands  Tax  Ad- 
ministration will,  on  or  before  the  15th 
day  after  the  end  of  the  calendar  year 
quarter  In  which  such  deposit  is  so  made 
with  the  Netherlands  Bank,  remit  by 
draft  in  United  States  dollars  the 
amounts  so  paid  to  the  Collector  of  In- 
ternal Revenue,  Baltimore,  Maryland, 
U.  S.  A.,  together  with  the  aggregate  of 
any  other  amounts  of  United  States  tax 
withheld  or  recovered  by  the  Netherlands 
Tax  Administration. 

(b)  Other  Netherlands  addressees  not 
actual  owner.  If  the  recipient  in  the 
Netherlands  (including  a  fiduciary  (Du. 
bewindveerder.  beheerder  van  een  on- 
verdeelde  boedel,  executeur-testamen- 
tair,  falUissements-curator,  krachtens  de 
wet  aangesteld  beheerder,  benoemd 
voogd)  and  a  partnership)  of  the  divi- 
dends is  a  nominee  (Du.  op  eigen  naam 
handelend  tussenpersoon)  or  agent  (Du. 
gemachtlgde)  through  whom  the  divi- 
dend flows  to  a  person  other  than  the 
person  described  In  section  7.801  (a)  as 
being  entitled  to  the  reduced  rate  of  15 
percent  provided  In  Article  VII  of  the 
convention,  such  recipient  in  the  Nether- 
lands will  withhold  an  additional  United 
States  tax  equivalent  to  the  difference 
between  the  United  States  tax  which 
would  have  been  withheld  had  the  con- 
vention not  been  in  effect  and  the  15 
percent  withheld  at  the  source  with  re- 
spect to  such  dividend  as  provided  in 
§  7.801. 

In  any  case  In  which  a  fiduciary  or  a 
partnership  with  an  address  in  the  Neth- 
erlands receives,  otherwise  than  as  a 
nominee  or  as  an  agent,  a  dividend  from 
a  United  States  corporation.  If  a  bene- 
ficiary of  such  fiduciary  or  a  parther  in 
such  partnership  is  not  entitled  to  the 
reduced  rate  of  tax  provided  in  Article 
VII  of  the  convention,  the  fiduciary  or 
partnership  will  withhold  an  additional 
tax  with  respect  to  the  portion  of  such 
dividend  included  in  such  beneficiary's 
or  partner's  net  distributive  share  of  the 
Income  of  such  fiduciary  or  partnership, 
as  the  case  may  be.  The  rate  of  the 
additional  tax  is  calculated  in  the  same 
manner  as  Is  applicable  under  the  first 
paragraph  of  the  present  subsection. 

The  amounts  so  withheld  by  such  with- 
holding agent  in  the  Netherlands  will  be 
deposited  with  the  Netherlands  Bank 
(account:  Inspector  of  Taxes  at  Amster- 
dam, United  States  tax)  In  the  same 
manner,  and  subject  to  the  same  provi- 
sions, as  are  applicable  in  the  case  of 
amounts  deposited  as  provided  in  para- 
graph (a)  of  this  section.  The  with- 
holding agent  making  such  deposit  shall 
file  a  return  in  the  same  manner  and 
subject  to  the  same  provisions  as  are  ap- 
plicable under  paragraph  (a)  of  this  sec- 
tion. The  amounts  so  deposited  will  be 
remitted  to  the  Collector  of  Internal  Rev- 
enue, Baltimore,  Maryland.  U.  S.  A.,  as 
are  deposits  under  paragraph  (a)  of  this 
section. 
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5  7.808  Return  of  tax  withheld  and 
information  return  with  respect  to  per- 
sons whose  addresses  are  in  the  Nether- 
lands. Every  United  States  withholding 
agent  shall  make  and  file  with  the  col- 
lector, in  duplicate,  an  information  re- 
turn on  Form  1042E,  in  addition  to  the 
withholding  return.  Form  1042,  for  the 
calendar  year  1948  and  each  subsequent 
calendar  year,  with  respect  to: 

(a)  Dividends  from  which  a  tax  of 
15  percent  was  withheld  from  persons 
whose  addresses  are  in  the  Netherlands 
(5  percent  in  the  case  of  dividends  fall- 
ing within  the  scope  of  the  proviso  of 
Article  VII  (1)  of  the  convention); 

(b)  Royalties  and  like  amounts  and 
interest  (other  than  coupon  bond  Inter- 
est reported  on  Form  1001-N)  from  which 
no  tax  was  withheld  from  persons  who 
have  furnished  to  the  withholding  agent 
Form  lOOlA-N;  and 

(c )  All  other  fixed  or  determinable  an- 
nual or  periodical  income  paid  to  such 
persons. 

§  7.809  Refund  of  excess  tax  withheld. 
If  the  tax  withheld  at  the  source  upon 
dividends,  interest,  royalties,  private 
pensions  or  life  annuities  paid  during 
the  calendar  year  1947  is  in  excess  of  the 
tax  due  from  the  taxpayer  under  the  con- 
vention. It  will  be  necessary  for  the  tax- 
payer, in  order  to  compute  the  tax  prop- 
erly, to  file  an  income  tax  return.  Form 
1040NB  (Netherlands),  for  individuals, 
and  Form  1120NB  (Netherlands),  for 
corporations,  for  such  taxable  year.  The 
taxpayer's  total  fixed  or  determinable 
annual  or  periodical  income  from  sources 
within  the  United  States  should  be  re- 
ported on  such  return  and  in  the  event 
securities  are  held  in  the  name  of  a  per- 
son other  than  the  actual  owner,  the 
name  of  such  person  should  be  furnished. 
There  shall  be  included  in  such  return 
the  following  statements: 

(a)  That  the  taxpayer  is  a  nonresi- 
dent alien  (including  a  nonresident  alien 
individual,  fiduciary  or  partnership)  res- 
ident in  the  Netherlands  or  is  a  corpora- 
tion organized  in  or  under  the  laws  of  the 
Netherlands; 

(b)  That  the  taxpayer  was  engaged  in 
trade  or  biisiness  through  a  permanent 
establishment  In  the  United  States  at  no 
time  during  the  taxable  year  in  which  the 
income  was  received. 

However,  the  statement  required  by 
paragraph  (b)  of  this  section  is  not  ap- 
plicable in  the  case  of  a  taxpayer  whose 
income  from  sources  within  the  United 
States  during  the  calendar  year  1947 
consisted  exclusively  of  private  pensions 
and  life  annuities.  As  to  additional  In- 
formation required  in  the  case  of  a 
Netherlands  corporation  claiming  a  rate 
of  5  percent  on  dividends  paid  by  Its 
domestic  subsidiary  corporation,  see 
5  7.801  (b). 

For  the  purposes  of  refund  of  excess 
tax  withheld  resulting  from  the  tax  con- 
vention, a  properly  executed  return  on 
Form  1040NB  (Netherlands)  or  Form 
1120NB  (Netherlands)  shall  constitute  a 
claim  for  refund  or  credit  within  the 
meaning  of  section  322  of  the  Internal 
Revenue  Code  for  the  amount  of  the  over- 
payment disclosed  by  such  return.  Any 
tax  paid  in  excess  of  that  due  from  the 
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owner  of  the  Income  will  be  refunded  by 
the  United  States  Government  as  re- 
quired by  law. 

§  7.810  Beneficiaries  of  a  domestic  es- 
tate or  trust.  A  nonresident  alien  who  is 
a  resident  of  the  Netherlands  and  who 
is  a  beneficiary  of  a  domestic  estate  or 
trust  shall  be  entitled  to  the  exemption, 
or  reduction  in  the  rate  of  tax,  as  the 
case  may  be,  provided  in  Articles  VII, 
VIII  and  rx  of  the  convention  with  re- 
spect to  dividends,  interest  and  royal- 
ties to  the  extent  such  item  or  items 
are  included  in  his  distributive  share  of 
Income  of  such  estate  or  trust.  In  such 
case  such  beneficiary  must,  in  order  to 
be  entitled  to  the  exemption  or  reduction 
in  the  rate  of  tax  in  the  case  of  interest 
or  royalties,  execute  Form  lOOlA-N  and 
file  such  form  with  the  fiduciary  of  such 
estate  or  trust  in  the  United  States. 

Since  the  purpose  of  this  Treasury 
decision  is  to  make  effective  the  exemp- 
tions and  reduced  rates  of  tax  provided 
in  the  Income  tax  convention  between  the 
United  States  and  the  Kingdom  of  the 
Netherlands,  proclaimed  by  the  President 
of  the  United  States  on  December  8. 
1948.  this  Treasury  decision  is  not  subject 
to  the  effective  date  limitation  of  section 
4  (c)  of  the  Administrative  Procedure 
Act.  approved  June  11. 1946. 

[seal]  Geo.  J.  Schoeneman. 

Commissioner  of  Internal  Revenue. 

Approved:  March  2,  1949. 

Thomas  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-1703;    Filed.    Mar.    7,    1849; 
8:51   a.  m.| 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  1725| 

Part  101 — General  Regulations  Involv- 
ing Applications  and  Entries 

OATHS 

Section  101.21  is  amended  to  read  as 
follows : 

§  101.21  Elimination  of  the  require- 
ments of  oaths  on  written  statements  in 
public  land  matters.  By  section  1  of  the 
act  of  June  3,  1948  (62  Stat.  301;  43 
U.  S.  C.  1211 ) ,  written  statements  in  pub- 
lic land  matters  under  the  jurisdiction  of 
the  Department  of  the  Interior  need  not 
be  made  under  oath  unless  the  Secretary 
in  his  discretion  shall  so  require.  Ac- 
cordingly, all  written  statements  in  pub- 
lic land  matters  within  the  Jurisdiction  of 
the  Department  of  the  Interior  required 
prior  to  June  3.  1948,  by  law,  or  Chapter 
I  of  this  title,  to  be  made  under  oath,  need 
no  longer  be  made  under  oath,  except  as 
provided  below : 

( a )  Affidavits  must  be  furnished  where 
required  by  Part  221— Rules  of  Practice, 
Part  222  —  Government  contests,  and 
Part  223— Witnesses. 

(b)  Pinal  proofs  required  by  R.  S.  2294 
(43  U.  S.  C.  sec.  254)  as  amended  and 
supplemented,  and  the  regulations  there- 
under, to  be  taken  in  affidavit  form  be- 
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fore  designated  officers  shall  be  taken  in 
that  form  before  such  officers.  <See  43 
CPR  52.1.  65.23,  166.48,  232.30.  285.22  and 

210.1.) 

(c>  Statements  as  to  the  financial 
worth  of  individual  sureties  on  bonds  fur- 
nished in  connection  with  leases,  licenses 
or  permits  granted  under  the  public  land 
laws,  known  as  "Affidavits  of  Justifica- 
tion." must  be  made-ln  affidavit  form. 

Where  prior  to  June  3.  1948.  the  law 
required  an  application  or  other  paper 
to  be  sworn  to  In  a  particular  land  dis- 
trict, and  this  section  makes  It  unneces- 
sary for  the  paper  to  be  executed  In  affi- 
davit form,  the  applicant  still  must  sign 
the  paper  In  the  particular  land  district 
and  state  in  the  paper  that  It  was  so 
signed. 

«.  Unsworn  statements  in  public  land 
matters  are  subject  to  Title  18,  U.  S.  C, 
sec.  1001.  which  makes  It  a  crime  for 
any  person  knowingly  and  willfully  to 
make  to  any  department  or  agency  of  the 
United  States  any  false,  fictitious  or 
fraudulent  statement  or  representations 
as  to  anv  matter  within  Its  jurisdiction. 
(R   S.  453,  2478,  62  Stat.  301;  43  U.  S.  C. 

2   1201) 

M\RION  Clawson, 

Director. 

Approved:  February  25,  1949. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 

\r     R.    Doc.    49  1689;    Filed,    Mar.    7.    1949; 
8:47   a.  m.l 


RULES  AND  REGULATIONS 

or  children  of  a  deceased  veteran,  proof 
of  the  relationship  asserted  and  of  the 
veteran's  service  and  death  must  be  at- 
tached to  the  application.  If  the  prefer- 
ence is  claimed  by  the  spouse  of  a  living 
veteran,  proof  of  such  relationship  and 
of  the  veteran's  service  and  written  con- 
sent to  the  exercise  of  the  preference 
right  must  be  attached  to  the  applica- 
tion. (Sec.  4  (c).  43  Stat.  702.  sec.  5. 
58  Stat.  748;  43  U.  S.  C.  283.  433) 

[SEAL]  J.  A.  Krug. 

Secretary  of  the  Interior. 

February  28,  1949. 

I  p.    R.    Doo.    49-1688;    Filed.    Mar.    7.    1949; 
8:47  a.  m.) 


Chapter  II — Bureau   of   Reclamation, 
Department  of  the  Interior 

Part  401— Applic.\tions  for  Entry  on 
L\NDS  IN  Federal  Reclamation  Proj- 
ects 

definition  of  honorable  DiscHAncE  and 

submission      of      proof      of      VETERANS* 
STATUS 

Sections  401  5  and  401.6  are  amended 
to  read  as  follows: 

§  401.5  Definition  of  honorable  dis- 
charge.   An  honorable  discharge  means: 

(a)  Separation  from  the  service  by 
means  of  an  honorable  discharge,  or  by 
the  acceptance  of  resignation  or  a  dis- 
charge under  honorable  conditions;  or 

(b»  Release  from  active  duty  under 
honorable  conditions  to  an  inactive  status 
whether  or  not  in  a  reserve  component, 
or  retirement. 

Any  person  who  obtains  an  honorable 
discharge  shall  be  entitled  to  veterans' 
preference  even  though  such  person 
thereafter  resumes  active  military  duty. 

§  401.6  Submission  of  proof  of  vet- 
erans' status.  All  applicants  for  farm 
units  who  claim  veterans'  preference 
must  attach  to  their  applications  a  com- 
plete photostatic,  or  other  copy  (both 
sides)  of  his  certificate  of  honorable  dis- 
charge, or  of  an  official  document  of  his 
respective  branch  of  the  service  which 
shows  clearly  an  honorable  discharge,  as 
defined  In  §  401.5.  or  constitutes  evidence 
of  other  facts  on  which  the  claim  for 
preference  is  based  and  which  clearly 
shows  the  period  of  service. 

If  the  preference  Is  claimed  by  a  sur- 
viving spouse  on  behalf  of  the  minor  child 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal   Communications 
Commission 

(Docicet  No   89891 

Part  2 — Frequency  Allocations  and 
Radio  Treaty  Matters;  General  Rules 
and  Regulations 

SERVICE     allocation     OF     THE     FREQUENCY 
BAND   1750-1800  KC 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  olfices  in 
Washington.  D.  C.  on  the  17th  day  of 
February  1949; 

The  Commission,  having  this  date 
adopted  a  decision  In  the  matter  of  the 
applications  of  the  Seismograph  Service 
Corporation  and  the  Frost  Geophysical 
Corporation  (Docket  No.  8989".  and  hav- 
ing under  consideration  the  matter  of 
providing  frequencies  nationally  in  the 
band  1750-1800  kc  for  the  di.saster  com- 
munications service,  and  for  the  radio- 
location service  for  petroleum  explora- 
tion In  the  Gulf  of  Mexico,  in  accordance 
with  the  findings  and  conclusions  of  that 
decision; 

It  appearing,  that  the  Interdepartment 
Radio  Advl.sory  Committee  offers  no  ob- 
jection to  Commission  allocation  of  the 
band  1750-1800  kc  so  as  to  provide  fre- 
quencies for  the  disaster  communica- 
tions service  and  also  to  provide  fre- 
quencies on  a  six  months'  temporary 
basis  for  the  radiolocation  service  for 
petroleum  exploration  In  the  Gulf  of 
Mexico;  and 

It  further  appearing,  that  the  public 
notice  and  procedure  for  proposed  rule 
making  provided  by  the  Administrative 
Procedure  Act  are  not  required  for  Com- 
mission allocation  of  the  band  1750-1800 
kc  to  provide  frequencies  on  a  six 
months'  temporary  basis  for  the  radio- 
location service  for  petroleum  explora- 
tion In  the  Gulf  of  Mexico  for  the  reason 
that  in  view  of  the  emergency  purpose 
being  served  such  public  notice  and  pro- 
cedure would  be  contrary  to  the  public 
Interest,  and  are  not  required  for  Com- 
mission allocation  of  the  band  1750-1800 
kc  to  provide  frequencies  for  the  disaster 
communications  service  for  the  reason 
that  such  procedures  have  heretofore 
been  observed  in  the  proceedings  in  Com- 
mission Docket  6651; 

It  further  appearing,  that  for  the  rea- 
sons set  forth  above  and  also  because  the 
above  described  allocation  of  the  band 
1750-1800  kc  would  relieve  existing  re- 


strictions by  permitting  new  uses  to  be 
made  of  this  band,  this  allocation  should 
be  made  effective  immediately;  and 

It  further  appearing,  that  legal  au- 
thority for  the  allocation  of  the  band 
1750-1800  kc  described  herein  Is  vested  in 
the  Commission  under  sections  4  (I » ,  and 
303  (a),  (b),  (c),  (d).  (f),  (g>.  (h>,  and 
(r)  of  the  Communications  Act  of  1934, 
as  amended.  Article  7  of  the  Cairo  (1938) 
General  Radio  Regulations,  and  Article 
3  of  the  Atlantic  City  (1947)  Radio  Regu- 
lations; 

It  is  ordered.  That  §  2.104  (a)  of  the 
Commission's  rules  governing  frequency 
allocations  and  other  matters.  Is  amended 
to  show  that  the  United  States  service 
allocation  of  the  frequency  band  1750- 
1800  kc  Is  as  follows: 
Band,  kc:  Service  allocation 

1750-1800— (a)  Fixed  (1). 

(b)  Mobile  (1). 

(c)  Radiolocation  (2). 


(1)  This  allocation  shall  terminate  not 
later  than  the  date  when  the  Atlantic 
City  Table  of  Frequency  Allocations  be- 
comes effective  as  provldedby  Article  47 
of  the  Atlantic  City  Radio  Regulations. 
Pending  further  action  by  the  Commis- 
sion, this  band  is  not  available  for  the 
fixed  or  mobile  services.    As  soon  as  nec- 
essary rules  and  regulations  are  provided 
by  rule  making  proceedings,  frequencies 
In  this  band  will  be  made  available  for  a 
disaster    communications    service   com- 
prised of  amateurs  and  other  non-gov- 
ernment and  government  groups  operat- 
ing fixed,  land  and  mobile  .stations,  and 
con.sistlng  of  a  single  integrated  service 
for  the  handling  of  emergency  communi- 
cations In  times  of  disaster. 

(2>  This  band  Is  temporarily  allocated 
to  the  radiolocation  service  for  a  period 
of  six  months  from  the  effective  date  of 
this  order,  subject  to  possible  temporary 
continuance  beyond  that  time  for  such 
additional  period  or  periods  as  the  Com- 
mission may  find  neces.sary:   Provided, 
however.  That  this  temporary  allocation, 
or  any  temporary  continuation  thereof, 
shall  be  subject  to  the  use-ln-derogatlon 
provisions  of  Article  7  of  the  Cairo  Gen- 
eral Radio  Regulations  and  Chapter  III 
of  the  Atlantic  City  Radio  Regulations: 
And  provided  further.  That  this  tempo- 
rary allocation,  or  any  temporary  con- 
tinuation  thereof,   shall   terminate   not 
later  than  the  date  on  which  the  Atlantic 
City  Table  of  Frequency  Allocations  be- 
comes effective  as  provided  by  Article  47 
of  the  Atlantic  City  Radio  Regulations: 
And  provided  still  further.  That  this  tem- 
porary allocation,  or  any  temporary  con- 
tinuation   thereof,   shall   be   .subject   to 
earlier  cancellation  or  modification  by 
the  Commission,  without  the  necessity  of 
a  hearing,  if  during  any  period  when  such 
allocation  is  in  effect  the  Commission 
shall.  In  the  course  of  proceedings  under- 
taken by  It  to  determine  whether  a  radio- 
location service  should  be  provided  on  a 
permanent     basis,     reach     conclusions 
which.  In  the  opinion  of  the  Commission, 
require  such  cancellation  or  modification. 
This  temporary  allocation,  or  any  tempo- 
rary   continuation    thereof,    is    strictly 
limited  to  a  radiolocation  service  for  the 
location  of  petroleum  deposits  in  the  Gulf 
of  Mexico.    Stations  in  this  service  shall 
be  located  within  150  miles  of  the  shore- 
line of  the  Gulf  of  Mexico. 


Tuesday,  March  8,  1949 
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It  is  further  ordered.  That,  for  the  rea- 
sons hereinbefore  set  forth,  this  order 
shall  be  effective  Immediately. 

(Sec.  4  (i),  48  Stat.  1066,  sec.  6  (b),  60 
Stat.  191;  47  U.  S.  C.  154  (I).  303  (r). 
Interprets  or  applies  sec.  303  (a),  (b), 
(c).  (d).  (f>,  (g).  (h).  48  Stat.  1082;  47 
U.  8.  C.  303  (a),  (b).  (c).  (d).  (f),  (g), 
(h)) 

Released :  February  24, 1949. 

Federal  Communications 
Commission.' 
[seal]        T.  J.  Slowie, 

Secretary. 

I  P.    R.    Doc.    49-1707;    Piled.    If&r.    7.    1949; 

8:Sa  a.  m.] 


Part  3 — Radio  Broadcast  Services 

notice  of  erratum 

The  following  correction  is  made  In 
P.  R.  Doc.  48-10940,  appearing  In  the 
Tuesday.  December  21,  1948.  issue  of  the 
Federal  Register: 


At  page  8151,  column  1,  cross  reference 
the  following  footnote  to  S  3.182  Logs, 
retention  of: 

>  Attention  1b  called  to  the  fact,  however, 
that  application  forms  for  licenses  and  other 
authorizations  require  that  certain  operating 
program  data  be  supplied.  It  is  suggested 
that  these  application  forms  be  kept  In 
mind  In  connection  with  maintenance  of 
station  program  and  operating  records. 

The  above  footnote  to  5  3.182  Logs, 
retention  of,  was  adopted  by  the  Com- 
mission August  1,  1948  (F.  R.  Doc.  48- 
6783.  13  F.  R.  3589)  and  was  Inadvert- 
ently omitted  when  this  section  was  re- 
vised by  the  Commission's  order  of 
December  10.  1948.  effective  February  1, 
1949,  which  order  is  hereby  corrected. 

Federal  Communications 
Commission. 
tSEALl         T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-1708:    Piled.    Mar.    7.    1949; 
8:53  a.  m.] 


TITLE  SO—WILDLIFE 

Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Subchapter  f — Alaska  Commercial  Fltherici 

Miscellaneous  Amendments 

Correction 

In  Federal  Register  Document  49-1462. 
appearing  at  page  894  of  the  Issue  for 
Saturday.  February  26,  1949.  the  follow- 
ing changes  should  be  made: 

1.  In  the  seventh  line  of  §  104.2  (c) 
"Bristol  Bay  Packing"  should  read  '"Bris- 
tol  Bay  Packing  Co." 

2.  In  the  sixteenth  line  of  S  109.2  (c) 
the  word  "Inches"  should  appear  after 
"8 '/a". 

3.  The  subheading  under  Part  115 
should  read  "Herring  Fishery." 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau   of  Internal   Revenue 
[26  CFR,  Port  188] 

Bottling  op  Distilled  Spirits  in  Bond 
notice  op  proposed  rule  making 

A  notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11.  1946.  that  the  regula- 
tions set  forth  In  tentative  form  below 
are  proposed  to  be  prescribed  by  the 
Commissioner  of  Internal  Revenue,  with 
the  approval  of  the  Secretary  of  the 
Treasury.  Prior  to  the  final  adoption 
of  such  regulations,  consideration  will  be 
given  to  any  data,  views,  or  arguments 
pertaining  thereto,  which  are  submitted 
In  writing.  In  duplicate,  to  the  Commis- 
sioner of  Internal  Revenue.  Washington 
25.  D.  C.  within  the  period  of  30  days 
from  the  date  of  this  notice  In  the  Fed- 
eral Register.  The  proposed  regulations 
are  to  be  i.ssued  under  the  authority  of 
sections  2903  and  3176.  Internal  Revenue 
Code  (26  U.  8.  C.  2903  and  3176). 


I SEAL] 


Daniel  A.  Bolich, 
Acting  Commissioner 
of  Internal  Revenue. 


'  Concurring  Statement  by  Commissioners 
Coy.  Chairman,  Walker  and  Webster:  We 
concur  with  the  decision  of  the  Commission 
In  this  case.  However,  we  are  prompted  to 
write  a  concurring  opinion  In  order  that 
emphasis  may  be  given  to  the  very  temporary 
character  of  the  allocation  to  this  service 
and  the  assignment  of  frequencies  under  th« 
temporary  allocation.  It  Is  obvious  to  us  that 
a  radiolocation  service  can  not  be  perma- 
nently established  In  the  1750-1800  kc  band. 
A  permanent  home  (or  any  radiolocation 
service  to  be  adopted  may  only  be  found 
through  the  mediimi  of  another  proceeding 
today  ordered  by  the  Commission. 

No.  44 a 


1.  Section  188.99  of  Regulations  6  (26 
CFR,  Part  188 ) ,  approved  September  19, 
1940.  is  amended  by  adding  paragraph 
(a)  thereto  as  hereinafter  provided. 

2.  The  purpose  of  this  Treasury  de- 
cision is  to  require  the  accounting  by 
proprietors  of  bottling-in-bond  depart- 
ments of  Internal  revenue  bonded  ware- 
houses for  all  bottled-ln-bond  strip 
stamps,  which  are  released  to  them  for 
exchange  or  redemption,  until  such  dis- 
position has  been  effected. 

8  188  99  Exchange  and  redemption  of 
stamps.     •     •     • 

(a)  Record,  Form  96.  Where  the 
bottled-ln-bond  stamps  are  returned  to 
the  proprietor  for  filing  a  claim  for  ex- 
change or  redemption,  th^  proprietor 
shall  account  for  such  stamps  on  Form 
96.  "Monthly  Record  and  Report  of  Red 
Strip  Stamps  Purchased  and  Used  by  Im- 
porters and  by  Other  Assigned  Custody 
of  Stamps."  until  the  exchange  or  re- 
demption has  been  effected.  Appropriate 
modification  of  the  form  to  specify 
bottled-in-bond  stamps  shall  be  made. 
The  form  will  be  prepared  and  disposed 
of  in  accordance  with  the  applicable  in- 
structions thereon  relating  to  "Other 
persons  assigned  custody  of  stamps." 

3.  This  Treasury  decision  shall  be  ef- 
fective on  the  31st  day  following  the  date 
of  its  publication  In  the  Federal  Register. 

(Sees.  2903  and  3176.  Internal  Revenue 
Code.  26  U.  S.  C  .  2903  and  3176) 

[P.    R.    Doc.    49-1706;    Piled.    Mar.    7.    1949; 
8:52  a.  m.) 


[26  CFR,  Part  189] 

Bottling  or  Tax-Paid  Distilled  Spirits 

NOTicx  or  proposed  rule  making 

A  notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 


proved June  11. 1946.  that  the  regulations 
set  forth  in  tentative  form  below  are 
proposed  to  be  prescribed  by  the  Com- 
missioner of  Internal  Revenue,  with  the 
approval  of  the  Secretary  of  the  Treas- 
ury. Prior  to  the  final  adoption  of  such 
regulations,  consideration  will  be  given 
to  any  data,  views,  or  arguments  pertain- 
ing thereto,  which  are  submitted  in  writ- 
ing. In  duplicate,  to  the  Commissioner  of 
Internal  Revenue.  Washington  25,  D.  C, 
within  the  period  of  30  days  from  the 
date  of  this  notice  In  the  Federal  Regis- 
ter. The  proposed  regulations  are  to  be 
issued  under  the  authority  of  sections 
2803  and  3176.  Internal  Revenue  Code 
(26U.S.C..  2803  and  3176). 

[seal]  Daniel  A.  Bolich, 

Acting  Commissioner 
of  Internal  Revenue. 

1.  Section  189.111  of  Regulations  11 
(26  CFR,  Part  189),  approved  May  20. 
1940,  is  amended  by  adding  j>aragraph 
(a)  thereto,  as  herinafter  provided. 

2.  The  purpose  of  this  Treasury  deci- 
sion is  to  require  proprietors  of  tax-paid 
bottling  plants  to  account  for  red  strip 
stamps  which  are  released  to  them  for 
exchange  or  redemption,  until  such  dis- 
position has  been  effected. 

§  189.111  Exchange  and  redemption 
of  stamps.     •     *     • 

(a)  Record,  Form  96.  Where  the  red 
strip  stamps  are  returned  to  the  pro- 
prietor for  filing  a  claim  for  exchange  or 
redemption,  the  proprietor  shall  account 
for  such  stamps  on  Form  96.  "Monthly 
Record  and  Report  of  Red  Strip  Stamps 
Purchased  and  Used  by  Importers  and 
by  Others  Assigned  Custody  of  Stamps," 
until  the  exchange  or  redemption  has 
been  effected.  The  form  will  be  pre- 
pared and  disposed  of  in  accordance  with 
the  applicable  Instructions  thereon  relat- 
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Ing  to  "Other  persons  assigned  custody  of 
stamps." 

3.  This  Treasury  decision  shall  be  ef- 
fective on  the  31st  day  following  the  date 
of  Its  publication  in  the  Federal  Register. 

(Sees    2803  and  3176.  Internal  Revenue 
Code,  26  U.  S.  C.  2803  and  3176) 

IF.   R.    Doc.    49-1706;    Piled.    Mar,    7.    1949; 
8:52   a.   m] 


[  26  CFR,  Part  190  1 

REcnncATioN  or  Spirits  and  Wines 

NOTICE    OF    proposed    RULE    MAKING 

A  notice  is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11. 1946.  that  the  regulations 
set  forth  in  tentative  form  below   are 
proposed  to  be  prescribed  by  the  Com- 
missioner of  Internal  Revenue,  with  the 
approval  of  the  Secretary  of  the  Treas- 
ury.   Prior  to  the  final  adoption  of  such 
regulations,  consideration  will  be  given 
to  any  data,  views,  or  arguments  pertain- 
ing thereto,  which  are  submitted  in  writ- 
ing. In  duplicate,  to  the  Commissioner  of 
Internal  Revenue,  Washington  25,  D.  C, 
within  the  period  of  30  days  from  the 
date  of  this  notice  in  the  Federal  Regis- 
TBi.    The  proposed  regulations  are  to  be 
ls.sued  under  the  authority  of  sections 
2803  and  3176.  Internal  Revenue  Code 
(26  U.  S.  C.  2883  and  3176). 

[seal!  Daniel  a.  Bolich,     ^ 

Acting  Commissioner 
of  Internal  Revenue. 


1.  Section  190.403  of  Regulations  15 
(26  CFR.  Part  190),  approved  May  20. 
1940.  Is  amended  by  adding  paragraph 
(a)   thereto,  as  hereinafter  provided. 

2.  The  purpose  of  this  Treasury  de- 
cision is  to  require  the  accounting  by 
rectifiers  for  all  red  strip  stamps  which 
are  released  to  them  for  exchange  or 
redemption,  until  such  disposition  has 
been  effected. 

5  190  403  Exchange  and  redemption 
of  stamps.     •     •     • 

(a)  Record.  Form  96.  Where  the  red 
strip  stamps  are  returned  to  the  pro- 
prietor for  filing  a  claim  for  exchange  or 
redemption,  the  proprietor  shall  account 
for  such  stamps  on  Form  96,  "Monthly 
Record  and  Report  of  Red  Strip  Stamps 
Purchased  and  Used  by  Importers  and 
Others  Assigned  Custody  of  Stamps," 
until  the  exchange  of  redemption  has 
been  effected.  The  form  will  be  pre- 
pared and  disposed  of  in  accordance  with 
the  applicable  instructions  thereon  re- 
lating to  "Other  persons  assigned  cus- 
tody of  stamps." 

3.  This  Treasury  decision  shall  be  ef- 
fective on  the  31st  day  following  the  date 
of  its  publication  In  the  Federal  Regis- 
ter. 

(Sees.  2803  and  3176.  Internal  Revenue 
Code.  26  U.  S.  C.  2803  and  3176* 

IF.    R.    Doc.    49  1704;    Filed,    Mar.    7.    1949; 
8:52  a.   m.J 


PROPOSED  RULE  MAKING 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  57  1 

United  States  Standards  for  Hay  and 
Straw 

notice  of  proposed  rule  making 

Notice  is  hereby  given  in  accordance 
with   section    4    of    the    Administrative 
Procedure  Act  (5  U.  S.  C.  1003)  that  the 
Secretary  of  Agriculture  of  the  United 
States,    pursuant    to    the    Agricultural 
Marketing  Act  of   1946   (60  Stat.  1087; 
7  U.  S.  C.  1621-1627),  and  the  so-called 
Farm  Products  Inspection  Act  consisting 
of  the  item  for  market  inspection  of 
farm   products  in  the  Department  of 
Agriculture  Appropriation  Act.  1949  <62 
Stat.  507:  7  U.  S.  C.  Sup.  414),  is  con- 
sidering the  revision,  as  herein  proposed, 
of  the  OfHcial  Standards  of  the  United 
States  for  Hay  and  Straw.    The  afore- 
said standards  have  been  in  effect  since 
September  1,  1944.    This  revision  is  pro- 
posed to  change  the  color  specifications 
of  timothy  and  timothy  clover  mixed 
hay  to  conform  to  the  present  require- 
ments of  the  Industry,  and  to  change 
the  specifications  for  mixtures  of  hay 
to  make  the  designation  of  the  mixtures 
more  descriptive  of   the  type  of   hay. 
Various  minor  changes  in  the  form  of  the 
standards  are  also  proposed  as  Indicated 
herein. 

It   Is  proposed   to   issue   the  revised 
standards  to  read  as  follow: 

Part  57 — United  States  Standards  for 

Hay  and  Straw 
subpart  a — united  states  standards  fob  hat 


Sec. 
57.1 
67.2 

57.8 

57.4 
57.5 
57.6 

57.7 

57.8 

67.9 

57.10 

57.11 

57.12 
57.13 


Terms  Identified. 

Principles    governing    application    of 

standards. 
Alfalfa      and      Alfalfa      Mixed      Hay 

(Group  I). 
Timothy  and  Clover  Hay  (Group  U) . 
Prairie  Hay  (Group  III). 
JobnMn    and    Johnson    Mixed    Hay 

(Groiyj  rV). 
Grain,    Wild    Oat.   Vetch,   and   Grain 

Mixed  Hay  (Orowp  V). 
Lespedeza   and  Lcspedeza  Mixed  Hay 

(Group  VI). 
Soybean    and     Soybean     Mixed     Hay 

(Group  VII). 
Cowpea     and     Cowpea     Mixed     Hay 

(Group  VIII). 
Peanut      and      Peanut      Mixed      Hay 

(Group  IX). 
Grass  Hay  (Group  X). 
MUed  Hay  (Group  XI). 

SUBPART  B — UNrrED   STATES  STANDARDS  FOR 
STRAW 

57.50  Terms  Identified. 

57.51  Principles    govwnlng    application    of 

standards. 

57.52  Grades  for  straw. 

SUBPART  A — UNITED  STATES  STANDARDS  FOR 
HAY  ' 

5  57.1  Terms  identified.  For  the  pur- 
poses of  the  United  States  standards  for 
hay: 


» The  specifications  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  provi- 
sions of  the  Federal  Food,  Drug,  and  Cosmetic 
Act  (21  U.  S.  C.  301  etseq.). 


(a)  Hay.  Hay  shall  be  the  harvested, 
unthreshed  herbage  of  forage  plants 
which  meets  the  requirements  of  any  one 
of  the  various  classes  in  groups  I  to  XI. 
inclusive,  as  set  forth  in  this  subpart;  is 
not  both  coarse  and  woody;  contains  not 
more  than  35  percent  of  foreign  mate- 
rial; and  contains  not  more  than  35  per- 
cent of  moisture.  The  term  "hay"  shall 
include  peanut  vines  from  which  the 
peanuts  have  been  removed. 

(b)  Groups.  The  standards  for  hay 
shall  be  divided  into  eleven  groups  as  fol- 
lows- Group  I.  Alfalfa  and  Alfalfa  Mixed 
Hay;  Group  H,  Timothy  and  Clover  Hay; 
Group  III,  Prairie  Hay;  Group  IV.  John- 
son and  Johnson  Mixed  Hay;  Group  V, 
Grain.  Wild  Oat,  Vetch,  and  Grain  Mixed 
Hay;  Group  VI.  Lespedeza  and  Lespedeza 
Mixed  Hay;  Group  VH.  Soybean  and 
Soybean  Mixed  Hay;  Group  VIII.  Cowpea 
and  Cowpea  Mixed  Hay;  Group  EX,  Pea- 
nut and  Peanut  Mixed  Hay;  Group  X, 
Grass  Hay;  and  Group  XI.  Mixed  Hay. 

(c)  Classes.  Each  group  of  hay  in- 
cludes one  or  more  classes  which  are 
based  on  the  kind  of  hay  or  mixture  of 
various  kinds. 

(d)  Grades  and  grade  designations. 
Grades  ate  the  numerical  grades,  sample 
grade,  and  special  grades  provided  for 
In  the  classes  of  hay.  A  grade  designa- 
tion is  the  formal  expression  of  the  class, 
quality,  and  condition  of  a  lot  or  sample 
of  hay  and  consists  of  the  letters  U.  S., 
the  grade  number  or  sample  grade,  the 
name  of  any  applicable  special  grade  or 
grades;  and  the  class  name. 

(e)  Forage  plants.  Forage  plants 
shall  be  grasses,  legumes,  sedges,  and 
rushes,  which  are  harvested  for  hay  and 
which  have  recognized  feed  value  as  de- 
termined by  the  Grain  Branch.  Produc- 
tion and  Marketing  Administration.  . 
United  State  Department  of  Agriculture. 

(f)  Alfalfa.  Alfalfa  may  include  not 
more  than  10  percent  (of  the  total  forage 
plants)  of  clover,  vetch  hay,  and/or  other 
forage  legumes,  except  that  other  leg- 
umes shall  not  be  considered  a  part  of 
the  alfalfa  in  either  of  the  classes  Alfalfa 
and  Clover  Mixed  Hay  or  Mixed  Hay. 

(g)  Timothy.  Timothy  may  Include 
not  more  than  10  percent  (of  the  total 
forage  plants)  of  other  grasses,  except 
that  other  grasses  shall  not  be  considered 
a  part  of  the  timothy  in  any  of  the  classes 
Timothy  and  Grass  Mixed  Hay.  Grass 
Hay.  or  Mixed  Hay. 

(h)  Clover.  Clover  shall  be  red  clover, 
alsike  clover,  and/or  white  clover  and 
may  include  not  more  than  10  percent  (of 
the  total  forage  plants)  of  alfalfa,  vetch 
hay,  and/or  other  forage  legumes,  except 
that  alfalfa  shall  not  be  considered  a 
part  of  the  clover  in  the  class  Alfalfa  and 
Clover  Mixed  Hay  and  other  legumes 
shall  not  be  considered  a  part  of  the 
clover  in  the  class  Mixed  Hay. 

(1>  Upland  grasses.  Upland  grasses 
shall  be  bluestems  (Andropogon  spp.). 
gramagrasses  (Bouteloua  spp.).  pas- 
palums  (Paspalum  spp).  wheatgrasses 
(Agropyron  spp.).  prairie  Junegrass 
(Koeleria  cristata).  Indiangrass  <Sor- 
ghastrum  nutans),  and /or  other  upland 
grasses  which  grow  commonly  in  virgin 
upland  prairie  meadows.  Upland  grasses 
may  include  not  more  than  10  percent 
(of  the  total  forage  plants)  of  midland 
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grasses  and/or  other  grasses,  except  that 
midland  grasses  shall  not  be  considered 
a  part  of  the  upland  grasses  In  any  of 
the  classes  Midland  Prairie  Hay,  Upland- 
Midland  Prairie  Mixed  Hay,  Grass  Hay. 
or  Mixed  Hay  and  other  grasses  shall  not 
be  considered  as  a  part  of  the  Upland 
grasses  in  either  of  the  classes  Grass  Hay 
or  Mixed  Hay. 

Note.  Questions  relating  to,  or  samples 
of.  the  kinds  of  grasses  that  may  be  Included 
In  upland  grasses  should  be  submitted  to 
the  Grain  Branch.  Production  and  Market- 
lug  Administration.  United  States  Depart- 
ment of  Agriculture,  for  determination  or 
Interpretation. 

(J)  Midland  grasses.  Midland  grasses 
shall  be  sloughgrass  or  prairie  cordgrass 
<Spartina  pectinata),  bluejoint  (Cala- 
magrostls  spp),  and/or  sprangletop 
(Plumlnea  festucacea). 

(k)  Grasses.  Grasses  shall  be  any  of 
the  following,  singly  or  in  combination: 
<1)  Redtop,  orchardgrass,  Kentucky 
bluegrass,  Canada  bluegras.';,  crabgra.ss. 
smooth  bromegrass,  ryegrass,  barnyard- 
grass,  quackgrass,  paspalums,  Bermuda 
grass,  wheatgrasses;  (2)  the  following 
grasses  If  early  cut — wild-rye.  arvnual 
bromegrasses  (such  as  cheat),  pigeon- 
grass  (sometimes  called  foxtail  or  wild 
millet),  broomsedge;  (3)  such  other 
grasses,  sedges,  and /or  rushes  as  occur 
In  hay  meadows  and  are  not  otherwise 
provided  for.  Grasses  may  also  Include 
not  more  than  10  percent  (erf  the  total 
forage  plants )  of  timothy,  Johnson  grass 
and/or  grain  hay,  except  that  they  shall 
not  be  considered  a  part  of  grasses  In 
either  of  the  classes  Grass  Hay  or  Mixed 
Hay. 

<1)  Johnson  grass.  Johnson  grass 
may  Include  not  more  than  10  percent 
(of  the  total  forage  plants)  of  other 
grasses  and  not  more  than  10  percent 
(of  the  total  forage  plsmts)  of  early-cut 
cane  hay,  except  that  other  grasses  shall 
not  be  considered  a  part  of  Johnson  grass 
In  any  of  the  classes  Johnson  and  Grass 
Mixed  Hay,  Grass  Hay,  or  Mixed  Hay. 

(m)  Oat  hay.  Oat  hay  shall  be  hay. 
of  all  varieties  of  tame  oats,  which  does 
not  meet  the  requirements  for  red  oat 
hay,  and  may  include  not  more  than 
10  percent  (of  the  total  forage  plants) 
of  wheat  hay  and  /or  wild  oat  hay.  and 
not  more  than  5  percent  (of  the  total 
forage  plants )  of  barley  hay  and,  or 
grasses. 

(n)  Red  oat  hay.  Red  oat  hay  may 
Include  not  more  than  10  percent  (of 
the  total  forage  plants)  of  other  varieties 
of  tame  oat  hay,  wheat  hay,  and/or  wild 
oat  hay,  and  not  more  than  5  percent 
(of  the  total  forage  plants)  of  barley 
hay  and /or  grasses. 

<o)  Wheat  hay.  Wheat  hay  may  in- 
clude not  more  than  10  percent  (of  the 
total  forage  plants)  of  oat  hay  and/or 
Wild  oat  hay,  and  not  more  than  5  per- 
cent (of  the  total  forage  plants)  of  barley 
hay  and  or  grasses. 

(p)  Wild  oat  hay.  Wild  oat  hay  may 
Include  not  more  than  10  percent  (of  the 
total  forage  plants)  of  grasses. 

(q)  Barley  hay.  Barley  hay  may  In- 
clude not  more  than  10  percent  (of  the 
total  forage  plants)  of  other  grain  hay 


FEDERAL  REGISTER 

and  not  more  than  5  percent  (of  the  total 
forage  plants)  of  grasses. 

(r)  Grain  hay.  Grain  hay  shall  be  hay 
of  the  following  grains:  oats,  barley, 
wheat,  rye.  and/or  wild  oats. 

(s)  Vetch  hay.  Vetch  hay  may  Include 
not  more  than  10  percent  (of  the  total 
forage  plants)  of  alfalfa,  clover,  and/or 
other  forage  legumes,  except  that  other 
legumes  shall  not  be  considered  a  part  of 
the  vetch  hay  in  the  class  Mixed  Hay. 

(t)  Lespedeza.  Lespedeza  (annual) 
may  Include  not  more  than  10  percent  (of 
the  total  forage  plants)  of  alfalfa,  clover, 
vetch  hay,  and/or  other  forage  legumes, 
except  that  other  legumes  shall  not  be 
considered  a  part  of  the  lespedeza  in  the 
class  Mixed  Hay. 

(u)  Soybean  hay.  Soybean  hay  may 
include  not  more  than  10  percent  (of  the 
total  forage  plants)  of  cowpea  hay,  les- 
pedeza. black  medic  (yellow  trefoil), 
vetch  hay.  clover,  and/or  other  forage 
legumes,  except  that  other  legumes  shall 
not  be  considered  a  part  of  the  soybean 
hay  in  the  class  Mixed  Hay. 

(V)  Covrpea  hay.  Cowpea  hay  may  in- 
clude not  more  than  10  percent  (of  the 
total  forage  plants)  of  soybean  hay, 
lespedeza,  and /or  other  forage  legumes, 
except  that  other  legumes  shall  not  be 
considered  a  part  of  the  cowpea  hay  In 
the  class  Mixed  Hay. 

(w)  Peanut  hay.  Peanut  hay  shall  be 
the  leaves  and  stems  of  the  peanut  plant. 
Including  such  portions  of  the  roots  and 
peanut  pods  as  are  normally  present 
either  before  or  after  the  peanuts  have 
been  removed,  and  may  Include  not  more 
than  10  percent  (of  the  total  forage 
plants)  of  soybean  hay  and/or  other  for- 
age legumes,  except  that  other  legumes 
shall  not  be  considered  a  part  of  the 
peanut  hay  in  the  class  Mixed  Hay. 

(X)  Legumes.  Legumes  shall  be  al- 
falfa, lespedeza.  black  medic  (yellow  tre- 
foil), vetch  hay.  clover,  and/or  other 
plants  of  the  pea  family  suitable  for 
forage. 

(y)  Foreign  material.  Foreign  mate- 
rial shall  be  any  of  the  following,  singly 
or  in  combination:  (1)  weeds,  three- 
awn  or  wire  grasses  (Arlstida  spp.). 
tickleprass  or  winter  bent  <Agrostis 
hlemalis>,  lovegrasses  <Eragrostis  spp.); 
(2)  the  following  grasses  if  mature — 
wild-rye,  annual  bromegrasses  (such  as 
cheat),  pigeongrass  (sometimes  called 
foxtail  or  wild  millet),  broomsedge, 
needlegrasses  (Stlpa  spp.)  from  which 
the  needles  have  fallen;  (3)  such  sedges, 
rushes,  and/or  other  plants  as  are  coarse 
and  woody  or  otherwise  not  suitable  for 
feeding  purposes;  (4)  overripe  grain  hay, 
cornstalks,  grain  straw,  stubble,  chaff; 
and  (5)  other  objectionable  matter  which 
occurs  naturally  in  hay. 

<z)  Injurious  foreign  material.  In- 
jurious foreign  material  shall  be  any  of 
the  following,  singly  or  In  combination: 
sandburs,  poisonous  plants,  harsh 
bearded  grasses  (such  as  mature  foxtail 
barley  or  squlrreltailgrass.  Hordeum 
Jubatum).  mature  ripgut  or  broncho 
grass  (Bromus  rigidus),  grasses  having 
a  sharp-pointed  callus  at  the  base  of 
the  seed  (such  as  matured  needlegrasses 
(Stipa  spp.)  with  the  needles  attached). 
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mature  prairie  three-awngrass  (Arlstida 
oligantha).  and  other  matter  which  Is 
Injurious  when  fed  to  livestock. 

(aa)  Filled  grain.  Filled  grain  in  any 
of  the  grain  hays  shall  be  the  kernels  of 
grain  which  have  reached  the  late  dough 
stage  and  which  may  shrivel  somewhat 
In  drying. 

(bb)  Color.  The  term  "percent  of 
green  color"  refers  to  the  amount  of 
green  color  (green  appearance),  in  field- 
cured  hay,  computed  as  a  percentage  of 
the  100-percent  green  color  of  hay  pro- 
duced so  as  to  have  received  no  discolora- 
tion from  maturity,  sun  bleach,  dew.  rain, 
or  other  damage. 

Note:  Pleld-cured  hay  which  on  casual 
examination  appears  to  be  of  uniform  green 
color,  nearly  always  contains  slight  dls- 
coloratlons  which  materially  lower  the 
amount  of  green  color  from  the  perfect 
color  standard.  Thus  the  standard  for  the 
No.  1  grade  In  the  various  groups  of  hay 
represents  an  amount  of  color  that  Is  rela- 
tively high  for  field-cured  hay. 

§  57.2  Principles  governing  aplication 
of  standards.  The  following  principles 
shall  apply  in  the  determination  of  the 
classes  and  grades  of  all  groups  of  hay. 

<a)  Basis  of  class  and  grade  determi- 
nations. (1)  The  determination  of 
foreign  material,  Injurious  foreign  mate- 
rial, temperature,  odor,  and  general  con- 
dition shall  be  on  the  basis  of  the  hay 
as  a  whole. 

(2 1  The  determination  of  class  shall 
be  on  the  basis  of  the  total  forage  plants 
comprising  the  mixture. 

(3)  The  determination  of  leaflness  of 
alfalfa,  clover,  lespedeza,  soybean  hay,  • 
cowpea  hay,  and  peanut  hay  shall  be  on 
the  basis  of  the  total  alfalfa,  clover, 
lespedeza,  soybean  hay,  cowpea  hay,  or 
peanut  hay,  as  the  case  may  be. 

<4)  The  determination  of  alfalfa 
stalks  bearing  brown  and/or  black  seed 
pods  and  upland  prairie  stalks  having 
seed  heads  and/or  Jointed  stems  shall  be 
on  the  basis  of  the  total  alfalfa  or  upland 
grasses. 

(5>  The  determination  of  -coarse 
and/or  fine  hay  in  Johnson,  grain  hay, 
and  soybean  hay  shall  be  on  the  basis, 
respectively,  of  the  Johnson  grass,  grain, 
and  soybean  stalks  present  in  the  hay. 
Measurements  for  texture  shall  be  made 
two  inches  from  the  cut  end  of  the  stalk. 

(6 1  The  determination  of  color  shall 
be  upon  the  basis  of  the  method  pre- 
scribed by  the  Grain  Branch,  Production 
and  Marketing  Administration,  United 
States  Department  of  Agriculture. 

(b)  Methods  of  determining  percent- 
ages. (1)  Percentages  of  mixture,  leafl- 
ness. and  foreign  mgiterial  shall  be  ascer- 
tained by  weight. 

(2)  Percentages  of  green  color  shall  be 
ascertained  from  the  color  conversion 
tables  prepared  by  the  Grain  Branch. 
Production  and  Marketing  Admini.«;tra- 
tion.  United  States  Department  of  Agri- 
culture, for  alfalfa,  timothy,  clover, 
prairie,  Johnson,  soybean,  and  grtiss  hay. 

(3)  Percentages  of  diameter  sizes  in 
Johnson,  grain  hay,  and  soybean  hay 
shall  be  ascertained  by  count  of  the  John- 
son, grain,  and  soybean  stalks  in  the  hay. 

(4)  Percentages  of  moisture  shall  be 
ascertained   by   the   air  oven   and   the 
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method  of  use  thereof  described  In  Serv- 
Ice  and  Regulatory  Announcement  No. 
147  (revised  August  1941)  issued  by  the 
Agricultural  Marketing  Service  (now 
Production  and  Marketing  Administra- 
tion). United  States  Department  of 
Agriculture,  or  ascertained  by  any  device 
and  method  which  gives  equivalent  re- 
sults. 

§  57.3  Alfalfa  and  Alfalfa  Mixed  Hay 
(Group  /)— (a)  Classes  and  class  re- 
quirements. 


Clasit 


Alfalfa. 


Altiilfn      and      Grass 
Mixed. 


Alfalfa  and   Timothy 
Miied. 


AlWfa     and     Clover 
Mixfrl. 


Alfalfa    and    John.son 
Mlx(><l. 


Alfalfa      »nd      Oraia 
MUed. 


Mixture  percentages 


Alfalfa  containinfj  not  more 
than  .">  i>ert-ent  of  gni.<.ses. 

A  mixture  of  alfalfa  and  Rra.s.vs 
conUiniuR  50  jwrcent  or  more 
of  alfalfa  ana  more  than  5 
percent  of  urasjtes. 

A  mixture  of  alfmlfa  and  timo- 
thy containinR  !*)  i)ercent  or 
more  of  alfalfa  and  more  than 
5  percent  of  timothy. 

A  mixture  of  alfalfa  and  clover 
containing  !*)  percent  or  more 
of  alfalfa,  more  than  10  \>vr- 
cent  of  clover,  and  not  more 
than  10  |)ercent  of  (jrasst's. 

A  mixture  of  alfalfa  and  John- 
son (i;ras,s  containing  .10 
t>ercent  or  more  of  alfalf;«  ami 
more  than  5  i)ercent  of  John- 
son gni,s!i. 
A  mixture  of  alfalfa  and  grain 
hay  containing  more  than  H) 
percent  of  alfalfa  and  more 
than  5  i>orc-ent  of  gram  hay. 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Alfalfa  and  Alfalfa  Mixed  Hay. 


V.  8.  grade 


No.  1  > 

No.  2 

No.3    

Sample  grsde 


Ix'aflne,<w  of 
alfalfa 
(mini- 
mum 
jiertvnt 
o(  leaves) 


>40 
25 
10 


Color 
(mini- 
mum 
percent 
of  gnn-n 
color) 


fiO 
MO 


Maximum 

fwro'iit  of 

foreign 

material 


5 
10 
1,1 


Hay  which  does  not  come  within  the 
re<iulremcnts  of  any  of  I  hr  numeri- 
cal gratles;  or  which  contains  more 
than  a  truce  of  injuriou.s  foreign 
material:  or  which  has  any  oh- 
Jectiouable  o<lor.  or  which  is 
undercureil,  heating,  hot.  wet. 
musty,  moldy,  cukeil.  ba<lly 
broken,  badly  weathered,  badly 
frosted,  badly  overri;H'.  or  very 
dusty;  or  which  is  otherwiM-  Of 
distinctly  low  quality. 


PROPOSED  RULE  MAKING 

there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Leafy."  Example,  U.  S.  No.  1  Extra  Leafy 
Alfalfa  Hay. 

(2)  Leafy  Hay— (i)  Requirements. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  in  group  I  in  which  the  leafi- 
ness  of  the  alfalfa  is  40  percent  or  more 
with  at  least  one-fifth  of  the  leaves  cling- 
ing to  the  .stems,  but  shall  not  Include 
hay  in  which  the  leaflness  of  the  alfalfa 
meets  the  requirements  for  extra  leafy 
hay  nor  hay  in  which  a  majority  of  the 
alfalfa  stalks  bear  brown  and/or  black 
seed  pods. 

(11)  Grade  designation.  When  the 
special  grade  Leafy  is  applicable,  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name  of 
the  class,  the  word  "Leafy."  Example. 
U.  S.  No.  2  Leafy  Alfalfa  Hay. 

(3)  Extra  Green  Haj/— (i)  Require- 
ments. Extra  Green  Hay  shall  be  hay  of 
any  of  the  grades  of  any  of  the  classes  in 
group  I  which  has  75  percent  or  more 
green  color,  but  shall  not  Include  hay  in 
which  a  majority  of  the  alfalfa  stalks 
bear  brown  and /or  black  seed  pods. 

(il)  Grade  designation.  When  the 
special  grade  Extra  Green  is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green."  Example,  U.  S.  No.  1  Extra 
Green  Alfalfa  and  Grass  Mixed  Hay. 

(4)  Green  Hay  —  (i)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  In  group  I  which  has  60 
percent  or  more  but  less  than  75  percent 
green  color,  but  shall  not  Include  hay  in 
which  a  majority  of  the  alfalfa  stalks 
bear  brown  and /or  black  seed  pods. 

(li)  Grade  designation.  When  the 
special  grade  Green  is  applicable  there 
shall  be  added  to  and  made  a  part  of 
the  grade  designation,  preceding  the 
name  of  the  class.  Wie  word  "Green." 
Example,  U.  S.  No.  3  Green  Alfalfa  and 
Timothy  Mixed  Hay. 

5  57.4  Timothy  and  Clover  Hay 
(Group  //)— (a)  Classes  and  class  re- 
quirements. 


(b>  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Timothy  and  Clover  Hay. 


I>eaflness 

of  clover 

(minimum 

U.S.  Grade 

jiercent  of 

leaves. 

Including 

blossoms) ' 

No.  1  « 

40 
2.S 
10 

No.  2* 

No.  .■»  

Sample  grade 

Hay  which 

Color 

(minimum 

jn-rcent 

of  green 

color) 


40 

10 


Maximum 
jiercent  of 

foreign 
material 


10 
15 
20 


rc'iuiremcntsof  any  of  the  numeri- 
cal grades,  or  which  contains  more 
than  a  trace  of  Injurious  f«>r- 
eign  mat«'rial;  or  which  has  any  oh- 
Jei  tionable  odor,  or  which  is  under- 
cured,  heating,  hot,  wet,  musty, 
mol.ly,  caked,  badly  broken,  ba<l  y 
stained,  badly  weathered,  badlr 
overrii*.  or  very  dusty;  or  which 
Is  otherwise  ct  distinctly  low 
quality. 


Class 


•  Grade  No.  1  shall  not  Include  hay  in  which  a  niajority 
of  the  alfalfa  stalks  bear  brown  and  or  blsck  «M>d  [hxIs. 

1  Hav  to  me»H  this  leatiness  rc<iuiremeiit.  must  have 
at  least  »'>ne-nfth  of  the  alfalfa  leaves  clinging  to  the  stems. 

I  (!ra<le  No.  :t  shall  include  heavily  sw.-uted  hay  (so- 
called  tol>acro  brown)  which  has  less  than  10  p,Tcent 
^,lor  provided  that  the  hay  meets  the  other  rcpiire- 
iuent,s  for  that  grade. 

(c>  Special  grades  for  Alfalfa  and 
Alfalfa  Mixed  Hay— (D  Extra  Leafy 
//aj/_(i)  Requirements.  Extra  Leafy 
Hay  shall  be  hay  of  any  of  the  grades  of 
any  of  the  classes  in  group  I  In  w/iich 
the  leaflness  of  the  alfalfa  is  50  percent 
or  more  with  most  of  the  leaves  clinging 
to  the  stems,  but  shall  not  include  hay 
m  which  a  majority  of  the  alfalfa  stalks 
bear  brown  and  or  black  seed  pods. 

(ID  Grade    designation.     When    the 
special  grade  Extra  Leafy  is  applicable 


Timothy. 


Timothv   and   Clover 
Mixed. 


Timothy    and    Grass 
Mixed. 


Timothy  and  Alfalfa 
MUed. 


Mixture  percentages 


Clover. 


Clover  and  Timothy 
Mixed. 


Timothy  containing  not  more 
than  10  percent  of  legumes. 

A  mixture  of  timothy  and  clov- 
er containing  5»)  percent  or 
more  of  timothy  and  more 
than  10  i>ercent  of  clover. 

A  mixture  of  timothy  and  other 
gra.s.ses  ctmtaining  40  |>ercent 
or  more  of  timothy,  more 
than  10  i)ercent  but  not  more 
than  .10  iK'rcent  of  other 
gnis-ses,  and  not  more  than 
10  |)ercent  of  legumes. 

A  mixture  of  timothy  ami  al- 
falfa containing  more  than 
SO  iiercent  of  timothy  ami 
more  than  10  i)erc-ent  of  al- 
falfa. 

Clover  containing  not  more 
than  211  i>ercent  of  timothy, 
other   grasses,   and/or   grain 

hay.  ,    , 

A  mixture  of  clover  and  tim- 
othy containing  more  than 
50  perct'iil  of  clover  and  more 
than  20  percent  of  timothy. 


I  Applies  only  In  the  clas.*j  Clover  Hay  and  Clover 

and  Timothy  .Mixed  Hay.  ,     ,    .    u      .u.,  il 

t  ( Jrades  No.  1  and  No.  2  shall  not  include  hay  that  U 

stained. 

(c)   Special  grades  for  Timothy  and 

Clover  Hay— (I)   Extra  Leafy  Hay—'.i') 

Requirements.     Extra  Leafy  Hay  shall 

be  hay  of  any  of  the  grades  of  the  classes 

Clover  and  Clover  and  Timothy  Mixed 

In  group  11  in  which  the  leaflness  of 

the  clover  is  50  percent  or  more  with 

most  of  the  leaves  clinging  to  the  stems. 

(ID   Grade    designation.      When    the 

special  grade  Extra  Leafy  Is  applicable 

there  shall  be  added  to  and  made  a  part 

of  the  grade  designation,  preceding  the 

name  of  the   class,   the   words   "Extra 

Leafy."     Example.   U.  S.   No.    1   Extra 

Leafy  Clover  Hay. 

(2)  Leafy  Hay  —  d")  Requirement. <i. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  the 
classes  Clover  and  Clover  and  Timothy 
Mixed  in  group  II  in  which  the  leaflness 
of  the  clover  is  40  percent  or  more,  but 
shall  not  Include  hay  In  which  the  leafl- 
ness of  the  clover  meets  the  requirements 
for  extra  leafy  hay. 

(il)  Grade  designation.  When  the 
special  grade  Leafy  Is  applicable  there 
shall  be  added  to  and  made  a  part  of 
the  grade  designation,  preceding  the 
name  of  the  class,  the  word  "Leafy." 
Example,  U.  S.  No.  2  Leafy  Clover  and 
Timothy  Mixed  Hay. 

(3)  Extra  Green  Hay—(\)  Require- 
ments. Extra  Green  Hay  shall  be  hay 
of  any  of  the  grades  of  any  of  the  classes 
m  group  n  which  has  55  percent  or  more 
green  color,  .but  shall  not  include  hay 
that  is  stained. 

(ID  Grade  designation.  When  the 
special  grade  Extra  Green  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green."  Example,  U.  S.  No.  1  Extra 
Green  Timothy  Hay. 

(4)  Green  Hay  —  (D  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  In  group  11  which  has  40  per- 
cent or  more  but  less  than  55  percent 
green  color,  but  shall  not  Include  hay 
that  is  stained. 

(11)  Grade  designation.  When  the 
special  grade  Green  is  applicable  there 
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shall  be  added  to  and  made  a  part  of 
the  grade  designation,  preceding  the 
name  of  the  class,  the  word  "Green." 
Example,  U.  S.  No.  2  Green  Timothy  and 
Grass  Mixed  Hay. 

167.5    Prairie  Hay  (Group  III)— (a.) 
Classes  and  class  requirements. 


Class 


Upland  Prairie.. 
Midland  Prairie. 


Upland-Midland  Prai- 
rie Mixed. 


Mixture  percentages 


Upland  Fra.v*s  containing  not 
more  than  10  percent  of 
lesumes. 

Midland  rra.s.ses  or  a  mlitureof 
midlana  grasses,  upland 
gra-sses,  timothy  and  or  other 
grasses  containing  more  than 
40  percent  of  midland  grasfies 
and  not  more  than  10  percent 
of  legumes. 

A  mixture  of  upland  and  mid- 
land grasses  contain  ine  tO 
percent  or  more  of  upland 
pa,"i.ses,  more  than  10  percent 
but  not  more  than  40  percent 
of  midland  grasses,  and  not 
more  than  10  percent  of 
legumes. 


FEDERAL  REGISTER 

upland  grass  stalks  bear  seed  heads  or 
Jointed  stems. 

(11)  Grade  designation.  When  the 
special  grade  Green  Is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Green."  Example. 
U.  S.  No.  2  Green  Upland-Midland  Prai- 
rie Mixed  Hay. 

§  57.6  Johnson  and  Johnson  Mixed 
Hay  (Group  IV)— (a)  Classes  and  class 
requirements. 


Cla.ss 


Johnson. 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Prairie  Hay. 


V.  8.  grade 


No.  1  1 « 

No.  2" 

No.  8« 

Sample  pade 


Color  (min- 
imum piTcent 
of  grwn 
color) 


fiO 
10 


Maximum 

iM-roent  of 

foreign 

niUteriai 


Johnson     and 
Mixed. 


Johnson    and 
Mixed. 


John.son    and 
deta  M  iied. 


Grass 


Alfalfa 


Lespe- 


Mlxture  percentages 


Johnson  grass  containing  not 
more  than  10  percent  of 
legumes. 

A  mixture  of  John.son  grass  and 
other  grasses  containing  40 
Iiercent  or  more  of  John.son 
pass,  more  than  10  p<>rcont 
but  not  more  than  50  [xTcem 
of  other  grasses,  and  not 
more  than  10  percent  of 
legumes. 

A  mixture  of  Johnson  grass  and 
alfalfa  eontaining  more  than 
60  percent  of  Johnson  grass 
and  more  than  10  percent  of 
alfalfa. 

A  mixtureof  Johnson  grass  and 
lespedeia  containing  more 
than  50  percent  of  Johnson 
grass  and  more  than  10  per- 
cent of  lespedeta. 


10 
16 
90 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Johnson  and  Johnson  Mixed  Hay. 


Uay  which  does  not  come 

within  the  recjuirements 

of  any  of  the  numerical  u  8  grade 

grades;  or  which  contains 

more  than  a  traoe  of  in- 
jurious foreign   material;       

or  which  has  any  oblec-       —^—^—^—^^ 

tiona3>le  odor;  or  which  is       So.  1 

undercured,  heating,  hot,        No.  2 

wet,       niu.sty,       moldy.        No  3 

caked,      badly      broken.        Sample"  grade. '."!!!! 

badly      stained,      badly 

weathered,    badly    over- 

rine,   or   very   diisty;   or 
•  which     Is    otherwise     of 

distinctly  low   quality. 


Color  (mini- 
mum percent 
Of  green  color) 


'  Grades  No.  1  and  No.  2  shall  not  include  hav  that 
is  stained. 

«  Hay  of  the  class  Upland  Prairie  in  which  one-third 
or  more  of  the  u(iland  grass  stalks  bear  swd  heads  and/or 
Jointed  stems  to  nseet  the  refjuiremenls  of  grade  No.  1 
shall  have  fiS  percent  or  more  green  color;  grade  No.  2 
Shall  have  SO  jiercvnt  or  more  green  color:  and  grade  No. 
>  shall  have  38  {lercent  or  more  green  color. 

(c)  Special  grades  for  Prairie  Hay— 
(1) Extra  Green  Hay— d)  Requirements. 
EJitra  Green  Hay  shall  be  hay  of  any  of 
the  grades  of  any  of  the  classes  in  group 
III  which  has  65  percent  or  more  green 
color,  but  shall  not  Include  hay  that  Is 
stained  or  hay  of  the  class  Upland  Prai- 
rie In  which  one-third  or  more  of  the 
upland  grass  stalks  bear  seed  heads  or 
Jointed  stems. 

(ID  Grade  designation.  When  the  spe- 
cial grade  Extra  Green  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name  of 
the  class,  the  words  "Extra  Green."  Ex- 
ample, U.  S.  No.  1  Extra  Green  Upland 
Prairie  Hay. 

(2)  Green  Hay  —  d)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  In  group  HI  which  has  50  per- 
cent or  more  but  less  than  65  percent 
green  color,  but  shall  not  include  hay 
that  is  stained  or  hay  of  the  class  Upland 
Prairie  in  which  one-third  or  more  of  the 


40 
26 
10 


Maximum 

percent  of 

foreign 

material 


10 
15 
20 


Hay  which  does  not  come 
within  the  requirements 
of  any  of  the  numerical 
grades;  or  which  contains 
more  than  a  trace  of 
injurious  foreign  material; 
or  which  has  any  objec- 
tionable o<lor;  or  which 
is  undercured,  healing, 
hot,  wet,  mu.sty,  moldy, 
caked,  badly  broken, 
l>adlv  stained,  badly 
weatnered.  badly  over- 
ripe, or  very  dusty;  or 
which  Is  otherwLse  of 
distinctly  low  quality. 


(c)  Special  grades  for  Johnson  and 
Johnson  Mixed  Hay — d)  Extra  Green 
Hay — (i)  Requirements.  Extra  Green 
Hay  shall  be  hay  of  any  of  the  grades  of 
any  of  the  classes  in  group  IV  which  has 
55  percent  or  more  green  color. 

(ID  Grade  designation.  When  the 
special  grade  Extra  Green  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  cla.ss,  the  words  "Extra 
Green."  Example,  U.  S.  No.  1  Extra 
Green  John.^^on  Hay. 

<2)  Green  Hay—d)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  in  group  IV  which  has  40 
percent  or  more  but  less  than  55  percent 
green  color. 

(li)  Grade  designation.  When  the 
special  grade  Green  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Green."   Example, 
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U.  S.  No.  3  Green  Johnson  and  Grass 
Mixed  Hay. 

(3)  Fine  Hay— (I)  Requirements.  Pine 
Hay  shall  be  hay  of  any  of  the  grades  of 
the  class  Johnson  in  group  IV  in  which 
70  percent  or  more  of  the  Johnson  grass 
stalks  have  diameters  equal  to  or  smaller 
than  the  diameter  of  No.  13  steel  wire 
(approximately  nine  one-hundredths  of 
an  Inch),  and  no  stalks  have  diameters 
equal  to  or  greater  than  the  diameter  of 
No.  10  steel  wire  (approximately  thirteen 
one-hundredths  of  an  inch),  by  W  &  M 
standard  wire  gage  standards. 

(ID  Grade  designation.  When  the 
special  grade  Pine  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Pine."  Example, 
U.  S.  No.  1  Pine  Johnson  Hay. 

(4)  Coar.se  Hay  —  (i)  Requirements. 
Coarse  Hay  shall  be  hay  of  any  of  the 
grades  of  any  of  the  classes  in  group  IV 
in  which  more  than  30  percent  of  the 
Johnson  grass  stalks  have  diameters 
equal  to  or  greater  than  the  diameter 
of  No.  9  steel  wire  (approximately  fifteen 
one-hundredths  of  an  inch),  by  W  &  M 
standard  wire  gage  standards. 

(ID  Grade  designation.  When  the 
special  grade  Coarse  is  applicable  there 
shall  be  added  and  made  a  part  of  the 
grade  designation,  preceding  the  name  of 
the  class,  the  word  "Coarse."  Example, 
U.  S.  No.  1  Coarse  Johnson  Hay. 

§  57.7  Grain,  Wild  Oat.  Vetch,  and 
Grain  Mixed  Hay  (Group  V) — (a) 
Classes  and  class  requirements. 


ClAsa 


Mixture  percentages 


Oat 

Red  Oat 

Wheat 

Barley .^.. 

Wild  Oat 


Red  Oat  and  Wild  Oat 
Mixed,  Wheat  and 
Wild  Oat  Mixed. 


Oat  and  Alfalfa  Mixed, 
Whejt  and  Alfalfa 
Mixed.  Barley  and 
Alfalfa  Mixed. 


Oat  and  Vetch  Mixed, 
Wheat  and  \  etch 
Mixed. 


Oat  hay  containing  not  more 
than  10  percent  of  legumes. 

Red  oat  hay  containing  not 
more  than  10  [)en«nt  of 
le^mes. 

Wheat  hay  containing  not 
more  than  10  percent  of 
legumes. 

Barley  hay  containing  not 
more  than  10  percent  of 
le^rumes. 

Wild  oat  hay  or  a  mixture  of 
wild  oat  hay  and  other  grain 
hay  containing  more  than  .V) 
percent  of  wild  oot  hay  and 
not  more  than  10  percent  of 
legumes. 

A  mixture  of  red  oat  h.ay  and 
wild  oat  hay  or  wheat  hay 
and  wiki  oat  hay  contaiiifng 
40  percent  or  more  of  red  oat 
hay  or  wheat  hay.  as  the  ca^ 
may  be.  more  than  10  i>er- 
oent  but  not  more  than  80 
percent  of  » ild  oat  hay,  and 
not  more  than  10  percent  of 
lefumes. 

A  mixture  of  oat  hay  (including 
re<l  oat  h.iy)  and  alfalfa, 
wheat  hay  and  alfalfa,  or 
barley  hay  and  alfalfa  con- 
taininp  more  than  40  iiertrnt 
of  oat  hay,  wheat  hay,  or 
barley  hay,  as  the  case  may 
be,  more  than  10  jierccnt  but 
not  more  than  60  percent  of 
alfalfa,  and  not  more  than  10 
percent  of  grusses  Including 
the  5  Jiercent  allowanct-  iti 
{  .17.1  (m),  (t:)  and  (ij)  (or 
oal  hay,  wheat  hay,  and 
b.arley  hay.  respectively. 

A  mixture  ol  mu  hav  (including 
red  oat  hay)  and  vetch  hay 
or  whe:it  hay  and  vetch  h;iy 
coiiLiiiiinc  mure  than  40  jier- 
cent of  oat  hjiy  or  whcjit  hav, 
as  the  ca.se  may  be,  more  than 
10  j)erpent  but  not  more  than 
80  percent  of  vetch  hay  and 
not  more  than  10  percent  of 
grasses  including  the  6  i>er- 
ocnt  allowance  in  {  67.1  (m) 
and  (n)  for  oat  hay  and  wheat 
hay.  respectively. 
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PROPOSED  RULI  MAKING 


Class 


Vetch  and  Oat  Mixed, 
Vetch  and  Wheat 
Mixed. 


Mixture  percentages 


Vetch. 


A  mixture  of  vetch  hay  and  oat 
hay  (Including  red  oat  hay) 
or  vetch  hay  and  wheat  hay 
containing  more  than  60  ix-r- 
o«>nt  but  not  more  than  *) 
iwrcent  o(  vetch  hay,  more 
than  10  percent  of  oat  hay  or 
wheat  hay,  as  the  case  may 
be,  and  not  more  than  10  per- 
cent of  grasses  Including  the 
S  ;»ercent  allowance  in  %  57.1 
(m)  and  (n)  for  oal  hay  and 

.    wheat  hay,  rcspeotiv(>ly. 

Vetch  hay  containing  more 
than  80  percent  of  vetch. 


(b)  Numerical  and  sample  grades  and  grade  requirements  for  the  classes  of  Oat 
Hay.  Red  Oat  Hay,  Barley  Hay,  Red  Oat  and  Wild  Oat  Mixed  Hay,  Oat  and  Alfalfa 
Mixed  Hay.  and  Barley  and  Alfalfa  Mixed  Hay. 


V.  S.  grade 


No.  1  •- 


No.S. 


No.  8 

Bun  pie  grade. 


The  praln  shall  have  been  cut  In  the 
(lo'igh  stage  and  shall  contain  half- 
funnel  kernels  and  "fllle<l"  grain, 
with  little  or  no  shattering  of  kernels. 

The  grain  shall  have  been  cut  In  the 
(li)Ut'h  stage  or  before  and  may  contam 
half  forme<l  kernels  and  "fil'ed"  grain, 
with  little  or  no  shattering  of  kernels. 

May  be  fully  matured 


Shall  be  bright,  natural  green  to  yel- 
towish  green  or  brlRht,  retldish 
purpTo 


10 


May  be  yellowish  jroen  or  re<l(lu<h 
purple  to  yellow  with  traces  of  grt-en 
or  re<ldish  yellow,  slightly  discolored 
or  slightly  wee there<i. 

May  be  yellow,  discolored,  weathered, 

nav  of  the  above  classes  which  does  not  come  within  the  requirements  of  any  o  the  ""™*'"'^' 
K^^Lcr  which  contain  more  than  a  trace  of  Injurious  foreign  mat4?ria  :  or  which  has  any  b- 
Sm^bleodor:  o^  which  Is  undercured,  heating,  hot.  wet.  musty.  moMy.  sour,  cake.1.  badly, 
bn.ken,  badly  stained,  badly  weathered,  badly  overripe,  or  very 
tinctly  kw  quality. 


Maximum 

percent  of 

foreign 

material 


(e)  Special  grades  for  Grain.  Wild  Oat, 
Vetch,  and  Grain  Mixed  Hay— (1)  Coarse 
Kay— (1)  Requirements.  Coarse  Hay 
shall  be  hay  of  any  of  the  grades  of  the 
classes  Oat,  Red  Oat,  and  Red  Oat  and 
Wild  Oat  Mixed  in  group  V  In  which  more 
than  30  percent  of  the  oat  stalks  have 
diameters  equal  to  or  greater  than  the 
diameter  of  No.  6  steel  wire  (approxi- 
mately nineteen  one-hundredths  of  an 
Inch),  by  W  &  M  standard  wire  gage 
standards. 

(ii)  Grade  designation.  When  the 
special  grade  Coarse  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  same  of 
the  class,  the  word  "Coarse."  Example. 
U.  S.  No.  2  Coarse  Oat  Hay. 

§  57.8  Lespedeza  and  Lespedeza  Mixed 
Hay  (Group  V/)— (a)  Classes  and  class 
requirements. 


u 


dusty;  or  Otherwise  of   dls- 


".Barley  hay.  to  meet  the  rec,ulremcnts  of  grade  No.  1,  shaU  have  been  cut  In  the  «irly  doi«th  stage  or  before,  and 
niay  contain  halffariiiel  kornels  and  a  little  "filled'  grain. 

(c)  Numerical  and  sample  grades  and  grade  '•^«"''-^"»f"^\/°;/^^/!f;""  ^^^°' 
Hay.  Wild  Oat  Hay.  Wheat  and  Wild  Oat  Mixed  Hay.  and  Wheat  and  Alfalfa  Mued 

Hay.  ^ 


U.  S.  grade 


No.  1. 


Maturity 


Color 


No.  a. 


No.S. 


The  grain  shall  have  bwn  cut  in  the  milk 
stage  or  before  and  may  contain  small, 
shriveled  kernels  and  a  little  "fllled" 
grain.  , 

Th<'  grain  shall  have  been  cut  In  the  early 
dough  stage  or  t>efore  and  may  contain 
half-formed  kernels  and  some  ••fined" 
grain,  although  such  •'filled"  grain 
stmll  not  pn'dominate. 

May  Im?  fully  matured 


Shall  be  bright,  natural  green  to  yel- 
lowish green. 

May  be  yellowish  green  to  yellow 
with  tract's  of  green,  slightly  dis- 
colored, or  slightly  weathered. 


Maximum 

(lercent  of 

foreign 

material 


10 


15 


Sample  grade. 


May  be  yellow  or  greenish  yellow  with 
many  brown  leaves,  stained,  or 
weathered.  ,    , 

n,xv  r>f  the  above  clas.se<i  which  does  not  come  within  the  requirements  of  any  of  the  mimerlril 
g  aSes   or  Xh  ?^nta^  a  trace  of  injurious  /oreign  material;  7,  •■''•^•'  ""  »ny 

oMectionable  o<lor.  or  which  is  undercured,  heating  hot.  wet.  "'•'*< y-  n\"Jy;  'f"^:,^^,^^;^ 
badly  broken,  badly  staim.l,  badly  weathere.1.  badly  overripe,  or  very  dusty,  or  otherwise 
of  distinctly  low  quality. 


— (d)  Numerical  and  sample  grades  and  grade  requirements  for  the  classes  Oat  and 
Vetch  TiTeTSay  Wheat  and  Vetch  Mixed  Hay.  Vetch  and  Oat  Mixed  Hay.  Vetch 
and  Wheat  Mixed  Hay.  and  Vetch  Hay. 


U.  8.  grade 


No.  1. 


Maturity 


Color 


No. «. 


No.  3. 


pie  grade 


The  vetch  shall  have  been  cut  when  the 
iHxls  on  the  lower  '4  of  the  plant  are 
oiu-hiilf  fllled  or  Ivfore.  The  (:rain 
shall  have  U'l-n  cut  in  the  early  douiih 
stiUte  or  iK'fore  and  may  contain  half- 
formed  kernels  and  a  little  ••filled" 
grain. 

The  vetch  shall  have  been  cut  when  the 
pods  on  the  lower  ^i  of  the  plant  are 
one-half  nile<l  or  K-fore.  The  grain 
shall  have  be<'n  cut  in  the  dough  stage 
or  b«>fore  and  may  contain  some 
"flllod  "  grain  although  such  "•filled" 
gniin  shall  not  predominate. 

May  be  fully  matured 


Shall  be  bright,  natural  green  to  green- 
ish yellow. 


May  be  grecnUh  yellow  to  brownish 
yellow,  slightly  discolored,  or 
slightly  weathered. 


Maximum 

l>ercent  of 

foreign 

material 


May   be   yellowish    brown,    brown, 
......  ,  stained,  or  weathered. 

Hay  of  the  above  cl.xs.sos  which  does  not  come  within  the  requirements  of  »"y  "   'f";  ""'""'7' 

erad'S  or  which  wntalns  more  than  a  trace  of  Injurious  foreign  materia  .or  which  I'M  »"?  o  >; 

fJ^ouaKlor  or  which  1'  undercured.  heating,  hot.  wet.  musty,  moldy,  sour  caked,  badly 

ttn   baS  staTued.  U^     weathered,  badly  overripe,  or  very  dusty,  or  otherwae  of  dis- 

tinctly  low  quality. 


Class 


I.#spedeza. 


I^espedeza  and   Grass 
Nil  led. 


Lespe<leza  and  John- 
sou  Mixed. 


Mixture  percentages 


Lespodera  containing  not  more 
than  10  percent  of  grasses. 

A  mixture  of  lespe<lo7.a  and 
grasses  containing  50  i>erc«nt 
or  more  of  lespe<leia  and  more 
than  10  percent  of  grasses. 

A  mixture  of  lespedea*  and 
Johnson  grass  containing  50 
percent  or  more  of  lespedeM 
and  more  than  10  percent  of 
Johnson  grass. 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Lespedeza  and  Lespedeza  Mixed  Hay. 


V.  B.  grade 


o  > 


¥ 


No.  1 

No.  2 

No.S 

tjample  grade 


Coloc 


10 


4S     Shall  be  green  to  greenish 

brown. 
30     May  l>e  greenish  brown  to  18 

brown. 

10     May  l>e  brown 30 

Hay  whieh  does  not  come  within  the  re- 
((ulremeuUi  of  any  of  the  numerical 
grades:  or  which  contalns'more  than  a 
trace  of  Injurious  foreign  maU-rial;  or 
which  has  any  objectionable  odor;  or 
which  Is  underaired,  heating,  hot, 
wet.  musty,  moldy,  caked,  badly 
broken,  badly  weathered,  bailly  over- 
ripe, or  very  dusty;  or  w  hich  Is  other- 
wise of  distinctly  low  quality. 


10 


15 


(c>  Special  grades  for  Lespedeza  and 
Lespedeza  Mixed  Hay—d)  Extra  Leafy 
Hay—d)  Requirmcnts.  Extra  Leafy  Hay 
shall  be  hay  of  any  of  the  grades  of  any 
of  the  classes  in  group  VI  in  which  the 
leaflness  of  the  lespedeza  is  55  percent  or 
more,  with  most  of  the  leaves  clinging  to 
the  stems. 

(ii)  Grade  designation.  When  the 
special  grade  Extra  Leafy  is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  'Extra 
Leafy."  Example.  U.  S.  No.  1  Extra  Leafy 
Lesoedeza  Hay. 

(2)  Leafy  Hay— n't  Requirements. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  J  of  any  of 
the  cla.sses  in  group  VI  in  which  the  leafl- 
ness of  the  lespedeza  is  45  percent  or 
more  but  shall  not  include  hay  in  which 
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the  leaflness  of  the  lespedeza  meets  the 
requirements  for  extra  leafy  hay. 

(il)  Grade  designation.  When  the 
special  grade  Leafy  Is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name  of 
the  class,  the  word  "Leafy."  Example, 
U.  S.  No.  2  Leafy  Lespedeza  and  Grass 
Mixed  Hay. 

(3)  Extra  Green  Hay—d)  Require- 
ments. Extra  Green  Hay  shall  be  hay 
of  any  of  the  grades  of  any  of  the  classes 
In  group  VI  which  has  a  natural  green 
color. 

(ID  Grade  designation.  When  the 
special  grade  Extra  Green  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green."  Example,  U.  8.  No.  1  Extra 
Green  Le.spedeza  Hay. 

(4)  Green  Hay—d)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  in  group  VI  which  has  a 
green  to  greenish  brown  color. 

(II)  Grade  designation.  When  the 
special  grade  Green  Is  applicable  there 
shall  be  added  to  and  made  a  part  of 
the  grade  designation,  preceding  the 
name  of  the  class,  the  word  "Green". 
Example,  U.  S.  No.  3  Green  Lespedeza  and 
Grass  Mixed  Hay. 

S  57.9  Soybean  and  Soybean  Mixed 
Hay  (Group  V//)— (a)  Classes  and  class 
requirements. 


Oast 


Soybean. 


Soybean    and    Orasa 


1} 


lied. 


Soyl>ean  and  Johnson 
Mixed. 


Mixture  percentages 


Soybean  hay  containing  not 
more  than  IS  percent  of 
gras.<ies. 

A  mixture  of  soybean  hay  and 
grasses  containing  t(i  (>«rcent 
or  more  of  soybean  hay  and 
more  than  15  percent  of 
gra-ssfs. 

A  mixture  of  soybean  hay  and 
Johnson  grass  containing  80 
percent  or  more  of  soybean 
hay  and  more  than  10  per- 
cent of  Johnson  gra^. 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Soybean  and  Soybean  Mixed  Hay. 


V.  8.  mde 


No.l 

No.  2 

No.  3 

Sample  grade 


Leaflness  of 
soybean  bay 
(minimum  per- 
cent of  leaves. 
Including  seed 
pods  not  l>adly 
shattered  or  In 
condition  to 
shatter) 


40 
28 

1(1 


Color 
(mini- 
mum 
perornt 
of  green 
color; 


40 
25 
10 


Maxi- 
mum 
percent 
of  foreign 
material 


10 
15 
20 


Hay  which  does  not  come  within 
the  requirements  of  ajiy  of  the 
numerical  grades;  or  which  con- 
tains more  than  a  trace  of  injurious 
foreign  material;  or  which  has  any 
obj^-ctionaMe  odor;  or  which  la 
undercured,  beating,  hot,  wet, 
musty,  moldy,  cuked,  badly 
broken,  badly  wrath<red,  badly 
overrliie,  or  very  du^ty;  or  which 
Is  otherwise  of  distinctly  low 
quality. 


(c)  Special  grades  for  Soybean  and 
Soybean  Mixed  Hay—d)  Extra  Leafy 
Hay — (i)  Requirements.  Extra  Leafy 
Hay  shall  be  hay  of  any  of  the  grades  of 
any  of  the  classes  In  group  VII  in  which 
the  leaflness  of  the  soybean  hay  Is  50 
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percent  or  more,  with  most  of  the  leaves 
clinging  to  the  stems. 

(11)  Grade  designations.  When  the 
special  grade  Extra  Leafy  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Leafy."  Example,  U.  S.  No.  1  Extra  Leafy 
Soybean  Hay. 

(2)  Leafy  Hay—(\)  Requirements. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  In  group  VII  In  which  the 
leaflness  of  the  soybean  hay  Is  40  percent 
or  more,  but  shall  not  Include  hay  In 
which  the  leaflness  of  the  soybean  hay 
meets  the  requirements  for  extra  leafy 
hay. 

(ii )  Grade  designation.  When  the  spe- 
cial grade  Leafy  is  applicable  there  shall 
be  added  to  and  made  a  part  of  the  grade 
designation,  preceding  the  name  of  the 
class,  the  word  "Leafy."  Example.  U.  S, 
No.  2  Leafy  Soybean  and  Grass  Mixed 
Hay. 

(3)  Extra  Green  Hay—(i)  Require- 
ments. Extra  Green  Hay  shall  be  hay 
of  any  of  the  grades  of  any  of  the  classes 
In  group  VII  which  has  55  percent  or 
more  green  color. 

(il)  Grade  designation.  When  the 
special  grade  Extra  Green  is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green,"  Example.  U.  6.  No.  1  Extra 
Green  Soybean  Hay. 

(4)  Green  Hay — (1)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  In  group  Vn  which  has  40 
percent  or  more  but  less  than  55  percent 
green  color. 

(ii)  Grade  designation.  When  the  spe- 
cial grade  Green  is  applicable  there  shall 
be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Green."  Exam- 
ple, U.  S.  Sample  grade  Green  Soybean 
and  Johnson  Mixed  Hay. 

(5)  Coarse  Hay — (i)  Requirements. 
Coarse  Hay  shall  be  hay  of  any  of  the 
grades  of  any  of  the  classes  In  group 
VII  in  which  more  than  30  percent  of 
the  soybean  stalks  have  diameters  equal 
to  or  greater  than  the  diameter  of  No.  4 
steel  wire  (approximately  twenty-three 
one-hundredths  of  an  Inch),  by  W  &  M 
standard  wire  gage  standards. 

(ID  Grade  designation.  When  the  spe- 
cial grade  Coarse  is  applicable  there  shall 
be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Coarse."  Exam- 
ple. U.  S.  No.  2  Coarse  Soybean  Hay. 

8  57.10  Cowpea  and  Cowpea  Mixed 
Hay  (Group  vni)—(&)  Classes  and  class 
requirements. 


Cla-ss 


Cowpea. 


Cowpea     and 
Mixed. 


Grass 


Cowpea  and  Johnson 
Mixed. 


Mixture  percentages 


Cowpea  hay  containing  not 
more  than  15  percent  of 
grasses. 

A  mixture  of  cowpea  hay  and 
grasses  containing  fio  percent 
or  more  of  cowpea  hay  and 
more  than  15  perwht  of 
grasses. 

A  mixture  of  cowpea  hay  and 
Johnson  grass  containing  .Vi 
percent  or  more  of  cowpea 
hay  and  more  than  10  percent 
of  Johnson  grass. 
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(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Cowpea  and  Cowpea  Mixed  Hay. 


U.  S,  grade 


No.  1... 
No.  2... 


No.S 

Sample  grade 


40 


25 


10 


10 


15 


30 


Shall  be  green  to  green- 
ish yellow  or  greenish 
browu. 
May  be  greenish  yellow 
or  greenish  brown  to 
brown. 
May  be  brown  or  weath- 
ered. I 
Hay  which  does  not  come  within  the 
requirements  of  any  of  the  numerical 
grades;  or  which  contains  more  than  a 
trac«'  of  injurious  foreign  material;  or 
which  has  any  objectionable  odor;  or 
which  Is  undercured,  heating,  hot, 
wet.  musty,  mcldy.  caked,  badly 
broken,  badly  weathered,  badly  over- 
ripe, or  very  dusty;  or  which  Is  other- 
wise of  distinctly  low  qualify. 


(c)  Special  grades  for  Cotcpea  and 
Cowpea  Mixed  Hay— (I)  Extra  Leafy 
Hay— (I)  Requirements.  Extra  Leafy 
Hay  shall  be  hay  of  any  of  the  grades  of 
any  of  the  classes  In  group  Vm  In  which 
the  leaflness  of  the  cowpea  hay  is  50  per- 
cent or  more,  with  most  of  the  leaves 
clinging  to  the  stems. 

(ID  Grade  designation.  When  the 
special  grade  Extra  Leafy  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Leafy."  Example,  U.  S.  No.  1  Extra 
Leafy  Cdwpea  Hay. 

(2)  Leafy  Hay— (I)  Requirements. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  in  group  VHI  In  which  the 
leaflness  of  the  cowpea  hay  is  40  percent 
or  more,  but  shall  not  Include  hay  In 
which  the  leaflness  of  the  cowpea  hay 
meets  the  requirements  for  extra  leafy 
hay. 

(11)  Grade  designation. — When  the 
special  grade  Leafy  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name  of 
the  class,  the  word  "Leafy."  Example, 
U.  S.  No,  2  Leafy  Cowpea  Hay. 

(3)  Extra  Green  Hay—(\)  Require- 
ments. Extra  Green  Hay  shall  be  hay  of 
any  of  the  grades  of  any  the  classes  in 
group  VIII  which  has  a  natural  green 
color. 

(iD  Grade  designation.  When  the 
special  grade  Extra  Green  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words-  "Extra 
Green."  Example.  U.  S.  No.  1  Extra 
Green  Cowpea  Hay. 

(4)  Green  Hay—d)  Requirements. 
Green  Hay  shaH  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  in  group  VIII  which  has  a 
green  to  greenish  yellow  or  greenish 
brown  color. 

(il)  Grade  designation.  When  the 
special  grade  Green  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
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grade  designation,  preceding  the  name  of 
the  class,  the  word  "Green."  Example, 
U.  S.  No.  3  Green  Cowpea  and  Grass 
Mixed  Hay. 

§57.11  Peanut  andPeanut  Mixed  Hay 
(Group  IX i — (a)  Classes  and  class  re- 
quirements. 


C\nsa 


Peanut. 


Peanut    and    Grass 
Mixed. 


Mixture  percentaues 


Peanut  hay  containing  not 
more  than  lU  percent  of 
grasses. 

A  mixture  of  peanut  hay  and 
grasses  containing  SO  percent 
or  more  of  peanut  hay  ami 
more  than  10  percent  of 
grasses. 


(b)  Numerical  and  sample  grades  and 
grade  requirements  for  all  classes  of 
Peanut  and  Peanut  Mixed  Hay. 


No.  1  '- 
No.  2 «. 

No.S.. 


25 
15 


Sample  grade 


10 


13 

20 


Shall  he  green  to  green- 
ish brown. 
May  be  greenish  brown 

to  brown. 
M  ay  be  brow  n  or  weath- 
ered. 

Hay  which  does  not  come  within  the 
reauireraents  of  any  of  the  numerical 
grades;  or  which  contains  more  than  a 
trace  of  Injurious  foreign  material;  or 
which  has  any  ob]ectlonable  odor;  or 
which  Is  undercured,  heating,  hot. 
wpt.  musty,  moldy,  caked,  badly 
weathered,  badly  overrii*,  or  very 
dirty;or  which  U  otherwise  of  distinct- 
ly low  quality. 


I  Orados  No.  1  and  No.  2  may  be  dusty  but  shall  not 
C»nUin  an  appreciable  quantity  of  soil  or  dirt. 


PROPOSED  RULE  MAKING 

of  any  of  the  grades  of  any  of  the  classes 
In  group  IX  which  has  a  natural  green 
color. 

(ii)  Grade  designation.  When  the 
special  grade  Extra  Green  Is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green."  Example,  U.  8.  No.  1  Extra 
Green  Peanut  Hay. 

(4)  Green  Hay—d)  Requirements. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any  of 
the  classes  In  group  IX  which  has  a 
green  lo  greenish-brown  color. 

(11) 'Grade  designation.  When  the 
special  grade  Green  Is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Green."  Example, 
U.  8.  No.  2  Green  t»eanut  and  Grass 
Mixed  Hay. 

9  67.12  Gross  Hay  (Group  X— (a) 
Class  and  class  requirements.  The  group 
Grass  Hay  shall  have  one  class,  namely. 
Grass  Hay,  which  shall  be  (1)  hay  con- 
taining more  than  60  percent  of  grasses, 
sedges,  and/or  rushes  other  than  timothy, 
Johnson  grass,  upland  grasses,  midland, 
grasses,  grain  cut  for  hay,  millet,  and/or 
Sudan  grass;  or  (2)  hay  consisting  of 
mixtures  of  upland  grasses,  midland 
grasses,  timothy,  and/or  other  grasses, 
and  containing  not  more  than  10  per- 
cent of  legumes,  which  does  not  meet  the 
class  requirements  of  any  of  the  classes 
in  Prairie  Hay,  group  III. 

Not«.  QuestlonB  relating  to,  or  samples 
of,  the  kinds  of  grasses,  sedges,  and/or  rushes 
that  may  be  Included  In  the  class  Grass  Hay 
should  be  submitted  to  the  Grain  Branch, 
Production  and  Marketing  AdmlnUtratlon, 
United  States  Department  of  Agriculture,  for 
determination  or  Interpretation. 

(b)  Numerical  and  sample  grades  and 
grade  requirements  for  Grass  Hay. 


Color  (mini- 
mum percent 
of  green  color) 


.SO 
35 
10 


Maximum 

percent  of 

foreign 

material 


10 

15 
20 


(c)  Special   grades    for    Peanut    and  u.  8.  Grade 

Peanut    Mixed    Hay— (I)  Extra    Leafy 

Hay—(i)  Requirements.      Extra    Leafy      ■. 

Hay  shall  be  hay  of  any  of  the  grades  of      ^^  ^^  

any  of  the  classes  in  group  IX  in  which      no.  ji.I , 

the  leafiness  of  the  peanut  hay  is  35      ^^''4-,;----^-:::::::: 
percent  or  more. 

(ii)  Grade  designation.  When  the 
special  grade  Extra  Leafy  is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Leafy."  Example.  U.  S.  No.  1  Extra 
Leafy  Peanut  Hay. 

(2)  Leafy  Hay—H)  Requirements. 
Leafy  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  any 
of  the  classes  in  group  IX  in  which  the 

leafiness  of  the  peanut  hay  is  25  percent  i  orades  No.  l  and  No.  2  shall  not  include  hay  that  Is 

or  more,  but  shall  not  include  hay  in  stained. 

which  the  leafiness  of  the  peanut  hay  ^^.^  Grade  designations  for  Grass  Hay. 

meets  the  requirements  for  extra  leafy  q^^^q  designations  for  Grass  Hay  shall 

hay-            ^      ^    .       ,.           w>,«.„    ♦>,»  Include   after   the   words  "Grass   Hay" 

r,.m.  n(  thrrlsis    the  word  "Leafy."  of  the  various  kinds  of  grasses,  sedges. 

S^mp^'  rs"lK%  Uar/peanut  a'nd  '-^es-d  legumes  which  c„^,,tu.e 

rira^^c:  MiYPri  Hav  ^ote  than  10  percent  of  tne  mixture. 

(^T  Vrtra    Green    Hay—n^  Require-  written    in    the    order    of    importance. 

Jn;^.  litra  c/een  Hay  siall  be  hay  Grasses  which  cannot  be  identified  can 


Hay  which  doci  not  come 
w'ithin  the  requirements 
of  any  of  the  numerical 
grades;  or  which  contains 
more  than  a  trace  of  in- 
jurious foreign  material; 
or  which  has  any  ohjio- 
tionable  odor;  or  which  is 
undercured,  heating,  hot, 
wet,  musty,  moldy,  cake<l, 
badly  broken,  badly 
stained,  badly  weathere<l, 
batlly  overripe,  or  very 
dusty;  or  which  Is  other- 
wise of  distinctly  low 
quality. 


be  described  by  the  term  "miscellaneous 

grasses." 

(d)  Special  grades  for  Grass  Hay— (It 
Extra  Green  Hay— (i»  Requirements. 
Extra  Green  Hay  shall  be  hay  of  any  of 
the  grades  of  the  class  Grass  Hay  in 
group  X  which  has  65  percent  or  more 
green  color,  but  shall  not  include  hay 
that  Is  stained. 

(ii)  Grade  designation.  When  the 
special  grade  Extra  Green  is  applicable 
there  shall  be  added  to  and  made  a  part 
of  the  grade  designation,  preceding  the 
name  of  the  class,  the  words  "Extra 
Green."  Example,  U.  8.  No.  1  Extra 
Green  Grass  Hay.  Redtop  and  Bluegrass. 
(2)  Green  Hay—d)  Requirevients. 
Green  Hay  shall  be  hay  of  any  of  the 
grades  lower  than  grade  No.  1  of  the  class 
Grass  Hay  in  Group  X  which  has  50  per- 
cent or  more  but  less  than  65  percent 
green  color,  but  shall  not  include  hay 
that  is  stained. 

(11)  Grade  designation.  When  the 
special  grade  Green  Is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Green."  Exam- 
ple, U.  8.  No.  2  Green  Grass  Hay,  Redtop. 

5  57.13  Mixed  Hay  (Group  XI)—(&) 
Class  and  class  requirements.  The  group 
Mixed  Hay  has  one  class,  namely.  Mixed 
Hay.  which  shall  be  any  mixture  of  hay 
not  classified  in  the  groups  I  to  X.  inclu- 
sive, but  which  contains  50  percent  or 
more  singly  or  in  combination  of  alfalfa, 
timothy,  clover,  upland  grasses,  midland 
grasses,  grasses  (as  defined  in  5  57.1  (k) ), 
Johnson  grass,  grain  hay,  vetch  hay, 
lespedeza,  soybean  hay,  cowpea  hay,  and 

peanut  hay. 

(b)  Grodes/orAfiJedHay— a)  Grade 
requirements.  Mixed  Hay  shall  be  graded 
according  to  the  grade  requirements  and 
the  specifications  in  §5  57.1  through  57.12 
for  the  kind  of  hay  which  predominates 
In  the  mixture,  except  that  all  numerical 
and  special  grade  specifications  pertain- 
ing to  leafiness.  stemminess.  coarseness, 
and  fineness  shall  be  disregarded. 

(2)  Grade  designation.  The  grade 
designation  for  Mixed  Hay  shall  Include 
successively.  In  the  order  named,  (1)  the 
letters  '"U.  8.";  (li>  the  number  of  the 
grade  or  the  words  "Sample  grade,"  as 
the  case  may  be,  and  any  special  grade 
that  may  apply;  (III)  the  words  "Mixed 
Hay";  and  (Iv)  the  name  and  approxi- 
mate percentage  of  each  kind  of  hay 
which  constitutes  more  than  10  percent 
of  the  mixture  written  in  the  order  of 
importance. 

SUBPART  B — UNITED   STATES  STANDARDS  FOR 
STRAW  • 

S  57.50  Terms  identified.  For  the 
purposes  of  the  United  States  standards 
for  straw: 

(a)  Straw.  Straw  shall  be  the  stems, 
leaves,  and  chaff  of  the  grain  plants, 
wheat,  oat.  barley,  rye,  and  rice,  which 
remain  after  threshing,  and  may  Include 
not  more  than  10  percent  (of  the  total 
straw)  of  timothy  and  other  grasses  that 
are  not  coarse  and  woody. 


•  The  specifications  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  provi- 
sions of  the  Federal  Food.  Drug,  and  Cosmetic 
Act  (21U.  8.  C.  301  etseq.) 
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(b)  Chatf.  Chaff  shall  be  shattered 
glumes,  and  pieces  of  straw  not  over  4 
Inches  In  length. 

(c)  Foreign  material.  Foreign  mate- 
rial shall  be  matter  other  than  straw,  ex- 
cept grasses  that  are  not  coarse  and 
woody. 

§  57.51  Principles  governing  applica- 
tion of  standards.  The  following  prin- 
ciples shall  apply  in  the  determination  of 
the  grades  of  straw: 

(a)  Basis  of  grade  determinations. 
(1)  The  determination  of  chaff,  foreign 
material,  temperature,  odor,  and  general 
condition  shall  be  on  the  basis  of  the 
straw  as  a  whole. 

(2)  The  determination  of  color  shall 
be  on  the  basis  of  the  method  prescribed 
by  the  Grain  Branch,  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture. 

(b)  Methods  of  determining  percent- 
ages. Percentages  of  chaff  and  foreign 
material  shall  be  ascertained  by  weight. 

S  57.52  Grades  for  straw — (a)  Nu- 
merical  and  sample  grades  and  grade  re- 
quirements for  straw. 


Maxi- 

V. 8.  Grade 

Color 

mum 
percent 
ofchall 

No.l 

Bright 

SI 

No.  I  ChatTy.... 

Bright 

75 

No.  2.    

\Veathere<l  or  stained 

35 

No.  2  Chaffy... 
Sample  grade  >.. 

Weatliere<l  or  stained   . 

7S 

Straw  which  does  not  come  within  th.> 
requirements  of  any  of  the  grades 
from  No.  1  to  No.  2  ChafTy,  inclu- 
sive; or  which  contains  more  than 
lit  iKTi'ent  of  foreign  material;  or 
which  is  heiuing,  hot,  wet,  musty, 
moldy,  caked,  badly  stained,  badiv 
weathi're<l,  or  very  dusty;  or  wliicii 
isotherwise  of  distinctly  low  quality. 

'  .Straw  of  this  grade  with  more  than  35  percent  chafT 
shall  l>e  grade!  U.  S,  Sample  grade  Chaffy. 

(b)  Grade  designations.  Grade  desig- 
nations for  straw  shall  include  .succes- 
sively in  the  order  named:  (1)  The  let- 
ters "U.  S.";  (2)  the  grade  either  No.  1. 
No.  1  Chaffy.  No.  2,  No.  2  Chaffy.  Sample 
grade,  or  Sample  grade  Chaffy,  as  the 
case  may  be,  and  any  special  grade  desig- 
nation that  may  apply;  and  (3)  the 
words  "Wheat  Straw."  "Oat  Straw." 
"Barley  Straw,"  "Rye  Straw."  or  "Rice 
Straw,"  as  the  case  may  be. 

(c)  Special  grades  for  straw — d) 
Straight  rye  straw — (i)  Requirements. 
Straight  rye  straw  shall  be  rye  straw  of 
any  grade  which  has  been  threshed  with- 
out opening  the  sheaves  or  permitting  the 
straw  to  pass  through  the  threshing  ma- 
chine and  which  has  been  pressed  into 
large  box -pressed  bales. 

(ii)  Grade  designation.  When  the 
special  grade  Straight  is  applicable  there 
shall  be  added  to  and  made  a  part  of  the 
grade  designation,  preceding  the  name 
of  the  class,  the  word  "Straight."  Ex- 
ample. U.  S.  No.  1  Straight  Rye  Straw. 

(2)  Long  rye  straw — (i)  Requirements. 
Long  rye  straw  shall  be  rye  straw  of  any 
grade  which  has  been  threshed  without 
opening  the  sheaves  or  permitting  the 
straw  to  pass  through  the  threshing  ma- 
chine and  which  has  been  pressed  into 
perpetual-pressed  bales. 

(11)  Grade  designation.  When  the 
special  grade  Long  Is  applicable  there 
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shall  be  added  to  and  made  a  part  of 
the  grade  designation,  preceding  the 
name  of  the  class,  the  word  "Long."  Ex- 
ample. U.  S.  No.  2  Long  Rye  Straw. 

Any  Interested  person  who  wishes  to 
submit  written  data,  views,  or  arguments 
concerning  th^  proposed  amendments  to 
the  United  States  standards  for  hay  and 
straw  as  set  forth  above  may  do  so  by 
filing  them  In  quadruplicate  with  the 
Director  of  the  Grain  Branch,  Production 
and  Marketing  Administration,  United 
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states  Department  of  Agriculture,  Wash- 
ington 25,  D.  C,  not  later  than  30  days 
after  publication  of  this  notice  in  the 
Federal  Register. 

Witness  my  hand  and  the  seal  of  the 
United  States  Department  of  Agricul- 
ture. Done  In  Washington,  D.  C,  this 
2d  day  of  March  1949. 

IsE-AL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

(F.    R.    Doc.    49-1681;    Filed.    Mar.    7,    1949; 
8:45  a.  m.l 


NOTICES 


NATIONAL  MILITARY 

ESTABLISHMENT 

Department  of  the  Army 

National  Board  for  Promotion  of  Rifle 
Practice  and  Office  of  the  Director 
OF  Civilian  Marksmanship 

organization,  FUNCTIONS  AND  PROCEDURES 
OF  AGENCIES   DEALING   WITH   PUBLIC 

The  Organization.  Functions,  and  Pro- 
cedures of  Agencies  Dealing  with  the 
Public,  which  formerly  appeared  under 
Title  10.  Subtitle  A.  Part  2,  Is  amended 
by  changing  sections  2.54  and  2.56  (m) 
to  read  as  follows: 

Sec  2.54.  Location.  The  Offices  of 
Executive  Officer.  National  Board  for  the 
Promotion  of  Rifle  Practice  and  Director 
of  Civilian  Marksmanship  are  now  lo- 
cated in  Rooms  1703-1715  Navy  Building. 
18th  and  Constitution  Avenue,  N.  W.i 
Washington  25,  D.  C.  The  mailing  ad- 
dress of  each  is  as  follows : 

National  Board  for  the  Promotion  of  Rine 
Practice,  Department  of  the  Army.  Washlnc- 
ton  25.  D.  C. 

Director  of  ClvUlan  Marksmanship,  De- 
partment of  the  Army.  Washington  25.  D.  C. 

Sec.  2.56.  Function  of  Director  of 
Civilian  Marksmanship.     •     •     • 

(m )  It  has  been  the  practice  since  1925 
to  appoint  the  same  officer  to  serve  both 
as  Executive  of  the  National  Board  for 
the  Promotion  of  Rifle  Practice  and  Di- 
rector of  Civilian  Marksmanship.  Colo- 
nel James  P.  Strain.  Infantry,  Is  presently 
assigned  to  these  duties  with  Captain 
Margaret  J,  Wehrle.  WAC.  as  assistant. 

fSEAL]  Edward  F.  WiTSELL, 

Major  General. 
The  Adjutant  General. 

IF.    R.    Doc.    49-1702;    Filed,    Mar.    7,    1949; 
8:50  a.  m.J 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

1 2145207 J 

Arizona 
notice  of  filing  of  plat  of  stirvey 

March  1. 1949. 
Notice  is  given  that  the  supplemental 
plat  of  survey,  accepted  January  9,  1948, 
T.  23  8.,  R.  21  E..  G.  and  8.  R.  M., 


Arizona.  Including  the  lands  hereinafter 
described,  will  be  officially  filed  in  the 
District  Land  Office  at  Phoenix.  Arizona, 
effective  at  10:00  a.  m..  April  5.  1949. 

The  lands  affected  by  this  notice  are 
described  as  follows: 

Gila  and  Salt  Riveh  Meridian 

T.  23  S.,  R.  21  E..  Sec.  31.  SEV4   (lots  1,  2,  3. 
NW>4SE!4.  6'/2SE',4). 

The  area  described,  exclusive  of  seg- 
regations, aggregates  150  acres. 

All  of  the  lands  Involved  are  within 
the  exterior  boundaries  of  the  Coronado 
National  Forest,  pursuant  to  Proclama- 
tion of  November  6,  1906. 

Anyone  having  a  valid  settlement  or 
other  right  to  any  of  these  lands  initiated 
prior  to  the  date  of  the  withdrawal  of 
the  lands  should  assert  same  within 
three  months  from  the  date  on  which 
the  platSs  officially  filed  by  filing  an  ap- 
plication under  the  appropriate  public- 
land  law.  setting  forth  all  facts  relative 
thereto. 

All  Inquiries  relating  to  these  lands 
should  be  addres.sed  to  the  Acting  Man- 
ager. District  Land  Office,  Phoenix, 
Arizona. 

RoscoE  E.  Bell. 
Associate  Director. 

|F.    R.    Doc.    49-1690;    Filed,    Mar.    7,    1949; 
8:47   a.  m.] 


New  Mexico 


SMALL  TRACT  CLASSIFICATION  ORDER  NO.    17  J 
CORRECTION 

In  Federal  Register  Document  49-996. 
appearing  on  Page  603  of  the  issue  of 
Thursday,  February  10,  1949  <Vol.  14,  No. 
27),  the  nineteenth  line  of  paragraph  1 
of  the  original  document  is  corrected  to 
add  the  NE>iNE»4SW>4SW'4  to  the 
description  of  subdivisions  in  Section  20. 

The  thirty-first  line  of  the  original 
document  is  corrected  to  read  as  follows: 
"Sec.  30:  WlzNE'i"  Instead  of  "W'/a 
NWI/4"  as  shown  in  the  original  order. 

E.  R.  Smith, 
Regional  Administrator. 

IF.    R.    Doc.    49-1687;    Filed,    Mar.    7,    1949; 
8:46  a.  m.J 
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CIVIL  AERONAUTICS  BOARD 

[Docket  No.  36431 

Wisconsin  Central  Airlines.  Inc.; 
Service  to  Land  O'Lakes.  Wis. 

woTicE  or  hearing 

In  the  matter  of  the  application  of 
Wisconsin  Central  Airlines.  Inc..  under 
section  401  (h)  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended,  for  an  amend- 
ment of  its  certificate  of  public  conven- 
ience and  necessity  to  include  Land 
O'Lakes  Wis.,  as  an  intermediate  point 
on  a  seasonal  basis  on  the  said  carrier's 
route  No.  86. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  particularly  sections  401  and 
1001  of  said  act.  that  a  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  March  17.  1949.  at  10:00  a.  m. 
(eastern  standard  time)  in  Room  2015. 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue.  N.  W.,  Wash- 
ington. D.  C.  before  Examiner  Richard 
A.  Walsh.  ^  ^    . 

Without  limiting  the  scope  of  the  issues 
presented  by  the  said  application  partic- 
ular attention  will  be  directed  to  the  fol- 
lowing matters  and  questions: 

1  Whether  the  proposed  amendment 
Is  required  by  the  public  convenience  and 

necessity.  ,  ».  „ 

2  Whether  Wisconsin  Central  Airlines. 
Inc.  is  fit.  willing,  and  able  to  perform 
the  proposed  air  transportation  properly 
and  to  conform  to  the  provisions  of  the 
act  and  the  rules,  regulations,  and  re- 
quirements of  the  Board  thereunder. 

Notice  is  further  given  that  any  person 
desiring  to  be  heard  in  opposition  to  the 
above  application  must  file  with  the 
Board  on  or  before  March  17.  1949.  a 
statement  setting  forth  the  Issues  of  fact 
or  law  which  he  desires  to  controvert. 

For  further  details  of  the  service  pro- 
posed and  the  amendment  requested,  in- 
terested parties  are  referred  to  the  appli- 
cation on  file  with  the  Civil  Aeronautics 
Board. 

Dated  at  Washington.  D.  C,  March  2. 
1949. 

By  the  Civil  Aeronautics  Board. 


NOTICES 

time  skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  it  would  defer  action 
on  aU  pending  applications  requesting 
daytime  or  limited  Ume  operation  on 
United  States  I-A  or  I-B  frequencies  un- 
til a  decision  was  announced  in  the  said 
hearing  (Mlmeo  No.  6630  >;  and 

It  further  appearing.  That  the  above- 
entitled  application  requests  the  use  of 
680  kc.  1  kw  power,  daytime  only; 

It  is  ordered.  This  18th  day  of  Feb- 
ruary 1949,  on  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  application  be  continued  indefi- 
nitely. 

Federal  Communications 

Commission, 

[seal]        T.  J.  Slowie. 

Secretary. 

IP    R.    Doc.    4^1718;    Filed.   Mar.    7.    1949; 
8:54  a.   m.i 


nols.  Docket  No  9190.  Pile  No.  BP-6700; 
for  construction  permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tions for  March  17.  1949.  at  Washington. 
D.  C;  and  _.,      . 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  joint  petition  for 
reconsideration  and  grant  without  hear- 
ing filed  on  February  3.  1949; 

It  is  ordered.  This  18th  day  of  February 
1949  on  the  Commission's  own  motion, 
that'the  hearing  upon  the  above-entitled 
applications  be  continued  Indefinitely, 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications 
Commission, 

ISXAL]         T.  J.  Slowii, 

Secretary. 

IF    R.    Doc.    49-1712;    Filed,    Mar.   7,    1949; 
8:63  8.  m.l 


[seal] 


M.  C.  Mulligan, 
Secretary. 


(Docket  No.  8167] 

Woodward  Broadcasting  Co. 

order  continuing  hearing 

In  re  application  of  Woodward  Broad- 
casting Company,  Detroit.  Michigan. 
Docket  No.  8167.  File  No.  BP-5827.  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  29.  1949,  at  Washing- 
ton. D.  C;  and 

It  appearing,  that  on  May  9.  1947.  the 
Commission  published  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 
time skywave  transmissions  of  standard 
broadcast  stations  (Docket  8333)  and 
stated  therein  that  It  would  defer  action 
on  all  pending  applications  requesting 
daytime  or  limited  time  operation  on 
United  States  I-A  or  I-B  frequencies  un- 
til a  decision  was  announced  in  the  said 
hearing  (Mimeo  No.  6630  >;  and 

It  further  appearing,  that  the  above- 
entitled  application  requests  the  use  of 
840  kc.  5  kw.  daytime  only,  using  direc- 
tional antenna; 

It  is  ordered.  This  18th  day  of  Feb- 
ruary 1949,  on  the  Commission's  own 
motion,  that  the  said  hearing  upon  the 
above-entitled  application  be  continued 
Indefinitely. 


(Docket  No.  83421 
Pekin  Broadcasting  Co..  Inc.  (WSIV) 

ORDER  continuing  HEARING 

In  re  application  of  Pekin  Broadcast- 
ing  Company.  Inc.  (WSIV).  Pekin.  im- 
nois.  Docket  No.  8342,  File  No  BMP- 
2561;   for  modification  of  construction 

^^The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  February  23.  1949.  at  wash- 

Ington,  D.  C;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  recon- 
sideration and  grant  without  hearing 
filed  on  February  10,  1948; 

It  is  ordered.  This  18th  day  of  February 
1949   on  the  Commission's  own  mot  on 
that  the  hearing  upon  the  above-entitled 
application    be    continued    Indefinitely 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications 
Commission, 

[siALl        T.  J.  Slowie. 

Secretary. 

IF    R    DOC.   4^1716;    Filed.   Mar.   7.    1949; 
'    ■  8:64  a.  mj 


IF.    R.    Doc.    49-1701;    Filed.    Mar.    7.    1949; 
8:49  a.  m.) 


~~'  [seal] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No.  81521 
Empire  Broadcasting  Co. 
order  continuing  hearing 

In  re  application  of  Bernard  C.  Bren- 
nan.  d,b  as  Empire  Broadca.sting  Com- 
pany. Pomona-Ontario.  California. 
Docket  No.  8152.  File  No.  BP-5813.  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  28,  1949,  at  Washing- 
ton  D.  C;  and  , 

It  appearing,  that  on  May  9.  1947,  the 
Commission  publi-shed  a  notice  of  pro- 
posed rule-making  with  respect  to  day- 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F    R.    Doc.   4fr-1719;    Filed,    Mar.    7.    1949; 
8:54  a.  m.] 


[Docket  No«.  8178,  9190) 

Steel  City  Broadcasting  Co.  and  Radio 
Station  WGES 

ORDER  continuing  HEARING 

In  re  applications  of  George  M.  Whit- 
ney Caroline  L.  Whitney  and  Frederick 
Feyling  d/b  as  Steel  City  Broadcasting 
Company,  Gary,  Indiana,  Docket  No. 
8178  File  No.  BP-5681;  John  A.  Djer, 
V  l'  Christoph.  E.  M.  Hinzman,  F.  A. 
Rlngwald  and  W.  F.  Moss,  d/b  as  Radio 
Station  WGES  (WGES).  Chicago.  IIU- 


1  Docket  No.  83601 
KRGV.  INC.    (KRGV) 

ORDER    CONTINUING    HEARING 

In  re  application  of  KRGV.  Incor- 
Dorated  (KRGV).  Weslaco.  Texas. 
K)cket  No.  8360.  File  No.  BP-5734;  for 
construction  permit.  »,  j  i„j  » 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  March  7.  1949.  at  Washington. 
D.  C;  and  ..      ^^ 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing 
filed  on  March  25.  1948; 

It  is  ordered.  This  18th  day  of  Feb- 
ruary 1949.  on  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  application  be  continued  Inden- 


Tuesday,  March  8»  1949 

nitely.  pending  action  on  the  said  peti- 
tion for  reconsideration  and  grant. 

Federal  Communications 
Commission, 
fscALl        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-1716;    Piled.    Mar.    7,    1949; 
8:53  a.  m.] 


[Docket  Nos.  8509.  91561 

West  Allis  Broadcasting  Co.  and 
Watertown  Radio,  Inc. 

order  continuing  hearing 

In  re  applications  of  West  Allls  Broad- 
casting Company.  West  Allis.  Wisconsin. 
Docket  No.  8509.  File  No.  BP-5800; 
Watertown  Radio.  Inc..  Watertown.  Wis- 
coasln,  Etocket  No.  9156,  File  No.  BP- 
6426;  for  construction  permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tions for  March  23,  1949.  at  Washington, 
D.  C;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing* 
filed  on  December  10.  1948; 

It  is  ordered.  This  18th  day  of  Feb- 
ruary 1949.  on  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  applications  be  continued  indefi- 
nitely, pending  action  on  the  petition  for 
reconsideration  and  grant. 

Federal  Cobcmunications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

|F.    p.   Doc.    49-1714;    Piled.    Mar.    7.    1949; 
8:53  a.  m.] 


(Docket  No.  6643] 

Florida  East  Coast  Broadcasting  Co. 
(WFEC) 

order  CONTINXnNG  HEARING 

In  re  application  of  Florida  East  Coast 
Broadcasting  Company  (WFEC  .  Miami 
Florida.  Docket  No.  8643.  Pile  No.  BMP- 
3049;   for  modification  of  construction 
permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  February  11.  1949, 
by  Florida  East  Coast  Broadcasting  Com- 
pany (WFEC).  Miami,  Florida,  request- 
ing a  continuance  in  the  hearing  pres- 
ently scheduled  for  February  24.  1949,  a't 
Washington.  D.  C,  upon  Its  above-en- 
titled application  for  modification  of  con- 
struction permit  (File  No.  BMP-3049- 
Docket  No.  8643 ) ; 

It  is  ordered,  This  18th  day  of  February 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m  , 
Thursday.  April  28.  1949.  at  Washington. 
D.  C. 

Federal  Communications 
Commission. 

[SEAL]        T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-1717;    Filed.    Mar.    7.    1949; 
8:54  a.  m.j 


FEDERAL  REGISTER 

(Docket  Nos.  8731-8733,  88411 
Beacon  Broadcasting  Co.,  Inc.,  et  al. 

ORDER  continuing  HEARING 

In  re  applications  of  Beacon  Broadcast- 
ing Company,  Inc.,  Boston.  Massachu- 
setts. Docket  No.  8731.  File  No.  BPH- 
1320;  Boston  Radio  Company,  Inc.,  Bos- 
ton, Massachusetts,  Docket  No.  8733  File 
No.  BPH-1385;  The  Northern  Corpora- 
tion, Boston,  Massachusetts,  Etocket  No 
8732,  File  No.  BPH-1322;  Bunker  Hill 
Broadcasting  Company.  Boston.  Massa- 
chusetts. Docket  No.  8841,  File  No.  BPH- 
1420;  for  FM  construction  permits. 

The  Commission  having  scheduled  the 
hearing  upon  the  above-entitled  appli- 
cation for  March  3, 1949,  at  Boston.  Mas- 
sachusetts; and 

It  appearing,  that  a  petition  request- 
ing waiver  of  hearing  in  the  above-en- 
titled proceeding  has  been  filed ;  and  that 
no  action  has  as  yet  been  taken  on  the 
said  petition; 

It  is  ordered.  This  18th  day  of  Febru- 
ary 1949,  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  applications  be  continued  to 
10 :00  a.  m.,  Monday,  May  23, 1949,  at  Bos- 
ton. Massachusetts. 

Federal  Cobcmunications 
Commission. 
[SEAL]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-1722;    Piled.    Mar.    7.    1949; 
8:54  a.  m.l 


(Docket  No.  886S1 
Shelby  Broadcasting  Co. 
order  advancing  hearing 

In  re  application  of  Shelby  Broadcast- 
ing Company,  a  partnership  consisting 
of  O.  L.  Parker  and  A.  C.  Chllds,  Center 
Texas,     Docket     No.     8855.     Rle    No. 
BP-6572;  for  construction  permit. 

The  Commission  having  scheduled  a 
further  hearing  upon  the  above-entitled 
application  for  April  11,  1949.  at  Wash- 
ington, D.  C;  and 

It  appearing  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  advancing  the  date  of  the  said 
hearing; 

It  is  ordered.  This  18th  day  of  Febru- 
ary 1949,  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  application  be  advanced  to  10:00 
a.  m.,  Friday.  March  4.  1949.  at  Wash- 
ington, D.  C. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

(P.   R.   Doc.    49-1721;    Filed.   Mar.   7.    1949; 
8:54  a.  m.l 


(Docket  No.  8909] 

Chanute  Broadcasting  Co. 

order  continihng  hearing  " 

In  re  application  of  Galen  O.  Gilbert, 
H.  Edward  Walker,  Phil  Crenshaw  and 
George  A.  Rountree,  a  partnership,  d  b 
as    Chanute    Broadcasting     Company, 
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Chanute,  Kansas,  Docket  No.  8909.  File 
No.  BP-5684;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  14,  1949,  at  Washing- 
ton, D.  C;  and 

It  appearing,  that  there  Is  pending  be- 
fore the  Commission  a  petition  for  re- 

'    consideration  and  grant  without  hearing 

'  :^led  on  December  27,  1948; 

I  It  is  ordered.  This  18th  day  of  Febru- 
ary 1949,  on  the  Commission's  own 
motion,  that  the  hearing  upon  the 
above-entitled  application  be  continued 

i  Indefinitely,  pending  action  on  the  said 
petition  for  reconsideration  and  grant. 

^  Federal  Communications 

Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

(P.    R.   Doc.   49-1713;    Filed,   Mar.    7,    1949; 
8:53  a.  m.] 


(Docket  N08.  8987,  89881 

Foulkrod  Radio  Engineering  Co. 
(WTEL)  and  Independence  Broad. 
CASTING  Co.  (WHAT) 

ORDER  CONTINUING  ORAL  ARGUMENT 

In  the  matter  of  Foulkrod  Radio 
Engineering  Company  (WTEL).  Phila- 
delphia. Pennsylvania.  Docket  No.  8987; 
Independence  Broadcasting  Company 
(WHAT).  Philadelphia.  Pennsylvania. 
Docket  No.  8988;  order  to  show  cause. 

The  Commission  having  scheduled  an 
oral  argument  In  the  above-entitled  mat- 
ter for  February  21, 1949.  at  Washington. 
D.  C. ;  and 

It  appearing,  that  other  matters  pre- 
clude the  hearing  of  the  said  oral  argu- 
ment on  February  21,  1949; 

It  is  ordered.  This  16th  day  of  February 
1949,  that  the  oral  argument  In  the 
above-entitled  matter  be  continued  with- 
out date. 

Federal  Communications 
cobimission, 
[seal]       T.  J.  Slowie. 

Secretary. 

[P.   R.   Doc,   49-1711;    Piled.    Mar.    7,    1949; 
8:53  a.  m.] 


[Docket   Noe.   9054-9057] 

Crosley  Broadcasting  Corp.  et  al. 

ORDER  continuing  HEARING 

In  re  applications  of  Crosley  Broad- 
casting Corporation,  New  York.  New 
York.  Docket  No.  9054.  File  No.  BPH- 
1290;  Atlantic  Broadcasting  Company. 
Inc..  New  York.  New  York.  Docket  No. 
9055;  File  No.  BPH-1295:  Debs  Memorial 
Radio  Fund,  Inc..  New  York.  New  York, 
Docket  No.  9056,  File  No.  BPH-1375: 
Ebbets-McKeever  Exhibition  Company, 
Inc..  New  York.  New  York.  Docket  No. 
9057.  File  No.  BPH-1411;  for  FM  con- 
struction permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  January  28.  1949. 
by  Ebbets-McKeever  Exhibition  Com- 
pany, Inc.,  New  York,  New  York,  request- 
ing a  grant  without  further  hearing  of 
Its  above-entitled  application  for  FM 
construction  permit  or  a  continuance  in 


1050 

the  further  hearing  presently  scheduled 
for  March  1.  1949.  at  Washington.  D.  C^ 
In  the  proceeding  upon  the  above-entitled 
applications; 

!t  is  ordered.  This  18th  day  of  February 
1949  that,  insofar  as  the  petition  requests 
a  continuance  In  the  further  hearing 
upon  the  above-entitled  applications,  the 
petition  be  granted;  and  that  the  further 
hearing  upon  the  above-entitled  appli- 
cations be  continued  indefinitely,  pend- 
ing action  on  the  petition  for  grant  with- 
out further  hearing. 


[SEAL] 


Federal  CoianjNiCATioNS 

COHMISSION. 
T.  J.  SLOWIE. 

Secretary. 


IF    R.   Doc.    41^1720;    Piled,   Mar.    7.    1949; 
8:64  a.  m] 


NOTICES 

(Change  Uat  No.  a] 
Haitian  Broadcast  Stations 

LIST    or   CHANGES.   PROPOSED   CHANCES.   AND 
CORRECTIONS  IN  ASSIGNMENTS 

January  17.  1949. 

Notification  under  the  provisions  of 
Part  m.  SecUon  2  of  the  North  American 
Regional  Broadcasting  Agreement. 

Ust  of  changes,  proposed  changes,  and 
corrections  In  assignments  of  Haitian 
broadcast  stations  modifying  appendix 
containing  assignments  of  Haitian 
broadcast  stations  (Mimeograph  47214- 
4)  attached  to  the  recommendations  of 
the  North  American  Regional  Broadcast- 
ing Agreement  Engineering  Meeting. 
January  30.  1941. 


Haiti 


Call  letters 


4VK- 
4VK. 
4VW. 


Location 


4VOM  (MBC). 


L«onne,  Port-au-Prince. 

do 

Port-au-Prtoc«— 


Power 


Kadlation 


-dO- 


15-2V60kw... 
IJi-J^-SOkw... 
250  w 


400' 


lOM  kllocyclM,  DA 

1130  kllocyclwi.  DA.—... 
1330    kilocycles.    DA-N, 

intermittent. 
1470    kilocycles,    DA-N. 
Intermittent. 


Class 


Probable  date 

to  commence 

operation 


Proposed. 
Jan.  1.  1M8. 
Do. 


[SEAL] 


Federal  Communications  Commission. 
T.  J.  Slowie, 

Secretary. 

IP.  R.  Doo.  49-1709;  Piled.  Uar.  7.  1949;  8:63  a.  m.] 


George  W.  Smith  for  the  sum  of  $13,147. 
Further  information  as  to  the  arrange- 
ments may  be  found  with  the  application 
and  associated  papers  which  are  on  file 
at  the  offices  of  the  Commission  in  Wash- 
ington. D.  C.  .        .  ^x. 

Pursuant  to  5  1321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation  the  Commission  was  advised  on 
February   23.    1949.   by   applicant   that 
starting  on  Pebrxiary  25.  1949.  notice  of 
the  filing  of  the  application  would  be  in- 
serted in  The  McKlnney  Courier-Gazette, 
a  newspaper  of  general  circulation  at 
McKinney.  Texas.  In  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  25.  1949.  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  Involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  108C;  47  U.  8.  C. 

310  (b)) 

Federal  Communications 

Commission, 
[SEAL]        T,  J.  Slowie, 

Secretary. 

IP    R.   Doc.   49-172S;    PUed,   Mar.   7,    1»4»: 
8:64  a.  m.] 


[Change  Ust  48] 

Canadian  Broadcast  Stations 

ust  of  changes,  proposed  changes,  and  corrections  in  assignments 

February  6. 1949. 

Notification  under  the  provisions  of  Part  III.  section  2  of  the  North  American 

Regional  Broadcasting  Agreement^  rnrrectlons  In  assignments  of  Canadian 

List  of  changes,  proposed  changes,  and  corrections  ^^  ^»     ^    ^j    Canadian 

broadcast    stations  ,??o<lif 5^"?..  ^P^^i^a )  at?ached  t^  tSI  rS^mmtndations  of  the 
aSe^^rileZr/ro^'cat^^^^  ^^eeting.  January  30. 

1941. 


Canada 


CKTB 

CKAC- 


Bt  Catharines,  Ontario  (present     620  kilocycles.  1  kw,  DA-1 

MTm'reT  gu'i'^'(.Vm;:;Vary     730  kilocycles.  50  kw.  -DA-l... 
operation:  6  kw;  10  kw— LS. 


New... 
CKTB. 


noii-UA). 

Quebec,  P.  Q -- 

St.  Catharines,  Ontario. 


1340  kilocycles,  l-iO  w . ... 

1S7I)  kilocycles  (delete— see  As- 
signment on  620  kc). 


Probable  date  to  com- 
mence operation 

Nov.  1.  1948 

•Changes     in     DA-1 
only. 

Nov.  1.  m« 


[SEAL] 


Federal  Communications  Commission, 
t.  j.  slowie, 

Secretary. 

[F.  R.  Doc.  49-1710;  Filed.  Mar.  7,  1949;  8:63  a.  m.] 


McKiNNEY  Air  Enterprises.  Inc. 

PUBUC   NOTICE   concerning   PROPOSED 
transfer  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  January  14.  1949  there  was  filed 
with  it  an  application  (BTC-728)  for  its 
consent  under  section  310  (b)  of  the 
Communications   Act   to   the   proposed 

'Section  1.321,  Part  1.  Rules  of  Practice 
and  Procedure. 


transfer  of  control  of  McKlnney  Air  En- 
terprises. Inc..  licensee  of  station  KMAE, 
McKinney.  Texas,  from  Clay  E.  Thomp- 
son Jr  and  Noel  Thompson  to  George 
W  Smith.  The  proposal  to  transfer  con- 
trol arises  out  of  an  oral  agreement  pur- 
suant to  which  Clay  E.  Thompson  Jr..  is 
to  sell  and  transfer  his  25 7o  of  the  out- 
standing stock  of  McKinney  Air  Enter- 
prises. Inc..  and  Noel  E.  Thompson  Is  to 
sell  and  transfer  his  25%  of  the  stock  in 
McKinney    Air    Enterprises,    Inc..    to 


Absaroka  Broadcasting  Co. 

public     notice     concerning     proposed 
transfer  of  control* 

The  Commission  hereby  gives  notice 
that  on  December  22, 1948  there  was  filed 
with  it  an  appUcation  (BTC-721)  for  Its 
consent  under  section  310   (b)    of  the 
Communications   Act   to   the   proposed 
transfer  of  control  of  Absaroka  Broad- 
casting   Company,    licensee    of    station 
KODI.  Cody.  Wyoming  from  Breck  and 
Elizabeth  Moran   and  William  J.    and 
Dorothy  R.  Gariow  to  William  J.   and 
Dorothy  R.  Gariow.     The   proposal   to 
transfer  control  arises  out  of  a  contract 
of  September  1.  1948  pursuant  to  which 
Brech  and  EHzabeth  L.  Moran  propose 
to  transfer  and  seU  to  William  J.  and 
Dorothy  R.  Gariow  94  shares  in  Absarol^a 
Broadcasting  Company  for  the  sum  of 
$15  000.  payable  by  Gariow  to  the  Mor- 
ans    as  their  interest  appears,  as  fol- 
lows •  $3  000  at  the  time  of  the  executing 
of  the  agreement.  $12,000,  together  with 
hiterest  at  the  rate  of  4%  per  annum 
from  the  date  hereof  or  November   1. 
1948  or  upon  the  date  of  approval  of 
said  sale  by  the  Federal  Communications 
Commission,    whichever    of   said   dates 
shall  last  occur.    Further  information  as 
to  the  arrangements  may  be  found  with 
the  application   and   associated   papers 
which  are  on  file  at  the  offices  of  the 
Commission  in  Washington.  D.  C. 

Pursuant  to  8  1321  which  sets  out  the 
procedure  to  be  followed  in  such  cases  in- 
cluding the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion the  Commission  was  advised  by  ap- 
plicant on  February  17. 1949  that  start  ng 
on  February  21.  1949  notice  of  the  filing 
of  the  application  would  be  inserted  in 
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The  Billings  Gazette,  a  newspaper  of 
general  circulation  at  Cody.  Wyoming. 
In  conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  21. 1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission. 
[SEAL]         T.  J.  Slowie. 

Secretary. 

|P.    R.    Doc.   49-1724;    Piled;    Mar.    7,    1949; 
8:54  a.  m.J 


Station  WNOC 


PUBUC  notice  concerning  proposed 
assignment  of  license' 

The  Commission  hereby  gives  notice 
that  on  February  23,  1949  there  was  filed 
with  it  an  application  (BAL-838>  for  Its 
consent  under  section  310  <b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WNOC, 
Norwich,  Connecticut  from  H.  Ross  Per- 
kins d  b  as  Norwich  Broadcasting  Com- 
pany to  Eastern  Connecticut  Broadcast- 
ing Company.  The  proposal  to  assign 
the  license  arises  out  of  a  contract  of 
January  17.  1949  pursuant  to  which  H. 
Ross  Perkins,  d  b  as  Norwich  Broadcast- 
ing Company,  has  agreed  to  sell  the  prop- 
erties and  other  a.ssets  of  said  business, 
of  station  WN(3C,  for  a  consideration  of 
$61,335.45  to  E;astern  Connecticut  Broad- 
casting Company,  which  company  has 
also  agreed  to  assume  the  liabilities  and 
obligations  of  Norwich  Broadcasting 
Company,  including  the  employment 
contract  of  the  general  manager  of  sta- 
tion WN(X:.  and  to  loan  Norwich  Broad- 
casting Company  up  to  $4,000.  Further 
Information  as  to  the  arrangements  may 
be  found  with  the  application  and  asso- 
ciated papers  which  are  on  file  at  the 
offices  of  the  Commission  in  Washington. 
DC. 

Pursuant  to  5  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  February  23.  1949  that  start- 
ing on  February  24.  1949  notice  of  the 
filing  of  the  application  would  be  Inserted 
In  the  Norwich  Bulletin,  a  newspaper 
of  general  circulation  at  Norwich.  Con- 
necticut, in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  24. 1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same-  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 


•  Section  1.321,  Part  1,  Rules  of  Practice  and 
Procedure. 
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(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C.      sisting  the  CommLsslon  in  making  recom- 

310  <b))  mendatlons  to  the  Department  of  State 

Federal   Cobcmunications         l^^  ^  position  to  be  taken  internationally 

Commission,  "^  ^"^  United  States.    Any  definite  plan 

[seal]        T.  J.  Slowie.  ultimately  adopted  for  domestic  appllca- 

Secretary  ^^^^  must  await  the  results  of  appro- 

,„    „    .^  '  prlate  International  negotiation.     Such 

IF.  R.  Doc.  49-1725;   Filed.  Mar.  7.   1949;      negotiations  would  not  be  undertaken 

"^  *•  ™'  until  after  the  forthcoming  Fourth  In- 

__^_^^^_^___  ter-Amerlcan  Radio  Conference,  and.  in 

all  probability  would  Involve  only  nearby 

(Docket  No.  9234]  countries  In  the  American  Region.    How- 

-,  .  ever,  consideration  of  the  use  of  the  fre- 

Frequency  Assignments  to  Stations  in      quency  540  kc  for  broadcast  purposes  in 

the  Band  415-550  Kilocycles  the  U.  S.  must.  In  any  event,  be  deferred 

public  notice  of  tentative  plan  tintll  after  the  Third  North  American 

1    Tv,^,.o  «         Ku  w  .a  Regional  Broadcasting  Conference  pres- 

rr^inf  r    fH.    ^"k,      x^^.  ^^  ^"  attach-      ently  scheduled  to  convene  in  September 

ment  to  this  Public  Notice  a  tentative      of  this  year 

plan  of  assignments  for  the  band  415-535  5.  Comments    of    interested    parties 

w  S  fn  '  x^r^f.P,!!"''^'^'*  assignments  should  be  filed  with  the  Commission  not 
within  the  415-535  band  and  indicating  later  than  March  28. 1949  with  the  Secre- 
certain  restrictions  which  would  be  im-  tary  of  the  Commission.  In  accordance 
posed  upon  the  use  of  the  frequency  540  with  the  provisions  of  §  1.764  of  the  Com- 
kllocycles  for  broadcast  purposes.  In-  mission's  rules  and  regulations,  an  orig- 
terested  parties  are  invited  to  submit  Inal  and  15  copies  of  each  set  of  com- 
comment  upon  this  plan  In  the  light  of  ments  should  be  filed 
the  following  considerations. 

2.  Under  the  Radio  Regulations  of  the  Adopted :  February  21.  1949. 

International  Radio  Administrative  Con-  Released:  February  21.  1949 

ference,  Atlantic  City.  1947.  certain  mo-  r.    ^-      f,        ,  .v.    ^ 

bile  services  are  allocated  the  band  415-         ^^  direction  of  the  Commission. 
535  kilocycles  In  lieu  of  385-550  kilocycles  [seal]  T.  J.  Slowie, 

which  had  previously  been  assigned  to  Secretary. 

those  services  under  the  Radio  Regula-  . 

tlons  of  Cairo.  1938.     Under  the  Atlantic  attachmekt  a 

City  Radio  Regulations  It  is  also  pro-  proposed  v.  s.  service  allocations  for  the 
vided  that  the  allocations  set  forth  for  ■*'"'  *i5-55o  kc 

the  portion  of  the  spectrum  v/hlch  In-  Frequency  Proposed  allocation 

eludes  385-550  kilocycles  may  come  into  416 Coastal  Telegraph  and  Oovernment. 

effect  on  or  after  January  1.  1949.  upon  *'^ Coastal  Telegraph. 

agreement  between  Interested  countries  *^° Coastal  Telegraph  and  Government. 

The  Commission   has   announced  In   a  tH Government. 

separatee  Public  Notice  its  initial  recom-  425:::"  Ship  Telegraph. 

mendatlons   concerning   the   nature   of  426. 

International   agreement   to  be  sought  42811."  Government. 

by  the  United  States  In  connection  with  430 Coastal  Telegraph  and  Government. 

the  frequency  band  in  question,  in  so  432 Government. 

far  as  the  Fourth  Inter-American  Radio  *"^* Coastal  Telegraph. 

Conference  Is   concerned.  *"^^ Coastal  Telegraph  and  Government. 

3    As  ft  <;tpn  in  nrHvincr  of  iha  ^^^^r^  ^^8 Coastal  Telegraph  and  Government. 

ment  of  State  the  attached  station  as-  444 Government. 

slgnment  plan  for  the  band  415-535  kilo-  446 Government. 

cycles  has  been  developed  and  certain  448 Ship  Telegraph. 

limitations  upon  the  use  of  the  535-545  *50 Government. 

kilocycle  band   for  broadcast   purposes  *^^ Government. 

have  been  included  (Attachments  A  and  *^ ?,^'P  Telegraph. 

spect  to  the  535-545  kc  band  are  based  460 Government. 

upon  (1)  the  necessity  for  protection  of  462 Coastal  Telegraph. 

the  500  kilocycle  international  distress  464 Government. 

frequency  from  interference  and  (2)  the  ^^^ Government. 

necessity  for  protection  of  certain  gov-  ^^^ ^^'P  Telegraph. 

ernment  stations  not  open  to  public  cor-  ■*!" Government. 

respondence  which  would  operate  on  fre-  VJ: Coastal  Telegraph  and  Government. 

quencies    Immediately    below    535    kilo-  J?J Sovernmenf  ^''• 

cycles,  from  interference  that  might  be  478.1111  Government' 

caused  by  broadcast  stations  operating  480 Ship  Telegraph. 

on  540  kilocycles.     Attachment  C.  a  list  482 Coastal  Telegraph  and  Government. 

of  such  Installations,  Is  Intended  to  assist  *84 Coastal  Telegraph  and  Government. 

interested  parties  In  their  consideration  ^®^  ' Coastal  Telegraph  and  Government. 

of  the  effect  within  the  United  States  of  *®®  ' Coastal  Telegraph  and  Government. 

the  proposed  requirement  that  broadcast  ^9?^°"  ^^'"'"'"^  ^^f^^^^K  ^'^^l  Distress, 

stations  on  540  kilocycles  be  located,  in  5J4 .""  Sovemment" 

general,  not  closer  than  25  miles  to  these  5i6._™  Government" 

installations.  513 Government! 

4.  It  is  to  be  emphasized  that  publlca-  620 Government. 

ftnH  f  hi  l^n  ^"%^^^'^   assignment   plan,  .  Refer  to  Atlantic  city  Radio  Regulations, 

and  the  request  for  comments  from  in-  Article  8,  Paragraph  240  and  Article  33  ParT- 

lerested  parties,  are  for  purposes  of  as-  graphs  733.  734,  735  and  736. 
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rmopoeiD  u.  i.  b«bvic«  allocations  to«  th» 
BAND  415-580  KC. — continued 

Frequency        Proposed  allocation 

622 Government. 

624 Government. 

626 Government. 

628 Government. 

630 Government. 

632 Government. 

634 Government. 

636 

638 

640' Broadcaatlng. 

Notb:  ParnRrapha  733,  734.  and  735  of  the 
Atlantic  City  Radio  Regulations  refer  to  the 
maritime  mobile  service.  The  band  610  to 
635  kc  18  allocated  to  the  mobile  service  and 
In  the  U.  S.  la  Intended  to  provide  for  cer- 
tain U.  S.  operations,  not  open  to  public  cor- 
respondence,  now  carried  on  in  the  Cairo 
NOPC  band  615-560  kc. 

•Taking  Into  account  the  Important  safety 
service  provided  by  the  auto  alarm  specified 


NOTICES 

In  the  Atlantic  City  Radio  Regulations  as 
well  as  the  operations  of  the  mobUe  service 
in  the  band  610-538  kc.  the  U.  8.  awumes 
that  the  principle  stated  In  paragraph  89 
of  the  Radio  Regulations  will  be  observed  In 
the  assignment  of  frequencies  to  broadcast- 
ing stations  in  the  band  535-1606  kc  and. 
in  particular,  that  special  care  will  be  taken 
with  respect  to  asslgnmenU  on  the  new 
broadcasting  frequency  640  kc. 

(In  the  U.  S.  asslgnmenU  to  broadcasting 
stations  for  the  use  of  the  frequency  640  kc 
will  be  made  only  on  the  condition  that  no 
harmful  Interference  is  caused  to  the  mobile 
service  operating  In  the  band  610-535  kc.  and 
on  the  further  condition  that  no  harmful  In- 
terference 15  caused  to  the  operation  of  auto 
alarms  and  other  uses  of  the  frequency  600 
kc  In  so  far  as  concerns  Interference  to 
stations  in  the  band  610-635  kc.  each  appli- 
cation for  the  use  of  640  kc  wUl  be  reviewed 
with  respect  to  interference  which  may  be 
caused  to  the  mobUe  service  In  the  band  510- 
535  kc  and  to  the  uses  of  the  frequency  600 
kc.  and  the  essential  condition  which  must 

ATTACHMENT  B 
PBOTOSSD  ASSIGNMENT  PLAN  fOl  TBI  BAND  4liy-»80  AC 


be  met  In  each  Instance  will  be  that,  on  an 
engineering   basis,   the   power,   location   and 
antenna    characteristics    of     the     proposed 
broadcasting  station  will  not  cause  harmful 
Interference   to   these   services.     In   general, 
broadcasting  stations  on  640  kc  with  power 
of  1  kw  or  less  and  located  more  than  25 
miles  from  the  location  specified  In  Attach- 
ment C  may  be  presumed  not  to  cause  harm- 
ful interference  to  the  mobile  service  In  the 
band  610-636  kc;  and.  In  general,  broadcast- 
ing stations  on  640  kc  which  do  not  produce 
a  ground  wave  field  intensity  to  excess  of  376 
uv  m  and  a  10 -r  sky  wave  field  Intensity  to 
excess  of  265  uv/m  at  any  point  along  any 
seacoast  (for  purposes  of  this  plan,  the  term 
seacoast  Includes  the  shoreline  of  any  bay. 
Inlet,  strait  or  sound  frequented  by  ship  sta- 
tions authorized  to  operate  on  600  kc)    ad- 
jacent   to    any    body    of    water    where    the 
frequency  800  kc  may  be  employed  by  the 
mobile  service,  may  be  presun^ed  not  to  cause 
harmful  Interference  to  the  use  of  500  kc.) 


Fre- 
quency 

(1) 


Present  serTloe 
allocation 

(9 


41A 


418 


430 


422 
424 
42i 
42A 

4att 

430 


Coa.«t*l  T«l«f 


C<«8t«lTel««.. 


Co»8UlTel*« 


Prwent  F.  C.  C  a««ipiments 


(loveminent 

Guard  Band 

C.  T..  S.  T.  A  Gov't. 

Ouard  Band 

<H)vemment 

C.T.  A  Gov't 


None 


KFS.  Pslo  Alto.  Calif.  (M).-. 
KOK,  Clf«r»ater,  Calif.  (M). 
KF.K.  HillsN)ro,  Oreg.  (M)  .- 
WP.K.  Port  Arthur.  Tm.  (R). 
WSF.  New  York,  N.  Y.  (M). 


482     r.  T.  A  Gov't 

434 


43C 


438 


Ooveminent.. 
Coastal  Telef . 

Co*«tal  Teleg. 


None — 

None  .-- - ■ 

Great  Lakes  A  Ships. 

None 

None — 

None 


None... 
None... 


440     Government... 


442 


444^ 
44>i 
4S0 
4A2 
4M 
4.'* 

4.'.: 

4A8 
460 

4«2 

1M 
4M 
4«8 

47U 
iTi 


474 

47« 


478 


4H) 


Government. 


Govemn>ent 

Govtninifnt 

Coastal  Teleg 

<lo\tniiuent 

Oovemfnent 

C.  T,.  8.  T.  A  Gov 

Guiutl  Band.- 

Alnraft  A  <lov 

tiuaril  Band 

Coastal  Teleg 

Co».Mal  Teleg 


KPH.  Bolinas,  Calif.  (R)-..- 
WBF.  Hingham.  Mass.  (R). 


WPD,  Tampa,  Fla.  (O) 

WPC.  Quincy,  Mass.  (O) 

WPY,  N.  Y.(^..N.  Y.  (O)... 
WNW.  Philadelphia.  Pa.  (O). 
WPI.  Menuihi-i.  Tenn.  (O)... 
WPR.  F.n.senada.  P.  R.  (O)... 

WPG,  Norfolk,  Va.  (O) 

WLB.  Beaumont,  Tex.  (O).- 
None 


None. 


Government 

C.  T:A  Gov't 

Ship  Teleg 

(Jovernment 

Govrrnnient 


Coastal  releg.. 
C.  T.  A  Gov't. 
Coastal  Teleg.. 


None. 
None. 
WNU 
None. 
None. 
Gteat 
None. 
None. 
None. 
Kjq, 
KPE. 

wsc, 


;"U.  IT) 

Lak'w,  Stations 


Hoquiam,  Wash.  (O). 
Peattle.  Wash.  (O)  ._. 
Tuckerton,  N.  J.  (R). 


Government . 


None 

None 

None 

None... 


W8L,  N.Y.  (M). 


KTK,  Mus-vl  Rock.  Calif.  (G). 
WM  K.Jupiter,  Fla.  (.M). 
WMH,  Baltimore.  .Md.  (O).... 
WBL,  MartiusvUk,  N.  Y.  (R). 
WGV,  Galveston,  Tex.  (R). 
None 


»rresent  frequency  Indicated  In  parenthews. 


Propoiied  service 
allocation 

(4) 


C.  T.  A  Gov't. 
Coasul  Teleg.. 


Propo.^ed  assignments ' 

(5) 


C.T.  A  Gov't. 


Government. 
Ship  Teleg... 


KFS  (4181  Palo  Alto.  Calif 

WAG  (3»4)  Thomaslon,  .Maine 

War,  Canal  Zone 

WSF  (420)  NYC.N.  Y. 

KOK  (4181  Clearwater,  Calif 

KLC  (484)  Galveston.  Tex 

KJC  (474)  Kallua.  T.  H 

KEK  (418)  Hillshoro.  Oreg 

WMR  (47«)  Jupiter,  Fla 

Navy-Ships  -    ■ -^ 

Navy— Ships,  shore,  all  bases 


Government  

C.  T.  A  Gov't 


Government . . 
Coastal  Teleg. 


C.T.  A  Gov't 


C.T.  A  Govt 


C.T." A  Govt... 


Government 

Government 

Government 

Ship  Teleg 

(tovemment 

Government 

ShipTekg 

Government . 

Government 

Government . 

Coastal  Teleg 

Government...... 

Government 

Ship  Teleg 

Government 

C.T.  A  Gov't 


Coastal  Telcfl.. 
Government... 
Government... 


Ships : 

War,  ona.<taI - 

WPY  (*3X)  NY 

WMH  (47s)  Baltimore.  Md 

WPC  (43«)  yuinty.  Mass.... 

Army— .Mi!»s.  River  and  Alaska 

Navy— Ships,  shore,  all  basses 

KSE  (4(«i  Torrance,  Calif 

WIM  (40<it  Marion,  Mass 

WPA  (41>'i  Port  Arthtir,  Tex 

Alaskan  Coastal  (425),  (460) 

WOF.  (.'«>4    Lake  Worth,  Fla 

WCY  (442)  West  Lake.  Ohio 

WBL  (478>  Martinsville,  NY 

Navy— Ships 

PortTexioo,  La 

WPI  (4:<8i  Memphis,  Tenn 

WNW  (4,>i  Philadelphia,  Pa 

WPR  (438'  Ensenada,  P.  R 

Navy— Ships 

War,  Alaska - 

Coast  Ouard,  New  Orleans.  I* 

Coast  Guard.  San  Francisco.  Culif. 

WGV  (4781  Galveston,  Tex 

WNY  (442)  N.  Y.  C,  -N.  Y 

WPV  (.¥»)  Savannah.  Ga 

KPE  (4«0)  Seattle,  Wash 

Navy— Ships 

War.  Canal  Zone • 

Navy - 

War— Miss.  River 

Navy— Shi|>s,  shore,  all  bases 

Navy— Ships 

Ships - - 

Navy — Ships • 

Navy- Ships 

Ships 

War— Alaska 


Navy— Ships... 
Navy— Ships... 


Ship  Teleg. 


WSC 
KTK 
Navy 
War- 
Ships. 
Navy 
KLB 
W8L 
WAR 
WNl' 
KHK 
Coast 


(462)  Tuckerton,  N.  J... 
(478)  Mus-vl  Rock,  Calif. 

-Ships 

Coast  and  Ship 


Shij)S 

(42it)  Kent,  Wash 

(474)  Amajtansett,  N.  Y. 
;— Alaska  A  .MLss.  River.. 

(448)  Kenncr,  I.a 

(410)  Kahuku.  T.  H 

Guard- War— Navy 


Navy— Shi|)S. 


Ships. 


Company 
symbol 

(6) 


(M) 
(M) 

(mV 

(M) 

8! 


(R) 

(G) 


(T) 
(R) 


(7) 


10  kw. 
Ikw. 
10  kw. 
ftkw. 
0.2  kw. 
2kw. 
Ikw. 
( .76  kw. 

O.fikw. 
0.1  kw. 

0.7«  kw. 
fikw. 


Mkw. 
2kw. 
0  76  kw. 

0.6  kw. 
0.6  kw. 
Ikw. 


kw. 

10  kw. 
1  kw. 

Ikw. 
Ikw. 


I  kw. 
Ikw. 

6kw. 
3kw. 
Ikw. 


Ikw. 

2.6  kn 
16  kw. 

6kw. 
6kw. 
Ikw. 

Ikw. 
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PROrOSCD  ASSIQMIBNT  PLAN  FOR  THl  BAND  415-550  KC Continued 


Fre- 
quency 

(I) 


483 

4M 

'480 

>488 

4S0-S10 

>513 
>6I4 
910 
518 
620 
623 
524 
62« 
638. 
530 
532 
534 
536 
638 
•640 


Present  service 
allocation 

(2) 


Coastal  Teleg. 

Coastal  Teleg. 
Guard  Band.. 


Guard  Band. 


Maritime    Calling    A 
Distress. 

Guard  Band 

Guard  Hand 

Government 

Government 

Govomment 

Government 

Government 

Oovornment 

Government 

Qovcnimeiit 

Govern  ment... .... 

Government... .... 

Oovcmraent...... 

Government... 

OoTemment 


Present  F.  C.  C.  assignments 
(3) 


WAX.  Hlaleah,  Fla.  (T). 


None. 
None. 

None. 

None. 

None., 
None. 
None. 
None., 
None. 
None., 
None., 
None., 
None. 
None. 
None. 
None. 
None. 
None. 
None. 


Proposed  service 
allocation 

(4) 


Proposed  assignments ' 
(5) 


G.  T.  A  Gov't. 


C.  T.  A  Gov't. 


Coastal    Teleg.       A 
Gov't. 


Coasts 
Gov't 


Teleg.    A 


Maritime   Calling   A 
Distress. 

Government... 

Government 

Government 

OovenimpBt , 

Oovemment 

Government 

Govern  raent 

Government 

Government 

Oovemment 

Ooveniinont 

Government 

None 

None 

Broadcast 


WAX  (482)  Hialeah.  Fla      ... 

KJy  (4«())  Hoquiam,  Wash 

Navy- Ships 

Coast  Ouard,  .\laska.  and  ilawaii 
Coast  Ouard,  Cleveland,  Ohio  ... 
WBF  (43f))  HinRhani,  Mass.  ... 

KPH  (4.W  Bolinas,  Calif 

Navy— Ships 

WLB  (4.38)  Beaumont, 'Tex  '".'." 

WPD  (438)  Tampa,  Fla " 

Puerto  Rico 

War— .Maska 

Coast  Ouard,  Galveston,  Tex 
WLO  (442)  Mobile.  Ala  . 

WPO  (438)  Norfolk,  Va [.[ 

Great  Lake  Stations  (425),  (454).... 

War— .\laska 

All  stations """ 


Company 
symbol 

(0) 


S! 


(T) 
(R) 


War... 
War... 

War... 
Navy. 
Navy. 
Navy. 
War... 
War... 
War... 
Navy. 
Navy.. 
Navy. 
None.. 
None.. 


(O) 
(O) 
(O) 


(7) 


(O) 
fO> 
{0> 


5kw. 
1.5  kw, 
1  kw. 
2kw. 
0.5  kw. 
20  kw. 
1.5  kw. 

Ikw. 
0.5  kw. 
1  kw. 

0.5  kw. 
0.75  kw. 
Ikw. 


'  Present  frequency  IndicatAd  In  parentheses. 

•Refer  to  Article  8,  ParaKTaph   J40— -Xtlantic  City  Radio  Regulations;  Article  33 
Paragraphs  ra,  734,  735,  and  Tid. 

•  lo  the  V.  8.  assignments  to  broadcasting  stations  for  the  use  of  the  frequency  540  kc 
will  bf  made  only  on  the  condition  that  no  harmful  Interference  is  caused  to  the  mobile 
service  operating  in  the  t>and  SlO-Sil  kc,  ami  on  the  further  condition  that  no  harmfu. 
Interfercnct*  is  caused  to  the  operation  of  auto  alarms  and  other  uses  of  the  frequency 
.VW  kc.  In  so  far  as  ronccrns  interference  to  slat  ions  in  the  band  .SIO-SSS  kc,  each  applica- 
tion for  the  uae  of  .'>40  kc  will  t>e  reviewe<l  w  ith  r»'s[)ect  to  interference  which  may  1* 
caused  to  the  mobile  .■tervioe  in  the  l>and  51()-53,S  kc  and  to  the  uses  of  the  frequency 
fiOO  kc,  and  the  essential  condition  which  must  be  met  in  each  instance  will  be  that, 
on  an  engineering  basis,  the  power,  location  and  antenna  characteristics  of  the  proposed 
braadca.stinK  station  will  not  cause  harmful  interference  to  these  servicj-s.  In  general 
broadcasting  stsiion.i  on  M(»  kc  with  power  of  1  kw  or  less  and  located  Sore  than  25 
miles  from  the  locations  »|»ecifle<l  in  attachment  C  may  be  presumed  not  to  cause 
harmful  Interference  to  the  mobile  service  in  the  band  510-535  kc;  and,  in  general 
broadcasting  sUtions  on  540  kc  which  do  not  produce  a  ground-wave  field  Intensity 


in  excess  of  375  uv/m  and  a  10%  sky  wave  field  Intensity  in  excess  of  2fi.S  uv/m  at  any 
Ijolnt  along  any  seacoast  (for  purposes  of  this  plan,  the  term  seacoast  includes  the 
shoreline  of  any  bay,  inlet,  strait,  or  sound  frequented  by  ship  stations  authorlted  to 
operate  on  500  kc)  adjaot^nt  to  any  body  of  water  where  the  frequency  500  kc  may  be 
employed  by  the  mobile  service,  may  be  presumed  not  to  cause  harmful  interference 
to  the  use  of  500  kc. 

Note:  Paragraphs  733,  734,  and  735  of  the  Atlantic  City  Radio  Regulations  refer  to 
the  maritime  mobile  service.  The  band  510  to  535  kc  is  allocated  to  the  mobile  sirvioe 
and  in  the  U.  S.  is  intended  to  provide  for  certain  U.  S.  operations,  not  open  to  public 
correstwndence,  now  carried  on  in  the  Cairo  NOPC  band  515-550  kc. 

nL    r..  u    ,...    ■  Companv  SgrnMi  (Column  8) 

O -Globe  Wireless. 

M-Mackay  Radio  Telegraph. 

O- Independent. 

R  -  Radiomarine  Corp.  of  America. 

T-Tropical  Radio  Telegraph. 


Attachmknt  O 


Location  by  State 
and  city 


Alaham* 

AnnLston 

Birmingham 

Mobile  (Brook ley) 

Montgomery  (Giinter) 
Montgomery  (Max- 
well).   

Belma  (Craig) 

^rinms 

AlofWIlliams  Aux  I)., 
chandler  (Williams).. 
Gils  Bend  (Wtltiaras 

Aux  4) 

Litchfield  Park 

RittcnhoiLse 

Tucson  (Uavis-Mon- 

than) 

Arkatitv 

Walcott(Aux) 

Csii/omfo 

Alameda 

Areata 

ElCentro 

KlToro 

Fairfield  (Fairfield 

SuLsim) 

Inyokem  

I-ong  Beach 

Los  Alamitos 

Merced  (Castle) 

Miramv  

MufTelt  Field 

Monterey 

Muroc 


Geographical  location 


Latitude 


83  35  15  N. 

33  2K  30  N. 

30  38  00  N. 

32  24  00  N. 

32  23  00  N. 

32  21  00  N. 


32  26  30  N. 

33  IH  30  N. 

32  43  15  N. 

33  30  00  N. 
33  15  30  .\. 

32  11  30  N. 


36    02    15  N. 


37  47  30  N. 
40  57  00  N. 

32  49  44  N. 

33  38  00  N. 

38  IG  00  N. 

35  30  OON. 
33  4lt  OUN. 

33  47  40  N. 
37  2t  00  .N. 

34  26  OON. 
87  26  OON. 

36  36  OON. 
34  64  OON. 


Longitude 


85  51  00  W. 

86  53  00  W. 
88  04  00  W, 
86  14  30  W. 

86  21  00  W. 

86  5W  15  W. 


112  .V)  00  W. 

114  48  30  W. 

112  51  SOW. 

Ill  21  30  W. 

Ill  31  45  W. 

110  64  30  W. 


90    ih    30  W. 


122    19  00  W. 

124    05  00  W. 

115  39  47  W. 

117  41  low. 
121     56  30  W. 

116  40  00  W. 

118  09  00  W. 

118  03  15  W. 
120    34  00  W. 

119  37  00  W. 
55  30  W. 
.'.2  00  W. 


121 
121 


117    07    00  W, 


Location  by  State 
and  city 


California — Con. 

Oakland 

Point  Mugu 

Ream  Field 

Riverside  (March) 

Sacramento  (Mather) . 
Sacramento   (McClel- 

lan) 

Sauta  .\na , 

San  BtTnadino 

San  Clements  Island.. 

San  Diego 

San  Diego 

San  Francisco 

San  Rafael  (Hamilton) 
Victorville 

Colorado 

Colorado   Springs 

(Peterson) 

Denver  (I>owry) 

Denver 

Connect  laU 


Geographical  location 


Latitude 


IMaware 


Dover. 


Florida 


Avon  Park 27  39  OON. 

Cecil  Field 30  21  OON. 

Jacksonville 30  14  OON, 

Key  West 24  33  22  N. 

Mayport 30  23  OON. 

Miami 28  45  OON. 

Miami  (International 

Airport) 1  26  iS  16N 


37  45  .S4N, 
34  09  OON. 

32  34  OON. 

33  .S4  OON. 

38  33  SON. 

38  S9  SON. 

Xi  42  SI  N. 

34  05  50  N. 
32  50  OON. 
32  43  OON. 
32  42  .'}«N. 
87  37  OON. 
S8  03  30  .V. 
84  35  SON. 


■•W  49  OON. 
39  43  15  N. 
39  45  OON. 


39  07  SON. 


Longitude 


122 
119 
117 
117 
121 

121 
117 
117 
118 
117 
117 
122 
122 
117 


104 

104 
105 


12 
11 
07 
16 
17 

24 
49 
14 
30 
10 
11 
23 
30 
22 


20  W. 
00  W. 
00  W. 
00  W. 
45  W. 

00  W. 
39  W. 
34  W. 
00  W. 
00  W. 
SOW. 
00  W. 
SOW. 
00  W. 


42  00  W. 
M  20  W. 
00  00  W. 


75  28  00  W. 


81 
81 
81 
81 
81 
80 


21 

65 
45 
48 
25 
13 


00  W. 

00  W. 
00  W. 
23  W. 
00  w. 
00  w. 


80  10  sow. 


Location  by  State 

Geographical  location 

and  city 

Latitude 

Longitude 

Florida — Con. 

Oralando 

Pnama    City     (Tyn- 

dell) 

Pensaoola 

St.  Petersburg 

Saufley  Field 

Tampa  (.McDill) 

Valpariso(ERlln) 

Whiting  Field 

38 

30 
SO 
27 
30 
27 
30 
SO 
?S 

34 

04 
20 
46 
27 
51 
29 
21 
44 

OON. 

20  N. 
.13  N. 
OON. 
OON. 
OON. 
15N. 
OON. 
OON 

81 

85 
87 
82 
87 
82 
86 
87 
80 

27 

34 
16 
38 
16 
38 
80 
15 
14 

00  w. 
20  W. 

low. 
00  w. 
06  W. 
00  w. 
SOW. 
00  w 

Miami 

00  w 

Oeorgia 

Albany  (Turner) 

Atlanta 

Columbus  (Lawson)... 

Olynco 

Macon  (Robins) 

Marietta 

Valdosta  (Moody) 

Vidalia  (Vidalia-Lyons 
Aux) 

31 
33 
32 
31 
32 
13 
30 

32 

35 
37 
20 
14 
41 
55 
68 

11 

65  N. 
21  N. 
30  N. 
15  N. 
4JN. 
SON. 
SON. 

SON. 

84 
84 
84 
81 
83 
84 
83 

82 

05 
24 
69 
28 
38 
31 
11 

22 

30  W. 

24  W. 
.30  W. 

25  W. 

45  W. 
00  w. 

46  W. 

SOW. 

Idaho 

Mountain  Homo 

Pocatello 

43 
42 

03 
64 

OON. 
45  N. 

115 
112 

.52 
36 

.30  W. 
45  W. 

lUinoiM 

Belleville  (Scott) 

Olenview 

Rantoul  (Chanute).--. 

38 
42 
40 

42 
05 
18 

SON. 
OON. 
OON. 

89 
87 
88 

51 
49 
09 

00  w. 
00  w. 
00  w. 

Indiana 

Columbus     (Atter- 
bury) 

.39 
40 

15 
69 

OON. 
OON. 

85 
85 

12 

sow 

Fort  Wayne  (Baer).... 

oow. 

1054 


NOTICES 


Location  by  8UU 
and  city 


GeoKrapblcal  location 


Latitude 


/ndiaita — CoB. 

Indianapolis  (Stout). 

Jowa 

eioui  City 

K*tuat 

Fort  Leavenworth 

(Sherman) 

Fort  Kiley  (Marshall). 
Kiuisas  City  (Fairf»x). 
Palina  (Smoky  HiU)... 

Topeka 

Otothe 


•     '      "      . 
30    44    00  n! 


42    94    »N. 


Longitude 


i8   14   00  W. 


ee    32    66  W. 


Location  by  Pute 
and  city 


UeoKraphical  location 


Latitude 


Ktntucki 

Fort  Knox  (Oodman)-. 

Louiiiana 


22 

03 
09 
47 
S« 
SO 


00  N. 
30  N. 
00  N. 
SON. 
53«M. 
25  N. 


yew  Jer$eu — Con. 
Lakehurst- 


Newark     (Municii*! 
Airport) 


New  Orleans   . 
6hreveiH)rl  (BarksdaJe) 

Main* 


Banfior  (Dow). 
I'resque  Isle... 


37    64    30  N. 


30    02    24  N. 


04 

% 
04 
97 
96 
»4 


M 

46 

36 
39 
35 
63 


00  W. 
30  W. 
30  W. 
00  W. 
47  W. 
05  W. 


New  AfMlfc 

Alamogordo  (Uollo- 
man) 

Albuquerque  (Kirt- 
land) 

Clovis 

Hobb» 

Roswell  (Walker) 


40    01    39  N. 
40    42    16  N. 

32    61    00  N. 


Longitude 


Location  by  State 
and  city 


Geographical  location 


Latitude 


Marfla  nd 

Aberdeen  (Philips).... 

Annajmiis ---- 

Canip    Springs    (An- 
drews)  

Fatuient  River 


Mau«(ku*etU 


Bedford  Airport 

Chicopt*  Falls  (West- 
over) 

Palem 

Pouth  Weymouth 

Bquaiitum 


44 

48 

15  N. 

4« 

41 

SON. 

3<) 

V. 

noN. 

3k 

69 

26N. 

38 

48 

00  N. 

38 

10 

00  N. 

42    28    30  N. 


13 

32 
09 

17 


00  N. 
00  N. 
05  N. 
40  N. 


Michigan 


f!ros!<e  Isle. 

Kinros."* -     - 

Mount  Clemens  (Self- 
ridge) 

Oscoda 

Raco - 

Traverse  City 


42  08  00  N. 

4«  16  15  N. 

42  3fi  00  N. 

44  27  25  N. 

4A  30  45  N. 

44  43  00  N. 


85  88  00  W. 


89  59  33  W. 
go  40  00  W. 


68  49  00  W. 
68  02  45  W. 


7«  10  00  W. 

76  27  00  W. 

76  63  00  W. 

76  22  30  W. 


71  17  00  W. 


X««c  York 

Hempstead  (Mitchel) 
Newburgh  (Stewart) - 

New  York 

Rome 


02 
23 
46 
18 


Sorth  Caroiina 


Minnesota 

Minneapolis      (Wold- 
Cham  N-rlain) 

MinncaiKjlis 


Ml»iii**iPPi 

Aberdeen  ( River  Aux). 

Biloxi  (Ke<s»er) 

Columbu.s  - 

Jacksou  (Hawkins) 

JV/iMOiiri 
Bt.  Louis  

Montana 
Great  Falls 


53 
67 


15N. 
OON 


72 
70 
70 
71 


83 
84 


30  W. 
00  W. 
28  W, 
40  W. 


10   00  w. 
28    15  W. 


Cherry  Point 

Eliiabeth  City 

Flizabeih  City 

Weelssville 

Fort  Bragg  (Pope). 

S'oTlk  Dakota 


Okie 

Akron  , 

Cleveland  (Municipal 
Airport) --- 

Columbus  (Lock- 
bourne) 

Columbus 

Dayton  (Wright-Pat- 
terson, Fairfleld- 
Davton) 

Wilmington  (Clinton) 


40 
41 
40 
43 


45  N. 
23  N. 
30  N. 

aoN. 


45  N. 

05  N, 
OON, 

46  N 


106 

33 

103 

17 

103 

11 

104 

31 

34 

36 
36 
36 
35 


OON. 

OON. 
OON. 
64  N. 
30N. 


41    01    56  N. 
41    24    SON. 


OUakoma 

Enid   ..  „,-    ^■ 

Oklahoma  City  (Tlnk- 

or) 


00  no  N. 

24  30  N. 

38  00  N . 

30  00  N. 


Ntbraika 


Kearney 
Omaha  (Otiutt). 

Setada 


Indian  Springs 

l-a-s  Vecas 

Ti>noi>ah 

Kew  Ilampukirt 

Manchester  (drenier) 

iVm-  Jerset 


Atlantic  City 

Cai*  .May..      

Fort     l>ix     (Wrichta- 
town)  (Mc«^iuire)  .. 


88    35    OON. 


47    30    SON. 


40  43    23  .V. 

41  07    30  N. 


36  35  30  .V. 
36  14  45  N. 
38    03    SON. 


42    66    OON. 


39  26    00  N. 
38    67    OON. 

40  01    OON. 


82  49  15  W. 

W  22  00  W. 

84  48  30  W. 

86  33  00  W. 


93     12    45  W. 
«3     15    00  W. 


88  30  00  W. 

S8  W  00  W'. 

>*h  'Ha  :«)  w. 

90  13  30  W, 


90    15    00  W. 


Ill   a  00  w. 


Orefon 

Medford    (Municipal 

Airfield) 

Tillamook 

Pennryhania 

C«>nM>i)olls      (Oreater 
Pit  tsburgh  Alr- 


48 
66 


46 
26 


61  N. 
OON. 


45N. 

OON, 


on). 


poi 

Johnsville 

Middletown  (Olm- 
sted)     

Phitadolphia - 

Reading  (Municipal 
Airport) 

Willow  Grove 


Hkode  hiand 


Charlestown.... 
guon.'ict  Point. 


36    20    SON. 
35    36    OON. 


42    22    20 N, 
46    27    30  N, 


40  29  16  N. 

40  12  OON. 

40  11  30  N. 

3y  63  26  N. 

40  22  30N. 

40  n  30N. 


41    23    OON. 
41    36    38  N. 


74    19    02  W. 
74    09    45  W. 

106    05    SOW, 


0<)  W. 
30  W. 
30  W. 
20  W. 


73  35  45  W. 

74  05  40  W. 
73  fA  00  W. 

75  25  00  W. 


76  32  47  W. 

76  16  00  W. 

76  11  00  W. 

76  07  06  W. 

79  01  00  W. 


81  28  49  W. 

81  61  00  W. 

82  65  56  W. 
h3  00  00  W. 


84    06    15  W. 
83    48    00  W 


07    64    00  W. 
97    34    00  W. 


Texas — Con. 

El  Paso  (ni?irs)   

Fort  Worth  (Tarrant). 
Houston  (Ellington)... 

Lubbock 

Marfa 

Marion  (Zeuhl  Aux)  .. 
Pampa  (Aux  1  and  2). 
Pniirie  Hill  (Aux) 

Pyote  v;-".- 

San  Angelo  (OooU- 
Ifllowl - 

San  Antonio  (Brooks). 

San  Antonio  (Kelly)  . 

Sun  Antonio  (Lack- 
land*    

San  Antonio  (Ran- 
dolph)  

San  Marcos 

Fe<iuin  (Aux) 

Sherman  (Perrin) 


31 

32 

29 

33 

30 

29 

35 

31 

31 

'31 
29 
29 


60 
46 
36 
36 
09 
29 
34 
38 
31 


30N. 
31  N. 
30  N. 
SON. 
15  N. 
30  N, 
25  N. 
OON 
OON, 


Longitude 


28  f«N, 
20  30  N 
22    45  N 


Vtak 

OgdenCHill) 

Wandover 


Vtrmont 
Virginia 


Chlncoteague 

D:ihlgTi'n  

Hnnii>t<)n(Langley).. 

Norfolk 

Oceana 


29  20  OON. 

29  32  OON. 

29  M  30  N. 

29  34  15N. 

33  42  46  N, 


41    07    SON. 
40    43    30  N. 


106 

22 

45  W. 

97 

26 

13  W. 

95 

09 

56  W. 

102 

02 

00  w. 

103 

M 

15  W. 

98 

(« 

SOW. 

100 

47 

00  W'. 

96 

47 

now. 

103 

08 

30  W. 

100 

24 

20  W. 

U8 

27 

00  W. 

08 

34 

45  W. 

08 

32 

45  W. 

08 

17 

now. 

97 

m 

OOW 

07 

54 

45  W 

06 

39 

68  W 

111 

1  \A 

88 

SOW 

«7  W 

Quantico 

Richmond  (Byrd). 

WatkingtoH 


Ephrata  ..- 

Moses  lAke  (Moees)... 

Port  Angeles • 

Seaule • 

Spolane 

Tacoma  (Oray  Aux).. 
Tacoma  (McChord).. 
Whidbey  Island 


122 
123 

82 
55 

30  W. 

OOW. 

« 

80 

76 

12 

05 

45  W. 

00  W. 

HVtf  VTrftnie 

n'itfovtin 
Wyoming 


56 
13 
05 
51 
49 
31 
SO 


18 
12 
08 
41 
37 
14 
00 
16 


SON. 
36N. 
OON. 
OON. 
40  N. 
37N. 
16  N, 


OON. 

SON. 
OON. 
06N. 
SON. 
SON. 
OON. 
68  N. 


tiouik  Carolina 


09    00 

05    55 


115 
115 
117 


54  W. 

OOW. 


15  W. 

00  w. 
OOW. 


71    26    OOW. 


74    34    10  W. 
74    63    OOW. 

74    86    OOW. 


Greenville  .  

Myrtle  Beach 

North  (North  Aux).... 
Sumter  (Shaw) 

Sotitk  Dakota 

Rapid  City  (Weaver) 

Tenne$»ee 

Memphis  (Municipal 

Airi>ort) 

Mcmiihis 

Smyrna 

Ttza* 

Austin  (Bergstrom)... 

Bryan 

Corpus  Chrlsti 

Dallas 

Dallas  (Densley) 

Del    Rio    (Laughlin 
Aux) 


34  46  OON, 

33  41  00  N. 

33  36  OON 

33  68  06  N 


44    00    OON. 


35  03  SON. 
35  09  OON. 
38    47    SON. 


SO    12  OON. 

30    38  16  N. 

40  OON. 

40  24  N. 


75     10    37  W. 

75  58    OOW. 

76  08    SO  W. 


40    OOW. 
24    40  W. 


22  OOW. 

8    55  3»»W. 

1     05  OOW. 

^    28  00  W. 


Casper 

Chevenne  (Fort  Fran- 
cis E.  Warren) 


Canal  '/.on* 
Coco  Solo 

Dittria  t^  Columbia 


54    SON. 
00    15  N. 


76 
77 
76 
76 
76 
77 
77 


110 

119 
123 
122 
117 
122 
122 
123 


09    22    OON. 


103    0«    OOW. 


.Vnacostia 

Boiling 

National  AiriK)rt. 


TerrUory  of  Alatka 


Dutch  Harlior. 

Kotiiak 

Sitka 


80 
00 
07 


68  45  W. 
03  (K)  W. 
39    00  W. 


Territory  of  Ilairaii 

Barl»ers  Point 

Maui  


Other  Itiandi  and 
Po»$ettiorn 


Bay 


27 
32 


82    44    SON, 
30    31    SON. 


07 

96 
97 
96 
9« 


OOW. 
0<J  w. 
00  w. 
33  W. 
SOW. 


100    47    OOW, 


(^anton  island.. 

Guam 

Gwantanamo 
(Cuhai 

Johnston  Island 

Midway  Island 

Palmyra  Island 

Portland    Bight    (Ja- 
maica)  

St.  Thomas  (V.  L).-.. 

Wake  Island 


(1 
60 
61 


63 
46 

oa 


18 
40 


OON. 
16  N. 
15  N. 


15  N. 
SON. 
OON. 


noN. 

35  N. 


Puerto  Pieo 

Roosevelt  Roads.. 
Ban  Juan 


02  44  25  N. 

13  28  20  N. 

19  54  15  N. 

16  44  48  N. 

28  25  «iON. 

06  42  15  N. 


36 
30 
15 


17  65 

18  23 


OON. 
.ION. 
OON. 


15  N. 
03  N. 


[F.  R.  Doc.  49-1767;  Filed.  Mar.  7.  1949;  9  21  a.  m.] 


38 
01 
21 
16 
01 
17 
19 


81 

19 
24 
13 
58 
31 
39 
37 


00  W. 
37  W. 

00  w. 
00  w. 
45  W. 
11  w. 
SOW. 


42  W. 
36  W. 
41  W. 
48  W. 

00  w. 

45W. 

OOW. 
16  W. 


106  38  OOW. 
104  40  OOW. 

78  53  OOW. 


77  01  OOW. 
77  01  OOW. 
77  02  OOW. 


166  32  low. 
152  22  00  W. 
135  21  OOW. 


158  11  OOW. 

156  27  60  W 


171  45  2<*W. 

144  44  50  E. 

78  08  33  W. 

lf,9  .•<2  24  W. 

177  20  00  W. 

162  07  00  W. 

76  20  now. 

64  65  5<iW. 

106  31  SO  E. 


86    12    26  W. 
66    05    04  W . 


Tuesday,  March  8,  1949 

Sioux  City  Broadcasting  Co. 

PUBUC    NOTICE    concerning    PROPOSED 
transfer  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  February  4.  1949  there  was  filed 
with  it  an  application  (BTC-734)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  Sioux  City  Broad- 
casting Company  licensee  of  station 
KTRI.  Sioux  City,  Iowa  from  Dietrich 
Dirks  to  Sioux  City  Broadcasting  Com- 
pany. The  proposal  to  transfer  control 
arises  out  of  a  contract  dated  Decem- 
ber 30,  1948  pursuant  to  which  Dietrich 
Dirks  proposes  to  sell  125  shares  of  the 
250  outstanding  sliares  of  the  common 
stock  of  Sioux  City  Broadcasting  Com- 
pany to  Sioux  City  Broadcasting  Com- 
pkny  for  a  basic  consideration  of  $75,000 
of  which  the  proposed  purchaser  has  de- 
posited $5,000  with  an  escrow  agent  as 
evidence  of  its  good  faith. 

The  terms  of  the  contract  require  the 
purchaser  to  pay  the  balance  of  the  pur- 
chase price  within  30  days  aftei^he  Fed- 
eral Communications  Commission  ap- 
proves the  contemplated  transfer  of  con- 
trol and  If  the  purchaser  should  fall  to 
pay  said  balance  within  said  30  days  the 
$5,000  on  deposit  shall  be  forfeited  to  the 
seller. 

If  the  sale  is  not  approved  on  or  before 
April  1,  1949  then  there  shall  be  added  to 
the  purchase  price  of  each  of  said  125 
shares  by  the  purchaser  a  sum  equal  to 
1/250  of  the  net  profits  of  the  purchaser 
after  taxes  for  the  period  commencing 
with  January  1,  1949  and  ending  with 
the  date  on  which  the  purchaser  shall 
make  payment  of  the  purchase  price  to 
the  seller.  Further  Information  as  to  the 
arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  office  of  the  Commission 
In  Wa.shington,  D.  C. 

Pursuant  to  S  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing-of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  25. 1949  that  start- 
ing on  February  5.  1949  notice  of  the  fil- 
ing of  the  application  would  be  Inserted 
in  the  Journal-Tribune,  a  newspaper  of 
general  circulation  at  Sioux  City  in  con- 
formity with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  .said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  5,  1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Section  310  (b),  48  Stat.  1086;  47U.  S.  C. 
310  (b)) 

Feder.^l  Communications 
Commission. 
ISEALl         T.  J.  Slowie. 

Secretary. 

IP.    R.    Doc.    49-1726;    Piled,    Mar.    7,    1949; 
8:55  a.  m.| 


'  Section  1.321,  Part  1,  Rtilea  of  Practice  and 
Procedure. 


FEDERAL  REGISTER 

'49er  Broadcasting  Co. 

PUBLIC    notice   concerning    PROPOSED 

assignment  of  license  ' 

The  Commission  hereby  gives  notice 
that  on  February  11,  1948,  there  was  filed 
with  it  an  apphcation  (BAL-834)  for  its 
consent  imder  section  310  (b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  '49er  Broadcasting 
Company,  licensee  of  KGFN,  Grass  Val- 
ley, California,  from  '49er  Broadcasting 
•Company  to  Joe  D.  Carroll.  The  pro- 
posal to  assign  the  license  arises  out  of 
a  contract  of  February  7.  1949,  pursuant 
to  which  said  licensee  proposes  to  sell 
radio  station  KGFN  and  certain  personal 
property  used  In  connection  therewith 
to  Joe  D.  Carroll  for  a  consideration  of 
$15,000.  Further  Information  as  to  the 
arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  February  21.  1949,  that  start- 
ing on  February  17.  1949.  notice  of  the 
filing  of  the  application  would  be  in- 
serted in  Grass  Valley  Union,  a  news- 
paper of  general  circulation  at  Grass 
Valley,  California,  in  conformity  with  the 
above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  17,  1949,  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  involved  may  do  so 
upon  the  same  terms  and  conditions  as 
set  forth  In  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

(F.    R.    Doc.    49-1727;    Filed,    Mar.    7,    1949; 
8:55  a.  m.) 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  Nos.   54-170,   54-172] 

Niagara  Hudson  Power  Corp. 

ORDER    granting    APPLICATION    TO 
INTERVENE  AS  A  PARTY 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  1st  day  of  March  1949. 

The  Commission  having  on  January 
19.  1949,  Issued  its  notice  of  filing  and 
order  for  hearing  and  for  consolidation 
in  this  matter,  pursuant  to  the  appli- 
cable provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935;  and 

The  United  Corporation,  a  registered 
holding  company,  and  the  parent  of 
Niagara  Hudson  Power  Corporation  of 
whose  outstanding  voting  securities  The 
United  Corporation  owns  28.5%,  having 
filed  an  application  pursuant  to  Rule 
XVU  of  the  rules  of  practice  for  per- 
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mission  to  Intervene  In  this  proceeding 
as  a  party;  and 

The  Commission  having  considered 
said  application  and  being  satisfied  that 
the  position  of  United  as  the  parent  of 
Niagara  Hudson  Power  Corporation  en- 
titled it  to  be  granted  the  status  of  a 
party : 

It  is  ordered.  That  said  application  for 
leave  to  intervene  as  a  party  be.  and 
hereby  is,  granted,  and  The  United  Cor- 
poration is  hereby  admitted  as  a  party 
to  this  proceeding. 

By  the  Commission. 

[SEAL]  Nell  YE  A.  Thorsen. 

Assistant  Secretary. 

(P.    R.    Doc.    49-1696;    Piled,    Mar.    7,    1949; 
8:48  a.  m.) 


[Pile  No.  70-1825) 
Attleboro  Steam  and  Electric  Co.  et  al. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  3d  day  of  March  A.  D.  1949. 

In  the  matter  of  Attleboro  Steam  and 
Electric  Company,  Beverly  Gas  and  Elec- 
tric Company,  Central  Massachusetts 
Electric  Company,  Eastern  Massachu- 
setts Electric  Company,  Gardner  Electric 
Light  Company,  Gloucester  Electric 
Company,  Gloucester  Gas  Light  Com- 
pany, Granite  State  Electric  Company, 
Haverhill  Electric  Company,  Lawrence 
Gas  and  Electric  Company,  The  Lowell 
Electric  Light  Corporation,  Maiden  and 
Melrose  Gas  Ught  Company,  Worcester 
Suburban  Electric  Company,  New  Eng- 
land Power  Company,  Northampton 
Electric  Lighting  Company,  Northern 
Berkshire  Gas  Company,  Quincy  Electric 
Light  and  Power  Company,  Salem  Gas 
Light  Company.  Southern  Berkshire 
Power  &  Bectrlc  Company,  Suburban 
Gas  and  Electric  Company,  Wachusett 
Electric  Company,  Weymouth  Light  and 
Power  Company,  and  Worcester  County 
Electric  Company;  File  No.  70-1825. 

Notice  Is  hereby  given  that  Attleboro 
Steam  and  Electric  Company  ("Attle- 
boro"). Beverly  Gas  and  Electric  Com- 
pany ("Beverly") ,  Central  Massachusetts 
Electric  Company  ("Central  Massachu- 
setts") ,  Gardner  Electric  Light  Company' 
("Gardner"),  Gloucester  Electric  Com- 
pany ("Gloucester"),  Granite  State 
Electric  Company  ("Granite"),  Haver- 
hill Electric  Company  (•Haverhill"), 
Lawrence  Gas  and  Electric  Company 
("Lawrence"),  The  Lowell  Electric  Light 
Corporation  ("Lowell"),  Maiden  and 
Melrose  Gas  Light  Company  ("Maiden 
and  Melrose"),  Worcester  Suburban 
Electric  Company  ("Worcester  Subur- 
ban"), New  England  Power  Company 
("NEPCO"),  Northampton  Electric 
Lighting  Company  ("Northampton"), 
Northern  Berkshire  Gas  Company 
("Northern  Berkshire") ,  Quincy  Electric 
Light  and  Power  Company  ("Quincy"), 
Salem  Gas  Light  Company  ("Salem 
Gas"),  Southern  Berkshire  Power  & 
Electric  Company  ("Southern  Berk- 
shire") ,  Suburban  Gas  and  Electric  Com- 
pany ("Suburban"),  Wachusett  Electric 


i 


I 
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Company     ("Wachusett") .    Weymouth 
Light    and    Power    Company     ("Wey- 
mouth"), and  Worcester  County  Electric 
Company  ("Worcester  County"),  here- 
inafter collectively  sometimes  referred  to 
as  "the  applicant  companies",  have  filed 
separate  amendments  to  their  respective 
original  applications  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold. 
Ing  Company  Act  of  1935.    The  appli- 
cant companies  are  subsidiary  companies 
of     New    England    Electric     System 
C'NEES"),   a   registered   holding   com- 
pany and  have  designated  section  6  (b) 
of  the  Act  as  applicable  to  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
11,  1949,  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  In- 
terest, and  the  issues  of  fact  or  law  raised 
by  said  applications,  as  amended,  which 
he  desires  to  controvert,  or  may  request 
that  he  be  notified  If  the  Commission 
should  order  a  hearing  thereon.      Any 
such  request  should  be  addressed:  Sec- 
retary. Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.    At  any  time  after  March 
11,  1949,  said  applications,  as  filed,  or  as 


NOTICES 

amended,  may  be  granted  as  provided  by 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act,  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  by  Rules  U-20  (a)  and  U-100 

thereof. 

All  Interested  persons  are  referred  to 
said  applications,  as  amended,  which  are 
on  file  in  the  offices  of  this  Commission 
for  a  statement  of  the  transactions  there- 
in proposed,  which  may  be  summarized 

as  follows:  ,      .    . 

Each  of  the  applicant  companies  has 
entered  Into  a  letter  agreement  with  cer- 
tain banks,  which  agreements  provide  for 
the  issuance  by  the  applicant  companies 
prior  to  November  30.  1949,  of  unsecured 
promissory  notes  due  May  31.  1951,  with 
certain  reborrowing  privileges,  the  maxi- 
mum amount  outstanding  at  any  one 
time  to  be  $32,550,000.    This  Commis- 
sion's order  dated  June  10, 1948  (Holding 
Company  Act  Release  No.  8253)    per- 
mitted the  issuance  of  notes  prior  to 
March  31. 1949,  In  the  maximum  amount 
of  $23  100  000  to  be  outstanding  at  any 
one  time.  '  The  applicant  companies  now 
seek  authorization  for  the  Issuance,  prior 
to  July  31.  1949.  of  additional  unsecured 
promissory  notes  as  provided  In  the  bank 
letter  agreements,  in  amounts  as  shown 
in  the  following  table:  * 


the  notes  at  the  time  outstanding.  The 
aWJlicatlons,  as  amended,  indicate  that 
each  of  the  appUcant  companies  has  se- 
cured the  necessary  State  Commission 
approval  and  no  Federal  Commission, 
other  than  this  Commission,  has  juris- 
diction over  the  proposed  transactions. 

Each  of  the  applicant  companies  re- 
quests that  the  Issuance  of  said  unse- 
cured promissory  notes  be  exempted  by 
order  of  the  Commission  pursuant  to  sec- 
tion 6  "b)  of  the  act  and  that  such  order 
be  effective  upon  Issuance. 

By  the  Commission. 


Maximum  amount 
o(  notes  perinitte<l 
to  be  outstanding 
at  any  one  lime 
during  period 
from  Jiuie  1,  IMS 
to  Mar.  31.  liH» 
by  Coranussion's 
order  ol  June  10, 
\94!i 


Amount  of  notes 
outsuinding,  as 
at  Dec.  31,  1M8 
under  Commis- 
sion's order  of 
June  10. 1M8 


Proposed  astrre- 
gate  amount  o( 
notes  to  be 
Issued      during 

rriod  from  Jan. 
1949  to  July 
31.  1»49 


Attleboro 

Beverly - 

Central  MassachusetU. 

Oardner 

Gloucester 

Granite 

BaverhlU 

Lawrence 

Lowell 

Maiden  and  Melrose... 
Worcester  Suburban... 

NEHCO' 

Northampton 

Northern  Berkshire... 

Quincy 

Salem  Gas 

Southern  Berkshire — 

Suburban 

Wachusett 

Weymouth 

Worcester  County 


Totals. 


$2(K).000 
4()(),(X)0 
(too.  000 
3;wi.  000 

430.  *«)0 
3.**).  (100 
f>M).000 
1,IIU),000 
1.2SO.000 
630.000 

1.  am.  (100 

6,  7S0.  uoo 
280,000 
800.000 
270.  OW) 
790,000 
280,000 
480. 000 
770,  000 
430,000 

5,4»U,000 


$130,00(i 
250.000 
Wl,  (»X) 
3.'U),000 
2M0,  (100 
240.  000 
SOU.  (100 
930,000 
1.250.000 
S50. 000 
1.200,000 
5,  324.  700 
IKI.OMI 
500.  UOO 
2li0. 000 
(\S(I,  000 
2«>.  000 
320. 000 
631).  000 
3.W.000 
3.350.000 


$50,000 

.W.  (100 

250.  000 

250,000 

fiO.OOO 

mi,o»jo 


70,000 
300.000 


400,000 

7.»«1ll.()00 

100. 000 

100.000 


100,000 

»\  000 


110.000 


23.100,000 


17,804.700 


3,030.000 


Proposed  maximum 
amount  of  notes  to 
be  ouutanding  nt 
any  one  time  dur- 
ing period  from 
Jan.  1.  1949  to  July 
31.  1949 


$180,  OU I 
300,00" 

800,  oa) 

fi(i0.0UU 

830,  nio 
400.0110 

.■ioo.noi) 

l,0OO.(H«l 

1.550.(««l 
350,  IK  II 

l.flOO.OOll 
10.500,U(«I 
280,0011 
600.0011 
aMi.omi 
^H^,  0011 
380,  OUI 
320,  (Ml 
740.00(1 
350.  oni) 

6, 500, 000 


13,  270. 000 


28. 170, 000 


-T^;:,;^,  an,oun.s  with  respect  to  Eastern  M...chuse,ts  Electric  Co..  .former  subsidiary  of  NF.ES.  which  has 
been  merged  with  N ETC O. 

poses  Each  of  the  applicant  companies 
states  that  it  will  apply  the  proceeds 
from  any  permanent  financing  that  is 
done  from  the  period  January  1.  1949  to 
July  31,  1949.  exclusive  of  permanent 
financing  which  replaces  indebtedness  to 
New  England  Electric  System,  in  reduc- 
tion of  or  in  total  payment  of  notes  then 
outstanding  and  the  balance  of  the  esti- 
mated aggregate  amount  of  notes  to  be 
issued  during  the  specified  period  then 
unissued  under  Its  bank  letter  agreement 
will  be  reduced  by  the  amount.  If  any.  by 
which  such  permanent  financing  exceeds 


The  applications,  as  amended,  indicate 
that  the  proceeds  from  the  issuance  of 
the  said  additional  unsecured  prom'ssory 
notes  will  be  used  by  each  of  the  appli- 
cant companies  to  replenish  any  deple- 
tion of  working  capital  occasioned  by 
construction  of  property  already  in  prog- 
ress and  to  finance  temporarily,  in  part. 
\ts  proposed  construction  program  until 
such  time  as  permanent  financing  is 
accomplished.  The  applications,  as 
amended,  indicate  that  the  bank  credit 
arrangement  and  the  proposed  issuance 
of  such  unsecured  promissory  notes  are 
a  temporary  step  in  coimection  with  a 
substantial  permanent  financing  pro- 
gram of  New  England  Electric  System 
and  Its  subsidiary  companies  to  provide 
the  necessary  funds  for  construction  pur- 


[SKALl 


Orval  L.  DuBois, 

Secretary. 

I  p.    R.    Doc.    48-173B:    Filed.    Mar.    7,    1949; 
8:56  a.  m.\ 


IFUe  No.  70-2003] 
Worcester  Gas  Light  Co. 

SUPPLEMENTAL   ORDER   RBLEASINO   JTTRISWC- 
TION   AND   GRANTING   APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  It.s 
office  in  the  city  of  Washington,  D.  C,  on 
the  1st  day  of  March  1949. 

Worcester  Gas  Light  Company 
("Worcester") .  a  public  utility  subsidiary 
of  New  England  Gas  and  Electric  Associ- 
ation, a  registered  holding  company, 
having  filed  an  application,  with  amend- 
ments thereto,  pursuant  to  section  6  (b> 
of  the  Public  Utility  Holding  Company 
Act  of  1935  and  Rule  U-50  of  the  general 
rules  and  regulations  promulgated  there- 
under, regarding  the  Issuance  and  sale  at 
competitive  bidding  of  $2,150,000  prin- 
cipal amount  of  its  First  Mortgage  Bonds 
due  1969;  and 

The  Commission  having  by  order 
dated  February  16,  1949  granted  said 
application,  as  amended,  subject  to  the 
condition  that  the  proposed  Issue  and 
sale  of  bonds  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  had  been  made  a 
matter  of  record  In  this  proceeding,  and 
a  further  order  entered  by  the  Commi.s- 
slon  In  light  of  the  record  as  so  completed 
and  subject  to  a  further  reservation  of 
Jurisdiction  with  respect  to  the  payment 
of  all  fees  and  expenses  Incurred  or  to  be 
Incurred  In  connection  with  the  proposed 
sale  of  bonds;  and 

Worcester  having  filed  a  further 
amendment  to  its  application,  setting 
forth  the  action  taken  to  comply  with 
the  requirements  of  Rule  U-50,  and  stal- 
ing that  pursuant  to  an  Invitation  for 
competitive  bids,  the  following  bids  for 
said  bonds  were  received: 


Name  of  Bidder 


Halst'V,  Stiinrt  *  Co.,  Inc. 

Collin  Ai  Burr.  Inc 

Thf  1-  irst  Boston  Corp 


Interest 
rate 
(per- 
cent) 


Price  to 
comijany 


3U    imi,  M7     3.'.'14:.*i7 
3H    101.097     3.?"^ 
3H    100.33       3. 3.':-.".'4 


Aniiii»l 

cost  to 

oomiKuiy 


»  Gloucester  Gas  1  Ight  Company,  one  of  the 
original  applicant  companies.  U  not  included 
in  the  table  because  that  company  has  waived 
its  right  to  borrow  under  Its  bank  letter 
agreement. 


The  amendment  further  containing  a 
statement  that  Worcester  has  accepted 
the  bid  of  Halsey.  Stuart  &  Co..  Inc..  foi 
said  bonds,  as  set  forth  above,  and  that 
said  bonds  will  be  offered  for  sale  to  the 
public  at  a  price  of  101.47  of  the  principal 
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amount  thereof,  resulting  In  an  under- 
writer's spread  of  0.953  Tc  of  the  principal 
amount  of  said  bonds;  and 

The  amendment  also  having  set  forth. 
Inter  alia,  the  nature  and  extent  of  the 
services  rendered  for  which  requests  for 
payment  have  been  made  as  follows: 
$3,500  to  William  A.  Hill,  counsel  for 
Worcester;  and  $4,000  to  Palmer.  Dodge. 
Gardner.  Bickford  &  Bradford,  counsel 
for  the  succe.ssful  bidder  for  said  bonds, 
whose  fee  Is  to  be  paid  by  the  successful 
bidder;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
Imposing  terms  and  conditions  with  re- 
spect to  said  matters: 

It  is  ordered,  That  Jurisdiction  hereto- 
fore re.served  with  respect  to  the  matters 
to  be  determined  as  a  result  of  competi- 
tive bidding  for  said  bonds  under  Rule 
U-50  and  with  respect  to  all  fees  and 
expenses  be.  and  the  same  hereby  is.  re- 
lea-sed.  and  that  said  application,  as  fur- 
ther amended,  be.  and  the  same  hereby 
Is.  granted  forthwith,  subject,  however, 
to  the  terms  and  conditions  prescribed 
in  Rule  U-24. 

By  the  Commission. 

[seal!  Nell  ye  A.  Thorsen, 

Assistant  Secretary. 

IF.    R.    Doc.    49-1692;    Filed.    Mar.    7,    1949; 
8:48  a.  m.l 


[Pile  No.  70-3037] 

Delaware  Power  Si  Light  Co.  and  East- 
ern Shore  Public  Service  Co.  or 
Maryland 

order   granting   APPLICATION  AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  CommLsslon.  held  at  Its 
office  In  the  city  of  Washington,  D.  C, 
on  the  28th  day  of  February  1949. 

Delaware  Power  L  Light  Company 
("Delaware"),  a  registered  holding  com- 
pany, and  Its  subsidiary.  Eastern  Shore 
Public  Service  Company  of  Maryland 
("Eastern  Shore"),  a  public  utility  com- 
pany, having  filed  a  Joint  application- 
declaration,  with  amendments  thereto, 
pursuant  to  sections  6  (bi,  9  (a),  12  <d) 
and  12  (f )  of  the  Public  Utility  Holding 
Company  Act  of  1935  and  Rules  U-43  and 
U-44  promulgated  thereunder  with  re- 
spect to  the  following  transactions: 

Eastern  Shore  will  Issue  and  sell,  from 
time  to  ■  time,  but  not  later  than  De- 
cember 31,  1950,  up  to  $2,000,000  princi- 
pal amount  of  Its  4%  promissory  notes 
due  October  1,  1973  and  20.000  shares 
of  Its  common  stock  of  par  value  of  $100 
per  share.  Delaware  will  purchase  said 
.securities  at  the  principal  amount  or  par 
value,  respectively,  and  upon  the  pur- 
cha.se  of  any  notes,  Delaware  will  pur- 
chase common  stock  of  an  aggregate 
par  value  equal  to  the  principal  amount 
of  such  notes.  The  proceeds  from  the 
sale  of  said  notes  and  common  stock, 
which  will  not  exceed  $4,000,000  are  to 
be  used  to  finance  Eastern  Shore's  con- 
struction program  and  to  reimburse  Its 
treasury  for  money  previously  expended 
for   such    construction    program.     The 
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notes  and  stock  to  be  acquired  by  Dela- 
ware will  be  pledged  by  It  with  the  Trus- 
tee under  Its  mortgage  dated  October  1, 
1943,  In  accordance  with  the  provisions 
of  the  Indenture  of  Mortgage. 

The  proposed  issuance  and  sale  of  se- 
curities by  Eastern  Shore  has  been  ap- 
proved by  the  Public  Service  Commission 
of  Maryland. 

Such  application-declaration  having 
been  duly  filed  and  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  said  application- 
declaration,  as  amended,  within  the  pe- 
riod specified  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  theron;  and 

The  Commission  finding  with  respect 
to  the  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  rules 
thereunder  are  satisfied,  that  no  adverse 
findings  are  necessary  thereunder,  and 
deeming  it  appropriate  in  the  public  in- 
terest and  in  the  Interest  of  investors 
and  consumers  that  the  said  application- 
declaration,  as  amended,  be  granted  and 
permitted  to  become  effective  and  deem- 
ing It  appropriate  to  grant  the  request 
of  declarants  that  the  order  become  ef- 
fective at  the  earliest  date  possible: 

It  is  hereby  ordered.  Pursuant  to  said 
Rule  U-23  and  the  applicable  provisions 
of  said  act  and  subject  to  the  terms  and 
conditions  prescribed  In  Rule  U-24  that 
said  Joint  application-declaration,  as 
amen(ied,  be,  and  the  same  hereby  is, 
granted  and  permitted  to  become  ef- 
fective forthwith. 

By  the  Commission. 

f  SEAL]  Orval  L.  DuBois, 

Secretary. 

Mar.    7,    1949; 


[P.    R. 


Doc.    49-1694;    Filed, 
8:48  a.  m.] 


[File  No.  70-2053] 
Gulf  Power  Co. 


ORDER  PERMITTING  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  2d  day  of  March  1949. 

Gulf  Power  Company  ("Gulf"),  a  pub- 
lic utility  subsidiary  of  The  Southern 
Company,  a  registered  holding  company 
and  a  wholly  owned  subsidiary  of  The 
Commonwealth  &  Southern  Corporation, 
also  a  registered  holding  company,  hav- 
ing filed  a  declaration  and  an  amendment 
thereto  pursuant  to  sections  6(a)  and  7 
of- the  Public  Utility  Holding  Company 
Act  of  1935  (the  "act")  and  Rule  U-50 
promulgated  thereunder,  with  respect  to 
the  following  propo.sed  transaction : 

Gulf  proposes  to  issue  and  sell,  pursu- 
ant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  $2,500,000  principal 
amount  of  its  First  Mortgage  Bonds.  _.% 
Series,  due  1979,  to  be  issued  under  and 
secured  by  Gulfs  pre,sent  indenture  dated 
as  of  September  1, 1941.  as  supplemented 
by  indentures  dated  as  of  April  1,  1944, 
April  1, 1948,  and  to  be  dated  as  of  April  1, 
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1949.  The  proceeds  from,  the  sale  of  the 
new  bonds  will  be  used  to  provide  a  por- 
tion of  the  funds  required  by  Gulf  for 
the  construction  or  acquisition  of  prop- 
erty additions  to  its  utility  plant. 

The  application  having  been  filed  on 
February  4,  1949,  and  an  amendment 
thereto  having  been  filed  on  February 
18,  1949,  and  notice  of  said  filing  having 
been  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  said  application,  as 
amended,  within  the  period  specified  In 
said  notice  or  otherwise  and  not  having 
ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  the  rules  promulgated 
thereunder  are  satisfied,  that  no  adverse 
findings  are  nece.ssary.  and  deeming  it 
appropriate  In  the  public  interest  and  In 
the  Interest  of  Investors  and  consumers 
that  said  declaration,  as  amended,  be 
permitted  to  become  efTective : 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  said  declaration,  as  amended,  be, 
and  the  same  hereby  Is.  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  contained  In  Rule 
U-24  and  subject  to  the  following  addi- 
tional conditions: 

(1)  That  the  proposed  sale  of  bonds 
of  Gulf  shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  .record  in  this  proceeding,  and 
a  further  order  shall  have  been  entered 
by  this  Commission  in  the  light  of  the 
record  so  completed,  which  order  may 
contain  such  further  terms  and  condi- 
tions as  may  then  be  deemed  appropriate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  of  counsel 
to  be  paid  In  connection  with  the  pro- 
posed transaction. 

By  the  Commission. 

[SEAL]  Nellye  a.  Thorsen, 

Assistant  Secretary. 

[P.    R.    Doc.    49-1698;    Filed,    Mar.    7,    1949; 
8:49  a.  m.] 


[File  No.  70-2056] 

Ark.^nsas  Power  &  Light  Co.  and  Electric 
Power  &  Light  Corp. 

memorandum  opinion  and  order  granting 
application  and  permitting  declara- 
tion to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C.  on 
the  1st  day  of  March  A.  D.  1949. 

Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  and 
Share  Company,  which  is  also  a  regis- 
tered holding  company,  and  Electric's 
utility  subsidiary.  Arkansas  Power  tt 
Light  Company  ("Arkansas"),  have  filed 
a  Joint  application-declaration  and 
amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6  (a)   and  7 


NOTICES 

isrs^ss  ifiistHi  mMfi- 

transactions:  stSolders     Our  conclusion  that  the  The  Chase  National  Bank  of  the 

Arkansas  proposes  to  amend  Its  char-  ^\!^^^^^^^^                       do  not  require  ad-  city  of  New  7°';-----^;v,-- Vi  •''  **'°- 

ter   in  the  following   respects:      1)    To  P^Jf«^^^ '^^^^^^^^^    ^^der    the    applicable  Co""'?*"^^i  T^'J^'Jompt^r^ 

increase  Its  authorized  common  stock,  of  ^fjf .,  °?°iy^,L  ^ct  should  not  be  con-  Bank  and  Truat  Company  oi 

^"^^Vr^J^'ooVoorsrres'"2"          ^d^fl  a' r^ommet^^^^^^^                          pi?r?aUonar-Bank--oriiinn.--      " 
2.000.000  shares  to  3  000.000  shares    ^^  ^^^.j^gj.  approve  or  dls-  1.700.000 

to  modify  the  present  Pro^if  5^.  ^^t        aDProve  the  proposed  charter  amend-      Northwestern  National  Bank  of 

limits  the  amount  of  unsecured  Indebt-      ^ppr°ve  ine  p    ^         stockholder  must         Minneapolis L^OO-OOO 

edness  which  may  be  issued  to  10%  of  he      ^f  t-  fac^  ^^^^'^^^^^^^  The    Pim    National    Bank    of 

rkldnZ^lus^rtrpSVid^e^CJ  rvoS^ffo?  or  aXt  the  proposed  ^--^--,-„-,  ^Vvin-^-Bank::    l.JSooo 

th°ere  'hall  be  excluded  from  such  10%  charter  J--<iX„^:,«j,,,tion    having  ^,  p.^ceeds  from  these  notes  will  be 

computation   any    unsecured   Indebted-  ^^^  J^^  February  4. 1949.  an  amend-  ^^ded  to  the  general  funds  of  the  Com- 

ness  of  a  maturity  in  excess  o   ten  years  ^^^^i^^^J^^  having  been  filed  on  Feb-  ^^ny  and  used  to  provide  part  of  the 

in  any  amount  not  exceeding  10%  of   he  ^^J^^  thereto  havg   ^^  ^^^  ^^^^^  ^^^,_  Pany              ^^^^^^  ^^^  ^^,  y    ^  1949 

sum    of    secured    indebJedn^^A   'l^P^f  w  been  giver^  In  the  form  and  manner  in  connection  with  the  Company  scon- 
stock,  and  surplus,  with  the   urther  ILml-  hig  ^f^  j\n  Rule  U-23.  and  the  Com-  ^truction  program.    With  the  addit  on 
tatlon  that  unsecured  indebtedness  hav-  P^f/J^^^'^^Q^Saving  received  a  request  for  ^7^^,^  p^^eeds  It  Is  expected  that  the 
ing  an  original  maturity  of  more  than  ten  "^^^'j^^'i^^^^                      time  specified  in  J^o^panys  general  funds  will  be  suffl- 
years  shall,  when  its  maturity  becomes  J  hearing  wu                    ^^^  ^^^  j^^^j^g  cient  to  meet  construction  expenditures 
less  than  ten  years,  be  regarded  as  unse-  ^fj^^^^^^^^^^rlng  thereon:  and  u^Ul  about  August  1.  1949. 
cured  debt  of  a  maturity  of  less  than  ten  o^^^^f  J^^^^^^^^^  fl„dlng  that  the  pro-  "''currently  estimated  construction  ex- 
years  and  be  Included  as  such  n  comput-  The  ^^                ^^^^  ^^^  applicable  ^^^ditures  of  the  Company  for  the  year 
Ing  the  10%  raUo  provided  with  respect  P?^^^  JVl^  j  ^^^  ^ct  and  the  Rules  there-  Pgjg  aggregate  $31,200,000.    The  flnanc- 
io  such  debt.    The  aPPUcation-declara-  ^^^^^^%^J  'cbmmlsslon    observing    no  „'J'oft,!;e  balance  thereof  will  be  pro- 
tlon  states  that  Electric  as  the  owner  of  ^°f '      ^^^^^se  findings  in  connection  .^^^^  j^om  reserves  and  earnings  and 
the  outstanding  common  stock  of  Axkan-  oasis                        transactions,  and  the  j        additional  financing  the  nature  and 
sas  will  vote  Its  stock  in  favor  of  the  pro-  "^'^^^^^^  J^^g  ^f  the  opinion  that  It  ^  °^^„t  of   which   have  not  yet  been 
posed  amendments.  aoDropriate  to  grant  and  permit  to  be-  determined.    The  declaration  states  it  is 
To  assist  m  soliciting  the  two-thirds  ^  ^^Jropna         b^  ^pplicaUon-declara-  f^e  present  intention  of  the  Company 
vote  of  the  preferred  stockholders  reqvU-  come  ^^                ^„^  ^^e  Commission  [j'^^n.^rket  conditions  permit,  that  part 
site  to  adoption  of  the  proposal  described  ^^°J'          j      ^  appropriate  to  grant  ap-  '\  ^^^^^  additional  financing  will  be  com- 
in  clause  (2)  of  the  preced  ng  Paragraph  J^J^^J^t^.^eclarant's  request  that  the  or-  ^^'^^'stock.     It  Is  anUclpated  that  the 
Arkansas  proposes  to  employ  the  firni  of  P'J^^J'    j^  ^^^ome   eflective   forthwith  Additional  financing  will  provide  fund.s 
Oeorgeson  k  Company  to  solicit  proxies  der   here  n  aamuo                    ^^  ^^  ^^^.^  "^^^[""'^E 
from  the  preferred  stockholders.   Arkan-  "P°"^'Vrd^ed.  Pursuant  to  said  Rule  ^^^he  ^a"^  ^°^'''  "'"'  proposed  to  be 
sas  proposes  to  pay  Oeorgeson  k  Com-  applicable  provisions  of  said  ^         d  also  to  maintain  a  reasonable 
pany  a  fee  of  $2,000  for  Its  servlces^plu^  ^^f^^S^.i^ject  to  the  terms  and  condi-  ^^^^^^  ^f  working  capital, 
expenses  in  an  amount  not  to  exceed  prescribed  by  Rule  U-24  that  said  ^^^  company  estimates  that  Its  ex- 
$4,000.    It  is  further  stated  that  em-  li^^tion.declaration.  as  amended  be.  ^^  connection  with  the  ProPOsed 
ployees  of  the  company  will  solicit  proxies  "J^J^  .^e  same  hereby  Is.  granted  and  per-  transaction    will    be    $4,000.    including 

froL  the  preferred  stockholders  residing      ^"jf^^^^VXeome  effective  forthwith.  ^'2  500  attor"'''''  ''''  '""*  ^''^^^  '^'"'' 

in  the  company's  area  without  any  aa-  lanpous  expenses. 

dltlonal  compensation  to  such  employees.  By  the  Commission.  lanemis  expense^^^^   ^^^^^^   ^^^   ^^^^ 

Applicant.<;-declarants   state   that   tne  ^^^^^               nh-lye  A.  Thorsen.  .    ^^^^^j  j^Q^jce  of  filing  having  been 

proposed  charter  amendments  are  nee-  Assistant  Secretary.  '     .         ^   ^^e   form   and   manner 

essary  to  provide  flexibility  in  the  powers  ^,^^    ^    ,.  ^^o;  prescribed   by  Rule  U-23   Promulgated 

of  the  corporation  so  as  to  enable  Ar-  [F.  r.  Doc.              .  pursuant  to  said  act.  and  the  Commission 

kansas  to  finance  Its  construction  pro-  Sot  having  received  a  request  for  hear- 

gram  on  the  most  advantageous  basis  .      in°  with  respect  thereto  within  the  period 

!t  IS  further  Indicated  that  Arkansas  w  11  Ip^cTfied  In  said  notice  or  otherwise,  and 

later  In  the  year  sell  common  «  ock  to  ^^  .^^^^oeoi  «^t  having  ordered  a  hearing  thereon; 

Electric  in  the  amount  of  approximately  „      ..» r^o  "  .  having  oraercu 

•A  nnnnnntinH  <;hould  the  charter  amend-  Northern  States  Power  lo.  and                                  ^         ,    .  „  *v,ot 

to  the  public  approximately  $8,300,000  m  become  effective  there  is   no  ^^^''^_"'"' .^^..^   .^ans- 

^idered    the    relation.ship   between    the  the  1st  day  of  March  A.  »;  1  ^^^ •  declaration  to  become  effective  without 

r  Bhtrwhlch  the  preferred  stockholders  Northern  States  Power  Company  (  the  deciarauon 

of^Arkan^as  are  being  asked  to  surrender  Company;-)     a    Mirm^-J\„^°^S°/fom"  '1^/.  tkerefore  ordered.  Pursuant  to 

I'f^.T^.TlTL'^e^i'oXZ^^^^^^  t::iS'^^^:.^SSS^S':^^^  RuLu-L  and  the  applicable  pr^^^^^^^^^^^^ 

^^■^':^^^^^  ^::ssJ^i:^'^'^T\^^^  %z::^^X:^i^^^x 

"ubmUted  to  the  stockhoTders  for  their  Hold^g  Company  Act  of  1935  ("the  act")  ^,^  declaration  be  and  the  same  hereby 
TppToval  we  are  mindful  of  the  fact  that  with  respect  to  the  following  transac-  ^^  permitted  to  become  effective  forth- 
the  adoption  of  the  proposed  amendment      tion:  f^onf^r  mtn  Rn      with. 

S    w/ha"»?™consideredthecom-      Company  on  or  .bout  March  11M9  such  „^,    ,,  ,„,; 
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IFlle  No.  70-2073) 
sottthern  co.  and  mississippi  power  co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  2d  day  of  March  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  ( the 
"act") by  The  Southern  Company 
("Southern"),  a  registered  holding  com- 
pany and  a  wholly  owned  subsidiary  of 
The  Commonwealth  &  Southern  Corpo- 
ration, also  a  registered  holding  com- 
pany, and  by  Mississippi  Power  Company 
(■■Mississippi"),  a  direct  public  utility 
subsidiary  of  Southern.  The  applicant- 
declarants  have  designated  sections  6 
(a).  7.  9  (a).  10  and  12  (f)  of  the  act  and 
Rules  U-43  and  U-50  thereunder  as  ap- 
plicable to  the  proposed  transactions. 

Notice  Is  further  given  that  any  Inter- 
e.sted  person  may  not  later  than  March 
16. 1949.  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest and  the  issues.  If  any.  of  fact  or  law 
raised  by  said  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  If  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.  At  any  time  after  March 
16,  1949.  said  application-declaration,  as 
filed  or  as  amended,  may  be  granted  or 
permitted  to  become  effective  as  provided 
In  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
ml-sslon  may  exempt  such  transactions  as 
provided  in  Rule  U-20  (a)  and  Rule  U-100 
thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  offices  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  as 
follows: 

Mississippi  proposes  to  Issue  and  sell 
$2,000,000  principal  amount  of  its  First 
Mortgage  Bonds,  __%  Series,  due  1979, 
to  be  issued  pursuant  to  and  secured  by 
Mississippi's  present  Indenture  dated  as 
of  September  1. 1941.  as  supplemented  by 
Indentures  dated  as  of  September  1, 1946, 
August  1,  1947,  April  1,  1948  and  to  be 
dated  as  of  April  1.  1949.  The  bonds  will 
be  sold  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50  and  for  a 
price  to  the  company  of  not  less  than 
1007o  or  more  than  102^4%  of  the  prin- 
cipal amount  thereof,  plus  accrued  In- 
terest. 

Mississippi  also  proposes,  prior  to  the 
issuance  of  the  bonds,  to  l.ssue  and  sell 
to  its  parent.  Southern,  and  Southern 
proposes  to  purchase  from  Mississippi. 
100,000  additional  shares  of  the  author- 
ized but  unissued  common  stock  without 
par  value  of  Mississippi  for  a  cash  con- 
sideration of  $2,000,000. 

According  to  the  filing.  Mississippi 
contemplates  expenditures  for  the  con- 
struction or  acquisition  of  property  addi- 
tions to  it«  utility  plant  of  approximately 
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$15,750,000  during  the  years  1949  and 
1950.  The  filing  states  that  in  order  to 
finance  Its  construction  program  Missis- 
sippi will  use  the  proceeds  from  the  sale 
of  the  new  bonds  and  common  stock  and 
cash  on  hand  and  estimated  to  be  re- 
ceived from  operations.  The  manage- 
ment of  Mississippi  estimates  that,  based 
upon  the  present  level  of  earnings  and 
current  expectations  of  the  probable 
progress  of  Its  construction  program,  ap- 
proximately $7,000,000  of  Its  cash  re- 
quirements will  have  to  be  provided  be- 
fore the  end  of  1950  from  the  sale  of  ad- 
ditional securities. 

The  applicants-declarants  have  re- 
quested that  the  Commission's  order  be 
issued  as  soon  as  possible  and  that  It 
become  effective  forthwith  upon  is- 
suance. 

By  the  Commission. 

[seal]  Nellyi  a.  Thorsen. 

Assistant  Secretary. 

[^.    R.    Doc.    49-1699;    Piled.    Mar.    7.    1949; 
8:49  a.  m.| 
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OfRce  of  Alien  Property 

ADTHORrrr:  40  Stat,  411,  55"Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  60,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193, 
July  6,  1942.  3  CFR.  Cum,  Supp,,  E.  O,  9567, 
June  8,  1945,  3  CFR.  1945  Supp..  E.  O,  9788. 
Oct,  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  128471 

IWAO  AOKI 

In  re:  Rights  of  Iwao  Aoki  under  in- 
surance contract.  File  No.  F-39-6374- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Iwao  Aoki,  whose  last  known 
address  Is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  174606,  Issued  by 
the  West  Coast  Life  Insurance  Company, 
San  Francisco,  California,  to  Iwao  Aoki, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  6r  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest, 
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There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-1728;    Piled.    Mar.    7.    1949; 
8:56   a.   m.] 


(Vesting  Order  12850] 
Edward  C.  Hegeler 


In  re:  Trust  u/w  of  Edward  C.  Hegeler, 
deceased.    File  No.  E>-28-7396-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Anna  Francisca  Gustave  Mutzenbecher, 
and  the  domiciliary  personal  representa- 
tives, heirs,  next  of  kin,  legatees,  and  dis- 
tributees, names  unknown,  of  Elsbeth 
Helene  Sophie  Emma  Krache,  (nee 
Temme),  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  trust  created  under  the  Will  of 
Edward  C.  Hegeler.  deceased,  is  property 
within  the  United  States  owned  or  con- 
trolled by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of,  or  owing  to, 
or  which  is  evidence  of  ownership  or  con- 
trol by  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  the  Continental 
Illinois  National  Bank  and  Trust  Com- 
pany of  Chicago,  as  Substitute  Trustee, 
acting  under  the  judicial  supervision  of 
the  Probate  Court  of  the  State  of  Illinois, 
In  and  for  the  County  of  La  Salle; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
Identified  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
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dealt  with  In  the  Interest  of  and  for  th« 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  24.  1949. 

For  the  Attorney  General. 

[SKAL]  David  L.  Bazklon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P.   R.   Doc    49-1729:    Piled.    Mar.    7.    1949; 
8:S6  a.  m.| 


(Vesting  Order   13862] 
Htoxmon  Kuga  and  Rui  Kuga 

In  re:  Rights  of  Hyoemon  Kuga  and 
Rui  Kuga  imder  Insurance  contract. 
File  No.  P-39-4875-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Hyoemon  Kuga  and  Rui  Kuga. 
whose  last  known  address  is  Japan,  are 
residents  of  Japan  and  nationals  of  a 
designated  enemy  country  (Japan) : 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  poUcy  No.  1.014,531. 
Issued  by  the  Sun  Life  Assurance  Com- 
pany of  Canada.  Montreal,  Quebec,  Can- 
ada, to  Hyoemon  Kuga.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (Including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States). 

la  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behall  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Hyoe- 
mon Kuga  or  Rui  Kuga,  nationals  of  a 
designated  enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  JDnlted  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24.  1949. 


NOTICES 

For  the  Attorney  General. 

[•■AL]  David  L.  Basklon. 

Aisistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   B.    Doo.    49-1780;    PUed.   Mar.    7.    1949; 
8:6A  a.  m.] 


(Vesting  Order   13850) 
Margarets  awd  Frikda  Bock 

In  re:  Bank  accounts  owned  by  Mar- 
garet© Bock  and  Frieda  Bock.  F-28- 
29395-E-l.  F-28-10347-a^l.  F-2a-14446- 
E^l/G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  InvestiRation.  It  t&  hereby  found: 

1.  That  Margarete  Bock,  whose  last 
known  address  is  Sarnowstrasse  50,  Stral- 
sund.  Germany  Is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  Frieda  Bock,  whose  last  known 
address  is  Kastanien.  Allee  17c,  Charlot- 
tenburg  9,  Berlin,  Germany  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  coimtry  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Cleveland  Trust  Company. 
Cleveland,  Ohio,  arising  out  of  a  savings 
account,  account  number  217742,  entitled 
Karl  Bock,  Irving  C.  Bolton,  Tru.stee, 
maintained  with  the  aforesaid  company, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Mar- 
garete Bock,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Cleveland  Trust  Company, 
Cleveland,  Ohio,  arising  out  of  a  savings 
accoimt,  account  number  217743,  entitled 
Frieda  Bock,  Irving  C.  Bolton,  Trustee, 
maintained  with  the  aforesaid  company, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  Frieda  Bock, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 


described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  24,  1949. 

For  the  Attorney  General. 

[sxALl  David  L.  Bazklon. 

Aasistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    B.    Doc.    49-1732;    PUed,    Mar.   7,    1»4»: 
8:66  a.  m..\ 


(Vesting  Order  12798) 
Tajiro  Bumida 

In  re:  Debts  owing  to  and  claims  and 
stock  owned  by  Tajiro  Sumlda,  also 
known  as  T.  Sumlda.  F-39-893-A-1, 
F-39-893-A-2.  F-39-893-C-4,  F-3»-«93- 
C-6,  F-39-893-D-3.  D-39-1822-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Tajiro  Sumlda,  also  known  as 
T.  Sumlda,  whose  last  known  address  la 
Tanna.  Nlhomachi.  Hiroshima-shi.  Hiro- 
shima-ken. Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  All  monies  and  amounts  paid  to  or 
for  the  account  of.  or  received  directly 
or  Indirectly  by.  Shinzaburo  Sumlda, 
1052  Ilima  Drive,  Honolulu,  T.  H.,  by  rea- 
son of  the  sale  on  or  about  November 
21,  1944,  of  two  parcels  of  real  esUte 
consisting  of  4»2^ooo  acres  and  1,947 
square  feet,  respectively,  located  In 
Kalihi  Valley,  Honolulu.  T.  H..  which  at 
the  time  of  said  sale  were  beneficially 
owned  by  the  aforesaid  Tajiro  Sumlda, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

b.  All  monies  and  amounts  paid  to  or 
for  the  account  of.  or  received  directly 
or  indirectly  by,  Shinzaburo  Sumlda,  1052 
Ilima  Drive,  Honolulu,  T.  H..  as  divi- 
dends on  the  following  numbers  of  shares 

of  stock: 

Number 

Name  of  corporation:  of  shares 

T.  Sumlda  &  Co.,  Ltd 880 

Honolulu     Sake     Brewery     ft     Ice 

Co.,  Ltd 2.700 

Paclflc   Bank - 180 

Nlppu  Jljl  Co..  Ltd 40 

and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Tajiro  Sumlda.  also  known 
as  T.  Sumida.  by  Fusao  Sumlda.  1052 
Ilima  Drive.  Honolulu,  T.  H..  in  the 
amount  of  $1,500  as  of  August  28.  1940. 
representing  proceeds  arising  out  of  the 
sale  on  or  about  August  28,  1940,  by  said 
Tajiro  Sumlda  to  Fusao  Sumida  of  a 
parcel  of  real  estate  in  the  Territory  of 
Hawaii,  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
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d.  That  certain  debt  or  other  obliga- 
tion owing  to  Tajiro  Sumlda,  also  known 
as  T.  Sumlda,  by  T.  Sumida  ti  Co.,  Ltd.. 
Maunakea  and  Pauahi  Streets,  Honolulu. 
T.  H.,  arising  from  a  declared  and  un- 
paid dividend  In  the  amount  of  $375.00 
as  of  December  31,  1945,  on  the  50  shares 
of  $50  par  value  common  capital  stock 
of  said  T.  Sumida  &  Co..  Ltd.,  owned 
by  said  Tajiro  Sumlda,  also  known  as 
T.  Sumlda,  and  vested  by  said  Vesting 
Order  1631,  together  with  any  and  all 
accruals  thereto,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

e.  Those  certain  shares  of  stock  de- 
scribed In  Exhibit  A,  attached  hereto 
and  by  reference  made  a  part  hereof, 
presently  In  the  custody  of  the  Treas- 
urer of  the  Territory  of  Hawaii,  Terri- 
torial Office  Building,  Honolulu,  T.  H.,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon,  and 

f.  That  certain  debt  or  other  obliga- 
tion owing  to  Tajiro  Sumlda,  also  known 
as  T.  Sumlda,  by  T.  Sumlda  &  Co.,  Ltd.. 
Maunakea  and  Pauahi  Streets,  Hont>lulu, 
T.  H..  in  the  amount  of  $10,464.71,  as  of 
December  31,  1945,  which  is  represented 
on  the  books  and  records  of  T.  Sumlda  & 
Co..  Ltd..  as  loans  payable,  together  with 
any  and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
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of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Tajiro  Sumida. 
also  known  as  T.  Sumlda.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  Tajiro  Su- 
mida. also  known  as  T.  Sumlda,  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
'  quires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

^1  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Exhibit  A 

[AH  common  stock] 


Name  of  corporation  and  place  of  Incorporation 


Home  Insurance  Co.,  of  Hawaii,  Ltd.,  T.  H. 
Nlppu  Jlji  Co..  Ltd.,  T.  H 


Wholesale  Liquor  Dealers  Association  of  Hawaii, 
T.  H. 

Honolulu  Jam  Si  Chutney  Factory,  Ltd.,  T.H 

Hsw&ilan  Tobacco  Plantation,  Ltd.,  T.  U 

Asahl  Theatre  Co.,  Ltd.,  T.  li 

.'(errao  Liquor  Co.,  T.  H 

American  OrlenUl  Electric  Appliance  Co.,  Ltd^T.  H. 
Hawaiian  Japanese  Daily  Chronicle  Oo.,  Ltd.,  T.  H... 


Cwtlfl- 
oate  No. 


72 
80 


Numher 
of  shares 


15 

S 

40 


10 
IS 
10 
75 
10 
1 


Benefldal  owner 


Tajiro  Sumlda 

do 

do 

do 

do 

do 

do 

do 

do 

do 


Registered  bolder 


T.  Sumlda. 

Do. 
Bbinsaburo 

mida. 
Tajiro  Sumlda. 

Do. 

Do. 

Do. 

Do  . 

Do. 

Do. 


8u- 


[P.  R.  Doc.  49-1671;  Piled,  Mar.  4,  1949;  8:52  a.  m.] 
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(Vesting  Order  12832] 
Maison  Rm>OLPHx  Coles  S.  A. 

In  re:  Debt  owing  to  Maison  Rudolphe 
Coles  S.  A. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex.ec- 
utive  Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Schering  A.  G..  the  last  known 
address  of  which  is  Berlin,  Germany,  is  a 
corporation  organized  under  the  laws  of 
Germany,  and  which  has  or,  since  the 
effective  date  of  Executive  O-der  8389,  as 
amended,  has  had  Its  principal  place  of 
business  in  Germany  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  Maison  Rudolphe  Coles  S.  A. 
Is  a  corporation  organized  under  the  laws 
of  Belgium,  whase  principal  place  of  busi- 
ness is  located  at  Brussels,  Belgium,  and 


is  or,  since  the  effective  date  of  Executive 
Order  8389.  as  amended,  has  been  owned 
or  controlled  by  or  acting  or  purporting 
to  act  directly  or  Indirectly  for  the  bene- 
fit of  or  on  behalf  of  the  aforesaid  Scher- 
ing A.  G..  and  is  a  national  of  a  desig- 
nated enemy  country- (Germany ) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Maison  Rudolphe  Coles 
S.  A.  by  Sherka  Chemical  Company.  Inc., 
86  Orange  Street,  Bloomfleld.  New  Jersey, 
In  the  amount  of  $2,014.44  as  of  December 
31,  1945.  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Maison  Rudolphe 
Coles  S.  A.,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 
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and  it  is  hereby  determined : 

4.  That  Maison  Rudolphe  Coles  S.  A.  is 
controlled  by  or  acting  for  or  on  behalf 
of  a  designated  enemy  country  (Ger- 
many) or  persons  within  such  country 
and  is  a  national  of  a  designated  enemy 
country  (Germany) ;  and 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[seal]  Davh)  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doo.    49-1674;    Piled,    Mar.    4.    1949; 
8:53  a.  m.] 


[Vesting  Order  12854] 


TORAKICHI  SAKATA  AND  CaLIFORNU- WEST- 
ERN States  Life  Insurance  Co. 

In  re:  Rights  of  Toraklchl  Sakata  to 
funds  in  Premiiun  Deposit  Accoimt  No. 
824  with  California -Western  States  Life 
Insurance  Company.  File  No.  F-39^ 
B335-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found! 

1.  That  Toraklchl  Sakata,  whose  last 
known  address  is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated  en- 
emy country  (Japan) } 

2.  That  certain  debt  or  other  obligation 
of  the  Callfomia-Westem  States  Life  In- 
surance Company,  Sacramento.  Califor- 
nia, arising  out  of  Premium  Deposit  Ac- 
count No.  824.  In  the  name  of  Toraklchl 
Sakata.  together  with  any  and  all  accru- 
als thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 


KNCC 
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requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
eultation  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
*  enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  24.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Azsi&iant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP,   B.    Doc.    49-1731;    Filed.    Mar.    7.    1949; 
8:6S  a.  m.] 


NOTICES 

AH  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescrit>ed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  24.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazxlon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  ProperAy. 

[F.   R.    Doc.    49-1733;    Piled.    Mar.    7,    1949; 
8:66  a.  m.] 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1737;    Filed,    Mar.    7.    1949; 
8:5«  a.  m] 


I  Vesting  Order  12869] 
Norma  Lorenzer 

In  re :  Bank  account  owned  by  and  debt 
owing  to  Norma  Lorenzer.  F-2&-12865- 
C-1;  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Norma  Lorenzer.  whose  last 
known  address  Is  10  Keferstrasse. 
Munich.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  Utah  Savings  tt  Trust  Company, 
235  South  Main.  Salt  Lake  City.  Utah, 
arising  out  of  a  Savings  Account,  account 
niKnber  29655.  entitled  George  Mueller, 
trustee  for  Norma  Lorenzer.  maintained 
at  the  aforesaid  savings  and  trust  com- 
pany, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Norma  Lorenzer.  by  Royal 
Baking  Company.  32  West  Third  South 
Street.  Salt  Lake  City,  Utah,  in  the 
amount  of  $1,316.00.  as  of  December  31. 
1945.  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  Norma  Lorenzer. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

ancit  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  bo  treated  as  a 
national  of  a  designated  enemy  country 
((Germany). 


[Vesting  Order   12863] 
Richard  Roth 


In  re:  Bank  account  owned  by  Richard 
Roth.     F-28-8879-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Richard  Roth,  whose  last 
known  address  is  3  Staedlerstrasse.  Fried- 
loerg.  Hessen.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows; That  certain  debt  or  other  obliga- 
tion owing  to  Richard  Roth,  by  The 
Chase  National  Bank  of  the  City  of  New 
York.  18  Pine  Street.  New  York  15,  New 
York,  arising  out  of  a  Savings  Account, 
account  number  25514.  entitled  Richard 
Roth,  maintained  at  the  branch  office  of 
the  aforesaid  bank  located  at  Cristobal. 
Canal  Zone,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  loehalf  of.  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ;  . 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  lor  the 
benefit  of  the  United  States. 


(Vesting  Order  12867] 
Clara  Wiesb 


In  re:  Bank  account  owned  by  Clara 
Wiese.    F-28-12734-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Clara  WIese,  whose  last  known 
address  Is  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Clara  Wiese,  by  The  San 
Francisco  Bank,  526  California  Street, 
San  Francisco  4,  California,  arising  out 
of  a  Savings  Account,  account  number 
764260.  entitled  Clara  Wiese.  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation-and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  24.  1949. 

For  the  Attorney  General. 

[  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-1738:    Piled.    Mar.    7.    1»49; 
8:56  ^.  m.] 
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VOLUME   14  "^"^OlinjfO^^  NUMBER  45 

Washington,  Wednesday,  March  9,  7949 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  22 — Appeals  of  Preference  Eligi- 
BLES  Under  the  Veterans'  Preference 
Act  or  1944 

MISCELLANEOnS  AMENDMENTS 

Effective  upon  publication  in  the  Fed- 
eral Register.  §;223  and  22.4  are 
amended  to  read  as  follows : 

S  22.3  Notification  of  adverse  decisions 
of  administrative  officers  of  agencies. 
Adverse  decisions  by  administrative  offi- 
cers following  notification  of  proposed 
adverse  action,  charges  and  opportunity 
for  answer  shall  be  in  writing,  dated,  and 
submitted  to  the  employee  promptly 
after  such  decisions  have  been  made. 
The  employee  shall  at  the  same  time  be 
advised.  In  the  same  notification,  of  his 
right  to  appeal  the  adverse  decision  to 
the  appropriate  office  of  the  Civil  Service 
Commission  within  ten  (10)  days  after 
the  date  the  adverse  decision  becomes 
effective. 

S  22.4  Appeals  to  the  Commission; 
time  limit.  The  Commission  will  not  en- 
tertain an  appeal  for  consideration  or 
review  of  any  action  under  section  14  of 
the  Veterans'  Preference  Act  of  1944  prior 
to  an  adverse  decision  making  effective 
the  discharge.  susF>ension  for  more  than 
thirty  (30)  days,  furlough  without  pay, 
or  reduction  in  rank  or  compensation. 
Ten  (10)  days  after  the  effective  date  of 
the  adverse  decision  shall  be  considered 
as  a  reasonable  time  to  prepare  and  sub- 
mit an  appeal  under  this  section:  Pro- 
vided, That  In  a  reduction  In  rank 
(grade)  resulting  from  an  allocation  of  a 
field  position  by  an  employing  agency, 
where  there  Is  a  right  to  appeal  the  posi- 
tion allocation  to  the  agency  under  its 
established  administrative  procedures, 
the  time  limit  on  the  appeal  to  the  Com- 
mission shall  be  either  ten  (10)  days  after 
the  effective  date  of  the  adverse  decision 
or  ten  (10)  days  after  the  decision  by  the 
agency  on  the  administrative  position 
allocation  appeal,  at  the  election  of  the 
employee.  The  time  limit  may  be  ex- 
tended In  the  discretion  of  the  Commis- 
sion upon  a  showing  by  the  employee 
that  he  was  not  notified  of  his  right  to 


appeal  as  provided  in  §  22.3  and  was  un- 
aware of  his  right  in  this  respect  or  that 
circumstances  beyond  his  control  pre- 
vented him  from  filing  an  appeal  within 
the  prescribed  ten  (10)  days. 

(Sec.  11,  58  Stat.  390;  5  U.  S.  C.  860) 

Note:  The  (Commission  has  found  that 
good  cause  exists  for  making  these  amend- 
ments effective  upon  publication  In  the  Fed- 
eral Register  since  they  are  designed  to 
clarify  the  rights  granted  to  veteran  prefer- 
ence ellglbles  by  section  14  of  the  Veterans' 
Preference  Act  of  1944. 

United  States  Civil  Serv- 
ice Commission, 
[seal]        H.  B.  Mitchell. 

President. 

IP.    R.    Doc.    49-1746;    Piled.    Mar.    8,    1949; 
8;47a.  ml 


TITLE  25~INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department  of  the  Interior 

Subchapter  L — Irrigation  Charges:  Operation  and 
Mointenonc* 

Part  130 — Operation  and  Maintenance 
Charges 

colorado  river  indian  irrigation  project, 

ARIZONA 

March  3.  1949. 

On  December  31.  1948.  there  was  pub- 
lished in  the  Federal  Register  a  notice 
of  intention  to  amend  §§  130.6. 130.7a  and 
130.8  of  Title  25.  Code  of  Federal  Regula- 
tions. These  sections  in  their  proposed 
amended  form  were  stated  verbatim  in 
the  notice.  They  prescribe  the  rate  of 
annual  assessments,  to  be  made  against 
lands  on  the  Colorado  River  Indian  Irri- 
gation Project  on  a  per  acre  basis  as  re- 
quired by  law,  to  meet  the  costs  of  oper- 
ating and  maintaining  the  project. 

The  proposed  increase  In  rates  was  dis- 
cussed with  the  Indian  tribal  council  of 
the  Colorado  River  Reservation  several 
times  in  advance  of  publication  of  the 
notice.  Following  the  publication,  the 
tribe,  through  counsel,  filed  written  ob- 
jections. 

Principally,  It  was  contended  that  In 
discussions  had  some  eight  or  ten  years 

(Continued  on  next  page) 


CONTENTS 

Ah'en  Property,  Office  of  Pa«e 
Notices : 
Vesting  orders,  etc.: 

Bank  of  Italy  et  al 1073 

Bauer,  Margaret 1076 

Ebner,  Lena  Gessner 1073 

Hansen,  Christine 1074 

Lambert.  Anna,  et  al 1074 

Mack,  Nina 1074 

Moeller.  Ernest  W 1077 

Muller,  Willi,  et  al 1077 

Ot.'=;uki.  Iwajiro.  and  Chieko 

Otsuki 1077 

Schmieder,  Kurt 1075 

Societe  Rhodiaceta 1077 

Steinaecker,      Ellsa     Baronin 
Von,    and    Mrs.    Eleonore 

Ruggeberg 1073 

Vivier,  Felix 1078 

Army  Department 

Notices: 
Military   government   for  Ger- 
many;   export-import   infor- 
mation      1066 

Civil  Service  Commission 

Rules  and  regulations: 

Appeals  of  preference  eligibles 
under  Veterans'  Preference 
Act  of  1944;  miscellaneous 
amendments 1063 

Commerce  Department 

See  Foreign  and  Etomestic  Com- 
merce, Bureau  of;  Indian  Af- 
fairs Bureau. 

Federal  Communications  Com- 
mission 
Notices: 
Hearings,  etc.: 
American  Telephone  and  Tel- 
egraph Co.  et  al 1068 

Farnsworth    Television    and 

Radio  Corp.  et  al 1068 

Port  Frere  Broadcasting  Co., 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  book 
is     now    available: 

Title  3,  1948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

This  book  may  bo  obtcinod  from  tho 
Superintendent  of  Document*,  Govern- 
ment Printing  Office,  Wothington  25,  D.  C, 
at    $2.75    per   copy. 
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Indian  Affairs  Bureau 

Rules  and  regulations: 
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maintenance  charges- —     1063 

Internal  Revenue  Bureau 

Rules  and  regulations: 

Distilled  spirits  and  wines, 
drawback;  miscellaneous  ex- 
cise taxes 106-> 


ago  when  the  construction  of  the  Head- 
gate  Rock  Dam  was  being  considered,  the 
Indians  were  lead  to  believe  that  the  con- 
struction of  the  dam  would  result  in  a 
lower  rate  of  assessments  by  obviating 
the  need  for  continuing  pumping  opera- 
tions, and  that  the  promised  reduction  in 
rates  was  not  made  until  1946.    (At  that 
time  the  rate  for  the  delivery  of  4  acre- 
feet  of  water  was  $6.50  per  acre- foot  per 
acre.)    Our  records  show,  however,  that 
in  1942  the  assessment  was  reduced  from 
the  previous  rate  of  $6.50  to  $4.50  basic 
charge  for  the  delivery  of  4  acre-feet  of 
water  per  acre.   It  was  further  found  that 
for   all   subsequent   years,   except    1943. 
until  1947,  the  rate  has  been  $4  50  for 
the  delivery  of  4  acre-feet  of  water  per 
trre  of  land  irrigated;  and  that  In  1947 
and  1948,  the  rate  was  reduced  to  $3.50 
for  4  acre-feet  of  water  with  the  further 
provision  that  water  would  be  delivered 
to  certain  land  on  the  old  part  of  the 
project  not  fully  prepared  for  Irrigation 
by  payment  of  '-  of  the  basic  charge, 
the  balance  of  which  would  stand  as  a  lien 
against  the  lands. 


The  Indians  also  objected  to  the  pro- 
vision in  the  order  reciting  that  the  re- 
maining ',2  of  the  basic  rate  for  certain 
lands  on  the  old  part  of  the  reservation. 
If  not  paid,  would  stand  as  a  lien  against 
the  land.    Their  attention  was  called  to 
the  fact  that  the  lien  is  not  created  by 
the  order  but  by  act  of  Congress  approved 
March  7,  1928  (45  Stat. -210.  25  U.  S.  C. 
1940  ed.  387),  and  that  the  reference 
thereto  in  the  order  was  but  a  declaration 
or  notice  to  the  landowner  of  the  fact  that 
a  lien  would  exist  for  the  unpaid  balance 
of  the  basic  assessment.    This  Is  so  be- 
cause under  the  said  act  the  total  costs 
must  be  spread  over  all  of  the  assessable 
lands  on  a  per  acre  basis. 

Reports  from  the  Project  giving  an 
analysis  of  costs  In  recent  years  and  an 
estimate  of  costs  for  operating  and  main- 
taining the  Project  for  1949  lead  to  the 
conclusion  that  the  Increase  In  rates  car- 
ried in  the  notice  published  December  31. 
1948.  are  necessary  to  meet  operating  ex- 
penses in  1949.  The  sections  of  the  Code 
of  Federal  Regulations  mentioned, 
amended  as  published  In  the  said  notice 
are,  therefore,  approved  and  promul- 
gated as  follows: 

§  130.6    Charges.      Pursuant    to    the 
provisions  of  the  acts  of  Congress  ap- 
proved August  1.  1914  and  March  7,  1928 
(38  Stat.  583,  45  Stat.  210;  25  U.  S.  C. 
385  387  > ,  the  annual  basic  charge  against 
the  land  to  which  water  can  be  delivered 
under  the  Colorado  River  Indian  Irriga- 
tion project  m  Arizona,  for  the  operation 
and   maintenance    of    that    project,    is 
hereby  fixed  until  further  notice  at  $5.00 
per  acre  per  annum  for  the  delivery  of 
not  to  exceed  four  acre  feet  of  water  per 
acre  per  annum,  except  that  when,  with 
the  approval  of  the  Superintendent,  cer- 
tain  alkali   tracts  are   planted   to  rice 
with  a  view  to  reclaiming  the  lands,  a 
quantity  of  water  reasonably  sufficient 
to  carry  away  alkali  salts  may  be  fur- 
nished to  any  such  tracts  of  land  for  not 
more  than  two  successive  years  at  a  rate 
of  $5.00  per  acre  per  annum:  Provided, 
however.  That  the  owners  of  Indian  lands 
that  are  not  under  lease  to  non-Indian 
les.sees    and    whose    lands    are    located 
within  the  boundaries  of  Townships  8 
and  9  North.  Ranges  20  and  21  West.  S. 
&  G.  R.  B.  M..  commonly  known  as  the 
old  portion  of  the  project,  shall  be  re- 
quired to  make  only  a  partial  cash  pay- 
ment of  $2  50  per  acre  per  annum  until 
such  time  as  In  the  opinion  of  the  Su- 
perintendent these  lands  are  subjugated 
to  the  standards  now  being  followed  in 
the  development  of  new  lands  in  other 
parts  of  the  project.    The  remaining  un- 
paid part  of  the  $5.00  basic  assessments 
in  such  cases  shall  stand  as  a  first  lien 
against  the  land  until  paid.    The  fore- 
going charges  shall  become  effective  for 
the  irrigation  season  of  1949  and  con- 
tinue in  effect  thereafter  until  further 
notice. 

5  130.7a  Charges  for  stock  irater. 
For  stock  water  delivered  through  the 
project  canal  and  lateral  system  to  resi- 
dents using  reservation  lands  for  stock 
purposes  only,  a  charge  of  $2.00  shall  be 
made  for  each  filling  of  a  stock  water 
tank. 
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§130.8  Time  of  payments.  The  basic 
water  charge  fixed  In  8  130.6  shall  become 
due  on  March  1  of  each  year  and  shall  be 
payable  on  or  before  that  date  each  year, 
except  that  in  cases  of  Indians  who  have 
been  In  possession  of  lands  under  tribal 
permit  or  assignment  less  than  six 
months  on  said  date,  the  payment  shall 
become  due  the  first  day  of  July  follow- 
ing; except  further  that  where  Indian 
lands,  upon  which  the  annual  assessment 
has  not  been  paid  for  any  particular  year, 
are  leased  effective  July  1  of  such  year  to 
terminate  June  30  of  a  subsequent  calen- 
dar year,  and  containing  provisions  that 
the  lessee  shall  pay  the  operation  and 
maintenance  assessments,  only  one-half 
of  the  assessment  shall  be  collected  from 
the  lessee  for  the  remainder  of  the  cal- 
endar year  during  which  the  lease  Is 
made  and  shall  be  payable  on  or  before 
the  effective  date  of  the  lease.  For  the 
last  six  months  of  the  term  of  such  a 
lease  one-half  of  the  annual  assessment 
shall  be  paid  on  or  before  March  1,  pre- 
ceding the  expiration  of  the  lease. 

(38  Stat.  583,  45  Stat.  210;  45  U.  6.  C. 
385.  387) 

WiLLUM  Zimmerman.  Jr.. 
Acting  Commissioner. 

[F.   R.    Doc.    40-1741;    Filed.    Mar.    8.    1949; 
8:45  a.  m.) 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Sub<hapt«r   C — Mittalloncoui   Excise   Toxe* 
|T.  D.  5691] 

Part  176 — Drawback  on  Distilled 
Spirits  and  Wines 

miscellaneous  amendments 

1.  Sections  176.16  (e),  176  17  (e), 
176.170,  176.21  (b).  176.22  and  176  57  of 
Regulations  28,  approved  August  29, 1940 

^     (26  CFR,  Part  176)  are  hereby  amended. 

2.  The  purpK).se  of  these  amendments  is 
to  eliminate  the  requirement  for  the 
preparation  of  Form  1600.  Certificate  of 
District  Supervisor  of  Alcohol  Tax  Unit 
of  Tax-Paid  Spirits  or  Wines  Bottled  Es- 
pecially for  Export. 

3.  It  is  found  that  compliance  with  the 
notice,  public  rule-making  procedure  and 
elTective  date  requirements  of  the  Ad- 
ministrative Procedure  Act.  approved 
June  11.  1946.  is  unnece.ssary  in  connec- 
tion with  the  Issuance  of  these  regula- 
tions for  the  reason  the  changes  made 
are  of  an  administrative  nature  only. 

§  176.16  Bottling  of  distilled  spirits  or 
wines  without  rectification  by  rectifiers 
and  proprietors  of  tax-paid  bottling 
houses.     •     •     • 

(e)  Action  by  district  supervisor.  The 
district  supervisor  shall  forward  Form 
230  to  the  Commissioner  for  use  In  con- 
nection with  the  examination  of  the 
claim  for  drawback  on  such  spirits  or 
wines. 

§  176.17  Bottling  of  wines  by  wine- 
makers  or  proprietors  of  bonded  store- 
rooms.    •     •     • 

(e)  Action  by  district  supervisor.  The 
district  supervisor  shall  forward  Form 
230  to  the  Commissioner  for  use  in  con- 
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nectlon  with  the  examination  of  the 
claim  for  drawback  on  such  wines. 

§  176.170  Action  by  district  super- 
visor. The  district  supervisor  shall  for- 
ward Form  1684  to  the  Commissioner  for 
u.se  in  connection  with  the  examination 
of  the  claim  for  drawback  on  such  spirits 
or  wines. 

§  176.21  Application,  Form  237.  •  •  • 
(b)  Action  by  district  supervisor.  The 
district  supervisor  shall  forward  to  the 
Commissioner  a  copy  each  of  Forms  122 
and  237  and  Form  1583.  If  any.  for  use  in 
connection  with  the  examination  of  the 
claim  for  drawback  on  such  spirits  or 
wines. 

§  176.22  Rectification  by  person  other 
than  the  bottler.  Where  distilled  spirits 
or  wines  intended  to  be  bottled  especially 
for  export  with  benefit  of  drawback  are 
to  be  rectified  by  a  person  other  than  the 
bottler,  the  rectifier  shall  Insert  in  each 
copy  of  Form  122.  after  the  description  of 
the  packages  to  be  dumped,  a  notice  of 
Intention  as  follows: 

TTie  above  described  spirits  (or  wines  i  will, 
after  rectification,  be  packaged  and  shipped 
to  

(Name  and  address  of  bottler) 
for  bottling  especially  for  export. 

When  the  spirits  have  been  rectified 
and  packaged,  the  rectifier  shall  insert  in 
each  copy  of  Form  237.  before  forwarding 
the  same  to  the  district  supervisor,  a 
notice  of  intention  as  follows: 

The  above  described  spirits  (or  wines)  rec- 
tified pursuant  to  Form  122,  Serial  No. , 

dated    .    19 ,    are    to   be 

shipped  to , 

(Name  and  address  of  bottler) 
for  bottling  especially  for  export. 

After  the  packages  have  been  properly 
stamped,  the  rectifier  shall  stencil  or 
mark  thereon,  in  addition  to  the  other 
required  marks  or  brands,  the  words  "for 
bottling  especially  for  export."  Such 
packages  shall  then  be  deposited  In  the 
export  storage  room  pending  release  by 
the  Government  officer  for  shipment  to 
the  bottling  plant,  unless  they  are  to  be 
shipped  immediately.  The  rectifier  and 
the  storekeeper-gauger,  or  designated 
officer,  will  proceed  otherwise  in  accord- 
ance with  the  provisions  of  §§  176.18  to 
176.21.  and  in  addition  the  rectifier  will 
furnish  the  bottler  with  a  copy  of  the 
Form  237.  The  district  supervisor  shall 
forward  to  the  Commissioner  a  copy  each 
of  Forms  122  and  237  and  Form  1583.  If 
any.  for  use  In  connection  with  the  ex- 
amination of  the  claim  for  drawback  on 
such  spirits  or  wines.  If  the  spirits  or 
wines  so  rectified  are  to  be  transferred 
by  pipe  line  to  a  contiguous  tax-paid 
bottling  house,  the  rectifier  shall  proceed 
In  accordance  with  the  provisions  of  this 
section,  except  that  he  shall  Insert  in  each 
copy  of  Form  237,  before  forwarding  one 
copy  to  the  bottler  and  two  copies  to  the 
district  supervisor.  In  lieu  of  the  notice 
of  Intention  above  required,  a  notice  of 
Intention  as  follows: 

The  above  described  spirits  (or  wines) 
rectified  pursuant  to  Form   122.  Serial  No. 

- dated  19 ,  are 

to  be  transferred  by  pipe  line  to 

for    bottling 

(Name  and  address  of  bottler) 
especially  iot  export. 


1065 

S  176.57  Action  on  claim.  The  Com- 
missioner will,  upon  receipt  of  the  claim. 
Form  1582  or  Form  1582-A,  from  the  dis- 
trict supervisor,  examine  the  claim  and 
the  records  of  his  office.  Forms  122,  230, 
237.  1583  and  1684  previously  furnished 
him  as  provided  by  8§  176.16  to  176.23, 
to  determine  whether  the  spirits  or  wines 
described  in  the  claim  have  been  fully 
tax-paid.  If  the  Commissioner  finds 
that  such  spirits  or  wines  have  been  fully 
tax-paid  he  will  approve  the  claim  and 
schedule  it  for  payment.  If  the  claim  is 
disallowed,  the  Commissioner  will  so 
notify  the  claimant  and  state  the  reasons 
therefore. 

4.  This  Treasury  decision  shall  be  ef- 
fective on  the  date  of  Its  publication  in 
the  Federal  Register. 

(Sec.  3179  <b).  Internal  Revenue  Code 
(26  U.  S.  C.  3179  <b)  >  and  sees.  309  (a>. 
(b).  (c).  (d)  and  313  (i)  of  the  Tariff 
Act  of  1930.  as  amended  (19  U.  S.  C. 
1309  (a),  (b),  (c).  (d)   and  1313  (i))) 

[seal]  Daniel  A.  Bolich, 

Acting  Commissioner 
of  Internal  Revenue. 

Approved:  March  3,  1949.    ' 

Thomas  J.  Lynch, 
Acting  Secretary  of  the  Treasury. 

|P     R.    Doc.    49-1752;    Piled.    Mar.    8,    1949; 
8:50  a.  m.) 

TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

Part  120 — Annual.  Specul,  or 
Perodical  Reports 

steam  railways;  supplement  to  annual 
report  form  a,  consolidated  statisti- 
CAL statements 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  1,  held  at  Its 
office  in  Washington,  D.  C,  on  the  24th 
day  of  February  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Steam  Railway  Companies  of  Class  I  be- 
ing under  consideration  and  good  cause 
appearing  therefor.  It  is  ordered,  that: 

§  120.11a  Supplement  to  form  pre- 
scribed for  large  and  medium  steam 
roads.  The  requirement  of  the  order  of 
December  18,  1941,  as  amended  by  order 
dated  August  31.  1942  (49  CFR  Supp., 
7  F.  R.  26,  7180),  that  those  steam  rail- 
way companies  which  had  railway  oper- 
ating revenues  of  $10,000,000  or  more,  be 
required  to  file  a  Supplemental  Consoli- 
dated Statistical  Statement,  In  addition 
to  and  separate  from  Annual  Report 
Form  A  <49  CFR,  120.11) ,  is  hereby  waived 
with  respect  to  the  year  ended  December 
31,  1948;  and  further,  that  all  other  pro- 
visions of  said  order,  as  amended,  shall 
remain  in  full  force  and  effect.  (24  Stat. 
386.  34  Stat.  593,  35  Stat.  649.  36  Stat. 
556.  41  Stat.  493,  54  Stat.  916;  49  U.  S.  C. 
20  (l)-(8)) 

By  the  Commission,  Division  1. 

[SEAL]  W.  P.  Barttl, 

Secretary. 

[F.   R.   Doc.   40-1747;    Filed,    Mar.    8,    1840; 
8:48  a.  m.l 
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Part  120 — Anntjal.  Special  or  Periodical 
Reports 

railway  lessor  company  annual  report 

FORM  E 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at  Its 
office  in  Washington,  D.  C,  on  the  28th 
day  of  February  A.  D.  1949. 

The  matter  of  Annual  Reports  from 
Lessors  to  Steam  Railways  being  under 
consideration: 

It  is  ordered.  That  the  order  of  Febru- 
ary 4,  1947.  In  the  Matter  of  Annual  Re- 
ports  from   Lessors   to   Steam   RaHway 
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Companies  (49  CFR,  120.14)  be.  and  it  Is 
hereby  modified  with  respect  to  annual 
reports  for  the  year  ended  December  31. 
1948.  and  subsequent  years,  as  follows: 

§  120.14  Form  prescribed  for  lessors 
to  steam  railways.  All  lessors  to  Steam 
Railway  Companies,  subject  to  the  pro- 
visions of  section  20,  Part  I  of  the  Inter- 
state Commerce  Act.  shall  file  under  oath 
an  annual  report  for  the  year  ended  De- 
cember 31,  1948,  and  for  each  succeed- 
ing year  until  further  order,  in  accord- 
ance with  Annual  Report  Form  E  (Rail- 
way Les.sor  Companies)'  which  is  hereby 
approved  and  made  a  part  of  this  section. 


The  annual  report  shall  be  filed,  in  dupli- 
cate, in  the  Bureau  of  Transport  Econom- 
ics and  Statistics.  Interstate  Commerce 
Commission.  Washington  25.  D.  C.  on  or 
before  March  31  of  the  year  following 
the  one  to  which  It  relates.  (24  Stat. 
386.  34  Stat.  593.  35  Stat.  649.  36  Stat. 
558,  41  Stat.  916,  49  U.  S.  C.  20  (l)-(8)) 

Non:   Budget  Bureau  No.  60-RlOl. 5. 

By  the  Commission.  Division  1. 

[SEAL]  W.P.Bartel. 

Secretary. 

[P.    R.    Doc.    49-1748;    Filed,    Mar.    8.    1940; 
8:48  a.  m.l 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Military  Government  for  Germany 
(U.  S.) 

export-import  information 

Instructions  and  Memoranda  control- 
ling exports  from  Germany  and  Imports 
Into  Germany,  published  in  14  F.  R.  244, 
January  18.  1949  and  amended  in  14  F.  R. 
660.  February  15,  1949.  are  further 
amended  by  the  addition  of  JEIA  Instruc- 
tion No.  29,  the  text  of  which  reads  as 
follows : 

JEIA  Instruction  No.  29 

(Effective  Date  28  February  1949) 

Subject:  Import  Licensing  Procedure 

object 

1.  To  establish  a  revised  decentralized  Im- 
port licensing  procedure  to  facilitate  and  ex- 
pedite the  Import  of  commodities  needed  for 
export  production  and  the  essential  Inter- 
nal economy,  effective  28  February  1949.  pro- 
vided, however,  that  for  the  time  being  and 
untU  further  notice  this  procedure  will  not 
be  effective  In  the  US.  UK,  and  French  Sectors 
of  Berlin  and  the  French  Zone  of  Occupied 
Germany. 

SCOPE 

2.  The  l.ssue  of  Import  licenses  under  the 
terms  and  conditions  of  this  Instruction  Is 
authorized  for  approved  Imports,  subject  to 
the  regulations  of  the  Main  Office,  Joint  Ex- 
port-Import Agency  (hereinafter  referred  to 
as  JEIA). 

3.  This  Instruction  rescinds  JEIA  Instruc- 
tion No.  4.  as  amended,  and  JEIA  Instruction 
No.  10,  as  amended. 

4.  Any  Importer,  manufacturer,  or  Indus- 
try group  (hereinafter  referred  to  as  "Im- 
porter"), will  be  eligible  to  Import  commodi- 
ties mnder  this  procedure. 

import  advisory  committee 

6.  An  Import  Advisory  Committee  (here- 
inafter referred  to  as  lAC)  will  be  established 
to  supervise  Imports  Into  the  Bizonal  Area  of 
Western  Germany.  The  lAC  will  consist  of 
the  Director  Foreign  Trade  Division,  JEIA.  as 
chairman,  and  representatives  of  JEIA,  Bi- 
partite Control  Office  (BICO),  German  Ad- 
ministration for  Economics  (VfW),  German 
Administration  for  Food,  Agriculture  and 
Forestry  (VELF),  and  Bank  E>eutscher  Laend- 
er.  The  lAC  may  place  such  restrictions  or 
regulations  on,  or  Issue  such  Instructions  for. 
the  importation  of  any  commodity  as  It  may 
deem  desirable. 


NOTICES 


6.  After  JEIA  approval  of  quarterly  bud- 
gets and  supplements  thereto  and  the  com- 
modity programs  established  thereunder,  the 
VfW  and  VELF  will  Jointly  from  time  to  time 
issue  public  notices  regarding  the  list  of 
commodities  approved  by  lAC  for  Import 
under  this  decentralized  procedure,  the 
quantity  and  total  budgetary  amount  al- 
located for  each  commodity,  together  with 
such  restrictions,  regulations  or  Instructions 
as  may  pertain  to  such  approval. 

Btn>CET  control 

7.  Under  the  supervision  of  JEIA,  a  Cen- 
tral Commodity  Budget  Office  (hereinafter 
referred  to  as  CCBO)  will  be  established.  The 
CCBO  will  maintain  records  of  all  budgetary 
allocations  In  accordance  with  Instructions 
Issued  by  the  Comptroller,  JEIA.  The  code 
system  of  commodity  and  country  of  source 
numbers  (1938  German  code — Aussenhan- 
delswarenverzelchnls)  will  be  used  for  sim- 
plification of  record  keeping  and  transmittal 
of  Information  between  Aussenhandels- 
banken  and  CCBO  as  hereinafter  provided. 

import  application 

8.  An  importer  desiring  to  Import  com- 
modity for  which  provision  Is  made  In  the 
budget,  will  negotiate  directly  with  foreign 
suppliers  in  accordance  with  normal  trade 
practices.  The  Importer  will  submit  an  Im- 
port license  form  In  quintuplicate  to  a  For- 
eign Trade  Bank  (hereinafter  referred  to 
as  Aussenhandelsbank).  The  Importer  will 
place  the  appropriate  commodity  and  coun- 
try of  source  code  number  on  the  Import 
license  form.  No  Import  license  will  be 
submitted  for  any  commodity  In  an  amount 
In  excess  of  20"c  of  the  total  budgetary 
allocation  for  the  particular  commodity  ex- 
cept as  ptherwlse  authorized  by  lAC.  Where 
limitations  have  been  placed  by  lAC  upon 
country  of  source,  but  the  Importer  can  ob- 
tain the  commodity  from  sources  other  than 
those  designated  or  more  favorable  terms, 
he  can  request  lAC  to  reconsider  the  matter. 

CLEARANCC  by  CCBO 

9.  Au.ssenhandelsbanken  will  utilize  fund 
allocations  and  render  reports  thereon  to 
CCBO  In  accordance  with  Instructions  Issued 
by  Bank  Deutscher  Laender  with  the  ap- 
proval of  lAC.  These  instructions  will  pre- 
scribe the  method  of  verification  of  avail- 
ability of  funds  and  authority  to  issue  the 
Import  license. 

10.  Immediately  upon  receipt  of  notifica- 
tion of  proposed  utilization  of  funds  CCBO 
will  check  that  the  necessary  funds  have  been 
approved  for  the  proposed  Import  and  not  yet 
allocated  for  expenditure.  Where  funds  are 
available  CCBO  will  make  the  proper  nota- 


"  Filed  as  part  of  the  original  document. 


tlon  In  Us  records  and  transmit  approval  of 
the  proposed  fund  utilization  through  bank- 
ing channels.  Where  budgetary  funds  have 
all  been  previously  committed  the  Aussen- 
handelsbank will  be  Immediately  notified  of 
the  disapproval  of  the  license.  If  only  a 
portion  of  the  requested  amount  Is  available. 
t>ecause  the  budgetary  allocation  has  been 
previously  committed  CCBO  will  enter  the 
total  available  amount  In  Its  records  and  the 
Aussenhandelsbank  will  be  notified  accord- 
ingly. Where  the  commodity  Is  to  be  paid 
with  ECA  funds,  the  Aussenhandelsbank  will 
be  BO  advised  and  will  make  an  appropriate 
notation  on  the  Import  license  before  Issue 
thereof. 

11.  The  Aussenhandelsbank  will  notify  the 
Importer  within  24  hours  of  receipt  of  noti- 
fication of  approval  In  whole  or  part  or 
disapproval  of  license.  In  the  event  that  an 
Importer  refuses  to  accept  the  license  for  a 
lesser  quantity  than  originally  applied  for, 
he  will  so  notify  the  Aussenhandelsbank 
within  one  week  and  the  Aussenhandelsbank 
will  promptly  notify  the  CCBO  In  order  to 
make  the  released  amount  available  to  other 
Importers. 

documentation 

12.  Upon  receipt  of  notification  of  approval 
the  Import  license  will  be  stamped  "Approved 
on  behalf  of  JEIA",  dated,  and  signed  by  the 
Aussenhandelsbank.  and  given  a  serial  num- 
ber beginning  with  0001  preceded  by  an  Iden- 
tifying symbol  of  the  Aussenhandelsbank. 
The  license  will  be  distributed  as  follows: 

(a)  One  copy  retained  by  Aussenhandels- 
bank; 

(b)  One  copy  to  CCBO; 

(c)  Three  copies  to  the  Importer  for  follow- 
ing use: 

( I )  One  copy  for  customs; 

(II)  One  copy  for  Importer; 

(III)  One  copy  for  seller,  when  required. 

miscellaneous  imports 

13.  Importers  will  be  permitted  In  ac- 
cordance with  this  Instruction  to  obtain  Im- 
port licenses  for  miscellaneous  commodities, 
operating  supplies,  and  maintenance  mate- 
rials required  for  export  production  or  essen- 
tial Internal  economy  production  and  not 
covered  by  specific  commodity  budgetary 
provisions,  to  the  extent  of  CCBO's  budgetary 
allocation  for  miscellaneous  Imports.  lAC 
win  Issue  appropriate  regulations  In  regard 
to  Import  licensing  of  miscellaneous  Imports 
under  this  paragraph. 

allocation    CERTinCAT* 

14.  In  such  cases  as  lAC  may  determine, 
allocations  may  be  made  for  the  import  of 
any  commodity  by  an  approved  Industry, 
trade  or  Import  group.  In  such  cases,  lAC 
shall  determine  the  appropriate  fund  allo- 
cation plan  and  fund  allocation  certificates 
■hall  be  Issued  to  the  designated  parties  by 
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VfW  or  VELF  In  accordance  with  the  ap- 
proved plan.  When  an  Importer  submits  the 
import  license  form,  as  provided  In  paragraph 
•8  above,  together  with  such  a  fund  alloca- 
tion certificate  to  an  Aussenhandelsbank,  the 
Aussenhandelsbank  will  not  be  required  to 
obtain  further  approval  before  Issuing  the 
Import  license.  The  Aussenhandelsbank  will, 
however,  submit  the  copy  of  the  license  dally 
to  CCBO.  as  provided  In  paragraph  12  above, 
together  with  the  fund  allocation  certificate 
number.  Any  divergence  from  country 
source  stated  on  fund  allocation  certificate 
must  be  referred  to  lAC  for  approval  before 
Import  license  Is  Issued. 

IMPORT    CONTRACTS 

16.  Importers  will  negotiate  their  con- 
tracts In  accordance  with  normal  trade  prac- 
tices. They  must  be  prepared  to  Justify  their 
prices  as  the  mo6t  favorable  which  could  have 
been  obtained  under  the  circumstances.  Pur- 
chases on  normal  credit  terms  are  author- 
ized where  such  purchases  can  be  made 
without  prejudice  to  price.  Records  of  all 
Import  commitments  will  be  held  available 
by  Importers  for  examination  by  JEIA  or  Its 
designee  or  both.  Failure  of  importers  to 
comply  with  the  terms  and  conditions  of 
this  Instruction  may  be  grounds  for  denial 
of  future  Import  licenses. 

EHIPPINO 

16.  The  use  of  German  shipping  and 
German  ship  brokers  will  be  In  accordance 
with  JEIA  Instruction  No.  11,  17,  and  19  re- 
spectively. 

PAYMENTS    FOR    IMPORTS 

17.  The  importer  shall  arrange  payment 
terms  In  accordance  with  the  customs  of 
the  trade  but  In  no  event  shall  payment  be 
made  before  presentation  of  required  ship- 
ping documents  except  with  special  approval 
of  lAC.  The  Importer  will  request  the  Aus- 
senhandelsbank Issuing  the  license  to  ar- 
range for  the  establishment  of  letters  of 
credit  or  other  foreign  exchange  financing 
necessary  to  place  the  Imported  commodities 
at  German-US/ UK  French  Zone  -  border. 
Foreign  exchange  payments  will  be  made 
only  In  the  appropriate  currency  as  set  forth 
In  JEIA  Operational  Memorandum  No.  32. 
No  letters  of  credit  or  other  foreign  exchange 
financing  will  be  established  earlier  than  sixty 
days  before  the  anticipated  delivery  of  the 
Imported  commodity  In  accordance  with  the 
contract  terms,  except  with  approval  of  lAC. 

DEtrrscHE  mark  payment 

18.  (a)  Deutsche  Mark  financing  of  Im- 
ports will  be  arranged  on  the  basis  of  JEIA 
Operational  Memorandum  No.  25  In  accord- 
ance with  normal  banking  requirements 
within  the  framework  of  the  payments  ar- 
rangements existing  with  the  foreign  coun- 
tries concerned. 

(b)  Where  a  central  Import  Is  made  by 
JEIA  and  the  goods  are  to  be  turned  over 
to  a  German  consignee  upon  arrival,  the 
designated  consignee  will  make  the  appro- 
priate Deutsche  Mark  payment  to  the  Aus- 
senhandelsbank for  the  Import  In  accordance 
with  JEIA  Operational  Memorandum  No.  25 
or  arrange  for  the  Deutsche  Mark  financing 
with  the  Aussenhandelsbank  In  accordance 
with  normal  banking  practice  before  the 
shipping  documents  or  goods  are  turned  over 
to  ijlm.  . 

VALIDITY    or    import    LICENSE 

19  Any  Import  license  Issued  hereunder 
shall  be  valid  for  not  more  than  six  months 
from  date  of  Issue.  Within  fourteen  (14) 
days  of  the  expiration  date  of  an  Import  li- 
cense, importer  shall  apply  to  the  Aussen- 
handelsbank for  renewal  and  the  CCBO  shall 
be  notified  of  any  such  renewal.  Such  re- 
newal will  be  granted  by  the  Au6.senhandels- 
bank  only  where  foreign  exchange  financing 
has  been  established.    If  no  renewal  request 
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Is  submitted,  the  import  license  will  be 
deemed  null  and  void  after  the  expiration 
date.  Upon  sufficient  Justification  in  par- 
ticular cases,  lAC  may  authorize  the  Aus- 
senhandelsbank to  approve  an  Import  license 
valid  for  more  than  six  months. 

accounts 

20.  Accounting  records  will  be  main- 
tained and  accounting  reports  rendered  by 
the  Aussenhandelsbank  In  accordance  with 
procedures  to  be  agreed  with  the  Bank 
Deutscher  Laender  In  coordination  with 
JEIA. 

21.  CCBO  will  submit  ten  (10)  days 
■tatus  reports  to  lAC  In  accordance  with  the 
lAC's  Instructions. 

22.  Additional  budgetary  allocations  and 
any  transfer  of  budgetary  allocations  from 
one  commodity  to  another  will  be  communi- 
cated to  and  Included  In  the  records  of  the 
CCBO,  and  an  appropriate  announcement 
will  be  made. 

23.  The  Importer  will  present  his  lmp)ort 
license  to  the  Customs  Oflfice  for  use  In  clear- 
ing shipments  at  the  border  or  Inland  points 
designated  by  him.  Customs  will  complete 
the  Customs  Import  Report  form  In  quad- 
ruplicate for  each  shipment  received  under  an 
Import  license  and  dally  transmit  one  copy 
to  the  appropriate  Aussenhandelsbank.  one 
copy  to  Main  Office.  JEIA,  Attn:  Reports  & 
Statistics,  one  copy  to  Bizonal  Statistics 
Office,  Attn:  Foreign  Trade  Section,  and  one 
copy  to  VfW  or  VELF  for  post  facto  examina- 
tion. Upon  completion  of  full  shipment 
under  an  Import  license,  appropriate  nota- 
tion will  be  made  on  the  Import  license  list- 
ing of  partial  shipments.  If  any.  and  the  Im- 
port license  returned  to  Issuing  Aussen- 
handelsbank. 

PENALTIES 

24.  All  transactions  under  this  Instruc- 
tion are  subject  to  Military  Government  and 
German  laws  and  regulations.  Violation  of 
any  law  or  regulation  which  Is  made  In  con- 
nection with  any  such  transactions  will 
render  the  violator  liable  to  prosecution. 
(Date  of  Issuance:  3  February  1949) 

For  the  Director  General. 

C.  E.  Bingham. 

JDtrecfor, 
Foreign  Trade  Division. 

[SEAL]  Edward  F.  Witsell, 

Major  General, 
The  Adrutant  General. 

I  P.    R.    Doc.    49^1751;    Filed    Mar.    8,    1949; 
8:49  a.  m.l 


DEPARTMENT    OF     COMMERCE 

Bureau  of  Foreign  and  Domestic 
Commerce 

Office  of  Field  Service 

location  of  field  offices 

Field  offices  are  located  in  the  follow- 
ing cities  (this  listing  sujaersedes  the  one 
appearing  in  13  F.  R.  4379)  : 

Albuquerque,  N.  Mex  ,  Hanosh  Bldg..  203 
West  Gold  Ave. 

Atlanta  I.  Ga.,  P.  O.  Box  1595,  418  Atlanta 
Nitlonal  Bldg..  50  Whitehall  St..  SW. 

Baltimore  2,  Md.,  314  United  States  Ap- 
praisers' Stores  Bldg.,   103  South  Gay  St. 

Boston  9,  Mass.,  1800  Customhouse  2  In- 
dia St. 

Buffalo  3,  N.  Y.,  242  Federal  Bldg..  117  ElU- 
cott  St. 

Butte.  Mont.,  301A  O'Rourke  Estate  Bldg., 
14  West  Granite  St. 

Charleston  8.  S.  C,  810  Peoples  Bldg.,  18 
Broad  St. 

Cheyenne,  Wyo..  804  Federal  Office  Bldg., 
2lBt  St.  and  Carey  Ave. 
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Chicago  4.  m..  1150  McCormlck  Bldg.,  832 
South  Michigan  Ave. 

Cincinnati  2,  Ohio,  1204  Federal  Reserve 
Bank  Bldg.,  105  West  Fourth  St. 

Cleveland  14,  Ohio,  215  Union  Commerce 
Bldg..  925  Euclid  Ave. 

Dallas  2,  Tex..  Room  602,  1114  Commerce 
8t. 

Denver  2,  Colo..  210  Boston  Bldg.,  828  17th 
St. 

Detroit  26,  Mich.,  1038  New  Federal  Bldg., 
230  West  Port  St. 

El  Paso  7,  Tex.,  12  Chamber  of  Commerce 
Bldg.,  310  San  Francisco  St. 

Hartford  1,  Conn..  224  Post  Office  Bldg.. 
135  High  St. 

Houston  14,  Tex  .  602  Federal  Office  Bldg. 

Jacksonville  1,  Fla.,  425  Federal  Bldg..  311 
West  Monroe  St. 

Kansas  City  6,  Mo  ,  2601  Fidelity  Bldg..  911 
Walnut  St. 

Los  Angeles  12,  Calif..  1546  United  States 
Post  Office  and  Courthouse,  312  North  Spring 
fct. 

Louisville  2,  Ky.,  631  Federal  Bldg. 

Memphis  3,  Tenn.,  229  Federal  Bldg. 

Miami  32.  Fla.,  947  Seybold  Bldg.,  36  North- 
east First  St. 

Milwaukee  1,  Wis.,  700  Federal  Bldg.,  517 
East  Wisconsin  Ave. 

Minneapolis  1.  Minn.,  338  Midland  Bank 
Bldg  .  401  Second  Ave.  South. 

Mobile  10,  Ala.,  308  Federal  Bldg.,  109-13 
St  Joseph  St. 

New  Orleans  12,  La..  1508  Masonic  Temple 
Bldg..  333  St.  Charles  Ave. 

New  York  4,  N.  Y..  42  Broadway. 

Oklahoma  City  2,  Okla.,  311  Council  Bldg., 
102  North  West  Third. 

Omaha  2,  Nebr.,  Room  602,  W.  O.  W.  Bldg., 
1319  Farnam  St. 

Philadelphia  2,  Pa.,  719  Pennsylvania  Bldg., 
42  South  15th  St. 

Phoenix  8,  Ariz.,  425  Security  Bldg.,  234 
North  Central  Ave. 

Pittsburgh  19,  Pa..  lOIS  New  Federal  Bldg., 
700  Grant  St. 

Portland  4,  Oreg  .  217  Old  United  States 
Courthouse,  520  South  West  Morrison  St. 

Providence  3,  R.  I.,  203  Customhouse.  24 
Weybossett  S». 

Reno,  Nev.,  Cladlanos  Bldg.,  118  West  Sec- 
ond St. 

Richmond  19,  Va.,  Room  2,  Mezzanine,  801 
East  Broad  St. 

St  Louis  1,  Mo.,  910  New  Federal  Bldg.,  1114 
Market  St. 

Salt  Lake  City  1,  Utah,  608  Post  Office  Bldg.. 
350  South  Main  St. 

San  Francisco  11,  Calif.,  306  Customhouse, 
555  Battery  St. 

Savannah,  Ga..  218  United  States  Court 
House  and  Post  Office  Bldg.,  125  29  Bull  St. 

Seattle  4.  Wash.,  809  Federal  Office  Bldg . 
909  First  Ave. 

(R.  S.  161;  5U.  S.C.  22) 

[SEAL]  C.fRLTON  HAYWARD, 

Director  of  the  Field  Service. 

Approved : 

Charles  Sawyer.  ] 

Secretary  of  Commerce. 

|F.    R.    Doc.    49-1750;    Filed,    Mar.    8,    1949; 
8:51    a.   m.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No.  9236) 

Port  Frere  Broadcasting  Co.,  Imc. 
(WTUX) 

ORDER    DESIGNATING    APPLICATION    FOR 
hearing  on   STATED  ISSUES 

In  re  application  of  Port  Frere  Broad- 
casting Company,  Inc.   (WTUX),  Wil- 
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mlngton,  Delaware.  Docket  No.  9236.  File 
No.  BR-1551;  for  renewal  of  license. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C,  on  the  24th  day  of 
February  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  application 
of  Port  Frere  Broadcasting,  Company, 
Inc  for  renewal  of  license  of  All  Broad- 
cast Station  WTUX  at  Wilmington.  Del- 
aware; and 

It  appearing,  that  the  license  has  been 
temporarily  extended  to  March  1.  1949; 

and 

It  further  appearing,  that  the  Commis- 
sion is  unable  to  determine  from  the  con- 
sideration of  the  application  that  a  grant 
of  renewal  of  license  for  the  station  would 
be  in  the  public  interest; 

It  is  ordered.  That  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  above-entitled  ap- 
plication is  designated  for  hearing,  at  a 
time  and  place  to  be  specified  by  a  sub- 
sequent order  of  the  Commission  on  the 
following  issues : 

1.  To  determine  whether  and  to  what 
extent  the  program  policies  of  Station 
WTUX  serve  the  interests  of  the  Wil- 
mington. Delaware  community. 

2.  To  determine  whether  and  to  what 
extent  programs  broadcast  over  the  fa- 
cilities of  station  WTUX  are  Intended 
or  designed  to  be  of  assistance  to  persons 
engaged  In  illegal  activities  in  connec- 
tion with  betting  on  horse  races. 

3.  To  determine  whether  and  to  what 
extent  programs  broadcast  over  the  fa- 
cilities of  station  WTUX  are  not  Intended 
for  the  general  public  and  are  inconsist- 
ent with  the  rendition  of  a  broadcast 
service  within  the  meaning  of  the  Com- 
munications Act  of  1934. 

4.  To  determine  whether  Station 
WTUX  is  complying  with  the  provisions 
of  section  317  of  the  Communications 
Act  and  §  1.389  of  the  Commission's  rules 
and  regulations  requiring  announce- 
ments In  connection  with  sponsored 
programs. 

It  is  further  ordered.  That  the  author- 
ity of  the  licensee  to  operate  his  station 
facilities  is  extended  to  June  1,  1949, 
pending  decision  In  the  case. 


NOTICES 

station  WGL  and  associated  remote  pick- 
up stations. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  In 
Washington.  D.  C.  on  the  25th  day  of 
February  1949; 

The  Commission  having  under  consid- 
eration the  above  entitled  applications 
for  consent  to  the  assignment  of  licenses 
for  station  WGL  and  associated  remote 
pick-up  stations.  Fort  Wayne,  Indiana, 
and  being  unable  to  determine  upon  con- 
sideration of  the  applications  on  their 
merits  that  News-Sentinel  Broadcasting 
Co..  Inc.  Is  the  better  qualified  and  that  a 
transfer  to  that  applicant  would  other- 
wise be  in  the  public  interest; 

It  is  ordered.  That,  pursuant  to  section 
310  <b)  of  the  Communications  Act  and 
§  1.321  of  the  Commission's  rules  and 
regulations,  the  above  applications  for 
assignment  of  the  licenses  of  station 
WGL  and  associated  remote  pick-up  sta- 
tions be  designated  for  hearing,  at  a  time 
and  place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing Issues: 

1.  To  determine  whether  the  proposed 
assignees  are  legally,  technically,  finan- 
cially and  otherwise  qualified  to  own. 
control  and  operate  station  WGL  and  Its 
associated  remote  pick-up  stations. 

2.  To  determine  the  full  contract  ar- 
rangements between  the  as.slgnor  and 
News-Sentinel  Broadcasting  Co.,  Inc..  In- 
cluding the  price  and  the  manner  of  pay- 
ment and  the  properties  to  be  received 
therefor. 

3.  To  secure  full  information  as  to  the 
plans  of  each  of  the  proposed  assignees 
for  staffing  and  programming  station 
WGL  and  all  other  plans  or  arrange- 
ments for  operating  said  station. 

4.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  In 
this  consolidated  proceeding  should  be 

granted. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

SecretarV- 

(F.    R.    Doc.    49-1754:      lied,    Mar.    8.    1949; 
8:50   a.   m.] 


[seal! 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


|F.    R.    Doc.    49-1753;    Piled.    Mar,   8,    1949; 
8:50  a.   m.] 


[Docket  No8.  9238.  9239] 

Farnsworth  Television  and  Radio  Corp. 

ET  AL. 

order  designating  applications  for 
hearing  on  stated  issues 

In  re  applications  of  Farnsworth  Tele- 
vision and  Radio  Corporation  (assignor  > . 
News-Sentinel  Broadcasting  Co..  Inc.. 
(assignee),  Anthony  Wayne  Radio  Co.. 
Inc  (competing  assignee).  File  Nos. 
BAI^803.  BALRE-59.  BALRY-58.  Docket 
No  9238;  File  Nos.  BAL-803  Supplement, 
BALRE-59.  BALRY-58.  Docket  No.  9239; 
for  consent  to  assignment  of  licenses  for 


[Docket  No.  9237] 
American  Telephone  and  Telegraph  Co. 

ET  AL. 
ORDER  INSTITUTING  INVESTIGATION 

In  the  matter  of  American  Telephone 
and  Telegraph  Company,  et  al..  Docket 
No.  9237;  proposed  modification  of  reg- 
ulations applicable  to  television  trans- 
mission services  and  facilities. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  In 
Washington.  D.  C,  on  the  25th  day  of 
February  1949; 

The  Commission,  having  under  consid- 
eration new  tariff  schedules  filed  by 
American  Telephone  and  Telegraph 
Company  and  other  Bell  System  com- 
panies as  set  forth  In  the  Appendix 
hereto,  which  Is  made  a  part  hereof,  ef- 
fective March  1.  1949.  with  respect  to  the 
furnishing  of  channels  for  television 
transmission  services  and  facilities;  and 
also  having  under  consideration  a  Joint 


petition  dated  and  filed  with  the  Com- 
mission   February    18.    1949    by    Tele- 
vision Broadcasters  Association,  Allen  B. 
DuMont  Laboratories.  Inc..  Phllco  Cor- 
poration and  Phllco  Television  Broad- 
ca.stlng  Corporation.,  requesting  suspen- 
sion of  the  new  tariff  schedules  so  filed 
by  American  Telephone  and  Telegraph 
Company  and  New  England  Telephone 
and  Telegraph  Company,  and  also  re- 
questing that  an  investigation  and  hear- 
ings be  held  concerning  the  lawfulness 
of  the  proposed  modifications  contained 
therein;  the  Informal  reply  of  the  Amer- 
ican Telephone  and  Telegraph  Company 
to  said  petition,  filed  February  24,  1949; 
and  the  proceedings  in  Docket  No.  8963. 
"In  the  Matter  of  American  Telephone 
and  Telegraph  Company  and  The  West- 
ern Union  Telegraph  Company— Charges 
and  regulations  for  television  transmis- 
sion services  and  facilities": 

It  appearing,  that  the  record  of  the 
proceeding  In  Docket  No.  8963  Is  now 
before  the  Commission  for  determina- 
tion with  respect  to  the  lawfulness  of  the 
regulations  and  practices  of  American 
Telephone  and  Telegraph  Company  ap- 
plicable to  the  Interconnection  of  their 
television  transmission  facilities  with 
with  tho.se  of  others; 

It  further  appearing,  that  the  new 
tariff  schedules  herein  under  consider- 
ation raise  questions  with  respect  to  the 
lawfulness  thereof  similar  to  those  at 
Issue  and  under  the  consideration  In 
Docket  No.  8963; 

It  further  appearing,  that  the  record  In 
Docket  No.  8963  with  respect  to  the  so- 
called  Interconnection  Issue  was  closed 
on  December  7.  1948.  before  any  of  the 
new  tariff  schedules  herein  under  con- 
sideration were  filed  with  the  Commis- 
sion, and  said  tariff  schedules  are  there- 
fore not  a  part  of  the  record  In  Docket 
No.  8963;  and  the  Commission  is  not  in  a 
position  at  this  time  to  make  findings 
with  respect  to  the  lawfulness  of  these 
specific  tariffs; 

It  further  appearing,  that  the  Commis- 
sion should  be  afforded  an  opportunity  to 
consider  the  record  made  In  Docket  No. 
8963  with  respect  to  the  lawfulness  of  the 
regulations  and  practices  of  the  Ameri- 
can Telephone  and  Telegraph  Company 
applicable  to  the  Interconnection  of  Ihelr 
television  transmission  facilities  with 
those  of  others,  before  the  new  tariff 
schedules  herein  under  consideration 
can  become  effective; 

It  is  ordered.  That  the  aforement*ied 
petition  of  Television  Broadca.sters  As- 
sociation. Allen  B.  DuMont  Laboratories. 
Inc.,  Phllco  Corporation  and  Phllco 
Television  Broadcasting  Corporation  is 
granted  and  that  the  Commission  shall 
enter  upon  a  hearing  concerning  the  law- 
fulness of  the  new  tariff  schedules  of 
American  Telephone  and  Telegraph 
Company  and  New.  England  Telephone 
and  Telegraph  Company  as  specified  In 
the  Appendix  hereto,  and  that  upon  Its 
own  motion,  and  without  formal  plead- 
ing, the  Commission  shall  at  the  same 
time  enter  upon  a  hearing  concernlnE; 
the  lawfulness  of  the  new  tariff  sched- 
ules of  the  other  Bell  System  companies, 
as  specified  In  the  Appendix  hereto; 

It  is  further  ordered.  That,  pursuant 
to  section  204  of  the  Communications 
Act  of  1934,  as  amended,  the  operation 
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of  the  new  tariff  schedules  of  American 
Telephone  and  Telegraph  Company  and 
of  the  Bell  System  companies  as  speci- 
fied in  the  Appendix  hereto.  Is  suspended 
until  June  1,  1949,  unless  otherwise  or- 
dered by  the  Commission;  and  that  dur- 
ing said  period  of  suspension  no  changes 
shall  be  made  in  said  tariff  schedules  or 
in  the  tariff  schedules  sought  to  be  al- 
tered thereby,  unless  authorized  by  spe- 
cial permission  of  the  Commission; 

It  is  further  ordered,  That,  pursuant 
to  sections  204.  205  and  403  of  the  Com- 
munications Act  of  1934.  as  amended,  an 
Investigation  Is  Instituted  Into  the  law- 
fulness of  the  regulations  and  practices 
of  fhe  respondent  carriers  with  respect 
to  the  interconnection  of  their  television 
transmission  facilities  with  those  of 
others ; 

It  is  further  ordered,  That  American 
Telephone  and  Telegraph  Company,  the 
Bell  System  companies  named  in  the  Ap- 
pendix hereto,  and  all  carriers  concur- 
ring In  the  tariffs  of  said  companies  so 
named,  are  made  parties  respondent  to 
this  proceeding;  and  that  Televi.sion 
Broadcasters  Association,  Allen  B.  Du- 
Mont Laboratories.  Inc..  Phllco  Corpo- 
ration, Phllco  Television  Broadcasting 
Corporation  and  The  Western  Union 
Telegraph  Company  are  hereby  given 
leave  to  Intervene  and  participate  fully 
in  the  proceeding  herein  upon  filing  of 
notice  of  intention  to  do  .so; 

It  is  further  ordered.  That  the  record 
of  the  proceeding  In  Docket  No.  8963  Is 
incorporated  in  and  made  a  part  of  the 
proceeding  herein; 

It  is  further  ordered,  That  hearings 
be  held  in  this  proceeding  at  the  offices 
of  the  Commission  in  Washington.  D.  C, 
on  a  date  to  be  specified  by  the  Commis- 
sion; 

Notice  is  hereby  given  that  S  1  857  of 
the  Commission's  rules  and  regulations 
is  inapplicable  to  this  proceeding. 

Released:  February  28.  1949. 

Federal  Communications 
Commission, 
IsEAL]         T.  J.  Slowie. 

Secretarj/. 

Appendix 

orocr  op  rxbruakt  b5,  1949;  dockxt  no.  9237 

American  Telcphoiie  &  Telegraph  Co. 

Tariff  F.  C.  C.  No.  134  (filed  January  14,  1949, 
effective  March  1.  1949) : 

17th  revised  page  2. 

7th  revised  page  5. 

6th  revised  page  6. 

Ist  revised  page  9. 

6th  revised  page  10. 

2d  revised  page  11. 

9th  revised  page  14. 

6th  revised  page  15. 

6th  revised  page  15A. 

3d  revised  page  16. 

4th  revised  page  17. 

Original  revised  page  17A. 

8th  revised  page  18. 

9lh  revised  page  19. 

Original  puge  19A. 

6th  revised  page  20. 

8th  revised  page  21. 
Tariff  F.  C.  C.  No.  216  (filed  January  14,  1949. 
effective  March  1.  1949,  except  as  other- 
wise Indicated) : 

1st  revised  page  2. 

1st  revised  page  '  3A,  6,  6.  7,  8.  9. 

2d  revised  page  10. 

let  revised  page  11. 
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2d  revised  page  12. 

3d  revised  page  13. 

l8t  revised  page  14. 

2d  revised  pag*  15. 

1st  revised  page  16.  17.  18.  19,  30, 

2d  revised  page  '21. 

Ist  revised  page  21. 

1st  revised  page  22.  23,  34. 

3d  revised  page  25.  26. 

1st  revised  page  27,  28. 

6th  revised  page  29. 

l«t  revised  page  30.  31,  32,  33. 

The  Bell  Telephone  Co.  of  Pennsyh^ania 

Tariff  F.  C.  C.  No.  6  (filed  January  28,  1949, 
effective  March  1.  1949) : 

8th  revised  page  5. 

10th  revised  page  6. 

4th  revised  page  9. 

2d  revised  page  11  A. 

6th  revised  page  12. 

9th  revised  page  15. 

4th  revised  page  16. 

Original  page  16A. 

4th  revised  page  17. 

7th  revised  page  18. 

4th  revised  page  19. 
Tariff  F.  C.  C.  No.  22  (filed  January  28,  1949, 
effective  March  1,  1949): 

3d  revised  page  2. 

5th  revised  page  3. 

2d  revised  page  5,  6,  7,  8. 

3d  revlBed  page  9. 

Original  page  9A.  9B.  9C,  9D,  9E. 

3d  revised  page  10. 

4th  revised  page  11. 

3d  revised  page  12.  12A. 

2d  revised  page  13. 

1st  revised  page  14.  15 

2d  revised  page  16.  17. 

1st  revised  page  17A,  18,  19.  20,  21,  22.  23. 

The  Chesapeake  <fe  Potomac   Telephone  Co. 

Tariff  F.  C.  C.  No.  6  (filed  January  28,  1949, 
effective  March  1.  1949) : 

8th  revised  page  6,  7. 

2d  revised  page  12. 

1st  revised  page  15. 

4th  revised  page  16. 

6th  revised  page  19.  20. 

4th  revised  page  22. 

Original  page  22A. 

4th  revised  page  23. 

7th  revised  page  24. 

5th  revised  page  25. 
Tariff  F.  C.  C.  No.  22  (filed  January  28.  1949, 
effective  March  1,  1949) : 

4th  revised  page  2. 

3d  revised  page  5.  9,  7.  8. 

4th  revised  page  9. 

Original  page  9A.  9B,  9C,  9D. 

3d  revised  paee  10. 

4th  revised  page  11. 

1st  revised  page  12,  13,  14. 

2d  revised  page  15.  16. 

1st  revised  page  16A,  17.  18,  19,  21,  22. 

Chesapeake  <t  Potomac  Telephone  Co.  of 
Baltimore  City 

Tariff  F.  C.  C  No.  6  (filed  January  28.  1949, 
effective  March   1,  1949): 

9th  revised  page  2. 

8th  revised  page  6. 

8th  revised  page  7. 

2d  revised  page  12. 

1st  revised  page  15. 

4th  revised  page  16. 

6th  revised  page  19. 

6th  revised  page  20. 

3d  revised  page  22. 

7th  revised  page  23. 

8th  revised  page  24. 

Original  page  25. 
Tariff  F.  C.  C.  No.  22  (filed  January  28,  1949. 
effective  March  1.  1949) : 

4th  revised  page  2. 

3d  revised  page  5. 

3d  revised  page  6. 

2d  revised  page  7. 


>  Filed  January  28,  1949,  effective  March 
1,  1949. 
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8d  revised  page  8. 
8d  revised  page  9. 
Original  page  9A. 
OriginM  page  9B. 
Original  page  9C. 
3d  revised  page  10. 
2d  revised  page  11. 
1st  revised  page  12. 
1st  revised  page  13. 
1st  revised  pate  14. 
2d  revised  page  15. 
2d  revised  page  16. 
1st  revised  page  16A. 
1st  revised  page  17. 
1st  revised  page  18. 
1st  revised  page  19. 
Ist  revised  page  21. 
1st  revised  page  22. 

The  Chesapeake  <fc  Potomac  Telephone  Co. 
of  Virginia 

Tariff  F.  C.  C.  No.  6  (filed  January  28.  1949, 
effective  March  1,  1949) ; 

11th  revised  page  2. 

8th  revised  page  5. 

9th  revised  page  6. 

2d  revised  page  11. 

1st  revised  page  14. 

4th  revised  page  15. 

6th  revised  page  18. 

6th  revised  page  19. 

3d  revised  page  21. 

5th  revised  page  22. 

8th  revised  page  2:\ 

Original  page  24. 
Tariff  F.  C.  C.  No.  20  (filed  January  38,  1949. 
effective  March  1.  1949) : 

3d  revised  page  2. 

2d  revised  page  5. 

2d  revised  page  6. 

2d  revised  page  7. 

2d  revised  page  8. 

2d  revised  page  9. 

Original  page  9A. 

Original  page  9B. 

Original  page  9C. 

Original  page  9D. 

2d  revised  page  10. 

3d  revised  page  U. 

1st  revised  page  12. 

1st  revised  page  i3. 

1st  revised  page  14. 

2d  revised  page  15. 

2d  revised  page  16. 

1st  revised  page  16A. 

1st  revised  page  17. 

1st  revised  page  18. 

1st  revised  page  19. 

1st  revised  page  21. 

Ist  revised  page  22. 

The  Cincimiati  <t  Suburban  Bell 
Telephone  Co. 

Tariff  F.  C.  C.  No.  6  (filed  January  37,  1949, 

effective  March  1,  1949): 
11th  revised  page  2. 
10th  revised  page  5. 
8th  revised  page  6. 
2d  revised  page  7. 
3d  revised  page  9. 
6th  revised  page  10. 
7th  revised  page  13. 
2d  revised  page  13A. 
1st  revised  page  14. 
2d  revised  page  15. 
7th  revised  page  16. 
7th  revised  page  17. 
2d  revised  page  18. 
Original  page  19. 
Tariff  F.  C.  C.  No.  22  (filed  January  37,  1949. 

effective  March  1,  1949) : 
2d  revised  page  2. 
3d  revised  page  5. 
'■2d  revised  page  6. 

2d  revised  page  7.  '' 

2d  revised  page  8. 
2d  revised  page  9. 
Original  page  9A. 
Orlginr.1  page  9B. 
Original  page  9C. 
Original  page  9D 
1st  revised  page  10. 
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ad  revised  page  11. 
iBt  revised  page  12. 
Ist  revised  page  13. 
1st  revised  page  14. 
3d  revised  page  15. 
8d  revised  page  16. 
1st  revised  page  17. 
Ist  revised  page  18. 
Ist  revised  page  19. 
1st  revised  page  20. 
1st  revised  page  21. 


IllinoU  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  7  (filed  January  27.  1949, 
effective  March  1,  1949)  : 
9th  revised  page  5 
6th  revised  page  6. 
2d  revised  page  7. 
6th  revised  page  9. 
3d  revised  page  9A. 
2d  revised  page  10. 
7th  revised  page  13. 
3d  revised  page  14. 
Original  page  14A. 
2d  revised  page  15. 
Original  page  ISA. 
6th  revised  page  17. 
7th  revised  page  18. 
Original  page  19. 
Tariff  P.  C.  C.  No.  21  (filed  January  27.  1949, 
effective  March  1.  1949)  : 
2d  revised  page  2. 
2d  revised  page  5. 
2d  revised  page  6. 
2d  revLsed  page  7. 
2d  revised  page  8. 
2d  revised  page  9. 
Original  page  9A. 
Original  page  9B. 
Original  page  9C. 

2d  revised  page  10. 

1st  revised  page  11. 

1st  revised  page  12. 

1st  revised  page  13. 

1st  revised  page  14. 

2d  revised  page  15. 

2d  revised  page  16 

Orli^lnal  page  16A 

Ist  revised  page  17. 

1st  revised  page  18. 

1st  revLsed  page  19. 

1st  revised  page  21. 

1st  revised  page  22. 

Indiana  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  6  (filed  January  28.  1949, 
effective  March  1.  1949) : 

10th  revised  page  2. 

8th  revised  page  5. 

8th  revised  page  6. 

4th  revised  page  9. 

2d  revised  page  9D.  ^ 

3d  revised  page  10. 

5th  revised  page  13. 

5th  revised  page  13A. 

2d  revised  page  15. 

4th  revised  page  16. 

7th  revised  page  17. 

Original  page  18. 
Tariff  P.  C.  C.  No.  20  (filed  January  28,  1949, 
effective  March  1,  1949)  : 

2d  revi-sed  page  2. 

1st  revised  page  5  through  9. 

Original  page  9A  through  9D. 

1st  revised  page  10. 

2d  revised  page  11. 

1st  revised  page  12  through  16. 

1st  revised  page  16A. 

Ist  revised  page  17  through  22. 

Michigan  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  7  (filed  January  27,  1949, 
effective  March  1.  1949)  : 

8th  revised  page  5. 

6th  revised  page  6. 

3d  revised  page  9. 

4th  revised  page  9.^. 
•    2d  revised  page  9C. 

1st  revised  page  9D. 

4th  revised  page  11. 

6th  revised  page  14A. 
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4th  revised  page  15. 
Sd  revised  page  17. 
1st  revised  page  18. 
7th  revised  page  19. 
Original  page  19A. 
5th  revised  page  20. 
Tariff  P.  C.  C.  No.  21  (filed  January  27,  1949, 
effective  March  1.  1949)  j 
2d  revised  page  2. 
3d  revised  page  5. 
2d  revised  page  6. 
2d  revised  page  7. 
2d  revised  page  8. 
2d  revised  page  10. 
Original  page  lOA. 
Original  page  lOB. 
Original  page  IOC. 
Original  page  lOD. 
1st  revised  page  11. 
1st  revised  page  12. 
1st  revised  page  13. 
1st  revised  page  14. 
1st  revised  page  15. 
2d  revised  page  16. 
2d  revised  page  17. 
Original  page  17A. 
1st  revised  page  18. 
Ist  revised  page  19. 
1st  revised  page  20. 
1st  revised  page  22. 
1st  revised  page  23. 

New  England  Telephone  <fr  Telegraph  Co. 

Tariff  F.  C.  C.  No.  10  (filed  January  14,  1949, 
effective  March  1.  1949)  : 
10th  revised  page  2. 
12th  revised  page  5. 
3d  revised  page  7. 
4th  revised  page  8A. 
5th  revised  page  9. 
6th  revised  page  9A. 
10th  revised  page  10. 
4th  revised  page  11. 
6th  revised  page  12. 
Original  page  12A 
7th  revised  page  13. 
Original  revised  page  14. 
Tariff  P.   C.   C.   23    (filed   January    14.    1949, 
effective  March  1,  1949) : 
2d  revised  page  2. 
2d  revised  page  5. 
2d  revised  page  6. 
3d  revised  page  '  7. 
2d  revised  page  7. 
2d  revised  page  8. 
Original  page  8A. 
Original  page  8B. 
Original  page  8C. 
2d  revised  page  9. 
2d  revised  page  10. 
1st  revised  page  11. 
1st  revised  page  12. 
1st  revised  page  13. 
2d  revised  page  14. 
3d  revised  page  15. 
1st  revised  page  18. 
1st  revised  page  17. 
1st  revised  page  18. 
1st  revised  page  19. 
1st  revised  page  20. 

New  Jersey  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  6  (filed  January  27.  1949, 

effective  March  1,  1949) : 
8th  revised  page  3. 
7th  revised  page  5. 
5th  revised  page  5A. 
3d  revised  page  9 
7th  revised  page  11. 
7th  revised  page  12. 
5th  revised  page  13. 
5th  revised  page  14. 
8th  revised  page  15. 
Ist  revised  page  16. 
Tariff  P.  C.  C.  No.  24  (filed  January  27,  1949, 

effective  March  1,  1949)  t 
Sd  revised  page  2. 
4th  revised  page  3. 


S. 


•Piled  January  25.  1949.  effective  March  1, 
1949. 


let  revised  page*  4  through  10. 

Original  pages  lOA  through  lOD. 

ad  revised  page  11. 

Ist  revised  pages  12-18. 

2d  revised  pages  16  and  17. 

Ist  revised  page  17A. 

1st  revised  pages  18-24. 

New  York  Telephone  Co. 

Tariff  F.  C.  O.  No.  7  (filed  January  27,  1949. 
effective  March  1.  1949)  i 

7th  revised  page  2. 

eth  revised  page  5. 

Sd  revised  page  6A. 

8th  revised  page  8. 

4th  revised  page  9. 

4th  revised  page  11. 

7th  revised  page  13. 

5th  revised  page  14. 

4th  revised  page  15. 

8th  revised  page  16. 

9th  revised  page  17. 

Ist  revised  page  18. 
Tariff  P.  C.  C.  No.  20  (filed  January  27.  1949. 
effective  March  1.  1949)  : 

2d  revised  page  2. 

2d  revised  pages  5  through  8. 

3d  revised  page  9. 

Original  pages  9A  through  9C. 

2d  revised  pages  10  and  11. 

1st  revised  pages  12  through  20. 

Ist  revised  pages  22  and  23. 

Northwestern  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  11  (filed  January  27.  1949. 
effective  March  1.  1949): 
8th  revised  page  2. 
7th  revised  page  5. 
7th  revised  page  6. 
1st  revised  page  6A. 
8d  revised  page  9. 
1st  revised  page  9D. 
3d  revised  page  10. 
3d  revised  page  11. 
3d  revised  page  12A. 
4th  revised  page  13. 
2d  revised  page  13A. 
3d  revised  page  14. 
3d  revised  page  15. 
4th  revised  page  16. 
6th  revised  page  17. 
3d  revised  page  18. 
Tariff  P.  C.  C.  No.  28  (filed  January  27,  1949. 
effective  March  1.  1949)  : 
1st  revised  page  2. 
1st  revised  page  5. 
1st  revised  page  6. 
1st  revised  page  7. 
1st  revised  paige  8. 
1st  revised  page  9. 
Original  page  9A. 
Original  page  9B. 
Original  page  9C. 
Original  page  9D. 
1st  revised  page  10. 
2d  revised  page  11. 
1st  revised  page  12. 
1st  revised  page  13. 
2d  revised  page  15. 
1st  revised  page  17. 
1st  revised  page  18. 
1st  revised  page  19. 
Ist  revised  page  20. 
Ist  revised  page  21. 
1st  revised  page  22. 

The  Ohio  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  21  (filed  January  27.  1949. 
effective  March  1,  1949): 
9th  revised  page  6. 
6th  revised  page  6. 
2d  revised  page  8. 
5th  revised  page  10. 
4th  revised  page  It. 
6th  revised  page  13A 
5th  revised  page  14. 
3d  revised  page  16. 
4th  revised  page  17. 
6th  revised  page  18. 
3d  revised  page  19. 


Wednesday,  March  9, 1949 

Tariff  P.  C.  C.  No.  21  (filed  January  27.  1949. 
effective  March  1.  1949) : 
3d  revised  page  2. 
3d  revised  page  5. 
2d  revised  page  6. 
3d  revised  page  7  through  10. 
Original  page  lOA  through  IOC. 
2d  revised  page  11. 
1st  revised  page  12  through  15. 
2d  revised  page  16  and  17. 
Original  page  17A. 
1st  revised  page  18  through  22. 

Pacific  Telephone  &  Telegraph  Co. 

Tariff  P.  C.  C.  No.  17  (filed  January  28,  1949. 
effective  March  1.  1949) : 

lOth  revised  page  6. 

3d  revised  page  5A. 

7th  revised  page  5B. 

4th  revised  page  5C. 

4th  revised  page  5D. 

13th  revised  page  6. 

2d  revised  page  7. 

1st  revised  page  9. 

6th  revised  page  lOA. 

4th  revised  page  IOC. 

2d  revised  page  11. 

6th  revised  page  13. 

3d  revised  page  14. 

3d  revised  page  18. 

Original  page  16A. 

6th  revised  page  18. 

Original  page  18A. 

6th  revised  page  19. 
Tariff  P.  C.  C   No.  97  (filed  January  28,  1949. 
effective  March  1,  1949) : 

2d  revised  page  2. 

2d  revised  page  5. 

2d  revised  page  6. 

2d  revised  page  7. 

2d  revised  page  8. 

2d  revised  page  9. 

2d  revised  page  10. 

Original  revised  page  lOA. 

Original  page  lOB. 

Original  page  IOC. 

Original  page  lOO. 

1st  revised  page  11  through  23. 

Ist  revised  page  25  through  27. 

Southern  Bell  Telephone  &  Telegraph  Co. 

Tariff  P.  C.  C.  No.  14  (filed  January  26,  1949, 
effective  March   1.  1949)  : 

12th  revised  page  2. 

10th  revised  page  5. 

8th  revised  page  6. 

3d  revised  page  6A. 

3d  revised  page  9. 

Ist  revised  page  9B. 

2d  revised  page  10. 

3d  revised  page  11. 

6th  revised  page  13. 

6th  revised  page  14. 

2d  revised  page  15. 

2d  revised  page  16.  . 

Original  page   16A. 

6th  revised  page  17. 

6th  revised  page  18. 

Original  page  19. 
Tariff  P.  C.  C.  No.  31  (filed  January  26,  1949. 
effective  March  1.  1949) : 

1st  revised  page  2. 

1st  revised  page  5. 

1st  revised  page  6. 

1st  revised  page  7. 

1st  revised  page  8. 

1st  revised  page  9. 

Original   page  9A 

Original   page  9B. 

Original  page  9C. 

Original  page  9D. 

Original  page  9E. 

1st  revised  page  10. 

1st  revised  page  11. 

1st  revised  page  12. 

1st  revised  page  13. 

1st  revised  page  14. 

1st  revised  page  15. 

1st  revised  page  16. 

Original  page  16A. 

1st  revised  page  17. 

No.  45 a 
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Ist  revised  page  18. 
1st  revised  page  19. 
1st  revised  page  21. 
1st  revised  page  22. 

The  Southern  New  England  Telephone  Co. 

Tariff  P.  C.  C.  No.  4  (filed  January  27,  1949, 
effective  March  1.  1949) : 

8th  revised  page  5. 

6th  revised  page  6. 

2d  revised  page  6A. 

3d  revised  page  9. 

4th  revised  page  10. 

6th  revised  page  11  A. 

3d  revised  page  12 

6th  revised  page  16. 

2d  revised  page  17 

1st  revised  page  18. 

2d  revised  page  19. 

2d  revised  page  20. 

4th  revised  page  21. 

Original  page  22. 
Tariff  P.  C.  C.  No.  22  (filed  January  27.  1949, 
effective  March   1.  1949)  : 

1st  revised  page  2. 

1st  revised  page  5. 

1st  revised  page  6. 

1st  revised  page  7. 

1st  revised  page  8. 

1st  revised  page  9. 

1st  revised  page  10. 

Original  revised  page  lOA. 

Original  revised  page  lOB. 

Original  revised  page  IOC. 

Original  revised  page  lOD. 

1st  revised  page  11. 

1st  revised  page  12. 

Original  revised  page  12A. 

1st  revised  page  13. 

1st  revised  page  14. 

1st  revised  page  15. 

1st  revised  page  16. 

Original  page  16.'\. 

1st  revised  page  17. 

1st  revised  page  18. 

1st  revised  page  19. 

Original   page   19A. 

1st  revised  page  20. 

1st  revised  page  21. 

Southwestern  Bell  Telephone  Co. 

Tariff  P.  C.  C.  No.  35  (filed  January  28,  1949^ 
effective  March  1.  1949)  : 

2d  revised  page  2. 

2d  revised  page  5  through  10. 

1st  revised  page  11  through  14. 

2d  revised  page  15  and  16. 

1st  revised  page  17  through  22, 

Original  page  23  through  26. 
Tariff  F.  C.  C.  No.  11  (filed  January  28.  1949, 
effective  March  1.  1949)  : 

10th  revised  page  2. 

8th  revised  page  5. 

6th  revised  page  6. 

2d  revised  page  8. 

3d  revised  page  9. 

3d  revised  page  10. 

5th  revised  page  12. 

3d  revised  page  12.\. 

2d  revised  page  14. 

Original  revised  page  14A. 

4th  revised  page  15. 

5th  revised  page  16. 

6th  revised  page  17.  » 

Original  page  18. 

[P.    R.    Doc.    49-1755:    Filed,    Mar.    8.    1949; 
8:50   a.   m.J 


FEDERAL  POWER  COMMISSION 

(Docket  No.  0-882] 

Trtjnkline  Gas  Supply  Co. 

order  changing  place  of  hearing 

March  2, 1949. 

By  order  issued  February  24,  1949,  the 
Commission  directed  that  a  further  pub- 
lic hearing  be  held  in  the  above-docketed 
proceeding   commencing   on   March   8, 
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1949.  at  10:00  a.  m.,  (e.  s.  t.) ,  in  the  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion, 1800  Pennsylvania  Avenue,  NW., 
Washington,  D.  C. 

On  February  28.  1949.  Northern  Natu- 
ral Gas  Company,  an  intervener  in  this 
proceeding,  requested  by  telegram  that 
such  hearing  be  held  in  Omaha,  Ne- 
braska, instead  of  Washington.  D.  C. 
Applicant  has  urged  favorable  action  on 
the  request,  if  such  action  will  expedite 
the  proceeding. 

The  Commission  finds:  The  granting  of 
the  request  of  Northern  Natural  Gas 
Company  probably  will  expedite  the  pro- 
ceeding herein,  and  good  cause  for  grant- 
ing said  request  has  been  shown. 

The  Commission  orders: 

The  public  hearing  in  the  above-dock- 
eted proceeding  heretofore  set  to  com- 
mence on  March  8,  1949,  at  10:00  a.  m.. 
(e.  s.  t.),  in  the  Hearing  Room  of  the 
Federal  Power  Commission,  1800  Penn- 
sylvania Avenue  NW.,  Washington,  D.  C, 
be  held  March  8,  1949,  at  10:00  a.  m., 
<c.  s.  t.),  in  North  Court  Room  No.  303-B, 
Third  Floor,  U.  S.  Post  Office  and  Court 
House  Building,  Omaha,  Nebraska. 

Date  of  issuance:  March  3.  1949. 

By  the  Commission. 

fsEAL]  Leon  M.  Ftjquay. 

Secretary. 

I  P.    R.    Doc.    49-1749;    Filed,    Mar.    8,    1949; 
8:48    a.    m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  No.  30-220] 

Public  Service  Corp.  of  New  Jersey 

notice  of  filing  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  2d  day  of  March  1949. 

Notice  is  hereby  given  that  Public 
Service  Corporation  of  New  Jersey 
("Public  Service"),  a  registered  holding 
company,  and  heretofore  a  subsidiary  of 
the  United  Corporation,  also  a  registered 
holding  company  has  filed  an  applica- 
tion with  this  Commission  and  an 
amendment  thereto,  pursuant  to  section 
5  «d)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  for  an  order  under  said 
act,  declaring  that  Public  Service  has 
ceased  to  be  a  holding  company;  and 

Said  application,  as  amended,  states 
that  Public  Service  has  consummated  the 
plan  for  its  dis.solution  approved  by  this 
Commission  under  its  File  No.  54-148  and 
ordered  enforced  by  the  District  Court  of 
the  United  States  for  the  District  of  New 
Jersey.  Civil  Action  No.  11105.  which  plan 
became  effective  July  1.  1948,  and.  after 
making  the  transfers  of  assets  and  dis- 
tributions of  securities  contemplated  by 
said  plan,  was  dissolved  on  July  15,  1948. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  March 
15.  1949.  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est, and  the  i.ssues  of  fact  or  law  raised  by 
said  application  which  he  desires  to  con- 
trovert, or  may  request  that  he  be  notl- 
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fled  If  the  Commission  should  order  a 
hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Securi- 
ties and  ExchanKe  Commission,  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C. 
At  any  time  after  March  15,  1949.  said 
application,  as  filed  or  as  amended,  may 
be  granted  by  order  of  the  Commission. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

IF.    R.   Doc.    49-1745:    Filed,    Mar.    8.    194»; 
8:47  a.  m.) 


NOTICES 

hereby  amended  and  supplemented  to 
grant  the  authority  herein  ordered. 

It  is  further  ordered,  That  this  order 
shall  become  effective  forthwith,  subject 
to  the  terms  and  conditions  prescribed  In 
Rule  U-24. 

By  the  Commission. 

[SEAL]  Nellye  A.  Thorsen, 

Assistant  Secretary. 

(P.    R.    Doc.    49-1742:    Filed,    Mar.    8,    1949: 
8:46  a.  m.l 


102.75%  of  the  principal  amount  thereof 
plus  accrued  interest  from  March  1. 1949. 
representing  a  spread  to  the  under- 
writers of  .55%  on  the  principal  amount 
of  said  bonds; 

It  is  ordered.  That  said  declaration  as 
amended  be.  and  the  same  hereby  is. 
granted  forthwith  subject  to  the  terms 
and  conditions  prescribed  in  Rule  U-24 
and  subject  also  to  the  reservation  of 
Jurisdiction  heretofore  made  with  respect 
to  legal  and  accounting  fees  applicable 
to  the  transaction. 


By  the  Commission. 


(File  No.  70-19751 

Pacific  Power  &  Light  Co. 

supplemental  order  authorizing  modifi- 
CATION or  ErTECTIVE  DATE  FOR  CERTAIN 
TRANSACTIONS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C 
on  the  2d  day  of  March  A.  D.  1949. 

Pacific  Power  ii  Light  Company  ("Pa- 
cific"), an  electric  utility  subsidiary  of 
American  Power  k  Light  Company,  a 
registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company,  hav- 
ing filed  a  declaration  pur.'iuant  to  sec- 
tions 6  (a)  and  7  of  the  Public  Utility 
Holding  Company  Act  of  1935.  which 
declaration  was  permitted  to  become  ef- 
fective by  order  of  this  Commission  dated 
November  5.  1948;  and 

Said  declaration  having  provided  for 
the  issuance  of  certain  notes  pursuant  to 
a  loan  agreement  under  which  borrow- 
ings would  be  made  of  $1,000,000  on  No- 
vember 15.  1948.  $1,500,000  on  January 
15  1949.  and  the  remaining  $1,000,000 
on  Apriri5,  1949,  and  Pacific  having  fUed 
a  supplemental  application  with  the 
Commission  representing  that  because  of 
its  construction  program,  the  final 
$1,000,000  authorized  to  be  borrowed  on 
April  15.  1949  Is  urgently  needed  prior 
thereto;  and  Pacific  having  requested 
that  the  Commission  authorize  that  the 
date  for  such  borrowing  be  advanced 
from  April  15  to  March  15.  1949;  and 

It  appearing  to  the  Commission  that 
it  Is  appropriate  that  a  sr.pplemental  or- 
der be  l.ssued  granting  said  supplemental 
application  and  permitting  said  declara- 
tion as  modified  and  supplemented  to  be- 
come effective,  so  that  the  final  install- 
ment of  such  borrowing  may  be  made  on 
March  15,  1949  in  lieu  of  April  15.  1949; 
and  that  such  order  become  effective 
forthwith; 

It  is  ordered.  Pursuant  to  the  applica- 
ble provisions  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  and  the  rules 
and  regulations  thereunder  that  the  ap- 
plication of  Pacific  Power  k  Light  Com- 
pany for  authority  to  advance  from  April 
15  to  March  15.  1949  the  date  on  which  to 
borrow  the  final  $1,000,000  under  the  loan 
agreement  of  said  company  pursuant  to 
said    declaration    be.    and    is    hereby 
granted,  and  the  declaration,  as  so  sup- 
plemented and  modified,  be.  and  is  here- 
by permitted  to  become  effective  forth- 
with,   and    the    Commissions    previous 
order  dated  November  5,  1C48  be,  and  Is 


I  File  No.  70-2040] 

Northern  States  Power  Co. 

supplemental  order  granting  declara- 
TION AND  RESERVING  JURISDICTION  OVER 
FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  2d  day  of  March  A.  D.  1949. 

Northern  States  Power  Company  ("the 
Company"),  a  Wisconsin  corporation 
and  subsidiary  of  Northern  States  Power 
Company,  a  Minnesota  corporation  and  a 
registered  holding  company,  having  filed 
with  this  Commission  an  application 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  and  certain  rules 
and  regulations  promulgated  there- 
under regarding  the  issuance  and  sale  by 
the  Company,  at  competitive  biddins 
pursuant  to  Rule  U-50,  of  $10,000,000 
principal  amount  of  First  Mortgage 
Bonds  due  March  1. 1979  ("New  Bonds") ; 

and 

The  Commission  having,  by  order 
dated  February  21.  1949.  granted  said 
application  subject,  among  other  things, 
to  the  condition  that  the  proposed  issu- 
ance and  sale  of  the  New  Bonds  should 
not  be  consummated  until  the  results  of 
competitive  bidding  have  been  made  a 
matter  of  record  in  this  proceeding  and 
a  further  order  entered  by  the  Commis- 
sion on  the  basis  of  the  record  as  so  com- 
pleted; and 

The  Company  now  having  filed  an 
amendment  to  the  application  setting 
forth  the  action  taken  by  it  to  comply 
with  the  requirements  of  Rule  U-50  and 
stating  that,  pursuant  to  the  Invitation 
for  competitive  bids,  the  following  bids 
were  received: 


I  SEAL ] 


Orval  L.  DuBois. 

Secretary. 


BiiWtT 

Dil  cr- 
est 
rate 
(Iicr- 

c«nt) 

Priw' 

Co.-it  n| 
nioiuv 

|Ot>.»' 

Com. 
imiiy 

Hal-M-v.  Stuart  A  <'o.,  Inr 
l.ehii.aii  Brolher.-i aiiU  Kittr 
A  t'o                

3 

3 

3 
3 

3 

3 
3 

102.20 

102.  IBS' 

Ua.  07i 
101.941 

101.  oie 

ini.WWK* 

ioi.:««;'i 
101.  eui 

2.  S.V.- 
2.S91 

Kulilor,  l'cabo<ly  A  Co.  and 

Whit*',  Wvkl  A  Co 

nivtlif  A  Co..  Inc.. 

•Nierrill  Lynch,  I'ierw,  Fen- 

2.<*t>l 
2.UI'-': 

2.9n:-.7 

Hnrri>i   Hull  A  Co      

2. '.«•!.' 

Clorc,  F"rt':Ui  A  Co 

The  First  Boston  Corp 

2.«li'- 
2.S151 

1  Plus  a«Tue<1  Interest  from  Mar.  1. 1M9.  to  the  date  '■ 
Jflivcry. 

It  appearing  that  the  Company  has 
accepted  the  aforesaid  bid  of  Halsey. 
Stuart  &  Co..  Inc..  and  that  the  New 
Bonds  wiU  be  resold  to  the  public  at 


(F.    R.    Doc.    49-1744;    Filed.    Mar.    8.    1949; 
8:47  a.  m.) 


(File  No.  70-2070] 

Dallas  Power  It  Light  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  2d  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Dallas 
Power  &  Light  Company  ("Dallas"),  a 
direct  subsidiary  of  Texas  Utihties  Com- 
pany, a  registered  holding  company,  and 
an  Indirect  subsidiary  of  American  Power 
&  Light  Company  and  Electric  Bond  and 
Share  Company,  also  registered  holding 
companies,  has  filed  an  application-dec- 
laration pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  and  has 
designated  sections  6  (a  •  and  7  of  the  act 
and  Rule  U-50  of  the  rules  and  regula- 
tions promulgated  thereunder  as  applica- 
ble to  the  proposed  transactions  which 
are  sumnjarized  as  follows: 

Dallas  proposes  to  issue  and  sell  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  $10,000,000  pwncipal 
amount  of  its  First  Mortgage  Bonds.  __% 
Series,  due  1979.  Said  Bonds  are  to  be 
Issued  under  and  secured  by  the  Com- 
pany's existing  Mortgage  and  Deed  of 
Trust  dated  as  of  February  1. 1937  as  sup- 
plemented by  a  First  Supplemental  In- 
denture to  be  dated  as  of  April  1.  1949. 

The  application-declaration  states  that 
the  proceeds  from  the  sale  of  the  Bonds 
will  be  used  to  carry  forward  the  Com- 
pany's construction  program,  to  repay 
.short-term  advances  and  for  other  cor- 
porate purpo.ses.  The  advances  to  be  re- 
paid, estimated  at  $2,500,000  as  of  March 
31,  1949,  were  made  by  Texas  Utilities 
Company  for  the  purpose  of  temporarily 
financing  a  portion  of  the  Company's 
construction  program. 

Applicant-declarant  requests  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable  and  that 
it  become  effective  forthwith  upon  the 
issuance  thereof. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  March 
14.  1949.  at  5:30  p.  m..  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest and  the  i.ssucs.  if  any,  of  fact  or  law 
raised  by  said  application-declaration 
which  he  desires  to  controvert,  or  may 


Wednesday,  March  9, 1949 

request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  reque.st  should  be  addre.ssed: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.  At  any  time  after  March 
14,  1949,  said  application-declaration,  as 
filed  or  as  amended,  may  be  permitted  to 
become  effective  as  provided  in  Rule  U- 
23  of  the  rules  and  regulations  promul- 
gated under  said  act,  or  the  Commission 
may  exempt  such  transactions  as  pro- 
vided In  Rule  U-20  (a)  and  Rule  U-100 
thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  with  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed. 

By  the  Commission. 

[seal]  Nellye  A.  Thorsen, 

Assist a7it  Secretary. 

IF.    R,    Doc.    49-1743;    Filed,    Mar.    8,    1949; 
8:47  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORTrT:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  8.  C.  and  Supp.  App.  1,  616,  E.  O.  9193. 
July  6.  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  12615] 

Bank  of  Italy  et  al. 

In  re:  Trust  agreement  dated  March 
13.  1922.  between  Bank  of  Italy,  trustee, 
and  Charles  H.  Cattermole  and  Marie 
Sophie  Catherine  Cattermole.  trustors,  as 
amended.    File  No.  I>-28-3971  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Marie  Kock,  who.se  last  known 
address  is  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Marie  Kock,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Germany, 
are  nationals  of  a  designated  enemy 
country  (Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated 
March  13, 1922,  by  and  between  the  Bank 
of  Italy,  trustee,  and  Charles  H.  Catter- 
mole and  Marie  Sophie  Catherine  Catter- 
mole, trustors,  as  amended  October  17, 
1924,  May  25,  1936.  December  29,  1937 
and  December  7,  1938,  presently  being 
administered  by  the  Bank  of  America 
National  Trust  &  Savinps  Association,  as 
trustee,  300  Montgomery  Street,  San 
Francisco,  California, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
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nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Marie  Kock, 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  belTig  deemed 
nece-ssary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.azelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-1757;    Filed.    Mar.    8,    1949; 
8:51  a.  m.] 


[Vesting  Order  12780] 
Lena  Gessner  Ebner 


In  re :  Bank  account  and  stock  owned 
by  and  debt  owing  to  Lena  Gessner  Eb- 
ner.    F-28-29053-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Lena  Gessner  Ebner,  whose 
last  known  address  Is  Landstrasse  66, 
(17a)  Shriesheim  bel  Heidelberg,  Ger- 
many, Is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

(a)  That  certain  debt  or  other  obliga- 
tion of  City  Savings  and  Loan  Associa- 
tion, Elizabeth,  New  Jersey,  arising  out  of 
an  account,  book  number  S-18196.  en- 
titled Wm.  C.  Krutzch,  522  Walnut  Street. 
Roselle  Park,  New  Jersey,  maintained 
with  the  aforesaid  association,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

(b»  Ten  (10'  shares  of  $100  par  value 
cumulative  preferred  6%  stock  of  Public 
Service  Corporation  of  New  Jersey,  80 
Park  Place,  Newark  1,  New  Jersey,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  New  Jersey,  evidenced  by  a  cer- 
tificate numbered  EO-11309,  registered  in 
the  name  of  Lena  Gessner.  together  with 
all  declared  and  unpaid  dividends 
thereon,  and 

(c)  That  certain  debt  or  other  obli- 
gation owing  to  Lena  Ge.ssner  Ebner  by 
Wm.  C.  Krutzch,  522  Walnut  Street, 
Roselle  Park,  New  Jersey,  in  the  amount 
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of  $1,065.00  as  of  December  31.  1945.  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owner  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Lena  Gessner 
Ebner.  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  a's 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1758;    Filed,    Mar.    8.    1949; 
8:51  a.  m.J 


[Vesting  Order  12842) 

Elsa  Baronin  Von  Steinaecker  and  Mrs. 
Eleonore  Ruggeberg 

In  re:  Participation  Certificates  owned 
by  ELsa  Baronin  Von  Steinaecker,  nee 
De  Lancy  Ward,  and  Mrs.  Eleonor^  Rug- 
geberg.   F-28-4667-D-1,  F-28-23673-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Elsa  Baronin  Von  Steinaecker, 
nee  De  Lancy  Ward,  whose  last  known 
address  is  Neue  Lindenstrasse  24.  Seebad 
Misdroy.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  Mrs.  Eleonore  Ruggeberg, 
whose  last  known  address  is  Frankfort- 
on-Main.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated  en- 
emy country  (Germany); 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation, matured  or  unmatured,  evidenced 
by  one  (1)  participation  certificate  in 
Bond  and  Mortgage  number  11722,  Lssued 
by  City  Bank  Farmers  Trust  Company, 
22  William  Street,  New  York  15,  New 
York,  covering  premises  29  West  84lh 
Street,  New  York,  New  York,  said  partici- 
pation certificate  bearing  the  number  A 
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11601.  registered  In  the  name  of  Elsa 
Baronln  Von  Stelnaecker,  (nee  De  Lancy 
Ward.)  Neue  Lindenstrasse  24.  Seebad 
Misdroy,  Germany,  and  lu  the  amount  of 
$1,813.47,  together  with  any  and  all 
rights  to  demand,  enforce  and  collect  the 
aforesaid  debt  or  obligation,  and  any  and  " 
all  rights  in.  to  and  under  said  partici- 
pation certificate, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Elsa  Baronin 
Von  Steinaecker,  nee  De  Lancy  Ward, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

4   That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  evidenced 
by  one   (1)   participation  certificate  in 
Bond  and  Mortgage  number  16105.  is- 
sued by  City  Bank  Farmers  Trust  Com- 
pany. 22  William  Street,  New  York  15, 
New  York,  covering  premises  166  Broad- 
way  to    172   Broadway   Inclusive,   New 
York.  New  York,  said  certificate  regis- 
tered in  the  name  of   (Mrs.)    Eleonore 
Ruggeberg.     Prankfort-on-Main     Ger- 
many, and  in  the  amount  of  $106.47.  to- 
gether with  any  and  all  rights  to  demand 
enforce  and  collect  the  aforesaid  debt 
or  obligation,  and  any  and  all  rights  in, 
to  and  under  said  participation  certifi- 
cate. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Mrs. 
Eleonore  Ruggeberg.  the  aforesaid  na- 
Uonal  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  » Germany  >. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.    R.    Doc.    47  1759:    Filed,    Mar.    8,    1»49; 
8:53  a.  m.] 


NOTICES 

[Vesting  Order  12853] 
Nina  Mack 

In  re:  Estate  of  Nina  Mack,  deceased. 
File:  EX-28-8297:  E.  T.  sec.  9251. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Amelia  Muller,  Ernest  Schmidt 
and  Marie  Stumpf ,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2  That  the  sum  of  $100.00  deposited 
with  the  Clerk  of  the  United  States  Dis- 
trict Court  at  Portland,  Oregon,  pursu- 
ant to  a  decree  of  the  United  States 
District  Court.  District  of  Oregon,  en- 
tered in  a  condemnation  proceeding 
therein,  entitled  United  States  v.  Nina 
Morgan  et  al..  Is  property  payable  or 
deliverable  to.  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany); 

3.  That  such  property  Is  In  the  process 
of  administration  by  the  Clerk  of  the 
United  States  District  Court.  District  of 
Oregon,  at  Portland.  Oregon,  as  deposi- 
tary, acting  under  the  Judicial  supervi- 
sion of  the  United  States  District  Court. 
District  of  Oregon ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

AH  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  24.  1949. 

For  the  Attorney  General. 

ISEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.   49-1761;    Filed,    Mar.   8,    1949; 
8:52  a.  m.| 


1.  That  Christine  Hansen,  whose  la.st 
known  address  is  Bredstedt  24B.  Suder 
Strasse  44.  Schleswis,  Germany.  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: ,  . 

a  One  (D  United  States  of  America 
Treasury  2»'2%  bond,  of  $1.00000  face 
value,  bearing  the  number  106733C  pres- 
ently In  the  custody  of  Northern  Trust 
Company.  Sixth  and  Spring  Garden 
Streets.  Philadelphia.  Pennsylvania,  to- 
gether with  any  and  all  rights  there- 
under and  thereto,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Christine  Hansen  by  North- 
ern Trust  Company.  Sixth  and  Spring 
Garden  Streets.  Philadelphia.  Pennsyl- 
vania, representing  funds  held  in  a  Trust  • 
Fimd  Account  maintained  at  the  afore- 
said Company,  together  with  any  and  all 
accruals  thereto,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ovvnership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F     R.    Doc.    49-1762:    Filed.    Mar.    8,    1949; 
8:52  a.  m.| 


[Vesting  Order  128581 
Christine  Hansen 


(Vesting  Order  12869] 
Anna  Lambert  et  al. 


In  re:  Bond  owned  by  and  debt  owing 
to  Christine  Hansen.    F-28-9993-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found : 


In  re:  Interest  in  real  property  and 
property  Insurance  policy  owned  by  Anna 
Lambert,  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  the  persons  whose  names  and 
last  known  addresses  appear  below  are 
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residents  of  Germany  and  nationals  of 
a  designated  enemy  country  (Germany) ; 

Names  and  Last  Known  Addresses 

Anna  Lambert,  Pritzler  Nikolausstr.  15, 
Hessen.  Germany. 

Ida  Lenz,  Germany. 

Maria  GeerU,  Gelmar  Post  Munster  Mau- 
rltz,  Germany. 

Helnrich  Koppeler,  Bork,  Westfalen,  Ger- 
many. 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  one-half  Interest  in 
real  property,  situated  In  Kansas  City, 
County  of  Jackson,  State  of  Mi.ssourl, 
particularly  described  in  Exhibit  A.  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  together  with  all  heredita- 
ments, fixtures.  Improvements  and  ap- 
purtenances thereto,  and  any  and  all 
claims  for  rents,  refunds,  benefits  or  other 
payments  arising  from  the  ownership  of  ^ 
such  property,  and 

b.  All  right,  title  and  Interest  of  the 
persons  named  in  subparagraph  1  hereof, 
in  and  to  Fire  Insurance  Policy  No.  OC 

,8430.  In  the  amount  of  $3,000.00.  Issued 
by  Granite  State  Fire  Insurance  Com- 
pany. 83  Middle  Street,  Portsmouth,  New 
Hampshire,  which  policy  expires  Septem- 
ber 14. 1949.  and  insures  the  real  property 
described  In  subparagraph  2-a  hereof. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  de.slgnated  enemy  country 
(Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held. 
Used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of   • 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


FEDERAL  REGISTER 

ExHiBrr  A 

All  of  the  following  described  tract  of  land 
in  Kansas  City,  Jackson  County,  State  of 
Missouri,  to  wit: 

Beginning  at  a  point  on  the  East  line  of 
Indiana  Avenue,  two  hundred  ten  (210)  feet 
North  of  the  North  line  of  30th  street  thence 
North  along  the  East  line  of  Indiana  Ave. 
thirty  five  (35)  feet  to  a  point  thence  East 
and  parallel  with  the  North  line  of  30th 
street  135',2  feet  to  a  point  thence  South 
thirty  five  feet  to  a  point  thence  West  to 
point  of  beginning. 

IP.   R.    Doc.    49-1763;    Piled,    Mar.    8,    1949; 
8:52  a.  m.] 


(Vesting  Order  12528.  Amdt.] 
Kurt  Schmieder 

In  re:  Stock  owned  by  and  debts  own- 
ing to  Kurt  Schmieder. 

Vesting  Order  12528,  dated  December 
15,  1948.  Is  hereby  amended  to  read  as 
follows: 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  It  Is  hereby  found: 

1.  That  Kurt  Schmieder.  whose  last 
known  address  Is  Meerane,  Saxony,  Ger- 
many. Is  a  resident  of  Germany,  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  The  New  York  Trust  Company. 
One  Hundred  Broadway.  New  York  15. 
New  York,  arising  from  the  credit  bal- 
ance in  a  blocked  custodian  account, 
account  numbered  6832,  entitled  Helen 
B.  Dwyer,  maintained  with  the  aforesaid 
Company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  aforesaid 
debt  or  other  obligation  and  any  and  all 
accruals  thereto, 

b.  Those  certain  shares  of  stock  de- 
scribed In  Exhibit  "A",  attached  hereto 
and  by  reference  made  a  part  hereof  reg- 
istered In  the  name  of  Helen  B.  Dwyer, 
presently  In  the  custody  of  The  New 
York  Trust  Company,  100  Broadway,  New 
York  15,  New  York.  In  a  blocked  cus- 
todian account,  account  numbered  6832, 
and  entitled  Helen  B.  Dwyer,  together 
with  all  declared  and  unpaid  dividends 
thereon, 

c.  All  rights  and  Interest  created  In 
Helen  B.  Dwyer  in,  to  and  under  the 
following: 

(1)  That  certain  Memorandum  of 
Agreement  made  and  entered  into  as  of 
the  fifteenth  day  of  October  1941,  by  and 
between  Louis  H.  Hall.  Jr.,  and  Helen 
B.  Dwyer.  executed  on  December  4.  1941, 
and  that  certain  Memorandum  Amend- 
ing the  aforesaid  Memorandum  of 
Agreement,  executed  by  the  aforesaid 
Louis  H.  Hall.  Jr.,  and  Helen  B.  Dwyer. 
on  April  23.  1942.  said  Memorandum  and 
Amending  Memorandum  presently  In  the 
custody  of  The  New  York  Trust  Com- 
pany. One  Hundred  Broadway.  New  York 
15.  New  York.  In  a  blocked  custodian  ac- 
count, account  numbered  6832  and  en- 
titled Helen  B.  Dwyer. 

(2)  One  hundred  and  fifty  (150)  shares 
of  no  par  value  capital  stock  of  Glen 
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Alden  Coal  Company,  Scranton.  Penn- 
sylvania, a  corporation  organized  under 
the  laws  of  the  State  of  Pennsylvania, 
evidenced  by  certificates  numbered  C 
48616  and  P  45906.  for  100  and  50  shares, 
respectively,  registered  In  the  name  of 
Elizabeth  K.  Hall,  and  presently  In  the 
custody  of  The  New  York  Trust  Com- 
pany. One  Hundred  Broadway.  New  York 
15,  New  York,  In  a  blocked  custodian  ac- 
count, account  numbered  6832,  and  en- 
titled Helen  B.  Dwyer,  such  securities 
held  as  collateral  under  the  terms  of 
the  aforesaid  memorandum,  and 

(3)  That  certain  quitclaim  deed  to 
.  Helen  B.  Dwyer  from  EUzabeth  K.  Hall, 
executed  December  29.  1941,  by  Eliza- 
beth K.  Hall  and  delivered  to  said  Helen 
B.  Dwyer.  pursuant  to  the  terms  of  the 
aforesaid  memorandum  and  the  real 
property  covered  thereby, 

d.  Those  certain  debts  or  other  obliga- 
tions evidenced  by  four  (4)  notes  exe- 
cuted by  Elizabeth  K.  Hall,  payable  on 
demand  to  Helen  B.  Dwyer.  dated,  in  the 
face  amount  and  bearing  Interest  at  the 
rates  set  forth  below: 


D*U 


Xov.  10.  1941 
Ai)r.  2.').  1«42- 
AuK.  1,S,  1M2 
Mar.  16,  ltf42 


Face 
amuunt 


$10,  (VX) 

rnio 

800 

4,500 


Interest 

rale 
(perront) 


2W 
4 
4 
4 


said  notes  presently  in  the  custody  of 
The  New  York  Trust  Company.  One  Hun- 
dred Broadway,  New  York  15,  New  York, 
In  a  blocked  custodian  account,  account 
numbered  6832,  and  entitled  Helen  B, 
Dwyer,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  aforesaid  debts 
or  other  obligations,  and  any  and  all 
accruals  thereto,  together  with  any  and 
all  rights  In,  under  and  to  the  aforesaid 
notes,  including  particularly  the  right  to 
possession  of  said  notes, 

e.  One  script  certificate  for  Twenty- 
five  Two  Hundredths  (25/200th)  of  a 
share  of  capital  Series  "E"  stock  of  the 
Standard  Oil  Company.  300  Rockefeller 
Plaza.  New  York,  New  York,  said  script 
certificate  numbered  E-46884,  In  bearer 
form,  and  presently  in  the  custody  of  The 
New  York  Trust  Company,  100  Broadway, 
New  York  15,  New  York,  in  a  blocked  cus- 
todian account,  account  numbered  6832, 
and  entitled  Helen  B.  Dwyer,  and  any  • 
and  all  rights  thereunder  and  thereto, 
and 

f.  One  script  certificate  for  One  hun- 
dred Two-hundreths,  (100  200ths)  of  a 
share  of  capital  stock  of  the  Texas  Com- 
pany, 135  East  42nd  Street.  New  York, 
New  York,  said  script  certificate  num- 
bered S20-4574,  In  bearef  form,  and 
presently  in  the  custody  of  The  New 
York  Trust  Company,  100  Broadway, 
New  York  15,  New  York,  in  a  blocked 
custodian  account,  account  numbered 
6832  and  entitled  Helen  B.  Dwyer,  and 
any  and  all  rights  thereunder  and  there- 
to. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Kurt 
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Bchmleder.  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  Uken,  and  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

Exhibit  A 


The  terms  "national"  and  •'designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2.  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bajeelov. 

Assistant  Attorney  General. 
Director,  Office  o)  Alien  Property. 


Name  and  address  of  Issuer 


Alllwl  Mills,  Inc..  S400  Boftrd  of  Trade  Bid?  ,  Chl<s«o4.  Ill 

Allis-ChBliner«  Marnif  icturinR  Co..  Vlilwaukee   V  ''  cV-v.—.v^rW 
The  American  Agricultural  Chemical  Co..  JO  Church  St..  New  \ork 

7  N   Y 
AmeVlcan'Can  Co.,  230  Park  Ave.,  New  York  17.  N.  Y 


etate  of  Incorporation 


Certificate  numbers 


Indlswi 

Delaware... 
do 

New  Jersey. 


American  Oh.«.  A  Floctric  Co..  30  Church  St..  New  York  R.  N.  Y 
American  TcUphone  <b  Telegraph  Co.,  IM  Broadway,  New  -i  ork  7, 

The  A^erican  Tobarro  Co..  Ill  Fifth  Ave    New  York  3.  N  Y 
American  VLscOfe  Corp^  Delaware  Trust  Bid?    W  llminjjlon.  1^1... 
Atlantic  City  Electric  Co.,  1600  I'aciflc  Ave.,  Atlantic  City,  N.  J.... 


Tbe  Borden  Co.,  MO  Maduson  Ave.,  New  York  17,  N.  Y 

Botany  Mills,  Inc.,  Passaic,  N.  J 


Consolidated  Edison  Co.    of  New    York,  Inc.,  4  I?vlng   PI.,   New 

York.  N.  Y. 

Chesaiieake  Corp.  of  VIrttinIa,  West  Poitit.  \n    

The  Chesapeake  4  Ohio  Ry.  Co..  Kichmond,  ^  «------ 

Chrysler  Corp  .  341  Massachusetts  Ave.,  Detroit,  Mich 

riurtt  I'eabo<lv  &  Co..  Inc.,  tit  Hlver  St..  Trov.  N.  \:- ----■:---- 
tonilidlLi  Natural  Oas  U.  30  Kockefeller  Plata,  New  York  20, 

Owierai  Electric  Co..  1  River  Rd..  Pchenw'tady.  N  Y  

Owieral  Motors  Corp..  9044  West  Grand  Blvd..  Detroit.  Mich 


New  York.. 
do 

New  Jersey. 
Delaware  .. 
New  Jersey - 


...do. 
...do. 


NY.'<1108 

C  Sft.44 

Y  lOHOS 

233914 

233915 

OWhl.VI 

AC  3XUn 

N  13M5;> 


Number  of 
•hares 


Par  value 


Goodyear  Tire  A  Rubber  Co..  1144  East  Market  St.,  Akron  1«.  Ohio 
International  fialt  Co.,  Scranton  2,  Pa. 


yV.'.'. 


Ke"n^ot't"coprH"r  Corp.7l20  Broad wav^  New  York  5,  N 
Phillips  Petroleum  Co.,  80  Broadway,  New  \ork,  .N.  \ 

8««rs  Roebuck  and  Co..  W25  South  Homan  Ave..  Chic^^o.  111. 
Btandard  Oil  Co..  30  Rockefeller  i'laza.  New  \ork,  N.  \ 


New  York. 

Virginia 

do 

Delaware  . 
New  York. 
Delaware.. 

New  York. 
Delaware.. 


C  748fiO    

NY;C  927S 

C  (»2»>.^ 

C  034sr7 

C  05712H 

C  077'i:«». 

€01011% 

C  31379 

TNCfiSl/M 

TNC(«»4:t    

T.N'A9Rt7» 

T.NAtKiKJ 

TNP*>.M1 

C  135467 


Ohio. 


The  Texas  Co.,  135  East  42d  St.,  New  York,  N.  Y 

Vnlon  Pacific  R.  R.  Co.,  l.Mh  and  Dodge  Sts.,  Omaha  2,  Nebr 

F.  W.  Woolworth  Co.,  Woolworth  Bldg.,  New  ^  ork  7,  .N.  Y 


New  Jersey. 
New  York.. 
Delaware... 


New  York.. 
New  Jersey. 


Delaware. 


Utah. 

New  York. 


N2 

201241 

D7ft33 

35.189 

0  29«7« 

O  I85t*4 

NYC  SJ7572 

D  «79iiO« 

E  aOSsT.S 

NC  4W171 

NC  4<*I72 

N  12.'i7« 

C  407U50 

313111 

313112 

N  19S67B 

CC  32H725 

CC  5«K»4fi: 

CC  17042S 

B  «)7*Mi 

CC  7V835 

M^V^ 

TO  3«.V»7 

P  113*«4 

WT/0  2M7I6 


(') 
(') 
(') 


100 
100 
UJO 

100 

100 
5 

la) 

3 

100 
lUO 

2 

3 

3 

3 

S 
100 

76 

M 

100 

100 

100 
1110 

ll« 

12 
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100 
190 

I 

100 
100 
100 

100 

100 

100 

100 

71 

6 

39 

lOO 

A 

100 

3 


No 
No 

No 

39 
38 
25 
10 
1<J0 


Type  of  slock 


Common. 
Do. 
Da 

Do. 
I>o. 
Do. 
Do. 
Caplul. 


Common. 

Do. 

Do. 

Capital. 

Com  moo. 

Do. 

Preferred. 

Do. 

Prior  preferred 

Common. 

(') 


100 


No 

Do. 

No 

Do 

25 

Do. 

25 

Do. 

2.1 

Do. 

'if, 

Do. 

25 

Do. 

25 

Do. 

25 

Do. 

ao 

CommoB. 

10 

Capital. 

>  lOU  each. 


IF.  R.  Doc.  49-1784;  Filed.  Mar.  8.  1949;  8:62  a.  m.] 


I  Vesting  Order  12848] 
Margaret  Bauer 

In  re:  Estate  of  Margaret  Bauer,  de- 
ceased. File  No.  I>-28-11423;  E.  T.  sec. 
15657. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Rolf  Kugler.  Horst  Kugler. 
Frieda  Linckh.  Helnrich  Kugler.  and 
Karl  Kugler,  whose  last  known  address 
is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  i^ersons  identified  in  subpara- 
graph 1  hereof  and  each  of  them.  In  and 
to  the  EsUte  of  Margaret  Bauer,  de- 


cea.sed,  is  property  payable  or  deliverable 
to,  or  claimed  by.  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3  That  such  property  is  in  the  process 
of  administration  by  the  City  Treasurer 
of  the  City  of  New  York,  N.  Y.,  as  de- 
positary, acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court,  County  of 
New  York.  New  York; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 


made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at   Washington,  D.  C,  on 
February  24.  1949. 
For  the  Attorney  General. 

[sxAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

49-1760;    Piled,    M&r.    8,    1949; 
8:63  a.  m.] 


}\edne8day,  March  9, 1949 

[Return  Order  264) 
SOCIETE  RhODIACETA 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorpo- 
rated by  reference  herein  and  filed  here- 
with. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  ad^uate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  ayid  Property 

Soclete  Rhodlaceta,  Pau-ls.  France,  29526, 
January  14.  1949  (14  F.  R.  210);  Property  de- 
scribed In  Vesting  Order  No.  667  (8  F.  R.  4995, 
April  17,  1943)  relating  to  United  States  Let- 
ters Patent  No.  2.240,935.  Property  relating 
to  a  disclosure  of  an  Invention  entitled 
"Manufacture  of  Solutions  of  Polyvinyl  De- 
rivatives." Inventor  Jacques  Corblere,  Identi- 
fied in  Vesting  Order  No.  1601  (8  F.  R.  8556, 
June  y ,  1943 )  as  Transaction  Control  195  ( f ) , 
and  now  known  as  Patent  Application  Serial 
No.  623,889.  This  return  shall  not  be  deemed 
to  Include  the  rights  of  any  licensees  under 
the  above  patent  or  patent  application. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelo v. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-1765;    Filed,    Mar.    8.    1949; 
8:62  a.  m.] 
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[Vesting  Order   12860) 
Ernest  W.  Moeller 

In  re:  Bank  account  owned  by  the 
personal  representatives,  heirs,  next  of. 
kin.  legatees  and  distributees  of  Ernest 
W.  Moeller.     I>-28-11119-Ei-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Ernest  W.  Moeller,  deceased, 
who  there  is  reasonable  cau.se  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  de.scribed  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Manufacturers  Trust  Company, 
55  Broad  Street,  New  York  15,  New  York, 
arising  out  of  a  regular  checking  account 
entitled  Ernest  W.  Moeller,  Deceased, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  the  personal 
representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Einest 
W.    Moeller,    deceased,    the    aforesaid 


FEDERAL  REGISTER 

nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Ernest  W. 
Moeller.  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  ((Germany  i. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General, 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1734;    Filed.    Mar.    7.    1949; 
8:56  a.  m.l 


(Vesting  Order  128611 
Willi  Muller  et  al. 

In  re:  Bank  accounts  owned  by  Willi 
Muller  and  others,  F-28-29606-E-1,  F- 
28-21622-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Willi  Muller,  Josef  Lechner 
and  Elvira  Lechner,  each  of  whose  last 
known  address  Is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Willi  Muller,  by  The  San 
Francisco  Bank,  526  California  Street, 
San  Francisco,  California,  arising  out 
of  a  savings  account,  account  number 
231900,  entitled  Willi  Muller,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Josef  Lechner  and  Elvira 
Lechner,  by  The  San  Francisco  Bank, 
526  California  Street.  San  Francisco. 
California,  arising  out  of  a  savings  ac- 
count, account  number  237003,  entitled 
Josef  Lechner  or  Elvira  Lechner,  main- 
tained at  the  aforesE^d  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
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ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.    Doc.    49-1735;    Filed.    Mar.    7,    1949; 
8:56  a.  m.l 


[Vesting  Order  12862] 
IWAJIRO  AND  ChIEKO  OTSUKI 

In  re:  Bank  accounts  owned  by  Iwajiro 
Otsukl,  also  known  as  I.  Otsukl.  and 
Chieko  Otsukl.    D-39-11632;  E-l;  E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Iwajiro  Otsukl,  also  known  as 
I.  Otsukl,  and  Chieko  Otsukl  whose  last 
known  address  is  163  Ohara  Kami  Kizakl, 
Urawa,  Saltama  Prefecture,  Japan,  are 
residents  of  Japan  and  nationals  of  a  des- 
ignated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Iwajiro  Otsukl,  also  known 
as  I.  Otsukl,  and  Chieko  Otsukl  by  The 
United  States  National  Bank  of  Portland, 
P.  O.  Box  4410,  Portland  8,  Oregon,  aris- 
ing out  of  a  Joint  Savings  Account,  ac- 
count No.  277807,  entitled  Iwajiro  or 
Chieko  Otsukl,  maintained  at  the  afore- 
mentioned bank  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obligation 
owing  to  Iwajiro  Otsukl,  also  known  as  I. 
Otsukl,  and  Chieko  Otsukl  by  Portland 
Trust  and  Savings  Bank,  311  South  West 
Washington  Street,  Portland,  Oregon, 
arising  out  of  a  Savings  Account,  account 
No.  8855  entitled  I.  Otsukl  or  Chieko  Ot- 
sukl. maintained  at  the  aforementioned 
bank  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within   the  United  States 
owned  or  controlled  by,  payable  or  deliv* 
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erable  to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  l.s  evidence  of 
ownership  or  control  by,  Iwajiro  Otsukl, 
also  known  as  I.  Otsukl.  and  Chleko  Ot- 
sukl. the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Japan ^ . 
.  All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
With  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 


NOTICES 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  24,  1949.  v 

For  the  Attorney  General. 

[SKALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-1736;    Piled.    Mar.    7,    1949; 
8:66  a.  m.] 


Felix  Vivier 


NOTICS    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of    publication    hereof,    the    following 


property  located  In  Washington,  D.  C, 
Including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  Infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  and  Property 

Felix  Vivier.  2  Rue  de  la  Gerance.  Berchem 
Ste.  Agathe,  Brussels,  Belgium.  84661;  Prop- 
erty to  the  extent  owned  by  claimant  Imme- 
diately prior  to  the  vesting  thereof,  described 
In  Vesting  Order  No.  4031  (9  F.  R.  13780.  No- 
vember 17.  1B44).  relating  to  the  musical 
composition  "Enchantress"  (listed  In  Exhibit 
A  of  said  vesting  order),  including  royalties 
pertaining  thereto  In  the  amount  of  1121.08. 

Executed   at  Washington,  D.   C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
DirectQr.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-1766;    Filed,    Mar.    8,    1949; 
8:62  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part    981 — Irish    Potatoes    Grown    in 
Southeastern  States  Production  area 

determination  relative  to  budget  of 
expenses  and  fixing  of  rate  of  assess- 
ment for  1948-49  fiscal  year 

Notice  of  proposed  rule  making  was 
published  in  the  Federal  Register  (14 
P.  R.  342)  regarding  the  budget  of  ex- 
penses and  the  fixing  of  the  rate  of  as- 
sessment for  the  1948-49  fiscal  year  under 
Marketing  Agreement  No.  104  and  Order 
No.  81  (13  P.  R.  2709),  regulating  the 
handling  of  Irish  potatoes  grown  In  the 
Southeastern  States  production  area. 
This  regulatory  program  is  effective  pur- 
suant to  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended. 
After  consideration  of  all  relevant  mat- 
ters presented,  including  the  proposals 
set  forth  in  the  aforesaid  notice,  which 
were  submitted  by  the  Southeastern  Po- 
tato Committee  (established  pursuant  to 
the  marketing  agreement  and  order).  It 
Is  hereby  found  and  determined  that: 

S  981.202  Budget  of  expenses  arid  rate 
of  assessment  for  the  1948-49  fiscal  year. 
la)  The  expenses  necessary  to  be  In- 
curred by  the  Southeastern  Potato  Com- 
wiittee.  established  pursuant  to  the  pro- 
visions of  the  aforesaid  marketing 
agreement  and  order,  for  the  mainte- 
nance an«l  functioning,  during  the  fiscal 
year  beginning  on  November  1.  1948,  and 
ending  on  October  31, 1949.  both  dates  in- 
clu.«;lve,  of  such  committee  will  amount 
to  $47,250;  and 

(b)  The  rate  of  assessment  to  be  paid. 
In  accordance  with  the  aforesaid  mar- 
keting agreement  and  order,  by  each 
handler  who  first  handles  potatoes  dur- 
ing the  aforesaid  fiscal  year  shall  be 
three-fourths  of  one  cent  for  each  hun- 
dredweight of  potatoes  handled  by  him 
as  the  first  handler  thereof  during  the 
fiscal  period  beginning  on  November  1. 
1948,  and  ending  on  October  31.  1949. 
both  dates  Inclusive,  and  such  rate  is 
hereby  fixed  as  each  such  handler's  pro 
rata  share  of  the  aforesaid  expenses. 

(c)  As  used  herein,  the  terms  "han- 
dler." "potatoes."  "production  area." 
■  fiscal  year,"  and  "handled,"  shall  have 


the  same  meaning  as  is  given  to  each  such 
term  when  used  in  said  marketing  agree- 
ment and  order. 

The  foregoing  determination  shall  be- 
come effective  30  days  after  the  date  of 
publication  thereof  in  the  Feredal  Reg- 
ister. 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.  13  F.  R.  2709) 

Done  at  Washington.  D.  C,  this  4th 
day  of  March  1949. 

(seal!  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|P.    R.    Doc.    49-1796;    Piled.    Mar.    9,    1949; 
8:52  a.  m.l 


TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

I3d  Gen.  Rer.  of  Export  Regs..  Amdt.  49] 
Part  371 — General  Regulations 

axtthenticated  shipper's  export 
declaration 

Section  371.7a  Authenticated  shipper's 
export  declaration  is  amended  In  the 
following  particulars: 

1.  Subparagraph  (5)  of  paragraph  (a) 
Procedure  for  authentication  is  amended 
by  adding  thereto  a  new  unnumbered 
paragraph  to  read  as  follows: 

Additional  copies  of  the  shipper's  ex- 
port declaration  or  copies  of  the  Con- 
tinuation Sheet  form  '  for  such  declara- 
tions may  be  used  where  more  space  is 
required  to  fully  prepare  a  shipper's  ex- 
port declaration  (Form  7525-"Vi.'  In  all 
such  cases,  the  declaration  need  be 
signed  and  the  oath  taken  (where  re- 
quired) on  only  one  shipper's  export  dec- 
laration form.  The  additional  copies  or 
sheets  must  be  numbered  in  sequence 
and  securely  attached  to  the  executed 
declaration  form;  and  the  following  leg- 
end must  be  Inserted  between  columns  9 
and  15  on  the  executed  declaration  form: 
"This  declaration  consists  of  this  sheet 


•Copies  of  the  forms  were  filed  with  the 
Division  of  the  Federal  Register  slmulune- 
ously  with  this  amendment. 

(Continued  on  next  page) 
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and continuation  sheets."     No 

portion  of  any  form  attached  as  a  con- 
tinuation sheet  shall  be  torn  off  or 
removed. 

2.  Subparagraph  (4)  of  paragraph  (b) 
Use  of  authenticated  shipper's  export 
declaration  Is  redesignated  (5)  and  a 
new  subparagraph  (4)  Is  added  to  read 
as  follows: 

(4)  Without  prior  approval  of  the  Col- 
lector, any  Item   of   Information  con- 


Thursday,  March  10,  1949 

talned  on  an  authenticated  shipper's  ex- 
port declaration  previously  filed  with  the 
Collector  of  Customs  can  be  corrected  by 
noting  such  correction  on  the  Correction 
Form  <FT-7403).'  The  Correction  Form 
for  shipper's  export  declarations  (i)  may 
be  u.sed  to  make  corrections  on  an  au- 
thenticated declaration  In  the  pos.session 
of  the  Collector  of  Customs,  and  (ii)  must 
be  used  to  make  corrections  on  an  au- 
thenticated declaration  previously  filed 
with  and  forwarded  by  the  Collector  to 
the  Bureau  of  the  Census.  The  Correc- 
tion Form,  used  as  herein  provided,  must 
be  executed  by  the  exporter  or  his  duly 
authorized  forwarding  agent,  and  must 
be  submitted  to  Collectors  In  the  same 
manner  as  provided  with  respect  to  ship- 
per's export  declarations. 

This  amendment  shall  become  efifectlve 
as  of  February  11.  1949. 

(Sec.  6.  54  Stat  714,  55  Stat.  206,  56  Stat. 
463.  58  Stat.  671.  59  Stat.  270.  60  Stat.  215, 
61  Stat.  214,  61  Stat.  321,  Pub.  Law  395, 
80th  Cong  ;  50  U.  S.  C.  App.  and  Sup. 
701,  702;  E.  O.  9630,  Sept.  27.  1945,  10 
F.  R.  12245;  E.  O.  9919,  Jan.  3.  1948.  13 
F.  R.  59) 

Dated:  March  7,  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

R.    Doc.    49-1836;    Piled,    Mar.    9.    ltH9: 
8:59  a.  ml 
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1 3d  Oen.  Rev.  of  Export  Regs.,  Amdt.  51] 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

Pait  37*— BLT  (Blankit)  Licenses 

MISCELLANEOUS   AMENDMENTS 

1.  Section  373.2  Export  licensing  pol- 
icy is  amended  In  the  following  particu- 
lars: 

The  list  of  commodities  In  subpara- 
graph <2)  of  paragraph  <h)  Is  amended 
by  adding  thereto  the  following  com- 
modities: 

Schedule 
Commodity  B  No.' 

Aluminum  and  aluminum  base  alloy 
sheets,  plates  and  strips  (O.(X)0  Inch 
and  over) 630301 

2.  Section  379.2  Commodities  subject 
to  procedure  is  amended  In  the  following 
particulars: 

The  list  of  commodities  in  this  section 
Ls  amended  by  adding  thereto  the  follow- 
ing commodities: 

Schedule 
Commodity  B  No* 

Aluminum  and  aluminum  base  alloy 
sheets,  plates  and  stripe  (0.006  Inch 
and  over) 630301 

This  amendment  shall  become  effective 
February  28,  1949.  and  shall  apply  to 
license  applications  covering  the  above 
commodities  submitted  against  quotas  for 
the  second  calendar  quarter,  1949,  and 
subsequent  periods. 

■  Copies  of  the  forms  were  filed  with  the 
Division  of  the  Federal  Register  simultane- 
ously with  this  amendment. 

» The  Schedule  B  numbers  set  forth  in  this 
amendment  are  the  Schedule  B  numbers  as 
revised  In  the  January  1.  1949,  edition  of 
"Schedule  B  SUtistical  Classification  of  Do- 
mestic and  Foreign  (Commodities  Exported 
from  the  United  States". 


FEDERAL  REGISTER 

(Pub.  Law  11,  81st  Cong. ;  E.  O.  9630.  Sept. 
27,  1945,  10  F.  R.  12245;  E.  0-  9919.  Jan.  3, 
1948.  13  F  R.  59) 

Dated:  March  7,  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F.    R.    Doc.    49-1838;    Filed.    Mar.    9,    1949; 
8:59  a.  m] 
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1 3d   Gen.   Rev.   of   Export   Regs.,   Amdt.   60] 

Part  372 — General  Licenses 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

miscellaneous  amendments 

1.  Section  372.10  Shipments  of  limited 
value  "GLV"  is  amended  by  adding  there- 
to a  new  paragraph  (f>  to  read  as  fol- 
lows: 

(f)  Special  provi.i'ion  for  meat  prod- 
ucts. The  combined  net  value  of  all 
meat  products  included  on  the  Positive 
List,  with  the  processing  code  MEAT  1, 
which  may  be  exported  under  the  pro- 
visions of  General  License  "GLV"  in  a 
single  shipment  shall  not  exceed  three 
dollars  ($3.00.) 

2.  Section  372.22  Exportation  of  relief 
shipments — "RLS"  is  amended  in  the  fol- 
lowing particulars: 

The  list  of  commodities  In  paragraph 
(b)  Is  amended  by  excepting  the  follow- 
ing commodities  from  the  food  commodi- 
ties exportable  under  General  License 
RLS: 

Dept.  of 

Comm. 

Sched. 

B  No.  Commodity 

999810  All  meat  products  (processing  code 
MKAT  1)  on  the  Positive  List- 
Schedule  B  Nos.  002000-004500.* 

3.  Section  399.1  Appendix  A — Posi- 
tive List  of  Commodities  Is  amended  In 
the  following  particulars: 

The  dollar  value  limits  In  the  column 
headed  "GLV  dollar  value  limits"  set 
forth  opposite  each  of  the  commodities 
listed  below  are  amended  to  read  as  fol- 
lows: 


of 

Coin  in. 
Frh*d 
B  No.' 

Commcxlity 

GLV 
dollar 
value 
limits 

«trj(Kin 

Mnt  prtducti 

BPff  and  vra!,  pjcfpt  canned: 
yrrsb  i>r  frown 

3 

W2\(M 

I'Kkled  or  cumhI 

8 

(KV2700 

oraoo 

Pork,  pxrrpt  canned: 

Frwh  or  frown  pork,  except  fstback 
I)ork  (report  pirkle<l  or  .wiled  in 
(ia3200  and  camK-d  in  0O37()()j 

Ham<<  snd  shouldem.  cured  (in- 
(ludc  cooked* . 

3 
8 

noaooe 

Hat-on.  tjct^)!  fat  pork  and  |)oiii- 
hark.  dry-«alte<l    ,.. 

CunilierlaiMi  and  Wiltshire  sides  .. 

OHkt  ix)rk,  picKU'd  or  salted,  ez- 
rr)>(  (at  back  pork 

3 
8 

003«0 

Mutton  and  tomb  (report  canned  in 

wawBj 

8 

003500 


IKtJTtlO 

uostwu 


IKKfiKN 
UU3MW 

otn«w 
(i»9oe 

naiMN 

(¥W(S 

(iti:i9(i9 
WVW09 

(«i:f!)oo 

I  UK' KM 

OrtWft 
U03WN 


(IU4100 
01M300 


no4«)o 
rama) 

KH400 
(1044W) 
01)44(10 
1104400 
U04400 
004400 
(104400 
01)4400 
0(H400 
004400 
004400 
004400 
004400 
U04400 

nr^.yio 

004200 
004AOO 
004.'«00 
(ItHWIO 
004.'>00 
004UI0 
(04.^00 
004500 


CorriBodity 


OLV 

dollar 
vhIiu- 
limits 


Heat  product* — Continued 

Saijsapr.    bolopna   »n<l   frHTikfurlcr';, 
fxwpt  ritiiiiet]  (ri-ixin  (aiiin<l  in 

OttiM)!!) 

Berf,  canm'd 

I'ork.  canned  (in<-ludr  caniH*)]  bams 

aii<i  canncil  bacon  <     

SaiifaFr.    bologna  aiul   fraiikfuritrs, 

tannrd 

Othor  canned  meat  (rejiort  chicken, 
canrjcd.  inflU3W)!i; 

Mutton.  Ixiilcd,  «>rnt-«l,  or  roasted 

Veal  (include  cured).    

I.Anib 

Ration  C;  Ration  KH 

Meat  and  voprtablc  ha.sh 

Bkioil  pudding 

Brains  

DevJksl  mcat-s  except  liecf  or  i>ork... 

Hut  tamales 

Kidney  stew 

Lainb  tonitiip 

Lunch  tonpie,  except  beef,  ox  or 
l>ork   

Meat  pavy 

Meat  paste.  

Meat  spread.*,  exerpt  lie*f.  |iork.  or 
cliirken 

Tushonka.  caniUHl  (fwn.crly  ()«««)7).. 

Pemmiran   

Potted  meat,  except  Iteef,  pork,  or 
chicken 

.<!wrrt  breads 

Vegetables  cooked  with  meat,  in- 
cluding lentil.<^  with  (raiikfuiters 
ami  N'ftn."i  with  franl^furter^     .. 
Kidnrjs,  and  livers,  fresh,  frozen  or 

cure<l,  except  c-anne«l  

Toiisue,    fresh,    froren,    pickled,    or 

curefi,  except  f*nne<l     .    

Sausage  in^e<l>ent.<:,  salte<l  or  other- 
wisf  cured,  txctpt  canned: 

Cheeks  .  

Cultinr< 

Ears,  dry-Mlted 

Feet 

Heads 

Jowls 

Knuckles 

Laoones.  dry-sa!fe<l  

Menudoc  (dry-sa]t«<l  ears  and  tails) 

Pasiroma  stripe,  .smoked 

Pips' feet  .     .      

Pork  feet,  with  hocks 

Snouts - 

Tails,  dry-salted 

Testes  .    

Tripe  trimming  

Other  meals.  eicei>t  canneU: 

Beef  hearts,  fresn  or  troien 

Brains 

Dehydrated  pork. 

(loat  inejit,  fresh  or  froien 

Oxtails,  fresh  or  frox«u 

Pif!  souse  .  -     

Sausasc  inpedientf ,  tresb 

Pweet  breads . 

Tripe,  fresh r^. 


1  The  Schedule  B  numbers  set  forth  In  this  amend- 
meBt  are  the  8ch«dBie  B  numbers  as  revised  in  the 
Jan.  1,  HM8,  e<lition  of  "6che<lule  B  t^tat  1st  leal  Cla.s.<;in- 
cslion  of  Domestic  and  Fureifn  Commodities  F.xportcd 
from  the  Uiiitcd  States." 


This  amendment  shall  become  effec- 
tive March  4,  1949,  except  that  ship- 
ments of  any  of  the  commodities  re- 
moved from  General  License  "RLS"  by 
part  2  of  this  amendment  and  whose 
GLV  dollar-value  limits  have  been  re- 
duced by  parts  1  and  3  of  this  amend- 
ment, which  were  on  dock,  on  lighter, 
laden  aboard  an  exporting  carrier,  or  in 
transit  to  a  port  of  exit  pursuant  to  an 
actual  order  for  export  prior  to  March  4, 
1949,  may  be  exported  under  the  previous 
general  license  provisions. 

'Sec.  6.  54  Stat.  714.  55  Stat.  206.  56  Stat. 
463,  58  Stat.  671,  59  Stat.  270.  60  Stat  215, 
61  Stat.  214,  61  Stat.  321;  Pub.  Law  395. 
80th  Cong.;  50  U.  S.  C.  App.  and  Sup  701, 
702;  E.  O.  9630,  Sept.  27.  1945.  10  P.  R. 
12245,  E.  O.  9919,  Jan.  3,  1948,  13  F.  R.  59) 

Dated;  March  7.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

I  P.    R.    Doc.    40-1837;    Piled,    Uu.    0,    1949; 
8:59  a.  m.] 
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TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commltilon 

(Docket  No.  5565) 

Py^RX   3— Digest   of   Cease    and   Desist 
Orders 

flex-o-class  mfg.  co..  etc.,  et  al. 

5  3.6  (a  10 •  Advertising  falsely  or  mis- 
leadiriQly — Comparative  data  or  merits: 
5  3.6  <t>  Advertising  falsely  or  mislead- 
ingly— Qualities  or  properties  of  product 
or  service:  §  3.6  (y  10>  Advertising  falsely 
or  misleadingly— Scientific  or  other  rele- 
vant facts.     I.  Disseminating,  etc..  any 
adverti.sement  by  means  of  the  United 
States  malls,  or  by  any  other  means  in 
commerce,  in  connection  with  the  offer- 
ing for  sale,  sale,  and  distribu^on  of  glass 
substitutes  designated   'Flex-O-Glass'. 
"Wyr-O-Glass".   "Gl  ass  -  O  -  Ne  t"   or 
"Screen  Glass",  or  any  other  product  or 
products  of  substantially  similar  com- 
position or  posses.sing  similar  properties, 
whether  sold  under  the  same  names  or 
under  any  other  name  or  names;  and  on 
the  part  of  respondent  corporation  and 
Its    officers,     respondents    Presba    and 
Smith,  and  respondent  Warp,  trading  as 
Flex-O-Glass  Manufacturing  Company, 
etc.,  and  on  the  part  of  their  re.spective 
agents,  etc.;  which  advertisement  repre- 
sents, directly  or  through  inference,  that 
(1)   ultraviolet  rays  are  essential  to  the 
growth,  health,  development,  nutrition, 
or   function   of   birds  or   animals;    (2» 
chicks  cannot  survive  or  thrive  without 
ultraviolet  rays;  t3)  the  use  of  said  prod- 
ucts in  poultry  or  pig  hoases  will  result 
in  healthier  or  faster-growing  poultry  or 
pigs,  or  result  in  hens  starting  to  lay 
earlier  or  to  lay  more  or  better  eggs  than 
will  be  the  case  when  ordinary  glass  is 
used,    unless    such    representations   are 
clearly  and  expressly  limited  to  the  bene- 
fits which  may  result  from  exposure  to 
such  ultraviolet  rays  of  the  sun  as  may 
be  transmitted  by  said  products  where 
such  rays  adequately  compensate  for  a 
deficiency  of  vitamin  D  in  the  diet;  <4> 
said  products  supply,  furnish,  or  transmit 
to  poultry  or  animals  rays  or  any  spectra 
of  the  sun  other  than  ultraviolet  rays 
which  prevent  rickets  or  other  diseases 
or  aid  health  or  growth  to  a  greater  ex- 
tent than  said  rays  or  spectra  supplied, 
furnished,   or   transmitted   by  ordinary 
gla.ss  or  other  glass  substitutes;   »5>  the 
product    "Plex-O-Glass"     permits    the 
pa.ssape  of  more  ultraviolet  rays  than 
other  glass  substitutes;  or  that  (6)  the 
u.se  of   the   product   "Plex-O-Glass"   In 
poultry   houses  will   prevent   rickets   in 
poultry   unless   such    representation   Is 
clearly  and  expressly  limited  to  the  bene- 
fits which  may  result  from  exposure  to 
such  ultraviolet  rays  of  the  sun  as  may 
be  tran.smltted  by  said  product  where 
such  rays  adequately  compensate  for  a 
deficiency  of  vitamin  D  in  the  diet;  II, 
disseminating,  directly  or  Indirectly,. as 
hereinbefore  set  out.  and  on  the  part 
of  respondent  Warp,  as  designated  in 
Part  I.  any  advertisement  which  repre- 
sents, directly  or  through  Inference,  that 
( 1 )  the  use  of  said  products  in  the  con- 
struction of  poultry  houses  will  prevent 
roup,  canker,  rickets,  or  other  diseases  of 
poultry  or  will  aid  or  assist  in  building 


RULES  AND  REGULATIONS 

■trong  bones  In  poultry  or  will  act  as  » 
cure,  remedy,  or  competent  or  efTectlve 
treatment    for   "weak   lungs."   "failing 
health."   or   other    unfavorable    condi- 
tions of  health  In  poultry,  unless  such 
representations    are    clearly    and    ex- 
pressly  limited   to   the   benefits   which 
may    result    from    exposure    to    such 
ultraviolet    rays    of    the    sun    as    may 
be  transmitted  by  said  products  where 
such    rays    adequately   compensate   for 
a  deficiency  of  yitamin  D  In  the  diet; 
(2)  the  use  of  said  products  in  the  con- 
struction of  poultry  houses  has  any  value 
In  acting  as  a  cure,  remedy,  or  an  effec- 
tive or  competent  treatment  in  correct- 
ing any  deformity  in  poultry  caused  by 
a  vitamin  D  deficiency;  and  that  (3)  said 
products  are  superior  to  common  glass  in 
keeping  heat  in  and  cold  out;  and  dis- 
seminating, or  causing  the  dissemination 
of.  any  advertisement  by  any  means  for 
the   purpose  of   inducing,  or  which  is 
likely  to  Induce,  directly  or  Indirectly, 
the  purchase  in  commerce  of  said  prod- 
ucts, which  contains  any  of  the  repre- 
sentations prohibited  in  Parts  I  and  II 
hereof;  prohibited.    (Sec.  5.  38  Stat.  719. 
as  amended  by  sec.  3.  52  Stat.  112;   15 
U.  S.  C.  sec.  45b >      (Cease  and  'desist 
order.   Harold  Warp  doing  business  as 
Flex-O-Glass  Manufacturing  Company, 
etc..    et   al... Docket   5565,   January   26, 
19491 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  In 
the  city  of  Washington.  D.  C.  on  the  26th 
day  of  January  A.  D.  1949. 

In  the  Matter  of  Harold  Warp,  an  Indi- 
vidual Doing  Business  as  Flei-O-Glass 
Manufacturing  Company  and  Also  as 
Warp  Brothers:  Presba,  Fellers  and 
Presba,  Inc.,  a  Corporation,  and  Will 
B.  Presba,  Marquis  M.  Smith,  Bert  S. 
Presba.  and  Vesta  N.  Rinnman,  Indi- 
viduals 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  answer 
of  the  respondents,  and  a  stipulation  of 
facts  entered  into  by  and  between  re- 
spondents and  counsel  supporting  the 
complaint,  which   stipulation  provides, 
among  other  things,  that  the  statement 
of  facts  contained  therein  may  be  taken 
as  the  facts  In  this  proceeding  in  lieu  of 
other  evidence  and  that  the  CommLsslon 
may  proceed  upon  said  stipulated  facts 
to  make  Its  report  stating  its  finding  as 
to  the  facts.  Including  inferences  which 
may  be  drawn  therefrom,  and  its  conclu- 
sion based  thereon  and  enter  its  order 
disposing  of  this  proceeding  without  the 
presentation  of  oral  argument,  the  filing 
of  briefs,  or  the  filing  of  a  recommended 
decision  by  the  trial  examiner;  and  the 
Commission  having  accepted  said  stipu- 
lation of  facts  and  having  made  its  find- 
ings as  to  the  facts  and  its  conclusion 
that  the  respondents  Presba.  Fellers  and 
Presba.  Inc..  Harold  Warp.  Will  B.  Pres- 
ba, Marquis  M.  Smith,  and  Bert  S.  Presba 
have  violated  the  Federal  Trade  Com- 
mission Act: 

I.  It  is  ordered.  That  the  respondent 
Presba,  Fellers  and  Presba.  Inc.,  a  corpo- 
ration, its  officers,  the  respondent  indi- 
viduals Will  B.  Presba,  Marquis  M.  Smith, 
Bert  S.  Presba,  and  the  respondent  in- 


dividual Harold  Warp,  trading  as  Flex- 
O-Glass  Manufacturing  Company  or 
Warp  Brothers  or  under  any  other  name 
or  names,  the  respective  agents,  repre- 
sentatives, and  employees  of  each  or  any 
of  them,  directly  or  through  any  corpo- 
rate or  other  device.  In  connection  with 
the  oflerlng  for  sale.  sale,  and  distribution 
of  glass  substitutes  designated  "Flex-O- 
Glass."  "Wyr-O-Glass."  "Glass-O-Net." 
or  "Screen  Glass."  or  any  other  product 
or  products  of  substantially  similar  com- 
position or  possessing  substantially  sim- 
ilar properties,  whether  sold  under  the 
same  names  or  under  any  other  name 
or  names,  do  forthwith  cease  and  desist 
from  directly  or  indirectly: 

A.  Disseminating,  or  causing  to  be  dis- 
seminated, any  advertisement  by  means 
of  the  United  States  mails  or  by  any 
other  means  in  commerce  as  "commerce  ' 
is  defined  in  the  Federal  Trade  Commis- 
sion Act.  which  advertisement  repre- 
sents, directly  or  through  Inference,  that: 

1.  Ultraviolet  rays  are  essential  to  the 
growth,  health,  development,  nutrition, 
or  function  of  blrd^i  or  animals. 

2.  Chicks  cannot  survive  or  thrive 
without  ultraviolet  rays. 

3.  The  use  of  said  products  in  poul- 
try or  pig  houses  will  result  in  healthier 
or  faster-growing  poultry  or  pigs,  or  re- 
sult in  hens  starting  to  lay  earlier  or  to 
lay  more  or  better  eggs  than  will  be  the 
case  when  ordinary  glass  is  used,  unless 
such  repre-sentations  are  clearly  and  ex- 
pressly limited  to  the  benefits  which  may 
result  from  exposure  to  such  ultraviolet 
rays  of  the  sun  as  may  be  transmitted 
by  said  products  where  such  rays  ade- 
quately compensate  for  a  deficiency  of 
vitamin  D  In  the  diet. 

4.  Said  products  supply.  furnLsh.  or 
transmit  to  poultry  or  animals  rays  or 
any  spectra  of  the  sun  other  than  ultra- 
violet rays  which  prevent  rickets  or  other 
diseases  or  aid  health  or  growth  to  a 
greater  extent  than  said  rays  or  spectra 
supplied,  furnished,  or  transmitted  by 
ordinary  glass  or  other  gla.'^s  substitutes. 

5.  The  product  "Flex-O-Gla.ss"  per- 
mits the  passage  of  more  ultraviolet  rays 
than  other  glass  substitutes. 

6.  The  use  of  the  product  "Flex-O- 
Glass"  in  poultry  houses  will  prevent 
rtckets  in  poultry  unle.ss  such  represen- 
tation Is  clearly  and  expressly  limited  to 
the  benefits  which  may  re.sult  from  ex- 
posure to  such  ultraviolet  rays  of  the  sun 
as  may  be  transmitted  by  said  product 
where  such  rays  adequately  compensate 
for  a  deficiency  of  vitamin  D  In  the  diet. 

II.  It  is  further  ordered.  That.  In  addi- 
tion to  the  foregoing,  the  respondent 
Harold  Warp,  as  designated  in  para- 
graph I.  cease  and  desist  from  directly  or 
indirectly  disseminating  of  causing  to  be 
disseminated.  In  the  manner  and  for  the 
purposes  hereinbefore  stated,  any  adver- 
ti.sement which  represents,  directly  or 
through  Inference,  that: 

A.  1.  The  use  of  said  products  In  the 
construction  of  poultry  houses  will  pre- 
vent roup,  canker,  rickets,  or  other  dis- 
eases of  poultry  or  will  aid  or  assist  in 
building  strong  bones  in  poultry  or  will 
act  as  a  cure,  remedy,  or  competent  or 
effective  treatment  for  "weak  lungs." 
"failing  health,"  or  other  unfavorable 
conditions  of  health  in  poultry,  unless 
such  representations  are  clearly  and  ex- 
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pressly  limited  to  the  benefits  which  may 
result  from  exposure  to  such  ultraviolet 
rays  of  the  sun  as  may  be  tran.smltted  by 
said  products  where  such  rays  adequately 
compensate  for  a  deficiency  of  vitamin 
D  in  the  diet. 

2.  The  use  of  said  products  In  the  con- 
struction of  poultry  houses  has  any  value 
in.  acting  as  a  cure,  remedy,  or  an  effec- 
tive or  competent  treatment  in  correct- 
ing any  deformity  in  poultry  caused  by  a 
vitamin  D  deficiency. 

3.  Said  products  are  superior  to  com- 
mon glass  in  keeping  heat  in  and  cold 
out. 

B.  Disseminating,  or  causing  the  dis- 
semination of.  any  advertisement  by  any 
means  for  the  purpose  of  Inducing,  or 
which  is  likely  to  induce,  directly  or  in- 
directly, the  purchase  in  commerce  as 
"commerce"  Is  defined  in  the  Federal 
Trade  Commission  Act.  of  said  products, 
which  advertisement  contains  any  of 
the  representations  prohibited  by  para- 
graphs I  and  II  hereof. 

III.  It  is  further  ordered.  That  the  re- 
spondents shall,  within  sixty  '60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  in 
writing,  setting  forth  in  detail  the  man- 
ner and  form  In  which  they  have  com- 
plied with  it. 

IV.  It  is  further  ordered.  That  as  to 
the  respondent  Vesta  N.  Rinnman  the 
complaint  be.  and  it  Is  hereby,  dismissed 
without  prejudice  to  the  right  of  the 
Commission  to  reop)€n  It  or  to  take  such 
further  action  at  any  time  in  the  future 
as  may  be  warranted  by  the  then  existing 
circumstances. 

By  the  CommLssion. 

I  SEAL]  D.  C.  Danikl. 

Secretary. 

[P.    R.    Doc.  .49  1831:    Piled.    Mar.    9.    1949; 
8:55  a.  ml 


TITLE  19— CUSTOMS  DUTIES 

Chopter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

(T.  D.  52165[ 

Part  23 — EInforcement  of  Customs  and 
Navigation  Laws 

enforcement  of  oil  pollution  act  of 

1924 

Section  23.32  fc».  Customs  Regulations 
of  1943  (19  CPR.  23  32  <cM,  is  hereby 
amended  by  deleting  "Office  of  the  Chief 
of  Marine  Inspection.  U.  S.  Coast  Guard," 
and  substituting  therefor,  "District  Com- 
mander of  the  Coast  Guard  District  con- 
cerned." 

'R.  S.  161,  sees.  2.  3,  4.  5,  7.  43  Stat.  604. 
605;  5  U.  S.  C.  22.  33  U.  S.  C.  432-436J 

I  SEAL  1  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  March  2,  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

(P.    R.    Doc.    49  1835:    Filed.    Mar.    9,    1949; 
8:59  a.  m.J 


FEDERAL  REGISTER 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Admin- 
istration, Housing  and  Home  Fi- 
nance Agency 

SutKhopter    D — Multifoinily    Rental    Housing 
Inswranc* 

Part  232 — Multifamily  Insurance;  Eli- 
ciBiUTY  Requirements  of  Mortgage 
Covering  Multifamily  Housing 

information  for  preliminary 
examination 

Section  232  1  (a)  is  amended  by  add- 
ing at  the  end  thereof  the  following  new 
sentence:  "If  the  project  is  of  the  char- 
acter described  in  paragraphs  (d),  (e) 
or  (f )  of  §  232.4  and  the  mortgagor's 
portion  of  the  application  has  been  duly 
executed  by  the  sponsor  and  filed  to- 
gether with  the  application  fee.  as  pro- 
vided herein,  the  execution  of  the  mort- 
gagee's portion  of  the  application  may 
be  deferred  until  the  project  has  been 
analyzed  and  the  sponsor  advised  with 
respect  thereto:  Provided.  That  no  com- 
mitment will  be  issued  until  such  appli- 
cation has  been  duly  executed  by  the 
mortgagee." 

I.ssued  at  Washington,  D.  C.  this  4th 
day  of  March  1949. 

Franklin  D.  Richards. 
Federal  Housing  Commissioner. 

[P.    R.    Doc.    49-1830;    Piled.    Mar.    9.    1949; 
8:55  a.  m.l 


TITLE 


-HOUSING  CREDIT 


Chopter  VIII — OfRce  of  the  Housing 
>  Expediter 

[ControUed  Housing  Rent  Reg.'.  Amdt.  72] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  r«nt  regulation 

The  Controlled  Hou.sing  Rent  Regula- 
tion ( §  §  325. 1  to  825. 12 )  Is  amended  In  the 
following  respect: 

A  new  Item  44  is  hereby  incorporated 
In  Schedule  B,  to  read  as  follows: 

44.  Provisions  relating  to  the  Enid,  Okla- 
homa, Defense-Rental  Area: 

Increase  in  maximum  rents  based  upon  the 
recommendation  of  the  Local  Advisory  Board. 
Effective  as  of  March  10,  1949.  an  increase  of 
12  percent  is  hereby  authorized  in  the  maxi- 
mum rents  of  thoee  housing  accommodations 
In  the  Enid,  Oklahoma,  Defense-Rental  Area, 
for  which  (a)  the  maximum  rent  was  flrst 
determined  under  section  4  (a)  or  4  (b)  of 
the  Rent  Regulation  for  Housing  Issued  pur- 
suant to  the  Emergency  Price  Control  Act  of 
1942.  as  amended,  or  (b)  the  maximum  rent 
was  fixed  by  an  order  entered  under  the 
applicable  rent  regulation  fixing  the  maxi- 
mum rent  on  the  basis  of  the  rent  generally 
prevailing  In  the  defense-rental  area  for 
comparable  housing  accommodations  on 
March  1.  1942 :  Provided,  however.  That  where 
any  adjustment  was  heretofore  ordered  on  or 
after  August  22,  1947,  under  |  825.5  <a)  (12) 
or    {825.5    (a)     (16)    the    amount    of    such 
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adjustment  shall  be  excluded  In  determining 
the  Increased  maximum  rent :  And  provided 
further,  TTiat  where  housing  accommodations 
are  or  were  covered  by  a  lease  as  described  in 
section  204  (b)  (2)  or  204  (b>  (3)  of  the 
Hoiising  and  Rent  Act  of  1947.  as  amended. 

(a)  the  Increase  hereby  authorized  shall 
apply  only  after  such  lease  has  terminated. 

(b)  the  amount  of  rent  Increase  which  was 
effected  by  the  lease  shall  be  excluded  (in 
addition  to  any  applicable  exclusions  under 
the  first  proviso  clause  hereof)  in  determin- 
ing the  Increased  maximum  rent  and  (c)  the 
Increased  maximum  rent  shall  in  no  event 
exceed  115  percent  of  the  maximum  rent 
which  would  be  in  effect  on  March  30,  1948.  In 
the  absence  of  such  a  lease,  plus  or  minus  (as 
the  case  may  be)  the  amount  of  all  individ- 
ual adjustments  ordered  after  March  30. 
1948. 

Any  maximum  rent  which  Is  PUbstantJally 
lower  than  the  rent  generally  prevailing  In 
said  defense-rental  area  for  comparable 
housing  accommodations  on  March  1.  1942, 
plus  12  percent  shall  be  eligible  for  adjust- 
ment on  the  basis  of  such  generally  prevail- 
ing rent  plus  12  percent,  on  the  filing  of  an 
individual  petition  for  adjustment  under 
§  838.5  (a)   (11). 

All  provisions  of  ?§  825.1  to  825.12  in.so- 
far  as  they  are  applicable  to  the  Enid, 
Oklahoma.  Defense-Rental  Area  are 
hereby  amended  to  the  extent  necessary 
to  carry  these  provisions  into  effect. 

<S?c.  204  (d),61SUt.  197,  as  amended  by 
62  Stat.  37  and  by  62  Stat.  94 ;  50  U.  S.  C. 
App.  1894  (d).  Applies  sec.  204  <e).  61 
Stat.  197,  as  amended  by  62  Stat.  37  and 
by  62  Stat.  94;  50  U.  S.  C.  App.  1894  (e) ) 

This  amendment  shall  become  tffec- 
tive  March  10,  1949. 

Issued  this  7th  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  To  Accompany  Amendment 
72  to  the  Controlled  Housing  Rent  Reg- 
ulation 

The  Local  Advisory  Board  for  the 
Enid.  Oklahoma,  Defense-Rental  Area, 
has  in  accordance  with  section  204  (e) 
(1  •  <B)  of  the  Housing  and  Rent  Act  of 
1947.  as  amended,  recommended  an  in- 
crease in  the  general  rent  level  in  said 
Defense-Rental  Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  is  in  accordance  with 
applicable  law  and  regulations  to  the 
extent  of  12  percent,  and  is  therefore 
issuing  this  amendment  to  efTectuate 
such  portion  of  the  recommendation. 

IP.    R.    Doc.    49  1794;    Filed,    Mar.    9.    1949; 
8:52  a.  m  | 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  R^..'  Amdt.  69 ( 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation   for  Controlled 
Rooms  in  Rooming  Houses   and  Other 


'  13  r.  R.  570«.  5788.  5877,  5937.  6246.  6283. 
6411.  6556.  6381.  6910.  7299,  7671.  7801.  7562. 
8217,  8327,  8386;  14  F.  R.  17,  93,  143,  271,  337, 
406.  b27,  632,  6L5,  856,  918. 


'  13  P.  R.  5750,  5789.  5875.  593T,  5938.  6247. 
6283.  6411.  6556.  6882.  6911.  7298,  7672.  7801. 
7862.  8218.  8328,  8388.  14  F.  R.  18,  272.  337. 
457.  627.  682,  696,  867.  918,     " 
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Establishments    (5J  825.81   to  825  92)    Is 
hereby  amended  In  the  following  respect: 
A  new  Item  45  is  hereby  incorporated 
In  Schedule  B,  to  read  as  follows: 

45.  Provisions  relating  to  the  Enid.  Okla- 
homa. Defense-Rental  Area: 

Increaxe  in  Tnaximv.m  rents  ba.scd  upon  th» 
recommendation     of     the     Local     Advisory 
Board.    Effective  as  of  March  10.  1949.  an  In- 
crease of  12  percent  Is  hereby  authorized  In 
the  maximum  rents  of  those  housing  accom- 
modations In  the  Enid.  Oklahoma,  Defense- 
Rental    Area,   for   which    (a)    the   maximum 
rent  was  first  determined  under  section  4(a) 
of  the  Rent  Regulation  for  Transient  Hotels. 
Residential     Hotels,     Rooming     Houses     and 
Motor  Courts.  Issued  pursuant  to  the  Emer- 
gency Price  Control  Act  of  1942.  as  amended, 
or   (bi    the  maximum  rent  was  fixed  by  an 
order  entered  under  the  applicable  rent  reg- 
ulation fixing  the  maximum  rent  on  the  basis 
of   the  rent  generally   prevailing   In  the  de- 
fence-rental   area    for    comparable    housing 
accommodations  on  March  1.  1942:  Prorided. 
however.    That    where    an    adjustment    was 
heretofore  ordered  on  or  after  Augxist  22,  1947 
under  5  825  85  (a)    (9)   the  amount  of  such 
adjustment  shall  be  excluded  In  determining 
the  Increased  maximum  rent:  And  provided 
further.  That  where  housing  accommodations 
are  or  were  covered  by  a  lease  as  described  In 
section  204   (b)    (2)    or  204   (b)    (3t    of   the 
Housing  and  Rent  Act  of  1947.  as  amended, 
(a)  the  increase  hereby  authorized  shall  ap- 
ply only  after  such  lease  has  terminated,  (b) 
the  amount  of  rent  Increase  which  was  ef- 
fected by  the  lease  shall  be  excluded  ( In  addi- 
tion to  any  applicable  exclusions  under  the 
first   proviso  clause   hereof*    In   determining 
the    Increased   maximum   rent    and    (c)    the 
Increased  maximum  rent  shall  In  no  event 
exceed    115    percent    of    the    maximum    rent 
which  would  be  in  effect  on  March  30.  1948  In 
the  absence  of  such  a^leaae,  plus  or  minus 
(aa  the  case  may  l>e)  th'e  amount  of  all  Indi- 
vidual adjustments  ordered  after  March  30, 

Any  maximum  rent  which  la  substantially 
lower  than  the  rent  generally  prevailing  In 
said  defense-rental  area  for  comparable  hous- 
ing accommodations  on  March  1.  1942.  plus 
12  percent  shall  be  eligible  for  adjustment  on 
the  basis  of  auch  generally  prevailing  rent 
plus  12  percent,  on  the  filing  of  an  Individual 
petition   for  adjustment  under   }  825.85    (a) 

All  provisions  of  §5  825  81  to  925  92  in- 
sofar as  they  are  applicable  to  the  Enid, 
Oklahoma,  E>efense-Rental  Area  are 
hereby  amended  to  the  extent  necessary 
to  carry  these  provisions  into  effect. 

(Sec  204  Id) ,  61  Stat.  197,  as  amended  by 
62  Stat  37  and  by  62  Stat.  94;  50  U.  S.  C. 
App.  1894  <dt.  Applies  sec.  204  <e),  61 
Stat.  197.  as  amended  by  62  Stat.  37  and 
by  62  Stat  94;  50  U.  S.  C.  App.  1894  (e)  ) 

This  amendment  shall  become  effective 
March  10,  1949. 

Issued  this  7th  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

Statement  to  Accompany  Amendment 
69  To  the  Rent  Regulation  for  Con- 
trolled Rooms  in  Roojning  Houses  and 
Other  Establishments 

The  Ix)cal  Advisory  Board  for  the  Enid, 
Oklahoma.  Defense-Rental  Area  has.  In 
accordance  with  section  204  (e)  d)  <B' 
of  the  Housing  and  Rent  Act  of  1947,  as 


RULES  AND  REGULATIONS 

amended,  recommended  an  increase  In 
the  general  rent  level  In  said  Defense- 
Rental  Area. 

The  Housing  Expediter  has  found  that 
this  recommendation  is  appropriately 
substantiated  and  is  in  accordance  with 
applicable  law  tind  regulations  to  the  ex- 
tent of  12  percent,  and  is  therefore  issuing 
this  amendment  to  effectuate  such  por- 
tion of  the  recommendation. 


R     Doc     49-1795;     Piled.    Mar.    9,    1949. 
8:52  a.  m  | 


TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'   RELIEF 

Chapter   I — Veterans'   Administration 

Parx   4 — Dependents   and   Beneficiaries 
Claims 

miscellaneous  amendments 

In  §  4  176.  paragraphs  (b)  (2)  (iii)  and 
tvi>  and  »b>  '41  are  amended  to  read  as 
follow.s; 


§  4.176  World  War  I;  establishment  of 
service -connected  disability  of  less  than 
10  per  centum  iPublic  No.  484,  73d  Con- 
gress, act  of  June  28.  1934.  as  amended. 
Public  No.  198.  76th  Congress,  act  of  July 
19.  1939^ .     *     *      * 

(b)   Definition  of  term  •'disability."  as 
used  herein.     •     •     • 
(2)    •      •      • 

(iii>  A  disease  included  in  §5  3.86 
through  3  88  of  this  chapter.  Not  in- 
cluded are  the  tropical  diseases  listed 
in  section  1.  Public  Law  748.  80th  Con- 
gress, except  leprosy  and  dysentery,  ame- 
bic, acute  or  chronic  (amebiasis).  As  to 
other  tropical  diseases  see  subparagraph 
(41  of  this  paragraph. 

«  •  •  •  • 

(vi>  Systolic  (including  aortic)  mur- 
mur, if  organic  and  not  functional.  If 
aortic  systolic  murmur  is  due  to  syphilitic 
aortitis,  consideration  will  be  given  under 
§  3  65  (d)  of  this  chapter. 

.  •  •  • 

(4>    A  tropical  disease  as  defined  by 
Public  Law  748.  80th  Congress,  other  than 
those  referred  to  in  subparagraph   (2> 
(iiit  of  this  paragraph,  even  though  not 
of  a  compensable  degree  at  death:  Pro- 
vided. That  there  is  medical  evidence  of 
the  existence  of  such  a  disea.se  within  2 
years   prior   to   death   and   in   addition 
there  is  acceptable  lay  or  medical  evi- 
dence of  a  relapse  or  symptomatic  mani- 
festation of  the  disea.se  within  the  12 
month  period  preceding  death.   When  a 
veteran  has  re.sided  continuously  in  a 
tropical  area  where  these  diseases  are 
endemic,  attention  should  be  given  to 
factual    evidence    of    reinfection.     The 
provision  of  this  paragraph  will  be  effec- 
tive with  reference  to  malaria  on  and 
after  September  16.  1948;  for  other  con- 
ditions. March  3.  1949.     (See  §5  3.214  (b) 
(2)  and  4.53  of  this  chapter.) 

[SEAL]  O.  W.  Clark. 

Executive  Assistant  Administrator. 

|F.    R.    Doc.    49-1833:    Filed,    J4ar.    9,    1949; 
8:63  a.  m.l 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  Office   Department 

Part  127— International  Postal  Service: 
Postage  Raths.  Service  Available,  and 
Instructions  for  Mailing 

colombia;  regular  mails 

In  J  127.232  Colombia  <13  F.  R.  9132) 
make  the  following  changes: 

1.  Amend  paragraph  ta*  <10>  to  read 
as  follows: 

(a)  Reoular  muils.     •     •     • 
(10  •    Observations.     The   Colombian 
authorities   require  that   an   import   li- 
cense be  secured  in  advance  by  the  ad- 
dressees   of    samples    of    merchandise, 
printed  matter,  and  8-ounce  merchandise 
packages.    The  only  exceptions  are  sin- 
gle subscription  or  gift  copies  of  books 
and  periodicals,  and  small  quantities  of 
postage  stamps  exchanged  bj»  philatel- 
ists.    Packages   will   be   returned    from 
Colombia    unless    import    licenses    have 
been  obtained  when   needed.     Senders 
must  endorse  the  wrappers  'Addressee 
has  import  license"  or  "Import  license 
not  required"  as  the  case  may  be,  before 
such  packages  are  mailed. 

2.  Amend  subdivision  (X)  of  paragraph 
(b)    (8»  to  read  as  follows: 


(X)  The  addressees  in  Colombia  are  re- 
quired to  obtain  Import  licenses  in  order 
to  secure  deHvery  of  parcels.  For  a  par- 
cel exceeding  50  pesos  in  value  the  ad- 
dressee is  required  to  send  a  copy  of  the 
import  license  to  the  sender,  who  must 
submit  it  to  the  Colombian  Consul  when 
obtaining  the  consular  invoice.  If  a 
sender  receives  a  copy  of  a  Colombian 
import  license  for  a  parcel  whose  value 
does  not  exceed  50  pesos,  he  should  re- 
turn it  to  the  addressee  in  Colombia. 
Parcels  will  not  be  delivered  unless  Im- 
port licen.ses  have  been  issued  for  them. 
Senders  must  endorse  the  wrapper  and 
customs  declaration  of  each  parcel  "Ad- 
dressee has  import  license." 

(R  S  161.  396.  398,  sees.  304.  309,  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22. 
369.  372 > 


ISEXLl 


J.  M.  Donaldson. 
Postmaster  General. 


[F.    R.    Doc.    49-1787:    Filed.    Mar     9.    1949; 
8:50  a.  m.| 


p^RX  127— International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

FRANCE;   parcel  POST 

In  5  127  252  France  <  13  F.  R  9149;  14 
F.  R.  659 1  amend  paragraph  (b»  '4' 
Prohibitions  as  follows: 

1.  Delete  "(4)  Prohibitions"  and  insert 
in  lieu  thereof  "(5)  Prohibitions",  and 
amend  subdivision  (i>  to  read  as  follows: 

(b)   Parcel  post.     •     •     • 

(5)  Prohibitions— <\)  For  reasons  of 
sanitarv  policy,     (a)  Penicillin. 

(b»  Commercial  shipments  of  strepto- 
mycin,  unless   forwarded  through  the 
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facilities  of  the  "Groupement  dlmporta- 
tion  des  Products  Pharmaceutiques" 
whose  representative  in  the  United  States 
Is  located  at  44  Beaver  Street,  New  York 
4,  N.  Y. 

(c)  Noncommercial  (gift)  shipments 
of  streptomycin  may  be  mailed  by  indi- 
viduals, provided  the  addressee  In  each 
case  possesses  an  import  license  which 
may  be  issued  by  the  French  Ministry 
of  Health  upon  the  presentation  of  a 
certificate  from  the  addressee's  physi- 
cian. 

(d)  Unnamed  compound  medicines 
not  bearing,  in  conspicuous  characters 
and  in  the  French  language,  both  on  the 
container  of  the  medicine  itself  and  on 
Its  outside  wrapper,  the  usual  name  and 
the  dose  of  active  substances  (excluding 
chemical  denominations  and  formulas), 
the  name  and  address  of  the  manufac- 
turer, unless  they  appear  in  an  official 
pharmacopaela. 

(o  The  importation  of  serums,  vac- 
cines, virus,  toxins,  and  similar  prod- 
ucts is  subject  to  authorization  by  the 
Government  after  they  have  been  passed 
by  the  pharmacy  faculty. 

(/)  Skins  of  parrots,  perroquets.  or 
other  psittaceous  birds  are  subject  to  dis- 
infection upon  disembarkation  as  au- 
thorized by  the  Ministry  of  Agriculture. 

(g)  Nursing  bottles  and  nipples  made 
with  a  product  other  than  pure  rubber. 

(R.  S.  161.  396.  398.  .sees.  304.  309,  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 


(SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


[P.    R.    Doc.    49-1780;    Piled,    Mar.    9,    1949; 
8:47  a.  m.) 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

httngary;  parcel  post 

In  5  127.276  Hungary  (13  F.  R.  9167) 
amend  paragraph  (b)  (4)  to  read  as 
follows: 

(b)  Parcel  post.     •     •     • 

(4)  Observations,  (i)  The  use  of 
cloth,  canvas,  or  boxes  is  recommended 
to  protect  the  contents  of  packages. 

(il)  Parcels  sent  as  gifts  and  contain- 
ing exclusively  used  clothing  and  foot- 
wear for  the  personal  use  of  the  addressee 
and  his  family,  are  admitted  free  of  duty 
provided  the  addressee  has  (a)  a  letter 
from  the  sender  stating  that  the  parcel 
was  sent  as  a  gift,  and  (5)  a  certificate 
from  Hungarian  oflBcials  that  he  is  with- 
out means.  It  Is  desirable  that  the  par- 
cels be  marked  by  the  senders  "Szeret- 
etcsomag"  or  "Gift  Parcel". 

(R.  S.  161.  396,  398,  sees.  304.  309.  42 
Stat.  24,  25.  48  Stat.  943;  6  U.  S.  C.  22, 
269,  372) 


[SEAL] 


J.  M.  Donaldson. 
Postmaster  General. 


FEDERAL  REGISTER 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

japan;  u.  s.  a.  gift  parcels 

In  §  127.286  Japan  (13  F.  R.  9176;  14 
F.  R.  459)  amend  the  first  paragraph  (c) 
(2>  Observations,  to  read  as  follows: 
(c)  U.  S.  A.  gift  parcels.  *  •  • 
(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  under  the  caption  "Par- 
cel Post",  paragraph  (a)  of  this  section, 
the  following  special  requirements  im- 
posed by  the  Department  of  the  Army 
must  be  met  in  order  for  parcels  to  be 
accepted  at  the  reduced  postage  rate  as 
"U.  S.  A.  Gift  Parcels": 

(R.  S.  161.  396,  398,  sees.  304.  309.  42  Stat. 
24,  25.  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 
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[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


(F.    R.    Doc.    49-1783;    Piled.    Mar.    9,    1949; 
8:49  a.  m. I 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
iNSTRucrnoNs  FOR  Mailing 

Mexico;  regttlar  mails 

In  §127.304  Mexico  (13  F.  R.  9185  > 
amend  paragraph  (a)  (12)  Observations 
by  deleting  subdivision  (i),  and  by  re- 
designating subdivisions  (ii)  and  (iii)  as 
subdivisions  (i)  and  (ii),  respectively. 

(R.  S.  161,  396,  398,  sees.  304,  309.  42  Stat. 
24,  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


[P.    R.    Doc.    4fr-1786;    Piled,    Mar.    9,    1949; 
8:50  a.  m.] 


Part  127 — International  Postal  Service  : 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

philippine  (republic  of  the)  air -mail 
service 

In  :  127  329  Philippines  (Republic  of 
the)  (13  F.  R.  9201)  amend  paragraph 
(a)  (4)  to  read  as  follows: 

(a.^  ReguJar  mails.     •     •     • 

(4)  Air-mail  service.  Postage  rate,  25 
cents  one-half  ounce,  except  that  when 
mailed  in  Guam  the  rate  Is  10  cents  per 
one-half  ounce.     (See  S  127.20). 

(R.  8.  161,  396.  398,  sees.  304,  309,  42  Stat. 
24,  25,  48  Stat.  943;  5  U.  8.  C.  22,  369.  372) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


[P.    B.    Doc.    49-1785;    Piled,    Mar.    9,    1949; 
8:50  a.  m.] 


(F.    R.    Doc.    49^1784;    Filed,    Mar.    0,    1949; 
8:&0  a.  m.J 


Part  127 — International  Postal  Service  : 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

reunion  (bourbon)  island;  parcel  post 

In  S  127.337  Reunion  (Bourbon)  Island 
(13  F.  R.  9210).  amend  paragraph  (b> 
(1)  (i)  to  read  as  follows : 


(b) 

Parcel  post.     * 

• 

• 

(1) 

Table  of  rates. 

(I) 

Surface 

par- 

eels. 

[Rates 

Include  transit 

charges] 

Pounds : 

Rate 

Pounds : 

Rate 

1  — 

.  $0.  50 

23- 

$4.97 

2— 

_       .64 

24- 

5.11 

3  — 

-       .93 

25- 

5.25 

4... 

.     1.07 

26- 

5.39 

5... 

_     1.21 

27- 

5.53 

6... 

.     1.35 

28- 

6.67 

7-_. 

-     1.49 

29- 

5.81 

8— 

-     1.77 

30- 

5.95 

9— 

-     1.91 

31- 

6.09 

10.- 

.     2.05 

32- 

6.23 

11  — 

-    2.19 

33- 

6.37 

12.. 

.     2.84 

34- 

7.08 

13-. 

.     2.98 

35- 

7.22 

14-. 

_     3.  12 

36- 

7.36 

15-. 

-     3.26 

37- 

7.50 

16.. 

.     3.40 

38- 

7.64 

17.. 

.3.54 

39- 

7.78 

18-. 

.     3.68 

40. 

7.92 

19-. 

_     3.82 

41. 

8.06 

20-. 

_     3.96 

42- 

8.20 

21  — 

.     4.10 

43- 

8.34 

22-. 

-     4.24 

44- 

8.48 

Weight  limit:  44  pounds. 
Customs  declarations:  1  FOTm  2966. 
Dispatch  note:  l  Form  2972. 
Parcel-post  sticker:  1  Form  2922. 
Sealing:   Compulsory. 
Group  shipments:  No. 
Registration:  No. 
Insurance:  No. 
C.  o.  d.:  No. 

(R.  S.  161,  396,  398,  sees.  304,  309,  42  Stat. 
24,  25.  48  Stat.  943;  5  U.  S.  C.  22,  369. 
372) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


[F.    R.    Doc.    49-1782;    Filed,    Mar.    9.    1949; 
8:48  a.  m.j 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Federal   Security  Agency 

Part  53 — Grants  for  Survey,  Planning 
AND  Construction  of  Hospitals' 

miscellaneous  amendbcents 

1.  Effective  June  19,  1948,  §  53.1  (s)  Is 
amended  to  read  as  follows: 

§  53.1    Definitions.     •     •     • 

(s)  State.      The    48    States.    Alaska, 

Hawaii.  Puerto  Rico,  Virgin  Islands,  and 

the  District  of  Columbia. 

2.  Effective  December  17,  1948,  §  53.21 
(a)  Is  amended  to  read  as  follows: 

§  53.21      Maximum    State    allowance. 

*     •     • 

(a)  For  tuberculous  patients,  2.5  times 
the  average  annual  deaths  of  tubercu- 
losis in  the  State  over  the  most  recent 
five-year  period  for  which  data  are  avail- 
able, provided  that  the  total  number  of 
beds  so  determined  shall  not  exceed  2  5 
times  the  annual  deaths  from  tubercu- 
losis In  the  State  over  the  five-year  period 
from  1940  to  1944. 

3.  Effective  December  17,  1948,  §  53.77 
(c)   (1)  Is  amended  to  read  as  follows: 

5  53.77  Processing  construction  appli- 
cations.    *     *     • 


>  12  P.  R.  6874. 
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(c)  Assurances  from  applicant.  ♦   •   • 
( 1 )  That  actual  construction  work  will 
be  performed  by  the  lump  sum  (fixed 
price)   contracC  method,  that  adequate 
methods  of  obtaining  competitive  bid- 
ding will  be  or  have  been  employed  prior 
to  awarding  the  construction  contract, 
either  by  public  advertising  or  circulariz- 
Ing  three  or  more  bidders,  and  that  the 
award  of  the  contract  will  be  or  has 
been  made  to  the  responsible  bidder  sub- 
mitting the  lowest  acceptable  bid:  Pro- 
vided   hoivever.  That  the  purchase  and 
installation  of  equipment  which  Is  umque 
to  a  hospital,  as  well  as  kitchen,  laundry, 
laboratory,    and    pharmacy    equipment, 
need    not    be    considered    construction 
work  for  the  purpose  of  this  section. 

4  Effective  December  17.  1948.  para- 
graph (b)  of  5  53.79  Is  amended  by  de- 
leting the  fourth  and  fifth  sentences  so 
that  the  paragraph  reads  as  follows: 

5  53.79  Fiscal  and  accounting  require- 
ments.      •       •       •  T,r»,„,^ 

(b)  Construction  payments.  Where 
the  State  may  receive  Federal  funds 
for  applicants  for  construction  project 
grants,  or  the  State  Itself  is  an  applicant 
adequate  records  of  account  and  fiscal 
controls  shall  be  established  and  main- 
tained by  the  State  to  assure  proper 
accounting  of  all  funds  received  and  dis- 
bursed Similar  suitable  accounts  shall 
be  maintained  to  show  the  receipt  and 
disbursement  of  State,  local,  or  other 
funds  used  for  matching  purposes. 

The  State  Agency  shall  require  that 
applicants  receiving  Federal  funds  estab- 
lish and  maintain  adequate  accountmg 
and  fiscal  records  to  refiect  the  receipt 
and  expenditure  of  funds  allotted  and 
paid  for  construction  projects. 

The  States  which  by  law  are  author- 
ized to  make  payments  to  applicants  shall 
promptly  pay  such  applicants  funds  cer- 
tified for  payment  by  the  Surgeon  Gen- 
eral for  approved  construction  projects. 

The  above  amendments  were  approved 
by  the  Federal  Hospital  Council  at  a 
meeting  held  December  17.  1948. 


RULES  AND  REGULATIONS 

(Sec   622.  Pub.  Law  725.  79th  Cong..  60 
Stat.  1042 ;  42  U.  S.  C.  Supp.  291e) 

[sEALl  Leonard  A.  Schbeh. 

Surgeon  General. 

Approved : 

Leonard  A.  Scheele. 

Chairman,  Federal  Hospital 
Council. 
Approved:  March  3.  1949. 

J.  Donald  Kingsley. 
Acting  Federal  Security 
Administrator. 

[P.    R.    Doc.    49-1793;    Piled.    Mar.    9.    1949; 
8:52  a.  m] 


TITLE  43 — PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Lond  Manage- 
ment, Department  of  the  Interior 

App«ndix^-^ublic  Land  Order* 

[Public  Land  Order  5691 

New  Mexico 

AMENDING  EXECtJTIVE  ORDER  NO.  «797  BY 
WITHDRAWING  ADDITIONAL  PUBLIC  LANDS 
THEREUNDER 

By  virtue  of  the  authority  contained 
in  the  act  of  June  25.  1910.  36  Stat.  847. 
as  amended  by  the  act  of  August  24. 
1912.  37  Stat.  497  (43  U.  S.  C.  141-143> 
and  pursuant  to  Executive  Order  No.  9337 
of  April  24.  1943.  It  Is  ordered  as  fol- 
lows :  I.  .       .r^ 

Subject  to  valid  existing  rights.  Execu- 
tive Order  No.  6797  of  July  27.  1934  is 
hereby  amended  by  adding  the  following 
described  public  lands  to  the  public  lands 
withdrawn  thereby,  subject  to  the  same 
terms  and  conditions  and  for  the  same 
purposes : 

Nrw  Mexico  Principal  Meridian 

T.  20  S..  R.  29  E.. 
Sec.  22.  SE'i: 
Sec.  23.  SVjNli.  814: 
Sec.  24,  S'/i: 
Sec.  25. 


The    area    described    contains    1,600 

&cr6s 

This  order  shall  take  precedence  over, 
but  not  modify.   (D    the  order  of  the 
Secretary  of  the  Interior,  dated  February 
6    1939  (4  F.  R.  1012).  withholding  cer- 
tain lands  in  New  Mexico  from  applica- 
tion or  lease  under  the  oil  and  gas  pro- 
visions of  the  act  of  February  25    1920 
(40  Stat.  437).  as  amended,  and  <2)  tne 
Executive    Order    of    March    11.    1928. 
Potash  Reserve  No.  6.  New  Mexico  No.  i. 
withdrawing  lands  for  classification  and 
m  aid  of  legislation,  in  so  far  a.s  such 
orders  affect  any  of  the  lands  herein 

described.  ,   .   «-  „^ 

J.  A.  Kruc. 

Secretary  of  the  Interior. 

March  2.  1949. 
IP    R.    Doc.    49-1772;    Filed.    Mar.    9.    1949; 
8  45  a.  m.l 


[Public  Land  Order  570] 
Nevada 

PARTIALLY   REVOKING   EXECUTIVE   ORDER 
NO.  7373  or  MAY  20.  1936 

By  virtue  of  the  authority  vested  In 
the  President  by  the  act  of  June  25. 1910 
38  Stat  847.  as  amended  by  the  act  or 
August  24.  1912.  37  Stat.  497  (43  U.  S.  C. 
141-143)  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  It  is 
ordered  as  follows: 

Executive  Order  No.  7373  of  May  20. 
1936  establishing  the  Desert  Game 
Range  in  Nevada  is  hereby  revoked  as  to 
the  following-described  land: 

Mount  Diablo  Meridian 

T.  21  S..  R   58  E  . 
Sec.  35,  SW»/4. 

The  area  described  contains  160  acres. 

Mastin  G.  White. 
Acting  Assistant 
Secretary  of  the  Interior. 

March  2.  1949. 
IP    R.    Doc.    49-1774;    Filed.    Mar.    9.    1949; 
8:46  a.  m.l 


PROPOSED  RULE  MAKING 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  17  CFR,  Part  2401 

Registration  of  Unissued  Securities  for 
"When  Issued"  Dealing 
notice  of  proposed  rule  making 
Notice  i.s  hereby  given  that  the  Secu- 
rities and  Exchange  Commission  has  un- 
der  consideration    a   proposal    for   the 
amendment  of   §  240.12d3-10    'R^le  X- 
12D3-10)  under  sections  12  td)   and  ^6 
(a)   of  the  Securities  Exchange  Act  of 

1934.  ,  ,      , 

Rule  X-12D3-10  is  one  of  several  rules 
under  section  12  <d)  of  the  act  providing 
for  the  registration  of  unissued  securities 
for  "when-issued"  trading  on  a  national 
securities   exchange.     Rule   X-12D3-10 


now  applies  only  to  securities  (other  than 
warrants)  to  be  Issued  in  railroad  re- 
organizations, and  the  general  provisions 
relating  to  the  registration  of  other  un- 
issued securities  are  contained  in  other 
rules  under  the  same  section,  particularly 
Rule  X-12D3-4. 

The  primary  effect  of  the  proposed 
amendment  would  be  to  expand  the  cov- 
erage of  Rule  X-12D3-10  so  that  it  would 
no  longer  be  limited  to  securities  to  be 
issued   in   railroad   reorganizations   but 
would    extend    generally    to    securities 
(Other  than  warrants)   to  be  issued  in 
other  types  of  reorganizations:  Provided. 
That  the  reorganization  is  carried  out 
with  court  approval  or  under  compul- 
sion of  a  court  order.    Thus  the  rule  if 
amended    could    afford    an    alternative 
basis  for  registration  of  securities  to  be 
issued  under  a  court-approved  plan  of 


reorganization  under  Chapter  X  of  the 
Bankruptcy  Act  or  section  11  <e)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  or  under  a  reorganization  required 
by  an  anti-trust  decree. 

The  conditions  that  must  be  complied 
with  to  register  a  security  under  Rule 
X-12D3-4  are  somewhat  different  from 
those   prescribed   in   the   present   Rule 
X-12D3-10  because  the  former  rule  wa.s 
drafted  with  a  view  to  registration  of 
unissued  securities  generally  while  the 
latter  was  drafted  to  cover  railroad  re- 
organizations under  court  control.    The 
significance  of  the  proposed  amendment 
to  Rule  X-12D3-10  is  that  it  would  make 
the  provisions  of  the  rule  applicable  to 
some  additional  types  of  reorganizations 
resulting  from  court  action.   J^e  pn- 
mary  differences  between  Rule  X-IZUJ-"* 
and  Rule  X-12D3-10  are  set  forth  below. 
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As  a  condition  precedent  to  registration 
for  "when  Issued"  trading.  Rules  X-12D3- 
1  (d)  and  X-12D3-4  (a)  require  that  cer- 
tain definite  steps  first  be  taken  towards 
the  eventual  admission  of  the  security  to 
dealing  on  an  exchange  as  an  Issued  se- 
curity (e.  g.,  that  an  application  be  filed 
under  section  12  (b)  and  (c)  of  the  act 
for  the  registration  of  the  security  upon 
Issuance) ;  the  corresponding  require- 
ment In  Rule  X-12D3-10  »a)  (D  is  that 
the  persons  charged  with  consummating 
the  plan  advise  the  exchange  and  the 
Commission  In  writing  that  application 
will  be  made  in  the  future  for  the  regis- 
tration of  the  security  under  section  12 
(b)  and  (c)  of  the  act  upon  issuance. 
Paragraph  (e)  of  Rule  X-12D3-4  requires 
that  formal  and  oflQcial  announcement 
of  the  terms  of  the  plan  and  of  certain 
significant  dates  be  made  by  the  issuer; 
paragraph  (a)  (5)  of  Rule  X-12D3-10 
provides  instead  that  a  copy  of  the  plan 
must  be  certified  by  the  clerk  of  the 
court  In  which  the  proceeding  is  pending. 
Rule  X-12D3-5  provides  that  in  the  usual 
case  the  application  for  the  registration 
of  the  unissued  security  must  be  filed 
either  by  the  issuer  or  by  the  exchange; 
paragraph  (b»  of  Rule  X-12D3-10  pro- 
vides a  third  alternative,  that  the  Jippli- 
cation  may  be  filed  by  another  person 
entrusted  with  the  duty  of  consummat- 
ing the  plan  of  reorganization.  Para- 
graph (d)  of  Rule  X-12D3-6  provides 
that  In  the  usual  case  registration  shall 
expire  on  the  45th  day  after  the  effective 
date  of  the  registration  unless  extended 
by  the  Commi.sslon;  paragraph  (c»  of 
Rule  X-12D3-10  provides  a  basic  effec- 
tive period  of  120  days,  instead  of  45. 

In  addition  to  permitting  additional 
situations  to  come  under  X-12D3-10.  It 
is  proposed  to  relax  the  present  require- 
ments of  the  rule  In  one  respect.  The 
rule  now  provides  that  a  security  can- 
not be  registered  unless  it  is  shown  that 
the  plan  has  been  finally  confirmed  or 
otherwise  finally  approved  by  the  court, 
that  the  appeal  period  has  expired,  and 
that  no  appeal  Is  pending.  It  Is  pro- 
posed to  amend  this  language  so  as  to 
permit  trading  during  the  appeal  period 
provided  there  was  no  "substantial  op- 
position" to  the  court's  order.  It  being 
contemplated  that  in  the  absence  of 
such  opposition  no  one  would  have  the 
necessary  standing  to  take  an  appeal 
from  such  order. 

The  principal  changes  are  In  the  In- 
itial language  of  paragraph  (a>  of  the 
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proposed  text,  set  forth  below,  and  In 
clause  (1)  of  that  paragraph.  The  re- 
mainder of  the  proposed  text  is  substan- 
tially the  same  as  the  present  rule. 

The  proposal  Is  to  amend  the  rule  to 
read  as  follows: 

§  240.12d3-10  Registration  of  an  un- 
issued security,  other  than  a  warrant,  to 
be  issued  under  a  plan  of  reorganization 
pursuant  to  court  order,  (a)  Notwith- 
standing the  provisions  of  §  240.12d3-4. 
an  unissued  security,  other  than  a  war- 
rant, to  be  issued  under  a  plan  of  re- 
organization in  compliance  with  an  or- 
der of  a  court  of  competent  jurisdiction 
may  be  registered  for  "when  issued" 
dealing  on  a  national  securities  ex- 
change: Provided.  That: 

(1)  The  reorganization  managers, 
company,  or  other  person  entrusted  with 
the  duty  of  consummating  the  plan  of 
reorganization  has  filed  a  written  state- 
ment with  such  exchange  (and  a  dupli- 
cate signed  original  with  the  Commis- 
sion) advising: 

(i)  That  the  plan  of  reorganization 
has  been  finally  approved  or  required  to 
be  put  into  effect  (or,  In  the  case  of  a 
proceeding  under  the  Bankruptcy  Act, 
has  been  finally  confirmed)  by  order  of 
the  court  In  which  the  proceeding  is 
pending;  and.  if  there  has  been  substan- 
tial opposition  to  such  order,  that  the 
time  during  which  an  appeal  may  be 
taken  from  such  order  has  expired;  and 
that  no  such  appeal  is  pending;  and.  if 
under  the  terms  of  the  plan  security 
holders'  authorization  Is  required,  that 
such  authorization  has  been  obtained; 
and 

(ii)  If  such  unissued  security  is  not 
already  in  the  process  of  admission  to 
dealing  on  such  exchange  or  on  another 
exchange  In  the  same  city,  that  applica- 
tion will  be  made  for  Its  listing  and  regis- 
tration pursuant  to  section  12  (b)  and 
(c)  of  the  act  on  one  of  such  exchanges 
prior  to  the  date  when  such  unissued 
security  Is  made  available  for  delivery. 

(2)  Such  unissued  security  is  the  sub- 
ject of  a  right  to  subscribe  to  or  other- 
wise acquire  such  unissued  security 
granted  to  the  holders  of  a  security  v.hich 
is  admitted  to  dealing  on  a  national 
securities  exchange. 

(3 )  A  registration  statement  under  the 
Securities  Act  of  1933,  as  amended,  is  in 
effect-as  to  such  unissued  security,  if  such 
registration  is  required. 

(4)  If  such  unissued  security  is  the 
subject  of  a  warrant  evidencing  a  right 
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to  subscribe  to  or  otherwise  acquire  such 
unissued  security,  such  warrant  shall  ex- 
pire within  90  days  after  its  first  Issuance 
pursuant  to  the  plan  of  reorganization. 

(5)  A  copy  of  the  court  order,  certified 
by  the  clerk  of  the  court,  has  been  filed 
with  such  exchange  and  with  the  Com- 
mission as  exhibit  "A"  to  form  2-J  and. 
If  there  are  any  terms  of  the  reorganiza- 
tion not  specified  in  detail  In  such  order, 
such  terms  have  been  formally  and  of- 
ficially announced  by  the  person  en- 
trusted with  the  duty  of  consummating 
the  plan  of  reorganization  and  filed  with 
the  exchange  and  the  Commission  as  a 
part  of  said  exhibit  "A". 

'6 1  The  members  of  the  certifying  ex- 
change are  subject  to  rules  which  pro- 
vide substantially  that  the  performance 
of  a  contract  to  purchase  or  sell  an  un- 
issued security  shall  be  conditioned  upon 
the  Issuance  of  such  security. 

<7)  No  application  has  been  filed  for 
"when  issued"  dealing  In  such  unissued 
security  on  another  national  securities 
exchange  In  the  same  city  on  which  other 
exchange  such  unissued  security  is  to  be 
listed  and  registered  upon  i.ssuance. 

(b)  Notwithstanding  the  provisions  of 
§240.12d3-5  (a».  form  2-J  may  be  filed 
by  the  person  entrusted  with  the  duty  of 
consummating  the  plan  of  reorganiza- 
tion. 

(O  Notwithstanding  the  provisions  of 
§  240.12d3-€  (d),  registration  of  an  unis- 
sued security  for  "when  Issued"  dealing 
pursuant  to  paragraphs  (a)  and  (b)  of 
this  section  shall  expire  at  the  close  of 
business  on  the  one  hundred  and  twen- 
tieth day  after  the  effective  date  of  such 
registration  or  at  the  close  of  business 
on  the  fifteenth  full  business  day  after 
the  date  when  such  unissued  security  Is 
made  available  for  delivery,  whichever 
date  is  earlier,  unless  the  Commission 
shall  order  an  extension  of  the  effective 
period  of  such  registration.  [Rule  X- 
12D3-10] 

All  interested  persons  are  Invited  to 
submit  data,  views  and  comments  on  this 
proposal  In  writing  to  the  Securities  and 
Exchange  Commission  at  its  principal  of- 
fice, 425  Second  Street  NW.,  Washington 
25.  D.  C.  on  or  before  March  21,  1949. 

By  the  Commission. 


ISEAL] 


March  3.  1949. 


Orval  L.  DuBcis. 
Secretary. 


I  P.    R.    Doc.    49-1792;    Piled.    Mar.    0,    1949; 
8:51  a.  ml 


NOTICES 


POST  OFFICE  DEPARTMENT 

Foreign  Geographic  Addresses  on  Mail 
FOR  Overseas  Army  Post  Offices 

1.  Incorrect  foreign  address.  Mall 
matter  for  members  of  the  armed  forces 
frequently  bears  a  foreign  address  (city 
and  country)  In  addition  to  an  A.  P.  O. 
number.  Such  addresses  are  incorrect, 
and  render  the  articles  subject  to  p>ost- 
age  at  the  International  rates,  while 
No.  46 a 


creating  confusion  as  to  whether  they  are 
intended  for  transmission  in  the  domes- 
tic or  international  malls. 

2.  Correct  Army  post  office  address. 
Mailers  should  be  informed  at  every  op- 
portunity that  foreign  geographic  loca- 
tions need  not  be  used  generally  in  ad- 
dressing members  of  the  armed  forces. 
In  cases  where  the  name  of  a  foreign  city 
forms  an  Integral  part  of  the  designated 
military  address,  the  complete  military 
address  should  be  used;  however,  the  for- 


eign city  must  not  appear  as  the  post 
office  of  destination,  but  the  A.  P.  O. 
number  followed  by  the  words  "c/o  Post- 
master.   "  must  toe  used 

as  the  final  portion  of  the  address.  The 
articles  will  then  be  subject  to  the  domes- 
tic postage  rates  and  other  conditions  ap- 
plicable to  mail  for  members  of  the  armed 
forces  overseas.  These  Instructions  also 
apply  to  mail  for  civilians  who  are  au- 
thorized to  make  use  of  Army  Post  Office 
addresses. 
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3  Examples  of  proper  addressing.  The 
following  examples  will  Illustrate  the 
proper  forms  for  such  addresses: 

Lt.  John  Doe 

Heidelberg  Military  Post 

A.  P  O.  403 

c/o  Postmaster,  New  York.  N.  Y. 

Lt.  Henry  Doe 

Berlin  Air  Safety  Center 

A.  P   O.  742 

CO  Postmaster.  New  York.  N.  Y. 

Sgt.  Richard  Roe 

Hanau  Engineer  Depot 

A.  P   O.  757 

c/o  Postmaster.  New  York,  N.  Y. 

Mr.  John  Smith 
Tokyo  Area  Engineer 

A.  P.  O.  181 

C/O  Postmaster,  San  Francisco.  Calif. 

(R  S.  161.  396,  sees.  304.  309.  42  Stat.  24, 
25:  5U.  S.  C.  22.369) 

[SEALl  J.  M.  Donaldson. 

Postmaster  General. 

IF     R     Doc.    49-1781:    Filed.    Mar.    9.    1949; 
8:47  a.  m.j 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

New  Mexico 
classification  order 

February  25. 1949. 
1  Pursuant  to  authority  delegated  to 
me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  323  of  August 
3  1948  (43  CFR  50.451  (b)  (3>.  13  F^  R. 
4278)  I  hereby  classify,  as  hereinafter 
indicated,  under  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C. 
682a)  as  amended,  the  following  de- 
scribed public  lands  in  the  Santa  Fe.  New 
Mexico  land  district,  embracing  approxi- 
mately 60  acres: 

New    Mexico    Small    Tract    CLASSiriCATioN 
No.  19 

For  lease  and  sale,  for  home,  cabin,  health 
and  convalescent  sites: 

T   11  N..  R.  2  E..  N.  M.  P.  M. 

Sec.  34,  NE'4NEi4.  E'^SEUNE'i 


2  Pursuant  to  §  257.8  of  the  Code  of 
Federal  Regulations  (43  CFR.  Part  257). 
a  preference  right  to  a  lease  Is  accorded 
to  those  applicants  whose  applications 
(a>  were  regularly  filed,  under  the  regu- 
lations issued  pursuant  to  the  act.  prior 
to  8-30  a.  m.  on  December  20.  1948.  and 
(b)  are  for  the  type  of  site  for  which  the 
land  subject  thereunder  has  been  classi- 
fied. As  to  such  applications,  this  order 
shall  become  effective  upon  the  date  on 
which  It  Is  signed.  ^  ^     .. 

3.  As  to  the  land  not  covered  by  the 
applications  referred  to  In  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1,  1938,  cited 
above  until  10:00  a.  m.  on  April  29.  1949. 
At  that  time  such  lands  shall,  subject  to 
vaUd  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion as  follows: 

(a>  Ninety-day  period  for  other  pref- 
erence-right filings.  For  a  period  of  90 
days  from  10:00  a.  m.  on  April  29.  1949 
to  close  of  business  on  July  28,  1949  in- 


clusive,  to    (1)    application  under  the 
Small  Tract  Act  of  June  1.  1938  by  quali- 
fied veterans  of  World  War  II,  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747.  43 
U.  S.  C.  sec.  279)   as  amended,  and  by 
other  qualified  persons  entitled  to  credit 
for  service  under  the  said  act.  subject  to 
the  requirements  of  applicable  law,  and 
(2)    application   under   any   applicable 
public  law,  based  on  prior  existing  valid 
settlement  and  preference  rights  con- 
ferred   by    existing    laws    or    equitable 
claims  subject  to  allowance  and  confir- 
mation.    Application  by  such  veterans 
and  by  other  persons  entitled  to  credit 
for  service  shall  be  subject  to  claims  of 
the  cla-sses  described  in  subdivision  (2). 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  at  8:30  a.  m.  on  De- 
cember 20.  1948.  or  thereafter  up  to  and 
Including  10:00  a.  m.  on  April  29.  1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  nonpreference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  July  29. 
1949.  any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation by  the  public  generally. 

(d)  Advance  period  for  simultaneous 
nonpreference-right  filings.  Applications 
under  the  Small  Tract  Act  by  the  general 
public  filed  at  8:30  a.  m.  on  December  20. 
1948  or  thereafter  up  to  and  Including 
10:00  a.  m.  en  July  29.  1949,  shall  be 
treated  as  simultaneously  filed. 

4.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  In  accordance  with 
43  CFR  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applications 
by  duly  corroborated  affidavits  In  support 
thereof,  setting  forth  In  detail  all  facts 
relevant  to  their  claims. 

5.  All  applications  referred  to  In  para- 
graphs 2  and  3.  which  shall  be  filed  In  the 
district  office  at  Santa  Fe.  New  Mexico, 
shall  be  acted  upon  In  accordance  with 
the  regulations  contained  In  §  295.8  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions to  the  extent  that  such  regulations 
are  applicable.  Applications  under  the 
Small  Tract  Act  of  June  1.  1938  shall  be 
governed  by  the  regulations  contained  In 
Part  257  of  Title  43  of  the  Code  of  Federal 
Regulations.  • 

6  Lessees  under  the  Small  Tract  Act  of 
June  1.  1938  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which.  If  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
issued.  Leases  will  be  for  a  period  of 
not  more  than  5  years  at  an  annual  rental 
of  $500,  payable  for  the  entire  lease 
period  in  advance  of  the  issuance  of  the 
lease.  Leases  will  contain  an  option  to 
purchase  clause  at  the  appraised  value  of 


$10.00  per  acre,  or  $50.00  per  tract,  appli- 
cation for  which  may  be  filed  at  or  after 
the  expiration  of  one  year  from  the  date 
the  lease  Is  issued. 

7.  All  of  the  lands  will  be  leased  and/or 
sold  in  tracts  of  approximately  5  acres, 
each  being  approximately  330  feet  by  660 
feet,  the  longer  dimensions  extending 
east  and  west.  The  tracts,  whenever 
possible,  must  conform  in  description 
with  the  rectangular  system  of  surveys 
as  one  compact  unit. 

8.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application,  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  or  is  made  to  conform  to 
the  area  and  dimensions  specified  above. 

9.  Where  only  one  5-acre  tract  in  a 
10-acre  subdivision  is  embraced  In  a  pref- 
erence right  application,  the  Manager  l3 
authorized  to  accept  applications  for  the 
remaining  5-acre  tract  extending  in  the 
same  direction  so  as  to  fill  out  the  sub- 
division, notwithstanding  the  direction 
of  the  tract  may  be  contrary  to  that  spec- 
ified in  paragraph  7. 

10   Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  In  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses.   Such     rights-of-way     may     be 
utilized  by  the  Federal  Government,  or 
the   State,   county,   or   municipality   in 
which  the  tract  is  situated,  or  by  any 
agency  thereof.    The  rights-of-way  may. 
in  the  discretion  of  the  authorized  officer 
of  the  Bureau  of  Land  Management,  be 
definitely  located  prior  to  the  issuance  of 
the  patent.    If  not  so  located,  they  may 
be  subject  to  location  after  patent  Is 

issued.  ^    w  ,1 

11.  All  leases  and  patents  issued  shall 
contain  a  reservation  to  the  United 
States  of  all  fissionable  material  sources 
and  all  minerals,  together  with  the  right 
to  prospect  for.  mine  and  remove  the 
same  under  applicable  laws  and  regula- 
tions. ,     _. 

12.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager. 
United  States  District  Land  Office,  Santa 
Fe,  New  Mexico. 


E.  R.  Smith. 
Regional  Administrator. 

(P.    R.    Doc.    49-1771;    Filed,    Mar.    9.    1949: 
8:45  a.  m.) 


New  Mexico 


NOTICE   FOR    FILING    OBJECTIONS   TO   PUBLIC 
LAND    ORDER     569,'    AMENDING    EXECUTIVE 

ORDER   NO.    6797    BY   WITHDRAWING   ADDI- 
TIONAL PUBLIC  LANDS  THEREUNDER 

For  a  period  of  30  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior. 
Washington  25.  D.  C.  In  case  any  objec- 
tion is  filed  and  the  nature  of  the  op- 
position is  such  as  to  warrant  it,  a  public 

'  See  F.  R.  Doc    49-1772,  Title  43.  Chapter 
I,  Appendix,  supra. 
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hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and  extent.  Should  any  objection  be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  Interested  parties  of  record 
and  the  general  public. 

J.  A.  Kruo, 
Secretary  of  the  Interior. 

March  2,  1949. 

(F.    B.    Doc.   49-1773;    Filed.    Mar.    9,    1949; 
8:40  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

[Administrative  Order  1850] 
Loan  Announcement 

February  14,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  designation:  Amount 

Nebraska  BOB  Boyd 9157,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.    49-1797;    Filed,    Mar.    9.    1949; 
8:52  a.  m.] 


[Administrative  Order  1851] 
Loan  Announcement 

February  14.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Kentucky  23K  Taylor.. $640,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


|F.    R.    Doc.    49-1798;    Filed.    Mar.    9.    1949; 
8:52  a.  m.l 


(Administrative  Order  1852] 

Loan  Announcement 

February  14,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Adminl.strator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Minnesota  72G  Renville. 

[SEAL] 


Amount 
$150,000 


FEDERAL  REGISTER 

[  Administrative  Order  1853] 
Loan  Announcement 

February  14,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  qf  the  Rural  Electrifica- 
tion Administration: 

Loan  designation :  Amount 

Georgia  378  Douglas $35,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-1800;    Filed,    Mar.    9.    1949; 
8:53  a.  m.] 


[Administrative  Order  1854] 
Loan  Announcement 

February  14,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

South  Carolina  22P  Falrtleld $50.  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-1801;    Filed.    Mar,   9,    1949; 
8:53  a.  m] 


(Administrative  Order  1855] 

Loan  Announcement 

February  14.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Carolina  14AA  Aiken $265,  000 

[seal]  Claude  R.  Wickard.     • 

Administrator. 

IF.    R.    Doc.    49-1802;    Filed.    Mar.    9,    1949; 
6:53  a.  m] 


CLAtTDE  R.  Wickard, 

Admiyiistrator. 

[F.   R.   Doc.   49-1799;    Filed,   Mar.   9.   1949; 
8:52  a.  m.] 


[Administrative  Order  1856] 
Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 
Nebraska  3Q  Chimney  Rock  Dis- 
trict  Public .._  $120,000 

[seal!  Claude  R.  Wickard, 

Administrator. 

[P.  R.   Doo.   49-1803;    Piled.   Mar.   9,    1949; 
6:53  a.  m.] 
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[Administrative  Order  1857 J 

Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Georgia  61P  Newton $85,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49-1804;    Filed.   Mar.   9.    1949; 
8:53  a.  m] 


(Administrative  Order  1858] 

Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following' 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Tennessee  48K  Lauderdale $375,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

(P.   R.    Doc.    49-1805;    FUed,    Mar.   9.    1949; 
8:53  a.  m.l 


(Administrative  Order  1859] 
Loan  Announcement 

February  17.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

North  Carolina  ION  Haywood $212,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


IF.   R.    Doc.    49-1806;    Filed,    Mar.    9,    1949; 
6:53  a.  m.j 


[Administrative  Order  1880] 

Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation:  Am^mnt 

Pennsylvania  22N  Jefferson $212,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

(F,   R.   Doc.   49-1807;    Filed,    Mar.    9,    1949t 
8:54  a.  m] 
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[AdmlnlatratlTe  Order  18611 


Loan  ANNOTTNcmiNT 

Pebrtjary  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrlfica- 
Uon  Administration: 

Loan  designation: 

Wyoming  3L  Fremont 


Amount 
.  $207,000 


NOTICES 

[Admlnstratlve  Order  18«81 
Loan  ANNOXTNcnixNT 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
ElectriflcaUon  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration; 

Loan  designation:  mTHoo 

Iowa  49P  Hardin $216,000 


[SEALl  Claude  R.  Wickard. 

Administrator. 

IP.   B.    Doc.   48-1808;    Filed.    Mar.    9.    1949; 
8:54  a.  m] 


[Administrative  Order  18621 
Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Iowa  33H  Calhoun. 


Amount 
$146,000 


[SEALl  Claude  R.  Wickard. 

Admirustrator. 

IF     R     Doc.    49-1809;    Piled,    Mar.   9.    1949; 
8:54  a.  m.l 


(Administrative  Order  1863) 
Loan  Annoxtocement 

February  17.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1938,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration:  , 

Loan  designation: 

Wisconsin  62K  Crawford— -- 


Amount 
.  $62,000 


[SEALl  CLAUDE   R.    WiCKAHD, 

Administrator. 

IP    R.    Doc.    49-1810:    Piled.    Mar.    9,    1949; 
8:54  a.  ml 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


IF    R     Doc.   49-1812;    Filed,    Mar.    9.    1949; 
8:54  a.  m.l 


(Administrative  Order  1866] 

Loan  Announcement 

February  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  AT^J 

South  Dakota  17F  Hamlin $500,000 


[SEALl 


Claude  R.  Wickard. 
Administrator. 


IP     R     Doc.    49-1813;    Filed,    Mar.    9,    1949; 
8:54  a.  m.l 


ant  to  the  Rural  Electrification  Act  of 
1936,  as  amended,  and  Intercounty  Elec- 
tric Cooperative  Association.  Scott-New 
Madrid-Mlssi-ssippl  Cooperative  Associa- 
tion  Ozark  Border  Electric  Cooperative, 
Black  River  Electric  Cooperative.  Laclede 
Electric  Cooperative.  White  River  Valley 
Electric       Cooperative.       Incorporated, 
Howell-Oregon  Electric  Cooperative.  Inc., 
Crawford     Electric     Cooperative,     Inc., 
Webster  Electric  Cooperative,  Se-Ma-No 
Electric  Cooperative  and  Gascosage  Elec- 
tric Cooperative  have  each  assumed  a 
certain    portion    of    the    obligation    of 
Sho-Me  Power  Corporation  with  respect 
to  said  loan,  I  hereby  amend: 

(a>    Administrative    Order    No.    713, 
dated  June   19,   1942,  by  changing  the 
project  designation  appearing  therein  as 
"Missouri  2059GT1  Cole"  in  the  amount 
of      $4,275,000       to       read       "Missouri 
2059GT1  Cole"  in  the  amount  of  $2,833.- 
625.  "Missouri  18F  Texas"  In  the  amount 
of  $245,711,  "Missouri  3  IE  Mississippi"  in 
the   amount   of   $53,399.   "Missouri   33C 
Butler"  in  the  amount  of  $128,183.  "Mis- 
souri 38E  Reynolds"  in  the  amount  of 
$149  200,  "Missouri  43E  Laclede"  in  the 
amount     of     $156,089,     "Missouri     46D 
Taney"  In  the  amount  of  $52,000.  "Mis- 
souri 49D  Howell"  in  the  amount  of  $135,- 
911,   "Missouri   54C   Crawford"   in   the 
amount     of     $200,001,     "Missouri     66F 
Webster"    In    the    amount    of    $133,748, 
'Mi.ssouri  67E  Wright"  in  the  amount  of 
$95,128  and  "Mis.souri  68F  Pulaski"  in  the 
amount  of  $92,005. 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[Administrative  Order  1864] 
Loan  Announcement 

February  17,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


(Administrative  Order  18671 
Loan  Announcement    . 

February  17,  1949.  . 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  foUowing  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  Designation : 

Texas  106K  Taylor 


(F.    R.    Doc.    49-1815;    Filed,    Mar.    9.    1949; 
8:54  a.  ml 


Amount 
$220,000 


IF.    R.    Doc.    49-1814;    Filed,    Mar.    9,    1949; 
8:54  a.  ml 


Ixxm  designation: 
Florida  26H  Lee. 


Amount 
$150,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

IP    R    Doc.   49-1811:    Plied.    Mar-   *•    1»*9: 
8:54  a.  m] 


(Administrative  Order  18681 
Allocation  or  Funds  for  Loans 
February  17.  1949. 
Inasmuch  as  Sho-Me  Power  Corpora- 
tion has  assigned  to  Intercounty  Electric 
Cooperative  Association,  Scott-New  Mad- 
rid-Mississippi Cooperative  Association, 
Ozark  Border  Electric  Cooperative.  Black 
River  Electric  Cooperative.  Laclede  Elec- 
tric   Cooperative.    White    River    Valley 
Electric       Cooperative.       Incorporated, 
Howell-Oregon      Electric      Cooperative, 
Inc.,  Crawford  Electric  Cooperative,  Inc., 
Webster  Electric  Cooperative,  Se-Ma-No 
Electric  Cooperative  and  Gascosage  Elec- 
tric Cooperative,  respectively,  certain  of 
its  rights  under  a  certain  loan  contract, 
dated  as  of  June  13, 1942.  providing  for  a 
loan  by  United  States  of  America  pursu- 


( Administrative  Order  18691 
Allocation  or  Funds  for  Loans 
February  17.  1949. 
Inasmuch    as    Texas    Power    Reserve 
Electric    Cooperative,    Inc..    has    trans- 
ferred certain  of  Its  properties  and  assets 
to  Southern  Illinois  Electric  Cooperative, 
and  Southern  Illinois  Electric  Coopera- 
tive has  a.ssumed  In  part  the  Indebted- 
ness to  United  States  of  America  of  Texas 
Power  Reserve  Electric  Cooperative,  Inc., 
arising   out   of   loans   made   by   United 
States  of  America  pursuant  to  the  Rural 
Electrification  Act  of  1936,  as  amended, 
I  hereby  amend: 

(a)  Administrative  Order  No.  589. 
dated  May  16, 1941  by  changing  the  proj- 
ect designation  appearing  therein  as 
"Texas  1120GM1  Travis"  in  the  amount 
of  $18,000  to  read  "Texas  1120GM1 
Travis"  in  the  amount  of  $9,086  24  and 
"Illinois  43  Pulaski  (Texnfe  1120GM1 
Travis)"  in  the  amoimt  of  $8,913.76. 


[seal] 


Claude  R.  Wickard. 
Administrator. 

[P.    R.    Doc.    49-1816;    Piled.    Mar.    8,    1949; 
8:56  a.  m] 


(AdmlnUtratlve  Order  18701 
Allocation  of  Funds  for  Loans 
February  17,  1949. 
Inasmuch  as  Jo-Carroll  Electric  Co- 
operative. Inc..  has  transferred  certain 


Thursday,  March  10,  1949 

of  its  properties  and  assets  to  Hlghllne 
Electric  Association,  and  Hlghllne  Elec- 
tric Association  has  assumed  In  part  the 
Indebtedness  to  United  States  of  America 
of  Jo-Carroll  Electric  Cooperative.  Inc.. 
arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Rural 
Electrification  Act  of  1936,  as  amended. 
I  hereby  amend: 

(a)  Administrative  Order  No.  369, 
dated  June  30,  1939.  as  amended  by  Ad- 
ministrative Order  No.  457.  dated  May 
10.  1940,  Amendment  to  General  Order 
No.  84.  dated  February  15.  1941,  and  Ad- 
ministrative Order  No.  723.  dated  July 
20,  1942,  by  further  changing  the  project 
designation  appearing  therein  as  "Illi- 
nois 9-0044GM1  Carroll"  in  the  amount 
of  $55,000  to  read  "Illinois  9-0044GM1 
Carroll"  In  the  amount  of  $33,000  and 
"Colorado  29  Phillips  (Illinois  9-0044GM1 
Carroll)"  in  the  amount  of  $22,000. 


[seal] 


Claude  R.  Wickard, 

Administrator. 


(P.    R.    Doc.    49-1817;    Filed.    Mar.    9,    1949; 
8:55  a.  m] 


(Administrative  Order  1871} 
Allocatton  of  Funds  for  Loans 

February  17,  1949. 

Inasmuch  as  Texas  Power  Reserve 
Electric  Cooperative,  Inc.,  has  trans- 
ferred certain  of  Its  properties  and  as- 
sets to  Prince  William  Electric  Coopera- 
tive, and  Prince  William  Electric  Coop- 
erative has  assumed  in  part  the  indebted- 
ness to  United  States  of  America  of 
Texas  Power  Reserve  Electric  Coopera- 
tive, Inc..  arising  out  of  loans  made  by 
United  States  of  America  pursuant  to  the 
Rural  Electrification  Act  of  1936,  as 
amended,  I  hereby  amend : 

(a)  Administrative  Order  No.  743. 
dated  February  6.  1943,  by  changing  the 
project  deslRnatlon  appearing  therein  as 
"Texas  3120GM2  Travis"  In  the  amount  of 
$45,000  to  read  "Texas  3120GM2  Travis  ' 
In  the  amount  of  $33,685.37  and  "Vir- 
ginia 41  Prince  William  (Texas  3120GM2 
Travis)"  In  the  amount  of  $11,314.63. 


[seal] 


Claude  R.  Wickard, 

Administrator. 


(P.    R.    Doc.    49-1818;    Filed,    Mar.    9,    1949; 
8:55  a.  m.j 


(Administrative  Order  1877] 

Loan  Announcement 

February  23,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Idaho  15H  Idaho. 


Amount 
$160,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[P.    R.    Doc.   49-1819;    Piled.    Mar.    9,    1949; 
8:57  a.  m.]  — 


FEDERAL  REGISTER 

(Administrative  Order  18781 
Loan  Announcement 

February  23.  1949. 
Pursuant  to  the  provisions  of  the  Rvu-al 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation :  Amount 

Nebraska  4R  Polk  District  Public.  $200.  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[P.    R.    Doc.    49-1820;    Filed.    Mar.    9.    1949; 
8:57  a.  m.l 


( Administrative  Order  1879] 
Loan  Announcement 

February  23.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation :  Amount 

Arkansas  23L  Mississippi $345,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49-1821;    Filed,    Mar.    9,    1949; 
8:57  a.  m.l 


(Administrative  Order  18801 

Loan  Announcement 

February  23.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 
Nebraska   66V   Cedar-Knox   Dis- 
trict  Public $170,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

|F.   R.    Doc.    49-1822;    Piled.    Mar.    9.    1949; 
8:67  a.  m.] 


(Administrative  Order  1881] 
Loan  Announcement 

February  23,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Louisiana  12V  Pranklln. 


Amount 
$375,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

(P.   R.   Doc.   49-1823;    Piled.    Mar.   9.    1949; 
8:57  a.  m.] 
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(Administrative  Order  1882] 
Loan  Announcement 

February  23.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Dakota  IIW  Cass. $1,625,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-1824;    Filed,    Mar.    9,    1949; 
8:58  a.  m.j 


(Administrative  Order  1883 J 
Loan  Announcement 

February  25.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Iowa  59K  Woodbury $483,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


(F.    R.    Doc.    49-1825;    Piled.    Mar.    9.    1949; 
8:08  a.  m.l 


(Administrative  Order  18841 

Loan  Announcement 

February  25.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  Amount 

North  Dakota  13H  Foster $1.  575,  OOO 

[seal]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49-1826;    Filed,    Mar.    9.    1949; 
8:58  a.  ml 


[Administrative  Order  18851 

Loan  An.vouncement 

February  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator o;  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Kentucky  45H  Anderson. $205,  OCO 


[seal] 


Claude  R.  Wickard. 
Administrator. 


[F.   R.    Doc.    49-1827;    Filed,    Mar.    9,    1949; 
8:58  a.  m.] 
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lAdmlnUtrattve  Order  18861 
Loan  ANiioiTMCiansNT 

Pebruary  25.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation: 

Kansas  31N  Crawford- 


Amount 

.  fes,  000 


[seal] 


Clattdk  R.  Wickard. 
AdmxnistTaiar. 


IP    R.    Doc.   49-1828:    Filed.    Mar.   9.    1949; 
8:58  a.  m.| 


I  Administrative  Order  1887] 
Loan  Annottncement 

February  25.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Texas  70R  Hamilton 


NOTICES 

(Project  No.  19931 
BNOHOMISH      COUNTY      PUBLIC      UTILITY 

District  No.  1 

NOTICl  or  ORDER  AUTHORIZING  ISSUANCE  OF 
PRELIMINARY  PERMIT 

March  4. 1949. 
Notice  is  hereby  given  that,  on  March 
2,  1949,  the  Federal  Power  Commission 
issued  its  order  entered  March  1.  1949. 
in  the  above-de:  ignated  matter,  author- 
izing Issuance  of  preliminary  permit  for 
a  proposed  project  to  be  located  on  Sul- 
tan River  in  Snohomish  County.  Wash- 
ington, and  affecting  lands  of  the  United 
States  within  Snoqualmle  National 
Forest. 

[SEALl  L«ON  M.  PUQUAY, 

Secretary. 

IF    R.   Doc.    49-1778;    Filed.   Mar.    9.    1949; 
8:46  a.  m.j 


Amount 
tl56. 000 


[SEAL]  Claude  R.  Wickard. 

AdministroXor . 

IF     R     Doc.    49-1829:    Filed.    Mar.    9.    1949; 
8:58  a.  ml 


FEDERAL  POWER   COMMISSION 

[Docket  No.  E-61351 
Lake  Electric  Corp. 

NOTICE    of   order    AUTHORIZING    TRANSMIS- 
SION OF  electric  ENERGY  TO  CANADA 

March  4.  1949. 
Notice  is  hereby  given  that,  on  March 
2,  1949.  the  Federal  Power  Commission 
Issued  its  order  entered  March  1,  1949. 
authorizing  transmission  of  electric 
energy  to  Canada  and  releasing  Presi- 
dential Permit  in  the  above-designated 
matter. 


Miami  Power  Corp. 

NOTICE  OF  ORDER  APPROVING  DISPOSITION  OF 
AMOUNTS  CLASSIFIED  IN  ELECTRIC  PLANT 
ACQUISITION  ADJUSTMENTS  AND  ELECTRIC 

plant  adjustments 

March  4. 1949. 

Notice  is  hereby  given  that,  on  March 
2  1949  the  Federal  Power  Commission 
i^ued  its  order  entered  March  1.  1949. 
approving  disposition  of  amounts  classi- 
fied in  Account  2100.5.  Electric  Plant 
Acqui.sition  Adjustments,  and  Account 
2107.  Electric  Plant  Adjustments,  in  the 
above-designated  matter. 

Leon  M.  Fuquay. 
Secretary. 

IF     R.    Doc.    49-1779:    Piled.    Mar.    9.    1949: 
8:47  a.  m] 


I  SEAL 1 


[SBALl 


Leon  M.  Fuquay. 

Secretary. 


IP    R    Doc.   49-1775;    Piled.    Mar.    9.    1949; 
8:46  a.  m.l 


[Docket  No.  G-9111 

TENNESSEE   GaS   TRANSMISSION   CO. 

NOTICE     OF     FINDINGS     AND    ORDER     ISSUING 
CERTIFICATE  OF  PUBLIC  CONVENIENCE  AND 

necessity  ^  ,„^„ 

March  4.  1949. 

Notice  is  hereby  given  that,  on  March 
2  1949,  the  Federal  Power  Commission 
issued  'its  findings  and  order  entered 
March  1, 1949.  issuing  certificate  of  public 
convenience  and  necessity  in  the  above- 
designated  matter. 


I  Docket  No.  IT-59841 

Columbus  and  Southern  Ohio  Electric 

Co. 
notice  of  order  approving  maintenance 

OF    PERMANENT    CONNECTION    FOR    EMER- 
GENCY VSE  ONLY 

March  4.  1949. 
Notice  is  hereby  given  that,  on  March  2, 
1949  the  Federal  Power  Commission 
Issued  its  order  entered  March  1.  1949. 
approving  maintenance  of  permanent 
connection,  for  emergency  use  only,  with 
the  Ohio  Power  Company  until  December 
31.  1949.  in  the  above-designated  matter. 

[sxALl  Lton  M.  Fuquay. 

Secretary. 

IP    R    DOC.   49-17T7:    PUed,   Mar.   »,    1949; 
8:46  a.  m] 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


IP     R.    Doc.    49-1776;    Piled.    Mar.    9.    1949; 
8:46  a.  m.l 


[Docket  No.  G-H671 

Consolidated  Edison  Co.  of  New 
York,  Inc. 


notice  of  application 

March  3.  1949. 
NoUce  is  hereby  given  that  on  February 
9. 1949.  an  application  was  filed  with  the 
Federal  Power  Commission  by  the  Con- 
solidated Edison  Company  of  New  York, 
Inc.  (AppUcant),  a  New  York  corpora- 


tion having  its  principal  place  of  business 
in  New  York  City.  New  York,  requesting 
(1)  that  the  Commission  determine  that 
the  aforementioned  company  will  not  be- 
come a  "natural-gas  company"  within 
the  meaning  of  the  Natural  Gas  Act  by 
reason  of  its  construction  and  operation 
of  certain  proposed  facilities,  and.  (2) 
should  the  Commission  determine  the 
company  subject  to  the  act.  that  it  issue 
to  the  Applicant  a  certificate  of  public 
convenience  and  necessity  pursuant  to 
section  7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  Applicant  to  con- 
struct and  operate  certain  transmission 
pipeline  facilities  hereinafter  described. 
The    facilities    proposed    to    be    con- 
structed by  Applicant  will  consist  of  3.58 
miles  of  30-lnch  pipe  extending  from  a 
point  near  132d  Street  in  New  York  City 
and  the  Hudson  River  in  Manhattan, 
easterly  to  a  point  in  the  Bronx,  approxi- 
mately at  132d  Street  and  Locust  Avenue, 
from  which  2.42  miles  of  16-inch  pipe  will 
be  installed  to  Applicant's  Hunt's  Point 
gas  manufacturing  plant  in  the  Bronx, 
and  0.97  mile  of  30-inch  pipe  will  be  laid 
to  Applicant's  Astoria  gas  manufactur- 
ing plant  in  Queens.    From  Applicants 
Astoria    gas    manufacturing    plant    in 
Queens  4.10  miles  of  24-inch  pipe  will  be 
laid  to  an  interconnection  at  the  Kings 
County  line  with  facilities  to  be  con- 
structed  by   the   Brooklyn   Union   Gas 
Company,  and  from  Applicant's  Astoria 
gas  manufacturing  plant  5.74  miles  of  20- 
inch  pipe  to  Applicant's  proposed  Flush- 
ing gas  manufacturing  plant  in  Queens: 
from    the    aforementioned    plant    6.57 
miles  of  16-inch  pipe  will  be  constructed 
to   an   interconnection   at   the   Queens 
County-Nassau  County  line  with  facili- 
ties to  be  constructed  by  the  Long  Island 
Lighting  Company. 

The  facilities  above  described.  Ap- 
plicant asserts,  are  necessary  in  order  to 
enable  Applicant  to  receive  natural  gas 
from  the  Trans-Continental  Gas  Pipe 
Line  Corporation,  which  company  has 
been  authorized  to  construct  and  operate 
transmission  pipeline  facilities  extending 
from  a  point  in  Texas  and  terminating 
at  the  east  bank  of  the  Hudson  River 
at  132d  Street.  New  York  City  <FPC 
Docket  No.  G-1143). 

Applicant  by  means  of  its  proposed 
project  will  also  transport  gas  supplied 
by   Trans-Continental    for    delivery    to 
Brooklyn  Union  Gas  Company.  Brooklyn 
Borough  Gas  Company.  Kings  County 
Lighting    Company,    and    Long    Island 
Lighting  Company.  Including  the  afore- 
mentioned companies'  three  subsidiaries, 
Queensboro  Gas  and  Electric  Company, 
Nassau  and  Suffolk  Lighting  Company 
and  Long  Beach  Gas  Company,  consti- 
tuting the  Long  I.-^land  Lighting  System. 
Approximately  100,000  Mcf  of  natural  gas 
is  to  be  delivered  to  the  said  distributing 
companies  in  addition  to  distribution  by 
Applicant  to  its  plants  of  100.000  Mcf  of 
natural  gas  delivered  by  Trans-Conti- 
nental at  132d  Street  and  the  Hudson 
River  in  New  York  City. 

Applicant  estimates  the  cost  of  Its  pro- 
posed project  to  be  approximately  $8.- 
250  000  which  it  proposes  to  finance  as 
an  incident  to  its  large  scale  financing 
program. 

Any  Interested  State  conunisslon  Is 
requested  to  notify  the  Federal  Power 
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Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  so.  to  advise  the  Federal  Power 
Commi-sslon  as  to  the  nature  of  its  in- 
terest in  the  matter,  whether  it  desires 
a  conference,  the  creation  of  a  board,  or 
a  joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Consolidated  Edison 
Company  of  New  York.  Inc.  is  on  file  with 
the  Commission  and  open  to  public  in- 
spection. Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  refer- 
ence to  the  application  shall  file  with 
the  Federal  Power  Commi.s.sion.  Wa.sh- 
ington  25,  D.  C.  not  later  than  15  days 
from  the  date  of  publication  of  this  notice 
in  the  Federal  Register,  a  petition  to 
intervene  or  protest.  Such  petition  or 
protest  shall  conform  to  the  requirements 
of  §$  1.8  or  1.10,  whichever  is  applicable, 
of  the  rules  of  practice  and  procedure. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[P.    R.    Doc.    49  1770;    Piled.    Mar.    9,    1949; 
8:45  a.  ml 


(Docket   No.   0-11711 

Brooklyn  Union  Gas  Co. 

notice  of  application 

March  3.  1949. 

Notice  Is  hereby  given  that  on  Febru- 
ary 18.  1949.  an  application  was  filed  with 
the  Federal  Power  Commission  by  the 
Brooklyn  Union  Gas  Company  (Appli- 
cant*, a  New  York  corporation  having 
Its  principal  place  of  business  at  Brook- 
lyn. New  York,  requesting  (1)  that  the 
Commission  determine  that  the  afore- 
mentioned company  will  not  become  a 
"natural-gas  company"  within  the  mean- 
ing of  the  Natural  Gas  Act  by  reason  of 
Its  construction  and  operation  of  cer- 
tain proposed  facilities,  and  t2<  should 
the  Commis.sion  determine  the  company 
subject  to  the  act.  that  it  issue  to  the 
Applicant  a  certificate  of  public  conven- 
ience and  necessity  pursuant  to  .section 
7  of  the  Natural  Gas  Act.  as  ameyided, 
authorizing  Applicant  to  construct  and 
operate  certain  transmission  pipe  line 
facilities  hereinafter  described. 

The  facilities  proposed  to  be  construct- 
ed by  the  Applicant  will  consist  of  ap- 
proximately 2.2  miles  of  24-inch  pipe 
extending  from  an  interconnection  at 
the  boundary  line  of  Kings  and  Queens 
Counties  with  facilities  proposecf  to  be 
constructed  by  Consolidated  Edison 
Company  of  New  Yolk,  Inc.  (F.  P.  C. 
Docket  No.  G-1167».  southerly  to  a  point 
in  Brooklyn  approximately  at  Conselyea 
Street  and  Leonard  Street,  from  which 
point  1.0  mile  of  16-inch  main  will  be 
constructed  to  Applicant's  Greenpoint 
Works  gas  manufacturing  plant  and 
from  which  same  point  5.2  miles  of  20- 
inch  pipe  will  be  constructed  southerly 
to  a  point  in  Brooklyn  approximately  at 
Third  Avenue  and  Sixth  Street.  From 
the  aforementioned  point  approximately 
0  4  mile  of  16-inch  pipe  will  be  laid  to 
Applicant's  Citizens  Works,  and  another 
line  of  2.4  miles  of  16-lnch  pipe  will  be 
installed  extending  southerly  to  a  further 
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point  at  approximately  Third  Avenue  and 
54th  Street.  From  Third  Avenue  and 
54th  Street  about  0.3  mile  of  10-lnch 
pipe  will  be  laid  to  the  plant  of  Kings 
County  Lighting  Company  and  another 
line  approximately  0.7  mile  of  12-inch 
pipe  will  be  constructed  to  the  point  of 
interconnection  at  the  boundary  line  of 
the  30th  Ward  of  Brooklyn  with  the  line 
to  be  constructed  by  the  Kings  County 
Lighting  Company. 

The  facilities  which  Applicant  proposes 
to  construct  and  operate  in  conjunction 
with  those  proposed  by  the  Consolidated 
Edison  Company  of  New  York,  Inc..  are 
asserted  to  be  necessary  in  order  to  ob- 
tain Xhe  daily  delivery  from  Trans-Con- 
tinental Gas  Pipe  Line  Corporation  in 
the  amount  of  60.000  Mcf  of  natural  gas, 
which  delivery  will  be  initially  made  at 
132d  Street  and  the  Hudson  River  in 
New  York  City  and  which  delivery  has 
been  authorized  by  the  Commission  (F. 
P.  C.  Docket  No.  G-1143>.  In  addition, 
such  facilities  will  also  be  used  for  an 
additional  delivery  of  14,500  Mcf  of 
natural  gas  to  the  Brooklyn  Borough  Gas 
Company  and  the  Kings  County  Lighting 
Company,  which  delivery  has  been  pre- 
viously authorized  by  the  Commission 
In  the  aforementioned  proceeding. 

The  estimated  cost  of  the  proposed 
project  approximates  $3,525,000,  and  Ap- 
plicant contemplates  financing  the  con- 
struction by  short-term  loans  to  be  re- 
funded on  a  permanent  basis  by  the 
issuance  of  securities. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  S  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and,  if 
so,  to  advise  the  Federal  Power  Com- 
mission as  to  the  nature  of  its  interest 
in  the  matter,  whether  it  desires  a  con- 
ference, the  creation  of  a  board,  or  a 
joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  The  Brooklyn  Union 
Gas  Company  is  on  file  with  the  Commis- 
sion and  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Washington  25.  D.  C.  not 
later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §  1.8  or  1.10, 
whichever  is  applicable,  of  the  rules  of 
practice  and  procedure. 


ISEALl 


Leon  M.  Fuquay. 

Secretary. 


|F.    R     Doc.    49   1769;    Filed.    Mar.    9,    1949; 
8:45  a.  m.l 


(Docket  No.  G-11731 

Northern  Natural  G.as  Co. 

NOTICE  of  application 

March  3.  1949. 
Notice  Is  hereby  given  that  on  Febru- 
ary 28.  1949.  an  application  was  filed 
with  the  Federal  Power  Commission  by 
Northern  Natural  Oas  Company  (Appli- 
cant), a  Delaware  corporation  having  Its 
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principal  place  of  business  at  Omaha. 
Nebraska,  for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation  of  approximately  525 
miles  of  24-inch  O.  D.  main  transmission 
loop  line  extending  eastwardly  to  the 
branch  line  take-off  serving  the  Omaha. 
Nebra-^ka,  area,  which  includes  Fort 
Crook.  Offutt  Field.  Papillion.  Ralston. 
Boys  Town.  Omaha  and  Omaha  suburban 
area. 

The  application  states  pipe  available 
can  be  used  to  best  advantage  on  Appli- . 
cant's  system  to  complete  a  loop  line  from 
the  terminus  of  a  previously  certificated 
loop  line  at  a  point  in  section  12.  Town- 
ship 11  North.  Range  12  East.  In  Cass 
County.  Nebraska,  to  the  Omaha  branch 
line  take-off  which  will  d)  give  addi- 
tional assurance  of  service  to  presently 
served  major  market  areas  and  (2)  be 
valuable  for  use  In  connection  with  loop- 
ing projects  beyond  the  Omaha  branch 
line  take-off  planned  for  construction  in 
1950.  Applicant  states  continuous  over- 
all system  deliverable  capacity  will  not 
be  appreciably  Increased  until  the  1950 
planned  construction  has  been  completed, 
and  no  change  in  rates  is  contemplated 
In  connection  with  the  construction  and 
operation  of  the  proposed  facilities. 

The  estimated  over-all  capital  cost  of 
the  construction  of  the  proposed  facili- 
ties is  $288,000.  which  will  be  financed 
out  of  general  funds  and  with  funds  re- 
ceived through  financing  planned  to  pro- 
vide funds  to  complete  the  1949  construc- 
tion program. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  5  137  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  In- 
terest In  the  matter  and  whether  It  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Northern  Natural 
Gas  Company  is  on  file  with  the  Com- 
mission and  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C, 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §  1.8  or  1.10. 
whichever  is  applicable,  of  the  Commis- 
sion's rules  of  practice  and  procedure. 


TSEAL] 


Leon  M.  Fuquay, 
Secretary. 


(F.    R.    Doc.    49-1768:    Filed.    Mar.    9.    1949; 
8:45  a.  m.l 


INTERSTATE  COMMERCE 
COMMISSION 

|S.  O.  8391 

Unloading  of  Coal  at  Charleston,  8.  C, 
ON  Southern  Railway 

At  a  session  of  the  Interstate  Commerce 
Commission,  Division  3,  held  at  its  oflBce 
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In  Washington.  D.  C.  on  the  4th  day  of 
March  A.  D.  1949. 

It  appearing,  that  two  cars  of  coal  at 
Charleston.  S.  C.  are  on  hand  on  the 
Southern  Railway  Company,  for  an  un- 
reasonable length  of  time  and  that  this 
delay  in  unloading  such  cars  impedes 
their  use;  in  the  opinion  of  the  Commis- 
sion an  emergency  exists  requiring  imme- 
diate action.    It  is  ordered.  That: 

(a)  CocU  at  Charleston.  S.  C .  be  un- 
loaded. The  Southern  Railway  Com- 
pany, its  agents  or  employees,  shall  un- 
load Immediately  CtO  43689  and  SOU 
108022,  loaded  with  coal  now  on  hand  at 
Charleston,  S.  C,  since  December  21. 
1948.  consigned  Adams  Rowe  and  Nor- 
man. 

(b)  DcmurraQC.  No  common  carrier 
by  railroad  subject  to  the  Interstate  Com- 
merce Act  shall  charge  or  demand  or  col- 
lect or  receive  any  demurrage  or  storage 
charges  for  the  detention  period  com- 
mencing at  7:00  a.  m..  March  8.  1949.  and 
continuing  until  the  actual  unloading  of 
said  car  or  cars  is  completed. 

(c>  Provisions  suspended.  The  oper- 
ation of  any  or  all  rules,  regulations  or 
practices,  insofar  as  they  conflict  with 
the  provisions  of  this  order,  is  hereby 
suspended. 

(d)  Notice  and  expiration.  Said  car- 
rier shall  notify  the  Director.  Bureau  of 
Service.  Interstate  Commerce  Commis- 
sion. Washington.  D.  C.  when  it  has  com- 
pleted the  unloading  required  by  para- 
graph (a)  hereof,  and  such  notice  shall 
specify  when,  where,  and  by  whom  such 
unloading  was  performed.  Upon  receipt 
of  that  notice  this  order  shall  expire. 

It  is  further  ordered.  That  this  order 
shall  become  effective  immediately ;  that 
a  copy  of  this  order  and  direction  be 
served  upon  the  Association  of  American 
Railroads,  Car  Service  Division,  as  agent 
of  the  railroads  subscribing  to  the  car 
service  and  per  diem  agreement  under  the 
terms  of  that  agreement;  and  that  no- 
tice of  this  order  be  given  to  the  general 
public  by  depositing  a  copy  In  the  office 
of  the  Secretary  of  the  Commission,  at 
Washington.  D.  C,  and  by  filing  it  with 
the  Director.  Division  of  the  Federal  Reg- 
ister. 

(40  Stat.  101.  sec.  402:  41  Stat.  476.  sec. 
4:  54  SUt.  901.  911;  49  U.  S.  C.  1  (10)- 
(17).  15  (2)) 

By  the  Commission.  Division  3. 

[SKALl  W.  p.  BaRTIL. 

Secretary. 

I  P.    R.    Doc.    49-1832;    Filed.    Mar.    9.    1949; 
8:65  a.  m] 


NOTICES 

Nemours   ft   Company   Common    Stock, 
$20.00  Par  Value.  Pile  No.  7-1091. 

The  Cleveland  Stock  Exchange  has 
made  application  to  the  Commission  pur- 
suant to  section  12  (f)  <2)  of  the  Secu- 
rities Exchange  Act  of  1934  and  Rule 
X-12F-1  for  permission  to  extend  un- 
listed trading  privileges  to  the  Common 
Stock.  $20.00  Par  Value,  of  E  I.  du  Pont 
de  Nemours  &  Company.  1007  Market 
Street,  Wilmington  98.  Delaware. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  in  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  in  the 
application  makes  the  following  findings: 

(1)  That  this  security  is  registered 
and  listed  on  the  New  York  Stock  Ex- 
change; that  the  geographical  area 
deemed  to  constitute  the  vicinity  of  the 
Cleveland  Stock  Exchange  is  the  State 
of  Ohio;  that  out  of  a  total  of  11.150.138 
shares  outstanding.  251.887  shares  are 
owned  by  2.778  shareholders  in  the  vicin- 
ity of  the  Cleveland  Stock  Exchange:  and 
that  in  the  vicinity  of  the  Cleveland  Stock 
Exchange  transactions  were  effected  in 
8272  shares  during  the  period  from  Jan- 
uary 1.  1948.  to  January  1.  1949; 

(2>  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
in,  this  security  exist  in  the  vicinity  of 
the  applicant  exchange  to  render  the  ex- 
tension of  unlisted  trading  privileges 
thereto  appropriate  in  the  public  inter- 
est and  for  the  protection  of  investors; 
and 

(3>  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  is  otherwise  ap- 
propriate in  the  public  interest  and  for 
the  protection  of  investors. 

Accordingly.  It  is  ordered.  Pursuant  to 
section  12  <f)  <2>  of  the  Securities  Ex- 
change Act  of  1934.  that  the  application 
of  the  Cleveland  Stock  Exchange  for  per- 
mission to  extend  unlisted  trading  privi- 
leges to  the  Common  Stock.  $20,000  Par 
Value,  of  E.  I.  du  Pont  de  Nemours  & 
Company  be,  and  the  same  Is,  hereby 
granted. 

By  the  Commission. 

[  seal]  Orval  L.  Dubois. 

Secretary. 

|P.    R.    Doc.    49-1788;    Tiled.    Mar.    9,    1949; 
8:50  a.  m.] 


$20000,000  principal  amount  of  Deben- 
tures due  1974.  the  proceeds  of  which  will 
be  used  to  finance  in  part  the  1949  con- 
struction program  of  the  Columbia  sys- 
tem and  its  underground  gas  storage 
program;  and 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  pre.scribed 
by  Rule  U-23  promulgated  pursuant  to 
said  Act  and  the  Commission  not  havinR 
received  a  request  for  hearing  with  re- 
spect to  said  declaration  within  the 
period  specified,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon ;  and 

The  Commission  finding  with  resF)ect 
to  said  declaration  that  the  require- 
ments of  the  applicable  provisions  of  the 
act  and  rules  thereunder  are  .satisfied 
and  deeming  it  appropriate  in  the  public 
interest  and  in  the  interests  of  investors 
and  consumers  that  said  declaration  be 
permitted  to  become  effective: 

It  is  ordered.  Pursuant  t6  Rule  U-23 
and  the  applicable  provisions  of  .said  act. 
that  the  said  declaration,  as  amended, 
be.  and  hereby  is  permitted  to  become 
effective  forthwith,  .subject  to  the  terms 
and  conditions  prescribed  in  Rule  U-24 
and  subject  to  the  further  condition  that 
the  proposed  sale  of  Debentures  shall  not 
be  consummated  until  the  results  of  com- 
petitive bidding  shall  have  been  made  a 
matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered 
by  this  Commission  in  the  light  of  the 
record  so  completed,  which  order  may 
contain  such  further  terms  and  condi- 
tions as  may  then  be  deemed  appro- 
priate. 

It  is  further  ordered.  That  jurisdiction 
be.  and  hereby  is.  reserved  over  the  pay- 
ment of  legal  fees  and  expenses  to  be 
incurred  In  connection  with  the  pro- 
posed transaction. 

By  the  Commission. 

[SKALl  OtvAi  L.  DuBois. 

Secretary. 

I  P.    R.    Doc.    49^  1789;    Piled.    Mar.    9,    1949; 
851  a.  m  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  7-10911 
E.  I.  DU  Pont  de  Nemours  &  Co. 

FINDINGS  and  ORDSR   GRANTING  APPUCATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  4th  day  of  March  A.  D.  1949. 

In  the  matter  of  application  by  the 
Cleveland  Stock  Exchange  for  unlisted 
trading  privileges  in  E.  I.  du  Pont  de 


I  Pile  No.  70-20541 

Columbia  Gas  System.  Inc. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  4th  day  of  March  1949. 

The  Columbia  Gas  System.  Inc.  ("Co- 
lumbia"), a  registered  holding  company 
and  a  subsidiary  of  The  United  Corpora- 
tion, al.so  a  registered  holding  company, 
having  filed  a  declaration,  and  amend- 
ments thereto,  pursuant  to  section  7  of 
the  Public  Utility  Holding  Company  Act 
of  1935  with  respect  to  the  Issue  and  sale 
by  Columbia,  pursuant  to  the  competitive 
bidding  requirements  of  Rule  U-50,  of 


IPUe  No.  7&  20421 

West  Pknn  Electric  Co  and  West  Penn 
Power  Co. 

order    crantinc    and    permitting    joint 
application-declaration     to     become 

CFFECTrVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  1st  daypf  March  A.  D.  1949. 

The  West  Penn  Electric  Company 
("West  Penn  Electric"),  a  registered 
holding  company,  and  West  Penn  Power 
Company  ("Power"',  a  subsidiary  of 
West  Penn  Electric,  having  filed  with  this 
Commission  a  Joint  application-declara- 
tion and  certain  amendments  thereto 
pursuant  to  the  Public  Utility  HoldinR 
Company  Act  of  1935  and  certain  rules 
and  regulations  thereunder  regarding 
the  following  transactions: 

The  Issuance  and  sale  by  Power,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  of  $10,000,000  prin- 
cipal amount  Series  N,  —  %  First  Mort- 


Thursday,  March  10,  1949 

gage  Bonds  due  1979.  and  50.000  shares 
of  preferred  stock.  Series  C,  ..%  par 
value  $100  per  share;  the  issuance  and 
sale  by  Power  of  70.000  shares  of  Its  com- 
mon stock  without  nominal  or  par  value 
at  a  price  of  $28  50  per  share,  or  an  ag- 
gregate cash  consideration  of  $1,995,000 
(the  presently  outstanding  common 
stock  of  Power  being  owned  approxi- 
mately 66.1%  by  West  Penn  Electric,  ap- 
proximately  28  5  ^o  by  We.st  Penn  Rail- 
ways Company,  a  subsidiary  company  of 
West  Penn  Electric  whose  common  stock 
Is  entirely  owned  by  West  Penn  Electric, 
and  approximately  5.4%  by  the  public* ; 
the  issuance  by  Power  of  transferable 
subscription  warrants  to  the  public  hold- 
ers of  its  common  stock  in  an  aggregate 
amount  sufficient  to  entitle  these  persons 
to  acquire  3.816  shares  of  the  new  issue, 
this  being  slightly  in  excess  of  the  aliquot 
part  to  which  these  public  holders  are 
entitled  on  a  basis  of  preemptive  rights; 

The  acquisition  by  West  Penn  Electric 
from  Power,  at  the  subscription  price  of 
$28.50  per  share,  of  all  of  the  shares  of 
additional  common  stock  except  those 
subscribed  for  by  the  public  pursuant  to 
the  exercise  of  warrants.  West  Penn  Rail- 
ways Company  waiving  its  rights  to  par- 
ticipate in  this  Issue;  and  the  acquisition 
by  West  Penn  Electric  of  subscription 
warrants,  which  may  be  offered  to  it.  at 
a  price  to  be  based  upon  the  difference 
between  the  subscription  price  and  the 
market  price  of  the  common  stock  at  the 
time  of  making  the  subscription  offer  (the 
details  with  respect  to  the  ascertainment 
of  this  market  price  are  to  be  finally  de- 
termined after  the  results  of  competitive 
bidding  on  the  bonds  and  preferred  stock 
of  Power  have  been  obtained  and  are  to 
be  disclosed  to  the  public  holders  of  the 
common  stock  of  Power  when  the  trans- 
ferable subscription  warrants  are  trans- 
mitted to  them); 

The  Commission  having  ordered  a 
hearing  with  respect  to  said  Joint  appli- 
cation-declaration, which  hearing  was 
duly  held  with  no  person  or  representa- 
tive of  any  group  appearing  in  opposition 
to  the  transactions  embraced  in  said  fil- 
ing; the  applicants-declarants  having 
made  appropriate  amendments  to  the 
filing  so  that  the  matters  and  questions 
cited  for  special  consideration  by  the 
Commission  in  the  order  for  hearing 
have  now  been  treated  with  In  a  man- 
ner satisfactory  to  the  Commission; 

The  Commission  finding  with  respect 
to  the  Joint  application-declaration,  as 
amended,  that  there  is  no  basis  for  any 
adverse  findings  and  that  all  of  the  ap- 
plicable statutory  standards  are  satisfied, 
deeming  it  appropriate  In  th«  public  in- 
terest and  In  the  Interest  of  Investors 
and  con.sumers  that  said  Joint  applica- 
tion-declaration be  granted  and  permit- 
ted to  become  effective  and  further 
deeming  It  appropriate  to  grant  a  re- 
quest by  applicants-declarants  that  the 
ten-day  period  for  the  solicitation  of 
bids  for  the  bonds  and  preferred  stock 
be  shortened; 

It  is  hereby  ordered.  That  this  joint 
application-declaration  be,  and  the  same 
hereby  Is.  granted  and  permitted  to  be- 
come effective  forthwith  subject  to  the 
terms  and  conditions  prescribed  In  Rule 
No. 
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U-24  and  to  the  following  terms  and  con- 
ditions: 

(1)  That  for  the  purposes  ot  this  case 
the  ten-day  period  for  soliciting  bids  as 
prescribed  by  Rule  U-50  be  shortened  to 
a  period  of  not  less  than  six  days; 

(2)  That  the  proposed  Issuance  and 
sale  of  the  $10,000,000  aggregate  princi- 
pal amount  of  First  Mortgage  Bonds  and 
50.000  shares  of  Series  C  Preferred  Stock 
by  Power  shall  not  be  consummated  un- 
til the  results  of  competitive  bidding, 
held  with  respect  thereto,  have  been 
made  a  matter  of  record  in  this  proceed- 
ing and  a  further  order  shall  have  been 
entered  by  this  Commission  on  the  basis 
of  the  record  so  completed,  which  order 
shall  contain  such  further  terms  and 
conditions,  if  any.  as  may  then  be 
deemed  appropriate,  jurisdiction  being 
reserved  at  this  time  to  permit  the  sub- 
se<.uent  imposition  thereof; 

"3)  That  jurisdiction  be  reserved  with 
respect  to  the  payment  of  any  and  all 
fees  and  expenses  incurred  or  to  be  in- 
curred in  connection  with  the  consum- 
mation of  the  proposed  transactions. 

(4 1  That  so  long  as  any  of  the  shares 
of  the  series  of  Preferred  Stock  now  out- 
standing or  the  series  presently  proposed 
to  be  Issued  are  outstanding.  Power  will 
not  issue  and  sell,  without  the  consent 
(given  in  writing  or  by  vote  at  a  meeting 
called  for  the  purpose  >  of  the  holders  of 
at  least  two-thirds  of  the  total  number 
of  shares  of  Preferred  Stock  at  the  time 
outstanding,  any  additional  shares  of 
Preferred  Stock  (other  than  the  50,000 
shares  of  Preferred  Stock.  Series  C.  pres- 
ently proposed  to  be  issued)  unless 

(a)  The  aggregate  of  the  capital  of 
Power  applicable  to  all  stock  of  any  class 
ranking  junior  to  the  Preferred  Stock, 
plus  the  consolidated  surplus  of  the  cor- 
poration and  its  subsidiaries,  shall  be  not 
less  than  the  aggregate  amount  payable 
upon  involuntary  liquidation,  dissolu- 
tion, or  winding  up  of  the  affairs  of  Power 
to  the  holders  of  all  shares  of  Preferred 
Stock  and  all  shares  of  stock,  if  any. 
ranking  prior  thereto  or  on  a  parity 
therewith  as  to  dividends  or  distributions 
to  be  outstanding  immediately  after  such 
proposed  Issue,  excluding  from  such  com- 
putation all  shares  of  such  stock  to  be 
retired  through  such  proposed  issue. 
No  portion  of  the  surplus  of  Power  uti- 
lized to  satisfy  the  foregoing  require- 
ment shall  be  available  for  dividends  or 
other  distributions  upon  or  in  resp>ect  of 
shares  of  stock  of  Power  of  any  class 
ranking  junior  to  the  Preferred  Stock  or 
for  the  purchase  of  shares  of  such  Junior 
stock  until  such  number  of  additional 
shares  of  Preferred  Stock  are  retired  or 
until  and  to  the  extent  that  the  capital 
applicable  to  such  Junior  stock  shall  have 
been  Increased;  and 

(b)  The  consolidated  income  of  Power 
and  its  subsidiaries  (determined  as  here- 
inafter provided  >  for  any  twelve  consec- 
utive calendar  months  within  the  fifteen 
calendar  months  Immediately  preceding 
the  month  within  which  the  Issuance  of 
such  additional  shares  is  authorized  by 
Its  Board  of  Directors  shall  have  been  In 
the  aggregate  not  less  than  one  and  one- 
half  times  the  sum  of  the  Interest  re- 
quirements (adjusted  by  provision  for 
amortization  of  debt  discount  and  ex- 
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pense  or  of  premium  on  debt,  as  the  case 
may  be)  for  one  year  on  all  indebtedness 
of  Power  and  Its  subsidiaries  and  the  full 
dividend  requirements  for  one  year  on  all 
shares  of  Preferred  Stock  of  Power  and 
all  shares  of  Its  stock.  If  any,  ranking 
prior  thereto  or  on  a  parity  therewith  as 
to  dividends  which  will  be  outstanding 
after  the  issuance  of  the  shares  of  Pre- 
ferred Stock  proposed  to  be  issued,  ex- 
cluding from  such  computation  all  such 
indebtedness  and  shares  of  such  stock 
to  be  retired  through  such  propo.sed  issue. 
"Consolidated  income"  for  any  period  for 
the  purpose  of  this  paragraph  cb)  shall 
be  computed  by  adding  to  the  consoli- 
dated net  income  of  Power  and  its  .sub- 
sidiaries for  said  period,  determined  in 
accordance  with  generally  accepted  ac- 
counting principles  and  practices,  as  ad- 
justed by  action  of  the  Board  of  Direc- 
tors of  Power  as  hereinafter  provided,  the 
amount  deducted  for  interest  (adjusted 
as  above  provided)  in  determining  such 
consolidated  net  income.    In  deiermin- 
ing  such  consolidated  net  Income  for  any 
period,  there  shall  be  deducted,  in  addi- 
tion to  other  items  of  expenses  the  pro- 
visions for  depreciation  as  recorded  on 
such  books  or,  in  the  case  of  Power,  the 
minimum  provision  for  depreciation  as 
defined  in  section  4  of  Article  II  C  of  the 
Power  Supplemental  Indenture  dated  as 
of  March  1,  1948,  whichever  Is  larger. 
In  the  determination  of  such  consoli- 
dated net  income,  the  Board  of  Directors 
of  Power  may,  in  the  exercise  of  due  dis- 
cretion and  in  accordance  with  sound 
accounting  principles,  make  adjustments 
by  way  of  Increase  or  decrease  In  such 
consolidated  net  Income  to  give  effect  to 
changes  therein  resulting  from  any  ac- 
quisition of  properties  or  to  any  redemp- 
tion, acquisition  purchase,  sale,  or  ex- 
change of  securities  by  Power  or  its  sub.- 
sidiaries  either  prior  to  the  I.s.suance  of 
any  shares  of  Preferred  Stock  or  stock 
ranking  on  a  parity  therewith  then  to  be 
issued  or  In  connection  therewith;  and 
(5)  That  Power  shall  not  pay  any  divi- 
dends on  Its  common  stock  (other  than 
dividends  payable  in  common  stock)  or 
make  any  distribution  on.  or  purchase,  or 
otherwise  acquire  for  value,  any  of  its 
common  stock   (each  and  all  of  these 
actions  being  hereinafter  embraced  in 
the  term  "payment  of  common  stock 
dividends")  except  as  follows: 

(a)  If,  and  so  long  as,  the  ratio  of  cap- 
ital represented  by  common  stock,  in- 
cluding premiums  on  said  stock,  of  Power 
plus  the  consolidated  surplus  of  Power 
and  Its  subsidiaries  (for  the  purpose  of 
paragraphs  numbered  4  and  5  herein, 
consolidated  computations  for  Power  and 
its  subsidiaries  are  meant  to  exclude  the 
following  companies:  Monongahela 
Power  Company  and  its  subsidiaries. 
Beach  Bottom  Power  Company,  Inc..  and 
Windsor  Power  House  Co^l  Company)  to 
the  total  consolidated  capital  and  sur- 
plus of  Power  and  its  subsidiaries  at  the 
end  of  the  second  calendar  month  imme- 
diately preceding  the  date  of  the  pro- 
posed payment  of  common  stock  divi- 
dends adjusted  to  reflect  the  proposed 
payment  of  such  dividends  (this  ratio 
being  hereinafter  referred  to  as  "capi- 
talization ratio")  Is  less  than  20%.  then 
the  payment  of  common  stock  dividends. 
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Including  the  proposed  Pay™«"^- ^^^^J 
the  12  months  period  ending  with  and 
including  the  date  of  the  proposed  pay- 
ment shall  not  exceed  50%  of  the  con- 
solidated net  income  of  Power  and  its 
subsidiaries  applicable  U>  the  common 
stock  of  Power  during  the  12  calendar 
months  ending  with  and  including  the 
second  calendar  month  immediately  pre- 
ceding the  date  of  the  proposed  payment 
of  common  stock  dividends; 

(b)  If.  and  so  long  as.  such  capitaliza- 
tion ratio  is  20%  or  more,  but  less  than 
25%.  then  the  payment  of  common  stocK 
dividends  during  the  12  months  period 
ending  with  and  including  the  date  of 
the  proposed  payment  shall  not  exceed 
75%  of  the  consolidated  net  income  of 
Power  and  its  subsidiaries  applicable  to 
the  common  stock  of  Power  during  the  12 
calendar  months  ending  with  and  includ- 
ing the  second  calendar  month  immedi- 
ately preceding  the  date  ofthe  proposed 
payment  of  common  stock  dividends; 

(c)  Except  to  the  extent  permitted  by 
subparagraphs  (a)  and  (b)  hereof  Power 
shall  make  no  payment  of  common  stock 
dividends  which  would  reduce  such  cap- 
italization ratio  to  less  than  25% ; 

For  the  purpose  of  the  terms  and  con- 
ditions of  this  order:  .,  ,  „, 
(A)  The  total  consolidated  capital  of 
Power  and  its  subsidiaries  shall  be  deemed 
to  consist  of  the  aggregate  of  all  out- 
standing indebtedness  of  Power  and  Its 
subsidiaries  represented  by  bonds,  de- 
bentures, notes,  and  other  evidences  of 
Indebtedness  maturing  by  their  terms 
one  year  or  more  from  the  jjate  of  Issu- 
ance thereof  and  not  held  by  Power  or  its 
subsidiaries  and  the  aggregate  amount 
of  stated  or  par  value  of  all  capital  stocks 
including    premiums    on    such    cap  tal 
stocks,  of  all  classes  of  Power  and  its  sub- 
sidiaries not  held  by  Power  or  its  subsidi- 
aries; ... 
(B)  Consolidated  surplus  upon  which 
capitalisation  ratios  are  computed  sha 
be  adjusted  to  eliminate    any    and    all 
amounts  in  consolidated  earned  surplus 
of  Power  and  its  subsidiaries  accumulated 
subsequent  to  December  31.  1947  but  not 
available  for  payment  of  common  stock 
dividends  pursuant  to  provisions  of  sec- 
tion 2  of  Article  n  C  of  the  Power  Sup- 
plemental Indenture  dated  as  of  March 

1    1S48 ' 

'(C)  in  computing  consolidated  net  in- 
come of  Power  and  its  subsidiaries  appli- 
cable to  the  common  stock  of  Power  for 
purpose  of  this  restriction  respecting  the 
payment  of  common  stock  dividends,  op- 
erating expenses,  among  other  things, 
shall  include  the  provisions  for  depreci- 
ation as  recorded  on  the  books  of  the 
companies  or  the  minimum  provision  for 
depreciation  as  defined  In  section  4  of 
Article  II  C  of  the  Power  Supplemental 
Indenture,  dated  March  1.  1948.  which- 
ever Is  larger. 
By  the  Commission. 


NOTICES 

IFUe  No.  70-304«l 
DILAWARE  POWER  ti  LiCHT  CC 
SUPPLEMENTAL   ORDER   RELEASING   JURISDIC- 
TION    AND     PERMITTING    DECLARATION     TO 
BECOME  EfTECTIVB 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C.  on 
the  3d  day  of  March  1949. 

Delaware    Power    k    Light    Company 
("Delaware"),  a  registered  holding  com- 
pany and  a  public-utility  company,  hav- 
ing filed  a  declaration  pursuant  to  sec- 
Uons  6  (a>   and  7  of  the  Pubhc  Utility 
Holding    Company    Act    of    1935    witli 
respect  to  an  offer  to  Its  stockholders  of 
the  right  to  purchase  232.520  additional 
.shares  of  its  common  stock  and.  subject 
to  such  right  of  the  stockholders,  to  offer 
to  employees  of  the  company  and  Its 
subsidiaries  such  additional  stock  In  an 
amount  not  exceeding   150   shares  per 
employee,  and  prior  to  such  offering  to 
stockholders.  Delaware  proposing,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  to  publicly  Invite 
bids  for  the  underwriting  of  such  offer 
and  the  purchase  by  the  underwriters  of 
such  shares  of  common  stock  as  are  not 
purchased  by  Delaware's  stockholders  or 

employees ;  and  ^  .  ^  la  k..,. 

The  Commission  by  order  dated  Febru- 
ary 21    1949,  having  permitted  the  dec- 
laration to  become  effective  subject  to 
the  condition,  among  others,  that  the 
proposed  issuance  and  sale  of  stock  shall 
not  be  consummated  untU  the  results  oi 
competitive  bidding  pursuant  to  Rule 
U-50  shall  have  been  made  a  matter  of 
record  In  this  proceeding  and  a  further 
order  shall  have  been  entered  with  re- 
spect thereto;   and  Jurisdiction  having 
been  reserved  over  the  payment  of  fees 
and  expenses  to  be  Incurred  In  connec- 
tion with  the  proposed  transaction;  and 
Delaware  having  on  March  3,   1»4», 
filed  an  amendment  to  said  declaration 
in  which  it  Is  stated  that  It  has  invited 
bids  with  respect  to  such  stock  pursuant 
to  the  competitive  bidding  requirements 
of  Rule  U-50  and  has  received  the  follow- 
ing bids: 


The  fees  and  expenses  proposed  to  be 
incurred  in  connection  with  the  proposed 
transaction  having  been  estimated  m 
the  amount  of  $107,500  exclusive  of  legal 
fees-  and  fees  of  financial  adviser;  and 
The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for 
imposing  terms  and  conditions  with  le- 
spect  to  the  price  to  be  received  for  said 
stock;  and  ^  .   .^^^ 

It  appearing  that  the  propo.sed  fees 
and  expenses,  exclusive  of  legal  fees  and 
fees  of  financial  adviser,  are  not  un- 
reasonable and  that  jurisdiction  with  re- 
spect thereto  should  be  released: 

It  is  hereby  ordered.  That  juris- 
diction heretofore  reserved  in  connection 
with  the  sale  of  the  common  stock  be 
and  the  same  hereby  is.  released  and 
that  the  said  declaration  as  further 
amended  be.  and  the  same  hereby  is. 
permitted  to  become  effective  forthwith, 
subject  to  the  terms  and  conditions  pre- 
scribed in  Rule  U-24  of  the  general  rules 
and  regulations  under  the  act 

It  is  further  ordered.  That  juris- 
diction be.  and  the  same  hereby  Ls.  re- 
leased with  respect  to  the  fees  and  ex- 
penses estimated  in  the  amourit  of 
$107  500,  exclusive  of  legal  fees  and  fees 
of  financial  adviser,  and  that  Junsdic- 
tlon  over  all  legal  fees  and  expenses  and 
fees  of  financial  adviser  be.  and  hereby 
Is.  continued. 


By  the  Commission. 

[SEALl  ORVAL  L.  DUBOIS, 

Secretary. 

IP     B     Doc.    4»^n91:    P»ed.    *^     *'    ^*^^- 
8:51  ».  ml 


IPlle  No  8ia-68fil 

First  Guardian  Securities  Corp. 

NOTICE  op  APPUCATION 


Nam*  of  bidder 


Blyth  A  fo..  Inc.: 

Amount 

Per  5h»re 

Otis  4  Co.: 

Amount 

I'pr  share    

WhlteWeldACo.- 
BfaiekU  *  Co.: 

Amount 

Per  jthare 

Lehman  Bros.: 

.Amount  

I'lT  share 

Han-iin*nBlpl«y4 
Co..  Inc.; 

Amount. 

Per  share 

Mortan  Stanley  A 

Amount 

Per  Rbar* 


K  301.  eao 

118. !» 

Kisa.s-'^ 

$17.80 


l\».  480, 


U.  W\  14t> 

$17.  ^v^ 


$Hl.3«l|       $4.(t67.4<VS 
$0. 3fi01  $17.  4499 


[SBALl 


Nellye  a.  Thorsen. 
Assistant  Secretary. 


\r    R     Doc.    49-1790;    Piled,   M*r.   9.    1949; 
8:61  •■  m.l 


The  amendment  further  sUtlng  that 
Delaware  has  accepted  the  bid  of  Blyth 
tt  Co.,  Inc.  for  tha  common  stock  as  set 
forth  above:  and 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  7th  day  of  March  A.  D.  1949^ 

Notice  is  hereby  given  that  The  First 
Guardian  Securities  Corporation   C  Ap- 
plicant"), a  registered  Investment  com- 
competi.  lv,tp,«H^     pany.  has  filed  an  application  Pursuant 
«t'«»    i      ^  to  section  6  <c)  of  the  Inve.stment  Com- 

pany Act  of  1940  for  an  order  of  the 
Commission  exempting  It  and  all  persons 
transacting  business  with  it  as  of  ap- 
plicant were  not  a  registered  investment 
company,  subject  to  certain  conditions, 
from  the  provisions  of  sections  9.  10.  12 
13.  15.  16.  17.  18.  19,  20.  21.  23.  25.  30.  32. 
and  33  of  the  act.' 

>  Section  fl  (c)  reads  u  follows: 
(c)  The  CommlsBlon,  by  rules  »nd  regu- 
lations upon  lU  own  motion,  or  by  order 
upon  application,  may  conditionally  or  un- 
conditionally  exempt    any   person.   secu"^>; 
or    transaction,   or    any    class    or    claases    oi 
persons,  securities,  or  transactions,  froin  an> 
movlslon  or  provisions  of  this  title  or  of  any 
rule  or  regulation  thereunder.  If  and  to  me 
extent  that  auch  exemption  Is  necessary  or 
approprUt*  In  the  public  Interest  and  con- 
slstent  with  the  protection  of  '''^^"^^"Xv 
the  purposes  fairly  intended  by  the  policy 
and  provisions  ol  this  title. 


$113,  M"; 

$n.  4tteb 


$4. 071.  435 
$17.  SI 


iK  IM.  3W 

$18.  ar 

'$4  243. 490  $227. 288. 30  K  01«.  20L70 
!        $18.25         $0.»77.S  $17.2725 

$4  185,8flO-$lW.73«  flOK01.\«aO  4n 
$18.00'  $0.73ti  $17.27 


$4. 18ft,  »flo!$aOI,  126  80  $3,  »4.  W).  20 
$18,001  $0.8651  $17,138 


Thursday,  March  10,  1949 

The  application  states  that  applicant 
has  less  than  thirty  stockholders  and  that 
It  Is  not  making  and  does  not  presently 
propose  to  make  a  public  offering  of  Its 
securities.  Applicant  had  filed  a  regis- 
tration statement  under  the  Securities 
Act  of  1933  for  the  sale  of  certain  sectu-l- 
tles  by  means  of  a  public  offering,  but  the 
registration  statement  has  since  been 
withdrawn. 

Applicant  has  agreed  that  the  exemp- 
tion It  requests  may  be  made  subject  to 
the  condition  that  the  said  exemption 
shall  cease  and  terminate.  Ipso  facto  and 
without  any  notice  to  applicant: 

1.  If  the  outstanding  securities  (other 
than  short  term  paper)  of  applicant  are 
at  any  time  beneficially  owned  by  more 
than  100  persons  within  the  meaning  of 
beneficial  ownership  as  used  In  section  3 
(c)  (1)  of  the  act,  or 

2.  If  applicant  shall  make  a  public  of- 
fering of  Its  securities,  or 

3.  If  applicant  shall  consolidate  or 
merge  with  any  other  company,  or  shall 
sell  all  or  substantially  all  of  Its  assets 
to  any  other  company,  or 

4.  If  applicant  shall  fail  to  give  this 
Commission  written  notice  of  the  sale  or 
transfer  of  any  shares  (known  to  It  or  Its 
officers  or  directors)  within  30  days  after 
such  sale  or  transfer,  including  (a)  the 
names  of  all  new  stockholders,  (b)  the 
names  of  all  retiring  stockholders,  and 
(c)  the  name  of  any  person  who  sold  or 
otherwise  transferred  shares  to  a  new 
stockholder.  If  such  p>erson  is  the  ap- 
plicant or  any  of  its  officers  or  directors 
or  any  member  of  the  family  of  any  such 
officer  or  director,  or. 

5.  If  applicant  shall  fall  to  transmit 
to  the  Commission  within  60  days  after 
each  fiscal  year,  current  financial  state- 
ments containing  at  least  a  balance  sheet 
and  a  statement  of  income  for  such  fiscal 
year,  or  their  equivalent. 

Applicant  has  also  agreed  that  the 
Commission  may  reserve  Jurisdiction  to 
amend,  modify,  alter  or  revoke  its  order 
in  this  proceeding  after  appropriate 
notice  and  opportunity  for  hearing. 

All  interested  iiersons  are  referred  to 
said  application  which  is  on  file  In  the 
offices  of  the  Commission  for  a  more 
detailed  statement  of  the  matters  of  fact 
and  law  asserted. 


FEDErvAL  REGISTER 

Notice  Is  further  given  that  an  order 
granting  the  application  may  be  Issued  by 
the  Commission  on  or  at  any  time  after 
March  16,  1949  unless  prior  thereto  a 
hearing  upon  the  application  Is  ordered 
by  this  Commission  as  provided  In  Rule 
N-5  of  the  rules  and  regulations  prom- 
ulgated under  the  act.  Ariy  Interested 
person  may  submit  to  the  Commission  in 
writing,  not  later  than  March  15.  1949  at 
5:30  p.  m.  his  views  on  any  additional 
facts  bearing  upon  the  application  or  the 
desirability  of  a  hearing  thereon  or  a 
request  to  the  Commission  that  a  hear- 
ing be  held  thereon.  Any  such  com- 
munication or  request  should  state 
brlefiy  the  nature  of  the  interest  of  the 
person  submitting  such  Information  or 
requesting  a  hearing,  the  reasons  for 
such  request  and  the  issues  of  fact  or  law 
raised  by  the  application  which  he  desires 
to  controvert.  Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary. Securities  and  EJxchange  Commis- 
sion. 425  Second  Street  NW..  Washing- 
ton. D.  C. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois. 

Secretary. 


[F.   R.      Doc.  49-1840;    Filed.    Mar.    9,    1946; 
9:00  a.  m.| 


DEPARTMENT  OF  JUSTICE 

OfRc«  of  Alien  Property 

ADTHORrrr:  40  Stat.  411,  66  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  8.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
July  6.  1942,  3  CFR.  Cun^  Supp.,  E.  O.  9567, 
June  8.  1946,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

IVesting  Order  12917] 

Johanna  Ohmsen 

In  re:  Estate  of  Johanna  Ohmsen,  de- 
ceased. File:  D-28-12580;  E.  T.  sec. 
16779. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 


1097 

1.  That  Esbeth  Krecker  Hoffman. 
Margarethe  Krecker  Moeller.  and  Karl 
H.  O.  Krecker,  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof  and  each  of  them,  in  and 
to  the  Estate  of  Johanna  Ohmsen.  de- 
ceased, is  property  payable  or  deliverable 
to,  or  claimed  by.  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many! ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  Phil  O.  Katz,  Public 
Administrator,  as  Administrator,  acting 
under  the  Judicial  supervision  of  the  Su- 
perior Court  of  the  State  of  California. 
In  and  for  the  City  and  County  of  San 
FYanclsco.  California; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

Ail  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  »f 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  7,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.    Doc.    49-1839;    Filed,    Mar.    9.    1949; 
8:59  a.  m.]  ^ 
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TmE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  24 — Formal  Education  Require- 
iCENTs  FOR  Appointment  to  Certain 
SciDmnc,  Technical,  and  PBoris- 
sioMAL  Positions 

MISCELLANEOUS    AMENDMENTS 

1.  Section  24.22.  Biologist  iLand  Man- 
agement ) .  P-1,  Soil  Conservation  Service. 
Is  hereby  revoked. 

2.  The  headnote  of  {  24.70  is  amended 
to  read  as  follows: 

( 24.70  Fishery  Research  Biologist 
(positions  iJivolving  highly  technical  re- 
search, design,  or  development,  or  similar 
complex  scientific  functions) ,  P-435-1-6. 

3.  The  headnote  of  S  24.71  is  amended 
to  read  as  follows; 

5  24.71  Wildlife  Research  Biologist 
(positions  involving  highly  technical  re- 
search, design,  or  development,  or  similar 
complex  scientific  functions),  P-499-1-6. 

4.  Section  24.91  is  amended  to  read  as 
follows : 

5  24.91  Fishery  Management  Biolo- 
gist. P-434-1 — (a)  Educational  require- 
ment. Applicants  must  have  successfully 
completed  one  of  the  following: 

(1)  A  full  4-year  course  in  an  accred- 
ited college  or  unlveisity  leading  to  a 
bachelor's  degree,  including  30  semester 
hours  In  biology,  of  which  9  must  be  In 
zoology  and  6  in  aquatic  studies  such  as 
limnology,  fishery  biology,  fish  culture,  or 
aquatic  ecology;  or 

(2)  Courses  in  biology  in  an  accredited 
college  or  university  totaling  30  semester 
hours,  of  which  9  must  be  in  zoology  and  6 
in  aquatic  studies  such  as  limnology,  fish- 
ery biology,  fish  culture,  or  aquatic  ecol-* 
ogy;  plus  additional  appropriate  experi- 
ence or  education  which,  when  combined 
with  the  30  semester  hours  in  biology,  will 
total  4  years  of  education  and  experience 
and  give  the  applicant  a  technical  knowl- 
edge comparable  to  that  which  would 
have  been  acquired  through  successful 
completion  of  a  4-year  college  course. 

(b)  Duties.  Fishery  management  bi- 
ologists assist  In  scientific  or  professional 
work  resulting  from  the  study  of  life  his- 
tory, habits,  classification,  and  economic 
relations  of  aquatic  organisms  and  fish, 
particularly  those  forms  of  importance  to 
industry. 


(c)  Knowledge  and  training  reguisite 
for  performance  of  duties.  This  position 
Is  at  the  entrance  level  to  a  career  in 
the  scientific  and  professional  service. 
Appointees  must  be  qualified  to  advance 
to  the  more  responsible  and  more  tech- 
nical positions.  In  order  to  fulfill  the  de- 
mands of  this  position,  appointees  must 
have  an  understanding  of  the  basic  bi- 
ological sciences  and  specialized  knowl- 
edge of  fishery  biology.  The  only  method 
by  which  such  knowledge  and  training 
may  be  acquired  Is  through  a  directed 
course  of  study  in  an  accredited  college 
or  university  with  scientific  libraries, 
well-equipped  laboratories,  and  thor- 
oughly trained  instructors,  where  prog- 
ress is  competently  evaluated. 

5.  Section  24.92  is  amended  to  read  as 
follows: 

§  24.92  Wildlife  Management  Biolo- 
gist. P-495-1 — (a)  Educational  require- 
ment. Applicants  must  have  successfully 
completed  one  of  the  following : 

(1)  A  full  4-year  course  in  an  ac- 
credited college  or  university  leading  to  a 
bachelor's  degree.  Including  a  minimum 
of  30  semester  hours  in  biology,  of  which 
10  semester  hours  must  be  In  botany  and 
15  semester  hours  In  zoology;  at  least  6 
of  the  15  semester  hours  in  zoology  must 
be  in  such  wildlife  courses  as  mammology. 
ornithology,  animal  ecology,  or  wildlife 
'•anagement;  or 

(2)  Courses  in  biology  in  an  accredited 
college  or  university  totaling  30  semester 
hours,  of  which  10  semester  hours  must 
be  in  botany  and  15  semester  hours  in 
zoology;  at  least  6  of  the  15  semester 
hours  in  zoology  must  be  in  such  wildlife 
courses  as  mammology.  ornithology, 
animal  ecology,  or  wildlife  management; 
plus  additional  appropriate  experience  or 
education  which,  when  combined  with 
the  30  semester  hours  in  biology,  will 
total  4  years  of  education  or  experience 
and  give  the  applicant  a  technical  knowl- 
edge comparable  to  that  which  would 
have  been  acquired  through  successful 
completion  of  a  4-year  college  course. 

(b)  Duties.  Wildlife  biologists  assist 
in  scientific  or  professional  work  result- 
ing from  the  investigation  of  the  dis- 
tribution, habits,  life  history  and  classi- 
fication of  birds,  mammals,  and  other 
animal  life  and  their  relation  to  agri- 
culture and  other  interests. 

(c)  Knowledge  and  training  reouisite 
for  performance  of  duties.   This  position 

(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after    January    1,    1949. 

The  following  book 
is     now    available: 

Title  3,  1948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

This  book  may  b«  obtained  from  th« 
SuperinlcndenI  of  Documentf,  Govern- 
ment Printing  Office,  Washington  25,  D.  C, 
at    $2.75    per   copy. 
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Justice  Department 

See  Alien  Property,  Office  of. 


is  at  the  entrance  level  to  a  career  In  the 
scientific  and  professional  service.  Ap- 
pointees must  be  qualified  to  advance  to 
the  more  resjxjnsible  and  more  technical 
positions.  In  order  to  fulfill  the  demands 
of  this  position,  appointees  must  have 
an  understanding  of  the  basic  biological 
sciences  and  specialized  knowledge  of 
wildlife  biology.  The  only  method  by 
which  such  knowledge  and  training  may 
be  acquired  is  through  a  directed  course 
of  study  in  an  accredited  college  or  uni- 
versity with  scientific  libraries,  well- 
equipped  laboratories,  and  thoroughly 
trained  instructors,  where  progress  is 
competently  evaluated. 
<Sec.  5.  58  Stat.  388;  5  U.  S.  C.  854) 
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United  States  Civil  Serv- 
ice Commission, 
H.  B.  Mitchell. 

President. 


leting  therefrom  the  following  commod- 
ities: 

Dept.  of 
Comm. 
Sched. 
B.  No.' 


IP.    R.    Doc.   49-1842;    Piled.    Mar.    10.    1949; 
8:48  a.  mi 

TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Donaestic  Commerce,  Department  of 
Commerce 

1 3d  Gen.  Rev  of  Export  Regs  .  Amdt.  P.  L.  23 1 

Part  399 — Positivb  List  or  Commodities 
AND  Related  Matters 

DELETION    or    CERTAIN    COMMODITIES    FROM 
LIST 

Section   399.1     Appendix   A — Positive 
List  of  Commodities  is  amended  by  de- 


107300 


107400 


107900 


109000 
109900 


Commodity 
Grains  and  preparations: 

Wheat  flour,  wholly  of  U.  S.  wheat 
(including  flour  In  cases  and 
small  packages  formerly  in 
109900)  (Include  graham,  malt, 
pastry,  and  macaroni  flours). 

Wheat  flour,  not  wholly  of  U.  S. 
wheat  (Including  flour  In  cases 
and  small  packages  formerly  In 
109900)  (Include  graham  malt, 
pastry,  and  macaroni  flours). 

Prepared  mixes  containing  wheat 
flour  classified  under  Schedule 
B  No.  107900  (formerly  109900). 

Wheat  semolina. 

All  preparations  containing  wheat 
flour  classified  under  Schedule 
B  No.   109900. 

Rye  flour. 

Unhulled  ground  oats. 
Seeds,  except  oilseeds: 

Sorghum. 


109900 
109900 

241990 

(Pub.  Law  11.  81st  Cong.:  E.  O.  9630, 
Sept.  27.  1945.  10  F.  R.  12245;  E.  O.  9919. 
Jan.  3.  1948.  13  P.  R.  59) 

This  amendment  shall  become  effective 
March  1,  1949. 

Dated:  March  7,  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

(F.   R.   Doc.   49-1845:    Filed,   Mar.    10.    1949; 
8:48  a    m.l 


(3d  Gen  Rev.  of  Export  Regs.,  Amdt.  P.  L.  24) 

Part  399 — Positive  List  or  Commodities 
AND  Related  Matters 

MISCELLANEOUS    AMENDMENTS 

Section  399.1  Appendix  A  —  Positive 
List  of  Commodities  is  amended  In  the 
following  particulars: 

1.  The  following  commodity  is  added 
to  the  Positive  List: 


Dopt. 
ofCiiin- 

Sched- 
ule 
B  No. 

Commodity 

fnlt 

Proc- 
essing 

code 

and 
related 

com- 
modity 
group 

OI.V 

dollAT 

value 
hniits 

87.IUB0 

Clipniicfil     »i>pciftltie»: 
!^ilil•l>nl•  cirasc  coin- 

OYE.S 

None 

2.  The  following  commodities  are  de- 
leted from  the  Positive  List; 

Dept.  of 
Comm. 
Sch  ed. 

B.  No.  Commodity 

Wood,  unmanufactured: 

Railroad  cross  ties  and  mine  ties. 

hewn: 

Creosoted  or  otherwise  treated: 

402610  Softwood    (formerly    402600). 

402620  Hardwood    (formerly   402600 ». 


« The  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  as 
revised  In  the  January  1,  1949.  edition  of 
"Schedule  B  St.atlstlcal  Classification  of 
Domestic  and  Foreign  Commodities  Exported 
from  the  United  States." 


I  A 


Friday,  March  11,  1949 
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Dept.  of 

Covi  m . 
Sched. 
B.  No.  Comhodity — Continued 

Wood,  unmanufacttired — Continued 
RaUroad  cross  ties  and  mine  ties, 
hewn — Continued 
Untreated: 
402910  Softwood  (formerly  402900) . 

402920  Hardwood    (formerly  402900). 

Sawmill  products: 

Railroad  cross  ties  and  mine  ties, 
sawed : 
Creosoted  or  otherwise  treated: 
Softwood: 
415613  Douglas     flr     (formerly 

415600). 
Other   softwoods    (fcwmerly 
415600). 
Hardwood : 
415624  Oak  (formerly  416800). 

415627  Other  hardwoods  (formerly 

415600). 
Untreated: 
Softwood : 
415913  Douglas    fir     (formerly 

415900). 
415917  Other    softwoods    (formerly 

415900). 
Hardwood : 
415934  Oak  (formerly  415900). 

415927  Other  hardwoods  (formerly 

415900). 

<Pub.  Law  11.  81st  Cong.;  E.  O.  9630,  Sept. 
27,  1945,  10  F.  R.  12245;  E.  O.  9919,  Jan. 
3,  1948,  13  P.  R.  59) 

This  amendment  shall  become  effective 
March  4,  1949. 

Dated:  March  7.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F    R.   Doc.   49-1847;    Filed,    Mar.    10,    1949; 
8:49  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Lemon  Reg.  309] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

Correction 

In  P.  R.  Doc.  49-1740  appearing  In  the 
issue  of  Saturday,  March  5,  1949,  at  page 
1003.  the  effective  period  in  paragraph 
(b)  (1)  was  shown  as  March  6,  1949  to 
March  16, 1949.  This  should  be  corrected 
so  that  the  effective  period  will  extend 
from  March  6.  1949  to  March  13,  1949. 

TITLE   18— CONSERVATION 
OF  POWER 

Chapter  I — Federal  Power  Commission 

Part  32 — Interconnection  of  Facilities; 
Emergencies;  Transmission  to  Foreign 
Countries 

Correction 

The  reference  in  18  CFR  32  24  to 
"§§  32.30  to  32.38-  has  been  changed  to 
"5132.20  to  32.24",  so  that  the  section 
will  read; 

§  32.24  Form  and  style:  number  of 
copies.  Applications  under  §§32.20  to 
32.24,  Inclusive,  shall  conform  to  the  re- 
quirements of  J§  1.15  through  1.17.  in- 
clusive, of  this  chapter. 


TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part   4 — Dependents   and   Beneficiaries 

Claims 

effective  dates 

1.  In  §  4.98,  paragraph  <a)  is  amended 
to  read  as  follows: 

i  4.98  Effective  dates.  •  •  • 
<a  >  When  child  reaches  age  of  18  years 
irhile  pursuing  an  approved  course.  Pay- 
ments of  pension  or  compen.sation  will  be 
effective  from  the  date  of  the  child's 
eighteenth  birthday,  if  at  that  time  the 
child  is  pursuing  a  course  of  instruction 
as  provided  in  §4.14  <c>,  and  evidence 
showing  the  pursuance  of  such  course  is 
received  within  1  year  from  the  date  the 
child  attained  the  age  of  18  year.<s.  If  a 
child  who  is  pursuing  a  course  attains 
the  age  of  18  years  before  the  evidence 
showing  pursuit  of  an  approved  course 
Is  received,  the  award  will  be  terminated 
in  accordance  with  regulations;  but  will 
be  reopened  and  continued  pursuant  to 
the  provisions  of  this  paragraph  if  such 
evidence  is  received  within  the  year  spe- 
cified. If  such  evidence  is  not  received 
within  1  year,  the  effective  date  of  the 
award  will  be  the  date  of  receipt  of  evi- 
dence showing  pursuit  of  an  approved 
course. 

[seal]  O.  W.  Clark. 

Executive  Assiatant  Administrator. 

I  P.   R.    Mar.    10-1834:    Filed.    Mar.    10,    1949; 
8:46  a.  m.) 
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HOME  LOAN  BANK  BOARD 
Housing  and  Home  Finance  Agency 

[  24  CFR,   Parts    141-146] 

I  Resolution  No.  1522] 

Federal  Savings  and  Loan  System 

notice  of  propased  rule  making 

March  7.  1949. 

Resolved  that  notice  is  hereby  given, 
pursuant  to  §  141.2  <c)  of  the  rules  and 
regulations  for  the  Federal  Savings  and 
Loan  System  (24  CFR  141.2  (c» ).  of  the 
proposeid  amendment  of  Parts  141-149  of 
said  rules  and  regulations  (24  CFR  Parts 
141-149)  by  deleting  therefrom  the  pro- 
visions of  Part  149  <24  CFR  Part  149) ; 
by  renumbering  Parts  145-148  thereof 
(24  CFR  Parts  145-148 1  con.'^ecutively  as 
Parts  147-150  thereof  (24  CFR  Parts 
147-150) ;  and  by  substituting  in  lieu  of 
Parts  141-144  thereof  (24  CFR  Parts 
141-144 ».  Parts  141-146  «24  CFR  Parts 
141-1461  amended  to  provide  as  follows; 

Sec. 

1411  Board. 

141.2  Federal  Savings  Association. 

1413  Capital. 

141  4  Savings  account. 

141.5  Short-term  savings  account. 


Sec. 

141  6  Withdrawal  value. 

141  7  General  reserves. 

141 8  Surplus. 

141.9  Loans  on  the  security  of  first  Hens. 

141.10  Home. 

141.11  Combination  of  home  and  business 

property. 

141.12  Other  Improved  real  estate. 

141.13  Improved  real  estate. 

141.14  Installment  loan. 

141.15  Insured  loan. 

141  16  Guaranteed  loan. 

AuTHORiTT:  \%  141.1  to  141.16  Issued  un- 
der sees.  4  (a).  5  (a>,  48  Stat.  129.  132;  12 
D.  S.  C.  1463  (a),  1464  (a):  Reorg.  Plan  No. 
3  of  1947,  12  F.  R.  4981,  3  CFR,  1947  Supp. 

Part  141 — Definitions 

5  141.1  Board.  The  term  "Board" 
means  the  Home  Loan  Bank  Board  or 
one  or  more  of  its  officials  who  has  been 
duly  authorized  by  the  Home  Loan  Bank 
Board  to  act  in  its  behalf. 

§  141.2  Federal  Savings  Association. 
The  term  "Federal  savings  association" 
means  a  Federal  savings  and  loan  as.so- 
ciation  chartered  by  the  Board  as  pro- 
Tided  in  section  5  of  the  Home  Owners' 
Loan  Act  of  1933,  as  amended. 

S  141.3  Capital.  The  term  "capital" 
means  the  aggregate  of  the  payments  on 


savings  accounts  in  a  Federal  savings 
association,  plus  earnings  credited 
thereto,  less  lawful  deductions  there- 
from. 

§  141 4  Savings  account.  The  term 
"savings  account"  means  the  monetary 
interest  of  the  holder  thereof  in  the  capi- 
tal of  a  Federal  savings  association  and 
con.sists  of  the  withdrawal  value  of  such 
interest. 

§  141.5  Short-term  savings  account. 
The  term  "short-term  savings  account" 
means  a  savings  account  in  a  Federal 
savings  a.'^sociation  which  is  to  be  with- 
drawn in  le.ss  than  twenty-four  months 
from  the  date  on  which  such  account  is 
opened,  as  specifically  provided  in  the 
certificate  evidencing  the  account  and 
also  a  savings  account  in  a  Federal  sav- 
ings association  established  for  the  pur- 
pose of  accumulating  funds  to  pay  taxes 
or  insurance  premiums,  or  both,  in  con- 
nection with  a  loan  on  the  .security  of  a 
lien  on  real  estate. 

§  141  6  Withdrawal  value.  The  term 
"withdrawal  value"  means  the  amount 
paid  on  a  savings  account  in  a  Federal 
savings  association,  plus  earnings 
credited  thereto,  less  lawful  deductions 
therefrom 
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5  141  7  General  reserves.  The  term 
"general  reserves"  means  the  aggregate 
amount  of  reserves  of  a  Federal  savings 
association  established  by  such  associa- 
tion for  the  sole  purpose  of  meeting 
losses. 

S  141.8  Surplus.  The  term  "surplu.s" 
means  the  undistributed  earnings  of  a 
Ped«'ral  savinRs  association  which  are 
held  as  unallocated  reserves  for  general 
corporate  use. 

S  141  9     Loans  on  the  security  of  first 
liens.    The  term  "loans  on  the  security 
of  fust  liens"  on  improved  real  estate 
means  loans  on  the  security  of  any  in- 
strument "Whether  a  mortgage,  deed  of 
trust,  or  land  contract)  which  makes  the 
intere.-t    in    the    real    estate    described 
therem  "whether  in  fee  or  in  a  leasehold 
extending  or  renewable  automatically  for 
a  period  of  at  least  50  years)    specific 
security  for  the  payment  of  the  obliga- 
tion secured  by  such  instrument,  pro- 
vided the  instrument  is  of  such  nature 
that,  in  the  event  of  default,  the  real  es- 
tate described  In  such  instrument  could 
be  subjugated  to  the  sati.^faction  of  such 
obligation  with  the  same  priority  as  a 
first  mortgage  or  a  first  deed  of  trust  in 
the  jurisdiction  where  the  real  estate  is 
located. 

§  141  10  Home.  The  term  "home" 
means  real  estate  upon  which  there  is 
located  a  dwelling  or  dwellings  for  not 
more  than  four  families. 

5  141.11  Combination  of  home  and 
business  prnpertij.  The  term  "combina- 
tion of  home  and  business  propert.v" 
means  real  property  which  Is  used  in 
part  for  basiness  purposes  and  in  part 
for  residence  purposes  for  not  more  than 
four  families,  provided  the  use  as  a  resi- 
dence is  of  a  bona  fide  character. 

5  141.12  Other  improved  real  estate. 
Tlie  term  "other  improved  real  estate" 
means  real  estate  other  than  a  home  or 
combination  home  and  business  prop- 
erty which,  because  of  its  state  of  im- 
provement, produces  sufficient  income  to 
maintain  the  property  and  retire  the  loan 
in  accordance  with  the  teims  thereof. 

§  141.13  Improved  real  estate.  The 
term  "improved  real  estate"  means  real 
estate  which  is.  or  which  from  the  pro- 
ceeds of  the  loan  will  become,  a  home, 
combination  of  home  and  business  prop- 
erty, or  other  improved  real  estate. 

§  141  14  Installment  loan.  The  term 
"installment  loan"  means  any  loan  re- 
pavable  in  regular  periodic  payments, 
equal  or  unequal,  sufficient  to  retire  the 
debt,  interest  and  principal,  within  the 
contract  period:  Provided,  horvever.  Tliat 
the  loan  contract  shall  not  require  any 
subsequent  periodic  payment  to  be  great- 
er than  any  previous  periodic  payment. 

5  141.15  Insured  loan.  The  term  "in- 
sured loan"  means  a  loan  that  Is  insured, 
or  as  to  which  the  mortgagee  is  insured. 
or  as  to  which  a  commitment  for  any 
such  Insurance  has  been  made  under  the 
provisions  of  either  the  National  Housing 
Act  or  the  Servicemen's  Readjustment 
Act  of  1944,  as  now  or  hereafter  amended. 

5  141.16  Guaranteed  loan.  The  term 
"guaranteed  loan"  means  a  loan  that  is 
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guaranteed  or  as  to  which  a  commitment 
to  guarantee  has  been  made  under  the 
provisions  of  the  Servicemen's  Readjust- 
ment Act  of  1944,  as  now  or  hereafter 
amended. 


Part  142 — Ruies  and  Regulations: 
Hearings 

§  142.1  Amendment  of  rtiles  and  regu- 
lations. The  rules  and  regulations  in 
this  subchapter,  subject  to  any  specific 
provisions  contained  herein,  may  be 
amended  in  whole  or  in  part  at  any  time 
In  accordance  with  the  provisions  set 
forth  in  Subchapter  A  of  this  chapter. 
(Sees.  4  <a).  5  <a>.  48  Stat.  129.  132:  12 
use.  1463  'a^  1464  ta';  Reorg.  Plan 
No.  3  of  1947.  12  F.  R.  4981.  3  CFR.  1947 
Supp  ■) 

§142  2    Hearings.    Any  person  who  has 
made  an  application  or  petition  to  the 
Board  pursuant  to  any  provision  of  Parts 
143.  144.  145.  or  146  of  this  subchapter 
may  request  a  hearing  thereon,  provided 
such  application  or  petition  has  been  de- 
nied or  disapproved  by  the  Board.     At 
any  time  after  the  filing  of  any  such 
application  or  petition  and  before  con- 
sideration thereof  by  the  Board,  any  in- 
terested person  may  request  a  hearing 
upon  such  application  or  petition.    The 
Board  may  order  a  hearing  in  connection 
with   the   consideration   of   any   matter 
arising  under  any  provision  of  the  rules 
and    regulations    in    this    subchapter, 
whether  or  not  any  request  therefor  has 
been  made  by  any  person.    The  Board 
may  deny  any  request  for,  or  dispense 
with,  any  hearing  for  which  this  section 
provides  when,  in  its  judgment,  no  need 
therefor  exists.     All  hearings  held  pur- 
suant to  the  provisions  of  this  section 
and  all  procedure  in  connection  there- 
with shall  be  in  accordance  with  the  pro- 
visions set  forth  in  Subchapter  A  of  this 
chapter.     •  Sees.  4  "  a  > ,  5  i  a » .  48  Stat.  129, 
132    12  U.  S.C.  1463  (a>.  l-'64  <a>  ;  Reorg. 
Plan  No.  3  of  1947.  12  F  R  4981.  3  CFR. 
1947  Supp.) 


Part  143 — Incorporation,  Organization, 
and  Conversion 


Sec. 
143.1 


Corporate  title. 

ORGANIZATION 


to 


143  2       Application       for       jjermlsslon 
organize. 

143  3       Subscription  to  capital. 

143  4       Petition  for  charter. 

143  5       Issuance  of  charter. 

143  6       Completion  of  organization. 

143.7       Limitations  on  transaction  of  busi- 
ness. 

CONVERSION 

143  8  Eligibility. 

143  9  Preliminary  application. 

143  10  Approval  by  members. 

143  11  Formal  application. 

143  12  Organization  after  conversion. 

AuTHORrrv:  !l§  143.1  to  143  12  Usued  under 
sees.  4  (a).  5  (a).  48  Stat.  IW.  132;  12  U.  S.  C. 
1463  (a).  1464  (a);  Reorg  Plan  No.  3  of  1947. 
12  F.  R   4981.  3  CFR,  1947  Supp. 

§  143.1  Corporate  title.  The  full  cor- 
porate title  of  each  Federal  savings  asso- 
ciation shall  Include  the  words  "Federal 
Savings  and  Loan  Association",  which 
shall  be  preceded  by  a  suitable  descrip- 


tive word  and  may  be  followed  by  the 

words  "of ".  using  the  name 

of  the  place  In  which  such  association  is 
organized  or  at  which  its  home  office  is 
located:  Provided.  That  the  name  of  the 
place,  if  used,  shall  not  include  the  name 
of  the  State:  And  provided  further.  That 
the  Board  shall  have  the  right  to  change 
the  name  requested  if.  in  the  Board's 
Judgment,  such  name  is  Inappropriate  or 
is  not  suitable. 

organiz.ation 

§  143.2  Application  for  permission  to 
organize — "a*  Form.  Persons  who  de- 
sire to  organize  a  Federal  savings  asso- 
ciation shall  first  execute  in  triplicate  an 
application,  in  form  prescribed  by  the 
Board,  for  permission  to  organize  such 
an  association  (hereinafter  referred  to  as 
"Application  for  Permission  to  Organ- 
ize") before  taking  any  other  action  in 
connection  therewith.  (The  Board  has 
prescribed  a  form  of  Application  for  Per- 
mission to  Organize:  copies  may  be  ob- 
tained from  the  Home  Loan  Bank  Board. 
Washington.  D  C;  or  from  any  Federal 
home  loan  bank.) 

(b>   Filing.    Upon  execution  of  an  ap- 
plication for  permission  to  organize  by  5 
responsible  citizens  (hereinafter  referred 
to  as  the  "applicants")  "the  original  and 
two  copies  thereof  .shall  be  .submitted  to 
the  Board  through  the  Federal  home  loan 
bank  of  the  district  in  which  it  is  in- 
tended  to   organized   such   association. 
The  applicants  shall  submit  with  their 
application   statements,  exlybits.  maps, 
and  other  data,  together  with  an  affidavit 
that  the  representations  made  thereby 
are  consistent  with  the  facts  to  the  best 
of  the  applicants'  information  and  belief, 
which  data  shall  be  .sufficiently  detailed 
and    comprehensive    as    to    enable    the 
Board  to  pass  upon  the  application  as  to 
(D   the  character  and  responsibility  of 
the  applicants:  i2)  the  nece.ssity  for  such 
Federal  savings  association  in  the  com- 
munity   to   be    .served:    '3»     rea.sonable 
probability  of  its  usefulness  and  success; 
and  1 4 1  whether  or  not  such  Federal  sav- 
ings association  can  be  established  with- 
out undue  injury  to  properly  conducted 
exi-sting  local  thrift  and  home-financing 
institutions. 

(C»  Hearing.  If  the  Board  does  not 
deny  the  application  on  the  basis  of 
the  data  submitted  by  the  applicants 
and  any  other  information  in  its  pos- 
session without  a  hearin'4.  it  will  set  a 
date  on  which  a  hearing  may  be  held 
and  the  applicants  will  be  directed  to 
have  published  at  least  20  days  before 
such  date  in  a  newspaper  printed  in  the 
Engli.sh  language  of  general  circulation 
in  the  county  in  which  the  proposed 
Federal  savings  as.sociation  will  have  Its 
office,  a  notice  in  the  following  form,  un- 
less another  form  is  prescribed  by  the 
Board: 

Notice  Is  hereby  given  that  the  applicants 
listed  below  have  applied  to  the  Home  Loan 
Bank  Board  for  permls.slon  to  organize  a 
Federal    savings    association    to    be    located 

in - 

(City)  (State) 

A  hearing  will  be  held  on  the  application 

at o'clock  in  the noon  zju 

19 In  Room  827.  Federal 

*  Home  Loan  Bank  Board  Building.  Washing- 
ton. D.  C,  U  written  notice  of  intention  to 
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appear  In  person  or  by  attorney  to  protest  a  charter,  the  amount  of  cash  stated  opposite  mailed  to  each  such  subscriber  at  least  5 

the  application  Is  received  by  the  Home  Loan  their  respective  names  below.     We  agree  to  days  prior  to  the  date  of  SUCh  meeting. 

Bank  Board  from  one  or  more  persons  at  cooperate   In   the  development   of   such   an  Subscribers  who  have  subscribed   for   a 

least  10  days  before  that  date.    If  no  such  association  for  the  promotion  of  local  sav-  ma ioritv  of  such  Federal  savines  assoria- 

notice  has  been  received  by  the  Home  Loan  Ings  and  home-financing.  majoruy  oisucn  reaerai  savings  associa- 

Bank  Board  at  least  10  days  before  said  date.  t^o"  s  capital,  present  in  person  or  by 

the  hearing  will   be  dispensed   with   unless  (Name)  (Occupation)  proxy,  shall  constitute  a  quorum  for  the 

otherwUe  ordered  by  the  said  Board.  i transaction  of  business.    At  SUch  organl- 

_.  ,  I.   „  ^,       ...    ^^    T,       J  (Amount  of  capital  to  be  paid  in  cash  upon  zation  meeting  directors  of  such  Federal 

The  applicants  shall  file  with  the  Board  issuance  of  charter)  savings  association  shall  be  elected  ac- 

at  least  10  days  before  the  date  set  for  cording  to  the  provisions  of  the  associa- 

the  hearing  an  affidavit  of  publication tion's  charter  and  bylaws,  and  such  other 

of  the  notice  giving  the  date  of  publica action  may  be  taken  by  such  subscribers 

tion  and  the  name  of  the  new.spaper  in ^^  jj.  permitted  by  .such  charter  and  by- 

which  it  was  published^  The  applicants  i^^.^.  ^^y  action  taken  at  any  such  meet- 
shall  al.so  promptly,  after  receipt  of  a  Ing  under  such  charter  and  bylaws  shall 
copy  of  the  resolution  providing  for  the  §  143.4  Petition  for  charter — fa>  be  deemed  an  acceptance  by  such  Fed- 
hearing,  cause  a  copy  of  the  notice  to  Form.  When  the  required  minimum  pral  savings  a.ssociation  of  its  charter, 
be  mailed  to  the  state  supervisor  of  home-  number  of  persons  shall  have  subscribed  and  of  the  bylaws,  which  .shall  be  in  the 
financing  institutions  of  the  statj;  in  for  the  required  minimum  amount  of  form  provided  in  5  144.6  of  this  sub- 
which  the  proposed  Federal  savings  as-  capital  and  shall  have  agreed  to  pay  such  chapter. 

sociation  will  be  located.    If  at  least  10  amount    in    cash    upon    issuance    ot    a  (b)  First  meeting  of  directors.     Im- 

days  before  the  date  .set  for  the  hearing  charter  by  the  Board,   and   when   any  mediately  after  election,  as  hereinabove 

the  Board  has  received  no  written  state-  other  conditions  prescribed  by  the  Board  provided,  the  board  of  directors  of  such 

ments  of  intention  to  appear  in  person  shall  have  been  met.  a  petition  addressed  Federal   savings' as.sociation   shall   hold 

or  by  attorney  to  protest  the  application  to  the  Board  shall  be  signed  by  the  tem-  its  first  meeting  and  shall  at  that  time 

from  one  or  more  parties,  the  hearing  porary   officers,   as   provided   in   §  143.3,  elect  officers  of  the  association  as  pre- 

will  be  dispensed  with  unless  otherwise  requesting  the  Board  to  issue  a  charter  scribed  by  its  charter  and  bylaws  and 

ordered  by  the  Board.     The  Board  will  under  a  name  chosen  by  the  petitioners  shall  take  such  other  action  as  may  be 

notify  the  applicants  at  least  5  days  be-  or  such  other  name  as  the  Board  may  nece.ssary  to  permit  such  as.sociation  to 

fore  the  date  of  the  hearing  whether  or  deem    appropriate.     Such    petition    for  be  operated  in  accordance  with  section 

not  a  hearing  will  be  held.     Notwith-  charter  shall  .state  that   d)   the  appli-  5  of  the  Home  Owners' Loan  Act  of  1933. 

standing  any  other  provisions  of  this  sub-  cants  have  complied  in  all  respects  with  as  amended,  the  association's  charter  and 

chapter,  the  Board  may  at  any  time  dis-  the  Home  Owners'  Loan  Act  of  1933.  as  bylaws,  and  these  rules  and  regulations, 

pense  with  any  hearing  on  an  applica-  amended,  and  with  the  rules  and  regula-  When  such   officers   have  been   bonded 

tion  for  permission  to  organize  a  Federal  tions   governing   the  organization   of   a  as  provided  in  §  145.12  of  this  subchapter 

savings  association.  Federal  savings  association;  (2)  the  ap-  they  shall  forthwith  collect  the  sums  due 

(d)  Approval.    If  the  Board  approves  plicants   have   incurred   no   expense   in  on  subscriptions  to  such  Federal  savings 

the  application  it  will  establish,  as  con-  connection  with  the  formation  of  such  as.sociation's  capital, 

ditions  to  be  met  prior  to  the  issuance  of  association  which  is  chargeable  to  it  and  (c)  Membership  in  Federal  home  loan 

a  charter,  requirements  as  to  d'  mini-  that  no  such  expenses  will  be  incurred;  bank.    Upon  i.ssuance  of  a  charter  to  a 

mum  number  of  subscribers  to  the  as-  (3)  no  money  will  be  collected  on  account  Federal     savings     association     it     shall 

.sociation's  capital:  <2)  minimum  amount  of  such  association  prior  to  issuance  of  promptly  meet  all  requirements  neces- 

of  capital  to  be  paid  into  the  association's  a  charter  to  it  by  the  Board;    «4>    an  ^ary  to  become  a  member  of  a  Federal 

savings   accounts   upon    issuance   of    a  organization  committee  has  been  created,  home  loan  bank 

charter  to  it;  (3>  guarantee  by  the  organ-  naming  such  committee  and  the  officers  (d)   Insurance  of  accounts     Upon  the 

izers  or  others  of  the  association's  organ-  thereof;  and  '5>  the  organization  com-  issuance  of  a  charter  to  a  Federal  savings 

izatlon  and  operating  expenses;  and  <4)  mittee    will    organize    such    association  association   it   shall   promptly   meet   all 

such  other  requirements  as  it  deems  nee-  upon  the  issuance  of  a  charter  by  the  requirements  necessary  to  obtain  insur- 

essary  or  de.sirable.    Approval  of  an  ap-  Board  and  will  serve  as  temporary  officers  ance  of  its  accounts  by  the  Federal  Sav- 

plication   for   permission  to  organize   a  of  such  association  until  officers  thereof  jngs  and  Loan  Insurance  Corporation 

Federal  savings  as.sociation  will  not  in  are  elected  by  such  association's  board  (gi   Failure  to  complete     The  organl 

any  manner  obligate  the  Board  to  issue  a  of  directors  as  provided  in  §  143.6.  nation  of  a  Federal  savings  as.sociation 

charter.  <b^   Filing.     The  petition  for  charter,  j^  ^ot  completed  until  the  organization 

5  143.3    Subscription  to  capital.    Upon  ^°.^f^^.?"   >*ith   evidence   of  compliance  meeting  of  subscribers  to  its  capital  and 

approval  by  the  Board  of  an  application  ^'^^^^^^   conditions   prescribed   by  the  the  first  meeting  of  its  directors  have 

for  permission  to  organize  a  Federal  sav-  ^^^^°  '"  approving,  the  application  for  been  held,  as  hereinabove  provided,  and 

Ings  association,  the  applicants  shall  con-  Permission    to   organize,   including   the  the  permanent  officers  have  been  bonded 

stitute  the  organization  committee  and  o"Pinai  and  a  duplicate  copy  of  subscrip-  anj  ^uch  association  Ls  in  posses.sion  of 

.shall  perfect  a  temporary  organization  by  "°P/ i°  capital,  shall  be  promptly  sub-  the  minimum  amount  of  cash  required 

electing  a  chairman,  vice-chairman,  and  fitted  in  duplicate  to  the  Board  through  to   be   paid   in   on   sub.scriptions   to   its 

a  secretary,  who  shall  act  as  the  tempo-  J^.^ ^^^^^'"f;'  ^°^^  i°*"  ^*."^.  o^  ^^e  dis-  capital:  Provided,  That  the  Board  may 

rary  officers  of  such  association   until  f'^'^.iij  which  such  association  is  to  be  specify   additional   requirements  before 

their   successors   are   duly    elected   and  located.  organization  shall   be  deemed   to   have 

qualified.     Such  temporary  officers  may  5  143.5      I.tsuance    of    charter.      The  been  completed.     In  the  event  that  the 

thereupon  proceed  to  effect  compliance  Board  will  take  action  issuing  or  denying  organization   of   a   Federal   savings   as- 

with  any  conditions  prescribed  by  the  a  charter  after  receipt  of  evidence  as  to  sociation  is  not  so  completed  within  a 

Board.  Including  the  securing  of  sub-  compliance  by  the  applicants  with  the  period  of  six  months  after  the  i.ssuance 

scriptions  to  such  Federal  savings  as-  conditions  prescribed  by  the  Board.    The  of  its  charter,  such  charter  shall  become 

sociation's  capital  in  the  following  form  action  of  the  Board  shall  be  final.    If  a  void  and  all  amounts  collected  by  such 

(hereinafter  referred  to  as  "subscription  petition  for  charter  Is  approved  by  the  association  on  subscriptions  to  its  capital 

to  capital"):  -  Board  a  charter  will  be  issued  In  the  form  shall  thereupon  be  returned  to  the  re- 

of  Charter  N  as  provided  In  §  144.1  of  this  spective  subscribers  to  such  capital  or 

(City)  (State)  subchapter.  to  their  assigns. 

(Daie)  §  143.6  Completion  of  organization —  §  143.7  Limitations  on  transaction  of 
Home  Loan  Bank  Board.  (a)  Organization  meeting.  Promptly  business.  No  F>erson  shall  proceed  to  or- 
Wasntngton.D.c.  upon  receipt  of  a  charter  for  a  Federal  ganize  a  Federal  savings  a.ssociation  or 
Having  been  given  permission  to  organlM  ggyings  association,  the  temporary  offi-  to  collect  any  money  from  others  for  such 
a  Federal  savings  association,  the  under-  .i  »  ._  i,  ,,  ...  ,  ^^  *  i.  _  ir  ^i. 
signed  hereby  subscribe  for  the  amount  of  ^ers  thereof  shall  call  a  meeting  of  the  purpose,  or  represent  himself  as  author- 
capital  indicated  below,  and  contract  to  pay  subscribers  to  such  association's  capital;  ized  .so  to  do.  and  no  Federal  savings 
into  a  savings  account,  upon  the  Issuance  of  the   notice   of   such   meeting   shall    be  association  shall  transact  any  business 
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prior  to  the  completion  of  the  organiza- 
tion thereof,  except  as  herein  provided. 

CONVERSION 

5  143  8  Eligibility.  Any  member  of  a 
Federal  home  loan  bank  may  convert 
itself  into  a  Federal  savings  association 
upon  such  terms  and  conditions  as  the 
Board  may  prescribe  and  upon  a  vote 
of  not  less  than  51  percent  of  the  votes 
cast  at  a  legal  meeting  called  to  consider 
such  action:  Provided,  That  such  mem- 
ber shall  comply  with  sU  laws,  if  any, 
of  its  jurisdiction  which  expressly  pro- 
vide for  conversion  into  a  Federal  savings 
association,  and  with  the  rules  and  regu- 
lations in  this  subchaptpr. 

§  143.9  Preliminary  application — la) 
Form.  Any  member  of  a  Federal  home 
loan  bank  that  dosire>  to  convert  into  a 
Federal  savings  association,  hereinafter 
referred  to  as  'applicant",  may,  after 
approval  by  its  board  of  directors,  file  its 
preliminary  application  for  conversion 
In  form  prescribed  by  the  Board;  any 
Institution  which  is  not  a  member  of  a 
Federal  home  loan  bank  but  which  is 
eligible  to  apply  for  such  membership 
may  likewise  file  simultaneously  its  ap- 
plication for  such  membership  and  its 
preliminary  application  for  conversion. 
<The  Board  has  prescribed  a  form  of 
•'Preliminary  Application  for  Conversion 
Into  a  Federal  Savings  A.ssociation", 
copies  of  which  may  be  obtained  from  the 
Home  Loan  Bank  Board.  Washington. 
D.  C,  or  from  any  Federal  home  loan 
bank* 

tb)  Filing.  A  preliminary  application 
for  conversion  into  a  Federal  savings 
association  shall  be  filed  in  duplicate  with 
the  Board  through  the  Federal  home 
loan  bank  of  which  the  applicant  is  or 
proposes  to  become  a  member.  The  ap- 
plicant shall  submit  such  financial  state- 
ments and  such  other  information  as  the 
Board  may  require  and  shall  pay  all  costs, 
as  determined  by  the  Board,  arising  out 
of  the  Board's  consideration  of  the  ap- 
plication; the  applicant  shall  also  submit 
with  its  preliminary  application  a  state- 
ment showing  the  plan  of  conversion, 
which  shall  expressly  provide  for  •  1) 
appropriate  reserves  and  surplus  for  the 
Federal  savings  a.ssociation;  <2)  satis- 
faction in  full  or  assumption  by  the 
Federal  .savings  a.s.sociation  of  all  credi- 
tor obligations  of  the  applicant;  <3) 
i.ssuance  by  the  Federal  savings  as.^ocia- 
tion  of  its  savings  accounts  to  the  holders 
of  withdrawable  accounts  of  the  appli- 
cant in  an  amount  equivalent  to  the 
value  of  their  accounts,  including  the 
present  value  of  any  preferences  to  which 
any  of  such  holders  are  entitled;  and  i4> 
Issuance  by  the  Federal  savings  a.s.socia- 
tion of  its  savings  accounts  to  all  holders 
of  guarantee,  permanent,  reserve  fund, 
or  other  nonwithdrawable  capital  stock 
of  the  applicant  in  an  amount  equivalent 
to  the  value  of  such  stock. 

<d>  Board  action.  The  Board  will  con- 
sider the  preliminary  application  for  con- 
version, together  with  such  information 
and  reports  of  examination,  audit,  and 
appraisal  as  may  have  been  submitted  to 
or  required  by  the  Board,  and  will  either 
approve  or  disapprove  such  application; 
approval  may  be  conditional. 


8  143.10  Approval  by  members.  Upon 
approval  by  the  Board  of  a  preHminary 
application  for  conversion  into  a  Fed- 
eral savings  association  the  applicant 
shall  proceed  promptly  to  comply  with  all 
conditions  prescribed  In  such  approval 
and  to  obtain  the  vote  of  its  members 
required  by  the  laws  of  the  jurisdiction 
to  which  the  applicant  is  subject,  if  any, 
which  expressly  provide  for  conversion 
Into  a  Federal  savings  association,  and 
in  any  event  to  obtain  the  vote  r&quired 
by  section  5  d'  of  the  Home  Owners* 
Loan  Act  of  1933.  as  amended,  in  favor 
of  the  plan  of  conversion  as  approved  by 
the  Board,  and  to  comply  with  all  other 
necessary  legal  formalities:  the  Board  re- 
serves the  right  to  cancel  its  approval  of 
a  preliminary  application  for  conversion 
into  a  Federal  savings  a.ssociation  in  the 
event  an  applicant  fails  to  obtain 
promptly  the  approval  of  its  memoers  as 
provided  in  this  section. 

5  143.11  Formal  application — <a> 
Form.  Upon  approval  by  its  members  of 
the  plan  of  conversion,  as  provided  In 
§  143.10.  the  applicant  may  file  its  formal 
application  for  conversion  into  a  Federal 
savings  association  in  form  prescribed  by 
the  Board.  tThe  Board  has  prescribed  a 
form  of  "Application  for  Conversion  into 
a  Federal  Savings  As.sociation".  copies  of 
which  may  be  obtained  from  the  Home 
Loan  Bank  Board.  Washington.  D.  C.  or 
from  any  Federal  home  loan  bank. ) 

<b»  Filing.  The  formal  application  for 
c  inversion  into  a  Federal  savings  as- 
sociation shall  be  filed  in  duplicate  with 
the  Board  through  the  Federal  home  loan 
bank  of  which  the  applicant  is  or  pro- 
po.ses  to  become  a  member;  such  applica- 
tion shall  be  accompanied  by  evidence 
satisfactory  to  the  Board  showing  com- 
pliance by  the  applicant  with  all  condi- 
tions, prescribed  by  the  Board  in  its  ap- 
proval of  the  preliminary  application  for 
conversion  into  a  Federal  .savings  as- 
sociation and,  unless  the  applicant  is  in- 
sured by  the  Federal  Savings  and  Loan 
In.surance  Corporation,  by  formal  appli- 
cation for  insurance  of  accounts. 

•  c  Issuance  of  charter.  No  formal 
application  for  conversion  into  a  Federal 
savings  a.s.sociation  will  be  approved  by 
the  Board  unless  the  applicant  shall  have 
been  approved  for  membership  in  a  Fed- 
eral home  loan  bank.  Upon  approval  by 
the  Board  of  a  formal  application  for 
conversion  into  a  Federal  .savincs  as.so- 
ciation,  the  Board  will  i.ssue  a  Charter  N 
to  such  association,  as  provided  in  5  144  1 
of  this  subchapter;  conversion  into  a 
Federal  savings  a.s.sociation  is  completed 
upon  the  Is.suance  of  such  charter  and 
upon  compliance  with  all  relevant  re- 
quirements of  law.  if  any.  which  ex- 
pressly provide  for  such  conversion. 

§  143.12  Organization  after  conv>er- 
sion.  Upon  i.ssuance  of  a  Federal  char- 
ter, as  provided  In  S  143.11,  a  legal  meet- 
ing of  the  members  of  such  Federal  sav- 
ings as.sociation  shall  be  held  promptly, 
after  due  notice  unless  held  upon  a  valid 
adjournment  of  a  previous  legal  meeting. 
At  such  meeting  directors  shall  be  elected 
and  such  other  action  shall  be  taken  as 
Is  necessary  fully  to  carry  into  effect  the 
conversion  as  approved  by  the  Board  and 
to  operate  such  Federal  savings  a.ssocia- 
tion in  accordance  with  the  law  and  the 


rules  and  regulations  in  this  subchapter. 
Immediately  thereafter  the  board  of  di- 
rectors shall  meet,  elect  officers,  and 
transact  such  other  business  as  may  be 
necessary  and  proper.  Such  association 
shall  not  represent  itself  as  a  Federal 
savings  association  until  the  meetings 
have  been  held  and  the  required  actions 
taken  as  herein  provided. 


Part  144— Charter  and  Bylaws 

CHARTER 

Sec. 

144  1  Issuance  of  Charter  N. 

144  2  Pending  applications 

144  3  Adoption  of  Charter  N. 

144.4  Evidence  of  corporate  existence. 

BTLAWS 

144  §     Prescribed  form. 

144  6     Amendment  to  bylaws. 

AVAILABILrrT 

144.7     In  oClces  of  association. 

Authority:  5  5  144  1  to  144.7  Issued  tmder 
sees.  4  (a),  5  (a).  48  Stat.  129,  132;  12  U.  S  C. 
1463  ( a  1 .  1464  ( a ) :  Reorg.  Plan  No.  3  of  1947. 
12  F   R   4981.  3  CFR,  1947  Supp. 

'CHARTER 

§  144.1  Issuance  of  Charter  N.  Ex- 
cept as  provided  in  S  144.2,  the  following 
form  of  charter,  which  shall  be  known 
as  Charter  N,  will  be  issued  on  and 
after  the  effective  date  of  the  rules  and 
regulations  in  this  subchapter,  upon  ap- 
proval by  the  Board  of  any  petition  for 
a  charter  for  a  Federal  savings  associa- 
tion pursuant  to  the  provisions  of  subsec- 
tions t  a »  or  <  i »  of  section  5  of  the  Home 
Owners'  Loan  Act  of  1933.  as  amended: 

CH.\PTra  N 

1.  Corporate  title.  The  full  corporate  title 
of    the    Federal   savings    association    hereby 

chartered  Is Federal 

Savings  and  Loan  Association 

2.  Office.    The  home  ofBce  shall  be  located 

at  .- ■  In  the  County  of 

.  State  of 

.3.  Objects  and  powers.  The  objects  of 
the  association  are  to  promote  thrift  by 
providing  a  convenient  and  safe  method 
for  people  to  save  and  Invest  money  and 
to  provide  for  the  sound  and  economical 
financing  of  homes:  and,  In  the  accomplish- 
ment of  such  objects.  It  shall  have  perpetual 
succession  and  power:  (1)  To  act  as  fiscal 
agent  of  the  United  States  when  designated 
for  that  purpose  by  the  Secretary  of  the 
Treasury,  under  such  regulations  as  he  may 
prescribe,  and  shall  perform  all  such  reasouir 
able  .duties  as  fiscal  agent  of  the  United 
States  as  he  may  require  and  to  act  as 
agent  for  any  other  Instrumentality  of  the 
United  States  when  designated  for  that  pur- 
\u3se  by  any  such  instrunaentallty:  (2)  To 
sue  and  be  sued,  complain  and  defend  In 
any  court  of  law  or  equity;  (3)  To  have  a 
corporate  seal,  affixed  by  Imprint,  facsimile 
or  otherwise;  (4)  To  appoint  officers  and 
agents  as  Its  business  shall  require,  and 
allow  them  suitable  compensation;  (5)  To 
adopt  bylaws  not  Inconsistent  with  the 
Constitution  or  laws  of  the  United  States 
and  rules  and  regulations  adopted  thereunder 
and  this  charter:  (6i  To  raise  Its  capital, 
which  shall  be  unlimited,  by  accepting  pay- 
ments on  savings  accounts  representing 
share  Interests  In  the  association:  (7)  To 
borrow  money;  (8(  To  lend  and  otherwise 
Invest  its  funds;  (9)  To  wind  up  and  dissolve, 
merge,  consolidate,  convert,  or  reorganize; 
(10)  To  purchase,  hold,  and  convey  real 
and  personal  estate  consistent  with  Its  ob- 
jects, purposes,  and  powers;  (11)  To  mortgage 
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or  lease  any  real  and  personal  estate  and 
take  such  property  by  gift,  devise,  or  bequest; 
and  (12)  To  exercise  all  powers  conferred  by 
law.  In  addition  to  the  foregoing  powers 
expressly  enumerated,  this  association  shall 
have  power  to  do  all  things  reasonably  inci- 
dent to  the  accomplishment  of  Its  express 
objects  and  the  performance  of  Its  express 
powers.  It  shall  exercise  Its  powers  In  con- 
formity with  all  laws  of  the  United  States 
as  they  now  are.  or  as  they  may  hereafter  be 
amended,  and  with  all  valid  rules  and  regula- 
tions now  or  hereafter  made  thereunder. 

4.  if  embers.  All  holders  of  the  associa- 
tion's savings  accounts  and  all  borrowers 
therefrom  are  members.  In  the  considera- 
tion of  all  questions  requiring  action  by  the 
members  of  the  association,  each  holder  of 
a  savings  account  shall  be  permitted  to  cast 
one  vote  for  each  $100,  or  fraction  thereof, 
of  the  withdrawal  value  of  his  account.  A 
lx>rrowlng  member  shall  be  permitted,  as  a 
borrower,  to  cast  one  vote,  and  to  cast  the 
numlier  of  votes  to  which  he  may  be  entitled 
as  the  holder  of  a  savings  account.  No  mem- 
ber, however,  shall  cast  more  than  50  votes. 
Voting  may  be  by  proxy.  Any  number  of 
memt>er8  present  at  a  regular  or  special  meet- 
ing of  the  members  shall  constitute  a 
quorum.  A  majority  of  all  votes  cast  at 
any  meeting  of  members  shall  determine 
any  question.  The  members  who  shall  be 
entitled  to  vote  at  any  meeting  of  the  mem- 
bers shall  be  those  owning  savings  accounts 
and  Ixjrrowlng  members  of  record  on  the 
books  of  the  association  at  the  end  of  the 
calendar  month  next  preceding  the  date  of 
such  meeting.  The  number  of  votes  which 
each  member  shall  l>e  entitled  to  cast  at 
any  meeting  of  the  members  shall  be  deter- 
mined from  the  books  of  the  association  as 
of  the  end  of  the  calendar  month  next  pre- 
ceding the  date  of  such  meeting.  Those  who 
were  members  at  the  end  of  the  calendar 
month  next  preceding  the  date  of  a  meeting 
of  members  but  who  shall  have  ceased  to 
be  members  prior  to  such  meeting  shall  not 
be  entitled  to  vote  thereat.  All  savings  ac- 
counts shall  be  nonassessable. 

6.  Withdrawals.  Any  owner  of  a  savings 
account  may  at  any  time  file  a  written  re- 
quest for  the  withdrawal  of  any  part  of  the 
withdrawal  value  of  such  account.  Upon 
receipt  of  written  request  from  any  holder 
of  a  savings  account  of  the  association  for 
the  withdrawal  from  such  account  of  all  or 
any  part  of  the  withdrawal  value  thereof, 
the  association  shall  pay  the  amount  re- 
quested: Provided,  That  If  the  association 
is  unable  to  pay  all  such  withdrawal  re- 
quests within  a  period  of  30  days  from  date 
of  receipt  thereof,  the  association  shall  then 
number  and  file  all  withdrawal  requests  in 
the  order  received  and  shall  pay  such  with- 
drawal requests  in  such  order  and  thereafter 
shall  not  make  or  purchase  any  new  loans 
or  Investments  while  the  association  Is  un- 
able to  pay  any  withdrawal  request  within  a 
period  of  30  days  from  the  date  of  receipt 
thereof:  i4 nd  provided  further,  That  the 
bdbrd  of  directors  shall  have  the  absolute 
right  to  pay  on  an  equitable  basis  an  amount 
not  exceeding  $200  In  any  calendar  month 
to  any  holder  of  a  savings  account  or  ac- 
counts without  regard  to  any  other  provision 
of  this  section.  Holders  of  savings  accounts 
for  which  application  for  withdrawal  has 
l>een  made  shall  remain  holders  of  savings 
accounts  until  paid  and  shall  not  l>ecome 
creditors. 

6.  Redemption.  At  any  time  stifBclent 
funds  are  on  hand,  the  association  shall  have 
the  right  to  redeem,  by  lot  or  otherwise  as 
the  lx)ard  of  directors  may  determine,  all  or 
any  part  of  any  of  its  savings  accounts  on 
June  30  or  December  31,  by  giving  30  days' 
notice  of  such  redemption  by  registered  mall 
addressed  to  the  holder  of  each  such  savings 
account  at  his  last  address  as  recorded  on  the 
boolcs  of  the  association.  The  association 
may  not  redeem  any  of  its  savings  accounts 


when  there  is  an  impairment  of  Its  capital 
or  when  It  has  any  request  for  withdrawal 
which  has  been  on  tile  and  unpaid  for  more 
than  30  days.  The  redemption  price  of  each 
savings  account  redeemed  shall  be  the  full 
value  thereof,  as  determined  by  the  board  of 
directors,  but  In  no  event  shall  the  redemp- 
tion price  be  less  than  the  withdrawal 
amount  of  such  savings  account.  If  a  sav- 
ings account  which  is  redeemed  is  entitled 
to  participate  in  any  reserve  for  bonus,  the 
amount  In  such  reserve  for  bonus  which  Is 
properly  allocable  to  such  savings  account 
shall  be  paid  as  part  of  the  redemption  price 
thereof.  If  any  notice  of  redemption  shall 
have  been  duly  given,  and  If  the  fund*  neces- 
sary for  such  redemption  shall  have  been 
set  aside  so  as  to  be  and  to  continue  to  be 
available  for  that  purpose,  Interest  upon  such 
account  shall  cease  to  accrue  from  and  after 
the  date  specified  as  the  redemption  date  and 
all  rights  with  respect  to  each  such  account 
shall  forthwith,  after  such  redemption  date, 
terminate,  except  only  the  right  of  the  holder 
of  record  of  such  savings  account  to  receive 
the  redemption  price  thereof  without  Interest. 

7.  Reserves,  surplus,  and  distribution  of 
earnings.  The  association  shall  maintain 
general  reserves  for  the  sole  purpose  of  meet- 
ing losses;  such  reserves  shall  Include  the 
reserve  required  for  Insurance  of  accounts. 
Any  losses  may  be  charged  against  general 
reserves.  If  and  whenever  the  general  re- 
serves of  the  association  are  not  equal  to  at 
least  10  percent  of  Its  capital.  It  shall,  as  of 
June  30  and  December  31  of  each  year,  credit 
to  such  reserves  an  amount  equivalent  to  at 
least  5  percent  of  Its  net  earnings  for  the  6 
months'  period,  or  such  amount  as  may  be 
required  by  the  Federal  Savings  and  Loan  In- 
surance Corporation,  whichever  is  greater, 
until  such  reserves  are  equal  to  at  least  10 
percent  of  the  association's  capital.  As  of 
June  30  and  December  31  of  each  year,  after 
payment  or  provision  for  payment  of  all  ex- 
penses, credits  to  general  reserves  and  to 
surplus,  and  provision  for  bonus  on  savings 
accounts  as  authorized  by  regulations  made 
by  the  Home  Loan  Bank  Board,  the  board  of 
directors  of  the  association  shall  cause  the 
remainder  of  the  net  earnings  of  the  asso- 
ciation for  the  6  months'  period  tb  be  dis- 
tributed promptly  on  its  savings  accounts, 
ratably,  as  declared  by  the  board  of  directors, 
to  the  withdrawal  value  thereof;  In  lieu  of  or 
In  addition  to  such  net  earnings,  any  of  the 
association's  surplus  funds  may  be  likewise 
distributed.  Such  net  earnings  shall  be  cred- 
ited to  savings  accounts  or  paid,  as  directed 
by  tb»  owner.  All  holders  of  savings  accounts 
shall  participate  at  the  same  rate  and  on  the 
same  basis  in  the  distribution  of  earnings: 
Provided.  That  the  association  is  not  required 
to  distribute  earnings  on  short-term  savings 
accounts  or  on  accounts  of  $10  or  less:  And 
provided  further.  That  earnings  shall  not  at 
time  be  distributed  on  amounts  withdrawn 
from  any  pavings  account  prior  to  the  end  of 
the  6  montlos'  period:  And  proiHded  further, 
That  the  period  for  which  any  payment  on  a 
savings  account  may  participate  In  the  dis- 
tribution of  earnings  shall  be  as  determined 
by  the  association's  board  of  directors,  un- 
less such  payment  has  remained  In  the  as- 
sociation for  the  6  months'  period,  but  shall 
not  exceed  by  more  than  10  days  the  time  dur- 
ing which  such  payment  remains  in  the  as- 
sociation. Notwithstanding  any  other  provi- 
sion of  its  charter,  the  association  may  dis- 
tribute net  earnings  on  its  savings  accounts 
on  such  other  basis  and  in  accordance  with 
such  other  terms  and  conditions  as  may  from 
time  to  time  be  authorized  by  regulations 
made  by  the  Home  Loan  Bank  Board.  All 
holders  of  savings  accounts  of  the  association 
shall  be  entitled  to  equal  distribution  of  as- 
sets, pro  rata  to  the  value  of  their  savings  ac- 
counts, in  the  event  of  voluntary  or  involun- 
tary liquidation,  dissolution,  t>r  winding  up 
of  the  association. 

8.  Directors.  The  anoclation  shall  be 
under  the  direction  of  a  board  of  directors  of 


not  less  than  5  nor  more  than  15,  as  fixed  in 
the  association's  bylaws  or.  in  the  absence  of 
any  such  bylaw  provision,  as  from  time  to 
time  expressly  determined  by  resolution  of 
the  association's  members.  Each  director  of 
the  association  shall  be  a  member  of  the  as- 
sociation, and  a  director  shall  cease  to  be  a 
director  when  he  ceases  to  t>e  a  member. 
Directors  of  the  association  shall  be  elected 
by  Its  members  by  ballot:  Prortded,  That  in 
the  event  of  a  vacancy  in  the  directorate,  in- 
cluding vacancies  created  by  an  increase  In 
the  number  of  directors,  the  board  of  direc- 
tors may  fill  such  vacancy,  if  the  members 
of  the  association  fail  so  to  do.  by  electing  a 
director  to  serve  until  the  next  annual  meet- 
ing of  the  members.  Directors  shall  be 
elected  for  periods  of  3  years  and  until  their 
successors  are  elected  and  qualified,  but  pro- 
vision shall  be  made  for  the  election  of  ap- 
proximately one-third  of  the  board  of  direc- 
tors each  year. 

9.  Amendment  of  charter.  No  amendment, 
addition,  alteration,  change,  or  repeal  of  this 
charter  shall  be  made  unless  fuch  proposal 
is  made  by  the  board  of  directors  of  the  as- 
sociation, and  submitted  to  and  approved  by 
the  Home  Loan  Bank  Board,  and  Is  thereafter 
submitted  to  and  approved  by  the  members 
at  a  legal  meeting.  Any  amendment,  addi- 
tion, alteration,  change,  or  repeal  so  acted 
upon  and  approved  shall  be  effective,  if  filed 
with  and  approved  by  the  Home  Loan  Bank 
Board,  as  of  the  date  of  the  final  approval  of. 
or  as  fi.xed  by,  the  members. 


By 


Home  Loan  Bank  Board, 


Attest: 


(Chairman) 


( Secretary ) 

§  144.2  Pending  applications.  All  per- 
tinent provisions  of  Part  142  of  this  sub- 
chapter in  effect  prior  to  the  effective 
date  hereof  shall  remain  in  full  force  and 
effect  as  to  any  formal  applications  made 
prior  to  such  date  for  permission  to 
organize  a  Federal  savings  association 
under  the  provisions  of  section  5  (a),  or 
to  convert  to  a  Federal  savings  a.s.socia- 
tion  under  the  provisions  of  section  5  (i ) , 
of  the  Home  Owners'  Loan  Act  of  1933, 
as  amended. 

§  144.3  Adoption  of  Charter  N.  A 
Federal  savings  as.sociation  that  has  a 
Charter  E  or  a  Charter  K  may  amend 
such  charter  in  Its  entirety  to  read  In 
the  form  of  Charter  N,  by  majority  vote 
of  such  association's  members  at  any  duly 
called  regular  or  special  meeting  of  mem- 
bers: Provided,  That,  in  the  case  of  a 
Federal  savings  a.ssociation  that  has  a 
Charter  K.  the  board  of  directors  of  such 
as.sociation  shall  first  have  proposed  such 
amendment,  and  the  provisions  of  this 
section  shall  be  deemed  to  be  the  ap- 
proval by  the  Board  of  such  proposal. 
Upon  receipt  of  the  following  petition 
from  a  Federal  savings  association  that 
has  amended  its  charter  as  provided  In 
this  section,  the  Board  will  Issue  to  such 
Federal  savings  association  a  Charter  N 
in  the  same  name  and  showing  the  same 
location  of  home  office  as  is  prescribed  in 
such  a.ssociation's  present  charter,  unless 
the  Board  when  petitioned  approves  a 
change  in  such  name  or  location: 

Home  Loan  Bank  Board, 

Washington,  D.  C. 
The  undersigned,  pursuant  to  !  144.3  of  the 
Rules  and  Regulations  for  the  Federal  Sav- 
ings and  Loan  System,  respectfully  petitions 
the  Board  to  issue  an  amended  charter  in 
the  form  of  Charter  N  to  the  undersigned. 
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fixing  the  name  and  home  ofBce  of  the  under- 
signed which  Its  present  charter  prescribes. 

The  undersigned,  by  Its  secretary,  hereby 
certifies  that  the  members  at  a  meeting  duly 
called  and  held  adopted  the  XoUqwlng 
resolution : 

•Be  it  resolved.  That  the  present  charter 
of  this  association  be  amended  to  read  In 
the  form  of  Charter  N  as  set  forth  In  Section 
144  1  of  the  Rules  and  Regulations  for  the 
Federal  Savings  and  Loan  System,  prescrib- 
ing the  present  name  and  home  office  fixed 
by  the  present  charter  of  this  association." 

In  witness  whereof,  the  Secretary  of  the 
undersigned  has  hereunto  affixed  hU  hand 

and  the  seal  of  the  undersigned  this 

day  of ■  1^ 
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S  144  4  Evidence  of  corporate  exist- 
ence. The  Issuance  of  a  charter  to  a 
Federal  savings  association  shall  consti- 
tute the  Incorporation  of  such  Federal 
savings  association  by  the  Board;  the 
charter  of  a  Federal  savings  association, 
or  a  certified  copy  thereof  under  the  seal 
of  the  Board,  shall  be  evidence  of  the 
corporate  existence  of  such  Federal  sav- 
ings association. 

BYLAWS 

S  144.5  Prescribed  form.  A  Federal 
savings  association  that  has  a  Charter  N 
shall  operate  under  the  following  pre- 
scribed bylaws,  unless  and  until  such  by- 
laws are  amended  in  accordance  with  the 
procedure  therein  set  forth: 

1.  Annual  meetings  of  members.  The  an- 
nual meeting  of  the  members  of  the  asso- 
ciation for  the  election  of  directors  and  for 
the  transaction  of  any  other  business  of  the 
association  shall  be  held  at  Its  home  office 
at  2  oclock  In  the  afternoon  on  the  third 
Wednesday  In  January  of  each  year,  If  not  a 
legal  holiday,  or  If  a  legal  holiday  then  on 
the  next  succeeding  day  not  a  legal  holiday. 
The  annual  meeting  may  be  held  at  such 
other  time  on  such  day  or  at  such  other  place 
In  the  same  community  as  the  board  of 
directors  may  determine.  At  each  annual 
meetings,  the  officers  shall  make  a  full  re- 
port of  the  financial  condition  of  the  asso- 
ciation and  of  Its  progress  for  the  preceding 
year,  and  shall  outline  a  program  for  the  suc- 
ceeding year.  Annual  meetings  of  the  mem- 
bers shall  be  conducted  In  accordance  with 
Roberts"  Rules  of  Order. 

2  Special  meetings  of  members.  Special 
meetings  of  the  members  of  the  association 
may  be  called  at  any  time  by  the  president 
or  the  board  of  directors,  and  shall  be  called 
by  the  president,  a  vice  president,  or  the 
secretary  upon  the  written  request  of  mem- 
bers holding  of  record  In  the  aggregate  at 
least  one-tenth  of  the  capital  of  the  associa- 
tion. Such  written  request  shall  state  the 
purposes  of  the  meeting  and  shall  be  deliv- 
ered at  the  home  office  of  the  association 
addressed  to  the  president.  Special  meetings 
of  the  members  shall  be  conducted  In  accord- 
ance with  Roberts-  Rules  of  Order. 

3.  Notice  of  meetings  of  members,  (a) 
Notice  of  each  annual  meeting  shall  be  either 
published  once  a  week  for  the  two  successive 
calendar  weeks  (In  each  Instance  on  any  day 
of  the  week)  Immediately  prior  to  the  week 
in  which  such  annual  meeting  shall  convene, 
in  a  newspaper  printed  In  the  English  lan- 
guage and  of  general  circulation  In  the  city 
or  county  In  which  the  home  office  of  the 
association  Is  located,  or  mailed  postage 
prepaid  at  least  15  days  and  not  more  than 
30  days  prior  to  the  date  on  which  such 
annual  meetings  shall  convene  to  each  of 
Its  members  of  record  »t  Uia  last  address 


appearing  on  the  books  of  the  association. 
Such  notice  shall  state  the  name  of  the  as- 
sociation, the  place  of  the  annual  meeting 
and  the  time  when  It  shall  convene.  A  simi- 
lar notice  shall  be  posted  In  a  conspicuous 
place  in  each  of  the  offices  of  the  association 
during  the  14  days  Immediately  preceding  the 
date  on  which  such  annual  meeting  shall 
convene.  If  any  member.  In  person  or  by 
attorney  thereunto  authorized,  shall  waive  In 
writing  notice  of  any  annual  meeting  of 
members,  notice  thereof  need  not  be  given  to 
such  member. 

(b)   Notice  of  each  special  meeting  shall 
be  either  published  once  a  week  for  the  two 
conseciitlve  calendar  weeks  (In  each  instance 
on  any  day  of  the  week)    Immediately  prior 
to  the  week  In  which  such  special  meeting 
shall  convene.  In  a  newspaper  printed  In  the 
English  language  and  of  general  circulation 
In   the   city  or   county  in   which   the   home 
office  of  the  association  Is  located,  or  mailed 
postage  prepaid  at  least  15  days  and  not  more 
than  30  days  prior  to  the  date  on  which  such 
special  meeting  shall  convene  to  each  of  Its 
members  of  record  at  his  last  address  appear- 
ing on  the  books  of  the  association.     Such 
notice  shall  state  the  name  of  the  associa- 
tion, the  purpose  or  purposes  for  which  the 
meeting  Is  called,  the  place  of  the  special 
meeting   and   the  time   when   It  shall  con- 
vene.    A  similar  notice  shall  be  posted  In  a 
conspicuous  place  In  each  of  the  offices  of 
the  association  during  the  14  days  Immedi- 
ately preceding  the  date  on  which  such  spe- 
cial meeting  shall  convene.    If  any  member. 
In  person  or  by  attorney  thereunto  author- 
ized,  shall   waive   In   writing   notice   of   any 
special  meeting  of  members,  notice  thereof 
need  not  te  given  to  such  member. 

4.  Meetings  of  the  board  of  directors.    The 
board  of  directors  shall  meet  regularly  with- 
out notice  at  the  home  office  of  the  associa- 
tion at  least  once  each  month  at  the  hour 
and   date   fixed   by  resolution   of  the  board 
of  directors,  provided  that  the  place  of  meet- 
ing may  be  changed  by  the  directors.    Special 
meetings  of  the  board  of  directors  may  be 
held  at  any  place  in  the  territory  In  which 
the  association  may  make  loans  specified  In 
a  notice  of  such  meeting  and  shall  be  called 
by  the  secretary  upon   the  written  request 
of  the  president,  or  of  three  directors.     All 
special  meetings  shall  be  held  upon  at  least 
3  days'  written  notice  to  each  director  unless 
notice  be  waived  In  writing  before  or  after 
such  meeting.     Such  notice  shall  state  the 
place,  time,  and  purposes  of  such  meeting. 
A  majority  of  the  directors  shall  constitute 
a  quorum   for  the  transaction  of  business. 
The  act  of  a  majority  of  the  directors  present 
at  any  meeting  at  which  there  Is  a  quorum 
shall   be  the  act  of  the  board  of  directors. 
All  meetings  of  the  board  of  directors  shall 
be   conducted   In   accordance   with   Roberts' 
Rules  of  Order. 

5.  Officers,    employees,    and    agents.     An- 
nually at  the  meeting  of  the  board  of  direc- 
tors  of   the   association   next   following   the 
annual  meeting  of  the  members  of  the  asso- 
ciation, the  board  of  directors  shall  elect  a 
president,  one  or  more  vice  presidents,  a  sec- 
retary, and  a  treasurer:  Prot^ided,  That  the 
offices  of  secretary  and  treasurer  may  be  held 
by  the  same  person,  and  a  vice  president  may 
also  be  either  the  secretary  or  the  treasurer. 
The  board  of  directors  may  appoint  such  ad- 
ditional   officers    and    such    employees    and 
agents  as  It  may  from  time  to  time  determine. 
The  term  of  office  of  all  officers  shall  be  one 
year  or  until  their  respective  successors  are 
elected  and  qualified;  but  any  officer  may  be 
removed   at   any  time  by  the   board  of   di- 
rectors.    In  the  absence  of  designation  from 
time  to  time  of  powers  and  duties  by  the 
board  of  directors,  the  officers  shall  have  such 
powers   and  duties   as  generally   pertain   to 
their  respective  offices. 

6.  Resignation  of  directors.  Any  di- 
rector may  resign  at  any  time  by  sending  a 
written  notice  oC   such  resignation  to  the 


office  of  the  association  delivered  to  the  sec- 
retary. Unless  otherwise  specified  therein, 
such  resignation  shall  take  effect  upon  re- 
ceipt thereof  by  the  secretary.  More  than 
three  consecutive  absences  from  regular 
meetings  of  the  board  of  directors,  unless  ex- 
cused by  resolution  of  the  board  of  directors, 
shall  automatically  constitute  a  resignation, 
effective  when  such  resignation  is  accepted 
by  the  board  of  directors. 

7.  Potters  of  the  board.  The  board  of  di- 
rectors shall  have  power— 

(a)  To  appoint  and  remove  by  resolution 
the  members  of  an  executive  committee,  the 
members  of  which  shall  be  directors,  which 
committee  shall  have  and  exercise  the  powers 
of  the  board  of  directors  between  the  meet- 
ings of  the  board  of  directors; 

(b)  To  appoint  and  remove  by  resolution 
the  members  of  such  other  committees  as 
may  be  deemed  necessary  and  prescribe  the 
duties  thereof: 

(c)  To  fix  the  compensation  of  directors, 
officers,  and  employees:  and  to  remove  any 
officer  or  en^jloyee  at  any  time  with  or  with- 
out cause; 

(d)  To  extend  leniency  and  indulgence  to 
borrowing  members  who  are  In  distress  and 
generally  to  compromise  and  settle  any  debU 
and  claims; 

(e)  To  limit  payments  on  capital  wmcn 
may  be  accepted; 

(f)  To  reject  any  application  for  savings 
accounts  or  membership;   and 

(g)  To  exercise  any  and  all  of  the  powers 
of  the  association  not  expressly  reserved  by 
the  charter  to  the  members. 

8.  Execution    of    instruments,     generally. 
All  documents  and  Instruments  or  writings 
of  any  nature  shall  be  signed,  executed,  veri- 
fied,  acknowledged,   and   delivered   by   such 
officers,  agents,  or  employees  of  the  associa- 
tion or  any  one  of  them  and  In  such  manner 
as  from  time  to  time  may  be  determined  by 
resolution    of    the    board    of    directors.     All 
notes,  drafts,  acceptances,  checks,  endorse- 
ments, and  all  evidences  of  Indebtedness  of 
the  association  whatsoever  shall   be  signed 
by  such  officer  or  officers  or  such  agent  or 
agents  of  the  association  and  In  such  man- 
ner as  the  board  of  directors  may  from  time 
to   time   determine.     Endorsements   for   de- 
posit to  the  credit  of  the  association  In  any 
of  Its  duly  authorized  depositaries  shall  be 
made  In  such  manner  as  the  board  of  di- 
rectors may  from  time  to  time  determine. 
Proxies  to  vote  with  respect  to  shares  or  ac- 
counts of  other  associations  or  stock  of  other 
corporations   owned   by  or  standing  In   the 
name   of   the   association   may   be   executed 
and  delivered  from  time  to  time  on  behalf 
of  the  association  by  the  president  or  a  vice 
president  and  the  secretary  or  an  assistant 
secretary  of  the  association  or  by  any  other 
person  or  persons  thereunto  authorized  by 
the  board  of  directors. 

9.  Savings  account  certificates.  Such  of- 
ficers or  employees  as  may  be  designated  by 
the  board  of  directors  shall  deliver  to  each 
person  upon  the  Initial  payment  on  his  sav- 
ings account  In  the  association  an  account 
book  or  other  written  evidence  of  such 
account. 

10.  Seal.  The  seal  shall  be  two  concentric 
circles  between  which  shall  be  the  name  of 
the  association.  The  year  of  Incorpatlon. 
the  word  "Incorporated ",  or  an  emblem  may 
appear  In  the  center. 

11.  Amendment.  These  bylaws  may  b« 
amended  at  any  time  by  a  two-thirds  affirma- 
tive vote  of  the  board  of  directors,  or  by  a 
vote  of  the  members  of  the  association. 
Each  and  every  amendment  shall  be  sub- 
ject to  the  approval  of  the  Home  Loan  Bank 
Board,  and  shall  be  Ineffective  until  such 
approval  shall  be  given:  Prot^td^d,  That, 
without  the  approval  of  the  Home  Loan  Bank 
Board,  section  1  of  the  bylaws  may  be 
amended  so  that  the  time  of  day  for  con- 
vening the  annual  meeting  may^be  fixed  at 
any  hour  not  earlier  than  10  a.  m.  or  later 
than  9  p.  m.,  and  a  section  providing  for  a 
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bonus  may  be  added  or  repealed  as  provided 
In  the  rules  and  regulations  for  the  Federal 
Savings  and  Loan  System. 

S  144.6  Amendment  to  bylaws.  This 
section  constitutes  approval  by  the  Board 
of  any  one  or  more  of  the  following 
amendments  to  the  bylaws  of  any  Fed- 
eral savings  association,  upon  the  valid 
adoption  of  any  such  amendment  by  such 
association's  directors  or  members  as 
provided  In  Its  bylaws,  effective  when  so 
adopted: 

(a)  Nominating  committee.  The  pres- 
ident, at  least  30  days  prior  to  the  date 
of  each  annual  meeting,  shall  appoint 
a  nominating  committee  of  three  persons 
who  are  members  of  the  association. 
Buch  committee  shall  make  nominations 
for  directors  in  writing,  and  deliver  to 
the  secretary  such  written  nominations 
at  least  15  days  prior  to  the  date  of  the 
annual  meeting,  which  nominations  .shall 
forthwith  be  posted  in  a  prominent  place 
In  the  home  oflBce  for  the  15  days'  pe- 
riod prior  to  the  date  of  the  annual 
meeting.  Provided  such  committee  is 
appointed  and  makes  such  nominations, 
no  nominations  for  directors  except  those 
made  by  the  nominating  committee  shall 
be  voted  upon  at  the  annual  meeting  un- 
less other  nominations  by  members  are 
made  In  writing  and  delivered  to  the 
secretary  of  the  as.sociation  at  least  10 
days  prior  to  the  date  of  the  annual 
meeting,  which  nominations  shall  forth- 
with be  posted-  In  a  prominent  place 
In  the  home  office  for  the  10  days'  period 
prior  to  the  date  of  the  annual  meet- 
ing. Ballots  bearing  the  names  of  all 
persons  nominated  by  the  nominating 
committee  and  by  other  members  prior 
to  the  annual  meeting  shall  be  provided 
for  use  by  the  members  at  the  annual 
meeting.  If  at  any  time  the  pre.sldent 
shall  fail  to  appoint  such  nominating 
committee,  or  the  nominating  committee 
shall  fail  or  refuse  to  act  at  least  15  days 
prior  to  the  annual  meeting,  nomina- 
tions for  directors  may  be  made  at  the 
annual  meeting  by  any  member  and  shall 
be  voted  upon. 

(b>  New  business.  Any  new  business 
to  be  taken  up  at  the  annual  meeting. 
Including  any  proposal  to  Increase  or 
decrease  the  number  of  directors  of  the 
association,  shall  be  stated  in  writing 
and  filed  with  the  secretary  of  the  as- 
sociation on  or  before  thirty  ^30)  days 
before  the  date  of  the  annual  meeting, 
and  all  business  so  stated,  proposed  and 
filed  shall  be  considered  at  the  annual 
meeting,  but  no  other  proposal  shall  be 
acted  upon  at  the  annual  meeting.  Any 
member  may  make  any  other  proposal 
at  the  annual  meeting  and  the  same  may 
be  dl.scus.sed  and  considered,  but  unless 
stated  In  writing  and  filed  with  the  .sec- 
retary thirty  <30>  days  before  the  meet- 
ing such  proposal  shall  be  laid  over  for 
action  at  an  adjourned,  special  or  regu- 
lar meeting  of  the  members  taking  place 
thirty  <30)  days  or  more  thereafter. 
This  provision  shall  not  prevent  the  con- 
sideration and  approval  or  disapproval 
at  the  annual  meeting  of  the  reports  of 
officers  and  committees,  but  In  connec- 
tion with  such  reports  no  new  business 
shall  be  acted  upon  at  such  annual  meet- 
ing unless  stated  and  filed  as  herein 
provided. 
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(c)  Voting  by  proxy.  Voting  at  any 
annual  or  special  meeting  of  the  mem- 
bers may  be  made  by  proxy,  It  being 
provided  that  no  proxies  shall  be  voted 
at  any  meeting  unless  such  proxies  shall 
have  been  placed  on  file  with  the  secre- 
tary of  the  association,  for  verification, 
at  least  five  (5)  days  prior  to  the  date  on 
which  such  meeting  shall  convene. 

(d)  Number  of  directors.  The  num- 
ber of  directors  of  the  association  shall 
be 

AVAILABIUTY 

5  144.7  In  offices  of  association.  A 
Federal  savings  association  shall  cause 
a  true  copy  of  its  charter  and  bylaws, 
Including  any  amendments  thereto,  to 
be  at  all  times  available  to  the  members 
of  such  association  in  each  of  its  offices, 
and  shall  deliver  a  copy  of  such  charter 
and  bylaws  to  any  member  upon  request. 
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AtrrHORiTY:  ff  145.1  to  145.27  Issued  under 
sees.  4  (a),  6  (a),  48  Stat.  129.  132;  12 
U.  S.  C.  1463  (a) ,  1464  (a) ;  Reorg.  Plan  No.  3 
of  1947,  12  F.  R.  4981,  3  CFR,  1947  Supp. 

CAPITAL 

§  145.1  Savings  accounts.  The  capital 
of  a  Federal  savings  association  may  be 
raised  through  payments  on  Its  savings 
accounts  in  the  form  of  cash,  or  of  prop- 
erty in  which  such  Federal  savings  as- 
sociation is  authorized  to  invest,  and,  in 
the  absence  of  actual  fraud  In  the  trans- 
action, the  value  of  such  property,  as 
determined  by  the  board  of  directors  of 
such  Federal  savings  association,  shall  be 
conclusive.  The  savings  accounts  of  a 
Federal  savings  association  that  has  a 
Charter  E  or  a  Charter  K  and  which 
amends  such  charter  to  read  In  the  form 
of  Charter  N  shall  continue  to  have  the 
same  rights  and  privileges  and  to  be 
subject  to  the  same  duties  and  liabilities 
as  were  provided  in  the  charter  in  effect 
at  the  time  such  savings  accounts  were 
created,  until  exchanged  for  a  savings 
account  issued  under  the  provisions  of 
Charter  N.  No  sales  commission  shall  be 
paid  by  any  Federal  savings  association 
to  any  of  its  officers  or  directors  for  the 
sale  of  its  savings  accounts:  Provided, 
That  any  such  association  may  distribute 
prizes  in  cash  or  otherwise  to  any  of  Its 
officers  or  directors  in  connection  with 
any  drive  or  contest  authorized  by  the 
association's  board  of  directors  for  the 
Increase  of  the  association's  capital  by 
the  development  of  new  savings  accounts. 
Except  to  the  extent  expressly  author- 
ized by  Charter  E,  no  Federal  savings  as- 
sociation shall  directly  or  Indirectly 
charge  any  membership,  admission,  re- 
purchase, withdrawal,  or  any  other  fee  or 
sum  of  money,  for  the  privilege  of  be- 
coming, remaining,  or  ceasing  to  be  a 
holder  of  a  savings  account  of  such  Fed- 
eral savings  association. 

§  145.2  Eindence  of  ownership — ^a) 
Signature  card.  In  connection  with  the 
Issuance  of  a  savings  account  a  Federal 
savings  association  shall  obtain  a  card 
containing  the  signature  of  the  owner  of 
such  account  or  his  duly  authorized  rep- 
resentative and  shall  preserve  such  sig- 
nature card  in  the  records  of  the  associ- 
ation. 

<b>  Account  books  and  certificates.  A 
Federal  savings  association  that  has 
Charter  N  shall  Issue  to  each  holder  of 
its  sa\ings  accounts  an  account  book,  or 
a  separate  certificate,  evidencing  the 
ownership  of  the  account  and  the  interest 
of  the  holder  thereof  in  the  capital  of 
such  Federal  savings  a.s.sociation ;  except 
as  hereinafter  provided,  each  such  cer- 
tificate shall  be  in  form  prescribed  by  the 
Board.  <The  Board  has  prescribed  for 
use  by  all  Federal  savings  associations 
that  have  Charter  K,  forms  of  certifi- 
cates evidencing  the  ownership  of  sav- 
ings share  accounts,  short-term  savings 
share  accounts,  and  investment  share  ac- 
counts; and  has  prescribed  for  use  by  ail 
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Federal  savings  associations  that  have 
Charter  N  forms  of  certificates  evidenc- 
ing ownership  of  savings  accounts.  Illus- 
trative copies  of  these  forms  may  be  ob- 
tained from  the  Home  Loan  Bank  Board. 
Washington.  D.  C.  or  from  any  Federal 
home  loan  bank.)  Any  Federal  savings 
association  that  has  a  Charter  E  may. 
until  otherwise  provided  by  the  Board, 
continue  to  use  the  forms  of  share  cer- 
tificates being  issued  by  such  association 
as  of  the  effective  date  hereof:  Provided, 
That  no  such  form  is  in  conflict  with  any 
express  provision  of  such  association's 
charter  or  bylaws. 

(c)  Ownership  of  record.  A  Federal 
savings  association  may  treat  the  holder 
of  record  of  a  savings  account  as  the 
owner  for  all  purposes  without  being  af- 
fected by  any  notice  to  the  contrary  un- 
less such  Federal  savings  association  has 
acknowledged  in  writing  notice  of  a 
pledge  of  such  savings  account.  Savings 
accounts  of  a  Federal  savings  association 
shall  be  transferable  only  upon  the  books 
of  the  association  and  upon  proper  ap- 
plication by  the  transferee  and  the  ac- 
ceptance of  the  transferee  as  a  member 
upon  terms  approved  by  the  board  of 
directors. 

(d)  Duplicate  account  books  and  cer- 
tificates. Upon  filing  with  a  Federal  sav- 
ings a.ssociation  by  the  holder  of  record 
as  shown  by  the  books  of  the  associa- 
tion, or  by  his  legal  representative,  of 
an  affidavit  to  the  effect  that  the  cer- 
tificate or  account  book  evidencing  his 
savings  account  with  the  association  has 
been  lost  or  destroyed,  and  that  such 
certificate  or  account  book  has  not  been 
pledged  or  assigned  In  whole  or  in  part, 
such  Federal  savings  association  shall  is- 

.  sue  a  new  certificate  or  account  book 
evidencing  such  savings  account  in  the 
name  of  the  holder  of  record:  Provided. 
That  the  board  of  directors  shall,  if 
In  its  Judgment  it  Is  necessary,  re- 
quire a  bond  in  an  amount  sufficient  to 
Indemnify  the  as.sociatlon  against  any 
loss  which  might  result  from  the  Issu- 
ance of  such  new  certificate  or  account 
book. 

S  145.3  Bonus  on  savings  accounts— 
(a)  Monthly  payment  accounts.  The 
members  of  a  Federal  savings  associa- 
tion which  has  a  charter  not  inconsistent 
with  the  provisions  of  this  section  may. 
by  bylaw  provision,  obligate  the  associa- 
tion to  pay  a  bonus  for  regular  payments 
on  savings  accounts.  Thereafter,  any 
member  of  such  association  desiring  a 
bonus  shall  agree  to  make  regular 
monthly  payments  of  a  .specified  amount 
on  a  savings  account  until  the  with- 
drawal value  thereof  is  equal  to  at  least 
200  times  the  agreed  monthly  payment, 
and  if  the  agreed  monthly  payments  are 
made  each  and  every  month  thereafter 
until  the  withdrawal  value  of  such  sav- 
ing.s  account  is  equal  to  at  least  200  times 
the  agreed  monthly  payment,  without  a 
delay  of  more  than  60  days  in  the  pay- 
ment of  any  monthly  payment  and  with- 
out any  prepayment  of  more  than  12 
months,  and  if  within  such  period  no 
application  has  been  made  for  with- 
drawal of  any  part  of  such  savings  ac- 
count, the  bonus  shall  be  payable  on  the 
date  on  which  the  withdrawal  value  of 
such  savings  account  equals  or  exceeds 
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200  times  the  agreed  monthly  payment. 
The  bonus  rate  on  such  savings  account 
shall  be  1  percent  per  annum  and  the 
amount  of  the  bonus  shall  be  determined 
as  follows; 

Divide  the  dollar  amount  of  each  semi-  , 
annual  distribution  of  earnings  on  such 
savings  account  by  a  figure  equal  to  the 
annual  rate  of  each  such  semiannual 
distribution;  and  the  amount  of  the 
bonus  shall  be  the  sum  of  the  quotients 
obtained:  Provided,  however ,  That  if  a 
meml>er  who  has  agreed  to  make  regular 
monthly  payments  on  a  savings  account 
under  this  plan  shall  apply  for  the  with- 
drawal of  such  account  in  part  or  in  full, 
or  shall  fail  to  meet  any  of  the  other 
terms  of  the  bonus  agreement -after  such 
account  shall  have  reached  d)  at  least 
50.  but  less  than  100.  times  the  agreed 
monthly  payment  on  such  account  in  ac- 
cordance with  the  terms  of  the  agree- 
ment, such  member  shall  be  entitled  to 
receive.  In  addition  to  the  withdrawal 
value  of  such  account,  a  bonus  equiva- 
lent to  25  percent  of  the  amount  of  the 
reserve  for  bonus  which  is,  at  the  time  of 
such  withdrawal,  properly  allocable  to 
such  account;  (2)  at  least  100.  but  less 
than  150,  times  the  agreed  monthly  pay- 
ment. 50  percent  of  such  amount;  and 
(ill)  at  least  150.  but  less  than  200.  times 
the  agreed  monthly  payment.  75  percent 
of  such  amount. 

(b»  Lump-sum  accounts.  The  mem- 
bers of  a  Federal  savings  association 
which  has  a  Charter  N  may.  by  bylaw- 
amendment  and  in  accordance  with  the 
provisions  thereof,  obligate  the  associa- 
tion to  pay  a  bonus  on  long-term  sav- 
ings accounts  of  $1,000.00  or  more:  Pro- 
vided. That  no  such  amendment  may 
obligate  the  association  to  pay  a  bonus 
on  savings  accounts  the  withdrawal 
value  of  which  for  a  period  of  at  least 
five  years  immediately  preceding  the  dis- 
tribution of  any  bonus  has  at  any  time 
been  less  than  $1,000.00.  Such  bonus 
shall  be  in  the  form  of  additional  partic- 
ipation thereafter  in  the  net  earnings 
of  such  Federal  savings  association  at 
a  rate  not  to  exceed  one-half  of  1  per- 
cent per  annum  of  the  amount  in  such 
long-term  savings  account  which  has 
remained  in  such  account  for  the  min- 
imum period  of  time  (not  less  than  5 
years  >.  as  fixed  by  the  bylaw  amend- 
ment, which  shall  be  credited  to  the  sav- 
ings account  or  paid,  as  directed  by 
the  owner,  as  of  June  30  and  E>ecember 
31  of  each  year  while  the  savings  ac- 
count remains  eligible  for  such  bonus. 

(c)  Limitation  on  bonus  rights.  Not- 
withstanding any  other  provision  of  this 
section,  no  savings  account  shall  be  en- 
titled to  participate  in  more  than  one 
bonus  at  the  same  time.  If.  except  for 
the  provision  hereof,  any  such  savings 
account  would  be  entitled  to  participate 
in  both  bonuses  at  the  same  time,  the 
holder  of  such  savings  account  shall  have 
the  election  as  to  which  bonus  he  shall 
receive. 

(d)  Existing  bonus  rights.  The 
holder  of  a  savings  account  of  a  Fed- 
eral savings  association  which  has  a 
Charter  K  and  which  amends  such  char- 
ter by  the  adoption  of  Charter  N  shall, 
upon  the  exchange  of  such  savings  ac- 
count for  a  savings  account  issued  un- 
der Charter  N.  have  the  rights  and  priv- 


ileges, and  be  subject  to  the  duties  and 
liabilities,  provided  In  this  section,  as  If 
originally  created  under  the  provisions 
hereof:  Provided,  That  the  savings  ac- 
count so  exchanged  entitled  the  holder 
thereof,  at  the  time  of  such  exchange, 
to  an  interest  In  any  reserve  for  bonus 
created  under  the  provisions  of  such 
Charter  K. 

(e)  Bonus  Reserve.  A  Federal  sav- 
ings association  that  is  obligated  to  pay 
a  bonus  to  any  of  the  holders  of  its  sav- 
ings accounts  for  regular  monthly  pay- 
ments thereon  shall  establish  and  main- 
tain a  Reserve  for  Bonus  sufficient  to 
meet  the  bonus  obligation.  The  board 
of  directors  may  transfer  to  surplus  or 
to  other  reserves  any  excess  In  the  Re- 
serve for  Bonus. 

(f)  Abolition  of  bonus  plan.  The 
members  of  a  Federal  savings  a.ssociation 
may.  by  amendment  of  such  association's 
bylaws,  abolish  any  bonus  plan  as  to  sav- 
ings accounts  opened  after  the  effective 
date  of  such  action. 

§  145.4  Retirement  of  Government  in- 
vestments—ia)  Upon  call.  Requests  for 
the  retirement  of  investments  In  a  Fed- 
eral savings  association  by  the  Secretary 
of  the  Treasury  and  by  the  Home  Own- 
ers' Loan  Corporation  shall  be  made  in 
accordance  with  law;  the  basis  for  com- 
puting the  amount  which  the  Secretary 
of  the  Treasury  or  the  Home  Owners' 
Loan  Corporation  may  at  any  time  re- 
quest a  Federal  savings  a.ssociation  to 
retire  shall  be  the  original  amount  of 
separate  Investjnents  In  such  association 
made  5  years  or  more  prior  to  the  date 
of  such  request,  and  the  original  amount 
of  each  such  separate  investment  shall 
be  Included  in  the  said  basis  until  such 
time  as  the  investment  would  have  been 
fully  retired  had  separate  requests  been 
made  for  the  retirement  of  each  such 
investment  and  had  the  retirements  been 
applied  accordingly.  Retirements  shall 
be  applied  to  the  investment  first  made 
by  the  Secretary  of  the  Treasury  or  the 
Home  Owners'  Loan  Corporation  and  not 
previously  retired. 

(b)  Prior  to  call  date.  A  Federal  sav- 
ings as.sociatlon  may  retire  Investments 
by  the  Secretary  of  the  Treasury  and  by 
the  Home  Owners*  Loan  Corporation  in 
advance  of  the  date  on  which  such  in- 
vestments may  be  called  for  retirement 
by  requesting  from  time  to  time  volun- 
tary withdrawal  of  investments  by  the 
Secretary  of  the  Treasury  and  by  the 
Home  Owners'  Loan  Corporation  in  the 
same  order  as  applications  for  retirement 
of  such  investments  would  be  made  by 
the  Secretary  of  the  Treasury  or  the 
Home  Owners'  Loan  Corporation  under 
the  provisions  of  law  and  of  this  section. 
All  such  retirements  will  be  deducted 
from  the  next  succeeding  calls  for  re- 
tirement which  the  Secretary  of  the 
Treasury  or  the  Home  Owners'  Loan 
Corporation  is  authorized  by  law  and  reg- 
ulation to  make,  and  shall  be  applied  in 
like  manner  on  retirements  made  upon 
call.  No  request  for  the  privilege  of  re- 
tiring any  Investment  by  the  Secretary 
of  the  Treasury  will  be  approved  by  the 
•  Board  unless  such  request  Is  received  by 
it  at  its  office  in  Washington.  D.  C.  with- 
in 30  days  subsequent  to  the  last  preced- 
ing June  80  or  December  31,  accom- 
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panied  by  a  check,  postal  money  order,  or 
bank  draft  In  the  amount  of  the  Invest- 
ment sought  to  be  retired  together  with 
any  net  earnings  declared  but  unpaid. 

(c)  Return  of  evidence  of  investment. 
The  receipt,  certificate  or  other  evidence 
of  Investment  by  the  Secretary  of  the 
Treasury  or  the  Home  Owners'  Loan  Cor- 
poration will  be  returned  to  a  Federal 
savings  association  upon  the  retirement 
In  full  of  the  Investment  represented  by 
such  Instrument;  partial  retirements  of 
Investments  will  be  evidenced  by  appro- 
priate endorsement  on  the  receipt,  cer- 
tificate or  other  evidence  of  the  invest- 
hient. 

(d)  Withdrawal  fee.  No  Federal  sav- 
ings association  shall  charge  any  with- 
drawal, repurchase  or  other  fee  or  sum 
of  money  for  or  in  connection  with  the 
retirement  of  any  Investment  In  such 
association  by  the  Secretary  of  the 
Treasury  or  by  the  Home  Owners'  Loan 
Corporation. 

BORROWED  MONEY 

§  145.5    Power -to  borrow.    A  Federal 
savings  association  may  borrow  money 
within  the  limitations  of  its  charter.  In 
an  aggregate  amount  not  exceeding  one- 
half  of  its  capital;  the  amount  which 
may   be   borrowed   from   sources   other 
than  a  Federal  home  loan  bank  shall  not 
exceed   one-tenth   of   such   capital.     A 
.sub.sequent  reduction  of  capital  shall  not 
in  any  way  affect  outstanding  obligations 
for  borrow-ed  money.     Notwithstanding 
the  foregoing  limitations,   any  Federal 
savings  association  may.  with  prior  ap- 
proval by  the  Board,  borrow  from  a  Fed- 
eral home  loan  bank  or  from  any  Fed- 
eral agency  or  instrumentality  without 
limitation,  except  as  expressed  In  such 
as.sociation's  charter,  upon  such  terms 
and  conditions  as  may  be  required  by 
such  bank  or  agency.    A  Federal  savings 
a.<.sociatlon  may  pledge  or  otherwise  en- 
cumber any  of  Its  assets  to  secure  Its 
debts. 

LOANS 

§  145.6    Real  estate  loans. 

i  145.6-1  Lending  powers  under  sec- 
tions 13  and  14  of  Charter  K.  Any  Fed- 
eral savings  association  which  has  Char- 
ter K  may,  under  sections  13  and  14 
thereof,  make  the  following  types  of 
loans  on  the  security  of  first  liens  on  im- 
proved real  estate  and  the  use  by  such 
an  a.s.sociation  of  loan  plans,  practices, 
and  procedures  which  comply  with  the 
applicable  provisions  of  §5  145.6  to  145.6- 
13,  are  hereby  approved  by  the  Board: 

<a»  Homes  or  combination  of  homes 
and  business  property— {D  Monthly  in- 
stallment loans.  Installment  loans  may 
be  made  on  homes  or  combination  of 
homes  and  business  property  for  an 
amount  not  in  exce.ss  of  75  percent  of  the 
value  thereof,  repayable  monthly  with- 
in 20  years  or.  If  an  insured  or  guaran- 
teed loan,  within  the  period  acceptable 
to  the  Insuring  or  guaranteeing  agency: 
Provided,  That,  when  the  members  of 
such  an  association  have  authorized 
loans  to  be  made  for  an  amount  exceed- 
ing 75  percent  of  the  value,  such  loans 
•nay  be  made  up  to  the  percentage  of 
value  authorized  by  the  members  but 
'lot  in  excess  of; 
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(1)  80  percent  of  the  value.  If  the  loan 
Is  not  an  Insured  or  guaranteed  loan; 

(11)  The  maximum  percentage  of  the 
value  acceptable  to  the  Insuring  agency, 
If  an  Insured  loan; 

(lil)  80  percent  of  the  value,  plus  the 
amount  guaranteed  If  a  guaranteed  loan, 

(2)  Other  installment  loans.  Loans 
of  any  type  that  such  an  association  may 
make  on  a  monthly  Installment  basis 
may  also  be  made  with  interest  payable 
at  least  semi-annually  and  with  regular 
periodic  principal  installments  payable  at 
least  annually  In  an  amount  sufficient  to 
retire  the  debt.  Interest  and  principal, 
within  5  years,  or,  subject  to  the  limita- 
tions of  §  145.6-7  (for  which  purpose  all 
such  loans  as  are  not  fully  repayable 
within  5  years  shall  be  deemed  "Non- 
installment  Loans"),  within  15  years: 
Provided,  That  Insured  or  guaranteed 
loans  may  be  repayable  upon  such  terms 
as  are  acceptable  to  the  insuring  or  guar- 
anteeing agency, 

(3)  Loans  without  full  amortization. 
Loans  of  any  type  that  such  an  associa- 
tion may  make  on  a  monthly  Installment 
basis  may  also  be  made  without  full 
amortization  of  principal :  Provided,  That 
except  for  Insured  or  guaranteed  loans. 
Interest  shall  be  payable  at  least  semi- 
annually and  any  such  loan  may  be  made 
for  an  amount  not  In  excess  of  50  per- 
cent of  the  value  and  for  a  term  of  not 
more  than  5  years:  And  provided  further. 
That,  if  the  members  have  authorized 
Joans  to  be  made  without  full  amortiza- 
tion up  to  such  higher  percentage,  such 
loans  may  be  made  for  an  amount  not  in 
excess  of  60  percent  of  the  value  and  for 
a  term  of  not  more  than  3  years. 

<b)  Other  improved  real  estate— (1) 
Monthly  installment  loans.  Installment 
loans  may  be  made  on  other  Improved 
real  estate  for  an  amount  not  in  excess 
of  50  percent  of  the  value  thereof,  repay- 
able monthly  within  20  years  or,  of  an 
Insured  or  guaranteed  loan,  within  the 
period  acceptable  to  the  insuring  or  guar- 
anteeing agency:  Provided,  That,  when 
the  members  of  such  an  association  have 
authorized  loans  to  be  made  upon  such 
security  for  an  amount  exceeding  50  per- 
cent of  the  value,  such  loans  may  be  made 
up  to  the  percentage  of  value  authorized 
by  the  members  but  not  In  excess  of: 

d)  The  maximum  percentage  accept- 
able to  the  insuring  agency.  If  an  Insured 
loan; 

(ID  75  percent  of  the  value  of  five- 
family  or  six-family  residential  prop- 
erty; 

(iii)  60  percent  of  the  value  of  resi- 
dential property  for  more  than  six  fami- 
lies but  for  not  more  than  twelve 
families; 

(Iv)  6623  percent  of  the  value  of  prop- 
erty used  primarily  for  residential  pur- 
poses: Provided,  That  the  loan  Is  an 
Installment  loan  repayable  monthly 
within  a  period  of  15  years; 

(V)  60  percent  of  the  value  of  real 
estate  which  Is  improved  by  an  Income- 
producing  structure  thereon:  Provided, 
That  the  loan  Is  an  Installment  loan  re- 
payable monthly  within  a  period  of  15 
years ; 

(vl)  The  percentage  of  value  that  .such 
an  association  may  otherwise  lend  under 
this  paragraph  plus  the  amount  guaran- 
tee(l.  If  a  guaranteed  loan:   Provided. 


1109 

That  any  percentage  of  value  may  be 
loaned  If  at  least  20  percent  of  the  loan 
Is  guaranteed. 

(2)  Other  loans.  Loans  of  any  type 
that  such  an  association  may  make  on  a 
monthly  Installment  basis  may  also  be 
made  upon  any  other  plan  of  repay- 
ment: Provided,  That,  except  for  in.sured 
or  guaranteed  loans,  interest  shall  be 
payable  at  least  semiannually  and  any 
such  loan  may  be  made  for  an  amount 
not  in  excess  of  50  percent  of  the  value 
and  for  a  term  of  not  more  than  5  years: 
And  provided  further.  That,  if  the  mem- 
bers have  authorized  loans  to  be  made 
without  full  amortization  up  to  such 
higher  percentage  of  the  value  of  other 
Improved  real  estate  used  primarily  for 
residential  purposes,  such  loans  may  be 
made  for  an  amount  not  In  excess  of  60 
percent  of  the  value  thereof  and  for  a 
term  of  not  more  than  3  years. 

§  145.6-2  Lending  powers  under  sec^ 
tions  11  and  12  of  Charter  E.  Any  Fed- 
eral savings  a.ssociation  which  has 
Charter  E  may.  under  sections  11  and 
12  thereof,  make  monthly  Installment 
loans,  repayable  In  not  less  than  5  nor 
more  than  20  years,  on  the  .security  of 
first  liens  on  homes  or  combination  of 
homes  and  business  property  for  an 
amount  not  in  excess  of  75  percent  of 
the  value  thereof,  and  on  other  Improved 
real  estate  for  an  amount  not  in  excess 
of  50  percent  of  the  value  thereof. 

§  145.6-3  Lending  powers  under  other 
charter  provisions.  Any  Federal  savings 
association  that  has  amended  Charter  K 
by  the  addition  thereto  of  section  14.1 
and  any  Federal  savings  association 
which  has  a  charter  In  any  other  form 
not  inconsistent  with  the  provisions  of 
§§  145.6  to  14!f.6-13,  may.  upon  authori- 
zation by  Its  board  of  directors  and  with- 
out further  action  by  Its  members,  make 
the  following  types  of  loans  and  the  u.se 
by  any  such  association  of  the  applicable 
loan  plans,  practices,  procedures,  and 
maximum  lending  percentages  Is  hereby 
approved  by  the  Board: 

(a)  Any  loan  that  a  Federal  savings 
association  which  has  Charter  K  may 
make  under  §  145.6-1; 

(b)  Any  guaranteed  loan  on  the  se- 
curity of  a  lien  other  than  a  first  lien 
on  real  estate:  Provided,  At  least  20  per- 
cent of  the  loan  is  guaranteed. 

§  145.6-4  Participation  loans.  Any 
Federal  savings  association  may  partici- 
pate with  other  lenders  In  making  loans 
of  any  type  that  such  an  association  may 
otherwise  make:  Provided,  That: 

(a)  The  real  estate  security  Is  located 
within  such  association's  regular  lending 
area; 

(b)  Each  of  the  lenders  Is  either  an 
Instrumentality  of  the  United  States 
Government  or  is  Insured  by  the  Federal 
Savings  and  Loan  Insurance  Corpora- 
tion or  by  the  Federal  Deposit  Insurance 
Corporation. 

§145.6-5  Purchase  of  loans.  Any  Fed- 
eral savings  association  may  purchase 
loans  of  any  type  that  it  may  make:  Pro- 
vided, That  no  loan  may  be  purchased 
from  an  affiliated  institution  without  the 
prior  approval  of  the  Board,  or  from  a 
director,  officer  or  employee  of  such  asso- 
ciation, or  from  any  person  or  firm  reg- 
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ularly  serving  such  assoclaUon  In  the 
capacity  of  attorney-at-law:  ^"^  pro- 
vided further.  That  If  such  an  association 
increases  its  savings  accounts  as  a  pari 
of  any  such  purchase  it  shall  obta  n  such 
approval  as  is  required  by  the  rules  and 
regualtions  for  Insurance  of  accounts 


5  145  6-6     Lending  area.    The  regular 
lending  area  of  a  Federal  savings  asso- 
ciation  consists   of  the  area  within   a 
radius  of  fifty  miles  from  such  assoc  a- 
tion's  home  office  and.  in  the  case  of  a 
Federal  savings  association  which  is  con- 
verted from  a  State-chartered  insUu- 
tion    that  territory  beyond  fifty  miles 
from  its  home  office  in  which  such  asso- 
ciation made  loans  while  operating  under 
State  charter.    Any  Federal  savings  as^o- 
elation  may  make  loans  in  its  regular 
fendTng  area  and.  within  the  15-percent^ 
of-assets  limitation  as  defined  in  §  145.6- 
7  in  other  territory:  Provided.  That  sucn 
aWiation  shall  comply  with  the  pro- 
visions of  the  rules  and  regulations  for 
insurance  of  accounts  with  respect  to 
loans  on  the  security  of  real  estate  lo- 
cated more  than  fifty  miles  from  the  as- 
sociation's home  office.    Each  converted 
association  that  desires  to  continue  to 
make  loans  beyond  fifty  miles  from  its 
home  office  in  territory  in  which  it  made 
loans  while  operating  under  State  char- 
ter shall  file  with  the  Board  a  map  show- 
ing the  territory  within  which  such  asso- 
ciation made  loans  while  operating  under 
Ktatp  charter.    For  the  purpose  of  this 
section  a'county  is  the  unit  of  -terri^ry' 
in  which  a  converted  association  made 
loans  beyond  a  radius  of  fifty  miles  from 
Its  home  office  while  operating  under 
State  charter 
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slstent  with  the  provisions  of  85  J*5f  to 
145.ft-13.  is  exempt  from  the  limitations 
of  this  section. 

§  145  6-8  Loans  to  directors,  officers, 
or  employees.  A  Federal  savings  asso- 
ciation may  not  make  any  real  estate 
loans  to  a  director,  officer,  or  employee  of 
the  association,  or  to  any  person  or  firm 
regularly  serving  the  association  in  tne 
capacity  of  attorney-at-law.  except  loans 
on  the  security  of  a  first  lien  on  the  home 
or  combination  of  home  and  business 
property  owned  and  occupied  by  sucn 
borrowing  director,  officer,  employee,  at- 
torney or  firm 


5  145  6-7   Real  estate  loans  and  invest- 
ments   subject    to    15-percent-of-assets 
limitation.    Any  Federal  savings  associa- 
tion may  make  loans  of  the  types  enu- 
merated in  paragraphs  (a>  through  (d) 
of  this  section  on  the  security  of  first 
Hens  on  improved  real  estate  only  when 
the  resulting  aggregate  amount  of  tne 
following  investments  does  not  exceed  IJ) 
nercent  of  the  association's  assets: 
*^(a)  Loans  in  excess  of  $20,000.  after 
deducting  each  part  of  any  such  loan    f 
secured  by  a  blanket  mortgage,  which  is 
apportionable  in  an  amount  not  exceed- 
ing $20  000  to  each  home  or  combination 
of  home  and  business  property  which  is 
a  part  of  the  security:  ^    „oi 

(b>  Loans    on    other    Improved    real 

\o  Loans  on  Improved  real  estate  lo- 
cated beyond  the  association's  regular 

lending  area; 

{d>  Non-installment  loans; 
(e>  Real  estate  owned,  except 

(1)  Property  owned  and  occupied  by 
the  association  as  an  office; 

(2)  Homes  or  combination  of  homes 
and  business  property  which  are  located 
within  the  regular  lending  area  and  which 
have  a  book  value  of  not  more  than 
$20,000  each: 

Provided.  That  any  guaranteed  loan,  at 
least  20  percent  of  which  Is  guaranteed, 
made  by  any  Federal  savings  association 
that  has  amended  Charter  K  by  the  addi- 
tion thereto  of  section  14.1,  or  by  any 
Federal  savings  association  which  has  a 
charter  In  any  other  form  not  Incon- 


5  145  6-9    Appraisals.     No  loan  shall 
be  made  by  any  Federal  savings  associa- 
tion until  at  least  two  qualified  persons 
designated  by  its  board  of  directors  shall 
have  submitted  a  signed  appraisal  of  the 
real  estate  security;  or,  if  an  insured  or 
guaranteed  loan,  until  two  qualified  per- 
sons designated  by  the  board  of  directors 
(one  of  whom  may  be  the  appraiser  ac- 
cepted by  the  insuring  or  guaranteeing 
agency)  shall  have  concurred  in  or  ap- 
proved, in  writing,  the  valuation  assigned 
to  the  real  estate  security  by  the  appraiser 
accepted  by  the  insuring  or  guaranteeing 
agency:  Provided.  That  any  Federal  sav- 
ings association  which  has  amended  its 
Charter  by  the  addition  thereto  of  sec- 
tion 14.1  and  any  Federal  savings  asso- 
ciation which  has  a  charter  In  any  other 
form  not  inconsistent  with  the  provi- 
sions of  §§  145.6  to  145.e-13.  may,  when 
authorized  by  its  board  of  directors,  make 
any  loan  after  a  qualified  person  desig- 
nated by  such  board  of  directors  shall 
have  submitted  a  signed  appraisal  of  the 
real  estate  security  and  may  make  any 
Insured  or  guaranteed  loan  on  the  basis 
of  a  valuation  of  the  real  estate  security 
furnished  to  such  Federal  savings  asso- 
ciation by  the  insuring  or  guaranteeing 
agency. 


5  145  6-10    Initial  loan  charges.    No 
director,  officer,  or  employee  of  a  Fed- 
eral savings  association,  and  no  person 
or  firm  regularly  serving  such  associa- 
tion in  the  capacity  of  attorney-at-law. 
rnay  receive  from  the  association  or  from 
any  other  source  any  fee  or  other  com- 
pensation of  any  kind  in  connection  with 
Ihe  procuring  of  any  particular  loan 
from  or  by  such  association.    Borrowers 
may  be  required  to  pay  the  necessary 
initial  charges  in  connection  with  the 
making  of  a  loan.  Including  the  actual 
costs    of    title    examination,    appraisal, 
credit  report,  survey,  drawing  of  paper.s, 
closing  ol  the  loan,  and  other  necessary 
incidental  services  and  costs  Injuch  rea- 
sonable amounts  as  may  be  fixed  by  the 
board  of  directors;  such  necessary  initial 
charges  may  be  collected  by  the  associ- 
ation from  the  borrower  and  paid  to  anj 
persons.  Including  any  such  director  of- 
ficer employee,  attorney  or  firm  render- 
ing such  services.    Upon  the  closing  of 
the  loan,  the  association  shall  furnish 
the  borrower  a  loan  settlement  state- 
ment showing  in  detail  the  charges  or 
fees  the  borrower  has  paid  or  obligated 
himself  to  pay  to  the  association  or  to 
any  other  person  in  connection  with  such 
loan;  and  a  copy  of  such  loan  settlement 
statement  shall  be  retained  in  the  rec- 
ords of  the  association. 


S  145  6-11    Loan  contract.    Each  loan 
shall  be  evidenced  by  note.  bond,  or  other 
instrument  and  shall  be  secured  by  such 
security  Instrument  as  is  in  keeping  with 
sound  lending  practices  in  the  locality 
The  loan  contract  shall  provide  for  full 
protection  to  the  Federal  savings  asso- 
ciation and  shall  be  recorded;  It  shall 
provide  specifically  for  full   protection 
with  respect  to  insurance,  taxes,  assess- 
ments, other  governmental  levies,  main- 
tenance, and  repairs,  and  it  may  pro- 
vide for  an  assignment  of  rents  and  for 
such  other  protection  as  may  be  lawful 
or   appropriate.    Such  Federal  savinu.s 
association  may  pay  taxes,  assessments, 
insurance  premiums,  and  other  similar 
charges  for  the  protection  of  its  interc  .st 
In  the  property  on  which  it  has  loans; 
all  such  payments  may.  when  lawful,  be 
added  to  the  unpaid  balance  of  the  loan. 
A  Federal  savings  association  may  re- 
quire life  Insurance  to  be  assigned  to  it 
by  its  borrowers  as  additional  collateral 
for  loans  on  the  security  of  real  estate; 
such  association  may  advance  premiums 
on  any  such  life  insurance  and.  when 
lawful    may  add  the  premium  so  ad- 
vanced to  the  unpaid  balance  of  the  loan. 
A  Federal  savings  association  may  re- 
quire that  the  equivalent  of  one-twelfth 
of  the  estimated  annual  taxes,  assess- 
ments, insurance  premiums,  and  other 
charges  on  real  estate  security,  or  any 
of  them,  be  paid  in  advance  to  such  as- 
sociation  in   addition   to   interest   and 
principal  payments  on  its  loans,  to  en- 
able the  association  to  pay  such  charges 
as  they  become  due  from  the  funds  so 
received     A  Federal  savings  association 
«;hall  keep  a  record  of  the  status  of  taxes 
assessments,  insurance  premiums,  and 
other  charges  on  all  real  estate  on  whicn 
such  a.ssoclation  has  loans  or  which  Is 
owned  by  it.    All  loan  Instruments  shall 
comply    with    applicable    provisions   of 
law.  governmental  regulations,  and  the 
Federal  savings  association's  charter. 


5  145  6-12    Loan  payments.    Payments 
on  the  principal  indebtedness  of  all  loans 
on  real  estate  security  shall  be  applied 
direct  to  the  reduction  of  such  indebted- 
ness    Payments  on  all  monthly  insian- 
ment    loans,    other    than    construction 
loans.   Insured    loans,    and    guaranteed 
loans,  shall  begin  not  later  than  sixty 
days  after  the  advance  of  the  loan:  in- 
sured loans  and  guaranteed  loans  may  w 
repayable  upon  terms  acceptable  to  ine 
insuring  or  guaranteeing  agency  and  the 
Board  hereby  approves  for  use  by  any 
Federal  savings  association  a  loan  plan 
wherein  payments  on  any  construcuon 
loans  that  such  association  may  other- 
wise  make   under    S§  145.6   to    145  6-1 
shall  begin  not  later  than  6  month.s  after 
the  date  of  the  first  advance.   The  Bo^^ 
hereby  approves  for  use  by  any  Federal 
savings  association,  except  Federal  sav 
ings  associations  that  have  Charter  «-• 
a  loan  plan  wherein  the  association  ma> 
require  the  payment  of  not  more  than 
six  months'   advance    interest   on  tne 
amount  of  any  prepayment  on  a  lo^ 
when  the  aggregate  amount  of  such  pre 
payments  in  any  one  year  equals  or  w 
ceeds  twenty  percent  of  the  original  prin 
cipal  amount  of  the  loan:  Provided. jm^ 
the  loan  contract  makes  express  pro>i 
sion  therefor. 
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1 145.6-13  Reserve  for  uncollected  in- 
terest. A  "Reserve  for  Uncollected  In- 
terest" shall  be  maintained  equivalent 
to  all  interest  in  default  more  than  90 
days. 

§  145.7  Loans  on  savings  accounts. 
Any  Federal  savings  a.ssoclation  may 
make  loans  on  the  security  of  its  sav- 
ings accounts,  whether  or  not  the  bor- 
rower Is  the  owner  of  such  account :  Pro- 
vided, Tliat  the  association  obtains  a 
lien  upon,  or  a  pledge  of.  such  savings 
account  as  security  therefor.  No  such 
loan  may  exceed  the  withdrawal  amount 
of  the  savings  account  securing  the  loan 
or  the  maximum  percentage  thereof 
which  the  association  is  authorized  by 
its  charter  to  lend  upon  such  security, 
whichever  is  less,  and  no  such  loan  may 
be  made  when  the  association  has  any 
application  for  withdrawal  which  has 
been  on  file  more  than  30  days  and  not 
reached  for  payment. 

S  145.8  Unsecured  loans.  Any  Fed- 
eral savings  association  that  has 
amended  Charter  K  by  the  addition 
thereto  of  section  14.1  and  any  Federal 
savings  association  which  has  a  charter 
In  any  other  form  not  Inconsistent  with 
the  provisions  of  this  section  may.  upon 
adoption  of  such  a  loan  plan  by  its  board 
of  directors,  make  or  purchase: 

(a)  Any  unsecured  loan  at  least  20 
percent  of  which  Is  guaranteed  under 
the  provisions  of  the  Servicemen's  Re- 
adjustment Act  of  1944.  as  now  or  here- 
after amended; 

<b)  Slmple-intere.st.  discount,  or 
gross-charge  loans  for  property  altera- 
tion, repair,  or  Improvement  (except 
business  loans  provided  by  section  503 
of  the  Ser\icemen's  Readjustment  Act 
of  1944,  as  now  or  hereafter  amended, 
and  not  secured  by  lien  on  real  estate) 
without  the  security  of  a  lien  upon  such 
property:  Provided.  That: 

'  1 )  The  net  proceeds  of  any  such  loan 
do  not  exceed  $1,500; 

(2)  The  property  is  located  In  such 
a5.soclatlon's  regular  lending  area  as  de- 
fined In  §  145.6  (f ) ; 

<3)  Each  such  loan  Is  evidenced  by  one 
or  more  negotiable  notes,  bonds,  or  other 
written  evidences  of  debt; 

'  4 )  The  resulting  aggregate  amount  of 
all  such  loans  does  not  exceed  an  amount 
equal  to  15  percent  of  such  associations 
assets; 

« 5 )  Each  such  loan  is  repayable  in  reg- 
ular monthly  installments  within  a  period 
of  5  years; 

And  provided  further.  That  any  such 
loan  for  property  alteration,  repair,  or 
improvement  that  Is  accepted  for  Insur- 
ance under  the  provisions  of  the  National 
Hou.sing  Act.  as  now  or  hereafter  amend- 
ed, or  for  Insurance  or  guarantee  under 
the  provisions  of  the  Servicemen's  Re- 
adjustment Act  of  1944.  as  now  or  here- 
after amended,  may  be  repayable  upon 
such  terms  and  within  such  period  as  are 
acceptable  to  the  Insuring  or  guarantee- 
ing agency  and  In  an  amount  not  exceed- 
Inf?  $2,500:  Provided.  That  no  Federal 
savings  association  may  make  any  unse- 
cured loan  to  a  director,  officer,  or  em- 
ployee of  the  association,  or  to  any  person 
or  firm  regularly  serving  the  association 
In  the  capacity  of  attorney-at-law,  ex- 
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cept  for  the  alteration,  repair,  or  im- 
provement of  the  home  or  combination  of 
home  and  business  property  owned  and 
occupied  by  such  borrowing  director,  of- 
ficer, employee,  attorney  or  firm, 

OTHER   INVESTMENTS 

S  145.9  stocks  and  securities.  A  Fed- 
eral savings  association  may  invest  with- 
out limit  In  the  obligations  of,  or  obliga- 
tions guaranteed  as  to  principal  and  in- 
terest by,  the  United  States;  in  stock  of 
a  Federal  home  loan  bank;  and  in  obliga- 
tions of  Federal  home  loan  banks. 

§  145.10     Office   building.     A  Federal 
savings  association  may  Invest  in  an  office 
building  or  buildings,  and  appurtenances, 
for  the  transaction  of  such  association's 
business,  or  for  the  transaction  of  such 
business  and  for  rental:  Provided,  That 
no  such  Investment  may  be  made  without 
the  prior  approval  of  the  Board  if  the  to- 
tal amount  of  the  investment  exceeds  the 
aggregate  amount  of  the  association's 
general  reserves  and  surplus.    A  Federal 
savings  association  may  not  purchase  an 
office  building,  or  any  part  thereof,  or 
land  upon  which  to  erect  an  office  build- 
ing, from  an  affiliated  Institution,  from 
an  officer,  director  or  employee  of  such 
association,  or  from  a  corporation  or  as- 
sociation in  which  any  officer,  director  or 
employee  is  a  stockholder  or  is  an  officer, 
director  or  employee,  or  from  a  partner- 
ship in  which  any  officer,  director  or  em- 
ployee is  a  partner,  without  the  prior  ap- 
proval of  the  Board. 

BROKERAGE  BUSINESS  AND  SALE  OF  LOANS 

§  145.11  Restrictions.  A  Federal  sav- 
ings association  may  not  engage  in  the 
mortgage  brokerage  busine.ss.  A  Federal 
savings  a.ssociation  may  sell  any  loan  at 
any  time  if  the  total  dollar  amount  of 
loans  sold.  Including  such  sale,  within  the 
calendar  year  beginning  January  1,  Im- 
mediately preceding  the  date  of  such  sale, 
does  not  exceed  a  sum  equivalent  to  20 
percent  of  the  dollar  amount  of  all  loans 
held  by  such  Federal  savings  association 
at  the  beginning  of  such  calendar  year. 
The  limitation  upon  the  sale  of  loans  may 
be  adjusted  In  the  case  of  any  Federal 
savings  association  upon  application  to 
and  approval  by  the  Board.  All  loans 
sold  shall  be  sold  without  recourse,  and 
If  under  a  contract  to  service  the  same, 
then  on  a  basis  to  provide  sufficient  com- 
pensation to  the  Federal  savings  associ- 
ation to  reimburse  It  for  expenses  in- 
curred under  Its  service  contract. 

FIDELITY  BONDS 

§  145.12  Bonds  for  directors,  officers, 
employees,  and  agents.  Each  Federal 
savings  association  shall  provide  and 
maintain  a  fidelity  bond  covering  its  di- 
rectors, officers,  employees,  and  agents 
in  the  form  and  amount  required  by  the 
Federal  Savings  and  Loan  Insurance  Cor- 
poration. 

OFFICES 

§145.13  Home  office.  The  home  office 
of  a  Federal  .savings  association  Is  the 
office  established  by  such  association's 
charter;  such  association  shall  be  oper- 
ated from  Its  home  office  and  all  branch 
offices  and  agencies  thereof  shall  be  sub- 
ject to  direction  therefrom.  A  Federal 
savings  association  shall  maintain  at  its 
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home  office  a  complete  record  of  all  busi- 
ness transacted  at  such  office  and  con- 
trol records  of  all  business  transacted  at 
each  of  Its  branch  offices  and  agencies. 

§  145.14    Branch    office.    Subject    to 
prior  approval  by  the  Board,  a  Federal 
savings  association  may  establish  and 
maintain   one  or   more   branch   offices. 
Each  application  by  a  Federal  savings  as-^ 
sociation  for  permission  to  establish  or 
maintain  a  branch  office  shall  state  the 
need  for  such  branch  office;  the  functions 
to  be  performed;  the  personnel  and  office 
facilities  to  be  provided;  the  estimated 
annual  volume  of  business.  Income,  and 
expenses  of  such  branch  office;  and  shall 
be  accompanied  by  a  proposed  annual 
budget  of  such  association .    Any  business 
of  a  Federal  savings  a.ssociation,  except 
the  approval  of  loans,  may  be  transacted 
at  a  branch  office,  as  authorized  by  its 
board  of  directors.    A  detailed  record  of 
all  transactions  of  any  branch  office  of 
a  Federal  savings  a.ssociation  shall  be 
maintained  at  such  office  and  such  con- 
trol records  as  may  be  necessary  for  the 
proper  conduct  of  such  as.sociatlon's  busi- 
ness shall  be  furnished  by  such  branch 
office  to  its  home  office. 

§  145.15    Agency.     Subject    to    prior 
approval  by  the  Board  as  hereinafter 
provided,  a  Federal  savings  association 
may  establish  and  maintain  one  or  more 
agencies   at  which  any  agent  of  such 
association  may  transact  its  business  to 
the  extent  authorized  by  Its  board  of 
directors:  Provided.  That  no  loans  may 
be  approved  and  no  savings  accounts 
may  be  opened  at  any  agency  of  a  Fed- 
eral savings  association.    Each  applica- 
tion for  approval  by  the  Board  of  the 
establishment  or  maintenance  of  a  place 
of  business  as  an  agency  of  a  Federsil 
savings  association  shall  state  the  need 
for  such  agency;   the  functions  to  be 
performed;  the  personnel  and  office  fa- 
cilities to  be  provided;  and  the  estimated 
annual  volume  of  business  and  expenses 
of  such  agency.    A  Federal  savings  asso- 
ciation may.  without  approval   by  the 
Board,  establish  or  maintain  any  agency 
the  functions  of  which  are  limited  to  the 
servicing  of  loans  and  contracts,  or  to 
the  management  or  sale  of  real  estate 
owned,  or  to  any  combination  of  such 
functions;  temporary  or  incidental  agen- 
cies may  likewise  be  established  for  in- 
dividual transactions  or  for  special,  tem- 
porary purposes.    An  original  record  of 
all  business  of  a  Federal  savings  associa- 
tion transacted  at  any  agency  thereof 
shall  be  kept  by  such  agency  and  such 
reports  of  business  so  transacted  shall 
be  made  to  a  branch  office  or  to  the  home 
office  of  such  association  as  are  required 
for  the  proper  conduct  and  control  of 
the  association's  affairs. 

§  145.16  Change  of  office  location.  A 
Federal  savings  association  may  not 
move  any  office  from  its  immediate  vicin- 
ity without  prior  approval  by  the  Board. 
If  a  Federal  savings  association  changes 
the  location  of  its  home  office  as  fixed  In 
such  association's  charter,  such  charter 
shall  be  appropriately  amended  in  ac- 
cordance with  the  provisions  thereof. 
Each  application  to  the  Board  by  a  Fed- 
eral savings  association  for  permission  to 
move  any  office  of  such  association  from 
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Its  immediate  vicinity  shall  be  supported 
with  a  statement  showing  the  need  for 
Buch  change  of  location,  the  functions  to 
be  performed  by  the  office  at  the  new 
location,  and  the  estimated  expense  of 
removal  to  and  of  maintenance  at  the 
new  location. 

FISCAL  AGENCY 

§  145 17    Potoers    and    duties.    When 
designated  for  that  purpose  by  the  Sec- 
retary of  the  Treasury,  a  Federal  sav- 
ings association  shall  perform  all  such 
reasonable  duties  as  fiscal  agent  of  the 
Government  specified  by  the  Secretary 
of  the  Treasury.    Such  a  Federa  savmgs 
a.ssociatlon    shall    exercise    only    such 
powers  and  privileges  as  a  fiscal  agent 
of  the  Government  as  are  enumerated 
in  regulations  prescribed  by  the  Secre- 
tary of  the  Treasury.    When  the  desig- 
nation for  that  purpose  by  any  other 
instrumentality  of  the  United  States  has 
been  approved  by  the  Board,  a  Federal 
savings   association,  upon  qualification 
for  such  employment,  shall  perform  the 
duties  as  agent  of  such  instrumentality 
specified  by  such  instrumentality  of  the 
United  States.    Such  a  Federal  savuags 
association    shall    exercise    only    such 
powers  and  privileges  as  an  agent  of  any 
other    Instrumentality    of    the    United 
States  as  are  prescribed  by  such  other 
Instrumentality  of  the  United  States. 

BOOK  VALUE  OF  ASSETS 

§  145  18  Adjustments.  The  Board 
may  require  that  any  asset  of  a  Federal 
savings  association  be  charged  off.  to  the 
extent  that  It  has  depreciated  in  value 
or  that  a  special  reserve  or  reserves  equal 
to  such  depreciation  In  value  be  set  up. 

§  145  19  Real  estate  owned.  A  Fed- 
eral savings  association  shall  appraise 
each  parcel  of  real  estate  at  the  time 
of  acquisition  thereof  and  shall  keep  a 
signed  copy  of  such  appraisal  In  Its  rec- 
ords A  Federal  savings  association  may 
not  carry  real  estate  on  its  books  for  a 
sum  in  excess  of  the  total  amount  In- 
vested by  the  association  on  account  of 
such  real  estate,  including  advances, 
costs,  and  Improvements,  but  excluding 
accrued  but  uncollected  Interest. 

RECORDS  AND  REPORTS 

§  145.20  Accounting.  A  Federal  sav- 
ings association  shall  maintain  a  com- 
plete record  of  all  business  transacted 
by  It  and  shall  use  such  forms  and  fol- 
low such  accounting  practices  as  the 
Board  may  from  time  to  time  require. 
A  Federal  savings  a.ssociatlon  shall  close 
Its  books  on  June  30  and  December  31 
of  each  year. 

J  145.21  Annual  reports.  Each  Fed- 
eral savings  association  shall  make  an 
annual  report  of  its  affairs  as  of  Decem- 
ber 31  of  each  year,  on  forms  provided 
by  the  Board;  and  shall  forward  two 
copies  of  each  such  report  to  the  Federal 
home  loan  bank  of  which  the  associa- 
tion Is  a  member,  within  thirty  days  fol- 
lowing the  date  as  of  which  the  report 
is  made. 

S  145.22  Monthly  reports.  The  officers 
of  each  Federal  savings  association  shall 
make  a  monthly  report  to  the  associa- 
tion's board  of  directors  on  forms  pre- 
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scribed  by  the  Board:  and  shall  forward 
one  copy  of  each  such  report  to  the  Fed- 
eral home  loan  bank  of  which  the  asso- 
ciation Is  a  member  and  two  copies  to 
the  Home  Loan  Bank  Board.  Washington. 
D  C.     (The  Board  has  approved  a  form 
of  "Monthly  Report."  copies  of  which 
any  Federal  savings  association  may  ob- 
tain from  any  Federal  home  loan  bank.) 
I  145.23    Statement    of    condition. 
Within  the  month  of  January  of  each 
year,  each  Federal  savings  association 
shall  either  mall  to  each  of  Its  members, 
at  his  last  address  appearing  on  the  asso- 
ciation's books,  or  publish  In  a  newspaper 
printed  In  the  English  language  and  of 
general  circulation  in  the  county  in  which 
the  association's  home  office  Is  located, 
a  statement  of  condition  of  the  associa- 
tion as  of  December  31  immediately  pre- 
ceding, in  form  prescribed  by  the  Board. 
(The  Board  has  prescribed  a  form  of 
"Statement  of  Condition,"  an  Illustrative 
copy  of  which  may  be  obtained  from  any 
Federal  home  loan  bank  or    from    the 
Home  Loan  Bank  Board.  Washington. 
D.  C.)    Within  five  days  after  eacrt  such 
statement  of  condition  has  been  so  mailed 
or  publl-shed.  a  certification  to  such  effect, 
signed  by  an  executive  officer  of  such 
Federal  savings  association,  together  with 
a  copy  of  the  statement  of  condition,  shall 
be  transmitted  by  the  association  to  the 
Home  Loan  Bank  Board,  Washington. 
D.  C.  and  to  the  Federal  home  loan  bank 
of  which  the  association  Is  a  member. 

EXAMINATIONS  AND  AUDITS 

§  145.24  Supert;isori/  examinations. 
Each  Federal  savings  association  shall 
be  examined,  with  appraisals  when 
deemed  advisable,  at  least  annually  by 
the  Board. 

§  145.25  •  Audits.  Unless  a  Federal  sav- 
ings association  is  audited  at  least  once 
each  year  by  auditors  and  in  a  manner 
satisfactory  to  the  Board  and  two  copies 
of  such  audit,  certified  by  the  auditor,  are 
promptly  filed  with  the  Board  through 
the  Federal  home  loan  bank  of  which 
such  associaUon  is  a  member,  the  exam- 
ination of  such  association  made  pursu- 
ant to  the  provisions  of  §  145.24,  shall  in- 
clude an  audit. 

§  145.26  Cost.  The  cost,  as  deter- 
mined by  the  Board,  of  each  examination 
of  a  Federal  savings  association.  Includ- 
ing office  analysis  thereof,  audit,  and  any 
appraisals  made  In  connection  therewith, 
and  of  other  supervision  by  the  Board, 
shall  be  paid  by  such  association. 

ANNUAL  MEETINGS  OF  MEMBERS 

§  145  27   Notice.   A  Federal  savings  as- 
sociation shall  either  publish  a  notice  of 
Its  annual  meeting  of  members  once  a 
week   for  the   two   successive   calendar 
weeks  (In  each  Instance  on  any  date  of 
the  week )  Immediately  prior  to  the  week 
In  which  such  annual  meeting  shall  con- 
vene, in  a  newspaper  printed  in  the  Eng- 
lish language  and  of  general  circulation 
in  the  city  or  county  In  which  the  home 
office  of  the  Federal  savings  association 
Is  located,  or  mall  a  copy  of  such  notice, 
postage  prepaid,  at  least  15  days  and  not 
more  than  30  days  prior  to  the  date  on 
which  such  annual  meeting  shall  convene 
to  each  of  Its  members  of  record  at  his 


last  address  appearing  upon  Its  books. 
Such  notice  shall  sUte  the  name  of  the 
Federal  savings  association,  the  place  of 
the  annual  meeting  and  the  time  when  It 
shall  convene.  A  similar  notice  shall  bo 
posted  in  a  conspicuous  place  In  each 
office  of  such  Federal  savings  association 
during  the  14  days  immediately  preced- 
ing the  date  on  which  such  annual  meet- 
ing shall  convene. 
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MERGER 

§  146  1  Definitions.  As  used  In  §§  146  2 
and   146.3.  the  term   (a)     'association 
means  a  Federal  savings  association  and 
any  building  and  loan  a.ssociation,  sav- 
ings  and   loan   as.sociation.   cooperative 
bank  or  homestead  association  organ- 
ized under  the  laws  of  any  of  the  Statts 
or  Territories  of  the  United  States  or  of 
the  EMstrict  of  Columbia:  Provided.  That 
any  such  In.stitutlon  under  the  laws  of 
the  Jurisdiction  of  its  creation  Is  em- 
powered to  merge  or  consolidate  with  a 
Federal  savings  a.ssoclation:  (b)  "merp- 
Ing  association"  means  any  association 
absorbed  by  merger:  and  (c)  "resulting 
a.ssociatlon"  m^ans  the  Federal  savings 
association  which  continues  its  corporate 
existence  after  absorbing  one  or  more 
merging   as.sociations   in   a   merger   ef- 
fected under  the  provisions  of  the  rules 
and  regulations  In  this  subchapter. 

§  146.2  Procedure:  effective  date. 
Two  or  more  as.sociations  may  merge  in 
the  manner  hereinafter  set  forth:  Pro- 
vided. That  any  merging  association 
which  Is  not  a  Federal  savings  associa- 
tion shall  first  (a>  either  be  or  become  a 
member  of  a  Federal  home  loan  bank; 
(b>  comply  with  the  requirements  of  law 
of  the  jtu-i.sdlction  of  Its  creation:  and 
(c)  obtain  the  vote  to  convert  required 
by  subsection  (1)  of  section  5  of  Home 
Owners'  Loan  Act  of  1933  (48  Stat.  646; 
12  U.  S.  C.  1464  (D).  as  amended: 

Each  association,  by  a  majority  vole  of 
its  boards  of  directors,  shall  approve  a 
plan  of  merger  evidenced  by  a  merpcr 
agreement.    The  merger  agreement  .'-hall 
state  that  It  shall  not  be  effective  unless 
and  until  approved  by  the  Board  and 
shall  specify  (a)  which  of  the  association.^ 
is  to  be  the  resulting  association:   'b' 
the  name  to  be  used  by  the  resultlnK  as- 
sociation; (c)  the  location  of  the  home 
office  of  the  resulting  association:    d' 
the  basis  upon  which  the  saving.^  ac- 
counts of  the  resulting  association  .-nai 
be    issued:    and    (e)     the    number   oi 
directors,  and  the  names  and  residence 
addresses  of  all  persons  chosen  to  .^er\e 
as   directors   of   the   resulting   associa- 
tion, together  with  the  term  for  whicn 
each  such  director  shall  serve.    Applica- 
tion for  approval  by  the  Board  of  tne 
merger  as  provided  by  the  said  merger 
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agreement  shall  be  made  by  filing  with 
the  Federal  home  loan  bank  of  which  at 
least  one  of  the  associations  is  a  member 
two   copies   of   the   merger   agreement, 
properly  executed  in  the  name  of  the 
re.spective  associations,  and  two  certified 
copies  of  the  minutes  of  all  of  the  meet- 
ings of  the  respective  boards  of  directors 
at  which  the  plan  of  merger  was  consid- 
ered and  approved;  and,  if  any  of  the 
merging  a.ssociations  is  not  a  Federal  sav- 
ings a.s.sociation  it  shall  submit  a  pre- 
liminary application  for  conversion  as 
provided  in   §  143.9  of  this  subchapter. 
Upon   receipt   of   such   application   the 
Board  will  (a)   disapprove  the  merger; 
<bi  approve  the  merger;  or  (O  recom- 
mend modifications  of  the  plan  of  merger 
as  .submitted;  if  the  modifications  recom- 
mended by  the  Board  are  accepted  by  the 
directors  of  each  of  the  a.ssociations,  they 
shall    thereupon    amend    such    merger 
agreement  accordingly  and  shall  submit 
the  amended  merger  agreement  in  the 
same  manner  as  hereinabove  provided. 

For  the  purposes  of  this  section,  the 
approval  of  a  merger  involving  a  merg- 
ing association  which  is  not  a  Federal 
savings  association  shall,  without  the  is- 
suance of  a  charter,  constitute  the  ap- 
proval by  the  Board  of  the  conversion 
of  such  merging  association  into  a  Fed- 
eral savings  a.s.sociation.     In  the  event 
that  any  plan  of  merger  provides  for  a 
change  of  name  or  change  of  location  of 
the  home  office  of  the  resulting  a.ssocia- 
tion.  the  charter  of  such  resulting  asso- 
ciation  shall   be  amended   accordingly. 
The  charters  of  all  merging  Federal  sav- 
in^;s  a.ssociations  shall  be  surrendered  to 
the  Board  for  cancellation.     The  effec- 
tive date  of  a  merger  shall  be  the  date 
on  which  the  merger  is  approved  by  the 
Board  unle.ss  otherwise  stated  in  such 
approval;  approval  of  the  merger  auto- 
matically cancels  the  Federal  charter  of 
each  of  the  merging  as.sociations  as  of 
the  effective  date  of  the  merger. 


DEPARTMENT     OF     COMMERCE 

Office  of  International  Trade 

(Case  No.  44 1 
Henry  Robinson 

ORDER    suspending    LICENSE    PRIVILEGES 

This  proceeding  was  instituted  on  Oc- 
tober 11.  1948.  by  the  transmission  of  a 
chargmg  letter  to  the  above-named  re- 
spondent, wherein  the  Office  of  Inter- 
national Trade  charged  respondent  with 
having  violated  section  6  of  the  act  of 
July  2.  1940  (54  Stat.  714).  as  amended, 
and  the  regulations  promulgated  there- 
under, by  using  to  effect  the  exportation 
of  tin  plate  from  the  United  States,  vali- 
dated export  licenses  Nos.  901569  and 
903670,  i.ssued  to  Transmares  Corpora- 
tion, 15  William  Street,  New  York.  N.  Y., 
and  validated  export  license  No.  964101 
issued  to  E.  T.  Barrett,  8  Bridge  Street.' 
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8  146.3     Transfer  of  assets  upon  mer- 
ger.   Upon  the  effective  date  of  the  mer- 
ger, as  provided  in  5  146.2.  all  of  the  as- 
sets and  property  of  every  kind  and  char- 
acter, real,  personal  and  mixed,  tangible 
and  intangible,  choses  In  action,  rights. 
and  credits  then  owned  by  the  merging 
associations,  or  which  would  inure  to 
any  of  them,  shall  Immediately  by  oper- 
ation of  law  and  without  any  conveyance 
or  transfer  and  without  any  further  act 
or  deed,  be  vested  in  and  become  the 
property   of   the   resulting    association, 
which  shall  have,  hold,  and  enjoy  the 
same  in  its  own  right  as  fully  and  to  the 
same  extent  as  if  the  same  were  pos- 
sessed, held,  and  enjoyed  by  the  merg- 
ing a.ssociations  prior  to  such  merger; 
and  the  resulting  a.ssoclation  shall   be 
deemed  to  be  and  shall  be  a  continuation 
of  the  entity  and  identity  of  the  Fed- 
eral savings  a.ssociatlon.  which  absorbed 
the  merging  a.s.sociations;  and  all  of  the 
right.s   and   obligations  of   the   merging 
as.sociations   shall    remain    unimpaired, 
and  the  resulting  a.ssociatlon,  on  the  ef- 
fective date  of  such  merger,  shall  suc- 
ceed to  all  of  such  rights  and  obliga- 
tions and  the  duties  and  liabilities  con- 
nected therewith. 

?  146  4  Voluntary  di.ssolution.  The 
board  of  directors  of  any  Federal  savings 
a.s.sociation  may  propo.se  a  plan  for  the 
di.ssolution  of  such  a.ssociatlon.  Such 
plan  may  provide  for  (a  >  the  Federal  Sav- 
ings and  Loan  Insurance  Corporation  to 
be  appointed,  in  accordance  with  the 
provisions  of  sections  405  and  406  of  the 
National  Housing  Act.  as  amended  <48 
Stat.  1259,  49  Stat.  299;  12  U.  S.  C.  1728 
1729',  and  pertinent  regulations  of  such 
corporation,  as  receiver  for  the  purpose 
of  liquidation;  (b)  all  as.sets  of  the  asso- 
ciation to  be  transferred  to  another  thrift 
and  home-financing  Institution  under 
Federal  or  State  charter  for  a  sufficient 
amount  of  cash  to  pay  all  obligations  of 
the  a.s,sociation  and  to  retire  all  outstand- 
ing  share  accounts   up   to  the  amount 
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credited  thereto:  ^c>  the  transfer  of  all 
assets  to  another  thrift  and  home-financ- 
ing institution  under  Federal  or  State 
charter  in  consideration  of  the  payment 
of  all  outstanding  obligations  of  the  asso- 
ciation and  the  issuance  of  share  ac- 
counts or  other  evidence  of  interest  to 
the  members  of  the  Federal  association 
on  a  pro  rata  ba.sis;  or  (dt   dissolution 
in  such  other  manner  as  may  be  proposed 
by  the  directors  and  which  to  them  ap- 
pears to  be  to  the  best  interest  of  all  con- 
cerned.    Such  plan  shall  thereupon  be 
submitted  to  the  Board  for  approval,  to- 
gether with  a  statement  of  the  rea.sons 
for  proposing  dissolution  and  the  reasons 
for  the  plan  submitted.    If  it  appears  to 
the  Board  that  dis.solution  is  advisable 
and  that  the  plan  of  di.s.solution  submit- 
ted is  in  the  Interest  of  all  concerned 
the  Board  will  approve  the  plan;  If  the 
plan  .submitted  appears  to  be  inadvisable 
the  Board  will  either  make  recommenda- 
tions to  the  a.ssoclation  concerning  the 
plan  or  disapprove  it.     When  a  plan  of 
dis.solution   has   been   approved   by   the 
board  of  directors  of  a  Federal  savings 
association  and  by  the  Board,  such  plan- 
shall  be  .submitted  to  the  members  of  .such 
a.ssociatlon  at  a  duly  called  meeting  and 
when  approved  by  a  majority  of  the  votes' 
cast  at  such  meeting,  shall  become  effec- 
tive.    When  dissolution  has  been  con- 
summated in  accordance  with  the  plan 
approved  by  the  Board,  a  certificate  evi- 
dencing that  fact,  supported  by  such  evi- 
dence as  the  Board  may  require    shall 
forthwith  be  filed  with  the  Board.' Upon 
receipt  of  evidence  satisfactory  to  the 
Board  that  such  di.ssolution  has  been  so 
consummated,  the  Board  will  terminate 
the  corporate  existence  of  the  dissolved  ' 
Federal  savings  association  and  its  char- 
ter shall  thereby  be  cancelled. 

By  the  Home  Loan  Bank  Board. 
's^^AL]  H.  Caulsen. 

Assistant  Secretary. 
|F.    R.    Doc.    49  1847;    Filed.    Mar.    10.    1949- 
8:49  a.  m.| 


NOTICES 


New  York,  N.  Y..  without  authorization 
by  the  Office  of  International  Trade  and 
by  exporting  tin  plate  from  the  United 
States  under  validated  export  licenses 
Nos.  936664  and  922262.  in  quantities  In 
excess  of  those  authorized  by  said  li- 
censes and  the  regulations  promulgated 
by  the  Office  of  International  Trade 

Hearings  were  held  on  said  charges 
pursuant  to  notice  duly  given  in  New 
York  City  on  October  25.  November  19 
and  November  20.  1948.  before  the  Com- 
pliance Commissioner  of  the  Office  of  In- 
ternational Trade.  Respondent,  as  well 
as  the  Office  of  International  Trade,  was 
represented  by  counsel,  and  the  Compli- 
ance Commissioner,  after  receiving  the 
evidence  presented  and  after  due  consid- 
eration of  the  record,  on  February  17, 
1949.  filed  his  report  In  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 


that  respondent  is  now  and  at  all  times 
relevant  to  this  pioceeding  was  engaged 
In  the  business  of  buying  and  selling  mer- 
chandise in  export  trade,  with  offices  at 
62  William  Street,  New  York,  N.  Y.  It 
further  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  the  charge  of  excessive  shipments 
of  tin  plate  under  export  licenses  Nos 
936664  and  922262  was  not  substantiated 
and  was  withdrawn  at  the  hearing  by 
counsel  for  the  Office  of  International 
Trade. 

It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that  the  charges  of  unauthorized 
use  by  respondent  of  export  licen.ses  Nos 
901569,  903670  and  964101.  as  set  forth 
In  the  above-mentioned  charging  letter, 
have  been  substantially  proved  and  that 
the  respondent,  as  alleged  in  said  charg- 
ing letter,  did.  In  fact,  on  or  about  Octo- 
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ber  15.  1947,  export  tin  plate  from  the 
United  States  under  validated  export  li- 
censes Nos.  901569  and  903670  which  were 
Issued  by  the   Office   of   International 
Trade  to  said  Tran.smares  Corporation, 
as  licensee,  and  under  validated  export 
license  No.  964101  which  was  issued  by 
the  Office  of  International  Trade  to  said 
E.  T.  Barrett,  as  licensee,  without  au- 
thorization by  the  Office  of  International 
Trade.    It  thus  appears  from  the  record, 
and  the  Compliance  Commissioner  has 
found  as  a  fact,  that  re.spondent  know- 
ingly used  export  licenses  which  had  not 
been  lawfully  transferred  to  him,  and 
cduld  not  lawfully  be  used  by  him  under 
any  contractual  arrangement  with  the 
named    licensees    without    appropriate 
amendment  or  transfer  authorized  by  the 
Office  of  International  Trade.    It  thereby 
further  appears  from  the  record,  and  the 
Compliance     Commi.ssioner     has     also 
found,  that  respondent  violated  section 
6  of  the  act  of  July  2.  1940  (54  Stat.  714). 
as   amended,  and  the  regulations  pro- 
mulgated thereunder. 

The  Compliance  Commissioner  has  ac- 
cordingly recommended  that  respondent 
be  denied  the  privilege  of  obtaining  or 
using  or  participating  directly  or  indi- 
rectly in  the  obtaining  or  using  of  export 
licenses,  including  general  licenses,  for  a 
period  of  six  months  from  the  date  of 
this  order;  that  such  denial  be  made  ap- 
plicable to  any  partnership  of  which  re- 
spondent is  or  shall  become  a  member, 
or  any  corporation  in  which  he  has  or 
shall  obtain  a  controlling  interest,  or  in 
which  he  has  or  shall  obtain  a  pasition 
In  which  it  is  part  of  his  duties  to  supply 
Information  necessary  for  obtaining  ex- 
port licen.ses  under  the  Export  Control 
Act;  and  that  the  Director  of  the  Com- 
modities Division,  Office  of  International 
Trade,  should  determine,  after  appropri- 
ate consultation  with  the  General  Coun- 
sel for  the  Office  of  International  Trade, 
whether    the    order    so    recommended 
should  preclude  the  issuance  of  an  ex- 
port license  upon  application  bearing  IT 
Cases  No.  1407295  for  exportation  of  cer- 
tain tin  plate  which  originated  in  Canada 
and  which  is  now  held  in  bond  in  the 
United  States,  and  which  application  is 
now  under  consideration  by  the  Office 
of  International  Trade. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered  together  with  the 
record  in  this  matter  and  it  appears  from 
examination  of  the  record  that  such 
findings  are  .supported  by  the  record  and 
that  such  recommendations  should,  with 
one  exception,  be  adopted.  The  hearing 
in  this  case  closed  on  November  20,  1948, 
and  for  various  reasons  it  was  not  pos- 
sible for  the  Compliance  Commissioner 
to  present  his  findings  and  recommenda- 
tions prior  to  February  17,  1949.  If  the 
period  of  suspension  were,  as  recom- 
.  mended,  to  begin  on  the  date  of  this 
order,  respondent  would,  in  effect,  be  sub- 
jected to  a  suspension  of  export  license 
privileges  for  a  period  of  time  substan- 
tially in  excess  of  the  six  months  recom- 
mended, since  no  export  licenses  have 
been  sought  by,  or  granted  to,  respondent 
tince  November  20,  1948  (with  the  ex- 
ception of  pending  application  bearing 
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IT  Case  No.  1407295).  and  it  would  seem 
that  the  pendency  of  this  proceeding  has 
been  a  deterrent  to  the  filing  of  applica- 
tions. Suspension  of  license  privileges 
for  a  period  of  six  months  is  equitable 
on  the  facts  of  this  case,  but,  in  the  light 
of  the  foregoing,  should  not  operate 
wholly  prospectively.  In  fairness,  the 
six-months'  period  should  be  treated  as 
equivalent  to  two  quarterly  licensing 
periods  and  it  has  therefore  been  deter- 
mined that  the  period  of  suspension 
should  commence  as  of  January  1.  1949. 
and  run  to  June  30,  1949. 

In  accordance  with  the  recommenda- 
tions of  the  Compliance  Commissioner, 
I  have  consulted  with  the  General  Coun- 
sel and  have  concluded  that  the  order 
herein  shall  be  without  prejudice  to  the 
consideration  and  granting,  if  authorized, 
of  an  export  license  under  application 
bearing  IT  Case  No.  1407295. 

Now,  therefore,  it  is  ordered  as  fol- 
lows : 

(1)  Respondent  is  hereby  denied  the 
privilege  of  obtaining  or  using  or  par- 
ticipating directly  or  indirectly  in  the 
obtaining  or  using  of  export  licenses,  in- 
cluding general  licenses,  from  January 
1,  1949,  to  June  30,  1949. 

(2t  Such  denial  of  export  hcensing 
privileges  shall  extend  to  any  partner- 
ship to  which  respondent  is  or  shall  be- 
come a  member,  or  any  corporation  in 
which  he  has  or  shall  obtain  a  con- 
trolling interest,  or  in  which  he  has  or 
shall  obtain  a  position  In  which  It  is 
part  of  his  duties  to  supply  information 
necessary  to  obtain  export  licenses  under 
the  Export  Control  Act. 

(31  This  order  is  without  prejudice  to 
the  further  consideration  by  the  Office 
of  International  Trade  and  the  grant- 
ing, if  authorized,  of  an  export  license 
to  respondent  under  application  bear- 
ing IT  Case  No.  1407295  which  is  now- 
pending  before  the  Office  of  Interna- 
tional Trade. 
Dated:  March  7,  1949. 

John  W.  Evans. 
Director.  Commodities  Division. 

[F.    R.    Doc.    49  1844;    Piled.   Mar.    10,    1949; 
8:48  a.  m.l 


Without  limiting  the  scope  of  th«  Is- 
sues presented  by  said  application,  par- 
ticular attention  will  be  directed  to  the 
following:  matters  and  questions: 

1.  Whether  the  proposed  air  transpor- 
tation will  be  in  the  public  interest,  as  d»- 
fined  in  section  2  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended. 

2.  Whether  the  applicant  is  fit,  willinc 
and  able  to  perform  such  transportation 
and  to  conform  to  the  provisions  of  the 
act  and  the  rules,  regulations,  and  re- 
quirements of  the  Board  thereunder. 

3.  Whether  the  authorization  of  llie 
proposed  transportation  is  consistent 
with  any  obligation  a.ssumed  by  the 
United  States  in  any  treaty,  convention 
or  agreement  in  force  between  the  United 
States  and  the  United  Kingdom. 

Notice  is  further  given  that  any  person 
other  than  the  parties  of  record  as  of 
March  8.  1949.  desiring  to  be  heard  in 
this  proceeding  must  file  with  the  Board, 
on  or  before  March  13.  1949.  a  statement 
setting  forth  the  issues  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert. 

For  further  details  of  the  service  pro- 
posed and  the  authorization  requested, 
interested  parties  are  referred  to  the  ap- 
plication and  to  the  examiner's  prehear- 
ing conference  report  served  March  4, 
1949.  The  foregoing  documents  are  on 
file  with  the  Dockets  Section.  Bureau  of 
Hearing  Examiners,  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D,  C.  March  8. 
1949. 

By  the  Civil  Aeronautics  Board. 

ISEAL)  M.  C.  MULLIG/N. 

Secretary. 

[F.   R.   Doc.   49-1843;    Filed,    Mar.    10.    19;9: 
8:48  a.  in.| 


CIVIL  AERONAUTICS  BOARD 

I  Docket  No.  3654] 

Caribbean  International  Airways.  Ltd. 
notice  of  hearing 

In  the  matter  of  the  application  of 
Caribbean  International  Airways,  Ltd.. 
for  a  foreign  air  carrier  permit  author- 
izing nonscheduled  air  transportation  of 
persons,  property  and  mail  between 
Tampa.  Florida,  and  the  Cayman  Islands, 
pursuant  to  section  402  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amended, 
particularly  sections  402  and  1001  of  said 
act,  that  a  hearing  in  the  above-entitled 
proceeding  is  assigned  to  be  held  on 
March  14. 1949.  at  10  a.  m.  (eastern  stand- 
ard time)  in  Room  1011.  Temporary 
Building  Np.  5. 16th  Street  and  Constitu- 
tion Ave.  NW..  Washington.  D.  C.  before 
Examiner  James  M.  Verner. 


FEDERAL  POWER   COMMISSION 

(DocKet  Nos.  E-6185,  E-61951 

Ark\nsas-Missouri  Power  Co.  et  al. 

NOTICE  OF  OPINION  AND  ORDER  CONDITION- 
ALLY AUTHORIZING  MERCER  OR  CONSOLI- 
DATION    OF     FACILITIES,      AND     VAC.MING 

prior  order 

March  7,  1949. 

In  the  matters  of  Arkan.«;as-Mi.ssouri 
Power  Company  and  St.  Francis  Elec 
trie  Generating  Company,  Docket  No. 
E-6185;  Arkansas  Power  &  Light  Com- 
pany and  Arkansas-Mi.ssouri  Power  Com- 
pany, Docket  No.  E-6195. 

Notice  is  hereby  given  that,  on  March 
4,  1949,  the  Federal  Power  Commission 
is.'^ued  its  Opinion  No.  176  and  order  en- 
tered March  4.  1949,  in  the  above-desig- 
nated matters,  conditionally  authorizing 
merger  or  consolidation  of  facilities,  and 
vacating  prior  order  (published  in  the 
Federal  Register  on  February  25.  1949 
(Vol.  14,  No.  37,  p.  871-72)  >.  setting 
hearing  and  suspending  certain  rate 
schedules. 

(seal!  Leon  M.  Fuquay, 

Secretary. 

[P.   R.   Doc.   49-1851:    Filed.   Mar.    10,    l^*^- 
8.50  a.  iu.| 


Friday,  March  11,  1949 
FEDERAL    TRADE    COMMISSION 

(Docket  No.  5557 1 

Consolidated  Mrc.  Co.  it  al. 

ORDER  APPOINTING  TRIAL  EXAMINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING  TESTI- 
MONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the  4th 
day  of  March  A.  D.  1949 

In  the  matter  of  Consolidated  Manu- 
facturing Company,  a  corporation,  and 
Chester  Sax  and  Allen  J.  Sucherman, 
Individuals  and  officers  of  Consolidated 
Manufacturing  Company. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mi.'^sion. 

It  is  ordered.  That  W.  W.  Sheppard,  a 
Trial  Examiner  of  this  Commi-ssion,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  In  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law ; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Piiday,  March  25,  1949,  at  ten 
o'clock  in  the  forenoon  of  that  day  (cen- 
tral standard  time>,  in  Room  1103,  New 
Post  Office  Building,  Chicago,  Illinois. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  Is  directed  to  proceed 
Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and,  after 
ail  intervening  procedure  as  required  by 
law,  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include 
recommended  findings  and  conclusions. 
as  well  as  the  reasons  or  basis  therefor. 
Upon  all  the  material  issues  of  fact.  law, 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

(.SEALl  D.    C.    D.HNIEL, 

Secretary. 

|F    H    Doc.    49  1848;    Filed.    Mar.    10.    1949; 
8:49  a.  m.| 


[Docket   No.  5561) 

Superior  Products  Co.  et  al. 

ORDER  appointing  TRIAL  EXAMINER  AND 
HXING  TIME  AND  PLACE  FOR  TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  iity  of  Washington.  D.  C.  on  the  4th 
•la.v  of  March  A.  D.  1949. 

In  the  matter  of  Superior  Products,  a 
corporation,  and  M.  Robert  Sax,  Allen  J. 
Sucherman.  and  Jack  Morley.  Individuals 
and  officers  of  Superior  Products  Com- 
pany 

Thl^  matter  being  at  issue  and  ready 
•or  th.'  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
No.  47 3 
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thorlty  vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  W.  W.  Sheppard.  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive  evi- 
dence in  this  proceeding  and  to  perform 
all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  March  23.  1949.  at 
ten  o'clock  in  the  forenoon  of  that  day 
'central  standard  time),  in  Room  1103, 
New  Post  Office  Building.  Chicago,  Illi- 
nois. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and.  after  all 
Intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  Include  rec- 
ommended findings  and  conclusions,  as 
well  as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact.  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 


By  the  Commission. 

(SEAL] 


D.  C.  Daniel. 

Secretary. 


|F.    R.    Doc.   49-1849;    Filed.   Mar.    10.    1949; 
8:50  a.  m.] 


[Docket  No.  5634] 


Middle  Atlantic  Distributors,  Inc., 

ET  AL. 

ORDER  appointing  TRIAL  EXAMINER  AND 
riXING  TIME  AND  PLACE  FOR  TAKING  TESTI- 
MONY 

At  a  regular  ses.sion  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Wa.shington,  D.  C,  on  the  3d 
day  of  March  A.  D.  1949. 

In  the  matter  of  Middle  Atlantic  Dis- 
tributors, Inc..  a  corporation;  Paul  H. 
Coughlin.  president  and  director,  Mur- 
doch J.  F^nlay.son,  vice  president  and 
director,  William  R.  Lichtenberg.  secre- 
tary and  director,  individually  and  as 
officers  and  directors  of  Middle  Atlantic 
Distributors.  Inc.,  Docket  No.  5634. 

This  matter  being  at  i-ssue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  William  L.  Pack,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipts  of  evidence 
begin  on  Monday,  March  14,  1949,  at  two 
o'clock  in  the  afternoon  of  that  day 
<e.  s.  t.),  in  Room  332,  Federal  Trade 
Commission  Building,  Washington,  D.  C. 
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Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
Intervening  procedure  as  required  by 
law,  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  Include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  issues  of  fact.  law. 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

'SEAL]  D.C.  Daniel. 

Secretary. 

[F.   R.   Doc.   49-1850;    Filed,   ular.    10,    1949; 
8:50  a.  m.j 


SECURITIES  AND  EXCHANGE 
COMMISSION 

IFUe  No.  70-20441 

Central  Maine  Power  Co. 

ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  7th  day  of  March  A.  D.  1949. 

Central  Maine  Power  Company  ("Cen- 
tral Maine"),  a  public-utility  company 
and  a  direct  subsidiary  of  New  England 
Public  Service  Company,  a  registered 
holding  company  which  in  turn  is  a  direct 
subsidiary  of  Northern  New  England 
Company,  also  a  registered  holding  com- 
pany, has  filed  an  application  and 
amendments  thereto  pursuant  to  the 
third  sentence  of  section  6  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  with  respect  to  the  following  trans- 
action: 

Central  Maine  proposes  to  Issue  and 
sell  for  cash  $5,000,000  principal  amount 
of  its  first  and  General  Mortgage  Bonds. 
Series  R,  to  be  dated  March  1,  1949,  and 
to  mature  March  1,  1979.  The  company 
further  proposes  to  offer  the  bonds  at 
competitive  bidding  pursuant  to  Rule 
U-50.  The  Interest  rate,  the  price  at 
which  the  bonds  will  be  offered  to  the 
public,  the  commissions  to  be  paid  to 
underwriters  and  the  proceeds  to  the 
company  will  thereafter  be  supplied  by 
amendment. 

Said  application  having  been  filed  on 
January  31,  1949;  notice  of  such  filing 
having  been  duly  given  in  the  manner 
pre.scribed  by  Rule  U-23  under  said  act; 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to 
said  application  within  the  perlodi  pre- 
scribed in  said  notice,  or  otherwi.sej  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  finding  that  the  i.ssue 
and  sale  of  such  securities  are  solely  for 
the  purpose  of  financing  the  busine.ss  of 
the  company,  and  in  particular  for  the 
purpo.se  of  retiring  $5,000,000  of  Central 
Maine's  short-term  debt;  and  that  such 
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Issue    and    sale    have    been    expressly 
authorized,  subject  to  the  entry  of  a 
supplemental  decree  with  respect  to  price 
and  Interest  rate,  by  the  Public  Utilities 
Commission  of  Maine,  the  State  In  which 
the  applicant  Is  organized  and  doing  busi- 
ness; and  deeming  it  appropriate  to  grant 
the  request  of  applicant  that  for  the 
purposes  of  this  proceeding  the  ten-day 
period  for  the  invitation  of  bids  be  short- 
ened to  six  days  and  that  the  order  herein 
become  effective  upon  its  Issuance,  and 
deeming  It  appropriate  to  reserve  juris- 
diction with  respect  to  the  matters  spec- 
ified below: 

It  is  ordered.  That  the  application  as 
amended  be.  and  It  hereby  Is  granted, 
and  that  for  the  purposes  of  this  pro- 
ceeding the  ten-day  period  for  the  In- 
vitation of  bids  as  prescribed  by  Rule 
U-50  be.  and  it  hereby  Is,  shortened  to 
a  period  of  not  less  than  six  days,  all 
«;ubject.  however,  to  the  provisions  of 
Rule  U-24mnd  to  the  following  terms 
and  conditions: 

(1)  That  the  proposed  issue  and  sale 
of  securities  shall  not  be  consummated 
until  the  resulUs  of  competitive  bidding 
and  the  final  order  of  the  Public  Utili- 
ties Commission  of  Maine  with  respect 
to  such  proposed  issue  and  sale  shall 
have  been  made  a  matter  of  record  in 
this  proceeding  and  a  further  order  shall 
have  been  entered  by  us  on  the  basis 
of  the  record  so  supplemented,  which 
order  shall  contain  such  terms  and  con- 
ditions, If  any.  as  may  then  be  deemed 
appropriate.  Jurisdiction  being  reserved 
for  this  purpose;  and 

(2>  That  jurisdiction  be  reserved  with 
respect  to  the  payment  of  all  legal  and 
accounting  and  auditing  fees  and  ex- 
penses Incurred  or  to  be  Incurred  In 
connection  with  the  proposed  transac- 
tions. 
By  the  Commission. 

I  SEAL]  Orval  L.  Dubois, 

Secretary. 

IP    R    Doc.   4&-1841:    Piled,   Mar.    10.    1949: 
8:47  a.  m.) 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 


AuTHOBrrr:  40  Stat.  411.  65  Stat.  839.  Pub. 
Laws  322,  871.  79th  Cong..  60  Stat.  60.  926;  60 
use.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  8  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12857) 
GUNTHER  GARLICHS  ET  AL. 

In  re-  Stock  owned  by  Gunther  Gar- 
llchs  and  others.  F-28-29343-I>-l. 
F-28— 29344— D-1 . 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1  That  Gunther  Garlichs.  whose  la.st 
known  address  is  Oldenburgerstrasse  48. 
(23).  Varel.  Oldenburg.  Germany.  Is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2  That  the  personal  representatives. 
heirs,  next  of  kin.  legatees  and  distrlb- 
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utees  of  Mlcke  Goetz.  deceased,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: Three-tenths  (*ioths)  of  a  share 
of  $100  par  value  (new)  common  capital 
stock  of  Los  Angeles  Investment  Com- 
pany.  3450   West  Vernon   Avenue.  Los 
Angeles.  California,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Cali- 
fornia, evidenced   by  a  certificate   for 
three  (3)  shares  of  $10  00  par  value  (old) 
common  capital  stock  of  the  aforesaid 
company,  numbered  AO  5050.  registered 
In  the  name  of  Gunther  Garlichs.  and 
presently  in  the  custody  of  the  aforesaid 
Lost  Angeles  Investment  Company,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon  and  any  and  all  rights  to 
exchange  the  aforesaid  certificate  for  a 
new  certificate  for  $100  par  value  com- 
mon capital  stock. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to  or  which  is  evidence  of 
ownership  or  control  by  Gunther  Gar- 
lichs. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

4   That  the  property  described  as  fol- 
lows:    Nine-tenths  ("loths)   of  a  share 
of  $100  par  value  (new)  common  capital 
stock  of  Los  Angeles  Investment  Com- 
pany.  3450   West  Vernon   Avenue.   Los 
Angeles.  California,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Cali- 
fornia, evidenced  by  certificates  for  nine 
(9)  shares  of  $10.00  par  value  (old*  com- 
mon capital  stock  of  the  aforesaid  com- 
pany, numbered  AO  5564  and  AO  8728 
registered  In  the  name  of  Micke  Goetz. 
together  with  all  declared  and  unpaid 
devldends  thereon  and  any  and  all  rights 
to  receive  a  certificate  for  $100.00  par 
value  (new)  common  capital  stock. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Mickc  Goetz. 
deceased,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees  of  Micke 
Goetz,  deceased,  referred  to  In  subpara- 
graph 2  hereof,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 
All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
February  24.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Proper tu. 

[P.   R.   Doc.   49-1853;    Filed.   Mar.   10.    l:.4v 
8:60  a.  xn] 


[Vesting  Order  128561 

Heinrich  Forster 


In  re :  Debts  owing  to  Heiiulch  For.sler. 
F-28-29396-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1  That  Heinnch  Forster.  whose  la  t 
known  address  is  Espachstrasse  6.  Ucbei  - 
lingen  Bodensee.  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  de.-^ig- 
nated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: ^        ., 

a   That  certain  debt  or  other  obliga- 
tion owing  to  Heinrich  Forster,  repre- 
sented by  Claim  No.  2391  against  the 
insolvent  First  National  Bank  and  Trust 
Company  at  Flint,  Flint.  Michigan,  and 
the  third,  fourth  and  fifth  (final)  divi- 
dends in  payment  of  the  aforesaid  claim 
in  the  amounts  of  $17251.  $115.01.  and 
$121.79  respectively,  said  dividend  pay- 
ments presently  on  deposit  In  the  Na- 
tional  Metropolitan   Bank.   15th  Street 
NW    Washington.  D.  C.  in  an  account 
entitled  "Comptroller  of  Currency.  Un- 
claimed Dividends   Account",   and  any 
and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce,  and  col- 
lect the  aforesaid  debt  or  other  obliga- 
tion and  any  and  all  rights  in.  to  and  un- 
der the  aforesaid  claim;  and 

b   That  certain  debt  or  other  obliga- 
tion owing  to  Heinrich  Forster.  repre- 
sented bv  Claim  No.  5106  again.^t  the 
Insolvent  Capital  National  Bank  of  Un- 
«:ing  Michigan,  and  the  fourth,  fifth  and 
sixth   (final)    dividends  In  payment  o 
the  aforesaid  claim  in  the  amounts  ol 
S5160.    $25  80    and    $24  92    respectively, 
said  dividend  payments  presently  on  de- 
posit in  the  National  Metropolitan  Ban>., 
613  15th  Street  NW..  Washington  D.  c  . 
in  an  account  entitled  •Comptroller  oi 
Currency.     Unclaimed     Dividends    Ac- 
count", and  any  and  all  rights  to  de- 
mand, enforce,  and  collect  the  afore- 
said debt  or  other  obligation  and  any  ana 
all  rights  in,  to  and  under  the  aforesaia 
claim, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  dei  >• 
erable  to.  held  on  behalf  of.  or  on  accour 
of.  or  owing  to.  or  which  is  evidence  oi 
ownership  or  control  by.  the  aforesaiQ 
national  of  a  designated  enemy  couniD 
(Germany) ; 
and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per5tf» 
named  in  subparagraph  1  hereof  Is  w^ 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

Tiiere  is  hereby  vested  in  the  Attorney 
Citneral  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  .sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  •national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
February  24.  1949. 

For  the  Attorney  General. 

fsEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[¥.   R     Doc.   49-1852;     Filed.   Mar.    10.    1949; 
8:50  a.  m.l 


(Return  Order  262 1 
AucDSTE  Louis  Marie  Antoine  Rouy 

Having  considered  the  claim  set  forth 
below  and  having  i.ssued  a  determina- 
tion allowing  the  claim,  which  is  Incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erly, described  below  and  in  the  deter- 
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mlnatlon,  including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  to 
Return   Publi.shed,   and   Property 

Auguste  Louis  Marie  Antoine  Rouy.  New 
Yorlc,  N.  Y.;  Claim  No.  29663;  January  27.  1949 
(14  F.  R  3731;  Property  described  In  Vesting 
Order  No.  666  (8  F.  R.  504-7,  April  17.  1943) 
relating  to  United  States  Letters  Patent  No. 
2,151.280.  This  return  shall  not  be  deemed 
to  Include  the  rights  of  any  licensees  under 
the  above  patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C,  on 
March  3,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Ba?elon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-1856;    Plied.    Mar.    10.    1949; 
8:51  a.  m.l 


Mrs.  Erminia  Locatelli 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 


1117 

Claimant.  Claim  No.,  Property,  and  Location 

Mrs.    Erminia    Locatelli.    Cambridge,    Md.; 
5188;  $1,268.26  In  the  Treasury  of  the  United 

States. 

Executed   at   Washington.   D.   C.   on 
March  3.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-1854;    Filed.   Mar.    10,    1949; 
8:50  a.  m.| 


Hildegard  B\eck  Bierman 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Hildegard  Baeck  Bierman.  New  Vorlc,  N.  "y.; 
5907;  $1,966  00  In  the  Treasury  of  the  United 
States. 

Executed  at  Washington.  D.  C.  on 
March  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  Ge7ieral, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-1855;    Filed,    Mar.    10.    1949; 
8:50  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Grapefruit  Reg.  64] 

Part  955 — GRAPEniuiT  Grown  in  Arizona  ; 
Imperial  County,  Calif.;  and  in  that 
Part  of  Riversidi  Cottnty.  Calif.,  Sit- 
uated South  and  East  of  the  San 
GoRcoNio  Pass 

limitation  of  shipments 

S  955.325  Grapefruit  Regulation  64— 
(a)  Findings.  (1 )  Pursuant  to  the  mar- 
keting agreement  and  Order  No.  55  (7 
CFR,  Cum.  Supp..  955.1  et  seq.)  regulat- 
ing the  handling  of  grapefruit  grown  In 
the  State  of  Arizona;  in  Imperial  County, 
California;  and  in  that  part  of  Riverside 
County.  California,  situated  south  and 
east  of  the  San  Gorgonlo  Pass,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  basis 
of  the  recommendation  of  the  Admin- 
istrative Committe  established  under  the 
said  marketing  agreement  and  the  said 
order,  and  upon  other  available  informa- 
tion, It  Is  hereby  found  that  the  limita- 
tion of  shipments  of  such  grapefruit,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circum.stances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  P.  s.  t.,  March  13, 
1949,  and  ending  at  12:01  a.  m.,  P.  s.  t., 
August  31. 1949,  no  handler  shall  ship: 

(i)  Any  grapefruit  grown  in  the  State 
of  Arizona;  in  Imperial  County,  Califor- 
nia; or  in  that  part  of  Riverside  County, 


California,  situated  south  and  east  of  the 
San  Gorgonlo  Pass  which  grade  lower 
than  U.  S.  No.  3  grade:  Provided,  That 
(a)  the  tolerances  for  grade  defects  per- 
mitted for  such  U.  S.  No.  3  grade  shall  not 
include  serious  damage  by  dryness  or 
mushy  condition;  and  (h)  not  to  exceed 
15  percent,  by  count,  of  the  grapefruit 
In  any  lot,  may  be  affected  by  serious 
damage  by  dryness  or  mushy  condition, 
of  which  not  more  than  5  percent,  by 
count,  of  the  grapefruit  in  the  lot,  may 
show  dryness  or  mushy  condition  to  the 
extent  that  more  than  40  percent  of  the 
pulp  is  affected. 

(ii)  Prom  the  State  of  California  or 
the  State  of  Arizona  (a)  to  any  point  out- 
side thereof  in  the  United  States,  any 
grapefruit,  grown  as  aforesaid,  which  are 
of  a  size  smaller  than  S'He  inches  in  diam- 
eter, or  (b)  to  any  point  in  Canada,  any 
grapefruit  grown,  as  aforesaid,  which  are 
of  a  size  smaller  than  2iyi6  inches  in 
diameter  ("diameter"  In  each  case  to  be 
measured  midway  at  a  right  angle  to  a 
straight  line  running  from  the  stem  to 
the  blossom  end  of  the  fruit) ,  except  that 
a  tolerance  of  5^  percent,  by  count,  of 
grapefruit  smaller  than  such  minimum 
sizes  shall  be  permitted  which  tolerance 
shall  be  applied  in  accordance  with  the 
provisions  for  the  application  of  toler- 
ance, specified  in  the  revised  United 
States  Standards  for  Grapefruit  (Cali- 
fornia and  Arizona),  12  F.  R.  1975:  Pro- 
vided, That  in  determining  the  per- 
centage of  grapefruit  in  any  lot  which 
are  smaller  than  3^6  Inches  in  diameter, 
such  percentage  shail  be  based  only  on 
the  grapefruit  in  such  lot  which  are  of  a 
size  3>«i6  Inches  in  diameter  and  smaller; 
and  in  determining  the  percentage  of 
grapefruit  in  any  lot  which  are  smaller 
than  2'^i6  Inches  in  diameter,  such  per- 
centage shall  be  based  only  on  the  grape- 
fruit in  such  lot  which  are  of  a  size  S^ie 
inches  in  diameter  and  smaller. 

<2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said  mar- 
keting agreement  and  order;  and  the 
terms  "U.  S.  No.  3."  "serious  damage,"  and 
"dryness  or  mushy  condition"  shall  each 
have  the  same  meaning  as  when  used  in 
the  revised  United  States  Standards  for 
Grapefruit  (California  and  Arizona),  12 
P.  R.  1975.  (48  Stat.  31.  as  amended; 
(Continued  on  p.  1121) 
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Saturday,  March  12,  1949 

7  U.  S.  C.  601  et  seq.;  7  CFR.  Cum.  Supp.. 
855.1) 

Done  at  Washington.  D.  C„  this  8th 
day  of  March  1949. 

[SEAL]  Floyd  F.  Hidlund, 

Acting  Director,  Fruit  and  Vege- 
table Branch.  Production  and 
Marketing  Administration. 

|P.   R.   Doc.   4^1862;    Piled,   Mar.    11,    1949; 
8:46  a,  m.] 


(Oange  Reg.  2711 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

8  966.417  Orange  Regulation  271— (&) 
Findings.  (1)  Pursuant  to  the  provi- 
sions of  Order  No.  66  (7  CFR.  Cum.  Supp., 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  informa- 
tion, it  Is  hereby  found  that  the  limita- 
tion of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  <60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  Insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  The  quantity  of  or- 
anges grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t.,  March^3.  1949,  and 
ending  at  12:01  a.  m..  P.  s.  t.,  March  20, 
1949.  is  hereby  fixed  as  follows: 

(i)  Valencia  oranges,  (a)  Prorate 
District  No.  1:  No  movement; 

(b)  Prorate  District  No.  2:  No  move- 
ment; 

(c)  Prorate  District  No.  3:  Unlimited 
movement. 

(11)  Oranges  other  than  Valencia  or- 
anges.  (a)  Prorate  District  No.  1:  Un- 
limited movement; 

(b)  Prorate  District  No.  2:  625  car- 
loads ; 

(c)  Prorate  District  No.  3:  Unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance    with    the    prorate    base 
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schedule  which  Is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled." 
"handler,"  "carloads."  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  the  said  order; 
and  "Prorate  District  No,  1,"  "Prorate 
District  No.  2,"  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  §  966.107  (11 
F.  R.  10258)  of  the  rules  and  regulations 
contained  in  this  part.  (48  Stat.  31.  as 
amended;  1U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  11th 
day  of  March  1949. 

I  SEAL]  C.  F.  KUNKEL, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

Prorati  Base  Schedxtle 

[12:01   a.  m.  Mar.   13,   1949,  to   12:01   a.  m. 
Mar.  20,  1949) 

ALL   OSANGES   OTHKR  THAN    VALENCIA   ORANGES 

Prorate  District  No.  2 

.  Prorate  base 
Handler                         {percent) 
Total.. 100.  0000 

A.  P.  G.  Alta  Loma-__ .__  .3814 

A.  F.  G.  Corona .3764 

A.  F.  G.  Pullerton .0475 

A.  P.  G.  Orange .0409 

A.  P.  G.  Riverside .7250 

Hazeltlne  Packing  Co .1564 

Placentla  Pioneer  Valencia  Growers 

Association .0652 

Signal  Prult  Association .9019 

Azusa  Citrus  Association 1.3535 

Damerel-AlUson  Co 1.1160 

Glendora  Mutual  Orange  Associa- 
tion    .  5829 

Irwlndale  Citrus  Association .4781 

Puente  Mutual  Citrus  Association.  .0496 
Valencia  Heights  Orchards  Associa- 
tion   .2113 

Covlna  Citrus   Association 1.7012 

Covlna    Orange    Growers    Associa- 
tion   .  5285 

Glendora  Citrus  Association .9813 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .1729 

Gold  Buckle  Association 3.2622 

La  Verne  Orange  Association 3.  8884 

Anaheim  Citrus  Fruit  Association.  .0881 
Anaheim  Valencia  Orange  Associa- 
tion    .0264 

Eadlngton  Fru^  Co.,  Inc .3418 

Pullerton  Mutual  Orange  Associa- 
tion    .8128 

La  Habra  Citrus  Association ,  1243 

Orange    County   Valencia   Associa- 
tion   _  ,0061 

Orangethorpe  Citrus  Association—  .0240 
Placentla  Cooperative  Orange  Asso- 
ciation   ,  0329 

Yorba    Uuda    Citrus    Association, 

The .0117 

Escondldo   Orange   Association .3806 

Alta  Loma  Heights  Cltnas  Associa- 
tion   ___  .3220 

Citrus  Prult  Growers .9210 

Cucamonga  Citrus  Association .4172 

Etlwanda    Citrus     Pruit    Associa- 
tion   _._ 2150 

Old  Baldy  Citrus  Association .0000 

Rlalto  Heights  Orange  Growers .  3865 

Upland  Citrus  Association 2.7824 

Upland    Heights    Orange    Associa- 
tion   1.0084 

Consolidated  Orange  Growers .  0247 

Prances  Citrus  Association .0109 

Garden  Grove  Citrus .0237 

Goldenwest  Citrus  Association .0989 

Olive  Heights  Citrus  Association—  .  0408 
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Prorate  Base  Scheduie — Continued 

ALL  oranges  other  THAN  VALENCIA  ORANGe:^^ 

continued 
Prorate  District  No.  2— Continued 

Prorate  base 
Handler  (percent) 

Santa    Ana-Tustln    Mutual    Citrus 

Association 0.  0217 

Santiago  Orange  Growers  Associa- 
tion  1461 

Tustln  Hills  Citrus  Association .0378 

Villa  Park  Orchard  Association .0383 

Bradford  Bros..  Inc .2378 

Placentla  Mutual  Orange  Associa- 
tion   ,  1652 

Placentla  Orange  Growers  Associa- 
tion   .3545 

Yorba  Orange  Growers  Association.  .  0398 

Call  Ranch .6128 

Corona  Citrus  Association .9364 

Jameson  Co .3773 

Orange    Heights    Orange    Associa- 
tion   1.5622 

Crafton    Orange    Growers    Associa- 
tion    1.2149 

East  Highlands  Citrus  Association.  .4138 

Fontana  Citrus  Association .4097 

Highland  Fruit  Growers .6563 

Redlands  Heights  Groves .8479 

Redlands  Orangedale  Association..  .9785 

Break  &  Sons,  Allen .2446 

Bryn  Mawr  Fruit  Growers  Associa- 
tion   9373 

Mission  Citrus  Association .7860 

Redlands   Cooperative   Fruit   Asso- 
ciation   1.5518 

Redlands  Orange  Growers  Associa- 
tion   1.0136 

Redlands  Select  Groves... .  36O6 

Rialto  Citrus  Association .6510 

Rlalto  Orange  Co .3073 

Southern  Citrus  Association I  .'7269 

United  Citrus  Growers .6564 

Zllen  Citrus  Co .5137 

Andrews  Bros,  of  California. [  0658 

Arlington  HeighU  Citrus  Co. _  .8589 

Brown  Estate,  L.  V.  W l.  8039 

Gavilan  Citrus  Association 1.8976 

Hemet  Mutual  Groves .1792 

Highgrove  Fruit  Association. !6660 

Krlnard  Packing  Co 1.7258 

McDermont  Fruit  Co 1.9911 

Monte  Vista  Citrus  Association 1.2924 

National  Orange  Co .9128 

Riverside  Heights  Orange  Growers 

Association 1  3p67 

Sierra  Vista  Packing  Association.-  .7609 

Victoria  Avenue  Citrus  Association.  2.  6053 

Claremont  Citrus  Association 1.3232 

College   Heights   Orange   &   Lemon 

Association j.  2207 

EI   Camlno   Citrus   Association .4400 

Indian  Hill  Citrus  Association 1.4574 

Pomona  Fruit  Growers  Exchange..  1.  7990 
Walnut  Prult  Growers  Association.  .  4949 
West  Ontario  Citrus  Association..  1.  2756 
El  Cajon  Valley  Citrus  Association.  .  2790 
San  Dlmas  Orange  Growers  Associa- 
tion  1.  2428 

Ball  &  Tweedy  Association .0790 

Canoga  Citrus  Association .0753 

Covlna   Valley    Orange    Co .2024 

North  Whlttler  Heights  Citrus  As- 
sociation   . 1496 

San    Fernando  Fruit   Growers   As- 
sociation   .4519 

San  Fernando  Heights  Orange  As- 
sociation   .4027 

Sierra  Madre-Lamanda  Citrus  As- 
sociation   ,2710 

Camarlllo  Citrus  Association .0108 

Fillmore  Citrus  Association 1.3446 

OJal  Orange  Association .8933 

Plru  Citrus  Association.. 1.3016 

Santa  Paula  Orange  Association..  .  1302 

Tapo  Citrus  Association .0069 

Ventura  County  Citrus  Association.  .  0276 

East  Whlttler  Citrus  Association..  !oiOO 

Whlttler    Citrus    Association .2217 

Whlttler  Select  Citrus  Association.  .  0253 
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Pkorate  Base  Schedulb— Continued 

ALL  ORANGES  OTHEE  THAN  VALENCIA  ORANGES— 

continued 
Prorate  District  No.  2— Continued 

Prorate  base 
Handler  {percent) 

Anaheim   Cooperative   Orange    As- 

scKlatlon 

Bryn   Mawr  Mutual  Orange  Aaso- 

elation -"^^ 

Chula  Vista  Mutual  Lemon   Asso- 

elation -^^O^ 

EKondldo    Cooperative   Citrus   As- 

soclatlon ".'::""  oruiAi 

Euclid  Avenue  Orange  Association.  8. 0»4l 
PuUerton   Cooperative  Orange  As- 

soclatlon  —  . O^"    * 

Garden  Grove  Orange  Cooperative.  ^^^^ 

Inc - _  - 

Golden  Orange  Groves.  Inc. -^"i" 

Highland  Mutual  Groves ^^° 

Index    Mutual    Association -W^i 

La  Verne  Cooperative  Citrus  Asso- 

elation tiLl 

Mentone   Heights  Association -owa 

Olive  Hillside  Groves.  Inc -Oia" 

Orange    Cooperative    Citrus    Asso-  ^^^^ 

elation o' ruia 

Redlands  Foothill  Groves a.  e»a<J 

Redlanda   Mutual   Orange  Assoela- 

.1                                                _  —  • y i«u 

tlon  - „-, 

Riverside  Citrus  Association -  ^ooo 

Ventura  County  Orange  &  Lemon 

Association    "'"'^" 

Whlttler  Mutual  Orange  &  Lemon 

Association    0^30 

Babljuele  Corp  of  Calif... •  ^  ' ' ' 

Borden  Prult  Co.------ —  -  •";'■; 

Cherokee  Citrus  Co.  Inc 1  O^^J 

Chess  CO..  Meyer  W-       — -  -3561 

Evans  Bros.  Packing  Co —  1- 0203 

Gold   Banner   Association Itlo 

Granada  Packing  House •  ih»^ 

HIM  Packing  House.  Fred  A ■^■^^^ 

Inland  Prult  Dealers,  Inc —  -"^y^ 

MacDonald   Fruit   Co.. 1809 

Orange  Belt  Prult  Distributors.. ..  2.0385 

Panno  Prult  Co..  Carlo -0565 

Paramount   Citrus  Association .404J 

Placentla  Orchard  Co.. -  '^^^ 

San   Antonio  Orchard  Co -.-  ^^y-i 

Snyder  &  Sons,  W.  A --  .**53 

Torn    Ranch 0087 

Wall.   E.   T 1.8440 

Western  Fruit  Growers.  Inc..  Red- 

lands   .- -- 2.8748 

IP    R.   Doc.   4»-1988;    Filed.   Mar.    11.    1949; 
2:59  p.  m.l 


RULES  AND  REGULATIONS 

ber  7  1941.  for  dates  for  which  the  Cus- 
toms' Information  Exchange  requested 
certification  for  that  currency  by  the 
Bank-  but  no  rate  or  rates  for  that  cur- 
rency have  been  certified  for  dates  after 
December  7. 1941.  No  values  for  the  Chi- 
nese FRB  yuan  have  been  estimated  and 
proclaimed  pursuant  to  section  522  m) 
of  the  Tariff  Act  of  1930. 

The  Treasury  Department  is  informed 
that  in  March  1938,  the  -provisional  gov 


ment  was  required  to  be  made  of  mer- 
chandise covered  by  bona  fide  orders  so 
registered.  There  is  also  evidence  that 
as  to  certain  classes  of  commodities,  pos- 
sibly including  embroideries,  laces,  wool 
knitted  gloves,  and  certain  related  com- 
modities, the  effective  dafce  when  ship- 
ments from  some  areas  of  North  China 
became  subject  to  the  requirement  of 
surrendering  foreign  exchange  proceeds 
at  the  "Official"  rate  may  have  been 


that  in  March  1938,  tne   Pro^^f^^""'"  .•'"^:      rflferred  at  least  until  January  1.  1940. 
ernmenf  of  North  China  es  ablished  tl^e      clefe  red  at  If^^^^  ^,^^   j^^icates 


Federal  Reserve  Bank  and  proclaimed 
that  its  notes,  the  FRB  yuan,  would  be 
the  sole  legal  tender  within  North  China, 
at  an  exchange  value  equal  to  that  of 
the  rate  fixed  for  the  Japanese  yen.  How- 
ever for  a  considerable  period  of  time 
after  the  inauguration  of  this  system 
commercial  exchange  transactions  in- 
volving conversion  of  the  FRP  yuan  were 
regularly  and  systematically  subject  to 
substantial  discounts  from  the  fixed  rate 
for  that  currency. 

It  Is  understood  that  effective  on  July 
17  1939  export  control  measures  were 
instituted  by  the  "provisional  govern- 
ment" of  North  China  under  which  ex- 
ports from  North  China  (except  to  cer- 
tain areas  or  countries  not  here  relevant) 


Available  information 
that  in  some  areas  of  North  China  there 
were  irregularities  in  the  administration 
of  the  above-mentioned  provision  re- 
garding the  registration  of  orders  re- 
ceived prior  to  July  6.  1939.  such  as  the 
registration  of  purported  orders  that 
were  not  bona  fide  orders  and  the  regis- 
tration of  orders  not  received  until  after 
July  6, 1939.  as  having  been  received  prior 
to  that  date. 

It  also  appears  that  there  may  have 
been  cases  of  exportations  in  which  a  rate 
or  combination  of  rates  not  used  in  pay- 
ment for  the  merchandise  was  used  in 
payment  of  costs,  charges,  or  expenses, 
and  that  in  some  cases  only  the  costs, 
charges,  or  expenses  were  paid  in  PRB 
yuan  and  the  payments  for  the  merchan- 


were  required  to  yield  foreign  exchange  yuan  and  ^^e  paymeu.  .u  u.c  w^.. 
hI  fho  rUp  nf  exDorts  to  the  United  dlse  were  made  in  other  currencies. 
States  this  woild  mean  United  States  Since  the  exceptions  and  special  treat 


dollars).  The  export  control  measures 
provided  that  the  exchange  obtained 
from  exports  was  required  to  be  sold  to 
the  Federal  Reserve  Bank  of  North  China 
through  the  Yokohama  Specie  Bank  at 
the  fixed  "Offlcial"  rate  of  exchange  for 
the  FRB  yuan.  The  shipment  of  exports 
from  North  China  gave  rise  to  the  right 
to  import,  a  relationship  designated  as 
Under  these  export  control 


ment  referred  to  above,  whether  author- 
ized under  the  export  control  measures 
or  practiced  despite  those  measures,  by 
which  shipment  could  be  made  free  from 
the  requirement  of  surrendering  foreign 
exchange  at  the  "Official"  rate  are  not 
known  to  have  been  uniformly  applied 
to  exportations  of  any  particular  types 
of  merchandise  during  any  ascertainable 
periods  of  time,  it  is  not  possible  for  the 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

|T.  D.  52166] 

Part  16 — Liquidation  of  Duties 


{or  ms  experts  fhe  exporter  acquired  the      the  disposition  authorized  by  the  Instruc 
right  to  repurchase  90  percent  of  the 
foreign  exchange  he  had  surrendered, 
and   at   approximately  the   same   rate. 
The  original  seller  could  use  the  ex- 
change so  repurchased  for  the  purpose  of 
paying  for  authorized  importations,  or 
he  could  transfer  his  right  of  repurchase 
to  a  third  party  for  the  same  purpose. 
Upon  transfer  of  the  right  to  repurchase, 
the  original  holder  (seHer)   of  the  ex- 
change realized  a  rate  of  exchange  more 
favorable  than  the  "Officftl"  rate.    Thus, 
the  export  control  regulations,  in  effect, 
required  that  10  percent  of  the  foreign 
currency  proceeds  of  exports  Un  the  case 
of  exports  to  the  United  States  this  would 


mean  United  States  dollars)  be  perma- 


tions  set  forth  below. 

In  the  case  of  any  Importation  of  mer- 
chandise exported  from  North  China  be- 
tween July  17,  1939,  and  December  7. 
1941.  in  which  appraisement  has  been 
withheld  or  liquidation  suspended  pend- 
ing determination  of  a  proper  rate  or 
rates  for  the  Chinese  FRB  yuan  for  use 
for  customs  purposes,  the  appraiser  and 
collector  shall  proceed,  respectively,  with 
the  appraisement  and  liquidation  accord- 
ing to  the  following  procedure,  subject 
to  the  requirements  and  conditions  out- 
lined below: 

1.  No  rate  of  exchange  .shall  be  used 
for  customs  purposes  under  these  in- 
structions except  a  rate  or  rates  certl- 


„sT,.CT.o»,  .o,  co»v.,s.o.  or  r.......      Sy  sC^enderVd  atThr-Offlci,!"  rate       «ed  by  the  Federa.  Reserve  B.„K„,  New 

RESERVE  BANK  OF  NORTH  CHINA  YUAN  FOR      ^^^  permitted  the  remaining  90  per  cent      York  for  the  date  of  exportation  oi 


PURPOSE  or  ASSESSMENT  OF  DUTY  ON  MER 
CHANDISE  EXPORTED  FROM  CHINA  PRIOR  TO 
DECEMBER    7.    1941 

Reference  is  made  to  cases  in  which 
appraisement  has  been  withheld  or  liqui- 
dation has  been  suspended  pending  the 
determination  of  the  proper  rate  or  rate* 
for  the  Federal  Reserve  Bank  of  North 
China  yuan,  hereinafter  referred  to  as 
the  Chinese  FRB  yuan,  for  customs  pur- 
poses. ,      __    , 

The  Federal  Reserve  Bank  of  New  York 
has  certified  two  rates  for  the  Chinese 
FRB  yuan,  one  designated  the  "Official" 
rate  and  the  other  the  "Free"  rate,  for 
the  period  from  July  17.  1939.  to  Decem- 


to  be  used  by  the  importer  or  resold  by 
him  at  the  "Free"  rate. 

Information  available  to  the  Treasury 
Department  indicates  that  these  export 
control  regulations  were  not  universally 
applied.    For  example.  It  appears  that 
provision  was  made  under  the  export 
control  measures  for  exportation  of  mer- 
chandise  without   surrendering   at  the 
"Offlcial"  rate  of  any  of  the  foreign  cur- 
rency proceeds,  provided  the  merchan- 
dise was  covered  by  bona  fide  orders  reg- 
istered with  the  control  authorities  on  or 
before  July  6. 1939;  and  there  is  no  avail- 
able information  that  any  limitation  was 
placed  upon  the  time  within  which  ship- 


York  for  the 
merchandise. 

2  Where  the  appraisement  is  to  oe 
made  in  North  China  FRB  currency,  the 
appraiser  shall  designate  in  his  report  to 
the  collector  the  cla.ss  or  classes  of  cur- 
rency in  which  appraisement  is  made  by 
using  the  terms  applied  to  the  currency 
of  North  China  by  the  Federal  Reserve 
Bank  of  New  York,  namely.  "Official 
FRB  yuan  or  "Free"  FRB  yuan.  If  both 
classes  are  used  on  a  percentage  basis, 
the  percentage  of  each  shall  be  indicated 

clcftrl V 

3  For  all  purposes  of  appraisement 
and  assessment  of  duties,  the  amountof 
any  value  established  In  Chinese  FR« 
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yuan  shall  be  considered  to  consist  of 
"Offlcial"  FRB  yuan  to  the  extent  of  10 
percent  of  such  amount  and  "Free"  FRB 
yuan  to  the  extent  of  the  remaining  90 
percent,  and  the  "Official"  rate  shall  be 
used  for  the  10  percent  and  the  "Free" 
rate  for  the  remaining  90  percent;  ex- 
cept that: 

(a)  If  the  appraiser  or  collector  has 
credible  information  that  a  rate  or  com- 
bination of  rates  other  than  the  propor- 
tion of  10  percent  at  the  "Official"  rate 
and  90  percent  at  the  "Free"  rate  was 
required  or  permitted  under  the  export 
control  measures  of  the  "provisional  gov- 
ernment" of  North  China  to  be  used  uni- 
formly during  any  period  in  payment  for 
all  exports  of  a  particular  type  of  mer- 
chandise, appraisement  shall  be  with- 
held and  liquidation  shall  be  suspended 
as  to  all  merchandise  of  the  type  in- 
volved during  the  period  involved. 

<b)  If  the  appraiser  or  collector  has 
credible  Information  that  a  rate  or  com- 
bination of  rates  not  used  in  payment 
for  the  merchandise  was  used  in  payment 
of  costs,  charges,  or  expenses,  the  cur- 
rency conversions  for  the  exchange  cov- 
ering payment  for  the  merchandise  and 
for  the  exchange  covering  such  costs, 
charges,  or  expenses  shall  be  calculated 
separately.  If  the  costs,  charges,  or  ex- 
penses are  dutiable  they  shall  be  calcu- 
lated according  to  the  rules  stated  above, 
and  in  the  event  that  any  rate  used  In 
payment  of  such  dutiable  costs,  charges, 
or  expenses  was  a  rate  not  certified  by 
the  Federal  Reserve  Bank  appraisement 
shall  be  withheld  and  liquidation  sus- 
pended. In  deducting  non-dutiable 
costs,  charges,  or  expenses,  the  conver- 
sion of  the  foreign  exchange  shall  be  at 
the  rate  or  rates  actually  used  in  pay- 
ment of  such  costs,  charges,  or  expenses, 
whether  or  not  certified  by  the  Federal 
Reserve  Bank. 

Whenever  appraisement  Is  withheld  or 
liquidation  suspended  a  detailed  report 
shall  be  transmitted  immediately  to  the 
Bureau  of  Customs. 

It  is  understood  that  in  addition  to 
the  certifications  above  mentioned  that 
Federal  Reserve  Bank  has  certified  the 
"Offlcial"  rate  and  the  "Free"  rate  for 
at  least  one  date  prior  to  July  17.  1939, 
and  that  it  will  certify  upon  request 
such  "Offlcial"  and  "Free"  rates  for 
dates  as  early  as  March  11.  1939.  How- 
ever, the  Treasury  Department  does  not 
have  definite  information  as  to  the  use 
of  the  two  rates  for  dates  prior  to  July 
17.  1939.  In  the  case  of  any  importa- 
tion of  merchandise  exported  from 
North  China  prior  to  July  17.  1939.  which 
involves  the  conversion  of  the  Chinese 
FRB  yuan,  appraisement  shall  be  with- 
held and  liquidation  suspended  and  a 
detailed  report  shall  be  transmitted  im- 
mediately to  the  Bureau  of  Customs. 

The  rates  for  the  Chinese  FRB  yuan, 
certified  by  the  Federal  Reserve  Bank 
during  this  period,  were  certified  only 
upon  request  made  through  the  Cus- 
toms Information  Exchange.  The  rates 
so  certified  will  be  circularized  In  a 
C.  I.  E.  circular  to  be  Issued  in  the  near 
future. 

Section  16.4  (c) ,  Customs  Regulations 
of  1943  (19  CFR.  Cum.  Supp..  16.4  (O), 
Is  hereby  amended  by  adding  "Federal 
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Reserve  Bank  of  North  China  yuan"  to 
the  list  of  foreign  currencies  for  which 
Instructions  have  been  Issued  under  sec- 
tion 522  (c)  of  the  Tariff  Act  of  1930  (31 
U.  S.  C.  372  (c))  and  by  placing  oppo- 
site such  addition  the  number  and  date 
of  this  Treasury  decision  and  the  Fed- 
eral Register  citation  thereof. 

(R.  S.  251.  sees.  505.  624,  46  Stat.  732, 
759,  sees.  522,  46  Stat.  739;  19  U.  S.  C. 
66,   1505,   1624.  31  U.  S.  C.   372) 

Notice  of  the  proposed  issuance  of  the 
foregoing  instructions  was  published  in 
the  Federal  Register  on  January  26. 
1949  (14  F.  R.  341).  pursuant  to  section 
4  of  the  Administrative  Procedure  Act 
(Public  Law  404,  79th  Congress).  The 
basis  of  the  instructions  is  section  522 
of  the  Tariff  Act  of  1930  (31  U.  S.  C. 
372)  as  construed  by  the  courts,  and 
their  purpose  is  to  provide  instructions 
for  applying  multiple  rates  of  exchange 
certified  by  the  Federal  Reserve  Bank  of 
New  York  for  currency  conversion  for 
the  assessment  and  collection  of  cus- 
toms duties.  These  Instructions  shall  be 
effective  on  the  date  of  publication  in 
the  Federal  Register,  the  delayed  effec- 
tive date  requirements  of  section  4  (c) 
of  the  Administrative  Procedure  Act  be- 
ing .dispensed  with  because  the  instruc- 
tions relate  to  action  to  be  taken  by 
customs  offlcers  and.  although  affecting 
rights  of  Interested  persons,  do  not  re- 
quire any  action  to  be  taken  by  such 
persons. 

I  SEAL]  Prank  Dow, 

Acting  Commissioner  of  Customs. 

Approved :  March  4. 1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

(F.    R.    Doc.   49-1906:    Piled,    Mar.    11.    1949; 
8:53  a.  m.| 


TITLE  25~INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department  bf  the  Interior 

Subchapter  J — Heirs  and  Wills 

Part  81— Determination  of  Heirs  and 
Approval  of  Wills.  Except  as  to  Mem- 
bers OF  THE  Five  Civilized  Tribes  and 
Osage  Indians 

rehearing  and  appeals 

1.  Paragraph  (a)  of  §  81.17  is  amended 
to  read  as  follows: 

5  81.17  Rehearing,  (a)  Any  person 
who  feels  aggrieved  by  the  decision  of 
the  Examiner  of  Inheritance  may  file  a 
written  petition  for  rehearing  within 
sixty  (60»  days  from  the  date  of  notice 
to  the  parties  of  the  decision.  Any  such 
petition  for  rehearing  must  be  under  oath 
and  must  state  specifically  and  concisely 
the  grounds  upon  which  it  is  based  and 
must  be  accompanied  by  the  sworn  state- 
ments of  at  least  two  disinterested  per- 
sons having  knowledge  of  the  facts.  The 
petition  shall  be  addressed  to  the  Super- 
intendent. The  Superintendent  shall 
promptly  forward  same  to  the  Examiner. 
Such  a  petition  shall  act  as  a  supersedeas 
until  otherwise  directed  by  the  Examiner. 
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2.  Paragraph  (a)  of  8  81.19  is  amended 
to  read  as  follows: 

§  81.19  Appeals,  (a)  Any  person  who 
feels  aggrieved  by  the  action  taken  by 
the  Examiner  of  Inheritance  on  a  peti- 
tion for  rehearing  or  a  petition  for  re- 
opening may.  within  sixty  (60)  days  after 
the  date  of  the  notice  of  the  action  of  the 
Examiner  on  the  petition,  file  with  the 
Superintendent  a  notice  of  appeal  to  the 
Secretary.  Such  notice  of  appeal  shall 
be  In  writing  and  shall  set  forth  the  rea- 
sons for  the  appeal.  Copies  of  the  notice 
of  appeal  shall  be  furnLshed  by  the  ap- 
pellant to  the  Examiner  and  to  all  parties 
who  share  in  the  estate  under  the  deci- 
sion of  the  Examiner,  and  the  notice  of 
appeal  shall  contain  a  certificate  stating 
that  this  has  been  done. 

^Sec.   1.  36  Stat.  855,  37  Stat.  678;   25 
U.  S.  C.  372.  373) 

I  SEAL]  J.  A.  Krug, 

Secretary  of  the  Interior. 

March  7.  1949. 

|F.   R.   Doc.   49-1859;    Filed,   Mar.    11,    1949; 
8:45  a.  m.l 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  A — Incoma  and  Excess  Profits  Taxes 
[T.  D.  5892] 

Part  7 — Taxation  Pursuant  to  Treaties 

subpart — denmark;  taxable  years  begin- 
NING  after   DECEMBER    31,    1947 

Release  of  excess  tax  withheld,  and 
exemption  from,  or  reduction  in  rate  of. 
withholding  under  sections  143  and  144 
of  the  Internal  Revenue  Code  in  the  case 
of  residents  of  Denmark  and  of  Danish 
corporations,  as  affected  by  the  recip- 
rocal income  tax  convention  between  the 
United  States  and  the  Kingdom  of  Den- 
mark, proclaimed  by  the  President  of  the 
United  States  on  December  8.  1948. 

On  December  28,  1948,  notice  of  pro- 
posed rule  making  under  the  income  tax 
convention  between  the  United  States 
and  the  Kingdom  of  Denmark,  pro- 
claimed by  the  President  of  the  United 
States  on  December  8.  1948.  was  pub- 
lished in  the  Federal  Register  (13  F.  R. 
8398).  After  consideration  of  all  such 
relevant  matter  as  was  presented  by  in- 
terested persons  regarding  the  proposal, 
the  following  regulations  are  adopted  for 
the  purposes  of  such  convention.  The.se 
regulations  are  necessary  to  prescribe 
rules  with  respect  to  release  of  excess  tax 
withheld,  and  exemption  from,  or  re- 
duction In  the  rate  of.  withholding  under 
sections  143  and  144  of  the  Internal  Rev- 
enue Code  in  the  case  of  residents  of 
Denmark  and  Danish  corporations,  as 
affected  by  such  convention. 

Sec. 
7.900 
7.901 
7.902 

7.903 


7.904 
7.905 


Introductory. 

Dividends. 

Interest. 

Patent    and    copjrrlght    royalties    and 

film  rentals. 
F»rlvate  pensions  and  life  annuities. 
Release    of    excess    tax    wlthlieltt    at 

source. 
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7  906     Addreaaee  not  actual  owner. 
7.907     Beneflclarlea  of  a  domestic  estate  or 
trust. 

Authorttt:  S  J  7.900  to  7.907  Issued  under 
sec.  62  of  Internal  Revenue  Code  (53  Stat.  32; 
26  U.  S.  C.  62). 

S  7.900  Introductory.  The  income  tax 
convention  between  the  United  States 
and  the  KinKdom  of  Denmark,  signed 
May  6.  1948.  proclaimed  by  the  President 
of  the  United  States  on  December  8. 1948. 
and  effective  as  to  taxable  years  begin- 
ning after  December  31.  1947  (herein- 
after referred  to  as  the  convention) ,  pro- 
vides in  part  as  follows: 

Articlk  I 

(1)  The  taxes  referred  to  In  this  Conven- 
tion are: 

(a)  In  the  case  of  the  United  States  of 
America:  The  Federal  Income  tax.  Including 
surtaxes. 

(b)  In  the  case  of  Denmark: 

The  national  Income  tax.  Including  the 
war  profits  tax. 

The  Intercommunal  Income  tax. 

The  communal  Income  tax. 

(2)  The  present  Convention  shall  also  ap- 
ply to  any  other  taxes  of  a  substantially 
similar  character  Imposed  by  either  con- 
tracting State  subsequently  to  the  date  of 
signature  of  the  present  Convention. 

Article  II 


(1)   As  used  in  this  Convention: 

(a>   The  term  "United  States"  means  the 

United  States  of  America,  and  when  used  In 

a  geographical  sense  Includes  only  the  State*. 

the  Territories  of  Alaska  and  Hawaii,  and  the 

District  of  Columbia. 

(b)  The  term  "Denmark"  means  the  King- 
dom of  Denmark;  the  provisions  of  the  Con- 
vention shall  not.  however,  extend  to  the 
Faroe  Islands;  nor  do  they  apply  to  Green- 
la"**-  ^,.  ^ 

(c)  The  term  "permanent  establishment 

means  a  branch  office,  factory,  warehouse  or 
other  fixed  place  of  business,  but  does  not 
Include    the    casual    and    temporary    use    of 
merely  storage  facilities,  nor  does  It  Include 
an   agency   unless   the   agent   has   and   exer- 
cises  a   general   authority   to  negotiate  and 
conclude  contracts   on   behalf  of   an   enter- 
prise  or   has   a  stock   of   merchandise   from 
which  he  regularly  fills  orders  on  Us  behalf. 
An    enterprise    of    one    of    tl-e    contracting 
States  shall  not  be  deemed  to  have  a  per- 
manent   establishment    In    the    other   State 
merely  t)ecauae  It  carries  on  business  deal- 
ings In  such  other  State  through  a  bona  fide 
commission  agent,  broker  or  custodian  act- 
ing In  the  ordinary  course  of  his  business 
as  such.    The  fact  that  an  enterprise  of  one 
of  the  contracting  States  maintains  In  the 
other  State  a  fixed  place  of  business  exclu- 
sively for  the  purchase  of  goods  or  merchan- 
dise shall  not  of  Itself  constitute  such  fixed 
place  of  business  a  permanent  establishment 
of  such  enterprise.    The  fact  that  a  corpora- 
tion  of   one   contracting   State   has    a   sub- 
sidiary corporation  which  Is  a  corporation  of 
the  other  State  or  which  is  engaged  In  trade 
or  business  In  the  other  State  shall  not  of 
Itself  constitute  that  subsidiary  corporation 
a    permanent    establishment    of    its    parent 
corporation. 

(d)  The  term  "enterprise  of  one  of  the 
contracting  States"  means,  as  the  case  may 
be.    "United    States   enterprise"   or    "Danish 

enterprise."  ,    ^ 

(e)  The  term  "enterprise"  Includes  every 
form  of  undertaking  whether  carried  on  by 
an  Individual,  partnership,  corporation,  or 
any  other  entity. 

(f)  The  term  "United  States  enterprise" 
means  an  enterprise  carried  on  In  the  United 
States  of  America  by  a  resident  of  the  United 
States  of  America  or  by  a  United  States  cor- 
poration or  other  entity;  the  term  "United 
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Btatea  corporation  or  other  entity"  means  a 
partnership,  corporation  or  other  entity  cre- 
ated or  organized  in  the  United  States  of 
America  or  under  the  law  of  the  United  States 
of  America  or  of  any  State  or  Territory  of 
the  United  States  of  America. 

(g)  The  term  "Danish  enterprise"  means 
an  enterprise  carried  on  In  Denmark  by  a 
resident  of  Denmark  or  by  a  Danish  corpora- 
tion or  other  entity;  the  term  "Danish  corpo- 
ration or  other  entity"  means  a  partnership, 
corporation  or  other  erttlty  created  or  or- 
ganized In  Denmark  or  under  Danish  laws, 
(h)  The  term  "competent  authorities" 
means,  in  the  case  of  the  United  States  the 
Commissioner  of  Internal  Revenue  or  his 
authorized  representative;  and  in  the  case 
of  Denmark,  the  Chief  of  the  Taxation 
Department  of  the  Ministry  of  Finance 
(Generaldlrektren  for  Skattevaesenet )  or 
his  authorized  representative. 

(2)  In  the  application  of  the  provisions 
of  the  present  Convention  by  one  of  the 
contracting  States  any  term  not  otherwise 
defined  shall,  tmless  the  context  otherwise 
requires,  have  the  meaning  which  such,  term 
has  under  Its  own  tax  laws. 

• 
Article  VI 

(1)  Dividends  shall  be  taxable  only  In  the 
contracting  State  In  which  the  shareholder  Is 
resident  or.  if  the  shareholder  Is  a  corpora- 
tion or  other  entity.  In  the  contracting  State 
In  which  such  corporation  or  other  entity  is 
Incorporated  or  organized. 

(2)  Each  of  the  contracting  States  re- 
serves, however,  the  right  to. collect  and  re- 
tain the  tax.  which,  under  Its  revenue  laws. 
Is  deductible  at  the  source  with  respect  to 
such  dividends,  but  the  tax  shall  not  exceed 
15  percent  of  the  amount  of  dividends  derived 
from  sources  within  such  State  by  a  resi- 
dent, corporation  or  other  entity  of  the 
other  State,  if  the  recipient  has  no  perma- 
nent establishment  In  the  contracting  State 
from  which  the  dividends  are  derived. 

(3)  It  Is  agreed,  however,  that  the  rate 
of  dividend  tax  at  the  source  shall  not  exceed 
five  percent  If  the  shareholder  Is  a  corpo- 
ration controlling,  directly  or  indirectly,  at 
least  95  percent  of  the  entire  voting  power 
In  the  corporation  paying  the  dividend,  and 
If  not  more  than  25  percent  of  the  gross 
Income  of  such  paying  corporation  is  de- 
rived from  Interest  and  dividends,  other  than 
Interest  and  dividends  received  from  Its  own 
subsidiary  corporations.  Such  reduction  of 
the  rate  to  five  percent  shall  not  apply  if 
the  relationship  of  the  two  corporations  has 
been  arranged  or  is  maintained  primarily 
with  the  intention  of  securing  such  reduced 
rate. 


Article  VTT 

Interest  on  bonds,  securities,  notes,  de- 
bentures, or  on  any  other  form  of  indebted- 
ness derived  from  sources  within  one  of  the 
contracting  States  by  a  resident  or  corpora- 
tion or  other  entity  of  the  other  contracting 
State  not  having  a  permanent  establishment 
in  the  former  State  shall  be  exempt  from  tax 
by  such  former  State. 

Article  VIII 

Royalties  and  other  amounts  derived  as 
consideration  for  the  right  to  use  copyrights, 
patents,  designs,  secret  processes  and  form- 
ulas trade-marks  and  other  like  property 
(Including  rentals  and  like  payments  In  re- 
spect of  motion  picture  films)  derived  from 
sources  within  one  of  the  contracting  States 
by  a  resident  or  corjOTratlon  or  other  entity 
of  the  other  contracting  State  not  having  a 
permanent  establishment  in  the  former  State 
shall  be  exempt  from  taxation  In  such  former 
State. 

.  •  •  • 

Article  X 
.  .  •  •  • 

(2)   Private  pensions  and  life  annuities  de- 
rived  from   within   one   of    the   contracting 


States  and  paid  to  Individuals  residing  In 
the  other  contracting  State  shall  be  exempt 
from  taxation  in  the  former  State. 

(3 )  The  term  "life  annuities"  as  used  here- 
in means  a  stated  sum  payable  periodically  at 
stated  times  during  life,  or  during  a  specified 
number  of  years,  under  an  obligation  to  make 
the  payments  In  consideration  of  a  gross  sum 
paid  for  such  obligation. 

•  •  •  •  • 

Article  XXII 

The  competent  authorities  of  the  two  con- 
tracting States  may  prescribe  regulations 
necessary  to  Interpret  and  carry  out  the  pro- 
visions of  this  Convention.  With  respect  to 
the  provisions  of  this  Convention  relating  to 
exchange  of  Information  and  mutual  assist- 
ance In  the  collection  of  taxes,  such  author- 
ities may.  by  common  agreement,  prescribe 
rules  concerning  matters  of  procedure,  forms 
of  application  and  replies  thereto,  conversion 
of  currency,  disposition  of  amounts  collected, 
minimum  amounts  subject  to  collection  and 
related  matters. 

Article  XXIII 

(1)  The  present  Convention  shall  be  rati- 
fied and  the  Instruments  of  ratification  shall 
be    exchanged    at    Washington    as    soon    as 

possible.  ^       , 

(2)  Upon  the  exchange  of  instruments  of 
ratification,  the  present  Convention  shall 
have  efteet 

(a)  In  the  case  of  United  States  tax.  for 
the  taxable  years  beginning  on  or  after  the 
first  day  of  January  of  the  year  In  which 
such  exchange  takes  place; 

(b)  In  the  case  of  DanUh  tax.  for  the 
taxable  years  beginning  on  or  after  the  first 
day  of  April  of  the  year  In  which  such  ex- 
change takes  place. 

(3)  The  present  Convention  shall  continue 
effective  for  a  period  of  five  years  and  In- 
definitely after  that  period,  but  may  be 
terminated  by  either  of  the  contracting 
States  at  the  end  of  the  five-year  period  or 
at  any  time  thereafter,  provided  that  at  least 
six  months-  prior  notice  of  termination  has 
been  given  and.  In  such  event,  the  present 
Convention   shall   cease   to   be   effective 

(a)  As  respects  United  States  tax.  for  the 
taxable  years  beginning  on  or  after  the 
first  day  of  January  next  following  the  ex- 
piration of   the  six-month   period; 

(b)  As  respects  Danish  tax.  for  the  tax- 
able years  beginning  on  or  after  the  first 
day  of  April  next  following  the  expiration  of 
the  six-month  period. 

As  used  In  this  Treasury  decision,  un- 
less the  context  otherwise  requires,  the 
terms  defined  In  the  above  articles  of 
the  convention  shall  have  the  meanings 
so  assigned  to  them. 

9  7.901    Dividends— (Si)  General.    The 
rate  of  tax  Imposed  by  section  211  <a> 
of  the  Internal  Revenue  Code  (relating 
to    nonresident    alien    Individuals    not 
engaged  in  trade  or  business  within  the 
United  States)  and  by  section  231  (a)  of 
the  Internal  Revenue  Code  (relating  to 
foreign  corporations  not  engaged  in  trade 
or  bu-siness  within  the  United  States)  is 
30  percent.    Such  rate  is  reduced  under 
Article  VI  of  the  convention  to  15  per- 
cent in  the  case  of  dividends  received  on 
or  after  January  1.  1948.  from  sources 
within  the  United  States  by  a  nonresident 
alien  (including  a  nonresident  alien  in(Jl- 
vidual.  fiduciary,  and  partnership)  who 
is  a  resident  of  Denmark  or  by  a  Danish 
corporation  if  such  alien  or  corporation 
at  no  time  during  the  taxable  year  had 
a  permanent  establishment  within  the 
United  States.    As  to  what  is  a  Danish 
corporation,  see  Article  II(l)  (g)  of  the 
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convention.  Thus,  if  a  nonresident  alien 
who  is  a  resident  of  Denmark,  performs 
personal  services  within  the  United 
States  during  the  calendar  year  1948,  but 
has  at  no  time  during  such  year  a  per- 
manent establishment  within  the  United 
States,  he  is  entitled  to  the  reduced  rate 
of  tax  with  respect  to  dividends  derived 
In  that  year  from  United  States  sources, 
as  provided  In  Article  VI  of  the  conven- 
tion, even  though  by  reason  of  his  hav- 
ing rendered  personal  services  within  the 
United  States  he  is  engaged  In  trade  or 
business  therein  in  that  year  within  the 
meaning  of  section  211  (b)  of  the  In- 
ternal Revenue  Code.  As  to  what  con- 
stitutes a  permanent  establishment,  see 
Article  II  (1)   (c)  of  the  convention. 

(b)  Dividends  paid  by  a  United  States 
subsidiary  corporation.  Under  the  pro- 
visions of  Article  VI  (3)  of  the  conven- 
tion, dividends  paid  by  a  domestic 
corporation  to  a  Danish  corporation  con- 
trolling, directly  or  indirectly,  at  the  time 
the  dividend  is  paid,  95  percent  or  more 
of  the  entire  voting  power  in  such  do- 
mestic corporation,  are  subject  to  tax 
at  the  rate  of  only  5  percent,  if  (1)  not 
more  than  25  percent  of  the  gross  income 
of  such  paying  corporation  for  the  three- 
year  period  immediately  preceding  the 
taxable  year  in  which  the  dividend  is 
paid  consists  of  dividends  and  interest 
(other  than  dividends  and  interest  paid 
to  such  domestic  corporation  by  its  own 
subsidiary  corporations,  if  any)  and  (2) 
the  relationship  between  such  domestic 
corporation  and  such  Danish  corporation 
has  not  been  arranged  or  maintained  pri- 
marily with  the  intention  of  securing 
such  reduced  rate  of  5  percent. 

Any  domestic  corporation  which  claims 
or  contemplates  claiming  that  dividends 
paid  or  to  be  paid  by  it  on  or  after  Jan- 
uary 1,  1948,  are  subject  only  to  the  5 
percent  rate  shall  file,  as  soon  as  prac- 
ticable, with  the  Commissioner  of 
Internal  Revenue,  the  following  informa- 
tion: (1)  The  date  and  place  of  its  or- 
ganization; (2)  the  number  of  outstand- 
ing shares  of  stock  of  the  domestic 
corporation  having  voting  power  and  the 
voting  power  thereof;  (3)  the  person  or 
persons  beneficially  owning  such  stock  of 
the  domestic  corporation  and  their  rela- 
tionship to  the  Danish  corporation;  (4"» 
the  amount  of  gross  income,  by  years,  of 
the  paying  corporation  for  the  three- 
year  period  immediately  preceding  the 
taxable  year  in  which  the  dividend  is 
paid;  (5)  the  amount  of  Interest  and 
dividends,  by  years,  included  in  the  gro.ss 
income  of  such  domestic  corporation  and 
the  amount  of  interest  and  dividends,  by 
years,  received  by  such  corporation  from 
its  subsidiary  corporations,  if  any;  and 
(6»  the  tc'ationship  between  the  domestic 
corporation  and  the  Dani.sh  corporation 
to  which  it  pays  the  dividend. 

As  soon  as  practicable  after  such  in- 
formation is  filed,  the  Commissioner  of 
Internal  Revenue  will  determine  whether 
the  dividends  concerned  fall  within  the 
provisions  of  Article  VI  (3)  of  the  con- 
vention and  may  authorize  the  release  of 
exce.ss  tax  withheld  with  respect  to  divi- 
dends which  come  within  such  provision. 
In  any  case  in  which  the  Commij^soner 
of  Internal  Revenue  has  notified  such 
domestic  corporation  that  the  dividends 
come  within  such  provision,  the  reduced 
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rate  of  5  percent  applies  to  any  dividends 
subsequently  paid  by  such  corporation 
to  the  Danish  corporation  unless  the 
stock  ownership  of  the  domestic  corpora- 
tion, or  the  character  of  Its  income,  ma- 
terially changes,  and.  If  such  change  or 
changes  occur,  such  corporation  shall 
promptly  notify  the  Commissioner  of  In- 
ternal Revenue  of  the  then  existing  facts 
with  respect  to  such  stock  ownership  or 
income. 

(c)  Effect  on  withholding  in  case  of 
dividends  of  address  in  Denmark.  For 
the  purposes  of  withholding  of  the  tax  in 
the  case  of  dividends,  every  nonresident 
alien  (including  a  nonresident  alien  in- 
dividual, fiduciary  or  partnership)  whose 
address  is  in  Denmark  shall  be  deemed 
by  United  States  withholding  agents  to 
be  a  resident  of  Denmark  not  having  a 
permanent  establishment  in  the  United 
States  and  every  corporation  whose  ad- 
dress is  in  Denmark  shall  be  deemed  by 
such  withholding  agents  to  be  a  Danish 
corporation  not  having  a  permanent  es- 
tablishment in  the  United  States. 

(d)  Rate  of  withholding.  On  and  after 
January  1,  1949,  withholding  in  the  case 
of  dividends  paid  to  nonresident  aliens 
(including  a  nonresident  alien  individual, 
fiduciary  or  partnership)  and  to  foreign 
corporations,  whose  addresses  are  in 
Denmark,  shall  (except  (1)  in  any  case 
in  which  prior  to  the  date  of  payment  of 
such  dividend,  the  Commissioner  of  In- 
ternal Revenue  has  notified  the  paying 
corporation  that  such  dividend  falls 
within  the  provisions  of  Article  VI  (3) 
of  the  convention,  and  (2)  in  any  case  in 
which  the  Commissioner  notifies  the 
withholding  agent  that  the  reduced  rate 
shall  not  apply) ,  be  at  the  rate  of  15  per- 
cent. 

The  preceding  provisions  relative  to 
residents  of  Denmark  and  to  Danish 
corporations  are  based  upon  the  a.ssump- 
tion  that  the  payee  of  the  dividend  is  the 
actual  owner  of  the  capital  stock  from 
which  the  dividend  is  derived  and  con- 
sequently is  the  person  liable  to  the  tax 
upon  such  dividend.  As  to  action  by  the 
recipient  who  is  not  the  owner  of  the 
dividend,  see  §  7.906. 

§  7.902  Interest— (&)  General.  Inter- 
est, whether  on  bonds,  securities,  notes, 
debentures,  or  any  other  form  of  in- 
debtedness (including  interest  on  obliga- 
tions of  the  United  States  and  on  obliga- 
tions of  instrumentalities  of  the  United 
States),  received  on  or  after  January  1, 
1948,  from  sources  within  the  United 
States  by  (H  a  nonresident  alien  (in- 
cluding a  nonresident  alien  individual, 
fiduciary,  and  partnership)  who  is  a  res- 
ident of  Denmark,  or  <2)  a  Danish  cor- 
poration, is  exempt  from  United  States 
tax  under  the  provisions  of  Article  VII 
of  the  convention  if  such  alien  or  corpo- 
ration at  no  time  during  the  taxable  year 
in  which  such  interest  is  so  received  had 
a  permanent  establishment  in  the  United 
States.  Such  interest  is,  therefore,  not 
subject  to  the  withholding  provisions  of 
the  Internal  Revenue  Code. 

(b)  Exemption  from  withholding.  To 
obviate  withholding  at  the  source  in  the 
case  of  coupon  bond  interest,  the  non- 
re.sident  alien  resident  in  Denmark  or 
the  Danish  corporation  shall  submit 
Form  1001-D,  in  duplicate,  to  the  paying 
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agent  with  each  presentation  of  Interest 
coupons.  Such  form  shall  be  signed  by 
the  owner  of  the  interest,  trustee  or 
agent,  and  shall  show  the  name  and  ad- 
dress of  the  obligor,  and  the  name  and 
address  of  the  owner  of  such  interest  and 
the  amount  of  such  Interest.  Such  form 
shall  contain  a  statement  that  the  owner 
is  a  resident  of  Denmark  or  a  Danish 
corporation  and  that  such  owner  has  no 
permanent  establishment  in  the  United 
States. 

The  exemption  from  United  States  tax 
contemplated  by  Article  VII  of  the  con- 
vention. Insofar  as  It  concerns  coupon 
bond  interest,  is  an  exemption  applicable 
only  to  the  owner  of  such  Interest.  The 
person  presenting  such  coupon  or  on 
whose  behalf  it  is  presented  shall,  for  the 
purpose  of  the  exemption,  be  deemed  to 
be  the  owner  of  the  interest  only  if  he 
Is,  at  the  time  the  coupon  Is  presented 
for  payment,  the  owner  of  the  bond  from 
which  the  coupon  has  been  detached.  If 
the  person  presenting  the  coupon  Is  not 
the  owner  of  the  bond,  Form  1001,  and 
not  Form  1001-D,  shall  be  executed. 

The  original  and  duplicate  ownership 
certificates.  Form  1001-D,  must  be  for- 
warded to  the  Commissioner  with  the 
quarterly  return,  Form  1012,  as  pro- 
vided in  existing  regulations  with  respect 
to  Form  1001.  See  §  29.143-7  of  this 
chapter  (regulations  111).  Form  1001-D 
need  not  be  listed  on  Form  1012. 

In  the  case  of  interest  coupons  pre- 
sented in  Denmark  by  a  nonresident 
alien  who  is  not  a  resident  of  Denmark 
or  by  a  foreign  corporation  other  than 
a  Danish  corporation,  ownership  certifi- 
cates. Form  1001,  shall  be  filed  as  pro- 
vided in  existing  regulations  without  ref- 
erence to  the  provisions  of  the  conven- 
tion. See  §  29.143-4  of  this  chapter 
(Regulations  111). 

To  avoid  withholding  at  the  source  In 
the  case  of  interest  other  than  interest 
payable  by  means  of  coupons,  the  non- 
resident alien  who  is  a  resident  of  Den- 
mark, or  the  Danish  corporation,  shall 
file, Form  lOOlA-D,  In  duplicate,  with 
the  withholding  agent  in  the  United 
States.  Such  form  shall  be  signed  by  the 
owner  of  the  income,  trustee  or  agent, 
and  shall  show  the  name  and  address  of 
the  obligor  and  the  name  and  address 
of  the  owner  of  such  interest.  Such 
form  shall  contain  a  statement  that  the 
owner  Is  a  resident  of  Denmark  or  is 
a  Danish  corporation  and  that  the  owner 
has  no  permanent  establishment  in  the 
United  States. 

Form  lOOlA-D  must  be  filed  for  each 
three  calendar  year  period  and  the  first 
such  form  filed  by  the  taxpayer  with 
any  withholding  agent  should  be  filed  not 
later  than  20  days  preceding  the  date  of 
the  first  payment  of  Income  In  such  pe- 
riod. If  the  taxpayer  files  such  form 
with  the  withholding  agent  in  the  calen- 
dar year  1948  or  in  any  subsequent  cal- 
endar year  no  additional  Form  lOOlA-D 
need  be  filed  prior  to  the  end  of  the  two 
calendar  years  immediately  following  the 
calendar  year  in  which  such  form  is  so 
filed  unless  the  Commi'^sioner  notifies  the 
withholding  agent  that  an  additional 
Form  lOOlA-D  must  be  filed  by  the  tax- 
payer at  any  earlier  date.  Tlie  duplicate 
of  Form  lOOlA-D  should  bo  immediately 
forwarded  by  the  withholding  agent  to 
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the  Commissioner  of  Internal  Revenue, 
Records  Division,  Washington  25,  D.  C. 

5  7.903    Patent  and  copyright  royalties 
and  film  rentals.     Royalties  and  other 
lilce  amounts  received  on  or  after  Janu- 
ary 1.  1948,  by  (a)  a  nonresident  alien 
(including  a  nonresident  alien  individ- 
ual, fiduciary,  and  partnership)  who  Is 
a  resident  of  Denmarlc  or  (b)  a  Danish 
corporation,    as    consideration    for    the 
right  to  use  copyrights,  patents,  designs, 
secret   processes   and  formulae,  trade- 
marks, and  other  liice  property,  including 
rentals  and  like  payments  in  respect  of 
motion  picture  films,  are  exempt  from 
United  States  tax  under  the  provisions 
of  Article  VIII  of  the  convention  if  such 
alien  or  corporation  had  at  no  time  dur- 
ing the  taxable  year  in  which  such  roy- 
alty or  other  amount  was  so  received  a 
permanent  establishment  in  the  United 
States.  * 

Such  Items  are,  therefore,  not  subject 
to  the  withholding  provisions  of  the  In- 
ternal Revenue  Code.  As  to  what  con- 
stitutes a  permanent  establishment,  see 
Article  II  <1)  (O  of  the  convention. 

To  obviate  withholding  at  the  source, 
the  nonresident  alien  who  is  a  resident 
of  Denmark,  or  the  Dani.sh  corporation, 
shall  file  Form  lOOlA-D.  in  duplicate, 
with  the  withholding  agent  in  the  United 
States.  Such  form  shall  be  signed  by 
the  owner  of  the  income,  trustee  or  agent 
and  shall  contain  the  statements  pro- 
vided on  such  form  with  respect  to  in- 
terest as  set  forth  in  §  7.902.  the  provi- 
sions of  which  with  respect  to  the  effec- 
tive period  of  such  form  are  equally  ap- 
plicable with  respect  to  the  income  fall- 
ing within  the  scope  of  this  section.  The 
duplicate  copy  of  Form  lOOlA-D  should 
be  immediately  forwarded  by  the  with- 
holding agent  to  the  Commissioner  of  In- 
ternal Revenue.  Records  Division,  Wash- 
ington 25.  D.  C. 

§  7  904  Private  pensions  and  life  an- 
nuities. Under  Article  X  <2>  of  the  con- 
vention private  pensions  and  life  annui- 
ties derived  on  or  after  January  1.  1948. 
from  sources  within  the  United  States 
by  a  nonresident  alien  individual  who  is 
a  resident  of  Denmark  are  exempt  from 
United  States  tax. 

The  person  paying  such  income  should 
be  notified  by  letter  from  the  resident 
of  Denmark  that  the  income  is  exempt 
from  taxation  under  the  provisions  of 
Article  X  (2>   of  the  convention.     Such 
letter  shall  contain  the  address  of  the  in- 
dividual and  a  statement  that  such  in- 
dividual is  a  resident  of  Denmark.    The 
letter  of  notification,  or  a  copy  thereof, 
should  be  immediately  forwarded  by  the 
recipient  to  the  Commissioner  of  Inter- 
nal Revenue.  Records  Division.  Washing- 
ton 25.  D.  C.    Such  letter  shall  constitute 
authorization  to  the  payor  of  the  income 
to  pay  such  income  without  deduction 
of  the  tax  at  the  source  unless  the  Com- 
missioner subsequently  notifies  such  pay- 
or that  the  tax  should  be  withheld  with 
respect   to   payments   made  after  such 
notification. 

§  7.905  Release  of  excess  tax  withheld 
at  soHrce— (a)  General.  In  order  to 
bring  the  convention  into  force  and  effect 
at  the  earliest  practicable  date: 
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(1)  The  reduced  rate  of  tax  of  15  per- 
cent to  be  withheld  at  the  source  on 
dividends,  and 

(2)  Exemption  from  tax  otherwise 
withheld  at  the  source  on  Interest,  patent 
royalties,  copyright  royalties,  film  rentals 
and  the  like, 


are  hereby  made  effective  beginning  Jan- 
uary 1.  1948  In  any  case  in  which  such 
dividends.  Interest,  patent  royalties, 
copyright  royalties,  film  rentals  and  the 
like  are  derived  from  sources  within  the 
United  States  by  (i)  a  nonresident  alien 
(including  a  nonresident  alien  individ- 
ual, fiduciary  and  partnership)  who  Is 
a  resident  of  Denmark,  or  (ii>  a  Danish 
corporation.  ,  j.  .,     j 

Accordingly,  in  the  case  of  dividends 
paid  to  a  nonresident  alien  (Includmg 
a  nonresident  alien  Individual,  fiduciary, 
and  partnership)  who.se  address  at  the 
time  of  payment  was  in  Denmark,  or  to 
a  Danish  corporation  whose  address  at 
the  time  of  payment  was  in  Denmark, 
where  tax  at  the  rate  of  30  percent  has 
been  withheld  on  or  after  January  1. 
1948.  from  dividends,  there  shall  be  re- 
leased by  the  withholding  agent  and 
paid  over  to  the  person  from  whom  it 
was  withheld  an  amount  equal  to  15 
percent  of  such  dividends. 

In  the  case  of  every  such  taxpayer  who 
furnishes  to  the  withholding  agent  Form 
lOOlA-D.   as   prescribed   in    §§7.902.   or 
7.903.  where  tax  at  the  rate  of  30  percent 
has  been  withheld  on  or  after  January  1. 
1948.  there  shall  be  released  by  the  with- 
holding agent  and  paid  over  to  the  person 
from  whom  withheld  an  amount  equal  to 
the  amount  so  withheld  in  the  case  of 
interest  (as  to  coupon  bond  interest,  see 
next  paragraph),  patent  royalties,  copy- 
right royalties,  film  rentals  and  the  like. 
In  the  case  of  every  such  taxpayer  who 
furnishes  to  the  withholding  agent  Form 
1001-D.  in  duplicate,  where  tax  at  the 
rate  of  28  percent  or  30  percent,  as  the 
case  may  be.  has  been  withheld  on  or 
after  January  1.  1948.  from  coupon  bond 
interest,  there  shall  be  released  by  the 
withholding  agent  and  paid  over  to  the 
person  from  whom  it  was  withheld  an 
amount  equal  to  the  tax  withheld  from 
such   interest.     Form    1001-D  used   for 
this  purpo.se  should  be  clearly  marked 
•Substitute"  in  order  to  replace  Forms 
1001  previously  filed.    One  Form  1001-D. 
in  duplicate,  may  be  u.sed  to  repl&ce  two 
or  more  Forms  1001.    The  form  marked 
"Substitute"  is  to  be  used  solely  for  the 
release  of  excess  tax  withheld  in  1948. 
The  u-se  of  Form  1001-D  for  the  purpose 
of  exemption  upon  presentation  of  in- 
terest coupons  is  set  forth  in  §  7.902  (b>. 
(b)  Private  pensions  and  life  annuities 
paid   in   194S   or  subsequent   years.     In 
order  to  bring  the  convention  into  force 
and  effect  at  the  earliest  practicable  date, 
the  exemption  from  tax  otherwise  with- 
held at  the  source  on  private  pensions 
and  life  annuities  is  made  effective  be- 
ginning January  1.  1948.  in  any  ca.se  in 
which  such  pensions  and  life  annuities 
are    derived    from    sources    within    the 
United  States  by  a  nonresident  alien  In- 
dividual who  is  a  resident  of  Denmark. 

The  person  paying  such  income  should 
be  notified  by  letter  from  the  resident  of 
Denmark  that  the  income  is  exempt  from 
taxation  under  the  provisions  of  Article 


X  (2)  of  the  convention.  See  5  7904. 
Such  letter  will  constitute  authorization 
to  the  payor  of  the  Income  to  release  the 
tax  withheld  on  or  after  January  1.  1948 
with  respect  to  such  pensions  or  life  an- 
nuities. 

(c)  Subsidiary's  dividends.    With  re- 
spect to  a  dividend  paid  on  or  after  Janu- 
ary 1.  1948.  by  a  domestic  corporation  to 
a  Danish  corporation  whose  address  is 
In  Denmark,  tax  shall  be  withheld  in  ac- 
cordance with  the  provisions  of  5  7.901 
unless  prior  to  the  date  of  payment  of 
such  dividend  the  Commissioner  of  In- 
ternal Revenue  has  notified  the  paying 
corporation    that    such    dividend    falls 
within  the  scope  of  Article  VI  (3)  of  the 
convention.    As  soon  as  practicable  after 
Information  required  under  §7.901   (b) 
is  filed,  the  Commissioner  of  Internal 
Revenue  will  determine  whether  the  divi- 
dend Involved  falls  within  the  scope  of 
Article  VI  (3>  and  may  authorize  the  re- 
lease of  the  excess  tax  withheld  with  re- 
spect to  dividends  which  come  within  the 
scope  of  such  provision. 

§  7.906  Addressee  not  actual  owner. 
If  the  recipient  in  Denmark  of  any  divi- 
dend from  sources  within  the  United 
States  is  a  nominee  or  representative 
through  whom  the  dividend  flows  to  a 
person  other  than  a  person  described  In 
§  7.901  (a)  as  being  entitled  to  the  re- 
duced rate  of  15  percent  provided  in 
Article  VI  of  the  convention,  such  recipi- 
ent in  Denmark  will  withhold  an  addi- 
tional amount  of  United  States  tax 
equivalent  to  the  difference  between  the 
United  States  tax  which  would  have  been 
withheld  had  the  convention  not  been  in 
effect  (30  percent  as  at  the  date  of  ap- 
proval of  this  Treasury  decision )  and  the 
15  percent  withheld  at  the  source  with 
respect   to  such  dividend   pursuant   to 

§  7.901. 

In  any  case  in  which  a  fiduciary  or  a 
partnership  with  an  address  in  Denmark 
receives,  otherwise  than  as  a  nominee  or 
representative,  a  dividend  from  a  United 
States  corporation,   if   a  beneficiary   of 
such  fiduciary  or  a  partner  In  such  part- 
nership is  not  entitled  to  the  reduced 
rate  of  tax  provided  in  Article  VI  of  the 
convention,  the  fiduciary  or  partnership 
will  withhold  an  additional  amount  of 
United  States  tax   with  re.spect  to  the 
portion  of  such  dividend  included  in  such 
beneficiary's  or  partner's  net  distributive 
share  of  the  income  of  such  fiduciary  or 
partnership,  as  the  case  may  be.    The 
rate  of  the  additional  tax  is  calculated  in 
the  same  manner  as  under  the  preceding 
paragraph. 

The  amounts  so  withheld  by  the  with- 
holding agent  in  Denmark  will,  on  or  be- 
fore the  15th  day  after  the  close  of  the 
calendar   year   quarter   in   which   such 
withholding  has  taken  place,  be  deposited 
with  the  Danish  National  Bank   (Dan- 
marks  Nationalbank)  without  converting 
such  amounts  into  dollars.    Each  with- 
holding agent  making  such  deposit  will 
accompany  such  deposit  with  the  appro- 
priate Dani.sh  form  executed  as  required 
by  the  DanLsh  National  Bank.    The  Dan- 
ish National  Bank  has  arranged  to  re- 
mit, on  or  before  the  end  of  the  calendar 
month  In  which  such  deposit  is  so  made, 
by  draft  in  United  States  dollars,  the 
amounts  so  deposited  to  the  Collector  of 
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Internal  Revenue,  Baltimore,  Maryland. 
U.  8.  A.,  forwarding  with  such  draft  the 
appropriate  Danish  form  filed  by  the 
withholding  agents. 

§  7.907  Beneficiaries  of  a  domestic 
estate  or  trust.  A  nonresident  alien  who 
Is  a  resident  of  Denmark  and  who  is  a 
beneficiary  of  a  domestic  estate  or  trust 
shall  be  entitled  to  the  exemption,  or  re- 
duction in  the  rate  of  tax.  as  the  case  may 
be.  provided  in  Articles  VI.  VII  and  VIII 
of  the  convention  with  respect  to  divi- 
dends, interest  and  royalties  to  the  extent 
such  item  or  items  are  included  in  his 
distributive  share  of  income  of  such  es- 
tate or  trust.  In  such  case  such  bene- 
ficiary must,  in  order  to  be  entitled  to  the 
exemption  or  reduction  In  the  rate  of  tax, 
in  the  case  of  Interest  or  royalties,  exe- 
cute Form  lOOlA-D  and  file  such  form 
with  the  fiduciary  of  such  estate  or  tl-ust 
in  the  United  States. 

Since  the  purpose  of  this  Treasury  de- 
cision is  to  make  effective  the  exemptions 
and  reduced  rates  of  tax  provided  in  the 
income  tax  convention  between  the 
United  States  and  the  Kingdom  of  Den- 
mark, proclaimed  by  the  President  of 
the  United  States  on  December  8.  1948. 
this  Treasury  decision  is  not  subject  to 
the  effective  date  limitation  of  section  4 
<c)  of  the  Administrative  Procedure  Act, 
approved  June  11,  1946. 

[seal]  Geo.  J.  Schoeneman, 

Commissioner  of  Internal  Revenue. 

Approved:  March  8.  1949. 

Thomas  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.   49-1905:    Filed.   Mar.    11.    1949; 
9:00  a.  m.] 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  60 — Treatment  of  Registered  Mat- 
ter AT  Post  Offices  of  Delivery 

FORWARDING  REGISTERED  MATTER 

In  S  60.14  Forwarding  registered  mat- 
ter (13  P.  R.  8972)  amend  paragraph  (e) 
to  read  as  follows: 

(e)  Procedure  when  forwarding  or  re- 
turning. In  forwarding  or  returning 
registered  mail,  the  postmaster  shall  not 
change  the  name  of  the  addressee  or 
sender,  but  shall  change  the  address  only, 
cross  off  the  name  of  his  post  oflBce  and 
State,  plainly  mark  the  article  "For- 
warded"  or  "Returned  to  writer"  ("R. 
W.").  as  may  be  proper,  postmark  It  to 
show  the  date  of  such  action,  and  dis- 
patch the  article  under  lis  original  regis- 
tration number.  If  forwarded,  the  orig- 
inal return  receipt,  if  any,  shall  accom- 
pany the  article.  If  returned  to  writer, 
the  original  return  receipt.  If  any.  shall 
be  destroyed.  The  delivery  book  or  other 
authorized  record  shall  show  when  and 
to  what  office  and  State  a  given  article 
was  forwarded,  or  when  and  to  what 
office  and  State  or  country  the  article  was 
returned,  and  the  number  under  which  It 
Was  dispatched. 
No.  48 2 


FEDERAL  REGISTER 

(R.  8.  161.  396.  3926.  as  amended.  Sees. 
304.  309,  42  Stat.  24.  25;  5  U.  8.  C.  22.  369. 
39  U.  S.  C.  381) 


[SEAL] 


J.  M.  Donaldson. 
Postmaster  General. 


|P.   R.   Doc.   49-1861;    Filed.   Mar.    II.    1949; 
8:46  a.  m.J 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

france  (including  monaco)  ;  parcel  post 

In  §  127.252  France  (including  Mon- 
aco (13  F.  R.  9149)  amend  paragraph 
(b)  (1)  by  the  addition  of  a  new  subdivi- 
sion di)  reading  as  follows: 

(b)  Parcel  post.     •     •     • 

(1)   Table  of  rates.     •     •     • 

(li)  Air  parcels. 


Lb. 
0 
0 
0 
1 
1 
1 
1 
a 

2 

2 

2 

8 

3 

3 

3 

4 

4 

4 

4 

6 

6 

6 

6 

6 

6 

6 

6 

7 

7 

7 

7 

8 

8 

8 

8 

9 

9 

9 

9 
10 
10 
10 
10 
11 


Oz. 


Rate 


4 11.22 


8- 
12. 
0. 
4- 
8. 


1.66 

2.10 

2.54 

2.98 

3.42 

12 3.86 

0 4.30 

4 4.74 

8 5.18 

12 5.62 

0 6.06 

4 6.50 

8 6.94 

12 7.38 

0 7.82 

4 8.26 

8 8.70 

12 9.14 

0 9.58 

4... 10.02 

8 10.46 

12 10.90 

0 11.34 

4 11.78 

8 12.22 

12 12.66 

0 13.  10 

4 13.54 

8 13.98 

12 14.42 

0 14.86 

4 15.30 

8 15.74 

12 16.  18 

0 16.62 

4 17.06 

8 17.50 

12... 17.94 

0 18.38 

4 18.82 

8 19.26 

12 ■.   19.70 

0 20.14 


Lb.  Oz.  Rate 

11   4 $20.58 

11   8 21.02 

11  12 21.46 

12  0 21.90 

12   4 22.34 

12   8 22.78 

12  12 23.22 

13  0 23.66 

13   4... 24.  10 

13   8 24.54 

13  12 24.98 

14  0 ..25.42 

14   4 25.86 

14   8. 26.30 

14  12 26.74 

15  0 27.  18 

15   4.. 27.62 

15   8 28  06 

15  12 28.  50 

16  0 ..28.94 

16   4 29.38 

16   8 29.82 

16  12 30.26 

17  0 ...30.70 

17   4 ...31.14 

17   8 31.68 

17  12 ._  32.02 

18  0 32.46 

18   4 32.90 

18   8 33.34 

18  12 33.78 

19  0 34.22 

19   4 34.66 

19   8 35.10 

19  12 35.54 

20  0 ..35.98 

20   4 36.42 

20   8... 36.86 

20  12 37.30 

21  0 37.74 

21   4 38.18 

21   8 38.62 

21  12 39.06 

22  0 39.50 


Each  air  parcel  and  the  relative  dis- 
patch note  must  have  affixed  the  blue 
Par  Avion  Label  (Form  2978).  (See 
5  127.55   (b).) 

Weight  limit:  22  pounds. 
Customs  declarations:   1  Form  2966. 
Dispatch  note:  1  Form  2972. 
Parcel-post  sticker:  1  Form  2922, 
Sealing:  '  Optional. 
Group  shipments:  No. 
Registration:  No. 
Insurance:  No. 
C.  o.  d.:  No. 
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The  above  regulations  shall  be  effective 
as  of  March  1.  1949. 

(R.  S.  161.  396,  398.  sees.  304,  309,  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369, 
372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


(P.   R.   Doc.    49-1860;    Filed,    Mar.    11,    1949; 
8:45  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — interstate  Commerce 
Commission 


'  When  parcels  are  sealed  it  should  be  rec- 
ommended to  senders  that  they  place  a  spe- 
cial uniform  imprint  in  conspicuous  manner 
on  all  seals. 


Subchapter   B — Corners   by   Motor  VehicI* 

[Released  Rates  Order  MC-293,  Amdt.] 

Part  186 — Passenger  and  Express 
Tariffs  and  Schedules 

released  rates;  express  service 

Released  Rates  Order  No.  MC-293  of 
January  14,  1949,  being  under  consid- 
eration and  good  cause  appearing  there- 
for: 

It  is  ordered.  That  said  Released  Rates 
Order  No.  MC-293  of  January  14,  1949 
(14  P.  R.  369),  is  hereby  amended  by 
changing  paragraph  (c)  of  §  186.50  to 
read  as  follows: 

§  186.50  Released  rates;  express  serv- 
ice.    •     •     • 

(c)  Authority  for  released  rates  must 
be  shown  in  tariff.  Tariffs  containing 
released  rates  and  charges  filed  under 
authority  of  this  section,  as  amended. 
shall  show  in  connection  with  such  rates 
and  charges,  the  following  notation: 

Rates  and  charges  herein  based  on  re- 
leased value  have  been  authorized  by  the 
Interstate  Commerce  Commission  In  Re- 
leased Rates  Order  No.  MC-293  of  January 
14,  1949.  a£  amended  March  3,  1949.  subject 
to  complaint  or  suspension. 

And  it  is  further  ordered,  That  the  said 
order  is  hereby  amended  by  adding  the 
following  paragraph  thereto,  to  be  des- 
ignated §  186.50  (c-1) : 

(c-1)  Notation  required  on  receipts. 
The  receipt  issued  for  any  shipment  ac- 
cepted for  transportation  at  released 
rates  established  and  maintained  under 
authority  of  this  section  shall  have 
stamped,  or  printed  in  boldface  type, 
on  the  face  thereof  a  statement  reading 
substantially  as  follows: 

This  carrier  will  not  pay  over  $50  for  any 
shipment  of  100  pounds  or  less,  or  over  60 
cents  per  pound  actual  weight  for  any  ship- 
ment in  excess  of  100  pounds,  unless  a  great- 
er value  is  declared  and  charges  for  such 
greater  value  paid. 

<34  Stat.  595,  as  amended.  49  Stat.  563. 
56  Stat.  300;  49  U.  S.  C.  20  (11).  319) 

Dated  at  Washington,  D.  C,  this  3d 
day  of  March  1949. 

By  the  Commission. 

[SEAL]  W.  P.  Bartel. 

Secretary. 

IF.   R.   Doc.   49-1884;    Filed,    Mar.    11.    1949; 
8:49  a.  m.J 
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TITLE  50— WILDLIFE 


Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Subchapter  B — Hunting  end  Po«»«»»lon  of  Wildlif* 

Part  7 — Nonmigratory  Species 

ices  OF  GAME  BIRDS 

Basis  and  purpose.  It  is  determined 
that  the  propagation  of  the  game  birds 
hereinafter  listed,  within  limitations 
which  may  be  required  by  permit  re- 
strictions, is  consistent  with  the  public 
Interest,  and  the  importation  of  the  eggs 
of  such  game  birds  may  be  a  reasonable 
incident  to  such  propagation.     Accord- 


RULES  AND  REGULATIONS 

Ingly,  to  relax  the  prohibition  against 
such  importation  which  otherwise  exists 
by  law.  the  following  provision  is  added, 
to  become  effective  immediately  upon 
publication  in  the  Federal  Register. 

§  7  11  Importation  of  certain  game 
bird  eggs.  Subject  to  any  applicable 
health,  customs  or  other  requirements 
imposed  by  law  or  by  regulations  of  duly 
authorized  agencies,  eggs  of  the  following 
game  birds  may  be  Imported  for  propa- 
gating purposes  upon  securing  a  permit 
therefor  issued  under  direction  of  the 
Secretary  of  the  Interior: 

( a )  Gallinae.  commonly  known  as  wild 
turkeys,  grouse,  phea.sants,  partridges, 
quail,  and  wild  guineafowl. 


(b)  Otidldae,    commonly    known    as 
bustards. 

(c)  Tinamidae,  commonly  known  as 

tlnamous.  t.  „  ^ 

Applications  for  such  permits  shall  be 
addressed  to  The  Director.  Fish  and 
Wildlife  Service.  Washington  25.  D.  C. 
(Par  1671.  46  Stat.  677.  19  U.  S.  C.  1201. 
par  1671 :  sec.  4  <  f ) .  Reorg.  Plan  No.  II  of 
1939.  4  F.  R.  2731.  3  CFR.  1943  Cum. 
Supp.) 

[seal!  Oscar  L.  Chapman. 

Under  Secretary  of  the  Interior. 

March  4.  1949. 

IF.   R.   Doc.   49-188S;    Filed.   Mar.    11.    1949; 
849  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 

[  33  CFR,  Parts  90,  92,  95  1 

(COFR  49-51 

Pilot  Rules  and  Navigation  Regulations 

MERCHANT   MARINE    COUNCIL    PUBLIC    HEAR- 
ING;   NOTICE    OF    PROPOSED    CHANGES 

1   The  Lake  Carriers'  Association  and 
other  interested  persons  have  submitted 
informal  requests  for  the  Merchant  Ma- 
rine Council  to  consider  changes  in  the 
Pilot  Rules  and  Navigation  Regulations 
as  hereinafter  set  forth.    The  Merchant 
Marine  Council  will  hold  a  public  hearing 
in  Room  4120.  Coast  Guard  Headquar- 
ters   Thirteenth   and   E   Streets   NW.. 
Washington.  D.  C.  on  March  29.  1949 
in  accordance  with  a  notice  of  proposed 
rule  making  published  in  the  Federal 
Register  on  February  26.  1949.  14  F.  R. 
898.  and  will  consider  the  changes  pro- 
posed in  this  document  at  that  hearing. 
Comments  on  the  proposed  regulations 
are  Invited  and  may  be  submitted  in 
writing  for  receipt  prior  to  the  hearing. 
March  29.  or  may  be  presented  orally  or 
in  writing  at  the  hearing.    Written  com- 
ments should  be  sent  to  the  Commandant 
(CMC),     Coast     Guard     Headquarters. 
Washington  25.  D.  C.    In  order  to  insure 
consideration  and  to  faciJitate  the  check- 
ing and  recording  of  comments,  it  Is  re- 
quested that  each  comment  on.  or  sug- 
gested rewording  of.  a  proposed  regula- 
tion be  submitted  on  a  separate  sheet  of 
letter   size   paper  showing  the   section 
number  and  the  subject;  the  proposed 
change  or  comment,  the  reason:  and  the 
name,  business  firm  nl  any  > .  and  address 
of  the  submitter. 

2.  The  authorities  for  prescribing  the 
various  regulations  are  cited  in  paren- 
theses at  the  end  of  each  section. 

3.  It  has  been  recommended  that  the 
proposed  5  90.19a.  prescribing  lights  for 
tows  being  pushed  ahead  on  Great  Lakes 
waters,  as  described  in  the  notice  of  pro- 
posed rule  making  published  in  the  Fed- 
eral Register  February  26,  1949,  14  F.  R. 
898.  be  changed  to  show  the  applicability 
of  the  regulation  only  to  canal  boats,  and 
by  including  in  the  definition  of  "canal 


boats'  as  used  in  this  section,  barges, 
scows,  and  other  craft  of  nondescript 
type  not  otherwise  provided  for.  The 
reason  for  this  proposal  is  that  Rule  7  of 
the  Statutory  Rules  for  the  Great  Lakes 
empowers  the  Commandant  of  the  U.  S. 
Coast  Guard  to  prescribe  lights  for  canal 
boats  being  towed.  The  proposed  §  90.19a 
reads  as  follows: 

S  90.19a    Lights  for  canal  boats  towed 
by  being  pushed  ahead.    When  a  tow  of 
one  or  more  canal  boats  is  towed  by  be- 
ing pushed  ahead  of  a  steam  vessel,  such 
tow  shall  be  lighted  by  an  amber  light  at 
the  extreme  forward  end  of  the  tow  and 
at  the  centerline  of  the  tow,  or  as  near 
the  centerline  as  it  is  practicable  to  carry 
such  light,  and  by  a  green  light  on  the 
starboard  side  and  a  red  light  on  the  port 
side  so  placed  that  they  mark  the  tow 
at  its  maximum  projection  to  starboard 
and  port,  respectively.    The  term  "canal 
boats"  as  used  in  this  section  shall  be 
construed  to  Include  barges,  scows,  and 
other    craft    of    nondescript    type    not 
otherwise  provided  for  by  statute  or  reg- 
ulations in  this  part.     The  amber  light 
described  shall  show  an  unbroken  light 
over  an  arc  of  the  horizon  of  twenty 
points  of  the  compa.ss.  so  fixed  as  to 
throw  the  light  ten  points  on  each  side, 
namely,  from  right  ahead  to  two  points 
abaft  the  beam  on  either  side,  and  be 
of  such  a  character  as  to  be  visible  at 
a  distance  of  at  least  three  miles.    The 
colored  side  lights  shall  be  fitted  with  in- 
board screens,  so  as  to  prevent  them  from 
being  seen  across  the  bow.  and  of  such  a 
character  as  to  be  visible  on  a  dark  night, 
with  a  clear  atmosphere,  at  a  distance 
of  at  least  2  miles,  and  so  constructed 
as  to  show  a  uniform  and  unbroken  light 
over  an  arc  of  the  horizon  of  10  points 
of  the  compass,  and  so  fixed  as  to  throw 
the  light  from  right  ahead  to  2  points 
abaft  the  beam  on  either  side.     (Sees.  1 
and  3  28  Stat.  646.  649.  as  amended,  in- 
cludinc  Public  Law  448,  80th  Congress; 
33  U.  S.  C.  243.  256> 

4.  It  has  been  recommended  that  the 
words  "but  passable"  be  deleted  from  the 
heading  of  33  CFR  92.07  (b).  The  rea- 
son for  this  proposal  Is  that  the  lookout 
in  the  tower  should  not  take  the  respon- 
sibility for  making  the  decision  as  to 


whether  or  not  the  channel  Is  passable. 
It  is  preferable  that  the  signal  indicat- 
ing that  the  channel  Is  partially  ob- 
structed be  hoisted  and  that  the  masters 
of  approaching  ships  make  for  them- 
selves the  determination  as  to  the  passa- 
bllity  of  the  channel  after  obtaining  ad- 
ditional facts  by  radiotelephone.  It  is 
proposed  that  33  CFR  92.07  (b)  be 
amended  to  read  as  follows: 

§  92.07  Visual  signals  at  lookout  sta- 
tions.      •       •       •  .         .    J      T 

(b)  Channel  partially  obstructed.  In- 
dicated by  a  red  ball  over  a  white  ball 
by  day.  a  red  light  over  a  white  light  by 
night,  hoisted  vertically  about  6  feet 
apart. 

(Sec    1.  29  Stat.  54,  55.  34  Stat.  136.  as 
^mended:    33   U.    S.    C.    '*'?4;    sec^   101 
Reorganization  Plan  No.  3  of   1946.  46 
U.  S.  C.  1) 

5   It  has  been  recommended  that  33 
CFR  92  10.  regarding  visual  signals  on  a 
vessel  aground  in  a  channel,  be  amended. 
This  proposed  amendment  will  eliminate 
the  distinctions  between  the  visual  sig- 
nals required  by  the  present  rules  for  a 
vessel  aground  in  a  dredged  channel  and 
completely  blocking  the  channel  and  a 
vessel  aground  in  a  dredged  channel  so  as 
to  permit  passage  with  safety.    The  dis- 
tance between  the  lights  will  al.so  be  re- 
duced from  6  feet  to  3  feet.    The  rea.<«)n 
for  this  proposal  is  that  the  master  of  a 
vessel  aground  should  not  assume  the  re- 
sponsibility for  determining  whether  the 
channel  is  passable;  that  decision  should 
be  made  by  the  ma.stcr  of  an  approaching 
vessel      The  reduction  of  the  distance 
between  the  lights  from  6  feet  to  3  feet  Is 
to  make  the  provisions  of  this  section 
con-sonant  with  the  provisions  of  Rule  30. 
subparagraph   (O.  which  requires  that 
the  lights  be  placed  not  less  than  3  tcei 
apart.     The   proposed    §92.10   reads  as 
follows: 

§  92 10  Visual  signals  on  vessel 
aground  in  channel.  A  vessel  aground 
in  a  dredged  channel  shall  carry  from 
sunset  to  sunrise  in  addition  to  the  white 
light  or  lights  prescribed  for  a  vessel  ai 
anchor,  two  red  lights  hoisted  vertically 
not  less  than  three  feet  apart.  In  sucn 
position  and  height  as  to  be  readily  vis- 
ible  to  vessels  bound  up  and  down  ine 
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channel.  (Sec.  1.  29  Stat.  54,  55.  34  Stat. 
136.  as  amended;  33  U.  S.  C.  474;  sec.  101. 
Reorganization  Plan  No.  3  of  1946  46 
U.  S.  C.  1) 

6.  It  has  been  recommended  that  33 
CFR  92.11.  regarding  sound  signals  for  a 
vessel  aground  in  a  channel,  be  amended. 
The  proposed  amendment  to  §  92.11  will 
eliminate  the  distinction  between  the 
sound  signals  for  a  vessel  aground  in  and 
completely  blocking  the  dredged  chan- 
nel and  the  sound  signals  for  a  vessel 
aground  In  a  dredged  channel  so  as  to 
permit  passage  with  safety.  The  reason 
for  this  proposal  Is  substantially  the 
same  as  that  set  forth  in  paragraph  5 
above  to  justify  the  amendment  to 
5  92.10.  The  proposed  §  92.11  reads  as 
follows : 

§  92.11  Sound  signals  for  a  vessel 
aground  in  a  channel  during  good  visi- 
bility. A  ves.sel  aground  in  a  dredged 
channel  during  good  vi.«:ibillty  shall  sound 
several  short  and  rapid  blasts  on  her 
whistle,  not  less  than  five,  upon  the  ap- 
proach of  another  vessel  bound  up  or 
down  the  channel.  The  approaching 
ve.ssel  shall  stop  and  make  proper  dis- 
positions to  avoid  fouling  the  grounded 
vessel,  and  shall  upon  the  approach  of 
another  vessel  coming  up  astern  repeat 
the  signal  for  that  vessel's  benefit. 
Should  additional  vessels  approach  from 
that  same  direction,  the  last  vessel  in 
line  shall  be  responsible  for  sounding  the 
signal  for  the  benefit  of  the  next  vessel 
to  make  its  appearance.  (Sec.  1.  29 
Stat.  54.  55.  34  Stat.  136.  as  amended; 
33  U.  S.  C.  474;  sec.  101.  Reorganization 
Plan  No.  3  of  1946.  46  U.  S.  C.  1) 

7.  It  has  been  recommended  that  33 
CFR  95.33.  regarding  lights  for  barges 
temporarily  operating  within  or  without 
Western  Rivers,  be  amended  by  addition 
of  a  proviso  thereto  requiring  Western 
River  barges  to  carry  lights  required  by 
Great  Lakes  Pilot  Rules  when  being  navi- 
gated on  the  Great  Lakes  and  connect- 
ing waters.  The  reason  given  for  this 
amendment  is  that  the  provisions  of 
8  95.33  as  applied  to  craft  being  towed 
from  the  western  rivers  into  the  Great 
Lakes  are  in  conflict  with  the  require- 
ments for  lights  for  such  vessels  that 
have  already  been  established  by  the  Pilot 
Rules  for  the  Great  Lakes.  The  proposed 
§  95.33  reads  as  follows: 

§  95.33  Lights  for  barges  temporarily 
operating  within  or  without  Western 
Rivers.  Nothing  In  §§95.29  and  95.31 
shall  be  construed  as  compelling  barges 
being  towed,  when  passing  through  any 
waters  coming  within  the  scope  of  any 
regulation  where  lights  for  barges  are 
different  from  those  of  the  waters 
whereon  such  barges  are  usually  em- 
ployed, to  change  their  lights  from  those 
required  on  the  waters  from  which  their 
trip  begins  or  terminates;  but  should 
such  barges  engage  in  local  employment 
on  waters  requiring  different  lights  from 
those  where  they  are  customarily  em- 
ployed, they  shall  comply  with  the  local 
rules  where  employed:  Provided,  That 
barges  (Including  canal  boats)  being 
towed  on  the  Great  Lakes  and  their 
connecting  waters  and  the  St.  Marys 
River  shall  comply  with  the  rules  pre- 
scribing lights  for  craft  being  towed  on 
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such  waters.  (Sec.  2.  30  Stat.  102,  38 
Stat.  381,  as  amended.  28  Stat.  646,  649. 
as  amended,  and  R.  S.  4233A,  Pub.  Law 
644,  80th  Cong.;  33  U.  S.  C.  157.  243.  256) 

Dated:  March  9.  1949. 

[seal]  J.  P.  Farley. 

Admiral,  U.  S.  Coast  Guard. 
Commandant. 

|F.    R.   Doc.   49-1907;    Piled.   Mar.    11.    1949; 
9:01  a.  ml 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  904  1 

Handling  op  Milk  in  Greater  Boston, 
Lowell-Lawrence,  and  Pall  River, 
Mass.,  Milk  Marketing  Area 

notice  of  hearing  on  PROPOSED  AMEND- 
MENTS TO  TENTATIVE  MARKETING  AGREE- 
MENTS AND  TO  ORDERS.  As  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.).  and  In  accordance 
with  the  applicable  rules  of  practice  and 
procedure,  as  amended  (7  CFR  Supps.. 
900.1  et  seq.).  notice  is  hereby  given  of  a 
hearing  to  be  held  at  Circuit  Court  of 
Appeals  Room.  15th  Floor  Federal  Build- 
ing. Post  Office  Square.  Boston,  Massa- 
chusetts, beginning  at  10:00  a.  m..  e.  s.  t., 
March  16, 1949,  for  the  purpose  of  receiv- 
ing evidence  with  respect  to  proposed 
amendments  hereinafter  set  forth,  or 
appropriate  modifications  thereof  to  the 
tentative  marketing  agreements  hereto- 
fore approved  by  the  Secretary  of  Agri- 
culture and  to  the  orders,  as  amended, 
regulating  the  handling  of  milk  in  the 
Greater  Boston.  Lowell -Lawrence,  and 
Fall  River,  Massachusetts,  milk  market- 
ing areas.  These  proposed  amendments 
have  not  received  the  approval  of  the 
Secretary  of  Agriculture. 

Amendments  to  the  order  regulating 
the  handling  of  milk  in  the  Greater  Bos- 
ton marketing  area  proposed  by: 

Bellows  Palls  Cooperative  Creamery,  Bel- 
lows Falls,  Vt. 

Bethel  Cooperative  Creamery.  Bethel.  Vt. 

Cabot  Cooperative  Creamery,  Cabot.  Vt. 

Connecticut  Valley  Dairy.  Inc..  Lancaster. 
N.  H. 

Grand  Isle  County  Cooperative  Creamery 
Grand  Isle,  Vt. 

Granite  City  Cooperative  Creamery.  Barre. 
Vt. 

Milton  Cooperative  Dairy  Corporation.  Mil- 
ton. Vt. 

Mt.  Hansfleld  Cooperative  Creamery  & 
Grain  Association,  Stowe.  Vt. 

New  England  Milk  Producers'  Association, 
Boston,  Mass. 

Richmond  Cooperative  Creamery,  Rich- 
mond, Vt. 

St.  Albans  Cooperative  Creamery,  St.  Al- 
bans, Vt. 

Shelburne  Cooperative  Creamery,  Shel- 
biirne,  Vt. 

Tunbrldge  Cooperative  Creamery,  Tun- 
bridge,  Vt. 

United  Farmers  of  New  England,  Boston, 
Mass. 

1.  In  5  904.7  (b)  (3).  change  the  period 
to  a  comma  and  add  the  following  words : 
"and  subtract  31.25  cents." 

2.  Delete  8  904.7  (b)  (4)  and  substi- 
tute the  following: 
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(4)  Compute  the  arithmetical  average 
of  carlot  prices  per  pound  of  nonfat  dry 
milk  solids,  roller  process  (not  including 
that  specifically  designated  as  animal 
feed)  f.  o.  b.  Chicago  area  manufactur- 
ing plants  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  delivery  period  (or  by  such  other 
Federal  agency  as  may  hereafter  be  au- 
thorized to  perform  this  price  reporting 
function),  add  (or  substract)  the  amount 
by  which  the  average  price  received  not 
at  factory  during  a  recent  representative 
period,  by  all  powder  manufacturers  in 
the  Boston  pool,  as  computed  by  the  Mar- 
ket Administrator's  office,  is  more  or  less 
than  the  Chicago  price,  then  subtract  the 
amount  shown  below  for  the  applicable 
month,  and  multiply  the  remainder  by 
7.5: 

Amount 
Month:  (cents) 

October  through  February 3.5 

March.  April,  and  July 6.1 

May  and  June 59 

August  and  September 4.3 

3.  Delete  §904.7  (b)  (5),  and  substi- 
tute the  following: 

(5)  Add  the  results  obtained  in  sub- 
paragraphs <3)  and  (4»  of  this  para- 
graph. The  result  Is  the  Class  n  price 
per  hundredweight  for  milk  received 
from  producers  at  plants  located  in  the 
201-210  railroad  freight  mileage  zone. 

4.  In  §  904.7  (e)  delete  subparagraph 
(2)  and  substitute  the  following: 

(2)  To  the  value  computed  in  §  904.7 
(b)  (3)  (as  modified  by  proposal  No.  1 
above)  add  10  cents,  divide  the  result  by 
3.7.  and  subtract  therefrom  the  value 
determined  in  subparagraph  (1)  of  this 
paragraph.  The  result  Is  the  butter  and 
cheese  dlfiferential. 

Amendments  to  the  order  regulating 
the  handling  of  milk  in  the  Greater  Bos- 
ton marketing  area  proposed  by  the  In- 
dependent Cooperative  Association.  Inc., 
and  The  Eastern  New  York  Dairy  Co- 
operative. Inc.: 

5.  Change  §904.7  (b)  (1)  to  read  as 
follows: 

(1)  Divide  by  33.12  the  weighted  aver- 
age price  per  forty-quart  can  of  40  per- 
cent bottling  quality  cream,  f.  o.  b.  Bos- 
ton as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month 
during  which  such  milk  Is  delivered. 
Multiply  the  result  by  3.7  and  subtract 
27  cents. 

6.  That  In  computing  the  value  of 
skim  milk,  eight  and  one-half  pounds 
of  roller  powder  Instead  of  seven  and 
one-half  pounds  be  used. 

Proposals  by  H.  P.  Hood  &  Sons.  Inc. 

7.  Delete  §  904.7  (b)  (2)  and  substi- 
tute therefor: 

(2)  For  any  month  for  which  no 
cream  price  as  described  in  subpara- 
graph (1)  of  this  paragraph  Is  reported, 
add  2  cents  to  the  average  of  the  highest 
prices  reported  dally  for  such  month  by 
the  United  States  Department  of  Agri- 
culture for  U.  S.  Grade  A  (U.  S.  92-.score) 
butter  at  wholesale  In  the  New  York  mar- 
ket, multiply  the  result  by  1.24  and  sub- 
ject to  paragraph  (d)  <4)  of  this  section, 
subtract  1.57  cents  from  the  result. 
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8.  Delete  the  schedule  of  amounts  In 

5  904 7  (b>(5)  and  substitute: 

Amount 

Month:  {cents) 

January    and    February 67.  5 

March  and  April ---  79.5 

May   and  June 85.5 

July    - '^8-8 

August  and  September 73.5 

October.  November,  and  December..  67.  5 

9.  In  S  604.7  (e)  delete  subparagraphs 
(1>.  (2),  and  (5);  renumber  subpara- 
graphs (3)  and  (4)  as  (1)  and  (2)  and 
insert : 

(3)  Multiply  the  remaining  pounds  of 
butterfat  determined  pursuant  to  sub- 
paragraph (2)  of  this  paragraph  by  4 
c°nts. 

10.  Delete  S  904.9  (d)  (2)  and  substi- 
tute: 

(2>  If  the  cream  price  described  in 
subparagraph  (D  of  this  paragraph  Is 
not  reported  for  such  period,  add  2  cents 
to  the  average  of  the  highest  prices  re- 
ported daily  for  that  period  by  the  United 
States  Department  of  Agriculture  for 
U.  S.  Grade  A  (U.  S.  92-score)  butter  at 
wholesale  in  the  New  York  market,  mul- 
tiply by  1.24  and  subject  to  §  904.7  (d)  <4) 
subtract  1.57  cents  from  the  result,  and 
divide  the  remainder  by  10. 

Proposed  by  New  England  Milk  Pro- 
ducers Association. 

11.  Make  such  changes  in  the  Fall 
River  and  Lowell-Lawrence  milk  market- 
ing orders  as  are  necessary  to  reflect  in 
those  orders  any  changes  in  Class  II 
prices  which  may  result  from  the  fore- 
going proposals. 

Proposed  by  United  Farmers  of  New 
England.  Inc.  and  Milton  Cooperative 
Dairy  Corporation. 

12.  In  §  904.7  establish  a  price  for  Class 
I  milk  disposed  of  outside  the  Boston 
marketing  area  and  outside  any  other 
Federal  milk  marketing  area  comparable 
to  the  price  for  Class  I-C  milk  established 
by  the  New  York  milk  order. 

Proposed  by  the  Dairy  Branch.  Produc- 
tion and  Marketing  Administration. 

13.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  marketing 
agreements  and  orders  conform  with  any 
amendments  thereto  that  may  result 
from  this  hearing. 

Copies  of  this  notice  of  hearing,  the 
said  orders,  as  amended,  now  In  effect, 
and  the  said  tentative  marketing  agree- 
ments may  be  procured  from  the  Market 
Administrators.  230  Congress  Street.  Bos- 
ton. Massachusetts.  103  Pleasant  Street. 
Pall  River.  Massachusetts,  or  from  the 
Hearing  Clerk.  Room  1844  South  Build- 
ing. United  States  Department  of  Agri- 
culture. Washington  25,  D.  C.  or  may  be 
there  Inspected. 

Dated  at  Washington.  D.  C.  March  9, 
1949. 
IsiALl  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

[F.    R.   Doc.    49-1960:    Filed.    Mar.    11.    1949; 
10:03  a.  m.) 


PROPOSED  RULE  MAKING 

[  7  CFR,  Part  975  1 

1  Docket  No.  AO-179-A51 

Handling  of  Milk  in  Cleviland.  Ohio, 
Milk  Marketing  Area 

notice  of  hearing  on  proposed  amend- 
ments to  tentative  marketing  agree- 
ment, and  order.  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as' amended 
(7  U.  S.  C.  601  et  seq.).  and  In  ac- 
cordance with  the  applicable  rules  of 
practice  and  procedure,  as  amended  (7 
CFR.  Supps.  900.1  et  seq.;  11  F.  R.  7737, 
12  F.  R.  1159,  4904) .  notice  Is  hereby  given 
of  a  public  hearing  to  be  held  at  the  Hotel 
Hollenden.  Cleveland,  Ohio,  beginning  at 
10:00  a.  m.,  e.  s.  t..  March  15. 1949.  for  the 
purpose  of  receiving  evidence  with  re- 
spect to  proposed  amendments  to  the 
tentative  marketing  agreement  as  here- 
tofore approved  and  to  the  order,  as 
amended,  regulating  the  handling  of  milk 
In  the  Cleveland.  Ohio,  marketing  area 
(12  F.  R.  5840.  13  F.  R.  2332.  13  F.  R. 
5653 ) .  The  amendments  proposed  have 
not  received  the  approval  of  the  Secre- 
tary of  Agriculture. 

This  public  hearing  Is  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic and  emergency  conditions  which 
relate  to  the  proposed  amendments  here- 
inafter set  forth: 

The  following  amendments  have  been 
proposed  by  the  Milk  Producers  Federa- 
tion of  Cleveland: 

1.  Delete  §975.1  (m  and  substitute  the 
following: 

(n>  "Other  source  milk"  means  all 
skim  milk  and  butterfat  received  from  a 
source  other  than: 

(i)   Producers  as  herein  defined. 

(11)  Another  pool  plant:  Provided, 
however.  That  If  the  quantity  of  skim 
milk  and  butterfat  so  received  from  such 
other  pool  plant,  exceeds  in  any  delivery 
period  the  quantity  of  milk  and  butter- 
fat which  said  pool  plant  receives  from 
producers  as  herein  defined,  such  excess 
shall  be  considered  as  other  source  milk. 

2.  Add  to  S  975.4  (b)  an  additional 
paragraph  numbered  (3)  as  follows: 

(3)  Proof  of  the  approval  by  the  ap- 
propriate health  authority  as  provided  in 
5  975.1  (h)  with  respect  to  any  person 
claiming  status  as  a  producer  shall  be 
filed  with  the  Market  Administrator  as 
follows: 

(i)  The  producer  payroll  submitted  to 
the  Market  Administrator  shall  show  as 
to  each  producer  the  name  of  the  health 
authority  approving  said  person  as  a  pro- 
ducer and  the  serial  number  of  the  In- 
dividual farm  permit  Issued  to  such  pro- 
ducer. 

(11)  If  no  Individual  farm  permit  has 
been  Issued,  then,  as  to  each  producer 
claiming  such  status,  there  shall  be  filed 
by  the  handler  a  copy  of  the  official  order 
of  such  health  authority  which  is  claimed 
to  constitute  the  approval.  No  person 
shall  be  recognized  as  a  producer  until 
such  proof  is  filed.  Provided,  however. 
That  If  such  proof  is  on  file  with  respect 
to  any  producer  for  any  part  of  a  calen- 
dar month,  he  shall  be  considered  as  hav- 
ing the  status  of  a  producer  for  that  en- 
tire month. 


3.  Amend  §  975.5  (b)  (2)  and  (b)  (3) 
to  classify  cottage  cheese  as  Class  II  milk 
as  follows: 

In  §975.5  (b)  (2)  after  the  semicolon 
In  line  3.  insert  the  words  "or  used  to 
produce  cottage  cheese;" 

In  §  975.5  (b)  (3)  (1>  strike  out  the  fol- 
lowing "  (including  cottage  cheese) "  from 
lines  1  and  2. 

4.  Amend  §  975.6  (d)  (2>  by  adding  the 
following:  "And  provided  also.  That  the 
price  of  skim  milk,  used  for  animal  feed, 
shall  be  determined  as  follows:  from  the 
average  carlot  price  per  pound  of  nonfat 
dry  milk  solids  for  animal  feed,  roller 
process.  F.  O.  B.  manufacturing  plants, 
as  published  for  the  Chicago  area  for  the 
delivery  period  by  the  Department  of  Ag- 
riculture, subtract  5.5  cents  and  multi- 
ply the  remainder  by  8.5.  The  effective 
price  shall  be  that  price  stated  in  full 
cents  and  nearest  to  the  product  so  ob- 
tained." 

The  following  amendments  have  been 
proposed  by  the  Milk  Market  Survey 
Committee  of  Cleveland: 

5.  In  §  975.3  (a)  (2)  delete  the  period 
after  the  word  "office"  in  the  sixth  line 
of  said  section  and  add  the  words  "and  by 
mailing  a  copy  of  such  list  to  each  plant 
appearing  thereon  and  to  all  handlers. 
Said  list  shall  Include  the  names  of 
plants  which  were  disqualified  as  pool 
plants  during  the  preceding  delivery  pe- 
riod and  such  disqualification  shall  not 
be  effective  until  the  first  day  of  the  cal- 
endar month  following  the  publication 
and  mailing  of  such  list  as  provided  in 
this  paragraph." 

And  delete  §  975.3  (c)  (2)  and  substi- 
tute therefor  the  following: 

(2)   If  such  plant  furnished  le.ss  than 
10  per  cent  of  Its  dairy  farm  supply  of 
milk  to  a  pool  plant  described  in  para- 
graph (a»  (1)  of  this  section  within  each 
of  the  three  most  recent  delivery  periods, 
excluding  April.  May.  June,  and  July: 
Provided.  That  upon  receipt  by  the  mar- 
ket administrator  prior  to  the  delivery 
period  of  a  written  request  made  by  the 
handler,  all  pool  plants  operated  by  such 
handler  shall  be  considered,  for  such  de- 
livery period,  as  one  plant  for  the  purpose 
of  meeting  the  minimum  percentage  re- 
quirements of  this  subparagraph:   And 
provided    further.    That    this    subpara- 
graph shall  not  apply  to  the  plant  of  the 
Milk  Producers  Federation  of  Cleveland: 
i4nd  provided  further.  That  under  no  cir- 
cumstances shall  a  pool  plant  be  disquali- 
fied before  the  first  day  of  the  calendar 
month    following    the    publication    and 
mailing  of  the  list  as  required  under 
§975.3  (a)    (2). 

6.  Delete  In  §  975.5  (b)  (2)  the  follow- 
ing: "Or  storage  cream  (cream  placed  in 
a  licensed  cold  storage  warehouse  to  re- 
main for  a  period  of  not  less  than  30  days, 
and  which  is  subject  at  all  times,  while  in 
such  warehouse  to  inspection  by  the 
market  administrator  to  determine  the 
physical  presence  of  such  cream) ." 

and  add  the  following  at  the  end  of 
§  975.5  (b)  (3)  (1) :  "And  storage  cream 
(cream  placed  In  any  cold  storage  ware- 
house to  remain  for  a  period  of  not  less 
than  30  days,  and  which  Is  subject  at  all 
times,  while  In  such  warehouse  to  Inspec- 
tion by  the  market  administrator  to  de- 
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termlne  the  physical  presence  of  such 
cream)." 

7.  In  §  975.5  (b)  (2)  add  the  following 
words  after  the  word  "powdered"  in  the 
third  line:  "And  Reddi-Wip  Topping  and 
other  products  similarly  constituted  and 
similarly  processed." 

8.  In  §975.5  (b)  (1)  (1)  delete  the 
words  "or  buttermilk"  in  the  first  line  and 
delete  the  words  "or  sour"  In  the  third 
line:  and  in  §  975.5  (b)  (3)  (I)  add  the 
words  "buttermilk;  sour  cream"  after  the 
words  "butter  oil"  In  the  first  line  of  said 
section. 

9.  Delete  5  975.5  (g)  (3>  and  substitute 
in  lieu  thereof  the  following: 

(3)  Subtract  from  the  pounds  of  but- 
terfat In  other  source  milk  the  follow- 
ing in  the  order  named : 

(I)  The  pounds  deducted  pursuant  to 
subparagraph  (2)  of  this  paragraph,  and 

(ID  The  pounds  of  butterfat  In  stor- 
age cream  made  from  producer  milk 
which  Is  used  in  the  manufacture  of  Ice 
cream,  imitation  Ice  cream,  and  other 
frozen  desserts  and  mixes  for  similar 
products  (liquid  or  powdered),  and 

(HI)  The  pounds  of  butterfat  In  other 
source  milk  used  In  the  manufacture  of 
Ice  cream,  Imitation  ice  cream,  and  other 
frozen  desserts  and  mixes  for  similar 
products  (liquid  or  powdered). 

10.  In  §975.6  (b)  (1)  change  "15 
cents"  in  the  last  line  to  "60  cents." 

11.  Delete  §975  6  (c»  (1)  and  substi- 
tute therefor  the  following : 

(1)  Add  to  the  basic  formula  price  the 
following  amount  for  the  delivery  period 
Indicated:  May  and  June.  $0.05;  Sep- 
tember, October,  November.  December. 
January,  and  February.  $0.35;  and  all 
others  $0.20. 

12.  Delete  subparagraphs  (d),  (d)  (1) 
and  (d)  (2)  of  §975.6  and  substitute 
therefor  the  following: 

(d)  Class  III  milk  prices.  The  respec- 
tive minimum  prices  per  hundredweight 
to  be  paid  by  each  handler,  f.  o.  b.  his 
plant,  for  skim  milk  and  butterfat  in 
milk  received  from  producers  which  is 
classified  as  Cla.ss  III  milk  shall  be  as 
follows,  as  computed  by  the  market 
administrator: 

(1)  The  price  per  hundredweight  of 
butterfat  shall  be  the  average  price  per 
pound  of  92-score  butter  at  wholesale  in 
the  Chicago  market,  as  reported  by  the 
Department  of  Agriculture  for  the  deliv- 
ery period,  multiplied  by  110:  Provided. 
That  the  price  per  hundredweight  of  but- 
terfat used  to  produce  butter  or  con- 
tained In  shrinkage  pursuant  to  §  975.5 
(b)  (3)  (11)  shall  be  such  price  less  $3.60; 

(2)  The  price  per  hundredweight  of 
skim  milk  (calculated  to  the  nearest  full 
cent)  shall  be  the  average  carlot  price 
per  pound  of  nonfat  dry  milk  solids  for 
human  consumption,  roller  process, 
f.  o.  b.  manufacturing  plants,  as  pub- 
lished for  the  Chicago  area  for  the  deliv- 
ery period  by  the  Department  of  Agricul- 
ture, less  5.5  cents  and  then  multiplied 
by  8.5. 

13.  Amend  §  975.7  (b)  to  revise  the 
method  of  computing  the  handler's  loca- 
tion differential  so  as  to  eliminate  inequi- 
ties. 
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14.  Delete  §  975.7  (c)  (2)  and  substi- 
tute therefor  the  following: 

(2)  For  each  delivery  period,  the  ob- 
ligation to  the  producers  settlement  fund 
for  each  handler  who  operates  a  pool 
plant  as  defined  in  §975.3  (a)  (1)  and 
who  receives  within  such  delivery  period 
more  than  50  percent  of  its  total  receipts 
of  milk,  skim  milk,  buttermilk,  flavored 
milk,  or  flavored  milk  drink  from  a  non- 
pool  plant,  shall  be  computed  by  the  mar- 
ket administrator  by  multiplying  by  the 
difference  between  the  respective  prices 
for  skim  milk  and  butterfat  in  Class  I 
milk  and  Class  III  milk,  the  amount  of 
such  receipts  from  such  nonpool  plant 
which  are  Class  I  milk  (excluding  cream) 
at  the  receiving  pool  plant. 

15.  In  §  975.6  (a)  delete  the  words  "the 
next  preceding  delivery  period"  wherever 
they  appear  and  substitute  therefor  the 
words  "the  delivery  period." 

The  following  amendments  have  been 
proposed  by  the  United  Milk  Products 
Company: 

16.  Amend  §  975.3  (a)  (2)  (i)  to  In- 
clude the  following  plants  of  United  Milk 
Products  Company  as  pool  plants:  Cold- 
water.  Hillsdale,  and  Morenci.  Michigan. 

17.  Delete  §975.1  (h)  and  substitute 
therefor  the  following: 

(h)  "Producer"  means  any  person  with 
respect  to  milk  produced  by  him  having 
the  approval  of  the  health  authority  of 
any  community  in  the  marketing  area 
for  consumption  as  fluid  milk  or  cream  In 
such  community  which  milk  is  moved 
directly  from  his  farm  to: 

18.  Delete  §  975.3  (a)  (3)  and  substi- 
tute therefor  §975.3  (a)  (3)  (1)  and  (11) 
to  read  as  follows: 

(I)  A  plant  having  approval  of  the 
appropriate  health  authority  In  the 
marketing  area  to  do  so  which  has, 
within  the  delivery  period  of  January. 
February,  or  March  and  within  each  of 
the  five  consecutive  preceding  delivery 
periods,  furnished  milk  or  cream  to  a 
pool  plant  described  in  subparagraph 
(1 )  of  this  paragraph  in  an  amount  equal 
to  50  percent  or  more  of  its  entire  re- 
ceipts of  milk  and /or  butterfat-equiva- 
lent  from  dairy  farmers  during  each 
such  delivery  period;  or 

(II)  A  plant  having  approval  of  the 
appropriate  health  authority  in  the  mar- 
keting area  which  has.  In  the  preceding 
twelve  delivery  periods  together,  fur- 
nished milk  or  cream  to  a  pool  plant 
described  In  subparagraph  (1)  of  this 
paragraph  In  an  amount  equal  to  50  per- 
cent or  more  of  Its  total  receipts  of  milk 
and/or  butterfat-equlvalent  from  dairy 
farmers  for  the  twelve  months'  period: 
Provided.  That  upon  receipt  by  the  mar- 
ket administrator  prior  to  the  flrst  deliv- 
ery period  of  a  written  request  made  by 
the  qualifying-handler,  all  qualifying- 
pool  plants  operated  by  such  qualifying- 
handler  shall  be  considered,  for  such 
qualifying  twelve  months'  period,  as  one 
plant  for  the  purpose  of  meeting  the 
minimum  percentage  requirements  of 
this  subparagraph. 

19.  Delete  §  975.3  (c)   (2)  and  substi- 
tute therefor  the  following: 


1131 

(2)  If  such  plant  furni.shed  to  a  pool 
plant  described  in  paragraph  (a)  (1)  of 
this  section  less  than  10  percent  of  its 
dairy  farm  supply  of  milk  and/or  butter- 
fat-equivalent  in  any  month  except  April. 
May,  June,  or  July  and  less  than  50  per- 
cent of  such  supply  during  more  than  one 
of  the  months  of  October.  November.  De- 
cember, and  January:  Provided.  That 
upon  receipt  by  the  market  administra- 
tor prior  to  the  delivery  period  of  a  writ- 
ten request  made  by  the  handler,  all  pool 
plants  operated  by  such  handler  shall  be 
considered,  for  such  delivery  period,  as 
one  plant  for  the  purpose  of  meeting  the 
minimum  percentage  requirements  of 
this  subparagraph:  And  provided  fur- 
ther. That  this  subparagraph  shall  not 
apply  to  the  plant  of  the  Milk  Producers 
Federation  of  Cleveland. 

The  following  amendment  has  been 
proposed  by  the  Dairymen's  Ohio  Farm- 
ers Milk  Company: 

20.  Amend  §  975.5  (a)  (2)  to  include 
"Reddi-Wip  Topping." 

The  following  amendments  have  been 
proposed  by  the  Dairy  Branch.  Produc- 
tion and  Marketing  Administration: 

21.  In  §  975.9  delete  the  reference 
"§  975.5  (c  > "  and  substitute  therefore  the 
reference  "§  975.7  (c)." 

22.  Add  to  §  975.9  the  following  pro- 
viso :  '^Provided,  That  such  payment  shall 
not  be  required  wltb  respect  to  milk  sub- 
ject to  similar  type  of  payment  under  the 
provisions  of  a  Federal  milk  marketing 
agreement  or  order  issued  pursuant  to 
the  act  for  any  other  fluid  milk  market- 
ing area." 

23.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  marketing 
agreement  and  order  conform  with  any 
am§ndments  thereto  that  may  result 
from  this  hearing. 

Copies  of  this  notice  of  hearing  and  of 
the  tentative  marketing  agreement  and 
the  order,  as  amended,  now  in  effect,  may 
be  procured  from  the  Market  Adminis- 
trator, 2163  East  Second  Street.  Cleve- 
land. Ohio,  or  from  the  Hearing  Clerk. 
Room  1844.  United  States  Department  of 
Agriculture.  South  Building.  Washington 
25.  D.  C,  or  may  be  there  inspected. 

Dated:  March  7.  1949. 

[SEAL]  John  I.  Thompson, 

Assistant  Administrator. 

[F.   R.   Doc.   4«-1863;    Filed,    Mar.    11,    1949; 
8:46  a.  m.j 


[  7  CFR,  Part  992  1 

[AO-2001 

Handling  of  Irish  Potatoes  Grown  in 
Washington 

notice  of  hearing  with  respect  to  pro- 
posed marketing  agreement  and  order 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq),  and  in  accordance 
with  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  and  Supps.  901.1  et  seq.; 
11  F.  R.  7737;  12  F.  R.  1159,  4904) .  notice 
is  hereby  given  of  a  public  hearing  to  be 
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held  in  the  Pacific  Power  and  Light 
Building  Auditorium.  7  North  Third 
Street.  Yakima,  Washington,  beginning 
at  9:30  a.  m..  p.  s.  t..  April  4,  1949.  with 
respect  to  a  proposed  marketing  agree- 
ment and  order  regulating  the  handling 
of  Irish  potatoes  grown  In  the  State  of 
Washington.  The  proposed  marketing 
agreement  and  order  have  not  received 
the  approval  of  the  Secretary  of  Agri- 
culture. 

The  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  eco- 
nomic and  marketing  conditions  which 
relate  to  the  provisions  of  the  proposed 
marketing  agreement  and  order  which 
are  hereinafter  set  forth. 

Growers  and  shippers  in  the  State  of 
Washington,  as  represented  by  officials 
of  the  Washington  State  Potato  Growers 
Association.  Inc..  drafted  and  requested 
a  hearing  on  the  following  proposed 
marketing  agreement  and  order  regulat- 
ing the  handling  of  potatoes  in  the  pro- 
posed production  area. 

5  992.1  Definitions.  As  used  herein. 
the  following  terms  have  the  following 
meaning : 

(a>  'Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  other  officer,  or  member  of  the 
United  States  Department  of  Agricul- 
ture, who  is.  or  may  hereafter  be  author- 
ized to  exercise  the  powers  and  to  per- 
form the  duties  of  the  Secretary  of  Agri- 
culture. 

(b)  "Act"  means  Public  Act  No.  10. 
73d  Congress,  as  amended  and  reen- 
acted  and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
anfonded  (7  U.  S.  C.  601  et  seq.;  61  Stat. 
202.  707). 

(c>  "Person"  means  an  individual, 
partnership,  corporation,  association, 
legal  representative,  or  any  organized 
group  or  busine.ss  unit. 

(d>  "Production  area"  means  all  ter- 
ritory Included  within  the  boundaries  of 
the  State  of  Washington. 

(e)  "Potatoes"  means  all  varieties  of 
Irish  Potatoes  grown  within  the  State 
of  Washington. 

(f)  "Handler"  is  synonymous  with 
shipper  and  means  any  person  (except 
a  common  or  contract  carrier  of  potatoes 
owned  by  another  person)  who  ships  po- 
tatoes in  fresh  form. 

(g  >  "Ship"  or  "handle"  means  to  trans- 
port, sell,  or  any  other  way  to  ship  or 
place  potatoes  In  the  current  of  inter- 
state or  foreign  commerce,  or  so  as  di- 
rectly to  burden,  obstruct,  or  affect  any 
such  commerce. 

(h)  "Producer"  means  any  person  en- 
gaged In  the  production  of  potatoes  for 
market. 

(1)  "Fiscal  year"  means  the  period  be- 
ginning on  June  1  of  each  year  and  end- 
ing May  31  of  the  following  year. 

(J)  "Committee"  means  the  adminis- 
trative committee,  called  the  State  of 
Washington  Potato  Committee,  estab- 
Ushed  pursuant  to  §  992.2. 

(k)  "Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Irish 
potatoes  according  to  those  definitive 
characteristics  now  or  hereafter  recog- 
nized by  the  United  States  Department 
of  Agriculture. 
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(1)  "Seed  potatoes"  means  and  in- 
cludes all  potatoes  officially  certified  and 
tagged,  marked  or  otherwise  appropri- 
ately identified,  under  the  supervision  of 
the  official  seed  potato  certifying  agency 
of  the  State  of  Washington  or  other  seed 
certification  agencies  which  the  Secre- 
tary may  recognize. 

(m)  "Table  stock  potatoes"  means  and 
Includes  all  potatoes  not  included  within 
the  definition  of  "seed  potatoes." 

(n)  "Wholesale  pack'  means  a  unit 
of  fifty  pounds  net  weight  or  more  of 
potatoes  contained  In  a  bag.  crate,  or  any 
other  type  of  container. 

(0)  "Consumer  pack"  means  a  unit  of 
less  than  fifty  pounds  net  weight  of  po- 
tatoes contained  In  a  bag.  crate,  or  any 
other  type  of  container. 

(p)  "Grade"  means  any  one  of  the  offi- 
cially established  grades  of  potatoes,  and 
"size"  means  any  one  of  the  officially 
established  sizes  of  potatoes,  as  defined 
and  set  forth  in: 

(1)  The  United  States  Standards  for 
Potatoes  Issued  by  the  Department  of 
Agriculture  on  September  10.  1941.  effec- 
tive June  1.  1942  (12  P.  R.  3651).  or 
amendments  thereto,  or  modifications 
thereof,  or  variations  based  thereon; 

(2>  United  States  Consumer  Stand- 
ards for  Potatoes  as  Issued  by  the  United 
States  Department  of  Agriculture  on  No- 
vember 3,  1947,  effective  December  8. 
1947  (12  F.  R.  7281).  or  amendments 
thereto,  or  modifications  thereof,  or  vari- 
ations based  thereon ; 

(3)  State  of  Washington  Standards 
for  Potatoes  issued  by  the  State  of  Wash- 
ington Director  of  Agriculture  or  amend- 
ments thereto,  or  modifications  thereof, 
or  variations  based  thereon. 

(q)  "ETxport"  means  shipment  of  po- 
tatoes beyond  the  boundaries  of  conti- 
nental United  States. 

(r)  "District"  means  each  one  of  the 
geographical  divisions  of  the  production 
area  initially  established  pursuant  to 
§  992.2  (c). 

§  992.2  Administrative  committee  — 
fa)  Establishment  and  membership. 
(1)  The  State  of  Washington  Potato 
Committee  consisting  of  15  members,  of 
whom  10  shall  be  producers  and  5  shall 
be  handlers,  is  hereby  established.  For 
each  member  of  the  committee  there 
shall  be  an  alternate  who  shall  have  the 
same  qualifications  as  the  member. 

( 2 )  ( I )  Persons  selected  as  committee 
members  or  alternates  to  represent  pro- 
ducers shall  be  Individuals  who  are  pro- 
ducers In  the  respective  district  for  which 
selected,  or  officers  or  employees  of  a 
corporate  producer  in  such  district,  and 
such  persons  shall  be  residents  of  the 
respective  district  for  which  selected. 

<ii)  Persons  selected  as  committee 
members  or  alternates  to  represent  han- 
dlers shall  be  individuals  who  are  han- 
dlers in  the  State  of  Washington,  or  offi- 
cers or  employees  of  a  corporate  handler 
In  the  aforesaid  State,  and  such  persons 
shall  be  residents  of  the  State  of  Wash- 
ington. 

(b)  Term  of  office.  (1)  At  the  beglii- 
nlng  of  each  fiscal  year,  the  committee 
shall  organize  and  prepare  to  function 
as  a  committee  for  such  period. 

(2)  (I)  The  tetn.  of  office  of  commit- 
tee members  and  alternates  shall  be  for 


three  years  beginning  on  the  first  day 
of  June  and  continuing  until  the  end  of 
the  second  fiscal  year  following,  and  un- 
til their  successors  are  selected  and  have 
qualified:  Provided,  however.  That  the 
terms  of  office  of  initial  members  and 
alternates  shall  be  so  determined  that 
one  third  of  the  total  committee  mem- 
bership shall  terminate  in  each  of  the 
succeeding  three  years. 

(ii)  Committee  members  and  alter- 
nates shall  serve  during  the  term  of  of- 
fice for  which  they  are  selected  and  have 
qualified,  or  during  that  portion  thereof 
beginning  on  the  date  on  which  they 
qualify  during  the  term  of  office  and  con- 
tinuing until  the  end  thereof,  and  until 
theJc  .successors  are  selected  and  have 
qualified. 

(c»  Districts.  (1)  For  the  purpose  of 
determining  the  basis  for  selecting  com- 
mittee members,  the  following  districts 
of  the  production  area  are  hereby  in- 
itially established: 

District  No.  1:  The  counties  of  Chelan. 
Okanogan.  Orant.  Douglas.  Ferry.  Stevens. 
Pend  Oreille.  Spokane,  Lincoln,  and  Adams; 

District  No.  2:  Kittitas  County; 

District  No.  3:  The  counties  of  Yakima 
and  Klickitat: 

District  No.  4:  The  counties  of  Benton, 
Franklin.  Walla  Walla.  Columbia.  Garfield. 
Asotin,  and  Whitman;   and 

District  No.  5:  All  of  the  remaining  coun- 
ties In  the  State  of  Washington  not  in- 
cluded m  DUtrlcts  1.  a.  3.  and  4  of  this 
section. 

(2t  The  Secretary,  upon  the  recom- 
mendation of  the  committee,  may  rees- 
tablish districts  within  the  production 
area  and  may  reapportion  committee 
membership  among  the  various  districts: 
Provided.  That  in  recommending  any 
such  changes  in  districts  or  represen- 
tation, the  committee  shall  give  consid- 
eration to:  (I)  The  relative  importance 
of  new  areas  of  production;  <II)  changes 
in  the  relative  position,  with  respect  to 
production,  of  existing  districts;  (ill)  the 
geographic  location  of  production  areas 
as  It  would  affect  the  efficiency  of  ad- 
ministering the  marketing  agreement 
and  orders;  and  (Iv)  other  relevant  fac- 
tors. Provided  further.  That  there  shall 
be  no  change  in  the  total  number  of  com- 
mittee members  or  in  the  total  number 
of  districts. 

(d)  Selection.  The  Secretary  shall 
select  committee  membership  so  that, 
during  each  fi.scal  period,  each  district. 
as  designated  in  paragraph  (c>  of  this 
section,  will  be  represented  by  two  pro- 
ducer members  and  one  handler  mem- 
ber, with  their  respective  alternates. 

(e)  Nomination.  The  Secretary  may 
select  the  members  of  the  State  of  Wash- 
ington Potato  Committee  and  their  re- 
spective alternates  from  nominations 
which  may  be  made  in  the  following 
manner: 

(1)  Nominations  for  initial  members 
of  the  committee  and  their  re.spectlve 
alternates  may  be  submitted  by  produc- 
ers, handlers,  or  groups  thereof,  and 
such  nominations  may  be  by  virtue  of 
elections  conducted  by  groups  of  produc- 
ers and  by  groups  of  handlers. 

(2)  In  order  to  provide  nominations 
for  succeeding  committee  members  and 
alternates: 
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(1)  The  State  of  Washington  Potato 
Committee  shall  hold  or  cause  to  be  held 
prior  to  April  1  of  each  year,  after  the 
effective  date  hereof,  a  meeting  or  meet- 
ings of  producers  and  of  handlers  re- 
spectively in  each  of  the  districts  desig- 
nated in  paragraph  (c)  of  this  section 
In  which  the  terms  of  office  of  committee 
members,  and  their  respective  alternates, 
will  terminate  at  the  end  of  the  then 
current  fiscal  year; 

<1I)  In  arranging  for  such  meetings 
the  committee  may,  if  it  deems  desirable, 
utilize  the  services  and  facilities  of  exist- 
ing organizations  and  agencies; 

(Hi)  At  each  such  meeting  at  least  two 
nominees  shall  be  designated  for  each 
position  as  member  and  for  each  position 
as  alternate  member  on  the  committee 
which  is  vacant  or  which  Is  to  become 
vacant  at  the  end  of  the  then  current 
fiscal  year; 

(Iv)  Nominations  for  committee  mem- 
bers and  alternate  members  shall  be  sup- 
plied to  the  Secretary  in  such  manner 
and  form  as  he  may  prescribe,  not  later 
than  30  days  prior  to  the  end  of  each 
fiscal  year; 

(v)  Only  producers  may  participate 
In  designating  nominees  for  producer 
committee  members  and  their  alter- 
nates and  only  handlers  may  participate 
in  designating  nominees  for  handler  com- 
mittee members  and  their  alternates; 

(vi)  Each  person  who  is  both  a  han- 
dler and  a  producer  may  vote  either  as  a 
handler  or  as  a  producer  and  may  elect 
the  group  in  which  he  votes;  and 

(vll)  Regardless  of  the  number  of  dis- 
tricts in  which  a  person  produces  pota- 
toes, each  such  person  is  entitled  to  cast 
only  one  vote  on  behalf  of  himself,  his 
agents,  subsidiaries,  affiliates,  and  repre- 
sentatives, in  designating  nominees  for 
committee  members  and  alternates: 
Provided,  That  in  the  event  a  person  is 
engaged  in  producing  potatoes  in  more 
than  one  district,  such  person  shall  elect 
the  district  within  which  he  may  partici- 
pate as  aforesaid  In  designating  nomi- 
nees: Provided  further.  That  an  eligible 
voter's  privilege  of  casting  only  one  vote, 
as  aforesaid,  shall  be  construed  to  permit 
a  voter  to  cast  one  vote  for  each  posi- 
tion to  be  filled  In  the  re.'^^pectlve  district 
in  which  he  elects  to  vote. 

(f)  Failure  to  nominate.  If  nomina- 
tions are  not  made  within  the  time  and 
in  the  manner  specified  by  the  Secre- 
tary pursuant  to  paragraph  (e)  <2)  of 
this  section,  the  Secretary  may,  without 
regard  to  nominations,  select  the  com- 
mittee members  and  alternates  which 
selection  shall  be  on  the  basis  of  the  rep- 
resentation provided  for  herein. 

(g)  Acceptance.  Any  person  selected 
by  the  Secretary  as  a  committee  mem- 
ber or  as  an  alternate  shall  qualify  by 
filing  a  written  acceptance  with  the  Sec- 
retary within  ten  days  after  being  noti- 
fied of  such  selection. 

(h)  Vacancies.  To  fill  any  vacancy 
occasioned  by  the  failure  of  any  person 
selected  as  a  committee  member  or  as 
an  alternate  to  qualify,  or  in  the  event  of 
the  death,  removal,  resignation,  or  dis- 
qualification of  any  qualified  member  or 
alternate,  a  successor  for  his  unexpired 
term  may  be  selected  by  the  Secretary 
from  nominations  made  in  the  manner 
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specified  in  paragraph  (e)  (2)  of  this 
section,  or  the  Secretary  may  select  such 
committee  member  or  alternate  from 
previously  unselected  nominees  on  the 
current  nominee  list  from  the  district 
Involved.  If  the  names  of  nominees  to 
fill  any  such  vacancy  are  not  made  avail- 
able to  the  Secretary  within  30  days  after 
such  vacancy  occurs,  the  Secretary  may 
fill  such  vacancy  without  regard  to  nom- 
inations, which  selection  shall  be  made 
on  the  basis  of  the  representation  pro- 
vided for  herein. 

(i)  Alternate  members.  An  alternate 
member  of  the  committee  shall  act  in  the 
place  and  stead  of  the  member  for  whom 
he  Is  an  alternate,  during  such  member's 
absence.  In  the  event  of  the  death,  re- 
moval, resignation,  or  disqualification  of 
a  member,  his  alternate  shall  act  for  him 
until  a  successor  of  such  member  is  se- 
lected and  has  qualified. 

(j)  Procedure.  (1)  Nine  members  of 
the  committee  shall  be  necessary  to  con- 
stitute a  quorum  and  9  ccmcurring  votes 
will  be  required  to  pass  any  motion  or 
approve  any  committee  action. 

(2)  The  committee  may  provide  for 
meetings  by  telephone,  telegraph,  or 
other  means  of  communication  and  any 
vote  cast  at  such  a  meeting  shall  be  con- 
firmed promptly  in  writing:  Provided. 
That  If  any  assembled  meeting  is  held, 
all  votes  shall  be  cast  in  person. 

(k)  Expenses  arid  compensation. 
Committee  members  or  their  respective 
alternates  when  acting  as  members,  shall 
be  reimbursed  for  expenses  necessarily 
incurred  by  them  in  the  performance  of 
their  duties  and  in  the  exercise  of  their 
powers  hereunder,  and  shall  receive  com- 
pensation at  a  rate  to  be  determined  by 
the  committee,  which  rates  shall  not 
exceed  $10.00  for  each  day,  or  portion 
thereof,  spent  in  attending  meetings  of 
the  committee. 

(1)  Powers.  The  committee  shall  have 
the  following  powers: 

<  1)  To  administer  the  provisions  here- 
of in  accordance  with  Its  terms; 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive,  investi^te,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

(m)  Duties.  It  shall  be  the  duty  of 
the  committee: 

(1)  To  act  as  Intermediary  between 
the  Secretary  and  any  producer  or  han- 
dler; 

(2)  To  select  a  chairman  and  such 
other  officers  for  each  fiscal  period  as 
may  be  necessary,  to  select  subcommit- 
tees of  committee  members,  and  to  adopt 
such  rules  and  regulations  for  the  con- 
duct of  its  business  as  it  may  deem  ad- 
visable; 

(3)  To  appoint  such  employees,  agents, 
and  representatives  as  it  may  deem  nec- 
essary and  to  determine  the  salaries  and 
define  the  duties  of  each  such  person; 

(4)  To  Investigate,  from  time  to  time, 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing  con- 
ditions with  respect  to  potatoes,  and  to 
engage  In  such  research  and  service  ac- 
tivities which  relate  to  the  handling  or 
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marketing  of  potatoes  as  may  be  ap- 
proved by  the  Secretary. 

(5)  To  furnish  to  the  Secretary  such 
available  Information  as  he  may  request; 

(6)  To  keep  minutes,  books,  and  rec- 
ords which  clearly  reflect  all  of  the  acts 
and  transactions  of  the  committee  and 
such  minutes,  books,  and  records  shall 
be  subject  to  examination  at  any  time  by 
the  Secretary  or  his  authorized  agent  or 
representative; 

(7)  To  make  available  to  producers 
and  handlers  the  committee  voting  rec- 
ord on  recommended  regulations  and  on 
other  matters  of  policy; 

(8)  At  the  beginning  of  each  fiscal 
year,  to  submit  to  the  Secretary  a  budget 
of  its  expenses  for  such  fiscal  year,  to- 
gether with  a  report  thereon; 

(9)  To  cause  the  books  of  the  com- 
mittee to  be  audited  by  a  competent 
accountant  at  least  once  each  fiscal  year, 
and  at  such  other  time  as  the  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  The  report  of  such  audit 
shall  show  the  receipt  and  expenditure 
of  funds  collected  pursuant  hereto;  a 
copy  of  each  such  report  shall  be  fur- 
nished to  the  Secretary  and  a  copy  of 
each  such  report  shall  be  made  available 
at  the  principal  office  of  the  committee 
for  inspection  by  producers  and  handlers; 
and 

(10)  To  consult,  cooperate  and  ex- 
change Information  with  other  potato 
marketing  committees  and  other  indi- 
viduals or  agencies  in  connection  with 
all  proper  committee  activities  and  ob- 
jectives hereunder. 

5  992.3  Expenses  and  assessments — 
(a)  Expenses.  The  committee  is  au- 
thorized to  incur  such  expenses  as  the 
Secretary  finds  may  be  neces.sary  to  per- 
form its  functions  hereunder  during 
each  fiscal  year  and  for  such  other  pur- 
poses as  the  Secretary  may  determine 
to  be  appropriate  pursuant  to  the  pro- 
visions hereof.  The  funds  to  cover  such 
expenses  shall  be  acquired  by  the  levying 
of  assessments,  as  herein  provided,  upon 
handlers. 

(b)  Assessments.  (1)  Each  handler 
who  first  ships  potatoes  shall  pay  to  the 
committee,  upon  demand,  such  handler's 
pro  rata  share  of  the  expenses  which 
the  Secretary  finds  will  be  incurred  by 
the  committee  for  its  maintenance  and 
functioning  during  each  fiscal  year,  and 
for  such  other  purposes  as  the  Secretary 
may  determine  to  be  appropriate  pur- 
suant to  the  provisions  hereof.  Such 
handler's  pro  rata  share  of  such  expen.se 
shall  be  equal  to  the  ratio  between  the 
total  quantity  of  potatoes  handled  by 
him  as  the  first  handler  thereof,  during 
the  applicable  fiscal  year,  and  the  total 
quantity  of  potatoes  handled  by  all 
handlers  as  the  first  handlers  thereof, 
during  the  same  fiscal  year.  The  Sec- 
retary shall  fix  the  rate  of  assessment 
to  be  paid  by  such  handlers. 

(2>  At  any  time  during  a  fiscal  year, 
the  Secretary  may  Increase  the  rate  of 
assessment  in  order  to  secure  sufficient 
funds  to  cover  any  later  finding  by  the 
Secretary  relative  to  the  expenses  of  the 
committee.  Such  Increase  .shall  be  ap- 
plicable to  all  potatoes  handled  during 
the  given  fiscal  year.  In  order  to  provide 
funds  to  carry  out  the  functions  of  the 
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committee,  handlers  may  make  advance 
payment  of  assessments. 

(c)  Accounting.  (D  If.  at  the  end  of 
a  fLscal  year.  It  shall  at)p€ar  that  assess- 
ments collected  are  in  excess  of  expenses 
incurred,  each  handler  entitled  to  a  pro- 
portionate refund  of  the  excess  assess- 
ments shall  be  credited  with  such  re- 
fund against  the  operations  of  the  fol- 
lowinK  fiscal  year,  unless  he  demands 
payment  thereof,  in  which  event  such 
proportionate  refund  shall  be  paid  to 

(2>  If  after  reasonable  effort  by  the 
committee,  it  is  found  impossible  to  re- 
turn excess  funds  to  handlers,  such 
funds  shall,  with  the  approval  of  the 
Secretary,  be  turned  over  to  an  appro- 
priate agency  serving  potato  producers 
in  the  production  area. 

(3)  The  committee  may.  with  the  ap- 
proval of  the  Secretary,  malntam  in  Its 
•  own  name  or  in  the  name  of  its  members, 
a  suit  against  any  handler  for  the  collec- 
tion of  such  handler's  pro  rata  share  of 
the  expenses  of  the  committee. 

(d)  Funds.  All  funds  received  by  the 
committee  pursuant  to  any  provision 
hereof  shall  be  used  solely  for  the  pur- 
poses herein  specified  and  shall  be  ac- 
counted for  in  the  following  manner: 

( 1 )  The  Secretary  may  at  any  time  re- 
quire the  committee  and  Its  members  to 
account  for  all  receipts  and  disburse- 
ments; and 

(2>  Whenever  any  person  ceases  to  be 

a  committee  member  or  alternate,  he 
shall  account  for  all  receipts  and  dis- 
bursements and  deliver  all  property  and 
funds  m  his  hands,  together  with  all 
books  and  records  in  his  possession,  to 
his  successor  in  office  or  to  such  person 
as  the  Secretary  may  designate,  and  shall 
execute  such  assignments  and  other  in- 
struments as  may  be  necessary  or  appro- 
priate to  vest  in  such  successor  or  in  such 
designated  person  the  right  to  all  the 
property,  funds,  or  claims  vested  in  such 
rrember  or  alternate. 


PROPOSED  RULE  MAKING 


§  992.4     Regulation — (a>      Marketing 
policy.    At  the  beginning  of  each  fiscal 
year  the  committee  shall  prepare  and 
submit  to  the  Secretary  a  report  setting 
forth  its  proposed  policy  for  the  maricet- 
ing  of  potatoes  during  such  fiscal  year. 
In  the  event  it  becomes  advisable  to  devi- 
ate from  such  marketing  policy,  because 
of  changed  demand  and  supply  condi- 
tions, the  committee  shall  formulate  a 
new  marketing  policy  and  shall  submit 
a  report  thereon  to  the  Secretary.    The 
committee  shall  notify  producers   and 
handlers     of     the     contents     of     such 
reports. 

(b)  Rccojnmendation  for  regulations. 
(1 )  It  shall  be  the  duty  of  the  committee 
to  investigate  supply  and  demand  condi- 
tions for  grade,  size,  and  quality  of  po- 
tatoes of  all  varieties.  In  such  investi- 
gations, the  committee  shall  give  due 
consideration  to  the  following  factors: 

(1)  Market  prices  of  potatoes,  includ- 
ing prices  by  grade,  size  and  quality  in 
wholesale  or  in  consumer  packs,  or  any 
other  shipping  units: 

(li)  Potatoes  on  hand  in  the  market 
areas  as  manifested  by  supplies  en  route 
and  on  track  at  the  principal  markets; 


(iin  Supply  of  potatoes,  by  grade,  size 
and  quality,  in  the  State  of  Washington 
and  other  production  areas; 

(iv)  The  trend  and  level  of  consumer 

income;  and 

(V)  Other  relevant  factors. 
(2)  The  committee  shall  recommend 
regulation  to  the  Secretary,  in  accord- 
ance herewith,  whenever  it  finds,  on  the 
basis  of  the  foregoing  investigation,  that 
such  conditions  make  it  advisable: 

(i)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  table  stock  or  seed  potatoes, 
or  both,  during  any  period ;  or 

(ii)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  diflerent  varieties,  for  differ- 
ent portions  of  the  production  area,  for 
consumer  or  wholesale  packs  (or  any 
other  shipping  unit),  for  table  stock  and 
seed,  or  any  combination  of  the  foregoing, 
during  any  period;  or 

(Ui)  To  regulate  the  shipment  of  po- 
tatoes by  establishing,  in  terms  of  grades 
sizes,  or  both,  minimum  standards  of 

quality.  ,^   _. 

(c)  Issuance  of  regulation.  (1)  The 
Secretary  shall  limit  the  shipment  of  po- 
tatoes as  hereinafter  set  forth,  whenever 
he  finds  from  the  reconunendations  and 
information  submitted  by  the  committee 
or  from  other  available  information,  that 
it  would  tend  to  effectuate  the  declared 
policy  of  the  act:  .  *      , 

(1)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  table  stock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(ii)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  differ- 
ently for  different  varieties,  for  different 
portions  of  the  production  area,  for  con- 
sumer or  wholesale  packs,  for  table  stock 
and  seed,  or  any  combination  of  the  fore- 
going, during  any  period:  or 

(iii )  To  regulate  the  shipment  of  pota- 
toes by  establishing,  in  terms  of  grade, 
sizes,  or  both,  minimum  standards  of 

quality.  ^,,     .. 

(2)  The  Secretary  shall  notify  tne 
committee  of^ny  such  regulation  and 
the  committee  shall  give  reasonable 
notice  thereof  to  handlers. 

(d)  Inspection  and  certification.  Dur- 
ing any  period  in  which  the  Secretary 
regulates  the  shipment  of  potatoes  pur- 
suant to  the  provisions  of  this  section, 
each  handler  who  first  ships  potatoes 
shall  prior  to  making  shipment,  cause 
eac'h 'shipment  to  be  inspected  by  an  au- 
thorized representative  of  the  Federal- 
State  Inspection  Service.  Each  such 
handler  shall  make  arrangements  with 
the  Inspecting  agency  to  forward  prompt- 
ly to  the  committee  a  copy  of  such  in- 
spection certificate. 

(e)  Exemptions.  (D  The  committee 
may  adopt,  subject  to  approval  of  the 
Secretary,  the  procedures  pursuant  to 
which  certificates  of  exemption  will  be 
issued  to  producers  or  handlers. 

(2)  The  committee  may  issue  certifi- 
cates of  exemption  to  any  producer  who 
applies  for  such  exemption  and  furnishes 
adequate  evidence  to  the  committee:  (i) 
That  by  reason  of  a  regulation  issued 
pursuant  to  this  section  he  will  be  pre- 


vented from  shipping  as  large  a  propor- 
tion of  his  production  as  the  average  pro- 
portion of  production  shipped  by  all  pro- 
ducers in  said  applicant's  immediate  pro- 
duction area,  and  Ui)   that  the  grade, 
size  or  quality  of  the  applicant's  potatoes 
have  been  adversely  affected  by  acts  be- 
yond the  applicant's  control  and  by  acts 
beyond    reasonable    expectation.    Each 
certificate  shall  permit  the  producer  to 
ship  the  amount  of  potatoes  specified 
thereon.    Such  certificate  shall  be  trans- 
ferred with  such  potatoes  at  time  of  sale, 
(3)  The  committee  may  issue  certifi- 
cates of  exemption  to  any  handler  who 
applies  for  such  exemption  and  furnishes 
adequate  evidence  to  the  committee;  (I) 
that  by  reason  of  a  regulation  i-ssued 
pursuant  to  this  section  he  will  be  pre- 
vented from  shipping  as  large  a  Propor- 
tion of  his  storage  holdings  of  ungraded 
potatoes,  acquired  during  or  immediately 
following  the  digging  season,  as  the  aver- 
age   proportion    of    ungraded    storage 
holdings  shipped  by  all  handlers  in  said 
applicant's  immediate  shipping  area  and 
(ii)  that  the  grade,  size,  or  quality  of  the 
applicants  potatoes  have  been  adversely 
affected  by  acts  beyond  the  applicant  s 
control  and  by  acts  beyond  rea.sonable 
expectation.    Each  certificate  shall  per- 
mit the  handler  to  ship  the  amount  of 
potatoes  specified  thereon.     Such  cer- 
tificate may  be  transferred  with  such 
potatoes  at  time  of  sale, 

(4)  The  committee  shall  be  permitted 
at  any  time  to  make  a  thorough  inves- 
tigation of  any  producer's  or  handlers 
claim  pertaining  to  exemptions. 

(5)  If  any  applicant   for  exemption 
certificates  is  dissatisfied  with  the  deter- 
mination by  the  committee  with  respect 
to  his  application,  said  applicant  may 
file  and  appeal  with  the  committee.  Such 
an  appeal  must  be  taken  promptly  after 
the  determination  by  the  committee  f  rorn 
which  the  appeal  is  taken.   Any  applicant 
filing  an  appeal  shall  furnish  evidence 
satisfactory  to  the  committee  for  a  de- 
termination on  the  appeal.   The  commit- 
tee shall  thereupon  reconsider  the  appli- 
cation, examine  all  available  evidence, 
and  make  a  final  determination  concern- 
ing   the    application.      The    committee 
shall  notify  the  appellant  of  the  final  de- 
termination and  shall  furnish  the  Sec- 
retary with  a  copy  of  the  appeal  and  a 
statement  of  considerations  involved  in 
making  the  final  determination. 

(6)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
procedure  and  any  exemptions  granted 
pursuant  to  this  section. 

(7)  The  committee  shall  maintain  a 
record  of  all  applications  submitted  for 
exemption  certificates,  a  record  of  all  ex- 
emption certificates  Issued  and  denied, 
the  quantity  of  potatoes  covered  by  such 
exemption  certificates,  a  record  of  the 
amount  of  potatoes  shipped  under  ex- 
emption certificates,  a  record  of  appeals 
for  reconsideration  of  applications,  and 
such  information  as  may  be  requested  by 
the  Secretary.  Periodic  reports  on  such 
records  shall  be  compiled  and  issued  by 
the  committee  upon  request  of  the 
Secretary. 


§  992.5  Regulation  of  surplus— <a^ 
Recom  mendation.  It  shall  be  the  duty  of 
the  committee  to  investigate  supply  and 
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demand  conditions  of  potatoes.  When- 
ever the  committee  finds  that  a  surplus 
of  potatoes  exists,  it  shall  determine  the 
extent  of  such  surplus  of  potatoes  of 
any  grade,  size,  or  quality  thereof.  If 
It  is  deemed  advisable,  the  committee 
shall  recommend  the  control  and  dis- 
position of  surplus  potatoes  and  plans 
for  equalizing  the  burden  of  .surplus  elim- 
ination or  control  among  the  producers 
and  handlers  thereof  under  uniform 
rules  established  by  the  committee  and 
approved  by  the  Secretary. 

<b)  Issuance  of  regulations.  <1) 
Whenever  the  Secretary  finds  from  the 
recommendations  and  information  sub- 
mitted by  the  committee,  or  from  other 
available  information,  that  the  control 
and  dispo-sition  of  surplus  potatoes  will 
tend  to  effectuate  the  declared  policy  of 
the  act.  he  shall  control  and  dispose  of 
such  surplus  potatoes  and  shall  further 
provide  for  equalizing  the  burden  of  such 
.surplus  elimination  or  control  amon^ 
producers  and  handlers  thereof. 

<2)  At  any  time  during  which  the  Sec- 
retary provides  for  the  control  and  dis- 
po-^ition  of  surplus  potatoes,  the  commit- 
tee is  authorized  to  enter  into  contracts 
or  agreements  with  any  person,  agency, 
or  organization,  for  the  purpo.se  of  fa- 
cilitating the  disposal  of  surplus  potatoes. 

§  992.6  Shipments  for  specified  pur- 
poses. <a)  The  Secretary  upon  the  basis 
of  recommendations  of  the  committee, 
or  upon  the  basis  of  other  available  in- 
formation, may  modify,  suspend.  ^  ter- 
minate regulations  issued  pursuant  to 
Si  992.3  or  §  922.4.  or  both,  hereof,  in  or- 
der to  facilitate  shipments  of  potatoes 
for  the  purposes  spjecified  below,  when- 
ever he  finds  that  such  actions  tend  to 
effectuate  the  declared  policy  of  the  act; 
adequate  safeguards  may  be  established, 
pursuant  to  paragraph  <c)  of  this  sec- 
tion, to  prevent  such  shipments  from 
entering  channels  of  trade  for  other 
than  the  sp>ecified  purpose: 

<1)  Shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  graded, 
stored,  or  loaded; 

(2>   Shipments  of  potatoes  for  export; 

(3)  Shipments  of  potatoes  for  distri- 
bution by  the  Federal  government,  for 
distribution  by  relief  agencies,  or  for  con- 
sumption by  charitable  institutions; 

(4»  Shipments  of  potatoes  for  the 
purpose  of  having  such  potatoes  manu- 
factured or  converted  into  specified 
products  or  by-products; 

(5)  Shipments  of  potatoes  for  live- 
stock feed  or  for  other  specified  pur- 
poses. 

(b>  Whenever  the  shipments  of  seed 
potatoes  are  not  subject  to  the  same 
regulations  as  shipments  of  table  stock 
potatoes,  issued  pursuant  to  §  992.3  or 
§  992.4,  or  both,  hereof,  the  committee, 
with  the  approval  of  the  Secretary,  may 
prescribe  adequate  safeguards,  pursuant 
to  paragraph  (c)  of  this  section,  to  pre- 
vent diversion  of  such  shipments  from 
seed  potato  channels. 

(c)  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  Eule- 
quate  safeguards,  authorized  by  para- 
graphs (a)  and  (b),  which  safeguards 
0|ay  include  requirements  that: 
No.  48 3 
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(1)  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  pur- 
suant to  this  section; 

(2)  Handlers  shall  obtain  Federal- 
State  inspection  provided  by  §  992.4  (d) 
and  pay  the  pro  rata  share  of  expenses 
provided  by  §  992.3,  in  connection  with 
potato  shipments  effected  under  the  pro- 
visions of  this  section:  Provided.  That 
such  inspection  and  payment  of  ex- 
penses may  be  required  at  different 
times  than  otherwise  specified  by  the 
aforesaid  sections;  and 

(3)  (i)  Handlers  shall  obtain  Certifi- 
cates of  Privilege  from  the  committee 
for  shipments  of  potatoes  effected  or  to 
be  effected  under  the  provisions  of  this 
section.  The  committee  with  the  ap- 
proval of  the  Secretary,  shall  prescribe 
rules  governing  the  issuance  and  the 
contents  of  such  Certificates  of  Privilege. 

(ii)  The  committee  shall  make  a 
weekly  report  to  the  Secretary  showing 
the  number  of  applications  for  such  cer- 
tificates, the  quantity  of  potatoes  covered 
by  such  applications,  the  number  of  such 
applications  denied  and  certificates 
granted,  the  quantity  of  potatoes  shipped 
under  duly  issued  certificates,  and  such 
other  Information  as  may  be  requested 
by  the  Secretary.  The  committee  may 
rescind  or  deny  Certificates  of  Privilege 
to  any  shipper  if  evidence  is  obtained 
that  potatoes  shipped  by  him  for  the 
purposes  stated  above  have  entered  the 
current  of  interstate  or  foreign  com- 
merce, or  have  directly  burdened,  ob- 
structed, or  affected  such  commerce  con- 
trary to  the  provisions  hereof. 

(d)  The  committee,  with  the  approval 
of  the  Secretary,  may  establish,  for  any 
or  all  portions  of  the  production  area, 
minimum  quantities  below  which  ship- 
ments will  be  free  from  regulations  issued 
pursuant  to  5  992.3  and  §  992.4  hereof. 

(e)  (1»  The  Secretary  shall  have 
prompt  notice  to  the  committee  of  any 
modification,  suspension,  or  termination 
of  regulations  pursuant  to  this  section, 
or  of  any  approval  issued  by  him  under 
the  provisions  of  this  section. 

(2 »  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  and  any  certifi- 
cates issued  by  the  committee  pursuant  to 
the  provisions  of  this  .section. 

§  992.7  Reports.  Upon  the  request  of 
the  committee,  with  approval  of  the  Sec- 
retary, every  handler  shall  furnish  to  the 
committee,  in  such  manner  and  at  such 
time  as  may  be  prescribed,  such  infor- 
mation as  will  enable  the  committee  to 
exercise  its  powers  and  perform  its  duties 
hereunder.  The  Secretary  shall  have  the 
right  to  modify,  change,  or  rescind  any 
requests  for  reports  pursuant  to  this  sec- 
tion. 

5  992  8  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  ship  po- 
tatoes, the  shipment  of  which  has  been 
prohibited  by  the  Secretary  in  accord- 
ance with  provisions  hereof,  and  no  han- 
dler shall  ship  potatoes  except  in  con- 
formity to  the  provisions  hereof. 

§  992.9  Right  of  the  Secretary.  The 
members  of  the  committee  (including 
successors  and  alternates) .  and  any  agent 
or  employee  appointed  or  employed  by 
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the  committee,  shall  be  subject  to  re- 
moval or  suspension  by  the  Secretary  at 
any  time.  Elach  and  every  order,  regula- 
tion, decision,  determination  or  other  act 
of  the  committee  shall  be  subject  to  the 
continuing  right  of  the  Secretary  to  dis- 
approve of  the  same  at  any  time.  Upon 
such  disapproval,  the  disapproved  action 
of  the  said  committee  shall  be  deemed 
null  and  void,  except  as  to  acts  done  in 
reliance  thereon  or  in  compliance  there- 
with prior  to  such  disapproval  by  the 
Secretary. 

§  992.10  Effective  time  and  termina- 
tion— (a)  Effective  time.  The  provisions  ■ 
hereof  shall  become  effective  at  such 
time  as  the  Secretary  may  declare  above 
his  signature  attached  hereto,  and  shall 
continue  in  force  until  terminated  in  one 
of  the  ways  hereinafter  specified. 

(b)  Termination.  (1)  The  Secretary 
may,  at  any  time,  terminate  the  provi- 
sions hereof  by  giving  at  least  one  day's 
notice  by  means  of  a  press  release  or  in 
any  other  manner  which  he  may  deter- 
mine. 

(2)  The  Secretary  may  terminate  or 
suspend  the  operation  of  any  or  all  of 
the  provisions  hereof  whenever  he  finds 
that  such  provisions  do  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

<3)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year  whenever  he  finds  that  such  termi- 
nation is  favored  by  a  mrjority  of  pro- 
ducers who,  during  the  i  -ceding  fiscal 
year,  have  been  engaged  in  the  produc- 
tion for  market  of  potatoes:  Provided, 
That  such  majority  has.  during  such 
year,  produced  for  market  more  than 
fifty  percent  of  the  volume  of  such  po- 
tatoes produced  for  market;  but  such 
termination  shall  be  effective  only  if 
announced  on  or  before  May  31  of  the 
then  current  fiscal  year. 

(4)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year,  upon  the  written  request  of  han- 
dlers signatory  hereto  who  submit  evi- 
dence satisfactory  to  the  Secretary  that 
they  handled  not  less  than  sixty-seven 
percent  of  the  total  volume  of  potatoes 
handled  by  the  signatory  handlers  during 
the  preceding  fiscal  year;  but  such  ter- 
mination shall  be  effective  only  if  an- 
nounced on  or  before  May  31  of  the  then 
current  fiscal  year. 

(5)  The  provisions  hereof  shall,  in  any 
event,  terminate  whenever  the  provisions 
of  the  act  authorizing  them  cease  to  be  in 
effect. 

(c)  Proceedings  after  termination. 
(1)  Upon  the  termination  of  the  provi- 
sions hereof,  the  then  functioning  mem- 
bers of  the  committee  shall  continue 
as  trustees,  for  the  purpose  of  liquidating 
the  affairs  of  the  committee,  of  all  the 
funds  and  property  then  in  the  po.sses- 
Kion  of  or  under  control  of  the  committee. 
Including  claims  for  any  funds  unpaid  or 
property  not  delivered  at  the  time  of  such 
termination.  Action  by  said  trusteeship 
shall  require  the  concurrence  of  a  ma- 
jority of  the  said  trustees. 

(2)  The  said  trustees  shall  continue 
in  such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
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gether  with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct;  and 
shall  upon  request  of  the  Secretary,  exe- 
cute such  assignments  or  other  instru- 
ments necessary  or  appropriate  to  vest  in 
such  person  full  title  and  right  to  all  of 
the  funds,  property,  and  claims  vested  in 
the  committee  or  the  trustees  pursuant 
thereto. 

(3)  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

§  992.11  Effect  of  termination  or 
amendment.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  issuance  of  any 
amendments  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  right,  duty,  ob- 
ligation, or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  hereof  or 
any  regulation  Issued  hereunder,  or  <b) 
release  or  extinguish  any  violation  here- 
of or  of  any  regulation  issued  hereunder, 
or  (O  affect  or  impair  any  rights  or  rem- 
edies of  the  Secretary  or  of  any  other 
person  with  respect  to  any  such  viola- 
tion. 

§  992.12  Duration  of  immunities. 
The  benefits,  privileges,  and  immunities 
conferred  upon  any  person  by  virtue 
hereof  shall  cease  upon  the  termination 
hereof,  except,  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

§992.13  Agents.  The  Secretary  may. 
by  designation  in  writing,  name  any  per- 
son, including  any  officer  or  employee 
of  the  Government,  or  name  any  bureau 
or  division  in  the  United  States  Depart- 
ment of  Agriculture,  to  act  as  his  agent 
or  representative  in  connection  with  any 
of  the  provisions  hereof. 

§992.14  Derogation.  Nothing  con- 
tained herein  is,  or  shall  be  construed 
to  be,  in  derogation  or  in  modification 
of  the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or,  In 
accordance  with  such  powers,  to  act  in 
the  premises  whenever  such  action  is 
deemed  advisable. 

§992.15  Personal  liability.  No  mem- 
ber or  alternate  of  the  committee,  nor 
any  employee  or  agent  thereof,  shall  be 
held  personally  responsible,  either  indi- 
vidually or  jointly  with  others,  in  any 
way  whatsoever,  to  any  handler  or  to 
any  person  for  errors  in  judgment,  mis- 
takes, or  other  acts,  either  of  commission 
or  omission,  as  such  member,  alternate, 
or  employee,  except  for  acts  of  dishon- 
esty. 

5  992.16  Separability.  If  any  provi- 
sion hereof  is  declared  Invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  is  held  invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  person, 
circumstance,  or  thing,  shall  not  be  af- 
fected thereby. 

§  992.17  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 


time,    by    the    committee    or    by    the 
Secretary. 

§  992.18  Counterparts.  This  agree- 
ment may  be  executed  in  multiple 
counterparts  and  when  one  counterpart 
is  signed  by  the  Secretary  all  such 
counterparts  shall  constitute,  when  taken 
together,  one  and  the  same  Instrument 
as  if  all  signatures  were  contained  in 
one  original.' 

§  992.19  Additional  parties.  After 
the  effective  date  hereof,  any  handler 
who  has  not  previously  executed  this 
agreement  may  become  a  party  hereto  if 
a  counterpart  hereof  is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary, 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  contract- 
ing party.' 

§  992.20  Order  with  marketing  agree- 
ment. Each  signatory  handler  favors 
and  approves  the  issuance  of  an  order, 
by  the  Secretary,  regulating  the  handling 
of  potatoes  In  the  same  manner  as  is  pro- 
vided for  in  this  agreement;  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act, 
such  an  order.' 

Copies  of  this  notice  of  hearing  may 
be  procured  from  the  Hearing  Clerk, 
United  States  Department  of  Agricul- 
ture, Room  1846,  South  Building,  Wash- 
ington 25,  D.  C,  or  may  be  there  in- 
spected. 

Issued  at  Washington.  D.  C.  this  9th 
day  of  March  1949. 

[sEALl  John  I.  Thompson. 

Assistant  Administrator. 

[P.   R.   Doc.    49-1904;    Piled.   Mar.    11,    1949; 
8:53    a.    ml 


FEDERAL    TRADE    COMMISSION 
[  16CFR,  Part  110] 

[Pile  No.  21-269] 

Cotton  Converting  Industry 

notice  of  hearing  and  of  opportunity 
to  present  views,  suggestions  or 
objections  . 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  ofiBce  in 
the  city  of  Washington,  D.  C,  on  the 
9th   day   of   March   1949. 

Notice  is  hereby  given  that  a  public 
hearing  will  be  held  beginning  at  10 
a.  m.,  April  5,  1949,  in  Room  332.  Federal 
Trade  Commission  Building,  Pennsyl- 
vania Avenue  at  Sixth  Street  NW., 
Washington,  D.  C,  for  the  purpose  of 
considering  amendments  and  supple- 
mentation pf  the  trade  practice  rules  for 
the  Cotton  Converting  Industry  as  pro- 
mulgated by  the  Federal  Trade  Commis- 
sion on  August  18.  1939. 

Opportunity  is  extended  by  the  Com- 
mission to  any  and  all  persons,  part- 
nerships, associations,  or  other  parties 
and  groups,  including  consumers,  af- 
fected by  or  having  an  interest  In  said 


*  Applicable  only  to  the  proposed  marketing 
agreement. 


rules  or  amendment  thereof,  to  be  heard 
In  the  premises  at  said  hearing  and  to 
present  their  views.  Including  such  perti- 
nent information,  suggestions  or  objec- 
tions as  they  may  desire  to  submit.  In 
addition  to,  or  in  lieu  of,  oral  presen- 
tation at  the  hearing,  said  views,  sug- 
gestions, objections,  or  other  pertinent 
information,  may  be  submitted  in  writ- 
ing, pursuant  to  this  notice,  by  memo- 
randum, letter,  or  other  communication 
which  should  be  filed  with  the  Commis- 
sion not  later  than  April  5,  1949. 

For  the  purposes  hereof  copies  of  the 
August  18,  1939,  rules  may  be  obtained 
from  the  Commission  upon  request. 

Among  the  matters  to  be  considered 
pursuant  to  this  notice  are  the  following 
suggested  amendment  to  §  110.12  (Rule 
12),  first  paragraph,  and  a  supple- 
mentary rule,  the  latter  to  be  added  to 
Group  II: 

1.  Suggested  amendment  to  Rule  12. 
Afld  the  parenthetical  phrase  "(whether 
in  the  guise  of  samples  or  otherwise ) " 
to  the  text  of  the  first  paragraph  so  that 
the  amended  text  shall  read: 

(a>  Prohibited  discriminatory  prices, 
or  rebates,  refunds,  discounts,  credits, 
etc'  which  effect  unlawful  price  discrim- 
ination. It  is  an  unfair  trade  practice  for 
any  member  of  the  industry  engaged  in 
commerce,'  in  the  course  of  such  com- 
merce, to  grant  or  allow,  secretly  or 
openly,  directly  or  indirectly,  any  rebate, 
refund,  discount,  or  credit,  or  freight  or 
transportation  cost  or  any  percentage 
thereof,  or  other  form  of  price  differen- 
tial,' (whether  in  the  guise  of  .sample  or 
otherwise),  where  such  rebate,  refund, 
discount,  or  credit,  or  freight  or  trans- 
portation cost  or  any  percentage  thereof, 
or  other  form  of  price  differential,'  ef- 
fects a  discrimination  in  price  between 
different  purchasers  of  goods  of  like  grade 
and  quality,  where  either  or  any  of  the 
purcha.ses  involved  therein  are  in  com- 
merce,' and  where  the  effect  thereof  may 
be  substantially  to  lessen  competition  or 
tend  to  create  a  monopoly  in  any  line  of 
commerce,'  or  to  injure,  destroy,  or  pre- 
vent competition  with  any  person  who 
either  grants  or  knowingly  receives  the 
benefit  of  such  discrimination,  or  with 
customers  of  either  of  them: 

2.  Suggested  supplementary  rule  in 
Group  II.  Add  the  following  rule  to 
Group  II  (to  become  "Rule  D") : 

The  industry  disapproves  the  giving  of 
samples  without  charge  except  only  as 
may  be  necessary  to  acquaint  purchasers 
or  prospective  purchasers  with  the  grade 
or  quality  of  the  product  offered  for  sale. 

Other  amendments.  Including  amend- 
ments to  the  foregoing  or  to  any  other 
rule  or  part  of  said  Trade  Practice  Rules 
for  the  Cotton  Copverting  Industry  pro- 
mulgated August  18,  1939.  may  be  sub- 
mitted or  proposed  for  consideration. 

The  Commission  will  take  action  in  the 
premises  after  due  consideration  of  all 
matters  presented  at  the  hearing  or 
otherwise. 

By  the  Commission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

[P.   R.   Doc.   49-1888;    Filed,   Mar.    11,   1949; 
8:51  a.  m.] 
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NOTICES 


DEPARTMENT  OF  STATE 

1  Public  Notice  31 

Designation  of  Officers  of  Visa  Divi- 
sion TO  Issue  Perbots  to  Enter  the 
United  States 

Notice  is  hereby  given  that  the  Secre- 
tary of  State  has  designated  the  Chief 
and  the  Assistant  Chiefs  of  the  Visa 
Division,  and  the  Chief  and  the  Assistant 
Chief  of  the  Diplomatic  Visa  Section  of 
the  Visa  Division  to  Issue,  in  their  dis- 
cretion, diplomatic  or  other  nonimmi- 
grant passport  visas  to  aliens  who  are  in, 
and  who  desire  to  reenter,  the  United 
States  after  a  temporary  absence  there- 
from, in  the  following  classes  of  cases: 

(1)  Aliens  who  are  officials  of  foreign 
governments  or  who  hold  positions  tan- 
tamount thereto,  the  members  of  their 
immediate  families,  their  attendants, 
servants,  and  employees,  provided  such 
aliens  shall  have  been  notified  to  the 
Secretary  of  State; 

(2)  Aliens  who  have,  or  who  are  en- 
titled to,  the  status  of  nonimmigrants 
under  the  provisions  of  section  3  (7  > ,  Im- 
migration Act  of  1924,  as  amended,  the 
members  of  their  Immediate  families, 
their  attendants,  servants,  and  em- 
ployees, provided  such  aliens  shall  have 
been  notified  to  the  Secretary  of  State. 

A  visa  granted  to  an  alien  whose  case 
falls  within  one  of  the  foregoing  classes 
shall  be  without  fee,  and  valid  for  such 
period  as  the  issuing  officer,  in  his  dis- 
cretion, may  prescribe. 

(Proc.  2523,  Nov.  14,  1941,  6  F.  R.  5821. 
8  CFR,  1941  Supp.) 

This  notice  will  become  effective  imme- 
diately upon  publication  in  the  Federal 
Register. 

For  the  Secretary  of  State. 

[SBAL]  Edward  B.  Wilber, 

Chief,  Division  of 
Organization  and  Budget. 

March  8,  1949. 

|P.   R.   Doc.    49-1886;    Filed.   Mar.    11,    1949; 
8:40  a.  m.| 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 
(Order  369] 

Designation  of  Bureau  Representative 
osOLC  Advisory  Board 

March  7,  1949. 
Pursuant  to  section  2  (c)  of  Depart- 
mental Order  No.  2450  of  July  27,  1948. 
the  Regional  Administrator  of  Region  I 
Is  designated  as  ex  officio  member  of  the 
ObC  Advisory  Board  established  by  that 
order.  The  regional  administrator  is 
also  authorized  to  act  as  the  designated 
representative  of  the  Director  for  all  pur- 
poses of  Order  No.  2450  except  section 
4  (a). 


This  order  supersedes  Bureau  Order 
No.  333  of  August  28,  1948. 

Marion  Clawson, 
Director. 

[P.  R.   Doc.   49-1857;    Filed.    Mar.    11,    1949; 
8:43   a.    m.| 


(1730280] 

Arizona 
kotice  of  filing  of  plats  of  survey 

March  4,  1949. 

Notice  is  given  that  the  plats  of  sur- 
vey accepted  January  24,  1945,  of  T.  14 
S.,  Rs.  27  and  28  E.,  a  &  S.  R.  M..  Ari- 
zona including  lands  hereinafter  de- 
scribed will  be  officially  filed  in  the  Dis- 
trict Land  Office  at  Phoenix,  Arizona 
effective  at  10:00  a.  m.  on  April  8,  1949. 

The  lands  affected  by  the  notice  are 
described  as  follows: 

OiLA  AND  Salt  River  Meridian 

T.  14  S..  R.  27  E., 

Sec.  1.  loU  1.  2,  3,  4.  SViNVi.  81/2: 

Sec.  2,  lota  1,  2,  3.  4.  S'/jN'/j.  S'/i: 

Sec.  3,  lots  1  to  12,  Inclusive,  8WV4: 

Sec.  4,  lots  1,  2,  3.  4,  SViNi/i.  Sii; 

Sec.  5,  loU  1,  2.  3,  4.  S^NVi.  S'j: 

Sec.  6.   lots   1,  2.  3.  4,  5.  6,  7,  SE1/4NWV4, 

s'iNE'i,  Eiiswi;,  SEi;: 

Sec.  7,  lots  1,  2,  3,  4,  5,  NEV4SW',4,  E'.iNW'A, 

NEi4.SE«4; 
Sec.  8.  all; 
Sec.  9.  lots   1,  2,  3.  4.  5,  6,  N'/jNii.  SE'4 

NE>4.   NE'iSEVi.  S'iSVi; 
Sec.  10.  lots  1,  2,  W!iNEV4,  NW»,4,  S'/,; 
Sec.   11,  lota  1,  2,  3,  SWUSW'i.  EViWVi, 

E>j; 
Sees.  12  to  14,  Inclusive; 
Sec    15.  lots  1,  2,  3,  4.  5,  8,  7,  N'/iNW'i,  E'i 

SE'4.  NE',4: 
Sec.  16.  loU  1,  2.  3.  4,  6.  6.  7,  8,  9,  10,  11. 

12,    13,   N'/aN'/a,   SEV4NEV4: 
Sec.  17.  lots  1.  2,  3,  NEV4NE«,i.  W'/jNEVi. 

W'/a.  NWV4SEV4.  SiiSEVi: 
Sec.  18.  lots  1,  2.  3.  4.  6,  6.  7,  8,  9.  N'/jNEVi. 

S!iSE>4.  EVaSWVi: 
Sec.   19,  lots   1.  2,  3.  4,  5,  6,  7,  EViNW'/i, 

NE'4,  NVaSEli,  NE^SW'/i; 
Sec.  20,  lots  1,  2.  3,  4,  5,  6,  7.  8,  N''aNEi4. 

NW'i.N'-iSWVi; 
Sec.  21,  lots  1.  2,  3.  4.  5,  6.  7,  8,  9,  10,  11,  12, 

N'zSWU.  S'aNWU: 
Sec.  22,  lots  1,  2,  3,  4.  6,  6,  7,  NE^i,  NVaS'/j; 

SEUNWi/,; 
Sec.  23.  lots  1,  2,  8,  4,  NVaSyj;  N'i: 
Sec.  24.  lots  1,  2,  8.  4,  N'/iS'/j.  Ny,. 
T.  14  S..  R.  28  E., 
Sec.  16,  all; 

Sec.  17.  lote  1,  2,  3,  4.  E'.iW'/a.  EVi: 
Sec.  18,  lots  1,  2,  3.  4.  5,  8,  7,  SE»4NWV4. 

E'2SW'4,  SlaNE'i,  SE'4: 
Sec.  19,  lots  1,  2.  3,  4,  E'iW'/j,  EYt; 
Sec.  20,  all; 
Sec.  21,  all. 

The  area  described  exclusive  of  segre- 
gations aggregates  18,562.74  acres. 

No  applications  for  these  lands  may 
be  allowed  under  the  homestead,  imall 
tract,  desert  land,  or  any  other  non- 
mineral  publlo  land  laws,  unless  the  land 
has  already  been  classified  as  valuable 
or  suitable  for  such  type  of  application 
or  shall  be  so  classified  upon  considera- 
tion of  an  application. 


Available  data  Indicate  that  the  land 
Is  rolling  to  hilly  and  mountainous  in 
character. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  April  8.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  se- 
lection as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  8,  1949.  to  July  8,  1949,  Inclu- 
sive, the  public  lands  affected  by  this 
order  shall  be  subject  to  d)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1, 
1938  (52  Stat.  609,  43  U.  S.  C.  sec.  682a), 
as  amended,  by  qualified  veterans  of 
World  War  II,  for  whose  service  recogni- 
tion is  granted  by  the  act  of  September 
27,  1944  (58  Stat.  747.  43  U.  S.  C.  sees. 
279-283).  subject  to  the  requirements  of 
applicable  law,  and  (2)  application  under 
any  applicable  public-land  law,  based  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance and  confirmation.  Applications  by 
such  veterans  shall  be  subject  to  claims 
of  the  classes  described  in  subdivision  (2) . 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  19, 
1949.  to  April  7,  1949,  inclusive,  such  vet- 
erans and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  April  8,  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  9, 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day 
period  from  June  18.  1949,  to  July  8,  1949, 
Inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m. 
on  July  9,  1949,  shall  be  treated  as  simul- 
taneously filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Awllcatlons  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office. 
Phoenix.  Arizona,  shall  be  acted  upon  In 
accordance  with  the  regulations  con- 
tained in  S  295.8  of  Title  43  of  the  Code 
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of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914,  43  L.  D.  254 >.  and  Part  296 
of  that  title,  to  the  extent  that  such  regu- 
lations are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  166  to  170,  inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws  and 
the  Small  Tract  Act  of  June  1. 1938.  shall 
be  governed  by  the  regulations  contained 
in  Parts  232  and  257,  respectively,  of  that 

title.  ^     ^  ^^ 

Inquiries  concerning  these  lands  shall 
be  addressed  to  The  Acting  Manager. 
District  Land  Office,  Phoenix.  Arizona. 

RoscoE  E.  Bell, 
Associate  Director. 

|P.   R.   Doc.   49-1868;    Filed.   Mar.    11.    1949; 
845    a.    ml 


DEPARTMENT     OF     COMMERCE 

Office  of  Industry  Cooperation 

Voluntary  Plans  Under  Public  Law  395, 
80th  Congress 

NOTICE  OF  continuation  Of  CERTAIN  EXIST- 
ING VOLUNTARY  PLANS  UNDER  EXTENSION 
or  AUTHORITY  AND  WITHDRAWAL  OF  RE- 
QUESTS FOR  UNILATERAL  ACTION 

(a)  Extension  of  authority.  Public 
Law  6.  81st  Congress,  approved  Feb- 
ruary 9.  1949.  amends  section  2  of  Public 
Law  395.  80th  Congress,  by  continuing 
to  September  30.  1949  the  authority  of 
the  President  thereunder  with  respect 
to  the  approval  of  voluntary  plans. 

(b)  Continnation  of  certain  existing 
voluntary  plans.  As  the  result  of  the 
enactment  of  Public  Law  6.  the  Depart- 
ment of  Commerce  voluntary  plans  for 
the  allocation  of  steel  products  for  the 
following  purposes  will,  in  accordance 
with  their  provisions,  continue  in  effect 
beyond  February  28.  1949:' 

1.  Construction  of  Domestic  Railway 
Freight  Cars  and  the  Repair  of  Railroad 
Rolling  Stock  (13  F.  R.  2272.  14  F.  R. 
667). 

2.  Atomic  Energy  Commission  Projects 
(13  F.  R.  3792.  14F.  R.  641). 

3.  Construction.  Conversion  and  Re- 
pair of  Domestic  Freight-Carrying 
Barges  and  Towing  Vessels  (13  F.  R.  5669. 
14  F.  R.  668 ' . 

4  Tank  and  Oil  Field  Production 
Equipment  (13  F.  R.  5566.  14  F.  R.  663). 

5.  Requirements  of  the  Armed  Forces 
(13F.  R.  5665,  14  F.  R.641). 

6.  Requirements  of  the  National  Ad- 
visory Committee  for  Aeronautics  (13 
P  R.  5870. 14  F.  R.  642). 

7.  Oil  Tankers  (13  F.  R.  5868.  14  F.  R. 

664). 

8.  Construction,  Reconversion  and  Re- 
pair of  Merchant  Vessels  (13  F.  R.  6959, 
14  F.  R.  665  >. 

9.  Mining  Machinery  (14  F.  R.  739). 


NOTICES 

10.  Manufacture  of  Ore  Cars  (14  F.  R. 

841). 

11.  Gas  Pipe  Line  to  Atomic  Energy 
Commission  Plant  (14  F.  R.  943). 

(c)  Withdrawal  of  requests  for  unilat- 
eral action.  As  the  result  of  the  con- 
tinuation of  the  plans  listed  above,  the 
"unilateral  action"  requests  made  by  the 
Secretary  of  Commerce  in  connection 
with  those  plans  cease  to  be  effective,  in 
accordance  with  their  terms,  and  there- 
fore are  hereby  withdrawn.  This  with- 
drawal includes  the  published  general 
requests  to  the  participating  groups  and 
the  Implementing  requests  sent  to  tHe 
participants  individually. 

Approved:  February  24.  1949. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  March  2.  1949, 

Peyton  Ford. 
Acting  Attorney  General. 

IP.   R.   Doc.   49-1887;    Filed,   Mar.    11,    1949; 
8:51   a.  m] 


'  Amendments  of  the  Voluntary  Plans  for 
the  Anthracite  Industry  (13  P.  R.  5668)  and 
for  the  Allocation  of  Pig  Iron  for  Certain  In- 
dustries Requiring  Cast  Iron  for  the  Manu- 
facture of  Products  for  Residential  Housing 
(13  P.  B.  4400)  are  under  consideration.  If 
approved,  the  amendments  will  provide  for 
continuation  In  accordance  with  Public  Iaw 
6.  81st  Congress. 


DEPARTMENT  OF  LABOR 
Wage  and  Hour  Division 

Learner  Employment  Certificates 
issuance  to  various  industries 


Notice  of  Issuance  of  special  certifi- 
cates for  the  employment  of  learners 
under  the  Fair  Labor  Standards  Act  of 

1938. 

Notice  is  hereby  given  that  special 
certificates  authorizing  the  employment 
of  learners  at  hourly  wage  rates  lower 
than  the  minimum  wage  rate  applicable 
under  section  6  of  the  act  have  been 
issued  to  the  firms  hereinafter  mentioned 
under  section  14  of  the  act.  Part  522  of 
the  regulations  issued  thereunder  (Au- 
gust 16.  1940.  5  F.  R.  2862.  and  as 
amended  June  25.  1942.  7  F.  R.  4725). 
and  the  determinations,  orders  and/or 
regulations  hereinafter  mentioned.  The 
names  and  addresses  of  the  firms  to 
which  certificates  were  issued,  industry, 
products,  number  of  learners,  learner 
occupations,  wage  rates,  learning  periods, 
and  effective  and  expiration  dates  of  the 
certificates  are  as  follows: 

Regulations,  Part  522— Regulations 
Applicable  to  the  Employment  of 
Learners. 

Crane  China  Corporation,  Vega  Baja. 
Puerto  Rico;  to  employ  227  learners  at 
not  less  than  20  cents  an  hour  in  58  spec- 
ified plant  occupations  directly  related 
to  the  manufacture  of  hotel  and  institu- 
tional chinaware.  The  learning  periods 
stipulated  in  the  certificate,  which  is  ef- 
fective January  1,  1949  to  June  30,  1949. 
varies  from  175  hours  to  1.000  hours  de- 
pending upon  the  occupation  involved. 

P.  R.  Hosiery  Mills.  Inc.,  Arecibo, 
Puerto  Rico;  to  employ  100  learners  in 
the  ;ull- fashioned  hosiery  industry,  as 
follows:  35  learners  as  knitters.  15  learn- 
ers as  loopers.  and  30  learners  as  seam- 
ers  at  not  less  than  20  cents  an  hour  for 
the  first  320  hours;  not  less  than  25  cents 
an  hour  for  the  second  320  hours;  and  not 
\e^s  than  30  cents  an  hour  for  the  third 
320  hours;  and  5  learners  as  toppers  and 
5  learners  as  menders  at  not  less  than  20 
cents  an  hour  for  the  first  160  hours;  not 


less  than  25  cents  an  hour  for  the  sec- 
ond 160  hours;  and  not  less  than  30  cents 
an  hour  for  the  third  160  hours;  and  10 
learners  as  examiners  at  not  less  than  20 
cents  an  hour  for  the  first  80  hours;  not 
less  than  25  cents  an  hour  for  the  second 
80  hours;  and  not  less  than  30  cents  an 
hour  for  the  third  80  hours.  The  certifi- 
cate Is  effective  February  5.  1949,  and 
expires  August  8,  1949. 

Imprenta  Vazquez,  Santurce,  Puerto 
Rico:  to  employ  1  learner  in  the  occupa- 
tion of  typesetter  at  not  less  than  16  cents 
an  hour  for  the  first  690  hours,  not  less 
than  21  cents  an  hour  for  the  second  690 
hours,  and  not  less  than  26  cents  an  hour 
for  the  third  690  hours.  This  certificate 
Is  effective  February  9.  1949,  and  expires 
February  8,  1950. 

Imprenta  Venezuela,  Inc..  San  Juan. 
Puerto  Rico;  to  employ  3  learners  in  the 
printing  industry  in  the  occupation  of 
typesetter  at  not  le.ss  than  16  cents  an 
hour  for  the  first  690  hours,  not  le.ss  than 
21  cents  an  hour  for  the  second  690  hours, 
and  not  less  than  26  cents  an  hour  for  the 
third  690  hours.  This  certificate  Is  effec- 
tive January  7.  1949.  and  expires  Janu- 
ary 6.  1950. 

The  employment  of  learners  under 
these  certificates  Is  limited  to  the  terms 
and  conditions  therein  contained  and  is 
subject  to  the  provisions  of  the  applicable 
determinations,  orders  and/or  regula- 
tions cited  above.  These  certificates 
have  been  Issued  upon  the  employers' 
representations  that  experienced  workers 
for  the  learner  occupations  are  not  avail- 
able for  employment  and  that  they  are 
actually  in  need  of  learners  at  submlnl- 
mum  rates  in  order  to  prevent  curtail- 
ment of  opportunities  for  employment. 
The  certificates  may  be  canceled  In  the 
manner  provided  in  the  regulations  and 
as  Indicated  in  the  certificates.  Any  per- 
son aggrieved  by  the  Issuance  of  any  of 
these  certificates  may  seek  a  review  or 
reconsideration  thereof  within  fifteen 
days  after  publication  of  this  notice  In 
the  Federal  Register  pursuant  to  the 
provisions  of  regulations,  Part  522. 


Signed  at  Washington,  D.  C,  this  7th 
day  of  March  1949. 

Isabel  Ferguson. 
Authorized  Representative 
of  the  Administrator. 

[F.   R.   Doc.   49-1878;    Filed.    Mar.    11.    1949; 
8:48  a.  ml 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

(Administrative  Order  1872) 
Loan  Announcement 

Febru.ary  18.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  fj!}^''^ 

Michigan  33S  Charlevol* »376,(X)0 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-1864;    Filed.   Mar.    11,    1949; 
8:46  a.  m.] 


Saturday,  March  12,  1949 

(AdralnUtratlve  Order  1873] 
Loan  Announcement 

February  18,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Michigan  26AA  Ingham... $395,000 


I seal! 


Claude  R.  Wickard, 

Administrator. 


|F.    R.   Doc.   49-1885;    Piled.   Mar.    11.    1949; 
8:46  a.  m.| 


(Administrative  Order  1874] 
Loan  Announcement 

February  21,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 
Nebraska  86D  Dundy. 

[SEAL] 


Amount 
$480,  000 


George  W.  Haggard. 
Acting  Administrator. 

|F.    R.    Doc.    49-1866;    Piled.    Mar.    11,    1949; 
8:46   a.  m  ] 


[AdmlnUtratlve  Order  1875) 
Loan  Announcement 

February  21.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation :  Amount 

Wyoming  13C  Washakie $52,  000 

[seal]  William  J.  Neal. 

Acting  Administrator. 

(P.   R.   Doc.    49-1867;    Filed.   Mar.    11,    1949; 
8:46  a.  m.] 


[Administrative  Order  1876] 
Loan  Announcement 

February  23.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Oklahoma  24N,  P  Lincoln $825,000 


[seal]  Claude  R.  Wickard, 

Admi7iistrator. 

[F.   R.   Doc.   49-1868;    Filed.   Mar.    11,    1949; 
8:47  a.  m.J 


FEDERAL  REGISTER 

(Administrative  Order  1888] 
Loan  Announcement 

February  28.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Wisconsin  64AE  La  Crosse $2,770,000 


[seal] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-1869;    FUed,    Mar.    11,    1949; 
8:47  a.  m.] 


(Administrative  Order  1889] 
Loan  Announcement 

March  1.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Michigan  40U  Allegan $480.  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

IF.    R.    Doc.    49-1870;    Filed.   Mar.    11,    1949; 
8:47  a.  m.J 


[Administrative  Order  1890] 
Loan  Announcement 

March  1, 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Georgia  39M  Hart 


Amount 
$340. 000 


I  SEAL  I 


Claude  li.  Wickard, 

Administrator. 


[F.   R.   Doc.   49-1871;    Filed.   Mar.    11,    1949; 
8:47  a.  m.] 


(Administrative  Order  1891] 
Loan  Announcement 

March  1.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Missouri  26L  Ralls. 


Amount 
$350,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 

[F.   R.   Doc.   49-1872;    Filed.   Mar,    11.    19i9; 
8:47  a.  m.] 
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(Administrative  Order  1892] 
Loan  Announcement 

March  2,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Arkansas  12K  Miller. 


Amount 
$655.  000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.    49-1873;    Filed.    Mar.    11,    1949; 
8:47  a    m.] 


(Administrative  Order  1893] 
Loan  Announcement 

March  2.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Arkansas  28E  Conway. 


Amount 
$920,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.  R.   Doc.   49-1874;    Filed.   Mar.    11.    1949; 
8:47  a.  m.] 


(Administrative  Order  1894] 
Loan  Announcement 

March  2,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration ; 


Loan  designation: 

Arkansas  22L.  M  Clay. 


Amount 
$615,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.  49-1875:    Filed.   Mar.   11,    1949; 
8:47  a.  m.] 


(Administrative  Order  1895] 
Loan  Announcement 

M.\rch  2.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Wisconsin  63M  Bayfield. 


Amount 
$302.  000 


[seal]  Claude  R.  Wickard. 

Administrator. 

(F.   R.   Doc.   49-1876;    Filed.   Mar.    11.    1949; 
8:47  a.  m.] 


\ 
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(Administrative  Order  18961 
Loan  Announcement 

March  2.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrincation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Dakota  40A  Burleigh M.  033,  000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

IF.   R.  Doc.   4&-1877:    Filed.   Mar.    11.    1949; 
8:48  a.  m.| 


NOTICES 

upon  the  application  for  a  period  of  60 
days  from  February  15,  1949.  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  Involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described  con- 
tract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  tb)> 

Federal  Combtdnications 
Commission, 
[seal!        T.  J.  Slowie, 

Secretary. 

I  p.    R.    Doc.   49-1902;    Filed,    Mar.    11,    1949; 
8:52    a.    m| 


FEDERAL   COMMUNICATIONS 
COMMISSION 

KPAS 

PUBLIC    NOTICE    CONCtRNING    PROPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  January  31,  1949.  there  was  filed 
with  it  an  application  (BAL-830)  for  Its 
consent  under  section   310    (b)    of   the 
Communications  Act  to  the  proposed  as- 
signment  of   license   of   station   KPAS. 
Banning.  California,  from  Carl  Phillips. 
Robert   W.  Phillips,   and   John   Phillips 
d  b  as  Pass  Broadcasting  Company  to 
William  T.  Smith  and  David  Robbins  do- 
ing business  under  the  same  name.     The 
proposal  to  assign  the  license  arises  out 
of  a  contract  of  January  25,  1949.  pur- 
suant to  which  Carl  Phillips,  Robert  W. 
Phillips  and  John  Phillips  d  b  as  the  Pass 
Broadcasting  Company  agree  to  sell  sta- 
tion KPAS  to  WilUam  T.  Smith  and  David 
Robbins  under  the  following  terms  and 
conditions:  (1)  For  a  total  consideration 
of  $52,500  clear  of  all  encumbrances,  the 
first  party  to  sell  station  KPAS  to  Wil- 
liam T.  Smith  and  David  Robbins,  said 
sale  to  include  all  real  and  personal  prop- 
erty, contracts,  interest  and  accumula- 
tions,   licenses,    franchises,    and    other 
rights  and  privileges  of  station  KPAS; 
(2)  that  $10,000  will  be  placed  in  escrow 
contemporaneously  with  the  signing  of 
this  agreement;  and  <3)  that  balance  of 
$42,500  will  be  paid  by  William  T.  Smith 
and  David  Robbins  within  30  days  of  ap- 
proval of  application  for  consent  to  as- 
signment   of    radio    broadcast    station 
KPAS.     Further  Information  as  to  the 
arrangements  may  be  found  with  the  ap- 
plication  and   associated   papers   which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  March  4.  1949.  that  starting 
on  February  15.  1949  notice  of  the  filing 
of  the  application  would  be  inserted  in 
the  Riverside  Enterprise,  a  newspaper  of 
general  circulation  at  Riverside,  Califor- 
nia, in  conformity  with  the  above  section. 
In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 


Independent  Broadcasting  Co. 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
transfer  of  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  February  23.  1949.  there  was 
filed  with  it  an  application  (BTC-739) 
for  its  consent  under  section  3>9  (b)  of 
the  Communications  Act  to  the  proposed 
transfer  of  control  of  Independent 
Broadcasting  Company,  permittee  of  sta- 
tion WIBK,  Knoxville,  Tennessee,  from 
J.  Harold  Smith  and  Myrtice  Rhodes 
Smith  to  James  T.  Cox.  Jr.,  and  C.  L. 
Schenck.  The  proposal  to  transfer 
control  arises  out  of  a  contract  of  Feb- 
ruary 14,  1949,  pursuant  to  which  J. 
Harold  Smith  and  Myrtice  Rhodes  Smith 
will  sell  50 To  of  the  common  and  100% 
of  the  preferred  stock  of  the  per- 
mittee to  the  transferees,  as  follows:  J. 
Harold  Smith  will  sell,  at  par  value  of 
$100  per  share,  33  Va  shares  of  common 
stock  to  James  T.  Cox,  Jr.,  and,  at  par 
value  of  $10  per  share,  1,500  shares  of 
preferred  stock  to  C.  L.  Schenck,  and 
the  said  Myrtice  Rhodes  Smith  will  sell, 
at  par  value  of  $100  per  share,  le^j  and 
50  shares  of  common  stock,  respectively. 


to  James  T.  Cox,  Jr.,  and  C.  L  Schenck. 
Further  information  as  to  the  arrange- 
ments may  be  found  with  the  applica- 
tion and  associated  papers  which  are  on 
file  at  the  offices  of  the  Commission  in 
Washington,  D.  C. 

Pursuant  to  5  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  28.  1949,  that 
starting  on  February  24,  1949.  notice  of 
the  filing  of  the  application  would  be 
inserted  in  the  Knoxville  Journal,  a 
newspaper  of  general  circulation  at 
Knoxville,  Tennessee  in  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  in  .said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  24,  1949,  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  involved  may  do 
!50  upon  the  same  terms  and  conditions 
as  set  forth  in  the  above  described 
contract. 

(Sec.  319  (b>,  48  Stat.  1086;  47  U.  S.  C. 
319   (b)) 

Federal  Commxwjcations 
Commission, 
[seal!        T.  J.  Slowie, 

Secretary. 

[F.   R.    Doc.    49-1903;    Filed.   Mar.    11,    1949; 
8:62  a.  m.| 


Belleville  News-Democrat  et  al. 

notice  of  oral  argument 

Beginning  at  ten  o'clock  a.  m.  on  Fri- 
day. March  25.  1949.  the  Comml.^sion  will 
hear  oral  argument,  in  Room  6121  of 
the  offices  of  the  Commission,  on  the  fol- 
lowing matters  in  the  order  indicated: 


Altr.rMENT  No.  I 


No. 


7S44 
H4-P-M76 

87(H 
Bl'  MPT 


Rnl<>rt  1..  Kern  and  Richard  P.  Kem.  a  partnership,  d'h  a.' 

Belleville  News- Democrat.  Belleville.  111. 
Hohart  O.  StepheiisMm,  Jr.,  ."it.  Louis,  Mo 

On  the  Air,  Inc.  (WTMV)  East  St.  LouL«,  111 


CP 

CP 

CPto 

change 

fre«i,  inc. 

\>vi.  etc. 


1260  kc.  1  kw.,  uTillnilteil, 

DA— nifht. 
IZJU  kc.  290  w.,  unllrnitt-I. 

1260  kc    1  kw.,  unllmlteil, 
DA -night. 


Arui'MENT  No.  2 


Foulkro<l  Badi«i  Eiigineerlne  Co.,  Pliil.-Klclphia,  Pa.  aVTELV 
Indeiienilencc  Broadca.'iting  Co.,  Philadeliihia.  la.  l^N  HAD. 


Order  to  jhow  cause. 


AR(il  MEM  No.  S 


R222 

Bl'-57flfl 

f>224 

BPShSO 

S22^ 

BP-SWl 


Clordon    P.    Brown    tr/as   Niasara   Broadcasting    System, 

NlagaraFall!<.  N.  Y.                    .        ,      ,.          v.  i- 
Lock  port  L'nk>n-Sun  and  Journal.  Inc..  Lockport.  IS.  1 

Oreat  Lakes  System.  Inc.,  Buffalo  N.  Y 


1340  kc.  250  w.,  unllniite<l. 
Do. 
Do. 


Adopted:  February  24, 1949. 
[seal] 


Federal  Coj*munications  Commission, 
T.  J.  Slowie, 

Secretary. 


'Section  1.321.  Part  1.  Rules  of  Practice  and 
Procedure. 


fy.  B.  Doc.  4B-1888;  FUed,  Mar.  11.  1949;  8:62  a.  m.] 


Saturday,  March  12,  1949 


FEDERAL  REGISTER 
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(Docket  No.  9187] 

Ziva  Ray  Brown 

order  continthng  hearing 

In  the  matter  of  Ziva  Ray  Brown, 
Huntington  Beach,  California,  suspen- 
sion of  radiotelegraph  first  class  operator 
license;  Docket  No.  9187. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  matter 
for  March  7,  1949,  at  Los  Angeles,  Cali- 
fornia: and 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  Ui  ordered.  This  25th  day  of  Febru- 
ary 1949,  that  the  hearing  upon  the 
above-entitled  matter  be  continued  to 
10:00  a.  m.,  Monday,  April  18,  1949,  at 
Los  Angeles,  California. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(P.   R.    Doc.    49-1889;    Filed.    Mar.    11.    1949; 
8:51  a.  m.] 


[Docket  No.  8716 1 
Greenwich  Broadcasting  Corp. 
order  continuing  hearing 

In  re  application  of  Greenwich  Broad- 
casting Corporation,  Greenwich.  Con- 
necticut. Docket  No.  8716.  File  No.  BP- 
6315;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  1,  1949,  at  Greenwich, 
Connecticut;  and, 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered.  This  25th  day  of  Febru- 
ary 1949.  on  the  Commi.ssion's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  application  be  continued  to 
10:00  a.  m..  Monday,  \larch  14.  1949,  at 
Greenwich.  Connecticut. 

Federal  Communications 
commlssion, 
[seal]         T.  J.  Slowie. 

Secretary.    • 

I  P.  R.  Doc.  49-1890:  Filed,  March  11,  1949; 
8:51  a.  m.j 


[Docket  Nos.  8062.  8116,  9213,  9214.  9215] 

Crescent  Bay  Broadcasting  Co.  et  al. 

order  continuing  he.aring 

In  re  applications  of  Crescent  Bay 
Broadcasting  Company,  Santa  Monica, 
California.  Docket  No.  8062,  File  No. 
BP-5589;  Balboa  Radio  Corporation 
<KLIK>.  Escondido.  California,  Docket 
No.  8116,  Pile  No.  BP-5622;  Elmer 
Glaser,  Ray  A.  Wilcox,  David  Rorich, 
Jr.,  Hyman  Glaser  and  Max  Glaser,  d/b 
as  Occanside  Broadcasting  Company. 
Oceanside,  California,  Docket  No.  9213, 
Pile  No.  BP-5772;  Centinela  Valley 
Broadcasting  Company.  Inglewood.  Cali- 
fornia, Docket  No.  9214.  File  No.  BP- 


6176;  Bethasda  Camp  Meeting  Grounds, 
Inc.,  Anaheim,  California,  Docket  No. 
9215,  Pile  No.  BP-6720;  for  construction 
permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tions for  March  9,  1949,  at  Escondido, 
California,  March  10,  1949,  at  Oceanside, 
California.  March  11,  1949,  at  Santa 
Monica,  California,  March  14,  1949,  at 
Anaheim,  California,  and  March  15, 1949, 
at  Inglewood,  California;  and 

It  app>earing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said 
hearing; 

It  is  ordered.  This  25th  day  of  Febru- 
ary 1949,  on  the  Commission's  own  mo- 
tion, that  the  hearing  upon  the  above- 
entitled  applications  be  continued  to 
10:00  a.  m.,  Thursday,  April  21,  1949,  at 
Escondido,  California,  Friday,  April  22, 
1949,  at  Oceanside,  California,  Monday, 
April  25.  1949,  at  Santa  Monica,  Cali- 
fornia, Tuesday,  April  26,  1949.  at  Ana- 
heim, California,  and  Wednesday,  April 
27,  1949,  at  Inglewood,  California. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-1891;    Filed.    Mar.    11.    1949; 
8:51  a.  m.] 


[Docket  Nos.  8417,  8919] 

Evangeline    Broadcasting    Co..    Inc. 
^KVOL)  and  Radio  Station  KRMD 

order  continuing  hearing 

In  re  applications  of  Evangeline 
Broadca.sting  Company,  Inc.  (KVOL), 
Lafayette,  Louisiana,  Docket  No.  8417, 
File  No.  BP-5668;  Radio  Station  KRMD 
(KRMD),  Shreveport,  Louisiana,  Docket 
No.  8919.  File  No.  BP-5983;  for  construc- 
tion permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  February  18. 
1949.  by  Evangeline  Broadcasting  Com- 
pany. Inc.  <KVOL),  Lafayette,  Louis- 
iana, requesting  a  continuance  in  the 
hearing  presently  scheduled  for  March 
14,  1949.  at  Washington.  D.  C,  upon  the 
above-entitled  applications  for  construc- 
tion permits; 

It  is  ordered,  This  25th  day  of  Febru- 
ary 1949,  that  the  petition  be  granted; 
and  that  the  hearing  upon  the  above- 
entitled    applications    be    continued    to 


10:00  a.  m.,  Monday.  May  16,  1949,  at 
Washington,  D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.   R.   Doc.   49-1892;    Filed.   Mar.    11,    1949; 
8:61  a.  m.] 


[Docket  No.  9023) 

Vulcan  Broadcasting  Co. 
order  continotng  hearing 

In  re  application  of  George  A.  Mattl- 
son,  Jr.  and  Walter  Ervin  James,  d/b  as 
Vulcan  Broadcasting  Company.  Birming- 
ham. Alabama.  Docket  No.  9023.  File  No. 
BP-5816;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  March  3,  1949,  at  Birmingham, 
Alabama;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  request  for  waiver 
of  hearing  filed  on  February  23,  1949; 

It  is  ordered,  This  25th  day  of  February 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  on  the  above-entitled 
application  be  continued  Indefinitely, 
pending  action  on  the  said  request  for 
waiver  of  hearing. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

|F,    R.   Doc.   49-1893;    Filed.    Mar.    11.    1949; 
8:51    a.   m.] 


(Change  List  48] 
Cuban  Broadcast  Stations 

LIST   of    changes,    PROPOSED    CHANGES,    AND 
corrections   IN    ASSIGNMENTS 

February  8.  1949. 

Notification  under  the  provisions  of 
Part  III,  section  2  of  the  North  Ameri- 
can Regional  Broadcasting  Agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Cuban 
Broadcast  Stations  modifying  Appendix 
containing  assignments  of  Cuban  Broad- 
cast Stations  (Mimeograph  47983)  at- 
tached to  the  recommendations  of  the 
North  American  Regional  Broadcasting 
Agreement  engineering  meeting,  Janu- 
ary 31,  1941. 


Cl  BA 


Call  letters 


Location 


I'ower 


CMBU. 


CMJO 

CMBO 


Havana,  Cuba. 


CaniaRu<'y.  Camaguey. 
Vodado,  Havana 


690  kilocycles    (delete— see  As-sign- 
inenl  on  i:i90  kc). 

I.'KXikilocvrle.s,  Ikw 

UW  kilocycles,  250  w...., 


Time 

dciicna- 
tion 

Cb.<y! 

V 
L 

II 
IV 

Probable  date 

to  commence 

oiM-ration 


July  1949. 


Note:  The  assignment  of  Station  "CMBO"  on  090  kc  with  15  kw  DA  carried  in  Clianpe  List  No   43  dated  S<>i)t. 
27,  1948,  is  cancelled. 


[seal] 


Federal  Communications  Commission, 
T.  J.  Slowie. 

Secretary. 


[F.  R.  Doc.  49-1900;  Filed,  Mar.  11,  1949;  8:52  a.  m] 
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(Docket  No.  8778] 


Cortland  Broadcasting  Co.,  Inc. 
(WKRT) 

ORDER  CONTINOTNG  HEARING 

In  re  application  of  Cortland  Broad- 
casting Company.  Inc.  (WKRT),  Cort- 
land. New  York.  Docket  No.  8778.  Pile  No, 
BMP-3173;  for  modification  of  construc- 
tion permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  3,  1949.  at  Washington, 
D.  C. ;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commi-ssion  a  petition  for  recon- 
sideration and  grant  without  hearing 
filed  on  March  2.  1948; 

It  is  ordered.  This  1st  day  of  March 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Friday,  March  18,  1949,  at  Wa.shington. 
DC. 

Federal  Communications 
Commission, 

[seal]         T.  J.  Slowik, 

Secretary. 

(F.    R.    Doc.    49-1894;    PUed.   Mar.    11,    1949; 
8:52  a.  m.l 


[Docket  Nos.  9086-9089) 

Falls  Cottnty  Public  Service  et  al, 
order  contintnng  hearing 

In  re  applications  of  W.  L.  Pennington 
and  M.  S.  Hagler,  a  partnership,  d  b  as 
Palls  County  Public  Service.  Marlin, 
Texas.  Docket  No.  9086.  Pile  No.  BP-5631; 
Baylor  University  (KWBU),  Hou.ston. 
Texas.  Docket  No.  9087.  Pile  No.  BP-  6238; 
Carr  P.  Collins,  Jr..  Corpus  Christi,  Texas, 
Docket  No.  9088.  Pile  No.  BP-6263;  for 
construction  permits.  Roy  M.  Hofheinz 
and  W.  N.  Hooper,  d  b  as  Texas  Star 
Broadcasting  Company  iKTHT',  Hous- 
ton, Texas,  Docket  No.  9089.  Pile  No. 
BMP-3555;  for  modification  of  construc- 
tion permit. 

The  Commission  having  under  consid- 
eration a  Joint  petition  filed  February  25, 
1949.  by  Baylor  University  (KWBU). 
Houston.  Texas,  and  Carr  P.  Collins,  Jr., 
Corpus  Christi,  Texas,  requesting  a  con- 
tinuance in  the  hearing  presently  sched- 
uled for  March  7,  1949,  at  Washington. 
D.  C,  upon  the  above-entitled  applica- 
tions for  construction  permits; 

It  is  ordered.  This  2d  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m.. 
Monday.  April  11.  1949,  at  Wa.shington, 
D.  C. 

Federal  Communications 
Commission. 

ISEAL]  T.  J.  Slowie, 

Secretary. 

(P.    R.   Doc.    49^1895;    Piled.    Mar.    11,    1949; 
8:52  a.  m.l 


(Docket  No.  8594) 
News  Publishing  Co.  (WLAQ) 

ORDER  continuing  HEARING 

In  re  application  of  News  Publishing 
Company      tWLAQ)      Rome,     Georgia, 


NOTICES 

Docket  No.  8594,  File  No.  BP-6406;  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  March  7, 1949,  at  Rome.  Georgia; 
and 

It  appearing,  that  there  Is  pending 
before  the  Commission  a  petition  to 
delete  certain  Issues,  move  place  of  hear- 
ing to  Washington,  D.  C,  and  postpone- 
ment of  hearing  filed  on  March  2,  1949; 

It  is  ordered.  This  4th  day  of  March 
1949,  that  the  hearing  upon  the  above- 
entitled  application  be  continued  to 
10:00  a.  m.,  Thursday,  March  24.  1949. 
at  Rome.  Georgia. 


[SEALl 


Federal  Communications 

Commission. 
T.  J.  Slowie, 

Secretary. 


[F.   R.    Doc.    49-1896;    Filed,   Mar.    11,    1949; 
8:52  a.  m.) 


The  Commission  having  under  consid- 
eration a  petition  filed  March  3,  1949.  by 
Frequency  Broadcasting  System,  Inc., 
Shreveport.  Louisiana,  requesting  a  con- 
tinuance in  the  hearing  presently  sched- 
uled for  March  10,  1949,  upon  Its  above- 
entitled  application  for  construction 
permit;  and 

It  appearing,  that  there  Is  pending  be- 
fore the  Comml.sslon  a  supplemental  pe- 
tition for  reconsideration  and  grant 
without  hearing  filed  on  March  3,  1949; 

It  is  ordered.  This  4th  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  indefinitely, 
pending  action  on  the  supplemental  pe- 
tition for  reconsideration  and  grant. 

Federal  Cobimunications 
Commission, 
[seal!  T.  J.  Slowie, 

Secretary. 

|P.   R.   Doc.   49-1897:    Piled,   Mar.  11,    1949; 
8:52  a.  m.l 


(Docket  No.  8161] 
Frequtncy  Broadcasting  System.  Inc. 

order   continuing   HEARING 

In  re  Application  of  Frequency  Broad- 
casting System.  Inc..  Shreveport.  Louisi- 
ana, Docket  No.  8161.  Pile  No.  BP^277; 
for  construction  permit. 


Press  Wireless,  Inc. 

notice  of  oral  argument 

Beginning  at  2:00  o'clock  p.  m.  on  Fri- 
day, March  25,  1949,  the  Commission  will 
hear  oral  argument.  In  Room  6121  of 
the  oflBces  of  the  Commission,  on  the  fol- 
lowing matters: 


Docket  No. 


7S22 

W?71-MI.HT-A 

»272-.MI,HT-A 


Press  Wlrflew,  Inc..  ITicksville, 
N.  v.,  and  Los  Angtlts.  Calif. 


In  th<»  m.itter  of  applications  for  authority  to  hamllo 
traffic  in  the  (iovernmcnt  classification  to  all  points  of 
romiuunication  autliorltcd  by  licrnsrs  or  tcniiNKary 

auitiorizntion.s. 


Adopted:  February  24,  1949. 

[S£AL] 


Federal  Communications  Commission, 
T.  J.  Slowie. 

Secretary. 

(P.  R.  Doc.  49-1899;  Filed,  Mar.  11,  1949;  8:52  a.  m.] 


[Change  List  49) 
Cuban  Broadcast  Stations 

list  of  chances,  proposed  CHANGES.  AND  CORRECTIONS  IN  ASSIGNMENTS 

February  12,  1949. 

Notification  under  the  provisions  of  Part  III,  section  2  of  the  North  American, 
Regional  Broadcasting  Agreement. 

List  of  changes,  proposed  changes,  and  corrections  in  assignments  of  Cuban 
Broadcast  Stations  modifying  Appendix  containing  assignments  of  Cuban  Broadcast 
Stations  (Mimeograph  47983)  attached  to  the  recommendations  of  the  North  Amer- 
ican Regional  Broadcasting  agreement  engineering  meeting,  January  31,  1941. 

CUBA 


Call  letters 

l/ocation 

Power 

Time 

desifinn- 

tion 

Class 

Probable  date 

to  conimenc* 

operation 

CMHW 

CMAW 

CMAW 

CMHW 

C  M  C  H 

Santa  Clara.  La.<!  Villas 

rinar  del  Rio,  Pinar  del  Rio. 
Pinar  del  Rio,  Pinar  del  Rio.. 

SanU  Clara.  Las  Villas 

llfibana  llabana 

SCO  kilocycles  (clianpes  to  810 

kc.),0.2.'lkw. 
(810  kilocycles  (chanRes  to  800 
\    kc.\  n.2.*i  kw.  N.  1  kw.  1). 
132(>  kilocycles  (changes  to  1330 

kc). 
1330  kilocycles,  1  kw 

i: 

II 
II 

August  1M9. 

Do. 
Do. 

CMCB 

do 

u 

III-A 

Do. 

[seal] 


Federal  Communications  Commission, 
T.  J.  Slowie. 

Secretary. 


Saturday.  March  12,  1949 
FEDERAL  POWER   COMMISSION 

(Docket  No.  E-6197J 

Georgia  Power  Co.  and  South  Carolina 
Power  Co. 

notice  of  appucation 

March  8,  1949. 

Notice  is  hereby  given  that  on  March 
7,  1949,  a  joint  application  was  filed  with 
the  Federal  Power  Commission,  pursuant 
to  section  203  of  the  Federal  Power  Act 
by  Georgia  Power  Company  (hereinafter 
called  "Seller"),  a  corporation  organized 
and  existing  under  the  laws  of  the  State 
of  Georgia  and  doing  business  in  the 
State  of  Georgia,  with  its  principal  busi- 
ness office  at  Atlanta,  Georgia,  and  South 
Carolina  Power  Company  (hereinafter 
called  "Buyer"),  a  corporation  organized 
under  the  laws  of  the  State  of  South 
Carolina  and  doing  business  in  the  State 
of  South  Carolina,  with  Its  principal  busi- 
ness office  at  Charleston,  South  Carolina, 
seeking  an  order  authorizing  the  dispo- 
sition by  sale  of  a  .specified  portion  of 
the  substation,  owned  by  the  Seller 
(Stevens  Creek  Substation)  located  in 
Georgia  near  the  Stevegs  Creek  Dam  and 
hydroelectric  generating  plant  of  Buyer, 
and  the  merger  or  consolidation  of  said 
.substation  with  the  other  facilities  of 
Buyer  for  a  consideration  stated  in  the 
application  to  be  $425,000.  subject  to 
certain  adju.stments.  The  substation  fa- 
cilities con.sist  of  terminal  equipment 'for 
four  44  KV  lines,  four  110  KV  lines  and 
two  44  to  110  KV  transformer  banks; 
all  as  more  fully  appears  in  the  applica- 
tion on  file  with  the  Commission. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  application  •should,  on  or  before  the 
28th  day  of  March  1949.  file  with  the 
Federal  Power  Comml.sslon,  Washington 
25,  D.  C.  a  petition  or  protest  In  accord- 
ance with  the  Commission's  rules  of 
practice  and  procedure. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


(F.  R.  Doc.  49-1901;  Filed,  Mar.  11,  1949;  8:52  a.  m.) 


|F.    R.   Doc.    49-1879:    Filed.   Mar.    11,    1949; 
8:48  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  70-2043] 

lowA  Power  and  Light  Co. 

notice  of  filing  and  notice  of  and  order 
for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  8th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion-declaration, and  an  amendment 
thereto,  has  been  filed  with  this  Commis- 
sion, pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  t"Act"),  by 
Iowa  Power  and  Light  Company 
•  ("Iowa"),  a  public  utility  subsidiary  of 
Continental  Gas  and  Electric  Corpora- 
tion, a  registered  holding  company  and  a 
subsidiary  of  The  United  Light  and  Rail- 
ways Company,  a  registered  holding  com- 
pany. The  application-declaration,  as 
amended,  designates  sections  9,  10,  and 

No.  48 4 


FEDERAL  REGISTER 

12  of  the  act  and  Rules  U-42,  U-43,  and 
U-46,  of  the  rules  and  regulations  pro- 
mugated  thereunder  as  applicable  to  the 
proposed  transactions. 

All  interested  persons  are  referred  to 
said  application-declaration,  as  amended, 
which  Is  on  file  in  the  office  of  this  Com- 
mission, for  a  statement  of  the  transac- 
tions therein  proposed,  which  are  sum- 
marized as  follows: 

Pursuant  to  the  terms  of  a  contract 
dated  February  11,  1949,  Iowa  proposes 
to  acquire  from  Omaha  Electric  Commit- 
tee, Inc.  ("Omaha"),  a  non-affiliate,  for 
a  cash  consideration  of  $3,430,000  (sub- 
ject to  certain  closing  adjustments  spec- 
ified in  the  contract  •  all  of  the  issued 
and  outstanding  securities  of  Western 
Iowa  Power  Company  ("Western"),  a 
non-affiliate,  consisting  of  5,000  shares 
of  $10  par  value  capital  stock,  and  $1,- 
800.000  principal  amount  of  3' 2%  and 
$1,550,000  principal  amount  of  4^4% 
First  Mortgage  Bonds  due  in  1971  and 
1976.  respectively.  Promptly  after  the 
acquisition  of  such  securities,  it  is  pro- 
posed to  cause  the  transfer  of  Western's 
assets  and  property  to  Iowa  and  to  dis- 
solve Western.  According  to  the  terms 
of  the  contract,  the  acquisition  of  these 
securities  Is  conditioned,  among  other 
things,  upon  Iowa  obtaining  from  the 
City  of  Council  Bluffs  a  satisfactory  fran- 
chise authorizing  it  to  operate  an  electric 
utility  system  within  the  City  of  Council 
Bluffs  and  a  new  power  purchase  contract 
from  Omaha  Public  Power  District,  a 
political  sub-division  of  the  State  of  Ne- 
braska. The  contract  also  provides  that 
If  conditions  of  the  contract  are  not  sat- 
isfied by  June  1,  1949,  either  party  at  its 
option  may  immediately  cancel  and 
terminate  the  contract  upon  written  no- 
tice to  the  other  party.  Iowa  states  that 
it  will  finance  the  acquisition  of  the  se- 
curities of  Western  with  treasury  cash 
including  approximately  $2,000,000  to  be 
withdrawn  from  the  indenture  trustee  for 
Iowa's  bonds  against  the  certification  of 
bondable  additions.  Coincident  with  the 
purchase  of  said  securities  Iowa  will  re- 
plenish treasury  cash  through  short- 
term  bank  loans,  such  loans  to  be  paid 
from  the  proceeds  of  permanent  debt 
financing  to  be  consummated  In  Decem- 
ber 1949. 

The  application-declaration,  as 
amended,  indicates  that  Iowa  will  record 
the  assets  to  be  acquired  from  Western 
at  the  underlying  book  values  thereof 
after  making  certain  adjustments.  Plant 
account  would  be  recorded  at  original 
cost  of  $3,142,043,  and  the  reserve  for 
depreciation  of  Western's  prop>erty  would 
be  increased  from  $143,963  as  shown 
on  Western's  books  to  $297,612  to  be 
recorded  on  Iowa's  books.  Iowa  pro- 
poses to  record  on  Its  books  an  amount 
of  $630,285  which  It  represents  to  be 
plant  acquisition  adjustments,  stating 
that  this  amount  is  substantially  the' 
same  as  that  now  carried  in  the  plant 
acquisition  adjustment  account  on  the 
books  of  Western.  This  amount,  under 
Iowa's  proposal,  would  be  amortized 
over  a  F>eriod  of  fifteen  years  by  charges 
to  income.  It  Is  also  stated  that  the 
purchase  price  of  $3,430,000  (subject  to 
specified  adjustments)  was  determined 
as  a  result  of  arms-length  bargaining. 
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The  application-declaration.  a  s 
amended,  further  states  that  Western's 
service  area  is  located  entirely  within  the 
State  of  Iowa  and  is  surrounded  on  three 
sides  by  the  service  area  of  Iowa,  that  the 
facilities  of  Iowa  are  now  interconnected 
with  the  properties  of  Western  at  a  point 
directly  north  of  Council  Bluffs,  that 
promptly  upon  acquisition  of  the  prop- 
erties of  Western  an  additional  inter- 
connection will  be  made  south  of  Glen- 
wood,  Iowa,  and  that  the  facilities  being 
acquired  from  Western  will  be  integrated 
with  the  system  of  Iowa. 

It  is  stated  that  the  proposed  transac- 
tions are  not  subject  to  the  jurisdiction 
of  any  regulatory  commission  or  author- 
ity other  than  the  Securities  and  Ex- 
change Commission. 

It  appearing  to  the  Commi.ssion  that 
It  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  application-declaration,  as 
amended,  and  that  the  same  shall  not 
be  granted  or  permitted  to  become  effec- 
tive except  pursuant  to  a  further  order 
of  the  Commission : 

It  is  ordered.  Pursuant  to  the  appli- 
cable sections  of  the  act  and  the  rules 
and  regulations  promulgated  there- 
under, that  a  hearing  on  .said  applica- 
tion-declaration, as  amended,  be  held 
on  March  22,  1949  at  10:00  a.  m.,  e.  s.  t.. 
at  the  offices  of  the  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.  On  such 
date  the  hearing  room  clerk  in  Room  101 
will  advise  as  to  the  room  in  wliich  such 
hearing  will  be  held. 

It  is  further  ordered.  That  Edward  C. 
Johnson,  or  any  other  officer  or  officers  of 
this  Commission  designated  by  it  for 
that  purpose  shall  preside  at  such  hear- 
ing. The  officer  so  designated  to  preside 
at  such  hearing  is  hereby  authorized  to 
exercise  all  powers  granted  to  the  Com- 
mission under  section  18  (O  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Com- 
mission that  It  has  made  a  preliminary 
examination  of  the  application-declara- 
tion, as  amended,  and  upon  the  basis 
thereof,  the  following  matters  and  ques- 
tions are  presented  for  consideration 
without  prejudice  to  its  specifying  addi- 
tional matters  and  questions  upon  fur- 
ther examination: 

1.  Whether  the  proposed  purchase 
price  of  the  securities  is  rea.sonable  and 
otherwise  meets  the  standards  of  section 
10  (b)  of  the  act; 

2.  Whether  the  proposed  transactions 
will  serve  the  public  Interest  by  tending 
towards  the  economical  and  efficient  de- 
velopment of  an  integrated  public  util- 
ity system  and  otherwise  meet  the  stand- 
ards of  section  10  (c)  of  the  act; 

3.  Whether,  In  the  light  of  Iowa's 
indicated  cash  requirements  for  Its  pro- 
jected construction  program,  the  pro- 
posed method  of  financing  the  acquisi- 
tion may  be  detrimental  to  the  public 
Interest  or  interest  of  Investors  or  con- 
sumers and  meets  the  requirements  of 
the  applicable  sections  of  the  act; 

4.  Whether  the  depreciation  reserve 
with  respect  to  Western's  properties  to 
be  recorded  on  the  books  of  Iowa  is  ade- 
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quate,  and.  If  not,  at  what  amount  such 
reserve  should  be  stated; 

5.  Whether  the  accounting  entries  to 
be  made  In  connection  with  the  proposed 
transactions  are  appropriate  and  are  in 
accordance  with  sound  accounting  prac- 
tices, and  whether  any  additional  or 
different  accounting  entries  should  be 
required  In  connection  with  the  proposed 
acquisition  by  Iowa  of  Western's  prop- 
erties ; 

6.  Whether  the  fees,  commissions,  or 
other  remunerations  to  be  paid  in  con- 
nection with  the  proposed  transactions 
are  reasonable;  and 

7.  Whether  the  proposed  transactions 
satisfy  the  applicable  requirements  of  the 
act  and  the  rules  and  regulations  pro- 
mulgated thereunder  and,  if  not.  whether 
any  terms  and  conditions  should  be  re- 
quired or  imposed  in  the  public  interest 
or  for  the  protection  of  investors  and 
consumers  and.  if  so,  the  nature  of  such 
terms  and  conditions. 

It  is  further  ordered,  That  at  said  hear- 
ing evidence  shall  be  adduced  with  re- 
spect to  the  foregoing  matters  and 
questions. 

It  is  further  drdered,  That  any  person 
desiring  to  be  heard  in  connection  with 
this  proceeding,  or  proposing  to  inter- 
vene or  otherwise  participate  herein, 
shall  file  with  the  Secretary  of  the  Com- 
mission, on  or  before  March  18.  1949.  his 
request  or  application  therefor  as  pro- 
vided by  Rule  XVn  of  the  Rules  of 
Practice  of  the  Commission. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  a 
copy  of  this  notice  and  order  by  regis- 
tered mail  to  Iowa  Power  and  Light  Com- 
pany, the  Mayor  of  Council  Bluffs,  Iowa, 
and  the  Federal  Power  Commission,  and 
that  further  notice  be  given  to  all  other 
persons  by  publication  of  this  notice  and 
order  in  the  Federal  Register  and  by 
general  release  of  this  notice  and  order 
distributed  to  the  press  and  mailed  to 
the  mailing  list  for  releases  issued  under 
the  Public  Utility  Holding  Company  Act 
of  1935. 

By  the  Commission. 


(SEALl 


Orval  L.  DtjBois, 

Secretary. 


[F.   R.   Doc.   49-1880:    Filed.   Mar.    11,   1949; 
8:48  a.  m.) 


NOTICES 

Public  Utility  Holding  Company  Act  of 
1935.  particularly  sections  6  (a)  and  7 
thereof  and  Rule  U-50  thereunder  re- 
garding the  issue  and  sale,  at  competi- 
tive bidding,  of  $4,000,000  principal 
amount  of  Its  First  Mortgage  Bonds,  __% 
Series,  due  1979;  and 

The  Commission  having  by  order  dated 
February  24,  1949  granted*  said  applica- 
tion-declaration, as  amended,  subject  to 
the  condition  that  the  proposed  issue  and 
sale  of  bonds  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  In  this  proceeding 
and  a  further  order  entered  by  the  Com- 
mission In  the  light  of  the  record  so  com- 
pleted and  subject  to  a  reservation  of 
jurisdiction  with  respect  to  the  payment 
of  fees  and  expenses  Incurred  or  to  be 
incurred  in  connection  with  the  proposed 
transactions;  and 

Minnesota  having  filed  a  further 
amendment  to  its  application-declara- 
tion setting  forth  the  action  taken  to 
comply  with  the  requirements  of  Rule 
U-50  and  stating  that  pursuant  to  the 
invitation  for  competitive  bids  the  fol- 
lowing bids  for  the  bonds  have  been  re-, 
ceived : 


IPlle  No.  70-20411 

Minnesota  Power  &  Light  Company 

supplemental  order  releasing  juris- 
diction AND  granting  AND  PERMITTING 
APPLICATION  -  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commlsson  held  at  its  of- 
fice in  the  city  of  Washington.  D.  C.  on 
the  8th  day  of  March  A.  D.  1949. 

Minnesota  Power  &  Light  Company 
("Minnesota"),  a  utility  subsidiary  of 
American  Power  &  Light  Company,  a  reg- 
istered holding  company  subsidiary  of 
Electric  Bond  and  Share  Company,  also 
a  registered  holding  company,  having 
filed  an  application-declaration  and 
amendments   thereto  pursuant   to  the 


Bidding  frroup  hea<led  by— 

Cou- 
pon 
rate 

Price  to 
company 

Cost  to 
com- 
pany 

Shirlds  *  Co                

3'fi 
3'i, 
3', 
3', 

102.  OSJ-V) 

102.0700 

102. 0ii377 
102.  (ttV.t 
102.  uaw 

102.  (KM) 

•lOl.Wftil) 

ini.N810 

101, 573(1 

3.01M 

Tht  Kirst  Bostiiii  Corp 

(tlore.  Forgan  A  Co 

<>ti.s  Ai  Co             

3.  OI*") 
3.020 

Whitp.  Weld  A  Co  

3. 01' 14 

UaLsey,  ."^tiiart  A  Co.,  Inc.. 
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over  the  fees  and  expenses  of  Ebasco 
Services,  Incorporated. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

|F    R.    Doc.    49-1881:    Filed,    Mar.    11,    1949; 
8:48  a.  m-l 


Said  amendment  to  the  application- 
declaration  having  further  set  forth  that 
Minnesota  has  accepted  the  bid  of  Shields 
&  Co.  as  shown  above,  and  that  said 
bonds  will  be  offered  for  sale  to  the 
public  at  a  price  of  102.460%  of  the  prin- 
cipal amount  thereof  plus  accrued  inter- 
est from  March  1,  1949,  to  the  date  of 
delivery,  resulting  in  an  underwriters' 
spread  of  0.365%  of  the  principal  amount 
of  said  bonds;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein,  and  finding  no  reason 
for  imposing  terms  and  conditions  with 
respect  to  the  aforesaid  security  issue. 
subject,  however,  to  the  reservation  of 
Jurisdiction  as  hereinafter  ordered  over 
fees  and  expenses  of  counsel  and  of 
Ebasco  Services,  Incorporated. 

It  is  ordered.  That  jurisdiction  here- 
tofore reserved  with  respect  to  the  mat- 
ters to  be  determined  as  the  result  of 
competitive  bidding  under  Rule  U-50  be. 
and  hereby  is,  released,  and  that  said 
.  application-declaration,  as  amended,  be, 
and  the  same  hereby  is.  granted  and  per- 
mitted to  become  effective  forthwith  sub- 
ject, however,  to  the  terms  and  conditions 
contained  in  Rule  U-24. 

It  is  further  ordered.  That  jurisdiction 
be,  and  is  hereby  reserved,  over  the  pay- 
ment of  the  fees  and  expenses  of  counsel 
In  connection  with  the  proposed  transac- 
tion. Including  the  fees  and  expenses  of 
counsel  for  the  successful  bidder,  and 


[Pile  No.  71-3] 
TixAS  Electric  Service  Compaht 

ORDER    APPROVING    DISPOSITION    OF    ADJUST- 
MENTS   RELATING    TO    ELECTRIC    PLANT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  7th  day  of  March  1949. 

Texas  Electric  Service  Company 
("Texas  Electric"),  a  public  utility  com- 
pany and  a  subsidiary  of  American  Power 
&  Light  Company,  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  having  filed  studies  and 
amendments  thereto,  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  particularly  sections  15  and  20  (b) 
thereof  and  Rule  U-27  thereunder,  rela- 
tive to  the  original  cost  and  reclassifica- 
tion of  its  electric  plant  accounts  as  at 
December  31.  1941.  including  proposals 
for  the  disposition  of  adjustments  relat- 
ing to  electric  plant,  which  proposals  are 
summarized  as  follows: 

On  December  5,  1945.  Texas  Electric 
Initially  filed  original  cost  and  reclassi- 
fication studies  of  the  company's  elec- 
tric plant  accounts  as  at  December  31, 
1941.  The  studies  were  filed  in  accord- 
ance with  Plant  Instruction  2-D  of  the 
Uniform  System  of  Accounts  prescribed 
by  the  Federal  Power  Commission  for 
electric  utilities.  The  Federal  Power 
Commission's  Uniform  System  of  Ac- 
counts for  electric  utilities  is  applicable 
to  Texas  Electric  by  virtue  of  this  Com- 
mission's Rule  U-27.  promulgated  under 
the  Public  Utility  Holding  Company  Act 
of  1935.  In  said  studies  Texas  Electric 
represented  that  $3,446,718  07  had  been 
reclassified  to  Account  100.5 — Electric 
Plant  Acquisition  Adjustments,  and 
$34,082,253.46  to  Account  107— Electric 
Plant  Adjustments. 

The  staff  of  the  Commission  made  a 
field  examination  and  filed  its  report  in 
connection  therewith.  Copies  of  the 
staff's  report  were  submitted  to  the  com- 
pany. Texas  Electric  has  amended  its 
studies  to  give  effect  to  the  recommenda- 
tions contained  in  the  staff's  report  and 
now  proposes  to  classify  an  amount  of 
$3,387,240.92  in  Account  100.5— Electric 
Plant  Acquisition  Adjustments,  and  an 
amount  of  $34,594,063.28  in  Account 
107— Electric  Plant  Adjustments. 

Between  the  effective  date  of  its  oripi- 
nal  cost  study  and  the  date  of  filinp 
thereof.  Texas  Electric  disposed  of  a 
total  of  $34,399,785.56  of  Account  107. 
either  upon  its  own  initative  or  pursuant 
to  proposals  which  were  authorized  by 
an  order  of  this  Commission.  Also  pur- 
suant to  proposals  authorized  by  the 
above-mentioned  order  Texas  Electric 
established  a  "Reserve  for  Electric  Plant 
Adjustment"  in  the  total  amount  of  $296.- 
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337.87  for  the  disposition  of  such  capi- 
talized Intra-system  profits  as  might 
properly  be  reclassified  to  Account  107. 

Pursuant  to  the  terms  of  the  Commis- 
sion s  order  of  April  20.  1945.  Texas  Elec- 
tric was  ordered  for  a  period  of  fifteen 
years,  beginning  30  days  after  April  20. 
1945.  to  charge  annually  to  Account 
537 — Miscellaneous  Amortization,  an 
amount  of  at  least  $229,781.20  and  to 
credit  such  amount  to  Account  252 — 
Reserve  for  Amortization  of  Electric 
Plant  Acquisition  Adjustments. 

Texas  Electric  proposes  to  charge  an- 
nually to  Account  537,  Miscellaneous 
Amortization,  an  amount  of  at  least 
$229,781.20  and  to  credit  such  amount 
to  Account  252 — Reserve  for  Amortiza- 
tion of  Electric  Plant  Acquisition  Adjust- 
ments, but  In  no  event  for  a  period  ex- 
ceeding that  necessary  to  accumulate  the 
adjusted  amount  of  $3,387,240.92.  How- 
ever, Texas  Electric  reserves  all  rights 
with  respect  to  such  Items. 

Texas  Electric  projjoses  to  credit  Ac- 
count 270 — Capital  Surplus  with  an 
amount  of  $828,183.21  to  charge  Account 
250 — Reserve  for  Depreciation  with  an 
amount  of  $726,123.06.  and  to  charge 
Account  107 — Electric  Plant  Adjustments 
with  an  amount  of  $102,060.15  The  re- 
sult of  such  proposals  will  be  to  rectify 
certain  inappropriate  book  entries  which 
resulted  from  the  use  of  the  tentative 
estimates  in  connection  with  the  1945 
refinancing,  and  to  reinstate  a  total 
amount  of  $296,337.87  in  Account  107. 
against  which  a  reserve  account  of  like 
amount  has.  as  hereinbefore  described, 
been  established. 

Notice  of  filing  of  said  studies,  and 
amendments  thereto,  having  been  duly 
given  and  the  Commission  not  having 
received  a  request  for  hearing  with 
respect  to  said  matter  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

It  appearing  to  the  Commission  that 
the  proposals  for  the  disposition  of  the 
amounts  established  in  Account  100.5 
and  Account  107.  In  the  manner  described 
above,  are  consistent  with  the  require- 
ments of  Rule  U-27  of  the  General  Rules 
and  Regulations  promulgated  under  the 
act:  It  is  ordered.  That: 

(A)  Texas  Electric  record  on  Its  books 
the  propo.^ed  reclassification  entries  sub- 
mitted with  its  studies  and  amendments 
thereto,  relative  to  the  original  cost  and 
reclassification  of  its  electric  plant  ac- 
counts. 

<B)  Texas  Electric  record  the  pro- 
posed entries  on  its  books  in  order  to 
establish  an  amount  of  $296,337.87  in 
Account  107  against  which  a  reserve  ac- 
count of  like  amount  has  previously  been 
e.stablished  and  accumulate  a  reserve  in 
Account  252  for  amortization  of  the 
amount  of  $3,387,240.92  established  in  Ac- 
count 100.5.  both  in  accordance  with  the 
proposals  described  above.  The  Commis- 
sion's order  of  April  20.  1945  which  pro- 
vided for  the  creation  of  a  reserve  in  Ac- 
count 252  is  hereby  modified  to  the  extent 
that  the  charges  to  Account  537  of  not 
less  than  $229,781.20  per  annum  shall,  in 
no  event,  be  made  for  a  period  exceeding 
that  necessary  to  accumulate  the  amount 
of  $3,387,240.92  in  Account  252.  without 
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prejudice,  however,  to  reservation  by 
Texas  Electric  of  all  rights  with  respect 
to  suchjtems. 

(C)  Texas  Electric  submit  certified 
copies  of  the  Immediate  entries  required 
by  paragraph  (B)  hereof  within  sixty 
days  from  the  date  of  this  order. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois, 
Secretary. 


(P.   R.   Doc.   49-1882:    Filed,   Mar.    11.    1949; 
8:48  a.  m.l 


(File  Nob.  59-11.  69-17.  54-25] 
United  Light  and  Railways  Co.  et  al. 

SUPPLEMENTAL  ORDER  CONCERNING  SALE  AND 
TRANSFER  OF  CERTIFICATES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  7th  day  of  March  A.  D.  1949. 

In  the  matter  of  United  Light  and 
Railways  Co.  and  American  Light  and 
Traction  Co.  et  al.  File  Nos.  59-11, 
59-17.  54-25. 

The  Commission  by  order  dated  De- 
cember 30,  1947,  having  approved  the 
plan,  designated  Application  No.  31,  as 
amended,  filed  pursuant  to  section  11  (e) 
of  the  Public  Utility  Holding  Company 
Act  of  1935  ("Act")  by  The  United  Light 
and  Railways  Company  ("United  Light") 
and  American  Light  &  Traction  Company 
("American  Light"),  registered  holding 
companies,  which  provided,  inter  alia  for 
the  disposition  in  compliance  with  the 
Commission's  order  of  August  15, 1941,  of 
all  Interest  of  United  Light  and  American 
Light  in  The  Detroit  Edison  Company 
("Detroit  Edison"),  and  the  Commission 
having  in  said  order  of  December  30, 
1947,  reserved  jurisdiction  inter  alia  to 
take  such  further  action  and  to  enter 
such  further  orders  as  may  be  deemed 
appropriate  in  connection  with  the  plan, 
the  transactions  Incident  thereto  and  the 
consummation  thereof,  as  may  be  neces- 
sary to  secure  full  compliance  with  the 
act,  and  United  Light  and  American  Light 
having  heretofore  disposed  of  their  en- 
tire Interest  In  Detroit  Edison  except  cer- 
tain Purchase  Certificates  evidencing 
payment  of  an  Initial  20%  of^  the  sub- 
scription price  for  3%  Convertible  De- 
bentures, due  December  1,  1958,  of  The 
Detroit  Edison  Company  and  having  re- 
cently disposed  of  said  Purchase  Certifi- 
cates and  having  requested  that  the  Com- 
mission Issue  a  supplemental  order  with 
respect  to  such  sale  of  Purchase  Certifi- 
cates, conforming  to  the  requirements  of 
.section  1808  <f )  and  Supplement  R  of  the 
Internal  Revenue  Code,  as  amended,  and 
the  Commission  deeming  it  appropriate 
to  grant  such  request: 

It  is  hereby  ordered  and  recited.  That 
the  sale  and  transfer  by  United  Light 
and  American  Light  to  Schoellkopf,  Hut- 
ton  &  Pomeroy,  Inc.,  and  Weeden  &  Co.. 
Inc..  of  Purchase  Certificates  No.  10134 
and  No.  10142  evidencing  payment  of  an 
initial  20%  of  the  subscription  price  for 
$521,800  and  $1,284,800  principal  amount, 
respectively,  of  3%  Convertible  Deben- 
tures, due  December  1.  1958,  of  The  De- 
troit Edison  Company,  are  necessary  or 
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appropriate  to  the  Integration  or  simpli- 
fication of  the  holding  company  system 
of  which  United  Light  and  American 
Light  are  members  and  are  necessary  or 
appropriate  to  effectuate  the  provisions 
of  section  11  (b)  of  the  Public  UtUIty 
Holding  Company  Act  of  1935. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois. 
Secretary. 


|F.   R.   Doc.   49-1883:    Filed.   Mar.    11,    1949; 
8:49  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORirr:  40  Stat.  411.  65  Stat.  839.  Pub. 
Law8«22,  671.  79th  Cong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193, 
July  6.  1942.  3  OFR.  Cum.  Supp..  E.  O.  9567, 
June  8,  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  12864] 
TORAKICHI    SaKATA 

In  re:  Cash  owned  by  ToraklchI 
Sakata.    F-39-5335. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  ESiecu- 
tlve  Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Torakichi  Sakata,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $582.05,  pres- 
ently in  the  possession  of  the  Treasury 
Department  of  the  United  States  In 
Trust  Fund  Account.  Symbol  158915, 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War,"  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Tora- 
kichi Sakata,  the  aforesaid  national  of 
a  designated  enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 
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Executed   at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.   49-1908;    Piled,    Mar.    11,    1949; 
8:55  a.  m.| 


(Vesting  Order   12865) 
Hachiro  Tada 


In  re:  Cash  owned  by  Hachiro  Tada. 
F-39-6298. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  91&3,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  It  is  hereby  found: 

1.  That  Hachiro  Tada.  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  <  Japan) ; 

2.  That  the  property  described  as  fol- 
low>;:  Cash  in  the  sum  of  $686.15.  pres- 
ently in  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account,  Symbol  158915,  'Deposits, 
Funds  of  Civilian  Internees  and  Prison- 
ers of  War,"  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  Hachiro 
Tada,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B;\zelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-1909;    Filed,   Mar.    11,    1949; 
8:55  a.  m.| 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Otto  Warias.  whose  last  known 
address  Is  Plassuten  Schwentalwen  Ost- 
preussen  Sued.  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Those  fifteen  (15)  shares  of  no  par 
value  common  capital  stock  of  Columbia 
Gas  System,  a  corporation  organized  un- 
der the  laws  of  the  State  of  Delaware, 
evidenced  by  a  certificate  or  certificates 
presently  held  in  custody  by  Orvis  Broth- 
ers and  Company,  14  Wall  Street,  New 
York  5,  New  York,  for  the  aforesaid  Otto 
Warias,  with  all  declared  and  unpaid 
dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  arul  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"'  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assi.^tant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.   49-1910;    Filed,    Mar.    11.    1949; 
8:55  a.  m.l 


(Vesting  Order  12866] 

Otto  Warias 


In  re:  Stock  owned  by  Otto  Warias. 
P-28-29246-A-1. 


(Vesting  Order  12868] 
Akc.  Sab.  Liepajas  Banka 

In  re:  Bank  accounts  owned  by  Akc. 
Sab.  Liepajas  Banka,  also  known  as  A  S 
Liepajas  Banka,  as  Akciju  Sabiedriba 
Liepajas  Banka  and  as  Libauer  Bank. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  It  Is  hereby  found: 

1.  That  Dresdner  Bank,  the  last  known 
address  of  which  Is  Berlin.  Germany,  Is 
a  corporation,  partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Germany,  and  which 


has  or,  since  the  effective  date  of  Execu- 
tive Order  8389.  as  amended,  has  had  lis 
principal  place  of  business  In  Berlin,  Ger- 
many, and  Is  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  Akc.  Sab.  Liepajas  Banka.  al.<:o 
known  as  AS  Liepajas  Banka,  as  Akciju 
Sabiedriba  Liepajas  Banka  and  as  Li- 
bauer Bank,  the  last  known  address  of 
which  is  Riga,  Latvia,  is  a  corporation, 
partnership,  association  or  other  business 
organization,  organized  under  the  laws  of 
Latvia,  whose  principal  place  of  business 
Is  located  In  Riga,  Latvia,  and  Is  or.  sln^o 
the  effective  date  of  Executive  Order  8389. 
as  amended,  has  been  controlled  by  the 
aforesaid  Dresdner  Bank,  and  Is  a  na- 
tional of  a  designated  enemy  country 
(Germany  ; 

3.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obligation 
owing  to  Akc.  Sab.  Liepajas  Banka,  also 
known  as  A  S  Liepajas  Banka,  as  Akci.iu 
Sabiedriba  Liepajas  Banka  and  as  Li- 
bauer Bank,  by  Chase  National  Bank  of 
the  City  of  New  York,  20  Pine  Street.  New 
York.  New  York,  arising  out  of  a  checking 
account,  entitled  Akc.  Sab.  Liepajas 
Banka,  Rica,  Latvia,  maintained  at  the 
aforesaid  Bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obligation 
owing  to  Akc.  Sab.  Liepajas  Banka.  also 
known  as  A  S  Liepajas  Banka,  as  Akciju 
Sabiedriba  Liepajas  Banka  and  as  Li- 
bauer Bank,  by  Guaranty  Trust  Com- 
pany of  New  York,  140  Broadway.  New 
York  15,  New  York,  arising  out  of  a  bank 
account,  entitled  Akciju  Sabiedriba  Lie- 
pajas Banka,  maintained  at  the  aforesaid 
Bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Akc.  Sab.  Lie- 
pajas Banka,  also  known  as  AS  Liepajas 
Banka,  as  Akciju  Sabiedriba  Liepajas 
Banka  and  as  Libauer  Bank,  the  afore- 
said national  of  a  designated  enemy 
country    (Germany); 

and  it  Is  hereby  determined: 

4  That  Akc.  Sab.  Liepajas  Banka,  also 
known  as  A  S  Liepajas  Banka,  as  Akciju 
Sabiedriba  Liepajas  Banka  and  as  Li- 
bauer Bank,  Is  controlled  by  or  acting  for 
or  on  behalf  of  a  designated  enemy 
country  (Germany)  or  per.'^ons  within 
such  country  and  Is  a  national  of  a  desig- 
nated enemy  country  (Germany) ;  and 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  approprie  te  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 


wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  1,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.    Doc.   49-1911;    Filed,   Mar.    11,    1949; 
8:55  a.  m.l 


(Vesting  Order  12887] 
Seisaku  Pujinami 


In  re:  Cash  owned  by  Seisaku  Puji- 
nami.    I>-39-3481-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Seisaku  Fujinaml.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as 
follows:  Cash  in  the  sum  of  $520.00, 
presently  In  the  possession  of  the  Treas- 
ury Department  of  the  United  States  in 
Trast  Fund  Accotmt,  Symbol  158915, 
"Deposits.  Funds  of  Civilian  Internees 
and  Prisoners  of  War,"  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Seisaku  Fuji- 
naml, the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-1912;    Filed,   Mar.    11,    1949; 
8:55   a.  m.j 


(Vesting  Order  12890] 
WiLHELM  HiLDEBRANDT,  JR. 

In  re :  Bank  account  owned  by  Wilhelm 
Hlldebrandt.  Jr.    I>-28-12574-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Wilhelm  Hlldebrandt.  Jr., 
whose  last  known  actress  is  Buednerei 
26,  Dambeck,  West  Prignltz,  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Union  Bank  b  Trust  Company  of 
Los  Angeles,  760  South  Hill  Street,  Los 
Angeles  55.  California,  arising  out  of  a 
savings  account,  account  number  38190, 
entitled  Augusta  t/or  Wilhelm  Hllde- 
brandt. Jr.,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  Wilhelm  Hllde- 
brandt, Jr..  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subp>aragraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D,  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  p.   R.    Doc.   49-1913;    Filed,   Mar.    11,    1949; 
8:55  a.  m.J 


ACNES  Katscher 


notice    of    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C.  includ- 


Ing  all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property 

Agnes  Katscher,  60  East  55th  Street,  New 
York,  N.  Y.,  1311;  $7,032.09  in  the  Treasury 
of  the  United  States.  An  Interest  repre- 
senting 40 '"t.  of  all  royalties  on  sheet  music 
and  35%  of  all  royalties  on  mechanical  rights 
payable  by  Harms,  Inc.,  New  York.  N.  Y.,  on 
the  composition  entitled  "When  Day  Is  Done" 
("Madonna")  under  a  letter  agreement  dated 
July  13,  1925,  addressed  by  Harms,  Inc.,  to 
"Mr.  Fred  Wreede,  c/o  Wlen  Boheme  Verlag". 

Executed  at  Washington,  D.  C,  on 
March  8,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-1927;    Filed,    Mar,    11.    1949; 
8:58  a.  m.J 


(Vesting  Order  12893] 
GUSTAV  KOSTER 


In  re:  Claim  owned  by  Gustav  Koster. 
F-28-29221-C-1/E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Gustav  Koster,  whose  last 
known  address  is  Wremen  27  Uber 
Wesermunde,  British  Zone,  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That,  certain  claim  against  the 
State  of  New  York  and  the  Comptroller 
of  the  State  of  New  York  arising  by  rea- 
son of  the  collection  of  and  receipt  by  the 
said  Comptroller  of  the  State  of  New 
York,  pursuant  to  the  provisions  of  Sec- 
tion 303  Article  III  of  the  Abandoned 
Property  Law  of  the  State  of  New  York, 
of  the  following: 

That  certain  sum  of  money  in  the 
amount  of  $6,695.99,  representing  the 
amount  on  deposit,  as  of  November  8, 
1944,  in  a  savings  account  maintained 
with  The  WlUlamsburgh  Savings  Bank, 
175  Broadway.  Brooklyn,  New  York,  en- 
titled Gustav  Koster  and  numbered 
497596,  which  sum  of  money  was  paid 
or  delivered  to  the  said  Comptroller  of 
the  State  of  New  York,  on  or  about  No- 
vember 8, 1944,  by  the  said  The  Williams- 
burgh  Savings  Bank,  said  sum  being 
presently  In  the  custody  or  control  of 
the  Comptroller  of  the  State  of  New 
York,  Department  of  Audit  and  Control. 
Albany,  New  York, 

and  any  and  all  rights  to  file  with  said 
Comptroller  of  the  State  of  New  York, 
the  aforesaid  claim  and  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 
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and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persor  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  is  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[  SEAL  1  Da viD  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F    R.   Doc.   49-1914;    Piled.   Mar.    11,    1949; 
8:56  a.  m.J 


[Vesting  Order  12894) 
Otto  Mataichi 

In  re:  Bank  account  owned  by  Otto 
Mataichi.    P-39-4228-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Otto  Mataichi,  whose  last 
known  address  is  Tomiyoshi  Oaza  Maya- 
kami-Mura,  Mitsu-Gun,  Okayama-Ken, 
Japan,  is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan  > ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Western  Loan  and  Building  Com- 
pany, 45  East  First  South  Street.  Salt 
Lake  City.  Utah,  arising  out  of  a  deferred 
payment  account,  account  number  9789. 
maintained  at  said  company,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  Otto  Mataichi. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan); 

and  it  is  hereby  determined: 

8.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 


NOTICES 

made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Osder  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.  49-1916;    Piled,   Mar.    11,    1949; 
8:56  a.  m.l 


Vincent  Scotto 
HOTiCE  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  in- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property 

Vincent  Scotto,  3,  rue  Gustave  Goublier. 
Paris,  Prance:  36727;  Property  to  the  extent 
owned  by  claimant  Immediately  prior  to  the 
vesting  thereof,  described  In  Vesting  Order 
No.  3430  (9  P.  R.  6464,  June  13.  1944;  9  P.  R. 
13768.  November  17,  1944)  relating  to  the 
musical  composition  entitled  "Vlenl  Vlenl" 
(listed  In  Exhibit  A  of  said  vesting  order). 
Including  royalties  pertaining  thereto  In  the 
amount  of  96,035. 86. 

Executed  at  Washington,  D.  C,  on 
March  3,  1949. 

For  the  Attorney  (3eneral. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

\^.   R.    Doc.    49-1926;    Piled.    Mar.    11.    1949; 
8:58  a.  m.l 


(Vesting  Order   12896] 
KiNGO   MORITA 

In  re:  Cash  owned  by  Klngo  Morlta. 
F-39-6284. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Kingo  Morlta,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $730.24,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 


Fund  Account,  Symt'^l  158915,  "Deposits, 
Funds  of  Civilian  Ir  ernees  and  Prison- 
ers of  War,"  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Kingo 
Morita,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.  49-1916;    Plied,   Mar.  11,    1949; 
8:66  a.  m.l 


[Vesting  Order  12899] 
Osaka  Syosen  Kaisya 

In  re:  Debt  owing  to  Osaka  Syosen 
Kaisya  also  known  as  Osaka  Shosen  Kai- 
sha  and  as  Osaka  Syosen  Kaisya,  Ltd. 
F-39-658-C-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Osaka  Syosen  Kaisya  also 
known  as  Osaka  Shosen  Kaisha  and  as 
Osaka  Syosen  Kaisya.  Ltd.,  the  last 
known  address  of  which  is  Syosen  Bldg.. 
Kaigan-dori,  Kobe,  Japan,  is  a  corpora- 
tion, partnership,  association  or  other 
business  organization,  organized  under 
the  laws  of  Japan,  and  which  has  or,  since 
the  effective  date  of  Executive  Order  8389, 
as  amended,  has  had  its  principal  place 
of  business  in  Kolae,  Japan  and  is  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Osaka  Syosen  Kaisya  also 
known  as  Osaka  Shosen  Kaisha  and  as 
0.*>aka  Syosen  Kaisya,  Ltd.,  by  the  Jour- 
nal of  Commerce  Corporation,  63  Park 
Row,  New  York  15,  New  York,  in  the 
amount  of  $331.83,  as  of  December  31, 
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1945,  together  with<£iny  and  all  accruals 
thereto,  and  any  b^id  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  .subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan ) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated",  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-1917;    Piled.    Mar.    11.    1949; 
8:56  a.  m.l 


[Vesting  Order  129001 
Takeru  Oshimo 


In  re :  Cash  owned  by  Takeru  Oshimo. 
D-39-10227-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Takeru  Oshimo,  whose  last 
known  address  is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $112.85,  present- 
ly in  the  possession  of  the  Treasury  De- 
partment of  the  United  States  in  Trust 
Fund  Account,  Symbol  158915,  "Deposits, 
Funds  of  Civilian  Internees  and  Prison- 
ers of  War."  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  Takeru 
Oshimo.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
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national  Interest  of  the  United  States  re- 
quires that  such  ijerson  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-1918;    Piled.   Mar.    11,    1949; 
8:56   a.   m.l 


[Vesting  Order  12901] 
Chise  Owye 

In  re:  Debt  owing  to  Chise  Owye. 
P-39-2801-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Chise  Owye,  whose  last  known 
address  is  c  o  Mr.  E.  Uyesugi,  Azana 
Kamiyasu,  Yasu  Mura,  Asagun,  Hiro- 
shima Ken.  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Aetna  Casualty  and  Surety 
Company,  151  Farmington  Avenue, 
Hartford  15,  Connecticut,  in  the  amount 
of  $1,700.00,  as  of  December  31,  1945. 
arising  out  of  an  award  of  the  Indus- 
trial Accident  Commission  of  the  State 
of  California,  Claim  numbered  63505, 
In  favor  of  Mrs.  Chise  Owye,  Ralph  Owye, 
George  Owye  and  Katsuml  Owye,  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Chise 
Owye.  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
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made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-1919:    Piled.    Mar.    11.    1949; 
8:56  a.  m.] 


[Vesting  Order  12908] 

Martha  Stoeckigt 


In  re:  Saving  acount  owned  by  Mar- 
tha Stoeckigt  also  known  as  Martha 
Stockgit  and  as  Martha  Helen  Stoec- 
kigt.    F-28-28492-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Martha  Stoeckigt  also  known 
as  Martha  Stockgit  and  as  Martha  Helen 
Stoeckigt,  whose  last  known  address  Is 
Obere  Silberstrasse  35,  15  Greiz,  Thurin- 
gia,  Germany,  is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Western  Saving  Fund  Society 
of  Philadelphia,  1000  Walnut  Street, 
Philadelphia  7,  Pennsylvania,  arising  out 
of  a  Savings  Account,  account  numbered 
C-86,  215,  entitled  Florance  H.  Sheaffer 
In  trust  for  Martha  Stoeckigt,  maintained 
at  the  aforesaid  saving  fund  society,  and 
any  and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Martha  Stoec- 
kigt also  known  as  Martha  Stockgit  and 
as  Martha  Helen  Stoeckigt,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  F>er.son 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  per.<^on  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
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dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

Por  the  Attorney  General. 

(SKALl  David  L.  Bazelom, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.   B.  Doc.   49-1920;    Filed,   Mar.    11,    1949; 
8:56  a.  m.| 


NOTICES 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue, 

Executed  at  Washington,  D.  C.  on 
March  7,  1949. 

For  the  Attorney  General. 

IsiAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-1923;    Filed.   Mar.   11,    1949; 
8:57  a.  ml 


(Return  Order  2691 
Leo  Ryotaro  Ikeda 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
mini-stration  thereof  prior  to  return,  and 
after  adequate  provision  tor  taxes  and 
conservatory  expenses: 
Claimant.  Claim  No..  Notice  of  Intention  To 
Return   Published,   and   Property 

Leo  Ryotaro  Ikeda,  Palo  Alto,  Calif  ,  Claim 
No.  8542;  January  28,  1949  (14  F.  R.  404): 
$3,205.66  In  the  Treasury  of  the  United 
States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Wa.shlngton,  D.  C,  on 
March  8,  1949. 

Por  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assi!^tant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.   R.   Doc.   49-1922;    Piled.   Mar.    11,    1949; 
8:57  a.  m.) 


Dr.  Giovanni  Colazza 
Nonci  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act.  as 
amended,  notice  Is  hereby  given  of  In- 
tention to  return,  on  or  after  30  days 
from  the  date  of  the  publication  hereof, 
the  following  property,  subject  to  any 
increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant,  Claim  No..  Property,  and  Location 

Dr.  Giovanni  Colazza,  Rome,  Italy:  39952; 
All  right,  title.  Interest  and  claim  of  any  kind 
or  character  whatsoever  of  Dr.  Giovanni 
Colazza  In  and  to  a  trust  under  the  will  of 
Helen  C.  Glfford,  deceased.  Co-Trustees: 
Oliver  Prescott,  Jr.,  New  Bedford,  Mass.,  and 
The  First  National  Bank  of  New  Bedford,  New 
Bec^ord,  Mass.  $3,46375  In  the  Treasury  of 
the  United  States. 

Executed   at  Washington.  D.   C.   on 
March  8.  1949. 

Por  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  p.   R.   Doc.   49-1924;    Filed.   Mar.    11.    1949; 
8:57  a.  m.| 


(Return  Order  272) 
Max  Reich 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  to 
Return  Published,  and  Property 

Max  Reich,  London.  England,  Claim  No. 
82960;  January  28,  1949  (14  F.  R.  403) ;  $200.45 
In  the  Treasury  of  the  United  States.  All 
right,  title.  Interest  and  claim  of  any  kind  or 
character  whaUoever  of  Max  Reich  In  and 
to  the  trust  created  under  the  wUl  of  Her- 
man Jacobowltz,  deceased. 


Por  the  Attorney  General. 

[seal]  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.  Doc.   49-1925;    Piled.   Mar.   11,   1949; 
8:57  a.  m-l 


Independent  Aluminum  Corp. 
notice  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington,  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  recov- 
erable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  and  Property 

Independent  Aluminum  Corporation,  New 
York,  N.  Y.;  A-115;  All  right,  title  and  Interest 
of  the  Attorney  General  in  and  to  United 
States  Letters  Patent  No.  2.198,673  vested  by 
Vesting  Order  No.  6«6  (8  F.  R.  6047.  April  17, 
1943)  and  In  and  to  the  Reissue  thereof.  No. 
23,270. 

Executed  at  Washington,  D.  C,  on 
March  8.  1949. 


(Vesting  Order  12909) 

Katie  Suendeh 

In  re:  Bank  account  owned  by  Katie 
Suender.     F-28-27290-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Katie  Suender.  whose  last 
known  address  is  Kirschen  Allie  la  Char- 
lottenberg,  Berlin,  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Katie  Suender.  by  The  Lin- 
coln Savings  Bank  of  Brooklyn.  531 
Broadway.  Brooklyn  6.  New  York,  arising 
out  of  a  savings  account,  account  number 
S-1984,  entitled  Katie  Suender.  main- 
tained at  the  aforesaid  bank,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same; 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2,  1949. 

Por  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


[P.  R. 


Doc.   49-1921;    Piled.   Mar.    11.    1949; 
8:56  a.  m.l 
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Washington,  Tuesday,  March  15,  1949 


TITLE  3— THE  PRESIDENT 
PROCLAMATION  2829 

Supplementing  Proclamations  of  Decem- 
BtR  16. 1947  and  January  1. 1948.  Carry- 
ing Out  General  Agreement  on  Tariffs 
AND  Trade  and  Exclusive  Trade  Agree- 
ment With  Cuba.  Respectively 

BY   the   president   OF    THE   UNITED   STATES 

or  AMERICA 

A  PROCLAMATION 

WHEREAS  <  1 1 .  pursuant  to  the  au- 
thority vested  in  the  President  by  the 
Constitution  and  statutes,  including  sec- 
tion 350  of  the  Tariff  Act  of  1930.  as 
amended  by  section  1  of  the  Act  of  June 
12, 1934,  by  the  Joint  Resolution  approved 
June  7,  1943,  and  by  .sections  2  and  3  of 
the  Act  of  July  5,  1945  <48  Stat.  943  and 
144,  ch.  474.  57  Stat.  125,  ch.  118,  59  Stat. 
410  and  411.  ch.  269;  19  U.  S.  C.  (1946) 
1351).  the  period  for  the  exercise  of  said 
authority  under  section  350  having  been 
extended  by  section  1  of  said  Acts  of  July 
5,  1945  until  the  expiration  of  three  years 
from  June  12.  1945  <48  Stat.  944,  ch.  474. 
59  Stat.  410,  ch.  269) ,  on  October  30,  1947 
the  President  entered  Into  a  trade  agree- 
ment with  the  Governments  of  the  Com- 
monwealth of  Australia,  the  Kingdom  of 
Belgium,  the  United  State.s  of  Brazil. 
Burma,  Canada.  Ceylon,  the  Republic  of 
Chile,  the  Republic  of  China,  the  Repub- 
lic of  Cuba,  the  Czechoslovak  Republic, 
the  Prench  Republic,  India,  Lebanon,  the 
Grand  Duchy  of  Luxemburg,  the  King- 
dom of  the  Netherlands.  New  Zealand, 
the  Kingdom  of  Norway,  Pakistan, 
Southern  Rhodesia.  Syria,  the  Union  of 
South  Africa,  and  the  United  Kingdom  of 
Great  Britain  and  Northern  Irel&nd. 
which  trade  agreement  consists  of  the 
General  Agreement  on  Tariffs  and  Trade 
and  the  related  Protocol  of  Provisional 
Application  thereof,  together  with  the 
Pmal  Act  Adopted  at  the  Conclusion  of 
the  Second  Se.ssion  of  the  Preparatory 
Committee  of  the  United  Nations  Con- 
ference on  Trade  and  Employment  which 
authenticated  the  texts  of  said  general 
agreement  and  said  protocol; 

WHEREAS  (2)  on  December  16,  1947 
by  Proclamation  2761 A  the  President  pro- 
(laimed  such  modifications  of  existing 
duties  and  other  import  restrictions  of 


the  United  States  of  America  and  such 
continuance  of  existing  customs  or  excise 
treatment  of  articles  imported  into  the 
United  States  of  America  as  were  then 
found  to  be  required  or  appropriate  to 
carry  out  said  trade  agreement  oh  and 
after  January  1,  1948  (3  CFR,  1947  Supp., 
Proc.  2761A).  which  proclamation  has 
been  supplemented  by  Proclamation  2769 
of  January  30.  1948  (13  P.  R.  467).  Proc- 
lamation 2782  of  April  22.  1948  (13  F.  R. 
2211).  Proclamation  2784  of  May  4,  1948 
(13  P.  R.  2439  >,  Proclamation  2790  of 
June  11.  1948  (13  P.  R.  3269  •  (supple- 
mented by  Proclamation  2809  of  Sep- 
tember 7.  1948  <13  P.  R.  5249)).  Procla- 
mation 2791  of  June  12,  1948  (13  P.  R. 
3272  • .  Proclamation  2792  of  June  25,  1948 
<13  P.  R.  3597',  and  Proclamation  2798 
of  July  15,  1948  (13  P.  R.  4057) ; 

WHEREAS  <3).  pursuant  to  the  au- 
thority vested  in  the  President  by  the 
Constitution  and  statutes,  including  said 
section  350.  the  period  for  the  exercise  of 
said  authority  imder  section  350  having 
been  so  extended,  on  October  30,  1947  the 
President  entered  into  an  exclusive  trade 
agreement  with  the  Government  of  the 
Republic  of  Cuba  (Treaties  and  Int.  Acts 
Ser.  1703).  which  exclusive  trade  agree- 
ment includes  certain  portions  of  other 
documents  made  a  part  thereof  and  pro- 
vides for  the  customs  treatment  in  re- 
spect of  ordinary  customs  duties  of  prod- 
ucts of  the  Republic  of  Cuba  imported 
into  the  United  States  of  America; 

WHEREAS  (4)  on  January  1.  1948  by 
Proclamation  2764  the  President  pro- 
claimed such  modifications  of  existing 
duties  and  other  Ifhport  restrictions  of 
the  United  States  of  America  in  respect 
of  products  of  the  Republic  of  Cuba  and 
such  continuance  of  existing  customs  and 
excise  treatment  of  products  of  the  Re- 
public of  Cuba  imported  into  the  United 
States  of  America  as  were  then  found  to 
be  required  or  appropriate  to  carry  out 
said  exclusive  trade  agreement  on  and 
after  January  1, 1948  ( 13  P.  R.  21) .  which 
proclamation  has  been  supplemented  by 
said  proclamations  of  January  30,  1948. 
April  22,  1948,  May  4.  1948.  June  11,  1948. 
June  25.  1948.  and  July  15.  1948; 

WHEREAS  (5) ,  said  Protocol  of  Provi- 
sional    Application     not     having    been 
signed  by  all  the  signatories  of  said  Final 
(Continued  on  next  page) 
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Act  within  the  period  during  which  it 
was  open  for  signature  pursuant  to  par- 
agraph 4  thereof,  said  trade  agreement 
specified  in  the  1st  recital  of  this  procla- 
mation was.  pursuant  to  article  XXXIII, 
as  amended,  of  said  general  agreement, 
supplemented  on  September  14.  1948  by 
a  Protocol  for  the  Accession  of  Signa- 
tories of  the  Final  Act  of  October  30. 1947. 
a  copy  of  which.  In  the  English  and 
French  languages,  is  annexed  to  this 
proclamation;' 

WHEREAS  (6»  said  protocol  for  acces- 
sion having  been  signed  by  the  govern- 

>  The  text  of  the  Protocol  for  Accession  of 
Signatories  of  the  Final  Act  of  30  October. 
1947.  signed  September  14.  1948.  In  the  Eng- 
lish and  French  languages.  Is  contained  In 
the  United  Nations  publication  of  January 
1949  entitled  General  Agreement  on  Tariffs 
and  Trade,  Protocols  signed  at  Geneva  on  14 
September  1948.  The  text  of  this  protocc.I 
in  the  original  languages  will  be  published 
In  the  Treaties  and  Other  International  Acts 
Series  of  the  Department  of  State,  and  in  the 
Statutes  at  Large.  The  English  text  of  this 
protocol  will  be  printed  In  Treasury  Decision 
62167  (Customs). 


Tuesday,  March  15, 1949 

ment  of  the  Republic  of  Chile  on 
February  14,  1949.  and  having  then  been 
signed  by  two-thirds  of  the  governments 
then  contracting  parties  to  said  general 
agreement,  the  government  of  the  Re- 
public of  Chile  will  become  a  contracting 
party  to  said  general  agreement  on 
March  16.  1949; 

WHEREAS  (7)  I.  Harry  S.  Truman. 
President  of  the  United  States  of  Amer- 
ica, determine  that  the  application  of 
each  of  the  conce.ssions  provided  for  in 
part  I  of  schedule  XX  of  said  general 
agreement  which  were  withheld  from 
application  in  accordance  with  article 
XXVII  of  said  general  agreement  by  said 
proclamation  of  December  16.  1947  as  are 
identified  in  the  following  li.st  is  required 
or  appropriate  to  carry  out.  on  and  after 
March  16,  1949,  said^trade  asreement 
.•specified  in  the  1st  recital  of  this 
proclamation: 

Item 
(paragraph )  Rates  of  duty 

745 >.i^  per  lb. 

752  Iflrstl 17';, 'o     ad    val.     (first    such 

rate) 
17',^ 'r    ad  val.    (second  such 
rate] 

765 2c  per  lb. 

l\^t  per  lb.  (first  such  rate] 

767 !„?  per  lb. 

770  (flrstl 1^4#perlb. 

770  (second!..   \c  per  lb. 

1658 Free 

1698 Free 

1766  _. Free.    Identified    only    as    to 

sodium  nitrate,  crude  or 
refined 
(section) 
312 Exempt  from  duty  and  Im- 
port tax,  subject  to  the 
provisions  of  section  312, 
Tariff  Act  of  1930 

Rates  of  import  tax 
3425   (flrstl...   2i'  per  lb.  on  the  copper  con- 
tained therein 
3425  (second).    I'jf  per  lb. 
3425  (third]-.    I'j'r    ad  val.  or  \t  per  lb., 
whichever  Is  the  lower; 

WHEREAS  (8)  I  determine  that.  In 
view  of  the  determination  set  forth  In 
the  7th  recital  of  thi.<5  proclamation,  and 
in  view  of  the  provisions  relating  to  item 
745  in  part  I  of  schedule  XX  of  said  gen- 
eral agreement  which  are  contained  In 
the  Protocol  of  Rectifications  of  March 
24.  1948  specified  in  the  7th  recital  of 
.said  proclamation  of  June  11,  1948.  a 
copy  of  which  is  annexed  thereto,  the  de- 
letion of  item  745  from  the  list  set  forth 
in  the  9th  recital  of  said  proclamation 
of  December  16,  1947.  and  such  modifica- 
tions of  existing  duties  and  other  Import 
restrictions  and  such  continuance  of  ex- 
i>ting  customs  or  excise  treatment  as  are 
proclaimed  In  subdivision  (b)  of  part  I 
of  this  proclamation,  are  required  or  ap- 
propriate to  carry  out,  on  and  after 
March  16,  1949,  said  trade  agreement 
.'specified  In  the  1st  recHal  of  this  procla- 
mation; 

WHEREAS  (9)  I  determine  that,  in 
view  of  the  determination  set  forth  in 
the  7th  recital  of  this  proclamation,  it 
is  required  or  appropriate  to  carry  out 
said  exclusive  trade  agreement  specified 
In  the  3rd  recital  of  this  proclamation 
that  on  and  after  March  16.  1949  the 
second  Item  765  In  the  list  set  forth  In 
the  9th  recital  of  said  proclamation  of 
January  1.  1948,  as  amended  and  recti- 
fied, be  amended  to  read  as  follows: 
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Tariff 
Art  of 

jiura- 
KTaph 

765 


Description  of  rroducts 


BeAns,  not  sjiwially  |irovi(ii-<l 
for,  <iri«-d,  whfii  pnterotl  for 
<-nn!iiiin|)tifln  diirin);  the 
l«-riod  from  .<«'iit«'nifNT  1,  in 
any  \car.  to  tlie  following 
April  .'ai,  inclusive,  or  when 
withdrawn  from  warfhou.**' 
lor  consutujiiiuu  ut  any  Uuw. 


Rate  of  duf  y 


2.4t  i*r  lb. 


WHEREAS  (10)  said  trade  agreement 
sp>ecified  in  the  1st  recital  of  this  procla- 
mation was  also  supplemented  on  Sep- 
tember 14.  1948  by:  (at  a  Second  Pro- 
tocol of  Rectifications  to  the  General 
Agreement  on  Tariffs  and  Trade,  which 
protocol  provides  that  the  rectifications 
Included  therein  shall  be  applied  as  if 
they  had  formed  a  part  of  said  general 
agreement  on  October  30.  1947.  and  a 
copy  of  which.  In  the  Engli.'ih  and  French 
languages,  is  annexed  to  this  proclama- 
tion,' (b)  a  Protocol  Modifying  Part  II 
(articles  III.  VI.  XIH,  XV,  and  XVIII  • 
and  Article  XXVI  of  the  General  Agree- 
ment on  Tariffs  and  Trade,  numbered 
paragraph  5  of  which  protocol  provides 
that  the  amendment  set  forth  in  para- 
graph 1  thereof  shall,  upon  the  deposit 
of  the  Instruments  of  acceptance  pursu- 
ant to  paragraphs  3  and  4  thereof  by  two- 
thirds  of  the  governments  which  are  at 
that  time  contracting  parties,  enter  into 
force  in  accordance  with  the  provisions 
of  article  XXX  of  said  general  agreement, 
and  a  copy  of  which,  in  the  English  and 
French  languages.  Is  annexed  to  this 
proclamation,  and  (c)  a  Protocol  Modi- 
fying Part  I  (articles  I  and  lit  and 
Article  XXIX  of  the  General  Agreement 
on  Tariffs  and  Trade,  numbered  para- 
graph 5  of  which  protocol  provides  that 
the  amendment  set  forth  in  paragraph  1 
thereof  shall,  upon  the  deposit  of  the  in- 
struments of  acceptance  pursuant  to 
paragraphs  3  and  4  thereof  by  all  of  the 
governments  which  are  at  that  time  con- 
tracting parties,  enter  Into  force  In  ac- 
cordance with  the  provisions  of  article 
XXX  of  said  general  agreement,  and  a 
copy  of  which,  in  the  English  and  French 
languages,  is  annexed  to  this  proclama- 
tion: 

WHEREAS  (11)  I  determine  that  it  is 
required  or  appropriate  to  carry  out  said 
trade  agreement  specified  In  the  1st  re- 
cital of  this  proclamation  that  part  I  of 
schedule  XX  of  said  general  agreement 
be  rectified  In  the  manner  provided  for 


•  The  texts  of  each  of  the  three  protocols 
referred  to  In  the  10th  recital.  In  the  English 
and  French  languages,  are  contained  In  the 
United  Nations  publication  of  January  1949, 
entitled  General  Agreement  on  Tariffs  and 
Trade.  Protocols  signed  at  Geneva  on  14 
September  1948.  The  text  of  these  protocols 
In  the  original  languages  will,  following  their 
entry  into  force,  be  published  In  the  Treaties 
and  Other  International  Acts  Series  of  the 
Department  of  State,  and  In  the  Statutes  at 
Large.  The  English  text  of  these  protocols, 
except  that  part  of  the  Second  Protocol  of 
Rectification  to  the  General  Agreement  on 
Tariffs  and  Trade  referring  to  Schedule 
XVIII  of  the  General  Agreement  and  that 
part  of  the  Protocol  Modlfylrig  Part  I  and 
Article  XXIX  of  the  General  Agreement  on 
Tariffs  and  Trade  referring  to  Annex  A  of 
the  General  Agreement,  will  be  printed  In 
Treasury  Decision  52167  (Customs). 
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In  said  second  protocol  of  rectifications 
specified  fn  the  10th  recital  of  this  proc- 
lamation; 

WHEREAS  (12)  the  amendment  con- 
tained in  said  protocol  modifying  part*  II 
and  article  XXVI  of  the  general  agree- 
ment, specified  In  the  10th  recital  of  this 
proclamation,  had  on  December  14,  1948 
been  accepted  by  two-thirds  of  the  con- 
tracting parties  to  the  general  agree- 
ment. Including  the  United  States  of 
America; 

NOW,  THEREFORE,  be  it  known  that 
I.  Harry  S.  Truman.  Pre.sident  of  the 
United  States  of  America,  acting  pur- 
suant to  the  authority  vested  in  me  by 
the  Constitution  and  statutes.  Including 
said  section  350  of  the  Tariff  Act  of  1930. 
as  so  amended,  do  proclaim: 

PART  I 

To  the  end  that  said  trade  agreement 
spec:fied  In  the  1st  recital  of  this  proc- 
lamat-ion  may  be  carried  out,  that: 

<a)  Each  of  the  concessions  provided 
for  in  part  I  of  said  schedule  XX  which 
are  identified  In  the  7th  recital  of  this 
proclamation  shall,  on  and  after  March 
16.  1949.  no  longer  be  identified  in  the 
Sth  recital  of  .'jaid  proclamation  of  De- 
cember 16.  1947.  and  on  and  after  March 
16.  1949  the  rate  of  duty  representing 
each  such  conces.sion  Identified  In  the 
7th  recital  of  this  proclamation  shall  be 
applied  to  articles  of  a  kind  provided  for 
In  the  description  of  products  in  the 
column  at  the  left  of  said  rate; 

'bi  Effective  on  and  after  March  16, 
1949.  the  list  set  forth  In  the  9th  recital 
of  said   proclamation   of  December    16. 

1947  shall  be  amended  by  the  deletion 
therefrom  of  item  745,  and  on  and  after 
March  16,  1949  the  rate  of  duty  repre- 
senting each  conce.ssion  provided  for  in 
item  745  in  part  I  of  said  schedule  XX. 
as  rectified  by-  the  provisions  of  said 
protocol   of  rectifications  of  March  24. 

1948  relating  to  said  item  745.  shall  be 
applied  to  articles  of  a  kind  provided  for 
in  the  description  of  products  In  the 
column  at  the  left  of  said  rate; 

(c)  The  provisions  of  part  I  of  sched- 
ule XX  of  said  general  agreement  shall 
be  applied  as  if  the  rectifications  in  said 
second  protocol  of  rectifications  specified 
in  the  10th  recital  of  this  proclamation 
had  appeared  in  said  general  agreement 
on  October  30.  1947; 

(dt  Effective  on  and  after  December 
14.  1948,  the  provi.slons  of  parts  II  and 
III  and  annex  I  of  said  general  agree- 
ment shall  be  applied  as  amended  by 
said  protocol  modifying  part  II  and  ar- 
ticle XXVI  of  the  general  agreement 
specified  in  the  10th  recital  of  this 
proclamation; 

(e)  Effective  on  and  after  the  day  on 
which  said  protocol  modifying  part  I  and 
article  XXIX  of  the  general  agreement 
specified  in  the  10th  recital  of  this  proc- 
lamation has  been  accepted  by  all  the 
contracting  parties  to  .said  general  agree- 
ment, the  provisions  of  parts  I  and  III 
and  annex  I  of  said  general  agreement 
shall  be  applied  as  amended  by  said 
protocol  modifying  part  I  and  article 
XXIX;  and 

(f)  The  application  of  the  rates,  rec- 
tifications, and  amendments  provided  for 
in  paragraphs  (a),  (b).  (c).  (d).  and  (e) 
above  shall  be  subject  to  the  applicable 
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terms,  conditions,  and  qualifications  set 
forth  in  schedule  XX  and  parts  I.  II.  and 
III  of  said  general  agreement,  in  said 
protocol  of  provisional  application  speci- 
fied in  the  1st  recital  of  this  proclama- 
tion, and  in  subdivision  <a>.  other  than 
exception  <I>  thereof,  of  said  proclama- 
tion of  December  16.  1947,  including  any 
amendments  and  rectifications  of  said 
general  agreement  and  said  proclamation 
which  have  been  proclaimed  by  the  Pres- 
ident; and 

PART  n 

To  the  end  that  said  exclusive  trade 
agreement  specified  in  the  3rd  recital  of 
this  proclamation  may  be  carried  out. 
that  the  list  set  forth  in  the  9th  recital 
of  said  proclamation  of  January  1,  1948, 
as  amended  and  rectified,  shall  on  and 
after  March  16,  1949  be  further  amended 
In  the  manner  indicated  in  the  9th  recital 
of  this  proclamation. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal  of 
the  United  State*  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
8th  day  of  March,  In  the  year  of  our 
Lord  nineteen  hundred  and 
[SEAL]  forty-nine  and  of  the  Inde- 
pendence of  the  United  States 
of  America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Trum.an 

By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

[F.    R.    Doc.    49  1983:    Filed.   Mar.    11,    1949; 
12:36  p.  m.J 


THE  PRESIDENT 

of  America,  do  hereby  set  apart  the 
month  of  April  1949  as  Cancer  Control 
Month;  and  I  invite  the  Governors  of  the 
several  States  and  the  Territories  and 
possessions  of  the  United  States  to  issue 
similar  proclamations. 

I  also  invite  the  medical  profession,  the 
press,  the  radio,  the  motion-picture  in- 
dustry, and  all  organizations  and  indi- 
viduals interested  in  a  national  program 
for  the  control  of  cancer  by  education 
and  other  cooperative  means  to  unite 
during  the  month  of  April  in  a  public 
dedication  to  this  program  and  in  a  con- 
certed effort  to  impress  upon  the  people 
of  the  Nation  the  necessity  for  such  a 
program. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal  of 
the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
10th  day  of  March  in  the  year  of  our 
Lord  nineteen  hundred  and 
I  seal]  forty-nine,  and  of  the  Independ- 
ence of  the  United  States  of 
America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Truman 

By  the  President: 

Dean  Acheson. 

Secretary  of  State. 

[P.    R.    Doc.    49-1984:    Filed.    Mar.    11.    1949; 
12:39  p.  m.j 


PROCLAMATION  2830 

Cancer  Control  Month,  1949 

by  the  president  op  the  united  states 

of  america 

a  proclamation 

WHEREAS  for  many  years  cancer  has 
steadily  lncrea.sed  In  Importance  as  a 
cause  of  death  in  this  country  and  now 
accounts  for  approximately  one  death  in 
every  eight;  and 

WHEREAS  according  to  the  best  medi- 
cal opinion  a  large  number  of  cancer 
deaths  could  loe  prevented  if  full  use 
were  made  of  our  present  knowledge  con- 
cerning early  diagnosis  and  treatment  of 
the  di.sease;  and 

WHEREAS  every  citizen  should  be  in- 
formed of  the  nature  of  cancer  and  the 
available  means  of  combatting  it;  and 

WHEREAS  the  program  of  cancer  edu- 
cation, research,  and  control  undertaken 
by  the  Federal  and  State  Governments 
and  by  private  organizations  must  have 
the  wholehearted  support  of  our  people 
if  we  are  to  make  progress  against  this 
dl.'Nease:  and 

WHEREAS  by  a  Joint  resolution  ap- 
*  proved  March  28.  1938  (52  Stat.  148),  the 
Congress  authorized  and  requested  the 
President  to  issue  annually  a  proclama- 
tion setting  apart  the  month  of  April 
as  Capcer  Control  Month: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN,  President  of  the  United  States 


PROCLAMATION  2831 

Further  Postponing  the  Effective  Date 
OF  Proclamation  No.  2775  '  of  March 
26.  1948.  Prescribing  Changes  in 
Panama  Canal  Toll  Rates 

BY   the    president    OF    THE   UNITED   STATES 

OF  AMEniCA 

A   PROCLAMATION 

WHEREAS  section  411  of  title  2  of  the 
Canal  Zone  Code,  approved  June  19,  1934. 
authorizes  the  President  to  prescribe  and 
from  time  to  time  change  the  tolls  that 
shall  be  levied  by  the  Government  of  the 
United  States  for  the  ase  of  the  Panama 
Canal,  and  provides  that  no  tolls  when  so 
prescribed  shall  be  changed,  unless  six 
months'  notice  thereof  is  given  by  the 
President  by  proclamation;  and 

WHEREAS  lncrea.sed  tolls  for  the  use 
of  the  Panama  Canal  were  prescribed  by 
Proclamation  No.  2775  of  March  26,  1948. 
the  said  proclamation  to  become  effective 
on  October  1.  1948;  and 

WHEREAS,  by  Proclamation  No.  2808  ' 
of  September  7,  1948.  the  effective  date 
of  the  said  Proclamation  No.  2775  was 
postponed  until  April  1,  1949;  and 

WHEREAS  by  Hoase  Resolution  44  of 
the  81st  Congress.  1st  Session,  adopted 
February  28,  1949,  the  Committee  on 
Merchant  Marine  and  Fisheries  (1)  Is 
authorized  to  make  a  full  and  complete 
study  and  analysis  of  the  financial  op- 
eration of  the  Panama  Canal  and  to  rec- 
ommend to  the  Congress  concerning 
what  elements  of  cost  should  be  prop- 
erly used  in  the  future  as  the  basis  of  a 


policy  to  be  followed  in  establishing  and 
levying  tolls  for  the  use  of  the  Panama 
Canal  for  transit  purposes,  and  (2)  Is 
directed  to  report  its  findings,  together 
with  its  recommendations  for  such  legis- 
lation as  it  may  deem  advisable,  to  the 
House  at  the  earliest  practicable  date, 
but  not  later  than  June  30.  1949;  and 

WHEREAS  the  President  is  requested 
by  the  said  resolution  to  defer  until  after 
submission  of  the  Committee's  report 
any  change  in  tolls  currently  levied  for 
the  use  of  the  Panama  Canal;  and 

WHEREAS  it  appears  consistent  with 
the  public  interest  to  postpone  the  ef- 
fective date  of  the  said  Proclamation  No. 
2775  until  September  1, 1949,  so  as  to  per- 
mit continuance  of  the  present  tolls  until 
the  Congress  shall  have  had  adequate 
opportunity  for  consideration  of  the 
Committee's  report: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  the  United  States 
of  America,  acting  under  and  by  virtue 
of  the  authority  vested  in  me  by  the 
aforesaid  section  411  of  title  2  of  the 
Canal  Zone  Code,  do  hereby  proclaim 
that  the  effective  date  of  the  said  Proc- 
lamaUon  No.  2775  of  March  26.  1948,  Is 
further  postponed  to,  and  shall  be,  Sep- 
tember 1,  1949. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto set  my  hand  and  caused  the  seal  of 
the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
12th  day  of  March  in  the  year  of  our 
Lord  nineteen  hundred  and 
[seal!  forty-nine,  and  of  the  Independ- 
ence of  the  United  States  of 
America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Trum.\n 

By  the  President: 


Dean  Acheson. 
Secretary  of  State. 

[F.   R.    Doc.   49-2031:    Filed,   Mar.    14,    1949; 
12:06  p.  m.l 


•  3  CFR.  1948  Supp.,  p  30;  13  F.  R    1628. 
'  3  CFR.  1948  Supp.,  p.  75;  13  F.  R.  5229. 


EXECUTIVE  ORDER  10041 

Restoring  Certain  Lands  of  the  United 
States  Naval   Reservation   at  H.ana- 

PEPE.  KONA,  KaU.AI,  to  THE  JURISDICTION 

or  THE  Territory  of  Hawaii 

WHEREAS  certain  hereinafter-de- 
scribed lands  in  the  District  of  Hanapepe. 
County  of  Kauai,  Territory  of  Hawaii, 
were  reserved  forgthe  use  of  the  United 
States  Navy  Department  as  a  radio  sta- 
tion by  Executive  Order  No.  145,  dated 
April  27,  1923,  of  the  Governor  of  the 
Terrttory  of  Hawaii;  and 

WHEREAS  such  lands  and  the  Im- 
provements thereon  are  no  longer  needed 
by  the  Navy  Department  for  ase  as  a 
radio  station,  and  it  is  deemed  advisable 
and  in  the  public  interest  that  they  be 
restored  to  the  use  of  the  Territory  of 
Hawaii : 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  91  of 
the  act  of  April  30.  1900,  31  Stat.  159,  as 
amended  by  section  7  of  the  act  of  May 
27.  1910.  36  Stat.  447,  it  is  ordered  as 
follows : 


Tuesday,  March  15, 1949 

The  following-described  lands,  com- 
prising a  part  of  the  United  States  Naval 
Reservation  at  Hanapepe,  Kona,  Kauai, 
together  with  all  improvements  located 
thereon,  are  hereby  restored  to  the  Juris- 
diction of  the  Territory  of  Hawaii : 

Lots  1,  2.  and  3,  Hanapepe  Beach  Lots, 
Kona,  Kauai,  and  the  land  between  such 
lots  and  hlghwater  mark,  more  particularly 
described  as  follows: 

BEGINNING  at  a  2-lnch  pipe  at  the  North- 
west corner  of  this  piece,  the  Northeast 
corner  of  Lot  4.  Hanapepe  Beach  Lots,  and 
on  the  South  side  of  Beach  Road,  the  coordi- 
nates of  fjiid  pt)lnt  of  beginning  referred  to 
Government  Survey  Trig.  Station  "Puolo" 
being  4.025.9  feet  North  and  3.533  4  feet  East, 
as  shown  on  Government  Survey  Registered 
Map  No.  2615.  and  running  by  true  azimuths: 

1.  257'  24'  300.0  feet  along  South  side  of 
Beach  Road  to  a  2-lnch  pipe; 

2.  347°  24'  225.0  feet  along  government 
land  to  point  at  hlghwater  mark,  passing 
over  a  2-lnch  pipe  at  150.0  feel; 

3.  73°  35'  300  7  feet  along  hlghwater  mark; 

4.  167'  24'  245.0  feet  along  Beach  Reserve 
ai;d  along  Lot  4  to  the  point  of  beginning. 

AREA,  70.500  square  feet. 

Harry  S.  Truman 

The  White  House, 

March  10,  1949. 

|F.    R.    Doc.    49-2023:    Filed.    Mar.    14,    1949; 
10  37  a.  m.| 


EXECUTIVE  ORDER  10042 

Making  Cert.mn  Changes  in  ti:e  Customs 
Field  Organization 

By  virtue  of  the  authority  vested  in  me 
by  section  1  of  the  act  of  August  1,  1914, 
38  Stat.  623  (19  U.  S.  C.  2».  and  in  the 
interest  of  the  internal  management  of 
the  Government,  it  is  ordered  that  the 
following    changes    be,    and    they    are 


FEDERAL   REGISTER 

hereby,  made  in  the  customs  field  organi- 
zation : 

1.  Elkin,  North  Carolina,  is  designated 
as  a  customs  port  of  entry  in  Customs 
Collection  .District  Number  15  < North 
Carolina). 

2.  Cordova,  Alaska,  is  designated  as  a 
customs  port  of  entry  in  Customs  Col- 
lection District  Number  31  (Alaska  >. 

3.  The  designation  of  Cheboygan, 
Michigan,  as  a  customs  port  of  entry  in 
Customs  Collection  District  Numlaer  38 
(Michigan)  is  revoked. 

4.  The  designations  of  Arccibo,  Puerto 
Rico,  and  Arroyo,  Puerto  Rico,  as  cus- 
toms ports  of  entry  in  Customs  Collec- 
tion District  Number  49  (Puerto  Rico) 
are  revoked. 

5.  The  limits  of  the  customs  port  of 
entry  of  Alexandria  Bay,  New  York,  in 
Cu.stoms  Collection  Di.strict  Number  7 
'St.  Lawrence),  are  extended  to  include 
the  Township  of  Alexandria,  County  of 
Jefferson,  State  of  New  York,  and  that 
portion  of  the  Township  of  Orleans. 
County  of  Jefferson,  State  of  New  York, 
lying  north  of  44°  15',  north  latitude. 

6.  The  limits  of  the  customs  port  of 
entry  of  Wilmington,  North  Carolina,  in 
Cu«;toms  Collection  Di.strict  Number  15 
(North  Carolina),  are  extended  to  in- 
clude, that  portion  of  the  Township  of 
Ma.'^onboro,  County  of  New  Hanover, 
State  of  North  Carolina,  lying  west  of 
77'55'.  west  longitude. 

7.  The  limits  of  the  customs  port  of 
entry  of  Mobile,  Alabama,  in  Customs 
Collection  District  Number  19  (Mobile*, 
are  extended  to  include  that  portion  of 
Blakeley  Lsland  lying  .south  of  the  Coch- 
rane Bridge  and  west  of  the  Cochrane 
Bridge  Causeway;  Pinto  Island;  and  the 
area  comprLsing  the  Brookley  Air  Field. 

8.  The  limits  of  the  castoms  port  of 
entry  of  San  Francisco-Oakland,  Cali- 
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fornia.  In  Customs  Collection  District 
Number  28  <San  Pranci-sco),  are  extend- 
ed to  include  all  points  on  San  Pablo 
Bay,  Carquinez  Strait,  and  Suisun  Bay, 
and  all  points  on  the  San  Joaquin  River 
in  Contra  Costa  County.  State  of  Cali- 
fornia, as  far  as  Antioch  Bridge. 

This  order  shall  become  effective  on 
the  thirtieth  day  following  the  date 
hereof. 

Harry  S.  Trum-vn 

The  White  House. 

March  10,  1949. 

|F.    R.    Doc.    49-2025;    Filed.   Mar.    14,    19<9; 
10:37  a.  m.| 


EXECUTIVE  ORDER   10043 

CH^NCI^•G  the  Name  of  the  President's 
Committee  on  Religious  and  Moral 
Welfare  and  Character  Guidancf  in 
the  Armed  Forces 

By  virtue  of  the  authority  vested  in 
me  as  President  of  the  United  States  and 
Commander  in  Chief  of  the  Armed 
Forces,  the  name  of  the  President's  Com- 
mittee on  Religious  and  Moral  Welfare 
and  Character  Guidance  in  the  Armed 
Forces,  established  by  Executive  Order 
No.  10013  '  of  October  27,  1948,  is  hereby 
changed  to  the  President's  Committee 
on  Religion  and  Welfare  in  the  Armed 
Forces. 

The  said  Executive  Order  No.  10013  is 
amended  accordingly. 

Harry  S.  Truman 

The  White  House, 

March  10,  1949. 

|F.    R.    Doc.    49  2024;    Filed,    Mr.r.    14,    1949; 
10:37  a.  m.) 


RULES  AND  REGULATIONS 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agree«nent  and  Orders),  Depart- 
ment of  Agriculture 

(Lemon  Reg.  310] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

I  953  417  Lemon  Regulation  310— (&) 
Firidings.  ( 1 )  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
53,  as  amended  (7  CFR,  Cum.  Supp.  953.1 
et  seq.;  13  F.  R.  766).  regulating  the 
handling  of  lemons  grown  in  the  State  of 
California  or  in  the  State  of  Arizona,  ef- 
fective under  the  applicable  provisions 
of  the  AgricQltural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Lemon  Admin- 
istrative Committee,  established  under 
the  said  amended  marketing  agreement 
and  order,  and  upon  other  available  in- 


formation. It  is  hereby  found  that  the 
limitation  of  the  quantity  of  such  lemons 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to*effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  Is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

<b)  Order.  (1)  The  quantity  of  lemons 
grown  in  the  State  of  California  or  in  the 
State  of  Arizona  which  may  be  handled 
during  the  period  beginning   at   12:01 


a.  m.,  P.  s.  t..  March  13,  1949.  and  end- 
ing at  12:01  a.  m..  P.  s.  t..  March  20,  1949 
is  hereby  fixed  as  follows : 

(i)  District  1:  260  carloads; 

(ii)  District  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  .sched- 
ule which  is  attached  hereto  and  made  a 
part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler,"  "carloads,"  "prorate  base," 
"District  1,"  and  "District  2"  shall  have 
the  .same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C..  this  10th 
day  of  March  1949. 

[seal!  Floyd  F.  Hedlund. 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 


'  3  CFR,  1948  Supp..  p.  245;   13  F.  R.  6343. 
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Pror-MIe  Base  Schedulb 

district  no.  1 

(Storage  date:  March  6,  19491 

|12:01  a.  m.  Mar.  13.  1949.  to  12:01  a.  m. 
Mar.  27.  1949] 

Prorate  base 
Handler                          {percent) 
\        Total - 100.000 

American   Fruit   Growers.  Inc..   Co- 
rona   -S^S 

American  Fruit  Growers.  Inc.,  Ful- 

lerton l-S^O 

American  Fruit  Growers.  Inc..  Lind- 
say  Of 

Hazeltlne  Packing  Ckj... 1.950 

Ventura  Coastal  Lemon  Co 1.033 

Ventura  Pacific  Co 2.195 

Total  A.  F.  G '^- 0^ 

Kllnk  Citrus  Association .589 

Lemon  Cove  Association -345 

Glendora    Lemon    Growers   Associa- 
tion   2.560 

La  Verno  Lemon  Association 1.040 

La  Habra  Citrus  Association.  The..  1.  357 
Yorba     Linda     Citrus     Association. 

The 1  035 

EM^ondldo  Lemon  Association 6.556 

Alta  Loma  Heights  Citrus  Associa- 
tion   -313 

Etlwanda  Cltru:j  Fruit  Association..  .  778 

Upland  Lemon  Growers  Association.  7.  586 

Central   Lemon   Association .563 

Irvine  Citrus  Association.  The 1  502 

Placentla    Mutual    Orange    Associa- 
tion    -810 

Corona  Citrus   Association 381 

Corona  Foothill  Lemon  Co ---  1823 

Jameson  Co 1217 

Arlington  Heights  Citrus  Co .589 

College    Heights    Orange    St    Lemon 

Association 3  004 

Chula  Vista  Citrus  Association.  The.  1.  200 

El  Cajon  Valley  Citrus  Association.  .  609 

Pallbrook  Citrus  Association 3  952 

Lemon  Grove  Citrus  Association —  .  645 

San  Dlmaa  Lemon  Association 2.  137 

Carplnterla  Lemon  Association 1.855 

Carplnterla  Mutual  Citrus  Associa- 
tion -- 1   592 

Goleta  Lemon  Association 1.524 

Johnston  Fruit  Co 4.859 

North   Whlttler  Heights  Citrus  As- 

soclatlon •  ^IS 

San   Fernando   Heights   Lemon   As- 
sociation   3  081 

Sierra    Madre-Lamanda    Citrus    As- 
sociation   2.  168 

Tulare  County  Lemon  &  Grapefruit 

Association -200 

Brlggs  Lemon  Association .531 

Culbertson  Lemon  A.s.soclatlon ^-  .  586 

Fillmore  Lemon  Association 1.969 

Oxnard  Citrus  Association 8.291 

Rancho  Sespe -579 

Santa  Clara  Lemon  Association .335 

Santa   Paula  Citrus  Fruit  Associa- 
tion    2  842 

Satlcoy   Lemon    Association 1.868 

Seaboard  Lemon  Association 3.637 

Somls  Lemon  Association 1.348 

Ventura  Citrus  Association .488 

Umonelra  Co 2.757 

Teague-McKevett    Association .672 

East  Whlttler  Citrus  Association. ._  .783 
Lefflngwell  Rancho  Lemon  Associa- 
tion    -463 

Murphy  Ranch  Co 1-215 

Whlttler  Citrus  Association .500 

Whlttler  Select  Citrus  Association..  .027 

Total  C.F.GE 82.131 

Chula  Vista  Mutual  Lemon  Associa- 
tion  -848 

Escondldo  Cooperative  Citrus  As- 
sociation   •  533 

Index   Mutual   Association .305 
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Proratk  Base  Schedul* — Continued 
DISTRICT  NO.  1 — continued 

Prorate  has* 
Handler                                     {percent) 
La    Verne    Coop)eratlv«    Cltrui    As- 
sociation        3.  159 

Orange  Belt  Fruit  Distributors 2.  864 

Orange      Cooperative      Citrus     As- 
sociation          .  116 

Ventura   County   Orange  ft  Lemon 

Association 3.  044 

Whlttler  Mutual  Orange  &  Lemon 

Association .320 

Total  M.  O.  D 10. 189 

California  Citrus  Groves.  Inc..  Ltd..         .  000 

Dunning.  William  A .015 

El  Rio  Lemon  Co .022 

Evans  Brothers  Packing  Co .  010 

Flint.   Arthur   E... .000 

Harding  &  Legget 000 

Johnson.    Fred .061 

Lorbeer,  Carroll  W.  C .095 

MacDonald,  Hugh  J 000 

Relmers.  Don  H —         .0^0 

Ricca,  Lawrence  J .000 

Sachs,  Maurice  A .033 

San  Antonio  Orchard  Co .337 

Sarnofr,    Irving .Oil 

Sentinel  Butte  Corp 000 

Tetley.  F.  A..  Jr -000 

Torn  Ranch 000 

Winkler.  William .033 

Zanlnovlch  Bros.,  Inc .000 

Total  Independents .617 

[F.    R.    Doc.    49-1939;    Filed.   Mar.    14.   ;949; 
9:02  a.  m  | 


TITLE  lO— ATOMIC  ENERGY 

Chapter  I — Atomic  Energy 
Commission 

Part  40 — Control  or  Source  Mater i.^l 

MISCELLANEOUS  AMENDMENTS 

Part  40.  Control  of  Source  Material  Is 
hereby  amended  in  the  following 
respects : 

1.  A  new  subheading  "Right  to  Require 
Deliveries"  is  added,  to  precede  S  40  53. 

2.  A  new  S  40  53  Is  added,  reading  as 
follows: 

§  40.53  Right  to  require  deliveries  re- 
served. No  license  granted  under  the 
regulations  In  this  part  shall  be  deemed 
to  constitute  a  waiver  of  the  Commis- 
sion's right  to  require  delivery  of  source 
material  to  it  under  the  conditions  stated 
in  section  5  'b)  < 7)  of  the  Atomic  Energy 
Act  of  1946  <60  Stat.  755). 

3.  A  new  item  (h)  Is  added  to  Sched- 
ule I:  Exempted  Products,  reading  as 
follows: 

(h)  Thorlated  tungsten  containing  not 
more  than  3'""   by  weight  thorium. 

Dated  at  Washington.  D.  C,  this  9th 
day  of  March  1949. 
By  order  of  the  Commi.ssion. 

David  E.  Lilienthal, 
Chairman. 
Doc.    49-1930;    Piled.    Mar.  14.    1949; 
8:50  a.  ml 


_        IF.    R. 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chopter  I — Immigration  and  Natu- 
ralization Service,  Department  of 
Justice 

Subchapter    B — Immigration    Regulatiortt 

Part  110 — Primary  Inspection  and 
Detention 

discontinuance  or  aroostook  falls  road, 
maine,  as  class  b  port  of  entry 

February  28.  1949. 
Section  110.1  Designated  ports  of  en- 
try except  by  aircraft.  Chapter  I.  Title 
8  of  the  Code  of  Federal  Regulations,  is 
amended  by  deleting  "Aroostook  Falls 
Road,  Maine"  from  the  list  of  Class  B 
ports  of  entry  in  District  No.  1. 

This  amendment  shall  become  effec- 
tive on  the  date  of  its  publication  in 
the  Federal  Register.  Compliance  with 
the  provisions  of  section  4  of  the  Ad- 
ministrative Procedure  Act  (60  Stat.  238; 
5  U.  S.  C.  1003)  relative  to  notice  of  pro- 
posed rule  making  and  delayed  effective 
date  is  unnecessary  because  this  port 
has  already  ceased  to  be  a  customs  port 
and  for  that  reason  it  is  impracticable 
to  continue  It  as  a  port  of  entry  for 
aliens. 

(Sec.  23,  39  Stat.  892,  .sec.  24.  43  Stat.  166. 
sec.  37  ta).  54  Stat.  675,  sec.  1,  54  Stat. 
1238;  8  U.  S.  C.  102,  222.  458) 

Watson  B.  Miller, 

Commissioner  of 
Immigration  and  Naturalization. 

Approved:   March  9.  1949. 

Tom  C.  Clark. 
Attorney  General. 
IF.   R.    Doc.   49-1941;    Filed.   Mar.    14.    1949; 
8:49  a.  m.] 


TITLE  14— CIVIL  AVIATION 

Chapter    I — Civil    Aeronautics    Board 

Subchapter  B — Economic  Rtgulalioni 
[Regs..  Serial   No.   ER-1391 

Part  228— Free  and  Reduced  Rate 
Transportation 

free  travel  for  postal  employees 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  ofiHce  in  Washington,  D.  C. 
on  the  7th  day  of  March  1949. 

The  purpose  of  this  amendment  is  (a) 
to  provide  a  more  workable  basis  for  des- 
ignating the  Post  Office  employees  eligi- 
ble to  travel  by  air  free  of  charge  upon 
presentation  of  appropriate  credentials 
and  transportation  requests,  and  (b»  to 
make  it  the  duty  of  the  Postmaster  Gen- 
eral to  provide  for  accrediting  such  em- 
ployees through  issuance  of  credentials, 
preparation  of  transportation  request 
forms  and  promulgation  of  rules  and 
regulations  pertaining  to  travel  on  offl- 
clal  business  relating  to  the  transporta- 
tion of  mail. 

The  wording  of  this  revision  is  iden- 
tical to  the  revision  heretofore  proposed 
in  the  notice  of  proposed  rule  making 
which  appeared  in  the  Federal  Register 
on  January  13.  1949  (14  F.  R.  188)  with 
the  exception  of  minor  changes  in  the 
titles  of  certain  Post  Office  officials  ap- 
pearing in  paragraphs  (a)  (3)  and  (6». 
Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  submitted. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 


Tuesday,  March  15, 1949 

?  228.1  of  the  Economic  Regulations  a4 
CPR  ii  228.1.  Free  travel  lor  postal  em- 
ployees) as  follows  effective  April  11, 
1949: 

By  revising  the  entire  section  to  read 
as  follows: 

5  228.1  Free  travel  for  po.<ital  em- 
ployees— (a)  Postal  employees  to  be  car- 
ried free.  Every  air  carrier  carrying  the 
mails  shall  carry,  on  any  plane  that  It 
operates  and  without  charge  therefor, 
the  persons  in  charge  of  the  mails  when 
on  duty,  and  the  following  officprs, 
agents,  and  inspectors  of  the  Post  Office 
Department,  when  such  persons  are  trav- 
eling on  official  business  relating  to  the 
transp>ortation  of  mail  by  aircraft  and 
are  duly  accredited  as  hereinafter  pro- 
vided : 

( 1  >  Po.stma.<:ter  General. 

<2)  The  Executive  Assistant  to  the 
Postmaster  General. 

(3)  The  First  A.ssistant  Postmaster 
General;  the  Third  Assistant  Postmaster 
General ;  the  Fourth  Assistant  Postmas- 
ter General;  the  Second  Assistant  Post- 
master General:  his  Confidential  A-^sist- 
ant;  his  Under  Second  Assistant  and  his 
four  Deputy  Second  As.sistants;  the  Ad- 
ministrative Officer.  Air  Postal  Trans- 
port; the  Solicitor  of  the  Post  Office 
Department  and  the  Associate  Solicitor 
and  any  attorney  in  the  Office  of  the 
Solicitor  who  at  the  time  Is  assigned  by 
the  Solicitor  to  handle  matters  relating 
to  the  transportation  of  mail  by  aircraft; 
the  Chief  Inspector  and  the  A.ssistant 
Chief  Inspector. 

(4>  The  Director  of  Domestic  Air 
Postal  Transport  and  the  Director  of 
Foreign  Air  Postal  Transport. 

<5)  The  five  Regional  Superintend- 
ents,  and    the   five   Assistant   Regional 
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Superintendents,  Air  Postal  Transport, 
located  respectively  at  New  York.  N.  Y., 
Chicago.  111..  San  Francisco.  Calif..  At- 
lanta, Ga..  and  Forth  Worth.  Texas;  the 
Regional  Superintendents  and  Assistant 
Regional  Superintendents  at  Large,  Air 
Postal  Transport. 

(6)  The  General  Superintendent,  13th 
Division.  Railway  Mail  Service,  located  at 
Seattle.  Wash.,  and  the  District  Super- 
intendent and  A.ssistant  District  Super- 
intendent. Railway  Mail  Service,  loci- ted 
at  Anchorage,  Ala.ska,  when  traveling  be- 
tween Seattle.  Wa.sh.,  and  Alaska  or 
within  Ala.^'ka  on  official  business  relat- 
ing to  the  transportation  of  mail  to,  from 
and  within  Alaska. 

(7)  Any  inspector  of  the  Post  Office 
Department. 

(8'  Any  additional  agent  or  officer  of 
the  Post  Office  Department  designated 
by  the  Postmaster  General. 

(b)  Credentials  required.  ( 1 »  Any  per- 
son de.scribed  in  paragraphs  (a)  <1)  to 
(a)  (6)  of  this  section  shall  be  deemed  to 
be  duly  accredited  upon  exhibition  of  a 
certificate  of  the  Postma;ster  General 
that  the  bearer  is  one  of  the  persons  so 
described  and  is  entitled  to  free  trans- 
portation when  traveling  on  official 4)usi- 
ness  relating  to  the  transportation  of 
mail  by  aircraft,  and  bearing  the  signa- 
ture of  the  person  so  described. 

<2)  Any  person  described  In  para- 
graphs (a)  (7)  and  <8)  of  this  section 
.shall  be  deemed  to  be  duly  accredited 
upon  exhibition  of  proper  credentials  evi- 
dencing that  he  is  an  in.spector,  officer, 
employee,  or  agent  of  the  Post  Office  De- 
partment, and  upon  presentation  of  a 
"Request  for  Free  Transportation  by 
Air"   (on  such  form  as  the  Post  Office 
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Department  may  prescribe)  executed  by 
him  in  triplicate  and  stating: 

<i)  The  points  from  and  to  which  the 
person  is  to  be  furnished  free  transporta- 
tion; 

(ii)  The  tariff  fare  for  the  transporta- 
tion requested,  and 

uii)  The  official  position  of  the  travel- 
ler and  that  such  travel  is  on  official  busi- 
ness relating  to  the  transportation  of 
mail  by  aircraft. 

(c)  Requests  to  be  filed.  Each  air  car- 
rier on  or  before  the  20th  day  of  each 
month  shall  forward  one  copy  of  every 
"Request  for  Free  Transportation  by  Air" 
accepted  by  it  during  the  preceding  cal- 
endar month,  to  the  Secretary,  Civil 
Aeronautics  Board,  Washington  25,  D.  C, 
and  one  copy  to  the  Deputy  Second  As- 
sistant Postmaster  General,  Post  Office 
Department,  Washington.  D.  C 

(d)  Issuance  of  credentials  and  trans- 
portation request  forms  by  Po.-^t  Office 
Department.  With  regard  to  free  air 
travel  by  the  persons  described  in  para- 
graph (a)  of  this  section,  the  Po.stma.ster 
General  shall  be  responsible  (1)  for  the 
issuance  of  proper  credentials,  (2)  for 
prescribing  proper  transportation  request 
forms  where  required,  and  <3)  for  au- 
thorizing such  travel,  subject  to  such 
rules  and  regulations  as  he  may  pre- 
scribe. 

(Sees.  205  ^a),  405  (m),  407  (a);  52  Stat. 
984.  994.  1000;  49  U.  S.  C.  425  (a»,  485 
(m>.  487) 

By  the  Civil  Aeronautics  Board. 

ISEAL]  M.  C.  MtrLLIG\N. 

Secretary. 

(F.    R.   Doc.    49  1943:    Filed,   Mar.    14,    1949; 
8:50  a.  ml 


PROPOSED  RULE  MAKING 


SECURITIES  AND  EXCHANGE 

COMMISSION 

I  17CFR,  Part249  ] 

Proposed  Adoption  of  Form  9-K  for 
Quarterly  Reports  cf  Gross  Sales  and 
Operating  Revenues 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Securi- 
ties and  Exchange  Commission  htis  un- 
der consideration  a  proposal  for  the 
adoption  of  a  separate  form,  designated 
Form  9-K'  (17  CFR  249.309),  for  quar- 
terly reports  of  gro.ss  sales  and  operating 
revenues  pursuant  to  sections  13  and  15 
•d)  of  the  Securities  Exchange  Act  of 
1934. 

At  the  present  time  the  information  re- 
quired in  such  reports  Is  furnished  In 
response  to  Item  11  of  Form  8-K  (17 
CPR  249.308),  and  must  be  filed  within 
45  days  after  the  end  of  the  respective 
fiscal  quarter.  Current  reports  on  Form 
8-K  are  required  to  be  filed  within  10 
days  after  the  end  of  any  month  during 
which  an  event  has  occurred  which  re- 
quires the  filing  of  such  a  rejxjrt. 


'  Filed  as  part  of  the  original  document. 


It  is  felt  that  the  fiUng  of  both  current 
and  quarterly  reports  would  be  facilitated 
and  simplified  if  separate  forms  were 
prescribed  for  each  type  of  report.  Ac- 
cordingly, Form  9-K  has  been  proposed 
as  a  separate  form  for  the  quarterly  re- 
ports. This  form  calls  for  substantially 
the  same  information  as  Item  11  of  the 
present  Form  8-K.  However,  the  in- 
structions have  been  amplified  somewhat 
to  set  forth  certain  administrative  Inter- 
pretations applicable  to  the  furnishing  of 
such  reports. 

All  Interested  persons  are  invited  to 
submit  data,  views  and  comments  on  the 
proposed  form  in  writing  to  the  Securi- 
ties and  Exchange  Commission  at  its 
principal  office,  425  Second  Street  NW.. 
Washington  25,  D.  C,  on  or  before  April 
15.  1949. 

A  copy  of  the  proposed  form  Is  at- 
tached to  this  release. 

By  the  Commission. 

I  seal)  Orval  L.  DcBois, 

Secretary. 
March  3,  1949. 

(F.   R.   Doc.   49-1936;    Piled,   Mar.    14.    1949; 
8:48  a.  xn] 


[  17  CFR,  Part  249  1 

Revision  of  Forms  for  Annual  and 
Other  Reports  of  Issuers  Having 
Securities  Registered  on  Natio^ial 
Securities  Exchanges 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Secu- 
rities and  Exchange  Commission  has 
under  consideration  a  proposed  revision 
of  Form  10-K '  (17  CFR  249.310 »,  under 
the  Securities  Exchange  Act  of  1934. 
This  form  is  prescribed  for  annual 
reports  under  section  13  of  that  act  by 
Issuers  having  securities  listed  and  reg- 
istered on  a  national  securities  exchange. 
It  is  proposed  that  the  revised  form  re- 
place the  present  Form  10-K  (17  CFR 
249.3101,  for  corporations.  Form  11-K 
(17  CFR  249.311).  for  unincorporated 
Issuers,  Form  13-K  (17  CFR  249.313).  for 
Insurance  companies  and  Form  24-K  1 17 
CFR  249.324),  for  bank  holding  com- 
panies. It  is  also  proposed  that  the  re- 
vised form  be  used  for  annual  reports 


'The  third  copy  shall  be  preserved  by  the 
Blr  carrier  in  its  records  In  compliance  with 
the  requirements  of  these  regulations.  See: 
I  202.3  (d)  Item  48  B  and  such  amendments 
thereof  as  may  be  adopted  from  time  to  time. 
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under  section  15  <d)  of  the  act  by  issuers 
which  have  heretofore  used  Form  1-MD 
(17  CFR  249  401  >. 

The  principal  changes  which  the  re- 
vision makes  in  the  items  of  the  form  are 
as   follows:    The  item  with   respect   to 
changes  in  the  business  during  the  fiscal 
year  has  been  somewhat  expanded  to  give 
the  investor  more  information  as  to  im- 
portant changes  which  have  occurred.    A 
new  item  has  been  added  calling  for  in- 
formation regarding  important  changes 
in  the  physical  properties  of  the  issuer 
and  its  subsidiaries.     Another  new  item 
calls  for  Information  with  respect  to  ma- 
terially important  legal  proceedings  or 
important  developments  in  such  proceed- 
ings.   The  remuneration  items  have  been 
sub.-;tantially    conformed    with    the    re- 
muneration requirements  of  the  proxy 
rules  as  recently  amended  by  the  Com- 
mis.sion.     Items  with  respect  to  the  de- 
<;cription  of  new  and  modified  securities 
and  contracts  and  other  exhibits  have 
been  deleted  since  this  information  will 
be  reported  on  the  revised  Form  8-K  » 17 
CFR  249.308  >.    The  remaining  items  of 
the  form  have  been  revised  and  the  in- 
structions elaborated  in  line  with  changes 
which  have  been  made  in  other  more 
recent  forms  of  the  Commission. 

All  interested  persons  are  invited  to 
submit  data,  views  and  comments  on  the 
proposed  revision  In  writing  to  the  Se- 
curities and  Exchange  Commission  at  its 
principal  office.  425  Second  Street  NW. 
Washington.  D.  C.  on  or  before  April 

15    1949. 

A  copy  of  the  proposed  revision  is  at- 
tached to  this  release. 

By  the  Commission. 

I  SEAL  1  Orval  L.  Dubois. 


Secretary. 


March  3.  1949. 


IP.   R.   Doc.    49  1937;    Filed.   Mar.    14.    1949; 
8:48  a.  m.] 


I  17  CFR,  Part  249  1 

Revision  of  Forms  for  Annual  and  Other 
Reports  of  Issues  Having  Securities 
Registered  on  National  Securities 
Exchanges 

NOTICE    OF    PROPOSED    RULE    MAKING 

Notice  is  hereby  given  that  the  Securi- 
ties and  Exchange  Commission  has  un- 
der consideration  a  proposed  revision  of 
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Form  8-K'  a7  CFR  249  308).  under  the 
Securities  Exchange  Act  of  1934.     This 
form  is  prescribed  for  current   reports 
under  sections  13  and  15  (d)  of  that  act. 
Reports  on  this  form  are  required  to  be 
filed  within  ten  days  after  the  end  of  any 
month  during  which  any  one  or  more 
of  certain  specified  events  have  occurred. 
These  are  events  such  as  the  issuance  of 
new  or  additional  securities,  the  grant- 
ing, extension  or  exercise  of  options  to 
purchase  equity  securities,  a  person's  be- 
coming or  ceasing  to  be  a  parent  or  sub- 
sidiary of  the  registrant,  a  substantial 
revaluation  of  a.ssets.  the  execution  of 
a  voting  trust  agreement,  certain  con- 
tracts or  indentures,  and  similar  mat- 
ters. 

It  has  long  been  recognized  that  the 
form  is  materially  deficient  because  of 
Its  failure  to  require  information  with 
respect  to  a  number  of  events  which  are 
of  material  importance  to  security  hold- 
ers. Accordingly,  the  primary  purpose 
of  the  proposed  revision  is  to  broaden 
the  scope  of  the  form  so  as  to  require 
information  with  respect  to  these  addi- 
tional matters.  Quarterly  reports  of 
gross  sales  and  operating  revenues,  here- 
tofore filed  on  this  form  would,  in  the 
future,  be  filed  on  a  separate  form. 

It  is  proposed  that  new  items  be  added 
to  Form  8-K  calling  for  information  with 
respect  to  the  following  subject  matters: 
Ciianges  in  the  general  character  of  the 
business;  the  acquisition  or  disposition  or 
a  substantial  amount  of  assets;  the  in- 
stitution or  termination  of  important  liti- 
gation; the  submission  of  plans  of  reor- 
ganization, readjustment  or  succession  to 
any  group  of  security  holders;  guarantee- 
ing securities  of  other  issuers;  defaults 
upon  senior  securities;  and  the  institu- 
tion of  bonus,  profit-sharing,  pension  and 
retirement  plans. 

All  interested  persons  are  invited  to 
submit  data,  views  and  comments  on  the 
proposed  revision  in  writing  to  the  Secu- 
rities and  Exchange  Commission  at  its 
principal  office  425  Second  Street  NW., 
Washington  25,  D.  C,  on  or  before  April 

15    1949. 

A  copy  of  the  proposed  revision  is  at- 
tached to  this  release. 

By  the  Commission. 

[sE.Kh]  Orval  L.  Dubois. 

Secretary. 

March  3.  1949. 

[P.    R.    Doc.   49-1938:    Filed.   Mar.    14.    1949; 
8:49  a.  m.) 


I  17  CFR,  Part  2491 

Revision  of  Forms  for  Applications  for 
Registration  of  Securities  on  Na- 
tional Securities  Exchanges 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Secu- 
rities and  Exchange  Commission  has 
under  consideration  a  proposed  revision 
of  Form  10'  tl7  CFR  249  210  >.  under 
the  Securities  Exchange  Act  of  1934. 
This  form  is  the  general  form  pre.scribed 
for  the  registration  of  securities  of  com- 
mercial and  industrial  corporations  on 
a  national  securities  exchange. 

It  is  proposed  that  the  revised  form 
replace  the  present  Form  10  <17  CFR 
249.210>,  for  corporations  and  also  the 
follovving  forms:  Form  7  1 17  CFR 
249  207).  for  provisional  registration. 
Form  11  (17  CFR  249.211),  for  unincor- 
porated is.suers.  Form  13  (17  CFR 
249  213).  for  Insurance  companies.  Form 
15  (17  CFR  249.215).  for  incorporated 
investment  companies.  Form  17  ( 17  CFR 
249  217),  for  unincorporated  investment 
companies.  Form  22  (17  CFR  249.222). 
for  reorganized  Issuers,  Form  23  <  17  CFR 
249.223  >,  for  successor  issuers,  and  Form 
24  (17  CFR  249.2241.  for  bank  holding 
companies. 

The  general  purposes  of  the  revision  of 
Form  10  Is  to  simplify  the  process  of 
registration  of  securities  and  at  the  same 
time  to  obtain  more  complete  informa- 
tion for  investors.  Among  the  more 
important  changes  made  are  the  am- 
plification of  the  items  pertaining  to  the 
business  and  property  of  the  Issuer  so  as 
to  call  for  a  more  complete  description 
than  has  heretofore  been  required  and 
the  revision  of  the  remuneration  items  to 
accord  with  the  recent  amendments  to 
the  Commission's  proxy  rules. 

All  Interested  persons  are  invited  to 
submit  data,  views  and  comments  on  the 
proposed  revision  in  writing  to  the  Secu- 
rities and  Exchange  Comml.sslon  at  Its 
principal  offices.  425  Second  Street  NW.. 
Washington.  D.  C.  on  or  before  April  15. 

1949. 

A  copy  of  the  proposed  revision  is  at- 
tached to  this  release. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 
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DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

[2117654] 

Wyominq 

ORDER  PROVIDING  FOR  OPENING  OF  PUBLIC 
land;  NOTICE  OF  FILING  OF  SUPPLEMENTAL 
PLAT  OF  SURVEY 

March  4.  1949. 
In  an  exchange  of  lands  under  the  pro- 
visions of  section  8  of  tlie  act  of  June  28. 


1934  (48  Stat.  1269),  as  amended  June 
26  1936  (49  Stat.  1976;  43  U.  S.  C.  315g). 
the  land  hereinafter  described  has  been 
reconveyed  to  the  United  States,  subject 
to  a  reservation  of  all  minerals  therein. 
The  land  affected  by  this  order  Is  de- 
scribed as  follows: 

Sixth  Pkincipal  Mhudiak 

T.  19  N.,  R.  105  W., 
Bee.  22.  lot  17. 


March  3.  1949. 


Secretary. 


|P.    R.    Doc.    49-1939:    Piled.    Mar.  14,    1949: 

849  a.  ml 


•Piled  as  part  of  the  original  document. 


Notice  is  given  that  the  supplemental 
plat  of  survey  of  the  above-described  land 
will  be  officially  filed  In  the  District  Land 
Office  at  Evanston,  Wyoming,  effective  at 
10:00  a.  m..  on  April  8,  1949. 

The  area  described  aggregates  10  acres. 

Available  data  indicates  that  the  land 
Is  mountainous  desert. 

No  applications  for  this  land  may  be 
allowed  under  the  homestead,  small  tract, 
desert-land  or  any  other  nonmlneral 
public-land  laws,  unless  the  land  has  al- 
ready been  classified  as  suitable  for  such 


Tuesday,  March  15. 1949 

type  of  application  or  shall  be  so  classi- 
fied upon  consideration  of  an  application. 

At  10:00  a.  m.  on  April  8. 1949,  the  lands 
.shall,  subject  to  valid  existing  rights  and 
the  provl-sions  of  existing  withdrawals, 
become  subject  to  application,  petition, 
location,  or  .selection  as  follows: 

(a)  Ninety-day  period  for  preference- 
riqht  ftliJigs.  For  a  period  of  90  days 
from  April  8,  1949,  to  July  8,  1949.  inclu- 
sive, the  public  lands  affected  by  this 
order  and  notice  shall  be  subject  to  (1) 
application  under  the  homestead  or  the 
desert  land  laws,  or  the  Small  Tract 
Act  of  June  1.  1938  (52  Stat.  603.  43 
U.  S.  C.  sec.  682a) .  as  amended,  by  quali- 
fied veterans  of  World  War  II.  for  whose 
.service  recognition  is  granted  by  the  act 
of  September  27.  1944  <58  Stat.  747,  43 
U.  S.  C.  sees.  279-283),  subject  to  the 
requirements  of  applicable  law.  and  <2) 
application  under  any  applicable  public- 
land  law.  based  on  prior  existing  valid 
settlement  rights  and  preference  rights 
conferred  by  existing  laws  or  equitable 
claims  subject  to  allowance  and  confir- 
mation. Applications  by  such  vetei^ns 
shall  be  .subject  to  claims  of  the  classes 
described  In  subdivision  (2). 

(bi  Twenty-day  advance  period  for 
simultaneous  preference-right  fHinqs. 
For  a  period  of  20  days  from  March  19, 
1949.  to  April  7.  1949,  Inclu.sive,  such  vet- 
erans and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
pre.sented  at  10:00  a.  m.  on  April  8.  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  9, 
1949,  any  of  the  lands  remaining  un- 
appropriated shall  become  subject  to 
such  application,  jjetltlon,  location,  or 
.selection  by  the  public  generally  as  may 
be  authorized  by  the  public-land  laws. 

'd)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  pre.sented  during  the  20-day  pe- 
riod from  June  18.  1949.  to  July  8,  1949, 
inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  July  9,  1949,  shall  be  treated  as 
simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Per.sons  a.ssertlng  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
Evanston,  Wyoming,  shall  be  acted  upon 
in  accordance  with  the  regulations  con- 
tained In  §  295  8  of  Title  43  of  the  Code  of 
Federal  Regulations  (Circular  No.  324. 
May  22.  1914.  43  L.  D.  254) .  and  Part  296 
of  that  Title,  to  the  extent  that  such 
regulations  are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  166  to  170,  Inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  desert  land  laws  and 
No.  49 2 
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the  Small  Tract  Act  of  June  1,  1938,  shall 
be  governed  by  the  regulations  contained 
In  Parts  232  and  257,  respectively,  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Acting  Manager,  Dis- 
trict Land  Office,  Evanston,  Wyoming. 

RoscoE  E.  Bell, 
Associate  Director. 

[F.    R.    Doc.    49  1942:    Filed.    Mar.    14.    1949; 
8:50  a.  ml 


DEPARTMENT     OF     COMMERCE 

Foreign-Trade  Zones  Board 

[Order  No.  15.  Sub  2] 

New  York  Foreicn-Trade  Zone 
Operators,  Inc. 

application  for  permission  to  m.vnipu- 
late  rums  by  mixing  and  coloring 

In  the  matter  of  an  appeal  from  Act- 
ing Commissioner  of  Customs'  ruling 
denying  application  of  New  York  For- 
eign-Trade Zone  Operators.  Inc..  for  per- 
mi.ssion  to  manipulate  rums  by  mixing 
and  coloring.    Docket  No.  8 — Appeal. 

Pursuant  to  the  authority  contained  In 
the  Foreign-Trade  Zones  Act  of  June  18. 
1934  (48  Stat.  998-1003:  19  U.  S.  C.  81a- 
81u).  the  Foreign-Trade  Zones  Board 
has  adopted  the  following  order  which  Is 
promulgated  for  the  Information  and 
guidance  of  all  concerned: 

The  New  York  Foreign  Trade  Zone 
Operators.  Inc..  duly  filed  with  this 
Board  on  July  6.  1948  Its  appeal  from  a 
ruling  of  the  Acting  Commissioner  of 
Customs  denying  an  application  for  per- 
mission to  conduct  the  following  oper- 
ation in  the  New  York  Foreign-Trade 
Zone  under  section  3  of  tiie  above-cited 
act: 

Docket  No.  8 — Mixing  and  coloring  differ- 
ent rums. 

Accordingly,  after  full  consideration, 
it  is  hereby  ordered  as  follows: 

1.  The  action  of  the  Acting  Commis- 
sioner of  Customs  in  denying  the  appli- 
cation for  permission  to  conduct  the 
operation  as  described  In  Docket  No.  8 
Is  overruled  and  this  operation  is  hereby 
approved. 

2.  This  order  In  no  way  determines  the 
applicability  of  Federal  Internal  Reve- 
nue taxes  to  the  operation  set  forth 
above  and  as  described  in  Docket  No.  8. 

3.  The  Executive  Secretary  is  directed 
to  notify  the  Appellant,  the  Acting  Com- 
missioner of  Customs  and  other  inter- 
ested parties  of  the  action  above  taken. 

This  order  Is  effective  March  10,  1949. 

[seal]  Charles  Sawyer, 

Secretary  of  Commerce, 
Chairman  Foreign-Trade  Zones  Board. 

[F.   R.    Doc.    49-1928;    Filed,    Mar.    14.    1949; 
8:50  a.   m] 

CIVIL  AERONAUTICS  BOARD 

1  Docket  No.  1705  et  al.J 

Air  Freight  Rate  Investigation; 
Directional  Commodity  Rates 

notice  of  hearing 

.In  the  matter  of  the  Investigation  of 
directional  rates  and  charges  for  the 
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transportation  of  freight  by  air  estab- 
lished, demanded,  and  charged  by  certifi- 
cated and  noncertificated  air  carriers. 

Notice  is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  205  (a) 
and  1002  of  said  act,  that  hearing  in 
the  above-entitled  proceeding  Is  a.sslgned 
to  be  held  on  March  28.  1949.  at  10:00 
a.  m.  (eastern  standard  time)  in  the 
West  Ballroom.  Shoreham  Hotel.  Wash- 
ington, D.  C,  before  Examiner  Herbert 
K.  Bryan. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  the  orders  of  investi- 
gation, particular  attention  will  be  di- 
rected to  the  following  matters  and 
questions: 

I.  Whether  there  .should  be  directional 
or  backhaul  rates  for  sf>ecific  commod- 
ities. 

A.  If  so; 

( 1 »  Between  what  points  or  areas 
should  such  rates  be  applicable? 

(2>  In  what  form  should  such  rates 
be  e.stabllshed? 

<3)  At  what  levels  should  such  rates 
be  fixed? 

<4)  To  what  commodities  should  such 
rates  be  applicable? 

II.  If  specific  directional  or  backhaul 
rates  are  not  required,  what  measures 
can  be  adopted  to  develop  satisfactory 
operating  load  factors  in  the  air  freight 
industry? 

For  more  detailed  information  with 
respect  to  the  issues  involved,  attention 
is  directed  to  the  prehearing  conference 
report  Issued  in  thi.<?  proceeding. 

Notice  also  Is  given  that  any  person, 
other  than  parties  and  interveners  of 
record  as  oi  March  9,  1949,  desiring  to 
be  heard  In  this  proceeding  must  file 
with  the  Board  on  or  before  March  28, 
1949,  a  statement  setting  forth  tlie  is- 
sues of  fact  or  law  raised  by  this  pro- 
ceeding on  which  he  desires  to  be  heard. 

For  further  details  with  respect  to 
this  investigation,  interested  parties  are 
referred  to  the  pertinent  orders  of  the 
Civil  Aeronautics  Board  on  file  in  the 
docket. 

Dated  at  Wa.shington,  D.  C.  March  9, 
1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.   49-1929;    Piled.   Mar.    14.    1949; 
845  a.  m.j 


INTERSTATE  COMMERCE 
COMMISSION 

Organization  and  Assignment  of  Work 

March  8.  1949. 
The  Interstate  Commerce  Commission 
announces  that  It  has  amended  Its  order 
as  to  assignment  of  work,  entered  June  8, 
1942,  as  amended,  pursuant  to  the  pro- 
visions of  section  17  of  the  Interstate 
Commerce  Act,  as  amended,  and  section 
3  (a)  of  the  Administrative  Procedure 
Act  (60  Stat.  237;  5  U.  S.  C.  Supp.  1001). 
by  revising  section  11,  Bureau  Organiza- 
tion, so  that  the  first  paragraph  of  sub- 
division (d) ,  Bureau  of  Formal  Cases,  (1) 
Functions,  shall  read  as  follows; 
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(d)  Bureau  of  Formal  Cases — (1) 
Functions.  This  bureau,  headed  by  a 
Chief  Examiner,  handles  the  Commis- 
sion's formal  proceedings  In  connection 
with  rates,  fares,  charges,  classifications, 
regulations  and  practices  of  carriers 
under  Parts  I.  III.  and  IV,  and  in  certain 
proceedings  under  Part  II  of  the  act, 
except  those  assigned  to  the  Commission. 
a  division  or  to  an  Individual  Commis- 
sioner for  administrative  handling.  The 
cases  fall  in  the  following  categories: 
(i)  Hearings  on  general  investigations  in- 
stituted by  the  Commission  on  its  own 
motion,  and  complaint  and  answer  cases, 
(ii)  hearings  growing  out  of  orders  for 
Investigation  and  suspension  of  newly 
filed  rates  by  reason  of  protests,  or  on  the 
Commission's  own  motion,  uii)  hearings 
on  applications  under  section  4  (49 
U.  S.  C.  4>  and  other  sections  of  the  act. 
(iv)  hearings  on  applications  for  oper- 
ating authority  under  Parts  III  and  IV  of 
the  act,  <v)  hearings  in  motor-carrier 
proceedings  arising  under  section  5.  Part 
I.  and  in  all  proceedings  arising  under 
Part  II  of  the  act.  wherein  an  employee 
of  the  Commission  assigned  to  the  Bureau 
of  Motor  Carriers  performs  any  investi- 
gative or  prosecuting  functions,  and  (vi) 
hearings  on  matters  arising  under  sec- 
tion 5a  relating  to  agreements  between 
or  among  carriers. 

fSEALl  W.P.  B\RTEL. 

Secretary. 

|F.    R.    Doc.    49-1940;    Filed.    Mar.    14.    1949; 
8:49  a.  m.j 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  1-2562] 

American  Silver  Corp. 

notice  of  application  to  sttiike  from 
listing  and  registration,  and  of  oppor- 
tunity for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  9th  day  of  March  A.  D.  1949. 

The  San  Francisco  Mining  Exchange, 
pursuant  to  section  12  td>  of  the  Secu- 
rities Exchange  Act  of  1934  and  Rule 
X-12D2-1  (b)  promulgated  thereunder, 
has  made  application  to  strike  from  reg- 
istration and  listing  the  Common  Capital 
Stock,  10<*  Par  Value,  Nonassessable,  of 
American  Silver  Corporation. 

The  application  alleges  that  fl>  the 
American  Silver  Corporation  has  filed  a 
petition  In  bankruptcy  In  the  District 
Court  of  the  United  States  for  the  South- 
ern District  of  California;  i2)  these 
shares  of  stock  no  longer  can  be  trans- 
ferred on  the  stock  transfer  records  of 
the  American  Silver  Corporation;  (3)  on 
April  14,  1948  the  San  Francisco  Mining 
Exchange  suspended  the  above  security 
from  trading  on  that  exchange;  and  (4) 
the  rules  of  the  San  Francisco  Mining 
Exchange  with  respect  to  striking  a  se- 
curity from  registration  and  listing  have 
been  compiled  with. 

Upon  receipt  of  a  request,  prior  to 
April  5,  1949,  from  any  interested  person 
for  a  hearing  in  regard  to  terms  to  be 
Imposed  upon  the  delisting  of  this  secu- 
rity,   the    Commission    will    determine 
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whether  to  set  the  matter  down  for  hear- 
ing. Such  request  should  state  briefly 
the  nature  of  the  Interest  of  the  person 
requesting  the  hearing  and  the  position 
he  proposes  to  take  at  the  hearing  with 
respect  to  Imposition  of  terms  or  con- 
ditions. In  addition,  any  Interested  per- 
son may  submit  his  views  or  any  addi- 
tional facts  bearing  on  this  application 
by  means  of  a  letter  addressed  to  the 
Secretary  of  the  Securities  and  Ex- 
change Commission,  Washington.  D.  C. 
If  no  one  requests  a  hearing  on  this  mat- 
ter, this  application  will  be  determined 
by  order  of  the  Commission  on  the  basis 
of  the  facts  stated  In  the  application,  and 
other  information  contained  in  the  offi- 
cial file  of  the  Commission  pertaining 
to  this  matter. 

By  the  Commi.ssion. 

[seal!  ORval  L.  DuBris. 

Secretary. 

IF.    R.    Doc.   49  1931:    Filed.    Mar.    14,    1949; 
8:45  a.  m.) 


[Pile  Nob.  54-139.  69-12.  70-1806) 

Electric  Power  and  Light  Corp.  et  al. 

order  approving  plan  filed 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C  ,  on 
the  7th  day  of  March  A.  D.  1949. 

In  the  matter  of  Electric  Power  &  Light 
Corp..  File  No.  54-139;  Electric  Bond  and 
Share  Company,  Electric  Power  t  Light 
Corporation,  et  al..  Respondents.  File  No. 
59-12;  Electric  Bond  and  Share  Com- 
pany. Pile  No.  70-1806. 

Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany and  a  subsidiary  of  Electric  Bond 
and  Share  Company  ("Bond  and 
Share"),  al^o  a  registered  holding  com- 
pany, having  filed  an  application  pur- 
.suant  to  section  11  (e»  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("the  act")  and  other  applicable  provi- 
sions of  the  act  for  approval  of  a  plan, 
and  amendments  thereto  <"the  Plan"), 
providing,  among  other  things,  for  the 
dis.solution  of  Electric  and  for  Its  liqui- 
dation through  the  distribution  of  its 
assets  among  its  security  holders: 

Bond  and  Share  having  filed  an  ap- 
plication-declaration respecting  Its  ac- 
quisition and  disposition  of  the  securi- 
ties which  It  is  to  receive  under  the  Plan, 
as  amended,  and  its  payment  to  Electric 
of  $2,200,000  in  settlement  of  certain 
claims  asserted  by  the  latter; 

Public  hearings  having  been  duly  held 
after  appwopriate  notice,  at  which  hear- 
ings all  interested  persons  were  afforded 
opportunity  to  be  heard ; 

Electric  having  requested  the  Com- 
mission to  enter  an  order  reciting  that 
the  transactions  propo.sed  In  the  Plan 
are  necessary  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  act  and  are 
fair  and  equitable  to  the  persons  affected 
thereby,  and  that  such  order  contains 
recitals  In  accordance  with  the  require- 
ments of  the  Internal  Revenue  Code,  as 
amended.  Including  section  1808  <f)  and 
Supplement  R  thereof; 

Electric  having  further  requested  the 
Commission,  pursuant  to  section  11  (e) 


of  the  act.  to  apply  to  an  appropriate 
court.  In  accordance  with  the  provisions 
of  section  18  (f)  of  the  act,  to  enforce 
and  car  y  out  the  terms  and  provisions 
of  the  Plan; 

The  Commi.ssion  having  considered  the 
record  in  the  matter  and  having  filed  Its 
findings  and  opinion  herein  on  March  1, 
1949,  finding  therein  that  the  Plan  Is 
necessary  to  effectuate  the  provisions  of 
section  11  <b)  of  the  act  and.  if  amended 
in  certain  respects  as  set  forth  In  said 
findings  and  opinion,  fair  and  equitable 
to  all  persons  affected  thereby; 

Electric  having,  on  March  3,  1949.  filed 
an  amendment  to  the  Plan  modifying 
the  Plan  in  accordance  with  the  afore- 
said findings  and  opinion  of  the  Com- 
mi.ssion ; 

The  Commi.'^sion  having  considered  the 
aforesaid  amendment  filed  on  March  3, 
1949.  in  the  light  of  Its  findings  and  opin- 
ion of  March  1. 1949.  and  finding  that  the 
Plan,  as  thus  amended.  Is  necessary  to 
effectuate  the  provisions  of  section  11  'b) 
of  the  act  and  is  fair  and  equitable  to  the 
persons  affected  by  It; 

It  is  ordered.  On  the  basis  of  the  record 
herein  and  the  said  findings  and  opinion, 
pursuant  to  section  11  (e)  of  the  act  and 
other  applicable  provisions  of  the  act, 
that  the  said  Plan,  as  amended,  be  and  it 
hereby  Is  approved  subject  to  tlie  terms 
and  conditions  contained  in  Rule  U-24 
and  to  the  following  additional  terms 
and  conditions: 

1.  That  the  order  entered  herein  shall 
not  be  operative  to  authorize  the  con- 
summation of  the  transactions  proposed 
in  the  Plan,  as  amended,  until  an  appro- 
priate United  States  District  Court  shall, 
upon  application  thereto,  enter  an  order 
enforcing  said  Plan,  as  amended; 

2.  That  Juri.'^dlctlon  be  and  hereby  is 
specifically  reserved  to  determine  the 
rea.sonablene.ss  and  appropriate  alloca- 
tion of  all  fees  and  expenses  and  other 
remuneration  Incurred  or  to  be  Incurred 
In  connection  with  the  said  Plan,  as 
amended,  and  the  tran.sactions  incident 
thereto,  other  than  the  fairness  and  rea- 
sonableness of  the  fees  and  cxpen.ses  In- 
cident to  the  stockholders'  actions  enu- 
merated in  Part  II  of  the  Plan,  a."? 
amended; 

3.  That  jurisdiction  be  and  hereby  Is 
specifically  reserved  with  respect  to  the 
appropriateness  under  the  act  of  the  pro- 
posed charter  provisions  and  new  Board 
of  Directors  of  United  Gas  Corporation 
("United"),  both  of  which  matters  are 
the  subject  of  a  separate  application- 
declaration  filed  by  United  under  File  No. 
70-1949; 

4.  That  jurl.'^dictlon  be  and  hereby  Is 
.specifically  reserved  to  entertain  such 
further  proceedings,  to  make  such  sup- 
plementary findings  and  to  take  such 
further  action  as  may  be  necessary  In 
connection  with  the  Plan,  as  amended, 
the  transactions  Incident  thereto  and 
the  consummation  thereof,  and  to  Insti- 
tute and  conduct  such  further  proceed- 
ings under  section  11  (b)  of  the  act  with 
respect  to  Middle  South  Utilities,  Inc. 
(  "Middle  South")  as  may  be  necessary 
or  appropriate; 

It  is  further  ordered,  that  the  applica- 
tion-declaration of  Bond  and  Share  re- 
ferred  to   above   be   and   it   Is   hereby 
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granted  and  permitted  to  become  effec- 
tive; 

It  is  further  ordered  and  recited.  That 
the  issues,  distributions,  transfers  and 
exchanges  of  securities  and  the  expendi- 
tures, Investments  and  transactions  spec- 
ified and  Itemized  below,  all  as  provided 
by  the  Plan,  as  amended,  are  necessary 
or  appropriate  to  the  Integration  or  sim- 
plification of  the  holding  company  sys- 
tems of  which  Electric  and  Bond  and 
Share  are  members,  and  are  necessary  or 
appropriate  to  effectuate  the  provisions 
of  section  11  (b)  of  the  act,  all  In  ac- 
cordance with  the  meaning  and  require- 
ments of  the  Internal  Revenue  Code,  as 
amended,  including  section  1808  (f)  and 
Supplement  R  thereof: 

1.  The  organization  of  Middle  South, 
as  provided  In  the  Plan,  as  amended,  and 
the  transfer  to  It  by  Electric  of  all  secu- 
rities owned  by  Electric  In  Arkansas 
Power  ti  Light  Company,  Louisiana 
Power  &  Light  Company.  Mi.sslssippi 
Power  L  Light  Company,  New  Orleans 
Public  Service,  Inc.,  and  Gcntilly  Devel- 
opment Company.  Inc..  and  (ash  In  the 
amount  of  $2,000,000  In  exchange  for  the 
I-ssuance  and  transfer  to  Electric  by  Mid- 
dle South  of  all  Its  Initially  outstanding 
capital  stock,  except  directors'  qualify- 
ing shares; 

2.  The  distribution  and  transfer  by 
Electric  of  6.5  shares  of  Common  Stock 
of  United  and  4.5  shares  of  Common 
Stock  of  Middle  South  In  exchange  for 
each  .share  of  $7  Preferred  Stock  of  Elec- 
tric. Including  all  accumulated  and  un- 
paid dividends  thereon,  surrendered  for 
retirement  pursuant  to  the  Plan,  as 
amended,  by  holders  of  the  $7  Preferred 
Stock; 

2,  The  distribution  and  transfer  by 
Electric  of  5.9  shares  of  Common  Stock 
of  United  and  4  1  .shares  of  Common 
Stock  of  Middle  South  In  exchange  for 
each  share  of  $6  Preferred  Stock  of  Elec- 
tric. Including  all  accumulated  and  un- 
paid dividends  thereon,  surrendered  for 
retirement  pursuant  to  the  Plan,  as 
amended,  by  holders  of  the  $6  Preferred 
Stock ; 

4.  The  distribution  and  transfer  by 
Electric  of  6.25  shares  of  Common  Stock 
of  United  and  4.3  shares  of  Common 
Stock  of  Middle  South  and  cash  as  pro- 
vided In  the  Plan,  as  amended,  in  ex- 
change for  each  share  of  $7  Second 
Preferred  Stock,  Including  all  accumu- 
lated and  unpaid  dividends  thereon, 
surrendered  for  retirement  pursuant  to 
the  Plan,  as  amended,  by  holders  of  the 
$7  Second  Preferred  Stock; 

^.  In  connection  with  the  complete 
liquidation  of  Electric,  the  distribution 
and  transfer  of  the  remaining  assets, 
consisting  of  Common  Stock  of  Middle 
South,  Common  Stock  of  United  and 
cash,  among  holders  of  the  Common 
Stock  and  Option  Warrants  of  Electric 
pursuant  to  the  Plan,  as  amended; 

6.  The  Issuance,  distribution,  transfer 
and  exchange  of  Common  Stock  scrip  of 
United  and  of  Middle  South  to  the  extent 
necessary  to  carry  out  the  Plan,  as 
amended ; 

7.  The  revocation,  abrogation  and  can- 
cellation of  all  the  outstanding  securities 
of  Electric,  pursuant  to  the  Plan,  as 
amended;  and 
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8.  All  other  exchanges  and  transfers 
of  the  $7  Preferred  Stock,  the  $6  Pre- 
ferred Stock,  the  $7  Second  Preferred 
Stock,  the  Common  Stock  and  the  Option 
Warrants  of  Electric  for  Common  Stock 
and  Common  Stock  scrip  of  United  and 
of  Middle  South  which  are  required  In 
order  to  carry  out  the  Plan,  as  amended. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.   Doc.    49-1933;    Filed.    Mar.    14,    1949; 
8:47  a.  m.j 


(Pile  No.  70-20671 

Standard  Gas  and  Electric  Co. 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  8th  day  of  March  1949. 

Standard  Gas  and  Electric  Company 
("Standard  "),  a  registered  holding  com- 
pany, has  filed  an  application  pursuant 
to  sections  9  and  10  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act") 
relating  to  the  transactions  summarized 
below: 

Standard  proposes  to  purchase  on  the 
New  York  Stock  Exchange  such  number 
of  shares  of  the  Common  Stock,  without 
par  value,  of  Northern  States  Power 
Company,  a  Minnesota  corporation 
(""Northern  States"),  as  it  may  deem 
necessary  or  appropriate  for  the  purpose 
of  stabilizing  the  market  price  of  such 
stock.  Such  purchases.  If  any,  are  pro- 
posed to  be  made  by  Standard  during  a 
period  beginning  after  Standard  gives 
notice,  of  a  time  for  receipt  of  bids,  to  all 
persons  who  have  previously  advised 
Standard  of  their  desire  for  an  oppor- 
tunity to  bid  with  respect  to  the  purchase 
of  364.684  shares  of  such  stock  of  North- 
ern States  owned  by  Standard  (which 
time  is  to  be  not  less  than  12  hours  after 
such  notice  has  been  given)  and  continu- 
ing until  the  opening  of  such  bids,  but 
in  no  event  for  a  period  longer  than  3 
days. 

Applicant  states  that  any  shares  it  may 
purchase  pursuant  to  the  stabilizing  pro- 
gram will  be  promptly  disposed  of  after 
appropriate  notice  to  the  Commission. 

Appropriate  notice  pursuant  to  Rule 
44  (c)  with  respect  to  the  proposed  sale 
of  the  aforesaid  shares  of  stock  of  North- 
ern States  has  been  given  to  the  Commis- 
sion by  Standard  and  no  filing  has  been 
required  by  the  Commission  with  respect 
to  such  sale.  Standard  will  report  the 
results  of  the  bidding  and  Its  acceptance 
of  any  bid  will  be  subject  to  the  entry  by 
the  Commission  of  an  order,  conforming 
to  the  requirements  of  Supplement  R  and 
section  1808  (f )  of  the  Internal  Revenue 
Code,  as  amended. 

The  application  having  been  filed  on 
February  21,  1949,  and  an  amendment 
thereto  having  been  filed  on  February  24, 
1949,  notice  of  said  filing  having  been 
given  In  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act,  and  the  Commission  not  having 
received  a  request  for  a  hearing  with  re- 
spect to  said  application,  as  amended. 


1161 

within  the  period  specified  In  said  notice, 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding,  with  respect 
to  the  proposal  to  acquire  shares  of 
Common  Stock,  without  par  value,  of 
Northern  States,  for  the  purpose  of  sta- 
bilizing the  market  price  of  such  stock, 
that  the  requirements  of  the  applicable 
provisions  of  the  act  and  the  rules  and 
regulations  promulgated  thereunder  are 
satisfied,  and  that  it  Is  not  necessary  to 
lmpo.se  any  terms  and  conditions  other 
than  those  set  forth  below,  and  the  Com- 
mission deeming  It  appropriate  In  the 
public  Interest  and  In  the  Interest  of  In- 
vestors and  consumers  that  the  said  ap- 
plication, as  amended,  be  granted: 

It  is  ordered,  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of  said 
act  that  said  application,  as  amended, 
be,  and  the  same  hereby  is,  granted,  ef- 
fective forthwith,  subject  to  the  terms 
and  conditions  prescribed  In  Rule  U-24. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  August  8,  1941.  the 
effect  of  which  Is  to  require  Standard 
Gas  and  Electric  Company  to  sever  its 
relationship  with  Northern  States  Power 
Comp>any,  a  Minnesota  corporation,  by 
disposing  or  causing  the  disposition.  In 
any  appropriate  manner  not  In  contra- 
vention of  the  applicable  provisions  of 
the  act  or  of  the  rules  and  regulations 
promulgated  thereunder,  of  Its  direct  and 
indirect  ownership,  control  and  holding 
of  securities  ls.sued  by  Northern  Slates 
Power  Company,  a  Minnesota  corpora- 
tion, shall  be  deemed  to  require  the  dis- 
position of  any  shares  of  Common  Stock, 
without  par  value,  of  Northern  States 
Power  Company,  a  Mlnne.sota  corpora- 
tion, acquired  by  Standard  Gas  and  Elec- 
tric Company  as  a  result  of  stabilizing 
the  market  price  of  such  stock,  as  au- 
thorized herein,  with  the  same  force  and 
effect  as  If  said  shares  had  been  held 
by  Standard  Gas  and  Electric  Company 
as  of  the  date  of  the  said  order. 

By  the  Commission. 

I  seal  1  Orval  L.  DuBois, 

Secretary. 

|F.   B.   Doc.   49-1932;    Filed.    Mar.    14,    1949; 
8:45  a.  m.l 


[FllB  No.  70-2071) 

MoNTAUP  Electric  Co. 

notice   OF   FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  9th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Montaup 
Electric  Company  ("Montaup").  an  in- 
direct public-utility  subsidiary  company 
of  Eastern  Utilities  Associates  ("EUA"), 
a  registered  holding  company,  has  filed  a 
declaration  with  this  Commi.ssion  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  Montaup  has  desig- 
nated section  7  of  the  act  as  applicable  to 
the  proposed  transactions. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
23,  1949,  request  the  Commission  In  writ- 
ing that  a  hearing  be  held  on  such  mat- 
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ters,  stating  the  nature  of  his  interest, 
the  reasons  for  such  request  and  the 
Issues,  if  any.  of  fact  or  law  raised  by 
said  declaration,  as  filed  or  as  amended, 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Commis- 
sion should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed:  Secre- 
tary. Securities  and  Exchange  Commis- 
sion. 425  Second  Street  NW..  Washing- 
ton 25.  D.  C.  At  any  time  after  March 
23.  1949.  said  declaration,  as  filed  or  ds 
aniended.  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act,  or  the  Commission  may  exempt 
such  transactions  as  provided  in  Rule 
U-20  ia»  and  Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission,  for  a  statement 
of  the  transactions  therein  proposed 
which  may  be  summarized  a^  follows: 

Montaup  proposes  to  issue  from  time 
to  time  unsecured  promi.'^sory  notes  in  an 
aggregate    amount    not    in    excess    of 
$4,000,000.    The  notes,  bearing  an  inter- 
est rate  of  2 '4%  per  annum  and  matur- 
ing not  later  than  one  year  le.«;s  one  day 
after  the  date  of  issue  of  the  first  of  said 
notes  and  in  no  event  later  than  March 
31.  1950.  will  be  is.sued  to  The  First  Na- 
tional Bank  of  Boston.    The  notes  may 
be  prepaid  at  any  time  without  premium. 
The  declaration  states  that  the  pro- 
ceeds of  the  notes  will  be  used  to  prepay 
(without  premium^  $740,000  face  amount 
of     presently     outstanding     un.secured 
2V4%  short-term  bank  notes  and  to  fi- 
nance con.struction  requirements  through 
March  31.  1950.    The  declaration  further 
states  that  Montaup  plans  a  construction 
program  involving  the  Installation  of  a 
60.000  kilowatt  steam-electric  generating 
unit,  now  on  order.    It  is  contemplated 
by  Montaup  that,  prior  to  the  maturity 
of  the  proposed  notes,  a  plan  of  perma- 
nent financing  will  be  formulated  to  pro- 
vide that  company  with  sufficient  funds 
to  pay  the  proposed  notes  at  maturity 
and  to  supply  additional  capital  for  the 
construction  program. 

The  declaration  indicates  that  with  re- 
spect to  the  proposed  transactions,  it  Is 
not  necessary  to  secure  the  approval  of 
any  State  commission  or  Federal  com- 
mission, other  than  this  Commission. 
The  expenses  In  connection  with  the  pro- 
posed tran.sactions  are  estimated  in  the 
declaration  at  $1,200.  of  which  $1,000 
repre.sents  estimated  fees  and  expenses 
for  legal  services. 

By  the  Commission. 

Orval  L.  DtjBois, 
Secretary. 

IF.    R.   Doc.   49-1934;    Filed,   Mar.    14.    1949; 
8:48  a.  m.l 


(File  N06.  70-2072.  70-2074] 

Oklahoma   Gas   and   Electric   Co.   and 
Standard  Gas  and  Electric  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  9th  day  of  March  1949. 


NOTICES 

Notice  is  hereby  given  that  applica- 
tions have  been  filed  with  the  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("Acl">  by 
Standard  Gas  and  Electric  Company 
("Standard"),  a  registered  holding  com- 
pany and  a  subsidiary  of  Standard  Power 
and  Light  Corporation,  also  a  registered 
holding  company,  and  by  Standards 
subsidiary,  Oklahoma  Gas  and  Electric 
Company  ("Oklahoma"'.  Oklahoma 
designates  section  6  (b>  and  Standard 
designates  sections  9  (a)  and  9  (O  of  the 
act  as  applicable  to  the  proposed  trans- 
actions. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than 
March  23.  1949,  at  5:30  p.  m..  e.  s.  t..  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matters,  stating 
the  nature  of  his  interest,  the  reasons  for 
such  request  and  the  issues,  if  any,  of  fact 
or  law  raised  by  said  applications  which 
he  desires  to  controvert,  or  may  re- 
quest that  he  be  notified  if  the  Commis- 
sion should  order  a  hearing  thereon.  Any 
such  request  should  be  addres.sed  to  the 
Secretary.  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.  At  any  time  after  March 
23,  1949,  either  or  both  of  the  applica- 
tions may  be  granted  as  provided  in  Rule 
U-23  of  the  rules  and  regulations  pro- 
mulgated under  the  act,  or  the  Commis- 
tion  may  exempt  such  transaction  or 
transactions  as  provided  in  Rules  U-20 
la)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  applications,  which  are  on  file  at 
the  office  of  the  Commission,  for  a  state- 
ment of  the  transactions  therein  pro- 
posed, which  may  be  summarized  as  fol- 
lows : 

Oklahoma  proposes  to  issue  and  sell 
for  ca.sh  89,000  shares  of  its  authorized 
and  unissued  Common  Stock,  par  value 
$20  per  share.    It  proposes  to  Issue  to  the 
holders  of  its  outstanding  Common  Stock, 
full  share  and  fractional  share  Subscrip- 
tion Warrants  carrying  (a»   a  subscrip- 
tion right  for  shares  of  such  Common 
Stock  on  the  basis  of  one  share  for  each 
ten  shares  of  Common  Stock  held  of 
record,  and.  except  In  the  case  of  the 
Subscription  Warrants  to  be  issued  to 
Standard,  (b)  the  privilege  to  subscribe 
at  the  same  .subscription  price  per  share 
for  any  additional  number  of  shares  not 
subscribed  for  through  the  exercise  of 
the  aforesaid  Subscription  Warrants,  sub- 
ject to  pro  rata  allotment  of  such  addi- 
tionally subscribed  shares.     Any  shares 
which  remain  unsubscribed  for  upon  the 
expiration  of  the  aforesaid  Subscription 
Warrants    and    oversubscription    privi- 
leges, may  be  subscribed  for  by  Standard 
at  the  same  sul>scrlption  price.    It  is  ex- 
pected that  the  record  date  will  be  March 
23.  1949.    The  period  of  the  duration  of 
the  offer  (which  will  be  approximately 
15  days)  and  the  subscription  price  per 
share  are  to  be  supplied  by  Oklahoma  by 
amendment  herein. 

No  subscription  will  be  accepted  for 
fractional  shares;  Subscription  Warrants 
to  be  Issued  for  fractional  shares  will  be 
required  to  be  aggregated  for  one  or 
more  full  shares.  The  full  share  Sub- 
scription Warrants  will  be  in  registered 
form,  transferable  at  Oklahoma's  stock 


transfer  offices  in  Oklahoma  City.  Chi- 
cago and  New  York;  the  fractional  share 
Subscription  Warrants  will  be  in  bearer 
form,  transferable  by  deliveiy. 

Of  the  890,000  issued  and  outstanding 
shares  of  $20  par  value  Common  Stock 
of  Oklahoma,  Standard  owns  500,025 
shares,  which  constitute  31  95%  of  the 
voting  control  of  Oklahoma.  Under  the 
terms  of  the  proposed  offering.  Standard 
will  receive  and  proposes  to  exercise  Sub- 
scription Warrants  for  50  002  full  shares 
of  additional  Common  Stock  of  Okla- 
homa. Standard  further  proposes  to  sub- 
scribe for  those  shares,  if  any.  of  the 
proposed  offering  which  remain  umub- 
scribed  for  upon  the  expiration  of  the 
aforesaid  Subscription  Warrants  and 
oversubscription  privileges. 

Standard  states  that  If  permitted  to 
acquire  Oklahoma  Common  Stock  as 
proposed,  it  intends  to  sell  In  the  near 
future  200,000  shares  of  Common  Stock 
of  Oklahoma  plus  any  shares  purchased 
on  oversubscription,  or,  In  lieu  of  such 
sale  of  Oklahoma  Common  Stock,  not 
less  than  an  equivalent  dollar  amount  of 
shares  of  the  Common  Stock  of  Louisville 
Gas  and  Electric  Company,  also  a  sub- 
sidiary of  Standard. 

Oklahoma  has  filed  applications  with 
the  Corporation  Commission  of  the  State 
of  Oklahoma  and  the  Arkansas  Public 
Service  Commission  for  authorization 
with  respect  to  the  proposed  issuance. 

Oklahoma  requests  that  the  Commis- 
sion's order  authorizing  the  proposed 
offering  be  Issued  on  March  24.  1949.  and 
that  It  become  effective  forthwith  upon 
Issuance.  Standard  requests  that  the 
Commls.slon's  order  herein  authorizing 
the  propo.sed  acquisition  by  Standard  be 
Issued  and  become  effective  on  or  before 
the  date  of  is.suance  of  the  order  author- 
izing the  proposed  offering  by  Oklahoma. 

By  the  Commission. 

Orval  L.  DtjBois, 

Secretary. 

|F.    R.    Doc.    49  1935:    Filed.    Mar.  14.    1949; 
8:48  a.  ml 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Am-HORmr:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat  50.  925;  60 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946,  11  F.  R.  11981. 

[Vesting  Order   12815) 
Mina  Fuchs 

In  re :  Stock  owned  by  Mina  Puchs  also 
known  as  <Prau)  Mina  Fuchs  and  as 
Minna  Fuchs.     F-28-29148-A-1/2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Mina  Fuchs  also  known  as 
(Frau)  Mina  Fuchs  and  as  Minna  Fuchs, 
whose  last  known  address  is  Landstrasse 
28.  Schriesheim  an  der  Bergstrasse,  Land 
Baden,  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 
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2.  That  the  property  described  as  fol- 
lows: 

a.  Pour  (4)  shares  of  $20.00  par  value 
common  capital  stock  of  First  National 
Bank  of  New  Rochelle.  491  Main  Street. 
New  Rochelle.  New  York,  evidenced  by  a 
certificate  numbered  719.  registered  in 
the  name  of  (Frau)  Mina  Fuclis.  together 
with  all  declared  and  unpaid  dividends 
thereon,  and 

b.  Four  <4)  shares  of  $20.00  par  value 
conmmon  capital  stock  of  First  National 
Bank  of  New  Rochelle,  491  Main  Street. 
New  Rochelle.  New  York,  evidenced  by  a 
certificate  numbered  4687.  registered  in 
the  name  of  (Frau)  Mina  Fuchs,  and 
presently  In  the  custody  of  the  said  First 
National  Bank  of  New  Rochelle.  together 
with  all  declared  and  unpaid  dividends 
thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  10,  1949. 

For  the  Attorney  General. 

[seal]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.   R.   Doc.   49-1944;    Filed.   Mar.    14.    1949; 
8:50  a.  m.] 


[Vesting  Order  12838] 
Asa  Sakata 

In  re:  Debt  owing  to  Asa  Sakata.  F- 
39-5982-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Asa  Sakata.  whose  last  known 
address  is  982  Matsukoga  Ozu  Kikuchl 
Gun  Kumamoto.  Japan.  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2,  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Asa  Sakata  by  Union  Pacific 
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Railroad  Company.  1416  Dodge  Street. 
Omaha  2,  Nebraska,  in  the  amount  of 
$63.22  representing  wages  due  as  of  June 
1941.  together  with  any  and  all  accruals 
thereto  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  Asa  Sakata.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
February  15.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Offite  of  Alien  Property. 

IF.    R.    Doc.   49-1945;    Filed.   Mar.    14,    1949; 
8:50  a.  m.l 


[Vesting  Order  12873] 
Walter  Dobler 


In  re:  Estate  of  Walter  Dobler,  de- 
ceased. File  No.  D-28-10983;  E.  T.  sec. 
16733, 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Anna  Dobler  and  Fiitz  Dobler. 
whose  last  known  address  is  Germany. 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpar- 
agraph 1  hereof  in  and  to  the  estate  of 
Walter  Dobler.  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Paul  Wendler.  Jr.. 
as  executor,  acting  under  the  judicial 
supervision  of  the  Orphans'  Court  of 
Philadelphia  County,  Pennsylvania; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.   49-1946;    Filed.   Mar.    14.    1949; 
8:50  a.  m.j 


[Vesting  Order  12881] 
Edward  M.^llinckrodt  et  al. 

In  re:  Trust  agreement  dated  June  7, 
1921.  between  Edward  Mallinckrodt, 
donor,  and  the  St.  Louis  Union  Trust 
Company,  trustee,  for  the  benefit  of  Carl 
Wiskott.    File  No.  D-28-7353-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Irene  Thesing  and  Mrs.  Walter 
(Hertha)  Kabberlch.  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  June  7.  1921,  by  and  between  Ed- 
ward Mallinckrodt,  donor,  and  the  St. 
Louis  Union  Trust  Company,  trustee,  for 
the  benefit  of  Carl  Wiskott.  presently  be- 
ing administered  by  St.  Louis  Union  Trust 
Company,  trustee.  323  North  Broadway, 
St.  Louis  2.  Missouri. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
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BUltatlon  and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
With  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-1947:    Filed,    Mar.  14,    1949; 
850  a.  m.J 


[Vesting  Order  128821 
YOSHI  SUGAMURA 


In  re:  Rights  of  Yoshi  Sugamura 
under  Insurance  Contract.  File  No. 
F-39-1146-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Yoshi  Sugamura,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1032976,  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Yoshlhiro  Sugamura.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  the  legal  re- 
serve maintained  in  the  United  States), 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  afore- 
said national  of  a  designated  enemy 
country  (Japan > ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan >. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorr^y  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  p.   R.   Doc.   49-1948;    Filed.   Mar.   14,    1949; 
850  a.  m.J 


Executed   at  Washington,  D.   C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.  B.  Doc.  49-1949;    Filed.   Mar.   14,    1949; 
8:50  a.  m.] 


[Vesting  Order   12883] 
Helene  Thomas 

In  re:  Estate  of  Helene  Thomas,  de- 
cea.'^ed.  Pile  No.  D-28-10456;  E.  T.  sec. 
14871. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Augusta  Rohde,  Fritz  Thomas, 
Johanna  Neumann,  Annie  Thomas,  Hans 
Thomas,  Frnest  Thomas,  Greta  Thomas 
Kratzwhol.  Emma  Babel  Deppe.  Agnes 
Babel.  Babel  (given  name  un- 
known),    Babel    (given  name  un- 

known>.  Helen  Babel  Laufenkotter.  Wil- 
helm  Babel.  Hans  Thomas.  Meta  Thomas 
Danner,  Louise  Babel  D?ppe.  Franz 
Thomas.  Helen  Thomas.  Eva  Thomas 
and  Manfred  Thomas,  whose  last  known 
address  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  coimtry  ( Germany » ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Helene  Thomas,  deceased, 
Ls  property  payable  or  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  Maria  Martha 
Kibat,  as  administratrix  c.  t.  a.,  acting 
under  the  judicial  supervision  of  the 
County  Court  of  McLennan  County  and 
the  74th  District  Court  of  McLennan 
County,  Waco,  Texas; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 


[Vesting  Order  12885] 
Marie  Werner 


In  re:  Trust  under  will  of  Marie  Wer- 
ner, deceased.    File  No.  D-28-12434. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Reinhold  Willenberg,  decea.sed, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  trust  created 
under  paragraph  Second  B  of  the  will  of 
Marie  Werner,  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Albert  W.  Venino 
and  Johannes  Wiedmann,  as  co-trustees, 
acting  under  the  Judicial  supervision  of 
the  Surrogate's  Court,  County  of  Kings, 
New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  domi- 
ciliary personal  representatives,  heirs- 
at-law,  next-of-kin,  legatees  and  dis- 
tributees, names  unknown,  of  Reinhold 
Willenberg,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelow, 

A.<!sistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.   Doc.   49-1950;    Piled.   Mar.    14,   194»; 
8:50  a.  m.] 


[Vesting  Order  12886] 
Helene  Preytao  et  al. 

In  re:  Claims  owned  by  Helene  Frey- 
tag.  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Elxecu- 
tive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found : 

1.  Tliat  the  persons,  whose  names  and 
last  known  addresses  appear  below,  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  coimtry  (Germany); 

Names  and  Last  Known  Addresses 

Helene  Freytag.  Oermany. 

Llselotte  Jacobs.  Oermany. 

Marlagnes  Mueller.  Germany. 

Alice  Nagel,  Germany. 

Anna  von  Unruh,  Germany. 

Lenl  von  Unruh,  Oermany. 

Susanna  Storch,  Germany. 

Horst  Rabetge.  Hlndenburgstrasse  32  Han- 
over, Germany. 

Glsela  Rabetge.  Hlndenburgstrasse  32, 
Hanover,  Oermany. 

2.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees, names  unknown,  of  Georg  Christof 
von  Unruh.  also  known  as  Georg  von 
Unruh,  deceased,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated  en- 
emy country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Fidelity-Philadelphia  Trust 
Company,  Broad  and  Walnut  Streets, 
Philadelphia  9.  Pennsylvania,  arising  out 
of  an  account  entitlecl  Agency  for  Bene- 
ficiaries under  the  Will  of  Else  C.  Frey- 
tag, Account  #46210,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  persons 
named  In  subparagraph  1  hereof  and  the 
personal  representatives,  heirs,  next  of 
kin,- legatees  and  distributees,  names  un- 
known, of  Georg  Christof  von  Unruh,  also 
known  as  Georg  von  Unruh.  deceased, 
the  aforesaid  nationals  oi  a  designated 
enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees,  names  un- 
known, of  Georg  Christof  von  Unruh, 
also  known  as  Georg  von  Unruh,  de- 
ceased, are  not  within  a  designated  en- 
emy country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  In  subparagraph  3  hereof,  to 
be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  inter- 


est of  and  for  the  benefit  of  the  United 
States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  B.\zelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.  Doc.   49-1951:    Filed,   Mar.    14,    1949: 
8:51  a.  m.] 


Executed   at  Washington,  D.   C,   on 
March  2,  1949. 

For  the  Attorney  General, 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.  Doc.   49-1952;    Filed.   Mar.   14.   1949; 
8:51  a.  m.] 


(Vesting  Order  12889] 
F^ANZ  Hertzbero  et  al. 

In  re:  Bank  account  owned  by  Franz 
Hertzberg,  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Franz  Hertzberg,  Gertrud 
Oderich,  Wilhelm  Hertzberg,  Ursula 
Wartenbach,  Erlka  Hertzberg,  Klara 
Hertzberg,  Mertha  Hertzberg,  also  known 
as  Martha  Hertzberg,  and  Rudolf  Red- 
mer.  whose  last  known  addresses  are 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Chemical  Bank  &  Trust  Com- 
pany, 165  Broadway,  New  York,  New 
York,  arising  out  of  an  account  entitled 
Estate  of  Clara  Witte,  deceased,  main- 
tained at  the  branch  oflBce  of  the  afore- 
said bank  located  at  30  Broad  Street, 
New  York,  New  York,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  coimtry 
(Germany) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sulation  and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
CJeneral  of  the  United  States  the  prop- 
erty described  In  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  In  the  In- 
terest of  and  for  the  benefit  of  the  United 
States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 


[Vesting  Order  12891] 
K.    ISHTI 

In  re:  Claim  owned  by  K.  Ishu.  also 
known  as  K.  Ishuin.  9-017-15040.  F-39- 
6382-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  K.  Ishu.  also  known  as  K. 
Ishuin,  whose  last  known  address  Is  Ku- 
momoto  Ken,  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  K.  Ishu.  also  known  as  K. 
Ishuin.  by  C.  Dan  Lange,  Esq.,  351  Cali- 
fornia Street.  San  Francisco.  California, 
representing  a  portion  of  the  funds  re- 
ceived by  the  said  C.  Dan  Lange,  as  a  re- 
sult of  the  compromise  settlement  of  a 
certain  deed  of  trust,  which  was  executed 
by  Hlroshi  Endo,  on  December  19,  1932. 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  t>ehalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan ' ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  .sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  countjy"  as  used  herein  shall  have 
the  meanings  prescribed  In  .section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49  1953;    Filed.    Mar.    14,    1949; 
8:51  a.  m.] 
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(VMtlng  Order  129141 
Karl  T.  Villmann 

In  re :  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Karl  T. 
Villmann.  deceased.    F-28-29255-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law,  after  investigation,  it  is  hereby 
found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  dis- 
tributees of  Karl  T.  Villmann.  deceased, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Hoboken  Bank  for  Savings. 
Hoboken.  New  Jersey,  arising  out  of  a 
Savings  Account,  Account  number 
186517.  entitled  Karl  T.  Villmann.  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  the  personal 
representatives,  heirs,  next  of  kin.  leg- 
atees and  distributees  of  Karl  T.  Vill- 
mann. deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Karl  T. 
Villmann,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  na- 
tionals of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  actions  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorneu  General. 
Director,  Office  of  Alien  Property. 

|P.    R.    Doc.    49-1956:    Filed.    Mar.    14.    1949; 
8:52  a.  m.) 


NOTICES 

(Vesting  Order  12916] 


N.  V.  Potash  (Kali)  Export  Maatschappij 

In  re:  Bank  accounts  owned  by  N.  V. 
Potash  (Kali)  Export  Maatschappij. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law,  after  investigation,  it  is  hereby 
found: 

1.  That  Deutsches  Kalisyndikat  G.  m. 
b.  H.,  the  last  known  address  of  which  is 
Berlin.  Germany,  is  a  corporation  organ- 
ized under  the  laws  of  Germany,  and 
which  has  or,  since  the  effective  date  of 
Executive  Order  8389.  as  amended,  has 
had  its  principal  place  of  business  in 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  N.  V.  Potash  (Kali)  Export 
Maatschappij  is  a  corporation  organized 
under  the  laws  of  the  Netherlands,  whose 
principal  place  of  business  is  located  at 
Am.sterdam,  Holland  and  is  or,  since  the 
effective  date  of  Executive  Order  8389, 
as  amended,  has  been  owned  or  con- 
trolled by  or  acting  or  purporting  to  act 
directly  or  mdirectly  for  the  benefit  of 
or  on  behalf  of  the  aforesaid  Deutsches 
Kalisyndikat  G.  m.  b.  H.  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obliga- 
tions of  the  banks  listed  In  Exhibit  A, 
attached  hereto  and  by  reference  made 
a  part  hereof,  arising  out  of  the  accounts 
described  in  said  Exhibit  A,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same; 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,,  or  which  is  evidence  of 
ownership  or  control  by  N.  V.  Potash 
(Kali)  Export  Maatschappij.  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  N.  V.  Potash  (Kali)  Export 
Maatschappij  is  controlled  by  or  acting 
for  or  on  behalf  of  a  designated  enemy 
country  (Germany)  or  persons  within 
such  country  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ;  and 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  bentfit  oi  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Properly. 

ExHiBrr  A 

Name  and  Address  of  Bank  and  Description 
of  Account 

The  National  City  Bank  of  New  York,  65 
Wall  Street.  New  York.  N.  Y.:  Checking  ac- 
count entitled  N.  V.  Potash  (Kail)  Export 
M.  I.  J.,  Deposit  Account."  maintained  at 
branch  office  located  at  17  East  42d  Street. 
New  York.  N.  Y. 

J.  Henry  Schroder  Banking  Corp..  46  Wil- 
liam Street.  New  York.  N.  Y.:  Current  ac- 
count entitled  N.  V.  Potash  Export  Maat- 
schappij. 

The  First  National  Bank  of  Boston.  67  Milk 
Street.  Bostrn.  Mass.:  Checking  account  en- 
titled N.  V.  Potash  Export  My..  Inc..  of 
Amsterdam,  Holland.  Deposit  Account. 

[F.    R.    Doc.    49  1957;    Filed.    Mar.    14.    1949; 
8:52  a.  m.] 


(Vesting  Order  9236.  Amdt.] 
George  Y.  Nishimura 

In  re:  Debte  or  other  obligations  owing 
to  and  stocks  and  bonds  owned  by  George 
Y.  Nishimura. 

Vesting  Order  9236.  dated  June  23. 
1947.  is  hereby  amended  as  follows  and 
not  otherwise: 

a.  By  deleting  from  Exhibit  B  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  9236  the  certifi- 
cate number  3733  set  forth  with  respect 
to  the  City  of  Tokyo.  Japan  S'a'^'r  Ex- 
ternal Sinking  Fund  bonds  due  October 
1961  and  substituting  therefor  the  num- 
ber 3737,  and 

b.  By  deleting  from  Exhibit  B  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  9236  the  certifi- 
cate numbers  42970,  42036.  and  42969  set 
forth  with  respect  to  Empire  of  Japan, 
Imperial  Japanese  Government  External 
Sinking  Fund  5»-;i%  bonds  due  May  1. 
1965  and  substituting  therefor  the  num- 
bers 970.  2036  and  969. 

All  other  provisions  of  said  Vesting 
Order  9236  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington.  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.   Doc.   4&  1958;    Filed.    Mar.    14.    1949; 
8:52  a.  m.l 


FEDERAL 


'vJ^ 


REGISTER 


VOLUME   14 


\,    ^^^^    c,<y 


On  11  to 


NUMBER  50 


Washington,  Wednesday,  March  16,  1949 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration, Department  of  Agriculture 

Subchapter  R^— Farm  Ownership  Loant 

Part  311 — Basic  Regttlatioks 

SUBPART   B — loan   LIMITATIONS 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Farm  Tenant  Act,  as 
amended,  average  values  of  efficient 
family-type  farm-management  units  and 
investment  limits  for  the  counties  Iden- 
tified below  are  determined  to  be  as  here- 
in set  forth."  The  average  values  and 
investment  limits  heretofore  established 
for  said  counties,  which  appear  in  the 
tabulations  of  average  values  and  invest- 
ment limits  under  §  311.30,  Chapter  III, 
Title  6  of  the  Code  of  Federal  Regula- 
tions, as  reorganized  and  revised  <  13  F.  R. 
9376  • ,  are  hereby  superseded  by  the  aver- 
age values  and  investment  limits  set  forth 
below  for  said  counties. 


. 

Ka\»a! 

1 

County 

A  verage 
value 

III 

vistinent 
Iknit 

I'lii11i|i8 

$1  .">.  n« 

15,UU0 

Hanon 

Kruiih 

12,U0() 

•  Sees.  41  (i).  60  Stat.  1066;  7  U.  S.  C. 
1015  u).  Applies  sees.  3  (a).  44  (b).  60 
Slat.  1074.  1069;  7  U.  6.  C.  1003  (a). 
1018  (b)) 

Issued  this  11th  day  of  March  1949. 

[ SEALl  Charles  F  Brannan, 

Secretarv  of  Agriculture. 

|F    R.   Doc.   49-3007;    Filed.   Mar.    16,    1949: 
8:58  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

fBEPQ  576] 

Part  319 — Foreicn  Quarantine  Notices 

adhnwlstratlve  instructions  exempting 
certain  articles  from  requirements  of 
nur.sery  stock,  plant,  and  seed  quaran- 
TINE 

On  February  11,  1949,  there  was  pub- 
lished in  the  Federal  Register  (14  F.  R. 


627  >.  a  notice  of  proposed  issuance  of 
administrative  instructions  as  authorized 
In  the  first  proviso  of  Nursery  Stock, 
Plant,  and  Seed  Quarantine  No.  37  »7 
CFR  319.37  (a),  13  F.  R.  4267)  to  exempt 
certain  articles  from  some  of  the  require- 
ments of  the  regulations  supplemental  to 
that  quarantine  (7  CFR  319.37-1  et  seq.; 
13  F.  R.  4268).  After  due  consideration 
of  all  relevant  matters  presented,  includ- 
ing the  proposals  set  forth  In  the  notice, 
and  pursuant  to  the  said  proviso,  admin- 
istrative Instructions  are  hereby  issued 
as  follows: 

{ 319.37-2a  Administrative  instruc- 
tions exempting  certain  restricted  ar- 
ticles from  some  of  the  requirements  of 
the  Nursery  Stock,  Plant,  and  Seed  Quar- 
antine Regulations.  Pursuant  to  the 
first  proviso  of  Nursery  Stock.  Plaoi.  and 
Seed  Quarantine  No.  37  (7  CFR  319.37 
^a»,  13  F.  R.  4267)  the  following  articles 
are  hereby  exempted  from  the  require- 
ments of  the  regulations  specified  below, 
which  are  supplemental  to  that  quaran- 
tine: 

Restricted  plant  material  'except  Ag- 
laonemai  for  food,  analytical,  medicinal, 
or  manufacturing  purposes,  enterable 
under  §  319.37-2,  is  hereby  exempted 
from  the  notice  of  arrival  requirements 
of  §319.37-11. 

All  grains  and  cereals  from  Canada 
which  are  restricted  plant  material  en- 
terable under  §  319.37-2  are  hereby  ex- 
empted from  the  provisions  of  8S  319.37- 
7,  319.37-8.  319.37-9.  319.37-11,  319.37-15, 
and  319.37-16.  relating  respectively  to 
costs  and  charges,  inspection,  treatment, 
notice  of  arrival,  freedom  from  soil,  and 
approved  packing  materials. 

These  instructions  shall  be  effective 
March  15.  1949. 

The  purpose  of  these  instructions  is  to 
permit  the  importation  of  the  above- 
specified  articles  without  compliance 
with  certain  requirements  and  conditions 
that  are  unnecessary  Insofar  as  entry  of 
these  types  of  plant  material  Is  con- 
cerned. Waiver  of  the  notice  of  arrival 
requirements  of  §  319.37-11  of  the  regu- 
lations relating  to  importations  for  food, 
analytical,  medicinal,  or  manufacturing 
purposes  is  feasible  because  equivalent 
Information  can  be  obtained  from  other 
available  documents.  Also,  existing  con- 
ditions as  to  the  pest  risk  Involved  in  the 
importation  of  grains  and  cereals  from 
Canada  make  It  safe  to  relieve  the  above 
specified  requirements. 

(Continued  on  next  page) 
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Since  these  administrative  in.struc- 
tlons  relieve  restrictions,  they  are  within 
the  exception  in  section  4  (c>  of  the  Ad- 
ministrative Procedure  Act  (5  U.  S.  C. 
1003  (O)  and  may  properly  be  made 
eflective  less  than  30  days  after  their 
publication  in  the  Federal  Register. 

,Sec  5.  37  Stat.  316;  7  U.  S.  C.  159;  7  CFR 
319.37  (a).  13  F.  R.  4267) 

Done  at  Washington.  D.  C.  this  2d  day 
of  March  1949. 

[SEAL]  Avery  S.  Hoyt, 

Acting  Chief,  Bureau  of 
Entomology  and  Plant  Quarantine. 
Doc.   49-2002;    Piled,   Mar.    15.    1949; 
8:&3  a.  m.) 
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Part  319 — Foreign  Quarantine  Notices 

SIZE-ACE  limitations  REQUIREMENTS  OF 
NURSERY  STOCK,  PLANT,  AND  SEED  QUAR- 
ANTINE 

On  January  13.  1949  there  was  pub- 
lished in  the  Federal  Register  •  14  F.  R. 


Wednesday,  March  16,  1949 

184 ».  a  notice  of  proposed  amendment 
of  a  regulation  supplemental  to  Quaran- 
tine No.  37  relating  to  nursery  stock, 
plants,  and  seeds  (7  CFR  §  319.37-18;  13 
F.  R.  4273)  under  section  1  of  the  Plant 
Quarantine  Act  of  1912.  as  amended  (7 
U.  S.  C.  Sup.  I  154).  Also,  on  February 
1.  1949  there  was  further  published  in  the 
Federal  Register  ( 14  F.  R.  444  •  a  notice 
extending  through  February  15.  1949  the 
time  for  filing  comments  regarding  the 
proposed  amendment.  After  due  con- 
sideration of  all  relevant  matters  pre- 
sented, including  the  proposals  set  forth 
in  the  notice,  and  pursuant  to  said  section 
1  of  the  Plant  Quarantine  Act.  ii  319.37-18 
is  hereby  amended  to  read  as  follows: 

§  319.37-18  Size-age  limitations,  (a) 
Except  as  provided  in  this  paragraph,  all 
restricted  trees  and  shrubs  to  be  imported 
shall  be  limited  to  the  youngest  and 
smallest,  normal,  clean,  and  healthy 
plants  which  can  be  successfully  freed 
from  soil  about  their  roots,  transported 
to  the  United  States,  and  established. 
The  inspector  may  ase  as  a  maximum  size 
criterion  in  enforcing  this  limitation  the 
normal  size  of  plants  no  more  than  two 
ypars  of  age  when  they  have  been  grown 
from  seeds  or  cuttings,  or  having  no  more 
than  one  year's  growth  after  severance 
from  the  parent  plant  when  produced  by 
layers,  or  having  no  more  than  two  sea- 
sons' growth  from  the  bud  or  graft  when 
they  have  been  produced  by  budding  or 
grafting,  except  that  the  maximum  size 
criterion  for  rhododendrons  (including 
azalea)  or  other  genera  or  species  of 
similar  slow  growth  habit  shall  be  the 
noimal  size  of  plants  no  more  than  three 
years  of  age  when  they  have  been  grown 
from  seeds  or  cuttings,  or  having  no  more 
than  three  years'  growth  from  the  bud 
or  graft,  or  no  more  than  two  years* 
growth  after  severance  in  the  case  of 
layers.  The  size-age  limitation  shall  not 
apply  to  naturally  dwarf  or  miniature 
forms  not  exceeding  12  inches  in  height 
from  the  soil  line  nor  to  artificially 
dwarfed  forms  of  the  character  popular 
in  parts  of  the  Orient.  Whenever  the 
Importer  makes  a  ."showing  with  his  appli- 
cation for  permit,  satisfactory  to  the 
inspector  responsible,  that  importation 
of  a  larger  plant,  such  as,  for  example, 
a  specimen  plant,  is  necessary,  and  if  in 
the  opinion  of  the  inspector  such  larger 
plant  may  be  imported  under  conditions 
prescribed  in  the  permit  without  added 
risk  of  pest  entry,  the  inspector  may 
authorize  an  exception  to  the  limitation 
of  this  paragraph  and  shall  specify  the 
exception  in  the  permit. 

(b)  Herbaceous  perennials  which  are 
usually  imported  in  the  *form  of  root 
crowns  or  clumps  shall  be  limited  to 
one-year-old  plants  produced  from  single 
propagating  units,  or.  when  consisting  of 
divided  clump  material,  such  as  Astilbe, 
to  divisions  comparable  to  one-year-old 
plants  produced  from  single  propagating 
units. 

<c)  Whenever  the  Chief  of  Bureau 
shall  find  that  plants  of  any  kinds, 
cla>?ses,  or  growth  habit,  when  limited  in 
size  and  age  as  set  forth  In  paragraphs 
'a)  and  (b)  of  this  section,  are  too 
young  and  small  successfully  to  be  freed 
of  soil,  transported,  and  e*tablished  In 
the  United  States,  he  may  set  forth  in 
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administrative  instructions  other  criteria 
for  the  size-age  limitation  of  such  plants. 

(d>  Except  as  provided  in  this  para- 
graph, only  seeds  may  be  imported  In 
the  case  of  forest  trees,  species  of  any 
plants  used  for  understocks,  and  woody 
ornamental  plants  that  are  botanical 
species  or  botanical  varieties  and  which 
grow  true  from  seed.  The  inspector  re- 
sponsible may  l.ssue  a  permit  authorizing 
in  advance  the  Importation  of  plants 
rather  than  seeds  of  such  sp>ecies  and 
varieties  specified  in  this  paragraph 
whenever  the  importer  makes  a  showing 
with  his  application  for  permit,  satis- 
factory to  the  inspector,  that  the  plants 
desired  cannot  be  produced  from  seed 
because  either  (D  they  are  variations 
which  are  reproduced  by  vegetative 
means  only  or  (2)  it  is  impossible  or  im- 
practicable to  import  viable  seed. 

(e)  Restricted  plant  material  arriving 
In  the  United  States  contrary  to  any  limi- 
tation provided  in  this  section  may  be 
refused  entry. 

This  amendment  shall  be  effective  April 
15.  1949. 

Ttie  purpose  of  this  amendment  is  (J,) 
to  define  more  clearly  the  criterion  to  be 
followed  on  size-age  limitations  for  her- 
baceous perennials.  (2)  to  bring  the  cri- 
terion to  be  used  as  to  size  and  age  of 
rhododendrons  (including  azaleas)  or 
other  genera  or  species  of  similar  slow 
growth  habit  produced  from  seeds,  cut- 
tings, buds,  grafts,  and  layers  into  more 
exact  agreement  with  the  intent  outlined 
In  the  original  regulation,  (3>  to  confine 
to  woody  plants  the  requirement  as  to 
importation  of  seeds  of  species  or  varie- 
ties which  grow  true  from  seed,  and  (4) 
to  more  specifically  prescribe  the  modi- 
fication that  can  be  made  by  admini.';- 
trative  instructions  of  the  Chief  of  Bu- 
reau. It  is  believed  that  the  provisions 
of  this  amendment  involve  no  additional 
ri.sk  of  pest  entry  and  that  It  carries  out 
the  basic  thought  of  limiting  imports  of 
nursery  stock  "to  the  youngest  and  small- 
est, normal,  clean,  and  healthy  plants 
which  can  be  successfully  freed  from 
.^oil  about  their  roots,  tran.'jported  to.  the 
United  States,  and  established. 

(Sec.   1,  37  Stat.   315,   as   amended;    7 
U.  S.  C.  and  Sup.  154) 

Done  at  Washington.  D.  C,  this  11th 
day  of  March  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49  2004;    Piled,    Mar.    15,    1949; 
8:56  a.  m.l 


Chapter  VIII — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

(Sugar  Reg.  817.  Amdt.  1) 

Part    817 — Entry    or   Sugar    Into    the 
Continental  United  States 

miscellaneous  amendments 

By  virtue  of  the  authority  vested  In 
the  Secretary  of  Agriculture  by  the  Sugar 
Act  of  1948  (61  Stat.  922,  7  U.  S.  C.  1100) 
and  the  Administrative  Procedure  Act 
(60  Stat.  237)  Sugar  Regulation  817  (for- 
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merly  General  Sugar  Regulations.  Series 
3.  No.  2.  as  amended  <13  F.  R.  127.  1076, 
2063,  4590.  5903. 14  F.  R.  466) )  are  hereby 
amended  as  hereinafter  set  forth. 

Basis  and  purpose.  This  amendment 
is  issued  pursuant  to  the  Sugar  Act  of 
1948  and  d«als  with  the  administration 
of  the  sugar  quota  system  provided  by 
that  act.  Its  purpose  is  to  waive,  in  cer- 
tain instances,  the  requirement  for  cer- 
tification set  forth  in  the  regulations 
until  80  per  centum  of  any  quota  or 
portion  thereof  has  been  entered  into 
the  continental  United  States  and  to 
provide  that  .such  certification  shall  be 
required  at  all  times  with  respect  to  raw 
.sugar  or  liquid  sugar  brought  in  from 
Puerto  Rico  when  the  I*uerto  Rican  sugar 
quota  for  shipment  to  the  United  States 
has  been  allotted  under  section  205  of  the 
act.  Notice  that  the  Secretary  proposed 
to  issue  the  rule  set  forth  below  was 
given  ( 14  F.  R.  1)  and  no  written  expres- 
sion of  views  was  received.  This  amend- 
ment shall  become  eflective  30  days  after 
publication  in  the  Pedi:ral  Register. 

Sugar  Regulation  817  (formerly  Gen- 
eral Sugar  Regulations.  Series  3,  No.  2, 
as  amended  (13  F.  R.  127.  1076.  2063. 
4590.  5903.  14  F.  R.  466))  is  hereby 
amended  as  follows: 

1.  Tlie  first  sentence  in  the  provLso 
clause  of  5  817  2  (a)  is  revised  to  read 
as  follows:  "Provided,  however.  That, 
except  as  specified  below. \:uch  certifica- 
tion shall  not  be  required  until  80  per 
centum  of  any  quota  or  portion  thereof 
has  been  entered.  Whenever  in  any  cal- 
endar year  80  per  centum  of  any  quota 
or  portion  thereof  has  been  entered  the 
Director  or  Acting  Director.  Sugar 
Branch.  Production  and  Marketing  Ad- 
ministration, of  the  Department  shall 
promptly  publish  in  the  Federal  Register 
notice  of  such  fact  and  thereafter  such 
certification  .shall  be  required  for  the 
remainder  of  the  applicable  calendar 
year." 

2.  The  last  sentence  in  §817.2  (a)  is 
amended  by  deleting  therefrom  the  word 
"and"  where  it  appears  before  the  roman 
numeral  "vi";  by  substituting  a  comma 
for  the  period  at  the  end  of  the  sentence; 
and  by  adding  the  following  new  lan- 
guage at  the  end  of  such  last  .sentence: 
"and  (vii)  raw  sugar  or  liquid  sugar 
brought  in  from  Puerto  Rico  when  the 
Puerto  Rican  sugar  quota  for  shipment 
to  the  United  States  has  been  allotted 
under  section  205  of  the  act." 

(Sec.  403,  61  Stat.  932;  7  U.  S.  C,  Sup.. 
1153) 

Done  at  Washington.  D.  C.  this  11th 
day  of  March,  1949.  Witness  my  hand 
and  the  seal  of  the  Department  of  Agri- 
culture. 

Tseal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 


R.   Doc.   49-2010;    Filed,   Mar. 
8:59  a.  m.j 


15,    1949; 


Part  862 — Determination  of  Wage 
Rates;  Sugar  Beets;  States  Other 
Than  California 

1949  CROP 

Pursuant  to  the  provisions  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948.  after 
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Wednesday,  March  16,  1949 

harvested  by  such  laborer,  and  (b)  there 
shall  be  paid  to  the  laborer  who  enters 
into  an  aRreement  with  the  producer  to 
perform  the  harvesting  operations  only 
on  a  Riven  acreage  and  carries  out  such 
agreement  in  full,  or  who  performs  such 
work  in  the  absence  of  an  express  agree- 
ment, an  additional  amount  of  $2.00  per 
acre  harvested  by  such  laborer:  Pro- 
vided, however.  That  if  the  producer  and 
laborer  agree  to  a  modification  of  the 
acreage  covered  by  the  original  agree- 
ment, the  supplemental  wage  payment 
shall  apply  to  such  modified  acreage:  And 
provided  further.  That  if  a  producer  pays 
a  supplemental  wage  payment  of  $1.00 
per  acre  at  the  completion  of  the  summer 
work,  such  amount  shall  be  deemed  to 
be  a  part  of  the  $3.00  per  acre  supple- 
mental wage  payment  provided  above. 

< 3)  Work  not  covered  by  specific  rates. 
For  any  work  in  the  production,  cultiva- 
tion, or  harvesting  of  sugar  beets  for 
which  a  time  or  piecework  rate  is  not 
spec!fl?d  in  this  paragraph,  such  as 
fertilizing,  plowing,  preparing  seedbed, 
irrigating,  or  work  in  connection  with 
mechanical  harvesting,  the  rate  shall  be 
a.s  agreed  upon  between  the  producer  and 
the  laborer. 

(b)  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer,  without  charge,  the  perqui- 
sites customarily  furnished  by  him,  such 
as  a  house,  garden  plot,  and  similar 
Items. 

•  c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  to  laborers 
below  those  determined  herein  through 
any  subterfuge  or  device  whatsoever. 

Statement  of  Ba.ses  and  Considerations 

•  a)  General.  The  foregoing  determi- 
nation provides  fair  and  reasonable  wage 
rates  to  be  paid  by  producers  to  persons 
employed  on  the  farm  in  the  production, 
cultivation,  or  harvesting  of  the  1949 
crop  of  sugar  beets  in  States  other  than 
California  as  one  of  the  conditions  for 
payment  under  the  Sugar  Act  of  1948. 
In  this  statement,  the  foregoing  deter- 
mination, as  well  as  determinations  for 
prior  years,  will  be  referred  to  as  "'wage 
determination"  identified  by  the  crop 
year  for  which  effective. 

<b>  Requirements  of  the  Sugar  Act 
and  standards  employed.  In  determin- 
ing fair  and  reasonable  wage  rates,  it  is 
required  under  the  Supar  Act  that  a  pub- 
lic hearing  be  held,  that  Investigations  be 
made,  and  that  consideration  be  given  to, 
'  1 '  the  standards  formerly  established* 
by  the  Secretary  under  the  Agricultural 
Adjustment  Act,  as  amended,  and  (2) 
the  differences  in  conditions  among  vari- 
ous sugar  producing  areas. 

Public  hearings  were  held  in  Detroit. 
Michigan;  Salt  Lake  City,  Utah;  Billings, 
Montana;  and  Greeley.  Colorado  during 
the  period  January  3  through  January  24, 
1949,  at  which  Interested  persons  pre- 
sented testimony  with  respect  to  fair 
and  reasonable  wage  rates  for  work  on 
the  1949  crop  of  sugar  beets  In  States 
other  than  California.  In  addition.  In- 
vestigations have  been  made  of  condi- 
tions affecting  such  wage  rates.  Consid- 
eration has  been  given  to  the  testimony 
presented  at  the  hearings  and  to  the  in- 
formation resulting  from  investigations. 
The  primary  factors  which  have  been 
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considered  are  (1)  prices  of  sugar  and 
by-products;  (2)  Income  from  sugar 
beets;  (3)  costs  of  production;  (4)  cost 
of  living;  and  <5)  relationship  of  labor 
cost  to  total  cost.  Other  economic  in- 
fluences also  have  been  considefed. 

(c)  Background.  The  first  determi- 
nation of  fair  and  reasonable  wage  rates 
for  sugar  beet  work  was  applicable  to 
the  harvest  of  the  1937  crop.  Wage 
determinations  have  been  issued  for  per- 
sons employed  in  the  production,  cultiva- 
tion, or  harvesting  of  each  subsequent 
crop.  The  1937  wage  determination 
increased  prevailing  harvest  wages  in 
proportion  to  the  increase  in  income  to 
producers  from  Sugar  Act  payments. 
The  levels  of  wage.s  established  in  the 
1938.  1939,  and  1940  wage  determinations 
were  based  on  the  past  relationship  of 
wages  per  acre  for  contract  labor  to  the 
gro.ss  income  from  sugar  beets  per  acre, 
with  appropriate  adjustments  for  in- 
creased producer  income  and  changes 
in  production  and  living  costs.  In  con- 
formity with  the  general  practice  in  the 
industry,  piecework  rates  were  estab- 
lished on  a  per  acre  basis  for  blocking 
and  thinning,  hoeing,  and  weeding,  and 
on  a  per  ton  basis  for  harvesting.  Since 
1940  this  basic  wage  structure  has  been 
continued  in  the  wage  determinations, 
and.  in  addition,  there  have  been  pro- 
vided alternative  hourly  rates  and  addi- 
tional piecework  rates  as  required  by 
changed  methods  of  production.  Such 
additional  rates  have  been  based  upon 
time  studies  of  the  relative  amount  of 
work  required  under  the  several  methods. 
In  the  wage  determinations  specific  rates 
have  not  been  provided  for  work  other 
than  blocking  and  thinning,  hoeing, 
weeding,  pulling,  topping,  and  loading. 
The  rates  approved  for  other  work  have 
been  those  agreed  to  by  the  producer 
and  the  laborer. 

In  the  1948  wage  determination  spe- 
cific piecework  rates  were  provided  for 
hoe  and  finger  thinning  work  in  fields 
planted  with  segmented  seed  with  a  dif- 
ferential where  machine  blocking  was 
used.  Also  specified  were  rates  for  hoe- 
thinning  applicable  where  the  producer 
did  not  require  the  workers  to  finger  thin 
because  of  machine  blocking,  machine 
thinning,  low  seeding  rate  or  other  labor 
saving  practice.  Differentials  were 
specified  in  the  first  hoeing  rates  follow- 
ing the  different  types  of  thinning  in- 
dicated. In  the  same  determination 
modified  sliding  scales  of  payment  for 
harvesting  work,  based  upon  two-ton 
yield  brackets,  were  effective  in  all  areas. 
Supplemental  wage  payments  were  pro- 
vided for  the  completion  of  summer  and 
harvesting  work  combined  and  for  the 
completion  of  harvesting  work  only.  In 
addition  to  these  changes  In  the  rate 
structure  the  1948  wage  determination 
provided  for  six  wage  districts  rather 
than  ten  as  was  the  case  in  prior  years. 

<d>  1949  wage  determination.  The 
1949  wage  determination  continues  the 
general  level  of  wage  rates  established  in 
the  1948  wage  determination  but  con- 
tains some  modifications  with  respect  to 
the  application  of  rates.  Available  data 
Indicate  that  prices  paid  by  laborers  for 
food  and  clothing  have  Increased  from 
110  to  130  percent  since  the  base  period 
1938  to  1940,  while  production  costs  of 
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farmers  have  more  than  doubled  since 
that  time.  The  average  1949  wage  per 
acre,  including  the  supplemental  wage 
payment  for  harvesting,  will  result  in 
about  the  same  relationship  of  basic 
wages  to  gro.ss  income  per  acre  of  sugar 
beets  as  existed  in  the  base  period  and 
is  slightly  greater  than  during  the  years 
price  support  programs  were  in  fffect 
from  1943  to  1947  As  in  the  1948  wage 
determination,  piecework  rates  have 
been  geared  to  return  to  the  average 
worker  approximately  70  to  80  cents  per 
hour  for  summer  work  operations  and 
80  to  90  cents  per  hour  for  harvesting 
operations.  The  significant  changes  In 
the  1949  wage  deteim. nation  follow: 

Waae  districts.  The  1949  wage  deter- 
mination provides  six  wage  districts  as 
in  1948  but  Di.'-trict  IV  has  been  sub- 
divided by  providing  .special  .«:ummer  work 
rates  for  Western  Montana.  Ths  classi- 
fication gives  recogn»tron  to  differences 
In  worker  accomplishment  and  produc- 
tion methods  as  determined  on  tl^.e  basis 
of  available  information. 

Machine  blocking.  The  rate  for  ma- 
chine blocked  fields  is  applicable  where 
the  plants  have  not  pa.s.sed  the  8-leaf 
stage,  where  the  blocks  have  not  been 
covered  with  dirt,  and  where  the  size 
of  the  b'ock  Is  not  larger  than  4  by  6 
Inches.  In  the  1948  wage  determination 
the  maximum  dimea"-ions  of  the  block 
were  4  by  4  inches.  The  increase  in  the 
block  dimensions  will  permit  more  flexi- 
bility on  the  part  of  the  machine  oper- 
ator and  should  not  appreciably  affect 
the  work  requirements  of  the  laborers. 

Harv>esting.  The  1949  wage  determina- 
tion continues  a  modified  sliding  scale  of 
payment  although  the  rates  for  the  wage 
districts  have  been  revised  to  more  ef- 
fectively conform  to  worker  output.  The 
changes  In  rates  have  been  based  upon 
a  study  of  worker  performance  made 
during  the  1947  and  1948  crop  harvesting 
seasons  which  Indicated  generally  that 
workers  under  normal  conditions  can 
harvest  more  tons  of  beets  per  unit  of 
time  at  higher  yields  than  at  lower  yields. 
The  rates  specified  are  e.<:sentially  the 
same  as  in  1948  at  average  yields,  some- 
what lower  at  lower  yields  and  slightly 
more  at  higher  yields.  The  scales  in  all 
wage  districts  have  been  extended  to  in- 
clude yields  of  4  tons  per  acre.  The 
minimum  wage  rate  per  acre  has  been 
lowered  in  most  wage  districts  to  con- 
form to  the  extension  of  the  .scale. 

Modified  sliding  scales  of  payment  for 
harvest  work  based  upon  one-ton  yields 
have  been  provided  for  all  wage  districts. 
In  District  I,  where  rates  have  been  de- 
termined historically  on  a  one-tenth  ton 
yield  basis,  the  appHc?.b!e  rates  are  de- 
termined by  Interpolating  to  the  nearest 
one-tenth  ton  while  in  the  other  wage 
districts  the  rates  apply  to  the  nearest 
one-ton  yield.  These  changes  minimize 
the  distortions  in  the  acre  rates  brought 
about  by  the  two-ton  yield  bracket  estab- 
lished In  the  1948  wage  determination. 

Supplemental  wage  payment.  The 
.supplemental  wage  payment  provision  of 
the  1948  wage  determination  has  been 
continued  in  1949  v  ith  the  added  pro- 
vision that  if  a  producer  pays  $1.00  of 
the  $3.00  per  acre  seasonal  supplemental 
wage  at  the  completion  of  summer  work, 
such  payment  will  be  considered  to  be  a 
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part  of  the  total  supplemental  wage  pay- 
ment due  for  completion  of  the  season's 
work.  It  Is  to  be  noted  that  payment 
of  the  supplemental  wage  Is  mandatory 
If  a  laborer  actually  performs  the  work 
specified,  even  though  an  express  agree- 
ment has  not  been  made. 

Accordingly.  I  hereby  find  and  con- 
clude that  the  foregoing  wage  determina- 
tion will  effectuate  the  wage  provisions 
of  the  Sugar  Act  of  1948. 

•  Sees.  301.  403.  61  Stat.  929.  932;  7  U  S.  C. 
Sup.  1131,  1153) 

Issued  this  11th  day  of  March  1949. 

[seal]  Charlk  p.  Bhannan. 

Secretary  of  AgrictUture. 

I  p.   R.   Doc.   4»-2008;    Filed.   Mar.    15,    1949; 
8:58  a.   m.| 


TITLE  16— COMMERCIAL 

PRACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  6513] 

Part   3 — Digest   or   Cease    and   Desist 
Orders 

encyclopedia  educational  service 

9  3.8  <d  5)  Advertising  falsely  or  mis- 
leadinglu— Content:  §  3.8  <l)  Advertising 
falsely  or  misleadingly — Free  goods  or 
service:  9  3.6  (m  10)  Advertising  falsely 
or  misleadingly — Manufacture  or  prepa- 
ration:  §3.6   (r)    Advertising  falsely  or 
misleadingly — Prices — Usual  as  reduced, 
special,  etc.:   9  3.6    (dd   10 >    Advertising 
falsely  or  misleadingly — Success,  use  or 
standing:  §  3.72  (e)  Offering  unfair,  im- 
proper and  deceptive  inducements  to  pur- 
chase or  deal — Free  goods.  In  connection 
with  the  offering  for  sale,  sale  or  distribu- 
tion In  commerce,  of  respondents'  refer- 
ence books  designated  "Standard  Ameri- 
can Encyclopedia"  and  material  supple- 
mentary thereto,  whether  sold  under  the 
same   name   or   any   other   name,   and 
among  other  things,  as  in  order  set  forth, 
representing,  directly  or  by  Implication. 
(1)  that  said  encyclopedia  Is  authorita- 
tive or  one  of  the  world's  authoritative 
encyclopedias;  (2>  that  it  is  one  of  the 
most  remarkable  of  America's  reference 
encyclopedias,  or  one  of  the  worlds  finest 
or  greatest  encyclopedias,  or  that  it  is 
world  famous;  <3>  that  it  contains  com- 
plete, up-to-date  Information  on  all  sub- 
jects in  every  field  of  knowledge;  t4t  that 
any  volume  of  said   encyclopedia   is   a 
"gift",  a  "Kift  offer  ",  or  in  any  sense  a 
gratuity,  when  In  truth  and  in  fact  pay- 
ment therefor  Is  Included  in  the  price 
of  another  volume  or  volumes  sold,  or 
when  the  purchaser  is  required  to  pur- 
chase another  book  or  books  or  some 
other  merchandise  as  a  condition  to  the 
receipt  of  said  volume;  or.  (5)  that  any 
volume  or  volumes  of  said  encyclopedia 
which  are  offered  for  sale  at  or  about  the 
usual  and  customary  prices  are  amaz- 
ingly low  priced,  or  that  they  are  offered 
at  a  special  low  price;  prohibited.    (Sec. 
6.  38  Stat.  719.  as  amended  by  sec.  3.  52 
Stat.  112;  15  U.  S.  C.  sec.  45b >  (Cease  and 
desist  order.  Arthur  A.  Cache  et  al.  trad- 
ing as  Ercv.-lopedia  Ediiciit-onal  Service. 
Docket  bjii,  February  11.  1^491 


RULES  AND  REGULATIONS 

9  3.6   (a)   Advertising  falsely  or  mis- 
leadingly— Business  status,   advantages 
or  connections  of  advertiser — Organiza- 
tion and  operation:  §3.8  (a  10)  Adver- 
tising falsely  or  misleadingly — Compara- 
tive data  or  merits:  9  3.6  (b)  Advertising 
falsely  or  misleadingly— Competitors  and 
their  products— Competitors'   products: 
9  3.8  <m  10)  Advertising  falsely  or  mis- 
leadingly— Manufacture  or  preparation: 
9  3.6    <dd)    Advertisitig   falsely   or   mis- 
leadingly— Special     or     limited     offers: 
9  3.6  igg'  Advertising  falsely  or  mislead- 
ingly—Value :     §3.48     ib>     Disparaging 
competitors  and  their  products — Goods — 
Manufacture  or  preparation:  §3.48  <b) 
Disparaging  competitors  and  their  prod- 
ucts—Goods—Value: §  3.72  <g  10)  Offer- 
ing unfair,  improper  and  deceptive  in- 
ducements to  purchase  or  deal — Limited 
offers  or  supplies.     In  connection  with 
the  offering  for  .sale,  .sale  or  distribution 
In  commerce,  of  respondents  reference 
books   designated   "Standard   American 
Encyclopedia"  and  material  supplemen- 
tary thereto,  whether  sold  under  the  same 
name   or   under   any  other   name,   and 
among  other  things,  as  in  order  set  forth, 
representing,  directly  or  by  implication; 
(1)  that  the  value  of  .said  encyclopedia 
Is  far  higher  or  exceeds  by  any  substan- 
tial amount  the  price  actually  charged 
therefor:  i2>  that  its  value  equals  or  ex- 
ceeds the  value  of  similar  reference  books 
<told  by  respondents'  competitors  at  high- 
er prices;  <3>  that  its  binding  is  a  "life- 
time" binding;    <4>   that  the  quality  of 
the  pap»»r  and  printing  u^rd  in  its  manu- 
facture is  superior  to  that  used  in  com- 
peting reference  books,  when  such  is  not 
a  fact:  <5>  that  an  offer  made  in  con- 
nection with  the  sale  of  a  reference  book 
is  "limited"  or  "for  a  limited  time  only" 
when  such  offer  Is  made  continuously  to 
purchasers  in  the  regular  course  of  busi- 
ness; or  (6)  that  respondents  make  sur- 
veys of  any  kind;  prohibited.     <Sec.  5. 
38  Stat.  719.  as  amended  by  sec.  3.  52 
Stat.  112:  15  U.  S.  C.  sec.  45b»      ICease 
and  desist  order.  Arthur  A.,Oache  et  al 
tradinct    as    Encyclopedia    Educational 
Service.  Docket  5513.  P^^bruary  11.  19491 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  in  the 
city  of  Wa.'^hington.  D  C,  on  the  11th  day 
of  February  A.  D.  1941. 

In  the  Matter  of  Arthur  A  Gache.  Morton 
Gache.  and  Irving  Greenvrood.  Indi- 
vidually and  as  Copartners  Trading  as 
Encyclopedia  Educational  Service 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  joint 
answer  of  the  respondents,  a  stipulation 
of  facts  in  lieu  of  all  other  evidence  en- 
tered into  subject  to  the  approval  of  the 
Commission  by  and  between  counsel  for 
the  respondents  and  counsel  In  support 
of  the  complaint,  the  trial  examiner's 
recommended  decision,  and  brief  of 
counsel  in  support  of  the  complaint  (no 
brief  having  been  filed  on  behalf  of  the 
respondents  and  oral  argument  not  hav- 
ing been  requested);  and  the  Commis- 
sion having  approved  the  stipulation  of 
facts  and  having  made  Its  findings  as 
to  the  facts  and  Its  conclusion  that  the 
respondents  have  violated  the  provisions 
of  the  Federal  Trade  Commission  Act: 


It  is  ordered.  That  the  respondents 
Arthur  A.  Gache  and  Morton  Gache,  co- 
partners trading  as  Encyclopedia  Educa- 
tional Service,  or  trading  under  any  other 
name,  and  their  agents,  representatives 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  dis- 
tribution in  commerce,  as  "commerce" 
Is  defined  in  the  Federal  Trade  Commis- 
sion Act,  of  their  reference  books  desig- 
nated Standard  American  Encyclo- 
pedia" and  material  supplementary 
thereto,  whether  sold  under  the  same 
name  or  under  any  other  name,  do  forth- 
with cease  and  desist  from  representing, 
directly  or  by  implication: 

1.  That  said  encyclopedia  is  authorita- 
tive or  one  of  the  worlds  authoritative 
encyclopedias. 

2.  That  it  Is  one  of  the  mo.st  remark- 
able of  Americas  reference  encyclope- 
dedias,  or  one  of  the  world's  finest  or 
greatest  encyclopedias,  or  that  it  is  world 
famous. 

3.  That  it  contains  complete,  xip-to- 
date  information  on  all  subjects  in  every 
field  of  knowledge. 

4  That  any  volume  of  said  encyclope- 
dia is  a  "gift",  a  "gift  offer",  or  in  any 
sense  a  gratuity,  when  In  truth  and  in 
fact  payment  therefor  is  included  in  the 
price  of  another  volume  or  volumes  sold, 
or  when  the  purcha.ser  is  required  to  pur- 
chase another  book  or  books  or  some 
other  merchandise  as  a  condition  to  the 
receipt  of  said  volume. 

5.  That  any  volume  or  volumes  of  said 
encyclopedia  which  are  offered  for  sale  at 
or  about  the  usual  and  customary  prices 
are  amazingly  low  priced,  or  that  they 
are  ofTerod  at  a  special  low  price. 

6.  That  the  value  of  said  encyclopedia 
Is  far  higher  or  exceeds  by  any  substan- 
tial amount  the  price  actually  charged 
therefor. 

7.  That  its  value  equals  or  exceeds  the 
value  of  similar  reference  books  .sold  by 
respondents'  competitors  at  higher 
prices. 

8.  That  its  binding  is  a  "lifetime"  bind- 
ing. 

9.  That  the  quality  of  the  paper  and 
printing  used  in  its  manufacture  is  supe- 
rior to  that  used  in  competing  reference 
books,  when  such  is  not  a  fact. 

10.  That  an  offer  made  in  connection 
with  the  sale  of  a  reference  book  is  "lim- 
ited '  or  "for  a  limited  time  only"  when 
such  offer  is  made  continuously  to  pur- 
chasers in  the  regular  course  of  business. 

11.  That  respondents  make  surveys  of 
any  kind. 

It  is  further  ordered.  That  the  com- 
plaint herein  be.  and  the  same  hereby 
is,  dismissed  as  to  respondent  Irving 
Greenwood. 

It  is  further  ordered.  That  the  respond- 
ents agaim-t  whom  this  order  is  directed 
shall,  within  sixty  (60)  days  after  serv- 
ice upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing,  setting 
forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  this 
order. 

By  the  Commission. 

[SE\L]  D.  C.  Dajhel. 

Secretary. 

IF.   R.    Doc.   49-1986:    Filed,   Mar.    15,    1949. 
8:49  a.  m.] 


Wednesday,  March  16,  1949 

TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

|T.  D.  621691 

Pa«t  18 — Transportation  in  Bond  and 
Merchandise  in  Transit 

retention  of  in-transit  goods  on  dock 

Collectors  of  customs  authorized  to 
permit  In-translt  merchandise  to  remain 
on  the  dock  for  specified  periods  but 
not  to  exceed  one  year  from  the  date  of 
importation;  9  18.24.  Customs  Regula- 
tions of  1943,  amended. 

The  second  sentence  of  §  18  24,  Cus- 
toms Regulations  of  1943  <  19  CFR,  Cum, 
Supp.,  18.24).  Is  amended  to  read  as  fol- 
lows: "Upon  further  application,  addi- 
tional extensions  of  90  days  or  less,  but 
not  to  exceed  1  year  from  the  date  of 
Importation,  may  likewise  be  granted  by 
the  collector.' " 

(Sec.  553,  46  Stat.  742.  sec.  21.  52  Stat. 
1087.  sec.  624.  46  Stat.  769;  19  U.  S.  C. 
1553.  1624) 
I  SEAL  1  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  March  9.  1949. 

John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

I  P.    R.   Doc.    49-1995;    Filed.    Mar.    15,    1949; 
8  50  a.  m.l 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  170 — Enforcement  of  the  Federal 
Tea  Act 

tea  standards 

Pursuant  to  sections  2  and  3  of  the 
Frderal  Tea  Act  (29  Stat.  604,  as  amended 
by  35  Stat.  163  and  41  Stat.  712;  21 
U.  S.  C,  41  et  seq.>,  the  following 
standards  prepared  and  submitted  by  the 
Board  of  Tea  Experts  are  fixed  and 
established  as  standards  under  the  Tea 
Act  for  the  year  beginning  May  1,  1949. 
and  ending  April  30. 1950.  Section  170.19 
(b>  is  amended  to  read  as  follows: 

S  170.19  Tea  standards.  •  •  • 
(b)  The  foflowing  standards  prepared 
and  submitted  by  the  Board  of  Tea  Ex- 
perts are  herby  fixed  and  established  as 
standards  under  the  Tea  Act  for  the  year 
beginning  May  1,  1949,  and  ending  April 
30,  1950. 

(It  Formosa  Oolong. 

(2)  Congou. 

(3)  India. 

(4)  Formosa  Black  (to  be  used  for 
Formosa  and  Japan  Blacks). 

(5)  Japan  Green. 

(6)  Gunpowder. 

(7)  Scented  Canton. 

(8)  Canton  Oolong. 

These  standards  apply  to  tea  shipped 
from  abroad  on  or  after  May  1,  1949. 
Tea  shipped  prior  to  May  1,  1949.  will  be 
governed  by  the  Standards  which  beeame 
effective  May  1,  1948  (13  F.  R.  1453). 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
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tlon  of  this  order,  and  I  so  find,  since  It  Is 
based  upon  the  recommendation  of  the 
Board  of  Tea  Experts,  which  is  comprised 
of  experts  in  teas  drawn  from  the  tea 
trade  and  the  Food  and  Drug  Administra- 
tion so  as  to  be  representative  of  that 
trade  as  a  whole. 

(29  Stat.  607;  21  U.  S.  C.  50) 

Dated:  March  10.  1949. 

[seal]  J.  Donald  Kincsley, 

Acting  Administrator. 

|F.    R.    Doc.    49-1990;    Piled.    Mar.    15,    1949; 
8;55  a.  m.| 


TITLE  34 — NATIONAL 
MILITARY  ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Joint  Procurement  Regulations 

miscellaneous  amendments 

The  Joint  Procurement  Regulations, 
formerly  published  as  Parts  801  to  813, 
inclusive,  of  Chapter  VIII.  Title  10,  are 
amended  by  revision  of  §§804.104, 
804.104-1,  804.104-2,  804.104-3,  and 
809.1202-34.  by  addition  of  §§804.104-4 
and  804.301-1,  and  by  rescinding 
§  809.1202-13,  as  follows: 

§  804.104  Purchases  not  in  excess  of 
$1,000. 

§  804.104-1  Authorization.  Purchases 
and  contracts  may  be  negotiated  without 
formal  advertising  if  the  aggregate 
amount  involved  does  not  exceed  $1,000. 

§804  104-2  Application.  This  au- 
thorization does  not  modify  In  any  re- 
sjJect  the  fundamental  principle  that 
supplies  and  nonpersonal  services  will  be 
obtained  as  the  result  of  competition  and. 
In  general,  at  least  two  informal  quota- 
tions of  prices  will  be  requested  from 
regular  dealers  In,  or  manufactures  of, 
the  articles  desired.  Where  circum- 
stances permit,  quotations  will  be  solic- 
ited from  all  such  qualified  sources  as  are  . 
deemed  necessary  by  the  contracting 
ofiBcer  to  assure  full  and  free  competition 
consistent  with  the  procurement.  The 
order  then  will  be  placed  with  that  re- 
sponsible supplier  whose  quotation,  price 
and  other  facts  considered,  will  be  most 
advantageous  to  the  Government.  The 
authorization  contained  in  this  section 
will  be  availed  of  In  case  of  purchases 
aggregating  $1,000  or  le.ss  rather  than  any 
of  the  other  authorizations  contained  in 
55  804.100  through  804.119.  For  ex- 
ample: A  purchase  of  medical  supplies 
aggregating  $1,000  or  less  will  be  made 
under  this  section  rather  than  under 
§  804.108.  The  ab.sence  of  competition 
In  any  particular  case  will  be  explained 
fully  and  made  of  record  In  the  retained 
files  of  the  contracting  officer.  Likewise, 
such  a  record  al.so  will  be  maintained  of 
any  verbal  or  telephonic  quotations  that 
may  be  received  in  connection  with  pur- 
cha!;es  made  under  authorization  of  this 
section. 

9  804.104-3  Limitations,  fa)  If  the 
aggregate  amount  required  does  not  ex- 
ceed $1,000.  advantage  may  be  taken  of 
this  authorization,  or  purchase  may  be 
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made  after  formal  advertising,  in  the 
discretion  of  the  contracting  officer. 

(b>  The  words  "aggregate  amount  in- 
volved" do  not  require  that  the  purchase 
should  be  limited  to  any  particular  period 
of  time,  as  a  day.  month,  or  year,  or  lim- 
ited to  purcha.ses  made  from  a  singly, 
firm.  The  aggregate  should  Include  all 
supplies  which  are  grouped  together 
properly  In  a  single  transaction  and 
which  would  be  included  in  a  single  ad- 
vertisement for  bids  if  advertising  were 
re-sorted  to.  Purchases  arising  from  the 
same  need  of  the  same  articles  of  sub- 
sistence stores  should  not  be  made  more 
frequently  than  the  necessities  of  the 
service  require.  In  order  to  limit  the  ag- 
gregate in  each  case  to  $1,000.  and  sup- 
plies which  are  usually  purcha.<;ed  to- 
gether should  not  be  divided  simply  for 
the  purpose  of  avoiding  adverti.sing  for 
the  same.  If  the  character  of  the  sup- 
plies Is  such  that  good  administration 
would  require  their  purchase  in  quanti- 
ties sufficient  to  last  a  month,  purchases 
should  not  be  made  weekly  or  daily  for 
the  purpose  of  bringing  the  amount 
within  the  limit  authorizid.  Subject  to 
the  above  considerations,  the  matter  Is 
one  depending  upon  the  sound  discretion 
of  the  contracting  officer. 

(3)  The  purchase  of  similar  articles 
at  the  same  time  from  different  firms  or 
on  different  dates  from  the  same  or  dif- 
ferent firms  when  the  purchases  should 
have  been  combined  and  the  aggregate 
is  in  excess  of  $1,000  is  not  authorized. 
Hence,  when  the  articles  purcha.«:ed  or 
the  amounts  of  purchases  are  such  that, 
without  explanation,  it  is  not  readily 
di.^cernible  why  the  purchases  were  not 
combined,  a  statement  that  the  contract- 
ing officer  could  not  have  foreseen  and 
combined  the  requirements  In  sufficient 
time  to  permit  advertising  will  be  filed 
in  the  files  of  the  contracting  officer  per- 
taining to  such  transactions. 

§804.104-4  Otficr  instructions.  In- 
structions covering  small  purchases  pro- 
cedure by  use  of  WD  Form  383  •  Purchase 
Order  or  Delivery  Order  and  Vouchers  for 
Purchases  and  Services  Other  Than  Per- 
sonal) are  contained,  for  the  Department 
of  the  Army,  in  Memorandum  734-5-10, 
and  for  the  Department  of  the  Air  Force! 
in  letter  directives  from  Air  Materiel 
Command  to  Air  Force  commands  In 
continental  United  States  and  Oversea 
commands,  December  8,  1948,  subject: 
Small  Purchases  Procedure. 

•  •  •  •  • 

5  804.301-1  Price  revision  (or  escala- 
tion) articles.  When  procurement  Is  ef- 
fected by  formal  advertising,  price  re- 
vision (or  escalation)  articles  will  not 
be  inserted  In  the  invitation  for  bids  or 
In  any  contracts  resulting  therefrom. 

•  •  •  •  •    * 

5  809  1202-13  Leather,  leather 
trimmed,  and  sheeplined  garments  in- 
dustry.   [Rescinded] 


5  809.1202-34  Uniform  and  clothing 
industry— *a)  Suit  and  coat  branch.  The 
suit  and  coat  branch  of  the  uniform  and 
clothing  Industry  Is  that  branch  which 
manufactures  men's  civilian  suits  and 
overcoats,  tailored-to-measure  uniforms. 


1174 

tallored-to-measure  trousers,  uniform 
overcoats,  and  uniform  coats.  Including 
tailored  short  jackets  designed  to  take 
the  place  of  Regular  Army  issue  coats, 
e.  g.,  the  Eisenhower  jacket. 

I>ate  effective:  May  8.  1948 

Wage:  85  cents  an  hour  or  $34  per  week 
of  40  hours,  arrived  at  either  upon  a 
time  or  piecework  basis. 

(b)  Heavy  outerwear  branch.  (This 
is  a  new  branch  resulting  from  consoli- 
dation of  the  definitions  of  the  Leather 
and  Sheepllned  Jackets  Industry  and  the 
outdoor  jackets  branch  of  the  Uniform 
and  Clothing  Industry.)  The  heavy 
outerwear  branch  of  the  Uniform  and 
Clothing  Industry  is  that  branch  which 
manufactures  leather,  leather-trimmed, 
and  sheepllned  garments  and  wool  and 
wool-lined  jackets,  whether  or  not  such 
Jackets  are  properly  described  as  mack- 
Inaws,  field  Jackets,  windbreakers.  lum- 
ber jackets,  pea  jackets,  wool  jumpers  or 
middies,  blanket-lined  or  similar  coats, 
or  by  any  other  similar  designation. 

Date  effective:  January  1.  1949. 

Wage :  85  cents  an  hour  or  $34  per  week 
of  40  hours,  arrived  at  either  upon  a  time 
or  piecework  basis. 

(c)  Wool  trousers  branch.  The  wool 
trousers  branch  of  the  uniform  and 
clothing  industry  is  that  branch  which 
manufactures  wool  or  part-wool  trousers 
or  breeches,  including  uniform  trousers 
or  breeches,  except  tailored-to-measure. 

Date  effective:  January  1.  1949. 

Wage:  75  cents  an  hour  or  $30  per 
week  of  40  hours,  arrived  at  either  upon 
a  time  or  piecework  basis. 

(d)  Auxiliary  workers.  Auxiliary 
workers  may  be  employed  in  the  Uniform 
and  Clothing  Industry.  "Auxiliary 
workers"  shall  include  those  employees 
engaged  In  the  following  occupations  as 
defined  in  the  regulations  of  the  Sec- 
retary of  Labor:  Position  marking,  shade 
and  size  numbering,  bundle  tying,  bundle 
ticketing,  matching  and  pairing,  basting 
pulling,  hand-trimming,  cleaning,  turn- 
ing, floor  boys  and  girls,  porter,  and  ex- 
aminer's helper. 

Wage :  65  cents  an  hour  or  $26  per  week 
of  40  hours,  arrived  at  either  upon  a  time 
or  piecework  basis. 

(e)  Learners.  Learners  may  be  em- 
ployed in  the  Uniform  and  Clothing  In- 
du.stry  in  the  nonauxlllary  occupations 
of  machine  operating  (except  cutting), 
pressing,  and  hand-sewing  as  prescribed 
In  the  regulations  of  the  Secretary  of 
Labor,  at  a  w^age  rate  of  not  less  than  65 
cents  an  hour  for  not  longer  than  240 
hours,  in  the  suit  and  coat  branch;  and 
at  wage  rates  of  not  less  than  60  cents 
an  hour  for  the  first  240  hours  and  65 
cents  an  hour  for  the  second  240  hours 
of  a  480-hour  learning  period.  In  the 
heavy  outerwear  and  wool  trousers 
branches,  unless  experienced  workers  In 
the  same  occupation  are  paid  on  a  piece- 
rate  basLs  amounting  to  earnings  In  ex- 
cess of  the  authorized  minimum  rate.  In 
which  event  learners  must  be  paid  the 
same  plecerate. 

IProc.  Clrs.  6  and  6.  19491     (Pub.  Law 
413.  80th  Cong.) 

[SEAL]  Edward  F.  Witsell.  / 

Major  General, 
The  Adjutant  General. 

[P.   R.   Doc.   49-1985:    Filed.   Mar.    15.    1949; 
8:48  a.  m.] 


RULES  AND  REGULATIONS 

TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS*  RELIEF 

Chapter  I — Veterans'  Administration 

Part  1 — General  Provisions 

INSPECTION  and  INVESTIGATION  SERVICE 

New  §§  1.450  through  1.455  are  added 
to  Part  1  to  read  as  follows: 

Sec. 

1.450  Jurisdiction  and  responsibility  for  In- 

spection and  Investigation. 

1.451  Functions  of  Inspection  and  Investi- 

gation service. 

1.452  Authorizations  for  Investigations,  sur- 

veys,   special    studies,    and    Inspec- 
tions. 

1.453  Cooperation  of  all  officials  on  Inspec- 

tion-Investigation. 

1.454  All  testimony  confidential  In  Investi- 

gations. 

1.455  Witness    required    to    read    and    sign 

transcript. 
Authority:    ii  1.450  to  1  455  Issued  under 
sees   1,  5.  43  Stat.  607.  608,  sees.  1.  2.  46  Stat. 
1016:  38  U.  S.  C.  2.  11.  11a.  421.  426.    Interpret 
sec.  7.  48  Stat.  9;  38  U.  S.  C.  707. 

§  1.450  Jurisdiction  and  responsibility 
for  inspection  arid  investigation.  The  In- 
spection and  investigation  service  of  cen- 
tral office  will  have  Jurisdiction  and  be 
responsible  for  the  making  of  adminis- 
trative and  other  Investigations,  surveys, 
special  studies,  and  inspections  at  all 
levels  and  in  all  activities  of  the  Veterans' 
Administration,  as  well  as  of  tho.se  or- 
ganizations, associations,  or  individuals 
having  official  dealings  or  relationships 
with  the  Veterans'  Administration,  as  set 
forth  m  and  authorized  by  §§  1451  and 
1.452. 

§  1.451  Functions  of  inspection  and 
investigation  service.  In  performing  its 
functions  the  Inspection  and  investiga- 
tion service  will  be  guided  by  the  fol- 
lowing: 

There  will  be  assigned  In  central  office 
an  adequate  number  of  in.spector-inves- 
tigators.  Including  specialists,  who. will 
conduct,  under  the  direction  and  super- 
vision of  the  director,  inspection  and  in- 
vestigation service,  properly  authorized 
Investigations  and  perform  other  related 
duties  arising  therefrom  or  ancillary 
thereto.  Administrative  Investigations 
will  be  accomplished  when  the  occasion 
demands  and  where  it  is  necessary  to  de- 
velop the  evidence  on  a  given  subject 
through  the  taking  of  testimony  and  pro- 
curement of  documentary  evidence  In 
connection  with  alleged  irregularities, 
maladministration  involving  violation  of 
Federal  statutes,  regulations.  in.struc- 
tions.  or  Veterans'  Administration  poli- 
cies. Surveys,  special  studies,  and  in- 
spections may  be  conducted  when  the 
occasion  arises. 

5  1.452  Authorizations  for  investiga- 
tions, surveys,  special  studies,  and  inspec- 
tions—(&)  Central  office.  The  Admin- 
istrator or  his  designate  may  authorize 
Investigations,  surveys,  special  studies, 
and  Inspections  of  any  nature  Involving 
central  office,  district  offices,  regional  of- 
fices. Veterans'  Administration  offices, 
hospitals,  centers,  forms  and  supply 
depots,  record  centers,  or  any  activity 
of  the  Veterans'  Administration  concern- 
ing the  following: 


(1)  Matters  involving  internal  ad- 
ministration and  functioning  of  any  of- 
fice or  activity. 

•  21  Matters  involving  conduct  of  an 
officer  or  employee  of  the  Veterans' 
Administration. 

(3)  Matters  Involving  cooperating 
agencies,  organizations,  associations  or 
individuals  having  official  dealings  or 
relationships  with  the  Veterans'  Adminis- 
tration. 

(4)  Such  matters  involving  alleged  ir- 
regularities, maladministration,  violation 
of  Federal  statutes,  regulations,  instruc- 
tions, and  Veterans'  Administration  poli- 
cies, and  attempts  to  defraud  the  Govern- 
ment by  any  person  within  or  without 
the  Veterans'  Administration. 

(5'  Ca.ses  of  claimants  involving  ad- 
ministrative irregularities,  or  the  conduct 
of  an  officer  or  employee  of  the  Veterans' 
Administration  incident  thereto. 

(6)  Cases  of '  claimants  which  are  of 
a  nature  sufficiently  serious  or  complex, 
and  could  not  otherwise  be  satisfactorily 
investigated. 

(7)  Such  other  matters  as  in  the  judg- 
ment of  the  Administrator  or  his  desig- 
nate require  investigation,  survey,  spe- 
cial studies,  or  Inspection. 

(b)  Field  stations.    Managers  of  dis- 
trict offices,  regional  offices,  hospitals  and 
centers,  depots  or  other  offices  shall  have 
authority  to  order  or  approve  investi- 
gations on  matters  involving  complaints 
and   infractions  of   regulations   or  law 
subject  to  the  following:  Loss  or  theft  of 
funds  or  personal  property,  etc.;  a.ssaults 
upon,  injuries  to.  and  elopement  of  bene- 
ficiaries;   and   field   examinations  con- 
ducted by  representatives  from  the  office 
of  the  chief  attorney.  In  accordance  with 
the  provisions  of  S§  14  50  to  14.54  of  this 
chapter.    On  serious  matters,  and  those 
set  forth  in  paragraph  <a)   <1>  through 
(7)  of  this  section,  a  preliminary  report 
win  be  forwarded  for  consideration  of 
the  director.  Inspection  and  Investiga- 
tion service,  with  appropriate  comment 
and  recommendation.    In  any  instance 
where  the  situation  is  of  such  gravity  or 
so  far-reaching  that  central  office  as- 
sistance or  guidance  Is  needed,  or  In  mat- 
ters of  emergent  character  Involving  po- 
tential  adverse   publicity  and   matters 
involving   public   policy   or    widespread 
public  interest,  the  Administrator  will 
be  Immediately  informed  by  the  most 
rapid  means  of  communication  with  an 
outline  of  the  full  facts  and  recommen- 
dations of  the  field  station  official. 

S  1.453  Cooperation  of  all  officials  on 
inspection-investigation.  Managers  as 
well  as  other  officials  and  employees  of 
district  offices,  regional  offices,  hospitals 
and  centers,  depots  or  other  offices,  will 
at  all  times  render  every  assistance  and 
cooperation  to  inspection-investigation 
officers  or  inspector-investigators  of 
central  office.  This  cooperation  will  in- 
clude the  temporary  transfer  of  any 
claims,  Insurance,  clinical,  correspond- 
ence, or  other  records  upon  a  statement 
of  the  reason  therefor.  Such  steno- 
graphic and  other  necessary  services  as 
may  be  requested  at  such  times  and 
points  as  desired  will  be  furnished  by 
managers  and  other  comparable  officials 
without  regard  for  territorial  limitations. 
This  section  will  be  cited  as  the  author- 
ity for  such  action.    Travel  orders  Is- 
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sued  under  this  authority  will  be  encum- 
bered against  station  allotments  but.  if 
necessary,  request  may  be  made  immedi- 
ately upon  the  director,  budget  service, 
for  funds  to  compensate  station  budget. 

§  1.454  All  testimony  confidential  in 
investigations.  All  testimony  given  in 
an  investigation  is  confidential  and  for 
the  use  of  central  office  officials  only,  ex- 
cept in  those  cases  contemplated  by 
5  1.452  (b).  In  order  that  investigations 
may  not  interrupt  the  normal  functions 
of  a  station,  all  employees  are  instructed 
to  refrain  from  discussing  matters  under 
investigation,  during  the  investigation 
or  after  its  completion.  Particularly 
those  employees  called  upon  to  testify 
will  refrain  from  discussing  their  testi- 
mony, except  with  an  Inspector-Investi- 
gator. 

§  1.455  Witness  required  to  read  and 
sign  transcript.  In  all  instances  where 
verbatim  testimony  is  taken  and  tran- 
scribed the  witness  will  be  afforded  an 
opportunity  to  read  and  sign  the  tran- 
scription, unless  it  is  not  feasible  to  do 
so,  and  in  such  cases  a  statement  of  the 
reason  for  the  witness  failing  to  sign 
will  be  appended  to  the  transcription,  to- 
gether with  certification  by  the  stenogra- 
pher that  it  is  a  true  and  accurate  tran- 
scription of  the  notes,  or.  when,  under 
unusual  circumstances,  sound  recording 
equipment  is  used  and  it  is  impracticable 
for  the  Investigator  to  await  the  return 
of  transcribed  testimony,  in  which  event 
certification  will  be  made  by  the  in- 
spector-investigator as  to  the  circum- 
stances. 

IsealI        ■•  O.W.Clark, 

Executive  Assistant  Administrator. 

|F.  R.   Doc.   49-1993:    Filed.   Mar.    15.    1949; 
8:50  a.  m.j 


Part    21  —  Vocational    Rehabilitation 
and  Education 

registration  and  research;  provisional 
regulations 

In  S  21.186,  paragraph  (e)  Is  amended 
to  read  as  follows: 

S  21.186  Policy  governing  withdraw- 
als from  education  or  training  under 
Part  VIII  prior  to  the  completion  of  a 
period  of  instruction.     •     •     • 

(e)  Payment  of  subsistence  allow- 
ance in  any  cas^  of  withdrawal.  When 
a  veteran  in  receipt  of  regular  monthly 
payments  of  subsistence  allowance  with- 
draws— without  giving  prior  notice  to  the 
Veterans'  Administration — from  either 
institutional  or  on-the-job  training  prior 
to  the  end  of  the  course  or  the  end  of 
the  certified  period  of  enrollment,  the 
authorization    action    will    extend    the 
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training  status  and  sub.sistence  allo\v- 
ance  to  the  end  of  the  month  In  which 
the  withdrawal,  interruption,  or  discon- 
tinuance occurred:  Provided,  however. 
That  In  any  case  where  an  ending  date 
has  been  previously  fixed  within  the 
month  in  which  the  withdrawal,  inter- 
ruption, or  discontinuance  occurred, 
there  will  be  no  extension  beyond  such 
ending  date.  These  provisions  will  be 
complied  with  without  election  or  choice 
upon  the  part  of  the  veteran  and  with- 
out regard  to  policy  now  in  effect  con- 
cerning accrual  and  granting  of  leave 
upon  application  by  the  veteran.  (It 
will  be  understood  that  this  procedure 
does  not  modify  leave  policy  presently 
effective  in  the  cases  of  veterans  who  con- 
tinue in  a  training  status  to  the  end  of 
a  scheduled  period  of  instruction.)  This 
paragraph  will  in  no  event  be  given  ret- 
roactive effect,  except  that  in  the  cases 
of  deceased  veterans  who  had  withdrawn 
from,  or  interrupted  training  status  as 
defined  herein,  and  prior  to  the  effective 
date  of  this  instruction  subsistence  al- 
lowance was  paid  to  the  end  of  the  month 
in  which  such  withdrawal  or  interruption 
occurred,  this  paragraph  will  be  given 
effect,  thus  eliminating  overpayment  in 
the  subsistence  allowance  account  which 
would  otherwise  stand  against  the  estate 
of  the  decedent. 

(Instr.  10-A.  Title  II,  Pub.  Law  346. 
78th  Cong.;  58  Stat.  287-291;  38  U.  S.  C. 
701.  ch.  12  note) 

[SEAL]  O.  W.  Clark. 

Executive  Assistant  Administrator. 

|F.   R.    Doc.    49-1992:    FUed.   Mar.    15,    1949; 
8:49  ».  m.l 


Part  21  —  Vocational  Rehabilitation 
AND  Education 

registration  and  research;  provision.\l 
regulations 

In  §  21.187,  paragraph  (d)  is  added 
to  read  as  follows: 

§  21.18^7  Payment  of  book,  supply,  arid 
equipment  charges  for  United  States  vet- 
erans enrolled  in  courses  of  education 
under  Public  Law  346,  78th  Congress,  as 
amended,  in  Veterans'  Administration- 
approved  foreign  educational  institu- 
tions.    •     •     • 

<d)  In  the  event  that  any  veteran 
should  file  a  claim  for  reimbursement  for 
tuition,  book,  supply  and  equipment 
charges  expended  by  him  during  the 
period  from  September  1,  1947.  to  De- 
cember 31,  1948.  inclusive,  the  claim  will 
be  processed  in  accordance  with  the  pro- 
cedures set  forth  In  Veterans'  Admin- 
istration vocational  rehabilitation  and 
education  procedure,  which  was  in  effect 
prior  to  January  1.  1949. 
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anstr.  11-A.  Title  IT.  Pub.  Law  346.  78th 
Cong.;  58  Stat.  287-291;  38  U.  S.  C.  701. 
ch.  12  note) 

[seal!  O.W.Clark, 

Executive  Assistant  Administrator. 

[F.    R.   Doc.    49-1991;    Filed,    Mar.    15.    1949; 
8:49  a.  m.l 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Lend  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Order* 

(Public  Land  Order  671] 

Alaska 

modifying  executive  order  no.  8480  of 
july  12,  1940,  and  reserving  certain 
lands  for  use  of  alaska  railroad  as 
railroad  reserve 

By  Virtue  of  the  authority  contained 
in  the  act  of  March  12,  1914,  38  StaL 
305.  307  '48  U.  S.  C.  304  >  and  pursuant 
to  Executive  Order  No.  9337  of  April  24, 
1943.  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights,  the  fol- 
lowing-described public  lands  in  the  Ter- 
ritory of  Alaska  reserved  by  Executive 
Order  No.  8480  of  July  12.  1940.  for  town- 
site  purposes  in  connection  with  the  con- 
struction and  operation  of  railroad  lines, 
are  hereby  set  aside  for  the  use  of  The 
Alaska  Railroad  as  a  railroad  reserve: 

Parcel  No.  1.  A  tract  ol  land  1420  feet  wide 
and  3.30  miles  long,  1320  feet  on  the  east  side 
of  and  parellel  to  and  100  feet  on  the  west 
Bide  of  and  parallel  to  the  -"nter  line  of  the 
present  main  line  of  The  Alaska  Railroad  be- 
tween mileage  61.30  and  64  60,  botinded  on  the 
south  by  the  southerly  boundary  line  of  the 
Turnagaln  Arm  Townslte  Reserve,  established 
by  E.  O.  8480,  dated  July  12,  1940,  the  north 
boundary  being  a  line  at  right  angles  to  the 
center  line  of  the  railroad  at  mileage  64  60. 
Parcel  No.  1  as  described  contains  575  acres. 

Parcel  No.  2.  A  tract  of  land  >-i  mile  wide 
and  1.81  miles  long,  Vi  mile  on  each  side  of 
and  parallel  to  the  center  line  of  The  Alaska 
Railroad.  Passage  Canal  Connection,  between 
mileage  F-10.12  and  F-n.93,  bounded  on  the 
southeast  by  the  easterly  boundary  line  of 
the  Turnagaln  Arm  Townslte  Reserve,  estab- 
lished by  E.  O.  8480,  dated  July  12,  19^0,  and 
bounded  on  the  nothwest  by  the  easterly 
boundary  line  of  Parcel  No.  1.  described  above. 
Parcel  No.  2  as  described  contains  679  acres. 

Executive  Order  No.  8480  is  hereby 
modified  to  the  extent  ncces.sary  to  per- 
mit the  use  of  said  lands  for  the  purposes 
stated. 

J  A.  Krug. 
Secretary  of  the  Interior. 

March  9,  1949. 

|F.    R.    Doc.   4&-1978:    Filed,   Mar.    15.    1949; 
8:56  a.  m.l 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

[  7  CFR,  Part  301  1 

Japanese  Beetle  Quarantine 

notice  or  proposed  rule  making  to  amend 
regulations 

Notice  is  hereby  given  under  section  4 
of  tiie  Administrative  Procedure  Act  <5 
U.  S.  C.  1003)  that  the  Secretary  of 
Agriculture,  pursuant  to  section  8  of  the 
Plant  Quarantine  Act  of  1912.  as 
amended  (7  U.  S.  C.  161),  and  sections 
1  and  3  of  the  Insect  Pest  Act  of  March 
3.  1905  (7U.  S.  C.  141. 143 ».  is  considering 
amending  §5  301  48-2.  301.48-4.  301.48-5. 
301.48-8  and  301.48-9  of  the  regulations 
supplemental  to  Quarantine  No.  48  relat- 
ing to  the  Japanese  beetle  '7  CFR 
11*301.48  through  301.48-10;  13  F.  R. 
2250).  as  follows: 

1.  Amend  5  301.48-2  to  include  the  fol- 
lowing counties,  magisterial  districts, 
and  independent  cities: 

Maryland.     County  of  Garrett. 

Virginia.  Countlea  of  Brunswick.  Charles 
City.  Ciark€^  Dinwiddle,  Edsex.  Frederick, 
Gloucester.  Goochland.  Hanover.  Isle  of 
Wight.  James  City.  King  and  Queen.  Lan- 
caster, Louisa,  Mathews,  Middlesex,  New 
Kent,  Northumberland,  Powhatan,  Prince 
George,  Richmond,  Southampton,  Surry, 
Sussex,  and  York;  the  presently  nonregu- 
lated  portions  of  the  counties  of  Caroline, 
Chesterfield,  Greensville,  King  William. 
Nansemond,  Orange.  Rappahannock,  Spot- 
Bylvania,  Warren,  Warwick,  and  Westmore- 
land; magisterial  districts  of  Elon  In  Amherst 
county.  Forest  in  Bedford  county,  and  Brook- 
vllle  In  Campbell  county;  and  the  Inde- 
pendent cities  of  Hopewell,  Lynchburg,  and 
Williamsburg. 

West  Virginia.  Counties  of  Preston  and 
Tucker,  and  the  presently  nonregulated  por- 
tion of  Mineral  county. 

2.  Amend  5  301.48-4  (a)  to  read  as 
follows : 

(a)  Certification.  Articles  designated 
in  S  301.48-3  may  be  moved  either  on 
direct  billing,  diversion  or  reconsignment 
from  a  regulated  area  to  or  through  any 
point  outside  thereof  only  after  a  cer- 
tificate or  limited  permit  has  been  issued 
therefor  In  compliance  with  §  301.48-5, 
except  as  follows: 

(1)  A  certificate  or  limited  permit  will 
not  be  required  for  the  movement  of 
regulated  articles  when  transported  via 
mail  or  by  a  common  carrier  on  a  through 
bill  of  lading  from  a  regulated  aVea 
through  a  nonregulated  area  to  another 
regulated  area. 

(2)  A  certificate  or  limited  permit  will 
be  required  for  the  movement  of  any  or 
all  of  the  articles  described  in  §  301.48-3 
(b).(3>  and  (4)  only  when  an  Inspector's 
observations  in  regulated  areas  disclose 
either  that  adult  beetles  have  emerged 
In  large  numbers  and  are  actively  flying 
In  such  quantities  that  they  may  Infest 
shipments  of  these  articles  to  be  moved 
from  such  areas  to  nonregulated  points, 
or  that  such  emergence  and  flight  are 
Imminent.    Common  carriers,  shippers, 


and  other  interested  persons  will  be  in- 
formed in  advance  by  appropriate  notice 
of  the  areas  in  which  these  conditions 
exist,  the  articles  affected,  the  dates  of 
the  imminence  or  beginning  and  cessa- 
tion of  adult  flights  during  which  cer- 
tificates or  limited  permits  will  be  re- 
quired, and  the  places  where  insp>ections 
will  be  made  and  certificates  and  permits 
Jssued. 

3.  Amend  §§301.48-5.  301.48-8.  and 
301.48-9  by  inserting  the  word  "aircraft" 
after  the  words  "car"  or  "cars"  wherever 
these  words  occur  In  the  said  sections. 

All  persons  who  desire  to  sulMnit  writ- 
ten data,  views,  or  arguments  concern- 
ing the  proposed  amendments  may  do  so 
by  filing  them  with  the  Chief  of  the 
Bureau  of  Entomology  and  Plant  Quaran- 
tine. United  States  Department  of  A*;ri- 
culture,  Washington  25.  D.  C.  within 
fifteen  days  after  publication  of  this 
notice  in  the  Federal  Register. 

<Secs.  1.  3.  33  Stat.  1269.  1270.  sec.  8.  37 
Stat.  318.  as  amended:  7  U.  S.  C.  141.  143. 
161:  7  CFR  §§301.48  through  301.48-10. 
13  F.  R.  2250) 

Done  at  Washington.  D.  C.  this  11th 
day  of  March  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  Depart- 
ment of  Agriculture. 

[seal]  CHARLfe  P.   BrANNAN. 

Secretary  of  Apriculture. 

(F.    R.    Doc.   49-2006;    Filed,    Mar.    15,    1949; 
8:58   a.  m.) 


Production  and  Marketing 
Administration 

I  7  CFR,  Part  29  1 

Tobacco  Inspection 

announcement  of  referendum  in  con- 
nection with  proposed  designation 
under  tobacco  inspection  act  of  to- 
bacco auction  market  of  ellerbe,  n.  c. 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  Agriculture  by  the 
Tobacco  Inspection  Act  <49  Stat.  731;  7 
U.  S.  C.  511  et  seq. ).  and  in  accordance 
with  the  applicable  regulations  (13  P.  R. 
9474-9479)  issued  thereunder  by  the 
Secretary,  notice  is  given  that  a  referen- 
dum of  tobacco  growers  will  be  con- 
ducted from  March  24  through  March 
26,  1949,  to  determine  whether  two- 
thirds  of  the  growers  voting  in  said  ref- 
erendum favor  the  designation  of  the 
Ellerbe,  North  Carolina,  tobacco  auction 
market  for  free  and  mandatory  Inspec- 
tion under  the  act. 

Growers  who  sold  tobacco  at  auction 
on  the  Ellerbe,  North  Carolina,  market 
during  the  1948  marketing  season  shall 
be  eligible  to  vote  in  said  referendum. 
Ballots  for  use  in  said  referendum  will 
be  mailed  to  all  eligible  voters  insofar  as 
their  names  and  addresses  are  known. 
Eligible  voters  who  do  not  receive  ballots 
by  mall  may  obtain  them  from  the 
county  agent  or  the  ofBce  of  the  county 
agricultural  conservation  association  at 


Rockingham.  North  Carolina:  from  the 
county  agents  at  Troy,  Wadesboro.  Lau- 
rinburg.  or  Carthage.  North  Carolina; 
or  from  the  representative  of  the  Pro- 
duction and  Marketing  Administration 
at  Town  Offlce  in  Ellerbe,  North 
Carolina. 

All  completed  ballots  shall  be  mailed 
to  the  Tobacco  Branch.  Production  and 
Marketing  Administration.  United 
States  Department  of  Agriculture.  P.  O. 
Box  549.  Raleigh.  North  Carolina,  and 
in  order  to  be  counted  in  said  referen- 
dum, must  be  postmarked  not  later  than 
midnight,  March  26,  1949. 

Issued  this  11th  day  of  March  1949. 

[seal!  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

|F    R.    Doc.    49-2009:    Filed.    Mar.    15.    1949; 
8:59  a.  ra.) 


t  7  CFR,  Part  927  1 

Handling  of  Milk  in  New  York  Metro- 
politan Milk  Marketing  Area 

decision  WITH  RESPECT  TO  PROPOSED 
MARKETING  AGREEMENT  AND  PROPOSED 
AMENDMENT  TO  ORDER,  AS  AMENDED 

Pursuant  to  Public  Act  No.  10.  73d 
Congress  (May  12.  1933).  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CFR. 
Supps.  900.1  et  seq..  13  F.  R.  8585) .  a  pub- 
lic hearing  was  held  at  New  York  City 
during  the  period  September  27-October 
1.  1948,  continued  at  Utica,  New  York, 
on  October  6  and  7.  1948.  and  was  re- 
opened at  Almira.  New  York,  during  the 
period  January  24-28.  1949  and  con- 
tinued at  Syracuse.  New  York,  during  the 
period  January  31-February  2,  1949, 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  here- 
tofore approved  by  the  Secretary  of  Ag- 
riculture and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
New  York  metropolitan  milk  marketing 
area. 

The  material  Issues '  presented  on  the 
record  of  this  hearing  are  concerned  with 
the  following: 

1.  Revision  of  classes  of  utilization  by 
designating  Class  II-A  as  Class  II.  com- 
bining Classes  II-B  through  IV-B  into  a 
new  Class  III.  and  eliminating  Classes 
V-Aand  V-B  (H.N.  72). 

2.  Establishment  of  pricing  provisions 
for  the  new  Class  III  and  revision  of  the 
Class  II  pricing  provisions  by  Including 
therein  a  skim  milk  value  (H.  N.  30-47, 
75,  77  and  78). 


>  The  listing  of  each  Issue  Is  followed  by 
the  numbers  of  the  proposaU  (as  set  forth  in 
the  notice  of  hearing  issued  on  September  2. 
1948.  and  January  3,  1949)  directly  associated 
wltb  that  issue,  thus;  (H.  N.  ._). 


3.  Establishment  of  a  butter-cheese 
adjustment  <H.  N.  76). 

4.  E-^tablishment  of  a  fluid  skim  dif- 
ferential <H.  N.  79). 

5.  Storage  cream  payments.  (H.  N. 
57,  59-60.  and  86). 

6.  Revision  of  the  provisions  for  pay- 
ments on  milk  or  milk  products  from 
other  than  producer  sources  (H.  N.  61-63 
and  87). 

7.  Revision  ofthe  pricing  of  Class  I-C 
milk  sold  in  New  England  (H.  N.  27.  65. 
and  66). 

8.  Qualification  of  a  plant  to  be  a  pool 
plant  even  though  shipment  of  milk  to 
the  marketing  area  is  prohibited  for 
specified  periods  by  reason  of  health  au- 
thority permission  for  receiving  unap- 
proved miWi  or  skim  milk  or  for  ship- 
ment of  approved  skim  milk  from  such 
a  plant  (H.  N.  3). 

9.  Revision  of  provisions  concerning 
the  su5F>ension  of  pool  plant  designations 
as  to  'a)  establishing  an  obligation  for 
handlers  to  utilize  milk  so  it  will  yield 
the  greatest  possible  return  to  producers; 
and  <b)  the  classes  of  milk  which  are 
permitted  or  required  to  be  included  by 
the  market  administrator  in  his  deter- 
mination as  to  the  desirable  utilization 
of  milk  (H.  N.  4-9  and  70). 

10.  Revision  of  the  basis  of  classifica- 
tion by  (a)  prohibiting  the  classification 
in  a  class  higher  than  Class  IT  of  milk 
manufactured  into  cream  or.  if  suoh 
cream  is  shipped  to  another  plant.  In 
a  class  higher  than  the  class  applicable 
to  fluid  cream  in  the  area  in  which  the 
receiving  plant  is  located;  (b)  prohibit- 
ing the  classiflcatlon  of  milk  shipped  to 
a  plant  in  an  area  not  regulated  by  an 
order  of  the  Secretary  In  a  class  higher 
than  I-C:  <c)  eliminating  or  revising  the 
provisions  requiring  that  milk,  cream,  or 
skim  milk  shipped  to  the  marketing  area 
be  classified  as  I-A.  II-A.  or  V-A,  respec- 
tively; (d)  changing  the  provisions  for 
cla.ssifying  milk  and  cream  shipped  more 
than  65  miles  to  plants  located  in  cer- 
tain states:  (e)  allowing  a  handler  to 
elect  at  which  plant  milk  or  cream 
shipped  to  a  nonpool  plant  shall  be 
classified;  and  (f)  eliminating  the  pref- 
erential assignment  of  pool  milk  to  ex- 
cess plant  loss  classified  in  Classes  I-A, 
II-A,  II-B,  and  V-A  In  a  plant  with 
receipts  from  both  pool  and  nonpool 
sources  (H.  N.  11-21,  25,  26,  and  71). 

11.  Revision  of  cla.ss  definitions  by  (a) 
placing  cultured  or  fiavored  milk  drinks 
containing  more  than  5  percent  of  but- 
terfat  In  Class  II  If  sold  In  the  market- 
ing area  or  In  Class  III  if  sold  outside 
the  marketing  area;  (b)  basing  Classes 
I-B  and  I-C  on  delivery  to  a  plant  or 
purchaser  rather  than  on  ultimate  dis- 
tribution; and  (c)  classifying  as  Class 
III  milk  utilized  in  products  not  specifi- 
cally named  In  any  other  class.  (H.  N. 
22-24.  and  72). 

12.  Revision  of  the  provisions  author- 
izing the  market  administrator  to  audit 
handlers'  records  (H.  N.  51  >. 

13.  Revision  of  reporting  and  account- 
ing requirements  associated  with  stor- 
age cream  payments  (H.  N.  50.  57,  58, 
81  and  86). 

14.  Revision  of  the  method  for  estab- 
liihmg  freight  zones  (H.  N.  48  and  67  >. 


15.  Elimination  or  revision  of  provi- 
sions relating  to  location  differentials 
(H.  N.  52.  53  and  54). 

16.  Elimination  of  provisions  for  pay- 
ment by  handlers  into  the  producer  set- 
tlement fund,  and  for  later  disposition 
of  payments  due  producers  who  cannot 
be  located,  and  of  payments  concerning 
which  dispute  arises  as  to  when  such 
payments  are  due  producers  <H.  N.  55). 

17.  Revision  of  the  provisions  for  cal- 
culating the  butterf at  differential  used  in 
connection  with  payments  to  producers 
•  H.  N.  56', 

18.  Revision  of  provisions  concerning 
expenses  of  administration  (H.  N.  88). 

19.  Miscellaneous  and  incidental  <H.  N. 
1.  2.  28.  29,  49,  64,  68,  69,  73,  71,  80,  and 
82-85). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Acting  Assistant  Adminis- 
trator, Production  and  Marketing  Ad- 
ministration, on  February  21,  1949,  filed 
with  the  Hearing  Clerk,  United  States 
Department  of  Agriculture,  his  recom- 
mended decision  in  this  proceeding.  The 
notice  of  such  recommended  decision  and 
of  opportunity  to  file  exceptions  thereto 
was  published  In  the  Federal  Register  on 
February  24, 1949  ( 14  P.  R.  829  > . 

Exceptions  to  the  recommended  deci- 
sion were  filed  on  behalf  of  Interested 
parties.  Each  of  such  exceptions  was 
carefully  and  fully  considered  in  arriving 
at  the  findings  and  conclusions  appearing 
In  this  decislcn.  Rulings  on  some  of  the 
exceptions  appear  herein  In  the  findings 
and  conclusions  with  respect  to  the  par- 
ticular Issue  to  which  the  exception  re- 
fers. Otherwise,  to  the  e>:tent  that  the 
findings  and  conclusions  contained  here- 
in are  at  variance  with  exceptions  per- 
taining thereto,  such  exceptions  are  de- 
nied. Rulings  contained  In  the  recom- 
mended decision  upon  proposed  findings 
and  conclusions  submitted  by  Interested 
parties  are  confirmed  except  as  modified 
by  the  findings  and  conclusions  set  forth 
herein.  To  the  exterit  that  findings  and 
conclusions  proposed  by  Interested  par- 
ties and  not  ruled  upon  In  the  recom- 
mended decision  are  inconsistent  with 
the  findings  and  conclusions  contained 
herein,  the  specific  or  implied  requests 
to  make  such  findings  and  to  reach  such 
conclusions  are  denied  on  the  basis  of  ' 
the  facts  found  and  stated  In  connection 
with  the  conclusions  herein  set  forth. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  ma- 
terial issues  are  based  upon  the  evidence 
introduced  at  the  hearing  and  the  record 
thereof. 

Issues  Nos.  1.  2,  3,  4.  5,  and  6.  Milk 
classified  in  the  present  classes  II-B 
through  IV-B  should  be  classified  in  one 
class  and  designated  as  Class  III.  Class 
II-A  should  be  redesignated  as  Class  11. 
A  fluid  skim  differential  applicable  to 
skim  milk  now  classified  as  Class  V-A 
should  be  substituted  for  the  present 
classes  V-A  and  V-B.  Prices  for  Classes 
II  and  III  milk  should  include  the  value 
of  the  skim  milk  for  manufacturing. 

The  formula  for  Class  III  milk  should 
reflect  the  value  of  butterfat  plus  the 
value  of  skim  milk,  minus  allowances  for 
transportation  and  handling.  The  but- 
terfat value  for  the  months  of  August 


thrcAigh  February  should  be  computed 
by  dividing  the  Baston  weighted  average 
cream  price  by  33.48.  but  at  no  time  dur- 
ing these  months  should  the  butterfat 
value  be  lower  than  the  New  York  U.  S. 
Grade  A  or  U.  S.  92-score  butter  price 
plus  2  cents,  multiplied  by  1.24.  The 
butterfat  value  during  March  through 
July  should  be  the  New  York  U.  S  Grade 
A  or  U.  S.  92-score  butter  price  plus  2 
cents,  multiplied  by  1.24.  The  skim  milk 
price  should  be  the  price  per  pound  pub- 
lished on  "The  Producers'  Price — Cur- 
rent" for  nonfat  dry  milk  solids,  other 
brands,  human  consumption,  carlots, 
bags  or  barrels,  multiplied  by  7.5. 

Allowances  for  transportation  and 
handling  should  be  10  cents  and  70  cents, 
respectively,  per  hundredweight  of  milk. 

The  transportation  differentials  pres- 
ently applicable  to  Class  II-A  milk  should 
apply  to  Class  II  and  Class  III  milk. 

The  skim  rnilk  adjustment  to  be  in- 
cluded in  the  Cla.ss  II  price  should  be  an 
amount  obtained  by  subtracting  48  cents 
from  the  skim  milk  value  used  In  the 
Cla.ss  III  formula. 

The  butterfat  differentials  for  Class  II 
and  Class  III  should  be  computed  by  sub- 
tracting the  amount  of  the  Class  II  skim 
milk  adjustment  from  the  class  price  and 
dividing  by  35. 

For  milk  made  into  butter  and  cheese 
(Cheddar,  American  Cheddar,  Colby, 
washed  curd,  or  part  skim  Cheddar )  the 
handler  should  be  credited  with  an 
amount  equivalent  to  4  cents  per  F>ound 
of  butterfat  except  that  the  amount  cred- 
ited in  plants  in  zones  beyond  325  miles 
should  be  reduced  to  offset  the  increase 
in  transportation  differentials  applicable 
In  such  zones  over  and  above  those  ap- 
plicable in  the  zones  l)etween  301  and  325 
miles  from  New  York. 

For  storage  cream  used  in  reconsti- 
tuted cream  or  sour  cream  for  the  mar- 
keting area,  the  handler  should  pay  to 
producers  through  the  jwoducer  settle- 
ment fund  an  additional  9  cents  per 
pound  of  butterfat  if  the  cream  was  sepa- 
rated in  the  months  of  March  through 
July,  and  an  additional  10  cents  per 
PHjund  of  butterfat  if  the  cream  was  sepa- 
rated in  the  months  of  August  through 
February. 

Handlers  storing  cream  during  the 
months  of  April  through  September 
should  be  eligible,  as  heretofore,  for  a 
storage  cream  payment  from  the  pool 
equivalent  to  the  butter-cheese  adjust- 
ment for  such  cream  utilized  in  the  man- 
ufacture of  butter  in  the  months  of  Jan- 
uary through  March. 

For  storage  cream  separated  during 
the  months  of  April  through  July  1949 
which  is  utilized  after  July  1949  in  prod- 
ucts other  than  reconstituted  cream  and 
sour  cream  for  the  marketing  area  and 
other  than  butter  otherwise  eligible  for 
payments,  handlers  separating  cream 
should  be  paid  an  amount  equivalent  to 
any  decline  In  the  Class  III  butterfat 
value  between  the  month  of  separation 
and  the  month  of  utilization,  but  no  more 
than  the  amount  of  the  butter-cheese 
adjustment.  The  peyment  into  the  pool 
for  storage  cream  separated  in  the 
months  of  April  through  July  1949  used 
for  marketing  area  sour  cream  or  recon- 
stituted cream  should  be  so  limited  that 
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it  does  not  exceed  an  amount  equivalent 
to  10  times  the  Class  II  butterfat  dif- 
ferential less  4  cents  In  the  month 
utilized. 

The  payment  Into  the  pool  for  non- 
pooled  milk  received  in  the  marketing 
area  in  the  form  of  milk,  fluid  milk  prod- 
ucts, cultured  or  flavored  milk  drinks, 
cream  or  fluid  cream  products  should  be 
made  at  a  rate  equal  to  the  difference 
between  the  Class  ni  and  the  Class  I-A 
or  Class  II  price,  whichever  is  applicable. 
A  rate  equal  to  the  fluid  skim  differential 
should  be  paid  on  nonpool  skim  milk  en- 
tering the  m*rketing  area. 

Payments  on  non-pooled  cream  which 
Is  received  in  the  marketing  area  and 
classified  as  Class  III,  and  on  plain  con- 
densed milk,  frozen  desserts,  or  homo- 
genized mixtures,  should  be  eliminated. 

Indications  are  that  the  quantity  of 
Order  No.  27  pool  milk  which  must  be 
utilized  in  products  other  than  those  re- 
requiring  approval  of  marketing  area 
health  authorities  (such  milk  being  here- 
inafter referred  to  as  surplus  milk>  will 
be  sub.stantially  larger  during  the  next 
few  months  than  during  corresponding 
months  of  recent  years.  This  Is  due  prin- 
cipally to  the  action  of  the  Board  of 
Health  of  the  City  of  New  York  in  permit- 
ting, effective  January  1.  1949,  cream 
from  sources  not  directly  under  the  su- 
pervision of  the  New  York  City  Depart- 
ment of  Health  to  be  used  in  the  manu- 
facture of  ice  cream  and  other  manufac- 
tured dairy  products.  In  addition  it 
appears  that  the  total  supply  of  jxjol 
milk,  particularly  through  the  season  of 
flush  production,  will  be  somewhat  higher 
than  in  recent  years.  Any  decrease  in 
the  consumption  of  fluid  milk  this  year 
in  relation  to  recent  years  would  al.so 
Increase  the  quantity  of  surplus  milk. 

If  orderly  marketing  of  producers'  milk 
Is  to  be  effected,  all  milk  offered  to  han- 
dlers by  producers  must  be  accepted.  To 
Insure  orderly  marketing,  therefore,  sur- 
plus milk  must  be  priced  at  a  level  at 
which  handlers  will  accept  and  utilize  it. 

In  the  ab.sence  of  classified  pricing  and 
equalization  as  provided  under  the  or- 
der, certain  milk  products.  Including 
cream  for  fluid  purposes  or  ice  cream  in 
the  Northeast  and  the  products  included 
In  the  present  Class  III,  would  comprise 
preferred  outlets  for  New  York  pool  milk. 
These  are  relatively  bulky  or  perishable 
Fwoducts  for  which  transptortation  costs 
from  the  more  distant  production  areas 
in  the  Midwest  are  relatively  high.  This 
is  not  true  In  the  case  of  butter  and 
Cheddar  cheese  and  certain  other  milk 
products  which  are  compact  and  rela- 
tively nonperishable.  Surplus  milk  used 
in  butter  and  Cheddar  cheese  has  regu- 
larly returned  less  money  to  producers 
than  milk  ased  In  other  products.  New 
York  pool  milk  should  be  priced  under  the 
order  so  as  to  result  in  the  utilization  of 
surplus  milk  in  the  preferred  surplus 
outlets,  thus  preserving  for  producers 
the  economic  advantage  to  which  their 
location  entitles  them. 

Ideally,  those  uses  which  return  pro- 
ducers the  highest  prices  should  yield 
the  greatest  net  return  to  handlers.  Al- 
though class  prices  in  the  past  have  been 
established  in  accordance  with  that  ob- 
jective, changing  relationships  between 
product  values  have  frequently  Inter- 


fered  with  its  realization.  With  the 
present  system  of  multiple  class  pricing, 
the  amount  of  surplus  milk  used  in  cer- 
tain preferred  outlets  such  as  fluid  cream 
and  ice  cream  for  Eastern  markets  and 
evaporated  milk  has  declined  in  recent 
years,  both  in  ab.solute  quantity  and  in 
relation  to  the  total  milk  utilized  In  such 
outlets,  while  at  the  same  time  relatively 
large  amounts  of  pool  milk  have  l>een 
utilized  in  the  manufacture  of  butter 
and  cheese.  With  all  surplus  milk  priced 
at  a  single  price  handlers  can  reason- 
ably be  expected  to  search  for  the  pref- 
erential markets  rather  than  put  their 
milk  into  those  products  which  afford 
the  most  favorable  margin  for  handlers 
but  which  under  the  present  order  may 
yield  the  lowest  return  to  producers.  It 
is  concluded,  therefore,  that  all  surplus 
milk  should  be  in  the  same  class. 

The  price  established  at  this  time  for 
milk  classified  in  a  single  surplus  class 
may  need  to  be  lower  than  the  price 
established  for  such  milk  after  a  period 
of  time  has  been  allowed  for  a  shift  of 
pool  milk  into  the  more  preferential  out- 
lets. 

An  analysis  of  possible  markets  for 
surplus  milk  reveals  that  it  must  be 
priced  oO  that  a  substantial  part  of  It 
will  be  utilized  for  ice  cream  in  New  York 
City  if  the  quantity  of  such  milk  used  in 
lower  value  products,  such  as  butter  and 
Cheddar  cheese,  is  to  be  kept  a*,  a  mini- 
mum. 

Until  recently,  cream  for  use  in  New 
York  City  ice  cream  could  be  obtained 
only  from  sources  under  the  direct  super- 
vision of  the  New  York  City  Department 
of  Health.  The  price  for  pool  milk  so 
utilized  has  included  a  premium  over 
the  price  of  other  cream.  This  outlet, 
principally  by  reason  of  the  change  in 
New  York  City  health  authority  require- 
ments, will  no  longer  return  producers 
its  former  premium.  Any  attempt  to 
maintain  this  premium  in  the  order 
would  result  in  the  substitution  of  other 
milk  for  pool  milk  for  this  use. 

Ice  cream  manufacturers  have  been 
permitted  to  use  butter  from  sources 
other  than  those  directly  inspected  by 
the  New  York  City  Department  of  Health 
in  making  Ice  cream.  Butter  has  dis- 
placed pool  cream  as  a  source  of  butter- 
fat  for  New  York  City  ice  cream  to  a  sub- 
stantial extent.  This  shift  has  been  ex- 
pedited by  recent  technological  develop- 
ments in  the  process  of  using  butter  In 
making  ice  cream  with  accompanying  In- 
provement  In  the  quality  of  ice  cream  so 
made.  Cream  for  New  York  City  Ice 
cream,  therefore,  must  compete  with  but- 
ter as  a  source  of  butterfat. 

The  butter  used  In  ice  cream,  however, 
is  of  special  quality  for  which  ice  cream 
manufacturers  pay  a  premium.  Ice 
cream  manufacturers  Indicated  at  the 
hearing  that  the  premium  which  they 
are  willing  to  pay  is  2  cents  per  pound 
for  such  butter.  Butter  usually  contains 
about  80.5  percent  butterfat.  The  value 
of  a  pound  of  butter.  Including  premium, 
therefore,  should  be  multiplied  by  1.24 
to  arrive  at  the  value  of  a  pound  of  but- 
terfat. To  convert  the  value  per  pound 
of  fat  to  a  value  per  hundredweight  of 
milk,  multiply  by  3.5. 

Other  preferred  outlets  In  the  North- 
east should  be  able  to  absorb  pool  milk 


at  a  price  which  will  permit  pooled  milk 
to  compete  with  butter  for  use  In  New 
York  City  Ice  cream.  These  outlets 
Include  cream  for  other  Eastern  mar- 
kets such  as  Boston  and  Philadelphia. 
Supply  conditions  In  the  Northeast  at 
times  In  the  past  have  resulted  In  the 
payment  of  premiums  for  butterfat  In 
Northeastern  markets  higher  than  pre- 
miums normally  obtainable  over  the  price 
of  butterfat  In  the  Midwest.  If  such  a 
condition  develops  in  the  future,  the  ad- 
ditional premium  should  accrue  to 
Northeastern  producers.  The  weighted 
average  price  per  40-quart  can  of  40  per- 
cent bottling  quality  cream  in  Bo.ston  is 
apparently  the  best  indicator  of  the  vari- 
ation in  value  of  butterfat  In  the  North- 
east due  to  short-term  variations  be- 
tween National  and  Northeastern  supply 
conditions.  A  dl.sadvantage  of  the  Bos- 
ton cream  price,  however.  Is  that  the  milk 
equivalent  of  cream  In  the  Boston  market 
Is  relatively  small  as  compared  with  the 
volume  of  surplus  milk  In  the  New  York 

P)00l. 

The  value  of  butterfat  In  Boston  cream 
Is  probably  comparable  with  the  value 
of  butterfat  In  butter  suitable  for  New 
York  City  ice  cream  as  an  Indicator  of 
butterfat  values  In  the  Northeast  except 
for  occasional  premiums  due  to  specif 
supply  and  demand  conditions  In  the 
Northeast.  Some  .slight  difference  exists 
because  of  a  difference  in  the  cost  of 
shipping  cream  from  the  Midwest  to  the 
New  York  and  Boston  markets.  The 
contention  was  made  at  the  hearing  that 
the  Boston  cream  price  reflected  some 
premium  for  continuous  supply  through- 
out the  year  which  New  York  handlers 
are  not  In  a  position  to  obtain.  The  pre- 
cise amount  of  such  premium.  If  any.  Is 
not  shown  In  the  record.  The  price  for  a 
40-quart  can  of  40  percent  cream  is  con- 
verted to  a  value  per  pound  of  butterfat 
by  dividing  by  33.48. 

In  the  months  from  March  through 
July,  the  New  York  ice  cream  market  is  a 
more  important  outlet  for  pool  milk  than 
at  other  times  of  the  year.  During  this 
period,  production  of  New  York  surplus 
milk  Is  likely  to  exceed  the  available  out- 
lets for  current  use  other  than  for  but- 
ter and  cheese.  Ice  cream  manufac- 
turers, as  well  as  others,  however,  buy 
butterfat  during  this  period  to  store  for 
use  In  times  of  short  supply.  Some  ice 
cream  manufacturers  buy  a  substantial 
part  of  their  entire  year's  needs  of  butter- 
fat during  this  period. 

Exception  was  taken  to  the  conclusion 
In  the  recommended  decision  which 
might  result  In  the  Class  III  butterfat 
value  being  based  on  the  butter  price 
plus  3  cents  In  any  of  the  months  of 
March  through  July.  It  was  contended 
that  Ice  cream  manufacturers  would  not 
pay  3  cents  premium  over  butter  for 
cream.  Rstablishing  the  premium  at  a 
flat  2  cents  over  butter  for  these  months 
should  Insure  a  maximum  use  of  cream 
In  Ice  cream  and  should  encourage  stor- 
age of  cream  for  subsequent  use  In  Ice 
cream.  It  Is  concluded,  therefore,  that 
during  the  months  of  March  through 
July  the  butterfat  value  In  the  Class  III 
formula  should  be  the  price  per  pound  of 
New  York  U.  S.  Grade  A  or  U.  S.  92-score 
butter  plus  2  cents,  times  1.24;  and  that 
during  the  months  of  August  through 


February  the  Boston  weighted  average 
cream  price  should  be  used  to  reflect  any 
additional  premium  over  butter  which 
should  accrue  to  producers  as  a  result 
of  .special  supply  and  demand  conditions 
in  the  Northeast. 

Evidence  In  the  record  shows  that  a 
large  part  of  the  skim  milk  from  pool 
milk  is  manufactured  into  nonfat  dry 
milk  .solids  and  that  a  large  proportion 
of  the  nonfat  dry  milk  solids  manufac- 
tured m  recent  years  has  been  sold  for 
human  consumption. 

It  Is  concluded,  therefore,  that  the 
prices  to  be  used  to  represent  the  value 
of  .skim  milk  be  prices  for  nonfat  dry 
milk  solids  for  human  consumption  only 
rather  than  the  average  of  the  prices  for 
human  consumption  and  for  animal 
feed.  This  change,  however,  has  been 
taken  into  consideration  In  arriving  at 
the  handling  allowance  Included  as  a 
p.n.'-t  of  the  Class  III  price  formula. 

In  the  computation  of  the  skim  value 
in  the  recommended  Class  II  and  Class 
ni  formulas,  the  quotation  for  nonfat 
dry  milk  solids  Is  multiplied  by  7,5  to 
rpore.sent  the  value  of  91.25  pounds  of 
.«kim  milk  (considering  100  pounds  of 
3  5  percent  milk  to  be  equivalent  to  8  75 
pound--^  of  40  percent  cream  and  91.25 
pr>unds  of  skim  milk).  The  result  Is 
approximately  the  same  as  that  obtained 
under  the  present  Class  V-B  formula  by 
multiplying  the  nonfat  dry  milk  solids 
quotation  by  8.3  to  arrive  at  a  value  for 
nonfat  dry  milk  solids  made  from  100 
pounds  of  skim  milk. 

The  Class  III  price  resulting  from  the 
formula  Is  the  price  in  the  201-210  mile 
zone  from  New  York  City.  An  allowance 
to  cover  the  cost  of  shipping  cream  and 
nonfat  dry  milk  solids  from  the  201-210 
mile  zone  to  New  York  City  should  be 
.subtracted  from  the  value  of  the  butter- 
fat and  .skim  milk  solids  In  New  York 
City.'  Carlot  rates  for  shipping  cream 
are  equivalent  to  about  7  cents  per  hun- 
dredweight of  milk,  and  rates  for  ship- 
ping nonfat  dry  milk  solids  are  approxi- 
mately equivalent  to  3  cents  per  hundred- 
weight of  milk.  A  transportation  allow- 
ance 6f  10  cents,  therefore,  should  be  sub- 
tracted from  the  combined  value  at  New 
York  City  of  the  butterfat  and  nonfat 
solids  In  a  hundredweight  of  milk. 

Probably  the  most  Important  single 
factor  In  a  formula  for  Class  III  milk  Is 
the  handling  allowance.  The  allowance 
should  be  one  under  which  all  of  the  milk 
offered  for  sale  by  producers  will  be  ac- 
cepted by  handlers.  An  allowance  which 
Is  too  high  would  result  In  high  charges 
by  country  plants  for  Class  I-A  milk  and 
varying  premium  payments  to  producers, 
and  cooperative  associations  of  producers, 
above  the  prices  required  to  be  paid  by 
the  order.  A  handling  allowance  which 
Is  too  low  would  result  in  charges  for 
Class  I-A  milk  at  less  than  that  necessary 
to  cover  cost  of  operations,  and  eventu- 
ally In  the  reluctance  or  refusal  of  han- 
dlers to  accept  milk  from  producers  or 
from  cooperative  associations  of  produc- 
ers. 

One  approach  to  the  problem  of  deter- 
mining the  handling  allowance  is  to  de- 
termine the  cost  of  manufacturing  the 
products  used  as  a  basis  for  determining 
the  price.  In  a  formula  using  the  value 
of  cream  and  nonfat  dry  milk  solids  as  a 


basis,  the  cost  of  manufacturing  these 
products  should  be  used.  There  are 
many  difficulties  in  determining  han- 
dling allowances  on  the  ba.sls'of  such 
costs.  First,  there  are  few.  If  any,  oper-. 
atlons  in  the  New  York  mllkshed  which 
are  limited  substantially  to  the  .separa- 
tion of  cream  and  the  production  of 
roller  proce.ss  nonfat  dry  milk  solids. 
The  co.st  of  0E>erating  manufacturing 
plants  may  be  higher  by  rea.son  of  the 
manufacture  of  products  which  yield  a 
higher  return,  or  a  lower  cost  may  be 
inciu-red  if  products  yielding  a  lower  re- 
turn are  being  .sold.  Second,  fixed  costs 
may  be  allocated  to  different  operations 
in  different  ways.  An  operator  who  has 
principally  a  Class  I-A  bu-slness  may  allo- 
cate most  or  all  of  his  fixed  costs  to  the 
Class  I-A  business,  while  an  operator  who 
has  a  large  percentage  of  his  milk  being 
manufactured  might  allocate  a  large 
.share  of  his  fixed  costs  to  the  manufac- 
turing operations.  Both  methods  may 
be  correct  for  the  particular  business  in- 
volved. Third.  It  Is  necessary  to  adjust 
the  handling  allowance  for  prospective 
changes  in  the  costs. 

Considerable  testimony  was  offered  to 
Indicate  that  the  cost  of  making  cream 
and  nonfat  dry  milk  solids  is  between  85 
cents  and  one  dollar  per  hundredweight. 
When  these  figures  are  adjusted  for  pro- 
spective decreases  in  plant'  loss  costs  be- 
cause of  recent  and  prosi>ective  decrease 
In  product  values,  for  prospective  de- 
creases In  costs  of  feeder  plant  milk  in 
view  of  prospective  higher  volume,  and 
to  eliminate  costs  already  taken  Into  ac- 
count in  the  transportation  allowance, 
it  appears  that  the  costs  for  this  year 
will  be  nearer  to  70  cents  than  to  the 
costs  for  last  year. 

Another  method  of  approaching  "the 
problem  is  to  consider  percentage 
changes  in  the  costs  of  operating  manu- 
facturing plants.  Over-all  costs  of  man- 
ufacturing operations  appear  to  have  in- 
creased about  26  percent  since  handling 
allowances  were  last  determined.  In- 
creasing by  26  percent  the  present  han- 
dling allowance  of  59  cents  for  cream 
and  nonfat  dry  milk  solids  operations 
would  result  In  a  handling  allowance  of 
about  74  cents.  Some  adjustment  in  this 
figure  is  appropriate  in  Tlew  of  prospec- 
tive conditions  this  year. 

A  third  method  of  approaching  the 
problem  is  through  study  of  the  actual 
handling  allowances  paid  feeder  plants 
for  milk  for  manufacture  or  for  Class 
I-A  use.  The  payment  of  charges  for 
handling  fluid  milk,  except  in  times  of 
short  supply,  considerably  In  excess  of 
the  cost  of  operating  fluid  milk  plants 
will  Indicate  a  correspondingly  excessive 
allowance  for  handling  surplus  milk.  A 
Class  III  formula  must  have  been  In  op- 
eration for  a  period  of  time  before  this 
method  can  be  used. 

A  variation  of  this  third  method  Is  to 
study  margins  taken  for  fluid  cream  and 
nonfat  dry  milk  solids  sold  in  New  York 
City.  Since  such  cream  Is  supplied  al- 
most entirely  from  pool  milk,  margins  ex- 
isting Indicate  what  handlers  actually 
believe  Is  a  sufficient  allowance  for  han- 
dling milk.  In  1948  the  margin  was 
equivalent  to  84.8  cents  per  himdred- 
welght  of  milk.  This  margin,  however. 
Includes   the  transportation   allowance. 


It  also  should  be  adjusted  for  prospective 
conditions  this  year. 

It  is  concluded,  therefore,  that  the 
handling  allowance  in  the  Class  III  for- 
mula should  be  70  cents.  The  effects  of 
this  allowance  on  the  handling  allow- 
ances paid  fluid  milk  plant  operators 
should  be  watched  and  the  allowance  be 
reconsidered  soon  after  the  period  of 
flush  milk  production. 

No  evidence  was  introduced  to  show 
that  the  present  method  of  computing 
the  surplus  class  butterfat  differentials 
should  be  changed.  The  only  changes 
recommended  herein  are  those  changes 
necessary  to  make  the  butterfat  differ- 
entials conform  with  the  recommended 
changes  in  class  prices.  Since  the  rec- 
ommended Class  II  and  Class  III  for- 
mulas include  a  sKim  value,  that  .skim 
value  should  be  deducted  from  those 
class  prices  in  the  computation  of  but- 
terfat differentials.  The  amount  to  be 
deducted  should  be  the  same  as  the  .skim 
value  included  In  the  Class  II  formula. 
A  different  butterfat  differential  for  milk 
utilized  In  butter  or  cheese  will  be  re- 
flected In  the  operation  of  the  recom- 
mended butter-cheese  adjustment  which 
Is  based  on  pounds  of  butterfat  so  used. 

Establishment  of  one  .set  of  transpor- 
tation differentials  for  all  Class  III  prod- 
ucts should  encourage  more  economic 
handling  of  milk.  It  should  encourage 
the  shipment  of  the  more  bulky  and  per- 
ishable Class  III  products  from  areas 
nearer  the  available  markets,  leaving  the 
milk  in  more  distant  area^  for  manu- 
facture into  more  condensed  products. 

The  proposal  was  made  that  the  pres- 
ent transportation  differentials  should 
be  retained  on  milk  separated  into  cream 
sold  In  New  England  or  the  Class  II-D 
area.  This  was  based  on  the  contention 
that  it  would  equalize  costs  for  the  con- 
suming market  as  among  handlers. 
While  this  might  be  true  for  cream 
shipped  to  Boston  or  Philadelphia.  It 
would  not  be  true  for  shipments  to  other 
markets  in  these  areas.  Furthermore, 
the  evidence  reveals  that  it  is  economi- 
cally sound  for  such  outside  markets  to 
be  served  from  plants  most  advanta- 
geously located  with  respect  to  those 
markets. 

The  handling  allowance  In  the  Class 
III  price  formulas  as  herein  set  forth 
represents  an  allowance  for  making 
cream  and  nonfat  dry  milk  solids  from 
whole  milk.  In  adding  a  skim  value  to 
the  Class  II  price  an  allowance  for  mak- 
ing nonfat  dry  milk  solids  from  the  .skim 
milk  in  Class  II  milk  is  required.  The 
allowance  should  be  some  portion  of  the 
70  cents  allowance  on  Class  III  milk. 

Evidence  in  the  record  indicates  that 
any  break-down  of  plant  operating  costs 
between  cream  and  nonfat  dry  milk 
.solids  Involves  arbitrary  assignment  of 
various  factors  of  cost  to  each  product 
to  the  extent  that  separate  allowances 
for  cream  and  for  nonfat  dry  milk  ."^olids 
are  less  significant  than  the  total  allow- 
ance for  manufacturing  milk  Into  cream 
and  nonfat  dry  milk  solids.  However,  if 
nonfat  dry  milk  solids  price  quotations 
are  to  be  used  as  a  basis  for  determining 
the  value  of  skim  milk  In  Class  II  milk, 
some  margin  must  be  provided  the  han- 
dler to  cover  the  cost  of  skim  milk  in 
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Class  nanilk  or  such  cost  would  have  to 
be  recovered  In  the  price  of  cream. 

Pursuant  to  the  present  order  the  al- 
lowances on  nonfat  dry  milk  solids 
amount  to  about  84  percent  of  the  sum  of 
the  allowances  on  a  hundredweight  of 
milk  made  Into  cream  and  nonfat  dry 
milk  solids.  If  the  allowance  on  non- 
fat dry  milk  solids  was  considered  to 
bear  the  same  percentage  to  the  70-cent 
allowance  as  It  does  to  the  total  of  the 
allowances  on  cream  and  nonfat  dry  milk 
solids  at  the  present  tftne,  it  would 
amount  to  45  cents.  Addition  of  3  cents 
as  an  allowance  for  freight  on  nonfat 
dry  milk  solids  from  the  201-210  mile 
zone  results  In  a  total  allowance  of  48 
cents  for  .skim  milk  in  Class  II  milk. 

The  return  to  producers  for  milk  should 
be  the  same  whether  the  milk  is  used  as 
fluid  milk,  or  as  fluid  cream  and  low 
butterfat  content  milk  drinks  or  as  fluid 
cream  and  fluid  skim  milk  in  the  mar- 
keting area,  as  long  as  .skim  milk  sold  as 
fluid  skim  milk  or  milk  drinks  must  come 
from  producers  approved  by  a  marketing 
area  health  authority.  The  fluid  skim 
differential  herein  established  applies  to 
the  same  .skim  milk  as  presently  classi- 
fied In  V-A.  The  return  to  producers, 
and  the  cost  to  handlers,  for  such  skim 
milk  will  be  the  same  as  under  the  pres- 
ent provision. 

Proposals  were  made  at  the  hear- 
ing to  reduce  to  the  present  Class  V-B 
level  the  price  of  skim  milk  presently 
cla.sslfled  Ir  Class  V-A.  Proponents  con- 
tended that  the  V-A  price  has  added  ma- 
terially to  the  product  cost  of  skim  milk 
products,  thus  encouraging  substitution 
of  concentrated  skim  milk  for  fluid  skim 
milk  in  skim  milk  products,  and  pointed 
to  the  limited  extent  to  which  the  uni- 
form price  would  be  reduced  by  reason 
of  the  proposed  change.  The  record 
shows  that  the  volume  of  Class  V-A  skim 
milk  increased  about  50  percent  in  1948 
over  1947  and  to  a  level  higher  than  for 
any  year  since  1943.  Likewise  the  con- 
tribution to  the  uniform  price  in  1948 
was  substantially  greater  than  previ- 
ously. If  substitution  of  concentrated 
skim  In  V-A  products  does  occur  the 
return  to  producers  on  displaced  fluid 
skim  milk  will  be  no  lower  than  the 
return  on  all  skim  milk  in  the  event  of 
adoption  of  the  proposed  price  reduction. 
The  fact  that  the  volume  of  Class  V-A 
skim  milk  is  small  in  relation  to  the  total 
volume  of  pool  milk  and  therefore  makes 
only  a  minor  contriubtion  to  the  uniform 
price  Is  no  valid  reason  for  reducing  its 
price. 

Outlets  may  not  be  available  in  1949 
for  all  of  the  surplus  milk  In  products 
other  than  butter  and  cheese.  In  order 
to  Insure  the  acceptance  of  all  the  milk 
produced  for  the  market,  a  lower  price 
should  be  established  for  milk  made  into 
butter  and  cheese.  This  lower  price 
should  not  be  such  that  it  encourages  the 
use  of  milk  in  butter  and  cheese  when  a 
more  remunerative  outlet  is  available. 

The  changes  In  disposition  of  surplus 
milk  that  may  be  expected  to  result  from 
shifting  to  a  single  surplus  class  may  re- 
quire some  time  to  take  place.  Providing 
a  special  differential  for  milk  made  into 
butter  and  cheese  while  this  shift  U  tak- 
ing place  appears  reasonable. 


PROPOSED  RULE  MAKING 

Evidence  In  the  record  Indicates  that 
the  price  of  cheese  on  the  Wisconsin 
Cheese  Exchange  does  not  accurately  re- 
flect changes  In  the  value  of  cheese  In 
the  New  York  mllkshed.  Handlers  man- 
ufacturing cheese  contended  that  they 
sell  their  cheese  on  the  basis  of  the  Wis- 
consin Cheese  Exchange  quotations  but 
at  varying  amounts  above  or  below  that 
quotation.  Evidence  In  the  record  indi- 
cates that  prices  obtained  by  handlers  for 
cheese  during  1948  range  from  somewhat 
below  to  as  much  as  6  cents  per  pound 
of  cheese  (equivalent  to  54  cents  per 
hundredweight  of  milk)  above  the  Wis- 
consin Cheese  Exchange  quotations.  No 
other  cheese  price  quotation  was  sug- 
gested which  would  reflect  changes  in  the 
value  of  cheese  made  from  pool  milk. 

May  and  June  are  the  months  of  great- 
est cheese  production  from  pool  milk 
while  the  most  butter  is  usually  made  in 
March.  The  fact  that  less  butter  Is 
made  In  May  and  June  than  In  March 
indicates  that  butter  facilities  are  not 
being  used  to  capacity  In  May  and  June. 
To  the  extent  that  milk  has  alternative 
outlets  in  butter  and  cheese,  It  appears 
that  a  price  for  milk  used  in  cheese  lower 
than  for  milk  used  for  butter  should  not 
be  provided. 

Mo.st  of  the  cheese  sold  on  the  Wis- 
consin Cheese  Exchange  is  produced  in 
areas  where  milk  is  used  primarily  for 
manufacturing.  Cheese  factories  must 
compete  with  butter  factories  in  obtain- 
ing and  maintaining  a  supply  of  milk. 
Accordingly,  the  prices  paid  farmers  for 
milk  used  to  make  butter  or  cheese  must 
be  about  the  same.  Since  the  combined 
costs  of  shipping  butter  and  nonfat  dry 
milk  solids  from  the  Midwest  is  about 
the  same  as  the  cost  of  .shipping  cheese, 
the  value  of  Eastern  milk  for  butter  and 
cheese  should  be  about  the  .same. 

During  the  months  of  March  through 
July,  which  are  the  months  during  which 
a  large  proportion  of  the  butter  and 
cheese  is  made,  the  butterfat  value  used 
in  computing  the  Class  III  price  will  ex- 
ceed the  value  of  butterfat  In  butter  by 
not  more  than  3  cents  per  pound  of  but- 
ter (372  cents  per  pound  of  fat)  and 
may  exceed  the  value  of  butterfat  in  but- 
ter by  as  little  as  2  cents  per  pound  of 
butter  (2.48  cents  per  pound  of  fat».  A 
butter-cheese  adjustment  of  4  cents  per 
pound  of  fat  will  therefore  at  all  times 
during  those  months  completely  cancel 
out  the  amount  by  which  the  IJutterfat 
value  used  In  computing  the  Cla.ss  III 
price  exceeds  the  value  of  butterfat  In 
butter  and  will  provide  a  handler  mak- 
ing butter  or  cheese  some  additional 
allowance. 

Some  further  allowance  to  handlers 
making  butter  or  cheese  results  from  the 
use  of  a  transportation  allowance  and 
transportation  differentials  based  on  the 
cost  of  shipping  cream  and  nonfat  dry 
milk  solids  to  the  marketing  area.  This 
additional  allowance  would  be  approx- 
imately equal  to  the  difference  between 
the  costs  of  shipping  butter  or  cheese 
and  cream  to  the  marketing  area.  This 
difference  increases  as  the  distance  to 
the  marketing  area  Increases. 

The  amount  of  the  allowamce  provided 
a  handler  in  the  butter-cheese  adjust- 
ment plus  the  transportation  differential 
to  the  301-325  mile  zone  could  result  In 


an  amount  approximately  equivalent  to 
the  costs  of  churning  butter  as  shown  In 
the  record.  Crediting  handlers  with  the 
full  butter-cheese  adjustment  In  zones 
more  distant  from  the  marketing  area 
than  the  301-325  mile  zone  could  result 
In  thft  butter  being  a  more  favorable  out- 
let to  a  handler  than  a  Class  III  product 
other  than  butter  and  cheese.  To  elim- 
inate this  possibility  the  amount  of  the 
butter-cheese  adjustment  In  areas  more 
distant  from  the  marketing  area  than 
the  301-325  mile  zone  should  be  reduced 
by  the  amount  by  which  the  transporta- 
tion differential  is  higher  than  the  trans- 
portation differential  in  the  301-325  mile 
zone. 

Public  disclosure  by  the  market  ad- 
ministrator of  the  location  of  any  plant, 
and  the  name  of  the  handler  operating 
the  plant,  at  which  any  significant 
amount  of  milk  is  being  used  In  butter  or 
cheese  should  result  In  the  movement  of 
milk  into  a  higher  value  utilization  if 
any  other  handler  has  such  outlets  avail- 
able. Provision  for  •  such  public  dis- 
closure only  In  Instances  of  utilization  in 
butter  and  cheese  of  an  average  of  at 
least  4.000  pounds  of  milk  per  day  is 
designed  to  exclude  Incidental  uses  for 
butter  or  cheese  of  volumes  of  milk 
smaller  than  those  constituting  a  prob- 
able source  of  supply  for  other  Cla.ss  III 
products. 

Numerous    exceptions    taken    to    the 
various   factors   u.sed   In   the   Cla.ss   III 
formula  and  the  butter-cheese  adjust- 
ment were  based  on  claims  that  the  In- 
clusion of  .such  factors  would  re.sult  in  a 
price  for  surplus  milk  either  too  high  or 
too  low.     The  effect  of  any  one  factor 
on  the  price  is  of  le.ss  significance  than 
the  price  resulting  from  the  application 
of  all  factors  In  the  formula.    A  com- 
parison of  the  prices  which  would  have 
resulted  from  the  application  of  the  Cla.ss 
III  formula  In  the  past  with  prices  paid 
by  operators  of  manufacturing  plants  in 
unregulated  areas  is  some  indication  of 
the  adequacy  of  the  Class  III  formula 
since  prices  paid  to  producers  by  unre-:- 
ulated  operators  is  an  Indication  of  the 
value  of  milk  for  manufacturing.    The 
prices  paid  in  1948  to  farmers  by  20  Mid- 
western condenseries  ranged,  by  months, 
from  9  cents  le.ss  to  50  cents  more  than 
the  new  Class  III  price,  and  averaged  14 
cents   higher   than   the   new   Class   III 
price.    Prices  paid  to  farmers  per  hun- 
dredweight of  milk  at  Wisconsin  cheese 
factories  In  the  months  of  April  through 
July  1948  ranged,  by  months,  from  3  to 
59  cents  more  and  averaged  for  the  4 
months  38  cents  more  than  the  new  Cla.ss 
in  price  less  the  butter-cheese  adju-t- 
ment.    The  new  Cla.ss  III  price  less  the 
butter-cheese  ad^stment  for  the  same  i 
months  In  1948  would  have  averaged  2 
cents  lower  than  the  present  IV-B  price. 
In  view  of  these  comparisons  and  for 
reasons  elsewhere  set  forth  herein,  the 
exceptions  to  the  Class  III  price  formula 
and  the  butter-chee.se  adjustment  are 
denied.    The  exceptions,  however,  ser\e 
to  emphasize  the  desirability  of  recon- 
sidering the  pricing  of  .surplus  pool  milk. 
Storage  cream  from  pool  milk  has  his- 
torically    been     used     principally     for 
products  requiring  milk  from  sources  in- 
spected by  the  New  York  City  Depart- 
ment of  Health,  namely  sour  cream,  re- 
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constituted  cream  and  Ice  cream.  The 
order  has  priced  milk  utilized  In  storage 
cream  the  same  as  milk  used  in  New 
York  City  Ice  cream — a  price  higher  than 
that  for  milk  used  for  cream  sold  out- 
.side  the  marketing  area  but  lower  than 
that  for  Class  II-A  milk.  Milk  used  for 
storage  cream  subsequently  manufac- 
tured into  ice  cream  should  be  priced  the 
same  as  milk  used  directly  in  ice  cream. 
No  similar  reduction  should  be  made  in 
the  price  of  milk  used  for  storage  cream 
subsequently  made  into  sour  cream  or 
reconstituted  sweet  cream  for  the  mar- 
keting area  since  such  cream  Is  still  re- 
quired to  come  only  from  sources  in- 
spected by  the  New  York  City  Depart- 
ment of  Health  the  same  as  fresh  cream 
used  either  as  sweet  or  sour  cream  and 
which  continues  to  be  priced  at  the  pres- 
ent Class  II-A  level. 

In  order  to  lower  the  price  for  milk 
used  in  cream  stored  for  ice  cream  and 
not  for  cream  stored  for  sour  or  recon- 
stituted cream,  one  of  two  methods 
might  be  used:  First,  price  the  milk  at 
the  higher  price  and  pay  rebates  when 
the  cream  Is  used  in  ice  cream;  or.  sec- 
ond, price  the  milk  at  the  lower  price  and 
require  an  additional  payment  if  the 
cream  is  used  in  sour  or  reconstituted 
cream.  In  order  to  encourage  the  stor- 
age of  cream,  and  thus  facilitate  the  use 
of  pool  milk  in  the  preferential  uses.  It  Is 
concluded  that  the  original  payment 
should  be  at  the  lower  rate. 

At  the  present  time  the  Class  II-B 
price  (the  price  for  milk  used  in  storage 
cream)  Is  priced  20  cents  per  hundred- 
weight over  the  Cla.ss  II-E  price  in  March 
through  July  and  25  cents  over  the  Cla.ss 
II-E  price  In  the  months  of  August 
through  February.  To  bring  the  total 
costs  of  milk  used  for  storage  cream  for 
sour  or  reconstituted  cream  up  to  the  ap- 
proximate level  resulting  from  the  pres- 
ent Class  II-B  formula,  an  additional 
payment  above  the  Cla.ss  III  price  of  9 
cents  per  pound  of  butterfat  should  be 
charged  for  cream  separated  In  the 
months  of  March  through  July,  and  10 
cents  per  pound  of  butterfat  should  be 
charged  for  cream  separated  in  the 
months  of  August  through  February.  On 
the  basis  of  exceptions  taken  to  the  pay- 
ment rates  of  10  and  11  cents  as  set 
forth  In  the  recommended  decision,  such 
rates  are  changed  to  9  and  10  cents  as 
being  the  rates  resulting  In  a  price  more 
nearly  approximating  the  present  Class 
II-B  price. 

Inasmuch  as  a  lower  price  (in  the  form 
of  the  butter-chee.se  adjustment)  for 
milk  made  into  butter  Is  being  contin- 
ued in  the  order,  storage  cream  payments 
for  cream  separated  in  April  through 
September  and  used  In  butter  during 
January  through  March  should  be  con- 
tmued.  The  rate  should  be  the  same  as 
the  buttpr-chee.se  adjustment. 

The  decline  in  dairy  product  prices 
generally  in  the  latter  half  of  1948  re- 
sulted In  Inventory  losses  to  handlers 
holding  storage  cream.  Thus,  handlers 
may  be  reluctant  to  store  cream  in  1949. 
It  is  in  the  interest  of  producers  that 
cream  be  stored,  however.  To  encourage 
the  storage  of  cream  during  the  coming 
season  of  flush  production,  therefore,  it 
is  concluded  that  handlers  should  be  In- 
i'Ured  against  Inventory  loss  on  storage 
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cream  separated  in  April  through  July 
1949  to  the  extent  of  the  butter-cheese 
adjustment  on  that  cream  u.sed  after 
July  1949  for  other  than  marketing  area" 
sour  or  reconstituted  .  cream.  They 
should  not  be  eligible  both  for  this  pay- 
ment and  the  payment  otherwise  pro- 
vided on  cream  made  into  butter.  For 
the  same  reason,  a  similar  protection 
against  Inventory  loss  on  storage  cream 
separated  in  April  through  July  1949  and 
used  in  sour  or  reconstituted  cream 
should  be  provided  by  restricting  the 
payment  by  the  handler  on  cream  so 
utilized  to  the  value  of  the  butterfat  at 
the  Class  II  price  less  4  cents  in  the 
month  when  the  cream  is  used.  Since 
the  cost  of  storage  for  a  5-month  period 
was  shown  to  be  about  6  cents  per  pound 
of  butterfat,  such  a  provision  protects 
the  handler  against  a  price  decline  and 
covers  a  substantial  part  of  the  cost  of 
storage.  Findings  herein  supporting 
these  provisions  for  the  purpose  of  en- 
couraging the  storage  of  cream  under 
conditions  in  prospect  for  1949  out- 
weighed the  reasons  given  for  excep- 
tions taken  to  such  provisions.  There- 
fore, such  exceptions  are  not  granted. 

Payments  on  milk  and  certain  milk 
products  shipped  to  the  marketing  area 
from  nonpool  sources  are  designed  pri- 
marily to  minimize  the  differences  in 
cost  of  pool  and  nonpool  butterfat  and 
to  provide  some  mea.sure  of  assurance 
that  purchasers  of  pool  butterfat  are  not 
at  an  economic  disadvantage  compared 
with  purchasers  of  nonpool  butterfat. 
The  Class  III  price  establLshed  herein 
is  designed  to  be  a  price  which  will  per- 
mit the  utilization  of  pool  milk  in  prod- 
ucts sold  In  Northeastern  markets  in 
competition  with  similar  products  made 
from  nonpool  milk.  Such  a  competitive 
price,  therefore,  appears  to  represent  the 
price  at  which  nonpool  milk  or  milk 
products  will  be  available  for  sale  in  the 
marketing  area.  Accordingly,  payments 
on  nonpool  milk  or  milk  products  shipped 
to  the  marketing  area  at  the  difference 
between  the  Class  III  price  and  the  re- 
.spective  Class  I  or  Class  II  price  should 
provide  the  necessary  a.ssurance  that 
purchasers  of  pool  milk  will  not  be  at 
an  economic  disadvantage  compared 
with  purchasers  of  nonpool  milk. 

Exception  was  taken  to  the  amend- 
ment recommended  to  effectuate  the  con- 
clusion that  payments  into  the  pool 
should  be  continued  on  certain  products 
entering  the  marketing  area  from  other 
than  pool  sources  on  the  grounds  that 
such  payments  are  not  authorized  by  the 
act  and  are  otherwise  illegal.  Similar 
exceptions  were  ruled  upon  in  a  decision 
Issued  on  January  28.  1948  ( 13  F.  R.  452 » . 
Such  ruling  is  hereby  adopted  and 
reaflBrmed. 

Issue  No.  7.  No  change  should  be  made 
In  the  present  provisions  of  the  order  for 
pricing  Cla.ss  I-C  milk  sold  In  New  Eng- 
land. The  butterfat  differentials  on 
Cla.sses  I-B  and  I-C  should  not  be 
changed. 

Exception  was  taken  to  the  conclusion, 
and  some  of  the  findings,  that  Cla.ss  I-C 
milk  sold  in  Maine,  Massachu-setts.  New 
Hampshire,  or  Rhode  Island  should  be 
priced  at  the  Class  I-A  price.  Upon  a 
further  analysis  of  the  evidence  in  the 
record,  a  different  conclusion  has  been 
reached  for  the  reasons  herein  set  forth. 


1181 

In  1948  the  Cla.ss  T-C  price  averaged  33 
cents  below  the  Cla.ss  I-A  price.  This 
compares  with  27  cents  in  1947  and  6 
cents  in  1946.  The  Class  I-C  price  for 
the  months  of  October.  November  and 
December  averaged  5  cents  above.  6  cents 
below,  and  49  cents  below  the  Cla.ss  I-A 
price  In  the  respective  years  of  1946.  1947 
and  1948.  The  lowe.  Class  I-C  price  in 
relation  to  the  Class  I-A  price  results 
primarily  from  a  combination  of  lower 
surplus  class  prices  in  relation  to  the 
Class  I-A  price  and  higher  utilization 
in  the  surplus  classes.  A  similar  decline 
in  the  Class  I-C  price  in  relation  to  the 
Class  I  price  under  the  Boston  order  has 
occurred. 

Compared  with  a  year  earlier,  ship- 
ments of  Cla.ss  I-C  milk  into  Rhode 
Island  and  Massachusetts  have  shown 
some  increa.se  in  recent  months  while 
shipments  into  Connecticut  have  de- 
clined, and  all  shipments  into  New  Eng- 
land have  increased  while  total  Class  I-C 
sales  have  declined.  Shipments  of  Bos- 
ton pool  milk  into  Rhode  Island  in  No- 
vember and  December  1948  were  lower 
than  a  year  earlier. 

In  recent  months  Class  I-C  milk  sold 
in  New  England  has  amounted  to  about 
21  percent  of  total  Class  I-C  and  le.ss 
than  2  percent  of  total  receipts  of  milk 
from  producer.*. 

In  addition  to  Boston  and  New  York 
pool  milk,  other  sources  of  supply  for 
New  England  secondary  markets  are 
local  producers  and  plants  not  under  the 
Boston  or  New  York  orders.  The  Class 
I  prices  to  be  paid  local  producers  in  most 
of  the  markets  are  established  by  the 
respective  State  milk  control  agencies. 
Such  Class  I  prices  appear  to  move  some- 
what In  line  with  the  New  York  Cla.ss 
I-A  price  and  the  Boston  Class  I  price. 
Class  I  milk  from  plants  not  under  the 
Boston  or  New  York  order  is  generally 
priced  on  the  basis  of  either  the  Boston 
or  the  New  York  uniform  price.  Pricing 
New  York  milk  sold  In  such  markets  at 
the  Class  I-A  price  would  result  In  a 
fairly  close  relationship  l>etween  the  cost 
of  Boston  or  New  York  pool  milk  and  the 
cost  of  milk  from  local  producers.  How- 
ever, such  pricing  would  place  New  York 
handlers  selling  milk  into  New  England 
secondary  markets  at  a  further  competi- 
tive disadvantage  compared  with  plants 
not  under  the  Boston  or  New  York  orders 
from  which  milk  is  available  on  the  basis 
of  the  Boston  or  New  York  uniform  price. 
If  the  Class  I-C  price  were  Increased  to 
the  Class  I-A  level.  New  York  handlers 
might  withdraw  plants  from  the  pool  to 
meet  the  nonpool  competition.  Since 
such  plants  would  withdraw  from  the 
pool  for  the  primary  purpose  of  supply- 
ing fluid  markets.  It  appears  that  there 
would  be  some  Incentive  for  the  handler 
to  withdraw  a  plant  with  relatively  little 
seasonal  variation  In  volume  of  milk 
handled,  leaving  the  jxjol  with  a  larger 
proportion  of  surplus.  Furthermore,  op- 
erators of  the  withdrawn  plants  might  be 
expected  to  seek  the  higher  value  .surplus 
outlets,  and  displace  pool  milk  presently 
supplying  such  outlets.  If  plants  were 
not  withdrawn  from  the  pwol  to  meet  the 
competition  of  nonpool  plants,  it  Is  rea- 
sonable to  expect  that  some  of  the  outlets 
would  be  lost.    Any  loss  of  Class  I-C  sales 
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to  the  New  York  pool  would  tend  to  ag- 
gravate the  problem  of  finding  outlets  for 
the  volume  of  surplus  millc  in  prospect 
during  the  coming  flush  season. 

Proponents  contended  on  the  record 
that  the  relationship  between  Class  I-C 
price  and  the  Boston  Class  I  price  gives 
New  York  handlers  a  competitive  advan- 
tage over  Boston  handlers  selling  milk  in 
southern  New  England  markets.  A  rep- 
resentative of  a  Boston  handler  testified 
that  in  recent  months  outlets  in  southern 
New  England  formerly  supplied  by  that 
handler  had  been  lost  to  a  New  York  han- 
dler. However,  there  Is  no  assurance 
that  revision  of  the  Class  I-C  price  as 
proposed  would  correct  the  conditions 
complained  of.  Other  methods  which 
might  correct  or  partially  correct  such 
conditions  are  to  revise  the  price  of  Bos- 
ton pool  milk  sold  in  New  England  sec- 
ondary markets  or  to  extend  regulation 
to  cover  all  of  the  milk  sold  in  the  second- 
ary,markets. 

Issues  8  and  9:  The  classes  to  be  in- 
cluded n  the  requirement  for  desirable 
utilization  should  be  changed  to  the  ex- 
tent of  eliminating  the  present  Class 
H-B  from  the  optional  classifications  to 
be  included. 

The  requirement  concerning  the  in- 
clusion of  Class  I-C  in  the  desirable 
utilization  provision  should  not  be 
changed. 

The  cancellation  of  pool  plant  desig- 
nations should  not  be  employed  as  a 
means  of  directing  milk  into  the  highest 
paying  surplus  classes. 

The  provision  concerning  automatic 
cancellation  In  the  event  of  lack  of  health 
approval  on  June  15  of  any  year  should 
be  modified  to  definitely  show  that  health 
approval  m  this  connection  means  ex- 
actly the  same  thing  as  health  approval 
in  the  requirement  for  pool  plant  des- 
ignation. This  modification  is  one  of 
clarification  and  not  one  of  substance. 

A  considerable  amount  of  testimony 
was  ofTered  at  the  hearing  in  support  of 
the  proposition  to  use  the  provision  con- 
cerning cancellation  of  pool  plant  des- 
ignations for  the  purpose  of  channeling 
milk  Into  the  higher  paying  surplus 
classes  as  well  as  for  supplying  the  mar- 
ket with  fluid  milk  when  needed.  The 
objective  of  the  proposal  was  to  meet 
problems  associated  primarily  with  the 
maladjustment  of  prices  established  for 
the  various  classes  of  surplus  milk.  The 
whole  question  of  surplus  pricing  is  dls- 
cassed  elsewhere  herein.  The  changes, 
as  elsewhere  herein  set  forth,  in  the 
method  of  pricing  surplus  milk  appear  to 
minimize,  if  not  eliminate,  the  need  for 
this  type  of  provision. 

Furthermore,  the  existing  provision  of 
the  order  relative  to  the  desirable  utiliza- 
tion of  milk  Is  based  on  the  principle 
that  handlers  who  receive  equalization 
payments  under  the  classified  pricing 
and  market-wide  pooling  system  have 
an  obligation  to  supply  the  market 
fluid  milk  when  needed.  In  other 
words,  the  fact  that  an  order  is  In  ex- 
istence should  not  jeopardize  the.  sup- 
ply of  milk  for  the  marketing  area 
simply  because  the  outlets  returning  the 
lower  prices  to  producers  may  be  more 
attractive  to  handlers.  A  provision 
making  continued  pool  participation 
contingent  upon  utilization  of  surplus 


milk  in  products  yielding  the  highest 
return  to  producers  Involves  a  substan- 
tially different  principle,  would  lead  to 
numerous  administrative  problems,  and 
would  be  designed  for  a  purpose  more 
appropriately  accomplished  by  other 
methods  as  herein  provided.  Excep- 
tions taken  to  the  conclusion  that  such 
a  provision  should  not  be  included  in 
the  order  are  denied  for  the  reasons 
Indicated. 

Because  of  the  action  of  the  New  York 
City  Board  of  Health  permitting  cream 
to  enter  the  marketing  area  from  sources 
not  subject  to  inspection  by  the  New 
York  City  Department  of  Health,  cream 
for  uses  In  the  present  Class  II-B  classi- 
fication (except  storage)  no  longer  is  re- 
quired to  come  principally  from  sources 
that  are  presently  subject  to  regulation 
by  Order  No.  27.  Furthermore,  the  pro- 
posed reclassification  and  change  in  price 
for  milk  handled  In  such  a  manner  that 
it  is  presently  classified  as  II-B  makes 
this  utilization  one  that  Is  no  more  de- 
sirable with  respect  to  Its  effect  on  the 
uniform  price  than  most  other  surplus 
uses.  Class  II-B  therefore  should  be 
eliminated  from  the  list  of  classes  which 
the  market  administrator  may  Include 
as  desirable  in  a  determination  of  de- 
sirable utilization. 

A  number  of  witnesses  testified  that 
the  present  requirement  that  a  determi- 
nation of  desirable  utilization  Include 
certain  Class  I-C  milk  to  the  extent  of 
50  percent  o'  the  milk  received  from 
producers  might  result  in  handlers  out- 
side of  the  marketing  area  having  an 
advantage  over  handlers  in  the  market- 
ing area  in  obtaining  fluid  milk  in  times 
of  short  supply.  The  record  did  not  re- 
veal, however,  that  such  has  been  the 
actual  experience  under  the  operation  of 
the  present  provision.  Furthermore,  the 
record  indicates  that  problems  during 
the  next  few  months  will  be  those  asso- 
ciated with  the  handling  of  surplus  milk 
to  a  greater  extent  than  with  the  prob- 
lems associated  with  a  shortage  of  milk. 
Issues  Nos.  10,  11,  and  12.  Milk  used 
In  a  product  not  specifically  named  In 
some  other  class  should  be  classified  as 
Class  III.  Fluid  milk  products  and  fluid 
cream  products  should  be  classifled  the 
same  as  milk  and  cream  respectively. 
The  order  should  be  changed  to  provide 
that  milk  drinks  containing  more  than  5 
percent  of  butterfat  should  be  classified 
as  Class  II  If  sold  in  the  marketing  area 
and  as  Class  III  if  sold  outside,  and  that 
milk  drinks  containing  less  than  3  per- 
cent of  butterfat  should  be  classifled  as 
Cla.'ss  III  if  sold  outside  the  marketing 
area. 

The  requirement  that  pool  milk  or 
cream  at  a  nonpool  plant  be  assigned  to 
any  excess  plant  loss  before  pro  rata  as- 
signment to  all  products  leaving  the  plant 
should  be  continued.  Milk  or  cream 
shipped  to  a  nonpool  plant  should  be 
classified  at  either  the  pool  plant  or  the 
nonpool  plant  according  to  the  shipping 
handler's  election.  The  classification  of 
cream  used  in  standardizing  milk  should 
continue  to  be  Class  I-A,  Class  I-B,  or 
Class  I-C. 

The  classification  of  milk  shipped  into 
the  marketing  area  in  the  form  of  cream 
and  assigned  to  ice  cream  or  cream  cheese 
at  either  the  first  or  second  plant  in  the 


marketing  area  should  be  determined  at 
such  plant.  Otherwise  milk  shipped  into 
the  marketing  area  In  the  form  of  milk 
or  cream  should  be  classifled  according 
to  the  form  In  which  it  leaves  the  ship- 
ping plant. 

No  change  should  be  made  In  the  pro- 
visions concerning  the  classification  of 
milk  shipped  In  the  form  of  milk  or 
cream  more  than  65  miles  to  plants  in 
certain  specified  areas  except  as  is  neces- 
sary to  conform  with  other  recommended 
changes  in  the  order. 

Proposals  11,  12  and  18,  providing  that 
milk,  once  separated,  shall  be  classified 
no  higher  than  Class  II-A.  and  that  milk 
shipped  as  milk  or  cream  to  a  nonpool 
plant  shall  be  classified  no  higher  than 
the  class  for  milk  or  cream  sold  as  fluid 
milk  or  cream  in  that  area,  apparently 
were  prompted  by  the  following  effects  of 
the  present  provisions  proposed  to  be 
amended: 

( 1 )  Class  I-A,  I-B  or  I-C  classification 
for  cream  used  In  standardization  of 
milk. 

(2)  Cla.ss  I-A  classification  of  milk  or 
cream  assigned  to  products  not  specif- 
ically named  in  another  class. 

(3)  Class  II-A  classification  of  cream 
assigned  to  milk  drinks  of  less  than  3 
percent  butterfat  sold  in  an  area  where 
fluid  cream  is  classified  In  a  lower  class. 

(4»  The  assignment  of  pool  milk  or 
cream  to  excess  plant  loss  at  a  nonpool 
plant  before  assignment  to  products  leav- 
ing the  nonpool  plant. 

Proposal  21  was  also  designed  to  elim- 
inate the  requirement  that  pool  milk  at 
a  nonpool  plant  be  assigned  to  excess 
plant  loss  prior  to  a  pro  rata  assignment 
to  all  classes  at  the  plant. 

Proposals  22  and  23  would  change  the 
present  classification  as  I-A  of  milk  or 
cream  used  In  a  new  manufactured  prod- 
uct even  though  the  new  product  had  to 
compete  with  similar  products  made  from 
nonpool  milk. 

Proposal  24  would  classify  milk  used  to 
make  eggnog  In  Class  II-B.  A  higher 
classification  now  results  from  the  fact 
that  eggnog.  although  made  of  cream  or 
a  mixture  similar  to  Ice  cream  mix.  Is 
considered  to  be  a  milk  drink  of  more 
than  3  percent  butterfat.  or  the  mixture 
from  which  it  is  made  Is  considered  to  be 
a  product  not  named  in  the  class  defini- 
tions. 

The  principal  reason  given  In  support 
of  these  proposals  was  that  the  provi- 
sions sought  to  be  amended  discourage 
nonpool  users  of  milk  and  cream  from 
buying  from  handlers  under  the  order. 
Most  of  the  dlflBcultles  complained  of  are 
corrected  by  changing  the  classes  of 
utilization  In  the  manner  herein  set 
forth.  Such  changes  wlllresult  in  millc 
drinks  of  less  than  3  percent  or  more 
than  5  percent  butterfat.  which  are  fre- 
quently made  by  adding  cream  to  milk 
or  skim  milk,  being  classifled  the  same 
as  fluid  cream  distributed  in  the  same 
area  as  the  milk  drinks.  Products  not 
named  in  a  speclflc  class  are  placed  In 
Class*  III  Inasmuch  as  these  products 
must  compete  with  milk  from  unregu- 
lated sources.  The  one  apparent  danger 
in  such  a  shift  Is  that  some  handler  may 
claim  that  a  product  which  Is  essen- 
tially fluid  milk  or  fluid  cream  should  be 
classified  as  Class  HI  because  its  com- 


position varies  from  the  technical  defi- 
nition In  the  rules  and  regulations  estab- 
lished under  the  order.  The  term  "fluid 
milk  products",  therefore,  is  included  in 
the  Class  I-A,  I-B.  and  I-C  definitions, 
and  the  term,  "fluid  cream  products" 
is  included  in  the  Class  II  and  Class  III 
deflnltions.  The  terms  milk  and  cream 
might  be  defined  to  include  what  is  con- 
templated under  the  terms  fiuld  milk 
products  and  fluid  cream  products,  but 
becau.se  of  the  special  significance  of 
the  definitions  of  these  terms  for  pur- 
po.>;es  other  than  administration  of  the 
order,  it  appears  advisable  to  provide  a 
means  of  defining  modifications  of  milk 
and  cream  under  a  different  name  and 
still  require  the  spme  cla.ssifications  as 
for  milk  and  cream. 

It  was  contended  in  exceptions  that 
the  inclusion  of  "fluid  cream  products" 
in  Class  II  is  not  within  the  scope  of  the 
notice  of  hearing,  that  "due  process  Is 
being  violated",  and  that  the  hearing 
.<:hould  again  be  reopened  for  further 
testimony  on  this  question.  Any  prod- 
ucts not  specifically  defined  are  now  clas- 
sified in  Cla.ss  I-A.  Fluid  cream  prod- 
ucts which  are  essentially  in  the  nature 
of  fluid  cream  or  are  substitutes  for 
fluid  cream  and  compete  with  fiuld 
cream  should  be  clas.sified  the  same  as 
fluid  cream.  It  was  testified  that  If  the 
cla.sslficatlon  of  such  products  sold  in 
the  marketing  area  was  to  be  changed 
it  should  be  changed  to  Class  II  rather 
than  to  Class  III.  The  classification  of 
such  products  in  Class  III  (the  lowest 
value  cla.ss)  was  vigorously  opposed  at 
the  hearing. 

The  mere  inclusion  of  a  proposal  in 
the  notice  of  hearing  does  not  assure  Its 
adoption.  Otherwise,  the  hearing  would 
serve  no  purpo.se.  The  evidence  In  the 
record  of  this  hearing  does  not  support 
the  inclusion  in  Class  III  of  fluid  cream 
products  sold  in  the  marketing  area,  but 
does  justify  classification  of  such  prod- 
ucts in  the  fluid  cream  cla.ss.  If  the  ex- 
ceptants desired  to  support  the  specific 
incliLsion  of  their  products  in  Class  III, 
they  should  have  done  so  at  the  hearing 
since  that  question  was  clearly  within  the 
scope  of  the  hearing  notice.  Their  fail- 
ure to  do  so  does  not  justify  a  further  re- 
opening of  the  hearing,  particularly  since 
prompt  action  Is  necessary  with  respect 
to  the  classification  and  pricing  of  sur- 
plus milk.  The  exceptions  are  overruled 
and  the  motion  to  reopen  the  hearing  is 
denied. 

The  provision  to  permit  a  handler 
shipping  milk  or  cream  to  a  nonpool  plant 
to  choose  whether  the  milk  is  to  be  classi- 
fied at  the  pool  plant  or  at  the  nonpool 
plant  also  gives  handlers  relief  with  re- 
spect to  the  complaints  made.  Under 
this  provision,  the  handler  can  remove 
most  of  the  risk  of  higher  clas.slficatlons 
by  giving  up  the  right  to  claim  lower 
classifications.  This  will  make  It  pos- 
sible for  him  to  avoid  high  classification 
at  nonpwol  plants  because  of  excess  plant 
lo>;s  If  the  handler  operating  the  non- 
pool  plant  can  prove  that  the  milk  or 
cream  was  actually  received  and  handled 
at  the  nonpool  plant  and  not  shipped  to 
the  marketing  area  in  the  form  of  milk 
or  cream.  Shipments  from  the  nonpool 
plant  to  the  marketing  area  of  milk  or 
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cream  will  still  be  classified  as  Class  I-A 
and  Class  II. 

Cream  u.sed  for  standardization  of  milk 
will  still  be  classified  in  the  same  class 
as  the  milk  so  standardized.  It  would 
be  Inconsistent  with  the  terms  of  the 
order  and  of  the  required  accounting 
procedure  to  classify,  at  the  plant  where 
cla.ssificatlon  is  to  be  determined,  milk 
from  two  sources  and  used  in  one  product 
in  two  different  cla.sses  simply  becau.se 
the  milk  from  one  source  was  separated 
prior  to  use  while  the  milk  from  the  other 
source  was  not.  This  is  particularly  true 
If  the  di.stinctlon  is  dependent  uF>on  the 
separation  taking  place  at  some  plant 
other  than  the  one  at  which  cla.ssifica- 
tlon  is  to  be  determined.  The  record 
revealed  that  standardization  is  not  gen- 
erally practiced  at  nonpool  plants  receiv- 
ing milk  or  cream  from  pool  plants. 

The  pre.sent  requirements  for  a  com- 
plete audit  at  any  plant  at  which  cla.ssi- 
ficatlon is  to  be  determined,  and  for  the 
burden  of  proof  to  be  upon  the  handler, 
are  continued.  Without  such  require- 
ments, handlers  keeping  Inadequate  rec- 
ords would  be  placed  at  a  competitive 
advantage  over  those  who.se  records  are 
complete. 

The  record  revealed  that  a  number  of 
the  present  provisions  of  the  ba<;is  of 
classification  were  not  clear  or  were  .sub- 
ject to  misinterpretation.  Several  of 
these  provisions  have  been  revised  for 
the  purpose  of  clarity  only.  These  in- 
clude the  opening  statement,  the  burden 
of  proof,  provisions  concerning  the  plant 
at  which  classification  is  to  be  deter- 
mined, and  the  accounting  procedure. 
A  number  of  exceptions  were  taken  to 
the  opening  provisions  of  §  927.3  <a)  (5> 
(accounting  procedure)  as  contained  in 
the  recommended  decision,  the  conten- 
tion being  made  that  the  recommended 
change  was  one  of  substance  rather  than 
of  clarification.     Such  is  not  the  case. 

The  present  provision  is  intended  to 
authorize  establishment  by  the  market 
administrator,  pursuant  to  the  proce- 
dure set  forth  in  §  927.4  (b),  of  the  ac- 
counting procedure  for  classifying  milk 
in  accordance  with  the  provisions  of 
§  927.4,  and  to  require  adherence  to  the 
general  principles  set  forth  In  §  927.4  (a) 
(5)  insofar  as  applicable.  Such  general 
principles  obviously  do  not  specifically 
cover  all  situations  and  circumstances 
which  must  necessarily  be  covered  by  a 
complete  accounting  procedure.  The 
substance  of  the  present  provision  is 
more  accurately  and  clearly  set  forth  in 
the  provision  as  it  appears  in  the  recom- 
mended decision.  If  the  method  of  ac- 
counting to  be  used  in  all  situations  re- 
quiring accounting  rules  was  set  forth 
In  detail  in  the  order,  there  would  be  no 
reason  for  authorizing  the  market  ad- 
ministrator to  set  up  an  accounting 
procedure.  The  procedure  required  in 
§  927.4  (b)  adequately  protects  the  In- 
terests of  handlers  and  producers.  The 
exceptions  are  denied. 

Proposals  numbered  13  through  17 
were  to  classify  milk  in  accordance  with 
use  in  the  marketing  area  rather  than  at 
plants  outside  the  marketing  area.  There 
were  two  problems  relating  to  marketing 
area  cla.ssificatlon  which  were  particu- 
larly stressed.  One  involved  classiiica- 
tlon  at  ice  cream  plants  only  if  the  ice 


cream  plant  Is  the  first  marketing  area 
plant  at  which  the  cream  is  recei\%d.  It 
appears  from  the  record  that  it  is  often 
more  economical  to  redistribute  cream 
received  in  large  lots  to  many  small  ice 
crer.m  plants  than  to  ship  small  lots  of 
cream  directly  to  each  nlant.  Further- 
more, there  appeared  to  be  no  good  rea- 
son why  an  additional  cream  movement 
should  di.squalify  an  Ice  cream  cla.ssifica- 
tion  for  the  milk.  A  provision  is  in- 
cluded, therefore,  for  an  additional 
movement  of  cream  in  the  marketing 
area  prior  to  classification.  This  provi- 
sion, however,  does  not  change  the  exist- 
ing provision  for  the  market  administra- 
tor to  determine  what  con.stltutes  a  plant 
nor  does  it  permit  cla.ssificatlon  at  estab- 
ILshments  not  considered  plants  for  pur- 
po.<:es  of  the  order. 

A  second  problem  concerning  market- 
ing area  classification  was  that  involving 
cream  cheese.  At  present  cream  received 
In  the  marketing  area  and  manufactured 
into  cream  cheese  is  classified  as  cream  at 
the  plant  from  which  it  Is  shipped  as 
cream  into  the  marketing  area.  The 
elimination  of  the  manufacture  of  cream 
cheese  in  the  marketing  area  as  a  basis 
of  classification  in  the  cream  cheese  class 
in  1941  caused  at  least  one  handler  to 
move  his  cream  cheese  manufacturing 
operations  to  a  country  plant  and  to  leave 
the  packaging  operation  in  the  market- 
ing area.  It  was  contended  that  cream 
cheese  Is  of  better  quality  If  manufac- 
tured and  packaged  at  the  same  place 
and  near  the  market.  It  was  not  shown 
that  a  marketing  area  cream  cheese  out- 
let was  either  necessary  or  particularly 
desirable  as  an  outlet  for  producers'  milk. 
However,  pursuant  to  prices  herein  set 
forth,  it  will  return  to  producers  the 
same  price  as  most  other  surplus  outlets. 

E>:cept  for  the  two  problems  men- 
tioned, evidence  in  the  record  fails  to 
justify  unlimited  classification  on  the 
basis  of  marketing  area  use.  The  record 
was  vague  as  to  what  would  be  the  ef- 
fect of  the  proposals  as  far  as  returns  to 
producers  and  auditing  problems  are 
concerned.  Furthermore,  complete  mar- 
keting area  classification  would  mean 
lower  total  payments  on  fluid  milk  and 
fluid  cream  shipments  to  the  marketing 
area  because  of  classification  of  route 
returns  in  clas.ses  lower  than  Cla.ss  I-A 
and  Cla.ss  II.  Consideration  of  a  change 
in  the  order  with  respect  to  a  lower  clas- 
sification of  route  returns  should  be  ac- 
companied by  consideration  of  an  In- 
crease in  the  Class  I-A  and  Class  11 
prices  to  offset  the  reduction  in  Class 
I-A  and  Class  II  volume. 

Exception  was  taken  to  the  provision 
requiring  payment  of  the  fluid  .skim  dif- 
ferential on  fluid  skim  milk  shipped  to 
the  marketing  area  and  used  therein  in 
the  manufacture  of  cream  cheese  or  .sour 
cream.  The  exception  is  denied  for  the 
same  reasons  given  in  support  of  the 
fluid  skim  differential. 

Proposals  19  and  20  were  designed  to 
allow  classification  at  the  receiving  plant 
of  milk  or  cream  shipped  outside  of  the 
states  comprising  the  New  York  milk- 
shed  to  any  plant  within  65  miles  of  a 
pool  plant.  The  present  provisions  per- 
mit classification  at  .such  plants  to  which 
shipments  are  made  only  if  they  are  lo- 
cated within  65  miles  of  the  pool  plant 
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where  the  milk  was  received  from  pro- 
ducers (or  the  plant  where  the  milk  was 
separated  in  the  case  of  cream).  The 
proposed  change  is  defective  in  the  fol- 
lowing respects: 

<1)  In  case  of  shipments  to  plants  lo- 
cated approximately  65  miles  from  a 
number  of  pool  plants,  it  would  be  neces- 
sary to  determine  distances  from  all  such 
pool  plants  to  the  plant  to  which  ship- 
ment is  made. 

(2>  If  the  only  pool  plant  within  65 
miles  of  the  plant  to  which  shipments 
were  made  is  a  plant  operated  by  a 
handler  other  than  the  shipping  handler, 
the  question  of  classifying  milk  at  the 
receiving  plant  would  be  subject  to  the 
continuing  designation  as  a  pool  plant 
of  a  plant  over  which  neither  the  ship- 
ping nor  the  receiving  handler  had  con- 
trol. 

(3>  It  fails  to  recognize  that  pool 
plants  located  in  the  fringe  of  the  milk- 
shed  may  need  outlets  not  needed  by 
other  pool  plants  to  dispose  of  surplus 
milk. 

Exception  was  taken  to  the  recom- 
mended decision  for  failure  to  conclude 
that  proposals  19  and  20  as  modified  at 
the  hearing  to  provide  that  distances  be 
measured  from  state  lines  rather  tban 
from  pool  plants  should  be  adopted.  It 
was  also  pointed  out  in  exceptions  that 
failure  to  make  the  proposed  change  re- 
sults in  some  handlers  having  a  competi- 
tive advantage  over  other  handlers  in 
supplying  certain  outlets.  However,  it 
was  not  shown  that  such  outlets  mu.st  be 
made  available  to  all  handlers  to  insure 
disposition  of  all  their  surplas  milk.  The 
exceptions  are  denied. 

Proposal  51  would  require  the  market 
administrator  to  accept  as  correct  any 
reported  classification  of  milk  in  those 
cases  where  he  would  not  attempt  to  con- 
duct an  audit.  Apparently  the  cases 
prompting  the  proposal  were  those  in- 
volving shipments  of  ice  cream  mix  and 
storage  cream  to  foreign  countries.  The 
changes  in  classification  and  pricing  as 
set  forth  hereirt  should  correct  most  of 
the  alleged  inequities. 

Issues  Nos.  13.  14.  15.  16. 17, 18.  and  19. 
The  findings  and  conclusions  contained 
In  the  recommended  decision  on  these 
i.ssues  are  hereby  adopted  without  change 
as  a  part  of  this  decision. 

General,  (a)  The  proposed  marketing 
agreement  and  the  proposed  amend- 
ments to  the  order,  as  amended,  and  all 
of  the  terms  and  conditions  thereof  will 
tend  to  effectuate  the  declared  policy  of 
the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  proposed  amendments  to 
the  order,  as  amended,  regulates  the  han- 
dling of  milk  in  the  same  manner  and  is 
applicable  only  to  persons  in  the  respec- 
tive classes  of  industrial  and  commercial 
«  activity  specified  in  the  said  tentative 
marketing  agreement  upon  which  the 
hearings  have  been  held;  and 

(O  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8  (e>  of  the  act  are  not  rea.«;on- 
able  in  view  of  the  price  of  feed,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 


and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  proposed 
amendments  to  the  order,  as  amended, 
are  such  prices  as  will  reflect  the  afore- 
said factors.  Insure  a  sufficient  quantity 
of  pure  and  wholesome  milk,  and  be  in 
the  public  Interest. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  New  York  Metropolitan  Milk 
Marketing  Area"  and  "Order  Amending 
the  Order.  As  Amended.  Regulating  the 
Handling  of  Milk  in  the  New  York  Metro- 
politan Milk  Marketing  Area"  which  have 
been  decided  upon  as  the  appropriate  and 
detailed  means  of  effecting  the  foregoing 
conclusions.  These  documents  shall  not 
become  effective  unless  and  until  the 
requirements  of  §  900.14  of  the  rules  of 
practice  and  procedure  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  have  been 
met. 

It  is  hereby  ordered  that  all  of  this  de- 
cision, except  the  attached  marketing 
agreemei\t,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  tho.se  contained  in  the  attached 
order  amending  the  order,  as  amended, 
which  will  be  published  with  the  decision. 

This  decision  filed  at  Washington. 
D.  C.  this  11th  day  of  March  1949. 

[seal!  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

Order  Amending  the  Order,  as  Amended. 
Regulating  the  Handling  of  Milk  in 
the  New  York  Metropolitan  Milk  Mar- 
keting Area ' 

5  927.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  Torth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  In  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  Issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933). 
as  amended,  and  as  reenacted  and 
amended  by  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended 
(hereinafter  referred  to  as  the  "act"), 
and  the  rules  of  practice  and  procedure 
covering  the  formulation  of  marketing 
agreements  and  orders  (7  CFR,  Supps. 
900.1  et  seq..  13  P.  R.  8585 ) .  a  public  hear- 
ing was  held  upon  certain  proposed 
amendments  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  or- 
der, as  amended,  regulating  the  handling 
of  milk  in  the  New  York  metropolitan 
milk  marketing  area.    Upon  the  basis  of 


'  This  order  shall  not  become  effective  un- 
less and  until  tlie  requirements  of  §  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


the  evidence  Introduced  at  such  hearing 
and  the  record  thereof,  it  is  found  that: 

(1)  The  said  order,  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
AS  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act ; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  .said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e) 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors, insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  public 
Interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  indu.strial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  the  New  York  metropolitan  milk  mar- 
keting area  shall  be  in  conformity  to  and 
In  compliance  with  the  terms  and  con- 
ditions of  the  aforesaid  order,  as  amend- 
ed and  as  hereby  further  amended;  and 
the  aforesaid  order,  as  amended,  is  here- 
by further  amended  to  read  et  seq.: 

§  927.1  Definitions.  The  following 
terms  shall  have  the  following  meanings: 

(a)  "Act"  means  Public  Act  No.  10. 
73d  Congress,  as  amended  and  as  reen- 
acted and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended. 

<b)  "Secretary"  means  the  Secretary 
of  Agriculture  or  any  officer  or  employee 
of  the  United  States  who  is,  or  who  may 
hereafter  be,  authorized  to  exercise  the 
powers  and  to  perform  the  duties  of  the 
Secretary  of  Agriculture. 

(c )  "New  York  metropolitan  milk  mar- 
keting area"  means  the  city  of  New  York, 
the  counties  of  Na.ssau.  Suffolk  (except 
FMsher's  Island),  and  Westchester,  all  in 
the  State  of  New  York,  and  Is  herein- 
after called  the  "majketing  area." 

(d)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(e)  "Dairy  farmer"  means  any  person 
who  produces  milk. 

( f )  "Producer"  means  any  dairy  farm- 
er whose  milk  is  delivered  direct  from 
farm  to  a  pool  plant. 

(g>  "Handler"  means  (1)  any  person 
who  engages  in  the  handling  of  milk,  or 
products  therefrom,  which  milk  was  re- 
ceived at  a  pool  plant,  or  at  a  plant  ap- 
proved by  any  health  authority  as  a 
source  of  milk  for  the  marketing  area, 
(2)  any  person  who  engages  in  the  han- 
dling of  milk,  cultured  or  flavored  milk 
drinks,  cream,  or  skim  milk,  all  or  a  por- 
tion of  which  is  shipped  to.  or  received 
in,  the  marketing  area,  or  (3)   any  co- 


operative association  of  dairy  farmers 
with  respect  to  any  milk  which  It  causes 
to  be  delivered  from  dairy  farmers  to  a 
pool  plant  of  any  other  handler  for  the 
account  of  such  association  and  for  which 
such  association  receives  payment. 

(h)  "Plant"  means  the  land,  buildings, 
surroundings,  facilities,  and  equipment, 
whether  owned  or  operated  by  one  or 
more  persons,  constituting  a  single 
operating  unit  or  establishment  for  the 
receiving,  handling,  or  proces.sing  of  milk 
or  milk  products  as  determined  by  the 
market  administrator  pursuant  to 
5  927.2  (d)   <10». 

<j)  "Pool  plant"  means  any  plant 
which  is  designated  as  a  pool  plant  pur- 
.v.uant  to  IS  927.3. 

(k)  "Market  administrator"  means  the 
agency,  which  is  described  in  §  927.2.  for 
the  administration  of  this  order. 

U)  "Northern  New  Jersey'  means  the 
following  counties  in  the  State  of  New 
Jersey:  Bergen,  Essex.  Hudson.  Hunter- 
don, Middlesex.  Monmouth.  Morri.s.  Pas- 
.saic.  Somerset.  Sussex,  Union,  and  War- 
ren. 

5  927.2  Market  Administrator— <a> 
Selection,  removal,  and  bond.  The 
agency  for  the  administration  of  this 
order  shall  be  a  market  administrator 
who  shall  be  a  person  selected  and  sub- 
ject to  removal  by  the  Secretary.  The 
market  administrator  shall,  within  45 
days  following  the  date  upon  which  he 
enters  upon  his  duties,  execute  and 
deliver  to  the  Secretary  a  bond,  condi- 
tioned upon  the  faithful  performance  of 
his  duties,  in  an  amount  and  with  surety 
thereon  satisfactory  to  the  Secretary. 

(b)  Compensation.  The  market  ad- 
ministrator shall  be  entitled  to  such  rea- 
.sonable  compensation  as  shall  be  deter- 
mined by  the  Secretary. 

(c)  Powers.  The  market  administra- 
tor shall  have  the  following  powers : 

<  1 )  To  administer  the  terms  and  provi- 
f^ions.  hereof; 

'2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  violations 
hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  to  this  order. 

<d)  Diities.  The  market  administra- 
tor, in  addition  to  the  duties  hereinafter 
described,  shall: 

(1>  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  herein; 

'2»  Submit  his  books  and  records  to 
examination  by  the  Secretary  at  any  and 
all  times; 

'3 )  Furnish  such  Information  and  such 
vf rifled  reports  as  the  Secretary  may 
request; 

(4)  Obtain  a  bond  with  reasonable 
security  thereon  covering  each  employee 
who  handles  funds  entrusted  to  the  mar- 
ket administrator; 

*5)  Publicly  disclose,  after  reasonable 
notice,  the  name  of  any  person  who  has 
not  made  reports  pursuant. to  S  927.6,  or 
made  payments  required  by  §§927.8, 
927.9,  or  927.10; 

(6)  Prepare  and  disseminate  for  the 
benefit  of  producers,  con.sumers,  and 
liandlers  such  statistics  and  information 


concerning  the  operation  of  this  order, 
as  amended,  as  do  not  reveal  confiden- 
tial information; 

(7)  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  the  terms  and 
provisions  hereof; 

(8)  Pay  out  of  the  funds  received  pur- 
suant to  §  927.10  the  cost  of  his  bond  and 
of  the  bonds  of  .such  of  his  employees  as 
handle  funds  entrusted  to  the  market 
administrator,  his  own  compensation, 
and  all  other  expenses  which  will  neces- 
sarily be  incurred  by  him  for  the  mainte- 
nance and  functioning  of  hLs  office  and 
the  performance  of  his  duties; 

*9)  Maintain  a  main  office  and  such 
branch  offices  as  may  be  necessary;  and 

(10>  The  market  administrator  shall, 
from  time  to  time,  cause  inspections  to  be 
made  of  the  buildings,  facilities  and  sur- 
roundings of  the  plant  and  shall  notify 
handlers  of  his  determination  as  to  what 
constitutes  the  plant  and  its  equipment. 
If  any  handler  makes  written  request  for 
.such  determination,  the  market  admin- 
istrator shall  promptly  notify  .such  han- 
dler of  his  determination :  Provided.  That 
if  the  request  is  for  a  revised  determina- 
tion or  for  affirmation  of  a  previous  de- 
termination, the  handler  shall  set  forth 
in  his  request  the  changed  conditions 
which  he  believes  make  a  new  determina- 
tion neces.<;ary.  Such  determination  shall 
be  ruling  for  all  purposes  hereunder,  and 
any  revision  in  the  determination  of 
which  handlers  have  been  notified  shall 
be  effective  not  earlier  than  the  date  of 
notice  to  handlers  of  such  revised  deter- 
mination. 

§  927.3    Pool  plants.    A  plant  shall  be 
designated  as  a  pool  plant  pursuant  to 
either   paragraph    (a>    or    (b)    of   this 
section. 

(a)  Reserve  plants — (1)  Carryover 
designation.  Any  plant  for  which  the 
report  of  milk  received  from  dairy  farm- 
ers was  u.sed  in  the  computation  of  the 
uniform  price  for  November  1944  is  here- 
by designated  as  a  pool  plant  from  the 
effective  date  hereof  until  such  designa- 
tion is  cancelled  pursuant  to  subpara- 
graph (4)  of  this  paragraph. 

(2)  Designation  upon  application — 
(i)  Eligible  applicants.  Any  per.soh  who 
operates  a  plant  which  is  located  in  New 
York  State,  Vermont,  Massachusetts, 
Connecticut,  New  Jersey,  or  Pennsyl- 
vania and  which  is  either  approved  as  a 
source  of  milk  by  a  health  authority  in 
the  marketing  area  at  the  time  of  appli- 
cation and  under  the  sanitary  super- 
vision of  such  authority,  or  was  a  pool 
plant  during  the  preceding  October.  No- 
vember, and  December,  may  apply  to 
the  Secretary  prior  to  July  1  of  any  year 
to  have  such  plant  designated  as  a  pool 
plant:  Provided,  That  if  50  percent  or 
more  of  the  dairy  farmers  delivering 
milk  at  such  plant,  deliver  such  milk  for 
the  account  of  a  cooperative  association 
which  does  not  operate  the  plant  but  for 
which  milk  such  association  receives  pay- 
ment, an  application  must  be  made  by 
such  cooperative  association  as  well  as 
by  the  person  operating  the  plant.  Ap- 
plications shall  be  addressed  to  the  Sec- 
retary and*  filed  at  the  office  of  the 
market  administrator. 


(ii>  Designation,  (a)  Any  plant  for 
which  an  application  has  been  made  pur- 
suant to  subdivision  <i)  of  this  subpara- 
graph shall  be  designated  as  a  pool  plant 
upon  determination  by  the  Secretary 
that  the  requirements  of  subparagraph 

(3)  of  this  paragraph  are  being  met. 
Such  designation  shall  be  effective  as 
of  August  1  following  the  date  of  appli- 
cation and  until  cancelled  pursuant  to 
subparagraph  <4)  of  this  paragraph. 

<b)  If.  based  upon  the  Information 
contained  in  an  application  filed  pursu- 
ant to  subdivision  <i)  of  this  subpara- 
graph, the  Secretary  determines  that 
the  requirements  of  .subparagraph  (3) 
of  this  paragraph  are  not  being  met,  the 
applicant  or  applicants  shall  be  so  no- 
tified. Within  15  days  after  receipt  of 
such  notice,  the  applicant  or  applicants 
may  .submit  additional  information  and 
request  further  consideration. 

<c)  Prior  to  the  issuance  of  the  deter- 
mination of  the  Secretary,  an  application 
may  be  withdrawn  by  written  request  of 
the  applicant  or  applicants.  In  the  event 
that  no  determination  is  made  by  the 
Secretary  prior  to  August  1.  the  effective 
date  of  the  designation,  upon  written 
request  of  the  applicant  or  applicants 
prior  to  the  issuance  of  a  determination, 
shall  be  deferred  until  the  first  of  the 
month  following  the  date  of  such  deter- 
mination. If  the  application  is  not  so 
withdrawn,  or  the  effective  date  of  des- 
ignation is  not  so  deferred,  the  plant 
shall  be  treated  as  a  pool  plant  as  of 
August  1:  Provided,  That  all  payments 
into  or  out  of  the  producer  settlement 
fund  (except  such  payments  which  are 
made  on  the  basis  of  operations  during 
a  month  in  which  the  plant  meets  the 
requirements  of  paragraph  (b)  of  this 
section)  shall  be  held  in  re.serve  by  the 
market  administrator  until  a  determina- 
tion Is  made. 

<3»  Requirements.  In  order  to  qual- 
ify as  a  pool  plant  pursuant  to  this  para- 
graph, the  person  operating  the  plant 
shall  meet  each  of  the  following 
requirements: 

<i)  Be  willing  to  ship  In  the  form  of 
milk  to  the  marketing  area,  milk  re- 
ceived at  the  plant  from  dairy  farmers; 

(ii)  Keep  such  control  over  the  sani- 
tary conditions  under  which  milk  re- 
ceived at  the  plant  Is  produced  and 
handled,  that  the  plant  can  meet  the  re- 
quirements of  a  source  of  milk  for  the 
marketing  area :  Provided,  That  approval 
by  a  health  authority  of  the  plant  as  a 
source  of  milk  for  the  marketing  area 
shall  constitute  sufficient  evidence  that 
this  requirement  is  being  met  even 
though  such  approval  is  restricted  to 
prohibit  shipment  to  the  marketing  area 
of  milk  for  specified  periods  during  which 
permission  is  given  by  such  health  au- 
thority for  receiving  unapproved  milk 
or  skim  milk  at  the  plant  or  for  shipment 
of  approved  skim  milk  from  such  plant; 
and 

(iii)  Have  no  commitments  for  disposi- 
tion of  milk  that  prevent  him  from  uti- 
lizing milk  as  set  forth  In  subparagraph 

(4)  (iv)  of  this  paragraph. 

(4)  Suspension  and  cancellation  of 
designation.  The  designation  of  a  pool 
plant  pursuant  to  this  paragraph  may  be 
suspended  or  cancelled  under  any  of  the 
following  provisions; 
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(i)  The  designation  shall  be  cancelled 
upon  application  to  the  market  adminis- 
trator by  the  handler  operating  the  plant 
effective  at  any  time  during  the  months 
of  April  through  July  of  any  year  but 
not  sooner  than  30  days  after  receipt  of 
such  application:  Provided,  That  such 
applications  for  cancellation  shall  be  ac- 
companied by  proof  that  the  handler,  if 
not  a  cooperative  association  qualified 
pursuant  to  §  927.9  (f).  has  notified  any 
qualified  cooperative  association  which 
has  any  members  who  deliver  milk  to 
such  plant,  and  has  notified  individually 
all  producers  delivering  to  such  plant 
who  are  not  members  of  such  qualified 
cooperative  association,  of  his  intention 
to  make  such  application:.  Provided,  fur- 
ther. That  if  50  percent  or  more  of  the 
producers  delivering  milk  at  such  plant 
dehver  such  milk  for  the  account  of  a 
cooperative  association  which  does  not 
operate  the  plant,  but  for  which  milk 
such  association  receives  payment,  an 
application  must  be  made  by  such  co- 
operative as.sociation  as  well  as  by  the 
handler  operating  the  plant. 

( ii  1  The  designation  of  any  plant  which 
on  June  15  of  any  year  is  not  approved 
by  a  health  authority  as  a  source  of  milk 
for  the  marketing  area  shall  be  auto- 
matically cancelled  effective  on  August 
1  of  such  year  unless  the  absence  of 
such  approval  is  a  temporary  condition 
covering  a  period  of  not  more  than  15 
days :  Provided.  That  the  designation  of 
a  plant  approved  by  a  health  authority  as 
a  source  of  milk  for  the  marketing  area, 
even  though  such  approval  is  restricted 
to  prohibit  shipment  to  the  marketing 
area  of  milk  for  specified  periods  during 
which  permission  is  given  by  such  health 
authority  for  receiving  unapproved  milk 
or  skim  milk  at  the  plant  or  for  ship- 
ment of  approved  skim  milk  from  such 
plant,  shall  not  be  cancelled  pursuant  to 
this  provision.  This  provision  does  not 
prevent  a  handler  from  applying,  pur- 
suant to  subparagraph  (2)  of  this  para- 
graph, for  a  new  designation  effective  on 
August  1  of  the  same  year. 

(iii)  The  designation  of  any  plant 
shall  be  suspended,  effeetive  no  sooner 
than  10  days  nor  later  than  20  days  after 
the  date  of  mailing  of  notice,  by  regis- 
tered letter,  to  the  handler,  whenever 
the  market  administrator,  subject  to  the 
limitations  set  forth  In  subdivision  (iv) 
of  this  subparagraph,  finds  on  the  basis 
of  available  information  that  the  han- 
dler operating  the  plant  is  not  meeting 
the  requirements  set  forth  in  subpara- 
graph «3>  of  this  paragraph:  Provided, 
That,  if  the  handler  operating  the  plant 
is  not  a  cooperative  as.sociation  qualified 
pursuant  to  §927.9  (f).  the  market  ad- 
ministrator shall  also  notify  any  quali- 
fied cooperative  a.ssociation  which  has 
any  members  who  deliver  milk  to  such 
plant,  and  shall  notify  individually  all 
producers  delivering  to  such  plant  who 
arc  not  members  of  such  qualified  coop- 
erative association,  of  such  suspension  of 
designation. 

( a  J  In  the  case  of  the  suspension,  pur- 
suant to  this  subparagraph,  of  the  desig- 
nation of  one  or  more  plants  for  failure 
to  meet  the  requirements  of  subpara- 
graph <3)  (i)  or  (3>  (iii)  ol  this  para- 
graph, the  handler  operating  such  plant 
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may  select,  prior  to  the  effective  date 
of  such  suspension,  some  other  pool  plant 
or  plants  to  be  substituted  for  the  plant 
or  plants  suspended  if.  during  the  pre- 
ceding month,  the  quantity  of  milk  re- 
ceived from  producers  at  such  substi- 
tuted plant  or  plants  was  not  less  than 
the  quantity  of  milk  received  from  pro- 
ducers at  the  suspended  plant  or  plants. 
The  handler  may  also  select  the  order 
in  which  plant  designations  are  to  be 
cancelled  in  the  event  of  a  later  deter- 
mination by  the  Secretary  cancelling  the 
designation  of  .some  but  not  all  of  the 
plants  .suspended. 

(b)  Not  later  than  10  days  after  the 
effective  date  of  suspension  of  designa- 
tion, pursuant  to  this  subparagraph,  the 
handler  operating  the  plant  may  apply 
to  the  Secretary  for  a  review.  If  the 
handler  falls  to  so  apply  for  such  review, 
the  designation  of  the  plant  as  a  pool 
plant  shall  be  cancelled  as  of  the  effec- 
tive date  of  the  suspension.  If  the  han- 
dler does  so  apply,  the  Secretary  shall, 
after  review,  either  determine  that  the 
requirements  set  forth  in  subparagraph 
(3)  of  this  paragraph  have  been  met  and 
order  the  suspension  revoked,  or  deter- 
mine that  such  requirements  have  not 
been  met  and  order  the  designation  can- 
celled as  of  the  effective  date  of  the  sus- 
pension: Provided.  That,  if  the  Secretary 
has  made  no  determination  within  two 
months  after  the  end  of  the  month  in 
which  the  suspension  was  made  effective, 
but  later  orders  the  designation  can- 
celled, such  cancellation  shall  be  effective 
as  of  the  first  of  the  month  following  the 
date  of  such  determination. 

(c)  Beginning  with  the  effective  date 
of  a  suspension  pursuant  to  this  subpara- 
graph, and  until  the  Secretary  has  either 
ordered  the  designation  cancelled  or 
ordered  the  suspension  revoked,  the  plant 
shall  be  treated  as  a  pool  plant:  Provided, 
That  all  payments  into  or  out  of  the  pro- 
ducer settlement  fund  (except  such  pay- 
ments on  the  basis  of  operations  during  a 
month  in  which  the  plant  meets  the  re- 
quirements of  paragraph  (b)  of  this  sec- 
tion), shall  be  held  in  reserve  by  the 
market  administrator  until  an  order  Is 
issued  by  the  Secretary,  but  not  longer 
than  two  months  after  the  end  of  the 
month  in  which  the  suspension  was  made 
effective. 

(Iv)  No  pool  plant  designation  shall  be 
suspended  for  failure  to  meet  the  require- 
ments of  subparagraph  (3)  (0  of  this 
paragraph  except  under  the  following 
conditions: 

(a)  A  meeting  has  been  held,  no  sooner 
than  three  days  after  notice  by  the  mar- 
ket administrator  to  all  handlers  operat- 
ing reserve  pool  plants,  for  considera- 
tion of  the  desirable  utilization  of  milk 
received  from  producers  during  a  period 
ending  not  later  than  the  end  of  the 
second  month  after  the  month  during 
which  such  meeting  Is  held. 

(b)  There  has  been  issued  by  the 
market  administrator,  following  such 
meeting,  and  mailed  to  all  handlers  oper- 
ating reserve  pool  plants  the  market 
administrator's  determination  of  the  de- 
sirable utilization  of  milk  received  from 
producers  each  month  during  all  or  a 
part  of  the  period  set  forth  In  (a)  of  this 
subdivision.  Such  determination  shall 
include    a    schedule   setting    forth,    by 


months,  the  desired  minimum  percent- 
age of  milk  received  from  producers  to 
be  utilized  in  specified  classes.  Such 
specified  classes  shall  include  Class  I-A, 
and  Class  I-C  to  the  extent  of  50  percent 
of  the  milk  received  by  a  handler  from 
producers  which  is  ultimately  distributed 
in  the  State  of  New  York,  in  Northern 
New  Jersey.  In  Fairfield  County.  Con- 
necticut, or  in  Pennsylvania  outside  the 
counties  of  Allegheny.  Beaver.  Payette. 
Greene.  Washington,  and  Westmoreland. 
In  addition,  such  specified  classes  may 
include  all  or  a  part  of  Class  II  and  other 

I-C. 

•  c)  The  market  administrator  finds  on 
the  basis  of  available  Information  that 
the  handler  operating  a  plant  or  the  co- 
operative reporting  a  plant  is  not  utiliz- 
ing milk  received  from  producers  in 
accordance  with  the  minimum  percent- 
age set  forth  In  the  determination  of  the 
market  administrator  previously  an- 
nounced pursuant  to  (b>  of  this  subdivi- 
sion: Provided.  That  the  suspension  of 
the  ix)ol  plant  designation  of  a  plant 
may  be  made  effective  during  the  months 
of  November  and  December  if  the  mar- 
ket administrator  finds  that  the  handler 
is  utilizing  any  milk  received  from  pro- 
ducers In  clas.se.s  other  than  those  set 
forth  In  the  determination  of  the  market 
administrator  announced  pursuant  to 
(b>  of  this  subdivision. 

(V)  The  cancellation  of  pool  plant 
designations  for  failure  to  meet  the  re- 
quirements of  subparagraph  (3)  (I>  of 
this  paragraph  shall  be  subject  to  the 
following  conditions: 

(a)  No  pool  plant  designation  shall 
be  cancelled  If  the  handler  operating  the 
plant  utilized  the  milk  received  by  him 
at  all  pool  plants  from  producers  during 
the  month  in  which  the  suspension  Ls 
made  effective  in  accordance  with  the 
minimum  percentage  set  forth  in  the 
determination  of  the  market  adminis- 
trator announced  pursuant  to  subdivision 
(Iv)  <b)  of  this  subparagraph. 

(b)  No  pool  plant  designation  shall 
be  cancelled  if  the  handler  operating  the 
plant  utilized  In  the  specified  classes  set 
forth  In  the  determination  of  the  mar- 
ket administrator  announced  pursuant 
to  subdivision  (iv)  (b)  of  this  subpara- 
graph a  percentage  of  the  total  milk 
received  by  him  at  all  pool  plants  from 
producers  during  the  month  In  which 
the  suspension  is  made  effective  which  is 
not  less  than  the  percentage  of  the  total 
milk  reported  by  all  handlers  to  have 
been  received  from  producers  during  such 
month  which  was  reported  to  have  been 
used  in  the  specified  classes:  Provided. 
That  the  limitations  as  to  quantity  and 
area  set  forth  in  the  determination  of 
the  market  administrator  announced 
pursuant  to  stlbdlvislon  (Iv)  (b)  of  this 
subparagraph  shall  apply  in  computing 
the  utilization  percentage  of  the  Indi- 
vidual handler  but  shall  not  apply  in 
computing  the  utilization  percentage  of 
all  handlers. 

(c)  In  the  event  that  all  milk  received 
from  producers  at  a  plant  Is  reported  to 
the  market  administrator  by  a  coopera- 
tive association  qualified  pursuant  to 
§927.9  (f),  and  such  association  pays 
the  producers  for  such  milk,  the  pool 
plant  designation  of  such  plant  shall  not 
be  cancelled  if  a  percentage  of  all  milk 
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reported  by  such  cooperative  association 
is  utilized  In  accordance  with  the  mini- 
mum percentage  set  forth  In  the  deter- 
mination of  the  market  administrator 
announced  pursuant  to  subdivision  (iv) 
(b)  of  this  subparagraph,  or  In  accord- 
ance with  the  percentage  set  forth  In  (b) 
of  this  subdivision. 

(d)  Cancellation  of  designations  shall 
be  limited  to  those  plants  necessary  to  re- 
sult In  a  utilization  of  milk  received  at 
the  remaining  pool  plants  operated  by 
the  handler,  or  reported  by  the  coopera- 
tive, as  the  case  may  be.  In  accordance 
with  the  minimum  percentage  set  forth 
In  the  determination  of  the  market  ad- 
ministrator announced  pursuant  to  sub- 
division (fv)  (b>  of  this  subparagraph. 

(vi)  Loss  of  approval  by  health  author- 
ities of  a  plant  as  a  source  of  milk  for 
the  marketing  area  may  In  Itself  consti- 
tute adequate  reason  for  the  market  ad- 
ministrator to  suspend  the  designation 
of  a  plant  for  failure  to  meet  the  re- 
quirements of  subparagraph  (3)  (ID  of 
this  paragraph,  only  if  the  absence  of 
such  approval  continues  for  more  than 
15  days. 

(5)  Plant  replacements.  In  addition 
to  designations  pursuant  to  .subpara- 
graph (2)  of  this  paragraph,  a  plant  may 
be  designated  at  any  time  as  a  pool  plant 
upon  application  made  by  the  person 
operating  the  plant  to  the  Secretary 
showing  that  the  plant  Is  a  replacement 
for  one  or  more  pool  plants  operated  by 
him  and  that  substantially  all  of  the 
dairy  farmers  delivering  milk  at  the  plant 
previously  delivered  milk  to  the  pool 
plant  or  plants  replaced.  Upon  designa- 
tion of  a  plant  pursuant  to  this  subpara- 
graph the  designation  of  the  plant  or 
plants  which  it  replaced  shall  be  auto- 
matically cancelled. 

(6  >  Change  of  operator.  The  designa- 
tion of  pool  plants  pur.suant  to  this  para- 
graph shall  be  considered  as  applicable 
to  the  plant  as  .such,  and  subject  to  can- 
cellation only  pursuant  to  subparagraphs 
(4)  and  (5>  of  this  paragraph,  regardless 
of  change  in  the  person  owning  or  oper- 
ating the  plant.  The  market  adminis- 
trator shall  be  notified,  by  the  handlers 
Involved,  of  any  transfer  from  one  person 
to  another  of  ownership  or  op>eration  of 
a  pool  plant. 

(b)  Plants  shipping  Class  I-A  milk  to 
the  marketing  area.  For  any  month  a 
plant  from  which  during  such  month 
Class  I-A  milk,  either  directly  or  through 
other  plants.  Is  sold  or  distributed  In  or 
shipped  to  the  marketing  area,  which 
quantity  of  milk  during  the  months  of 
July  through  March,  is  equal  to  more 
than  25  percent  of  the  milk  received  di- 
rectly from  dairy  farmers,  or  during  the 
months  of  April  through  June  is  equal 
to  more  than  10  percent  of  the  milk  re- 
ceived directly  from  dairy  farmers,  shall 
automatically  be  designated  a  pool  plant: 
Provided,  That  for  the  months  of  April, 
May,  or  June  no  plant  at  which  milk  was 
received  from  dairy  farmers  during  the 
preceding  period  of  October,  November, 
and  December  shall  be  a  pool  plant  on 
this  basis,  unless  at  least  60  percent  of 
such  milk  was  classified  In  Class  I-A,  and 
either  directly,  or  through  other  plants, 
was  sold  or  distributed  in  or  shipped  to 
the  marketing  area  in  the  form  of  milk: 
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Provided,  further.  That  no  plant  shall 
be  a  pool  plant  on  this  basis  during  the 
months  of  January  through  July,  If  the 
designation  of  the  plant  as  a  pool  plant 
was  cancelled  for  failure  to  meet  the  re- 
quirements of  paragraph  (a)  (3)  (1)  of 
this  section  during  the  preceding  year. 
At  the  time  of  announcing  the  uniform 
price  for  each  month,  the  market  ad- 
ministrator shall  make  public  the  loca- 
tion, and  name  of  the  operator,  of  any 
plant  for  which  a  report  of  receipts  from 
dairy  farmers  was  used,  pursuant  to  this 
paragraph.  In  the  computation  of  that 
uniform  price. 

§  927.4  Classification— (&)  Basis  of 
classification.  All  milk  the  butterfat 
from  which  is  received  at  a  plant  at  which 
the  classification  of  milk  received  from 
producers  is  to  be  determined  pursuant 
to  subparagraph  (3)  of  this  paragraph, 
and  all  milk  entering  the  marketing  area 
in  the  form  of  milk,  fluid  milk  products, 
cultured  or  flavored  milk  drinks,  cream, 
fluid  cream  products  or  .skim  milk,  shall 
be  classlfled  in  accordance  with  the  form 
in  which  it  Is  held  at.  or  moved  from,  the 
plant  at  which  classiflcatlon  is  deter- 
mined. Such  classification  shall  be  sub- 
ject to  the  following  conditions: 

(1)  Burden  of  proof.  In  establishing 
the  classification  of  milk  received  from 
producers,  the  burden  rests  upon  the 
handler  who  received  the  milk  from  pro- 
ducers to  show  that  the  milk  should  not 
be  classlfled  as  Cla.ss  I-A,  and  that  the 
skim  milk  In  Class  II  and  Class  III  milk 
should  not  be  subject  to  the  fluid  skim 
differential.  The  burden  rests  upon  the 
handler  who  receives  or  distributes  in  the 
marketing  area  milk,  fluid  milk  products, 
cultured  or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk  to 
establish  the  source  of  all  his  milk  or 
milk  products. 

(2)  Period  for  establishing  classifica- 
tion. A  period  ending  with  the  last  day 
of  the  month  following  the  month  during 
which  the  milk  was  received  from  dairy 
farmers  shall  be  allowed  for  handling 
such  milk  as  a  basis  for  establishing  the 
classiflcatlon  as  other  than  Class  I-A: 
Provided,  That  the  holding  of  milk  In  the 
form  of  cream  In  a  licensed  cold  storage 
warehouse  for  at  least  7  days  shall  con- 
stitute that  portion  of  the  handling  of 
such  cream  required  pursuant  to  para- 
graph <c)  (5)  (11)  of  this  section  that  is 
required  to  be  performed  during  the 
month  following  its  receipt  from  dairy 
farmers. 

(3>  Plant  at  which  classification  is  to 
be  determined.  Cla.ssification  shall  be 
determined  at  the  plant  at  which  milk 
is  received  from  dairy  farmers:  Provided, 
That  if  such  milk  is  shipped  In  the  form 
of  milk  or  cream  to  another  plant  or 
other  plants,  it  shall  be  classified,  subject 
to  the  provisions  of  subdivisions  (1) 
through  (vi)  of  this  subparagraph,  at 
the  plant  or  plants  to  which  It  is  shipped, 
and  there  shall  be  no  limit  on  the  num- 
ber of  interplant  movements  In  the  form 
of  milk  or  cream  except  as  set  forth  in 
subdivisions  (I)  through  (vi)  of  this 
subparagraph. 

(i)  The  classification  of  milk  shipped 
in  the  form  of  milk  to  a  plant  in  the 
marketing  area  shall  be  determined  at 
the    plant    from    which   such   milk    Is 
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shipped  to  the  plant  in  the  marketing 
area. 

(ID  Except  as  set  forth  in  subdivision 
(iii)  of  this  subparagraph,  the  classifica- 
tion of  milk  the  butterfat  from  which  is 
shipped  in  the  form  of  cream  to  a  plant 
In  the  marketing  area  shall  be  deter- 
mined at  the  plant  from  which  such 
cream  is  shipped  to  the  plant  in  the  mar- 
keting area. 

( iii )  The  classification  of  milk  the  but- 
terfat from  which  is  shipped  in  the  form 
of  cream  to  a  plant  in  the  marketing  area 
shall  be  determined.  If  such  cream  is 
moved  in  the  form  of  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
either  from  the  plant  at  which  cream  is 
first  received  in  the  marketing  area  or 
from  the  first  plant  to  which  cream  Is 
shipped  from  the  plant  where  first  re- 
ceived in  the  marketing  area,  at  the  first 
plant  from  which  the  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
are  so  moved. 

dv)  Except  as  set  forth  In  subdivisions 
(V)  and  (vi)  of  this  subparagraph,  the 
classification  of  milk  shipped  in  the  form 
of  milk  and  of  milk  the  butterfat  from 
which  is  shipped  in  the  form  of  cream  to 
a  non-pool  plant  shall  be  determined  at 
the  non-pool  plant,  unless  the  handler 
operating  the  pool  plant  from  which  such 
shipments  are  made  to  the  non-pool 
plant  elects  in  writing  on  his  monthly  re- 
ports to  have  cla.ssification  of  all  milk  or 
cream  received  during  the  month  at  such 
handler's  pool  plant  and  shipped  as  milk 
or  cream  to  the  non-pool  plant  deter- 
mined at  the  pool  plant  from  which  the 
milk  or  cream  is  shipped  to  the  non-pool 
plant. 

(v)  The  cla.ssification  of  milk  shipped 
in  the  form  of  milk  more  than  65  miles 
from  the  plant  where  received  from 
dairy  farmers,  to  a  plant  outside  New 
York  State,  Vermont,  New  Jersey,  or 
Permsylvania,  or  to  a  plant  in  the  county 
of  Alleghany,  Beaver,  Fayette,  Greene, 
Washington  or  Westmoreland  in  Penn- 
sylvania shall  be  determined  at  the  plant 
from  which  the  milk  is  so  shipped. 

(vi)  The  classification  of  milk  the 
butterfat  from  which  is  shipped  In  the 
form  of  cream  to  a  plant  more  than  65 
miles  from  the  plant  where  the  milk  was 
separated  to  a  plant  outside  New  York 
State,  Vermont,  New  Jersey,  or  Pennsyl- 
vania, or  to  a  plant  in  the  county  of 
Allegheny,  Beaver,  Fayette,  Greene, 
Washington  or  Westmoreland  in  Penn- 
sylvania shall  be  determined  at  the  plant 
from  which  the  cream  is  so  shippefl. 
This  provision  shall  not  apply  to  milk  re- 
ceived from  dairy  farmers  during  April, 
May  or  June  if  such  shipment  is  to  a  plant 
in  Maine.  New  Hampshire.  Massachu- 
setts, Rhode  Island,  Connecticut,  Penn- 
sylvania, Maryland.  Delaware,  or  Ohio. 

(4)  Plant  loss.  Allowances  for  plant 
loss  not  to  exceed  5  percent  of  the  butter- 
fat in  the  product  resulting  from  any 
specific  plant  operation,  which  plant  loss 
may  be  cla.ssified  the  same  as  the  milk 
equivalent  of  the  butterfat  in  the  prod- 
uct, shall  be  determined  by  the  market 
administrator  pursuant  to  paragraph 
(b)  of  this  section. 

(5)  Accounting  procedure.  The  ac- 
counting procedure  for  classifying  milk 
pursuant  to  this  section  shall  be  set  up 
by  the  market  administrator  pursuant 
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to  paragraph  (b)  of  this  section.  Such 
accounting  procedure  shall  include  con- 
version factors  to  be  used  in  the  absence 
of  specific  weights  and  tests,  specific 
definitions  of  products,  and  such  meth- 
ods for  assignment  of  milk  to  classes  ac- 
cording to  source  and  form  as  may  be 
necessary  to  effectuate  the  provisions  of 
this  section  and  which  are  not  inconsist- 
ent with  the  following  general  principles: 
(i)  Milk,  fluid  milk  products,  cream, 
fluid  cream  products  and  skim  milk  re- 
ceived from  pool  plants  or  from  pro- 
ducers shall  be  assigned,  as  far  as  possi- 
ble, to  Class  I-A.  Class  II.  or  to  skim  milk 
subject  to  the  fluid  skim  differential. 

(11)  If  milk,  cream,  or  skim  milk  is 
received  at  a  plant  from  producers  or 
from  pool  plants  and  in  like  form  from 
dairy  farmers  not  producers  or  from  non- 
pool  plants,  the  total  milk  equivalent  of 
such  products  from  producers  and  pool 
planis.  and  the  total  milk  or  milk  equiv- 
alent from  dairy  farmers  not  producers 
and  non-pool  plants  shall  be  assigned 
pro  rata  to  the  total  classification  of  all 
such  milk  or  milk  equivalent  and  to  all 
skim  milk  subject  to  the  fluid  skim  differ- 
ential after  the  assignment  in  accord- 
ance with  subdivision  (D  of  this  sub- 
paragraph. 

(ili )  The  milk  received  from  producers 
which  is  eliminated  from  the  computa- 
tion of  the  handler's  net  pool  obUgation 
pursuant  to  5  927.7  shall  be  assigned  pro 
rata  to  the  total  classification  of  all  milk 
from  producers  and  pool  plants. 

(b>  Rules  and  regulations.  The  rules 
and  regulations  to  effectuate  the  terms 
and  provisions  of  this  section  shall  be 
made,  and  may  from  time  to  time  be 
amended  by  the  market  administrator 
In  accordance  with  the  procedure  set 
forth  in  this  paragraph:  Provided.  That 
at  any  time  upon  a  determination  by 
the  Secretary  that  an  emergency  exists 
which  requires  the  Immediate  adoption 
of  rules  and  regulations,  the  market  ad- 
ministrator may  issue,  with  the  approval 
of  the  Secretary,  temporary  rules  and 
regulations  without  regard  to  the  follow- 
ing procedure:  Provided  further.  That  If 
any  interested  person  makes  written  re- 
quest for  the  issuance,  amendment,  or 
repeal  of  any  rule,  the  market  adminis- 
strator  shall  within  30  days  either  Issue 
notice  of  meeting  pursuant  to  subpara- 
graph (1)  of  this  paragraph  or  deny  such 
request,  and  except  in  affirming  a  prior 
denial,  or  where  the  denial  is  self- 
explanatory,  shall  state  the  grounds  for 
such  denial. 

( 1 )  All  proposed  rules  and  regulations 
and  amendments  thereto  shall  be  the 
subject  of  a  meeting  called  by  the  market 
administrator,  at  which  time  all  inter- 
ested persons  shall  have  opportunity  to 
be  heard.  Notice  of  such  meeting  shall 
be  given  by  the  market  administrator, 
and  a  copy  of  the  proposed  rules  and 
regulations  shall  be  sent  at  least  five 
days  prior  to  the  date  of  the  meeting  to 
all  handlers  operating  pool  plants.  A 
stenographic  record  shall  be  made  at  all 
such  meetings  and  such  record  shall  be 
public  information  available  for  inspec- 
tion at  the  office  of  the  market 
administrator. 

<2)  A  period  of  at  lca.st  five  days  after 
the  meeting  held  pursuant  to  subpara- 
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graph  (1)  of  this  paragraph  shall  be 
allowed  for  the  filing  of  briefs.  Such 
briefs  shall  be  public  information  avail- 
able for  inspection  at  the  office  of  the 
market  administrator. 

(3)  Not  later  than  30  days  after  a 
meeting  held  pursuant  to  subparagraph 
(1 1  of  this  paragraph  the  market  admin- 
istrator shall  Issue  and  send  to  all  han- 
dlers operating  pool  plants  the  tentative 
rules  and  regulations  or  amendments 
thereto  relating  to  the  l.ssues  considered 
at  such  meeting,  or  a  tentative  notice 
that  no  rules  or  regulations  or  amend- 
ments thereto  are  to  be  issued  prior  to 
further  consideration  at  another  meet- 
ing. The  tentative  rules  and  regulations, 
or  tentative  notice,  together  with  copies 
of  the  stenographic  record  and  briefs, 
shall  also  at  the  same  time  be  forwarded 
by  the  market  administrator  to  the 
Secretary. 

(4)  Not  later  than  30  days  after  issu- 
ance by  the  market  admini.<:trator.  the 
Secretary  shall  either  approve  the  tenta- 
tive rules  and  regulations  or  tentative 
notice  as  issued,  or  direct  the  market  ad- 
ministrator to  reconsider.  In  which  lat- 
ter event,  the  market  administrator  shall 
within  30  days  either  issue  revised  tenta- 
tive rules  and  regulations  or  tentative 
notice,  or  call  another  meeting  pursuant 
to  subparagraph  (1)  of  this  paragraph. 

(5)  The  tentative  rules  and  regula- 
tions and  ameridments  thereto  or  tenta- 
tive notice  issued  pursuant  to  subpara- 
graph (3)  of  this  paragraph  shall  be 
effective  as  of  the  first  of  the  month  fol- 
lowing approval  by  the  Secretary,  but 
not  sooner  than  ten  days  after  issuance 
by  the  maiicet  administrator. 

(c>  Classes  of  utilization.  Subject  to 
all  of  the  conditions  set  forth  in  para- 
graphs (a)  and  <b>  of  this  section,  milk 
shall  be  classified  at  the  plant  at  which 
classification  is  to  be  determined  as 
follows : 

U)  Class  I-A  mUk  shall  be  all  milk, 
except  as  provided  in  subparagraphs  <2» 
and  (3)  of  this  paragraph,  the  butterfat 
from  which  leaves  or  is  on  hand  at  the 
plant  in  the -form  of  milk,  fluid  milk 
products,  or  as  cultured  or  flavored  milk 
drinks  containing  3.0  percent  or  more 
but  not  more  than  5.0  percent  of  butter- 
fat,  and  all  milk  the  classification  of 
which  is  not  established  in  some  other 
class  named  in  this  paragraph. 

(2»  Class  I-B  milk  shall  be  all  milk 
the  butterfat  from  which  leaves  the  plant 
in  the  form  of  milk,  fluid  milk  products, 
or  as  cultured  or  flavored  milk  drinks 
containing  3.0  percent  or  more  but  not 
more  than  5.0  percent  of  butterfat.  and 
which  Is  delivered  to  a  plant  or  a  pur- 
chaser In  an  area  regulated  by  another 
order  of  the  Secretary  and  remains  out- 
side the  marketing  area. 

(3)  Class  I-C  milk  shall  be  all  milk  the 
butterfat  from  which  leaves  the  plant  in 
the  form  of  milk,  fluid  milk  products,  or 
as  cultured  or  flavored  milk  drinks  con- 
taining 3.0  percent  or  more  but  not  more 
than  5.0  percent  of  butterfat,  and  which 
Is  delivered  to  a  plant  or  a  purchaser  In 
an  area  not  regtilated  by  another  order 
of  the  Secretary  and  remains  outside  the 
marketing  area. 


Wednesday,  March  16,  1949 


FEDERAL  REGISTER 


(4>  Class  n  milk  shall  le  all  milk  the 
butterfat  from  which  leaves  or  is  on 
hand  at  the  plant  In  the  form  of  cream, 
sweet  or  sour,  fluid  cream  products,  or 
in  the  form  of  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5  0  percent  of  butterfat. 
unless  such  cream,  fluid  cream  products, 
or  cultured  or  flavored  milk  drinks  are 
established  to  have  been  so  handled  or 
marketed  as  to  classify  such  milk  in 
.some  other  class  named  in  this  para- 
graph. 

(5)  Class  III  milk  shall  be  all  milk 
which  meets  the  conditions  set  forth  In 
any  one  of  the  following  subdivisions: 

(i)  All  milk  the  butterfat  from  which 
leaves  or  is  on  hand  at  the  plant  in  the 
form  of  cultured  or  flavored  milk  drinks 
containing  less  than  3.0  percent  or  more 
than  5.0  percent  of  butterfat  or  in  the 
form  of  cream,  or  fiuid  cream  products 
which  cream,  fiuid  cream  products,  or 
cultured  or  fiavored  milk  drinks  are  de- 
livered to  a  plant  or  a  purcha.ser  outside 
the  marketing  area  and  remain  outside 
the  marketing  area. 

till  All  milk  the  butterfat  from  which 
leaves  or  is  on  hand  at  the  plant  in  the 
form  of  cream  which  is  subsequently  held 
in  a  licensed  cold  storage  warehouse  for 
at  least  28  days,  and  which  Is  subject  at 
all  times  until  utilization  of  such  cream 
to  being  Inspected  by  a  representative  of 
the  market  administrator  to  determine 
the  physical  presence  of  the  cream.  Af- 
ter the  first  7  days,  such  cream  may  be 
moved  from  one  licensed  cold  storage 
warehouse  to  another:  Provided,  That 
the  market  administrator  receives  notice 
of  such  removal  within  7  days  thereafter. 
Any  handler  whose  report  claimed  the 
original  classification  of  milk  pursuant 
to  this  subdivision  shall  be  liable  under 
the  provisions  of  S  927.9  (e)  for  the 
difference  between  the  Class  II  and  Class 
III  prices  for  the  month  in  which  the 
Class  ni  classification  was  claimed  on 
any  such  milk  If  the  storage  of  cream 
does  not  comply  with  all  the  requirements 
of  this  subdivision. 

(Hi)  All  milk  the  butterfat  from 
which  leaves  or  is  on  hand  at  the  plant 
in  the  form  of  some  product  the  classi- 
fication of  which  is  not  established  in 
some  other  class  named  in  this  para- 
graph, 

J  927.5  Minimum  prices.  For  milk 
received  during  each  month  from  pro- 
ducers or  cooperative  associations  of 
producers,  each  handler  shall  pay  per 
hundredweight  not  less  than  the  prices 
set  forth  in  this  section.  Any  handler 
who  purchases  or  receives,  during  any 
month,  milk  from  a  cooperative  associa- 
tion of  producers  which  Is  also  a  handler 
shall,  on  or  before  the  15th  day  of  the 
following  month,  pay  such  cooperative 
association  In  full  for  such  milk  at  not 
less  than  the  minimum  class  prices  ap- 
plicable piu-suant  to  this  section. 

(a>  Class  prices.  (1)  Except  as  pro- 
vided In  subdivisions  (1)  and  <11)  of  this 
subparagraph,  for  Class  I-A  milk  the 
price  per  hundredweight  during  each 
month  shall  be  as  set  forth  in  the  follow- 
ing table: 
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which  pursuant  to  §  927.4  (a)  (4)  Is  as- 
sociated with  such  products,  there  shall 
be  credited  to  the  handler  receiving  the 
milk  from  producers  four  cents  per  pound 
of  buttcrfat  in  such  milk:  Provided,  That 
for  such  milk  received  from  producers  at 
a  plant  in  a  freight  zone  farther  from 
New  York  City  than  the  321-325  mile 
zone,  there  shall  be  deducted  from  the 
amount  so  credited  the  following  amounts 

per  hundredweight  of  milk: 

Cents  per 

Zones  of  plant:  hundredweight 

32&-350 1 

351-375 2 

376-400 3 

401-425 — * 

426-450 -- * 

451-475 6 

476-500 '^ 

<2>  With    respect   to   each    plant    at 
which  milk  received  from  producers  is 
reported  by  the  handler  operating  the 
plant  to  have  been  utilized  (cither  at  the 
plant    where    received    or    at    another 
plant  >.  in  an  amount  exceeding  an  aver- 
age of  4,000  ix)unds  per  day  in  the  manu- 
facture of  butter  or  of  Cheddar.  Amer- 
ican  Cheddar,   Colby,   washed   curd   or 
part  skim  Cheddar  cheese,  the  market 
administrator  shall  publicly  disclose  (i) 
the  location  of  the  plant  at  which  the 
milk  was  received  from  producers,  and 
(ii)  the  name  of  the  handler  operating 
such  plant.    Such  public  disclosure  shall 
be  made  monthly  on  the  basis  of  han- 
dlers  monthly  reporUs.  and  may  be  made 
more   frequently  on   the   basis  of   such 
other  utilization  reports  as  may  be  re- 
quired by  the  market  administrator. 

(e)  Fluid  skim  differential.  For  skim 
milk  derived  from  Class  II  or  Class  III 
milk  which  enters  the  marketing  area 
In  the  form  of  milk,  fluid  skim  milk,  or 
In  the  form  of  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat. 
and  for  all  skim  milk  which  is  not  ac- 
counted for  in  some  product  leaving  or 
on  hand  at  a  plant,  the  handler  shall  pay 
a  fluid  skim  differential  per  hundred- 
weight computed  as  follows:  deduct  the 
price  of  Cla.ss  II  milk  computed  pursuant 
to  paragraph  (a)  (4)  of  this  section  from 
the  price  for  Class  I-A  milk  computed 
pur.<=uant  to  paragraph  (a)  (1)  of  this 
section,  and  divide  by  .9125. 

(f)  Uxc  of  equivalent  prices.  If  for 
any  reason  a  price  (or  prices)  for  milk 
or  any  milk  product  specified  in  this 
section  for  use  In  computing  and  an- 
nouncing cla.ss  prices  or  for  any  other 
purpase  is  not  reported  or  published  in 
the  manner  therein  described,  the  market 
administrator  shall  use  a  price  deter- 
mined by  the  Secretary  to  be  equivalent 
to  or  comparable  with  the  price  specified. 

(g)  Announcement  of  prices.  The 
market  administrator  shall  compute  and 
publicly  announce  prices  as  follows: 

(1)  Not  later  than  the  25th  day  of 
each  month: 

(D  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  highest 
prices  reported  daily  by  the  United  States 
E>cpartment  of  Agriculture  for  U.  S. 
Grade  A  or  U.  S.  92-score  butter  at 
wholesale  in  the  New  York  market. 
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(11)  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  daily  in  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry  milk 
solids  "other  brands,  human  consump- 
tion, carlots,  bags  or  barrels." 

(ill)  The  average,  for  the  period  be- 
ginning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  daily  in  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry 
milk  solids  "other  brands,  animal  feed, 
carlots,  bags,  or  barrels." 

(iv)  The  simple  average  of  the  aver- 
ages computed  pursuant  to  subdivisions 
(il)  and  (ill)  of  this  subparagraph. 

(V)  The  preliminary  Cla.<;s  I-A  price 
for  the  following  month  pursuant  to 
paragraph  (a)    d)  of  this  .section. 

(vi)  The  preliminary  calculation  for 
the  following  month  pursuant  to  para- 
graph (a)  (4)  (i)  of  this  section. 

(2)  Not  later  than  the  5th  day  of  each 
month  for  the  preceding  month: 

(i)  The  minimum  class  prices,  pur- 
suant to  paragraph  (a)  of  this  section. 

(ii)  The  butterfat  differentials,  pur- 
suant to  paragraph  (b)  of  this  section. 

( iii )  The  butter  and  cheese  differential, 
pursuant  to  paragraph  (d )  of  this  section. 
(iv)   The  fluid  .«;kim  differentials,  pur- 
suant to  paragraph  (e)  of  this  section. 

(V)  The  weighted  average  price,  a-s  re- 
ported by  the  United  States  Department 
of  Agriculture,  per  40-quart  can  of  40 
percent  bottling  quality  cream  in  the 
Boston  market. 

(vi)  The  average  of  the  highest  prices 
reported  daily  by  the  United  States  De- 
partment of  Agriculture  for  U.  S.  Grade 
A  or  U.  S.  92-score  butter  at  wholesale 
in  the  New  York  market. 

(vli)  The  average  of  the  prices  (using 
midpoint  of  any  range  as  one  quotation) 
reported  daily  in  "The  Producers'  Price- 
Current,"  for  hot  roller  process  dry  skim 
milk  or  nonfat  dry  milk  solids  "other 
brands,  human  consumption,  carlots, 
bags,  or  barrels." 

§927.6  Reports  of  handlers— (Bl) 
Monthly  reports.  On  or  before  the  10th 
day  of  each  month,  each  handler  shall 
report  to  the  market  administrator  for 
the  preceding  month,  in  the  manner  and 
on  forms  prescribed  by  the  market  ad- 
ministrator, with  respect  to  milk  or  milk 
products  received  at  each  of  his  pool 
plants,  and  at  each  of  his  plants  where 
milk  or  milk  products  subject  to  payments 
under  §  927.9  (h)  were  handled,  the  fol- 
lowing: 

(1)  The  total  quantity  of  milk  and  of 
each  milk  product,  with  the  average  but- 
terfat content  thereof,  received  from 
dairy  farmers,  from  other  plants,  from 
such  handlers  own  farm,  from  other 
handlers,  and  from  other  sources; 

(2)  The  total  quantity  of  milk  and  of 
each  milk  product  moved  out  of.  or  on 
hand  at.  such  plant,  the  average  butter- 
fat content  thereof,  and  the  destination 
of  any  milk  or  milk  product  the  classi- 
fication of  which  wholly  or  partially  de- 


pends upon  Its  destination,  moved  out  of 
such  plant; 

(3)  The  disposition  of  milk  or  milk 
products  at  each  other  plant  at  which 
the  disposition  of  any  milk  or  milk  prod- 
ucts is  claimed  as  the  basis  of  classiflca- 
tion.  such  disposition  to  be  covered  by  a 
signed  statement  of  the  plant  operator 
If  such  other  plant  is  not  a  pool  plant; 

(4)  The  computation  pursuant  to 
§927.7  (a)  of  such  handler's  net  pool 
obligation;  and 

(5)  The  computation  of  the  amount  of 
any  payments  pursuant  to  §  927  9  (h). 

tb)  Producer  pay  roll  reports.  Each 
handler  shall  report  with  respect  to  pro- 
ducers as  follows: 

(1)  On  or  before  the  10th  day  after 
the  end  of  each  month,  the  information 
required  by  the  market  administrator 
with  respect  to  producer  additions,  pro- 
ducer withdrawals,  and  changes  in  names 
of  farm  operators;  and 

( 2 )  On  or  before  the  last  day  of  each 
month,  such  handlers  producer  pay  roll 
for  the  preceding  month,  which  shall 
show  for  each  producer: 

(i)  The  total  delivery  of  milk  with  the 
average  butterfat  test  thereof, 

(ii)  The  amount  of  payment  due  such 
producer, 

( iii )  Any  deductions  and  charges  made 
by  the  handler, 

(iv)  The  net  amount  of  payment  to 
such  producer  made  pursuant  to  §  927  8. 
and 

(v)  Such  other  information  with  re- 
spect thereto  as  the  market  administra- 
tor may  require. 

(c»  Storage  cream  reports.  (DOnor 
before  the  last  day  of  the  period  for 
establishing  classification  pursuant  to 
§927  4  <a)  (2),  or,  if  earlier,  not  later 
than  15  days  prior  to  the  date  of  final 
removal  of  the  cream  from  storage,  each 
handler  who  separates  milk  the  cream 
from  which  is  stored  as  a  basis  for  Class 
III  cla.ssification  pursuant  to  S  927.4  (c) 
(5)  «ii»  shall  report  to  the  market  ad- 
ministrator on  forms  prescribed  by  the 
market  administrator  information  with 
respect  to  the  storage  of  cream.  Failure 
to  make  such  report  shall  result  in  the 
disallowance  of  Class  III  cla.ssification 
pur.«;uant  to  §  927.4  (O  (5)  di). 

(2)  The  handler  who  made  reports 
pursuant  to  subparagraph  tD  of  this 
paragraph  shall  report  to  the  market  ad- 
ministrator, not  later  than  the  end  of  the 
second  month  following  the  month  dur- 
ing which  frozen  cream  is  utilized,  in- 
formation with  respect  to  the  utilization 
of  such  cream.  Failure  to  make  such 
reports  shall  result  in  the  disallowance 
of  storage  cream  payments  piirsuant  to 
§  927.9  (g)   (2). 

(d)  Other  reports.  At  such  times  as 
the  market  administrator  may  request, 
each  handler  shall  report  to  the  market 
administrator  in  the  manner  and  on 
forms  prescribed  by  the  market  admin- 
istrator: 

(1)  The  total  quantity  of  milk  and  of 
each  milk  product  received  at  his  non- 
pool  plants,  wlfh  the  average  butterfat 
content  thereof,  from  dairy  farmers, 
from  other  plants,  from  such  handler's 
own  farm,  from  other  handlers,  and 
from  other  sources; 

(2)  The  total  quantity  of  milk  and  of 
each  milk  product  moved  out  of,  or  on 
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hand  at.  his  non-pool  plants,  the  aver- 
age butterfat  content  thereof,  and  the 
destination  of  any  milk  or  milk  product 
moved  out  of  such  plants; 

(3)  Information  concerning  land, 
buildings,  surroundings,  facilities,  and 
equipment  at  any  of  his  plants: 

(4)  The  current  receipts  and  utiliza- 
tion of  milk  at  each  of  his  pool  plants ;  and 

<5)  Such  other  Information  as  may 
be  necessary  for  the  administration  of 
the  provisions  hereof. 

(e)  Verification  of  reports  and  pay- 
ments. The  market  administrator  shall 
promptly  verify  all  reports  and  payments 
of  each  handler  by  audit  of  such  han- 
dler's records  and  of  the  records  of  any 
other  handler  or  person  upon  whose  dis- 
position of  milk  such  handler  claims 
classification,  and  each  such  handler 
shall,  during  the  usual  hours  of  business, 
make  available  to  the  market  adminis- 
trator or  his  representative  such  records 
and  facilities,  of  his  own  or  other  per- 
sons, as  will  enable  the  market  adminis- 
trator to: 

( 1 )  Verify  the  receipts  and  disposition 
of  all  milk  required  to  be  reported  pur- 
suant to  this  section,  and,  in  case  of  er- 
rors or  omissions,  ascertain  the  correct 
figures ; 

(2)  Weigh,  sample,  and  test  for  but- 
terfat content  the  milk  received  from 
producers  and  any  product  of  milk  upon 
which  classification  depends; 

(3)  Verify  the  payments  to  producers 
prescribed  In  §  927.8;  and 

(4)  Verify  all  claims  for  payments 
pursuant  to  §  927.9  (f)  and  (g). 

(f)  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  han- 
dler for  a  period  of  three  years  to  begin 
at  the  end  of  the  calendar  month  to 
which  such  books  and  records  pertain, 
except  that  all  such  books  and  records 
pertaining  to  transactions  before  August 
1.  1946.  shall  be  retained  until  October  1, 
1949:  Provided.  That  If.  within  such 
three-year  period  or  before  October  1, 
1949,  whichever  Is  applicable,  the  mar- 
ket administrator  notifies  the  handler  In 
writing  that  the  retention  of  such  books 
and  records,  or  of  specified  books  and 
records.  Is  necessary  In  connection  with 
a  proceeding  under  section  8c  (15)  'A) 
of  the  act  or  a  court  action  specified  in 
such  notice,  the  handler  shall  retain 
••^uch  books  and  records,  or  specified 
books  and  records,  imtll  further  written 
notification  from  the  market  adminis- 
trator. In  either  case  the  market  ad- 
ministrator shall  give  further  written 
notification  to  the  handler  promptly 
upon  the  termination  of  the  litigation 
or  when  the  records  are  no  longer  neces- 
sary in  connection  therewith. 

?  927.7  Determination  of  uniform 
price.  The  uniform  price  shall  be  com- 
puted in  accordance  with  the  provisions 
set  forth  In  this  .section.  Milk  received 
from  farms  In  Nassau  or  Suffolk  Coun- 
ties, New  York,  which  farms  are  not  ap- 
proved for  sale  of  milk  in  New  York  City, 
or  received  from  the  handler's  own  farm 
shall  not  be  Included  In  this  computa- 
tion, and  such  milk  shall  be  deemed  to 
be  excluded  by  the  phrase,  "milk  re- 
ceived from  producers"  as  such  phrase  is 
No.  50 1 
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UMd  in  paragraphs  (a)  and  (b)  of  this 
section.  In  paraarraph  (d)  of  i  921.6,  In 
paragraphs  (d).  (f)  and  (g)  of  1927.9 
and  In  S  927.10. 

(a)  Net  pool  obligation  of  handlers. 
(1)  Determine  the  classification  pursuant 
to  S  927.4  of  milk  received  from  produc- 
ers at  each  pool  plant; 

(2)  Subject  to  adjustment  for  appro- 
priate differentials  pursuant  to  !  927.5 
(b)  and  (c).  multiply  the  Class  I-C  milk 
by  20  cents  per  hundredweight,  multiply 
the  remaining  milk  In  each  class  by  the 
class  price,  multiply  the  skim  milk  sub- 
.lect  to  the  fiuld  skim  differential  by  the 
fluid  skim  differential  per  hundred- 
weight, and  add  together  the  resulting 
values; 

(3»  Deduct,  In  the  case  of  each  plant 
where  the  average  butterfat  content  of 
all  milk  received  from  producers  Is  In 
excess  of  3.5  percent  and  add.  In  the  case 
of  each  plant  where  the  butterfat  content 
of  all  milk  received  from  producers  Is 
less  than  3.5  percent,  the  total  value  of 
the  butterfat  differential  applicable  pur- 
suant to  5  927.8  (c); 

(4)  Deduct,  In  the  case  of  each  plant 
nearer  New  York  City  than  the  201-210 
mile  zone,  and  add.  In  the  case  of  each 
plant  farther  from  New  York  City  than 
the  201-210  mile  zone,  the  sum  obtained 
by  multiplying  the  milk  received  from 
producers  by  the  zone  differential  set 
forth  in  column  B  of  the  schedule  In 
§927.5  (c)  applicable  to  the  plant; 

(5)  Deduct  the  total  amount  of  the 
butter-cheese  adjustment  computed  pur- 
suant to  §  927.5  (d) ; 

'  6 )  With  respect  to  milk  received  from 
producers,  deduct  30  cents  per  hundred- 
weight at  plants  In  the  marketing  area; 
and  20  cents  per  hundredweight  at  plants 
located  at  Accord,  Ellenville,  Gardiner, 
Kyserike,  New  Paltz.  Phinney's  Crossing, 
Wallkill,  and  West  Coxsackle.  New  York, 
and  In  the  following  counties: 

New  Jeksvt  Counties 


Burlington. 

Eatex. 

Hunterdon. 

Morris. 

Passaic. 

Somerset. 
Sussex. 
Union. 
Warren. 

New  York  Counties 

Columbia. 
Dutchess. 
Orange. 

Putnam. 
Rockland. 

Litchfield 

Connecticut 

Berkshire. 

Massachusetts 

(7)  Add  together  the  handler's  net 
pool  obligation  for  all  plants  at  which 
milk  was  received  from  producers. 

(b)  Computation  of  the  uniform  price. 
The  market  administrator  shall,  on  or 
before  the  14th  day  of  each  month,  audit 
for  mathematical  correctness  and  obvious 
errors  the  report  submitted  for  the  pre- 
ceding month  by  each  handler.  If  the 
unreserved  cash  balance  in  the  producer 
settlement  fund  to  be  included  In  the 
computation  Is  less  than  two  cents  per 
hundredweight  of  milk  received  from 
producers  on  all  reports,  the  report  of 
any  handler  who  has  not  made  payment 
of  the  last  monthly  pool  debit  account 
rendered  pursuant  to  §  927.9  (a)  shall 
not  be  Included  in  the  computation  of 
the  uniform  price.    The  report  of  such 
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handler  shall  not  be  Included  in  the 
computation  for  succeeding  months  un- 
til he  has  made  full  payment  of  out- 
standing monthly  pool  debits.  Subject  to 
the  aforementioned  conditions  the  mar- 
ket administrator  shall  compute  the  uni- 
form price  in  the  following  manner: 

(1)  Combine  into  one  total  the  net 
pool  obligations  of  all  handlers; 

(2 )  Subtract  the  total  of  payments  re- 
quired to  be  made  for  such  month  by 
5  927.9  (f); 

(3»  Add  the  total  payments  required 
to  be  made  by  handlers  for  such  month 
pursuant  to  §  927.9  (h); 

(4)  Add  the  amount  of  unreserved 
cash  in  the  producer  settlement  fund; 

(5)  Subtract  an  amount  equal  to  not 
less  than  four  cents  nor  more  than  five 
cents  per  hundredweight  of  milk  received 
from  producers  to  provide  against  the 
contingency  of  errors  in  reports  and  pay- 
ments or  of  delinquencies  in  payments 
by  handlers; 

(6)  Subtract  the  Class  I-C  milk  of  all 
handlers  whose  reports  are  Included  In 
this  computation  from  the  total  milk 
received  from  producers  by  all  such 
handlers:  and 

(7)  Divide  the  result  obtained  In  sub- 
paragraph <5)  of  this  pareigraph  by  the 
result  obtained  In  subparagraph  (6)  of 
this  paragraph.  The  result  shall  be 
known  as  the  uniform  price  for  milk 
containing  3.5  percent  butterfat  received 
from  producers  at  plants  in  201-210  mile 
zone. 

(c)  AnnounoerTient  of  uniform  price 
and  weighted  average  butterfat  differ- 
ential. The  market  administrator  shall 
announce  not  later  than  the  14th  day  of 
each  month,  the  uniform  price  computed 
pursuant  to  paragraph  (b)  of  this  sec- 
tion, and  not  later  than  the  5th  day  of 
each  month,  the  weighted  average  but- 
terfat differential  pursuant  to  S  927.8  (c) . 

§  927.8  Payment  by  handlers  directly 
to  producers — (a)  Time  and  rate  of  pay- 
ments. On  or  before  the  25th  day  of 
each  month  each  handler  shall  make 
payment  to  each  producer  for  all  milk 
delivered  by  such  producer  during  the 
preceding  month  at  not  less  than  the 
uniform  price  subject  to  differentials  set 
forth  In  paragraphs  (b)  and  (c)  of  this 
section:  Provided,  That  each  handler 
which  Is  also  a  cooi>eratlve  marketing 
association  determined  by  the  Secretary 
to  be  qualified  under  the  Capper-Vol- 
stead  Act,  may.  with  respect  to  producers 
who  are  members  of  and  under  contract 
with  such  a.ssociation,  make  distribution. 
In  accordance  with  the  contract  between 
the  association  and  such  members,  of 
the  net  proceeds  of  all  Its  sales  in  all 
markets  In  all  lise  classifications.  When- 
ever verification  by  the  market  admin- 
istrator of  the  payment  to  any  producer 
or  cooperative  association  of  producers 
for  milk  delivered  to  any  handler  dis- 
closes payment  of  less  than  is  required 
by  this  order,  the  handler  shall  make  up 
such  payment  to  the  producer  or  coop- 
erative association  of  producers  not  later 
than  the  time  of  making  payment  next 
following  such  disclosure :  Provided,  fur- 
ther. That  If  a  handler  claims  that  he 
cannot  make  the  required  payment  be- 
cause the  producer  Is  deceased  or  cannot 
be  located,  or  because  the  cooperative 
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association  or  Its  lawful  successor  or 
assignee  Is  no  longer  In  existence,  such 
payment  shall  be  made  to  the  producer 
settlement  fund,  and  In  the  event  that 
the   handler   subsequently   locates   and 
pays  the  producer  or  a  lawful  claimant, 
or  in  the  event  that  the  handler  no 
longer  exists  and  a  lawful  claim  is  later 
established,   the   market    administrator 
shall  make  such  payment  from  the  pro- 
ducer settlement  fund  to  the  handler  or 
to  the  lawful  claimant  as  the  case  may 
be:  Provided,  further.  That  if  not  later 
than  the  date  when  such  payment  Is 
required  to  be  made,  legal  proceedings 
have  been  instituted  by  the  handler  for 
the  purpose  of  administrative  or  judicial 
review    of    the    market    administrators 
finding    upon    verification    as    provided 
above,  such  paymefnt  shall  be  made  to 
the  producer-settlement  fund  and  shall 
be  held  in  reserve  until  such  time  as  the 
above-mentioned  proceedings  have  been 
completed,  or  until  the  handler  submits 
proof  to  the  market  administrator  that 
the  required  payment  has  been  made  to 
the  producer  or  association  of  producers. 
In  which  latter  event  the  payment  shall 
be  refunded  to  the  handler. 

'b)  Transportation  and  location  dif- 
ferentials. The  uniform  price  at  any 
plant  shall  be: 

(1)  Plus  or  minus  the  differential 
shown  In  column  B  of  the  schedule  con- 
tained in  S  927.5  <c>  forthe  zone  of  the 
plant  In  effect  pursuant  to  §  927.5  (O  ; 
and 

<2)  Plus  the  differentials.  If  any,  ap- 
plicable pursuant  to  S  927.7  (a)  (6)  plus 
five  cents. 

(c)  Butterfat  differential.  The  uni- 
form price  shall  be  plus  or  minus,  as  the 
case  may  be.  for  each  one-tenth  of  one 
percent  above  or  below  3.5  percent  of 
average  butterfat  content  of  milk  deliv- 
ered by  any  producer  during  any  month, 
an  amount  equivalent  to  the  average  of 
the  butterfat  differentials  determined 
pursuant  to  §  927.5  (b)  for  each  class 
weighted  by  the  pounds  of  butterfat  in 
the  milk  In  each  such  class  used  in  the 
computation  of  the  uniform  price  for  the 
preceding  month.  Such  differential  shall 
be  computed  to  the  nearest  even  tenth 
of  a  cent. 

$  927.9  Producer  settlement  fund  and 
its  operation.  The  market  administrator 
shall  establish  and  maintain  a  separate 
fund  known  as  "the  producer  settlement 
fund"  into  which  he  shall  deposit  all 
payments  and  out  of  which  he  shall  make 
all  payments  pursuant  to  this  section. 

(a>  Handler  s  accounts.  The  market 
administrator  shall  establish  an  account 
for  each  handler  who  Is  required  to  make 
payments  to  the  producer  settlement 
fund  or  who  received  payments  from 
the  producer  settlement  fund.  After 
computing  the  uniform  price  and  each 
handlers  pool  debit  or  credit  each  month, 
and  at  such  times  as  he  deems  appropri- 
ate, the  market  administrator  shall  ren- 
der each  handler  a  statement  of  his  ac- 
count showing  the  debit  or  credit  balance, 
together  with  all  debits  or  credits  entered 
on  such  handlers  account  since  the  pre- 
vious statement  was  rendered. 

(b)  Payment  to  the  producer  settle- 
ment fund.  On  or  before  the  18lh  day 
of  each  month  each  handler  shall  make 
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full  payment  of  the  debit  ballmce.  if  any, 
of  such  handler  shown  on  the  last  state- 
ment of  account  rendered  pursuant  to 
paragraph  (a)  of  this  section. 

(c)  Payments  out  of  producer  settle- 
ment fund.    On  or  before  the  20th  day 
of  each  month  the  market  administrator 
shall  make  payment  to  each  handler  of 
the  credit  balance.  If  any.  of  such  handler 
shown  on  the  last  statement  of  account 
rendered  pursuant  to  paragraph  (a)   of 
this  section.    If,  at  any  such  time,  the 
balance  in  the  producer  settlement  fund 
Is  Insufficient  to  make  full  payment  due 
to  each  handler,  the  market  administra- 
tor shall  reduce  uniformly  the  payments 
to  each  handler  and  shall  complete  such 
payments  as  soon  as  the  necessary  funds 
are  available.    No  handler  who.  on  the 
25th  day  of  the  month,  has  not  received 
such  payments  in  full  from  the  market 
adminlsti:ator  shall  be  deemed  to  be  In 
violation  of  §  927.8,  if  he  reduces  his  total 
payments  to  producers  for  milk  delivered 
by  such  producers  during  the  preceding 
month  by  not  more  than  the  amount  of 
the  reduction  In  payment  from  the  pro- 
ducer settlement  fund. 

(d>  Handlers'  pool  debit  or  credit. 
After  computing  the  uniform  price  for 
each  month,  the  market  administrator 
shall  compute  each  handler's  pool  debit 
or  pool  credit  as  follows: 

(1)  Add  to  each  handler's  net  pool 
obligations  the  value  of  his  Class  I-C 
milk  at  the  uniform  price. 

(2)  Multiply  the  quantity  of  milk  re- 
ceived by  each  handler  from  producers 
by  the  uniform  price. 

(3)  If  the  result  obtained  in  subpara- 
graph '2)  of  this  paragraph  is  less  than 
the  result  in  subparagraph  d)  of  this 
paragraph,  the  difference  shall  be  entered 
on  the  handler's  producer  settlement 
fund  account  as  such  handler's  pool  debit. 

(4)  If  the  result  obtained  In  subpara- 
graph (2)  of  this  paragraph  is  greater 
than  the  result  in  subparagraph  d)  of 
this  paragraph,  the  difference  shall  be 
entered  on  the  handler's  producer  settle- 
ment fund  account  as  such  handler's  pool 
credit; 

(e)  Adjustments  of  errors  in  pay- 
ments. Whenever  verification  by  the 
market  admmistrator  of  reports  or  pay- 
ments of  any  handler  discloses  errors 
made  in  payments  to  or  from  the  pro- 
ducer settlement  fund,  the  market  ad- 
ministrator shall  debit  the  handler's  pro- 
ducer settlement  fund  account  for  any 
unpaid  amount.  Whenever  verification 
discloses  that  payment  is  due  from  the 
market  administrator  to  any  handler, 
the  market  administrator  shall  credit 
the  handler's  producer  settlement  fund 
account  for  any  such  amount. 

(f)  Cooperative  payments.  Any  co- 
ojjerative  association  of  producers  may 
apply  to  the  Secretary  for  a  determina- 
tion of  its  qualifications  to  receive  pay- 
ments pursuant  to  this  paragraph  by 
reason  of  its  having  and  exercising  full 
authority  in  the  sale  of  the  milk  of  its 
members:  arranging  for  and  supplying, 
in  a  manner  commensurate  with  the 
marketing  capacity  of  the  several  types 
of  cooperative  associations  designated  in 
this  paragraph.  In  times  of  short  supply, 
Class  I  milk  to  the  marketing  area:  se- 
curing utUUatlon  of  milk.  In  times  of 


long  supply.  In  a  manner  to  assure  the 
greatest  possible  retium  to  all  producers; 
having  its  entire  activities  under  the  con- 
trol of  Its  members:  and  complying  with 
all  provisions  of  this  order  applicable 
to  It. 

After  the  Secretary  has   determined 
any  cooperative  to  be  qualified  to  receive 
payments  pursuant  to  this  paragraph, 
such  cooperative  shall,  from  time  to  time. 
as   requested   by   the  market  adminis- 
trator, make  reports  to  the  market  ad- 
ministrator   with     respect    to    services 
rendered  to  the  market  and  the  use  of 
the  sums  received  under  this  paragraph. 
Whenever  the  market  administrator  has 
reason  to  believe  that  any  cooperative 
qualified  by  the  Secretary  Is  failing  to 
perform  the  obligations  covered  by  the 
payments  under  this  paragraph,  he  shall 
suspend  and  hold  In  reserve  such  pay- 
ments, notifying  the  Secretary  and  the 
cooperative  of  his  action  and  the  reasons 
therefor.      Such    suspended    payments 
shall  be  held  in  reserve  until  the  Sec- 
retary  has,   after   hearing,   disqualified 
such  cooperative  or  ruled  upon  the  per- 
formance of  the  cooperative  and  either 
ordered  the  suspended  payments  to  be 
paid  to  the  cooperative  In  whole  or  in 
part  or  disqualified  the  cooperative.  In 
which  event  the  balance  of  payments 
held  in  reserve  shall  be  returned  to  the 
producer  settlement  fund. 

The  market  administrator  shall  make 
the  payments  authorized  by  this  para- 
graph, or  is.sue  credit  therefor,  out  of  the 
producer  settlement  fund  on  or  before 
the  25th  day  of  each  month,  subject  to 
verification  of  the  reports  upon  which 
such  payment  is  based.  Such  payments 
shall  be  made  to  each  cooperative  as- 
sociation of  producers  under  the  follow- 
ing conditions  and  at  the  following  rates: 

(1)  Three-quarters  of  one  cent  per 
hundredweight  of  milk  received  from 
producers  at  any  handlers  plant  which 
was  caused  to  be  delivered  from  Its  mem- 
bers by  such  associations  and  on  which 
such  handler  has  made  the  reports  and 
payments  required  by  this  order; 

(2)  Except  as  set  forth  in  subpara- 
graph (3)  of  this  paragraph,  two  cents 

■per  hundredweight  of  milk  received  from 
producers  at  plants  of  other  complying 
handlers  which  was  reported  and  col- 
lected for  by  such  association;  and 

(3 1  Poiu-  cents  per  hundredweight  of 
milk  received  from  producers  at  plants 
operated  by  .such  association  and.  If,  in 
addition  to  the  other  qualifications,  such 
association  has  been  determined  by  the 
Secretary  to  have  sufficient  plant  ca- 
pacity to  receive  all  the  milk  of  producers 
who  are  members  and  to  be  willing  and 
able  to  receive  milk  from  producers  not 
members,  four  cents  per  hundredweight 
of  milk  received  from  producers  which 
was  caused  by  it  to  be  delivered  to  any 
other  complying  handler  and  which  is 
reported  and  collected  for  by  such  as- 
.sociation. 

fg)  Storage  cream  payments.  (1>  For 
milk  received  from  producers  which  Is 
classified  as  Class  III  pursuant  to  S  927.4 
(a>  "5>  (\i)  the  butterfat  from  which  is 
subsequently  assigned  In  accordance 
with  the  provisions  of  the  rules  and  reg- 
ulations Lssued  by  the  market  adminis- 
trator pursuant  to  §927.4  <b)  to  sour 
cream  or  reconstituted  cream  shipped 
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to.  received  in,  or  distributed  in  the 
marketing  area,  or  is  not  established 
to  have  been  otherwise  utilized,  or  to 
be  still  In  storage,  the  handler  required 
to  file  reports  pursuant  to  S  927.6  (c) 
shall  pay  to  the  producer  settlement  fund 
or  be  issued  debits  against  balances  due 
to  such  handler  from  the  producer  settle- 
ment fund  an  amount  equal  to  9  cents  per 
pound  of  butterfat  If  the  milk  was  sepa-  t 
rated  in  the  months  of  March  through 
July,  and  10  cents  per  pound  of  butterfat 
If  the  milk  was  separated  in  the  months 
of  August  through  February:  Provided, 
That  for  butterfat  in  such  milk  separated 
in  the  months  of  April  through  July  1949. 
the  payment  shall  be  no  greater  than  an 
amount  computed  as  follows:  multiply  by 
10  the  Class  II  butterfat  differential  for 
the  month  when  the  butterfat  was  uti- 
lized in  sour  cream  or  reconstituted 
cream,  subtract  4  cents,  and  subtract  10 
times  the  butterfat  differential  for  Cla.ss 
III  for  the  month  during  which  the 
cream  was  separated. 

(2)  On  the  basis  of  reports  pursuant 
to  §927.6  (c)  (2)  of  the  utilization  of 
frozen  cream  which  cream  was  separated 
from  milk  received  from  producers,  and 
the  market  administrator's  Investigation 
and  audit  of  such  reports,  the  market  ad- 
ministrator shall  make  payment  out  of 
the  producer  settlement  fund  to  the  han- 
dler filing  such  reports,  or  Issue  credit 
against  balances  due  from  such  handler 
to  the  producer  settlement  fund,  an 
amount  equal  to  and  under  condition.s  set 
forth  In  subdivision  (I)  and  (11)  of  this 
subparagraph. 

(!)  For  cream  which  was  separated  in 
the  months  of  April  through  September 
and  was  assigned.  In  accordance  with  the 
provisions  of  the  rules  and  regulations 
Issued  by  the  market  administrator  pur- 
.suant  to  §927.4  (b).  to  butter  in  the 
months  of  January  through  March,  an 
amount  per  pound  of  butterfat  equal  to 
the  butter-cheese  adjustment. 

(11)  For  cream  which  was  separated 
in  the  months  of  April  through  July  1949 
and  was  assigned.  In  accordance  with  the 
provisions  of  the  rules  and  regulations 
issued  by  the  market  administrator  pur- 
suant to  8  927.4  (b>.  after  July  1949  to 
products  other  than  sour  cream  or  recon- 
stituted cream  shipped  to.  received  in,  or 
distributed  In  the  marketing  area,  or 
other  than  to  butter  In  the  month  of 
January  through  March,  any  amount  by 
which  the  butterfat  value  used  in  com- 
puting the  Class  III  price  for  the  month 
in  which  the  butterfat  was  assigned  is 
lower  than  the  butterfat  value  used  in 
computing  Class  III  price  for  the  month 
in  which  the  milk  was  separated:  Pro- 
lidcd.  That  the  amount  per  pound  of 
butterfat  shall  be  no  greater  than  the 
butter-cheese  adjustment. 

<h)  Payments  for  milk  or  milk  prod- 
ucts from  other  than  producer  sources. 
<1)  Payment  shall  be  made  by  handlers 
to  producers,  through  the  producer-set- 
tlement fund,  for  milk,  fiuid  miilj  prod- 
ucts, cultured  or  flavored  milk  drinks, 
cream,  fluid  cream  products,  or  skim 
milk,  which  milk  or  milk  product  meets 
each  of  the  following  provisions: 

(i)  It  was  derived  from  milk  received 
at  some  plant  from  dairy  farmers  (other 
than  the  handler  operating  such  plant) 
who  are  not  producers; 


(11)  It  was  received  at  a  plant  In.  or 
delivered  to  a  purchaser  in  the  marketing 
area,  or  was  received  at  a  pool  plant  out- 
side the  marketing  area  and  assigned 
either  to  shipments  to  the  marketing 
area  of  milk,  fluid  milk  products,  cul- 
tured or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk,  or  to 
plant  loss;  and 

(ill)  The  milk  or  milk  equivalent  of  the 
butterfat  is  classified  as  Class  I-A  or 
Class  II.  or  the  skim  milk  is  subject  to  the 
fluid  skim  differential. 

<2)  The  amount  of  payment  for  the 
products  set  forth  In  subparagraph  (1) 
of  this  paragraph  shall  be  as  follows: 

<i'  If  the  milk,  or  the  milk  equivalent 
of  the  butterfat,  or  the  skim  milk  Is 
classified  and  paid  for  under  another  or- 
der issued  pursuant  to  the  act,  the 
amount  of  payment  on  such  products  ex- 
cept skim  milk  shall  be  any  plus  amount 
obtained  by  subtracting  the  value  of  the 
milk  or  the  milk  equivalent  of  the  but- 
terfat at  the  class  price  or  prices  under 
such  order  from  the  value  computed  In 
accordance  with  the  cla.ssification  and 
pricing  set  forth  herein.  The  amount  of 
payment  on  skim  milk  shall  be  an 
amount  computed  pursuant  to  §  927.5 
(e). 

<ii)  If  the  milk  or  milk  products  Is 
derived  from  milk  the  handling  of  which 
is  not  regulated  by  another  order  Issued 
pursuant  to  the  act.  the  amount  of  pay- 
ment shall  be  as  follows:  For  milk,  fluid 
milk  products,  or  for  cultured  or  flavored 
milk  drinks  containing  3.0  percent  or 
more  but  not  more  than  5.0  percent  of 
butterfat,  the  difference  between  the 
value  of  such  milk,  fluid  milk  products, 
or  cultured  or  flavored  milk  drinks  at 
the  Class  I-A  price  in  the  201-210  mile 
zone  and  the  Class  III  price  in  the  201- 
210  mile  zone;  for  cream,  fluid  cream 
products,  or  for  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat,  the 
difference  between  the  value  of  the  milk 
equivalent  of  such  cream,  or  milk  drinks 
at  the  Class  II  price  and  at  the  value 
computed  at  the  Class  III  price  (milk 
equivalent  in  each  case  to  be  computed  on 
the  basis  of  milk  containing  3.5  percent  of 
butterfat) ;  and  for  skim  milk  (either  as 
skim  milk  or  in  cultured  or  flavored  milk 
drinks* ,  the  amount  computed  pursuant 
to  §  927.5  (e). 

(iil>  In  the  event  that  the  source  of 
such  milk  or  milk  product  is  not  re- 
vealed, the  amount  of  the  payment  shall 
be  as  follows:  On  milk,  fluid  milk  prod- 
ucts, or  cultured  or  flavored  milk  drinks 
containing  3.0  percent  or  more  but  not 
more  than  5.0  percent  of  butterfat,  the 
value  at  the  Class  I-A  price  in  the  201- 
210  mile  zone;  on  cream,  fluid  cream 
products,  or  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat. 
the  value  of  the  milk  equivalent  of  such 
product  at  a  rate  per  hundredweight 
computed  pursuant  to  §  927.5  (a)  (4)  (1) 
fmilk  equivalent  to  be  computed  on  the 
basis  of  milk  containing  3.5  percent  of 
butterfat);  and  on  skim  milk  In  the 
form  of  fluid  skim  milk  or  cultured  or 
flavored  milk  drinks  containing  less 
than  3.0  percent  or  more  than  5.0  per- 
cent of  butterfat.  the  value  at  a  rate  per 
hundredweight    computed    as    follows: 


Divide  the  amoimt  computed  pursuant  to 
§  927.5  (a)  (4)  (ID  by  0.9125  and  add  an 
amoimt  computed  pursuant  to  §  927.5  (e) . 

<3>  Payment  for  any  milk  or  milk 
product  pursuant  to  thLs  paragraph  shall 
be  made  only  once  and  shall  be  made  by 
the  appropriate  handler  as  set  forth  In 
the  following  provisions: 

(1)  By  the  handler  flrst  receiving  the 
milk  or  milk  product  at  a  pool  plant 
out.side  the  marketing  area; 

(ii)  By  the  handler  operating  the 
plant  where  the  milk  or  milk  product  Is 
first  received  In  the  marketing  area  If  the 
milk  or  milk  product  Is  not  received  at  a 
pool  plant  outside  the  marketing  area; 
or 

(ill)  By  the  handler  operating  the 
plant  from  which  the  milk  or  milk  prod- 
uct was  delivered  to  a  purchaser  In  the 
marketing  area  If  such  milk  or  milk 
product  Is  neither  received  at  a  pool 
plant  outside  the  marketing  area  nor  at 
a  plant  in  the  marketing  area. 

(4)  The  amount  due  pursuant  to  this 
paragraph  shall  be  entered  on  the  han- 
dler's account  as  a  debit  Immediately 
after  the  filing  of  the  report  pursuant  to 
§927.6  (a». 

§  927.10  Expense  of  administration — 
(a)  Payment  by  handlers.  As  his  pro 
rata  .share  of  the  exF>ense  oif  administra- 
tion hereof,  each  handler  shall,  on  or 
before  the  18th  day  of  each  month,  pay 
to  the  market  administrator  a  sum  not 
exceeding  two  cents  per  hundredweight 
on  the  total  quantity  of  milk  which  was 
received  from  producers  at  plants  oper- 
ated by  such  handler,  directly  or  at  the 
Instance  of  a  cooperative  association  of 
producers,  the  exact  amount  to  be  de- 
termined by  the  market  administrator 
subject  to  review  by  the  Secretary.  This 
section  .shall  not  be  deemed  to  duplicate 
any  similar  payment  by  any  handler  un- 
der an  order  Issued  by  the  Commissioner 
of  Agriculture  and  Markets  of  the  State 
of  New  York,  with  respect  to  the  mar- 
keting area.  Whenever  verification  by 
the  market  administrator  discloses  an 
error  in  the  payment  made  by  any  han- 
dler, such  error  shall  be  adjusted  not 
later  than  the  date  next  following  such 
disclosure  on  which  payments  are  due 
pursuant  to  this  section. 

§  927.11  Termination  of  obligations. 
The  provisions  of  this  section  shall  ap- 
ply to  any  obligation  under  this  order  for 
the  payment  of  money  Irrespective  of 
when  such  obligation  arose,  except  an 
obligation  involved  In  an  action  Insti- 
tuted before  August  1,  1949.  under  sec- 
tion 8c  (15)  (A)  of  the  act  or  before  a 
court. 

fa)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  .shall,  except  as  pro- 
vided in  paragraphs  (b»  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  on  the 
milk  Involved  in  such  obligation,  unless 
within  such  period  the  market  adminis- 
trator notifies  the  handler  in  writing  that 
such  money  Is  due  and  payable.  Service 
of  such  notice  shall  be  complete  upon 
mailing  to  the  handler's  last  known  ad- 
dress, and  It  shall  contain,  but  need  not 
be  limited  to,  the  following  information; 
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(1)  The  amount  of  the  obligation; 

(2)  The  month<s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  pro- 
ducer<s)  or  association  of  producers,  or 
If  the  obligation  Is  payable  to  the  market 
administrator,  the  account  for  which  it  Is 
to  be  paid. 

(b)  If  a  hanaler  fails  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  ad- 
ministrator may.  within  the  two-year 
period  provided  for  in  paragraph  (a)  of 
this  section,  notify  the  handler  in  writ- 
ing of  such  failure  or  refusal.  If  the 
market  administrator  so  notifies  a  han- 
dler, the  said  two-year  period  with  re- 
spect to  such  obligation  shall  not  begin 
to  run  until  the  first  day  of  the  calendar 
month  following  the  month  during  which 
all  such  books  and  records  pertaining  to 
such  obligation  are  made  available  to 
the  market  administrator  or  his  repre- 
scnt&tiVGs. 

(c>  Notwithstanding  the  provisions  of 
"paragraphs  (a)  and  <b)  of  this  section,  a 
handlers  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  order 
shall  terminate  two  years  after  the  end 
of  the  calendar  month  during  which  the 
milk  involved  in  the  claim  was  received 
(or  with  respect  to  storage  cream  pay- 
ments pursuant  to  §  927.9  (g),  two  years 
after  the  end  of  the  calendar  month  dur- 
ing which  such  cream  is  utilized)  if  an 
underpayment  Is  claimed,  or  two  years 
after  the  end  of  the  calendar  month  dur- 
ing which  the  payment  (including  deduc- 
tion or  set-off  by  the  market  administra- 
tor) was  made  by  the  handler  if  a  refund 
on  such  payment  is  claimed,  unless  such 
handler,  withiathe  applicable  periods  of 
time,  files  pursuant  to  section  8c  (15 )  ( A ) 
of  the  act.  a  petition  claiming  such 
money. 

§  927  12  Suspension,  termination,  and 
liquidation— (&">  Continuing  obligation 
of  handlers.  Unless  otherwise  provided 
by  the  Secretary  in  any  notice  of  amend- 
ment, termination,  or  suspension  of  any 
or,  all  of  the  provisions  hereof,  such 
amendment,  termination,  or  suspension 
shall  not  affect,  waive,  or  terminate  any 
right,  duty,  obligation,  or  liability  which 
shall  have  risen  or  may  thereafter  arise 
In  connection  with  any  provision  of  this 
order;  release  or  waive  any  violation  of 
this  order  occurring  prior  to  the  effective 
date  of  such  amendment,  termination,  or 
suspension;  or  affect  or  Impair  any  rights 
or  remedies  of  the  Secretary  or  of  any 
other  person  with  respect  to  any  such 
violations. 
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(b)  Continuing  power  and  duty  of 
market  administrator.  The  market  ad- 
ministrator shall: 

(1)  Continue  In  such  capacity  until 
discharged  by  the  Secretary; 

(2)  Prom  time  to  time  account  for  all 
receipts  and  disbursements  and  deliver 
all  funds  or  property  on  hand,  together 
with  the  iHJoks  and  records  of  the  market 
administrator,  to  such  person  as  the  Sec- 
retary shall  direct;  and 

(3 »  If  -so.directed  by  the  Secretary  ex- 
ecute such  assignments  or  other  Instru- 
ments necessary  or  appropriate  to  vest 
in  such  person  full  title  to  all  funds, 
property,  and  claims  vested  in  the  mar- 
ket administrator  pursuant  hereto. 

(c>  Liquidation.  Upon  the  termina- 
tion or  susp)ension  hereof,  the  market  ad- 
ministrator shall,  if  so  directed  by  the 
Secretary,  liquidate  the  busine.ss  of  the 
market  administrator's  office  and  dispose 
of  all  funds  and  property  then  in  his  pos- 
session or  under  his  control,  together  with 
claims  for  any  funds  which  are  unpaid 
and  owing  at  the  time  of  such  termina- 
tion or  suspension.  Any  funds  collected 
for  expenses,  pursuant  to  the  provisions 
hereof,  over  and  above  the  amounts  nec- 
essary to  meet  outstanding  obligations 
and  the  expenses  nece.ssarily  incurred  by 
the  market  administrator  in  liquidating 
the  business  of  the  market  administra- 
tor's ofli-e  shall  be  distributed  by  the 
market  administrator  to  handlers  in  an 
equitable  manner. 

5  927.13  AgcJits.  The  Secretary  may. 
Ly  designation  in  writing,  name  any  of- 
ficer or  employee  of  the  United  States 
to  act  as  his  agent  or  representative  In 
connection  with  any  of  the  provisions 
hereof. 

(P.   R.    Doc.    49  2003:    Piled.    Mar.    15,    1949; 
8:56  a.  ml 
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Handling  of  Milk  in  Quad  Cities 
Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  A  PROPOSED  AMENDMENT 
TO  TENTATIVE  MARKETING  AGREEMENT,  AND 
TO   ORDER,    AS   AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
(7  CFR.  Supps..  900.1  et  seq.),  notice  is 
hereby  given  of  the  filing  with  the  Hear- 
ing Clerk  of  the  recommended  decision 
of  the  Assistant  Administrator.  Produc- 
tion and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture, with  respect  to  a  proposed  amend- 
ment to  the  tentative  marketing  agree- 
men  and  to  the  order,  as  amended,  reg- 
ulating the  handling  of  milk  In  the  Quad 
Cities  marketing  area.  Interested  par- 
ties may  file  written  exceptions  to  this 
decision  with  the  Hearing  Clerk.  Room 
1844.  South  Building.  United  States  De- 
partment of  Agriculture,  Washington  25. 
D.  C,  not  later  than  the  close  of  busi- 
ness on  the  5th  day  after  publication  of 
this  decision  in  the  Federal  Register, 
Exceptions  should  be  filed  in  quadrupli- 
cate. 


Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed  ' 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
was  formulated  was  conducted  at  Rock 
Island,  Illinois,  on  January  7,  1949.  pur- 
suant to  notice  thereof  which  was  issued 
on  December  22,  1948  <13  P  R.  8717). 

The  material  issues  on  the  record  re- 
lated to  <1)  allocation  of  other  source 
milk  received  in  processed  form.  <2)  re- 
vision of  the  price  of  skim  milk  used  to 
produce  condensed  milk,  and  <3>  revision 
of  the  Class  IV  price. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  these 
l.ssucs  are  based  upon  the  evidence  Intro- 
duced at  the  hearing  and  the  record  per- 
taining thereto 

( 1  >  The  present  method  of  allocating 
other  source  milk  should  be  changed  to 
1  quire  the  deduction  of  other  source 
milk  received  in  the  form  of  skim  milk, 
condensed  skim  milk  or  nonfat  dry  milk 
solids  from  Class  III  to  the  extent  that 
skim  milk  was  used  in  the  manufacture 
of  ice  cream  or  ice  cream  mix. 

The  proponents  of  the  proposal  are  en- 
gaged in  the  manufacture  of  ice  cream 
and  ice  cream  mix  They  either  have  in- 
adequate facilities  for  condensing  or  dry- 
in"  v!:Im  mi!k  cr  are  comple.'-'v  lackin  ' 
In  such  facilities.  In  consequence  they 
must  purchase  solids  in  the  form  of  con- 
densed skim  milk  or  powder,  iisually  from 
out -ide  the  market. 

The  provision*  of  the  present  order  al- 
locate producer  milk  to  the  highest  classi- 
fication in  a  handlers  plant.  Proponents 
contend  they  are  penalized  when  the 
present  allocation  provisions  of  the  order 
arc  applied  in  a  situation  where  producer 
milk  would  be  classified  as  Class  III  milk 
even  though  it  were  not  available  in  a 
form  in  which  it  could  be  used  for  such 
purpose  and  was  actually  u.sed  in  Class 

rv. 

Skim  milk  which  Is  purchased  outside 
the  market  in  the  form  of  skim  milk  and 
later  condensed  by  the  handler  and  used 
in  the  manufacture  of  ice  creum  or  ice 
cream  mix  should  l>e  allocated  In  the 
same  manner  as  that  which  was  con- 
densed or  dried  before  reaching  the 
market. 

(2>  The  price  of  skim  milk  used  In  the 
production  of  condensed  milk  <  other  than 
that  used  locally  in  ice  cream'  should  be 
based  on  the  price  of  nonfat  dry  milk 
solids.  The  proponents  of  the.  proposal 
contend  that  under  the  present  Class  III 
pricing  formula  the  value  of  skim  milk 
used  in  the  production  of  condensed  milk 
Is  often  out  of  line  with  the  national  mar- 
ket for  conden.sed  milk.  They  have 
found  it  impossible  to  dispo.se  of  con- 
den.sed made  from  producer  milk  out- 
side the  market  except  at  a  substantial 
loss.  In  consequence,  large  volumes  of 
producer  skim  milk  have  been  converted 
into  casein  or  animal  feed  at  the  Class 
IV  price.  This  has  resulted  in  a  lowering 
of  the  uniform  price  to  producers.  The 
Intere.sts  of  the  entire  market  would  be 
advanced  by  the  establishment  of  a  price 
for  skim  milk  used  In  condensed  which 
would  more  nearly  reflect  the  national 
market  for  that  product.  The  record  in- 
dicates that  the  price  of  condensed  milk 
bears  a  fairly  close  relationship  to  the 
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market  for  roller  process  nonfat  dry  milk 
solids,  and  the  price  of  skim  milk  used 
in  condensed  should  be  based  on  this 
market. 

The  record  further  Indicates  that  the 
pre!<«nt  Class  III  price  is  proper  for  skim 
milk  used  locally  In  the  manufacture  of 
ice  cream  even  though  such  skim  milk 
must  be  condensed  prior  to  its  use  in  Ice 
cream.  Therefore  the  proposed  price 
should  not  apply  to  skim  milk  which  is 
condensed  for  use  locally  in  Ice  cream. 

The  desired  change  in  price  can  most 
readily  be  accomplished  by  establishing  a 
Class  III-A  to  include  condensed  milk, 
either  skim  or  whole,  except  that  which  is 
used  In  the  manufacture  of  ice  cream 
within  or  for  sale  or  disposition  within 
the  marketing  area.  A  Class  III-A  price 
should  be  established  which  would  con- 
tinue the  present  Cla.ss  III  value  for 
butterfat.  but  which  would  price  the  skim 
milk  in  relation  to  the  value  of  nonfat 
dry  milk  solids. 

(3t  The  Class  IV  price  should  be  re- 
vised. There  Is  a  likelihood  that  the 
casein  quotation  which  is  currently  used 
as  a  part  of  the  formula  for  establishing 
the  Class  IV  price  will  be  discontinued. 
Therefore,  it  Ls  nece.ssary  that  some  other 
basis  be  adopted.  Since  no  evidence  was 
presented  to  indicate  any  need  for  a 
change  in  the  level  of  the  Class  IV  price, 
the  new  formula  should  be  that  which 
would  result  in  a  price  most  nearly  equal 
to  that  resulting  from  the  present  for- 
mula. Of  the  several  formulas  di.scussed 
on  the  record,  the  following  would  result 
in  a  price  most  nearly  equal  to  the  exist- 
ing butter-casein  formula:  Multiply  the 
price  of  Cheddars  on  the  Wisconsin 
Cheese  Exchange  by  2  4  and  multiply  the 
result  by  3.5.  This  formula  should  be 
adopted  as  the  basis  for  pricing  Class  IV 
m'lk. 

Bocause  the  value  of  whole  milk  should 
never  be  less  than  the  value  of  the  but- 
terfat contained  therein,  provision 
should  be  made  that  the  Class  III  price 
shall  never  be  lower  than  the  value  of  the 
butterfat  In  such  milk  at  the  butterfat 
diflferential.  While  it  is  extremely  un- 
likely that  such  a  situation  would  de- 
velop. It  could  possibly  happen  in  a  period 
of  rapidly  changing  prices  If  the  price  of 
chee.se  were  to  fall  substantially  in  rela- 
tion to  the  price  of  butter.  The  present 
formula  would  prevent  the  Class  III  price 
from  ever  falling  below  the  value  of  but- 
terfat and  the  same  safeguard  should  be 
provided  in  the  proposed  amendment. 

General  findings.  (a>  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  of  and  demand  for 
such  milk,  and  the  minimum  prices  speci- 
fied in  the  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
are  such  prices  as  will  reflect  the  afore- 
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said  factors,  insure  a  suflBcient  quantity 
of  pure  and  wholesome  milk  and  be  in  a 
public  Interest;  and 

(c)  The'  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  in  the 
same  manner  as.  and  will  be  applicable 
only  to  persons  in  the  respective  classes 
of  Industrial  and  commercial  activity 
specifled  in  a  marketing  agreement  upon 
which  hearings  have  been  held. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  were  filed  on  behalf  of 
the  Quad  Cities  Association  of  Milk  Deal- 
ers, the  Quality  Milk  Association  and  the 
Illinois-Iowa  Milk  Producers  Associa- 
tion, Inc.  The  briefs  contain  statements 
of  fact,  conclusions  and  arguments  with 
respect  to  the  provisions  of  the  proposed 
amendments.  Every  point  covered  in  the 
briefs  was  carefully  considered  along 
with  the  evidence  in  the  record  in  mak- 
ing the  findings  and  reaching  the  con- 
clusions hereinbefore  set  forth.  To  the 
extent  that  the  findings  and  conclusions 
proposed  in  the  briefs  are  inconsistent 
with  the  proposed  findings  and  conclu- 
sions contained  herein,  the  request  to 
make  such  findings  or  to  reach  such  con- 
clusions is  denied  on  the  basis  of  the 
facts  found  and  stated  in  connection 
with  the  conclusions  in  this  decision. 

Recommended  marketing  agreement 
and  amendment  to  the  order.  The  fol- 
lowing amendment  to  the  order,  as 
amended,  is  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
the  foregoing  conclusions  may  be  carried 
out.  The  recommended  marketing 
agreement  is  not  Included  in  this  decision 
because  the  regulatory  provisions  thereof 
would  be  identical  with  those  contained 
In  the  order,  as  amended,  and  as  hereby 
propo.sed  to  be  further  amended. 

1.  Amend  §944.2  (c)  (10)  (i)  (b)  to 
read  as  follows: 

(b)  The  minimum  prices  for  Cla.ss  III 
milk,  Class  III-A  milk,  and  Class  IV  milk 
computed  pursuant  to  §944.5  (a)  (3), 
(4),  and  (5i  for  the  previous  delivery 
period  and  the  butterfat  differentials 
computed  pursuant  to  §944.5  (b)  (3). 
i4i,  and  <5)  for  the  previous  delivery 
period,  and 

2.  Amend  §944  4  (b)  (1)  to  read  as 
follows: 

a>  "Class  I  milk"  shall  be  all  skim 
milk  and  butterfat  disposed  of  in  fluid 
form  for  consumption  as  skim  milk  or 
milk  and  all  skim  milk  and  butterfat  not 
specially  accounted  for  under  subpara- 
graphs (2),  (3».  (4).  or  (5)  of  this 
paragraph. 

3.  Amend  §  944.4  (b)  (3)  to  read  as 
follows: 

<3)  "Class  III  milk"  shall  be  all  skim 
milk  and  butterfat  used  to  produce 
evaporated  milk,  ice  cream  and  ice  cream 
mix,  condensed  milk  which  is  used  in  the 
manufacture  of  ice  cream  within  'or  for 
sale  or  disposition  within  the  marketing 
area,  cottage  cheese,  unsalted  butter,  or 
any  milk  product  other  than  those  speci- 
fled in  Class  II  milk,  Class  III-A  milk, 
or  Class  IV  milk. 

4.  Delete  §  944.4  (b)  (4)  and  substitute 
therefor  the  following: 
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(4)  "Class  III-A  milk"  shall  be  all  skim 
milk  and  butterfat  used  to  produce  plain 
or  sweetened  condensed  skim  milk  and 
plain  or  sweetened  condensed  whole 
milk :  Provided,  That  such  product  is  not 
used  in  the  manufacture  of  ice  cream 
within  or  for  sale  or  di.sposition  within 
the  marketing  area  by  the  handler  who 
received  the  milk  from  producers  or  by 
any  other  person. 

5.  Add  as  §  944.4  (b)  (5)  the  following: 

(5)  "Class  IV  milk"  .shall  be  all  skim 
milk  disposed  of  as  animal  feed  and  all 
skim  milk  and  butterfat:  (i)  Used  to 
produce  salted  butter,  ca.sein,  and  Ameri- 
can type  Cheddar  cheese;  (ID  in  shrink- 
age up  to  2  percent  of  receipts  from  pro- 
ducers and  cooperative  as.sociations  and 
of  emergency  milk;  and  (iii)  in  shrinkage 
of  other  source  milk. 

6.  Amend  §  944.4  (g>  to  read  as  follows : 

(g)  Computation  of  skim  milk  and 
butterfat  in  each  class.  Por  each  delivery 
period  the  market  administrator  shall 
correct  mathematical  and  other  obvious 
errors  in  the  delivery  period  report  sub- 
mitted by  each  handler  and  shall  com- 
pute the  total  pounds  of  skim  milk  and 
butterfat,  respectively.  In  Class  I  milk. 
Class  II  milk.  Class  III  milk.  Class  ni-A 
milk,  and  Class  IV  milk.  ^ 

7.  Amend  §944  4  (h)  (1)  (ii)  to  read 
as  follows: 

(ii)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  the  lowest  priced 
class  in  which  the  handler  has  use,  the 
pounds  of  skim  milk  contained  in  other 
source  milk:  Provided,  That  in  the  case 
of  a  handler  who  manufactures  ice  cream 
or  ice  cream  mix,  other  source  milk  re- 
ceived in  the  form  of  skim  milk,  con- 
densed skim  milk,  or  nonfat  dry  milk 
solids  shall  be  subtracted  from  the  re- 
maining pounds  of  skim  milk  in  Class  III 
but  not  in  excess  of  the  amount  of  skim 
milk  used  in  the  manufacture  of  ice 
cream  and  ice  cream  mix. 

8.  Delete  §  944  5  (a)  (4)  and  substitute 
therefor  the  following: 

(4)  Class  III-A  milk.  The  price  re- 
sulting from  the  following  computation: 
Multiply  by  3.5  the  average  daily  whole- 
sale price  per  pound  of  92-score  butter  in 
the  Chicago  market  as  reported  by  the 
Department  of  Agriculture  during  the  de- 
livery period;  add  20  percent  thereof; 
and  add  any  plus  amount  resulting  from 
the  following  calculation:  Subtract  5  5 
cents  from  the  average  price  per  pound 
of  nonfat  dry  milk  solids,  roller  process, 
for  human  consumption,  f.  o.  b.  manu- 
facturing plants,  as  reported  by  the  De- 
partment of  Agriculture  for  the  Chicago 
area,  during  the  delivery  period,  and 
multiply  by  8.5. 

9.  Add  as  §  944.5  (a)  (5)  the  following: 

(5)  Class  IV  milk.  The  higher  of  the 
prices  resulting  from  the  following  com- 
putations : 

(i)  Multiply  by  2.4  the  average  of  the 
w-eeldy  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wiscon.sin,  as  re- 
ported by  the  Department  of  AgrlctUture 
during  the  delivery  period  and  multiply 
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such  result  by  3  5.  If  there  are  no  sales 
on  the  Exchange  during  any  week,  the 
last  previously  quoted  price  shall  be  used 
as  the  price  for  that  week  in  making 
these  computations. 

(ii)  Multiply  by  3.5  the  average  daily 
wholesale  price  per  pound  of  92-score 
butter  in  the  Chicago  market  as  reported 
by  the  Department  of  Agriculture  during 
the  delivery  period  and  add  20  percent 
thereof. 

10.  Delete  §944.5  <b)  <4)  and  sub- 
stitute therefor  the  following: 

i4)  Class  III-A  milk.  Multiply  the 
average  daily  wholesale  price  per  pound 
of  92-score  butter  in  the  Chicago  market 
as  reported  by  the  Department  of  Agri- 
culture during  the  delivery  period  In 
which  the  milk  was  received  by  1  20  and 
divide  the  resulting  amount  by  10. 

11.  Add  as  §944.5  (b)  »5)  the 
following: 

(5)  Class  IV  milk.  Multiply  the  aver- 
age daily  wholesale  price  per  pound  of 
92-score  butter  In  the  Chicago  Market 
as  reported  by  the  Department  of  Agri- 
culture during  the  delivery  period  in 
which  the  milk  was  received  by  1  20  and 
divide  the  resulting  amount  by  10. 

Filed  at  Washington,  D.  C.  this  10th 
day  of  March  1949. 

^SE.^Ll  John  I.  Thompson, 

Assistant  Administrator. 

|P     R.    Doc.    49-1962.    Piled.    Mar.    15,    1949; 
8:55  a.  m.l 


[  7  CFR,  Part  946  1 

[Docket  No.  AO-123  A-IO] 

Handling  of  Milk  in  Louisville,  Ky., 
Milk  M.arketinc  Area 

NOTICE  or  hearing  on  proposed  amend- 
ment TO  tentative  marketing  agree- 
ment. AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amendtd 
<7  U.  S.  C.  and  Sup.  I  601  et  seq.t.  and  in 
accordance  with  the  applicable  rules  of 
practice  and  procedure,  as  amended  "7 
CFR  and  Supps.  Part  900;  13  F.  R.  8585) . 
notice  is  hereby  given  of  a  public  hear- 
ing to  be  held  at  the  Kentucky  Hotel, 
Louisville.  Kentucky,  beginning  at  9:30 
a.  m..  c.  s.  t..  March  23. 1949.  for  the  pur- 
pose of  receiving  evidence  with  respect 
to  proposed  amendments  hereinafter  set 
forth,  or  appropriate  modifications 
thereof,  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  or- 
der, as  amended,  regulating  the  handling 
of  milk  in  the  Louisville,  Kentucky,  milk 
marketing  area  (7  CFR  and  Supps.  Part 
946  0;  13  F.  R.  5112.  13  F.  R.  7294.  14  F.  R. 
791 ) .  These  proposed  amendments  have 
not  received  the  approval  of  the  Secre- 
tary of  Agriculture. 

Amendments  to  the  order  (No.  46),  as 
amended,  for  the  Louisville.  Kentucky, 
milk  marketing  area  were  proposed,  as 
follows : 
By  the  Scottsburg  Dairy,  Inc.: 
1.  Amend  $  946.1  (O  so  as  to  eliminate 
the  town  of  Charlestown.  Indiana,  from 
the  Louisville,  Kentucky,  marketing  area. 
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By  the  Falls  Cities  Cooperative  Milk 
Producers'  Association,  Inc.: 

2.  Delete  §  946.1   (e)    (2)   and  substi- 
tute therefor: 

(2)  Received  at  a  plant  approved  by 
the  appropriate  health  authority  in  the 
marketing  area  to  furnish  and  from 
which  milk  or  cream  is  furnished  to  a 
plant  described  under  subparagraph  il) 
of  this  paragraph  which  owns  and  oper- 
ates said  receiving  plant;  or  received  at 
a  plant  approved  by  the  appropriate 
health  authority  in  the  marketing  area 
to  furnish  milk  or  cream  which  is  di- 
verted by  a  plant  described  under  sub- 
paragraph ID  of  this  paragraph  in  the 
marketing  area  to  any  other  milk  dis- 
tributing or  milk  manufacturing  plant: 
Provided,  That  any  such  milk  so  diverted 
shall  be  deemed  to  have  been  received 
at  the  plant  from  which  it  was  diverted. 

3.  Delete  5  946.1  (e)  (3)  and  substitute 
the  following: 

<3)  Received  at  a  plant  approved  by 
the  appropriate  health  authority  In  the 
marketing  area  to  furnish  and  from 
which  is  furnished  milk  or  cream  to  a 
plant  described  under  subparagraph  (1) 
of  this  paragraph:  Provided,  That  no 
milk  or  cream  is  disposed  of  in  the  mar- 
keting area  by  the  approved  receiving 
plant  for  human  consumption  as  fluid 
milk  or  fluid  cream. 

4.  Renumber  5  946.1  (f^  f2>  to  5  946.1 
(f»  <3)  and  add  the  following: 

•  2)  Any  person  who  receives  milk  pro- 
duced under  a  dairy  farm  Inspection 
permit  issued  by  the  appropriate  health 
authority  In  the  marketing  area  at  a 
plant  de.scribed  in  paragraph  (e)  (3)  of 
thus  section:  Provided.  That  such  plant 
beginning  after  March  31. 1949.  has  with- 
in the  delivery  periods  of  September.  Oc- 
tober. November.  December.  January. 
February,  and  March  furnished  milk  or 
cream  to  a  plant  described  under  para- 
graph fe>  (1)  of  this  section,  in  an 
amount  equal  to  95  percent  of  its  entire 
receipts  from  producers  during  each  of 
the  delivery  periods  of  October  throuph 
February  and  25  percent  of  Its  entire 
receipts  from  producers  dviring  the  de- 
livery periods  of  September  and  March. 

5  Add  a  new  subparagraph  to  §  946.1 
(f)  to  read  as  follows: 

(4)  Disgiialiflcation.t.  A  plant  de- 
scribed under  paragraph  (e)  (3)  of  this 
section  shall  be  disqualified  as  a  handler 
under  either  of  the  following  circum- 
stances: 

(i)  If  .such  plant  furnishes  less  than 
95  percent  of  producer  receipts  during 
any  of  the  delivery  periods  of  October. 
November,  December.  January,  and  Feb- 
ruary or  less  than  25  percent  of  pro- 
ducer receipts  In  either  of  the  months  of 
September  or  March,  to  a  plant  described 
under  paragraph  (e)  (1)  of  this  section; 
such  disqualification  to  be  effective  at  the 
beginning  of  the  first  delivery  period  fol- 
lowing the  date  of  the  determination  of 
the  Market  Administrator  that  less  than 
the  required  amount  of  producer  milk 
was  furnished  to  a  plant  described  under 
paragraph  (e)  (1>  of  this  section.  The 
Market  Administrator  shall  Immediately 
after  such  determination,  but  not  later 


thnn  the  15th  day  after  the  end  of  the 
delivery  period  for  which  the  handler 
is  to  be  disqualified,  notify  the  producers 
delivering  to  such  plant  of  its  disquali- 
fication effective  on  the  first  day  of  the 
next  succeeding  delivery  period  after  the 
notice  is  given  and  notice  shall  also  be 
given  in  the  same  period  to  the  qualified 
cooperative  as.sociations.  The  notices 
shall  be  in  writing  addressed  to  the  la^t 
known  address  of  the  parties  to  be  noti- 
fied: or 

<ii»  Upon  prior  written  request  for 
disqualification  by  a  handler;  such  re- 
quest to  be  made  on  or  before  the  15th 
day  of  any  delivery  period;  such  dis- 
qualification to  be  effective  at  the  begin- 
ning of  the  first  delivery  period  following 
the  Market  Administrators  receipt  of 
such  request  within  which  no  ml!k  was 
furnished  by  such  plant  to  a  plant  de- 
scribed under  paragraph  <e)  <li  of  this 
section,  the  Market  Administrator  shall 
immediately  notify  In  writing  at  his  la.-^t 
known  address  each  producer  delivering 
to  such  plant  and  the  qualified  cooper- 
ative associations  of  such  plant's  dis- 
qualification. 

By  the  Dairy  Branch.  Production  and 
Marketing  Administration: 

6.  Delete  §  946  3  <b>  (1)  and  .tiubstitute 
therefor  the  following: 

«D  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  u)  dlspo.sed  of  In  fluid  form 
as  milk,  skim  milk,  buttermilk,  and  milk 
drinks,  whether  plain  or  flavored,  and 
<ii>  not  specifically  accounted  for  as 
Class  II  milk  or  Class  III  milk,  except 
that  this  definition  shall  not  Include  any 
of  the  products  mentioned  In  subdivi- 
sion d)  of  this  subparagraph  disposed  of 
in  bulk  to  any  manufacturer  of  candy, 
soup,  or  baking  products  who  does  not 
dispose  of  any  products  mentioned  in 
subdivi<;ion  <i)  of  this  subparagraph  In 
fluid  form. 

7.  Delete  §  946  3  <b»  (2)  and  substitute 
therefor  the  following: 

(2)  Cta'^s  II  shall  be  all  -sklm  milk  and 
butterfat  disposed  of  as  fluid  cream  <in- 
cludir^g  -sour  cream ».  epgnog.  and  any 
cream  product  disposed  of  in  fluid  form 
which  contains  le.^s  than  the  minimum 
butterfat  content  required  for  fluid 
cream,  except  that  this  definition  shall 
not  Include  any  of  the  cream,  eggnog.  or 
fluid  cream  products  disposed  of  in  bulk 
to  any  manufacturer  of  candy,  .soup,  or 
baking  products,  who  does  not  dispose  of 
cream,  epgnop.  or  fluid  cream  products  Ih 
fluid  form. 

8.  Delete  §  946  3  (bi  (3)  and  substitute 
therefor  the  following: 

•  3)  Cla-vs  III  milk  shall  be  all  ."^kim 
milk  and  butterfat  accounted  for  <!•  as 
used  to  produce  a  product  other  than 
those  specifled  in  Class  I  milk  and  Class 
II  milk,  (ii)  all  skim  milk  and  butterfat 
which  Is  contained  In  products  disposed 
of  in  bulk  to  any  manufacturer  of 
candy,  soup,  or  baking  products  pursu- 
ant to  the  exceptions  in  subparagraphs 
(1)  and  <2)  of  this  paragraph,  <lll)  as 
actual  plant  shrinkage  of  skim  milk  and 
butterfat  In  milk  received  from  pro- 
ducers, but  not  tr  exceed  2  percent  of 
such  receipts  of  skim  milk  and  butter- 
fat, respectively,  r.nd  Uv)  as  actual  plant 
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shrinkage  of  skim  milk  and  butterfat  in 
other  source  milk:  Provided,  That  if 
milk  is  diverted  by  a  handler  to  a  plant 
of  another  handler  without  first  having 
been  received  for  purpose  of  weighing 
and  testing  In  the  diverting  handler's 
plant,  the  respective  quantities  of  skim 
milk  and  butterfat  contained  In  such 
milk  shall  be  included  In  the  receipts  of 
skim  milk  and  butterfat,  respectively,  of 
the  second  handler  in  computing  his 
plant  shrinkage  and  shall  be  excluded 
from  the  receipts  of  skim  milk  and  but- 
terfat. respectively,  of  the  diverting  han- 
dler In  the  latter's  plant  shrinkage  com- 
putation: And  provided  further.  That 
<a»  If  skim  milk  and  butterfat  received 
by  a  handler  at  a  plant  described  under 
subparagraphs  (1)  or  (2)  of  §946.1  (e) 
Is  commingled  with  receipts  of  another 
plant  of  such  handler  the  shrinkage  of 
skim  milk  or  butterfat,  respectively,  al- 
located to  the  milk  received  from  pro- 
ducers and  other  sources  shall  not  exceed 
its  pro  rata  share  computed  on  the  basis 
of  the  proportions  of  such  volumes  of 
skim  milk  and  butterfat.  respectively, 
received  from  the  various  sources  to 
their  total,  and  (b)  If  skim  milk  and 
butterfat  received  by  a  handle '  at  a 
plant  described  under  subparagraphs 
(1)  and  (2»  of  §946.1  (e)  Is  transferred 
as  fiuld  milk,  skim  milk,  or  cream  from 
such  a  plant  of  the  handler  to  any  other 
plant  of  such  handler  under  supporting 
transfer  records  satisfactory  to  the  mar- 
ket administrator,  the  shrinkage  of  skim 
milk  and  butterfat.  respectively,  on  the 
aforesaid  tran.sferred  portion  shall  be 
computed  on  a  pro  rata  basis  with  the 
skim  milk  and  butterfat.  respectively, 
contained  In  all  fiuld  milk,  skim  milk, 
and  cream  received  In  the  latter  plant 
and  added  to  the  shrinkage  of  skim  milk 
and  butterfat  of  producer's  milk  and 
other  source  milk  handled  by  such  han- 
dier In  the  plants  described  in  §  946.1  (e) 
(1>  and  (2). 

9.  Amend  subparagraph  (D  (1>,  (1) 
Oi>,  (3>,  and  (4)  of  paragraph  (c^  of 
5  946.3  by  substituting  the  words  "fluid 
cream"  for  the  word  "cream"  wherever  it 
appears. 

10.  Amend  *  946  3  (d>  (3)  by  substi- 
tuting the  words  "dlspo.sed  of  in  the  form 
of  milk,  .skim  milk,  buttermilk,  and  milk 
drinks,  whether  plain  or  flavored,"  for  the 
words  "disposed  of  in  the  form  of  milk 
buttermilk,  and  milk  drinks,  whether 
plain  or  flavored". 

11.  Delete  §  946.5  (d)  (2)  and  sub.sti- 
tute  therefor  the  following: 

(21  If,  in  the  verification  of  the  re- 
ports of  any  handler  made  pursuant  to 
paragraph  (a)  of  this  section.  It  is  neces- 
sary for  the  market  administrator  to  ex- 
amine the  records  of  milk  and  milk  prod- 
ucts handled  In  a  plant  of  a  handler  from 
which  no  milk  Is  disposed  of  in  the  mar- 
keting area,  such  handler  shall  make  such 
records  available  to  the  market  adminis- 
trator. If.  in  the  verification  of  the  re- 
ports of  any  handler  made  pursuant  to 
paragraph  (a)  of  this  section,  the  market 
administrator  finds  that  any  skim  milk 
or  butterfat  was  used  or  reused  by  such 
handler  or  by  another  handler  In  a  class 
other  than  that  In  which  it  was  first 
classified  such  skim  milk  or  butterfat 
shall  be  reclassified  accordingly  and  the 
adjustments  necessary  to  reflect  the  re- 
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classified  value  of  such  skim  milk  or  but- 
terfat shall  be  made  In  the  billing  com- 
puted for  such  handler  for  the  delivery 
period  following  such  reclassification. 

By  the  Falls  Cities  Cooperative  Milk 
Producers'  Association,  Inc. : 

12.  Amend  §  946.4  (b)  (1)  to  reconsider 
the  level  of-  Cla.ss  I  prices. 

13.  Amend  §  946.4  (b)  (1)  by  adding  a 
proviso,  as  follows: 

Provided,  That  beginning  September  1. 
1949.  the  Class  I  price  for  any  of  the 
months  of  April.  May.  and  June  of  each 
year  shall  not  be  higher  than  the  ef- 
fective Class  I  price  for  the  immediate 
preceding  month;  and  the  Class  I  price 
for  any  of  the  months  of  September,  Oc- 
tober, and  November  of  each  year  shall 
not  be  lower  than  the  effective  Class  I 
price  for  the  immediate  preceding  month. 

14.  Amend  §  946.4  (b)  (2)  to  reconsider 
the  level  of  Class  II  prices. 

15.  Amend  §  946.4  (b)  (2)  by  addingji 
proviso,  as  follows: 

1 

Provided,  That  beginning  September  1. 
1949.  the  Class  II  price  for  any  of  the 
months  of  April.  May.  and  June  of  each 
year  shall  not  be  higher  than  the  effec- 
tive Class  II  price  for  the  Immediate 
preceding  month;  and  the  Class  II  price 
for  any  of  the  months  of  Septeml)er.  Oc- 
tober, and  November  of  each  year  shall 
not  be  lower  than  the  effective  Class  II 
price  for  the  Immediate  preceding  month. 

By  Purity  Maid  Products  Company. 
Inc.: 

16.  Amend  §  946.4  (b)  by  adding  a  new 
subparagraph  to  read  as  follows: 

(4)  Sales  outside  of  the  marketing 
area.  The  price  to  be  paid  producers  by 
a  handler  for  Class  I  milk  disposed  of 
outside  of  the  marketing  area.  In  lieu  of 
the  price  otherwise  applicable  pursuant 
to  this  section,  except  during  the  months 
of  September,  October,  and  November, 
shall  be  the  Class  II  price. 

By  the  Louisville  Milk  Dealers  Asso- 
ciation: 

17.  Delete  §  946.7  (a)  and  substitute 
therefor  the  following: 

(a)  Computation  of  value  for  each 
handler.  For  each  delivery  period  the 
market  administrator  shall  compute, 
subject  to  the  provisions  of  paragraph 
(h)  of  §  946.6,  the  value  of  milk  of  pro- 
ducers received  by  each  handler,  by 
multiplying  the  quantity  In  each  class, 
computed  pursuant  to  §  946.3  (f),  by  the 
price  applicable  to  such  class  and  adding 
together  such  amounts:  Provided,  That 
If  such  handler  uses  butterfat  from  pro- 
ducers' milk  to  produce  butter,  an  allow- 
ance shall  be  made  in  the  value  of  milk 
computed  for  such  handler  at  the  rate 
of  0.10  times  the  average  daily  wholesale 
price  per  pound  of  92-score  butter  In  the 
Chicago  market,  as  reported  by  the  De- 
partment of  Agriculture  during  the  de- 
livery period,  on  such  butterfat  so  used. 
If  such  handler  utilizes  other  source  milk 
In  milk  products,  the  amount  of  butter 
allocated  to  butterfat  In  milk  received 
from  producers  shall  be  a  pro  rata  share 
based  upon  the  respective  volumes  of 
butterfat  from  each  source  utilized  In 
milk  products. 

18.  Any  other  section  of  Order  No.  48, 
as  amended,  that  may  be  directly  or  In- 
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directly  affected  by  proposal  No.  17 
should  be  opened  for  consideration  and 
amendment. 

By  the  Falls  Cities  Cooperative  Milk 
Producers'  Association.  Inc. : 

19.  Consider  a  reduction  In  the  rates 
of  deductions  specified  in  §  946.7  (b)  (3) 
and  a  revision  In  the  method  of  payment 
of  fall  production  premiums  specified  in 
§  946.8  (d)   (2>. 

By  the  Dairy  Branch.  Production  and 
Marketing  Administration: 

20.  Delete  §946.9  (a)  and  substitute 
therefor  the  following: 

(a)  Deductions  for  marketing  services. 
Except  as  set  forth  in  paragraph  <b)  of 
thi^  section,  each  handler,  in  making 
payments  to  producers  pursuant  to 
§  946.8  <a),  shall  deduct  5  cents  per  hun- 
dredweight, or  such  lesser  amount  as  the 
Secretary  may  prescribe  with  respect  to 
all  milk  received  by  such  handler  from 
producers  during  the  delivery  period 
(excluding  such  handler's  own  farm 
production),  and  shall  pay  such  deduc- 
tions to  the  market  administrator  on  or 
before  the  15th  day  after  the  end  of  such 
delivery  period.  Such  moneys  shall  be 
used  by  the  market  administrator  to 
verify  weights,  samples,  and  tests  of  milk 
received  by  handlers  from  such  produc- 
ers and  to  provide  such  producers  with 
market  information.  Such  services  shall 
be  performed  In  whole  or  in  part  by  the 
market  administrator  or  by  an  agent  en- 
gaged by  and  responsible  to  him. 

21.  Amend  §  946.10  to  provide  for  an 
increase  in  the  funds  for  maintenance 
and  functions  of  the  market  adminis- 
trator in  the  administration  of  the  order. 

22.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  marketing 
agreement  and  the  order,  as  amended, 
conform  with  any  amendment  thereto 
which  may  result  from  this  hearing. 

The  proposals  to  delete  the  present 
special  price  for  a  limited  quantity  of 
butterfat  used  in  the  production  of  but- 
ter during  the  months  of  April,  May,  and 
June,  and  substitute  therefor  a  special 
price  for- unlimited  quantities  of  butter- 
fat used  In  the  production  of  butter 
during  all  months  of  the  year;  and  to 
consider  amendments  to  any  other  sec- 
tion of  the  order  which  may  be  directly 
or  Indirectly  affected  by  the  proposal 
for  such  special  price,  raise  the  question 
as  to  whether  the  price  of  skim  milk  and 
butterfat  u.sed  to  produce  butter,  as  well 
as  other  products  in  Class  III  milk,  should 
be  considered  for  all  months  of  the  year, 
including  the  months  of  April,  May,  and 
June.  Accordingly,  evidence  with  respect 
to  this  question  will  also  be  received  at 
the  hearing. 

Copies  of  this  notice  of  hearing  and  of 
the  tentative  marketing  agreement,  and 
the  order,  as  amended,  now  in  effect,  may 
be  procured  from  the  Market  Adminis- 
trator, 1235  Starks  Building,  Louisville, 
Kentucky,  or  from  the  Hearing  Clerk, 
Room  1846,  South  Building,  United  States 
Department  of  Agriculture,  Washington 
25,  D,  C,  or  may  be  there  Inspected. 

Dated:  March  11,  1949. 

[seal]  John  I.  Thobipsgn. 

Assistant  Administrator. 

IF.   R.  Doc.  49-2005:    Filed,   Mar.   15.   1949; 
8:58  a.  m.J 
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J  7  CFR,  Part  970  1 

(AMA  Docket  No.  AO  174-A31 

Handling  of  Milk  in  Clinton.  Iowa, 
Milk  Marketing  Area 

notice  of  extfnsion  of  time  for  filing 
written  exceptions  to  recommended 
decision 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 


PROPOSED  RULE  MAKING 

(7  CFR  Supps.  900.1  et  seq.">.  notice  Is 
hereby  given  that  the  time  within  which 
Interested  parties  may  file  exceptions  to 
the  recommended  decision  of  the  Assist- 
ant Administrator.  Production  and  Mar- 
keting Administration.  United  States  De- 
partment of  Agriculture,  with  respect  to 
a  proposed  amendment  to  the  tentative 
marketing  agreement  and  order,  as 
amended,  regulating  the  handling  of  milk 
in  the  Clinton.  Iowa,  milk  marketing 
area,  which  recommended  decision  was 


published  in  the  Pedefal  Rbctstct  of 
March  5,  1949  (14  F.  R.  1012),  is  hereby 
extended  so  that  such  written  excep- 
tion may  be  filed  not  later  than  the  close 
of  business  on  the  10th  day  after  such 
publication. 

Dated:  March  9.  1949. 

ISEALl  F.  R.  Burke, 

Acting  Assistant  Administrator. 

[F.   R.   Doc.   49-l»<Jl;    Filed.   Mar.    15.    1949; 
8:64  a.  m.) 


}Yedne8day,  March  16,  1949 

(Administrative  Order  1903) 
Loan  Announcement 

March  4.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Florida  33D  Pasco. 


Amount 
$290.  000 


NOTICES 


[seal]  Claude  R.  Wickard, 

Administrator. 

|F.   R.   Doc.    49-1969;    Filed.   Mar.    15.    1949; 
8:47  a.  m.) 


FEDERAL  REGISTER 

[Docket  No.  IT-55001 

Chicago  District  Electric  Generatino 
Corp. 

notice  of  order  modifying  order 
reducing  rates 

March  10.  1949. 
Notice  Is  hereby  given  that,  on  March 
8.  1949.  the  Federal  Power  Commission 
Issued  its  order  entered  March  8,  19^. 
modifying  Opinion  No.  63  and  order 
dated  July  16.  1941,  reducing  rates  in  the 
above-designated  matter." 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(F.    R.    Doc.    49-1972    Filed.    Mar.    15.    1949; 
8:45  a.  m.l 
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Intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  issues  of  fact,  law.  or  dis- 
cretion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 

By  the  Commission: 

[SEAL]  D.  C.  Daniel, 

Secretary. 

(P.   R.   Doc.   49-1987;    Filed,   Mar.   15.   1949; 
8:49  a.  m.|     • 


DEPARTMENT  OF  THE  INTERIOR     DEPARTMENT  OF  AGRICULTURE 


Bureau  of  Land  Management 

[Order  No.  370] 

Delegation  of  Authority  to  Regional 
Administrators 

March  10,  1949. 
Pursuant  to  the  authority  delegated  to 
me  by  Departmental  Order  No.  2441  of 
July  8.  1948.  the  regional  administrators 
are  hereby  authorized  to  Initiate  Gov- 
ernment contests  against  claims  asserted 
to  public  lands. 

Marion  Clawsok, 
Director. 

|F.    R.   Doc.    49-1977;    Filed.    Mar.    15.    1949; 
8:45  a.  m.l 


Alaska 

notice  for  filing  objections  to  order 
modifying  executive  order  no.  8480  of 
july  12.  1940.  and  reserving  certain 
lands  for  use  of  alaska  railroad  as 
railroad  reserve  ' 

For  a  period  of  60  days  from  the  date  of 
publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In  dupli- 
cate In  the  Department  of  the  Interior, 
Washington  25.  D.  C.  In  case  any  objec- 
tion is  filed  and  the  nature  of  the  opposl- 
tien  is  such  as  to  warrant  It.  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  w411  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and  extent.  Should  any  objection  be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  interested  parties  of  record 
and  the  general  public. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

March  9,  1949. 

[P.   R.   Doc.   49-1978;    Filed.    Mar.    16,   1949; 
8:65  a.  m.l 


Rural  Electrification  Administration 

[Administrative  Order  1897] 
Loan  Announcement 

March  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Nebraska      61W      Burt      District 

Public 1410,  000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.    49-1963;    Filed.    Mar.    15.    1949; 
8:46  a.  m.j 


(Administrative  Order  1898) 
Loan  Announcement 

March  3.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Iowa  81N  Grundy 


Amount 
$340.  000 


[seal]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-1964;    Filed.   Mar.    15.    1949; 
8  46  a.  m.j 


[Administrative  Order  1899] 
Loan  Announcement 

March  3.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Mississippi  308  Jones. 


Amount 
9985.  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


[Administrative  Order  1900] 
Loan  Announcement 

March  4.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Louisiana  13S  East  Baton  Rouge.  9230.000 


[SEAL] 


Claude  R.  Wickard. 

Administrator. 


[F.  R.   Doc.   49-1966;    Filed.   Mar.    16.    1949; 
8  46  a.   m.| 


[Administrative  Order  1901) 

Loan  Announcement 

March  4.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Carolina  69H  Beaufort 1350,000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.   R.    Doc.   49-1967;    Filed.   Mar.    15.    1949; 
8:40  a.  m.) 


[Administrative  Order  1902] 

Loan  Annoxtncement 

March  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1938,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Amount 
1326,000 


Loan  designation: 
Georgia  58R  Butta. 


[seal] 


Claude  R.  Wickard, 
Administrator. 


(Administrative  Order  1904] 

Loan  Announcement 

March  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Pennsylvania    14N    Clearfield $415,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

|F    R.   Doc.   49-1970;    Filed.   Mar.    15.    1949; 
8:47  a.  m.j 


FEDERAL   POWER   COMMISSION 

(Docket  No.  K-6125I 

Southwestern  Power  Administration 

notice  of  order  confirming  and  approv- 
ing temporary  rate  schedule 

March  10.  1949. 

Notice  Is  hereby  given  that,  on  March 
9.  1949,  the  Federal  Power  Commission 
l.s-sued  Its  order  entered  March  8,  1949, 
confirming  and  approving  temporary 
rate  schedule  until  June  30.  1949,  in  the 
above-designated  matter. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

(F.    R.    Doc.   49-1971:    Filed.    Mar.    15,    1949; 
8:46  a.  m.] 


'  See  P.  R.  Doc.  49-1978,  Title  43,  Chapter  I. 
Appendix,  supra. 


(F.  R.   Doc.   49-1969;    Filed.   Mar.    15,    1949; 
8:46  a.  m.j 


(F.   R.   Doc.   49-1968;    Filed,  Mar.   15,   1949; 
8:46  «.  m.l 


Eastern  Kansas  Utilities,  Inc. 

notice  of  order  approving  disposition  of 
amounts  classified  in  electric  plant 
acquisition  adjustments 

March  10,  1949. 
Notice  is  hereby  given  that,  on  March 
8.  1949.  the  Federal  Power  Commi.ssion 
issued  its  order  entered  March  8,  1949. 
approving  disposition  of  amounts  clas- 
sified In  Account  100.5,  Electric  Plant 
Acquisition  Adjustments,  In  the  above- 
designated  matter. 

[seal]  Leon  M.  Fuquay. 

Secretary. 

IF  R    Doc.    49-1974;    Filed.   Mar.    15.    1949; 
8:45  a.  m.j 

No.  60 5 


(Project  No.  1924] 

F.  J.  Young  and  Joe  Scanavino 

notice  of  order  dismissing  application 

for   license    (MINOR) 

March  10.  1949. 
Notice  is  hereby  given  that,  on  March 
9.  1949.  the  Federal  Power  Commission 
issued  its  order  entered  March  8.  1949, 
dismissing  application  for  license 
(minor)  in  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[P.    R.    Doc.    49-1973;    Filed.    Mar.    15.    1949; 
8:47  a.  m.l 


FEDERAL    TRADE    COMMISSION 

[Docket  No.  5560] 

Container  Mfg.  Co. 

ORDER     appointing     TRIAL     EXAMINER     AND 
FI.XING     TIME     AND     PLACE     FOR     TAKING 

TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In 
the  city  of  Washington,  D.  C,  on  the  7th 
day  of  March  A.  D.  1949. 

In  the  matter  of  Container  Manufac- 
turing Company,  a  corporation,  and  Max 
Sax,  Jack  B.  Schlff,  and  WiUiam  Stone, 
individuals  and  officers  of  Container 
Manufacturing  Company. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the 
receipt  of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade 
Commission.. 

It  is  ordered.  That  W.  W.  Sheppard.  a 
trial  examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday.  March  28.  1949,  at  ten 
o'clock  In  the  forenoon  of  that  day 
«c.  s.  t.) .  in  Room  425.  U.  S.  Court  House 
and  Custom  House,  St.  Louis,  Missouri. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
trial  examiner  is  directed  to  proceed  im- 
mediately to  take  testimony  and  evidence 
on  behalf  of  the  respondents.  The  trial 
examiner  will  then  close  the  taking  of 
testimony  and  evidence  and,  after  all 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2042] 

West  Penn  Electric  Co.  and  West  Penn 
Power  Co. 

supplemental  order  GRANTING  AND  PERBOT- 
TING  JOINT  APPLICATION-DECLARATION  TO 
become   EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  9th  day  of  March  A.  D.  1949. 

The  West  Penn  Electric  Company 
("West  Penn  Electric"),  a  registered 
holding  company,  and  West  Penn  Power 
Company  ("Power"),  a  subsidiary  of 
West  Penn  Electric,  having  filed  with  this 
Commission  a  joint  application-declara- 
tion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  and-  certain 
rules  and  regulations  promulgated  there- 
under regarding  in  part  the  issuance  and 
sale  by  Power,  at  competitive  bidding 
pursuant  to  Rule  U-50,  of  $10,000,000 
principal  amount  of  First  Mortgage 
Bonds.  Series  N.  due  1979.  and  50.000 
shares  of  Series  C  Preferred  Stock,  par 
value  $100  per  share; 

The  Commission  having  by  order  dated 
March  1,  1949,  granted  and  permitted 
effectiveness  to  this  joint  application- 
declaration,  subject,  among  other  things, 
to  the  condition  that  the  proposed  issu- 
ance and  sale  of  these  securities  should 
not  be  consummated  until  the  results  of 
competitive  bidding  had  been  made  a 
matter  of  record  in  this  proceeding  and 
a  further  order  entered  by  the  Commis- 
sion on  the  basis  of  the  record  as  so 
completed; 

Power  now  having  filed  an  amendment 
to  the  Joint  application-declaration  set- 
ting forth  the  action  taken  by  it  to  com- 
ply with  the  requirements  of  Rule  U-50 
and  stating  that  pursuant  to  the  invita- 
tion for  competitive  bids,  the  following 
bids  were  received: 

HoND  Bins 


Bidder 


IlaLsey,  Stuart  A  Co.,  Inc. 
Kidder,  Peabody  &  Co... 

I.<-hriiHi)  Bros 

Ilarriman  Hiplpy  A  Co... 

W.  C.  I.aiiKley  A  Co 

'J  he  First  Boston  Corp  .. 


Inlor 

est 

Price 

rale 

Pet. 

2', 

100  7! 

2'', 

UNI.  197 

21, 

IIKI.  I>iltt 

2'/, 

ltd).  iXi 

?'. 

my  119 

3 

102.  22-.< 

Cost  Of 

money  to 

the  wim- 

I«ny 


Pd 

2.H6.SI7'I 
ZS6W2.1 

zm<m^ 
zwm» 

Z88M1S 


1200 


rniriRRiD  Ptock  Bins 


Bhider 


I^hinan  Bros      

y, .  (  .  laiijley  A  Co. 
Smith.  Bsnnpy  iV  Co 
Knldfr,    I'eaboUy    & 

Co 

Harrinian   Ripley   A 

C.I  

The  KirstB«<tonCon' 


nivl- 
dend 
rat« 


Pet. 

4.10 
4.10 
4.00 

4.00 

4.  no 


Price 


ua  Ml 

100.00 

100.00 

100.  00 


4.  OS      100.  T.l 


Com- 

{>enm' 

tion 


$1.79 
l.MO 
LgO 

1.89 

2.70 


Cost  of 

money 

to  ttM 

c<>m- 

f»ny 


Pet. 

4.n71(»9.S 
4.l>714'.i« 
4. 073319 

4. 0770.Vi 

4. 1  inyofl 
4.  1347n:2 


NOTICES 

U-24  and  to  the  further  condition  that 
the  reservation  of  Jurisdiction  with  re- 
spect to  the  payment  of  fees  and  expense.s 
applicable  to  these  transactions  and 
heretofore  reserved  by  the  Commission, 
be.  and  the  same  hereby  is  released. 

By  the  Commission. 

[SKALl  Orval  L.  DrBois, 

Secretary. 

[P.   R.    Doc.   49-1979;    Piled.    Mar.    15.    1949; 
8:47  a.  m.] 
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•  ComrenMtion  $l.sn  i<er  share. 
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•  Cotupen.s:itiun  $2.70  i>er  shire. 

It  further  appearing  that  Power  has 
accepted  the  bid  of  Halsey.  Stuart  &  Co.. 
Inc.  for  the  Bonds  and  the  bid  of  Lehman 
Brothers  for  the  Preferred  Stock:  that 
the  Bonds  are  to  be  re.sold  to  the  public  at 
101.10.  plus  accrued  interest  from  March 
1.  1949.  representing  a  spread  to  the  un- 
derwriters of  0.390 To  on  said  bonds,  that 
the  Preferred  Stock  is  to  be  resold  to  the 
public  at  the  bid  price  of  $102.50.  plus 
accrued  dividends  from  March  1.  1949. 
that  the  compensation  to  the  successful 
bidders   for   underwriting  this   stock  Is 
$1.79  per  share:  and  that,  on  the  basis  of 
the  market  price  for  the  common  stock 
of  Power  on  March  8.  1949.  a  warrant  for 
a  full  share  of  new  common  stock  of 
Power  has  been  a.ssigned  a  value  of  $1.38. 
the  price  which  West  Penn  Electric  will 
pay  for  such  warrants  not  exercised  <the 
price  of  the  new  common  stock  upon  ex- 
ercise of  the  warrant  being  $28.50 ' .  frac- 
tional warrants  to  be  acquired  by  West 
Penn  EUectric.  to  the  extent  offered,  at 
the  aliquot  part  of  $1.38  per  full  warrant; 
The  record  also  having  been  completed 
with  respect  to  fees  and  expenses  to  be 
paid  by  Power  and  West  Penn  Electric  in 
connection  with  the  proposed  transac- 
tions and  the  fees  and  expenses  to  be 
borne  by  the  successful  bidders,  among 
these  fees  to  be  borne  by  Power  are  fees 
payable  to  Sullivan   &  Cromwell.  New 
York,  New  York,  in  the  aggregate  amount 
of  $9,750  and  fees  payable  to  Steptoe  and 
John.son.  Clarksburg.  West  Virginia.  In 
the  aggregate  amount  of  $500;  fees  to  be 
borne  by  West  Penn  Electric  payable  to 
Sullivan  &•  Cromwell  $250;   and  fees  of 
counsel  for  the  successful  bidders  Simp- 
son. Thacher  b  Bartlett.  New  York.  New 
York,  aggregating  $9,000.  of  which  $5,000 
Is  applicable  to  the  Bonds,  and  $4,000  is 
applicable  to  the  Preferred  Stock; 

It  is  ordered.  That  said  Joint  applica- 
tion-declaration, as  amended,  be  and  the 
same  hereby  is.  granted  and  permitted  to 
become  effective  forthwith,  subject  to  the 
terms  and  conditions  prescribed  by  Rule 


IFlle  Ncs.  54-126,  69-78,  70-2039] 

Eastern  Gas  and  Fuel  Associates 

memorandum  opinion  and  order  permit- 
ting declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  9th  day  of  March  1949. 

In  the  matter  of  Eastern  Gas  and 
Fuel  Associates.  File  No.  70-2039:  East- 
ern Gas  and  Fuel  Associates.  File  Nos. 
54-126,  59-76. 

Ea.-^tern     Gas     and     Fuel     Associates 
("Eastern"),  a  registered  holding  com- 
pany and  a  subsidiary  of  Koppers  Com- 
pany, Inc.,  also  a  registered  holding  com- 
pany, has  made  a  filing  under  the  Public 
Utihty   Holding   Company   Act   of    1935 
(the  "Act")  with  regard  to  the  issue  and 
sale,  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50,  of  $12,000,000 
principal  amount  of  its  First  Mortgage 
and  Collateral  Trust  Bonds.  __  %  Series 
due  March  1.  1974.     The  bonds  are  pro- 
posed to  be  issued  pursuant  to  and  se- 
cured  by   Eastern's   present   Indenture 
dated  as  of  July  1.  1945,  and  a  Supple- 
mental Indenture  to  be  dated  as  of  March 
1,  1949.    The  Interest  rate  on  said  bonds 
and  the  price  to  be  received  by  Eastern 
are  to  be  determined  by  the  competitive 
bidding.     Under  the  sinking  fund  pro- 
visions applicable  to  the  proposed  new 
bonds  100%  of  the  Issue  would  be  retired 
at  or  before  maturity. 

The  filing  states  that  Eastern  and  Its 
subsidiaries  are  engaged  in  an  extensive 
construction   program,    which    has    re- 
quired and  will  require  substantial  ex- 
penditures.    Of  the  bonds  to  be  sold, 
about  $5,400,000  thereof  are  to  be  i.-^sued 
on  the  basis  of  the  certification  to  the 
indenture   trustee   of   existing   property 
additions  constructed  or  acquired  since 
January  1,  1945.  and  repre.'^ent  60%  of 
such  property  additions.     The  balance 
of  approximately  $6,600,000  of  the  pro- 
ceeds from  the  sale  of  the  bonds  will  be 
deposited  with  the  Indenture  trustee  to 
be  drawn  down  from  time  to  time  against 
the  certification  of  additional  net  prop- 
erty additions.    Eastern  anticipates  that 
a  substantial  amount  of  the  ca.<;h  so  de- 
posited will  be  drawn  down  during  1949 
and  the  balance  of  the  cash  during  1950. 
Elastefn  has  heretofore  filed  with  this 
Commission  a  Notification  of  Registra- 
tion as  a  holding  company  under  the  act, 
which  purports  to  limit  such  registration. 
In  essence,  to  the  provisions  of  section  11 
(b)  (2> ,  and,  only  to  the  extent  necessary 
to  Implement  section  11  (b)   (2),  to  the 
provisions  of  sections  11  (c>.  (d).  (e>, 
(f),  and   (g>   and  of  sections  6  and  7. 


Following  such  registration,  we  Instituted 
proceedings  with  respect  to  Eastern  un- 
der section  11  (b)  <2)  of  the  act.  and 
Eastern  filed  Its  answer  admitting  the 
material  allegations  of  fact  set  forth  in 
our  notice  and  also  filed,  pursuant  to 
section  11  (e)  of  the  act.  a  plan  of  re- 
capitalization designed  to  effectuate  com- 
pliance with  section  11  (b)  <2>.  At  a 
later  date  we  consolidated  the  proceed- 
ings under  section  11  <b)  (2)  with  tho.se 
Involving  the  plan  of  recapitalization. 

The  instant  filing  is  In  the  form  of  a 
declaration  wherein  Eastern  has  desig- 
nated section  7  of  the  act,  to  the  extent 
necessary  to  implement  compliance  with 
the  provisions  of  section  11  <b>  '2),  and 
Rules  U-20  to  24  inclusive,  and  Rule  U-50. 
as  being  applicable  to  the  proposed  trans- 
actions. We  consolidated  the  proceed- 
ings in  respect  of  the  said  declaration 
with  the  aforementioned  consolidated 
proceedings. 

A  hearing  was  held  after  appropriate 
notice,  at  which  no  one  appeared  in  op- 
position to  the  proposed  financing.  How- 
ever, the  Committee  for  the  holders  of 
the  6%   Cumulative  Preferred  stock  of 
Eastern  (the  "Committee")  submitted  by 
a  letter  a  statement  of  its  views  regard- 
ing  the    propo.'-ed   financing.     In   that 
statement  the  Committee  stated  that  it 
has  no  objection  to  the  approval  of  the 
declaration   "provided   the  Commission 
orders  that  the  Indenture  under  which 
the  new  bonds  are  issued  shall  contain  a 
provision  to  the  effect  that  the  pledge  of 
property  under  it  and  all  other  terms  and 
conditions  of  the  Indenture  are  subject 
to  change  by  the  action  of  the  Securities 
and  Exchange  Commission  in  the  exer- 
cise of  its  powers  under  section   11.  or 
any  other  applicable  section,  of  the  Pub- 
lic Utility  Holding  Company  Act."    The 
Committee  went  on  to  say  that  "we  be- 
lieve  that  such  a   provision   would   be 
declaratory  of  the  Commission's  inher- 
ent powers  under  the  act  but  that  it 
should  be  incorporated  into  the  inden- 
ture for  purposes  of  clarification  and  to 
obviate  possible  litigation  In  the  future 
should  the  Commission  order  divestment 
of    properties    or    otherwise    alter    the 
rights  of  the  bondholders  under  the  pro- 
posed indenture." 

It  appears  that  the  Committee  Is  con- 
cerned that  the  terms  of  the  Supple- 
mental  Indenture  relating  to  the  pledge 
and  release  of  properties  and  securities 
thereunder  may  prejudice  its  interests 
and  contentions  in  the  pending  proceed- 
ings with  respect  to  Uie  recapitalization 
of  Eastern.  There  are  presently  out- 
standing over  $38,000,000  principal 
amount  of  3 ''2%  First  Mortgage  and 
Collateral  Trust  Bonds  secured  by  an  In- 
denture which  contains  provisions,  not 
proposed  to  be  altered,  for  the  pledge  of 
property  and  securities  which  are  similar 
to  those  In  the  proposed  Supplemental 
Indenture  securing  the  $12,000,000  prin- 
cipal amount  of  new  bonds.  It  is  clear 
therefore  that  the  issuance  of  new  bonds 
would  not  in  substance  create  any  addi- 
tional prejudice  to  the  Committee's  posi- 
tion. We  note  that  the  Committee  In  its 
statement  has  admitted  that  the  pro- 
posed provision  Is  "only  declaratory  of  the 
Commission's  inherent  powers  under  the 
act."  The  Infusion  in  the  Supplemental 
Indenture  of  such  a  provision,  which  is 
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in  effect  conceded  by  the  Committee  to 
be  superfluous,  would.  If  interpreted  as 
meaning  anything  other  than  a  declara- 
tion of  the  Commission's  inherent  power, 
lead  to  confusion  and  might  be  dele- 
terious to  the  interests  of  the  company. 
In  view  of  the  above,  we  believe  it  would 
be  Improper  to  adopt  the  provision  urged 
by  the  Committee.  However,  our  order 
lierein  will  provide  that  Jurisdiction  shall 
be  reserved  to  consider  and  determine 
all  matters  in  the  pending  consolidatod 
proceedings  <File  Nos.  59-76  and  54-126) 
not  hereby  considered  and  determined. 

We  have  noted  above  that  Eastern  has 
registered  for  the  limited  purpose  of  com- 
pliance with  section  11  (b»  (2)  and  re- 
lated sections,  and  that  the  proposed 
financing  has  been  pre.sented  under  the 
provisions  of  section  7  In.sofar  as  neces- 
sary to  implement  compliance  with  the 
provisions  of  section  11  (b>  (2i.  With- 
cul  attempting  here  to  resolve  whatever 
ultimate  questions  there  may  be  as  to  the 
validity  and  scope  of  the  form  of  regis- 
tration, we  have  examined  the  financing 
in  the  light  of  its  bearing  upon  the  capi- 
tal structure  of  Eastern  and  of  related 
problems  under  section  11  »bi  <2).  On 
this  basis  we  have  found  no  reason  to  dis- 
approve the  issuance  and  sale  of  the  pro- 
posed bonds. 

Wherefore  it  is  ordered.  That  the  said 
declaration  as  amended  be.  and  the  same 
hereby  is.  permitted  to  become  effective, 
subject,  however,  to  the  terms  and  condi- 
tions contained  in  Rule  U-24  and  to  the 
following  additional  conditions: 

(1)  That  the  proposed  I.ssuance  and 
.sale  of  bonds  by  Eastern  shall  not  be  con- 
summated until  the  results  of  competi- 
tive bidding  pursuant  to  Rule  U-50  shall 
have  been  made  a  matter  of  record  in 
these  proceedings  and  a  further  order 
shall  have  been  entered  by  the  Commis- 
sion in  the  light  of  the  record  so  com- 
pleted, which  order  may  contain  such 
further  terms  and  conditions  as  may  then 
be  deemed  appropriate. 

1 21  That  jurisdiction  be  reserved  with 
re.spect  to  all  fees  and  expenses  of  all 
counsel  and  of  the  financial  adviser  to  be 
paid  In  connection  with  the  proposed 
i.ssuance  and  sale  of  bonds ;  and 

//  is  further  ordered.  That  Jurisdiction 
be,  and  It  hereby  is.  re.served  to  consider 
and  determine  all  matters  in  the  pending 
cnn.solidated  proceedings  (File  Nos.  59- 
76  and  54-126)  not  hereby  considered 
and  determined. 

By  the  Commission. 

(seal]  Orval  L.  DuBcis, 

Secretary. 

|F.  R.  Doc.   49-1978;    Piled.   Mar.    15,    1949; 
8:47  a.  m.] 


[File  No.  70-2059] 

Long  Island  Lighting  Co. 

ORDER  permitting  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  Bth  day  of  March  1949. 

Long  Island  Lighting  Company,  a  reg- 
istered holding  company,  having  filed  a 
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declaration,  as  amended,  pursuant  to  sec- 
tions 6  (a)  and  7  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("Act"), 
and  Rule  U-50  promulgated  thereunder, 
wherein  it  proposes  to  issue  and  sell  $16,- 
000.000  principal  amount  of  sinking  fund 
debentures  maturing  May  1.  1969;  and 

A  hearing  having  been  held  with  re- 
spect to  such  proposal  at  which  inter- 
ested persons  were  present,  and  the  Com- 
mission having  considered  the  record  and 
deeming  it  appropriate  in  the  public  in- 
terest and  in  the  intere.st  of  investors  and 
consumers  to  permit  the  declaration,  as 
amended,  to  become  effective  forthwith 
and  to  grant  the  request  of  declarant 
that  the  Commission  except  the  i.ssue  and 
sale  of  said  debentures  from  the  competi- 
tive bidding  requirements  of  Rule  U-50: 

It  is  hereby  ordered.  Pursuant  to  the 
provision  of  sections  6  ^a)  and  7  of  the 
act.  that  the  declaration,  as  amended,  be, 
and  hereby  is,  permitted  to  become  effec- 
tive forthwith,  subject  to  the  condition 
that  declarant  obtain  the  approval  of  the 
Public  Service  Commission  of  the  State 
of  New  York  to  issue  and  sell  the  said  de- 
bentures, and  subject  to  Ihe  reservation 
of  jurisdiction  with  resF>ect  to  the  price 
to  be  received  by  the  declarant  for  the 
said  debentures,  the  interest  rate  thereon, 
the  redemption  prices  thereof,  and  all 
other  terms  and  provisions  of  the  inden- 
ture pursuant  to  which  the  debentures 
will  be  issued,  and  with  respect  to  the 
fees  and  expenses  to  be  incurred  in  con- 
nection with  the  proposed  issue  and  sale. 

It  is  further  ordered.  That  the  proposed 
Issue  and  sale  of  the  said  debentures  be, 
and  hereby  is,  excepted  from  the  com- 
petitive bidding  requirements  of  Rule 
U-50. 

A  findings  and  opinion  will  follow. 

By  the  Commission. 


r  seal  1 


Orval  L.  DuBois, 

Secretary. 


[P.    R.    Doc.    49  1980:    Piled,    Mar.    15,    1949; 
8  48  a.  m.] 


IFlle  Nos.  70-1837.  70-2066 1 

North  American  Co.  and  Union  Electric 
Co.  OF  Missouri 

NOTICE  OF  FILING,  NOTICE  OF  AND  ORDER 
FOR  HEARING,  AND  ORDFR  FOR  CONSOLI- 
DATION OF  PROCEEDINGS 

In  the  matter  of  The  North  American 
Company.  Union  Electric  Company  of 
Mis.souri;  File  Nos.  70-2066  and  70-1837. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  9th  day  of  March  1949. 

Notice  is  hereby  given  that  The  North 
American  Company  ("North  Ameri- 
can"), a  registered  holding  company 
and  its  subsidiary.  Union  Electric  Com- 
pany of  Mi.ssouri  ("Union"*,  a  registered 
holding  company  and  an  electric  utility 
company,  have  filed  a  Joint  application 
and  declaration  (File  No.  70-2066)  pur- 
suant to  the  applicable  provisions  of  the 
Publi(;  Utility  Holding  Company  Act  of 
1935  ("Act")  and  the  rules  and  regula- 
tions thereunder. 

North  American  owns  100%  of  the 
outstanding  Common  Stock  and  96.23% 
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of  the  outstanding  voting  stock  of  Union. 
Under  the  terms  of  a  plan,  pursuant  to 
section  11  (e)  of  the  act,  for  liquidation 
and  dissolution  of  North  American  Light 
L  Power  Company  ("Light  &  Power"),  a 
subsidiary  of  North  American,  which 
plan  is  in  the  process  of  con.summation. 
North  American  will  acquire,  among 
other  things,  all  of  the  outstanding  Com- 
mon Stock  of  Missouri  Power  &  Light 
Company  ("Missouri"),  a  public  utility 
subsidiary  of  Light  &  Power,  consisting 
of  1,500,000  shares  with  a  par  value  of  $5 
per  share. 

Union  is  engaged  primarily  in  the 
transmission,  distribution  and  sale  of 
electric  energy,  which  it  generates  and 
purchases  from  its  wholly  owned  elec- 
tric utility  subsidiary.  Union  Electric 
Power  Company,  an  Illinois  Corporation. 
The  territory  served  by  Union  and  Its 
subsidiaries  includes  the  City  of  St.  Louis, 
Missouri  and  its  environs,  adjacent  ter- 
ritory in  Illinois  including  the  City  of 
East  St.  Louis,  and  areas  surrounding 
Keokuk.  Iowa  and  Osage.  Missouri. 

Missouri  is  engaged  in  the  transmis- 
sion, distribution  and  sale  of  electric  en- 
ergy and  also  owns  and  operates  a  natu- 
ral gas  distribution  system  and  is  en- 
gaged in  minor  businesses  such  as  the 
supplying  of  hot  water  heating,  water, 
and  ice.  The  electric  system  of  Missouri 
Is  interconnected  with  Union's  system 
and  Missouri  presently  purchases  a  sub- 
stantial part  of  its  energy  requirements 
from  Union.  All  of  Missouri's  operations 
are  conducted  in  the  State  of  Missouri. 
By  an  order  of  this  Commission  dated- 
April  14.  1942.  under  section  11  (b)  (1) 
of  the  act.  North  American  has  been  di- 
rected, among  other  things,  to  sever  Its 
relationship,  direct  or  indirect  with 
Mis.souri. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  office  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  below: 

Applicants-declarants  assert  that  the 
electric  properties  of  Missouri  and  Union 
constitute  an  integrated  public  utility 
system  within  the  meaning  of  the  act 
and  request  that  the  Commission's  or- 
der of  April  14,  1942,  be  modified  to  the 
extent  necessary  to  permit  North  Amer- 
ican, following  the  acquisition  of  all  the 
Common  Stock  of  Missouri  from  Light 
&  Power,  to  transfer  its  entire  holdings 
of  1.500  000  shares  of  such  stock  to  Union 
and  to  acquire  from  Union  in  considera- 
tion therefor  600,000  additional  shares 
of  Common  Stock,  without  par  value, 
of  Union.  Union  proposes  to  issue  to 
North  American  such  600,000  additional 
shares  of  its  Common  Stock  and  to  ac- 
quire in  consideration  therefor  the  1,- 
500.000  shares  of  Common  Stock  of  Mis- 
souri. North  American  will  record  the 
1,500,000  shares  of  Missouri  stock  on  its 
books  at  approximately  $8,066,248.  an 
amount  equivalent  to  its  underlying  net 
asset  value  after  deduction  of  the  amount 
of  plant  acquisition  adjustments  shown 
upon  the  books  of  Missouri  as  at  the  close 
of  the  month  preceding  the  date  when 
North  American  receives  such  stock,  and 
will  reduce  its  investment  In  Light  L 
Power  by  the  amount  at  which  North 
American  records  the  Missouri  stock. 
North  American  proposes  to  record  the 
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600.000  shares  of  Union  stock  on  Its  books 
at  the  same  amount  at  which  North 
American  will  record  the  Missouri  stock. 
Union  proposes  to  record  the  Missouri 
stock  at  a  similar  amount  and  will  capi- 
talize the  600,000  shares  of  its  Common 
Stoclc  i.ssued  in  consideration  thereof  at 
$4,000,000,  or  approximately  the  average 
stated  value  of  its  Common  Stock  im- 
mediately prior  to  the  issuance  of  such 
600,000  shares  and  will  credit  capital 
surplus  in  the  amount  of  approximately 
$4,066  248.  Applicants-declarants  assert 
that  for  the  purpose  of  the  proposed 
transactions  the  600,000  shares  of  Com- 
mon Stock  of  Union  were  valued  on  the 
basis  of  recent  sales  of  such  stock  to 
North  American  for  cash  and  that  such 
basis  of  evaluation  is  in  excess  of  the  net 
book  value  of  the  Common  Stock  of 
Union. 

lections  6  tb),  6  (a>  and  7.  9  <a\  10. 
11  ( b  >  <  1 )  and  12  <  d )  of  the  act  and  Rules 
U-23.  U-43,  U-44  and  U-50  thereunder 
are  designated  by  applicants-declarants 
as  applicable  to  the  proposed  transac- 
tions. It  Is  asserted  that  the  Missouri 
Public  Service  Commission  has  jurisdic- 
tion over  the  proposed  transactions.  Ap- 
plicants-declarants state  that  the  speci- 
fications as  to  the  procedure  considered 
necessary  or  appropriate  to  be  followed 
In  this  proceeding  will  be  made  during 
the  course  of  the  hearing  herein,  as  pro- 
vided in  Rule  in  (e>  of  the  Commission's 
rules  of  practice. 

It  appearing  to  the  Commission  that 
It  is  appropriate  In  the  public  interest 
and  In  the  interest  of  investors  and  con- 
sumers that  a  public  hearing  be  held 
with  respect  to  the  proposed  transactions 
for  the  purpose  of  affording  an  oppor- 
t  mity  to  all  Interested  persons  to  pre- 
sent evidence  and  to  be  heard  with 
respect  to  the  proposed  transactions  con- 
tained in  said  joint  application-declara- 
tion; and 

Applicants-declarants  having  hereto- 
fore filed  a  Joint  application-declaration 
and  amendments  thereto  <Pile  No.  70- 
1837  >  regarding  the  proposed  issue  and 
sale  by  Union  to  North  American  of  367,- 
500  addittonal  shares  of  its  Common 
Stock  for  an  aggregate  consideration  of 
$5,000,000  and  the  Commission  having 
ordered  a  hearing  with  respect  to  said 
Joint  application-declaration  directing 
that  such  hearing  be  held  on  April  19, 
1949  <  Holding  Company  Act  Release 
Nos.  8228  and  8819) :  and 

It  further  appearing  that  the  proceed- 
ing in  Pile  No.  70-1837  involves  questions 
of  law  and  fact  common  to  the  proceeding 
with  respect  to  the  joint  application- 
declaration  in  Pile  No.  70-2066  and  that 
the  evidence  offered  with  respect  to  each 
of  the  matters  may  have  a  bearing  on  the 
other  and  that  substantial  savings  in 
time,  effort,  and  expense  will  result  if 
said  matters  are  consolidated: 

It  is  ordered.  That  the  proceeding  re- 
garding the  joint  application-declaration 
In  Fnie  No.  70-1837  and  the  proceeding 
Involved  in  File  No.  70-2066  be,  and  the 
same  hereby  are.  consolidated. 

It  is  further  ordered.  That  a  hearing 
be  held  on  said  matters,  as  consolidated, 
on  April  19,  1949,  at  10:00  a.  m..  e.  «.  t., 
at  the  office  of  the  Securities  and  Ex- 
change Commission,  425  Second  Street 
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NW.,  Washington,  D.  C.  On  such  date 
the  hearing  room  clerk  will  advise  as  to 
the  room  in  which  such  hearing  will  be 
held.  Any  person  desiring  to  be  heard 
In  connection  with  these  proceedings  or 
proposing  to  Intervene,  who  has  not  here- 
tofore done  so.  shall  file  with  the  Secre- 
tary of  the  Commission  on  or  before 
April  12,  1949.  a  written  request  relative 
thereto,  as  provided  by  Rule  XVII  of  the 
Commissions  rules  of  practice. 

It  is  further  ordered.  That  the  same 
officer  heretofore  designated  to  preside 
■at  the  hearing  in  the  proceeding  involved 
In  Pile  No.  70-1837  shall  preside  at  such 
consolidated  hearing. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  hasmade  a  preliminary  ex- 
amination of  the  joint  application-dec- 
laration in  Pile  No.  70-2066  and  that, 
upon  the  basis  thereof,  in  addition  to  the 
issues  heretofore  specified  in  Holding 
Company  Act  Release  No.  8228  iPile  No. 
70-1837)  the  following  matters  and  ques- 
tions are  presented  for  consideration 
without  prejudice,  however,  to  the  pres- 
entation of  acWitional  matters  and  ques- 
tions upon  further  examination: 

1.  Whether  and  to  what  extent  the 
portion  of  the  Commission's  order  of 
April  14.  1942.  relating  to  Missouri  should 
be  modified  so  as  to  permit  the  proposed 
transfer  of  the  securities  of  Missouri  to 
Union; 

2.  Whether  the  proposed  acquisition 
by  Union  from  North  American  of  the 
Common  Stock  of  Missouri  meets  the 
standards  of  section  10  of  the  act.  and 
particularly  the  requirements  of  sections 
10  'O  a)  and  10  (c)  <2); 

3.  Whether  the  proposed  transfer  by 
North  American  of  the  securities  of  Mis- 
souri to  Union  satisfies  the  requirements 
of  section  12  "d) ; 

4.  Whether  the  proposed  issue  and 
sale  by  Union  of  600.000  shares  of  addi- 
tional Common  Stock  is  exempt  from 
the  provisions  of  sections  6  'a)  and  7  of 
the  act  pursuant  to  the  provLsions  of  sec- 
tion 6  (b>.  and  if  so,  whether  terms  and 
conditions  should  be  prescribed  with  re- 
spect to  the  proposed  transactions  in 
the  public  interest  or  for  the  protection 
of  investors  and  consumers  and.  if  so. 
what  such  terms  and  conditions  should 
be;  or  if  such  proposed  i.ssue  and  sale 
of  additional  Common  Stock  is  found 
subject  to  section  7,  then  whether  the 
requirements  of  such  section  are 
satisfied; 

5.  Whether  the  proposed  acquisition 
by  North  American  from  Union  of  the 
600,000  additional  shares  of  Common 
Stock  to  be  issued  by  Union  satis^es  the 
requirements  of  section  10  of  the  act. 
and  particularly  the  requirements  of  sec- 
tion 10  (O  il); 

6.  Whether  the  proposed  accounting 
treatment  of  the  several  transactions pn 
the  books  of  the  respective  applicants- 
declarants  Is  proper; 

7.  Whether  the  fees,  commissions  and 
other  expenses  to  be  incurred  are  for 
necessary  services  and  reasonable  in 
amount;  and 

8.  Generally,  whether  any  terms  and 
conditions  with  respect  to  the  proposed 
transactions  should  be  prescribed  in  the 
public  Interest  or  for  the "  protection  of 


investors  or  consumers  and,  if  .so,  what 
such  terms  and  conditions  should  be; 

It  is  further  ordered.  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions  and 
to  the  Issues  heretofore  specified  in  Hold- 
ing Company  Act  Release  No.  8228 

It  is  further  ordered.  That  jurisdiction 
be,  and  hereby  is,  reserved  to  separate 
either  for  hearing,  in  whole  or  in  pait, 
or  for  disposition,  in  whole  or  in  part, 
any  of  the  issues,  questions,  or  matters 
hereinbefore  set  forth  or  which  may 
hereafter  arise,  or  to  consolidate  with 
those  proceedings  other  filings,  or  to 
take  such  other  action  as  may  appear 
to  be  necessary  for  the  orderly,  prompt, 
and  economical  disposition  of  the  mat- 
ters involved. 

It  is  further  ordered.  That  the  Sec- 
retary of  the  Commission  shall  serve 
a  copy  of  this  notice  by  registered  mall 
on  The  North  American  Company,  Union 
Electric  Company  of  Missouri,  the  M!«i- 
souri  Public  Service  Commission  and  the 
City  of  St.  Louis,  Missouri;  that  notice 
be  given  to  all  other  persons  by  pub- 
lication of  this  notice  in  the  Federal 
Register  and  by  general  relea.se  of  the 
Commission,  distributed  to  the  pres.s  and 
mailed  to  the  mailing  list  for  releases 
under  the  Public  Utility  Holding  Com- 
pany Act  of  1935. 

By  the  Commission. 

I  seal!  Orval  L.  Dubois. 

Secretary. 

[F.    R.    Doc.    49  1981;    Filed,    M.ir.    15,    1949; 
«  48  a.  ml 


IFlle  No.  70-20771 
Northern  Natural  Gas  Co. 

NOTICE  or  FILING 

At  a  regular  ses.sion  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  en 
the  10th  day  of  March  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("Act")  by  North- 
ern Natural  Gas  Company  ("Northern 
Natural"),  a  re.eistered  holdin^:  company. 
The  declarant  designates  sections  6  and 
7  of  the  act  as  applicable  to  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  Marcli 
28,  1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  L-c 
held  on  such  matter  stating  the  nature  of 
his  interest,  the  reasons  for  such  request, 
and  the  issues,  if  any,  of  fact  or  law- 
raised  by  said  declaration  proposed  to  be 
controverted,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C. 
At  any  time  thereafter  such  declaration 
as  filed,  or  as  amended,  may  be  permitted 
to  become  effective  as  provided  In  Rule 
U-23  of  the  rules  and  regulations  pro- 
mulgated pursuant  to  said  act,  or  the 
Commission  may  exempt  such  transac- 


Wednesday,  March  IB,  1949 

tions  SIS  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  In  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed 
which  are  summarized  below: 

Northern  Natural  proposes  to  issue  and 
sell  for  cash  406,000  additional  shares  of 
Common  Stock,  par  value  $10  per  share. 
In  connection  with  such  issue  and  sale. 
Northern  Natural  proposes  to  issue  to  the 
holders  of  its  outstanding  2,030,000  shares 
of  Common  Stock  transferable  warrants 
carrying:  (1»  the  right  to  subscribe  until 
April  18,  1949  for  shares  of  Common 
Stock  on  the  baisis  of  one  share  for  each 
five  shares  of  Common  Stock  held  of 
record  at  the  close  of  business  on  March 
30,  1949,  at  a  price  per  share,  which  is  to 
be  supplied  by  amendment,  and  (2)  the 
conditional  privilege  to  subscribe  at  the 
same  subscription  price  per  share  (sub- 
ject to  pro  rata  allotment  >  for  any  num- 
ber of  additional  shares  of  Common 
Stock  not  subscribed  for  through  (a*  the 
exercise  of  rights  to  subscribe,  and  (b) 
the  acceptance  by  employees  of  the  Com- 
pany of  an  offer  to  them  to  subscribe  for 
shares  of  said  Common  Stock.  The  offer 
to  employees  will  be  made  to  the  Com- 
pany's regular  full-time  employees  (ap- 
proximately 1250  >  and  will  accord  such 
employees  (including  officers  and  direc- 
tors) the  right  to  subscribe  at  the  sub- 
scription price,  during  the  subscrijJtion 
period,  for  Common  Stock  in  an  amount 
not  to  exceed  10  shares  per  employee, 
from  the  number  of  shares  offered  and 
not  subscribed  for  by  the  exercise  of  the 
rlRhts  to  subscribe. 

No  fractional  shares  of  Common  Stock 
will  be  Issued.  Rights  in  excess  of  those 
necessary  to  subscribe  for  a  full  share 
may  be  sold  or  additional  rights  may  be 
purcha.sed  to  fentitle  the  holder  of  the 
warrant  to  subscribe  to  one  or  more  full 
shares  of  Common  Stock. 

Northern  Natural  states  that  the  net 
proceeds  to  be  received  from  the  pro- 
posed Issue  and  sale  of  shares  of  Com- 
mon Stock,  together  with  general  funds 
of  the  Company  will  be  applied  toward 
the  cost  of  its  1949  construction  program, 
estimated  in  the  amount  of  $13,845,000. 

Northern  Natural  has  filed  applica- 
tions with  the  State  Corporation  Com- 
mission of  Kansas  and  the  Nebraska 
State  Railway  Commission  with  rerpect 
to  the  proposed  Issuance  of  Common 
Stock. 

Northern  Natural  requests  that  the 
Commission  issue  its  order  herein  on  or 
before  March  30,  1949. 

By  the  Commission. 

I  seal]  Orval  L.  DuBois, 

Secretary. 

(P.   R.   Doc.   49-1982:    Filed,   Mar.    15,    1949; 
8:48  a.  m.l 


FEDERAL  REGISTER 

[Vesting  Order  128921 
Liza  Keller 

In  re:  Bank  account  owned  by  and 
debt  owing  to  the  personal  representa- 
tives, heirs,  next  of  kin,  legatees  and 
distributees  of  Liza  Keller,  also  known  as 
Lisa  Keller  and  as  Louisa  Keller, 
deceased.    F-28-5283-C-1;  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law.  after  investigation,  it  is  hereby 
found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Liza  Keller,  also  known  as  Lisa 
Keller  and  as  Louisa  Keller,  deceased, 
who  there  is  reasonable  cause  to  be- 
lieve are  residents  of  Germany,  are  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as 
follows : 

a.  That  certain  debt  or  other  obliga- 
tion of  Empire  Trust  Company,  120 
Broadway.  New  York  5.  New  York,  aris- 
ing out  of  a  checking  account,  entitled 
Miss  Lisa  Keller,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obliga- 
tion of  Beneficial  Corporation,  1300  Mar- 
ket Street,  Wilmington  99,  Delaware,  in 
the  amount  of  $264.41,  as  of  December 
29,  1948,  representing  proportionate  dis- 
tribution on  Beneficial  Loan  Society 
Debentures,  and  those  checks  in  pay- 
ment thereof,  drawn  by  said  Beneficial 
Loan  Society,  payable  to  Miss  Lisa  Kel- 
ler, numbered,  dated  and  in  the  amounts 
as  set  forth  below: 

KlHIBIT  A 


Number 

Date 

Amount 

A  1027 

Ffh.  27,1940 
Feb.   2«,  IWl 
Aiie.   3(),  1U41 
Feb.   2S,  HM2 
Atie.  31,1942 
Fi-b.   27,1943 
Auk.  31,1943 
Feb.   29,1944 
Aiif!.  31,1944 
Feb.  28.1946 
..      do 

$36  23 
Xi  33 

A  4(173 

A  V»A 

21.0.-1 

A  4<i;« 

17  fv) 

A  4024 

A  3::r, 

A  3«1H« 

16.  (Kl 

21.17 

6  92 

A  3476 .: 

9.  17 

A  3.'m 

6  ^i 

A  3W11 

.74 

\  2H14 

4.47 

A  1520 

Aug.  31,1945 

1.16 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORrrr:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
tJ  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  8788, 
Oct.  14,  1946,  11  F.  R.  11981. 


which  checks  are  presently  In  the  custody 
of  said  Beneficial  Corporation,  together 
with  any  and  all  rights  to  demand,  en- 
force and  collect  the  aforesaid  debt  or 
other  oblif,'ation,  and  all  rights  in,  to  and 
under,  including  particularly  the  right 
to  possession  and  presentation  for  col- 
lection and  payment  of  the  aforesaid 
checks, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Liza  Keller,  also 
known  as  Lisa  Keller  and  as  Louisa  Kel- 
ler, deceased,  the  aforesaid  nationals  of 
a  designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  leg- 
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atees  and  distributees  of  Liza  Keller, 
also  known  as  Lisa  Keller  and  as  Louisa 
Keller,  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

ISEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    E>oc.    49-1954;    Filed,.  Mar.    14,    1949; 
8:52  a.  m.l 


(Vesting  Order   12903] 

August  Peters  et  al. 

In  re:  Debts  owing  to  August  Peters 
and  others.     D-28-12554. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  each  individual,  whose  name 
and  last  known  address  Is  set  forth  be- 
low, as  follows: 

Names  and   Addresses 

August  Peters,  212  Franz  Seldtestrasse, 
Altenweddlngen.  Germany.  Ellse  Jacobs 
Schulze,  Magdeburg,  Stassfurterstrasse  15. 
Germany.  Auguste  Katharine  Jacobs.  19a 
Falkenstrasse,  Hannover,  Germany.  Gertrud 
Frieda  Mathllde  Heinze,  19a  Falkenstrasse, 
Hannover,  Germany.  Hermann  Jacobs, 
Pechau,  near  Magdeburg,  Germany.  Frled- 
rlch  Jacobs,  Berlin  W.  30,  Gledltschstrasse 
47,  Germany.  Hulda  Jacobs  Wiese,  Magde- 
burg, Stassfurterstrasse  15,  Germany.  Her- 
mlne  Wolf  Hartung,  91  Wanhelmerstrasse, 
Dulsburg  a.  Rheln,  Germany.  Frtedrlch 
Wolf,  2  Llnastrasse,  Helbra,  near  Mansfield, 
Germany.  Lulse  (Louise)  Stacke,  8  Kurt 
Hausmannstrasse,  Schonebeck  A.  D.  Elbe, 
Germany.  ,  Emma  Helnemann,  Parchau,  near 
Magdeburg,  Germany.  Gustav  (Gustave) 
Helmholz,  169  Miihleiistrasse,  Wanzleben, 
Germany.  Anna  Scheucr,  Magdeburg.  Halle- 
schestrasse  3,  Germany.  Hugo  Marx,  Magde- 
bur,  Knabenhauer.  46a,  Germany.  Else 
Michel,  Altenweddlngen,  Bezlrk-Magdeburg, 
Germany.  Reinhold  Meier,  Altenweddlngen, 
Bezlrk-Magdeburg,  Germany.  Mlna  (Minna) 
Donath,  3  Frledrlchstrasse.  Loderburg  near 
Stassfurt,  Germany.  Paul  Bittner,  Menz 
near  Kdnlgsborn,  Bezlrk-Magdeburg,  Ger- 
many. 

Is  a  resident  of  Germany,  and  a  national 
of  a  designated  enemy  country  (Qer- 
many); 


1204 

2.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Wilhelm  Theodor  Peters,  de- 
ceased, who  there  Is  reasonable  cause  to 
believe  are  residents  of  Germany,  are  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  the  property  described  as  fol- 
lows :  AH  those  certain  debts  or  other  ob- 
ligations owing  to  the  persons  whose 
names  are  set  forth  in  subparagraph  1 
hereof  and  the  persons  referred  to  in 
subparagraph  2  hereof,  by  Richter  ti 
Kaiser.  Inc..  186  Remsen  Street.  Brook- 
lyn. New  York,  in  the  total  amount  of 
$1,730.75.  as  of  October  22.  1948,  and  any 
and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
owner.ship  or  control  by  the  persons 
named  in  subparagraph  1  hereof  and  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees  of  Wilhelm 
Theodor  Peters,  deceased,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Wilhelm 
Theodor  Peters,  deceased,  are  not  within 
a  designated  enemy  country,  the  national 
interest  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
con.sultatlon  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,   D.   C,   on 
March  2,  1949. 
For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
(P.    R.   Doc.   49-1955;    Piled,    Mar.    14,    1949; 
8:52  a.  ml 


NOTICES 

tlons  or  other  business  organizations) 
referred  to  or  named  In  Column  5  of 
Exhibit  A  attached  hereto  and  made  a 
part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names  of 
which  persons  are  listed  (a)  in  Column 
3  of  said  Exhibit  A  as  the  authors  of  the 
works,  the  titles  of  which  are  listed  in 
Column  2,  and  the  copyright  numbers,  if 
any,  of  which  are  listed  in  Column  1, 
respectively,  of  said  Exhibit  A,  and/or 
(b)  in  Column  4  of  said  Exhibit  A  as  the 
owners  of  the  copyrights,  the  numbers, 
if  any,  of  which  are  listed  in  Column  1, 
and  covering  works  the  titles  of  which 
are  listed  in  Column  2.  respectively,  of 
said  Exhibit  A,  and  or  fc)  in  Column  5  of 
said  Exhibit  A  as  others  owning  or  claim- 
ing interests  In  such  copyrights)    are 
residents  of,  or  are  organized  under  the 
laws  of,  or  have  their  principal  places 
of  business  in,  such  foreign  country  and 
are  nationals  thereof: 

2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  -Statutory  and  common  law  of  the 
United  States  and  of  the  several  States 
thereof,  of  the  persons  referred  to  In 
Column  5  of  said  Exhibit  A,  and  also  of 
all  other  persons  (including  Individuals, 
partnerships,  associations,  corporations 
or  other  business  organizations), 
whether  or  not  named  elsewhere  in  this 
order  including  said  Exhibit  A,  who  are 
residents  of,  or  which  are  organized  un- 
der the  laws  of  or  have  their  principal 
places  of  business  in,  Germany  or  Japan, 
and  are  nationals  of  such  foreign  coun- 
tries, in,  to  and  under  the  following: 

a.  The  copyrights,  if  any,  described  in 
said  Exhibit  A, 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  repubhcation, 
translation,  arrangement,  dramatization 
and  revision  thereof,  in  whole  or  in  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  number. 


[Vesting  Order   600A-2491 

CoPYHiOHTs  Owned  by  Imperwl  House- 
hold Museum.  Tokyo.  J.apan.  and 
Verlag  von  Gustav  Fischer.  Jena. 
Germany 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons  (including  individ- 
uals, partnerships,  associations,  corpora- 


c.  E\ery  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going, 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts,  by 
way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law.  con- 
tract or  otherwise,  with  respect  to  the 
foregoing, 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any,  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect  to 
the  foregoing,  including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  law  or  statute  for  the 
Infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing, 

is  property  of,  and  Is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  Itself  consti- 
tutes interests  held  therein  by,  the  afore- 
said nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  in  subparagraph  2  hereof,  to 
be  held.  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  in- 
terest of  and  for' the  benefit  of  the  United 
States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C,  on 
February  15,  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Ofjfice  of  Alien  Property. 


Ethibit  a 


Column  1 

Column  2 

Column  3 

Column  4 

Column  ^ 
Identilii'l 

Names    and    U»t 

Narais  and  laft  known  ad- 

|)er«<>ii^ 

Copyright 

TitiM  of  Works 

known  nationalities 

dr<-!ii>es  of  owner  J  of  copy- 

Intercvis 

numbers 

of  authors 

rights 

are  heiiii: 
vested 

Unknown  — 

Bbosoin    Oyoiiimot5ii    turoWu. 
Vcl-i.  lan.lJ.  IiilyiyW;  Vol  .1, 

Unknown 

Imperial  HouMhoId  Muse- 
um,   lokyo.  Jiipan  (.Na- 

Owner. 

Dowralx-r   V.>I»:   Vol.   4,    l)i>- 

tionality.  J  apiuie.*^'; 

cunhcr  1«<1>:  Vol.  .*>.  Uenrn- 

iH-r.  1U33;  Vol  6.  Miirch  IMl: 

Vol.  7,  August  1104;  Vol.  H. 

AiiKUSt  IftV.;  Vol.  tf.  Diet  m- 

V*r  \mr,.  Vol.  10.  NoveinlXT 

• 

1«37;  Vol.  11.  May  !»»».  and 

« 

Vol.   12.   Febnury    ltf40    (to- 

pi'fhw    with     nrcompanyina 

notes.    In    Erwlish,   for   each 

volume)  (illustrated  catalogue 

of  the  Imperial  triasuns  in 

Do    

thePhosoinV 
Vftgetationsbllder,     Vds.    1-25 

Or.   O.   KarM.n  and 

Verlag  von  Ciustav  Fi<i<her, 

Do. 

(1W4-35). 

Dr.      11.      Khenck 

Jtii;».    (iermaiiy    (uatiun- 

(editor«)    (national- 

ality.  Uermiin;. 

it  ie«(      not      »tal>- 

lished). 

Wednesday,  March  16,  1949 

(Vesting  Order  12872) 

Helene  Dentzau 

In  re:  Rights  of  Helene  Dentzau  under 
insurance  contract.    File  No.  F-28-3710- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Helene  Dentzau.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  3000  AB. 
l.ssued  by  the  Metropolitan  Life  Insur- 
ance Company.  New  York,  New  York, 
to  Helene  Dentzau,  together  with  the 
riRht  to  demand,  receive  and  collect  said 
net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L,  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   49-1996;    Filed,   Mar,    15,    1949; 
B:53   a.   m.l 


(P.  R.  Doc.  4»-1969;  Filed,  Mar.  14,   1949;   8:52  a.  m.J 


[Vesting  Order   12880] 
Clara  Knauth  and  Antonio  Knauth 

In  re:  Trust  agreement  dated  1901 
between  Clara  Knauth.  donor,  and  An- 
tonio Knauth.  trustee.  File  No.  F-28- 
19112-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Berta  (Bertha)  Knauth. 
Elisabeth  (Elizabeth)  Knauth.  Helene 
Knauth  and  Karl  Heinz  Knauth.  whose 
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last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Elisabeth  (Elizabeth)  Knauth.  of  Helene 
Knauth  and  of  Senta  Knauth.  deceased, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  1901  by 
and  between  Clara  Knauth.  donor,  and 
Antonio  Knauth,  trustee,  presently  being 
administered  by  Theodore  W.  Knauth, 
successor  trustee,  16  Charlton  Street, 
New  York  14,  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
issue  names  unknown  of  Hisabeth  (Eliza- 
beth »  Knauth,  of  Helene  Knauth  and  of 
Senta  Knauth,  deceased,  are  not  within 
a  designated  enemy  country,  the  national 
interest  t)f  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "de.signated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   4J*-1997;    Filed.   Mar.    15,    1949; 
8:63  a.  m.) 


WiLLEM  NiCOLAAS  VAN  DRANKW 

notice    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Washington,  D.  C,  Includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses; 
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Claimant.  Claim  No.,  and  Property 

WUlem  Nlcolaas  van  Dranen,  «le  BUt,  The 
Netherlands;  6561;  Property  descrlt>ed  In 
Vesting  Order  No.  291  (7  F.  R.  9834.  November 
26,  1942)  relating  to  United  States  Patent 
Application  Serial  No.  326,773  (now  United 
States  Letters  Patent  No.  2,313.304). 

Executed  at  Washington,  D.  C,  on 
March  9.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.    Doc.   49-2000;    Filed.    Mar.    16,    1949; 
8:53  a.  m.| 


James  L.  Skerritt 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  Infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant.  Claim  No.,  and  Property 

James  L.  Skerritt,  Executor  of  the  Estate  of 
Richard  H.  Strongman.  Deceased,  New  York, 
N.  Y.,  14194;  Property  described  in  Vesting 
Order  No.  201  (8  F.  R.  625.  January  16,  1943). 
relating  to  United  States  Letters  Patent  No. 
2,074,020. 

Executed  at  Washington,  D.  C,  on 
March  9.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.    Doc.   49-2001;    Filed.   Mar.    15.    1949; 
8:63  a.  m.) 


(Return  Order  278] 
Dr.  Jacob  Jacobson 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorpo- 
rated by  reference  herein  and  filed  here- 
with. 

It  is  ordered.  That  the  clalnied  prop- 
erty, described  below  and  In  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses : 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Dr.  Jacob  Jacobson.  New  York,  N.  Y..  Claim 
No.  34873.  February  6,  1949  (14  F.  R.  516); 
Property  described  In  Vesting  Order  No.  66tf 
(8  F.  R.  6047,  AprU  17.  1943).  relating  to 
United  States  Letters  Patent  No.  2,081.934. 
This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  abov« 
patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 


f(MCC 


lAR  t9  '49 
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Executed  at  Washington.  D.   C,  on 
March  9.  1949. 

For  the  Attorney  General. 

IsiAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.   49-1998.    Piled.   Mar.    15.    1948; 
8:53  a.  ra.l 


(Return  Order  279] 
Antoine  Gazda 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 


NOTICES 

tlon  allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  pastlnfringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  to 
Return  Published,   and  Property 

Antoine  Gazda.  Providence,  R.  I ,  Claim 
No.  A-136;  October  15.  1948  (13  F.  R.  6072); 
Property  described  In  Vesting  Order  No.  1029 
(8  P.  R.  4206  AprU  2.  1943)  relating  to  United 
States  Letters  Patent  Noe.  2,367,572;   2,317.- 


267  and  Patent  Application*  Serial  Nos  2f9  - 
661:  318.571;  334.446;  354.447  and  269.273 
This  return  shall  not  be  deemed  to  Include 
the  rlghU  of  any  licensees  under  the  above 
patents  and  patent  applications. 

Appropriate    document-s    and    papers 
effectuating  this  order  will  issue. 

Executed   at  Washington,  D.   C,  on 
March  9,  1949. 

For  the  Attorney  General. 

[SBAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.  Doc.   49-1999;    Filed.   Mar.    15.    1949, 
8:53  a.  m.] 
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Washington,  Thursday,  March  17,  J  949 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  AgricultiKe 

Part  201 — Federal  Seed  Act  Regulations 

Editorial  Note:  §§201.172,  201.174. 
and  201.176  have  been  excluded  from 
the  Code  of  Federal  Regulations,  1949 
Edition. 


Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

(Quarantine  No.  72] 
Part  301 — Domestic  Quarantine  Notices 

SUBPART — white-fringed    BEETLE 

quarantine 

Pursuant  to  the  authority  vested  in  the 
Secretary  of  Agriculture  by  the  Plant 
Quarantine  Act  of  August  20.  1912.  as 
amended  (7  U.  S.  C.  and  Supp..  151  et 
seq.).  and  the  Insect  Pest  Act  of  March 
3.  1905  (7  U.  S.  C.  141  et  seq.>,  and  after 
public  hearing  and  due  consideration  of 
all  relevant  material  presented  thereat, 
the  quarantine  and  supplemental  regula- 
tions In  7  CFR  §§301.72  through 
301.72-9.  13  P.  R.  2811  are  hereby 
amended  to  read  as  follows: 

Sec. 

301.72 

301,72-1 

301.72-2 

301  72-3 

301.72-4 

301.72-5 


301  72-6 
301.72-7 
301  72-8 

301.72-8 


Notice  of  quarantine. 

Definitions. 

Regulated  areas. 

Regulated  articles. 

Conditions  of  movement. 

Conditions    under    which    certifi- 
cates and  permits  may  be  Issued. 

Request  for  certification;  assembly 
of  articles. 

Cancellation     of     certificate*     or 
permits. 

Dlslnfesting 
containers 


vehicles,    machinery, 
and  other  articles. 
Shipments  for  scientific  purposes. 

AiTHoarrr:  H  301.72  to  301.72-9  Issued 
u:.tJer  sees.  1,  3,  33  Stat.  1269.  1270;  sec.  8, 
37  Stat.  318.  as  amended;  7  U.  8.  C.  141,  143. 
161. 

§301.72  Notice  of  quarantine.  Un- 
der the  authority  conferred  by  section  8 
of  the  Plant  Quarantine  Act  of  August 


20,  1912.  as  amended  (7  U.  S.  C  161),  the 
Secretary  of  Agriculture,  having  held 
the  public  hearing  required  thereunder, 
quarantines  the  States  of  Alabama,  Flor- 
ida. Georgia.  Louisiana.  Mississippi. 
North  Carolina,  South  Carolina,  and 
■Tennessee,  to  prevent  the  spread  of  in- 
festations of  destructive  introduced  spe- 
cies of  the  genus  Graphognathus,  com- 
monly known  as  white-fringed  beetles, 
and  under  authority  contained  in  the 
Plant  Quarantine  Act  and  the  Insect 
Pest  Act  of  March  3.  1905  (7  U.  S.  C.  141 
et  seq.>,  the  Secretary  of  Agriculture 
hereinafter  prescribes  regulations  gov- 
erning the  movement  of  white-fringed 
beetles  and  carriers  thereof.  Hereafter, 
(a)  live  white-fringed  beetles  in  any 
stage  of  develc^ment;  (b)  soil  irxlepend- 
cnt  of  or  in  connection  with  nursery 
stock,  plants,  or  other  things;  f.nd  (c) 
nursery  stock,  other  plants  or  plant 
products,  and  other  articles  stipulated  in 
said  regulations  shall  not  be  shipped, 
offered  for  shipment  to  a  common  car- 
rier, received  for  transportation  or 
traiLsported  by  a  common  carrier,  or 
carried,  transported,  moved,  or  allowed 
to  be  moved  from  any  of  said  quaran- 
tined States  Into  or  through  any  other 
State  or  Territory  of  the  United  States 
or  the  Dl5;trict  of  Columbia  in  manner 
or  method  or  under  conditions  other 
than  those  prescribed  in  the  rules  and 
regulations  hereinafter  made  and 
amendments  thereto:  Provided.  That  the 
requirements  of  this  quarantine  and  of 
the  regulations  supplemental  hereto  are 
hereby  limited  to  the  areas  in  a  quaran- 
tined State  which  are  now,  or  which  may 
hereafter  be.  designated  by  the  Secre- 
tary of  Agriculture  as  regulated  areas. 
adequate,  in  his  Judgment,  to  prevent 
the  spread  of  the  white-fringed  beetles, 
but  any  such  limitations  are  hereby  con- 
ditioned upon  the  control  by  the  affected 
State  or  States,  of  the  intrastate  move- 
ment of  said  insect  pests  and  carriers 
thereof  under  the  same  conditions  as  ap- 
ply to  their  interstate  movement  under 
the  provisions  of  currently  existing  Fed- 
eral quarantine  regulations,  and  upon 
their  enforcing  such  control  and  sanita- 
tion measures  with  respect  to  such  areas 
or  portions  thereof  as.  in  the  judgment 
of  the  Secretary  of  Apiculture,  shall  be 
adequate  to  prevent  the  intrastate 
(Continued  on  next  page) 
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spread  therefrom  of  the  said  insect  in- 
festation: Provided  further.  That  when- 
ever the  Chief  of  the  Bureau  of  Ento- 
mology and  Plant  Quarantine  shall  find 
that  facts  exist  as  to  the  pest  risk  in- 
volved in  the  movement  of  one  or  more 
of  the  articles  to  which  the  regulations 
supplemental  hereto  apply,  except  live 
white-fringed  beetles  in  any  stage  of  de- 
velopment, making  it  safe  to  modify,  by 
making  less  stringent,  the  restrictions 
contained  in  such  supplemental  regula- 
tions, he  shall  set  forth  and  publish  such 
finding  in  administrative  instructions, 
specifying  the  manner  in  which  the  ap- 
plicable regulations  should  be  made  less 


stringent,  whereupon  such  modification 
shall  become  effective,  for  such  period 
and  for  such  regulated  area  or  portion 
thereof  and  for  such  article  or  articles  as 
shall  be  specified  In  said  administrative 
instructions,  and  every  reasonable  effort 
shall  be  made  to  give  publicity  to  such 
administrative  instructions  throughout 
the  affected  areas. 

5  301.72-1  Definitions.  For  purposes 
of  the  regulations  in  this  subpart  the 
following  terms  shall  be  construed,  re- 
spectively, tt)  mean: 

(a)  Pests.  Species  of  the  genas 
Graphognathus,  commonly  known  as 
white-fringed  beetles,  in  any  stage  of 
development. 

(bJ  Infested  (infestation't.  Infested  by 
the  pests.  "Infestation"  shall  be  construed 
accordingly. 

(c)  Regulated  area.  Any  area  in  a 
quarantined  State  designated  as  regu- 
lated in  the  regulations  in  this  subpart. 

(d )  Infested  area.  That  portion  of  the 
regulated  area  in  which  Infestation  ex- 
ists, or  in  the  vicinity  of  which  Infesta- 
tion is  known  to  exist  under  such  condi- 
tions as  to  expose  the  area  to  infestation 
by  natural  spread  of  beetles,  as  deter- 
mined by  an  Inspector. 

(e)  Regulated  articles.  Products  or 
articles  of  any  character  whatsoever,  the 
movement  of  which  is  regulated  by  the 
quarantine  and  regulations  in  this  sub- 
part. 

( f )  Nursery  stock.  Forest,  field,  green- 
house-grown, and  pot-grown  plants  with 
roots,  including  all  ornamental  and  vege- 
table plants. 

(g)  Chief  of  the  Bureau.  Chief  of  the 
Bureau  of  Entomology  and  Plant  Quar- 
antine. 

(h)  Inspector.  A  duly  authorized  Fed- 
eral plant-quarantine  inspector. 

ii»  Moved  (move, movement "> .  Shipped, 
offered  for  shipment  to  a  common  carrier, 
received  for  transportation  or  tran.s- 
ported'by  a  common  carrier,  or  carried, 
tran.'^ported,  moved,  or  allowed  to  be 
moved  from  any  regulated  area  of  a  quar- 
antined State  into  or  through  any  other 
State  or  Territory  or  District.  "Move" 
and  "movement"  shall  be  construed 
accordingly. 

(j)  Certificate.  A  document  issued  by 
an  inspector  for  use  on  individual  con- 
tainers, packages,  parcels,  or  units  of 
regulated  articles,  authorizing  their 
movement  from  the  regulated  areas. 

(k)  Master  certificate.  A  document, 
indicating  the  quantity  p.nd  nature  of  the 
articles  covered  thereby,  issued  by  an  in- 
spector for  ase  with  bulk  or  lot  shipments 
of  regulated  articles  by  rail,  boat,  or 
road  vehicle,  authorizing  theh-  movement 
from  the  regulated  areas. 

(1)  Limited  permit.  A  document,  is- 
sued by  an  inspector,  to  allow  controlled 
movement  of  noncertified  articles  to  de.s- 
ignated  and  authorized  destinations  for 
processing  or  other  regulated  safe 
handling. 

(m)  Dealer-carrier  agreement.  A 
document  constituting  an  agreement  to 
comply  with  stipulated  quarantine  con- 
ditions, executed  by  persons  or  firms  en- 
gaged in  purchasing,  handling,  process- 
ing, utilizing,  or  moving  regulated 
articles. 
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(n)  Admfnistratire  instructions.  Doc- 
uments relating  to  the  enforcement  of 
the  quarantine  in  this  subpart  issued 
under  authority  of  the  provisions  thereof 
by  the  Chief  of  the  Bureau. 

§  301.72-2  Regulated  areas.  The  fol- 
lowing counties,  parishes,  cities,  and 
town.s.  or  parts  thereof,  as  described,  are 
de.'>ignated  by  the  Secretary  of  Agricul- 
ture as  regulated  areas: 

Alabama:  Baldwin  County:  Sec.  31.  T.  7  S, 
R.  4  E.;  sees.  35  and  36,  T.  7  S.  R.  3  E  ;  sees. 
1.  2.  11.  and  12.  T.  8  S..  R.  3  E.;  sees.  6  and  7. 
T  8  S..  R.  4  E  :  and  sees.  28,  29,  30.  31,  32,  and 
33,  T.  5  S..  R.  4  E. 

Clarke  County:  NS  T.  8  N  .  R.  3  E  .  and  S', 
T.  9  N..  R.  3  E..  Including  all  of  the  town  of 
Grove  Hlil. 

Coffee  County:  S^j  T.  4  N..  R  20  E  ;  and 
all  that  part  of  T.  3  N..  R.  20  E.  lying  In 
Coffee  County. 

Conecuh  County:  W«i  T.  5  N..  R.  9  E.:  and 
those  parU  of  T.  4  N.,  R.  6  E.,  Tps.  4  and  6 
N  ,  R.  7  E.  Tps.  5  and  6  N..  R.  8  E  .  W,  T. 
6  N  .  R.  9  E..  and  Tps.  7  and  8  N..  R.  9  E  .  lymg 
In  Conecuh  County. 

Covington  County:  Sees.  30  and  31.  T.  2 
N  .  R.  18  E  .  S'j  Tps.  2  N..  Rs.  16  and  17  E  . 
sees.  3.  4.  5.  8.  9.  10.  15.  16.  17.  20.  21.  and 
22.  T.  2  N..  R.  16  E.:  sees.  25.  26.  35.  and  36. 
T  2  N..  R.  15  E..  E'a  T.  1  N  .  R.  15  E  .  Tps.  1 
N  .  Rs.  16.  17.  and  18  E  .  and  all  area  south 
thereof  to  the  Alabama-Florida  State  line. 
Including  all  of  sees.  22  and  27.  T.  6  N  .  R.  23 
W  :  N»,  T.  3  N.,  R  18  E  ;  W^j  T.  4  N  .  R  18  B.. 
Including  all  of  the  city  of  Opp;  all  of  T.  4  N.. 
R.  17  E  ;  E'j  T.  4  N  .  R.  16  E.;  N'g  and  sees. 
\2.  13.  24.  and  26.  T.  3  N  .  R  17  E.;  sees  13.  14. 
15.  22,  23,  24.  25.  26.  27.  34.  35,  and  36,  T.  4 
N  .  R.  15  E  :  and  sees.  15.  16,  17.  20.  21,  22. 
27.  28.  29.  32.  33.  and  34,  T  3  N  .  R.  16  E. 

Crenshaw  County:  Sees.  27.  28.  29.  30.  31. 
32.  33.  and  34.  T.  9  N  .  R  18  E  ,  and  sees.  3. 
4,  5,  and  6.  T.  8  N  ,  R.  18  E  ,  Including  all  of 
the  town  of  Luverne. 

Dallas  County:  That  area  included  within 
a  boundary  beginning  on  the  Southern  Rail- 
way where  It  crosses  Bogueehitto  Creek, 
thence  SW.  along  the  Southern  Railway  to 
Caine  Creek,  thence  6E.  along  Caine  Creek 
to  Its  intersection  with  Bogueehitto  Creek, 
and  thence  northward  along  Bogueehitto 
Creek  to  the  starting  point;  all  of  Tps  13  and 
14  N..  R.  11  E;  E's  T.  14  N..  R.  10  E.:  and 
that  area  Included  within  a  boundary  be- 
ginning at  a  point  where  the  south  line  of 
see.  14.  T.  16  N  .  R.  10  K..  Intersects  Alabama 
River,  thence  east  to  a  point  where  the  south 
hne  of  see.  14.  T.  16  N  .  R.  11  E..  InterseeU 
Alabama  River,  and  thence  downstream 
along  Alabama  River  to  the  point  of  begin- 
ning. 

Escambia  County:  Sees.  1.  2.  U,  12,  13,  14. 
82.  33.  34.  35.  and  36.  T.  1  N  .  R.  8  E  ,  including 
all  of  the  town  of  Flomaton;  sees.  33,  34,  35, 
and  36.  T.  1  N..  R.  10  E  .  and  ail  area  south 
thereof  to  the  Alabama-Florida  State  line; 
Biui  N'j  Tps.  3  N  .  Rs  6  and  7  E. 

Geneva  County:  Sees.  31.  32.  33.  T.  1  N  . 
R  19  E.,  and  all  area  south  thereof  to  the 
Alabama-Florida  State  line.  Including  aU  of 
sees.  21  and  28.  T.  6  N  .  R.  19  W  ;  sees.  8.  9, 
10  11.  14.  15.  16.  17.  20.  21.  22.  and  23.  T.  1 
N.  R.  20  E;  and  all  that  part  of  T.  3  N., 
R   20  E  .  lying  in  Geneva  County. 

Jefferson  County:  Sees.  17.  18.  19.  and  20. 
T.  18  S  .  R.  3  W  .  and  that  area  Included 
within  the  corporate  limits  of  the  city  of 
Birmingham. 

Lowndes  County:  All  of  T.  14  N..  R.  12  E. 

Mobile  County:  That  area  Included  within 
ft  boundary  beginning  at  the  Intersection  of 
Mobile  River  and  the  north  boundary  of 
S'2  T.  3  S..  R.  1  W..  thence  west  along  satd 
north  boundary  to  Bi.ght  MUe  Creek,  thence 
southwesterly  along  Eight  Mile  Creek  to  the 
point  of  Intersection  with  the  range  line 
between  Rs.  1  and  2  W  .  thence  south  along 
Bald  range  line  to  the  MobUe  city  limits  at 
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Bolton  Ch-e«k,  thence  following  the  Mobile 
city  limits  easterly  to  Mobile  Bay.  and  thence 
north  along  MobUe  Bay  and  Mobile  River  to 
the  starting  point;  all  of  Blakeley.  Pinto,  and 
Sand  Islands;  sees.  29.  30,  31.  and  32.  T.  3 
8.  R.  2  W  :   sees.  6,  6.  7.  and  8.  T.  4  S..  R. 

2  W.;  sees.  25.  26.  85.  and  36.  T.  3  S.,  R.  3 
W  ;  sees.  1.  2.  11.  and  12.  T.  4  S.  R.  3  W  ; 
and  that  area  Included  within  a  boundary 
beginning  at  a  point  where  Halls  Mill  Creek 
intersects  the  range  line  between  Rs.  2  and 

3  W..  thence  west  to  the  Dawes-Dees  Road, 
thence  southwest  along  satd  road  to  the 
Alabama-Mississippi  State  line,  thence  south 
to  the  south  line  of  sec.  8,  T.  7  S..  R.  4  W., 
thence  east  to  the  southeast  corner  see  9. 
T.  7  S  .  R.  3  W..  thence  north  to  the  north- 
east corner  sec.  4.  T.  7  S  .  R.  3  W..  thence 
east  to  the  southeast  corner  see.  33.  T.  6 
8..  R.  a  W..  thence  north  to  the  northeast 
corner  see.  28.  T.  6  S..  R.  2  W.,  thence  east 
to  the  southeast  corner  see  24.  T.  6  S.,  R. 
2  W.  thence  north  to  Hall*  Mill  Creek,  and 
thence  upstream  along  Halls  Mill  Creek  to 
the  point  of  beginning. 

Monroe  County:  S'-,  T.  5  N  .  R  6  E.;  NE'4 
T.  5  N..  E'2  Tps.  6.  7.  8.  and  9  N  .  and  SE^ 
T.  10  N  .  R.  7  E:  Tps.  7.  8.  and  9  N..  and 
S'i  T.  10  N..  R   8  E  ;  all  of  T.  9  N..  and  S>2  T. 

10  N  ,  R.  9  E.;  and  those  parts  of  Tps.  3  and  4 
N.  R.  6  E,  T.  4  N,  and  S''2  T.  6  N,  R.  7  E, 
Tpe.  5  and  6  N..  R.  8  E..  and  Tps.  6,  7.  and  8 
N..  R   9  E .  lying  in  Monroe  County. 

Montgomery  County:  That  area  Included 
within  a  boundary  beginning  at  a  p>olnt  where 
the  east  line  of  sec.  11,  t'  17  N.  R.  18  E. 
Intersects  Tallapoosa  River,  thence  down- 
stream along  Tallapoosa  River  to  its  conflu- 
ence with  Dead  River,  thence  along  Dead  River 
to  Its  confluence  with  Alabama  River,  thence 
along  Alabama  River  to  a  point  where  It  In- 
tersects the  west  line  of  see.  28.  T.  17  N.. 
R.  17  E  .  thence  south  along  the  section  line 
to  the  SW.  corner  see.  28.  T.  16  N  .  R.  17  E.. 
thence  east  along  the  section  line  to  the  SE. 
corner  see.  26.  T  16  N  .  R.  18  E  .  and  thence 
north  along  the  section  line  to  the  point  of 
beginning. 

Wilcox  County:  NI2  T.  10  N..  and  all  of  T. 

11  N  .  R  9  E  :  N'2  T.  10  N  .  R  8  E.;  NE'4  T.  10 
N  .  R.  7  E  :  NK'4  T.  10  N..  R.  10  E.:  SW>4  T. 

12  N..  R   9  E  :  and  SE'4  T.  12  N..  R.  8  E. 
Florida:  Escambia  County:   All   that   part 

lying  south  of  the  north  boundary  of  T.  1 
N..  Including  all  of  the-  city  of  Pensaeola; 
that  part  of  the  county  lying  north  of  the 
south  boundary  and  east  of  the  west  boun- 
dary of  T  5  N  .  R.  31  W  ;  E^,  T.  5  N..  R.  32  W.; 
and  sees.  33.  34.  35.  and  36.  T.  6  N..  R.  32  W. 

Holmes  County:  Sees.  5.  6.  7.  8.  17.  18.  19. 
and  20.  T.  5  N  .  R.  14  W.;  sees.  29.  30.  31,  and 
32.  T.  6  N  .  R.  14  W  :  sees.  25.  26.  27.  34.  35.  and 
36.  T.  6  N..  R.  15  W.';  and  sees.  1,  2.  3.  10.  11, 
12.  13.  14.  15.  22.  23.  and  24.  T.  5  N.,  R.  15  W. 

Jackson  County:  S\  T.  4  N..  R.  8  W..  ex- 
cept sees.  12.  13.  24.  25.  and  36.  and  E'j  T. 

4  N.,  R.  9  W..  except  sees.  1  and  2.  Including 
all  of  the  towns  of  Cypress  and  Grand  Ridge. 

Okaloosa  County:  T.  5  N..  R.  22  VV..  and 
sees.  1.  2.  and  3,  T.  6  N.,  R.  23  W..  and  all  lands 
north  of  both  areas  to  the  Florida- Alabama 
State  line;  sees.  7.  8.  9,  16.  17.  18.  19.  20,  and 
21.  T.  3  N..  R.  23  W..  Including  all  of  the  town 
of  Crestvlew;  and  sees.  13.  14.  23,  and  24.  T.  3 
N..  R.  24  W. 

Santa  Rosa  County:  Sees.  2.  3.  4.  and  5.  T.  5 
N  .  R.  28  W..  and  all  area  north  thereof  to  the 
Florida- Alabama  State   line 

Walton  County:  All  of  Tps.  5  N..  Rs.  20  and 
21  W..  and  sees.  31.  32.  and  33.  T.  6  N.,  R.  19  W., 
and  all  lands  north  of  both  areas  to  the  Flor- 
ida-Alabama State  line;  Tps.  4  N..  Rs.  19  and 
20  W.;  that  part  of  T.  3  N..  R.  20  W..  lying 
north  of  U  6.  Highway  No.  90;  all  of  T.  3  N.. 
R.  19  W.;  and  that  part  of  T.  4  N.,  R.  18  W.. 
lying  In  Walton  County. 

Georgia:  Baldwin  County:  That  area  In- 
cluded within  the  corporate  limits  of  th« 
city  of  MUledgevllle. 

Ben  Hill  County:  That  area  bounded  on  tht 
east  by  a  line  parallel  to  and  >  2  mile  east  of 
the  Fitzgerald  city  limits,  oa  the  south  by  a 
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line  parallel  to  and  ^  mile  south  of  the  Fitz- 
gerald city  limits,  on  the  west  by  a  line  par- 
allel to  and  1/^  mile  west  of  the  Fitzgerald  city 
limits,  on  the  north  by  a  line  parallel  to  and 
'-i  mile  north  of  the  Fitzgerald  city  limits. 
and  the  projections  of  such  lines  to  their 
Intersections,  Including  all  of  the  city  of 
Fitzgerald. 

Bibb  County:  That  area  included  within 
the  Georgia  MUltla  Districts  of  East  Macon. 
Godfrey.  Vlnevllle.  Hazzard.  and  Howard;  and 
that  portion  of  the  Georgia  MUitia  District  of 
Rutland  lying  east  of  a  line  beginning  at  the 
point  where  U.  S.  Highway  No.  41  crosses  the 
north  boundary  of  said  militia  district  (To- 
besofkee  Creek)  and  running  southward 
along  said  highway  to  Its  Junction  with  H;a-t- 
ley  Bridge  Road  and"  thence  southwestward 
along  said  road  to  the  west  boundary  hne  of 
said  mllltla  district. 

Bleckley  County:  That  area  included  with- 
in the  corporate  limits  of  the  city  of  Coch- 
ran; and  that  portion  of  the  Georgia  Militia 
District  of  Manning  Included  within  a  circle 
having  a  2',2-™il'  radius  and  center  at  the 
intersection  of  the  Bleckley.  Laurens,  Twiggs, 
and  Wilkinson  County  lines. 

Bulloch  County:  That  area  included  within 
a  circle  having  a  2-mlle  radius  and  center  at 
the  Bulloch  County  Courthouse  in  States- 
boro.  Including  all  of  the  city  of  Statesboro; 
and  that  area  included  within  a  circle  hav- 
ing a  1-mlle  radius  and  center  at  the  Georgia 
and  Florida  Railroad  depot  in  Portal,  includ- 
ing all  of  the  town  of  Portal. 

Burke  County:  That  area,  comprising  parts 
of  Georgia  Militia  Districts  numbers  60  and 
62.  bounded  on  the  east  by  Fitz  Brancii.  on 
the  south  by  a  line  beginning  at  the  Intersec- 
tion of  Georgia  State  Highway  56  and  the 
Heplazlbah  Road  and  extending  due  east  to  its 
Intersection  with  Fitz  Branch,  on  the  west  by 
Hephzibah  Road,  and  on  the  north  by  Biier 
Creek,  included  all  of  the  city  of  Waynesboro. 

Candler  County:  That  area  included  with- 
in a  circle  having  a  114-mUe  radius  and 
center  at  the  Intersection  in  Metter  of  Georgia 
State  Highways  23  and  46,  Including  all  of 
the  city  of  Metter. 

Clayton  County:  That  area  located  be- 
tween the  town  of  Lcvejoy  and  the  city  of 
Jonesboro  Included  within  land  lots  numbers 
98.  99,  100.  124.  125,  126.  127,  130.  131.  132.  133. 
157.  158.  and  159  in  the  Sixth  Land  District. 

Coffee  County:  That  area  included  within 
the  corporate  limits  of  the  city  of  Douglas; 
and  that  area  Included  within  a  circle 
having  a  1-mlle  radius  and  center  at  the 
Atlanta.  Birmingham  and  Coast  Railroad 
depot  In  Ambrose,  Including  all  of  the  town 
of  Ambrose. 

Crawford  County:  That  area  Included 
within  a  circle  having  a  l>,2-mile  radius  and 
center  at  the  Intersection  In  Roberta  of  U.  S. 
Highway  No.  80  and  Georgia  State  Highway  7. 
Including  all  of  the  city  of  Rolierta  and  the 
town  of  Kncxville. 

Crisp  County:  That  area  Included  within 
the  corporate  limits  of  the  city  of  Cordele. 

Dodge  County:  That  area  Included  within 
land  lot  numbers  6.  7.  8.9.  10. 11.  12.  13,  18,  19, 
20,  21,  22.  23.  24.  25.  36.  37,  38,  39,  40.  41.  and 
42  In  the  Fifteenth  Land  District,  and  land 
lots  numbers  278.  279.  280,  281.  282.  289.  2r0. 
291,  292.  293.  294,  295,  306.  307.  308.  309.  310, 
311.  and  312  In  the  Sixteenth  Land  District, 
Including  all  of  the  city  of  Eastman. 

Emanuel  County:  That  area  Included 
within  a  circle  having  a  l'2-niile  radius  end 
center  at  the  trnlon  Grove  Methodist  Church 
In  Georgia  Militia  District  No.  49. 

Evans  County:  That  area  included  within 
a  circle  having  a  1-mile  radius  and  center  at 
the  Seaboard  Air  Line  Railroad  depot  In 
Daisy,  Including  all  of  the  town  of  Daisy. 

Houston  County:  That  area  Included 
within  the  Lower  Fifth  Georgia  Militia  Dis- 
trict. Including  all  of  the  city  of  Warner 
Robins  and  all  of  Robins  Air  Force  Base; 
an  area  2  miles  wide  beginning  north  of 
Perry  and  bounded  on  the  north  by  Mosey 
Creek  and  extending  southward  along  U.  S. 
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Highway  No.  41  with  said  highway  as  a  center 
nn«  to  the  Junction  with  and  bounded  on 
the  south  by  Georgia  State  Highway  26, 
Including  all  of  the  city  of  Perry;  and  an 
area  2  miles  wide  beginning  north  of  Clinch- 
field  and  bounded  on  the  north  by  Big  Indian 
Creek  and  extending  southwesterly  along  the 
Southern  Railway  with  said  railway  as  a 
center  line  to  the  Junction  with  and  bounded 
on  the  south  by  Burnham  Branch  south- 
west of  Grovanla.  Including  all  of  the  com- 
munities of  Cllnchfleld  and  Grovanla. 

Irwm  County:  That  area  Included  within 
a  circle  having  a  'i-mlle  radius  and  center 
at  the  Intersection  In  Irwlnvllle  of  Georgia 
State  Highway  32  and  the  Jefferson  Davis 
Memorial  State  Park  Road;  that  area  In- 
cluded within  the  corporate  limits  of  the 
city  of  Ocllla;  an  area  1  mile  wide  bounded 
on  the  south  and  east  by  the  Irwin-Coffee 
County  line  and  extending  northwesterly 
along  the  Atlanta,  Birmingham  and  Coast 
Railroad  with  said  railroad  as  a  center  line 
for  a  distance  of  IVi  miles  beyond  the 
Atlanta.  Birmingham  and  Coast  Railroad 
station  In  Wray;  and  an  area  2  miles  wide 
beginning  at  the  Atlanta.  Birmingham  and 
Coast  Railroad  In  Georgia  Militia  District  No. 
1661  and  extending  southeasterly  along 
Georgia  State  Highway  32  with  said  high- 
way as  a  center  line  to  the  east  boundary 
of  said  mlUtla  district. 

Jasper  County:  That  area  Included  within 
GeorRla  Mllltla  Districts  numbers  262.  289. 
and  295;  and  that  portion  of  Georgia  Militia 
Districts  numbers  288  and  291  lying  south 
of  Whlteoak  and  Murder  Creeks. 

Jefferson  County:  That  area  Included 
within  the  corporate  limits  of  the  city  of 
Louisville;  and  that  area  Included  within 
a  circle  having  a  1-mlle  radius  and  center 
at  the  Central  of  Georgia  Railway  depot  In 
Bartow,  including  all  of  the  town  of  Bartow. 
Johnson  County:  That  area  Included 
within  the  corporate  limits  of  the  city  of 
Wrlghtsvllle;  and  an  area  1  mile  wide 
beginning  at  the  west  corporate  limits  of 
WrlghtsvlUe  and  extending  southwesterly 
along  Georgia  State  Highway  15  with  said 
highway  as  a  center  line  to  the  Ohoopee 
River. 

Laurens   County:  That   area    bounded    on 
the  east  by  Oconee  River,  on  the  south  by 
Long   Branch,   on   the   north   by   the    north 
boundary  line  of  the  Georgia  Militia  District 
of  Dublin,  and  on  the  west  by  a  line  begin- 
ning at  the  point  where  Georgia  State  High- 
way  19  crosses  Sandy  Ford  Branch  west  of 
Dublin    and    extended    due    north    and    due 
south  to  the  points  of  Its  Intersections  with 
the  north  and  south  boundaries.  Including 
all  of  the  city  of  Dublin;  that  portion  of  the 
Georgia  Militia  District  of  Harvard  Included 
within  a  circle  having  a  2V2-inlle  radius  and 
center   at  the   Intersection  of  the  Bleckley, 
Laurens.    T<vlggs.     and     Wilkinson     County 
lines,  including  all  of  that  portion  of  Allen- 
town  lying  In  Laurens  County;  that  portion 
of  the  Georgia  Militia  District  of  Smith  lying 
north  of  the  Macon.  Dublin  and  Savannah 
Railroad  and  east  of  Shaddock  Creek;    and 
that  area  Included  within  a  circle  having  a 
1-mlle  radius  and  center  at  the  Macon.  Dub- 
lin and  Savannah  Railroad  depot  In  Dudley, 
Including  all  of  the  town  of  Dudley. 

Macon  County:  That  area  Included  within 
the  Georgia  Mllltla  District  of  Marshallvllle, 
including  all  of  the  town  of  Marshallvllle: 
that  portion  of  the  Georgia  Militia  District 
of  Montezuma  lying  north  of  the  city  of 
Montezuma  and  bounded  on  the  east  by  the 
Central  of  Georgia  Railway;  and  those  areas 
Included  within  the  corporate  limits  of  the 
cities  of  Montezuma  and  Oglethorpe.  ' 

Monroe  Cminty:  That  area  Included  with- 
in the  corporate  limits  of  the  city  of  For- 

BVth. 

'  Montgomery  County:  That  area  bounded 
on  the  east  by  the  Montgomery-Toombs 
County  line,  on  the  south  by  Rocky  Creek, 
on  the  west  by  Georgia  State  Highway  29. 
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and  on  the  north  by  Swift  Creek;  and  thoM 
areas  included  within  the  corporate  limit* 
of  the  city  of  Mount  Vernon  and  the  town 
of  Alley. 

Newton  County:  That  area  Included  with- 
in a  circle  having  a  1-mlle  radius  and  center 
at  the  Potterdale  High  School,  including  all 
of  the  town  of  Porterdale. 

Peach  County:  That  area  Included  within 
the  Georgia  Mllltla  District  of  Fort  Valley. 
Including  all  of  the  city  of  Fort  Valley;  and 
that  area  Included  within  the  corporate  lim- 
its of  the  town  of  Byron. 

Putnam  County:  That  area  Included  with- 
in the  Georgia  Mllltla  District  of  Ashbank. 

Richmond  County:  That  portion  of  the 
Georgia  Mllltla  District  of  Forest  Hills 
bounded  on  the  south  by  Raes  Creek  and 
Lake  Olmsted  and  on  the  west  by  the  Berk- 
man  Road  and  a  line  extended  due  north 
from  the  point  of  Intersection  of  the  Berk- 
man  and  Washington  Roads. 

Screven  County:  That  area  Included 
within  a  circle  having  a  2-mlle  radius  and 
center  at  the  Screven  County  Courthouse  In 
Sylvanla.  Including  all  of  the  city  of 
Sylvanla. 

Sumter  County:  That  area  Included  within 
the  corporate  limits  of  the  city  of  Americus; 
and  an  area  1  mile  wide  beginning  at  the 
east  corporate  limits  of  Americus  and  ex- 
tending along  U.  S.  Highway  No.  280  with 
said  highway  as  a  center  line  to  Mill  Creek. 
Taylor  County:  That  area  Included  In  the 
Georgia  Mllltla  District  of  Reynolds.  Includ- 
ing all  of  the  town  of  Reynolds;  and  that 
area  Included  within  a  circle  having  a  2>2- 
mlle  radius  and  center  at  Taylor  County 
Courthouse  In  Butler.  Including  all  of  the 
town  of  Butler. 

Tel/air  County:  Those  areas  included 
within  the  corporate  limits  of  the  town  of 
Helena  and  the  city  of  McRae. 

Toombs  County:  That  area  bounded  on  the 
east  by  the  east  boundaries  of  the  Georgia 
Mllltla  Districts  of  Vldalla  and  Center,  on 
the  south  by  Rocky  Creek,  on  the  west  by  the 
Toombs-Montgomery  County  line,  and  on  the 
north  by  Swift  Creek,  Including  all  of  the 
city  of  Vldalla. 

Treutlen  County:  That  area  Included 
within  the  corporate  limits  of  the  city  of 
Soperton;  and  an  area  1  mile  wide  beginning 
at  the  south  corporate  limits  of  Soperton  and 
extending  southeasterly  along  Georgia  State 
Highway  29  with  said  highway  as  a  center  line 
to  the  Treutlen-Montgomery  County  line. 

Turner  County:  That  area  bounded  on  the 
east  by  a  line  parallel  to  and  'a  mile  east 
of  the  Sycamore  town  limits,  on  the  south 
by  a  line  parallel  to  and  '^  mile  south  of  the 
Sycamore  town  limits,  on  the  west  by  a  line 
parallel  to  and  '2  rnlle  west  of  the  Sycamore 
town  limits,  on  the  north  by  a  line  parallel 
to  and  '2  mile  north  of  the  Sycamore  town 
limits,  and  the  projections  of  such  lines  to 
their  intersections,  Including  all  of  the  town 
of  Sycamore. 

Twiggs  County:  That  portion  of  the  Geor- 
gia Mllltla  District  of  Hlggsvllle  Included 
within  a  circle  having  a  2' 2 -mile  radius  and 
center  at  the  Intersection  of  the  Bleckley. 
Laurens.  Twiggs,  and  Wilkinson  County  lines, 
Including  all  of  those  portions  of  AUentown 
and  Danville  lying  In  Twiggs  County. 

Washington  County:  That  area  Included 
within  a  circle  having  a  6-mlle  radius  and 
center  at  the  Washington  County  Courthouse 
in  Sandersvllle,  Including  all  of  the  city  of 
Sandersvllle  and  the  city  of  Tennllle. 

Wheeler  County:  That  area  Included 
within  land  lots  numbers  40,  41,  42.  43.  48, 
49.  50.  61,  70,  71,  72.  73.  78.  79.  80.  81.  100. 
101,  102.  and  103,  In  the  Elevtnth  Land  Dis- 
trict, Including  all  of  the  town  of  Alamo. 

Wilkinson  County:  That  portion  of  the 
Georgia  Mllltla  District  of  Turkey  Creek  In- 
cluded within  a  circle  having  a  2' i -mile  ra- 
dius and  center  at  the  intersection  of  the 
Bleckley.  Laurens.  Twiggs,  and  Wilkinson 
County  lines.  Including  all  of  those  portion* 


of  Allentown  and  Danville  lying  in  Wilkinson 
County. 

Louisiana.  All  of  Orleans  Parish,  Including 
the  city  of  New  Orleans;  and  all  of  Saint 
Bernard  Parish. 

East  Baton  Rouge  Parish:  Tps.  7  S..  Rs.  1 
and  2  E. 

Iberia  Parish:  Sees.  24,  37.  38,  39.  53.  55,  and 
56,  T.  13  S..  R.  5  E.;  and  sees.  46,  65,  56,  57.  58, 
59,  and  60,  T.  13  S  ,  R  6  E. 

Jefferson  Parish:  That  part  lying  north  of 
the  townsWp  line  between  Tps.  14  and  15  S. 

Plaquemines  Parish:  That  part  lying  north 
of  the  township  line  between  Tps.  15  and  16  S. 

Saint  Tammany  Parish:  Sees.  38.  39.  and  40. 
T.  7  S..  R.  11  E  ;  and  sees.  40  and  41.  T.  8  S.. 
R.  11  E. 

Tangipahoa  Parish:  Sees.  32,  33.  and  50.  T. 
3  S..  R.  7  E..  and  sees.  4,  5.  8.  9.  10.  60.  and  54, 
T.  4  S..  R.  7  E.,  Including  all  of  the  town  of 
Amite. 

Washington  Parish:  All  of  sec.  45,  T.  3  S., 
R.  13  E.;  and  those  parts  of  sees.  13  and  46, 
T.  3  S..  R  13  E .  lying  east  of  Louisiana  State 
Highway  264. 

Mississippi;  Covington  County:  WV2  T.  8  N.. 
R   14.  W..  and  all  of  T.  8  N  ,  R.  15  W.;  S^j  Tps. 

8  N..  Rs.  16  and  17  W.;  N",  T.  7  N.,  R.  16  W.. 
and  that  part  of  N's  T.  7  N.,  R.  17  W.,  lying  In 
Covington  County;  T.  7  N.,  R.  15  W.;  E^  T.  « 
N.,  R.  15  W.;  W'2  T.  6  N  ,  R.  14  W  ;  sees.  28. 
29  30,  31.  32,  and  33.  T.  7  N.,  R.  14  W.:  those 
parts  of  NWI4  T.  9  N.,  R.  16  W.,  and  NE'4  T. 

9  N..  R.  17  W  ,  lying  In  Covington  County:  and 
that  part  of  SW'-*  T.  7  N.,  R.  16  W  ,  lying  In 
Covington  County. 

Forrest  County:  T.  5  N.,  R.  14  W.;  S'j  T.  5 
N..  R.  13  W..  and  that  part  of  N^j  T.  5  N  .  R. 
13  W  ,  lying  west  of  Leaf  River;  Tps.  3  and 
4  N..  R.  13  W.;  those  parts  of  Tps.  3  and  4  N.. 
R  12  W  .  lying  west  and  south  of  Leaf  River; 
Tps.  1  and  2  N  .  R.  12  W.;  T.  1  S.,  R.  12  W.; 
and  E'3  T.  1  S.,  R.  13  W. 

George  County:  Sees.  27.  28,  29,  32.  33.  and 
34,  T.  1  S.,  R.  6  W.,  and  sees.  3,  4,  and  5.  T.  2  S., 
R.  6  W  .  including  all  of  the  town  of  Lucedale. 
Hancock  County:  SEt;  and  sees  13,  14.  and 
15,  T.  5  S  ,  R.  14  W.;  Tps.  8  and  9  S..  R  14  W,, 
including  all  of  the  city  of  Bay  Saint  Louis; 
and  NW'4  T.  6  S.,  R.  15  W 

Harrison  County:  All  of  Harrison  County 
except  that  part  lying  northeast  of  a  line 
beginning  at  the  NE  corner  sec,  30,  T.  4  S  ,  R. 
10  W.,  and  extending  southward  to  the  NE. 
corner  sec.  31,  T.  6  S  ,  R.  10  W  ,  and  thence 
eastward  along  the  section  line  to  the  Harri- 
son-Jackson County  line. 

Hinds  County:  ESg  T.  6  N..  R.  3  W.;  and 
W's  T.  6N..  R.  2  W. 

Jackson  County:  That  area  Included  with- 
in a  boundary  beginning  at  a  point  where  the 
east  line  of  sec.  16.  T.  7  S.,  R.  5  W.,  Intersects 
Escatawpa  River,  thence  southwest  along 
said  rUer  to  Its  Intersection  with  East  Pas- 
cagoula  River,  thence  south  along  East  Pas- 
cagoula  River  to  Mississippi  Sound,  thence 
east  along  Mississippi  Sound  to  the  east  line 
of  sec.  is,  T.  8  S.,  R.  5  W.,  thence  north  to  the 
point  of  beginning;  all  that  part  of  T.  7  8, 
R.  9  W.,  lying  in  Jackson  County;  and  W-, 
Tps.  7  and  8  S.,  R.  8  W. 

Jefferson  Davis  County:  Sees.  13,  14,  15.  22, 
23.  24.  25.  26,  27.  34,  35,  and  36,  T.  8  N.,  R  19 
W.;  NE'4  T.  7  N.,  R.  19  W.,  Including  all  of  the 
town  of  Prentiss;  sees.  5,  6.  7,  8,  17,  and  18,- 
T,  7  N.,  R.  18  W.;  S^j  T.  8  N.,  R.  18  W.;  that 
part  of  N'.,  T,  7  N.,  R.  17  W.,  lying  in  Jefferson 
Davis  County;  and  that  part  of  SWI4  T.  7  N., 
R.  16  W.,  lying  In  Jefferson  Davis  County. 

Jones  County:  That  part  of  T.  10  N.,  R.  U 
W.,  lying  In  Jones  County,  except  sees.  24,  25, 
and  36;  those  parts  of  Tps.  10  N.,  Rs.  12  and 
13  W.,  Ivlng  In  Jones  County;  all  of  Tps.  9  W-. 
Rb.  12  "and  13  W.;  all  of  T.  9  N.,  R.  U  W.. 
except  sees.  1  and  12;  E?,  and  sees.  29,  30.  31, 
and  32.  T.  8  N..  R.  12  W.;  N^j  T.  8  N..  R  H 
W.;  N'2  T.  7  N.,  R.  12  W.;  sees.  28,  30,  31,  and 
32.  and  those  parts  of  sees.  28  and  33  lying 
west  of  Leaf  Rlvtr,  all  in  T.  6  N.,  R.  13  W : 
and  sees.  25,  26,  27,  34,  35,  and  36,  T.  6  N.. 
R.  14  W. 
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Lammr  County:  All  of  Tps.  a.  3.  and  4  N  ,  R. 

14  W.,  Including  all  of  the  town  of  Purvis; 
that  part  of  T.  1  N.,  R,  14  W.,  lying  In  Lamar 
County;  E'j  T.  1  N..  R.  15  W.;  sees.  1  and  2. 
T  1  S.,  R.  15  W  :  and  see  6,  T.  1  S.,  R.  14  W.. 
Including  all  of  the  city  of  Lumberton. 

Pearl  River  County:  W'i  T.  2  S..  R.  15  W.; 
Sfcs.  3.  4.  9.  10,  11,  14,  15,  16,  17,  18,  19.  20, 
21.  22.  27.  28,  29.  30.  31.  32,  33.  and  34.  T.  1  S  . 
K.  15  W.;  E«g  T.  2  S..  R.  16  W  :  all  of  T.  5  S  . 
R.  16  W  :  El  T.  5  8  .  R.  17  W  ;  Tps.  3  and  4 
8  .  R  15  W  ;  W>,  T.  4  S..  R.  14  W.;  and  KEl^ 
T  6  S  .  R    16  W. 

Perry  County:  S»i  T.  3  N  .  R  11  W  ;  and 
sees.  16.  17.  18.  19.  20.  21,  28.  29.  30.  31.  32. 
ard  .33.  T  S  N  .  R.  10  W 

Rankin  County:  E',  T.  3  N  .  R.  2  E.;  and 
nil  of  T.  3  N,  R.  3  E. 

Simpson  County:  E'-,  T.  2  N  .  R.  3  E.;  all 
of  T.  2  N  .  R.  4  B  ;  N',  T.  1  N  .  R.  4  E  :  sees 
2V  30.  31.  and  32.  T.  1  N..  R  6  E.;  sees  25. 
::C.  35.  and  36.  T.  1  N.  R.  5  E  :  sees.  4.  6.  6.  7, 
8  and  9.  T  n  N..  R.  17  W.;  and  sees.  1  and  12, 
T   10  N..  P..  18  W. 

:  tone  County:  W',  Tps.  2  and  3  S..  R.  11 
W  :  sees.  5  6.  7.  8.  17.  18.  19.  and  20.  T.  4  S  . 
R.  II  W  ;  B'j  and  tecs  3.  4.  5.  8.  9,  and  10. 
T.  2  S.  R.  12  W.;  E'j  T.  3  S.  R.  12  W  ;  and 
sees.  1.  a.  11.  12.  13.  14.  23.  and  24.  T  4  8  . 
P    12  W. 

North  Carolina:  Anson  County:  An  area  2 
miles  wide  beginning  at  the  Anson-Union 
County  line  and  extending  easterly  along  the 
te.iboard  Air  Line  Railroad  with  said  railroad 
n.s  a  center  line  to  a  due  north-south  line  pro- 
jected through  the  point  of  Intersection  of 
Si. id  railroad  with  the  eaat  corporate  limits 
cf  Polkton.  Including  all  of  the  towns  of 
Peachland  and  Polkton. 

Bladen  County    That  area  Included  within. 
the  corporate  limits  of  the  town  of  Bladen- 
boro. 

fi;  un.sir.cA.-  County:  All  of  Eagles  Island. 

Cumberland  County:  That  area  Included 
within  p  c!rcle  h.Tvfng  a  4'2-mlle  radius  a^id 
criuer  at  the  Atlantic  Coast  Line  Railroad 
depot  In  Hope  Mills.  Including  all  of  the  town 
(<r  Hope  MDls  and  all  of  the  cooununltles  of 
Cumberland  and  Roslln. 

Duplin  County:  That  area  Included  wUhln 
the  corporal*  limits  of  the  town  of  Warsaw: 
ai.d  an  area  2  miles  wide  beginning  at  a 
line  projected  northeast  and  southwest  along 
and  beyond  the  north  corporate  limits  of 
Wi'.rsaw  and  extending  along  U.  S.  Highway 
No  117  with  .said  highway  as  a  center  line 
for  a  distance  of  3  miles. 

Jones  County:  An  area  2  miles  wide 
beginning  at  a  line  projected  due  east  and 
due  wect  at  the  Atlantic  Coast  Line  siding 
Bt  Ravenswood.  approximately  I'j  miles 
foiith  of  the  Atlantic  Coast  Line  Railroad 
driHit  In  Pollocksvllle,  and  extending 
stiutherly  with  said  railroad  as  a  center  line 
for  a  distance  of  3  miles. 

Sew  Hanover  Counfy  That  area  Included 
within  the  corporate  limits  of  the  city  of 
Wilmington;  all  of  Cape  Fear  Township; 
ail  that  part  of  Harnett  Township  lying  west 
of  the  Wrlghtsboro-Wlnter  Park  Road,  In- 
Oucllnp  all  of  the  town  of  Winter  Park;  and 
rll  that  part  of  Masonboro  Township  lying 
i.orth  of  the  new  Sunset  Park-Winter  Park 
Road. 

Onslow  Coxinty:  An  area  1  mile  wide 
bfuinning  at  the  east  boundary  of  Hoffmann 
F'irest  and  extending  southwesterlv  along 
U.  S.  Highway  No.  17  with  said  highway  as 
B  center  line  through  the  town  of  Jacksonville 
beginning  at  Northeast  Creek  and  extending 
to  Southwest  Creek;  an  area  1  mile  wide 
northwesterly  along  North  Carolina  State 
Highway  24  with  aald  highway  as  a  center 
line  to  Its  Junction  with  the  above-described 
mile-wide  area  extending  along  U.  S.  Hlgb- 
^^ay  No.  17;  and  all  of  the  town  of 
Ji  eksonvlUe. 

Pnder  County:  Townships  of  Burgaw,  Cas- 
^<';i.  Long  Creek,  and  Rocky  Point;  that 
P«rt  of  C:)lumbla  Township  lying  south  of 
a    straight    line    constituting    a    projeotlon 
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eastwardly  of  the   north   boundary  line  of 

Caswell  Township  to  Its  intersection  with 
the  north  boundary  of  Burgaw  Township: 
and  that  part  of  Grady  Township  north  of 
the  Long  Creek-Montague-BUrrough  Road. 

Robeaon  County:  That  area  bounded  on 
the  south  by  a  line  >/^  mile  south  of  and 
parallel  to  the  south  corporate  limits  of 
Pajkton,  on  the  west  by  a  line  -lu  mile  west 
of  and  parallel  to  the  west  corporate  limits 
of  Parkton,  on  the  north  and  east  by  the 
north  and  east  corporation  limit  lines,  re- 
spectively, of  Parkton.  and  the  projections 
of  such  lines  to  their  Intersection.*;. 

Union  County:  An  area  2  miles  wide  begin- 
ning at  a  line  projected  due  north  and  due 
south  at  a  point  where  the  west  corporate 
limits  of  Marahville  Intersect  the  Seaboard 
Air  Line  Railroad  and  extending  easterly  with 
said  railroad  as  a  center  line  to  the  Union- 
Anson  County  line.  Including  all  of  the  town 
of  Marshvtne. 

Wayne  County:  All  of  Goldsboro  Township. 
Including  all  of  the  city  of  Goldsboro:  an 
area  2  miles  wide  beginning  at  the  west 
boundary  of  Goldsboro  Township  and  ex- 
tending northwesterly  alona;  U.  S.  Highway 
No.  70  with  said  highway  as  a  center  line  to 
the  Wayne-Johnston  County  line:  an  area 
2  miles  wide  beginning  at  the  north  boundary 
of  Gold6l)oro  Township  and  extending  north- 
erly along  the  Atlantic  Coast  Line  Railroad 
with  said  railroad  as  a  center  line  to  the 
Wajme-Wilson  County  line.  Including  all  of 
the  towns  of  Pikevllle  and  Fremont;  and  an 
area  bounded  on  the  north  by  the  Atlantic 
and  East  Carolina  Railway,  on  the  west  by 
Stony  Creek,  on  the  south  by  the  Neuse  River, 
and  on  the  east  by  a  line  beginning  at  the 
Junction  of  U.  S.  Highway  No.  70  and  North 
Carolina  State  Highway  HI  and  extended  due 
north  and  due  south  to  Its  Intersections  with 
the  north  and  south  boundaries,  Including 
all  of  Seymour  Johnson  Field. 

South  Carolina:  Fairfield  County:  That 
area  Included  within  a  circle  having  a  2- mile 
radius  and  center  at  the  intersection  of  South 
Carolina  State  Highways  22  and  227.  approx- 
imately S'i  miles  northwest  of  the  city  of 
Winnsboro. 

Richmond  County:  All  of  Columbia  Town- 
ship. Including  all  of  the  city  of  Columbia. 

Tennessee:  Shelby  County:  That  area  in- 
cluded vith  the  corporate  limits  of  the  city 
of  Memphis. 

8  30172-3  Regulated  articles— (&> 
Articles  the  movement  of  which  is  pro- 
hibited. The  movement  of  li\e  white- 
fringed  beetles  In  any  stage  of  develop- 
ment, except  for  scientific  purposes,  is 
prohibited.  Provisions  for  the  movement 
of  live  white-fringed  beetles  in  any  stape 
of  develofMnent,  for  scientific  purposes, 
are  .set  forth  in  5  301.72-9. 

<b>  Articles  the  movement  of  uhich  is 
regulated.  Except  as  provided  in  admin- 
istrative Instructions,  the  movement  of 
the  following  articles  from  any  regulated 
area  is  regulated  throughout  the  year: 

(1)  Soil.compost,  manure,  peat,  muck, 
clay,  sand,  or  gravel,  whether  moved  In- 
dependently of  or  In  connection  with  or 
attached  to  nursery  stock,  plants,  prod- 
ucts, articles,  or  things,  except  that  the 
movement  of  processed  clay  and  washed 
or  processed  sand  and  gravel  Is  not 
regulated. 

(2)  Nursery  stock. 

(3)  Grass  sod. 

(4)  Plant  crowns  or  roots  for  propa- 
gation. 

(5)  -Uncleaned  grass,  grain,  and  leg- 
ume seed. 

(6)  Potatoes  (Irish),  when  freshly 
harvested. 
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<7)  True  bulbs,  corms,  tubers,  and 
rhizomes  of  ornamental  plants,  when 
freshly  harvested  or  uncured. 

<8i   Hay  and  straw. 

(9 1  Peanuts  in  shells  and  peanut 
shells. 

(10)   Scrap  metal,  junk,  and  cinders. 

<11)  Other  articles,  products,  or 
things,  the  movement  of  w;hich  may  in- 
volve a  hazard  of  spread  of  white- fringed 
beetles,  will  be  subject  lo  safeguards  as 
provided  in  §  301.72-8. 

5  301.72-4  Conditiovs  of  movcmnit — 
<a.)  Certification  required.  R-i-gulated 
articles  shall  not  be  moved  from  r.ny  reg- 
ulated area  to  or  throuph  any  point  out- 
side thereof  unless  accompanied  by  a 
valid  inspection  certificate  i.ssued  by  an 
Inspector,  except  as  provided  in  §  301.72-5 
<b)  or  as  exempted  in  administrative  in- 
structions issued  by  the  Chief  of  the 
Bureau. 

<b)  Use  of  certificates  on  ship-icrtts. 
Unless  exempted  by  administrative  in- 
structions, and  except  as  provided  in 
?  301.72-5  <b»  for  movement  of  noncerti- 
fled  shipments  under  limited  permits  to 
designated  destinations  for  proccs.^^inR, 
every  container  of  regulated  articles 
moved  from  any  regulated  area  shall 
have  securely  attached  to  the  outside 
thereof  a  certificate  issued  in  compliance 
with  the  repulations  in  this  subpart. 
However,  in  the  case  of  bulk  or  lot  rhip- 
ments  by  rail  a  master  certificate  shall  be 
attached  to  the  waybill  in  lieu  of  the 
foregoing.  In  the  case  of  bulk  or  lot 
shipments  by  road  vehicle  a  master  cer- 
tificate shall  accompany  the  vehicle  and 
be  surrendered  to  the  consignee  on  de- 
livery in  lieu  of  the  foregoing. 

<c>  Articles  originating  outside  the 
regulated  areas.  No  certificates  are  re- 
quired for  the  movement  of  regulated  ar- 
ticles originating  out'ide  of  the  regu- 
lated areas  and  moving  through  or  from 
a  regulated  area,  when  the  point  of  origin 
is  clearly  indicated,  when  their  identity 
has  been  -maintained,  and  when  the 
articles  have  been  protected,  while  in  the 
regulated  area,  in  a  manner  sati.-^factory 
to  the  inspector. 

5  301.72-5  Conditions  under  which 
certificates  and  permits  may  be  issued — 
•  a)  Isstiance  of  certificates.  Certifi- 
cates authorizing  the  movement  of  soil, 
sand,  gravel,  clay,  compost,  manure, 
peat,  or  muck,  originating  in  noninfested 
parts  of  the  regulated  areas,  and  of  all 
other  regulated  articles  from  any  part  of 
the  regulated  areas  may  be  issued  upon 
determination  by  the  inspector  that  the 
articles  (1»  are  apparently  free  from  in- 
festation, <2)  have  been  treated,  fumi- 
gated, sterilized,  or  proce.ssed  under  the 
observation  of  an  inspector  according  to 
a  method  selected  by  him  from  admin- 
istratively authorized  procedures  known 
to  be  effective  under  the  conditions  ap- 
plied, or  <3)  were  grown,  produced,  man- 
ufactured, stored,  or  handled  in  sucli 
manner  that,  in  the  judgment  of  tha 
inspector,  no  infestation  would  be  trans- 
mitted thereby.  Certificates  authorizing 
the  movement  of  soil,  sand,  gravel,  clay, 
compost,  manure,  peat,  or  muck,  origi- 
nating In  Infested  parts  of  the  regulated 
area  may  be  Issued  only  when  such  ma- 
terials have  been  treated  or  processed 
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under  the  observation  of  an  Inspector 
according  to  a  method  selected  by  him 
from  administratively  authorized  pro- 
cedures known  to  be  effective  under  the 
conditions  applied. 

(b>   Limited    permits.     Limited    per- 
mits may  be  issued  for  the  movement 
from  a  regulated  area  of  noncertifled 
regulated  articles  to  such  destinations 
and  consignees  as  may  be  authorized  and 
designated  by  the  Chief  of  the  Bureau 
for  processing  or  other  safe  handling. 
As  conditions  of  such  authorization  and 
designation,  persons  or  firms  receiving 
and  moving  such  articles  must  maintain 
such    sanitary   safeguards    against   the 
establishment  and  spread  of  infestation 
and  comply  with  such  conditions  as  to 
the  maintenance  of  identity,  handling. 
or  subsequent  movement   of   regulated 
articles  and  cleaning  of  railway  cars, 
trucks,   or  other  vehicles  used  in  the 
transportation  of  such  articles  as  the  in- 
— ^pector  may  require.    These  conditions 
shall  be  covered  by  a  signed  dealer-car- 
rier agreement,  and  all  such  movement 
and  handling  must  be  under  the  direct 
and  immediate   supervision  of   an  in- 
spector. 

(c>  Dealer-carrier  agreement.  As  a 
condition  of  Issuance  of  certificates  or 
permits  for  the  movement  of  regulated 
articles,  any  person  or  firm  engaged  in 
purchasing,  assembling,  exchanging. 
proces.sing.  or  carrying  such  regulated 
articles  originating  or  stored  in  regu- 
lated areas,  may  be  required  to  sign 
a  dealer-carrier  agreement  stipulating 
that  he  will  carry  out  any  and  all  condi- 
tions, treatments,  precautions,  and  sani- 
tary measures  which  are  deemed  neces- 
sary by  the  Inspector.  Including  segrega- 
tion and  maintenance  of  Identity,  under 
supervision  of  the  inspector,  of  all  regu- 
lated articles. 

(d)  The  United  States  Department  of 
Agriculture  disclaims  responsibility  for 
any  cost  incident  to  Inspection  or  treat- 
ment other  than  services  of  the  inspector. 
§  301.72-6  Request  for  certification; 
assembly  of  articles.  Persons  intending 
to  move  regulated  articles,  the  certifica- 
tion of  which  is  required,  from  regulated 
areas  shall  request  certification  as  far 
as  possible  in  advance  of  the  probable 
date  of  movement,  and  they  may  be  re- 
quired to  prepare  and  assemble  the  arti- 
cles to  be  inspected  so  that  they  may  be 
readily  examined  by  the  inspector. 

§  301.72-7  Cancellation  of  certificates 
or  permits.  Certificates  or  permits  issued 
under  the  regulations  in  this  subpart  may 
be  withdrawn  or  canceled  and  further 
certification  refused  by  the  inspector 
whenever  he  determines  the  further  u.se 
of  such  certificates  or  permits  might  re- 
sult in  the  dissemination  of  white-fringed 
beetles. 

§  301.72-8  Disinfesting  vehicles,  ma- 
chinery, containers,  and  other  articles. 
When  in  vhe  judgment  of  the  inspector 
a  hazard  of  spread  of  white-fringed 
beetles  is  involved,  thorough  cleaning, 
disinfestation.  or  other  sanitary  treat- 
ments of  seed  cotton  and  cottonseed,  for- 
est products,  building  materials,  railway 
cars,  trucks,  other  vehicles,  machinery, 
implements,  containers,  or  other  articles 
will  bj  requued  by  the  inspector  before 
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they  may  be  moved  to  points  outside^the 
regulated  areas. 

§  301.72-9  Shipments  for  scientific 
purposes.  Live  white-fringed  beetles  in 
any  stage  of  development  and  regulated 
articles  may  be  moved  for  scientific  pur- 
poses on  such  conditions  as  may  be  pre- 
scribed by  the  Chief  of  the  Bureau.  The 
container  of  articles  so  moved  shall  bear 
an  identifying  tag  from  the  Bureau  of 
Entomology  and  Plant  Quarantine. 

This  revision  of  the  quarantine  and 
regulations  shall  be  effective  on  and  after 
March  17,  1949.  and  .shall  supersede  the 
quarantine  and  regulations  issued  May 
20.  1948  (7  CFR  301.72.  301.72-1  et  seq.. 
13F.  R.  2811). 

The  foregoing  revision  of  the  white- 
fringed  beetle  quarantine  and  regulations 
is  issued  for  the  purposes,  among  others, 
of  quarantining  the  State  of  Tennessee 
in  addition  to  the  States  heretofore 
quarantined,  extending  the  regulated 
areas  within  such  quarantined  States, 
and  removing  certain  articles  from  the 
list  of  regulated  articles  subject  to  con- 
tinuous regulation.  The  revision  al.so 
makes  other  minor  changes  in  the  lan- 
guage of  the  quarantine  and  regulations 
heretofore  effective. 

The  foregoing  revision  of  the  white- 
fringed  beetle  quarantine  and  regulations 
will  regulate  the  interstate  shipment  of 
articles  capable  of  disseminating  white- 
fringed  beetles  from  areas  where  such 
beetles  are  presently  known  to  be  estab- 
lished.   The  movement  of  such  articles 
from  such  areas  constitutes  a  hazard  of 
spread  of  white-fringed  beetles.    Certain 
of  such  areas  are  not  regulated  under  the 
quarantine  and  regulations  now  in  effect. 
Prompt  action  on  this  revision  is  essen- 
tial in  order  to  control  the  movement 
of  articles  therefrom  which  might  spread 
the   beetles.     Therefore   good   cause   is 
found,  in  accordance  with  section  4  (O 
of  the  Admini-strative  Procedure  Act.  for 
making   the    foregoing   quarantine    and 
regulations  effective  less  than  30  days 
after  their  publication. 

Done  at  Washington.  D.  C.  this  11th 
day  of  March  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  Depart- 
ment of  Agriculture. 


CKNEEAL  OFnCM  OF  STATES  COOPERATINO 

Alabama:  Chief.  Division  of  Plant  Indus- 
try. Montgomery  1. 

Florida:  Plant  Commissioner.  State  Plant 
Board.  Gainesville. 

Georgia:  Director  of  Entomology,  State 
Capitol.  Atlanta  3. 

Louisiana:  State  Entomologist.  Box  4153. 
Capitol  Station.  Baton  Rouge  4. 

Mississippi:  Entomologist,  State  Plant 
Board.  State  College. 

North  Carolina:  State  Entomologist.  De- 
partment of  Agriculture.  Raleigh. 

South  Carolina:  Entomologist.  State  Crop 
Pest  Commission.  Clemson  College.  Clemson. 

Tennessee:  State  Entomologist  and  Plant 
Pathologist.  65  Biology  Building.  University 
of  Tennessee.  KnoxvlUe. 

I  P.   R.   Doc.   49-2041:    Filed.   Mar.    19,    1949; 
8:52  a.  m.] 


Part  319— Foreign  Quarantine  Notices 

EditorulNote:  §§  319.59-1  to  319  59-7. 
Regulations  Governing  the  Entry  of  Aus- 
tralian Wheat  into  Southern  California, 
have  been  excluded  from  the  Code  of 
Federal  Regulations,  1949  Edition. 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Industry, 
^      Department  of  Agrkulture 

Part  58 — Mastitis  in  Cows 
Part  76— Hoc  Cholera.  Swine  PLAcn. 
and  Other  Communicable  Swine  Dis- 
eases 

Editorial  Note:  Part  58  and  §76.2 
have  been  excluded  from  the  Code  of 
Federal  Regulations.   1949  Edition. 


[se.^l1  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Appendix 

PEN.\LT1ES 

The  Plant  Quarantine  Act  of  August  20. 
1912.  as  amended,  provides  that  any  person 
who  shall  violate  any  of  the  provisions  of 
the  quarantine  or  regulations  In  this  subpart 
pursuant  thereto  shall  be  deemed  guilty  of 
a  misdemeanor  and  shall,  upon  conviction 
thereof,  be  punished  by  a  fine  not  exceeding 
$500.  or  by  Imprisonment  not  exceeding  one 
year,  en  both  fine  and  Imprlsonmeiit  lu  the 
discretion  of  the  court. 

STATE    AND   FEDEIl.\L    INSPECTION 

State  and  Federal  regulations  for  which 
provision  Is  made  in  this  quarantme  are 
enforced  cooperatively  by  State  and  Federal 
authorities.  Copies  of  either  the  Federal  or 
State  quarantine  orders  may  be  obtained  at 
the  offices  of  the  Bureau  of  Entomology  and 
Plant  Quarantine,  P.  O.  Box  989.  Gulfport. 
Miss..  616  Mulberry  St..  Macon.  Ga..  or 
through  a  Whlte-Prlnged  Beetle  Inspector 
at  one  of  the  subofflces.  or  at  one  of  the 
following  State  offices: 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

I  Allocation  Order  R-11 

Part  338 — Allocation  Orders 

subpart— RUBBER.    SYNTHETIC    Rl'BBER    .«ND 
PRODUCTS  THEREOF 

Subpart— Rubber.  Synthetic  Rubber 
and  Products  thereof.  §  338.71-5  338  85. 
(Allocation  Order  R-D  as  amended  De- 
cember 27.  1948.  is  hereby  amended  to 
read  as  follows: 

DEFINmONS 

Sec. 

338.71  Definitions. 

MANUFACTURING   REGULATIONS 

338.72  Mandatory  consumption  of  synthetic 

rubber. 

338.73  Exceptions     for    experimental    pur- 

poses. 

IMPORT    RESTRICTIONS 

338.74  Restrictions  on  Importation  of  rub- 

ber products. 

EEPORTS.    VIOLATIONS,    APPEALS    AMD 
COMMUNICATIONS 

338  75     Reports  of  rubber  consumption  and 

stocks. 
338  76     Other  reports. 
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Bee. 

388.77  Violation*. 

838.78  Appeals. 

838.79  Communications. 

BTlfTHmO    KtJBBER     SPKCinCATIONS 

S388fl    Synthetic   rubber   specifications   for 
certain  products. 

ACTHORrrY:  { j!  338.71  to  338.85  issued  under 
Pub.  Law  469.  80th  Cong  :  E.  O.  9943,  April 
1.  1946.  13  F.  R.  1823.  3  CFR.  1948  Supp. 

DEFINITIONS 

S  338.71  Definitions.  As  used  in  this 
subpart : 

(a)  "Natural  rubber"  means  all  forms 
and  types  of  tree.  vine,  or  shrub  rubber, 
including  guayule  and  natural  rubber 
latex,  but  excluding  reclaimed  natural 
rubber. 

tb)  "Synthetic  rubber"  means  any 
product  of  chemical  synthesis  similar  in 
general  properties  and  applications  to 
natural  rubber,  and  specifically  capable 
of  vulcanlEatlon.  produced  in  the  United 
States,  not  Including  reclaimed  synthetic 
rubl)er. 

<1)  "GR-S.  general -purpose  synthetic 
rubber"  means  a  synthetic  rubber  of  the 
butadiene-styrene  type  produced  in  the 
United  States  generally  suitable  for  use 
in  the  manufacture  of  transportation 
Items  such  as  tires  or  camelback,  as  well 
as  any  other  type  of  synthetic  rubber 
equally  or  better  suited  for  use  in  the 
manufacture  of  transportation  items 
such  as  tires  or  camelback,  as  deter- 
mined from  time  to  time  by  the  Presi- 
dent, not  including  reclaimed  general- 
purpose  synthetic  rubber. 

<  2 )  "Special-purpose  synthetic  rubber" 
means  a  synthetic  rubber  of  the  type 
now  known  as  butyl  (GR-I),  neoprene, 
or  N  -  types  (butadiene  -  acrylonltrile 
types)  as  well  as  any  synthetic  rubber 
of  similar  or  improved  quality  produced 
In  the  United  States  applicable  to  similar 
uses,  as  determined  from  time  to  time 
by  the  President,  not  Including  reclaimed 
special-purpose  synthetic  rubber. 

<c)  "Consume"  means  In  the  case  of 
natural  rubber  or  synthetic  rubber,  to 
compound,  exjjend.  formulate  or  in  any 
manner  make  any  substantial  change  in 
the  form,  shape  or  chemical  composition 
except  where  any  of  these  materials  are 
Used  in  the  preparation  of  master- 
batches  or  compounds  prepared  for  use 
In  the  manufacture  of  finished  products. 

(d)  "Person*  means  any  individual, 
firm,  copartnership,  business  trust,  cor- 
poration, or  any  organized  group  of  per- 
sons whether  Incorporated  or  not,  and 
any  Government  department,  agency,  of- 
ficer, corporation,  or  Instrumentality  of 
the  United  States. 

<e)  "New  RHC"  means  total  new 
rubber  hydrocarbon.  This  Is  the  total 
RHC  content  of  natural  rubber,  syn- 
thetic rubber,  uncured  scrap  rubber, 
uncured  In-process  materials,  and  the 
rubber  hydrocarbon  content  of  master- 
batches  or  compounds  of  new  RHC. 

<f>  "Reclaimed  rubber"  means  any 
material  derived  from  the  processing  or 
treatment  of  vulcanized  rubber  or  cured 
scrap  rubber. 

MANUFACTURING   REGULATIONS 

§  338.72  Mandatory  consumption  of 
synthetic  rubber.  No  person  shall  manu- 
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fftcture  any  product  listed  in  i  338.85  in 
any  type  and  size  listed  In  that  section 
unless  It  conforms  with  the  synthetic 
rubber  specifications  designated  in  that 
section  for  that  product.  The  synthetic 
rubber  used  to  satisfy  the  mandatory  re- 
quirements of  8  338.85  shall  be  that  pro- 
duced by  the  Government  or  for  its 
account,  or  purchased  from  others  by  the 
Government  for  resale  by  the  Govern- 
ment or  for  its  accoimt.  Where  specifica- 
tions for  tires,  tubes  and  flaps  provide  for 
a  group  average  or  tolerance  such  group 
average  or  tolerance  must  be  balanced 
out  each  calendar  month. 

'a)  Military  orders.  The  provisions  of 
(  338.85  shall  not  be  applicable  to  orders 
manufactured  for  the  National  Military 
Establishment. 

§  339.73  Exception  for  experimental 
purposes.  Notwithstanding  the  provi- 
sions of  5  338.72.  any  person  may  use  up 
to  a  total  of  2.000  lbs.  of  natural  rubber 
during  any  calendar  quarter  for  experi- 
mentation in  the  manufacture  of  those 
sizes  and  types  of  tires  and  tubes  for 
which  specifications  are  provided  in 
§  338.85. 

mrORT  RESTRICTIONS 

S  338.74  Restrictions  on  importation 
of  rubber  products,  (a)  For  the  purpose 
of  this  subpart.  "Import"  means  to  trans- 
port in  any  manner  from  any  foreign 
country  into  the  continental  United 
States  or  into  any  territory  or  possession 
of  the  United  States.  It  does  not  include 
shipments  into  a  free  port,  free  zone  or 
bonded  custody  of  the  United  States  Bu- 
reau of  Customs  (bonded  warehouse)  in 
the  continental  United  States  for  trans- 
shipment to  any  foreign  country. 

(b)  No  person  shall  import  any  prod- 
uct listed  in  §  338.85  except  a  diplomatic 
representative  of  any  foreign  govern- 
ment for  his  personal  use  or  the  use  of 
members  of  his  staflf,  or  a  commercial 
representative  of  any  foreign  government 
for  use  in  his  oflBcial  business. 

REPORTS,   VIOLATIONS.    APPEALS   AND 
COMMUNICATIONS 

5  338.75  Reports  of  rubber  consump- 
tion and  stocks.  E\'ery  person  who  con- 
sumed or  owned  at  any  time  during  any 
month  any  type  of  rubbers  listed  below 
in  an  amount  in  poimds  equal  to  or  in 
excess  of  the  amounts  specified  below, 
shall  file  a  monthly  report  on  Form  ODC- 
3410  with  the  Rubber  Division,  Office  of 
Domestic  Commerce,  Department  of 
Commerce,  in  accordance  with  the  in- 
structions accompanying  the  form.  This 
report  form  covers  consumption,  stocks, 
receipts,  production  and  shipments. 

Amount 
Types  pounds 

Natural  rubber 15.000 

Natural     rubber     latex     (dry     latex 

solids) 6.  000 

Reclaimed  rubber 10.  000 

OR -8  (all  types  Including  OR-8  la- 
tex)'  15.  000 

Butyl  (GR-I),  all  types'... 10.000 

Neoprene    (all   types.  Including  neo- 
prene latex)' , 5.000 

Butadlene-Acrylonltrlle   types' 5,000 

'  Includes  all  t3rp€s  whether  obtained  from 
QovernmSnt  or  other  sources.  Including  Im- 
ports. 


1213 

No  monthly  report  need  be  filed  as  to  any 
of  these  types  of  rubbers  if  both  rubber 
consumed  and  rubber  owned  were  each 
less  than  the  amounts  specified  above 
for  the  particular  types  of  rubbers. 

8  338.76  Other  reports,  (a)  Every 
person  who,  during  the  calendar  year, 
consumed  or  owned  amounts  of  any  of 
the  types  of  rubber  listed  in  8  338.75. 
in  excess  of  the  amount  shown  for  any 
type,  and  who  has  not  reported  those 
types  of  rubber  on  Form  ODC-3410  for 
all  months  of  the  calendar  year,  shall  file 
an  annual  report  covering  consumption, 
and  stocks  in  accordance  with  the  In- 
structions accompanying  the  annual  re- 
port form.  This  report  shall  be  made  on 
a  form  designated  by  the  Office  of  Do- 
mestic Commerce  and  shall  be  filed  not 
later  than  January  31  following  the  year 
being  reported. 

<b)  Each  manufacturer  of  tires,  tubes. 
flaps  and  camelback  shall  file  a  reix)rt  on 
his  production,  shipments  and  inven- 
tory for  each  calendar  month  on  Form 
ODC-3438  with  the  Rubber  Division,  in 
accordance  with  the  instructions  accom- 
panying the  form. 

<c)  Each  manufacturer  of  tires  shall 
file  a  report  of  his  production  of  cured 
tires  for  each  week  on  Form  ODC-4231 
with  the  Rubber  Division,  in  accordance 
with  the  instructions  accompanying  the 
form. 

<d)  Any  person  may  he  required  to 
file  such  other  reports  as  may  be  needed 
subject  to  approval  by  the  Bureau  of 
the  Budget  in  accordance  with  the  Fed- 
eral Reports  Act  of  1942. 

?  338.77  Violations.  Any  person  w^ho 
wilfully  violates  any  provision  of  this 
subpart,  or  who  In  connection  wiih  this 
subpart  wilfully  conceals  a  material  fact 
or  knowingly  furnishes  false  Information 
to  any  department  or  agency  of  the 
United  States  Government  is  guilty  of 
a  felony,  and  upon  conviction  may  be 
punished  by  fine  or  imprisonment. 

§  338.78  Appeals.  Appeals  for  relief  or 
exemption  from  any  of  the  provisions  of 
this  subpart  or  ODC  actions  thereunder, 
shall  be  made  in  accordance  with 
5S  336.51  to  336.61  of  this  chapter  (Allo- 
cation Regulation  3i.  by  filing  a  letter 
In  triplicate  with  the  Rubber  DivLsion, 
specifying  the  particular  provisions  ap- 
pealed from,  stating  fully  the  grounds  for 
the  appeal,  specifying  the  preci.se  relief 
desired,  and  the  reasons  why  the  denial 
of  the  appeal  would  result  in  undue  and 
excessive  hardship  hot  suffered  by  others 
similarly  situated  or  result  In  Improper 
discrimination. 

5  338  79  Communications.  All  ap- 
peals, all  reports  to  be  filed  under  this 
subpart  and  all  communications  con- 
cerning this  subpart  shall  be  addres.sed 
to:  Rubber  Division,  Office  of  Domestic 
Commerce,  Department  of  Commerce, 
Washington  25,  D.  C,  Ref:  R-1, 

SYNTHETIC  RUBBER  SPECIFICATIONS 

§  338.85  Synthetic  rubber  specifica- 
tions for  certain  products — (a)  Tires. 
All  pneumatic  tires,  in  any  size  and  type 
listed  below,  shall  contain  GR-S  in  at 
least  the  percentage  designated  below. 


1214 


Tire  group*— slie  and  typ« 


1    All  tlrM  Iwlow  11.00  down  to 
and  including  8.25,  exwpt  trac- 
tor, implement,  industrial  pneu- 
rutitic,  airplane,  ftnd  wire  tiros 
2.  All  truck  7. Wand  down  (includ- 
inn  15"  and  W  diameter).    All 
i)wi».senKor    and    industrial   6.28 
(old  Hire),  7.10  (new  sUc)  and  up 
I    All  pawenger.  implement  and 
"industrial  6.00  (old   sire),  B.TO 
(npw  size)  and  down.     All  mo- 
torcycle and  front  farm  tractor  . 
4.  Bicycle,  wliiu-wall  balloon  sizes 
6    Bicycle,  ()tl>er  balloon  si7.es 
6.  Ke»r  farm  tractor  and  all  other 
ini  piemen  t 


Peroent  OR-P  of 

t«t4l  iJftturiJ 
rubb«r  plus  OR -8 


N')TK-  The  above  group  avcraKe-s  for  Groups  1,  2  or  3 
may  bo  reduced  by  not  more  than  three  (:))  points,  pro- 
vld.-l  the  a«(jre«ato  CJR  9  consumption  in  these  Groups 
equals  the  toul  amount  of  OK  S  which  would  have  tx-en 
consum.«l  if  calcuUted  on  the  above  minimum  group 
Bveragee  for  Groups  1,  2  and  3. 

(b)    Tire  tubes— (V    Minimum  GR-I 
content.    (D  Of  the  new  RHC  consumed 
in  the  manufacture  of  all  types  and  sizes 
of   tubes  9.00   and  smaller   except   air- 
plane, double  air  chamber,  plastic  seal- 
ing and  compression  type  puncture  seal- 
ing tubes  with  average  crown  gauge  of 
V4"  or  more,  at  least  60%  shall  be  butyl 
(GR-I).     When  tubes  within  this  size 
range  are  made  by  one  manufacturer 
for  another,  such  tubes  and  materials 
consumed  in  their  manufacture  shall  be 
charged  to  and  reported  by  the  manu- 
facturer for  whose  account  the  tubes  are 
made  and  shall  not  be  charged  to  and 
reported    by    the    manufacturer    who 
makes  the  tubes.    Reports  of  materials 
consumed  and  imits  produced  shall  be 
made  In  accordance  with  §§338.75  and 
338.76  of  this  subpart. 

lii)  Tubes  In  all  other  types  and  sizes 
may  be  manufactured  without  restric- 
tion. ^         ^ 

(2)  Markings  on  tire  tubes.  Every 
tube  containing  butyl  (GR-D  synthetic 
rubber  whether  listed  above  or  not  shall 
be  marked  by  the  manufacturer  with 
a  light  blue  permanent  circumferential 
stripe  approximately  ^a"  wide,  applied 
on  the  base  section  of  the  tube. 

(c)  Tire  flaps.  Of  this  natural  rubber 
plus  GR-S  consumed  in  the  manufacture 
of  tire  flaps  for  tires  of  10.00  cross  sec- 
tion or  smaUer,  at  least  45%  shall  be 
GR-S.  No  individual  tire  flap  in  this 
group  shall  contain  less  than  6%  GR-S 
of  the  total  natural  rubber  plus  GR-S. 

(d>  Camelback.  Of  the  total  new  RHC 
consumed  In  the  manufacture  of  camel- 
back  for  tires  smaller  than  size  8.25  with 
less  than  5?4"  crown  width  and  14  32" 
gauge  100%  shall  be  GR-S. 
Issued  this  14th  day  of  March  1949. 


RULIS  AND  REGULATIONS 

TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  No.  8558) 

Part  3— Digest  or  Cease  and  Dbsist 
Orders 

a.  k.  s.  sales,  inc..  et  al. 

S  3.99  (a)  Using  or  selling  lottery  de- 
vices— Devices  for  lottery  selling:  S  3.99 
(b)   Using  or  selling  lottery  devices — In 
merchandising.     I.  Selling  or  distribut- 
4ng   In   commerce,   push   cards,   punch 
boards,  or  other  lottery  devices,  which 
are  to  be  used,  or  may  be  used,  in  the 
sale  or  distribution  of  merchandise  to 
the  public  by  means  of  a  game  of  chance, 
gift  enterprise  or  lottery  scheme;  and, 
n.  In  connection  with  the  offering  for 
sale,  sale  or  distribution  in  commerce, 
of  guns,  knives,  pipes,  cigarette  lighters, 
or  any   other   articles   of   merchandise. 
(1)  supplying  to  or  placing  in  the  hands 
of  others  push  cards,  punch  boards,  or 
other  lottery  devices,  either  with  assort- 
ments of  guns,  knives,  pipes,  cigarette 
lighters  or  other  merchandise  or  sepa- 
rately, which  said  pu.sh  cards  or  punch 
boards  are  to  be  used,  or  may  be  used. 
In    selling    or    distributing    such    guns, 
knives,  pipes,  cigarette  lighters  or  other 
merchandise  to  the  public:  <2»  selling  or 
distributing  guns,  knives,  pipes,  cigarette 
lighters  or  other  merchandise  so  packed 
or  assembled  that  sales  of  such  guns, 
knives,  pipes,  cigarette  lighters  or  other 
merchandise   to   the  public   are   to   be 
made  or,  due  to  the  manner  In  which 
such    merchandise   Is   packed    and   as- 
sembled at  the  time  It  Is  sold  by  the 
respondents,  may  be  made,  by  means 
of  a  game  of  chance,  gift  enterprise,  or 
lottery  scheme;  or.  (3)  selling  or  other- 
wise disposing  of  any  merchandise  by 
means  of  a  game  of  chance,  gift  enter- 
prise,   or    lottery    scheme;    prohibited. 
I  Sec.  5,  38  Stat.  719,  as  amended  by  sec. 
3,  52  Stat.   112;    15  U.  S.  C.  sec.  45b) 
I  Cease  and  desist  order.  A.  N.  S.  Sales, 
Inc.,   et   al..   Docket   5558,  February   3. 
1949] 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  In  the 
City  of  Washington.  D.  C.  on  the  3d  day 
of  February  A.  D.  1949. 

In  the  Matter  of  A.  N.  S.  Sales.  Inc.,  a 
Corporation,  and  Robert  E.  Passmore, 
Albert  Wertheimer,  and  Paul  Davis, 
Individuals  and  Officers  of  A.  N.  S. 
Sales.  Inc..  and  Murray  R.  Hitter,  an 
Individual 


Thursday,  March  17,  1949 


FEDERAL  REGISTER 


121 


o 


[sealI 


Office  of  E>omestio 

Commerce, 
Raymond  8.  Hooveh, 
Issuance  Officer. 


[F.    R.    Doc.    49-3042:    FHled.    Mar.    16,    1949; 
8:62  a.  m.] 


This  proceeding  havirjg  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission  and  the 
answer  of  the  respondents,  in  which  an- 
swer said  respondents  admitted  all  of 
the  material  allegations  of  fact  set  forth 
in  the  complaint  and  stated  that  they 
waived   all   Intervening   procedure   and 


further  hearing  as  to  said  facts;  and  the 
Commission  having  made  Its  findings  as 
to  the  facts  and  Its  conclusion  that  the 
respondents  have  violated  the  provisions 
of  the  Federal  Trade  Commission  Act: 

It  is  ordered.  That  the  respondent 
A.  N.  S.  Sales,  Inc.,  a  corporation,  and 
Its  officers,  and  the  respondents  Robert 
E.  Passmore,  Paul  Davis.  Albert  Wert- 
heimer and  Murray  R.  Hitter,  and  said 
respondents"  agents,  representatives  and 
employees,  directly  or  through  any  cor- 
porate or  other  device,  do  forthwith 
cease  and  desist  from: 

Selling  or  distributing  In  commerce,  as 
"commerce"  Is  defined  In  the  Federal 
Trade  Commission  Act.  push  cards,  punch 
boards,  or  other  lottery  devices,  which  are 
to  be  used,  or  may  be  used.  In  the  sale  or 
distribution  of  merchandise  to  the  public 
by  means  of  a  game  of  chance,  gift  enter- 
prise or  lottery  scheme. 

It  is  further  ordered.  That  said  corpo- 
rate respondent  and  its  officers,  and  the 
respondents  Robert  E.  Passmore.  Paul 
Davis.  Albert  Wertheimer  and  Murray  R. 
Hitter,  and  said  respondents'  agents,  rep- 
resentatives and  employees.  In  conne<*- 
tlon  with  the  offering  for  sale,  sale  or  dis- 
tribution In  commerce,  as  "commerce"  Is 
defined  in  the  Federal  Trade  Commission 
Act.  of  guns,  knives,  pipes,  cigarette 
lighters,  or  any  other  article  of  merchan- 
dise, do  forthwith  cease  and  desist  from: 

1.  Supplying  to  or  placing  in  the  hands 
of  others  push  cards,  punch  boards,  or 
other  lottery  devices,  either  with  assort- 
ments of  guns,  knives,  pipes,  cigarette 
lighters  or  other  merchandise  or  sepa- 
rately, which  said  push  cards  or  punch 
boards  are  to  be  used,  or  may  be  used,  in 
selling  or  distributing  such  guns,  knives, 
pipes,  cigarette  lighters  or  other  mer- 
chandise to  the  public. 

2.  Selling  or  distributing  guns,  knives, 
pipes,  cigarette  lighters  or  other  mer- 
chandise so  packed  or  assembled  that 
sales  of  such  guns,  knives,  pipes,  ciga- 
rette lighters  or  other  merchandise  to  the 
public  are  to  be  made  or.  due  to  the  man- 
ner In  which  such  merchandise  is  packed 
and  assembled  at  the  time  It  Is  sold  by  the 
respondents,  may  be  made,  by  means  of  a 
game  of  chance,  gift  enterprise,  or  lot- 
tery scheme. 

3.  Selling  or  otherwise  disposing  of  any 
merchandise  by  means  of  a  game  of 
-chance,  gift  enterprise,  or  lottery  scheme. 

It  is  further  ordered.  That  the  respond- 
ents shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  In  writing  set- 
ting forth  m  detail  the  manner  and  form 
In  which  they  have  complied  with  this 
order. 
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By  the  Commission. 

[SEALl 


D.  C.  Daniel. 
Secretary. 


IK    R.   Doc.   49  2033;    Filed.   M,ar.    16,    1949; 
8:51  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  972  1 

Handling  of  Milk  in  Tri-State 
Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  A  PROPOSED  AMENDMENT 
TO  TENTATrVE  MARKETING  AGREEMENT  AND 
TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR,  Supps.,  900.1 
et  seq.;  12  F.  R.  1159,  4904 »,  notice  Is 
hereby  given  of  the  filing  with  the  Hear- 
ing Clerk  of  this  recommended  decision 
of  the  Assistant  Administrator.  Produc- 
tion and  Marketing  Administration. 
United  States  Department  of  Agricul- 
ture, with  respect  to  a  proposed  amend- 
ment to  the  tentatively  approved  mar- 
keting agreement  and  to  the  order,  as 
amended,  regulating  the  handling  of  milk 
In  the  Tri-State  marketing  area,  to  be 
effective  pursuant  to  the  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (U.  S.  C.  601 
et  .seq.). 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk,  Room  1844,  South  Build- 
ing. United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  not  later 
than  the  close  of  business  on  the  15th 
day  after  Its  publication  In  the  Federal 
Register. 

Preliminary  statement.  A  public  hear- 
ing was  called  by  the  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  on  a  pro- 
posal filed  jointly  by  the  Scioto  County 
Cooperative  Milk  Producers  Association, 
the  Athens  Milk  Sales,  Inc.,  the  Marietta 
Cooperative  Milk  Producers  A.<;sociation, 
and  the  Huntington  Interstate  Milk  Pro- 
ducers Association. 

The  material  Issues  presented  on  the 
record  of  this  hearing  and  covered  by 
this  decision  were  whether  the  order 
should  be  amended  to  provide  for: 

1.  Revision  of  the  butter-nonfat  dry 
milk  solids  price  formula  (employed  as 
an  alternative  formula  for  determining 
the  basic  price  and  the  Class  III  price)  ; 
(hearing  proE>osals  1  and  2). 

2.  An  increase  of  25  cents  per  hun- 
dredweight for  each  month  In  the  differ- 
entials added  to  the  basic  formula  price 
In  determining  the  Class  I  and  Class  II 
milk  prices;  (hearing  proposals  3  and  4) 
and 

3.  The  inclusion  of  "supply-demand" 
price  adjustment  and  "contraseasonal" 
price  adjustment  provisions  (hearing 
proposal  5). 

During  the  course  of  the  hearing  pro- 
ponents offered  In  evidence  In  connection 
with  issue  numbered  1  above  certain  evi- 
dence from  the  record  of  a  hearing  at 
Columbus.  Ohio,  on  March  10,  1948.  on 
No.  61 2 


proposed  amendments  to  the  Columbus 
milk  order.  The  Introduction  of  this  evi- 
dence was  objected  to  by  handlers  on  the 
grounds  that  the  witness  was  not  present 
and  subject  to  cross  examination  and 
that  the  testimony  was  taken  nearly  a 
year  ago.  The  examiner  sustained  the 
objection,  but  permitted  an  offer  of  proof. 
The  action  of  the  examiner  was  proper 
and  is  hereby  sustained. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  Issues  decided  herein  are  hereby 
made  upon  the  basis  of  the  record  of  the 
hearing : 

(1)  The  deductions  of  "3  cents"  and 
"5.5  cents"  used  In  computing  the  for- 
mula price  based  on  the  market  prices 
of  butter  and  nonfat  dry  milk  solids 
should  not  be  changed. 

Producers  proposed  that  the  three- 
cent  deduction  from  the  price  of  butter 
be  ehminated  and  the  5.5  cent  deduction 
from  the  price  of  powder  be  reduced  to 
4  cents  in  the  computation  of  the  "but- 
ter-powder" formula  price.  This  pro- 
posal would  have  the  effect  of  increasing 
the  price  i>er  hundredweight  of  3.5  per- 
cent milk  resulting  from  this  computa- 
tion by  24.9  cents  (butterfat  12.6  cents 
and  skim  milk  12.3  cents  >,  and  in  the 
months  when  this  formula  price  is  the 
effective  basic  formula  price,  would  in- 
crease the  price  of  each  class  of  milk  by 
this  amount. 

The  deductions  in  question  were  in- 
corporated In  the  order  when  first  made 
effective  based  on  testimony  introduced 
at  the  promulgation  hearing.  No  at- 
tempt was  made  by  the  proponents  of  the 
proposal  to  show  that  conditions  have  so 
changed  as  to  require  revision  of  the 
method  of  computing  this  formula  price. 
The  proposed  elimination  of  the  3-cent 
deduction  in  adjusting  the  price  of  92 
score  butter  at  Chicago  to  determine  the 
price  of  butterfat  and  the  reduction  of 
the  5.5-cent  deduction  with  respect  to  the 
price  of  nonfat  dry  milk  solids  were  not 
supported  except  for  general  statements 
In  the  testimony  that  a  higher  price  level 
for  producer  milk  is  desirable. 

Handlers  furnished  data  showing  a 
butter  manufacturing  cost  of  5.87  cents 
per  pound  for  the  year  of  1948  in  a  New 
York  plant.  5.4  cents  in  a  Tri-State  area 
plant,  and  an  average  cost  of  4.49  cents 
for  172  cooperative  creameries  for  the 
year  ending  April  30,  1948.  The  average 
cost  for  these  172  creameries  was  shown 
to  have  been  3.252  cents  per  pound  of  but- 
ter for  the  year  ending  April  30,  1945. 
Handlers  also  submitted  data  on  the  cost 
of  manufacturing  nonfat  dry  milk  solids, 
showing  a  cost  of  approximately  6.5  cents 
per  pound  in  a  plant  in  the  Trl-State 
area.  This  data  Is  subject  to  the  objec- 
tion that  it  represents  only  the  experi- 
ence of  the  first  year  of  operation  of  a 
plant  which  makes  powder  only  in  the 
surplus  season.  However,  it  does  indi- 
cate processing  costs  at  the  only  plant  In 
the  area  equipped  for  such  operation  and 
at  one  of  the  few  plants  available  to  han- 
dlers for  disposal  of  milk  for  the  manu- 
facture of  nonfat  dry  milk  solids. 


The  butter-nonfat  dry  "milk  solids  for- 
mula is  an  alternative  Class  III  price  for- 
mula as  well  as  an  alternative  basic  price 
formula.  The  testimony  shows  that  at 
least  one  handler  manufactures  some 
butter  and  nonfat  dry  milk  solids.  The 
manufacturing  costs  involved  in  such  an 
operation  may  be  given  important  weight 
in  the  determination  of  a  proper  deduc- 
tion in  the  construction  of  the  formula. 
However,  other  considerations,  such  as 
seasonal  variation  in  the  production  pat- 
tern and  the  need  for  adequate  supplies 
of  milk  and  cream  for  fluid  u.^^e  at  various 
times  of  the  year,  are  also  important  in 
this  connection.  The  pricing  of  Class  III 
milk  should  permit  orderly  marketing  of 
seasonal  excesses,  but  should  not  be  set 
at  a  level  which  would  encourage  the  use 
of  milk  for  manufacturing  purposes  when 
it  can  and  should  be  used  for  purposes 
that  better  serve  the  interests  of  the  pro- 
ducer and  consumer  in  the  marketing 
area.  Markets  vary  considerably  as  to 
their  problems  in  this  respect.  In  view 
of  the  limited  consideration  given  to  the 
problem  of  Class  III  milk  pricing,  it  is 
concluded  that  no  revision  of  the  amounts 
in  question,  increase  or  decrease.  Is  war- 
ranted on  the  basis  of  this  hearing. 

(2)  The  Class  I  and  Class  II  price  dif- 
ferentials should  not  be  increased. 

Producers  proposed  that  the  amount 
added  each  month  to  the  basic  formula 
price  to  determine  Cla.ss  I  and  Class  II 
prices  be  increased  25  cents  per  hundred- 
weight. In  support  of  this  propo.«;al.  six 
dairy  farmers  testified  regarding  their 
co.sts  of  producing  milk.  Two  of  these 
farmers  gave  production  cost  data  for  the 
month  of  January  1949  only,  one  for  the 
months  of  November  and  December  1948 
and  January  1949,  and  one  for  the 
months  of  September  through  December 
1948,  inclUEive.  One  of  the.se  witnesses 
pre.'^ented  information  concerning  the 
annual  cost  per  hundredweight  of  pro- 
ducing milk  from  an  "average"  cow,  but 
failed  to  state  for  the  record  what  this 
cost  was.  Another  gave  an  estimated 
lo.=;s  for  the  year  1948  on  a  dairy  farm 
operation  without  explanation.  His 
figures  showed  only  totals  for  farm  ex- 
penses and  the  proceeds  from  milk  and 
stock  sales,  which  it  was  testified  were 
"pretty  near  right."  No  witness  pro- 
duced complete  and  accurate  production 
cost  figures.  In  each  case  certain  costs 
were  estimated,  others  were  omitted,  and 
the  results  presented  were  a  combination 
of  exact  costs  and  estimated  costs  for 
extremely  limited  periods  of  time.  In 
each  Instance  alscf  the  months  chosen 
for  the  presentation  of  costs  may  not  be 
regarded  as  months  of  average  milk  pro- 
duction cost,  but  rather  are  the  highest 
production  cost  months  of  the  year.  Two 
of  the  dairy  farm  operators  who  pre- 
sented cost  data  were  men  formerly  in 
other  work,  one  having  been  a  dairy 
farmer  for  the  past  three  years  and  the 
other  for  only  six  months.  Over  1,500 
dairy  farms  supply  milk  to  the  market- 
ing area.  This  cost  of  production  evi- 
dence does  not  give  material  support  to 
the  increase  requested.    Other  testimony 
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Indicated  that  there  has  been  a  substan- 
tial reduction  during  the  last  year  In  the 
cost  of  producing  milk,  and  that  the 
current  milk-feed  ratio  is  favorable, 
being  substantially  above  the  long-time 
average. 

Considerable    testimony    was    Intro- 
duced also  which  showed  a  substantial 
advance   in   industrial   development   in 
the  Trl-State  area  in  recent  years  and 
Indicated   that  large   industrial   plants 
are  expected  to  be  constructed  in  the 
area  in  the  near  future.    It  was  testified 
that  the  populations  of  cities  in  the  area 
have   increased   by  sizable   percentages 
in  the  last  ten  years  and  that  the  rapid 
rates    of    population    Increase    are    ex- 
pected   to    continue.     The    consequent 
Increased  demand  for  milk,  it  was  con- 
tended, would  not  be  met  at  present  price 
levels.    It  was  shown  by  other  testimony. 
however,  that  a  large  part  of  the  in- 
crease in  city  population  has  been  at  the 
expense  of  the  surrounding  rural  area. 
The  total  population  of  six  of  the  area 
cities  Increased  about  42,300  from  1940 
to  1948,  but  population  of  these  cities  and 
the  counties  in  which  they  are  located 
taken    together    Increased    only    about 
17,900.    The  record  of  the  last  three  years 
shows  that  production  of  milk  approved 
by  the  various  health  authorities  of  the 
area  has  not  only  met  the  increasing 
con.sumer  demand  but  has  actually  in- 
crea.sed  more  than  has  demand.    Pro- 
duction trends  in  relation  to  changes  in 
demand  are  discussed  at  a  later  point  in 
this  decision. 

The  record  does  not  contain  evidence 
to  justify  a  price  Increase  on  the  basis 
of  increased  cost  factors  reflected  in  the 
class  price  diffentials.  However,  provi- 
sion may  be  made  at  this  time  for  in- 
creasing producer  prices  promptly  if  the 
increasing  demand  for  milk  resulting 
from  the  expected  industrial  develop- 
ment of  the  area  tends  to  exceed  the 
amount  supplied  under  the  prevailing 
price  structure.  Such  a  provision  is  pro- 
posed and  discussed  in  connection  with 
producers'  proposal  number  five. 

(3)  A  "supply-demand"  price  adjust- 
ment provision  to  be  based  on  the  per- 
centage of  producer  milk  in  Class  III 
milk  and  a  "contraseasonal"  price  provi- 
sion should  be  adopted. 

Producers  proposed  a  provision  for  an 
automatic  price  adjustment  ba.sed  on  the 
percentage  of  producer  milk  classified  as 
Cla-ss  III  milk.     Under  the  proposal  the 
Cla.ss  I  and  Cla.ss  II  prices  would  be  in- 
crea.sed  for  any  delivery  period  25  cents 
over  the  level  otherwise  applicable  if  the 
quantity  of  producer  milk  classified  as 
Class  III  milk  for  the  twelve  month  pe- 
riod ended  with  the  second  month  pre- 
ceding the  delivery  period  in  less  than  15 
percent  of  producer  deliveries.      A  de- 
crease of  a  similar  amount  would  apply 
for  any  delivery  period  if  the  producer 
milk  in  Class  III  milk  for  such  a  twelve 
month  period  is  more  than  40  percent  of 
producer  deliveries.    It  was  testified  that 
this  proposal  is  Intended  to  act  as  a  "gov- 
ernor" to  take  care  of  an  over-supply  or 
under-supply  of  milk  and  would  have  the 
desirable  tendency  to  cau.se  milk  to  move 
from    other    than    Huntington    district 
plants  of  handlers  into  Huntington  dis- 
trict plants  when  needed  in  the  latter 
plants.     It  was  explained  that  any  in- 
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crease  In  price  resulting  from  this  pro- 
posal would  be  In  addition  to  those  In- 
volved in  the  other  price  proposals  previ- 
ously discussed,  although  It  was  stated 
that  this  proposal  Is  not  intended  to  have 
Immediate  effect  In  Increasing  Class  I  and 
Class  n  prices.  It  was  stated  also  that 
the  particular  percentages  used  might 
warrant  adjustment.  A  further  proposal 
designed  to  prevent  "contraseasonal" 
prices  for  Cla.ss  I  and  Class  II  milk  would 
provide  that  such  prices  for  any  of  the 
months  from  September  through  Febru- 
ary shall  not  be  lower  than  the  applicable 
price  for  the  preceding  month  and  that 
the  Class  I  and  Class  II  prices  for  any  of 
the  months  of  March  through  June  shall 
not  be  higher  than  the  applicable  price 
for  the  preceding  month. 

In  connection  with  the  first  of  these 
proposals  data  were  Introduced  Into  the 
record  for  the  period  July  1946-December 
1948  showing  a  series  of  monthly  percent- 
ages of  producer  milk  classified  as  Cla.ss 
III  milk  for  each  of  the  main  segments 
of  the  marketing  area  and  for  the  mar- 
keting area  as  a  whole,  on  the  basis  of  an 
average  for  a  12  month  period  ended,  in 
each  instance,  with  the  month  for  which 
the  percentage  is  shown.    These  data  in- 
dicate that  on  the  basis  of  the  12  month 
moving  average  the  amount  of  producer 
milk  classified  as  Class  III  milk  for  the 
entire  market  has  been  running  about  15 
percent  of   total   producer  receipts,   or 
slightly  less.     Such  average  percentages 
have  varied  between  a  high  of  15.1  and  a 
low  of  7.8  between  July  1946  and  Decem- 
ber 1948.    For  most  of  the  period  shown 
Huntington  district  plants  .show  a  le.s.ser 
average  percentage  of  producer  milk  in 
Class  III  milk  than  the  entire  area  while 
other  than  Huntington  district  fluid  milk 
plants  of  handlers  show  a  greater  average 
percentage.    In  support  of  the  "supply- 
demand"  adjustment  proposal,  producers 
contended  that  (a)  a  shortage  of  milk 
exists  as  evidenced  by  the  amount  of 
other  source  milk  still  being  brought  into 
the  market  each  month  to  supplement 
producer  supplies  and  the  fact  that  the 
percentage  of  producer  milk  In  Cla.ss  I  in 
January  1949  was  91.4  percent  of  total 
producer  deliveries,  or  only  1.8  percent 
under  the  93.2  percent  so  utilized  In  Janu- 
ary 1948,  and   (b>    although  additional 
producers  have  been  added  to  the  market 
in  recent  months  they  were  attracted 
during  the  first  ten  months  of  1948  by  the 
price  level  then  prevailing,  and  that  a 
significant  decrease  in  producer  numbers 
occurred    In    November    and    December 
1948  as  prices  decreased. 

The  supply  condition  of  the  Tri-State 
marketing  area  has  shown  considerable 
change  in  relation  to  the  need  for  milk 
for  Cla.ss  I  use  during  the  past  several 
months.  Although  the  use  of  "other 
source"  milk  to  supplement  producer  milk 
deliveries  for  Class  I  and  Cla.ss  II  pur- 
poses continued  in  each  month  of  1948 
and  in  January  1949,  both  the  volume 
and  the  percentage  of  such  milk  to  pro- 
ducer deliveries  in  such  classes  decreased 
substantially  as  compared  with  the  pre- 
vious year.'  Producer  deliveries  showed 
a  marked  Increase  during  the  same  pe- 
riod and  represented  a  much  greater  pro- 
portion of  total  milk  receipts  by  handlers. 
During  the  short  production  months  of 
October,  November,  and  December  1948 


and  January  1949  the  other  source  milk 
utilized  for  Class  I  purposes  decreased  to 
3.08  million  pounds,  or  48.2  percent  below 
the  amount  of  5.97  million  pounds  so 
utilized  In  the  same  four-month  period 
a  year  earlier.  In  January  1949,  the 
other  source  milk  used  In  Cla.ss  I  was  51.8 
percent  less  than  the  amount  u.sed  in 
such  class  In  January  1948.  Receipts  of 
milk  by  handlers  from  producers  In  Jan- 
uary 1949  were  17.6  percent  above  the 
quantity  received  in  January  1948.  The 
latter  Increase  compares  with  a  produc- 
tion increase  of  4.0  percent  for  the  na- 
tion as  a  whole.  For  the  entire  year  1948 
deliveries  by  the  Tri-State  producers  In- 
creased 8.6  percent  over  the  amount  de- 
livered in  the  year  1947. 

Class  I  milk  for  the  marketing  area  In- 
creased, on  the  other  hand.  4.2  percent  in 
1948  over  1947.  The  Increase  In  use  In 
this  class  for  January  1949  was  2.6  per- 
cent above  the  amount  so  ased  in  Janu- 
ary 1948.  In  the  early  months  of  1948 
the  monthly  percentage  increase  In  Class 
I  sales  was  greater  than  the  Increase  in 
producer  deUveries.  as  compared  with  the 
corresponding  month  of  1947.  However, 
a  reverse  trend  began  about  the  middle  of 
last  year  and  since  that  time  Class  I 
sales  for  each  month  have  shown  a  lesser 
Increase  over  the  same  month  in  1947 
while  producer  deliveries  have  shown  a 
greater  increase  over  the  corresponding 
month  of  1947. 

Volumewise  also  the  increase  In  pro- 
ducer deliveries  in  recent  months  as  com- 
pared with  the  corresponding  period  a 
year  ago  greatly  exceeds  the  Increase  In 
Class  I  milk  sales.    In  the  short  produc- 
tion months  of  October,  November,  De- 
cember, and  January  just  passed  pro- 
ducer receipts  amounted  to  4.6  million 
pounds  more  than  the  quantity  received 
In  the  same  months  a  year  earlier.   Gross 
Class  I  sales,  on  the  other  hand,  increa.sed 
only   .82   million   pounds   in   the   same 
months  of  1948-49  as  compared  with  the 
short  production  season  October  1947- 
January  1948.    The  volimie  Increase  In 
producer  receipts  was  5.6  times  the  In- 
crease in  Class  I  sales.    The  Increase  in 
producer  deliveries  in  the  period  Octo- 
ber 1948-January  1949  from  the  year  be- 
fore was  greater  than  the  combination 
of  the  total  quantity  of  other  source  milk 
utilized  as  Class  I  in  the  later  period  and 
the  increase  in  gross  Class  I  utilization 
from  the  same  period  a  year  ago.   In  Jan- 
uary 1949,  the  volume  lncrea.se  In  pro- 
ducer receipts  over  January  1948  was  5  8 
times  the  increase  In  Class  I  sales. 

Analysis  of  the  production  and  utiliza- 
tion data  is  not  complete  with  a  show- 
ing that  producer  milk  utilized  as  Class 
I  milk  has  not  charged  percentage- 
wise to  any  great  extent  in  the  most  re- 
cent month  from  the  .same  month  a  year 
ago.  Such  a  percentage  may  remain 
relatively  constant  while  important  dif- 
ferences occur  In  the  underlying  factors, 
1.  e.,  changes  in  the  gross  volume  of  Class 
I  sales,  changes  in  the  quantity  of  pro- 
ducer milk  delivered,  the  amount  of 
other  source  milk  necessary  for  Class 
I  use.  and  the  allocation  among  handlers 
of  the  available  producer  supply.  Al- 
though the  total  supply  for  the  market- 
ing area  may  not  have  been  entirely  suf- 
ficient to  cover  all  Class  I  needs  In  the  « 
recent  months  of  normally  short  pro- 
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duction,  it  is  evident  that  rapid  progress 
Is  being  made  to  overcome  any  deficiency 
in  the  supply  of  producer  milk.  Pro- 
ducer numbers  Increased  from  1362  In 
January  1948  to  1535  in  January  this 
year,  an  Increase  of  12.7  percent.  Dur- 
ing the  first  seven  months  of  1948  when 
prices  were  advancing  the  monthly  rate 
of  Increase  In  producer  numbers  was  22  8 
per  month,  while  during  the  five-month 
period  of  declining  prices,  the  gain  in 
new  producers  was  40.2  per  month. 
However,  those  producers  who  Jeft  the 
market  during  the  year  left  at  the  rate 
of  24.5  during  the  months  of  rising 
prices  and  at  the  rate  of  25.4  per  month 
during  the  months  of  decreasing  prices. 
Also,  deliveries  of  milk  by  producers  show 
Increases  In  the  months  of  October  1948 
through  January  1949  ranging  from  12.2 
to  18.8  percent  when  compared  with  cor- 
responding months  a  year  ago.  From 
January  to  August  1948  such  Increases, 
compared  with  the  corresponding  month 
of  1947.  ranged  from  3.6  to  8.6  percent. 
Producers  delivered  6  percent  more  milk 
In  the  October  1947^anuary  1948  period 
than  in  the  same  period  the  year  before 
and  16  percent  more  in  October  1948- 
January  1949  than  in  October  1947-Jan- 
uary  1948.  The  Indications  are  strong 
that  producer  milk  deliveries  soon  are 
likely  to  meet  any  supply  deficiency.  The 
record  contains  evidence  that  at  the  pro- 
duction level  of  last  spring  and  summer 
some  hand'ers  experienced  a  problem  in 
handling  a  portion  of  their  Class  III 
skim  milk.  This  year  has  begun  with  a 
higher  production  level  than  prevailed 
In  early  1948.  Under  the  above  condi- 
tions and  the  fact  that  the  season  of 
flush  production  Is  approaching,  the 
posslbllty  of  an  Immediate  Increa.se  in 
price  through  a  "supply-demand"  ad- 
justment should  be  avoided.  However, 
as  stated  previously,  a  considerable 
amount  of  testimony  was  given  to  Indic- 
ate that  the  economic  outlook  for  com- 
munities in  the  marketing  area  is  favor- 
able to  a  continued  high  level  of  demand 
for  milk.  It  is  possible  that  a  further 
expansion  of  the  industrial  economy  In 
the  area  might  result  In  an  appreciable 
shortage  of  milk  in  the  fall  months  of 
1949  If  some  a.ssurance  Is  not  given  that 
a  short  supply  situation  will  be  met 
promptly  with  a  price  adjustment.  It 
is  proposed  that  this  assurance  be  based 
on  a  "supply-demand"  price  adjustment 
to  increase  Class  I  and  Class  II  milk 
prices  automatically  by  25  cents  per  hun- 
dredweight for  the  months  of  October, 
November.  December  and  January  if, 
for  either  the  Huntington  district  or  the 
entire  marketing  area,  the  amount  of 
producer  milk  in  Class  III  averages  less 
than  12  percent  of  producer  receipts  for 
the  12  months  ended  with  the  preceding 
August.  Similarly,  a  decrease  of  25 
rents  per  hundredweight  should  occur 
in  the  months  of  April,  May,  June,  and 
July  If  producer  milk  in  the  Cla.ss  III 
milk  for  the  12  months  ended  with  Feb- 
ruary (but  not  February  1949)  is  greater 
than  18  percent  of  producer  receipts 
for  either  the  Huntington  district  or  the 
entire  marketing  area.  Such  a  provision 
will  give  an  opportunity  to  observe 
whether  producer  receipts  In  1949  will 
continue  to  outrun  Cla.ss  I  sales  as  they 
have  in  the  last  few  months  and  yet  will 
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provide  prompt  relief  if  the  market  has 
a  short  supply  next  fall.  On  the  other 
hand,  if  producer  supplies  increase  to  the 
r>oint  that  more  than  18  p>ercent  would 
have  to  be  utilized  as  Class  III  milk  on  a 
12  month  basis,  a  lesser  price  would  be 
appropriate  for  those  months  when  the 
supply  would  present  a  seasonal  surplus 
problem.  A  lower  price  at  such  time 
also  would  give  greater  incentive  to  a 
more  even  production  throughout  the 
year.  The  Huntington  district  is  In 
greater  need  of  milk  than  the  remainder 
of  the  marketing  area.  In  many  months 
other  than  Huntington  district  plants 
utilize  no  other  source  milk  in  Class  I. 
The  other  source  milk  needed  in  Class  I 
and  II  in  the  Huntington  district  aver- 
aged 839,091  pounds  in  1948.  If  pro- 
ducer receipts  at  plants  in  this  district 
were  stimulated  to  cover  the  quantity  of 
other  source  milk  now  being  used  in 
Class  I  and  II.  it  is  probable  that  under 
the  existing  seasonal  pattern  of  produc- 
tion about  one-third  of  such  production 
Increase  necessarily  would  fall  into  Class 
III  milk.  On  this  basis  Class  III  milk 
in  the  Huntington  district,  assuming  the 
prevailing  distribution  of  supply  among 
handlers,  would  represent  approximately 
12  percent  of  producer  receipts  after 
production  had  increased  sufficiently  to 
replace  other  source  milk  used  in  Class 
I  and  Class  II  milk.  To  increase  the  12 
months  average  percentage  of  Class  III 
milk  above  12  percent  of  producer  re- 
ceipts would  tend  to  provide  a  reward  to 
producers  to  continue  to  produce  un- 
evenly throughout  the  year.  On  the 
other  hand,  burdensome  supplies  of  milk 
should  not  be  encouraged.  The  addi- 
tional production  of  producer  milk 
needed  to  cover  gross  Class  I  and  II  use 
for  the  marketing  area  was  995.153 
pounds  per  month  In  1948.  It  appears 
evident  that  for  the  marketing  area  as 
a  whole.  In  contrast  to  the  Huntington 
district,  about  one-half  of  the  extra  pro- 
duction induced  to  cover  such  need  nec- 
essarily would  fall  Into  Class  in  milk. 
'  Thus,  under  the  prevailing  seasonal  pro- 
duction pattern  producer  milk  In  Class 
HI  for  the  marketing  area  would  average 
18  percent  if  total  production  Is  stimu- 
lated to  this  extent.  By  making  these 
percentage  applicable  to  either  the 
Huntington  district  plants  or  all  fluid 
milk  plants  supplying  the  marketing 
area,  it  is  planned  to  give  encouragement 
to  the  production  of  a  sufficient  supply 
of  producer  milk  and  a  better  allocation 
of  the  total  market  supply  of  such  milk, 
and,  at  the  same  time,  to  avoid  a  burden 
of  surplus  for  the  marketing  area  as  a 
whole. 

In  order  to  minimize  contraseasonal 
price  movements  to  achieve  a  closer 
alignment  of  prices  seasonally  with  sea- 
sonal cost  changes  and  to  encourage  the 
production  of  milk  in  those  months  when 
it  Is  most  needed,  it  Is  proposed  to  adopt 
a  provision  under  which  the  minimum 
prices  for  Class  I  milk  and  Class  II  milk 
in  the  short  production  months  of  Octo- 
ber through  January  shall  not  be  less 
than  the  minimum  prices  In  effect  for 
such  classes,  respectively,  in  the  month 
of  September  and  the  minimum  prices 
for  such  classes  in  April  through  July 
shall  not  be  higher  than  those  In  effect 
for  the  month  of  March.    The  record 
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indicates  wide  variation  in  the  sesisonal 
production  pattern  with  lowest  produc- 
tion generally  In  the  months  of  October 
through  January  and  highest  production 
usually  in  April.  May.  June,  and  July. 
Conversely,  October  through  January  Is 
a  high-cost  period  for  production  while 
in  April  through  July  costs  are  seasonally 
lower. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

<b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8e  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feeds,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  Interest; 
and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  In  the 
same  maimer  as.  and  will  be  applicable 
only  to  persons  in  the  respective  classes 
of  Industrial  and  commercial  activity 
specified  in,  a  marketing  agreement  upon 
which  hearings  have  been  held. 

Proposed  findings  and  conclusions. 
Briefs  were  filed  on  behalf  of  both  the 
producers'  associations  and  handlers  sub- 
ject to  Order  No.  72.  The  briefs  con- 
tained proposed  findings  of  fact,  con- 
clusions and  argument  with  respect  to 
the  proposals  discussed  at  the  hearing. 
Every  point  covered  In  the  briefs  was 
carefully  considered  along  with  the  evi- 
dence in  the  record  in  making  the  find- 
ings and  reaching  the  conclusions  here- 
inbefore set  forth.  To  the  extent  that 
such  suggested  findings  and  conclusions 
contained  in  the  briefs  are  inconsistent 
with  the  findings  and  conclusions  con- 
tained herein  the  request  to  make  such 
findings  or  to  reach  such  conclusions  are 
denied  on  the  basis  of  the  facts  found 
and  stated  In  connection  with  the  con- 
clusions In  the  recommended  decision. 

Recommended  marketing  agreement 
and  amendment  to  the  order.  The  fol- 
lowing amendment  to  the  order,  as 
amended,  is  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
these  conclusions  may  be  carried  out. 
The  proposed  marketing  agreement  is 
not  included  because  the  regulatory  pro- 
visions thereof  would  be  the  same  as 
those  contained  in  the  order,  as  amended, 
and  as  proposed  to  be  further  amended. 

1.  Delete  from  §  972.5  (b)  the  proviso 
contained  therein  and  sub.stitute  there- 
for the  following: 

Provided,  That  If.  as  computed  by  the 
market  administrator  ( 1 )  the  total  quan- 
tity of  producer  milk  classified  as  Class 
III  milk  is  less  than  12  percent  of  total 
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producer  milk  receipts  at  either  Hunt- 
ington district  plants  or  all  fluid  mlllc 
plants  of  handlers  for  the  12-month  pe- 
riod ending  with  the  month  of  August  In 
any  year,  the  prices  of  Class  I  milk  and 
Class  n  milk  for  the  following  October. 
November,  December,  and  January  shall 
be  Increased  25  cents  per  hundredweight 
over  the  price  otherwise  applicable  pur- 
suant to  this  paragraph  and  paragraph 
(c)  of  this  section;  or  (2)  the  total  quan- 
tity of  producer  milk  classified  as  Class 
III  milk  Is  more  than  18  percent  of  total 
producer  milk  receipts  at  either  Hunt- 
ington district  plants  or  all  fluid  milk 
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plants  of  handlers  for  the  12-month  pe- 
riod ending  with  the  month  of  February 
(not  February  1949)  in  any  year,  the 
prices  of  Class  I  milk  and  Class  U  milk 
for  the  following  April.  May.  June  and 
July  shall  be  decreased  25  cents  under 
the  price  otherwise  applicable  pursuant 
to  this  paragraph  and  paragraph  (O  of 
this  section:  And  provided  further,  That 
the  prices  for  Class  I  milk  and  Class  II 
milk  for  the  months  of  October  through 
January,  inclusive,  shall  not  be  lower 
than  the  respective  prices  computed  for 
such  classes  pursuant  to  this  section  for 


the  preceding  September,  and  the  prices 
for  Class  I  milk  and  Class  II  milk  for 
the  months  of  April  through  July,  in- 
clusive, shall  not  be  higher  than  the  re- 
spective prices  computed  for  such  classes 
pursuant  to  this  section  for  the  preceding 
March. 

Filed  at  Washington,  D.  C.  this  11th 
day  of  March  1949. 

I  SEAL]  John  I.  Thompson, 

Assistant  Administrator. 

[P.   R.   Doc.   49-1994:    Piled.   Mar.    16.    1949; 
8:45  a.  m.l 
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DEPARTMENT  OF  STATE 

(Public  Notice  4] 
Disposal  or  Surplus  Propcttt 

BELKATION  OF  AUTHORITY  TO  FOREIGN 
LIQUIDATION  COMMISSIONER  AND  DEPUTY 
FOREIGN   LIQUIDATION  COMMISSIONER 

1.  Basic  delegation.   Under  the  general 
supervision  of  and  in  conformity  with 
such  directions,  orders,  or  instructions  as 
may  from  time  to  time  be  Issued  by  the 
Secretary  of  State  In  the  execution  of  the 
foreign  policies  of  the  United  States,  and 
reporting  to  the  Secretary  through  the 
Assistant  Secretary  for  Economic  Affairs : 
(a>  The  Foreign  Liquidation  Commis- 
sioner (referred  to  as  Commissioner  In 
the  regulations  In  this  part>   Is  hereby 
delegated  the  entire  authority  and  re- 
sponsibility now  or  hereafter  vested  in 
the  Department  of  State  for  the  admin- 
istration and  coordination  of  policies  and 
action  in  connection  with  the  disposition 
of  all  surplus  property.  Including  scrap, 
salvage,  waste  materials,  and  property 
captured  from  the  enemy,  for  which  the 
Department  of  State  may  be  responsible; 
(b)  The  Deputy  Foreign  Liquidation 
Commissioner    (referred   to    as   Deputy 
Commissioner  in  the  regulations  in  this 
part)   Is  hereby  delegated  authority  to 
serve  as  Deputy  to  the  Foreign  Liquida- 
tion Commissioner  In  all  matters  relating 
to  the  disposal  of  surplus  property,  and 
to  exercise  all  of  the  authority  and  per- 
form all  of  the  functions  of  the  Com- 
missioner with  respect  to  such  matters 
In  his  absence. 

2.  Authority  to  execute  contracts  and 
other  documents.  The  Commissioner 
and  the  Deputy  Commissioner  are  au- 
thorized to  execute  such  agreements, 
contracts,  and  other  documents  on  behalf 
of  the  United  States  or  the  Department 
of  State  as  may  be  necessary  or  desirable 
In  the  performance  of  the  functions  dele- 
gated to  them. 

3.  Authority  to  designate  deputies  and 
other  officers— (&)  Deputies  and  assist- 
ants. The  Commissioner  is  authorized, 
with  the  approval  of  the  Assistant  Secre- 
tary for  Economic  Affairs,  to  designate 
additional  Deputy  Commissioners,  who 
may  in  the  order  prescribed  in  the  instru- 
ment of  designation  exercise  all  of  the 
authority  and  perform  all  of  the  func- 
tions hereunder  of  the  Commissioner  in 


his  absence,  and  one  or  more  Assistant 
Commissioners,  who  may  In  the  order 
prescribed  in  the  instrument  of  appoint- 
ment exercise  all  of  the  authority  and 
perform  all  of  the  functions  of  the  Com- 
missioner in  this  part  In  the  absence  of 
the  Commissioner  and  the  Deputy  Com- 
missioner. 

(b)  Other  delegations.  The  Commis- 
sioner is  authorized  to  designate  field 
representatives  and  to  delegate  all  or  any 
part  of  his  authority  and  functions  in 
this  part  hereunder  to  such  representa- 
tives, and  to  any  United  States  Govern- 
ment agency,  with  the  consent  of  such 
agency,  or,  subject  to  such  conditions, 
directions,  and  restrictions  as  may  be 
prescribed  by  the  Commissioner  or  his 
authorized  representatives,  either  in  the 
instrument  of  delegation  or  otherwise 
from  time  to  time,  to  a  person  under 
the  complete  control  of  such  Government 
agency.  Such  delegations  may  authorize 
successive  redelegatlons  according  to  the 
terms  of  the  instrument  of  delegation. 
Under  this  authorization  the  following 
types  of  delegations  have  been  made: 

(1)  Central      Field      Commissioners, 
Field  Commissioners,  and  Special  Rep- 
resentatives   have    been    delegated    the 
power,  for  or  on  behalf  of  the  Foreign 
Liquidation  Commissioner,  (I)  to  dispose 
of  all  surplus  property  located  in  their 
respective  areas  for  the  disposal  of  which 
the  Department  of  State  may  be  respon- 
sible; <li)  to  perform  all  acts  necessary 
to  accomplish  the  expeditious  disposal 
of  such  property.  Including  the  execution 
of   contracts,   the   employment   of   per- 
sonnel, and  the  procurement  of  mate- 
rials within  the  limits  of  funds  available 
to  their  respective  areas  for  such  pur- 
poses; and  (ill)  to  redelegate  to  deputies 
and  assistants  all  or  any  part  of  their 
powers  with  regard  to  all  or  any  part  of 
the  area  or  property  under  their  juris- 
diction In  accordance  with  applicable  di- 
rectives issued  by  the  Foreign  Liquidation 
Commissioner. 

i2>  The  geographic  areas  under  the 
jurisdiction  of  the  various  Central  Field 
Commissioners.  Field  Commissioners, 
and  Special  Representatives  are  as  fol- 
lows: 

(i)  Central  Field  Commissioner  for 
Pacific  Islands.  Asia,  and  Australia. 
Those  areas  comprising  (a>  all  Island 
areas  in  the  Pacific  Ocean  west  of  141 


degrees  west  longitude  excluding,  how- 
ever, the  Hawaiian  Islands  and  the  Aleu- 
tian Islands;  (b)  China  and  Korea;  (c) 
French  Indochina.  Slam,  and  Malaya; 
(d)  the  India-Burma  Theater  compris- 
ing the  area  lying  west  of  100  degrees 
east  longitude,  and  east  of  60  degrees 
east  longitude,  excluding,  however.  Iran; 
and  (e»  Au.stralia. 

(ii»  Special  Representative  for  Latin 
America  and  the  Antilles.  Those  areas 
lying  outside  the  continental  United 
States  and  Puerto  Rico  east  of  141  de- 
grees west,  west  of  32  degrees  west,  and 
south  of  33  degrees  north,  excepting, 
however.  Bermuda  and  the  Bahamas. 

(Ill)  Central  Field  Commissioner  for 
Europe.  Those  areas  lying  east  of  32  de- 
grees west,  west  of  60  degrees  east,  and 
north  of  14  degrees  south,  excluding, 
however,  (a)  Greenland  and  Iceland; 
(b)  areas  east  of  32  degrees  east  and 
south  of  37  degrees  north;  and  fc)  Iran, 
Iraq.  Syria.  Turkey.  Egypt,  Anglo-Egyp- 
tian Sudan.  Uganda.  Tanganyika,  North- 
ern Rhodesia,  and  Angola. 

(3)  The  Field  Commissioner  for  Mili- 
tary Programs  has  been  delegated  the 
power,  for  or  on  behalf  of  the  Foreign 
Liquidation  Commissioner,  to  dispo.se  of 
to  other  governments  surplus  military 
property  located  within  or  outside  the 
continental  United  States,  its  territories 
and  possessions. 

(4 1  Sales  officers  have  been  delegated 
limited  authority  to  execute  contracts  for 
the  sale  and  transfer  of  surplus  property 
in  accordance  with  their  delegated  au- 
thority. Sales  officers  include  those  per- 
sons who  have  been  delegated  authority 
to  negotiate  and  execute  contracts  for 
the  sale  of  specific  surplus  property,  spe- 
cific types  of  surplus  property,  or  all  sur- 
plus property  located  In  specified  area.<:. 
(5»  The  names  of  all  persons  holding 
final  authority  to  act  for  or  on  behalf  ef 
the  Foreign  Liquidation  Commissioner 
with  respect  to  the  matters  describtcl 
herein  are  on  file  in  the  Office  of  the  For- 
eign Liquidation  Commissioner,  Depart- 
ment of  State,  Washington  25,  D.  C. 

(c>  The  Commissioner  Is  also  author- 
ized to  designate  to  serve.  In  such  repre- 
sentative capacities  as  may  be  deemed 
necessary,  such  officers  and  enlisted  per- 
sonnel of  military  or  naval  establish- 
ment* as  may  be  detaUed  to  the  Depari- 
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ment  of  State  pursuant  to  Executive  Or- 
der 9630.  dated  September  27,  1945. 

4.  Assignment  of  War  and  Navy  of- 
ficers to  field  representative  of  the  Com- 
missioner.  The  Commissioner  or  his  field 
representatives  are  authorized  to  call 
upon  the  War  and  Navy  Departments, 
and  the  military  commander  of  any  the- 
ater of  oi>eratlons,  command,  depart- 
ment, or  base  In  foreign  areas  and  the 
naval  commander  of  any  area,  several 
areas,  or  fleet  or  the  commandant  of  a 
naval  district.  In  foreign  areas  for  the 
assignment  within  his  command  to  the 
field  representative  of  the  Commissioner, 
of  such  military  and  naval  personnel, 
transportation,  and  administrative  serv- 
ices or  facilities  as  may  be  required  to 
be  furnished  by  them  pursuant  to  para- 
graphs 8  and  9  of  Ebcecutlve  Order  9630, 
dated  September  27,  1945. 

5.  Maintenance  of  records.  The  Com- 
missioner shall  maintain  records  of  all 
his  transactions  and  require  that  such 
records  be  kept  by  each  field  representa- 
tive in  the  form  and  manner  prescribed 
by  him. 

(58  Stat.  765,  59  Stat.  533.  Pub.  Law  375, 
79th  Cong..  60  Stat.  168.  Pub.  Law  584. 
79th  Cong..  60  Stat.  754;  50  U.  8.  C.  App.. 
Supp.  1611.  1614a.  1614b;  E.  O.  9630.  Sept. 
27,  1945.  3  CFR  1945  Supp.) 

This  notice  will  become  effective  on  the 
date  of  publication  in  the  Federal  Reg- 
ister. 

Dean  Acheson. 
Secretary  of  State. 

March  U.  1949. 

[P.   R.   Doc.   49-2034;    Piled,   Mar.    16,    1949; 
8:61  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Arizona 
classification  order 

March  10.  1949. 

1.  Pursuant  to  authority  dele«ated  to 
me  by  the  Director.  Bureau  of  Land  Man- 
agement, by  Order  No.  319.  dated  Julv  19, 
1948  (43  CFR  50,451  (b)  (3).  13  F.  R. 
4278) ,  I  hereby  classify,  as  hereinafter 
indicated,  under  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C. 
682a).  as  amended,  the  following  de- 
scribed public  lands  in  the  Phoenix.  Ari- 
zona land  district,  embracing  approxi- 
mately 640  acres: 

Arizona  Small  Tract  Classification  No.  15 

Fur  lease  and  sale,  for  home,  cabin,  health 
and  convalescent  sites: 

T.  4  N..  R.  2  E .  O,  &  8.  R.  B.  &  M.,  Arizona 
Sec.  13,  E'^SE'i,  SW'/4SE',4; 
Sec.  14.  SEU; 

Sec.  15.  SWViNW'/i.  N'4SW>/4: 
Sec.  22.  SEi4NW'/4.  NE'ASWVi.  SWliSW^l 
Sec.        27.        N>/iNW<4.        N',iSW"iNW»,4, 
N'iNViSWViNW'/*. 

For  business  purposes: 

Sec.  27.  Sy2S'/iSW'/4NWV4. 

2.  Pursuant  to  I  257.9  of  the  Code  of 
Federal  Regulations  (43  CFR,  Part  257). 
a  preference  right  to  a  leswe  is  accorded 
to  those  applicants  whose  applications 
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(a)  were  regularly  filed,  under  the  regu- 
lations issued  pursuant  to  the  act,  prior 
to  8:30  a.  m.  on  Marfh  20,  1946,  and  (b) 
are  for  the  type  of  site  for  which  the  land 
subject  thereunder  has  been  classified. 
As  to  such  applications,  this  order  shall 
become  effective  upon  the  date  upon 
which  it  is  signed. 

3.  As  to  the  land  not  covered  by  the 
applications  referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1,  1938,  cited 
above  until  10:00  a.  m.  on  May  12,  1949. 
At  that  time  such  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence right  filings.  For  a  period  of 
ninety  days  from  10:00  a.  m.  on  May  12, 
1949  to  close  of  business  on  August  10, 
1949,  Inclusive,  to  (D  application  under 
the  Small  Tract  Act  of  June  1,  1938,  by 
qualified  veterans  of  World  War  II,  for 
whose  service  recognition  is  granted  by 
the  act  of  September  27,  1944  (58  Stat. 
747,  43  U.  S.  C.  279) ,  as  amended,  and  by 
other  qualified  persons  entitled  to  credit 
for  service  under  the  said  act,  subject 
to  the  requirements  of  applicable  law,  and 
(2 )  application  under  any  applicable  pub- 
lic land  law,  based  on  prior  existing  valid 
settlement  and  preference  rights  con- 
ferred by  existing  laws  or  equitable  claims 
subject  to  allowance  and  confirmation. 
Application  by  such  veterans  and  by  other 
persons  entitled  to  credit  for  service  shall 
be  subject  to  claims  of  the  classes  de- 
scribed in  subdivision  (2). 

(b)  Advance  period  for  simultaneous 
prjeference-right  filings.  All  applications 
by  such  veterans  and  E>ersons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  at  8 :  30  a.  m.  on  March 
20.  1946.  or  theresjter  up  to  and  includ- 
ing 10:00  a.  m.  on  May  12.  1949,  shall  be 
treated  as  simultaneously  filed. 

(c)  Date  for  nonpreference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  August  11, 
1949,  any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally. 

(d)  Advance  period  for  simultaneous 
nonpreference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  at  8:30  a.  m.  on 
March  20,  1948,  or  thereafter  up  to  and 
including  10:00  a,  m.  on  August  11,  1949, 
shall  be  treated  as  simultaneously  filed. 

4.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or  na- 
val service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  In  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

8.  All  application^  referred  to  in  para- 
graphs 2  and  3,  which  shall  be  filed  in 
th«  United  States  District  Land  Office, 
at  Phoenix,  Arizona,  shall  be  acted  upon 
In  accordance  with  5  293.8  of  Title  43  of 
the  Code  of  Federal  Regulations  to  the 
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extent  that  such  regulations  are  applica- 
ble. Applications  under  the  Small  Tract 
Act  of  June  1,  1938  shall  be  governed  by 
the  regulations  contained  In  Part  257  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions. 

6.  Lessees  under  the  Small  Tract  Act 
of  June  1,  1938,  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which.  In  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease 
was  issued.  Leases  on  those  lands  which 
are  hereinbefore  classified  as  home, 
cabin,  health  and  convalescent  sites  will 
be  for  a  period  of  not  more  than  five 
years  at  an  annual  rental  of  $5.00  payable 
for  the  entire  lease  p>erlod  in  advance. 
Such  leases  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$50.00  per  five-acre  tract  and  application 
for  such  purpose  may  be  filed  at  or  after 
the  expiration  of  one  year  from  the  date 
the  lease  Issued. 

7.  The  lands  which  are  classified  as 
home,  cabin,  health  and  convalescent 
sites  shall  be  leased  in  tracts  of  approxi- 
mately five  acres,  each  approximately  330 
feet  by  660  feet  with  the  longer  dimen- 
sion extending  north  and  south.  The 
tracts,  whenever  possible,  must  conform 
in  description  with  the  rectangular  sys- 
tem of  surveys  as  one  compact  unit.  As 
to  home,  cabin,  health  and  convalescent 
sites,  preference  right  leases  referred  to 
In  paragraph  2  will  be  Issued  for  the  land 
described  in  the  application,  irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  or  is  made  to  conform 
to  the  area  and  dimensions  specified 
above.  Where  only  one  five-acre  tract 
in  a  ten-acre  subdivision  is  embraced  in 
a  preference  right  application,  the  Man- 
ager Is  authorized  to  accept  applications 
for  the  remaining  5-acre  tract  extending 
In  thejsame  direction  so  as  to  fill  out  the 
subdivision,  notwithstanding  the  direc- 
tion of  the  tract  may  be  contrary  to  that 
specified  above. 

8.  Those  lands  which  are  described  as 
the  SV2S>/2SWV4NW'/4  of  Sec.  27  which 
are  classified  as  business  sites  will  be 
leased  and  or  sold  in  tracts  of  approxi- 
mately 1^4  acres,  each  approximately 
165  feet  by  330  feet  with  the  longer 
dimensions  extending  north  and  south 
and  no  change  in  direction  will  be  per- 
mitted. 

9.  The  lands  referred  to  In  paragraph 
8  hereof  shall  be  leased  for  the  minimum 
annual  rental  of  $20.00  for  each  tract 
payable  for  the  first  year  in  advance  of 
the  l-ssuance  of  the  lease  and  payable 
in  advance  for  each  year  of  the  life  of 
the  lease  thereafter. 

In  the  event  that  the  gro.ss  income  of 
the  business  conducted  on  the  leased 
tract  shall  in  any  year  amount  to  the 
sum  of  $2,001.00  or  more,  then  the  lessee 
shall  pay  additional  rentals  in  accord- 
ance with  the  schedule  of  rentals  for 
small  tracts  as  set  out  below: 

Gross  income  $2,001.00  to  $5,000  00  17.,  of 
the  gross  above  $2,000.00  in  addition  to  the 
$20.00  minimum  already  paid. 
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Gro68  Income  of  $5,001  00  to  $15,000.00  1% 
of  the  first  $5,000.00  and  »/i  of  one  percent 
from  $5,001  00  to  $15,000  00. 

Gross  Income  of  over  $15,000.00.  l^r  on 
the  first  $5,000  00.  '/^  of  one  percent  on  $6.- 
001.00  to  $15.f>0D.00  and  '4  of  one  percent  on 
all  gross  Income  In  excess  of  $15,000.00  per 
annum. 

10.  In  order  to  implement  computa- 
tion and  collection  of  tbe  rentals  for  bus- 
iness sites  mentioned  in  paragraph  9, 
the  lease  shall  contain  a  provision 
requiring  the  lessee,  his  representatives, 
assigns  or  successors  in  interest  to  main- 
tain an  account  of  all  business  trans- 
acted showing  all  gross  receipts  there- 
from and  a  signed  copy  of  .such  account 
shall  be  submitted  to  the  Manager  with- 
in sixty  days  after  the  expiration  of  each 
lease  per  year  together  with  tender  of 
payment  of  the  amount  of  rental  due 
over  and  above  the  minimum  charge  of 
$20.00  per  year. 

11.  The  lease  shall  also  contain  a  pro- 
vision authorizing  duly  accredited  repre- 
sentatives of  the  Bureau  of  Land  Man- 
agement to  inspect  the  leased  premises 
and  to  examine  the  books  of  account  and 
other  papers  and  documents  maintained 
In  connection  with  the  business  con- 
ducted on  the  leased  tract  at  any  time 
during  business  hours. 

12.  Failure,  neglect  or  refusal  of  the 
le.ssee  to  comply  with  the  provisions  of 
paragraph  10  and  or  11  of  this  order 
shall  be  grounds  for  cancellation  of  the 
lease  in  the  discretion  of  the  officer  of 
the  Bureau  of  Land  Management  au- 
thorized to  approve  said  lease. 

13.  All  leases  issued  for  business  sites 
shall  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $125.00  per 
tract  of  lU  acres  and  application  for 
such  purchase  may  be  filed  on  or  after 
the  expiration  of  one  year  from  the  date 
the  lease  Issued. 

14.  All  tracts  mentioned  In  this  order 
shall  be  subject  to  rights-of-way  not  ex- 
ceeding 33  feet  in  width  along  or  near 
the  edges  thereof  for  road  purposes. 
Such  rights-of-way  may  be  utilized  by  the 
Federal  Government,  or  the  State,  County 
or  municipality  in  which  the  tract  Is  sit- 
uated, or  by  any  agency  thereof.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  issuance  of  patent.  If  not  so 
located,  they  may  be  subject  to  location 
after  the  patent  is  issued. 

15.  Survey  of  individual  tracts  will  be 
at  the  expense  of  the  applicant  for  pur- 
chase and  the  cost  of  such  survey  may  be 
added  to  the  purchase  price. 

16.  All  leases  and  patents  issued  will 
contain  a  reservation  to  the  United 
States  of  all  fissionable  material  sources 
and  all  minerals,  together  with  the  right 
to  prospect  for.  mine  and  remove  the 
same. 

17.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager. 
United  States  District  Land  Office. 
Phoenix,  Arizona. 

E.  R.  SMTtH, 

Regional  Administrator. 

I  p.   R.    Doc.    4^3012;    Filed,   Mar.    It.    1949; 
6:49  a.  m.l 


NOTICES 

Bureau  of  Reclamation 

[No.  11,  Amdt.  11 

Yakima  Project.  Washington;  An- 
nouncement OF  Construction  Charge 
Installments 

amendment  of  announcement  that  water 

IS  READY  for  DELIVERY  TO  PART  OF  LANDS 

of  roza  division 

January  18.  1949. 

Announcement  No.  11,  dated  November 
10.  1947.  is  hereby  amended  with  respect 
to  the  lands  listed  below,  as  of  November 
10.  1947.  in  the  following  manner: 


Dc-^-ription 


Irrieahlo  am, 
private  lari<l 


T.  10  N.,  H.  M  E..  W.  ^f■ 

?ec.  18: 

NKl*SW  14 

NK>»SKU 

SEV.SEU      

Sec.  19:  NE|»NE!4 


In  all  other  respects.  Announcement 
No.  11,  dated  November  10,  1947.  remains 
in  full  force  and  effect. 

[SEAL]  Michael  W.  Straus, 

Commissioner. 

IF.   R.   Doc.   49-2013;    Piled,   Mar.    16,    1949; 
8:45  a.  m.l 


on  behalf  of  the  United  States  and  the 
Willwood  Irrigation  District,  effectuating 
the  assumption  of  operation  and  main- 
tenance of  the  Willwood  Division  by  the 
Willwood  Irrigation  District. 

3.  Payment  of  1049  toater-rental 
charges.  In  accordance  with  the  fore- 
going and  in  accordance  with  paragraph 
4  of  Public  Notice  No.  57.  water  users  are 
hereby  advised  that  their  annual  water- 
rental  charge  will  be  $2  50  per  irrigable 
acre,  payable  In  advance,  on  or  before 
April  1,  1949.  to  the  Secretary  of  the 
Willwood  Irrigation  District  at  the  Dis- 
trict office  over  the  First  National  Bank 
at  Powell.  Wyoming.  Payments  made 
after  April  1.  1949.  will  be  Increa.'^ed  by 
penalties  applied  in  accordance  with  par- 
agraph 3  of  Public  Notice  No.  57. 


(Act  of  June  17.  1902,  32  Stat, 
amended  or  supplemented) 


I  Pub.  Notice  67,  Supp.  11 

Shoshone  Irrigation  Project,  Wyoming, 
WILLWOOD  Division 

PUBUC    NOTICE    OF    ANNUAL    WATER    RENTAL 

charges 

January  28.  1949. 
1    PubHc  Notice  No.  57.    By  Public  No- 
tice dated  November  22.  1948.  water  users 
of  the  Willwood  Division  were  notified 
that  the  minimum  water  rental  charge 
for  1949  would  be  S3.00  per  Irrigable  acre 
in  the  event  the  United  States  continues 
to  operate  the  irrigation  works,  or  $2.50 
per  irrigable  acre  'in  the  event  that  a 
contract  Is  duly  approved  by  the  water 
users   and   executed   on   behalf   of   the 
United  States  and  the  Willwood  Irriga- 
tion District,  under  which  the  District  as- 
sumes the  operation  and  maintenance  of 
the  Willwood  Division   for   the   Irriga- 
tion season  of  1949."    The  notice  also 
provided  that  in  the  event  of  the  execu- 
tion of  said  contract,  Willwood  Irriga- 
tion District  would  be  "authorized   to 
charge,  collect  and  retain  water  rental 
charges  for  the  delivery  of  water  in  ac- 
cordance with  the  contract     •     *     *" 

2.  Irrigation  District  to  assume  opera- 
tion in  1949.  On  November  18.  1948.  the 
water  users  by  special  election  author- 
ized the  execution  of  an  operation  and 
maintenance  contract  between  the  Irri- 
gation District  and  the  United  States. 
whereby  the  Irrigation  District  would  as- 
sume the  operation  and  maintenance  of 
the  Willwood  Division  for  the  calendar 
year  1949.  Subsequently,  a  contract,  ef- 
fective December  20,  1948,  was  executed 


388.  as 


IF- 


K  F.  Vernon, 
Regional  Director. 

R.   Doc.   49-2014;    Filed.    Mar.    16.    1949; 
8:45  a.  m.| 


INC.  481 

Klamath  Irrig.\tion   Project,   Oregon- 
California 

PUBLIC  notice  of  ANNUAL  WATER   CHARGES 

March  1.  1949. 

1.  Operation  and  maintenance.  The 
minimum  operation  and  maintenance 
charge  for  the  irrigation  season  of  1949 
against  all  lands  of  the  Main  Division 
lying  outside  of  the  Klamath  Irrigation 
District  shall  be  $3.00  per  irrigable  acre, 
whether  water  is  used  or  not.  payment 
of  which  will  entitle  the  water  user  to 
2^2  acre-feet  of  water  per  Irrigable  acre. 
Additional  water,  if  available,  will  be 
furnished  during  the  irrigation  season  at 
the  rate  of  $1.00  per  acre-foot. 

2.  The  minimum  operation  and  main- 
tenance charge  for  the  Irrigation  season 
of  1949  against  all  lands  under  individ- 
ual Warren  Act  contracts  .shall  be  $1.50 
per  irrigable  acre,  whether  water  Is  used 
or  not. 

3.  Water  rental.  The  minimum  water 
rental  charge  for  the  Irrigation  season 
of  1949  against  all  lands  of  the  Tule  Lake 
Division  lying  outside  of  the  Klamath 
Irrigation  District  and  subject  to  Public 
Orders  of  January  22.  1927,  March  30. 
1928.  February  6,  1929.  September  10. 
1930,  October  16,  1931.  September  9. 
1937.  August  1.  1946.  October  8.  1947, 
and  August  27,  1948.  shall  be  $3.50  per 
irrigable  acre  whether  water  Is  used  or 
not.  payment  of  which  will  entitle  the 
water  user  to  2 '2  acre-feet  of  water  per 
irrigable  acre.  Additional  water  will  be 
furnished,  if  available,  up  to  a  limit  of 
3' 2  acre-feet  per  Irrigable  acre  at  a  rate 
of  $1.00  per  acre-foot  and  all  further 
quantities  for  $1.20  per  acre-foot. 

4.  For  irrigation  or  waste  water  fur- 
nished Tule  Lake  leased  lands,  the 
charge,  unless  otherwise  specified  In  the 
leases,  shall  be  $1.25  per  acre-foot  for 
the  season  of  1949. 

6.  For  Irrigation  or  waste  water  fur- 
nished private  lands  within  the  dry  bed 
of  or  bordering  Lower  Klamath  Lake,  the 
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charge  shall  be  $0.50  per  acre-foot  for 
the  season  of  1949. 

6.  For  water  furnished  lands  not  sub- 
ject to  the  operation  and  maintenance 
or  water  rental  charges  named  above, 
the  charge  shall  be  $1.25  per  acre-foot 
for  the  season  of  1949. 

7.  Time  of  payment.  For  lands  of  the 
Tule  Lake  Division  under  public  notice 
or  public  order  lying  outside  of  the  Kla- 
math Irrigation  District,  the  minimum 
charge  stated  in  paragraph  3  above  shall 
be  due  and  payable  one-half  before  the 
delivery  of  water  if  water  is  delivered  be- 
fore July  1,  and  one-half  on  or  before 
July  1.  If  no  water  Is  delivered  before 
July  1,  then  the  entire  charge  shall  be- 
come due  and  payable  on  that  date.  For 
all  other  lands  referred  to  herein,  the 
minimum  charges  announced  shall  be 
due  and  payable  before  the  delivery  of 
water  and  in  any  event  not  later  than 
May  1  of  the  current  irrigation  season. 
Payment  for  all  water  used  In  addition  to 
the  allowance  under  the  minimum  charge 
shall  be  made  on  or  before  December  1 
of  the  year  in  which  used. 

8.  Penalties.  On  all  payments  not 
made  on  or  before  the  due  dates,  there 
shall  be  added  on  the  following  day  a 
penalty  of  one-half  of  one  per  cent  of  the 
amount  unpaid  and  a  like  penalty  of  one- 
half  of  one  per  cent  of  the  amount  unpaid 
on  the  first  day  of  each  calendar  month 
thereafter  so  long  as  such  default  shall 
continue. 

9.  Where  water  rental  application  Is 
made  for  public  lands  entered  under  the 
Reclamation  Law  after  June  15  and 
where  water  rental  application  is  made 
after  August  1  for  land  in  private  owner- 
ship, no  water  rental  charge  shall  be 
made  for  water  delivered  during  the 
remainder  of  the  Irrigation  season  in 
which  water  rental  application  Is  made, 
but  for  entered  public  lands  for  which 
water  rental  application  is  made  after 
June  15  the  minimum  water  rental 
charge  required  by  section  24  of  Public 
Notice  No.  47  dated  August  27,  1948.  to 
be  paid  shall  apply  as  a  credit  on  the 
minimum  charge  for  the  following  Irriga- 
tion season. 
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388.  as 


(Act  of  June  17,  1902,  32  Stat. 
amended  or  supplemented) 

[SEALl  R.  S.  Calland, 

Acting  Regional  Director. 

|F.   R.   Doc.   49-2015:    Filed,   Mar.    16,    1949; 
8:45  a.  m.j 


I  No.  6,  Amdt.  1  (Rev.  1)1 

Yakima  Project 

amendment  of  corrected  public  notice 
that  water  is  ready  for  delivery  to 
part  of  lands  of  roza  division 

February  7,  1949. 
Corrected  Public  Notice  No.  6,  dated 
March  4.  1946.  and  Amendment  No.  1 
thereof,  dated  August  6.  1948,  £fre  hereby 
amended  with  respect  to  the  lands  listed 
below,  as  of  November  6.  1945  (the  date 
of  the  Issuance  of  Public  Notice  No.  6). 
in  the  following  manner! 


Description 


T.  II  X.,  P.  19  E.,  W.  M. 

S«c.  12:  SE^SEk 

Sec.  13:  XEMNE^ 

T.  13  A'.,  R.  19  F..,  ir.  M. 

Sec.  .V>: 

NW'iNE^i 

SEJ^NE.H 

T.  U  N.,  R.  19  F.,  \V.  ^f. 

.«er.  17:  SW.^iSW^ 

t^ec.  31: 

XWV^WV^ 

SW'^NW^i 

NVVt4SWti 

SWi^SWli 

SE}i.>J\Vli 

Sec.  2t»:  SE'iNWti 

Spc.  32: 

SWViXW^ 

SE'iNWli 

T.  It  X.,  R.tOE..  ir.  JVf. 

Sec.  5: 

NEV«.'^W^i 

N\\>«SE^i 

NE'4NK>i 

NWkNEK 

SW^XE^ 

PEV«NEV; 

SWl^NWili 

SEV4\\Vi^ 

SEi4SW!^ 

.\E'«.sE^ 

SWU,«<E>2 

SE».4.><E'^  .  

Sec.  y:  .-^WUSE^ 

Sec.  12:  SWliSWU   

Sec.  IV  NW^iXW^i 

Sec.  24:  XWi.4SW>i 

T.  It  X,  R.tOE.,  ir.  Af. 

Sec.  fi: 

XW^iSE^ 

SWV4SEVi 

SE'iSE'i  

xw>4x\\>« : 

Sec.  ": 

\Vi,XEV46\VJi 

SWl^SW^   

Sec.  8:  XW^NW^ 

Sec.  IS:  XW'iXW^ 

T.ll  X.,R.tl  E.,  n.  Af. 

Sec.  18:  XE^SE^ 


Irritable  ar^a, 
private  land 


From—       To-» 


Aera 
5.3 
27.  g 


1.6 
24.6 


2.0 


20.2 


Acret 
0 
26.1 


li 


12.0 
20.0 

0 
0 

27.0 

0 

2«.7 

0 

9.5 

6.7 

11.3 

0 

1.8 

0 

37.7 

0 

1.0 

0.5 

33.2 

32.2 
34.3 

31.7 

14.5 

24.0 

9.4 

18.4 

36.4 

40.0 

11.9 

18.3 

14.2 

15.3 

15.1 

14.7 

32.6 

39.6 

27.1 

34.4 

32.6 

34.2 

12.1 

4.0 

37.4 

3K.8 

1.3 

0 

5.9 

4.4 

4.0 

0 

1.8 

0 

32.0 
8.0 

V 

2.3 

0 

11.9 

0 

13.3 

12.1 

1.3 

0 

23.7 


In  all  other  respects.  Corrected  Public 
Notice  No.  6,  dated  March  4,  1946.  re- 
mains in  full  force  and  effect. 

[seal]  Michael  W.  Straus. 

Commissioner. 

[F.   R.   Doc.   49-2016;    Filed.    Mar.    16,    1949; 
8:46  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

I  Docket  No.  2147.  et  al.] 
Pan  American  Airways.  Inc.  (Mail  Rate) 

NOTICE  OF  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith,  of 
Pan  American  Airways.  Inc.,  in  its  trans- 
Pacific  operations. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  that  hearing  in  the 
above-entitled  proceeding  Is  assigned  to 
be  held  on  March  18, 1949.  at  10:30  a.  m. 
(eastern  standard  time)  In  Room  S015, 
Temporary  Building  No.  5.  Sixteenth 
Street    and   Constitution    Avenut   NW., 
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Washington,    D.    O.,    before    Examiner 
James  M.  Verner. 

Dated  at  Washington.  D.  C.  March  11, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[F.   R.   Doc.   49-2028;    Filed.   Mar.    16.    1949; 
8:49  a.  m.] 


[Docket  No.  2886] 
Braniff  Airways,  Inc.  (Mail  R.^te) 

NOTICE  of  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith,  of 
BranifT  Airways,  Inc..  over  its  Latin 
American  route. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938,  as  amended,  that  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  March  18.  1949.  at  2:00  p.  m. 
(eastern  standard  time)  in  Room  2015. 
Temporary  Building  No.  5.  Sixteenth 
Street  and  Constitution  Avenue  NW.. 
Washington,  D.  C,  before  Examiner 
James  M.  Verner. 

Dated  at  Washington.  D.  C.  March  11. 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[F.    R.    Doc.    49-2027;    Filed,    Mar.    16.    1949; 
8:47  a.  m.] 


[Docket  No.  2897] 

Challenger  Airlines  Co.  (Mail  Rate) 

notice  of  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mall  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith,  of 
Challenger  Airlines  Company  over  Its 
entire  system. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938,  as  amended,  that  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  March  18,  1949,  at  2:30  p.  m. 
(eastern  standard  time)  in  Room  2015. 
Temporary  Building  No.  5.  Sixteenth 
Street  and  Con.stltutlon  Avenue  NW., 
Washington,  D.  C,  before  Examiner 
James  M.  Verner. 

Dated  at  Washington,  D.  C,  March  11, 

1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[P.   R.   Doc.    49-2029;    Filed.    Mar.    16,    1949; 
8:49  a.   m  ] 


[Docket  No.  2539.  et  al.] 

Northwest  Airlines.  Inc.   (Mail  Rate) 

notice  of  hearing 

In  the  matter  of  the  compensation  for 
the  transpoftation  of  mail  by  aircraft. 
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the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith,  of 
Northwest  Airlines,  Inc..  in  its  trans- 
Pacific  operations. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  that  hearing  in  the 
above-entitled  proceeding  Is  assigned  to 
be  held  on  March  18.  1949.  at  10:00  a.  m. 
(eastern  standard  time)  In  Room  2015. 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue  NW..  Washing- 
ton. D.  C,  before  Examiner  James  M. 
Verner. 

Dated  at  Washington,  D.  C.  March  U. 
1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  I  M.  C.  MULUGAN. 

Secretary. 

I  P.   R.   Doc.    49^3030.    Piled.    Mar.    16.    1M8; 
8:49  a    m.l 


FEDERAL  POWER   COMMISSION 

(Docket  No.  0-m«| 
Cities  Sbrvici  Gas  Co. 
noticl  of  application 

March  11.  1949. 
Notice  Is  hereby  given  that  on  March 
4.  1949.  Cities  Service  Gas  Company 
<  Applicant ».  a  Delaware  corporation 
havmg  its  principal  place  of  business  at 
Oklahoma  City.  Oklahoma,  filed  an  ap- 
plication with  the  Federal  Power  Com- 
mission pursuant  to  section  7  <bi  of  the 
Natural  Gas  Act,  as  amended,  for  per- 
mission and  approval  to  abandon  and 
remove  the  following  described  natural- 
gas  facilities  located  in  Cowley  County. 
Kansas: 

Beginning  at  a  point  of  connection  with 
:  an  existing  16-lnch  gas  pipe  line  In  the 
Southwest  Quarter  of  Section  8.  Township 
33  South.  Range  5  East,  Cowley  County,  Kan- 
sas: thence  northwesterly  5.32  miles  with  10- 
Inch  pipe  to  a  point  near  the  southwest 
corner  cf  Section  23.  Township  32  Stiuth. 
Range  4  East;  thence  northerly  with  0  96 
mile  of  6-lnch  pipe  to  a  pwlnl  near  the 
northeast  corner  of  Section  22.  Township 
32  South.  Range  4  East;  thence  northerly 
with  0  58  mile  of  8-lnch  pipe.  0.55  mile  of  4- 
Inch  pipe  and  0  21  mile  of  3-lnch  pipe  to  a 
point  near  the  east  one-quarter  corner  of 
Section  15.  Township  32  South.  Range  4 
East,  thence  northerly  with  0.53  mile  of  3- 
Inch  pipe  to  a  point  near  the  southeast 
corner  of  Section  10.  Township  32  South. 
Range  4  East.  Cowley  County.  Kansas. 

Applicant  states  that  It  proposes  to 
reclaim  the  facilities  heretofore  de- 
scribed for  u.se  in  routine  pipeline  work 
after  recondition.  It  is  stated  in  the 
application  that  the  facilities  sought 
to  be  reclaimed  were  built  many  year.s 
ago  to  care  for  gas  requirements  in  the 
area  of  Winfield.  Kansa.s.  but  that  it  has 
now  become  apparent  that  there  is  no 
likelihood  of  further  development  or  of 
additional  sales  in  that  area.  Applicant 
further  states  that  the  only  customer 
being  served  from  said  facilities  is  the 
town  of  New  Salem.  Kansa.s.  which  has 
approximately  twenty  (20'  customers 
and  received  694  Mcf  of  natural  gas  as 
it.s  largest  monthly  delivery  during  the 
past  winter.    Applicant  proposes  to  pro- 
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vide  service  to  New  Salem,  by  "means  of  a 
proposed  connection  with  the  transmis- 
sion system  of  Consolidated  Oas  Utilities 
Corporation.  This  connection  Is  pro- 
vided for  In  an  agreement  already  en- 
tered Into,  contemplating  exchange  of 
equal  volumes  of  natural  gas.  Said 
agreement  will  be  submitted  to  the  Com- 
mi.s.sion  for  filing  as  a  special  rate  sche- 
dule. Applicant  states  that  the  aban- 
donment of  the  facilities  will  shorten  its 
line  to  New  Salem,  eliminate  line  leak- 
age, and  aid  in  more  economical  opera- 
tion. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commissions 
rules  of  practice  and  procedure  and.  If 
so.  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  Interest  in 
the  matter  and  whether  it  desires  a  con- 
ference, the  creation  of  a  board,  or  a 
joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Cities  Service  Gas 
Company  is  on  file  with  the  Commission 
and  is  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Washington  25,  D.  C  .  not 
later  than  15  days  from  date  of  publica- 
tion of  this  notice  In  the  Pedmal  Regis- 
ter, a  petition  to  intervene  or  protest. 
Such  petition  or  protest  shall  conform 
to  the  requirements  of  §  1.8  or  §  1.10. 
whichever  is  applicable,  of  the  Commis- 
sion s  riiles  of  practice  and  procedure. 
<As  amended  on  June  16.  1947.) 


[SEALl 


Lion  M.  Puquay, 

Secretary. 


I  P.   R.   Doc.   49^2017;    Plied,   Mar.    16,    1949; 
8  46  a.  m.l 


[Docket  No,  E  «19at 

Otter  Tail  Power  Co. 

notice  of  appucatiok 

March  U.  1949. 
Notice  is  hereby  given  that  on  March 
10.  1949.  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
section  204  of  the  Federal  Power  Act.  by 
Otter  Tail  Power  Company,  a  corpora- 
tion organized  under  the  laws  of  the  State 
of  Minnesota  and  doing  business  in  the 
States  of  Minnesota.  North  Dakota  and 
South  Dakota,  with  its  principal  business 
office  at  Fergus  Palls.  Minnesota,  seek- 
ing an  order  authorizing  the  Issuance  of 
$3,000,000  principal  amount  of  First 
Mortgage  Bonds.  3».8'"^  Series  of  1979.  to 
be  dated  March  1.  1949,  and  to  mature 
March  1.  1979.  and  the  issuance  to  banks 
from  time  to  time  prior  to  December  31. 
1951  of  unseciu-ed  promissory  notes  bear- 
ing Intere.n  at  a  rate  not  to  exceed  3% 
per  annum  and  having  a  maturity  of  one 
year  or  less,  to  evidence  the  borrowing  of 
sums  aggregating  not  to  exceed  $4,000,- 
000  at  any  one  time  outstanding.  The 
proposed  bonds  will  be  sold  to  the  fol- 
lowing institutional  Investors  in  the 
amounts  indicated: 


frincipal 

amount 

Nam4  of  bonda 

Tb«  Mutual  Life  Inaur»ncc  Co.  of 

New   York •1,595,000 

Provident  Mutual  Life  Insurance 

Co.    of    Philadelphia 415.000 

The  Fanners  &  Mechanics  Bavlnga 

Bank  of  MlnneapolU 250,000 

Northwestern    National   Life   In- 
surance Co 250.000 

Bankers  Life  Co —         205.000 

Equitable  Life  Insurance  Co.  of 

Iowa 205,000 

The  Minnesota  Mutual  Life  In- 
surance Co 80,000 

all  as  more  fully  appears  in  the  applica- 
tion on  file  with  the  Commission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  31st 
day  of  March.  1949.  file  with  the  Federal 
Power  Commission,  Washington  25,  D.  C  , 
a  petition  or  protest  in  accordance  with 
the  Commission's  Rules  of  Practice  and 
Procedure. 

[siALl  Lecw  M.  Puquay, 

Secretary. 

|P.    R.    Doc.    4fr  20a«;    Piled,    Mar.    ifi.    1949; 
8:47  a.  m.| 

SECURITIES  AND   EXCHANGE 
COMMISSION 

(Pile  Nos.  5»-14.  64-159.  84-160.  54-162. 
54-1641 

International  Hydro-Electric   System 

memorandum  opinion  and  order  denying 
application  of  paul  h.  todd  for  modi- 
ncatiok  of  order  entered  june  9.  194  8 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
oflflce  in  the  city  of  Washington.  D  C. 
on  the  10th  day  of  March  A.  D.  1949. 

On  February  18.  1949  Paul  H.  Todd,  a 
Class  A  stockholder  of  International  Hy- 
dro-Electric System  CTHES").  filed  a 
further  application,  with  supporting 
brief,  requesting  that  we  modify  our  or- 
der of  June  9.  1948  so  as  to  permit  him, 
prior  to  the  closing  of  the  evidential  rec- 
ord in  the  .section  11  <d>  proceedings,  to 
file  a  plan  under  section  11  <  b »  <  2  >  of  the 
Holding  Company  Act  for  reorganization 
<  as  opposed  to  dissolution »  of  IHES  and 
to  introduce  evidence  in  support  thereof. 
He  contends  that  the  conditions  upon 
which  our  1942  dis.'iolution  order  was 
predicated  no  longer  exist ;  that  economic 
justification  for  the  continued  exL-^tence 
of  IHES  has  already  been  demonstrated 
by  the  record  in  the  section  11  'd'  pro- 
ceedings; that,  in  view  of  the  altered  cir- 
cumstances, compliance  with  section  11 
(b>  «2)  of  the  act  can  best  be  accom- 
pli-shed  by  reorganization  of  the  holdinR 
company  rather  than  by  its  early  dissolu- 
tion. 

In  our  order  of  June  9.  1948  we  directed 
that  the  following  procedural  steps  be 
taken  with  respect  to  Todd's  application 
for  modification  of  our  1942  order: 

(1)  Todd  will  be  given  an  opportunity  to 
file,  within  seven  (7)  days  after  the  closln? 
of  the  hearings  In  the  section  11  id)  case, 
a  written  offer  of  proof  with  respect  to  the 
Issues  raised  by  his  application,  which  shaU 
not  b«  dupUcaUve  of  matters  already  la  the 
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record.  Such  offer  of  proof  shall  be  incor- 
porated In  the  record  of  the  section  11  (d) 
proceedings,  which  will  be  transmitted  to  us 
for  consideration  and  decision. 

(2)  In  the  briefs  and  at  the  oral  argument 
(a  schedule  for  which  we  shall  announce 
after  the  closing  of  the  hearings) ,  all  partici- 
pants may  address  themselves  to  the  Todd 
application  as  well  as  to  the  merits  of  the 
various  plans  on  file  In  the  section  11  (d) 
proceedings.  If  after  hearing  such  oral  argu- 
ment we  should  deem  It  necessary  or  desira- 
ble that  the  record  be  supplemented  by  evi- 
dence addressed  specifically  to  Ihe  Issues 
raised  by  the  application  and  the  offer  of 
proof  In  connection  therewith,  we  shall  be 
free  to  remand  the  matter  to  the  hearing 
examiner  for  the  taking  of  such  evidence. 

Todd  now  claims  that  said  order  fails 
to  assure  him  a  fair  hearing  as  required 
by  law.  He  insists  that  he  will  be  afforded 
fair  treatment  only  if  we  separately  con- 
sider the  issues  raised  by  his  application 
and  enter  an  order  thereon  before  hear- 
ing argument  or  receiving  briefs  on  any 
plan  of  dissolution.  He  states  that  he 
is  prepared  to  present  a  plan  of  reorgan-- 
izatlon  and  to  produce  evidence  in  its 
support,  and  that  such  plan  should  be 
on  an  equal  level  with  the  dis.solution 
plans  now  being  considered.  He  com- 
plains that  under  our  order  of  June  9, 
1948  he  Is  precluded  from  Introducing 
evidence  In  support  of  his  plan  of  reor- 
ganization prior  to  our  determination  of 
his  application  on  the  merits. 

The  basic  issue  raised  by  Todd's  appli- 
cation is  whether  our  1942  order  requir- 
ing the  dis.solution  of  IHES  should  be 
modified  to  permit  its  reorganization  as  a 
continuing  entity.  According  to  his  con- 
tention, the  record  is  already  sufficient 
for  determination  of  this  issue. 

In  view  of  the  advanced  stage  of  the 
record  in  the  section  11  (d)  proceedings, 
however,  it  is  our  opinion  that  it  should 
be  completed  on  the  present  basis  and 
that  .such  action  will  not  serve  to  preju- 
dice Todd's  position.  The  record  may 
and  should  contain  evidence  bearing  on 
the  present  asset  position  and  earning 
power  of  IHES  and  its  subsidiaries  and 
such  evidence  will  provide  the  factual 
basis  for  determining  the  merits  not  only 
of  the  several  plans  of  dissolution,  but 
ai.so  of  applicant's  contention  that  our 
dis.solution  order  should  be  modified. 

If  applicant's  motion  for  modification 
of  the  dissolution  order  does  not  prevail 
he  can  in  no  way  be  injured  by  our  fail- 
ure now  to  consider,  as  such,  a  plan  which 
will  be  irrelevant.  If.  on  the  other  hand, 
the  contention  prevails  it  would  not  be 
conducive  to  orderly  procedure  to  con- 
sider his  plan  prior  to  affording  others  an 
opportunity  to  file  such  plans  for  simul- 
taneous consideration. 

As  provided  by  our  order  of  June  9, 
1948.  the  applicant  is  accorded  the  right, 
within  seven  days  after  the  close  of  the 
hearings,  to  file  a  written  offer  of  proof 
of  any  other  facts  which  he  may  deem 
helpful  in  his  behalf.  Thereafter,  in  his 
brief  and  oral  argument,  he  may  draw 
freely  from  the  record  and  from  his  ofler 
of  proof;  he  may  submit  secondary  tables 
and  computations;  he  may  describe  and 
explain  in  detail  any  hypothetical  plan 
of  reorganization  which  he  may  deem 
compatible  with  the  law  and  the  evi- 
dence; he  may  make  any  argument  which 
he  may  deem  proper. 
No.  51 3  » 
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We  shall  then  carefully  consider  appli- 
cant's contentions  on  their  merits,  and 
we  shall  enter  an  order  disposing  of  his 
application  either  prior  to  or  conciir- 
rently  with  our  order  disposing  of  tne 
pending  plans  of  dissolution. 

We  think  that  the  applicant's  rights 
are  already  fully  protected. 

It  is  therefore  ordered.  That  the  pend- 
ing application  for  modification  of  our 
order  of  June  9.  1948  be  and  the  same 
hereby  is  denied. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS, 

Secreiarj/. 

(P.   R.  Doc.   49-2018;    Filed.   Mar.    16,    1949; 
8:46  a.  m.] 


[File  No.  6&-1141 
American  &  Foreign  Power  Co.,  Inc. 

ORDER  PERMITTING  DECLARATION  TO  BECOME 
EFFECTIVE  AND  GRANTING  EXEMPTION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  10th  day  of  March  A.  D.  1949. 

In  the  matter  of  William  i.  Hamilton, 
Jr.,  John  F.  McKenna,  and  George  L. 
Stark.  Protective  Committee  for  $7  Sec- 
ond Preferred  Stockholders  of  American 
&  Foreign  Power  Company,  Inc.,  File  No. 
C8-114. 

A  declaration  and  amendments  thereto 
with  respect  to  the  solicitation  of  the 
holders  of  the  publicly  held  $7  Second 
Preferred  Stock  of  American  &  Foreign 
Power  Company,  Inc.,  pursuant  to  Rule 
U-62  promulgated  under  the  Public  Util- 
ity Holding  Company  Act  of  1935,  and 
an  application  for  an  exemption  pursu- 
ant to  Rule  U-100  promulgated  under 
the  act,  having  been  filed  by  William  J. 
Hamilton,  Jr.,  John  P.  McKenna  and 
George  L.  Stark,  members  of  a  protec- 
tive committee  for  $7  Second  Preferred 
Stockholders  of  American  &  Foreign 
Power  Company.  Inc..  a  registered  hold- 
ing company  and  a  subsidiary  of  Electric 
Bond  and  Share  Company,  also  a  regis- 
tered holding  company;  and 

Said  application  for  exemption  pursu- 
ant to  Rule  U-IOQ  reciting  that  William  J. 
Hamilton,  Jr.,  and  George  L.  Stark  are 
directors  of  the  Broad  Street  Trust  Com- 
pany of  Philadelphia.  Pennsylvania,  and 
that  William  J.  Hamilton,  Jr.,  in  addi- 
tion is  Chairman  of  the  Executive  Com- 
mittee of  the  Broad  Street  Trust  Com- 
pany, which  holds  some  securities  of 
Electric  Bond  and  Share  Company  in 
trust  but  which  does  not  hold  or  invest 
In  for  its  own  account  and  does  not  have 
any  present  exjjectatlon  of  holding  or  in- 
vesting in  for  its  own  account,  any  of  the 
securities  of  American  &  Foreign  Power 
Company,  Inc.,  Electric  Bond  and  Share 
Company,  or  any  of  its  affiliated  or  asso- 
ciated companies,  and  said  application 
further  reciting  that  the  said  William  J. 
Hamilton,  Jr.  and  George  L.  Stark  have 
agreed  that  they  will  completely  refrain 
from  participating  in  any  discussions 
held  by  any'committees  or  the  Board  of 
Directors  of  Broad  Street  Trust  Company 
with  respect  to  the  securities  of  Amer- 
ican ii  Foreign  Power  Company,  Inc.,  its 
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parent.  Electric  Bond  tmd  Share  Com- 
pany, or  af&liated  or  associated  com- 
panies; and 

Said  applicants-declarants  having  re- 
quested that  the  Broad  Street  Trust 
Company  be  exempted  from  the  applica- 
tion of  subdivision  (g)  (2)  of  Rule  U-62 
promulgated  under  the  act  with  respect 
to  the  securities  of  American  &  Foreign 
Power  Company,  Inc.,  its  parent.  Elec- 
tric Bond  and  Share  Company,  or  affil- 
iated or  associated  companies;  and 

It  appearing  to  the  Commission  that  it 
Is  appropriate  to  permit  the  declara- 
tion, as  amended,  filed  pursuant  to  Rule 
U-62,  to  become  effective  and  that  the 
requirements  of  subdivision  (g)  (2)  of 
Rule  U-62  as  applied  to  Broad  Street 
Trust  Company  are  not  necessary  or  ap- 
propriate in  the  public  Interest  or  for  the 
protection  of   investors  or  consumers; 

It  is  ordered.  That  said  declaration, 
as  amended,  piu-suant  to  Rule  U-62.  for 
the  solicitation  of  the  holders  of  the  pub- 
licly held  $7  Second  Preferred  Stock  of 
American  &  Foreign  Power  Company, 
Inc.,  be,  and  the  same  hereby  is.  per- 
mitted to  become  effective  forthwith; 

It  is  further  ordered.  Pursuant  to  Rule 
U-100  'a)  that  said  application  for  the 
exemption  of  Broad  Street  Trust  Com- 
pany from  the  provisions  of  subdivision 
(g)  (2)  of  Rule  U-62  with  respect  to  the 
securities  of  American  &  Foreign  Power 
Company,  Inc..  its  parent.  Electric  Bond 
and  Share  Company,  or  Its  affiliated  or 
associated  companies,  be.  and  the  same 
hereby  is,  granted,  subject  to  the  condi- 
tions contained  in  said  application  and 
declaration,  as  amended,  and  referred  to 
above. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBOIS, 

Secretary. 

[F.   R.   Doc.   49-2019;    Filed,    Mar.    16,    1949; 
8:46  a.  m.J 


[File  No.  70-1788] 

Republic  Light.  Heat  and  Power  Co.,  Inc. 

supplemental  order  granting 
application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  10th  day  of  March  A.  D.  1949. 

By  order  dated  June  25. 1948.  the  Com- 
mission having  granted  the  application, 
as  amended,  of  Republic  Light,  Heat  and 
Power  Company,  Inc.  ('Republic'),  a 
subsidiary  of  Cities  Service  Company,  a 
registered  holding  company,  for  an  ex- 
emption pursuant  to  section  6  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  from  the  provisions  of  sections  6 
(a)  and  7  of  said  act  with  respect  to  the 
issuance  and  sale  of  $1,500,000  principal 
amount  of  promissory  notes  under  a 
Loan  Agreement  with  the  Manufacturers 
and  Traders  Trust  Company,  and  said 
order,  in  accordance  with  the  request  of 
Republic,  having  reserved  jurisdiction 
over  the  issuance  and  sale  of  an  addi- 
tional $500,000  principal  amount  of 
promissory  notes  under  said  Loan  Agree- 
ment pending  the  authorization  thereof 
by  the  Public  Service  Commission  of  the 
State  of  New  York ;  and 
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Republic  now  having  filed  an  amend- 
ment proposing  to  borrow  an  additional 
$448,000  under  the  aforesaid  Loan 
Agreement,  which  is  to  be  evidenced  by 
the  Issuance  and  sale  of  promissory 
notes,  two-thirds  of  such  borrowings  to 
bear  interest  at  the  rate  of  3%  per  an- 
num payable  in  3<  equal  installments 
Irom  July  1.  1949.  to  AprU  1.  1958,  and 
the  remamlng  one -third  to  bear  interest 
at  the  rate  of  3^4%  per  annum  and  pay- 
able on  April  1.  1958,  and  staUng  that 
the  Public  Service  Commission  of  the 
State  of  New  York  has  by  order  dated 
February  24.  1949,  authoriied  Republic 
to  issue  and  sell  said  notes;  and 

The  Commission  finding  that  the  Pub- 
lic Service  Commission  of  the  State  of 
New  York,  the  State  Conunission  of  the 
State  In  which  the  applicant  is  organ- 
ized and  doing  business,  has  expressly 
approved  the  issuance  by  Republic  of 
$448,000  principal  amount  of  additional 
notes,  under  said  Loan  Agreement  and 
finding,  with  respect  to  the  application 
as  further  amended,  that  the  issue  and 
sale  of  $448,000  principal  amount  of 
additional  promissory  notes  meets  the 
requirements  of  section  6  tb)  of  the  act 
for  an  exemption  from  the  provisions  of 
sections  6(a)  and  7,  and  finding  no  basis 
for  imposing  terms  and  conditions  with 
respect  thereto,  and  deeming  it  appro- 
priate in  the  pubUc  interest  and  in  the 
Interest  of  Investors  or  consumers  to 
grant  said  amended  application: 

It  is  ordered.  Pursuant  to  the  appli- 
cable p)rovisions  of  said  act  and  subject 
to  the  terms  and  conditions  prescribed  In 
Rule  U-24.  that  the  said  applicaUon.  as 
amended,  be,  and  hereby  Is.  granted 
forthwith. 

By  the  Commission. 

tsiALl  Orval  L.  Dubois, 

Secretary. 

|F.    R.    Doc.   49-aoaO:    ptled.    Mar.    16,    1949; 
8:46  a.   m.l 


jPUe  No.  70-20*71 
Standard  Gas  and  EiBcxaic  Co. 

OBDER  PERMITTTNO  S.ALE   AND  TRANSFER  OF 
COmiCN  STOCK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  11th  day  of  March  1949. 

The  Commission  having  Issued  an  or- 
der on  August  8. 1941,  pursuant  to  section 
11  (b).of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("acf>,  in  proceedings 
concerning  Standard  Power  and  Light 
Corporation  and  Its  subsidiary.  Standard 
Oas  and  Electric  Company  ("Standard 
Gas">,  both  registered  holding  compa- 
nies, and  their  subsidiaries,  the  effect  of 
which  order  Is  to  require,  among  other 
things,  that  Standard  Oas  sever  Its  rela- 
tionship with  Northern  States  Power 
Company,  a  Minnesota  corporation 
("Northern  States").  In  any  appropriate 
manner  not  in  contravention  of  the  pro- 
visions of  the  act  and  the  rules  and  regu- 
lations promulgated  thereunder  by  dis- 
posing or  causing  the  disposition  of  Its 
direct  or  indirect  ownership,  control  and 
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holding  of  securities  Issued  by  Northern 
States;  and 

Standard  Gas  having  notified  the  Com- 
mission, pursuant  to  Rule  U-44  (c>  pro- 
mulgated under  said  act  that.  In  comirfi- 
ance  with  the  aforementioned  order 
dated  August  8.  1941,  It  advertised  for 
competitive  bids,  that  it  has  accepted  the 
bid  of  an  underwriting  group  consistmg 
of  Merrill  Lynch.  Pierce.  Penucr  li 
Beane;  Kidder.  Peabody  k  Co  ;  Paine, 
Webber,  Jackson  b  Curtis;  and  Horn- 
blower  &  Weeks,  that  it  proposes  to  sell 
to  said  group  364,684  shares  of  Common 
Stock,  wtthout  par  value,  of  Northern 
States  at  a  price  of  $9,355  per  share, 
aggregating  $i3.411.618.82.  and  that  such 
stock  will  be  offered  to  the  public  at 
$9  645  per  share,  and  no  filing  having 
been  required  by  the  CommLssion  with 
respect  to  said  proposed  sale  by  Standard 
Gas;  and 

Standard  Gas  having  requested  the 
Commission  to  Issue  an  order  conform- 
ing to  the  requirements  of  Supplement  R 
and  section  1808  (f )  of  the  Internal  Rev- 
enue Code,  as  amended;  and 

It  appearing  appropriate  to  the  Com- 
mission that  an  order  as  requested  should 
Issue: 

It  is  therefore  ordered  and  recited  and 
the  Commission  finds.  That  the  proposed 
sale  and  transfer  by  Standard  Gas  and 
Heetrlc  Company  of  364.684  shares  of 
Common  Stock,  without  par  value,  of 
Northern  States  Power  Cwnpany.  a  Min- 
nesota corporation  (such  shares  being 
represented  by  Certificates  Nos.  TCC- 
6S500  to  TCC-68750,  inclusive.  TCC- 
68752  to  TCC-72145.  inclusive,  TCC- 
73653  and  TCCO-37407)  as  heretofore 
authorized  or  j)ermitted  by  the  Commis- 
sion are  necessary  or  apiMropriate  to  the 
Integration  or  simplification  of  the  hold- 
ing company  system  of  which  Standard 
Oas  and  Electric  Company  is  a  member, 
and  are  necessary  or  appropriate  to  effec- 
tuate the  provisions  of  section  11  «b»  of 
the  Public  Utility  Holding  Company  Act 
of  1935. 

By  the  Commission. 

(UAL]  CLIVAL  L.  DTTBOIS. 

Secretary. 

[P.   R.   Doc.   4«-202a;    FMed,   Mar.    16.    1M9; 
8:47  a.  m.j 


I  File  No.  70-20791 
lixiKOis  Power  Co. 

NOnC»  OF   FILINO 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  nth  day  of  March  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  the  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ( 'Act")  by 
Illinois  Power  Company  (•Illinois"),  a 
subsidiary  of  The  North  American  Com- 
pany, a  registered  holding  company. 
Illinois  deslfnates  section  6  (b>  of  the  act 
and  Rules  U-42  (b)  t2>  and  U-50  of  the 
rules  and  regulations  promtilgated  un- 
der the  act  as  applicable  to  the  proposed 
transactions. 


Notice  Is  further  given  that  any  Inter- 
ested person  may,  not  later  than  March 
25.  1949.  at  12:30  p.  m  .  e.  s.  t.,  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matters,  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  issues,  if  any.  of 
fact  or  law  raised  by  said  application 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addres.'^ed  to 
the  Secretary.  Securities  and  Exchange 
Commission.  425  Second  Street  NW , 
Washington  25  D.  C.  At  any  time  there- 
after, the  application  may  be  granted  a« 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act. 
or  the  Commission  may  exempt  such 
tran.«actions  as  provided  In  Rules  U-20 
(a)  and  U-100  thereof. 

An  Interested  persons  are  referred  to 
said  application,  which  Ls  on  file  at  the 
office  of  the  Comml.ssion.  for  a  statement 
ot  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

Illinois  propa^^es  to  issue  and  sell  pur- 
suant to  the  competitive  bidding  re- 
quirements of  Rule  U-50  promulgated 
under  the  act.^  200.000  shares  of  a  new- 
series  of  --%  Ciunulative  Serial  Pre- 
ferred Stock  ("Preferred  Stock"),  par 
value  $50  per  .share.  The  price,  to  be  not 
less  than  par  not  more  than  102.75'^; 
of  par,  and  the  dividend  rate,  to  be  a  mul- 
tiple of  '  10  of  1%.  are  to  be  determined 
by  the  bidding. 

The  application  states  that  all  of  the 
proceeds,  exclusive  of  accrued  dividend.^, 
from  the  sale  of  the  Preferred  Stock  are 
to  be  used  for  the  payment  of  outstand- 
ing short-term  bank  loans  made  in  con- 
nection with  financing  Illinois'  construc- 
tion program.  Such  loans  now  amount 
to  $8  000,000  and  are  expected  to  amount 
to  $10,000,000  prior  to  the  Issuance  of  the 
Preferred  Stock. 

The  aforementioned  construction  pro- 
gram, which  involves  the  construction 
of  generating  stations  and  related  facili- 
ties to  provide  substantially  all  of  Cii- 
nois'  power  supply,  calls  for  the  esti- 
mated expenditure  of  $34,000,000  durint? 
1949  and  of  $«1.000.000  during  1950  to 
1953.  Inclusive,  a  total  of  $95,000,000  Tt 
Is  estimated  that  approximately  $60,000  - 
000  of  new  financing,  exclusive  of  the 
proposed  Preferred  Stock,  will  be  re- 
quired during  such  period. 

Illinois  has  filed  a  petition  witVi  the 
Illinois  Commerce  Commission  for  au- 
thorization with  respect  to  the  proposed 
Issuances. 

Illinois  requerts  that  the  Commission'^ 
order  authorizing  the  proposed  trans- 
actions be  issued  as  soon  as  possible  and 
that  It  become  effective  forthwith  upon 
issuance.  Illinois  further  requests  that 
the  ten-day  notice  period  for  Invitation 
of  bids  required  by  Rule  U-50  (b)  be  re- 
duced by  the  Commission's  order  to  six 
dajTS. 
By  the  Commission. 

[sKALl  OtvAL  L.  Dubois. 

Secretary. 

[F.   R.   Doc.    4»-2021:    Piled.    Mar.    16.    1949; 
•  :4«  a.  m] 


Thursday,  March  27,  1949 

DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property     ^ 

Atn-HORrrT:  40  Stat.  411.  55  Stat.  839,  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order  12874] 

Charles'Ebel  et  al. 

In  re:  Charles  Ebel.  et  al.,  plaintiffs,  vs. 
Edna  Lee.  et  al..  defendants.  File  No. 
D-28-12340;  E.  T.  sec.  16569. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Dora  Renner.  Caroline  Meh- 
mel,  Helnrlch  NuUe,  Otto  Meldau,  and 
Heinrich  Meldau,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  proceeds  of 
the  real  estate  sold  pursuant  to  court  or- 
der in  a  partition  suit  entitled:  "Charles 
Ebel.  et  al.,  plaintiffs,  vs.  Edna  Lee.  et  al., 
defendants".  General  No.  71171.  in 
Chancery."  in  the  Circuit  Court  of  Kane 
County.  Illinois,  is  property  payable  or 
deliverable  to.  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Geo.  D.  Carbary, 
Master  in  Chancery,  acting  under  the 
judicial  supervision  of  the  Circuit  Court 
of  Kane  County,  Illinois; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  actions  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.  R.   Doc.   49-2035;    Piled,   Mar.    16,    1949; 
8:61  a.  m.l 


FEDERAL  REGISTER 

(Vesting  Order  12876] 
Theresa  Feichtmeier 

In  re:  Estate  of  Theresa  Feichtmeier. 
deceased.  File  No.  F-28-22893;  E.  T.  sec. 
15765. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Johanna  Reh,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  ijerson  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Theresa  Feichtmeier,  deceased,  is  prop- 
erty payable  or  deliverable  to,  or  claimed 
by,  the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Josephine  Gruber 
and  Rudolph  Feichtmeier,  as  executors, 
acting  under  the  judicial  supervision  of 
the  Probate  Court  of  the  State  of  Ohio, 
in  and  for  the  County  of  Cuyahoga; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  p>erson  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-2036;    Filed,   Mar.    16,    1949; 
8:51  a.  m.] 


Anna  Costa  ved.  Bergalli  et  al. 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  certain  shares  of 
the  common  and  third  preferred  capital 
stock  of  the  De  Nobill  Cigar  Comparfy, 
Long  Island  City,  New  York,  now  regis- 
tered In  the  name  of  the  Allen  Property 
Custodian  and  In  the  custody  of  the 
Federal  Reserve  Bank  of  New  York,  New 
York  City,  New  York,  which  are  Identl- 
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fled  below  as  to  the  claimant,  number 
of  shares  claimed  and  stock  certificate 
number.  The  return  will  be  subject  to 
any  increase  or  decrease  resulting  from 
the  administration  of  such  property  prior 
to  return  and  after  adequate  provision 
for  taxes  and  conservatory  expenses,  and 
will  not  include  any  dividends  or  other 
sums  accruing  to  the  shares  prior  to  the 
effectuation  of  the  return. 


• 

Claimant 

.'^hares 

Claim 
No. 

a 
o 

1 

«-* 
as 

a 

S 

o 

35 

0. 

it 
0 

39.W1 

Anna  Costa  ved.Rergalli,  Oonoa, 

34 

Italy. 

36 

88 

39682 

Alfonso  Bertoiil,  Genoa.  Italy 

'74" 

35 

'52' 

89 

39583 

Amelia  BcrtonI,  Bertieri.  Genoa, 
Italy. 

.... 

266 

9« 

39584 

Kmesto  Bertoni,  Genoa.  Italy 

36 

36 

"86' 

91 

39585 

Fiirio  Bertoni,  Rome  Italy. 

185 

37 

124" 

92 

39586 

Oinvanna       Gemma       BcrtonI, 

179' 

38 

(lenoa,  Italy. 
Maria    Luisa    Bertoni,    Genoa, 

138' 

93 

3958T 

179" 

.30 

Italy. 

iai" 

94 

3SS88 

Adriana  I'ei^azzano  Bigi,  Home. 

'56 

4(1 

Italy. 

'74' 

95 

39590 

Zelindo  Bonacini,  Modena,  Italy. 

"2 

42 

'n" 

97 

39,591 

Alfonso  Borri,  Pi.stoia,  Italy 

iV 

43 

39592 

Maria  Luisa  I'ardo  Borrl.  Flor- 

30 

44 

ence.  Italy. 

im 

98 

.■».'i93 

Dino  Borri,  risloia,  Italy 

36' 

45 

;!»594 

Ludovina  Braplia,  lioloena,  Italy. 

76' 

99 

39595 

Angelo  Brichctto,  Genoa,  Italy... 

50 

46 

"eo' 

100 

:9596 

Elena  Quaglia  Bri^nani,  Siteria, 

56' 

47 

Italy. 

'fiO' 

101 

39597 

Marcella  Bruno  Orlando,  Milan, 

is" 

M 

Italy. 

it 

KM 

39598 

Eugenia       Brignani       Bianchi, 

26 

48 

Sjiejia.  Italy. 

266" 

102 

39601 

Attilio  BruMone,  Genoa,  Italy 

125 

51 

iio' 

106 

:!9603 

Carlo  Bussola,  Naples.  Italy 

io" 

"24' 

lOS 

39604 

Agwitino  Canale.  Genoa.  Italy 

126 

M 

162" 

110 

39605 

Maria  Canalo,  G«noa.  Italy 

.10 

'46' 

111 

;'.9606 

Pia  Capparoni,  Si»eria.  Italy...... 

ioo 

57 

«6' 

112 

39007 

Enrichetta  Capurro,  Genoa,  Italy. 

26 

'39' 

.58 
113 

39608 

Ernesto  Carpanini,  Genoa,  Italy. 

25 

262' 

lit 

39609 

Alessandra  Cassini,  Genoa,  Italy.. 

ioo 

.... 

60 

....1  80 

115 

39610 

Ernesto  Cassini,  Genoa,  Italy 

too 

iio' 

61 
116 

3«611 

Gaetaoo  Cassini,  Genoa,  Italy.  .. 

165 

62 

'76' 

117 

39613 

Adriana  Ceci  MIsciatolli,  Rome, 
Ituly. 

ioo' 

63 

39615 

Carlo  .Massimo  Chiapiie,  Cienoa, 

12 

65 

Italy. 

'36 

120 

39617 

Maria   Teresa  Chiaptie,  Genoa, 

12  1  ... 

67 

luly. 

....    36 

1-22 

39618 

Violante  Pegawano  Ciano,  Flor- 

50   .... 

68 

ence,  Italy. 

...      40 

I2:t 

39619 

Libera  Trevisani,  Romp,  Italy 

10    .... 

69 

....    20 

124 

39620 

Paolo  CodegUa,  Sjjciia,  Italy 

5(1    .... 

70 

....    60 

l2.-i 

39622 

Giorgio  ColomlKi,  Home,  Italy 

60 

127 

39623 

Agostlno  Contc,  Loano,  Italy 

26 

Ti 

'22' 

128 

39624 

Vincenio  Cosentino,  Aprigliano, 
Cosenw,  Italy. 

.... 

80 

129 

39626 

Maria  Anna  L)e  Amicis,  Genoa, 

20 

73 

Italy. 

16' 

1.30 

39627 

Gian  .N'icolo  De  Ferrari,  Genoa, 

45 

75 

Italy. 

"io" 

132 

39628 

Elisa»)etta     Orlando,     ved.     De 

"is" 

76 

Orchi,   ved.   lannicelli,   Korm-, 

"'5' 

133 

Italy. 

39629 

Anita  De  Pasquali,  Genoa,  Italy.. 

226 

77 

262' 

134 

09630 

Enrico  De  Pasquali,  Genoa,  Italy. 

"66" 

78 

60 

i;{5 

39631 

Araedeo  De  Scalil,  Rome,  Italy... 

'2i' 

79 

"26 

136 

39632 

Laura  Benedetti  De  Scaizi,  Rome, 

i23 

80 

Italy. 

iw' 

137 

39633 

Lulgl  De  Scaizi,  Speria,  Italy 

124" 

81 

iis" 

138 

39634 

Maria  Orlando,  ved.  Del  Bono, 

"is" 

82 

Milan,  Italy. 

is' 

1.39 

39636     Giacomo    Del    Vascello    Medici. 

163' 

84 

Genoa,  Italy. 

an' 

141 

'A 

i 

A 


^ 


:^ 


7\ 


rwrr 


UAR  21  '4t 
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NOTICES 


ClalM 


86036 

Mew 


Clatmaot 


D«Ha  Ctw  GnOte  It»T»iio,  Onoft, 

luly.                        ,    , 
Adel«  Dodero,  Genoa  Italy 


IM41 
aN43 

•WMf 

awte 

aoMs 

IMBO 
•Mil 

•aeu3 


SiMfM 


»«A3 
96664 

3wn 

MOM 

asMi 

aM42 
806«3 

»*  J*  ' 

aiMT 

M60S 

awM 

M671 
3M73 
3M74 
9M7A 
M676 
3W78 
3M70 

3MSi 

3W83 

39683 

3W84 

3WM 

3M»« 

aM87 

3M8S 

N6W 


01«  Balta  Fagglonl,  ri»,  Italy. 

IMm  Scarteiiinl,  ved.  Fontana, 

Turin.  Italy. 
Pto Giuseppe  Fasato,  0««»,  Italy. 

ABfelo  Galletto,  Genoa,  Italy 

Edoardo  Oambaro,  Genoa,  Italy .  - 

FnncMe*  Oambwo,  Genoa.  It»»y- 

Gtaacppe  Qambw*.  OenMk,  Italy. 

Ruffero  Schlfl  Oteolnl,  Rome, 

fuly.  ,    , 

Gle  Balta  Oneceo,  G«d«»,  lUjy  -  - 
btttuto     Itallano     Di     Credlto 

Marittimo,  Rome,  Italy, 
hlituto    Puericoltura,  Tommaso 

and   Irene  Monteflore,   Rome, 

Italy 
Edtardo  Laixaroui.  Rome,  Italy.. 
Bice  Ottolenghl,  Rome,  Italy 


13 

ioo 
w' 

26 

167' 

75' 

74 

i«' 

30' 

97 
40 


Glorjio  Latte*,  Rome,  Italy 

Alfredo  Lena  Speiia,  Italy 

Lmik  Leone,  G«io^  Italy 

LulKi  Lombard,  Florence.  Italy... 

Terwita  Maretoese  Pastote, 
Genoa,  Italy. 

Btaiica  Marengo,  ved.  6<»rte«iim, 
Genoa,  Itiily  . 

Teresa  Martelllnl  QsMtwrl,  Mi- 
lan, Italv.  _ 

Ani tulina  Mas»  Mlr>n«,  0«ioa, 
lUly. 

Ufo  Masaa,  Genoa,  Italy 


13 


\M 


30 

lis" 

36' 

3M 

70 

m6" 

136' 
M 

M 
"% 


n 


IS 


aw 

40 

ei" 

170 


138 

«ai) 


Ftavlo  MlsctotuUl.  Rome,  Italy.. 
Vgo  Mochi,  Speila,  Italy ■ 


aM»i 


3SM« 
MM7 


Gluseppina  Brignanl,  ved.  Mola, 
Speria,  Italy. 

Virginia  Gambaio  Moinno,  Gen- 
oa, Italy.  _   ,         ,_,_ 

Italia  Nadaletto,  Padova,  Italy... 

Olulia    Obertl    Orlgone,    Genoa, 

Italy. 
Lulgi  Orlando,  Milan,  Italy 

Paolo  Orlando,  Milan,  Italy 

Salvatore  Orlando,  Florence,  Italy. 

Vlttorio  Padoa,  Venice,  Italy 

Carola  Parodi,  Genoa,  Italy 

Cesarino   Saredo-Parodi,   Genoa, 

Itftly 
Elena  '  Saredo-Parodi,      Genoa, 

lUilv* 

Giatonio  Parodi,  Genoa,  Italy.-- 

Laura     Saredo-Parodi,      Genoa, 

M^\\o   Paredo-Parodl,   Turin, 

Alfredo  Passadore,  Genoa,  Italy. 

Aufusto  PaaB«dor«.  Geivo^  Italy.. 

AdoUo  PaaMol,  Geao^  Italy 

Armando  Pastore,  No^ara,  Italy.- 

Stefano  Partore,  Genoa,  Italy 

Franc*  Paveri,  Mitan,  Italy 

Elena  Pavesl,  Milan,  Italy 

Gabrtella  Plcarelll,  Rome,  Italy— 

Glullana  Powlo,  Speila,  Italy..-- 

Anna  Maria  Foacarl-Poll,  Venlca. 

Italy.                     ,    . 
Emico  Poll,  Genoa,  Italy 

Edoardo     Pongiglione,     Bpada, 

Italy. 
Anna  Maria  Fucclo,  Gan«^  Italy 


39» 

ioo' 
35 

»' 

230 

is 

17' 

iT 

is' 

.... 

17 


04 

aw' 


1340 


10 


10 

is" 
is' 
io' 
is 
'i» 

304 

itia 
33 


87 
43 
30 

34 
33 
36' 
34' 

io" 

30 
34' 
» 

« 
103 


Claim 
No 


....370 

35!-... 
43 
35 

30 

138 

io 


43 
» 

'38 

ib 


u 

8« 
142 

87 
143 

t)8 

80 
830 

01 
146 

03 
148 

•4 
149 

90 
ISO 

98 
1S3 

90 
100 
IM 
101 
156 

1«2 
103 
136 
106 
138 
107 
1«S 
190 
IK) 
112 
185 
190 

U.T 

167 
198 

114 
169 
US 
116 
17D 
117 


118 

171 

12(1 

173 

121 

174 

123 

176 

124 

177 

125 

178 

137 

17« 

128 

180 

12U 

181 

130 

182 

131 

18) 

132 

184 

13;) 

186 

1.34 

196 

136 

187 

136 

188 

137 

184 

138 

190 

140 

192 

139 

191 

144 

196 

14« 

198 

148 

199 

14U 

390 

ISO 


CWmaat 


99098 
39709 
39701 
30703 
39704 
99706 
39799 
39707 
39799 

9rio 

3»:u 

39713 
3ri4 
39713 
36716 
39717 

99718 

39720 

39731 
39733 

80724 

8672a 

3972« 

99737 

39729 

39730 

9»rii 
99739 

99740 

86743 

39744 

99746 

39746 
39747 

36748 

36749 

867M) 

36751 

36752 

397.V3 

36754 

36755 

39758 

99737 

86761 

39763 

39763 
39794 
99790 

S9797 

9^ 

99799 


Bianca    Marta   Pocclo,    Savona. 
Italy. 

OioTanBl  Qnarticrl,  -Mlkui,  Italy- 
Ana  Benvenuto  Qnalrolo,  Genoa, 

Italy. 
Tito  Quelrok),  MargbartU  Ll«tir«, 

Italy. 
Oloaepiw  Rabah,  Genoa.  Italy-.. 

Agoetlno  Ravano,  Genoa.  Italy... 

Daro  Roeettl,  Milan,  Italy 

Mary  OWolni  Road,  Ppetto,  Italy 


Shares 


IS 


309  .... 
...510 
30 


6 

z 

I 

1 


Maria  Maaaa  Saeerdote,  Gaooa, 

Italy. 
Ei«eDlo  Searteiitnl,  Fu  Pllada, 

G«>nf«,  Italy. 
Glorgina  Sjcarteiilnl.  Genoa,  Italy. 

Maria  ScartMainl.  Genoa,  Italy... 

Maria    Scartettlnl,    Fa    Plhute, 

Genoa,  Italy. 
Mario  !?«rtei»lal,  Genoa,  Italy. .- 

Umbert*      Scartaiilni,      Genoa, 

V  ni  hefto  Peartetilnl,  Mana  Pear- 
leiaini  tu  Pila»ie,  Kutteulo  Scar- 
teiztnl,  Genoa,  Italy. 

Mario  SeoOerl,  Milan,  Italy 


Adele  CMiini  Serra,  Genoa,  Italy. 


Arturo  Soria,  Rome,  Italy. 
GiorgMi  Soria,  Roma,  Italy. 


65 

u' 

2S 

36 

» 

15 
130 
i35 

ias 

i» 

i3»' 

iso' 

iii' 

13 

100' 

40' 
130 


..115 


Wl 

an 


Llna  Taponecco,  Rapallo,  luly —     8 

Giuseppe  Tauara.  Genoa,  Italy...    13 

Antonio  TlttotU,  Latona,  Italy...  136 

QoHlo  Treves,  Florence,  Italy 36 

Maria  Teresa  Viak,  ved.  Chlappa,    97 

Genoa,  Italy.  

OtUvioVlUa,  Genoa,  Italy 300 

EugcBio  Zucearini,  Genoa,  Italy..    16 

Anjrelita  Aprieale,  Genoa,  luly...      3 
Gemma  Aprieale,  Genoa,  Italy...     9 

Eugenlo  Artom,  Florence,  Italy...     6 

Sara  AseareUl  Weil,  Rome,  Italy..     6 

Ilda  Ctiiriea  Alvino,  Naples,  Italy       4 

Guglielmo  Alvino,  Xaple«,  Italy.. 
Anialdi  Vittorlo  .^scarelli,  Roioc. 

Italy.  .    ^ 

Adriano  Ascarelll,  Rome.  Italy... 

AntonietU     AiaoliBi,     Sartana, 

Italv 
Vmberto  Balxl,  Genoa,  Italy 


30 
90 
74 
93 

ao 
ii" 

309" 
119" 

iio" 

139 

100 

39 

100 

m 
33 

33 

iw 
'  « 

80 


Luigia    Balxi    Germani,    Genoa, 

Giusepplna  Marini.  ved.  Baltertnl, 

8pe«ia,  Italy. 
Rol'trto  Blodi,  Roma,  Italy.... 


1 

aw 


Edoardo  Bloch,  Rome,  Italy 

Giorgio  Bloch,  Rome,  Italy 

Lldla  B«ndl,  Rome,  Italy 

Alberto  BertoiW,  Oanoa,  Italy... 

Pier    Luigi    Bertagna.  Florence, 

»l»l7-  .    , 

Paolo  Bertagna,  Florence,  Italy.. 

Francesco  Bevertnl,  Spesta,  Italy. 
Fernando  Bertoni,  Genoa,  Italy.. 
Teresita  Marmorl,  ved.  Cerettl, 

Speite.  Italy. 
Loisa  C  oeu  ved.  Enhquea,  Roma, 

Italy. 

Vinorio  CauTln,  Genoa.  Italy 

Lolaa  DcttBO  Baliac!,  BologM, 

Italy. 


152 
302 
164 
204 
155 
305 
157 
307 
168 
308 
136 
306 
190 
310 
I«l 

ail 

162 
312 
163 
314 
164 
215 
196 
217 
167 
318 
168 
216 
190 
321) 
170 


171 

221 

173 

333 

174 

175 

324 

177 

22fl 

178 

327 

176 

338 

180 

329 

182 

331 

183 

184 

232 

188 

189 

336 

162 

239 

163 

3«i 

IM 

341 

165 

166 


For  the  Attorney  OcncnO. 

,  Utkm  Ix  Bablon, 

Assistant  Attorney  General. 
Dbrector.  Office  of  Alien  Frojterty. 

IT.   R.    Doc.   «fr-a09«;  •  FUed.   Uu.    16.    l»49; 
S  51   a.  m.) 
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io 
"2 
io' 

« 

12' 
Vi 
"t 
io 
io" 

36 
4 

13' 
99 


[Return  Ordar  275] 
VEa>£A  ECGUIT  JoaCENSEN 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimmnt.  CUiM  No.,  Notice  0/  Intention  To 
Return  PublUfied.  «nd  Property 

Verner  Kggert  Jorfcnacn,  a  k  "a  Verner  Eg- 
f«rt  Jonfenaon.  Copeiihafeii.  Denmark,  Claim 
No.  35040;  January  M,  194»  (14  P.  R.  404 1 , 
(3.600  86  In  tbc  Treaaury  of  the  United  States 
All  right,  title.  Interest  and  claim  of  any  kind 
or  character  whatsoever  of  Verner  Eggert 
Jorgenson  in  and  to  the  Trust  Estate  created 
under  the  terms  of  the  Last  Will  and  Testa- 
ment of  Christian  Egert  Jorgenson.  deceased, 
for  the  benefit  or  Elena  Dorothea  Jorgenson 

Appropriate    documents    and    peper.^ 
effectuating  this  order  will  issue. 

Executed   at   Washington.   D.   C,   on 
March  10.  1949. 
For  the  Attorney  General. 

[ssALl  Davib  L  Bazklon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.    Doc.   4i^-2037;    Piled.    Mar.    16.    1»49 
a-.Sl  a.  m.] 
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Executed  at  Washington.  D.  C,  on 
March  10.  1949. 


AN1f.\  ELISSA  GElfTILLI 
NOTICK  or  INTEMTJON  TO  BITTjaN   VESTED 

pKOPEanr 

Pursuant  to  section  32  <f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  ol  intention  to  re- 
turn, on  or  alter  30  days  from  the  dalp 
of  the  publication  hereof,  the  foUowins 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provisions  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  So..  Property,  and  Location 

Anna  Elissa  OentUU,  a,  k/a  Anna  EUsa 
Gentllll,  Trieste,  Veneala  Olulia,  12143;  »39  - 
956.61  In  the  Treasury  of  the  United  Stat.-> 
All  right,  title  Interest  and  claim  of  any  kii.ii 
or  character  whatsoever  of  Anna  Ellssa  Gen- 
tllll In  and  to  the  Estate  of  CamUlo  OcntllU. 
deceaaed. 

Executed   at   Washington,  D.   C.  on 
March  10,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelow, 

Assistant  Attorney  General, 
Direcior.  Office  of  Alien  Property. 

IP.   R.   Doc   4&-2039:    Filed.   Mar.    16.   1»49; 
8:53  a.  m.) 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10044 

Amendment  of  Exectjtive  Order  No.  9  of 
January  17.  1873,  Relating  to  the 
Holding  or  State  or  Local  Offices  by 
Federal  Officers  and  Employees 

By  virtue  of  the  authority  vested  in  me 
by  section  1753  of  the  Revised  Statutes 
of  the  United  States  (5  U.  S.  C.  631  > .  and 
a.s  President  of  the  United  States,  Exec- 
utive Order  No.  9  of  January  17,  1873,  as 
amended,  prohibiting  with  certain  excep- 
tions Federal  oflQcers  and  employees  from 
holding  State,  territorial,  county,  munic- 
ipal, or  other  local  offices,  is  hereby  fur- 
ther amended  so  as  to  permit  persons 
employed  by  the  United  States  Atomic 
Energy  Commission,  with  the  approval 
of  the  General  Manager  thereof  or  one 
of  his  designees,  to  hold  office  as  consta- 
bles, deputy  sheriffs,  or  other  law  enforce- 
ment officers,  and  to  hold  state  or  local 
offices,  under  the  laws  of  the  States  in 
which  such  employees  may  be  on  duty: 
Provided.  That  the  General  Manager  or 
his  designee  shall  determine  in  each  in- 
stance that  holding  .such  office  ."^hall  not 
In  any  manner  interfere  or  conflict  with 
the  performance  of  the  duties  of  such 
persons  as  employees  of  the  Commission. 

Harry  S.  Truman 

The  White  House, 

3farcAi  15.  1949. 


IF.   R.   Doc.   4&-2107;    Piled,   Mar. 
10:49  a.  m.] 


17.    1949: 


EXECUTIVE  ORDER  10045 

Creating  an  Eicergency  Board  to  Inves- 
tigate A  EhspuTE  Between  the  Wabash 
Railroad  Company  and  the  Ann  Arbor 
Railroad  Company  and  Certain  or 
Their  Employees 

Whereas  a  dispute  exists  between 
the  Wabash  Railroad  Company  and  the 
Ann  Arbor  Railroad  Company,  carriers, 
and  certain  of  their  employees  repre- 
sented by  the  Brotherhood  of  Locomo- 
tive Engineers.  Brotherhood  of  Locomo- 
tive Firemen  and  Englnemen.  Order  of 
Railway  Conductors,  and  the  Brother- 
hood of  Railroad  Trainmen,  labor  organ- 
izations: and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  provi- 


sions   of    the    Railway    Labor    Act,    as 
amended;  and 

WHEREAS  this  dispute,  in  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  interrupt  in- 
terstate commerce  to  a  degree  such  as  to 
deprive  the  country  of  essential  trans- 
portation service: 

NOW,  THEREFORE,  by  virtue  of  au- 
thority vested  in  me  by  Section  10  of 
the  Railway  Labor  Act,  as  amended  <45 
U.  S.  C.  160),  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me,  to 
investigate  the  said  dispute.  No  mem- 
ber of  the  said  board  shall  be  pecuniarily 
or  otherwise  interested  in  any  organiza- 
tion of  employees  or  any  carrier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  Section  10  of  the  Rail- 
way Labor  Act,  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  Wabash  Railroad  Company 
and  the  Ann  Arbor  Railroad  Company, 
or  their  employees  In  the  conditions  out 
of  which  the  said  dispute  arose. 

Harry  S.  Truman 

The  White  House. 

March  15,  1949. 

IF.    R.    Doc.   49  2108:    Filed.    Mar. 


49  2108:    Filed, 
10:49  a.  m.) 


17.    1949; 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Competitive  Service 

department  of  the  army 

Under  authority  of  §  6.1  (a)  of  Execu- 
tive Order  9830.  and  at  the  request  of  the 
Department  of  the  Army,  the  Commis- 
sion has  determined  that  the  position 
of  registrar  at  the  United  States  Military 
Academy,  West  Point,  New  York,  should 
be  excepted  from  the  competitive  service. 
EflTective  upon  publication  In  the  Federal 
Register,  §  6.105  (f)  Is  amended  to  read 
as  follows: 

S  6.105   Department  of  the  Army.  •  •  • 

(f)   U.    S.    Military    Academy,    West 

Point,  New  York.    (1)  NC/PD.    Civilian 

(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  book 
is     now    available: 

Title  3,  1948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

This  book  may  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  OfRce,  Washington  25,  D.  C, 
at    $2.75    per   copy. 
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professors.  Instructors,  registrar,  teach- 
ers (except  teachers  at  the  Children's 
School),  hostesses,  chapel  organist  and 
the  choirmaster,  librarian  when  filled  by 
an  officer  of  the  Regular  Army  retired 
from  active  service,  and  military  secre- 
tary to  the  Superintendent  when  filled 
by  a  Military  Academy  graduate  retired 
as  a  regular  commissioned  officer  for 
disability. 

(R  S  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631  633.    E.  O.  9830.  Feb.  24.  1947. 12  P.  R. 
1259    3  CFR  1947  Supp.  E.  O.  9973.  June 
28. 1948. 13  F.  R.  3600 ;  3  CFR  1948  Supp. ) 
United  States  Civil  Serv- 
ice Commission, 
[seal]     Frances  Perkins. 

Acting  President. 

[F.    R.   Doc.   49-2048:    Piled.   Mar.    17.    1949; 
8:46  a.  m.| 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natu- 
ralization Service,  Department  of 
Justice 

Subchapter  B — Immigralion  Regulations 

Part  105— Head  Tax 

exemption  or  filipinos  admitted  for 

training  or  instruction 

February  17.  1949. 
Section  105.3.  Chapter  I.  Title  8  of  the 
Code  of  Federal  Regulations  is  hereby 
amended  by  the  addition  of  paragraph 
(q)  as  follows: 

§  105.3     Aliens  not  subject   to  head 
tax.     •     •     • 

(q)  Filipinos  admitted  for  training  or 
instruction.  Filipinos  admitted  to  the  ' 
United  States  for  training  or  Instruction 
pursuant  to  the  Philippine  Rehabilita- 
tion Act  of  1946.  <Sec.  311  (d).  60  Stat. 
139;  50  U.  S.  C.  App.  1791) 

This  order  shall  become  effective  on 
the  date  of  its  publication  In  the  Federal 
Register.  Compliance  with  section  4  of 
the  Administrative  Procedure  Act  (60 
Stat.  238;  5  U.  S.  C.  1003)  as  to  notice  of 
proposed  rule  making  and  delayed  effec- 
tive date  is  unnecessary  because  this  or- 
der merely  brings  into  the  regulations  an 
exemption  already  accorded  by  law. 

(Sec.  23.  39  Stat.  892.  sec.  24.  43 
166.  sec.  37  (a».  54  Stat.  675;  8 
102.  222. 458) 

John  P.  Boyd. 
Acting  Commissioner  of 
Immigration  and  Naturalization. 

Approved:  March  14,  1949. 

ToM  C.  Clark. 
Attorney  General. 

49-2060;    Filed.   Mar.    17.   1949; 
8:40  a.  m.J 


Stat. 
S.  c. 


Friday,  March  18,  1949 

Part  110— F*rimary  Inspection  and 
Detention 

transfct  of  jurisdiction  over  ports  of 

ENTRY 

March  9.  1949. 

The  following  amendments  to  Chapter 
I.  Title  8  of  the  Code  of  Federal  Regula- 
tions are  hereby  prescribed: 

Section  110.1.  Designated  ports  of  en- 
try except  for  aircraft,  Is  amended  by 
deleting  "Honolulu.  T.  H..  BSI"  and 
'•Hllo.  T.  H."  from  the  listing  of  Cla.ss  A 
and  Class  C  ports  of  entry  in  District 
No.  13. 

Section  110.1  is  further  amended  by 
adding  the  following: 

District  No.  17— Honolulu.  T.  H. 

Class  A. 

Honolulu.  T.  H..  BSI. 

Class  B. 

Hllo.  T.  H. 

This  order  shall  become  effective  on 
April-  1.  1949.  The  requirements  of  sec- 
tion 4  of  the  Administrative  Procedure 
Act  (60  Stat.  238;  5  U.  S.  C.  1003)  rela- 
tive to  notice  of  proposed  rule  making 
and  delayed  effective  date  are  Inappli- 
cable for  the  reason  that  these  rules  per- 
tain solely  to  agency  organization. 

♦  Sec.  23.  39  Stat.  892.  sec.  24.  43  Stat. 
166.  sec.  37  (a).  54  Stat.  675;  8  U.  S.  C. 
102,  222,  458  (a)) 

Watson  B.  Miller. 
Commissioner  of 
Immigration  and  Naturalization. 

Approved:  March  12.  1949. 

Tom  C.  Clark. 
Attorney  General. 

I  P.    R.   Doc.    49-2057;    Piled.   Mar.    17.    1949; 
8:48  a.  m.) 


[P.   R.    Doc. 


Subchapter  0 — Notionality  leguloliont 

Part  324 — Special  Classes  of  Persons 
who  may  be  naturalized:  children 

naturalization  of  child  upon  petition 
of  parent;  termination  of  require- 
ment that  child  be  able  to  speak 
english  language 

February  28.  1949. 
The  following  amendments  to  Part  324. 
Chapter  I.  Title  8  of  the  Code  of  Federal 
Regulations,  are  hereby  prescribed: 

1.  Section  324.1.  A  child  born  outside 
of  the  United  States,  one  of  whose  par- 
ents is  a  citizen  of  the  United  States 
by  birth  or  naturalization  at  the  time 
of  petitioning  for  naturalization  of  the 
child.  Is  amended  by  deleting  the  words 
"and  ability  to  speak  the  English  lan- 
guage" from  the  eighth  sentence,  which 
reads  "The  child's  racial  eligibility  and 
ability  to  speak  the  English  language 
shall  be  established  by  such  evidence  as 
may  be  satisfactory  to  the  naturalization 
court." 

2.  Section  324.2.  A  child  not  a  citizen 
of  the  United  States  who  has  been 
adopted  by  a  citizen  of  the  United  States. 
Is  amended  by  deleting  the  words  "and 
ability  to  speak  the  English  language" 
from  the  eighth  sentence,  which  reads 
"The  child's  racial  eligibility  and  ability 
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to  speak  the  English  language  shall  be 
established  by  such  evidence  as  may  be 
satisfactory  to  the  naturalization  court.'* 
These  amendments  shall  become  effec- 
tive on  the  date  of  their  publication  in 
the  Fia)ERAL  Register.  Compliance  with 
the  provisions  of  section  4  of  the  Admin- 
istrative Procedure  Act  (60  Stat.  238; 
5  U.  S.  C.  1003)  relative  to  notice  of  pro- 
posed rule  making  and  delayed  effective 
date  Is  unnecessary  because  this  amend- 
ment relieves  a  child  or  adopted  child  on 
whose  behalf  a  petition  for  naturalization 
has  been  filed  from  the  requirement  that 
he  be  able  to  speak  the  English  language. 
To  retain  that  requirement  would  be  im- 
practicable In  view  of  the  fact  that  .such 
child  might  be  of  such  age  that  it  would 
be  impossible  for  him  to  speak. 

(Sec.  327.  54  Stat.  1150.  sec. -37  (a).  54 
Stat.  675;  8  U.  S.  C.  727.  458) 

Watson  B.  Miller. 
Commissioner  of 
Immigration  and  Naturalization. 

Approved:  March  11.  1949. 

ToM  C.  Clark. 
Attorney  General. 

[F.    R.   Doc.    49-2059;    Piled.    Mar.    17,    1949; 
8:49  a.  m.| 


TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of  Customs, 
Department  of  the  Treasury 

IT.  D.  621701 

Part  5 — Customs  Relations  With 
Contiguous  Foreign  Territory 

affixing  of  blue  in-transit  seals 

Paragraph  (g>  of  §  5.8,  Cu.stoms  Regu- 
lations of  1943  (19  CFR.  Cum.  Supp.. 
5.8  (g)).  Is  amended  to  read  as  follows: 

§  5.8  Merchandise  in  transit  be- 
tween  ports  in  the  United  States  through 
contiguous  foreign  territory;  procedure 
at  port  of  exit  or  lading  on  vessel.  •   •    • 

(g»  It  .shall  be  the  duty  of  the  carrier 
to  affix  blue  in-transit  seals  to  al  open- 
ings of  conveyances  and  compartments 
containing  in-transit  merchandise,  ex- 
cept that  conveyances  or  compartments 
already  secured  by  red  in-bond  seals 
may  go  forward  without  ha.ving  blue  in- 
transit  seals  affixed  thereto  and  without 
in-transit  manifests,  and  except  that 
the  collector  may  relieve  the  carrier  of 
this  responsibility  by  notifying  it  in 
writing  that  customs  inspectors  will  as- 
sume it.  The  conveyance  shall  not  pro- 
ceed until  after  the  customs  inspector 
has  finished  the  inspection. 

(Sec.  554.  46  Stat.  743;  19  U.  S.  C.  1554) 

[sealI  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  March  11,  1949. 

John  8.  Graham, 
Acting  Secretary  of  the  Treasury. 

[P.   R.   Doc.   49-2061;    Piled.   Mar.    17,    1949; 
8  49  a.  m.J 
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TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter    II — Fiscal    Service,    Depart- 
ment of  the  Treasury 

Subchapter  B — Bureau  of  the  Public  Debt 


11949,  5th  Amdt.  to  Dept.  Clrc.  630,  6th  Rev.. 
Dated  Feb.  13,  1945) 

Part  315 — Regulations  Governing 
Savings  Bonds 

miscellaneous  amendments 

Correction 

In  Federal  Register  Document  49-1640. 
appearing  on  page  979  of  the  issue  for 
Friday.  March  4.  1949,  the  last  sentence 
of  §315.47  (c)  should  read:  "If  any  of 
the  persons  are  minors  or  incompetents, 
payment  or  reissue  of  the  bond  will  not  be 
permitted  without  administration,  except 
to  them  or  in  their  names  unless  their 
Interests  are  otherwise  protected  to  the 
satisfaction  of  the  Secretary  of  the  Treas- 
ury." 

TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  OfRce  Department 

Part  127 — International  Postal  Service  : 
Postage  Rates.  §ervice  Available,  and 
Instructions  for  Mailing 

ECUADOR 

In  §  127.243  Ecuador  (13  F.  R.  9143) 
amend  paragraph  (b)  (7)  Observations 
by  adding  the  following  subparagraph 
(vlii) : 

(vili)  The  Ecuadorian  authorities  re- 
quire that  the  addressees  of  commercial 
parcels  sent  from  the  United  States  pos- 
sess a  copy  of  the  shipper's  export  dec- 
laration (Commerce  Department  Form 
7525-V)  signed  by  the  mailer,  certified 
by  the  post  office  of  mailing,  and  visaed 
by  an  Ecuadorian  consul.  Copies  of  ex- 
port declarations  prepared  and  signed 
by  mailers  and  presented  at  post  offices 
for  certification  shall  be  legibly  post- 
marked and  returned  to  the  mailers. 
Such  copies  are  in  addition  to  those 
required  under  the  provisions  of  §  127.85. 

(R.  S.  161,  396,  398.  .sees.  304.  309,  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369, 

372) 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R.    Doc.    49-2032;    Filed,    Mar    17,    1G49; 
.8:45  a.  m.) 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

[Dfxkct   No.   89791 

Part  1 — Practice  and  Procedure 
application  for  consolidation  or 

TELEPHONE   COMPANIES 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices 
In  Washington,  D.  C,  on  the  9Lh  day  of 
March,  1949; 


3 

5 


y\ 
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The  Commission  having  under  consid- 
eration the  matter  of  the  amendment  of 
5  1.527  (Rules  Relating  to  Organization 
and  Practice  and  Procedure)  of  the  Com- 
mission's rules  and  regulations;  and  also 
having  under  consideration  its  notice  of 
proposed  rule  making  adopted  herein  on 
May  12  1948,  and  published  in  the  Fed- 
eral Register  on  May  20.  1948  <13  P.  R. 
2717 » .  in  accordance  with  section  4  •  a » ) 
of  the  Administrative  Procedure  Act : 

It  appearing,  that  the  period  in  which 
Interested  persons  were  afforded  an  op- 
portunity to  submit  comments  expired 
on  June  28,  1948;  that  prior  to  said  date 
the  American  Telephone  and  Telegraph 
Company,  for  itself  and  the  Bell  Tele- 
phone Companies,  the  Commercial  Te- 
♦   legraphers*  Union  (AFL»   and  the  Tele- 
phone  Workers   Organizing   Committee 
(CIO>     filed    comments    recommending 
certain  changes  in  the  proposed  amend- 
ments; that  prior  to  said  date,  the  Com- 
munications Workers  of   America  filed 
comments  endorsing  the  general  objec- 
tives of  proposed  amendments;  and  that 
such  comments  have  been  carefully  con- 
sidered and  certain  of  them  have  been 
Incorporated  in  the  proposed  amendment 
as  hereinafter  ordered; 

It  further  appearing,  that  in  proceed- 
ings on  applications  filed  under  section 
221  (a)   of  the  Communications  Act  of 
1934.  as  amended,  by  one  or  more  tele- 
phone companies  for  authority  to  effect 
a  consolidation  or  acquisition,  the  Com- 
mission Is  required  to  find,  as  a  condition 
to  certification  thereof  and  after  public 
hearing  on  the  application,  that  the  pro- 
posed consolidation,  acquisition,  or  con- 
trol will  be  of  advantage  to  persons  to 
whom  service  is  to  be  rendered  and  In 
the  public  interest;  and  the  Commission 
recognizes  that,  in  making  such  a  finding. 
It  should  give  consideration  to  the  effects 
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of  the  proposed  transaction  on  the  in- 
terests of  employees  as  a  factor  In  the 
public  Interest; 

It  further  appearing,  that  the  Com- 
mission's present  rules  and  regulations 
do  not  require  the  submission  of  any  in- 
formation relating  to  the  status  of  em- 
ployees affected  by  proceedings  under 
section  221  (a)  as  part  of  the  applica- 
tion for  authority  under  that  section; 
and  the  amendments  to  the  Commis- 
sion's rules,  as  adopted  by  this  order,  will 
require  that  applicants  provide  informa- 
tion to  the  Commission  as  to  the  effects 
on  the  status  of  the  employees  Involved 
of  the  transaction  for  which  authority  is 

sought; 

It  is  ordered.  That  effective  April  25. 
1949.  §1.527  (Rules' Relating  to  Organi- 
zation Practice  and  Procedure)  of  the 
Commission's  rules  and  regulations  is 
amended  as  follows: 

1.  Renumber  existing  subparagraphs 
ai)  and  (12)  of  paragraph  (a)  as  sub- 
paragraphs (13)  and  (14)  thereof,  re- 
spectively, and  add  new  subparagraphs 
(11)  and  <12)  as  follows: 

(11)   With    respect    to    the    full-time 
employees  employed  In  the  exchange  area 
or  exchange  areas  served  by  properties 
proposed    to    be    acquired,    a    complete 
statement  as  to  the  treatment  proposed 
to  be  accorded  to  such  employees  by  the 
acquiring  company,  with  due  regard  to 
such  matters  as  severance  pay.  If  any,  for 
employees  discharged  as  a  consequence 
of  the  transaction;  accrued  pension  and 
benefit  rights,  if  any;  wages;  locations  of 
employment;   job   assignments;   senior- 
ity; and  other  conditions  of  employment. 
( 12 »  With  respect  to  the  full-time  em- 
ployees employed  In  the  exchange  area  or 
exchange  areas  served  by  properties  pro- 
posed to  be  consolidated  or  merged,  a 
complete  statement  describing  the  man- 


ner in  which  the  respective  labor  forces 
will  be  integrated  or  merged,  giving  due 
regard  to  the  treatment  to  be  accorded  to 
such  matters  as  severance  pay.  if  any. 
for  employees  discharged  as  a  conse- 
quence of  the  transaction;  accrued  pen- 
sion and  benefit  rights.  If  any;  wages; 
locations  of  employment;  job  assign- 
ments; seniority  and  other  conditions  of 
employment. 

2.  Renumber  subparagraph  (7  >  of  par- 
agraph <b»  as  subparagraph  <9)  thereof, 
and  add  new  subparagraphs  (7)  and  (8) 
as  follows: 

(7)  With  respect  to  the  full-time  em- 
ployees employed  in  the  exchange  area  or 
exchange  areas  served  by  the  properties 
proposed  to  be  acquired,  consolidated,  or 
merged,  a  table  showing  for  each  such 
employee,  by  name,  his  Job  classification, 
length  of  service,  wage  rate  and  location 
of  employment;  except  that  where 
twenty-five  or  more  full-time  employees 
are  employed  In  any  exchange  area 
served  by  the  properties  to  be  consoli- 
dated or  merged  with  another  exchange 
area  or  exchange  areas,  such  Information 
with  respect  to  tho.se  employees  may  be 
given  on  a  group  basis  by  job  classifica- 
tion. 

(8t  Copies, of  any  pension  or  benefit 
plans  which  are  referred  to  in  the  state- 
ments supplied  pursuant  to  subpara- 
graphs ai)  and  il2>  of  paragraph  (a> 
of  this  section. 

(Sec.  4  (1).  48  Stat.  1066;  47  U.  S.  C.  154 
(i)  » 
Released:  March  9.  1949. 

Federal  Communications 
Commission.' 
fsEALl         T.  J.  Slowie. 

Secretary. 

|F.   R.   Doc.   49-2053;    Piled.   Mar.    17.    1949; 
8:47  a.  m.) 


PROPOSED  RULE  MAKING 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR,  Part  1  1 

(Docket  No.  9061) 

Revision    of    Procedure    Relating    to 
Handling  or  Broadcast  Applications 

ERRATUM  TO  NOTICE  OF  PRPPOSED  RULE 
MAKING 

Notice  Is  hereby  given  of  an  erratum 
In  the  notice  of  proposed  rule  making  in 
the  above  entitled  matter  released  on 
February  23.  1949  (14  P.  R.  907  >.  The 
note  (14  F.  R.  908)  in  the  appendix  to 
the  notice  of  proposed  rule  making 
should  read:  ^ 

Norr:  If  the  procedure  speclfted  In  this 
part  Is  adopted.  It  Is  proposed  that  the  so- 
called  AVCO  procedure  specified  In  I  1.321 
(a)-(e)  of  the  Commission's  rules  and  regu- 
latloiis  will  be  repealed  except  that  the 
procedure  will  continue  to  be  applicable  to 
applications  filed  before  the  effective  date  of 
these  rules. 

Adopted:  March  9.  1949. 


Released:  March  11.  1949. 


[SEAL] 


Federal  CoMMUincATiONS 

Commission. 
T.  J.  Slowie. 

Secretary. 


IF.   R.   Doc.   49-2054;    Filed.   Mar.    17,    1949; 
8:47  a.  m.) 


[47  CFR,  Parts   12,   131 

[Docket  No.  9240] 

Amateur  Radio  Service  and  Commercial 
Radio  Operators 

NOTICE  of  proposed  RULE  MAKING 

In  the  matter  of  amendments  of 
§5  12.27.  12.67.  13.11  (a)  and  13.28  of  the 
Commission's  rules  and  regulations  gov- 
erning amateur  radio  service  and  com- 
mercial radio  operators;  Docket  No.  9240. 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  In  the  above  entitled  matter. 

2.  The  Commission  proposes  to  amend 
SS  12.27.  12.67,  13.11  (a)  and  13.28  of  Its 
rtiles  and  regulations  to  accomplish  cer- 
tain non-substantive  editorial  changes 


and  also  to  accomplish  the  following  sub- 
stantive changes: 

(a)  To  provide  for  a  one  year  period 
of  grace  during  which  applications  for 
the  renewal  of  expired  amateur  opera- 
tor licenses,  amateur  station  licenses,  and 
commercial  radio  operator  licenses  may 
be  filed  with  the  Commission.  The  pro- 
posed amendment  will  not  extend  the 
term  of  the  license  or  authorize  opera- 
tion after  the  date  of  expiration. 

(bt  To  modify  the  renewal  service  re- 
quirements applicable  to  the  renewal  of 
commercial  radio  operator  licenses  with- 
out examination. 

(c)  To  modify  the  renewal  service  re- 
quirements applicable  to  the  renewal  of 
commercial  radio  operator  licenses  upon 
the  basis  of  a  renewal-type  examination. 

3.  The  proposed  amendments,  author- 
ity for  which  Is  contained  In  sections  4 
(i)  and  303  (D  and  (r)  of  the  Communi- 
cations Act  of  1934.  as  amended,  are  set 
forth  below. 


Friday,  March  18,  1949 

4.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth  in  the  ap- 
pendix hereto,  may  file  with  the  Com- 
mis.sion  on  or  before  April  25.  1949.  a 
statement  or  brief  setting  forth  his  com- 
ments. At  the  same  time,  persons  favor- 
ing the  amendments  as  proposed  may 
file  statements  in  supnJort  thereof.  The 
Commls.sion  will  consider  any  such  com- 
ments that  are  received  before  taking 
any  final  action  In  the  matter,  and  if  any 
comments  are  received  which  appear  to 
warrant  the  holding  of  an  oral  argument, 
notice  of  the  time  and  place  of  such  oral 
argument  will  be  given. 

5.  In  accordance  with  the  provisions 
of  S  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  fourteen 
copies  of  all  statements,  briefs,  or  com- 
ments shall  be  furnished  the  Commis- 
sion. 

Adopted:  March  9.  1949. 

Released:  March  10.  1949. 

Federal   Communications 
Commission, 
[SEALl        T.  J.  Slowie, 

Secretary. 

1.  Sections  12,27  and  12.67  of  the  Com- 
mi.s.sion's  rules  governing  amateur  radio 
service  are  amended  to  read  as  follows: 

§  12.27  Reneical  of  amateur  operator 
license,  'a)  An  amateur  operator  li- 
cense may  be  renewed  upon  proper  ap- 
plication showing  that  within  the  last 
SIX  months  of  the  license  term  the  licen- 
see has  lawfully  operated  an  amateur 
station  or  stations  licensed  by  the  Com- 
mission, and  has  thereby  communicated 
by  radio  telegraphy  with  at  least  three 
other  such  amateur  stations  in  the  United 
States.  The  applicant  shall  qualify  for 
a  new  license  by  examination  if  the  re- 
quirements of  this  section  are  not  ful- 
filled. 

(b)  The  renewal  application  shall  be 
accompanied  by  the  applicant's  amateur 
operator  license,  and  also  by  his  amateur 
station  license  if  he  hold§  one. 

(c)  Application  for  renewal  of  an  am- 
ateur operator  licen.se  may  be  filed  not 
earlier  than  120  days  prior  to  the  date 
of  expiration  and  not  later  than  a  pe- 
riod of  grace  of  one  year  after  such  date 
of  expiration.  During  this  one  year  pe- 
riod of  grace  an  expired  license  Is  not 
valid.     A  renewed  license  issued  upon 
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the  basis  of  an  application  filed  during 
the  grace  period  will  be  dated  currently 
and  will  not  be  back-dated  to  the  date 
of  expiration  of  the  license  being  re- 
newed. This  one  year  period  of  grace 
shall  apply  only  to  licenses  expiring  on 
or  after  January  1,  1951. 

(d)  Renewal  applications  shall  be 
governed  by  applicable  rules  In  force  on 
the  date  when  application  Is  filed. 

S  12.67  Renewal  of  amateur  station 
license,  (a)  An  amateur  station  license 
may  be  renewed  upon  proper  application 
filed  not  earlier  than  120  days  prior  to 
the  date  of  expiration  and  not  later  than 
a  period  of  grace  of  one  year  after  such 
date  of  expiration.  During  thlc  one  year 
period  of  grace  an  expired  license  is  not 
valid.  A  renewed  license  issued  upon  the 
basis  of  an  application  filed  during  the 
grace  period  will  be  dated  currently  and 
will  not  t>e  back-dated  to  the  date  of 
expiration  of  the  license  being  renewed. 
This  one  year  period  of  grace  shall  apply 
only  to  licenses  expiring  on  or  after  Jan- 
uary 1,  1951. 

(b)  The  renewal  application  shall  be 
accompanied  by  the  applicant's  amateur 
station  license,  and  also  by  hLs  ama- 
teur operator  license  if  he  holds  one. 

(c)  Renewal  applications  shall  be 
governed  by  applicable  rules  In  force  on 
the  date  when  application  is  filed. 

2.  Sections  13.11  (a)  and  13.28  of  the 
Commission's  rules  governing  commer- 
cial radio  operators  are  amended  to  read 
as  follows: 

S  13.11  Procedure — (a)  General.  Ap- 
plications shall  be  governed  by  applica- 
ble rules  In  force  on  the  date  when  ap- 
plication is  filed.  The  application  in 
the  prescribed  form  and  including  all 
required  subsidiary  forms  and  docu- 
ments, properly  completed  and  signed 
shall  be  submitted  in  person  or  by  mail 
to  the  oflBce  at  which  the  applicant  de- 
sires his  application  to  be  considered  and 
acted  upon,  which  ofiBce  will  make  the 
final  arrangements  for  conducting  any 
required  examination.  If  the  application 
is  for  renewal  of  license,  it  may  be  filed 
at  any  time  during  the  final  year  of  the 
license  term  or  during  a  one  year  period 
of  grace  after  the  date  of  expiration ' 
of  the  license  sought  to  be  renewed.  Dur- 
ing this  one  year  period  of  grace  an  ex- 
pired license  is  not  valid.  A  renewed  li- 
cense Issued  upon  the  basis  of  an  appli- 
cation filed  during  the  grace  period  will 
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be  dated  currently  and  will  not  be  back- 
dated to  the  date  of  expiration  of  the 
license  being  renewed.  A  renewal  appli- 
cation shall  be  accompanied  by  the  li- 
cense sought  to  be  renewed.  If  the  pre- 
scribed service  requirements  for  renewal 
without  examination '  are  fulfilled,  the 
renewed  license  may  be  issued  by  mail. 
If  the  service  record  on  the  reverse  side 
of  the  licen.se  does  not  fully  describe  or 
cover  the  service  desired  by  the  appli- 
cant to  be  considered  In  connection  with 
license  renewal  (as  might  occur  in  the 
case  of  service  rendered  at  U.  S.  govern- 
ment stations),  the  renewal  application 
shall  be  supported  by  documentary  evi- 
dence describing  in  detatl  the  service 
performed  and  showing  that  the  appli- 
cant actually  F>erformed  such  service  In 
a  satisfactory  manner. 

§  13.28  Renewal  service  requirements, 
renewal  examinations,  and  exceptions. 
A  restricted  radiotelephone  operator 
permit  or  an  aircraft  radiotelephone 
operator  authorization  Is  not  renew- 
able but  mu.-^t  always  be  obtained  as 
a  new  permit  or  authorization  In  each 
Instance.  A  license  of  any  other  class 
may  be  renewed  without  examination: 
Provided,  That  the  service  record  on  the 
reverse  side  of  the  llcen.se  '  shows  at  least 
two  years  of  satisfactory  service  in  the 
aggregate  during  the  license  term  and 
while  actually  employed  as  a  radio  op- 
erator under  that  license.  If  this  two 
year  renewal  service  requirement  is  not 
fulfilled,  but  the  service  record  shows  at 
least  one  year  of  satisfactory  service  in 
the  aggregate  during  the  last  three  years 
of  the  license  term  and  while  actually 
employed  as  a  radio  operator  under  that 
license,  the  licen.se  may  be  renewed  upon 
the  successful  completion  of  a  renewal 
examination,  which  may  be  taken  at  any 
time  during  the  final  year  of  the  llcen.se 
term  or  during  a  one  year  period  of 
grace  after  the  date  of  expiration '  of 
the  license  sought  to  be  renewed.  The 
renewal  examination  will  consist  of  the 
highest  numbered  examination  element 
normally  required  for  a  new  license  of 
the  class  sought  to  be  renewed,  plus  the 
code  test  (if  any)  required  for  such  a 
new  licen.se.  If  the  renewal  examina- 
tion is  not  successfully  completed  before 
expiration  of  the  aforementioned  one 
year  period  of  grace,  the  license  will  not 
be  renewed  on  any  basis. 

[F.   R.   Doc.    49-2056;    Filed.    Mar.    17,    1949; 
8:47  a.  m.) 


NOTICES 


>  Commissioners  Walker  and  Sterling  not 
participating;  Commissioner  Jones  dtosent- 
Ing. 


FEDERAL  POWER  COMMISSION 

[Docket  No.  G-1160| 
Tennesses  Oas  Transmission  Co. 

ORDER    allowing    TARIFF    SHEET    TO    lAKl 

ErFBCT,  cancklling  hearing  and  TER- 

MINATINO    proceeding 

March  14.  1949. 
On  November  30,  1948,  Tennessee  Oas 
Transmission  Company  (Tennessee)  filed 
With    the    Commission    First    Revised 


Sheet  No.  22  to  Its  FPC  Gas  Schedules 
to  become  effective  on  January  1.  1949. 
The  revised  sheet  proposed  to  amend  the 
Quality  Provision  of  the  tariff  by  adding 


'  Applications  for  renewal  of  licenses 
which  expired  between  July  I,  1948,  and 
the  effective  date  of  the  establishment  In 
these  rules  of  the  one  year  period  of  grace 
may  be  filed  during  a  period  of  one  year 
commencing  on  such  effective  date.  Appli- 
catlcms  filed  xinder  this  footnote  shall  be 
governed  by  applicable  rules  In  force  on  the 
date  when  application  Is  filed. 


a  statement  that  the  specified  quality 
was  to  be  determined  at  pressures  and 
temperatures  prevailing  In  Tennessee's 
pipeline. 

'See  t  13.28. 

•See  |§  13.91  to  13.94. 

•  With  respect  to  licenses  which  expired 
between  July  1,  1948.  and  the  effective  date 
of  the  establishment  in  these  rules  of  the 
one  year  period  of  grace,  the  renewal  ex- 
amination (where  required)  may  be  taken 
during  a  period  of  one  year  commencing  on 
such  effective  date- 
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Hope  Natural  Gas  Company  (Hope)  by 
letters  of  December  14  and  16,  1948.  sub- 
mitted an  informal  protest  to  the  pro- 
pased  revision  and  on  December  30, 
1948  the  Commission  issued  an  order 
suspending  the  proposed  revised  sheet 
pending  a  hearing  and  decision  on  the 
lawfulness  of  the  proposal.  The  hearing 
was  set  for  January  31.  1949.  In  Wash- 
ington. D.  C.  On  January  17.  1949. 
Tennessee  and  Hope  filed  a  Joint jnot ion 
for  postponement  to  March  15.  194a. 
which  was  granted  by  order  of  the  Com- 
mission on  January  27.  1949. 

On  March  U.  1949.  Tennessee  and 
Hope  filed  a  joint  motion  to  cancel  the 
hearing  and  to  terminate  the  proceeding. 

The  Commission  finds:  Good  cause  has 
been  shown  for  cancelling  the  hearing 
and  terminating  the  proceeding  in  the 
above  entitled  docket,  and  the  proposed 
revised  tariff  sheet  should  be  permitted 

to  take  effect.  , »  n     rrv^o 

The  Commission  orders:  (A>  The 
hearing  now  set  for  March  15.  1949.  at 
10  00  a  m..  be  and  the  same  is  hereby 
cancelled  and  the  proceeding  terminated, 
and  the  First  Revised  Sheet  No.  22  to  the 
FPC  Gas  Schedules  of  the  Tennessee  Gas 
Transmission  be  and  the  same  is  hereby 
allowed  to  take  effect  as  of  January  1. 

1949. 

(B>  This  acceptance  for  filing  shall 
not  be  construed  as  a  waiver  of  section  7 
of  the  Natural  Gas  Act.  as  amended;  nor 
shall    it    be    construed    as    constituting 
approval  of  any  rate,  charge,  classifica- 
tion or  any  rule,  regulation  or  practice/ 
affecting  such  rate  or  service  contained 
In  the  tariff,  nor  shall  such  acceptance 
be  deemed  as  recognition  of  any  claimed 
contractual  right  of  obligation  associated 
therewith;  and  such  acceptance  is  with- 
out prejudice  to  any  findings  or  orders 
which  have  been  or  may  hereafter  be 
made  by  the  Commission  in  any  proceed- 
ing now  pending  or  hereafter  Instituted 
by  or  against  your  company. 

Date  of  issuance:  March  15.  1949. 

By  the  Commission. 

[SEAL]  L«ON  M.  FUQUAY, 

Secretary. 

[F.    R.   Doc.   49-2051;    Filed.   Mar.    17.    1949; 
8:47  a.  m.) 


NOTICES 

[Docket  No.  0-11811 

TENNESSEE   GAS   TRANSMISSION   CO. 

ORDER  POSTPONING  HEARING 

MARCH   14.   1949. 

On  March  11. 1949.  East  Tennessee  Gas 
Company  and  Tennessee  Natural  Gas 
Lines  Inc..  filed  a  motion  for  continuance 
until  April  19.  1949.  of  the  hearing  set 
for  March  15.  1949.  by  order  of  the  Com- 
mission Issued  in  the  above  entitled 
docket  on  January  27.  1949.  On  March 
11  1949.  Tennessee  Gas  Transmission 
Company  Joined  in  the  motion  for  the 
continuance. 

The  Commission  finds:  Good  cause  has 
been  shown  for  postponing  the  date  for 
hearing  as  set  in  Commission's  order  of 
January  27.  1949.  to  April  19.  1949.  but 
that  said  order  should  not  be  otherwise 
modified. 

The  Commission  orders:  The  hearing 
now  set  for  March  15. 1949.  at  2 : 00  o'clock 
p  m..  be  and  the  same  Is  hereby  post- 
poned until  April  19. 1949.  at  9:30  o'clock 
a  m  in  the  hearing  room  of  the  Fed- 
eral Power  Commission.  Hurley-Wright 
Building.  1800  Pennsylvania  Avenue  NW., 
Washington.  D.  C. 
Date  of  issuance:  March  15.  1949. 
By  the  Commission. 

[SEAL]  Leon  M.  FUQUAY. 

Secretary. 

IF.   R.   Doc.   49-2052;    Filed.   Mar.    17.    1949; 
8:47  a.  m.) 


[Docket   No.   0-11681 
Delhi  Oil  Corp. 


NOTICE  or  FINDING  UPON  APPLICATION  fOR 

status  determination 

March  15.  1949. 
Notice  is  hereby  given  that  on  March 
10  1949  the  Federal  Power  Commission 
issued  its  finding  entered  March  10. 1949. 
in  the  above-designated  matter,  upon  the 
application  of  Delhi  OH  Corporation  for 
status  determination  involving  the  pro- 
posed sale  of  natural  gas  to  El  Paso 
Natural  Gas  Company. 

Leon  M.  Fuquay- 
Secretary. 

IF    R    Doc.    49-2050:    Filed.   Mar.    17.    1949; 
8:46  a.  m.) 


[SEAL] 


[Docket  No.  E-61561 

City  or  Tacoma.  Wash. 

NOTICE  OF  FINDINGS  AND  ORDER  OF  THE 

commission 

March  15. 1949. 
Notice  Is  hereby  given  that,  on  March 
8  1949.  the  Federal  Power  Commission 
issued  its  findings  entered  March  8.  1949. 
in  the  above-designated  matter,  that  the 
Interests  of  interstate  or  foreign  com- 
merce would  be  affected  by  the  construc- 
tion and  operation  of  either  or  both  of  the 
proposed  reservoirs  and  ordered  the  City 
of  Tacoma  before  commencing  construc- 
tion of  either  of  the  proposed  reservoirs. 
to  receive  a  license  under  the  provisions 
of  the  Federal  Power  Act. 


[Docket  No.  G-11691 

Potomac  Gas  Co. 

notice  OF  APPLICATION 


March  14.  1949. 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


[F    R.   Doc.   49  2049;    Filed.   Mar.    17.    1949; 
8:46  a.  m.] 


Notice  is  hereby  given  that  on  February 
11  1949.  an  application  was  filed  with 
the  Federal  Power  Commission  by  Po- 
tomac Gas  Company  (Applicant),  a  Vir- 
ginia corporation  with  its  principal  office 
at  Arlington.  Virginia,  for  a  certificate 
pursuant  to  section  7  of  the  Natural  Gas 
Act  as  amended,  authorizing  the  acquisi- 
tion and  operation  of  the  following  de- 
scribed natural-gas  facilities,  subject  to 
the  jurisdiction  of  the  Commission: 

Approximately  13,000  feet  of  12-lnch 
cast  Iron,  mechanical  joint  gas  pipe  line 
(750  feet  of  which  consist  of  steel  pipe) 
located  in  Arlington  County.  Virginia,  ex- 
tending from  the  terminus  of  the  16-incn 


pipe  line  owned  and  operated  by  Appll- 
cant  located  at  the  Intersection  of  Lee 
Boulevard  and  Fillmore  Street  in  Arling- 
ton County.  Virginia,  to  a  point  of  con- 
nection with  gas  transmission  facilities  of 
Washington  Gas  Light  on  the  Virginia 
side  of  Key  Bridge  in  Arlington  County. 
Virginia.  ^      .         , 

Applicant  states  that  it  has  been  in- 
formed that  the  facilities  proposed  to  be 
acquired  are  presently  owned  by  Rosslyn 
Gas  Company,  which  distributes  and  sells 
gas  in  Alexandria,  Arlington  County  and 
part  of  Fairfax  County.  Virginia.    Appli- 
cant also  states  that  It  has  been  Informed 
that  the  said  facilities  proposed  to  be  ac- 
Qulred  have  been  used  regularly  to  trans- 
port  gas  from  the  facilities  of  Washing- 
ton Gas  Light  Company  to  the  distribu- 
tion system  of  Rosslyn  Gas  Company, 
and  that  said  facilities  have  been  tested 
on  two  occasions  to  transport  gas  from 
the  facilities  owned  by  Applicant  to  the 
facilities  of  Washington  Gas  Light  Com- 
pany     The  calculated  capacity  of  the 
facilities  described  herein  is  15.000  Mcf 
per  day  predicated  on  a  pressure  of  50 
psl  at  Lee  Boulevard  and  Fillmore  Street 
and  a  pressure  of  25  psl  at  the  West  Sta- 
tion of  Washington  Gas  Ught  Company. 
Applicant  states  that  it  and  Ro.sslyn 
Gas  Company  are  wholly-owned  subsid- 
iaries of  Washington  Gas  Light  Company. 
Applicant  states  that  the  facilities  pro- 
posed to  be  acquired  will  be  utilized  for 
the  transportation  of  gas  from  Applicant 
to  Washington  Gas  Light  Company,  and 
by  the  latter  through  these  facilities  to 
the  distribution  system  of  Rosslyn  Gas 
Company.    Title  to  the  gas  transported 
In  these  facilities  will  be  In  Washington 
Gas  Light  Company.    Any  gas  which  is 
delivered  to  customers  of  Rosslyn  Gas 
Company  who  are  connected  to  the  facili- 
ties described  herein  will  be  delivered  by 
Applicant  to  such  customers  for  the  ac- 
count of  Rosslyn  Gas  Company. 

The  cost  of  the  facilities  proposed  to  be 
acquired  Is  $55,507.66  which  is  stated  to 
be  the  depreciated  original  cost  of  said 
pipe  line  as  of  December  31.  1948^  The 
capital  requirements  of  Applicant  for  the 
purchase  of  these  facilities  will  be  sup- 
plied by  Washington  Gas  Light  in  the 
form  of  advances  on  open  account. 

Any  Interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission  s  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  Interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  concur- 
rent hearing,  together  with  reasons  for 
such  a  request. 

The  application  of  Potomac  Gas  Com- 
pany is  on  file  with  the  Commission  and 
open  to  public  inspection.  Any  person 
desiring  to  be  heard  or  to  make  any  pro- 
test with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission. Washington  25.  D.  C.  not  later 
than  15  days  from  the  date  of  publication 
of  this  notice  In  the  Federal  Register,  a 
petition  to  intervene  or  protest. 

[SEALl  Leon  M.  Fuquay. 

Secretary. 


Friday,  March  18,  1949 

(Docket  No.  0-1174] 

County  Gas  Co. 

notice  OF  application 

March  14.  1949. 

Notice  Is  hereby  given  that  on  March 
3.  1949.  an  application  was  filed  with  the 
Federal  Power  Commission  by  County 
Gas  Company  (Applicant) .  a  New  Jersey 
corporation  with  its  principal  office  at 
Atlantic  Highlands.  New  Jersey,  for  a 
certificate  of  public  convenience  and 
necessity  pur.suant  of  section  7  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing the  construction  and  operating  of 
the  following  described  natural-gas  fa- 
cilities, subject  to  the  jurisdiction  of  the 
Commission: 

Approximately  14.4  miles  of  6-inch 
welded  steel  pipe  line  extending  from  a 
point  of  connection  with  the  natural-gas 
transmission  pipe  line  of  Texas  Eastern 
Transmi.sslon  Corporation  at  or  near 
Mctuchen.  New  Jersey,  thence  in  a 
southerly  and  southeasterly  direction  to 
connect  with  Applicant's  gas  tran.smis- 
slan  and  distribution  system  near  Key- 
port.  New  Jersey. 

Applicant  proposes  to  construct  the 
aforesaid  natural-gas  facilities  in  order 
to  procure  and  receive  natural  gas  from 
Texas  Eastern  Transmission  Corporation 
and  In  connection  therewith  Applicant 
aL-^o  proposes  to  construct  a  gas  pressure 
regulating  and  metering  station  at  or 
near  Keyport.  New  Jersey,  for  the  pur- 
po.<^e  of  receiving,  treating,  metering  and 
reducing  in  pressure  the  natural  gas  to 
the  pressures  required  for  transmission 
and  distribution  In  Applicant's  present 
gas  system. 

Applicant  states  that  it  proposes  to 
commence  construction  of  the  facilities 
de.scribed  herein  within  90  days  after  Is- 
.suance  of  a  certiflcate  by  the  Federal 
Power  Commission  and  upon  completion 
of  the  construction  will  convert  the  ap- 
pliances of  the  presently  served  natural 
gas  customers  so  that  such  appliances 
may  be  operated  with  1,000  Btu  natural 
ga.s.  Applicant  further  stales  that  it  In- 
tends to  serve  only  the  Applicant's  pres- 
ent gas  system  and  service  area. 

The  total  estimated  over-all  capital 
cost  of  the  proposed  facilities  is  $350,000, 
which  will  be  financed  from  a  proposed 
sale  of  first  mortgage  refunding  bonds. 

Any  interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  If  60.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  It  desires 
a  conference,  the  creation  of  a  board,  or 
a  joint  or  concurrent  hearing,  together 
with  reasons  for  such  a  request. 

The  application  of  County  Gas  Com- 
pany is  on  file  with  the  Commission  and 
open  to  public  inspection.  Any  person 
desiring  to  be  heard  or  to  make  any  pro- 
test with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission, Washington  25,  D.  C,  not  later 
than  15  days  from  the  date  of  publlca- 
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tlon  of  this  notice  In  the  Federal  Regis- 
ter, a  petition  to  Intervene  or  protest. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.    R.   Doc.    49-2043;    Piled.   Mar.    17.    1949; 
8:45  a.  in.| 

CIVIL  AERONAUTICS  BOARD 

Annex  2,  "International  Rules  of  the 

Air- 
notice  of  differences  filed  with  inter- 
national civil  aviation  organization 

BY  U.  S. 

In  Draft  Release  48-6.  "Implementa- 
tion of  the  International  Rules  of  the  Air 
(Annex  2  to  the  International  Civil  Avia- 
tion Convention) ."  the  Bureau  of  Safety 
Regulation  gave  formal  notice  to  the 
aviation  public  that  Annex  2  "Interna- 
tional Rules  of  the  Air"  '  of  the  Inter- 
national Civil  Aviation  Convention  would 
come  into  full  force  and  effect  in  accord- 
ance with  the  terms  of  the  Convention 
on  January  1.  1949.  unle.<^s  disapproved 
by  a  majority  of  the  International  Civil 
Aviation  Organization  member  states 
prior  to  that  date. 

Our  information  Indicates  that  no 
member  state  has  disapproved  the  An- 
nex. Therefore,  as  of  January  1,  1949. 
the  Annex  is  fully  effective  and  will  gov- 
ern operations  over  the  high  seas,  and 
In  the  territories  of  the  member  states 
except  to  the  extent  that  such  states 
have  filed  with  the  International  Civil 
Aviation  Organization  notice  of  differ- 
ences with  such  Annex. 

The  United  States  as  a  member  state 
of  the  International  Civil  Aviation  Or- 
ganization did  not  file  a  notice  of  disap- 
proval of  Annex  2.  However.  It  was  the 
view  of  the  Civil  Aeronautics  Board  that, 
while  Annex  2  may  be  acceptable  as  an 
international  standard,  in  several  re- 
spects the  content  and  arrangement  of 
Part  60  of  the  Civil  Air  Regulations  were 
a  preferable  guide  for  domestic  opera- 
tions. The  Board,  therefore,  requested 
the  State  Department  to  file  with  the 
Internationa^  Civil  Aviation  Organiza- 
tion notice  of  our  intention  to  continue 
In  our  domestic  regulations  a  substantial 
number  of  differences  from  Annex  2. 

In  accordance  with  the  Board's  policy 
of  keeping  the  aviation  public  fully  in- 
formed as  to  our  activity  with  respect  to 
the  International  Civil  Aviation  Organi- 
zation, the  Bureau  of  Safety  Regulation 
wishes  to  make  available  to  the  entire 
Industry  the  substance  of  the  notification 
given  to  the  International  Civil  Aviation 
Organization  of  the  differences  from  the 
provisions  of  Annex  2  which  are  in  effect 
In  Part  60  of  the  Civil  Air  Regulations  as 
of  January  1.  1949. 

The  Board  has  found  that  these  differ- 
ences may  be  readily  divided  into  four 
categories  as  follows: 


'  Ck)plea  of  Annex  3,  the  International 
counterpart  of  Part  60  of  the  Civil  Air  Regu- 
UtlonB.  "Air  Traffic  Rules."  may  be  obtained 
upon  request  of  the  Secretariat,  International 
ClvU  Aviation  Organization.  Dominion 
Square  Building.  Montreal,  P.  Q.,  Canada, 
accompanied  by  twenty-flve  cents  ($0.25)  In 
coin. 
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iX"^  Arrangement  and  concept.  Differ- 
ences between  the  over-all  concept  and 
arrangement  of  the  International  Civil 
Aviation  Organization  rules  of  the  air 
and  of  the  comparable  parts  of  the  Civil 
Air  Regulations  having  a  substantive 
effect ; 

(2)  Indwidual  rules.  Individual  items 
In  the  International  Rules  which  differ 
substantively  from  comparable  Civil  Air 
Regulations; 

<3»  Additional  requirements.  Items 
in  our  Civil  Air  Regulations  which  are 
not  found  in  International  Rules:  and 

(4>  Optional  rules.  Items  in  the  In- 
ternational Rules  which,  by  their  own 
terms,  permit  member  states  to  take  in- 
dividual action  which  need  not  be  uni- 
form. 

Thus,  the  notice  of  differences  filed  by 
the  United  States  was  subdivided  into 
four  parts  as  follows: 

I.  Arr-vngement  and  Concept 

differences  between  the  over-all  con- 
cept AND  arrangement  OF  ICAO  RULES 
of  the  air  and  of  the  comparable 
parts  of  the  civil  air  regulations 
having  a  substantive  effect 

The  United  States  Air  Traffic  Rules 
(Rules  of  the  Air)  differ  from  Annex  2  in 
arrangement  and  concept  as  follows: 

They  follow  the  concept  recommended 
by  the  RAC  Division  and  the  Air  Naviga- 
tion Committee.  Under  this  concept 
these  Air  Traffic  Rules  are  arranged  in 
three  parts: 

(1)  General  Flight  Rules. 

(2)  Visual  Flight  Rules. 

(3>   Instrument  Plight  Rules. 

In  the  United  States,  aircraft  must  be 
operated  at  all  times  in  compliance  with 
our  General  Flight  Rules  and  also  in 
compliance  with  either  our  Visual  Flight 
Rules  or  our  Instrument  Flight  Rules, 
whichever  are  applicable. 

Our  General  Flight  Rules  are  similar 
to  those  in  Paragraphs  2.6  to  2.13  of 
Chapter  2  and  those  in  section  1  of  Chap- 
ter 3  of  Annex  2  and  are  not  called  "Vis- 
ual Flight  Rules"  as  are  those  in  section 
1  of  Chapter  3  of  Annex  2. 

Our  Visual  Plight  Rules  set  up  sp)eclfied 
minimums  of  visibility  and  distance  from 
clouds  and.  as  was  recommended  by  the 
third  session  of  the  RAC  Division,  mini- 
mum ceiling  in  control  zones.  If  a  flight 
Is  conducted  in  conditions  below  any  of 
these  minimums.  It  must  be  conducted 
In  compliance  with  Instrument  Flight 
Rules.  Our  Visual  Flight  Rules  are 
similar  to  those  given  In  the  table  In 
Paragraph  2.3  of  Annex  2,  but  as  noted 
above.  Annex  2  does  not  designate  them 
as  Visual  Flight  Rules. 

The  Instrument  Flight  Rules  in  the 
United  States  are  a  group  of  rules  similar 
to  those  In  section  2  of  Chapter  3  of 
Annex  2.  Furthermore,  the  United 
States  General  Flight  Rules  require  that 
when  an  air  traffic  clearance  has  been 
obtained  under  either  VFR  or  IFR.  the 
pilot  shall  not,  except  In  an  emergency, 
deviate  from  the  provisions  thereof  un- 
less an  amended  clearance  is  obtained  or 
unless,  when  in  VFR  weather  conditions, 
he  has  notified  air  traffic  control  that 
he  is  cancelling  his  IFR  flight  plan  and 
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proceeding  under  Visual  Plight  Rules. 
Paragraph  3.2.6  of  Annex  2  has  a  rule  re- 
garding  compliance  with  an  air  traffic 
clearance  but  it  is  not  one  of  the  rules 
expressly  included  in  those  that  a  pilot 
must  follow  when  flying  in  VFR  condi- 
tions.   While  the  rule  that  requires  com- 
pliance with  air  traffic  control  instruc- 
tions received  (Paragraph  3.1.2  of  Annex 
2)  may  intend  to  cover  clearances  as  well 
as  instructions,  the  United  States  regula- 
tions definitely  spell  out  the  fact  that 
both  instructions  and  clearances  must  be 
complied  with  at  all  times. 

While  possibly  the  two  paragraphs 
under  "2  3  1  Note"  have  no  effect  on  the 
standards,  in  the  United  States  a  pilot 
is  not  always  considered  to  be  in  "VFR 
weather  conditions"  when  the  weather 
conditions  permit  him  to  fly  in  specified 
conditions  of  visibility  and  distance  from 
clouds.  Regardless  of  what  he  is  able 
to  do.  In  the  United  States  he  is  not 
In  VFR  weather  conditions  unless  he 
does  fly  in  specified  conditions  of  visi- 
bility and  distance  from  clouds. 

In  connection  with  Paragraphs  2.3.2 
and  2  3.3  we  have  stated  above  what  we 
call  Visual  Flight  Rules  and  Instrument 
Flight  Rules  in  the  United  States. 

In  the  United  States  a  pilot  must  fly 
under  the  Instrument  Flight  Rules  if  he 
does  not  conduct  his  flight  in  accordance 
with   the   visibility   and   distance   from 
clouds    rules   prescribed    in   our   Visual 
Flight  Rules.    Para.  2.3.4  of  Annex  2  says 
It  Is  the  responsibility  of  the  pilot  to 
ascertain  whether  the  conditions  permit 
flight  under  VFR  or  require  compliance 
with  the  IFR.     This  is  confusing  when 
another  rule  says  that  the  rules  desig- 
nated as  VLsual  Flight  Rules  must  be  fol- 
lowed at  all  times  and  when  the  same 
group  of  rules  are  designated  as  part  of 
the  Instrument  Flight  Rules. 

In  view  of  the  above  the  United  States 
is  not  changing  the  arrangement  and 
concept  of  its  Air  Traffic  Rules  •  Rules  of 
the  Air)  to  agree  with  Annex  2. 
n.  Individual  Rules 

INDIVIDUAL  ITEMS  IN  THE  INTERNATIONAL 
RULE3  WHICH  DIFFER  SUBSTANTIVELY 
FROM  COMPARABLE  CIVIL  AIR  REGULATIONS 


The  following  additional  differences 
will  exist  between  the  United  States  Civil 
Air  Regulations  and  comparable  Stand- 
ards in  Annex  2  (Rules  of  the  Air) : 

(1)  In  the  United  States.  Air  Traffic 
Clearance  is  defined  as,  "Authorization  by 
Air  Traffic  Control,  for  the  purpose  of 
preventing  collision  between  known  air- 
craft, for  an  aircraft  to  proceed  under 
specified  traffic  conditions  within  a  con- 
trol zone  or  control  area." 

This  definition  is  more  restrictive  than 
ICAO's  in  that  it  defines  the  purpose  of 
the  authorization  and  states  that  this 
authorization  is  to  "proceed  under  speci- 
fied traCQc  conditions"  while  this  last 
phrase  of  ICAO's  definition  does  not  in- 
clude the  word  "traffic." 

(2)  The  United  States  Visual  Flight 
Rules  governing  visibility  outside  of  con- 
trol zones  and  control  areas  contain  a 
relaxation  of  the  1-mlle  visibility  re- 
quirement In  the  case  of  helicopters. 
This  regulation  reads: 

However,  helicopters  may  be  flown  at  or 
below  700  feet  above  the  surface  when  the 
flight  vUlblllty  la  less  than  one  mile  II  op- 
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erated  at  a  reduced  speed  which  will  give  the 
pilot  of  such  helicopter  adequate  opportunity 
to  see  other  air  traCBc  or  any  obstruction  in 
time  to  avoid  hazard  of  collision. 

(3)  For  flights  over  congested  areas 
or  an  open-air  assembly  of  persons,  the 
United  States'  regulations  have  a  less  re- 
strictive minimum  safe  altitude  rule  for 
helicopters  than  ICAO  by  stating: 

Helicopters  may  be  flown  at  less  than  the 
minimum  prescribed  herein  If  such  opera- 
tions are  conducted  without  hazard  to  per- 
sons or  property  on  the  surface  and  In  ac- 
cordance with  (a)  above;  however,  the  Ad- 
ministrator. In  the  Interest  of  safety,  may 
prescribe  specific  routes  and  altitudes  for 
such  operations.  In  which  event,  helicopters 
shall  conform  thereto; 

Note:  The  rule  recognizes  the  special  flight 
characteristics  of  the  helicopter  which  can 
accomplish  an  emergency  landing  within  a 
relatively  small  space.  However.  If  a  hell- 
copter  Is  flown  over  the  congested  area  of  a 
city,  town,  or  settlement,  at  less  than  1.000 
feet  above  the  highest  obstacle,  the  pilot  la 
required  to  fly  with  due  regard  to  places  In 
which  an  emergency  landing  can  be  made 
with  safety  and.  further,  to  maintain  an 
altitude  along  the  flight  path  thus  selected 
from  which  such  an  emergency  landing  can 
be  effected  at  any  time. 

(4)  For  flights  over  other  than  con- 
gested areas  the  United  States'  minimum 
safe  altitude  regulation  is  more  restric- 
tive than  ICAO's  (except  in  the  case  of 
helicopters  which  must  follow  the  same 
minimum  safe  altitude  rule  as  that  in 
Annex  2>.  This  more  restrictive  rule 
reads  as  follows: 

(c^  Over  other  than  congested  areas.  An 
altitude  of  500  feet  above  the  surface,  ex- 
cept over  open  water  or  sparsely  populated 
areas.  In  such  event,  the  aircraft  shall  not 
be  operated  closer  than  500  feet  to  any  per- 
son, vessel,  vehicle  or  structure. 

(5)  The  United  States'  regulations  re- 
garding aircraft  lights  are  as  follows: 

Aircraft  lights.  Between  sunset  and  sun- 
rise: 

(a)  All  aircraft  In  flight  or  operated  on  the 
ground  or  under  way  on  the  water  shall  dis- 
play position  lights. 

(b)  All  aircraft  parked  or  moved  within 
or  In  dangerous  proximity  to  that  portion  of 
any  airport  used  for.  or  available  to,  night 
flight  operations  shall  be  clearly  Illuminated 
or  lighted,  unless  the  aircraft  are  parked  or 
moved  In  an  area  marked  with  obstruction 
lights, 

(c)  All  aircraft  at  anchor  shall  display 
anchor  lights,  unless  In  an  area  within  which 
lights  are  not  required  for  vessels  at  anchor, 
and 

(d)  Within  the  Territory  of  Alaska  the 
lights  required  In  paragraphs  (a),  (b),  and 
(c)  above  shall  be  displayed  during  those 
hours  specified  and  published  by  the  Ad- 
ministrator. 


Sunset  and  sunrise.  Simset  and  sunrise 
are  the  mean  solar  times  of  sunset  and  sun- 
rise as  published  In  the  Nautical  Almanac 
converted  to  local  standard  time  for  the 
locality  concerned,  except  within  the  Ter- 
ritory of  Alaska. 

In  connection  with  the  above  regula- 
tions it  should  be  noted  that: 

(a)  In  the  United  States  aU  lights  re- 
quired for  aircraft— both  in  operation 
and  not  in  operation— must  be  displayed 
between  sunset  and  sunrise.  In  Annex  2 
only  aircraft  under  way  on  the  water 
have  to  display  such  lights  between  sun- 
set and  sunrise,  while  other  required 
lights  must  be  displayed  at  night. 


(b)  In  Alaska,  the  required  lights  must 
be  displayed  during  those  hours  specified 
and  published  by  the  Administrator. 
These  are  as  follows: 

In  Alaska  the  lights  required  by  this  sec- 
tion shall  be  dUplayed  when  any  unllghted 
aircraft  or  other  unllghted  prominent  objects 
cannot  readily  be  seen  beyond  a  distance  of 
three  miles,  or  when  the  sun  Is  more  than 
six  degrees  below  the  horizon.  . 

(c)  The  United  States'  regulations 
require  position  lights  for  all  aircraft, 
including  gliders  and  llghter-than-alr 
aircraft,  while  Annex  2  requires  such 
forward  lights  and  rear  lights  for  power- 
driven  heavler-than-air  aircraft  only. 

(d)  The  only  light.  In  addition  to  posi- 
tion lights,  the  United  States'  regula- 
tions now  require  for  seaplanes  and 
amphibians  on  the  surface  of  the  water  is 
the  anchor  light,  which  must  have  a 
visibility  of  2  miles. 

Annex  2  provides  that  the  lights  to  be 
displayed  by  aircraft  on  the  water  shall 
be  the  same  as  those  formerly  required 
on  such  aircraft  by  the  International 
Regulations  for  the  Prevention  of  Col- 
lision at  Sea.    The  RAC  Division  recom- 
mended   that    compliance    with    these 
lighting  rules  be  required  only  in  areas 
where  the  IRPCS  are  In  force  which 
would  not  make  them  mandatory  in  the 
continental  United  States.    The  Coun- 
cil, however,  adopted  them  as  worldwide 
Standards  which  complicates  the  situa- 
tion  and    a    further   complication    has 
arisen  since,  at  a  recent  meeting  of  the 
organization  for  the  Prevention  of  Col- 
lision at  Sea,  these  rules  were  amended. 
In  view  of  this  situation,   the  United 
States  is  not  making  any  change  in  its 
regulations  governing  these  lights  at  the 
present  time. 

(6)  The  United  States'  regulations  re- 
garding minimum  altitudes  (IFR)  state 
that: 

Except  wheu  necessary  for  take-oft  or  land- 
ing, no  person  shall  operate  an  aircraft  be- 
low the  following  altitudes: 

IFR  operations.  The  minimum  IFR  alti- 
tude established  by  the  Administrator  for 
that  portion  of  the  route  over  which  the 
operation  Is  conducted.  Such  altitude  shall 
be  that  which  the  safe  conduct  of  flight  per- 
mits or  requires  considering  the  character  of 
the  terrain  being  traversed,  the  meteorologl- 
cal  services  and  navigational  facilities  avail- 
able, and  other  flight  conditions.  Where  the 
Administrator  has  not  esUbllshed  such  a 
minimum,  operations  shall  be  conducted  at 
not  less  than  1,000  feet  above  the  highest 
obstacle  within  a  horizontal  distance  of  5 
miles  from  the  center  of  the  course  intended 
to  be  flown. 

Nott:  When  minimum  altitudes  are  estab- 
lished by  the  Administrator  for  particular 
routes,  such  altitudes  wUl  be  published  In  the 
CAA  Plight  Information  Manual,  for  sale  by 
the  Superintendent  of  Documents,  U.  S. 
Gtovernment  Printing  OfBce,  Washington  25, 
D.  C. 


Annex  2's  Standard  on  this  subject  Is: 

Except  when  necessary  for  take-off  or  land- 
ing, or  except  when  specifically  authorized  by 
the  appropriate  authority,  aircraft  shall  be 
flown  at  an  altitude  of  at  least  300  meters 
(1,000  feet)  above  the  highest  obstacle  lo- 
cated within  8  kilometers  (5  miles)  of  the 
aircraft  In  flight. 

The  differences  In  the  United  States' 
regulation  quoted  above,  due  to  the  ex- 
cept-when-authorlzed  phrase  In  ICAOs 
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Standard,  may  not  constitute  a  deviation. 
However,  the  following  should  be  noted 
by  pilots  flying  Into  the  United  States : 

(a)  The  Administrator  fixes  minimum 
Instrument  altitudes  over  established 
routes.  Furthermore,  the  Administrator 
has  prescribed  minlmums  of  not  less  than 
2,000  feet  above  the  highest  obstacle 
within  a  horizontal  distance  of  5  miles 
either  side  of  the  center  of  the  cour.se 
intended  to  be  flown  In  mountainous 
areas  where  route  minlmums  have  not 
been  established. 

Route  minlmums  and  mountainous 
areas  established  by  the  Administrator 
are  published  in  the  CA^  Flight  Infor- 
mation Manual. 

(b»  When  the  Administrator  has  not 
established  a  minimum,  the  minimum 
Is  1,000  feet  above  the  highest  obstacle 
within  a  horizontal  distance  of  5  miles 
from  the  center  of  the  course  Intended  to 
be  flown  and  not,  as  in  Annex  2,  within 
5  miles  of  th  aircraft  In  flight.  As  the 
selection  of  the  proper  altitude  Is  natu- 
rally a  part  of  preflight  planning  the 
United  States  will  continue  its  5  miles  on 
either-side-of-the-course-intended  rule 
considering  it  mo»e  logical  than  the  5 
miles-of-the-alrcraft-in-flight  Standard. 

(7)  The  United  States'  regulations  do 
not  require  that  the  number  of  persons  on 
board  be  listed  in  the  Instrument  Flight 
Plan  on  domestic  operations.  This  in- 
formation is  for  the  benefit  of  Search  and 
Rescue   and   Its   inclusion   in   domestic 

ifiight  plans  is  impracticable  of  applica- 
tion, particularly  in  the  case  of  scheduled 
operations.  The  United  States,  however, 
will  comply  with  this  Standard  in  the  case 
of  International  Plights. 

(8)  The  United  States'  regulation  re- 
garding radio  failure  is  as  follows: 

Radio  failure.  If  unable  to  maintain  two- 
way  radio  communlcatloiis.  the  pilot  In  com- 
mand of  the  aircraft  shall: 

(a)  If  operating  under  VFR  conditions, 
proceed  under  VFR  and  land  as  soon  as  prac- 
ticable, or 

(b)  Proceed  according  to  the  latest  air 
traffic  clearance  to  the  radio  facility  serving 
the  airport  of  Intended  landing,  maintain- 
ing the  minimum  safe  altitude  or  the  last 
acknowledged  assigned  altitude,  whichever  Is 
higher.  Descent  shall  start  at  approach  time 
last  authorized  or,  If  not  received  and  ac- 
knowledged, at  the  estimated  time  of  arrival 
Indicated  by  the  elapsed  time  specified  In  the 
flight  plan. 

At  the  third  session  of  the  RAC  Divi- 
sion all  of  the  participating  Contracting 
States  wanted  to  amend  the  communica- 
tions-failure Standard  contained  in  An- 
nex 2.  However,  agreement  could  not  be 
reached  on  a  new  wording  and  the  Divi- 
sion recommended  that  the  Standard  be 
left  as  written  and  that  the  States  give 
further  study  to  this  matter  of  revision 
so  that  an  amendment  could  be  made  at 
a  later  date. 

For  this  reason  the  United  States  is  not 
changing  its  regulation  at  the  present 
time. 

III.  Additional  Requirements 

ITEMS  IN  CUR  CIVIL  AIR  REGULATIONS  WHICH 
ARE  NOT  FOUND  IN  THE  INTERNATIONAL 
RULES 

The  United  States,  partly  because  of 
the  magnitude  of  its  air  traffic  problem 
has  a  number  of  rules  which  have  no 
counterpart  In  Annex  2. 
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(1)  The  United  States  Visual  Flight 
Rules  provides: 

Aircraft  shall  comply  with  the  following 
requirements  as  to  celling     •     •     •: 

(a)  Within  control  zones.  Unless  author- 
ized by  air  traffic  control,  aircraft  shall  not 
be  flown  when  the  celling  Is  less  than  1,000 
feet 

The  Third  Session  of  the  RAC  Division 
recommended  a  similar  Standard  be 
added  to  Annex  2. 

( 2 )  The  United  States  regulations  con- 
tain cruising  altitude  rules  for  VFR  flight 
above  3,000  feet  above  the  surface: 

Cruising  altitudes.  When  an  aircraft  Is 
operated  In  level  cruising  flight  at  3.000  feet 
or  more  above  the  surface,  the  following 
cruising  altitudes  shall  be  observed: 

( a )  Within  control  zones  and  control  areas. 
At  an  odd  or  even  thousand-foot  altitude  ap- 
propriate to  the  direction  of  flight  as  specified 
by  the  Administrator; 

(b)  Elsewhere.  When  the  flight  visibility 
is  less  than  3  miles,  at  an  altitude  appropriate 
to  the  magnetic  course  being  flown  as  follows: 

These  magnetic-course,  or  track,  alti- 
tudes are  the  same  as  specified  in  the 
quadrantal-altitude  table  of  Annex  2  for 
IFR  flight. 

Note:  "Odd  and  even"  thousand-foot  alti- 
tudes specified  by  the  Administrator  for  civil 
airways  will  be  published  In  the  CAA  Flight 
Information  Manual,  for  sale  by  the  Super- 
intendent of  Documents,  U.  S.  Government 
Printing  Office.  Washington  25,  D.  C.  In 
view  of  Increasing  air  traffic  and  the  broad 
range  of  speed  of  aircraft,  safety  requires 
observance  of  the  above  cruising  altitudes. 

<3i  "In  an  emergency  situation  which 
results  in  no  deviation  from  the  rules 
prescribed  herein  but  which  requires  air 
traffic  control  to  give  priority  to  an  air- 
craft, the  pilot  of  such  aircraft  shall 
make  a  report  within  48  hours  of  such 
emergency  situation  to  the  nearest  re- 
gional office  of  the  Administrator."  The 
Third  Session  of  the  RAC  Division  rec- 
ommended a  similar  Standard  be  added 
to  Annex  2. 

(4»  The  United  States  Is  not  an  area 
in  which  the  International  Regulations 
for  the  Prevention  of  Collision  at  Sea  are 
In  force.  The  United  States  regulations 
contain  a  set  of  rules  governing  the  oper- 
ation of  aircraft  on  the  water.  They  are 
practically  the  same  as  those  submitted 
by  ICAO  to  the  International  Convention 
for  the  Prevention  of  Collision  at  Sea  for 
coordination  and  are  as  follows: 

Water  operations.  An  aircraft  operated  on 
the  water  shall.  Insofar  as  possible  keep  clear 
of  all  vessels  and  avoid  Impeding  their  navi- 
gation. The  following  rules  shall  be  ob- 
served with  respect  to  other  aircraft  or  ves- 
sels operated  on  the  water: 

(a)  Crossing.  The  aircraft  or  vessel  which 
has  the  other  on  Its  right  shall  give  way  so 
as  to  keep  well  clear; 

(b)  Approaching  head-on.  When  aircraft, 
or  an  aircraft  and  vessel,  approach  head-on, 
or  approximately  so,  each  shall  alter  Its 
course  to  the  right  to  keep  well  clear; 

(c)  Overtaking.  The  aircraft  or  vessel 
which  Is  being  overtaken  has  the  right-of- 
way,  and  the  one  overtaking  shall  alter  Its 
course  to  keep  well  clear; 

(d)  Special  circumstances.  When  two  air- 
craft, or  an  aircraft  and  vessel,  approach 
so  as  to  involve  risk  of  collision,  each  shall 
proceed  with  careful  regard  to  existing  cir- 
cumstances and  conditions  Including  the 
limitations  of  the  respective  craft. 
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Note:  The  rules  for  operating  aircraft  on 
the  surface  of  the  water  conform  to  marine 
rules  for  the  operation  of  vessels.  The  "spe- 
cial circumstances"  rule  Is  provided  for  situ- 
ations wherein  It  may  be  Impracticable  or 
hazardous  for  a  vessel  or  another  aircraft 
to  bear  to  the  right  because  of  depth  of  a 
waterway,  wind  conditions,  or  other  circum- 
stances. 

<5)  When  flying  under  IFR.  "Aircraft 
OF>erating  along  a  civil  airway  shall  be 
flown  to  the  right  of  the  center  line  of 
such  airway,  unless  otherwise  authorized 
by  air  traffic  control." 

The  object  of  this  regulation  is  to  pro- 
vide lateral  separation  in  the  case  of  air- 
craft flying  our  radio  range  system. 

(6)  In  addition  to  the  time  and  alti- 
tude reports  required  in  IFR  position  re- 
ports the  United  States  regulations  re- 
quire that  "weather  conditions  which 
have  not  been  forecast  and  other  infor- 
mation, pertinent  to  the  safety  of  flight" 
must  also  be  reported. 

This  additional  Information  is  impor- 
tant to  safety  of  flight  and  will  continue 
to  be  required  by  our  regulations. 

(7)  The  United  States  Air  Traffic  Rules 
contain  two  regulations  which  might  be 
considered  operation  rules  instead  of 
Rules  of  the  Air  and  which  are  not  con- 
tained in  Annex  2.     These  are: 

(a)  No  person  shall  operate  an  aircraft  in 
formation  flight  when  passengers  are  carried 
for  hire.  and. 

(b)  Alternate  airport.  An  airport  shall  not 
be  listed  In  the  flight  plan  as  an  alternate 
airport  unless  current  weather  reports  and 
forecasts  show  a  trend  Indicating  that  the 
celling  and  visibility  at  such  airport  will  be 
at  or  above  the  following  minlmums  at  the 
time  of  arrival: 

( 1 )  Airport  served  by  radio  directional  fa- 
cility. Celling  1,000  feet,  visibility  1  mUe; 
or  celling  900  feet,  visibility  I'j  miles;  or 
celling  800  feet,  visibility  2  miles; 

(2)  Airport  not  sensed  by  radio  directional 
facility.  Celling  1.000  feet  with  broken 
clouds  or  better,  visibility  2  miles; 

(3)  Minimums  at  individual  airports.  The 
Administrator  may,  in  the  Interest  of  safety, 
prescribe  higher  celling  and  visibility  minl- 
mums at  Individual  airports  than  required  by 
(1)  or  (2)  above:  and  for  Individual  oper- 
ations at  particular  airports,  may  specify 
lower  minlmums  If  he  shall  find  that  such 
reduced  minlmums  will  not  decrease  safety. 

Note:  The  mlnlmunJs  set  forth  above  are 
required  for  clearance  prior  to  take-off  and 
are  not  Intended  to  limit  use  of  any  alternate 
airport  If  weather  conditions  change  while 
enroute.  In  which  event  the  landing  minl- 
mums published  In  the  CAA  Flight  Informa- 
tion Manual  shall  apply.  Minlmums  for  par- 
ticular airports  which  may  be  prescribed  by 
the  Administrator  will  be  published  In  the 
CAA  Flight  Information  Manual,  for  sale  by 
the  Superintendent  of  Documents.  U.  S.  Gov- 
ernment Printing  OfBce,  Washington  25.  D.  C. 

rv.  Optional  Rules 

ITEMS  in  the  international  RULES  WHICH, 
BY  THEIR  OWN  TERMS,  PERMIT  MIMBER 
STATES  TO  TAKE  INDIVIDUAL  ACTION  WHICH 
NEED  NOT  BE  UNIFORM 

There  are  several  Standards  in  Armex 
2  < Rules  of  the  Air)  which,  by  their  own 
terms,  permit  Contracting  States  to  take 
Individual  action  which  need  not  be  uni-  , 
form.  The  United  States  action  on  these 
particular  Standards  is  as  indicated  be- 
low: 

(1)  Cruising  altitude  Is  defined  In  the 
United  States  as  "A  constant  altimeter 
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Indication,  in  relation  to  sea  level,  main- 
tained during  a  flight  or  portion  thereof." 

In  the  United  States  the  "fixed  and  de- 
fined datum"  used  in  the  ICAO  definition 
Is  S6&  level. 

(2>  In  the  United  States  the  lower 
level  of  Control  Areas  is  700  feet  above 
the  surface  and  both  Control  Zones  and 
Control  Areas  extend  upward  to  infinity. 

<3>  Annex  2  prohibits  parachute  de- 
scents, other  than  emergency  descents, 
unless  authorized  by  the  appropriate  au- 
thority. 

By  having  no  such  prohibition,  the 
United  States  regulations  give  an  over- 
all authorization  "by  the  appropriate  au- 
thority."' 

(4)  Annex  2  contains  a  note  stating 
that:  "Performance  of  acrobatics  over 
certain  areas  may  be  subject  to  the  con- 
sent of  the  appropriate  authority."  The 
United  States  regulations  regarding  these 
areas  provide  that  except  when  author- 
ized by  the  Administrator: 

Acrobatic  flight.  No  person  Bhall  engage 
In  acrobatic  flight: 

(a)  Over  congested  areas  of  cities,  towns. 
Bettlements.  or  over  an  open-air  assembly 
of  persons,  or 

(b)  Within  any  clvU  airway  or  control 
cone,  or 

(CI   When  the  flight  visibility  Is  less  than 

8  miles,  or 

(d)  Below  an  altitude  of  1,800  feet  above 
the  surface. 

Dated:  March  10,  1949.  at  Washington, 
D.  C. 

By  the  Bureau  of  Safety  Regulation. 

[siALl  John  M.  Chamberlain. 

Director, 

[F.   R.   Doc.    49  2062;    Filed.    Mar.    17,    1949; 
8:60  a.  m  1 


NOTICES 

Exchange  Is  the  State  of  Ohio;  that  out 
of  a  total  of  28.807,314  shares  outstand- 
ing. 1^196,581  shares  are  owned  by  3,438 
shareholders  In  the  vicinity  of  the  Cleve- 
land Stock  Exchange;  and  that  In  the 
vicinity  of  the  Cleveland  Stock  Exchange 
transactions  were  effected  in  3&.617 
shares  during  the  period  from  January  1. 
1948.  to  January  1,  1949; 

(2 1  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
in,  this  security  exist  In  the  vicinity  of  the 
applicant  exchange  to  render  the  exten- 
sion of  unlisted  trading  privileges  there- 
to appropriate  in  the  public  interest  and 
for  the  protection  of  investors:  and 

(3>  That  the  extension  of  unli.'^ted 
trading  privfleges  on  the  applicant  ex- 
change to  this  security  Is  otherwise  ap- 
propriate in  the  public  Interest  and  for 
the  protection  of  Investors. 

Accordingly  it  is  ordered.  Pursuant  to 
section  12  (f '  (2)  of  the  Securities  Ex- 
change Act  of  1934,  that  the  application 
of  the  Cleveland  Stock  Exchange  for  per- 
mission to  extend  unlisted  trading  privi- 
leges to  the  Capital  Stock.  No.  Par  Value, 
of  Union  Carbide  and  Carbon  Corpora- 
tion be.  and  the  same  is,  hereby  granted. 

By  the  Commission. 

[sEiftl  Orval  L.  DtjBois, 

Secretary. 

(F.   R.   Doc.   49-2046:    Filed,   Mar.    17,    1949; 
8:45  a.  m.] 


SECURITIES   AND   EXCHANGE 
COMMISSION 

[File  No.  7-10901 
Union  Carbide  and  Carbon  Corp. 

FINDINGS  AND  ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  ai  Washington,  D.  C. 
on  the  14th  day  of  March  A.  D.  1949. 

In  the  matter  of  application  by  the 
Cleveland  Stock  Exchange  for  unlisted 
trading  privileges  in  Union  Carbide  and 
Carbon  Corporation.  Capital  Stock.  No 
Par  Value,  Pile  No.  7-1090. 

The  Cleveland  Stock  Exchange  has 
made  application  to  the  Commission  pur- 
suant to  section  12  (f »  <2>  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule 
X-12F-1  for  permission  to  exiend  un- 
listed trading  privileges  to  the  Capital 
Stock,  No  Par  Value,  of  Union  Carbide 
and  Carbon  Corporation,  30  East  Forty- 
second  Street.  New  York  17,  New  York. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  in  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  In  the 
application  makes  the  following  findings: 

( 1  >  That  this  security  is  registered  and 
listed  on  the  New  York  Stock  Exchange 
and  the  Chicago  Stock  Exchange;  that 
the  geographical  area  deemed  to  consti- 
tute the  vicinity  of  the  Cleveland  Stock 


[File  Nos.   59-32,   70-2029) 

Nfw  York  State  Electric  <i  Gas  Corp. 

ET  AL. 

ORDER  SEVERING  RELATIONSHIP  AND  GRANT- 
ING AND  PERMITTING  JOINT  APPLICATIONS- 
DECLARATIONS  TO  BECOME  ETFECnvi 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C. 
on  the  nth  day  of  March  1949. 

In  the  matters  of  New  York  State  Elec- 
tric &  Gas  Corporation.  As.sociated  Elec- 
tric Company,  General  Public  Utilities 
Corporation,  File  No.  70-2029:  General 
Public  Utilities  Corporation,  File  No.  59- 
32. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
and  two  of  its  subsidiaries.  Associated 
Electric  Company  ("Aelec">,  also  a  reg- 
istered holding  company,  and  New  York 
State  Electric  k  Gas  Corporation  ("New 
York  State"),  a  public  utility  company, 
having  filed  joint  applications-declara- 
tions, and  amendments  thereto,  pursuant 
to  the  provisions  of  sections  6  (a>.  7.  9 
(a).  10.  12  (d>  and  15  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("act"),  and  Rule  U-44  promulgated 
thereunder,  regarding  the  following 
transactions: 

1.  New  York  State  will  amend  its  cer- 
tificate of  incorporation  so  as  to  (a>  In- 
crease the  number  of  authorized  shares 
of  its  common  stock  from  880,000  to 
1.100.000  and  the  number  of  authorized 
shares  of  Its  preferred  stock  from  185,000 
to  225.000;  <b)  grant  the  right  of  cumu- 
lative voting  In  the  election  of  its  board 
of  directors  to  the  holders  of  its  common 
stock;  and  (c)  restrict  the  payment  of 


dividends  on  Its  common  stock,  so  long 
as  any  shares  of  its  preferred  stock  are 
outstanding,  so  that.  If  Its  common  stock 
equity  is  less  than  25%  of  its  total  capi- 
talization and  surplus,  the  amount  of 
dividends  payable  on  its  common  stock 
may  not  exceed  75%  of  its  net  income 
available  for  common  stock  in  the  pre- 
ceding 12  months,  and  If  its  common 
stock  equity  is  less  than  207c  of  its  total 
capitalization  and  surplus,  the  amount 
of  dividends  payable  on  its  common  stock 
may  not  exceed  50%  of  its  net  Income 
available  for  common  stock  in  the  pre- 
ceding 12  months'  period. 

2.  GPU  owns  all  the  outstanding  com- 
mon stock  of  New  York  State,  consisting 
of  880.000  shares  of  a  par  value  of  $25 
per  share.    GPU  will  issue  to  Its  stock- 
holders  transferable  subscription   war- 
rants which  will  give  the  holders  thereof 
for  a  period  of  not  exceeding  30  days  the 
right  to  subscribe  for  common  stock  of 
New  York  State.    For  each  share  of  GPU 
common  stock  held  by  a  stockholder  of 
GPU.  he  will  receive  one  right  to  sub- 
scribe for  common  stock  of  New  York 
State.     For  each  10  rights,  the  holder 
may  subscribe   for   1   full  share  of  the 
common  stock  of  New  York  State  at  a 
price  of  $41   per  share.     No  fractional 
shares  of  the  New  York  State  common 
stock  will  be  sold,  but  In  cases  where 
fractional  shares  would  otherwise  be  Is- 
sued, the  warrant  will  give  the  initial 
record  holder  the  right  to  purchase.  In 
lieu  of  any  fractional  shares,  a  full  sh&rf 
thereof.     GPU    will    pay    participating 
dealers  a  fee  of  $1.25  for  each  share  of 
common  stock  delivered  upon  the  exer- 
cise of  rights  where  the  name  of  a  partici- 
pating dealer  appears  upon  the  face  of 
the  warrant  or  purcha.sed  by  a  partici- 
pating dealer  from  GPU.     The  dealer- 
manager  group  win  receive  a  fee  of  $0,125 
for  each  share  of  New  York  State  com- 
mon stock  sold. 

3.  Aelec  will  reduce  the  stated  capital 
applicable  to  its  400.000  shares  of  $1  par 
value  common  stock  as  at  December  31. 
1948.  from  $21,500,000  to  the  aggregate 
par  value  of  $400,000.  transferring  $21.- 
100.000  from  said  stated  capital  to  capital 
surplus;  will  create  reserves  as  at  the 
same  date  by  a  charge  to  earned  surplus 
deficit  in  the  amount  of  $2,900,000  to 
provide  for  the^  payment  of  redemption 
premium  and  expenses  In  connection 
with  a  contemplated  redemption  of  its 
outstanding  bonds  and  to  write  off  the 
balance  of  unamortized  debt  discount 
and  expense  applicable  to  such  bonds; 
and  will  eliminate  the  earned  surplus 
deficit  as  at  December  31.  1948  by  trans- 
fer thereof  to  capital  surplus. 

The  Commission  having,  on  December 
1.  1941.  entered  an  order  which  prohibits 
Aelec  from  declaring  or  paying  any  divi- 
dends on  its  capital  stock  unless  the  con- 
sent of  this  Commission  Is  first  obtained; 
and 

Aelec  having  requested  the  Commis- 
sion that  it  modify  its  order  of  Decem- 
ber 1.  1941  so  as  to  permit  Aelec  to  pay 
dividends  on  Its  capital  stock  In  an  ag- 
gregate cumulative  amount  not  in  excess 
of  10%  per  annum  of  the  additional  in- 
vestments in  Aelec  made  by  the  holder  or 
holders  of  its  common  stock  from  and 
after  January  1,  1949;  and 


Friday,  March  18,  1949 

The  Commission  having  heretofore  In- 
stituted a  proceeding  (designated  as  File 
No.  59-32 )  with  respect  to  Denis  J.  Dris- 
coll  and  Willard  L.  Thorp,  as  Trustees  of 
Associated  Gas  and  Electric  Corporation, 
pursuant  to  section  11  (b)  (1)  of  the  act, 
to  determine  the  status  of  the  Associated 
Gas  and  Electric  Corporation  holding 
company  system  under  that  section,  and 
It  appearing  that  Denis  J.  Driscoll  and 
Willard  L.  Thorp  have  been  discharged 
as  Trustees  of  Associated  Gas  and  Elec- 
tric Corporation  and  that  Associated  Gas 
and  Electric  Corporation  has  been 
merged  Into  Associated  Gas  and  Electric 
Company,  and  that  the  name  of  the  latter 
company  has  been  changed  to  General 
Public  Utilities  Corporation;  and 

The  Commission  having  reconvened 
the  hearing  with  respect  to  the  proceed- 
ing Instituted  with  respect  to  GPU  pur- 
suant to  section  11  (b)  (1)  of  the  act. 
and  having  ordered  a  hearing  be  held 
with  respect  to  the  said  Joint  applica- 
tions-declarations, as  amended,  filed  by 
GPU.  Aelec  and  New  York  State  and  hav- 
ing consolidated  the  two  proceedings; 
and 

Applicants  -  declarants  having  re- 
quested that  the  Commission  find  that 
the  carrying  out  of  the  prop>osed  sale  by 
GPU  of  the  common  stock  of  New  York 
State  Is  necessary  and  appropriate  to  ef- 
fectuate the  provisions  of  section  11  (b) 
of  the  act  and  that  in  granting  and  per- 
mitting the  Joint  applications-declara- 
tions, as  amended  to  become  effective,  the 
Commission  enter  an  order  conforming 
to  the  requirements  of  sections  371  to  373. 
Inclusive,  and  1808  (f)  of  the  Internal 
Revenue  Code;  and 

A  public  hearing  having  been  held, 
after  appropriate  notice,  and  the  Com- 
mission having  considered  the  record  In 
these  matters,  and  having  made  and  filed 
Its  findings  and  opinion  herein; 

It  is  hereby  ordered.  Pursuant  to  sec- 
tion 11  (b)  (1)  of  the  act.  that  GPU,  a 
registered  holding  company,  sever  its  re- 
lationship with  New  York  State  by  dis- 
posing or  causing  the  disposition.  In  any 
appropriate  manner  not  In  contravention 
of  the  applicable  provisions  of  the  act 
or  the  rules  or  regulations  promulgated 
thereunder,  of  Its  direct  or  indirect  own- 
ership, control  and  holding  of  securities 
Issued  and  properties  owned,  controlled 
or  operated  by  New  York  State. 

It  is  further  ordered,  That  the  said 
Joint  applications-declarations,  as 
amended,  filed  by  GPU,  Aelec  and  New 
York  State  be.  and  hereby  are.  granted 
and  permitted  to  become  effective  forth- 
with, subject  to  the  terms  and  conditions 
pre.scribed  by  Rule  U-24  of  the  general 
rules  and  regluations  promulgated  under 
the  act.  and  subject  to  the  further  condi- 
tion that,  within  60  days  after  the  ter- 
mination of  the  subscription  p>eriod.  New 
York  State  shall  take  appropriate  steps 
to  list  its  common  stock  on  a  national 
securities  exchange. 

It  is  further  ordered,  That  Aelec  shall 
not,  without  first  obtaining  the  consent  or 
approval  of  this  Commission,  declare  or 
pay  dividends  on  Its  common  stock  (other 
than  dividends  payable  In  shares  of  com- 
mon stock)  in  an  aggregate  cumulative 
amount  in  excess  of  10%  per  annum  of 
the  additional  Investments  In  Aelec  made 
by  th«  holders  of  its  common  stock  from 
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and  after  January  1, 1949  through  capital 
contributions  or  the  purchase  of  addi- 
tional shares  of  common  stock;  pro- 
vided, however,  that  with  respect  to  any 
Investment  which  has  been  made  within 
twelve  months  Immediately  preceding  the 
date  of  a  proposed  dividend  payment, 
the  dividend  may  not  exceed  Via  of  10% 
of  such  Investment  multiplied  by  the 
number  of  months  Intervening  between 
the  date  of  such  Investment  and  the'date 
of  such  dividend  payment;  and  provided, 
further,  that  dividends  may  be  declared  or 
paid  by  Aelec  only  out  of  its  earned  sur- 
plus accumulated  subsequent  to  Decem- 
ber 31.  1948;  and  provided,  further,  that 
the  dividends  declared  or  paid  by  Aelec 
may  not  exceed  662^%  of  the  consoli- 
dated earned  surplus  of  Aelec  and  Its  sub- 
sidiaries other  than  Manila  Electric  Com- 
pany accumulated  subsequent  to  Decem- 
ber 31.  1948. 

It  is  further  ordered.  That  jurisdiction 
be.  and  hereby  is.  reserved  over  (a)  the 
accounting  entries  to  be  made  by  GPU  In 
connection  with  the  propo.sed  transac- 
tions and  (b)  the  payment  of  all  fees  and 
expenses  other  than  the  fees  of  the  par- 
ticipating dealers  and  the  dealer-man- 
ager group. 

It  is  further  ordered  and  recited.  That 
the  following  transactions  are  necessary 
or  appropriate  to  the  integration  or  sim- 
plification of  the  GPU  system,  of  which 
GPU  and  New  York  State  are  a  part,  and 
are  necessary  or  appropriate  to  effectuate 
the  provisions  of  section  11  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935. 

(1  •  The  issuance,  transfer  and  delivery 
by  GPU  to  its  common  stockholders  of 
the  rights  to  subscribe  for  the  common 
stock  of  New  York  State  held  by  GPU  and 
the  warrants  evidencing  such  rights. 

<2)  The  transfer,  sale  and  delivery  to 
GPU  of  rights  to  subscribe  and  warrants 
by  the  GPU  stockholders  and  by  any 
transferee  or  subsequent  holder  thereof, 
including  the  dealer-managers  and  the 
participating  dealers. 

(3)  The  exercise  of  rights  to  subscribe 
and  warrants  by  any  stockholder  of  GPU, 
or  by  any  subsequent  holder  of  such 
rights  and  warrants.  Including  the 
dealer-managers  and  the  participating 
dealers. 

<4)  The  transfer,  sale  and  delivery  by 
GPU  of  the  common  stock  of  New  York 
State,  pursuant  to  the  exercise  of  rights 
to  subscribe  and  warrants  by  any  stock- 
holder of  GPU  and  by  any  subsequent 
holder  of  such  rights  and  warrants,  in- 
cluding the  dealer-managers  and  the 
participating  dealers. 

(5)  The  transfer,  sale  and  delivery  of 
the  rights  to  subscribe  and  warrants  by 
the  exchange  agents  under  the  plan  of 
reorganization  of  Associated  Gas  and 
Electric  Company  and  Associated  Gas 
and  Electric  Corporation  and  the  plan 
of  reorganization  of  Eastern  Utilities  In- 
vesting Company  to  any  person,  includ- 
ing GPU,  and  the  receipt  by.  or  reversion 
to.  GPU  of  any  balance  of  the  proceeds  of 
such  sales  of  rights  to  subscribe  and 
warrants  by  reason  of  the  failure  of  the 
holders  of  securities  or  claims  under  said 
plans  of  reorganization  to  surrender  their 
securities  or  make  their  claims  within  the 
periods  fixed  by  the  final  decrees  entered 
In  such  proceedings. 
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(6)  The  transfer,  sale  and  delivery  to 
GPU  of  the  common  stock  of  New  York 
State  by  any  holder  of  such  common 
stock.  Including  the  dealer-managers  and 
the  participating  dealers,  and  the  trans- 
fer, sale  and  delivery  by  GPU  of  such 
common  stock  to  any  person.  Including 
the  dealer-managers  and  the  participat- 
ing dealers. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.   R.   Doc.    49-2047:    Filed,    Mar.    17,    1949; 
8:46  a.  m.] 


[File  No.  70-2064] 

Wisconsin  Electric  Power  Co. 

order  granting  application  and  permit- 
TING   declaration    TO    BECOME    EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  11th  day  of  March  1949. 

Wisconsin  Electric  Power  Company 
("Wisconsin  Electric"),  a  registered 
holding  company  and  a  pubic  utility 
company,  having  filed  an  application- 
declaration,  and  amendment  thereto, 
pursuant  to  the  provisions  of  sections 
6,  7.  9  and  10  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("act")  and 
Rules  U-42  and  U-50  promulgated  there- 
under regarding  the  following  trans- 
actions: 

Wisconsin  Electric  proposes  to  issue 
and  sell,  pursuant  to  the  competitive 
bidding  requirements  of  Rule  U-50 
promulgated  under  the  act.  $10,000,000 
principal  amount  of  First  Mortgage 
Bonds.  _.%  Series  due  1979  ("New 
Bonds"),  to  be  issued  under  a  Mortgage 
and  Deed  of  Trust  dated  October  28. 1938, 
as  amended  and  supplemented  by  the 
Second  Supplemental  Indenture  dated 
June  1,  1946.  and  under  a  Third  Supple- 
mental Indenture  to  be  dated  March  1, 
1949.  The  coupon  rate  per  annum  for 
the  New  Bonds  (to  be  a  multiple  of  Va 
of  1%)  and  the  price,  exclusive  of  ac- 
crued Interest,  to  be  received  by  Wis- 
consin Electric  for  the  New  Bonds  (to 
be  not  less  than  100  %>  nor  more  than 
10234%  of  the  principal  amount  of 
such  New  Bonds)  are  to  be  determined 
by  the  competitive  bidding. 

Wisconsin  Electric  further  proposes 
to  issue  and  sell  for  cash  266,093  shares 
of  Its  Common  Stock,  par  value  $10  per 
share.  The  company  proposes  to  issue 
to  the  holders  of  its  2,660.928  shares  of 
Common  Stock  transferable  warrants 
carrying  (a)  a  Right  to  Sub.scrlbe  on  the 
basis  of  one  share  for  each  ten  shares  of 
Common  Stock  held  of  record  and  (b) 
a  Privilege  to  Subscribe  for  additional 
shares  not  subscribed  for  through  the 
exercise  of  Rights  to  Subscribe,  subject 
to  pro  rata  allotment  of  such  addition- 
ally subscribed  for  shares.  The  record 
date  for  the  holders  of  Common  Stock, 
the  period  of  the  warrant  offering  and 
the  subscription  price  per  share  for  the 
additional  Common  Stock  are  to  be  sup- 
plied by  an  amendment  herein,  after 
the  results  of  the  competitive  bidding 
for  the  JJew  Bonds  have  been  obtained. 
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The  company  states  that  the  net  pro- 
ceeds to  be  received  by  Wisconsin  Elec- 
tric from  the  issue  and  sale  of  the  New 
Bonds  and  additional  Common  Stock  will 
be  added  to  the  general  funds  of  the 
company  to  meet,  in  part,  the  capital 
expenditures  for  the  proposed  additions 
to  its  property  and  for  other  corporate 
purposes.  Including  reimbursement  of  Its 
treasury  for  capital  expenditures  pre- 
viou^sly  made.  Wisconsin  Electric  esti- 
mates that  Its  construction  program  for 
the  three  years  1949.  1950.  and  1951  will 
require  capital  expenditures  of  approxi- 
mately $42,400,000. 

The  company  has  requested  that  our 
order  herein  regarding  the  Issue  and  sale 
of  the  New  Bonds  be  issued  on  or  before 
March  11.  1949  and  that  our  order  with 
respect  to  the  additional  Common  Stock 
be  l.ssued  subsequent  to  the  filing  of  the 
results  of  the  competitive  bidding  for  the 
New  Bonds. 

Said  application-declaration  having 
been  filed  on  February  14,  1949.  and  an 
amendment  thereto  having  been  filed  on 
March  2.  1949,  and  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  the  act  and  the  Commission 
not  having  received  a  request  for  a  hear- 
ing with  respect  to  said  application-dec- 
laration, as  amended,  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  proposed  Issuance  of  New  Bonds 
and  additional  Common  Stock  having 
been  duly  authorised  by  the  Public  Serv- 
ice Commission  of  Wisconsin,  the  only 
State  Commission  having  Jurisdiction 
over  the  proposed  transactions;  and 

The  Commission  finding  with  respect  to 
that  portion  of  the  application-declara- 
tion, as  amended,  pertaining  to  the  pro- 
posed issue  and  sale  of  $10,000,000  prin- 
cipal amount  of  First  Mortgage  Bonds. 
__%  Series  due  1979.  that  the  applicable 
provisions  of  the  act  and  the  rules  pro- 
mulgated thereunder  are  satisfied  and 
that  no  adverse  findings  are  necessary, 
and  deeming  it  appropriate  in  the  public 
interest  and  in  the  interest  of  investors 
and  con.sumers  that  said  application- 
declaration,  as  amended.  Insofar  as  It 
relates  to  the  proposed  Issue  and  sale  of 
the  New  Bonds,  be  granted  and  per- 
mitted to  become  effective,  subject  to  the 
terms  and  conditions  specified  below; 
and  the  Commission  further  deeming  It 
appropriate  to  grant  the  request  of  ap- 
plicant-declarant that  the  Commission 
shorten  the  period  provided  by  Rule  U-50 
for  invitation  of  bids  for  the  New  Bonds 
so  that  bids  may  be  opened  on  March  21. 
1949,  and  that  the  order  herein  become 
effective  forthwith; 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the 
act.  that  the  application-declaration,  as 
amended,  insofar  as  it  relates  to  the 
Issue  and  sale  of  $10,000,000  principal 
amount  of  First  Mortgage  Bonds,  __% 
Series  due  1979.  be,  and  the  same  hereby 
is,  granted  and  permitted  to  become  ef- 
fective forthwith,  subject  to  the  terms 
and  conditions  prescribed  by  Rule  U-24 
and  to  the  further  condition  that  the 
proposed  issue  and  sale  of  New  Bonds  by 
Wisconsin  Electric  shall  not  be  consum- 
mated until  th©  results  of  competitive 
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bidding,  pursuant  to  Rule  U-50.  have  been 
made  a  matter  of  record  in  these  pro- 
ceedings and  a  further  order  shall  have 
been  entered  by  the  Commission  in  the 
light  of  the  record  so  completed,  which 
order  shall  contain  such  further  terms 
and  conditions  as  may  then  be  deemed 
appropriate.  Jurisdiction  being  reserved 
for  such  purpose. 

It  is  further  ordered.  That  the  ten-day 
notice  period  provided  by  Rule  U-50.  for 
invitation  of  bids,  be,  and  the  same  here- 
by is.  shortened  to  a  period  of  not  less 
than  six  days. 

It  is  further  ordered.  That  Jurisdiction 
be.  and  the  same  hereby  is.  reserved  with 
resp>ect  to  all  other  proposed  transactions 
set  forth  In  the  application-declaration, 
as  amended,  and  with  respect  to  the  pay- 
ment of  fees  and  expenses  incurred  or  to 
be  incurred  In  connection  with  all  the 
proposed  transactions. 

By  the  Commission. 

[SKALl  ORVAL  L.  DttBoIS. 

Secretary. 

(F.    R.    Doc.    49-2045:    Filed.   Mar.    17.    1949; 
8:45  a.  m.| 


DEPARTMENT  OF  JUSTICE 

Immigration   and   Naturalization 
Service 

Tefritort  of  Hawaii 

notice  or  change  in  field  service 
district  boundaries 

March  9.  1949. 

Effective  April  1,  1949,  the  Territory  of 
Hawaii  will  be  transferred  from  Immi- 
gration and  Naturalization  Service  Dis- 
trict No.  13  with  headquarters  at  San 
Francisco.  California,  and  will  be  desig- 
nated as  District  No.  17.  a  new  Immigra- 
tion and  Naturalization  Service  district, 
with  headquarters  at  Honolulu.  T.  H. 

The  boundary  of  District  No.  13  was 
defined  in  §  60.1  of  Chapter  I,  Title  8  of 
the  Code  of  Federal  Regulations,  until  the 
codification  of  that  section  was  discon- 
tinued on  November  19.  1948  (13  F.  R. 
6760 ) . 

<Sec.  3  (a\  60  Stat.  237;  5  U.  S.  C.  1002) 

Watson  B.  Miller. 
Commissioner  of 
Immigration  and  Naturalization. 

Approved :  March  12.  1949. 

Tom  C.  Clark. 
Attorney  General. 

|F.   R.   Doc.   4^2058;    Filed.   Mar.    17,    1949; 
8:49  a.  m.] 


Office  of  Alien  Property 

Aitthoritt:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  323.  671.  79th  Cong..  60  Stat.  60,  925;  60 
U.  8.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9667, 
June  8.  1946.  8  CFR,  1946  Supp..  E.  O.  9788. 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order  12871) 

Orleana  R.  E.  Boker 

In  re:  Trust  under  will  of  Orleana  R. 
E.  Boker,  also  known  as  Orleana  R.  B. 


Thompson,  deceased.  FMles  No.  D-2R- 
1635;  K  T.  sec.  478.  and  D-2a-l635  G-1. 
Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  George  Walden  EUery  von 
Gorrissen  and  Robert  Curt  von  Gorris- 
sen.  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  issue,  names  unknown,  of 
George  Walden  Ellery  von  Gorrissen  and 
of  Robert  Curt  von  Gorrissen.  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  trust  created  under  the  will 
of  Orleana  R.  E.  Boker,  also  known  as 
Orleana  R.  E.  Thompson,  deceased,  pres- 
ently being  administered  by  the  Rhode 
Island  Hospital  Trast  Company,  as  suc- 
ceeding trustee.  15  Westminster  Street. 
Providence,  Rhode  Island. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  George  Walden 
Ellery  von  Gorrissen  and  of  Robert  Curt 
von  Gorris.sen.  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2.  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   49-2063;    Filed,   Mar.   IT,   1949: 
8:60  a.  m.) 


Friday,  March  18,  1949 

Under  the  authority  of  the  Trading 
With  the  Eiiemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  the  domiciliary  personal  rep- 
resentatives, helrs-at-law.  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Leonhard  Epp  <son  of  Franz 
Joseph  Epp.  deceased ) .  and  of  Katharina 
Epp  (Sister  Luitpold).  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraph 1  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Leonhard  Epp, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  Joseph  Peltzer,  Mt. 
Hope.  Kansas.  Administrator,  d.  b.  n.. 
c.  t.  a.  acting  under  the  judicial  super- 
vision of  the  Probate  Court  of  Sedgwick 
County,  Kansas, 

and  it  is  hereby  determined: 

4  That  to  the  extent  that  the  domi- 
ciliary personal  representatives,  helrs- 
at-law,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Leonhard  Epp 
(.son  of  Franz  Joseph  Epp,  decea.sed ) ,  and 
of  Katharina  Epp  (Sister  Luitpold),  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-2064;    FUe*.   Mar.    17.    1949; 
6:50  a.  m.l 


IVestlng  Order  12877] 
Emil  Gunther 


FEDERAL  REGISTER 

1.  That  Marie  Gunther.  also  known  as 
Marie  Karollna  Elisabeth  Guenther,  Hed- 
wig  Gunther.  also  known  as  Hedwig 
Berta  Emelle  Guenther,  (Mrs.)  Karollna 
Charlotte  Raab,  nee  Guenther.  Hermann 
Gunther,  also  known  as  Hermann  Guen- 
ther. and  Charlotta  Juliana  Dorr,  also 
known  as  Charlotte  Doerr.  nee  Guenther, 
whose  last  known  address  Is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Emil  Gunther,  alias  W.  E.  Gunther.  de- 
ceased, is  property  payable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many ; 

3.  That  such  property  is  In  the  process 
of  administration  by  the  County  Treas- 
urer of  Cook  County,  Illinois,  as  Deposi- 
tary, acting  under  the  judicial  supervi- 
sion of  the  Probate  Court  of  Cook  County, 
Illinois; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R,   Doc.   49-2065;    Filed,   Mar.   17,    1949; 
8:50  a.  m.l 


(Vesting  Order  12876] 
LEONHARb  Epp 


In  re:  Estate  of  Leonhard  Epp,  de- 
ceased. (Supplemental)  Pile  D  2a-9191; 
E.  T.  sec.  11905. 


In  re:  Estate  of  Emil  Gunther,  alias 
W.  E.  Gunther.  deceased.  File  No.  D-28- 
3500;  E.  T.  sec.  5609. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 


[Vesting  Order  12878] 
Gttstav  a.  Gxjssmann 

In  re:  Estate  of  Oustav  A.  Gussmann, 
also  known  as  Gustav  Adolf  Gussmann, 
deceased.  File  No.  F-28-51;  E.  T.  sec. 
2278. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Marie  Schoen  and  Hedwig 
Pauline  Binder,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 
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2.  That  the  domiciliary  personnel  rep- 
resentatives; helrs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Caroline  Christiane  Marie 
Weeber  (Webber),  deceased,  and  of 
Eduard  Otto  Gussmann,  deceased,  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpar- 
agraphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Gustav  A.  Guss- 
mann, also  known  as  Gustav  Adolf  Guss- 
mann, deceased,  is  property  payable  or 
deliverable  to,  or  claimed  by.  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  Is  In  the  process 
of  administration  by  Laura  E.  Wasserott, 
as  administratrix,  acting  under  the  ju- 
dicial supervision  of  the  Orphans'  Court 
of  Philadelphia  County,  Penn.sylvanla; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Caroline 
Christiane  Marie  Weeber  (Webber),  de- 
ceased, and  of  Eduard  Otto  Gussnrann, 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated country  'Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[  seal  ]  David  L.  Bazelon  . 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.    49  2066:    Filed.   Mar.    17.    1949; 
8:50  a.  ml 


[Vesting  Order  12884] 


Madeleine  Elise  Van  Wagenen  and  City 
Trust  Co.  of  Newark 

In  re:  Trust  agreement  dated  June  22, 
1927.  between  Madeleine  Elise  Van  Wag- 
enen, donor,  and  City  Trust  Company 
of  Newark,  trustee,  as  amended  on  July 
5.  1932.     File  No.  EX-28-1627-0-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found : 

U  That  Else  von  Fabrlce,  whose  last 
known  address  Is  Germany,  is  a  rosident 
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of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin. 
legatees,  distributees,  and  issue,  names 
unknown,  of  Wilhelmina  Ahlsweh 
Broichsitter,  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  June  22. 
1927.  by  and  between  Madeleine  Elise 
Van  Wagenen.  donor,  and  City  Trust 
Company  of  Newark,  trustee,  as  amended 
on  July  5,  1932,  presently  being  admin- 
istered by  Fidelity  Union  Trust  Com- 
pany, successor  trustee.  755  Broad  Street. 
Newark.  New  Jersey, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  ehemy  country 
(Germany) ; 

and  H  Is  hereby  determined : 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law.  next  of  kin.  legatees,  dis- 
tributees, and  issue,  names  unknown,  of 
Wilhelmina  Ahlsweh  Broichsitter,  de- 
ceased, are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP.    R.   Doc.   49-2067;    Filed,   Mar.    17.    1949; 
8:51  a.  m.] 


NOTICES 

1.  That  Tatsujiro  Saka.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) : 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $503.17.  pres- 
ently in  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account,  SjTnbol  158915,  "Deposits. 
Funds  of  Civilian  Internees  and  Prison- 
ers of  War,"  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

is  property^  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Tatsujiro  Saka, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan); 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.  R.   Doc.   49-2068;    Filed,   Mar.    17,    1919; 
8:61  a.  m.l 


IVesting  Order  12907] 
Tatsujiro  Saka 


liverable  to.  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  Kat- 
sumi  Takemoto.  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
Bifltation  and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  tn  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   49-2089:    Filed.   Mar.    17,   1949; 
8:61    a.    m.l 


In  re:  Cash  owned  by  Tatsujiro  Saka. 
D-39-2025-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 


IVesting  Order  12911] 
Katsumi  Takemoto 

In  re:  Cash  owned  by  Katsumi  Take- 
moto.    D-39-14126-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Katsumi  Takemoto.  whose 
last  known  address  Is  Japan.  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  o*f  $592.05.  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in 
Trust  Fund  Account.  Symbol  158915. 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War."  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is   property  within  the  United   States 
owned  or  controlled  by,  payable  or  de- 


IVeetlng  Order  129112] 
JUNNOSUXX  TaMJI 


In  re:  Cash  owned  by  Junnosuke 
Tanji.     F-39-11904-E-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Junnosuke  TanJl,  whose  la.-^t 
known  address  Is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $553  00,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  In  Trust 
Fund  Account,  Symbol  158915,  "Depo.sits, 
Funds  of  Civilian  Internees  and  Prison- 
ers of  War,"  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Junnosuke 
Tanji,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
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sultatlon  and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.   49-2070;    Piled.   Mar.    17,    1949; 
8:51  a.  m.l 


IVesting  Order  12913] 
Seisuke  Umxki 

In  re:  Cash  owned  by  Seisuke  Umeki. 
D-39-1384-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Seisuke  Umeki,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country   (Japan); 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $1,801.40,  pres- 
ently In  the  posse.sslon  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account,  Symbol  158915.  "Deposits, 
Funds  of  Civilian  Internees  and  Pris- 
oners of  War."  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  Seisuke 
Umeki.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
con.sultatlon  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest, 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  pre.'^cribed  in  section 
10  of  Executive  Order  9193.  as  amended. 


FEDERAL  REGISTER 

Executed  at  Washington.  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.   49-2071;    Filed.   Mar.   IT,    1949; 
8:51  a.  m] 


IVesting  Order  12942] 
Unknown  Persons 


In  re:  Funds  owned  by  persons  un- 
known. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  the  Federal  Reserve  Bank  of 
New  York  on  or  about  January  21,  1949, 
received  from  the  OCBce  of  Military  Gov- 
ernment for  Germany  (U.  S.)  certain 
burnt  and  mutilated  United  States  cur- 
rency and  that  on  or  about  February  16, 
1949  the  Federal  Reserve  Bank  of  New 
York  forwarded  said  burnt  and  muti- 
lated currency  to  the  Treasurer  of  the 
United  States; 

2.  That  the  Treasurer  of  the  United 
States  has  determined  the  redemption 
value  of  the  aforesaid  burnt  and  muti- 
lated United  States  currency  to  be 
$8,801.50  and  that  said  sum  is  presently 
on  deposit  with  the  Treasurer  of  the 
United  States; 

3.  That  the  OflBce  of  Military  Govern- 
ment for  Germany  (U.  S.)  has  repre- 
sented that  the  aforesaid  burnt  and 
mutilated  currency  Is,  upon  Information 
presently  available,  believed  to  be  the 
property  of  German  nationals  but  that 
it  has  been  unable  to  determine  the  iden- 
tities of  said  persons; 

4.  That  the  persons  referred  to  in 
subparagraph  3  hereof,  who,  if  indi- 
viduals, there  is  reasonable  cause  to 
believe  are  residents  of  Germany  and, 
if  partnerships,  corporations,  associa- 
tions or  other  organizations,  there  Is 
reasonable  cause  to  believe  are  organized 
under  the  laws  of,  or  have  or,  on  or  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  have  had  their  prin- 
cipal places  of  business  In  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

5.  That  the  property  described  as  fol- 
lows: The  sum  of  $8,801.50  presently  on 
deposit  with  the  Treasurer  of  the  United 
States,  representing  the  redemption 
value  of  the  aforesaid  burnt  and  muti- 
lated United  States  currency  received  by 
the  Federal  Reserve  Bank  of  New  York 
on  or  about  January  21,  1949  from  the 
OfBce  of  Military  Government  for  Ger- 
many (U.  S.), 

Is  property  within  the  United  States 
owned  Or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  the 
persons  referred  to  In  subparagraph  4 
hereof,  the  aforesaid  nationals  of  a  des- 
ignated enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

6.  That  to  the  extent  that  the  persons 
referred  to  In  subparagraph  4  hereof  are 
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not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  e/  Alien  Property. 

|F.   R.   Doc.   49-2073;    Piled.   Mar.    17.    1949; 
8:51  a.  m.] 


[Vesting  Order  12918] 
Richard  Franz  Metzner  et  al. 

In  re:  Bonds,  mortgage  and  claims 
owned  by  Richard  Franz  Metzner,  and 
others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons,  whose  names  and 
last  known  addresses  appear  below,  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

Names  and  Last  Known  Addresses 

Richard  Franz  Metzner,  18  Abekenstraase, 
Dresden,  Germany. 

Josephine  Abbt,  Ganswaldweg  6,  Stuttgart, 
Germany. 

Irene  Schubert  Hoen«,  Rachnltzstrasse  14, 
Dresden.  Germany. 

Ruth  von  Ap«ll,  Wllhelm  Hauff  Strasae  18, 
Berlin,  Germany. 

Angela  von  Mueller,  Halnweg  1,  Welsser 
Hlrsch.  Germany. 

Horst  Rabetge,  Hlndenburgstrasse  82, 
Hanover,   Germany. 

Glsela  Rabetge,  Hlndenburgstrasse  32,  Han- 
over. Germany. 

Gunther  Preytag.  Gutenbergstrasse  19a, 
Osnabruck.  Germany. 

Gunther  Plnckert.  Sudenstrass*  9.  Berlin- 
Steglltz.  Germany. 

Charlotte  Schmleder,  Konlgsbruckerstrasa* 
4,  Dresden.  Germany. 

Achlm  Plnckert,  Sudenstrasse  9,  Berlln- 
StegUtz,  Germany. 

Anna  Abbt,  Ganswaldweg  6,  Stuttgart,  Ger- 
many. 

Ursula  Schmleder,  Konlgsbruckerstrasse  4, 
Dresden,  Germany. 

2.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Georg  Chrlstof 
von  Unruh,  also  known  as  Georg  von 
Unruh,  deceased,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Germany, 
are  nationals  of  a  designated  enemy  coun- 
try (Germany) : 
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3.  That  the  Tolkewltzer  Umenhof 
Krematorium.  the  last  known  address 
of  which  Is  Dresden.  Germany,  and  the 
Stuttgart  Cemetery,  the  last  known  ad- 
dress of  which  Is  Stuttgart,  Germany,  are 
corporations,  partnerships,  associations 
or  other  bxislness  organizations  organ- 
ized under  the  laws  of  Germany,  and 
which  have  or,  since  the  effective  date 
of  Executive  Order  8389,  as  amended, 
have  had  their  principal  places  of  busi- 
ness In  Germany  and  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

4.  That  the  property  described  as  fol- 
lows: 

a.  Three  (3)  6%  bonds  Issued  by  John 
8.  Latta  and  secured  by  a  certain  Inden- 
ture of  Mortgage,  dated  March  1.  1928, 
executed  and  delivered  by  John  S.  Latta 
to  Fidelity-Philadelphia  Trust  Company. 
Trustee,  and  covering  premises  at  S.  W. 
Cor.  17th  Street  and  The  Parkway.  Phila- 
delphia. Pennsylvania,  which  bonds  are 
of  $1,000  face  value  each,  bear  the  num- 
bers 145.  146  and  147  and  are  presently 
In  the  custody  of  Fidelity-Philadelphia 
Trust  Company.  Broad  and  Walnut 
Streets,  Philadelphia,  Pennsylvania,  in 
an  account  entitled  Agency  for  Arno  P. 
Mowitz.  German  Consnl  at  Philadel- 
phia—Account #46077,  together  with  any 
and  all  rights  thereunder  and  thereto, 
and  together  with  all  rights  and  Interests 
created  by  virtue  of  a  certain  Declaration 
of  Trtist  executed  by  Fidelity-Philadel- 
phia Trust  Company,  Trustee  on  May  21, 
1948.  with  respect  to  the  aforesaid  bonds, 

b.  Three  <3)  first  mortgage  4%  ten 
year  bonds,  due  January  10,  1954.  issued 
by  Donald  A.  Ferry,  of  the  City  of  Phila- 
delphia. Commonwealth  of  Pennsylvania, 
and  secured  by  a  certain  Indenture  of 
Mortgage,  dated  January  10.  1944.  exe- 
cuted and  delivered  by  Donald  A.  Ferry 
to  Fidelity-Philadelphia  Trust  Company, 
Trustee,  and  covering  premises  at  South- 
east comer  15th  and  Locust  Streets, 
Philadelphia,  Pennsylvania,  which  bonds 
are  of  $325  face  value  each,  bear  the 
numbers  250.  251.  and  252  and  are  pres- 
ently in  the  custody  of  Fidelity-Philadel- 
phia Trust  Company.  Broad  and  Walnut 
Streets.  Philadelphia,  Pennsylvania,  In 
an  account  entitled  Agency  for  Amo  P. 
Mowitz.  German  Consul  at  Philadel- 
phia—Account #46077,  together  with 
any  and  all  rights  thereunder  and 
thereto, 

c.  One  (V  First  Mortgage  Six  Per 
Cent  Five  Year  Gold  Bond,  due  Novem- 
ber 1.  1928,  Issued  by  I.  Clarence  Pen- 
nington, of  the  City  of  Philadelphia. 
Commonwealth  of  Pennsylvania,  and  se- 
cured by  a  certain  mortgage,  dated  No- 
vember 1.  1923.  executed  and  delivered 
by  I.  Clarence  Pennington  to  Fidelity 
Trust  Company,  and  covering  premises 
at  250  South  18th  Street,  Philadelphia, 
which  bond  Is  of  $1,000  face  value,  bears 
the  number  250,  and  is  presently  In  the 
custody  of  Fidelity-Philadelphia  Tnist 
Company.  Broad  and  Walnut  Streets, 
Philadelphia.  Pennsylvania,  in  an  ac- 
count entitled  Agency  for  Arno  P. 
Mowitz.  German  Consul  at  Philadel- 
phia-Account #46077.  together  with  any 
and  all  rights  thereunder  and  thereto. 


NOTICES 

d.  A  mortgage  executed  on  July  7. 1928 
by  John  C.  Patterson.  Jr..  a  single  man.  to 
William  O.  Preytag.  and  recorded  In  the 
Office  of  the  Recorder  of  Deeds,  Phila- 
delphia County.  Pennsylvania,  in  Mort- 
gage Book  No.   6270,  Page   472,   which 
mortgage  was  assigned  by  Fidelity-Phila- 
delphia   Trust    Company    and    Harvey 
Gourley.  Executors  of  the  Will  of  William 
O.  Freytag.  deceased,  to  Arno  P.  Mowitz, 
German  Consul  at  Philadelphia,  by  as- 
signment" dated  October  25,  1937,  and  re- 
corded in  the  OfiQce  of  the  Recorder  of 
Deeds,    Philadelphia    County,    Pennsyl- 
vania, on  November  1,  1937,  In  Assign- 
ment of  Mortgage  Book  No.  1416.  Page 
6.  for  distribution  to  the  parties  entitled 
thereto  under  the  Will  of  Magdalena  H. 
Freytag.  deceased,  in  pursuance  of  the 
Order  and  Decree,  dated  July  9.  1937.  In 
the    Orphans*    Court    of    Philadelphia 
County.  No.  1114  of  1937.  and  any  and  all 
obligations  secured  by  said  mortgage.  In- 
cluding but  not  limited  to  all  security 
rights  in  and  to  any  and  all  collateral 
(including  the  aforesaid  mortgage)   for 
any  and  all  such  obligations,   and  the 
right  to  possession  of  any  and  all  notes, 
bonds  and  other  Instruments  evidencing 
such  obligations, 

e.  That  certain  debt  or  other  obliga- 
tion of  Fidelity-Philadelphia  Trust  Com- 
pany. Broad  and  Walnut  Streets,  Phila- 
delphia 9.  Pennsylvania,  arising  eut  of 
funds  collected  from  the  liquidation  of 
Interests  in  certain  mortgages,  which 
funds  are  held  In  an  account  entitled 
Agency  for  Beneficiaries  under  the  Will 
of  Magdalena  H.  Freytag— Account  No. 
46350,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

f.  That  certain  debt  or  other  obliga- 
tion of  Fidelity-Philadelphia  Trust  Com- 
pany, Broad  and  Walnut  Streets,  Phila- 
delphia 9.  Pennsylvania,  arising  out  of 
funds  collected  from  the  liquidation  of 
interests  in  certain  mortgages,  which 
funds  are  held  In  an  account  entitled 
Agency  for  Arno  P.  Mowitz.  German  Con- 
sul at  Philadelphia— Account  No.  46077. 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
persons  named  in  subparagraphs  1  and  3 
hereof  and  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Georg  Christof 
von  Unruh,  also  known  as  Georg  von 
Unruh,  deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  3  hereof, 
and  the  personal  representatives,  heirs, 
next  of  kin,  legatees  and  distributees, 
names  unknown,  of  Georg  Christof  von 
Unruh.  also  know  as  Geofg  von  Unruh. 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 


sons be  treated  as  nationals  of  a  desig- 
nated enemy  country   (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  In  subparagraph  4 
hereof,  to  be  held,  used,  administered, 
liquidated,  sold  or  otherwise  dealt  with 
in  the  interest  of  and  for  the  benefit  of 
the  United  States. 

The  terms  "national "  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelok. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F     R.    Doc.   4&-2074:    Filed.    Mar.    17.    1949; 
8:53  a.  m. 


^^ONAl^ 


Mrs.  a.  Lyndhttrst  Towni 

NOTICi:    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  follow- 
ing property,  subject  to  any  lncrea.se 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  Property;  and  Location 

Mrs.  A.  Lyndhurst  Towne.  Tanganyika, 
East  Africa,  Claim  No.  6444,  $2,907.78  In  the 
Treasury  of  the  United  States. 

The  following  securities  registered  In  the 
name  of  the  Allen  Property  Custodian  pres- 
ently In  custody  Safekeeping  Department, 
Federal  Reserve  Bank,  New  York,  New  York: 
Certificate  No.  4541,  4  shares  California  Pack- 
ing Corporation  (New  York)  $60  (X)  par 
value  preferred.  Certificate  No.  44374,  80 
shares  Pacific  Gas  and  Electric  Company 
(California)  $25.00  par  value  6%  first  pre- 
ferred. Certificate  No.  1455,  80  shares  South- 
ern California  Gas  Company  (California) 
•2500  par  value  Series  A  preferred. 

All  right,  title.  Interest  and  claim  of  any 
kind  or  character  whatsoever  of  Carl  Gall, 
also  known  as  Karl  Gall.  In  and  to  the  trust 
established  by  an  agreement  executed  on 
July  30,  1818.  between  William  J.  Younger 
and  Virginia  T.  Younger,  parties  of  the  first 
part,  and  Maud  Younger,  Herbert  L.  Younger, 
Annie  E.  MacDonald.  Alice  Y.  Nugent.  Carl 
Gall  and  Margarethe  Kolb,  parties  of  the 
■econd  part. 

Executed  at  Washington,  D.  C,  on 
March  10,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazklon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.  Doo.   49-2040;    Piled.   Mar.   10,    1949; 
8:5a  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  26 — Grain  Standards 

stjbpart  b — standards 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  AgriculUire  by  the 
United  States  Grain  Standards  Act,  as 
amended  (7  U.  S.  C.  1946  ed.  71-87 »  and 
In  accordance  with  the  public  notice  Is- 
sued by  the  Secretary  of  Agriculture  on 
December  24.  1948  (13  F.  R.  8812).  the 
Official  Grain  Standards  of  the  United 
States  for  Wheat  (7  CFR  26.101-26.121, 
as  amended*,  the  Official  Grain  Stand- 
ards of  the  United  States  for  Cern  ( 7  CFR 
26.151-26.158.  as  amended) ,  and  the  Offi- 
cial Grain  Standards  of  the  United  States 
for  Oats  (7  CFR  26.251-26  263,  as  amend- 
ed >  are  hereby  amended  as  follows: 

1.  Section  26.103,  Hard  red  spring 
wheat;  grade  requirements.  Is  amended 
by  deleting  footnote  reference  2  at  grade 
4  and  related  footnote  2  and  by  Inserting 
In  lieu  thereof  a  footnote  reference  2  at 
grades  "No.  1  Heavy",  "No.  1",  and  "No. 
2",  and  a  new  footnote  2  reading  as  fol- 
lows : 

'  The  wheat  In  erades  No.  1  Heavy  and  No. 

1  of  this  class  may  contain  not  more  than 
7  percent,  and  the  wheat  In  grade  No.  2  of 
this  class  may  contain  not  more  than  10 
percent,  of  shrunken  and/or  broken  kernels 
of  grain  and  other  matter  that  will  pass 
through  a  20-gage  metal  sieve  with  slotted 
perforations  0.064  Inch  wide  by  %  inch  long. 

2.  Section  26.106,  Durum  wheat  and 
red  durum  wheat;  grade  requirements, 
l.s  amended  by  deleting  footnote  refer- 
ence 3  at  grade  4  and  related  footnote  3 
and  by  Inserting  In  lieu  thereof  a  foot- 
note reference  3  at  grades  "No.  1",  "No. 

2  ',  and  "No.  3",  and  a  new  footnote  3 
reading  as  follows: 

■7%e  wheat  in  grades  No.  1  and  No.  2  of 
each  of  these  classes  may  conteln  not  more 
than  either  (a)  7  percent  of  shrunken  and/ or 
broken  kernels  of  grain  and  other  matter 
that  will  pass  through  a  ao-gage  metal  sieve 
with  slotted  perforations  0  064  Inch  wide  by 
\  Inch  long,  or  (b)  10  percent  of  all  such 
material  that  will  pass  through  said  sieve 
together  with  the  broken  kernels  of  grain 
of  any  size  which  remain  on  said  sieve;  ttid 
the  wheat  In  grade  No.  3  of  each  of  tbCM 
classes  may  contain  not  more  than  either 


(a)  10  i>ercent  of  shrunken  and 'or  broken 
kernels  of  grain  and  other  matter  that  will 
pass  through  said  sieve,  or  (b)  15  percent 
of  all  such  material  that  will  pass  through 
said  sieve  together  with  the  broken  kernels 
of  grain  of  any  size  which  remain  on  said 
sieve. 

3.  Section  26.108,  Hard  red  winter 
wheat;  grade  requirements,  §  26.110, 
Soft  red  winter  wheat;  grade  require- 
ments, and  5  26.112,  White  wheat;  grade 
requirements,  are  amended  by  deleting 
in  each  section  footnote  reference  1  at 
grade  4  and  related  footnote  1  and  by 
inserting  in  lieu  thereof  in  each  section  a 
footnote  reference  1  at  grades  "No.  1", 
"No.  2".  and  "No.  3".  and  a  new  footnote 
1  reading  as  follows: 

'  The  wheat  in  grades  No.  1  and  No.  2  of 
this  class  may  contain  not  more  than  7  per- 
cent, and  the  wheat  In  grade  No.  3  of  this 
class  may  contain  not  more  than  10  percent, 
of  shrunken  and /or  broken  kernels  of  grain 
and  other  matter  that  will  pass  through  a 
20-gage  metal  sieve  with  slotted  perforations 
0.064  Inch  wide  by  %  Inch  long. 

4.  Section  26.257.  Special  grade;  cereal 
oats,  is  amended  by  deleting  the  word 
"cereal"  wherever  It  appears  therein  and 
substituting  In  lieu  thereof  the  word 
"thin". 

5.  Section  26.158  (c) .  Is  amended  by  de- 
leting therefrom  the  word  "air"  and  sub- 
stituting in  lieu  thereof  the  word  "water". 

(Sec.  8,  39  Stat.  485;  7  U.  S.  C.  84) 

Done  at  Washington.  D.  C.  this  15th 
day  of  March  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.   R.   Doc.    49-2082;    Piled.   Mar.    18,    1949; 
•  8:47  a.  m.] 


Chapter  iX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Lemon  Reg.  811] 

Part  953 — Lehons  Grown  in  Caufchuoa 
AND  Arizona 

UmTATION  or  SHIPIONTS 

S  953.418    Lemon  Regulation  311— (a.) 
Findings.    ( 1 )  Pursuant  to  the  marketing 

(Continued  on  next  page) 
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agreement,  as  amended,  and  Order  No. 
53,  as  amended  (7  CPR,  Cum.  Supp..  953.1 
et  seq.;  13  P.  R.  766>,  regulating  the  han- 
dling of  lemons  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 


mation submitted  by  the  Lemon  Adminis- 
trative committee,  established  under  the 
said  amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limitation 
of  the  quantity  of  such  lemons  which  may 
be  handled,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

( 2 »  It  is  hereby  further  found  that  It  is 
impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  imufflcient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  preparation 
for  such  effective  date. 

(b)  Order.  (1)  The  quant4ty  of 
lemons  grown  in  the  State  of  California 
or  In  the  State  of  Arizona  which  may  be 
handled  duflng  the  period  beginning  at 
12:01  a.  m..  P.  s.  t.,  March  20.  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t..  March  27, 
1949,  is  hereby  fixed  as  follows: 

(1)  District  1:   300  carloads; 

(11)  EMstrlct  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order.  Is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  to  Lemorv  Regu- 
lation 310  (14  F.  R.  1155>,  and  made  a 
part  hereof  by  this  reference. 

(3>  As  used  in  this  section,  "handled," 
"handler,"  "carloads."  "prorate  base." 
"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  Is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31, 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  17th 
day  of  March  1949. 

(seal!  Floyd  F.  Hedlitnb, 

Acting  Director,  FruH  and  Vege- 
table Branch.  Production  and 
Marketing  Administration. 

I  P.   R.   Doc.   49-2129;    Piled.   Mar.   18.    1949; 
9:3S  a.  m.] 


[Orange  Reg.  272] 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

limitation  or  shipments 

§  966.418  Orange  Regulation  272— (a't 
Findings.  (1)  Pursuant  to  the  provi- 
sions of  Order  No.  66  (7  CPR.  Cum. 
Supp.,  966.1  et  seq.)  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Orange  Ad- 


Saturday,  March  19,  1949 

ministrative  Committee,  established  un- 
der the  said  order,  and  upon  other  avail- 
able information.  It  is  hereby  found  that 
the  limitation  of  the  quantity  of  such 
oranges  which  may  be  handled,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.>  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  mast  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  is  insuffi- 
cient, and  a  reasonable  time  is  permit- 
ted, under  the  circumstances,  for  prep- 
aration for  such  effective  date. 

(b)  Order.  (1)  The  quantity  of 
ofanges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t.,  March  20.  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t..  March  27, 
1949.  Is  hereby  fixed  as  follows: 

(D  Valencia  oranges.  (a)  Prorate 
District  No.  1:  No  movement;  (b)  Pro- 
rate District  No.  2:  No  movement;  (c) 
Prorate  District  No.  3 :  Unlimited  move- 
ment. 

(ID  Oranges  other  than  Valencia 
oranges,  (a)  Prorate  District  No.  1: 
Unlimited  movement;  (b)  Prorate  Dis- 
trict No.  2:  650  carloads;  (c>  Prorate 
District  No.  3:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby 
fixed  in  accordance  with  the  prorate  base 
schedule  which  Is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

<3)  As  used  in  this  section,  "handled." 
"handler."  "carloads."  and  "prorate 
base"  shall  have  the  same  meaning  as 
is  given  to  each  such  term  In  the  said 
order;  and  "Prorate  District  No.  1,"  "Pro- 
rate District  No.  2,"  and  "Prorate  District 
No.  3"  shall  have  the  same  meaning  as 
Is  given  to  each  such  term  In  I  966.107 
(11  F.  R.  10258)  of  the  rules  and  regula- 
tions contained  in  this  part.  (48  Stat. 
31.  as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C.  this  18th 
day  of  March  1949. 

(SEALl  Floyd  F.  Hja)LTJND, 

Acting  Director,  Fruit  and  Vege- 
table Branch  Production  and 
Marketing  Administration. 

Pbohate  Base  Schedule 

(12:01   a.  m.  Mar.  ao.   1949.  to   12:01   a.  m. 
Mar.  37,  1949) 

ALL  ORANGES  OTHCS  THAN   VALENCIA   ORANGES 

Prorate  District  No.  2 

Prorate  base 
Handler                         (percent) 
Total 100.0000 

A.  F.  O.  Alta  Loma .37«a 

A.  P.  G.  Corona .8183 

A.  P.  o.  Puiierton .  0468 

A.  P.  O.  Orange .0404 

A.  P.  O.  Riverside .7152 
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Prorate  Base  ScHEDtrLE — Continued 

ALL  ORANGES  OTHER  THAN  VALENCU  ORANGES— 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Hazeltlne  Packing  Co 0.  1542 

Placentla  Pioneer  Valencia   Grow- 
ers Association .0644 

Signal  Fruit  Association .  8896 

Azusa  Citrus  Association 1.4329 

Damerel-AlUson  Co 1.4236 

Glendora  Mutual  Orange  Associa- 
tion   .6006 

Irwlndale  Citrus  Association .4717 

Puente  Mutual  Citrus  Association.         .  0489 
Valencia  Heights  Orchards  Associa- 
tion    .2084 

Covlna  Citrus  Association ._  2.0067 

Covlna    Orange    Growers    Associa- 
tion           . 6867 

Glendora  Citrus  Association .9680 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .  1646 

Gold  Buckle  Association 3.2179 

La  Verne  Orange  Association 4.2178 

Anaheim  Citrus  Prult  Association.         .  0868 
Anaheim  Valencia  Orange  Associa- 
tion           .0261 

Eadington  Fruit  Company,  Inc .3118 

Puiierton  Mutual  Orange  Associa- 
tion           .3288 

La  Ha  bra  Citrus  Association .  1226 

Orange   County   Valencia   Associa- 
tion           .0060 

Orangethorpe  Citrus  Association..         .0261 
Placentla  Cooperative   Orange   As- 
sociation          .0324 

Yorba    Linda    Citrus    Association. 

The .0116 

Escondido  Orange  Association .3754 

Aita  Loma  Heights  Citrus  Associa- 
tion   ^... .3176 

Citrus  Prult  Growers .  9085 

Cucamonga  Citrus  Association .4116 

Rialto  Heights  Orange  Growers .3803 

Upland  Citrus  Association 3.  7693 

Upland    Heights    Orange    Associa- 
tion           .9947 

Consolidated  Orange  Growers .0228 

Frances  Citrus  Association .0113 

Garden  Grove  Citrus .0233 

Goldenwest  Citrus  Association .1137 

Olive  Heights  Citrus  Association..         .0403 
Santa    Ana-Tustin    Mutual    Citrus 

Association .0123 

Santiago  Orange  Growers  Associa- 
tion   . .1441 

Tustln   Hills  Citrus  Association .0373 

Villa  Park  Orchard  AssoclaUon .0378 

Bradford    Bros..   Inc .2346 

Placentla  Mutual  Orange  Associa- 
tion   .  1629 

Placentla  Orange  Growers  Associa- 
tion   .3497 

Yorba  Orange  Growers  Association.         .  0303 

Call  Ranch .6045 

Corona  Citrus  Association .9108 

Jameson  Co .3722 

Orange    Heights    Orange    Associa- 
tion   1.  5410 

Crafton    Orange    Growers   Associa- 
tion   1.  1984 

East  Highlands  Citrus  Association.         .4080 

Fontana    Citrus    Association .4(X)0 

Highland  Fruit  Growers .6474 

Redlands  Heights  Groves .8235 

Redlands    Orangedale   Association.         .9652 

Break  *  Sons.  Allen .2413 

Br}"!!  Mawr  Fruit  Growers  Associa- 
tion           .9192 

Mission  Citrus  Association." .7754 

Redlands    Cooperative    Prult    As- 
sociation   1.  5307 

Redlands  Orange  Growers  Associa- 
tion   ..9999 

Redlands  Select  Growers .3439 

Rialto  Citrus  Association .         .  6422 

Rialto  Orange   Co .3032 

Southern  Citrus  Association .7170 
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Prorate  Base  Schedule — Continued 

ALL  ORANGES  OTHER  THAN  VALENCIA  ORANGES — 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

United  Citrus  Growers 0.5571 

Zllen  Citrus  Co .4661 

Andrews  Bros,  of  California. .J .0649 

Arlington  Heights  Citrus  Co .8958 

Brown  Estate.  L.  V.  W ,.  1.7791 

Gavllan  Citrus  Association I_  1.  8718 

Hemet  Mutual  Groves .00(X) 

Hlghgrove   Fruit   Association .6257 

Krinard  Packing  Co 1.6536 

McDermont  Fruit  Co 1.  9641 

'Monte  Vista  Citrus  Association 1.2475 

National  Orange  Co .9003 

Riverside  Heights  Orange  Growers 

Association 1.  3482 

Sierra  Vista  Packing  Association .  7372 

Victoria  Avenue  Citrus  Association.  2.  5283 

Claremont  Citrus  Association 1.  3052 

College   Heights   Orange   &  Lemon 

Association 1,2042 

El  Camiiio  Citrus  Association .4340 

Indian  Hill  Citrus  Association 1.4376 

Pomona  Prult  Growers  Exchange..  1.9159 

Walnut  Fruit  Growers  Association.  ..  4882 

West  Ontario  Citrus  Association 1.  25£4 

El  Cajon  Valley  Citrus  Association.         .2752 
San  Dimas  Orange  Growers  Associa- 
tion    1.4328 

Ball  &  Tweedy  Association .  OOCW 

Canoga  Citrus  Association .0748 

Covlna  Valley  Orange  Association..         .  1996 
North  Whlttier  Heights  Citrus  Asso- 
ciation           .1476 

San  Fernando  Prult  Growers  Asso- 
ciation           .4592 

San  Fernando  Heights  Orange  Asso- 
ciation           .3972 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation           .2673 

Camarillo  Citrus  Association .0107 

Fillmore  Citrus  Association 1.  3588 

OJai  Orange  Association .8815 

Piru  Citrus  Association 1.3152 

Santa  Paula  Orange  Association .  1285 

Tapo  Citrus  Association .C067 

Ventura  County  Citrus  Association.         .  0272 

East  Whlttier  Citrus  Association .  0099 

Whlttier  Citrus  Association... .2187 

Whlttier  Select  Citrus  Association..         .  0000 
Anaheim  Cooperative  Orange  Asso- 
ciation           .0596 

Bryn  Mawr  Mutual  Orange  Associa- 
tion           .3903 

Chula  Vista  Mutual  Lemon  Associa- 
tion           .1384 

Escondido  Cooperative  Citrus  Asso- 
ciation    .0899 

Euclid  Avenue  Orange  Association.  8.  C071 
FuUerton  Cooperative  Orange  Asso- 
ciation           .0300 

Garden  Grove  Orange  Cooperative 

Inc. .C376 

Golden  Orange  Groves.  Inc .2930 

Highland  Mutual  Groves .3036 

Index  Mutual  Association .0C39 

La  Verne  Cooperative  Citrus  Associ- 
ation   8. 3814 

Mentone  Heights  Association .6013 

Olive  Hillside  Groves.  Inc .0000 

Orange  Cooperative  Citrus  Associa- 
tion           .0335 

Redlands  Foothill  Groves 2.6491 

Redlands  Mutual  Orange   Associa- 
tion           .8910 

Riverside  Citrus  Association .  1463 

Ventura  County  Orange  &  Lemon 

Association .2(X)2 

Whlttier  Mutual  Orange  &  Lemon 

Association .0000 

Babljucle  Corp.  of  California .1734 

Borden  Fruit   Co .0268 

Cherokee  Citrus  Co.,  Inc-,. .9819 

Chess  Co..  Meyer  W .3611 

Evans  Bros.  Packing  Co .9706 

Gold  Banner  Association 2.0795 


\ 
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Phorate  Base  Schedule — Continued 

AU.  ORANGES  OTHER  THAN  VALENCIA   ORANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

Oranada  Packing   House 0. 1404 

Hill  Packing  House.  Pred  A .6129 

Inland  Fruit  Dealers,  Inc .0288 

MacDonald  Fruit  Co .1784 

Orange   Belt   Fruit   Distributors. __  2.0386 

Panno  Fruit  Co.  Carlo .0340 

Paramount   Citrus   Association .2110 

Placentna  Orchard  Co. .0689 

San  Antonio  Orchard  Co 1.1553 

Snyder  &  Sons.  W.  A .4097 

Torn  Ranch .0085 

Wall.    E.    T 1.8190 

Western     Fruit     Growers.     Inc., 

Redlands 2.  8358 

IF.   R.   Doc.   40-2143:    Filed.   Mar.    18.    1949; 
11:28  a.  m.] 


Part  987 — Irish  Potatoes  Grown  in 
Maine 

exemption  certificates;  certificates  of 
privilege 

Notice  of  proposed  rule  makinR  regard- 
ing rules  and  regulations  for  Issuance  of 
exemption  certificates  and  certificates  of 
privilege  to  be  made  effective  under  Mar- 
keting Agreement  No.  108  and  Order  No. 
87  regulating  the  handling  of  potatoes 
grown  in  the  State  of  Maine  was  pub- 
lished in  the  Federal  Register  (14  F.  R. 
186).  This  regulatory  program  is  effec- 
tive pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.  S.  C.  601  et 
seq.^  After  consideration  of  all  relevant 
matters  presented,  including  the  rules 
and  regulations  set  forth  in  the  aforesaid 
notice,  which  rules  and  regulations  were 
adopted  and  submitted  for  approval  by 
the  State  of  Maine  Potato  Committee 
(established  pursuant  to  said  agreement 
and  order),  the  following  rules  and  reg- 
ulations are  hereby  approved: 

Sec. 

987  101 
987.102 
987.103 
987  104 


Definitions. 
Area  determinations. 
Exemption  certificates. 
Certificates  of  privilege. 


AuTHORrrr:  IS  987 101  to  987.104  Issued 
under  48  Stat.  31.  670.  675:  49  Stat.  750;  50 
Stat.  246:  61  Stat.  202,  707;  7  U.  8.  C.  and 
Sup.  601  et  seq.) 

5  987.101  Definitions,  (a)  For  the 
piu-po.ses  of  §§  987.101.  987.102.  987  103. 
and  987.104.  "agreement"  means  Market- 
ing Agreement  No.  108  and  "order" 
means  Order  No.  87  (13  P.  R.  5549)  reg- 
ulating the  handling  of  Irish  potatoes 
grown  In  the  State  of  Maine,  and  the 
terms  used  In  such  sections  shall  have 
the  same  meaning  as  set  forth  in  said 
agreement  and  order. 

lb)  "Manager",  for  the  purposes  of 
the  aforesaid  sections,  means  the  man- 
ager employed  by  the  State  of  Maine 
Potato  Committee. 

5  987.102  Area  determinations.  The 
State  of  Maine  Potato  Committee  deter- 
mines, pursuant  to  5  987.4  (e),  for  the 
fiscal  year  ending  June  30,  1949,  that: 


RULES  AND  REGULATIONS 

(a)  "Immediate  production  area"  is 
the  State  of  Maine;  and 

(b)  "Immediate  shipping  area"  is  the 
State  of  Maine. 

§  987.103  Exemption  certificates — (a> 
Committee  determinations.  Subsequent 
to  June  30.  1949.  and  pursuant  to  5  987.4 
(e),  the  committee  shall,  not  later  than 
the  effective  date  of  regulations  issued 
for  the  then  current  year  pursuant  to 
§5  987.4  and  987.6  of  the  marketing 
agreement  and  order,  make  determina- 
tions with  respect  to: 

<1)  Immediate  production  area,  in- 
cluding »i)  the  delineation  of  immediate 
production  area  or  areas,  and  <ii)  the 
average  proportion  of  the  crop  in  each 
such  immediate  production  area  which 
may  be  shipped  under  such  regulations 
by  all  producers  therein;  and 

(2»  Immediate  shipping  area,  includ- 
ing (i)  delineatiOTj  of  immediate  ship- 
ping area  or  areas,  and  (ii>  the  average 
proportion  of  ungraded  storage  holdings 
in  each  such  immediate  shipping  area 
which  may  be  shipped  under  such  regu- 
lations by  all  handlers  therein. 

As  regulations  are  changed  during  the 
course  of  a  marketing  season,  appropri- 
ate modifications  of  such  determina- 
tions shall  be  made  by  the  committee. 
The  committee  in  making  such  deter- 
minations shall  provide  a  practical  basis 
for  delineation  of  such  area  or  areas  by 
giving  due  consideration  to  each  of  the 
following: 

(D  The  grade,  size,  and  quality  of  the 
potato  crop  produced  in  the  production 
area,  in  each  district  thereof,  and  in  such 
other  subdivisions  or  portions  thereof  as 
the  committee  may  deem  reasonable  and 
practical  for  efficient  administration  of 
the  marketing  agreement  and  order; 

(2)  Seasonal  changes  and  factors  af- 
fecting the  grade,  size,  and  quality  of 
potatoes  within  the  production  area.  In 
each  district  thereof,  and  In  such  other 
subdivisions  or  portions  thereof  as  the 
committee  may  deem  reasonable  and 
practical  for  efficient  administration  of 
the  marketing  agreement  and  order; 

•  3>  The  establishment  of  specific 
boundaries  to  each  such  area,  or  areas, 
with  specific  consideration  for  natural 
geographic  features,  governmental  sub- 
divisions, and  such  other  pertinent  fac- 
tors as  the  committee  deems  appropriate 
to  establish  equitable  standards  for  such 
determinations; 

(4t  The  affording  of  equitable  treat- 
ment, under  current  regulations,  to  all 
growers  in  the  determination  of  imme- 
diate production  areas,  and  to  all  han- 
dlers with  respect  to  immediate  shipping 
areas;  and 

(5)  Other  relevant  factors. 

(b)  Application.  Any  producer  or 
handler  applying  for  exemption  from 
grade  and  size  regulations  Issued  under 
said  marketing  agreement  and  order 
shall  make  application  for  such  exemp- 
tion to  the  State  of  Maine  Potato  Com- 
mittee, Presque  Isle,  Maine,  on  forms  to 
be  furnished  by  the  committee.  Such 
application  shall  state: 

(1)  The  name  and  address  of  the  ap- 
plicant for  exemption; 


(2)  The  location  and  estimated  quan- 
tity of  each  lot  of  each  applicant's  pota- 
toes; 

(3)  The  grade,  size,  or  quality  regula- 
tion from  which  exemption  is  requested; 

(4)  The  total  crop  of  potatoes  pro- 
duced by  the  applicant,  and  the  total 

■  amount  of  potatoes  purchased  and  stored 
by  such  applicant; 

(5)  Date  of  purchase  of  each  lot  of 
potatoes  purchased  and  stored  by  the 
applicant; 

»6 •  The  quantity  of  potatoes  sold  dur- 
ing the  current  marketing  season  by  the 
applicant  from  <i)  the  total  crop  grown 
by  the  applicant  and  <il)  the  total  quan- 
tity purchased  and  stored  by  such  appli- 
cant; 

(7)  The  composition,  by  grade  and 
size,  of  the  remaining  holdings  of  the 
applicant  as  evidenced  by  a  Federal- 
State  Inspection  Certificate  attached  to 
said  application; 

(8>  A  statement  of  the  reasons  caus- 
ing the  potatoes,  for  which  exemption  is 
requested,  to  fail  to  meet  grade,  size,  or 
quality  regulations; 

(9)  A'  statement  showing  that  the 
grade,  size,  or  quality  of  the  applicant's 
potatoes  have  been  adversely  affected  by 
acts  beyond  such  applicant's  reasonable 
expectation  in  the  normal  conduct  of  the 
business  of  pwtato  production  or  of  pxjtato 
storage  operations  in  the  area; 

<10>  Such  additional  information  as 
the  committee  may  find  neces.sary  in 
making  a  determination  regarding  the 
granting  of  a  certificate  of  exemption. 

(c>  Issuance  of  certificate.  The  State 
of  Maine  Potato  Committee  shall  give 
prompt  consideration  to  all  statements 
and  facts  relating  to  each  application  for 
exemption  and  shall  determine  from  such 
statements  and  facts,  and  from  the  ap- 
plicable terms  of  the  marketing  agree- 
ment and  order,  whether  or  not  the 
application  is  approved.  The  determina- 
tion. If  favorable,  shall  be  evidenced  by 
the  issuance  of  a  certificate  of  exemp- 
tion pursuant  to  $  987.4  (e).  If  the  ap- 
plicant's request  for  exemption  is  denied, 
he  shall  be  so  notified  in  writing. 

Each  certificate  of  exemption  issued  as 
provided  herein  shall  contain  the  name 
and  address  of  the  applicant;  the  loca- 
tion of  all  potatoes  remaining  to  be 
shipped;  the  total  quantity  of  potatoes 
which  may  be  shipped  under- the  certifi- 
cate of  exemption;  and  the  exceptions 
from  the  grade  or  size  regulations  which 
will  be  permitted  In  the  exempted  ship- 
ments. 

Certificates  of  exemption  Issued  to 
growers  shall  be  transferred  in  whole  or 
in  part  with  such  potatoes  at  the  time  of 
sale.  The  grower  shall  notify  the  com- 
mittee within  2  days  following  such 
transfer  and  shall  state  the  name  and 
address  of  the  person  to  whom  the  po- 
tatoes were  sold,  quantity  sold,  date  of 
transfer,  and  such  other  Information  as 
may  be  requested  by  the  committee. 

Handlers  shall  report  to  the  committee 
each  shipment  of  potatoes  made  under  a 
certificate  of  exemption.  Such  handlers 
shall  supply  such  other  information  to 
the  committee  or  to  the  Federal-State 
Inspection  Service  as  the  committee 
finds  necessary  to  keep  the  shipments 
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within  the  quantity  and  terms  specified 
on  the  certificate  of  exemption. 

(d)  Ajipeal  procedure.  Appeals  from 
determinations  of  the  committee  pursu- 
ant hereto  shall  be  submitted  to  the  com- 
mittee, pursuant  to  i  987.4  (e)  (5) ,  within 
ten  days  after  receipt  of  the  determina- 
tion by  an  applicant  for  exemption. 

§  987.104  Certificates  of  privilege— 
(a>  Application.  (1)  Pursuant  to  the 
provisions  of  §  987.6  and  when  shipments 
for  the  following  purposes  are  not  sub- 
ject to  regulation  pursuant  to  5  987.4  of 
the  marketing  agreement  and  order,  all 
handlers  desiring  to  make  shipments  of 
potatoes  for  export,  shipments  of  po- 
tatoes for  distribution  by  relief  agencies 
or  for  consumption  by  charitable  institu- 
tions, shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  manufac- 
tured or  converted  into  non-food  prod- 
ucts, shipments  of  potatoes  for  livestock 
feed,  or  shipments  of  seed  potatoes,  shall 
first  apply  to  the  committee  for  and  ob- 
tain a  Certificate  or  Certificates  of  Priv- 
ilege permitting  the  proposed  shipments. 

(2>  Applications  for  Certificates  of 
Privilege  shall  be  made  on  a  form  fur- 
nished by  the  committee.  Such  appli- 
cations, except  those  pertaining  to  ship- 
ments of  .seed  potatoes,  shall  contain  the 
name  and  address  of  the  handler,  the 
estimated  amount  of  potatoes  to  be 
shipped,  the  grades  and  sizes  of  potatoes 
to  be  shipped,  name  of  consignee,  des- 
tination, proof  of  contract,  and  such 
other  information  as  the  committee  may 
require  in  safeguarding  against  the  entry 
of  such  potatoes  Into  trade  channels 
other  than  those  for  which  the  Certifi- 
cate or  Certificates  of  Privilege  were 
granted. 

•  3)  Applications  pertaining  to  ship- 
ments of  .seed  potatoes  shall  contain  the 
name  and  address  of  the  handler,  the 
estimated  amount  of  seed  potatoes  to  be 
shipped,  and  fuch  other  Information  as 
the  committee  may  require  in  safeguard- 
ing against  the  entry  of  such  potatoes 
into  table  stock  channels.  The  said  han- 
dler shall  agree  to  ship  such  potatoes 
only  for  the  purpose  specified  on  the 
Certificate  or  Certificates  of  Privilege. 

(b)  Shipments  of  seed  potatoes.  Each 
handler  of  seed  potatoes,  when  shipments 
of  seed  potatoes  are  not  subject  to  regu- 
lation pursuant  to  5  987.4  of  the  market- 
ing agreement  and  order,  shall  ship  such 
potatoes  only  under  a  Certificate  of  Priv- 
ilege and  shall  furnish  or  cause  to  be 
furni.shed  through  the  Bureau  of  Plant 
Industry  of  the  State  of  Maine  a  short 
form  certificate  for  each  shipment  which 
shall  contain  the  name  and  address  of 
the  shipper,  car  or  truck  numt)er,  quan- 
tity shipped,  variety,  and  destination. 
Each  .<:uch  certificate  shall  be  treated  as' 
confidential,  and  the  information  there- 
on shall  be  divulged  only  to  those  persons 
so  authorized  by  the  committee.  All 
f^uch  shipments  pursuant  hereto  shall  be 
fubject  to  assessment  pursuant  to 
§  987.201. 

<c>  Commercial  shipments  other  than 
seed  potatoes.  Each  handler  shipping 
potatoes  (other  than  certified  seed)  for 
any  purpose  set  forth  In  §  987.104  (a) 
hereof  or  for  canning,  shall  supply  the 
manager  with  a  weekly  report  of  ship- 
ments whichj^dld  not  meet  the  grade  and 
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size  regulations  In  effect  at  the  time  of 
shipment.  Such  report  shall  state:  name 
and  address  of  the  shipper,  rail  car  num- 
ber. Federal-State  Inspection  Certificate 
number,  loading  point,  destination,  and 
consignee.  Such  reports  shall  be  treated 
as  confidential,  and  the  information 
thereon  shall  be  divulged  only  to  those 
persons  so  authorized  by  the  committee. 
All  such  shipments  pursuant  to  this 
paragraph,  except  for  canning,  shall  be 
Inspected  by  the  Federal-State  Inspec- 
tion Service  and  shall  be  subject  to 
assessment  pursuant  to  §  987.201. 

(d)  Goifernment  purchases.  All  ship- 
ments of  potatoes  purchased  by  the  Com- 
modity Credit  Corporation  in  accordance 
with  the  provisions  of  the  price  support 
program  and  billed  by  or  at  the  direction 
of  the  U.  S.  Department  of  Agriculture 
shall  be  subject  to  Inspection  by  the  Fed- 
eral-State Inspection  Service  and  to  as- 
sessment pursuant  to  §  987.201,  but  are 
not  otherwise  subject  to  the  requirements 
for  a  Certificate  of  Privilege. 

These  rules  and  regulations  for  Issu- 
ance of  exemption  certificates  and  cer- 
tificates of  privilege  shall  become  effec- 
tive thirty  days  after  publication  thereof 
In  the  Federal  Register. 

Done  at  Washington,  D.  C.  this  15th 
day  of  March  1949. 

{seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

(P.   R.    Doc.    49-2083;    Filed,    Mar.    18,    1949; 

8:47  a.  m.l 


TITLE   12— BANKS  AND 

BANKING 

Chapter  II — Federal  Reserve  System 

Subchapter   A — Board  of  Governors  of  the 
Federal  teserve  System 

IReg.  W] 

Part  222 — Consuicer  Instalment  Credit 

sale  of  demonstrator  automobile 

§  222.124  Sale  of  Demonstrator  auto- 
mobile. The»  Board  Is  of  the  view  that 
the  sale  of  an  automobile  which  has  been 
used  and  driven  as  a  "demonstrator"  by 
an  automobile  dealer  or  salesman  consti- 
tutes the  sale  of  a  used  automobile  for 
the  purposes  of  this  part.  This  view  ap- 
plies even  though  the  automobile  has  not 
been  sold  previously,  and  regardless  of 
whether  the  sale  of  the  demonstrator  oc- 
curred before  or  after  the  next  successive 
model  change  for  the  make  of  automobile 
in  question.  In  such  a  case.  Part  4  of 
S  222.9  requires  that  the  down  payment 
or  maximum  loan  value  be  calculated  on 
the  basis  of  the  specified  percentage  of 
the  "appraisal  guide  value  '  where  such 
value  is  lower  than  the  "cash  price." 
(See.  11  (i),  38  Stat.  262.  sec.  5  (b>,  40 
Stat.  415.  as  amended;  12  U.  S.  C.  95  <a), 
248  »1)  ;  E.  O.  8843.  Aug.  9.  1941;  ft  F.  R. 
4035,  3  CFR.  1943  Cum.  Supp.) 

Board  or  Governors  of  the 
Federal  Reserve  System, 
fsEAL]     S.  R.  Carpenter. 

Secretary. 

(P.   R.   Doc.   49-2077;    Piled.   Mar.    18,    1949; 
8:46  a.  m.l 
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TITLE  15 — COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

[Allocation  Order  M-81.  as  Amended  Mar.  11. 
1949] 

Part  338 — Allocation  Orders 

SUBPART — cans 

Subpart— Cans,  §§  338  31  to  338.46  'Al- 
location Order  M-fil.  as  amended  Feb- 
ruary 3. 1949)  is  hereby  amended  to  read 
as  follows: 


PUKPOSI 


Sec. 
338.31 


What  this  *ubpart  does. 

DEFINmoNS 

338.32     Definitions. 

RESTRICTIONS     ON     CAN     If  ANTTTACTURERS 

338  33     General  restrictions  on  sale,  manu 
338.34 


facture  and  delivery. 
Completion    and    sale    of    outdated 
cans. 


RESTRICTIONS    ON    CAN    USERS 

338.35  General  restrictions  on  use  of  cans. 

338.36  Exceptions. 

MISCELLANEOns    PROVISIONS 

338.37  Appeals. 

338  38     Communications.    ' 
338.39     Violations. 

BCHEDUIXS 

338.45  Schedule  I;  can  specifications. 

338.46  Schedule  H;  quota  restrictions. 

AirrHORmr:  {5  338.31  to  338.46  Issued  un- 
der Title  ni,  56  Stat.  177.  as  amended.  Pub. 
Law  469,  80th  Cong.;  50  U.  S.  C.  App.  and  Sup. 
633:  Parts  II,  III.  E.  O.  9841.  April  23.  1947, 
12  F.  R.  2645.  3  CFR,  1947  Supp..  E.  O.  9942, 
April  1,  1948,  13  F.  R.  1823.  3  CFR  1948  Supp. 

PURPOSE 

§  338.31  What  this  subpart  does. 
This  subpart  places  restrictions  upon 
cans  made  of  tinplate  or  terneplate. 
Cans  made  exclusively  of  blackplate  or 
tinplate  waste,  terneplate  waste,  tinplate 
waste-waste,  or  terneplate  waste-waste 
are  not  restricted  by  this  subpart.  The 
subpart  does  not  set  quotas  for  can  users 
or  limit  can  sizes.  Section  338  45  sets 
out  tinplate  and  terneplate  specifications 
for  cans  for  various  products  with  cer- 
tain exceptions  set  forth  in  5  338.36. 
Section  338.46  .sets  out  quota  restrictions 
on  can  manufacturers'  consumption  of 
tin  in  making  cans. 

definitions 

5  338.32  Definitions.  For  the  purpose 
of  this  subpart: 

(a  •  "Can"  means  any  una<;ed  con- 
tainer made  In  whole  or  In  part  of  tin- 
plate  or  terneplate  which  is  suitable  for 
packing  any  product .  The  term  includes 
any  container  which  has  a  closure  or 
fitting,  made  in  whole  or  In  part  of  tin- 
plate  or  terneplate.  but  does  not  include 
a  glass  container  having  .such  a  cie.'^ure  or 
fitting.  The  term  does  not  include  fluid 
milk  shipping  containers. 

(b)  "Tinplate"  means  steel  sheets 
coated  with  tin  (including  primes  and 
seconds)  and  Includes  (1)  electrolytic 
tinplate  in  which  the  tin  coating  is  ap- 
plied by  electrolytic  deposition,  and  (2) 
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hot  dipped  tinplate  In  which  the  tin  coat- 
ings are  applied  by  Immersion  in  molten 
tin.  The  term  does  not  Include  tinplate 
waste-waste  or  tinplate  waste. 

(c)  "Terneplate"  means  steel  sheets 
coated  with  terne  metal  (Including 
primes  and  seconds ) .  The  term  does  not 
Include  terneplate  waste-waste  or  terne- 
plate waste. 

(d)  "SCMT"  means  special  coated 
manufacturers'  terneplate. 

(e)  "Waste"  means  scrap  tinplate  and 
terneplate  (Including  strips  and  circles) 
produced  in  the  ordinary  course  of  man- 
ufacturing cans  and  tinplate  and  terne- 
plate strips  produced  in  the  ordinary 
course  of  manufacturing  tinplate  and 
terneplate.  The  term  also  includes  tin- 
plate  and  terneplate  parts  recovered 
from  used  cans. 

.(f)  "Waste- waste"  means  hot  dipped 
or  electrolytic  tin-coated  steel  sheets  or 
steel  sheets  coated  with  terne  metal  which 
have  been  rejected  during  processing  by 
the  producer  becau.se  of  Imperfections 
which  disqualify  such  sheets  from  sale  as 
primes  or  seconds. 

(g)  "Blackplate"  means  steel  sheets 
(other  than  tinplate  or  terneplate)  29 
gauge  or  lighter.  The  term  includes 
"blackplate  rejects",  chemically  treated 
blackplate  (CTTB),  tinplate  waste-wa.ste. 
terneplate  waste-waste,  tinplate  waste 
and  terneplate  waste. 

RESTRICTIONS  ON  CAN  MANUFACTURERS 

5  338.33  General  restrictions  on  sale, 
manufacture  and  delivery.  Nc  person 
shall  manufacture,  sell  or  deliver  any  cans 
which  he  knows,  or  has  reason  to  believe, 
will  be  accepted  or  used  In  violation  of 
any  provision  of  this  subpart.  <See 
5  338.46  for  quota  restrictions  on  manu- 
facture. ) 

5  338.34  Completion  and  sale  of  out- 
dated cans.  Whenever  can  material 
specifications  for  a  product  are  changed 
by  an  amendment  to  this  sub-part,  a  can 
manufacturer  may  continue  to  sell,  make 
and  deliver  cans  for  that  product  in  ac- 
cordance with  the  former  specifications 
and  must  not  make  any  cans  conforming 
to  the  new  specifications  as  long  as  there 
Is  available  to  him  tinplate.  or  terneplate 
which  was  intended  for  u.se  under  the 
former  specifications,  and  which  was  in 
process  at  the  tin  mill  or  in  its  inventory 
for  his  account,  or  in  his  own  inventory 
on  the  date  of  the  change. 

RESTRICTIONS  ON  CAN  USERS 

5  338.35  General  restrictions  on  use  of 
cans.  No  person  may  use  a  tinplate  or 
terneplate  can  for  any  purpose  other  than 
for  packing  the  products  listed  in  Sched- 
ule I  in  accordance  with  the  material  lim- 
itations set  forth  in  that  schedule.  The 
only  exceptions  to  this  section  are  set 
forth  in  5  338.36. 

§  338.36  Exceptions — (a>  Cans  per- 
mitted before  an  amendment.  Whenever 
can  material  st)ecifications  for  a  product 
are  changed  by  an  amendment  to  this 
subpart,  any  person  may  pack  that  prod- 
uct in  any  can  which  was  permitted  be- 
fore the  amendment  If  the  can.  or  the 
tinplate  or  terneplate  incorporated  in  it, 
was  in  his  inventory,  in  the  inventory  of 
the  can  manufacturer,  or  in  the  process 
or  in  inventory  at  a  tin  mill  for  the  ac- 
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count  of  the  can  manufacturer  on  the 
date  of  the  amendment.  A  packer  may 
accept  and  use  any  outdated  cans  for 
any  product  produced  under  §  338.34 
which  the  can  manufacturer  offers  to 
him  before  using  any  cans  for  that  prod- 
uct produced  under  the  new  specifica- 
tions. 

(b)  Products  which  are  not  to  be  sold. 
Cans  may  be  used  to  pack  any  product 
which  Is  not  to  be  sold  in  the  same  or 
different  form,  but  this  does  not  permit 
the  use  of  cans  contrary  to  the  other 
provisions  of  this  subpart  for  the  pur- 
pose of  aiding  or  promoting  the  sale  of 
a  product. 

MISCELLANEOUS  PROVISIONS 

§  338  37  Appeals.  Appeals  for  relief 
or  exemption  from  the  provisions  of  this 
subpart  or  ODC  action  thereunder  shall 
be  filed  in  accordance  with  §§336.51  to 
336.61  (Allocation  Regulation  3>,  by  ad- 
dressing a  letter  in  triplicate  to  the  Gen- 
eral Products  Division,  Office  of  Domestic 
Commerce,  Department  of  Commerce. 
Washington  25.  D.  C.  Ref.:  M-81.  The 
letter  of  appeal  should  state  the  provi- 
sion of  Order  M-«l  appealed  from,  the 
precise  relief  desired,  the  reasons  why 
denial  of  the  appeal  would  result  in  un- 
due and  excessive  hardship  on  the  appel- 
lant not  suffered  by  others  similarly  sit- 
uated or  would  result  in  Improper 
discrimination. 

§  338.38  Communications.  All  com- 
munications concerning  this  subpart 
shall,  unless  otherwise  directed  be  ad- 
dressed to:  General  Products  Division. 
Office  of  Domestic  Commerce.  Depart- 
ment of  Commerce.  Washington  25.  D.  C, 
Ref.:  M-81. 

§  338.39  Violations.  Any  person  who 
wilfully  violates  any  provision  of  this 
subpart  or  who,  in  connection  with  this 
subpart,  wilfully  conceals  a  material  fact 
or  knowingly  furnishes  false  information 
to  any  department  or  agency  of  the 
United  States  is  guilty  of  a  crime,  and 
upon  conviction  may  be  punished  by  fine 
or  imprisonment.  In  addition,  any  such 
person  may  be  prohibited  from  making  or 
obtaining  further  delivery  of.  or  from 
proce.ssing  or  using,  material  under  allo- 
cation control. 

SCHEDULES 

§  338  45  Schedule  I:  can  specifications. 
Columns  (2)  and  (3)  specify  the  weights 
of  tinplate  or  terneplate  which  may  be 
used  for  the  soldered,  welded  and  non- 
soldered  parts  of  cans  for  the  products 
listed  in  Column  (1>. 

Any  person  may  u.se  for  packing  a  listed 
product  blackplate  cans  or  cans  with  a 
tin  coating  lighter  than  that  specified  for 
that  product. 

Wherever  0.25  electrolytic  tinplate  is 
specified.  SCMT  may  be  used.  When 
only  a  figure  is  given  in  Column  (2)  or 
( 3  > .  this  means  that  tinplate  may  be  used 
for  the  part,  and  the  figure  given  indi- 
cates the  maximum  weight  of  tia  coating 
per  single  base  box. 

Menders  arising  in  the  production  of 
0.50  electrolytic  tinplate,  which  have  been 
hotdipped  with  a  maximum  tin  coating 
of  1.25  pounds  per  ba.se  box.  may  be  used 
wherever  0.50  or  heavier  tinplate  is  speci- 
fied in  these  columns.   Menders  arising  in 


the  production  of  0.25  electrolytic  tin- 
plate  which  have  been  converted  Into 
SCMT  may  be  used  wherever  0.25  or 
heavier  tinplate  is  specified  in  this  order 
for  nonfood  cans. 

When  a  scored  can  Is  used  to  pack  any 
of  the  meat  products  listed  in  this  sec- 
tion, 1.25  tinplate  may  be  used  for  the 
body  of  the  can. 

Can  SpBcirictTioNS 


Product 
(1) 


Fruit  and  friiil  products 

1.  .\|ii>1ps.  inrliii1in(r  rrabajiplps 

2.  .\pi>lo  butter 

3.  AiMilo  Jiiiw 

a.  Eiianiple<l  cans 

h.  Plain  bodies 

4.  Apple  sauce,  Includinn  sauce 

from  crahapples 

fi.  .Aprieots 

fi.  nanana.s 

7.  nt>rries .- 

8.  Cherries 

9.  f'herry  juice 

10.  Citrus  concentrate* 

11.  Citnis  pulp  and  p«*l 

12.  Cranberries 

13.  Currants 

14.  Dehydrated     fruits     eioept 

Iirunes 

l.S.  Dehydrated  prunes 

Ifi.  Kins 

17.  Fruit  cocktail 

1«.  Froren  fruit .• 

19.  Fruits.  mixe<l  and  for  salad... 

20.  f lr»i)e  juice  and  prai>e  pulp.. . 

21.  flrai>es 

22.  CiraiH-fruit  Juice 

23.  Grapefruit,  orange  or  mixed 

scKinents — 

24.  Jams,     jellies,     marmalades 

and  preserves 

2.'S.  T.emon  juice 

2«.  Lime  juii* 

27.  Nectars 

28.  Olives: 

a.  Whole 

h.  Chopiied 

29.  Orange  juice 

SO.  OranKe-graiM-fruit  jiilc* 

31.  Pat>3yas  and  juice 

•'52.  Pc;»ches 

.T?.  Pears 

34.  Pectin.-  

3.S.  Pineapple 

3fi.  Pineapple  Juice 

37.  Plums 

3>».  Pnmes,  dried  In  syrup 

39.  Pnjnes,  fre.sh 

40.  Prune  juice 

41.  Quinces 


Soldered 

or  welfled 

parts 

(2) 


VegtltthU  and  rfgetahtf  products 


42. 
4.1. 
44. 


4y 

4ti. 
47. 
4K. 
49. 
."lO. 
M. 
S2. 
.S3. 
.M. 

.'.«. 
.S7. 
M. 
.'.9. 
fin. 
fil. 
fi2. 
63. 
M. 
fi.S. 

(>;. 
H7. 

I'<H. 
t.9. 
70. 
71. 
72. 
73. 
74. 
7.V 
70. 


.Artichokes 

Asparaiius 

Brans,  dried: 

a.  with  tomato  sauce 

b.  without  tomato  sauc*. 

Be;»ns,  ereen  or  wax 

Hi'ans,  fresh  shelled 

Reims  and  bamboo  sprouts... 

He<'i<    

Broccoli . 

Bru.s-scls  sprouts 

Carrots 

Carrot  juiof 

Cabbage 

Cauliflower 

Celery 

Celery  juice 

Chard 

Chili  .'^auce 

Chow-chow.. 

Corn 

Corn  on  cob  

Dehydrateil  vecetahlcs 

Frozen  ve)!etablc< 

C»reen  leafy  vetfctables 

Hominy 

I,entils 

Mixe<l  vegetables,  fresh 

Mushi>ooms ■ 

Okra 

Onion.s - 

Pens,  green 

Peas  and  carrots 

Pickles 

Pimientoes  and  |>ep|>ers 

Potalo«>s,  swe«>t 

I'otatoes,  while  (.sticks  and 

chips  uot  included) 


Non- 

solderel 

parts 

(S) 


1..V) 

0..50 

1.50 

1.50 

1..V) 

l.S) 

1..V) 

.50 

l.V) 

.50 

L.-iO 

1.50 

\.2S 

1    il 

\.») 

1..VI 

I.SII 

l..'i> 

l..vt 

1.50 

1.2.1 

\.V> 

\.2S 

1.2.-. 

l.-'iO 

1.50 

1.50 

1.50 

.fit 

.,50 

\.V> 

1.25 

l.-Vl 

.50 

L.W 

.50 

..V) 

..VI 

\.H\ 

.SO 

\.M 

}.H) 

l.-'iO 

l.Vl 

1.25 

1.25 

1.25 

1.25 

1..V) 

l.-'iO 

l.il 

1.25 

1.25 

1.25 

1.50 

..50 

1.50 
l.,V) 
1.25 
1.25 
1.25 
1..V) 
1.50 
1..50 
1.25 
1.25 
1.50 
1..5<l 
l.-'iO 
1..5fl 
l.SO 


1.25 
1.25 


1.25 

..50 

1.25 

..VI 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.25 

1.50 

.50 

.-50 

.r*\ 

.50 
1.25 

..50 

.50 
1.25 
1.25 
1-25 
1-25 

..•iO 
1.25 
1..50 
1.25 
1.25 

1.25 


l.-IO 
1..V) 
1.25 
1.25 
1.25 
.50 
.-50 
1.-50 
1.25 
1.25 
l.-V) 
1.50 
1.-50 
1.-50 
1..50 


.50 
1.25 

..VI 
..50 
.-50 
.50 
.•5i» 
1.25 
.-50 
.-5.1 
.50 
..50 
..50 
.-50 
.-VI 
.•VI 

..v» 

1.25 
l.Vl 
.VI 
.•VI 
.  25 
.•V» 
.-50 
..VI 
.•VI 
.  VI 
.Vt 
.-V» 
.VI 
.-50 
.VI 
1..V) 
.•VI 
.VI 


Saturday,  March  19,  1949 

CAJf   RnnriCATio.Ns — Continued 


Product 

m 
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Trvctnble  mni  veartahle 
prviluftt — Continued 

77.  Pumpkins  and  squash 

7t«.  Khubarb 

71*.  Kioe... 

N).  Rutabagas 

M.  Sauerkraut 

W.  ."Sauerkraut  Juice 

H3.  Soups 

M.  Succota-sh 

K'>.  'r<)niat<ies 

Mi.  'I'omntws  and  okra 

87.  Tomato  t'al>up 

W.  Tomefojiiice  ..    

t>y.  Tomato  juice  with  other  vege- 
table-juices  

WV  Tomato  paste 

91 .  Tomato  pulp  and  imree 

V2.  Tomato  sauce,  including  spa- 
ghetti sauce 

93.  Turiiitis  

>°i«A  and  iktllfiik  (proccutd  and  in 
ktrmtticaUf  seoUd  cmiuj 

94.  .Anchovies 

95.  Caviar   

Wi.  Clams    .  • 

97.  Codfish  cakM 

Vh.  Crabmeat 

99.  Crawfish 

1(«i    F.els  

101.  Finnan  haddie 

Itr.'.  Fi.sh  flakes    

103.  Fi.sh,  ground   

KM.  Fish  livers  and  fish  liver  oik.. 

Wk  Fi.vh  roe         . .       '. . 

Iii6.  Herring.  Atlantic  Sea,  Includ- 
ing sardine*: 

a.  Hound  calls   

h.  Oblong  cans 

c.  Oval  cans 

107.  Herring,  Pacific  Pea 

liik.  Herring,  river,  including  ale- 
wives 

loe.  Ix)bster   

no    Mackerel 

111.  Menhrtden 

112.  Mullet    

113.  Mu.ss«ls. 

114.  Oysters 

lis.  Pilehard.',  inrhiding  aardinee: 

a.  Bound  cans 

b.  Oblong  cans 

c-  Oval  cana 

llf..  Salmon 

117  Scalloiw 

UK.  Shad 

119.  Shrimp 

120.  .'Jhrimp,  fresh  cooked  Alaska 

refnlgerated .• 

121.  S«iui(1     

122.  Tuna    ...  

123.  Turtle 

/tetry  predutti 

124.  Butt4>r  and  margarine 

125.  Cheese   

12ft.  Cream,  froien   

127.  Ice  creaiu  and  Ice  cream  mix 

(wet»  

12^.  Liquid  modiflcatioas  of  milk.. 

12".*.  Milk,  condexiseil      

1-311.  Milk,  evaporated 

a.  Ml*  oi.  or  larger. 

b.  ruder  14h  oc 

131    Milk, gnat      

132.  Milk,  (skimmed)  dry  or  pow- 

dered      

133.  Milk   (whole)  dry  or  pow- 

derea 

Mfol  and  meo/  produett  (profftted 
and  in  kfrmelicaUt  staled  cans) 

134.  Me^t  |kroduct«  as  follows: 

a.  Bacon: 

1.  14  lb.  or  larger 

a.  Under  14  lb 

b.  Beef,  veal,  and  mutton 

or     pork     (corned , 
roa.st  or  l>oiled): 
Cans  with   all  seams 

soldered  

Cans  with  only  side 

seams  soldered 

e.  Brains , 

d.  Chili  eon  came 

e.  Corned- t>eef  hash 

f.  Hamburger     with     or 

without  onknis 

R.  Hams,  whole 

h.  Ham  and  eggs  

L  Luncheon  meats 


Soldered 

or  welded 

parts 

(2) 


1.25 
l-.5(l 

..50 
1.25 
I. -50 
l.fiO 
1.25 

.80 
1.2S 
1.25 
1-28 
1.28 

1.25 
1.25 

1.25 

1.25 
1.25 


.Nl 
.50 
.5(1 
.80 
..50 
.SO 
..V) 
..50 
..50 
-.50 
.2.5 
..50 


.60 
1.28 
1.25 

.80 

.80 
.80 
.80 
.80 
.80 
.50 
.80 


.50 

ISO 

1  28 

1.2.5 

-.5<l 

-SO 

.60 


1.28 
.80 
.80 
.60 


.80 

.60 

1.2S 

.60 
.78 
.78 

1.26 

.78 

L25 

.60 

.60 


1.25 

.60 


1.25 


Non- 
soldered 
parts 

(3) 


0..50 

1.  M 

.80 

..50 

1.80 

l.W 

.80 

.80 

1. 28 

1.25 

1.25 

.80 

1.Z5 
1.25 
1.25 

1.25 
.-10 


.50 
..50 
.50 
.30 
..50 
.•V) 
.•50 
..54) 
..50 
..V) 
1.25 
.50 


..50 

.80 

1.25 

.50 

.50 
.80 
.80 
.50 
.80 
.SO 
.60 

.50 
1.Z5 
1.25 
.SO 
..50 
.80 
.80 

..50 
..50 
.60 
.60 


..50 

.60 

1.28 

.80 
.75 
.75 

1.28 

.78 

L25 

.60 

.28 


1.28 
.60 


1-2S 


.80 

.60 

.80 

.80 

.80 

.80 

.80 

.50 

.60 

.60 

L2S 

L25 

.80 

.80 

.80 

.80 

FEDERAL  REGISTER 


Cam    SrECiPiCATioNs — Continued 


1249 


Product 
<1) 


Meat  and  tnrat  pntdurtt 
(proftsned  and  in  htrmtt- 
ically   sealed    rnnn) — Con. 

134.   Meat    productH    an    fol- 
lows— Continued 
].  Meat  and  gravy,  includ- 
ing goulash 

k.  Meat  loaf.. ^ 

1.  Meat  spreads 

m.  Pickled  pigs  feet 

n.  I'ork  and  soya  links 

o.  Potted  meats 

p.  Sausage,  bulk 

q.  Sausage  in  casings 


1. 
2. 

3. 


Vienna  sausage 
Frankfurters,  pork 

sau.sage — 

Sausage  in  oil,  lard 
or  rendered  pork 

fat 

r.  Pcrapple 

S.  Pt/'WS  

t.  TamaUs 

u.  Tongue 

v.  Tri|>e 


Poultry  and  poultry  products  (prn- 
ctssfd  GTuf  in  kertneticallt  sealed 
cans) 

135.  Chicken    and    veal    with 

noo<lles 

13<i.  Chicken  or  turkey  a  la  king.. 

137.  Enchiladas 

138.  Turkey  or  chicken 

139.  Poultry  spread 


Miscfllnnrous  food  products 


140. 
141. 


142. 


143. 
144: 
14.5. 
146. 
147. 
14K. 
149. 
180. 

1.51. 
152. 
1-53. 
154. 

168. 
156. 
157. 


1.5R. 
159. 

IfiO. 
101. 

182. 

IfiS. 
IM. 
ItiS. 


166. 

Ifi7. 
16H. 
IGte 


160. 


.Animal  foo<ls 

Baliy  foods: 

a.  Choptieti  aad  pureed 

b.  Chopped    and    pureed 

meats 

c.  Liquid  milk  formula  . .. 

d.  Soybean  milk,  liquid    . 

e.  Dry  or  jwwdered  milk 

formula . . 

Bakery  products  containing 
more  than  12  percent  mois- 
ture  

Beer 

CtTtal 

Chopsuey 

Chow  mein 

Coconut,  shredded 

CofTee  (including  soluble) 

Eggs,  frozen :... 

F.itracts    and    flavorings, 
li(|uid 

Honey 

Lima  bean  loaf  

Lol«st<'r  Newbnrg 

Macaroni  with  cheese  or  to- 
mato sauce  

Mayonnaise 

Nut  meats 

Oils,  liquid,  edible: 

a.  8.gal.  or  larger 

b.  I'nder  5-gal  

Pastes  and  condiments 

Peanut  butter  and  other  nut 

butters '.. 

Ravioli  

Shortening,    vegetable    and 

animal... 

Soda  fountain  fruit  and  other 

acid  syrups 

Si>ak:hctli  in  sauce.. 

S|K'cial  dietary  foods 

Syrups,  sweet: 

a.  .All  scams  soldere«l  

b.  Only  side  si-ams  soldered 

Syrup,  chocolate 

Syrup,  malt  

Yeast 

Any  other  food  products  for 
l.S.  Anny  exjxirt  or  I'.  8. 
Navy  ofTshore  use  only 
Another  food  product* 


Soldered 

or  welded 

parts 

(2) 


Non- 
soldered 
parts 

(3) 


Nonfood  products 


170.  Abrasiw>»   and    valve  grind- 

ing com  |x>unds . 

171.  Alcohol,  pharmaivutical  and 

chemicslly  pure 

172.  Antitreere 

173.  Aniline - 

174.  Auto  supplies,  only  as  follows: 

a.  liadiator  antlrust  com- 

pounds, li<iuid  

b.  Carbon  removers 

c.  Kad  iator  slop-U-ak  

>  No  tinplate  or  terneplate. 


..50 
.50 
l.JSO 
..V) 
.511 
.80 
.SO 
.50 

.50 


.!« 
.-50 
-.50 
..50 
..50 
1.25 


.80 

..50 
.80 
.•VI 
.80 


.25 

1.60 

1.25 
1.25 


,50 


.80 
..50 
.50 
1.2.5 
1.2.5 
.•V) 
.25 
..50 

1.25 
1.25 

..V) 
.60 

1.25 

L.Vl 

.25 

1.25 

.•VI 
1.25 

O.ftI 
1.28 

.25 

1.25 

1.25 

.60 

1.25 
.80 
.80 
..V) 
.60 


Any 

.25 


.60 

1.25 

.25 

1.28 


.80 
.25 
.80 


0.50 
..V) 
..V) 

1..50 
..V) 
..50 
..50 
..V) 
.50 

.80 


.•VI 
.•50 
..50 
..V) 
.-VI 
1.25 


.-V) 
..V) 
.50 

..V) 
..VJ 


.25 

1-.V) 

1..V1 

1.25 

.50 

.25 


.80 
.50 
.50 
..V) 
.50 

•AO 
.25 
.50 

1.25 

1.25 

..VI 

.50 

..V) 

1.80 

.25 

1.25 

.50 

.25 
0.50 

.25 

1.25 
.V) 
.25 

1.25 
.50 
.50 
.50 
.80 


Any 
.28 


(') 


1.25 

.28 

L25 


Can    SPKrincATiONB — Conttnned 


(') 


.80 
,50 


Product 
(1) 

Soldered 

or  welded 

parts 

(2) 

Non- 

solf'ered 

I  arts 

(3) 

175. 

17fi. 

oiifood  products — Con. 

Bee  feeder,  cans  (or  use  in 
shipping  bc<s 

Benroi,  toluene,  naptha, 
xvlcne      

aeo 

.28 
..VI 
.25 
.25 
-25 
.25 

1.26 

.25 
.25 

l.V) 

1.25 

.25 

.25 

.W 
.N) 
.80 
..'« 
.f« 
.80 

-Ml 

-50 

SO 

1.23 

.fO 

1.25 

.25 

-to 

.25 

.25 
.25 

.28 
1.25 
1  80 

..V) 
.25 
.25 

.80 

.25 

.25 

eCMT 

.25 

-28 

.25 

1.50 

1-25 

-80 
.25 

.80 

1.28 

.80 

.80 
.25 

.80 
1.25 
1.25 

.28 
.80 

.SO 
.25 
-28 
.28 
-60 
(•) 

1.26 
.25 
.80 
.60 
-25 
.60 

(') 
0  25 

177 

Bl(K)d  plasma          .  .      

'.'5 

I7H. 
179 

Boiler  sealing  compound 

Huffing  c(>m|)ound8 

.25 

(1) 

IKO 

Carlson  disulfide 

25 

IMl 

Caulking  com iK)und    

(') 

182. 
1S3. 

Cements,  only  us  follows: 

a.  Neoprene  base  rubber 

cement            

b.  Other  synthetic  rubbers, 

natural   rubber,    lino- 
hum,  solvent  ba,si'       . 

c.  Fiirn&ce  cement . 

Chemicafs.  <lry.  only  as  fol- 
lows: 

a.  Phenols 

1.25 

.26 

(') 

l.V) 

184. 

b.  Ammonium  salts 

c.  Cyanide  s:ilts    

d.  Hypochlorite  powders    . 
Chemicals,    liquid,    only    as 

foll<rws: 
a.  .Alcohols,  ifldehyde  and 
lialocenated  hydrocar- 
bons   

1.28 

(') 
.28 

.50 

b.  Chloropicrin  

c.  Bromoacetone 

..V) 
..50 

185- 

d.  Monochloroacetone 

e.  Acrolein   

(.  Sodium  silicate.    

Cleaners.  «nly  as  follows: 
a    Wall|»aper        

..VI 
..50 
..50 

b.  Window  spray 

c    Radia*or  liquid        

.80 
SO 

INfi 

Chloroform  and  ether         

1.2J 

187. 

1K8 

Creosote  and  woo<l  pnserva- 
tives        

(') 
1.25 

IJW. 

190. 

Dyes  

.25 
.80 

191. 

Film  boxes 

.28 

19B. 

Fire    extinguisher    fluid    or 

(1) 

IV) 

Furnace  cement       

(I) 

194. 

Gasket     assembling    com- 

(I) 

195 

(1  lues  and  adhcsives    

1.25 

19fi 

Olvcerine         

l.V) 

197. 
19h. 

li*9. 
200. 

drain  fumigant.  liquid .. 

(iraphite  with  liqui<l  content. 

Hy<  raulic  brake  fluid 

Ink,  spirit  aniline  and  roto- 
gravure 

.80 

(') 
.25 

.80 

201, 
202. 
203. 

Ink.  pfinting,  duplicating 
and  ll*hogra|)hing 

Insecticides,  and  fungicides 
(liquid!  —   — 

Lubricating  oils.  Including 
motor  oil: 

a.  Motor   oil,    Iqt.   round 

refinery  sealed 

b.  Motor  oil.  other  size*  or 

(') 
.28 

(') 
(■) 

204. 

205. 
200. 

c.  other  lubricating  oils 

Machine  ribbons..  

Nicotine  sulphate. 

Oils.    es.sentijil:    distilled    or 
cold  iiresaed                      

<■) 
.25 
1..VJ 

1.2^5 

207 

Oils,  transformer       

.50 

2U.S. 
209. 

Ointments  and  salves 

Paints: 

a.  Aluminum  |»int 

b.  Copier  bottom  or  anti- 

fouling 

.26 
.80 

1-25 

c.  Lacquer     and     lacquer 

thmner 

.80 

210 
211 

d.  Paste  water  paints,  in- 

cluding resin  emulsion. 

e.  Pigmented  oil  paints  ... 
(.  VarnLshes,     oil     stain, 

shingle  stain 

Pla.slic  wood. 

Phos  )horus               

.50 
28 

-SO 
1.25 
1.25 

212 
213 

I'otis  les  and  waxes: 

a.  Solvent  base 

b.  Waterba.se 

Potassiiun  po-mansanate,  re- 
agent grade    

.80 

214 

Putty              

<7 
(') 

?15 

Roof  cement      

216 
217 
218 
219 

Rust  preventative 

Saccharin 

Shellac 

Soap: 
a.  Liquid    

(') 

.80 
(«) 

L2S 

b   Paste             

.28 

220 
221 
222 
223 

Podium  and  potassium  metala 

Sodium  peroil<ie   

Soldering  pa.ste,  fliu 

Stamp  pads 

.60 
.80 
.28 
.80 

*  8-|>«und  terneplate. 


l2:.o 


Can    BPBCiriCATiONS — Continued 


Product 
(1) 

Soldered 

or  welded 

parts 

(2) 

Non- 
soldered 
parts 

(3) 

224. 
22.'>. 
22r.. 
227 

onfood  producti  —  Ci>a. 

Turpentine 

Vamiih  and  paint  removers.. 

Welding  fluies 

Worm  killer,  sheep  and  cattle 
dip,     sheep    and     hor.« 
drnach  r(»'3t  |)aiut,  [>oul- 
try   reniedifs  and   other 
li'iuul  dLsinfectants: 
a    For  exteraal  use     . ,. 

O.SO 
.50 
.25 

.25 
1.25 

Any 
.25 

• 

0..V) 
.50 
•     (') 

.25 

h.  For  internal  use 

1.25 

2». 

Any    nonfooil    prclucts    for 
V.  8.  Army  or  U.  S.  Navy 
uae  onjy                    

Any 

220. 

Any  other  nonfood  products-. 

0) 

•  No  tInpUte  or  t<>rneplate. 

§  338.46  Schedule  11;  -quota  restric- 
tions— (a)  Restrictions  on  over-all  con- 
sumption of  tin  for  cans.  During  the 
first  six  months  of  1949.  In  making  cans. 
no  person  shall  use  more  than  50%  of 
the  tin  In  the  form  of  tinplate  coating 
than  was  contained  in  the  tinplate  he 
received  during  1947  for  making  cans. 

(b»  Equitable  distribution  of  cans.  It 
Is  the  policy  of  the  Government  that  can 
manufacturers  observe  the  following 
principles  in  distributing  their  produc- 
tion of  cans: 

(1)  Adequate  provision  for  the  food 
pack. 

(2)  Equitable  distribution  among  and 
within  various  groups  of  can  users,  in- 
cluding special  consideration  for  small 
business  and  hardship  cases  and  such 
provision  as  Is  reasonable  and  practical 
for  newcomers. 

Issued  this  11th  day  of  March  1949. 

Office  of  Domestic 
Commerce, 
[seal]  Raymond  S.  Hoover. 

Issuance  Qfficer. 

(F.    R.   Doc.   49-2011:    Filed,   Mar.    14,    1949; 
10:58  a.  m.j 


RULES  AND  REGULATIONS 

consigned  to  the  United  Nations  Organ- 
ization. Its  organs,  or  any  of  Its  special- 
ized agencies.  Shipments  by  the  World 
Bank  for  Reconstruction  and  Develop- 
ment under  this  general  license  must  be 
consigned  to  its  branch  offices,  field  of- 
fices, or  Its  officials  located  abroad. 

(c)  Ports  of  exit.  (1)  No  exportation 
may  be  made  by  the  United  Nations  Or- 
ganization under  this  general  licen.se 
from  any  port  of  exit  except  New  York. 
N.  Y.,  Baltimore.  Maryland,  Portland. 
Oregon,  and  San  Pranci.sco.  California. 

(2)  No  exportations  may  be  made  by 
the  International  Bank  for  Reconstruc- 
tion and  Development  under  this  gen- 
eral license  from  any  port  of  exit  except 
New  York.  N.  Y.,  Baltimore.  Maryland. 
Miami.  Florida.  New  Orleans.  Louisiana, 
San  Francisco.  California,  and  Buffalo, 
New  York.  (Pub.  Law  11.  81st  Cong.: 
E.  O.  9630.  Sept.  27.  1945.  10  P.  R.  12245; 
E.  O.  9919.  Jan.  3.  1948.  13  F.  R.  59) 

This  amendment  shall  become  effective 
March  9.  1949. 

Dated:  March  15.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

[F.   R.   Doc.   49-2085:    Filed.    Mar.    18.    1949; 
8:50  a.  m.l 


[3d  Oen.  Rev.  of  Export  Regs.,  Amdt.  62] 

Part  372 — General  Licenses 

general  license  "g-uno" 

Section  372.26  General  license  "G- 
UNO"  is  amended  to  read  as  follows : 

§  372.26  General  license  "G-t/NO"— 
(a)  Description.  A  general  license  des- 
ignated "O-UNO"  Is  hereby  established 
authorizing,  subject  to  the  other  provi- 
sions of  this  section,  the  exportation  of 
office  supplies,  equipment,  material,  and 
other  articles  necessary  to  carry  on  the 
official  business  of  the  United  Nations 
Organization  and  the  International 
Bank  for  Reconstruction  and  Develop- 
ment. 

(b)  Consignors  and  consignees.  Ship- 
ments under  the  provisions  of  this  gen- 
eral license  may  be  made  only  by  offi- 
cials of  the  Transportation  Service  of 
the  United  Nations  Organization,  and  by 
officials  of  the  International  Bank  for 
Reconstruction  and  Development.  Ship- 
ments by  the  United  Nations  Organiza- 
tion under  this  general  license  must  be 


Dept.  of 

Comm. 

Sched. 

B  \o.'  Commodity — Continued 

Wood  manufactures — Continued 
MlUwork — Continued 

422800  Trim  and  moldings. 

423990  Mlllwork  and  house  fixtures,  n. 

e.  s.  (Include  cupboards,  cabi- 
nets, mantels,  grilles,  panels 
(except  plywood),  partitions, 
stairs,  columns,  and  other 
built-in  house  fixtures,  made- 
up  or  knock-down) . 

(Pub,  Law  11.  81st  Cong.:  E.  O.  9630.  Sept. 
27,  1945,  10  P.  R.  12245 ;  E.  O.  9919,  Jan.  3. 
1948.  13  F.  R.  59) 

This  amendment  shall  become  effective 
March  11.  1949. 

Dated:  March  15.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F    R.    Doc.   49-2086;    Filed.    Mar.    18.    1949; 
8:50  a.  m.| 


[3d  Gen.  Rev.  of  Export  Regs  .  Amdt.  P.  L.  251 

Part  399 — Positive  List  of  Commodities 
AND  Related  Matters 

deletion  of  certain  commodities  from 
list 

Section  399.1  Appendix  A— Positive  List 
of  Commodities  Is  amended  by  deleting 
therefrom  the  following  commodities: 

Dept.  of 
Comm. 
Sched. 

B  No.^  Commodity 

Wood,  unmanufactured: 
Logs,  bolts,  and  hewn  timber: 
Softwoods: 
401200  Douglas   fir    (Including   "Ore- 

gon pine"). 
401900  Softwood  logs,  bolts,  and  hewn 

timber,  n.  e.  s.  (report  Port 
Orford      cedar.      including 
Lawson's     cypresa.      In 
401700). 
Sawmill  products: 
Hardwood  flooring: 
413100  Oak  flooring. 

413200  Other  hardwood  flooring,  except 

beech  and  pecan. 
Wood  manufactures: 
Mlllwork: 
422620  Residential     and     commercial- 

type     Interior     and     exterior 
doors  (Including  flush  doors). 
422690  Other  doors. 

422730  Window   sash,    glazed    and    un- 

glazed. 
422750  Window  and  door  frames. 

422770  Blinds      (except     Venetian), 

shades,  screens,  and  curtains 
(report  bamboo,  cane,  grass, 
rattan,  reed,  or  wlUoV  blinds, 
shades,  and  screens  In  429500; 
Venetian  blinds  In  423100). 


» xfie  Schedule  B  numbers  set  forth  In  this 
amendment  are  the  Schedule  B  numbers  aa 
revised  In  the  January  1,  1949,  edition  of 
"Schedule  B  Statistical  Classification  of  Do- 
mestic and  Foreign  Commodltlea  Exported 
from  the  United  State*". 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  204 — Danger  Zone  Regulations 

chesapeake  bay  from  point  lookout  to 
ced.ar  point 

Pursuarrt  to  the  provisions  of  section  7 
of  the  River  and  Harbor  Act  of  August 
8,  1917  (40  Stat.  266;  33  U.  S.  C.  1). 
§  204.42  governing  the  use  and  navigation 
of  waters  of  Cheaspeake  Bay  from  Smith 
Point  to  Cedar  Point  is  hereby  amended 
by  reducing  the  size  of  the  aerial  gunnery 
range,  establishing  two  aerial  target 
areas  therein,  and  eliminating  the  ground 
firing  range  and  seaplane  landing  area, 
as  follows: 

5  204.42  Chesapeake  Bay.  Point  Look- 
out to  Cedar  Point:  aerial  gunnery  range 
and  target  areas,  U.  S.  Naval  Air  Station, 
Patuxent  River.  Afd.— <a)  The  danger 
zone— (I)  Aerial  gunnery  range  <re- 
stricted  area).  The  waters  of  Chesa- 
peake Bay  within  an  area  described  as 
follows:  Beginning  at  the  easternmost 
extremity  of  Cedar  Point;  thence  easterly 
to  the  southern  tip  of  Barren  Island: 
thence  southeasterly  to  latitude 
38'0ri5".  longitude  76'05'33";  thence 
southwesterly  to  Kedges  Straits  Middle 
Ground  Buoy  14  (approximately  latitude 
37°59'36".  longitude  76n0'30"):  thence 
northwesterly  to  Fish  Net  Stake  Buoy  20 
W  (approximately  latitude  38'02'20", 
longitude  76n7'26"):  thence  northerly 
to  Point  No  Point  Light;  thence  north- 
westerly to  the  shore  line  at  latitude 
38°15'45";  thence  northeasterly  along 
the  shore  line  to  the  point  of  beginning. 
Aerial  machine  gun  practice  will  be  con- 
ducted In  this  area  throughout  the  year. 

(2)  Aerial  target  areas  (prohibited 
areas).  Nonexploslve  aerial  projectiles 
will  be  dropped  at  Infrequent  intervals 
in  the  following  areas: 

(1)  A  circular  area  with  a  radius  of 
400  yards  having  its  center  at  latitude 
38°16'54",  longitude  76'22'00"  (bearing 
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approximately  176"  true.  1,870  yards, 
from  Cedar  Point  Light ) . 

(ii)  A  circular  area  with,  a  radius  of 
600  yards  having  its  center  at  latitude 
38  1300".  longitude  76'19  00"  (bear- 
ing approximately  153°  true.  11.130  yards, 
from  Cedar  Point  Light). 

(b)  The  regulations.  (1>  Through 
navigation  of  surface  craft  will  be  per- 
mitted at  all  times  in  the  aerial  gunnery 
range  outside  the  prohibited  areas. 
Such  vessels  shall  proceed  on  their  nor- 
mal course  and  shall  not  delay  their 
progress.  No  vessels  or  other  craft,  ex- 
cept military  and  naval  ve.ssels.  shall 
enter  the  prohibited  areas  at  any  time. 

(2»  Advance  notice  will  be  given  of 
the  date  on  which  firing  practice  is  to 
begin  in  the  aerial  gunnery  range,  and 
.<;uch  notice  will  be  published  in  "Notice 
to  Mariners."  The  range  will  be  used 
throughout  the  year,  and  no  further 
notice  that  firing  is  continuing  will  be 
given. 

<3)  Prior  to  firing  in  the  aerial  gun- 
nery range  or  In  an  aerial  target  area, 
the  area  will  be  patrolled  by  surface 
craft  or  naval  aircraft  to  warn  any  water- 
craft  likely  to  be  endangered  by  such 
firing  by  means  of  signals  that  firing 
practice  is  to  take  place.  Surface  craft 
so  used  will  display  a  square  red  flag. 
Naval  aircraft  will  employ  a  method  of 
warning  consisting  of  repeated  shallow 
dives  to  a  low  altitude  In  the  area  in 
which  firing  is  to  be  conducted,  follow- 
ing each  dive  with  a  sharp  pull-up. 

<4)  Any  watercraft  under  way  or  at 
anchor,  upon  being  so  warned,  shall  im- 
mediately vacate  the  area  or  areas  des- 
ignated and  shall  remain  outside  the 
areas  until  the  conclusions  of  firing 
practice. 

i5)  Military  and  naval  vessels  will 
conduct  gunnery  and  training  exercises 
in  the  aerial  gunnery  range.  When  there 
l!^  apparent  conflict  between  surface  craft 
with  attendant  planes  and  planes  operat- 
ing under  the  control  of  the  Naval  Air 
Test  Center,  Patuxent  River,  planes  from 
the  Naval  Air  Test  Center  are  expected 
to  keep  clear. 

(6>  Nothing  In  this  .section  shall  pre- 
vent oysterlng  or  the  setting  of  fishing 
structures  within  the  aerial  gunnery 
range  outside  the  prohibited  areas  in  ac- 
cordance with  approved  Federal  and 
State  regulations:  Prorwicd,  That  no 
permanent  or  semi-permanent  fishing 
structure  or  oyster  ground  markers  shall 
be  placed  on  the  western  side  of  Chesa- 
peake Bay  between  Point  No  Point  and 
Cedar  Point  without  prior  written  ap- 
proval of  the  Commanding  OCBcer, 
Patuxent  River  Naval  Air  Station. 

<7)  All  projectiles,  bombs,  and  other 
missiles  will  be  released  to  fall  within 
the  aerial  target  areas,  but  naval  au- 
thorities will  not  be  responsible  for  dam- 
age by  such  missiles  or  by  naval  er 
Coast  Guard  vessels  to  fishing  structures 
or  fishing  equipment  which  may  be  lo- 
cated adjacent  to  the  prohibited  areas. 

(8)  The  regulations  in  this  section 
•hall  be  enforced  by  the  Commandant, 
Fifth  Naval  District,  and  such  agencies 
as  he  may  designate.     I  Regs.  Feb.  25, 

No.  63 2 


FEDERAL  REGISTER 

1949,  CE  800  2121   (Chesapeake  Bay)  — 
ENGWR]      (40  Stat.  266;  33  U.  S.  C.  1) 

[SEAL]  Edward  F.  WiTSELL, 

Major  General, 
The  Adjutant  General. 

IP.    R.    Doc.    49-2087;    Filed,    Mar    18.    1949; 
8:50  a.  m.| 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Joi.N'T  Procurement  Regulations 

MISCELLANEOUS    AMENDMENTS 

The  Joint  Procurement  Regulations, 
formerly  published  as  Pp.rts  801  to  813. 
inclusive,  of  Chapter  VIII.  Title  10.  are 
amended  by  addition  of  a  new  paragraph 
(g  >  to  §  809:^04.  and  by  addition  of  a  note 
following  Subpart  H,  Part  809,  as  follows: 

S  809.604  Interpretations  not  found  in 
publications  furnished  contracting  offi- 
cers.    •     *     • 

(g)  The  Department  of  Labor,  effec- 
tive January  20.  1949,  amended  para- 
graph (bi  of  Article  101  (Manufacturer 
or  Regular  Dealer)  beginning  on  page  54 
of  Rulings  and  Interpretations  No.  3.  by 
adding  subparagraphs  (5)  and  i6'  read- 
ing as  follows: 

(5)  A  regular  dealer  In  raw  cotton  may  be 
a  person  who  owns,  operates  or  maintains  a 
store,  warehouse,  or  other  place  of  business  In 
which  materials,  supplies,  articles  or  equip- 
ment of  the  general  character  described  by 
the  specifications  and  required  under  the 
contract  are  bought  for  the  account  of  such 
persons  and  sold  to  the  public  in  the  usual 
course  of  business,  and  whose  principal  busi- 
ness Is  such  purchase  and  sale  of  such  mate- 
rials, supplies,  articles  or  equipment. 

( 6 )  A  regular  dealer  In  green  coffee  may  be 
a  person  who  owns,  operates  or  maintains  a 
store,  warehouse,  or  other  place  of  business  In 
which  materials,  supplies,  articles  or  equip- 
ment of  the  general  character  described  by 
the  specifications  and  required  under  the 
contract  are  bought  for  the  account  of  such 
persons  and  sold  to  the  public  In  the  usual 
course  of  busin(>s8,  and  whose  principal  busi- 
ness Is  such  purchase  and  sale  of  such  mate- 
rials, supplies,  articles  or  equipment. 

SUBPART  H — WAGE   AND  SALARY  REGULATION 

Note:  Effective  Immediately.  Subpart  H  Is 
rescinded,  so  far  as  It  relates  to  the  Depart- 
ment of  the  Air  Force  only,  and  the  following 
Instructions  shall  govern: 

(a)  No  attempt  will  be  made  to  Include  a 
wage  and  salary  approval  clause  In  cost-plus- 
a-fixed-fee  contract*  (or  contracts  containing 
labor  escalation  clauses).  Primary  opera- 
tional decisions  aa  to  allowable  wage  costs 
rest  with  the  contracting  officer.  Contract- 
ing officers  will  obtain  complete  justification 
that  wages  and  salaries  are  fair  and  reason- 
able before  certifying  reimbursement  vouch- 
ers therefor. 

(b)  Questions  regarding  the  subject  of 
wages  and  salaries  which  cannot  be  resolved 
by  the  command  concerned,  and  requests  for 
required  area  or  comparable  rates  should  be 
referred  to  the  Deputy  Chief  of  Staff,  Mate- 
riel. Headquarters,  United  States  Air  Force, 
Attention:  Industrial  Planning  Division, 
Washington  25.  D.  C. 

(c)  Without  placing  additional  require- 
ments upon  contractors,  a  copy  of  such  Infor- 
mation concerning  approved  wage  and  salary 
ratea  aa  Is  made  available  to  commands  by 
contracting  officers  should  be  furnished  to 
Deputy  Chief  of  Staff.  Materiel,  Headquarters, 


1251  • 

United  States  Air  Force,  Attention:  Indus- 
trial Planning  Division.  Washington  25,  D.  C. 

[Proc.  Cir.  7,  19491   (Pub.  Law  413.  80th 

Cong. ) 

[SEAL]  Edward  F.  Witsell, 

Major  General, 
The  Adiutant  General. 

]r.   R.   Doc.   49-2088;    Filed.   Mar.    18.    ;9.9;   ' 
8:50  a.  m.] 


Chapter  VII — Department  of  the  Air 
Force 

Subchapter    C— Personnel 

Part  884 — Appointment  of  Officers  in 
THE  United  States  Air  Force  for  Duty 
With  the  Judge  Advocate  General's 
Department 

Sec. 

884.1  Purpose. 

834  2  Definitions. 

E84.3  Grade  determination. 

8844  EnigiblUty. 

834.5  Extended  active  duty. 

884  8  Application  for  Regular  commlfrion. 

884  7  Screening  boards. 

8P4  8  Channels  of  communication. 

884  9  Reappllcatlon. 

884  10  Appointment. 

884.11  Forms. 

•  Authoutt:  {?  884.1  to  884.11  Issued  under 
sees.  502,  506.  515,  61  Stat.  883,  890,  906;  10 
U.  S.  C.  Sup.  506.  506c,  506d;  Transfer  Order  2. 
Oct.  1,  1947,  12  F.  R.  6736,  32  CFR  1947  Supp. 
Chapter  I. 

Derivation:  AFR  36-7.  February  1.  19'i8. 

§  884.1  Purpose.  The  regulations  In 
this  part  prescribe  the  procedure  for  the 
appointment  of  commissioned  oflBcers  in 
the  United  States  Air  Force  for  duty  as 
Judge  Advocates. 

§  884.2  Definitions,  (a)  "Immediate 
commander"  is  an  oflBcer.  directly  in  com- 
mand and  or  .supervision  of  an  applicant. 

(b)  "Air  Force  commander"  is  the 
commanding  general  of  each  geograph- 
ical air  force  of  the  Continental  Air  Com- 
mand. Zone  of  Interior,  or  the  senior 
United  States  Air  Force  commander  in 
each  command  overseas. 

5  884.3  Grade  determination — (a> 
Permanent  grades.  Appointments  will 
be  made  In  the  permanent  grades  of  first 
lieutenant  and  captain.  Persons  with 
less  than  seven  years'  service  credit  at 
time  of  appointment  will  be  appointed  in 
the  permanent  grade  of  first  lieutenant. 
Persons  with  seven  or  more  years'  service 
credit  at  time  of  appointment  will  be 
appointed  in  the  permanent  grade  of 
captain. 

(b)  Service  credit.  Each  person  ap- 
pointed an  offlcer  In  the  United  States 
Air  Force  under  the  provisions,  of  this 
part  is,  at  time  of  appointment,  credited 
with  an  amount  of  service  equal  to  three 
years.  In  addition,  he  is  credited  with  an 
amount  of  service  equivalent  to  the  total 
period  of  active  Federal  service  per- 
formed after  attaining  the  age  of  21  years 
as  a  commissioned  officer  in  the  Army  or 
Air  Force  of  the  United  States  or  any 
component  thereof  after  December  31, 
1947.  but  not  to  exceed  five  years. 

^c»  Temporary  grade!'.  Acceptance 
of  appKJintment  as  a  commissioned  ofBcer 
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In  the  United  States  Air  Force  will  not.  (f )  Be  admitted  to  practice  before  the 

of  Itself  affect  a  higher  temporary  grade  highest  court  of  a  State  or  Territory  or 

In  which  an  officer  on  extended  active  of  the  District  of  Columbia  and  be  in  good 

duty  is  serving  at  the  time.  standing  at  the  bar. 

^      .  (g)  Have  demonstrated  an  aptitude 

5  884  4    Eligibility.    An  applicant  sub-  j^^.  ^^^  military  service  by  having: 

mltting   an   application    for   a  Regular  ^j^  j^^^  designated  a  distinguished 

appointment  must:  military  graduate  of  the  senior  division, 

(a)  Be  a  citizen  of  the  United  States^  Reserve  Officers'  Training  Corps,  or 
Applicants  not  citizens  of  the  United  ,2)  Completed  a  minimum  of  one  year 
States  by  birth  must  furnish  evidence  of  ^^  active  duty,  not  necessarily  continuous, 
citizenship.  In  the  case  of  United  States  m  any  of  the  armed  forces.  (Persons 
citizenship  by  naturalization,  a  certifi-  otherwise  qualified  may  make  application 
cate  by  an  officer,  notary  public,  or  other  j^j.  active  duty,  with  a  view  of  obtaining  a 
persori  authorized  by  law  to  administer  Regular  commission,  in  accordance  with 
oaths,  giving  the  following  Information,  ^j^g  provisions  of  §  884.5). 

will  be  satisfactory  evidence:  ^Y\)  Have  a  record  free  of  conviction  by 

I  certify  that  I  have  this  date  seen  the  any  type  of  military  or  civil   court  for 

original   certincate   of   Citizenship   Number  other  than  a  minor  traffic  violation.    Re- 

(or  certified  copy  of  the  court  quest  for  waiver  may  be  made  In  the  case 

order  estaWUhlng  cltlzenehlp)  stating  that  ^^  other  minor  violations  which  are  non- 

- recurrent  and  which  are  not  considered 

(FuU  name)  nrejudiclal  to  performance  of  duty  as  an 

waa  admitted  to  United  States  Citizenship  ^^^^^^     Granting  of  a  waiver  wHl  not  be 

by  the  court  of  ----^-----^-g-,"-  considered  in  the  case  of  any  individual 

on                   __ The  following  was  who  has  been  convicted  of  a  crime  in- 

(Date)  volving  moral  turpitude. 

named  in  the  certificate  as  a  minor  child:  (D   Not  be  nor  have  been  a  conscien- 

I - •  tlous  objector. 

(Pull  name)  (j)  jjot  have  been  separated  from  any 

»ge •  of  the  armed  forces  under  other  than 

Under  no  circumstances  will  facsimiles  or  honorable  conditions. 

copies,    photographic   or   otherwise,   be  (k)  Not  be  nor  have  been  a  member 

made  of  naturalization  certificates.  of  a  fascist,  communist,  or  subversive  or- 

(b)  Have  passed  his  twenty-first  birth-  ganization. 

day,  but  not  have  passed  his  thirty-sec-  j  884.5    Extended  active  duty.    (a>  In- 
ond  birthday  on  the  date  of  his  appoint-  divlduals  who  do  not  hold  an  Air  Force 
ment  in  the  Regular  component.    How-  Reserve  commission  may  apply  for  same 
ever,  a  candidate's  age  may  exceed  thir-  under  the  provisions  of  regulations  con- 
ty-two  years  on  date  of  appointment  by  talned  in  §§  861.16  to  861.23  of  this  chap- 
the  numl^er  of  days,  months,  and  years  of  ^gr  <  13  P.  R.  8754) . 
active  commissioned  service  performed  (b)  Those  individuals  possessing  ap- 
In  the  Army  or  Air  /orce  of  the  United  polntment  in  the  United  States  Air  Force 
States  or  any  of  their  components  after  Reserve  and  those  who  receive  commis- 
December  31,  1947,  but  not  to  exceed  five  gions  in  the  United  States  Air  Force  Re- 
years.    In  unusually  deserving  cases  and  serve  under  the  provisions  of  paragraph 
until  June  30.  1953,  the  Secretary  of  the  (a)   of  this  section,  may  submit  appli- 
Air  Force  may  waive  this  maximum  age  cations  for  extended  active  duty  to  the 
limitation  for  any  applicant  who  served  Deputy  Chief  of  Staff.  Personnel.  Head- 
In  the  armed  forces  of  the  United  States  quarters.  United  States  Air  Force,  At- 
prior  to  September  2,  1945.    Such  waiver  tention:  Director  of  Military  Personnel, 
will  not  be  granted  to  any  person  who  Washington  25,  D.  C,  on  AF  Form  125 
will    have    attained   his    thirty-seventh  (Application  for  Extended  Active  Duty 
birthday  prior  to  July  1st  of  the  year  in  with  the  United  States  Air  Force)  with 
which   application   for  appointment   is  those  papers  pertaining  to  legal  qualifl- 
made.    In  any  case  where  waiver  of  the  cations  listed  in  §  884.6  (a>.    The  above 
maximum  age  limitation  would  be  re-  papers  will  be  returned  to  the  individual 
quired,  permission  must  first  be  obtained  after  action  on  his  application  has  been 
from  the  Chief  of  Staff,  United  States  completed.     The  legal   qualifications  of 
Air  Force,  to  submit  an  application  for  all  persons  submitting  application  for  ex- 
appointment.    Such  request  will  be  for-  tended  active  duty  will  be  reviewed  and 
warded  the  Deputy  Chief  of  Staff,  Per-  approved  by  the  Judge  Advocate  General, 
sonnel.  Headquarters.  United  States  Air  United  States  Air  Force.    Persons  with 
Force.  Attention:  Director    of    Military  no  prior  commissioned  service  must  at- 
Personnel,  Washington  25.  D.  C.  inclos-  tend  an  Offlcers'  Training  School  for  the 
Ing  those  papers  pertaining  to  legal  qual-  purpose  of  receiving  Air  Force  training  of 
Ifications  listed  in  §  884.6  (a).    Persons  a  basic  or  generalized  nature, 
not  on  active  duty  will  forward  requests  (c )  Orders  to  extended  active  duty  will 
direct.    When  permission  to  submit  an  be  governed  by  Air  Force  Regulations  in 
application  under  the  provisions  of  this  effect  at  time  of  application, 
paragraph  is  granted,  a  copy  of  the  cor-  (d)  All  assignment  orders  will  contain 
respondence  approving  such  request  will  a  statement  that  the  officer  is  detailed  for 
be  attached  to  each  copy  of  the  applica-  duty  with  the  Judge  Advocate  General's 
tion  for  Regular  appointment.  Department.  United  States  Air  Force. 

(c)  Be  of  good  moral  character.  <e)  Candidates  not  selected  for  ap- 

(d)  By  physically  qualified  for  active  polntment  in  the  Regular  establishment 
military  service  in  accordance  with  ex-  will  be  relieved  from  active  duty  after 
isting  regulations.  Anal  action  has  been  taken  on  their  ap- 

(e)  Be  a  graduate  of  a  law  school  plications.  However,  this  will  not  pre- 
accredited  by  the  American  Bar  elude  any  candidate  from  requesting  a 
Association  longer  tour  of  duty  in  accordance  with 


current  procedure   governing  extended 
active  duty  of  Reserve  officers. 

8  884.8  Application  for  Regular  com- 
mission, (a)  Applications  may  be  sub- 
mitted during  two  periods  each  year. 
These  periods  are  from  February  1st  to 
April  1st  and  from  August  1st  to  October 
1st.  Applications  will  be  submitted  on 
AFForm  17  (Application  for  Commission 
In  the  United  States  Air  Force) ,  In  dupli- 
cate, by  persons  who  meet  all  of  the  re- 
quirements stated  In  S  884.4.  Each  ap- 
plicant will  plainly  mark  at  the  top  of  AP 
Form  17  "Judge  Advocate  Applicant." 
Applications  will  be  accompanied  by: 

(1)  Evidence  that  the  applicant  has 
been  designated  a  distinguished  gradu- 
ate of  a  Reserve  Officers'  Training  Corps 
unit  or  has  completed  one  year  of  active 
service. 

(2)  Copies  of  waiver  of  maximum  age 
provision  when  required. 

(3)  Evidence  of  citizenship. 

(4)  A  transcript  of  the  record  of  all 
education  obtained  on  the  college  or  p(\t 
graduate  level.  Such  transcript.  If  prac- 
ticable, should  show  the  class  standing 
of  the  applicant. 

(5>  A  certificate  from  proper  author- 
ity showing  admission  to  practice  and 
standing  at  the  bar. 

<6>  An  affidavit  from  the  applicant 
containing  a  statement  of  his  full  time  or 
part  time  legal  experience.  Legal  experi- 
ence may  Include  Governmental,  judicial, 
teaching,  military  legal  experience,  and 
private  practice.  If  he  has  practiced 
law,  he  should  Include  a  list  of  the  more 
Important  cases  handled  by  him.  showing 
the  nature  of  each,  and  a  general  state- 
ment of  the  character  of  his  practice;  if 
he  has  taught  law.  the  subjects  which  he 
teaches  or  has  taught;  and.  if  he  has  held 
Judicial  office,  the  extent  of  Jurisdiction 
of  his  court;  If  he  has  had  Governmental 
or  military  legal  experience,  a  description 
of  his  position  and  rating. 

(7)  Letters  based  on  personal  ac- 
quaintance from  not  less  than  three  dis- 
interested Judges  or  lawyers  relative  to 
the  applicant's  reputation  and  profes- 
sional standing,  the  types  of  ca.ses  han- 
dled by  him  and  his  ability  as  an  attorney, 
teacher,  or  Judge. 

(8»  A  recent  photograph,  head  and 
shoulders  type,  not  smaller  than  3  by  5 
Inches.  The  applicant's  name  will  ap- 
pear on  the  reverse  side. 

(9)  A  complete  statement  of  facts  con- 
cerning, and  any  supporting  papers  evi- 
dencing military  experience. 

(10)  Any  other  papers  or  statements 
considered  relevant  by  the  applicant. 

§  884.7  Screening  boards.  The  Air 
Force  commander  will  establish  the  nec- 
essary screening  centers  and  appoint  a 
board  or  boards  of  officers  from  within 
his  command  for  the  purpose  of  inter- 
viewing and  screening  the  applicants  for 
Regular  Air  Force  commissions  for  whom 
he  Is  responsible.  This  board  will  con- 
sist of  no  less  than  three  United  States 
Air  Force  officers  (one  of  whom  shall  be  a 
member  of  the  Judge  Advocate  Generals 
Department)  all  of  whom  must  be  senior 
in  permanent  rank  to  the  prospective 
permanent  rank  of  the  applicant,  the 
senior  member  of  which  will  be  president 
of  the  board.  This  board  will  meet  at 
such  place  or  places  as  shall  be  ordered  by 
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the  appointing  authority  so  that  all  inter- 
viewing of  applicants  will  be  accom- 
plished as  economically  as  possible  at  any 
time  after  beginning  of  application  pe- 
riod and  prior  to  twenty-fifth  days  of 
April  or  Octolaer.  Waivers  will  be  granted 
for  the  extension  of  the  above  dates  only 
when  sufficient  evidence  Is  provided  that 
it  was  physically  impossible  for  the  ap- 
plicant to  be  screened  during  these  dates. 

S  884.8  Channels  of  communication. 
Applications  by  persons  not  on  active 
duty  will  be  forwarded  direct  to  the 
Deputy  Chief  of  Staff,  Personnel,  Head- 
quarters. United  States  Air  Force,  Atten- 
tion: Director  of  Military  Personnel. 
Washington  25.  D.  C.  so  as  to  arrive  no 
later  than  April  5th  or  October  5th.  The 
duplicate  copies  of  the  applications  will 
be  withdrawn  from  the  original  by  the 
Director  of  Military  Personnel  and  for- 
warded to  the  appropriate  Air  Force 
commander.  The  Air  Force  commander 
will  notify  the  applicant  of  the  receipt  of 
the  application  and  allied  papers.  Ap- 
plicants not  on  extended  active  duty  will 
be  invited  to  proceed  at  their  own  ex- 
pense to  the  nearest  Air  Force  screening 
center  for  the  purpose  of  completing  the 
screening  for  Regular  appointment.    Ap- 
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plicant  will  be  notified  of  selection  or 
nonselection  by  the  Director  of  Military 
Personnel. 

§  884.9  Reapplication.  Applicants  not 
selected  may  reapply  not  sooner  than 
one  year  after  the  period  of  previous  ap- 
plication, provided  they  meet  the  quali- 
fications set  forth  In  §  884.4.  The  orig- 
inal and  duplicate  application  blanks  will 
be  plainly  marked  with  the  word  ''Reap- 
plication" at  the  top  of  page  1.  When 
reapplying  the  applicant  will  submit  his 
application  In  conformance  with  5  884.6, 
and  will  be  required  again  to  appear  be- 
fore a  board  of  officers  for  Interview. 

§  884.10  Appointment.  All  Initial  ap- 
pointments in  the  Air  Force  under  the 
provisions  of  this  part  will  normally  be 
made  during  the  months  of  January  and 
July. 

§  884.11  Forms.  Applicants  may  ob- 
tain forms  by  writing  to  the  Air  Adjutant 
General.  Headquarters,  United  States  Air 
Force.  Washington  25.  D.  C.  or  to  the 
Air  Force  commander  having  Jurisdiction 
over  the  area  In  which  they  reside.  The 
addresses  of  the  Air  Forces  and  the  area 
served  by  each  are  as  follows: 
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Address  and  Area  Responsibility 

Commanding  General,  First  Air  Force,  Fort 
Slocum,  N.  Y.:  Maine.  Vermont,  New  Hamp- 
shire. Massachusetts,  New  York,  New  Jersey, 
Connecticut,  and  Rhode  Island. 

Commanding  General.  Fourth  Air  Force. 
Hamilton  Air  Force  Base,  Hamilton  Field, 
Calif.:  Arizona.  Utah.  Idaho,  Montana.  Ne- 
vada. Washington,  Oregon,  and  California. 

Commanding  General,  Ninth  Air  *torce. 
Langley  Air  Force  Base.  Langley  Field.  Va.: 
Pennsylvania.  Maryland.  Virginia.  West  Vir- 
ginia, Kentucky,  Ohio,  Delaware,  and  District 
of  Columbia. 

Commanding  General,  Tenth  Air  Force, 
Fort  Benjamin  Harrison,  Indianapolis,  Ind.: 
Michigan.  Wisconsin,  Illinois,  Iowa,  Minne- 
sota, North  Dakota.  South  Dakota.  Nebraska, 
Kansas.  Colorado.  Wyoming,  Missouri,  and 
Indiana. 

Commanding  General,  Twelfth  Air  Force. 
Brooks  Air  Force  Base,  Brooks  Field.  Tex.: 
Arkansas.  Louisiana,  Oklahoma,  New  Mexico, 
and  Texas. 

Commanding  General,  Fourteenth  Air 
Force,  Orlando  Air  Force  Base,  Orlando,  Fla.: 
North  Carolina.  South  Carolina,  Tennessee, 
Georgia,   Alabama,  Mississippi,   and*  Florida. 

[seal]  L.  L.  Judge, 

Colonel,  U.  S.  Air  Force, 
Air  Adjutant  General. 

|F.   R.   Doc.   49-2078;    Filed,    Mar.    18,    igiO; 
8:46  a.   ml 
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DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Animal  Industry 

[9  CFR,  Part  151  ] 

Recognition  or  Breeds  and  Books  or 
Record  or  Purebred  Animals 

NOTICE  or   PROPOSED   RULE   MAKING 

Notice  Is  hereby  given  under  section 
4  (a)  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1003  (a) )  that  the  Secre- 
tary of  Agriculture,  pursuant  to  the  au- 
thority vested  in  him  by  sec.  201.  par. 
1606  of  the  Tariff  Act  of  1930  ( 19  U.  S.  C. 
sec.  1201.  par.  1606*.  proposes  to  recog- 
nize the  following  books  of  record,  and  to 
add  their  names  to  the  list  of  l>ooks  of 
record  named  in  9  CFR  151.10  ta)  <14 
P  R.  159)  imder  the  sub-heading 
"Horses": 

<l)  "The  Arabian  Stud  Book",  pub- 
lished by  the  Arabian  Horse  Club  of 
America,  Chicago,  Illinois  (Alfred  R. 
Watt,  Secretary),  Recognition  of  this 
book  will  be  restricted  to  Arabian  horses 
which  originate  for  Importation  in  Saudi 
Arabia,  or  trace  to  pure  Arabian  stock 
of  that  country. 

<2)  The  "American  Stud  Book",  pub- 
li."^hed  by  the  Jockey  Club,  New  York, 
New  York  (Harold  O.  Vosburgh.  Regis- 
trar). Recognition  of  this  book  will  be 
rrstricted  to  Thoroughbreds,  imported  as 
follows: 

'a)  Horses  bred  or  born  in  the  United 
States,  shipped  to  a  foreign  country,  and 
returned  to  this  country; 

(b)  Horses  bred  or  born  in  Great  Brit- 
tain,  Northern  Ireland,  Eire,  or  France, 
whose  pedigrees  trace  wholly,  or  in  part. 
to  horses  bred  or  born  in  the  United 
Slates;  or 


(c)  Horses  from  countries  where  a 
book  of  purebred  regi.«:tration  for  Thor- 
oughbreds does  not  exist. 

Any  person  who  wishes  to  submit  writ- 
ten data  or  arguments  concerning  the 
proposed  amendment  may  do  so  by  filing 
them  with  the  Chief  of  the  Bureau  of 
Animal  Industry,  Agricultural  Research 
Adminl.stration,  United  States  Depart- 
ment of  Agriculture.  Washington  25, 
D.  C.  within  ten  day  after  the  date  of 
publication  of  this  notice  in  the  Federal 
Register. 

Issued  this  15th  day  of  March  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

(P.   R.   Doc.   49-2079;    Piled.   Mar.    18.    1949; 
8:46  a.  m.J 


Production  and  Marketing 
Administration 

[  7  CFR,  Part  942  1 

Handling  or  Milk  in  New  Orleans,  La., 
Marketing  Area 

decision  with  respect  to  PROPOSED 
marketing  agreement  and  to  PROPOSED 
ORDER,  AMENDING  ORDER,   AS   AMENDED 

Pursuant  to  Public  Act  No.  10,  73d  Con- 
gress (May  12,  1933),  as  amended  and  as 
reenacted  and  amended  by  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (hereinafter  referred  to  as 
the  "act"),  and  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR  Supps..  900.1 
et  seq.),  a  public  hearing  was  held  at 


New  Orleans.  Louisiana,  on  February  23, 
1949,  pursuant  to  a  notice  Issued  on  Feb- 
ruary 11.  1949  (14  F.  R.  704),  upon  a 
proposed  marketing  agreement  and  cer- 
tain proposed  amendments  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  New  Orleans,  Louisiana,  mar- 
keting area. 

Preliminary  statement.  The  proposed 
amendments  upon  which  the  hearing  was 
held  were  submitted  by:  The  Dairy  Farm- 
ers Cooperative  Association.  Inc.;  the 
Southeast  Louisiana  Dairy  Farmers 
Union  and  the  Florida  Parishes  Milk  Pro- 
ducers Union;  certain  handlers  operating 
under  Order  No.  42,  as  amended;  and  by 
the  Dairy  Branch,  Production  and  Mar- 
keting ActoinLstration. 

The  material  issues  presented  on  the 
record  of  the  hearing  are  divided  for 
purposes  of  this  decision  Into  two  cate- 
gories : 

( 1 )  Those  issues  with  respect  to  which 
findings  and  conclusions  are  being  de- 
ferred pending  further  study  and  analy- 
sis of  the  hearing  record. 

(2)  Those  issues  with  respect  to  which 
findings  and  conclusions  are  herein  set 
forth. 

The  first  category  of  Issues  were 
whether: 

(1)  The  pricing  provisions  of  Order 
No.  42.  as  amended,  should  be  amended 
to  provide  a  new  basis  for  pricing  Class  I 
milk  and.  if  so.  what  basis  and  at  what 
level  of  prices  (H.  N.  proposals  No.  2.  3, 
and  4). 

<  2 )  The  classification  and  pricing  pro- 
visions covering  Class  II  and  Class  III 
milk  should  be  revised  (H.  N.  propo.sals 
No.  5,  6,  and  7). 

(3)  The  payment  provision  should  be 
revised  to  provide  for  more  prompt  pay- 
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{ 


ment  for  producer  milk  (H.  N.  proposal 
No.  9). 

The  second  category  of  Issues  were 
whether: 

(1)  The  order  provisions  should  be 
amended  to  provide  a  fixed  minimum 
Class  I  price  for  a  limited  period  In  1949 
and.  If  so,  the  level  of  such  pricing  (H.  N. 
proposEds  1  and  2 ) . 

(2)  An  emergency  exists  which  war- 
rants Immediate  effectuation  of  the  pro- 
posed amendments  to  the  order,  as 
amended,  for  a  fixed  minimum  Class  I 
price  for  a  limited  period  in  1949. 

Findings  and  conclusions.  Upon  the 
basis  of  evidence  Introduced  at  the  hear- 
ing with  respect  to  the  aforementioned 
material  Issues  in  the  second  category,  it 
Is  hereby  found  and  concluded  that: 

(1)  For  the  delivery  periods  from  the 
effective  date  hereof  to  and  Including 
August  1949  the  Class  I  price  should  be 
$5.56  per  hundredweight  for  milk  of  4.0 
percent  .butter  fat  content. 

Under  the  present  pricing  provisions 
of  the  order,  the  price  per  hundredweight 
for  Class  I  milk  is  determined  by  adding  a 
differential  of  $1.50  during  the  months 
of  October  through  February  and  $1.25 
during  the  months  of  March  through 
September  to  a  basic  formula  price  which 
is  the  higher  of  the  average  pay  price  of 
18  midwest  condensariea  for  milk  of  3.5 
percent  butterfat  content  adjusted  to  a 
4.0  percent  basis,  a  butter-cheese  for- 
mula, or  a  butter-powder  formula.    The 
order  further  provides  that  for  the  period 
from  March  through  September  1948  the 
price  for  Class  I  milk  shall  not  be  less 
than  $5.25  per  hundredweight  and  that 
for  the  period  from  October  1948  through 
February  1949  such  price  shall  not  be 
less  than  $5.69. 

Certain  producers  proposed  that  the 
price  per  hundredweight  for  milk  of  4.0 
percent  butterfat  content  for  the  period 
from  March  through  August  1949  be  es- 
tablished at  $5.56.  while  other  producers 
proposed  a  price  for  this  period  of  $5.75. 
During  18  of  the  last  32  months  han- 
dlers have  paid  premiums  for  producer 
milk  for  CTass  I  uses.  Class  I  prices  ac- 
tually paid  In  the  market  during  1947 
averaged  $5  40  per  hundredweight  and  In 
1948.  $5.88  per  hundredweight  These 
prices  Include  premiums  ranging  from  23 
cents  to  $1.18  per  hundredweight  paid  In 
8  of  the  12  months  of  1947  and  a  premium 
of  31  cents  per  hundredweight  paid  In 
November  and  December  of  1948.  This 
31  cent  premium  has  also  been  paid  In 
January  and  February  of  1949. 

Producers  contend  that  the  fact  that 
the  order  price  has  been  the  effective 
price  less  than  45  percent  of  the  time  in 
the  last  32  months  Is  an  obvious  indica- 
tion that  the  present  formula  is  not  sat- 
isfactory and  that  it  offers  no  a.ssurance 
that  resulting  prices  would  reflect  the 
cost  of  producing  milk  In  the  New  Orleans 
'  area.  Consequently,  they  are  requesting 
the  adoption  of  a  new  pricing  formula 
which  would  price  producer  milk  on  the 
basis  of  Indexes  reflecting  changes  In  the 
general  as  well  as  local  economic  condi- 
tions, local  production  costs,  and  the  de- 
mand for  milk  for  fluid  consumption  In 
New  Orleans.  Until  such  a  formula  can 
be  incorporated  in  Order  No.  42,  they  are 
requesting  a  fixed  minimum  Class  I  price. 


Both  the  negotiated  price  of  $6.00  per 
hundredweight  and  the  floor  price  estab- 
lished under  the  order  expire  on  Febru- 
ary 28.  and  the  current  price  which  would 
result  from  the  basic  formula  plus  a  dif- 
ferential of  $1.25,  as  provided  in  the 
order,  would  be  less  than  $4.80  with  the 
likelihood  of  further  declines  during  the 
spring  flush  season.  Producers  contend 
that  such  a  drop  in  prices  at  this  time 
would  not  be  In  the  Interest  of  the  mar- 
ket and  would  result  in  a  substantial 
reduction  in  the  available  supply  of  milk 
during  the  fall  and  winter  of  1949-50. 
Handlers  Join  producers  in  this  conten- 
tion. 

The  New  Orleans  marketing  area  Is  a 
deficit  milk  production  area  which  does 
not  produce  sufficient  fluid  milk  or  manu- 
factured milk  to  supply  local  needs. 
Manufacturing  facilities  in  the  New  Or- 
leans area  are  extremely  limited.  In 
addition,  there  is  no  alternative  supply 
of  quality  milk  near  New  Orleans  which 
can  be  drawn  upon  during  the  short  sup- 
ply season.  Unlike  most  northern  mar- 
kets where  nearby  supplemental  supplies 
are  available  throughout  the  year  such 
supplies  must  be  shipped  in  from  pro- 
ducing areas  eight  to  twelve  hundred 
miles  from  New  Orleans. 

During  the  fall  and  winter  months  of 
October  through  December  1947  approxi- 
mately 6.2  million  pounds  of  other  source 
milk  were  utilized  in  Class  I  and  during 
the  same  period  of  1948.  3.5  million 
pounds  were  so  utilized.  This  reduction 
in  the  use  of  other  source  milk  was  the 
result  of  a  21  percent  Increase  In  pro- 
ducer receipts  in  December  1948  over 
December  1947  and  a  6  percent  increase 
in  Class  I  sales  over  the  same  period. 
Class  I  utilization  of  other  source  milk 
during  the  entire  year  of  1948  was  33  per- 
cent less  than  that  so  utilized  in  1947. 
Notwithstanding,  the  market  is  still  sub- 
stantially short  of  producer  milk  during 
the  short  production  months. 

While  the  current  supply  and  demand 
situation  Justlfles  a  price  somewhat  lower 
than  the  $6.00  price  handlers  are  now 
paying,  current  production  costs  militate 
against  too  drastic  a  reduction  at  this 
time  In  order  that  the  present  prospective 
supply  of  milk  in  the  market  for  the  com- 
ing fall  and  winter  will  not  be  adversely 
affected. 

Although  there  has  been  a  substantial 
drop  In  the  price  of  food  concentrates  in 
the  New  Orleans  mllkshed  during  the 
past  year,  the  cost  of  farm  machinery, 
equipment,  milk  cows,  and  farm  wages, 
all  of  which  are  a  substantial  part  of  the 
dairy  farmer's  production  cost,  have  con- 
tinued to  rise.  Hence,  while  the  contin- 
uing increase  In  over-all  production  costs 
seemingly  has  been  arrested  largely  as 
a  result  of  declining  feed  costs  there  has 
been  no  perceptible  decrease  in  these 
over-all  production  costs  in  the  New  Or- 
leans area. 

It  is  concluded  that  the  particular  pe- 
culiarities of  the  New  Orleans  market  at 
this  time  as  set  forth  herein  warrant  a 
temporary  departure  from  the  formula 
method  of  pricing  Class  I  milk  and  the 
establishment  of  a  fixed  minimum  price 
for  such  milk  in  the  61-70  mile  zone  of 
$5.56  per  hundredweight  for  the  period 
from  the  effective  date  hereof  through 
August  1949. 


(2)  An  emergency  exists  which  re- 
quires that  action  be  taken  promptly  to 
amend  the  order  to  effectuate  the  find- 
ings and  conclusions  set  forth  above 
without  allowing  time  for  a  recom- 
mended decision  by  the  Assistant  Ad- 
ministrator. Production  and  Marketing 
Administration,  and  the  filing  of  excep- 
tions thereto.  The  due  and  timely  exe- 
cution of  the  functions  of  the  Secretary 
of  Agriculture  under  the  act  impera- 
tively and  unavoidably  requires  the  omis- 
sion of  such  recommended  decision  and 
the  filing  of  exceptions  thereto. 

It  is  urgent  that  this  amendment  be 
made  effective  at  the  earliest  possible 
date,  which  at  this  time  would  be  April  1. 
Any  delay  beyond  April  1,  1949.  in  effec- 
tuation of  this  amendment  would  seri- 
ously threaten  an  adequate  supply  of 
pure  and  wholesome  milk  lor  the  New 
Orleans  market,  would  disrupt  orderly 
marketing  and  would  be  contrary  to  the 
public  Interest.  The  amending  order 
cannot  be  issued  and  made  effective  by 
April  1.  1949,  unless  the  recommended 
decision  and  the  filing  of  exceptions 
thereto  are  omitted. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  the  terms  and 
conditions  thereof  will  tend  to  effectuate 
the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  the  market  supply  of  and 
demand  for  such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amend- 
ed, and  as  hereby  proposed  to  be  further 
amended,  are  such  prices  as  will  for  the 
period  Indicated  refiect  the  aforesaid 
factors.  Insure  a  sufficient  quantity  of 
pure  and  wholesome  milk,  and  be  In  the 
public  Interest;  and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  In  the 
same  manner  as.  and  will  be  applicable 
only  to  persons  In  the  respective  clas.ses 
of  Industrial  and  commercial  activity, 
specified  In  the  marketing  agreement 
upon  which  a  hearing  has  been  held. 

Rulings  on  proposed  findings  and  con- 
cliLsions.  Written  arguments  and  pro- 
posed findings  and  conclusions  .submitted 
In  behalf  of  interested  persons  were  con- 
sidered, along  with  the  evidence  In  the 
record.  In  making  the  findings  and  reach- 
ing the  conclusions  herein  set  forth.  To 
the  extent  that  the  proposed  findings 
and  conclusions  differ  from  the  findings 
and  conclasions  contained  herein,  the 
specific  or  implied  requests  to  make  .such 
findings  are  denied  because  of  the  rea- 
sons stated  In  support  of  the  findings 
and  conclusions  in  this  decision. 

Marketing  agreement  a7id  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled,  respectively. 
'Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  New  Orleans, 
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Louisiana,  Marketing  Area,"  and  "Order 
Amending  the  Order,  as  Amended,  Regu- 
lating the  Handling  of  Milk  In  the  New 
Orleans,  Louisiana,  Marketing  Area," 
which  have  been  decided  upon  as  the  ap- 
propriate and  detailed  means  of  effectu- 
ating the  foregoing  conclusions.  These 
documents  shall  not  become  effective  un- 
less and  imtil  the  requirements  of  S  900.14 
of  the  rules  of  practice  and  procedure, 
as  amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
orders  have  been  met. 

It  ts  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  In  the  Federal 
Reoister.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  in  the  order,  as 
amended,  and  as  hereby  further  amend- 
ed by  the  attached  order  which  will  be 
published  with  this  decision. 

This  decision  filed  at  Washington, 
D.  C,  this  15th  day  of  March  1949. 

[seal]  Chaklws  F.  Bran  nan. 

Secretary  of  Agriculture. 

Order, ^  Amending  the  Order,  as  Amended, 
Regulating  the  Handling  of  Milk  in  the 
New  Orleans.  Louisiana,  Marketing 
Area 

fi  942.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  Issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  In  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules 
of  practice  and  procedure,  as  amended, 
governing  the  formulation  of  marketing 
agreements  and  orders  (7  CFR.  Supps.. 
900.1  et  seq.).  a  public  hearing  was  held 
February  23.  1949,  up>on  a  proposed  mar- 
keting agreement  and  proposed  amend- 
ments to  the  order,  as  amended,  regulat- 
ing the  handling  of  milk  in  the  New  Or- 
leans. Louisiana,  milk  marketing  area. 
Upon  the  basis  of  the  evidence  Intro- 
duced at  such  hearing  and  the  record 
thereof.  It  is  found  that: 

<  1  >  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terpis  and  conditions  thereof,  will  tend  to 
effectuate  the  declared  policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the  pur- 
chasing power  of  such  milk  as  determined 
pursuant  to  sections  2  and  8e  of  the  act 
are  not  reasonable  In  view  of  the  price  of 
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feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
the  market  supply. of  and  demand  for 
such  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended  and  as 
hereby  further  amended,  are  such  prices 
as  will  for  the  period  Indicated  refiect 
the  aforesaid  factors.  Insure  a  suflBclent 
quantity  of  pure  and  wholesome  milk,  and 
be  in  the  public  interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  In  the  same  man- 
ner as,  and  is  applicable  only  to  persons 
In  the  respective  classes  of  Industrial  and 
commercial  activity,  specified  in  a  mar- 
keting agreement  upon  which  a  hearing 
has  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  New  Orleans,  Louisiana,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended.  Is  hereby 
further  amended  as  follows: 

Delete  that  part  of  S  942.5  (b)  (1)  (I) 
following  the  colon  (:)  and  substitute 
therefor  the  following:  "Provided,  That 
for  the  period  from  the  effective  date 
hereof  to  and  including  August  1949  the 
price  for  Class  I  milk  shall  be  $5.56  per 
hundredweight." 

[P.  R.  Doo.  4(^2080;    Filed.  Mar.   18.   1949; 
8:47  a.  m.] 


'  This  order  sliall  not  become  effective  un- 
less and  until  the  requirements  of  {  900  14  of 
the  rule«  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu- 
late marketing  agreements  and  orders  have 
been  met. 
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Irish  Potatoes  Grown  in  Counties  or 
Crook.  Deschutes,  and  Keabcath  in 
Oregon  and  Counties  of  Modoc  and 
Siskiyou  in  California 

notice  of  hearing  with  respect  to  pro- 
posed amendments  to  tentatively 
approved    marketing   agreement   and 

order   no.    69 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  and  Sup.  I 
601  et  seq.)  and  in  accordance  with  the 
applicable  rules  of  practice  and  procedure 
governing  proceedings  to  formulate  mar- 
keting agreements  and  marketing  orders 
(7  CFR  and  Supps.  Part  900;  13  F.  R. 
8585 ) .  notice  is  hereby  given  of  a  public 
hearing  to  be  held  In  the  Merrill  Com- 
munity Hall.  Merrill.  Oregon,  beginning 
at  9:30  a.  m.,  P.  s.  t..  on  April  11,  1949. 
and  In  the  Grange  Hall.  Redmond,  Ore- 
gon, beginning  at  9:30  a.  m.,  P.  s.  t.,  on 
April  14,  1949.  with  respect  to  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  Order  No.  59 
(7  CFR,  Cum.  Supp.  Part  959)  regulating 
the  handling  of  Irish  potatoes  grown  In 
the  counties  of  Crook.  Deschutes,  and 
Klamath  In  the  State  of  Oregon,  and  the 
counties  of  Murdoc  and  Siskiyou  in  the 
State  of  California.  The  proposed 
amendments  have  not  received  the  ap- 
proval of  the  Secretary  of  Agriculture. 

This  public  hearing  will  be  held  for 
the  purpose  of  receiving  evidence  with 
respect  to  economic  and  marketing  con- 
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dlUons  relating  to  all  aspects  of  the  pro- 
posed amendments,  which  are  herein- 
after set  forth,  and  appropriate  modifi- 
cations thereof. 

At  a  duly  authorized  meeting  of  the 
Administrative  Committee,  established 
pursuant  to  Order  No.  59,  a  resolution 
was  adopted  recommending  the  submis- 
sion to  the  Secretary  of  Agriculture  of 
a  petition  for  a  public  hearing  to  be  held 
to  consider  amendments  to  the  tenta- 
tively approved  marketing  agreement 
and  Order  No.  59.  The  committee  recom- 
mends, as  a  means  of  effectuating  the 
declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended,  a  deletion  of  the  provisions  of 
the  tentatively  approved  marketing 
agreement  and  §8  959.1  through  959.20 
of  Order  No.  59  and  a  substitution  in 
lieu  thereof  the  following : 

9  959.1  Definitions.  As  used  in  this 
part,  the  following  terms  have  the  fol- 
lowing meanings: 

(a)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  other  ofllcer,  or  member  of  the 
United  States  Department  of  Agriculture, 
who  Is,  or  may  hereafter  be  authorized 
to  exercise  the  powers  and  to  perform  the 
duties  of  the  Secretary  of  Agriculture. 

(b)  "Act"  means  Public  Act  No.  10, 
73d  Congress,  as  amended  and  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended,  (7  U.  S.  C.  601  et  seq.;  61  Stat. 
202,707). 

(c)  "Person"  means  an  Individual, 
partnership,  corporation,  association, 
legal  representative,  or  any  organized 
group  or  business  unit. 

(d)  "Production  area"  means  and  In- 
cludes the  counties  of  Crook,  Deschutes, 
Jefferson,  Lake,  and  Klamath  in  the 
State  of  Oregon,  and  Modoc  and  Siskiyou 
in  the  State  of  California. 

(e)  "Potatoes"  means  all  varieties  of 
Irish  Potatoes  grown  within  the  afore- 
said production  area. 

(f)  "Handler"  is  ssmonymous  with 
shlpi>er  and  means  any  person  (except 
a  common  or  contract  carrier  of  potatoes 
owned  by  another  person)  who  ships 
potatoes  In  fresh  form. 

(g)  "Ship"  or  "handle"  means  to  trans- 
port, sell,  or  any  other  way  to  ship  or 
place  potatoes  In  the  current  of  inter- 
state or  foreign  commerce,  or  so  as 
directly  to  burden,  obstruct,  or  affect  any 
such  commerce. 

(h)  "Producer"  means  any  person  en- 
gaged In  the  production  of  potatoes  for 
market. 

(1)  "Fiscal  year"  means  the  period  be- 
ginning on  July  1  of  each  year  and  end- 
ing June  30  of  the  following  year. 

(J)  "Committee"  means  the  adminis- 
trative committee,  called  the  Oregon- 
California  Potato  Committee,  established 
pursuant  to  §  959.2. 

(k>  "Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Irish 
potatoes  according  to  those  definitive 
characteristics  now  or  hereafter  recog- 
nized by  the  United  States  Department 
of  Agriculture. 

(1)  "Seed  potatoes"  means  and  in- 
cludes all  potatoes  officially  certified  and 
tagged,  marked  or  otherwise  appropriate- 
ly identified,  under  the  supervision  of  the 
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official  seed  potato  certifying  agency  of 
the  State  from  which  the  potatoes  are 
shipped,  or  other  seed  certification  agen- 
cies which  the  Secretary  may  recognise 
as  a  seed  certifying  agency. 

(m)  "Table  stock  potatoes"  means  and 
Includes  all  potatoes,  not  included  within 
the  definition  of  "seed  potatoes." 

(n)  "Wholesale  pack"  means  a  unit  of 
fifty  pounds  net  weight  or  more  of  po- 
tatoes contained  in  a  bag,  crate,  or  any 
other  type  of  container. 

(0)  "Consumer  pack'  means  a  unit  of 
less  than  fifty  pounds  net  weight  of  po- 
tatoes contained  in  a  bag,  crate,  or  any 
other  type  of  container. 

(p)  "Grade"  means  any  one  of  the 
officially  e-^tablished  grades  of  potatoes, 
and  "size"  means  any  one  of  the  officially 
established  sizes  of  potatoes,  as  defined 
and  set  forth  in: 

(1)  The  United  States  Standards  for 
Potatoes  issued  by  the  Department  of 

'  Agrirulture  on  September  10.  1941.  effec- 
tive June  1.  1942  (12  P.  R.  3651)',  or 
amendments  thereto,  or  modifications 
thereof,  or  variations  based  thereon; 

(2)  United  States  Consumer  Stand- 
ards for  Potatoes  as  is.sued  by  the  United 
States  Department  of  Agriculture  on  No- 
vember 3. 1947,  effective  December  8. 1947 
(12  P.  R.  7281),  or  amendments  thereto, 
or  modifications  thereof,  or  variations 
based  thereon; 

(3)  Standards  for  potatoes  Issued  by 
the  state  from  which  the  potatoes  are 
shipped,  or  amendments  thereto,  or 
modifications  thereof,  or  variations  based 
thereon. 

(q)  "Export"  means  shipment  of  po- 
tatoes beyond  the  boundaries  of  conti- 
nental United  States. 

(r)  "District"  means  each  one  of  the 
geographical  divisions  of  the  production 
area  initially  established  pursuant  to 
8  959.2  (c>. 

S  959.2  Administrative  committee— 
(a)  Establishment  and  membership.  (1) 
The  Oregon-California  Potato  Commit- 
tee consisting  of  10  members,  of  whom  7 
shall  be  producers  and  three  shall  be  han- 
dlers, is  hereby  establLshed.  For  each 
member  of  the  committee  there  shall  be 
an  alternate  who  shall  have  the  same 
qualifications  as  the  member. 

(2>  (i)  Persons  selected  as  committee 
members  or  alternates  to  represent  pro- 
ducers shall  be  individuals  who  are  pro- 
ducers in  the  respective  district  for  which 
selected,  or  officers  or  employees  of  a  cor- 
porate producer  in  such  district,  and 
such  persons  shall  be  residents  of  the 
re.<:pectlve  district  for  which  selected. 

(ii)  Persons  selected  as  committee 
members  or  alternates  to  represent  han- 
dlers shall  be  individuals  who  are  han- 
dlers in  the  production  area,  or  officers 
or  employees  of  a  corporate  handler  in 
the  aforesaid  area,  and  such  persons 
shall  be  residents  of  the  production  area, 
(b)  Term  of  office.  <1)  At  the  begin- 
ning of  each  fiscal  year,  the  committee 
shall  organize  and  prepare  to  function 
as  a  committee  for  such  period. 

(2>  li)  The  term  of  office  of  commit- 
tee members  and  alternates  shall  be  for 
two  years  beginning  on  the  first  day  of 
July  and  continuing  until  the  end  of  the 
succeeding  fiscal  year,  and  imtil  their 
successors  are  selected  and  have  quali- 
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fled :  Provided,  however,  That  the  terms 
of  office  of  members  and  alternates  shall 
be  so  determined  that  one-half  of  the 
total  committee  membership  shall  ter- 
minate at  the  end  of  each  fiscal  year. 

(ii)  Committee  members  and  alter- 
nates shall  serve  during  the  term  of  office 
for  which  they  are  selected  and  have 
qualified,  or  during  that  portion  thereof 
beginning  on  the  date  on  which  they 
qualify  during  the  current  term  of  office 
and  continuing  until  the  end  thereof, 
and  until  their  successors  are  selected 
and  have  qualified. 

(c)  Districts.  (1)  For  the  purpose  of 
determining  the  basis  for  selectihg  com- 
mittee members,  the  following  districts 
of  the  production  area  are  hereby  ini- 
tially established: 

District  No.  1.  The  counties  of  Crook. 
Deschutes,  and  Jefferscm  In  the  State  of 
Oregon; 

District  No.  2.  The  counties  of  Klamath 
and  Lake  In  the  State  of  Oregon:   and 

District  No.  3.  The  counties  of  Modoc  and 
Siskiyou  In  the  BUte  oX  California. 

# 

(2)  The  Secretary,  upon  the  recom- 
mendation of  the  committee,  may  re- 
establish districts  within  the  production 
area  and  may  reapportion  committee 
membership  among  the  various  districts: 
Provided,  That  in  recommending  any 
such  changes  in  districts  or  representa- 
tion, the  committee  shall  give  considera- 
tion to:  (1)  The  relative  Importance  of 
new  areas  of  production;  di)  changes  in 
the  relative  position,  with  respect  to 
production,  of  existing  districts;  (ill)  the 
geographic  location  of  production  areas 
as  it  would  affect  the  efficiency  of  ad- 
ministering the  marketing  agreement 
and  order;  and  dv)  other  relevant  fac- 
tors. Provided  further.  That  there  shall 
be  no  change  in  the  total  number  of 
committee  members  or  in  the  total  num- 
ber of  districts. 

(d)  Selection.  The  SecreUry  shall  se- 
lect three  producer  members  of  the  com- 
mittee, with  their  respective  alternates, 
from  District  No.  1  and  two  producer 

.  members,  with  their  respective  alter- 
nates, from  each  of  the  other  districts 
designated  in  paragraph  2  (c)  of  this  sec- 
tion, which  members  and  alternates  shall 
represent  the  respective  district  from 
which  they  are  selected.  The  Secretary 
shall  also  select  one  handler  member  of 
the  committee,  with  his  respective  al- 
ternate, from  each  district. 

(e)  Nomination.  The  Secretary  may 
select  the  members  of  the  Oregon-Cali- 
fornia Potato  Committee  and  their  re- 
spective alternates  from  nominations 
which  may  be  made  in  the  following 
manner: 

(1)  Nominations  for  initial  members 
of  the  committee  and  their  respective 
alternates  may  be  submitted  by  produc- 
ers, handlers,  or  groups  thereof,  and  such 
nominations  may  be  by  virtue  of  elections 
conducted  by  groups  of  producers  and 
by  groups  of  handlers. 

(2)  In  order  to  provide  nominations  for 
succeeding  committee  members  and  al- 
ternates : 

(i)  The  Oregon-California  Potato 
Committee  shall  hold  or  cause  to  be  held 
prior  to  May  1  of  each  year,  after  the 
effective  date  hereof,  a  meeting  or  meet- 
ings of  producers  and  of  handlers  re- 
spectively in  each  of  the  districts  desig- 


nated In  paragraph  (c)  of  this  section, 
in  which  the  term  of  office  of  committee 
members,  and  their  respective  alternates. 
will  terminate  at  the  end  of  the  then 
current  fiscal  year; 

(ii)  In  arranging  for  such  meetings 
the  committee  may.  if  it  deems  desirable. 
utilize  the  services  and  facilities  of  exist- 
ing organizations  and  agencies; 

(ill )  At  each  such  meeting  at  least  two 
nominees  shall  be  designated  for  each 
position  as  member  and  for  each  position 
as  alternate  member  on  the  committee, 
which  is  vacant  or  which  Is  to  become 
vacant  at  the  end  of  the  then  current 
fiscal  year; 

(iv )  Nominations  for  committee  mem- 
bers and  alternate  members  shall  be  sup- 
plied to  the  Secretary  in  such  manner 
and  form  as  he  may  prescribe,  not  later 
than  30  days  prior  to  the  end  of  each 
fiscal  year; 

(V)  Only  producers  may  participate  in 
designating  nominees  for  producer  com- 
mittee members  and  their  alternates  and 
only  handlers  may  participate  in  desig- 
nating nominees  for  handler  committee 
members  and  their  alternates: 

(vi)  Each  person  who  Is  both  a  handler 
and  a  producer  may  vote  either  as  a 
handler  or  as  a  producer  and  may  elect 
the  group  In  which  he  votes;  and 

(vii)  Regardless  of  the  number  of  dis- 
tricts in  which  a  person  produces  pota- 
toes, each  such  person  is  entitled  to  cast 
only  one  vote  on  behalf  of  himself,  his 
agents,  subsidiaries,  affiliates,  and  repre- 
sentatives, in  designating  nominees  for 
committee  members  and  alternates:  Pro- 
vided. That  in  the  event  a  person  is  en- 
gaged in  producing  potatoes  in  more  than 
one  district,  such  person  shall  elect  the 
district  within  which  he  may  participate 
as  aforesaid  In  designating  nominees: 
Provided  further.  That  an  eligible  voter's 
privilege  of  casting  only  one  vote,  as 
aforesaid,  shall  be  construed  to  permit  a 
voter  to  cast  one  vote  for  each  pasition 
to  be  filled  in  the  respective  district  in 
which  he  elects  to  vote. 

(f)  Failure  to  nominate.  If  nomina- 
tions are  not  made  within  the  time  and 
in  the  manner  specified  by  the  Secretary 
pursuant  to  paragraph  (e)  <2)  of  this 
section,  the  Secretary  may,  without 
regard  to  nominations,  select  the  com- 
mittee members  and  alternates  which 
selectiton  shall  be  on  the  basis  of  the 
representation  provided  for  herein. 

(g)  Acceptance.  Any  person  selected 
by  the  Secretary  as  a  committee  member 
or  as  an  alternate  shall  qualify  by  filing  a 
written  acceptance  with  the  Secretary 
within  ten  days  a(ter  being  notified  of 
such  selection. 

(h>  Vacancies.  To  fill  any  vacancy 
occasioned  by  the  failure  of  any  person 
selected  as  a  committee  member  or  as 
an  alternate  to  qualify,  or  in  the  event  of 
the  death,  removal,  resignation,  or  dis- 
qualification of  any  qualified  member  or 
alternate,  a  successor  for  his  unexpired 
term  may  be  selected  by  the  Secretary 
from  nominations  made  in  the  manner 
specified  in  paragraph  (e)  (2)  of  this  sec- 
tion, or  the  Secretary  may  select  such 
committee  member  or  alternate  from 
previously  unselected  nominees  on  the 
current  nominee  list  from  the  district  in- 
volved. If  the  names  of  nominees  to  fill 
any  such  vacancy  are  not  made  available 
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to  the  Secretary  within  30  days  after  such 
vacancy  occurs,  the  Secretary  may  fill 
such  vacancy  without  regard  to  nomina- 
tions, which  selection  shall  be  made  on 
the  basis  of  the  representaWon  provided 
for  herein. 

(i)  Alternate  members.  An  alternate 
member  of  the  committee  shall  act  in  the 
place  and  stead  of  the  member  for  whom 
he  is  an  alternate,  during  such  member's 
absence.  In  the  event  of  the  death,  re- 
moval, resignation,  or  disqualification  of 
a  member  his  alternate  shall  act  for  him 
until  a  successor  of  such  member  Is  se- 
lected and  has  qualified. 

(J)  Procedure.  (1)  A  majority  of 
members  of  the  committee  shall  be  nec- 
essary to  constitute  a  quorum  and  a  ma- 
jority of  concurring  votes  will  be  required 
to  pass  any  motion  or  approve  any  com- 
mittee action. 

(2)  The  committee  may  provide  for 
meeting  by  telephone,  telegraph,  or  other 
means  of  communication  and  any  vote 
ca.st  at  such  a  meeting  shall  be  confirmed 
promptly  In  writing:  Provided,  That  if 
any  assembled  meeting  is  held,  all  votes 
shall  be  cast  in  per.son. 

(k)  Expenses  and  compensation. 
Committee  members  or  their  respective 
alternates  when  acting  as  members,  shall 
be  reimbursed  for  expenses  necessarily 
incurred  by  them  in  the  performance  of 
their  duties  and  in  the  exercise  of  their 
powers  hereunder,  and  shall  receive  com- 
pensation at  a  rate  to  be  determined  by 
the  committee,  which  rate  shall  not  ex- 
ceed $5.00  for  each  day.  or  portion  there- 
of, spent  in  attending  meetings  of  the 
committee. 

(1)  Pouters.  The  committee  shall  have 
the  following  powers: 

<  1 )  To  administer  the  provisions  here- 
of in  accordance  with  its  terms; 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

(m)  Duties.  It  shall  be  the  duty  of 
the  committee: 

(1)  To  act  as  intermediary  between 
the  Secretary  and  any  producer  or 
handler; 

(2)  To  select  a  chairman  and  such 
other  officers  for  each  fiscal  period  as  may 
be  neces.sary.  to  select  subcommittees  of 
committee  members,  and  to  adopt  such 
rules  and  regulations  for  the  conduct  of 
its  business  as  i,t  may  deem  advisable; 

<  3 )  To  appoint  such  employees,  agents, 
and  representatives  as  it  may  deem  nec- 
essary and  to  determine  the  salaries  and 
define  the  duties  of  each  such  person; 

(4»  To  investigate,  from  time  to  time, 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing  con- 
ditions with  respect  to  potatoes,  and  to 
engage  in  such  research  and  service  ac- 
tivities which  relate  to  the  handling  or 
marketing  of  potatoes  as  may  be  ap- 
proved by  the  Secretary; 

<5>  To  furnish  to  the  Secretary  such 
available  Information  as  he  may  request; 

•  6)  To  keep  minutes,  books,  and  rec- 
ords which  clearly  reflect  all  of  the  acts 
and  transactions  of  the  committee  and 
such  minutes,  books,  and  records  shall  be 
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subject  to  examination  at  any  time  by  the 
Secretary  or  his  authorized  agent  or  rep- 
resentative; 

(7)  To  make  available  to  producers 
and  handlers  the  committee  voting  rec- 
ord on  recommended  regulations  and  on 
other  matters  of  policy; 

<8)  At  the  beginning  of  each  fiscal 
year,  to  submit  to  the  Secretary  a  budget 
of  its  expenses  for  such  fiscal  year,  to- 
gether with  a  report  thereon; 

<  9 )  To  cause  the  books  of  the  commit- 
tee to  be  audited  by  a  competent  ac- 
countant at  least  once  each  fiscal  year, 
and  at  such  other  time  as  the  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  The  report  of  such  audit 
shall  show  the  receipt  and  expenditure  of 
funds  collected  pursuant  hereto;  a  copy 
of  each  such  report  shall  be  furnished  to 
the  Secretary  and  a  copy  of  each  such 
report  shall  be  made  available  at  the 
principal  office  of  the  committee  for 
inspection  by  producers  and  handlers; 
and 

<10)  To  consult,  cooperate  and  ex- 
change information  with  other  pwtato 
marketing  committees  and  other  indi- 
viduals or  agencies  in  connection  with  all 
proper  committee  activities  and  objec- 
tives hereunder. 

§  959.3  Expenses  and  assessments — 
(a)  Expenses.  The  committee  Is  au- 
thorized to  incur  such  expenses  as  the 
Secretary  finds  may  be  necessary  to  per- 
form its  functions  hereunder  during  each 
fiscal  year  and  for  such  other  purposes  as 
the  Secretary  may  determine  to  be  ap- 
propriate pursuant  to  the  provisions 
hereof.  The  funds  to  cover  such  ex- 
p>enses  shall  be  acquired  by  the  levying  of 
assessments,  as  herein  provided,  upon 
handlers. 

(b)  Assessments.  (1)  Each  handler 
who  first  ships  potatoes  shall  pay  to  the 
committee,  upon  demand,  such  handler's 
pro  rata  share  of  the  expenses  which  the 
Secretary  finds  will  be  incurred  by  the 
committee  for  its  maintenance  and  func- 
tioning during  each  fiscal  year,  and  for 
such  other  purposes  as  the  Secretary  may 
determine  to  be  appropriate  pursuant  to 
the  provisions  hereof.  Such  handler's 
pro  rata  share  of  such  expense  shall  be 
equal  to  the  ratio  between  the  total  quan- 
tity of  potatoes  handled  by  him  as  the 
first  handler  thereof,  during  the  appli- 
cable fiscal  year,  and  the  total  quantity 
of  potatoes  handled  by  all  handlers  as 
the  first  handlers  thereof,  during  the 
same  fiscal  year.  The  Secretary  shall  fix 
the  rate  of  assessment  to  be  paid  by  such 
handlers. 

(2)  At  any  time  during  a  fiscal  year, 
the  Secretary  may  Increase  the  rate  of 
asses-sment  In  order  to  secure  sufficient 
funds  to  cover  any  later  finding  by  the 
Secretary  relative  to  the  expenses  of  the 
committee.  Such  increase  shall  be  ap- 
plicable to  all  potatoes  handled  during 
the  given  fiscal  year.  In  order  to  pro- 
vide funds  to  carry  out  the  functions  of 
the  committee,  handlers  may  make  ad- 
vance payment  of  assessments. 

(O  Accounting.  (1>  If,  at  the  end  of 
a  fiscal  year,  it  shall  appear  that  assess- 
ments collected  are  In  excess  of  expenses 
Incurred,  each  handler  entitled  to  a  pro- 
portionate refund  of  the  excess  assess- 
ments shall  be  credited  with  such  refund 
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against  the  operations  of  the  following 
fi.scal  year,  unless  he  demands  payment 
thereof,  in  which  event  such  proportion- 
ate refund  shall  be  paid  to  him. 

(2)  If,  after  reasonable  effort  by  the 
committee,  it  Is  found  impossible  to  re- 
turn excess  funds  to  handlers,  such  funds 
shall,  with  the  approval  of  the  Secretary, 
be  turned  over  to  an  appropriate  agency 
serving  potato  producers  in  the  produc- 
tion area. 

(3)  The  committee  may,  with  the  ap- 
proval of  the  Secretary,  maintain  In  its 
own  name  or  in  the  name  of  its  mem- 
bers, a  suit  against  any  handler  for  the 
collection  of  such  handler's  pro  rata 
share  of  the  expenses  of  the  committee. 

(d)  Funds.  All  funds  received  by  the 
committee  pursuant  to  any  provision 
hereof  shall  be  used  solely  for  the  pur- 
poses herein  specified  and  shall  be  ac- 
counted for  in  the  following  manner: 

(1)  The  Secretary  may  at  any  time 
require  the  committee  and  its  members 
to  account  for  all  receipts  and  disburse- 
ments; and 

(2)  Whenever  any  person  ceases  to  be 
a  committee  member  or  alternate,  he 
shall  account  for  all  receipts  and  dis- 
bursements and  deliver  all  property  and 
funds  in  his  hands,  together  with  all 
books  and  records  in  his  possession,  to 
his  successor  In  office  or  to  such  person 
as  the  Secretary  may  designate,  and 
shall  execute  such  assignments  and  other 
Instruments  as  may  be  necessary  or  ap- 
propriate to  vest  in  such  successor  or  in 
such  designated  person  the  right  to  all 
the  property,  funds,  or  claims  vested  in 
such  member  or  alternate. 

§  959.4  Regulation — (&)  Duration  of 
regulation.  All  regulations  Lssued  by  the 
Secretary  pursuant  to  Order  No.  59  shall 
continue  in  effect  hereunder  as  originally 
Issued,  or  subsequently  modified,  until 
such  regulations  are  changed,  modified, 
or  suspended  by  the  Secretary  as  such 
changes,  modifications,  or  suspensions 
may  be  recommended  by  the  Administra- 
tive Committee  pursuant  hereto. 

(b)  Marketing  policy.  At  the  begin- 
ning of  each  fiscal  year  the  committee 
shall  prepare  and  submit  to  the  Secre- 
tary a  report  setting  forth  its  proposed 
policy  for  the  marketing  of  potatoes  dur- 
ing such  fiscal  year.  In  the  event  it  be- 
comes advisable  to  deviate  from  such 
marketing  policy,  because  of  changed  de- 
mand and  supply  conditions,  the  com- 
mittee shall  formulate  a  new  marketing 
policy  and  shall  submit  a  report  thereon 
to  the  Secretary.  The  committee  shall 
notify  producers  and  handlers  of  the 
contents  of  such  reports. 

(c)  Recommendation  for  regulations. 
(1)  It  shall  be  the  duty  of  the  commit- 
tee to  investigate  supply  and  demand 
conditions  for  grade,  size,  and  quality  of 
potatoes  of  all  varieties.  In  such  inves- 
tigations, the  committee  shall  give  due 
consideration  to  the  following  factors: 

(i)  Market  prices  of  potatoes,  includ- 
ing prices  by  grade,  size  and  quality  in 
wholesale  or  in  consumer  packs,  or  any 
other  shipping  unit; 

(ii)  Potatoes  on  hand  in  the  market 
areas  as  manifested  by  supplies  enroute 
and  on  track  at  the  principal  markets; 

(ill)  Supply  of  potatoes,  by  grade,  size 
and  quality,  in  the  production  area  de- 
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fined  herein  and  In  other  production 
areas; 

(Iv)  The  trend  and  level  of  consumer 
Income;  and 

(V)  Other  relevant  factors. 

(2)  The  committee  shall  recommend 
regulation  to  the  Secretary.  In  accord- 
ance herewith,  whenever  It  finds,  on  the 
basis  of  the  foregoing  investigation,  that 
such  conditions  make  it  advisable: 

(I)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(II)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  differ- 
ently for  different  varieties,  for  different 
portions  of  the  production  area,  for  con- 
sumer or  wholesale  packs  (or  any  other 
shipping  unit),  for  tablestock  and  seed, 
or  any  combination  of  the  foregoing,  dur- 
ing any  period;  or 

(iii)  To  regulate  the  shipment  of  pota- 
toes by  establishing,  in  terms  of  grades, 
sizes,  or  both,  minimum  standards  of 
quality  and  maturity. 

(d)  Issuance  of  regulations.  a>  The 
Secretary  shall  limit  the  shipment  of 
potatoes  as  hereinafter  set  forth,  when- 
ever he  finds  from  the  recommendations 
and  information  submitted  by  the  com- 
mittee, or  from  other  available  informa- 
tion, that  it  would  tend  to  effectuate  the 
declared  policy  of  the  act: 

(i)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(ii)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  different  varieties,  for  dif- 
ferent portions  of  the  production  area, 
for  consumer  or  wholesale  packs,  for 
tablestock  and  seed,  or  any  combination 
of  the  foregoing,  during  any  period;  or 
(iii)  To  regulate  the  shipment  of  po- 
tatoes by  establishing,  in  terms  of  grade, 
sizes  or  both,  minimum  standards  of 
quality  and  maturity. 

(2)  The  Secretary  shall  notify  the 
committee  of  any  such  regulation  and  the 
committee  shall  give  reasonable  notice 
thereof  to  handlers. 

(e)  Inspection  and  certHlcation.  Dur- 
ing any  period  in  which  the  Secretary 
regulates  the  shipment  of  potatoes  pur- 
suant to  the  provisions  hereof,  each  han- 
dler who  first  ships  potatoes  shall,  prior 
to  making  shipment,  cause  each  ship- 
ment to  be  inspected  by  an  authorized 
representative  of  the  Federal-State  In- 
spection Service.  Each  such  handler 
shall  make  arrangements  with  the  in- 
spection agency  to  forward  promptly  to 
the  committee  a  copy  of  such  inspection 
certificate. 

(f)  Exemptions.  (1)  The  committee 
may  adopt,  subject  to  approval  of  the 
Secretary,  the  procedures  pur.suant  to 
which  certificates  of  exemption  will  be 
Issued  to  producers  or  handlers. 

(2>  The  committee  may  Issue  certifi- 
cates of  exemption  to  any  producer  who 
applies  for  such  exemption  and  furnishes 
adequate  evidence  to  the  committee:  (i) 
That  by  reason  of  a  regulation  Issued 
pursuant  to  this  section  he  will  be  pre- 
'  vented  from  shipping  as  large  a  propor- 
tRm  Of  his  production  as  the  average 
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proportion  of  production  shipped  by  all 
producers  in  said  applicant's  immediate 
production  area,  and  (ID  that  the  grade, 
size,  or  quality  of  the  applicant's  potatoes 
have  been  adversely  affected  by  acts  be- 
yond the  applicant's  control  and  by  acts 
beyond   reasonable   expectation.     Each 
certificate  shall  permit  the  producer  to 
ship  the  amount  of  potatoes  specified 
thereon.    Such  certificate  shall  be  trans- 
ferred with  such  potatoes  at  time  of  sale. 
(3)  The  committee  may  issue  certifi- 
cates of  exemption  to  any  handler  who 
applies  for  such  exemption  and  furnishes 
adequate  evidence  to  the  committee;  d) 
that  by  reason  of  a  regulation  Issued  pur- 
suant to  this  section  he  will  be  prevented 
from  shipping  as  large  a  proportion  of  his 
storage  holdings  of  ungraded  potatoes, 
acquired  during  or  immediately  following 
the  digging  season,  as  the  average  pro- 
portion  of'ungraded   storage   holdings 
shipped  by  all  handlers  in  said  appli- 
cant's Immediate  shipping  area,  and  <li) 
that  the  grade,  size,  or  quality  of  the  ap- 
plicant's potatoes  have  been  adversely  af- 
fected by  acts  beyond  the  applicant's  con- 
trol and  by  acts  beyond  reasonable  ex- 
pectation.    Each  certificate  .shall  permit 
the  handler  to  ship  the  amount  of  pota- 
toes specified  thereon.    Such  certificate 
may  be  transferred  with  such  potatoes  at 
time  of  sale. 

(4)  The  committee  shall  be  permitted 
at  any  time  to  make  a  thorough  Investi- 
gation of  any  producer's  or  handlers 
claim  pertaining  to  exemptions. 

(5)  If  any  applicant  for  exemptipn 
certificates  is  dissatified  with  the  deter- 
mination by  the  committee  with  respect 
to  his  application,  said  applicant  may  file 
an  appeal  with  the  committee.  Such  an 
appeal  must  be  taken  promptly  aUer  the 
determination  by  the  committee  from 
which  the  appeal  is  taken.  Any  appli- 
cant filing  an  appeal  shall  furnish  evi- 
dence satisfactory  to  the  committee  for  a 
determination  on  the  appeal.  The  com- 
mittee shall  thereupon  reconsider  the  ap- 
plication, examine  all  available  evidence, 
and  make  a  final  determination  concern- 
ing the  application.  The  committee  shall 
notify  the  appellant  of  the  final  determi- 
nation and  shall  furnish  the  Secretary 
with  a  copy  of  the  appeal  and  a  state- 
ment of  considerations  Involved  in  mak- 
ing the  final  determination. 

(6)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
procedure  and  any  exemptions  granted 
pursuant  to  this  section. 

(7)  The  committee  shall  maintain  a 
record  of  all  applications  submitted  for 
exemption  certificates,  a  record  of  all  ex- 
emption certificates  issued  and  denied, 
the  quantity  of  potatoes  covered  by  such 
exemption  certificates,  a  record  of  the 
amount  of  potatoes  shipped  under  ex- 
emption certificates,  a  record  of  appeals 
for  reconsideration  of  applications,  and 
such  Information  as  may  be  requested  by 
the  Secretary.  Periodic  reports  on  such 
records  shall  be  compiled  and  Issued  by 
the  committee  upon  request  of  the  Sec- 
fetary. 

S  959.5  Regulation  of  surplus— (a) 
Recommendation.  It  shall  be  the  duty 
of  the  committee  to  Investigate  supply 
and  demand  conditions  of  potatoes. 
Whenever  the  committee  finds  that  a 


surplus  of  potatoes  exists.  It  shall  deter- 
mine the  extent  of  such  surplus  of  pota- 
toes of  any  grade,  size,  or  quality  thereof. 
If  It  Is  deemed  advisable,  the  committee 
shall  recommend  the  control  and  disposi- 
tion of  surplus  potatoes  and  plans  for 
equalizing  the  burden  of  surplus  elimina- 
tion or  control  among  the  producers  and 
handlers  thereof  under  uniform  rules 
established  by  the  committee  and  ap- 
proved by  the  Secretary. 

(b)  Issuance  of  regulations.  (V 
Whenever  the  Secretary  finds  from  the 
recommendations  and  information  sub- 
mitted by  the  committee,  or  from  other 
available  Information,  that  the  control 
and  disposition  of  surplas  potatoes  will 
tend  to  effectuate  the  declared  policy  of 
the  act.  he  shall  control  and  di.spose  of 
such  surplus  potatoes  and  shall  further 
provide  for  equalizing  the  burden  of  such 
surplus  elimination  or  "control  among 
producers  and  handlers  thereof. 

(2)  At  any  time  during  which  the  Sec- 
retary provides  for  the  control  and  dis- 
position of  surplus  potatoes,  the  commit- 
tee is  authorized  to  enter  into  contracts 
or  agreements  with  any  person,  agency, 
or  organization,  for  the  purpose  of  facili- 
tating the  disposal  of  surplus  potatoes. 

§  959.6  Shipments  for  specified  pur- 
poses. <a)  The  Secretary  upon  the  ba.sls 
of  recommendations  of  the  committee,  or 
upon  the  basis  of  other  available  infor- 
mation, may  modify,  suspend,  or  termi- 
nate regulations  Issued  pursuant  to 
§  959.3  or  §  959.4.  or  both.  In  order  to 
facilitate  shipments  of  potatoes  for  the 
purposes  .specified  below,  whenever  he 
finds  that  such  actions  tend  to  effectuate 
the  declared  policy  of  the  act ;  adequate 
safeguards  may  be  established,  pursuant 
to  paragraph  to  of  this  section,  to  pre- 
vent such  shipments  from  entering  chan- 
nels of  trade  for  other  than  the  specified 
purpose : 

( 1 )  Shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  graded, 
stored,  or  loaded; 

(2 »  Shipments  of  potatoes  for  export ; 
(3'  Shipments  of  potatoes  for  distri- 
bution by  the  Federal  Government,  for 
distribution  by  relief  agencies,  or  for 
consumption  by  charitable  Institutions; 
( 4 )  Shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  manufac- 
tured or  converted  into  specified  prod- 
ucts or  by-products; 

(5 1  Shipments  of  potatoes  for  livestock 
feed  or  for  other  specified  purpases. 

(b)  Whenever  the  shipments  of  seed 
potatoes  are  not  subject  to  the  same  reg- 
ulations as  shipments  of  table  stock  pota- 
toes, l.ssued  pursuant  to  §  959.3  or  §  959  4. 
or  both,  the  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  pursuant  to  paragraph  <c»  of 
this  section,  to  prevent  diversion  of  such 
shipments  from  seed  potato  channels. 

(c>  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  authorized  by  paragraphs  <a  > 
and  (b)  of  this  section,  which  safeguards 
may  include  requirements  that: 

(1)  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  pur- 
suant to  this  section; 

»2)  Handlers  shall  obtain  Federal- 
State  inspection  provided  by  §  959  4  «e) 
and  pay  the  pro  rata  share  of  expenses 


Saturday,  March  19,  1949 

provided  by  S  959.3,  in  connection  with 
potato  shipments  effected  under  the  pro- 
visions of  this  section:  Provided,  That 
such  Inspection  and  payment  of  expenses 
may  be  required  at  different  times  than 
otherwise  specified  by  the  aforesaid  sec- 
tions; and 

(3)  <1)  Handlers  shall  obtain  Certifi- 
cates of  Privilege  from  the  committee  for 
shipments  of  potatoes  effected  or  to  be 
effected  under  the  provisions  of  this  sec- 
tion. The  committee,  with  the  approval 
of  the  Secretary,  shall  prescribe  rules 
governing  the  issuance  and  the  contents 
of  such  Certificates  of  Privilege. 

(11)  The  committee  shall  make  a 
weekly  report  to  the  Secretary  showing 
the  number  of  applications  for  such 
certificates,  the  quantity  of  potatoes 
covered  by  such  applications,  the  num- 
ber of  such  applications  denied  and  cer- 
tificates granted,  the  quantity  of  pota- 
toes shipped  under  duly  issued  certifi- 
cates, and  such  other  Information  as 
may  be  requested  by  the  Secretary.  The 
committee  may  rescind  or  deny  Certifi- 
cates of  Privilege  to  any  shipper  if  evi- 
dence Is  obtained  that  potatoes  shipped 
by  him  for  the  purposes  stated  above  have 
entered  the  current  of  Interstate  or  for- 
eign commerce,  or  have  directly  bur- 
dened, obstructed,  or  affected  such  com- 
merce contrary  to  the  provisions  hereof. 

(d)  The  committee,  with  the  approval 
of  the  Secretary,  may  establish,  for  any 
or  all  portions  of  the  production  area, 
minimum  quantities  below  which  ship- 
ments win  be  free  from  regulations  is- 
sued pursuant  to  S  959.3  and  §  959.4. 

(e)  (1)  The  Secretary  shall  give 
prompt  notice  to  the  committee  of  any 
modification,  suspension,  or  termination 
of  regulations  pursuant  to  this  section. 
or  of  any  approval  Lssued  by  him  under 
the  provisions  of  this  section. 

(2)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  and  any  certifi- 
cates l-ssued  by  the  committee  pursuant 
to  the  provisions  of  this  section. 

§  959.7  Reports.  Upon  the  request 
of  the  committee,  with  approval  of  the 
Secretary,  every  handler  shall  furnish 
to  the  committee.  In  such  manner  and  at 
such  time  as  may  be  prescribed,  such  In- 
formation as  will  enable  the  conunittee 
to  exercise  its  powers  and  perform  its 
duties  hereunder.  The  Secretary  shall 
have  the  right  to  modify,  change,  or  re- 
scind any  requests  for  reports  pursuant 
to  this  section. 

§  959.8  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  rhip  pota- 
toes; the  shipment  of  which  has  been 
prohibited  by  the  Secretary  in  accord- 
ance with  provisions  hereof,  and  no  han- 
dler shall  ship  potatoes  except  in  con- 
formity to  the  provisions  hereof. 

6  959.9  Right  of  the  Secretary.  The 
members  of  the  committee  (including 
successors  arid  alternates),  and  any 
agent  or  employee  appointed  or  employed 
by  the  committee,  shall  be  subject  to  re- 
moval or  suspension  by  the  Secretary  at 
any  time.  Each  and  every  order,  regu- 
lation, decision,  determination  or  other 
act  of  the  committee  shall  be  subject  to 
the  continuing  right  of  the  Secretary  to 
disapprove  of  the  same  at  any  time. 
No.  63 3 
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Upon  such  disapproMCil,  the  disapproved 
action  of  the  said  committee  shall  be 
deemed  null  and  void,  except  as  to  acts 
done  in  reliance  thereon  or  incompliance 
therewith  prior  to  such  disapproval  by 
the  Secretary. 

8  959.10  Effective  time  and  termina- 
tion—  ta)  Effective  time.  The  provi- 
sions hereof  shall  become  effective  at 
such  time  as  the  Secretary  may  declare 
above  his  signature  attached  hereto,  and 
shall  continue  in  force  until  terminated 
in  one  of  the  ways  hereinafter  specified. 

(b)  Termination.  (1)  The  Secretary 
may.  at  any  time,  terminate  the  provi- 
sions hereof  by  giving  at  least  one  day's 
notice  by  means  of  a  press  release  or  In 
any  other  manner  which  he  may  deter- 
mine. 

(2)  The  Secretary  may  terminate  or 
suspend  the  operation  of  any  or  all  of  the 
provisions  hereof  whenever  he  finds  that 
such  provisions  do  not  tend  to  effectuate 
the  declared  policy  of  the  act. 

(3)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any 
fiscal  year  whenever  he  finds  that  such 
termination  is  favored  by  a  majority  of 
producers  who.  during  the  preceding  fis- 
cal year,  have  been  engaged  in  the  pro- 
duction for  market  of  potatoes:  Pro- 
vided. That  such  majority  has^  during 
such  year,  produced  for  market  more 
than  fifty  percent  of  the  volume  of  such 
potatoes  produced  for  market;  but  such 
termination  shall  be  effective  only  if  an- 
nounced on  or  before  June  30  of  the 
then  current  fiscal  year. 

(4)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year,  upon  the  written  request  of  han- 
dlers signatory  hereto  who  submit  evi- 
dence satisfactory  to  the  Secretary  that 
they  handled  not  less  than  sixty-seven 
percent  of  the  total  volume  of  potatoes 
handled  by  the  signatory  handlers  dur- 
ing the  preceding  fiscal  year;  but  such 
termination  shall  be  effective  only  if 
announced  on  or  before  June  30  of  the 
then  current  fiscal  year.' 

(5)  The  provisions  hereof  shall,  in  any 
event,  terminate  whenever  the  provisions 
of  the  act  authorizing  them  cease  to  be 
in  effect. 

(c)  Proceedings  after  termination. 
(1)  Upon  the  termination  of  the  pro- 
visions hereof,  the  then  functioning 
members  of  the  committee  shall  continue 
as  trustees,  for  the  purpose  of  liquidating 
the  affairs  of  the  committee,  of  all  the 
funds  and  property  then  in  the  posses- 
sion of  or  under  control  of  the  com- 
mittee, including  claims  for  any  funds 
unpaid  or  property  not  delivered  at  the 
time  of  such  termination.  Action  by  said 
trusteeship  shall  require  the  concurrence 
of  a  majority  of  the  said  trustees. 

(2)  The  said  trustees  shall  continue  in 
such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
gether with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct;  and 
shall  upon  request  of  the  Secretary,  exe- 
cute such  assignments  or  other  Instru- 
ments necessary  or  appropriate  to  vest 
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in  such  person  full  title  and  right  to  all 
of  the  funds,  property,  and  claims  vested 
In  the  committee  or  the  trustees  pur- 
suant thereto. 

(3)  Any  person  to  whom  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

§  959.11  Effect  of  termination  or 
amendment.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  issuance  of  any 
amendments  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  riTht,  duty,  obli- 
gation, or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  hereof  or 
any  regulation  Issued  hereunder,  or  (b) 
release  or  extinguish  any  violation  hereof 
or  of  any  regulation  Lssued  hereunder,  or 
(c)  affect  or  Impair  any  rights  or  reme- 
dies of  the  Secretary  or  of  any  other 
person  with  respect  to  any  such  viola- 
tion. 

§959.12  Duration  of  immunities.  The 
benefits,  privileges,  and  Immunities  con- 
ferred upon  any  person  by  virtue  hereof 
shall  cease  upon  the  termination  hereof, 
except  with  respect  to  acts  done  under 
and  during  the  existence  hereof. 

§  959.13  Agents.  The  Secretary  may, 
by  designation  in  writing,  name  any  per- 
son, including  any  officer  or  employee 
of  the  Government,  or  name  any  bu- 
reau or  division  in  the  United  States  De- 
partment of  Agriculture,  to  act  as  his 
agent  or  representative  in  connection 
with  any  of  the  provisions  hereof. 

§  959.14  Derogation.  Nothing  con- 
tained herein  Is,  or  shall  be  construed 
to  be.  In  derogation  or  in  modification 
of  the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or,  in 
accordance  with  such  powers,  to  act  in 
the  premises  whenever  such  action  is 
deemed  advisable. 

§  959.15  Personal  liability.  No  mem- 
ber or  alternate  of  the  committee,  nor 
any  employee  or  agent  thereof,  shall  be 
held  personally  responsible,  either  indi- 
vidually or  jointly  with  others.  In  any 
way  whatsoever,  to  any  handler  or  any 
person  for  errors  in  judgment,  mistakes, 
or  other  acts,  either  of  commission  or 
omission,  as  such  member,  alternate,  or 
employee,  except  for  acts  of  dishonesty. 

§  959.16  Separability.  If  any  provi- 
sion hereof  is  declared  invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  Is  held  invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  per- 
son, circumstance,  or  thinfe,  shall  not  be 
affected  thereby. 

§  959.17  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 
time,  by  the  committee  or  by  the  Sec- 
retary. 

5  959.18  Counterparts.  This  agree- 
ment may  be  executed  In  multiple  coim- 
terparts  and  when  one  counterpart  is 
signed  by  the  Secretary,  all  such  counter- 


1260 

parts  shall  constitute,  when  taken  to- 
gether, one  and  the  same  Instrument  as 
If  all  signatures  were  contained  In  one 
original.' 

S  959.19  Additional  parties.  After  the 
effective  date  hereof,  any  handler  who 
has  not  previously  executed  this  agree- 
ment may  become  a  party  hereto  if  a 
counterpart  hereof  is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 
new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary, 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  contract- 
ing party.' 

S  959.20  Order  with  marketing  agree- 
ment. Each  signatory  handler  favors 
and  approves  the  issuance  of  an  order, 
by  the  Secretary,  regulating  the  handling 
of  potatoes  in  the  same  manner  as  Is  pro- 
vided for  In  this  agreement;  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act, 
such  an  order.' 


NOTICES 

Copies  of  this  ifttice  of  hearing  may 
be  procured  from  the  Hearing  Clerk. 
United  States  Department  of  Agriculture, 
Room  1846.  South  Building,  Washington 
25.  D.  C.  or  may  be  there  inspected. 

Issued  at  Washington.  D.  C,  this  17th 
day  of  March  1949. 

[siAL]  John  I.  Thompson, 

Assistant  Administrator. 

|F.   B.   Doc.    49-2132:    Filed,    Mar.    18,    1949; 
9:26  a.  m.) 
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Peaches  Grown  in  Georgia 

findings    and    deteriiination    with    re- 
spect  to    marketinc   agreement   and 

ORDER 

Pursuant  to  the  applicable  provisions 
of  Marketing  Agreement  No.  99  and 
Order  No.  62  <7  CPR.  Cum.  Supp.,  962.1 
et  seq.),  and  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  1946 
ed.  601  et  seq.),  notice  was  given  in  the 


Federal  Register  on  January  29,  1949 
(14  F.  R.  419),  that  a  referendum  would 
be  conducted  among  the  growers  who, 
during  the  calendar  year  1947  (which 
period  was  determined  to  be  a  representa- 
tive period)  had  been  engaged,  in  the 
State  of  Georgia,  in  the  production  of 
peaches  for  market  to  determine  whether 
a  majority  of  such  growers  favored  the 
termination  of  the  aforesaid  marketing 
agreement  and  order. 
■  Upon  the  basis  of  the  results  of  the 
aforesaid  referendum,  which  was  con- 
ducted during  the  period  February  7  to 
February  12.  1949,  both  dates  inclusive. 
It  is  hereby  found  and  determined  that 
the  termination  of  the  marketing  agree- 
ment and  order,  regulating  the  handling 
of  fresh  peaches  grown  in  the  State  of 
Georgia,  is  not  favored  by  the  requisite 
majority  of  such  growers. 

Done  at  Washington,  D.  C.  this  15th 
day  of  March  1949. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.   R.   Doc.   49-2081;    Filed.   Mar.    18.    1949; 

8:47  a.  m.l 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  9242] 

Radio  Communications  B  e  r  v  ic  b  and 
Southern  Bell  Telephone  and  Tele- 
graph Co. 

ORDEI    designating     APFUCATION    FOR 

hearing  on  stated  issues 

In  the  matter  of  Radio  Communica- 
tions Service  and  Southern  Bell  Tele- 
phone and  Telegraph  Company,  Docket 
No.  9242.  Applications  for  construction 
permits  for  coastal  harbor  stations  at 
Houma.  Louisiana  (Pile  No.  1429-Pl-P- 
D>  and  at  Abbeville  and  St.  Bernard.  Lou- 
isiana (File  Nos.  222e-PC-C  and  2227- 
PC-C),  respectively. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington.  D.  C.  on  the  9th  day  of 
March  1949; 

The  Commission,  having  under  consid- 
eration the  application  of  Radio  Com- 
munications Service  for  a  construction 
permit  for  a  coastal  harbor  station  at 
Houma.  Louisiana,  requesting  the  use  of 
the  frequency  2522  kc  for  coastal  service 
and  the  allocation  of  the  frequency  2126 
kc  for  ship  stations;  and  aLso  having  un- 
der consideration  applications  filed  by 
.  Southern  Bell  Telephone  and  Telegraph 
Company  for  construction  permits  for 
coastal  harbor  stations  at  Abbeville  and 
St.  Bernard.  Louisiana,  respectively,  and 
a  petition  of  said  applicant,  filed  Novem- 
ber 20,  1947,  requesting  allocation  of  the 
frequency  2606  kc  to  the  coastal  service 
and  the  frequency  2190  kc  to  the  ship 
service,  in  order  that  these  frequencies 
may  be  made  available  for  assignment 
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to  stations  in  the  respective  services  to 
be  used  in  the  vicinity  of  New  Orleans, 
as  proposed  in  the  applications  for  con- 
struction permits;  and 

It  appearing  that  the  Commission,  on 
June  23. 1948.  adopted  (1)  an  order  deny- 
ing the  aforesaid  petition  and  (2)  a  min- 
ute granting  said  applications  of  the 
Southern  Bell  Telephone  Company  in 
part,  deleting  the  proposed  frequencies 
2606  kc  and  2190  kc;  and 

It  further  appearing  that  the  Tele- 
phone Company,  by  communication  filed 
July  12,  1948.  rejected  the  aforesaid  par- 
tial grant  of  its  applications  and  has  re- 
quested a  hearing  thereon,  pursuant  to 
the  provisions  of  section  405  of  the  Com- 
munications Act  of  1934.  as  amended, 
and  §  1.383  of  the  Commission's  rules  and 
regulations;  and 

It  -further  appearing  that  coastal  har- 
bor service  for  vessels  operating  in  the 
vicinity  of  New  Orleans  is  now  provided 
through  station  WAK  at  Port  Sulphur 
(near  New  Orleans) ;  that  the  proposed 
station  at  Houma  will  be  located  approxi- 
mately 48  miles  from  New  Orleans  and 
the  proposed  stations  at  Abbeville  and 
St.  Bernard  will  be  located  about  126  and 
15  miles,  respectively,  from  New  Orleans; 
and  that  the  proposed  station  at  Houma 
will  be  located  about  90  miles  from  Abbe- 
ville and  about  56  miles  from  St.  Bernard; 
and 

It  further  appearing  that  the  Commis- 
sion, upon  examination  of  the  above- 
mentioned  applications  and  petition,  is 
unable  to  determine  that  the  public  In- 
terest, convenience  or  necessity  would  be 
served  by  a  grant  of  these  applications 
and  the  petition; 

It  is  ordered.  That  the  minute  entered 
on  June  23,  1948  by  the  Commission  with 
respect  to  the  partial  grant  of  the  appli- 
cations of  Southern  Bell  Telephone  and 


Telegraph  Company,  and  the  order 
adopted  by  the  Commission  on  said  date 
denying  the  petition  of  the  Telephone 
Company  requesting  the  amendment  of 
the  Commission's  rules  and  regulations  so 
as  to  allocate  the  frequencies  2606  kc  to 
coastal  harbor  stations  and  2190  kc  to 
ship  radio  telephone  stations  and  to  per- 
mit the  assignment  of  these  frequencies 
for  use  by  the  Telephone  Company  in 
coastal  harbor  and  ship  radio-telephone 
services  at  New  Orleans,  Louisiana,  are 
each  hereby  rescinded  and  vacated;  and 
It  is  further  ordered.  Piu-suant  to  the 
provisions  of  sections  405  and  309  (a)  of 
the  Communications  Act  of  1934,  as 
amended,  that  the  foregoing  applications 
and  petition  are  designated  for  hearing 
for  the  following  reasons: 

1.  To  determine  whether  there  Is  a 
need  for  the  coastal  harljor  service  pro-       ^ 
posed  to  be  afforded  by  each  of  the  ap- 
plicants. 

2.  To  determine  whether  the  service 
proposed  to  be  offered  by  each  applicant 
will  meet,  or  assist  in  meeting,  the  needs 
of  the  public  in  the  area  to  be  served. 

3.  To  determine  whether  the  proposed 
coastal  harbor  station  transmitting 'fre- 
quency 2606  kc  may  be  made  available 
to  the  maritime  mobile  service  and,  if  so. 
whether  such  frequency  may  be  assigned, 
pursuant  to  the  rules  and  regulations  of 
the  Commission,  to  the  Telephone  Com- 
pany's proposed  public  coastal  harbor 
stations  at  Abbeville  and  St.  Bernard. 
Louisiana,  and  whether  the  proposed 
transmitting  frequency  2196  kc  may  be 
made  available  to  the  maritime  mobile 
service  and.  If  so,  whether  such  frequency 
may  be  assigned,  pursuant  to  the  rules 
and  regulations  of  the  Commission,  to 
ship  telephone  stations  for  communica- 
tion with  these  coastal  harbor  stations. 
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4.  To  determine  whether  the  frequency 
2522  kc.  may  be  assigned  to  the  Radio 
Communications  Service's  proposed 
coastal  harbor  station  at  Houma.  Loui- 
siana, and  whether  the  frequency  2126  kc 
may  be  assigned  to  ship  telephone  sta- 
tions for  communication  with  such 
coastal  harbor  station. 

5.  To  determine  whether  there  are  any 
other  suitable  frequencies  allocated  by 
the  rules  and  regulations  of  the  Commis- 
sion for  u.se  in  the  service  which,  in  ac- 
cordance with  those  rules  and  regula- 
tions, may  be  available  for  the  coastal 
harbor  and  ship  service  proposed  by  these 
applicants. 

6.  To  determine  whether  Radio  Com- 
munications Service  Is  financially  quali- 
fied to  construct  and  operate  Its  proposed 
station  at  Houma. 

7.  To  determine.  In  the  event  that  the 
applications  of  only  one  of  the  applicants 
is  to  be  granted,  the  comparative  quali- 
fications of  the  respective  applicants  to 
provide  the  .service  in  the  public  interest, 
convenience  and  necessity. 

It  is  further  ordered.  That  Radio  Com- 
munications Service  and  Southern  Bell 
Telephone  and  Telegraph  Company  are 
hereby  afforded  an  opportunity  to  obtain 
a  hearing  on  the  foregoing  issues  by  filing 
a  written  appearance  in  accordance  with 
the  provisions  of  S  1  387  of  the  Commis- 
sion's rules  and  regulations:  and 

It  is  further  ordered.  That  the  hearing 
herein  shall  be  held  at  a  time  and  place 
to  be  hereafter  designated  by  the  Com- 
mission. 

Notice  Is  hereby  given  that  5 1.857  of  the 
Commission's  rules  and  regulations  is  not 
applicable  to  this  proceeding. 

Federal  Communications 
Commission, 
fSEALl        T.  J.  Slowie, 

Secretary. 

|F.   R.   Doc.   49  2089;    Filed.    Mar.    18,    1949; 
8:51  a    m.l 


[Docket  No.  9243) 
Harvey  E.  Seibert  et  al. 

ORDER    designating    APPLICATIONS    FOR 
hearing  on   stated  ISSUES 

In  the  matter  of  Harvey  E.  Seibert  and 
Clinton  D.  McKinnon  and  The  Pacific 
Telephone  and  Telegraph  Company, 
Docket  No.  9243.  Applications  for  con- 
struction permits  for  coastal  harbor  sta- 
tions at  San  Diego.  California  (File  No. 
10257-Pl-P-C).  and  at  San  Pedro, 
California  (File  No.  11682-Fl-P-C). 
respectively. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  In 
Washington,  D.  C.  on  the  9th  day  of 
March  1949; 

The  Commission,  having  under  con- 
sideration the  applications  of  Harvey  E. 
Seibert  and  Clinton  D.  McKinnon  and 
The  Pacific  Telephone  and  Telegraph 
Company  for  construction  permits  for 
coastal  harbor  stations  at  San  Diego  and 
San  Pedro.  California,  respectively,  and 
a  petition  of  The  Pacific  Telephone  and 
Telegraph  Company  filed  simultaneously 
with  its  application,  requesting  alloca- 
tion of  the  frequency  2766  kc  to  the 
coastal  service  and  the  frequency  2074 
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kc  for  the  ship  service,  in  order  that 
these  frequencies  may  be  made  available 
for  assignment  to  stations  in  the  respec- 
tive services,  both  to  be  used  in  connec- 
tion with  the  proposed  station  at  San 
Diego;  and  also  having  under  considera- 
tion a  communication  filed  by  the  Tele- 
phone Company,  dated  May  18,  1948,  re- 
questing that  the  application  of  Messrs. 
Seibert  and  McKinnon  not  be  granted 
without  a  hearing  and  requesting  leave 
to  intervene  in  the  proceedings  and  pre- 
sent testimony  and  participate  In  oral 
argument  If  such  application  is  desig- 
nated for  hearing;  and 

It  appearing  that  coastal  harbor  serv- 
ice for  ve.ssels  operating  in  the  vicinity 
of  San  Diego-San  Pedro  is  now  pro- 
vided through  the  Telephone  Company's 
coastal  harbor  station  KOU.  located  at 
San  Pedro,  and  that  the  proposed  sta- 
tions would  supplement  such  service  in 
this  area;  and 

It  further  appearing  that  the  Commis- 
sion, upon  examination  of  the  above- 
mentioned  applications  and  petition,  is 
unable  to  determine  that  the  public  In- 
terest, convenience  and  necessity  would 
be  served  by  a  grant  of  these  applications 
and  the  petition; 

It  is  ordered.  Pursuant  to  the  provisions 
of  section  309  (a)  of  the  Communications 
Act  of  1934,  as  amended,  that  the  fore- 
going applications  and  petitions  are  des- 
ignated for  hearing  for  the  following 
reasons : 

1.  To  determine  whether  there  is  a 
need  for  the  coastal  harbor  service  pro- 
po.sed  to  be  afforded  by  each  of  the  appli- 
cants. 

2.  To  determine  whether  the  service 
proposed  to  be  offered  by  the  subject  ap- 
plicants will  meet,  or  assist  in  meeting, 
the  needs  of  the  public  in  the  area  to  be 
served. 

3.  To  determine  whether  the  proposed 
coastal  harbor  station  transmitting  fre- 
quency 2766  kc  may  be  made  available 
to  the  maritime  mobile  service  and.  if 
so.  whether  such  frequency  may  be  as- 
signed, pursuant  to  the  rules  and  reg- 
ulations of  the  Commission,  for  the  Tele- 
phone Company's  proposed  coastal  har- 
bor station  at  San  Pedro,  California,  and 
whether  the  proposed  ship  station  trans- 
mitting frequency  2074  kc  may  be  made 
available  to  the  maritime  mobile  service 
and  if  so,  whether  such  frequency  may 
be  a.sstgned.  pursuant  to  the  rules  and 
regulations  of  the  Commission,  to  ship 
telephone  stations  for  communication 
with  this  coastal  harbor  station. 

4.  To  determine  whether  the  frequency 
2538  kc  may  be  assigned  to  Seibert  and 
McKlnnon's  proposed  coastal  harbor 
station  at  San  Diego,  California,  and 
whether  the  frequency  2142  kc  may  be 
assigned  to  ship  telephone  stations  for 
communication  with  such  coastal  harbor 
station. 

5.  To  determine  whether  there  are  any 
other  suitable  frequencies  allocated  by 
the  rules  and  regulations  of  the  Commis- 
sion for  use  In  this  service  which,  in  ac- 
cordance with  such  rules  and  regula- 
tions, may  be  made  available  to  the 
coastal  harbor  and  ship  service  proposed 
by  these  applicants. 

6.  To  determine,  in  the  even£  that  only 
one  of  the  applications  is  to  be  granted, 
the  comparative  qualifications  of  the  re- 
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spective  applicants  to  provide  the  service 
in  the  public  interest,  convenience  and 
necessity. 

It  is  further  ordered.  That  Messrs. 
Seibert  and  McKinnon  and  The  Pacific 
Telephone  and  Telegraph  Company  are 
hereby  afforded  an  opp>ortunity  to  obtain 
a  hearing  on  the  foregoing  issues  by  filing 
a  written  appearance  in  accordance  with 
the  provisions  of  §  1.387  of  the  Commis- 
sion's rules  and  regulations,  and 

It  is  further  ordered.  That  the  hearing 
herein  shall  be  held  at  a  time  and  place 
to  be  hereafter  designated  by  the  Com- 
mLssion. 

Notice  Is  hereby  given  that  §  1.857  of 
the  Commission's  rules  and  regulations  is 
not  applicable  to  this  proceeding. 

Federal  Communications 
Commission, 
fsEALl  T.  J.  Slowie. 

Secretary. 

|F.    R.   Doc.   49-2090;    Piled,   Mar.    18.    1949; 
8:51  a.  m.J 


[Docket  No.  9257] 
WPTP  Radio  Co.  (WPTF) 

ORDER   designating  APPLICATION  FOR 

hearing  on  stated  issues 

In  re  F)etltion  of  Jose  Ramon  Qulnones, 
San  Juan.  Puerto  Rico.  Docket  No.  9257; 
for  reconsideration  of  action  granting  a 
construction  permit  <Flle  No.  BP-6353) 
to  WPTF  Radio  Company  (WPTF),  Ra- 
leigh, North  Carolina. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  in 
Washington  on  the  11th  day  of  March 
1949; 

The  Commission  having  under  consid- 
eration (1)  a  petition  filed  November  2, 
1948,  by  Jo^e  Ramon  Qulnones  (WAPA) 
San  Juan,  Puerto  Rico,  requesting  that 
the  Commission  (a)  reconsider  Its  action 
of  October  21,  1948.  granting  the  applica- 
tion of  WPTF  Radio  Company  (WPTF), 
Raleigh,  North  Carolina,  for  con.struc- 
tlon  permit  to  make  changes  In  the  WPTF 
directional  antenna  (File  No.  BP-6353 >, 
(b)  designate  said  application  for  hear- 
ing, and  (c)  make  petitioner  a  party  to 
said  hearing;  (2»  an  opposition  to  said 
petition  filed  November  15,  1948.  by 
WPTF  Radio  Company;  and  (3>  a  reply 
to  said  opposition  filed  November  22, 1948; 
and 

It  app>earlng  that  the  .said  petition 
raises  questions  of  fact  upon  which  pieti- 
tloner  should  be  afforded  an  opportunity 
to  be  heard; 

It  is  ordered,  That  the  said  petition  of 
Jose  Ramon  Quinones  iWAPA)  San  Juan, 
Puerto  Rico,  is  designated  for  hearing 
commencing  at  10:00  a.  m.,  the  20th  day 
of  April  1949  at  Washington,  D.  C.  upon 
the  following  Issues: 

1.  To  determine  whether  the  operation 
of  Station  WPTF.  as  authorized  in  the 
construction  p)ermlt  granted  October  21, 
1948  (File  No.  BP-6353),  and  with  the 
radiation  of  enercy  toward  the  service 
area  of  Station  WAPA  restricted  to  the 
value  contemplated  In  the  application  for 
said  construction  permit  would  result  in 
objectionable  Interference  within  the 
service  area  of  Station  WAPA,  and.  If  so, 
to    determine    the    nature    and    extent 
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thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  nature  of  other 
broadcast  services  available  to  such  areas 
and  populations. 

2.  To  determine  whether  the  ba.«;lc  de- 
sign of  the  WPTP  directional  antenna 
system  as  authorized  in  the  said  con- 
struction permit  is  such  that  the  array 
can  be  adjusted  and  maintained  so  as  not 
to  radiate  more  energy  toward  the  WAPA 
service  area  than  is  contemplated  by  the 
application  for  construction  permit  BP- 
6353  and  the  construction  permit  Issued 
pursuant  thereto. 

3.  To  determine  whether  the  WPTP 
directional  array  could  be  modified  or  ad- 
Justed  so  as  to  limit  the  radiation  from 
Station  WPTP  in  the  direction  of  Station 
WAPA  to  the  magnitude  of  the  radia- 
tion now  exi.sting  from  Station  WPTP  in 
the  direction  of  Station  WAPA. 

It  is  further  ordered.  That  WPTP  Radio 
Company,  licensee  of  Station  WPTP. 
Raleigh.  North  Carolina,  is  made  a  party 
to  this  proceeding. 

Pederal  Communications 
Commission. 
[SEALl         T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49  2091:    Piled.    Mar.    18.    1949; 
8:52  a.  m.  | 


NOTICES 

tions  the  monthly  average  sunrise  and 
sunset  hours  are  the  same  for  both  Pa- 
ducah  and  Mayfleld,  except  during  the 
month  of  January  when  average  sunrise 
at  Mayfleld  is  7:00  a.  m.  and  at  Paducah 
Is  7:15  a.  m. 

Notice  is  therefore  hereby  given  that 
it  is  proposed  to  amend  the  sunrise  and 
sunset  table  of  the  Standards  of  Good 
Engineering  Practice  Concerning  Stand- 
ard Broadcast  Stations  to  Indicate  the 
following  sunrise  and  sunset  times  for 
Paducah  and  Mayfleld.  Kentucky: 


tDocket  No.  91341 

Standards  of  Good  Engineering  Prac- 
tice Concerning  Standard  Broadcast 
Stations 

public  notice  with  respect  to  sunrise 
and  sunset  tables 

On  August  20.  1948.  the  Commission 
Issued  a  Public  Notice  with  respect  to  the 
sunrise  and  sunset  tables  approved  by  the 
Commission  on  May  27,  1948.  Notice  was 
given  in  this  release  that  any  interested 
person  who  was  of  the  opinion  that  the 
table  adopted  May  27,  1948.  is  not  correct 
or  who  believed  that  the  table  adopted 
should  not  have  been  adopted  in  the  man- 
ner set  forth  in  the  appendix  to  the  order 
of  May  27.  1948,  could  file  with  the  Com- 
mission a  statement  or  brief  setting  forth 
his  comments  and  any  objections.  The 
notice  provided  that  any  person  who  files 
a  pleading  pursuant  to  the  notice  may. 
until  action  is  taken  with  respect  to  such 
pleading,  consider  the  provisions  of  the 
table  adopted  on  May  27,  1948,  as  sus- 
pended In.sofar  as  it  affects  such  person. 

In  accordance  with  the  notice  dated 
August  20.  1948.  Paducah  Newspapers, 
Inc..  licensee  of  Station  WKYB,  Paducah. 
Kentucky,  filed  with  the  Commission  on 
September  15. 1948.  a  petition  for  change 
in  the  table  as  adopted  May  27,  1948.  in- 
sofar as  the  table  relates  to  the  cities  of 
Paducah  and  Mayfleld,  Kentucky,  lo- 
cated 18  miles  south  of  Paducah.  Sta- 
tion WKYB  contends  that  if  the  pro- 
cedure described  In  the  Commissions 
notice  of  August  20.  1948,  with  respect 
to  the  calculation  of  sunrise  and  sunset 
Is  followed,  the  time  of  average  monthly 
sunrise  and  sunset  at  Paducah  and  May- 
field.  Kentucky,  would  be  the  same. 

The  Commission  has  recalculated  the 
portion  of  its  table  of  sunrise  and  sunset 
that  relates  to  Paducah  and  Mayfleld 
and  finds  that  errors  have  been  made  in 
the  calculation  of  the  tables  for  both  of 
these  cities.    According  to  these  calcula- 


Padixah 

Jan. 

Feb. 

«:45 
5:30 
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6:00 
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Dec. 

.<5unrlse... 
Sun!*!.... 

4:45 

7:16 

6:15 
6:45 

6:30 

6:30 
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Any  interested  person  who  is  of  the 
opinion  that  the  proposed  rule  change 
should  not  be  adopted  In  the  form  set 
forth  herein,  may  file  with  the  Commis- 
sion on  or  before  April  18.  1949.  a  written 
statement  or  brief  setting  forth  his  com- 
ments. If  any  comments  are  received 
which  appear  to  warrant  the  Commis- 
sion in  holding  oral  argument  before  fi- 
nal action  is  taken  with  respect  to  the 
proposed  rule  change,  notice  of  the  time 
and  place  of  such  oral  argument  will  be 
given  to  interested  parties. 

This  notice  is  issued  pursuant  to  sec- 
tion 303  (a)  (c)  (f)  and  <r)  of  the  Com- 
munications Act  of  1934,  as  amended. 

In  accordance  with  the  provisions  of 
5  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
pursuant  to  this  notice  shall  be  furnished 
to  the  Commission. 

Adopted:  March  9,  1949. 

Released:  March  10,  1949. 

(seal]        Federal  Communications 
Commission, 
T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.   49-2092;    Filed,   Mar.    18,    1949; 
8:52  a.  m.] 


I  Docket  No.  924  r] 

Standards  op  Good  Engineering  Prac- 
tice Concerning  Standard  Broadcast 
Stations 

public  notice  with  respect  to  sunrise 
and  sunset  tables 

On    May    27,    1948.    the   Commission 
amended  the  table  of  sunrise  and  sunset, 


section  26  of  the  Standards  of  Good  En- 
gineering Practice  Concerning  Standard 
Broadcast  Stations. 

In  this  table  the  time  for  sunrise  dur- 
ing the  month  of  January  at  McKee.s- 
port.  Pennsylvania,  is  listed  as  7:30  a.  m. 
However,  it  appears  that,  in  accordance 
with  the  procedure  described  in  the 
Commission's  notice  of  August  20.  1948, 
Docket  No.  9134.  in  this  matter,  the  cor- 
rect time  for  sunrise  during  the  month  of 
January  at  McKeesport,  Pennsylvania,  is 
7:45  a.  m. 

Notice  is  therefore  hereby  given  that 
It  is  proposed  to  amend  the  sunrise  and 
sunset  table  of  the  Standards  of  Good 
Engineering  Practice  Concerning  Stand- 
ard Broadcast  Stations  to  indicate  the 
sunri.'^e  time  for  the  month  of  Januar.v 
at  McKeesport.  Pennsylvania,  as  7:45 
a.  m. 

Any  interested  person  who  is  of  the 
opinion  that  the  proposed  rule  chanpe 
should  not  be  adopted  in  the  form  set 
forth  herein,  may  file  with  the  Commis- 
sion on  or  before  April  18,  1S49,  a  written 
statement  or  brief  setting  forth  his  com- 
ments. If  any  comments  are  received 
which  appear  to  warrant  the  Commis- 
sion in  holding  oral  argument  before  fi- 
nal action  is  taken  with  respect  to  the 
proposed  rule  change,  notice  of  the  time 
and  place  of  such  oral  argument  will  be 
given  to  interested  parties. 

This  notice  Is  Issued  pursuant  to  sec- 
tion 303  <a)  (c)  <f)  and  (r)  of  the  Com- 
munications Act  of  1934,  as  amended. 

In  accordance  with  the  provisions  of 
§  1  764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
pursuant  to  this  notice  shall  be  furnished 
to  the  Commission; 

Adopted:  March  9,  1949. 

Released:  March  10,  1949. 

Federal  Communications 
Commission, 
fsEAL]        T.  J.  Slowie, 

Secretary. 

IF.    R.   Doc.    49  2093;    Filed,   Mar.    18,    19^9; 
8:52   a.   m  I 


FEDERAL  POWER  COMMISSION 

(Project  No.  16) 
Niagara  Falls  Power  Co. 

order   to  show   cause,   fixing   date  of 
hearing  and  rescinding  previous  order 

By  order  dated  March  16.  1948.  the 
Commission  directed  that  a  copy  of  the 
Commission's  staff  report  on  operations 
of  The  Niagara  Palls  Power  Company, 
licensee  for  Project  No.  16,  for  the  period 
March  2.  1921.  to  December  31,  1945.  in- 
clusive, be  served  on  the  licensee.  The 
order  also  provided  that  the  licen.<;ee 
should  show  cause,  among  other  things, 
why  the  Commission  should  not  find,  de- 
termine and  direct  that  surplus  earnings 
from  Project  No.  16  for  the  period  March 
2,  1941.  to  December  31,  1945.  inclu.'^ivc. 
in  the  total  amount  of  $1,699,046.79. 
should  not  be  established  and  maintained 
by  the  licensee  in  an  amortization  reserve 
pursuant  to  section  10  (d>  of  the  Federal 
Power  Act. 


Saturday,  March  19,  1949 

On  July  15,  1948,  the  licensee  filed  its 
answer  to  the  order  to  show  cause,  in- 
cluding exceptions  to  the  aforesaid  Com- 
mission's staff  report.  Thereafter  the 
Commission's  staff  re-examined  licensee's 
books  and  held  conferences  with  repre- 
sentatives of  the  licensee  and  numerous 
adjustments  were  made  by  the  Commis- 
.slon's  staff  In  Its  original  report.  At  a 
conference  on  February  11,  1949,  it  was 
mutually  agreed  between  representatives 
of  the  licensee  and  the  Commission's 
staff  that  the  staff  would  submit  a  revised 
report  expanding  the  show  cause  pro- 
ceeding to  include  the  calendar  year  1946. 
and  containing  the  adjustments  agreed 
upon  for  the  period  March  2.  1921,  to  De- 
cember 31,  1945,  inclusive.  It  was  also 
understood  that  the  licensee  would  be 
prepared  to  proceed  with  a  hearing  im- 
mediately after  the  filing  of  a  revised 
answer  by  the  licensee  respecting  matters 
upon  which  they  were  unable  to  agree. 

A  revised  report  entitled  "Report  on 
Operations  from  March  2,  1921  (Effective 
Date  of  License)  to  December  31,  1946. 
inclusive.  Project  No.  16,  The  Niagara 
Falls  Power  Company."  was  submitted  by 
the  Commission's  staff  under  date  of  Feb- 
ruary 23, 1949.  and  should  be  served  upon 
the  licensee  as  a  substitute  for  the  prior 
report. 

On  February  24.  1948.  the  licensee  filed 
an  application  for  amendment  of  Article 
11  of  the  licen.se  concerning  the  establish- 
ment and  maintenance  of  amortization 
reserves  under  section  10  (d)  of  the  act. 
By  its  order  dated  June  22,  1948.  the 
Commission  consolidated  the  proceedings 
concerning  the  application  for  amend- 
ment of  Article  11  of  the  license  and  the 
show  cause  proceeding  for  the  purpose  of 
the  public  hearing  respecting  the  matters 
Involved  and  the  issues  presented  in  those 
proceedings: 

The  Commission  finds: 

(1)  Rescission  of  the  aforesaid  show 
cau.se  order  dated  March  16,  1948,  is  ap- 
propriate as  hereinafter  provided. 

(2)  It  Is  necessary  and  desirable  in  the 
public  interest  that  a  hearing  be  held  re- 
specting the  matters  Involved  and  the 
Issues  presented  by  the  show  cause  pro- 
ceeding hereunder,  and  the  application 
for  amendment  of  Article  11  of  the  license 
for  Project  No.  16. 

The  Commission  orders: 

(A)  The  order  to  show  cause  dated 
March  16,  1948,  referred  to  above  Is  here- 
by re.scinded. 

<B)  The  revised  staff  report  dated 
February  23,  1949,  referred  to  above  Is 
made  a  part  hereof  by  reference  and  the 
Secretary  shall  serve  upon  the  licensee  a 
copy  of  such  report  concurrently  with 
service  of  this  order. 

(C)  The  Niagara  Palls  Power  Com- 
pany, licensee  for  Project  No.  16,  shall 
show  cause,  under  oath,  If  any  there  be. 
within  thirty  days  from  the  date  oi  serv- 
ice of  this  order,  why  the  Commission 
should  not  find,  determine,  and  direct 
that: 

<a)  Surplus  earnings  of  the  licensee 
for  Project  No.  16  for  the  perioc|  from 
March  2,  1941  to  December  31.  1946.  in- 
clusive, in  the  total  amount  of  $994,- 
621.33,  be  set  aside  In  an  amortization  re- 
serve, pursuant  to  section  10  (d)  of  the 
act,  and  accounted  for  in  Account  No. 
258.1,  Amortization  Reserve -Federal,  as 
provided  in  the  Uniform  System  of  Ac- 
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counts  prescribed  for  Public  Utilities  and 
Licensees  under  the  act;  and 

(b)  Surplus  earnings  during  the  pe- 
riod from  January  1,  1947,  to  December 
31,  1948.  Inclusive,  and  concurrently  for 
each  year  of  the  license  period  thereafter, 
be  set  aside  each  year  by  the  licensee  in 
the  manner  provided  In  the  revised  staff 
report  dated  February  23.  1949.  referred 
to  above,  and  as  required  by  section  10 
(d)  of  the  act; 

(D)  An  answer  by  the  licensee  to  this 
order.  Including  the  statements  and  rec- 
ommendations In  the  revised  staff  report 
dated  February  23,  1949,  shall  be  made 
and  filed  in  accordance  with  paragraph 
(c)  of  §  1.9  of  the  Commission's  rules  of 
practice  and  procedure. 

<E  t  Nothing  herein  contained  shall  be 
construed  as  affecting  the  accounting  for 
earnings.  If  any,  resulting  from  the  so- 
called  "emergency  diversion"  authorized 
In  Amendments  4,  5,  and  6  of  the  license, 
as  modified  by  the  order  adopted  Janu- 
ary 4,  1949. 

(F)  A  public  hearing  be  held  respect- 
ing the  matters  involved  and  the  issues 
presented  in  a  consolidated  proceeding 
embracing  the  application  for  amend- 
ment of  Article  11  of  the  license  and  the 
show  cause  proceeding,  commencing  on 
May  3,  1949,  at  9:45  a.  m.  (e.  s.  t.)  in  the 
Commi-ssion's  Hearing  Room.  Hurley- 
Wright  Building,  1800  Pennsylvania  Ave- 
nue NW.,  Washington.  D.  C. 

Date  of  issuance:  March  15,  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

[P.   R.    Doc.    49-2084:  Filed.    Mar.    18.    1949; 
8:48  a.  m.) 


SECURITIES  AND   EXCHANGE 
COMMISSION 

(File  No.  70-2050] 

Salem  Terminal  Corp.  and  New  England 
Power  Co. 

order  granting  application  and  perbht- 
ting  declaration  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oCBce  In  the  city  of  Washington.  D.  C,  on 
the  14th  day  of  March  A.  D.  1949. 

New  England  Power  Company 
("NEPCO"),  a  subsidiary  company  of 
New  England  Electric  System,  a  regis- 
tered holding  company,  and  Salem  Ter- 
minal Corporation  ("Salem  Terminal"), 
a  subsidiary  company  of  NEPCO,  having 
filed  an  application-declaration  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  particularly  sections  9, 
10  and  12  thereof,  and  Rules  U-42,  U-43 
and  U-46  promulgated  thereunder  with 
respect  to  the  following  proposed  trans- 
actions: 

Salem  Terminal,  which  owns  certain 
real  estate  and  coal  handling  facilities  in 
Salem,  Massachusetts,  proposes  to  liqui- 
date and  dissolve.  Under  the  plan  of 
liquidation,  all  of  the  assets  of  Salem 
Terminal  will  be  distributed  to,  and  its 
current  liabilities  assumed  by,  NEPCO. 
The  net  assets  of  Salem  Terminal  will  be 
distributed  to  NEPCO  as  payment  in  full 
for  the  $1,200,000  principal  amount  of 
demand  notes  of  Salem  Terminal  held 
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by  NEPCO  and  as  a  final  liquidating  divi- 
dend upon  the  20,000  shares  of  $25  par 
value  capital  stock  likewise  held  by 
NEPCO.  Such  notes  and  stock  constitute 
all  of  the  outstanding  securities  of  Salem 
Terminal. 

NEPCO  plans  to  construct  a  steam- 
electric  generating  station  on  the  land  of 
Salem  Terminal  and  states  In  the  joint 
application-declaration  that  the  Salem 
Terminal  properties  will  become  an  In- 
tegral part  of  the  new  plant.  The  joint 
application-declaration  further  states 
that  no  State  Commission  or  Federal 
Commission,  other  than  this  Commission, 
has  jurisdiction  over  the  proposed  acqui- 
sition by  NEPCO  and  disposition  and 
distribution  by  Salem  Terminal  and  that 
services  In  connection  with  the  proposed 
transactions  will  be  performed  by  New 
England  Power  Service  Company,  an  af- 
filiated service  company,  at  the  actual 
cost  thereof,  estimated  not  to  exceed 
$1,500. 

Applicants-declarants  having  requested 
that  the  Commission  Issue  Its  order 
granting  the  application  and  permitting 
the  declaration  to  become  effective  with- 
out a  hearing  thereon  and  that  the  order 
become  effective  forthwith  upon  the  issu- 
ance thereof,  and  It  appearing  to  the 
Commission  that  It  is  appropriate  to 
grant  such  requests; 

The  application-declaration  having 
been  filed  on  February  2, 1949.  and  notice 
of  said  filing  having  been  given  In  the 
form  and  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act, 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to  the 
application-declaration  within  the  p>e- 
riod  specified,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission  that 
nothing  herein  should  be  construed  as 
constituting  approval  of  the  accounting 
entries  proposed  by  NEPCO  or  as  affect- 
ing the  authority  of  other  agencies  hav- 
ing jurisdiction  over  such  accounting 
methods,  and  the  Commission  finding 
with  respect  to  the  application-declara- 
tion that  the  requirements  of  the  appli- 
cable sections  of  the  act  and  the  rules 
thereof  are  satisfied,  and  observing  no 
basis  for  adverse  findings  thereunder; 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions contained  in  Rule  U-24,  that  the 
aforesaid  application-declaration  be,  anjj 
the  same  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith. 

By  the  Commission. 


(seal] 


Orval  L.  DuBois, 
Secretary. 


[F.   R.   Doc.  49-2055;    Filed,   Mar.   18,    1949; 
8:46  a.  m.] 


[File  No.  70-1825] 

Attleboro  Steam  and  Electric  Co.  et  al. 

ORDER  granting  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  in  the  city  of  Washington.  D.  C,  on 
the  14th  day  of  March  A.  D.  1949. 

In  the  Matter  of  Attleboro  Steam  and 
Electric  Company,  Beverly  Gas  and  Elec- 
tric  Company,   Central   Massachusetts 


II 
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Electric  Company.  Eastern  Massachu- 
setts Electric  Company.  Gardner  Electric      ■ 
Light     Company.     Gloucester     Electric 
Company.  Gloucester  Gas  Light  Com- 
pany. Granite  State  Electric  Company. 
Haverhill  Electric  Company.  Lawrence 
Gas  and  Electric  Company.  The  Lowell 
Electric  Light  Corporation.  Maiden  and 
Melrose  Gas  Light  Company.  Worcester 
Suburban  Electric  Company,  New  Eng- 
land   Power    Company.    Northampton 
Electric    Lighting    Company.    Northern 
Berkshire  Gas  Company.  Quincy  Electric 
Light  and  Power  Company,  Salem  Gas 
Light     Company.     Southern    Berkshire 
Power  k  Electric  Company.  Suburban 
Gas  and  Electric  Company.  Wachusett 
Electric  Company.  Weymouth  Light  and 
Power  Company,  and  Worcester  County 
Electric  Company;  File  No.  70-1825. 

Attleboro  Steam  and  Electric  Company 
("Attleboro").  Beverly  Gas  and  Electric 
Company   ("Beverly").  Central  Massa- 
chusetts   Electric    Company     ("Central 
Massachusetts").  Gardner  Electric  Light 
Company  ("Gardner"".  Gloucester  Elec- 
tric Company    ("Gloucester").  Granite 
State    Electric    Company    ("Granite"), 
Haverhill    Electric    Company    ("Haver- 
hill"). Lawrence  Gas  and  Electric  Com- 
pany ("Lawrence").  The  Lowell  Electric 
Light   Corporation    ("Lowell").  Maiden 
and  Melrose  Gas  Light  Company  ("Mai- 
den and  Melrose"),  Worcester  Suburban 
Electric   Company    ("Worcester   Subur- 
ban").  New  England  Power   Company 
("NEPCO").      Northampton       Electric 
Lighting    Company     ("Northampton"*. 
Northern     Berkshire     Gas     Company 
("Northern  Berkshire").  Quincy  Electric 
Light  and  Power  Company  ("Quincy"). 
Salem    Gas    Light    Company    ("Salem 
Gas") .  Southern  Berkshire  Power  it  Elec- 
tric Company   ("Southern  Berkshire"), 
Suburban   Gas   and   Electric   Company 
("Suburban").  Wachusett  Electric  Com- 
pany  ("Wachusett").  Weymouth  Light 
and    Power    Company    ("Weymouth"), 
and  Worcester  County  Electric  Company 
("Worcester  County")    (hereinafter  col- 
lectively sometimes  referred  to  as  "the 
applicant  companies"),  subsidiary  com- 
panies of  New  England  Electric  System 
("NEES") .  a  registered  holding  company, 
having   filed   separate   amendments   to 
their    respective    original    applications 
pursuant  to  section  6  (b)  of  the  Public 
Utility  Holding  Company  Act  of   1935 
with  respect  to  the  following  transac- 
tions: 

Each  of  the  applicant  companies  has 
entered  into  a  letter  agreement  with  cer- 
tain banks,  which  agreements  provide  for 
the  issuance  by  the  applicant  companies 
prior  to  November  30.  1949  of  unsecured 
promissory  notes  due  May  31.  1951.  with 
certain  reborrowing  privileges,  the  max- 
imum amount  outstanding  at  any  one 
time  to  be  $32,550,000.     This  Commis- 
sion's order  dated  June  10.  1948  "Holding 
Company   Act   Release   No.   8253)    per- 
mitted  the   Issuance   of  notes   prior  to 
March  31.  1949  In  the  maximum  amount 
of  $23,100,000  to  be  outstanding  at  any 
one  time.    The  applicant  companies  now 
seek  authorization  for  the  issuance,  prior 
to  July  31.  1949,  of  additional  unsecured 
promissory  notes  as  provided  In  the  bank 
letter  agreements.  In  amounts  as  shown 
In  the  following  Table  I: 


NOTICES 


TiBLK  I  ' 


Attleboro 

Beverly --- 

Ontnil  Masaacbuaetts. 

Oanlner 

Oloiioester 

Granite 

Hnverhill 

I,awrriice 

Ix)well 

Mal<len  and  Melrose.- 

Woeester  Suburban 

NEPCO"       

Northampton  

Northern  Berkshire — 

Quincy • 

Salem  fla.* • 

Southern  Berksbii* — 

Suburban 

Wachu.sett — 

Weymouth 

NVorcester  County 


Maximum 
amount  of  notes 
permitted  to  be 
outstanding  at 
any  1  time  dur- 
ing period  from 
June  1,  1V4«.  to 
Mar.  31,  1M9. 
by  CoraraisRions 
order  of  jTme  10 
1048 


Amount  of  notes 
outsunding.  as 
at  Dec.  31.  1W8. 
under  Commlv 
sion's  order  of 
June  10. 1»48 


Proposed  a«Rre- 
gate  amount  of 
notes  to  be  i.s.sued 
during  period 
from  Jan.  l,m«. 
to  July  31.  m» 


Total. 


$ann,()oo 

4(10.  Ul  10 

WW.  («x) 

330.000 

430.000 

3.'«».  000 

690,000 

1,000,000 

1.250, 000 

630.000 

1,300,000 

«,7.W,UH) 

280,000 

soo.<ioo 

270, 000 
"SO.  Ol« 
2SO.00O 
4K.000 
770.080 
430,000 
5.480.000 


1130.000 

2.'iO.  000 

a*).  000 
3:to,  oio 

2HI.KI0 
2411. 1«« 
6110, 000 
USO.UIO 
1,2.'V0.0(«> 
3«t.  000 

i,aoo,»xio 

6, 324.  700 
IMI.OOO 
6110.  QUO 
200.000 

MO.noo 

230,000 
320,000 
630,000 
350.000 
3.350.000 


tw.ooo 

SO. 000 
iVI.OOO 
250.000 

50  000 
100,000 


Propcsed  maji- 
mum  amount  of 
notM  to  be  out- 
standing at  any  I 
time  during  |>eri- 
o<l  from  Jan  1. 
1»4«.  to  July  31, 
1940 


70.000 
300,000 


400,000 

7,«10,000 

100,  000 

100,000 


100,000 
50,000 


110,000 


S,  030, 000 


23,100,000 


17, 804, 700 


13, 270, 000 


IIMVOOO 
300, 000 
{100.  (M) 

f«o.noo 
a.30.  (ion 

400.  OKI 
H»,  UUI 

l.noo.ooo 

1,.V«».(«(1 
350.  UIO 

i,nio,nm 

10,.V)0.(«) 
280,000 
000,000 

am.  000 

760.000 
2><0.I<W) 
320.  UK) 
740.000 
350.  mo 
6, 600. 000 


28,170,000 


.  Olouoester  Oa..  Light  Co..  one  of  the  ori.inal  applicant  companies,  is  not  Included  In  the  Uble  because  that   om 
'rL^^'SZ:^o^^lt^^''Xn\^''^^^^^^^  CO..  a  former  subsidiary  of  NEES.  which  ha, 

been  merged  with  NEfCO. 


The  applications,  as  amended,  indicate 
that  the  proceeds  from  the  issuance  of 
the  said  additional  unsecured  promissory 
notes  Will  be  used  by  each  of  the  appli- 
cant companies  tc  replenish  any  deple- 
tion  of  working   capital   occasioned  by 
construction  of  property  already  In  prog- 
ress and  to  finance  temporarily.  In  part. 
Its  proposed  construction  program  until 
such   time   as   permanent   financing    Is 
accomplished.    The      applications,      as 
amended.  Indicate  that  the  bank  credit 
arrangement  and  the  proposed  Issuance 
of  such  unsecured  promissory  notes  are  a 
temporary  step  In  connection  with  a  sub- 
stantial permanent  financing  program  of 
NEES  and  its  subsidiary  companies  to 
provide  the  necessary  funds  for  construc- 
tion  purposes.     Each   of   the   applicant 
companies  states  that  it  will  apply  the 
proceeds  from  any  permanent  financing 
that  is  done  from  the  period  January  1, 
1949  to  July  31.  1949.  exclusive  of  perma- 
nant  financing  which  replaces  indebted- 
ness to  NEES.  in  reduction  of  or  In  total 
payment  of  notes  then  outstanding  and 
the  balance  of  the  estimated  aggregate 
amount  of  notes  to  be  issued  during  the 
specified  period  then  unissued  under  Its 
bank  agreement  will  be  reduced  by  the 
amount.  If  any,  by  which  such  perma- 
nent financing  exceeds  the  notes  at  the 
time  outstanding.    Each  of  the  applicant 
companies    has   secured   the   necessary 
State  Commission  approval  and  no  Fed- 
eral Commission,  other  than  this  Com- 
mission, has  jurisdiction  over  the  pro- 
posed transactions. 

The  applicant  companies  having  filed 
amendments  to  their  respective  original 
applications  requesting  that  the  Commis- 
sion issue  Its  order  granting  the  applica- 
tions, as  amended,  without  a  hearing 
thereon  and  that  the  order  become  effec- 
tive forthwith  upon  the  issuance  thereof, 
and  it  appearing  to  the  Commission  that 
It  Is  appropriate  to  grant  such  requests; 


Notice  of  said  amendments  having  been 
given  In  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act.  and  the  Commission  not  hav- 
ing received  a  request  for  hearing  with 
respect  to  the  amendments  within  the 
period  specified,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  It 
appropriate  that  the  original  applica- 
tions, as  amended,  be  granted: 

//  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  In  Rule  U-24,  that  the 
original  applications,  as  amended,  be. 
and  the  same  hereby  are,  granted. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois. 

Secretary. 


|F.   R.   Doc.   «  2076:    Piled.    Mar.    18,    1949; 
8:46  a.  m.] 


[Pile  No.  70-20291 

New  York  State  Electric  &  Gas  Corp. 
rr  AL. 

notice  of  filing  of  post  effective 
amendment 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Us 
office  in  the  city  of  Washington,  D.  C,  on 
the  17th  day  of  March  1949. 

In  the  matter  of  New  York  State  Elec- 
tric &  Gas  Corporation.  Associated  Elec- 
tric Company.  General  Public  Utilities 
Corporation.  Pile  No.  70-2029. 

Notice  Is  hereby  given  that  General 
Public  Utilities  Corporation  ("GPU"),  a 
registered  holding  company,  has.  pursu- 
ant to  the  provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act  >, 


Saturday,  March  19,  1949 

filed  In  the  above  entitled  matter  a  post 
effective  amendment  to  the  joint  applica- 
tions-declarations. Applicant-declarant 
has  designated  section  12  (d)  of  the  act 
and  rules  U-44  and  U-50  promulgated 
thereunder  as  applicable  to  the  proposed 
transaction. 

Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  March 
24.  1949.  at  5:00  p.  m.,  e.  s.  t..  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  In- 
terest and  the  Issues  of  fact  or  law  raised 
by  the  said  post  effective  amendment 
which  he  desires  to  controvert  or  may 
request  that  he  be  notified  If  the  Com- 
ml.sslon  should  order  a  hearing  thereon. 
Any  such  request  should  be  addre.ssed: 
Secretary,  Securities  and  Exchange  Com- 
ml.ssion.  425  Second  Street  NW.,  Wash- 
ington 25.  D.  C.  At  any  time  after  5:00 
p.  m.  on  March  24.  1949.  said  post  effec- 
tive amendment,  as  filed  or  as  further 
amended,  may  be  granted  and  permitted 
to  become  effective  forthwith  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act,  or  the  Com- 
mis.slon  may  exempt  such  transaction  as 
provided  In  Rule  U-20  (a)  and  Rule 
U-100  thereof. 

All  Interested  persons  are  referred  to 
the  said  post-effective  amendment  which 
Is  on  file  In  the  offices  of  the  Commis- 
sion for  a  statement  of  the  transaction 
therein  proposed,  which  Is  summarized  as 
follows: 

On  March  12.  1949.  transferable  war- 
rants evidencing  rights  to  subscribe  to  an 
aggregate  of  787.644  shares  of  the  com- 
mon stock  of  New  York  State  Electric  & 
Gas  Corporation  ("New  York  State") 
were  issued  to  GPU's  stockholders,  leav- 
ing a  balance  of  92.356  shares  of  the  com- 
mon stock  of  New  Yor'  State  not  covered 
by  rights  and  held  by  GPU  (the  92.356 
shares  are  hereafter  referred  to  as  "free 
shares").  GPU  now  proposes  to  sell  the 
free  shares  during  the  remainder  of  the 
subscription  period,  which  terminates  on 
April  11. 1949.  and  requests  an  exception 
from  the  provisions  of  Rule  U-50  for  the 
purpose  of  effecting  the  contemplated 
transaction.  That  proposed  transaction 
Is  as  follows : 

From  time  to  time  GPU  will  advise  the 
dealer-manager  group  as  to  the  number 
of  free  shares  which  It  wishes  to  sell  to 
participating  dealers.  The  price  at  which 
such  free  shares  will  be  sold  by  GPU  to 
participating  dealers  will  be  the  price  ap- 
plicable to  such  sales  as  determined  and 
announced  by  GPU  on  the  date  of  such 
sale,  but  will  not  be  In  excess  of  the  clos- 
ing a.sked  price  of  .such  shares  on  the  pre- 
ceding busine.ss  day  plus  30«'  per  share 
and  will  not  be  less  than  the  higher  of  the 
closing  bid  price  for  such  shares  on  such 
preceding  bu.sine.ss  day  or  the  subscrip- 
tion price  of  $41  per  share.  GPU  will 
pay  each  participating  dealer  a  fee  of 
$125  per  share  for  each  share  sold 
throu^ih  such  participating  dealer  and 
will  pay  the  dealer-manaRer  group  a  fee 
of  12 '2  cents  for  each  share  sold. 

By  the  Commis.slon. 

I:eu.J  Orval  L.  DuBois. 

Secretary. 

|F    n    Doc.   49  2181:    Filed.   Mar.   18,   1949; 
9:36  a.  m.) 


FEDERAL  REGISTER 

DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

AtJTHORrnr:  40  Stat.  411.  65  Stat.  839.  Pub. 
Laws  322,  671.  79lh  Cong.,  60  Stat.  50,  925;  50 
U.  8.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6.  1942,  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

I  Vesting  Order  12888) 

Margarethe  Gross 

In  re:  Bank  account  owned  by  debt 
owing  to  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Margarethe  Gross,  also  known  as 
Margarethe  Gross-Lother,  deceased.  F- 
28^9914. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Margarethe  Gross,  also  known  as 
Margarethe  Gross-Lother,  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obligation 
of  the  Seattle-First  National  Bank,  Sec- 
ond at  Cherry.  Seattle,  Washington,  aris- 
ing out  of  a  Savings  Account,  account 
number  2486.  entitled  Margarethe  Gross. 
a  national  of  Germany,  by  H.  Otto  Giese. 
her  attorney  in  fact,  maintained  at  the 
aforesaid  bank  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  of  the  Fed- 
eral Security  Agency.  Social  Security 
Board.  Bureau  of  Old  Age  and  Survivors 
Insurance,  arising  out  of  death  benefits 
under  Social  Security  Account  Number 
533-09-7764.  represented  by  a  check  num- 
bered 693.973  dated  August  31, 1941,  pay- 
able to  Margarethe  Gross,  drawn  by  the 
Treasury  Department  In  the  amount  of 
$180.00.  and  presently  in  the  custody  of 
the  Foreign  Check  Custody  Account, 
Treasury  Department.  Washington,  D.  C, 
together  with  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  aforesaid 
debt  or  other  obligation,  and  any  and  all 
rights  In.  to  and  under  the  aforesaid 
check.  Including  particularly  the  right  to 
possession  and  presentation  for  collection 
and  payment. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  personal  rep- 
resentatives, heirs,  next  of  kin.  legatees 
and  distributees  of  Margarethe  Gross, 
also  known  as  Margarethe  Gross-Lother. 
deceased,  the  aforesaid  nationals  of  a  des- 
ignated enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Margarethe 
Gross,  also  known  as  Margarethe  Gross- 
Lother,  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
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such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  2.  1949. 

For  the  Attorney  General. 

[siALl  David  L  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.  R.  Doc.   4»-2094:    Piled.   Mar.   18.    194«: 
8:52  a.  m.l 


(Vesting  Order  12895] 
Mitsui  Bank,  Ltd. 


In  re:  Draft  owned  by  The  Mitsui 
Bank.  Ltd.     F-39-535-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  sis  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  The  Mitsui  Bank,  Ltd..  the  last 
known  address  of  which  is  Japan,  Is  a 
corporation,  partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Japan,  and  which  has 
or,  since  the  effective  date  of  Executive 
Order  8389,  as  amended,  had  its  principal 
place  of  business  In  Japan  and  is  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  draft  In  the  principal 
amount  of  $242.70,  drawn  by  Seitaro.  Aral 
ti  Co.,  Ltd.,  on  American  Bulb  Co.,  Chi- 
cago, Illinois,  payable  to  the  Yokohama 
branch  of  The  Mitsui  Bank,  Ltd.,  Yoko- 
hama, Japan,  and  endorsed  by  said 
Yokohama  branch  of  The  Mitsui  Bank, 
Ltd.,  to  the  Continental  Illinois  National 
Bank  and  Trust  Company,  231  8.  La  Salle 
Street,  Chicago,  Illinois,  and  presently  In 
the  custody  of  said  Continental  Illinois 
National  Bank  and  Trust  Company,  to- 
gether with  all  rights  In,  to  and  under. 
Including  particularly,  but  not  limited  to, 
the  right  to  possession  and  presentation 
for  collection  and  payment  of  the  afore- 
said draft,  and  together  with  all  docu- 
ments attached  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  The 
Mitsui  Bank.  Ltd..  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
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requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  ior  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazilcn. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.    R.   Doc.   4fr-2095;    Filed.    Mar.    18.    1949; 
8:6a  a.  m.l 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  m  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[skal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2072;    Filed,   Mar.    17.    1948; 
8:51  •.  m.] 


[Vesting  Order  129161 
Saburo  Yamane 


In  re :  Cash  owned  by  Saburo  Yamane. 
D-39-16827-E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Saburo  Yamane.  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $1,691.00,  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in 
Trust  Fund  Account,  Symbol  158915. 
"Deposits,  Funds  of  Civilian  Internees 
and  Prisoners  of  War,"  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  Saburo  Yamane, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 


IVestlng  Order  12639.  Amdt.] 
OSKAR    HEGEWALD 

In  re:  Stock  owned  by  and  debt  owing 
to  Oskar  Hegewald. 

Vesting  Order  12539,  dated  December 
16.  1948  Is  hereby  amended  as  follows 
and  not  otherwise: 

By  deleting  subparagraph  (2)  of 
Vesting  Order  12539  In  Its  entirety  and 
substituting  ttierefor,  the  following  sub- 
paragraph: 

2.  That  the  property  described  as 
follows: 

a.  Fifty  (50)  shares  of  stock  of  the 
Chesapeake  and  Ohio  Railroad  Com- 
pany. Terminal  Tower,  Cleveland,  Ohio, 
a  corporation  organized  under  the  laws 
of  the  State  of  Virginia,  evidenced  by  a 
certificate  numbered  0286918,  registered 
In  the  name  of  Gunther  &  Company,  and 
presently  in  the  custody  of  Swiss  Bank 
Corporation,  New  York  Agency,  15 
Nassau  Street.  New  York.  New  York,  in 
a  Blocked  Ordinary  Account  Id.  212,  of 
Swiss  Bank  C^orporation.  Zurich,  to- 
gether with  all  declared  and  unpaid 
dividends, 

b.  One  share  of  $100  par  value  com- 
mon capital  stock  of  Pittston  Company. 
350  Fifth  Avenue,  New  York,  New  York, 
a  corporation  organized  under'the  laws 
of  the  State  of  Delaware,  evidenced  by  a 
certificate  numbered  TCO-41326,  regis- 
tered In  the  name  of  Gunther  k  Com- 
pany, and  presently  In  the  custody  of 
Swiss  Bank  Corporation,  New  York 
Agency,  15  Nassau  Street,  New  York,  New 
York,  in  a  Blocked  Ordinary  Account. 
Id.  212.  of  the  Swiss  Bank  Corporation, 


Zurich,  together  with  all  declared  and 
unpaid  dividends  thereon, 

c.  One  share  of  $100  par  value  com- 
mon capital  stock  of  the  New  York.  Chi- 
cago and  St.  Louis  Railroad  Company, 
Termihal  Tower.  Cleveland,  Ohio,  a  cor- 
poration organized  \mder  the  laws  of  the 
States  of  Ohio,  New  York.  Pennsylvania, 
Indiana  and  Illinois,  evidenced  by  a  cer- 
tificate numbered  TCO-100707,  regis- 
tered in  the  name  of  Gunther  k  Com- 
pany and  presently  In  the  custody  of  the 
Swiss  Bank  Corporation,  New  York 
Agency.  15  Nassau  Street,  New  York. 
New  York,  In  a  Blocked  Ordinary  Ac- 
count Id.  212  of  Swiss  Bank  Corporation. 
Zurich,  together  with  all  declared  and 
impaid  dividends  thereon, 

d.  Ten-fortieths  (10/40ths)  of  a  share 
of  $100  par  value  common  capital  stock 
of  the  New  York,  Chicago  and  St.  Louis 
Railroad  Company.  Terminal  Tower. 
Cleveland.  Ohio,  a  corporation  organized 
under  the  laws  of  the  States  of  Ohio.  New- 
York,  Pennsylvania,  Indiana  and  Illinoi.';. 
evidenced  by  a  bearer  certificate  num- 
bered F-86163,  presently  In  the  cus- 
tody of  the  Swiss  Bank  Corporation.  New 
York  Agency.  15  Nassau  Street,  New 
York,  New  York,  in  a  Blocked  Ordinary 
Account,  Id,  212.  of  the  Swiss  Bank  Cor- 
poration, Zurich,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and, 

e.  That  certain  debt  or  other  obliga- 
tion of  the  Swiss  Corporation,  New  York 
Agency,  15  Nassau  Street,  New  York. 
New  York,  in  the  amount  of  $537.19,  a.s 
of  January  10,  1949,  representing  a  Cash 
Balance  (E.  «i  O.  E.) .  held  In  the  Blocked 
Ordinary  Account,  Id.  212  of  the  Swi.vs 
Bank  Corporation,  Zurich,  together  with 
any  and  all  accruals  thereto  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  san-c. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  Oskar  Hegewald, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

All  other  provisions  of  said  Vesting 
Order  12539  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.  R.  Doo.   49-2076;    Filed,   Mar.    17.    1949; 
8:53  a.  m.l 
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Washington,  Tuesday,  March  22,  1949 


TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter  III — Corps  of  Engineers, 
Deportment  of  the  Army 

Part  311 — Public  Use  or  Certain 
Reservoir  Areas 

CROOKED   creek    RESERVOIR,   PENNSYLVANIA 

The  Secretary  of  the  Army  having  de- 
termined that  the  use  of  the  Crooked 
Creek  Reservoir,  Crooked  Creek,  Pennsyl- 
vania, by  the  general  public  for  boating, 
swimming,  bathing,  fishing,  and  other 
recreational  purposes  will  not  be  contrary 
to  the  public  Interest  and  will  not  be 
Inconsistent  with  the  operation  and 
maintenance  of  the  reservoir  for  its 
primary  purposes,  hereby  prescribes  rules 
and  regulations  pursuant  to  the  provi- 
sions of  section  4  of  the  act  of  Congress 
approved  December  22,  1944  (58  Stat. 
889;  16  U.  S.  C.  460d>  as  amended  by  the 
Flood  Control  Act  of  1946  (60  Stat.  641), 
for  the  public  use  of  the  Crooked  Creek 
Reservoir  Area,  Pennsylvania,  by  amend- 
ing Part  311  as  follows: 

Add  a  new  paragraph  (u>  to  §  311.1. 
and  a  new  subparagraph  (7)  to  §  311.4 
(a)  as  follows: 

§311.1    Areas  covered.     •     •     • 
(u)  Crooked    Creek    Reservoir    Area, 
Crooked  Creek,  Pennsylvania. 

•  •  •  •  • 

§  311.4  Houseboats,  (a)  A  permit 
Bhall  be  obtained  from  the  District 
Engineer  for  placing  any  houseboats  on 
the  water  of  any  reservoir  area  listed  In 
5  311.1.  except  for  the  following  reservoir 
areas  on  which  houseboats  are 
prohibited: 


(7)  Crooked    Creek    Reservoir    Area, 
Crooked  Creek.  Pennsylvania. 

IRegs.  Mar.  3.  1949.  ENGWP]     (58  Stat. 
889.  60  Stat.  641;  16  U.  S.  C.  460d) 

I  SEAL]  Edward  F.  Witsell, 

Major  General. 
The  Adjutant  General. 

[F.  R.   Doc.  49-2112;    FUed.  Mar.   21,    1949; 
8:67  a.  in.] 


TITLE  39— POSTAL  SERVICE 
Chapter  I— Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

RUM-^NIA 

In  §  127.341  Rumania  (13  F.  R.  9211) 
amend  paragraph  (b)  (5)  (iv)  by  delet- 
ing the  words  "in  English  with  an  Inter- 
lineation in  either  French  or  Rumanian" 
in  the  first  sentence  thereof. 

(R.  S.  161.  396.  398,  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 

J.  M.  Donaldson, 
Postmaster  General. 

(F.   R.    Doc.   49-2101;    Filed,   Mar.   21,    1949; 
8:46  a.  m.) 

TITLE  45— PUBLIC  WELFARE 

Chapter  III — Bureau  of  Federal  Credit 
Unions,  Social  Security  Administra- 
tion, Federal  Security  Agency 

Part  301 — Organization  and  Operation  of 
Federal  Credit  Unions 

FEE  for   examination  AND  FEES  FOR   FINAL 

examination 

Notice  having  been  published  In  the 
Federal  Register  on  March  4,  1949  (14 
F.  R.  991).  that  the  Director  of  the  Bu- 
reau of  Federal  Credit  Unions,  with  the 
approval  of  the  Commissioner  for  Social 
Security  and  the  Federal  Security  Ad- 
ministrator, proposed  to  amend  §  301.7 
and  §  301.8.  of  the  regulations  of  the 
Bureau  of  Federal  Credit  Unions  (45  CFR 
Cum.  Supp.  301.7  and  301.8)  relating  to 
fees  charged  by  the  Bureau  of  Federal 
Credit  Unions  for  examination  and  for 
final  examination  of  Federal  credit 
unions,  and  that  prior  to  the  official 
adoption  of  the  proposed  amendments 
consideration  would  be  given  to  any  data, 
views,  or  arguments  pertaining  thereto 
submitted  to  the  Director  of  the  Bureau 
of  Federal  Credit  Unions,  Federal  Secur- 
ity Agency,  Federal  Security  Building, 
Washington  25.  D.  C,  within  a  period  of 
fifteen  days  from  the  date  of  publication 
of  the  notice  in  the  Federal  Register,  and 
the  amendments  proposed  to  be  adopted 

(Continued  on  next  page) 
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CODIFICATION  GUIDE 
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of  Federal  Regulations  affected  by  documents 
published  In  this  Issue.  Proposed  rules,  as 
opposed  to  nnal   actions,   are   ldentlfl*d  as 

such. 

Title  7  ^"«« 

Chapter  I: 

Part  52 126» 

Chapter  rx: 

Part  947  (proposed) 1269 

Title  29 

Chapter  IV:  • 

Part  422    (proposed) 1273 
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Chapter  HI: 
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Part  127 1267 

Title  45 
Chapter  III: 
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having  been  set  forth  In  the  Federal 
REGISTER  on  page  991  (14  F.  R.  991).  and 
the  fifteen  day  period  having  elapsed  and 
no  data,  views,  or  arguments  pertaining 
to  the  propwsed  amendments  having  been 
submitted,  the  proposed  amendments  as 
printed  in  the  Federal  Register  ( 14  F.  R. 
991)    are  hereby  adopted  and  promul- 


gated as  set  forth  below  effective  at  the 
opening  of  business  Monday.  April  25. 
1949,  for  all  examinations  of  Federal 
credit  unions  commenced  on  or  after 
April  25.  1949. 

Dated:  March  19,  1949. 

[seal]  C.  L.  Orchard. 

Director. 
Bureau  of  Federal  Credit  Unions. 

A.  J.  Altmeyer, 
Commissioner  for  Social  Security. 

Dated:  March  17,  1949. 

J.  Donald  Kincsley. 

Acting  Federal  Security  Admin- 
istrator. 

Sections  301.7  and  301.8  (13  P.  R.  9344) 
are  hereby  amended  to  read  as  follows: 

'  §  301.7    Fee   for  examination.    Each 
Federal  credit  union  shall  pay  to  the 
Bureau  of  Federal  Credit  Unions  a  fee 
for  each  examination.     Except  as  pro- 
vided In  S  301.8  the  fee  shall  be  assessed 
at  35  cents  per  hundred  dollars  of  the 
Federal  credit  union's  assets  as  of  the 
effective  date  of  the  examination  or  the 
cost  of  making  the  examination,  which- 
ever is  lower:  Provided,  however.  That 
the  minimum  fee  for  each  examination 
shall  be  $3.50.    The  cost  of  making  the 
examination  shall  be  computed  at  the 
rate  of  $32.08  per  examiner  day:  Pro- 
vided, however,  That  during  the  month 
of  December  1949.  and  during  each  De- 
cember thereafter  the  cost  per  examiner 
day  shall  be  recomputed  and  shall  t>e  re- 
set by   the  Bureau   of   Federal   Credit 
Unions  on  the  basis  of  the  following  ele- 
ments: (a)  Average  dally  cost  of  salaries 
and  travel  expenses  for  credit  union  ex- 
aminers (Using  220  working  days  as  basis 
for  computation) ;  (b)  average  dally  cost 
of  reviewing  and  typing  examiners'  re- 
ports as  related  to  an  examiner  day;  and 
(c)   ten  percent  of  the  sum  of  items  1 
and  2  above  to  defray  the  costs  of  over- 
all planning  and  direction  of  the  exami- 
nation program  and  Incidental  costs  for 
supplies,    equipment,    and    communica- 
tions directly  applicable  to  examinations. 
For  the  purpose  of  computing  the  cost 
per  examiner  day,  annual  salaries  at  the 
rate  in  effect  as  of  December  1,  will  be 
used;  other  items  will  be  based  on  the 
experience  in  the  fiscal  year  ended  June 
30.    The  check  in  payment  of  such  fee 
shall  be  made  payable  to  the  Treasurer 
of  the  United  States  and  the  check  shall 
be  delivered  to  the  examiner  at  the  com- 
pletion of  the  examination. 

9  301.8  Fee  for  final  examination.  At 
the  completion  of  voluntary  or  involun- 
tary liquidation  of  a  Federal  credit  union, 
and  prior  to  dissolution,  each  such  Fed- 
eral credit  union  shall  be  examined  by 
the  Bureau  of  Federal  Credit  Unions. 
For  such  final  examination  the  Federal 
credit  union  shall  pay  a  fee  computed  at 
35  cents  per  $100  of  the  Federal  credit 
union's  assets  as  of  the  effective  date  of 
the  final  examination:  Provided,  hoya- 
ever.  That  the  minimum  fee  for  each 
final  examination  shall  be  $3.50. 

[P.  R.  Doo.  49-2151;   Piled.  Mar.  21,   1949; 
8:M  a.  m.) 


TITLE  7-^AGRICULTURE 

Chapter  I — Production  and  Marketing  Administration  (Standards,  inspections,  Marketing  Practices),  Department  of 

Agriculture 

Part  52— Processed  Fruits,  Vegetables,  and  Other  Products  (Inspection,  Certification,  and  Standards) 

united  states  standards  for  grades  of  fruit  preserves  (or  jams) 

Correction 

Table  No.  n  of  5  52.333.  appearing  in  Federal  Register  Document  49-1030.  page  619  of  the  issue  for  Friday  February  11  1949 
has  been  corrected  and  reads  as  follows;  '  j      ,         , 

Tabi.k  No.  II— Ali>owancb8  for  Diricis 


Kind  of  prewrvw 
Type  I  only 


Apricot. 


Ppftch  

Ni'ctarine. 


Grade 

and  score 

range 


Ptnkwberry 

ha-opherry 

KH-^liNrry,  Black  .' 
liaspberry,  Ued.. 


I'.P. 
Grade  A 

(34-«0. 

r.  P. 

Cradp  B 

(2»-33>. 

r.s. 

Grade  .K 

(34-4<l). 

I  .  K. 
Grade  B 
(2»*-33). 

I  .  S. 
(>rade  K 
(34-40). 


r.s. 

Grade  B 
(2b-33). 


Steins 


Short 


Small 


Ji"  or  le.<» 


r 


Ove* 

H"  to 
'«"incl. 


Medi- 
um 


Long 


Over 

''"  to 


Lonper 


,?.,„'elltha«>4 


Leaves 


Cap* 
or  por- 
tions 


Other  ex- 
traneous 
material 


Loose 
sepal- 
like 
bracts 


Seeds,  pits,  or  portions 


Pit  01 
pieces 
of  pit 


Small 
pieces 
of  pit 


Pit  ft-ag- 
nu'nts 


Peel 


BlemL'hed, 

undei- 
devclo|)cd 
or  ol  ticr- 

wisc 
damaged 


MaJLinium  allowances 


1  only  per  16  ounces 

1  only  per  8  ounces 


4  per  8  oz. 

exo'pt  for 

R«spl)er- 

ries. 

8  per  8  or. 
except  for 
Ra.'pber- 
ries. 


None. 


None. 


1  only  per 
32  oz. 

1  only  per 
l«ot. 

None 


None. 


1  only  per 
20(1  ounce.*. 

1  only  per 
12J*  ounces. 

1  only  per 
32  ounces. 

3    per    32 
ounces. 


yi  sq.  in.  If  measuralde  by  area. 


2  smel    or  medium  or 

lonit  .sicnis  Including 

ouly  1  long  sum or  1  piece  harmless  extraneous  material 

(such  as  weeds  or  grass). 

, per  32  ounces 

4  small  or  medium  or  1  h  sq.  in.  if  measurable  by  area 

long  sti'uis,  including  | 

only  1  long  stem or  1  piece  harmless  extraneous  material 

(such  as  weeds  or  grass). 
per  32  ounces 


1  only  per 
2(K)  ounces. 

1  onlv  per  ' 
2(»0  ounces.  1 

1  only  per 
WC  ounces. 

1  only  per 
ih  ounces. 


1  only  per 
32  ounces. 

1  only  per 
16  ounces. 


1  only  per 
hot. 

2  only  per 
8oz. 


No  limit. 


No  limit.. 


1  sq.  Inch 
l)er  16  01. 

I  sq.  inch 
per  8  oz. 


1  unit   per 
Sounws. 

4  units  (ler 
8  ounces. 

2  units  per 
8  ounws. 

8  units  per 
8  ounces. 

4  units  per 
8  ounces. 


8  units  per 
8  ounces. 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7  CFR,  Part  947  1 

Handling  of  Milk  in  Fall  River.  Mass., 
Marketing  Area 

decision  with  respect  to  proposed 
amendment  to  marketing  agreement 
and  to  order,  as  amended 

Pursuant  to  Public  Act  No.  10.  73d 
Congress  (May  12,  1933),  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  referred 
to  as  the  "act") ,  and  the  rules  of  practice 
and  procedure,  as  amended,  governing 
proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7  CFR 
Supps.  900.1  et  seq.).  a  public  hearing 
was  held  at  Fall  River,  Massachusetts 
February  2,  1949  pursuant  to  a  notice 
Issued  on  January  29. 1949  (14  F.  R.  417). 
upon  certain  proposed  amendments  to 
the  tentatively  approved  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  In  the 
Pall  River,  Massachusetts,  marketing 
area. 

A  recommended  decision,  based  on  the 
record  of  such  hearing,  was  issued  by  the 
Acting  Assistant  Administrator,  Produc- 
tion and  Marketing  Admln^tration,  on 


February  21,  1949  (14  P.  R.  859).  Ex- 
ceptions have  been  filed  to  that  recom- 
mended decision  and  were  considered  in 
arriving  at  the  findings  and  conclusions 
contained  herein.  The  material  excep- 
tions are  discussed  specifically  in  the 
findings  and  conclusions  with  respect  to 
the  points  to  which  such  exceptions  re- 
fer. However,  to  the  extent  that  the 
findings  and  conclusions  contained 
herein  are  at  variance  with  any  excep- 
tion pertaining  thereto,  such  exception 
is  overruled. 

The  material  Issues  presented  on  the 
record  were  concerned  with  the  follow- 
ing: 

1.  Formula  factors  to  be  deducted 
from  wholesale  prices  of  cream  and  non- 
fat dry  milk  solids  In  determining  Class 
II  milk  prices. 

2.  Formula  factors  to  be  used  In  deter- 
mining the  value  of  butterfat  in  excess 
of  3.7  pounds  in  each  hundredweight  of 
milk  or  the  deduction  in  the  hundred- 
weight price  to  be  permitted  for  milk 
averaging  less  than  3.7  pounds  of  butter- 
fat  per  hundredweight. 

3.  The  adjustment  In  Class  n  prices 
for  milk  received  at  plants  located  vari- 
ous distances  from  the  Fall  River  market. 

4.  The  rules  for  classification  of  pro- 
ducer milk  In  Class  II  when  a  handler 
is  receiving  milk  from  other  sources. 

5.  The  addition  of  definitions  of  milk 
and  milk  drinks  and  revision  of  other 


paragraphs  of  the  order  to  utilize  these 
terms  as  defined. 

6.  Limitation  of  the  producer-handler 
exemption. 

7.  Extending  the  dates  for  making  cer- 
tain reports  and  listing  the  information 
required  on  each  report. 

8.  Providing  specifically  for  mainte- 
nance of  records  by  handlers. 

9.  Establishing  a  separate  rate  of  as- 
sessment for  milk  which  Is  assessed  under 
another  Federal  order. 

10.  General. 

FindiJigs  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  ma- 
terial Issues  are  based  upon  evidence 
Introduced  at  the  hearing  and  the  record 
thereof. 

1.  Formula  factors  to  be  used  in  deter- 
mining Class  II  milk  prices.  The  record 
of  the  hearing  indicated  the  need  for 
maintaining  Class  II  milk  prices  gen- 
erally in  line  with  market  prices  of  cream 
sold  W'holesale  and  prices  received  for 
nonfat  dry  milk  solids.  A  price  for  Class 
II  milk  In  the  Fall  River  market  which 
maintains  a  reasonable  relationship  with 
the  price  of  milk  for  similar  uses  in  the 
Boston  market  is  necessary  because  of 
the  interrelationship  of  the  Boston  and 
Pall  River  markets. 

Evidence  at  this  hearing  was  con- 
cerned with  the  determination  of  factors 
relative  to  cream  prices  and  nonfat  milk 
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solids  prices  to  be  used  In  establishing 
the  Pall  River  Class  n  price. 

The  Boston  millc  order   provides  for 
allowances  at  country  plants  in  the  201- 
210  mile  zone  of  57.5  cents  in  the  months 
October  through  February  In  addition  to 
9.5  cents  allowance  for  transporting  Class 
II  products  to  the  city  market.    Seasonal 
Increases    in    allowances    in    the    other 
months  add  6  cents  more  in  August  and 
September.  12  cents  more  in  March,  April 
and  July,  and  18  cents  more  in  May  and 
June.     The  Boston  prices  are  applicable 
to  the  201-210  mile  zone  which  is  about 
the  center  of  the  country  plant  area  for 
that  milkshed.    MUk  for  the  Fall  River 
market  is  received   principally   at   city 
plants.     Considerable  quantities  of  milk 
are  also  received  at  Fall  River  from  coun- 
try plants  regulated  under  the  Boston 
order.     The  Fall  River  handler's  opera- 
tion.s  are  more  similar  to  the  operations 
of  country  plants  in  the  Boston  milkshed 
since  there  is  not  the  opportunity  for  the 
division  of  operations  between  country 
and  city  plants  which  is  possible  in  a 
market  supplied  by  a  large  system  of 
country  plants. 

The  Fall  River  handler  does  not  have 
to  incur  the  cost  of  shipping  cream  since 
he  separates  it  at  his  city  plant.  The 
allowance  for  that  factor  in  the  Boston 
Class  II  price  is  not  applicable  to  Fall 
River.  On  the  other  hand,  the  Fall  River 
handler  must  dispose  of  the  skim  milk  in 
about  the  same  way  as  the  country  plant 
operator  in  the  Boston  market. 

Excess  skim  milk  in  the  form  of  manu- 
factured dairy  products  competes  for 
uses  with  products  made  by  Boston 
manufacturing  plants  and  products 
manufactured  in  other  supply  areas. 

The  Cla.<?s  II  price  for  Fall  River  city 
plants  should  be  established  at  a  level 
equal  to  the  Boston  country  plant  price 
without  the  cream  freight  allowance. 

Producer  associations  which  also  oper- 
ate as  handlers  of  surplus  milk  for  the 
Fall  River  market  proposed  that  Class  II 
prices  during  the  months  of  April,  May 
and  June  be  reduced  further  by  23  cents. 
During  these  months  of  flush  milk  pro- 
duction the  producer  a.ssociations  pointed 
out  that  they  provided  a  service  to  han- 
dlers by  taking  small  lots  of  Class  II  milk 
from  them  and  transporting  it  outside 
the  area  for  surplus  uses.  Purchasers 
of  this  milk  last  year  were  principally  ice 
cream  manufacturers  and  cheesemakers. 
Buyers  of  milk  for  these  uses  last  year 
would  pay.  for  milk  delivered  to  their 
manufacturing  plants,  no  more  than  the 
Fall  River  city  Class  II  price.  The  pro- 
ducer associations  testified  that  the  cost 
of  the  pick-up  and  delivery  services  was 
about  23  cents  per  hundredweight. 

The  allowances  set  forth  herein  are 
about  16  cents  higher  than  the  total 
allowance  factors  deducted  from  cream 
and  nonfat  solids  prices  last  year.  There 
Is  nothing  in  the  record  to  indicate  that 
purchasers  of  Class  II  milk  will  pay  less 
for  Class  II  milk  relative  to  cream  and 
nonfat  solids  markets  than  they  would 
pay  last  year.  Therefore  the  producer 
associations  should  be  able  to  credit  the 
16  cents  against  their  cost  of  handling 
the  milk. 

Some  Class  n  milk  Is  utilized  in  the 
Pall  River  market  and  no  evidence  was 
offered  to  indicate  that  Class  II  milk 
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which  does  not  have  to  be  moved  should 
be  valued  at  a  lower  price.  It  is  question- 
able, therefore,  whether  the  full  amount 
of  the  additional  cost  of  handling  cer- 
tain Class  II  milk  should  be  recognized 
In  a  lower  price  for  all  Class  II  milk.  In 
view  of  the  fragmentary  evidence  of  the 
need  for  the  special  allowance,  that  fac- 
tor should  not  be  incorporated  in  the 
order  at  this  time.  The  exception  taken 
by  the  producer  association  on  this  point 
should  be  denied. 

Although  the  representative  of  the  pro- 
ducer associations  Indicated  a  preference 
for  the  computation  of  allowances  in  two 
factors,  one  applicable  to  the  value  of 
butterfat  and  one  applicable  to  the  value 
of  skim  milk,  the  record  does  not  contain 
a  basis  for  establishing  this  division  of 
the  allowances. 

Exception  was  taken  to  the  establish- 
ment of  prices  for  Class  II  milk  in  Pall 
River  equivalent  to  those  established  for 
the  Boston  area  because  such  prices  do 
not  reflect  a  difference  in  assessment  rate 
between  the  two  areas.  The  record  indi- 
cates that  the  determination  of  equiva- 
lent prices  to  producers  in  each  of  these 
two  areas  is  desirable. 

It  is  impossible  to  effectuate  this  goal 
on  the  one  hand  and  at  the  same  time 
recognize  differences  in  certain  cost  items 
in  the  two  areas. 

2.  Formula  factors  to  be  used  in  deter- 
mining butterfat  differentials.     It  was 
proposed  at  the  hearing  that  the  factors 
used  in  determining  the  butterfat  differ- 
ential be  changed  so  that  the  resulting 
differential  would  conform  more  closely 
to  the  butterfat  differential  ased  in  cal- 
culating prices  under  the  Boston  milk 
order.     The  butterfat  differential  used 
in  determining  prices  for  milk  testing 
above   or   below   3.7    percent   butterfat 
under  the  Boston  order  Is  computed  by 
deducting  from  the  price  of  one-tenth 
pound  of  butterfat  in  40  percent  cream, 
the  cost  of  shipping  butterfat  in  the  form 
of  cream  the  mileage  distance  of  201-210 
miles.     This  distance  represents  about 
the  midpoint  of  the  Boston  milk  supply 
area.     The  butterfat  differential  under 
the  Boston  order  is  applicable,  however, 
in  each  zone  at  the  same  rate. 

In  the  Fall  River  market,  milk  is  re- 
ceived principally  at  city  plants  and 
therefore  a  deduction  for  the  cost  of  ship- 
ping cream  is  not  applicable  to  the  but- 
terfat value.  The  record  does  not  sup- 
port any  change  in  the  computation  of 
the  butterfat  differential. 

3.  Adjustment  in  Class  II  prices  for 
milk  received  at  plants  located  various 
distances  from  Fall  River.  Although  the 
Fall  River  market  is  not  usually  supplied 
from  country  plants  regulated  by  that 
order,  there  have  been  times  when  milk 
has  been  received  from  country  plants 
and  there  is  a  need  for  a  method  of  com- 
puting prices  at  such  points.  The  coun- 
try milk  plant  area  in  New  England  from 
which  Fall  River  might  draw  milk  Is 
within  the  same  area  from  which  the 
Boston  market  regularly  draws  a  large 
part  of  its  milk  supply.  In  the  compu- 
tation of  price  differentials  for  Class  II 
milk  received  at  plants  various  distances 
from  the  Fall  River  market,  it  is  neces- 
sary to  consider  the  prices  which  would 
be  applicable  to  such  plants  if  they  were 
purchasing  milk  under  the  provisions  of 


the  Boston  order.  The  Fall  River  mar- 
ket is  approximately  50  miles  further 
from  the  center  of  the  country  plant  milk 
supply  area  than  is  the  Boston  market. 
The  differentials  for  the  Fall  River  mar- 
ket should  be  established,  therefore,  so 
that  the  Class  II  price  for  plants  in  the 
251-300  mile  zone  from  Fall  River  cor- 
responds to  the  price  at  plants  in  the 
201-250  mileage  distance  from  Boston. 
In  view  of  the  minor  nature  of  the  coun- 
try plant  supply  for  Fall  River,  the  price 
differentials  based  on  50-miIe  brackets 
are  more  suitable  than  the  10-mile  grad- 
uations used  in  the  Boston  order. 

4.  Classification  of  producer  niilk  by 
handlers    receiving    milk    from    other 
sources.   The  provisions  of  the  Fall  River 
order  limit  the  quantity  of  producer  milk 
which  may  be  classified  in  Class  II  to  5 
percent  if  a  handler  is  receiving  milk 
from  other  sources  which  could  be  allo- 
cated to  Class  II.     A  handler  proposed 
that  this  rule  of  classification   be  re- 
moved.    It   was   maintained   that   the 
competition  of  handlers  for  supplies  of 
producer  milk  would  prevent  any  handler 
from  utilizing  an  unreasonable  amount 
of  producer  milk  In  Class  II.     This  pro- 
vision is  designed  to  direct  the  maximum 
quantity  of  producer  milk  into  Class  I 
uses  in  view  of  the  inadequate  supply  of 
producer  milk  available  for  that  use. 

A  handler  excepted  to  the  finding  by 
the  Assistant  Administrator  that  the  pro- 
vision should  be  maintained.  A  review 
of  the  record  Indicates  that  such  finding 
should  be  modified. 

The  data  In  the  hearing  record  relative 
to  milk  production  and  sales  In  the  mar- 
ket Indicate  that  producer  milk  is  still 
less  than  Class  I  requirements  during 
each  and  every  season  of  the  year.  The 
record  Indicates  that  during  April,  May 
and  June  Class  II  milk  will  have  to  be 
transported  out  of  the  market  In  order  to 
make  use  of  it.  The  transportation  of 
Class  II  milk  to  manufacturing  plants 
outside  the  marketing  area  is  costly  and 
tends  to  reduce  the  value  of  such  milk  to 
handlers.  Therefore,  no  restriction 
should  be  placed  on  the  utilization  of 
Class  II  milk  by  handlers  In  the  market 
during  April.  May  and  June  in  which 
months  supplies  of  producer  milk  exceed 
the  Class  I  requirements  of  the  market. 

5.  Definitions  of  "milk"  and  "milk 
drinks."  The  terms  "milk"  and  "milk 
drinks"  should  be  defined  in  the  order 
and  these  terms  should  be  u-sed  in  the 
order  according  to  their  definitions.  The 
record  Indicates  that  heretofore  milk  has 
meant  in  some  places  in  the  order  only 
the  commodity  usually  known  as  milk 
and  at  other  times  it  has  meant  all  of  the 
products  of  milk. 

6.  Limitation  of  the  producer-handler 
exemption.  The  term  "producer-han- 
dler" has  been  used  in  the  Fall  River 
order  to  designate  any  handler  regardless 
of  size  who  managed  a  herd  of  his  own 
as  well  as  a  milk  distribution  business, 
but  did  not  receive  milk  from  other 
farmers.  Certain  of  the  producer-han- 
dlers operating  in  the  Pall  River  market, 
although  they  purchased  no  milk  from 
producers  do  have  substantial  sales  and 
purchase  large  quantities  of  milk  from 
other  handlers.  In  order  to  effectively 
admlni.ster  this  order,  it  is  necessary  that 
the  market  administrator  receive  regular 
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reports  of  receipts  and  disposition  of  milk 
from  all  handlers  who  have  sales  in  ex- 
cess of  1.000  pounds  daily  other  than  bulk 
sales  to  other  handlers.  These  reports 
must  be  verified,  and  the  cost  of  that  ver- 
ification should  be  shared  by  the  handlers 
who  make  such  reports.  The  exemption 
.of  these  larger  producer-handlers  has 
resulted  In  the  assessment  of  regular 
handlers  for  these  services  which  must 
be  performed  in  connection  with  the 
producer-handlers. 

One  handler  who  would  be  subjected 
by  this  proposed  amendment  to  the  full 
regulation  of  the  order  objected  to  the 
proposal  at  the  hearing  and  in  a  brief 
filed  following  the  hearing.  This  han- 
dler maintained  that  there  is  no  need  to 
regulate  a  producer-handler  regardless 
of  his  size.  The  record  indicates  that  the 
larger  producer-handlers  who  would  be 
affected  by  this  proposal  receive  substan- 
tial Quantities  of  milk  from  other  han- 
dlers. The  enforcement  of  this  regula- 
tion equally  upon  all  handlers  requires 
that  the  market  administrator  receive 
regular  reports  from  these  handlers  so 
that  he  can  verify  the  sources  of  their 
supplies. 

7.  Dates  for  making  reports.  The 
dates  for  filing  reports  and  making  price 
announcements  should  be  extended  to 
provide  more  time  for  preparation  of 
the.se  reports  and  announcements.  The 
adoption  generally  of  the  5-day  work 
week  has  made  it  difficult  to  comply  with 
the  requirements  for  completing  the  va- 
rious reports  required.  The  extension  of 
these  dates  for  filing  reports  will  not  af- 
fect the  time  for  paying  producers. 

8.  Maintenance  of  records.  Although 
the  requirement  that  records  of  handlers 
be  available  for  verification  by  the  mar- 
ket administrator  of  reports  filed  with 
him  indicates  the  necessity  for  maintain- 
ing such  records.  It  is  desirable  that  the 
requirement  that  records  be  maintained 
be  stated  specifically  in  the  order. 

9.  Basis  for  assessment.  Large  quan- 
tities of  milk  are  received  in  Pall  River 
from  plants  which  are  regulated  by  an- 
other Federal  order.  To  the  extent  that 
this  milk  has  been  asse.ssed  under  an- 
other Federal  order,  the  Pall  River  as- 
sessment Is  reduced.  The  cost  of  admin- 
istering the  Pall  River  order  with  respect 
to  this  milk  which  has  been  received  at 
plants  regulated  by  another  order  is  re- 
duced to  some  extent.  However,  the 
saving  of  expense  by  the  Pall  River  mar- 
ket administrator  on  this  particular  milk 
Is  not  directly  related  to  the  amount  of 
a.ssessment  under  the  other  order.  For 
example,  milk  received  in  December  1948 
from  plants  regulated  by  the  Boston  or- 
der was  assessed  in  Pall  River  at  the  rate 
of  2 '^2  cents  per  hundredweight.  Milk 
received  in  January  1949  from  plants 
regulated  by  the  Boston  order  was  as- 
sessed under  the  Pall  River  order  only  2 
cents  per  hundredweight.  There  was  no 
reduction  from  December  to  January  in 
the  expense  which  the  Pall  River  ad- 
ministrator had  to  Incur  on  milk  received 
from  Boston  order  plants.  The  Fall 
River  market  administrator  has  deter- 
mined that  the  cost  of  administering  the 
Pall  River  order  with  respect  to  milk  re- 
ceived from  another  Federal  order  Is  8 
cents  per  hundredweight  at  the  present 
time.    The    maximum    allowance    rate 
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should,  therefore,   be  established  at   3 
cents  per  hundredweight. 

10.  General.  <a)  The  proposed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  and  is  applicable  only  to 
persons  in  the  respective  clas.ses  of  In- 
dustrial and  commercial  activity  speci- 
fied in  the  said  tentatively  approved 
marketing  agreement  upon  which  the 
hearings  have  been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8  (e)  of  the  act  are  not  reason- 
able in  view  of  the  price  of  feed,  avail- 
able supplies  of  feed,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  are  such  as  will  reflect 
the  aforesaid  factors,  insure  a  suflBcient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  Pall  River,  Massachasetts. 
Marketing  Area"  and  "Order  Amending 
the  Order,  as  Amended.  Regulating  the 
Handling  of  Milk  In  the  Fall  River. 
Ma.ssachusetts,  Marketing  Area"  which 
have  been  decided  upon  as  the  appropri- 
ate and  detailed  means  of  effecting  the 
foregoing  conclusions.  These  docu- 
ments shall  not  become  effective  unless 
and  until  the  requirements  of  §900.14 
of  the  rules  of  practice  and  procedure 
governing  proceedings  to  formulate  mar- 
keting agreements  and  marketing  orders 
have  been  met. 

It  Is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  in  the  order,  as 
amended,  and  as  proposed  to  be  further 
amended  by  the  attached  order  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington. 
D.  C,  this  17th  day  of  March  1949. 

[seal]  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

Order '  Amending  the  Order,  as  Amend- 
ed, Regulating  the  Handling  of  Milk 
in  the  Fall  River,  Mass..  Marketing 
Area 

S  947.0  Findings  and  determinations. 
The  findings  and  determinations  here- 


'  This  order  shall  not  become  effective 
unless  and  until  the  requlremente  of  {  900.14 
of  the  rules  of  prftotlce  and  procedure,  as 
amended,  governing  (voceedlngs  to  formu- 
late marketing  agreements  and  marketing 
orders  have  been  met. 
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inafter  set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  of  each  of 
the  previously  issued  amendments  there- 
to; and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
affirmed,  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

<a)  Findings  upon  the  baMs  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933  >.  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agceemenUs  and  or- 
ders (7  CFR.  Supps.  900.1  et  seq.),  a 
public  hearing  was  held  on  February  2, 
1949,  upon  certain  proposed  amendments 
to  the  tentative  marketing  agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  in  the  Fall  River. 
Ma.ssachu.sett.<i.  marketing  area.  Upon 
the  basis  of  the  evidence  introduced  at 
such  hearings  and  the  record  thereof,  it 
is  found  that: 

(1)  The  said  order,  as  amended,  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

<2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and 
8  (e)  of  the  act  are  not  reasonable  in 
view  of  the  price  of  feeds,  available  sup- 
plies of  feeds,  and  other  economic  con- 
ditions which  affect  market  supplies  of 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  In  the  order, 
as  amended  and  as  hereby  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest;  and 

<3>  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
/nercial  activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b)  Additional  findings.  (1)  It  is 
hereby  found  that  a  pro  rata  assessment 
of  handlers  on  the  basis  and  at  the  rates 
set  forth  in  §  947.10,  as  amended,  and  as 
hereby  ftu-ther  amended  will  provide  the 
■  funds  necessary  for  the  maintenance  and 
functions  of  the  market  administrator  in 
the  administration  of  this  order  and  such 
assessment  is  approved. 

Order  relative  to  handling.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  In  the  Fall  River,  Massachusetts, 
marketing  area  shall  be  in  conformity  to 
and  In  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended.  Is  hereby  further  amended  as 
follows: 
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1.  In  5  947.1.  add: 

(q)  "Milk"  means  the  commodity  re- 
ceived from  a  dairy  farmer  at  a  plant  as 
cow's  milk.  The  term  also  Includes  milk 
so  received  which  later  has  its  butterfat 
content  adjusted  to  at  least  one-half  of 
1  percent  but  less  than  16  percent,  frozen 
milk,  and  reconstituted  milk. 

(r)  "Milk  drinks"  means  flavored 
milk,  skim  milk,  flavored  skim  milk,  cul- 
tured skim  milk,  and  buttermilk,  either 
Individually  or  collectively. 

2.  Delete  9  947.1  (j)  and  substitute: 
(j)   "Producer-handler"  means  a  pro- 
ducer who  is  also  a  handler  who  receives 
no  milk  from  producers  and  who  during 
the  delivery  period  disposes  of  no  more 
than  1.000  pounds  on  a  daily  average  of 
milk  and  milk  drinks  other  than  in  bulk 
to   another  handler  or   producer-han- 
dler: Provided,  That  such  handler  shall 
furnish  to  the  market  administrator  for 
his  verification,  subject  to  review  by  the 
Secretary,    evidence   that    the    mainte- 
nance,  care,  and  management   of  the 
dairy  animals  and  other  resources  nec- 
essary for  the  production  of  milk  in  his 
name  are  and  continue  to  be  the  per- 
sonal enterprise  of  and  at  the  personal 
risk  of  such  producer  and  the  process- 
ing, packaging,  and  distribution  of  the 
milk  are  and  continue  to  be  the  personal 
enterprise  of  and  at  the  personal  risk  of 
such  producer  in  his  capacity  as  a  han- 
dler. 

3.  In  S  947.1,  delete  paragraph  (m)  and 
substitute: 

(m)  "Other  source  milk'  means  all 
milk  and  milk  products  received  by  a 
handler  which  is  not  producer  milk,  milk 
delivered  by  dairy  farmers  designated  for 
other  markets,  or  milk  and  milk  drinks 
from  a  Federal  order  plant. 

4.  Delete  §947.3  (a)  (1).  (2).  (3).  and 
(4)  and  substitute  therefor: 

(a)  Submission  of  reports.  Each  han- 
dler shall  report  to  the  market  adminis- 
trator in  the  form  and  detail  prescribed 
by  the  market  administrator,  as  fol- 
lows: 

(1)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
ceipts of  milk  and  milk  products  at  each 
plant  from  producers,  from  other  han- 
dlers, from  such  handler's  own  produc- 
tion, from  any  other  sources  during  the 
delivery  period,  and  Inventories  on  hand 
at  the  beginning  and  end  of  each  such 
delivery  period; 

(2)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
spective quantities  of  milk  and  milk 
products  which  were  sold,  distributed,  or 
disposed  of.  including  sales  or  deliveries 
to  other  handlers  during  the  delivery  pe- 
riod, for  the  several  purposes  and  clas- 
sifications as  set  forth  in  §  947.5; 

(3)  On  or  before  the  20th  day  of  each 
delivery  period  each  handler  shall  re- 
port to  the  market  administrator  the  re- 
ceipts of  milk  from  producers  received 
during  the  first  15  days  of  such  delivery 
period  showing  for  each  producer: 

(i)  The  daily  and  total  receipts  of 
milk; 

(ii>  The  average  butterfat  test  there- 
of; and 
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(ill)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously  re- 
ported. 

(4)  On  or  before  the  8th  day  after  the 

end  of  each  delivery  period  each  handler 
shall  report  to  the  market  administrator 
his  receipts  of  milk  from  producers  re- 
ceived during  the  period  from  the  16th 
through  the  last  day  of  the  delivery  pe- 
riod showing  for  each  producer: 

(I)  The  daily  and  total  receipts  of 

milk;  ^        , 

(II)  The  average  butterfat  test  thereof; 

and 

(Ul)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously  re- 
ported. 

(5)  On  or  before  the  25th  day  after 
the  end  of  each  delivery  period  each 
handler  shall  submit  to  the  market  ad- 
ministrator his  producer  records  for  such 
delivery  period  which  shall  show  for  each 
producer: 

(i)  The  total  pounds  of  milk  delivered 
and  the  average  butterfat  test  thereof; 

and 

(ii)  The  net  amount  of  such  handlers 
payments  to  each  producer  and  each  co- 
operative association  made  pursuant  to 
5  947.8  together  with  the  prices,  deduc- 
tions and  charges  involved. 

5.  In  S  947.3  (a>  renumber  subpara- 
graphs (5),  <6»,  and  (7)  as  (6).  (7), 
and  <8) :  In  subparagraph  (7)  as  renum- 
bered change  the  reference  to  subpara- 
graph " ( 5 » "  to  read  subparagraph  "  ( 6 ) ". 
and  in  subparagraph  (8)  as  renumbered 
delete  the  term  "7th"  and  substitute 
"8th." 

6.  In  §  947.7  (c>  delete  the  term  "11th" 
and  substitute  "12th." 

7.  In  §  947.9  (a)  delete  the  term  "15th" 
and  substitute  the  term  "17th." 

8.  In  9  947.9  (b)  after  the  words  "and 
pay  an  equivalent  amount"  insert  the 
words  "on  or  before  the  20th  day  after 
the  end  of  the  delivery  period." 

9.  In  9  947.3,  add: 


(d)  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and 
summary  records  showing  all  receipts, 
movements  and  disposition  of  milk  and 
milk  products  during  the  delivery  period 
and  the  quantities  of  milk  and  milk  prod- 
ucts on  hand  at  the  end  of  the  delivery 
period. 

10.  Delete   8  947.5    (a)    and    (b)    and 

substitute: 

(a)  Responsibility  of  handlers.  In 
establishing  the  classification  of  milk 
and  milk  products  received  by  a  handler 
the  burden  rests  upon  the  handler  who 
received  milk  from  producers  to  account 
for  all  milk  and  milk  products  received 
at  each  plant  at  which  milk  Is  received 
from  producers,  and  to  prove  that  such 
milk  and  milk  products  shoultl  not  be 
classified  as  Class  I.  The  burden  rests 
upon  the  handler  who  distributes  milk 
and  milk  drinks  In  the  marketing  area  to 
establish  the  source  of  all  milk  and  milk 
products  received. 

(b)  Classes  of  utilization.  The  classes 
of  utilization  of  milk  and  milk  products 
shall  be  as  follows  subject  to  paragraphs 
(c)  and  (d)  of  this  section: 


(1)  aass  I  milk  shall  be  all  milk  and 
milk  products  the  utilization  of  which  Is 
not  established  as  Class  II  milk. 

(2)  Class  II  milk  shall  be  all  milk 
and  milk  products  the  utilization  of 
which  is  accounted  for  as: 

(i)  Sold,  distributed,  or  disposed  of 
other  than  as  milk  which  contains  one- 
half  of  1  percent  or  more  but  less  than 
16  percent  of  butterfat.  and  other  than 
as  chocolate  or  flavored  whole  or  skim 
milk,  buttermilk,  or  cultured  skim  milk, 
for  human  consumption;  and 

(ii)  Actual  plant  shrinkage  not  In  ex- 
cess of  2  percent  of  milk  and  milk  drinks 
received  from  all  sources  including  the 
handler's  own  production  but  not  includ- 
ing receipts  from  other  handlers  who  re- 
ceive milk  from  producers  or  milk  and 
milk  products  received  completely  proc- 
essed and  packaged  from  a  Federal  order 
plant. 

11.  Revise  the  title  of  S  947.5  (c)  to 
read  as  follows: 

(c)  "Transfers  of  milk  and  milk  drinks 
from  a  plant  at  which,  milk  is  received 
from  producers." 

and  delete  subparagraph  (8)  under  that 
title  and  substitute: 

(3)  Transfers  to  a  plant,  other  than  a 
handler's  plant  at  which  milk  is  received 
from  producers  or  a  Federal  order  plant, 
shall  be  Class  I  not  to  exceed  the  total 
Class  I  at  such  plant  during  the  delivery 
period. 

X2.  Delete  9  947.5  (d)  through  sub- 
paragraph (6)   and  substitute: 

(d)  Classification  of  milk  and  milk 
products  received  at  plants  at  which  milk 
is  received  from  producers.  For  each 
delivery  period  each  handler  shall  re- 
port the  classification  of  milk  and  milk 
products  which  were  received  at  plants 
at  which  milk  Is  received  from  producers 
by  making  computations  in  the  order 
indicated  as  follows: 

( 1 )  Determine  the  pounds  of  milk  and 
milk  products  received  at  all  plants  of 
the  handler  at  which  milk  is  received 
from  producers: 

(i)  From  producers.  Including  own 
production. 

(ID  Prom  dairy  farmers  designated 
for  other  markets. 

(Ill)  In  the  form  of  milk  products  re- 
ceived completely  processed  and  pack- 
aged from  a  Federal  order  plant. 

(Iv)  In  the  form  of  bulk  milk  and  milk 
drinks  received  from  another  Federal 
order  plant, 

(V)  From  other  handlers  who  receive 
milk  from  producers,  and 

(vl)   Prom  other  sources,  and  the  total. 

(2)  Determine  the  total  pounds  of 
milk  and  milk  products  utilized  in  Class 
II  products  Including  allowable  plant 
shrinkage  as  provided  In  paragraph  ib) 
(2)   (11  >  of  this  section. 

(3)  Prorate  allowable  plant  shrinkage 
classified  as  Class  II  to  receipts  from 
producers,  from  dairy  farmers  designated 
for  other  markets,  bulk  receipts  of  milk 
and  milk  drinks  from  other  Federal  or- 
der plants,  and  milk  and  milk  drinks 
from  other  source  milk,  and  deduct  such 
plant  shrinkage  from  total  Class  II  com- 
puted pursuant  to  subparagraph  i2)  of 
this  paragraph. 
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(4)  Classify  remaining  other  source 
milk  and  milk  products  as  Class  II  In  sm 
amount  no  greater  than  the  amount  of 
the  Class  II  remaining. 

(5)  Prom  the  remaining  pounds  In 
each  class  deduct: 

(i)  The  quantity  of  milk  and  milk 
products  received  from  other  handlers 
who  receive  milk  from  producers  which 
is  classified  according  to  paragraph  (c) 
(2>  of  this  section,  and 

(ID  Milk  and  milk  products  received 
completely  processed  and  packaged  from 
a  Pfderal  order  plant  classified  accord- 
ing to  the  actual  use  established. 

i6)  Prorate  remaining  Class  II  to  re- 
ceipts of  milk  and  milk  drinks  from 
producers,  from  dairy  farmers  desig- 
nated for  other  markets  and  bulk  re- 
ceipts from  Federal  order  plants: 
Provided,  That  receipts  from  producers 
classified  as  Class  II  inclusive  of  plant 
shrinkage  shall  not  exceed  5  percent  of 
the  total  quantity  received  from 
producers,  in  any  delivery  period  except 
April.  May  and  June. 

13.  Delete  9  947.6  <b)  and  substitute: 

(b)  Class  II  prices.  (1)  Each  handler 
shall  pay  producers  or  cooperative  asso- 
ciations for  their  milk  in  the  manner  set 
forth  in  §  947.8  and  subject  to  subpara- 
graph (2)  of  this  paragraph  not  less 
than  the  price  per  hundredweight,  for 
milk  containing  3.7  percent  butterfat, 
calculated  for  each  delivery  period  as 
follows : 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream  In  the  Boston 
market,  as  reported  by  the  United  States 
Department  of  Agriculture  for  the  de- 
livery period  during  which  such  milk  is 
delivered  and  multiply  the  result  by  3.^. 

(ii)  Using  the  midpoint  In  any  range 
as  one  price,  compute  the  average  of  the 
prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels.  In  carlots.  as  pub- 
ll.shed  during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

Uil)  Add  the  results  obtained  in  sub- 
divisions (l>  and  (ID  of  this  subpara- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month. 

Month  Amount 

January  and  February 67.6 

March   and   April 69.8 

May  and  June 75.5 

July 0Q.6 

August  and  September 63.5 

October.   November   and   December 67.  6 

(2)  For  milk  delivered  to  a  handler 
from  producers'  farms  at  a  plant  for 
which  the  railroad  freight  mileage  dis- 
tance from  the  shipping  point  for  such 
plant  to  Fall  River  is  101  miles  or  more, 
the  price  shall  be  the  amount  computed 
pursuant,  to  subparagraph   (1)    of  this 
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paragraph  less  the  applicable  amount  set 
forth  in  Column  B  of  the  following  table: 

DOTERXNTIALS    FOR    THE    DETERMINATION    OF 

Class  II  Zone  Prices 
A  B 

Zone  Differential 

(railroad  miles  (cents  per 

from  Fall  River)  hundredweight) 

0-100 No  differential 

101-150 2.  5 

151-200 3.  5 

201-250 5.  0 

251-300 6.  5 

301-350 7.  5 

351-400 8.  5 

401  and  over 9.  0 

14.  Delete  §  947.10  and  substitute: 

9  947.10  Expense  of  administration — 
(a)  Payments  by  handlers.  As  his  pro 
rata  share  of  the  expense  of  administra- 
tion hereof,  each  handler  not  a  producer- 
handler  shall,  on  or  before  the  17th  day 
after  the  end  of  each  delivery  period,  pay 
to  the  market  administrator  5  cents  per 
hundredweight  or  such  lesser  amount  as 
the  Secretary  may  from  time  to  time  pre- 
scribe with  respect  to  all  milk  and  milk 
drinks  received  during  such  delivery 
period  at  a  plant  or  plants  described  in 
subparagraphs  (1)  and  (2»  of  this  para- 
graph except  milk  and  milk  drinks  re- 
ceived from  other  plants  of  the  type  de- 
scribed in  subparagraphs  <l)  and  (2)  of 
this  paragraph:  Provided,  That  such 
handler,  which  Is  a  cooperative  associa- 
tion, shall  pay  such  pro  rata  share  of  ex- 
pense of  administration  on  such  milk 
which  it  causes  to  be  delivered  by  mem- 
ber producers  to  a  handler's  plant  for  the 
marketing  area  and  for  which  milk  such 
cooperative  association  collects  payment: 
And  provided  further.  That  the  rate  of 
payment  shall  be  3  cents  per  hundred- 
weight or  such  lesser  amount  as  the  Sec- 
retary may  from  time  to  time  prescribe 
with  respect  to  milk  and  milk  drinks  as- 
sessed for  the  cost  of  administration  of 
another  Federal  order: 

(1)  A  plant  at  which  milk  Is  received 
from  producers. 

(2)  A  plant  from  which  Class  I  milk 
Is  disposed  of  in  the  marketing  area  to 
persons  other  than  handlers. 

(P.   R.   Doc.    49  2142:    Piled,   Mar.   21.    1949; 
8:47  a.  m.l 


DEPARTMENT  OF  LABOR 

Child   Labor  Branch 
[  29  CFR,  Part  422  1 

[Hazardous-Occupations  Order  6,  Amdt.] 

OcctrpATiONs     Particularly     Hazardous 
FOR  Employment  of  Minors  Between 

16    AND     18    YlARS    OF    ACE    OR    DeTRI- 

mintal  to  Their  Health  or  Well- 
Being;  Exposurk  to  Radioactive 
Substances 

notice  of  proposed  rule  makino 

Hazardoas-Occupatlons  Order  No.  6, 
effective  May  1,  1942  (7  F.  R.  2591),  pro- 
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vides  that  the  following  occupations  in- 
volving exposure  to  radioactive  sub- 
stances are  particularly  hazardous  and 
detrimental  to  health  for  minors  between 
16  and  18  years  of  age:  Any  work  in  any 
workroom  In  which  ( 1 )  radium  is  stored 
or  used  in  the  manufacture  of  self- 
luminous  compoimd,  (2)  self-luminous 
compound  is  made,  processed,  or  pack- 
aged, (3)  self-luminous  compound  is 
stored,  used,  or  worked  upon,  or  <4i 
incandescent  mantles  are  made  from 
fabric  and  solutions  containing  thorium 
salts,  or  are  processed  or  packaged. 

Since  the  effective  date  of  Hazardous- 
Occupations  Order  No.  6  and  the  devel- 
opment of  atomic  energy,  new  radio- 
active substances,  known  as  radioactive 
isotopes,  have  been  introduced  into  in- 
'  dustry.  Accordingly,  an  amendment  to 
Hazardous-Occupations  Order  No.  6  to 
extend  the  order  to  such  new  radioactive 
substances  is  proposed. 

Notice  is  hereby  given  pursuant  to  the 
AdminLstrative  Procedure  Act  that  under 
the  authority  conferred  by  section  3  <1) 
of  the  Pair  Labor  Standards  Act  and 
Roorganlzation  Plan  No.  2.  effective  July 
16.  1946.  pursuant  to  the  Reorganization 
Act  of  1945  <59  Stat.  613),  and  pur.'^uant 
to  the  Procedi^re  Governing  Determina- 
tions of  Hazardous  Occupations  <29  CFR, 
Part  421).  the  Secretary  of  Labor  pro- 
poses to  amend  §422.6  <a)  to  read  as 
follows : 

§  422.6  Occupations  involving  expo- 
sure to  radioactive  substances — (a) 
Finding  and  declaration  of  fact.  The 
following  occupations  involving  exposure 
to  radioactive  substances  are  particu- 
larly hazardous  and  detrimental  to 
health  for  minors  between  16  and  18 
years  of  age :  Any  work  In  any  workroom 
in  which  <1)  radium  is  stored  or  used  in 
the  manufacture  of  self-luminous  com- 
pound, (2)  self-luminou?  compound  is 
made,  processed,  or  packaged.  (3)  self- 
luminous  compound  is  stored,  u.sed.  or 
worked  ypon.  (4)  incandescent  mantles 
are  made  from  fabric  and  solutions  con- 
taining thorium  salts,  or  are  processed 
or  packaged,  or  (5)  other  radioactive 
substances  are  manufactured,  stored,  or 
used. 

Prior  to  the  adoption  of  such  amend- 
ment, consideration  will  be  given  to  any 
data,  views,  or  arguments  pertaining 
thereto  which  are  submitted  in  writing 
to  the  Secretary  of  Labor.  Washington 
25,  D.  C,  within  30  days  from  publication 
of  this  notice  in  the  Federal  Register. 
Four  copies  of  all  written  material  should 
be  submitted. 

Signed  at  Washington.  D.  C,  this  11th 
day  of  March  1949. 

John  W.  Gibson, 
Acting  Secretary  of  Labor. 

[F.    R.    Doc.    49-2133;    Filed,    Mar.   21.    1949; 
9,01  a.  m.l 
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NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

U.  S.  Military  Government  for 
Germany 

petitions  by  public  prosecutor 

The  regulations  of  the  Military  Gov- 
ernment for  Germany  (U.  S.)  are 
amended  by  addition  of  section  3.85a, 
as  follows: 

Sec.  3.85a  Petitions  by  Public  Prose- 
cutor pursuant  to  Article  70,  Law  No.  59. 
Article  70  Military  Government  Law  No. 
59  (par.  <a)  of  sec.  3.85)  provides  that. 
In  certain  circumstances,  the  Public 
Prosecutor  at  the  seat  of  the  Restitu- 
tion Chamber  may  file  on  or  before  June 
30.  1949,  a  petition  on  behalf  of  a  suc- 
cessor organization  where  no  petition 
for  the  restitution  of  confiscated  prop- 
erty has  been  filed  by  December  31.  1948. 
(a)  Article  70  was  not  intended  to 
serve  as  an  extension  of  the  filing  period 
prescribed  by  Articles  11  (par.  1)  and  56, 
but  was  designed  to  provide  for  cases  in 
which  Military  Government,  within  a 
period  of  six  months  after  the  prescribed 
filing  period,  might  grant  special  permis- 
sion for  the  filing  of  petitions  in  extraor- 
dinary and  meritorious  cases; 

(b>  The  consideration  of  requests  for 
petitions  pursuant  to  Article  70  is  thus 
not  obligatory  upon  the  Public  Prosecu- 
tor, but  subject  to  the  conditions  set 
forth  below,  is  a  matter  within  his  dis- 
cretion: 

(c)  Public  Prosecutors  at  the  seat  of 
the  Restitution  Chambers,  after  exam- 
ining requests  to  file  petitions,  received 
by  them  under  Article  70,  should  recom- 
mend for  Military  Government  approval 
only  those  cases  which  they  consider  to 
be  extraordinary  and  meritorious; 

(d>  Petitions  shall  be  filed  with  the 
Central  Pilirjg  Agency  only  after  ap- 
proval of  each  individual  case  by  Mili- 
tary Government; 

(e)  A  petition  may  be  filed  on  behalf 
of  a  successor  organization,  pursuant  to 
Article  70,  only  if  the  claim  is  within 
the  scope  of  the  appointment  given  the 
successor  organization  by  Military  Gov- 
ernment; 

(f»  The  Minister  Presidents  shall  Is- 
sue necessary  regulations  concerning 
venue. 

By  direction  of  the  Military  Governor. 

[SEAL]  Edward  P.  Witsell, 

Major  General, 
The  Adjutant  General. 

|F     R.    Doc.    49-2111;    Filed,    Mar.   21.    1949; 
8:56  a.  m.l 
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NOTICES 


of  Directors  of  Commodity  Credit  Cor- 
poration on  February  18.  1949.  pursuant 
to  section  4  (d)  of  the  Commodity  Credit 
Corporation  Charter  Act,  62  Stat.  1070, 
15  U.  8.  C.  714b  (d),  I  hereby  constitute 
and  appoint  the  Directors  and  Acting 
Directors  of  the  Production  and  Mar- 
keting Administration  commodity  offices 
and  the  Chairmen  and  Acting  Chairmen 
of  the  State  Production  and  Marketing 
Administration  Committees  as  agents,  to 
receive  service  of  process  in  any  action 
to  which  Commodity  Credit  Corporation 
shall  be  a  party,  brought  in  the  respec- 
tive States  in  which  the  offices  of  such 
agents  are  located.    The  name  and  ad- 
dress of  the  Individual  occupying  any 
such  office  at  the  time  suit  Is  instituted 
may  be  obtained  from  the  local  County 
Agricultural  Conservation  Committee  or 
from  the  Corporation's  Washington  of- 
fice. 

[SEAL]  Elmer  F.  Kruse. 

Manager. 
Commodity  Credit  Corporation. 

March  17,  1949. 

|F.   R.   Doc.   49-2130;    Filed.   Mar.   21,   1949; 
8:50  a.  m.| 


The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  matter 
for  March  21.  1949,  at  Albuquerque.  New 
Mexico;  and 

It  appearing  that  the  public  Intere.st. 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered.  This  11th  day  of  March 
1949,  that  the  hearing  upon  the  above- 
entitled  matter  be  continued  to  10:00 
a.  m..  Monday.  May  23. 1949.  at  Albuquer- 
que, New  Mexico. 

Federal  Communications 
Commission, 

[seal]         T.  J.  Slowie, 

Secretary. 

[P.  R.   Doc.   49-2114:    Filed.   Mar.   21,    1949; 
8:58  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Nos.  7820.  8298) 

Scenic  City  Broadcasting  Co..  Inc.,  and 
R.  I.  Broadcasting  Co.  (WRIB) 

order  continuing  hearing 

In  i  e  applications  of  Scenic  City  Broad- 
casting Company,  Inc.,  Middletown, 
Rhode  Island.  Docket  No.  7820.  Pile  No. 
BP-4902;  R.  I.  Broadcasting  Company 
(WRIB».  Providence.  Rhode  Island, 
Docket  No.  8298,  File  No.  BMP-2479;  for 
construction  permits. 

The  Commission  having  under  consid- 
eration a  telegraphic  request  filed  March 
10.  1949.  by  R.  I.  Broadcasting  Company 
(WRIB',  Providence,  Rhode  Island,  re- 
questing a  30-day  continuance  In  the 
hearing  presently  scheduled  for  March 
14.  1949,  at  Washington,  D.  C,  upon  the 
above-entitled  applications  for  construc- 
tion permits; 

It  is  ordered.  This  11th  day  of  March 
1949,  that  the  request  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m.. 
Monday,  April  18.  1949,  at  Washington, 

D.  C. 

Federal  Communications 

Commission, 
[SEAL]        T.J.  Slowie. 

Secretary. 

[F.   R.   Doc.   49-2113;    Filed.  Mar.   21,   1949; 
8:57  a.  m.] 


DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

Ddoif  ATioN  or  Agents  to  Receivi 
Servici  Of  Process 

Pursuant  to  the  authority  vested  In  me 
by  resolution  duly  passed  by  the  Board 


(Docket  No.  8044] 

John  J.  Dimpsey 

order  continuing  hearino 

In  re  petition  of  John  J.  Dempsey, 
Docket  No.  8044. 


(Docket  Nos.  8850.  8851,  8852] 

William  and  Lee  A.  Odessky  et  al. 

ORDER    continuing    HEARING 

In  re  applications  of  William  and  Lee 
A.  Odessky,  Los  Angeles,  California, 
Docket  No.  8850.  File  No.  BP-6023;  Le- 
land  Holzer.  Long  Beach.  California, 
Docket  No.  8851,  Pile  No.  BP-6372;  Essie 
Binkley  We.st,  Riverside,  California. 
Docket  No.  8852.  File  No.  BP-6627;  for 
construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  February  28, 
1949.  by  William  and  Lee  A.  Odessky, 
Los  Angeles,  California,  requesting  (1» 
that  the  hearing  upon  the  above-entitled 
applications  for  construction  permits 
presently  scheduled  for  Washington. 
D.  C,  on  Marah  21,  1949,  be  continued 
indefinitely,  or  that  the  place  of  hearing 
be  changed  to  Los  Angeles;  and  (2)  that 
Stations  KHJ  and  KIEV  be  removed  as 
parties  respondent  in  the  proceeding; 
and 

It  appearing  that,  In.sofar  as  the  peti- 
tion requests  an  Indefinite  continuance 
of  the  hearing  pending  a  recovery  in 
health  of  William  Odessky.  It  would  be 
unfair  to  the  other  parties  to  the  pro- 
ceeding to  grant  such  a  continuance  In 
the  absence  of  Information  as  to  the 
probability  of  such  recovery  within  a 
reasonable  time;  and 

It  further  appearing  that.  Insofar  a.s 
the  petitioner  requests  In  the  alternative 
that  the  entire  hearing  be  held  In  Los 
Angeles  In  lieu  of  Washington,  p.  C,  it 
is  impracticable  for  the  Commission  s 
Engineering  Department  to  conduct  a 
comiJlicated  engineering  hearing  In  Los 
Angeles  becau.se  of  the  necessity  of  hav- 
ing the  Commission's  engineering  files 
available  during  the  course  of  the  hear- 
ing; and  that  In  addition  the  other  par- 
ties to  the  proceeding  have  their  engi- 
neering consultants  In  Washington  and 
it  would  be  greatly  inconvenient  for  them 
to  have  the  engineering  hearing  held  in 
Los  Angeles;  and 

It  further  appearing  that.  Insofar  as 
the  petition  requests  that  Stations  KHJ 
and  KIEV  be  removed  as  parties  re- 
spondent In  the  proceeding  on  the  basis 
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of  measurements  submitted  by  petitioner, 
that  the  measurements  were  not  made 
in  accordance  with  the  procedures  out- 
lined in  the  Standards  of  Good  Engi- 
neering for  the  taking  of  such  measure- 
ments and  accordingly  are  of  littie  value 
in  determining  the  question  of  interfer- 
ence; and 

It  is  ordered.  This  11th  day  of  March 
1949,  that  the  petition  be  denied; 

It  further  appearing  that  it  has  been 
determined  that  certain  other  applica- 
tions are  presently  on  file  with  the  Com- 
mission which  are  apparently  mutually 
exclusive  with  the  above-entitled  appli- 
cations and  that  a  continuance  is  neces- 
sary for  this  reason  until  such  time  as  a 
determination  has  been  made  In  this 
matter; 

It  is  ordered.  On  the  Commission's  own 
motion,  that  the  hearing  upon  the  above- 
entitled  applications  be  continued  in- 
definitely. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

[F.   R.   Doc.   49-2115;    Filed.   Mar.   21.    1949; 
8:58  a.  m.) 


(Docket  No.  8716) 
Greenwich  Broadcasting  Corp. 

ORDER   continuing  HEARING 

In  re  application  of  Greenwich  Broad- 
casting Corporation.  Greenwich.  Con- 
necticut. Docket  No.  8718,  File  No.  BP- 
6315;   for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  14,  1949,  at  Greenwich, 
Connecticut;  and 

It  appearing  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said 
hearing; 

It  is  ordered.  This  11th  day  of  March 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Thursday,  March  31.  1949.  at  Greenwich, 
Connecticut. 

Federal  Communications 
Commission, 
fSEALl         T.  J.  Slowie. 

Secretary. 

|F.   R.   Doc.   49-2116;    Filed.   Mar.   21,    1949; 
8:58  a.  m.] 


(Docket  Nos.  9249.  9250,  9251] 
San  Fernando  Valley  Broadcasting  Co. 

ET  al. 

order  designating  applications  for  con- 
solidated hearing  on  stated  issues 

In  re  applications  of  San  Fernando 
Valley  Broadcasting  Company,  San 
Fernando,  California.  File  No.  BR-1950. 
Docket  No.  9249;  for  renewal  of  license 
of  Station  KGIL.  and  Helen  Ruth  Allen, 
Executrix  (transferor)  estate  of  C.  P.  M. 
Allen,  deceased.  Pile  No.  BTC-684, 
Docket  No.  9250;  Payette  J.  Smalley,  Jr. 
(transferee),  J.  G.  Paltrldge  (competing 
No.  54 2 


FEDERAL  REGISTER 

applicant).  File  No.  BTC-684,  Supple- 
ment. Docket  No.  9251;  for  consent  to  the 
transfer  of  control  of  San  Fernando  Val- 
ley Broadcasting  Company,  licensee  of 
Station  KGIL,  San  Fernando. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  oflBces  In 
Washington,  D.  C,  on  the  10th  day  of 
March  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tions for  con.sent  to  the  tran.«fer  of 
control  of  San  Fernando  Valley  Broad- 
casting Company,  San  Fernando,  Cali- 
fornia, and  also  having  under  considera- 
tion a  petition  filed  by  J.  G.  Paltrldge 
requesting  that  said  applications  be  des- 
ignated for  hearing  at  the  earliest  prac- 
ticable date  and  that  the  place  of  hear- 
ing be  designated  as  San  Fernando, 
California;  and  also  having  under  con- 
sideration the  application  of  San  Fer- 
nando Valley  Broadcasting  Company  for 
renewal  of  license  of  station  KGIL; 

Whereas  the  Comml-ssion,  being  un- 
able to  determine  upon  a  consideration 
of  the  applications  for  consent  to  trans- 
fer of  control  that  Fayette  J.  Smalley. 
Jr.,  Is  better  qualified  or  that  a  transfer 
to  that  applicant  would  otherwise  be  In 
the  public  Interest;  and 

Whereas,  the  Commission  is  unable  to 
determine  from  consideration  of  the 
above-entitled  application  for  renewal  of 
license  and  from  the  said  applications 
for  consent  to  a  transfer  of  control  that 
a  renewal  of  the  license  of  station  KGIL 
would  be  In  the  public  Interest; 

It  is  ordered.  That,  pursuant  to  sec- 
tions 309  (a>  and  310  <b)  of  the  Com- 
munications Act  of  1934.  as  amended, 
and  §  1.321  of  the  Commission's  rules 
and  regulations,  the  above-entitled  ap- 
plications are  hereby  designated  for 
hearing  In  a  consolidated  proceeding  at 
a  time  and  place  to  be  specified  by  sub- 
sequent order  upon  the  following  Issues: 

1.  To  determine  whether  the  license 
granted  to  San  Fernando  Valley  Broad- 
casting Company,  or  the  rights  and 
responsibilities  incident  thereto,  have 
been  in  any  manner,  either  directly  or 
indirectly  transferred,  a.sslgned  or  dis- 
posed of  without  the  consent  of  the  Com- 
mission, as  required  by  the  Communica- 
tions Act  of  1934.  as  amended,  and 
particularly  sections  309  (a)  and  310  (b) 
thereof. 

2.  To  determine  whether  the  proposed 
transferees  are  legally,  technically, 
financially  and  otherwise  qualified  to 
own  the  majority  Interest  in  and  control 
San  Fernando  Valley  Broadcasting  Com- 
pany, licensee  of  Station  KGIL. 

3.  To  inquire  into  the  corporate 
charter  and  by-laws  of  San  Fernando 
Valley  Broadcasting  Company,  with  par- 
ticular reference  to  the  provisions  thereof 
relating  to  the  sale  or  other  transfer  of 
capital  stock. 

4.  To  determine  all  contractual  ar- 
rangements now  existing  or  which  have 
existed  between  the  proposed  transferor 
and  any  other  parties  for  the  sale  of 
stock  belonging  to  the  Estate  of  C.  P.  M. 
Allen. 

5.  To  secure  fuH  information  as  to  the 
plans  of  the  proposed  transferee  for 
staffing  the  station  and  their  respective 
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plans  as  to  program  and  other  opera- 
tional policies. 

6.  To  determine  the  financial  qualifi- 
cations of  San  Fernando  Valley  Broad- 
casting Company  to  continue  oF>eration 
of  station  KGIL. 

7.  To  determine  whether,  in  view  of 
the  facts  adduced  under  the  foregoing 
issues,  the  public  Interest,  convenience 
or  necessity  would  be  served  by  a  grant 
of  the  above-entitled  application  for 
renewal  of  license  and.  If  such  deter- 
mination should  be  made  In  the  affirma- 
tive, to  determine  further  on  a  com- 
parative basis  which,  if  either,  of  the 
above-entitled  applications  for  consent 
to  a  transfer  of  control  should  be 
granted. 

It  is  further  ordered.  That,  since  the 
Commission  has  taken  the  foregoing  ac- 
tion on  its  own  motion  and  since  It 
would  not  be  conductive  to  orderly  ad- 
ministrative practice  to  designate  the 
time  and  place  of  hearing  at  this  time, 
the  petition  of  J.  G.  Paltrldge  is  hereby 
dismissed. 

Feder.\l  Communications 
Commission, 
[seal]         T.  J.  Slowie, 

Secretary. 

|F.    R.   Doc.   49-2118:    Filed.    Mar.    21,    1949; 
8:58  a.  m.( 


[Docket  Nos.  9247,  92481 

Haygood  S.  Bowden  and  Camden 
Broadcasting  Corp. 

order  designating  applications  for  con- 
solidated hearing  on  stated  issues 

In  re  application  of  Haygood  S.  Bow- 
den <WACA),  Camden,  South  Carolina, 
File  No.  BL^3284,  Docket  No.  9247;  for 
license;  and  application  of  Haygood  S. 
Bowden  (assignor),  and  Camden  Broad- 
casting Corporation  (assignee).  File  No. 
BAP-102,  Docket  No.  9248;  for  assign- 
ment of  construction  permit  of  station 
(WACA). 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  In  Washington, 
D.  C,  on  the  10th  day  of  March  1949; 

The  Commission  having  under  consid- 
eration the  above  entitled  application 
for  license  to  cover  construction  permit 
(BP-6020  as  modified)  authorizing  a  new 
standard  broadcasting  station  at  Cam- 
den, South  Carolina  tWACA),  and  hav- 
ing under  consideration  the  above  en- 
titled application  for  assignment  of  said 
construction  permit; 

It  appearing  that  the  Commission, 
not  being  satisfied  that  it  is  In  possession 
of  full  Information  as  Is  required  by 
the  Communications  Act  of  1934,  as 
amended,  and  being  unable  to  determine 
from  consideration  of  said  application 
that  grants  of  either  or  both  of  them 
would  be  In  the  public  interest; 

It  is  ordered,  That,  pursuant  to  sec- 
tions 309  (a)  and  319  (b)  of  the  Com- 
munications Act  of  1934,  as  amended, 
the  above  entitled  applications,  are 
hereby  designated  for  hearing  In  con- 
solidated proceeding  at  a  time  and  place 
to  be  specified  by  subsequent  order  of  the 
Commission  on  the  following  issues. 
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1.  To  determine  whether  the  proposed 
assignee  Is  legally,  technically,  finan- 
cially and  otherwise  qualified  to  own  and 
control  and  to  operate  station  WACA. 
Camden,  South  Carolina. 

2.  To  determine  the  full  contractual 
arrangements  betwen  the  j)ermittee  and 
the  Camden  Broadcasting  Corporation 
Including  the  price  and  manner  of  pay- 
ment and  the  properties  to  be  received 
therefor. 

3.  To  determine  whether  the  construc- 
tion permit  granted  to  Haygood  S.  Bow- 
den  for  station  WACA,  or  the  rights  and 
responsibilities  incident  thereto,  have 
been  transferred,  assigned  or  disponed  of. 
directly  or  indirectly,  without  consent  of 
the  Commission  In  contravention  of 
the  Communications  Act  of  1934.  as 
amended,  and  more  particularly  section 
319  <b>  thereof,  and  to  secure  informa- 
tion concerning,  among  other  things,  the 
following  matters: 

a.  The  method  of  financing  of  con- 
struction and  operation  of  station  WACA 
from  date  of  grant  of  construction  per- 
mit (BP-6020>  to  date  and  whether  that 
financing  varies  materially  from  the 
representations  made  with  respect 
thereto  in  the  aforesaid  application  for 
construction  permit. 

b.  The  ownership  of  the  physical  fa- 
cilities of  station  WACA. 

c.  The  formation  and  functioning  of 
the  assignee  corporation  from  April  7, 
1948.  the  date  of  incorporation  thereof, 
to  date  and  its  relationship,  during  that 
period,  with  the  permittee. 

4.  To  determine  whether  all  contracts, 
obligations,  undertakings  and  agree- 
ments which  have  been  entered  Into  by 
the  permittee  with  respect  to  the  owner- 
ship, operation,  financing  and  control  of 
station  WACA  have  been  reported  to 
the  Commission  as  is  required  by  its  rules 
and  regulations  and  more  particularly 
§§  1  341,  1.342  and  1.343  thereof. 

5.  To  secure  full  information  as  to  the 
program  service  presently  rendered  by 
station  WACA,  and  as  to  the  plans  of  the 
proposed  assignee  with  respect  to  pro- 
gramming and  personnel  at  said  station. 


NOTICES 


Dominican  Rtn-nuc 


[SKALl 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


[P.    R.    Dor.   49-2119:    Filed.   Mar.   21.    1949; 
8:58  a.  m.J 


(Change  List  3,  Corr.l 

Dominican  Republic  Bboadcast  Stations 

list  or  changes.  proposed  changes,  and 
corrections  in  assignments 

December  7.  1948. 
Notifications  under  the  provisions  of 
Part  III.  section  2  of  the  North  American 
Regional  Broadcasting  Agreement.  List 
of  changes,  proposed  changes,  and  cor- 
rections in  assignments  of  Dominican 
Republic  broadcast  stations  modifying 
appendix  containing  assignments  of 
Dominican  Republic  broadcast  stations 
(Mimeograph  47214-2)  attached  to  the 
recommendations  of  the  North  American 
Regional  Broadcasting  Agreement  Engi- 
neering Meeting., January  30.  1941. 


Call  Irttrra 


HIL(new). 
HIO 


HIUU. 


Location 


Ciudad  Trujillo 
do 


HIT 

HI2R  (new). 


.do 

Purrto  PUta 


Fowl 


790  kilocycles.  500  w. 


as5i|o- 


000   kilocytlos,    (<lelet< 

nient  on  «Ni  kc. 

WO  ki!ocvil«-<.  i'lO  w 

1240  kilwydfs.  iVl  w  '  (prvsent  t«- 

siennieut  TiiiS  kc.  IW)  »  I. 
H'Ki  kilocvdes.  2"iO  w  (i>r»»*nt  as- 

siKnnienl  "iOKp  kc.  100  w;. 
Pan  Crestobal I  H5»)  kilocycUs,  aw  w 


Ciudad  Trujillo. 


Time 
designa- 
tion 


III-B 


IV 
IV 

IV 

IV 


Probttble 

date  to 

commrnre 

operation 


February 


Do. 
Do. 


Do. 
Do. 


'  The  trwiuerry  of  HI»i:  was  indicated  as  12W  kc  on  Chiintte  List  No.  3  ft.i  orinlnally  iamied.    A  correction  of  Ibis 
listing;  i.-:  enibodie«l  herein. 


[seal] 


•  Federal  Communications  Commission, 

,  T.  J.  Slowie. 

Secretary. 

|P   R.  Doc    49-2120;  Filed.  Mar.  21.  1949;  8:59  a.  ml 


FEDERAL  POWER  COMMISSION 

[Docket  No.  E-62001 
MotiNTAiN  States  Power  Co. 

notice  or  APPLICATION 

March  14.  1949. 

Notice  is  hereby  given  that  on  March 
14. 1949,  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
section  204  of  the  Federal  Power  Act.  by 
Mountain  States  Power  Company,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  Delaware  and  doing  business  in 
tlie  States  of  Idaho.  Oregon.  Montana, 
Washington  and  Wyoming,  with  its  prin- 
cipal business  office  at  Albany.  Oregon, 
seeking  an  order  authorizing  the  issuance 
of  $2,000,000  principal  amount  of  First 
Mortgage  Bonds.  2Vh%  Series  due  April 
1.  1979.  to  be  Issued  as  of  April  1.  1949. 
and  50.770  shares  of  Common  Stock  with- 
out par  value,  to  be  issued  in  April  1949. 
The  proposed  Bonds  will  be  sold  at  pri- 
vate sale  to  John  Hancock  Mutual  Life 
Insurance  Company  and  Provident  Mu- 
tual Life  Insurance  Company  of  Phila- 
delphia, and  the  Common  Stock  will  be 
underwritten  by  an  underwriting  group 
represented  by  Merrill  Lynch.  Pierce, 
Penner  L  Beane;  all  as  more  fully  ap- 
pears in  the  application  on  file  with  the 
Commission. 

Any  person  desiring  to  be  heard,  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  29lh 
day  of  March.  1949.  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C. 
a  petition  or  protest  in  accordance  with 
the  Commission's  rules  of  practice  and 
procedure. 


[seal] 


Leon  M. 


Fuquay, 
Secretary. 


IF.   R.   Doc.   49-2099;    Filed.   Mar.   21,    1949; 
8:45  a.  m.] 


[Docket  No.  E-«2011 

Hartford  Electric  Light  Co. 

NOTici  or  application 

March  17,  1949. 

Notice  Is  hereby  given  that  on  March 
16.  1949.  the  Hartford  Electric  Light 
Company   (Hartford)   a  specially  char- 


tered corporation,  organized  under  the 
laws  of  the  State  of  Connecticut,  filed 
an  application,  pursuant  to  section  203 
of  the  Federal  Power  Act,  seeking  an 
order  authorizing  the  merger  of  the 
Simsbiu-y  Electric  Company  (Sims- 
bury)  into  and  with  Hartford.  Hartford 
proposes  to  issue  4,000  shares  of  its 
common  stock  ($25.  par)  in  exchange 
for  the  1.000  outstanding  shares  of  com- 
mon stock  ($100  par)  of  Slmsbury;  all 
as  more  fully  appears  In  the  application 
on  file  with  the  Commission. 

Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to 
said  application  should,  on  or  before 
the  28th  day  of  March  1949.  file  with 
the  Federal  Power  Commission.  Wash- 
ington 25.  D.  C,  a  petition  or  protest 
in  accordance  with  the  Commissions 
rules  of  practice  and  procedure. 

[SEAL]  Leon  M.  Fuquay. 

Secretary. 

[F.   R.  Doc.   49-21 10:    Filed.   Mar.   21,    li>49; 
8:47  a.  m.J 


[Docket  No.  0-11761 
Atlahiic  Seaboard  Corp. 

NOTICE    OF    application 

March  16.  1949. 

Notice  is  hereby  given  that  on  March 
4.  1949.  an  application  was  tiled  with 
the  Federal  Power  Commission  by  At- 
lantic Seaboard  Corporation  (Applicant ', 
a  Delaware  corporation  having  its  prin- 
cipal place  of  business  at  Charleston. 
West  Virginia,  for  a  certificate  of  public 
convenience  and  necessity  pursuant  to 
section  7  (O  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  construction 
and  operation  of  measuring  and  regu- 
lating stations  to  measure  gas  proposed 
to  be  delivered  to  Consolidated  Gas  Elec- 
tric Light  and  Power  Company  of  Balti- 
more. Maryland  (Consolidated). 

The  application  states  that  by  order 
dated  January  26.  1949.  In  Docket  No. 
G-854.  the  Commission  authorized  Ap- 
plicant and  Its  affiliate.  Virginia  Gas 
TransmLssion  Corporation,  to  construct 
and  operate  certain  facilities  applied  for 
in  that  application  except  for  the  con- 
struction by  Applicant  of  a  measuring 
and  regulating  station  to  measure  gas  for 


Tuesday,  March  22, 1949 

delivery  to  Consolidated,  that  part  of  the 
amended  application  in  Docket  No. 
G-854  pertaining  to  proposed  service  of 
natural  gas  to  Consolidated  being  dis- 
missed without  prejudice.  Since  the  de- 
cision in  Docket  No.  G-854.  Consolidated 
has  reviewed  the  estimates  of  its  natural 
gas  requirements  on  the  basis  of  using 
natural  gas  for  mixing  purposes  during 
the  years  1950  and  1951  and  converting 
to  straight  natural  gas  service  during 
the  year  1951  with  the  continued  use  of 
present  facilities  for  the  manufacture  of 
gas  for  peak  shaving  and  standby. 

The  application  states  that  certificates 
recently  Issued  by  the  Federal  Power 
Commission  provide  for  sufficient  addi- 
tional supply  of  natural  gas  to  Appli- 
cant's parent  company,  Columbia  Gas 
System,  to  permit  Applicant  to  assume 
the  revised  lower  estimated  requirements 
of  Consolidated. 

The  estimated  total  over-all  capital 
cost  of  construction  of  the  proposed  fa- 
cilities is  $181,000  to  be  financed  from 
funds  on  hand.  < 

Any  Interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  S  1-37  of  the  Commission's 
rules  of  practice  and  procedure  and,  If  so, 
to  advise  the  Federal  Power  Commission 
as  to  the  nature  of  its  Interest  in  the 
matter  and  whether  it  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  joint 
or  concurrent  hearing,  together  with  rea- 
sons for  such  request. 

The  application  of  Atlantic  Seaboard 
Corporation  Is  on  file  with  the  Commis- 
sion and  open  to  public  lnsi)ectlon.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission,  Washington  25.  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirement  of  S  18  or  1.10. 
whichever  is  applicable,  of  the  Commis- 
sion's rules  of  practice  and  procedure. 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


|F.  R.   Doc.   49-2100;    Filed,   Mar.   21,    1949; 
8:46  a.  m.| 


[ProjecU  Nos  2004.  2014] 

HoLYOKB  Water  Power  Co.  and  City  or 
HoLYOKE  Gas  b  Electric  Department 

order  reconvening  hearing 

March  16.  1949. 

On  February  15.  1949,  a  public  hearing 
on  the  above-entitled  matters  was  com- 
menced in  Holyoke,  Massachusetts, 
which  continued  until  March  9.  1949. 
when  the  Presiding  Examiner,  acting 
upon  the  request  of  Commission  staff 
counsel,  suspended  the  hearing,  to  be 
reconvened  at  such  time  as  may  be  fixed 
and  determined  by  the  Commission. 

The  Commission  orders:  The  hearing 
on  the  above-entitled  matters  be  recon- 
vened on  March  28.  1949,  at  10:00  a.  m. 
(e.  s.  t.).  in  the  Hearing  Room  of  the 
Federal  Power  Commission.  1800  Penn- 
sylvania Avenue  NW.,  Washington,  D.  C, 


FEDERAL  REGISTER 

for  the  purpose  of  enabling  the  staff  of 
the  Commission  to  present  further  evi- 
dence respecting  the  economic  feasibility 
of  the  Department's  plan  of  redevelop- 
ment of  the  Connecticut  River,  at  Holy- 
oke. Massachusetts,  as  modified  during 
the  hearing  on  these  matters. 

Date  of  issuance:  March  17,  1949. 

By  the  Commission. 

[siAL]  Leon  M.  Fuquay, 

Secretary. 

[P.   R.   Doc.   49-2109;    FUed.   Mar.   21.    1949; 
8:47  a."  m.J 


SECURITIES   AND   EXCHANGE 
COMMISSION 

(File  No.   1-1608] 

Norfolk  and  Washington  Steamboat  Co. 

notice  of  appucation  to  strike  from 
listing  and  registration,  and  of  oppor- 
tunity FOR  HI^ARINO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  16th  day  of  March  A.  D.   1949. 

The  Washington  Stock  Exchange,  pur- 
suant to  section  12  (d)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X- 
12D2-1  (b)  promulgated  thereunder, 
has  made  application  to  strike  from  reg- 
istration and  listing  the  Capital  Stock, 
$100.00  Par  Value,  of  Norfolk  and  Wash- 
ington Steamboat  Company. 

The  application  alleges  that  (1)  the 
Issuer  is  Incorporated  in  the  State  of 
Virginia;  (2)  the  Issuer  Is  in  the  process 
of  liquidation ;  (3)  under  the  general 
laws  of  the  State  of  Virginia  the  stock 
no  longer  may  be  transferred  on  the 
books  of  the  issuer;  (4)  the  transfer 
books  of  the  issuer  have  been  closed; 
and  (5)  the  rules  of  the  Washington 
Stock  Exchange  with  respect  to  striking 
a  security  from  registration  and  listing 
have  been  complied  with. 

Upon  receipt  of  a  request,  prior  to 
April  19,  1949,  from  any  interested  per- 
son for  a  hearing  in  regard  to  terms  to 
be  imposed  upon  the  delisting  of  this 
security,  the  Commission  will  determine 
whether  to  set  the  matter  down  for  hear- 
ing. Such  request  should  state  briefiy 
the  nature  of  the  interest  of  the  person 
requesting  the  hearing  and  the  position 
he  proposes  to  take  at  the  hearing  with 
respect  to  imposition  of  terms  or  condi- 
tions. In  addition,  any  interested  per- 
son may  submit  his  views  or  any  addi- 
tional facts  bearing  on  this  application 
by  means  of  a  letter  addressed  to  the 
Secretary  of  the  Securities  and  Ex- 
change Commission,  Washington,  D.  C. 
If  no  one  requests  a  hearing  on  this 
matter,  this  application  will  be  deter- 
mined by  order  of  the  Commission  on 
the  basis  of  the  facts  stated  In  the  ap- 
plication, and  other  information  con- 
tained in  the  official  file  of  the  Commis- 
sion pertaining  to  this  matter. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

[F.  R.   Doc.   49-2105:    Filed,   Mar.   21.    1949; 
8:46  a.  m.] 
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[File  No.   1-2571 J 

Btatk  of  Rio  Grande  do  Sttl 
Honci  OF  application  to  strike  from 

LISTING  AND  REGISTRATION,  AND  OF  OPPOR- 
TUNITY FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  16th  day  of  March  A.  D.  1949. 

The  New  York  Stock  Exchange,  pur- 
suant to  section  12  (d)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12D2-1 
(b)  promulgated  thereunder,  has  made 
application  to  strike  from  registration 
and  listing  the  Consolidated  Municipal 
Loan  Forty- Year  7%  Sinking  Fund  (jrold 
Bonds,  due  June  1.  1967  "Unstamped," 
of  State  of  Rio  Grande  do  Sul. 

The  application  alleges  that  (1)  hold- 
ers of  the  above  security  have  been  of- 
fered the  option  to  elect  to  accept  the 
provisions  of  either  one  or  the  other  of 
two  plans,  designated  as  "Plan  A"  and 
"Plan  B."  respectively;  (2)  Plan  A  pro- 
vides for  reduction  in  the  Interest  rate 
to  2.25%  per  annum,  for  a  cumulative 
sinking  fund,  and  for  extension  of  ma- 
turity of  the  original  bonds  to  December 
1.  2004;  (3)  Plan  B  provides  that.  In  ex- 
change for  each  $1,000  principal  amount 
of  this  security,  the  holders  would  re- 
ceive a  cash  payment  of  $125  and  new 
33/4%  External  Dollar  Bonds  of  1944  of 
the  United  States  of  Brazil  In  the  princi- 
pal amount  of  $500;  (4)  the  special  agent 
under  Fiscal  Agency  Agreement  dated 
June  7,  1944,  has  reported  to  the  appli- 
cant exchange  that  of  the  original  issue 
of  $4,000,000.  $2,032,500  have  been  can- 
celed. $522,500  have  been  stamped  in 
acceptance  of  Plan  A  and  $1,250,500  have 
been  surrendered  for  exchange  under 
Plan  B.  leaving  outstanding  $194,500  of 
the  original  bonds  of  this  issue  remain- 
ing unstamped;  (5)  the  reason  for  the 
proposed  striking  of  this  security  from 
registration  and  listing  on  the  applicant 
exchange  is  that  in  the  opinion  of  the 
exchange  the  outstanding  amount  of  the 
security  has  been  so  reduced  as  to  make 
further  dealings  therein  on  the  exchange 
inadvisable;  and  (6)  the  rules  of  the 
New  York  Stock  Exchange  with  respect 
to  striking  a  security  from  registration 
and  listing  have  been  complied  with. 

Upon  receipt  of  a  request,  prior  to  May 
24.  1949.  from  any  interested  person  for 
a  hearing  In  regard  to  terms  to  be  im- 
posed upon  the  delisting  of  this  security, 
the  Commission  will  determine  whether 
to  set  the  matter  down  for  hearing. 
Such  request  should  state  briefiy  the 
nature  of  the  Interest  of  the  person  re- 
questing the  hearing  and  the  position  he 
proposes  to  take  at  the  hearing  with 
respect  to  Imposition  of  terms  or  condi- 
tions. In  addition,  any  Interested  per- 
son may  submit  his  views  or  any  addi- 
tional facts  bearing  on  this  application 
by  means  of  a  letter  addressed  to  the 
Secretary  of  the  Securities  and  Exchange 
Commission,  Washington,  D.  C.  If  no 
one  requests  a  hearing  on  this  matter, 
this  application  will  be  determined  by 
order  of  the  Commission  on  the  basis  of 
the  facts  stated  In  the  application,  and 
other  information  contained  In  the  offi- 
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cial  file  of  the  Commission  pertaining  to 
this  matter. 

By  the  Commission. 

I  SEAL  I  ORVAL   L.   DuBoIS, 

Secretary. 

|P.   R.   Doc.   49-2106:    Filed,   Mar.   21,    1949; 
8:47  a.  m] 


[File  No.  70-2044] 

Central  Maine  Power  Co. 

erpplemektal  order  granting  amended 
application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  15th  day  of  March  A.  D.  1949. 

Central  Maine  Power  Company  ("Cen- 
tral Maine"),  a  public-utility  company 
and  a  direct  subsidiary  of  New  England 
Public  Service  Company,  a  registered 
holding  company  which  in  turn  is  a  di- 
rect subsidiary  of  Northern  New  England 
Company,  also  a  registered  holdmg  com- 
pany, having  filed  an  application  and 
amendments  thereto  pursuant  to  the 
third  sentence  of  section  6  ib)  of  the 
Public  Utility  Holding  Compmny  Act  of 
1935  with  respect  to  the  Issue  and  sale  by 
Central  Maihe  pursuant  to  the  competi- 
tive bidding  requirements  of  Rule  U-50 
of  $5,000,000  principal  amount  of  First 
and  General  Mortgage  Bonds.  Series  R, 
dated  March  1,  1949,  and  maturing 
March  1.  1979; 

The  Commission,  by  order  dated  March 
7.  1949,  having  granted  said  application, 
subject,  among  other  things,  to  the  con- 
dition that  the  proposed  issue  and  sale 
should  not  be  consummated  until  the 
results  of  competitive  bidding  had  been 
made  a  matter  of  record  and  a  further 
order  entered  on  the  basis  thereof; 

Central  Maine  having  filed  an  amend- 
ment stating  that  the  company  offered 
said  bonds  for  sale  at  competitive  bid- 
ding and.  on  March  14,  1949.  received  the 
following  bids: 


Bidder 


Salomon  Dros.  &.  liutzler 

Kiihn,  I,f*b  A  Co 

Halsry,  htuart  &  Co.,  Inc 

Shields  A  Co 

Hamnian  Rii>l«v  A  Co.,  Inc... 

Kid^rr.  F.aborty  A  Co 

The  Kir>t   Boston  Corp.,  and 

(^otTln  A  Burr,  Inc 

Merrill  Lynch,  Pierce,  Fenner 

A  Beano 

Otis*  Co 


Inter- 
«vvt 
ral« 


Per- 
cent 

3 

3 

3 

3 

3l« 

3>» 

3H 

31* 

3^ii 


Price 
to  com- 
pany I 


Cost  of 

money 

to  com- 

I^ny 


101).  21 1; 
ion.  an 

100.  ao 

10»1.  13.S 
102  334 
102. 1»7 

102. 1.327 

102.02 

101.  778 


2.98ai 
2,fl«»h 

2.9a3'J 

3.00m 

3. 0132 

3.0185 

3.0221 
3.0343 


'  Exclusive  of  accrued  Interest. 

The  amendment  further  stating  that 
Central  Maine  has  accepted  the  bid  of 
Salomon  Bros.  &  Hutzler  and  that  the 
bonds  will  be  offered  for  sale  to  the  public 
at  an  Intial  price  of  100.79%  of  their 
principal  amount,  plus  accrued  interest, 
resulting  In  an  underwriter's  spread  of 
0.5783%  of  the  principal  amount  of  the 
bonds:  and 

The  Commission  having  considered 
the  record  so  supplemented  and  finding 
no  basis  for  the  imposition  of  terms  or 
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conditions  with  respect  to  the  price  to  be 
received  for  said  bonds,  the  interest  rate 
and  the  redemption  prices  thereof,  and 
the  underwriter's  spread;  finding  further 
that  the  Public  Utilities  Commission  of 
Maine  has  entered  a  final  order  author- 
izing the  proposed  Issue  and  sale;  and 
the  Commission  deeming  it  appropriate 
to  reserve  jurisdiction  with  respect  to 
the  matters  specified  below  and  to  grant 
the  request  of  the  applicant  that  the 
order  herein  become  effective  upon  its 
Issuance : 

It  is  ordered,  That  the  application  as 
amended  be.  and  it  hereby  Is,  granted, 
effective  forthwith,  subject  however  to 
the  provisions  of  Rule  U-24  and  to  the 
condition  that  jurisdiction  be,  and  It 
hereby  Is,  reserved  with  respect  to  the 
payment  of  all  legal  and  accounting  and 
auditing  fees  and  expenses  incurred  or 
to  be  Incurred  In  connection  with  the 
proposed  transaction;  and 

It  is  further  ordered.  That,  with  the 
exception  of  jurisdiction  with  regard  to 
the  payment  of  legal  and  accounting 
and  auditing  fees  and  expenses,  the  jur- 
isdiction reserved  In  our  order  of  March 
7,  1949.  In  this  proceeding  be,  and  It 
hereby  Is.  released. 

By  the  Commission. 

fsEAL]  Orval  L.  Dubois. 

Secretary. 

[F.   R.   Doc.   49-2103:    Filed.    Mar.   21.    1949; 
8:46  a.  m.) 
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[File  No.  70-2054) 

CoLtJiiBiA  Gas  System.  Inc. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION AND  PERMITTING  DECLARATION  TO 
BECOME   EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  15th  day  of  March  A.  D.  1949. 

The  Columbia  Gas  System.  Inc.  ("Co- 
lumbia"', a  registered  holding  company, 
having  filed  a  declaration  and  amend- 
ments thereto,  pursuant  to  sections  6 
(a)  and  7  of  the  Public  Utility  Holding 
Company  Act  of  1935,  regarding  the  Is- 
sue and  sale,  pursuant  to  the  competi- 
tive bidding  requirements  of  Rule  U-50. 
of  $20,000,000  principal  amount  of  de- 
benture due  1974;  and 

The  Commission  having,  by  order 
dated  March  4.  1949.  permitted  said 
declaration,  as  amended,  to  become  ef- 
fective, subject  to  the  condition,  among 
others,  that  the  proposed  sale  of  deben- 
tures shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding,  and 
a  further  order  shall  have  been  entered 
in  the  light  of  the  record  so  completed; 
and  Jurisdiction  having  been  reserved 
over  the  payment  of  all  legal  fees  and  ex- 
penses In  connection  with  the  proposed 
transaction;  and 

Columbia  having,  on  March  15,  1949, 
filed  a  further  amendment  to  said  dec- 
laration In  which  It  is  stated  that  it  has 
offered  the  debentures  for  sale  pursuant 
to  the  competitive  bidding  requirements 
of  Rule  U-50  and  has  received  the  fol- 
lowing bids: 


Morgan  Ftanlcy  A  C». 

Hsiionion  Broe.  A  Huttler 

Hab*v,  .*^luart  A  Co.,  Inc  .. 

Merrill  Lynch,  I'ierce,  Fen- 
ner A  Beane  

Lehman  Brotbers-Ciuldnian. 
8ach.<!  A  Co.,  L'nion  t^ecur- 
Ities  Corp 


Price  to 
Colum- 
bia 


Percent 

100  0S7 

102.1127 

101.881 

101.  800 


101.781 


In- 
terest 
rale 


Coct  to 
Colum- 
bia 


/Vr- 
cerU 

3 

314 

8H 


Percent 
2. 9l*7ri 
3.(W4Zi*s 
3.01737 

3.0214.M 
3.033II3K 


The  amendment  further  stating  that 
Columbia  has  accepted  the  bid  of  Mor- 
gan Stanley  &  Co.,  for  the  debentures  as 
set  forth  above  and  that  the  debentures 
will  be  offered  for  sale  to  the  public  at  a 
price  of  100.70%  of  principal  amount 
thereof,  re.sulting  In  an  underwriter's 
spread  of  0.643%;  and 

The  Commission,  having  examined 
said  amendment  and  having  considered 
the  record  herein  and  finding  no  basis 
for  imposing  terms  and  conditions  with 
respect  to  the  price  to  be  received  for 
said  debentures,  the  redemption  prices 
thereof,  the  Interest  rate  thereon  and 
the  underwriter's  spread: 

It  is  hereby  ordered,  That  Jurisdiction 
heretofore  reserved  In  connection  with 
the  sale  of  said  debentures  be,  and  the 
same  hereby  is.  released,  and  that  the 
said  declaration,  as  further  amended,  be, 
and  the  same  hereby  is,  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  prescribed  In  Rule 
U-24  of  the  general  rules  and  regulations 
imder  the  act. 

It  is  further  ordered,  That  Jurisdiction 
heretofore  reserved  over  all  legal  fees  and 
expenses  In  connection  with  the  pro- 
posed transaction  be,  and  the  same 
hereby  Is,  continued. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc.    49-2102;    Filed,    Mar.   21.    1949; 
8:46  a.  m.l 


[File  No.   70  2061) 


CiTiis  Service  Co.  and  Ohio  Public 
Service  Co. 

order  granting  applications  and  permit- 
ting declarations  to  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C. 
on  the  15th  day  of  March  A.  D.  1949. 

Cities  Service  Company  ("Cities"),  a 
registered  holding  company,  and  The 
Ohio  Public  Service  Company  ("Public 
Service"),  a  subsidiary  of  Cities,  having 
filed  a  Joint  application-declaration  and 
amendments  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6,  7.  12  <b), 
12  (d),  and  12  (f)  thereof  and  Rules 
U-44,  U-45  and  U-50  promulgated  there- 
under regarding  the  following  trans- 
actions: 

(a)  The  amendment  by  Public  Service 
of  its  Articles  of  Incorporation  to  grant 
preemptive  rights  to  the  common  stock- 
holders and  to  Increase  the  par  value  of 
Its  authorized  and  outstanding  shares  of 
common  stock  from  $3.00  per  share  to 


Tuesday,  March  22, 1949 

'  $7.50  per  share  through  the  transfer  of 
$6,595,400  from  Earned  Surplus  Account 
to  Common  Stock  Capital  Account. 

(b)  The  sale  by  Cities,  pursuant  to  the 
competitive  bidding  requirements  of 
Rule  U-50.  of  638.160  shares  of  $7.50  par 
value  common  stock  of  Public  Service 
and  the  application  of  the  proceeds  from 
such  sale  to  the  redemption  of  Cities' 
outstanding  5%  Gold  Debentures,  due 
1958. 

(c>  The  i.ssuance  and  sale  by  Public 
Service  of  361,840  additional  shares  of 
its  $7.50  par  value  common  stock  and 
$10,000,000  principal  amount  of  Fir.st 
Mortgage  Bonds,  _.%  Series,  due  1979, 
both  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50.  Pro- 
ceeds of  the  sale  of  the  common  stock 
w  ill  be  used  by  Public  Service  to  retire  its 
outstanding  $3,000,000  bank  loan  note 
dated  January  7.  1949  and  for  construc- 
tion expenditures  and  the  proceeds  of 
the  sale  of  the  bonds  will  be  deposited 
by  Public  Service  with  the  Indenture 
Trustee  and  withdrawn  upon  the  basis 
of  property  additions. 

<d)  The  execution  of  a  contract  be- 
tween Cities  and  Public  Servlcc'Which 
provides  for  the  indemnification  of  Pub- 
lic Service  by  Cities  against  any  liability 
for  Federal  income  or  excess  profit  taxes 
during  the  period  covered  by  consoli- 
dated tax  returns  and  ending  on  the 
date  of  the  sale  of  the  said  common  stock 
by  Cities  and  for  the  assignment  by 
Public  Service  to  Cities  of  all  of  its  rights 
to  refunds  or  credits  for  Federal  Income 
or  exce.ss  profit  taxes  during  the  said 
period  and  the  pwiyment  by  Public  Service 
to  Cities  of  an  amount  equal  to  Public 
Service's  reserve  for  such  taxes  accrued 
on  its  books  as  of  the  date  of  the  dis- 
position by  Cities  of  the  Public  Service 
common  stock  propo.sed  herein. 

Estimated  fees  and  expenses  to  be  in- 
curred In  connection  with  the  proposed 
transactions  aggregate  $163,854  of  which 
Cities  will  pay  $60,890  and  Public  Serv- 
ice $102,964.  Included  in  the  estimated 
fees  Is  an  aggregate  of  $45,000  for  legal 
fees  of  which  $23,700  Is  to  be  paid  by 
Public  Service  and  $21,300  is  to  be  paid 
by  Cities.  $15,000  for  fees  of  The  First 
Boston  Corporation  as  financial  adviser 
on  the  sale  of  the  common  stock,  $5,000 
of  which  Is  to  be  borne  by  Public  Service 
and  $10,000  by  Cities,  and  $1,824  payable 
to  Electric  Advisers.  Inc.,  a  system  serv- 
ice company,  of  which  Cities  will  pay 
$81|.00  and  Public  Service  $1,010.  The 
fee  of  Independent  coun.sel  for  the  under- 
writers, to  be  paid  by  the  successful  bid- 
der or  group  of  bidders  for  the  common 
stock  and  bonds.  Is  estimated  at  $8,000 
and  $7,000.  respectively,  plus  expenses  of 
$400. 

The  Joint  application  -  declaration 
having  been  filed  on  February  10.  1949. 
and  the  last  amendment  thereto  having 
been  filed  on  March  15.  1949,  and  no- 
tice of  said  filing  having  been  duly  given 
In  the  form  and  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  said 
act.  and  the  Commission  not  having  re- 
ceived a  request  for  hearing  with  resp>ect 
to  said  Joint  application-declaration,  as 
amended,  within  the  period  specified  In 
Kald  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 
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Cities  having  requested  that  the  Com- 
mission Issue  an  order  with  respect  to 
the  sale  of  the  said  638.160  shares  of 
Public  Service  common  stock  and  the 
application  of  the  proceeds  therefrom 
toward  the  redemption  of  Cities'  out- 
standing 5%  Gold  E>ebentures  due  1958 
conforming  to  the  requirements  of  Sup- 
plement R  and  section  1808  (f)  of  the 
Internal  Revenue  Code,  as  amended; 
and 

The  Commission  finding  with  respect 
to  the  Issue  and  sale  by  Public  Service 
of  the  proposed  bonds  and  common  stock 
that  Public  Service  is  entitled  to  an 
exemption  from  the  provi.sions  of  sec- 
tions 6  <a)  and  7  of  the  Act  pursuant 
to  the  provisions  of  section  6  <b)  thereof, 
it  appearing  that  the  Issuance  of  the 
said  bonds  and  common  stock  Is  solely 
for  the  purpose  of  financing  the  busi- 
ness of  Public  Service  and  that  the  Pub- 
lic Utilities  Commission  of  Ohio,  the 
State  Commission  of  the  State  in  which 
Public  Service  was  organized  and  Is  do- 
ing business,  has  expressly  authorized 
the  said  proposed  transactions,  and  the 
Commission  further  finding  with  respect 
to  the  other  transactions  proposed  in 
the  application-declaration,  as  amended, 
that  all  of  the  applicable  statutory 
standards  are  satisfied  and  that  there  Is 
no  basis  for  making  adverse  findings 
with  respect  thereto;  and  the  Commis- 
sion deeming  it  appropriate  In  the  pub- 
lic Interest  and  In  the  Interest  of  in- 
vestors or  consumers  that  said  Joint 
appplication-declaration,  as  amended,  be 
granted  and  be  permitted  to  become  ef- 
fective forthwith,  subject  to  the  terms 
aod  conditions  specified  below,  and  fur- 
ther deeming  it  appropriate  to  grant  the 
request  of  Cities  for  an  order  conform- 
ing to  the  requirements  of  Supplement 
R  and  1808  (f )  of  the  Internal  Revenue 
Code,  as  amended: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  that  said  joint  application-declara- 
tion, as  amended,  be  and  the  same  hereby 
Is,  granted  and  permitted  to  become 
effective  forthwith,  subject  to  a  reserva- 
tion of  Jurisdiction  with  respect  to  the 
payment  of  all  fees  and  expenses  in- 
curred or  to  be  Incurred  In  connection 
with  the  proposed  transactions  for  legal 
services  including  those  of  independent 
counsel  for  underwriters,  and  for  serv- 
ices of  financial  advisers  and  subject  to 
the  terms  and  conditions  prescribed  In 
Rule  U-24  and  to  the  additional  condi- 
tions that  the  proposed  sale  of  common 
stock  by  Cities  and  the  proposed  issuance 
and  sale  of  common  stock  and  bonds 
by  Public  Service  shall  not  be  consum- 
mated until  the  results  of  competitive 
bidding,  pursuant  to  Rule  U-50,  shall 
have  been  made  a  matter  of  record  In 
this  proceeding  and  a  further  order  shall 
have  been  entered  by  the  Commission 
In  the  light  of  the  record  so  completed 
which  order  may  contain  such  further 
terms  and  conditions  as  may  then  be 
deemed  appropriate.  Jurisdiction  being 
reserved  at  this  time  for  such  purpose. 

It  is  further  ordered  and  recited  and 
the  Commission  finds.  That  the  sale  as 
aforesaid  by  Cities  Service  Company  of 
638.160  shares  of  common  stock  of  The 
Ohio  Public  Service  Company  and  the 
application  of  the  proceeds  thereof  to 
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the  redemption  by  Cities  Service  Com- 
pany of  its  57o  Gold  Debentures  due  1958, 
as  hereinbefore  in  this  order  approved, 
are  necessary  or  appropriate  to  the  inte- 
gration or  simplification  of  the  holding 
company  system  of  which  Cities  Service 
Company  and  The  Ohio  Public  Service 
Company  are  members,  and  are  neces- 
sary or  appropriate  to  effectuate  the  pro- 
visions of  section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935 
within  the  meaning  of  sections  371.  373 
(a)  and  1808  if  >  of  the  Internal  Revenue 
Code,  as  amended. 

By  the  Commission, 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.   49-2104;    FUed.    Mar.    21,    1949; 
8:46  a.  m.j 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORn-T:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12339.  Amdt.] 
Takajiro  and  Satsu  Haranaka 

In  re:  Rxed  deposit  account  owned  by 
Takajiro  Haranaka  and  Satsu  Haranaka, 

Vesting  Order  12339.  dated  November 
12.  1948.  Is  hereby  amended  as  follows 
and  not  otherwise: 

By  deleting  therefrom  the  name  "Tak- 
ajiro" wherever  it  appears  in  said  order 
and  substituting  therefor  the  name 
"Takujiro." 

All  other  provisions  of  said  Vesting  Or- 
der 12339  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington.  D.  C,  on 
February  24,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.  Doc.   49-2126;    Filed.   Mar.   21,    1949; 
9:00  a.  m.] 


(Vesting  Order  12504.  Amdt.J 

National  Allgemeine  Versicheritngs 
Gesellschaft 

In  re:  Bank  account,  stock  and  bonds 
owned  by  National  Allgemeine  Versich- 
erungs  Gesellschaft.  F-28-1349-E-1,  F- 
28-1349-A-l. 

Vesting  Order  12504,  dated  December 
3, 1948,  Is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  from  Exhibit  A,  attached 
to  and  by  reference  made  a  part  of  said 
Vesting  Order  12504,  the  certificate  num- 
ber 5212070  set  forth  with  respect  to 
"United  States  of  Mexico  (Internal  Loan) 
(Estados  Unldos  Mexicanos,  Deuda  Inte- 
rior) Series  V — 57o  bonds"  and  substi- 
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tutlng     therefor     certificate     number 
212070. 

All  other  provisions  of  said  Vesting 
Order  12504  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   49-2127;    Filed.   Mar.    21.    1949; 
9:00  a.  m.] 


I  Vesting  Order  12508.  Amdt] 
Anna  Schnorrenberger 

In  re:  Bank  account  and  securities 
owned  by  Anna  Schnorrenberger. 

Vesting  Order  12508.  dated  December 
S.  1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  from  Exhibit  A  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  12508  the  certifi- 
cate numbers  M22483  and  M40687  88  set 
forth  with  respect  to  Baltimore  &  Ohio 
Railroad  First  Mortgage  4%  bonds  of 
$1,000  face  value  each  and  substituting 
therefor  certificate  numbers  M49250  2. 

All  other  provisions  of  said  Vesting  Or- 
der 12508  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pursu- 
ant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  confirmed. 

Executed  at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[sEALl  David  U  Bazelon. 

' Assistant  Attorney  General 

T       *      Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   49-2128:    Filed.    Mar.   21,    1949; 
9:00  a.  m] 


NOTICES 

rawa,  maintained  at  the  aforesaid  trust 
company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  Creneral, 
Director,  Office  of  Alien  Propcrtif. 

(P.   R.   Doc.   49-2121;    Filed.   Mar.   21,    1949; 
8:59  a.  m.j 


IVesting  Ord^r   12897] 
Shigetomo  Nakazawa 

In  re:  Bank  account  owned  by  Shige- 
tomo Nakazawa.  also  known  as  Dr.  S. 
Nakazawa.     F-39-6129-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Shigetomo  Nakazawa,  also 
known  as  Dr.  S.  Nakazawa.  whose  last 
known  address  is  113  Dokashiba-machl, 
Tenojlku,  Osaka,  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan' ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Shigetomo  Nakazawa,  also 
known  as  Dr.  S.  Nakazawa.  by  The  First 
Trust  Co.  of  Hllo.  Ltd.,  58-64  Keawe 
Street,  Hilo.  Hawaii,  T.  H.,  arising  out  of 
an  open  account,  entitled  Dr.  S.  Naka- 


3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.    Doc.   49-20e«;    Filed,    Mar.    18,    1949; 
8:52  a.  m.| 


[Vesting  Order  12898] 
Harald  Nehlsen 

In  re:  Cash  owned  by  Harald  Nehlsen. 
F-28-1352-D-6/ 16. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Harald  Nehlsen.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  amount  of  $174.75 
presently  In  the  possession  of  the  Attor- 
ney General  of  the  United  States  in  ac- 
count number  28-21882  and  representing 
the  proceeds  of  sale  of  certain  stock  sub- 
scription rights  Issued  in  favor  of  Harald 
Nehlsen  by  Montgomery  Ward  ii  Co..  In- 
corporated. 610  West  Chicago  Avenue. 
Chicago.  Illinois, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behaif  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 


{Vesting  Order  12904] 
RoECHLiNG  &  Co.  Bank 

In  re:  Stock,  bonds,  scrip  and  bank  ac- 
counts owned  by  and  debt  owing  to 
Roechllng  <<  Co.  Bank. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Gebr.  Roechllng  Bank,  the  last 
known  address  of  which  is  Saarbruecken. 
Germany.  Is  a  corporation,  partnership, 
association  or  other  business  organiza- 
tion organized  under  the  laws  of  Ger- 
many, and  which  has  or,  since  the  effec- 
tive date  of  Executive  Order  8389.  as 
amended,  has  had  its  principal  place  of 
business  in  Germany  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  Roechllng  L  Co.  Bank  Is  a 
partnership  organized  under  the  laws  of 
Switzerland,  whose  principal  place  of 
business  is  located  at  Basle,  Switzerland, 
and  is  or,  since  the  effective  date  of  Ex- 
ecutive Order  8389,  as  amended,  has  been 
owned  or  controlled  by  or  acting  or  pur- 
porting to  act  directly  or  indirectly  for 
the  benefit  of  or  on  behalf  of  the  afore- 
said Gebr.  Roechllng  Bank  and  Is  a  na- 
tional of  a  designated  enemy  country 
(Germany) : 

3.  That  the  property  described  as  fol- 
lows: 

a.  Those  certain  shares  of  stock  de- 
scribed In  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  regis- 
tered in  the  name  of  Cudd  &  Co.  and 
presently  in  the  custody  of  The  Chase 
National  Bank  of  the  City  of  New  York. 
18  Pine  Street,  New  York,  New  York,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon; 
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b.  Those  certain  bonds  described  In 
Exhibit  B,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  registered  In 
the  name  of  Cudd  &  Co.  and  presently 
in  the  custody  of  The  Chase  National 
Bank  of  the  City  of  New  York,  18  Pine 
Street,  New  York.  New  York,  together 
with  any  and  all  rights  thereunder  and 
thereto; 

c.  Six  (6)  As.soclated  Gas  ti  Electric 
Co.  non  interest  scrip  certificates,  de- 
scribed In  Elxhlbit  C.  attached  hereto  and 
by  reference  made  a  part  hereof,  regis- 
tered in  the  name  of  Cudd  (i  Co.  and 
presently  in  the  custody  of  The  Chase 
National  Bank  of  the  City  of  New  York. 
18  Pine  Street,  New  York.  New  York. 
toRether  with  any  and  all  rights  there- 
under and  thereto; 

d.  Those  certain  debts  or  other  obli- 
gations of  the  banks  listed  In  Exhibit  D. 
attached  hereto  and  by  reference  made 
a  part  hereof,  arising  out  of  the  accounts 
whose  titles  are  set  forth  In  Exhibit  D. 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  .same; 

e.  That  certain  debt  or  other  obliga- 
tion owing  to  Roechllng  ti  Co.  Bank  by 
J  k  W.  Seligman  ti  Co..  65  Broadway, 
New  York  6,  New  York,  in  the  amount 
of  $14.14  as  of  December  31.  1945.  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  Roechllng  &  Co. 
Bank,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

4.  That  Roechllng  &  Co.  Bank  Is  owned 
or  controlled  by  or  acting  or  purporting 
to  act  directly  or  Indirectly  for  the  bene- 
fit of  or  on  behalf  of  the  aforesaid  Gebr. 
Roechllng  Bank  and  is  a  national  of  a 
designated  enemy  country  (Germany*; 
and 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  .within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece-ssary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"'  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  ?..  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
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ExHisrr  A 


Name  and  address  of  corporation 

State  of  Incorpora- 
tion 

Type  of  stock 

Certificate  No. 

Number 
of  share.H 

Abercromble  &   Fitch  Co.,  358 

New  York 

do 

%7fi  par  value  $6  cumulative 
preferred  stock. 

$1  par  value  common  capital 
stock. 

No  i)ar  value  $»">  cumulative 
preferred  stock. 

No  par  value  common  capi- 
tal stock. 

$20  imr  value  common  capl- 
ul  stock . 

$1  par  value  common  capital 

NP  S03 

11 

Madi.son    Ave.,    New    York, 
K.  Y, 
1)0    

NC  487 

5 

Assoc-iat(>d  Oas  &  Electric  Co 

do 

XO  24«84..." 

1 

Chicago,  Milwaukee  A  St.  Paul 

Ry.  Co..  Chicago,  111. 
General    Telephone    Corp.,    80 

Broad  St.,  New  York.  N.  Y. 
Lincoln  Builitine  Corp.,  fiO  East 

42d  .>;t.,  New  York.  N.Y. 
Nortolk    A    Western    Ry.    Co.. 

Roanoke  17,  Va. 

Wi.soonsln 

CO  40777 

ao 

New  York 

do 

Virginia 

CO  2tW0 

21 

0522 

.10 

stock. 
$100  par  value  common  cap- 
ital stock. 

1377S9 

1 

BxHiBrr  B 


Description  of  issue 

Face  value 

Bond  Noa. 

Associated  (ias  A  Electric  Co.,  convertihle  Hfn  obligations,  series  K  due  20112. 

SOO 

BT  5329. 

AssociaU-d  (Jas  &  Electric  Corp..  convertible  i\-t"',,  deN'ntures  due  1973 

Lincoln  Building  Corp..  5h%  cumulative  income  bond  due  l*i3 

FIRM  1.M4. 
RM  tt7»I. 

Exhibit  C 


Pace  value:  Certificate  No. 

$11.25 N3  41177. 

•33.75 NO.  2  NS  40577. 

$33.75- -- NO.  3  NS  10824. 


Face  value:  Certificate  No. 

$6.62. NO.  4  NS  10123. 

•5.62 NO.  6  NS  9966. 

•5.63 NO.  8  NS  9831. 


Exhibit  D 


Name  and  address  of  bank 

Type  of  account 

Title  of  account 

Manufacturers  Trust  Co.,  55  Broad  St..  New 

Commercial 

Roechllng  &  Co.  Bank  Ba.sl«.  Switr^rland. 

York,  N.  Y. 
The  Cha.se  National  Bank  of  the  City  of  Now 

Checking 

Do. 

York.  18  Pine  .St.,  Now  York.  N.  Y. 
Guaranty  Trust  Company  of  New  York,  140 

do 

Current ...... 

Roechlintr  A  Co.  Rank,  Basle  Switzerland. 

General  Ruling  6  a/c  F  84135. 
Roechling  A  Co.  Bank. 

Bro»<tway,  New  York,  .N.  Y. 

[F.  R.  Doc.  49-2097;  Filed.  Mar.  18.  1949;  8:62  a.  m.J 


(Vesting  Order   12944) 

Debt  Owing  to  Japan 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

That  the  property  described  as  follows : 
Cash  in  the  sum  of  $613,932.71.  presently 
on  deposit  with  the  Treasurer  of  the 
United  States  in  a  special  deposit  account 
entitled  "Secretary  of  the  Treasury, 
Proceeds  of  Withheld  Foreign  Checks", 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  a 
designated  enemy  country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 


The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive 
Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-2125;    Piled.   Mar.   21.    1949; 
9:00  a.  m.J 


[Return  Order  287] 
Kazuo  Fukxtnaca  et  al. 

Having  considered  the  claims  set  forth 
below  and  having  issued  a  determination 
allowing  the  claims  which  are  Incorpo- 
rated by  reference  herein  and  filed  here- 
with and  Notice  of  Intention  to  Return 
having  been  published  on  February  8, 
1949  (14  F.  R.  556) 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 
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NOTICES 


Claimant 


Claim 
No. 


Prop- 
erly 


Claimant 


Claim 
No. 


Karuo  Fukunapa,  1914-E  LUiha  St., 

Honolulu,  T.  H     ---■ 

Chinil  Adachi  bv  M.  Adachi,  373H-A 

Maninl  Way,  Ilomtlulii,  T.  H 

M.  Adachi,  guardian  of  Emily  Ka.ve 
Ada<hi,     3r3«-A      Manini      « ay, 

Honolulu.  T.< I  ■,,;;-,-■ 

MasavuUi  Adachi,  giiardian  of  Sachie 

A<laclii,     ^'^  A      Manini      «ay, 

Honolulu.  T.H. 

Uravo  Akita  or  Va.";utaro  Akita.  \ .  V. 

Tlox  521,  Waialua.  f)ahu,  T.H     .  -.  ■ 

Bhoiaemon  Amimoto,  7M  Pohukama 

.Kt.,  Honolulu,  T.  H 

Phoia4mon  Amimoto,  trustre  for 
Ma<aji    Amimoto.    TM    Pohukaina 

St  .  Honolulu,  T.  M      

Shtiteichi  Nakamoto,  d/b  a  lien  tan la 
Klori<;t      la;."!    S.     Ueretania     M., 

Honolulu,  T.H  .-..   .       V 

Bouhrvanl  Market,  c/o  J.  Fujimoto. 
K  TaniKaws.  and  P.  Taniitawa. 
\*2X  Dillinifham   Blvd..  Honolulu, 

T.  H..        - 

Philip     TsuyoshI     Fukashima,     M8 
Akepo  l.ane,  Honolulu  51,  T.  H  — 
M    K.  Hava.«hi.  1447  South  Kin(t  S?t.. 

ilonolulu.T.  H. „ 

Buntaro  Hi«a.  fMl  Young  St.,  Hono- 
lulu. T.  H   -  --• 

Utaro  Hiklchl,  E»a.  Oahu,  T.  H 

Ilisiiko    Hirii.   7.V2   Inivrrsity   Ave. 

Extende*!.  Honolulu,  T.  H ..--. 

MitKue   Htrano.   4720   Farmers   Kd., 

Honolulu,  T.  H a  :  { 

Masao   Iketawa,   Co   Nfoana   Hotel, 

Honolulu.  T.  H ,..-   "V" 

Teikichl  Kaniil,  tru.stee  for  Ktisaku 
Kancdtt,  llHfi  South  Berelanu  St.. 

Honolulu.  T.  H ,---ii, 

Fukujiro  Ka-ohiwal,  Fakala,  Waimea, 

Kaunl.  T.  H a-  ■  \: \;\.    V 

Kikuyo  Kawahara.  145  South  School 

St..  Honolulu,  T.  H --- 

Kikuyo  Kawahara,  piardian  ofTaklko 
Kawahiira,    145   South    Sch(X>l    St., 

Honolulu,  T.  H .: ^;   "  « 

Htsa  Furuiomo,  277  Huall  St.,  Hono- 
lulu. T.  H vV-v.V   -w" 

Nobuo  Miviioka.  a/k/a  N.  Miyaoka, 
M7     Halekauwlla     St.,     Honolulu. 

1   H  - 

Trttejlro  Mlya.ohita.  1711  Citron  St.. 

Honoluhi.  T.H ---- 

Takejiio  Miya.-'hita.  tr\istee  for  1  et?uo 
Miyashila,  1711  Citron  St.,  Hono- 
lulu. T.  H   -  - --- 

Shime   Murayama,   1403  Emma  St., 
Hoiiolulu.  T.  H.   .   -._.        ^-i  -   .;,- 
Phlme  Murayama.  jruardlan  of  Masalo 
Murayama,  1403  Emma  St.,  Hono- 
lulu. T.  H ...-- 

Tsutfie  Nakamura,  4M4  Kalanianaole 

Hinhwav,  Honolulu,  T.  H..     

Yoshimaiyi  Nakamura  or  Tsiima 
Sakai.  ai)18-A  Pauoe  Rd.,  Honolulu 

23  T   H  

Oenji  Niikano.  P.  O.  Box  281,  Waikelf. 

W  aipahu.  Oahu,  T.  H     -     - 

Junichl    Namba.   3*31    Manoa   Rd., 

Honolulu. T.H  ■--- 

Fadae    Naraba,    3831    Manoa    R<1.. 

Honolulu,  T.  n  - ...---...- 

Asa   Namlia   or   Suemat.'su    Namba. 
3«31  Manoa  Rd..  Honolulu,  T.  H... 
Kaoru  Fukushima,  M8  Akei>o  Lane, 
HonoluluSl.  T,H..       ..-------- 

Matsutaro  Oishi.  215  Puuhale  Rd.. 

Honolulu,  T.  H ^-   - V.  „" 

Mrs    Kul  Okumura.  P.  O.  Box  240, 
Wahiawa,  Oahu,  T.  H. ....... ------ 

Araji  Onoyc,  2038  Piuia  St.,  Honolulu, 

T   H  

AniH  Onove,  Trustee  for  Tokiml 
Onove,   2108  Puna  St.,   Honolulu. 

T  li 

David  Vail  Pokipala,  922  Lakl  St., 
Honolulu,  T.  H 

Katsu.«uke  Yamamoto,  1042  Kama 
Lane,  Honolulu,  T.  H ........ 

Bhieeo  Susiyama,  c/o  Mrs.  T.  \oko- 
yama,  P.  O.  Box  15,  Makawao, 
Maui,  T.  H _     Kc; 

Ichikl  Kanda,  c/o  Dorotby  Cbli^, 
aa   Kuulel   Rd.,    Lanlkal,    Oanu, 

y os'hijiro  "Saito,"  trustee  for  'f  ©rum I 
Salto,    P.    O.    Box   482,    Walpahu, 

Koichl  l^akuina'Vs  North  kiikui  St., 

Honolulu,  T.  II .-... 

V      Itsuyo    S««awa   or    Itsuko   P*f»^,a. 
^        lOn-K  Pawaa  l*ne,  Honolulu  1», 

T.  H ' 

BhinaJIro  ShlKemura.  142«  Nuuanu 
bt.  Uonohilu,  T.  U 


40481 
40489 


4<>4Mf 
40491 


40492 
40493 

40494 

40495 


$11.34 


.31 
A.  00 


1,566.61 
1.12 


133.65 


749.28 


40496  1.083.35 


40501 

4lk504 
4050.^ 

40S06 

40507 

40608 


40511 
40612 
40614 


40515 
40499 


40619 
40620 


40521 
40522 


40523 
40524 


40525 
40526 
40529 


40530 


H    Onoye,  wile  owner  of  Shimaya 
Shott-n,  1179  River  St.,  Uooolulu, 

T.  n    

4  05  TakeichiShintaku.KuardlanofMieko 
Shintakn  or  Mrs.  Tsuneko  Shm- 
taku,Kuardianof  HoshikoShintaku, 
2720  Booth  Rd..  Honolulu,  T.  H.  . 
Ruth  Kinuve  Yukawa  (formerly 
Kinuve  Noji),717  Palanl  Ave.. Hon- 
olulu 41.  T.  H    ....----. 

Yoshiko   Okimoto    (nee   f-ueokal    or 
Kfnu  Sueoka,  5«il  C  Road.  Damon 

Tract,   Honolulu.  T.  H   ;.,_■ 

Mtisaliro    Tak»ha.ohi,    410-A    Liliha 

Court  Lane,  Honolulu,  T.  H .-. 

Minoru    Takaki.     P.     O.     Box    53, 

I'uunene.  Maui,  T.  H -.- 

Fukuve    Tamura,    625    Lana    Lane, 

Honolulu,  T.  H ^ 

Fumiko    Tamura,    525    Lana    Lane, 
Honolulu  13,  T.  H       ..----------   - 

Tamejiro  Tuiiaka.  1149  Lunalilo  St., 

Honolulu,  T.  H  ----,- 

Takiyo  Tan.sako,  1933  Fort  St.,  Hono- 
lulu, T.  H  wivrc.-- 

Kokiehi  Tsuvcmura,  432  Kalibi  St., 

Honolulu,  T.  H .---..-- 

Kamado  I"  vehani,  1924  Fern  St.,  Hon- 
olulu. T.H. -.  -  v.-v---;-  -.i- 

\mv  lyetake  (now  T'me  .Nekota^  and 
Hyoichi  NekoU,  2515  South  King 

St.,  Honolulu  :w,  T.  H ■-- 

KIta     Wafarmbe      1463     River     St., 

Honolulu.  T.  H v.-v:.--,- 

Yw«hitaro  Yamada or  Tiiklchi  Kanal. 
1946  South  Burelanla  St.,  Honolulu, 

T   n 

N.    Yamanlshi,    1620-B    Llliha    St., 

Honolulu,  T.  H .-w.Vt;   "  i  " 

Kame    Yoshimoto,   471    "R"'    Rood, 

Damon  Tract.  Honolulu,  T.  H 

Mitsuko  Yoshioka,  1738'C  V>  aiolabt., 

Ilonolulu.T.  H .      ■-,  c  H  ;." 

Sumito  Yo^hlura,  guardian  of  Sartao 
Yoshiura,  113-A  Ohelo  Lane,  Hono- 

rulu,  T.  H v,v  t.- 

Aigoro  Uyeno,  P.  O.  Box  4,  Nlnole, 

TH  .,-.--------■ 

M  itsuye' "  Yokot a,' '  V  o  M  iss  Helen 
Kimball,  Punaluu,  Hauula,  Oahu, 
X   H  - 

153.49  Mitsuye  Yokota.  c/o  Mtes  Helen 
Kimball,  Punakiu,  Hauula,  Oahu, 

365.77  T.  U 


40564 


Prop- 
erly 


$269.57 


47.03 

1.278.11 

19.84 
450.23 

168.01 

27.24 

133.65 


49.81 
11.62 


12.95 


38.61 
431.87 


40585 

40532 

40S87 

40589 

40690 

40591 

40593 

40596 

40597 

40598 

40600 

40601 
40603 

40603 
406<»5 
40606 
40608 

40609 
40610 

40611 


119.95 

ao.46 
lie.  17 

164.15 
605.63 
675.  28 

11.43 
216.95 

87.33 
170.16 
542.02 

2.621.24 
212.73 

17158 

8.01 

410.81 

821.90 

6.42 
1 20.01 

165.81 


4C612 


21.49 


6a  71 

198.14 


21.13 
7124 

606.70 

2, 812. 72 

107. 30 

120.34 


on 


Appropriate  documents  and  papers  ef 
fectuating  this  order  will  issue. 

Executed   at   Washington,  D.    C, 
March  15,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Ogice  of  Alien  Property. 

[P.   R.   Doc.   49-2008:    Filed.   Mar.    18.    1949; 
8:53  a.  m.] 
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618.84 


40500 
40K13 
40534 
40535 


40636 
40637 
40538 

40639 

40641 

40680 
40581 

40582 
40583 


131.73 

62  01 

154.50 

1U30 
42.56 
49.70 

96.64 

150.22 

16.99 

Lie 

00.99 
13.80 


[Vesting  Order  129021 
Tadamoto  Ozawa 

in  re :  Debts  owing  to  the  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees  of  Tadamoto  Ozawa. 
also  known  as  T.  Ozawa  and  as  Tadamoto 
Osawa,  deceased.    F-39-6149-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1,  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Tadamoto  Ozawa,  also  known  as 
T.  Ozawa  and  as  Tadamoto  Osawa,  de- 
ceased, who  there  Is  reasonable  cause  to 
believe  are  residents  of  Japan,  are  na- 


tionals of  ft  designated  enemy  country 

(Japan) ;  .       ,..  ^       ,  , 

2.  That  the  property  described  as  fol- 
lows: ^^        ... 

a.  That  certain  debt  or  other  obliga- 
tion of  R.  Okubo  and  Suma  Okubo.  1266 
Matlock  Avenue.  Honolulu,  T.  H.,  in  the 
amount  of  $665  as  of  January  2.  1948, 
evidenced  by  a  note,  in  the  principal 
sum  of  $1,500.  dated  June  22.  1935,  is- 
sued by  the  aforesaid  R.  Okubo  and 
Suma  Okubo.  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  afore- 
said debt  or  other  obligation  and  any 
and  all  accruals  thereto,  together  with 
any  and  all  rights  in.  to  and  under,  in- 
cluding particularly  the  right  of  posses- 
sion of,  the  aforesaid  note,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  National  Mortgage  k  Finance 
Company,  Limited.  1030  Smith  Street, 
Honolulu,  T.  H.,  arising  out  of  coUec- 
tions  by  the  aforesaid  National  Mort- 
gage k  Finance  Company,  Limited,  on  ac- 
count of  the  note  described  in  subpara- 
graph 2-a,  herein,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Tada- 
moto Ozawa,  also  known  as  T.  Ozawa 
and  as  Tadamoto  Osawa,  deceased,  the 
afore.said  nationals  of  a  designated 
enemy  country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Tadamoto 
Ozawa.  also  known  as  T.  Ozawa  and  as 
Tadamoto  Osawa,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.  C.  on 
March  2,  1949. 
For  the  Attorney  General. 


[sKALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
(P.   R.   Doc.   49-2122;    Filed.   Mar.   21,    1949; 
8:59  a.  m.J 
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TITLE  44 — PUBLIC  PROPERTY 
AND  WORKS 

Chapter  V — Department  of  State 

[Departmental  Reg.  108.87;  PLC  Reg.  8, 
Order  «| 

Part  508 — Disposal  or  Surplus  Property 
Located  in  Foreign  Areas 

importation  into  united  states 

March  16.  1949. 

Foreign  Liquidation  Commissioner 
Regulation  8.  Order  6.  of  December  18, 
1948  (Departmental  Regulation  108.82, 
13  F.  R.  7864)  Is  hereby  revised  and 
amended  to  read  as  herein  set  forth. 

The  President  has  requested  the  Secre- 
tary of  State  to  act.  with  regard  to  per- 
mitting the  importation  of  surplus  prop- 
erty, upon  determinations  as  made  by 
the  Secretary  of  Commerce.  The  Secre- 
tary of  Commerce  has  informed  the  Sec- 
retary of  State  that  certain  materials 
which  have  been  or  may  be  declared  to 
the  Foreign  Liquidation  Commissioner  as 
surplus  property  located  in  foreign  areas 
are  In  critically  short  supply  and  ur- 
gently needed  In  the  domestic  economy 
and  are  qualified  for  importation  into  the 
United  States  during  the  periods  herein- 
after specified. 

It  is  hereby  ordered,  (a)  That  §  8508.15 
of  FLC  Regulation  8  shall  not  apply  to 
prevent  the  Importation  of  surplus  prop- 
erty specified  In  paragraphs  numbered 
(1)  through  (3)  of  Schedule  A  attached 
hereto  if  such  property  Is  In  transit  to  a 
point  In  the  United  States  on  or  before 
June  30.  1949,  (b)  That  §8508.15  shall 
not  apply  to  prevent  the  Importation  of 
surplus  property  specified  In  paragraphs 
numbered  (4)  and  <5)  of  Schedule  A 
attached  hereto,  except  as  to  such  items 
as  may  be  deleted  therefrom  by  subse- 
quent amendment  of  this  order.  If  such 
property  Is  In  transit  to  a  point  In  the 
United  States  on  or  before  June  30.  1949. 
Any  amendment  which  may  be  issued  for 
the  purpose  of  deleting  Items  from  para- 
graphs numbered  (4>  and  (5)  of  Sched- 
ule A  shall  not  be  effective  until  thirty 
'30)    days  after  publication.     For  the 


purpose  of  this  order  "In  transit  to  a 
point  In  the  United  States"  shall  mean 
the  property  involved  has  been  deliv- 
ered to  or  accepted  by  a  carrier  which  has 
Issued  a  through  bill  of  lading  thereon 
to  a  point  In  the  United  States. 
(58  Stat.  765.  59  Stat.  533,  60  Stat.  168. 
754;  50  U.  6.  C.  App.  and  Supp.  1611-46) 

This  order  shall  become  effective  when 
published  In  the  Federal  Register. 

Dean  Acheson, 
Secretary  of  State. 

Schedule  A 

(1)  Burlap  bags  and  strips. 

(2)  Containers:  steel,  shipping  barrels, 
drums,  and  palls. 

(3)  Telephone  and  telegraph  equipment, 
including  but  not  limited  to  lead  covered 
cable;  line,  messenger  and  drop  wire;  pole 
line  hardware;  outside  plant  communication 
equipment;  central  office  equipment,  includ- 
ing switchboard  positions;  and  miscellaneous 
telephone  apparatus. 

(4)  Tire  chains  and  parts. 

(6)  All  items  of  machinery,  equipment, 
and  parts  therefor  In  Schedule  B.  Statistical 
Classification  of  Domestic  and  Foreign  Com- 
modities exported  from  the  United  States, 
Part  II,'  January  1,  1949,  Edition,  Nos.  600700 
through  610800  (steel  mill  products);  Nos. 
700000  through  788905,  inclusive,  with  the  fol- 
lowing exceptions:  Noe.  720110  and  720115 
(only  as  to  excavators  and  cranes  of  1  cubic 
yard  and  under  bucket  or  dipper  capacity, 
other  sizes  importable),  721500  (concrete 
mixers),  722610  and  722620  (scrapers,  self- 
loading),  725000  through  725060  (Industrial 
trucks).  740005  through  745898  (machine 
tools  and  other  metal-working  machinery), 
7704(X)  through  770616  (air  compressors)  and 
774300  through  774350  (scales  and  balances, 
except  laboratory). 

[F.   R.   Doc.    49-2149;    FUed.   Mar.    22,    1949; 
8:50  a.  m.] 


*Copto«  of  Schedule  B.  Statistical  Classi- 
fication of  Domestic  and  Foreign  Commodi- 
ties Exported  from  the  United  States.  Part 
II.  January  1.  1949,  Edition,  are  available 
for  sale  by  the  Superintendent  of  Documents, 
Washington  26.  D.  C,  price  $1.60.  Copies 
are  also  available  for  reference,  but  not  for 
sale,  at  offices  of  Collectors  of  Customs  and 
Regional  Offices  of  the  Department  of  Com- 
merce. 
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mittee approved  by  the  President.  Distribu- 
tion U  made  only  by  the  Superintendent  of 
Documents,  Government  Printing  Office, 
Washington  25.  D.  C. 

The  regulatory  material  appearing  herein 
Is  keyed  to  the  Code  of  Federal  Regulations. 
which  is  published,  under  60  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act,  as 
amended  June  19.  1937. 

The  FiDEKAL  RwjisTHi  Will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  •150 
per  month  or  $15.00  per  year,  payable  In  ad- 
vance. The  charge  for  Individual  copies 
(minimum  15<)  varies  In  proportion  to  the 
BlM  of  the  Issue.  Remit  check  or  money 
order  made  payable  to  the  Superintendent 
of  Documents,  directly  to  the  Government 
Printing  Office.  Washington  25.  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  In  the  Ptoiral 
Rboib 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  book 
is    now    available: 

Title  3,  1948  Supplement,  con- 
taining the  full  text  of  Presiden- 
tial documents  issued  during 
1948,  with  appropriate  reference 
tables  and  index. 

Thii  book  may  be  obtoined  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  Office,  Wo«hington  25,  0.  C, 
at    $2.75    per   copy. 
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[Ex  Parte  No.  MC-S) 

174 — BuHETY  Bonds  and  Policies 
OF  Insurance 


SURETY  BOND.  INSURANCE  POUCY.  OR  OTHER 
SECURITIES 

In  the  matter  of  security  for  the  pro- 
tection of  the  public  as  provided  in  part 
n  of  the  Interstate  Commerce  Act.  and 
of  rules  and  regulations  governing  the 
filing  and  approval  of  surety  bonds,  poli- 
cies of  in.surance,  qualifications  as  a  self- 
Insurer,  or  other  securities  and  agree- 
ments by  motor  carriers  and  brokers  sub- 
ject to  part  II  of  the  Interstate  Com- 
merce Act. 

At  a  se.sslon  of  the  Interstate  Com- 
merce Commission.  Division  5.  held  at  Its 
office  m  Washington.  D.  C,  on  the  3d 
day  of  March  A.  D.  1949. 

Section  215  of  the  Interstate  Commerce 
Act  (49  U.  S.  C.  315)  and  §5  174.1  and 
174  1a  <49  CFR.  1947  Supp.  174.1,  Cum. 
Supp.  174  la)  of  the  regulations  govern- 
ing the  filing  and  approval  of  surety 
bonds,  policies  of  insurance,  qualifica- 
tions as  a  self-in.surer  or  other  securi- 
ties being  under  consideration,  and 

It  appearing,  that  the  propc^ed 
changes  are  either  explanatory  or  relieve 
from  present  requirements,  and,  there- 
fore, observance  of  the  procedural  re- 
quirements of  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  (5  U.  S.  C. 
1003  (a>  >   Is  unneces.sary. 

It  is  ordered,  That  §  174.1a  of  the  said 
rules  and  regulations  Is  hereby  canceled 
and  §  174.1  is  hereby  amended  to  read 
as  follows: 

§  174  1  Surety  bond,  insurance  policy. 
or  other  securities— (&-*  Property  dam- 
age: public  liability.  No  common  or  con- 
tract carrier  subject  to  part  II  of  the  In- 
terstate Commerce  Act  shall  engage  in 
interstate  or  foreign  commerce,  and  no 
certificate  or  permit  shall  be  issued  to 
such  a  carrier  or  remain  in  force,  unless 
and  until  there  shall  have  been  filed  with 
and  approved  by  the  Commission  a  surety 
bond,  policy  of  insurance  <or  certificate 
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of  Insurance  In  lieu  thereof),  proof  of 
qualifications  as  a  self-insurer,  or  other 
securities  or  agreements,  in  not  less  than 
the  amounts  prescribed  in  §  174.2,  condi- 
tioned to  pay,  within  the  amount  of  such 
surety  bond,  policy  of  insurance  (or  cer- 
tificate of  insurance  in  lieu  thereof), 
statement  of  qualifications  as  a*  self -in- 
surer, or  other  securities  or  agreements, 
any  final  Judgment  recovered  against 
such  motor  carrier  for  bodily  injuries  to, 
or  the  death  of  any  person  resulting 
from,  the  negligent  operation,  mainte- 
nance, or  use  of  motor  vehicles  in  trans- 
portation subject  to  part  II.  Interstate 
Commerce  Act,  or  for  loss  or  damage  to 
property  of  others:  Provided,  That  the 
requirements  of  this  paragraph  shall  not 
apply  to  common  or  contract  carriers 
partially  exempt  from  regulation  by  sec- 
yons  202  (c)  and  203  (b)  (49  U.  S.  C. 
302  (c)  Eind  303  <b)),  or  to  motor  com- 
mon or  contract  carriers  which  have, 
with  the  approval  of  the  Comml.<;sion, 
leased  their  entire  operating  rights  to 
others,  but  only  as  long  as  the  lessee  of 
such  rights  continues  operations  In  ac- 
cordance with  the  Commission's  ap- 
proval. Lessors  may  not  resume  opera- 
tions unless  and  until  full  compliance  is 
effected. 

(b)  Common  carriers,  cargo  insur- 
ance: exempt  commodities.  No  common 
carriers  by  motor  vehicle  subject  to  part 
II  of  the  Interstate  Commerce  Act  shall 
engage  in  interstate  or  foreign  commerce, 
nor  shall  any  certificate  be  issued  to  such 
a  carrier  or  remain  In  force,  unless  and 
until  there  shall  have  been  filed  with 
and  approved  by  the  Commission  a  sur- 
ety bond,  policy  of  insurance  (or  certifi- 
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cate  of  Insurance  In  lieu  thereof),  proof 
of  qualifications  as  a  self-insurer,  or 
other  securities  or  agreements  In  not 
less  than  the  amounts  prescribed  in 
S  174.2,  conditioned  upon  such  carriers 
making  compensation  to  shippers  or  con- 
signees for  all  property  belonging  to 
shippers  or  consignees  and  coming  into 
the  possession  of  such  carriers  in  connec- 
tion with  its  transportation  service: 
Provided.  That  the  requirements  of  this 
paragraph  shall  not  apply  to  common 
carriers  partially  exempt  from  regula- 
tions by  sections  202  (c)  and  203  (b)  (49 
U.  S.  C.  302  (c)  and  303  (b)).  or  to  mo- 
tor common  carriers  which  have,  with 
the  approval  of  the  Commission,  leased 
their  entire  operating  rights  to  others 
but  only  as  long  as  the  lessee  of  such 
rights  continues  operations  In  accordance 
with  the  Commission's  approval.  Les- 
sors may  not  resume  operations  unless 
and  until  full  compliance  is  effected. 
Provided,  further.  That  the  requirements 
of  this  paragraph  shall  not  apply  In  con- 
nection with  the  transportation  of  the 
following  commodities: 

Ashes,  wood  or  coal. 

Bituminous  concrete  (also  known  as  black- 
top or  amosite). 

Cinders,  coal. 

Coal. 

Coke. 

Commercial  fertilizer. 

Corn  cobs. 

Cottonseed  hulls. 

Fish  scrap. 

Forest  products,  viz:  Logs,  billets,  or  bolts, 
native  wood.  Canadian  wood  or  Mexican 
pine;  pulpwood;  fuelwood;  wood  kindling; 
and  wood  saw-dust  or  shavings  (shingle 
tow)  other  than  Jewelers'  or  paraflned. 
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Garbage. 

Gravel,  other  than  bird  gravel. 

Ice. 

Iron  ore. 

Lumber. 

Manure. 

Meat  scraps. 

Ores  In  bulk. 

Poles  and  piling,  other  than  totem  poles. 

Salt.  In  bulk  or  In  bags. 

Sand,  other  than  asbestos,  bird.  Iron,  mona- 
zlte.  processed,  or  tobacco  sand. 

Scrap  Iron. 

Scrap  steel. 

Shells,  clam,  mussel,  or  oyster. 

Slag,  other  than  slag  with  commercial  value 
for  the  further  extraction  of  metals. 

Slate,  crushed  or  scrap. 

Sou,  earth,  or  marl,  other  than  Infusorial, 
dlatomaceous.  trlpoll.  or  Inoculated  soil  or 
earth. 

Stone,  unglazed  and  unmanufactured.  In- 
cluding ground  agricultural  limestone. 

Sugar  beet  pulp. 

Sugar  beets. 

Water,  other  than  mineral  or  prepared  water. 

And  it  is  further  ordered,  That  this  or- 
der shall  become  effective  April  18,  1949, 
and  that  notice  thereof  be  given  to  the 
public  by  depositing  a  copy  thereof  in  the 
office  of  the  Secretary  of  the  Commission 
at  Washington.  D.  C,  and  by  filing  with 
the  Division  of  the  Federal  Register. 

(Sec.  215.  49  Stat.  557;  49  U.  S.  C.  315) 

By  the  Commission,  Division  5. 

[seal]  W.  p.  Bartel, 

Secretary. 

\F.   R.   Doc.   49-2140;    Piled.   Mar.   22,    1949; 
8:46  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

I  7  CFR,  Part  301  ] 

Barberry,  Mahonia,  akd  Mahoberberis 

notice  or  proposed  administrative  in- 
structions designating  rust-resistant 
species  and  varieties 

Notice  is  hereby  given  under  section  4 
of  the  Administrative  Procedure  Act  (5, 
U.  8.  C.  1003)  that  the  Chief  of  the  Bu- 
reau of  Entomology  and  Plant  Quaran- 
tine is  considering  the  issuance  of  admin- 
istrative Instructions,  as  authorized  in 
§  301.38-5  of  the  regulations  supplemen- 
tal to  the  Black  Stem  Rust  Quarantine 
No.  38  (7  CPR  301.38  through  301.38-11. 
14  P.  P.  999)  to  designate  rust-resistant 
barberry,  mahonia,  and  mahoberberis 
plants,  as  follows: 

The  following  species  and  horticul- 
tural varieties  of  barberries,  mahonlas, 
and  mahoberberis  are  hereby  designated 
as  rust-resistant: 

Herberts  beaniana. 
Berberls  buxlfoUa. 
Berberls  buxifolla  nana.  ' 
Berberls  candldula. 
Berberls  chenaultU. 
Berberls  clrcumserrata. 


Berberls 

conclnna. 

Berberls  darwlnll. 

Berberls 

gagnepalnii 

Berk>eris 

gilglana. 

Berberls 

horvathll. 

Berberls 

Jullanae. 

Berberte 

koreana. 

Berberls  llnearlfoUa 

v&T.  Orange  King 

Berberls 

mentorensls 

, 

Berberls 

potanlnl. 

Berberls 

sangulnea. 

Berberls 

sargentlana. 

Berberls  stenophylla. 

Berberls 

stenophylla 

dlversifoUa. 

Berberls 

stenopyhlla 

nana  compacta. 

Berberls  thunbergll. 

Berberls 

thunbergll  atropurpurea. 

Berberls 

thunbergll  maxlmowlczU. 

Berberls  thunbergll  erecta. 

Berberls 

thunbergll 

"globe". 

Berberls 

thunbergll 

•golden". 

Berberls 

thunbergll 

minor. 

Berberls 

thunbergll  plurlflora. 

Berberls 

thunbergll  "thornless". 

Berberls  thunbergll 

'varlegata". 

Berberls 

trlacanthophora. 

Berberls  verruculosa. 

Mahonia 

aqulfollum. 

Mahonia  bealel. 

Mahonia 

dlctyota. 

Mahonia 

nervosa. 

Mahonia 

pinna  ta. 

Mahonia 

repens. 

The  purpose  of  these  administrative 
Instructions  will  be  to  relieve  commerce 
by  designating  the  rust -resistant  species 
and  horticultural  varieties  of  barberries. 


mahonlas,  and  mahoberberis  (1)  the 
plants  of  which  may  be  shipped  under 
permit  anywhere  within  the  United 
States,  and  i2)  the  seeds  and  fruits  of 
which,  if  produced  in  any  of  the  States 
of  Colorado,  Illinois,  Indiana,  Iowa. 
Kansas.  Michigan,  Minnesota.  Missouri, 
Montana,  Nebraska,  North  Dakota,  Ohio, 
Pennsylvania,  South  Dakota,  Virginia. 
Washington,  West  Virginia,  Wisconsin, 
and  Wyoming,  may  be  shipped  under 
permit  between  or  from  such  States. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  In  connec- 
tion with  this  matter  should  file  the  same 
with  the  Chief  of  the  Bureau  of 
Entomology  and  Plant  Quarantine,  Agri- 
cultural Research  Administration,  United 
States  Department  of  Agriculture.  Wash- 
ington 25,  D.  C,  within  15  days  after 
the  date  of  the  publication  of  this  notice 
In  the  FEDERAL  Register. 

(Sec.  8,  37  Stat.  318,  as  amended;  7 
U.S.  C.  161) 

Done  at  Washington.  D.  C,  this  15th 
day  of  March  1949. 

[SEAL]  Avery  S.  Hoyt, 

Acting  Chief,  Bureau  of 
Entomology  and  Plant  Quarantine. 

(F.   R.  Doc.   49-2180;    Piled,   Mar.   22,    1949; 
8:59  a.  m.] 
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PROPOSED  RULE  MAKING 


Production  and  Marketing 
Administration 

I  7  CFR,  Part  934  1 

Handling  of  Milk  in  Lowell-L.\wrence, 
Mass..  Marketing  Area 

DECISION  WITH  RESPECT  TO  PROPOSED  MAR- 
KETING AGREEMENT  AND  TO  PROPOSED 
AMENDMENT  TO   ORDER,  AS  AMENDED 

Pursuant   to   Public   Act   No.    10,    73d 
Congress   <May   12.   1933).  a.s  amended 
and  as  rcenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of    1937.   as   amended    (hereinafter   re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended,  gov- 
erning proceedings  to  formulate  market- 
ing agreement.s  and  marketing  orders  (7 
CFR,  Supps.,  900.1  et  seq. ) ,  a  public  hear- 
ing was  held  at  Lawrence.  Ma.ssachusetts, 
February  3.  1949  pursuant  to  a  notice 
Issued  on  January  26.  1949  ( 14  F.  R.  415 ) . 
upon  certain  proposed  amendments  to 
the     tentatively     approved     marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk*  In  the 
Lowell-Lawrence,   Massachusetts,   mar- 
keting area. 

A  recommended  decision.  b*ed  on  the 
record  of  such  hearing,  was  issued  by  the 
Acting  A.ssistant  Administrator.  Produc- 
tion and  Marketing  Administration,  on 
February  21, 1949  <  14  F.  R.  900  > .  Excep- 
tions have  been  filed  to  that  recom- 
mended decision  and  were  considered  in 
arriving  at  the  findings  and  conclusions 
contained  herein.  The  material  excep- 
tions are  discussed  specifically  In  the 
findings  and  conclusions  with  respect  to 
the  points  to  which  such  exceptions  re- 
fer. However,  to  the  extent  that  the 
'  findings  and  conclusions  contained 
herein  are  at  variance  with  any  excep- 
tion pertaining  thereto,  such  exception 
is  overruled. 

The  material  issues  presented  on  the 
record  were  concerned  with  the  follow- 

1.  Factors  to  be  deducted  from  the 
wholesale  prices  of  cream  and  nonfat  dry 
milk  solids  in  the  determination  of  for- 
mula prices  for  Class  II  milk. 

2.  Formula  factors  to  be  used  In  de- 
termining the  value  of  butterf  at  In  excess 
of  3.7  pounds  In  each  hundredweight  of 
milk  or  the  deduction  In  the  hundred- 
weight price  to  be  permitted  for  milk 
averaging  less  than  3.7  pounds  of  butter- 
fat  per  hundredweight. 

3.  A  provision  that  producers  may  be 
reported  as  delivering  to  the  plant  to 
which  they  usually  deliver  If  their  milk 
is  diverted  to  a  plant  at  which  milk  Is  not 
otherwise  received  from  producers. 

4.  Revl.slon  of  the  definitions,  and  ad- 
dition of  new  definitions  to  describe  more 
specifically  the  terms  used  In  the  order, 

5.  Revision  of  the  provisions  relating 
to  classification,  and  addition  of  a  section 
on  assignment  of  various  types  of  re- 
ceipts to  Class  I  or  Class  II.  for  the  pur- 
pose of  setting  forth  the  rules  for  classi- 
fication in  greater  detail. 

6.  Extension  of  the  provision  for  allo- 
cation of  a  handler's  Class  I  milk  dis- 
posed of  from  a  plant  within  the  20-mile 
zone,  so  as  to  provide  also  for  allocation 


of  Class  I  milk  disposed  of  from  plants 
beyond  the  20-mile  zone. 

7.  Make  other  minor  changes,  includ- 
ing rearranging  paragraphs  of  the  order 
for  greater  clarity  and  ease  of  under- 
standing, elimination  of  unnecessary 
language,  incorporation  of  the  effects 
of  the  section  on  applications  of  pro- 
visions in  other  parts  of  the  order,  bring- 
ing the  Class  I  price  schedule  up  to  date 
to  show  the  prices  actually  effective 
under  the  order. 

8.  General. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  material 
issues  are  based  upon  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof. 

1.  Formula  factors  to  be  used  in  de- 
termining Class  II  milk  prices.  The  rec- 
ord of  the  hearing  indicated  the  need  for 
maintaining  Class  II  milk  prices  gener- 
ally in  line  with  market  prices  of  cream 
and  nonfat  dry  milk  solids.  Also,  a  price 
for  Class  II  milk  In  this  market  which 
moves  with  the  price  of  milk  for  similar 
uses  In  the  Boston  market  is  necessary 
because  of  the  interrelationship  of  the 
Boston  and  Lowell -Lawrence  markets. 
The  evidence  at  this  hearing  dealt  with 
the  determination  of  factors  relative  to 
cream  prices  and  nonfat  milk  solids 
prices  to  be  used  in  establishing  the  Low- 
ell-Lawrence Class  II  price. 

The  Boston  milk  order  provides   for 
allowances  at  country  plants  in  the  201- 
210  mile  zone  of  57.5  cents  in  the  months 
October  through  February  in  addition  to 
approximtely    9.5    cents    allowance    for 
transporting  Class  II  products  to  the  city 
market.     Seasonal    Increases    in    allow- 
ances in  the  other  months  add  6  cents 
more  in  August  and  September,  12  cents 
more  in  March,  April  and  July  and  18 
cents  more  In  May  and  June.     The  Bos- 
ton prices  are  applicable  to  the  201-210 
mile  zone  which  Is  about  the  center  of 
the  country  plant  area  for  that  milkshed. 
Milk  for  the  Lowell-Lawrence  market  is 
received   principally   at   city   plants   al- 
though the  market  also  receives  consid- 
erable quantities  of  milk  from  country 
plants  operated  under  the  Boston  order. 
The  Lowell-Lawrence   handler>  opera- 
tions are  more  similar  to  the  operations 
of  country  plants  In  the  Boston  milkshed 
than  to  operations  at  Boston  city  plants, 
since  there  is  not  the  opportunity  for  the 
division  of  operations  between  country 
and  city  which  is  possible  in  a  market 
supplied  by  a  large  system  of  country 
plants. 

The  Lowell-Lawrence  handler  ordinar- 
ily does  not  have  to  incur  the  cost  of  ship- 
ping cream,  since  he  separates  it  at  his 
city  plant,  and  the  allowance  for  that 
factor  in  the  Boston  Class  II  price  is 
therefore  not  applicable  in  Lowell -Law- 
rence. On  the  other  hand,  the  Lowell- 
Lawrence  handler  must  dispose  of  the 
skim  milk  In  about  the  same  way  as  the 
country  plant  operator  in  the  Boston 
market.  Excess  skim  milk  In  the  form  of 
manufactured  dairy  products  competes 
with  products  made  by  Boston  manufac- 
turing plants  and  products  manufac- 
tured in  other  supply  areas. 

The  Class  II  price  for  Lowell-Lawrence 
city  plants  should  be  established  at  a 
level  equal  to  the  Boston  price  at  country 


plants  without  the  cream  freigh  allow- 

&I1C6. 

The  country  milk  plant  area  in  New 
England   from   which  Lowell-Lawrence 
draws  milk  Is  within  the  same  area  from 
which  the  Boston  market  regularly  draws 
a  large  part  of  its  milk  supply.    In  the 
computation   of   price   differentials   for 
Class  II  milk  received  at  plants  various 
distances     from     the    Lowell-Lawrence 
market,  it  is  necessary  to  consider  the 
prices  which  would  be  applicable  to  such 
plants    if    they    were    purchasing   milk 
under  the  provisions  of  the  Boston  or- 
der     The   Lowell-Lawrence    market   is 
approximately  30   miles  nearer  to  the 
center  of  the  country  plant  milk. supply 
area  than  is  the  Boston  market.    The 
differentials    for    the    Lowell-Lawrence 
market  should  be  established,  therefore, 
so  that  the  Class  II  price  for  plants  ip 
the    151-200    mile    zone    from    Lowell- 
Lawrence  corresponds  to  the  prices  at 
plants  in  the  181-230  mileage  distance 
from  Boston.    In  view  of  the  less  exten- 
sive nature  of  the  country  plant  supply 
for  Lowell-Lawrence,  price  differentials 
based  on  50-mlle  brackets  are  more  suit- 
able than  the  10-mlle  graduations  used 
in  the  Boston  order. 

Although  a  producer  representative  re- 
quested that  the  order  establish  separate 
values  for  skim  milk  and  butterfat  in 
Class  II  milk,  the  record  of  the  hearing 
does  not  contain  a  basis  for  establishing 
such  a  separation. 

One  cooperative  association,  in  its  ex- 
ceptions, requested  that  the  Class  II  price 
be  lower  than  the  price  under  the  Boston 
order  by  the  amount  of  the  difference  in 
the  rates  of  administrative  assessment. 
The  evidence  indicates,  however,  that  the 
producer  Class  II  price  under  the  Lowell - 
Lawrence  order  should  be  equivalent  to 
the  Boston  country  plant  price. 
^     A  handler  excepted  to  the  continuance 
of  the  alternate  butterfat  value  based  on 
the  Chicago  butter   price.     No   specific 
proposal  for  elimination  of  this  alterna- 
tive value  was  in  the  hearing  notice. 
Testimony  on  this  matter  at  the  hearing 
was  not  comprehensive.     The  provision 
should  not  be  deleted  on  the  basis  of  this 
record. 

2.  Formula  factors  to  he  used  in  de- 
termining butterfat  differentials.    It  was 
proposed  at  the  hearing  that  the  factors 
used  in  determining  the  butterfat  differ- 
ential be  changed  so  that  the  resulting 
differential  would  conform  more  closely 
to  the  butterfat  differential  used  under 
the  Boston  milk  order.     The  butterfat 
differential  used  in  determining  prices 
for  milk  testing  above  or  below  3.7  per- 
cent butterfat  under  the  Boston  order 
is  computed  by  deducting  from  the  price 
of  Ml)  pound  of  butterfat  in  40-percent 
cream,  the  cost  of  shipping  butterfat  in 
the  form  of  cream  for  the  mileage  dis- 
tance of  201-210  miles.     This  distance 
represents  about  the  midpoint  of  the 
Boston  milk  supply  area.    The  butterfat 
differential  under  the  Boston  order  is 
applicable,  however,  in  each  zone  at  the 
same  rate. 

In  the  Lowell-Lawrence  market,  milk 
is  received  principally  at  city  plants,  and 
therefore  a  deduction  for  the  cost  of 
shipping  cream  Is  not  applicable  to  the 
butterfat  value.    The  record  does  not 
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support  any  change  in  the  computation 
of  the  butterfat  differential. 

3.  Diversion  of  producer's  milk  to  an- 
other plant.  A  handler  proposed  that 
milk  which  a  handler  ordinarily  receives 
at  one  of  his  plants  from  certain  pro- 
ducers, and  which  is  temporarily  diverted 
to  another  one  of  his  plants  at  which  he 
does  not  otherwise  receive  milk  from  pro- 
ducers, should  be  considered  as  received 
at  the  plant  to  which  the  producers  ordi- 
narily deliver  and  as  moved  to  the  second 
plant. 

The  order  already  has  a  similar  pro- 
vision relating  to  diversion  of  milk  of 
certain  producers  from  the  plant  of  one 
handler  to  the  plant  of  another  handler, 
but. does  not  cover  the  case  of  diversion 
between  plants  belonging  to  the  same 
handler.  A  proposal  made  by  the  mar- 
ket administrator  would  cover  all  such 
cases  of  diversion  of  milk  between  plants 
under  a  proposed  definition  of  "pro- 
ducer." Under  this  proposal,  the  term 
"producer"  would  include  a  dairy  farmer 
who  ordinarily  delivers  milk  to  a  pro- 
ducer milk  plant,  although  the  handler 
actually  causes  the  milk  of  such  dairy 
farmer  to  be  delivered  to  another  plant, 
if  the  handler  reports  such  milk  as  re- 
ceived at  the  producer  milk  plant  to 
which  ordinarily  delivered. 

The  record  indicates  that  such  a  pro- 
vision should  be  Incorporated  in  the  or- 
der so  as  to  facilitate  movement  of  milk 
between  plants  for  the  purpose  of  adjust- 
ing for  short-time  variations  in  supply 
and  requirements. 

4.  Revision  of  definitions.  Revisions  of 
the  various  definitions  set  forth  in  the 
order,  and  the  addition  of  some  new 
definitions,  was  proposed  by  the  market 
administrator.  In  general,  the  revised 
definitions  do  not  effect  any  substantive 
change  in  the  regulations  under  the  or- 
der. The  exceptions  to  this  are:  (1) 
Inclusion  In  the  »jroducer  definition  of 
a  general  provision  that  milk  of  produc- 
ers temporarily  diverted  shall  be  con- 
sidered as  delivered  to  the  plant  to  which 
the  producers  ordinarily  deliver;  <2)  de- 
letion of  the  references  to  volume  of  milk 
handled  from  the  producer-handler  defi- 
nition. The  first  of  these  changes  is 
an  expansion  of  the  present  provision  In 
the  order  providing  that  producers  whose 
milk  is  temporarily  diverted  from  one 
handler  to  another  handler  shall  be  con- 
."^idered  as  delivering  to  the  plant  to  which 
they  ordinarily  deliver.  The  stipula- 
tions as  to  volume  of  milk  handled.  In 
the  producer-handler  definition,  have 
never  affected  the  status  of  any  person 
regulated  under  the  order. 

The  addition  of  the  definitions  for 
"dairy  farmer",  "city  plant",  "country 
plant",  "milk",  "cream",  "skim  milk". 
in  a  form  similar  to  tho.se  used  In  the 
Boston  order,  will  aid  in  setting  forth 
the  various  provisions  of  the  order.  The 
use  of  the  terms  "producer  milk  plant" 
and  "regulated  plant",  which  are  steps  In 
the  definition  of  the  term  "producer", 
serve  to  gather  together  Into  one  place 
the  various  qualifications  now  implied 
throughout  the  order. 

The  proposed  revLsed  and  new  defini- 
tions should  be  adopted  as  proposed. 

5.  Classification  of  milk.  Proposals 
made  by  the  market  administrator  would 
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reword  the  classification  section  of  the 
order,  making  use  of  the  new  definitions, 
and  would  add  a  new  section  which 
would  Include  detailed  rules  for  the  as- 
signment to  Class  I  or  Class  II  of  re- 
ceipts at  a  regulated  plant  from  any 
other  plant.  These  proposals  are  in- 
tended to  make  no  change  in  the  actual 
classification  of  milk  regulated  under  the 
order,  except  in  the  case  of  milk  or  milk 
products  transferred  between  plants. 

The  order  presently  provides  that 
transfers  of  milk  or  skim  milk  from  the 
plant  of  one  handler  to  the  plant  of  an- 
other handler  may  be  classified  by  the 
seller,  or  If  the  seller  submits  no  report, 
may  be  classified  by  the  buyer,  with  the 
proviso  that  no  greater  quantity  of  the 
transfer  shall  be  Class  n  than  the  total 
milk  or  skim  milk  used  by  the  buyer  as 
Class  n.  The  proposed  language  would 
be  more  general  in  application,  and  would 
cover  transfers  of  fluid  milk  products 
from  one  plant  to  another  regardless  of 
whether  the  two  plants  are  operated  by 
the  same  or  different  handlers. 

One  handler  proposed  that  handlers 
be  allowed  to  ship  milk  from  a  plant  not 
otherwise  subject  to  the  order  as  Class  II 
milk  for  use  at  a  plant  handling  milk 
frcm  Lowell -Lawrence  producers,  with- 
out involving  the  milk  shipped,  or  the 
originating  plant,  under  regulation.  It 
appears  that  the  purpose  of  this  proposal 
would  be  accomplished  under  the  lan- 
guage proposed  by  the  market  adminis- 
trator. Under  the  proposed  language, 
the  handler  could  classify  the  transfer 
as  Class  n  up  to  the  amount  of  Class  II 
at  the  receiving  plant  i  excepting  receipts 
of  cream),  and  the  shipment  would 
therefore  not  involve  the  originating 
plant  under  regulation,  since  a  "regu- 
lated plant",  according  to  proposed  def- 
inition, supplies  Class  I  milk  to  the  mar- 
keting area.  The  proposed  language 
would  therefore  allow  a  handler  greater 
flexibility  in  the  use  of  his  facilities  for 
processing  Class  II  milk,  and  greater 
flexibility  in  filling  Class  II  requirements 
in  the  market. 

Use  of  the  definitions  of  milk,  cream, 
skim  milk,  and  fiuid  milk  products,  in  the 
classification  language,  makes  clear  in 
each  instance  whether  only  whole  milk 
or  particular  milk  products  are  to  be 
cla.sslfied,  while  heretofore  "milk"  has 
been  used  In  some  places  in  the  order  to 
mean  both  whole  milk  and  milk  products. 

One  representative  of  producers  testi- 
fied that  there  Is  some  movement  of 
milk  from  the  Lowell-Lawrence  market 
to  the  Fall  River  market,  and  requested 
that  such  milk  should  not  be  classified 
as  Class  II  milk  under  the  Lowell-Law- 
rence order  if  it  is  classified  as  Class  I 
under  the  Fall  River  order.  In  order 
to  assure  Lowell-Lawrence  producers  full 
value  for  their  milk,  the  order  should 
specify  that  Class  II  cla.ssification  by  the 
person  operating  the  shipping  plant,  of 
milk  moved  to  a  plant  under  another 
Federal  order,  shall  be  limited  to  trans- 
fers of  milk  to  a  plant  under  the  Boston 
order.  The  above-mentioned  and  other 
proposed  changes  In  the  classification 
provisions  will  facilitate  administration 
of  the  order  and  should  be  Incorporated 
In  the  order. 

6.  Allocation  of  Class  2  milk.  A  pro- 
posal made  by  the  market  administrator 
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would  amplify  the  present  provision,  in 
the  class  price  section  of  the  order,  which 
provides  for  the  allocation  among  han- 
dler's plants  of  Class  I  milk  disposed 
of  from  a  plant  within  the  20-mlle  zone. 
Some  handlers  disposing  of  Class  I  milk 
In  the  marketing  area  operate  only  a 
plant  or  plants  outside  the  20-mile  zone. 
Also,  such  allocation  would  logically  ap- 
ply only  to  a  handler's  net  Class  I  milk 
after  deducting  receipts  from  other  han- 
dlers. Such  allocation  should  be  ex- 
tended to  cover  all  net  Class  I  milk  dis- 
posed of  by  the  handler,  which  should  be 
assigned  first  to  producer  receipts  at  city 
plants,  and  then  to  fiuid  milk  products 
other  than  cream  shipped  from  other 
plants  in  order  of  nearness  to  the  mar- 
keting area. 

7.  Rearrangement  of  provisions. 
Elimination  of  §  934.8  of  the  order  en- 
titled "Application  of  Provisions"  by  In- 
corporating the  effects  thereof  In  other 
parts  of  the  order,  the  Insertion  of  a  new 
section  on  assignment  of  receipts  to  Class 
I  or  Class  II,  and  other  changes  specified 
herein  require  rearrangement  and  re- 
numbering of  some  of  the  sections  and 
subsections  of  the  order. 

The  order  provides  for  automatic  ad- 
justment of  the  level  of  the  city  Class  I 
price  for  changes  In  the  freight  rates  on 
milk  from  country  plants.  Increases  in 
freight  rates  have  resulted  in  a  6-cent 
per  hundredweight  increase  in  Class  I 
prices  since  the  schedule  presently  set 
forth  In  the  order  was  issued. 

The  schedule  should  te  revised  to 
show  the  prices  actually  effective  for 
various  levels  of  the  Cla.ss  I  formula  In- 
dex. 

Although  the  order  requirement  that 
handlers  maintain  records  of  disposition 
of  milk  and  milk  products  Implies  the 
maintenance  of  Inventory  records,  the 
order  should  state  this  requirement  spe- 
cifically. 

These  minor  revisions  and  rearrange- 
ments of  provisions  should  be  made,  and 
the  entire  order  should  be  rewritten  to 
Incorporate  such  changes. 

8.  General,  (a)  The  proposed  market- 
ing agreement  and  the  order,  as  amend- 
ed and  as  hereby  proposed  to  be  further 
amended,  and  all  of  the  terms  and  condi- 
tions thereof,  will  tend  to  effectuate  the 
declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  and  Is  applicable  only  to 
per-sons  in  the  respective  classes  of  In- 
dustrial and  commercial  activity  speci- 
fied in  the  said  tentatively  approved 
marketing  agreement  upon  which  hear- 
ings have  been  held;  and 

<c)  The  prices  calculated  to  give  milk 
produced  for  sale  In  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  miik  as 
determined  pursuant  to  section  2  and 
section  8  <e)  of  the  act  are  not  rea.son- 
able  in  view  of  the  price  of  feed,  avail- 
able supplies  of  feeds,  and  other  eco- 
nomic conditions  which  affect  market 
supply  and  demand  for  such  milk,  and 
the  minimum  prices  specified  In  the  prc- 
po.sed  marketing  agreement  and  the  or- 
der, as  amended  and  as  hereby  proposed 
to  be  further  amended,  are  such  prices  as 
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wUl  reflect  the  aforesaid  factors.  Insure  a 
sufBclent  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest. 
Marketing  agreement  and  order.    An- 
nexed hereto  and  made  a  part  hereof  are 
two     documents     entitled     -Marketing 
ARrecment  Regulating  the  Handlmg  of 
Milk  in  the  Lowell-Lawrence.  Massachu- 
setts.   Marketing    Area"'    and    "Order 
Amending  the  Order,  as  Amended  Reg- 
ulating  the   Handling   of   Milk  In   the 
Lowell-Lawrence.   Massachusetts,   Mar- 
keting Area"  which  have  been  decided 
upon  as  the  appropriate  and  detai  ed 
means  of  effecting  the  foregoing  conclu- 
sions     These  documents  shall  not  be- 
come effective  unless  and  until  the  re- 
quirements of   §  900.14  of  the  rules  of 
practice  and  procedure  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  have  been 

It  it  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order  as 
amended,  and  as  proposed  to  be  fur- 
ther amended  by  the  attached  order 
which  will  be  published  with  this  de- 
cision. 

This    decision    filed    at    Wa.'^hington. 
D.  C.  this  nth  day  of  March  1949. 

[SEALl  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

Order'  Amending  the  Order,  as  Amerid- 
ed  Regulating  the  Handling  of  Milk  in 
the  Lowell-Lawrence,  Ma.<^sachusetts. 
Marketing  Area 


§  934  0     Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  In  connection  with 
the  Issuance  of  this  order  and  of  each  of 
the  previously  issued  amendments  there- 
to- and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
affirmed  except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a>  Findings  upon  the  basis  of   the 
hearing  record.     Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933).  as 
amended  and  as  reenacted  and  amended 
by   the   Agricultural   Marketing   Agree- 
ment Act  of  1937.  as  amended  (herein- 
after referred  to  as  the  'act"),  and  the 
rules    of    practice    and    procedure,    as 
amended,  governing  the  formulation  of 
marketing    agreements    and    orders    (7 
CFR.   Supps.    900.1    et   scq.).   a   pubhc 
hearing  was  held  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
^milk  in  the  Lowell-Lawrence.  Massachu- 
setts, marketing  area.    Upon  the  basis 
of  the  evidence  Introduced  at  such  hear- 

'  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  5  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
a-reementa  and  marketing  orders  have  been 
met. 
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Ing  and  the  record  thereof.  It  is  found 

(1)  The  said  order  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  miiK 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent   to   the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  a 
(e)  of  the  act  are  not  reasonable  in  view 
of  the  price  of.feeds.  available  supplies 
of  feeds   and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors Insure  a  sufficient  quantity  of  pure 
andwholesome  milk,  and  be  in  the  public 

interest:  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  Relative  to  Handling 

It  is  hereby  ordered.  That  on  and  after 
the  effective  date  hereof,  the  handling 
of  milk  in  the  Lowell-Lawrence.  Massa- 
chusetts, marketing  area  shall  be  in  con- 
formity to  and  in  compliance  with  the 
terms  and  condilions  of  the  aforesaid 
order  as  amended,  and  as  hereby  further 
amended:  and  the  aforesaid  order,  as 
amended.  Is  hereby  further  amended  to 
read  as  follows 


5  934  1  Definitions.  The  following 
words  and  phrases  shall  have  the  follow- 
ing meanings  unless  the  context  requires 
otherwise:  _  . 

(a)  General.  (1>  "Act"  means  Pub- 
Uc  Act  No.  10,  73d  Congress,  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended: 

(2)  "Lowell-Lawrence.  Massachusetts, 
marketing  area",  also  referred  to  as  the 
"marketing  area",  means  the  territory 
Included  within  the  boundary  lines  of 
the  following  Massachusetts  cities  and 
towns 


Andover.  Blllerlca.  Chelmsford.  Dracut, 
Lawrence.  Lowell.  Methuen.  North  Andover. 
Tewksbury.  Tyngsboro.  Westford. 

(3)  "Boston  order"  and  "New  York 
order"  mean  the  respective  orders,  as 
amended,  issued  by  the  Secretary,  regu- 
lating the  handling  of  milk  in  the  Great- 
er Boston.  Massachusetts,  marketing 
area,  and  the  New  York  metropolitan 
marketing  area. 

( 4 )  "Month"  means  a  calendar  month, 
(b)  Persons.    <1>  "Person"  means  any 

individual,  partnership,  corporation,  as- 
sociation, or  any  other  business  unit. 

(2)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  officer  or  employee  of  the  United 
States  who  Is.  or  who  may  hereafter  be. 
authorized  to  exercise  the  powers  and 
perform  the  duties  of  the  Secretary  of 
Agriculture. 


(3)  "Dairy  farmer"  means  any  person 
who  delivers  milk  of  his  own  production 
to  a  plant,  except  a  producer-handler 
with  respect  to  his  deliveries  in  packaged 
form  to  another  handler.       ^  ,      ,    ^ 

(4)  "Producer"  means  any  dairy  farm- 
er who  delivers  milk  of  his  own  produc- 
tion to  a  producer  milk  plant.    The  term 
shall  also  apply  to  a  dairy  farmer  who 
ordinarily  delivers  milk  to  a  producer 
milk  plant,  with  respect  to  milk  which 
the  handler  who  operates  the  producer 
milk  plant  diverts  to  another  plant.  II 
that  handler  reports  the  milk  as  received 
from  a  producer  and  as  moved  to  the 
other  plant.    The  term  shall  not  apply 
to  a  dairy  farmer  who  is  a  producer  un- 
der the  Boston  order,  with  respect  to 
milk  diverted  from  the  plant  subject  to 
that  order  to  which  the  dairy  farmer  or- 
dinarily delivers.  „ 

(5)  "Association  of  producers  means 
any  cooperative  marketing  association 
which  the  Secretary  determines  to  be 
qualified  pursuant  to  the  Provisions  of 
the  act  of  Congress  of  February  18.  1922. 
known  as  the  "Capper-Volstead  Act  . 
and  to  be  engaged  in  making  collective 
sales  or  marketing  of  milk  or  its  products 
for  the  producers  thereof. 

(6)  "Handler"  means  any  person  who 
engages  in  the  handling  of  milk  or  other 
fluid  milk  products  which  are  received  at 
any  plants  from  which  fluid  milk  products 
are  disposed  of.  directly  or  indirectly,  in 
the  marketing  area. 

(7)  "Producer-handler"  means  any 
person  who  is  both  a  handler  and  a  dairy 
farmer,  and  who  receives  no  milk  from 
other  dairy  farmers  except  producer- 
handlers.  ,     ♦.. 

(c)  Plants.  (1)  "Receiving  plant 
means  any  plant  currently  used  for  re- 
ceiving, weighing  or  measuring,  sampling, 
and  cooling  milk  received  there  directly 
from  dairy  farmers'  farms  and  for  wash- 
ing and  sterilizing  the  milk  cans  in  which 
such  milk  is  received,  and  at  which  are 
currently  maintained  weight  sheets  or 
other  records  of  dairy  farmers'  deliveries. 

(2)  "Producer  milk  plant"  means  any 
receiving  plant  which  is  also  a  regulated 
plant,  except  the  plant  of  a  producer- 
handler. 

(3)  "Regulated  plant"  means  any 
plant  from  which  fluid  milk  products 
which  are  classifled  as  Class  I  milk  are 
disposed  of.  directly  or  Indirectly,  in  the 
marketing  area,  except  a  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders  or  a 
plant  located  outside  the  New  England 
States  and  New  York. 

(4)  "City  plant"  means  any  plant 
which  is  located  within  20  miles  of  the 
City  Hall  in  Lowell  or  Lawrence. 

(5)  "Country  plant"  means  any  plant 
which  is  located  beyond  20  miles  of  the 
City  Halls  in  Lowell  and  Lawrence. 

(d>  Milk  and  milk  products.  (1)  "Milk" 
means  the  commodity  received  from  a 
dairy  farmer  at  a  plant  as  cow's  milk^ 
The  term  also  includes  milk  so  received 
which  later  has  its  butterfat  content  ad- 
justed to  at  least  one-half  of  1  percent 
but  less  than  16  percent,  frozen  milk. 
and  reconstituted  milk. 

(2)  "Cream"  means  that  portion  of 
milk,  containing  not  less  than  16  percent 
of  butterfat,  which  rises  to  the  surface 
of  milk  on  standing,  or  Is  separated  from 
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it  by  centrifugal  force.  The  term 
"cream"  also  includes  sour  cream, 
frozen  cream,  and  milk  and  cream  mix- 
tures containing  16  percent  or  more  of 
butterfat. 

(3)  "Skim  milk"  means  that  fluid 
product  of  milk  which  remains  after  the 
removal  of  cream,  and  which  contains 
less  than  one-half  of  1  percent  of  but- 
terfat. 

(4)  "Fluid  milk  products"  means  milk, 
flavored  milk,  cream,  skim  milk,  flavored 
skim  milk,  cultured  skim  milk,  and  but- 
termilk, either  individually  or  collec- 
tively. 

S  934.2  Market  administrator— (a) 
Designation.  The  agency  for  the  admin- 
istration of  this  order  shall  be  a  market 
administrator  who  shall  be  a  person  se- 
lected by  the  Secretary.  Such  person 
shall  be  entitled  to  such  compensation 
as  may  be  determined  by,  and  shall  be 
.«;ubject  to  removal  at  the  discretion  of, 
the  Secretary. 

(b)  Powers.  The  market  adminis- 
trator shall  have  the  following  powers 
with  respect  to  this  order: 

<1)  To  administer  its  terms  and  pro- 
visions ; 

(2)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions; 

(3)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  viola- 
tions of  Its  terms  and  provisions;  and  ' 

(4)  To  recommend  to  the  Secretary 
amendments  to  it. 

(c)  Duties.  The  market  administra- 
tor. In  addition  to  the  duties  described  in 
the  other  sections  of  this  order,  shall: 

(1)  Within  45  days  following  the  date 
upon  which  he  enters  upon  his  duties,  ex- 
ecute and  deliver  to  the  Secretary  a  bond 
conditioned  upon  the  faithful  perform- 
ance of  his  duties,  in  an  amount  and  with 
sureties  thereon  satisfactory  to  the  Sec- 
retary; 

<2>  Pay,  out  of  the  fimds  provided  by 
5  934.10,  the  cost  of  his  bond,  his  own 
compensation,  and  all  other  expenses 
necessarily  incurred  in  the  maintenance 
and  functioning  of  his  oflBce; 

(3)  Keep  such  books  and  records  as 
v.ill  clearly  reflect  the  transiactions  pro- 
vided for  in  this  order  and  surrender  the 
.■-ame  to  his  successor,  or  to  such  other 
person  as  the  Secretary  may  designate; 

(4)  Unless  otherwise  directed  by  the 
Secretary,  publicly  disclose,  within  30 
days  after  such  nonperformance  becomes 
known  to  the  market  administrator,  the 
name  of  any  person  who.  within  2  days 
after  the  date  on  which  he  is  required  to 
perform  such  acts,  has  not 

(i)  Made  reports  pursuant  to  §  934.5 
or 

(\[)  Made  payments  pursuant  to 
5  934  8:  and  may  at  any  time  thereafter 
so  di.sclose  any  such  name  If  authorized 
by  the  Secretary  to  do  so ; 

(5)  Prepare  and  disseminate  for  the 
benefit  of  producers,  consumers,  and 
handlers,  statistics  and  Information  con- 
cerning the  operation  of  this  order;  and 

<6>  Promptly  verify  the  Information 
contained  in  the  reports  submitted  by 
handlers. 

5  934.3  Classification  of  milk  and  milk 
products — *a)  Classes  of  utilization.  All 
milk  received  from  producers,  and  all 
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other  milk  and  milk  products  which  it 
Is  necessary  to  classify  in  order  to  clas- 
sify milk  received  from  producers,  shall 
be  classifled  in  accordance  with  this  sec- 
tion. Subject  to  the  other  paragraphs 
of  this  section,  the  classes  of  utilization 
shall  be  as  follows: 

(1)  Class  I  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  is  not 
established  as  Class  II  milk. 

(2)  Class  II  milk  shall  be  all  fluid  mUk 
products  the  utilization  of  which  is  es- 
tablished: 

(1)  As  being  sold,  distributed,  or  dis- 
posed of  other  than  as  or  in  milk;  and 
other  than  as  or  in  flavored  milk  or  fla- 
vored skim  milk,  buttermilk,  or  cultured 
skim  milk,  for  human  consumption;  and 

(11)  As  plant  shrinkage,  not  In  excess 
of  2  percent  of  the  volume  handled. 

<b)  Basis  of  classification.  (1)  Except 
as  otherwise  provided  in  this  section,  all 
fluid  milk  products  received  by  handlers 
shall  be  classified  In  accordance  with 
their  utilization  at  the  last  plant  at  which 
they  are  received  by  any  person  who 
distributes  milk  or  manufactures  milk 
products. 

(2)  Except  as  otherwise  provided  in 
§934.4  (f),  cream  shall  be  clas.slfied  as 
Class  n  milk  with  respect  to  each  han- 
dler who  disposes  of  it  in  the  form  of 
cream. 

(3)  The  burden  of  proof  rests  upon 
the  handler  who  receives  milk  from  pro- 
ducers to  account  for  the  milk,  and  to 
prove  that  it  should  not  be  classified  as 
Class  I  milk. 

(4)  If  a  handler  reports  no  Class  11 
milk  for  a  given  month,  and  does  not  sub- 
mit a  revised  report  regarding  classifica- 
tion of  his  milk  within  one  month  after 
filing  the  original  report,  all  of  his  pro- 
ducer receipts  during  the  given  month 
shall  remain  classified  as  Cla.ss  I  milk. 

(c)  Movements  of  fiuid  milk  products, 
except  cream,  between  plants.  (1>  Fluid 
milk  products,  except  cream,  which  are 
moved  from  a  handler's  plant  to  a  regu- 
lated plant  or  to  a  plant  subject  to  the 
Boston  order  shall  be  classified  as  re- 
ported by  the  handler  operating  the  ship- 
ping plant,  or.  If  he  submits  no  report, 
shall  be  classified  as  reported  by  the  han- 
dler operating  the  plant  to  which  the 
fluid  milk  products  are  moved.  However, 
no  greater  quantity  of  fluid  milk  products 
shall  be  classifled  as  Class  II  milk  under 
this  subparagraph  than  the  total  quan- 
tity of  Class  II  milk,  after  deducting  re- 
ceipts of  cream,  at  the  plant  to  which 
the  fluid  milk  products  are  moved. 

(2)  Fluid  milk  products,  except  cream, 
which  are  moved  from  a  regulated  plant 
to  any  unregulated  plant,  except  a  plant 
subject  to  the  Boston  order,  shall  be 
classified  as  Class  I  milk,  up  to  the  total 
quantity  of  the  same  form  of  fluid  milk 
products  which  is  utilized  as  Class  I  milk 
at  the  unregulated  plant. 

§  934.4  Assignment  of  receipts  from 
other  plants — (a)  Application  of  this 
section.  For  the  purpose  of  determining 
the  classification  of  milk  received  from 
producers,  all  receipts  of  milk  and  milk 
products  at  a  regulated  plant  from  any 
other  plant  shall  flrst  be  assigned  to  Class 
I  milk  or  Class  n  milk  in  accordance 
with  this  section. 
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(b)  General  provisions.  Except  as 
otherwise  provided"  in  this  section,  all 
receipts  of  fluid  milk  products  at  a  regu- 
lated plant  shall  be  assigned  to  the  class 
In  which  It  is  reported  by  the  handler 

-who  operates  the  shipping  plant,  or  if 
that  handler  submits  no  report,  by  the 
handler  who  operates  the  plant  to  which 
the  fluid  milk  products  were  moved. 

(c)  Assignment  of  receipts  from  plants 
at  which  the  handling  of  milk  is  regu- 
lated under  the  Boston  or  New  York  or- 
ders. Fluid  milk  products  received  from 
plants  at  which  the  handling  of  milk  is 
regulated  under  the  Boston  or  New  York 
orders  shall  be  assigned  to  Class  I  milk 
to  the  extent  that  the  fluid  milk  products 
so  received  are  classified  as  Class  I 
milk  under  the  Boston  order,  or  as  Class 
I-A  milk.  Class  I-B  milk,  or  Class  I-C 
milk  under  the  New  York  order.  Any 
remaining  quantity  of  such  receipts  shall 
be  assigned  to  Class  II  milk. 

(d)  Assignment  of  receipts  from  plants 
located  outside  the  New  England  States 
and  New  York.  Fluid  milk  products  re- 
ceived from  plants  located  outside  the 
New  England  States  and  New  York  shall 
be  assigned  to  Class  I  milk  if  received  in 
the  form  of  milk,  and  to  Class  II  milk 
if  received  in  any  form  other  than  milk. 

(e)  Limitation  on  assignment  of  re- 
ceipts to  Class  II  milk.  Notwithstanding 
the  provisions  of  the  preceding  para- 
graphs of  this  section,  no  greater  quan- 
tity of  receipts  of  fluid  milk  products, 
other  than  cream,  at  any  regulated  plant 
from  other  plants  shall  be  assigned  to 
Class  II  milk  than  the  total  quantity  of 
fluid  milk  products,  other  than  cream, 
classified  as  Class  II  milk  at  the  regu- 
lated plant. 

(f)  Receipts  of  cream,  and  of  milk 
products  other  than  fluid  milk  products. 
All  receipts  of  cream,  and  of  milk  prod- 
ucts other  than  fluid  milk  products,  shall 
be  a.ssigned  to  Class  II  milk  to  the  extent 
of  Class  II  utilization  by  the  handler. 

§  934.5  Reports  of  handlers — (a) 
Monthly  reports  of  handlers  who  receive 
milk  from  producers.  On  or  before  the 
8th  day  after  the  end  of  each  month, 
each  handler  who  receives  milk  from 
producers  shall,  with  respect  to  the  fluid 
milk  products  received  by  the  handler 
during  the  month,  report  to  the  market 
administrator  in  the  detail  and  form 
prescribed  by  the  market  administrator, 
as  follows: 

<1)  The  receipts  of  milk  at  each  pro- 
ducer milk  plant  from  producers,  includ- 
ing the  quantity,  if  any,  received  from 
his  own  production; 

<2  •  The  receipts  of  fluid  milk  products 
at  each  plant  from  any  other  source,  as- 
signed to  classes  pursuant  to  §  934.4; 
and 

(3)  The  respective  quantities  which 
were  sold,  distributed,  or  used,  includ- 
ing sales  to  other  handlers,  classified 
pursuant  to  §  934.3. 

tb)  Reports  of  handlers  who  receive 
no  milk  from  producers.  Handlers  who 
receive  no  milk  from  producers  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  market  administrator  may  require. 

<c)  Reports  regarding  individual  pro- 
ducers.   (1)  Within  7  days  after  a  pro- 
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ducer  moves  from  one  farm  to  another, 
or  starts  or  resumes  deliveries  to  a  han- 
dler's plant,  the  handler  shall  file  with 
the  market  administrator  a  report  stat- 
ing the  producer's  name  and  post  offlce 
address,  the  date  on  which  the  change 
took  place,  and  the  farm  and  plant  loca- 
tions involved.  The  report  shall  also 
state,  if  known,  the  plant  to  which  the 
producer  has  been  delivering  imme- 
diately prior  to  starting  or  resuming 
deliveries. 

(2)  Within  7  days  after  the  5th  con- 
secutive day  on  which  a  producer  has 
failed  to  deliver  to  a  handler's  plant,  the 
handler  shall  file  with  the  market  admin- 
istrator a  report  stating  the  producer's 
name  and  post  offlce  address,  the  date 
on  which  the  last  delivery  was  made, 
and  the  farm  and  plant  locations  in- 
volved. The  report  shall  also  state,  if 
known,  the  reason  for  the  producer's 
failure  to  continue  deliveries. 

(d)  Reports  of  payments  to  producers. 
Each  handler  who  receives  milk  from 
producers  shall  submit  to  the  market 
administrator  within  5  days  after  his  re- 
quest, made  not  earlier  than  14  days 
after  the  end  of  the  month,  his  producer 
pay  roll  for  such  month,  which  shall 
show  for  each  producer : 

( 1 )  The  daily  and  total  pounds  of  milk 
delivered  with  the  average  butterfat  test 

thereof;  and 

<2)  The  net  amount  of  such  handler  s 
payments  to  such  producer  with  the 
prices,  deductions,  and  charges  Involved. 

(e>  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and  sum- 
mary records  showing  all  receipts,  move- 
ments, and  disposition  of  milk  and  milk 
products  during  the  month,  and  the 
quantities  of  milk  and  milk  products  on 
hand  at  the  end  of  the  month. 

(f)  Verification  of  reports.  For  the 
purpo.se  of  ascertaining  the  correctness 
of  any  report  made  to  the  market  ad- 
ministrator as  required  by  this  section 
or  for  the  purpose  of  obtaining  the  In- 
formation required  in  any  such  report 
where  it  has  been  requested  and  has  not 
been  furnished,  each  handler  shall  per- 
mit the  market  administrator  or  his 
agent,  during  the  usual  hours  of  busi- 
ness, to: 

(1)  E.\amlne  those  records  which  are 
necessary  for  the  verification  of  the  in- 
formation contained  in  .such  reports; 

(2)  Weigh,  sample,  and  test  milk  and 
milk  products;  and 

( 3 )  Make  such  examination  of  records, 
operations,  equipment,  and  facilities  as 
the  market  administrator  deems  neces- 
sary. 

(g)  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at 
the  end  of  the  calendar  month  to  which 
such  books  and  records  pertain,  except 
that  all  such  books  and  records  pertain- 
ing to  transactions  before  August  1. 1946, 
shall  be  retained  until  October  1,  1949: 
Provided.  That  if,  within  such  three-year 
period  or  before  October  1.  1949.  which- 
ever is  applicable,  the  market  adminis- 
trator notifies  the  handler  in  writing  that 
the  retention  of  such  boclii  and  records. 
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or  of  specified  books  and  records.  Is  nec- 
essary in  connection  with  a  proceeding 
under  section  8c  (15)  (A)  of  the  act  or 
a  court  action  specified  In  such  notice, 
the  handler  shall  retain  such  books  and 
records,  or  specified  books  and  records, 
until  further  written  notification  from 
the  market  administrator.  In  either  case 
the  market  administrator  shall  give  fur- 
ther written  notification  to  the  handler 
promptly  upon  the  termination  of  the 
litigation  or  when  the  records  are  no 
longer  necessary  in  connection  therewith. 
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Formula  index 


Clasi  I  price  per  Ijundred- 
weigbt 


§  934.6    Minimum    class    prices— (a) 
Class  I  price:  city  plants.    Each  handler 
shall  pay  producers,  at  the  time  and  In 
the  manner  set  forth  in  5  934.8,  for  Class 
I  milk  delivered  by  them  to  such  han- 
dler's city  plant,  not  less  than  the  price 
per  hundredweight  determined  for  each 
month  pursuant  to  this  paragraph.    In 
determining  the  Class  I  price  for  each 
month  the  latest  reported  figures  avail- 
able to  the  market  administrator  on  the 
25th  day  of  the  preceding  month  shall  be 
used  In  making  the  following  computa- 
tions, except  that  if  the  25th  day  of  the 
preceding  month  falls  on  a  Sunday  or 
legal  holiday,  the  latest  reported  figures 
available  on  the  next  succeeding  work 
day  shall  be  used. 

(1)  Divide  by  0.98  the  monthly  whole- 
sale price  Index  for  all  commodities  as 
reported  by  the  Bureau  of  Labor  Statis- 
tics, United  States  Department  of  Labor, 
with  the  year  1926  as  the  base  period. 

(2)  Divide  by  3  the  sum  of  the  three 
latest  monthly  Indexes  of  department 
stores  sales  In  the  Boston  Federal  Re- 
serve District  adjusted  for  seasonal  vari- 
ations, as  reported  by  the  Federal  Re- 
serve Sy.stem,  with  the  years  1935-39  as 
the  base  period,  and  divide  the  result  so 
obtained  by  1.26. 

(3)  Compute  an  index  of  grain-labor 
costs  in  the  Boston  milkshed  in  the  fol- 
lowing manner: 

(i)  Compute  the  simple  average  of  the 
four  latest  weekly  average  retail  prices 
per  ton  of  dairy  ration  in  the  Boston 
milkshed.  as  reported  by  the  United 
States  Department  of  Agriculture,  divide 
by  0.5044,  and  multiply  by  0  6. 

(ii)  Compute  the  weighted  average  of 
the  monthly  composite  farm  wage  rates 
for  the  latest  available  month  for  Maine, 
Massachusetts,  New  Hampshire,  and  Ver- 
mont as  reported  by  the  United  States 
Department  of  Agriculture,  divide  by 
0.5952.  and  multiply  by  0.4.  In  com- 
puting the  weighted  average,  weight  the 
respective  rates  as  follows:  Maine,  10; 
Massachusetts,  6;  New  Hampshire,  7; 
and  Vermont.  77. 

(iii)  Add  the  results  determined  pur- 
suant to  subdivisions  (i)  and  (ii)  of  this 
subparagraph. 

(4)  Divide  by  3  the  sum  of  the  final 
results  computed  pursuant  to  the  preced- 
ing subparagraphs  of  this  paragraph. 
Express  the  result  as  a  whole  number  by 
dropping  fractions  of  less  than  one-half 
or  by  raising  fractions  of  one-half  or 
more  to  the  next  whole  number.  The  re- 
sult shall  be  known  as  the  formula  index. 
( 5 »  Subject  to  the  succeeding  subpara- 
graphs of  this  paragraph,  the  Class  I 
price  per  hundredweight  shall  be  as 
shown  in  the  following  table: 


KVM 

67-€3 

64-70 

71-77 

7»-M 

85-90 

91-97 

9H-104 

105-111... 

112-lH... 

111^125... 

12ft-U2... 

1,13-lW... 

l«)-14fl... 

147-l.'.2... 

1.1.M.*>9... 

lfl()-lfi«... 

167-173... 

174-lSO... 

lHl-187... 

ISU-HM... 


Jan.-Feh.- 
Mar.-July- 
Aug.-t<e|)t. 


12  21 
2.4a 
2.65 
2.87 
3  ()tt 
3  31 
3.53 
3.75 
3.97 
4.19 
4.41 
4.63 
4.H5 
5.07 
5.29 
6.51 
^73 

■6.95 
6.17 
6.39 
6.61 


Apr.- 
M  ay- 
June 


$1  77 
1  99 
2.21 
2.43 
2.W 
2.H7 
3  (W 
3.31 
3  .VI 


Qpt.- 
Nov.- 
Dec. 


7.'5 

97 

19 

41 

»>3 

H5 

07 

.V29 

5.  fll 

5.73 

S.  95 

6.17 


%2.eA 

2.87 
3  int 
8.31 
3.M 
3.  7.5 
3.97 


4.19 
4.41 

4.«:{ 

4  s.'i 

5  07 

6  '.N 
5  .'.1 
6.73 
5.95 
6.17 
6.  :ia 
fl.  t,i 
6.  Kt 
7.U* 


If  the  formula  index  Is  more  than  194 
the  price  shall  be  lncre*ed  at  the  same 
rate  as  would  result  from  further  exten- 
sion of  this  table  at  the  rate  of  extension 
In  the  six  highest  index  brackets. 

(6)  For  any  month  after  December 
1948,  the  Class  I  price  shall  be  44  cents 
more  than  the  price  prescribed  in  sub- 
paragraph (5)  of  this  paragraph  if. 
under  the  provisions  of  the  Boston  order, 
less  than  33  percerif  of  the  milk  received 
by  all  pool  handlers  from  producers  dur- 
ing the  12-month  period  ending  with  the 
second  preceding  month  was  Class  II 
milk,  except  that  If  the  operation  of  this 
subparagraph  would  cause  the  Class  I 
price  to  be  more  than  88  cents  above  the 
Class  I  price  for  the  same  month  of  the 
preceding  year,  its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  increase  as  will  result  in  a  Class  I 
price  equal  to  the  Class  I  price  for  the 
same  month  of  the  preceding  year  plus 
88  cents. 

(7)  For  any  month  after  December 
1948,  the  Class  I  price  shall  be  44  cents 
le.ss  than  the  price  prescribed  in  subpara- 
graph (5)  of  this  paragraph  if,  under 
the  provisions  of  the  Boston  order,  more 
than  41  percent  of  the  milk  received  by 
all  pool  handlers  from  producers  during 
the  12-month  period  ending  with  the 
second  preceding  month  was  Cla.ss  II 
milk,  except  that  if  the  operation  of  this 
subparagraph  would  cause  the  Cla.ss  I 
price  to  be  more  than  88  cents  below  the 
Class  I  price  for  the  same  month  of  the 
preceding  year.  Its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  reduction  as  will  result  in  a  Class 
I  price  equal  to  the  Cla.'JS  I  price  for  the 
same  month  of  the  preceding  year  minus 
88  cents. 

(8>  Notwithstanding  the  provisions  of 
the  preceding  subparagraphs  of  this 
paragraph,  the  Class  I  price  for  any  of 
the  months  of  March  through  June  of 
each  year  shall  not  be  higher  than  the 
Class  I  price  for  the  immediately  preced- 
ing month,  and  the  Class  I  price  for  any 
of  the  months  of  September  throuph 
December  of  each  year  shall  not  be  lower 
than  the  Class  I  price  for  the  immedi- 
ately preceding  month. 

(9 )  The  Cla.ss  I  price  determined  under 
the    preceding    subparagraphs    of    this 
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paragraph  shall  be  Increased  or  de- 
creased to  the  extent  of  any  Increase  or 
decrease  in  the  rail  tariff  for  the  trans- 
portation of  milk  in  carlots  In  tank  cars 
for  mileage  distances  of  201-210  miles. 
Inclusive,  as  published  in  the  New  Eng- 
land Joint  Tariff,  M-5.  and  supplements 
thereto.  The  adjustment  shall  be  made 
to  the  nearest  one-half  cent  per  hun- 
dredweight, and  shall  be  effective  in  the 
first  complete  month  in  which  such  in- 
crease or  decrease  in  the  rail  tariff 
applies. 

(b)  Class  I  prices;  country  plants. 
Each  handler  shall  pay  producers,  at  the 
time  and  in  the  manner  set  forth  in 
§  934.8,  for  Class  I  milk  delivered  by  them 
to  such  handler's  country  plant,  not  less 
than  the  applicable  price  for  hundred- 
weight determined  pursuant  to  this 
paragraph. 

(1)  For  milk  delivered  by  producers 
to  such  handler's  country  plant  located 
within  40  miles  of  the  City  Hall  in  Lowell 
or  Lawrence,  the  price  per  hundred- 
weight during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  (a) 
of  this  section,  less  17  cents  per  hundred- 
weight. 

(2)  For  milk  delivered  by  producers  to 
.<;uch  handler's  country  plant  located  be- 
yond 40  miles  of  the  City  Halls  in  Lowell 
and  Lawrence,  the  price  per  hundred- 
weight during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  (a) 
of  this  section,  less  an  amount  p)er  hun- 
dredweight equal  to  the  sum  of  13  cents 
and  the  average  of  the  freight  rates 
I  considering  85  pounds  to  one  40-quart 
can),  from  the  railroad  shipping  point 
for  such  handler's  plant  to  Lowell  and 
to  Lawrence,  calculated  according  to  the 
lowest  applicable  rail  tariffs  for  the 
transportation  in  carload  lots  of  milk  in 
40-quart  cans. 

(c)  Allocation  of  Class  I  milk  to  plants. 
For  the  purpose  of  this  section,  each 
handler's  Class  I  milk  during  each  month, 
after  deducting  his  receipts  of  Class  I 
milk  from  other  handlers,  shall  be  con- 
.sidered  to  have  been  first,  that  milk  which 
was  received  directly  from  producers  at 
his  city  plant,  and  then  that  milk  re- 
ceived from  producers,  which  was 
shipped  as  fluid  milk  products,  other 
than  cream,  from  his  country  plants,  in 
the  order  of  the  nearness  of  the  plants  to 
the  City  Hall  in  Lowell  or  Lawrence. 

(d)  Class  II  price:  city  plants.  Each 
handler  shall  pay  producers,  at  the  time 
and  in  the  manner  set  forth  in  5  934.8, 
for  Class  II  milk  delivered  by  them  to 
such  handler's  city  plant,  not  less  than 
the  price  per  hundredweight  determined 
for  each  month  pursuant  to  this  para- 
graph. 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month  during 
which  such  milk  is  delivered. 

1 2 )  For  any  month  for  which  no  cream 
price  as  described  in  subparagraph  (1)  of 
this  paragraph  is  reported,  multiply  by 
14  the  average  price  reported  for  such 
month  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  in  the 
Chicago  market. 
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(3)  Multiply  by  8.7  the  amount  deter- 
mined pursuant  to  subparagraph  (1)  or 
(3)  of  this  paragraph,  whichever  is 
applicable. 

(4)  Using  the  midpoint  in  any  range 
as  one  price,  compute  the  average  of  the 
prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels.  In  carlots.  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

(5)  Add  the  results  obtained  In  sub- 
paragraphs (3)  and  (4)  of  this  para- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month.  The  result  Is  the  Class  II  price 
p>er  hundredweight  for  milk  received 
from  producers  at  city  plants. 

Amount 
Month:  (cents) 

January  and  February 67.  6 

March  and  AprU 69.6 

May  and  June 75.  6 

July - 69.  6 

August  and  September 63.  5 

October,  November,  and  December..  57.  6 

(e)  Class  II  prices:  country  plants. 
Each  handler  shall  pay  producers,  at  the 
time  and  In  the  manner  set  forth  In 
S  934.8,  for  Class  II  milk  delivered  by 
them  to  such  handler's  country  plant, 
not  less  than  the  price  per  hundred- 
weight determined  pursuant  to  para- 
graph (d)  of  tills  section  minus  the 
amount  shown  in  the  following  table  for 
the  railroad  freight  mileage  zone  for  the 
average  of  the  distances  to  Lowell  and 
to  Lawrence  from  the  railroad  shipping 
point  for  such  handler's  plant: 

Amount 
{cents 
Freight  Eone  (miles) :  per  cwt.) 

21-60 - _. 2.  0 

61-100 — 8.  0 

101-150 4.  6 

161-200 6.  0 

201-260 _. - 7.  0 

251-300  _. 8.0 

301-350 9.  0 

861  and  over 9.6 

(f)  Use  of  equivalent  prices  in  formu- 
las. If  for  any  reason  a  price  for  any 
milk  product  specified  by  this  order  for 
use  In  computing  class  prices  and  for 
other  purposes  is  not  reported  or  pub- 
lished in  the  manner  described  by  the 
order,  the  market  administrator  shall  use 
a  price  determined  by  the  Secretary  to 
be  equivalent  to  or  comparable  with  the 
price  which  is  specified. 

(g)  Announcement  of  Class  I  price. 
The  market  administrator  shall  publicly 
announce  the  Class  I  price  for  each 
month,  as  computed  under  paragraph 
(a)  of  this  section,  on  the  25th  day  of 
the  preceding  month,  except  that  if  such 
25th  day  is  a  Sunday  or  legal  holiday, 
he  shall  announce  the  Class  I  price  on 
the  next  succeeding  work  day. 

{  934.7  Composite  prices  to  producers — 
(a)  Computation  of  tw/uc  of  milk.  The 
value  of  the  milk  received  from  producers 
during  the  month  by  each  liandler  shall 
be  computed  by  the  market  administra- 
tor in  the  following  manner: 

(1)  Multiply  the  quantity  of  such  milk 
In  each  class  by  the  price  applicable  in 
accordance  with  §  934.6. 
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(2)  Add  together  the  resulting  value  of 
each  class. 

(b)  Computation  of  composite  price. 
The  composite  price  payable  pursuant  to 
8  934.8  by  each  handler  to  producers  for 
milk  received  from  them  during  the 
month  shall  be  computed  b.  the  market 
administrator  in  the  following  manner: 

(1)  Add  to  the  total  value  computed 
in  Accordance  with  paragraph  (a)  of  tills 
section  the  amount  of  the  differential 
applicable  in  accordance  with  5  934.8  (d) . 

(2)  Subtract  any  amount  which  the 
handler  is  required  to  pay  on  the  milk 
under  the  provisions  of  the  Boston  order 
because  It  represents  outside  milk  as 
defined  In  5  904.1  (d)  (6)  (ill)  of  tliis 
chapter. 

(3)  Divide  the  remaining  value  by  the 
total  quantity  of  milk  received  by  the 
handler  from  producers.  The  result  is 
the  handler's  composite  price  for  milk, 
containing  3.7  percent  butterfat.  which 
he  received  from  producers  at  his  city 
plant. 

(c)  Announcement  of  composite 
prices.  For  each  month,  the  market 
administrator  shall  mail  to  all  handlers 
who  receive  milk  from  producers  and 
shall  publicly  announce  prices  result- 
ing from  the  computations  pursuant  to 
paragraphs  (a^  and  (b)  of  this  section, 
and  other  related  Information,  as  fol- 
lows: 

(1)  On  or  before  the  12th  day  of  the 
succeeding  month,  he  shall  announce  the 
composite  price,  the  Class  II  price,  and 
the  butterfat  differential. 

(2)  On  or  before  the  last  day  of  the 
succeeding  month,  he  shall  announce  the 
total  quantity  and  value  of  Class  I  milk 
and  Class  II  milk  Included  in  such  com- 
putations. 

?  934.8  Payments  to  producers — (a) 
Time  and  method  oj  payments.  On  or 
before  the  18th  day  after  the  end  of  each 
month,  each  handler  shall  make  pay- 
ment, subject  to  the  differentials  set 
forth  In  this  section,  for  the  total  value 
of  milk  received  by  him  from  producers 
during  such  month,  as  computed  In  ac- 
cordance with  5  934.7  (a)  as  follows: 

(1)  To  each  producer,  except  as  pro- 
vided in  subparagraph  (2)  of  this  para- 
graph, at  not  less  than  the  composite 
price  F>er  hundredweight  computed  for 
such  handler  pursuant  to  §934.7  (b). 

(2)  To  producers  who  are  members  of 
an  association  of  producers,  a  total 
amount  equal  to  not  less  than  the  sum 
of  the  Individual  payments  otherwise 
payable  to  such  producers  under  sub- 
paragraph (1)  of  this  paragraph.         » 

(b)  Correction  of  errors  in  payments. 
Enors  in  making  any  of  the  payments 
required  by  this  section  shall  be  cor- 
rected not  later  than  the  date  for  making 
payments  next  following  the  determina- 
tion of  such  errors.  Any  correction  af- 
fecting all  proiJucers  delivering  to  any 
handler  during  the  month  in  which  such 
error  occurred  shall  be  corrected  as  the 
market  administrator  shall  determine  to 
be  equitable,  either  by 

(1)  Adjustment  of  the  account  of  each 
Individual  producer  who  delivered  during 
such  month,  on  the  basis  of  a  recom- 
putation  of  the  price  of  such  handler,  or 

(2)  Addition  or  subtraction  of  the 
amount  of  such  correction  to  or  from 
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the  value  of  all  milk  received  by  such 
handler  in  the  month  during  which  such 
error  was  determined,  computed  as  set 
forth  In  §934  7  (a). 

(c)  Butter  fat  differential.  Each  han- 
dler shall.  In  making  payments  to  each 
producer  for  milk  received  from  him. 
add  for  each  one-tenth  of  1  percent  of 
average  butterfat  content  above  3.7  per- 
cent, or  deduct  for  each  one-tenth  of  1 
percent  of  average  butterfat  content  be- 
low 3.7  percent,  an  amount  per  hundred- 
weight which  shall  be  calculated  by  the 
market  administrator  as  follows: 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  de- 
livered, subtract  1.5  cents,  and  divide  the 
result  by  10. 

(2>  If  the  cream  price  described  in 
subparagraph  (1)  of  this  paragraph  is 
not  reported  for  such  period,  multiply 
by  1.4  the  average  price  reported  for  that 
period  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  in  the  Chi- 
cago market,  subtract  1.5  cents,  and 
divide  the  result  by  10. 

(d)  Country  plant  differentials.  (1) 
With  respect  to  milk  delivered  by  pro- 
ducers to  a  country  plant  located  within 
40  miles  of  the  City  Hall  In  Lowell  or 
Lawrence,  the  payments  to  be  made  by 
handlers  pursuant  to  paragraph  <a)  of 
this  section  shall  be  subject  to  a  deduc- 
tion of  17  cents  per  hundredweight. 

(2)  With  respect  to  milk  delivered  by 
producers  to  a  country  plant  located  be- 
yond 40  miles  of  the  City  Halls  In  Lowell 
and  Lawrence,  the  payments  to  be  made 
by  handlers  pursuant  to  paragraph  (a) 
of  this  section  shall  be  subject  to  a  de- 
duction per  hundredweight  equal  to  fhe 
sum  of  13  cents  and  the  average  of  the 
freight  rates  from  the  railroad  shipping 
point  for  the  handler's  plant  to  Lowell 
and  to  Lawrence,  calculated  according 
to  the  lowest  applicable  rail  tariffs  for 
the  transportation  In  carload  lots  of  milk 
In  40-quart  cans. 

(e)  Statement  to  producers.  In  mak- 
ing the  payments  required  by  this  sec- 
tion, each  handler  shall  furnish  each 
producer  with  a  supporting  statement. 
In  such  form  that  it  may  be  retained  by 
the  producer,  which  shall  show: 

( 1 )  The  month  and  the  Identity  of  the 
handler  and  of  the  producer; 

( 2 )  The  total  pounds  and  average  but- 
terfat test  of  milk  delivered  by  the  pro- 
ducer; 

(3>  The  minimum  rate  or  rates  at 
which  payment  to  the  producer  is  re- 
quired under  the  provisions  of  para- 
graphs (a>.  (c).  and  (d>  of  this  sec- 
tion: 

(4)  The  rate  which  is  used  in  making 
the  payment,  if  such  rate  is  other  than 
the  applicable  minimum  rate; 

<5>  The  amount  or  the  rate  per  hun- 
dredweight of  each  deduction  claimed  by 
the  handler.  Including  any  deductions 
claimed  under  §  934  9,  together  with  a 
description  of  the  respective  deductions; 
and 
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(6)  The  net  amount  of  payment  to  the 
producer. 

S  934.9  Marketing  services — ^a)  Afar- 
keting  service  deduction.  In  making 
payments  to  producers  pursuant  to 
S  934  8,  each  handler  shall,  with  respect 
to  all  milk  delivered  by  each  producer 
during  each  month,  except  as  set  forth 
in  paragraph  (b)  of  this  section,  deduct 
3  cents  per  hundredweight,  or  such  les.ser 
amount  as  the  market  administrator 
shall  determine  to  be  sufficient,  and  shall, 
on  or  before  the  18th  day  after  the  end 
of  each  month,  pay  such  deductions  to 
the  market  administrator.  Such  moneys 
shall  be  expended  by  the  market  admin- 
istrator only  in  providing  for  market  In- 
formation to.  and  for  verification  of 
weights,  samples,  and  tests  of  milk  de- 
livered by.  such  producers.  The  market 
administrator  may  contract  with  an  as- 
sociation or  associations  of  producers  for 
the  furnishing  of  the  whole  or  any  part 
of  such  services  to.  or  with  respect  to  the 
milk  delivered  by.  such  producers. 

(b)  Marketing  service  deductions  with 
respect  to  members  of  a  producers'  coop- 
erative association.  In  the  case  of  pro- 
ducers who  are  members  of  an  association 
of  producers  which  is  actually  perform- 
ing the  services  set  forth  In  paragraph 
(a)  of  this  section,  each  handler  shall,  in 
lieu  of  the  deductions  specified  In  para- 
graph (a)  of  this  section,  make  such  de- 
ductions from  payments  made  pursuant 
to  §  934.8  as  may  be  authorized  by  such 
producers  and  pay  over,  on  or  before  the 
18th  day  after  the  end  of  each  month, 
such  deduction  to  such  associations. 

§  934.10  Expense  of  administrution. 
within  18  days  after  the  end  of  each 
month,  each  handler  shall  make  payment 
to  the  market  administrator  of  his  pro 
rata  share  of  the  expense  of  administra- 
tion of  this  order.  The  payment  shall  be 
at  the  rate  of  4  cents  per  hundredweight, 
or  such  lesser  amount  as  the  Secretary 
may  from  time  to  time  prescribe.  For 
each  month,  the  payment  shall  apply  to 
the  handler's  receipts  of  milk  from  pro- 
ducers, including  receipts  from  his  own 
production,  and  the  Class  II  milk,  other 
than  cream,  which  is  received  by  him  at  a 
regulated  plant  from  an  unregulated 
plant.  However  no  payment  shall  apply 
on  his  receipts  from  any  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders. 

§934.11  Effective  time,  suspension, 
and  termination— (&'>  Effective  time. 
The  provisions  of  this  order,  or  any 
amendments  to  its  provisions,  shall  be- 
come effective  at  such  time  as  the  Secre- 
tary may  declare  and  shall  continue  in 
force  until  suspended  or  terminated  pur- 
suant to  paragraph  (b)  of  this  section. 

(b)  Suspension  or  termination.  The 
Secretary  may  suspend  or  terminate  this 
order  whenever  he  finds  that  it  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  act.  This  order  shall, 
in  any  event,  terminate  whenever  the 
provisions  of  the  act  authorizing  It  cease 
to  be  in  effect. 

(c)  Continuing  obligations.  If.  upon 
the  suspension  or  termination  of  any  or 
all  provisions  of  this  order,  there  are 
any  obligations  arising  under  it,  the 
final  accrual  or  ascertainment  of  which 


requires  further  acts  by  any  person,  such 
further  acts  shall  be  performed  notwith- 
standing such  suspension  or  termination, 
(d)  Liquidation  after  suspension  or 
termination.  Upon  the  suspension  or 
termination  of  any  or  all  provisions  of 
this  order,  the  market  administrator,  or 
such  person  as  the  Secretary  may  desig- 
nate, shall,  if  so  directed  by  the  Secre- 
tary, liquidate  the  business  of  the  mar- 
ket administrator's  office,  and  dispose  of 
all  funds  and  property  then  In  his  pos- 
session or  under  his  control,  together 
with  claims  for  any  funds  which  are  un- 
paid or  owing  at  the  time  of  such  suspen- 
sion or  termination.  Any  funds  col- 
lected pursuant  to  the  provisions  of  this 
order,  over  and  above  the  amounts  nec- 
essary to  meet  outstanding  obligations 
and  the  expenses  necessarily  incurred  by 
the  market  administrator  or  such  person 
in  liquidating  and  distributing  such 
funds,  shall  be  distributed  to  the  con- 
tributing handlers  and  producers  in  an 
equitable  manner. 

S  934.12  Agents.  The  Secretary  may, 
by  designation  in  writing,  name  any  offi- 
cer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  In  con- 
nection with  any  of  the  provisions  of  this 
order. 

S  934.13  Termination  of  obligation. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for 
the  payment  of  money  irrespective  of 
when  such  obligation  arose,  except  an 
obligation  involved  in  an  action  insti- 
tuted before  August  1. 1949.  under  section 
8c  (15 >   <A>  of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under 
the  terms  of  this  order  shall,  except  as 
provided  In  paragraphs  (b)  and  (O  of 
this  section,  terminate  two  years  after 
the  last  day  of  the  calendar  month  dur- 
ing which  the  market  administrator  re- 
ceives the  handler's  utilization  report  on 
the  milk  Involved  in  such  obligation,  un- 
less within  such  two-year  period  the 
market  administrator  notifies  the  han- 
dler In  writing  that  such  money  is  due 
and  payable.  Service  of  such  notice  shall 
be  complete  upon  mailing  to  the  han- 
dler's last  known  address,  and  it  shall 
contain  but  need  not  be  limited  to,  the 
following  information: 

(1)  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  produc- 
er (s)  or  association  of  producers,  or  If 
the  obligation  is  payable  to  the  market 
administrator,  the  account  for  which  It 
is  to  be  paid. 

(b)  If  a  handler  falls  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
books  or  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may.  within  the  two-year  period 
provided  for  in  paragraph  (a)  of  thi.s 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two-year  period  with  respect  to  such 
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obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 

(c>  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section,  a 
handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part  of 
the  handler  against  whom  the  obligation 
is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  or- 
der shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  Involved  in  the  claim  was  re- 
ceived if  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (In- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the  han- 
dler if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  '15)  (A)  of  the  act,  a  pe- 
tition claiming  such  money. 

|P.   R.   Doc.   48-2141;    Filed.    Mar.    22.    1949; 
8:47  a.  m.J 
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Fresh  Bartlett  Peahs.  Plums,  and  El- 
BrsTA  Peaches  Grown  in  California 

DEOSION  WITH  RESPECT  TO  PROPOSED  FUR- 
THER-^  amendments  TO  THE  MARKETING 
AGREEMENT  AND  ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders,  as  amended  <7  CFR  and 
Siipps.  900.1  et  .seq.;  13  F.  R.  8585),  a 
public  hearing  was  held  at  Sacramento, 
California,  beginning  on  December  6. 
1948.  after  notice  thereof  published  in 
the  Federal  Register  «13  P.  R.  7356. 
7417).  upon  proposed  further  amend- 
ments to  Marketing  Agrgement  No.  85. 
hereinafter  referred  to  as  the  "market- 
ing agreement."  and  Order  No.  36  (7 
CFR.  Cum.  Supp..  Part  936 >.  hereinafter 
referred  to  as  the  "order,"  regulating  the 
handling  of  fresh  Bartlett  pears,  plums, 
and  Elberta  peaches  grown  in  the  State 
of  California,  to  be  made  effective  pur- 
suant to  the  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  (7  U.  S.  C.  and  Sup.  I  601 
et  seq.). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing,  and  the  record 
thereof,  the  Acting  A.<?sistant  Adminis- 
trator. Production  and  Marketing  Ad- 
ministration, on  February  14,  1949,  filed 
with  the  Hearing  Clerk.  United  States 
Department  of  Agriculture,  his  recom- 
mended decision  in  this  proceeding.  The 
notice  of  the  filing  of  such  recommended 
decision,  affording  opportunity  to  file 
written  exceptions  thereto,  was  pub- 
lished in  the  Federal  Register  ( 14  F.  R. 
697.  840).  No  exception  to  said  recom- 
mended decision  was  filed. 


FEDERAL  REGISTER 

Material  Issues.  The  material  Issues 
presented  on  the  record  of  the  hearing 
were  concerned  with  amending  the  mar- 
keting agreement  and  order  to  provide, 
with  respect  to  fresh  Bartlett  pears, 
plums,  and  Elberta  peaches  produced  in 
the  State  of  California : 

( 1 )  That,  for  the  purpose  of  the  mar- 
keting agreement  and  order  program, 

(a)  plums  of  the  Beauty.  Formosa, 
Santa  Rosa,  and  Climax  varieties  be 
considered  as  a  separate  commodity,  and 

(b)  plums  of  all  other  varieties  be  con- 
sidered as  a  separate  commodift?; 

(2)  For  the  restriction  of  the  scope  of 
section  5  of  .the  marketing  agreement 
and  §  936.5  of  the  order  to  the  regulation 
of  dally  shipments  of  Bartlett  pears; 

(3)  For  combining,  with  respect  to  the 
assessments  to  be  paid  by  the  handlers  of 
the  fruits  covered  by  the  marketing 
agreement  and  order,  the  general  over- 
head expenses  and  the  expenses  incurred 
in  administering  regulations.  £o  that  a 
single  rate  of  assessment  may  be  estab- 
lished as  the  resJSective  shipper's  pro  rata 
share  of  the  expenses  for  each  such  fruit 
handled  during  each  season; 

(4>  For  the  issuance  of  exemption 
certificates  when  mimimum  standards  of 
quality  and  maturity  are  In  effect; 

(5)  That  the  definition  of  the  term 
"season"  be  changed  so  as  to  constitute 
the  12-montli  period  beginning  on 
March  1  of  each  year  and  ending  on  the 
last  day  of  February  of  the  following 
year; 

(6)  For  the  deletion  of  the  require- 
ment that  confidential  employees  be  so 
designated;  and 

<7)  For  the  modification,  suspension, 
or  termination  by  the  Secretary  of  any 
regulation  theretofore  Issued  and  then 
in  effect. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  relating  to  the  ma- 
terial Issues  are  based  up>on  the  evidence 
introduced  at  the  hearing  and  the  record 
thereof,  and  are  as  follows: 

(1)  The  marketing  agreement  and 
order  should  be  amended  to  provide  for 
the  segregation  of  all  varieties  of  Cali- 
fornia plums  Into  two  separate  plum 
categories  or  commodities.  One  such 
commodity  should  consist  of  plums  of  the 
Beauty.  Formosa.  Santa  Rosa,  and  Cli- 
max varieties  (hereinafter  referred  to  as 
the  "early  varieties"),  and  the  other 
commodity  should  consist  of  plums  of  all 
other  varieties  (hereinafter  referred  to 
as  the  "late  varieties").  This  segrega- 
tion Is  consistent  with  the  time  of  matu- 
rity of  the  plums  of  the  respective  cate- 
gories which  governs  the  time  when  the 
early  varieties  and  the  late  varieties  are 
handled. 

Evidence  adduced  at  the  hearing  shows 
that  in  recent  years  there  has  been  a 
marked  increase  in  plantings  primarily 
of  the  early  varieties,  in  producing  areas 
of  California  where  plums  of  the  same 
variety  mature  at  an  earlier  date  than 
in  other  areas.  Due  to  the  Increase  in 
plantings  of  early  varieties  in  these  early 
producing  areas  and  the  resultant  in- 
crease of  shipments  of  such  varieties,  the 
pattern  of  shipments  of  all  varieties  of 
plums  from  California  has  been  so 
altered  that  shipments  and  sales  of  the 
early  varieties  now  show  a  marketing  sea- 
son separate  and  distinct  from  that  of 
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tjie  late  varieties.  For  example,  ship- 
ments of  early  varieties  during  the  three 
seasons  ending  in  1947  were  55  percent 
greater  than  during  the  three  seasons 

1939  through  1941,  while  shipments  of 
late  varieties  had  Increased  only  6  per- 
cent over  the  same  period.  At  the  same 
time,  shipments  from  the  early  produc- 
ing areas  constituted  77  percent  of  the 
shipments  of  early  varieties  during  the 
1946  and  1947  seasons,  as  compared  with 
66  percent  of  such  shipments  during  the 

1940  and  1941  seasons. 

Plums  of  the  Beauty.  Formosa.  Santa 
Rosa,  and  Climax  varieties  constitute 
what  is  tantamount  to  a  distinct  com- 
modity from  an  economic  point  of  view. 
Statistics  introduced  and  made  part  of 
the  record  show  that,  since  the  incep- 
tion of  the  program,  the  trend  In  market 
prices  of  the  early  varieties  and  the  late 
varieties,  and  the  year  to  year  changes 
in  prices  of  such  plums,  were  not  always 
in  the  same  direction. 

Commodities  which  normally  are  com- 
petitive to  the  early  varieties  of  plums 
are  not  those  which  are  competitive  to 
the  late  varieties  of  plums.     In  normal 
seasons,  shipments  of  cherries,  apricots, 
peaches,    and    nectarines    from    Pacific 
Coast    states    compete    primarily    with 
early  varieties  of  plums,  whereas  Pacific 
Coast  shipments  of  pears,  early  apples, 
grapes,  and  fresh  prunes  compete  pri- 
marily with  shipments  of  the  late  varie- 
ties.   Similarly,    shipments    of    South- 
eastern peaches  normally  are  made  at 
the  same  time  shipments  of  early  plums 
originate  from  California,  whereas  ship- 
ments of  peaches  from  the  remainder  of 
the  United  States  compete  primarily  with 
shipments  of  the  late  varieties.    Ship- 
ments of  the  late  varieties  of  California 
plums   normally   are   made   during   the 
period  when  fruits  and  berries  are  har- 
vested in  the  midwestem  and  eastern 
consuming  areas  in  the  United  States, 
while   shipments   of   early    varieties   of 
California  plums  normally  are  made  be- 
fore the  midwestem  and  eastern  fruit 
harvest  is  under  way.    Differences  in  the 
volumes,  and  times  of  harvest,  of  the  dif- 
ferent fruits  competitive  to  the  early  and 
the   late   varieties   of   California   plums 
have  caused  sharply  contrasting  market- 
ing conditions  to  exist  during  the  .ship- 
ping seasons  of  the  respective  varieties. 
The  marketing  practices  differ  sub- 
stantially for  the  early  varieties  of  Cali- 
fornia plums  as  compared  with  the  late 
varieties.    As  a  rule,  substantial  quanti- 
ties of  the  early  varieties  are  sold  for 
cash  by  growers.    Sales  on  an  f.  o.  b. 
basis  are  of  considerable  importance,  and 
shipments  usually  are  made  of  straight 
carloads  of  single  varieties  of  plums  in 
the  case  of  the  early  varieties.    Of  the 
late  varieties,  practically  no  fruit  is  sold 
by  producers  for  cash,  very  few  f.  o.  b. 
sales  transactions  are  found,  and  practi- 
cally all  sales  are  made  of  carloads  con- 
taining numerous  varieties. 

Under  the  marketing  agreement  and 
order  program.  In  which  all  varieties  of 
California  plums  have  been  considered 
as  a  single  commodity,  a  single  parity 
price  was  determined  for  all  varieties  of 

plums.  In  view  of  the  fact  that  the 
early  and  late  varieties  have  been  han- 
dled generally  under  sharply  contrasting 
marketing  conditions,  it  has  been  ex- 
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tremely  difficult  to  ascertain,  prior  to 
the  issuance  of  regulations  during  a  par- 
ticular season,  whether  or  not  the  season 
price  to  producers   of   all  varieties   of 
plums  would  average  at  or  below  the 
parity  level.     Regulatory  orders,  during 
two  of  the  past  three  seasons,  were  ter- 
minated before  the  completion  of  the 
respective  marketing  seasons.     In  each 
of  these  instances,  while  the  suspension 
of   regulation  took  place  on  the  basis 
that  the  seasonal  average  price  for  all 
varieties  of  plums  would  exceed  the  sea- 
sonal parity  price,  such  action  occurred 
when  current  prices,  and  the  consequent 
seasonal  average  price,  to  producers  of 
plums  of  the  late  varieties  were  below 
the  parity  level  for  all  varieties.    It  was 
Inequitable,   therefore,   to  producers  of 
plums  of  the  late  varieties  to  require 
that  the  existence  of  regulatory  orders 
applicable  to  such  varieties  be  depend- 
ent, in  part,  upon  the  level  of  prices  for 
the  early  varieties  of  plums. 

The  provisions  of  the  marketing 
agreement  and  order,  as  proposed  to  be 
amended,  will  provide  the  proper  means 
for  regulating  separately  shipments  of 
early  varieties  and  late  varieties  so  as 
to  effectuate  the  declared  purposes  of 
•v  the  act.     The  early  and  late  varieties  of 

plums  should  be  included  in  the  same 
marketing  agreement  and  order  pro- 
gram which  regulates  the  handling  of 
fresh  Bartlett  pears,  plums,  and  Elberta 
peaches,  grown  in  the  State  of  Califor- 
nia, because  the  same  growers,  in  many 
Instances,  produce  several  of  these  de- 
ciduous fruits;  most  of  the  handlers  ship 
all  of  these  deciduous  fruits;  and  there 
are  many  problems  common  to  all  of 
such  fruits.  Shipments  of  both  the 
early  and  late  varieties  of  plums  grown 
in  the  State  of  California  are  primarily 
interstate  In  character. 

In    addition,    the    seasonal    average 
prices  which  may  reasonably  be  expected 
to  prevail  in  the  future  for  both  early 
and  late  varieties  of  plums  will  be  at 
levels  below  their  respective  parity  levels. 
The   provisions   of   section    1   of  the 
marketing  agreement  and  §  936.1  Defi- 
nitions of  the  order,  as  proposed  to  be 
amended,   are   applicable   to   the   early 
varieties  and  the  late  varieties  of  plums. 
The  State  of  California  should  continue 
to  be  the  smallest  regional  production 
area    that    is    practicable,    consistently 
with  carrying  out  the  declared  policy  of 
the   act.   because   both  early   and   late 
varieties  of  plums  are  produced  in  all 
of  the  principal  plum  producing  areas — 
approximately  45  counties — throughout 
the  State.     Also,  the  districts  established 
in  the  marketing  agreement  and  order 
should  remain  the  same  with  respect  to 
early  and  late  varieties  since  such  dis- 
tricts Identify  the  principal  commercial 
deciduous  fruit  producing  areas  in  the 
State. 

The  Plum  Commodity  Committee, 
established  under  the  marketing  agree- 
ment and  order  program,  should  con- 
tinue as  the  commodity  committee  to 
recommend  regulations  to  the  Secretary, 
to  submit  budgets  of  expenses  to  the 
Control  Committee,  and  to  make  such 
rules  and  regulations  as  may  be  neces- 
sary to  effectuate  the  terms  and  provi- 
sions of  the  marketing  agreement  and 
order  with  respect  to  all  varieties  of  Call- 
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fornia  plums.  Most  producers  have  or- 
chards in  which  plums  of  the  early  varie- 
ties and  late  varieties  are  grown,  al- 
though the  proportions  of  these  varieties 
vary  in  the  respective  districts.  This  13 
because  most  varieties  of  plums  are  self- 
sterile;  and  therefore  different  varieties 
of  plums  must  be  grown  in  the  same 
orchard  to  achieve  proper  pollination 
and  maximum  fruit  production.  The 
total  tonnage  of  both  early  and  late 
varieties  of  plums  handled  In  each  pro- 
ducing district  should  be  the  basis  for 
determining  the  grower  representation 
on  the  Plum  Commodity  Committee,  and 
thence  on  the  Control  Committee.  Fur- 
thermore, the  competitive  relationships 
In  consuming  markets  of  early  varieties 
and  late  varieties  should  be  taken  Into 
consideration  in  the  recommendation  of 
regulations  for  such  varieties. 

The  Sales  Managers'  Committee,  es- 
tablished under  the  marketing  agree- 
ment and  order  program,  should  con- 
tinue to  attend  the  meetings  of  the  Plum 
Commodity  Committee *when  it  consid- 
ers regulation  by  grades  and  sites  and 
the  establishment  of  minimum  stand- 
ards of  quality  and  maturity  for  any 
variety  of  plums  because  the  members 
of  the  Sales  Managers'  Committee  are 
representatives  of  shippers  who  handle 
not  only  all  varieties  of  plums  but  also 
the  other  California  deciduous  tree  fruits 
covered  by  this  program. 

The  regulation  of  shipments  of  early 
varieties  and  late  varieties  by  grades  or 
sizes,  or  both,  will  tend  to  effectuate  the 
declared   purposes  of   the   act.     Higher 
market  prices  consistently  prevail  for  the 
better  grades  of  plums.     Furthermore, 
the  market  prices  of  plums  of  any  variety 
show  a  unique  and  consistent  correlation 
between  size  and  price,  with  each  larger 
size  normally  associated  with  a  higher 
price,  regardless  of  the  quantities  of  the 
respective  sizes  sold.     Marketing  condi- 
tions affecting  prices  to  producers  of  the 
early  varieties  and  late  varieties  will  tend 
to  be  improved  through  the  limitation 
of  shipments  of  the  less  preferred  grades 
and   sizes   of   the   various   varieties   of 
plums.    Sales  of  plums  are  made  on  a 
varietal  basis;  and.  In  the  past,  the  regu- 
lation of  shipments  by  grades  and  sizes 
has  been  by  varieties.    Under  the  pro- 
gram as  proposed  to  be  amended,  the 
regulation  of  shipments  should  continue 
in^the  same  manner.     According  to  the 
hearing  record,  the  1948  seasonal  average 
price  for  the  early  varieties  was  in  ex- 
cess of  the  parity  level,  while  the  reverse 
was  true  for  the  late  varieties;  and  in 
future  seasons  the  same  or  the  converse 
may  obtain.    Under  such  circumstances, 
regulation  by  grades  and  sizes  may  be 
warranted  only   with  respect  to  early 
varieties  or  late  varieties,  as  the  case 
may  be,  and  regulation  on  the  basis  of 
minimum  standards  may  be  made  effec- 
tive for  the  remaining  varieties  during 
the  same  season. 

The  marketing  agreement  and  order 
should  authorize  the  establishment  and 
maintenance  in  effect  of  such  minimum 
standards  of  quality  and  maturity  for 
early  varieties  and  late  varieties  as  will 
tend  to  effectuate  such  orderly  market- 
ing of  the  particular  varieties  of  plums 
as  will  be  in  the  public  interest.  Such 
action  should  be  taken  during  any  period 


when  the  seasonal  average  price  exceeds 
the  parity  level  for  the  early  varieties  or 
the  late  varieties,  whichever  Is  appli- 
cable. As  in  the  case  of  regulation  by 
grades  and  sizes,  the  minimum  standards 
should,  if  appropriate,  be  established 
separately  for  each  variety  of  plums. 

The  Inspection  and  certification  re- 
quirements of  the  marketing  agreement 
and  order  should  be  coextensive  In  appli- 
cation with  the  changes  resulting  from 
the  segregation  of  plums  Into  early 
varieties  and  late  varieties  In  order  to 
achieve  effective  administration  of  the 
revised  program.  No  changes  In  the  pro- 
visions of  the  marketing  agreement  and 
order,  other  than  those  with  respect  to 
which  the  hearing  was  held,  are  required 
as  a  result  of  the  segregation  of  plums 
Into  early  varieties  and  late  varieties. 

(2)  The  scope  of  section  5  of  the  mar- 
keting agreement  and  S  936.5  of  the  order 
should  be  restricted  to  the  regulation  of 
dally  shipments  of  Bartlett  pears.  These 
sections  apply  to  both  Bartlett  pears  and 
plums,  and  should  be  revised  by  deleting 
therefrom  all  references  to  the  regulation 
of  dally  shipments  of  plums. 

During  recent  seasons,  the  various 
varieties  of  plums  have  been  harvested 
when  possessing  a  greater  degree  of 
maturity  than  prior  to  the  Inception  of 
the  marketing  agreement  and  order  pro- 
gram. Improved  handling  techniques 
have  been  a  decided  factor  resulting  in  an 
Increased  proportion  of  the  fruit  shipped 
being  of  such  maturity.  Due  to  this  ad- 
vanced maturity,  and  the  concomitant 
greater  perishability  of  the  fruit,  it  is 
not  deemed  practicable  to  regulate  daily 
shipments  of  plums.  In  fact,  the  regu- 
lation of  dally  shipments  of  plums,  pur- 
suant to  the  aforesaid  sections,  was 
never  invoked. 

(3)  The  marketing  agreement  and  or- 
der should  be  amended  to  provide  for 
the  establishment,  with  respect  to  each 
fruit  handled  during  a  season,  of  a  single 
rate  of  assessment  as  the  respective  ship- 
per's pro  rata  share  of  the  expenses  in- 
curred relative  to  such  fruit  in  the  ad- 
ministration of  the  program.  The  effect 
of  this  action  will  be  to  combine,  for  a 
particular  fruit,  the  general  overhead 
and  the  regulatory  assessments  provided 
for  under  the  marketing  agreement  and 
order.  This  will  allow  greater  flexibility 
in  establishing  realistic  rates  of  assess- 
ment for  the  various  fruits  regulated. 

The  experience  of  the  Control  Com- 
mittee in  connection  with  the  fiscal  as- 
pects of  the  marketing  agreement  and 
order  program,  during  each  season.  Indi- 
cates that  It  Is  not  possible  to  segregate 
with  precision  the  overhead  from  the 
regulatory  expenses  applicable  to  each 
of  the  respective  fruits.  For  example, 
certain  expenses,  such  as  rent,  salaries, 
telephone  and  telegraph,  utilities,  and 
some  field  expenses,  are  allocable  in  part 
to  both  overhead  and  regulatory  ex- 
penses Incurred  in  consideration  of  pro- 
posed regulations  by  all  commodity  com- 
mittees established  under  the  program. 
Such  partial  expenses,  however,  should 
be  aggregated  with  all  the  regulatory 
expenses  Incurred  in  connection  with 
each  of  the  fruits  separately  in  order  to 
reflect  the  actual  costs  incident  to  the 
seasonal  operation  of  the  program  on  an 
individual  fruit  basis. 


Wednesday,  March  23,  1949 

It  is  manifest,  from  the  operations  of 
the  marketing  agreement  and  order  pro- 
gram, that  the  extent  of  regulation  of 
each  of  the  fruits  covered  thereunder  Is 
not.  on  a  seasonal  basis,  the  same.  The 
evidence  adduced  at  the  hearing  shows 
that  an  unequal  degree  of  regulation  as 
between  the  respective  fruits  during  any 
season,  and  consequently  an  unbalanced 
allocation  of  the  faculties  of  the  Control 
Committee  among  such  fruits,  was  the 
rule,  rather  than  the  exception.  In  fact, 
during  some  seasons,  the  handling  of 
some  of  the  fruits  has  not  been  regulated. 
In  view  of  the  foregoing,  therefore,  the 
value  of  the  services  which  conceivably 
may  result  from  general  overhead  ex- 
penses usually  will  not  be  commensurate 
with  the  volume  of  shipments  of  each 
fruit.  The  provision  for  a  single  rate 
of  assessment  for  general  overhead  ex- 
penses, therefore,  has  proved  through 
experience  to  have  resulted  at  times  in 
an  unfair  burden  upon  shipments  of 
certain  of  the  fruits. 

Flexibility  is  afforded,  under  the  pres- 
ent program,  with  respect  to  the  estab- 
lishment of  the  various  rates  of  asse.ss- 
ment  for  regulatory  expenses  incurred  in 
connection  with  regulation  of  the  differ- 
ent fruits,  since  the  rates  may  be  fixed  on 
an  individual  basis  for  each  such  fruit. 
However,  since  the  total  pro  rata  share 
of  expenses  which  each  handler  must 
bear  consists  of  one  component  (1.  e.,  the 
rate  of  assessment  for  general  overhead 
expenses)  which  Is  fixed  at  the  same  rate 
for  each  fruit,  and  another  component 
<1.  e.,  the  rate  of  assessment  for  regula- 
tory expenses*  which  may  vary  as  be- 
tween fruits,  maximum  flexibility  in  the 
establishment  of  such  total  pro  rata 
share  is  not  achieved. 

The  Secretary  should  have  the  au- 
thority to  increase,  from  time  to  time, 
any  previously  established  rate  of  as- 
sessment for  a  particular  fruit  when 
nece.ssary  to  secure  adequate  funds  to 
cover  any  later  finding  by  him  that  the 
anticipated  income,  derived  from  assess- 
ments to  be  paid  with  respect  to  such 
fruit,  will  not  offset  the  actual  expenses 
to  be  incurred  by  the  Control  Commit- 
tee. Each  such  Increase  in  the  rate  of 
as.sessment  should  be  applicable  to  all 
a.ssessable  fruit  handled  during  the  par- 
ticular season,  since  eack  handler's  pro 
rata  share  of  the  expen.ses  which  the  Sec- 
retary finds  will  be  incurred  for  each 
fruit  under  the  program  should  be  the 
ratio  between  the  total  quantity  of  such 
fruit  handled  by  such  handler  during  a 
given  season  to  the  total  quantity  of  such 
fruit  handled  by  all  handlers  during  the 
same  season. 

At  the  hearing,  testimony  was  offered 
to  the  effect  that  the  Secretary  should 
be  authorized  to  reduce  any  previously 
established  rate  of  assessment  under  cer- 
tain circimistances.  For  example^  in  the 
event  changed  crop  or  £cenomic  condi- 
tions brought  about  an  unexpected 
Increase  In  the  total  quantity  of  a  par- 
ticular fruit  handled,  the  aggregate 
R.sse.ssments  derivable  therefrom  may 
c  xceed  the  amount  of  expenses  estimated 
to  be  incurred  in  connection  with  such 
fruit.  It  was  asserted,  therefore,  that 
the  Secretary  should  be  permitted  to  de- 
crease the  previously  established  rate  of 
assessment.    But,  the  marketing  agree- 
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ment  and  order  provide  that  the  Control 
Committee  shall,  at  the  end  of  each  sea- 
son, credit  each  contributing  shipper  with 
the  excess  of  the  amount  paid  by  such 
shipper  above  his  pro  rata  share  of  the 
expenses.  Consequently,  no  added  pro- 
vision is  needed  to  assure  equitable  par- 
ticipation by  handlers  in  sharing  the  ex- 
penses of  the  program  and  any  credits 
remaining  at  the  close  of  the  season. 

(4)  The  marketing  agreement  and 
order  program  should  be  amended  to  pro- 
vide for  the  Issuance  of  exemption  cer- 
tificates when  minimum  standards  of 
quality  and  maturity  are  in  effect. 

Some  of  the  provisions  of  the  market- 
ing agreement  and  order  authorize  the 
establishment  of  such  minimum  stand- 
ards of  quality  and  maturity  as  will 
effectuate  such  orderly  marketing  of  the 
fruits  covered  by  this  program  as  will  be 
in  the  public  interest.  However,  the  pro- 
visions therein  relating  to  the  Issuance 
of  exemption  certificates  may  not  be 
utilized  during  periods  when  the  regu- 
lation of  shipments  of  fruit  Is  on  the 
basis  of  minimum  standards  of  quality 
and  maturity. 

Under  the  marketing  agreement  and 
order,  a  grower  is  entitled  to  an  exemp- 
tion certificate  when,  by  reason  of  condi- 
tions beyond  his  control,  he  is  prevented, 
becaase  of  a  grade  or  size  regulation  In 
effect,  from  shipping  a  percentage  of  his 
crop  of  a  particular  fruit  equal  to  a 
determined  percentage  of  all  such  fruit 
permitted  to  be  shipped  from  his  dis- 
trict. These  exemption  provisions  are 
designed  to  afford  relief  to  any  grower 
from  the  imposition  of  undue  Inequities 
which,  by  reason  of  conditions  beyond 
his  control,  may  accrue  from  such  regu- 
lations. 

As  provided  in  the  marketing  agree- 
ment and  order,  the  various  commod- 
ity committees  are  authorized  to  rec- 
ommend the  establishment  of  minimum 
standards   of    quality   or   maturity,    or 
both,  to  govern  the  shipment  of  fruit, 
in  terms  of:  (i)  Minimum  standards  of 
maturity;  (ii)  freedom  of  fruit  froia  ma- 
terial waste;  ail)  freedom  of  fruit  from 
material  impairment  of  shipping  q.uality ; 
<lv)  freedom  of  fruit  from  material  im- 
pairment of  edible  quality;  (v)  freedom 
of  fruit  from  serious  damage  to  appear- 
ance; fvl)  minimum  size  requirements ; 
or  (vii)  any  combination  of  the  forego- 
ing.   Evidence  adduced  at  the  hearing 
shows  that  climatic  conditions  and  ex- 
cesses or  shortages  of  water,  which  usu- 
ally   result    from    weather    conditions, 
exert  a  material  bearing  upon  the  growth 
of  the  foregoing  fruits.    Bartlett  pears, 
early    varieties    and    late    varieties    of 
plums,  and  Elberta  peaches  are  grown 
in  producing  areas  where  damage  to  the 
crops  may  occur  as  a  result  of  adverse 
climatic  conditions.     This  Is  especially 
true  of  hail  damage  which,  at  times,  may 
be  localized  and  affect  the  crop  of  an 
Individual  grower  or  the  crops  of  a  few 
growers  in  the  producing  area.     Also, 
lack  of  adequate  rainfall  may  adversely 
affect  the  growth  of  fruit  in  producing 
areas  where   such   fruit  is   not   grown 
under  irrigation.    It  is  possible  for  the 
crop  of  an  individual  grower  to  be  so 
affected  or  damaged,  by  reason  of  such 
conditions,  that  little  or  none  of  such 
crop  could  be  shipped  under  regulation 
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by  minimum  standards  of  quality  and 
maturity  In  the  absence  of  exemption 
provisions.  This  situation  may  conclude 
the  operations  of  such  person  sis  a  pro- 
ducer. The  relief,  therefore,  which 
would  be  afforded  such  producer  by  an 
exemption  certificate  assumes  significant 
statiu-e. 

The  aggregate  searonal  shipments  of  a 
particular  fruit  under  exemption  certifi- 
cates, when  minimum  standards  would 
be  in  effect,  should  not  result  in  any  ap- 
parent decrement  in  the  average  quality, 
Including  the  size,  of  all  fruit  shipped. 
In  this  connection,  the  1948  season  was 
shown  to  have  been  reasonably  normal, 
as  far  as  the  quality  and  size  of  the  fruit 
of  the  respective  crops  were  concerned, 
and  may  be  considered  typical  of  a  sea- 
son during  which  mlnlmiun  standards  of 
quality  and  maturity  may  be  established. 
During  the  1948  sea.son.  2.400  crates  of 
plums  covered  by  exemption  certificates 
were  shipF>ed  as  compared  with  total 
shipments  of  almost  2.900.000  crates  of 
plums  under  grade  and  size  regulations. 
At  the  same  time,  less  than  1,500  pack- 
ages of  Elberta  peaches  were  shipped 
under  exemption  certificates  as  com- 
pared with  total  shipments  of  more  than 
3,800.000  packages  of  Elberta  peaches  un- 
der grade  and  size  regulations.  Simi- 
larly, the  total  quantity  of  fruit  that  may 
be  permitted  to  be  shipped  under  exemp- 
tion certificates  when  minimum  stand- 
ards are  effective  would  tend  toward 
comparable  insignificance;  and  the  ship- 
ment of  such  exempted  fruit  would  not 
impinge  upon  the  orderly  marketing  of 
the  crop  of  such  fruit. 

The  basic  principles  governing  the  is- 
suance of  exemption  certificates  when 
minimum  standards  are  In  effect  should 
be  the  same  as  tho.se  employed  under  the 
marketing  agreement  and  order  when 
grade  or  size  regulations  are  in  effect. 
An  exemption  certificate  should,  there- 
fote,  be  Lssued  to  any  grower  who  fur- 
nishes the  requisite  proof  to  the  appro- 
priate commodity  committee  concerning 
his  eligibility  for  the  exemption  certifi- 
cate. Similarly,  as  prescribed  by  the 
marketing  agreement  and  order,  when, 
because  of  a  general  crop  failure  or  any 
other  unusual  condition  within  a  partic- 
ular district  or  districts,  it  is  not  feasible 
or  would  not  be  equitable  to  issue  exemp- 
tion certificates  to  growers  on  the  basis 
of  the  determined  percentage  of  fruit 
permitted  to  be  shipped  from  the  re- 
spective district,  exemption  certificates 
should  be  issued  to  growers  on  the  basis 
of  the  average  of  all  such  percentages 
for  all  districts. 

Conditions  beyond  the  control  of 
growers  are  In  contrast  to  conditions  re- 
sulting from  the  lack  of  observance  of 
proper  cultural  and  harvesting  practices. 
Proper  cultural  care  and  adequate  thin- 
ning are  necessary  to  produce  fruit  meet- 
ing minimum  standards  of  quality  and 
maturity.  The  lack  of  observance  of 
such  practices  by  growers  in  the  produc- 
tion or  harvesting  of  their  fruit  should 
not  be  considered  as  a  proper  basis  for 
the  issuance  of  exemption  certificates; 
and  it  would  not  be  equitable  to  allow 
growers  who  do  not  properly  cultivate 
or  thin  their  crops  to  be  permitted  to 
ship,  through  the  means  of  exemption 
certificates,  as  large  a  proportion  of  their 
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crops  as  those  growers  who  did  engage  in 
such  cultural  practices. 

Each  commodity  committee  should 
maintain  adequate  records  of  all  appli- 
cations submitted  for  exemption  certifi- 
cates and  of  all  certificates  issued.  Includ- 
ing the  information  used  in  determining 
In  each  instance  the  quantity  of  fruit  to 
be  so  exempted,  and  a  record  of  all  ship- 
ments of  exempted  fruit.  Such  data 
should  be  submitted  from  time  to  time 
to  the  Secretary  in  order  to  assure  proper 
administration  of  these  exemption  pro- 
visions. 

(5)  The  marketing  agreement  and  or- 
der should  be  amended  to  provide  for  a 
season  beginning  on  March  1  of  each 
year  and  ending  on  the  last  day  of  Feb- 
ruary of  the  following  year.  The  pur- 
pose of  this  amendment  is  to  advance 
the  commencement  of  each  season  one 
month  ahead  of  the  beginning  of  the 
season  as  such  term  is  now  defined.  This 
should  be  done  because  many  of  the 
actions  by  the  Control  Committee  are 
subject  to  the  requirements  of  the  Ad- 
ministrative Procedure  Act  (5  U.  S.  C. 
1001  et  seq. )  and.  therefore,  may  involve 
a  substantial  period  of  time  prior  to  their 
becoming  effective!  Furthermore,  this 
change  will  permit  a  more  orderly  func- 
tioning of  the  agency,  established  to  ad- 
mlnl.ster  the  provisions  of  the  marketing 
agreement  and  order  program,  by  pro- 
viding additional  time,  prior  to  the  first 
shipments  of  the  respective  fruits,  for 
the  agency  to  prepare  for  a  season's  op- 
erations. Evidence  shows  that  ship- 
ments of  the  fruits  subject  to  regulation 
generally  occur  during  a  marketing  pe- 
riod extending  from  May  10  to  November 
15.  which  is  within  the  new  definition  of 
the  term  "season." 

Conjunctionally  with  the  foregoing, 
appropriate  changes  should  be  made  in 
the  provisions  of  the  marketing  agree- 
ment and  order  relating  to: 

(i»  The  respective  terms  of  office  of 
members  selected  to  serve  on  the  Control 
Committee  and  the  commodity  commit- 
tees. 

(ii)  The  dates  prior  to  which  nomina- 
tions for  membership  on  such  commit- 
tees are  required  to  be  submitted  to  the 
Secretary,  and 

(iii)  The  period  to  be  con.sidered  for 
the  purpose  of  conducting  biennial  ref- 
erenda 

so  that  the  time  specifications  therein 
will  continue  to  have  the  same  relation- 
ship to  the  beginning  of  each  season  as 
Is  now  the  case. 

(6)  The  provisions  of  the  marketing 
agreement  and  order  should  be  amended 
by  deleting  the  references  therein  to  con- 
fidential employees.  Experience  in  ad- 
ministering the  program  has  indicated 
that  all  employees  of  the  Control  Com- 
mittee, because  of  their  duties,  handle 
Information  of  a  confidential  nature  con- 
cerning the  operations  of  the  respective 
shippers.  The  manager  should  receive 
all  reports  and  other  data  required  to  be 
submitted  by  shippers.  Abo,  the  mana- 
ger should  take  such  precautions  as  may 
be  neces-sary  to  assure  that  the  em- 
ployees of  the^ommittee  do  not  disclose 
any  of  the  confidential  information  con- 
tained in  such  reports  and  data  except  as 
provided  in  the  marketing  agreement  and 
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order,  which  set  forth  explicitly  the  man- 
ner in  which  such  information  Is  to  be 
handled.  The  activities  of  the  employees 
of  the  conmiittee.  as  is  consistent  with 
good  business  practice,  are  under  the 
direction  of  such  agency;  and  the  evi- 
dence of  record  reveals  that  there  is  no 
need  for  continuing  the  designation  of 
"confidential  employees"  each  season. 

(7)  Provision  should  be  made  for  the 
modification,  suspension,  or  termination 
by  the  Secretary  of   any  or   all   regu- 
lations Issued  pursuant  to  the  market- 
ing agreement  and  order.   This  authority 
should  be  stated  explicitly  in  order  to 
indicate  clearly  the  plenary  power  of  the 
Secretary  with  respect  to  the  regulatory 
activity.     Such  action  by  the  Secretary 
should  be  authorized  to  be  predicated 
not  only  on  the  basis  of  a  commodity 
committee's  recommendation  but  also  on 
the  basis  of  such  other  Information  as 
may    be    available   to   him.     Provision 
should  also  be  made  whereby  each  com- 
modity committee  may  recommend  to 
the  Secretary  the  modification,  suspen- 
sion, or  termination  of  any  or  all  regu- 
lations pursuant  to  the  program;  and 
such  committees  should  forward  to  the 
Secretary,  with  each  such  recommenda- 
tion, all  pertinent  Information.    The  rec- 
ord shows  that,  especially  in  Instances 
where  sudden  changes  occur  in  growing 
or  marketing  conditions  so  as  to  war- 
rant an  immediate  modification  of  an 
existing  regulation,  the  committee  should 
promptly   apprise   the  Secretary   of  its 
recommendation  in  that  regard.     Each 
modification  relaxing  a  regulation  in  ef- 
fect should  be  made  effective  promptly 
In  order  to  permit  fruit  which  meets  the 
requirements  of  the  modified  regulation 
to  be  shipped  as  soon  as  practicable  to 
consuming  markets. 

General  findings.  (IV  The  marketing 
agreement,  as  hereby  proposed  to  be 
amended,  and  the  order,  as  hereby  pro- 
posed to  be  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 
(2>  The  marketing  agreement,  as 
hereby  proE)osed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be  amended, 
regulate  the  handling  of  Bartlett  pears, 
early  plums,  late  plums,  and  Elberta 
peaches  grown  in  the  State  of  California 
in  the  same  manner  as.  and  are  appli- 
cable only  to  persons  in  the  respective 
classes  of  industrial  and  commercial  ac- 
tivity, specified  in  the  marketing  agree- 
ment upon  which  hearings  have  been 
held: 

(3>  The  marketing  agreement,  as 
hereby  proposed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be 
amended,  are  limited  in  their  applica- 
tion to  the  smallest  regional  production 
area  that  is  practicable,  consistently 
with  carrying  out  the  declared  policy  of 
the  act;  and  the  issuance  of  several  or- 
ders apnjicable  to  subdivisions  of  such 
regional  production  area  would  not  effec- 
tively carry  out  the  declared  policy  of 
the  act;  and 

(4)  The  marketing  agreement,  as 
hereby  proposed  to  be  amended,  and  the 
order,  as  hereby  proposed  to  be  amended, 
prescribe,  so  far  as  practicable,  such  dif- 
ferent terms,  applicable  to  different  parts 
of  the  production  area,  as  are  necessary 
to  give  due  recognition  to  the  differences 


in  production  and  marketing  of  the  fruit 
covered  thereby. 

It  Is  hereby  found  and  proclaimed 
that:  (1)  The  purchasing  power  of  early 
varieties  of  plums  and  late  varieties  of 
plums,  respectively,  grown  in  the  State  of 
California,  cannot  be  satisfactorily  de- 
termined from  available  statistics  of  the 
Department  of  Agriculture  with  respect 
to  the  period  August  1909-July  1914;  <2) 
the  purchasing  power  of  such  fruit  can 
be  satisfactorily  determined  from  avail- 
able statistics  of  the  Department  of  Agri- 
culture with  respect  to  the  period  Janu- 
ary 1.  1920,  to  December  31,  1928,  both 
dates  inclusive;  and  (3)  the  period  Janu- 
ary 1.  1920.  to  December  31.  1928.  both 
dates  inclusive,  is  the  base  period  for  de- 
termining the  purchasing  power  of  such 
fruit. 

Amendments  to  the  marketing  agree- 
ment and  order.  Annexed  hereto  and 
made  a  part  hereof  are  two  docu- 
ments entitled,  respectively,  "Agreement 
Amending  the  Marketing  Agreement,  as 
amended.  Regulating  the  Handling  of 
Fresh  Bartlett  Pears,  Plums,  and  Elberta 
Peaches  Grown  in  the  State  of  Califor- 
nia" and  "Order  Amending  the  Order,  as 
amended.  Regulating  the  Handling  of 
Fresh  Bartlett  Pears.  Plums,  and  Elberta 
Peaches  Grown  in  the  State  of  Califor- 
nia" which  have  been  decided  upon  as 
the  appropriate  and  detailed  means  of 
effecting  the  foregoing  conclusions. 
These  documents  shall  not  become  effec- 
tive unless  and  until  the  requirements  of 
§  900.14  of  the  aforesaid  rules  of  practice 
and  procedure  governing  proceedings  to 
formulate  marketing  agreements  and 
marketing  orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  this 
decision  except  the  annexed  agreement 
amending  the  marketing  agreement  be 
published  in  the  Federal  Register.  The 
regulatory  provisions  of  the  said  agree- 
ment amending  the  marketing  agree- 
ment are  identical  with  those  contained 
in  the  said  amendatory  order  which  will 
be  published  with  this  decision. 

This  decision  filed  at  Washington. 
D.  C,  this  18th  day  of  March  1949. 

[seal!  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

Order  '  Amending  the  Order,  as  Amended. 
Regulating  the  Handling  of  Fresh 
Bartlett  Pears.  Plums,  and  Elberta 
Peaches  Grown  in  the  State  of  Cali- 
fornia 

§  936.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed except  Insofar  as  such  flndinps 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 


•  This  order  Bhall  not  become  effective  un- 
less and  until  the  requirements  of  J  900.14  of 
the  rules  of  practice  and  procedure  govern- 
Ing  proceedlntt  to  formulate  marketing  agree- 
ments and  marketing  orders  have  been 
met. 
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(a>  Findings  on  the  b<isis  of  the  hear- 
ing record.  Pursuant  to  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.  S.  C.  and  Sup.  I  601  et 
seq. )  and  the  rules  of  practice  and  proce- 
dure effective  thereunder  (7  CFR  and 
Supps.  900.1  et  seq.;  13  F.  R.  8585  •.  a 
public  hearing  was  held  at  Sacramento. 
California,  beginning  on  December  6, 
1948,  upon  proposed  further  amend- 
ments to  the  marketing  agreement  and 
Order  No.  36  (7  CFR,  Cum.  Supp..  Part 
936)  regulating  the  handling  of  fresh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  in  the  State  of  California. 
Upon  the  basis  of  the  evidence  introduced 
at  such  hearing,  and  the  record  thereof, 
It  is  found  that: 

(1)  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend 
to  effectuate  the  declared  policy  of  the 
act; 

(2)  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  Bartlett  pears,  early  varieties 
of  plums,  late  varieties  of  plums,  and  El- 
berta peaches  grown  in  the  State  of  Cali- 
fornia in  the  same  manner  as,  and  is  ap- 
plicable only  to  persons  in  the  respective 
cla.-ises  of  industrial  and  commercial  ac- 
tivity, specified  in  the  marketing  agree- 
ment upon  which  hearings  have  been 
held; 

<3»  The  said  order,  as  amended  and  as 
hereby  further  amended,  is  limited  in  its 
application  to  the  smallest  regional  pro- 
duction area  that  Is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  the  act;  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  such  regional  production  area  would 
not  effectively  carry  out  the  declared 
policy  of  the  act;  and 

i4i  The  said  order,  as  amended  and 
as  hereby  further  amended,  prescribes, 
."so  far  as  practicable,  such  different 
terms,  applicable  to  different  parts  of  the 
production  area,  as  are  necessary  to  give 
due  recognition  to  the  differences  in  pro- 
duction and  marketing  of  the  fruit 
covered  thereby. 

It  Is  hereby  found  and  proclaimed 
that:  (1)  The  purchasing  power  of  early 
varieties  of  plums  and  late  varieties  of 
plums,  respectively,  grown  In  the  State 
of  California,  cannot  be  satisfactorily  de- 
termined from  available  statistics  of  the 
Df'partment  of  Agriculture  with  respect 
to  the  period  August  1909-July  1914;  (2) 
the  purchasing  pwwer  of  such  fruit  can 
be  satisfactorily  determined  from  avail- 
able statistics  of  the  Department  of  Agri- 
culture with  respect  to  the  period  Janu- 
ary 1.  1920.  to  December  31.  1928.  both 
dates  Inclusive;  and  (3)  the  period  Janu- 
ary 1.  1920.  to  December  31.  1928.  both 
dates  inclusive,  is  the  base  period  for  de- 
termining the  purchasing  power  of  such 
fruit. 

It  is  therefore  ordered,  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  fresh  Bartlett  pears,  early  vari- 
eties of  plums,  late  varieties  of  plums, 
and  Elberta  peaches  grown  In  the  State 
of  California  shall  be  In  conformity  to, 
and  in  compliance  with,  the  terms  and 
conditions  of  said  order,  as  amended  and 
as  hereby  further  amended;  and  such 
order  is  hereby  amended  as  follows : 
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1.  Delete  the  provisions  of  i  936.1  (d) 
and  insert  in  lieu  thereof,  the  following: 

(d)  "Fruit"  means  any  one  or  more  of 
the  following  types  of  deciduous  fruit  and 
designated  varietal  groupings  of  plums 
grown  in  the  State  of  California  and 
shipped  In  fresh  form:  (1)  Bartlett  pears; 
(2)  Elberta  peaches;  (3)  early  varieties 
of  plums,  consisting  of  plums  of  the 
Beauty,  Formosa,  Santa  Rosa,  and  Cli- 
max varieties;  and  (4)  late  varieties  of 
plums,  consisting  of  plums  of  all  vari- 
eties other  than  those  listed  in  subpara- 
graph (3)  of  this  paragraph. 

2.  In  §  936.1  (h)  delete  the  dates  "April 
1"  and  "March  31"  and  Insert,  in  lieu 
thereof.  "March  1 "  and  "the  last  day  of 
February",  respectively. 

3.  Delete  §936.1  <j)  and  redesignate 
§936.1  (k)  and  §936.1  d)  as  §936.1  (J) 
and  §  936.1  (k).  respectively. 

4.  In  the  second  sentence  of  §  936.2  (a) 
delete  the  date  "March  1"  and  Insert,  in 
lieu  thereof,  "February  1 '. 

5.  In  the  second  sentence  of  §  936.2  (e) 
delete  the  date  "February  15"  and  insert, 
in  lieu  thereof.  "January  15 '. 

6.  In  §  936.2  (k)  delete  the  dates 
"March  15"  and  "April  1"  and  insert,  in 
lieu  thereof.  "February  15"  and  "March 
1",  respectively. 

7.  Revise  §936.2  (s)  (4)  to  read  as 
follows : 

<4)  To  employ  a  manager  who  shall, 
among  other  duties,  act  as  the  secretary 
of  the  Control  Committee,  all  commodity 
committees,  and  the  Sales  Managers' 
Committee  established  pursuant  hereto; 
to  employ  such  other  employees  as  it 
deems  necessary;  to  determine  the  salary 
and  duties  of  such  manager  and  other 
employees;  and  to  authorize,  if  the  com- 
mittee deems  such  to  be  necessary,  the 
manager  to  employ  temporarily,  subject 
to  such  limitations  and  qualifications  as 
may  be  specified  by  the  committee,  such 
persons  as  the  manager  deems  necessary, 
and  to  determine  the  salaries  of  such  per- 
sons, which  salaries  shall  be  reasonable 
and  within  the  limitations  of  the  budget 
and  such  other  limitations  as  may  be 
prescribed  by  the  committee,  and  to  de- 
fine the  respective  duties  of  such  persons; 

8.  Delete  the  following  words  which  ap- 
pear In  the  first  sentence  of  §  936.4  (O 
(2»:  "In  paragraph  (a)". 

9.  Delete  §936.4  <e) ;  redesignate 
S  936.6  to  read  "§  936  6a ';  and  add  the 
following  as  a  new  §  936.6 : 

§  936.6  Modification,  suspension,  or 
termination.  Whenever  a  commodity 
committee,  established  hereunder  for  a 
particular  fruit,  deems  It  advisable  to 
modify,  suspend,  or  terminate  any  or  all 
of  the  regulations  issued  pursuant  hereto 
for  such  fruit  or  any  variety  or  varieties 
thereof.  It  shall  so  recommend  to  the 
Secretary.  With  each  such  recommen- 
dation submitted  to  the  Secretary,  the 
commodity  committee  shall  forward  the 
Information  upon  which  it  acted  in  mak- 
ing such  recommendation.  If  the  Secre- 
tary finds,  upon  the  basis  of  such  recom- 
mendation and  Information  or  from 
other  available  Information,  that  to  mod- 
ify such  regulations  will  tend  to  effectu- 
ate the  declared  policy  of  the  act,  he  .shall 
so  modify  such  regulations.    If  the  Sec- 


1297 

retary  finds,  upon  the  basis  of  such  rec- 
ommendation and  Information  or  upon 
the  basis  of  other  available  information, 
that  any  such  regulations  obstruct  or  do 
not  tend  to  effectuate  the  declared  policy 
of  the  act,  he  shall  suspend  or  terminate 
such  regulations.  The  Secretary  shall 
immediately  notify  such  commodity  com- 
mittee, and  such  committee  shall 
promptly  give  adequate  notice  to  han- 
dlers and  growers,  of  the  issuance  of  each 
order  modifying,  suspending,  or  termi- 
nating any  such  regulations.  In  like 
manner  and  upon  the  same  basis  the 
Secretary  may  terminate  any  such  modi- 
fication or  suspension. 

10.  Revise  §  936.5  to  read  as  follows: 

§  936.5  Regulation  of  daily  ship- 
ments— (a)  Definitions.  As  used  in  this 
section,  the  following  terms  shall  have 
the  following  meanings: 

<1)  "Railroad  assembly  point"  means 
any  railroad  shipping  point  designated 
by  the  Bartlett  Pear  Commodity  Com- 
mittee. 

(2>  "Cold  storage  assembly  point" 
means  any  cold  storage  plant  in  the 
State  of  California. 

(3*  "Shipping  point"  means  any  point, 
in  the  State  of  California,  from  which 
fruit  is  shipped  by  railroad  or  truck. 

(4)  "Arrive"  or  "arrival"  means  (i)  the 
actual  time  of  arrival  of  a  car  of  fruit  at 
a  railroad  assembly  point,  if  such  car 
is  not  pre-cooled  at  such  assembly  point, 
(ii)  the  actual  time  when  pre-cooling  is 
completed  if  the  car  of  fruit  is  pre-cooled 
at  railroad  assembly  point,  or  (iii)  such 
time  subsequent  to  the  actual  delivery  of 
a  car  of  fruit,  or  the  equivalent  thereof, 
at  a  cold  storage  assembly  point  as  the 
commodity  committee  may.  prescribe  by 
rules  and  regulations. 

(5 1  "Cold  storage"  means  retention  of 
fruit  under  refrigeration  in  a  storage 
warehouse  for  such  period  of  time,  at 
such  place,  and  under  such  conditions 
as  the  commodity  committee  may  pre- 
scribe by  rules  and  regulations. 

(6)  "Available"  means  (i)  when  used 
with  reference  to  the  fruit  of  a  shipper 
whose  fruit  is  being  regulated  aM,ssembly 
point,  the  quantity  of  fruit  controlled  by 
him  arriving,  on  a  particular  day.  at  any 
or  all  assembly  points  such  day,  (ii)  when 
used  with  reference  to  the  fruit  of  a  ship- 
per whose  fruit  Is  being  regulated  at 
shipping  point,  the  quantity  of  fruit 
which  he  controls  packed  by  or  for  him 
for  interstate  shipment  and  foreign  ship- 
ment on  the  Continent  of  North  America 
on  such  particular  day  at  such  shipping 
point. 

(7)  "Total  available"  means  the  quan- 
tity of  fruit  available  for  shipment  on  a 
particular  day  by  all  .shippers  whose  ship- 
ments are  regulated  at  shipping  points 
plus  the  quantity  of  fruit,  arriving  on 
such  particular  day  at  all  assembly 
points,  controlled  by  all  shippers  electing 
regulation  at  assembly  points. 

(8)  "Fruit  controlled"  means  fruit  to 
which  the  shipper  has  legal  title  or  fruit 
which  the  shipper  has  been  authorized 
by  the  owner  to  ship. 

(9)  "Ship"  and  "market"  are  synony- 
mous and  mean  to  convey  in,  or  handle 
for  shipment  in,  to  ship  or  cause  to  be 
conveyed  or  handled  for  .shipment  in,  or 
In  any  other  way  to  put  fruit  in,  the 
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channels  of  trade  by  conveying  or  caus- 
ing fruit  to  be  conveyed  by  railroad, 
truck,  boat,  or  any  other  means  whatso- 
ever (except  as  a  common  carrier  of 
fruit  owned  by  another  person).  In  the 
current  of  Interstate  or  foreign  com- 
merce on  the  Continent  of  North  Amer- 
ica, or  so  as  directly  to  burden,  obstruct. 
or  affect  such  commerce. 

(10)  "Shipper"  and  "handler"  are 
synonymous  and  mean  any  person  who 
Bhips.  or  is  engaged  in  shipping,  mar- 
keting, consigning,  or  dealing  in  fruit, 
either  in  person  or  as  or  through  an 
agent,  broker,  representative,  or  other- 
wise, in  the  current  of  interstate  or  for- 
eign commerce  on  the  Continent  of  North 
America,  or  so  as  directly  to  burden,  ob- 
struct, or  affect  such  commerce. 

(11)  "Fruit"  means  Bartlett  pears 
grown  in  the  State  of  California  and 
Bhipped  in  fresh  form. 

( 12 )  "Car  of  fruit"  or  "carload  of  fruit" 
means  such  quantity  of  fruit  as  may  be 
specified  in  the  rules  and  regulations 
adopted  by  the  commodity  committee. 

( 13 1  "Commodity  committee"  or  "com- 
mittee" means  the  Bartlett  Pear  Com- 
modity Committee. 

(b>  Recommendation  of  regulation. 
The  commodity  committee  may,  during 
the  effective  time  of  a  regulation  estab- 
lished pursuant  to  §936.4  <a)  hereof, 
recommend,  from  time  to  time,  to  the 
Secretary  the  establishment  of  a  period 
of  time  during  which  the  daily  shipments 
of  fruit  will  be  regulated.  Such  recom- 
mendation shall  specify  the  period  of 
time  for  regulation  and  the  advisable 
daily  shipments  of  fruit  during  such  pe- 
riod; and  the  Secretary  shall  be  fur- 
nished with  the  information  upon  which 
each  such  recommendation  is  predicated. 

(O  Establishment  of  regulation.  If 
the  Secretary  shall  find,  upon  the  basis 
of  such  Information  and  recommenda- 
tion pursuant  to  the  provisions  of  para- 
graph (b)  of  this  section,  or  upon  other 
Information  available  to  the  Secretary, 
that  the  limitation  of  daily  shipments,  as 
provided  in  this  section,  during  a  regu- 
lation period  will  tend  to  effectuate  the 
declared  policy  of  the  act,  he  shall  estab- 
lish a  regulation  period  and  determine 
the  total  advisable  quantity  of  fruit  to 
be  shipped  daily  to  all  markets,  outside  of 
the  State  of  California  and  on  the  Con- 
tinent of  North  America,  during  such  pe- 
riod: and  the  Secretary  shall  promptly 
notify  the  commodity  committee  of  the 
establishment  of  the  regulation  period. 
The  commodity  committee  shall  give 
such  notice  of  the  establishment  of  the 
regulation  period  as  may  be  reasonably 
calculated  to  bring  such  regulation  to  the 
attention  of  all  interested  persons.  A 
shipper  who  has  made  no  shipment  from 
a  particular  shipping  point  during  the 
particular  season,  and  who  elects  regu- 
lation at  shipping  point  as  provided  in 
this  section,  may  apply  to  the  committee 
for  exemption  from  regulations  pursuant 
to  this  paragraph  of  this  section.  The 
commodity  committee  shall.  If  it  finds 
that  the  shipper  who  has  made  such  ap- 
plication would  otherwise  be  unable  to 
begin  operations  at  said  shipping  point, 
exempt  such  shipper  from  such  regula- 
tion pursuant  to  this  paragraph  of  this 
section  for  a  period  not  to  exceed  sev- 
enty-two (72)  consecutive  hours  follow- 


ing the  packing  of  the  first  fruit  by  such 
shipper  at  such  shipping  point. 

(d)  Election  of  type  of  regulation  by 
shipper.  Each  shipper  desiring  to  ship 
fruit,  during  a  regulation  period,  shall 
promptly  elect  whether  such  fruit  shall 
be  regulated  at  railroad  as.sembly  p)oints, 
cold  storage  assembly  points,  or  shipping 
point;  and  each  shipper  shall  promptly 
advise  the  commodity  committee  with 
regard  to  the  choice  thus  made  by  the 
respective  shipper.  The  fruit  of  any 
shipper  who  fails  to  make  such  election 
shall  be  regulated  at  railroad  assembly 
points  and  cold  storage  assembly  points. 
Except  as  provided  herein,  any  shipper 
electing  regulation  at  assembly  points, 
for  fruit  from  any  particular  shipping 
point,  shall  not  be  eligible  to  elect  regu- 
lation at  any  such  shipping  point  until 
all  of  such  fruit  at  assembly  points  has 
been  released.  Each  shipper  whose  fruit 
is  regulated  at  railroad  assembly  points 
shall  file  with  the  carrier  an  order  direct- 
ing it  to  stop  each  carload  of  the  respec- 
tive shipper's  fruit  at  such  assembly 
points  until  the  release  of  such  fruit  has 
been  ordered  by  the  commodity  com- 
mittee. 

(e)  Reports  by  shippers.  Each  ship- 
per whose  fruit  Is  regulated  at  cold  stor- 
age assembly  points  shall  report  or  au- 
thorize the  cold  storage  companies  to 
report  to  the  commodity  committee  the 
time  when  each  carload,  or  the  equiva- 
lent quantity  thereof,  of  such  fruit  con- 
trolled by  him  entered  a  cold  storage 
assembly  point.  Each  shipper  shall  fur- 
nish or  authorize  th^  cold  storage  com- 
panies to  furnish  to  the  commodity  com- 
mittee the  time  of  entrance  into  cold 
storage  of  each  c«rload,  or  the  equivalent 
thereof,  of  such  fruit  controlled  by  him. 

(f)  Allotment  percentage.  The  allot- 
ment percentage  for  fruit  for  a  particu- 
lar day,  during  a  regulation  period  estab- 
lished pursuant  to  the  provisions  of  this 
section,  shall  be  the  percentage  obtained 
by  dividing  the  total  advisable  quantity 
of  such  fruit  to  be  shipped  that  day, 
determined  by  the  Secretary  pursuant  to 
the  provisions  of  paragraph  (c)  of  this 
section,  by  the  total  available  of  such 
fruit  on  the  second  day  prior  to  such 
particular  day,  as  computed  by  the  com- 
modity committee  pursuant  to  the  pro- 
visions of  this  section.  In  no  case  shall 
the  allotment  percentage  exceed  one 
hundred  <100)  percent.  The  allotment 
percentage  shall  be  calculated  by  the 
commodity  committee:  Provided,  That 
In  the  event  the  allotment  percentage 
for  a  particular  day  cannot  be  calculated, 
pursuant  to  the  foregoing  provisions  of 
this  paragraph,  the  allotment  percentage 
on  the  first  previous  day  on  which  an 
allotment  percentage  can  be  calculated, 
pursuant  to  the  provisions  of  this  para- 
graph, shall  be  u.sed  in  calculating  allot- 
ments for  such  particular  day. 

(g)  Determination  of  allotments  at 
shipping  point.  The  allotment  of  fruit, 
for  a  particular  day,  for  any  shipper  who 
has  elected  to  have  his  shipments  regu- 
lated at  shipping  point,  shall  be  the  re- 
sult obtained  by  applying  the  allotment 
percentage  for  such  day.  calculated  as 
provided  In  this  section,  to  such  shipper's 
component  part  of  the  available  used  In 
determining  the  allotment  percentage. 
No  shipper  whose  fruit  Is  regulated  at 


shipping  point  shall  ship  from  shipping 
point  fruit  In  excess  of  his  allotments: 
Provided.  hou)€ver.  That  the  shipment  of 
less  than  one  (1)  carload  in  excess  of  a 
shipper's  allotment  shall  not  be  a  viola- 
tion of  the  provisions  hereof  If  such  ship- 
per advises  the  commodity  committee, 
with  regard  to  such  overshlpment,  by 
not  later  than  the  end  of  the  day  fol- 
lowing the  day  on  which  such  overshlp- 
ment was  made.    The  quantity  of  fruit 
shipped  In  excess  of  the  allotment,  as 
permitted  pursuant  to  the  provisions  of 
this  paragraph,  shall  be  offset  by  a  re- 
duction of  an  equal  amount  from  the 
respective   shipper's   allotment   for  the 
next  succeeding  day  on  which  such  ship- 
per ships,  or,  if  such  allotment  Is  less 
than  the  overshlpment,  then  such  excess 
shipment  .shall  be  deducted  from  suc- 
ceeding   allotments    until    such    excess 
shipment  has  been  entirely  offset.     If 
any  shipper  ships  less  than  his  allot- 
ment for  a  particular  day,  such  shipper 
may  ship,  only  during  the  next  day  in 
which  such  shipper  is  entitled  to  an  al- 
lotment, a  quantity  equal  to  such  under- 
shipment  in  addition  to  his  allotment: 
Provided,  That  such  undershipment  is 
promptly    reported    to    the    commodity 
committee.    The  committee  shall  deter- 
mine, pursuant  to  the  provisions  hereof, 
each  shipper's  allotment,  and  advise  each 
shipper  relative  to  his  allotment.    Except 
as  provided  In  this  paragraph  and  in 
paragraph   (c)   of  this  section,  and  in 
5  936.7  hereof,  no  shipper  shall  .ship  fruit 
In  excess  of  his  allotment.    The  com- 
modity committee   may,   at  such   time 
and  in  such  manner  as  it  may  prescribe 
In   rules   and   regulations,   require   any 
shipper  to  account  to  it  for  the  disposi- 
tion of  the  quantity  of  fruit  in  excess 
of   the   respective   shipr>er's    allotment. 
Fruit  shipped  pursuant  to  allotments  at 
shipping  points  shall  not  be  detained  at 
assembly  points.     Each  day  on  which 
any  .shipper  who  has  elected  to  have  his 
shipments  regulated  at  shipping  point 
shall  fail  to  pack  for  shipment  and  ship 
frilt  under  the  terms  of  this  paragraph 
shall,  with  respect  to  .such  shipper,  be 
excluded  from  all  calculations  under  this 
paragraph  or  under  paragraph  (f )  of  this 
section. 

(h)  Shipments  from  assembly  points. 
The  quantity  of  fruit  which  may  be 
shipped,  on  any  day  during  a  regulation 
period,  except  the  first  two  days  thereof, 
from  all  assembly  points  by  shippers 
who  have  not  elected  to  have  their  fruit 
regulated  at  shipping  points  shall  be  the 
total  advisable  quantity  to  be  shipped 
that  day,  determined  by  the  Secretary 
pursuant  to  the  provisions  of  paragraph 
(c)  of  this  section,  less  (1)  the  quantity 
of  fruit  shipped  pursuant  to  paragraph 
(g>  of  this  section  by  shippers  electing 
regulation  at  shipping  points  and  arriv- 
ing at  railroad  assembly  points  In  time  to 
depart  that  day,  and  (2)  the  quantity  of 
fruit  which  was  shipped  by  boat,  to  des- 
tinations on  the  Continent  of  North 
America,  by  all  shippers  on  such  prior 
day  as  the  commodity  committee  may 
prescribe  in  rules  and  regulations  ap- 
proved by  the  Secretary:  Provided.  That 
If  the  quantity  of  fruit  that  is  actually 
shipped  on  a  particular  day  is  In  excess 
of  or  less  than  the  quantity  advisable  for 
shipment  on  the  respective  day  then,  in 


such  event,  the  quantity  shipped  on  the 
following  day  shall  be  Increased  or  de- 
creased respectively  by  the  amount  of 
such  excess  shipment  or  undershipment: 
Provided,  further.  That  the  quantity  of 
fruit  which  may  be  shipped  on  each  of 
the  first  and  second  days  of  the  initial 
regulation  period,  or  any  other  regula- 
tion period  which  does  not  immediately 
follow  a  previous  regulation  period,  from 
all  assembly  points  by  shippers  who  have 
not  elected  to  have  their  fruit  regulated 
at  shipping  points  shall  be  that  quantity 
which  is  the  result  of  the  application  of 
the  percentage,  obtained  by  dividing  the 
total  quantity  of  fruit  shipped  by  such 
shippers  during  the  second  day  prior 
thereto  by  the  quantity  shipped  by  all 
shippers  during  such  prior  day,  to  the 
quantity  advisable  to  be  shipped  on  the 
first  and  second  days.  resj>ectively,  of  the 
regulation  period.  The  first  carload  of 
fruit  arriving  at  any  assembly  point  and 
subject  to  regulation  thereat  shall  be  the 
first  carload  released  for  shipment  from 
all  assembly  points  on  any  particular 
day,  and  succeeding  carloads  shall  be  re- 
leased for  shipment  In  the  order  of  ar- 
rival until  the  total  quantity  for  the  par- 
ticular day  has  been  released.  The  maxi- 
mum time  that  cars  may  be  held  in  as- 
sembly points  shall  be  prescribed  by  the 
commodity  committee  in  rules  and  regu- 
lations approved  by  the  Secretary:  Pro- 
vided, That  no  car  shall  be  held  at  any 
as.sembly  point  longer  than  four  '4)  days 
whenever  there  are  any  cars  being  regu- 
lated at  railroad  assembly  points:  Pro- 
vided, further.  That  fruit  shipped  pur- 
suant to  allotments  at  shipping  points 
shall  not  be  detained  at  assembly  points. 
Whenever  any  shipf>er  has  one  or  more 
carloads  of  fruit  at  an  assembly  point  or 
points  which  have  priority  of  shipment  at 
a  given  time,  and  such  shipper  also  has 
other  carloads  which  do  not  have  prior- 
ity, .such  shipper  may  substitute  any  car- 
load without  priority  for  any  carload 
having  such  priority.  The  commodity 
committee  shall,  in  accordance  with  the 
provisions  hereof,  release  fruit,  subject 
to  regulation  at  assembly  points,  for  ship- 
ment from  assembly  points;  and  fruit, 
.subject  to  regulation  at  assembly  points, 
shall  not  be  shipped  from  any  railroad 
a.ssembly  point  or  cold  storage  assembly 
point  until  It  has  been  released  by  the 
commodity  committee. 

(1)  Adjustment  for  shipments  by  boat. 
If  a  shipper  whose  fruit  is  regulated  at 
a.ssembly  point  .ships  by  boat  a  quantity 
of  fruit  to  a  de.stination  on  the  Continent 
of  North  America,  the  commodity  com- 
mittee shall,  on  such  day  or  days  prior 
to  the  expected  arrival  of  the  boat  at 
its  destination  as  may  be  specified  in  the 
rules  and  regulations  adopted  by  the 
committee  and  approved  by  the  Secre- 
tary, adjust  the  priority  of  time  of  release 
of  carloads  then  in  assembly  points  so 
that  no  carload  of  such  shipper's  fruit 
then  in  assembly  points  shall  be  shipped 
until  a  quantity  of  fruit  entering  assem- 
bly points  subsequently  to  the  aforesaid 
carload,  equal  to  the  quantity  of  fruit 
contained  in  said  shipment  by  boat,  has 
been  permitted  to  be  shipped. 

(j)  Prohibition  of  loading.  The  Sec- 
retary may.  in  order  to  effectuate  the  de- 
clared policy  of  the  act,  prohibit  for  a 
period  of  forty-eight  (48)  hours,  upon 
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the  recommendation  of  the  commodity 
committee  supported  by  the  specific  In- 
formation upon  which  such  recommen- 
dation Is  based,  or  upon  the  basis  of  other 
information  available  to  the  Secretary, 
the  loading  of  fruit  for  shipment  to  any 
or  all  railroad  assembly  points:  Provided, 
That  there  shall  elapse  not  less  than 
ninety-six  (96)  hours  between  the  latt 
day  of  one  prohibition  period,  established 
pursuant  to  the  provisions  of  this  section, 
and  the  first  day  of  the  next  succeeding 
prohibition  period.  Any  quantity  of  fruit 
loaded  for  shipment  to  any  cold  storage 
assembly  point,  during  a  prohibition  pe- 
riod, shall  not  be  eligible  for  relea.se  for 
shipment,  except  as  provided  in  para- 
graph (k)  of  this  section,  during  such 
time  as  said  fruit  Is  being  regulated  pur- 
suant to  the  provisions  of  this  section. 
No  shipper  who  shipped  fruit  to  any  or 
all  -  assembly  points  during  the  forty- 
eight  <48)  hours  prior  to  the  beginning 
of  a  prohibition  period,  established  pur- 
suant to  the  provisions  of  this  paragraph, 
shall,  for  a  period  of  forty-eight  (48) 
hours,  succeeding  the  termination  of  the 
respective  prohibition  period,  load  for 
shipment  fruit  to  assembly  points  in  ex- 
cess of  the  quantity  of  such  fruit  loaded 
for  shipment  by  the  respective  shipper 
during  the  period  of  forty-eight  (48) 
hours  immediately  prior  to  the  beginning 
of  such  prohibition  period:  Provided. 
That  any  shipper  who  has  made  no  ship- 
ments from  a  particular  district,  during 
the  particular  season,  before  the  begin- 
ning of  a  prohibition  period,  established 
pursuant  to  the  provisions  of  this  para- 
graph, may  apply  to  the  commodity  com- 
mittee for  exemption  from  such  restric- 
tions applicable  after  the  termination  of 
such  prohibition  period,  and.  if  said  com- 
mittee determines  that  said  restrictions 
operate  inequitably  to  said  shipper  in  a 
particular  district,  said  committee  shall 
exempt  such  shipper  from  such  restric- 
tions, after  a  prohibition  period,  as  are 
provided  in  this  paragraph. 

(k>  Shipment  of  storage  fruit.  Fruit 
In  cold  .storage  shall  not  be  shipped  on 
arry  particular  day  during  a  regulation 
p>erlod,  established  pursuant  to  the  provi- 
sions of  this  section,  unless  the  quantity 
of  fruit  regulated  at  shipping  points  and 
arriving  at  railroad  assembly  points  In 
time  to  depart  during  the  particular  day 
plus  the  quantity  of  the  fruit  eligible  for 
release  at  assembly  points  during  said 
particular  day  is  less  than  the  total  ad- 
visable quantity  of  the  fruit  for  shipment 
on  said  day.  When  the  aforesaid  condi- 
tions exist,  such  fruit  may  be  released 
from  cold  storage  for  shipment,  during 
a  regulation  period.  In  the  same  sequence 
as  that  In  which  such  fruit  has  been 
placed  in  storage:  Provided,  That  such 
releases  for  shipment  from  cold  storage 
on  any  day  shall  be  limited  to  the  amount 
of  the  fruit  advisable  to  be  shipp>ed.  pur- 
suant to  the  provisions  of  this  section, 
less  the  quantity  of  the  fruit  regulated  at 
shipping  ix)ints  and  arriving  at  railroad 
assembly  points  in  time  to  depart  during 
the  particular  day  and  the  quantity  of 
the  fruit  eligible  for  release  at  assembly 
points  on  said  particular  day:  Provided 
further.  That  any  quantity  of  fruit  in 
cold  storage  may  be  substituted  for  the 
same  quantity  of   fruit  eligible   to   be 


shipped  pursuant  to  regvilatlon  at  ship- 
ping points  or  assembly  points. 

(1)  Revision  and  correction  of  reports. 
The  commodity  committee  may  Investi- 
gate and  check  the  accuracy  of  any  re- 
ports filed  pursuant  to  the  provisions  of 
this  section,  and  said  committee  may 
verify  the  same  In  such  manner  as  it 
may  determine;  and,  on  the  basis  of  the 
findings  by  said  committee,  it  may  re- 
vise and  correct  any  such  report.  The 
commodity  committee  shall  prescribe 
rea.sonable  means  whereby  any  grower 
or  shipp>er,  who  may  be  dissatisfied  with 
the  action  taken  by  said  committee,  may 
protest  to  that  committee,  or  its  repre- 
sentative, concerning  the  action  taken 
by  said  committee;  and  in  the  event  of 
such  protest,  the  action  taken  by  the 
committee  shall  be  reconsidered  and  re- 
vised to  any  such  extent  as  the  commit- 
tee may  find  to  be  proper.  Thereafter, 
such  person  protesting,  if  dissati.«fled, 
may  appeal  to  the  Secretary  from  the 
committee's  final  decision  on  said  pro- 
test; and  the  Secretary's  determination 
on  such  appeal  shall  be  conclusive  and 
final. 

(m)  Exceptions.  Cars  containing  two 
hundred  <200)  standard  packages  (as 
specified  in  the  Agricultural  Code  of 
California)  or  less,  or  the  equivalent 
thereof  in  weight,  of  fruit  covered  by  a 
regulation  pursuant  to  the  provisions  of 
this  section  shall  be  exempt  from  such 
regulations:  Provided,  That,  such  ex- 
empted fruit  shall  be  grown  in  the  dis- 
trict from  which  It  is  shipped  or  shipped 
from  a  district  in  which  no  such  fruit 
is  being  harvested  during  the  period  of 
such  regulation. 

11.  Delete  the  first  four  sentences  In 
§  936.8  lb)  and  insert,  in  lieu  thereof,  the 
following:  "Each  shipper  of  a  particular 
fruit  shall,  upwn  demand,  pay  to  the  Con- 
trol Committee  such  shipper's  pro  rata 
share  of  the  exE>enses  which  the  Secre- 
tary finds  will  be  incurred,  as  aforesaid, 
dlirlng  the  current  season  with  respect 
to  such  fruit.  Each  such  shipper's  share 
Of  such  expenses  shall  be  that  proportion 
thereof  which  the  total  quantity  of  such 
fruit  shipped  by  such  shipper  during  said 
season  is  of  the  total  quantity  of  the 
same  fruit  shipped  by  all  shippers  during 
the  same  season.  The  Secretary  shall 
fix  the  rate  of  as.sessment  which  shippers 
of  such  fruit  shall  pay.  The  Secretary 
may,  from  time  to  time,  increase  such 
rate  of  assessment  in  order  to  secure  suf- 
ficient funds  to  cover  any  later  finding 
by  the  Secretary  relative  to  the  expenses 
which  may  be  incurred  during  said  sea- 
son for  such  fruit;  and  such  increa.se 
shall  be  applicable  to  all  such  fruit 
shipped  during  the  season." 

12.  In  the  fir.st  sentence  of  §  936.9  'c) 
delete  the  words  "confidential  employee 
or  confidential  employees"  and  ln.sert,  in 
lieu  thereof,  the  word  "manager." 

13.  Delete  the  last  two  sentences  in 
§  936.9  (c)  and  Insert,  in  lieu  thereof, 
the  following:  "Upon  receipt  of  the  fore- 
going by  the  manager  of  the  Control 
Committee,  he  shall  promptly  have  such 
Information  compiled;  and  a  summary 
of  such  compiled  information  shall  be 
made  available  promptly  to  all  sMppers 
and  other  Interested  parties.  Each  such 
summary,  however,  shall  not  reveal  the 
Identity  of  any  informant.    The  man- 
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ager  and  each  person  engaged  In  the 
preparation  of  any  such  compilation  or 
summary,  shall  not  disclose  any  Infor- 
mation obtained  pursuant  to  this  para- 
graph except  in  the  aforesaid  summary  i 
Provided,  That  the  manager  and  each 
person  engaged,  as  aforesaid,  shall,  if  so 
directed  by  the  Secretary,  submit  all  ol 
said  information,  including  the  original 
reports,  to  the  Secretary  or  such  other 
person  or  persons  as  the  Secretary  may 

14  In  the  last  sentence  of  §  936.10  <b> 
(2)  delete  the  dates  "April  l"  and 
•'March  31"  and  Insert,  in  lieu  thereof. 
"March  1"  and  "the  last  day  of  Febru- 
ary", respectively. 

IF    R.   Doc.   4^2179;    Filed,   Mar.    22,    1949; 
8:59  a.  m.) 


PROPOSED  RULE  MAKING 


[  7  CFR,  Part  936  1 

Pfesh  Bartlett  Pears.  Plums,  and  El- 

BBRTA  PlACHES  GROWN  IN  CaLITORNU 
ORDER     DIRECTING     THAT     REFERENDUM     BE 

conducted;  designation  of  agents  to 
CONDUCT   referendum:    determination 
or  representative  period 
Pursant  to  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  and 
Sup.  601  et  seq.>.  it  is  hereby  directed 
that  a  referendum  be  conducted  among 
the  producers  who.  during  the  period 
March  1, 1948,  to  February  28, 1949.  both 
dates  inclusive  (which  period  is  hereby 
determined  to  be  a  representative  period 
for  the  purpo.se  of  such  referendum), 
were  engaged,  in  the  State  of  California, 
In    the    production    of    Bartlett    pears, 
plums  and  Elberta  peaches  for  shipment 
in  fresh  form,  to  determine  whether  such 
producers  favor  the  issuance  of  an  order 
amending  Order  No.  36,  as  amended  <7 
CFR   Cum.    Supp.,   Part   936;    13   F.   R. 
9488  >.  regulating  the  handling  of  fresh 
Bartlett     pears,     plums,     and     Elberta 
peaches   grown  In  the   State   of   Cali- 
fornia, a  copy  of  which  is  annexed  to  the 
decision  of  the  Secretary  of  Agriculture 
filed  simultaneously  herewith.'     R.  M. 
"Walker,  J.  H.  Bryce.  D.  M.  Rubel,  and 
R.  C.  Beeman  of  the  Fruit  and  Vegetable 
Branch   Production  and  Marketing  Ad- 
ministration, United  States  Department 
of   Agriculture,   are   hereby   designated 
agents  of  the  Secretary  of  Agriculture. 
to  perform.  Jointly  or  severally,  the  fol- 
lowing functions  in  connection  with  the 
referendum : 

(a>   Conduct  the  referendum  in  the 
manner  herein  prescribed: 

(1>  By  giving  opportunity  to  each  of 
the  aforesaid  producers  to  cast  his  ballot 
In  the  manner  herein  authorized,  rela- 
tive to  the  aforesaid  order,  on  a  copy 
of  an  appropriate  ballot  form.  A  co- 
operative association  of  such  producers, 
bona  fide  engaged  in  marketing  fresh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  In  California  or  in  ren- 
dering services  for  or  advancing  the  in- 
terests of  the  producers  of  such  fruit, 
may  vote  for  the  producers  who  are 
members  of,  stockholders  in,  or  under 
contract  with,  such  cooperative  associa- 
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tlon  (such  vote  to  be  cast  on  a  copy  of 
the  appropriate  ballot  form),  and  thp 
vote  of  such  cooperative  association  shall 
be  considered  as  the  vote  of  such  pro- 
ducers. 

(2)  By  giving  public  notice,  as  pre- 
scribed in  (a)  (3)  hereof,  (I)  of  the  time 
during  which  the  referendum  will  be 
conducted;  (ID  that  any  ballots  may  be 
cast  by  mall:  (ill)  that  all  ballots  so  cast 
must  be  addressed  to  J.  H.  Bryce,  Field 
Representative,  Western  Marketing  Field 
Office.  100  Plaza  Building.  921  Tenth 
Street.  Sacramento  14.  California;  and 
(Iv)  of  the  time  prior  to  which  such  bal- 
lots must  be  postmarked. 

(3>  By  giving  public  notice  (1)  by  uti- 
lizing available  agencies  of  public  infor- 
mation (Without  advertising  expense). 
Including  both  press  and  radio  facilities 
In  California;  (11)  by  mailing  a  notice 
thereof  (including  a  copy  of  the  appro- 
priate ballot  form)  to  each  such  coop- 
erative association  and  to  each  producer 
whose  name  and  address  Is  known;  and 
(ill)  by  such  other  means  as  said  referen- 
dum agents  or  any  of  them  may  deem 
advisable. 

(4 )  By  conducting  meetings  of  produc- 
ers and  arranging  for  balloting  at  the 
meeting  places,  if  said  referendum  agents 
or  any  of  them  determines  that  voting 
may  be  conducted  at  meetings.  At  each 
such  meeting,  balloting  shall  continue 
until  all  of  the  producers  who  are  pres- 
ent, and  who  desire  to  do  so,  have  had  an 
opportunity  to  vote. 

(5)  By  giving  ballots  to  producers  at 
each  such  meeting,  and  receiving  any 
ballots  when  they  are  cast. 

(6 1  By  securing  the  name  and  address 
of  each  person  casting  a  ballot:  and  in- 
quiring Into  the  eligibility  of  such  person 
to  vote  in  the  referendum. 

(7)  By  giving  public  notice  of  the  time 
and  place  of  each  meeting  authorized 
hereunder  by  posting  a  notice  thereof,  at 
least  two  days  in  advance  of  each  such 
meeting  place,  and  in  two  or  more  public 
places  within  the  applicable  area;  and. 
so  far  as  may  be  practicable,  by  giving 
additional  notice  In  the  manner  pre- 
scribed in  paragraph  (a)  .(3>  hereof. 

(8)  By  forwarding  to  J.  H.  Bryce.  100 
Plaza  Building,  921  Tenth  Street,  Sacra- 
mento 14,  California,  immediately  after 
the  close  of  the  referendum,  the  follow- 

( i »  A  register  containing  the  name  ana 
address  of  each  producer  and  each  coop- 
erative association  of  producers  to  whom 
a  ballot  form  was  furnished; 

(II)  A  register  containing  the  name 
and  address  of  each  producer  and  each 
cooperative  association  of  producers  from 
whom  an  executed  ballot  was  received; 

(III)  All  of  the  ballots  received  by  the 
resp)ective  referendum  agent  In  connec- 
tion with  the  referendum,  together  with 
a  certificate  to  the  the  effect  that  the  bal- 
lots forwarded  are  all  of  the  ballots  cast 
and  which  were  received  by  the  respective 
agent  during  the  referendum  period; 

(iv)  A  statement  showing  when  and 
where  each  notice  of  referendum  posted 
by  said  agent  was  posted  and.  If  the  notice 
was  mailed  to  producers,  the  mailing  list 
showing  the  names  and  addresses  to 
which  the  notice  was  mailed  and  the  time 
of  such  mailing;  and 


(v)  A  detailed  statement  reciting  the 
method  used  In  giving  publicity  to  such 
referendum. 

(9)  By  appointing  any  farm  adviser  In 
charge  of  any  county  agricultural  exten- 
sion office,  and  by  authorizing  the  chair- 
man of  the  State  Production  and  Market- 
ing Administration  committee  to  appoint 
any  member  or  members  of  a  county 
Agricultural    Conservation    Association 
committee,  located  in  California,  and  by 
appointing   any   other   persons   deemed 
necessary  or  desirable,  to  assist  said  ref- 
erendum   agents    in    performing    their 
duties  hereunder.    Each  such  person  so 
appointed  shall  serve  without  compensa- 
tion, and  may  be  authorized  by  the  said 
referendum  agents  or  any  of  them  to  per- 
form any  or  all  of  the  functions  set  forth 
In  paragraphs  (a)  (5).  (6).  (7).  and  (8) 
hereof  (which.  In  the  absence  of  such  ap- 
pointment of  subagents.  shall  be  per- 
formed by  said  referendum  agents)   In 
accordance  with  the  requirements  herein 
set  forth. 

(b)  Upon  receipt  by  J.  H.  Bryce  of  all 
ballots  cast  In  accordance  with  the  prov 
visions  hereof,  and  such  other  Informa- 
tion and  data  as  may  be  required  pur- 
suant hereto,  he  shall  forward  the  ballots, 
together  with  the  information  and  data, 
to  the  Fruit  and  Vegetable  Branch.  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agriculture. 
Washington  25.  D.  C.     The  Fruit  and 
Vegetable  Branch  shall  canvass  the  bal- 
lots and  prepare  and  submit  to  the  Sec- 
retary a  detailed  report  covering  the  re- 
sults of  the  referendum,  the  manner  in 
which  the  referendum  was  conducted,  the 
extent  and  kind  of  public  notice  given, 
and  all  other  information  pertinent  to 
the  full  analysis  of  the  referendum  and 
Its  results. 

(c)  Each  referendum  agent  and  ap- 
pointee pursuant  hereto  shall  not  refu.se 
to  accept  a  ballot  submitted  or  cast;  but 
should  they  or  any  of  them  deem  that  a 
ballot  should  be  challenged  for  any  rea- 
son, or  If  such  ballot  Is  challenged  by  any 
other  person,  said  agent  or  appointee 
shall  endorse  above  his  signature,  on  the 
back  of  said  ballot,  a  statement  that  such 
ballot  was  challenged,  by  whom  chal- 
lenged, and  the  reason  therefor;  and  the 
number  of  such  challenged  ballots  shall 
be  stated  when  they  are  forwarded  as 
provided  herein. 

(d)  All    ballots    shall    be   treated    as 
confidential. 

The  Director  of  the  Prult  and  Vegetable 
Branch.  Production  and  Marketing  Ad- 
ministration. United  States  Department 
of  Agriculture.  Is  hereby  authorized  to 
prescribe  additional  Instructions,  not  in- 
consistent with  the  provisions  hereof,  to 
govern  the  procedure  to  be  followed  by 
the   said   referendum   agents   and    ap- 
pointees in  conducting  said  referendum. 
Copies  of  the  aforesaid  amendments  to 
the  order  may  be  examined  at  the  Office 
of  the  Hearing  Clerk,  United  States  De- 
partment of  Agriculture,  Washington  25. 
D.  C,  or  obtained  from  the  Western  Mar- 
keting Field  Office  of  the  Fruit  and  Vepe- 
table  Branch,  Production  and  Marketing 
Administration,  at  100  Plaza  Building. 
921     Tenth     Street,     Sacramento     14, 
Cahfornia. 


Wednesday,  March  23,  1949 

Ballots  to  be  cast  In  the  referendum 
may  be  obtained  from  any  referendum 
agent,  and  any  appointee  hereunder. 

Done  at  Washington.  D.  C,  this  18th 
day  of  March  1949. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.   R.    Doc.    49  2181;    Filed.   Mar.   22.    1949; 
8:59  a.  m.] 

DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 
[  25  CFR,  Part  130  1 

Flathead  Indian  Irrigation  Project, 
Montana 

proposed  order  nxiNG  operation  and 
maintenance  charges 

March  14,  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11. 
1946  (Pub.  Law  404— 79th  Cong..  60  Stat. 
238  >  and  authority  contained  in  acts 
of  Congress  approved  August  1.  1914; 
May  18,  1916;  March  7,  1928  i38  Stat. 
583,  25  U.  S.  C.  385;  39  Stat.  1942;  and 
45  Stat.  210,  25  U.  8.  C.  387)  and  by  vir- 
tue of  authority  delegated  by  the  Sec- 
retary of  the  Interior  to  the  Commis- 
sioner of  Indian  Affairs  September  11. 
1946  (11  F.  R.  10279)  and  by  virtue  of 
authority  delegated  by  the  Commissioner 
of  Indian  Affairs  to  the  District  Direc- 
tor September  14.  1946,  notice  is  hereby 
given  of  intention  to  modify  S§  130.24. 
130.26  and  130  28  of  Title  25,  Code  of 
Federal  Regulations,  dealing  with  Ir- 
rigable lands  of  the  Flathead  Indian  Ir- 
rigation Project  that  are  subject  to  the 
jurisdiction  of  the  several  Irrigation 
DLstricts. 

Charges  applicable  to  all  Irrigable 
lands  In  the  Flathead  Indian  Irrigation 
Project  that  are  Included  in  the  Irriga- 
tion District  Organizations  and  are  sub- 
ject to  the  Jurisdiction  of  the  three  Ir- 
rigation Districts. 

S  130  24  Charges.  Pursuant  to  a  con- 
tract executed  by  the  Flathead  Irriga- 
tion District,  Flathead  Indian  Irrigation 
Project,  Montana,  on  May  12,  1928.  as 
supplemented  by  later  contracts  dated 
February  27.  1929.  March  28.  1934.  and 
August  26.  1936,  notice  Is  hereby  given 
of  intention  to  fix  an  assessment  of  $138.- 
200  for  the  season  of  1950  for  the  oper- 
ation and  maintenance  of  the  irriga- 
tion system  which  serves  that  portion 
of  the  project  within  the  confines  of  and 
under  the  Jurisdiction  of  the  Flathead 
Irrigation  District.  This  assessment  in- 
volves an  area  of  approximately  67,- 
595.8  acres;  does  not  Include  any  land 
held  In  trust  for  Indians,  and  covers  all 
proper  general  charges  and  project  over- 
head. 
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8  130.^6  Charges.  Pursuant  to  a  con- 
tract executed  by  the  Mission  Irrigation 
District.  Flathead  Indian  Irrigation 
Project,  Montana,  on  March  7.  1931,  ap- 
proved by  the  Secretary  of  the  Interior 
on  April  21,  1931,  as  supplemented  by 
later  contracts  dated  June  2,  1934  and 
August  26,  1936,  notice  Is  hereby  given 
of  Intention  to  fix  an  assessment  of 
$24,300  for  the  season  of  1950  for  the 
operation  and  maintenance  of  the  irri- 
gation system  which  serves  that  portion 
of  the  project  within  the  confines  of. 
and  under  the  Jurisdiction  of,  the  Mis- 
sion Irrigation  District.  This  assess- 
ment involves  an  area  of  approximately 
12.357.0  acres;  does  not  Include  any  land 
held  In  trust  for  Indians,  and  covers  all 
proper  general  charges  and  project 
overhead. 

8  130  28  Charges.  Pursuant  to  a  con- 
tract executed  by  the  Jocko  Valley  Irriga- 
tion District,  Flathead  Indian  Irrigation 
Project,  Montana,  on  November  13,  1934, 
approved  by  the  Secretary  of  the  Interior 
on  February  26, 1935,  as  supplemented  by 
a  later  contract  dated  August  26,  1936, 
notice  Is  hereby  given  of  intention  to  fix 
an  assessment  of  $13,000  for  the  season 
of  1950  for  the  operation  and  mainte- 
nance of  the  irrigation  system  which 
serves  that  portion  of  the  project  within 
the  confines  of,  and  under  the  Jurisdic- 
tion of.  the  Jocko  Valley  Irrigation  Dis- 
trict. This  assessment  Involves  an  area 
of  approximately  5,579.4  acres;  does  not 
Include  any  land  held  in  trust  for  In- 
dians, and  covers  all  proper  general 
charges  and  project  overhead. 

The  foregoing  propo.sed  amendments 
are  to  become  effective  for  the  Irrigation 
sea.son  of  1950  and  continue  in  effect 
thereafter  until  further  notice. 

Interested  persons  are  hereby  given 
opportunity  to  participate  In  preparing 
the  proposed  amendments  by  submitting 
their  views  and  data  or  argument  in 
writing  to  Paul  L.  Fickinger,  Regional 
Director.  U.  S.  Indian  Service.  804  North 
29th  Street,  Billings,  Montana,  within  30 
days  from  the  date  of  the  publication  of 
this  notice  of  intention  in  the  dally  issue 
of  the  Federal  Register. 

Paul  L.  Fickinger, 
Regional  Director. 

(F.   R.   Doc.   49-2117;    Filed,   Mar.   22,    1949; 
8:45  a.  m.l 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 
[  26  CFR,  Part  184  ] 

Production  of  Brandy 

NOTICE    OF    proposed    RULE-MAKINO 

A  notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act,  ap- 
proved June  11.  1946,  that  the  regula- 
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tlons  set  forth  In  tentative  form  below 
are  propwsed  to  be  prescribed  by  the 
Commissioner  of  Internal  Revenue,  with 
the  approval  of  the  Secretary  of  the 
Treasury.  Prior  to  the  final  adoption  of 
such  regulations,  consideration  will  be 
given  to  any  da*a,  views,  or  arguments 
pertaining  thereto,  which  are  submitted 
in  writing.  In  duplicate,  to  the  Commis- 
sioner of  Internal  Revenue,  Washington 
25.  D.  C,  within  the  period  of  30  days 
from  the  date  of  this  notice  in  the  Fed- 
eral Register.  The  propased  regulations 
are  to  be  Issued  under  the  authority  of 
.sections  3036  and  3176.  Internal  Revenue 
Code  (26  U.  S.  C,  3036  and  3176'. 

[seal]  Geo.  J.  Schoeneman, 

Commissioner  of  Internal  Revenue. 

1.  Sections  184.242  and  184.245  of  Reg- 
ulations 5  (26  CFR,  Part  184  >,  approved 
February  28.  1940.  are  amended  as  here- 
inafter provided. 

2.  The  purpose  of  these  amendments 
Is  to  simplify  the  procedure  relating  to 
the  addition  of  burnt  sugar  or  caramel 
to  brandy  at  fruit  distilleries  and  internal 
revenue  bonded  warehouses. 

5  184  242  Sweetening  properties.  The 
burnt  sugar  or  caramel  added  to  brandy 
shall  not  contain  any  substantial  quan- 
tity of  sugar  which  has  not  been  caramel- 
ized, or  possess  any  material  sweetening 
properties.     (Sees.  3036,  3176,  I.  R.  C.) 

§  184.245  Addition  to  packages  in 
warehouse.  Burnt  sugar  or  caramel  may 
be  added  to  packages  of  brandy  In  ware- 
house only  where  the  brandy  is  unmer- 
chantable by  rea.son  of  being  deficient  In 
color  and  It  Is  shown  that  the  failure  to 
properly  color  the  brandy  prior  to  the 
filling  of  the  packages  was  due  to  no 
negligence  or  fault  of  the  distiller.  In 
such  cases,  application  must  be  filed  with 
the  district  supervisor  by  the  distiller  or 
warehouseman,  showing  the  serial  num- 
bers of  the  barrels,  the  name  of  the  pro- 
ducing distiller,  and  the  necessity  for  the 
addition  of  the  burnt  sugar  or  caramel 
to  the  brandy.  The  district  supervLsor 
may  permit  the  addition,  under  the  im- 
mediate supervision  of  the  storekeeper- 
gauger,  of  burnt  .sugar  or  caramel,  con- 
forming with  §  184.242,  to  each  of  the 
barrels,  after  the  brandy  has  been  re- 
gauged  for  tax-payment  and  prior  to  the 
purchase  and  affixing  of  the  tax-paid 
stamps  to  the  barrels.  (Sees.  3036  and 
3176.  I.  R.  C.) 

3.  This  Treasury  decision  shall  be  ef- 
fective on  the  31st  day  following  the  date 
of  Its  publication  In  the  Federal  Reg- 
ister. 

4.  This  Treasury  decision  Is  Issued  un- 
der the  authority  contained  in  sections 
3036  and  3176,  Internal  Revenue  Code 
(26  U.  S.  C.  3036  and  3176 ». 

IP.   R.   Doc.   49-2178;    Filed.    Mar.   22,    1949; 
8:58  a.  m.J 
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NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

Military  Govirnment  roR  Germany 

(U.  S.) 

IXPORT-IMPORT  INrORMATlON 

Instructions  and  Memoranda  con- 
trolling exports  from  Germany  and  im- 
ports into  German^,  published  in  14  F.  R. 
244  January  18.  1949.  amended  in  14 
F  R  660.  February  15.  1949.  and  14  F.  R. 
1066.  March  9. 1949.  are  further  amended 
by  the  addition  of  Amendment  "A".  JEIA 
Instruction  No.  1  [Revision  No.  11.  and 
Regulation  No.  1.  JEIA  Instruction  No.  1 
I  Revision  No.  1),  as  follows: 

JEIA  INSTSUCTION  No.   1 

(Revision  No.  1.  Amdt.  "A"] 

(Effective  Date  February  8.  1949) 

Svbjbct:  Expobt  Procedue* 

Paragraph  10  of  JEIA  Instruction  No.  1. 
Bevlalon  No.  1.  la  hereby  amended  to  read 
asloUows: 

10.  Prior  approval  of  export  contract*  by 
JEIA  or  VfW  will  b«  required  only  for  ex- 
ports within  the  following  categories: 

(a)  (1)  The  export  of  commodities,  the 
manufacture  or  handling  of  which  Is  pro- 
hibited or  otherwlae  controlled  by  Allied 
Control  Authority.  Control  Council  Law  No, 
♦3.  or  any  other  Military  Government  regula- 
tion, and  commodities  listed  In  Appendix  B 
must  have  the  prior  approval  of  Main  Office 
JEIA.  (Advice  regarding  the  commodities 
whoec  export  is  prohibited  by  Military  Gov- 
ernment regulations  will  be  obtained  from 
JEIA  Branch  Offices.) 

(U)  All  contracts  covering  exports  to 
countries  other  than  (one)  member  countries 
of  the  Organization  for  European  Economic 
Cooperation  (OEEC)  and  their  monetary 
areas  listed  as  follows:  Austria.  Belgium. 
Italy,  Luxembourg,  Norway,  the  Netherlands. 
Denmark.  France.  Greece.  Ireland.  Iceland. 
Portugal,  the  United  Kingdom,  Sweden, 
Switzerland,  Turkey,  and  the  British  United 
States  Zone  of  the  free  Territory  of  Trieste; 
(two)  all  countries  of  the  Sterling  area;  and 
(three)  the  United  States.  Canada  and  New- 
foundland, must  have  the  prior  approval  of 
Main  Office  JEIA. 

(b)  Export  of  commodities  listed  in  Ap- 
pendix C  must  have  the  prior  approval  of 
VfW  or  competent  German  authority  desig- 
nated by  VfW. 

(c)  All  processing  contracts  must  be  sub- 
mitted to  VfW  or  competent  German  au- 
thority designated  by  VfW  for  approval,  ex- 
cept cases  Involving  payment  In  kind  or 
partially  In  cash  and  partially  In  kind  which 
will  be  submitted  to  JEIA  Main  Office  after 
VfW  approval. 

(d)  All  contracts  which  contain  provisions 
restricting  the  sale  or  distribution  of  German 
goods,  commodities,  and  services  abroad  (see 
para  7  (a)  above),  shall  be  subject  to  pro- 
visions of  JEIA  Operational  Memorandum 
No.  31.  dated  15  September  1948.  and  shall 
be  submitted  to  the  appropriate  JEIA  Branch 
Office  for  approval  before  any  export  Is  made 
thereunder  or  before  any  ECD  Is  submitted 
to  the  Aussenhandelsbank. 
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NOTICES 


proved  and  Issued  by  the  AuMenhandelabank 
Bhall  be  In  accordance  with  Regulation  No.  1 
to  be  Issued  under  this  Instruction. 

Dttt«  of  Issue:  February  B.   1949. 

JCA  IMST«UCT10N  No.   1 

I  Revision  No.  1.  Reg.  No.  1] 

(BfTectlve  Date  February  10.  1949) 

StJBJSCT:  CDrrincATCB  or  Approval  fob 

EXFOBTS 
OBJSCT 

1.  To  prescribe  a  procedure  whereby  ap- 
proval may  be  obtained  from  JEIA  or  VfW  for 
the  export  of  commodities  whose  export  Is 
restricted  by  paragraph  10  (a)  and  (b)  of 
JEIA  Instruction  No.  1,  Revision  No.  1. 

CHlTmCATI  OF  AFPBOVAL  FOB  BXPOtT 

a  ExporU  falling  within  the  categories  of 
paragraph  10  (a)  and  (b)  aforementioned 
shall  be  exported  only  after  the  Issuance  of 
a  Certificate  of  Approval.  Certificates  of  Ap- 
proval shall  be  uniform  and  in  form  as  at 
Annex  A  hereto. 

3  A  Certificate  of  Approval  may  be  Issued 
only  in  connection  with  a  firm  export  con- 
tract commitment:  It  shall  cover  the  com- 
modlty  or  commodities  specified  In  the  con- 
tract for  sale  only  to  the  purchaser  named 
In  the  contract;  and.  It  shall  be  valid  only 
for  the  duration  of  the  contract.  An  exporter 
may  apply  for  a  Certificate  of  Approval  Im- 
mediately upon  the  making  of  an  export  con- 
tract commitment. 

KXPORT8   RWJtnBlNO    J«IA    APPBOVAt 

4.  Commodities  and  contracU  referred  to 
in  paragraph  10  (a)  of  JEIA  Instruction  No.  1, 
First  Revision,  shall  be  approved  only  pur- 
suant to  the  following  procedvire : 

The  exporter  shall  apply  for  the  Certlflcat* 
of  Approval  by  submitting  direct  to  Main 
Office.  JEIA.  Export  Branch.  Frankfurt 
a  Main,  the  filled  out  forms  of  the  Certificate 
of  Approval  In  triplicate,  accompanied  by  a 
signed  copy  of  his  export  contract  or  other 
record  of  the  contract  commitment.  Upon 
approval,  the  Main  Office  will  sign  the  Certifi- 
cate of  Approval  In  triplicate,  forward  the 
original  and  one  copy  thereof  to  the  exporter 
and  retain  one  copy,  together  with  the  copy 
of  the  contract,  for  Its  flies.  Each  signed  Cer- 
tificate of  Approval,  shall  be  dated  and  as- 
signed a  serial  number  starting  with 
JEIA/  CAOOOl.  '  JEIA  will  note  on  the  Certifi- 
cate of  Approval  In  the  appropriate  space 
"VfW  Approval  not  required". 

•    IXPOBT8    EEQUIRINC    BOTH    JEIA    AITO    VfW 
APPROVAL 

B.  Commodities  and  contracts  to  which  pro- 
visions of  both  paragraphs  10  (a)  and  (b) 
of  JEIA  .Instruction  No.  1,  First  Revision, 
apply,  shall  be  approved  only  pursuant  to  the 
following  procedure: 

The  exporter  will  follow  the  procedure  and 
JEIA  will  act  thereon  as  set  forth  In  para- 
graph 4  above,  except  that  the  signed  Certifi- 
cates of  Approval,  together  with  the  contracts, 
will  be  transmitted  to  the  VfW  for  approval 
or  disapproval.  Upon  approval,  the  VfW  will 
sign  the  certificate  and  forward  the  original 
and  one  copy  to-tt»e  exporter,  retaining  one 
copy  and  the  copy  of  the  contract  for  Its  files. 
Where  the  Certificate  of  Approval  has  been 
assigned  a  JEIA  CA  number,  VfW  will  not 
number  the  certificate. 


Wednesday,  March  23,  1949 
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The  transmittal  of  contracts  to  Main  Office 
JEIA  or  VfW  for  approval,  the  Issue  of  the 
required  Certificate  of  Approval  and  the  sub- 
mission cf  the  Certificate  of  Approval  to  an 
Aussenhandelsbank  before  any   ECD  la  ap- 


EXPOBTS   REQUIRING   VfW   APPROVAL 

fl.  Commodities  referred  to  In  paragraph 
10  (b)  of  JEIA  Instruction  No.  1.  First  Re- 
vision, shall  be  approved  only  pursuant  to  the 
following  procedure: 


The  exporter  shall  apply  for  the  Certifi- 
cate of  Approval  by  submitting  to  the  VfW 
the   filled   out   forms  of   the    Certificate   of 
Approval    In    triplicate    accompanied    by    a 
signed  copy  of  his  export  contract  or  other 
record   of   the   contract   commitment.     The 
VfW  shall  have  the  responsibility  of  Issuing 
a   Certificate   of   Approval.     Upon   approval, 
the    VfW    will   sign    the   CerUflcate    of    Ap- 
proval In  triplicate,  forward  the  original  and 
one   copy   to   the   exporter,   and   retain   one 
copy  together  with  the  copy  of  the  contract 
for   Its   files.     Each   Certificate   of   Approval 
shall    be    dated,    assigned    a   serial    number 
starting  with  VfW/CA/0001.  and  signed  by 
the    responsible    VfW    official.     Where    no 
JEIA  approval  is  required.  VfW  will  note  on 
the   Certificate   of   Approval   In   the   appro- 
priate space  'JEIA  Approval  not  required". 

ACTION    BT    AU8.SENHANDELSBANK 

7.  (a)  The  exporter  wlU  file  the  original 
Certificate  of  Approval  with  his  Aussen- 
handelsbank. Thereafter  upon  submission 
of  an  ECD  by  the  exporter,  the  Aussenhan- 
delsbank shall  (1)  screen  the  ECD  against 
the  Certificate  of  Approval  to  ascertain  that 
the  export  has  been  approved  and  that  the 
quantity  of  export  U  within  the  limitation 
stated  In  the  Certificate  of  Approval,  and 
(2)  In  proper  cases.  In  the  space  provided 
for  JKIA  or  VfW  approval,  stamp  the  ECD 
"Certificate  of  Approval  filed"  and  Indicate 
on  the  ECD  the  date  of  the  Certificate  of 
Approval  and  Its  serial  number.  The  Aus- 
senhandelsbank shall  also  record  on  the 
original  Certificate  of  Approval,  which  Is  re- 
tained In  the  files  of  the  AussenhandeUbank. 
the  serial  number  of  all  ECDe  approved,  date 
of  approval  and  quantity  of  export  under 
each  ECD. 

(b)  As  soon  as  ECDs  have  been  Issued  for 
the  total  of  exports  covered  by  the  Certifi- 
cate of  Approval,  the  Certificate  of  Ap- 
proval shall  be  marked  "Fulfilled""  by  the 
Aussenhandelsbank.  No  further  ECI^  may 
be  approved  under  authority  of  such  cer- 
tificate. Filed  copies  of  expired  Certificates 
of  Approval  shall  be  stamped  Expired  "  upon 
the  date  of  their  expiry. 

(c)  It  Is  the  responsibility  of  the  Aus- 
senhandelsbank under  paragraph  8  of  JEIA 
Instruction  No.  1.  First  Revision,  not  to  ap- 
prove any  ECD  that  is  not  covered  by  a  valid 
Certificate  of  Approval  as  required  under 
this  Regulation. 

APPLICATION      TO      EXPORT      UNDER      CONTRACTS 
APPROVED  PRIOR  TO  t  DEC.  1»4S 

8.  No  Certificate  of  Approval  Is  needed  to 
complete  exports  on  shipments  made  under 
export  contracts  approved  by  JEIA  prior  to 
1  Dec.  1948.  In  such  cases,  the  exporter 
shall  present  the  approved  export  contract 
together  with  the  ECD  to  the  Aussenhandels- 
bank. and  the  Aussenhandelsbank  shall  en- 
dorse on  the  ECD  "No  Certificate  of  Approval 
required— Export  contract  approved  by 
JEIA'  and  shall  Indicate  the  approving 
Branch  Office  serial  number  of  the  contract 
and  date  of  approval.  The  Aussenhandels- 
bank shall  accept  such  prior  JEIA  approval  In 
place  of  the  JEIA  or  VfW  Certificate  of 
Approval  as  set  forth  In  this  regulation  and 
Issue  the  ECD  under  the  terms  and  condi- 
tions set  forth  In  JEIA  Instruction  No.  1. 
First  Revision.  The  Aussenhandelsbank  shall 
also  make  appropriate  notation  of  the  ECDs 
Issued  on  the  copy  of  the  contract. 

BULK    SHIPMENTS 

9.  When  several  export  shipments  are  made 
under  a  single  export  contract,  each  ship- 
ment requires  a  separate  ECD  for  presenta- 
tion to  the  Customs.  This  applies  equally 
whether  the  contract  was  approved  by  JEIA 


prior  to   1   December   1948.  a  Certificate  of  Acting  piU-SUant  to  the  foregoing  au- 

Approval  has  been  Issued,  or  for  which  no  thority.   the  "Organization  of  the  Civil 

certificate  of  Approval  u  required.  Aeronautics  Adfr^nistration"  Is  amended 

Date  of  Issuance:  February  10,  1949.  by     eliminating     subpart     designations. 

For  the  Director  General.  adopting  new  section  numbers,  and  add- 

_"  ing  a  new  section  18.  as  follows: 
CiiARLEs  E.  Bingham. 

Director,  general  provisions 

Foreign  Trade  Division.  Sec. 

1.  General.     •     •     • 
[seal]  Edward  P.  Witsell. 

Major  General  administrative  offices 

The  Adjutant  General.  H-  Office  of  the  Administrator.     •     •     • 

A«rKET  "A"  ^2-  ^'"^  Officers.     •      •      • 

ANNEX     A  j3    Qffice  of  Airports.     •      •      • 

Pursuant  to  Regulation  No.  1  of  JEIA  In-  14.  Office  of  Aviation  Safety.     •      •      • 

structlon   No.    1.   First   Revision  15    Office  of  Federal  Airways.     •      •      • 

16.  Office  of  Business  Management.     •     •     • 

certificate  of  approval  ^^    o^^^  Jf  f.^^j^  operations.     •     •     • 

Number  JEIA/CA ,o     ..•      «t                  ..  •           •->        i               s 

Pa^g  18.  Atr  Navigation   Development 

Valid  xmtu" ".'.""." ..I  Board — <a)   Establishment.       The     Air 

(Expiry  of  Navigation   Development   Board    (here- 

contract)  after  called  the  "Board")  has  been  estab- 

- lished  within  the  Civil  Aeronautics  Ad- 

(Name  of  extorter)  ministration  by  virtue  of  a  charter  of 

-         agreement  cosigned  by  the  Secretary  of 

(AQuress)  Defen.se  on  October  29,   1948,  And  the 

Is" authorized' to  export  V/J^JLV™.^^^^^^  Secretary  of  Commerce  on  November  2, 

1948.    The  action  to  establish  the  Board 

was  taken  pursuant  to  authority  con- 

tained  in  the  Civil  Aeronautics  Act  of 

(Description,  sales  price  and  quantity  of  1933   and   section    161   of   the   Revised 

to  beconsigned'^'t?'""'*'""'  Statutes  of  the  United  States,  and   in 

"(Name  and  address  of  '  accordance  with  recommendations  of  the 

consignee)  Research  and  Development  Board  of  the 

sold  to: National  Military  Establishment  for  the 

(Name  and  address  of  purchaser)  development  of  a  nation-wide  air  navlga- 

under  contract  dated- tion  system  to  serve  the  needs  of  civilian 

- and  non-tactical  military  aviation  and 

Export   of  the  above  commodities  may  be  capable  of  useful  integration  with  any 

made  in  one  or  several  shipments  under  the  air   defense   system   established    by   the 

aforementioned  contract.  National  Military  Establishment. 

VfW  approval:                JEIA  approval:  <b»   Powers  and  duties  of  the  Board. 

— 'D  The  Board  shall  formulate,  and  from 

— time  to   time   modify   as   it   may   deem 

To  be  filled  out  by  exporter,  either  printed  necessary,  a  unified  program  for  research 

or  tyj)ewritten.  ^^  ^^^  development  of  aids  for  a  common 

\i    R.  Doc.  49  2150;  Piled.  Mar.  22,  1949;  national  system  of  air  navigation  and  air 

8;53a  m|  traffic   control    (hereinafter  called  "the 

common  system"")  to  serve  the  needs  of 

civilian  and  non-tactical  military  avia- 

DEPARTMENT  OF  COMMERCE  tlon  but  being  capable  of  useful  integra- 

_,  .,  .                .      Aj    •   •  »    »•»  ^^^^  ^'•^^  ^"y  *''"  defense  system  gstab- 

Civil  Aeronautics  Administration  jj^hed  by  the  National  Military  Establi-sh- 

(Arndt.  3]  ment.    In  so  doing,  the  Board  shall  be 

^  guided  by  the  operational  requirements 

URGANizATioN  ^j  non-tactlcal  military  aviation  as  well 

miscellaneous  amendments  as   of   air   carriers,   private   pilots   and 

The  Secretary  of  Commerce  is  author-  °^^^'"  ^jy"^  Vf  ^'"^  °'  ^^«  ,^*j:  space  as 
izod  to  prescribe  regulations,  not  in-  transmitted  by  or  through  the  Air  Co- 
consistent  with  law.  for  the  government  ordinating  Committee,  and  shall  evolve 
of  his  Department,  the  conduct  of  its  f '^f  T  ^T  k"^  greatest  possible 
officers  and  clerks,  the  distribution  and  "^o^^k  L'"'^  ""t^'n" .  .  .  .  v, 
performance  of  its  business,  and  the  '2'  The  Board  shall  integrate  to  the 
custody,  use.  and  preservation  of  the  maximum  extent  possible  the  national  se- 
records.  papers,  and  property  appertain-  ^""^^  requirements  for  the  common  sys- 
ing  to  it  (see  R.  S.  161;  5  U.  S.  C.  22).  Jf"^  as  transmitted  by  or  through  the 
The  Administrator  of  Civil  Aeronautics  ^fsearch  and  Development  Board  and 
Is  empowered  to  perform  such  acts,  to  ^^^  non-tactical  operational  require- 
conduct  such  Investigations,  to  issue  and  !?f,f' °kJ  Tu''?u^u  '^a^^Ti  ^'  h?"^ 
amend  such  orders,  and  to  malce  and  ^l"?,^„^!„?' !^°"^^  ^^' t/ h^T'"^*"^^; 
amend   such   general   or   soecial   rules  *"^  Committee.     Where  such  classes  of 

reg'ulatlonTand  p^ocedu^e  "pur^liant  to  S'^Xmln^'th^rXlltl^Lil^ht^o'lS 

-„^ i  »     »      ru  *v-           11          r  *i-  shall  determine  the  relative  weicht  to  be 

and  consistent  with  the  provisions  of  the  accorded  to  each  class  and  Inform  the 

Civil     Aeronautics     Act     of     1938.     as  Research  and  Development  Board  and 

amended,  as  he  shall  deem  necessary  to  the  Air  Coordinating  Committee  thereof, 

carry  out  such  provisions  and  to  exercise  No  action  shall  be  taken  by  the  Board  on 

and  perform  his  powers  and  duties  under  the  basis  of  such  determinations  until  a 

the  act  (see  sec.  205.  52  Stat.  984;  49  reasonable  time  has  been  given  to  the  Re- 

U.  S.  C.  425;  5  F.  R.  2107.  2421).  search  and  Development  Board  and  the 
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Air  Coordinating  Committee  for  com- 
ment. 

(3  >  The  Board  shall  supervise  the  con- 
duct of  all  common  system  research  and 
development  projects.  Utilizing  the  con- 
tractual and  legal  facilities  of  the  Admin- 
istrator of  Civil  Aeronautics,  the  Board 
shall  allocate  and.  with  due  regard  to  ex- 
isting commitments,  may  reallocate  all 
common  system  research,  development 
and  test  projects  and  funds  therefor  by 
contract  or  other  arrangements  with  gov- 
ernment agencies,  universities,  commer- 
cial organizations,  or  other  organizations. 
The  Board  shall  not  itself  operate  any 
laboratories  or  pilot  plants. 

•  4)  The  Board  shall  prepare  a  single 
comprehensive  budget  for  all  research 
and  development  on  the  common  system. 
Funds  appropriated  for  the  common  sys- 
tem shall  be  expended  only  in  further- 
ance of  that  system  pursuant  to  pro- 
grams formulated  by  the  Board.  No 
agency  or  group  of  the  National  Mili- 
tary Establishment  or  the  Department  of 
Commerce  shall  initiate  or  maintain  any 
research  or  development  projects  on  the 
common  system  or  any  part  thereof  with- 
out the  express  authorization  of  the 
Board. 

'5)  The  Board  shall  be  guided  by  the 
advice  of  the  Research  and  Development 
Board  with  respect  to  (i>  the  economic 
soundness  of  such  budgetary  planning  for 
research  and  development  in  connection 
with  the  common  system  as  may  be  with- 
in the  field  of  intere.st  of  the  Research 
and  Development  Board;  (ii)  planning 
policies  from  the  standpoint  of  national 
security;  (ill)  the  balance  of  emphasis 
to  be  placed  on  the  various  phases  of  the 
common  system  program;  (iv>  coordina- 
tion of  the  common  system  program  with 
programs  of  marine,  land,  and  tactical 
air  navigation  and  air  defense;  (v»  the 
maximum  amount  of  re.search  and  de- 
velopment effort  and  facilities  which  may 
be  made  available  for  the  common  sys- 
tem by  the  National  Military  Establish- 
ment; and  <vi)  which  projects  shall  be 
cla.ssed  as  common  system  projects  as 
differentiated  from  tactical  projects. 

<c>  Organization.  (1)  In  accordance 
with  the  terms  of  the  charter,  the  Board 
shall  consist  of  four  full-time  represent- 
atives, one  each  for  the  Army,  the  Navy, 
the  Air  Force,  and  the  Civil  Aeronautics 
Administration.  Each  appointment  to 
the  Board  shall  be  subject  to  the  prior 
concurrence  of  the  heads  of  the  other 
three  agencies  concerned.  No  action 
may  be  put  into  effect  on  any  matter  be- 
fore the  Board  without  the  concurrence 
of  all  members,  exclusive  of  the  Chair- 
man. 

<2>  The  Board  shall  have  a  Chairman 
who  shall  not  otherwise  be  employed  by 
the  Government  and  who  may  serve  on 
a  part-time  basis.  The  Chairman  shall 
be  appointed  by  the  Secretary  of  Com- 
merce with  the  concurrence  of  the  Sec- 
retary of  Defen.se. 

(3)  The  Board  shall  have  a  Director 
of  Development  selected  by  the  Secretary 
of  Defense  after  receiving  the  recom- 
mendation of  the  Board.  The  Director 
of  Development  shall  sujiervise  and  di- 
rect the  common  system  program  in 
accordance  with  policies  and  require- 
ments of  the  Board. 
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(4>  The  Administrator  of  Civil  Aero- 
nautics shall,  within  the  limits  of  avail- 
able Board  appropriations,  provide  ade- 
quate staff  for  the  effective  conduct  of 
the  work  of  the  Board.  In  making  staff 
appointments,  the  Administrator  shall 
consider  the  recommendations  of  the 
Director  of  Development  made  with  the 
approval  of  the  Board. 

(d)   Administration.    The  Board  may 
establish   such   rules   of   administration 
and  procedure  as  it  may  need  which  are 
not  inconsistent  with  the  provisions  of 
its  charter ;  however,  except  as  set  forth 
In  (D   through  (3t   of  this  section,  the 
Board  is  responsible  to  the  Administra- 
tor of  Civil  Aeronautics,  and  it  shall  be 
subject  to  all  administrative  policies  and 
procedures  to  the  same  extent  as  any 
other  unit   of   the   Administration,   ex- 
cept where  specifically  exempted  there- 
from in  writing  by  the  Administrator. 
Exceptions  shall  exist  with  respect  to. 
( 1  >   The  powers  and  duties  of  the  Board 
described  in  subparagraph  (5»  of  para- 
graph <  b ) ;  <  2  >   reports  to  be  made  by  the 
Chairman   to  the  Secretaries   of   Com- 
merce and  Defense  from  time  to  time 
on  the  general  progress  of  the  Boards 
work    with   such   recommendations    for 
amendment  to  the  charter  as  he  may 
deem  necessary:  and  (3)   final  determi- 
nations on  substantive  matters  on  which 
the  Board  cannot  reach  agreement,  and 
on  which  the  Administrator's  determi- 
nation is  not  acceptable  to  all  members 
of  the  Board  exclusive  of  the  Chairman. 
Such  matters  may.  at  the  request  of  any 
member  of  the  Board,  be  referred  to  the 
Secretaries   of  Commerce   and  Defense 
Jointly  for  final  determination. 

(e»  Public  relations.  The  public  may 
secure  information  or  make  submittals 
or  requests  by  communicating  with  the 
Executive  Secretary.  Air  Navigation  De- 
velopment Board.  Civil  Aeronautics  Ad- 
ministration. A-9.  Room  5126.  Depart- 
ment of  Commerce  Building.  Washing- 
ton 25.  D.  C. 

WASHINGTON     NATIONAL    AIRPORT 

31.  Office  of  the  Airport  Administrator.  •  •  • 

AnONAUTICAL    CINTD 

41.  Gerieral.     •     •     • 

REGIONAL     omCIS 

61    Gi'neTal.     •     •     • 

62.  Organization.     •     •     • 


63.  Location. 


roRKiGN  omcta 


61.  Cteneral.     •     •     • 

62.  Organization.     •     •     • 

63.  Location.     •     •     • 

(R    S    161:  52  Stat.  984:  5  U.  S.  C.  22; 
49  U.  S.  C.  425;  6  F.  R.  2107,  2421 ) 

This  amendment  shall  become  effec- 
tive upon  publication  In  the  Pidiral 
Registeb. 

[sEALl  D.  W  Rentzel. 

Administrator  of  CivU  Aeronautics. 


Approved : 

John  R.  Alison, 
Acting  Secretary  of  Commerce. 

IF.   R.   Doc.   49-2162;    Pllfd.   Mar.   22.    1»«: 
8:54  a.  m.i 


NOTICES 

FEDERAL   COMMUNICATIONS 
COMMISSION 

[Docket  No.  7185) 
Lake  Broadcasting  Co..  Inc. 

ORDER    designating   APPLICATION   FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Lake  Broadcasting 
Company,  Incorporated.  Gary.  Indiana. 
Docket  No.  7185.  F.le  No.  BP-4341;  for 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Wa.shington,  D.  C.  on  the  11th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  re- 
questing a  permit  to  construct  a  new 
standard  broadcast  station  to  operate 
on  the  frequency  1270  kilocycles,  with  1 
kilowatt  power,  unlimited  time  In  Gary. 

Indiana; 

It  is  ordered.  That,  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application  is 
designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission,  upon  the  follow- 
ing Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
thase  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve  ob- 
jectionable Interference  with  stations 
WHBF.  Rock  Island.  Illinois  and  WMRO. 
Aurora.  Illinois,  or  with  any  other  exist- 
ing broadcast  stations  and.  If  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable interference  with  the  services 
proposed  in  any  other  pending  applica- 
tions for  broadcast  facilities  and.  if  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  service 
to  such  areas  and  populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations  with  par- 
ticular reference  to  the  areas  and  popu- 
lations which  may  be  expected  to  receive 
satisfactory  service. 

It  is  further  ordered.  That  Rock  Island 
Broadcasting  Company,  licensee  of  Sta- 
tion WHBF.  Rock  Island.  Illinois  and 
WMRO.  Incorporated,  licensee  of  Station 
WMRO,  Aurora.  Ellnols  are  made  parties 
to  this  proceeding. 

FEDBLAL   COIOCUNICATXONS 
COIOCSSION, 

[StALl         T.  J.  Slowie. 

Secretary. 


[P.   R.   Doc.   4»-2159:    Filed.   Mar.   22,    1M9; 
8:66  a.  m.] 


[Docket  Nob.  7942.  92561 

Abe  Lapides  and  Bowung  Green 
State  University 

ORDER  designating   APPUCATIONS  FOR   90N- 
SOUDATED  HEARING  ON  STATED  ISSUES 

In  re  applications  of  Abe  Lapides,  Pon- 
tiac,  Michigan.  Docket  No.  7942.  File  No. 
BP-5331:  Bowling  Green  State  Univer- 
sity Bowling  Green.  Ohio.  Docket  No. 
9256,  File  No.  BP-7061 ;  for  construction 
permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  lOlh  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
each  requesting  authority  to  construct  a 
new  standard  broadcast  station  on  the 
frequency  of  730  kilocycles ;  Abe  Lapides. 
Pontiac.  Michigan,  requesting  the  power 
of  1  kilowatt,  daytime  only  using  a  di- 
rectional antenna  and  Bowling  Green 
State  University  requesting  the  power  of 
250  watts,  daytime  only: 

It  is  ordered.  That,  pursuant  to  section 
309  >a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding,  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
Individual  applicant  and  of  the  officers. 
Board  of  Trustees  and  members  of  Bowl- 
ing Green  State  University  to  construct 
and  operate  the  proposed  stations. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  stations  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
area^  propo.sed  to  be  served. 

4.  To  determhie  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  interference  with  stations 
WPIT,  Pittsburgh,  Pennsylvania,  and 
CBL,  Toronto.  Canada,  or  with  any  other 
existing  broadcast  stations  and,  if  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  in- 
volve objectionable  Interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadca.st  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  In  compliance  .with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations,  and  with 
the  provisions  of  NARBA. 

7.  To  determine  on  a  comparative  ba- 
sis which,  if  either,  of  the  applications  in 
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this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That,  WPIT  Inc., 
licensee  of  Station  WPIT.  Pittsburgh. 
Pennsylvania.  Is  made  a  party  to  this 
proceeding. 

Federal  Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

|F    R.    Doc.   49-2158;    Filed.   Mar.    22,    1949; 
8:55   a.  m.J 


[Docket  No.  8606) 
Susquehanna  Broadcasting  Co.  (WSBA) 

ORDER   designating  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Susquehanna 
Broadcasting  Company  (WSBA»,  north 
of  York.  Pennsylvania.  Docket  No.  8606. 
Pile  No.  BP-6080;  for  construction  per- 
mit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
in  Washington.  D.  C.,  on  the  11th  day 
of  March  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tion for  a  construction  permit  to  change 
the  facilities  of  Station  WSBA,  north 
of  York.  Pennsylvania,  from  frequency 
900  kilocycles.  1  kilowatt  power,  daytime 
only  to  frequency  910  kilocycles.  1  kilo- 
watt f)ower,  unlimited  time  and  to  In- 
stall a  new  transmitter  and  a  directional 
antenna; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
Is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission,  upon  the  follow- 
ing Issues: 

1.  To  determine  the  areas  and  i>opu- 
latlons  which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  WSBA  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  Station  WSBA  as  proposed  would  In- 
volve objectionable  Interference  with 
any  other  existing  broadcast  stations 
and.  If  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  operation 
of  Station  WSBA  as  proposed  would  In- 
volve objectionable  interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  Station  WSBA  as 
proposed  would  be  In  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  EnRinecring  Practice  Concern- 
ing Standard  Broadcast  Stations,  par- 
ticularly  with   reference   to   the    areas 
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and  populations  to  receive  satisfactory 
service. 

Federal  Commxtnications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

|F    B.   Doc.   49-2160;    Filed.   Mar.   22.    1949; 
8:55  a.  m.] 


(Docket  No.  8879] 
Bluft  City  Broadcasting  Co.  (WDIA) 

order   designating  APPLICATION  JfOR 
HE.ARING  ON  STATED  ISSUES 

In  re  application  of  E.  R.  Ferguson  and 
J.  R.  Pepper  d/b  as  Bluff  City  Broadcast- 
ing Company  (WDIA).  Memphis.  Ten- 
nessee. Docket  No.  8879.  File  No.  BP- 
6617;  for  construction  p>ermlt. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  10th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
of  Bluff  City  Broadcasting  Company, 
licensee  of  Station  WDIA,  Memphis, 
Tennessee,  for  a  construction  permit  to 
change  frequency  from  730  kilocycles  to 
1240  kilocycles  and  to  Increase  time  of 
operation  from  daytime  only  to  unlimited 
time; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
of  Bluff  City  Broadcasting  Company  Is 
designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the 
following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  station  WDIA  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  station  WDIA  as  proposed  would  in- 
volve objectionable  Interference  with 
stations  KWAK,  Stuttgart.  Arkansas. 
WENK.  Union  City,  Tennessee,  and 
WGRM,  Greenwood.  MLsslsslppl.  or  with 
any  other  existing  broadcast  stations 
and.  if  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 

3.  To  determine  whether  the  oi>eration 
of  station  WDIA  as  proposed  would  In- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  station  WDIA  as 
proposed  would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations  with  par- 
ticular reference  to  whether  the  station 
would  provide  satisfactory  service  to  the 
city  of  Memphis  and  its  metropolitan 
district. 
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5.  To  determine  whether  the  opera- 
tion of  station  WDIA  is  in  violation  of 
the  laws  of  the  United  States,  particu- 
larly the  provisions  of  section  1304  of  the 
Criminal  Code  of  the  United  States  (18 
U.  S.  C  1304).  prohibiting  the  broadcast- 
ing of  Information  concerning  a  lottery, 
gift  enterprise. "etc.  and,  if  so.  to  deter- 
mine the  applicant's  qualifications  to 
operate  station  WDIA  as  proposed. 

It  is  further  ordered.  That.  Stuttgart 
Broadcasting  Co..  licensee  of  station 
KWAK,  Stuttgart,  Arkansas,  Union  City 
Broadcasting  Co.,  Inc..  licensee  of  sta- 
tion WENK,  Union  City,  Tennessee,  and 
P.  K.  Ewlng,  licensee  of  station  WGRM, 
Greenwood,  Mississippi,  are  made  parties 
to  the  proceeding. 

Federal  Communications 
Commission, 
[SEAL]  T.  J.  Slowie, 

Secretary. 

IP.    R.    Doc.    49-2155;    Filed.    Mar.    22.    1949; 
8:54  a.  m.] 


(Docket  No.  9177) 

James  L.  Killian 


ORDER  designating  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  reappUcatlon  of  James  L.  Kllllan. 
Fort  Payne.  Alabama.  Docket  No.  9177. 
File  No.  BP-6748;  for  construction  per- 
mit. 

At  a  session  of  the  Federal  Communica- 
tions Commission,  held  at  its  offices  In 
Washington,  D.  C,  on  the  10th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
requesting  a  permit  to  construct  a  new 
standard  broadcast  station  in  Fort  Payne, 
Alabama,  to  operate  on  the  frequency 
1290  kc,  with  250  watts,  power,  daytime 
only; 

It  is  ordered.  That  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  applica- 
tion is  designated  for  hearing  at  a  time 
and  place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing Issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  oper- 
ation of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve 
objectionable  Interference  with  existing 
broadcast  stations  and.  if  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  papulations. 

*  3.  To  determine  whether  the  operation 
of  the  propased  station  would  involve  ob- 
jectionable interference  with  the  services 
proposed  in  any  other  pending  applica- 
tions for  broadcast  facilities  and,  if  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  op>eration  of  the  proposed  sta- 
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tion  would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations,  particu- 
larly with  respect  to  the  assignment  of 
a  Class  IV  Station  to  a  regional  channel. 

FEDERAL    COBOfUNICATlONS 

Commission, 
f5IAL]         T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.   48-2153:    Filed.    Mar.    22,    1949; 
8:54  a.  m.l 


[Docket  No.  9249] 
Lake  County  Broadcasting  Corp. 

ORDER  designating  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Lake  County 
Broadcasting  Corporation,  Docket  No. 
9245,  Pile  No.  BPH-1488:  for  con.struction 
permit  for  new  Class  B  FM  broadcast 
station  at  Chicago,  Illinois. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  9th  day  of 
March  1949; 

The  CommLssion  having  under  con- 
sideration the  above-entitled  application 
requesting  a  construction  permit  for  a 
new  Class  B  FM  broadcast  station  at 
Chicago,  Illinois; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
be  designated  for  hearing  to  be  held  at 
a  time  and  place  to  be  designated  by 
subsequent  order  of  the  Commission  upon 
the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial  and  other  qualifications  of  the 
applicant  to  construct  and  operate  the 
proposed  stations. 

2.  To  obtain  full  Information  as  to  all 
transactions,  contracts,  agreements,  or 
understandings  concerning  the  transfer 
of  goods,  chattels,  equipment,  real  prop- 
erty, or  other  assets  and  stocks  liabili- 
ties, and  obligations  from  Calumet 
Broadcasting  Corporation  (now  dis- 
solved >  to  the  applicant  corporation. 
Lake  County  Broadcasting  Corporation; 
and  as  to  the  manner  in  which  owner- 
ship of  the  stock  of  applicant  corporation 
was  acquired  and  determined. 

3.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  service  from  the  operation  of  the 
proposed  station  and  the  character  of 
other  broadcast  services  available  to 
those  areas  and  populations. 

4.  To  determine  the  type  and  character 
of  program  service  proposed  to  be  ren- 
dered and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served.  • 

5.  To  determine  whether  the  operation 
of  the  proposed  station  would  Involve 
objectionable  Interference  with  any  ex- 
isting broadcast  stations  and.  If  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 


NOTICES 

Jectlonable  Interference  with  the  services 
proposed  in  any  other  pending  applica- 
tions for  broadcast  facilities,  and  If  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  ser- 
vice to  such  areas  and  populations. 

7.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

8.  To  determine  whether.  In  view  of 
the  facts  adduced  under  the  foregoing 
Issues,  public  Interest,  convenience,  and 
necessity  would  be  served  by  granting 
the  above-entitled  application. 


tlon  at  Jacksonville,  Florida,  as  author- 
ized by  the  Commission  on  May  27.  1948 
(Pile  No.  BPCT-378). 


[seal] 


Federal  Communications 

Commission. 
T.  J.  Slowie, 

Secretary. 


[V.    R.    Doc.    49^2163:    Filed.   Mar.   22,    1949; 
8:56  a.  m.] 


[Docket  No.  9246] 
Florida  Broadcasting  Co.  (WMBR-TV) 

ORDER   designating   APPLICATION    FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Florida  Broadcast- 
ing Company  ( WMBR-TV  >,  Jackson- 
ville. Florida.  Docket  No.  9246,  Pile  No. 
BMPCT-410;  for  additional  time  in 
which  to  complete  construction  of  TV. 
station  WMBR.  Jack.sonvllle.  Florida. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  10th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
Florida  Broadcasting  Company  (File  No. 
BMPCT-410)  for  additional  time  In 
which  to  complete  con.struction  of  TV 
broadca<5t  station  WMBR-TV.  Jackson- 
ville, Florida;  and 

It  appearing,  that  on  May  27.  1948, 
the  Commission  granted  Florida  Broad- 
casting Company  a  construction  permit 
for  a  TV  broadcast  station  at  Jackson- 
ville, Florida  (BPCT-378) ;  and 

It  further  appearing,  that  the  con- 
struction of  the  TV  broadcast  station 
authorized  on  May  27,  1948.  has  not  been 
completed,  and  the  Commission  being 
fully  advised  in  the  premises; 

It  is  ordered,  That,  pursuant  to  sec- 
tions 309  and  319  of  the  Communica- 
tions Act  of  1934.  as  amended,  the  above- 
entitled  application  (File  No.  BMPCT- 
410)  Is  designated  for  hearing  at  a  time 
and  place  to  be  specified  in  a  subsequent 
order  upon  the  following  issues: 

1.  To  determine  whether  Florida 
Broadcasting  Company  has  been  diligent 
in  proceeding  with  the  construction  of 
the  television  station  at  Jacksonville. 
Florida  as  authorized  by  the  construc- 
tion permit  granted  May  27.  1948 
(BPCT-378). 

2.  To  determine  whether  It  would  be 
In  the  public  Interest,  convenience  and 
necessity  to  grant  the  application  of 
Florida  Broadcasting  Company  (File  No. 
BMPCT-410)  for  additional  time  In 
which  to  construct  the  TV  broadcast  sta- 


rSEALl 


Federal  Commitnications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.   R.    Doc.   49-2162;    Piled.   Mar.    22.    1649; 
8:56  a.  m.| 


(Docket  No.  92521 

Custer  County  Broadcasting  Co. 
order   designating   application   for 

hearing  ON  STATED  ISSUES 

In  re  application  of  Custer  County 
Broadcasting  Company.  Broken  Bow. 
Nebraska,  Docket  No.  9252,  File  No.  BP- 
6914;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C.  on  the  10th  day  of 
March  1949: 

The  Commission  having  under  con- 
sideration the  above-entitled  application 
which  requests  a  permit  to  construct  a 
new  standard  broadcast  station  to  op- 
erate on  the  frequency  1400  kilocycles, 
with  250  watts  power,  unlimited  time  in 
Broken  Bow,  Nebraska; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
is  designated  for  hearing  at  a  time  and 
place  to  he  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  Interference  with 
Stations  KCOW,  Alliance,  Nebraska; 
KOLN,  Uncoln,  Nebraska;  KAYS.  Hays. 
Kansas  or  with  any  other  existing  broad- 
cast stations  and,  if  so.  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  In- 
volve objectionable  interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered.  That,  Sandhills 
Broadcasting  Corporation,  licensee  of 
Station  KCOW,  Alliance,  Nebraska;  In- 
land Broadcasting  Company,  licensee  of 
Station  KOLN.  Lincoln,  Nebraska;  and 
KAYS,  Incorporated,  licensee  of  Station 
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KAYS,  Hays.  Kansas  are  made  parties 
to  this  proceeding. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

[F.   R.   Doc.   49-2154;    Piled,   Mar.   22.    1949; 
8:54  a.  m.] 


[Docket  No.  0253] 

WOAX,  Inc.   (WTNJ)    and  Morrishllk 
Broadcasting  Co.  (WBUD) 

ORDER  designating  APPLICATIONS  FOR  CON- 
SOLIDATED  HEARING   ON   STATED   ISSUES 

In  re  applications  of  WOAX.  Inc. 
(WTNJ).  Trenton,  New  Jersey.  Docket 
No.  9253,  Pile  No.  BP-6845;  Morrisville 
Broadcasting  Company  (WBUD),  Mor- 
risville, Pennsylvania.  Docket  No.  9254, 
File  No.  BP-6967;  for  construction  per- 
mits. 

At  a  session  of  the  Federal  Commu- 
nications Commission,  held  at  its  offices 
in  Washington.  D.  C.  on  the  10th  day 
of  March  1949; 

The  Commission  having  under  con- 
sideration tHe  above-entitled  applica- 
tions each  requesting  authority  to 
change  their  present  facilities  to  the  fre- 
quency of  1260  kilocycles;  WOAX.  Inc. 
requesting  the  power  of  500  watts,  day- 
'*'tlme  only  and  Morrisville  Broadcasting 
Company  requesting  the  power  of  5  kilo- 
watts. DA-1.  unlimited  time  and  to 
change  transmitter  location; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications, 
are  designated  for  hearing  in  a  con- 
solidated proceeding,  at  a  time  and  place 
to  be  designated  by  subsequent  order  of 
the  Commission  upon  the  following  is- 
sues: 

1.  To  determine  the  technical,  and 
other  qualifications  of  the  applicant  cor- 
porations, their  officers,  directors  and 
stockholders  to  construct  and  operate 
stations  WTNJ  and  WBUD  as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  oper- 
ation of  stations  WTNJ  and  WBUD  as 
proposed  and  the  character  of  other 
broadcast  service  available  to  those 
areas  and  populations. 

3.  To  determine  the  type  and  char- 
acter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  stations  WTNJ  and  WBUD  as  pro- 
posed would  Involve  objectionable  Inter- 
ference with  stations  WNAC,  Boston, 
Massachusetts  and  WFBM,  Indianapolis, 
Indiana  or  with  any  other  existing 
broadcast  stations  and,  If  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  papulations. 

5.  To  determine  whether  the  operation 
of  stations  WTNJ  and  WBUD  as  pro- 
posed would  involve  objectionable  inter- 
ference with  the  .services  propo.'^ed  in 
any    other    ponding    applications    for 

No.  55 4 
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broadcast  facilities  and,  If  so,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  stations  WTNJ  and 
WBUD  as  proposed  would  be  in  com- 
pliance with  the  Commission's  rules  and 
Standards  of  Good  Engineering  Practice 
Concerning  Standard  Broadcast  Sta- 
tions. 

7.  To  determine  on  a  comparative  basis 
which.  If  either,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That,  the  Yan- 
kee Network.  Inc.,  licensee  of  Station 
WNAC.  and  WPBM,  Inc.,  licensee  of  Sta- 
tion WFBM.  are  made  parties  to  this 
proceeding. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-2156;    Filed,    Mar.    22,    1949; 
8:34  a.  m] 


[Docket  No.  9255] 

Lamar  County  Broadcasting  Co. 

ORDER    DESIGNA-nNG    APPLICATION    HEARING 
ON  STATED  ISSUES 

In  re  application  of  Cecil  Hardy. 
Charles  L.  Cain,  Merl  Saxon,  O.  E.  Smith 
and  J.  T.  Smith,  a  partnership,  d/b  as 
Lamar  County  Broadcasting  Company. 
Parts,  Texas,  Docket  No.  9255,  Pile  No. 
BP-6596;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  10th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
for  permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1250  kc,  with  1  kw  power,  day- 
time only.  In  Paris.  Texas; 

It  is  ordered,  That  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application  is 
designated  for  hearing  at  a  time  and 
place  to  be  specified  by  subsequent  order 
of  the  Commission,  upon  the  following 
issues : 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  interference  with  Station 
KSST,  Sulphur  Springs,  Texas,  or  with 
any  other  existing  broadcast  stations  and, 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  Interference  with  the  serv- 
ices proposed  In  any  other  pending  ap- 
plications for  broadcast  facilities  and,  if 
so,  the  nature  and  extent  thereof,  the 
areas  and  popv^ations  affected  thereby. 
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and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

5.  To  determine  the  overlap,  if  any, 
that  will  exist  between  the  service  areas 
of  the  proposed  station  and  of  the  station 
proposed  by  Charles  L.  Cain  at  Grand 
Prairie,  Texas,  in  his  application  (Pile 
No.  BP-6136;  Docket  No.  8543),  the,  na- 
ture and  extent  thereof,  and  whether 
such  overlap  if  any.  Is  in  contravention  of 
§  3.35  of  the  Commission's  rules. 

It  is  further  ordered.  That  Hopkins 
County  Broadca.sting  Company,  licen.see 
of  Station  KSST,  Sulphur  Springs,  Texas. 
Is  made  a  party  to  this  proceeding. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary 

|F.    R.    Doc.   46  2157;    Filed.    Mar.    22,    1949; 
8:55  a.  m.j 


(Docket  Nos.  9258.  9259] 

Alaska  Broadcasting   Co.   and  Barangf 
Enterprises,  Inc. 

ORDER  designating  APPUCATIONS  FOR  CON- 
SOLIDATE  hearing    ON   STATED   ISSUES 

In  re  applications  of  William  J.  Wagner 
tr/as  Alaska  Broadcasting  Company, 
Sitka.  Ala.ska,  Docket  No.  9258,  File  No. 
BP-6926;  Baranof  Enterprises,  Inc.,  Sit- 
ka, Alaska,  Docket  No.  9259.  File  No.  BP- 
7110;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices 
in  Washington,  D.  C,  on  the  11th  day 
of  March  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tions each  requesting  authority  to  con- 
struct a  new  standard  broadcast  station 
on  the  frequency  1400  kilocycles,  with  250 
watts  power,  unlimited  time,  at  Sitka. 
Alaska; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding,  at  a  time  and  place 
to  be  designated  by  subsequent  order  of 
the  Commission  upon  the  following 
Issues : 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
individual  applicant  and  of  the  applicant 
corporation,  its  officers,  directors  and 
stockholders  to  construct  and  operate 
the  proposed  stations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lo.se  primary  service  from  the  operation 
of  the  proposed  stations  and  the  char- 
acter of  other  broadcast  service  avail- 
able to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  or>eration 
of  the  proposed  stations  would  involve 


1308 

objectionable  Interference  with  any  other 
existing  broadcast  stations  and,  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

5.  To  determine  whether  the  proposed 
operations  would  Involve  interference 
each  with  the  other  or  with  the  services 
proposed  In  any  other  pending  applica- 
tions for  broadcast  facilities  and,  if  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion arid  operation  of  the  proposed  sta- 
tions would  be  in  compliance  with  the 
.Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To    determine    on    a    comparative 

basis  which,  if  either,  of  the  applications 

In  this  consolidated  proceeding  should  be 

granted. 

Federal  Communicattons 

Commission, 

[SEALl     T.  J.  SLOV^^E. 

Secretary. 

|F.  R.  Doc.  49  2161;  TUed.  Mar.  22.  1949; 
8:56  a.  m.] 


NOTICES 

bama.   in   conformity   with   the   abov« 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  28.  1949  within 
which  time  other  persons  desiring  to  ap- 
ply for  the  facilities  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract.  .^ 

(Sec.  310  (b>.  48  Stat.  1086;  47  U.  S.  C. 

310  (b)). 

Federal  Commttnications 

Commission, 
I  SEAL  1         T.  J.  Slowie, 

Secretary. 

(P.   R.   Doc.   49-2164;    Filed.   Mar.   22,    1949; 
8:56  a.  m.l 


Station  WKAX 


FEDERAL  POWER  COMMISSION 


PUBLIC  NOTICE  CONCERNING  PROPOSED  AS- 
SIGNMENT or  LICENSE  or  STATION  WKAX. 
BIRMINGHAM,  ALABAMA  ' 

The  Commission  hereby  gives  notice 
that  on  February  18.  1949.  there  was  filed 
with  it  an  application  (BAL-831)  for  Its 
consent   under   section   310    (b>    of   the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WKAX. 
Birmingham,    Alabama,    from    Courier 
Broadcasting  Service.  Inc..  to  Standard 
Broadcasting  Co..  Inc.    The  proposal  to 
assign  the  license  arises  out  of  a  contract 
of  February  17,  1949  pursuant  to  which 
the  assignor  will  transfer  certain  prop- 
erties and  other  assets  used  In  the  oper- 
ation of  station  WKAX  for  a  considera- 
tion of  $80,000  of  which  $10,000  has  al- 
ready been  paid.  $40,000  In  cash  is  due  at 
the  closing  and  $30,000  will  be  repre- 
sented by  a  note  executed  by  the  as- 
signee and  payable  to  the  assignor  in 
payments  of  $7,280  per  year  for  the  first 
two  years  and  $5,200  per  year  thereafter 
until  fully  paid.    This  note  carries  no  In- 
terest.    Further  Information  as  to  the 
arrangements  may  be  found  with  the 
application  and  a.ssociated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion In  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  March  4.  1949,  that  starting 
on  February  28.  1949.  notice  of  the  filing 
of  the  application  would  be  inserted  in 
the  Birmingham  Post,  a  newspaper  of 
general  circulation  at  Birmingham.  Ala- 

•  Section  1  321.  Part  1,  Rules  of  Practice  and 
Procedure. 


I  Docket  No.  E-61991 

Fort  Peck  Project.  Montana 

kotice  of  request  for  confirmation  and 
approval  of  rates  and  charges  for  sale 
of  power  from  fort  peck  project 

March  16,  1949. 

In  the  matter  of  Bureau  of  Reclama- 
tion, Department  of  the  Interior.  Fort 
Peck  Project,  Montana;  Docket  No.  E- 
6199. 

Notice  Is  hereby  given  that  the  Com- 
missioner of  the  Bureau  of  Reclamation. 
Department  of  the  Interior,  has  filed  with 
the  Federal  Power  Commission  for  con- 
firmation and  approval,  pursuant  to  the 
provisions  of  the  Fort  Peck  Act  (52  Stat. 
403).  a  Schedule  of  Additive  Rate  for 
Wholesale  Firm  Power  Service,  reading 
as  follows: 

ScHHTUi-E  or  ADDrnvK  Rati  for  Wholesali 
Firm  Power  Service 

Effective.     March  1,  1949. 

Available.  In  the  area  served  by  the  Fort 
Peck  Project. 

Applicable.  To  wholesale  Arm  power  cus- 
tomers who  contract  subsequent  to  the  effec- 
tive date  hereof  to  purchase  electric  power 
and  energy  under  the  provisions  of  Rate 
Schedule  R6-F2  (FPC  No.  6).  and  who  are 
served  with  power  and  energy  furnished  to 
the  United  States  by  the  Montana-Etekota 
Utilities  Company,  on  an  exchange  basis,  and 
whose  total  requirements  of  power  and  energy 
cannot  be  supplied  by  the  United  States  by 
the  exercise  of  Us  license  with  the  Company 
for  the  transmission  of  energy  generated  at 
the  Fort  Peck  Power  Plant. 

Monthly  additive  rate.  0  95  mill  per  kilo- 
watt-hour on  the  number  of  kilowatt-hours 
which  result  from  the  following  formula: 

il=^X»4(2Cf2D-£) 

where, 

A  =- Number  of  kilowatt-hours  of  customer's 
total  monthly  use  to  which  the  addi- 
tive rates  will  apply.  Unless  i4  Is  a  pos- 
itive number,  the  monthly  additive 
rate  shall  not  apply. 

B  — Total  number  of  kilowatt-hours  supplied 
during  the  billing  period  for  service 
under  Rate  Schedule  R6-F2  to  the  cus- 
tomer to  whom  this  additive  rate 
schedule  applies. 

C- Total  number  of  kilowatt-hours  supplied 
during  the  billing  period  for  service 
under  Rate  Schedule  R6-F2  to  all  cus- 
tomers to  whom  this  additive  rate 
schedule  applies. 


D-Total  number  of  kilowatt-hours  supplied 
under  Rate  Schedule  R6-F2  during  the 
bUllng  period  In  fuHllllng  obligations 
to  customers  under  contracts  entered 
into  prior  to  the  effective  date  hereof 
who  are  served  with  power  and  energy 
furnished  to  the  United  States  by  the 
Mont  ana -Dakota  UtUltles  Company,  on 
an  exchange  basis,  except  that  when 
2  times  this  factor  D  Is  equal  to  or 
greater  than  factor  E.  both  2D  and  E 
shall  be  omitted  from  the  formula  In 
the  determination  of  A. 

£  — Total  kilowatt-hours  delivered  by  the 
United  States  to  the  Montana-Dakota 
Utilities  Company  for  Us  own  use 
which,  If  no  deductions  were  made  for 
the  kilowatt-hours  supplied  to  the 
Company  on  an  exchange  basis,  would 
have  been  billed  to  the  Company  in 
the  last  block  of  the  rate  under  which 
the  Company  receives  service. 

Termination  of  rate  $chedule.  The  ap- 
plicability of  this  rate  schedule  shall  termi- 
nate at  the  date  when  electric  power  is  avail- 
able for  commercial  sale  from  the  Garrison 
Dam  Power  Plant,  now  under  construction 
which  date  is  estimated  to  be  December  31. 
1954. 

Any  person  desiring  to  make  comments 
or  suggestions  for  Commission  consid- 
eration with  respect  to  the  foregoing 
should  submit  the  same  on  or  before 
April  4,  1949.  to  the  Federal  Power  Com- 
mission, Washington  25.  D.  C. 


[ SEAL  1 


Lion  M.  P*uquay, 

Secretary. 


|F.  R.   Doc.   49-2134;    PUed,   Mar.   22.    1949; 
8:46  a.  m.] 


[Docket  Nos.  0-627,  0-635] 

City  of  Pittsburgh  et  al. 

notice  of  order  accepting  for  filing  rate 
schedules  effecting  rate  reduction 
March  18,  1949. 
City  of  Pittsburgh  v.  Pittsburgh  and 
West  Virgina  Gas  Company  and  Ken- 
tucky   West    Virginia    Gas    Company; 
Docket    No.    G-627.     In   the   matter   of 
Pittsburgh  and  West  Virginia  Gas  Com- 
pany and  Kentucky  West  Virginia  Gas 
Company:  Docket  No.  G-635. 

Notice  Is  hereby  given  that,  on  March 
18,  1949,  the  Federal  Power  Commission 
Issued  Its  order  entered  March  15.  1949. 
accepting  for  filing  Kentucky,  West  Vir- 
ginia Gas  Company's  rate  .schedules  ef- 
fecting rate  reduction  in  the  above-des- 
ignated matters. 


[SEAL] 


J.    H.    GUTRIEE. 

Acting  Secretary. 


|F.    R.   Doc.    49-2144;    Filed,   Mar.    22,    1949; 
8:49  a.m.] 


[Docket  No.  IT-6762) 
El  Paso  Electric  Co. 

NOTICE    OF    order    APPROVING    CHANCE    IN 

facilities  at  international  boundary 

March  18,  1949. 

Notice  is  hereby  given  that,  on  March 
15,  1949,  the  Federal  Power  Commission 
Issued  Its  order  entered  March  15,  1949, 
In  the  above-designated  matter,  approv- 


Wednesday,  March  23,  1949 

Ing  change  In  facilities  maintained  and 
operated  by  the  El  Paso  Electric  Com- 
pany at  the  International  boundary  for 
the  transmission  of  electric  energy  to 
Mexico. 


ISE.ALl 


J.  H.  GUTRIDE. 

Acting  Secretary. 


|F.   R.   Doc.   49-2145;    Filed.  Mar.   22,    1949; 
8:49  a.  m.] 


[Docket  Nos.  ID-863.  ID-1085.  ID-1110] 

Roy  F.  Miller  et  al. 

NOTICE  or  authorization 

March  18,  1949. 

In  the  matters  of  Roy  F.  Miller,  Docket 
No.  ID-863:  Fred  W.  Anderson.  Docket 
No.  ID-1085:  Henry  F.  Naybert.  Docket 
No.  II>-1110. 

Notice  Is  hereby  given  that,  on  March 
17,  1949,  the  Federal  Power  Commission 
Issued  its  orders  entered  March  15.  1949, 
in  the  above-designated  matters,  author- 
izing Applicants  to  hold  certain  positions 
in  the  Northern  States  Power  Company 
(Wis.),  et  al..  pursuant  to  section  305  (b) 
of  the  Federal  Power  Act. 


(seal! 


J.  H.  GUTRIDE, 

Acting  Secretary. 


[F.   R.    Doc.    49-2146;    Filed,    Mar.   22,    1949; 
8:30  a.  m.] 


[Project  No.  1869] 
•  Montana  Power  Co. 


kotice  or  order  authorizing  issuance  of 
license  (major) 

March  18,  1949. 

Notice  is  hereby  given  that,  on  March 
16,  1949.  the  Federal  Power  Commission 
i.s.sued  Its  order  entered  March  15,  1949. 
authorizing  Issuance  of  license  < major) 
In  the  above-designated  matter. 


[seal] 


J.  H.  GUTRIDE. 

Acting  Secretary. 


[F.   R.   Doc.   49-2147;    Filed,   Mar.   22.    1949; 
8:50  a.   m.] 


Worcester  Suburban  Electric  Co. 

KOTICE  OF  order  APPROVING  DISPOSITION  OF 
amounts    classified     in     ACCOUNT     107, 

electric  plant  adju.stments.  and  ex- 
tending tibie  for  filing  final  state- 
ment of  property  by  detail  accounts 

March  18,  1949. 

Notice  is  hereby  given  that,  on  March 
17,  1949,  the  Federal  Power  Commission 
Issued  Its  order  entered  March  15,  1949. 
approving  disposition  of  amounts  classi- 
fied In  Account  107.  Electric  Plant  Ad- 
justments, and  extending  time  for  filing 
final  statement  of  property  by  detail  ac- 
counts in  the  above-designated  matter. 

lsE.\L]  J.  H.  Outride, 

Acting  Secretary. 

[F    R.   Doc.   49  2148;    Filed.   Mar.   22.    1949; 
8. 50  a.  m.J 


FEDERAL  REGISTER 

SECURITIES  AND   EXCHANGE 
COMMISSION 

[Pile  No.   1-2387] 
City  of  Porto  Alegre 

NOTICE  of  application  TO  STRIKE  FROM 
listing  AND  REGISTRATION.  AND  OF  OP- 
PORTUNITY FOR  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.s.sion,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  17th  day  of  March  A.  D.  1949. 

The  New  York  Stock  Exchange,  pur- 
suant to  section  12  (d>  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12D2-1 
(b»  promulgated  thereunder,  has  made 
application  to  strike  from  registration 
and  listing  the  Porty-Year  7' 2%  Sinking 
Fund  Gold  Bonds  Exteraal  Loan  of  1925 
due  January  1,  1966  "Unstamped",  of 
City  of  Porto  Alegre. 

The  application  alleges  that  (D  holders 
of  the  above  security  have  been  offered 
the  option  to  elect  to  accept  the  pro- 
visions of  either  one  or  the  other  of  two 
plans,  designated  as  "Plan  A"  and  "Plan 
B".  respectively;  (2)  Plan  A  provides 
for  reduction  in  the  interest  rate  to 
2.25rr  per  annum,  for  a  cumulative  sink- 
ing fund,  and  for  extension  of  maturity  of 
the  original  bonds  to  July  1.  2006;  <3i 
Plan  B  provides  that,  in  exchange  for 
each  $1,000  principal  amount  of  original 
bonds,  the  bondholder  would  receive  a 
cash  payment  of  $130  and  new  3^4% 
External  Dollar  Bond.s  of  1944  of  the 
United  States  of  Brazil  in  the  principal 
amount  of  $500;  (4)  the  fiscal  agent  has 
reported  to  the  applicant  exchange  that 
of  the  $2,641,500  principal  amount  of 
this  security  outstanding  at  the  time  of 
the  offer,  $522,000  have  been  stamped  In 
acceptance  of  Plan  A.  SI. 924,000  have 
been  surrendered  for  exchange  under 
Plan  B,  and  $5,000  have  been  retired  by 
operation  of  the  Plan  A  sinking  fund, 
leaving  outstanding  $190,500  of  original 
bonds  of  the  above  Issue  remaining  un- 
stamped; (5)  th^reason  for  the  proposed 
striking  of  this  security  from  registra- 
tion and  listing  on  the  applicant  ex- 
change Is  that  In  the  opinion  of  the  ex- 
change the  outstanding  amount  thereof 
has  been  so  reduced  as  to  make  further 
dealings  therein  on  the  exchange  inad- 
visable; and  (6)  the  rules  of  the  New 
York  Stock  Exchange  in  respect  to  strik- 
ing a  security  from  registration  and 
listing  have  been  complied  with. 

Upon  receipt  of  a  request,  prior  to  May 
25.  1949,  from  any  Interested  person  for 
a  hearing  In  recard  to  terms  to  be  Im- 
posed upon  the  delisting  of  this  security, 
the  Commission  will  determine  whether 
to  set  the  matter  down  for  hearing. 
Such  request  should  state  brlefiy  the  na- 
ture of  the  Interest  of  the  person  request- 
ing the  hearing  and  the  position  he  pro- 
poses to  take  at  the  hearing  with  respect 
to  imposition  of  terms  or  conditions.  In 
addition,  any  Interested  per.son  may  sub- 
mit his  views  or  any  additional  facts 
.  bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission, 
Washington.  D.  C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
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mission  on  the  basis  of  the  facts  stated  in 
the  application,  and  other  information 
contained  in  the  oflBclal  file  of  the  Com- 
mission pertaining  to  this  matter. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

\F.   R.   Doc.   49-2138;    Filed,   Mar.   22.    1949; 
8:46  a.  m.] 


[Pile  No.  30-220] 

Public  Service  Corp.  of  New  Jersey 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C.  on 
the  16th  day  of  March  1949. 

Public  Service  Corporation  of  New 
Jersey  ("Public  Service"),  a  registered 
holding  company,  having  filed  an  appli- 
cation with  this  Commission  and  an 
amendment  thereto,  pursuant  to  section 
5  (d)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  for  an  order  under  said 
act.  declaring  that  Public  Service  has 
ceased  to  be  a  holding  company;  and 

Said  application,  as  amended,  stating 
that  Public  Service  has  consummated  the 
plan  for  Its  dissolution  approved  by  this 
Commission  under  Its  File  No.  54-148 
and  ordered  enforced  by  the  District 
Court  of  the  United  States  for  the  Dis- 
trict of  New  Jersey.  Civil  Action  No. 
11105.  which  plan  became  effective  July 
1,  1948,  and.  after  making  the  transfers 
of  assets  and  distributions  of  securities 
contemplated  by  said  plan,  was  dissolved 
on  July  15.  1948. 

Appropriate  notice  of  said  filing  having 
been  given  and  the  Commission  not  hav- 
ing received  a  request  for  hearing  with 
respect  to  said  application  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  Public 
Service  has  ceased  to  be  a  holding  com- 
pany and  that  its  registration  as  a  hold- 
ing company  should  cease  to  be  In  effect 
and  that  It  is  not  necessary  to  impose 
any  terms  or  conditions  for  the  protec- 
tion of  investors  in  connection  with  the 
termination  of  such  registration : 

It  is  ordered.  That  Public  Service  has 
ceased  to  be  a  holding  company  and  that 
the  registration  of  Public  Service  as  a 
holding  company  under  the  Public  Util- 
ity Holding  Company  Act  of  1935  shall 
from  the  date  of  the  entry  of  this  order 
cease  to  be  effective. 

By  the  Commission. 

[  SEAL  ]  Orval  L.  DuBois. 

Secretary. 

[F.   R.   Doc,   49  2136;    Filed.    Mar.    22,    1949; 
8:45  a.  m.J 


[File  No.  70-1895] 
General  Public  Utilities  Corp.  et  al 

ORDER    granting   APPLICATION    AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

In  the  matter  of  General  Puolic  Utili- 
ties   Corporation,    Associated    Utilities 


i;no 

Corporation,  New  York  State  Electric  ti 
Gas  Corporation,  Pile  No.  70-1895. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C.  on 
the  16th  day  of  March  1949. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
and  its  subsidiary.  A.s.sociated  Utilities 
Corporation  ("Aucorp") ,  also  a  registered 
holding  company,  and  New  York  State 
Electric  L  Gas  Corporation  ("New  York 
State" ) ,  a  public  utility  company,  having 
filed  a  joint  application-declaration,  with 
amendments  thereto,  regarding  primarily 
the  offer  by  New  York  State  to  purchase 
all  the  publicly  held  securities  of  Keuka 
Lake  Power  Corporation  ("Keuka" »,  a 
subsidiary  of  Aucorp,  and  the  donation 
to  New  York  State  by  GPU  and  Aucorp  of 
all  of  their  respective  holdings  of  securi- 
ties of  Keuka :  and 

New  York  State  having  applied  pur- 
suant to  section  3  (a)  of  the  act,  for  an 
order  exempting  it  and  Keuka  from  the 
provisions  of  the  act  as  a  holding  com- 
pany and  subsidiary  thereof,  respec- 
tively, when  it  shall  have  acquired  10%  or 
more  of  the  common  stock  of  Keuka;  and 
Applicants-declarants  having  re- 
quested that  the  Commission  enter  an 
order  finding  that  the  proposed  transfer 
of  .securities  between  GPU,  Aucorp  and 
New  York  State  are  necessary  and  appro- 
priate to  effectuate  the  provisions  of  sec- 
tion 11  (b)  of  the  act  within  the  mean- 
ing of  .sections  371  to  373,  inclusive,  and 
1803  <f )  of  the  Internal  Revenue  Code,  as 
amended;  and 

The  proposed  acquisition  by  New  York 
State  of  the  securities  of  Keuka  having 
been  approved  by  the  Public  Service 
Commission  of  the  State  of  New  York, 
subject  to  certain  conditions;  and 

Public  hearings  having  been  held  after 
appropriate  notice  and  the  Commission 
having  considered  the  record  and  filed  its 
findings  and  opinion  herein: 

//  is  ordered.  That  said  application- 
declaration,  as  amended,  be,  and  the 
same  hereby  is.  granted  and  permitted  to 
become  effective  forthwith  subject  to  the 
terms  and  conditions  provided  in  Rule 
U-24. 

It  is  further  ordered.  That  when  New 
York  Stale  shall  have  acquired  10%  or 
more  of  the  common  stock  of  Keuka,  New- 
York 'State,  and  Keuka  as  a  subsidiary 
thereof,  shall  be  exempted  from  all  the 
provisions  of  the  act  except,  however, 
the  provisions  of  section  9  (a)  (2) 
thereof. 

It  is  further  ordered.  That  the  follow- 
ing transactions  are  necessary  or  ap- 
propriate to  the  simplification  of  the 
General  Public  Utilities  Corporations 
system,  of  which  General  Public  Utilities 
Corporation,  Associated  Utilities  Corpor- 
ation and  New  York  State  Electric  &  Gas 
Corporation  are  a  part,  and  are  necessary 
or  appropriate  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935: 

(1>  Transfer,  a.ssignment  and  delivery 
by  General  Public  Utilities  Corporation 
to  New  York  State  Electric  &  Gas  Cor- 
poration of  $245,000  principal  amount  of 
6%  Income  Debentures  due  July  1,  1960, 
of  Keuka  Lake  Power  Corporation;  and 
(2)  Transfer,  assignment  and  delivery 
by  Associated   Utilities  Corporation   to 


NOTICES 

New  York  State  Electric  &  Gas  Corpora- 
tion of  2,450  shares  of  common  capital 
stock,  par  value  $1  per  share,  of  Keuka 
Lake  Power  Corporation  (Including  any 
transfer,  assignment  or  delivery  of  such 
shares  by  Associated  Utilities  Corpora- 
tion to  General  Public  Utilities  Corpora- 
tion and  by  General  Public  Utilities 
Corporation  to  New  York  State  Electric 
&  Gas  Corporation). 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Seeretary. 

[P.   R.   Doc.   49-2137;    Piled.   Mar.   22.    1949; 
8:46  s.  m.| 


(File  No.  70-2057] 

Utah  Power  &  Light  Co.  and  Western 
Colorado  Power  Co. 

O.^DER   granting   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  .«;esslon  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  17th  day  of  March  A.  D.  1949. 

Utah  Power  &  Light  Company 
("Utah"),  a  registered  holding  company, 
and  its  wholly  owned  electric  utility  .sub- 
sidiary, the  Western  Colorado  Power 
Company  ("Colorado"),  having  filed  a 
joint  application-declaration  and  amend- 
ment thereto  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935,  par- 
ticularly sections  6,  7.  9  ta>.10and  12  <f> 
thereof,  and  Rule  U-45  of  the  rules  and 
regulations  promulgated  thereunder, 
with  respect  to  the  following  proposed 
transactions: 

Utah  owns  all  of  the  outstanding  se- 
curities of  Colorado,  consisting  of  110.000 
shares  of  $20  par  value  common  stock 
and  a  fifteen  year  4%  note  In  the  princi- 
pal amount  of  $2,500,000. 

Colorado  proposes  to  borrow  from 
Utah  from  time  to  time  during  the  year 
1949  up  to  an  aggregate  amount  of 
$700,000,  such  borrowings  to  be  evidenced 
by  Colorado's  promissory  note  or  notes, 
which  notes  will  bear  interest  at  the 
rate  of  3*2%  per  annum  and  will  mature 
not  more  than  eleven  months  after  the 
date  thereof. 

The  appllcatlon-d  eclaratlon,  as 
amended,  states  that  the  proposed  bor- 
rowings are  nece.ssary  to  finance  Colo- 
rado's con.struction  program  during  the 
year  1941. 

The  application-declaration  having 
been  filed  on  February  7.  1949  and  an 
amendment  thereto  having  been  filed  on 
February  23,  1949,  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rul«  U-23  promulgated 
pursuant  to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  the  application-declara- 
tion, as  amended,  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
the  Commission  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  that  the  pro- 
posed transactions  satisfy  the  applicable 
standards  of  the  act,  and  observing  no 
basis  for  adverse  findings,  and  the  Com- 
mission deeming  It  appropriate  to  grant 
and  permit  to  become  effective  said  ap- 


plication-declaration, as  amended,  and 
also  deeming  it  appropriate  to  grant  ap- 
plicant-declarant's request  that  the  order 
herein  become  effective  upon  the  ls.su- 
ance  thereof; 

It  Is  ordered.  Pursuant  to  said  Rule 
U-23  ahfl  the  applicable  provisions  of 
said  act,  and  subject  to  the  terms  and 
conditions  prescribed  in  Rule  U-24,  that 
the  said  application-declaration,  as 
amended,  be,  and  the  same  hereby  is. 
granted  and  permitted  to  become  ef- 
fective forthwith. 

By  the  Commission. 

(sEALl  Orval  L.  E>tjB-;is, 

Secrda.y. 

|F.    R.   Doc.    49-2139;   Tiled.    Mar.    22.    1949 
8:46  a.   m.) 


[Pile   No.   70-2065) 

Ohio  Power  Co.  and  West  Penn 
Power  Co. 

ORDER   PERMITTING   DECLARATipN   TO 
BECOME   EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  16th  day  of  March  A.  D.  1949. 

The  Ohio  Power  Company  i  "Ohio") .  an 
electric  utility  subsidiary  of  American 
Gas  and  Electric  Company,  a  registered 
holding  company,  and  West  Penn  Power 
Company  <"'West  Penn"),  an  electric 
utility  subsidiary  of  West  Penn  Elec- 
tric Company,  a  registered  holding  com- 
pany, having  filed  a  Joint  declarfftion  and 
amendment  thereto  pur.'-uant  to  the 
Public  Utility  Holding  Company  Act  of 
1935.  particularly  section  12  <b>  thereof 
and  Rule  U-45  (a)  of  the  rules  and  reg- 
ulations promulgated  thereunder  with 
respect  to  the  following  transactions: 

Ohio  and  West  Penn  propose  to  ad- 
vance $200,000  each  on  open  account, 
without  interest,  to  Beech  Bottom  Power 
Company.  Inc.  ("Beech  Bottom"*,  whose 
outstanding  capital  stock,  consisting  of 
6,700  shares  of  Common  Stock  of  a  par 
value  of  $100  per  share,  is  owned  50'© 
by  Ohio  and  507c  by  West  Penn. 

Beech  Bottom  operates  under  lease  a 
steam-electric  generating  station  which 
Is  actually  a  combination  of  two  stations, 
each  of  150,000  kilowatts  capacity,  in- 
dividually owned  by  Ohio  and  West  Penn. 
The  E>ower  station  Is  operated  by  Beech 
Bottom  for  the  joint  benefit  of  the  two 
owner  companies  which  take  the  entire 
output  of  the  station  and  reimburi^e 
Beech  Bottom  for  its  actual  costs. 

The  working  capital  of  Beech  Bottom, 
substantially  all  of  which  is  invested  in 
materials  and  supplies,  including  coal  In 
stock,  has  been  supplied  by  Ohio  and 
West  Penn.  The  declaration  states  that 
Beech  Bottom  now  needs  additional 
working  capital  In  the  at^gregate  amount 
of  $400,000,  of  which  $300,000  Is  to  be 
ased  for  coal  purchases  to  bring  storage 
to  an  amount  equal  to  100  days'  coal  sup- 
ply, and  approximately  $100,000  is  to  be 
used  for  purchase  of  needed  spare  parts 
for  equipment. 

The  joint  declaration,  as  amended, 
having  been  duly  filed,  end  notice  of  said 
filing  having  been  duly  given  in  the  form 


Wednesday,  March  23,  1949 

and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act,  and 
the  Commission  not  having  received  a 
request  for  hearing  with  respect  to  said 
Joint  declaration,  as  amended,  within  the 
period  specified  in  said  notice,  or  other- 
wl.se.  and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  the  rules  and  regulations 
thereunder  are  satisfied,  and  that  no  ad- 
verse findings  are  nece.ssary  thereunder, 
and  the  Comml.sslon  deeming  It  appro- 
priate that  said  Joint  declaration,  as 
amended,  be  permitted  to  become  ef- 
fective, and  al.so  deeming  it  appropriate 
to  grant  the  request  of  declarants  that 
the  order  become  effective  upon  Its  Issu- 
ance: 

//  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
the  act.  and  subject  to  the  terms  and 
conditions  prescribed  In  Rule  U-24,  that 
said  Joint  declaration,  as  amended,  be. 
and  the  same  hereby  Is,  permitted  to  be- 
come effective  forthwith.  • 

By  the  Commission. 

(sE.ALl  Orval  L.  DuBois, 

Secretary. 

|F    R     Doc.    49-2135;    Filed,    Mar.    22.    1949; 
8:45  a.  m.] 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

AuTHORrrr:  40  Stat.  411.  65  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat.  50,  925;  50 
U  S  C.  and  Supp.  App.  1.  616;  E.  O.  919.3, 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  P.  R.  11981. 

[Vesting  Order   12905] 

Eleonore  Ruggeberg 

In  re:  Securities  owned  by  and  debt 
owing  to  Eleonore  Ruggeberg,  also  known 
as  Eleonore  Rueggeberg.  P-28-22615-A- 
1.  F-28-23673-D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Eleonore  Ruggeberg,  also 
known  ajs  Eleonore  Rueggeberg,  whose 
last  known  addre.ss  Is  Im  Burgfeld  118, 
Frankfurt  am  Main,  Germany,  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany  i; 

2.  That  the  property  described  as  fol- 
low >  : 

a.  One  (1)  share  of  $1.00  par  value 
capital  stock  of  587  Sixth  Avenue  Corpo- 
ration, 20  Exchange  Place,  New  York. 
New  York,  a  corporation  organized  under 
the  laws  of  the  State  of  New  York,  evi- 
denced by  a  certificate  numbered  24,  and 
presently  In  the  custody  of  Henry  A. 
Ahrens,  82  Wall  Street,  New  York  5.  New 
York,  together  with  all  declared  and  un- 
paid dividends  thereon. 

b.  Three  (3)  shares  of  $1  00  par  value 
capital  stock  of  961  Third  Avenue  Corpo- 
ration, evidenced  by  a  certificate  num- 
bered 34.  and  presently  in  the  custody  of 
Henry  A.  Ahrens,  82  Wall  Street.  N:'W 
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York  5,  New  York,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

c.  One  (1)  587  Sixth  Avenue  Corpora- 
tion 20  year  4%  debenture  bond  of  $60.00 
face  value,  bearing  the  number  26,  and 
presently  in  the  custody  of  Henry  A. 
Ahrens.  82  Wall  Street,  New  York  5.  New 
York,  together  with  any  and  all  rights 
thereunder  and  thereto. 

d.  One  (1)  961  Third  Avenue  Corpora- 
tion 4%  debenture  bond  of  $180.00  face 
value,  bearing  the  number  52,  and  pres- 
ently In  the  custody  of  Henry  A.  Ahrens, 
82  Wall  Street.  New  York  5,  New  York, 
together  with  any  and  all  rights  there- 
under and  thereto,  and 

e.  That  certain  debt  or  other  obliga- 
tion owing  to  Eleonore  Ruggeberg,  also 
known  as  Eleonore  Rueggeberg,  by  Henry 
A.  Ahrens.  82  Wall  Street,  New  York  5. 
New  York,  in  the  amount  of  $10.95,  as  of 
I>ecember  31, 1945,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany)  ; 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  P.   R.   Doc.   49-2123;    Filed.   Mar.   21,    1949; 
8:59  a.  m.l 
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1.  That  Rev.  Jogen  Salto  and  Mrs. 
Naruo  Saito,  whose  last  known  address 
Is  Pukul  Prefecture,  Japan,  are  residents 
of  Japan  and  nationals  of  a  designated 
enemy  country  (Japwin) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  State  Savings  and  Loan  Associa- 
tion. 239  Merchant  Street,  Honolulu, 
T.  H.,  arising  out  of  a  savings  account. 
Account  Number  4439,  entitled  Shiro 
Kashlwa — Attorney-in-Fact  for  Salto, 
Mrs.  Naruo  &  Rev.  Jogen  Salto,  E  S, 
maintained  at  the  aforesaid  association, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or 
deliverable  to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Rev. 
Jorgen  Salto  and  Mrs.  Naruo  Salto,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "deslgnajted 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelom, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2124;    Filed,   Mar.   21.    1949; 
8:59  a.  m.J 


[Vesting  Order  129061 
Rev.  Jogen  Saito  and  Mrs.  Naruo  Saito 

In  re:  Bank  account  owned  by  Rev. 
Jogen  Salto  and  Mrs.  Naruo  Saito. 
EX-39-18053-E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 


[Return  Order  2761 
Friedrich  Ottenstein 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  Incorpo- 
rated by  reference  herein  and  filed  here- 
with, 

It  is  ordered.  That  the  clalnied  prop- 
erty, described  below  and  in  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Friedrich  Ottenstein,  Stockholm,  Sweden; 
Claim  No.  6715;  February  8.  1949  (14  P.  R. 
559  >;  Property  described  in  Vesting  Order  No. 
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208  (7  P.  R.  8669,  October  27.  1942)  relating 
to  United  States  Patent  Application  Serial 
No.  436,632  (now  United  State*  Letters  Pat- 
ent No.  2.404,741). 

This  retxjrn  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  above 
patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
March  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IP.   R.   Doc.    49-2165;    Piled.    Mar.   22.    1949; 
8:56  a.  m.) 


(Return  Order  282] 
Nicola  de  Pietroet  al. 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  to 
Return  Published,  and  Property 

Nicola  de  Pletro,  Plorence.  Italy.  Giuseppe 
de  Pletro.  Florence.  Italy.  Maria  Olulla  de 
Pletro.  Florence.  Italy;  Claim  No.  6976;  Feb- 
ruary 8.  1949  (14  P.  R.  659);  •2,741.69  in  the 
Treasury  of  the  United  States;  •2.889.45  In 
the  Treasury  of  the  United  States;  •2,889.45 
In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington.  D.  C.  on 
March  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.   R.   Doc.    49-2166;    Piled.    Mar.   22,    1949; 
8:57  a.  m.) 


NOTICES 

gatlon  originally  evidenced  by  two  (2)  New 
York  Title  and  Mortgage  Co.  Series  P-1  First 
Mortgage  Certificates,  numbered  9426  and 
9486,  each  of  •10,000  face  value,  said  Interest 
having  been  noted  on  the  records  of  the 
Trustees  of  Series  P-1,  39  Broadway.  New 
York  6.  New  York. 

Two  (2)  State  of  New  York.  Loan  for  High- 
way Improvement  Registered  Bonds,  Issue  of 
March  1911.  Due  March  1,  1961.  Bearing  Num- 
ber 2843  In  the  Pace  Value  of  •1.000  and 
Number  1203  In  the  Pace  Value  of  •5.000. 
Registered  In  the  nam*  of  "The  Attorney 
General  of  the  United  SUtes,  Account  No. 
28-23224".  presently  In  the  custody  of  the 
Federal  Reserve  Bank.  New  York.  New  York. 

Executed   at  Washington,  D.   C,  on 
March  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.   R.   Doc.   49-2167;    Plied.   Mar.   22.    1949; 
6:67  a.  m.| 


Executed  at  Washington,  D.   C.  on 
March  16.  1949. 
For  the  Attorney  General. 

[SEAL]  MALCOLM  S.  MaSOH. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

F.    R.    Doc.    49-2169;    Filed.    Mar.    22.    1949; 
867  a.  m.l 


Grete  Blass 


Pierre  Henry  Dtjssumier  De  Fonbrttne 

NOTICE   OF   INTENTION   TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  Infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  and  Property 

Pierre  Henry  Dussumler  De  Ponbrune, 
Paris,  France;  38710;  Property  described  In 
Vesting  Order  No.  666.  dated  January  18. 
1943  (8  P.  R.  6047.  April  17.  1943)  relating 
to  United  States  Letters  Patent  Nos.  1.987,- 
733  and  1.987.734. 

Executed   at  Washington,  D.   C,  on 
March  16,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.   R.   Doc.    49-2168;    Filed.   Mar.   22,    1949; 
8:57  a.  m.l 


NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act.  as 
amended,  notice  is  hereby  given  of  In- 
tention to  return,  on  or  after  30  days 
from  the  date  of  the  publication  hereof, 
the  following  property,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant.  Claim  No..  Property,  and  Location 

Grete  Blass.  a/k  a  Marguerite  Blass.  Mar- 
garetha  Blass  &  Margarete  Blass.  Sea  Cliff, 
N.  Y.;  6788;  •35.169.66  In  the  Treasury  of  the 
United  States. 

All  right,  title.  Interest  and  claim  of  the 
Attorney  General  In  and  to  that  certtdn  obll- 


LeO  LOWENSTEIW 

NOTICI    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington.  D.  C , 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 
Leo  Lowensteln,  Stockholm.  Sweden;  6235; 
Property  described  In  Vesting  Order  No.  2ol 
(8  Fed  Reg  625.  January  16,  1943)  relating 
to  United  States  Letters  Patent  No.  2.223.- 
929  Property  described  In  Vesting  Order  No. 
68  (7  Fed.  Reg.  6181.  August  11,  1942)  re- 
lating to  United  States  Patent  Applications 
Serial  Nos.  248.310  (now  U.  S  Letters  Patent 
No  2  375  933):  264,967:  859.171  (now  U.  8. 
Letters  Patent  No.  2.382.732);  and  340.363. 
Property  described  In  Vesting  Order  No.  2430 
(8  Fed.  Reg  1(8538.  December  8.  1943)  relat- 
ing to  United  States  Letters  Patent  Nos. 
2.020.072  and  Re  20.563. 

Executed   at  Washington.   D.   C,   on 
March  16.  1949. 
For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-2170;    Piled,   Mar.   22.    1949; 
8:57  a.  m.] 


Mar  J  OR  IE  Lepkowska 

NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  follow- 
ing property,  subject  to  any  increase 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Marjorle  Lepkowska,  Monte  Carlo.  Monaco; 
5365;  •1.140.70  In  the  Treasury  of  the  United 
States. 


Brttnilde  M\ddaleni 

NOTICE    OF    INTENTION    TO    RETTIHN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 
Claimant,  Claim  No..  Property  and  Location 

Brunllde  Maddalenl,  Lucca,  Italy;  26009; 
•  137  900.42  In  the  Treasury  of  the  United 
States.  All  right,  title.  Interest  and  claim 
of  any  name  or  nature  whauoever  of  Brunllde 
Maddalenl  In  and  to  Pleronl  Bros.  &  Cim- 
pany.  a  Massachusetts  partnership. 

The  following  secvirltles  presently  In  tlie 
custody  of  the  Safekeeping  Department  of 
the  Federal  Reserve  Bank  of  New  York;  100 
shares  of  Pleronl  Building  Trust  (a  Ma.*^;'- 
chusetts  Trust),   and  60  shares  of   no  F-r 


Wednesday,  March  23,  1949 

value  capital  stock  of  Pleronl  Inc.,  a  Massa- 
chusetts corporation. 

Executed   at  Washington,  D.   C,  on 
March  16,  1949. 

For  the  Attorney  General. 

(seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.   Doc.   49  2171;    Filed,    Mar.   22,    1949; 
8:57  a.  m.J 


Martha  Meyer 


NOTICE    O:     INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  adminis- 
tration thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 
Claimant.  Claim  No..  Property,  and  Location 

Martha  Meyer.  Chicago  40.  Ill;  6705 
•474  91  In  the  Treasury  of  the  United  States. 
One-half  of  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatsoever 
of  Emilia  Meyer,  deceased.  In  and  to  the  es- 
tate of  Reglna  S    Berla,  deceased. 

Executed  at  Washington,  D.  C,  on 
March  16.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F   R.   Doc.   49-2172;    Filed,   Mar.   22,    1949; 
8  57  a.  m.| 


Ellen  Milo 


NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act.  as  amend- 
ed, notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  .subject  to  any  increase  or  de- 
crca.se  resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant.  Claim  No.,  and  Property  and 
Location 

Ellen  MUo.  New  York.  N.  Y.;  35475;  All 
rik;ht.  title.  Interest,  and  claim  of  any  kind 
or  character  whatsoever  of  Miss  Berta  Tuchol- 
sky  In  and  to  the  Trust  Estate  created  under 
the  Last  Will  and  Testament  of  Use  Neu- 
minn,  deceased.  Trustee:  Securlty-Flrst 
National  Bank  of  Los  Angeles.  661  South 
Sprlns?  Street,  Los  Angeles,  Calif.;  ^3.329 .40  In 
the  Treasury  of  the  United  States. 

Exeruted  at  Washington,  D.  C,  on 
March  16.  1949. 


FEDERAL  REGISTER 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

I  P.    R.    Doc.   49-2173;    Plied.    Mar.    22,    1949; 
8:57  a.  m.) 


Maddalena  Rossi 


NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No..  Property,  and  Location 

Maddalena  Rossi,  Bovegllo,  Province  of 
Lucca.  Italy:  5167;  Real  Estate,  premises  1785 
Florida  Avenue  NW..  Washington,  D.  C; 
•2.776  08    In    the    Treasurj'    of    the    United 

States. 

Executed  at  Washington,  D.  C.  on 
March  16,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.   Doc.    49  2175;    Filed,   Mar.   22.    1949; 
8:58  a.  m.] 


Otto  Monheimer 


NOTICE  OF  intention  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  ^f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Otto  Monheimer,  Yonkers.  N.  Y.;  33949; 
•534.71  In  the  Treasury  of  the  United  States. 
One-third  of  all  right,  title  and  Interest  In 
and  to  a  trust  created  under  paragraph 
"ninth"  of  the  will  of  Sara  M.  Frank,  de- 
ceased, for  the  benefit  of  Helnrlch  Monheimer 
and  his  Issue. 

Executed  at  Washington,  D.  C,  on 
March  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  beputy  DiredtQr, 
dfflce  of  Alien  Property. 

[P.   R.    Doo.   49-2174;    F^led,   Mar.   22.    1949; 
8:58  a.  m.] 
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SociETA  Anonima  Lucchese  Olii  e  Vini 

NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended,  • 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
publication  hereof,  the  following  prop- 
erty located  In  Washingto.i,  D.  C,  in- 
cluding all  royalties  accrued  thereunder 
and  all  damages  and  profits  recoverable 
for  past  Infringement  thereof,  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  and  Property 

Socleta  Anonima  Lucchese  OUl  e  Vlnl. 
Lucca.  Italy;  35670;  Property  described  In 
Vesting  Order  No.  2629  (8  F.  R.  17281.  Decem- 
ber 23.  1943).  relating  to  trade-marks  regis- 
tered in  the  United  States  Patent  Office 
under  the  following  numbers:  29,145:  56,- 
446;  87.063;  176,690;  297,151;  299,718  and 
313,385. 

Executed  at  Washington,  D.  C,  on 
March  Iff,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.   49-2176:    Filed,   Mar.   22,    1949; 
8:58  a.  m.] 


SOCIETE  AnONYME  TUBEST 

NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
Including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  Infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  and  Property 

Soclete  Anonyme  Tubest.  Paris,  France; 
12343;  Property  described  In  Vesting  Order 
No.  1344  (8  P.  R.  7123.  May  28.  1943) ,  relating 
to  United  States  Letters  Patent  No.  2,194,888. 
All  Interests  and  rights  created  In  Soclete 
Anonyme  Tubest  to  the  extent  owned  by 
claimant  Imjnedlately  prior  to  the  vesting 
thereof  by  Vesting  Order  No.  1344.  by  virtue 
of  an  agreement  dated  April  22.  1939  (In- 
cluding all  modifications  thereof  and  sup- 
plements thereto)  by  and  between  Soclete 
Anonyme  Tubest  and  Tlteflex  Metal  Hose 
Company  (now  Tlteflex.  Inc.) .  relating  among 
other  things  to  United  States  Letters  Patent 
No.  2,194.888.  and  Including  royalties  In  the 
amount  of  •e.OOO. 

Executed   at  Washington,  D.   C,  on 
March.  16,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.   R.   Doc.    49  2177;    Filed.    Mar.    22,    1949; 
8:98  a.  m.] 
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Washington,  Thursday,  March  24,  1949 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  27 — Exclusion  Prom  Provisions  or 
Federal  Employees  Pay  Act  of  1945, 
AS  Amended,  and  Classification  Act 
of  1923.  AS  Amended,  and  Establish- 
ment OF  Maximum  Stipends  for  Posi- 
tions IN  Government  Hospitals  Filled 
BY  Student  or  Resident  Trainees 

miscellaneous  amendments 

Sections  27.1  and  27.2  are  amended  In 
part  as  set  out  below.  These  amend- 
ments are  effective  as  of  March  1,  1949. 

§  27.1  Exclusion  from  provisions  of 
Federal  Employees  Pay  Act  and  Classifi- 
cation Act.  In  accordance  with  the  pro- 
vi.'^ions  of  section  1  and  section  2  of  Public 
Law  330.  80th  Congress,  approved  August 
4,  1947,  the  following  positions,  in  addi- 
tion to  those  specifically  excluded  by  sec- 
tion 1  and  section  2  of  such  law.  are  ex- 
cluded from  the  provisions  of  the  Federal 
Employees  Pay  Act  of  1945  (Public  Law 
106.  79th  Conpress^  as  amended,  and 
the  Classification  Act  of  1923.  as  amended 
and  extended  <5  U.  S.  C,  ch.  13) : 

•  •  •  •  • 

Student  X-ray  technicians,  U.  S.  Pub- 
lic Health  Service,  one  year  to  eighteen 
months  approved  training. 

Student  medical  Interns.  U.  S.  Public 
Health  Service,  approved  training  during 
•third  and  fourth  years  of  medical  school. 

Pharmaceutical  interns.  U.  S.  Public 
Health  Service,  one  year  approved  post- 
giaduate  training. 

§  27.2  Maximum  stipends  prescribed. 
In  accordance  with  the  provisions  of  sec- 
tion 3  of  Public  Law  330,  80th  Congress, 
approved  August  4.  1947.  the  following 
maximum  stipends  (including  overtime 
pay,  maintenance  allowances,  and  other 
payments  in  money  or  kind),  except  as 
otherwise  provided  in  §  27.3  are  hereby 
prescribed : 

*  •  •  •  • 

Student  X-ray  technicians — U.  S.  Pub- 
lic Health  Service: 

First  9  months  approved  training, 
per  month t65 

Subsequent  3  to  9  months  approved 
training,  per  month 78 


Student  medical  interns — U.  S.  Public 
Health  Service: 

Half-time  approved  training  during 
third  and  fourth  years  of  medical 
school,  per  month $67 

Full-time  approved  training  during 
third  and  fourth  years  of  medical 

school,  per  month 134 

Pharmaceutical   Interns — U.  S.  Public 
Health  Service: 

1  year  approved  postgraduate  train- 
ing   1.470 

(81  Stat.  727;  5  U.  S.  C.  Sup.  1051-1058) 

United  States  Civil  Serv- 
ice Commission, 

fSEAL]       H    B.   MiTCHtLL. 

President. 

(F.   R.   Doc.   49  2200;    Filed,   Mar.   23.    1949; 
9:00  a.  m.J 


TITLE  7— AGRICULTURE 

Subtitle  A — OfRce  of  the  Secretary  of 
Agriculture 

Part  4 — War  Food  Orders  <  Production 
AND  Marketing  Administration) 

partial  revision  of  appendix  a 

Pursuant  to  the  authority  vested  in  me 
by  War  Food  Order  No.  63.  as  amended 
( 12  P.  R.  459  > ,  Appendix  A  to  the  order  is 
hereby  revised  by  adding  the  following 

item  thereto: 

Commerce 
import 
Food  Class  No. 

Flaxseed  screenings,  scalplngs,  chaff. 

or  scourings 2946.000 

(Sec.  1,  58  Stat.  836;  12  U.  S.  C.  1150; 
Interprets  or  applies  sec.  2,  58  Stat.  836; 
12  U.  S.  C.  1150a;  E.  O.  9280.  Dec.  5.  1942. 
7  P.  R.  10179.  3  CFR.  1943  Cum.  Supp.; 
E.  O.  9577.  June  29,  1945.  10  F.  R.  8087.  3 
CFR.  1945  Supp.) 

Tills  revision  shall  become  effective 
upon  publication  In  the  Federal 
Register. 

Issued  this  21st  day  of  March  1949. 

[seal]  Frank  K.  Woolley, 

Acting  Administrator,  Produc- 
tion  and  Marketing  AdminiS' 
tration. 

|F.   R.   Doc.  49-2206;    Filed.   Mar.   23,    1949; 
9:01  a.  m.] 
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Title  16  P*8« 

Chapter  I: 

Proposed  rules 1336 

Part  3 1323 

Title  25 
Chapter  I: 

Part   130    (proposed)    (2  docu- 
ments)       1327 

Title  34 
Chapter  V: 

Part  577 1326 

Title  43 
Chapter  I: 

Appendix — Public  land  orders: 

572 1326 

Title  47 
Chapter  I: 

Part  3  (proposed) 1334 

TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

(Allocation   Order   M  43.   as   amended   Mar. 
21,  19491 

Part  338 — Allocation  Orders 

subpart — tin 

Subpart— Tin  (§338.1  to  338  25  •  Al- 
location Order  M-43.  as  amended  Decem- 
ber 27,  1948.  is  further  amended  to  read 
as  follows: 

PURPOSE 

Sec. 

338.1  What  this  subpart  does. 

DEUVERIES  OF  PIG  TIN 

338.2  Restriction  on  deliveries  of  pig  tin. 
338  3       Allocations  of  pig  tin. 

338  4       Reports  on  use,  disposition  and  in- 
ventories of  pig  tin. 

USE  OF  TIN  IN  MANUFACTURE 

338.5  General  restrictions  on  the  use  of  pig 

tin,  secondary  tin,  tin  plate,  terne 
plate,  solder,  babbitt  and  other 
tin-bearing  materials. 

338.6  Special    restrictions    on    the    use   of 

metals  to  which  pig  tin  has  been 
added. 

IMPLEMENTS   OF   WAR 

338.7  Exemption  for  implements  of  war. 

USE  AND  SALE  OF  ARTICXES  CONTAINING  TIN 

338.8  General  restrictions  on  the  use  and 

sale  of  tin-bearing  products. 

338.9  Special  restrictions  on  purchases  and 

sales  of  certain  articles  containing 
tin. 

INVENTORIES 

338.10  Limitation  on  inventories. 

IMPORTS 

338.11  Import  restrictions. 

EXPOKTS 

338.12  Export  certificates. 

MISCELLANEOUS 

338.13  Appeals  and  communications. 

338.14  Violations. 

SCHESULXa 

33820     Permitted  uses. 

338.21  Schedule  I;  miscellaneous. 

338.22  Schedule  II;  solders. 


6f  c.  This  exception  apnlies  only  to  a  person 

338  23    Schedule  IH:  babbitt.  regularly  engaged  in  the  manufacture  for 

o^^  ot    ^^!^"  *  J-  ,^;"**  *"^  ^'■°""   ,  ,  his  own  use  or  for  resale  of  the  tin  prod- 

338  25     Schedule   V;    tin   plate,   terne   plate,  .    ,           u'   i,   .w     »       i            j          j   j 

and  terne  metal  "^^  '°^  which  the  tin  is  used,  and  does 

not  apply  to  those  persons  who  normally 

AuTHORn-Y :{}  338  1  to  338  25  Issued  under  purchase   the   finished   tin   product   for 

Title  III,  56  Stat.  177.  as  amended:  50  U  S  C.  .j^   ,     r.r.Pratinn<; 

Apo    and  Sup    6:^3;  E   O    9841.  Apr    23,  1947,  ^      Too  0,0               ^^               .«      *      ^ 

12  F  R  2645  3  CFR,  1947  Supp.  ^ce  §  338.12  regarding  certificate  for 

export. 

PTTRPO^^E 

§  338.3     Allocations   of  pig   tin.     The 

5  338.1    What  this  subpart  does.    This  Office  of  Domestic  Commerce  will  allo- 

subpart  prohibits  deliveries  of  pig  tin  ex-  cate  the  supply  of  pig  tin,  including  all 

cept  under  certain  conditions  and  pro-  pig  tin  released  by  the  Reconstruction 

vides   for  allocation   of   pig  tin   by  the  Finance  Corporation,  and  will  issue  spe- 

Offlce  of  Domestic  Commerce.     It  also  cific  directions  as  to  the  source,  destina- 

restrlcts  the  use  of  pig  tin,  secondary  tin,  tion  and  amount  of  pig  tin  to  be  delivered 

certain  tin-bearing  products  and  tinplate  or  acquired.    Applications  for  allocations 

in  manufacture.     The  subpart  also  re-  of  pig  tin  should  be  made  to  the  Ofuce  of 

stricts  sales  and  deliveries  of  jewelry  and  Domesiic  Commerce  not  later  than  the 

certain    other    articles    containing    tin.  20th  day  of  the  month  before  the  month 

The  subpart  also   limits  Inventories  of  in  which  delivery  is  requested,  and  should 

tin.    Further  restrictions  on  the  use  of  be  made  on  Form  OE)C-412.     Except  in 

tin  in  making  tin  cans  are  contained  in  una'^ual  circumstances,  the  Office  of  Do- 

H  338.31  to  338.46  (Order  M-81>.  mestic  Commerce  will  not  allocate  to  a 

DELIVERIES  OF  PIG  TIN  p>erson  for  a  calendar  quarter  an  amount 

greater  than  27.57c  of  the  total  quantity 

5  238  2    Restriction  on  deliveries  of  pig  allocated  to  him  for  melting  and  putting 

tin.     No  person  shall  deliver  or  accept  jnto  process  and  for  resale  during  the 

delivery  of  pig  tin  without  a  specific  al-  calendar    year    of     1948.     Applications 

location  in  writing  by  the  Office  of  Do-  fj-^n^  persons  who  did  not  use  pig  tin 

mestic  Commerce  except  a^  set  forth  in  during  the  base  period  (including  persons 

paragraphs  (a>  and  'bJ  of  this  section.  ^^.^q  were  not  in  business  at  that  time) 

Except  as  may  be  specifically  author-  ^,^,1  ^e  considered  on  an  equitable  basis, 

ized  in  writing  by  the  ODC,  no  person  ^in  requested  for  resale  must  be  di.sposed 

shall  receive  pig  tin  for  processing  by  him  -,  ^f  only  by  resale.     The  Office  of  Domestic 

for  another  person's  account  (under  toll  commerce   may    .-specifically   direct    the 

agreement  or  otherwise),  and  no  person  purposes  and  end  products  for  which  a 

shall  deliver  pig  tin  to  another  person  person  may  convert,  process  or  fabricate 

for  proces.sing  by  the  latter  for  the  for-  pj^  ^n  whether  or  not  directly  allocated 

mers  account  (under  toll  agreement  or  ^^  j^jj^j 
otherwise). 

Pig  tin"  means  metal  containing  98%  §  338  4     Reports    on    use.    disposition 

or  more  by  weight  of  the  element  tin,  in  a»<i  inventories  of  pig  tin.     fa»   On  or 

shapes  current  in  the  trade   (including  before  the  10th  of  each  calendar  month, 

anodes,  powder,  small  bars  and  ingots)  each  distributor  of  pig  tin  must  report  to 

produced  ■  from  ores,  residues  or  scrap.  tlie   Office   of   Domestic    Commerce    on 

It  also  includes  tin  pipe  or  tubing.  Form  OE>C-412  all  of  his  transactions  in 

(a)   Exception  for  deliveries  to  RFC.  P>K  tin  during  the  previous  month. 

Pig  tin  may  be  delivered  without  specific  'b )  Any  person  who,  on  the  first  day  of 

allocation  to  the  Reconstruction  Finance  a  calendar  month,  has  in  his  possession 

Corporation,  or  its  agent.  or  under  his  control  2,000  pounds  or  more 

ib»  Small-order    exception.    Pig    tin  of  pig  tin  must  report  to  the  Office  of 
may  be  delivered,  without  specific  au-  Domestic  Commerce  on  Form  ODC^12 
thorization,  by  a  distributor  in  quantities  by  the  20th  of  that  month, 
totalling  not  more  than  4.000  pounds  per  (c)  Any  person  who  u.ses  1,000  pounds 
calendar  month  to  any  customer  who  (1 )  or  more  of  pig  tin  in  any  calendar  month 
receives  that  pig  tin  only  for  use  or  proc-  must  report  to  the  Office  of  Domestic 
essing  by  him  in  his  own  plant  or  for  re-  Commerce  on  Form  ODC-412  on  or  be- 
sale  in  accordance  with  this  subpart,  (2)  fore  the  20th  of  the  following  month, 
does  not  receive  from  all  sources  more  "d*   The  reporting  requirements  of  this 
than  4,000  pounds  of  pig  tin  in  the  month  subpart  have  been  approved  by  the  Ba- 
the distributor  makes  delivery,  and  <3)  reau  of  the  Budget  pursuant  to  the  Fed- 
gives  to  the  distributor  at  the  time  he  eral  Reports  Act  of  1942. 
places  his  purchase  order  a  certificate  in  ^^  ^^  „^  ^  MANurACTiTRE 
substantially    the    form    below,    signed 

manually  or  as  provided  in   55  336.1  to  §338  5     General    restrictions    on    the 

336  20,  (Allocation  Regulation  1»   by  an  ^se  of  pig  tin,  secondary  tin,  tin  plate. 

official  duly  authorized  for  that  purpose :  terne   plate,  solder,   babbitt   and   other 

I  certify,  subject  to  the  penalties  of  Title  tin-bearing  materials.     No  person  may 

18.  u.  S.  Code  (Crimes).  secMon  1001,  that  I  "^e  any  pig  tin.  secondary  tin.  tin  plate. 

will  use  this  pig  tin  for terne  plate,  .solder,  babbitt,  copper  base 

(specify  end  use  1  in  accordance  with  Order  alloys  or  other  alloys  containing  1.5% 
M-43  or  will  resell  it  only  In  accordance  with  or  more  tin.  or  any  other  materials  con- 
that  order.  I  will  not  receive  more  than  taining  1.5%  or  more  tin,  or  any  britan- 
4,000  pounds  of  pig  tin  from  all  sources  In  ^la  metal,  pewter  metal  or  other  similar 

-—           (specify  month  of  de-  tin-bearing  alloys  to  make  or  treat  any 

ordlr    *"'^"'*'"^  ^^^  *"'°"°'  ^°'''"**  ^^  ^^''  Item  or  product,  or  in  any  process,  not  set 

forth  in  one  of  the  schedules  attached  to 

""(NamVof  piirchaserr  t^**    subpart.     In    making    or    treating 

By these  Items,  or  performing  these  proc- 

(Duiy  authorized  official)  esses,  pig  tin  may  be  used  only  when. 
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and  to  the  extent,  specified  in  the  sched- 
ules but  may  not  be  used  where  the  sche- 
dule permits  secondary  tin  only.  The 
tin  content  of  an  item  may  not  exceed 
the  amount  indicated  in  the  schedule. 

•pig  tin"  meaa«:  metal  containing  98% 
or  more  by  weight  of  the  element  tin,  in 
shapes  currently  in  the  trade  <  including 
anodes,  powder,  small  bars,  and  ingots' 
produced  from  ores,  residues  or  scrap. 
It  also  includes  tin  pipe  or  tubing.  "Sec- 
ondary tin"  means  any  alloy  which  con- 
tains less  than  98%  but  not  less  than 
1.5%  by  weight  of  the  element  tin. 

§  338.6  Special  restrictions  on  the  use 
of  metals  to  tchich  piq  tin  has  been  added. 
No  person  may  use  metal  to  which  pig  tin 
has  been  added  to  produce  any  product 
or  perform  any  process  for  which  pig  tin 
is  not  permitted  by  one  of  the  schedules 
attached  to  this  subpart. 

IMPLEMENTS  OF  WAR 

5  338.7  Exemption  for  imphments  of 
war.  (a)  The  restrictions  of  iiS  338.5 
and  338  6  and  of  the  schedules  do  not 
apply  to  the  manufactv;re  of  "Imple- 
ments of  war"  produced  for  the  National 
Military  Establishment,  or  the  U.  S  Mari- 
time Commission,  where  the  use  of  tin 
contrary  to  these  restrictions  Is  required 
either  by  the  latest  applicable  specifica- 
tions, on  drawings,  cr  by  letter  or  con-n 
tract  of  the  government  service  or  agency 
for  which  the  "implements  of  war"  are 
being  produced. 

(b>  "Implements  of  war"  means  com- 
bat end-products,  complete  for  tactical 
operations  'including,  but  not  limited  to 
aircraft,  ammunition,  armaments,  wea- 
pons, ships,  tanks,  military  vehicles  and 
radio  and  radar  equipment),  and  any 
parts,  assemblies  or  materials  to  be  in- 
corporated in  any  of  these  items.  This 
term  does  not  include  facilities  or  equip- 
ment used  to  manufacture  the  items  de- 
scribed above  nor  does  it  include  any  ''in 
process"  materials  or  any  other  materials 
not  actually  to  be  Incorporated  into  the 
items  described  above. 

USE  AND  SALE  OF  ARTICLES  CONTAINING  TIN 

5  338  8  General  reftrictiorut  on  the 
use  arid  sale  of  tin-bearing  products,  'a) 
In  .some  cases  the  schedules  attached  to 
this  subpart  jiermit  the  use  of  pig  tin  or 
secondary  tin  in  making  a  product  only 
if  the  product  is  to  be  used  for  a  particu- 
lar purpose.  No  person  shall  u.se  any  of 
these  products  for  any  purp>o.se  other 
than  the  purpose  permitted  by  the  sche- 
dule. 

(b)  No  person  giving  a  certificate  un- 
der this  .subpart  or  its  schedules  may  re- 
ceive, use  or  dispose  of  the  materials  ob- 
tained with  the  certificate  contrary  to  its 
terms. 

(c »  Notwithstanding  the  authorization 
by  the  Office  of  Domesiic  Commerce  of  a 
sale  or  dehvery  of  tin,  no  penson  shall 
sell  or  deliver  any  tin  or  tin-bearing  ma- 
terial or  product  thereof  in  the  form  of 
raw  materials,  semi-processed  materials, 
finished  parts  or  subassemblies  to  any 
person  if  he  knows  or  has  reason  to  be- 
lieve such  material  or  any  product  there- 
of is  to  be  used  in  violation  of  the  terms 
of  this  subpart.  A  supplier  may  rely 
upon  the  written  certificatiofi  of  the  cus- 
tomer seeking  delivery  of  any  such  mate- 
rial, as  to  the  purposes  for  which  it  will 
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be  used,  unless  the  supplier  knows  or 
has  reason  to  believe  the  certification  is 
false,  and  such  a  certification  shall  con- 
stitute, on  the  part  of  the  person  making 
It,  a  representation  to  the  Office  of  Eto- 
mestlc  Commerce  within  the  meaning  of 
Title  18.  U.  S.  Code  (Crimes),  section 
1001. 

(d)  Certificates  furnished  by  purchas- 
ers should  be  in  substantially  the  follow- 
ing form,  except  when  otherwise  required 
by  5  338.2  (b).  §  338.12.  or  by  provisions 
In  the  schedules  attached  to  this  order: 

I  certify,  subject  to  the  peiralties  of  Title 
18,  U.  S.  Code  (Crimes),  section  1001.  that  I 
will  use  this  tin  or  tin  product  for  >  (specify 
end    lise)    in    accordance    with   Order    M-43 

(Section   .  paragraph )    or  will 

resell  It  only  In  accordance  with  that  order. 

(Name  of  purchaser) 
By 

(Duly  authorized  official) 

'Where  appropriate,  substitute  the  follow- 
ing for  the  portion  beginning  '"for  (specify 
end  use)":  In  accordance  with  the  "Imple- 
ments of  war"  provisions  of  S  338.7  of  Order 
M-43. 

8  338.9  Special  restrictions  on  pur- 
chases and  sales  of  certain  articles  con- 
taining tin.  No  person,  for  the  purpose 
of  resale,  shall  purchase  or  receive  any 
new  article  of  the  kinds  listed  below,  if 
the  article  contains  tin  in  any  form  ex- 
cept tin  plate  waste-waste,  or  terne  plate 
waste-waste,  tin  plate  scrap  or  terne 
plate  scrap,  solder  used  for  joining  pur- 
poses (to  the  extent  permitted  by 
9  338.22),  or  brass  or  bronze  (to  the  ex- 
tent permitted  by  §  338.24). 

No  person  shall  sell  or  deliver  any  new 
article  of  the  kinds  listed  below,  if  the 
article  contains  tin  in  any  form  except 
tin  plate  waste-waste,  or  terne  plate 
waste-waste,  tin  plate  scrap  or  terne 
plate  scrap,  solder  used  for  Joining  pur- 
poses (to  the  extent  permitted  by 
S  388.22*.  or  brass  or  bronze  (to  the  ex- 
tent permitted  by  §  338.24). 

"New  article"  means  one  which  has 
not  been  used  by  an  ultimate  consumer. 

A  purcha.ser  for  resale  of  articles  of  the 
kinds  listed  below  may  rely  on  a  written 
certification  by  his  supplier  that  they 
contain  no  tin  In  any  form  except  tin 
plate  waste-waste  or  terne  plate  waste- 
waste,  tin  plate  scrap  or  terne  plate  scrap, 
solder  used  for  Joining  purposes  (to  the 
extent  permitted  by  §338  22).  or  bra.ss 
or  bronze  (to  the  extent  permitted  by 
S  338.24  > .  unless  he  knows  or  has  reason 
to  believe  the  statement  is  false. 

1.  Advertising  specialties. 

2.  Art  objects. 

3.  Britannia  metal,  pewter  metal  or  other 

similar  tln-bearlng  alloy. 

4.  Buckles. 

5.  Buttons. 

6.  Emblems  and  Insignia. 

7.  Jewelry. 

8.  Novelties,  souvenirs  and  trophies. 

9.  Ornaments  and  ornamental  fittings. 
10.  Toys  and  games. 

INVENTORIES 

§338.10  Limitation  on  inventories. 
No  person  who  uses  any  material  listed 
in  Column  1  below  shall  accept  delivery 
of  any  of  that  material  if  his  inventory 
of  it  is.  or  will  by  virtue  of  such  accept- 
ance become,  more  than   the   amount 
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which  he  will  be  required  by  his  current 
practices  to  put  into  use,  during  the  next 
succeeding  period  of  the  length  specified 
In  Column  2  below,  in  order  to  carry  out 
his  current  operations  for  permitted  uses: 

Column    (1)  Column  (2) 

Maximum    days' 
Material  supply 

•.Pig  tin 90  days  (for  man- 
ufacture of  tin 
plate). 
45  days  (for  any 
other  permitted 
use^. 

b.  Solder  (aa  defined  In     30  days. 
Schedule  II  to  M-43). 

c.  Babbitt  (as  defined  In     30  days. 
Schedule     III    to    M- 

43). 

d.  Copper     base     alloys     45  days, 
(containing     1.61,     or 

more  of  tin). 

e.  Other  alloys  contain-     30 Mays. 
Ing  1.5%  or  more  tin 
(except    solder,    bab- 
bitt, and  copper  baa* 
alloys). 

f.  All  other  tln-bearlng     60  days, 
aaaterlals. 

IMPORTS 

S  338.11  Import  restrictions.  This 
section  contains  the  ODC  restrictions  on 
the  import  of  tin  In  various  forms  (exclu- 
sive of  tin  ores  and  concentrates) . 

(a)  Definitions.  For  the  purposes  of 
this  section: 

(1)  "Tin  subject  to  import  control" 
means  any  tin  in  any  raw.  semi-finished, 
or  scrap  form,  and  any  alloys,  com- 
pounds, or  other  materials  containing  tin 
(where  tin  is  of  chief  value) .  in  any  raw, 
semi-finished,  or  scrap  form.  This  in- 
cludes, but  is  not  limited  to,  the  follow- 
ing: 

Babbitt  metal  and  solder 650fl.  100 

Alloys  and  combinations  of  lead, 
not  In  chief  value  lead  (Includ- 
ing leady  antimony  and  white 
metal) -- 6506.  900 

Tin    bars,    blocks,    pigs,    grain    or 

granulated    6551.300 

Tin  metallic  scrap  (except  alloyed 

scrap)  6551.500 

Tin  alloys,  chief  value  tin  n.  b.  p.  f. 

(Including  alloy  scrap) 6551.900 

Tin    foil    less    than    0.0006    Inch 

thick 6790.  710 

Tin  powder  flltter.s  and  metalUcs-..  6790.  720 

Tin  bichloride,  tin  tetrachloride 
and  other  chemical  compounds, 
mixtures  and  salts,  tin  chief 
value  (Including  tin  oxide) 8380.920 

Non:  The  numbers  listed  In  the  second 
column  are  commodity  numbers  taken  from 
Schedule  A.  Statistical  Classification  of  Im- 
ports Into  the  United  States,  Issued  by  the 
U.  S.  Department  of  Commerce  (September 
1.  1946  Edition).  -^ 

(2)  "Owner"  of  any  material  means 
any  person  who  has  any  property  inter- 
est in  such  material  except  a  person 
whose  interest  is  held  solely  as  security 
for  the  payment  of  money. 

(3)  "Consignee"  means  the  person  to 
whom  a  material  is  consigned  at  the  time 
of  importation. 

(4)  "Import"  means  to  transport  in 
any  manner  into  the  continental  United 
States  from  any  foreign  country  or  from 
any  territory  or  possession  of  the  United 
States.  It  includes  shipments  into  a  free 
port,  free  zone,  or  bonded  custody  of  the 
United  States  Bureau  of  Customs  (bond- 


ed warehouse)  In  the  continental  United 
States  and  shipments  into  the  continen- 
tal United  States  for  processing  or  man- 
ufacture in  bond  for  exportation. 

It  does  not  include  shipments  in 
transit  in  bond  through  the  continental 
United  States  without  processing  or 
manufacture  to  Canada,  Mexico  or  any 
other  foreign  country,  or  shipments 
through  a  free  port  or  free  zones  to  a 
foreign  country  without  processing  or 
manufacture.  However,  if  any  material 
covered  by  the  preceding  sentence  is.  be- 
cause of  a  change  in  plans,  to  be  sold  or 
used  in  the  continental  U.  S.  or  subjected 
to  processing  or  manufacture  in  the  con- 
tinental United  States,  it  becomes  an 
"import"  for  the  purposes  of  this  section 
and  requires  the  same  authorization  as 
an  "import"  before  it  may  be  moved  from 
a  free  port,  free  zone,  or  bonded  custody. 

(b)  Restrictions  on  imports — (1)  Gen- 
eral restriction.  No  person,  except  as 
authorized  in  writing  by  the  Office  of 
Domestic  Commerce,  shall  purchase  for 
import,  import,  offer  to  purchase  for  im- 
port, receive,  or  offer  to  receive  on  con- 
signment for  import,  or  make  any 
contract  or  other  arrangement  for  the 
importing  of.  any  tin  subject  to  import 
control  under  this  subpart.  The  forego- 
ing restrictions  shall  apply  to  the  im- 
portation of  any  tin  subject  to  import 
control  under  this  subpart  regardless  of 
the  existence  of  any  contract  or  other 
arrangement  for  the  Importation  of  such 
material. 

(i)  Conditions  under  which  the  im- 
portation of  tin  alloys  may  be  permitted. 
Alloys  containing  less  than  90%  tin  may 
be  imported  in  pig  and  ingot  form  only, 
provided  such  material  is  not  of  such  na- 
ture as  to  be  considered  especially  pre- 
pared for  nonpermitted  use  under  the 
provisions  of  Order  M-43.  The  quantity 
which  may  be  imported  must  fall  within 
the  total  quantity  of  imports  established 
quarterly  by  the  Office  of  Domestic  Com- 
merce. Exce.ssive  applications  will  be 
denied  or  reduced.  Such  imports  as  may 
be  authorized  will  be  charged  against  the 
U.  S.  customers"  allocation  of  pig  tin  in 
the  month  or  quarter  In  which  the  ma- 
terial is  received  and  may  only  be  im- 
ported by  or  for  the  account  of  customers 
who  now  receive  pig  tin  allocations  and 
can  use  the  material  in  the  form  im- 
ported, for  use  only  In  accordance  with 
the  provisions  of  Order  M-43.  Importees 
must  certify  In  their  application  to  a  firm 
offer  of  material  by  a  supplier  to  the  im- 
porter, and  country  of  ongln.  certifying 
as  to  export  license  number,  date,  etc  . 
from  the  country  of  origin,  where  such 
export  license  is  required  by  said  coun- 
try. License  application  likewise  must 
show  the  quantity  of  material,  assay  or 
assays.  U.  S.  customers  to  whom  it  is 
intended  or  contracted  to  sell,  and  quan- 
titir  to  each  customer, 

(2)  Authorization  by  Office  of  Domes- 
tic Commerce.  Any  person  desiring 
such  authorization,  whether  owner,  pur- 
chaser, seller,  or  consignee  of  the  ma- 
terial to  be  imported,  or  agent  of  any  of 
them,  shall  make  application  therefor  in 
triplicate  on  Form  ODC-1041  addressed 
to  the  Nonferrous  Metals  and  Minerals 
Division.  Office  of  Domestic  Commerce. 
Department  of  Commerce,  Washington 
2i,  D.  C,  Ref.:  M-43.    Unless  otherwise 
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expressly  permitted,  such  authorization 
shall  apply  only  to  the  particular  ma- 
terial and  shipment  mentioned  therein 
and  to  the  persons  and  their  agents  con- 
cerned with  such  shipment:  it  shall  not 
be  assignable  or  transferable  either  in 
whole  or  in  part. 

(3)  Restrictions  on  financing  of  im- 
ports. No  bank  or  other  person  shall 
participate,  by  financing  or  otherwise, 
in  any  arrangement  which  ^uch  bank  or 
person  knows  or  has  reason  to  know  in- 
volves the  importation  of  any  tin  subject 
to  Import  control  under  this  subpart, 
unless  such  bank  or  person  either  has 
received  a  copy  of  the  authorization  Is- 
sued by  the  Office  of  Domestic  Commerce 
under  the  provisions  of  paragraph  (b) 
(2'  of  this  section  or  is  satisfied  from 
known  facts  that  the  proposed  trans- 
action comes  within  the  exceptions  set 
forth  in  paragraph  (b)  (4)  of  this 
section. 

(4>  Exceptions.  Unless  otherwise  di- 
rected by  the  Office  of  Domestic  Com- 
merce, the  restrictions  set  forth  in  para- 
graph (b)  of  this  section  shall  not  apply: 

(i>  To  the  Reconstruction  Finance 
Corporation.  U.  S.  Commercial  Company, 
or  any  other  United  States  governmental 
department,  agency,  or  corporation,  or 
any  agent  acting  for  any  such  depart- 
ment, agency  or  corporation,  or 

(11)  To  any  material  of  which  any 
United  States  governmental  department, 
agency,  or  corporation  is  the  owner  at 
the  time  of  importation,  or  to  any  mate- 
rial which  the  owner  at  the  time  of  im- 
portation had  purchased  or  otherwise 
acquired  from  any  United  States  govern- 
mental department,  agency,  or  corpora- 
tion; or 

'  lii »  To  any  material  consigned  or  im- 
ported as  a  sample  where  the  value  of 
each  consignment  or  shipment  is  less 
than  $25.00. 

<c)  Reports — (1)  Reports  on  customs 
entry.  No  tin  .subject  to  imixjrt  control 
under  this  subpart,  including  materials 
imported  by  or  for  the  account  of  the 
Reconstruction  Finance  Corporation, 
U.  S.  Commercial  Company,  or  any  other 
United  States  governmental  department, 
agency  or  corporations,  shall  be  entered 
through  the  United  States  Bureau  of 
Customs  for  any  purpose,  unless  the  per- 
son making  the  entry  shall  file  with  the 
entry  Form  ODC-1040  In  duplicate.  The 
fillnp  of  such  form  a  second  time  shall 
not  be  required  upon  any  subsequent 
entry  of  such  material  through  the 
United  States  Bureau  of  Customs  for  any 
purpose;  nor  shali  the  filing  of  such  form 
a  .».econd  time  be  required  upon  the  with- 
drawal of  any  material  from  bonded  cus- 
tody of  the  United  States  Bureau  of  Cus- 
toms, regardless  of  the  date  when  such 
material  was  first  transported  Into  the 
continental  United  States.  Both  copies 
of  such  form  shall  be  transmitted  by  the 
Collector  of  Customs  to  the  Nonferrous 
Metals  and  Minerals  Division.  Office  of 
Domestic  Commerce.  Department  of 
Commerce.  Washington  25.  D.  C„  Ref,: 
M-43. 

•2)  Other  reports.  All  persons  hav- 
ing any  interest  in,  or  taking  any  action 
^ith  respect  to  any  tin  subject  to  Import 
control  under  this  subpart,  whether  as 
owner,  agent,  consignee,  or  otherwise, 
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shall  file  such  other  reports  as  may  be 
required  from  time  to  time  by  the  Office 
of  Domestic  Commerce. 

EXPORTS 

5  338.12  Export  certificates.  Some 
provisions  of  this  subpart  and  its  Sched- 
ules permit  sales- or  deliveries  of  certain 
Hems  only  upon  certificates  from  the 
purchasers.  In  cases  where  the  pur- 
chaser Is  going  to  export  such  an  item 
outside  the  United*  States,  its  territories 
or  possessions,  or  Canada,  he  should  state 
as  the  end  use  in  the  certificate  the 
words  "for  expKjrt"  and  give  the  number 
of  the  export  license. 

MISCELLANEOUS 

S  338.13  Appeals  and  communica- 
tions. Any  appeal  for  relief  or  exemp- 
tion from  the  provisions  of  this  subpart 
shall  be  made  in  accordance  with 
{§336.51-336.61  (Allocation  Regulation 
3),  by  filing  a  letter  in  triplicate  refer- 
ring to  the  particular  provision  appealed 
from  and  the  precise  relief  desired  and 
stating  fully  the  grounds  of  the  appeal 
and  the  reasons  why  a  denial  of  the  ap- 
peal would  result  in  undue  and  excessive 
hardship  on  the  appellant  not  suffered 
by  others  similarly  situated  or  would  re- 
sult in  Improper  discrimination. 

Appeals,  reports  and  all  communica- 
tions concerning  this  subpart  should  be 
addressed  to  the  Nonferrous  Metals  and 
Minerals  Division,  Office  of  Domestic 
Commerce,  Department  of  Commerce, 
Washington  25,  D.  C.  Ref. :  M-43. 

i  338.14  Violations.  Any  person  who 
wilfully  violates  any  provision  of  this 
subpart,  or  who  in  connection  with  this 
subpart,  wilfully  conceals  a  material  fact 
or  knowingly  furnishes  false  information 
to  any  department  or  agency  of  the 
United  States  is  guilty  of  a  crime,  and 
upon  conviction  may  be  punished  by  fine 
or  imprisonment.  In  addition,  any  such 
person  may  be  prohibited  from  making 
or  obtaining  further  deliveries  of,  or  from 
processing  or  using,  material  under  al- 
location control. 

SCHEDULES 

\  338.20  Permitted  uses.  Under  this 
subpart  pig  tin.  secondary  tin.  tin  plate, 
teme  plate,  solder,  babbitt,  copper  base 
alloys  and  other  materials  containing 
tin  may  be  used  only  In  the  production 
of  the  items  and  for  the  purposes  set 
forth  in  the  following  schedules,  subject 
to  the  limitations,  restrictions,  and  con- 
ditions specified  in  these  schedules  with 
respect  to  the  various  items  and 
purposes. 

§  338  21  Schedule  I;  miscellaneous — 
(a)  Certificates.  No  manufacturer  or 
wholesale  distributor  shall  sell  or  deliver 
any  item  covered  under  this  schedule  to 
a  wholesale  distributor  or  retailer,  and 
no  wholesale  distributor  or  retailer  shall 
purchase  or  accept  delivery  of  any  Item 
under  this  schedule  unless  the  purchaser 
has  given  to  the  seller  a  certificate  that 
he  will  not  resell  the  items  to  user  with- 
out obtaining  from  the  user  a  written 
certification  in  the  form  provided  for  in 
§338.8  (d).  No  manufacturer,  whole- 
sale distributor,  or  retailer  shall  sell  or 
deliver  any  item  covered  under  this 
schedule  to  a  user,  and  no  user  shall  pur- 
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chase  or  accept  delivery  of  any   item 
covered  under  this  schedule,  unless  the 
user  has  given  to  the  seller  a  written  cer- 
tification in   the  form  provided  for  In  - 
§  338.8  (d)  of  Order  M-43. 

(b)  Tin  content.  Pig  tin,  secondary 
tin,  or  materials  containing  tin,  may  be 
used  to  produce  the  Items  set  forth  in 
the  following  schedule  only  in  accord- 
ance with  and  to  the  extent  set  forth  la 
the  restrictions  covering  each  item. 

(1 )  Detonators  and  blasting  caps.  Pig 
or  secondary  tin  may  be  used  to  make 
detonators  and  blasting  caps  (including 
electric  blasting  caps)  including  all  their 
necessary  parts  and  accessories. 

(2)  Collapsible  tubes,  d)  Pig  or  sec- 
ondary tin  may  be  used  to  make  col- 
lapsible tubes  for  the  following  purposes, 
if  the  tin  content  by  weight  of  the  tube 
is  no  greater  than  the  maximum  speci- 
fied below: 

Maximum  pervjitted  tin 
content     (percent    of 
Product  tin  by  weighty 

Ointments  and  other  preparations  for 
ophthalmic  use,  sulfa  cb^igs  In  oint- 
ment or  jelly  form,  diagnostic  ex- 
tracts ( allergens ) ,  and  morphine  or 
hypodermic    injection Unlimited 

Preparations  Intended  for  Introduc- 
tion Into  the  body  orifices  for  local 
application,  and  medicinal  and 
pharmaceutical  ointments  (exclud- 
ing unmedlcated  petroleum  Jelly 
and    lanolin) Unlimited 

Dental  cleansing   preparations 7i,|| 

Shaving  creanru  and  coemetlcs  In  paste 
form  only 3 

Secondary  tin  may  be  used  to  make 
lead  collapsible  tubes  for  any  purpose  if 
the  tin  content  of  the  tube  is  not  greater 
than  0.5%  by  weight. 

(ID  No  person  may  purchase,  accept 
delivery  of,  or  use  collapsible  tubes  con- 
taining tin  for  packing  products  except 
those  permitted  above. 

(3)  Foil.  Pig  or  secondary  tin  may  be 
used  to  make  foil  for  the  following  pur- 
fxjses  if  the  tin  content  by  Weight  of  the 
foil  Is  no  greater  than  the  maximum 
specified  below: 

Maximum  permitted 
tin  vontfTU  (percent 
Purpose  of  tin  by  toeight) 

(1)    Electrotypers  foil 30 

(il)  Dental  foil Unlimited 

(Hi)  Soft  babbitt  for  the  preparation  of 

Industrial   metallic  packing I'a 

(Iv)      Condenser     foil     of     dimensions 

0.00035  inch  by  1  inch  or  less 50 

(V)  Condenser  foil  for  all  other  con- 
densers         5 

(vi)    Poll   for  aircraft   magnetos 60 

(rll)  Cap  liner  foil  for  packing  medic- 
inal, pharmaceutical,  and  biological 
preparations  containing  chloroform 
or  other  highly  volatile  chemicals  for 
which  other  types  of  liners  cannot  be 
used Unlimited 

(4>   Dairy  equipment.    Pig  or  second-    * 
ary  tin  may  lie  used  to  coat  fiuid  milk 
shipping  containers  or  to  manufacture 
or  retin  any  other  dairy  equipment. 

i5>  Equipvicnt  for  prcparina  and 
handling  food.  Pig  or  secondary  tin  may 
be  used  to  coat  or  to  retin  any  parts  of 
kitchen  utensils,  galley  and  mess  equip- 
ment and  other  rquipment  used  in  proc- 
essing and  handling  of  food  if  the  parts 
are  designed  to  come  into  actual  contact 
with  food  or  to  plate  cutlery  and  fiat- 
ware. 
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(8)  Wire  and  strip  coating.  Pig  tin  or 
tin  alloys  may  be  prepared  and  used  for 
coating  wire  and  strip  as  follows: 

(1)  For  copper  base  wire.  There  is  no 
limitation  upon  the  tin  content  of  the 
coating  alloy  when  the  copper  base  wire 
to  be  coated  is  of  a  size  of  0.0320"  nomi- 
nal diameter  or  finer.  If  the  wire  to  be 
coated  Is  of  a  size  larger  than  0.0320" 
nominal  diameter  the  tin  content  of  the 
coating  alloy  is  limited  to  12%  tin  by 
weight. 

Pig  or  secondary  tin  may  be  used  for 
the  tinning  of  copper  flat  wire  or  strip, 
0  020  or  thinner  where  a  solderable  coat- 
ing is  required  for  electrical  connection, 
provided  such. coating  does  not  exceed 
0.0004". 

(ii)  For  steel  wire,  (a)  To  be  used  as 
armature  binding  wire. 

(b)  To  be  used  in  the  manufacture  of 
equipment  for  the  production  of  textiles. 

(c)  To  be  used  in  the  packaging  or 
marking  of  food  where  the  wire  comes 
Into  actual  contact  with  the  edible  por- 
tions of  the  food. 

(d)  In  the  liquor  finishing  process  of 
fine  steel  bright  wire. 

(e)  Bookbinders  wire  to  be  used  in 
power  operated  stitching  machines  using 
wire  In  coils  or  on  spools  for  stitching 
magazines,  books,  booklets  and  pam- 
phlets, other  than  those  devoted  solely 
for  advertising  purposes;  pre- formed 
containers  for  dairy  products  and  other 
foods  where  the  wire  Is  in  actual  con- 
tact with  the  food;  and  pull-up  tabs  on 
bottles  and  tubs  where  the  wire  comes 
In  direct  contact  with  the  food. 

(/)  Pre -formed  staple  wire  to  be  used 
to  make  pre-formed  staples  for  use  in 
ix)wer  operated  stapling  machines  for 
stapling  magazines,  books,  booklets  and 
pamphlets,  other  than  those  devoted 
solely  for  advertising  purposes;  pre- 
formed containers  for  dairy  products  and 
other  foods  where  the  wire  is  in  actual 
contact  with  the  food;  and  pull-up  tabs 
on  bottles  and  tubs  where  the  wire  comes 
in  direct  contact  with  the  food. 

(g)  To-be  used  for  musical  instrument 
strings. 

(/i)  To  be  used  for  coil  springs. 

(i)  To  be  used  for  all  electrical  equip- 
ment and  aircraft  parts,  including  wire 
and  cable. 

(;■)  Wire  having  an  ultimate  tensile 
strength  of  165.000  lb.  per  sq.  in.  or 
greater  to  be  used  for  the  manufacture 
of  stranded  cable. 

(fc>  To  be  used  for  pin  ticket  manu- 
facture. 

♦  Z>  Stitching  wire  and  wire  for  staples 
to  be  used  for  attaching  tabs  and  tickets 
to  garments  and  other  textiles  (includ- 
Inging  dry  cleaning  and  laundry  tag 
use.) 

(m>  To  be  u.sed  for  tag  wire  in  direct 
contact  with  garments  and  other  textiles 
(including  dry  cleaning  and  laundry  tag 
use.> 

<  n  >  To  be  used  for  Industrial  screen 
cloth. 

(o)  To  be  used  for  pin  type  card  hold- 
ers. 

(7)  Lead  base  alloys  for  coating.  Lead 
bcre  alloys  containing  tin  for  cor.ting 
sheet  lother  than  tin  plate  or  terne  plate 


RULES  AND  REGULATIONS 

or  tin  mill  blackplate),  tubing,  wire, 
foundry  chaplets.  etc.,  may  be  manufac- 
tured and  used  if  the  tin  content  of  the 
alloy  does  not  exceed  10%  of  secondary 
tin  by  weight  for  the  coating  of  iron  and 
steel  or  20%  of  secondary  tin  by  weight 
for  the  coating  of  copper  base  alloys. 

(8)  Printing  plates  and  type  metal. 
Printing  plates  and  type  metal  contain- 
ing tin  may  be  made  for  use  by  the  print- 
ing, publishing  and  related  service  in- 
dustries without  certification. 

(9)  Dental  amalgam  alloys.'  Pig  tin 
may  be  used  in  the  manufacture  of  den- 
tal amalgam  alloys  without  restriction  as 
to  the  tin  content  of  the  alloys. 

(10)  Pipe  organs  for  religious  and  edu- 
cational institutions.  Pipe  organs  for 
religious  and  educational  institutions 
may  be  manufactured,  rebuilt,  or  re- 
paired with  secondary  tin. 

(11)  Bolster  metal.  Bolster  metal 
may  be  made  and  used  in  the  manufac- 
ture of  surgical  Instruments  if  the  tin 
content  of  the  bolster  metal  does  not  ex- 
ceed 10%  of  tin  by  weight. 

Secondary  low  grade  scrap  metal  may 
be  used  in  the  manufacture  of  surgical 
instruments  and  cutlery,  only  if  its  tin 
content  is  not  over  10%  and  its  impurity 
content  is  too  high  for  use  In  the  pro- 
duction of  other  items  for  which  sec- 
ondary low  grade  tin-bearing  materials 
are  permitted  by  this  subpart. 

(12)  Ftisihle  alloys  and  dry  pipe  seat 
rings.  Pig  or  secondary  tin  may  be  used 
in  the  manufacture  of  dry  pipe  valve  seat 
rings  to  the  extent  required  to  meet  per- 
formance specifications;  and  in  the  man- 
ufacture of  fusible  alloys  for  safety  pur- 
poses only,  to  the  extent  required  to  meet 
minimum  code  requirements  with  respect 
to  the  operation  of  the  product  in  which 
the  alloy  is  to  be  contained. 

(13)  Tin  pipe  and  sheet,  (i)  Pig  or 
secondary  tin  may  be  used  to  make  tin 
pipe,  sheet  tin.  and  fittings  to  repair  or 
maintain  beverage  dispensing  units  and 
their  parts,  provided  the  consumer  for 
whom  the  pipe,  sheet  or  fittings  are  made 
returns  to  the  supplier  a  quantity  of 
scrap  tin  having  the  same  tin  content  as 
that  of  the  new  pipe,  sheet  or  fittings  de- 
livered to  him. 

(ii>  Pig  or  secondary  tin  may  be  used 
to  coat  copper  or  brass  pipe  and  fittings 
for  beverage  or  distilled  water  dispensing 
purpKJses. 

(iii)  Electro  tinned  or  chemically 
tinned  tubing  may  be  used  for  refrigera- 
tion tubing  where  such  tubing  comes  in 
direct  contact  with  aluminum  fins  or  in 
contact  with  beverage  or  drinking  water 
in  drinking  water  coolers. 

(iv)  Tin  pipe  or  tubes  Tnay  be  used 
in  the  manufacture  of  new  soda  foun- 
tains, food  and  beverage  dispensing 
units,  and  where  required  for  conducting 
chemically  pure  distilled  water. 

(14>  Chemicals  —  (i)  General.  Pig 
tin  or  tin  chemicals  may  be  used  for  the 
following  purposes:  laboratory  reagent; 
medicinal;  plating  (where  plating  is  per- 
mitted by  this  subpart). 

(11)  Tin  tetrachloride  and  stannous 
chloride  from  dross,  etc.  Tin  tetrachlo- 
ride and  stannous  chloride  may  be  pro- 
duced from  secondary  low  grade  tin- 


bearing  drosses,  residues,  and  scrap 
metal,  or  from  pig  tin  derived  from  this 
material,  only  when  and  to  the  extent 
that  the  manufacturer  has  been  specifi- 
cally authorized  in  writing  by  the  Office 
of  Domestic  Commerce  to  use  such  pig 
tin.  Such  material  Is  "low  grade"  only 
if  the  tin  content  is  not  over  10%  and  its 
impurity  content  Is  too  high  for  use  in 
the  production  of  other  items  for  which 
secondary  low  grade  tin-bearing  mate- 
rials are  permitted  by  this  subpart.  Tin 
tetrachloride  and  stannous  chlorfde  as 
set  forth  above  may  be  used  for  any  pur- 
pose except  to  make  Items  listed  in 
§  338.9. 

This  subparagraph  does  not  apply  to 
the  production  or  use  of  tin  tetrachloride 
and  stannous  chloride  produced  from 
any  other  pig  tin  or  from  secondary  tin- 
bearing  material  not  "low  grade"  as  de- 
fined above. 

(15)  Tin  oxide.  Pig  tin  may  be  used 
to  make  tin  oxide,  but  only  when  and  to 
the  extent  that  the  manufacturer  has 
been  specifically  authorized  in  writing 
by  the  OfTlce  of  Domestic  Commerce. 
Tin  oxide  may  be  used  for  the  produc- 
tion of  chrome  green,  pink,  yellow,  and 
red  colors,  and  for  the  production  of 
earthenware  plumbing  fixtures. 

(16)  Snap  fasteners  and  hooks  and 
eyes.  Pig  or  secondary  tin  may  be  used 
to  plate  snap  fasteners,  and  hooks  and 
eyes. 

<  17)  Aluminum  alloys.  Aluminum  al- 
loys containing  tin  may  be  used  for  any 
purpose  except  to  make  items  listed  in 
5  338.9.  if  the  tin  content  does  not 
exceed  9%  by  weight. 

(18)  Fine  common  brass  pins.  Tin 
chemicals  may  be  used  to  plate  fine  bra.s* 
straight  pins. 

5  338.22  Schedule  II:  solders— (bl'^ 
Certificates.  No  manufacturer  or  whole- 
sale dLstrlbutor  shall  sell  or  deliver  any 
solder  to  a  wholesale  distributor  or  re- 
tailer and  no  wholesale  distributor  or 
retailer  shall  purchase  or  accept  delivery 
of  any  solder  unless  the  purchaser  has 
given  to  the  seller  a  statement  that  he 
will  not  resell  the  solder  to  a  user  with- 
out obtaining  from  the  user  a  written 
certificate  in  the  form  provided  for  in 
8  338.8  (d).  No  manufacturer,  whole- 
sale distributor  or  retailer  shall  sell  or 
deliver  any  solder  to  a  user  and  no  user 
shall  purchase  or  accept  delivery  of  any 
solder  from  a  manufacturer,  wholesale 
distributor  or  retailer  unless  the  user  has 
given  to  the  seller  a  written  certificate 
in  the  form  provided  for  in  8  338.8  (d>. 

(b)  Tin  content.  Pigor  secondary  tin 
may  be  used  to  make  solder  in  accord- 
ance with  the  following  restrictions.  In 
the  following  schedule  the  word  "solder- 
ing" means  joining  with  solder  and  .shall 
not  be  construed  to  include  dipping  or 
solder  coating  in  which  the  joining  oper- 
ation is  not  performed  simultaneously 
with  such  dipping  or  coating.  In  the 
manufacture  of  solder,  the  tin  content  by 
weight  shall  be  limited  according  to  the 
purpose  for  which  it  is  to  be  used  as 
follows : 
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Maximum  tin  content 
of  solder  (percent  of 
Purpose  tin  by  weight) 

(1)  For  all  cellular  and  fin  and  tube 
type  radiators  (average  per  radia- 
tor)        ta 

(2)  Soldering  end  seams  on  all  solder 
seamed   cans go 

(3)  For  a  filler  or  smoother  for  au- 
tomobile or  truck  bodies  or  fenders 

or  for  similar  purposes 22 

(4)  For  soldering  side  seams  in  the 
manufacture  of  cans  made  with 
either  lock  or  lap  side  seams  or  with 

a  combination  of  lock  or  lap  seams.  6 

(5)  For  sealing  milk  cans 80 

(6)  For  all  soldering  on  the  following 
(exclusive  of  any  covered  by  (7)  be- 
low ) :  motors,  generators,  electrical 
equipment.  Instruments,  meters,  ra- 
dio, radar,  tanks,  fire  protection 
equipment,  refrigeration  equipment, 
dairy  equipment,  food  processing 
equipment  and  copper  roofing  and 
copper    flashings 60 

(7)  For  all  soldering  on  the  following: 
railroad-car  and  truck  refrigeration; 
refrigeration  equipment  Inside  re- 
frigerated compartments;  aircraft 
motors;  electric-traction  motors  for 
railroads,  street-cars,  and  buses.  Unlimited 

(8i   For    soldering    aluminum 60 

(9l   For  other   hand   soldering  opera- 
tions done  either  with  a  soldering 
Iron  or  with  a  torch  and  wiping..         40 
(lot   For   any   other   soldering   opera- 
tions          35 

5  338  23  Schedule  III;  babbitt— (a.) 
Certificates.  No  manufacturer  or  whole- 
sale distributor  of  babbitt  shall  deliver 
any  babbitt  containing  more  than  10% 
tin  by  weight  to  any  wholesale  distribu- 
tor of  babbitt  and  no  wholesale  distribu- 
tor of  babbitt  shall  accept  delivery  from 
a  manufacturer  or  a  wholesale  distribu- 
tor unless  he  shall  have  furnished  the 
manufacturer  or  other  wholesale  distrib- 
utor with  a  statement  on  his  purchase 
order  to  the  effect  that  he  will  not  resell 
such  babbitt  containing  more  than  10% 
tin  by  weight  to  any  user  unless  he  has 
received  the  certificate  .from  such  user 
provided  for  In  §338.8  (d).  No  manu- 
facturer of  babbitt  or  wholesale  distribu- 
tor of  babbitt  shall  deliver  any  babbitt 
containing  more  than  10%  tin  by  weight 
to  any  user  and  no  user  shall  accept  de- 
livery of  any  babbitt  containing  more 
than  10%  tin  by  weight  from  any  manu- 
facturer of  babbitt  or  wholesale  distribu- 
tor of  babbitt  unless  the  user  shall  have 
furnished  the  manufacturer  or  whole- 
sale distributor  with  a  written  certificate 
in  the  form  provided  for  In  §  338.8  (d). 

•b»  Tin  content.  Pig  or  secondary  tin 
may  be  used  to  make  babbitt  metal,  and 
similar  alloys  used  as  babbitt,  for  bearing 
purposes  in  accordance  with  the  foHow- 
iHK  restrictions.  In  making  such  prod- 
uct, the  tin  content  shall  be  limited  ac- 
cording to  the  purpose  for  which  it  Is 
to  be  used  as  follows: 

Maximum  tin  content 
of  babbitt    {percent 
Purpose  of  tin  by  weight) 

(1)  For  the  manufacture,  repair, 
maintenance  or  replacement  of  mul- 
tlvane  crosshead  linings  in  loco- 
motive or  for  lining  aluminum  cross- 

*^pa«l3 Unlimited 

(2(  Any  other  bearing  purpose 00 

Babbitt  may  not  be  used  for  any  purpose 
except  those  listed  above. 
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S  338.24  Schedule  IV;  brass  and 
brome — (a)  Cast  alloys — (1)  Tin  con- 
tent. Pig  or  secondary  tin  may  be  used 
to  make  cast  copper  base  alloys  In  ac- 
cordance with  the  following  restrictions. 
No  person  shall  cast  or  have  any  per- 
son cast  for  him  any  copper  base  alloy 
containing  3.5%  or  more  tin  by  weight 
for  other  than  the  specific  purposes 
listed  below.  The  tin  content  of  any 
such  alloy  shall  not  be  more  than  the 
amount  specified  for  each  purpose. 

Maximum  tin  cx}ntent 
(percent   of    tin    by 
Purpose  weight ) 

(1)  For  the  manufacture  of  high  ratio 
worm  gears,  fire  engine  pump  gears. 
Jack  nuts,  feed  nuts,  elevating  nuts, 
thrust  washers  or  disks,  machine 
tool  spindle  bearings,  hydraulic 
pump  bodies  and  ends  for  gear 
pumps,  grinder  spindle  sleeve  bear- 
ings, step  bearings,  Internal  parts  of 
Industrial  centrifugal  pumps  and 
Injectors,  collector  rings,  piston 
rings  for  locomotives  and  for  air- 
brake equipment,  for  bearings  and 
bushings  and  for  steam  valves  and 
fittings  and  steam  specialties  '..  Unlimited 

(li)  For  production  of  or  use  in  tab- 
lets, markers  and  memorials 8  5 

(111)   For  all  other  castings 6 

'For  aluminum  alloy  bearings  see  {  338.21 
(17). 

(2)  Certificate.  Any  pe^on  receiving 
copper  base  alloy  castings  containing 
3.5%  or  more  tin  shall  furnish  his  sup- 
plier with  a  certificate  on  his  purchase 
order  stating  the  end  use  of  such  cast- 
ings (see  §  338  8  <d)  regarding  form  of 
certificate).  All  suppliers  shall  require 
such  a  certificate.  If  the  end  use  is  not 
permitted  by  this  subpart  and  the  pur- 
chaser has  not  received  special  authori- 
zation from  the  Office  of  Domestic  Com- 
merce, the  supplier  shall  refuse  the  or- 
der. 

(b)  Wrought  alloys.  Pig  or  secondary 
tin  may  be  used  to  make  wrought  alloys. 
However,  the  tin  content  of  any  such  al- 
loy shall  not  be  more  than  the  amount 
required  for  the  particular  purpose. 

8  338.25  Schedule  V;  tin  plate,  terne 
plate,  and  terne  metal — (a)  Definitions. 
(1)  "Tin  plate"  means  steel  sheets  coated 
with  tin  Including  electrolytic  tin  plate 
and  hot  dipped  tin  plate  and  including 
primes,  seconds  and  waste-waste  but  not 
scrap. 

(2)  "Terne  plate"  means  steel  sheets 
coated  with  terne  metal  including  short 
ternes  (coated  on  tin  mill  coating  ma- 
chines) and  long  ternes  (coated  on  sheet 
mill  coating  machines)  including  primes, 
seconds  and  long  terne  waste-waste  but 
not  scrap. 

(3)  "Tin  plate  or  terne  plate  scrap" 
means  any  material  or  product  made  in 
whole  or  in  part  of  tin  plate  or  terne 
plate  which  Is  the  waste  of  Industrial 
fabrication  or  which  has  been  discarded 
after  being  put  into  actual  use.  including 
tin  plate  crowns,  screw  caps  or  similar 
closures  for  various  containers.  The 
term  also  Includes  tin  plate  and  terne 
plate  sheets  recovered  from  tin  plate  or 
terne  plate  cans  or  from  other  articles. 
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(4)  "Reconditioned  tin  plate  or  terne 
plate"  means  damaged  tin  plate  or  terne 
plate  which  has  been  put  into  usable  con- 
dition by  recoating. 

(5)  "Terne  metal"  means  a  tin-bearing 
lead  alloy  used  as  a  coating  for  plate  but 
does  not  include  lead  recovered  from 
secondary  sources  which  contains  not 
more  than  3%  residual  tin. 

(6)  "Waste- waste"  means  hot  dipped 
or  electrolytic  tin  coated  sheets  or  steel 
sheets  coated  with  terne  metal  which 
have  been  rejected  during  processing  by 
the  producer  because  of  imperfections 
which  disqualify  such  sheets  from  sale 
as  primes  or  seconds. 

(7)  "Idle  and  excess  inventories" 
means  (i»  inventories  of  tin  place  ac- 
cumulated at  a  steel  mill  which  have  re- 
sulted from  overruns  on  individual  .'-pe- 
cial  tin  plate  orders  and  which  material 
has  been  offered  for  sale  on  the  domestic 
market  by  the  mill  as  "primes",  "sec- 
onds included",  "seconds  arising",  "sec- 
onds in  addition",  "unassorted"  or  "re- 
jects" for  a  period  of  at  least  30  days 
prior  to  being  declared  by  the  mill  as  idle 
and  excess;  (ii)  inventories  of  tin  plate 
in  the  possession  of  a  warehouse  or  dis- 
tributor which  have  been  rffered  for  sale 
by  the  warehouse  or  distributor  on  the 
domestic  market  as  "primes",  "seconds 
Included",  ".seconds  arising",  "seconds  in 
addition",  "unassorted"  or  "rejects"  for 
a  period  of  at  least  60  days  prior  to  being 
declared  by  the  warehouse  or  distributor 
as  idle  and  excess. 

(8)  "Menders "  means  menders  arising 
In  the  production  of  electrolytic  tin  plate 
which  tin  plate  has  been  rejected  by  the 
producer  by  reason  of  defects  which 
disqualify  such  tin  plate  from  sale  as 
"primes"  or  "seconds"  and  which  tin  plate 
has  been  d)  mended  into  coke  tin  plate 
primes  or  seconds  by  hot  dipping  in  tin 
or  (ii)  mended  into  terne  plate  by  hot 
dipping  In  terne  metal. 

<  b  I  Manufacture  of  tin  plate  and  terne 
plate.  Tin  plate  and  terne  plate  may  be- 
manufactured  for  the  purposes  set  forth 
below.  However,  coating  of  tin  or  terne 
metal  per  single  base  box  of  tin  plate 
or  terne  plate  must  not  exceed  the  maxi- 
mum Indicatecl  below  for  the  particular 
permitted  u.se.  Coating  shall  be  deter- 
mined on  the  basis  of  average  spot  coat- 
ing tests,  in  the  case  of  electrolytic  plate, 
and  on  the  basis  of  pot  yield,  in  the  case 
of  hot  dipped  plate.  No  person  may 
use  terne  metal  of  over  15%  tin  in  tin 
mill  coating  machines.  No  person  may 
use  terne  metal  of  over  10 7o  tin  In  sheet 
mill  coating  machines. 

(c)  Manufacture  of  terne  metal.  Pig 
or  secondary  tin  may  be  used  to  make 
terne  metal. 

(d)  Certificates.  No  person  shall  sell 
or  deliver  any  tin  plate  or  terne  plate 
to  any  person  unless  he  gives  with  his 
purchase  order  a  certificate  in  the  form 
provided  for  in  §  338.8  (d). 

(e)  Tin  plate  and  terne  plate.  Tin 
plate  and  terne  plate  may  be  used  only 
for  the  following  purposes; 
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Permitted  material 


Permitted  um 


Maximum  permitted  coatlnn 
of  tin  or  of  terne  metal 
(per  sliiRle  base  box) 


1.  All  kitchen  equipment - - 

t.  Foo<l  preparation  and  cooking  equipment:  ^^^^ 

(a)  BaktnR  pans  for  institutions  and  commercial  ti««en. 

(b)  All  other  foo<l  prepwatlon  and  cooking  equipment.. 
I.  Brushes,  power  driven 


ISm  pars.  (g).  0>).  and  (I)  below] 


''T^,::s^t''^n'7^to^^c.s<^^^^^^^ 


i.  Cans 

'L^Tpr^^tlilT a^Tmt i«Ur;iaiy"^nUinVr"m-ad-e -ster  Ijeat;  and 

^^LplXXuZ^.  «u™    vinegar.  French  dressing,  flavormg  extracts,  spice.. 

fh?ri<S;;r;!?;Trm**^rilnTflsh''^^^^^  mad*  from  them:  Ice  cream  mix;  apple 

*  iiaJ-^rt^uki, droits  (only  crush,  fountam  fruit  and  ioe  cream  toppinp)  soup  mix. 

^^J,i^nS'  sSelU  and  macaroni  pro.lucts.  corn  beef  hash  and  sauerkraut, 
fcfci^u.^  f^  biXg^ls  bTo!^  p*Sma;  i^g  chemicaU;  dental  supplies:  K  ycerit^; 
^inir^,SIm3rmaKma»;  drug  oils;  olntraenu:  poJilcillin.  prescriptU.ns,  me- 

dtoiU  «i  ^o2tlc%Trits  of  anTmonia;  ammon 

r^.^t  rhemicals;  decolorants,  hquld  or  paste  (not  for  use  on  h'nuan  b-jdy).  d>M 

f!;^tioid«?  hyuochloride  powders;  phenols,  photographic  supplies;  and  all  other 

liquid  chemicals. 

(d)  Closure*  for  home  canning 

(e)  f  Deleted  May  7  1048). 
(J)  Cloaurei  for  steel  drum* 


(g)  AU  other  closures  and  crowns  whether  for  domestic  or  export  i 
t.  Carbide  non-explosive  emergency  lighu 


7.  Chaplet*.  aklngates.  and  tin  forms  for  foundry  use. 


t.  Cheese  vaU 

«   r-  r,.r,»  r,.rt.  fnr  Tnternal  Combustion  engines  including  air  cleaners,  cooling  sys- 

••  "^u'r  fuel  ?y\'!l,S  amrSricXrsWtems' but  only  where  less  essential  material 
is  imprfu^'tical  tHM»u3e  of  corrosion  or  solderablllty. 


!?•  nS':;IS'eqS^t  [;;^luKSliry  pails;mllk  "ralner  pails,  l^mjiking 
'        1     JLnu  LTt  «.   «.tter  or  cream  cans,  weigh  cans,  measures  and  test  ware,  bottle 
P..1S.  milk  .k«"'«-_?*//^;;,;;,';Xfl',ters.  receiving  links,  separators,  strainers,  upp« 


Electrolytic  tin  plate 

Hot  dippetl  tin  plate 

Electrolytic  tin  plate 

Keconditioned  tin  plate 

Eletcrolytic  tin  plate 

Stiort  temes 

Long  ternes -•-- • 

Reconditioned  terue  plate 

As  permitted  by  H  338.31 -388.4« 

Hot  dipped  tin  plate 

Electrolytic  tin  plate 

Electrolytic  tin  plate 

EtecUolytic  tin  plate 

Hot  dipped  tin  plate 

Electrolytic  tin  plate 

Short  ternes - 

Long  ternea .- • 

Electrolytic  tin  plate 

Short  ternes 

Long  ternes 

Recondltione<l  terne  plate 

Hot  dipped  tin  plate 

Electrolytic  tin  plate 

Reconditioned  tin  plate 

Short  ternes • 

Long  ternes ■ 

Keconditioiie<l  terne  plate 

Hot  dipped  tin  plate 

Reconditioned  tin  plate 

Short  temes 

LonK  ternes 

Reconditioned  terne  plaU... 

Hot  dipped  tin  plate 

Hot  dipped  tin  plate 


12.  Diamond  cutting  wheels 

13.  Dusters  and  sprayers,  hand,  for  dUlnfeotant  and  pe^t  eontrol;  parts  requiring  solder- 
»ble  coatings. 


14.  Equipment  or  appliance  parts  requiring  solderaWe  coatings. 


16.  (a)  Fuel  tanks,  except  for  automotive  equipment, 
(b)  Fuel  tanks,  for  automotive  equipment 

16.  Oas  mask  canisters 

17.  Oas  meters 


18.  Hoat  exchangers. ■ 

1».  Int<Ttral  partjt  of  signal  celb-but  only  for  current  collectors  and  baskets. 


20.  LinUig  of  drying  diambers  for  milk  and  egg  dehydration. 

31.  Mav>le  syrup  evaiMwators — 

22.  Oilers  (excluding  cans  as  defined  by  Order  M-81) 


23.  Oil  lanterns 

24.  Reitair  parUs  for  domestic  laundry  equipment. 

25.  Safety  cans  for  inflammable  llquiils 

26.  Textile  spinning  cylinders,  card  screens,  spools  and  bobbins 


Electrolytic  tin  plate 

Reconditioned  tin  plate 

Electrolytic  tin  plate  

Reconditioned  tin  plate 

Short  ternes 

Long  terne^s - 

Reconditione<l  terne  plate.. 

Electrolytic  tin  plate 

Reconditioned  tin  plate — 

Short  ternes 

Long  ternes 

Reconditioned  terne  plate.. 

Electrolytic  tin  plate 

Short  ternes 

Long  ternes 

Reconditioned  terne  plate.. 

Short  temes 

Long  ternes - 

Reconditioned  terne  plate. 

Short  ternes 

Long  ternes 

Reconilitionc<l  terne  plate. 
Hot  dipv>ed  tin  plate 


27.  Torpedoes  lor  oil  and  gas  well  shooting. 


Electrolytic  tin  plate 

Reconditioned  tin  plate 

Short  ternes 

Long  ternes 

Rivonditioned  terne  plate 

Short  temes 

Long  temes - 

Reconditioned  teme  plate 

Hot  dipped  tin  plate 

Electrolytic  tin  plate 

Reconditioned  tin  plate 

Hot  dipi>eil  tin  plalo 

Reconditioned  tin  plate 

Hot  dipped  tin  plate 

Rec<wditioned  tin  plate 

Short  ternes • 

lAjng  ternes 

Reamditioned  teme  plate 

Short  ternes 

Long  temes '-- 

Reconditioned  tcme  plate 

Hilt  dipiied  tin  plate 

Electrolytic  tin  plate 

Reconditioned  tin  plate 

Short  tomes 

I»ng  ternes •-- 

Recondilione<l  tcme  plate 

Hot  dipi>e<l  tin  plate 

Electrolytic  tin  plate 

Reconditioned  tin  plate 

Short  ternes 

Long  ternes ...... 

Reconditioned  teme  plat* 

Short  temes •••• 

Long  ternes -1-- 

Recondltioned  t«me  plat*......- 

Hot  dipped  tin  plate — 


0.2&  lb.  per  base  box. 
1.25  lb.  p  r  base  box. 


0.50  lb.  per  l>ase  Iwx. 
1.30  lb.  per  base  box. 
4  lb.  per  base  box. 


1.50  lbs.  [ler  base  box. 

0.50  lb.  per  base  box. 
0.50  lb.  per  base  boL 

0.SO  lb.  per  base  box. 

1.261b.  per  base  box. 

l.-Wlb.  j>er  t>ase  box. 
4  lb.  per  base  box. 
0.25  In.  i>er  base  box. 
1.30  lb.  i»er  base  box. 
4  lb.  per  base  t>ox. 

1.25  lb.  pw  base  box. 


1.30  lb.  per  base  box. 
4  lb.  per  base  box. 

11  lb.  per  base  box. 

1.30  lb.  per  ba.se  box. 
4  lb.  per  base  box. 

l.ZMb.  per  ba.<ebox. 
3.30  lb.   per   base   box 

charcoal). 


(2A 


0.50  lb.  per  base  box. 

1  ..30  lb.  per  base  box. 
4  lb.  per  base  box. 

0.50  lb.  per  base  box. 

1.30  1b.  i)er  base  box. 
4  lb.  |)er  base  box. 

0.25  lb.  per  base  box. 
1..30  lb.  per  base  box. 
4  lb.  per  base  box. 

1.30  lb.  i>er  base  box. 
A  lb.  per  base  box. 

1.30  lb.  per  base  box. 
4  lb.  i>er  base  box. 


S.30  lbs.  per 
charcoal) . 


base  box  (2A 


1.30  lb.  r>«r  base  box. 
4  lb.  per  base  box. 

1.301b.  per  base  box. 
4  lb  i>er  base  box. 

1.25  lb.  iier  base  box. 

11  lb.  per  base  box. 

U  lb.  per  base  box. 

1.30  1b.  per  ba.*ebox. 
4  lb.  ijer  ba.se  box. 

1.30  lb.  i>er  base  box. 
4  lb.  per  base  box. 

1.25  lb.  per  base  box. 


1.30  lb.  per  base  box. 
4  lb.  per  ba.se  box. 

1.25  lb.  per  base  box. 


1.30  1b.  per  baselwx. 
4  lb.  per  base  box. 

1.30  lb.  per  base  box. 
4  lb.  per  ttase  box. 

1.26  lb.  per  base  box. 


Permitted  use 


28.  Vaporlting  liquid  fire  extinguishers 

29.  Wick  holder?  for  oil  stoves '- 

30.  Pmoke  pipceltwws  and  fittinfs _ 

SI.  Dot  water  heater  flue  Jacket  liners  and  other  parts  exposed  to  flame  or  hot  flue  gases. 

:t2.  Repair  and  replacement  of  exi.«ting  terne  plate  or  tin  plate  roots 

33!  Koof  flashlngf,  titerior  louvres  and  exterior  shutters,  where  such  flashings,  louvres 

and  shutters  are  to  be  soI<lere<l  and  painted. 
34.  Articles  to  be  |>urcha.sed  by  or  for  the  account  of  the  National  Military  Establish- 
ment, the  Atomic  Energy  Commission,  the  L'nite<l  States  .Maritime  Comral.sslon,  and 
the  Veterans  AdminLstratlon. 


Permitted  materiel 


Maximum  permitted  ooettnc 
of  tin  or  of  teme  metal 
(per  single  base  box) 


[See  pace  (g),  (ta),  and  (I)  below] 


Short  temes 

Long  temee 

Reconditioned  teme  plate 

Short  ternes 

Long  temes 

Reconditioned  teme  plate 

Long  temes 

Long  temes .• 

RoofinK  ternes 

Roofing  ternes 

As  specified  (Including  performance  ipeclflcations). 


1.30  lb.  per  base  box. 
4  lb.  per  ba.se  box. 

1.30  lb.  per  base  box. 
4  lb.  per  base  box. 

10  lb.  per  ba.se  box. 
0  lb.  pier  base  box. 
10  lb.  (MT  ba.se  Itox. 
10  lb.  per  base  box 


(f)  Additional  permitted  uses.  Any 
person  may  use  electrolytic  tin  plate 
waste-waste,  hot  dipped  tin  plate  waste- 
waste,  terne  plate  waste-waste,  tin  plate 
scrap,  or  terne  plate  scrap  for  any  pur- 
pose. In  addition  any  person  may  use 
tin  plate  or  terne  plate  for  any  purpose 
(except  to  make  items  listed  In  5  338.9 
and  cans  as  covered  under  Order  M-81. 
in  a  338.31-338.46)  if  his  total  annual 
consumption  of  tin  plate  and  terne  plate 
does  not  exceed  100  base  boxes. 

(g)  Optional  use  of  0.25  tin  plate  for 
terne  plate.  Where  ternes  or  terne  plate 
Is  permitted  to  be  used  for  an  item  listed 
In  paragraph  (e)  of  this  section,  a  manu- 
facturer may  substitute  electrolytic  tin 
plate  with  a  maximum  permitted  tin 
coating  of  0.25  pwund  per  base  box  for 
that  item  (except  to  make  items  listed  In 
5§  338.31-338  46.) 

th>  Optional  use  of  0.50  and  heavier 
electrolytic  tin  plate.  Where  hot  dipped 
tin  plate  is  permitted  to  be  used  for  an 
Item  listed  in  paragraph  (e)  of  this  sec- 
tion (except  cans  covered  by  g§  338.31- 
338.46) .  the  manufacturer  may  substitute 
electrolytic  tin  plate  having  a  coating  of 
0.50  lb.  per  base  box  or  heavier  electro- 
lytic coating. 

(i)  Use  of  idle  and  excess  inventories 
of  tin  plate  and  of  tin  plate  and  terne 
plate  menders.  (1)  Idle  and  excess  in- 
ventories of  hot  dipped  tin  plate  and  hot 
dipped  tin  plate  menders  may  be  used 
without  regard  to  weight  of  coating  for 
any  purpose  where  0.50  pound  elec- 
trolytic tin  plate  or  tin  plate  having  a 
heavier  coating  is  permitted  under 
§338.25  (e). 

<2)  Idle  and  excess  inventories  of  elec- 
trolytic tin  plate  and  of  terne  coated 
menders  arising  from  the  production  of 
electrolytic  tin  plate  may  be  used  without 
regard  to  the  weight  of  coating  for  any 
purpose  where  any  tin  plate  or  terne 
plate  is  permitted  under  §  338.25  (e), 

<3)  All  deliveries  and  lists  of  idle  and 
excess  inventories  of  tin  plate  and  of  tin 
plate  and  terne  plate  menders  shall  be 
certified  to  In  accordance  with  5  338.25 
<d). 

Issued  this  21st  day  of  March  1949. 


[seal] 


IF-  R.  Doc 


Office  or  Domestic 

Commerce, 
Raymond  S.  Hoover, 
Issuance  Officer. 


49  2208;    Filed,   Mar.   23,    1949; 
9:01  a.  m.] 

Ko.  6« ^a 


(Allocation  Order  M-81.  aa  amended 
Mar.  11.  1949,  Amdt.  1] 

Part  338 — Allocation  Orders 


SUBPART — CANS 


Order 
1949)    Is 


Subpart — Cans  (Allocation 
M-81.  as  amended  March  11, 
hereby  further  amended: 

1.  In  S  338.32  Definitions,  by  adding 
two  new  paragraphs  designated  (h)  and 
(i)  as  follows: 

(h)  "Idle  and  excess  inventories" 
means  (1)  inventories  of  tinplate  ac- 
cumulated at  a  steel  mill  which  have 
resulted  from  over-runs  on  individual 
special  tinplate  orders  and  which  mate- 
rial has  been  offered  for  sale  on  the 
domestic  market  by  the  mill  sis  "primes", 
"seconds  included",  "seconds  arl.sing", 
"seconds  in  addition",  "unassorted"  or 
"rejects"  for  a  period  of  at  least  30  days 
prior  to  being  declared  by  the  mill  as 
idle  and  excess;  (2)  Inventories  of  tin- 
plate  in  the  possession  of  a  warehouse  or 
distributor  which  have  been  offered  for 
sale  by  the  warehouse  or  distributor  on 
the  domestic  market  as  "primes",  "sec- 
onds included",  "seconds  arising",  "sec- 
onds In  addition",  "unassorted"  or  "re- 
jects" for  a  period  of  at  least  60  days 
prior  to  being  declared  by  the  warehouse 
or  distributor  a.*^  idle  and  excess. 

(1)  "Menders"  means  menders  arising 
In  the  production  of  electrolytic  tinplate 
which  tinplate  has  been  rejected  by  the 
producer  by  reason  of  defects  which  dis- 
qualify such  tinplate  from  sale  as 
"primes"  or  "seconds"  and  which  tin- 
plate  has  been  (1 )  mended  into  coke  tin- 
plate  primes  or  seconds  by  hot  dipping 
In  tin  or  (2)  mended  Into  SCMT  by  hot 
dipping  in  terne  metal. 

2.  By  adding  to  §338.33  General  re- 
strictions on  sale,  manufacture  or  de- 
livery, three  new  paragraphs  designated 
(a>,  (b)  and  (c)  as  follows: 

(a>  Use  of  idle  and  excess  inventories 
of  tinplate  and  of  tinplate  menders. 
Irrespective  of  any  restrictions  to  the 
contrary  in  this  order,  idle  and  excess 
Inventories  of  tinplate  and  of  tinplate 
menders  may  be  used  by  can  manufac- 
turers In  the  manufacture  of  cans  for 
packing  any  product  for  which  0.50 
pound  or  heavier  tinplate  coating  is 
permitted  under  5  338.45  (Schedule  I) . 

(b)  Use  of  idle  and  excess  inventories 
of  electrolytic  tinplate  and  use  of  teme- 
coated  menders.  IrresF>ective  of  any  re- 
strictions to  the  contrary  In  this  order, 
idle  and  excess  inventories  of  electrolytic 


tinplate  may  be  used  by  can  manufac- 
turers in  the  manufacture  of  cans  for 
packing  any  products  for  which  tinplate. 
SCMT  or  terneplate  Is  permitted  under 
5  338.45  (Schedule  I).  Also.  SCMT 
menders  produced  in  the  process  of 
manufacturing  electrolytic  tinplate  may 
be  used  by  can  manufacturers  for  the 
same  purpose. 

(c)  No  deduction  from  permitted 
quantity  of  tin  required.  Tin  contained 
as  a  coating  on  Idle  and  excess  inven- 
tories of  tinplate  and  menders  may  be 
used  by  can  manufacturers  in  excess 
of  the  amounts  of  tin  p)ermltted  for  the 
manufacture  of  cans  as  provided  in 
§  338.46  (a)    (Schedule  ID. 

(Title  III.  56  Stat.  177,  as  amended; 
50  U.  S.  C.  App.  and  Sup.  633:  E.  O.  9841. 
Apr.  23.  1947.  12  F.  R.  2645,  3  CFR, 
1947  Supp.) 

Issued  this  21st  day  of  March  1949. 

Office  or  Domestic 
Commerce, 
[seal]  Raymond   S.   Hoover, 

Issuance  Officer. 

I  P.   R.   Doc.   49-2207;    Filed,    Mar.    23.    1949; 
9:01  a.  m.j 


TITLE   16 — COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

I  Docket  No.  5319] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

witol.  inc..  et  kl. 

§  3.6  (c>  Advertising  falsely  or  mis- 
leadingly — Composition  of  goods:  §  3.6 
(t)  Advertising  falsely  or  misleadingly — 
Qualities  or  properties  of  product  or 
service:  §3.6  'dd  10)  Advertising  falsely 
or  misleadingly — Success,  use  or  stand- 
ing: §  3.96  'a)  Using  misleading  name — 
Goods — Composition:  §3  96  (a)  Using 
misleading  name — Goods — Qualities  or 
properties.  In  connection  with  the  of- 
fering for  sale,  sale,  and  distribution  of 
some  twenty-seven  cosmetic  products  of 
respondents  under  the  various  designa- 
tions thereof  as  hereinbelow  set  forth: 
A,  disseminating,  etc..  any  advertise- 
ment by  means  of  the  United  States 
mails,  or  In  commerce,  which  advertise- 
ment represents,  directly  or  through  In- 
ference, (1)  that  the  preparation 
"Witol's  No  Gray"  is  not  a  hair  dye  or 
that  Its  use  and  application  will  restore 
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color  to  gray  hair  other  than  by  dyeing 
It  or  that  its  use  and  application  to  the 
scalp  and  roots  of  the  hair  will  have  any 
effect  In  restoring  the  natural  color  of 
the  hair  by  restoring  the  natural  color- 
ing matter  In  the  hair  follicles;  <2)  that 
the  use  of  the  preparation  "Wunder  Skin 
Compound"  will  renovate  or  recondition 
the  skin  or  cause  It  to  become  attractive 
through  the  creation  of  new  cells  or  cor- 
rect skin  blemishes  arising  from  external 
causes  or  cause  the  skin  to  become  clear 
or  youthful  by  removing  or  clearing  up 
blemishes:     (3)     that    the    preparation 
"Witol's  Pimple  Cream"  is  a  competent, 
dependable,  or  eCfectlve  treatment,  rem- 
edy, or  cure  for  pimples;   <4)   that  the 
preparation  "Phantom  Skin  Beautif^er" 
Is  a  competent,  dependable,  or  eflective 
treatment,  remedy,  or  cure  for  pimples, 
blackheads,  or  skin  blemishes  or  that  it 
will  remove  externally  caused  pimples, 
blackheads,  or  skin  blemishes;  tS)  that 
the    use    of    the    preparation    "Cream 
Keratin"  will  make  the  skin  more  youth- 
like; (6)  that  the  use  of  the  preparation 
"Teen-Age"  will  Impart   youth   to  the 
skin  or  bring  back  to  it  a  youthful  ap- 
pearance or  the  beauty  of  teen  age;  (7) 
that  the  preparation  "Creme  P-47"  acts 
as  an  astringent  or  will  exert  a  tonic  ef- 
fect upon,  or  contract,  the  pores  of  the 
skin;  (8)  that  the  use  of  the  prepara- 
tion    "Witors     Extra     Strong     Facial 
Astringent"  will  cause  loose  or  flabby 
skin  of  the  face  or  neck  to  become  firm 
or  smooth;  will  reduce  enlarged  pores; 
or  will  restore  contour  to  the  face  or 
neck;  (9)  that  the  use  of  the  preparation 
"Turtle  Oil  Cream"  will  correct  or  re- 
move premature  fine  lines  of  the  skin 
or  other  skin  blemishes  of  the  face;  <10) 
that  the  preparation  "Varicosan"  Is  a 
competent,  dependable,  or  effective  treat- 
ment,   cure,    or    remedy    for    varicose 
veins;  (11)  that  the  preparation  "Throat 
and  Neck  Compound"  Is  a  competent, 
dependable,   or   effective   treatment   or 
remedy  for  loose  or  flabby  skin  of  the 
throat    or    neck    or    that    Its    use    will 
strengthen  weak  or  flabby  throat  muscles 
or  restore  a  more  natural,  youthful-look- 
ing contour  to  the  throat  or  neck;  tl2) 
that  the  use  of  the  preparation  "Witol's 
Beauty  Paste"  will  have  a  brightening, 
bleaching,  or  clearing  effect  upon,  or  will 
clear  or  whiten,  the  skin;  (13>  that  the 
preparation  "Cream  Sweet  16"  will  pre- 
serve youthful  beauty  or  that  it  consti- 
tutes a  competent,  dependable,  or  effec- 
tive   treatment,    cure,    or    remedy    for 
common  externally  caused  skin  blem- 
ishes;  (14)   that  the  preparation  'Milk 
of  Magnesia  Skin  Cream"  is  a  compe- 
tent, dependable,  or  effective  treatment, 
cure,  or  remedy  for.  or  will  relieve,  irri- 
tation of  the  skin  resulting  from  ex- 
ternally caused  skin  blemishes  or  that  its 
use  jvill  restore  a  youthful  appearance 
to  the  skin;    (15)   that  the  use  of  the 
preparation  "Witol's  New  Liquid  Take 
Off'  constitutes  a  competent,  depend- 
able,  or   effective   treatment,   cure,   or 
remedy  for  externally  caused  faults  or 
blemishes  of  the  skin;  a6)  that  the  use 
of    the    preparation    "Morning    Beauty 
Tonex"  will  prevent,  cure,  or  act  as  a 
competent,     dependable,     or     effective 
treatment    or    remedy    for    externally 
caused  blemishes,  premature  fine  lines, 
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or  wrinkles  of  the  skin  or  will  prevent 
other   evidence  of   age   or   benefit   the 
facial  muscles;  (17)  that  the  preparation 
"3-Mlnute   Beauty   Lotion"   will   soften 
worn  looking,  dry,  or  scaly  skin;  tighten 
loose  or  flabby  skin;    reduce  enlarged 
pores  of  the  skin;  or  cause  surface  skin 
to  appear  whiter;  (18)  that  the  prepara- 
tion "Desert  Foot  Relief."  when  used  as 
a  foot  powder,  will  prevent  burning  or 
tired  feet,  unless  such  representation  Is 
clearly  and  expressly  limited  to  the  de- 
gree of  relief  which  may  result  from 
its  astringent  or  emollient  action;  that 
Its  use  will  enable  any  individual  to  stay 
on  his  feet  without  discomfort  for  any 
specified  length  of  time  or  to  walk  faster 
without  taxing  his  energy;  (19)  that  the 
preparation  "Sulfa  Cream"  is  an  effec- 
tive or  dependable  bactericide  or  fungi- 
cide or  that  Its  use  will  eliminate  dan- 
druff or  check  excessive  falling  hair;  (20) 
that  the  use  as  directed  of  the  three 
preparations     comprising     the     "New 
Corona    Hair    and    Scalp    Renovation 
Method"  will  check  excessive  breaking 
or  falling  hair  or  that  the  preparation 
"Corona  Scalp  Compound"  is  an  effec- 
tive or  dependable  fungicide;  (21)  that 
the  preparation  "Sulphurized  Take  Off" 
is  a  competent,  dependable,  or  effective 
ti;patment,  cure,  or  remedy  for  blemishes 
of  the  skin,  pimples,  blackheads,  blotches, 
or  coarse  pores;  (22)  that  the  use  of  the 
preparation  "Tensing  Cream"  will  elim- 
inate premature  fine  lines  on  the  skin; 
(23)    that  the  use  of  the  preparation 
"Reju-Llquld"  will  reduce  enlarged  pores 
of  the  skin;   (24)   that  the  preparation 
"Herbosan"  Is  a  competent,  tlependable. 
or  effective  treatment,  remedy,  or  cure 
for  externally  caused  skin  or  complexion 
blemishes;  (25)  that  the  use  of  the  prep- 
aration   "Witols    New    '3-ln-one'    Skin 
Cream"  will  cause  the  skin  to  have  a 
more  youthful  appearance;  (26)  that  the 
use  of  the  preparation  "Witol's  Youth 
Facial  Mask'  will  correct,  or  act  as  a 
competent,  dependable,  or  effective  treat- 
ment, cure,  or  remedy  for,  externally 
caused  skin  blemishes;  or.  (27)  that  the 
use  of  the  preparation  "Aristocrat  Debu- 
tante Cream"  will  correct,  or  act  as  a 
competent,     dependable,     or     effective 
treatment,  cure,  or  remedy  for.  black- 
heads, coarse  pores,  or  lines  In  the  skin 
or  that  It  contains  a  new  chemical  or 
will  preserve  a  youthful  appearance:  B. 
disseminating,   etc..   any  advertisement 
by  any  means  for  the  purpose  of  In- 
ducing,  or   which   Is   likely   to   induce, 
directly  or  Indirectly,  the  purchase  in 
commerce  of  said  preparations,  which 
advertisement  contains  any  of  the  rep- 
resentations prohibited  in  part  A  hereof; 

C.  using  the  word  'Varicosan"  or  any 
other  word  or  words  of  similar  Import  or 
meaning,  either  alone  or  In  combination 
with  any  other  word  or  words,  to  desig- 
nate, describe,  or  refer  to  a  preparation 
which  does  not  in  fact  constitute  a  com- 
petent, dependable,  or  effective  treat- 
ment, remedy,  or  cure  for  varicose  veins; 

D.  using  the  trade  name  "Sweet  16"  or 
any  other  word  or  words  of  similar  Im- 
fwrt  or  meaning,  either  alone  or  in  com- 
bination with  any  other  word  or  words, 
to  designate,  describe,  or  refer  to  a  prep- 
aration which  will  not  In  fact  impart  a 
youthful  appearance  to  the  skin:  E.  using 
the  words  "Milk  of  Magnesia"  or  any 


other  word  or  words  of  similar  Import  or 
meaning,  either  alone  or  In  combination 
with  any  other  word  or  words,  to  desig- 
nate, describe,  or  refer  to  a  preparation 
which  does  not  In  fact  contain  a  sub- 
stantial quantity  of  milk  of  magnesia  or 
magnesium  hydroxide;   F.  representing 
that  the  preparation  "Desert  Foot  Re- 
lief" has  been  accepted  or  used  by  movie 
stars  and  industrial  workers  unlessf  and 
until  a  substantial  portion  of  such  per- 
sons have  actually  accepted  and  used 
said    preparation;    G.   using   the   word 
"Sulfa"  or  any  other  word  or  words  of 
similar  import  or  meaning,  either  alone 
or  in  combination  with  any  other  word 
or  words,  to  designate,  describe,  or  refer 
to  a  preparation  which  does  not  In  fact 
contain  a  substantial  quantity  of  sul- 
fanilamide, sulfathlazole.  or  other  sul- 
fonamide drugs;  or.  H.  using  the  word 
"Renovation"  or  any  other  word  or  words 
of   similar   import   or   meaning,   either 
alone  or  In  combination  with  any  other 
word  or  words,  to  designate,  describe,  or 
refer  to   a  preparation  or  method  of 
treatment  which  does  not  In  fact  consti- 
tute a  competent,  dependable,  or  effec- 
tive treatment,  remedy,  or  cure  for,  and 
will  not  In  fact  renew,  breaking  or  fall- 
ing hair;  prohibited.     (Sec.  5,  38  Stat. 
719.  as  amended  by  sec.  3,  52  Stat.  112; 
15  U.  S.  C.  sec.  45b)   I  Cease  and  desist 
order.  Witol.  Inc..  et  al..  Docket  5319, 
February  16. 1949] 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  in 
the  city  of  Washington.  D.  C.  on  the 
16th  day  of  February  A.  D.  1949. 

In  the  Matter  of  Witol.  Inc.,  a  Corpora- 
tion. National  Products  Outlet,  Inc.. 
a  Corporation,  and  William  Witol,  as 
an  Officer  of  Witol,  Inc.,  and  National 
Products  Outlet,  Inc.,  and  Individually 
Trading  as  William  Witol  &  Company 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  an- 
swer of  the  respondents,  stipulations  of 
facts  entered  Into  by  and  between  coun- 
sel for  respondents  and  counsel  support- 
ing the  complaint,  and  the  recommended 
decision  of  the  trial  examiner,  and  said 
stipulations  providing,  among  other 
things,  that  the  statements  of  facts  shall 
become  the  evidence  of  record  to  be 
submitted  to  the  Commission  for  con- 
sideration in  final  determination  of  the 
Issues  raised  by  the  complaint  and  an- 
swer without  the  presentation  of  oral 
argument  or  the  filing  of  briefs;  and  the 
Commission  having  accepted  and  ap- 
proved said  stipulations  of  facts  and  hav- 
ing made  Its  findings  as  to  the  facts  and 
Its  conclusion  that  the  respondents  have 
violated  the  provisions  of  the  Federal 
Trade  Commission  Act; 

It  is  ordered.  That  the  corporate  re- 
spondent Witol.  Inc..  the  corporate  re- 
spondent National  Products  Outlet.  Inc.. 
and  the  Individual  respondent.  William 
Witol.  acting  as  an  officer  of  either  of 
them  or  trading  as  William  Witol  &  Com- 
pany or  under  any  other  name  or  names, 
their  oCHcers.  agents,  representatives. 
and  employees,  directly  or  through  any 
corporate  or  other  device.  In  connection 
with  the  offering  for  sale,  sale,  and  dis- 
tribution of  their  cosmetic  products  des- 
ignated  "Witol's    No   Gray,"    "Wunder 
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Skin  Ccanpound."  "Witol's  Pimple 
Cream."  "Phantom  Skin  Beautifier," 
"Cream  Keratin."  "Teen-Age,"  "Creme 
p_47."  "Witol's  Extra  Strong  Facial  As- 
tringent," "Turtle  Oil  Gfeam."  "Vari- 
cosan," "Throat  and  Neck  Compound." 
"Witol's  Beauty  Paste,"  "Cream  Sweet 
16."  "Milk  of  Magnesia  Skin  Cream," 
"Witol's  New  Liquid  Take  Off,"  "Morn- 
ing Beauty  Tonex,"  "3-Mlnute  Beauty 
Lotion."  "Desert  Foot  Relief."  "Sulfa 
Cream."  "Corona  Hair  and  Scalp  Reno- 
vation Method,"  "Sulphurized  Take  Off," 
"Tensing  Cream,"  "Reju-Llquld."  "Her- 
bosan," "Witol's  New  '3-ln-one'  Skin 
Cream,"  "Witol's  Youth  Facial  Mask." 
and  "Aristocrat  Debutante  Cream."  or 
any  other  preparation  or  preparationj^^ 
of  substantially  similar  composition  or 
possessing  substantially  similar  prop- 
erties, whether  sold  under  the  same 
name  or  any  other  name  or  names,  do 
forthwith  cease  and  desist  from,  directly 
or  Indirectly: 

A.  Disseminating,  or  causing  to  be  dis- 
seminated, any  advertisement  by  means 
of  the  United  States  mall  or  by  any  other 
means  In  commerce  as  "commerce"  Is 
defined  In  the  Federal  Trade  Commis- 
sion Act.  which  advertisement  repre- 
sents, directly  or  through  Inference — 

1.  That  the  preparation  "Witol's  No 
Gray"  Is  not  a  hair  dye  or  that  Its  use 
and  application  will  restore  color  to  gray 
hair  other  than  by  dyeing  It  or  that  Its 
use  and  application  to  the  scalp  and 
roots  of  the  hair  will  have  any  effect 
In  restoring  the  natural  color  of  the  hair 
by  restoring  the  natural  coloring  mat- 
ter In  the  hair  follicles. 

2.  That  the  use  of  the  preparation 
"Wunder  Skin  Compound"  will  renovate 
or  recondition  the  skin  or  cause  It  to  be- 
come attractive  through  the  creation  of 
new  cells  or  correct  skin  blemishes  aris- 
ing from  external  causes  or  cause  the  skin 
to  become  clear  or  youthful  by  removing 
or  clearing  up  blemishes. 

3.  That  the  preparation  "Witol's  Pim- 
ple Cream"  Is  a  competent,  dependable, 
or  effective  treatment,  remedy,  or  cure 
for  pimples. 

4.  That  the  preparation  "Phantom 
Stln  Beautifier"  is  a  competent,  depend- 
able, or  effective  treatment,  remedy,  or 
cure  for  pimples,  blackheads,  or  skin 
blemishes  or  that  It  will  remove  externally 
caused  pimples,  blackheads,  or  skin 
blemishes. 

5.  That  the  use  of  the  preparation 
"Cream  Keratin"  will  make  the  skin  more 
youthlike. 

6.  That  the  use  of  the  preparation 
"Teen-Age"  will  impart  youth  to  the  skin 
or  bring  back  to  It  a  youthful  appear- 
ance or  the  beauty  or  teen  age. 

7.  That  the  preparation  "Creme-F-47" 
acts  as  an  astringent  or  will  exert  a  tonic 
effect  upon,  or  contract,  the  pores  of  the 
skin. 

8.  That  the  use  of  the  preparation 
"Witols  Extra  Strong  Facial  Astringent" 
will  cause  loose  or  flabby  skin  of  the  face 
or  neck  to  become  firm  or  smooth:  will 
reduce  enlarged  pores;  or  will  restore 
contour  to  the  face  or  neck. 

9.  That  the  use  of  the  preparation 
"Turtle  Oil  Cream"  will  correct  or  re- 
move premature  fine  lines  of  the  skin  or 
other  skin  blemishes  of  the  face. 
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10.  That  the  preparation  "Varicosan" 
Is  a  competent,  dependable,  or  effective 
treatment,  cure,  or  remedy  for  varicose 
veins. 

11.  That  the  preparation  "Throat  and 
Neck  Compound"  is  a  competent,  de- 
pendable, or  effective  treatment  or  rem- 
edy for  loose  or  flabby  skin  of  the  throat 
or  neck  or  that  Its  use  will  strengthen 
weak  or  flabby  throat  muscles  or  restore 
a  more  natural,  youthful-looking  con- 
tour to  the  throat  or  neck. 

12.  That  the  use  of  the  preparation 
"Witol's  Beauty  Paste"  will  have  a 
brightening,  bleaching,  or  clearing  effect 
upon,  or  will  clear  or  whiten,  the  skin. 

13.  That  the  preparation  "Cream 
Sweet  16'  will  preserve  youthful  beauty 
or  that  It  constitutes  a  competent,  de- 
pendable, or  effective  treatment,  cure,  or 
remedy  for  common  externally  caused 
skin  blemishes. 

14.  That  the  preparation  "Milk  of 
Magnesia  Skin  Cream"  Is  a  competent, 
dependable,  or  effective  treatment,  cure, 
or  remedy  for.  or  will  relieve,  Irritation 
of  the  skin  resulting  from  externally 
caused  skin  blemishes  or  that  its  use  will 
restore  a  youthful  appearance  to  the 
skin. 

15.  That  the  use  of  the  preparation 
"Witol's  New  Liquid  Take  Off "  consti- 
tutes a  competent,  dependable,  or  effec- 
tive treatment,  cure,  or  remedy  for  ex- 
ternally caused  faults  or  blemishes  of 
the  skin. 

16.  That  the  use  of  the  preparation 
"Morning  Beauty  Tonex"  will  prevent, 
cure,  or  act  as  a  competent,  dependable, 
or  effective  treatment  or  remedy  for.  ex- 
ternally caused  blemishes,  premature 
flne  lines,  or  wrinkles  of  the  skin  or  will 
prevent  other  evidence  of  age  or  beneflt 
the  facial  muscles. 

17.  That  the  preparation  "3-Minute 
Beauty  Lotion"  will  soften  worn  looking, 
dry.  or  scaly  skin ;  tighten  loose  or  flabby 
skin;  reduce  enlarged  pores  of  the  skin; 
or  cause  surface  skin  to  appear  whiter. 

18.  That  the  preparation  'Desert  Foot 
Relief."  when  used  sis  a  foot  powder,  will 
prevent  burning  or  tired  feet,  unless  such 
representation  is  clearly  and  expressly 
limited  to  the  degree  of  relief  which  may 
result  from  its  astringent  or  emollient 
action:  that  its  use  will  enable  any  Indi- 
vidual to  stay  on  his  feet  without  discom- 
fort for  any  specified  length  of  time  or  to 
walk  faster  without  taxing  his  energy. 

19.  That  the  preparation  "Sulfa 
Cream"  is  an  effective  or  dependable  bac- 
tericide or  fungicide  or  that  Its  use  will 
eliminate  dandruff  or  check  excessive 
falling  hair. 

20.  That  the  use  as  directed  of  the 
three  preparations  comprising  the  "New 
Corona  Hair  and  Scalp  Renovation  Meth- 
od" will  check  excessive  breaking  or  fall- 
ing hair  or  that  the  preparation  "Corona 
Scalp  Compound  '  Is  an  effective  or  de- 
pendable fungicide. 

21.  That  the  preparation  "Sulphurized 
Take  Off  "  Is  a  competent,  dependable,  or 
effective  treatment,  cure,  or  remedy  for 
blemishes  of  the  skin,  pimples,  black- 
heads, blotches,  or  coarse  pores. 

22.  That  the  use  of  the  preparation 
"Tensing  Cream"  will  eliminate  prema- 
ture flne  lines  on  the  skin. 
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23.  That  the  use  of  the  preparation 
"Reju-llquld"  will  reduce  enlarged  pores 
of  the  skin. 

24.  That  the  preparation  "Herbosan" 
Is  a  competent,  dependable,  or  effective 
treatment,  remedy,  or  cure  for  externally 
caused  skin  or  complexion  blemishes. 

25.  That  the  use  of  the  preparation 
"Witol's  New  '3-in-One'  Skin  Cream"  will 
cause  the  skin  to  have  a  more  youthful 
appearance. 

26.  That  the  use  of  the  preparation 
"Witol's  Youth  Facial  Mask"  will  correct, 
or  act  as  a  competent,  dependable,  or 
effective  treatment,  cure,  or  remedy  for, 
externally  caused  skin  blemishes. 

27.  That  the  use  of  the  preparation 
"Aristocrat  Debutante  Cream"  will  cor- 
rect, or  act  as  a  competent,  dependable, 
or  effective  treatment,  cure,  or  remedy 
for.  blackheads,  coarse  pores,  or  lines 
in  the  skin  or  that  It  contains  a  new 
chemical  or  will  preserve  a  youthful 
appearance. 

B.  Disseminating,  or  causing  the  dis- 
semination of.  any  advertisement  by  any 
means  for  the  purpose  of  Inducing,  or 
which  is  likely  to  Induce,  directly  or  in- 
directly, the  purchase  in  commerce  as 
"commerce"  Is  defined  In  the  Federal 
Trade  Commission  Act.  of  said  prepara- 
tions, which  advertisement  contains  any 
of  the  representations  prohibited  In  par- 
agraph A  hereof. 

C.  Using  the  word  "Varicosan"  or  any 
other  word  or  words  of  similar  Import  or 
meaning,  either  alone  or  In  combination 
with  any  other  word  or  words,  to  desig- 
nate, describe,  or  refer  to  a  preparation 
which  does  not  in  fact  constitute  a  com- 
petent, dependable,  or  effective  treat- 
ment, remedy,  or  cure  for  varicose  veins. 

D.  Using  the  trade  name  "Sweet  16" 
or  any  other  word  or  words  of  similar 
Import  or  meaning,  either  alone  or  In 
combination  with  any  other  word  or 
words,  to  designate,  describe,  or  refer  to 
a  preparation  which  will  not  In  fact 
Impart  a  youthful  appearance  to  the 
skin. 

E.  Using  the  words  "Milk  of  Magnesia" 
or  any  other  word  or  words  of  similar 
import  or  meaning,  either  alone  or  in 
combination  with  any  other  word  or 
words,  to  designate,  describe,  or  refer  to 
a  preparation  which  does  not  In  fact 
contain  a  substantial  quantity  of  milk 
of  magnesia  or  magnesium  hydroxide. 

F.  Representing  that  the  preparation 
"Desert  Foot  Relief"  has  been  accepted  or 
used  by  movie  stars  and  industrial  work- 
ers unless  and  until  a  substantial  portion 
of  such  persons  have  actually  accepted 
and  used  said  preparation. 

G.  Using  the  word  "Sulfa"  or  any 
other  word  or  words  of  similar  import 
or  meaning,  either  alone  or  In  combina- 
tion with  any  other  word  or  words,  to 
designate,  describe,  or  refer  to  a  prepara- 
tion which  does  not  In  fact  contain  a 
substantial  quantity  of  sulfanilamide, 
sulfathlazole.  or  other  sulfonamide 
drugs. 

H.  Using  the  word  "Renovation"  or  any 
other  word  or  words  of  similar  Import 
or  meaning,  either  alone  or  in  combina- 
tion with  any  other  word  or  words,  to 
designate,  describe,  or  refer  to  a  prep- 
aration or  method  of  treatment  which 
does  not  In  fact  constitute  a  competent, 
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dependable,  or  effective  treatment,  rem- 
edy, or  cure  for,  and  will  not  In  fact  re- 
new, breaking  or  falling  hair. 

It  is  further  ordered.  That  the  re- 
spondents shall,  within  sixty  <60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report  In 
writing,  setting  forth  In  detail  the  man- 
ner and  form  in  which  they  have  com- 
plied with  It. 


By  the  Commission. 
[ssalI 


D.  C.  Daniel. 
Secretary. 

I  p.    R.   Doc.   49-2188.    Plied.   Mar.    23.    1949; 
8:46  a.  m.) 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchopter  F — P«r»onn«l 

Part  577 — Medical  and  Dental 
Attendance 

admission  and  treatment  of  merchant 
seamen  in  medical  facilities  of  de- 
partment of  the  army  outside  conti- 
nental united  states 

Section  577.21  is  added  to  Part  577.  as 
follows: 


S  577.21  Admission  and  treatment  of 
merchant  seamen  in  medical  facilities  of 
the  t>epartment  of  the  Army  outside  con- 
tinental United  States— (sl)  General  au- 
thorization. Elxcept  as  Indicated  In  par- 
agraph (b)  of  this  section,  the  terms  and 
conditions  of  this  section  will  govern  hos- 
pitalization and  out-patient  treatment 
of  merchant  seamen  In  medical  facilities 
of  the  Department  of  the  Army  outside 
continental  United  States,  such  hospital- 
ization and  out-patient  treatment  being 
authorized  when  suitable  accommoda- 
tions are  available.  The  term  "merchant 
seamen"  as  used  in  this  section  Includes 
both  officers  and  members  of  the  crew. 

(b)  Seamen  to  whom  the  provisions  of 
this  section  do  not  apply.  The  provisions 
of  this  section  do  not  apply  to  treatment 
of  the  following: 

(1)  Seamen  on  Army  transports. 
Such  personnel  are  entitled  to  treatment 
In  medical  facilities  of  the  Department 
of  the  Army  without  charge. 

(2)  Merchant  seamen  on  vessels  of 
United  States  registry  when  treated  in 
Department  of  the  Army  medical  facili- 
ties in  United  States  possessions.  When 
merchant  seamen  on  vessels  of  United 
States  registry  are  treated  in  Army  medi- 
cal facilities  in  United  States  possessions, 
they  are  beneficiaries  of  the  Public 
Health  Service  and  the  provisions  of  this 
section  are  not  applicable.  Under  such 
circumstances  they  will  be  reported  to 
the  Surgeon  General  under  the  provi- 
sions of  current  regulations  applicable  to 
treatment  In  Army  Medical  facilities  of 
beneficiaries  of  the  Public  Health  Serv- 
ice, in  order  that  collection  of  charges 
may  be  made  from  the  Public  Health 
Service. 

(c)  Personnel  to  whom  treatment  out- 
lined in  this  section  is  applicable.  With 
the  exception  indicated  paragraph   (b) 
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of  this  section,  the  treatment  outlined 
herein  applies  to  the  following : 

(1)  Merchant  seamen  aboard  vessels 
operated  for  the  account  of  the  Maritime 
Commission  under  the  United  States  flag, 
including  vessels  of  former  War  Ship- 
ping Administration  registry. 

(2)  Merchant  seamen  aboard  Depart- 
ment of  the  Army  chartered  bare  boat 
or  time-chartered  vessels  of  commercial 
operators. 

(3)  In  emergency,  to  save  life  or  pre- 
vent greater  suffering,  merchant  seamen 
aboard  time-chartered  or  bare  boat  char- 
tered vessels  (other  than  those  referred 
to  In  subparagraph  (2>  of  this  para- 
graph), and  seamen  on  privately  owned 
and  operated  vessels. 

(d>  Medical  and  surgical  treatment. 
(1)  Such  medical  and  surgical  care  Is 
authorized  as  Is  afforded  by  the  facilities 
of  the  medical  Installation  concerned, 
except  as  follows: 

(it  No  elective  medical  or  surgical 
treatment  Is  authorized. 

(11)  No  spectacles,  artificial  limbs, 
hearing  aids,  or  artificial  eyes  will  be 
provided. 

(2)  Merchant  seamen  patients  hos- 
pitalized under  the  provisions  of  this  sec- 
tion, whose  condition  would  require 
retention  In  an  Army  hospital  for  a  pro- 
longed period  of  time,  and  when  lack  of 
transportation  facilities  prevents  evacu- 
ation through  their  local  ship's  agent, 
may  be  evacuated  through  Army  medical 
evacuation  channels  as  soon  as  transfer 
without  detriment  to  the  patient  is  pos- 
sible, provided  that  no  seaman  employed 
by  a  vessel  of  foreign  registry  will  be  evac- 
uated to  the  United  States. 

(3)  Continuation  of  hospitalization  or 
out-patient  treatment  by  medical  facili- 
ties. Department  of  the  Army,  after  re- 
turn to  continental  United  States  Is  not 
auhorlzed.  Disposition  of  merchant  sea- 
men patients  returned  to  the  United 
States  via  Army  medical  evacuation 
channels  will  be  in  accordance  with  cur- 
rent procedures  by  the  Army  medical 
facility  serving  the  port. 

(e)  Dental  treatment.  Dental  treat- 
ment will  be  limited  to  that  necessary  for 
the  relief  of  pain  or  acute  septic  condi- 
tions, such  as  extractions,  and  treat- 
ments, including  temporary  fillings.  No 
permanent  fillings  or  replacements  will 
be  provided. 

(f)  Collection  of  charges.  The  medi- 
cal facility  concerned  will  collect  from 
the  local  ship's  agent  charges  for  the 
hospitalization  and  out-patient  treat- 
ment furnished,  the  collections  to  be 
made  at  the  rates  for  hospitalization  and 
out-patient  treatment  applicable  to  the 
fiscal  year  concerned.  The  local  ship's 
agent  will  be  instructed  to  make  checks 
payable  to  the  Treasurer  of  the  United 
States  and  to  forward  them  to  the  medi- 
cal facility  concerned  for  disposition. 
ISR  40-590-43.  9  March  1949]  (R.  S.  161; 
3  U.  S.  C.  22)  * 


[SEAL]  Edward  F.  Witsell. 

Afa;or  General. 
The  Adjutant  General 


[P.   R.   Doc.   49-2189;    Filed.   Mar.    23.    1949; 
8:46  a.  m.) 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Deportment  of  the  Interior 

Appendix — Public  Land  Orders 

(Public  Land  Order  572] 

New  Mexico 

RCVOKING  IN  PART  IXECUTIVE  ORDER  WO. 
6383  or  FEBRUARY  3.  1934 

By  Virtue  of  the  authority  contained 
In  section  1  of  the  act  of  June  25.  1910, 
38  Stat.  847  (43  U.  S.  C.  sec.  141)  and  In 
the  act  of  June  15. 1926.  44  Stat.  746.  and 
pursuant  to  Executive  Order  No.  9337  of 
April  24.  1943.  it  is  ordered  as  follows: 

Executive  Order  No.  6583  of  February 
3,  1934.  withdrawing  public  lands  in  the 
State  of  New  Mexico  for  the  purpose  of 
aiding  the  State  of  New  Mexico  in  making 
exchange  selections  as  provided  In  the 
act  of  June  15.  1926.  is  hereby  revoked 
so  far  as  it  affects  the  following-described 
land: 

N«w  Mrxico  PaiHCiPAi.  MratDiAW 

T.  16  3..  R.  21  W.. 

Sec.     23.     NW»,4SEViSWV4.     SiiSEViSW'i 
and  SE'iSWV+SWy*. 

The  areas  described  aggregate  40  acres. 
The  land  Is  generally  rough  with  ex- 
tensive   rocky    areas,    and    is    suitable 
mainly  for  grazing  purposes. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract, 
desert  land,  or  other  non-mineral  public 
land  laws,  unless  the  land  has  already 
been  classified  as  valuable  or  suitable  for 
such  type  of  application  or  shall  be  so 
classified  upon  consideration  of  an  appli- 
cation. 

This  order  shall  not  otherwise  become 
efTective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  AprU  19.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.     For  a  period  of  90  days 
from  April  19.  1949.  to  July  19.  1949.  the 
public  lands  affected  by  this  order  shall 
be  subject  to  (1)  application  under  the 
homestead  or  the  desert  land  laws,  or  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609.  43  U.  S.  C.  sec.  682a) .  as  amended,  by 
qualified  veterans  of  World  War  II.  for 
whose  service  recognition  Is  granted  by 
the  act  of  September  27.  1944  (58  Stat. 
747.  43  U.  S.  C.  sees.  279-283 ) .  subject  to 
the  requirements  of  applicable  law,  and 
(2)    application    under    any    applicable 
public-land  law.  ba.sed  on  prior  existing 
valid  settlement  rights  and  preference 
rights    conferred    by    existing    laws    or 
equitable  claims  subject  to  allowance  and 
confirmation.    Applications  by  such  vet- 
erans shall  be  subject  to  claims  of  the 
classes  described  in  subdivision  (2). 

lb)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  March  30, 
1949.  to  April  18.  1949.  such  veterans  and 
persons  claiming  preference  rights  su- 
perior to  tho.se  of  such  veterans,  may 
present  their  applications,  and  all  such 
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applications,  together  with  those  pre- 
sented at  10:00  a.  m.  on  April  19,  1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  20, 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  June  30.  1949.  to  July  19.  1949, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  July 
20,  1949.  shall  be  treated  as  simultane- 
ously filed. 
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Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  afiHdavits  In  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
Las  Cruces,  New  Mexico,  shall  be  acted 
upon  In  accordance  with  the  regulations 
contained  In  §  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  824.  May  22.  1914.  43  L.  D.  254) .  and 
Part  296  of  that  title,  to  the  extent  that 
such  regulations  are  applicable.    Appli- 
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cations  under  the  homestead  laws  shall 
be  governed  by  the  regulations  contained 
In  Parts  166  to  170,  Inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1,  1938, 
shall  be  governed  by  the  regulations  con- 
tained In  Parts  232  and  257,  respectively, 
of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office, 
Las  Cruces,  New  Mexico. 

Mastin  G.  White, 
Acting  Assistant 
Secretary  of  the  Interior. 

March  15,  1949. 

[F.   R.    Doc.   49-2182:    Filed,    Mar.    23,    1949; 
8:45  a.  ml 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

[25CFR,  Part  130  1 

Wapato  Indian  Irrigation  Project, 
Washington 

orders  fixing  operation  and  maintenance 

CHARGES 

March  16.  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11, 
1946  (60  Stat.  238).  and  authority  con- 
tained in  the  acts  of  Congress  approved 
August  1.  1914;  May  18.  1916:  and  March 
7.  1928  (38  Stat.  583,  25  U.  S.  C.  385;  39 
Btat.  154;  and  45  Stat.  210.  25  U.  S.  C. 
387)  and  by  virtue  of  authority  delegated 
by  the  Commissioner  of  Indian  Affairs  to 
the  undersigned.  Regional  Director,  Re- 
gion No.  Ill,  Portland,  Oregon,  Septem- 
ber 14,  1946  (11  F.  R.  10267).  notice  Is 
hereby  given  of  Intention  to  modify 
{  130.86  of  Title  25,  Code  of  Federal  Reg- 
ulations, dealing  with  operation  and 
maintenance  as.sessments  against  irriga- 
ble lands  of  the  Wapato  Indian  Irriga- 
tion Project,  of  the  Yakima  Indian  Res- 
ervation, Washington,  as  follows: 

Section  130.86  Wapato  Indian  Irriga- 
tion Project,  to  be  amended  by  the  inclu- 
sion of  an  additional  assessment  of  $1.00 
for  1950  for  the  purpose  of  replacing  the 
structure  known  as  the  Island  Syphon. 
This  assessment  will  be  for  one  year  only 
and  Is  in  addition  to  the  regular  opera- 
tion and  maintenance  assessment  which 
Is  to  remain  unchanged. 

Interested  persons  are  hereby  given 
opportunity  to  participate  In  preparing 
the  proposed  amendments  by  submitting 
their  views  and  data  or  argument  In 
writing  to  E.  Morgan  Pryse.  Regional  Di- 
rector. Bureau  of  Indian  Affairs,  Building 
34.  Swan  Island.  Portland  18,  Oregon. 
Within  30  days  from  the  date  of  publi- 
cation of  this  notice  of  Intention  In  the 
daily  Issue  of  the  Federal  Register. 

E.  Morgan  Pryse. 
Regional  Director. 

[F-  R.   Doc.   4»-2183:    Filed,   Mar.   23,    1949; 
8:45  a.  m.J 


Fort  Hall  Indun  Irrigation  Projects 
orders  fzxinc  operation  and  maintenance 

CHARGES 

March  16,  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11, 
1946  (60  Stat.  238),  and  authority  con- 
tained In  the  act  of  Congress  approved 
March  1,  1907  (34  Stat.  1024).  and  by 
virtue  of  authority  delegated  by  the 
Commissioner  of  Indian  Affairs  to  the 
undersigned  Regional  Director,  Region 
No.  ni,  Portland,  Oregon,  September  14, 
1946  (11  F.  R.  10267),  notice  Is  hereby 
given  of  intention  to  modify  §  130.32 
Basic  water  charge,  of  Title  25,  Code 
of  Federal  Regulations,  dealing  with  op- 
eration and  maintenance  assessments 
against  Irrigable  lands  of  the  Fort  Hall 
Indian  Irrigation  Project,  Idaho,  as  fol- 
lows: 

By  increasing  the  annual  basic  water 
charge  per  acre  from  $2.50  to  $3.50  for 
each  Irrigable  acre  of  land  In  non-Indian 
ownership  to  which  water  can  be  de- 
livered from  the  project  works.  In  ad- 
dition to  the  foregoing  change  there 
shall  be  collected  annually  a  minimum 
charge  of  $3.00  for  the  first  acre  or  frac- 
tion thereof  on  each  tract  for  which 
operation  and  maintenance  bills  are  pre- 
pared. No  bill  shall  be  rendered  for  less 
than  $6.50. 

The  foregoing  proposed  changes  are 
to  become  effective  for  the  irrigation 
season  1949  and  continue  in  effect  there- 
after until  further  notice. 

This  notice  of  propwsed  changes  is 
substituted  for  the  proposed  changes  set 
forth  In  Federal  Register  Document  49- 
1231  appearing  at  page  697  of  the  Fed- 
eral Register  issue  of  February  17,  1949. 

Interested  persons  are  hereby  given 
opportunity  to  participate  in  preparing 
the  proposed  amendments  by  submit- 
ting their  views  and  data  or  argument  in 
writing  to  E.  Morgan  Pryse,  Regional 
Director.  U.  S.  Indian  Service,  Building 
34,  Swan  Island,  Portland  18,  Oregon, 
within  30  days  from  the  date  of  publi- 


cation of  this  notice  of  Intention  In  the 
daily  issue  of  the  Federal  Register. 

E.  Morgan  Pryse. 
Regional  Director. 

(F.   R.   Doc.    49-2184;    FUed,    Mar.   23,    1949; 
8:45  a.  m.| 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  965  ] 

Handling  of  Milk  in  Cincinnati,  Ohio, 
Marketing  Area 

notice  of  recommended  decision  and  op- 
portunity to  file  written  exceptions 

WITH  respect  to  A  PROPOSED  AMEND- 
MENT TO  TENTATIVELY  APPROVED  MARKET- 
ING AGREEMENT  AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR,  Supps.,  900.1 
et  seq.;  12  F.  R.  1159,  4904),  notice  Is 
hereby  given  of  the  filing  with  the  Hear- 
ing Clerk  of  this  recommended  decision 
of  the  Assistant  Administrator,  Produc- 
tion and  Marketing  Administration, 
United  States  Department  of  Agriculture, 
with  respect  to  proposed  amendments 
to  the  tentatively  approved  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Cincinnati,  Ohio,  marketing  area,  to  be 
efTective  pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (U.  S.  C.  601  et  seq.) . 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk,  Room  1844,  South  Build- 
ing, United  States  Department  of  Agri- 
culture, Washington  25,  D.  C,  not  later 
than  the  close  of  business  on  the  10th  day 
after  its  publication  in  the  Federal 
Register. 

Preliminary  statement.  A  public  hear- 
ing was  called  by  the  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  on  the  re-« 
quest  of  the  Cincinnati  Sales  Association 
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and  the  Coopwative  Pure  Milk  Associa- 
tion  and  was  held  on  Pebruary  10  and 

The  material  issues  presented  on  the 
record  of  such  hearing  and  covered  by 
this  decision  were  whether  the  order 
should  be  amended  to  provide  for  : 

1.  Adoption  of  specific  Class  I  and 
Class  n  prices  through  June  1949  In  sub- 
stitution for  prices  determined  by 
formula : 

2.  Elimination  of  the  seasonal  de- 
crease (April.  May.  June,  and  July)  in 
the  Class  I  and  Class  II  price  differen- 
tials, beginning  with  July  1949; 

3.  Revision  of  the  definitions  of  "pro- 
ducer" and  "handler"; 

4.  The  separate  pooling  of  "Grade  A 
and  "Grade  B"  milk: 

5.  Adoption  of  a  revised  price  formula 
to  apply  to  producer  milk  made  Into  but- 
ter under  certain  conditions ;  and 

6.  Revision  of  the  definition  of  "de- 
livery period." 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the  ma- 
terial issues  decided  herein  are  hereby 
made  upon  the  basis  of  the  record  of  the 

hearing: 

(1)  A  "supply-demand"  price  adjust- 
ment provision  to  be  based  on  the  per- 
centage of  producer  milk  in  Class  III  milk 
should  be  adopted. 

Producers'  organizations  proposed  that 
the  price  of  Class  I  milk  be  fixed  at  $5.00 
per  hundredweight  and  the  price  of  Class 
II  milk  at  $4.55  per  hundredweight  for 
milk  of  4  percent  butterfat  content  for 
the  month  of  March  1949  and  that  the 
prices  of  Class  I  and  Class  H  milk  for 
the  months  of  April.  May  and  June  1949 
be  fixed  at  $4.80  and  $4.35.  respectively. 
One  producers'  association  further  pro- 
posed that  beginning  July  1.  1949  the 
Class  I  price  be  determined  by  adding 
$135  to  the  Class  III  milk  price  and 
that  the  Class  II  price  be  determined  by 
adding  90  cents  to  the  Class  III  milk 
price.    The  order  currently  provides  that 
after  Pebruary   1949.  the  Class  I  and 
Class  n  prices  shall  be  determined  for 
the  delivery  periods  of  April.  May.  June 
and  July  by  adding  $105  and  60  cents, 
respectively,  to.the  Class  III  milk  price 
and  for  all  other  delivery  periods  by  add- 
ing $1.35  and  90  cents,  respectively.    In 
connection  with  the  first  of  the  above 
proposals,   proponents  stated   that   the 
objectives  were  both  the  avoidance  of  a 
major  collapse  In  prices  at  this  time  and 
the  prevention  of  a  contraseasonal  in- 
crease in  prices  during  the  coming  spring 
and  summer  months  prior  to  July  1.    It 
was  contended  also  that  the  provisions 
proposed  would  provide  market  stability 
and  an  incentive  for  producers  to  as- 
sume whatever  added  cost   and   effort 
might  be  Involved  in  the  production  of 
Grade    A    milk    under    the    ordinance 
adopted  late  last  year. 

Records  ol  milk  production  and  sales 
show  that  receipts  of  producer  milk  are 
rapidly  approaching  the  level  necessary 
to  adequately  supply  the  needs  of  the 
market.  In  1946  over  13.8  million  pounds 
of  emergency  milk  were  received  by  han- 
dlers to  supplement  their  producer  milk 
supply.  In  1947  this  fell  to  slightly  over 
9.9  million  pounds  and  in  1948  to  a  little 
less  than  38  million  pounds.  The 
amount  brought  in  in  the  months  of  Sep- 
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tember  through  December  1948  was  only 
3  percent  of  the  quantity  used  in  the 
same  four-month  period  a  year  earlier. 
On  the  other  hand,  the  increase  in  an- 
nual producer  milk  receipts  for  each  of 
those  years  over  the  preceding  year  were 
approximately  4  million,  20  million,  and 
15  million  pounds,  respectively.    The  in- 
crease in  producer  milk  receipts  in  1948 
over  1947  was  15.4  million  pounds,  or  6 
percent.     This  increase  was  over  four 
times  greater  than  the  total  amount  of 
emergency  milk  received  in  1948.    In  the 
months  of  September  through  December 
1948.  production  exceeded  the  level  of 
the  same  months  the  year  before  by  5.3. 
8.6.  17.1  and  23.2  percent,  respectively. 
January   1949  production   was   greater^ 
than  January  1948  production  by  22.3 
percent.    The  increase  in  producer  milk 
was  due  almost  entirely  to  the  increase 
in  the  number  of  dairy  farms  supplying 
the  market  since  the   annual   average 
dally  milk  deliveries  per  farm  have  varied 
only  six-tenths  of  a  pound  during  the 
last  four  years.    The  average  number  of 
producers  Increased  from  4.886  in  1946 
to  5.238  in  1947.  and  5.507  in  1948.    The 
number  in  December  1948  was  5.704.    A 
considerable    number    of    producers    of 
qualified  milk  was  added  to  the  market 
In  the  early  fall  of  last  year  with  the 
entrance  of  a  new  plant  Into  the  mar- 
ket, and  it  was  contended  by  the  pro- 
ponents that  the  increases  in  both  pro- 
ducer milk  receipts  and  the  number  of 
producers  In  1948  was  due  largely  to  the 
addition  of  this  plant.    However,  it  ap- 
pears that  such  plant  was  only  a  minor 
factor  In  the  increases,  representing  only 
2.6  million  pounds  of  the  15.4  million 
pound  increase  in  producer  milk  in  1948 
and  only  about  120  of  the  Increase  of 
499  in  the  number  of  producers  between 
December  1947  and  December  1948. 

Of  the  annual  Increase  in  production 
In  1948  over  1947.  6.2  million  pounds  were 
classified  as  Class  I  and  Class  II  milk. 
The  annual  Increase  in  the  volume  of 
Class  in  milk  was  9.3  million  pounds. 
The  percentage  Increase  in  Class  I  use 
in    1948    as    compared   with    1947    was 
1.1  percent  as  compared  with  the  5  per- 
cent increase  in  production.    Sales  sta- 
tistics   indicate    no    appreciable    gain, 
month  by  month,  over  1947,  since  the 
early  part  of  1948.  although  monthly  pro- 
duction figures  for  1948  when  compared 
with  the  corresponding  months  of  1947 
show  significant  increases  beginning  with 
August  1948.    In  the  short  production 
months  of  September  through  December, 
producer  milk  increased  over  11  million 
pounds  from  the  same  four  months  the 
year  before  while  a  similar  comparison 
of  Class  I  sales  showed  no  appreciable 
change. 

The  record  of  milk  production  and 
sales  shows  also  a  seasonal  production 
problem.  In  1948  producer  receipts  in 
June  were  183  percent  of  the  November 
level.  In  contrast,  producer  receipts  in 
the  Columbus  market  showed  a  corre- 
sponding seasonal  variation  of  141  per- 
cent, in  the  Dayton-Sprlngfleld  market 
146  percent  and  in  the  Toledo  market  135 
percent.  In  June.  14.6  million  pounds  of 
producer  milk  were  classified  as  Class  HI 
milk  and  less  than  1.4  million  pounds  in 
November.  The  evidence  indicates  a 
handling  problem  for  some  Cincinnati 


handlers   during   the   flush   production 
season   because   of   this   wide   seasonal 
variation.    Other  testimony  indicates  a 
substantial  drop  in  milk  production  costs 
from   January   1948   to   January    1949. 
Peed  costs  were  shown  to  be  lower  with 
the  exception  of  hay.  particularly  alfalfa 
hay,  which  roughage  feed  has  sold  at  a 
relatively  high  price  in  recent  months. 
The  cost  of  hay,  however,  will  be  a  rela- 
tively minor  factor  in  milk  production 
costa  in  the  coming  spring  and  summer 
months.   Reference  was  made  also  to  the 
strengthening   Influence  of   the   butter 
price    support    program    recently    an- 
nounced by  this  Department  which  pro- 
vides for  a  minimum  price  of  59  cents  per 
pound  of  butter  during  the  spring  and 
summer  months  of  1949. 

In  view  of  the  above  circumstances. 
It  is  concluded  that  it  is  not  necessary  to 
adopt  fixed  Class  I  and  Class  II  prices 
for  the  months  prior  to  July  1  for  the 
purpose  of  guarding  against  either  a  col- 
lapse in  prices  or  a  strong  upward  price 
movement.    There  was  no  Indication  in 
the  record  that  a  price  rise  of  undesirable 
magnitude  will  occur  during  the  period, 
but  there  is  Indication  that  the  price  level 
will  remain  relatively  firm  for  this  par- 
ticular period  of  the  year  because  of  the 
announced  support  price   program  for 
butter.    It  would  appear  from  the  sta- 
tistics on  production  that  under  the  for- 
mula plan  of  pricing  satisfactory  prog- 
ress may  be  made  to  overcome  the  slight 
deficiency  of  supply  which  prevailed  dur- 
ing the  recent  season  of  short  production. 
It  is  concluded  also  that  the  proposal  to 
fix  the  Class  I  and  Class  II  price  differ- 
entials at  $1.35  and  90  cents,  respectively, 
for  each  month  of  the  year  beginning 
with  July  1949  should  not  be  adopted. 
While  this  proposal  would  affect  In  1949 
only  the  July  price.  It  would  bring  about 
an  Increase  of  30  cents  per  hundredweight 
for  Class  I   and  Class   II   milk   in   the 
months  of  April.  May.  June  and  July  In 
succeeding  years.    The  record  of  produc- 
tion and  sales  In  the  market,  as  cited, 
does  not  Indicate  the  need  of  a  higher 
differential  In  these  particular  months. 
Although  the  proposal  would  have  appli- 
cation for  an  Indefinite  period,  no  testi- 
mony was  presented  to  show  its  applica- 
bility to  any  new    circumstance   which 
might  be  expected  to  prevail  after  this 
year.    On  the  other  hand,  the  total  pro- 
duction in  the  short  production  months 
cannot  be  termed  excessive,  and  If  any 
substantial  number  of  producers  were 
lost  to  the  market.  It  is  likely  that  in  the 
coming  season  of   short   production   a 
shortage  would  occur.    Prom  the  record 
of  past  years.  It  appears  that  under  exist- 
ing conditions  on  a  12  month  basis  the 
market  must  carry  approximately  26  per- 
cent of  its  producer  milk  supply  in  Cla.ss 
in  to  have  a  sufficient  quantity  of  milk 
for  Class  I  and  Class  II  uses  at  all  times. 
In  the  event  producer  milk  decreases 
from  the  level  of  recent  months  in  rela- 
tion to  Class   I  sales,  some   incentive 
should  be  given  to  producers  to  replace 
any  such  decrease.    It  is  therefore  pro- 
posed that  the  prices  of  Class  I  and  Class 
II  milk  be  Increased  In  the  months  of 
October  through  January.  Inclusive,  by 
15  cents  per  hundredweight  over  the  level 
otherwise  applicable  under  the  forvau.A 
if  the  amount  of  producer  milk  classified 
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as  Class  in  milk  is  less  than  26  percent 
of  total  producer  deliveries  for  the  12 
months  ending  with  the  preceding 
August. 

(2)  The  "producer"  and  "handler"  d«r- 
Initiona  should  not  be  cjianged,  but  a 
location  adjustment  provision  should  be 
adopted. 

Producers  proposed  that  the  defini- 
tions of  "producer"  and  "handler"  be 
changed  so  as  to  apply  the  term  "pro- 
ducer'  only  to  those  dairy  farmers  whose 
milk  is  received  at  plants  from  which 
fluid  milk  is  "distributed"    within    the 
marketing  area,  and  the  term  "handler" 
to  persons  who  dispose  of  milk  in  the 
marketing  area  to  outlets  other  than  such 
distributing  plants.    Definitions  current- 
ly In  the  order  Include  as  a  handler ^any 
person  handling  milk  (other  than  emer- 
gency milk  or  milk  of  his  own  production) 
which  is  disposed  of  In  the  marketing 
area.  Including  disposition  only  to  other 
handlers.    Likewise,  dairy  farmers  meet- 
ing health  department  requirements  may 
qualify  as  producers  by  delivering  milk 
to  a  person  who  has  qualified  as  a  han- 
dler by  disposing  of  milk   (other  than 
emergency  milk)  In  the  marketing  area. 
Including  a  disposal  to  another  handler. 
Proponents    claimed    that    the    defi- 
nitions now  In  effect  allow  plants  distant 
from  the  market  to  qualify  as  handler 
plants  and  dairy  farmers  furnishing  milk 
to  such  plants  to  qualify  as  producers. 
Dairy  farmers  distant  from  the  market 
may  thus  receive  the  benefit  of  the  prices 
set  by  the  order  for  milk  delivered  to 
the  marketing  area  while  delivering  milk 
to  a  distant  plant.    This  situation  pre- 
sents the  possibility,  it  was  claimed,  that 
a  large  volume  of  milk  not  needed  In 
the  marketing  area  may  participate  in 
the  market  pool  to  the  disadvantage  of 
producers  regularly  supplying  milk  to 
the  market.    Por  these  reasons  it  was 
proposed  that  in  order  to  qualify  as  a 
handler  a  person  should  be  required  to 
operate  a  plant  from  which  milk  Is  dis- 
tributed within  the  marketing  area,  and 
that  only  dairy  farmers  delivering  milk 
to  such  a  plant  should  be  qualified  as 
producers. 

Facts  disclosed  at  the  hearing  indicate 
that  only  one  handler  now  operating  a 
distant  plant  would  be  excluded  from  the 
pool   by  the   proposal.     Dairy  farmers 
presently  qualified  as  producers  at  this 
plant  hold  Cincinnati  health  department 
permits,  and  their  farms  are  fully  ap- 
proved for  production  of  milk  meeting 
health    department    standards.      This 
plant,  prior  to  Its  approval  to  ship  fully 
qualified  milk,  furnished  a  major  portion 
of  the  emergency  milk  needed  by  the 
Cincinnati  market  In  recent  years.   Since 
qualifying  as  a  handler  plant,  a  large 
proportion  of  the  Cincinnati  inspected 
milk  received  by  this  plant  has  been 
furni.shed  to  Cincinnati  handlers  In  the 
months  of  short  supply  (78%  in  October 
1948, 93%  in  November.  91%  In  December 
and   86%    in   January    1949).     It   was 
shown  also  that  this  milk  was  needed 
by  the  market  In  these  months,  for  some 
emergency  milk  was  received  in  addition 
in  each  of  these  months,  although  in 
relatively  small  amounts. 

Prom  the  foregoing  It  does  not  appear 
appropriate  to  limit  the  application  of 
the  definition  of  handler  In  the  manner 
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proposed.  Similarly,  we  do  not  feel 
J  unified  in  excluding  as  a  producer  a 
dairy  farmer  qualified  by  the  Cincinnati 
health  department  and  regularly  supply- 
ing Grade  A  milk  to  the  market  on  the 
basil  that  his  milk  Is  delivered  to  a  plant 
which  supplies  plants  of  other  handlers 
rather  than  to  a  plant  distributing  milk 
directly  to  consuming  outlets  in  the 
marketing  area.  A  need  may  arise  for 
limiting  handler  status  to  plants  regu- 
larly supplying  the  market,  by  requiring 
that  certain  delivery  conditions  be  met 
for  quallflcation.  but  the  record  does 
not  indicate  what  such  requirements 
should  be  or  that  there  is  a  present  need 
for  such  limitation. 

The  testimony  revealed,  however,  in- 
equity between  handlers  receiving  pro- 
ducer milk  delivered  to  plants  in  the 
marketing  area  and  handlers  receiving 
such  milk  delivered  to  the  plant  re- 
ferred to  above  which  is  some  distance 
from  the  area.    Testimony  brought  out 
also  that  producer  milk  is  received  in 
another  plant  located  more  than  70  miles 
from  down  town  Cincinnati  and  Is  re- 
shipped  to  handlers  in  the  marketing 
area.     In  the  case  of  the  latter  plant 
milk  Is  handled  by  a  cooperative  asso- 
ciation and  a  hauling  charge  of  approxi- 
mately 23  cents  per  hundredweight  is 
deducted  from  payments  to  producers  to 
cover  cost  of  transporting  the  milk  from 
the  receiving  plant  to  plants  In  the  mar- 
keting area.   Such  milk  has  been  Included 
in  the  market  pool  as  producer  milk  for 
several  years.    There  is  also  Inequity  be- 
tween those  producers  shipping  directly 
in  Cincinnati  and  producers  delivering 
to  both  of  these  distant  handler  plants. 
This  occurs  because  the  order  presently 
requires  payment  of  the  same  minimum 
prices  to  all  producers  regardless  of  loca- 
tion of  the  plant  at  which  their  milk  is 
received  from  the  farm.     The  first  of 
these  plants  Is  operated  by  a  handler 
who  does  not  distribute  milk  in  the  mar- 
keting area  but  delivers  milk  only  to 
other  handlers.    This  handler  Is  required 
to  pay  for  producer  milk  delivered  at  his 
plant  the  same  price  as  Is  paid  for  pro- 
ducer milk  delivered  to  handler  plants 
within  the  marketing   area.    The  cost 
of   transporting   this   milk   to   handler 
plants  in  the  marketing  area  (testified  to 
be  25  cents  per  hundredweight)  is  now 
paid  by  handlers  who  ultimately  use  the 
milk  in  addition  to  the  class  prices.    In 
one  case  the  cost  of  transporting  milk 
from  the  receiving  plant  to  plants  in  the 
marketing  area  is  paid  by  the  producers 
and  In  the  other  case  such  cost  Is  paid 
by  the  handlers  using  ihe  milk  in  the 
marketing  area. 

To  avoid  discrimination  against  han- 
dlers receiving  milk  through  a  country 
plant  and  to  remove  the  favored  posi- 
tion which  the  producers  of  this  milk 
enjoy  In  relation  to  producers  delivering 
direct  to  the  marketing  area  by  reason  of 
receiving  the  marketing  area  price  at  a 
distant  point,  it  is  recommended  that  a 
location  adjustment  be  provided.  This 
adjustment  would  provide  for  a  deduc- 
tion of  25  cents  per  hundredweight  from 
the  minimum  uniform  price  to  be  paid 
producers  for  milk  received  at  a  handler 
plant  located  more  than  70  miles  from 
the  City  Hall  In  Cincinnati.  Handlers 
receiving  producer  milk  at  a  plant  so  lo- 
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cated  would  be  allowed  a  credit,  com- 
puted at  the  rate  of  25  cents  per  hun- 
dredweight, on  such  portion  of  producer 
milk  received  at  such  a  plant  as  is  moved 
in  the  form  of  fluid  milk  to  a  milk  distrib- 
uting plant  in  the  marketing  area. 

(3)'  Provisions  for  the  separate  pooling 
of  "Grade  A"  and  "Grade  B"  milk  should 
not  be  adopted. 

One  producers'  association  proposed 
that  producers  be  designated  as  either 
Grade  A  or  Grade  B,  and  that  a  sepa- 
rate uniform  price  for  each  such  class 
of  producers  be  computed.  No  evidence 
was  introduced  by  the  proponents  in 
support  of  this  proposal,  but  a  statement 
was  made  by  them  that  the  proposal  re- 
quired more  study  and  that  a  somewhat 
similar  proposal  probably  would  be  sub- 
mitted for  hearing  at  a  future  time. 
Other  producer  representatives  con- 
curred In  the  view  that  further  study  of 
the  problem  was  desirable  and  that  no 
action  should  be  taken  at  this  time.  One 
handler  submitted  some  evidence  in  sup- 
port of  the  proposal. 

In  view  of  the  limited  consideration 
given  the  proposal  and  the  definite  opin- 
ions of  the  proponents  and  other  pro- 
ducer representatives  that  any  action 
should  await  a  new  proposal  based  on 
more  study  of  the  problem,  it  is  con- 
cluded that  no  provision  for  the  special 
treatment  of  Grade  A  milk  should  b»i 
adopted  at  this  time.  ^ 

(4)  The  pricing  of  milk  made  into 
butter  should  be  modified  under  certain 
conditions. 

Handlers  proposed  that  a  lower  price 
should  be  applied  to  producer  milk  made 
into  butter  whenever  the  seasonal  sur- 
plus of  producer  milk  becomes  burden- 
some.    It  was  suggested  by  the  propo- 
nents that  a  burden  of  surplus  occurs 
when  the  total   deliveries   of   producer 
milk  exceed  130  percent  of  total  Class 
I  and  Class  II  usage  for  the  market. 
When  the  above  supply  condition  pre- 
vails, producer  milk  made  Into  butter 
would  be  priced  by  the  followmg  for- 
mula: subtract  4  cents  from  the  price 
of  92  score  butter  at  Chicago,  multiply 
by  4.8,  and  add  an  amount  computed 
by  subtracting  8.6  cents  from  the  aver- 
age price  of  spray  and  roller  process  non- 
fat dry  milk  solids  and  then  multiplying 
by  8.5.    A  producers'  organization  sug- 
gested that  such  proposed  formula  price 
be  applied  only  when  producer  milk  re- 
ceipts exceed  140  percent  of  Class  I  and 
Class  n  milk   and   handlers   indicated 
agreement  with  such  a  change  In  per- 
centage.   A  similar  price  level  for  milk 
used  as  butter  was  made  a  part  of  the 
order  for  the  months  of  June  and  July 
1945. 

In  support  of  their  proposal.  It  was  in- 
dicated that  many  handlers  having  sur- 
plus milk  have  no  other  outlets  than 
the  manufacture  of  butter  by  the  han- 
dler or  the  sale  of  cream  to  a  butter  man- 
ufacturing plant.  They  pointed  also  to 
Increased  producer  receipts  as  compared 
with  a  year  ago  and  to  a  less  attractive 
market  for  nonfat  dry  milk  solids.  It 
was  alleged  that  the  provision  proposed 
is  necessary  to  prevent  extreme  losses 
to  many  handlers  attempting  to  market 
surplus  milk. 

The  Cincinnati  market  experiences 
substantial  sea.sonal  fluctuations  In  pro- 
duction in  relation  to  Class  I  and  Class 
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n  milk  sales.    In  1948.  the  percentage  of 
producer  milk  In  Class  m  varied  from  6.2 
percent  of  total  producer  receipts  In  No- 
vember to  43.5  percent  In  May.    The  rec- 
ord also  contains  production  volume  fig- 
ures from  1943  to  1948.    Such  data  indi- 
cate that  production  volume  In  the  flush 
production    months    of    recent    years 
reached  Its  highest  level  In  the  summer 
months  of  1948.    Handlers  who  have  no 
outlet  for  butterfat  except  to  dispose  of 
It  in  butter  manufacture  may  experience 
disadvantage   as   compared   with  those 
handlers  who  are  In  a  position  to  dispose 
of  butterfat  in  other  manufactured  uses 
such  as  Ice  cream  or  to  store  butterfat  In 
the  form  of  cream  for  later  disposition. 
It  is  concluded  that  a  provision  reducing 
the  price  on  milk  made  into  butter  as  pro- 
posed when  producer  receipts  for  the 
market  exceed  140  percent  of  the  Class 
I  and  Class  II  uses  of  producer  milk  will 
assist  orderly  marketing.    However,  since 
the  provision  is  adopted  as  a  means  of 
alleviating  the  problem  of  disposing  of 
excess  butterfat  currently,  it  is  not  in- 
tended thttt  the  lower  price  provided  un- 
der the  above  conditions  shall  apply  to 
butterfat  stored  In  the  form  of  cream  and 
utilized  as  butter  in  a  subsequent  delivery 
period. 

(5)  The  definition  of  "delivery  period" 
should  be  revised. 

The  definition  of  "delivery  period" 
reads  at  present  as  follows:  "Delivery  pe- 
riod means  any  calendar  month,  except 
that  the  first  delivery  period  shall  mean 
the  period  from  the  eHective  date  hereof 
and  until  the  end  of  the  calendar  month 
In  which  such  effective  date  occurs." 
The  latter  portion  of  the  definition  obvi- 
ously has  outlived  its  usefulness.  Also, 
the  meaning  of  the  definition  may  not  be 
clear  in  connection  with  amendments  in 
effect  for  only  part  of  a  month.  It  Is 
proposed  to  revise  such  definition  for  the 
purpose  of  bringing  it  up  to  date  and  to 
clarify  it  from  the  standpoint  of  its  ap- 
plication to  amendments  which  may  be 
placed  in  effect  on  a  date  other  than  the 
first  day  of  a  calendar  month. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms  and 
conditions  thereof  will  tend  to  effectuate 
the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
8ection*fle  of  the  act  are  not  reasonable 
In  view  of  the  price  of  feeds,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to 
be  further  amended,  are  such  prices  as 
will  reflect  the  aforesaid  factors,  insure 
a  sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest; 
and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  in  the 
same  manner  as.  and  will  be  applicable 
only  to  persons  in  the  respective  classes 


PROPOSED  RULE  MAKING 

of  Industrial  and  commercial  activity 
specified  In.  a  marketing  agreement  upon 
which  hearings  have  been  held. 

Proposed  findings  and  conclusions. 
Briefs  were  filed  on  behalf  of  both  the 
producers'  associations  and  the  majority 
of  the  handlers  subject  to  Order  No.  65. 
The  briefs  contained  proposed  findings 
of  fact,  conclusions  and  argument  with 
respect  to  the  proposals  discussed  at  the 
hearing.  Every  point  covered  In  the 
briefs  was  carefully  considered  along 
with  the  evidence  In  the  record  in  mak- 
ing the  findings  and  reaching  the  con- 
clusions hereinbefore  set  forth.  To  the 
extent  that  such  suggested  findings  and 
conclusions  contained  in  the  briefs  are 
inconsistent  with  the  findings  and  con- 
clusions contained  herein  the  request  to 
make  such  flndlngs  or  to  reach  such  con- 
clusions are  denied  on  the  basis  of  the 
facts  found  and  stated  In  connection  with 
the  conclusions  in  this  recommended 
decision. 

Recommended  marketing  agreement 
and  amendments  to  the  order.  The  fol- 
lowing amendments  to  the  order,  as 
amended,  are  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
these  conclusions  may  be  carried  out. 
The  proposed  marketing  agreement  is  not 
included  because  the  regulatory  provi- 
sions thereof  would  be  the  same  as  those 
contained  In  the  order,  as  amended,  and 
as  proposed  to  be  further  amended: 

1.  Delete  5  965.2  (g)  and  substitute 
therefor  the  following : 

"(g)  'Delivery  period'  means  the  cal- 
endar month,  or  that  portion  of  the  cal- 
endar month  during  which  the  provisions 
of  this  order  or  of  any  amendment  there- 
to are  effective." 

2.  Delete  from  §  965.6  (a)  (D  the  pro- 
viso contained  therein  and  substitute 
therefor  the  following:  'Provided,  That 
if.  as  computed  by  the  market  adminis- 
trator, the  total  quantity  of  producer 
milk  classified  as  Class  HI  milk  for  all 
handlers  is  less  than  26  percent  of  total 
producer  milk  receipts  for  the  12  month 
period  ending  with  the  month  of  August 
in  any  year,  the  prices  of  Class  I  and 
Class  n  milk  for  the  following  October, 
November.  December  and  January  shall 
be  Increased  15  cents  per  hundredweight 
over  the  prices  otherwise  applicable  pur- 
suant to  this  subparagraph  and  subpara- 
graph (2)  of  this  paragraph." 

8.  Delete  from  §  965.6  (a)  (2)  the  pro- 
viso contained  therein. 

4.  Replace  the  period  (.)  at  the  end  of 
§  965.6  (a^  (3)  with  a  colon  < : )  and  add 
the  following  proviso:  "Provided  further. 
That  for  any  delivery  period  when  the 
total  receipts  of  milk  from  producers  by 
all  handlers  exceed  140  percent  of  Class  I 
and  Class  11  milk,  the  price  for  milk  made 
into  butter,  except  that  made  from  stor- 
age cream,  during  such  delivery  period 
shall  be  that  resulting  from  the  following 
computation  by  the  market  administra- 
tor: subtract  4  cents  from  the  average 
price  per  pound  of  92-score  butter  at 
wholesale  in  the  Chicago  market  (re- 
ported in  the  manner  indicated  above  In 
this  subparagraph)  for  the  delivery  pe- 
riod during  which  such  producer  milk 
was  received,  multiply  the  result  by  4.8; 
and  add  an  amount  computed  by  sub- 
tracting 8.6  cents  from  the  average  price 


of  spray  and  roller  process  nonfat  dry 
milk  solids  (computed  in  the  manner 
provided  above  In  this  subparagraph), 
and  multiplying  the  result  by  8.5.  The 
price  computed  pursuant  to  this  proviso 
shall  not  be  construed  to  be  the  Class  HI 
price  as  applied  in  any  other  section  of 
this  order." 

5.  Replace  the  period  (.)  at  the  end 
of  8  965.6  (c)  (1)  (1)  with  a  colon  (:) 
and  add  the  following  proviso:  "Provided 
further.  That  with  respect  to  the  weight 
of  producer  milk  moved  in  the  form  of 
fluid  milk  by  such  handler  to  a  milk  dis- 
tributing plant  In  the  marketing  area 
from  a  plant  located  more  than  70  miles 
from  the  City  Hall  in  Cincinnati.  Ohio, 
by  shortest  highway  distance  as  deter- 
mined by  the  market  administrator, 
there  shall  be  deducted  25  cents  per 
hundredweight." 

6.  Renumber  subparagraphs  (2>,  (3). 
(4>  (5)  and  <6>  of  §976.7  (a)  as  sub- 
paragraphs (3).  (4).  (8),  (6)  and  (7) 
and  add  a  new  subparagraph  (2)  as 
follows: 

(2)  Add  an  amount  representing  the 
aggregate  value  of  allowable  location  ad- 
justments pursuant  to  S  965.9  (a)  (1) ; 

7.  Replace  the  period  (.)  at  the  end 
of  §965.9  (a)  (D  with  a  colon  (:)  and 
add  the  following  proviso:  "Provided 
further.  That  there  shall  be  deducted 
from  such  uniform  price  computed  pur- 
suant to  §965.7  (a)  a  location  adjust- 
ment of  25  cents  per  hundredweight  with 

■  respect  to  all  milk  received  from  pro- 
ducers at  a  plant  located  more  than  70 
miles  from  the  City  Hall  in  Cincinnati, 
Ohio,  by  shortest  highway  distance  a.s 
determined  by  the  market  administra- 
tor." 

Piled  at  Washington.  D.  C.  this  21st 
day  of  March  1949. 

fsEALl  John  I.  Thompson, 

Assistant  Administrator. 

IP    R.   Doc.   49-2205;    Piled,   Mar.   23,    1949; 
Q:01  a.  m.j 
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Handling  or  Milk  in  Dayton-Sprinc- 
PULD,  Ohio,  Marketing  Area 

NOTICE  OF  recommended  DEOSION  AND 
OPPORTUNITY  TO  FILE  WRITTEN  EXCEP- 
TIONS WITH  RESPECT  TO  PROPOSED  AMEND- 
MENT TO  TENTATIVELY  APPROVED  MARKET- 
ING AGREEMENT  AND  TO  ORDER,  AS 
AMENDED 

Pursuant  to  the  niles  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CPR.  Supps.,  900  1 
et  seq.).  notice  is  hereby  given  of  the  fil- 
ing with  the  Hearing  Clerk  of  this  rec- 
ommended decision  of  the  Assistant 
Administrator.  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture,  with  respect  to 
a  proposed  amendment  to  the  tentatively 
approved  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Dayton-Spring- 
field. Ohio,  marketing  area,  to  be  effec- 
tive pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (U.  S.  C.  601  et  seq.' . 


Thursday,  March  24,  1949 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk.  Room  1844.  South  Build- 
ing. United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  not  later 
than  the  close  of  business  on  the  7th  day 
after  Its  publication  in  the  Pederal 
Register. 

Preliminary  statement.  A  public  hear- 
ing was  called  by  the  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  on  the  re- 
quest filed  by  the  Miami  Valley  Coopera- 
tive Milk  Producers  Association.  Inc.. 
and  was  held  on  January  17,  18,  and  19, 
1949. 

The  material  Issues  presented  on  the 
record  of  such  hearing  were  whether  the 
order  should  be  amended  to  provide  for: 

1.  A  price  Increase  to  producers  for 
milk  meeting  the  standards  for  Grade  A 
milk  as  defined  in  a  health  ordinance  of 
the  City  of  Dayton.  Ohio; 

2.  The  allocation  of  Dayton  "Grade 
A"  milk  to  the  highest-valued  use 
classifications; 

3.  The  adoption  of  a  provision  to  mit- 
igate contraseasonal  price  movements; 

4.  An  Increase  in  "cooperative  pay- 
ments" made  from  the  producer-settle- 
ment fund; 

5.  Clarification  of  the  definition  of 
Class  III  milk; 

6.  Revision  of  the  method  of  comput- 
ing the  basic  formula  price; 

7.  Revision  of  the  method  of  comput- 
ing the  price  of  Class  III  milk; 

8.  The  computation  of  separate  "pools" 
and  uniform  prices  for  Dayton  plants 
and  Springfield  plants;  and 

9.  Revision  of  the  definition  of  "de- 
livery period". 

Issues  numbered  1. 2.  5,  and  7  above  are 
covered  by  the  findings  and  conclusions 
made  in  this  decision.  It  Is  determined 
that  early  action  is  necessary  regarding 
such  Issues.  Decision  on  the  remaining 
Issues  is  reserved  to  a  later  date.  They 
require  further  analysis  and  appraisal 
but  should  not  be  permitted  to  delay  ac- 
tion on  the  issues  covered  herein. 

Findings  and  conclusions.  The  pro- 
posed findings  and  conclusions  with  re- 
spect to  the  material  issues  presented 
at  the  hearing  and  covered  by  this  deci- 
sion are  hereby  made  upon  the  basis  of 
the  record  of  the  hearing: 

(1)  A  price  Increase  should  be  pro- 
vided for  producers  certified  by  the  Day- 
ton Board  of  Health  as  producers  of 
"Grade  A"  milk. 

The  producers'  association  proposed  an 
Increase  in  price  of  35  cents  per  hun- 
dredweight payable  to  producers  who 
have  been  certified  by  the  Dayton  health 
department  as  qualified  producers  of 
Grade  A  milk.  Under  this  propo.sal. 
Grade  A  milk  produced  would  be  allo- 
cated to  the  three  milk  clas.sifications 
In  .series  beginning  with  Class  I  milk,  and 
the  additional  value  of  that  portion  of 
Grade  A  milk  allocated  to  Class  I  and 
Cla.ss  II  milk  would  be  computed  at  the 
rate  of  35  cents  per  hundredweight.  The 
total  amount  so  calculated  would  be  pro- 
rated to  the  Grade  A  milk  producers  as 
an  addition  to  the  regular  uniform  price. 

The  City  Commission  of  Dayton  has 
enacted  a  new  health  ordinance,  to  be- 
come fully  effective  on  July  1  of  this  year, 
which  provides  more  rigid  requirements 
No.  66 3 
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on  those  producers  qualifying  to  produce 
milk  of  Grade  A  quality.  The  ordinance 
was  passed  on  June  18,  1948.  and  the 
period  until  July  1,  1949.  has  been  re- 
served for  producers  to  meet  the  new 
standards.  Upon  the  rating  of  the  mar- 
ket as  a  Grade  A  market,  set,  according 
to  the  testimony  of  a  witness  from  the 
health  department,  for  July  1,  no  milk 
will  be  permitted  to  be  sold  for  Class  I 
or  Class  II  uses  unless  it  meets  the  Grade 
A  standard.  Tlie  new  ordinance  requires 
a  bacterial  count  of  less  than  200,000  per 
c.  c.  whereas  the  present  ordinance  re- 
quires less  than  2.000.000  per  c.  c.  The 
staff  of  the  health  department  has  been 
enlarged  in  anticipation  of  the  enforce- 
ment of  the  new  ordinance.  Grade  A 
milk  producers  are  so  certified  each 
month  and  a  list  of  those  certified  would 
be  available  to  the  market  administrator. 

Compliance  with  the  more  stringent 
regulations  will  require  additional  time 
and  equipment  on  the  majority  of  farms. 
In  many  instances,  installation  of  me- 
chanical refrigeration  will  be  necessary 
to  cool  the  milk  properly.  An  engineer 
witness  put  the  cost  of  mechanical  re- 
frigeration roughly  at  7.5  cents  per  hun- 
dredweight of  milk.  Numerous  farms 
will  need  structural  Improvements.  Up 
to  the  present,  progress  In  the  conversion 
of  producers  to  the  production  of  Grade 
A  milk  has  not  been  rapid.  A  large  num- 
ber of  farms  will  have  to  meet  the  Grade 
A  standards  before  a  sufficient  quantity 
of  Grade  A  milk  will  be  available  to  meet 
the  needs.  In  December  1948  only  722 
shippers  out  of  a  total  of  2.298  delivering 
to  plants  selling  In  Dayton  had  met  the 
more  rigid  physical  and  bacterial  require- 
ments. In  such  month,  only  41  percent 
of  the  Inspected  milk  in  plants  selling  In 
Dayton  had  met  the  lower  bacterial  re- 
quirements of  the  new  Grade  A  milk  or- 
dinance. Since  this  was  a  winter  month, 
more  difficulty  in  this  respect  Is  expected 
with  the  approach  of  the  spring  and 
summer  months. 

Some  producers  In  the  market  are,  and 
have  been  over  a  period  of  time,  produc- 
ing milk  of  a  quality  equivalent  to  that 
to  be  required  after  July  1.  A  large  pro- 
portion of  these  producers  have  devel- 
oped the  necessary  physical  improve- 
ments in  contemplation  of  remaining  on 
the  market  as  Grade  A  producers  after 
the  new  regulations  become  fully  effec- 
tive. Those  producers  are  known  cur- 
rently as  "premium"  shippers  and  have 
received  regularly  a  premium  price  for 
their  milk.  The  premiums  have  varied 
but  have  averaged  from  10  to  at  least  13.6 
cents  per  hundredweight  for  all  milk. 
The  number  of  these  shippers  meeting 
the  new  physical  requirements  increased 
from  292  in  December  1946  to  847  In  De- 
cember 1948.  with  the  most  rapid  in- 
crease occurring  during  those  months 
of  1948  when  prices  were  relatively  high. 
The  quantity  of  milk  they  produced  in 
December  1948  was  4.9  million  pounds, 
or.  as  stated  earlier.  41  percent  of  the 
total  producer  supply  for  Dayton.  From 
data  supplied  there  appears  to  be  a  .sea- 
sonal variation  in  the  percentage  of  the 
producers  already  qualified  who  are  able 
to  meet  the  bacterial  requirements  for 
Grade  A  quality,  with  a  lower  percentage 
meeting  the  requirements  during  the 
warmer  weather  of  the  spring  and  sum- 
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mer  months.  In  July  1948.  58  percent 
of  such  producers  met  the  bacterial  re- 
quirements while  in  the  preceding  Jan- 
uary 76  percent  qualified  and  in  Decem- 
ber 85  percent  were  successful  in  meeting 
the  required  count. 

In  view  of  the  added  requirements  for 
the  production  of  Grade  A  milk  as  com- 
pared with  milk  now  accepted  in  the  mar- 
ket and  the  present  rate  at  which  pro- 
ducers are  being  induced  to  qualify  as 
Grade  A  milk  producers,  it  Is  concluded 
that  an  Incentive  is  necessary  to  insure 
the  market  a  sufficient  supply  of  milk  of 
the  quality  to  be  necessary  on  and  after 
July  1.  This  incentive  should  be  slightly 
in  excess  of  the  premium  price  now  being 
paid  in  order  to  Increase  the  rate  at 
which  producers  are  qualifying  for  Grade 
A  milk  production.  Producers  have  pro- 
posed that  the  incentive  be  35  cents  on 
all  Grade  A  milk  allocated  to  Class  I  and 
Class  II  milk,  giving  a  priority  to  the 
Grade  A  milk  In  these  classes.  It  is  rec- 
ommended, however,  that  such  Incentive 
payment  be  set  at  25  cents  per  hundred- 
weight on  the  quantities  so  allocated,  and 
that  it  apply  to  any  milk  which  now  or  in 
the  future  meets  the  physical  and  bac- 
terial requirements  for  Grade  A  milk.  It 
is  estimated  this  will  provide  a  payment 
which  will  average  approximately  5  cents 
per  hundredweight  of  milk  over  present 
premium  payments.  The  method  of  pay- 
ment of  the  added  value  to  Grade  A  milk 
producers  would  be  accomplished  by  pro- 
rating such  value  to  the  total  receipts 
of  Grade  A  milk. 

(2)  The  definition  of  Class  III  milk 
should  be  revised. 

The  Dayton  handlers  proposed  an 
amendment  to  the  Class  III  milk  defini- 
tion to  add  the  words  "or  other  manufac- 
tured food  product."  In  this  connection, 
it  was  testified  that  a  sale  of  milk  or 
cream  to  a  candy  company,  soup  manu- 
facturing concern,  or  other  concern  en- 
gaged in  the  processing  of  food  products 
other  than  dairy  products,  is  required  to 
be  classified  as  Class  I  or  Class  n  milk 
under  the  present  language  of  the  order. 
It  was  stated  further  by  the  proponents 
that  with  such  requirements  handlers 
cannot  compete  with  others  for  that  type 
of  trade  because  Inspected  milk  is  not 
needed  by  the  purchasing  concerns  in  the 
processing  of  their  food  products.  A  rep- 
resentative of  the  health  department  also 
testified  that  uninspected  milk  may  be 
so  used  even  though  such  food  concerns 
are  located  within  the  marketing  area. 

It  is  concluded  that  the  definition 
should  be  revised  to  permit  the  use  of 
skim  milk  and  butterfat  as  Class  III  milk 
if  used  in  a  "commercially  manufactured 
food  product."  This  amendment  will 
mitigate  competitive  disadvantage  to 
handlers  and  assist  In  the  disposition  of 
any  seasonal  surplus  of  milk. 

(3)  The  Class  III  butterfat  price  and 
the  formulas  for  determining  Class  III 
prices  should  not  be  changed,  but  a  lower 
price  for  skim  milk  in  Class  III  .should 
be  provided  in  the  months  of  heavy 
production. 

Handlers  proposed  that  the  regular 
Class  III  butterfat  price  be  lowered  ap- 
proximately 4%  in  the  months  of  April, 
May.  June  and  July  and  8%  In  other 
months,  and  the  price  of  Cla.ss  HI  butter- 
fat used  in  butter  be  lowered  each  month 
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about  4%  and  In  addition  1.4  cents  per 
pound.  The  proposal  would  also  de- 
termine the  Class  HI  skim  milk  price 
for  each  delivery  period  by  subtracting 
from  the  average  price  laer  hundred- 
weight paid  dairy  farmers  by  four  local 
dairy  manufacturing  plants  the  value  of 
the  butterfat  in  such  milk  at  the  pro- 
posed Class  ni  butterfat  price  and  adding 
20  cents  per  hundredweight  for  the 
months  of  October  through  February. 
Inclusive.  Exhibits  In  the  record  show 
that  at  prices  prevailing  during  1948, 
the  proposed  Class  HI  skim  milk  price 
would  have  averaged  3  cents  per  hun- 
dredweight less  than  that  now  provided 
In  the  order. 

The  need  for  a  revised  basis  of  Class 
m  pricing  was  stated  to  be  due  to  in- 
creased handling  costs,  less  demand  for 
milk    for    manufactured    products    and 
larger  amounts  of  milk  utilized  as  Class 
in.    However,  the  particular  advantage 
of  the  proposed  local  condensery  prices 
as  a  base  was  not  shown,  and  no  adequate 
reasons    were    given   for   the   proposed 
method  of  breaking  down  the  milk  price 
Into    skim    milk    and    butterfat   prices. 
Proponents  were  not  in  agreement  on 
this  feature  of  the  proposal.    Opposing 
testimony    Indicated    that   the    present 
Class  in  butterfat  prices  do  not  create 
a  problem  In  the  disposal  of  butterfat 
for  Class  m  uses.    There  would  appear 
to  be  a  problem  In  connection  with  the 
disposal  of  Class  m  skim  milk,  but  the 
proposal  cannot  be  expected  to  remedy 
this  since  It  might  result  In  higher  skim 
milk  prices.    It  appears  from  the  record 
that  further  study  of  Class  HI  pricing 
problems  Is  desirable  before  a  complete 
revision  of  the  Class  rn  price  provisions 
of  the  order  Is  attempted.    It  Is,  there- 
fore, concluded  that  the  proposed  method 
of  determining  Class  HI  prices  should 
not  be  adopted. 

In  view  of  the  Increased  supply  of 
Class  ni  milk  expected  in  the  spring 
months  of  1949  and  the  Indicated  un- 
willingness of  dairy  product  manufac- 
turers to  buy  additional  milk  In  those 
months  except  at  prices  lower  than  those 
paid  regular  supply  sources.  It  Is  con- 
cluded that  for  the  months  of  May.  June 
and  July  the  price  of  Class  III  skim 
milk  should  be  20  cents  per  hundred- 
weight less  than  the  price  now  appli- 
cable, for  the  month  of  August  40  cents 
less  and  for  the  month  of  April  20  cents 
higher.  These  first  four  months  had 
last  year  from  30%  to  40%  of  all  pro- 
ducer skim  milk  so  utilized  as  Class  m. 
The  Class  in  skim  milk  price  is  based 
on  the  price  of  nonfat  dry  milk  solids  at 
Chicago  less  an  appropriate  manufac- 
turing cost  allowance.  Most  Dayton- 
Springfield  handlers  have  no  outlet  for 
skim  milk  during  the  flush  production 
months  which  will  yield  a  return  equiva- 
lent to  the  price  of  nonfat  dry  milk  solids 
at  Chicago.  Considering  that  most 
Dayton-Springfield  handlers  have  no 
manufacturing  facilities  for  handling 
Eklm  milk  and  have  transportation  and 
other  costs  involved  in  disposing  of  sur- 
plus skim  milk,  a  reduction  of  20  cents 
per  hundredweight  below  the  price  based 
on  Chicago  nonfat  dry  milk  solids  prices 
Is  recommended  for  the  surplus  months. 
The  order  now  provides  for  a  seasonally 
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lower  Class  in  skim  milk  price  for  the 
months  of  April  through  July.  Records 
indicate,  however,  that  August  is  one 
of  the  heavy  surplus  months  but  April 
is  not  (In  1948.  29.75%  of  all  skim  milk 
was  utilized  in  Class  in  In  August. 
19  3%  in  April)  and  therefore  the  lower 
Class  in  skim  milk  price  is  recom- 
mended for  the  May-August  period. 
This  would  result  in  a  Class  III  skim 
milk  price  20  cents  per  hundredweight 
lower  than  that  currently  provided  in 
May,  June  and  July.  40  cents  lower  in 
August  but  20  cents  higher  In  April. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8e  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feeds,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  In  the  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors.  Irtsure  a 
suflflclent  quantity  of  pure  and  whole- 
some milk,  and  be  In  the  public  interest; 
and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and 
as  hereby  proposed  to  be  further 
amended,  will  regulate  the  handling  of 
milk  In  the  same  manner  as,  and  will  be 
applicable  only  to  j)ersons  In  the  respec- 
tive classes  of  Industrial  and  commercial 
activity  specified  In,  a  marketing  agree- 
ment upon  which  hearings  have  been 
held. 

Proposed  findings  and  conclusions. 
Briefs  were  filed  on  behalf  of  both  the 
producers'  association  and  the  majority 
of  the  handlers  subject  to  Order  No.  71. 
The  briefs  contained  proposed  findings 
of  fact,  conclusions  and  argument  with 
respect  to  the  proposals  discussed  at  the 
hearing.  Every  point  covered  In  the 
briefs  was  carefully  considered  along 
with  the  evidence  in  the  record  In  mak- 
ing the  findings  and  reaching  the  con- 
clusions hereinbefore  set  forth.  To  the 
extent  that  such  suggested  findings  and 
conclusions  contained  In  the  briefs  are 
Inconsistent  with  the  findings  and  con- 
clusions contained  herein  the  request  to 
make  such  findings  or  to  reach  such  con- 
clusions are  denied  on  the  basis  of  the 
facts  found  and  stated  in  connection 
with  the  conclusions  in  this  recommended 
decision. 

Recommended  marketing  agreement 
and  amendments  to  the  order.  The  fol- 
lowing amendments  to  the  order,  as 
amended,  are  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
these  conclusions  may  be  carried  out. 
The  proposed  marketing  agreement  Is 
not  Included  because  the  regulatory  pro- 
visions thereof  would  be  the  same  as 
those  contained  In  the  order,  as  amend- 
ed, and  u  proposed  to  be  further 
amended: 


1.  Add  at  the  end  of  S  971.1  (e)  the 
following  sentence :  "  'Grade  A  producer- 
means  any  producer  so  certified  to  the 
market  administrator  by  an  appropriate 
health  authority  In  the  marketing  area 
If  such  certification  has  been  in  effect 
for  not  less  than  16  days  during  the 
calendar  month  in  which  the  delivery  pe- 
riod occurs." 

2.  Add  at  the  end  of  §  971.4  (e)  (10) 
the  following  sentence:  "Allocate  skim 
milk  and  butterfat.  respectively,  received 
from  Grade  A  producers  to  the  highest 
remaining  classifications  and  skim  milk 
and  butterfat.  respectively,  received  from 
other  than  Grade  A  producers  to  the 
lowest  remaining  classifications." 

3.  Add  as  §  971.5  (b)  (4) : 

(4)  An  additional  price  of  $0.25  per 
hundredweight  shall  be  paid  by  each 
handler  for  skim  milk  and  butterfat  re- 
ceived from  Grade  A  producers  which 
has  been  allocated  to  Class  I  milk. 

4.  Add  as  §  971.5  (c)  (4) : 

(4)  An  additional  price  of  $0.25  per 
hundredweight  shall  be  paid  by  each 
handler  for  skim  milk  and  butterfat  re- 
ceived from  Grade  A  producers  which 
has  been  allocated  to  Class  n  milk. 

8.  Insert  In  5  971.7  (c)  (1)  the  follow- 
ing phrase  after  the  word  "butterfat": 
"(excepting  the  additional  values  com- 
puted per  5  971.5  (b)  (4)  and  S  971.6  (c) 
(4)  for  skim  milk  and  butterfat  received 
from  Grade  A  producers." 

6.  Add  to  §  971.7  <c)  the  following  sub- 
paragraph : 

(7)  To  the  uniform  price  computed 
per  subparagraph  <6)  of  this  paragraph, 
add  an  amount  computed  (to  the  nearest 
cent  per  hundredweight)  by  dividing  the 
total  of  the  amounts  added  with  respect 
to  milk  received  from  Grade  A  producers 
pursuant  to  S  971.5  (b)  (4)  and  §  971.5 
(c)  (4)  by  the  total  hundredweight  of 
milk  received  from  Grade  A  producers. 
The  result  shall  be  known  as  the  "Grade 
A  Uniform  Price"  per  hundredweight  for 
milk  of  3.5  percent  butterfat  content. 

7.  Delete  8  971.8  (a)  (1)  and  substitute 
therefor  the  following: 

(1)  Except  as  set  forth  In  subpara- 
graph (2)  of  this  paragraph,  on  or  before 
the  17th  day  after  such  month,  to  each 
producer  not  a  Grade  A  producer  at  not 
less  than  the  uniform  price. 

8.  In  8  971.4  (b)  (3)  (1)  delete  the 
words  "other  milk  product"  and  sub- 
stitute therefor  the  words  "commercially 
manufactured  food  product." 

9.  In  8  971.5  (d)  (1)  delete  the  first 
sentence  and  Insert  in  lieu  thereof  the 
following  sentence:  "The  price  per  hun- 
dredweight of  such  skim  milk  shall  be 
computed  by  subtracting  5.6  cents  from 
the  average  price  per  pound  of  nonfat 
dry  milk  solids,  multiplying  the  re.^^ult 
by  8.5,  and  (1)  for  the  months  of  May, 
June,  July  and  August,  subtracting  20 
cents,  (11)  for  all  other  months,  adding 
20  cents." 

Dated:  March  21.  1949.  at  Washington. 
D.  C. 

[SEAL]  John  I.  Thompson. 

Assistant  Administrator. 

[F.  R.  Doc.   49-2204;    Filed.    Mar.   28.    1M8; 
8:01  a.  m.| 


Thursday,  March  24,  1949 

CIVIL  AERONAUTICS  BOARD 
[  14  CFR,  Parts  4b,  41,  42,  61  1 

Oxygen  Requirements  for  Air  Carrier 

Aircraft 

notice  of  proposed  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  Is  hereby  given 
that  the  Bureau  will  propose  to  the  Board 
amendments  of  Parts  4b.  41.  42.  and  61  of 
the  Civil  Air  Regulations  as  hereinafter 

set  forth.  .  ,     ^    . 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 
Aeronautics  Board,  attention  Bureau  of 
Safety  Regulation.  Washington  25.  D.  C^ 
All  communications  received  within  30 
days  after  the  date  of  this  publication 
will  be  considered  by  the  Board  before 
taking  further  action  on  the  proposed 

rule. 

Past  experience  In  the  use  of  oxygen 
In  air  carrier  aircraft  indicates  the  ne- 
cessity of  specifying  more  definitely  the 
type  of  oxygen  equipment  necessary  and 
the  oxygen  requirements  for  crew  and 
passengers.  The  following  proposed 
rules  affect  Part  4b  of  the  Civil  Air  Reg- 
ulations from  the  standpoint  of  oxygen 
equipment  and  Parts  41.  42.  and  61  from 
the  standpoint  of  oxygen  use. 

1.  It  is  proposed  to  amend  Part  4b 
effective  30  days  after  adoption  by  the 
Board  as  follows: 

(a)  By  amending  5  4b.562  and  Figure 
4b-19  to  read  as  follows: 

8  4b:562  Oxygen  equipment  and  sup- 
ply; general.  Where  oxygen  is  provided 
to  comply  with  either  the  supplemental 
breathing  or  protective  breathing  re- 
quirements of  this  and  other  parts  of  the 
regulations  In  this  part,  the  air  carrier 
shall  Insure  that  the  oxygen  equipment 
and  its  Installation  meets  the  general 
requirements  of  this  section.  In  addi- 
tion, the  supplemental  breathing  equip- 
ment shall  meet  the  requirements  of 
8  4b.5621.  For  purposes  of  the  regula- 
tions in  this  part  the  term  supplementary 
breathing  equipment  shall  mean  equip- 
ment designed  to  supply  the  supplemen- 
tary oxygen  required  to  protect  against 
anoxia  at  altitudes  where  the  partial 
pressure  of  oxygen  in  ambient  air  is  re- 
duced, and  the  term  protective  breathing 
equipment  shall  mean  equipment  de- 
signed to  prevent  the  breathing  of  nox- 
ious gases  which  may  be  present  as  con- 
taminants in  the  air  in  aircraft  spaces  in 
emergency  situations. 

(a)  The  oxygen  system  installed  shall 
be  free  from  hazards  In  Itself,  In  Its 
method  of  operation,  and  In  its  effect  on 
other  components  of  the  airplane. 

(b)  The  equipment  and  Installation 
shall  be  adequate  to  perform  the  in- 
tended functions. 

(c)  A  means  shall  be  provided  to  en- 
able the  crew  to  determine  the  quantity 
of  oxygen  available  from  each  source  of 
supply. 
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NOTE  I   I      D««o  b*(««  ••  : 

a.    $»*••«  100%  •ffleUnl. 

k.    RMptrttory  mliiul*  «alMi«  MMlt   IS  lilcrt  ( tlS  ciMc  l*eh««  )  p«r  wiimta . 

c.    100%  oivt**  ako**   to.  000  fMl  . 

t.    For  «l«tar-4«iii«n4  rt«ul«tert  •••   tlea  characKrIttict  M^plM  by  moautaetwrtr 
lo  Mleulol*  r««uir««  *ft9ftj      Sack  flex  mwiI  Mt  b«  !••«  Ihon  Hmi*  in«le«tt4  M 
Ikit  «r«pk  •«  <tllvtfy  rat*  •«   IS  Ut«f*  9*'  miniit*  . 

Pio.  4b-19 — Minimum  flow  of  oxygen  for  operation  at  various  altitudes. 


(b)  By  adding  §§  4b.5621.  4b.56210. 
4b.56211.  4b.56212.  4b.56213.  4b.56214. 
and  4b. 5622  to  read  as  follows: 

1 4b. 5621  Supplemental  breathing 
equipment  requirements.  In  addition  to 
complying  with  the  requirements  of 
§  4b.562.  the  air  carrier  shall  insure  that 
the  supplemental  breathing  equipment 
meets  the  requirements  of  §5  4b. 56210. 
4b.56211.  4b.56212.  4b.56213.  and  4b.56214. 

i  4b.56210  Minimum  amount  and  mass 
flow  of  oxygen.  Where  supplemental 
oxygen  is  required  by  other  parts  of  these 
regulations  to  be  furnished  crew  members 
and  passengers,  the  mass  fiow  of  oxygen 
required  per  person  at  various  cabin 
pressure  altitudes  and  the  minimum 
amount  of  oxygen  required  per  person 
for  continuous  operation  shall  be  as  in- 
dicated by  Figure  4b-19.  In  determining 
the  required  mass  flow  of  oxygen  the 
established  efficiency  of  the  distribution 
and  dispensing  system  shall  be  taken  into 
account. 

S  4b.56f  11  Efficiency  of  distribution 
and  dispensing  systems.  The  distribu- 
tion and  dispensing  efficiency  of  the 
equipment  shall  be  so  established  as  to 
comply  with  the  mass  fiow  requirements 
of  Figure  4b-19.     For  purposes  of  this 


section,  "efficiency"  shall  mean  the  ratio 
of  tank  oxygen  theoretically  required  to 
maintain  an  oxygen  partial  pressure  In 
inspired  air  of  149  mm  Hg  with  a  15  L/M 
BTPD  ventilation  rate  to  tank  oxygen 
supplied  to  give  the  same,  or  greater, 
oxygen  partial  pressure  with  an  Identical 
ventilation  rate. 

5  4b.56212  Equipment  standards  for 
distribution  system.  Where  oxygen  is  to 
be  supplied  to  both  crew  and  passengers, 
the  distribution  system,  in  addition  to 
having  the  required  efficiency,  shall  be 
designed  to  provide  either: 

(a)  A  separate  source  of  supply  for  the 
operating  crew,  for  the  passengers,  and 
for  the  nonoperating  crew,  or 

(b)  A  common  source  of  supply  with 
means  provided  so  that  the  minimum 
supply  required  by  the  crew  can  be  sep- 
arately reserved. 

5  4b.56213  Equipment  standards  for 
dispensing  units.  An  Individual  dispens- 
ing unit  shall  be  provided  for  each  crew 
member  and  passenger  for  whom  supple- 
mental oxygen  Is  required  to  be  fur- 
nished by  other  parts  of  the  regulations 
In  this  part.  Each  unit  shall  be  so  de- 
signed as  to  cover  at  least  the  nose:  Pro- 
vided, That  each  member  of  the  oper- 
ating crew  shall  be  furnished  a  dispensing 
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unit  which  covers  the  nose  and  mouth 
and  that  at  least  25%  of  the  dispensing 
units  furnished  the  passengers  shall 
cover  the  nose  and  mouth.  (See  also 
the  pertinent  air  carrier  operating  rules 
for  crew  masks  to  be  used  in  emergency. ) 

S  4b. 56214  Means  for  determining  use 
of  oxygen.  A  means  shall  be  provided 
to  enable  the  crew  to  determine  whether 
oxygen  Is  being  delivered  to  each  user. 

§  4b. 5622  Portable  equipment.  Where 
portable  oxygen  equipment  is  used.  It 
shall  be  of  a  design,  weight,  and  arrange- 
ment which  wUi  permit  it  to  be  carried 
easily  and  conveniently  to  any  part  of 
the  airplane  where  passengers  or  crew 
may  be  in  need  of  oxygen. 

2.  It  is  proposed  to  amend  Parts  41.  42, 
and  61  effective  January  1,  1950,  as  fol- 
lows: 

a.  By  amending  {§41.23,  42.11,  and 
61.743,  respectively,  to  read  as  follows; 

§41.23  [§42.11,  §61.7431  Use  of  sup- 
plemental oxygen.  Oxygen  except  as 
provided  In  §41.233  [§42.113.  §61.7433] 
shall  be  provided  and  used  In  accordance 
with  the  following  rules.  The  amount  of 
supplemental  oxygen  required  for  a  par- 
ticular operation  to  comply  with  these 
rules  shall  be  determined  on  the  basis  of 
flight  altitudes  and  flight  duration  con- 
sistent with  the  operating  procedures  es- 
tablished for  such  operation  and  route. 
As  u.sed  in  this  section,  "altitude"  shall 
mean  the  pressure  altitude  correspond- 
ing to  the  pressure  within  the  cabin  of 
the  airplane. 

(a>  Crew  members.  (1>  At  altitudes 
of  10,000  to  12.000  feet,  oxygen  shall  be 
provided  for,  and  ased  by,  each  member 
of  the  operating  crew,  and  provided  for 
each  member  of  the  nonoperating  crew 
during  the  portion  of  the  flight  In  excess 
of  30  minutes  within  this  range  of  alti- 
tudes. 

(2)  At  altitudes  of  12.000  feet  and 
above,  oxygen  shall  be  provided  for,  and 
used  by.  each  member  of  the  operating 
crew,  and  provided  for  each  member  of 
the  nonoperating  crew  during  the  entire 
flight  time  at  such  altitudes. 

(b>  Passengers.  (1)  For  flights  of 
over  30-minute  duration  at  altitudes  of 
8.000  feet  to  14.000  feet,  an  adequate 
emergency  supply  of  oKygen  shall  be  pro- 
vided for  use  of  passengers.  A  supply 
sufHclent  to  furnish  for  30  minutes  oxy- 
gen to  10 '"c  of  the  maximum  number  of 
passengers  authorized  to  be  carried  shall 
be  considered  adequate,  unless  the  Ad- 
ministrator determines  with  reference  to 
a  particular  operation  that  a  greater 
supply  is  nece.ssary. 

(2>  At  altitudes  of  14.000  feet  and 
above,  oxygen  shall  be  provided  for  each 
passenger  during  the  entire  flight  time 
at  .such  altitudes.  This  provision  need 
not  apply  in  case  of  cabin  pressurization 
failure. 

(1>  When  the  altitude  immediately 
after  the  failure  is  25,000  feet  or  less  and 
the  airplane  can  safely  descend  to  an  al- 
titude of  14.000  feet  or  less  within  4 
minutes  from  the  time  of  such  failure,  or 

<li)  On  those  particular  routes  where 
the  Administrator  finds  that  flight  above 
14.000  feet  would  be  of  such  short  dura- 
tion that  compliance  with  subparagraph 
( 1  >  would  provide  adequate  safety  for  the 
passengers. 
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b.  By    adding    SS  41.231,   42.111,    and 

61.7431.  respectively,  to  read  as  follows: 

(41.231  [{42.111.  {61.74311  Equip- 
ment standards.  The  oxygen  apparatus, 
the  minimum  rates  of  oxygen  flow,  and 
the  supply  of  oxygen  necessary  to  comply 
with  the  requirements  of  §  41.23  [§  42.11, 
§  61.743]  shall  meet  the  standards  estab- 
lished in  §§  4b.562  and  4b.5621:  Provided, 
That  where  full  compliance  with  such 
standards  is  found  by  the  Administrator 
to  be  Impractical,  he  may  authorize  such 
changes  in  the.se  standards  as  he  finds 
will  provide  an  equivalent  level  of  safety. 

c.  By   adding    §§   41.232,   42.112,   and 

61.7432.  respectively,  to  read  as  follows: 

{41.232  [§42.112.  §61,7432]  Oxygen 
requirements  for  pressurized  cabin  air- 
planes. The  air  carrier  shall,  when  op- 
erating pressurized  cabin  airplanes,  com- 
ply with  §  41.23  [§42.11.  8  61.7431  In  the 
event  of  cabin  pressurization  failure.  For 
purposes  of  this  section  It  shall  t>e  as- 
sumed that  the  failure  will  occur  at  a  time 
during  flight  which  Is  critical  from  the 
standpoint  of  oxygen  need  and  that  after 
such  failure  the  airplane  will  descend, 
without  exceeding  Its  normal  operating 
limitations,  to  altitudes  permitting  safe 
flight  with  respect  to  terrain  clearance. 

3.  It  Is  proposed  to  further  amend 
Parts  41,  42.  and  61  by  adding  §5  41.233. 
42.113,  and  61.7433,  respectively,  effective 
30  days  after  adoption  by  the  Board  to 
read  as  follows: 

§41233  [§42.113.  §61.74331  Protec- 
tive breathing  equipment  for  the  flight 
crew — (a)  Pressurized  cabin  airplanes. 
As  part  of  an  oxygen  system  found  suit- 
able by  the  Administrator,  each  flight 
crew  member  shall  have  easily  available 
at  his  station  an  oxygen  mask,  which  cov- 
ers the  eyes,  nose,  and  mouth,  or  the  nose 
and  mouth  where  acces.sory  equipment  Is 
provided  to  protect  the  eyes,  to  protect 
him  from  the  effects  of  smoke,  carbon  di- 
oxide, and  other  harmful  gases. 

(1)  Notwithstanding  any  other  pro- 
vision of  this  part  not  less  than  300  liter 
STPD  supply  of  oxygen  for  each  flight 
crew  member  shall  be  provided  for  this 
purpose. 

(b)  Nonpressurizcd  cabin  airplanes. 
The  requirement  stated  In  paragraph 
(a)  shall  apply  to  nonpressurlzed  cabin 
airplanes  If  the  Administrator  finds  that 
it  Is  possible  to  obtain  dangerous  concen- 
trations of  smoke,  carbon  dioxide,  or 
other  harmful  gases  In  the  flight  crew 
compartments  in  any  attitude  of  flight 
which  might  occur  when  the  aircraft  l.s 
flown  In  accordance  with  either  the  nor- 
mal or  emergency  procedures  approved 
by  the  Administrator. 

These  amendments  are  proposed  under 
the  authority  of  Title  VI  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended. 

(Sees.   205    (a).   601-610,   52   Stat.   984, 
1007-1012;  49  U.  6.  C.  425  (a>,  551-560 > 

Dated  March  15,  1949.  at  Washington, 
D.  C. 

By  the  Bureau  of  Safety  Regulations. 

[seal]  John  M.  Chamberlain. 

IHrector. 

IF.   R.    Doc.    49-22C«;    Piled,   Mar.   23,    1949; 
8:67  a.  m.) 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR,  Part  3  ] 

(Docket  No.  9244] 

Standards  or  Good  Engineering  Practice 
Concerning  Standard  Broadcast  Sta- 
tions 

notice  or  proposed  rule  making 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above  entitled  matter. 

2.  It  is  propo.«;ed  to  revise  the  Stand- 
ards of  Good  Engineering  Practice  Con- 
cerning Standard  Broadcast  Stations  by 
the  addition  of  the  attached  map  of 
ground  conductivity  In  Canada  and  the 
addition  of  appropriate  text  to  describe 
its  use. 

3.  This  map  was  published  by  the 
Canadian  Department  of  Transport  for 
official  me  within  Canada  and  was  re- 
ceived by  way  of  the  Inter-American 
Radio  Office  in  Havana.  The  statement 
accompanying  the  map  states: 

The  Canadian  map  of  ground  conductivity 
(„  in  EMU-nguresxlO '«)  for  broadcast 
frequencies  (550-1500  Kc.)  is  based  on  data 
given    the    following    order    of    Importance: 

1.  Measured  values  contained  In  Proofs 
of  Performance  submitted  by  broadcast  sta- 
tions throughout  Canada. 

2.  Measurements  made  by  the  Canadian 
Broadcasting  Corporation  (MacKinnon, 
Canadian  Journal  of  Research,  A  18,  12a-131. 
1940). 

3.  Orographlcal  features  and  geological 
formations. 

The  map  represents  mean  values  over  large 
areas  only^  and  therefore  should  not  be  used 
in  making  assumptions  on  conductivity  In 
local  or  limited  areas.  It  Is  Intended  that  the 
map  should  give  a  general  picture  and  poe- 
slbly  serve  as  a  starting  point  In  a  more 
comprehensive  work  consisting  of  a  series  of 
maps  of  provincial  scale  or  larger. 

General.  Commencing  on  the  left  of  the 
map.  conductivity  of  the  Coast  Range  system 
was  based  upon  the  many  measurements 
given  In  the  final  Proof  of  Performance  re- 
port submitted  by  the  Vancouver  Broadcast 
station  CJOR.  Ground  conductivity  Is  high 
In  the  Praser  River  Delta  but  becomes  less 
farther  up  the  river  consequently  a  mean 
value  of  6  was  given  to  the  whole  Fraser 
Valley  district.  The  Coast  Range  bathcdlths 
have  values  below  1  x  10  ". 

On  the  eastern  side  of  the  coast  Intruslvcs, 
from  the  central  portion  of  the  mountain 
chain  to  the  foothills,  the  less  acidic  rocks 
show  a  higher  conductivity  corresponding  to 
values  for  the  Upper  Praser  River.  A  value 
of  3  was  assigned  to  this  area  based  upon  the 
Kamloopa  station  report. 

To  the  east  of  the  mountain  chain  corre- 
sponding to  the  foothills  district  running 
parallel  to  the  mountains,  there  would  appeor 
to  be  a  strip  havtaig  a  value  of  10.  Values 
at  Calgary  and  Medicine  Hat  serve  to  confirm 
this  figure. 

Conductivity  In  the  prairie  section  Is  very 
high  lying  somewhere  In  the  neighborhood 
of  40  as  shown  by  the  several  reports  frnm 
stations  In  this  area.  There  are  local  patches 
of  extremely  high  conductivity  as.  for  exam- 
ple, the  Reglna  area  with  a  value  of  73.  No 
definite  boundaries  between  the  areas  of 
different  conductivity  could  be  established 
and  conductivity  possibly  depends  upon  the 
chemical  content  and  amount  of  ground  and 
vadoee  waters,  1.  e.,  drainage. 

As  a  consequence  of  poor  delineation  and 
possible  connection  between  drainage  and 
conductivity,  the  eastern  Isoundary  of  the 
prairie  section  was  a  composite  of  geological 
and  orographlcal  aspects.  The  strip  running 
In  a  north  easterly  direction  along  the  bound- 
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txj  of  the  Precambrlan  Shield  area  of  Can- 
ada Is  a  transition  ront  from  the  good  con- 
ductivity of  the  Prairies  to  the  poor  conduc- 
tivity of  the  metamorphlc  rocks  composing 
the  Shield.  A  value  of  20  based  upon  Winni- 
peg and  St.  Bonlflce  stations  was  assigned 
to  thU  Section. 

The  CryptoBolc  rocks  of  the  Shield  area 
were  given  a  value  of  2  based  upon  North 
Bay  and  Kenora  Stations.  This  Is  a  large  area 
and  the  assigned  conductivity  is  based  on 
very  little  data.  There  Is  reason  to  believe 
that  values  may  be  higher  for  the  lower  land 
surrounding  the  Hudson  Bay.  The  volcanic 
and  derived  metamorphlc  rocks  in  the  Lake 
Abltlbl  area  were  assigned  a  value  of  8  based 
upon  conductivity  measurements  around 
Tlmmlna  station  CKGB. 

There  is  more  data  available  for  the  Great 
Lake*  Section  and  Southern  Marltlmes  and 
the  areas  delineated  are  smaller  and  better 
defined.  The  Lower  Ontario  Peninsula  was 
given  a  value  of  15  based  upon  the  broadcast 
station  figures  for  this  area.  The  area  la 
more  or  lees  In  conformity  with  the  geologi- 
cal boundary  of  the  sedimentary  rocks.  Pe- 
terborough and  Kingston  stations  with  values 
around  6  are  Included  In  the  area  lying  to 
the  north.  This  area  runs  parallel  with  the 
North  Shore  of  the  St.  Lawrence  to  Cornwall. 
Ottawa  Is  situated  on  the  northern  boundary 
and  has  good  conductivity  to  the  south  and 
poor  conductivity  to  the  north. 

Montreal,  with  values  of  10,  appears  to 
warrant  a  separate  area  extending  to  Quebec 
City. 

From  Quebec  to  the  Oaspe  Peninsula  a 
value  of  4  was  given  to  the  sedlmentarles 
along  the  southern  shore  of  the  mouth  of 
the  St.  Lawrence  River,  "nils  value  was  based 
upon  the  Quebec  City  stations. 

The  Oaspe  Peninsula  area  was  given  a  value 
of  1;  a  value  based  on  geological  data  and 
not  substantiated  by  measurements. 

A  value  of  2  was  given  the  Sherbrooke  area, 
lying  south  of  the  Oaspe  Peninsula,  based 
upon  Sherbrooke  station.  This  lower  value 
was  to  be  expected  from  the  nature  of  the 
rock  marking  the  northern  end  of  the 
Appalachians. 
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The  East  Coast  of  Nova  Scotia  has  notably 
poor  conductivity.  To  the  north  around 
Antlgonlsh.  conductivity  Is  between  2  and  8. 
The  only  boundary  found  to  account  for  this 
Is  a  difference  In  the  rock  formations  of  the 
two  areas.  A  value  of  1  and  less  was  given 
the  Bast  Coast  of  Nova  Scotia  founded  upon 
measurements  made  at  the  Halifax  stations. 

All  lake  areas  appear  to  have  values  around 
10. 

4.  As  a  result  of  correspondence  with 
the  Canadian  authorities,  they  have 
agreed  that  their  map  should  supersede 
Figure  3  of  the  Standards  of  Good  Engi- 
neering Practice  Concerning  Standard 
Broadcast  Stations  insofar  as  that  figure 
relates  to  conductivities  within  the 
boundaries  of  Canada.  They  have  also 
agreed  that  pending  the  reconciliation  of 
discrepancies  between  the  Canadian  map 
and  the  American  map  with  respect  to 
areas  on  opposite  sides  of  the  border, 
each  map  would  be  applicable  to  areas 
within  the  respective  countries  and  the 
discrepancies  would  l)e  considered  as  real, 
even  where  they  cannot  be  explained  by 
geological  differences. 

5.  Notice  Is  therefore  l\ereby  given  that 
it  is  proposed  to  amend  the  Standardly 
of  Good  Engineering  Practice  Concernr 
ing  Standard  Broadcast  Stations  in  the 
following  particulars: 

(a)  Add  the  attached  Canadian  con- 
ductivity map  as  Figure  3a. 

(b>  Amend  the  text  of  Annex  I  of  Part 
1  of  the  Standards  of  Good  Elngineerlng 
Practice  Concerning  Standard  Broadcast 
Stations  by  the  addition  of  the  following, 
inserted  at  the  end  of  the  third  paragraph 
thereof  (making  it  part  of  said  para- 
graph) : 

Figure  3a  is  a  similar  map  of  ground 
conductivity  in  Canada  prepared  by  the 
Canadian  Department  of  Transport.  It 
Is  considered  to  supersede  Figure  3  as 
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regards  conductivity  within  the  bound- 
ary of  Canada.  It  is  to  be  noted  that  at 
some  locations  there  are  differences  in 
conductivity  on  either  side  of  the  border, 
which  cannot  be  explained  by  geophysical 
cleavages.  Pending  adjustment  in  the 
mai>s  for  Inconsistencies,  all  variations  at 
the  border  will  be  treated  as  real. 

6.  The  proposed  amendment  to  the 
Standards  of  Good  Engineering  Prac- 
tice is  issued  under  the  authority  of  303 
(b),  (c).  (e),  (f).  (g)  and  (r*  of  the 
Communications  Act  of  1934.  as 
amended. 

7.  Any  Interested  party  who  Is  of  the 
opinion  that  the  proposed  rules  should 
not  be  adopted,  or  should  not  be  adopted 
in  the  manner  set  forth  herein,  may  file 
v.ith  the  Commission  on  or  before  April 
18.  1949.  a  statement  or  brief  setting 
forth  his  comments.  At  the  same  time 
persons  favoring  the  rules  as  proposed 
may  file  statements  in  support  thereof. 
The  Commission  will  consider  all  such 
comments  that  are  presented  before 
taking  action  in  the  matter,  and  if  any 
comments  are  submitted  which  appear 
to  warrant  the  holding  of  a  hearing  or 
oral  argument,  notice  of  the  time  and 
place  of  such  hearing  or  oral  argument 
will  be  given. 

8.  In  accordance  with  the  provisions 
of  9  1.784  of  the  Conmilssion's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  March  9.  1949, 

Released:  March  11. 1949. 


[seal] 


Federal  Coicmttnications 

Commission. 
T.  J.  Slowie. 

Secretary. 
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[F.  R.  Doc.  4»-aaiO;  FUed,  Mar.  23.  1049;  8:58  a.  m.] 
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FEDERAL    TRADE    COMMISSION 
[  16CFR,  Ch.  I] 

[File  No.  21  397) 
Rendering  Industry 

ordek  closing  proceedings  without 
approval  or  promulgation  of  trade 
practice  rules 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  office  in 


PROPOSED  RULE  MAKING 

the  city  of  Washington,  D.  C,  on  the  16th 
day  of  March  1949. 

Trade  practice  conference  proceedings 
for  this  Industry,  Including  hearings, 
having  been  had,  and  all  interested  and 
affected  persons  or  parties  having  been 
afforded  oppwrtunity  to  present  their 
views,  suggestions,  or  objections,  and  to 
be  heard,  and  the  Commission  thereupon 
having  given  due  consideration  to  the 
entire  matter  and  being  of  the  opinion 
that  issuance  of  t-ade  practice  rules  for 


this  industry  would  not  be  in  the  public 
Interest; 

It  is  now  ordered,  That  trade  practice 
rules  for  said  Rendering  Industry  be  not 
approved  or  promulgated  by  the  Commi.s- 
sion;  and  further,  that  the  proceedings 
herein  for  establishment  of  such  rules  for 
this  industry  be  closed  without  prejudice. 


By  the  Commission. 

[SEAL] 


D.  C.  Daniel. 
Secretary. 


|F.   R.    Doc.   4&-2190:    Piled.    Mar.   23.    1949: 
8:58  a.   ml 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

Fiscal  Service,  Bureau  of  the  Public 
Debt 

[1949   Dept.  Circular   844) 

IVi  Percent  Treasury  CKRiincATES  or 
Indebtedness  of  Series  D-1950 

offering  of  certificates  * 

March  21.  1949. 

1.  Offering  of  certificates.  1.  The  Sec- 
retary of  the  Treasury,  pursuant  to  the 
authority  of  the  Second  Liberty  Bond  Act, 
as  amended,  invites  subscriptions,  at  par, 
from  the  people  of  the  United  States,  for 
certificates  of  indebtedness  of  the  United 
States,  designated  1\'a  percent  Treasury 
Certificates  of  Indebtedness  of  Series  D- 
1950,  in  exchange  for  Treasury  Certifi- 
cates of  Indebtedness  of  Series  D-1949, 
maturing  April  1,  1949. 

II.  Description  of  certificates.  1.  The 
certificates  will  be  dated  April'  1.  1949. 
and  will  bear  interest  from  that  date  at 
the  rate  of  lU  percent  per  annum,  pay- 
able with  the  principal  at  maturity  on 
April  1,  1950.  They  will  not  be  subject 
to  call  for  redemption  prior  to  maturity. 

2.  The  income  derived  from  the  cer- 
tificates shall  be  subject  to  all  taxes  now 
or  hereafter  Imposed  under  the  Internal 
Revenue  Code,  or  laws  amendatory  or 
supplementary  thereto.  The  certificates 
shall  be  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  shall  be  exempt  from 
all  taxation  now  or  hereafter  imposed  on 
the  principal  or  interest  thereof  by  any 
State,  or  any  of  the  possessions  of  the 
United  States,  or  by  any  local  taxing  au- 
thority. 

3.  The  certificates  will  be  acceptable  to 
secure  deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  certificates  will  be  issued  in 
denominations  of  $1,000,  $5,000,  $10,000, 
$100,000  and  $1,000,000.  The  certificates 
will  not  be  issued  in  registered  form. 

5.  The  certificates  will  be  subject  to 
the  general  regulations  of  the  Treasury 
Department,  now  or  hereafter  prescribed, 
governing  United  States  certificates. 

III.  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the  Fed- 
eral Reserve  Banks  and  Branches  and  at 
the  Treasury  Department,  Washington. 
Banking  institutions  generally  may  sub- 
mit subscriptions  for  account  of  custom- 


ers, but  only  the  Federal  Reserve  Banks 
and  the  Treasury  Department  are  au- 
thorized to  act  as  official  agencies. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  any  subscrip- 
tion, in  whole  or  in  part,  to  allot  less  than 
the  amount  of  certificates  applied  for. 
and  to  close  the  books  as  to  any  or  all 
subscriptions  at  any  time  without  notice; 
and  any  action  he  may  take  in  these  re- 
spects shall  be  final.  Subject  to  these 
reservations,  all  subscriptions  will  be  al- 
lotted in  full.  Allotment  notices  will  be 
sent  out  promptly  upon  allotment. 

IV.  Payment.  1.  Payment  at  par  for 
certificates  allotted  hereunder  must  be 
made  on  or  before  April  1,  1949,  or  on 
later  allotment,  and  may  be  made  only 
in  Treasury  Certificates  of  Indebtedness 
of  Series  D-1949,  maturing  April  1,  1949, 
which  will  be  accepted  at  par,  and  should 
accompany  the  subscription.  The  full 
year's  interest  on  the  certificates  sur- 
rendered will  be  paid  to  the  subscriber 
following  acceptance  of  the  certificates. 

V.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorized  and  requested 
to  receive  subscriptions,  to  make  allot- 
ments on  the  basis  and  up  to.the  amounts 
Indicated  by  the  Secretary  of  the  Treas- 
ury to  the  Federal  Reserve  Banks  of  the 
respective  Districts,  to  issue  allotment 
notices,  to  receive  payment  for  certifi- 
cates allotted,  to  make  delivery  of  certi- 
ficates on  full-paid  sutacriptions  allotted, 
and  they  may  i.ssue  interim  receipts 
pending  delivery  of  the  definitive  certif- 
icates. 

2.  The  Secretary  of  the  Trea.sury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

[SEAL]  John  W.  Snyder, 

Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-2201:    Filed,    Mar.    23,    1949; 
9:00  a.  m.) 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

California 
classification  order 

March  9,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 


Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3). 
13  P.  R.  4278),  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1.  1938  (52 
Stat.  609  >.  as  amended  July  14.  1945  (59 
Stat.  467,  43  U.  S.  C.  section  682a),  as 
hereinafter  indicated,  the  following  de- 
scribed land  in  the  Sacramento.  Califor- 
nia, land  district,  embracing  3,020  acres, 

CALiroRNiA  Small  T»Anr  CLAssmcA-noN 
No.  128 

For  lease  only  for  home  and  cabin  sites: 

T.  24  S..  R.  43  E  .  M.  D.  M , 

Sec.  4.  S'/j.  S'^N>2. 

Sec.  5.  SE'.,.  8'2NE'4. 

Sec    8.  NE''4NE'.4.  E'<:NW'4NE'i.  S'<jNV2. 

S'l;. 

Sec.  9.  All. 
Sec.  17.  E'i. 
Sec.  31.  NE14. 
Sec.  32,  All. 

This  land  Is  located  in  the  Mojave 
Desert  along  the  northern  edge  of  Searles 
Lake  between  the  Argus  and  Slate 
Ranges.  Trona  is  the  nearest  town  and 
is  located  about  14  miles  south  of  the 
land  via  an  oiled  highway.  The  climate 
is  typical  de.'^ert,  hot  and  dry  summers 
and  mild  winters.  Temperature  range  is 
from  30'  F.  to  120°  F. 

2.  As  to  applications  regularly  filed 
prior  to  9:00  a.  m..  January  24.  1949.  and 
are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  effec- 
tive upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m..  May  11.  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  11.  1949.  to  close  of  busi- 
ness on  August  9.  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneou.s  filing  from  9:00  a.  m..  Janu- 
ary 24.  1949.  to  the  close  of  business  on 
May  11.  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m.,  August  10,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  9:00  a.  m., 
January  24.  1949.  to  the  close  of  business 
on  August  10.  1049. 
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B.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
wul  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in  tracts 
of  approximately  5  acres,  each  being  ap- 
proximately 330  by  660  feet,  the  longer 
dimensions  to  extend  east  and  west. 

7.  Preference  right  leases  referred  to  in 
paragraph  2  will  be  issued  for  the  land  de- 
scribed in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted in  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified  in 
paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  advance 
of  the  issuance  of  the  lease. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses, and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Oovernment,  or  the  State,  County  or  mu- 
nicipality in  which  the  tract  Is  situated, 
or  by  any  agency  thereof.  The  rights- 
of-way  may.  in  the  discretion  of  the  au- 
thorized officer  of  ^he  Bureau  of  Land 
Management,  be  definitely  located  prior 
to  the  Issuance  of  the  patent.  If  not  so 
located,  they  may  be  subject  to  location 
after  patent  is  issued.  Tracts  are  also 
subject  to  existing  rights-of-way  for  pipe- 
lines and  other  utilities. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office,  Sacramento. 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

I  P.   R.   Doc.   49-2191:    Filed,   Mar.   23,    1949; 
8:58  a.  m.] 


Caufornia 

classification  order 

March  16,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  «43  CFR  50.451  <b)  (3»,  13 
P.  R.  4278),  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
6091.  as  amended  July  14.  1945  <59  Stat. 
467.  43  U.  S.  C.  section  682a'.  as  herein- 
after indicated,  the  following-described 
land  in  the  Los  Angeles,  California,  land 
dl.strict,  embracing  80  acres, 

California  Small  Tract  Classitication 
No.  133 

For  lease  and  sale  for  homesltes  only: 

T  4  N.,  R.  3  W  .  S.  B.  M.. 
Sec.  12,  S'aSWVi. 

This  land  is  situated  about  10  miles 
southeast  of  the  town  of  Victorville,  Cali- 
fornia, in  a  desert  area  known  locally  as 
Apple  Valley.  The  climate  is  arid  and 
the  soil  sandy.     The  land  is  level  and 
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supports  the  usual  desert  plants,  such 
as  sagebrush,  greasewood.  yucca,  etc. 
Ttoere  is  a  dirt  road  and  power  transmis- 
sion line  along  the  southern  boundary  of 
the  tract. 

2.  As  to  applications  regularly  filed 
prior  to  3:12  p.  m.,  April  30,  1946,  and 
are  for  the  type  of  site  for  which  the  land 
Is  classified,  this  order  shall  become  effec- 
tive upon  the  date  It  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  In  paragraph  2,  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  May  18,  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a>  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  18,  1949,  to  the  close 
of  business  on  August  16,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous fihngs  from  3:12  p.  m.,  April 
30,  1946,  to  the  close  of  business  on  May 
18.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m.,  August  17,  1949. 

<a)  Advance  period  for  simultaneous 
nonpreference  filings  from  3:12  p.  m., 
April  30.  1946.  to  the  close  of  business  on 
August  17.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3(b)  and  4(a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  In  the  application  Irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  Is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  five-acre  tract  In 
a  ten-acre  subdivision  is  embraced  In  a 
preference  right  application,  an  apppli- 
catlon  for  the  remaining  five-acre  tract 
extending  In  the  same  direction  will  be 
accepted  In  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  speci- 
fied in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $20.00 
an  acre,  application  for  which  may  be 
filed  at  or  after  the  expiration  of  one 
year  from  date  the  lea.se  Is  Issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  county  or  mu- 
nicipality in  which  the  tract  Is  situated, 
or  by  any  agency  thereof.  The  rights- 
of-way  may,  in  the  discretion  of  the  au- 
thorized officer  of  the  Bureau  of  Land 
Management,  be  definitely  located  prior 
to  the  Issuance  of  the  patent.  If  not  so 
located,  they  may  be  subject  to  location 
after  patent  is  Issued.    Tracts  are  also 
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subject  to  existing  rights-of-way  for 
transmission  lines  under  Federal  Power 
Projects  Nos.  227  and  255. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Mana- 
ger, District  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

(F.   R.    Doc.    49-2192:    Piled.   Mar.    23.    1949; 
8:59  a.  m.l 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

notice  or  issuance  of  special 
certificates 

Notice  is  hereby  given  that  special 
certificates  authorizing  the  employment 
of  handicapped  clients  at  hourly  wage 
rates  lower  than  the  minimum  wage  rates 
applicable  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  Issued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under  section  14  of  the  Fair  Labor  Stand- 
ards Act  of  1938  (sec.  14,  52  Stat.  1068;  29 
U.  8.  C.  214)  and  Part  525  of  the  regula- 
tions issued  thereunder  (29  CFR  Cum. 
Supp.,  Part  525,  amended  11  F.  R.  9556), 
and  under  sections  4  and  6  of  the  Walsh- 
Healey  Public  Contracts  Act  (sees.  4,  6, 
49  Stat.  2038;  41  U.  S.  C.  38.  40)  and 
Article  1102  of  the  regulations  Issued 
pursuant  thereto  (41  CFR  Cum.  Supp., 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  Issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Blind  Work  Association,  Inc.,  18  Court 
Street,  Binghamton,  New  York;  at  a 
wage  rate  of  not  less  than  the  piece  rate 
paid  nonhandicapped  employees  engaged 
in  the  same  occupation  in  regular  com- 
mercial industry  maintaining  approved 
labor  standards,  or  not  less  than  20  cents 
per  hour,  whichever  is  higher,  and  a  rate 
of  not  less  than  15  cents  for  each  new 
client  during  his  initial  4-week  evalua- 
tion period  in  the  workshop;  certificate  is 
effective  March  3,  1949,  and  expires  Feb- 
ruary 28,  1950. 

Altro  Work  Shops.  Inc.,  1021  Jennings 
Street,  New  York  60,  New  York;  at  a 
wage  rate  of  not  less  than  the  piece  rate 
paid  nonhandicapped  employees  engaged 
in  the  same  occupation  in  regular  com- 
mercial industry  maintaining  approved 
labor  standards,  or  not  less  than  15  cents 
p>er  hour,  whichever  is  higher,  and  a  rate 
of  not  less  than  10  cents  for  each  new 
client  during  his  initial  4-week  evalua- 
tion period  in  the  workshop;  certificate 
is  effective  March  8,  1949,  and  expires 
January  31,  1950. 

Harris  County  Association  for  the 
Blind,  1658  Westhelmer  Road,  Houston, 
Texas;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
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less  than  15  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  15 
cents  for  each  new  chent  during  his  Ini- 
tial 4-week  evaluation  period  In  the 
workshop:  certificate  Is  effective  March 
1,  1949.  and  expires  February  28.  1950. 

Dallas  County  Association  for  the 
Blind.  4306  Capitol  Avenue,  Dallas. 
Texas;  at  a  wage  rate  of  not  less  than 
the  piece  rate  paid  non-handicapped  em- 
ployees engaged  In  the  same  occupation 
In  regular  commercial  Industry  main- 
taining approved  labor  standards,  or  not 
less  than  20  cents  per  hour,  whichever  Is 
higher,  and  a  rate  of  not  less  than  20 
cents  for  each  new  client  during  his  Ini- 
tial 4-week  evaluation  period  In  the 
workshop;  certificate  Is  effective  March 
1.  1949,  and  expires  February  28.  1950. 

The  employment  of  handicapped  cli- 
ents In  the  above-mentioned  sheltered 
workshops  under  these  certificates  Is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulations  and  that  special  services. 
are  provided  their  handicapped  clients. 
A  sheltered  workshop  Is  defined  as.  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  is  impaired  by 
age  or  physical  or  mental  deficiency  or 
Injury,  and  to  provide  such  Individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

These  certificates  may  be  cancelled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a 
review  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  In  the  Fidual  Ricistir. 

Signed  at  Washington.  D.  C.  this  14th 
day  of  March  1949. 

Rathons  G.  Garceatj, 

Director. 
Field  Operations  Branch. 

|P.    B.    Doc.    49-2185;    Filed,    Mar.    23,    1949; 
8:45  a.  ml 


SECURITIES  AND   EXCHANGE 
COMMISSION 

[Pile  No.   70-2036) 

New  Bedford  Oas  and  Edison  Light  Co. 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  nth  day  of  March  1949. 

New  Bedford  Gas  and  Edison  Light 
Company  ("New  Bedford"",  a  subsidiary 
of  New  England  Oas  and  Electric  Asso- 
ciation, a  registered  holding  company, 
having  filed  an  application  pursuant  to 
section  6  ib^  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  with  respect 
to  the  transaction  summarized  below: 

Under  date  of  October  15,  1947,  New 
Bedford  entered  into  a  General  Loan 
Agreement  with  The  First  National  Bank 


NOTICES 

of  Boston,  under  which  it  agreed  to  bor- 
row an  amount  not  exceeding  In  the 
aggregate  $6,250,000  the  proceeds  of 
which  were  to  be  used  to  the  extent  of 
|>,750.000  to  pay  off  existing  bank  notes 
and  the  balance  of  $4,500,000  to  provide 
funds  for  construction  purposes.  To 
date  the  company  has  borrowed  imder 
the  loan  agreement  a  total  amount  of 
$3,000,000,  leaving  a  balance  still  to  be 
taken  down  under  the  agreement  of 
$3,250,000. 

Under  the  terms  of  the  loan  agreement 
New  Bedford  covenanted  that  It  would 
not,  without  prior  written  consent  of  the 
bank,  incur,  create,  assume,  guarantee, 
or  in  any  manner  become  liable  in  re- 
spect of  any  indebtedness  other  than  the 
Indebtedness  covered  by  the  agreement. 

In  December,  1948,  New  Bedford  issued 
and  sold  $5,000,000  principal  amount  of 
its  25-year.  3%  notes,  due  1973.  Pursu- 
ant to  the  terms  of  the  loan  agreement 
The  First  National  Bank  of  Boston  gave 
Its  written  consent  to  the  Issuance  of  the 
notes  by  letter  dated  October  20.  1948.  a 
condition  to  such  consent  being  that  any 
borrowings  made  under  the  loan  agree- 
ment subsequent  to  the  sale  of  the  notes 
would  be  at  an  Interest  rate  of  3^c. 
Thus,  any  subsequent  borrowings  under, 
the  loan  agreement  up  to  the  aggregate 
amount  of  $3,250,000  still  to  be  taken 
down  under  the  agreement  will  be  at  the 
rate  of  3%  per  annum  instead  of  2'2'1; 
as  set  forth  In  the  original  agreement. 

New  Bedford  Is  subject  to  the  juris- 
diction of  the  Department  of  Public 
Utilities  of  Massachusetts,  which  de- 
partment approved  the  increase  in  inter- 
est rate  on  the  unborrowed  funds  by 
order  dated  February  23.  1949. 

Said  application  having  been  duly  filed, 
and  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified  In  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  sat- 
isfied, and  deeming  it  appropriate  in  the 
public  Interest  and  In  the  Interest  of 
investors  and  consumers  that  said  ap- 
plication be  granted: 

It  is  hereby  ordered,  Pur.suant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24.  that  the 
application  be,  and  the  same  hereby  is. 
granted  forthwith. 

By  the  Commission. 

isxALl  Orval  L.  DuBois, 

Secretary. 
|F.    R.    Doc.    40-ai86;    Piled.    Mar.    23,    1949: 
8:4«  a.  m] 


[Pll«  No.  70-2070] 

Dallas  Power  (i  Light  Co. 

OROU   ORANTXKQ   ArPUCATIOlf   AND    PKRMIT- 
ttira  DBCLAKAnON  TO  BBCOIU  DTXCTIVX 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 


office  in  the  city  of  Washington.  D.  C,  on 
the  17th  day  of  March  A.  D.  1949. 

Dallas  Power  ti  Light  Company  ("Dal- 
las"), a  direct  subsidiary  of  Texas  Util- 
ities Company,  a  registered  holding  com- 
pany, and  an  Indirect  subsidiary  of  Amer- 
ican Power  ti  Light  Company  aad  Electric 
Bond  and  Share  Company,  also  registered 
holding  companies,  having  filed  an  appli- 
cation-declaration and  amendment 
thereto  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  particu- 
larly .sections  6  <a>  and  7  thereof,  and 
Rule  U-50  of  the  rules  and  regulations 
promulgated  thereunder,  with  re.'^pect  to 
the  following  proposed  transactions: 

Dallas  proposes  to  issue  and  sell  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  $10,000,000  principal 
amount  of  its  First  Mortgage  Bonds — % 
Series,  due  1979.  Said  Bonds  are  to  be 
Issued  under  and  secured  by  the  Com- 
pany's existing  Moi-tjrage  and  Deed  of 
Trust  dated  as  of  February  1.  1937.  a.s 
supplemented  by  a  First  Supplemental 
Indenture  to  be  dated  as  of  April  1,  1949 

The  application-declaration  states  that 
the  proceeds  from  the  sale  of  the  Bonds 
will  be  used  to  carry  forward  the  Com- 
pany's construction  program,  to  repay 
short-term  advances  and  for  other  cor- 
porate purposes.  The  advances  to  be  re- 
paid, estimated  at  $2,500,000  as  of  March 
31.  1949,  were  made  by  Texas  Utilities 
Company  for  the  purpose  of  temporarily 
financing  a  portion  of  the  Company  s 
construction  program. 

The  application-declaration  havlnp 
been  filed  on  February  24,  1949,  and  an 
amendment  thereto  having  been  filed  on 
March  17,  1949,  notice  of  said  filing  hav- 
ing been  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  the  application - 
declaration,  as  amended,  within  tho 
period  specified  in  said  notice  or  othei  - 
wise,  and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  the  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commission  being  of  the  opinion  that  it 
Is  appropriate  to  grant  and  permit  to  b*  - 
come  effective  said  application-declara- 
tion, as  amended,  without  the  imposition 
of  terms  and  conditions  other  than  thosp 
hereinafter  ordered,  and  the  Commission 
also  deeming  It  appropriate  to  grant  ap- 
plicant-declarant's request  that  the  or- 
der herein  become  effective  forthwith 
upon  the  IsJOiance  thereof; 

It  is  ordered.  Pursuant  to  said  Rul*' 
U-23  and  the  applicable  provisions  of 
said  act,  that  said  application-declara- 
tion, as  amended,  be.  and  the  same 
hereby  is.  granted  and  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  contained  in  Rue 
U-24  and  subject  to  the  following  addi- 
tional conditions: 

•  1)  That  the  proposed  sale  of  bonds 
of  Dallas  shall  not  be  consummated  until 
the  results  of  competitive  bidding  pursu- 
ant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceedinK 
and  a  further  order  shall  have  been  t:i- 


Thursday,  March  24,  1949 

tered  by  the  Commission  in  the  light  of 
the  record  so  completed,  which  order 
may  contain  such  further  terms  and  con- 
ditions as  may  then  be  deemed  appro- 
priate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be  paid 
in  connection  with  the  proposed  trans- 
actions. 

By  the  Commission. 

(seal]  Orval  L.  DuBois. 

Secretary. 

|F.   R.    Doc.    49-J187;    Filed.    Mar.    23,    1949; 
8:46  a.  m.l 
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UNITED  STATES  TARIFF 
COMMISSION 

(List  No.  D-601 

California  Frxht  Growers  Exchange 

ET  AL. 

application  denied  and  dismissed 
March  21.  1949. 
Application  as  listed  below  heretofore 
filed  with  the  Tariff  Commission  for  in- 
vestigation imder  the  provilsons  of  sec- 
tion 336  of  the  Tariff  Act  of  1930  has 
been  denied  and  dismissed. 


Name  o(  article 


T.f  mons;  2H*  per  pound  (par.  7«^ 
(Ills,  distilled  f>r  i«»ential,  not  niixM  or 
romiKHinded  with  or  containinfc  alco- 
liol    lemon:  2S  |K>rccnt  ad  valorem 
(par.  50). 


Purpose  of  request 


Increa.'ie  in  duty. 


Date  received 


Nov.  26.1948 


Name  and  address  of  applicant 


rCalifomia     Fruit    Growers    Ex- 

ciiangc. 
Kxchanpe  I^emon  Product  Co. 
.Mutual  Orange  Di.'itrihutors. 
.\merican  Fniit  Growers. 
Independent  Citrus  (Jrowers  and 

SlilpiH-rs  Association. 
Southern  California  Citrus  Foods. 
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made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.   Doc.    49-2193;    Filed.    Mar.    23.    1949; 
8:59  a.  m.] 


By  direction  of  the  Commission. 

ISEALl 


Sidney  Morgan. 
Secretary. 


|F.  R.  Doc.  49-2202;  Filed,  Mar.  23,  1949;  9:00  a.  ml 


[List  No.  205) 

Olive  Advisory  Board 

APPLICATION  received 


March  21,  1949. 


Application  as  listed  below  has  been  filed  with  the  United  States  Tariff  Commis- 
sion for  Investigation  under  the  provisions  of  section  336  of  the  Tariff  Act  of  1930. 


Name  of  article 

Puriiose  of  request 

Date  received 

Name  and  address  o!  applicant 

Olive  oil.  In  all  site  containers  (par.  53. 
Tarifl  Act  of  1B30). 

Increa.<o  In  duty 

Mar.  15. 1949 

Olive  Advisory  Board,  16  Beale  St., 
San  Francisco,  Calif. 

The  application  listed  above  is  avail- 
able for  public  Inspection  at  the  office 
of  the  Secretary,  Tariff  Commission 
Building.  Eighth  and  E  Streets  NW., 
Washington.  D.  C,  where  it  may  be  read 
and  copied  by  persons  Interested. 


ISEALl 


Sidney  Morgan, 

Secretary. 


|F.    R.    Doc.   49-2203;    Filed,   Mar.    23,    1949; 
9:00  a.  m] 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

ATTHORrrY:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616.  E.  O.  9193, 
July  6,  1042.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order  12938] 

Masao  ASAHARA 

In  re:  Bank  account  owned  by  Masao 
Asahara.    D-39-19191-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
afier  investigation.  It  is  hereby  found: 
No.  56 4 


1.  That  Masao  Asahara.  whose  last 
known  address  is  Yamaguchi,  Japan,  is  a 
resident  of  Japan  and  a  national  of  z 
designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  As.sociation,  185  East  Comp- 
ton  Boulevard.  Compton,  California,  aris- 
ing out  of  a  savings  account,  account 
number  8805.  entitled  Mutsuo  Asahara. 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Masao  Asahara, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan) . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 


[Vesting  Order  12940] 
Elisabeth  M.  Erny 


In  re:  Stock  owned  by  Elisabeth  M. 
Erny.    F-28-526-A-y2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Elisabeth  M.  Erny,  whose  last 
known  address  is  Werderstrasse  2411 
(17a)  Heidelberg-Baden,  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Twenty  (20)  shares  of  no  par  value 
common  capital  stock  of  National  Dis- 
tillers Products  Corporation,  120  Broad- 
way, New  York,  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 
Virginia,  evidenced  by  certificate  number 
SB  208583,  registered  in  the  name  of  Mrs. 
Elisabeth  M.  Erny  and  presently  in  the 
possession  of  the  Attorney  General  of  the 
United  States  in  Account  Number  28- 
29757,  together  with  all  declared  and 
unpaid  dividends  thereon, 

b.  Ten  (10)  shares  of  no  par  value  cap- 
ital stock  of  Brlggs  &  Stratton  Corpora- 
tion, 2711  North  13th  Street.  Milwaukee, 
Wisconsin,  a  corjxiration  organized  under 
the  laws  of  the  State  of  Delaware,  evi- 
denced by  certificate  number  NY/O 
19053,  registered  in  the  name  of  Elisabeth 
M.  Erny  and  presently  in  the  possession 
of  the  Attorney  General  of  the  United 
States  in  Account  Number  28-29757,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a" 
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national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon,- 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2194:    Filed.    Mar.    23,    1949; 
8:59  a.  m] 


I  Vesting  Order  129451 
Namiyo  Kashiwabara 

In  re:  Bank  account  owned  by  Namiyo 
Kashiwabara.  also  known  as  N.  Kashiwa- 
bara.    I>,39-19196-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Namiyo  Kashiwabara,  also 
known  as  N.  Kashiwabara.  whose  last 
known  address  is  Hiroshima,  Japan,  is  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan*; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Brookline  Savings  Bank.  160 
Washington  Street.  Brookline.  Massa- 
chusetis.  ari.sing  out  of  a  savings  account, 
entitled  Y.  Kashiwabara.  Trustee  for  N. 
Kashiwabara,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  Upited  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  dr  on  account 
of.  or  owing  to,  or  which  i|  evidence  of 
ownership  or  control  by.  Namiyo  Kashi- 
wabara, also  known  as  N.  Kashiwabara, 
the  aforesaid  national  of  a  designated 
enemy  country  >  Japan  > ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
witiun  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece-<:sary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 


dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "deslgnstted 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelow. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49  2195;    Filed,   Mar.    23,    1949; 
8:59  a.  m.) 


Executed   at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.   R.   Doc.   4»  2196:    Filed,   Mar.   23.    1949; 
8:59  a.  m] 


IVestlng  Order  12946] 
Karl  Lieberknecht.  G.  m.  b.  H. 

In  re:  Debt  owing  to  Karl  Lieber- 
knecht, G.  m.  b.  H. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Karl  Lieberknecht.  G.  m.  b.  H., 
the  last  known  address  of  which  is  Ober- 
lungwitz.  Saxony,  Germany,  Is  a  corpo- 
ration, partnership,  association  or  other 
bu.siness  organization,  organized  under 
the  laws  of  Germany,  and  which  has  or, 
since  the  effective  date  of  Executive  Or- 
der 8389,  as  amended,  has  had  its  prin- 
cipal place  of  business  In  Germany,  and 
is  a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Karl  Lieberknecht.  G.  m. 
b.  H.,  by  Kalio.  Inc..  120  Broadway,  New 
York.  New  York,  In  the  amount  of 
$5,799  16.  as  of  December  22.  1948,  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germ.any) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national 
Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 


IVestlng  Order   12947) 
T.  Matsxthisa 

In  re:  Bank  account  owned  by  T. 
Matsuhisa,  also  known  as  Tamotsu  Mat- 
suhisa.     D-39-19195-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  T.  Matt-uhisa,  also  known  as 
Tamotsu  Matsuhisa,  whose  last  known 
address  is  Hiroshima,  Japan,  i§  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  T.  Matsuhisa,  also  known 
as  Tamotsu  Matsuhisa,  by  Bank  of 
America  National  Trust  and  Savings  As- 
sociation. Selma  79,  Selma,  California, 
arising  out  of  a  savings  account,  account 
number  7086,  entitled  T.  Matsuhi.^a, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  .same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  intere.st  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "nationaP'  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-2197:    Filed,    Mar.   23,    W49; 
8:58  a.  m.J 


(Vesting  Order  12949) 
Werner  Pruchtnow  &  Cia.  et  al. 

In  re:  Debts  owing  to  and  bank  ac- 
counts owned  by  Werner  Pruchtnow  & 
Company,  also  known  as  Werner  Prucht- 
now k  Cia.,  Werner  Pruchtnow.  Frieda 
Pruchtnow,  Wilhelm  Busing,  and  Hans 
Joachim  Goecke. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it, is  hereby  found 
and  determined: 

1.  That  Werner  Pruchtnow  and  Frieda 
Pruchtnow,  whose  last  known  addresses 
are  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) : 

2.  That  Wilhelm  Busing  and  Hans 
Joachim  Goecke,  whose  last  known  ad- 
dresses are  Venezuela  and  whom  the  na- 
tional interest  of  the  United  States  re- 
quires be  treated  as  nationals  of  a  des- 
ignated enemy  country  (Germany),  are 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

3.  That  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia.,  the  last  known  address  of  which 
is  Commercie  13,  Maracaibo.  Venezuela, 
is  a  partnership  organized  under  the 
laws  of  Venezuela,  and  which  is  or.  since 
the  effective  date  of  Executive  Order 
8389.  as  amended,  has  been  owned  or 
controlled  by.  or  acting  directly  or  in- 
directly for  the  benefit  or  on  behalf  of 
Werner  Pruchtnow.  Frieda  Pruchtnow. 
Wilhelm  Busing,  and  Hans  Joachim 
Goecke.  the  aforesaid  nationals  of  Ger- 
many and  is  a  national  of  a  designated 
enemy  country  (Germany); 

4.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
L  Cia..  by  American  Radiator  &  Standard 
Sanitary  Corporation,  40  West  40th 
Street,  New  York  18,  New  York,  in  the 
amount  of  $596.03.  as  of  December  31. 
1945.  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia.,  by  The  (Quaker  Oats  Company. 
141  W.  Jackson  Blvd..  Room  1900.  Chi- 
cago 4.  Illinois,  in  the  amount  of  $2,- 
492.49,  as  of  December  31.  1945.  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

c.  That  certain  debt  or  othpr  obliga- 
tion owing  to  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia..  by  Standard  Coated  Products  Di- 
vision of  Interchemical  Corporation.  350 
5th  Avenue.  New  York  1,  New  York,  in 
the  amount  of  $103.73,  as  of  December 
31.  1945.  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 


d.  That  certain  debt  or  other  obliga- 
tion owing  k)  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia.,  by  Certain-teed  Products  Corpo- 
ration. 120  East  Lancaster  Avenue.  Ard- 
more.  Pennsylvania,  in  the  amount  of 
$327.34.  as  of  December  31.  1945,  to- 
gether with  any  and  all  accruals  there- 
to, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

e.  That  certain  debt  or  other  obhga- 
tion  owing  to  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia.,  by  The  Cream  of  Wheat  Corpo- 
ration, 17  Battery  Place.  New  York  4. 
New  York,  in  the  amount  of  $33.94,  as 
of  December  31,  1945,  together  with  any 
and  all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

f .  That  certain  debt  or  other  obligation 
owing  to  Werner  Pruchtnow  &  Company, 
also  known  as  Werner  Pruchtnow  &  Cia.. 
by  The  Canadian  Bank  of  Commerce — 
New  York  Agency,  Exchange  Place  & 
Hanover  Sts.,  New  York  5,  New  York, 
arising  out  of  an  account  entitled  Werner 
Pruchtnow  &  Co.,  maintained  at  the 
aforesaid  bank  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

g.  That  certain  debt  or  other  obliga- 
tion of  the  Wells  Fargo  Bank  &  Union 
Trust  Co.,  4  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
checking  account,  entitled  Otis  McAllis- 
ter &  Co.,  Special  Blocked  Account,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

h.  That  certain  debt  or  other  obliga- 
tion owing  to  Werner  Pruchtnow  &  Com- 
pany, also  known  as  Werner  Pruchtnow 
&  Cia..  by  the  Continental  Bank  &  Trust 
Co.  of  N.  Y..  30  Broad  Street.  New  York 
15.  New  York,  arising  out  of  a  checking 
account,  entitled  Werner  Pruchtnow  & 
Company  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Werner  Prucht- 
now. Frieda  Pruchtnow.  Wilhelm  Busing, 
Hans  Joachim  Goecke,  and  Werner 
Pruchtnow  &  Company,  also  known  as 
Werner  Pruchtnow  &  Cia..  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  designated: 

5.  That  the  aforesaid  Werner  Prucht- 
now &  Company,  also  known  as  Werner 
Pruchtnow  &  Cia..  is  controlled  by  or  act- 
ing for  or  on  behalf  of  a  designated 
enemy  country  (Germany),  or  persons 
within  such  country  and  is  a  national  of 
a  designated  enemy  country  (Germany) ; 

6.  That  to  the  extent  that  the  per- 
sons named  in  subparagraphs  1.  2,  and 
3  hereof  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 


All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  te»ms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.  poc.   49-2198:    Filed.   Mar.   23,    1949; 
9:00  a.  m.] 


IVestlng  Order  12602,  Amdt.J 
W.  Landgraf 

In  re:  Stock,  Bonds  and  bank  account 
owned  by  W.  Landgraf,  also  known  as 
W.  Landgraff.  F-28-4150-A-1,  F-28- 
4150-E-l. 

Vesting  Order  12602,  dated  December 
31,  1948,  is  hereby  amended  as  follows 
and  not  otherwise:  By  deleting  from  sub- 
paragraph 2b  of  said  Vesting  Order  12602 
the  words  "Thirty-seven  (37)"  set  forth 
with  respect  to  the  shares  of  $10.00  par 
value  new  class  B  non-voting  common 
capital  stock  of  R.  J.  Reynolds  Tobacco 
Company.  Exchange  Place,  Jersey  City, 
New  Jersey,  evidenced  by  a  certificate 
numbered  BL-225361,  registered  in  the 
name  of  Hurley  &  Co  .  and  substituting 
therefor  the  words  "Fifty-seven  (57)." 

All  other  provisions  of  said  Vesting  Or- 
der 12602  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

(seal]  David  L.  Bazelon, 

As.sistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F,   R.   Doc.   49-2199;    Filed,   Mar.   23,    1949; 
9:00  a.  m.] 


(Vesting  Order  12878] 

GtrsTAv  A.  Gussmann 

Correction 

In  Federal  Register  Document  49-2066, 
appearing  on  page  1239  of  the  issue  for 
Friday.  March  18,  1949,  the  word  "per- 
sonnel" In  paragraph  2  should  read  "per- 
sonal". 
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TITLE  12~BANKS  AND 
BANKING 

Chapter  II — Federal   Reserve  System 

Swb<apt*r  A — Board  of  Govornort  of  Ht* 
Fodorat  Rotervo  System 

IReg.  WJ 

Part  222 — Consumer  Instalment  Credit 

dual  purpose  passenger  ax7tomobiles 

S  222.125  Dual  purpose  passenger 
automobiles.  Passenger  automobiles  de- 
signed for  the  purpose  of  transpwrting 
less  than  10  passengers  are  "listed  ar- 
ticles" undei  Group  A.  Part  1,  of  8  222.9. 
Whether  any  such  automobile  Is  used  for 
that  purpose  or  used  or  registered  com- 
mercially or  for  other  purposes  Is  Imma- 
terial, as  Is  also  the  case  even  though 
the  vehicle  may  have  certain  heavy-duty 
or  truck  features  or  removable  seats. 
In  view  of  the  foregoing,  the  Board 
considers  that  the  Chevrolet  "Carryall 
Suburban",  the  Willys-Overland  "  'Jeep' 
Utility  Wagon",  the  GMC  "Suburban" 
and  other  similar  automobiles  are  "listed 
articles"  under  this  part. 

•  Sec.  11  (i>.  38  Stat.  262.  sec.  5  ^b>.  40 
Stat.  415.  as  amended;  12  U.  S.  C.  95a. 
248  (i) ;  E.  O.  8843.  Aug.  9.  1941,  6  P.  R. 
4035.  3  CFR.  1943  Cum.  Supp.  Interprets 
or  applies  Pub.  Law  905,  80th  Cong.) 

Board  or  Governors  of  the 
Federal  Reserve  System, 
I  SEAL  1     B.  R.  Carpenter. 

Secretary. 

|F.   R.   Doc.    49-2218;    PUed,   Mar.    24,    104Q: 
8:46  a.  m.| 


TITLE   15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

1 3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  631 
Part  372 — General  Licenses 

IN-TRANSIT    LICENSE    "GIT" 

Section  3729  General  in-transit  li- 
cense "GIT"  is  amended  In  the  following 
particulars: 


The  list  of  commodities  set  forth  in 
paragraph  (c)  is  amended  by  adding 
thereto  the  following  commodity : 


Commodity 

Sciiedule 
BNo. 

Schedule 
6  No. 

Diamond!^  suitable  only  for  indiu- 
trul  use    - 

fiwons 

•  64W10 

6M 

Diamond  dust,  or  powder 

bCA 

This  amendment  shall  become  effec- 
tive March  25,  1949. 

<Pub.  Law  11,  81st  Cong.;  E.  O.  9630. 
Sept.  27.  1945.  10  F.  R.  12245;  E.  O.  9919, 
Jan.  3,  1948,  13  P.  R.  59) 

Dated:  March  18,  1949. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

[F.   R.   Doc.   49-2210;    Filed,   Mar.   24,    1949; 
8:48  a.  m.] 


(Sd  Gen.  Rev.  of  Expc»-t  Regs.,  Amdt.  54] 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

industrial  diamonds,  diamond  dust,  or 

POWDER 

Section  373.13  Special  provisions  for 
diamonds  is  amended  by  adding  thereto 
a  new  paragraph  (e)  to  read  as  follows: 

(e)  Return  of  loose  industrial  dia- 
monds, and  diamond  dust,  or  powder, 
without  license.  Notwithstanding  the 
foregoing  provisions  of  this  section 
(which  relate  only  to  diamond  exports 
which  require  a  license),  the  provisions 
of  §  372.9  (c)  (which  relate  to  exceptions 
from  the  general  license  "QIT"  for  In- 
transit  shipments)  anfl  the  provisions  of 
§  371.10a  (which  permit  certain  exports 
from  foreign  trade  zones  without  li- 
cense) ,  any  person  in  the  United  States 
to  whom  loose  Industrial  diamonds. 
Schedule  B  No.  599005,  or  diamond  dust, 
or  powder.  Schedule  B  No.  540910,  are 
consigned  by  a  foreign  supplier,  with 
the  privilege  of  selection  and  purchase  or 
return,  may  return  to  such  foreign  sup- 
plier such  of  those  diamonds  or  such 
dust  or  powder  as  are  not  selected  for 
purchase,   without   securing   an   export 

(Ckintinued  on  next  page) 
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The  following  books 
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license  therefor,  provided  the  following 
procedure  and  conditions  are  observed: 
(1)  The  entire  consignment  to  such 
person  from  his  foreign  supplier,  upon 
arrival  in  the  United  States  and  prior 
to  opening  or  inspection,  must  be  taken 
directly  from  Customs  custody  into  the 
New  York  Foreign  Trade  Zone  and  must 
be  continuously  kept  there  while  Inspec- 
tion and  selection  are  made,  and,  with 
respect  to  those  diamonds  or  such  dust 
or  powder  not  selected  for  purchase  and 
to  be  returned  to  the  foreign  supplier, 
until  released  for  Immediate  exportation 
to  the  foreign  supplier. 

(2)  The  Bureau  of   Federal   Supply, 
Treasiu-y  Department,  must  be  given  an 
opportunity  to  examine  and  purchase  the 
diamonds  or  dust  or  powder  proposed  to 
be  returned  and,  after  having  purchased 
any  which  It  desires  to  purchase,  must 
furnish  to  the  New  York  Foreign  Trade 
Zone  Operators.  Inc.,  Its  certificate.  In 
duplicate,  to  the  effect  that  It  has  been 
afforded  such  opportunity  and  that,  with 
respect  to  those  diamonds  or  such  dust 
or  powder  remaining  for  return  lo  the 
foreign  supplier  (which  must  be  suffi- 
ciently Identified  by  lot  number,  quan- 
tity,  weight,   description,   etc.).   It   has 
elected  not  to  purchase  them. 

(3)  The  New  York  Foreign  Trade  Zone 
Operators.  Inc.,  shall  not  release  the  dia- 
monds or  dust  or  powder  from  the  zone 
unless /and  until  the  above-mentioned 
certificate  has  been  furnished,  and.  at 
the  time  of  such  release,  there  shall  be 
attached  to  the  original  thereof  a  duly 
executed  Certificate  of  Constructive 
Transfer.  Zone  Form  C.  Revised  (I.  e.,  the 
official  document  by  which  commodities 
are  released  from  the  zone).  Both  cer- 
tificates will  be  delivered  to  the  proposed 
exporter. 

(4)  No  Collector  of  Customs  shall  au- 
thenticate any  declaration  for  the  export 
of  loose  Industrial  diamonds  or  diamond 
dust  or  powder  pursuant  to  this  proce- 
dure unless  the  certificate  of  the  Bureau 
of  Federal  Supply  and  the  attached  Cer- 
tificate of  Constructive  Transfer,  Zone 
Form  C.  Revised,  provided  for  above, 
shall  accompany  the  declaration  filed 
with  the  Collector. 

This  amendment  shall  become  effective 
March  25.  1949. 

(Pub.  Law  11.  81st  Cong.:  E.  O.  9630. 
Sept.  27.  1945.  10  F.  R.  12245;  E.  O.  9919. 
Jan.  3.  1948.  13  F.  R.  59) 
Dated:  March  21, 1949. 

PRANas  MclNTYRl, 

Assistant  Director, 
Office  of  International  Trade. 

R.   Doc.   49-2220;    Filed.   Mar.   24.    1949: 
8:48  a.  m.] 
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TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

(T.  D.  52176] 


Part  8 — Liability 
Imported 


FOR  Dttties,  Entry  of 
Merchandise 


nrvoicis;  red  cedar  shingues 

Section  8.15,  Customs  Regulations  of 
1943,  relating  to  customs  Invoices, 
amended. 


Friday,  March  25,  1949 

Section  8.15  (b),  Customs  Regulations 
of  1943  (19  CFR,  Cum.  Supp..  8.15  (b)), 
item  <  1 )  (T.  D.  51036  > ,  is  hereby  amended 
by  deleting  "red  cedar  shingles  and". 

(Sec.  484.  46  Stat.  722.  759.  sec.  12.  62  Stat. 
1083.  sec.  498.  46  Stat.  728;  19  U.  S.  C. 
1484,  1498,  1624  > 

[SEALl  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:   March  18,  1949. 

-  John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

|F.   R.   Doc.   40-2241:    Filed.   Mar.   24,    1949; 
9:00  a.  m.l 


[T.  D.  621771 

Part  22 — Drawback 

Part  23 — Enforcement  of  Customs  and 
Navigation  Laws 

drawback  claims;  knforcement 

Footnote  18  appended  to  the  sub- 
caption  "General  Regulations  Applicable 
to  All  Drawback  Claims"  preceding 
{  22.40.  Customs  Regulations  of  1943  (19 
CFR.  Cum.  Supp..  22.40),  Is  amended  to 
read  as  follows: 

>»  "Whoever  knowingly  and  willfully  flies 
any  false  or  fraudulent  entry  or  claim  for 
the  payment  of  drawback,  allowance,  or 
refund  of  duties  upon  the  exportation  of 
merchandise,  or  knowingly  or  willfully  makes 
or  files  any  false  affidavit,  abstract,  record, 
certificate,  or  other  document,  with  a  view 
to  securing  the  payment  to  himself  or  others 
of  any  drawback,  allowance,  or  refund  of 
duties,  on  the  exportation  of  merchandise, 
greater  than  that  legally  due  thereon,  shall 
be  fined  not  more  than  $5,000  or  Imprisoned 
not  more  than  two  years,  or  both,  and  such 
merchandise  or  the  value  thereof  shall  be 
forfeited."  (Pub.  Law  772.  80th  Cong.;  62 
6t«t.  683) 

(R.  S.  161.  sec.  624,  46  Stat.  759;  5  U.  S.  C. 
22.  18  U.  S.  C.  550,  19  U.  S.  C.  1624) 

Section  23.17  (a).  Customs  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp..  23.17 
ta> ),  is  amended  by  substituting  "Parts 
35  and  36  of  Title  41,  Chapter  I,  of  the 
Code  of  Federal  Regulations."  for  "T.  D. 
48105,  as  amended."  In  the  second 
sentence. 

(Sec.  609.  46  Stat.  755.  sec.  28  (b).  52 
Stat.  1089.  sec.  624.  46  Stat.  759;  19 
U.  S.  C.  1609.  1624) 

Section  23  29,  Customs  Regulations  of 
1943  (19  CFR.  Cum.  Supp.,  23.29)  Is 
amended  by  Inserting  "as  amended," 
after  "Tariff  Act  of  1930,"  and  before  the 
reference  symbol  "45". 

'Sec.  509.  46  Stat.  733,  sec.  26.  Pub. 
Law  773.  80th  Cong.,  sec.  624,  46  Stat. 
759;  19  U.  S.  C.  1509.  1624) 

The  parenthetical  matter  at  the  end 
of  §23.31  (b).  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  23.31  (b)). 
as  amended  by  T.  D.  52025,  Is  further 
amended  to  read  as  follows:  (Sec.  208, 
49  Stat.  526,  sees.  1-8,  40  Stat.  223-225, 
45  Stat.  1423,  sec.  12,  54  Stat.  10.  56  Stat. 
19.  sec.  205  (a),  61  Stat.  501,  sec.  15.  54 
Stat.  11;  18  U.  S.  C.  545.  968,  19  U.  S.  C. 
483,  22  U.  S.  C.  401-408,  452,  455) 
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(R.  S.  161.  sec.  624.  46  SUt.  759;  6  U.  S.  C. 
22,  19  U.  S.  C.  1624) 

[siALl  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  March  21,  1949. 

John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 


(F.    R.   Doc.   49-2242;    Filed, 
9:01  a.  m.l 


Mar.   24.    1949; 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIM — Office   of  the   Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,'  Amdt.  73] 

Part  825 — Rent  Regulation  Under  the 
Housing  and  Rent  Act  of  1947,  as 
amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  Is  amended  In 
the  following  respects: 

1.  Schedule  A,  item  78b,  Is  amended 
to  read  as  follows: 

(78b)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Tlfton,  Georgia,  Defense- 
Rental  Area. 

2.  Schedule  A,  Item  223b,  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Ward  C!ounty.  the  Townships  of  Har- 
rison and  Nedrose. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Minot.  North  Dakota.  Defense- 
Rental  Area  except  the  Townships  of 
Harrison  and  Nedrose. 

3.  Schedule  A,  item  241a,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Payette  County,  the  Township  of 
Washington. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Washington  Court  House.  Ohio, 
Defense-Rental  Area  except  Washington 
Township. 

4.  Schedule  A.  item  281c,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Beadle  County,  The  City  of  Huron. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Huron,  South  Dakota.  Defense- 
Rental  Area  except  the  City  of  Huron  in 
Beadle  County. 

5.  Schedule  A.  item  282a,  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Davison  County,  the  City  of  Mitchell. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Mitchell,  South  Dakota,  De- 
fense-Rental Area  except  the  City  of 
Mitchell. 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).    Applies  sec.  204, 


>  13  F.  R.  B706.  5788,  B877,  6937,  6246.  6283. 
6411,  6566,  6881,  6910.  7299.  7671,  7801,  7862, 
8217.  8327.  83£6:  14  P.  R.  17.  93.  143.  271,  337, 
466,  627.  632,  696,  856,  918,  979,  1005,  1083. 
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61  Stat.  197,  as  amended  by  62  Stat.  37 
and  by  62  Stat.  94;  60  U.  S.  C.  App.  1894) 

This  amendment  shall  becpme  effective 
March  25,  1949. 

Issued  this  22d  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expeditor. 

(F.   R.   Doc.   49-2235;    Filed.   Mar.   24,    1949; 
8:69  a.  m.] 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg,"  Amdt. 
70) 

Part  825 — Rent  Regttlations  Under  the 
Housing   and   Rent  Act   or   1947,   as 

Amended 

RENT  regulations  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§  825  81  to  825.92)  Is 
hereby  amended  In  the  following  re- 
spects : 

1.  Schedule  A,  Item  78b,  Is  amended  to 
read  as  follows: 

(78b)      (Revoked  and  decontrolled.] 

This  decontrols  from  5§  825.81  to  825.92 
the  entire  Tlftbn,  Georgia,  Defense- 
Rental  Area. 

2.  Schedule  A,  Item  223b,  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Ward  County,  the  Townships  of  Harri- 
son and  Nedrose. 

This  decontrols  from  §§  825  81  to  825.92 
all  of  the  Minot,  North  Dakota,  Defense- 
Rental  Area  except  the  Townships  of 
Harrison  and  Nedrose. 

3.  Schedule  A.  Item  241a,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Fayette  County,  the  Township  of  Wash- 
ington.  • 

This  decontrols  from  §§  825.81  to  825  92 
all  of  the  Washington  Court  House,  Ohio, 
Defense-Rental  Area  except  Washington 
Township. 

4.  Schedule  A.  item  281c,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Beadle  County,  the  City  of  Huron. 

This  decontrols  from  §§  825  81  to  825.92 
all  of  the  Huron,  South  Dakota.  Defense- 
Rental  Area  except  the  City  of  Huron  In 
Beadle  County. 

5.  Schedule  A.  Item  282a.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows; 

In  Davison  County,  the  City  of  Mitchell. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Mitchell,  South  Dakota,  De- 
fense-Rental Area  except  the  City  of 
Mitchell. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).    Applies  Sec.  204, 


'  13  P  R.  5750.  5789.  6875,  5937,  6938.  6247. 
6283.  6411.  6556.  6882,  6911,  7299,  7672,  7801. 
7862.  8218.  8328,  6388;  14  F  R.  18,  272,  337, 
457,  627,  682,  695.  857.  918.  978,  1C88. 


,  ti 
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61  Stat.  197,  as  amended  by  62  Stat.  37 
and  by  62  Stat.  94;  50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive March  25.  1949. 

Issued  this  22d  day  of  March  1949. 

TiGHi  E.  Woods. 
Housing  Expediter. 

IF    R.    Doc.    49^2236:    Filed.    Mar.    24,    1949; 
9:00  a.  m.) 


TITLE  34— NATIONAL 
MILITARY  ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

Subchapter  A— Arm.d  S«fvlc«t  Procwr«m«nt 
tegulationt 

Part  411— Labor 

Preamble.  Sections  I  through  VI  (cod- 
ified as  Parts  400-405)  of  the  Armed 
Services  Procurement  Regulation  were 
republished  In  the  Ptoeral  Register  ( 14 
P  R  522)  together  with  the  addition  of 
Sections  X  and  XI  (Parts  409  and  410,  14 
P  R  541).  and  Section  XV  (Part  414.  14 
P  R.  683) .  Section  XII  (codified  as  Part 
411  >  is  added  as  set  forth  below. 

Gordon  Gray. 
The  Assistant  Secretary  of  the  Army. 
M.  E.  Andrews, 
Assistant  Secretary  of  the  Navy. 
A.  S.  Barrows. 
Under  Secretary  of  the  Air  Force. 


Sec. 
411.000 
411  001 


Scope  of  part. 
Effective  date  of  part. 


SUBPAKT    A BASIC    LABOR    POLICIES 

411.101  Labor  relations. 

411.102  Wage  and  salary  compensation. 

411.103  Federal  and  State  labor  require- 

ments. 

subpart     B — CONVICT    LABOB 

411.201         Basic  requirement. 
411202  Applicability. 

411  203         Contract   clause. 

SUBPART   C3 DOHT-HOUR   LAW   OF    1911 

411.301  Statutory  requirement. 

411.302  Applicability. 

411.303  Contract  clauses. 
411.303-1     Clause  for  general  use. 
411.303-2     Clause   for  contracts   to   be   per- 
formed In  a  foreign  country. 

411.303  8     Clause  for  contracts  with  a  State 
or  political  subdivision. 

SUBPART    O DAVIS-BACON    ACT 

411.401         Statutory  requirement. 
411402         Applicability. 

411.403  Department     of     Labor     regula- 

tions. 

411.404  Responsibilities  of  contracting  of- 

ficers. 
411  405         Contract  clauses. 
411.405-1     Clause  for  general  use. 
411.40&-2     Clause  for  contracts  with  a  State 

or  political  subdivision. 


RULES  AND  REGULATIONS 

SUBPART  r — WALSH-HEALET  PUBLIC 
CONTKACTS  ACT 

411.601        Statutory  requirement. 
411602        AppllcabUlty. 

411.603  Responsibilities     of     Contracting 

Officers. 

411.604  Contract  clause. 

SUBPART   0 FAIR  LABOR  STANDARDS  ACT  OF    l»3a 

411.701  Static  statute. 

411.702  Suits    against    government    con- 

tractors. 

SUBPART    H — NONDISCRIMINATION    IN 
EMPLOTMRNT 

411.801  Basic  requirement. 

411.802  Applicability. 
411  803         Contract  clause. 

SUBPART  I EMPLOYMENT  RESTRICTIONS 

FOR  SBCURITT  PURPOSES 

411.901  Restrictions  on   hiring  of   aliens 

and  other  Individuals. 

411.902  Responsibilities  of  contractors  to 

employees. 

411.903  Contracts  classified  "Atomic  Ener- 

gy Restricted". 

Authority:  J§  411.000  to  411903  Issued 
under  sec.  1  (a),  (b).  54  Stat.  712,  55  Stat. 
838,  Pub.  Law  413.  80th  Cong.;  41  U.  S.  C. 
preceding  sec.  1  note,  50  U.  8.  C.  App.  601- 
622;  E.  O.  9001.  Dec.  27.  1941,  3  CFR  Cum. 
Supp. 

Part  411 — Labor 

5  411.000  Scope  of  part.  This  part 
(a)  deals  with  general  policies  regarding 
labor,  so  far  as  they  relate  to  procure- 
ment. <b)  sets  forth  certain  pertinent 
labor  laws  and  requirements,  indicating 
In  connection  with  each  its  applicability 
and  any  procedures  thereunder,  and  (c) 
prescribes  the  contract  clauses  with  re- 
spect to  each  labor  law  or  requirement. 

§411001  Effective  date  of  part. 
This  part  shall  be  complied  with  on  and 
after  July  1.  1949;  and  the  contract 
clauses  set  forth  In  this  part  shall  be  In- 
serted, whenever  applicable.  In  all  con- 
tracts executed  as  of  a  date  on  or  after 
July  1.  1949.  Compliance  with  this  part, 
and  use  of  the  contract  clauses  set  forth 
herein,  is  authorized  from  the  date  of 
issuance. 

SUBPART   A — BASIC   LABOR   POLICIES 

§411.101  Labor  relations.  It  shall  be 
the  policy  of  each  E>epartment  to  main- 
tain and  encourage  the  best  possible 
relations  with  industry  and  labor  In  order 
that  the  Government  may  procure  needed 
supplies  and  services  without  delay.  All 
problems  arising  out  of  the  labor  rela- 
tions of  private  contractors,  and  all  com- 
munications with  labor  organizations  or 
Federal  agencies  relative  thereto,  shall 
be  handled  in  accordance  with  proce- 
dures prescribed  by  each  respective  De- 
partment. The  Department  shall  ex- 
change Information  with  respect  to  labor 
matters  for  the  purpose  of  maintaining 
a  uniform  labor  policy  throughout  the 
National  Military  Establishment. 


SUBPART    ■ — COPELAND    ACT 

411.501  Basic  requirement. 

411.502  Applicability. 

411  503  Department  of  Labor  regulations. 

411.503-1  Affidavits. 

411.503-2  Inspection  of  pay-roll  records. 

411  504  Contract  clauses. 

411  504  1  Clause  for  general  use. 

411.504  2  Clause  for  contracts  with  a  State 
or  political  subdivision. 


§  411.102  Wage  and  salary  compen- 
sation. It  shall  be  the  policy  of  each  De- 
partment that  contracts  will  be  per- 
formed, so  far  as  possible,  without  work 
for  which  compensation  at  rates  In  ex- 
cess of  regular  or  straight-time  wage 
rates  Is  required  to  be  paid.  Appropri- 
ate administrative  control  over  wage  and 
salary  compensation  reimbursable  by  the 


Government.  Including  (a>  standards  of 
reasonableness  with  respect  thereto  and 
(b)  authorization  of  work  for  which  over- 
time compensation  Is  to  be  paid,  shall  be 
In  accordance  with  procedures  prescribed 
by  each  respective  Department. 

§  411.103  Federal  and  State  labor  re- 
quirements. It  shall  be  the  policy  of 
each  Department  to  cooperate  and  to  re- 
quire contractors  to  cooperate,  to  the 
fullest  extent  possible,  with  Federal  and 
State  agencies  responsible  for  enforcing 
labor  requirements  with  respect  to  such 
matters  as  safety,  health  and  sanitation, 
maximum  hours  and  minimum  wages, 
and  child  and  convict  labor. 

SUBPART  B— CONVICT  LABOR 

§  411  201  Basic  requirement.  Pur- 
suant to  the  policy  set  forth  In  the  act 
of  February  23.  1887  (18  U.  S.  Code  436). 
and  m  accordance  with  the  requirements 
of  Executive  Order  No.  325A  of  May  18. 
1905.  all  contracts  entered  into  by  any 
Department  Involving  the  employment 
of  labor  within  the  continental  Umlts 
of  the  United  States,  shall,  unless  other- 
wise provided  by  law.  contain  a  clause 
prohibiting  the  employment  of  persons 
undergoing  sentences  of  Imprisonment  at 
hard  labor  Imposed  by  State  or  munic- 
ipal criminal  courts. 

§  411  202  Applicability.  The  require- 
ment set  forth  In  J  411  201  applies,  except 
as  stated  below,  to  all  contracts  involving 
the  employment  of  labor  within  the 
continental  limits  of  the  United  States. 
The  requirement  does  not  prohibit  the 
employment  of  persons  on  parole  or  pro- 
bation, or  of  persons  who  have  been 
pardoned  or  who  have  served  their 
terms.  Furthermore,  the  requirement 
does  not  apply  to  the  following  kinds  of 
contracts: 

(a)  Any  contract  subject  to  the  pro- 
visions of  the  Walsh-Healey  Public  Con- 
tracts Act  <see  Subpart  F  of  this  part*, 
which  contains  Its  own  requirement  that 
"no  convict  labor  will  be  employed  by 
the  contractor  In  the  manufacture  or 
production  or  furnishing  of  any  of  the 
materials,  supplies,  articles,  or  equip- 
ment Included  In  such  contract": 

(b)  Any  contract  for  the  purchase  of 
supplies  or  .services  from  Federal  Prison 
Industries.  Inc..  or  from  any  State  or 
Federal  prison. 

§411203  Contract  clause.  The  con- 
tract clau.se  required  by  this  Subpart  B 
shall  be  as  follows: 

Convict  Labor.  In  connection  with  the 
performance  of  this  contract,  the  Contractor 
agrees  not  to  employ  any  person  undergoing 
sentence  of  imprisonment  at  hard  labor. 

SUBPART  C— EIOHT-HOUR  LAW  OF    1912 

5  411.301  Statutory  requirement.  In 
accordance  with  the  requirement  of  the 
Elg^t-Hour  Law  of  1912  (act  of  June  19, 
1912,  as  amended;  40  U.  S.  Code  324-326*. 
certain  contracts  entered  Into  by  any  De- 
partment shall  contain  a  clause  to  the 
effect  that  no  laborer  or  mechanic  doing 
any  part  of  the  work  contemplated  by 
the  contract  shaU  be  required  or  per- 
mitted to  work  more  than  eight  hours 
in  any  one  calendar  day  upon  such  work, 
unless  such  laborer  or  mechanic  Is  com- 
pensated for  all  hours  worked  In  excess 
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of  eight  hours  In  any  one  calendar  day  at 
not  less  than  one  and  one-half  times  the 
basic  rate  of  pay. 

§411.302  Applicability.  The  require- 
ment set  forth  In  S  411.301  applies,  except 
as  stated  below,  to  all  contracts  which 
may  require  or  Involve  the  employment 
of  laborers  or  mechanics  either  by  a  con- 
tractor or  by  any  subcontractor.  The 
requirement  doe.s  not  apply  to  the  follow- 
ing kinds  of  contracts: 

(a>  Contracts  to  be  performed  In  a 
foreign  country,  to  the  extent  that  such 
contracts  may  require  or  Involve  the  em- 
ployment of  foreign  laborers  or  mechan- 
ics (although  the  requirement  does  ap- 
ply, and  the  contract  must  so  provide, 
to  the  employment  of  any  American 
laborers  and  mechanics  under  such  con- 
tracts) ; 

(b)  Contracts  with  a  State  or  politi- 
cal subdivision  thereof  (although  the  re- 
quirement does  apply,  and  the  contract 
must  so  provide,  to  a  subcontract  there- 
under with  a  private  person  or  firm ) ; 

(c)  Contracts  <or  portions  thereof) 
for  materials  or  articles  usually  bought 
In  the  open  market  (other  than  armor 
or  armor  plate),  or  for  supplies  In  con- 
nection with  which  any  required  serv- 
ices are  merely  Incidental  to  the  sale  and 
do  not  require  substantial  employment 
of  laborers  or  mechanics; 

(d)  Contracts  (or  portions  thereof) 
.<;ubject  to  the  provisions  of  the  Walsh- 
Healey  Public  Contracts  Act  (see  Sub- 
part P  of  this  part). 

§411.303    Contract  clauses. 

1 411.303-1  Clause  for  general  use. 
Except  for  those  kinds  of  contracts  re- 
ferred to  In  S5  411.303-2  and  411.303-3. 
the  contract  clau.<;e  required  by  this  Sub- 
part C  shall  be  as  follows: 

Eight-hour  law  of  1912.  This  contract,  to 
the  cRtent  that  it  Is  of  a  character  specified 
In  the  Eight-Hour  Law  of  1912  as  amended 
(40  U.  8.  Code  324-326)  and  Is  not  covered 
by  the  Walsh-Healey  Public  Contracts  Act 
(41  U.  S.  Code  35-45),  Is  subject  to  the  fol- 
lowing provisions  and  exceptions  of  said 
Eight-Hour  Law  of  1912  as  amended,  and  to 
all  other  provisions  and  exceptions  of  said 
law:- 

No  laborer  or  mechanic  doing  any  part  of 
the  work  contemplated  by  this  contract.  In 
the  employ  of  the  Contractor  or  any  sub- 
contractor contracting  for  any  part  of  the 
said  work,  shall  be  required  or  permitted 
to  work  more  than  eight  hours  In  any  one 
calendar  day  upon  such  work  at  the  site 
thereof,  except  upon  the  condition  that  com- 
pensation is  paid  to  such  laborer  or  me- 
chanic In  accordance  with  the  provisions  of 
this  clause.  Tlie  wages  of  every  such  la- 
borer and  mechanic  employed  by  the  Con- 
tractor or  any  subcontractor  engaged  In  the 
performance  of  this  contract  shall  be  com- 
puted on  a  basic  day  rate  of  eight  hours 
jier  day;  and  work  in  excess  of  eight  hours 
per  day  Is  permitted  only  upon  the  condi- 
tion that  every  such  laborer  and  mechanic 
shall  be  compensated  for  all  hours  worked 
in  excess  of  eight  hours  per  day  at  not  less 
than  one  and  one-half  times  the  basic  rate 
of  pay.  For  each  violation  of  the  require- 
ments of  this  clause  a  penalty  of  five  dollars 
shall  be  Imposed  upon  the  Contractor  for 
each  such  laborer  or  mechanic  for  every  cal- 
endffT  day  In  which  such  employee  Is  re- 
quired or  permitted  to  labor  more  than  eight 
hours  upon  said  work  without  receiving 
compensation  computed  in  accordance  with 
this  clause;  and  all  penalties  thus  Imposed 
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shall  be  withheld  for  the  use  and  benefit 
of  the  Government. 

§  411.303-2  Clause  for  contracts  to 
be  performed  in  a  foreign  country.  In 
the  case  of  contracts  to  be  |)erformed  In 
a  foreign  country  (see  §  411.302  (a)  of 
this  siibpart)  Involving  the  employment 
of  American  laborers  or  mechanics,  the 
contract  clause  required  by  this  subpart 
shall  be  the  clause  set  forth  In  S  411.303-1 
except  that  the  second  paragraph  there- 
of shall  commence  with  the  words  "No 
American  laborer  or  mechanic." 

§  411.303-3  Clause  for  contracts  with 
a  State  or  political  subdivision.  In  the 
case  of  contracts  with  a  St^te  or  political 
subdivision  thereof  (see  §411.302  (bi). 
the  contract  clause  required  by  this  sub- 
part shall  be  the  clause  set  forth  In 
8  411.303-1  except  that  It  shall  be  pref- 
aced by  the  following  provision: 

The  Contractor  agrees  to  Insert  the  fol- 
lowing clause  In  all  subcontracts  hereunder 
with  private  persons  or  firms: 

Subpart  D — Davis-Bacon  Act 

§411.401  Statutory  requirement.  In 
accordance  with  the  requirement  of  the 
Davis-Bacon  Act  (act  of  March  3.  1931. 
as  amended;  40  U.  S.  Code  276a),  con- 
tracts over  $2,000  entered  into  by  any  De- 
partment for  the  construction,  alteration 
or  repair  (Including  i>ainting  and  deco- 
rating) of  public  buildings  or  public 
works  shall  contain  a  provision  to  the 
effect  that  no  laborer  or  mechanic 
employed  directly  upon  the  work  contem- 
plated by  the  contract  shall  receive  less 
than  the  prevailing  wages  as  determined 
by  the  Secretary  of  Labor. 

§  411.402  Applicability.  The  require- 
ment set  forth  in  §  411.401  applies,  ex- 
cept as  stated  below,  to  all  contracts  over 
$2,000  for  construction  or  repair,  and  In- 
volving the  employment  of  mechanics  or 
laborers  either  by  a  contractor  or  by  any 
subcontractor.  The  kind  of  work  cov- 
ered by  the  Davis-Bacon  Act  embraces 
construction  activity  as  distinguished 
from  the  manufacturing  or  furnishing 
of  supplies.  The  requirement  does  not 
apply  to  the  following  kinds  of  contracts: 

(a)  Contracts  for  supplies  (Including 
Installations  or  maintenance  work  which 
Is  only  Incidental  to  the  furnishing  of 
such  supplies;  although  the  requirement 
does  apply  d  •  where  installation  Involves 
a  substantial  amount  of  construction  at 
the  site,  such  as  for  heavy  generators 
and  large  refrigerators,  (2)  to  the  trans- 
portation of  supplies  to  or  from  the 
building  site  by  employees  of  the  con- 
struction contractor  or  of  a  construction 
subcontractor,  and  (3)  to  the  manufac- 
turing or  furnishing  of  supplies,  such  as 
window  frames  and  other  millwork,  on 
the  building  site  by  the  construction  con- 
tractor or  by  a  construction  subcon- 
tractor) : 

(b)  Contracts  for  servicing  or  main- 
tenance work  (including  Installation  or 
movement  of  machinery  or  other  equip- 
ment in  a  building  completed  or  substan- 
tially completed,  and  incidental  plant  re- 
arrangement; although  the  requirement 
does  apply  to  servicing  or  maintenance 
work  performed  as  a  part  of  the  construc- 
tion or  repair  of  public  buildings  or  pub- 
lic works) ; 
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(c')  Contracts  fpr  the  construction  or 
repair  of  vessels,  aircraft  or  other  kinds 
of  personal  property; 

(d)  Contracts  to  be  performed  (1) 
outside  the  continental  United  States  and 
Its  territories  of  Alaska  and  Hawaii,  or 
(2)  at  a  place  not  known  or  not  reason- 
ably ascertainable  at  the  time  the  con- 
tract Is  entered  Into; 

(e>  Contracts  with  a  State  or  political 
subdivision  thereof  (although  the  re- 
quirement does  apply,  and  the  contract 
must  so  provide,  to  a  subcontract  there- 
under with  a  private  person  or  firm ) . 

?  411.403  Department  of  Labor  Regu- 
lations. The  wage  determinations  of  the 
Secretary  of  Labor  under  the  Davis- 
Bacon  Act  are  made  in  accordance  with 
Regulations  No.  503  entitled  "Regula-^ 
tions  Prescribed  by  the  Secretary  of 
Labor  as  to  the  Procedure  To  Be  Followed 
in  Predetermining  Prevailing  Rates  of 
Wages."  dated  September  30,  1935,  as 
amended. 

§  41 1.404  Responsibilities  of  Contract- 
ing Officers.  Whenever  the  Davis-Bacon 
Act  is  applicable,  the  Contracting  Officer 
shall.  In  accordance  with  procedures  pre- 
scribed by  each  respective  Department: 

(a)  Prior  to  soliciting  bids  or  request- 
ing informal  proposals,  obtain  and  make 
known  the  current  determination  of 
wage  rates  appropriate  for  the  contract 
concerned; 

(b)  Report  to  the  disbursing  officer  on 
Standard  Form  No.  1093  ("Schedule  of 
Deductions  From  Payments  to  Con- 
tractors") any  Instance  that  comes  to 
his  attention  of  any  laborer  or  mechanic 
being  paid  wages  less  than  the  wages 
required  by  the  appropriate  determina- 
tion of  the  Secretary  of  Labor. 

5  411.405    Contract  clauses. 

§  411.405-1  Clause  for  general  use. 
Except  for  the  kind  of  contracts  referred 
to  in  §  411.405-2,  the  contract  clause  re- 
quired by  this  subpart  shall  be  as  follows: 

Davis-Bacon  Act.  This  contract,  to  the 
extent  that  It  Is  of  a  character  specified  In 
the  Davis-Bacon  Act  as  amended  (40  U.  8. 
Code  276a),  Is  subject  to  all  provisions  and 
exceptions  of  said  Davis-Bacon  Act,  Including 
In  particular  the  following; 

(a)  Tlie  Contractor  and  his  subcontractors 
shall  pay  all  mechanics  and  laborers  em- 
ployed directly  upon  the  site  of  the  work,  un- 
conditionally and  not  less  often  than  once  a 
week,  and  without  subsequent  deduction  or 
rebate  on  any  account  (except  such  pay-roll 
deductions  as  are  permitted  by  applicable 
regulations  prescribed  by  the  Secretary  of 
Labor),  the  full  amounts  accrued  at  time  of 
payment  computed  at  wage  rates  not  less 
than  those  stated  In  the  specfflca tions.  re- 
gardless of  any  contractual  relationship 
which  may  be  alleged  to  exist  between  the 
Contractor  or  subcontractor  and  such  la- 
borers and  mechanics;  and  the  scale  of  wages 
to  be  paid  shall  be  posted  by  the  Contractor 
in  a  prominent  and  easily  accessible  place 
at  the  site  of  the  work. 

(b)  The  Contracting  Officer  shall  have  the 
right  to  withhold  from  the  Contractor  so 
much  of  accrued  pajrments  as  may  be  con- 
sidered necessary  by  the  Contracting  OfUcer 
to  pay  to  laborers  and  mechanics  employed 
on  the  work  the  difference  between  ( 1 )  the 
rates  of  wages  required  by  the  contract  to  be 
paid  laborers  and  mechanics  on  the  work  and 
(2)  the  rates  of  wages  received  by  such  la- 
borers and  mechanics  and  not  refunded  to 
the  Contractor,  subcontractors,  or  their 
agents. 
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(c)  In  the  event  It  Is  found  by  the  Con- 
tracting Officer  that  any  laborer  or  mechanic 
employed  by  the  Contractor  or  any  subcon- 
tractor directly  on  the  site  of  the  work 
covered  by  the  contract  has  been  or  Is  being 
paid  a  rate  of  wagea  less  than  the  rate  of 
wages  required  by  the  contract  to  be  paid  as 
aforesaid,  the  Contracting  Officer  may  ( 1 )  by 
written  notice  to  the  Contractor,  terminate 
his  right  to  proceed  with  the  work,  or  such 
part  of  the  work  as  to  which  there  has  been 
a  failure  to  pay  said  required  wages,  and  (2) 
prosecute  the  work  to  completion  by  con- 
tract or  otherwise,  whereupon  the  Contractor 
and  his  sureties  shall  be  liable  to  the  Govern- 
ment for  any  excess  costs  occasioned  the 
Government  thereby. 

S  411.405-2  ClaiLse  for  contracts  with 
a  State  or  political  subdivision.  In  the 
case  of  contracts  with  a  State  or  political 
subdivision  thereof  (see  §  411.402  (e)  of 
this  subpart",  the  contract  clause  re- 
quired by  this  subpart  shall  be  the  clause 
set  forth  in  §411.405-1  except  that  it 
shall  be  prefaced  by  the  following 
provision : 

The  Contractor  agrees  to  Insert  the  follow- 
ing clause  In  all  subcontracts  hereunder  with 
private  persons  or  ftrma: 

Subpart  E — Copeland  Act 

§  411.501  Basic  requirement.  The 
Copeland  ("Antl-Klckback")  Act  (act  of 
June  13,  1934;  40  U.  S.  Code  276  b-c) 
makes  it  unlawful  to  Induce,  by  force  or 
otherwise,  any  person  employed  in  the 
construction  or  repair  of  public  buildings 
or  public  works  (including  those  financed 
In  whole  or  in  part  by  loans  or  grants 
from  the  United  States)  to  give  up  any 
part  of  the  compensation  to  which  he  is 
entitled  under  his  contract  of  employ- 
ment. In  accordance  with  regulations  of 
the  Secretary  of  Labor  Issued  pursuant  to 
the  Copeland  Act.  certain  contracts  en- 
tered into  by  any  E>epartment  shall  con- 
tain a  provision  to  the  effect  that  the 
contractor  and  any  subcontractor  shall 
comply  with  the  regulations  of  the  Sec- 
retary of  Labor  under  said  act. 

§411.502  Applicability.  The  require- 
ment set  forth  in  §  411.501  applies,  except 
as  stated  below,  to  all  contracts  for  the 
construction  or  repair  of  public  build- 
ings or  public  works.  The  kind  of  work 
covered  by  the  Copeland  Act  embraces 
construction  activity  as  distinguished 
from  the  manufacturing  or  furnishing  of 
supplies.  This  requirement,  as  in  the 
case  of  the  Davis-Bacon  Act  (see  Subpart 
D  of  this  part),  does  not  apply  to  the 
kinds  of  contracts  described  in  S  411.402 
(a>  to  (e>  inclusive. 

§  411.503  Department  of  Labor  regu- 
lations. The  procedure  to  be  followed  in 
connection  with  contracts  subject  to  the 
Copeland  Act  Is  prescribed  by  regulations 
issued  by  the  Secretary  of  Labor. 

§411.503-1  Affidavits.  Every  con- 
tractor and  subcontractor  engaged  in 
work  subject  to  the  Copeland  Act  is  re- 
quired to  furnish  each  week  to  the  Con- 
tracting OfiBcer.  in  accordance  with  regu- 
lations issued  by  the  Secretary  of  Labor, 
a  sworn  affidavit  with  respect  to  wages 
paid  to  its  laborers  and  mechanics  and 
their  immediate  supervisors.  Affidavits 
will  be  forwarded  by  the  Contracting 
Officer  directly  to  the  Office  of  the  Solici- 
tor, Department  of  Labor,  on  a  quarterly 
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basis  for  the  periods  ending  March  31, 
June  30,  September  80,  and  December  31. 
for  all  contracts  except  railroad  con- 
tracts, and  on  a  semiannual  basis  for  the 
periods  ending  June  30  and  December  31 
for  railroad  contracts. 

§  411.503-2  Inspection  of  pay-roll  rec- 
ords. Weekly  pay-roll  records  of  con- 
tractors and  subcontractors  subject  to 
the  Copeland  Act  are  available  for  In- 
spection by  the  Contracting  Officer  dur- 
ing the  performance  of  the  contract  and 
for  a  period  of  three  years  from  the  date 
of  Its  completion. 

§411.504     Contract  clauses. 

§  411.504-1  Clause  for  general  use. 
Except  for  the  kind  of  contracts  referred 
to  in  §  411.504-2,  the  contract  clause  re- 
quired by  this  subpart  shall  be  as  follows: 

Copeland  Act.  To  the  extent  that  thla 
contract  Is  of  a  charticter  specified  In  the 
Copeland  ("Antl-Klckback")  Act  as  amended 
(40  U.S.  Code  276  b-c).  the  Contractor  agrees 
to  comply  with  the  regulations,  rulings,  and 
Interpretations  of  the  Secretary  of  Labor  pur- 
suant to  said  Copeland  Act.  which  act  makes 
It  unlawful  to  Induce  any  person  employed  In 
the  construction  or  repair  of  public  buildings 
or  public  works  to  give  up  any  part  of  the 
compensation  to  which  he  Is  entitled  under 
his  contract  of  employment;  and  the  Con- 
tractor agrees  to  Insert  a  like  provision  In  all 
subcontracts  hereunder. 

§  411.504-2  Clause  for  contracts  with 
a  State  or  political  subdivision.  In  the 
case  of  contracts  with  a  State  or  political 
subdivision  thereof  (see  §411.402  (e)  of 
this  subpart,  relative  to  the  Davis-Baccn 
Act),  the  contract  clause  required  by  this 
subpart  shall  be  the  clause  set  forth  in 
§  411.504-1  except  that  it  shall  be  pref- 
aced by  the  following  provision: 

The  Contractor  agrees  to  Insert  the  follow- 
ing clause  In  all  subcontracts  hereunder  with 
private  persons  or  firms: 

Subpart  P — Walsh-Healev  Public 
Contracts  Act 

§  411.601  Statutory  requirement.  In 
accordance  with  the  requirement  of  the 
Walsh-Healey  Public  Contracts  Act  'act 
of  June  30.  1936.  as  amended;  41  U.  S. 
Code  35-45 » .  all  contracts  entered  into  by 
any  Department  for  the  manufacture  or 
furnishing  of  supplies  in  any  amount  ex- 
ceeding $10,000  shall  incorporate  by  ref- 
erence the  representations  and  stipula- 
tions required  by  said  act  pertaining  to 
such  matters  as  minimum  wages,  maxi- 
mum hours,  child  labor,  convict  labor, 
safe  and  sanitary  working  conditions, 
and  the  contractor's  status  as  a  manu- 
facturer or  regular  dealer. 

§  411.602  Applicability.  The  require- 
ment set  forth  in  §  411.601  applies  to  con- 
tracts for  the  manufacture  or  furnish- 
ing of  "materials,  supplies,  articles,  and 
equipment"  which  are  to  be  performed 
within  the  United  States  or  its  territories 
and  which  exceed  or  may  exceed  $10,000 
In  amount.  Pursuant  to  the  Walsh- 
Healey  Act,  the  Secretary  of  Labor  has. 
issued  detailed  regulations  and  interpre- 
tations as  to  the  coverage  of  said  act, 
and  exemptions  and  procedures  there- 
under. These  regulations  and  Interpre- 
tations are  compiled  in  a  document  en- 
titled "Walsh-Healey  Public  Contracts 
Act.  Rulings  and  Interpretations."    In 


addition  to  the  Interpretations  stated  In 
that  document,  attention  is  directed  to 
an  opinion  of  the  Department  of  Labor 
that  contracts  which  are  originally  $10.- 
000  or  less,  but  are  subsequently  modified 
to  increase  the  price  to  an  amount  in  ex- 
cess of  $10,000.  are  subject  to  the  Walsh- 
Healey  Act;  and  that  contracts  in  an 
amount  exceeding  $10,000.  which  are  sub- 
sequently modified  to  a  figure  of  $10,000 
or  less,  are  not  subject  to  said  act  with 
respect  to  work  performed  after  such 
modification  if  modification  Is  effected  by 
mutual  agreement. 

§411.603  Responsibilities  of  Con- 
tracting Officers.  Whenever  the  Walsh- 
Healey  Public  Contracts  Act  is  applicable, 
the  Contracting  Officer  shall,  pursuant  to 
regulations  or  instructions  Issued  by  the 
Secretary  of  Labor  and  In  accordance 
with  procedures  prescribed  by  each  re- 
spective Department: 

(a)  Inform  prospective  contractors  of 
the  possible  applicability  of  minimum 
wage  determinations; 

(b)  Purnl.sh  to  the  contractor  a  poster 

(Form  PC-13* ; 

(c)  Prepare  and  transmit  Form  PC-1 ; 

(d)  Report  to  the  Department  of  La- 
bor any  violation  of  the  representations 
or  stipulations  required  by  the  Walsh- 
Healey  Act. 

§411.604  Contract  clause.  The  con- 
tract clause  required  by  this  subpart 
shall  be  as  follows: 

Walsh-Healey  Public  Contracts  Act.  If 
this  contract  Is  for  the  manufacture  or  fur- 
nishing of  materials,  supplies,  articles  or 
equipment  In  an  amount  exceeding  IIO.OOO 
and  Is  otherwise  subject  to  the  Walsh-Healey 
Public  Contracts  Act  as  amended  (41  U.  S. 
Code  35-45),  there  are  hereby  Incorporated 
by  reference  and  representations  and  stipu- 
lations required  by  said  act  and  regulations 
issued  thereunder  by  the  Secretary  of  Labor, 
such  representations  and  stipulations  being 
subject  to  all  applicable  rulings  and  Inter- 
pretations of  the  Secretary  of  Labor  which 
are  now  or  may  hereafter  be  in  effect. 

Subpart  G — Fair  L\bor  Standards  Act 
OF  1938 

§  411.701  Basic  statute.  The  Pair 
Labor  Standards  Act  of  1938  (act  of  June 
30,  1938;  29  U.  S.  Code  201-219)  provides 
for  the  establishment  of  minimum  wage 
and  maximum  hour  standards,  creates  a 
Wage  and  Hour  Division  in  the  Depart- 
ment of  Labor  for  purposes  of  interpreta- 
tion and  enforcement  (Including  Investl- 
gatioas  and  inspections  of  Government 
contractors),  and  prohibits  oppressive 
child  labor.  Said  act  applies  to  all  em- 
ployees, unless  otherwise  exempted,  who 
are  engaged  In  (a»  interstate  commerce 
or  (b>  the  production  of  goods  for  such 
commerce  or  (o  occupations  or  processes 
necessary  to  such  production. 

§  411.702  Suits  against  government 
contractors.  Payments  made  pursuant 
to  the  provisions  of  the  Pair  Labor  Stand- 
ards Act  are  usually  reimbursable  under 
cost  or  cost-plus-a-fixed-fee  contracts. 
Consequently,  each  Department  has  a 
direct  Interest  In  claims  and  suits  under 
said  act  which  are  made  or  brought  in 
connection  with  such  contracts.  'In  this 
connection,  procedures  have  been  estab- 
lished, by  agreement  between  the  Depart  - 
ment  of  Justice  on  the  one  hand  and  th« 
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Departments  of  the  Army,  Navy,  and  Air 
Force  on  the  other  hand,  governing  the 
defense  of  such  Fair  Labor  Standards 
Act  suits.  These  procedures  in  general 
contemplate  the  defense  of  Pair  Labor 
Standards  Act  suits  by  private  counsel 
employed  by  the  Contractor,  the  employ- 
ment of  whom  is  approved  by  the  Depart- 
ment concerned.  These  procedures  must 
be  followed  If  contractors  are  to  be  re- 
imbursed for  the  amount  of  any  judg- 
ment under  said  act,  or  for  any  litigation 
expenses  (including  the  reasonable  fees 
of  such  private  counsel). 

Subpart  H — Nondiscrimination  in 
Employment 

§  411.801  Basic  requirement.  In  ac- 
cordapce  with  the  requirement  of  Execu- 
tive Order  No.  8802  of  June  25,  1941.  as 
amended  by  Executive  Order  No.  9346  of 
May  27,  1943.  certain  contracts  entered 
into  by  any  Department  shall  contain  a 
provision  obligating  the  contractor  not 
to  discriminate  against  any  employee  or 
applicant  for  employment  because  ol 
race,  creed,  color,  or  national  origin  (In- 
cluding noncltlzenshlp).  and  further  ob- 
ligating the  contractor  to  include  a  simi- 
lar provision  in  all  subcontracts. 

§411.802  Applicablity.  The  require- 
ment set  forth  In  the  preceding  para- 
graph applies.  In  general,  to  all  contracts 
Involving  the  employment  of  labor.  The 
requirement  does  not  apply: 

(a)  To  contracts  with  foreign  con- 
tractors for  work  to  be  performed  outside 
the  limits  of  the  continental  United 
States  and  Its  territories  where  no  re- 
cruitment of  workers  within  said  limits 
Is  Involved,  and 

(b)  To  .«:ubcontracts  for  standard  com- 
mercial .supplies  or  for  raw  materials. 

§  411.803  Contract  clause.  The  con- 
tract clause  required  by  this  subpart 
shall  be  as  follows: 

Nondiscrimination  in  employment.  In 
connection  with  the  performance  of  this 
contract,  the  Contractor  agrees  not  to  dis- 
criminate against  any  employee  or  applicant 
for  employment  because  of  race,  creed,  color, 
or  national  origin;  and  further  agrees  to  In- 
sert the  foregoing  provision  In  all  subcon- 
tracts hereunder  except  subcontracts  for 
standard  commercial  supplies  or  for  raw  ma- 
terlaU. 

Subpart    I — Employment    Restrictions 
FOR  Security  Purposes 

§411.901  Restrictions  on  hiring  of 
aliens  and  other  individuals.  It  shall  be 
the  policy  of  each  Department,  In  the 
Interest  of  .safeguarding  the  national 
security,  to  require  written  consent  of 
the  Secretary  of  the  Department  con- 
cerned (In  accordance  with  procedures 
prescribed  by  that  Department )  prior  to 
(a)  the  employment  of  any  alien  on  any 
contract  for  aircraft,  aircraft  parts,  or 
aeronautical  acces.sories,  or  on  any  con- 
tract classified  "Top  Secret."  "Secret," 
"Confidential."  or  "Restricted,"  and  (b) 
the  employment  of  any  Individual  on  any 
Top  Secret  or  Secret  contract. 

§  411.902  Responsibilities  of  contrac- 
tors to  employees.  In  connection  with 
all  classified  contracts.  It  shall  be  the 
policy  of  each  Department  to  require 
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that  a  contractor  will  be  responsible  for 
famishing  to  the  Contracting  Officer  (a) 
any  requested  information  with  respect 
to  his  employees,  and  (b)  information 
and  reports  regarding  any  subversive  ac- 
tivities of  his  employees. 

§  411.903  Contracts  classified  "Atomic 
Energy  Restricted."  Employment  re- 
strictions with  respect  to  any  contract 
classified  "Atomic  Energy  Restricted" 
shall  be  in  accordance  with  regulations 
of  the  Atomic  Energy  Commission  and 
procedures  prescribed  by  each  respective 
Dep)artment. 

(F.   R.   Doc.   49-2215:    Filed,   Mar.   24,    1949; 
8:46  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 

Commission 

{Docket  No.  86«61 

Parts  71-77 — Transportation  of 
Explosives 

miscellaneous  amendments 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  3,  held  at  its 
office  In  Washington,  D.  C.  on  the  7th 
day  of  March  A.  D.  1949. 

It  appearing,  that  pursuant  to  the 
Transportation  of  Explosives  Act  of 
March  4,  1921  (41  Stat.  1444),  sections 
831-835  of  Title  18  of  the  United  States 
Code  approved  June  25,  1948,  and  Part 
II  of  the  Interstate  Commerce  Act,  as 
amended,  the  Commission  has  heretofore 
formulated  and  published  certain  regu- 
lations for  the  transportation  of  explo- 
sives and  other  dangerous  articles. 

It  further  appearing,  that  In  applica- 
tions received  we  are  asked  to  amend  the 
aforesaid  regulations  as  set  forth  In  pro- 
visions made  a  part  thereof. 

//  is  ordered,  That  the  aforesaid  regu- 
lations for  the  transportation  of  explo- 
sives and  other  dangerous  articles  be, 
and  they  are  hereby,  amended  as  fol- 
lows : 

Part  71 — General  Information  and 
Regulations 

Section  71.2  ( formerly  sec.  B,  order  Au- 
gust 16,  1940)  is  canceled  and  the  fol- 
lowing Is  substituted  In  lieu  thereof: 

§  71.2  Act  of  Congress.  Section  834, 
Title  18  of  the  United  States  Code,  ap- 
proved June  25,  1948  (Pub.  Law  772.  80th 
Cong.) ,  provides  that  whoever  knowingly 
delivers  to  any  common  carrier  engaged 
In  interstate  or  foreign  commerce  by 
land  or  water,  or  carries  upon  any  car  or 
vehicle  operated  by  any  common  carrier 
engaged  In  interstate  or  foreign  com- 
merce by  land,  any  explosive  or  other 
dangerous  article  specified  in  section  832, 
under  any  false  or  deceptive  marking, 
description,  invoice,  shipping  order  or 
declaration,  or  does  not  Inform  the  agent 
of  such  carriers.  In  writing,  of  the  true 
character  of  .such  explosive  or  other  dan- 
gerous article,  or  does  not  plainly  mark 
on  the  outside  of  every  package  con- 
taining explosives  or  other  dangerous  ar- 
ticles the  contents  thereof,  shall  be  fined 
or  imprisoned,  or  both. 
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Section  71.3  (formerly  sec.  C,  orders 
August  16, 1940,  and  November  8, 1941)  Is 
amended  by  deleting  paragraph  (b)  (for- 
merly paragraph  (2) )  and  by  amending 
paragraphia)  (formerly paragraph  (1) ) 
to  read  as  follows: 

5  71.3  Changes  in  the  regulations, 
shippers  by  rail,  highway,  and  water,  and 
carriers  by  rail  and  highway,  (a)  Sec- 
tion 835  of  the  act  of  Jime  25.  1948.  au- 
thorizes the  Commission  to  formulate 
regulations  for  the  safe  transportation  of 
explosives  and  other  dangerous  articles 
and  either  upon  Its  own  motion,  or  upon 
application  by  any  Interested  party,  to 
make  changes  or  modifications  in  such 
regulations,  made  desirable  by  new  in- 
formaiton  or  altered  conditions.  It  fur- 
ther provides  that  In  the  execution  of  sec- 
tions 831-835  of  the  act  the  Commission 
may  utilize  the  services  of  the  Bureau 
for  the  Safe  Transportation  of  Explosives 
and  Other  Dangerous  Articles  (herein- 
after called  Bureau  of  Explosives).  The 
Bureau  of  Explaslves  will  make  Inspec- 
tions and  conduct  Investigations  and  will 
confer  with  manufacturers  and  shippers 
with  a  view  to  determining  what  regula- 
tions will  within  reasonable  limits  afford 
the  highest  degree  of  safety  In  prepar- 
ing and  packing  explosives  and  other 
dangerous  articles  for  transportation  by 
carriers  by  rail,  highway,  or  water.  The 
Commission  will  give  due  weight  to  the 
expert  opinions  thus  obtained.  Reports 
of  these  investigations  will  be  made  to 
the  Commission  with  recommendations. 

Section  71.6  (formerly  sec.  P.  order 
August  16,  1940)  is  amended  to  read  as 
follows: 

5  71.6  Approved  changes:  notice.  The 
act  of  June  25,  1948,  requires  that  notice 
of  90  days  after  formulation  and  publi- 
cation should  be  given  of  the  effective 
date  of  new  or  modified  regulations,  un- 
less a  shorter  time  Is  authorized  by  the 
Commission.  The  authority  to  establish 
amended  regulations  upon  less  than  90 
days'  notice  will  be  exercLsed  only  in  in- 
stances where  special  and  peculiar  cir- 
cumstances or  conditions  fully  justify  It. 

In  §  71.8  Definitions,  paragraph  (b) 
(formerly  -sec.  H  (2),  order  August  16, 
1940)  Is  amended  to  read  as  follows: 

(b)  In  section  832  of  the  act  of  June 
25.  1948,  it  is  provided  that  whoever 
knowingly  transports  certain  explosives 
on  any  car  or  vehicle  of  any  description 
operated  in  the  transportation  of  passen- 
gers by  a  common  carrier  engaged  in  in- 
terstate or  foreign  commerce,  which  car 
or  vehicle  Is  carrying  pa.ssengers  for  hire, 
shall  be  fined  or  imprisoned  or  both.  It 
is  further  provided  that  under  limited 
conditions,  certain  explosives  may  be 
transported  in  a  single  car  or  vehicle  but 
such  explosives  shall  not  be  carried  In 
that  part  of  a  car  or  vehicle  which  Is  be- 
ing used  for  the  transportation  of  pas- 
sengers for  hire.  As  used  in  Parts  71-77 
the  term  "car  or  vehicle  of  any  descrip- 
tion operated  in  the  transportation  of 
passengers  •  »  •  for  hire"  means 
any  railroad  car  of  a  passenger  train,  or 
highway  vehicle,  with  pa.ssengers  for  hire 
In  the  same  such  railroad  car  or  highway 
vehicle. 


1350 

Section  71.10  (formerly  sec.  J,  ordpr 
August  16.  1940)  Is  amended  to  read  as 
follows: 

S  71.10  Inflammable  ( flamm-able)  or 
combustible  liquids  in  bulk.  Nothing  In 
Parts  71-77  shall  be  construed  as  affect- 
ing the  transportation  of  inflammable 
(flammable)  or  combustible  liquids  in 
bulk  on  board  vessels  which  transpor- 
tation Is  governed  by  the  rules  and  reg- 
ulations promulgated  under  R.  S.  4417a; 
47  U.  S.  C.  391a  (see  46  CFR  Part  146). 


RULES  AND  REGULATIONS 

I  7^.5    List  of  explosives  and  other  dangerous  articles. 


Part  72 — Commodity  List  of  Explosives 
AND  Other  Dangerous  Articles  Con- 
taining THE  Shipping  Name  or  Descrip- 
tion or  ALL  Articles  Subject  to  Parts 
71-77 

Section  72.1  (formerly  sec.  1,  order  Au- 
gu-st  16.  1940)  is  amended  to  read  as  fol- 
lows: 

S  72.1  Proper  shipping  name.  The 
proper  shipping  name  which  must  be 
used  and  shown  on  outside  shipping  con- 
tainers appears  in  Roman  type  (hot 
Italics).  The  abbreviations  N.  O.  I.  and 
N.  O.  I.  B.  N.  may  be  used  in  lieu  of  the 
abbreviations  n.  o.  s.  where  it  appears  in 
the  list  of  explosives  and  other  danger- 
ous articles. 

Section  72  4  (formerly  sec.  4,  order  Au- 
gust 16.  1940.  July  1,  1941,  November  8. 
1941.  February  26.  1942,  and  April  19. 
1948 >  is  amended  to  read  as  follows: 

§  72.4  Explanation  of  signs  and  abbre- 
viations. 

•Indicates  that  articles  may  or  may  not  be 
classed  as  Inflammable  (flammable)  liquids. 
Inflammable  (flammable)  solids,  compressed 
gases,  poisons,  or  corrosive  liquids  by  Parts 
71-77.  If  so  classed  such  articles  are  subject 
to  the  rei?ulatlon8  prescribed  for  articles 
within  these  deflnltlons. 

Inf.     L— Inflammable     (flammable)     liquid 
( see  Note  1 ) . 

Inf.  S. — Inflammable  (flammable)  solid. 

Oxy.  M. — Oxidizing  material. 

Cor.  L. — Corrosive  liquid. 

Noninf.    G. — Nonlnflammable     (nonflamma- 
ble) compressed  gas. 

Inf.     O — Inflammable      (flammable)      com- 
pressed gas. 

Pols.  A. — Poison  gas  or  liquid.  Class  A. 

Pols.  B. — Poisonous  liquid  or  solid.  Class  B. 

Pols.  C. — Tear  Gas.  Class  C. 

Pols.  D. — Radioactive  materials.  Class  D. 

Expl.  A, — Class  A  Explosives. 

Expl.  B. — Class  B  Explosives. 

Expl.  C. — Class  C  Explosives. 

Not  accepted — Means  not  to  be  offered  or  ac- 
cepted for  transportation. 

Forbidden — Means  prohibited  by  law. 

^»— Indicates  that  articles  may  be  transported 

as  rail  baggage. 
Z — Required  for  rail  express  shlpment.s  only. 

jt  r — Required   for  rail   express   and  water 
shlpmentB  only. 

N.  O.  S. — Means  not  otherwise  specified. 

N.  O.  I. — Means  not  otherwise  Indexed. 

N    O.  I.  B.  N. — Means  not  otherwise  Indexed 
by  name. 

NoTC  1:  The  words  "Inflammable"  and 
"flammable"  are  Interchangeable.  (18  U.  S.  C. 
835) 

The  following  amendments  are  made  to 
§  72  5  (formerly  part  of  sec.  4.  List  of  Ex- 
plosives and  Other  Dangerous  Articles. 
orders  August  16.  1940.  February  26. 1942. 
October  28.  1942.  September  7,  1944,  and 
January  25.  1945) : 


Article 

Classed  a»— 

Exemptions  and  packing 
(st'ction  referents  are  to 
I'art  73  (formerly  Part  3)) 

Label  required 
U  not  exempt 

Maximum  quan- 
tity in  one  out- 
side container 
by  rail  express 

{Change) 

Ozy  M 

153,156       

Yellow 

100  pounds. 

Calcium  re&iuaie •>!«... 

Ciilclum  resinato,  fused 

1  Tolfinror>HJiH 

Inf  8     "'.' 

No  t!X0niDtion  IM    .  

Yellow 

i2.S  pounds. 

Inf  S 

No  exemption  166 

Yellow 

125  pound.H. 

Inf  O 

302,  303 

Red 

301)  pounds. 

Fire  extinguishers ^^^.v.,. 

Noninf.  O 

Oxy  M 

302                

Oreen 

300  pound"*. 

173,  183 

Yellow 

100  pounds. 

(Addition*) 
Dispersant  iras,  n.  o.  s 

Noninf.  O 

Oor  L 

302  303                    

Oreen 

900  pounds. 

No  exemption  278 

White 

S  pints. 

Nitrohydrochioric  add  diluted. 

Cor  L 

No  exemutlon  278 

White 

8  pints. 

Part  73 — Regul.^tions  Applying  to 
Shippers 

subpart  b — explosives,  packing  and 

MARKXNQ 

Section  73  64  (formerly  sec.  64.  order 
August  16,  1940)  Is  amended  by  adding 
the  following  subdivislen  to  paragraph 
(c)  (13)  (11)  (formerly  (c)  (13)  (b)): 

(a)  Spec.  23F.  Piberboard  boxes. 
Oross  weight  not  to  exceed  65  pounds. 

In  3  73.66  paragraph  (a)  (formerly  sec. 
66  (a) ,  order  August  16, 1940)  is  amended 
to  read  as  follows: 

!  73.66  Ammunition  for  small  arms. 
(a)  Small-arms  ammunition  includes  all 
fixed  ammunition,  class  C.  of  caliber  less 
than  37  mm  such  as  Is  used  in  pistols, 
revolvers,  rifles,  shot  guns  and  similar 
firearms,  or  in  machine  guns,  with  non- 
explosive  bullets,  and  consists  usually  of 
a  paper  or  metallic  cartridge  case,  the 
primer,  and  the  propelling  powder 
charge,  with  or  without  shot,  bullet  (ex- 
cept explosive  bullets  > ,  tear  gas  material, 
or  pyrotechnics,  the  component  parts 
necessary  for  one  firing  being  all  in  one 
assembly. 

SUBPART    C    —    DANGEROUS    ARTICLES   OTHER 
THAN   EXPLOSIVES,   PACKING  AND  MARKING 

In  §73.108  paragraph  (g>  (formerly 
sec.  108  <g>,  order  August  16,  1940)  is 
amended  to  read  as  follows: 

(g)  Spec.  104 A.  104A-W,  105A300, 
105A300-W.  105A400,  105A400-W.  105A- 
500.  105A500-W.  105A600.  105A600-W.  or 
ARA-IV-A.  Tank  car.s.  See  note  1.  §  73.- 
110  (c)  (8).  (See  §73.423  for  shipping 
instructions.)  • 

In  §  73.109  paragraph  (f)  (formerly 
sec.  109  <f),  order  August  16.  1940'  is 
amended  to  read  as  follows: 

(f)  Spec.  104A,  104A-W.  105A300. 
105A300-W.  105A400.  105A400-W.  105A- 
500,  105A500-W.  105A600,  105A600-W.  or 
ARA-IV-A.  Tank  cars.  See  note  1,  §  73.- 
110  (c)  (8).  See  §73.423  for  shipping 
instructions.) 

In  §  73.110  paragraph  (a)  (3)  (former- 
ly .sec.  110  (a)  ( 3 >,  order  August  13,  1943) 
is  amencjed  to  read  as  follows: 

(3)  Spec.  5,  5A,  SB.  5C.  5G.  or  SM. 
Metal  barrels  or  drums,  with  openings  not 
exceeding  2.3  inches  in  diameter. 

In  §73.110  paragraph  (a)  (13)  (for- 
merly sec.  110  (a)  (II).  order  August  II, 
1940)  is  amended  to  read  as  follows: 


(13)  Spec.  103.  103-W,  104.  104-W, 
104A.  104A-W.  105A300.  105A300-W. 
105A400.  105A400-W.  105A500,  lOSA- 
500-W.  105A600.  105A600-W,  ARA-II, 
ARA-III.  ARA-IV,  or  ARA-IV-A.  Tank 
cars.  For  cars  equipped  with  expansion 
domes,  manhole  closures  must  be  so  de- 
signed that  pressure  will  be  released  au- 
tomatically by  starting  the  operation  of 
removing  the  manhole  cover.  (See  §  73.- 
423  for  shipping  Instructions.) 

In  §  73.110  paragraph  (c)  (5)  (former- 
ly sec.  110(c)  ( 5 ) ,  order  August  16.  1940 ) 
Is  amended  to  read  as  follows: 

(5)  Spec.  103,  103-W,  104.  104-W. 
104A,  104A-W.  105A300,  105A300-W,  105- 
A400.  105A400-W.  105A500.  105A500-W, 
105A600.  105A600-W,  ARA-II.  ARA-III. 
ARA-IV.  or  ARA-IV-A.  Tank  cars.  Cars 
having  expansion  domes  must  be 
equipped  with  manhole  closures.  Identifi- 
cation marks,  and  dome  placards  as  pre- 
scribed In  §73.110  (c)  (9),  (c)  (10),  (c) 
(11).  (c)  (12),    (See  note  1.) 

In  §  73.110  paragraph  (c)  (8)  (former- 
ly sec.  110  (c)  (8). order  August  16, 1940) 
is  amended  to  read  as  follows: 

(8)  Spec.  104A.  104A-W.  105A300. 
105A300-W,  105A400,  105A400-W. 
105A500.  105A500-W,  105A600.  105A600- 
W.  or  ARA-IV-A.  Tank  cars.  (See  note 
1.)  Spec.  104  and  ARA-IV  tank  cars 
are  authorized  under  the  conditions  pre- 
scribed in  §  73.110  (c)  (9>,  (c>  (10),  (O 
(11),  (c)  (12)  and  note  3. 

In  §73.110  paragraph  (c)  (9)  (for- 
merly sec.  110  (c)  (9),  order  August  16, 
1940)  is  amended  to  read  as  follows: 

(9)  Spec.  103,  103-W.  104.  104-W. 
ARA-II.  AkA-III,  or  ARA-IV.  Tank 
cars.  Cars  must  have  their  manhole 
closures  equipped  with  approved  safe- 
guards making  removal  of  closures  from 
manhole  opening.s  practically  impossible 
while  car  interior  is  subjected  to  vapor 
pres-sure  of  lading.  These  cars  must  be 
stencilled  on  each  side  of  domes  in  line 
with  the  ladders,  and  in  a  color  contra.st- 
ing  to  the  color  of  the  dome,  with  the 
Identification  mark  as  prescribed  in 
§  73.110  (c)  (10». 

In  §73.110  paragraph  (c)  (ID  (for- 
merly sec.  110  (c»  (11'.  order  August  16. 
1940)  Is  amended  in  part  to  read  as  fol- 
lows: 

(11)  Dome  placard.  Spec.  103,  103- 
W,  104,  104-W,  ARA-II,  ARA-III.  or 
ARA-IV.  Tank  cars.  Cars  loaded  with 
materials  described  in  §73.110  (c)    (3). 
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and  (c)  (6)  must.  In  addition  to  tht 
"Dangerous"  placard,  be  protected  by 
special  dome  placards,  at  least  4^"  x 
10%".  with  legible  wording  as  follows: 


SUBPART      D — INFLAMICABLI       (FLAlfllABLE) 
SOLIDS    AND    OXIDIZINQ    MATERIALS 

In  S  73.156  paragraphs  (a)  and  (b) 
(formerly  sec.  156  (a)  and  Cb) .  order 
Augiist  16,  1940)  are  amended  to  read 
as  follows: 

§  73.156  Barium  peroxide  and  calcium 
peroxide,  (a)  Barium  peroxide  and  cal- 
cium peroxide  must  be  packed  in  speci- 
fication containers  as  follows: 

(b)  Spec.  15A,  15B,  15C.  16A,  or  19A. 
Wooden  Ijoxes  with  Inside  glass  con- 
tainers not  over  1  pound  capacity  each; 
or  with  Inside  glass  containers  not  over 
5  pounds  capacity  each  cushioned  with 
Incombu.stlble  cushioning  material;  or 
with  inside  metal  containers  or  lining, 
spec.  2F. 

Section  73  156  (formerly  sec.  156.  or- 
der August  16.  1940)  is  amended  by  add- 
ing (f)  to  read  as  follows: 

(f)  Spec.  21A.    Fiber  drums. 

In  §  73.163  the  note  to  paragraph  (c) 
(formerly  sec.  163  note  to  par.  (c).  or- 
der April  13,  1943)  Is  designated  note  1, 
and  amended,  and  note  2  added  to  read 
as  follows: 

NoTB  1 :  Because  of  the  present  emergency 
and  until  further  order  of  the  Commission, 
spec.  37F  metal  drums  for  chlorate  of  soda, 
marked  for  an  authorized  groBs  weight  of 
160  pounds,  may  be  filled  to  •  gross  weight 
not  to  exceed  180  pounds. 

NoTS  3:  Spec.  87E  and  87F  metal  drums 
for  export  service,  marked  for  an  authorized 
grou  weight  of  160  pounds,  must  be  at  least 
24  gage  metal  throughout. 

In  §73.204  paragraph  (d)  (formerly 
sec.  204  (d),  order  February  24,  1947) 
Is  amended  to  read  £is  follows: 

(d)  (1)  Spec.  17E,  17H,  or  37K.  MeUl 
drums  (single-trip). 

(2)  Spec.  37D,  37E,  or  37F.  Metal 
drums  (single-trip).  These  containers 
are  not  authorized  for  transportation  by 
carriers  by  water. 

In  §  73.204  paragraph  (e)  (formerly 
sec.  204  (e),  order  August  16.  1940)  is 
designated  (e)  (l).and  (e)  (2)  added  to 
read  as  follows: 

(e)  (1)  Spec.  21A.  Fiber  drums  with 
Inside  metal  drums. 

(2)  Spec.  21  A.  Fiber  druirft.  net 
weight  not  over  250  pounds;  drums  must 
have  a  metal  foil  (laminated  between 
two  sheets  of  kraft  paper  with  thermo- 
plastic adhesive)  moisture  and  water 
barrier  wound  Into  the  sidewall  of  the 
drum  and  located  not  more  than  2  plies 
from  the  Interior  of  drum  but  not  to  be 
wound  as  the  first  ply;  a  metal  foil  mois- 
ture and  water  barrier  must  also  be  pres- 
ent in  the  fiber  or  wood  heading;  exte- 
rior of  drum  sidewall  must  be  protected 
with  a  water  resistant  coating;  In  addi- 
tion to  the  tests  prescribed  by  paragraph 
4,  Spec.  21A,  a  drum  having  been  given  a 
4  foot  diagonal  bottom  chime  drop  must. 
*fter  being  emptied,  withstand  complete 
Immersion  of  the  bottom  In  6  Inches  of 
water  for  4  hours  without  leakage  to  the 
No.  67 2 
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Interior;  drums  must  not  be  offered  for 
transportation  by  carriers  by  water. 

■VBPAKT  I — ACIDS  AND  OTHER  CORR06TVI 
LIQUIDS 

In  §  73.242  paragraph  (b)  (formerly 
»ec.  242  (b).  order  February  24.  1947)  Is 
amended  to  read  as  follows: 

(b)  When  bottles  containing  acid  or 
other  corrosive  liquids  are  cushioned  by 
incombustible  absorbent  material  and  se- 
curely packed  in  tightly  closed  metal  con- 
tainers, exceiit  hydrofluoric  acid  which 
must  be  packed  In  a  container  other  than 
a  metal  container,  they  may  be  packed 
with  other  articles.  This  exception  does 
not  apply  to  nitric  or  perchloric  acids, 
hydrogen  peroxide  exceeding  52  percent 
strength  by  weight,  nitrohydrochioric 
acid,  or  nitrohydrochioric  acid  diluted, 
which  must  not  be  packed  in  the  same 
outside  container  with  any  other  article 
under  any  circumstances. 

Section  73.245  (formerly  sec.  245,  order 
August  16,  1940)  Is  amended  by  adding 
paragraphs  (11)  and  (mm)  to  read  as 
follows : 

(11)  Nitrohydrochioric  acid. 

(mm)  Nitrohydrochioric  acid  diluted. 

In  5  73. 253 A  paragraph  (b)  (formerly 
sec.  253A  (b).  order  April  19.  1948)  is 
amended  to  read  as  follows: 

(b)  Spec.  3A480.  3E1800,  3B240,  or 
4B240. 

In  §  73.261  (a)  (formerly  sec.  261  (a), 
order  August  16,  1940)  paragraph  (a) 
(1)  Is  amended  and  (a)  (3)  added  to 
read  as  follows: 

(a)  (1)  Fire-extinguisher  charges  con- 
sisting of  sulfuric  acid  in  glass  inside 
containers  securely  closed  may  be  packed 
with  bicarbonate  of  soda  In  specification 
containers  as  follows: 

(3)  Spec.  21  A.  Fiber  dnrnis  with  a 
single  Inside  container  consisting  of  a 
glass  bottle  not  over  64  fluid  ounces  ca- 
pacity filled  with  not  over  6  pounds  by 
weight  of  sulfuric "  acid  (approximately 
50  fluid  ounces  by  volume).  Bottle  must 
be  suspended  In  center  of  outside  con- 
tainer by  means  of  adequate  supports 
and  drum  must  be  filled  with  not  less 
than  20  pounds  of  bicarbonate  of  soda. 

In  §  73.261A  paragraph  (f )  (formerly 
sec.  261A  (f),  order  July  24,  1944)  is 
designated  (f)  (1)  and  (f)  (2)  added  to 
read  as  follows : 

(f)  (1)  Spec.  5C.  Metal  barrels  or 
drums. 

(2)  Spec.  5G.  Metal  barrels  or  drums 
with  flanges  for  clo.sures  welded  in  place. 

Amending  order  August  16,  1940.  by 
adding  §73.278  (sec.  278),  to  read  as 
f  ollow^s : 

§  73.278  Nitrohydrochioric  acid,  (a) 
(1)  Nitrohydrochioric  acid,  which  Is  a 
mixture  of  nitric  acid  not  over  1.42  spe- 
clflc  gravity  and  hydrochloric  acid  not 
over  1.19  specific  gravity  in  the  approxi- 
mate proportions  of  one  part  nitric  acid 
and  three  parts  hydrochloric  acid,  must 
be  packed  In  Epecificatlon  containers  as 
follows : 

(2)  Spec.  15A,  15B.  16C,  16A  or  19A. 
Wooden  boxes  with  glass  Inside  contain- 
ers of  not  over  6  pints  capacity  each,  In- 
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dlvldually  inclosed  in  tightly  closed  metal 
cans  and  cushioned  therein  with  sufB- 
cient  Incombustible  mineral  material. 

(b)  (1)  Nitrohydrochioric  acid  diluted. 
Is  a  solution  of  nitrohydrochioric  acid  as 
described  in  (a)  (1)  which  has  been  di- 
luted to  not  less  than  five  times  the  vol- 
ume of  water  and  must  be  packed  In  spec- 
ification containers  as  follows : 

(2)  Spec.  15A,  15B,  15C,  16A,  or  19A. 
Wooden  boxes  with  glass  inside  contain- 
ers of  not  over  5  pints  capacity  each.  In- 
dividually inclosed  in  tightly  closed  metal 
cans  and  cushioned  therein  with  suffi- 
cient Incombustible  mineral  material. 

(3)  Spec.  lA  or  ID.  Carboys,  glass, 
boxed,  capacity  not  over  5  gallons  for 
Spec.  lA.  and  6.5  gallons  for  Spec.  ID. 

SUBPART  F COMPRESSED  GAS 

In  5  73.302  paragraph  (c)  (formerly 
sec.  302  (c).  order  August  16,  1940)  is 
amended  to  read  as  follows: 

(c)  (1)  Fire  extinguishers  and  compo- 
nent parts  thereof  containing  nonlique- 
fled  gas  for  the  purpose  of  expelling  fire 
extingushing  contents  under  the  follow- 
ing conditions: 

(2)  Must  be  shipped  as  inside  con- 
tainers. 

(3)  The  container  tmder  stored  pres- 
sure shall  have  an  Internal  volume  not 
exceeding  1100  cubic  Inches. 

(4)  The  pressure  In  the  container 
shall  not  exceed  200  pounds  per  square 
inch  at  70°  P. 

(5)  The  contents  shall  be  nonlnflam- 
mable (nonflammable)  as  covered  in 
§§73.100  and  73.150;  nonpoisonous  as 
covered  In  §  73.325  (a)  Class  A,  B.  or  C; 
and  not  corrosive  as  defined  in  §  73.240. 

(6 »  Each  container  must  be  tested  be- 
fore shipment  to  at  least  three  times 
the  pressure  in  the  container  at  70°  F. 
when  charged  and  not  less  than  120 
pounds  per  square  Inch,  and  before  re- 
filling and  reshlpping  must  be  retested 
at  this  pressure  before  each  shipment. 
The  container  shall  show  no  leakage  or 
damage  when  subjected  to  this  pressure. 

In  §  73.303  paragraph  (e)  (formerly 
sec.  303  (e),  order  October  14,  1943)  Is 
canceled. 

In  §73.303  paragraph  (1)  (2)  (for- 
merly sec.  303  (i)  (2),  order  October  19, 
1948)  is  amended  to  read  as  follows: 

1 2 1  Cylinders  with  a  water  capacity  of 
200  pounds  or  more  and  for  use  with  a 
liquefied  petroleum  gas  with  a  specific 
gravity  at  60°  F.  of  0.504  or  greater  may 
have  their  contents  determined  by  us- 
ing a  fixed  length  dip  tube  gauging  de- 
vice. The  length  of  the  dip  tube  shall 
be  such  that  when  a  liquefied  petroleum 
gas  with  a  specific  volume  of  0.03051 
cu.  ft/lb.  at  a  temperature  of  40°  F.  is 
charged  into  the  cylinder  it  Just  reaches 
the  bottom  of  the  tube.  The  weight  of 
this  liquid  shall  not  exceed  42  percent 
of  the  stamped  water  capacity  of  the 
cylinder.  The  length  of  the  dip  tube, 
expressed  in  Inches  carried  out  to  one 
decimal  place  and  prefixed  with  the  let- 
ters DT.  shall  be  stamped  on  the  cyl- 
inder and  on  the  exterior  of  removable 
type  dip  tube;  for  the  purpose  of  thU 
requirement  the  marked  length  shall  be 
expressed  as  the  distance  measured 
along  the  axis  of  a  straight  tube  from 
the  top  of  the  boss  through  which  the 
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tube  Is  Inserted  to  the  proper  level  of 
the  liquid  in  the  cylinder.  The  length 
of  each  dip  tube  shall  be  checked  when 
Installed  by  weighing  each  cylinder  after 
filling  except  when  installed  in  groups 
of  Substantialy  Identical  cylinders  in 
which  case  one  of  each  25  cylinders  shall 
be  weighed.  The  quantity  of  liquefied 
gas  in  each  container  must  be  checked 
by  means  of  the  dip  tube  after  discon- 
necting from  the  charging  line.  The 
outlet  from  the  dip  tube  shall  not  be 
larger  than  a  No.  54  drill  size  orifice. 
A  container  representative  of  each  day's 
filling  at  each  charging  plant  shall  have 
Its  contents  checked  by  weighing  after 
disconnecting  from  the  charging  line. 

In  S  73.303  the  table  In  paragraph  (k) 
(formerly  sec.  303  (k»,  order  Augiist  16. 
1940.  April  19.  1948  and  October  19. 
1948)  is  amended  as  Indicated  below: 


Maxi- 

mum 

Cylinders*  marked  a.s 

- 

per- 
lulttad 
nitlnic 
density 

(IM 
irt.383 

shown  in  this  column 

Kind  or  ti% 

must  be  twed  except 
as  provided  In  note 

land  Sjn..Tm(p)  (2) 

to  72.303  (p)  (6) 

(h)) 

(C%an{^) 

Percent 

Carbon     dioxide— nl- 

68 

ICC-3A1800,  lCC-8. 

tnxuoxlde  miitures. 

Chlorine  (see  note  fi) . . 

135 

ICC-3A480,      lCC-23, 

ICC-.S. 

NUroug     oxide 

(see 

es 

ICC-3.\1800.  ICC-3. 

note  3) . 

(.4d<0 

Cycloproi>«ne... 

&s 

ICC-.T.\22.'i.  ICC- 
.SB2iS.  ICC-4.\22.\ 
ICC-4B22.').  ICC- 
4BA?2.V  ICC-?-."}!!!!. 
ICC-3.  1CC-3E1S00. 

In  5  73.303  (k)  notes  3  and  6  (formerly 
sec.  303  (k)  notes  3  and  6,  orders  April 
19.  1948.  October  19.  1948)  are  amended 
to  read  as  follows: 

Note:  3.  The  maximum  amount  of  lique- 
fied carbon  dioxide,  with  1  pound  allowable 
variation  In  each  cylinder,  must  not  be  over 
20  pounds  for  standard  cylinders  5' 3  Inches 
In  diameter  by  51  Inches  long,  nor  over  50 
pounds  for  standard  cylinders  8'i  Inches  In 
diameter  by  61  Inches  long  and  larger:  Pro- 
I'ided,  That  oyllnders  having  Interior  diam- 
eter not  over  10  inches,  walls  not  less  than 
%  Inch  thick,  and  capacity  not  less  than  4.- 
200  cubic  Inches,  may  be  shipped  by  or  for 
the  United  States  Government  when  charged 
with  not  over  102  pounds  of  gas. 

Provided,  further.  That  foregoing  provisions 
of  this  note  do  not  apply  to  cylinders  of  size 
not  over  9'i  inches  by  51  inches  (approxi- 
mately when  charged  with  mixtures  of  car- 
bon dioxide  containing  at  least  6  percent 
by  weight  of  gas  or  liquid  other  than  carbon 
dioxide. 

Provided,  further.  That  cylinders  marked 
1CC-3A23(X)  or  for  higher  pressures  are  au- 
thorized to  be  shipped  when  charged  with 
75  or  100  pounds  of  gas  with  not  over  I 
pound  variation  plus  or  minus;  filling  den- 
sity must  not  exceed  68  percent. 

Note  6:  Cylinders  purchased  af'er  October 
1,  1944.  for  the  transportation  of  chlorine 
must  contain  no  aperture  other  than  that 
provided  In  the  neck  of  the  cylinder  for 
attachment  of  a  valve  equipped  with  an 
approved  safety  device.  Cylinders  pur- 
chased after  November  1.  1935,  and  charged 
with  chlorine  must  not  contain  over  150 
p«iunds  of  gas. 

In  §  73.303  paragraph  (k)  (1)  (former- 
ly sec.  303  (k)  (1),  order  January  23, 
1946)  is  amended  to  read  as  follows:    , 


RULES  AND  REGULATIONS 

(k)  (1)  Fluorine  must  be  shipped  In 
metal  cylinders  complying  with  Spec. 
3A2000  or  3BN400.  equipped  with  valve 
protection  caps  and  subject  to  S73.303 
(p)  (7)  (v);'  cylinders  must  not  be 
charged  to  over  400  pounds  per  square 
Inch,  gauge,  at  70°  P.  cylinders  must  not 
contain  over  6  pounds  of  gas. 

In  §  73.303  paragraph  <p)  (14)  (Xiv) 
(formerly  sec.  303  (p)  (14)  (n).  order 
July  22.  1948 »  is  amended  to  read  as 
follows : 

•  xiv)  Cylinders  made  in  compliance 
with  Specifications  ICC-4B.  ICX:-4BA. 
and  ICC-26-300.  used  exclusively  for  di- 
chlorodifluoromethane,  difluoroethane, 
difluoromonochloroethane.  monochloro- 
dlfluoromethane.  monochlorotetrafluoro- 
ethane.  monochlorotrifluoroethylene.  or 
mixtures  thereof,  or  mixtures  of  one  or 
more  with  trichloromonofluoromethane. 
or  liquefied  petroleum  gas  commercially 
free  from  corroding  components,  and 
protected  externally  by  suitable  corrosion 
resisting  coatings,  (such  as  galvanizing, 
painting,  etc.),  may  be  retested  decen- 
nially instead  of  qulnquennially,  or,  such 
cylinders  may  be  subjected  to  an  internal 
hydrostatic  pressure  equal  to  at  least  2 
times  the  marked  service  pressure  with- 
out determination  of  expansions  (See 
Note),  but  this  type  of  test  must  be  re- 
peated qulnquennially  after  expiration 
of  the  first  ten-year  period.  When  sub- 
jected to  this  latter  test  cylinders  must 
be  carefully  examined  under  test  pres- 
sure and  removed  from  service  If  leaks  or 
other  harmful  defects  exist.  All  tests 
must  be  supplemented  by  a  very  careful 
examination  of  the  cylinder  at  each  fill- 
ing, and  must  be  rejected  if  evidence  Is 
found  of  bad  dents,  corroded  areas,  a 
leak  or  other  conditions  that  indicate 
possible  weakness  which  would  render 
the  cylinder  unfit  for  service. 

NoTx:  Cylinders  tested  by  the  modified 
hydrostatic  method  shall  be  marked  after 
each  retest  with  the  date  of  test  as  other- 
wise required  but  followed  by  the  symbol  8; 
for  example.  &-46S  Indicating  retest  by  the 
modified  method  In  August,  1946. 

In  S  73.303  paragraph  (p)  (16)  (1) 
through  (p)  (16)  (xiii)  and  (p)  (17)  (i) 
through  (p)  (17)  (Iv)  (formerly  sec.  303 
(p)  (16)  (a),  (b).  (c),  (d). (e).  (f>. (g). 
(h).  (1),  (J),  (k).  (1).  (m).  (p)  (17)  (a). 
( b ) .  (c ) .  and  (d ) .  order  dated  October  19. 
1048)  are  amended  to  read  as  follows: 

(p)  (16)  (I)  Repairs  on  ICC-4  series, 
and  ICC-8.  welded  or  brazed  cylinders 
are  authorized  to  be  made  by  welding  or 
brazing.  Such  repairs  must  be  made  by 
a  manufacturer  of  this  type  of  ICC  cylin- 
der and  by  a  process  similar  to  that  used 
in  its  manufacture  and  under  the  follow- 
ing specific  requirements: 

(11 )  Cylinders  with  injurious  defects  In 
welded  Joints  in  or  on  pressure  parts  must 
be  repaired  by  completely  removing  the 
defect  prior  to  rewelding. 

(ill)  Cylinders  with  injurious  defects 
In  brazed  Joints  In  or  on  presstire  parts 
must  be  repaired  by  rebrazing. 

(iv)  Cylinders  during  welding  must  b« 
free  of  materials  In  contact  with  the 
welded  Joint  that  may  impair  the  serv- 
iceability of  the  metal  In  or  adjacent  to 
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the  weld.  (Precautions  must  be  taken 
to  prevent  acetylene  cylinder  steels  from 
picking  up  carbon  during  repair.) 

(v)  Neckrlngs,  footrlngs.  or  other  non- 
pressure  attachments  authorized  by  the 
specification  may  be  replaced  or  repaired. 

(vi)  After  removal,  and  before  re- 
replacement  of  attachments,  cylinders 
must  be  inspected  and  defective  ones  re- 
jected, repaired  or  rebuilt. 

(vli)  (a)  After  repair,  cylinders  must 
be  reheat-treated.  tested,  Inspected  and 
reported  when  and  as  prescribed  by  the 
specification  covering  their  original 
manufacture  in  the  following  circum- 
stances : 

(t))  When  welding  or  brazing  seams  in 
a  pressure  part  of  a  cylinder. 

(c)  When  welding  or  brazing  on  pres- 
sure parts  of  cylinders  of  plain  carbon 
steels  with  carbon  over  0.25  percent  or 
manganese  over  1.00  percent  or  of  alloy 
steels. 

Note:  The  physical  and  flattening  tests 
may  be  omitted  when  the  cylinders  are  nut 
reheat-treated. 

(viii)  (a)  Repair  of  cylinders  must  be 
followed  by  a  proof  pressure  leakage  test 
at  prescribed  test  pressure  and  visual  ex- 
amination for  weld  quality  in  the  follow- 
ing circumstances: 

(b)  When  weldinft  or  brazing  on  pres- 
sure parts  of  cylinders  of  plain  carbon 
steel  with  carbon  0.25  percent  or  less  and 
manganese  1.00  percent  or  less. 

(ix)  Repair  of  nonpressure  attach- 
ments by  welding  or  brazing  without  af- 
fecting a  pressure  part  of  the  cylinder 
must  be  followed  by  visual  examination 
for  weld  quality. 

(X)  Walls,  heads  or  bottoms  of  cylin- 
ders with  injurious  defects  or  leaks  in 
bsise  metal  shall  not  be  repaired,  but  may 
be  replaced  as  provided  for  in  S  73.303 
(p)  (17)  (1). 

(p)  (17)  (1)  (a)  Rebuilding  of  ICC-4 
series,  and  ICC-8.  welded  or  brazed  cylin- 
ders is  authorized.  Such  rebiUldlng 
must  be  done  by  a  manufacturer  of  this 
type  of  ICC  cylinder  and  by  a  process 
similar  to  that  used  in  its  original  manu- 
facture and  under  the  following  specific 
requirements: 

(b)  The  replacement  of  a  pressure 
part  such  as  wall,  heac^s.  or  bottoms  of 
cylinders  or  the  replacement  of  the  po- 
rous filling  material,  shall  be  considered 
as  rebuilding. 

(c)  Rebuilt  cylinders  shall  be  consid- 
ered as  new  cylinders  and  shall  conform 
to  all  the  requirements  of  the  specifica- 
tions applying,  including  verification  of 
material,  examination,  inspection,  etc., 
and  the  rendering  of  the  proper  reports 
to  the  purchaser,  cylinders  rebuilder, 
and  the  Bureau  of  Explosives. 

id)  Information  In  sufDcient  detail 
regarding  previous  serial  numbers  and 
Identification  symbols  must  be  filed  with 
the  Bureau  of  Explosives. 

Section  73.303  (p)  (formerly  sec.  303 
(p),  order  August  16.  1940)  is  amended 
by  adding  paragraph  (p)  (18),  to  read 
as  follows: 

(p)  (18)  A  cylinder  must  be  con- 
demned when  it  leaks,  or  when  internal 
or  external  corrosion,  denting,  bulgint;. 
Or  evidence  of  rough  usage  exists  to  the 
extent  that  the  cylinder  is  likely  to  be 
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weakened  appreciably.  A  condemned 
cylinder  may  be  repaired  and  rebuilt  as 
otherwise  provided  herein. 

In  5  73.303  the  table  In  paragraph  (q) 
(1)  (formerly  sec.  303  (q)  (1)  order  Au- 
gust 16.  1940)  including  the  heading,  Is 
amended  as  indicated  below: 


Kind  ofga.' 


(Add) 
Dlspersaut  gaf,  N. 

o.a. 

(Ckangt) 
Ilydroeeo  mlflde... 


Maximum 
permitted 

flIlinK 
density 

note  1 


NoU  18. 


68  percent— 


Reaulred  type  of 
tank  car,  note  2, 
or  motor  vehicle 


ICC-106Afi00. 


ICC-1U6A  800,  note 
14. 


In  8  73.303  (q)  (D,  (formerly  sec.  303 
(q)  (1),  order  August  16.  1940)  notes  14 
and  18  are  added  to  read  as  follows: 

Note  14:  Container  shall  not  be  equlpj>ed 
with  safety  devices  of  any  description  and 
valves  must  be  protected  by  supplemental 
gastlght  closures  approved  by  the  Bureau  of 
Explosives. 

Note  18;  See  {  73.303  (q)   (2)  and  (q)   (3). 

In  §  73  303  (q)  (D.  note  12  (formerly 
sec.  303  (q)  d),  note  12.  order  July  22, 
1948),  is  amended  to  read  as  follows: 

Note  12:  Tanks  complying  with  specifica- 
tion 106A500.  containing  chlorine,  anhy- 
drous ammonia,  sulfur  dioxide,  methyl 
chloride,  dichlorodlfluoromethane.  mono- 
chlorodlfluoromethane,  monochlorotetrafluo- 
roethene,  vinyl  chloride.  Inhibited,  difluoro- 
ethane, difluoromonochloroethane,  or  dls- 
persant  gas.  n.  o.  s..  or  tanks  complying  with 
Bpeclflcatlon  106A800.  containing  hydrogen 
sulfide,  may  be  transported  on  trucks  or 
eeml-trallers  only,  when  securely  chocked  or 
clamped  thereon  to  prevent  shifting,  and 
provided  adequate  facilities  are  present  for 
handling  tanks  where  transfer  In  transit  is 
necessary.  See  paragraph  (b)  (2)  of  J  74.660. 
for  rail  freight-motor  vehicle  shipments. 

SUBPART  C — POISONOUS  ARTICLES 

Section  73.332A  (formerly  sec.  332A. 
order  December  12.  1942  •  is  amended  by 
adding  paragraph  (d),  to  read  as  fol- 
lows : 

(d)  Spec.  106A500.  Tank  cars.  Each 
container  must  be  equipped  with  valve 
protection  caps,  gastight.  which  must  be 
approved  by  the  Bureau  of  Explosives; 
containers  must  not  be  equipped  with 
safety  devices  of  any  type;  containers 
must  be  filled  so  that  they  will  not  be 
liquid  full  at  130'   F. 

In  5  73.368  paragraph  (f )  (formerly 
sec.  368  (f),  order  October  24.  1947)  Is 
amended  to  read  as  follows: 

<f)  The  outside  shipping  container  for 
any  radioactive  material  unless  specifi- 
cally exempt  by  §  73.367  must  be  a 
wooden  box  .specification  15A  or  15B.  flt)er 
drum  specification  21A.  or  a  flberboard 
box  specification  12B.  except  that  equally 
efficient  containers  may  be  used  when 
approved  by  the  Bureau  of  Explosives. 

In  5  73.368  paragraph  (J)  (formerly 
sec.  368  (j),  order  October  24,  1947)  Is 
amended  to  read  as  follows: 

(j)  Radioactive  materials  Group  m, 
liquid,  solid  or  gaseous,  must  be  pocked 
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In  suitable  inside  containers  completely 
wrapped  and/or  shielded  with  such  ma- 
terial as  will  prevent  the  escape  of  pri- 
mary corpuscular  radiation  to  the  ex- 
terior of  the  shipping  container,  and 
secondary  radiation  at  the  surface  of  the 
container  must  not  exceed  10  milll- 
roentgens  per  24  hours,  at  any  time  dur- 
ing transportation. 
(No  change  in  note.) 
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Part  73a — Shipping  Container 
Specifications 

Section  73a.3AA-5  (formerly  par.  5  of 
Spec.  3AA,  order  August  19,  1946)  Is 
amended  to  read  as  follows: 

S  73a.3AA-5  Authorized  steel.  Open 
hearth  or  electric  steel  of  uniform  qual- 
ity. The  following  chemical  analyses 
are  authorized  (see  note  1) : 


Designation 


Carbon   

Manganese 

Phosphorus 

Sulphur 

Silicon 

Chromium 

Molybdenum... 

Zirconium r. 

Nickel 


4130X 

(percent) 

(see  note  2) 


0.25/0..^5.. 
0.40A).«0.. 
0.04  max . 
0.05  max . 
O.aO/0.36.. 
0.80/1.10.. 
0.15/t).25.. 


NE-8630 

(percent  i 

(tee  note  2) 


0.28A1.33..., 
0.70/O.gO... 
0.04  max... 
0.04  max . . 

o.ao/o..is... 

0.40A).«0... 
0.15/0.25... 


0.40A).70. 


ens 

(percenft 
(gee  note  2) 


0.10,0.20.... 
0.50  0.75.... 
O.'M  max . . . 
0.04  max... 

o.eo'o.gn  ... 

0.S0W.65.... 

oios/b'-isill! 


SI  25  eU5X 

(percent)         (j)ercfnt) 

(see  note  2)  [  (see  note  2) 


0.30/0.30.... 
0.5«t/t).75.... 
0.04  max... 
0.04  max . . . 

0.fl(Ul.90.... 
0.50,0.65.... 

o.os/b.is]!^ 


ff.io/o.an... 

0.50/0.75.... 
0.04  max... 
0.04  mux... 

o.»>o/o.«o.... 

0.50/0.65.... 
0.10'0.20.... 
0.05/0.15.... 


(fHTcont) 
(.see  note  2) 


0.20A1.30.... 
0.50/0.75.... 
0.(^  max... 
0.04  max... 

0.60/0.90.... 
0.80/0.65.... 

0.10/o.ao.... 

0.05/0.18.... 


Intermedi- 
ate iiian- 

ftanj-se 
(percent) 


0.4fl. 
1.36/1.65 
0.04  max 
0.06  max. 
0.10A).3(t. 


Norm  1:  A  heat  of  steei  made  under  any  of  the  above  specification!",  chemipnl  analysis  of  which  issltitbtly  out  of  the 
fpecified  ranee,  is  aoceptahlf.  if  satisfactory  in  all  other  resiH-cts,  provided  the  standard  i)ern]lsslblo  variations  from 
specified  chemical  ranges  and  limits  published  in  the  American  Iron  and  Steel  Institute  I'roiluct*  Manual,  section  10 
dated  June.  IMS,  are  not  exo^'de*!. 

NoTi  2:  ThL<  desiif  nation  shall  not  be  restrictive  and  the  commercial  steel  Ls  limited  In  analysis  as  shown  In  the  table. 


In  §  73a.4B-8  paragraph  (b)  (formerly 
par.  8  (b>  of  Spec.  4B.  order  April  19. 
1948)  is  amende    to  read  as  follows: 

(b)  Longitudinal  seams  in  shells.  By 
forged  lap  welding  or  by  copper  brazing 
or  silver  alloy  brazing.  The  melting 
point  of  the  silver  alloy  brazing  material 
must  be  in  excess  of  1000'  F.  When 
brazed,  the  plate  edge  must  be  lapped  at 
least  eight  times  the  thickness  of  plate, 
laps  being  held  in  position,  substantially 
metal  to  metal,  by  riveting  or  electric 
spot-welding;  brazing  must  be  done  by 
using  a  suitable  flux  and  by  placing 
brazing  material  on  one  side  of  seam  and 
applying  heat  until  this  material  shows 
uniformly  along  the  seam  of  the  other 
side. 

In  §  73a.4B-23  paragraph  (h)  (former- 
ly par.  23  (h)  of  Spec.  4B,  order  April  19, 
1948)  is  amended  to  read  as  follows: 

(h)  Marking  required  on  each  cylin- 
der. By  stamping  plainly  and  perma- 
nently on  shoulder,  top  head,  or  neck  as 
follows : 

(1)  ICC-4B240-FLW. 

(2)  A  serial  number  and  an  identify- 
ing symbol  (letters) ;  location  of  number 
to  be  just  below  the  ICC  mark;  location 
of  symbol  to  be  just  below  the  number. 
The  symbol  and  numbers  must  be  those 
of  the  purchaser,  user,  or  maker.  The 
symbol  must  be  registered  with  the  Bu- 
reau of  Explosives;  duplications  un- 
authorized. 


Example: 


ICC-4  B240-FLW 
1234 
XY 


Symbol  in  front  of  or  following  the  num- 
ber with  ample  space  between  or  symbols* 
and  serial  number  stamped  into  welded- 
or  brazed-on  valve  spud  directly  above 
the  ICC  specification  mark  located  on 
head  of  cylinder  are  also  authorized. 
Other  variations  in  location  authorized 
only  when  necessitated  by  lack  of  space. 
(3)  Inspector's  official  mark  near  seri- 
al number,  date  of  test  (such  as  12-46  for 
December  1946).  so  placed  that  dates  of 
subsequent  test  can  be  easily  added. 


Section  73a.4BA-5  (formerly  par.  5  of 
Spec.  4BA.  order  April  19,  1948)  is 
amended  to  read  as  follows: 

§  73a.4BA-5  Steel.  E>esignations  and 
limiting  chemical  compositions  of  steels 
authorized  by  this  specification  shall  be 
as  shown  in  §  73a.4  BA-19  Table  I. 

In  §  73a.4BA-8  paragraph  (b)  (1)  (for- 
merly par.  8  (b)  (1)  of  Spec.  4BA,  order 
April  19,  1948)  Is  amended  to  read  as 
follows: 

(1)  Copper  brazed  longitudinal  seams. 
The  plate  edge  must  be  lapped  at  least 
eight  times  the  thickness  of  plate,  laps 
being  held  in  position,  substantially 
metal  to  metal,  by  riveting  or  by  electric 
spot -welding.  Brazing  must  be  done  by 
using  a  suitable  flux  and  by  placing  braz- 
ing material  on  one  side  of  seam  and  ap- 
plying heat  until  this  material  shows  uni- 
formly along  the  seam  on  the  other  side. 

Section  73a4BA-16  (formerly  par.  16 
of  Spec.  4BA,  order  April  19,  1948)  is 
amended  by  adding  paragraph  (b)  (1)  to 
read  as  follows: 

(1)  An  alternate  guided-bend  test  jig. 
as  illustrated  in  Fig.  1,  may  be  used  for 
testing  the  soundneiis  of  fillet  welded  lap 
joints.  The  test  specimen  shall  be  bent 
across  the  weld  as  illustrated  in  sketch  A 
or  B  until  the  elongation  at  the  outer 
surface,  adjacent  to  the  root  of  the  weld, 
between  the  lightly  scribed  gage  lines — 
a  to  b,  shall  be  at  least  20  percent;  except 
that  this  percentage  may  be  reduced  for 
steels  having  a  lensile  strength  in  excess 
of  50,000  pounds  per  square  inch,  as  pro- 
vided in  §  73a.4BA-15.  No  tested  speci- 
men shall  show  a  crack,  or  other  defect, 
as  specified  in  §  73a.4BA-16  (b).  The 
gage  lines  shall  be  lightb  scribed  before 
bending.  The  amount  of  elongation 
(.sketches  A  and  B )  may  be  conveniently 
determined  with  a  Brincll  microscope,  or 
any  other  suitable  method  may  be  em- 
ployed. 
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HEAT 
TREATETD 
ALLOY 
STEEL 
MANI 


ftj^l 


ALL  BOLTS 
^'  DIA.  -  - 
NEAT  FIT 


DlB«ofioQ8  Bho«n  ars  tultabi*  for  tending  liip-**id  ■pActaoas  of  .05"  to  .133" 
B«t«rial  thickness.  A  plscs  of  2"  pip*  asy  b*  slipped  over  tbs  Mutdrel  for 
turning.  For  sny  spsclasn  thldmsss,  flllsrs  of  approprlst*  thlckoMS  sh&U 
bs  addsd  to  on*  or  both  sides  of  tli*  sp*clMo  as  shorn  to  obtain  tb*  r*q«ilr*d 

•loogatlon 
FILLERS 


TO  SUIT 


FILLER 


TESTSPEOMEN 
O'VIDTH  AT 

LEAST  6t) 


TEST  SPECIMEN 
(WIDTH   AT 
LEAST   fit) 


SPECIMENS 
AFTER  BENDING 


MAY  BE  CUT  OFF^^ 
AFTER  BENDING 

A  B 

Section  73a.4BA-19  (formerly  par.  19  of  Spec.  4BA.  order  October  19,  1948)   Is 
amended  to  read  as  follows: 

§  73a.4BA-19    Authorized  steel.    Open  hearth  or  electric  steel  of  uniform  quality. 
The  following  chemical  analyses  are  authorized  (see  note  1): 


Tabli  I- 

-AfTHORiziD  Materials 

Chemical  analysis— limits  In  percent 

Desiffiiation 

1315 

(See  notes 

2  and  4) 

(«ee  not«s 
2  and  4) 

MAY 

(S««  notes 
2  and  4) 

NAX 

(See  notes 
2  and  4) 

COR 

(See  notes 
2  and  4) 

4017 

(See  notes 

2  and  4) 

OTY 
(See  notes 
2,  4  and  5) 

Carbon   

Man(fan«^se     .... 

0.100.20... 
1.10/1.65... 
0.045  max . . 
0.05  max . . . 
0.15,0.35...- 

0.12  max... 
0.50,0.tt0 

o.o.'./o.n... 
0.(«  max . . . 
0.15  max... 

OMO.is.l" 

0.12max... 

0.50,1.00 

0.(>H,0.12 

0.05  max... 
0.10/0.50.... 
0.40,1.00.... 

0.20  max... 
0.45/0.75... 
0.045  max  - . 
0.05  max... 
0.50  0.90.... 
0.45/0.70.... 

0.12  max... 
0.200.50.... 
0.07/0.15.... 
O.aimax... 
0.25/0.75.... 
0.50/1.25 

0.1.1/0.20... 
0.75/1.10  ... 
0.04  max... 
0.04  max . . . 
0.25,0.35.... 

0.15  max. 
0.90/1.44). 

Phosphorus        .  .... 

O.OMl/O.ISA. 

Sulphur    . 

0.(H  max. 

Silicon 

Chromium      .... 

O.IO  max. 

Molylxlenum .... 

0.25/0.35.... 

Zlroonium       

o.avo.2s 

Nickel  

0.45/0.75.... 
0.95/1.30.... 
0.12/0.27... 

0.25/0.75 

O.rtS  max... 

Copj)er       .... .... 

0.40  max... 

0.80/0.70  ... 

0.28/0.55  ... 

0.30/0.70. 

Aluminum 

Heat  treatment  »u- 

thoriied. 
Maximum  stress 

See  notes.. 
35,000 

See  note  3.. 
35,000 

See  note  3. . 
35.000 

See  note  3.. 
35.000 

See  note  3.. 
35.000 

See  note  3.. 
35,000 

See  note}. 
35.(K)0. 

NoTi  1:  A  heat  of  steel  made  under  any  of  the  above  s|>eciftcatii>ns,  chemical  analy.sL<i  of  which  l<  slixhtly  out  of  the 
■|>eclfled  ran^e,  is  acceptable,  if  satisfactory  in  all  other  rt'S(>»'cl,"«.  provided  the  .stmulard  permLssihlo  variations  from 
specified  chemical  ranges  and  limits  publi.shed  in  the  .\inericau  Iron  and  Steel  Institute  I'roducts  .Manual,  Section  10, 
dated  June  194>^,  are  not  exceeded. 

Note  2:  This  designation  shall  not  be  restrictive  and  the  commercial  steel  U  limited  In  analysis  as  shown  in  the  table 

Note  3:  Ailr  suitable  heat  treatment  in  excess  of  1,100'  F.,  ex(vpt  that  liquid  rjueneblng  Is  not  permitted. 

NoTi  4:  .\ddition  of  other  elements  to  obtain  alk)yin«  elloct  U  not  authorized. 

Note  5:  liraiu  sixe  6 or  finer  acourding  to  A.  8.  T.  M.  Spec.  £  I'lhlA. 
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Section  73a.5M-7  (formerly  par.  7  of 
Spec.  5M.  order  July  22,  1948)  Is  amended 
to  read  as  follows: 

S  73a.5M-7  Parts  and  dimensions.  As 
follows : 


Friday,  March  25,  1949 

Section  73a.5H  (formerly  Spec.  6H,  or- 
der August  16,  1940)  is  amended  by  add- 
ing 5  73a.5H-13  (c)  to  read  as  follows: 

(c)  Periodic  drop  tests  will  not  be  re- 
quired after  initial  drop  tests  at  start  of 
manufacture,  on  containers  of  a  con- 
struction in  excess  of  minimum  specifica- 
tion requirements  approved  by  the  Bu- 
reau of  Explosives.  Changes  in  construc- 
tion (drum,  lining,  or  closures)  must  also 
be  approved  by  the  Bureau  of  Explosives 
for  use,  after  submission  of  proof  as  to 
eCBciency.  to  continue  this  exemption. 

In  S  73a.&-22  paragraph  (a)  (formerly  par.  22  (a)  of  Spec.  8,  order  April  19.  1948) 
Is  amended  to  read  as  follows : 


Marked 
capacity 
not  over 

Type  of 
container 

Minimum  thick- 
ness in  the  black 

(jwee,  C.  S. 

standard) 

Rolling 

bO0|l!=. 

type 

(gallons; 

Body 
ebeet 

Head 
sheet 

65 

St.  Side.... 

14 

14 

None. 

(a)  Authorized  steel.     Open  hearth  or  electric  steel  of  uniform  quality, 
following  chemical  analyses  are  authorized  (see  note  1) : 

At'THORIZCO  MaTERIAI.8 


The 


Chemical  analysis— limiU: 

in  percent 

Desi^ation 

1315 
(see  notes 
2  and  4; 

HIS 
(see  notes 
2  and  4) 

NAX 

(see  notes 
2aod4j 

COR 
(see  notes 
2and4j 

4017 

(see  notes 

2  and  4; 

Carbon 

ManpiDeae, 

Phosphor  us 

o.io/n.ao 

1.10/1.65 

0.045  max... 
0.05<iraax... 
0.16A).35 

0.12  max 

0.SOA'«n 

0.05^.12 

O.OfiOmax... 
0.15  mux 

0.20  max 

0.a\'»J.75 

0.045  max... 
0. 050  max . . . 

0.60A).90 

0.4V0.65 

0.12  max 

o.ao/0.50 

0.07.'0.15 

O.OfiOmax... 

0.25/0.75 

O.SO/1.25 

0.13/O.ao. 
0.7.V1.10. 
0.040  max. 
0.040  max. 

Silicon 

0.25/0.35. 

6.(»/b.i8 

0.2V0.35.       • 

Zircoinum 

Nickel 

Copper - 

6.40  max 

6'45A>.75  "" 

O.OS/0.25 

0.65  max 

0.25/0.55 

0.95/1.30 

0.12/0.27 

I1(«t  trf^tin#>nt  Authorifed           ........ 

8eeno»e3... 
35.000 

See  note  3... 
35.000 

See  note  3. . . 
36,000 

See  note  3... 
35,000 

Sec  note  3. 

35,000. 

Note  r  A  heat  of  «teel  made  under  any  of  the  al>ore  jpedfi  eat  Ions,  chemical  analysis  of  which  Is  sliphily  out  of 
the  specified  nniir  Is  accepuble,  U  »lisfactory  in  all  other  re«(>ects.  provide<l  the  standard  permtasiblc  vnnatioris 
from  specified  chemical  ranges  and  limits  putaished  In  the  American  Iron  and  Steel  Institute  ProducU  Manual, 
section  10,  dated  June  IM.S,  are  not  exceeded.  ,,„,..,  ,     ,  u  i     .i,. 

NoTS  2:   This  designation  shall  not  be  restrictive  and  the  commercial  .'teel  is  limited  in  analysis  as  shown  In  the 

table 
Note  3-   Any  suitable  heat  treatment  In  excess  of  1.100"  F.,  except  that  liquid  quenching  Is  not  permitted. 
Note  4:  Addition  of  other  elements  to  obuin  alloying  eflect  is  not  authoriied. 


In  S  73a. 8-22  the  Introductory  para- 
graph In  paragraph  (f)  (formerly  par. 
22  (f )  of  Spec.  8,  order  April  19.  1948,  is 
amended  to  read  as  follows: 

(f)  Weld  tests.  S  pe  c  i  m  en  s  taken 
across  the  circumferentially  welded 
f earn  must  be  cut  from  one  cylinder  taken 
at  random  from  each  lot  of  200  or  less 
cylinders  after  heat  treatment  and  must 
pass  satisfactorily  the  following  tests : 

In  §  73a.8-22  paragraph  (f)  (for- 
merly par.  22  (f)  of  Spec.  8,  order  April 
19,  1948)  is  amended  by  adding  (3>  to 
read  as  follows: 

(3)  An  alternate  gulded-t>end  test  Jig, 
a.s  Illustrated  in  Pig.  1,  Specification  4BA. 
may  be  used  for  testing  the  soundness 
of  fillet  welded  lap  joints.  The  test  spec- 
imen shall  be  bent  across  the  weld  as 
Illustrated  in  sketch  A  or  B  until  the 
elongation  at  the  outer  surface,  adja- 
cent to  the  root  -of  the  weld,  between 
the  lightly  scribed  gage  lines — a  to  b. 
shall  be  at  least  20  percent;  except  that 
this  percentage  may  be  reduced  for  steels 
having  a  tensile  strength  in  excess  of 
50.000  pounds  per  square  inch,  as  pro- 
vided in  paragraph  (d) .  No  tested  spec- 
imen shall  show  a  crack,  or  other  de- 
fect, as  specified  in  paragraph  (f)  (2). 
The  gage  lines  shall  be  lightly  scribed 
before  bending.  The  amount  of  elonga- 
tion (sketches  A  and  B)  may  be  con- 
veniently determined  with  a  Brinell  mi- 


croscope, or  any  other  suitable  method 
may  be  employed. 

In  §  73a.9-9  paragraph  (a)  (formerly 
par.  9  (a)  of  Spec.  9.  order  April  18.  1947 
is  amended  to  read  as  follows: 

(a)  Calculation  must  be  made  by  the 
formula : 

600  (1.3D»  +  0.4<F1 
^=  D'  —  D'    *^ 

where  S= wall  stress  In  pounds  per  square 
inch;  D=outside  diameter  in  inches; 
d= inside  diameter  in  inches. 

The  order  of  August  16,  1940,  is 
amended  by  adding  §  73a.37K,  Specifica- 
tion 37K,  as  follows: 

§  73a.37K  Specification  Z7K;  steel 
drums.  Single  trip  container  (remov- 
able head).  Containers  must  comply 
with  Specification  37D  except  as  follows 
(numbers  to  the  right  of  the  dash  refer 
to  Specification  37D). 

5  73a.37K-5  Parts  and  dimensions. 
As  follows: 


Marked 
cajiacity 
not  over 

Author- 

ize<l  gross 

weight 

Type  of 
container 

Welded 
side 
seam 

required 

Minimum 

thickness 

In  the  black 

(gage.  V.  S. 

standard) 

(gallons;  ipounas; 

Body 

sheet 

Head 

sheet 

65 

1 
275     St.  Side... 

Yes... 

22 

22 
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S  73a.37K-6  Closure  reQuired.  Ade- 
quate to  prevent  leakage;  to  be  of  bolted 
ring  or  lever  lock  ring  types  only;  sponge 
rubber  gaskets  required;  flowed-in  gas- 
kets not  permitted. 

§  73a.37K-8  (a)  ICC-37K275.  This 
mark  shall  be  understood  to  certify  that 
the  container  complies  with  all  specifi- 
cation requirements. 

Section  73a.l06A500-9  (formerly  par.  9 
of  Spec.  106A500,  order  August  16,  1940) 
is  amended  by  adding  (d)  to  read  as  fol- 
lows: 

(d)  Tanks  must  not  be  equipped  with 
safety  valves  or  vents  if  prohibited  for  the 
service  tn  which  tanks  are  used. 


Part  74 — Regulations  Applying  Particu- 
larly TO  Carriers  by  Rail  Freight 

SUBPART  E — HANDLING  BY  CARRIERS  BY  RAIL 
FREIGHT 

In  §  74.582  paragraph  (a)  (formerly 
sec.  582  (a),  order  August  16,  1940)  is 
amended  to  read  as  follows: 

§  74.582  Movement  to  be  expedited. 
(a)  Carriers  must  forward  shipments  of 
explosives  and  other  dangerous  articles 
promptly  and  within  48  hours  after  ac- 
ceptance at  originating  point  or  receipt 
at  any  yard,  transfer  station  or  Inter- 
change point  except  that  where  bi-weekly 
or  weekly  service  only  is  performed,  ship- 
ments of  explosives  and  other  dangerous 
articles  must  be  forwarded  on  the  first 
available  train. 

In  I  74.589  paragraph  (c)  (1)  (former- 
ly sec.  589  (O  (1),  order  February  12, 
1947)  is  amended  to  read  as  follows: 

(c)  (1)  In  switching  operations  where 
use  of  hand  brakes  is  necessary,  a  plac- 
arded loaded  tank  car,  or  a  draft  which 
includes  a  placarded  loaded  tank  car 
shall  not  be  cut  off  until  the  preceding 
car  or  cars  clear  the  ladder  track  and  the 
draft  containing  the  placarded  loaded 
tank  car.  or  a  placarded  loaded  tank  car 
shall  in  turn  clear  the  ladder  before  an- 
other car  is  allowed  to  follow. 


Part  77 — Regulations  Applying  to  Ship- 
ments OF  Common.  Contract,  or  Pri- 
vate Carriers  by  Public  Highway 

In  §  77.824  paragraph  (b)  (4)  (former- 
ly sec.  824  (b)  (4).  orders  November  8. 
1941.  August  28. 1942)  is  amended  to  read 
as  follows:      * 

(4)  Explosives  on  trucks  and  full  trail- 
ers. Any  explosives  other  than  liquid 
nitroglycerin,  desensitized  liquid  nitro- 
glycerin or  diethylene  glycol  dinitrate. 
except  as  defined  in  §  73.61  (a)  <5»,  and 
forbidden  explosives,  may  be  loaded  into 
and  transported  on  any  truck  and  a  full 
trailer  attached  thereto  provided  that 
there  shall  be  no  more  than  one  truck 
and  one  trailer  comprising  the  combi- 
nation. 

In  §  77.824  paragraph  (g)  (3)  (for- 
merly sec.  824  (g)  (3),  order  July  22. 
1948)  is  amended  to  read  as  follows: 

(3)  Tanks  complying  with  specifica- 
tion 106A500,  containing  chlorine,  anhy- 
drous ammonia,  sulfur  dioxide,  methyl 
chloride,  dichlorodifluoromethane,  mon- 
ochlorodifluoromethane.  monochloro- 
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tetrafluoroethane,  vinyl  chloride, 
Inhibited,  difluoroethane,  difluoromono- 
chloroetriane.  or  dispersant  gas,  n.  o.  s.. 
or  tanks  complying  with  specification 
106A800,  containing  hydrogen  sulfide, 
may  be  transported  on  trucks  or  semi- 
trailers only,  when  securely  chocked  or 
clamped  thereon  to  prevent  shifting,  and 
provided  adequate  facilities  are  present 
for  handling  tanks  where  transfer  in 
transit  is  necessary.  See  §  74.560  (b)  (2). 
for  rail  freight-motor  vehicle  shipments. 

It  is  further  ordered.  That  the  fore- 
going amendments  to  the  aforesaid  reg- 


ulations shall  have  full  force  and  effect 
on  June  4,  1949.  and  that  such  regula- 
tions as  herein  amended  shall  there- 
after be  observed  until  further  order  of 
the  Commission. 

It  is  further  ordered.  That  compliance 
with  the  aforesaid  regulations  as  herein 
amended  is  hereby  authorized  on  and 
after  the  date  of  service  of  this  order. 

And  it  is  further  ordered.  That  copies 
of  this  order  be  served  upon  all  parties 
of  record  herein,  and  that  notice  shall  be 
given  to  the  general  public  by  depositing 


a  copy  In  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C, 
and  by  filing  It  with  the  Director.  Divi- 
sion of  Federal  Register. 

(62  Stat.  738.  18  U.  S.  C.  831-835.  49 
Stat.  546.  52  Stat.  1237.  54  Stat.  921.  49 
U.  8.  C.  304) 

By  the  Commission,  Division  3. 

I  SEAL]  W.  P.  Bartel. 

Secretary. 

I  P.    R.    Doc.   49-2254:    Piled.   Mar.   24.    1949; 
9:09  a.  m.l 
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Administration 

[7  CFR,   Ch.   IX] 

Handling   of   Milk   in   the   Rockford- 
F^EEPORT.  III.,  Marketing  Area 

NOTICE  or  recommended  decision  and  op- 
portunity TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  A  PROPOSED  MARKETING 
AGREEMENT    AND    TO    A    PROPOSED    ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR  Supps.  900.1  et  seq;  11  F.  R. 
7737;  12  F.  R.  1159.  4904)  notice  is  hereby 
given  of  the  filing  with  the  Hearing  Clerk 
of  a  recommended  decision  of  the  As- 
sistant Administrator,  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture,  with  respect 
to  a  proposed  marketing  agreement  and 
to  a  proposed  order  regulating  the  han- 
dling of  milk  In  the  Rockford-Freeport, 
IIlinoi.s.  marketing  area,  to  be  made  ef- 
fective pursuant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (7  U.  S.  C.  601  et 
seq.). 

Interested  parties  may  file  written  ex- 
ceptions to  this  recommended  decision 
with  the  Hearing  Clerk.  Room  1844, 
South  Building.  United  States  Depart- 
ment of  Agriculture,  Washington  25, 
D.  C.  not  later  than  the  close  of  busi- 
ness on  the  20th  day  af^er  publication 
of  this  recommended  decision  In  the 
Federal  Register.  Exceptions  should  be 
filed  in  quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  the  proposed 
marketing  agreement  and  the  proposed 
order  have  been  formulated  was  called 
by  the  Production  and  Marketing  Ad- 
ministration. United  States  Department 
of  Agriculture,  following  receipt  of  a 
proposed  marketing  agreement  and  or- 
der filed  by  the  Midwest  Dairymen's 
Company.  Rockford.  Illinois,  and  the 
Stephenson  County  Pure  Milk  Associa- 
tion. Freeport,  Illinois.  The  public  hear- 
ing was  held  at  Rockford,  Illiitois.  June 
2-9.  1948.  after  the  Issuance  of  notices 
on  April  29.  1948.  (13  F.  R.  2381)  and 
May  12.  1948   (13  F.  R.  2661). 


The  material  Issues  on  the  record  re- 
late to: 

(a)  The  need  for  regulation; 

(b)  The  extent  to  which  interstate 
commerce  is  involved  or  afTected;  and 

(ct  The  provisions  to  be  Included  In 
an  order.  If  Justified.  The  evidence  on 
this  Issue  Involved: 

( 1 )  The  extent  of  the  marketing  area ; 

(2)  The  definition  of  "producer", 
"handler",  "approved  plant",  and  other 
terms; 

( 3 )  The  classification  of  milk  and  milk 
products ; 

(4)  Allocation  of  classified  skim  milk 
and  butterfat  between  receipts  from  pro- 
ducers and  from  other  sources; 

(5)  The  determination  and  level  of 
class  prices; 

(6)  Payments  to  producers; 

<7)  The  applicability  of  provisions  to 
milk  regulated  under  other  Federal  or- 
ders; 

(8)  The  amount  of  administrative  as- 
sessment; 

(9>  The  amount  of  deductions  for 
marketing  services;  and 

(10)  The  administrative  provisions 
common  to  all  orders. 

Findings  and  conclusioJis.  Upon  the 
basis  of  the  evidence  adduced  at  such 
hearing,  it  Is  hereby  found  and  con- 
cluded that: 

<  a )  Marketing  conditions  in  the  Rock- 
ford-Freeport area  Justify  the  Issuance 
of  an  order. 

The  milk  sheds  of  Rockford  and  Free- 
port  are  within  the  inner  reaches — Zones 
2  to  5 — of  the  Chicago  milk  shed  where 
buyers  in  the  local  trade  and  buyers  In 
the  overshadowing  Chicago  trade  are  in 
close  competition.  By  contract  or  oral 
agreement  the  producer  associations  and 
the  handlers  negotiate  prices  for  asso- 
ciation milk.  These  prices  apply  to  a 
use  classification  of  the  milk  that  was 
adopted  some  years  ago.  It  differs  sig- 
nificantly from  the  cla.ssiflcatlon  scheme 
employed  in  the  Chicago  milk  shed  under 
Federal  Order  No.  41.  The  chief  differ- 
ence hes  in  the  definition  and  determina- 
tion of  Class  I  milk.  In  effect,  the  Chi- 
cago plan  would  classify  a  larger  pro- 
portion of  producers"  milk  In  the  top 
price  class  than  does  the  method  fol- 
lowed by  Rockford  and  Freeport  han- 
dlers. 


Since  the  lifting  of  war-time  price 
control  measures,  class  prices  have 
equalled  those  currently  paid  for  Chicago 
approved  milk  by  handlers  under  Order 
41  who  operate  In  and  around  the  milk 
shed  of  Rockford  and  Freeport.  These 
prices  have  been  at  the  Chicago  Zone  I 
(70-mile  zone)  level.  Since  September 
1947.  Rockford  handlers  have  added  an 
8(f  premium  on  most  of  their  receipts  to 
meet  premiums  paid  by  competitive  Chi- 
cago plants.  With  such  class  prices  the 
Rockford  as.sociation  during  the  period 
January-April  1948  made  returns  to  their 
producers  approximately  equal  to  or  a 
few  cents  above  the  Chicago  70-mile  zone 
blended  price.  During  the  same  period 
the  returns  to  member  producers  of  the 
FYeepwrt  association  were  a  few  cents 
under  the  Chicago  70-mile  zone  blended 
price.  Prior  to  January  1948.  returns 
to  members  of  both  associations  were 
generally  below  the  Chicago  70-mile  zone 
blended  price. 

With  the  exception  of  one  handler, 
Rockford  and  Freeport  handlers  pur- 
chase through  the  a.ssoclations  all  milk 
received  from  producers.  This  handler 
Is  the  largest  Rockford  operator  who 
handles  approximately  45 ""r  of  local  Cla.ss 
I  and  II  business.  In  1946  this  handler 
cancelled  his  full-supply  contract  with 
the  Rockford  producers  association  on 
the  grounds  that  the  a.ssociatlon  wars  fail- 
ing to  provide  him  with  enough  milk  for 
his  business.  While  continuing  to  pur- 
chase association  milk,  the  handler  re- 
cruited a  group  of  other  producers,  which 
by  April  1948  numbered  70  or  16.5 ''^  of 
all  Rockford  approved  producers.  These 
producers  have  been  paid  the  Chicago 
70-mlle  zone  blend  price,  plus  whatever 
premiums  Chicago  buyers  In  the  terri- 
tory were  paying.  This  handler  has 
more  recently  declared  his  Intention  to 
cease  handling  milk  for  his  Rockford 
Class  I  and  Class  II  trade  in  his  Rock- 
ford plant  and  to  use  for  this  trade  milk 
received  and  proces.scd  in  a  Chicago  ap- 
proved plant  operated  by  him  in  a  neigh- 
boring town.  Handlers  cite  these  cir- 
cumstances In  challenging  the  need  for 
regulation  and  ask  what  more  could  be 
justified  than  class  prices  and  producer 
returns  equal  to  those  of  the  regulated 
Chicago  market.  This  challenge  fails  to 
consider  supplies  of  producer  milk  in 
relation  to  need. 


As  matters  stand,  the  Rockford  mar- 
ket Is  In  short  supply  of  aiiproved  milk. 
The  producers  cooperative  association 
has  attempted  to  augment  supplies  by 
enlarging  Its  membership  as  well  as  by 
encouraging  higher  production  per  mem- 
ber. Its  efforts  have  been,  for  the  most 
part,  unavailing.  In  April  1948  it  had 
28  fewer  members  than  at  the  close  of 
1945.  In  1947  It  lost  42  old  members 
and  gained  22  new  members.  Of  the  42 
who  quit  the  association,  18  transferred 
to  Chicago  approved  plants.  Through 
April  of  this  year  It  had  acquired  6  new 
member  producers,  but  had  lost  12  old 
producers,  5  of  whom  became  Chicago 
producers.  Even  the  accession  of  non- 
member  producers  seems  not  to  have 
raised  supplies  to  the  full  level  of  the 
expanding  needs  of  the  trade.  The  han- 
dler who  turned  to  non-member  pro- 
ducers for  additional  supplies  testified 
that  In  the  last  three  or  four  years  avail- 
able supply  of  Rockford  approved  pro- 
ducer milk  has  failed  to  keep  pace  with 
expanding  needs  of  the  trade. 

It  Is  clear  from  the  record  that  the  area 
as  a  whole  has,  since  the  war  period, 
suffered  from  undersupply  of  locally  In- 
spected and  approved  milk.  This  sup- 
ply condition  has  been  associated  with 
great  expansion.  In  the  production  re- 
gion of  this  marketing  area.  In  demand 
of  other  markets  for  Grade  "A"  milk. 
The  Chicago  area  trade,  in  particular, 
has  In  recent  years  drawn  Increasing 
quantities  of  Grade  "A"  milk  from  the 
region  of  this  marketing  area.  Indeed, 
the  proximity  of  Chicago  handlers  to 
this  marketing  area,  due  to  great  expan- 
Fion  in  the  demand  for  Chicago  approved 
milk,  has  since  the  war  period  made  the 
level  of  prices  for  Chicago  approved  milk 
the  practical  test  of  the  adequacy  and 
fairness  of  producer  prices  in  this  area. 
This  does  not  mean  that  local  producer 
prices  (or  returns)  must  always  equal 
producer  prices  for  Chicago  approved 
milk.  On  the  contrary.  It  implies  that 
when  the  local  market  is  relatively  un- 
dersupplied.  producer  prices  (or  returns) 
should  rise  substantially  above  those  of 
the  alternative  market.  It  has  appeared 
from  indications  above  cited  that  Rock- 
ford and  Freeport  producer  prices  have 
not,  even  up  to  the  end  of  the  period 
observed,  very  well  measured  up  to  such 
test. 

The  record  shows  considerably  higher 
proportionate  Class  I  utilization  and  of 
combined  Class  I  and  II  utilization,  dur- 
ing the  early  months  of  1948,  in  the 
Rockford  area  plants  than  in  Chicago 
approved  plants  under  Order  41,  with 
approximately  equal  producer  returns. 
From  this  it  Is  clear  that  Rockford  and 
Freeport  handlers,  under  their  class  price 
arrangements  with  the  producers'  asso- 
ciation, paid  le.ss  to  the  associations  for 
milk  used  in  their  Grade  "A"  milk  and 
cream  trade  tiian  Chicago  handlers  were 
paying  to  Chicago  producers  for  milk 
similarly  used.  Had  they  really  paid  as 
much,  association  returns  to  producers 
Would  surely  have  been  substantially 
above  minimum  producer  prices  at  com- 
petitive Chicago  plants. 

The  association  could  not  augment  Its 
supplies  without  inevitably  driving  its 
returns  to  producers  below  the  Chicago 


producer  price;  for,  additional  supply, 
though  no  greater  than  required  for  a 
comfortable  margin,  would  naturally 
lower  the  proportionate  use  In  Class  I. 
Such  classification  and  pricing  has  not 
reflected  In  prices  to  producers  the  supply 
and  demand  conditions  in  the  area.  As 
a  method  of  determining  producer  prices 
it  cannot  be  relied  upon  to  induce  a 
supply  in  balance  with  the  needs  of  the 
market. 

Unsatisfactory  producer  prices  have 
been  more  a  matter  of  classification  than 
of  the  class  prices  themselves.  In  both 
parts  of  the  proposed  marketing  area, 
bargaining  with  respect  to  class  prices 
has  been  more  or  less  obstructed  by  the 
vagaries  of  the  classification  system. 
Another  part  of  this  report  deals  in  par- 
ticular with  the  question  of  adequate 
classification  for  the  area.  Here  it  only 
needs  to  be  noted  that  the  scheme  em- 
ployed in  the  area  has  proven  to  be  in- 
adequate as  a  basis  for  the  determination 
of  producer  prices.  Proof  of  Its  inade- 
quacy lies  mainly  in  the  fact  that  it  falls 
to  capture  for  the  top  price  category  all 
of  the  milk  actually  used  by  handlers  for 
their  trade  In  fresh  milk  and  milk  drinks. 
This  is  due  in  part  to  definition.  In  part 
to  the  method  of  classification,  and  in 
part,  to  the  method  of  accounting  for 
class  usage.  First,  by  definition.  Class  I 
Is  unduly  limited  in  that  it  is  not  speci- 
fically made  to  Include  all  fluid  usage 
whether  in  whole  milk  or  skim  and  also 
the  residual  or  accounting  items,  excess 
shrinkage  and  unaccounted  'for  milk. 
Class  n  Includes  beverage  uses  of  skim 
which  are  more  appropriately  Included 
In  Class  I.  Second,  computation  of  utili- 
zation of  receipts  by  classes  is  not  based 
on  records  showing  actual  quantities  of 
milk,  butterfat,  and  skim  used  in  each 
class.  Rather  it  Is  done  by  an  over- 
simplified conversion  method  that 
entirely  omits  any  reconciliation  of  quan- 
tities actually  used  In  each  class  of 
utilization  with  total  disposition  and  re- 
ceipts. Such  computation  is  bound  in 
most  cases  to  inflate  classification  in 
lower  classes  at  the  expense  of  Class  I. 
Besides  the  method  is  quite  lacking  in 
proof  of  accuracy  and  true  representa- 
tion. Third,  with  this  method  of  ac- 
counting for  class  usage  handlers  avoid 
the  burden  of  proof.  To  allow  represen- 
tatives of  producers  to  check  certain 
records  Is  no  substitute  for  a  method  of 
accounting  for  class  usage  that  is  not 
only  supported  by  all  relevant  records 
and  accounts  of  handlers,  but  also  but- 
tressed by  class  definitions  that  place  in 
Class  I  all  milk  inadequately  accounted 
for  In  lower  class  usage.  If  the  Class  I 
price  is  to  apply  to  all  usage  properly 
defined  as  Class  I.  then  handlers  must 
assume  the  burden  of  proof  of  utiliza- 
tion. This  follows  from  the  evident 
necessity  of  supporting  claimed  utiliza- 
tion by  adequate  accounting  for  all  milk 
handled.  Judged  with  reference  to  these 
features,  the  classification  system  of  the 
area  fails  to  measure  up  to  requirements. 
It  Is  too  obsolete  and  Ineffectual  to  serve 
longer  as  a  basi.s  for  class  prices  that  are, 
imder  present  market  conditions,  essen- 
tial for  satisfactory  producer  returns. 

It  is  clear  from  the  record  that  the 
area,  as  a  whole,  h&s  since  the  war  pe- 


riod, suffered  from  undersupply  of  locally 
inspected  and  approved  milk.  This  sup- 
ply condition  has  been  associated  with 
great  expansion.  In  the  production  re- 
gion of  this  marketing  area,  in  demand  of 
other  markets  for  Grade  "A"  milk.  The 
Chicago  area  trade.  In  particular,  has  In 
recent  years  drawn  increasing  quantities 
of  Grade  "A"  milk  from  the  region  of 
this  marketing  area. 

( b )  The  handling  of  milk  in  the  Rock- 
ford-Freeport. Illinois,  marketing  area 
Is  In  the  current  of  Interstate  commerce 
and  directly  burdens,  obstructs  and  af- 
fects Interstate  commerce  In  milk  and  Its 
products. 

Substantial  Interstate  movement  oc- 
curs with  respect  to  milk  produced  for 
the  Rockford-Freeport  marketing  area, 
and  with  respect  to  milk  products  pro- 
duced therefrom,  and  In  addition,  there 
Is  a  close  Interrelationship  between  the 
handling  of  such  milk  and  that  of  other 
milk  that  moves  in  interstate  commerce. 
The  cities  of  Rockford  and  Freeport  are 
In  Illinois,  within  a  few  miles  of  the  State 
of  Wisconsin,  and  within  the  area  from 
which  the  Chicago  marketing  area  draws 
Its  supplies.  Milk  of  a  Wisconsin  pro- 
ducer is  approved  by  Rockford  health  au- 
thorities and  Is  delivered  to  a  Rockford 
plant.  Cream  from  Wisconsin  plants 
has  during  the  past  year  been  received 
by  Rockford  handlers  as  an  awJroved 
emergency  supply.  Chicago  approved 
milk  from  plants  with  Wisconsin  pro- 
ducers is  distributed  in  Freeport  and  In 
p)ortlons  of  the  proposed  marketing  area 
beyond  the  city  limits  of  Rockford  and 
Freeport. 

Milk  of  producers  inspected  for  the 
Rockford  -  Freeport  market  Is  distributed 
frequently  in  the  current  of  Interstate 
commerce.  One  Rockford  handler  Is 
currently  packaging  such  milk  In  paper 
cartons  for  distribution  by  a  handler  in 
Beloit.  Wisconsin.  Milk  and  Ice  cream 
from  Rockford  and  Freeport  handlers 
was  shown  to  be  distributed  In  Wiscon- 
sin communities.  Supplies  of  inspected 
milk,  when  surplus  to  local  needs,  are 
disposed  of  at  a  wide  variety  of  plants 
from  which  manufactured  products  and. 
In  the  case  of  one  plant,  fluid  milk,  are 
widely  distributed  In  Interstate  com- 
merce. 

Producers  of  the  Rockford-Freeport 
marketing  area  are  interspersed  with 
those  supplying  Chicago  approved  plants, 
some  of  which  are  located  In  Wisconsin 
and  many  of  which  receive  milk  from 
Wisconsin  patrons.  Rockford-Freeport 
producers  are  also  interspersed  with 
dairy  farmers  suppljing  manufacturing 
plants  in  Illinois  and  Wisconsin  from 
which  dairy  products  are  distributed 
widely  without  regard  to  state  lines. 
Shifting  of  producers  among  the  Rock- 
ford-Freeport plants,  Chicago  approved 
plants,  and  manufacturing  plants  occurs 
frequently.  In  addition  there  is  active 
procurement  in  the  area  by  other  plants 
for  inspected  milk  supplies,  some  of  which 
Is  for  markets  outside  of  Illinois.  These 
interrelationships  have  a  substantial  ef- 
fect upon  the  flow  of  milk  from  one  mar- 
ket to  another,  and  hence  upon  the  vol- 
ume of  milk  which  crosses  state  lines. 
Price  distortions  which  interrupt  or  In- 
terfere with  the  economical  disposition 
of  milk  in  this  area  burden,  obstruct  and 
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affect  Interstate  commerce  In  milk  and 
its  products. 

(c)  Prom  the  evidence  It  Is  concluded 
that  the  proposed  marketing  agreement 
and  order  hereinafter  set  forth  meet  the 
needs  of  the  Rockford-Preeport  market 
and  will  tend  to  effectuate  the  declared 
policy  of  the  act.  The  following  findings 
and  conclusions  are  made  with  respect  \'q 
the  various  provisions  of  the  marketing 
agreement  and  order: 

Tl)  Extent  of  the  marketing  area. 
The  marketing  area  should  be  defined  to 
Include  the  City  of  Rockford  with  six 
adjacent  or  nearby  townships  in  Winne- 
bago County  and  the  City  of  Freeport  to- 
gether with  four  townships  in  Stephen- 
son County,  all  in  the  State  of  Illinois. 
Rockford  and  Freeport  have  almost  Iden- 
tical sanitary  and  health  requirements 
with  enforcement  on  a  quite  comparable 
basis.  The  production  areas  recognized 
by  the  health  authorities  of  the  two  cities 
overlap.  Freeport  authorities  are  cur- 
rently recognizing  Rockford  inspection 
by  permitting  sale  of  Grade  "A"  milk  re- 
ceived at  and  packaged  in  a  Rockford 
plant.  Th6  proposed  marketing  area, 
while  not  contiguous,  includes  the  prin- 
cipal urban  areais  in  which  Rockford  and 
Freeport  insp>ected  milk  is  sold.  The 
townships  Included  are  adjacent  or  near 
to  the  two  cities  and  have  considerable 
urban  population  regularly  served  by 
handlers  of  the  two  cities. 

The  record  does  not  indicate  that  any 
useful  purpose  would  be  served  by  ex- 
tending the  marketing  area  to  include  the 
entire  area  of  Winnebago  and  Stephen- 
son counties  as  originally  proposed  by 
producers.  While  Rockford  and  Freeport 
inspected  milk  is  sold  throughout  these 
counties,  most  of  the  other  milk  distrib- 
uted In  these  counties  (outside  the  pro- 
posed marketing  area)  is  by  handlers 
under  regulation  of  the  Chicago  order, 
rather  than  from  sources  that  will  be  free 
of  regulation.  The  extension  of  the  mar- 
keting area  would  not  provide  sufficient 
additional  protection  to  handlers  or  pro- 
ducers to  warrant  including  the  whole 
of  both  counties. 

(2»  Definitions.  The  term  "producer" 
should  be  defined  to  Include  only  those 
dairy  farmers  approved  by  appropriate 
health  authorities  of  municipalities  of  the 
marketing  area,  or  by  the  State  of  Illi- 
nois, for  the  production  of  milk  to  be  dis- 
tributed a.s  Grade  "A"  milk  in  the  mar- 
keting area,  whose  milk  Is  regularly  re- 
ceived at  a  plant  from  which  Grade  "A" 
milk  is  distributed  in  the  marketing  area. 
In  addition  to  that  Inspected  by  Rockford 
and  Freeport  authorities.  Grade  "A"  milk 
Is  Inspected  by  the  State  of  Illinois  and 
Is  distributed  in  portions  of  the  proposed 
marketing  area  beyond  the  limits  of 
Rockford  and  Freeport.  The  require- 
ments under  state  Inspection  are  very 
similar  to  those  of  the  Cities  of  Rock- 
ford and  Freeport. 

It  was  suggested  that  daii-y  farmers 
who  produce  non-grade  "A"  milk  whliih  is 
delivered  to  unapproved  plants  from 
which  such  milk  is  disposed  of  In  the 
outlying  portions  of  the  proposed  market- 
ing area  be  designated  as  producers,  and 
that  separate  class  prices  be  established 
for  such  milk.  The  volume  of  such  milk 
distributed  in  the  proposed  marketing 
I  area  would  be  extremely  small,  however. 


and  most  of  It  would  be  from  producer 
distributors  whose  milk  would  not  be 
priced  under  the  proposed  regulation. 
Under  current  conditions  as  shown  on 
the  record  It  does  not  appear  that  the 
suggested  provisions  would  provide  suffi- 
cient protection  to  orderly  marketing 
conditions  to  warrant  their  adoption. 

Dairy  farmers  who  distribute  their  own 
production  and  do  not  purchase  milk 
from  other  producers  should  be  excluded 
from  the  definition  of  producers.  Nor- 
mally such  persons  deliver  to  the  ap- 
proved plants  of  other  handlers  only  milk 
which  Is  In  excess  of  their  own^  needs, 
and  they  should  not.  therefore!  share 
with  other  producers  in  the  proceeds 
of  the  higher  priced  utilization  of  ap- 
proved plants. 

The  term  "approved  plant"  should  be 
defined  to  include  any  milk  plant  from 
which  Grade  "A"  milk  in  fluid  form  Is 
distributed  in  the  marketing  area.  It 
should  not  Include  any  portion  of  the 
plant  or  facilities  used  to  process  milk  or 
milk  products  which  health  authorities 
require  to  be  kept  physically  separate 
from  the  portion  In  which  Grade  "A" 
milk  is  handled.  There  Is  at  least  one 
plant  In  the  marketing  area  where  a 
dual  operation  Is  conducted  at  which 
physical  segregation  (in  separate  parts 
of  the  same  plant)  Is  required  between 
Grade  "A"  and  non-Grade  "A"  opera- 
tions. It  Is  not  necessary  to  bring  this 
non-Grade  "A"  operation  under  regula- 
tion for  protection  of  producers'  Interests 
in  determining  the  classification  of  their 
milk.  Non-Grade  "A"  operations  are 
confined  to  production  of  Class  III  prod- 
ucts, and  adequate  records  of  producer 
receipts  transferred  from  the  Grade  "A" 
operations  to  the  non-Grade  "A"  portion 
of  the  plant  will  be  available  to  permit 
their  classification.  A  definition  of  an 
approved  plant  is  included  to  assist  In 
defining  the  types  of  processors  and  dis- 
tributors subject  to  regulation,  and  to 
clarify  the  language  of  producer  and 
handler  definitions,  and  the  language  of 
other  provisions  of  the  order.  There  are 
no  present  or  prospective  receiving  sta- 
tion, operations;  therefore,  the  definition 
of  approved  plant  may  be  restricted  to 
those  plants  actually  distributing  Grade 
"A"  milk  In  the  marketing  area. 

The  term  "handler"  should  be  defined 
to  include  operators  of  approved  plants 
in  their  capacity  as  such,  and  cooperative 
associations  with  respect  to  milk  of  pro- 
ducers which  the  cooperative  associations 
divert  to  unapproved  plants.  The  sub- 
stantive provisions  of  the  order  regulate 
activities  of  "handlers":  hence,  It  Is  nec- 
essary that  a  definition  of  the  term  be 
included  In  the  order.  The  proposed 
definition  will  Include  all  persons  respon- 
sible for  reporting  receipts  and  utiliza- 
tion of  producer  milk  and  for  making 
payments  for  such  milk.  The  proposal 
that  operators  of  unapproved  plants  from 
which  routes  are  operated  In  the  mar- 
keting area  be  designated  as  handlers  Is 
not  consistent  with  the  producer  defini- 
tion and  the  type  of  pool  herein  recom- 
mended. Under  these  recommenda- 
tions, farmers  delivering  milk  to  such 
plants  would  not  be  considered  producers 
and  consequently  their  milk  would  not  be 
priced  as  producer  milk.  The  Individual 
handler  pool  herein  recommended  does 


not  provide  for  a  producer  settlement 
fund  and  hence  the  alternative  require- 
ment (as  specified  In  the  notice  of  hear- 
ing) of  making  compensatory  payments 
into  such  fund  would  be  administratively 
Ineffectual.  As  most,  one  or  two  small 
plants  with  negligible  distribution  In  out- 
lying portions  of  the  marketing  area 
would  be  affected  currently  by  the  pro- 
visions proposed.  Moreover,  the  compe- 
tition from  such  plants  would  have  little, 
If  any,  effect  on  present  sales  of  regu- 
lated handlers. 

The  term  "producer-handler"  should 
Include  any  person  who  produces  milk 
and  operates  an  approved  plant,  but  who 
receives  no  milk  from  producers.  It  Is 
concluded  that  such  persons  should  be 
exempt  from  the  regulatory  provisions 
of  the  order  except  for  making  reports 
to  the  market  administrator  at  such  time 
and  In  such  manner  as  the  market  ad- 
ministrator may  require.  Producer  han- 
dlers (by  definition)  do  not  purchase  or 
receive  milk  from  producers;  they  are 
for  this  reason  not  subject  to  the  pricing 
provision  of  the  order  which  applies 
solely  to  the  sales  of  milk  by  producers  to 
handlers.  However,  In  order  that  the 
market  administrator  may  inform  him- 
self as  to  their  status  In  relation  to  the 
regulation.  It  Is  necessary  for  him  to 
receive  reports  from  producer  handlers 
from  time  to  time. 

The  term  "other  source  milk  '  should 
include  all  receipts  of  skim  milk  and 
butterfat  at  an  approved  plant,  except 
as  contained  in  producer  milk  and  in 
non-fluid  milk  products  received  from 
non-handlers  and  disposed  of  In  the  same 
form.  Definition  of  other  source  milk 
will  simplify  language  of  other  sections 
of  the  order.  It  is  propo.sed  under  other 
sections  that  receipts  of  other  source 
milk  be  Included  In  the  total  classified 
use  of  an  approved  plant  and  then  be 
deducted  in  arriving  at  the  use  classi- 
fication to  be  allocated  to  producer  milk. 
However,  It  does  not  appear  necessary 
that  non-fluid  milk  products  received 
from  sources  other  than  handlers  should 
enter  these  calculations,  if  disposed  of 
In  the  same  form  as  when  received. 
Therefore,  such  non-fiuid  milk  products 
are  excluded  from  the  term  "other  source 
milk."  This  serves  the  purpose  sought 
by  a  handler  proposal  to  define  "milk 
products."  A  handler  proposal  to  define 
"emergency  milk"  for  the  purpose  of  an 
allocation  treatment  different  from  that 
of  "other  source  milk"  should  not  be 
adopted.  The  purpose  of  this  proposal 
appears  to  be  to  require  producer  milk 
to  share  classification  ratably  with  such 
outside  purchases  as  health  authorities 
permit  to  be  labelled  Grade  "A"  when 
supplies  of  producer  milk  available  to  a 
handler  are  less  than  his  Class  I  and 
Class  n  needs.  It  appears  that  the  City 
of  Rockford,  In  recent  years,  has  been 
short  of  producer  milk  for  Class  I  and 
II  needs  In  the  short  season  and  the 
health  authorities  now  allow  emergency 
supplies  to  enter  the  city  when  needed 
In  fall  months.  At  the  same  time  that 
there  was  a  shortage  at  Rockford  there 
was  a  surplus  In  the  short  season  on  the 
FYeeport  market  and  no  Indication  was 
given  that  these  supplies  would  not  be 
acceptable  to  Rockford  authorities  for 
use  in  that  city.    In  support  of  the  pro- 


posed definition  of  "emergency  milk" 
handlers  contended  that  they  should  not 
be  charged  the  highest  classification  for 
producer  milk  when  their  receipts  of 
producer  milk  are  less  than  Class  I  and 
II  uses,  because  Imported  supplies  ac- 
ceptable to  health  authorities  usually 
were  secured  at  premium  prices.  This, 
however,  would  be  accomplished  by  re- 
ducing returns  to  local  producers.  To 
the  extent  that  milk  approved  for  one 
portion  of  the  marketing  area  will  meet 
the  need  of  another  part,  the  desired 
end  can  be  achieved  with  accompanying 
benefits  to  producers  by  transfers  of  milk 
among  handlers  without  reducing  re- 
turns to  producers.  Moreover,  pro- 
ducers should  receive  the  higher  classi- 
fication In  order  that  returns  to  pro- 
ducers will  be  maintained  at  a  level  which 
will  encourage  production  by  approved 
producers. 

In  order  that  language  In  other  sec- 
tions of  the  order  may  be  shortened, 
definitions  of  "act",  "Secretary",  "De- 
partment", "person",  "cooperative  asso- 
ciation", "delivery  period",  "unapproved 
plant"  and  "producer  milk"  should  be 
Included.  These  terms  are  common  to 
Federal  milk  marketing  orders  Issued 
pursuant  to  the  act.  A  definition  of 
"route"  Is  also  Included  as  ar^  auxiliary 
to  the  definition  of  "approved  plant". 

(3)  Classification  of  milk.  The  order 
should  provide  for  the  separate  classi- 
fication of  skim  milk  and  butterfat.  Such 
a  system  of  classification  will  provide 
equitable  costs  to  handlers  whose  use  of 
these  components  vary  from  each  other, 
and  will  enable  handlers  to  determine 
accurately  their  costs  for  milk  used  in 
each  product.  It  will  also  provide  pro- 
ducers with  returns  based  upon  the  ac- 
tual utilization  of  their  milk.  The  pres- 
ent accounting  methods  in  use  by  many 
handlers  in  the  market  do  not  accurately 
reflect  to  producers  the  actual  use  of 
skim  milk  and  butterfat.  In  that  milk 
equivalents  of  butterfat  are  used  to  de- 
termine Class  II  volume,  and  Class  I 
volume  In  a  residual  amount.  Under  this 
.system,  volume  of  Class  I  milk  Is  Im- 
paired to  the  extent  that  skim  milk  are 
used  to  standardize  milk  sold  for  fluid 
consumption.  Skim  milk  and  butterfat 
should  be  cla.ssifled  in  three  classes  as 
follows: 

Class  I  milk  should  Include  .skim  milk 
and  butterfat  which  Is  disposed  of  in 
fluid  form  as  milk,  skim  milk,  buttermilk, 
flavored  milk,  or  flavored  milk  drink.s, 
and  that  Is  not  speciflcally  accounted 
for  otherwise; 

Class  II  milk  should  include  skim  milk 
and  butterfat  which  is  disposed  of,  in 
fluid  form,  as  cream,  or  cream  mixtures 
of  6  percent  or  more  butterfat  (except 
ice  cream  mix>  and  eggnog; 

Class  III  milk  should  include  skim  milk 
and  butterfat  which  are  used  to  produce 
all  products  other  than  those  sp>ecifled  in 
Class  I  and  II  and  in  actual  plant  loss 
(but  limited,  with  respect  to  butterfat 
and  skim  milk  in  producer  milk,  to  not 
more  than  2  percent  of  receipts  of  pro- 
ducer milk>.  Class  III  milk  should  also 
Include  skim  milk  marketed  for  livestock 
feed  or  dumped,  if  properly  accounted 
for  to  the  market  administrator. 

The  Items  Included  In  Class  I  and 
Class  II  milk  are  those  required  by  the 
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health  authorities  of  the  cities  of  the 
marketing  area  to  be  produced  from 
Grade  "A"  milk.  Further  these  Items 
are  those  currently  Included  within  these 
classes  under  the  accounting  between 
handlers  and  the  cooperative  associations 
supplying  them,  except  that  buttermilk, 
flavored  milk,  and  flavored  milk  drinks 
are  now  Included  In  Class  n  milk  instead 
of  Class  I  milk.  The  physical  character- 
istics, purposes,  values  and  uses  of  these 
Items  are  more  nearly  similar  to  those  of 
fluid  milk  than  to  those  of  the  products 
Included  In  Class  11  milk.  Accordingly, 
It  is  concluded  that  they  should  be  In- 
cluded In  Class  I  milk. 

Fluid  cream  and  cream  mixtures  are 
Included  as  Class  II  because  such  classl- 
flcatlon  has  consistently  been  used  for 
these  products  in  the  past  with  every 
Indication  that  such  classification  Is  sat- 
isfactory. Under  the  accounting  (skim 
milk  and  butterfat  separately)  and  pric- 
ing plan  herein  recommended,  results 
would  not  be  significantly  different  If 
these  products  were  Included  In  Class  I. 
Use  of  a  separate  class  for  cream  will, 
however,  permit  separate  consideration 
of  prices  as  the  need  arises. 

The  Inclusion  in  Class  rn  milk  of  prod- 
ucts other  than  those  required  by  health 
regulations  to  be  from  Grade  "A"  milk 
Is  amply  Justified  by  the  conditions  of 
the  market.  Class  in  milk  Is  that  which 
Is  In  excess  of  the  market  needs  for 
Class  I  and  Class  II  milk.  Use  of  this 
milk  may  be  made  only  In  manufactured 
milk  products  and  the  value  of  It  is  com- 
mensurate only  with  that  of  uninspected 
milk  used  In  manufactured  milk  products. 
At  present  this  classification  Is  used  for 
all  milk  delivered  to  Rockford  and  Free- 
port  handlers  beyond  Class  I  and  II  needs. 
There  are  readily  available  outlets  in 
the  immediate  area  In  which  any  surplus 
milk  can  be  used  for  Ice  cream  purposes, 
or  for  condensed  products,  which  are 
usually  considered  to  be  high  value  out- 
lets for  manufacturing  milk.  The  pro- 
posal of  handlers  to  provide  a  fourth 
classification  for  butter,  Cheddar  cheese, 
casein  and  skim  milk  sold  for  animal 
feed  or  dumped,  should  not  be  adopted, 
as  the  necessity  for  finding  low  value  out- 
lets for  any  volume  of  surplus  milk,  was 
not  shown.  The  fact  that  route  returns 
of  a  handler  of  Class  I  and  II  products 
may  on  occasion  find  their  way  Into  such 
products  does  not  justify  providing  the 
class.  The  records  Indicate  that  the  co- 
operatives supplying  Rockford  and  Free- 
port  have  found  outlets  for  surplus  milk 
at  prices  equal  to  or  above  condensery 
values. 

A  shrinkage  allowance  on  producer 
milk  is  necessary  to  reconcile  milk  ac- 
counted for  as  disposed  of  with  that 
which  is  accounted  for  as  received.  This 
reconciliation  should  be  made  to  the  ex- 
tent of  two  percent  of  producer  receipts 
In  Class  III,  as  proposed  by  producers 
and  currently  In  effect  between  Rockford 
handlers  and  the  association  supplying 
them.  In  order  to  protect  the  pricing 
scheme  from  excessive  amounts  of  unac- 
counted for  milk,  losses  in  excess  of  2 
percent  of  producer  receipts  should  be 
In  Class  I.  Experience  with  th^  2% 
allowance  demonstrates  that  It  has  op>er- 
ated  satisfactorily  In  the  market.  The 
handler    proposal    that    the    shrinkage 


allowance  be  set  at  three  percent  was 
not  supported  on  the  record  by  any  testi- 
mony showing  that  past  experience  or 
efficient  operation  requires  an  allowance 
of  this  amount.  No  limits  need  be  put 
on  the  amount  of  shrinkage  In  other 
source  milk  that  may  be  allocated  to 
Class  ni,  since  receipts  of  other  source 
milk  by  means  of  the  allocation  provi- 
sions discussed  elsewhere  In  this  decision 
will  be  deducted  from  the  lower  class 
uses  found  In  the  plant.  Since,  when 
other  source  milk  Is  present,  shrinkage 
cannot  be  Identified  separately  between 
producer  milk  and  other  soiu-ce  milk, 
provision  Is  Included  to  allocate  the  total 
shrinkage  pro  rata  between  producer 
milk  and  other  source  milk. 

The  order  should  require  the  handler 
who  receives  skim  milk  or  butterfat  to 
prove  to  the  market  administrator  lise 
In  some  class  other  than  Class  I,  or  to 
account  to  producers  for  such  receipts  as 
Class  I  milk.  Such  a  provision  Insures 
to  producers  that  their  returns  will  not 
suffer  because  of  Inadequate  accounting 
by  the  handler. 

Under  the  order  herein  recommended, 
the  classification  of  milk  transferred  or 
diverted  to  another  handler  In  the  form 
of  milk  or  cream  may  be  determined  by 
agreement  between  the  handlers  pro- 
vided the  receiving  handler  has  use  for 
an  equivalent  amount  of  milk  In  the 
class  to  which  the  transferred  milk  Is 
assigned,  after  application  of  the  alloca- 
tion provisions  with  reference  to  other 
source  milk.  In  this  way  producers 
generally  will  receive  the  full  classifica- 
tion of  their  milk  while  at  the  same  time 
a  high  degree  of  flexibility  is  afforded 
to  handlers  in  transferring  milk  among 
themselves. 

Any  milk  or  skim  milk  transferred  to 
a  producer  handler  will  be  Cla.ss  I  milk 
and  any  cream  transferred  to  a  producer 
handler  will  be  Class  II  milk.  Producer 
handlers  do  not  share  their  utilization 
with  regular  producers  'and  normally 
buy  milk  and  cream  from  other  handlers 
only  for  Class  I  and  Class  II  uses.  By 
the  method  provided  producer  handlers 
may  buy  milk  and  cream  at  classiflca- 
tlons  consistent  with  the  most  likely  use 
of  the  product  and  returns  to  purchasers 
generally  are  safeguarded  against  abuse. 

Milk,  skim  milk  or  cream,  transferred 
or  diverted  to  an  unapproved  plant 
within  one-hundred  miles  of  the  market- 
ing area  may  be  classlfled  upon  the  basis 
agreed  upon  between  the  buyer  and  the 
seller,  provided  the  buyer  maintains  ade- 
quate books  and  records,  and  has  actu- 
ally used  an  equivalent  amount  of  milk 
In  the  class  named.  Such  transfers  are 
normally  of  surplus  milk  to  manufactur- 
ing plants  which  should  not  be  required 
to  replace  regular  receipts  of  such  plants 
In  any  higher  class  uses  of  such  plants. 
Transfers  to  unapproved  plants  at  points 
beyond  one-hundred  miles  should  be 
cla.ssified  as  Class  I  if  in  the  form  of  skim 
milk.and  as  Cla.ss  II  if  in  the  form  of 
cream.  A  limitation  of  this  kind  is  nec- 
essary because  the  market  administrator 
must  trace  for  audit  purposes  all  move- 
ments of  milk  and  cream  which  may 
later  be  reclassified  into  a  lower  value 
class.  In  the  Interest  of  rea.sonable  ad- 
ministrative economy,  limits  must  be  set 
on  shipments  beyond  which  the  classlfl- 
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cation  Is  final.  These  limits  should 
reasonably  accommodate  the  marketing 
necessities  of  handler.  Within  100  miles 
of  the  Rockford-Preeport  area,  there  are 
ample  manufacturing  facilities  to  absorb 
any  surplus  producer  milk.  Hence,  there 
should  be  little  occasion  for  milk  to  move 
more  than  100  miles  imless  for  Class  I 
or  Class  II  use  because  the  transporta- 
tion charges  involved  are  such  as  to  make 
uneconomical  movement  for  manufac- 
turing purposes  at  greater  distances. 

(4)  Allocation  of  classified  milk. 
When  producer  milk  which  is  subject  to 
the  pricing  provisions  of  the  order,  and 
other  source  milk  are  both  received  at 
a  regulated  plant,  it  is  Impossible  to  de- 
termine definitely  upon  the  basis  of  usual 
accounting  records  the  uses  made  of 
each.  Unless  the  other  source  milk  is  of 
approved  quality,  health  regulations  re- 
quire that  the  Class  I  and  Class  II  uses 
defined  in  the  recommended  order  be 
from  producer  milk.  Therefore,  alloca- 
tion provisions  are  included  which  al- 
locate receipts  of  producer  milk,  with  the 
exception  of  plant  loss  not  in  exce.<?s  of 
2  percent  of  receipts  of  such  milk,  to  the 
highest  classes  for  which  an  equivalent 
amount  of  milk  was  used  In  the  plant, 
and  allocate  receipts  of  other  source  milk 
to  the  lower  classes  for  which  an  equiv- 
alent amount  of  milk  was  used  in  the 
plant.  In  connection  with  the  proposed 
definition  of  "emergency  milk",  this  de- 
cision has  concluded  that  other  source 
milk  of  approved  quality  should  not 
share  pro  rata  with  producer  milk  in 
these  uses  and  such  milk  is,  therefore. 
Included  with  other  source  milk. 

<5>  Determination  and  level  of  prices. 
(a)  Class  prices  should  be  based  on  prices 
paid  for  milk  used  for  manufacturing 
purposes. 

Historically,  prices  paid  for  milk  used 
for  fluid  purposes  have  been  closely  re- 
lated to  prices  paid  for  milk  used  for 
manufacturing  purposes.  Such  relation- 
ships are  quite  pronounced  in  areas  such 
as  the  one  here  under  consideration, 
where  milk  is  produced  In  relatively  large 
quantities  and  where  manufacturing 
plants  serve  as  alternative  outlets  for 
milk  production.  Production  and  mar- 
keting of  milk  for  each  type  of  outlet  is 
subject  to  many  of  the  same  economic 
factors.  Since  the  market  for  most  man- 
ufactured products  is  country-wide, 
prices  of  manufactured  dairy  products 
reflect  to  a  large  extent  changes  in  gen- 
eral economic  conditions  affecting  the 
supply  and  demand  for  milk.  For  these 
reasons  fluid  milk  markets  have  used 
butter,  powder  and  cheese  prices,  or  the 
prices  paid  by  condenseries,  as  a  basis  for 
establishing  fluid  milk  prices.  Differ- 
entials over  these  basic  or  manufacturing 
prices  are  needed  to  reflect  the  additional 
cost  of  meeting  quality  requirements  in 
the  production  of  market  milk,  and  to 
furnish  the  necessary  Incentive  to  get 
such  milk  produced  and  delivered  to 
points  of  consumption. 

It  is  concluded  that  the  basic  price 
to  be  used  in  establishing  Class  I  and 
Class  n  milk  prices  should  be  the  price 
paid  for  milk  of  3.5%  butterfat  delivered 
to  18  plants  at  which  milk  is  manufac- 
tured into  evaporated  milk.  Formulas 
ba.'^ed  upon  prices  of  butter  and  cheese 
and  upon  butter  and  non-fat  dried  milk 


solids  should  be  used  as  alternatives. 
Similar  basic  price  formulae  are  con- 
tained in  the  orders  for  Chicago  and 
Suburban  Chicago  marketing  area.  It 
is  important  that  a  similar  basis  be 
used  in  the  Rockford-Preeport  area,  and 
that  changes  in  class  prices  for  these 
areas  occur  simultaneously,  since  pro- 
ducers of  the  three  areas  are  inter- 
mingled. For  this  reason  the  use  of  cer- 
tain nearby  Illinois  condenseries  as  the 
list  of  evaporated  plants,  as  advocated  by 
handlers,  should  not  be  adopted.  The  but- 
ter-cheese alternative  formula  Included 
is  the  so-called  evaporated  milk  code 
price  which  also  appears  in  the  Chicago 
milk  order.  The  butter-non-fat  dry 
milk  solids  formula  recommended  uses 
generally  accei>ted  standards  of  yield  of 
these  products  per  hundred  pounds  3.5 
percent  milk,  and  provided  "make  allow- 
ances" for  both  butter  and  non-fat  dry 
milk  solids.  While  the  components  of 
this  formula  vary  from  that  included  in 
the  Chicago  order,  its  use  results  In  a 
price  almost  identical  with  that  of  the 
Chicago  formula. 

Class  I  and  n  prices  should  be  deter- 
mined from  the  basic  price  for  the  month 
next  preceding  the  delivery  period.  Thl.s 
will  enable  producers  and  handlers  to 
know4;he  Class  I  and  Class  II  prices  early 
in  the  delivery  period,  and  will  encourage 
orderly  marketing  because  similar  pro- 
visions are  Included  in  the  orders  for  the 
Chicago  and  Suburban  Chicago  markets, 
this  provision  is  necessary  in  order  to 
maintain  prices  in  the  Rockford-Pree- 
port area  in  line  with  prices  at  Chicago 
and  at  Suburban  Chicago. 

(b)  The  price  differentials  above  the 
basic  price  for  Class  I  and  Class  II  milk 
should  provide  for  a  pronounced  seasonal 
variation,  and  should  be  comparable  to 
those  for  the  Chicago  marketing  area. 

The  seasonal  pattern  of  production  for 
this  market  is  significantly  different  from 
the  pattern  of  sales  of  Class  I  and  Class 
II  milk.  Production  In  the  peak  produc- 
tion month  has  exceeded  that  of  the  low 
months  of  the  same  year  by  about  60 
percent.  Sales  of  Class  I  and  Class  II 
milk  have  been  much  more  uniform 
throughout  the  year.  A  wide  seasonal 
variation  in  production  creates  the  prob- 
lems of  surplus  handling  and  disposal  In 
the  spring  months,  and  shortages  in  the 
fall  months.  Seasonal  changes  In  class 
prices  to  provide  Incentives  for  more 
even  production  are  provided  for  In  the 
present  pricing  plans  of  the  marketing 
area. 

The  differentials  herein  recommended 
are  identical  with  those  for  the  Chicago 
and  Suburban  Chicago  markets.  For 
some  time  class  prices  In  effect  in  the 
marketing  area  have  been  those  of  the 
Chicago  order.  The  adoption  of  the  basic 
prices  and  differentials  herein  recom- 
mended will  continue  that  practice. 
These  Class  I  and  II  prices  are  higher 
than  the  mlnlmums  that  would  be  re- 
quired by  the  Chicago  order  for  Chicago 
plants  located  in  the  marketing  area  by 
the  zone  location  differentials  of  this 
Chicago  order.  It  is  shown  from  the 
record,  however,  that  dairy  farmers  of 
this  area  can  and  do  deliver  to  Chicago 
plants  at  which  the  full  Chicago  prices 
are  paid.  These  class  prices  will  not  in- 
corporate In  the  minimum  prices  of  the 


marketing  area  the  premiums  which 
Rockford  producers  are  currently  receiv- 
ing on  their  blend  prices.  Producers  did 
not  ask  that  this  be  done.  Their  atti- 
tude indicates  their  belief  that  the  rela- 
tionship between  the  markets  Is  so  close 
that  It  would  be  unwise  to  deal  separately 
with  the  problem  for  the  Rockford- 
Preejxtrt  area. 

The  recommended  Class  I  and  Class 
II  differentials  are: 


Delivery  period 

ClmsBl 

Class  II 

Muy  and  June 

10.  £0 

.to 

.70 

90  30 

.^ufriLst.  September,  October,  No- 
verabex       

.M> 

.Ml  other  tnontha . 

.40 

(c)  The  Class  m  price  should  be  the 
basic  formula  price  for  the  current  de- 
livery period. 

This  is  the  price  proposed  by  producers 
for  the  notice  of  hearing.  At  the  hear- 
ing, however,  they  supported  the  paying 
price  of  Northern  Illinois  conden.serles  as 
more  nearly  reflecting  the  local  prices 
for  manufacturing  milk  at  which  Class 
III  milk  should  be  valued.  This  conten- 
tion fails  to  recognize  that  much  Chicago 
approved  milk  in  the  area,  and  much  of 
the  milk  to  be  regulated  under  the  order 
now  is  priced  for  manufacturing  use  at 
the  basic  formula  price.  Preeport  han- 
dlers are  paying  5  cents  more  than  the 
basic  formula  price  for  all  Class  III  milk 
they  receive  at  their  plants  In  recognition 
of  the  fact  that  much  of  their  Class  III 
usage  is  in  Ice  cream,  which  is  a  CIa.ss  II 
product  under  the  Chicago  order.  Rock- 
ford  handlers  are  paying  the  twislc  form- 
ula price  for  their  Class  III  usage.  On 
occasion  it  is  necessary  for  the  cooper- 
ative associations  to  divert  milk  to  local 
condenseries  at  which  letums  are  some- 
what lower  than  the  18  condensery  aver- 
age. The  quantities  of  these  shipments 
are  uncertain,  but  relatively  small  on  a 
yearly  basis.  The  occurrence  of  these 
shipments,  however,  in  view  of  the  price 
which  may  be  obtained  for  the  great  bulk 
of  the  Class  III  milk,  does  not  warrant 
the  adoption  of  the  lower  price  for  all 
Class  in  milk. 

(d>  The  price  computed  for  each  class 
on  the  basis  of  milk  of  3.5  percent  butter- 
fat  content,  should  be  adjusted  to  refiect 
the  weighted  average  butterfat  content 
of  products  used  in  the  respective  classes. 
The  adjustment  differential  for  Class  III 
milk  should  be  on  the  basis  of  the  value 
of  92  score  butter  on  the  Chicago  market 
plus  20  percent.  This  differential  repre- 
sents the  generally  accepted  value  of  but- 
terfat made  Into  butter.  For  Class  II 
milk,  the  differential  should  be  estab- 
lished at  the  value  of  92  score  butter  on 
the  Chicago  market  plus  30  percent.  Un- 
der the  skim  milk  and  butterfat  method 
of  classification,  the  butterfat  differential 
determines  much  of  the  value  of  Cla.ss 
II  milk  which  is  principally  fiuid  cream 
sales.  A  differential  such  as  contained 
herein  provides  a  price  for  fluid  cream  In 
line  with  that  which  handlers  would 
normally  be  expected  to  pay  for  Inspected 
cream  of  bottling  quality.  For  Class  I 
milk  a  differential  equal  to  that  for 
Class  II  milk  Is  considered  appropriate. 
The  record  Indicates  that  the  average 
butterfat  content  of  Class  I  products  In 


Friday,  March  25,  1949 


FEDERAL  REGISTER 


1361 


the  market  normally  varies  little  from  3.B 
percent.  Therefore,  the  effect  of  the 
butterfat  differential  In  Class  I  milk  Is 
largely  to  determine  the  relative  values 
of  skim  milk  and  butterfat  within  the 
over-all  Class  I  price.  The  use  of  the 
differential  recommended  recognizes  that 
the  additional  value  of  Class  I  milk  over 
Class  n  milk  Is  a  skim  milk  value. 

(e)  The  prices  that  will  give  milk  and 
Its  products  a  purchasing  power  equiva- 
lent to  their  purchasing  power  during  the 
base  period  as  determined  pursuant  to 
section  2  and  section  8  (e)  of  the  act  are 
not  reasonable  In  view  of  the  price  of 
feeds,  the  available  suppHes  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  and 
Its  products  in  the  proposed  marketing 
area,  and  the  prices  contained  in  this 
proposed  marketing  agreement  and  order 
will  reflect  such  factors.  Insure  a  suffi- 
cient quantity  of  pure  and  wholesome 
milk,  and  be  In  the  public  Interest. 

The  prices  herein  recommended  re- 
flect the  market  supply  and  demand  In 
the  proposed  marketing  area  for  milk  of 
Grade  "A"  quality.  The  active  procure- 
ment of  milk  for  Chicago  which  also  re- 
quires milk  of  Grade  "A"  quality  is  the 
most  effective  demand  factor  in  the 
Rockford-Preeport  production  area. 
The  demand  for  this  milk  cannot  rea- 
sonably be  ignored  In  the  determination 
of  prices  for  the  Rockford-Preeport 
areas.  Therefore,  the  establishment  of 
class  prices  on  the  basis  of  relationships 
to  those  already  established  for  Chicago, 
rather  than  on  the  basis  of  relationship 
to  a  base  period  Is  considered  reasonable. 
The  manufacturing  prices  selected  as 
basic  prices  reasonably  reflect  the  price 
of  feeds,  and  availability  of  feeds,  and 
the  genera*  market  supply  and  demand 
for  milk  and  its  products.  The  differen- 
tials herein  recommended  reflect  the  ad- 
ditional costs  of  supplying  Inspected 
milk  for  fluid  ase.  While  class  prices 
equivalent  to  those  Included  In  the  rec- 
ommended order  have  not  provided  ade- 
quate supplies  of  producer  milk  during 
the  approximately  one-and-one-half 
years,  they  have  been  In  effect,  they  have 
not  been  applied  during  this  time  to  a 
classlflcatlon  system  adequate  to  the 
needs  of  the  market.  While  the  recent 
record  of  the  market  would  appear  to 
justify  higher  class  prices.  If  no  classifi- 
cation changes  were  recommended,  it  is 
believed  that  results  of  these  prices  un- 
der the  cla.s.sIfication  system  propo.sed 
should  return  producers  blend  prices  suf- 
ficiently high  to  attarct  an  adequate 
supply  of  milk. 

<f»  The  proposal  for  Inclusion  of 
emergency  price  provisions  should  not 
be  adopted.  Such  provisions  were  in- 
cluded in  Federal  milk  marketing  orders 
during  the  war  period  to  cover  conditions 
that  no  longer  exist. 

'6)  Payments  to  producers.  The  or- 
der should  provide  for  the  individual 
handler  type  of  pool,  wherein  producers 
are  paid  on  the  basis  of  the  use  value 
of  producer  milk  by  the  handler  to  whom 
they  deliver  their  milk.  While  producers 
originally  proposed  a  market-wide  pool 
with  equalization  of  uniform  price  be- 
tween handlers,  they  supported  at  the 
hearing    the    Individual    handler    pool. 


Handlers  agreed  that  this  arrangement 
would  best  meet  the  present  needs  of 
the  market.  The  chief  weakness  of  a 
handler  pool  In  this  market  would  ap- 
pear to  be  that  the  varied  producer  prices 
It  produces  would  not  compete  entirely 
with  each  other,  but  It  would  also  com- 
pete with  the  price  of  the  dominant 
Chicago  market.  There  is  a  possibility 
that  Chicago  approved  plants  may  at- 
tract milk  from  Rockford-Freeport 
plants  with  low  blend  prices  while  Rock- 
ford-Preeport plants  with  higher  blend 
prices  are  attrafting  milk  from  Chicago 
plants.  However,  under  the  Individual 
handler  type  of  pool  cooperative  asso- 
ciations may  equalize  payments  to  their 
members  by  collecting  from  handlers  and 
making  payments  to  their  members. 
The  associations  of  this  market  have 
been  using  this  practice  and  there  was 
indication  at  the  hearing  that  they  pro- 
pose to  continue  it  under  the  handler 
pool  proposed.  This  will  eliminate  much 
of  this  problem.  There  are  certain 
other  advantages  which  a  handler  pool 
appears  to  provide  In  this  market.  The 
handler  type  pool  will  refiect  to  Rock- 
ford  producers  the  somewhat  higher 
utilization  of  that  part  of  the  marketing 
area,  thus  attracting  additional  milk  to 
those  handlers  needing  It  for  Class  I  and 
II  uses.  The  lower  blend  prices  of  Free- 
port  handlers  will  also  correspond  more 
nearly  with  the  prices  paid  by  Chicago 
handlers  with  plants  near  Preepwrt. 

Payments  to  producers  for  milk  vary- 
ing from  3.5  percent  butterfat  test  should 
be  adjusted  by  a  butterfat  differential. 
The  differential  Included  In  the  order 
is  the  same  as  that  now  used  and  Is  also 
the  same  as  those  of  the  Chicago  and 
Suburban  Chicago  orders.  It  Is  Impor- 
tant that  the  relationship  to  the  Chicago 
markets  In  this  respect  be  maintained. 

(7)  Provisions  should  be  included  with 
respect  to  milk  regulated  under  other 
Federal  orders.  Milk  regulated  under  the 
Chicago  and  Suburban  Chicago  orders 
Is  distributed  In  the  proposed  marketing 
area  in  two  ways.  Handlers  in  the 
marketing  area  purchase  milk  from  Chi- 
cago handlers,  and  some  Chicago  and 
Suburban  Chicago  handlers  distribute  di- 
rectly or  through  vendors.  This  direct 
distribution  has  so  far  been  In  portions 
of  the  proposed  marketing  area  outside 
the  Cities  of  Rockford  and  Preeport,  but 
attempts  to  make  direct  distribution  in 
Rockford  were  proposed  by  one  of  the 
larger  Rockford  handlers  who  contem- 
plated transferring  his  bottling  opera- 
tions for  Rockford  to  a  Chicago  approved 
plant  which  he  also  operates. 

Various  proposals  concerning  regula- 
tions of  such  milk  were  discussed  at  the 
hearing.  It  is  concluded  that  the  sim- 
plest and  most  equitable  method  would 
be  to  exempt  from  regulation,  except  for 
reporting,  handlers  of  other  Federal 
markets  who  distribute  In  the  marketing 
area  directly  or  through  vendors,  and 
to  treat  as  other  source  milk  that  milk 
regulated  under  other  orders  received 
by  handlers  who  purchase  it  from  plants 
regulated  under  other  orders.  Class 
prices  here  established  parallel  those  of 
the  orders  most  likely  to  be  Involved  and 
the  proposal  to  equalize  administrative 
assessments  for  direct  distribution  dis- 


cussed at  the  hearing  does  not  appear 
warranted. 

(8)  Administrative  assessments. 
Handlers  should  be  required  to  bear  the 
costs  of  administration  of  the  order  by 
the  payment  of  assessments  of  not  more 
than  four  cents  per  hundredweight  of 
receipts  of  producer  milk  and  of  other 
source  milk. 

The  act  provides  that  such  assessments 
shall  be  the  means  of  financing  costs 
of  administration.  The  proposed  maxi- 
mum rate  of  four  cents  appears  reason- 
able In  view  of  the  volume  of  milk  regu- 
lated and  the  experience  In  markets  of 
similar  size.  The  proposal  of  handlers 
that  the  rate  be  limited  to  one  cent  per 
hundredweight  cannot  be  adopted 
because  it  would  not  result  in  sufficient 
revenue  with  which  to  administer  the 
order  adequately. 

(9 )  Deductions  for  marketing  seriHces. 
In  conformity  with  the  act,  provision 
should  be  included  for  providing  mar- 
keting services  for  producers  who  do  not 
belong  to  a  cooperative  association,  with 
appropriate  deduction  therefor.  Such 
provision  is  specifically  authorized  by  the 
act.  The  rate  of  5  cents  per  hundred- 
weight proposed  by  producers  should  be 
provided.  If  experience  Indicates  that 
adequate  services  can  be  provided  at  a 
lower  rate.  It  may  be  adjusted  downward. 
The  proposal  should,  therefore,  be 
adopted. 

(10)  Administrative  provisions.  The 
marketing  agreement  and  order  should 
Include  other  general  administrative  pro- 
visions which  are  common  to  all  orders 
and  which  are  necessary  for  proper  and 
eflBclent  administration  of  the  order. 
These  provisions  provide  for  the  selection 
of  a  market  administrator,  define  his 
powers  and  duties,  prescribe  the  Infor- 
mation to  be  reported  by  handlers  each 
month,  set  forth  the  rules  to  be  followed 
by  the  market  administrator  in  making 
computations  required  by  the  order,  and 
provide  for  a  plan  for  liquidation  of  the 
order  in  the  event  of  its  suspension  or 
termination. 

The  only  Issue  raised  with  respect  to 
these  provisions  was  with  respect  to  the 
dates  by  which  handlers  were  required 
to  report  each  month.  The  dates  here 
Included  are  later  than  those  proposed, 
and  as  late  as  will  reasonably  permit 
payment  to  producers  by  the  dates  rec- 
ommended for  such  payments. 

Dated:  March  21,  1949. 

[seal!  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

Recommended  Marketing  Agreement 
and  Order 

The  following  order  Is  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out.  The  recommended  mar- 
keting agreement  Is  not  Included  in  this 
recommended  decision  because  the  regu- 
lating provisions  thereof  would  be  the 
same  as  those  contained  In  the  recom- 
mended order. 

SEgnoN  1.  Definitions,  (a)  "Act" 
means  Public  Act  No.  10.  73d  Congress, 
as  amended,  and  as  reenacted  and 
amended  by  the  Agricultural  Marketing 
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A>?reement  Act  of  1937.  as  amended  (7 
U.  S.  C.  1940  ed.  601  et  seq.). 

(b)  "Secretary"  means  the  Secretary 
of  Agriculture  or  other  oflBcer  or  em- 
ployee of  the  United  States  authorized 
to  exercise  the  powers  or  to  perform 
the  duties  of  the  said  Secretary  of 
Agriculture. 

(c)  "Department"  means  the  United 
States  Department  of  Agriculture  or  such 
other  Federal  agency  authorized  to  per- 
form the  price  reporting  functions  speci- 
fied In  sections  5  and  8. 

(d)  "Person"  means  any  individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(e)  "Cooperative  association"  means 
any  cooperative  marketing  association 
which  the  Secretary  determines,  after 
application  by  the  association: 

( 1 »  To  be  qualified  under  the  pro- 
visions of  the  act  of  Congress  of  Febru- 
ary 18,  1922.  as  amended,  known  as  the 
"Capper-Volstead  Act":  and 

f2)  To  have  full  authority  in  the  sale 
of  milk  of  its  members  and  to  be  engaged 
In  making  collective  sales  or  marketing 
milk  or  its  products  for  Its  members. 

(f)  "Delivery  period"  means  the  calen- 
dar month  or  the  total  portion  thereof 
during  which  this  order  Is  in  effect. 

(g)  "Rockford  -  Freeport  marketing 
area,"  hereinafter  called  the  "marketing 
area,"  means  the  territory  lying  within 
the  corporate  limits  of  the  Cities  of 
Rockford  and  Freeport,  together  with 
the  territory  lying  within  the  Townships 
of  Cherry  Valley,  Harlem.  Owen,  and 
Rockford  In  Winnebago,  and  Florence, 
Harlem.  Lancaster  and  Silver  Creek,  in 
Stephenson  County,  all  in  the  State  of 
Illinois. 

(h)  "Route"  means  a  delivery  (includ- 
ing at  a  plant  store)  of  milk,  skim  milk, 
buttermilk,  flavored  milk,  or  flavored 
milk  drink  In  fluid  form  to  a  wholesale 
or  retail  stop(s)  other  than  to  a  milk 
processing  or  distributing  plant(s>. 

U)  "Approved  plant"  means  a  milk 
processing  or  distributing  plant  from 
which  a  route  is  operated  wholly  or  par- 
tially within  the  marketing  area  on  which 
delivery  Is  made  of  Grade  "A"  milk  un- 
der the  milk  ordinance  of  any  municipal- 
ity In  the  marketing  area  or  under  the 
Grade  "A"  milk  and  Grade  "A"  milk 
products  law  of  the  State  of  Illinois.  The 
term  "approved  plant"  does  not  Include 
any  portions  of  the  plant  or  facilities 
used  for  processing  milk  or  any  milk 
product  required  by  the  appropriate 
health  authorities  to  be  kept  physically 
eeparate  from  that  portion  of  the  plant 
facilities  used  for  receiving,  processing, 
or  packaging  milk  or  milk  products  to  be 
labeled  Grade  "A", 

<j)  "Unapproved  plant"  means  any 
milk  processing  or  distributing  plant 
which  is  not  an  approved  plant. 

(k)   "Handler"  means: 

(1)  The  operator  of  an  approved  plant 
In  his  capacity  as  such;  or 

(2)  A  cooperative  association  with  re- 
spect to  milk  of  producers  caused  to  be 
diverted  for  its  account  to  an  unapproved 
plant. 

(1)  "Producer"  means  any  person,  ex- 
cept a  producer-handler,  who  unSer  a 
dairy  farm  permit  Issued  by  the  appro- 
priate health  authorities  of  any  of  the 


municipalities  of  the  marketing  area,  or 
by  the  State  of  Illinois,  produces  milk 
approved  by  such  authority  for  distri- 
bution as  Grade  "A"  milk  within  the 
marketing  area,  which  milk  Is  received  at 
an  approved  plant  or  Is  diverted  by  a 
cooperative  association  for  its  account  to 
an  unapproved  plant. 

(m)  "Producer  milk"  means  milk  of 
one  or  more  producers  produced  and  re- 
ceived or  diverted  under  the  conditions 
set  forth  in  (1)  of  this  section. 

(n)  "Other  source  milk"  means  skim 
milk  or  butterfat  received  at  an  ap- 
proved plant  except  that  In  producer 
milk,  in  receipts  from  other  handlers, 
and  In  any  non-fluid  milk  products  re- 
ceived from  a  non-handler  and  disposed 
of  in  the  same  form  as  received. 

(o>  "Producer-handler"  means  any 
person  who  produces  milk  and  operates 
an  approved  plant,  but  who  receives  no 
milk  from  producers. 

Sec.  2.  Market  administrator — (a) 
Designation.  The  agency  for  the  admin- 
istration hereof  shall  be  a  market  ad- 
ministrator, selected  by  the  Secretary, 
who  shall  be  entitled  to  such  compensa- 
tion as  may  be  determined  by,  and  shall 
be  subject  to  removal  at  the  discretion 
of,  the  Secretary. 

(b>  Powers.  The  market  administra- 
tor shall  have  the  following  powers  with 
respect  to  this  order: 

(1)  To  administer  Its  terms  and  pro- 
visions ; 

(2)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  viola- 
tions: 

(3)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

(4>  To  recommend  amendments  to 
the  Secretary, 

(c)  Duties.  The  market  administra- 
tor shall  perform  all  duties  necessary  to 
administer  the  terms  and  provisions  of 
this  order.  Including,  but  not  limited  to, 
the  following: 

a)  Within  30  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  prescribed 
by  the  Secretary,  execute  and  deliver  to 
the  Secretary  a  bond,  effective  as  of 
the  date  on  which  he  enters  upon  such 
duties  and  conditioned  upon  the  faith- 
ful performance  of  such  duties,  in  an 
amount  and  with  surety  thereon  satis- 
factory to  the  Secretary; 

(2)  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  its  terms  and 
provisions ; 

(3)  Obtain  a  bond  In  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator; 

(4)  Pay,  out  of  the  funds  provided  by 
section  9: 

(I)  The  cost  of  his  bond  and  of  the 
bonds  of  his  employees ; 

(II)  His  own  compensation,  and; 
(ill)  All  other  expenses,  except  those 

incurred  under  section  10.  necessarily  In- 
curred by  him  in  the  maintenance  and 
functioning  of  his  dfflce  and  in  the  per- 
formance of  his  duties; 

(5)  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided lor  herein,  and.  upon  request  by 


the  Secretary,  surrender  the  same  to  such 
other  person  as  the  Secretary  may  desig- 
nate; 

(6>  Publicly  announce,  unless  other- 
wise directed  by  the  Secretary,  by  post- 
ing In  a  conspicuous  place  in  his  office 
and  by  such  other  means  as  he  deems 
appropriate,  the  name  of  any  person 
who.  within  10  days  after  the  day  upon 
which  he  is  required  to  perform  such 
acts,  has  not  made  (I)  reports  pursuant 
to  section  3  or  (11)  payments  pursuant 
to  sections  8,  9, 10.  or  11; 

(7>  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish such  information  and  reports  as 
may  be  requested  by  the  Secretary; 

(8)  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period  report  to 
each  cooperative  association  which  so  re- 
quests the  amount  and  class  utilization 
of  milk  caused  to  be  delivered  by  such 
cooperative  association,  either  directly  or 
from  producers  who  have  authorized 
such  cooperative  association  to  receive 
payments  for  them,  to  each  handler  to 
whom  the  cooperative  association  sells 
milk.  For  the  purpose  of  this  report  the 
milk  caused  to  be  so  delivered  by  a  co- 
operative association  shall  he  prorated  to 
each  class  in  the  proportion  that  the 
total  receipts  of  milk  received  from  pro- 
ducers by  such  handler  were  used  in  each 
class; 

'9)  Audit  all  reports  and  payments  by 
each  handler  by  Inspection  of  such 
handler's  records  and  of  the  records  of 
any  other  handler  or  person  upon  whose 
utilization  the  classification  of  skim 
milk  or  butterfat  for  such  handler  de- 
pends; 

(10)  Publicly  announce,  by  posting  in 
a  conspicuous  place  in  his  office  and  by 
such  other  means  as  he  deems  appro- 
priate, the  prices  determined  for  each 
delivery  period  as  follows: 

(1)  On  or  before  the  5th  day  after  the 
end  of  such  delivery  period,  the  minimum 
class  prices  and  the  butterfat  differen- 
tials for  each  class  pursuant  to  section 
5,  and 

(11  >  On  or  before  the  12th  day  after  the 
end  of  such  delivery  period,  the  imiform 
prices  computed,  pursuant  to  section  7, 
and  the  butterfat  differential  computed 
pursuant  to  section  8,  and 

til)  Prepare  and  disseminate  to  the 
public  such  statistics  and  information  as 
he  deems  advisable  and  as  do  not  reveal 
confidential  Information. 

Sic.  8.  Reports,  records,  and  facili- 
ties— (a)  Delivery  period  reports  of  re- 
ceipts and  utilization.  On  or  before  the 
8th  day  after  the  end  of  each  delivery 
period  each  handler,  except  a  producer- 
handler,  shall  report  to  the  market  ad- 
ministrator in  the  detail  and  on  forms 
prescribed  by  the  market  administrator: 

(1»  The  quantities  of  butterfat  and 
quantities  of  skim  milk  contained  in  (or 
used  in  the  production  of)  all  receipts 
within  such  delivery  period  of  (1)  pro- 
ducer milk,  (ii)  skim  milk  and  butterfat 
in  any  form  from  any  other  handler, 
and  (ill)  other  source  milk;  and  the 
sources  thereof; 

(2)  The  product  pounds  of  non -fluid 
milk  products  received  from  any  nonhan- 
dler  and  disposed  of  in  the  same  form; 
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(2)  The  utilization  of  all  receipts  re- 
quired to  be  reported  under  (1)  and  (2) 
of  this  paragraph;  and 

(4)  Such  other  Information  with  re- 
spect to  all  such  receipts  and  utilization 
as  the  market  administrator  may  pre- 
scribe. 

(b)  Other  reports,  fl)  Each  producer- 
handler  shall  make  reports  to  the  market 
administrator  at  such  time  and  in  such 
manner  as  the  market  administrator 
may  prescribe. 

(2)  On  or  before  the  25th  day  after 
the  end  of  each  delivery  period  each 
handler  shall  submit  to  the  market  ad- 
ministrator such  handler's  producer  pay 
roll  for  the  preceding  delivery  p>eriod, 
which  shall  show  (1)  the  total  pounds  of 
milk  received  from  each  producer  and 
cooperative  association  and  the  total 
pounds  of  butterfft  contained  in  such 
milk,  (il)  the  amount  of  payment  to  each 
producer  and  cooperative  association, 
and  (iii)  the  nature  and  amount  of  any 
deductions  and  charges  involved  in  the 
payments  referred  to  in  (ii)  of  this  sub- 
paragraph. 

(c)  Records  and  facilities.  Each  han- 
dler shall  maintain,  and  make  available 
to  the  market  administrator  or  to  his 
representative  during  the  usual  hours  of 
business,  such  accounts  and  records  of 
his  operations  and  such  facilities  as  are 
necessary  for  the  market  administrator 
to  verify  or  to  establish  the  correct  data 
with  respect  to: 

(1)  The  receipts  and  utilization,  in 
whatever  form,  of  all  skim  milk  and 
butterfat  received.  Including  milk  prod- 
ucts received  and  disposed  of  in  the  same 
form; 

(2)  The  weights,  samples,  and  tests 
for  butterfat  and  for  other  content  of  all 
skim  milk  and  butterfat  handled; 

(3)  Payments  to  producers  and  coop- 
erative associations ;  and 

(4)  The  pounds  of  skim  milk  and  but- 
terfat contained  In  or  represented  ty  all 
milk,  skim  milk,  cream  and  each  milk 
product  on  hand  at  the  beginning  and  at 
the  end  of  each  delivery  period. 

Sec.  4.  Classification — (a)  Skim  milk 
and  butterfat  to  be  classified.  All  skim 
milk  and  butterfat.  in  any  form,  received 
within  the  delivery  period  by  a  handler, 
in  producer  milk,  in  other  source  milk, 
and  from  another  handler  shall  be  classi- 
fied by  the  market  administrator  pursu- 
ant to  the  following  provisions  of  this 
section. 

(b)  Classes  of  utilization.  Subject  to 
the  conditions  set  forth  in  ^d>  and  te) 
of  this  section,  the  skim  milk  and  butter- 
fat described  in  (a)  of  this  section  shall 
be  classified  separately  by  the  market 
administrator  on  the  basis  of  the  follow- 
ing classes: 

(1)  Class  I  milk  shall  be  all  skim  milk 
(including  reconstituted  skim  milk)  and 
butterfat; 

(1)  Disposed  of  in  fluid  form  as  milk, 
skim  milk,  buttermilk,  flavored  milk  or 
flavored  milk  drink  (except  as  provided 
In  (3>  (iii)  of  this  paragraph) ;  and 

(11)  Not  specifically  accounted  for  as 
any  item  Included  under  (I)  of  this  sub- 
paragraph or  as  Class  II  milk  or  Class 
in  milk. 

(2)  Class  n  milk  shall  be  all  skim 
milk  (including  reconstituted  skim  milk) 


and  butterfat  disposed  oi  in  fluid  form 
as: 

(i)  Cream  or  as  any  mixture  contain- 
ing cream  and  milk,  or  skim  milk  (not 
including  ice  cream  mix)  containing  not 
less  than  6  percent  of  butterfat,  and 

(ii)  Eggnog. 

(3)  Class  III  milk  shall  be  all  skim 
milk  and  butterfat: 

il)  Used  to  produce  a  milk  product 
other  than  any  of  those  specified  in  (1) 
(D  or  in  (2)  of  this  paragraph; 

(ii)  In  actual  plant  shrinkage  of  pro- 
ducer milk  computed  pursuant  to  (c)  of 
this  section,  but  not  in  excess  of  2  per- 
cent thereof;  and 

(iii)  In  inventory  variation  of  milk, 
skim  milk,  cream  or  of  any  Class  I  or 
Class  II  product. 

(iv)  In  skim  milk,  flavored  milk,  flav- 
ored milk  drink  or  buttermilk  dumped  or 
disposed  of  for  livestock  feed;  and 

(v»  In  actual  plant  shrinkage  of  other 
source  milk  computed  pursuant  to  (c) 
of  this  section. 

(c)  Shrinkage.  The  market  admin- 
istrator shall  determine  the  shrinkage  of 
skim  milk  and  butterfat.  respectively,  in 
producer  milk  and  in  other  source  milk 
in  the  following  manner: 

<l>  Compute  the  total  shrinkage  of 
skim  milk  and  butterfat.  respectively,  for 
each  handler;  and 

(2)  Prorate  the  total  shrinkage  of 
skim  milk  and  butterfat,  respectively, 
computed  pursuant  to  ( 1 )  of  this  para- 
graph between  producer  milk  and  other 
source  milk  after  deducting  receipts  from 
other  handlers. 

(d)  Responsibilitv  of  handlers  and  re- 
classification of  milk.  (1)  All  .skim  milk 
and  butterfat  shall  be  Class  I  milk,  unless 
the  handler  who  flr.st  receives  such  skim 
milk  or  butterfat  proves  to  the  market 
administrator  that  such  skim  milk  or 
butterfat  should  be  classified  otherwise. 

(2)  Any  skim  milk  or  butterfat  (ex- 
cept that  transferred  to  »  producer- 
handler*  classified  in  one  class  shall  be 
reclassified  if  used  or  reused  by  such 
handler  or  by  another  handler  in  another 
class. 

(e)  Transfers.  Skim  milk  or  butter- 
fat di.sposed  of  by  a  handler  either  by 
transfer  or  diversion  shall  be  classified: 

(1)  As  Class  I  milk  is  transferred  or 
diverted  in  the  form  of  milk  or  skim  milk, 
and  as  Class  II  milk  if  so  disposed  of  in 
the  form  of  cream,  to  the  approved  plant 
of  another  handler  (except  a  producer- 
handler)  unless  utilization  in  another 
class  is  mutually  Indicated  in  writing  to 
the  market  administrator  by  both  han- 
dlers on  or  before  the  8th  day  after  the 
end  of  the  delivery  j>eriod  within  which 
such  transaction  occurred:  Provided, 
That  skim  milk  or  butterfat  so  assigned 
to  a  particular  class  shall  be  limited  to 
the  amount  thereof  remaining  in  such 
class  in  the  plant  of  the  transferee-han- 
dler after  the  subtraction  of  other  source 
milk  pursuant  to  (g)  (1)  (11)  of  this  seC' 
tlon.  and  any  excess  of  such  skim  milk  or 
butterfat.  respectively,  shall  be  assigned 
in  series  beginning  with  the  next  higher 
priced  available  utilization :  And  provided 
further,  That  in  no  event  shall  skim  milk 
or  butterfat  so  transferred  or  diverted 
be  so  classified  that  other  source  milk  is 
assigned  to  any  higher  class  in  the  plant 


of  the  transferring  handler  than  the  low- 
est class  to  which  producer  milk  (other 
than  allowable  shrinkage)  is  assigned  to 
the  plant  of  the  transferee-handler,  after 
application  of  the  allocation  provisions 
of  (g)  of  this  section. 

(2)  As  Class  I  milk  if  transferred  or 
diverted  to  a  producer-handler  in  the 
form  of  milk  or  skim  milk  and  as  Class 
II  milk  if  so  disposed  of  in  the  form  of 
cream; 

(3)  As  Class  I  milk  if  transferred  or 
diverted  in  bulk  in  the  form  of  milk  or 
skim  milk,  and  as  Cla.ss  II  milk  if 
so  disposed  of  in  the  form  of  cream,  to 
an  unapproved  plant  unless,  except  as 
provided  in  (4)  of  this  paragraph; 

(1)  The  handler  claims  another  class 
on  the  basis  of  a  utilization  mutually  in- 
dicated in  writing  to  the  market  admin- 
istrator by  both  the  buyer  and  seller  on 
or  before  the  8th  day  after  the  end  of  the 
delivery  period  within  which  such  trans- 
action occurred; 

(ii)  The  buyer  maintains  books  and 
records  showing  the  utilization  of  all 
skim  milk  and  butterfat  at  his  plant 
which  are  made  available  if  requested  by 
the  market  administrator  for  the  pur- 
pose of  verification. 

(iii)  Such  buyer's  plant  had  actually 
used  not  less  than  an  equivalent  amount 
of  skim  milk  and  butterfat  in  the  use  in- 
dicated in  such  statement:  Provided, 
That  if  upon  inspection  of  his  records 
such  buyer's  plant  had  not  actually  used 
an  equivalent  amount  of  skim  milk  and 
butterfat  in  such  indicated  use.  the  re- 
maining pounds  shall  be  classified  on  the 
basis  of  the  next  lower-priced  available 
Use  in  accordance  with  the  classes  set 
forth  in  (b)  of  this  section;  and 

(4)  As  Class  I  milk  !f  transferred  or 
diverted  in  the  form  of  milk  or  skim  milk, 
and  as  Class  II  milk  If  so  disposed  of  in 
the  form  of  cream,  to  an  unapproved 
plant  located  100  miles  or  more  from  the 
marketing  area,  by  shortest  highway  dis- 
tance as  determined  by  the  market  ad- 
ministrator. 

(f)  Computation  of  skim  milk  and 
butterfat  in  each  class.  For  each  de- 
livery period,  the  market  administrator 
shall  correct  for  mathematical  and  for 
other  obvious  errors  the  delivery  p»eriod 
report  submitted  by  each  handler  and 
compute  the  total  pounds  of  skim  milk 
and  butterfat.  respectively,  in  Class  I 
milk.  Class  II  milk,  and  Cla.ss  III  milk 
for  such  handler. 

(g»  Allocation  of  skim  milk  and  but- 
terfat classified.  (1)  The  pounds  of 
skim  milk  remaining  in  each  class  after 
making  the  following  computations  shall 
be  the  pounds  in  such  class  allocated  to 
producer  milk: 

(I)  Subtract  plant  shrinkage  of  skim 
milk  in  producer  milk  pursuant  to  (b) 
(3)  (ii)  of  this  section  from  the  total 
pounds  of  skim  milk  in  Class  III  milk; 

(II)  Subtr£u;t  from  the  remaining 
pounds  of  skim  milk  in  each  class,  in 
series  beginning  with  the  lowest-priced 
available  use,  the  pounds  of  skim  milk 
in  other  source  milk; 

(ill)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  the 
skim  milk  received  from  other  handlers 
and  assigned  pursuant  to  (e)  of  this  sec- 
tion; 
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(Iv)  Add  to  the  remaining  pounds  of 
skim  milk  in  Class  m  milk  the  pounds 
subtracted  pursuant  to  (1)  of  this  sub- 
paragraph; or  if  the  remaining  pounds 
of  skim  milk  in  all  classes  exceed  the 
pounds  of  skim  milk  In  producer  milk, 
subtract  such  excess  from  the  remaining 
pounds  of  skim  milk  In  series  beginning 
with  lowest-priced  available  use. 

( 2 )  Allocate  classified  butterf  at  to  pro- 
ducer milk  according  to  the  method  pre- 
scribed in  (1)  of  this  paragraph  for  skim 
milk. 

(3)  Determine  the  weighted  average 
butterfat  test  of  the  remaining  Class  I 
milk,  CTass  II  milk,  and  Class  III  milk 
computed  pursuant  to  (1)  and  (2)  of 
this  paragraph. 

Sec.  5.  Minimum  prices — fa)  Basic  for- 
mula price  to  be  used  in  determining  class 
prices.  The  basic  formula  price  per  hun- 
dredweight of  milk  to  be  used  in  deter- 
mining the  Class  I  and  Class  II  prices 
provided  by  this  section  shall  be  the 
highest  of  the  prices  per  hundredweight 
for  milk  of  3.5  percent  butterfat  content 
determined  by  the  market  administrator 
pursuant  to  tl).  (2).  or  (3)  of  this  para- 
graph, computed  to  the  nearest  cent. 

( 1 )  The  average  of  the  basic  (or  field) 
prices  per  hundredweight  reported  to 
have  been  paid,  or  to  be  paid,  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  delivery  period 
at  the  following  plants  or  places  for 
which  prices  have  been  reported  to  the 
market  administrator  or  to  the  Depart- 
ment of  Agriculture: 

Present  Operator  and  Location 

Borden  Co.,  Black  Creek.  Wis. 
Borden  Co..  Greenville,  Wis. 
Borden  Co..  Mt.  Pleaaant,  Mich. 
Borden   Co..  New   London.  Wia. 
Borden  Co..  Orrordvllle,  Wis. 
Carnation  Co..  Berlin,  Wis. 
Carnation  Co.,  Jefferson,  Wl«. 
Carnation  Co.,  Chilton.  Wis. 
Carnation  Co.,  Richland  Center.  Wis. 
Carnation  Co..  Oconomowoc.  Wis. 
Carnation  Co.,  Sparta,  Mi^h. 
Pet  Milk  Co.,  Belleville.  Wis. 
Pet  Milk  Co.,  Coopersvllle.  Mich. 
Pet  Milk  Co..  Hudson,  Mich. 
Pet  Milk  Co.,  New  Glarus,  Wla. 
Pet  Milk  Co..  Wayland.  Mich. 
White  House  Milk  Co..  Manitowoc.  Wis. 
White  House  Milk  Co.,  West  Bend,  Wis. 

( 2 )  The  price  per  hundredweight  com- 
puted as  follows: 

(1)  Multiply  by  six  the  average  daily 
wholesale  price  per  pound  of  92-score 
butter  in  the  Chicago  market  as  reported 
by  the  Department  during  the  delivery 
period; 

(ii)  Add  an  amount  equal  to  2.4  times 
the  average  weekly  prevailing  price  per 
pound  of  "Twins'  during  the  delivery 
period  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin:  Pro- 
vided, That  if  the  price  of  •'Twins"  is  not 
quoted  on  the  Wisconsin  Cheese  Ex- 
change the  weekly  prevailing  price  per 
pound  of  "Cheddars"  shall  be  used;  and 

<iii)  Divide  by  seven,  add  30  percent 
thereof,  and  then  multiply  by  3.5. 

(3>  The  price  per  hundredweight  com- 
puted by  adding  together  the  plus  values 
pursuant  to  (1)  and  (ii)  of  this  subpara- 
graph: 

(i)  Prom  the  average  daily  wholesale 
price  per  pound  of  92-5Core  butter  in  the 


PROPOSED  RULE  MAKING 

Chicago  market,  as  reported  by  the  De- 
partment during  the  delivery  period,  sub- 
tract two  cents,  add  20  percent  thereof, 
and  then  multiply  by  3.5;  and 

(11)  Prom  the  arithmetical  average  of 
the  carlot  prices  per  pound  for  nonfat 
dry  skim  milk  solids  (not  Including  that 
specifically  designated  animal  feed) 
spray  and  roller  process,  f.  p.  b.  manu- 
facturing plants  in  the  Chicago  area  as 
published  by  the  Department  during  the 
delivery  period,  deduct  5.5  cents,  multiply 
by  8.5  and  then  multiply  by  0.965,  except 
that  if  such  agency  does  not  publish  such 
prices  f .  o.  b.  manufacturing  plants,  there 
shall  be  used  for  the  purpose  of  this  com- 
putation the  arithmetical  average  of  the 
carlot  prices  thereof,  delivered  at  Chi- 
cago, Illinois,  as  published  weekly  by  such 
agency  during  the  delivery  period;  and 
in  the  latter  event  the  figure  "6.5"  shall 
be  substituted  for  "5.5"  in  the  above 
formula. 

(b)  Class  I  milk  prices.  Subject  to 
the  provisions  of  (e)  of  this  section,  the 
minimum  price  per  hundredweight,  on  a 
3.5  percent  butterfat  content  basis,  to  be 
paid  by  each  handler,  at  his  plant,  for 
producer  milk  received  and  classified  as 
Class  I  milk,  shall  be  the  basic  formula 
price  for  the  preceding  delivery  period 
determined  pursuant  to  (a)  of  this  sec- 
tion, plus  the  following: 

Delivery  period:  Amount 

May   and   June $0.60 

August,    8eptember,    October.    No- 
vember         .90 

All  other  months 70 

(c)  Class  II  milk  prices.  Subject  to 
the  provisions  of  (e)  of  this  section,  the 
minimum  price  per  hundredweight,  on  a 
3.5  percent  butterfat  content  basis,  to  be 
paid  by  each  handler,  at  his  plant,  for 
producer  milk  received  and  classified  as 
Class  II  milk,  shall  be  the  basic  formula 
price  for  the  preceding  delivery  period 
determine^  pursuant  to  (a)  of  this  sec- 
tion, plus  the  following: 

Delivery  period:  Amount 

May  and  June - $0.30 

August,  September,  October,  Novem- 
ber  .80 

All    other    months 40 

(d)  Class  III  milk  prices.  Subject  to 
the  provisions  of  <e»  of  this  section,  the 
minimum  price  per  hundredweight,  on 
a  3.5  percent  butterfat  ba.sis  to  be  paid 
by  each  handler,  at  his  plant,  for  pro- 
ducer milk  received  and  cla."NSified  as 
Class  III  milk  shall  be  the  same  as  the 
basic  formula  price  for  the  current  de- 
livery period. 

(e)  Butterfat  differentials  to  handlers. 
It  for  any  handler,  the  weighted  average 
butterfat  test  of  his  classified  producer 
milk  is  more  or  le.ss  than  3.5  percent, 
there  shall  be  added  to  or  subtracted 
from,  as  the  case  may  be,  the  price  for 
such  class,  for  each  one-tenth  of  one 
percent  that  such  weighted  average 
butterfat  test  is  above  or  below  3.5  per- 
cent, a  butterfat  differential  (computed 
to  the  nearest  tenth  of  a  cent)  calcu- 
lated by  the  market  administrator  for 
such  class  as  follows: 

(1)  Class  I  milk:  Multiply  by  1.30  the 
average  daily  wholesale  price  per  pound 
of  92-score  butter  In  the  Chicago  mar- 
ket as  reported  by  the  Department  for 


the  previous  delivery  period  and  divide 
the  result  by  10. 

(2)  Class  II  milk:  Multiply  by  1.30 
the  average  dally  wholesale  price  per 
pound  of  92-score  butter  In  the  Chicago 
market  as  reported  by  the  Department 
for  the  previous  delivery  period  and  di- 
vide the  result  by  10. 

(3)  Class  m  milk:  Multiply  by  1  20 
the  average  daily  wholesale  price  per 
pound  of  92-score  butter  in  the  Chicago 
market  as  reported  by  the  Department 
during  the  delivery  period  and  divide  the 
result  by  10. 

Sec.  6.  Application  of  provisions — 
(a>  Producer-handlers.  Sections  4,  5,  7, 
8,  9  and  10,  shall  not  apply  to  a  producer- 
handler. 

(b)  Milk  subject  to  pricing  under 
other  Federal  orderf.  Milk  priced  under 
any  other  Federal  milk  marketing  agree- 
ment or  order  for  another  fluid  market- 
ing area  shall  not  be  subject  to  the 
provisions  of  this  order.  If  such  milk 
is  disposed  of  on  a  route  In  the  market- 
ing area  operated  by  or  for  a  person 
subject  to  regulation  under  another 
order,  such  person  shall  report  as  re- 
quested by  the  market  administrator, 
but  shall  not  be  considered  a  handler 
under  this  order.  If  such  milk  Is  re- 
ceived at  the  approved  plant  of  a  handler 
subject  to  the  provisions  of  this  order,  it 
shall  be  considered  as  other  source  milk. 

Sec.  7.  Determination  of  uniform 
prices — 'a)  Computation  of  value  of 
milk.  The  value  of  producer  milk  re- 
ceived during  each  delivery  period  by 
each  handler  shall  be  a  sum  of  money 
computed  by  the  market  administrator 
by  multiplying  the  pounds  of  such  milk 
in  each  class  for  the  delivery  period,  by 
the  applicable  class  prices,  and  adding 
together  the  resulting  amounts:  Pro- 
vided. That  if  a  handler,  after  subtract- 
ing Qther  source  milk  and  receipts  from 
other  handlers,  has  disposed  of  skim  milk 
or  butterfat  in  excess  of  the  skim  milk 
or  butterfat  which,  on  the  basis  of  his 
report  for  the  delivery  period  pursuant  to 
section  3  tat,  has  been  credited  to  pro- 
ducers as  having  been  received  from 
them,  there  shall  be  added  an  amount 
computed  by  multiplying  the  pounds  in 
each  class  as  subtracted  pursuant  to  sec- 
tion 4  (g>  <1)  (iv)  and  (2)  by  the  appli- 
cable class  prices. 

(b)  Computation  of  uniform  prices  for 
each  handler.  For  each  delivery  period 
the  market  administrator  shall  compute 
for  each  handler  a  uniform  price  per 
hundredweight,  on  the  basis  of  3  5  per- 
cent butterfat  content,  for  producer  milk 
received  by  such  handler  as  follows: 

(1)  Prom  the  value  of  milk  computed 
for  such  handler  pursuant  to  (a)  of  this 
section,  deduct.  If  the  weighted  average 
butterfat  test  of  all  producer  milk  re- 
ceived by  him  is  greater  than  3.5  percent, 
or  add,  if  the  weighted  average  butterfat 
test  of  such  milk  is  less  than  3.5  percent, 
an  amount  computed  by  multiplying  the 
variation  from  3.5  percent,  of  such 
weighted  average  test  by  the  producer 
butterfat  differential  specified  in  section 
8  <b>.  and  multiplying  the  resulting 
figure  by  the  total  hundredweight  of  such 
milk; 

(2)  Add.  or  subtract,  as  the  csise  may 
be.  the  amount  necessary  to  correct  er- 
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rors  in  classification  for  previous  deliv- 
ery periods,  as  disclosed  by  audit  of  the 
market  administrator; 

(3>  Adjust  the  resulting  amount  by 
the  sum  of  money  used  in  adjusting  the 
uniform  price  pursuant  to  (5)  of  this 
paragraph  for  the  preceding  delivery 
period  to  the  nearest  cent; 

(4)  Divide  the  result  by  the  total 
hundredweight  of  milk  received  directly 
from  producers  by  the  handler  during 
the  delivery  p>eriod;  and 

(5)  Adjust  the  resulting  figure  to  the 
nesu-est  cent. 

(c)  Notification  of  handlers.  On  or 
before  the  12th  day  after  the  end  of  each 
delivery  period,  the  market  administra- 
tor shall  mall  to  each  handler  at  his  last 
known  address,  a  statement  showing: 

(1)  The  amount  and  value  of  his  milk 
In  each  class  and  the  totals  thereof; 

(2)  The  uniform  price  for  such  han- 
dler pursuant  to  (b)  of  this  section,  and 
the  butterfat  differentials  computed  pur- 
suant to  8  (c) ;  and 

(3)  The  amount  to  be  paid  by  each 
handler  pursuant  to  sections  8.  9  and  10. 

Sec  8.  Payment  for  milk—(&'t  Time 
and  method  of  payment.  Each  handler 
shall  make  payments  on  or  before  the 
15th  day  after  the  end  of  each  delivery 
period,  to  each  producer  or  cooperative 
association,  at  not  less  than  the  uniform 
price  for  such  delivery  period  pursuant  to 
section  7  (b)  adjusted  by  the  producer 
butterfat  differential  pursuant  to  (b)  of 
this  section,  for  all  milk  received  from 
such  producer  or  cooperative  association 
during  such  delivery  period. 

(b)  Producer  butterfat  differential. 
In  making  payments  pursuant  to  para- 
graph (a)  (1)  of  this  section  there  shall 
be  added  to.  or  subtracted  from,  the  uni- 
form price  for  milk  of  3.5  percent  butter- 
fat content,  for  each  one-tenth  of  one 
percent  of  butterfat  content  In  such  pro- 
ducer milk  above  or  below  3.5  percent, 
as  the  case  may  be.  an  amount  computed 
by  multiplying  the  average  daily  whole- 
sale price  per  pound  of  92-score  butter 
in  Chicago,  as  reported  by  the  Depart- 
ment for  the  delivery  period,  by  1.20,  di- 
viding by  10.  and  rounding  to  the  nearest 
tenth  of  a  cent. 

Sec  9.  Expense  of  administration. 
As  his  prorata  share  of  the  expense  in- 
curred pursuant  to  section  2  (c)  (4)  each 
handler  shall  pay  the  market  adminis- 
trator, on  or  before  the  15th  day  after 
the  end  of  each  delivery  period,  4  cents 
per  hundredweight,  or  such  lesser 
amount  as  the  Secretary  from  time  to 
time  may  prescribe  with  respect  to  all 
milk  received  within  the  delivery  period 
from  producers  (Including  such  handler's 
own  production)  and  from  sources  other 
than  producers  or  other  handlers. 


FEDERAL  REGISTER 

Sec.  10.  Marketing  services — (a) 
Deductions.  Except  as  set  forth  in  (b) 
of  this  section,  each  handler  for  each 
delivery  period  shall  deduct  5C  per  hun- 
dredweight or  such  lesser  amount  as 
may  be  prescribed  by  the  Secretary  from 
the  payments  made  to  each  producer 
pursuant  to  section  8.  and  shall  pay  such 
deductions  to  the  market  administrator 
on  or  before  the  15th  day  after  the  end 
of  such  delivery  period.  Such  monies 
shall  be  used  by  the  market  administra- 
tor to  check  weights,  samples  and  tests 
of  producer  milk  received  by  handlers 
and  to  provide  producers  with  market 
Information.  Such  services  to  be  per- 
formed by  the  market  administrator  or 
by  an  agent  engaged  by  and  responsible 
to  him. 

(b)  Deductions  loith  respect  to  mem- 
bers of,  or  producers  marketing  through, 
a  cooperative  association.  In  the  case 
of  producers  for  whom  a  cooperative 
association  is  actually  performing  the 
services  set  forth  In  (a)  of  this  section 
each  handler  shall  make  in  lieu  of  the 
deduction  specified  in  (a)  of  this  section 
such  deductions  from  the  payment  to  be 
made  to  such  producers  as  may  be  au- 
thorized by  the  membership  agreement 
or  marketing  contract  between  such  co- 
operative association  and  such  producers 
and  on  or  before  the  12th  day  after  the 
end  of  such  delivery  period  pay  every 
such  deduction  to  the  cooperative  asso- 
ciation rendering  such  services. 

Sec  11.  Adjustment  of  accounts — (a) 
Errors  in  payments.  Whenever  audit  by 
the  market  administrator  of  any  han- 
dler's reports,  books,  records,  or  accounts 
discloses  errors  re.sultlng  in  monies  due: 

(1)  The  market  administrator  from 
such  handler, 

(2)  Such  handler  from  the  market  ad- 
ministrator, or 

(3)  Any  producer  or  cooperative  as- 
sociation from  such  handler,  the  market 
administrator  shall  promptly  notify  such 
handler  of  any  such  amount  due;  and 
payment  thereof  shall  be  made  on  or 
before  the  next  date  for  making  payment 
set  forth  in  the  provision  under  which 
such  error  occurred  following  the  5th 
day  after  such  notice. 

(b)  Interest  on  overdue  accounts. 
Any  unpaid  obligation  of  a  handler  or 
of  the  market  administrator  pursuant  to 
sections  8.  9.  10,  or  (a)  of  this  section 
shall  bear  interest  at  the  rate  of  one- 
half  of  one  percent  per  month,  such  In- 
terest to  accrue  on  the  1st  day  of  the 
calendar  month  next  following  the  due 
date  of  such  obligation  and  on  the  first 
day  of  each  calendar  month  thereafter 
until  such  obligation  is  paid. 

Sec.  12.  Effective  time,  suspension,  or 
termination — (a)  Effective  time.  The 
provisions  hereof  or  any  amendments 
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hereto  shall  become  effective  at  such 
time  as  the  Secretary  may  declare  and 
shall  continue  in  force  until  suspended 
or  terminated  pursuant  to  (b)  of  this 
section. 

(b)  Suspension  or  termination.  The 
Secretary  may  suspend  or  terminate  this 
order  or  any  provision  hereof  whenever 
he  finds  that  this  order  or  any  provision 
hereof  obstructs  or  does  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 
This  order  shall  terminate  in  any  event 
whenever  the  provisions  of  the  act 
authorizing  it  cease  to  be  in  effect. 

(c)  Continuing  obligations.  If,  upon 
the  suspension  or  termination  of  any  or 
all  provisions  of  this  order,  there  are  any 
obligations  thereunder  the  final  accrual 
or  ascertainment  of  which  requires  fur- 
ther acts  by  any  person  (including  the 
market  administrator) .  such  further  acts 
shall  be  performed  notwithstanding  such 
suspension  or  termination. 

(d)  Liquidation.  Upon  the  suspen- 
sion or  termination  of  the  provisions 
hereof,  except  this  section,  the  market 
administrator,  or  such  other  liquidating 
agent  as  the  Secretary  may  designate, 
shall,  if  so  directed  by  the  Secretary, 
liquidate  the  business  of  the  market  ad- 
ministrator's oflBce,  dispose  of  all  prop- 
erty in  his  possession  or  control,  Includ- 
ing accounts  receivable,  and  execute  and 
deliver  all  assignments  or  other  instru- 
ments necessary  or  appropriate  to  effec- 
tuate any  such  disposition.  If  a  liquidat- 
ing agent  Is  so  designated,  all  assets, 
books,  and  records  of  the  market  ad- 
ministrator shall  be  transferred 
promptly  to  such  liquidating  agent.  If, 
upon  such  liquidation,  the  funds  on  hand 
exceed  the  amounts  required  to  pay  out- 
standing obligations  of  the  office  of  the 
market  administrator  and  to  pay  neces- 
sary expenses  of  liquidation  and  distribu- 
tion, such  excess  shall  l>e  distributed  to 
contributing  handlers  and  producers  in 
an  equitable  manner. 

Sec.  13.  Agents.  The  Secretary  may. 
by  designation  in  writing,  name  any  of- 
ficer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  In 
connection  with  any  of  the  provisions 
hereof. 

Sec  14.  Separability  of  provisions.  If 
any  provision  hereof,  or  its  application 
to  any  person  or  circumstances,  is  held 
invalid,  the  application  of  such  provi- 
sion, and  of  the  remaining  provisions 
hereof,  to  other  persons  or  circumstances 
shall  not  be  affected  thereby. 

Dated:  March  21,  1949. 

[SEAL]  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

(F.   R.   Doo.   49-3239;    Filed.   Mar.   24,    1949; 
0:00  a.  m.] 
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DEPARTMENT  OF  THE  TREASURY 
United  Slat««  Coast  Gvord 

ICX3rB  4IMJJ 

Approvai.  or  Equipment 

By  virtue  of  the  authority  vested  In 
me  as  Commandant,  United  States  Coast 
Guard,  by  R.  S.  4405  and  4491.  as  amend- 
ed; 46  U.  S.  C.  375.  489;  and  section  101 
of  Reorganization  Plan  No.  3  of  1946  (11 
F.  R.  7875.  60  Stat.  1097.  46  U.  8.  C.  D. 
as  well  as  the  additional  authorities  cited 
with  specific  Items  below,  the  following 
approvals  of  equipment  are  prescribed 
and  shall  be  eflective  for  a  period  of  five 
years  from  date  of  publication  in  the 
Federal  Register  unless  sooner  canceled 
or  suspended  by  proper  authority : 

BUOYANT  CITSHIONS.  NON-STANDARD 

NoTx:  Cushions  are  for  use  on  motorboats 
of  Classes  A.  1.  or  2  not  carrying  passengers 
for  hire. 

Approval  No.  160.008/406/0. 15"  x  15"  x 
2"  rectangular  buoyant  cushion,  20  oz. 
kapok,  flexible  plastic  film  cover,  plastic 
straps,  heat  sealed  seams,  stitched  ending 
seam.  American  Pad  and  Textile  Dwg. 
No.  C-102.  rev.  "December  21,  1948,  and 
No.  A-211  dated  December  21,  1948.  sub- 
mitted by  Sears,  Roebuck  &  Co..  Chicago, 
HI.,  manufactured  by  The  American  Pad 
b  Textile  Co  .  Greenfield.  Ohio. 

Approval  No.  160.00/407  0,  15"  x  15"  x 
2"  rectangular  buoyant  cushion.  20  oz. 
kapok,  flexible  plastic  film  cover,  plastic 
straps,  stitched  seams.  American  Pad  and 
Textile  Co.  Dwg.  No.  B-46.  rev.  March  6. 
1946.  and  No.  A-203  dated  February  2. 
1948,  submitted  by  Montgomery  Ward  b 
Company,  Chicago,  111.,  manufactured  by 
The  American  Pad  b  Textile  Co.,  Green- 
field. Ohio. 

(54  Stat.  164.  166;  46  U.  8.  C.  526e.  526p; 
46  CPR  25.4-1.  160.008) 

LIFEBOATS 

Approval  No.  160.035  234  0.  24'  x  7'  x 
3'  steel,  oar-propelled  lifeboat.  30-person 
capacity,  identified  by  Construction  and 
Arrangement  Dwg.  No.  3266  dated  Janu- 
ary 10.  1949.  manufactured  by  Welin 
Davit  and  Boat  Division  of  Continental 
Copper  b  Steel  Industries.  Inc.,  Perth 
Amboy,  N.  J. 

(R.  S.  4417a.  4426.  4481.  4488.  4492,  35 
Stat.  428,  49  Stat.  1544.  54  Stat.  346.  and 
sec.  5  <e'.  55  Stat.  244,  as  amended:  46 
U.  S.  C.  367,  391a,  396,  404.  474..  481.  490. 
1333.  50  U.  S.  C.  1275;  46  CFR  37.1-1. 
59.13.  76  16.  94  15.  113.10) 

TELEPHONE  SYSTEMS,  SOUND  POWERED 

Approval  No.  161.005  38  0,  Sound 
powered  telephone  station  with  internal 
ringer,  selective  ringing,  common  talk- 
ing, desk  type.  Types  2,  8.  and  17,  Dwg. 
No.  70-529.  Alt.  O.  manufactured  by 
Henschel  Corp.,  Amesbury,  Mass. 

(R.  S.  4417a,  4418.  4426.  49  Stat.  1544.  64 
Stat.  346,  and  sec.  5  (e>.  55  Stat.  244.  as 
amended.  46  U.  S.  C.  367.  391a,  392.  404, 
1333.  50  U.  S.  C.  1275;  46  CFR  32.9-4, 
63.11.  79.12.  97.14.  116.10) 


FEDERAL  REGISTER 


NOTICES 


TALVXS.  SAFETY  RELIEF,  LIQUEFIED 
COMPRESSED  GAS 

Approval  No.  162.018/5/1.  Type  MS-8 
American  Car  and  Foundry  pop  type 
safety  relief  valve,  liquefied  petroleum 
gas  service,  steel  body,  synthetic  rubber 
gasketed  type,  flanged  connection,  Dwg. 
No.  31-11869-D,  dated  December  17, 1948, 
approved  for  3.44  square  inches  effec- 
tive relief  area,  maximum  allowable  pres- 
sure 250  pounds  per  square  Inch,  manu- 
factured by  American  Car  b  Foundry 
Co.,  30  Church  Street.  New  York  8,  N.  Y. 

(R.  S.  4417a.  and  sec.  5  (e>.  65  Stat.  244. 
as  amended;  46  U.  S.  C.  391a.  50  U.  S.  C 
1275;  46  CFR  Part  38) 

RANGES,  LIQUEFIED  PETROLEUM  GAS  BURNING 

Approval  No.  162.020  5*0.  Magic  Chef 
gas  range.  Model  No.  660,  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association.  Inc.,  under 
certificate  No.  ll-(22-4.8  b  -9.4>.001. 
manufactured  by  the  American  Stove 
Co.,  4931  Daggett  Avenue,  St.  Louis  10, 
Mo. 

Approval  No.  162.020/6  0.  Magic  Chef 
gas  range.  Model  No.  190,  for  liquefied 
petroleimi  gas  service,  approved  by  the 
American  Gas  Association.  Inc.,  under 
certificate  No.  ll-(22-4.8  b  -9.4). 001. 
manufactttred  by  the  American  Stove  Co.. 
4931  Daggett  Avenue.  St.  Louis  10.  Mo. 

Approval  No.  162.020/7/0,  Magic  Chef 
gas  range.  Model  No.  620.  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association.  Inc..  under 
certificate  No.  ll-(22-4,8  b  -9.4)001. 
manufactured  by  the  American  Stove 
Co..  4931  Daggett  Avenue,  St.  Louis  10. 
Mo. 

Approval  No.  162.020/8/0,  Magic  Chef 
gas  range.  Model  No.  630,  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association,  Inc.,  under 
certificate  No.  ll-(22-4.8  b  -9.4). 001. 
manufactured  by  the  American  Stove  Co., 
4931  Daggett  Avenue,  St.  Louis  10,  Mo. 

Approval  No.  162.020/9/0,  Magic  Chef 
gas  range.  Model  No.  180.  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association.  Inc..  under 
certificate  No.  ll-<22-4.8  b  -9.4). 001. 
including  supplementary  certificate 
Serial  No.  1,  manufactured  by  the  Ameri- 
can Stove  Co.,  4931  Daggett  Avenue.  St. 
Louis  10,  Mo. 

Approval  No.  162  020/10/0,  Magic  Chef 
gas  range.  Model  No.  391,  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association,  Inc..  under 
certificate  No.  ll-(22-4.8  b  -9.4). 001. 
Including  supplementary  certificate  Se- 
rial No.  1,  manufactured  by  the  American 
Stove  Co..  4931  Daggett  Avenue,  St.  Louis 
10,  Mo. 

Approval  No.  162.020  11/0,  Magic  Chef 
gas  range.  Model  No.  640,  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association,  Inc.,  under 
certificate  No.  ll-( 22-4.8  b  -9  4 •.001. 
including  supplementary  certificate  Se- 
rial No.  1,  manufactured  by  the  Ameri- 
can Stove  Co.,-49;il  Daggett  Avenue,  St. 
Louis  10,  Mo. 


Approval  No.  162.020/12/0,  Magic  Chef 
gas  range.  Model  No.  191,  for  liquefied 
petroleum  gas  service,  approved  by  the 
American  Gas  Association.  Inc..  under 
certificate  No.  11-22-3.801,  manufactured 
by  the  American  Stove  Co.,  4931  Daggett 
Avenue,  St.  Louis  10,  Mo. 

(R.  S.  4417a.  4426.  49  Stat.  1544,  64  Stat. 
1028.  and  sec.  5  (e),  55  Stat.  244.  as 
amended:  46  U.  S.  C.  367.  391a,  404.  463a. 
1333.  50  U.  S.  C.  1275;  46  CFR  32.9-11. 
61.25,  95.24,  114.25) 

DECK    COVERINC 

Approval  No.  164.006/38/0,  "Marble - 
loid."  magneslte  type  deck  covering  iden- 
tical to  that  described  In  National 
Bureau  of  Standards  Test  Report  No. 
TG10230-12:  FP2687.  dated  February  4. 
1949.  approved  for  use  without  other  in- 
sulating material  as  meeting  Class  A-60 
requirements  In  a  1'/^  inch  thickness, 
manufactured  by  Marbleloid,  Inc..  2040 
Eighty-eighth  Street,  North  Bergen. 
N.  J. 

(R.  S.  4417a.  426.  49  Stat.  1384,  1544,  54 
Stat.  346.  1028,  and  sec.  6  (e),  55  Stat. 
244,  as  amended;  46  U.  S.  C.  367.  369. 
391a.  404.  463a.  1333,  50  U.  S.  C.  1275; 
46  CFR  164.006 ) 

BULKHEAD   PANELS 

Approval  No.  164.008/24/1.  "Kaylo", 
inorganic  composition  board  type  bulk- 
head panel  with  wood,  steel,  or  equivalent 
veneer  on  both  sides  identical  to  that 
described  in  National  Bureau  of  Stand- 
ards Test  Report  No.  Tai0230-7 :  FP2635. 
dated  July  22,  1948.  approved  as  meeting 
Class  B-15  requirements  In  a  ys-lnch 
thickness,  exclusive  of  the  veneer,  man- 
ufactured by  United  States  Plywood 
Corp.,  55  West  Forty-fourth  Street,  New 
York  18.  N.  Y. 

(R.  S.  4417a.  4426.  49  Stat.  1384.  1544.  54 
Stat.  346.  1028,  and  sec.  5  (e),  55  Stat. 
244,  as  amended;  46  U.  8.  C.  367.  369. 
391a,  404.  463a.  1333,  50  U.  8.  C.  1275; 
46  CFR  Part  144) 

Dated:  March  21.  1949. 

[seal]  J.  F.  Farley. 

Admiral,  U.  S.  Coast  Guard, 
Commandant. 

IP.    R.    Doc.    49-2240;    Piled,    Mar.    24.    1949; 
9  00  a   ml 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  1708  et  al  ] 

Air  Freight  Rate  Investigation; 
Directional  Commodity  Rates 

NOTICE  of  postponement   OF  HEARING 

In  the  matter  of  the  investigation  of 
directional  rates  and  charges  for  the 
transportation  of  freight  by  air  estab- 
lished, demanded,  and  charged  by  cer- 
tificated and  noncertificated  air  carriers. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  that  hearing  in  the  above-en- 


Friday,  March  25,  1949 

titled  proceeding,  now  assigned  to  be 
held  on  March  28,  1949.  is  postponed  to 
April  4.  1949,  at  10:00  a.  m.,  e.  s.  t.,  In 
Room  2015,  Temporary  Building  No.  5. 
16th  Street  and  Constitution  Avenue. 
NW.,  Washington,  D.  C,  before  Examiner 
Herbert  K.  Bryan. 

Dated  at  Washington,  D.  C,  March  21. 
1949.  ' 

By  the  Civil  Aeronautics  Board. 

(seal!  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49-2221:    Filed.    Mar.    24,    1949; 
8:48  a.  m.) 


I  Docket  No.  3211] 

Northwest  Airlines,  Inc. 

NOTICE    OF   hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
Northwest  Airlines.  Inc..  over  its  routes 
within  the' continental  United  States  in- 
sofar as  authorized  under  certificates  for 
interstate  air  transportation  and  over 
It.s  routes  between  the  United  States  and 
terminal  points  in  Canada,  and  Board 
Show  Cause  Order  Serial  No.  E-2475. 
dated  February  21,  1949. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  that  a  hearing  In  the  above- 
entitled  proceeding  is  assigned  to  be 
held  on  March  29.  1949.  at  10:00  a.  m. 
(eastern  standard  time),  in  Room  2049. 
Temporary  Building  No.  4,  Seventeenth 
Street  and  Constitution  Avenue  NW., 
Wa.shlngton.  D.  C,  before  Examiner 
James  M.  Verner. 

Dated  at  Wa.shlngton.  D.  C,  March  22, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.    C.    MtlLLlGAN, 

Secretary. 

|F.   R.   Doc.    49-2237;    Filed,    Mar.    24     1949; 
9:00  a.  m.] 


[Docket  No.  32641 


Pan  American  Airways.  Inc.;  Saudi 
Arabian  Investigation 

NOTICE  of  postponement  OF  HEARING 

In  the  matter  of  the  Investigation  to 
determine  whether  Pan  American  Air- 
ways. Inc.,  in  the  conduct  of  its  opera- 
tions between  the  United  States  and 
Saudi  Arabia,  Is  In  violation  of  any  pro- 
vision or  provisions  of  the  Civil  Aeronau- 
tics Act. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  hearing  in  the  above-en- 
titled proceeding,  now  assigned  to  be  held 
on  March  22,  1949.  is  postponed  to  March 
28.  1949.  at  10:00  a.  m.  (eastern  stand- 
ard time)  In  Room  2065.  Temporary 
Building  No.  4,  Seventeenth  Street  and 
Constitution  Avenue  NW.,  Washington, 
D.  C,  before  Examiner  Ralph  L.  Wiser. 

ON.  57 4 
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Dated  at  Washington.  D.  C,  March 
22,  1949. 
By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

I  P.    R.    Doc.    49-2238;    Piled,    Mar.    24,    1949; 
9:00  a.  m.j 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  9193] 
KMPC,  Station  of  the  Stars,  Inc.,  et  al. 

ORDER  continuing  HEARING 

In  the  matter  of  KMPC,  Station  of 
the  Stars,  Inc.,  licensee  of  Rajiio  Station 
KMPC,  Los  Angeles,  California;  WJR, 
the  Goodwill  Station.  Inc.,  licensee  of 
Radio  Station  WJR.  Detroit.  Michigan; 
and  WGAR  Broadcasting  Company,  li- 
censee of  Radio  Station  WGAR,  Cleve- 
land, Ohio;  Docket  No.  9193. 

At  a  session  of  the  Federal  Communi- 
cations Commi.ssion  held  at  its  offices  in 
Washington,  D.  C,  on  the  17th  day  of 
March  1949; 

The  Commi-ssion  having  under  con- 
sideration a  request  by  counsel  for  Mr. 
G.  A.  Richards,  dated  March  16.  1949,  for 
a  30-day  continuance  of  the  hearing  now 
.scheduled  in  the  above-entitled  matter 
for  March  23,  1949; 

It  appearing,  that  counsel  for  Mr.  G.  A. 
Richards  has  made  representations  sup- 
ported by  affidavits  of  his  physicians, 
that  a  continuance  of  the  hearing  Is 
necessary; 

It  further  appearing,  that  counsel  for 
Mr.  G.  A.  Richards  has  Indicated  that 
in  view  of  Mr.  Richards'  health  he  In- 
tends within  30  days  to  submit  to  the 
Commission  an  application  to  transfer 
the  voting  control  of  all  stock  owned  by 
Mr.  Richards  In  the  three  corporations 
named  above; 

It  is  ordered.  That  the  request  for  con- 
tinuance is  granted  and  that  the  hearing 
date  of  March  23,  1949  is  cancelled; 

It  is  further  ordered,  That  any  trans- 
fer application  Intended  to  be  filed  shall 
be  filed  with  the  Commission  on  or  be- 
fore April  18.  1949; 

It  is  further  ordered.  That  upon  the 
filing  of  such  application  the  Commis- 
sion will  then  decide  whether  such  ap- 
plication should  be  designated  for  hear- 
ing In  order  to  determine  whether  a 
transfer  would  be  in  the  public  Interest 
and  whether  such  hearing  should  be  con- 
solidated with  the  above-entitled  pro- 
ceeding. At  that  time  the  Commission 
will  also  determine  the  further  hearing 
date  in  the  above-entitled  proceeding  and 
also  in  the  consolidated  proceeding  if 
the  transfer  application  Is  consolidated 
for  hearing  with  the  above-entitled 
matter. 

Commissioner  Sterling  not  participat- 
ing; Commissioner  Jones  favors  a  con- 
tinuance of  the  hearing  for  30  days  and 
concurs  In  the  first  five  paragraphs  of 
the  order. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.   R.  Doo.   49-2223;    Filed,   Mar.   24,    1949; 
8:49  a.  m.] 
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Station  WCNU 


PUBLIC  notice  CONCERNING  PROPOSED  AS- 
SIGNMENT OF  LICENSE  FOR  STATION  WCNU, 
CRESTVIEW.  FLORIDA  ' 

The  Commission  hereby  gives  notice 
that  on  November  15,  1948,  there  was 
filed  with  It  an  application  (BAL-825) 
for  its  consent  under  section  310  <b)  of 
the  Communications  Act  to  the  iiropo.sed 
assignment  of  license  for  station  WCNU, 
Crestview.  Florida,  from  L.  B.  Whitting- 
ton  and  Cyril  W.  Reddoch.  d  b  as  Gulf 
Shores  Broadcasting  Company,  to  Cyril 
W.  Reddoch.  John  B.  McCrary  and  D.  G. 
O'Neal,  d  'b  as  Gulf  Shores  Broadcasting 
Company.  The  proposal  to  assign  the 
license  arises  out  of  a  contract  of  Novem- 
ber 6.  1948.  pursuant  to  which  the  said 
McCrary  and  O'Neal  will  purchase  the 
said  Whittington's  one-half  Interest  in 
the  licensee  partnership  for  $12,500  in 
cash  and  the  assumption  by  McCrary 
and  O'Neal  of  Whittington's  share  of  the 
licensee's  existing  obligations  and  In- 
debtedness. Further  information  as  to 
the  arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington.  D.  C. 

Pursuant  to  section  1.321  which  sets 
out  the  procedure  to  be  followed  in  such 
cases  including  the  requirement  for  pub- 
lic notice  concerning  the  filing  of  the  ap- 
plication, the  Commission  was  advised 
by  applicant  on  February  21,  1949,  that 
starting  on  January  27,  1949,  notice  of 
the  filing  of  the  application  would  be  in- 
serted In  the  Okaloosa  News-Journal,  a 
newspaper  of  general  circulation  at 
Crestview.  Florida,  in  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  January  27, 1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  In  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
tSEAL]        T,  J.  Slowie, 

Secretary. 

[F.   R.   Doc.   49-2224;    Piled.    Mar.    24.    1949; 
8:49   a.  m] 


FEDERAL  POWER  COMMISSION 

[Docket  No.  Q-1177] 

El  Paso  Natural  Gas  Co. 

notice  of  application 

March  21,  1949. 

Notice  Is  hereby  given  that  on  March 
9,  1949,  an  application  was  filed  with  the 
Federal  Power  Commission  by  El  Paso 
Natural  Gas  Company  (Applicant),  a 
Delaware  corporation  with  its  principal 
place  of  business  at  El  Paso,  Texas,  for 
a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing the  transportation  of   natural  gas 


■Section  1.321,  Part   1,  Rules  of  Practice 
and  Procedure. 


1368 

from  San  Juan  County,  New  Mexico,  to 
a  point  located  approximately  20  miles 
east  of  the  town  of  Needles,  California, 
the  sale  of  such  gas  to  Pacific  Gas  and 
Electric  Company,  and  the  construction 
of  facilities  for  such  transportation  hav- 
ing an  Initial  delivery  capacity  of  150 
million  cubic  feet  of  gas  per  day,  as 
•follows: 

(a)  A  24-inch  transmission  pipe  line 
approximately  451  miles  In  length,  be- 
ginning at  a  pomt  in  the  Barker  Dome 
Field,  in  San  Juan  County,  New  Mexico, 
and  running  thence  in  a  southerly  and 
westerly  direction  to  a  point  near  the 
A.  T.  ti  S.  F.  Railway  Company's  station 
of  Franconia.  said  point  being  approxi- 
mately 17  miles  east  of  the  California- 
Arizona  boundary,  near  Topock,  Arizona. 

(b)  A  12y4-inch  feeder  pipe  line,  ap- 
proximately 61  miles  in  length,  from  a 
point  in  the  Boundary  Butte  Field,  in 
San  Juan  County,  Utah;  thence  easterly 
to  a  connecting  point  with  the  24-lnch 
transmission  pipe  line  described  under 
(a)  above,  in  the  Barker  Dome- Field.  San 
Juan  County.  New  Mexico.  This  12%- 
inch  feeder  pipe  line  will  have  an  Initial 
delivery  capacity  of  25.000.000  cubic  feet 
of  gas  per  day. 

(c)  A  12%-lnch  feeder  pipe  line,  ap- 
proximately 40  miles  in  length,  from  a 
point  in  the  Blanco  Field,  located  in  the 
northeastern  portion  of  San  Juan 
County,  New  Mexico;  thence  in  a  west- 
erly direction  to  a  point  of  connection 
with  the  24-inch  transmission  pipe  line 
described  under  (a)  above,  in  the  Barker 
Dome  Field.  San  Juan  County.  New 
Mexico.  This  12%-inch  feeder  pipe  line 
will  have  an  initial  delivery  capacity  of 
25.000.000  cubic  feet  of  gas  per  day. 

(d)  Necessary  gathering  pipe  lines  of 
miscellaneous  diameters  for  the  purpose 
of  transporting  gas  to  Applicant's  pro- 
posed plant  facilities  in  the  Blanco  Field. 
These  gathering  pipe  lines  will  have  an 
initial  delivery  capacity  of  aroroximately 
30.000.000  cubic  feet  of  gas  per  day. 

(e>  A  compressor  station  with  3,000 
horsepower,  together  with  the  necessary 
structures  and  equipment  for  the  opera- 
tion of  the  same,  located  In  the  Blanco 
Field,  in  the  northeastern  portion  of  San 
Juan  County.  New  Mexico. 

(f »  A  natural  gasoline  extraction  plant 
located  at  the  site  of  the  compressor  sta- 
tion referred  to  under  (e>  above,  with  a 
capacity  to  process  25,000.000  cubic  feet 
of  gas  per  day. 

<g)  A  gas  dehydration  plant  located  at 
the  site  of  the  compressor  station  refer- 
red to  under  »e)  above,  with  a  capacity 
of  25.000,000  cubic  feet  of  gas  per  day. 

<h)  A  main  line  compressor  station 
with  3.300  horsepower,  together  with  the 
necessary  structures  and  equipment  for 
the  operation  of  the  same,  located  on  the 
24-inch  transmission  pipe  line  referred 
to  in  paragraph  (a>  at  a  point  approxi- 
mately 234.3  miles  from  the  Junction 
point  of  the,  24-hich  transmission  line 
with  the  30-inch  transmission  line  and 
26-inch  cross-over  line,  authorized  in 
Docket  No.  0-1019. 

The  gas  to  be  transported  will  originate 
In  the  San  Juan  Basin  located  In  north- 
western New  Mexico,  southwestern  Colo- 
lado  and  southeastern  Utah  and  will  be 
distributed  by  Pacific  Gas  and  Electric 
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Company  In  northern  California.  Includ- 
ing, San  Francisco.  Oakland,  Berkeley 
and  other  cities  and  towns. 

The  estimated  total  over-all  capital 
cost  of  construction  of  the  proposed  fa- 
cilities Is  $28,000,000  to  be  financed  by 
the  sale  of  $18,500,000  of  3>'4%  bonds. 
$5,000,000  bank  loan  and  $4,500,000  of 
company  funds. 

Applicant  proposes  to  commence  con- 
struction as  soon  as  the  certificate  is 
granted  by  the  Federal  Power  Commis- 
sion and  to  complete  such  construction 
so  that  Applicant  can  commence  deliv- 
eries of  gas  herein  mentioned  by  not  later 
than  January  1,  1951.    . 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  If  so,  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  Joint  or  concur- 
rent hearing,  together  with  reasons  for 
such  request. 

The  application  of  El  Paso  Natural  Gas 
Company  is  on  file  with  the  Commission 
and  open  to  public  Inspection.  Any  per- 
son desiring  to  be  heard  or  to  make  any 
protest  with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission. Washington  25.  D.  C.  not  later 
than  15  days  from  the  date  of  publication 
of  this  notice  in  the  Federal  Register,  a 
petition  to  Intervene  or  protest.  Such 
petition  or  protest  shall  conform  to  the 
requirements  of  §  1.8  or  §  1.10.  which- 
ever Is  applicable,  of  the  Commission's 
rules  of  practice  and  procedure. 

[SEAL]  J.  H.  Outride, 

Acting  Secretary. 

|P.    R.    Doc.    4&-2211;    Filed.    Mar.    24.    1949; 
8:45  a.  m.| 


FEDERAL  TRADE  COMMISSION 

(Docket  No.  5638] 

AuTONATOR  Laboratories  and  Harry 
Abel  SON 

order    appointing    trial    examiner    and 

FIXING     time     and     PLACE     FOR     TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the 
18th  day  of  March  A.  D.  1949. 

In  the  matter  of  Autonator  Labora- 
tories Co.,  a  corporation,  and  Harry 
Abelson. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuit  to  au- 
thority vested  In  the  Federal  Trade  Com- 
mission, 

It  is  ordered.  That  Frank  Hier,  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

Jt  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday,  March  25.  1949.  at  ten 
o'clock  in  the  forenoon  of  that  day  (east- 
ern standard  time),  in  Room  332,  Fed- 


eral Trade  Commission  Building.  Wash- 
ington. D.  C. 

Upon  completion  of  the  taking  of  tes- 
timony and  the  receipt  of  evidence  in 
support  of  the  allegations  of  the  com- 
plaint, the  Trial  Examiner  is  directed 
to  proceed  immediately  to  take  testimony 
and  evidence  on  behalf  of  the  respond- 
ents. The  Trial  Examiner  will  then 
close  the  t^lng  of  testimony  and  evi- 
dence and,' after  all  intervening  proce- 
dure as  required  by  law.  will  close  the 
case  and  make  and  serve  on  the  parties 
at  issue  a  recommended  decision  which 
shall  include  recommended  findings  and 
conclusions,  as  well  as  the  reasons  or 
basis  therefor,  upon  all  the  material 
issues  of  fact,  law,  or  discretion  pre- 
sented on  the  record,  and  an  appropriate 
recommended  order;  all  of  which  shall 
become  a  part  of  the  record  In  said 
proceeding. 

By  the  Commission. 

[SBAL]  D.  C.  Dahiel, 

Secretary. 

(P.   R.   Doc.   4&-2216.    Piled.   Mar.   24,    1949; 
8:46  a.  m.J 


(Docket  No.  6637] 


Jaxon  Products  and  Elgee  Products, 
Mfrs. 

order    appointing    trul    cxaminer    and 
fixing    time    and    place    for    taking 

TESTIMCfNY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  oflBce  in 
the  city  of  Washington.  D.  C.  on  the  18th 
day  of  March  A.  D.  1949. 

In  the  matter  of  Milton  L.  Lieberman. 
an  individual,  trading  as  Jaxon  Products 
and  Elgee  Products.  Mfrs. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mission. 

It  is  ordered.  That  Frank  Hier.  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  In 
this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  takinp 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday.  March  25.  1949.  at  ton 
o'clock  in  the  forenoon  of  that  day  (east- 
ern standard  time>.  In  Room  332.  Fed- 
eral Trade  Commission  Building,  Wash- 
ington, D.  C. 

Upon  completion  of  the  taking  of  testi- 
mony and  the  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence  and.  aft<r 
all  intervenintj  procedure  as  required  by 
law,  will  close  the  case  and  make  and 
serve  on  the  parties  at  issue  a  recom- 
mended deci.slon  which  shall  Include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  Issues  of  fact,  law. 
or  discretion  jJresented  on  the  record, 
and  an  appropriate  recommended  order; 


Friday,  March  25,  1949 

all  of  which  shall  become  a  part  of  the 
record  In  said  proceeding. 

By  the  Commission. 

(SEALl  D.  C.  Daniel, 

Secretary. 

|F.  R.  Doc.   49-2217;    Filed.   Mar.   24,    1949; 
8:46  a.  m.] 

SECURITIES   AND    EXCHANGE 
COMMISSION 

(File  No.  70-2049) 

West  Penn  Railways  Co. 
notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  21st  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  by  West 
Penn  Railways  Company  ("Railways"*,, 
a  subsidiary  of  The  West  Penn  Electric 
Company,  a  registered  holding  company. 

Notice  Is  further  given  that  any  per- 
son may.  not  later  than  April  5.  1949.  at 
5:30  p.  m..  e.  s.  t.,  request  the  Commis- 
sion in  writing  that  a  hearing  be  held  on 
such  matter  stating  the  nature  of  his 
Interest,  the  reason  for  such  request  and 
the  issues.  If  any,  of  law  or  fact  proposed 
to  be  controverted;  or  he  may  request 
that  he  be  notified  If  the  Commission 
should  order  a  hearing  hereon.  Any  such 
request  should  be  addressed:  Secretary, 
Securities  and  EJxchange  Commission. 
425  Second  Street  NW.,  Washington  25. 
D.  C.  At  any  time  after  April  5.  1949. 
said  application,  as  filed  or  as  amended, 
may  be  granted  as  provided  In  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act  or  the  Commission  may 
exempt  such  transactions  as  provided  in 
Rules  U-20  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed which  are  summarized  as  follows: 

Railways  proposes  to  acquire,  for  a 
ca.sh  consideration  of  $500.  five  shares  of 
common  stock,  par  value  $100  per  share, 
of  West  Penn  Bus  Lines,  a  company 
which  is  to  be  incorix>rated  under  the 
laws  of  the  State  of  Pennsylvania,  such 
five  shares  of  common  stock  constituting 
all  of  the  capital  stock  to  be  outstanding. 
The  filing  represents  that  Railways  has 
filed  with  the  Pennsylvania  Public  Util- 
ity CommLssion  an  application  seeking 
that  Commission's  approval  of  the  pur- 
cha.se.  acquisition  and  owning  of  the 
common  capital  stock  of  West  Penn  Bus 
Lines.  It  Is  further  represented,  in  the 
filing  with  this  Commission,  that  West 
Penn  Bus  Lines  is  being  organized  in 
order  to  effectuate  the  substitution  of 
bas  service  along  all  or  a  part  of  the 
electric  railway  lines  of  Railways  and 
that  upon  the  acquisition  by  Railways  of 
the  .securities  of  West  Penn  Bus  Lines 
these  companies  will  make  a  further  fil- 
ing with  this  Commission  with  resF>ect 
to  the  acquisition  by  Railways  of  the 
franchises,  property,  and  assets  of  West 
Penn  Bus  Lines. 
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The  instant  filing  designates  sections 
9  and  10  of  the  act' as  being  applicable 
to  the  proposed  transactions  and  re- 
quests that  the  order  to  issue  granting 
the  application  become  effective  upon  the 
date  of  issuance. 

By  the  Commission. 

I  SEAL]  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Doc.    49-2212:    Filed.    Mar.   24.    1949; 
8:45  a.  m.] 


[File  No.  70-2076] 

Staten  Island  Edison  Corp. 
notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  21st  day  of  March  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  by  Staten 
Island  Edison  Corporation  ("Staten 
Island"),  a  subsidiary  of  General  Public 
Utilities  Corporation,  a  registered  hold- 
ing company.  Declarant  has  designated 
sections  6  (a)  and  7  of  the  act  as  ap- 
plicable to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  March 
28.  1949.  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest,  and  the  Issues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary.  Se- 
curities and  Exchange  Commission.  425 
Second  Street  NW..  Washington  25.  D.  C. 
At  any  time  after  March  28,  1949,  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  reg- 
ulations promulgated  under  the  act.  or 
the  Commission  may  exempt  such  trans- 
action as  provided  in  Rules  U-20  <a>  and 
U-100  thereof. 

All  Interested  persons  are  referred  to 
said  decalaration  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
posed, which  is  summarized  as  follows: 

Staten  Island  proposes  to  issue  and 
sell  to  three  commercial  banks  an  ag- 
gregate of  $1,750,000  principal  amount 
of  notes,  each  such  note  to  bear  interest 
at  a  rate  not  in  excess  of  2%  per  annum 
and  to  be  of  a  maturity  not  in  excess  of 
three  months.  The  proceeds  of  the  new 
notes  will  be  used  to  meet  the  maturity  of 
$1,750,000  principal  amount  of  presently 
outstanding  notes. 

Declarant  states  that  the  transaction 
Is  not  subject  to  the  jurisdiction  of  any 
commission  other  than  this  Commission. 

By  the  Commission. 

ISEAL]  Orval  L.  DuBois, 

Secretary. 

|F.   R.   Doc.   49-2213;    FUed.   Mar.   24,    1949; 
8:45  a.  m.t 
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[Pile  No.  70-2078] 

New  England  EJlectric  System 
notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Elxchange  CommLssion  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  18th  day  o^  March  A.  D.  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  New  England 
Electric  System  ("NEES"),  a  registered 
holding  company.  Declarant  has  desig- 
nated section  7  of  the  act  and  Rule  U-65 
promulgated  thereunder  as  applicable  to 
the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  April  4, 
1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  Inter- 
est and  the  Issues  of  fact  or  law  raised  by 
said  declaration  which  he  desires  to  con- 
trovert, or  may  request  that  he  be  noti- 
fied If  the  Commission  should  order  a 
hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Secu- 
rities and  Exchange  Commission.  425 
Second  Street  NW..  Washington  25,  D.  C. 
At  any  time  after  April  4,  1949,  said  dec- 
laration, as  filed  or  as  amended,  may  be 
granted  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  In  Rules 
U-20  ^a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

NEES  proposes  to  reduce  the  par  value 
of  its  authorized  and  outstanding  com- 
mon shares  from  a  par  value  of  $20  per 
share  to  a  par  value  of  $1  per  share.  'The 
share  capital  of  NEES  after  the  reduc- 
tion In  par  will  be  stated  at  (a)  $20  for 
each  common  share  Issued  prior  to  May 
17,  1949  (the  date  on  which  the  reduc- 
tion in  par  would  become  effective),  (b) 
the  consideration  received  for  each  com- 
mon share  issued  after  said  date  and  (c) 
any  balances  remaining  in  capital  sur- 
plus accounts  not  included  in  (a)  or  (b). 
An  affirmative  vote  of  a  majority  of  the 
shares  outstanding  and  entitled  to  vote  is 
required  under  the  Agreement  and  Dec- 
laration of  Trust  of  NEES  in  order  to 
make  such  a  reduction  In  the  par  value 
of  the  common  shares. 

NEIES  also  proposes  to  Increase  the 
authorized  shares  of  beneficial  interest 
from  7,500,000  shares  to  8,500,000  shares. 
An  affirmative  vote  of  a  majority  of  the 
common  shares  present  or  represented  at 
the  meeting  if  necessary  to  Increase  the 
number  of  authorized  shares. 

NEES  also  proposes  to  amend  Its 
Agreement  and  Declaration  of  Trust  in 
order  to  effect  the  reduction  in  par  and 
to  effect  the  Increase  in  the  number  of 
authorized  common  shares.  This 
amendment  will  provide,  in  effect,  that 
the  consideration  In  excess  of  par  value 
received  by  NEES  for  the  Issue  of  com- 
mon shares  In  the  future  must  be  cred- 
ited to  paid-in  surplus  and  that  the  paid- 
in  surplus  arising  out  of  such  future  is- 
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suances  of  shares  and  from  the  reduction 
In  the  par  value  of  the  common  shares 
now  outstanding  Is  not  available  for  the 
payment  of  dividends  and  cannot  other- 
wise be  reduced  except  by  the  same 
shareholders'  vote  required  to  reduce  the 
par  value.  An  affirmative  vote  of  a  ma- 
jority of  the  common  shares  outstand- 
ing and  entitled  to  vote  is  considered  by 
the  company  to  be  required  in  order  to 
amend  the  Agreement  and  Declaration 
of  Trust  of  NEES  as  herein  proposed. 

The  above  proposals  are  to  be  sub- 
mitted by  NEES  to  its  shareholders  at 
the  annual  shareholders'  meeting  to  be 
held  on  May  17,  1949.  at  which  time  the 
shareholders  also  will  elect  directors. 

NEES  also  proposes  to  retain  the  serv- 
ices of  Oeorgeson  &  Co.  to  solicit  proxies 
for  said  annual  meeting.  The  fixed  fee 
for  retention  of  Georgeson  &  Co.  is  esti- 
mated by  NEES  at  $5,000  while  the  serv- 
ices of  their  field  men  in  contacting 
shareholders  and  out  of  pocket  expenses 
Is  estimated  not  to  exceed  $15,000.  The 
solicitation  material  will  be  submitted  to 
this  Commission  prior  to  the  date  on 
which  this  declaration  becomes  effective. 

The  declaration  states  that  the  con- 
struction program  of  the  subsidiary  com- 
panies of  NEES  for  the  years  1949.  1950 
and  1951  will  require  cash  expenditures 
of  approximately  $120,000,000.  Accord- 
ing to  the  declaration,  the  subsidiary 
companies  intend  to  secure  the  cash 
necessary  for  such  purpose  from  internal 
funds,  from  the  public  sale  of  senior  se- 
curities and  from  the  sale  to  NEES  of 
substantial  amounts  of  common  shares. 
NEES  contemplates  raising  the  necessary 
funds  for  such  purpose  through  the  sale 
of  assets,  the  Issuance  and  sale  of  addi- 
tional debt  securities  and  the  issuance 
and  sale  of  additional  common  shares. 
The  declaration  Indicates  that  after  ap- 
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proval  by  its  shareholders  of  the  pro- 
posals hereinabove  summarized,  it  is  the 
Intention  of  NEES,  as  an  initial  step  In 
its  financing  program,  to  sell  promptly 
additional  common  shares  in  such 
amount  and  at  such  price  as  conditions 
prevailing  at  the  time  permit.  NEES  ex- 
pects that  the  initial  sale  of  common 
shares  will  be  on  a  subscription  basis  of 
not  less  than  one  common  share  for  each 
ten  common  shares  presently  out.stand- 
Ing.  the  objective  of  the  initial  offering 
being  to  raise  at  least  $6,000,000  through 
the  sale  of  common  stock  at  this  time. 

The  declaration  further  states  that  no 
State  Commission  or  Federal  Commission 
(other  than  this  Commission)  has  juri.^;- 
dictton  over  the  proposed  transactions 
and  that  incidental  services  in  connec- 
tion with  the  proposed  transactions  will 
be  performed  by  New  England  Power 
Service  Company,  an  affiliated  service 
company,  at  the  actual  cost  thereof, 
estimated  not  to  exceed  $5,000. 

By  the  Commission. 

I  SEAL  1  Orval  L.  DuBois, 

Secretary. 

|F.    R.   Doc.   4B  2214;    Filed.    Mar.   24,    1949, 
8:45  a.  ml 


UNITED  STATES  TARIFF 
COMMISSION 

lUst  No.  D-611 
Otrs   SCHIESINGER   CO. 

application  denied  and  dismissed 
March  22.  1949. 

Application  as  ll.sted  below  heretofore 
filed  with  the  Tariff  Commission  for  in- 
vestigation under  the  provisions  of  sec- 
tion 336  of  the  Tariff  Act  of  1930  has 
been  denied  and  dismissed. 


Name  of  article 

Purpose  of  request 

Date  received 

Name  and  address  of  applicant 

Wooden  uiubrrllu  handle*  (par.  l&M, 
40  i>ercent  ad  valoreni). 

Increase  in  duty 

Dec.   13,1(H8 

U».s  Schlesinger  Co..  vm  McCarter 
Highway,  Nfwarli  2.  N.  J. 

By  direction  of  the  Commission. 

[seal!  Sidney  Morgan. 

Secretary. 

IF.    R.    Doc.   49-2222;    Filed.   Mar.    24,    1949; 
8.49  a.  m.| 

DEPARTMENT  OF  JUSTICE 
OflRce  of  Alien  Property 

AuTHOBn-Y:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322.  671.  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6.  1942.  3  CFR.  Cum.  Supp.,  K.  O.  9567. 
June  8.  1945.  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

I  Vesting  Order  12921) 

George  Finkbeiner 

In  re:  E-state  of  George  Finkbeiner,  de- 
ceased.    File  D-28-2117;  E.  T.  sec.  2650. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  August  Hartner,  Reinhold 
Hartner,    Christian    Hartner,    Richard 


All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March   11.   1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazilon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-2225;    Piled.    Mar.    24,    1949; 
8:49  a.  m.j 


Hartner,  Gotthilf  Hartner  and  "Jane" 
Hartner  (wife  of  August  Hartner),  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  <  Germany  > ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.sons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  Estate  of  George  Finkbeiner,  de- 
ceased, is  property  jwiyable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) : 

3.  That  such  property  is  in  the  proces.s 
of  administration  by  Susan  Carlin  and 
Harold  Craske.  as  successor  co-executors, 
acting  under  the  Judicial  supervision  of 
the  Surrogates  Court,  Queens  County. 
New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 


IVesttng  Order  129511 
RICHARD  O    SaTJER 

In  re:  Bank  account  owned  by  Richard 
O.  Sauer.    F-2&-86ie-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Richard  O.  Sauer,  whoife  last 
known  address  is  L  8  12  Bismarck  k 
Scheffel  Street.  Mannheim,  Germany,  is 
a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) : 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Richard  O,  Sauer,  by  The 
Equity  Savings  and  Loan  Company,  5701 
Euclid  Avenue,  Cleveland  3,  Ohio,  arising 
out  of  a  Savings  Account,  account  num- 
ber 7127,  entitled  Richard  O.  Sauer, 
maintained  at  the  aforesaid  company, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

Ail  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,,  to  be  held,  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 


Friday,  March  25,  1949 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.    Doc.    49-2227;    Filed.   Mar.   24,    1949; 
8:49  a.  m.] 


[Vesting  Order  12950] 
GUMTHER  QuANDT 


In  re:  Stock  owned  by  Gunther 
Quandt.    F-28-29083-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Gunther  Quandt,  whose  last 
known  address  is  Berlin,  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany  ; 

2.  That  the  property  described  as  fol- 
lows: Two  hundred  (200)  shares  of  Cap- 
ital stock  of  International  Nickel  Com- 
pany of  Canada,  Ltd.,  Copper  Cliff.  On- 
tario. Canada,  a  corporation  organized 
under  the  laws  of  the  Dominion  of  Can- 
ada, evidenced  by  a  certificate  or  certifi- 
cates presently  in  the  custody  of  Swi.ss 
Bank  Corporation,  New  York  Agency,  15 
Nas-sau  Street,  New  York  5.  New  York, 
and  held  by  said  Swiss  Bank  Corpora- 
tion, New  York  Agency,  for  the  account 
of  Swiss  Bank  Corporation,  Zurich.  Swit- 
zerland, together  with  all  declared  and 
unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  ra- 
quires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany)  ; 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country^'  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  11,  1949. 


FEDERAL  REGISTER 

For  the  Attorney  General. 

[seal]  Davio  L.  Bazilon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2226;    Filed,   Mar.   24.    1949; 
8:49  a.  m.] 


[Vesting  Order  12953] 
WlLHELM  SCHOTT 


In  re:  Debt  owing  to  Wilhelm  Schott. 
D-28-5735-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Wilhelm  Schott,  whose  last 
known  address  Is  Strasse  der  S.  A.  99, 
Kaiserslautem.  Pfalz,  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Wilhelm  Schott  by  Weni- 
ger  &  Walter,  Inc.,  1026  Filbert  Street, 
Philadelphia  7,  Pennsylvania,  In  the 
amount  of  $1,900.00  as  of  December  31, 
1945,  representing  monies  placed  In  the 
custody  of  Weniger  &  Walter,  Inc.,  by 
Wilhelm  Schott,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doo.   40-2228:    Filed.   Mar.   24,    1949; 
8:49  a.  m.] 
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{Vesting  Order   12954] 
Herbert  Steddin 

In  re:  Debt  owing  to  Herbert  Steddin. 
F-2e-8537-A-l:   E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Herbert  Steddin,  whose  last 
known  address  is  Gustav  Adolfstr.  N.  59 
I.  Stettin,  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Herbert  Steddin  by  Pacific 
States  Savings  and  Loan  Company  and/ 
or  Frank  C.  Mortimer,  Building  and  Loan 
Commissioner,  745  Market  Street,  San 
Francisco,  California,  In  the  amount  of 
$1,283.97,  as  of  July  13,  1948,  evidenced 
by  an  Investment  Certificate,  numbered 
PB  28446,  of  the  aforesaid  company,  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same,  and  all  rights 
In,  to  and  under  the  aforesaid  certifi- 
cate, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  Oi*  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  Of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.    Doc.   49-2229;    Filed,   Mar.   24,    1949; 
8:50  a.  m.] 


(Vesting  Order  129551 
Johanna  SroEViNa 


In  re:  Debt  owing  to  Johanna  Stoevlng. 
F-28-29287-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
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tive  Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Johanna  Stoeving.  whose  last 
known  address  is  Nassaulsche  Strasse  62 
I.  Berlln-Wilmersdorf.  Germany.  Is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) , 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Bankers  Trust  Company.  16 
Wall  Street.  New  York.  New  York,  arising 
out  of  a  Custodian  Cash  Account  In  the 
name  of  Edith  L.  Huber,  Dec'd..  main- 
tained with  said  bank,  together  with  any 
and  all  accruals  thereto  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  Johanna 
Stoeving.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired"by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[sKALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3230;    Filed.    Mar.    24,    1949; 
8:50    a.    m.| 


[Vesting  Order  12956) 
Kaname  a.  SUSUKI 


In  re:  Bank  accounts  owned  by 
Kaname  A.  Susuki.     I>-39-15329-E^l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kaname  A.  Susuki,  whose  last 
known  address  is  2  9  Sumaura-dori, 
6uma-ku.  Kobe,  Japan,  l.<;  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  First  National  Bank  in  Orange, 
Orange,  Texas,  arising  out  of  a  checking 


account,  entitled  Mr.  and  Mrs.  K.  A. 
Susulci.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  First  National  Bank  in  Orange. 
Orange.  Texas,  arising  out  of  a  savings 
account,  entitled  Mr.  and  Mrs.  K.  A. 
Susuki,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by. 
Kaname  A.  Susuki.  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2231;    Filed,   Mar.    24.    1949; 
8:60  a.  zn.| 


[Vesting  Order  129621 
Haruhisa  Yoshikawa 

In  re:  Bank  account  owned  by  Haru- 
hisa Yoshikawa,  also  known  as  H.  Yoshi- 
kawa.   P-39-6364-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Haruhisa  Yoshikawa.  also 
known  as  H.  Yoshikawa.  whose  last 
known  address  is  206  Ofuna,  Ofuna- 
machl.  Kanagawa-ken,  Japan,  is  a  res- 
ident of  Japan  and  a  national  of  a 
de.signated  enemy  country  (Japan) ; 

2.  That  the  property  described  as 
follows:  That  certain  debt  or  other  obli- 
gation of  Lincoln  Rochester  Trust  Com- 
pany. 183  East  Main  Street.  Rochester, 
New  York,  arising  out  of  a  checking  ac- 
count, entitled  H.  Yoshikawa.  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 


Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  Haruhisa 
Yoshikawa,  also  known  as  H.  Yoshikawa. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan)  ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  Davis  L.  BAzxLoif, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.   49-2332;    Filed,   Mar.   34,    1949; 
8:60  a.  m.l 


[Return  Order  273] 

PORTUNATO    DA    CONTURBIA    AND    CLAIR    DA 
CONTTTRBIA  PATTERSON 

Having  corfsidered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  to 
Return  Published,  and  Property 

Fortunatoda  Conturbla,  Clair  da  Conturbla 
Patterson.  Milan,  Italy;  Claims  Nob.  3954S 
and  39546  (Consolidated);  January  28,  1949. 
(14  F.  R.  404;  •12,758  21  In  the  Treasury  of 
the  United  States;  $6,379  13  returnable  to 
Fortunate  da  Conturbla;  16,379.08  returnable 
to  Clair  da  Conturbla  Patterson.  All  right, 
title.  Interest  and  claim  of  claimants  in  and 
to  the  trust  estate  created  under  the  will  of 
Elizabeth  Panglrls.  deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
March  16.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.    49-2234;    Filed.    Mar.   84.    1949; 
8:60  a.  m.] 


(Vesting  Order    12968] 
Albert  Horstman 

In  re:  Estate  of  Albert  Horstman.  de- 
ceased. (File  No.  D-28-7539;  E.  T.  Sec. 
7866  > . 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Herman  Brandhorst,  whose 
last  known  addre.ss  is  Germany,  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.son  named  in  subpara- 
graph 1  hereof  in  and  to  the  e.state  of 
Albert  Horstman.  deceased,  is  property 


payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  H.  C.  Liekweg,  as 
administrator,  acting  under  the  judicial 
supervision  of  the  District  Court  of  Cerro 
Gordo  County.  Iowa; 

and   it  is  hereby   determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 


made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

I  SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2233:    Filed.    Mar.    24,    1919; 
8:50  a.  m.] 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER   10046 

Transferring  Certain  Lands  From  the 
Department  of  Acriculture  to  the 
Department  of  the  Interior  and  With- 
drawing Public  Lands  for  the  Use  of 
the  Department  of  Agriculture 

arizona.  colorado,  nevada,  new  mexico, 
north  dakota.  oki  ahoma.  oregon, 
south  dakota,  utah,  and  wyoming 

By  Tirtue  of  the  authority  vested  in  me 
by  section  32  of  Title  III  of  the  Bank- 
head-Jones  Farm  Tenant  Act  of  July  22, 
1937,  50  Stat.  522,  525  (7  U.  S.  C.  1011  >. 
and  as  President  of  the  United  States, 
and  upon  the  recommendation  of  the 
Secretary  of  Agriculture  and  the  Secre- 
tary of  the  Interior,  It  is  ordered  as 
follows: 

Section  1.  Subject  to  valid  existing 
rights,  jurisdiction  over  all  lands  In  the 
following-described  areas  acquired  or  In 
process  of  acquisition  under  Title  III  of 
the  Bankhead-Jones  Farm  Tenant  Act, 
or  transferred  by  Executive  Order  No. 
7908  of  June  9,  1938.  as  amended  by 
Executive  Order  No.  8531  of  August  31, 
1S40.  to  the  Secretary  of  Agriculture  for 
use,  administration  and  disposition  in 
accordance  with  the  provisions  of  the 
said  Act,  together  with  waters  or  water 
rights.  Improvements,  and  structures  ac- 
quired or  constructed  In  connection  with 
the  use  and  administration  of  said  lands, 
Is  hereby  transferred  to  the  Department 
of  the  Interior,  and  the  lands  shall  be 
administered  under  the  Taylor  Grazing 
Act.  48  Stat.  1269  <43  U.  S.  C.  315),  as 
amended:  PROVIDED,  That  the  trans- 
fer of  Jurisdiction  over  those  lands  that 
are  In  process  of  acquLsltion  shall  take 
iffc'ct  upon  the  completion  of  acquisition 
thereof  by  the  Secretary  of  Agriculture: 

Akizona 
san  simon  project  <az-lu-21) 
Gila  and  Salt  River  Meridian 
T   7  S..  R.  27  E.. 

sees.  25  to  36.  Inclusive. 
T  8  S  .  R.  27  E. 
Tps.  12  and  13  S..  R.  27  E. 
Tps.  10  to  14  8.,  R.  28  E. 
Ips.  11  to  14  S..  R.  29  E. 
Tps.  10  to  14  8.,  R.  30  E. 


T.  15  S..  R.  30  E . 

sees.  1  to  6,  9  to  14.  23  to  26.  inclusive.  35 
and  36. 
Tps.  11  to  15  S..  R.  31  E. 
Tpa.  13  and  14  S  ,  R.  32  E. 
T.  15  S.,  R.  32  E.. 

sees.  2  to  11  and  14  to  18.  inclusive. 

The  lands  administered  under  Title  III 
of  the  Bankhead-Jones  Farm  Tenant  Act 
In  the  above  described  area  aggregate  ap- 
proximately 44,980  acres.  The  state  land 
grazing  lea.seholds  relinquished  in  con- 
nection with  the  said  San  Simon  Project 
aggregate  approximately  30,907  acres. 

Colorado 
gbeat  divide  project  (co-lu-23) 
Sixth  Principal  Meridian 
T.  9  N..  R.  90  W., 

6ec.  29,  Lot   16; 

sees.  31  and  32. 
Tps.  9  and  10  N.,  R.  91  W. 
T.  8  N.,  R.  92  W.. 

sec.  3,  Lots  5,  6.  11  and  12. 
Tps.  9  and  10  N..  R.  92  W. 
Tps.  9  and  10  N..  R.  93  W. 
T.  11  N..  R.  93  W.. 

sec.   33,   SE'/4; 

sec.  34.  SW'/4SW>4. 
T.  8  N..  R.  94  W., 

sec.  2.  Lot  1; 

sec.  3,  Lot  4. 
Tps.  9  and  10  N  .  R.  94  W. 
T.  11  N.,  R.  94  W. 

sees.  31  to  33,  Inclusive. 
Tps.  9  and  10  N..  R.  95  W. 
T.  11  N..  R.  95  W.. 

sec.  27.  S'i: 

Bees.  28  to  36,  Inclusive. 

The  lands  administered  under  Title 
III  of  the  Bankhead-Jones  Farm  Tenant 
Act  in  the  above  described  area  aggre- 
gate approximately  37,536  acres. 

Nevada 

meadow  valley  peoject  <nv-lu-21) 

Mt.  Diablo  Meridian 

T.  12  8.,  R.  66  E.. 

sees.  25.  26  and  36. 
T.  6  8..  R.  66  E.. 

sec.  22. 
T.  6  S.,  R.  66  E., 

sec.   2. 
T.  4  8..  R.  67  E., 

sec.  11. 
T.  7  S.,  R.  67  E., 

sees.  26,  27,  28,  84  and  38. 
T.  8  S.,  R.  67  E., 

Bees.  27  and  34. 

(Continued  on  next  page) 
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14,  22.  23  and  84. 


T.  9  S  .  R.  67  E., 

sees.  2.  3.  10.  11, 
T.  10  S  .  R.  67  E . 

sees.  3.  4  and  9. 
T.  4  8  .  R   69  B.. 

sec.  35. 
T.  5  S.,  R.  69  E.. 

sees.  1,  2  and  11. 
T.  4  S..  R.  71  E., 

sees.  31  and  32. 

The  lands  administered  under  Title 
III  of  the  Bankhead-Jones  Farm  Ten- 
ant Act  in  the  above  described  area  ag- 
gregate approximately  3.375  acres  to- 
gether with  all  water  and  water  rights 
appurtenant  to  said  land. 
New  Mexico 

CUBA-RIO  PUERCO  PROJECT    <NM-LtJ-22) 

New    Mexico   Principal    Meridian 


T.  15  N.,  R.  1  E., 
sees.  4,  5,  7  to  9, 
elusive. 

T.  15  N..  R.  1  W. 

T.  18  N  .  R.  1  W. 

T.  20  N..  R.  1  W., 
sec.  2; 
see.  3,  S'iNE'i 


16  to  21,  and  28  to  33.  In- 


SVi: 


see.  4,  NE'4,8'2NW'4.S'/2: 

sees.  5  to  11.  14  to  23  and  26  to  35,  Inclusive. 
Tps.  17  and  18  N.,  R   2  W. 
T.  19  N.,  R.  2  W.. 

sees.  1  and  2: 

sec.  3.  E'j.  SEUSW'A: 

sec.  8.  8'aSVi: 

sec.  9.  S'jS'/a: 

see.   10.  E'2.  E'iW'i.  SW'iSW'i: 

sees.  11  to  36,  Inclusive. 
T.  20  N..  R.  2  W.,   V 

sec.  1; 

sec.  2.  S'iNEVi.  8'^: 

sec.  3.  SE'4: 

gees.  10  to  16  and  22  to  27,  Inclusive^ 
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sec.  35.  E'^,  E>/iNW»4.  SW«4; 

sec.  36. 
Tps.  17  and  18  N.,  H.  3  W. 
T.  19  N.,  R*3  W.. 

sees.  7  and  18  to  36,  Inclusive.* 
T.  16  N.,  R.  4  W.,  • 

sees.  1  to  25  and  27  to  30,  Inclusive. 
T.  17  N.,  R.  4  W. 
T.  19  N.,  R.  4  W. 
T.  20  N..  R.  4  W  . 

sees.  4  to  9,  Inclusive: 

sec.  10,  S'.2NE'4,  NW'4.  S'i: 

sees.  15  to  22  and  27  to  34,  inclusive 
T.  16  N.,  R.  8  W. 
T.  17  N.,  R.  5  W. 
T.  21  N..  R.  5  W.. 

sees.  1  to  9.  Inclusive; 

sec.  10,  N4; 

eec.  11,  NH; 

see.  12.  N'^; 

sees.   16  to  21   and  28  to  33,  Inclusive. 

The  lands  administered  under  Title 
III  of  the  Bankhead-Jones  Farm  Tenant 
Act  in  the  above  described  area  aggre- 
gate approximately  25,199  acres. 

Oregon 

port  rock  project  (or-lu-21) 

Willamette  Meridian 

T.  24  S.,  R.  13  E., 

sees.  35  and  36. 
T.  25  S.,  R.  13  E., 

eecs.  1  to  3,  inclusive; 

sec.  9.  E'2; 

sees.  10  to  16,  Inclusive; 

sec.  17,  SE'/4; 

sec.  20,  E'i; 

sees.  21  to  28,  Inclusive; 

sec.  29.  NE'4.  S'.; 

sees.  32  to  36.  Inclusive. 
T.  26  S..  R.  13  E  . 

sees.  1  to  4.  9  to  16,  21  to  28  and  83  to  36, 
inclusive. 
T.  27  8  .  R.  13  E., 

sees.  1  to  4.  9  to  16,  23  to  26  and  33  to  36. 
inclusive. 
T.  24  S..  R.  14  E., 

sec.  1; 

sec.  2.  E'i; 

sec.  !0,  S!^: 

sees.  11  to  16  and  20  to  36,  Inclusive. 
Tps.  25  and  26  S  ,  R.  14  E. 
T.  27  S..  R.  14  E  . 

sees.  1  to  12,  Inclusive; 

see.  13,  N';.; 

sees.  15  to  22  and  28  to  32,  Inclusive. 
T.  23  S..  R.  15  E  , 

sees.  31  to  34,  inclusive. 
Tp.s.  24  to  26  S..  R.  15  E. 
T.  27  S.,  R.  15  E., 

sees.  1  to  18.  20  to  29  and  32  to  36,  Inclusive. 
T.  23  S  .  R.  16  E  , 

sees.  1,  2,  11  to  14,  23  to  27  and  34  to  36, 
inclusive. 
Tps   24.  25  and  26  S.,  R.  16  E. 
T.  23  S.,  R.  17  E. 

The  lands  administered  under  Title 
III  of  the  Bankliead-Jones  Farm  Tenant 
Act  in  the  above  described  area  aggregate 
approximately  97,500  acres. 

Utah 

central  utah  project    (ut-lu-3) 

Salt  Lake  Meridian 

Tps.  10  and  11  S.,  R.  3  W., 
T   9  S.,  R.  4  W  , 

sees.  1  to  6.  inclusive; 

sec.  7,  N'^N'^: 

sec.  8,  N'2.  NE'4SW>4.  SEV4; 

sees.  9  to  16.  inclusive; 

Bee.  17.  E'^E'^.  NWUNE'i; 

■ec.  30,  E'/aNE'i,  NE^SE'*; 

eec.  21.  N'2.  N'aS'i.  SEUEE'i; 

sees.  22  to  26.  Inclusive; 

see.  27.  E'2,  E'iW'2: 

sec.  34.  E'.jNEi4,  NW^NE^i; 

sees.  35  and  36. 
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T.  10  S.,  R.  4  W., 

sees.  1  to  4.  Inclusive; 

eec.  5.  8E'4SE',4; 

eec.  8.  E'^E'i; 

eecs.  9  to  16.  inclusive; 

eec.  17.  E'^NEU.  8EV4: 

sees.  19  to  36.  Inclusive. 
T.  11  8.,  R.  4  W. 

The  lands  administered  under  Title 
III  of  the  Bankhead-Jones  Farm  Ten- 
ant Act  In  the  above  described  area  ag- 
gregate approximately  20,131  acres. 

Wyoming 

northeastern  wyoming  project  (wt-lu-21) 

Sixth  Principal  Meridian 

T.  43  N.,  R.  62  W. 
T.  45  N..  R.  63  W., 

seca.  1  to  12.  inclusive; 

sec.  14,  NWI/4: 

sec.  15.  N"2.  N'.jSW'i; 

sees.  16  to  18.  Inclusive. 
T.  46  N..  R.  63  W., 

sees.  1  and  2; 

sec.  4,  W'^NWii.  Sli: 

sees.  5  to  36,  inclusive. 
T.  47  N..  R.  63  W., 

see.  1; 

sees.  11  to  14.  Inclusive; 

see.  23.  E'i.  NWU,  NW'iSW'i.  E'^SW^: 

sees.  24  and  25; 

sec.  26.  E'2.  NEI4NW';: 

see.  35.  NE'4,  S'/aS^'j,  NE'^SE';; 

sec.  36. 
T.  45  N..  R.  64  W.. 

sees.  1,  12  and  13. 
T.  46  N.,  R.  64  W  . 

sees.  1  to  3,  10  to  15  and  22  to  27,  inclu- 
sive; 

sec.  35,  N'/i; 

sec.  36. 
T.  41  N..  R.  66  W., 

sees.  1  and  2; 

see.  5,  8' 2; 

sec.  6,  8' 2; 

sees.  7  to  9.  inclusive; 

sec.  10,  8'iN'2.  S'i; 

sees.  11  to  18,  inclusive; 

sec.  19,  N''2; 

sec.  20,  NI2; 

see.  21.  N"2.  E'jSWVi.  SE|4; 

sees.  22  to  24,  inclusive; 

sec.  25.  NVi; 

see.  26,  N-^; 

sec.  27,  N'i; 

sec.  28,  NE'4,  E'iNW'i. 
T.  45  N  .  R.  67  W  . 

sees.  1  to  18,  inclusive. 
T.  46  N.,  R.  67  W., 

sees.  3  to  10,   15  to  22  and  27  to  34.  In- 
clusive. 
T.  47  N..  R.  67  W  . 

sees.  1  to  12.  inclusive; 

sec.  14.  W'2; 

sees.  15  to  22  and  27  to  34,  Inclu.'-ive 
T.  48  N.,  R.  67  W  . 

sees.  1  to  24  and  26  to  36.  inclusive. 
Tps.  45.  46.  47  and  48  N.,  R,  68  W. 
T.  46  N  .  R.  69  W.. 

sec.  25,  W'jE'z,  WVj; 

sec.  26.  E'iE'i. 
T.  48  N.,  R.  69  W.. 

sec.  13.  8E'4SWi4,  S'iSE'i: 

eec.  24,  NE'4,  E'^NW',4,  N'jSE'i. 

The  lands  administered  under  Title  III 
of  the  Bankhead-Jones  Farm  Tenant  Act 
In  the  above  described  area  aggregate 
approximately  10,195  acres. 

Section  2.  Subject  to  valid  existing 
rights  and  withdrawals,  and  to  the  pro- 
visions of  said  Executive  Order  No.  7908. 
as  amended  by  Executive  Order  No.  8531 
of  August  31,  1940.  the  public  lands 
within  the  following-described  areas,  be- 
ing found  suitable  for  the  purposes  of 
Title  m  of   the  said   Bankhead-Jones 
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Farm  Tenant  Act,  are  hereby  withdrawn 
from  all  forms  of  appropriation  under  the 
public  land  laws,  except  the  mining  and 
mineral-leasing  laws,  and  reserved  for 
use,  administration,  and  disposition  in 
accordance  with  the  provisions  of  Title 
III  of  the  said  Bankhead-Jones  Farm 
Tenant  Act  and  the  related  provisions  of 
Title  rv  thereof,  and  the  Jurisdiction 
thereover  Is  transferred  to  the  Depart- 
ment of  Agriculture: 

Colorado 

northeast  colorado  project  (oo-lu-21) 

Sixth  Principal  Meridian 

Tps.  8  to  12  N..  R.  56  W. 
Tps.  8  to  12  N..  R.  57  W. 
Tps.  8  to  12  N..  R.  58  W. 
Tps.  8  to  12  N.,  R.  59  W. 
Tps.  8  to  12  N..  R  60  W. 
T.  10  N..  R.  62  W.. 

sees.  5  to  8.  inclusive; 

sees.  17  and  20. 
T.  8  N.,  R.  63  W.. 

sees.  3  to  10,  15  to  23,  and  26  to  35,  Incltislve. 
T  8  N..  R.  64  W., 

sees.  1  to  3,  9  to  17,  and  20  to  36,  inclusive. 
T.  8  N.,  R.  65  W., 

sees.  25,  26  and  36. 
T.  10  N.,  R.  66  W., 

sees.  3,  4  and  9. 
T.  11  N..  R.  66  W.. 

sees.  25,  26.  28,  and  33  to  35,  inclusive. 

The  areas  described,  including  both 
public  and  non-public  lands,  aggregate 
approximately  562.176  acres. 

Colorado 

BOtrrHEAST    COLORADO    PROJECT     (CO-LU-22) 

Sixth  Principal  Meridian 
Tps.  33  to  35  S.,  R.  44  W. 


Tps.  31  to  35  S. 
Tps.  31  to  35  S., 
Tps.  31  to  35  S., 
Tps.  31  to  35  S.. 
Tps.  31  to  35  S., 
Tps.  31  to  35  S. 


R.  45  W. 
R.  46  W. 
R.  47  W. 
R.  48  W. 
R.  49  W. 
R.  60  W. 


T.  31  S..  R.  51  W., 

sec.  12,  S'x; 

sec.  13; 

sec.  14,  E'i: 

sec.  17,  SWI4SW14; 

sees.  19  to  36,  Inclusive. 
T.  32  S..  R.  51  W. 
T.  31  S.,  R.  52  W., 

sec.  20.  E'/2; 

sees.  21  to  29.  inclusive: 

sec.  30.  NE'4  BE  14,  SViSE'.4; 

sees.  31  to  36.  inclusive. 
T.  32  S.,  R.  52  W., 
T.  31  S..  R.  53  W., 


sec. 


E'.W' 


17,  N'iN'a,  SW';4NWi,4,  W'/iSVV'i; 


19.  E'2. 

sees.  20  to  29.  inclusive; 

sec.  30.  E'j.  EI2NWI4.  NE'^EW'^; 

sees.  32  to  36,  inclusive. 
T.  32  S..  R.  53  W. 
T.  33  S  ,  R.  53  W., 

sec.  3,  Lots  1  and  2,  SW'iNE'4.  W'/,,  W'/4 
SE',4; 

sees.  4  to  9,  Inclusive; 

sec.  10,  W'i,  W'iE'^: 

see.  17,  NI2N'; 

sec.  18.  Lot  3,  N'/2,  NE'4SW',4,  8E'^;' 

sec.  19,  NE'4,  N|/2SE»/4. 
T.  32  S.,  R.  54  W., 

sec.   1,  E'2; 

sec.  12.  E'2,  SW',4: 

sees.  13  to  36,  inclusive. 
T,  33  S.,  R.  54  W., 

sees.  1  to  12,  Inclusive; 

sec.  13,  NI2,  N',*iS'/2,  SWl4SW'^; 

sec,  14; 

see.  15,  N'2.  N'2S'4.  6W',4SW'/4; 

see?.  16  to  18.  Inclusive; 

see.  23,  N!2.  SE'4; 
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sec.  34.  W'/jNWVi: 

sec.  2fl.  E'/iNEV4.  NWViNKVi.  NK'/iNW'/*. 
T.  32  S.,  R.  85  W.. 

Bee.  11.  SB'iSWVi.  SWViSEVi: 

sees.  13  to  36.  Inclusive. 
T.  33  3..  R.  55  W., 

sees.  1  to  18.  Inclusive; 

sec.  22.  NEUNE'A. 

The  area  described.  Including  both 
public  and  non-public  lands,  aggregates 
approximately  835,759  acres. 

Nrw  Mexico 

UNION    COUNTY    PROJECT     (NM-LU-Sl) 

Neva    Mexico    Principal    Meridian 

T   28  N..  R.  34  E.. 

sec.  12.  SE'i. 
T.  24  N..  R.  35  E.. 

sees.  1  to  6.  Inclusive: 

sec.  9.  E',.  NWV4,  E'/iSWVi: 

sees.  10  to  16,  Inclusive; 

sec.  21.  N'/2.  SE'-4; 

sees.  22  to  26.  inclusive; 

sec.  27.  E'j; 

sec.  34,  E'j.  E'iW'/^: 

sec.  35,  N'a.  SWVi; 

sec.  36,  N'i,  SW>/4.  W'/jSEU- 
T.  25  N.,  R.  35  E.. 

sec.   1.  NE'4SWVi,  SVi8W»-i,  SE'4; 

sec.  2.  SEUSW*.  SEViSEVi; 

sec.  11.  N'a.  SE^*: 

sees.  12  and  13; 

sec.  14.  E'^: 

sec.  19.  Lot  2.  SE^NWVi.  SViNEVi,  SVi; 

sec.  20.  NE'4.  SVjNWVi.  8(4; 

sec.  21.  NW'4.  S'/i; 

sec.  22,  S'a; 

sec.  23.  NE'4.  EiiNW'/i.  8>^: 

sees.  24  to  36.  inclusive, 
T.  27  N  .  R.  35  E  , 

sees.  1  and  2; 

sec.  3.  E>2: 

sees.  11  and  12; 

sec.  13.  N'i.  N^S'A: 

sec.  14.  NEI4.  N'aNWVi. 
T.  28  N..  R   35  E  . 

sec.  2.  W'^; 

sees.  3  to  5.  Inclusive; 

sec.  6.  E'i.  SE'4SWi4: 

sec.   7,   Lot   2.   NEV4,   E'iNW'i,   SVi: 

sees.  8  to  10.  Inclusive; 

sec.   11.  NW>4.  SVi: 

sec.  12.  SE'4NE'i.  SVi; 

sees.  13  to  17.  Inclusive; 

sec.  18.  N':;.  SEV4: 

sec.  20.  N>iNW'/4: 

sec.  21.  E'j: 

sees.  22  to  27.  Inclusive; 

sec.  33.  S'jNEU; 

sec.  34.  N'.,.  N'jSWVi.  SE'4; 

sees.  35  and  36. 
T.  23.  N..  R.  36  E.. 

sees.  1  and  2; 

sec.  11.  N':^.  sE.v;: 

sec.  12. 
T.  24  N..  R.  36  E.. 

sees    1  to  30.  Inclusive; 

sec.  31.  N'2; 

sec.  32.  N'i.  SE14; 

sees.  33  to  36.  inclusive. 
T.  25  N..  R.  36  E. 
T.  26  N..  R.  36  E  . 

sees.  1  to  5  and  8  to  17.  Inclusive; 

sec.  18.  NE>4; 

sees.  20  to  29  and  31  to  86.  Inclusive. 
T.  27  N..  R.  36  E  . 

sees.  1  to  16.  inclusive: 

•ec.  17.  E'j.  NW'4,  NEUSWV4: 

sec.  18.  N'^SW',; 

sees.  20  to  28.  Inclusive; 

•ec.  29.  N'i.  S'aSVi: 

sees.  32  to  36.  inclusive. 
T.  28  N  .  R    36  E.. 

sec.  11.  SE'4: 

sec.  12.  S'aNE',4.  S'/i: 

a«c.  13; 

sec.  14.  NEV4.  S'i; 

see,  15.  NE'4.  S',iNW',4,  S!i; 

■ec.  16; 
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sec.  17,  NEV48WV4.  S'/,8W>/4.  8E'4: 

sec.  18.  Lot  2.  SE'/iNWy*.  SW'ANBVi.  SW',4. 
8Vi8E'4: 

••c.  19  to  36.  Inclusive. 
T.  23  N..  R.  37  E., 

sees.  6  and  7. 
T.  24  N..  R.  37  E. 
Tps.  26  and  27  N.,  R.  37  E. 
T.  28  N..  R.  37  E., 

sec.  5.  E'j.  SE'4NWV4.  8WV4: 

sec.  6,  8E'4.  S'iSWV4: 

sees.  7.  8.  17  to  20,  and  29  to  82,  Inclusive. 
T.  29  N..  R.  37  E., 

sec.  32.  Lot  4. 

The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
approximately  164,382  acres. 

New  Mexico 

CXTBA-RIO   PtTERCO    PKOJECT     (NM-LU-22) 

New  Mexico  Principal  Meridian 

T.  20  N  ,  R    1  W.. 

sec.  3.  Lots  1  and  2.  NWV4: 

sec.  4.  Lots  3  and  4. 
T.  21  N..  R.  1  W.. 

sees.  4  to  6,  Inclusive; 

sec.  7.  E'a: 

sees.  8  and  9: 

sec.  10.  Wi;jNWV4SWV4.  8W',4SWi4; 

sees.  14  to  17,  Inclusive; 

sec.    18.   E'/i; 

sec.  19.  E'2: 

sees.  20  to  23.  inclusive; 

sees.  26  to  35.  Inclusive. 
T.  22  N..  R.  1  W.. 

sees.  4  to  9,  16  to  21,  and  28  to  33.  inclu- 
sive. 
T.  19  N  .  R.  2  W.. 

see.  3.  NW'4.  N', SW',4.  SW',48Wi4: 

sees.  4  to  7,  inclusive; 

see.  K.  N'j.  N'jS'j; 

see.  9.  N'a.  N'jS'j; 

sec.  10.  W'2NW',4.  NW',4SW'/4. 
T.  20  N..  R.  2  W.. 

sec.  2,  Lots  1  and  2.  NWV4: 

sec.  3.  N'j,  SW',4; 

sees.  4  to  9,  17  to"  21.  and  28  to  84.  Inclu- 
sive; 

sec.  35.  W'.;NWV4. 
T.  21  N..  R.  2  W.. 

sees.  1  to  10,  15  to  22,  and  27  to  34.  inclu- 
sive. 
T.  19  N  .  R.  3  W.. 

sees.  1  to  6.  and  8  to  17,  Inclusive. 
Tps.  20  and  21  N..  R  3  W. 
T.  20  N..  R.  4  W., 

sees.  1  to  3; 

sec.  10.  N'aNE'*; 

sees.  11  to  14.  23  to  26.  Inclusive.  36  and  36. 
T.  21  N.,  R.  4  W. 
T.  21  N..  R.  5  W., 

see.  10.  8'^; 

sec.  11,  S'2; 

sec.  12.  S'2: 

sees.  13  to  15,  22  to  27,  and  34  to  36,  Inclu- 
sive. 

The  area  described.  Including  both 
public  and  non-public  lands,  aggregates 
approximately  156,724  acres. 

NoBTH  Dakota 

SHETCNNZ    RIVER    PROJECT     (ND-LU-6) 

Fifth    Principal    Meridian 

T.  130  N..  R.  50  W.. 

see.  3.  NWV4: 

sec.  4.  N',2.  SWV4.  W'/aSEVi: 

see.  5; 

see.  8,  N'2NE>4. 
T.  131  N  .  R.  50  W.. 

sec.  28.  S'iS'/,; 

see.  29.  S',; 

■ec.  31.  E'j; 

•ecs.  32  and  33: 

■ec.  34.  W'i. 
T.  133  N  .  R.  52  W., 

■ecs.  1  to  18,  Inclusive. 


T.  134  N..  R.  52  W, 

■ec.  4.  W'/a; 

sees.  5  to  8  and  17  to  30.  Inclusive; 

sec.  24.  SW'4: 

sees.  26  to  36.  inclusive. 
T.  135  N  .  R.  62  W.. 

sees.  1  to  21  and  28  to  82,  Inclusive; 

sec.  33,  W'2. 
T.  136  N..  R.  52  W., 

sec.  31.  Lots  3  and  4: 

sec.  33.  That  part  south  of  Sheyenne  River. 
T.  133  N  ,  R.  53  W., 

sees.  1  to  14.  inclusive. 
Tps.  134  and  135  N  .  R.  53  W. 
T.  136  N  .  R.  53  W., 

sec.  24.  W'2: 

sees.  25.  26.  and  33  to  36,  Inclusive. 
T.  134  N..  R.  54  W., 

sees.  1  to  3.  10  to  15.  22  to  27.  Inclusive,  and 
36. 
T.  135  N.,  R.  54  W., 

■ecs.  1.  12,  13.  22  to  37.  and  34  to  86.  inclu- 
sive. 

The    area   described.   Including   both 
public  and  non-public  lands,  aggregates 
approximately  122.535  acres. 
North  Dakota 

VESTHIN    NORTH    DAKOTA    PROJECT     (N1)-LT;-24) 

Fifth  Principal  Meridian 

T.  136  N  .  R   99  W 
T.  143  N  .  R.  99  W., 

■ecs.  3  to  10.  15  to  23.  and  27  to  84.  Inclusive. 
T.   144  N  .  R.  99  W.. 
Tps.  136  and  137  N..  R.  100  W. 
T.  138  N  .  R.  100  W.. 

sees.  1  to  6.  9  to  16.  20  to  29  and  32  to  36. 
inclusive. 
T.  139  N.,  R.  100  W. 
T.  140  N.,  R.  100  W.. 
sees.  1  to  6.  Inclusive; 

sec.  7,  exclusive  of  Theodore  Roosevelt  Na- 
tional Memorial  Parle  establUhed  by  Pub- 
lic Law  620.  80th  Congress.  2nd  Session, 
approved  June   10,.  1948. 
sees.  8  to  16,  Inclusive: 
■ec.  17.  exclusive  of  Theodore  Roosevelt  Na- 
tional Memorial  Park, 
■ecs.  21  to  28,  and  33  to  36,  Inclusive. 
T.  141  N..  R.  100  W., 

sees.  1  to  3,  10  to  15,  22  to  27,  and  34  to  36. 
inclusive. 
T.  142  N.,  R.  100  W.. 

sees.  1  to  5,  9  to  15,  22  to  27.  and  34  to  36. 
inclusive. 
T.  143  N..  R.  100  W. 
Tps.  134  to  136  N  .  R.  101  W. 
T.  140  N  .  R.  101  W.. 

sees.    1.   2   and    12,  exclusive   of  Theodore 
Roosevelt  National  Memorial  Park, 
T.  133  N..  R.  102  W., 

sees.  4  to  9,  16  to  21.  and  28  to  33.  Inclusive. 
Tps.  134  to  136  N..  R.  102  W. 
Tps.  133  to  136  N.,  R.  103  W. 
Tps.  133  to  136  N..  R.  104  W. 
Tps.  133  to  136  N..  R.  105  W. 
Tps.  133  to  136  N.,  R.  106  W. 

The    area   described.    Including   both 
public  and  non-public  lands,  aggregates 
approximately  733,591  acres. 
Oklahoua 

ROGER   IfllXS   PROJECT    (OK    LU-2a) 

Indian  Meridian 

T.  14  N.,  R.  21  W., 

sees.  1  to  12.  Inclusive. 
T.  15  N  .  R    21  W.. 

sees.  19  to  36.  inclusive. 
T.  16  N  .  R.  21  W.. 

sees.  7  to  9,  16  to  19.  inclusive,  and  30. 
Tps.  14  and  15  N..  R.  22  W. 
T.  16  N.,  R.  22  W., 

■ecs.  10  to  15,  22  to  27,  and  84  to  36.  inclu- 
sive. 
Tps.  13  and  14  N  .  R.  23  W. 
T.  15  N  .  R   23  W  . 

sees.  1.  2.  and  11  to  36.  inclusive. 
Tps.  13  and  14  N.,  R.  24  W. 


Saturday,  March  26,  1949 

T.  15  N..  R.  24  W.. 

sees.  7  and  13  to  36,  Inclusive. 
T.  13  N..  R.  25  W., 

sees.  1  to  5.  9  to  16.  21  to  28.  and  33  to  36, 
inclusive. 
T.  14  N  .  R.  25  W. 
T.  15  N.,  R.  25  W., 

sees.  7  to  36.  inclusive. 
T.  14  N..  R.  26  W.. 

sees.  1  to  3.  8  to  17,  20  to  29.  and  32  to  36. 
inclusive. 
T.  15  N..  R.  26  W.. 
sees.  10  to  15,  22  to  27.  and  34  to  36.  Inclu- 
sive. 

The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
approximately  291,844  acres. 

Oklahoma 

mccurtain  county  project    (ok-lu-24) 

Indian  Meridian 

T    8  S..  R.  24  E.. 

sees.  7  to  27.  and  34  to  36.  inclusive. 
T   9  S..  R.  24  E.. 
Fees.  1  and  2. 
T.  7  S..  R.  25  E  . 
sees.  11  to  18.  inclusive,  those  parts  south 

of  Little  River; 
sec.  19: 

FCC.    20.    that    part    south   of   Little   River 
and    those    portions    of    the    W'jSW'^, 
SE'4SW'4.  north  of  Little  River: 
sec.  21.  that  part  south  of  Little  River; 
sees.  22  to  36.  inclusive. 
T.  8  S.,  R.  25  E. 
T.  9  S..  R.  25  E.. 

sees.  1  to  6.  8  to  17.  20  to  24,  Inclusive. 
T.  7  8  .  R.  2C  E  . 
Eccs.  9  and  10.  those  parts  south  of  Little 

River: 
sees.  12  to  20.  inclusive,  those  parts  south 

of  Little  River: 
sees.  21  to  36.  inclusive. 
Tps.  8  and  9  S  .  R.  26  E. 
T.  7  S..  R.  27  E., 

sees.  7.  15,  16.  17  and  18,  those  parts  south 

of  Little  River; 
see.  19; 
sees.  20  and  21,  those  parts  south  of  Little 

River; 
see.  22; 

Fccs.  27  to  34,  inclusive; 
Tps.  8  and  9  8.,  R.  27  E. 

The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
approximately  157.564  acres. 

South  Dakota 

sottth  central  south  dakota  project 

(SD-LU-2 ) 

Fifth  Principal  Meridian 

T   108  N..  R.  77  W.. 

sees.  4  to  9  and  16  to  18.  Inclusive. 
T.  109  N..  R.  77  W.. 

sees.  4  to  9.  16  to  21.  and  28  to  33,  Inclusive. 
T.  106  N..  R.  78  W,. 

sees.  4  to  9  and  16  to  18.  Inclusive. 
T   107  N..  R.  78  W., 

sees.  2  to  10.  incfUsive; 

sec.  11.  W"2NE'4,  W'^; 

sec.  14.  W'/2; 

sees.  15  to  22.  inclusive; 

sec.  23.  Wf4.  SE'4; 

sees.  28  to  33,  inclusive. 
Tps,  108  and  109  N  .  R.  78  W. 
T.  106  N..  R.  79  W.. 

sees.  1  to  18.  inclusive. 
Tps.  107  to  109  N..  R.  79  W. 


T.  2  N..  R 
■ec.  13; 

■ec.  14,  NEV4. 
Tps.  1  to  3  N..  R.  31 


Black  Hills  Meridian 
30  E.. 
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The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
approximately  208,155  acres. 

South  Dakota 

perkins-corson  project   (sd~lu-21) 

Black  Hills  Meridian 

Tps.  22  and  23  N  .  R.  11  E 
Tps.  20  N..  R.  12  E 
Tps.  22  and  23  N  .  R.  12  E. 
Tps.  19  to  23  N..  R.  13  E. 
Tps.  19  to  22  N..  R.  14  E. 
Tps.  20  aiid  21  N  .  R.  15  E. 
Tps.  20  and  21  N.,  R.  16  E. 
T.  18  N.,  R.  17  E., 

sec.  1: 

see,   2.   Lots   6   to   10,   inclusive,   8' .NE'4. 
SE'4; 

sec.  11.  Lots  5  to  8.  Inclusive.  E'^; 

sees.  12  and  13; 

sec.  14.  Lots  5  to  8.  Inclusive,  E'2; 

sec.  23,  Lots  5  to  8,  inclusive.  E'i; 

sees.  24  and  25; 

sec.  26.  Lots  5  to  8,  inclusive,  E'i; 

see.  35.  Lots  5  to  8,  inclusive,  E'/j; 

■ec.  36. 
T.  19  N..  R.  17  E., 

sec.  11.  Lots  5  to  8,  Inclusive.  EVi* 

sees.  12  and  13;  ^ 

sec.  14.  Lots  5  to  8,  inclusive,  EVi: 

sec.  22.  E',NEi4: 

sec.  23,  Lots  1.  2,  3,  5.  6,  7,  8,  E'/j; 

sees.  24  and  25; 

sec.  26,  Lots  5  to  8.  Inclusive.  E'^; 

sec.  35.  Lots  5  to  8.  inclusive.  EVi; 

sec.  36. 
T.  20  N..  R.  17  E  . 

sec.  2.  Lots  1  to  4.  inclusive; 

sees.  3  to  10,  Inclusive: 

see.  11,  Lots  1  to  4.  Inclusive: 

see.  14.  Lot.«;  1  to  4,  Inclusive: 

sees.  15  to  22.  inclusive; 

sec.  23,  Lots  1  to  4.  inclusive: 

see.  26.  Lots  1  to  4.  inclusive; 

sees.  27  to  34.  inclusive; 

sec.  35,  Lots  1  to  4,  inclusive. 
T.  21  N.,  R.  17  E.. 

sec.  3,  Lots  1  to  6,  Inclusive,  SW'4NW'4, 
W'2SW'4; 

■ecs.  4  to  9.  inclusive: 

see.  10.  Lots  1  to  4.  inclusive.  W'iW^; 

sec.  15.  Lots  1  to  4.  inclusive,  W'zW'i: 

sees.  16  to  21.  inclusive; 

sec.  22.  Lots  1  to  4.  Inclusive,  W'/iW'j; 

sec.  27.  Lots  1  to  4,  inclusive,  W'^W'/a; 

sees.  28  to  33.  inclusive; 

see.  34,  Lots  1  to  4.  Inclusive.  W'i  W'i. 
T.  18  N  ,  R.  18  E. 
T.  19  N..  R.  18  E  . 

sees.  7.  8,  and  13  to  36,  Inclusive. 

The  area  described.  Including  both 
public  and  non-public  lands,  aggregates 
approximately  456,698  acres. 

Utah 

central  UTAH   PROJECT    (UT-LU-8) 

Salt  Lake  Meridian 

T.  9  8,  R.  4  W.. 

■ec.  7.  Lot  2.  SEV4NW'4,  S'aNBVi.  SVi; 

■ec.  8,  W'/2SW'4,  SE'/4SWV4: 

■ec.   17.   SW'/4NE',4.  WV2.  W'/aSE'i: 

sees.  18  and  19; 

sec.  20,  W'iNE'4,  W'4.  W'4SEi4.  6E14SEV4; 

see.  21.  S';jSW'4.  SW'4SEV4; 

■ec.  27,  W'iWVi; 

sees.  28  to  33,  Inclusive; 

sec.  34,  SWV4NE'4,  WVi.  8EV4. 
T.  10  8..  R.  4  W.. 

■ec.  6.  Lots  1  to  4.  SV^SWVi,  eW'/4BE',4J 

■ecs.  6  and  7; 

•ec.  8.  W'/a.  WViE'/a: 

see.  17.  W'aNE'/*,  V/%; 

■ec.  18. 
T.  0  8..  R.  6  W. 
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T.  9  S..  R.  6  W,.  partly  unsurveyed 
sees.  1  to  5.  inclusive; 
sec.  6.  N'i: 

sees.  9  to  16.  Inclufive; 
see.  21.  NE'4: 
sees.  22  to  26,  Inclusive; 
see.  36. 

The  area  described.  Including  both 
public  and  non-public  land.*;,  aggregates 
approximately  46.410  acres. 

Wyoming 

nokthe.4stenn  wyoming  project  (wy-lu  21) 

Sixth  Principal  Meridian 

T,  44  N..  R.  €2  W.. 

sec.  4.  Lot  4.  SW',4 NW ',4.  W'/a8WV4; 

sees.  5  to  7,  Inclusive; 

sec.  8.  W'j.  W  ,E'i. 
T.  45  N..  R.  62  W..' 

see.  31.  Lot.  4.  SE'4SWV4. 
Tps.  41  to  44  N..  R.  63  W. 
T.  45  N..  R.  63  W., 

sec.  13; 

see.  14.  NE:.,.  S'i; 

sec.  15,  S'^SW'4.  SE'4; 

Fees.  19  to  36,  inclusive. 
T.  46  N..  R.  63  W., 

sec.  3; 

sec.  4,  Lot  3,  NE'4.  SE'/4NW'/4; 
T.  47  N.,  R.  63  W.. 

sees.  2  to  10  and  15  to  22,  Inciustre; 

see.  23.  SW'4SW'4; 

sec.  26.  NW'4NW'4.  S'zNW'^,  SWU: 

sees.  27  to  34.  inclusive; 

sec.   35,   NW',.  N'.,SW',4,   NW'4SE'^. 
T,  48  N.,  R.  63  W., 

sees.  4   to  9,   16  to  21,  and   28  to  33.  in- 
clusive. 
T.  41  N..  R.  64  W.. 

sees.  1  to  30.  inclusive; 

see.  32.  E'^; 

sees.  33  to  36,  inclusive. 
Tps.  42  to  44  N..  R    64  W. 
T.  45  N..  R.  64  W.. 

sees.  2  to  11  and  14  to  36,  Inclusive. 
T.  46  N.,  R.  64  W., 

sees.  4  to  9.  16  to  21,  28  to  34,  Inclusive; 

sec.  35,  S'2. 
Tps.  47  and  48  N..  R.  64  W. 
T.  41  N  ,  R.  65  W  . 

sees.  1.  12.  13.  24  nnd  £5. 
Tps.  '52  to  48  N  .  R.  65  W. 
T.  41  N.,  R.  66  W.. 

sees.  3  and  4; 

,sec.  5.  N';.; 

see.  6.  N'/a: 

sec.  10,  N'^N'/i; 

see.  19,  S';;: 

see.  20.  S'i: 

sec.  21,  W'jSWVi; 

sec.  28.  W'2NW',4; 

sec.  29.  N'2; 

see.  30.  N'i. 
Tps  42  to  48  N  .  R.  66  W. 
T.  45  N.,  R.  67  W., 

sees.  19  to  36,  Inclusive. 
T.  46  N.,  R.  67  W., 

sees.  1,  2,  11  to  14,  23  to  26,  Inclusive.  35 
and  36. 
T.  47  N..  R.  67  W., 

sec.  13; 

see.  14.  E',i; 

sees.  23  to  26,  35  and  36. 
T.  48  N..  R.  67  W.. 

sec.  26. 

The  area  described,  including  both 
public  and  non-public  lands,  aggregates 
approximately  659,494  acres. 

Harry  S.  Truman 

The  White  House, 

March  24,  1949. 

IP.   R.   Doc     49-2329:    Filed.    Mar.    26.    1949; 
10:37  a.  m.) 
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RULES  AND  REGULATIONS 


TITLE  5— ADMINISTRATIVI 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  Prom  the 
Competitive  Service 

department  or  agriculture 

Under  authority  of  §  6.1  (a)  of  Execu- 
tive Order  9830.  and  at  the  request  of  the 
Secretary  of  Agriculture,  the  Commission 
has  determined  that  the  position  of  Di- 
rector of  the  Offlce  of  Foreign  Agricul- 
tural Relations  should  be  excepted  from 
the  competitive  service.  Effective  upon 
publication  In  the  Federal  Register, 
8  6.111  Is  amended  by  the  addition  of  a 
paragraph  (m)  as  follows: 

§  6.111  Department  of  Agricul- 
ture.    •     •     • 

(m)  Office  of  Foreign  Agricultural 
Relations.     (1)   The  Director. 

(R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633;  E.  O  9830.  Feb.  24.  1947.  12 
P  R.  1259.  3  CFR.  1947  Supp..  E.  O.  9973. 
June  28.  1948.  13  P.  R.  3600.  3  CFR.  1948 
Supp. ) 

United  States  Civil  Serv- 
ice COJffMISSION, 
[SEAL]  H.  B.   MITCHELL. 

President. 

|F.    R.    Doc.    49-2262;    Filed,    Mar.    25,    1949; 
8:50  a.  in.| 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.  162] 

Part    933 — Oranges.    Grapefruit,    and 
Tangerines  Grown  in  Florida 

LIMITATION  or  SHIPMENTS 

§  933.432  Orange  Regulation  162— 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  33,  a.<?  amended  (7  CFR  and 
Supps.  Part  933),  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tange- 
rines grown  In  the  State  of  Florida,  ef- 
fective under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  Is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  as  herein- 
after provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  In  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 


thereof  In  the  Federal  Reoister  (60  Stat. 
237;  B  U.  8.  C.  1001  et  seq.)  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circumstances,  for  such  effec- 
tive date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  e  .  s.  t..  March  28, 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t.. 
April  11, 1949,  no  handler  shall  ship: 

(1)  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  I  which 
grade  U^  S.  No.  2  Bright,  U.  S.  No.  2.  U.  S. 
No.  2  Russet.  U.  S.  No.  3.  or  lower  than 
U.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S. 
No.  3,  or  lower  than  U.  S.  No.  3  grade; 

(ill)  Any  oranges,  except  Temple  or- 
anges, grown  In  Regulation  Area  n 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  in 
the  same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and  (b) 
are  not  in  excess  of  50  percent,  by  count, 
of  the  number  of  all  oranges  in  such 
container;  or 

(Iv)  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  I  or 
Regulation  Area  II  which  are  of  a  size 
(a)  smaller  than  a  size  that  will  pack 
288  oranges,  packed  In  accordance  with 
the  requirements  of  a  standard  pack.  In 
a  standard  nailed  box.  or  (b)  larger  than 
a  size  that  will  pack  126  oranges,  packed 
In  accordance  with  the  requirements  of 
a  standard  pack,  in  a  standard  nailed 
box. 

<2)  As  used  in  this  section,  the  terms 
"handler."  "ship."  "Regulation  Area  I," 
and  "Regulation  Area  II"  shall  each  have 
the  same  meaning  as  when  used  In  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  No.  1  Russet." 
"U.  S.  No.  2  Bright."  "U.  S.  No.  2."  "U.  S. 
No.  2  Russet."  "U.  S.  No.  3."  "standard 
pack."  "container,"  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  in  the  United  States  Stand- 
ards for  Oranges  (13  P.  R.  5174.  5306'. 
Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  159  (14 
P.  R.  501.  637) .  (48  Stat.  31.  as  amended ; 
7  U.  S.  C.  601  et  seq. ;  7  CFR  and  Supps. 
Part  933) 

Done  at  Washington.  D.  C.  this  23d 
day  of  March  1949. 

[SEAL]  S.R.Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[F.   R.    Doc.   49  2287:    Filed.   Mar.   25,    1949; 
8:49  a.  m.] 


[Lemon  Reg.  812] 

Part  953 — Lemons  Grown  in  Caufornu 
AND  Arizona 

UMITATION  OF  SHIPMENTS 

S  953.419  Lemon  Regulation  312— 
(a)  Findings.  (1)  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  53,  as  amended  (7  CFR.  Cum. 
Supp..  953.1  et  seq. ;  13  P.  R.  766 ) .  regulat- 
ing the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing  agree- 
ment and  order,  and  upon  other  available 
information.  It  is  hereby  found  that  the 
limitation  of  the  quantity  of  such  lemons 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage In  public  rule  making  procedure,  and 
postpone  the  effective  date  of  this  section 
until  30  days  after  publication  thereof  in 
the  Federal  Register  (60  Stat.  237;  5 
U.  S.  C.  1001  et  seq.)  because  the  time 
Intervening  between  the  date  when  infor- 
mation upon  which  this  section  is  based 
became  available  and  the  time  when  this 
section  must  become  effective  in  order 
to  effectuate  the  declared  policy  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  is  insufficient,  and  a 
reasonable  time  is  permitted,  under  the 
circumstances,  for  preparation  for  such 
effective  date. 

(b)  Order.  (D  The  quantity  of 
lemons  grown  In  the  State  of  California 
or  In  the  State  of  Arizona  which  may  be 
handled  du«ng  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t..  March  27,  1949.  and 
ending  at  12:01  a.  m..  P.  s.  t.,  April  3, 
1949.  is  hereby  fixed  as  follows; 
(D  District  1:  325  carloads; 
(11)  District  2;  Unlimited  movement. 
(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  In  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  hereto  and  made 
a  part  hereof  by  this  reference. 

(3>  As  used  in  this  section,  "handled." 
"handler."  "carloads."  "prorate  base." 
"District  1."  and  "EMstrlct  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31, 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  24th 
day  of  March  1949. 

[seal!  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 


Saturday,  March  26,  1949 

Pkoratk  Base  Schzduli 

distuct  no.  1 

Storage  date:'  March  20,  1949. 

[12:01  a.  m.  Mar.  27,  1949,  to  12:01  a.  m.  Apr. 
10.  1949] 

Prorate  base 
Handler  (percent) 

Total 100.000 

■-  ■  ■  -  ■  — 

American  Fruit  Growers.  Inc.,  Cor- 
ona    .334 

American  FriHt  Growers,  Inc..  Fuller- 
ton 1.  258 

American  Fruit  Growers.  Inc.,  Lind- 
say  .000 

Hazeltine  Packing  Co 1.772 

Ventura  Coastal  Lemon  Co 1. 109 

Ventura  Paclflc  Co 2.656 

Total  A.  F.  0 7.028 

Kllnk  Citrus  Association .211 

Lemon  Cove  Association ,066 

Glendora  Lemon  Growers  Associa- 
tion   1.603 

La  Verne  Lemon  Association .619 

La  Habra  Citrus  Association.  The 1.  283 

Yorba  Linda  Citrus  Association.  The.  1 .  038 

Escondldo  Lemon  Association 7.  446 

Alta  Loma  Heights  Citrus  Associa- 
tion    .257 

Etlwanda  Citrus  Fruit  Association..  .  540 

Uoland  Lemon  Growers  Association.  4.  638 

Central  Lemon  Association .762 

Irvine  Citrus  Association,  The 1.368 

Placentla  Mutual  Orange  Associa- 
tion   1.557 

Corona  Citrus  Association .344 

Corona  Foothill  Lemon  Co..., 1.  921 

Jameson  Co .748 

Arlington  Heights  Citrus  Co .459 

College  Heights  Orange  &  Lemon  As- 
sociation   1.418 

Chula  Vista  Citrus  Association.  The.  1.  331 

H  Cajon  Valley  Citrus  Association .  276 

FaUbrook  Citrus  Association 2.  685 

Lemon  Grove  Citrus  Association .483 

San  Dlmas  Lemon  Association 2.016 

Carplnterla  Lemon  Association 1.  824 

Carplnterla  Mutual  Citrus  Associa- 
tion   1.923 

Goleta  Lemon   Association 1.486 

Johnston   Fruit  Co 8.674 

North  Whlttler  Heights  Citrus  As- 
sociation   .721 

San  Fernando  Heights  Lemon  As- 
sociation   2. 481 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   2231 

Tulare  County  Lemon  &  Grajiefrult 

Association .  505 

BrlRRs  Lemon  Association 1.070 

Culbertson  Lemon  Association 1.014 

Fillmore  Lemon  Association 1.453 

Oxnard  Citrus  Association 6.  117 

Rancho  Sespe .698 

Santa  Clara  Lemon  Association 2.  163 

Santa  Paula  Citrus  Fruit  Associa- 
tion   3  352 

Satlcoy  Lemon  Association 2.347 

Seaboard  Lemon  Association 4.957 

Somls  Lemon  Association 2.332 

Ventura  Citrus  Association .630 

Llmonelra  Company 8.410 

Teague-McKevett   Association .808 

East  Whlttler  fcltrus  Association...  .758 
L#fflngwell  Rancho  Lemon  Associa- 
tion    .  574 

Murphy  Ranch  Co 1.243 

Whlttler    Citrus    Association .375 

Whlttler  Select  Citrus  Association..  .  156 

Total  C.  F.  G.  E 83.  171 

Cluila  Vista  Mutual  Lemon  Associa- 
tion   .637 

Escondldo  Cooperative  Citrus  Asso- 
ciation    .481 
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oiSTUCT  NO.  1 — continued 

Prorate  bas9 
Handler  (percent) 

Index   Mutual   Association .  126 

La  Verne  Cooperative   Citrus  Asso- 
ciation   2.  197 

Orange  Belt  Fruit  Distributors 2.822 

Orange  Cooperative  Citrus  Associa- 
tion   .043 

Ventura   County   Orange   it  Lemon 

Association 2.  833 

Whlttler   Mutual   Orange   &  Lemon 

Association .  264 

Total  M.  O.  D 9.303 

California  Citrus  Groves,  Inc.,  Ltd..  .000 

Coleman,  Fern  Hill. .OOO 

Dunning,  William  A ^ .000 

El  Rio  Lemon  Co 1 .  ooo 

Evans  Bros.  Packing  Co .028 

Flint,  Arthur  E .ooo 

Harding  and   Leggett*. .'ooo 

Johnson,    Fred .000 

Lorbeer.  Carroll  W.  C *  093 

MacDonald.  Hugh  J ,'oOO 

Relmers.  Don  H |o00 

Rlcca.  Lawrence  J .000 

Robb,  Homer  F .000 

Sachs,  Maurice  A .  ooO 

San  Antonio  Orchard  Co .182 

Sarnoff,  Irving .000 

Sentinel  Butte  Corp [ooo 

Table  Praise  Avocado  Co       .   .       .  193 

Tetley.  P.  A.,  Jr 1  .'ooo 

Torn  Ranch .ooO 

Winkler.  Wm '_  ,'oo2 

Zanlnovlch  Bros.,  Inc iooo 

Total    Independents .493 

[F.   R.    Doc.   49-2317:    Filed,   Mar.   25.  1949: 
8:53  a.  m.l 


(Orange  Reg.  273] 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

5  966.419  Orange  Regulation  273— (a) 
Findings.  (D  Pur.<^uant  to  the  provi- 
sions of  Order  No.  66  <  7  CFR,  Cum.  Supp., 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  established  under  the  said 
order,  and  upon  other  available  infoi-- 
mation.  it  Is  hereby  found  that  the  limi- 
tation of  the  quantity  of  such  orange.s 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  Is  impracticable  and  contrary  to  the 
public  intere."5t  to  give  preliminary  no- 
tice, engage  In  public  rule  making  pro- 
cedure, and  po.'^tpone  the  effective  date 
of  this  section  until  30  days  after  pub- 
lication thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  1001  et  seq.) 
becau.se  the  time  intervening  between 
the  date  when  information  upon  which 
this  section  Is  based  became  available 
and  the  time  when  this  section  must  be- 
come effective  in  order  to  effectuate  the 
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declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as 
amended,  is  InsufQclent.  and  a  reasonable 
time  is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive date. 

(b)  Order.  (1)  The  quantity  of 
oranges  grown  In  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  >Iarch  27.  1949, 
and  ending  at  12:01  a.  m..  P.  s.  t..  April 
3.  1949.  is  hereby  fixed  as  follows: 

(1)  Valencia  oranges.  (a)  Prorate 
District  No.  1:  No  movement;  (b)  Pro- 
rate District  No.  2:  No  movement;  (c) 
Prorate  District  No.  3 :  Unlimited  move- 
ment. 

(11 »  Oranges  other  than  Valencia 
oranges,  (a)  Prorate  District  No.  1:  Un- 
limited movement;  (b>  Prorate  District 
No.  2:  650  carloads;  (c)  Prorate  District 
No.  3:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby 
fixed  in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

«3»  As  used  in  this  section  "handled." 
"handler,"  "carloads."  and  "prorate  base" 
shall  have  the  .same  meaning  as  is  given 
to  each  such  term  in  the  .said  order;  and 
"Prorate  District  No.  1,"  "Prorate  Dis- 
trict No.  2,"  and  "Prorate  District  No.  3" 
shall  have  the  same  meaning  as  Is  given 
to  each  such  term  In  §  966  107  (11  P.  R. 
10258'  of  the  rules  and  regulations  con- 
tained In  this  part.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C,  this  25th 
day  of  March  1949. 

fSEALl  s.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Market- 
ing Administration. 

Prorate  Base  Schedule 

[12:01   a.   m.   Mar.  27.   1949  to   12:01   a.   m. 
Apr.  3,  19491 

ALL  ORANGES  OTHER  THAN  VAIJENCIA  ORANGES 

Prorate  District  No.  2 

Prorate  base 
Handler  (percent) 

Total ICO.OCOO 

A.  F.  G.  Alta  Loma .3752 

A.  F.  G.  Corona .3155 

A.  F.  G.  Fullerton .0467 

A.  F.  G.  Orange .0403 

A,  F.  G.  Riverside .7199 

Hazeltine  Packing  Company .  I86I 

Placentla  Pioneer  Valencia  Growers 

Association .0642 

Signal  Fruit  Association .  8846 

Azusa  Citrus  Association 1.2455 

Damerel-Alllson  Company 1.4200 

Glendora  Mutual   Orange  Associa- 
tion    .6511 

Irwlndale  Citrus  Association .  4705 

Puente  Mutual  Citrus  Association..  .  0488 
Valencia  Heights  Orchards  Associa- 
tion    .2079 

Covina  Citrus  Association 2.0015 

Covina  Orange  Growers  Association.  .  6850 

Glendora  Citrus  Association .9655 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .1643 

Gold  Buckle  Association 3.2097 

La  Verne  Orange  Association 4.  2070 

Anaheim  Citrus  Fruit  Association.  .0867 
Anr^heim  Valencia  Orange  Associa- 
tion   .0280 
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AIX  O«Al»0E«  OTHCT  THAN  VALENCIA   ORANGES 

continued 

Frorate  District  No.  t — Continued 

Prorate  base 
Handler  {percent) 

Eadlngton  Fruit  Company,  Inc 0.3110 

FuUerton  Mutual  Orange  Associa- 
tion    .3063 

La  Habra  Citrus  Association .  1222 

Orange    County    Valencia   Associa- 
tion   —  -0061 

Orangethorpe  Citrus  Association.—  .  0260 
Placentla  Cooperative  Orange  Asso- 
ciation   .0323 

Yorba  Linda  Citrus  Association .0116 

Escondldo  Orange  Association .3745 

Alta  Loma  Heights  Citrus  Associa- 
tion .-- -31^8 

Citrus  Prult  Growers •  9061 

Cucamonga  Citrus  Association .  4372 

Rial  to  Heights  Orange  Growers .  3739 

Upland  Citrus  Association 3.6189 

Upland  Heights  Orange  Association-  .  9922 

Consolidated  Orange  Growers .0228 

Frances  Citrus  Association .0112 

Garden  Grove  Citrus. .0233 

Goldenwe-st  Citrus  Association .1134 

Olive  Heights  Citrus  Association...  .0399 
Santa    Ana-Tustln    Mutual    Citrus 

Association .0127 

Santiago  Orange  Growers  Associa- 
tion^   -"38 

Tustln  Hills  Citrus   Association...  .0372 

Villa  Park  Orchard  Association...  .0377 

Bradford   Brothers.  Inc .2340 

Placentla  Mutual  Orange  Associa- 
tion   • 1825 

Placentla  Orange  Growers  Associa- 
tion   .4165 

Yorba  Orange  Growers  Association.  .  0302 

Call  Ranch .6030 

Corona  Citrus  Association .  9015 

Jameson  Company .3713 

Orange    Heights    Orange    Associa- 
tion   1-5370 

Crafton    Orange    Growers    Associa- 
tion   1   1621 

East  Highland  Citrus  Association..  .4070 

Pontana  Citrus  Association .3979 

Highland  Fruit  Growers .6418 

Redlands  Hele;ht3  Groves .8434 

Redlands  Orangedale  Association —  .9628 

Break  &  Sons.  Allen .2407 

Bryn  Mawr  Prult  Growers  Associa- 
tion  9169 

Mission  Cltrvis  Association .7733 

Redlands   Cooperative   Prult   Asso- 
ciation   1.5269 

Redlands  Orange  Growers  Associa- 
tion   9973 

Redlands   Select    Groves .3671 

Rlalto  Citrus  As.soclatlon .6278 

Rlalto  Orange  Company. .3024 

Southern  Citrus  Association .6996 

United   Citrus   Growers .6895 

Zllen  Citrus  Growers .4411 

Andrews  Brothers  of  Calif .0647 

Arlington  Heights  Citrus  Co .8936 

Brown  Estate.  L.  V.  W-- 1.7602 

Gavllan   Citrus    Association 1.8670 

Hemet  Mutual  Groves .0000 

Hlghgrove   Fruit   Association .6681 

Krlnard  Packing  Company 1.6772 

McDermont  Fruit  Company 1.9591 

Monte  Vl.sta  Citrus  Association 1.  2361 

National  Orange  Company 8980 

Riverside  Heights  Orange  Growers 

Association 1  3398 

Sierra  Vista  Packing  AsAxlatlon..  .7218 

Victoria  Avenue  Citrus  Association.  2.  5219 

Claremont  Citrus  Association 1.4015 

College   Heights   Orange   &   Lemon 

Association 1-  2752 

Kl  Camlno  Citrus  Association .4329 

Indian  Hill  Citrus  Association 1.5034 

Pomona  Fruit  Growers  Exchange..  1.9111 

Walnut  Fruit  Growers  Association.  .6501 
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ALL  0«AN0«3  0THE«  THAN  VALENCIA  OKANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  has9 
Handler          '                          {percent) 
West  Ontario  Citrus  Association..  1.  SOOl 
m.  Cajon  Valley  Citrus  Association.  .  2745 
San  Dlmas  Orange  Growers  Asso- 
ciation   1.4466 

Ball  *  Tweedy  Association .0000 

Canoga  Citrus  Association .0745 

Covlna  Valley  Orange  Association.  .  1992 
North  Whlttler  Heights  Cltrtis  As- 
sociation    •  1*72 

San  Fernando  Fruit  Growers  Asso- 
ciation    •'♦^6 

San  Fernando  I^elghts  Orange  As- 
sociation    .3961 

Sierra  Madre-Lamanda  Citrus  As- 
sociation   -  .8667 

Camarlllo  Citrus  Association .0106 

Fillmore  Citrus  Association 1.  3728 

OJal  Orange  Association •  8793 

Plru  Cltrtis  Association 1.3288 

Santa  Paula  Orange  Association —  .  1281 

Tapo  Citrus  Association 1 —  .0000 

Ventura    County    Citrus    Associa- 
tion    .0272 

East  Whlttler  Cltrtis  Association..  .0098 

Whlttler  Citrus  Association .2182 

Whlttler  Select  Citrus  Association.  .0000 
Anaheim  Cooperative  Orange  Asso- 
ciation    -0594 

Bryn   Mawr   Mutual   Orange   Asso- 
ciation    .3893 

Chula  Vista  Mutual  Lemon  Asso- 
ciation   • 1381 

Escondldo  Cooperative  Citrus  As- 
sociation  —  •  0896 

Euclid  Avenue  Orange  Association.  8.  0387 
Fullerton  Cooperative  Orange  Asso- 
ciation    .0000 

Garden  Grove  Orange  Cooperative, 

Inc •  0376 

Golden  Orange  Groves,  Inc .3001 

Highland   Mutual   Groves .3029 

Index  Mutual  Association .0039 

La  Verne  Cooperative  Citrus  Asso- 
ciation _ 3-  3728 

Mentone  Heights  Association .5997 

Olive  Hillside  Groves.  Inc.. 0000 

Orange  Cooperative  Citrus  Associa- 
tion  .0334 

Redlands  Foothill  Groves 2.6425 

Redlands   Mutual  Orange  Associa- 
tion    -8887 

Riverside   Citrus  Association .0974 

Ventura  County  Orange  tt  Lemon 

Association —  ■  1906 

Whlttler  Mutual  Orange  &  Lemon 

Association .0000 

Babljulce  Corp.  of  Calif... 1729 

Borden  Fruit  Company .0268 

California  Associated  Growers .0086 

,  Cherokee   Citrus  Co.,  Inc .9698 

Chess  Co,  Meyer  W .3502 

Evans  Brothers  Packing  Co •  9199 

Gold  Banner  Association 2.  0679 

Granada  Packing  House .1400 

Hill  Packing  House,  Fred  A .6113 

Inland  Fruit  Dealers.  Inc .0288 

MacDonald  Fruit  Company .  1689 

Orange  Belt  Fruit  Distributors 2.0249 

Panno  Fruit  Co.,  Carlo .0339 

Paramount  Citrus  Association .3052 

Placentla  Orchard  Co —  .0687 

San  Antonio  Orchard  Co 1- 1624 

Snyder  &  Sons,  W.  A .4668 

Wall,   E.   T ---  1  8144 

Western  FYult  Growers  Inc.,  Red- 
lands -      2.7919 

[F.    R.    Doc.    49-2330;    Filed.    Mar.  25,    1949; 
11:34  a.  m.l 


TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter    II — Foreit    Service, 
Department  of  Agriculture 

Part  251— Land  Uses 

home  and  industrial  sites.  alaska 

By  virtue  of  the  authority  vested  In 
the  Secretary  of  Agriculture  by  the  act 
of  June  4.  1897  (30  Stat.  35;  16  U.  S.  C. 
551),  and  the  act  of  February  1,  1905  (33 
Stat.  628;  18  U.  S.  C.  472),  Regulation 
U-16  of  the  rules  and  regulations  gov- 
erning the  occupancy,  use.  protection 
and  administration  of  the  National  For- 
ests which  constitutes  5  251.7,  Part  251. 
Chapter  II,  Title  36  of  the  Code  of  Fed- 
eral Regulations  Is  revised  to  read  as 
follows: 

9  251.7    Home  and  industrial  sites  in 
Alaska.     <Reg.  U-16)  A  special  use  per- 
mittee who  has  constructed  upon  na- 
tional forest  lands  within  the  Territory 
of  Alaska   permanent   and   substantial 
improvements    for    purposes    of    trade, 
manufacture,  or  other  productive  indus- 
try, in  connection  with  which  there  are 
reasonable  prospects  for  the  establish- 
ment of  a  permanent  Industry,  or  who 
has  occupied  land  (not  exceeding  5  acres) 
under  a  special  use  homesite  permit  as 
a  yearlong  residence  in  a  habitable  house 
for  three  years,  may  apply  to  the  Chief 
of  the  Forest  Service  for  the  elimination 
from  the  national  forest  of  the  land  so 
occupied  in  order  that  it  may  be  entered 
by  the  applicant  under  the  provisions  of 
section  10  of  the  act  of  May  14,  1898,  as 
amended  (48  U.  S.  C.  461-462).     Upon 
determination,  after  investigation,  that 
permanent    and    substantial    improve- 
ments designed  for  trade,  manufacture, 
or  other  productive  industry  exceeding  in 
value  the  estimated  value  of  the  lands 
for  national  forest  purposes  have  been 
lawfully    constructed    with    reasonable 
prospects  of  establishing  a  permanent 
industry,  or  that  the  land  has  been  so 
occupied  under  a  special  use  homesite 
permit  as  a  yearlong  residence  for  three 
years  the  Chief  of  the  Forest  Service 
will  recommend  the  elimination  of  the 
land  used  and  needed,  not  exceeding  a 
total  of  80  acres  for  an  industrial  site  or 
five  acres  for  a  homesite,  from  the  na- 
tional fore.st.     (30  Stat.  35,  33  Stat.  628; 
16  U.  S.  C.  551,  472) 

Issued  this  22d  day  of  March  1949. 

[seal!  Charles  F.  Brann.xn, 

Secretary  of  Agriculture. 

|F.    R.   Doc.    49-2256;    Filed.    Mar.    25.    19-19: 
8:48  a.  m  | 

TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

1 3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  651 
Part  372 — General  Licenses 

EXPORTATION   OF   RELIEF   SHIPMENTS 

Section  372.22  Exportation  of  relief 
shipments:  "RLS"  is  amended  in  tbe  fol- 
lowing particulars: 


Saturday,  March  26,  1949 
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Paragraph  (b>  is  amended  to  read  as 
follows: 

(b)  The  following  specified  commodi- 
ties and  all  commodities  which  may  be 
exported  under  the  general  license  set 
forth  in  5  372.7  may  be  exported  under 
the  provisions  of  this  general  license: 

Dept.  of 

Comm. 
Sched. 
BNo. 
999810 


MMIO 
009820 
999830 
999840 


900850 


099850 
090850 

909850 
000850 
999850 
990850 
000850 
090850 
999890 
999800 
099890 
999890 
999890 
999890 

999890 
090890 
999890 
999800 


Commodity 
Pood. 
Except : 

Meat  products  on  Positive  List. 
Clothing  (new  and  used). 
Blankets  and  bedding. 
Drugs  and  biological  supplies. 
Except : 

Medicinal    and    pharmaceutical 
preparations  remaining  on  the 
Positive  List. 
New  and  used  surgical,  sanitary,  and 
hospital    supplies    and    equip- 
ment. 
Except : 

X-ray  tut>es  and  apparatus. 
Electrotherapeutlc  apparatus. 
Microscopes. 

Precious  metals  for  dentistry. 
Dental  operating  equipment. 
Electrocardiographs. 
Cystoscopes. 
Scientific  Instruments. 
Textiles,  wool  and  cotton. 
Yarns,  knitting  and  darning  wool. 
Thread,  sewing. 
Pins  and  needles. 
Sewing  machlne.s,  domestic. 
Shoe  repair  equipment  for  manual 

operation. 
Animal  oils  and  fats.  Inedible. 
Vegetable  oils  and  fats.  Inedible. 
Seeds,  except  oilseeds. 
Soap. 


(Pub.  Law  11,  81.st  Cong.;  E.  O.  9630, 
Sept.  27.  1945,  10  P.  R.  12245;  E.  O.  9919. 
Jan.  3,  1948.  13  F.  R.  59) 

This  amendment  shall  become  effec- 
tive March  18,  1949. 

Dated:  March  22.  1949. 

Fr.-vncis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

(F.   R.    Doc.   49-2272;    Filed,   Mar.    28,    1949; 
8:51   a.   m.l 


TITLE  22— FOREIGN  RELATIONS 

Chapter  11 — Economic  Cooperation 
Administration 

(ECA  Reg.  1,  Amended  Order  2| 

Part  201 — Procedures  for  Furnishing 
Assistance  to  Participating 
countries 

order   for   delivery   in  second  quarter 

1940 

Order  No.  2  is  amended  to  read  as 
follows: 

Pursuant  to  the  powers  reserved  In 
5  201.21  (formerly  §1111.21)  of  ECA 
Regulation  1.  the  Administrator  hereby 
waives  the  provisions  of  the  regulation 
in  the  following  respect: 

Notwithstanding  the  provisions  of 
8  201.12  (formerly  5  1111.12)  .an  importer 
may  place  and  a  supplier  may  accept  an 
order  for  delivery  in  the  second  quarter 
1949  identified  by  a  Procurement  Author- 
ization number  for  the  fourth  quarter 
1948  or  the  first  quarter   1949,  except 


where  delivery  is  otherwise  restricted  in 
the  Procurement  Authorization.  Deliv- 
ery of  such  an  order,  however,  must  be 
made  before  July  1,  1949,  and  procure- 
ment must  have  been  contracted  for  be- 
fore April  1,  1949. 

(Sees.  Ill  (b)  (1).  403.  Pub.  Law  472. 
80th  Cong.) 

Paul  Hoffman, 
Administrator  for 
Economic  Cooperation. 

|F.   R.    Doc.   49-2253;    FUed,    Mar.    25,    1949; 
8:49  a    m.| 


TITLE  24 — HOUSING  AND 
HOUSING  CREDIT 

Chapter  III — Public  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

Part  320 — Low-Rent  Housing  and  Slum 
Clearance  Program;  Policy 

EXCLUSION  of  military  DISABILITY  AND 
DEATH  BENEFITS  IN  DETERMINING  ELIGI- 
BILITY  FOR   LOW-RENT  PROJECTS 

In  S  320.7,  Exclusion  of  military  dis- 
ability and  death  benefits  in  determining 
eligibility  for  low-rent  projects,  para- 
graph <  a  >  (1)  is  amended  by  deleting  the 
last  six  lines  beginning  "When  the  total 
net  Income". 

(Sec.  502  (bi ,  Pub.  Law  901,  80th  Cong.) 

Approved:  March  18,  1949. 

tsEAL]  John  Taylor  Egan. 

Commissioner. 

[F.   R.   Doc.   49-2246;    Filed,    Mar.    25.    1949; 
8:58  a.   m.| 

TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

(Circular  17261 

Part  137 — Evidence  of  Naturalization 
Required  to  Establish  Citizenship  in 
Public  Land  Cases  ' 

Part  137  is  completely  revised,  as  fol- 
lows: 

Sec. 

137.1  Evidence  of  citizenship  status. 

137.2  Statement  required  of  married  women 

and  widows. 

5  137.1  Evidence  of  citizenship  status* 
(a.)  In  cases  where  proof  of  citizenship 
status  is  required,  the  manager  may  ac- 
cept a  .'Statement  of  the  applicant  giving 
the  facts  as  to  such  status,  which  state- 
ment should  include  the  date  of  the  al- 
leged naturalization  or  declaration  of  in- 
tention, the  title  and  location  of  the 
court  in  which  instituted,  and.  when 
available,  the  number  of  the  document 
in  question,  if  the  proceeding  has  been 
had  since  September  27,  1906.    In  addi- 


'  This  part  does  not  deal  with  establishing 
citizenship  by  birth. 

'Title  18.  U.  S.  C.  sec.  1001.  makes  It  a 
crime  for  any  person  knowingly  and  wilfully 
to  make  to  any  department  or  agency  of  the 
United  States  any  false,  fictitious  or  fraudu- 
lent statements  or  representations  m  to  any 
matter  within  Its  jurisdiction. 


tlon.  In  cases  of  naturalization  prior  to 
September  27, 1906,  there  should  be  given 
the  date  and  place  of  the  applicant's 
birth  and  the  foreign  country  of  which 
he  was  a  citizen  or  subject. 

The  citizenship  showing  may  be  In- 
corporated in  any  of  the  forms  prescribed 
for  use  in  connection  with  the  entry  of 
public  lands.  Where  the  necessary  data 
have  been  given,  the  manager  will  accept 
same  and  proceed  with  the  case. 

(b)  The  manager  may  accept  the  fol- 
lowing evidence  of  a  party's  citizenship 
status,  where  proof  of  such  status  is  re- 
quired: 

(1)  A  declaration  of  intention  to  be- 
come a  citizen  of  the  United  States  exe- 
cuted not  more  than  seven  years  prior  to 
the  date  of  the  filing  of  the  public  land 
application  (a  declaration  more  than 
seven  years  old  is  invalid) ;  or 

(2)  An  acknowledgment  from  the 
clerk  of  court  <  Immigration  and  Natu- 
ralization Service  Form  N-414)  of  the 
filing  of  a  petition  for  naturalization;  or 

(3)  An  original  certificate  of  naturali- 
zation or  duplicate  issued  by  the  Immi- 
gration and  Naturalization  Service  in 
lieu  of  one  lost,  mutilated  or  destroyed. 

Any  document  listed  in  this  paragraph 
will  be  returned  by  the  Bureau  of  Land 
Management  to  the  party  entitled 
thereto,  as  soon  as  it  has  served  the  pur- 
pose for  which  it  is  submitted.  (R.  S. 
453,  2478;  43  U.  S.  C.  2.  1201) 

§  137.2  Statement  required  of  mar- 
ried women  and  widows.  A  married 
woman,  or  widow,  who  is  required  to  fur- 
nish evidence  of  citizenship  in  this  coun- 
try in  connection  with  an  application  or 
entry  imder  the  public  land  laws  must 
furnish  a  statement  showing  the  facts 
upon  which  she  bases  her  claim  to  such 
citizenship.'' 

(a)  A  married  woman  must  show  the 
date  of  her  marriage. 

(b>  A  widow  must  show  the  date  of 
her  marriage  and  the  date  of  the  death 
of  the  husband. 

(c)  If  a  married  woman  or  widow 
claims  citizenship  through  her  husband, 
she  must  show  the  facts  as  to  his  citizen- 
ship and  that  they  were  married  prior  to 
September  22.  1922.  If  he  acquired  such 
citizenship  by  naturalization,  satisfac- 
tory evidence  of  the  naturalization  mu.st 
be  furnished  in  the  manner  provided  by 
§  137.1. 

(d)  If  applicant  was  married  prior  to 
March  3.  1931,  she  must  show  the  facts 
as  to  her  hu.sband's  citizenship.  An  ap- 
plicant who  married  on  or  after  March 
3.  1931,  need  not  make  any  showing  as 
to  the  citizenship  of  her  husband. 

An  applicant  who  claims  citizenship 
through  her  own  naturalization  separate 
and  apart  from  the  naturalization  of  the 
husband  or  who  bases  her  right  to  file  a 
particular  application  on  the  filing  by 
herself  of  a  declaration  of  intention  to 
become  a  citizen  must  in  the  manner 
provided  by  §  137.1.  furnish  satisfactory 
evidence  of  her  naturalization  or  of  the 
filing  of  the  declaration. 


•See  sec.  3.  act  of  March  2,  1907  (34  Stat, 
1228),  act  of  September  22,  1922  (42  Stat. 
1021),  act  of  March  3,  1931  (46  Stat.  1511), 
and  the  act  of  June  25,  1936  (49  Stat.  1917), 
as  amended  by  the  act  of  July  2.  1940  (54  Stat. 
715).  and  section  317  (b)  of  the  Nationality 
Act  of  1940  (54  Stat.  1146-1147.  8  U.  8.  C.  717). 
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An  applicant  who  falls  to  make  the 
showing  required,  as  stated,  should  be 
allowed  30  days  from  receipt  of  notice 
within  which  to  do  so,  or  to  appeal. 
(R.  8.  453.  2478;  43  U.  S.  C.  120) 

NoT«:  The  reporting  requirement  has  been 
approved  by  the  Bureau  of  the  Budget  In  ac- 
cordance with  the  Federal  Reports  Act  ol  1942. 

Marion  Clawson. 

Director. 

Approved:  March  18,  1949. 

Mastin  G.  White. 

Acting  Assistant  Secretary 
of  the  Interior. 

|F.    R.    Doc.    4&-2245:    Piled.    Mar.    25,    1949; 
9:02  a.  m.) 


TITLE  50— WILDLIFE 

Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Subchapter  C — Management  of  Wildlife 
Conservation  Area* 

Part  32— Southwestern  Region 

bitter  lake  national  wildlife  refuge, 
new  mexico;  fishing 

Basts  arid  purpose.  On  the  basis  of 
Investigations  and  reports  of  field  repre- 
sentatives of  the  Pish  and  Wildlife  Serv- 
ice, it  has  been  determined  that  the  fish- 
ing season  on  the  Bitter  Lake  National 
Wildlife  Refuge  can  be  extended  with- 
out interfering  with  the  management  of 
the  area  for  wildlife. 


Section  32.41  Is  revised  as  follows: 
S  32.41  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  the  waters 
of  the  Bitter  Lake  National  Wildlife 
Refuge  specified  in  S  32.42  in  accordance 
with  the  provisions  of  Parts  18  and  21  of 
this  Chapter  and  subject  to  the  condi- 
tions, restrictions  and  requirements  of 
§§  32.42  to  32.47.  (50  CFR  21.41.  13  F.  R. 
9351) 

Dated:  March  21,  1949. 

[seal]  Albert  M.  Day, 

Director. 

IF.    R.    Doc.    49-2244;    Piled,   Mar.    23,    1949; 
8.46  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

[ 7  CFR,  Part  301  ] 

Pink  Bollworm  Quarantine 

notice  or  proposed  amendments  to 
regulated  areas 

Notice  is  hereby  given  under  section 
4  <a)  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1003  (a) )  that  the  Secre- 
tary of  Agriculture,  pursuant  to  section 
8  of  the  Plant  Quarantine  Act  of  1912, 
as  amended  (7  U.  S.  C.  161  >  is  consider- 
ing amending  §  301.52-2  of  the  regula- 
tions supplemental  to  Quarantine  No.  52 
relating  to  the  pink  bollworm  i7  CFR 
301.52-2;  13  F.  R.  3175",  as  follows: 

1.  Add  to  the  areas  designated  as 
lightly  infested  areas  Crockett  and  De 
Witt  Counties,  Texas,  and  Curry.  De 
Baca,  and  Quay  Counties.  New  Mexico. 

2.  Remove  from  the  areas  designated 
as  lightly  infested  areas  the  counties  of 
Brazoria,  Chambers,  Jefferson,  Liberty, 
Orange,  and  that  part  of  Harris  County 
lying  east  of  the  San  Jacinto  River  and 
Its  tributary,  the  east  fork  of  the  San 
Jacinto  River,  and  north  of  the  Houston 
Ship  Channel,  in  the  State  of  Texas. 

It  is  proposed  to  add  the  counties  of 
Crockett  and  De  Witt.  Texas,  and  the 
county  of  Quay,  New  Mexico,  to  the 
lightly  Infested  areas  as  infestations  of 
the  pink  bollworm  have  been  discovered 
In  such  counties.  Curry  and  De  Baca 
counties.  New  Mexico,  although  unin- 
fested  by  the  pink  bollworm,  are  being 
considered  for  similar  addition  because 
there  are  no  gins  in  these  counties  and 
all  cotton  grown  therein  is  ginned  at 
plants  located  in  infested  sections.  De 
Witt  County.  Texas,  was  placed  under 
State  emergency  quarantine  by  a  proc- 
lamation of  the  Governor,  and  an  amend- 
ment to  the  State  pink  bollworm  quar- 
antipe  covering  the  operation  of  gins  in 
that  county  was  effective  September  29, 
1948. 

Texas  counties  being  considered  for 
removal  from  the  lightly  infested  areas 
have  been  under  regulation  for  the  past 
three  years.    During  that  time  intensive 


annual  field  surveys  and  Inspection  of 
trash  from  gins  handling  cotton  pro- 
duced therein  have  failed  to  disclose  any 
further  evidence  of  pink  bollworm  in- 
festation there.  Cooperating  oflBcials  of 
the  State  of  Texas  concur  in  this  action, 
and  are  taking  steps  to  remove  these 
counties  from  State  regulation. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  in  con- 
nection with  this  matter  should  file  the 
same  with  the  Chief  of  the  Bureau  of 
Entomology  and  Plant  Quarantine. 
Agricultural  Research  Administration. 
United  States  Department  of  Agriculture, 
Washington  25,  D.  C,  within  15  days 
after  the  date  of  the  publication  of  this 
notice  in  the  Federal  Register. 

(Sec.  8.  37  Stat.  318,  as  amended;  7 
U.  S.  C.  161) 

Done  at  Washington.  D.  C,  this  22d 
day  of  March  1949. 

[seal]  Charles  F.  Br.».nnan, 

Secretary  of  Agriculture. 

IF.    R.    Doc.    49-2255;    Piled,    Mar.    25,    1949; 
8  48  a.  m.] 


Production  and  Marlteting 
Administration 

[  7  CFR,  Part  944  1 

[AMA  E)ocket  No.  AO  105- AC] 

Handling  of  Milk  in  Quad  Cities 
Marketing  Area 

notice  of  extension  or  time  for  filing 
written  exceptions  to  recommended 
decision 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR  Supps.  900.1  et  seq.),  notice 
is  hereby  given  that  the  time  within 
which  interested  parties  may  file  excep- 
tions to  the  recommended  decision  of 
the  A.ssistant  Administrator,  Production 
and  Marketing  Administration,  United 
States  Department  of  Agriculture,  with 
respect  to  a  proposed  amendment  to  the 
tentative  marketing  agreement  and  or- 


der, as  amended,  regulating  the  handling 
of  milk  in  the  Quad  Cities  milk  market- 
ing area,  whicli  recommended  decision 
was  published  in  the  Federal  Register  of 
March  16,  1949,  (14  P.  R.  1194)  is  hereby 
extended  so  that  such  written  exceptions 
may  be  filed  not  later  than  the  close  of 
business  on  the  20th  day  after  such 
publication. 

Dated:  March  22,  1949. 

[SEALl  S.  R.  Newell, 

Acting  Assistant  Administrator. 

IF.    R.   Doc.   49-2257;    Piled,   Mar.   25,    1949; 
8:48  a.  m.] 


[7  CFR,  Part  954  1 

[Docket    No.    AO    153- A    4] 

Handling  of  Milk  in  Duluth-Superior 
Mahketing  Area 

notice  or  hearing  concerning  proposed 

amendment     TO     TENTATIVE     MARKETING 
AGREEMENT  AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 
(7  U.  S.  C.  601  et  seq.),  and  in  accord- 
ance with  the  applicable  rules  of  prac- 
tice and  procedure,  as  amended  (7  CFR, 
Supps.  900.1  et  seq.).  notice  is  hereby 
given  of  a  public  hearing  to  be  held  in 
the  Federal  Building,  Duluth,  Minnesota, 
beginning  at  10:00  r..  m.  c.  s.  t..  March  30, 
1949,  for  the  purpo.«e  of  receiving  evi- 
dence with  respect  to  the  proposed 
amendment  hereinafter  set  forth  or  ap- 
propriate modifications  thereof,  to  the 
tentative  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Duluth-Superior 
marketing  area  (7  CFR,  Supps.  954.1  et 
seq.) .  The  proposed  amendment  has  not 
received  the  approval  of  the  Secretary 
of  Agriculture. 

Proposed  amendment.  Proposed  by 
the  Arrowhead  Cooperative  Creamery 
Association  and  the  Twin  Ports  Coopera- 
tive Dairy  As.soclation,  Inc.: 

Add  at  the  end  of  9  954.5  (a)  (1)  the 
following:  "Provided,  That  for  each  of 
the  delivery  periods  of  May,  June,  July, 
and  Aupust.  1G49.  the  price  for  Cla.ss  III 
milk  for  such  delivery  period  plus  $1.00." 


Saturday^  March  26,  1949 
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Add  at  the  end  of  S  954.5  (a)  (2)  the 
following:  "Provided.  That  for  each  of 
the  delivery  periods  of  May,  June,  July, 
and  August,  1949,  the  price  for  Class  III 
milk  for  such  delivery  period  plus  60 
cents." 

Copies  of  this  notice  of  hearing  may 
be  procured  from  Mr.  Fred  Kirkendall. 
Market  Administrator.  2002  Superior 
Street.  Duluth.  Minnesota,  or  from  the 
Hearing  Clerk.  United  States  Department 
Of  Agriculture.  Room  1846,  South  Build- 
ing. Washington  25.  D.  C,  or  may  be 
there  inspected. 

Dated:  March  22,  1949. 

[SEAL]  8.  R.  Newell, 

Acting  Assistant  Administrator. 

(P.    R.   Doc.    49-2258;    Filed.   Mar.   25,    1949; 
8:48  a.  m.l 


[  7  CFR,  Part  985  1 

(Docket  No.  AO-193I 

Hanolino  or  Emperor  Orapes  Grown  in 
California 

determination  of  referekduv  results 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended 


(7  U.  S.  C.  601  et  seq.;  61  Stat  208,  707), 
and  the  rules  of  practice  and  procedure, 
as  amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
marketing  orders  (7  CFR  and  Supps. 
900.1  et  seq.;  13  F.  R.  8585).  a  public 
hearing  was  held  at  Exeter.  California, 
beginning  on  May  10.  1948.  upon  a  pro- 
posed marketing  agreement  and  a  pro- 
posed marketing  order  regulating  the 
handling  of  Emperor  grapes  grown  In 
the  State  of  California.  The  Acting  As- 
sistant Administrator  of  the  Production 
and  Marketing  Administration,  on  Au- 
gust 16.  1948.  filed  with  the  Hearing 
Clerk,  United  States  Department  of  Ag- 
riculture, his  recommended  decision  in 
this  proceeding  (13  F.  R.  4821,  5059, 
5283) ;  and  the  decision  of  the  Secretary 
of  Agriculture  was  Issued  on  January  18. 
1949  (14  F.  R.  342,  383).  together  with 
an  order  (14  F.  R.  349)  directing  that 
a  referendum  be  conducted  among  pro- 
ducers of  Emperor  grap>es  to  determine 
whether  such  producers  favored  the  Is- 
suance of  the  aforesaid  marketing  order. 
Such  referendum  having  been  held 
and  duly  concluded.  It  Is  hereby  found 


and  determined  that  the  Issuance  of  the 
said  marketing  order  Is  not  favored 
either  by  (1)  at  least  two-thirds  of  the 
producers  who  participated  In  the  ref- 
erendum on  the  question  of  Its  approval 
and  who.  during  the  p>erIod  June  1,  1947 
through  May  31,  1948  (determined  to  be 
the  representative  period),  were  engaged 
In  the  production  of  Emperor  grapes 
grown  in  the  State  of  California  or  (2) 
by  producers  who  participated  In  said 
referendum  on  the  question  of  Its  ap- 
proval and  who,  during  the  aforesaid 
representative  period,  produced  for  mar- 
ket at  least  two-thirds  of  the  volume  of 
Emperor  grapes  produced  for  market, 
within  the  State  of  California,  during 
said  period,  by  all  producers  who  partici- 
pated In  said  referenduiji ;  and  that  the 
said  marketing  order,  therefore,  shall 
not  be  made  effective. 

Done  at  Washington.  D.  C.  this  22d 
day  of  March  1949. 

[seal]  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

[P.   R.   Doc.    49-2269;    FUed.    Mar.    25.    1949; 
8:48  a.  m.] 


NOTICES 


INTERSTATE  COMMERCE 
COMMISSION 

Organization  and  Assignment  of  Work 
corrected  notice 

March  21,  1949. 

The  Interstate  Commerce  Commission 
announces  that  It  has  amended  its  order 
as  to  assignment  of  work,  entered  June 
8,  1942,  as  amended,  pursuant  to  the 
provisions  of  section  17  of  the  Interstate 
Commerce  Act,  as  amended,  and  section 
3  (a)  of  the  Administrative  Procedure 
Act  (60  Stat.  237;  5  U.  S.  C.  Supp.  1001). 
by  revising  section  11,  Bureau  organiza- 
tion, so  that  the  first  paragraph  of  sub- 
division (d).  Bureau  of  Formal  Cases— 
(1)  Functions,  shall  read  as  follows: 

(d)  Bureau  of  Formal  Cases — (1) 
Functions.  This  bureau,  headed  by  a 
Chief  Examiner,  handles  the  Commis- 
sion's formal  proceedings  In  connection 
with  rates,  fares,  charges,  classifications, 
regulations  and  practices  of  carriers  un- 
der Parts  I,  III,  and  IV,  and  In  certain 
motor-carrier  proceedings  specified  in 
(V)  hereafter,  except  those  assigned  to 
the  Commission,  a  division  or  to  an  in- 
dividual Commi.ssioner  for  administra- 
tive handling.  The  cases  fall  In  the  fol- 
lowing categories:  (1)  hearings  on  gen- 
eral Investigations  Instituted  by  the 
Commission  on  Its  own  motion,  and  com- 
plaint and  answer  cases,  (ID  hearings 
growing  out  of  orders  for  Investigation 
and  suspension  of  newly  filed  rates  by 
rea.son  of  protests,  or  on  the  Commis- 
sion's own  motion,  (III)  hearings  on  ap- 
plications under  section  4  (49  U.  S.  C.  4) 
and  other  sections  of  the  act.  (iv)  hear- 


ings on  applications  for  operating  au- 
thority under  Parts  III  and  IV  of  the 
act,  (V)  hearings  In  motor-carrier  pro- 
ceedings subject  to  the  provisions  of  sec- 
tions 7  and  8  of  the  Administrative  Pro- 
cedure Act  which  arise  under  section  5. 
Part  I.  or  under  Part  11  of  the  act, 
wherein  an  employee  of  the  Commission 
assigned  to  the  Bureau  of  Motor  Car- 
riers performs  any  Investigative  or  pros- 
ecuting function,  and  (vl)  hearings  on 
matters  arising  under  section  5a  relating 
to  agreements  between  or  among  car- 
riers. 


[seal] 


W.  P.  Bartel, 
Secretary. 


[P.   R.    Doc.   49-2250;    Filed,    Mar.   25.    1949; 
8:47  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

(Docket  Nos.  3232.  3295] 

WiEN  Alaska  Airlines,  Inc.,  and  Cordova 
Air  Service,  Inc. 

notice  of  hearino 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
Cordova  Air  Service,  Inc..  Docket  No. 
3232,  over  Its  Cordova-Katalla-Cape 
Yakataga  route;  and  Wien  Ala.ska  Air- 
lines, Inc.,  Docket  No.  3295,  over  Its  routes 
certificated  for  the  transportation  of 
mail. 

Notice  Is  hereby  given,  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  that  hearings  In  the  above- 
entitled  proceedings  are  assigned  to  be 
held  on  March  29,  1949,  at  9:30  a.  m. 


(eastern  standard  time).  In  Room  2049, 
Temporary  Building  No.  4,  Seventeenth 
Street  and  Constitution  Avenue  NW., 
Washington,  D.  C,  before  Examiner 
James  M.  Verner. 

Dated  at  Washington,  D.  C,  March  23, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

IP.    R.   Doc.    49-2273;    Piled.    Mar.    25.    1949; 
8:51  a.  m.| 


FEDERAL  POWER  COMMISSION 

[Docket  No.  E-62061 

Idaho  Power  Co. 

notice  of  application 

March  22,  1949. 
Notice  is  hereby  given  that  on  March 
21. 1949,  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
section  204  of  the  Federal  Power  Act,  by 
Idaho  Power  Company,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Maine  and  doing  business  In  the  States 
of  Oregon,  Idaho  and  Nevada,  with  Its 
principal  business  oflBce  at  Boi.se,  Idaho, 
seeking  an  order  authorizing  the  Issuance 
of  up  to  200.000  shares  of  Common  Stock. 
$20  par  value,  to  be  issued  on  or  about 
May  1,  1949;  up  to  10.000  shares  of  4% 
Preferred  Stock,  $100  par  value,  to  be 
Issued  on  or  after  May  1. 1949;  and  short- 
term  bank  notes  for  Interim  borrowings 
during  1949,  aggregating  $4,000,000,  In 
addition  to  amounts  permitted  under  the 
limitations  provided  in  section  204  (e)  ol 
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the  i^dcral  Power  Act.  The  Proposed 
Stock,  will  be  sold  to  underwriters  (for 
public  offering  and  resale  by  said  under- 
writers to  the  public)  at  a  price,  to  be  de- 
termined at  the  time  of  execution  of 
underwriting  agreements;  all  as  more 
fully  appears  in  the  application  on  file 
with  the  Commission. 

Any  person  desiring  to  be  heard,  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  8th 
day  of  April  1949,  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C, 
a  petition  or  protest  In  accordance  with 
the  Commission's  rules  of  practice  and 
procedure. 


[ SEAL ] 


J.  H.  Outride, 
Acting  Secretary. 


(F.    R.    Doc.    49-2243:    Filed.    Mar.    25,    1919; 
£:46    a.   m.) 


[Docket  No8.  G-1065,  0-1070] 

East  Tennessee  Natural  Gas  Co.  and 
Tennessee  Gas  Transmission  Co. 

order  omitting  intermediate  decision 
procedure  and  fixing  date  for  filing 
briefs  and  for  oral  argument 

On  March  11,  1949,  East  Tennessee 
Natural  Gas  Company  filed,  in  Docket 
No.  G-1065,  a  motion  requesting,  among 
other  things,  the  omission  of  the  inter- 
mediate decision  procedure,  and  further, 
requesting  opportunity  for  oral  argument 
before  the  Commission  in  lieu  of  the  fil- 
ing of  briefs.  No  objection  to  the  grant- 
ing of  this  motion  has  been  filed  by  any 
parties  to  the  proceedings. 

On  March  9.  1949.  hearings  In  the 
above-entitled  proceedings  commenced 
pursuant  to  Commission's  order  of  Feb- 
ruary 21.  1949,  and  are  currently  in 
progress.  Under  its  amended  applica- 
tion in  Docket  No.  G-1065  East  Tennes- 
see Is  seeking,  pursuant  to  section  7  of 
the  Natural  Gas  Act.  as  amended,  a  cer- 
tificate of  public  convenience  and  nec- 
essity authorizing  the  construction  and 
operation  of  natural  gas  pipe  line  facili- 
ties for  the  purpose  of  selling  and  deliv- 
ering 60.000  Mcf  per  day  of  natural  gas 
to  the  Atomic  Energy  Commission  for 
use  In  its  facilities  at  Oak  Ridge.  Ten- 
nessee, pursuant  to  a  contract  entered 
Into  by  the  Atomic  Energy  Commi.^sion 
with  East  Tennes.see. 

On  January  28.  1949.  a  Voluntary  Plan 
under  Public  Law  No.  395.  80th  Congress, 
was  duly  approved  by  the  Secretary  of 
Commerce  and  the  Attorney  General  of 
the  United  States,  providing  for  the  al- 
location of  steel  products  for  use  in  the 
construction  of  the  proposed  22-inch 
steel  transmission  pipe  subject  of  the 
amended  application  In  Docket  No. 
G-1065.  Under  the  Plan,  before  delivery 
of  pipe  can  be  accepted.  East  Tennessee 
must  certify  to  the  participating  steel 
producers  that  It  has  been  granted  by 
this  Commission  a  certificate  of  public 
convenience  and  necessity  authorizing 
the  construction  and  operation  of  the 
proposed  facilities  to  serve  the  Atomic 
Energy  Commission. 

East  Tennessee  in  its  motion  states 
that  one  of  the  steel  producers  which  is 
cooperating  under  the  said  Plan  and 
which  proposes  to  furnish  approximately 


one-half  of  the  steel  pipe.  Is  now  rolling 
22-inch  pipe  and  is  insistent  that  It  be 
advised  at  an  early  date  whether  East 
Tennessee  will  be  authorized  to  accept 
delivery,  inasmuch  as  the  said  steel  mill 
Is  prepared  to  commence  deliveries  dur- 
ing the  current  month  of  March  1949. 
Evidence  presented  at  the  hearings  is 
that  the  steel  producers  participating  un- 
der the  Plan  are  the  National  Tube  and 
Youngstown  Sheet  and  Tube  Companies. 
eaeh  to  supply  about  one-half  of  the  re- 
quired steel  pipe.  Estimates  submitted 
show  that  Youngstown  Is  expected  to 
start  shipping  pipe  about  March  25  and 
to  complete  its  shipments  during  April 
1949.  Deliveries  by  National  Tube  are 
expected  later,  during  the  spring  and 
summer  of  this  year. 

At  the  hearings  East  Tennessee  pre- 
sented evidence  showing  that  it  has  en- 
tered into  a  trust  agreement,  and  a 
short-term  bank  loan  maturing  on  May 
12,  1949.  to  finance  temporarily  the  steel 
pipe  being  produced  by  Youngstown. 
Provision  has  been  made  for  shipping 
the  Youngstown  pipe  to  and  storing  It 
temporarily  at  Baden,  Pennsylvania, 
with  title  to  the  pipe  being  given  to  the 
trustees  named  In  the  trust  agreement, 
pending  and  subject  to  East  Tennessee 
obtaining  a  certificate  for.  and  complet- 
ing on  or  before  May  12.  1949.  the  fur- 
ther financing  of.  the  G-1065  project. 
From  the  testimony  at  the  hearing  it 
appears  that  If  East  Tennessee  is  suc- 
cessfully to  complete  its  further  financ- 
ing as  proposed  by  It  for  the  G-1065  fa- 
cilities, it  needs  to  obtain  from  this 
Commission  a  certificate  no  later  than 
two  weeks  preceding  May  12.  1949.  the 
date  of  maturity  of  the  mentioned  short- 
term  bank  loan.  This  appears  e.ssen- 
tlal  if  East  Tennessee  Is  to  discharge  its 
obligation  under  the  said  bank  loan  and 
is  to  obtain  title  to  and  accept  delivery 
of  the  Youngstown  pipe. 

In  its  motion  for  omission  of  the  inter- 
mediate decision  procedure,  East  Ten- 
nessee further  states  that  the  season  of 
the  year  favorable  for  pipe  line  con- 
structioa  is  fast  approaching  and  that 
it  is  imperative  from  the  standpoint  of 
prompt  completion  of  its  G-1065  project 
and  from  the  standpoint  of  achieving 
economical  costs  that  East  Tennessee  be 
able  to  proceed  with  its  proposed  proj- 
ect with  the  least  possible  delay.  Testi- 
mony at  the  hearing  Indicates  that  if 
the  G-1065  project  is  to  be  authorized 
and  constructed  during  the  favorable 
construction  season  of  this  year,  author- 
ization should  be  granted  so  that  actual 
construction  may  be  commenced  not 
later  than  early  in  May  1949.  To  com- 
mence construction  by  such  time,  earlier 
authorization  is  required  to  permit  the 
survey  and  other  work  necessary  before 
the  actual  construction  can  be  com- 
menced. 

In  support  of  the  omission  of  the  in- 
termediate decision  procedure  and  in 
the  interest  of  expediting  early  decision 
In  the  proceedings.  East  Tennessee  in  its 
motion  fiu"ther  states  that  the  service 
proposed  by  it  In  Docket  No.  G-1065  has 
been  certified  by  the  Atomic  Energy 
Commission  to  be  necessary  in  the  In- 
terest of  the  common  defense  and  se- 
curity, and  that  It  Is  Imperative  that 
such  service  be  authorized  at  the  earliest 


possible  date.  The  Atomic  Energy  Com- 
mission In  Its  Intervening  petition  filed 
herein  has  asserted  that  the  natural  gas 
sought  to  be  obtained  through  means  of 
the  facilities  proposed  by  East  Tennessee 
In  Docket  No.  G-1065  is  essential  to  as- 
sure continuity  of  operation  of  the 
Atomic  Energy  Commission's  facilities 
at  Oak  Ridge.  Tennessee,  which  facili- 
ties are  operated  for  the  purpose  of  pro- 
ducing Uranlum-235  and  conducting  re- 
search In  the  field  of  atomic  science. 
That  Commission  further  .stated  In  Its 
petition  and  Its  Director  of  Production 
has  testified  at  the  hearing  that  Its  pro- 
duction plant  at  Oak  Ridge  Is  of  the 
continuous-type  operation  and  that  any 
Interruption  In  the  operation  thereof 
may  have  the  gravest  consequences  to 
the  common  defense  and  security  of  this 
country. 

Upon  consideration  of  the  foregoing, 
the  aforesaid  motion  of  March  11.  1949, 
and  the  record  herein,  the  Commission 
finds: 

(1)  Due  and  timely  execution  of  its 
functions  Imperatively  and  unavoidably 
requires  that  the  Commission  omit  the 
Intermediate  decision  procedure  and 
forthwith  render  final  decision  In  these 
proceedings. 

<,2 1  Good  cause  exists  for  providing  for 
oral  argument  before  the  Commission 
and  for  providing  opportunity  for  the  fil- 
ing of  briefs  and  or  proposed  findings 
and  conclusions  with  supporting  reasons 
therefor,  as  hereinafter  ordered. 

The  Commission  orders: 

*A)  The  Intermediate  decision  proce- 
dure In  the  proceedings  In  Docket  No. 
G-1065,  be  and  the  same  Is  hereby  omit- 
ted in  accordance  with  the  provisions  of 
5  1.30  (c>  of  the  Commission's  rules  of 
practice  and  procedure. 

<B»  Briefs  and  or  proposed  findings 
and  conclusions  with  supporting  reasons 
therefor  be  filed  on  or  before  March  31. 
1949.  and  oral  argument  be  had  before 
the  Commission  on  April  4,  1949.  at  10:00 
a.  m.  (e.  s.  t.)  In  the  Hearing  Room  of 
the  Federal  Power  Commission.  1800 
Pennsylvania  Avenue  NW..  Washington, 
D.  C. 

(C>  Each  of  the  parties  to  these  pro- 
ceedings notify  the  Commission's  Pre- 
siding Examiner  not  later  than  March  28. 
1949,  of  the  amount  of  time.  If  any,  de-- 
sired  by  such  party  for  the  presentation 
of  oral  argument  on  the  date  hereinbe- 
fore set. 

Date  of  Issuance:  March  21.  1949. 

By  the  Commission. 

[SEAL]  J.  H.  OUTRIDE, 

Acting  Secretary. 

|F.    R.    Doc.    49  2252;    Piled,    Mar.    25,    1949; 
8:47  a.  ml 


[Docket  No.  G-1165| 

Wisconsin  Southern  Gas  Co. 
order  fixing  d.\te  of  hearing 

On  January  25.  1949.  Wisconsin  South- 
ern Gas  Company  (Applicant)  filed  an 
application,  as  supplemented  on  March 
9.  1949.  for 

(a)  A  certificate  of  public  convenience 
and  necessity,  pursuant  to  section  7  of 
the  Natural  Gas  Act.  as  amended,  au- 
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thorlzing  the  acquisition,  construction 
and  operation  of  certain  natural-gas 
transmission  facilities,  subject  to  the 
Jurisdiction  of  the  Commission. 

(b)  An  order  by  the  Commission,  un- 
der section  7  (a)  of  the  Natural  Gas  Act, 
requiring  Natural  Gas  Pipeline  Company 
of  America  (Pipeline  Company)  to  ex- 
tend Its  facilities  and  establish  connec- 
tion with  the  facilities  which  Applicant 
proposes  to  construct  and  acquire,  and  to 
supply  Applicant  with  such  quantities  of 
natural  gas  sis  Applicant  may  be  entitled 
to  receive  under  rate  schedules  already 
filed  by  Pipeline  Company  with  the  Com- 
mission. 

The  facilities  are  more  particularly  de- 
scribed In  the  application  on  file  with  the 
Commission  and  open  to  public  Inspec- 
tion. 

On  February  28.  1949,  Pipeline  Com- 
pany filed  Its  answer  to  that  part  of  the 
application  mentioned  in  subparagraph 
(b)  above.  In  which  Pipeline  Company  In- 
dicated Its  willingness  to  make  the  pro- 
posed connection  and  to  supply  Applicant 
In  accordance  with  Applicant's  request. 

Applicant  has  requested  that  its  appli- 
cation be  heard  under  the  shortened  pro- 
cediu-e  provided  by  SS  132  (a)  and  1.32 
(b)  of  the  Commission's  rules  of  prac- 
tice and  procedure;  and  no  request  to  be 
heard  or  protest  has  been  filed  subsequent 
to  the  giving  of  due  notice  of  the  filing 
of  the  application.  Including  publication 
in  the  Federal  Register  on  February  8. 
1949   (14  F.  R.  551). 

The  Commission  finds:  This  proceed- 
ing Is  a  proper  one  for  disposition  under 
the  provisions  of  §S  1.32  (a)  and  1.32  (b) 
of  the  Commission's  rules  of  practice  and 
procedure. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Comml.sslon's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  April  7, 1949, 
at  9:30  a.  m.  (e.  s.  t).  In  the  Hearing 
Room  of  the  Federal  Power  Commission, 
1800  Pennsylvania  Avenue.  NW..  Wash- 
ington, D.  C.  concerning  the  matters  In- 
volved and  the  Is.sues  presented  by  such 
application;  Provided,  however,  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
8  1.32  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

(B I  Interested  State  commissions  may 
participate  as  provided  by  55  1.8  and  1  37 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  March  22,  1949. 


[seal] 


J.   H.   GUTRlDE, 

Acting  Secretary. 


|F.   R.   Doc.   49-2260;    Filed,   Mar.   25,    1949; 
8:49  a.  m] 


[Docket  No.  0-1178 1 

Southern  Union  Gas  Co. 

NOTICE  or  application 

March  22,  1949. 

Notice  Is  hereby  given  that  on  March 
10.  1949,  Southern  Union  Gas  Company 


(Applicant),  a  Delaware  corporation 
having  Its  principal  place  of  business  at 
Dallas.  Texas,  filed  an  application  for  a 
certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  author- 
izing the  acquisition  from  Durango  Nat- 
ural Gas  Company  (Durango  Natural), 
and  the  operation  of  .he  following  de- 
scribed natural-gas  pipe-line  facilities: 

(1)  A  6-lnch  natural-gas  main  trans- 
portation pipe  line  approximately  33.7 
miles  In  length  extending  from  a  point 
In  the  Ute  Dome  gas  field  located  In  the 
SW'4  of  SW»'4  of  Section  36.  T.  82  N., 
R.  14  W.,  N.  M.  P.  M..  In  a  general  north- 
easterly direction  to  a  point  of  connec- 
tion with  the  natural-gas  distribution 
system  serving  the  City  of  Durango  and 
its  environs  In  La  Plata  County.  Colorado 
which  point  of  connection  Is  located  in 
SE»4  of  SW>4  of  Section  29,  T.  35  N.,  R. 
9  W.,  N.  M.  P.  M..  together  with  meters, 
valves,  regulators,  metering  and  regu- 
lating stations,  drips  and  related  facili- 
ties incorporated  In  or  appurtenant  to 
such  pipe  line.  Including  river,  highways 
and  railway  crossings. 

<2»  A  2-lnch  lateral  pipe  line  approxi- 
mately 17,600  feet  In  length  connecting 
said  main  transportation  pipe  line  with 
the  Fort  Lewis  School,  a  state  instltujion 
south  of  Durango. 

Applicant  states  that  It  proposes  to 
acquire,  in  addition  to  the  above-de- 
scribed main  transportation  pipe  line  and 
Fort  Lewis  School  lateral  line,  Durango 
Natural's  complete  natural-gas  distribu- 
tion system  which  serves  Durango,  Colo- 
rado, and  environs  and  Its  natural-gas 
gathering  system  connecting  supply  wells 
In  the  Ute  Dome  Field  with  said  main 
line. 

It  is  stated  In  the  application  that  the 
natural  gas  requirements  of  Durango, 
Colorado,  have  been  supplied  with  gas 
from  the  Ute  Dome  Field  for  many  years, 
but  that  due  to  depletion,  the  reserves 
from  that  field  are  inadequate  to  meet 
peak-day  requirements  in  Durango.  Ap- 
plicant states  that  natural  gas  from  said 
Ute  Dome  Field  can  be  used  during  pe- 
riods when  low  line  pressures  afford 
adequate  capacity,  and  In  addition  to 
using  such  gas,  applicant  will  Inject 
high-pressure  natural  gas  from  its  source 
of  supply  in  the  Barker  Dome  Field 
through  an  Interconnection  with  Appli- 
cant's existing  pipe  line  which  extends 
from  the  Barker  Dome  Field  to  Santa  Fe. 
New  Mexico.  It  Is  stated  that  natural 
gas  reserves  available  to  Applicant.  In- 
cluding those  In  the  Barker  Dome  Field, 
have  been  estimated  as  representing  a 
total  of  272.6  billion  cubic  feet  on  Janu- 
ary 1, 1948,  from  which  total  withdrawals 
of  approximately  9.3  billion  cubic  feet 
were  made  during  1948,  a  reported  544,- 
048.8  Mcf  of  which  were  made  through 
the  Durango  System.  Present  maximum 
dally  demands  for  natural  gas  through 
the  facilities  to  be  acquired  are  stated  in 
the  application  to  be  estimated  at  2,500 
Mcf,  and  Applicant  calculates  the  max- 
imum main  line  delivery  capacity  at  the 
city  gate  to  be  7,200  Mcf  per  day. 

The  estimated  over-all  capital  cost  of 
the  facilities  proposed  to  be  acquired  is 
stated  to  be  $350,000,  subject  to  Increase 
by  the  cost,  not  to  exceed  $6,000,  of  cer- 


tain improvements  which  may  be  made 
prior  to  such  a(}qulsitlon.  Applicant 
states  that  It  has  ample  Working  capital 
with  which  to  finance  such  cost  so  that 
no  additional  working  capital  require- 
ments will  need  to  be  met  incident  to 
the  proposed  acquisition. 

Any  Interested  State  comnrisslon  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Conunls- 
sion's  rules  of  practice  and  procedure 
and.  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  In- 
terest In  the  matter  and  whether  It  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Southern  Union 
Gas  Company  is  on  file  with  the  Com- 
mission and  is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission,  Washington  25.  D.  C, 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §5  1.8  or  1.10. 
whichever  Is  applicable,  of  the  rules  of 
practice  and  procedure  (as  amended  on 
June  16,  1947). 


[seal] 


J.  H.  Outride, 
Acting  Secretary. 


[F.   R.   Doc.   49-2251:    PUed.   Mar.   25.    1949; 
8:47  a.  ml 


[Project  No.  2009  J 
Virginia  Electric  and  Power  Co. 

ORDER  setting  HEARING 

On  October  6.  1948,  Virginia  Electric 
and  Power  Company  of  Richmond,  Vir- 
ginia, filed  an  application  for  a  license 
under  the  Federal  Power  Act,  which 
would  authorize  the  construction,  opera- 
tion, and  maintenance  of  a  proposed 
hydroelectric  development  (Project  No. 
2009)  on  the  Roanoke  River  near  Roa- 
noke Rapids.  North  Carolina. 

The  Roanoke  River  Basin  was  made 
the  subject  of  study  by  the  Chief  of  Engi- 
neers of  the  Department  of  the  Army  and 
the  results  of  that  study  were  submitted 
to  Congress  (House  Doc.  No.  650.  78th 
Cong..  2d  Sess).  The  general  plan  of 
the  Army  Engineers  for  comprehensive 
development  of  the  Roanoke  River  Basin 
was  approved  by  Congress  In  the  Flood 
Control  Act  of  1944  (58  Stat.  887) .  Con- 
gress in  that  act  also  authorized  and  ap- 
propriated funds  for  the  development  of 
the  Roanoke  River  Basin  for  fiood  con- 
trol and  other  purposes  at  two  sites 
(Buggs  Island  and  Phllpott)  upstream 
from  the  site  proposed  for  development 
by  the  applicant  herein,  and  such  con- 
struction of  the  facilities  at  the  Buggs 
Island  and  Phllpott  sites  has  been  com- 
menced by  the  United  States. 

The  applicant's  plan  for  development 
of  the  Roanoke  Rapids  site  does  not  con- 
form to  the  recommendations  of  the 
Army  Engineers.    The  Secretary  of  the 
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Interior  has  notified  the  Commission  that 
his  Department  will  oppose  the  Issuance 
of  license  to  the  applicant  on  two 
grounds :  ( 1)  That  since  Congress  has  ap- 
proved the  plan  of  the  Army  Engineers 
for  development  of  the  Roanoke  River 
Basin,  which  Includes  the  Roanoke 
Rapids  site,  this  approval  constitutes  a 
determination  by  Congress  that  the  sites 
studied  and  recommended  for  develop- 
ment by  the  Army  Engineers  should  be 
developed  by  the  United  States  Itself,  and 
thus  the  Commission  lacks  jurisdiction  to 
entertain  the  application;  and  <2)  that 
the  applicant's  plan  for  development, 
differing  as  it  does  from  the  proposal  of 
the  Army  Engineers,  would  not  be  best 
adapted  to  conserve  and  utilize  the  water 
power  resources  of  the  Roanoke  River 
Basin  in  the  public  interest. 

In  addition  to  the  opposition  described 
above,  the  Department  of  the  Interior 
has  submitted  certain  recommendations 
to  the  Commission  relative  to  the  con- 
struction and  operation  of  any  project 
at  Roanoke  Rapids,  for  the  protection  of 
fish  and  wildlife  resources  In  the  region 
to  be  affected  by  the  proposed  project. 

The  Commission  finds:  The  applicant, 
the  stafl.  and  all  others  interested  should 
be  afforded  an  opportunity  to  present 
their  views  together  with  pertinent  data 
relative  to  (1>  the  question  of  the  Com- 
mission's authority  under  the  Federal 
Power  Act  to  entertain  the  application 
for  license  herein;  (2'  the  question  of 
whether  the  development  of  the  Roanoke 
Rapids  site  should  be  undertaken  by  the 
United  States  Itself;  and  i3)  the  question 
of  whether  the  plans  proposed  by  the  ap- 
plicant for  development  of  the  Roanoke 
Rapids  site  are  best  adapted  to  a  com- 
prehensive plan  for  improving  or  devel- 
oping the  Roanoke  River  for  the  use  or 
benefit  of  Interstate  or  foreign  commerce, 
for  the  Improvement  and  utilization  of 
water  power  development,  and  for  other 
beneficial  public  uses,  including  recrea- 
tional purposes;  or,  if  such  plans  require 
modification,  what  modification  Is  neces- 
sary in  order  to  warrant  approval  under 
section  10  (a)  of  the  Federal  Pov/er  Act. 
The  Commission  orders :  A  public  hear- 
ing be  held  commencing  on  May  12. 1949, 
at  10:00  a.  m.  (e.  s.  t.)  In  the  Hearing 
Room  of  the  Federal  Power  Commission, 
Hurley-Wright  Building,  1800  Pennsyl- 
vania Avenue  NW.,  Washington,  D.  C. 
respecting  the  matters  Involved  and  the 
Issues  presented  In  this  proceeding. 

Date  of  issuance:  March  22,  1949. 

By  the  Commission. 

J.  H.  GUTRIDE. 

Acting  Secretary. 

[F,   R.   Doc.   49  2261;    Filed.   Mar.   25.    1M9; 
849  a.  m.l 


SECURITIES  AND   EXCHANGE 
COMMISSION 

[File  Noa.  64-61,  69-82) 
Memphis  Strket  Railway  Co.  it  al. 

ORDER   APPROVING   PLAN   AND   DlRECTlNa 
ACTION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 


NOTICES 

ofBce  In  the  city  of  Washington.  D.  C. 
on  the  22d  day  of  March  1949. 

In  the  matter  of  The  Memphis  Street 
Railway  Company.  Memphis  Generating 
Company,  National  Power  &  Light  Com- 
pany. File  No.  64-51;  The  Memphis 
Street  Railway  Company,  Pile  No.  59-82. 
respondent. 

National  Power  &  Light  Company 
("National"'),  a  registered  holding  com- 
pany, its  subsidiary,  Memphis  Generat- 
ing Company  ('Generating"),  and  The 
Memphis  Street  Railway  Company 
("Memphis""*,  a  subsidiary  of  Generat- 
ing, having  filed  a  Joint  application  pur- 
suant to  section  11  (e)  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("the  act"'),  for  approval  of  a  plan  and 
amendments  thereto  providing,  among 
other  things,  for  the  divestment  by  Na- 
tional and  Generating  of  all  their  Inter- 
est In  Memphis  and  the  replacement  of 
the  outstanding  preferred  and  common 
stocks  of  Memphis  by  one  class  of  new 
common  stock; 

The  Commission  having  Insjtltuted  pro- 
ceedings under  section  11  (b>  (2)  of  the 
act  with  respect  to  Memphis,  and  the 
proceedings  on  all  of  these  matters  hav- 
ing been  consolidated  for  the  purposes 
of  hearing  and  disposition;  and 

Applicants  having  requested  the  Com- 
mission to  enter  an  order  finding  that  the 
transactions  proposed  In  the  plan  are 
necessary  to  effectuate  the  provisions  of 
sfttlon  11  (b>  of  the  act  and  are  fair 
and  equitable  to  the  persons  affected 
thereby  and  having  requested  that  such 
order  contain  recitals  in  accordance  with 
the  provisions  and  requirements  of  the 
Internal  Revenue  Code,  as  amended; 

Applicants  having  further  requested 
the  Commission,  pursuant  to  section  11 
(e>  of  the  act,  to  apply  to  an  appropriate 
court,  in  accordance  with  the  provisions 
of  subsection  (f)  of  section  18  of  the 
act.  to  enforce  and  carry  out  the  terms 
and  provisions  of  the  plan;  and 

Public  hearings  having  been  held,  after 
appropriate  notice,  and  the  Commission 
having  considered  the  record  In  the  mat- 
ter and  having  issued  its  findings  and 
opinion  herein; 

It  is  ordered.  That  the  said  plan  be, 
and  hereby  Is,  approved,  subject  to  the 
terms  and  conditions  contained  in  Rule 
U-24  and  to  the  additional  condition  that 
the  order  entered  herein  shall  not  be 
operative  to  authorize  the  consummation 
of  the  transactions  proposed  in  the  plan 
until  an  appropriate  United  States  Dis- 
trict Court  shall,  upon  application  there- 
to, enter  an  order  enforcing  said  plan. 

It  is  further  ordered.  Pursuant  to  sec- 
tion 11  (b)  (2)  of  the  act  and  In  accord- 
ance with  the  findings  and  opinion 
herein,  that  National.  Generating  and 
Memphis  shall  take  appropriate  action 
In  a  manner  not  In  contravention  with 
the  applicable  provisions  of  the  act  or 
the  rules,  regulations  and  orders  promul- 
gated thereunder  to  replace  the  existing 
preferred  and  common  stocks  of  Mem- 
phis with  one  class  of  stock,  namely,  com- 
mon stock. 

It  is  further  ordered  and  recited.  That 
the  Issues,  distributions,  transfers,  and 
exchanges  of  securities  and  the  transac- 
tions specified  and  Itemized  below,  all  as 
provided  by  the  plan,  are  necessary  or 


appropriate  to  the  integration  or  slmpli- 
flcatlon  of  the  holding  company  system 
of  which  National,  Generating,  and 
Memphis  are  members,  and  are  necessary 
or  appropriate  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  Public  Util- 
ity Holding  Company  Act  of  1935: 

(1>  The  distribution  and  transfer  by 
Generating  of  27,593  shares  of  $100  par 
value  common  stock  of  Memphis  and  the 
receipt  of  said  shares  of  stock  by  Na- 
tional. 

(2)  The  transfer  by  National  and  the 
acquisition  and  cancellation  by  Memphis 
in  exchange  for  $248,337  in  cash  of  27.593 
shares  of  $100  par  value  common  stock  of 
Memphis. 

(3)  The  pajTnent  by  Memphis  of  $38 
per  share  In  cash  to  the  holders  of  Its 
21,710  shares  of  $100  par  value  4%  pre- 
ferred stock  and  the  Issuance  and  dis- 
tribution by  Memphis  of  347.360  shares  of 
$5  par  value  common  stock  and  the 
transfer  and  exchange  of  such  shares  of 
common  stock  by  Memphis  and  Its  Pre- 
ferred Stockholders  for  the  outstanding 
21.710  shares  of  Memphis  $100  par  value 
4'"c  preferred  stock. 

By  the  Commission. 

ISEAL]  ORVAI   L.    DuBoIS, 

Secretary. 

IF.   R.   Doc.   49-2249;    Filed,   Mar.   25.    1»49: 
8:47  ft.  m.] 


(File  No.  70  2081] 

Commonwealth  and  Southern  Ccrp. 
(Del.)  et  al. 

orber  granting  exemption 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C. 
on  the  21st  day  of  March  1949. 

In  the  matter  of  The  Commonwealth 
and  Southern  Corporation  (Delaware). 
The  Southern  Company.  Georgia  Power 
Company,  File  No.  70-2081. 

The  Commonwealth  and  Southern 
Corpjoratlon  ("Commonwealth""),  a  reg- 
istered holding  company.  The  Southern 
Company,  a  wholly  owned  sub.sldlary  of 
Commonwealth  and  also  a  registered 
holding  company,  and  Georgia  Power 
Company  ("Georgia  Power"'),  a  public 
utility  subsidiary  of  The  Southern  Com- 
pany, having  filed  an  application  pur- 
suant to  Rule  U-100  of  the  general  rules 
and  regulations  promulgated  under  the 
Public  Utility  Holding  Company  Act  of 
1935  for  exemption  from  Rule  U-44 
thereof  with  respect  to  the  following 
transaction: 

Georgia  Power  owns  a  certain  substa- 
tion located  In  Georgia  near  the  Steven 
Creek  hydro-electric  generating  plant  of 
South  Carolina  Power  Company  ("Power 
Company"),  a  subsidiary  of  South  Caro- 
lina Electric  &  Gas  Company  ("Electric 
&  Gas""),  a  public  utility  company  and  a 
holding  company  which  has  filed  an 
exemption  statement  pursuant  to  Rule 
U-2.  A  portion  of  such  substation  is 
presently  being  utilized  by  Power  Com- 
pany In  consideration  of  an  annual  pay- 
ment to  Georgia  Power,  and  the  remain- 
ing portion  of  such  substation  Is  pres- 
ently being  used  by  Georgia  Power. 
Georgia  Power  now  Intends  to  sell  to 


Saturday,  March  26,  1949 

Power  Company  for  a  cash  consideration 
of  $425,000.  subject  to  closing  adjust- 
ments, that  portion  of  the  substation 
now  being  used  by  Power  Company.  The 
sale  price  is  approximately  equivalent  to 
the  original  cost  of  the  assets  to  be  sold, 
less  depreciation. 

Power  Company  and  Georgia  Power 
have  filed  a  joint  application  with  the 
Federal  Power  Commission  seeking  au- 
thorization In  respect  of  the  aforemen- 
tioned transaction. 

On  March  25,  1948,  the  Commission 
Issued  an  order  authorizing  Common- 
wealth, In  accordance  with  the  provi- 
sions of  an  agreement  with  Electric  b 
Gas  dated  October  28,  1947,  to  sell  to 
Electric  ti  Gas  all  of  the  outstanding 
800.000  shares  of  common  stock  of  Power 
Company,  then  owned  by  Common- 
wealth. Such  agreement  between  Com- 
monwealth and  Electric  &  Gas  provided, 
among  other  things,  that  Power  Com- 
pany would,  at  the  closing  date,  enter 
Into  an  agreement  with  Georgia  Power 
for  the  purchase  from  Georgia  Power, 
within  one  year  from  the  closing  date, 
of  the  portion  of  the  latter's  substation 
referred  to  hereinabove,  and  which 
Georgia  Power  now  Intends  to  sell  to 
Power  Company. 

It  appearing  to  the  Commission  that 
It  is  not  necessary  or  appropriate  in  the 
public  interest  or  for  the  protection  of 
Investors  or  consumers  that  such  trans- 
action be  subject  to  the  requirements  of 
Rule  U-44; 

It  is  ordered.  Pursuant  to  the  provi- 
sions of  said  Rule  U-100  (a)  that  said 
application  for  exemption  be,  and  hereby 
Is,  granted  effective  forthwith. 

By  the  Commission. 

I  SEAL]  Orval  L.  Dubois, 

Secretary. 

|F.   R.   Doc.   49-2248;    Piled.   Mar.   25.    1949; 
8  46  a.  m.) 


(Pile  No.  812-422) 

Sheraton  Associates,  Inc. 
notice  of  application 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  22nd  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Sheraton 
Associates,  Inc.  ("Sheraton"')  of  Boston, 
Massachusetts,  has  filed  an  application 
pursuant  to  section  3  <b)  »2)  of  the  In- 
vestment Company  Act  of  1940  for  an 
order  declaring  that  it  is  primarily  en- 
gaged directly  or  through  majority- 
owned  subsidiaries  or  through  controlled 
companies  conducting  similar  types  of 
busine.s.ses  in  a  business  or  bu.sinesses 
other  than  that  of  Investing,  reinvesting, 
owning,  holding  or  trading  in  securities. 

It  appears  from  the  application  that 
Sheraton  was  organized  on  October  30, 
1945.  under  the  laws  of  Massachu.setts 
by  Sheraton  Corporation  of  America 
which  through  wholly  owned  or  major- 
ity-owned subsidiaries  and  controlled 
companies  owns  and  operates  business 
and  hotel  properties;  that  Sheraton  has 
outstanding  2,750  shares  of  no  par  capi- 
tal stock,  all  of  which  are  owned  and 
held  by  Sheraton  Corporation  of  Amer- 
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lea,  and  $146,200  face  value  of  Partici- 
pating Debentures  due  May  1.  1966, 
which  were  sold  largely  to  employees  and 
officers  of  the  various  subsidiaries  and 
controlled  companies  of  Sheraton  Corpo- 
ration of  America;  that  Sheraton  owns 
10,081  shares  or  31.29  percent  of  the  pre- 
ferred stock  and  89,370  shares  or  45  56 
percent  of  the  common  stock  of  Thomp- 
son's Spa,  Inc..  which  operates  a  chain 
of  restaurants  In  Boston;  that  all  the 
officers  and  four  of  the  seven  directors 
of  Thompson"s  Spa.  Inc..  are  oflQcers  and 
directors  of  Sheraton;  that  the  manage- 
ment of  Sheraton  actively  operates 
Thompson "s  Spa.  Inc.;  that  Sheraton  Is 
also  directly  engaged  as  follows:  (1)  un- 
der the  trade  name  of  Commonwealth 
Service  Co..  it  is  engaged  in  securing  and 
operating  concessions  In  hotels  such  as 
hat  check,  shoe  shine,  valet,  repair  work, 
contract  cleaning,  etc..  and  <2i  under 
the  trade  name  of  National  Hotel  Supply 
Co..  It  Is  engaged  in  selling  supplies  to 
hotels  not  affiliated  with  the  Sheraton 
chain;  that  Sheraton  is  organizing  a 
wholly  owned  subsidiary  for  the  purpose 
of  engaging  In  construction  work,  par- 
ticularly In  connection  with  making  al- 
terations or  additions  to  hotels;  that  the 
policy  of  Sheraton  will  be  to  Invest  Its 
funds  in  real  estate,  hotel  or  restaurant 
properties  either  directly  or  through  cor- 
porations and  will  confine  Its  purchases 
to  situations  where  it  will  actually  con- 
trol the  corporations;  and  that  Sheraton 
does  not  intend  to  make  any  further  in- 
vestments in  securities  of  any  other  cor- 
poration, except  that  it  may  for  con- 
venience Incorporate  one  or  more  of  Its 
different  branches  of  activities.  In  which 
event  it  will  own  all  the  capital  stock 
of  any  such  subsidiary. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  In- 
terested persons  are  referred  to  said  ap- 
plication which  Is  on  file  In  the  offices  of 
the  Commission  in  Washington,  D.  C. 

Notice  is  further  given  that  an  order 
granting  the  application.  In  whole  or  In 
part  and  upon  such  conditions  as  the 
Commission  may  see  fit  to  Impose,  may  be 
Issued  by  the  Commission  at  any  time 
after  March  31.  1949,  unless  prior  thereto 
a  hearing  upon  the  application  Is  ordered 
by  the  Commission,  as  provided  In  Rule 
N-5  of  the  rules  and  regulations  promul- 
gated under  the  act.  Any  Interested  per- 
son may.  not  later  than  March  28,  1949, 
at  5:30  p.  m.,  submit  to  the  Commission 
In  writing  his  views  or  any  additional 
facts  bearing  upon  this  application  or  the 
desirability  of  a  hearing  thereon,  or  re- 
quest the  Comml.s.slon  in  writing  that  a 
hearing  be  held  thereon.  Any  such  com- 
munication or  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW.,  Washington  25,  D.  C,  and  should 
state  briefly  the  nature  of  the  Interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
or  law  raised  by  the  application  which 
he  desires  to  controvert. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


[P.   R.   Doo.  49-2247:    FU«d,    Mar.   25,    1949; 
8:46  a.  m.] 
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DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671.  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942.  3  CFR,  Cum.  Supp..  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946.  11  F.  R.  11981. 

[Vesting  Order  12870] 

Mathilde  Bauer  and  Fidelity  Union 
Trust  Co. 

In  re:  Trust  agreement  dated  March 
8,  1933,  between  Mathilde  Bauer,  donor, 
and  Fidelity  Union  Trust  Company, 
trustee,  as  amended.  File  No.  D-28- 
3777-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Anna  Schoenfelder.  Alfred 
Bauer,  Otto  Bauer,  Flora  Kunze,  Elsa 
Schore,  Wolfgang  Bauer.  Felix  Bauer, 
and  Max  Bauer,  whose  last  known  ad- 
dress Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2.  That  the  Issue,  names  unknown,  of 
Anna  Schoenfelder,  of  Alfred  Bauer,  of 
Otto  Bauer,  of  Flora  Kunze,  of  Alwln 
Bauer,  deceased,  of  Max  Bauer,  deceased, 
of  Fanny  Theodoresco  (Theodorcsco), 
deceased,  and  of  Kurt  Bauer,  deceased, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
March  8,  1933,  as  amended  on  February 
6,  1935,  February  28.  1938.  May  22.  1939, 
and  May  3.  1940.  by  and  between  Ma- 
thilde Bauer,  donor,  and  Fidelity  Union 
Trust  Company,  trustee,  presently  being 
administered  by  Fidelity  Union  Trust 
Company,  trustee,  755  Broad  Street, 
Newark  1,  New  Jersey, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and 
the  Issue,  names  unknown,  of  Anna 
Schoenfelder,  of  Alfred  Bauer,  of  Otto 
Bauer,  of  Flora  Kunze.  of  Alwln  Bauer, 
deceased,  of  Max  Bauer,  deceased,  of 
Fanny  Theodoresco  (Theodorcsco),  de- 
ceased, and  of  Kurt  Bauer,  deceased,  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  beea 
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made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.   R.   Doc.   49-2263:    pTled.   Mar.   25,    1949; 
8:50  a.  m.J 


[Vesting  Order  128791 
Mary  H.  Kahn 


NOTICES 

the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2264;    FUed,   Mar.   25.    1949; 
8:50  a.  m.) 


In  re:  Trust  under  the  will  of  Mary 
H.  Kahn.  deceased.    File  No.  D-66-461- 

O-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
alter  investigation,  it  is  hereby  found: 

1.  That  Katherine  Kahn,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany)  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  trust  cre- 
ated under  the  will  of  Mary  H.  Kahn. 
deceased,  presently  being  administered 
by  the  Mercantile-Commerce  Bank  and 
Trust  Company,  as  trustee,  721  Locust 
Street,  St.  Louis,  Missouri. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  thfe  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
-Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country  '  as  used  herein  shall  have 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  11,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2267;    Filed.   Mar.  W,    1949; 
8:50  a.  m.] 


[Vesting  Order  12939] 
Agnes  Eduardoff 

In  re:  Debt  owing  to  and  bonds  owned 
by  Agnes  Eduardotf.    F-28-25320-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Agnes  EduardoCT,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  tc  Agnes  Eduardoff,  by  Swiss 
Bank  Corporation.  15  Nassau  Street, 
New  York.  New  York,  arising  out  of  a 
Cash  Custodian  Account,  numbered 
38554.  maintained  at  the  aforesaid  Swiss 
Bank  Corporation,  together  with  any 
and  all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same,  and 

b.  Thirteen  (13)  Denver  &  Rio  Grande 
Western  Railroad  General  5%  Bonds  of 
$500  face  value  each,  bearing  the  num- 
bers D  409  to  D  421.  inclusive.  In  bearer 
form  and  presently  in  the  custody  of  the 
Swiss  Bank  Corporation.  15  Nassau 
Street.  New  York.  New  York,  together 
with  any  and  all  rights  thereunder  and 
thereto  Including,  but  not  limited  to, 
any  and  all  rights  under  a  reorganiza- 
tion plan  made  effective  April  1947, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 


[Vesting  Order  129201 
Herman  Ferno 

In  re:  Estate  of  Herman  Ferno,  de- 
ceased. File  No.  D-28-9949;  E.  T.  sec^ 
14110. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Freda  Heydt  and  Anna  Glahn, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Herman  Ferno.  deceased.  Is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Edward  P.  Loeser, 
Executor,  acting  under  the  Judicial  su- 
pervision of  the  Surrogate's  Court  of 
Monroe  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP.   B.   Doc.   49-2265:    Filed,   Mar.   26.    1949; 
8:50  a.  m.J 
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.  TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER  10047 

Restoring  a  Portion  of  Honolvlxt 
Harbor  to  the  Jurisdiction  of  the 
Territory  of  Hawaii 

WHEREAS  by  Presidential  Proclama- 
tions of  November  2,  1898  (30  Slat.  1786  > , 
and  November  10,  1899  (31  Stat.  1959), 
certain  lands  in  the  City  of  Honolulu, 
Territory  of  Hawaii,  including  a  portion 
of  Honolulu  Harbor,  were  reserved  for 
naval  purposes  of  the  United  States ;  and 

WHEREAS  by  EScecutive  Order  No. 
2323  of  February  21.  1916.  part  of  the 
area  so  reserved,  Including  United  States 
Naval  Wharf  No.  1.  was  transferred  from 
the  control  of  the  Navy  Department  and 
placed  under  the  control  of  the  War 
Department;  and 

WHEREAS  pursuant  to  War  Depart- 
ment Bulletin  No.  30,  dated  May  22.  1917. 
Pier  No.  5-A.  formerly  known  as  United 
States  Naval  Wharf  No.  1,  was  retrans- 
ferred  to  the  control  of  the  Navy  Depart- 
ment in  exchange  for  Pier  No.  5, 
formerly  known  as  United  States  Naval 
Wharf  No.  2 ;  and 

WHEREAS  that  portion  of  Honolulu 
Harbor  comprising  Pier  No.  5  and  Pier 
No.  5-A  is  no  longer  needed  by  the  United 
States  for  military  or  naval  purposes, 
and  it  is  desirable  and  in  the  public  in- 
terest that  It  be  restored  to  the  use  and 
control  of  the  Territory  of  Hawaii : 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  91  of 
the^t  of  April  30.  1900,  31  Stat.  159,  as 
amended  by  section  7  of  the  act  of  May 
27,  1910.  36  Stat.  447,  it  is  ordered  as 
follows: 

The  following-described  tract  of  land, 
together  with  all  improvements  thereon, 
located  on  the  west  side  of  Ala  Moana 
Boulevard  at  Honolulu.  Oahu.  Territory 
of  Hawaii,  is  hereby  restored  to  the  juris- 
diction of  the  Territory  of  Hawaii: 

That  portion  or  Honolulu  Harbor  compris- 
ing Pier  No.  5,  formerly  known  as  United 
8tates«Naval  Wharf  No.  2.  and  Pier  No.  6-A. 
formerly  known  as  United  States  Naval  Wharf 
No.  1,  the  said  tract  being  more  particularly 
described  as  follows: 

Beginning  at  the  southeast  corner  of  such 
tract,  on  the  west  side  of  Ala  Moana,  and  on 


the  northeast  corner  of  the  land  set  aside  by 
Presidential  Executive  Order  No.  2381  dated 
May  11,  1916,  the  coordinates  of  the  said 
point  of  beginning  referred  to  Government 
Survey  Triangulatlon  Station  "PUNCH- 
BOWL" being  3125.96  feet  South  and  4925.74 
fee*  We.st.  as  shown  on  Government  Survey 
Registered  Map  2609,  and  running  by  azi- 
muths measured  clockwise  from  True  South : 

1.  84  09'  470.12  feet  along  the  land  set 
aside  by  Presidential  Executive  Order  No. 
2381  dated  May  11,  1916  under  the  control 
of  the  Department  of  Commerce; 

2.  148' 43'  275.72  feet  along  Honolulu  Har- 
bor Pierhead — Bulkhead  line; 

3.  239°  16'  606.63  feet  along  Pier  6.  along 
the  land  set  a.side  by  Governor's  Executive 
Order  1081; 

4.  329  33'  96.46  feet  along  the  west  side  of 
Ala  Moana> 

5.  354' 25'  416.55  feet  along  the  west  side 
of  Ala  Moana  to  the  Point  of  Beginning. 

The  area  of  this  tract  is  4.834  acres. 

This  tract  is  described  on  the  blue- 
print bearing  the  legend  "Portion  of 
Honolulu  Harbor  (Piers  5  and  5-A)  to  be 
returned  to  the  control  of  the  Territory 
of  Hawaii— H.  K.  L.  4-14-48"  on  file  in 
the  Survey  Department,  Territory  of 
Hawaii. 

Harry  S.  Truman 

The  White  House, 

March  2€,  1949. 

[F.   R.   Doc.   49-2372;    Piled.   Mar.   28,    1949; 
10:27  a.  m.) 


TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Competitive  Service 

miscellaneous  amendments 

Under  authority  of  §  6.1  (a»  and  (d)  of 
Executive  Order  9830,  and  with  the  con- 
currence of  the  agencies  concerned.  Part 
6  is  amended  as  set  out  below.  The.'^e 
amendments  shall  be  effective  upon  pub- 
lication in  the  Federal  Register. 

1.  The  following  provisions  are  re- 
voked: §§6.102  (a)  (3),  6.103  (a)  (D, 
6.106  (a)  <6),  (7)  and  (8),  6.110  (a)  <5) 
and  (9),  6.111   (a)    (2),   (9)   and   HO). 

(Continued  on  next  page) 
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Title  7  P^8« 

Chapter  IV: 
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6.112  (a)  (2)  and  6.112  (h)  (2»  and  (3), 
6.123  (h)  (9)  and  (10),  6.145  (a).  6.147 
(b).  (c)  and  (d»,  and  6.149  (b). 

2.  The  following  paragraphs  are  added 
to  §6.101: 

§  6.101  Entire  executive  civil  serv- 
ice.    •     •     • 

(q)  NC  PD.  Positions  of  a  .scientific, 
profes-sional  or  analytical  nature  when 
filled  by  bona  fide  members  of  the  faculty 
of  an  accredited  college  or  univer.slty  who 
have  special  qualifications  for  the  posi- 
tions to  which  appointed.  Employments 
under  this  provision  shall  not  exceed  130 
working  days  a  year. 

(r)  NC/PD.  Po.sitions  of  a  scientific, 
professional,  or  analytical  nature  when 
filled  by  boha  fide  graduate  students  at 
accredited  colleges  or  universities  pro- 
vided that  the  work  performed  for  the 
agency  is  to  be  used  by  the  student  as  a 
basis  for  completing  certain  academic 
requirements  toward  a  graduate  degree. 
Employments  under  this  provision  may 
be  continued  only  so  long  as  the  fore- 
going conditions  are  met,  and  the  total 
period  of  such  employment  shall  not  ex- 
ceed one  year  in  any  individual  case: 
Provided,  That  such  employment  may, 
with  the  approval  of  the  Commission, 
be  extended  for  not  to  exceed  an  addi- 
tional year. 

(s)  NC  PD.  Temporary,  part-time, 
or  intermittent  scientific  assistant  and 
student  a.ssistant  po.sitions  when  filled 
by  bona  fide  students  at  high  schools 
or  accredited  colleges  or  universities  pur- 
suing courses  related  to  the  field  in 
which  employed.  Employment  under 
this  provision  shall  not  exceed  130  work- 
ing days  a  year  and  the  compensation 
received  for  such  employment  shall  not 
aggregate  more  than  $925  per  annum. 

(R.  S.  1753,  sec.  2,  22  Stat.  403;  5  U.  S.  C. 
631,  633;  E.  G.  9830.  Feb.  24.  1947,  12 
F.  R.  1259;  3  CFR  1947  Supp.;  E.  O.  9973, 


Tuesday,  March  29,  1949 

June  28.  1948,  13  P.  R.  3600;  3  CFR  1848 
Supp.) 

United  States  Civil  Serv- 
ice Commission, 
[seal]        H.  B.  Mitchell, 

President. 

IF.   B.   Doc.   49-2302;    Piled,   Mar.    28,    1949; 
8:49  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

[Amdt.  1) 

Part  415 — Flax  Crop  Insurance 

SUBPART — regulations  FOR  CONTINUOUS 
contracts  covering  1949  AND  SUCCEED- 
ING CROP  YEARS 

The  above-identified  regulations  (13 
P.  R.  5142,  5631)  are  hereby  amended  as 
follows : 

1.  Section  415.4  Is  hereby  amended  to 
read  as  follows: 

S  415.4  Application  for  insurance. 
Application  for  Insurance  on  a  form  en- 
titled "Application  for  Flax  Crop  In- 
surance" may  be  made  by  any  person  to 
cover  his  Interest  as  landlord,  owner- 
operator,  or  tenant,  in  a  fiax  crop.  For 
1949,  applications  shall  be  submitted  to 
the  county  office  on  or  before  the  follow- 
ing dates: 

Kansas March  31 

All  other  States April  9 

Adopted  by  the  Board  of  Directors  on 
March  22,  1949. 

(52  Stat.  73-75,  77,  61  Stat.  718;  7  U.  S.  C. 
1506  (e),  1507  (O,  1508,  1509.  1516  (b)) 

[SEALl  E.  D.  Berkaw, 

Secretary, 
Federal  Crop  Insurance  Corporation. 

Approved:  March  24,  1949. 

Charles  F.  Brannaw, 
Secretary  of  Agriculture. 

[P.   R.   Doc.   49-2286;    Filed,    Mar.    28,    1949; 
8:47  a.  m  ] 


(Amdt.  41 
Part  418 — Wheat  Crop  INSUR.^NCE 

subpart — REGULATIONS  FOR  CONTINUOUS 
CONTRACTS  COVERING  1949  AND  SUCCEED- 
ING CROP  YEARS 

The  above-identified  regulations  (13 
P.  R.  2607,  5146,  6475.  14  F.  R.  433)  are 
hereby  amended  as  of  January  1,  1949, 
as  follows: 

1.  Section  418.154,  as  amended,  is 
amended  by  changing  all  closing  dates 
which  are  March  15  to  April  9. 

2.  Section  14  (b)  of  §  418 167  Is 
amended  by  changing  the  final  date  for 
submission  of  the  acreage  report  in  Cali- 
fornia from  January  31  of  the  crop  year 
to  February  28  of  the  crop  year. 

Adopted  by  the  Board  of  Directors  on 
March  22,  1949. 


FEDERAL  REGISTER 

(52  Stat.  73-75,  77,  61  Stat.  718;  7  U.  S.  C. 
1506  (e),  1507  (c).  1508,  1509,  1516  (b)) 

[SEAL]  E.  D.  Berkaw, 

Secretary. 
Federal  Crop  Insurance  Corporation. 

Approved:  March  24,  1949. 

Charles  F.  Brannan, 
Secretary  of  Agriculture. 

I  p.   R.   Doc.   49-2283;    Filed,   Mar.   28,    1949; 
8;47  a.  m  1 


[Amdt.  3] 
Part  419 — Cotton  Crop  Insurance 

SUBPART — regulations  FOR  CONTINUOUS 
contracts  FOR  THE  194  9  AND  SUCCEEDING 
CROP   YEARS 

The  Cotton  Crop  Insurance  Regula- 
latlons  for  Continuous  Contracts  for  the 
1949  and  Succeeding  Crop  Years,  as 
amended,  (13  F.  R.  5261,  6475,  6904)  are 
amended  as  follows: 

1.  Section  419.4  Is  amended  to  change 
paragraph  (c)  to  read  as  follows: 

(c)  March  31  for  Houston  County. 
Alabama;  Burke  and  Dooly  Counties, 
Georgia;  Bienville,  Caddo,  Natchitoches, 
and  Richland  Parishes,  Louisiana;  Cov- 
ington and  Walthall  Counties,  Missis- 
sippi; and  Bell,  Collin,  Hlis,  Fannin, 
Grayson,  Hill,  McLennan,  Navarro,  Red 
River,  and  Williamson  Counties,  Texas. 

2.  Section  419.13  Is  amended  to  change 
paragraph  (b)  to  read  as  follows: 

(b)  An  Insured  may  elect,  subject  to 
approval  by  the  Corporation,  to  change 
from  maximum  protection  to  one-half 
of  the  maxintum  protection  available 
under  the  contract  or  to  change  from 
one-half  protection  to  maximum  protec- 
tion. Any  request  for  such  change  for 
any  crop  year  shall  be  in  writing  and 
ma-^t  be  filed  with  the  Corporation  on 
or  before  the  final  date  for  cancelation 
of  the  contract  for  such  crop  year. 

3.  Section  419.17,  the  monetary  cover- 
age policy,  is  amended  by  adding  Gray- 
son County,  Texas,  in  Section  32,  and 
establishing  for  that  county  August  31 
as  the  maturity  date,  December  15  as 
the  end  of  the  insurance  period,  and 
January  31  as  the  cancelation  date. 

Adopted  by  the  Board  of  Directors  on 
March  22,  1949. 

(52  Stat.  73-75,  77,  61  Stat.  718;  7  U.  S.  C. 
1506  (e),  1507  (c),  1508,  1509,  1516  (b)) 

[SEAL]  E.  D.  Berkaw, 

Secretary, 
Federal  Crop  Insurance  Corporation. 

/Ppproved:  March  24,  1949. 

Charles  F.  Brannan, 
Secretary  of  Agriculture. 

I  p.   R.   Doc.   49-2284;    Filed,   Mar.   28,    1949; 
8:47  a.  m.] 


[Amdt.  11 

Part  420 — Multiple  Crop  Insurance 

subpart — regulations  for  annual  con- 
tracts covering  the  1949  crop  year 
(monetary  coverage  insurance) 

Section  420.5  of  the  above-identified 
regulations  (13  F.  R.  8580,  14  F.  R.  55)  Is 
hereby  amended  to  read  as  follows: 
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§  420.5  Application  for  insurance. 
Application  for  Insurance  on  a  form  en- 
titled "Application  for  Multiple  Crop  In- 
surance" may  be  made  by  any  person  to 
cover  his  interest  as  landlord,  owner- 
operator,  tenant  or  sharecropper  In  all 
insurable  crops  In  the  county.  Applica- 
tions shall  be  submitted  to  the  county 
office  on  or  before  the  following  closing 
dates  for  filing  applications:  March  31, 
1949  for  Michigan,  Wisconsin  and  North 
Carolina,  and  April  9, 1949  for  Minnesota 
and  South  Dakota* 

Adopted  by  the  Board  of  Directors  on 
March  22,  1949. 

(52  Stat.  73-75,  77.  61  Stat.  718;  7  U.  S.  C. 
1506  (e),  1507  (c).  1508.  1509,  1516  (b) ) 

[SEAL]  E.  D.  Berkaw, 

Secretary, 
Federal  Crop  Insurance  Corporation. 

Approved :  March  24,  1949. 

Charles  F.  Brannan. 
Secretary  of  Agriculture. 

|F.    R.    Doc.   49-2282;    Piled,   Mar.   28,    1949; 
8:47  a.  m.] 

TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic    Commerce,    Department 
of  Commerce 
(3d  CJen.  Rev.  of  Export  Regs..  Amdt.  56] 
Part  371 — General  Regulations 

licenses  and  amendments;  failure  to  dis- 
CLOSE PRIOR  DETENTION  OF  COlfMODITlES 
BY   CUSTOMS 

Part  371,  General  Regulations,  as 
amended  by  Inserting  a  new  §  371.4b  be- 
tween §  371.4a  and  §  371.5  to  read  as 
follows: 

§  371.4b  Licenses  and  amendments; 
failure  to  disclose  prior  detention  of  com- 
modities by  customs.  Any  exporter  or 
his  agent  making  application  to  the 
Office  of  International  Trade  for  an  ex- 
port license  or  amendment,  who  shall 
know  or  have  reasonable  cause  to  believe 
that  a  collector  of  customs  has  detained 
commodities  which  would  be  exportable 
under  such  license,  as  issued  or  as 
amended,  shall  disclose  to  the  Office  of 
International  Trade  at  the  time  of  ap- 
plying for  such  license  or  amendment  the 
fact  that  the  collector  of  customs  has 
detained  the  commodities.  Any  license 
or  amendment  obtained  without  full  dis- 
closure of  that  fact  shall  be  deemed  to 
have  been  obtained  without  disclosure 
of  all  facts  material  to  the  granting  of 
the  license  or  amendment,  and  any  li- 
cense or  amendment  so  obtained  shall 
be  void. 

This  amendment  shall  become  effec- 
tive March  18,  1949. 

(Pub.  Law  11,  81st  Cong.;  E.  O.  9630, 
Sept.  27,  1945,  10  F.  R.  12245;  E.  G.  9919, 
Jan.  3,  1948,  13  F.  R.  59) 

Dated:  March  23,  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

[F.  R.   Doc.   49-2319;    PUed,   Mar.   28,    1C49; 
8:62  a.  m.j 
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|3d  Oen.  Rev.  of  Export  Regs.,  Amdt.  57] 

Part  373 — Licensing  Policies  and 
Related  Special  Provisions 

iron  and  steel  products 

Section  373.3  Special  provisions  for 
iron  and  steel  products  is  amended  in  the 
following  particulars: 

1.  Paragraph  (g)  Validity  period  is 
amended  by  deleting  therefrom  the  last 
unnumbered  paragraph  concerning  li- 
censes amended  to  change  the  country  of 
destination. 

2.  Paragraph  (h)  Amendments  and 
extensions  is  amended  to  read  as  follows: 

(h)  Amendments  and  extensions — (1) 
Amendments:  general.  Save  for  excep- 
tional circumstances,  requests  for 
amendments  to  increase  the  quantity 
specified  on  a  license  or  to  substitute 
another  commodity  for  the  one  licensed 
will  not  be  granted.  Requests  for  amend- 
ments in  country  of  destination  will  be 
considered  by  the  Office  of  International 
Trade,  as  provided  below,  where  ship- 
ments cannot  be  made  to  the  foreign 
country  either  because  of  the  general  op- 
eration of  official  regulations  of  that 
country,  or  for  other  reasons.  Requests 
for  amendment  of  licenses  which  involve 
a  change  In  the  country  of  destination 
will  be  considered  provided  the  granting 
of  such  request  does  not  result  in  an  un- 
justifiable increase  either  in  the  quota 
set  aside  for  the  new  destination  or  in  the 
exporter's  participation  in  such  quota. 

(2>  Change  in  country  of  destination. 
Where  the  exporter  is  unable  to  complete 
the  export  transaction  because  the  oper- 
ation of  the  official  regulations  of  the 
original  country  of  destination  results  in 
general  curtailment  of  import  permits  or 
foreign  exchange  permits  governing  the 
movement  into  or  use  within  that  country 
of  iron  and  steel  products,  the  request  for 
amendment  to  change  the  country  of 
destination  must  be  accompanied  by  the 
following: 

(i)  The  original  license,  unless  it  has 
been  previously  returned  for  cancella- 
tion. If  license  has  been  deposited  with 
a  Collector  of  Customs  the  complete 
license  number  shall  be  given  and  the 
Collector  identified; 

(ii)  A  new  license  application  Includ- 
ing the  necessary  certification  required 
by  §373.2  (b» ; 

( iii  >  The  evidence  of  availability  of  the 
commodity  as  provided  in  paragraph  (b) 
of  this  section.  Letters  of  commitment 
submitted  mu.st  not  be  more  than  90  days 
old  on  the  date  the  request  for  amend- 
ment is  made;  and 

(iv)  A  letter  from  the  original  con- 
signee in  the  foreign  country,  indicating 
that  he  has  been  unable  to  consummate 
the  transaction  because  of  facts  de- 
scribed above  in  this  subparagraph,  or 
the  applicants  own  certification  that  he 
(the  applicant >  has  been  unable  to  com- 
plete the  transaction  because  of  such 
reasons. 

Where  such  requests  for  amendment 
Involving  a  change  in  the  country  of 
destination  are  granted,  licenses  will  be 
Issued  with  a  validity  period  of  six 
months  unless  otherwise  stated  on  the 
license. 

The  Office  of  International  Trade  will 
consider  on  their  individual  merits  re- 
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quests  for  amendments  involving  a 
Change  in  the  consignee  or  purchaser 
but  no  change  in  the  country  of  destina- 
tion, and  requests  for  amendments  in- 
volving a  change  in  the  country  of  desti- 
nation for  reasons  other  than  the  general 
operation  of  official  regulations  of  the 
country  for  which  shipment  was  origi- 
nally licensed.  In  such  cases,  applicants 
shall  submit  a  complete  statement  of  the 
reasons  for  the  amendment.  Docu- 
ments described  in  subdivisions  U>.  (ii) 
and  (iii>  of  this  subparagraph  shall  be 
submitted  if  a  change  in  country  of 
destination  is  involved.  Documents  de- 
scribed in  subdivisions  (i)  and  (ii)  of 
this  subparagraph  shall  be  submitted  if 
the  request  for  amendment  involves  a 
change  in  consignee  or  purchaser  but 
no  change  in  country  of  destination. 

(3t  Extensions.  No  extensions  of  the 
validity  period  will  be  granted  with  re- 
spect to  export  licenses  amended  to 
change  the  country  of  destination  pur- 
suant to  subparagraph  (2)  of  this  para- 
graph. Requests  for  extension  of  the 
validity  period  of  licenses  which  have  not 
been  so  amended  will  be  considered  in 
cases  of  material  ready  for  shipment  only 
for  the  limited  period  of  time  necessary 
to  clear  such  shipment. 

This  amendment  shall  become  effec- 
tive as  of  March  4,  1949. 

(Pub.  Law  11.  81st  Cong.:  E.  O.  9630. 
Sept.  27.  1945,  10  F.  R.  12245;  E.  O.  9919. 
Jan.  3.  1948.  13  F.  R.  69) 

Dated:  March  23.  1949. 

Francis  McIntyre. 
Assistant  Director, 
Office  of  International  Trade. 

[F.    R.    Doc.   49-2320;    Filed.    Mar.   28.    1949; 
8:62  a.  m.] 


[3d  Gen.  Rev.  of  Export  Regs..  Amdt.  58) 

Part  374 — Provisions  for  Individual 
AND  Other  Validated  Licenses 

machinery  and  parts 

Section  374.7  Special  provisions  con- 
cerning applications  to  export  certain 
commodities  is  amended  by  adding 
thereto  a  new  paragraph  (k)  to  read  as 
follows: 

(k>  Machinery  and  parts.  All  license 
awlications  to  export  machinery,  in- 
cluding replacement  and  repair  parts, 
with  the  processing  codes  GIEQ.  TRAN, 
CONS,  TOOL.  ELME.  must  include 
the  following  information: 

(1)  A  copy  or  abstract  of  that  part  of 
the  contract  of  sale  or  sales  specifica- 
tion describing  the  commodity  for  which 
the  export  license  is  requested.  Where 
there  is  no  contract  of  sale,  or  where  the 
contract  of  sale  does  not  completely  de- 
scribe the  commodity,  a  complete  de- 
scription must  be  furnished  showing,  for 
example,  type,  trade  name,  trade  sym- 
bol, model  number,  serial  number,  ca- 
pacity, type  and  horsepower  of  drive, 
operating  pressure  and  temperature, 
composition  of  special  metals. 

(2)  Where  reference  to  a  manufac- 
turer's catalog  or  bulletin  is  essential  to 
full  identification,  a  copy  must  be  fur- 
nished if  not  previously  filed. 


(3)  With  respect  to  replacement  parts, 
applications  must  state  the  range  of  or 
specific  sizes  and  types  of  the  units  of 
equipment  for  which  the  parts  are  re- 
quired, the  dollar  value  and  quantity.  A 
detailed  list  of  the  parts  is  not  required. 

(4)  The  ECA  authorization  number, 
where  known,  if  machinery  or  parts  have 
been  purchased  under  Economic  Coop- 
eration Administration  authorization. 

This  amendment  shall  become  effec- 
tive March  25,  1949. 

(Pub.  Law  11,  81st  Cong.:  E.  O.  9630, 
Sept.  27.  1945.  10  P.  R.  12245;  E.  O.  9919, 
Jan.  3,  1948,  13  F.  R.  59) 

Dated:  March  23.  1949. 

Francis  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

[F.   R.   Doc.   49-2321;    Piled.   Mar.   28,    1949; 
8:52  a.  m.| 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  Vllt — Office  of  the   Housing 
Expediter 

[Controlled   Housing  Rent  Reg,'   Amdt.  74) 

Part  825 — Rent  Regulation  Under  thi 
Housing  and   Rent  Act  or   1947,   as 

Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§5  825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  Section  825.5  (a)  (17)  (a)  (1)  Is 
amended  to  read  as  follows: 

(1)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
no  earlier  than  two  years  prior  to  the 
maximum  rent  date; 

2.  Section  825.5  (c)  (8)  Is  amended  to 
read  as  follows: 

(8)  Modifications  or  elimination  of 
necessity  for  increase  under  paragraph 
(a)  (12)  or  (a)  (17)  of  this  section,  or 
section  5  (a)  (12)  of  the  Rent  Regulation 
for  Housing.  There  has  been  a  modifi- 
cation or  elimination  of  the  nece.ssity  for 
the  Increase  in  the  maximum  rent 
granted  under  paragraph  (a)  (12)  or 
(a)  (17)  of  this  section  or  section  5  (a) 
(12)  of  the  Rent  Regulation  for  Hous- 
ing, Issued  pursuant  to  the  Emergency 
Price  Control  Act  of  1942,  as  amended, 
since  the  order  issued  under  any  of  said 
paragraphs. 

<Sec.  204  Id),  61  Stat.  197.  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d>.  Applies  sec.  204 
(b>.  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effec- 
tive March  29.  1949. 

Issued  this  24th  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

[F.   R.   Doc.   49-2312;    FUed.    Mar.    28.    1949; 
8:51  a.  m.| 


Tuesday,  March  29,  1949 

(Controlled  Housing  Rent  Reg,   New  Tork 
City  Defense  Rental  Area,'  Amdt.  11 1 

Part  825 — Rent  Regulation  Under  thb 
Housing  and  Rent  Act  of  1947,  At 
Amended 

controlled  housing  rent  regulation  for 
new  york  city  defense  rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  New  York  City  Defense-Rental 
Area  (?§  825.21  to  825.32)  is  amended  In 
the  following  respects: 

1.  Section  825.25  (a)  (17)  (a)  (1)  Is 
amended  to  read  as  follows: 

(1)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
no  earlier  than  two  years  prior  to  the 
maximum  rent  date; 

2.  Section  825  25  (c)  (9)  is  amended  to 
read  as  follows: 

(9)  Modification  or  elimination  of  ne- 
cessity for  increase  under  paragraph  <a) 
(12)  or  (a)  (17)  of  this  section,  or  section 
5  (a)  (12)  of  the  Rent  Regulation  for 
Housing.  There  has  been  a  modification 
or  elimination  of  the  necessity  for  the 
increase  in  the  maximum  rent  granted 
under  paragraph  (a)  (12)  oi  (a)  «17) 
of  this  section  or  section  5  ( a )  <  12 )  of  the 
Rent  Regulation  for  Housing,  issued  pur- 
.'■uant  to  the  Emergency  Price  Control 
Act  of  1942.  SiS  amended,  since  the  order 
issued  under  any  of  said  paragraphs. 

<Sec.  204  (d).  61  Stat.  197  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  <d).  Applies  sec.  204 
lb),  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C  App. 
1894  (b) ) 

This  amendment  shall  become  effective 
March  29.  1949. 

Issued  this  24th  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49-2314;    Filed,   Mar.    28.    1949; 
8:61  a.  m.j 


[Controlled   Housing   Rent   Reg.   Miami 
Defense   Rental   Area,'  Amdt.   14) 

Part  825 — Rent  Regulation  Under  the 
Housing  and  Rent  Act  of   1947.  As 
Amended 
controlled  housing  rent  regulation 

for  MIAMI  DEFENSE- RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  Miami  Defense-Rental  Area 
•  JS  825.41  to  825.52)  is  amended  in  the 
following  respects: 

1.  Section  825.45  (a)  <17)  is  redesig- 
nated as  §  825.45  (a)  (16),  and  all  refer- 
ences therein  to  §825.45  (a)  (17)  are 
changed  to  §825.45  (a)   (16». 

2.  Section  825.45  (a)  (16)  (a)  (1)  Is 
amended  to  read  as  follows: 
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(1)  The  housing  accommo<Utioiu  were 
newly  constructed,  and  were  first  rented 
no  earlier  than  two  years  prior  to  the 
maximum  rent  datet 

3.  Section  825.45  (c)  (7)  Is  amended 
to  read  as  follows: 

(7)  Modification  or  elimination  of  ne- 
cessity for  increase  under  paragraph  (a) 
(12)  or  (a)  (16)  of  this  section,  or  sec- 
tion 5  (a)  (12)  of  the  Rent  Regulation 
for  Housing.  There  has  been  a  modifica- 
tion or  elimination  of  the  necessity  for 
the  Increase  In  the  maximum  rent 
granted  under  paragraph  (a)  (12)  or  (a) 
(16)  of  this  section  or  section  5  (a)  (12) 
of  the  Rent  Regulation  for  Housing.  Is- 
sued pursuant  to  the  Emergency  Price 
Control  Act  of  1942,  as  amended,  since 
the  order  issued  under  any  of  said  para- 
graphs. 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(b).  61  Stat.  197.  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effective 
March  29.  1949. 

Issued  this  24th  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

[F.   R.   Doc.   49-2313:    Filed,  Mar.  28,    1949; 
8:51  a.  m.J 


•  13  F.  R.  5727,  6388.  14  F   R    18,  93,  144. 
'  13  F.  R.  5730,  6J46.  8389.  14  F.  R.  20.  93, 
145.  978. 


[Controlled  Housing  Rent  Reg.,  Atlantic 
County  Defense-Rental  Area.'  Amdt.  11 1 

Part  825 — Rent  Regulation  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled    housing    rent    regulation 

for    ATLANTIC    COUNTY    DEFENSE-RENTAL 
AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  Atlantic  County  Defense- 
Rental  Area  (§§825.61  to  825.72)  is 
amended  in  the  following  respects: 

1.  Section  825.65  (a)  (17)  (a)  (i)  Is 
amended  to  read  as  follows: 

(1)  The  housing  accommodations  were 
newly  constructed,  and  were  first  rented 
no  earlier  than  two  years  prior  to  the 
maximum  rent  date; 

2.  Section  825.65  (c)  (8)  Is  amended 
to  read  as  follows: 

(8)  Modification  or  elimination  of  ne- 
cessity for  increase  under  paragraph  (a) 
(12)  or  (a)  (17)  of  this  section,  or  sec- 
tion 5  (a)  (12)  of  the  Rent  Regulation 
for  Housing.  There  has  been  a  modifi- 
cation or  elimination  of  the  necessity  for 
the  Increase  In  the  maximum  rent 
granted  under  paragraph   (a)    (12)   or 


>  13  P.  R.  5743,  8390,  14  F.  R.  19,  94.  145. 
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(a)  (17)  of  this  section  or  section  6  (a) 
(12)  of  the  Rent  Regulation  for  Housing, 
Issued  pursuant  to  the  Emergency  Price 
Control  Act  of  1942.  as  amended,  since 
the  order  Issued  under  any  of  said  para- 
graphs. 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204 
(b>,  61  Stat.  197,  as  amended  by  62  Stat. 
37  and  by  62  Stat.  94;  50  U.  S.  C.  App. 
1894  (b)) 

This  amendment  shall  become  effec- 
tive March  29,  1949. 

Issued  this  24th  day  of  March  1949. 

TiGiiE  E.  Woods, 
Housing  Expediter. 

|F.    R.   Doc.   49  2315;    Piled.    Mar.   28,    1949; 
8:51  a.  m.j 


TITLE  50— WILDLIFE 

Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the   Interior 

Subchapter  C — Management  of  Wildlifa 
Conservation   Areas 

Part  33 — Central  Region 

fishing  in  squaw  creek  national 
wildlife  refuge,  missouri 

Basis  and  purpose.  On  the  basis  of 
observation  and  reports  of  representa- 
tives of  the  Fish  and  Wildlife  Service, 
it  has  been  determined  that  additional 
fishing  privileges  may  be  authorized  on 
the  Squaw  Creek  National  Wildlife  Ref- 
uge without  interfering  or  being  detri- 
mental to  wildlife  management. 

Sections  33.211  and  33.212  are  revised 
to  read  as  follows: 

§33.211  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  the  waters 
of  the  Squaw  Creek  National  Wildlife 
Refuge.  Missouri,  specified  in  §  33.212, 
during  the  daylight  hours  of  the  period 
May  1  to  September  30,  inclusive.  In  any 
year,  in  accordance  with  the  provisions 
of  Parts  18  and  21  and  subject  to  the 
special  provisions,  conditions,  restric- 
tions, and  requirements  of  §§  33.212  to 
33.217. 

§  33.212  Waters  open  to  fishing.  The 
following  waters  of  the  refuge  shall  be 
open  to  fishing:  The  waters  in  sees.  10. 
11.  14,  and  15,  adjacent  to  the  northwest 
and  south  dikes  of  the  Northwest  Pool 
and  adjacent  to  Cro.ss  Levee  No.  1  in  the 
South  Pool;  all  waters  in  the  South  Pool 
lying  south  of  the  north  one-sixieenth 
line  of  sections  25  and  26;  all  in  T.  61 
N..  R.  39  W.  No  other  waters  of  the  ref- 
uge shall  be  open  to  such  fishing  (50 
CFR  21.41.  13  F.  R.  9351). 

Dated:  March  23.  1949. 

(seal)  Albert  M.  D.\y, 

Director. 

IF.  R.  Doc.  49  2275;  Filed,  Mar.  23,  1919; 
8:4C  a.  m.J 


'  13  F.  R.  6706.  5788,  5877.  5937.  6246.  6283, 
6411,  6556,  6881,  6910,  7299.  7671.  7801,  7862, 
8217,  8327.  838C:  14  F  R  17,  93.  143.  271.  337, 
456,  627.  695,  632.  856.  918,  979,  1005,  1083. 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

[7CFR,  Part816  1 

Excess-Quota  Sugar 

NOTICE  or  PROPOSED  RULE  MAKINa 

Notice  Is  hereby  given  that  the  Sec- 
retary of  Agriculture,  pursuant  to  the 
authority  vested  in  him  by  the  Sugar 
Act  Of  1948  (61  Stat.  922).  is  considering 
the  revision  and  reissuance  as  herein- 
after proposed,  of  the  regulations  gov- 
erning the  handling  of  excess-quota 
sugar  to  make  the  regulations  applicable 
to  the  handling  of  excess-quota  sugar 
produced  In  any  domestic  sugar-produc- 
ing area. 

All  persons  who  desire  to  submit  writ- 
ten data,  views  or  arguments  for  con- 
sideration In  connection  with  the  pro- 
posed regulations  shall  file  the  same  in 
quadruplicate  with  the  Director  of  the 
Sugar  Branch.  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture.  Washington 
25.  D.  C  not  later  than  ten  days  after 
the  publication  of  this  notice  In  the 
Federal  Register. 

The  proposed  regulations  are  as  fol- 
lows : 

Part  816— Excess-Quota  Sugar 

8ec, 

816  1     Definitions. 

816.2     Processing   excess-quota  sugar  under 

bond. 
816  3     Marketing  of  exce.ss-quota  sugar. 
8164     Cancellation  of  bond. 

AuTHORmr;  5  5  816.1  to  816.5  Issued  under 
■ec.  403,  61  Stat.  932. 

§  816.1  Definitions.  As  used  in 
§S  816.1  to  816  5: 

(a>  The  term  "act"  means  the  Sugar 
Act  of  1948  (61  Stat.  922*. 

(b>  The  term  "person"  means  any  in- 
dividual, partnership,  corporation,  or  as- 
sociation. 

(c»  The  term  'Department"  means 
the  United  States  Department  of  Agri- 
culture. 

Id)  The  term  "Secretary"  means  the 
Secretary  of  Agriculture  or  any  ofBcer 
or  employee  of  the  Department  to  whom 
the  Secretary  has  lawfully  delegated  the 
authority  to  act  In  his  .stead. 

(e)  The  term  'domestic  sugar  pro- 
ducing area"  means  the  domestic  beet 
sugar  area,  the  mainland  cane  sugar 
area,  Hawaii.  Puerto  Rico  or  the  Virgin 
Island.s. 

(f )  The  term  "quota"  means  the  sugar 
quota  fixed  by  the  Secretary  for  a  domes- 
tic sugar  producing  area,  pursuant  to  the 
act. 

»g)  The  term  "allotment"  means  any 
allotment  of  the  quota  made  by  the  Sec- 
retary pursuant  to  section  205  (a»  of 
the  act. 

(h)  The  term  "processor"  means  any 
person  engaged  In  the  manufacture  of 
sugar  from  sugar  beets  or  sugarcane 
grown  in  a  domestic  sugar  producing 
area.    Where    settlement    with   a   pro- 


ducer of  sugarcane  Is  made  In  sugar  th« 
term  shall  also  Include  such  producer. 

(1)  The  term  "excess-quota  sugar" 
means  all  sugar  owned  by  a  processor 
after  the  allotment  for  such  processor 
for  the  current  year  or  such  portion 
thereof  as  may  be  determined  by  the 
Secretary  has  been  filled  or.  If  no  allot- 
ment has  been  made,  all  sugar  owned 
by  a  processor  after  the  applicable  quota 
for  the  current  year  has  been  filled. 

§  816.2  Processing  excess-quota  sugar 
under  bond.  Excess-quota  sugar  pro- 
duced from  sugarcane  grown  in  a  do- 
mestic sugar-producing  area  may  be 
marketed  for  further  processing  on  the 
following  conditions: 

(a)  That  the  processor  file  with  the 
Director  of  the  Sugar  Branch.  Produc- 
tion and  Marketing  Administration,  De- 
partment of  Agriculture,  Washington  23, 
D.  C.  an  application  setting  forth  ade- 
quate reasons  regarding  the  necessity 
for  such  marketing  and  full  Information 
regarding  the  quantity  and  type  of  sugar, 
approximate  polarization.  Identification 
marks,  and  the  place  where  the  sugar 
Is  stored  or  Is  being  produced;  and 

(b)  That  the  person  to  whom  the 
sugar  Is  delivered  shall  furnish  a  bond, 
with  a  surety  or  sureties  satisfactory  to 
the  Secretary  and  in  such  amount  as 
the  Secretary  shall  determine,  obligating 
such  person  to  segregate  physically  the 
sugar  within  30  days,  or  such  shorter  pe- 
riod as  may  be  designated  by  the  Secre- 
tary, and  to  hold  such  sugar,  or  an  equi- 
valent amount  thereof,  apart  from  all 
other  sugar  until  the  beginning  of  the 
next  calendar  year  or  until  such  earlier 
date  as  the  Secretary  may  specify. 

§  816.3  Marketing  of  excess-quota 
sugar.  Excess-quota  sugar  produced 
from  sugar  beets  or  sugarcane  grown  In 
a  domestic  sugar-producing  area  may  be 
marketed  if  the  processor  is  the  owner  of 
an  equivalent  amount  of  quota  sugar 
produced  In  the  same  area,  or  else  has 
entered  into  a  contract  for  the  purchase 
of  an  equivalent  amount  of  such  sugar 
and  takes  delivery  thereof  at  the  com- 
mencement of  the  current  crop,  but  not 
later  than  December  1  of  the  current 
year,  and  holds  such  sugar  until  the  be- 
ginning of  the  next  calendar  year. 

§  816.4  Cancellation  of  bond.  The 
Secretary  may  cancel  or  release  any  bond 
given  under  §  816.2  to  the  extent  that 
such  cancellation  or  release  Is  necessary 
to  permit  the  marketing  of  any  Increase 
In  the  applicable  quota  or  in  the  allot- 
ment made  to  the  processor  who  mar- 
keted the  sugar  to  which  such  bond  per- 
tained, or  to  permit  the  marketing  of 
such  sugar  for  consumption  outside  the 
continental  United  States  and  Puerto 
Rico. 

Issued  at  Washington.  D.  C.  this  24th 
day  of  March  1949. 

[seal]  Ralph  S.  Trigg, 

Administrator,  Production 
and  Marketing  Administration. 

IP.   R.   Doc.  49-2316;    Filed,   Mar.   28.    1949; 
851  a.  in.l 


t  7  CFR,  Part  936  1 


Fresh  Bartlett  Pears.  Plums,  and  El- 
berta  Peaches  Grown  in  California 

FINDINGS  and  DETERMINATION  WITH  RESPECT 
TO  AMENDED  MARKETING  AGREEMENT  AND 
ORDER 

Pursuant  to  the  applicable  provisions  of 
Marketing  Agreement  No.  85.  as  amend- 
ed, and  Order  No.  36.  as  amended  (7 
CFR.  Cum.  Supp..  Part  936) .  and  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.  S.  C.  and  Sup.  I  601  et 
seq. ) ,  notice  was  given  In  the  Federal 
Register  (14  P.  R.  203).  dated  January 
14.  1949,  that  a  referendum  would  be 
conducted  among  the  producers  who. 
during  the  current  marketing  season  be- 
ginning on  April  1,  1948.  had  been  en- 
gaged, in  the  State  of  California,  in  the 
production  of  Bartlett  pears,  plums,  or 
Elberta  peaches  for  shipment  In  fresh 
form  to  determine  whether  a  majority  of 
such  producers  favor  the  termination  of 
the  aforesaid  amended  marketing  agree- 
ment and  order  as  to  any  one  or  more  of 
the  fruits  covered  thereby. 

Upon  the  basis  of  the  results  of  the 
aforesaid  referendum,  which  was  con- 
ducted during  the  period  January  24  to 
31.  1949.  both  dates  Inclusive,  it  is  hereby 
found  and  determined  that  the  termina- 
tion of  the  marketing  agreement,  as 
amended,  and  the  order,  as  amended, 
regulating  the  handling  of  fresh  Bartlett 
pears,  plums,  and  Elberta  peaches  grown 
in  the  State  of  California,  is  not  favored 
by  the  requLsite  majority  of  .such  growers 
with  respect  to  any  of  the  fruits  covered 
thereby. 

Done  at  Washington,  D.  C,  this  24th 
day  of  March  1949. 

I  seal!  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R.    Doc.   49-2285;    Piled,   Mar.   28,    1949; 
9:00  a.   m  | 


FEDERAL  COMMUNICATIONS 
COMMISSION 
[  47  CFR,  Part  3  1 

(Docket  No.  9261] 

Standard  Broadcast  Service  in  Virgin 
Islands 

notice  of  proposed  rule  making 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  The  Commission  proposes  to  issue  a 
new  rule,  set  forth  below,  to  be  designated 
as  §  3.90.  The  rule  would  make  special 
provisions  for  standard  broadcast  sta- 
tions in  the  Virgin  Islands.  The  pro- 
posed amendment  is  deemed  necessary 
because  there  is  at  present  no  broadcast 
service  originating  in  the  Virgin  Islands 
and  the  economic  status  of  the  Islands  is 
such  that  it  appears  to  be  unfeasible  from 
a  financial  standpoint  to  construct  and 
operate  a  standard  broadcast  station 
with  the  power  and  equipment  required 
by  the  present  rules  and  regulations  of 


Tuesday,  March  29,  1949 

the  Commission.  It  further  appears  that 
operating  with  50  watts  power  a  standard 
broadcast  station  on  a  local  channel 
would  afford  satisfactory  service  to  the 
residents  of  the  Virgin  Islands,  and  that 
equipment  measili-ing  up  to  the  strict 
requirements  of  existing  rules  will  not  be 
needed. 

3.  The  proposed  rules  are  Issued  under 
the  authority  contained  In  sections  303 
(a),  303  (b),303  (c).303  (e>,303  (D.and 
303  <r)  of  the  Communications  Act  of 
1934,  as  amended. 

4.  Any  Interested  person  who  Is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth,  may  file 
with  the  Commission  on  or  before  April 
15.  1949.  a  written  statement  or  brief 
setting  forth  his  comments.  Persons  de- 
siring to  support  the  amendments  may 
also  file  comments  by  the  same  date. 
The  Commission  will  consider  all  com- 
ments, briefs,  and  arguments  presented 
before  taking  final  action  with  respect  to 
the  proposed  rules. 

5.  Fifteen  copies  of  each  brief  or  writ- 
ten statement  should  be  filed  as  required 
by  S  1.764  of  the  Commission's  rules  and 
regulations. 

Commissioners  Coy.  Chairman,  and 
Sterling  not  participating;  Commission- 
er Jones  dissenting. 

Adopted :  March  23.  1949. 

Released:  March  23,  1949. 

Federal  Communications 
Commission. 
[seal]        T.  J.  Slowii, 

Secretary. 

{  3.90  Special  provisions  relating  to 
the  Virgin  Islands.    Class  IV  stations  on 
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local  channels  a230  kc.  1240  kc,  1340  kc. 
1400  kc,  1450  kc.  1490  kc)  In  the  Virgin 
Islands  shall  be  exempted  from  the  re- 
quirements of  §§  3.45,  3.22.  3.51.  3.46.  3.55 
(b).  3.60,  3.165,  and  13.1  and  13.61  of  the 
Commission  rules  and  the  corresponding 
provisions  of  the  Standards  of  Good  En- 
gineering Practice  in  the  following  par- 
ticulars: 

(a)  In  lieu  of  the  minimum  antenna 
requirements  of  8  3.45  of  the  Commission 
rules  and  section  5  of  the  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations,  radiators 
of  less  than  minimum  heights  and  with 
less  than  the  minimum  ground  system 
will  be  approved  as  long  as  the  radiation 
pattern  is  esse«tially  non-directional  and 
the  emissions  are  vertically  polarized. 
The  mechanical  and  electrical  construc- 
tion of  such  antenna  systems  shall  be 
completed  and  maintained  In  a  work- 
manlike manner,  so  as  to  Insure  safety  te 
operating  personnel  and  continuity  of 
operation,  and  shall  otherwise  comply 
with  the  generally  recognized  practices 
and  requirements  of  standard  broadcast 
stations. 

(b)  The  minimum  power  permissible 
shall  be  50  watts  and  when  a  radiating 
system  of  less  than  the  minimum  height 
or  efficiency  as  permitted  under  para- 
graph (a)  of  this  section  Is  utilized,  the 
operating  power  shall  be  determined  by 
measurement  of  the  power  input  to  the 
last  radio  frequency  amplifier  stage  In 
accordance  with  §  3.52  of  the  Commis- 
sion rules. 

(c)  An  approved  frequency  monitor 
will  not  be  required  provided  an  approved 
automatic  frequency  control  device  em- 
ploying a  low  temperature  coefficient 
crystal  Is  used,  and  further,  provided  the 
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frequency  is  checked  at  least  once  dally 
against  the  standard  frequency  emissions 
of  the  United  States  Bureau  of  Standards 
(WWV)  and  appropriate  log  entries  made 
regarding  each  check. 

(d)  An  approved  modulation  monitor 
will  not  be  required  provided  other  pre- 
cautions are  taken  to  Insure  that  modu- 
lation is  maintained  in  accordance  with 
the  provisions  of  §  3.55  (a»  and  (O  of  the 
Commission  rules  and  provided  the  mod- 
ulation Is  monitored  continuously  by 
means  of  a  cathode  ray  oscilloscope. 

(e)  All  classes  of  commercial  radio  op- 
erator licenses,  except  the  Aircraft  Radio 
Telephone  Operator  authorization,  shall 
be  vaMd  for  the  operation  of  such  sta- 
tions upon  the  condition  that  one  or  more 
holders  of  Radio  Telephone  First-Cla.ss 
Operator  Licenses  are  employed  on  a  reg- 
ular basis,  who  shall  be  responsible  at  all 
times  for  the  technical  operation  of  the 
stations,  and  shall  make  all  adjustments 
of  the  transmitting  equipment  other  than 
minor  adjustments  which  are  normally 
needed  In  the  routine  dally  operation  of 
the  station.-  Sucti  station  may  be  oper- 
ated by  a  holder  of  a  Restricted  Radio 
Telephone  Operator  Permit,  only  in  the 
event  such  permit  has  been  endorsed  by 
the  Commission  to  show  the  operator's 
knowledge  of  basic  radio  law,  theory  and 
practice,  as  ascertained  through  exami- 
nation on  Elements  One  and  Two  of  the 
written  examination  for  Commercial 
Radio  Operator  Licenses,  and  on  condi- 
tion that  in  a  technical  emergency,  such 
operator  shall  not  attempt  to  make  any 
adjustment,  but  shall  immediately  shut 
down  the  station. 

|F.    R.    Doc.  49-2303;    Piled,    Mar.    28,    1949; 
8:50  a.  tn.l 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 
OfBce  of  the  Secretary 

|T.  D.  521781 

Conversion  or  Currency 

COLLECTION  OF  ESTIMATED  DUTIES  IN  CASES 
INVOLVING  conversion  OF  BELGIAN  FRANC 

March  21,  1949. 

Reference  is  made  to  the  daily  buying 
rates  which  section  522  (c )  of  the  Tariff 
Act  of  1930  (31  U.  S.  C.  372  (O)  directs 
the  Federal  Reserve  Bank  of  New  York 
to  certify  to  the  Secretary  of  the  Treas- 
ury. The  Federal  Reserve  Bank  has  an- 
nounced that  beginning  on  March  22, 
1949,  it  will  include  in  Its  daily  certifica- 
tion of  rates  for  foreign  currencies  two 
rates  for  the  Belgian  franc. 

In  any  case  where  it  is  necessary  to 
determine  the  proper  rate  or  rates  for 
the  Belgian  franc  for  the  purpose  of  the 
assessment  and  collection  of  duties  on 
merchandise  exported  to  the  United 
States  from  Belgium  on  or  after  March 
22. 1949.  the  appraiser  and  collector  shall, 
respectively,  withhold  appraisement  and 
suspend  liquidation  pending  receipt  of 
further  instructions. 


The  two  certified  rates  for  the  Belgian 
franc  will  be  published  in  the  weekly 
Treasury  Decisions  and  the  higher  rate 
(1.  e.,  the  rate  showing  the  larger  amount 
of  United  States  money  as  the  equivalent 
of  the  franc)  shall  be  used  solely  for  the 
purpose  of  calculating  estimated  duties. 

[SEAL]  John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.   49-2304;    Filed,    Mar.   28,    1949; 
8:50  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

(Misc.  686407] 

Wyoming 

8T0CK   DMVEWAY   WITHDRAWAL   NO.    3, 

wyoming  no.  1  reduced 

March  23, 1949. 

In  accordance  with  43  CFR  4.275  (a) 
(80)  (1)  (Departmental  Order  No.  2468 
Of  August  30.  1948.  18  F.  R.  B181),  it  Is 
ordered  as  follows: 

The  order  of  the  Acting  Secretary  of 
the  Interior,  dated  October  20.  1917.  re- 


serving certain  public  lands  in  T^oming 
for  stock-driveway  purposes  under  sec- 
tion 10  of  the  act  of  December  29.  1916, 
39  Stat.  865  (43  U.  S.  C.  sec.  300) .  Is  here- 
by revoked  so  far  as  It  affects  the  follow- 
ing-described lands: 

Sixth  Principal  Meridian 

T.  45  N..  R.  83  W., 

See.       33,       S'/aNEVi,       NW'ANW^,       and 
SEy4NWV4. 

The    areas    described    aggregate    160 
acres. 

Marion  Clawson, 

Director. 

(F.    R.    Doc.    49  2276;    Filed,   Mar.    28,    1949; 
8:46  a.  m.l 


Geological  Survey 

Columbia  River 

POWER    STTK    classification    NO.     400 

Correction 

March  18.  1949. 
In  Federal  Register  document  49-1526. 
appearing  at  page  944  of  the  issue  for 
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NOTICES 


Wednesday.  March  2,  1949,  the  land  de- 
scription "T.  28  N..  R.  28  E.."  should 
read  m  follows: 

T,  28  N..  R.  23  E. 

Thomas  B.  Nolan, 
Acting  Director. 

IF.    R.   Doc.    49-2277;    Filed.    Mar.   28.    1949; 
8:46  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

[Administrative  Order  1905] 
Loan  Announcement 

March  7.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration : 


Loan  designation: 
Kansas  32U  Reno. 


Amount 
_ $135,000 

[seal]  George  W.  Haggard, 

Acting  Administrator. 

[F.    R.    Doc.    49-2288;    Filed.   Mar.   28.    1949; 
8:48  a.  m.l 


[Administrative  Order  19061 
Loan  Announcement 

March  7,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation: 

Colorado  14P  Alamoea. 


Amount 
$239, 000 


[seal!  George  W.  Haggard, 

Acting  Administrator. 

[F.  R.   Doc.   49-2289;    Filed.   Mar.   28.    1949; 
'  8:48  a.  m.| 


[Administrative  Order  1907] 
Loan  Announcement 

March  8.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation :  Amount 

Wyoming  lOH  Platte. $131,000 

[se.\l]  George  W.  Haggard. 

Acting  Administrator. 

[F.   R.   Doc.   49  2290:    Filed,   Mar.   28.    1949; 
8:48  a.  m.l 


[Administrative  Order  1908] 
Loan  Announcement 

March  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 


a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation :  Amount 

Nebraska    44S.    U.    V    Eastern 

Nebraska  District  Public $1,680,000 

[seal]  Claxjde  R.  Wickard. 

Administrator. 

[P.   R.   Doc.   49-2291;    PUed,   Mar.   28,    1949; 
8:48   a.m. I 


[Administrative  Order  1909 1 
Loan  Announcement 

March  11.  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration : 
Loan  designation:  Amount 

Arkansas  18P,  S.  T,  U  Carroll $900.  000 


[seal! 


Claude  R.  Wickard, 
Administrator. 


[F.   R.   Doc.   49-2292;    Piled,   Mar.   28.    1949; 
8:48  a.  m.l 


[Administrative  Order   1910] 
Loan  Announcement 

March  U.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Dakota  32C  Charles  Mix..  $150,000 


[SE.\Ll 


Claude  R.  Wickard, 

Administrator. 


|F.   R.    Doc.    49-2293;    Piled.   Mar.   28,    1949; 
8:48  a.  m.j 


[Administrative  Order  1911] 
Loan  Announcement 

March  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

South  Dakota  23D  Sanborn $1. 185.000 


[SEAL] 


IP.    R.   Doc. 


Claude  R.  Wickard, 
Administrator. 

49-2294;    Filed.    Mar.   28.    1949; 
8:48  a.  m.j 


[Administrative  Order  1912] 

Loan  Announcement 

March  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 


a  loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 
Iowa  670  Sac 


Amount 
$132,000 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 


|P.   R.   Doc.   49-2295;    Filed,   Mar.   28,    1949; 
8:49  a.  m.] 


[Administrative  Order  1913] 
Loan  Annottncement 

March  11.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation : 

Indiana  41E  LaGrange. 


Amount 
$103. 000 


TsEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.    Doc.   49-2296;    Filed.   Mar.    28.    1949; 
8:49  a.  m] 


[Administrative  Order  1914] 
Loan  Announcebient 

March  11.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Georgia  7K  Catoosa. 


Amount 
$460,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


[F.   R.   Doc.   49-2297;    Filed.   Mar.   28.    1949: 
8:49  a.  in.] 


[Administrative  Order  1915] 
Loan  Announcement 

March  11,  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the- 
followlng  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation: 

Minnesota  3N  Meeker 


Amount 
$195.  000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.    49-2298;    Filed.   Mar.   28.    1949; 
8:49   a.  m.j 


[Administrative  Order   1916] 

Loan  Announcement 

March  12,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 


Tuesday,  March  29,  1949 
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a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation : 
Wisconsin    16M   Dougla*. 


Amount 
$126.  000 


[seal]  William  J.  Neal, 

Acting  Administrator. 

[F.   B.   Doc.   49-2299;    Piled.    Mar.   28,    1949; 
8:49  a.  m.] 


[Administrative  Order  1917] 

Loan  Announcement 

March  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Florida  22K  Escambia. 


Amount 
$135,000 


[seal]  William  J.  Neal, 

Acting  Administrator. 

[P.  R.  Doc.  49-2300;    Piled.   Mar.   28,    1949; 
8:49  a.  m] 


[AdmlnUtratlve  Order  1918] 
Loan  Announcement 

March  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation : 
Missouri   690   Barry. 


Amount 
$210, 000 


[seal] 


Willi,\m  J.  Neal, 
Acting  Administrator. 


(F.    R.    Doc.   49-2301;    Filed.   Mar.   28.    1949; 
8  49  a.  m.] 

DEPARTMENT  OF  COMMERCE 
Office  of  International  Trade 

[Case  No.  451 

Murray  M.  Nelson  et  al. 
order   suspending   license   privileges 

In  the  matter  of  Murray  M.  Nelson, 
Murray  M.  Nelson,  Inc..  Nelson's  Trading 
House.  Danielle  L.  Nelson,  (nee  Leder- 
berg),  Leah  Oleynick,  L.  Oleynick  & 
Company,  A.  Nelson,  A.  Nelson  &  Com- 
pany; Case  No.  45. 

This  proceeding  was  begun  on  Novem- 
ber 26.  1948  by  the  mailing  of  a  charging 
letter  to  the  above  named  respondents, 
wherein  the  Office  of  International 
Trade  charged  respondents  with  having 
violated  section  6  of  the  act  of  July  2, 
1940  (54  Stat.  714) ,  as  amended,  and  the 
regulations  issued  thereunder,  by  know- 
ingly submitting  or  causing  to  be  sub- 
mitted to  the  Office  of  International 
Trade,  in  support  of  applications  for  ex- 
No.  59 2 


port  licenses,  forged  or  fictitious  letters 
of  commitment  represented  as  having 
been  received  by  the  applicants  from 
prospective  suppliers  but  which  had  in 
fact  been  prepared  by  respondents  them- 
selves; by  knowingly  filing  an  export 
license  application  In  the  name  of  an 
applicant  who  was  not  in  fact  the  true 
applicant  or  the  proposed  exporter;  and 
by  knowingly  stating  on  an  export  license 
application  that  the  proposed  shipment 
would  be  made  to  an  ultimate  consignee 
who  was  in  fact  not  the  true  ultimate 
consignee. 

A  hearing  was  held  on  said  charges 
before  the  Compliance  Commissioner  of 
the  Office  of  International  Trade  In  New 
York  City  on  December  7.  1948.  pursuant 
to  notice  given  In  the  charging  letter, 
and  a  supplemental  hearing  was  held 
after  due  notice  in  Washington,  D.  C.  on 
January  26.  1949.  All  of  the  respondents 
other  than  A.  Nelson  defaulted.  Testi- 
mony and  exhibits  offered  by  A.  Nelson 
and  by  the  Office  of  International  Trade 
were  received  in  evidence  and.  after  due 
consideration  of  the  record,  the  Com- 
pliance Commissioner  on  March  7,  1949 
filed  his  report  in  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  respondents  Murray  M.  Nelson  and 
Danielle  L.  Nelson  (nee  Lederberg)  are 
husband  and  wife  and  were,  when  the 
transactions  involved  In  this  proceeding 
took  place,  engaged  in  New  York  City  In 
the  purchase  and  sale  of  merchandise 
for  shipment  In  export  trade;  that  re- 
spondent Nelson's  Trading  House  Is  a 
trade  name  under  which  Murray  M. 
Nelson  and  Danielle  L.  Nelson  (nee  Led- 
erberg) did  business;  that  Murray  M. 
Nelson.  Inc..  Is  a  corporation  controlled 
and  operated  by  Murray  M.  Nelson  and 
Danielle  L.  Nelson  (nee  Lederberg) ;  that 
respondents  A.  Nelson  and  Leah  Oley- 
nick are.  respectively,  the  father  and  the 
sister  of  Murray  M.  Nelson;  that  re- 
spondents A.  Nelson  &  Company  and  L. 
Oleynick  &  Company  are  fictitious  trade 
names  ostensibly  adopted  by  A.  Nelson 
and  Leah  Oleynick.  respectively,  but 
have  never  had  existence  as  business 
enterprises;  and  that  neither  A.  Nelson 
or  Leah>01eynlck,  or  the  fictitious  trade 
names  under  which  they  ostensibly  op- 
erated, are  or  have  ever  been  engaged 
in  the  export  business. 

It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that  respondents  Murray  M.  Nel- 
son and  Danielle  L.  Nelson  were  the  chief 
factors  in  what  was  essentially  a  scheme 
to  obtain  export  licenses  from  the  Office 
of  International  Trade  in  willful  viola- 
tion of  the  export  control  law  and  regu- 
lations. As  individuals  and  under  the 
guises  of  Nelson's  Trading  House  and 
Murray  M.  Nelson.  Inc.,  Nelson  and  his 
wife  caused  to  be  filed  with  the  Office 
of  International  Trade  a  large  number 
of  applications  for  licenses  to  export 
scarce  commodities.  In  support  of  many 
of  these  applications.  Nelson  and  his  wife 
forged  and  filed  with  the  Office  of  Inter- 
national Trade  letters  of  commitment  or 
,  availability  of  the  commodities  sought  to 
be  exported,  sometimes  on  letterheads 
filched  from  other  basiness  firms,  and 
at  other  times  on  order  blanks  imprinted 
with  the  name  of  a  fictitious  company, 


L.  Oleynick  &  Company,  which  was  fab- 
ricated by  Nelson  and  his  wife  and  his 
sister,  Leah  Oleynick.  but  had  no  exist- 
ence as  a  business  enterprise.  A  num- 
ber of  the  forged  letters  of  supply  or 
commitment  on  letterheads  of  existing 
business  firms  were  signed  by  Nelson's 
wife,  using  variants  of  her  maiden  name, 
and  falsely  pretending  to  be  an  employee 
or  officer  of  .such  business  concerns.  A 
number  of  other  applications,  filed  by 
Nelson  and  his  wife,  named  as  pur- 
chasers in  foreign  countries  to  whom  the 
commodities  were  purportedly  to  be  ex- 
ported, fictitious  foreign  affiliates  of  Nel- 
son. A  "Nelson's  Trading  House." 
named  as  purchaser  in  one  application, 
with  an  address  in  Lisbon.  Portugal,  was 
found  to  be  nonexistent  and  utterly  un- 
known in  that  country.  Other  applica- 
tions named  similar  fictitious  purchasers 
in  Haiti  and  Brazil  who  were  likewise 
proved  to  be  nonexistent  and  unknown 
In  those  countries.  Nelson  and  his  wife 
even  went  to  the  extreme  of  supporting 
such  fabrications  with  pretended  printed 
firm  order  documents,  containing  the 
names  and  foreign  addresses  of  such 
fictitious  affiliates.  The  record  and  re- 
port of  the  Compliance  Commissioner 
further  Indicate  that  all  of  the  respond- 
ents herein  other  than  A.  Nelson  and  A. 
Nelson  &  Company  filed  or  caused  to  be 
filed,  or  knowingly  {participated  In  the 
filing  with  the  Office  of  International 
Trade,  in  support  of  an  application  for 
an  export  license,  a  false  letter  of  com- 
mitment prepared  by  them  In  the  name 
of  L.  Oleynick  &  Company  with  the 
knowledge  of  Leah  Oleynick,  whose  trade 
name  It  was  represented  to  be,  whereas 
in  fact  it  was  a  fictitious  company  and 
had  Issued  no  letter  of  commitment.  The 
record  and  report  of  the  Compliance 
Commissioner  further  Indicate  that  the 
above  named  respondents  other  than 
Leah  Oleynick  and  L.  Oleynick  &  Com- 
pany filed  or  caused  to  be  filed  or  know- 
ingly participated  In  the  filing  with  the 
Office  of  Internationa!  Trade  of  an  ex- 
port license  application  in  the  name  of 
A.  Nelson  &  Company,  which  name  was 
the  fictitious  trade  name  under  which  A. 
Nelson.  Murray  Nelson's  father,  was  rep- 
resented as  doing  business.  The  ap- 
plication was  admittedly  signed  by  A. 
Nelson  on  behalf  of  the  fictitious  com- 
pany. It  appears,  however,  that  A.  Nel- 
son is  an  elderly  man  engaged  In  the 
retail  dry  goods  business,  and  that  he 
had  signed  such  application  for  his  son 
on  the  basis  of  misrepresentations  by 
Murray  M.  Nel.son  as  to  Its  purpose  and 
effect.  As  the  Compliance  Commissioner 
put  it,  A.  Nelson  was  "obviously  a  pawn 
used  at  will  by  his  son."  The  record 
further  indicates,  and  the  Compliance 
Comml-ssioner  has  found,  that  respond- 
ent Leah  Oleynick  knew  that  her  name 
was  being  used  in  the  fictitious  firm 
name  of  L.  Oleynick  &  Company,  and 
that  she  actively  participated  In  the 
fradulent  signing  of  applications  in  her 
individual  name;  some  vt  these  she  even 
admitted  having  delivered  to  Murray 
Nelson  pursuant  to  his  Instructions  and 
for  his  benefit. 

On  this  record,  the  Compliance  Com- 
missioner has  found  that  respondents 
have  violated  the  regulations  issued  pur- 
suant to  section  6  of  the  act  of  July  2, 
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1940   (54  Stat.  714),  as  amended,  and 
have  further  violated  section  35A  of  the 
United  States  Criminal  Code  (18  U.  S.  C. 
80) .    The  Compliance  Commissioner  has 
therefore  recommended  that  all  of  the 
respondents  be  denied  the  privilege  of 
obtaining  or  using  or  participating  di- 
rectly or  Indirectly  in  the  obtaining  or 
using  of  export  licenses,  Including  gen- 
eral licenses,  for  a  period  of  six  months 
from  the  date  of  this  Order;  that  such 
denial  be  made  applicable  not  only  to 
said  respondents  individually  and  under 
any  trade  name  in  which  they  may  op- 
erate, but  also  to  any  firm,  corporation,  or 
other  bu-siness  association  in  which  any 
of  the  respondents  shall  be  or  become  a 
partner  or  have^a  controlling  Interest  or 
hold  a   position  of  responsibility;   and 
that  any  outstanding  licenses  held  by 
any  of  the  respondents  be  forthwith  re- 
voked and  be  returned  to  the  Office  of 
International  Trade  for  cancellation. 

Tlie  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered,  together  with  the 
record  In  this  matter.    It  appears  that 
the  findings  are  fully  supported  by  the 
record.     The  recommendation  that  li- 
cense privileges  be  suspended  for  a  period 
of  six  months  does  not.  however,  appear 
to  be  appropriate  under  all  the  facts  and 
circumstances  of  this  case.    The  offenses 
committed  were  very  serious,  striking 
directly  at  the  heart  of  some  of  the  most 
Important  procedures  established  for  the 
control  and  licensing  of  commodities  for 
exportation.     The  record  Is  clear  that 
the  scheme  was  deliberate,   pervasive, 
and  of  considerable  duration.    Accord- 
ingly, It  Is  concluded  that  the  recom- 
mendation of  the  Compliance  Commis- 
sioner as  to  the  length  of  the  suspension 
should  be  rejected,  and  that  the  respond- 
ents should  Instead  be  suspended  for  the 
duration  of  export  controls.    Since  Nel- 
son and  his  wife  were,  however,  absent 
from  the  United  States  during  the  course 
of  this  proceeding,  and  still  are.  it  is  be- 
lieved that  it  would  not  be  inappropriate 
to  permit  them,  and  by  the  same  token. 
respondents  A.  Nelson  and  Leah  Oleynick. 
who  were  not  the  chief  violators  in  this 
scheme,  individually  to  appear  before  the 
Compliance  Commissioner  at  any  time 
after  six  months  from  the  date  of  this 
order  to  apply  for  an  order  of  the  Di- 
rector of  the  Commodities  Division  modi- 
fying this  order  by  reinstating  expoit 
license  privileges.    Such  application  may 
be  entertained  by  the  Compliance  Com- 
missioner only  for  good  cause  shown,  and 
his    recommendation.   If    any.   may   be 
made  subject  to  such  terms  and  condi- 
tions as  will  provide  safeguards  against 
any  future  violations  of  the  export  con- 
trol law  and  regulations  by  any  such 
respondent.   Now,  therefore,  it  is  ordered. 

As  follows: 

(1)  Respondents  and  each  of  them  are 

hereby  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  In- 
directly in  the  obtaining  or  using  of  ex- 
port licenses.  Including  general  licenses, 
for  such  time  and  to  such  extent  as  li- 
censes for  exports  are  required  by  law. 

(2)  Such  denial  of  export  license  priv- 
ileges shall  extend  not  only  to  each  of 
said  respondents  Individually  and  under 
any  trade  name  in  which  they  may  oper- 
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ate.  but  also  to  any  firm,  corporation,  or 
other  business  association  In  which  any 
of  the  respondents  shall  be  or  become  a 
partner  or  have  a  controlling  interest  or 
hold  a  position  of  responsibility. 

(3)  All    outstanding    export    licenses 
held  by  or  Issued  in  the  names  Of  any  of 
said  respondents  are  hereby  revoked  and 
shall  be  forthwith  returned  to  the  Office 
of  International  Trade  for  cancellation. 
(41  Respondents   and   each   of   them 
may  at;  any  time  after  six  months  from 
the  date  of  this  order  apply  for  an  order 
of  the  Director  of  the  Commodities  Divi- 
sion modifying  this  order  by  reinstating 
export  license  privileges.    Such  applica- 
tion may  be  entertained  by  the  Compli- 
ance Commissioner  only  for  good  cause 
shown,  and  his  recommendation,  if  any, 
may  be  made  subject  to  such  terms  and 
conditions    as    will    provide   safeguards 
against  any  future  violations  of  the  ex- 
port control  law  and  regulations  by  any 
such  respondent. 


Dated:  March  23.  1949. 

John  W.  Evans, 

Director, 
Commodities  Division. 

(F.   R.   Doc.   49-2318;    Filed.   Mar.   38.    1940; 
8:51  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

(Docket  No.   2864 1 

Chicago  and  Southirn  Air  Lines.  Inc. 
notice  or  postponement  of  hearing 

In  the  matter  of  the  application  of 
Chicago  and  Southern  Air  Lines.  Inc.. 
under  section  401  of  the  Civil  Aeronau- 
tics Act  of  1938.  as  amended,  for  amend- 
ment of  Its  certificate  for  its  foreign 
route  so  as  to  add  Chicago,  111.,  as  a 
cotermlnal  point. 

Notice  is  hereby  given  that  hearing  In 
the  above-entitled  proceeding  now  as- 
signed for  March  28,  1949.  Is  postponed 
to  March  31,  1949.  at  10:00  a.  m.  (eastern 
standard  time)  in  Room  2015.  Temporary 
Building  No.  5.  Sixteenth  Street  and 
Constitution  Avenue  NW..  Washington, 
D.  C,  before  Examiner  Curtis  C. 
Henderson. 

Dated  at  Washington,  D.  C,  March  24, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

(P.   R.   Doc.   49-2806:    Piled.   Mar.   28,    1949; 
8:60  a.  ml 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  No.  70-20821 

Texas  Electric  Service  Co..  and  Texas 
UTiLrnEs  Co. 

NOTICE  or  nuNO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  lu 
office  in  the  city  of  Washington.  D.  0. 
on  the  23d  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Texas  Elec- 
tric Service  Company  ("Texas  Electric"), 


and  its  parent  Texas  Utilities  Company 
("Texas  Utilities"),  a  registered  holding 
company  and  subsidiary  of  American 
Power  &  Light  Company  and  Electric 
Bond  and  Share  Company,  both  regis- 
tered holding  companies,  have  filed  a 
joint  application-declaration  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935  and  have  designated  section  6 
(a),  7,  9  (a>,  10  and  12  (f)  of  the  act 
and  Rule  U-23  of  the  rules  and  regula- 
tions promulgated  thereunder  as  appli- 
cable to  the  proposed  transactions  which 
are  summarized  as  follows: 

Texas  Electric  proposes  to  amend  Its 
charter  and  thereafter  Issue  and  sell  to 
Texas  Utilities  and  Texas  Utilities  pro- 
poses to  purchase  2.000.000  shares  of  the 
common  stock,  without  par  value,  of 
Texas  Electric.  The  consideration  is 
stated  to  be  $4,000,000.  Texas  Electric 
states  that  the  funds  to  be  derived  from 
such  issue  and  sale  will  be  used  to  finance 
in  part  Its  construction  program  for  the 
year  1949,  to  repay  short  term  advances 
and  for  other  corporate  purposes.  The 
advances  to  be  repaid  were  or  will  be 
made  by  Texas  Utilities  for  the  purpose 
of  temporarily  financing  a  portion  of  the 
company's  construction  program. 

The  issuance  and  sale  of  such  shares 
of  common  stock  by  Texas  Electric  will 
require  an  amendment  of  its  charter  so 
as  to  increase  the  number  of  shares  of 
common  stock  authorized  to  be  Issued. 
In  order  that  Texas  Electric  may  sell  ad- 
ditional shares  of  common  .stock  In  the 
future  without  further  charter  amend- 
ments, it  is  proposed  at  this  time  that 
Texas  Electric  amend  its  charter  so  as  to 
increase  Its  authorized  common  stock 
from    1,705,003.634   shares   to   6,000,000 

shares.  • 

Applicants-declarants  request  that 
the  Commission's  order  herein  be  issued 
as  promptly  as  may  be  practicable  and 
that  it  become  effective  forthwith  upon 
the  issuance  thereof. 

Notice  Is  further  given  that  any  in- 
terested   person    may    not    later    than 
March  31,  1949,  at  5:30  p.  m.,  e.  s.  t.. 
request  the  Commission  in  writing  that 
a  hearing  be  held  on  such  matter,  stat- 
ing the  nature  of  his  interest,  the  rea- 
sons for  such  request  and  the  issues,  if 
any.  of  fact  or  law  raised  by  said  appli- 
cation-declaration which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  If  the  Commission  should  order 
a  hearing  thereon.     Any  such  request 
should  be  addressed :    Secretary,  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW  .  Washington  25.  D.  C. 
At  any  time  after  March  31.  1949.  said 
application-declaration,   as  filed   or   as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  said  act.  or  the  Commission  may 
exempt  such  transactions  as  provided  In 
Rule  U-20  (a)   and  Rule  U-100  thereof. 
All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  with  this  Commission  for  a  statement 
of  the  transactions  therein  proposed. 

By  the  Commission. 

[SEAL]  Orval  L.  DoBois. 


Secretary. 

[P.   R.   Doc.   49^-2278;    Filed,   Mar.    28,    1949; 
6:46  a.  m.) 


Tuesday,  March  29,  1949 

[Pile  No.  70-2093) 

Electric  Power  &  Light  Corp.  and 
Arkansas  Power  &  Light  Co. 

notice  of  filikg 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  23d  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  a  Joint  ap- 
plication-declaration has  been  filed  by 
Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  and  Electric's  utility  sub- 
sidiary Arkansas  Power  &  Light  Com- 
pany ("Arkansas"),  under  the  Public 
Utility  Holding  Company  Act  of  1935. 
and  that  said  application-declaration 
designates  sections  6  <b),  7,  12  (c)  and 
12  (f)  of  the  act  and  Rule  U-43  of  the 
rules  and  regulations  promulgated  there- 
under as  applicable  to  the  proposed 
transactions  which  are  .summarized  as 
follows: 

Arkansas  proposes  to  issue  and  sell  to 
Electric  320,000  shares  of  its  common 
stock  of  the  par  value  of  $12.50  per  share 
for  an  Lggregate  cash  consideration  of 
$4,000,000. 

Arkansas  presently  has  authorized 
2.000.000  shares  of  common  stock  of 
which  220.000  shares  have  not  as  yet 
been  issued.  Arkansas  proposes  to  Is- 
sue and  sell  to  Electric  said  220,000 
shares  as  soon  as  practicable  after  is- 
suance of  an  order  by  the  Commission 
herein.  Arkansas  proposes  to  issue  and 
sell  an  additional  100,000  shares  of  com- 
mon stock  to  Electric  upon  effectuation 
of  the  proE>osed  amendment  to  Arkan- 
sas* charter  increasing  its  authorized 
common  stock  to  3,000.000  shares  (File 
No.  70-2056). 

The  proceeds  from  the  sale  of  the 
common  stock  will  be  used  by  Arkansas 
in  connection  with  its  construction  pro- 
gram and  other  corporate  purposes.  The 
application-declaration  Indicates  that 
the  present  construction  program  of  Ar- 
kansas will  require  the  expenditure  of 
approximately  $23,000,000  during  the 
year  1949  and  that  further  funds  will  be 
raised  through  the  sale  of  $8,300,000 
principal  amount  of  __%  Sinking  Fund 
Debentures  due  1974  (which  is  the  sub- 
ject of  a  .separate  application  under  File 
No.  70-2088),  and  First  Mortgage  Bonds. 

The  application  states  that  the  pro- 
posed transaction  is  comprehended  by 
the  plan  of  Electric  for  compliance  with 
.section  11  of  the  act  (File  No.  54-139) 
approved  by  the  Commission  on  March 
7.  1949  (Holding  Company  Act  Release 
Nos.  8889  and  8906)  which  contemplates 
additional  investments  in  the  subsidiaries 
of  the  proposed  Middle  South  Utilities. 
Inc.  ("Middle  South"),  prior  to  consum- 
mation of  the  Plan.  That  Plan  provides, 
in  effect,  that  Electric  is  to  receive  4,400,- 
000  shares  of  common  stock  of  Middle 
South  in  return  for  its  present  holdings 
of  the  common  stocks  of  Middle  South's 
subsidiaries  plus  $2,000,000  in  working 
capital  to  be  supplied  to  Middle  South. 
As  provided  in  the  Plan.  Electric  will  re- 
ceive for  additional  investments,  such  as 
the  one  herein  proposed,  additional 
shares  of  common  stock  of  Middle  South 
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in  an  amount  to  be  subsequently  deter- 
mined upon  application  to  the  Commis- 
sion by  Electric. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  April  7, 
1949  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request  and  the  issues,  If  any,  of  fact 
or  law  raised  by  said  application-dec- 
laration which  he  desires  to  controvert, 
or  may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25,  D.  C.  At  any  time 
after  April  7,  1949  said  application-dec- 
laration, as  filed  or  as  amended,  may  be 
granted  and  permitted  to  become  effec- 
tive as  provided  in  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  said 
act  or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rule  U-20 
(a)  and  Rule  U-100  thereof.  All  inter- 
ested persons  are  referred  to  said  appli- 
cation-declaration which  is  on  file  witli 
this  Commission  for  a  statement  of  the 
transactions  therein  proposed. 

By  the  Commission. 

[seal]  Orval  L.  DtjBois. 

Secretary. 

[F.   R.   Doc.   49-2279:    Filed,   Mar.   28.    1949; 
8:46  a.  m.l 


[Pile  No,  70-2094] 

El  ECTRic  Power  &  Light  Corp.  and 
Mlssissippi  Power  &  Light  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  23d  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  by 
Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  and  Electric's  utility  sub- 
sidiary Mi-ssissippi  Power  &  Light  Com- 
pany ("Mississippr'),  under  the  Public 
Utility  Holding  Company  Act  of  1935. 
and  has  designated  sections  6  (a),  7.  12 
(c)  and  12  (f)  thereof  and  Rule  U-43  of 
the  rules  and  regulations  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Mississippi  proposes  to  issue  and  sell 
to  Electric  300,000  shares  of  its  common 
.stock  of  the  stated  value  of  $10  per  share 
for  an  aggregate  cash  consideration  of 
$3,000,000. 

Mississippi  presently  has  authorized 
1.500.000  shares  of  common  stock  of 
which  150.000  shares  have  not  as  yet  been 
i.s.<^ued.  Mississippi  proposes  to  issue  and 
sell  to  Electric  said  150,000  shares  as  soon 
as  practicable  after  Issuance  of  an  order 
by  the  Commission  herein.  Before  is- 
suing the  remaining  150,000  .shares 
Mississippi  proposes  to  amend  its  charter 
as  promptly  as  may  be  practicable  so  as 
to  increase  its  authorized  shares  of  com- 
mon stock  to  2,500,000  shares  and  to  issue 
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and  sell  an  additional  150,000  shares  to 
Electric. 

The  proceeds  from  the  sale  of  the  com- 
mon stock  will  be  used  by  Mississippi  in 
connection  with  its  construction  program 
and  other  corporate  purposes.  The  ap- 
plication-declaration indicates  that  the 
present  construction  program  of  Missis- 
sippi will  require  the  expenditure  of  ap- 
proximately $12,000,000  during  the  year 
1949,  and  that  necessary  funds  will  be 
raised  through  the  sale  of  first  mortgage 
bonds  or  other  securities  later  in  the 
year. 

The  application-declaration  states 
that  the  proposed  transaction  is  com- 
prehended by  the  plan  of  Electric  for 
compliance  with  section  11  of  the  act 
(Pile  No.  54-1391  approved  by  the  Com- 
mission on  March  7,  1949  (Holding  Com- 
pany Act  Release  Nos.  8889  and  8906) 
which  contemplates  additional  invest- 
ments In  the  subsidiaries  of  the  proposed 
Middle  South  Utilities,  Inc.  ("Middle 
South"),  prior  to  consummation  of  the 
Plan.  That  Plan  provides,  in  effect,  that 
Electric  is  to  receive  4,400,000  shares  of 
common  stock  of  Middle  South  in  return 
for  its  present  holdings  of  the  common 
stocks  of  Middle  South's  subsidiaries  plus 
$2,000,000  in  working  capital  to  be  sup- 
plied to  Middle  South.  As  provided  In 
the  Plan,  Electric  will  ret^eive  for  addi- 
tional investments,  such  as  the  one  herein 
proposed,  addition^  shares  of  common 
stock  of  Middle  South  in  an  amount  to 
be  subsequently  determined  upon  appli- 
cation to  the  Commission  by  Electric. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  April  7, 
1949,  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any,  of  fact  or  law 
rai-sed  by  said  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW.,  Wash- 
ington 25.  D,  C.  At  any  time  after  April 
7,  1949,  said  application-declaration,  as 
filed  or  as  amended,  may  be  granted  and 
permitted  to  become  effective  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  said  act  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  in  Rule  U-20  (a)  and  Rule 
U-100  thereof.  All  interested  persons 
are  referred  to  said  application-declara- 
tion which  is  on  file  with  this  Commis- 
sion for  a  statement  of  the  transactions^ 
therein  proposed. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

|F.   R.   Doc.   49-2280:    Filed,   Mar.   28,    1919; 
8:46  a.  m  ] 


[File  No.  70-20641 

Wisconsin  Electric  Power  Co. 

order  granting  application  and  permit- 
ting declaration  to  become  EFFECrriVE 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission   held   at  its 
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oflBce  In  the  city  of  Washington,  D.  C.  on 
the  22d  day  of  March  1949. 

Wisconsin  Electric  Power  Company 
("Wisconsin  Electric" ) .  a  registered  hold- 
ing company  and  a  public  utility  com- 
pany, having  filed  an  application-decla- 
ration, and  amendments  thereto,  pur- 
suant to  the  provisions  of  sections  6,  7. 
9  and  10  of  the  Public  Utility  Holding 
Company  Act  of  1935  ('act")  and  Rules 
U-42  and  U-50  promulgated  thereunder, 
with  respect  to  the  following  proposed 
transactions: 

Wisconsin  Electric  proposes  to  issue 
and  sell,  pursuant  to  the  competitive 
bidding  requirements  of  Rule  U-50,  $10,- 
000.000  principal  amount  of  First  Mort- 
gage Bonds.  ---%.  due  1979  ("New 
Bonds"). 

Wisconsin  Electric  also  proposes  to  is- 
.sue  and  sell  266.093  shares  of  Common 
Stock  par  value  $10  per  share.  The  Com- 
pany will  issue,  to  the  holders  of  its  out- 
standing 2,660  928  shares  of  Common 
Stock,  transferable  warrants  carrying 
(a)  a  Right  to  Subscribe  at  $15.00  per 
share  for  shares  of  Common  Stock  on  the 
basis  of  one  share  for  each  ten  shares  of 
Common  Stock  held  of  record  on  March 
22,  1949:  and  <b)  the  privilege  to  sub- 
scribe at  the  same  subscription  price  per 
share  for  any  additional  number  of 
shares  not  subscribed  for  through  the 
exercise  of  Rights  to  Subscribe,  subject 
to  pro  rata  allotment  of  such  additionally 
sub.scribed  shares.  The  warrants  will 
expire  at  3:  GO  p.  m.,  New  York  time,  on 
April  14.  1949. 

Wisconsin  Electric  proposes  to  enter 
Into  an  agreement  negotiated  with  Leh- 
man Brothers.  New  York,  New  York,  who 
were  selected  after  negotiations  with  sev- 
eral Investment  bankers,  and  with  Rob- 
ert W.  Balrd  &  Co.,  Milwaukee.  Wisconsin 
("Managers")  whereby  the  Managers 
will  agree  to  use  their  best  efforts  to  form 
and  manage  a  group  of  security  dealers 
to  solicit  .subscriptions  to  purchase  the 
Common  Stock  being  issued.  The  agree- 
ment provides  for  the  payment  by  Wis- 
consin Electric  to  participating  dealers 
of  a  fee  of  25('  per  share  purchased 
through  their  efforts,  with  a  maximum 
fee  of  $250  as  to  shares  purchased  by  any 
single  warrant  holder;  and.  in  addition, 
the  payment  by  Wisconsin  Electric  of  a 
fee  to  the  Managers  equal  to  Ib^c  of  the 
aggregate  amount  payable  to  partici- 
pating dealers,  but  in  no  event  to  exceed 
$7,200.  Wisconsin  Electric  estimates 
that  the  maximum  fees  payable  under 
the  proposed  agreement,  assuming  lOO'To 
subscription  through  the  efforts  of  deal- 
ers, will  be  approximately  $65,000. 

Wisconsin  Electric  requests  permission 
to  purchase  and  sell  on  the  New  York 
Stock  Exchange  shares  of  its  Common 
Stock  or  Rights  to  Subscribe  in  order  to 
stabilize  the  price  of  the  Common  Stock 
for  the  purpose  of  facilitating  the  pro- 
posed offering.  In  this  connection  the 
Company  proposes  that  it  will  at  no  time 
acquire  a  net  long  position  of  shares  of 
Its  Common  Stock  lincludiug  for  the 
purpose  the  equivalent  shares  repre- 
sented by  Rights  to  Subscribe)  In  excess 
of  lO'^r  (26,609)  of  the  shares  of  Common 
Stock  being  offered.  Any  such  purchases 
will  be  made  from  the  date  of  this  order 
until  the  expiration  of  the  aforesaid  war- 
rants and  any  such  sales  will  be  made 


FlOTICES 


from  the  date  of  this  order  until  the 
close  of  business  on  the  second  business 
day  after  the  expiration  of  the  warrants. 

The  Commission,  by  order  dated 
March  11,  1949,  having  granted  and  per- 
mitted to  become  effective  the  applica- 
tion-declaration, as  then  amended,  with 
respect  to  the  issue  and  sale  of  the  New 
Bonds,  subject  to  the  condition,  among 
other  things,  that  the  proposed  issue  and 
sale  of  New  Bonds  shall  not  be  consum- 
mated until  the  results  of  the  competi- 
tive bidding,  pursuant  to  Rule  U-50.  shall 
have  been  made  a  matter  of  record  in 
the.se  proceedings  and  a  further  order 
shall  have  been  entered  by  the  Commis- 
sion in  the  light  of  the  record  so  com- 
pleted: and  jurisdiction  having  been  re- 
served with  respect  to  the  payment  of 
fees  and  expenses  Incurred  or  to  be  in- 
curred in  connection  with  all  the  pro- 
posed tran.sactions ;  and 

Wisconsin  Electric  having,  on  March 
22.  1949.  filed  a  further  amendment  to 
the  application-declaration  in  which  are 
set  forth  the  record  date  for  holders  of 
its  Common  Stock  entitled  to  receive 
subscription  warrants,  the  sub.scription 
price  per  share  for  the  additional  shares 
of  Common  Stock  and  the  period  of  the 
warrant  offering:  and  in  which  it  is 
stated  that  Wisconsin  Electric  has  of- 
fered the  New  Bonds  for  sale  pursuant 
to  the  competitive  bidding  requirements 
of  Rule  U-50  and  has  received  the  fol- 
lowing bids: 


Price  to 

com- 

Cm- 

I»ny 

Cost  to 

Bklilinp  (troup  hradrd  by— 

|M)n 

I>crr«'nt 

miii- 

rale 

of 
prinriiilc 
amount ' 

[lany 

Per- 

etnt 

Thp  Firtf  Boston  Corp 

?".<iuiuhli'  Swurilies  <  orp 

2H  ;ifio.eo(i 

%Ksm 

2I» 

1(10.  781ii 

2. 83*  I 

Lehman  Bros,  aiitl  Salomon 

l!rii«;  A  llutikT     

2Tt 
2J» 

100. 7321 
lt«.  718 

2.  Kvn; 

llals«),  Stuart  *  Co.  Inc  .  . 

znaf'-i 

I'liiim  St-curitirs  Corii.  and 
MorrUnan   Kipley   A   Co., 

274 
2"» 

100.  4.^ 
l()a4U3 

2.  s.'.ar. 

Ci  lorr.  Forpan  &  Co 

2.SM!i 

Merrill  l,\nrti.  Picrw.  Fcn- 

tH^T  A  lioano             

27i    100.291 

2.»X)5 

'  Plus  at-crucd  interest  from  Mar.  1.  1049. 

Wisconsin  Electric  having  further 
."Stated  in  said  amendment  that  it  ac- 
cepted the  bid  of  The  First  Boston  Cor- 
poration for  the  New  Bonds  and  that  the 
New  Bonds  will  be  offered  for  sale  to  the 
public  at  a  price  of  101.375Tc  of  the  prin- 
cipal amount  thereof,  resulting  in  an 
underwriter's  spread  of  .469 "Tl :  and 

The  record  having  been  completed 
with  respect  to  the  fees  and  expenses  in- 
curred and  to  be  incurred  In  connection 
with  the  proposed  transactions,  which 
include  estimated  fees  of  $17,500  for  Sul- 
livan &  Cromwell,  counsel  for  Wiscon.sin 
Electric.  $8,500  for  Cahill.  Gordon, 
Zachry  ii  Reindel,  counsel  for  the  suc- 
cessful bidders  for  the  New  Bonds,  and 
a  maximum  of  $50,380  for  Central  Han- 
over Bank  and  Trust  Company,  New 
York,  and  First  Wisconsin  Trust  Com- 
pany, Milwaukee,  Wisconsin,  for  services 
as  warrant  agents:  and 

The  Commission  finding  with  respect 
to  that  portion  of  the  application-decla- 
ration, as  amended,  pertaining  to  the 


Issue  and  sale  of  268,093  shares  of  Com- 
mon Stock  of  Wisconsin  Electric  and 
the  application  of  Wisconsin  Electric  for 
permission  to  buy  and  sell  on  the  New 
York  Stock  Exchange  shares  of  its  Com- 
mon Stock  and  Rights  to  Subscribe  in 
order  to  stabilize  the  price  of  said  Stock, 
that  the  applicable  requirements  of  the 
Act  are  satisfied,  and  deeming  it  appro- 
priate In  the  public  interest  and  in  the 
interest  of  investors  and  consumers  that 
the  application-declaration,  as  amended, 
with  respect  thereto,  be  granted  and  per. 
mitted  to  become  effective  forthwith; 
and 

The  Commission  having  examined  the 
amendment  herein  dated  March  22,  1949. 
and  having  considered  the  record  herein 
and  finding  no  ba.sis  for  imposing  terms 
and  conditions  with  respect  to  the  price 
to  be  received  for  the  New  Bonds,  the 
redemption  prices  thereof,  the  interest 
rate  thereon  and  the  underwriter's 
spread:  and 

The  Commission  having  examined  the 
estimates  of  the  proposed  fees  and  ex- 
penses Incurred  and  to  be  incurred  In 
connection  with  the  proposed  trans- 
actions and  it  appearing  that  the  pro- 
posed fees  and  expenses  are  not  un- 
reasonable and  that  jurisdiction  with  re- 
spect thereto  should  be  released : 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
application  -  declaration,  as  amended, 
pertaining  to  the  issue  and  sale  of 
266,093  shares  of  Common  Stock  of  Wis- 
consin Electric  and  the  application  "of 
Wisconsin  Electric  for  permission  to  buy 
and  sell  on  the  New  York  Stock  Ex- 
change, shares  of  its  Common  Stock  and 
Rights  to  Subscribe  in  order  to  stabilize 
the  price  of  said  Stock  be,  and  the  same 
is,  granted  and  permitted  to  become  ef- 
fective forthwith. 

It  is  further  ordered.  That  jurisdiction 
heretofore  reserved  in  connection  with 
the  sale  of  the  New  Bonds  to  consider 
the  re.sults  of  the  competitive  bidding,  be, 
and  the  same  hereby  Is.  released,  and 
that  said  application-declaration,  as 
further  amended,  with  respect  to  the 
issue  and  .sale  of  New  Bonds,  be^and  the 
same  hereby  is.  granted  and  permitted 
to  become  effective  forthwith,  subject  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24. 

It  is  further  ordered.  That  jurisdiction 
heretofore  reserved  over  the  fees  and  ex- 
penses incurred  or  to  be  incurred  in  con- 
nection with  the  proposed  transactions 
be.  and  the  same  hereby  is,  released. 

By  th(;  Commission. 

I  SEAL]  Orval  L.  Dubois, 

Secretary. 

|F.    R.   Doc.   49-2281:    Filed.    Mar.   28,    1949; 
8:47  a.  m.l 
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[Vesting  Order  12927] 
MiTSuzo  Matsuo 

In  re:  Rights  of  Mitsuzo  Matsuo  imder 
Insurance  contract.  File  No.  I>-39-1976- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mitsuzo  Matsuo,  whose  last 
known  address  Is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  15  269  337,  issued 
by  the  New  York  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Mitsuzo 
Matsuo,  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  oountry 
(Japan) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
.    Director,  Office  of  Alien  Property. 

IP    R    Doc.   49-2266;    Filed.   Mar.   25,    1949; 
8:50  a,  m.) 


[Vesting  Order  12943 1 
Heinrich  Hattptmann 

In  re:  Bonds  owned  by  Heinrich 
Hauptmann.    F-63-2290-A-1, 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Heinrich  Hauptmann,  whose 
last  known  address  is  Oerichtsreferendar 
a/D.  Sebastlansstrasse  180.  Bonn,  Ger- 
many, Is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany)  j 


2.  That  the  property  described  as  fol- 
lows: Those  certain  bonds  described  la 
Exhibit  A,  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  and  presently 
In  the  custody  of  The  National  City  Bank 
of  New  York,  55  Wall  Street,  New  York. 
New  York,  In  an  account  entitled  Banque 
Populalre  Suisse,  also  known  as 
Schweizerlsche  Volksbank.  Banca  Popu- 
lare  Svlzzera,  Berne,  Switzerland,  to- 
gether with  any  and  all  rights  there- 
under and  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  an  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by. 
Heinrich  Hauptmann,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 


Executed   at  Washington.   D. 
March  11,  1949. 

For  the  Attorney  General. 


C,  on 


[  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 


KXHIRIT  A 


Description  of  isiue 

Face 
value 

1  $1,000 

Certifi- 
cate Xos. 

Republic  of  Chile  (6%)  due  Apr, 
1.  lyft). 

1        1.390 

46M 

74<).'i 

WV,7 

]         «ft3S 

242ril 

372<'.fi 

37:j7« 

[F.   R,   Doc.   49-2268;    Filed, 
8:50  a.  m] 

Mar,   25,    1949; 

[Vesting  Order  129481 
Manfred  and  Kaethe  Mittwoch 

In  re:  Stock  owned  by  and  debt  owing 
to  the  personal  representatives,  heirs, 
next  of  kin,  legatees  and  distributees  of 
Manfred  Mittwoch,  also  known  as  Man- 
fred Siegbert  Mittwoch,  deceased,  and  of 
Kaethe  Mittwoch,  also  known  as  Kaethe 
Treuherz  Mittwoch,  deceased.  F-28- 
27432-A-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 


utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found : 

1,  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Manfred  Mittwoch,  also  known 
as  Manfred  Siegbert  Mittwoch,  deceased, 
and  of  Mrs.  Kaethe  Mittwoch,  also 
known  as  Kaethe  Treuherz  Mittwoch, 
deceased,  who  there  Is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2,  That  the  property  described  as  fol- 
lows: 

a.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A,  attached  hereto 
and  by  reference  made  a  part  hereof, 
registered  In  the  name  of  Bear,  Stearns 
&  Co.,  and  presently  In  the  custody  of 
Bear,  Stearns  &  Co.,  1  Wall  Street,  New 
York  5,  New  York,  In  an  account  for 
Manfred  and/or  Kaethe  Mittwoch,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  Bear,  Stearns  &  Co,,  1  Wall  Street, 
New  York  5,  New  York,  arising  out  of  a 
Joint  account  entitled  "Manfred  and/or 
Kaethe  Mittwoch,  Jt.,  a/c".  maintained 
with  the  aforesaid  company,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Manfred 
Mittwoch,  also  known  as  Manfred  Sieg- 
bert Mittwoch,  deceased,  and  of  Kaethe 
Mittwoch,  also  known  as  Kaethe  Treu- 
herz Mittwoch,  deceased,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany), 

and  it  Is  hereby  determined: 

3,  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  distributees  of  Manfred  Mitt- 
woch, also  known  as  Manfred  Siegbert 
Mittwoch,  deceased,  and  of  Kaethe  Mitt- 
woch, also  known  as  Kaethe  Treuherz 
Mittwoch,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  States  requires 
that  such  per.sons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 
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Exhibit  A 


Name  and  address  of  Issuing  corporation 


Anaconda  Copper  Mining  Co.,  28  Broadway, 

New  York  4,  N.  Y. 
Bethlehem  Steel  Corp.,  M  Broadway,  New  York, 

4,  N.  y. 


Btate  of  Incor- 
poration 


Montana.. 
Delaware. 


do 

New  York.. 
Delaware... 
Pennsylvania. 


Oeneral  Motors  Corp.,  3044  West  Grand  Blvd., 

Detroit,  Mich. 
Kennecolt  Copper  Corp.,  120  Broadway,  New 

York  5,  N.  Y. 
Nntlonal  Dairy  Products  Corp.,  230  Park  Ave., 

New  York  17,  N.  Y. 
The  Pennsylvania  R.  R.  Co.,  380  7th  Ave.,  New 

York,  N.  Y. 

Phillips  Petroleum  Co.,  80  Broadway,  New  York  !  Delaware 

^.  N.  Y.  I  „      . 

Eepublic  Steel  Corp.,  Republic  Bldg.,  Cleveland, 

Ohio.  ^     ^, 

Shell  Cnlon  Oil  Corp.,  M  West  80th  St.,  New 

York  20,  N.  Y. 
Tide  Water  Associated  OU  Co.,  17  Battery  PI.. 

New  York  4,  N.  Y. 
Unlte<l  Slates  Steel  Corp.,  71  Broadway,  New 

York,  N.  Y. 


Par 

value 


$60 


No  par 


Type 


Common. 


Common. 


New  Jersey. 


Delaware . . . 
New  Jersey. 


$80 
>K)par 


$15 


Common.. 
....do.... 


Common. 


Num- 
ber of 
shares 


100 

40 

30 

20 

100 

70 

80 

28 
10 
28 

20 

10 

10 

100 

100 

fi 

28 


Certificate  No. 


C29418 

L36e289 

L 1 72539 

L32(l«7,'5 

D5:7-896 

0482311 

C06e5»72 

N87141S 

N837319 

N892882 

0427495 

NYC0328874 

NYCa«8S75 

NY9827i 

NC23580 

P143182 
P40479 


[P.  R.  Doc.  49-2369;  PUed,  Mar.  29.  1949;  8:51  a.  m.l 


[Return  Order  274] 
Alfred  Thorsings  Musiktorlao 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  Is  incor- 
porated by  reference  herein  and  filed 
herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
lor  taxes  and  conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  PublUhed.  and  Property 

Alfred  Thorsings  Musikforlag,  Copen- 
hagen, Denmark,  January  28,  1949  (14  F.  R. 
403) ;  property  to  the  extent  owned  by  claim- 
ant immediately  prior  to  the  vesting  thereof, 
described  In  Vesting  Order  No.  4033  (9  F.  R. 
13269.  November  8.  1944)  relating  to  certain 
copyrights  identified  by  assignments  dated 
November  6.  1936  and  December  2.  1938  In 
the  United  States  Copyright  OfBce  (listed  In 
Exhibit  A  of  said  vestldg  order).  Including 
royalties  pertaining  thereto  In  the  amount 
oX  1690.93. 

Appropriate  documents  and  papers 
effectuating  this  order  wUl  Issue. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

[SEALl  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IP.   B.   Doc.   49-2271:    Filed,   Mar.   25,    1949; 
8:51  a.  m.l 


I  Vesting  Order  12957) 
SYLBI  &  PONDORF,  A.  O.,  ET  AL. 

In  re:  Stock  owned  by  Sylbe  &  Pon- 
dorf,  A.  G.,  and  others.  D-2a-1038:  D-1, 
F-28-4284;  D-1,  F-28-5665;  D-1,  P-2&- 
7213;  D-1.  P-28-24153:  D-1,  P-28-24154- 
D-1,  F-28-24155-I>-l,  F-28-4503;  D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 


ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Sylbe  b  Pondorf,  A.  G.,  Felix 
Tonnar,  G.  m.  b.  H.,  Leo  Sistig  Maschln- 
enfabrik,  Mertens  b  Frowein,  G.  m.  b.  H., 
Dampfkesselfabrik  Uebigau.  G.  m.  b.  H., 
and  Zabel  b  Co.,  the  last  known  addresses 
of  which  are  Germany,  are  corporations, 
partnerships,  associations  or  other  busi- 
ness organizations,  organized  under  the 
laws  of  Germany,  and  which  have  or, 
since  the  effective  date  of  Executive  Or- 
der No.  8389,  as  amended,  have  had  their 
principal  places  of  business  In  Germany 
and  are  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  Ernst  August  Fliegel,  whose 
last  known  address  Is  Sorau,  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ;  ' 

3.  That  the  property  described  as  fol- 
lows: Four  hundred  and  two  (402  •  shares 
of  $100.00  par  value  4 ''2%  cumulative 
preferred  capital  stock  of  J.  J.  Krehblel 
Company,  Inc.,  381  Fourth  Avenue,  New 
York  16,  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  New 
York,  evidenced  by  the  certificates  listed 
below,  registered  In  the  names  of  the  per- 
sons listed  below  in  the  amounts  appear- 
ing opposite  each  name  as  follows: 


nationals  of  a  designated  enemy  country 

(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2270;    Filed,   Mar.  28.    1949; 
8:61  a.  m.) 


Regl-'stered  owner 

Certifi- 
cate No. 

.Number 
of  shares 

Pvlbc  A  Pondorf  A.  O  

10 

11 

14 

Fplii  Tonnar  GmbH      ...... 

is'. 

Felix  Tonnar  O,  m.  b.  H 

I.eo  i-i^tiif  Maschlncnfabrlk 

10(> 

Mertens  A  Frowein  ().  m.  b.  11 

bampfkesseUabrik   Uabigau, 

(».  m.  b.  H 

J^abel  A  Co             

4a 

2 
2 

Si 

together  with  all  declared  and  unpaid 
dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 


[Vesting  Order  12941) 


JINTARO   FUJn    ET   AL. 

In  re :  Cash  owned  by  Jintaro  Fujii  and 
others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Jintaro  Fujli,  whose  last 
known  address  Is  30  NigashI  Kata  Machl. 
Kongo  Ku,  Tokyo,  Japan,  and  Shigeru 
Yokoyama,  whose  last  known  address  Is 
9  HikawamachI,  Akasaka,  Tokyo,  Japan, 
are  residents  of  Japan  and  nationals  of 
a  designated  enemy  country  (Japan) ; 

2.  That  Maruzen  Company,  Ltd.,  the 
last  known  address  of  which  is  P.  O. 
Box  605,  Tokyo  Central,  6  Tori-Nichome, 
Nihonbashl,  Tokyo.  Japan,  and  that  The 
Isseido,  the  last  known  address  of  which 
is  7  Kimbocho  1.  Kanda.  Tokyo.  Japan, 
are  corporations,  partnerships,  as.socia- 
tions  or  other  business  organizations,  or- 
ganized imder  the  laws  of  Japan,  and 
which  have  or,  since  the  effective  date 
of  Executive  Order  8389,  as  amended, 
have  had  their  principal  places  of  busi- 
ness in  Japan,  and  are  nationals  of  a 
designated  enemy  country  (Japan); 

3.  That  F.  A.  Brockhaus,  whose  last 
known  address  is  Leipzig,  Germany:  that 
Otto  Harrassowitz,  whose  last  known  ad- 
dress is  Querstrasse  14,  Leipzig,  CI,  Ger- 
many; and  that  Karl  W.  HIersemann, 
whose  last  known  address  Is  Konigstrasse 
29,  Leipzig,  Germany,  are  residents  of 
Germany,  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

4.  That  Ballln  b  Rabe,  the  last  known 
address  of  which  is  Adolph  Hitler  Ring 
14,  Halle/Salle,  Germany,  and  that  Fock. 
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Buchhandlung  Gu.star  G.  m.  b.  H.,  the 
last  known  address  of  which  Is  Stern- 
wartenstrasse  8,  Leipzig,  C-1,  Germany, 
are  corporations,  partnerships,  associa- 
tions or  other  business  organizations,  or- 
ganized under  the  laws  of  Germany,  and 
which  have  or,  since  the  effective  date 
of  Executive  Order  8389,  as  amended, 
have  had  their  principal  places  of  busi- 
ness in  Germany  and  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

5.  That  the  property  described  as  fol- 
lows: Cash  in  the  aggregate  amount  of 
$1,904.28.  presently  on  deposit  with  the 
Treasurer  of  the  United  States,  in  a 
special  deposit  account  entitled  "Secre- 
tary of  the  Tr:asury,  Proceeds  of  With- 
held Foreign  Checks."  held  in  the  name 
of  the  persons  and  in  the  amounts  set 
forth  opposite  each  name  listed  below: 

Name:  Amount 

Jintaro  Fujll $498.17 

Shigeru    Yokoyama 969.25 

Maruzen  Company,  Ltd 108.22 

The    Isseido 328  64 

and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverble  to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Jin- 
taro Fujii,  Maruzen  Company,  Ltd.,  The 
Isseido  and  Shigeru  Yokoyama,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  < Japan) ; 

6.  That  the  property  described  as  fol- 
lows: Cash  in  the  aggregate  amount  of 
$4,540.16.  presently  on  depo.sit  with  the 
Treasurer  of  the  United  States,  in  a  spe- 
cial deposit  account  entitled  "Secretary 
of  the  Treasury,  Proceeds  of  Withheld 
Foreign  Checks",  held  in  the  name  of  the 
persons  and  in  the  amounts  set  forth 
opposite  each  name  listed  below : 

Name:  Amount 

F.  A  Brockhaus $2.  586.  45 

Otto   Harrassowitz 840.83 

Karl  W.  Hiersemann 917  88 

Ballln  &  Rabe '---  92  57 

Fock.  Buchhandlung  Gustaf  G. 

m.  b.H -  102.43 

and  any  and  all  riRhts  to  demand,  en- 
force, and  collect  the  same, 

i.s  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  F.  A.  Brockhaus. 
Otto  Harrassowitz.  Karl  W.  Hiersemann, 
R.allin  &  Rabe.  and  Fock.  Buchhandlung 
Gu.star  G.  m.  b.  H..  the  aforesaid  nation- 
als of  a  designated  enemy  country  (Ger- 
many) ; 

and  it  is  hereby  determined: 

7.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraphs  1,  2,  3,  and 
4  hereof  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons named  in  subparagraphs  1  and  2 
hereof  be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Japan),  and  that 
the  persons  named  in  subparagraphs  3 
and  4  hereof  be  treated  as  nationals  of  a 
de.sipnated  enemy  country  (Germany ' . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
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sultation  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  othen^'ise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  .section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-2306;    Plied,    Mar.    28,    1949; 
8:50  a.  m.l 


(Vesting  Order   129601 
Adline  Von  Campenhausen 

In  re:  Debts  owing  to  Adline  Von 
Campenhausen  also  known  as  Baronese 
Adline  Von  Campenhausen.  F-28-29488- 
D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Adline  Von  Campenhausen 
also  known  as  Baronese  Adline  Von 
Campenhausen,  whose  la.st  known  ad- 
dress is  Wehrda-Huenfeld  Hessen,  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  evidenced 
by  two  (2)  Cities  Service  Company  5% 
Gold  Debenture  Bearer  Bonds,  of  $1,000 
face  value  each,  bearing  the  numbers 
M  23293  and  M  23318,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  aforesaid  debt  or  other  obligation, 
together  with  any  and  all  rights  in,  to 
and  under  said  bonds,  including  particu- 
larly, but  not  limited  to,  any  and  all 
rights  of  redemption,  and, 

b.  That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  evidenced 
by  one  (1)  Cities  Service  Company  5*"^ 
Gold  Debentures  Bearer  Bond,  of  $1,000 
face  value,  bearing  the  number  M  7029, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  aforesaid  debt  or  other 
obligation,  together  with  any  and  all 
rights  in,  to  and  under  said  bond, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Adline  Von 
Campenhausen  also  known  as  Baronese 
Adline  Von  Campenhausen,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-2307;    Filed,   Mar.   28.    1949; 
8:50  a.  m.] 


(Vesting  Order   129611 
Kaztjyuki  Yamamoto 

In  re :  Stock  owned  by  Kazuyuki  Yam- 
amoto, also  known  as  Ikko  Yamamoto. 
F-39-1574-D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kazuyuki  Yamamoto,  also 
known  as  Ikko  Yamamoto,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated  en- 
emy country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Three  (3»  shares  of  $20  par  value 
common  capital  stock  of  International 
Enterprises,  Ltd.,  a  corporation  organ- 
ized under  the  laws  of  the  Territory  of 
Hawaii,  evidenced  by  certificate  number 
607,  registered  in  the  name  of  Kazuyuki 
Yamamoto,  together  with  all  declared 
and  unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  desicnated  ertemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  includiQg  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
intere.st 


JPB 
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There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.   49-2308;    Filed.   Mar.    28.    1949; 
8:50  a.  m.) 


NOTICES 

count  of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany)  ; 

All  other  provisions  of  said  Vesting 
Order  11907  and  all  actions  taken  by  or 
^  on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pursu- 
ant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed   at   Washington.   D.    C,   on 
March  24.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.    Doc.    49-2309;    Piled.    Mar.    28.    1949; 
8:50  a.  m.l 


(Vesting  Order  11907.  Arndt] 
Eberhard  Boy  et  al. 

In  re:  Trust  agreement,  dated  October 
30. 1938,  between  Eberhard  Boy.  by  Eber- 
hard Faber  acting  as  agent  and  attorney 
in  fact  for  Eberhard  Boy.  grantor,  and 
R.  D.  W.  Clapp,  trustee,  and  amendment 
thereto,  dated  July  8,  1940.  (File  F-28- 
9343  G-1 ) . 

Vesting  Order  11907.  dated  August  30, 
1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  subparagraph  2  of  said 
Vesting  Order  11907  and  substituting 
therefor  the  following: 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  that  certain  Trust  Agreement 
dated  October  30.  1938,  between  Eber- 
hard Boy,  by  Eberhard  Faber  acting  as 
agent  and  attorney  in  fact  for  Eberhard 
Boy,  Grantor,  and  R.  D.  W.  Clapp,  trus- 
tee, and  amendment  thereto  dated  July 
8,  1940,  presently  being  administered  by 
said  R.  D.  W.  Clapp.  trustee,  1700  North 
Cascade  Avenue.  Colorado  Springs,  Colo- 
rado, and  in  and  to  any  property  or  the 
proceeds  thereof  or  the  income  there- 
from held  by  said  R.  D.  W.  Clapp  in  any 
capacity  under  and  by  virtue  of  the 
aforesaid  trust  agreement,  as  amended, 
is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 


[Vesting  Order  12107.  Amdt.) 
Bankgeschaft  Berger  &  Co. 

In  re:  Securities  owned  by  Bankge- 
schaft Berger  &  Co..  also  known  as 
Bankgeschaft  Berger  Company. 

Vesting  Order  12107.  dated  September 
30.  1948.  is  hereby  amended  as  follows 
and  not  otherwise: 

1.  By  deleting  subparagraph  2-f  of 
said  Vesting  Order  12107  and  substitut- 
ing therefor  the  following: 

f.  Two  (2)  certificates  of  deposit,  each 
for  a  $1,000.00  face  value  Consolidated 
Series  A  4 '-2%  Bond  of  St.  Louis-San 
Francisco  Railroad  Company,  said  cer- 
tificates of  deposit  bearing  the  numbers 
AM  15970  and  AM  15971,  issued  in  bearer 
form,  and  presently  In  the  custody  of 
The  Chase  National  Bank  of  the  City 
of  New  York.  18  Pine  Street,  New  York. 
New  York,  in  an  account  numbered 
F86033.  entitled  Bankgeschaft  Berger 
Company.  Berlin,  Germany,  Customers 
Account  for  Custody,  together  with  any 
and  all  rights  thereunder  and  thereto, 

2.  By  deleting  from  subparagraphs 
2-g  and  2-h  of  said  Vesting  Order  12107 
the  figures  "43.50".  and  substituting 
therefor  the  figures  "$35.00". 

3.  By  deleting  from  subparagraphs  2-i 
and  2-j  of  said  Vesting  Order  12107  the 
figures  "$35.00",  and  substituting  there- 
for the  figures  "$3.50". 

All  other  provisions  of  said  Vesting 
Order  12107  and  all  actions  taken  by  or 


on  behalf  of  the  Attorney  General  of 
the  United  States  In  reliance  thereon, 
pursuant  thereto  and  under  the  author- 
ity thereof  are  hereby  ratified  and  con- 
firmed. 

Executed   at  Washington,   D.   C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistajit  Attorney  General, 
Director,  Offiice  of  Alien  Property. 

[F.   R.   Doc.   49-2310;    Filed,    Mar.    28,    1949; 
8:51   a.  m.l 
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[Vesting  Order  12229,  Amdt.] 
M.  Elked 

In  re:  Bank  accounts,  bonds,  stock, 
fractional  scrip  certificate  and  certificate 
of  deposit  owned  by  M.  Elked,  also  known 
as  Mitsu  Fukutanl  Elked,  Marie  Mar- 
garete  Elked  and  as  Fukutanl  Mitsu. 

Vesting  Order  12229  dated  October  20, 
1948  is  hereby  amended  as  follows  and 
not  otherwise: 

1.  By  deleting  from  Exhibit  A  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  12229  the  cer- 
tificate number  9706  set  forth  with  re- 
spect to  Kingdom  of  Yugoslavia  5% 
bonds  and  substituting  therefor  certifi- 
cate number  9607,  and 

2.  By  deleting  from  Exhibit  B  attached 
to  and  by  reference  made  a  part  of  the 
aforesaid  Vesting  Order  12229  the  cer- 
tificate number  TNYC068978  set  forth 
with  respect  to  common  stock  of  General 
Mills,  Inc..  200  Chamber  of  Commerce 
Building,  Minneapolis  15.  Minnesota  and 
substituting  therefor  certificate  number 
NYC073114. 

All  other  provisions  of  said  Vesting 
Order  12229  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.    49-2311;    Filed,   Mar.    28,    1949; 
8:51  a.  m.l 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2832 

Pan  American  Day,  1949 

by  the  president  of  the  ttnited  states 

of  america 

a  proclamation 

WHEREAS  Pan  American  Day  has 
been  observed  annually  by  the  American 
repubUcs  since  1931  as  a  symbol  of  their 
voluntary  union  in  one  community:  and 

WHEREAS  the  establishment  of  the 
Organization  of  American  States  in  the 
past  year  was  a  notable  step  in  strength- 
ening the  order  of  peace  and  justice 
which  exists  among  the  American  repub- 
lics, and  in  furthering  their  economic, 
social,  and  cultural  development;  and 

WHEREAS  the  Inter-American  Treaty 
of  Reciprocal  A.s.sistance.  which  was 
signed  on  September  2,  1947.  and  which 
entered  into  force  in  December  1948,  has 
further  fortified  the  solidarity  of  the 
American  republics;  and 

WHEREAS  the  Pan  American  Union, 
founded  fifty-nine  years  ago.  has  now 
been  assigned  new  and  important  re- 
sponsibilities as  the  General  Secretariat 
of  the  Organization  of  American  States: 

NOW,  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  the  United  States 
of  America,  do  hereby  proclaim  Thurs- 
day, April  14.  1949.  as  Pan  American  Day: 
and  I  call  upon  the  oflBcials  of  the  Gov- 
ernment to  display  the  flag  of  the  United 
States  on  all  public  buildings  on  that 
day. 

I  also  Invite  the  Governors  of  the  .sev- 
eral States.  Territories,  and  possessions 
of  the  United  States  and  the  appropriate 
officials  of  the  various  municipalities  and 
other  political  subdivisions  to  take  simi- 
lar action  with  respect  to  Pan  American 
Day.  And  I  call  upon  the  schools, 
churches,  organizations,  and  people  of 
the  United  States  generally  to  observe 
the  day  with  appropriate  ceremonies, 
thereby  giving  expression  to  the  cordial 
and  friendly  sentiments  which  the  Gov- 
ernment and  people  of  the  United  States 
cherish  for  the  Governments  and  peoples 
of  the  other  American  republics. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  tliis 
28lh  day  of  March  in  the  year  of  our 


Lord    nineteen    hundred    and 
[SEAL]      forty-nine,    and    of    the    Inde- 
pendence of  the  United  States 
of  America  the  one  hundred  and  seventy- 
third. 

Harry  8.  Truman 

By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

IF.   R.   Doc.   49-2420;    Filed.   Mar.   29,    1949; 
11  28  a.  m.| 


PROCLAMATION  2833 

National  Farm  Safety  Week,  1949 

BY    THE    president    OF   THE    UNITED    STATES 

OF  AMERICA 

A    PROCLAMATION 

WHEREAS  unsafe  practices  continue 
to  cau.se  needle.ss  injuries  and  death  to 
farm  people;  and 

WHEREAS  widespread  adoption  of 
safer  ways  of  working  and  living  would 
save  thousands  of  people  from  tragic  in- 
jury or  accidental  death: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  the  United 
States  of  America,  do  hereby  call  upon 
the  Nation  to  ob.'^erve  the  week  com- 
mencing July  24.  1949,  as  National  Farm 
Safety  Week,  and  I  lequest  all  organi- 
zations and  persons  interested  in  farm 
life  and  welfare  to  join  in  a  continuing 
drive  against  practices  which  endanger 
farm  people  in  their  homes,  in  the  fields, 
and  on  the  highways.  I  also  urge  each 
member  of  every  farm  family  to  study 
the  hazards  associated  with  rural  life 
with  a  view  to  performing  all  tasks  in 
the  safest  manner  possible  every  day 
throughout  the  yrar. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto set  my  hand  and  caiised  the  seal 
of  the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 

28th  day  of  March  in  the  year  of  our  Lord 

nineteen    hundred    and    forty- 

[SEALl     nine,  and  of  the  Independence  of 

the  United  States  of  America  the 

one  hundred  and  seventy-third. 

Harry  S.  Truman 
By  the  President: 
Dean  Acheson. 

Secretary  of  State. 

(F.    R.   Doc.   49-2419;    Piled,    Mar.    20,    10<9, 
11:28  a.  m. J 
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REGULATIONS 
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cation of  Federal  administrative 
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Title  6  ($3.00). 

The**  books  may  b«  oblainod  from  the 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchopter  C — loan*.  Purchase*,  and  Other 
Operation* 

(1948   C.   C.   C.   Wheat   Bulletin    1,   Supp.   2, 
Amdt.  3 1 

Part  671— Wheat 

subp.\rt — 1948  wheat  loan  program 

A  statement  in  the  Federal  Register 
of  December  23,  1948  (13  F.  R.  8248  >,  has 
redesignated  Part  251,  Wheat  Loan  and 
Piu-chase  Agreements  in  Chapter  II  of 
Title  6  of  the  Code  of  Federal  Regula- 
tions, published  in  13  P.  R.  3272.  3989. 
3992.  4587.  4911  and  5524.  governing  the 
making  of  loans  on  wheat  produced  in 
1948.  as  Part  671,  Wheat,  Subpart— 1948 
Wheat  Loan  Program,  in  Chapter  IV  of 
said  code.  Sections  251.201  to  251227 
have  been  redesignated  as  §  J  671.1  to 
67127. 

Under  the  schedule  of  rates  in  §  671  27. 
County  rates,  discounts,  and  premiums. 
(formerly  §251.227)  the  rate  for  Slope 
County,  North  Dakota,  is  changed  from 
$1.94  to  $1.96. 

Issued  this  24th  day  of  March  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

March  21.  1949. 

Approved:  March  24.  1949. 

P.  K.  WOOLLEV. 

Vice  President, 
Commodity  Credit  Corporation. 

(P.    R.    Doc.    49-2332;    Filed,    Mar.   29,    1949; 
8:46  a.  m.) 

TITLE  7— AGRICULTURE 

Chapter  VIII — Production  and  Mar- 
ie e  t  i  n  g  Administration  (Sugar 
Branch) 

Editorial  Note  :  Chapter  VIII  has  been 
divided  into  subchapters,  as  follows: 

Subchapter  A — Practice  and  Procedure, 
consisting  of  Parts  801  and  802 

Subchapter  B — Sugar  Requirements  and 
Quotas.  consUtlng  of  Parts  811  to  819 

Subchapter  C — Determination  of  Processor- 
Producer,  consisting  of  Part  821 

Subchapter  D — Determination  of  Farms, 
consisting  of  ParU  822  to  828 

Subchapter  E — Determination  of  Sugar 
Commercially  Recoverable,  consisting  of  Parts 
831  to  838 

Subchapter  F — Determination  of  Normal 
Yields  and  Eligibility  for  Abandonment  and 
Crop  Deficiency  Payments,  consisting  of  Parts 
841  to  848 

Subchapter  C3 — Determination  of  Propor- 
tionate Shares,  consisting  of  Part*  850  and 
857 


Wednesday,  March  30,  1949 

Subchapter  H — Determination  of  Wage 
Rates,  consisting  of  Parts  861  to  865 

Subchapter  I— Determination  of  Prices, 
consisting  of  ParU  871  to  874 


Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

determination  relative  to  BUDGET  OF 
EXPENSES  AND  FIXING  OF  RATE  OF  AS- 
SESSMENT FOR  1948-4  9  FISCAL  YEAR 

On  December  23.  1948  <13  P.  R.  8597>. 
the  Secretary  of  Agriculture  approved 
the  rate  of  asse.ssment  for  the  1948-49 
fiscal  year  under  Order  No.  66  <7  CFR, 
Cum.  Supp..  Part  966*.  regulating  the 
handling  of  oranges  grown  in  the  State 
of  California  or  in  the  State  of  Arizona. 
Such  approval  was  given  after  con.^id- 
eration  of  all  relevant  matters  presented. 
One  of  the  factors  considered  as  a  basis 
for  the  approved  rate  of  as.sessment  was 
that  interstate  shipments  of  oranges  for 
the  1948-49  fiscal  year  would,  according 
to  the  estimate  of  the  Orange  Adminis- 
trative Committee  (established  pursuant 
to  the  marketing  oider»,  aggregate  61,- 
799  carloads  calculated  at  the  rate  of 
462  packed  boxes  per  carload.  It  has 
become  necessary,  since  that  time,  to 
revise  such  estimate  to  43,245  carloads 
due  to  the  heavy  loss  of  oranges  during 
the  freeze  in  early  January. 

Order  66  provides.  In  S  966.5  thereof, 
that  at  any  time  during  or  after  a  fiscal 
year  the  Secretary  may  Increase  the 
rate  of  assessment  in  order  to  secure 
sufflcient  funds  to  cover  any  later  find- 
ing by  the  Secretary  relative  to  the  ex- 
penses of  the  aforesaid  committee;  and 
.'iuch  Increase  shall  be  applicable  to  all 
oranges  handled  during  the  fiscal  year. 

Pursuant  to  the  provisions  of  such  or- 
der and  on  the  basis  of  available  in- 
formation, it  is  hereby  found  that  the 
necessary  expen.ses  to  be  incurred  by  the 
Orange  Administrative  Committee  for  its 
maintenance  and  functioning  during  the 
fiscal  year  beginning  on  November  1. 
1948,  and  ending  on  October  31.  1949, 
both  dates  inclusive,  will  amount  to 
$199,791  90. 

It  is.  therefore,  ordered.  That  the  pro- 
visions in  paragraph  'a'  of  iS  966.203 
Budget  of  expenses  and  rate  of  assa^s- 
ment  for  the  1948-49  fiscal  yeor  (13  P.  R. 
8597)  be.  and  the  same  are  hereby, 
amended  to  read  as  follows: 

(a>  The  expenses  neces.sary  to  be  in- 
curred by  the  Orange  Administrative 
Committee,  established  pursuant  to  the 
provisions  of  the  aforesaid  order,  for  the 
maintenance  and  functioning  during  the 
fiscal  year  beginning  on  November  1, 
1948,  and  ending  on  October  31,  1949, 
both  dates  inclu.sive.  of  such  committee 
will  amount  to  $199,791.90,  and  the  rate 
of  asses.«;ment  to  be  paid,  in  accordance 
with  the  aforesaid  order,  by  each  handler 
who  first  handles  organges  .shall  be  one 
cont  ($0.01)  per  packed  box  of  oranges, 
or  an  equivalent  quantity  of  oranges. 
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handled  by  him  as  the  first  handler 
thereof  during  said  fiscal  year;  and  such 
rate  of  a.<;sessment  is  hereby  approved  as 
each  such  handlers  pro  rata  share  of  the 
aforesaid  expenses. 

It  Ls  hereby  further  found  that  it  is 
impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
amendment  until  30  days  after  publica- 
tion thereof  in  the  Federal  Register  i60 
Stat.  237;  5  U.  S.  C.  1001  et  seq.)  in  that 
the  extent  of  the  damage  to  oranges  by 
freezing  has  just  been  a.scertained  and; 
(a>  The  rate  of  a.si<e.ssment  is  applicable, 
pursuant  to  the  order,  to  all  oranges 
handled  during  the  fiscal  year  beginning 
on  November  1,  1948,  and  ending  on  Oc- 
tober 31,  1949.  both  dates  inclusive;  <b) 
the  expenses  Of  operating  this  regulatory 
program  since  November  1,  1948,  have 
been  paid,  in  accordance  with  the  ap- 
plicable provisions  of  the  order,  with 
funds  representing  assessments  collected 
on  the  ba.sis  of  the  rate  of  assessment 
approved  on  December  23,  1948  (13  F.  R. 
8597) ;  »c)  a  substantial  operating  deficit 
now  exists  which  must  be  liquidated  at 
the  earliest  possible  date  so  that  current 
operations  may  be  carried  on  satisfac- 
torily; (d)  sufficient  funds  also  must  be 
provided,  as  soon  as  possible,  to  cover  all 
current  expenses  and  assure  a  reserve 
for  contingencies;  (e)  inasmuch  as  the 
heaviest  orange  shipments  for  the  sea- 
son occur  in  the  spring  and  summer 
months  and  a.sses.sments  are  much  easier 
to  collect  at  the  time  of  shipment  than 
at  some  future  date,  it  is  essential  that 
the  specification  of  the  amended  assess- 
ment rate  be  issued  immediately,  effec- 
tive upon  publication  in  the  Federal 
Register,  in  order  for  the  amended  regu- 
latory a.ssessments  to  be  collected  so  as 
to  enable  the  Orange  Administrative 
Committee  to  perform  its  duties  and 
functions  under  the  aforesaid  order;  and 
(f)  no  additional  time  is  needed,  by  the 
persons  affected  hereby,  to  prepare  for 
such  effective  date. 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.;  7  CPR,  Cum.  Supp.,  Part  966) 

Done  at  Wa.shington.  D.  C.  this  25th 
day  of  March  1949. 

(seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

[F.    R.    Doc.   49-2333;    Filed,    Mar.   29,    1949; 
6:46  a.  m  I 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  II — OflRce  of  Alien  Property, 
Deportment  of  Justice 

Part  510 — Reports 

Part  511 — Blocked  Assets:  Regulations 
Issued  Originally  by  the  Treasury 
Department 

Editorial  Note:  The  following  sec- 
tions have  been  excluded  from  the  Code 
of  Federal  Regulations,  1949  Edition: 
§§  510.11.  510.65,  511.172.  511.188,  511  194, 
511.195.  511.209  511.219.  511.304c,  511.305, 
511.305b,  511.323. 
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TITLE  14— -CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

I  Civil  Air  Regs.,  Interpretation  1| 

Part  41 — Certification  and  Operation 
Rules  for  Scheduled  Air  Carrier 
Operations  Outside  Continental  Lim- 
its OF  the  United  States 

additional   crew   complement   require- 
ments; FLIGHT  RADIO  OPERATORS 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C,  on  the 
23d  day  of  March  1949. 

The  following  interpretation  of  Part 
41  of  the  Civil  Air  Regulations  is  being 
promulgated  pur.suant  to  section  205  (a) 
of  the  Civil  Aeronautics  Act.  It  is  adopt- 
ed as  part  of  the  regulations.  Its  pur- 
pose is  to  assist  the  Administrator,  the 
air  carriers,  and  the  airmen  affected  in 
determining  the  effect  of  Civil  Air  Regu- 
lations Amendment  41-1,  dated  October 
5,  1948,  on  the  number  of  flight  radio 
operators  required  for  certain  types  of 
'operations. 

Since  this  is  an  interpretation  of  the 
regulations,  notice  and  public  procedure 
are  unnece.ssary,  and  it  may  be  made 
effective  without  prior  notice. 

In  consideration  of  the  foregoing,  the 
Civil  Aeionautics  Board  hereby  issues  the 
following  interpretation  of  the  require- 
ments of  Part  41: 

minimum  crew  complement;  flight  RADIO 
OPERATORS 

We  have  been  asked  for  an  interpreta- 
tion of  the  effect  of  Civil  Air  Regulations 
Amendment  41-1,  dated  October  5,  1948, 
on  the  minimum  number  of  flight  radio 
operators  required  on  a  scheduled  flight 
of  over  12  hours  from  airport  to  airport, 
where  radiotelepraphy  is  neces.sary  for 
communication  with  ground  stations  over 
a  route  segment  of  the  flight  which  is  less 
than  12  hours  in  length. 

Section  41.312  of  the  Civil  Air  Regula- 
tions provide  that,  "when  one  flight 
radio  operator  is  required  the  flight-time 
limitations  prescribed  in  §  41.3041  apply. 
When  two  or  more  flight  radio  operators 
are  required,  the  fiifJht-time  limitations 
of  §  41.3042  apply."  Section  41.3041 
states  that  where  a  crew  consists  of  two 
pilots  and  an  additional  flight  crew  mem- 
ber, a  'pilot  may  not  be  scheduled  to  fly 
more  than  12  hours  during  any  24  consec- 
utive hour.<;."  Since  aircraft  with  which 
the  regulation  is  concerned  require  two 
pilots  at  the  controls  at  practically  all 
times,  the  phrase  "scheduled  to  fly"  as 
used  in  this  section  does  not  necessitate 
precise  definition  with  respect  to  the 
flight  time  of  pilots  since  they  are  on  duty 
throughout  the  flight.  However,  the  ex- 
pression is  ambiguous  when  applied  to 
radio  operators  whose  duty  watcli.  from 
a  safety  standpoint,  need  not  in  all  in- 
stances be  continuoas  from  airport  to 
airport  while  the  aircraft  is  in  the  air. 
As  applied  to  such  airmen  the  term  "to 
fly"  when  used  as  part  of  the  phra.se 
"scheduled  to  fly, '  may  be  interpreted  in 
two  po5;sibIe  way.« — it  may  mean  the  en- 
tire time  the  aircraft  is  in  the  air,  or  it 
may  mean  the  time  the  radio  operator 
is  on  flight  duty  on  the  aircraft. 
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In  dealing  with  this  problem  it  is  nec- 
essary to  bear  in  mind  that  the  Board's 
PKJwer  over  maximum  hours  of  service 
of  airmen  derives  from  section  601  fa> 
of  the  Civil  Aeronautics  Act  and  relates 
solely  to  promoting  safety  of  flight  In  air 
commerce.  It  is  evident  that  the  Board 
does  not  consider  that  an  airman's  being 
in  the  air  for  more  than  12  hours  creates 
a  hazardous  condition  in  and  cf  Itself, 
for  exactly  such  a  situation  is  contem- 
plated in  §  41.3042  with  respect  to  pilots. 
In  effect,  what  is  required  by  that  sec- 
tion is  that  when  the  flight  Is  to  be  of 
more  than  12  hours'  duration,  provision 
be  made  for  a  relief  pilot  to  permit  the 
captain  and  first  officer  to  be  relieved 
from  time  to  time  of  the  strain  of  a  con- 
tinuous flight  watch.  The  same  prin- 
ciple is  applicable  to  radio  operators. 
Where  the  radio  operator's  flight  watch 
is  scheduled  for  more  than  12  hours  in 
a  given  24,  It  Is  apparent  that  a  second 
operator  must  be  carried  to  relieve  the 
first.  However,  what  is  essential  is  that 
after  12  hours  of  duty  the  radio  operator 
be  relieved,  not  that  he  be  relieved  by 
another  operator,  and  consequently,  if 
such  relief  is  afforded  by  reason  of  the 
fact  that  the  radio  operator's  services 
are  not  required  for  the  operation  of  the 
aircraft  for  more  than  12  hours,  the  same 
safety  standard  would  appear  to  have 
been  met. 

Prior  to  the  adoption  of  Amendment 
41-1  on  October  5,  1948.  which  specifi- 
cally defined  what  was  Intended  by 
"route  segment,"  it  may  not  have  been 
clear  in  all  cases  when  a  radio  operator 
was  required  to  be  on  flight  duty  under 
the  regulation.  However,  since  the 
adoption  of  §  41.99  (q>.  the  Administra- 
tor Is  permitted  to  specify  the  exact 
limits  of  a  route  segment,  which  may  be 
considerably  more  confined  than  the 
route  between  the  airports  of  take-off 
and  landing  for  the  flight.  Thus,  under 
the  regulations,  the  time  scheduled  over 
the  route  segment  or  segments  for  which 
the  Administrator  has  determined  radio 
telegraphy  is  necessary  represents  the 
minimum  on-duty  time  for  which  a  flight 
radio  operator  is  required.  If  the  air 
carrier  desires  to  maintain  a  radio  flight 
watch  beyond  the  minimum  time  thus 
prescribed  or  to  utilize  the  services  of 
the  airmen  in  some  other  certificated 
capacity  on  the  flight,  of  course,  the  time 
so  spent  must  be  included  as  part  of 
the  airman's  on-duty  fiight  time. 

Accordingly,  we  interpret  "scheduled 
to  fly"  as  used  in  §41.3041  and  as  ap- 
plied to  radio  operators  as  meaning 
"scheduled  for  flight  duty  on  the  air- 
craft." Thus,  only  one  flight  radio  op- 
erator is  required  on  a  scheduled  flight 
of  over  12  hours  from  airport  to  airport 
where  such  operator  i.^only  required  or 
as.signed  for  duty  as  an  airman  over  a 
route  segment  which  is  less  than  12  hours 
in  length. 

By  the  Civil  Aeronautics  Board. 

ISEALl  M.  C.  Mulligan, 

Secretary. 

IP.   R     Doc.    49  2355:    Filed.   Mar.   29.    1949: 
8:53  a.  m.l 


RULIS  AND  REGULATIONS 

TITLE  26— INTERNAL  REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Sulxhaptar   C — Misolloncout   ixcit*   Tax*t 
(T.  D.  56931 

Part  194 — Wholesale  and  Retail 
E>EALERs  IN  Liquors 

miscellaneous  amendments 

1.  On  October  1,  1948,  notice  of  pro- 
posed rule  making  regarding  wholesale 
and  retail  dealers  in  liquors  was  pub- 
lished in  the  Federal  Register  (13  F.  R. 
5681). 

2.  No  objections  to  the  rules  having 
been  received,  amendments  of  §  194.12 
<b)  and  §§  194.26,  194.51,  and  194.53  of 
Regulations  20,  approved  June  6,  1940 
(26  CFR,  Part  194  >,  are  hereby  adopted. 

3.  These  amendments  are  designed  to 
reflect  changes  In  procedure  and  inter- 
pretations of  the  regulations. 

§  194  12  Lawful  sales  by  retail  dealer 
in  liquors.     •     *     * 

(b)  Wholesale  sales.  Where  a  retail 
dealer  in  liquors  accepts  an  order  for 
5  wine  gallons  or  more  of  distilled  spirits 
or  wines,  a  transaction  has  been  made 
in  a  wholesale  quantity,  notwithstanding 
the  order  is  filled  and  delivery  is  made 
In  parcels  of  less  than  o  wine  gallons  and 
on  different  dates.  Except  as  provided 
in  §  194.62.  liability  to  special  tax  as  a 
wholesale  liquor  dealer  is  incurred 
where  two  or  more  orders  for  5  wine 
gallons  or  more  are  accepted  under  such 
conditions  during  a  fiscal  year,  or  where 
circumstances  surrounding  acceptance 
of  a  single  order  show  the  person  is  en- 
gaged In  busine.<«  as  a  wholesale  liquor 
dealer.  Similarly,  liability  to  special  tax 
as  a  wholesale  dealer  in  malt  liquors  Is 
incurred  by  a  retail  dealer  In  liquors 
when  he  accepts  orders  for  5  wine  gallons 
or  more  of  malt  liquors.  <Secs.  3254  and 
3791,1.  R.  C.) 

5  194.26  Sales  at  National  Military 
Establishments — (a)  Exempt  from  spe- 
cial tax.  Post  exchanges,  ship's  stores, 
ship's  service  stores  and  commissaries 
established  and  conducted  under  regu- 
lations of  a  department  of  the  National 
Military  Establishment,  and  under  the 
complete  control  of  such  department,  are 
not  subject  to  special  tax  for  the  sale  of 
liquors,  provided  sales  are  not  made  to 
the  general  public  but  are  restricted  to 
members  of  the  military  establishment 
and  their  guests. 

(b>  Subject  to  special  tax.  Special 
tax  must  be  paid  for  the  sale  of  liquors 
at  canteens,  clubs,  messes  and  similar 
places  whether  or  not  located  on  prem- 
ises of  the  National  Military  Establish- 
ment.    (Sees.  3254  and  3791.  I.  R.  C.) 

§  194.51  Missing  stamps — (a)  Lost  or 
destroyed.  If  a  special  tax  stamp  has 
been  lost  or  destroyed,  the  taxpayer 
should  immediately  notify  the  collector 
of  internal  revenue.  A  "Certificate  in 
Lieu  of  Lost  or  Destroyed  Special  Tax 
Stamp"  will  be  is.sued  to  the  taxpayer 
who  submits  an  affidavit  showing  to  the 
satisfaction  of  the  collector  that  the 
stamp  was  lost  or  destroyed.  The  cer- 
tificate must  be  posted  in  place  of  the 
stamp;  otherwi.se,  liability  for  failure  to 
post  the  stamp  will  be  incurred. 


(b>  Seized  by  State  authorities. 
Where  a  stamp  designated  "Retail  Dealer 
in  Liquors"  is  seized  by  State  authorities 
because  it  does  not  conform  to  the  deal- 
er's local  license  or  pernit  (wine,  or  wine 
and  beer),  the  collector  will,  upon  re- 
quest. Issue  a  "Certificate  in  Lieu  of  Lost 
or  Destroyed  Special  Tax  Stamp"  to 
shgw  that  the  dealer  has  paid  special 
tax  as  a  'Retail  Dealer  In  Wine"  or  "Re- 
tall  Dealer  in  Wines  and  Malt  Liquors." 
as  the  case  may  require.  However, 
where  a  special  tax  stamp  has  been 
seized  by  State  authorities  because  the 
dealer  has  operated  in  violation  of  local 
law.  a  "Certificate  in  Lieu  of  Lost  or 
Destroyed  Special  Tax  Stamp"  will  not 
be  Issued  by  the  collector.  (Sec.  3791, 
L  R.  C.) 

§  194.53  Corrections  of  errors  on 
special  tax  stamps  discovered  on  inspec- 
tion. When  an  inspector  ascertains  that 
an  error  appears  on  the  special  tax  stamp 
as  to  the  name,  ownership,  address,  etc., 
he  will  require  the  taxpayer  to  prepare 
a  new  Form  11,  designated  "Amended 
Return,"  showing  the  proper  name,  ad- 
dress, or  other  correction.  Where  a  spe- 
cial tax  stamp  is  issued  in  the  name  of 
an  individual  and  the  business  is  owned 
and  conducted  by  a  partnership  from  the 
beginning  of  the  period  of  liability  cov- 
ered by  the  stamp,  the  names  and  ad- 
dresses of  all  partners  will  be  shown  on 
the  amended  Form  11.  The  body  of  the 
amended  Form  11  must  show  the  reasons 
for  requesting  the  correction  of  the  spe- 
cial tax  stamp.  The  Inspector  should 
also  obtain  the  special  tax  stamp  from 
the  taxpayer,  giving  him  a  receipt 
therefor  on  Form  1670  (which  receipt 
shall  be  kept  on  the  dealer's  premises), 
and  forward  the  amended  Form  11.  the 
special  tax  stamp,  the  duplicate  copy  of 
the  Form  1670.  and  the  Inspection  report 
to  the  district  supervisor.  Upon  receipt 
of  the  amended  Form  11.  the  special  tax 
stamp,  etc.,  the  district  supervisor  will 
examine  the  amended  Form  11  to  deter- 
mine whether  correction  of  the  stamp  is 
in  order  and  all  necessary  data  appear  on 
the  amended  Form  11.  If  the  district 
supervisor  Is  satisfied  that  the  papers 
are  in  order,  he  will  write  or  stamp  the 
word  "approved"  followed  by  his  signa- 
ture, in  any  available  space  on  the  face 
of  the  amended  Form  11  and  on  the  in- 
sp>ection  report  and  forward  the  amended 
form  with  the  special  tax  stamp  to  the 
proper  collector  of  Internal  revenue. 
Upon  receipt  of  these  documents,  the  col- 
lector will  make  the  proper  correction  on 
the  special  tax  stamp,  amend  his  Rec- 
ord 10  accordingly,  attach  the  amended 
Form  11  to  the  original  Form  11,  and 
return  the  special  tax  stamp  to  the  tax- 
payer.    (Sec.  3791.  L  R.  C.) 

4)  This  Treasury  decision  shall  be  ef- 
fective on  the  31st  day  after  the  date  of 
its  publication  in  the  Feder.al  Register. 

<Secs.  3254.  3791.  Internal  Revenue  Code. 
26  U.S.  C.  3254.3791) 

fSEALl  Geo.  J.  Schoeneman, 

Commissioner  of  Internal  Revenue. 

Approved:  March  25,  1949. 

Thomas  J.  Lynch. 

Acting  Secretary  of  the  Treasury. 

IF.   R.   Doc.   49-2344;    Filed,   Mar.  29.    1949; 
8:50  a.  m.J 


Wednesday,  March  30,  1949 

TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

(Docket  No.  8711] 

Part  4 — Experimental  and  Auxiliary 
Broadcast  Services 

REMOTE  pickup  BROADCAST  STATIONS  LI- 
CENSED IN  ALASKA.  HAWAII,  AND  PUERTO 
RICO 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C.  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  con- 
sideration its  action  of  December  30, 
1947  in  the  above  entitled  matter  pro- 
posing to  amend  §§  4.402,  4.431.  4.436  and 
4.461  of  its  rules  and  regulations,  and 


FEDERAL   REGISTER 

It  appearing  that  it  is  necessary  and 
desirable  at  this  time  to  amend  §  4.431  of 
the  Commission's  rules  and  regulations 
In  accordance  with  the  notice  of  pro- 
posed rule  making  issued  December  30. 
1947.  duly  published  in  the  Federal  Reg- 
ister; and 

It  further  appearing  that  no  com- 
ments or  briefs  with  respect  to  this  pro- 
posed amendment  have  been  filed  by 
any  interested  per.son;  and 

It  further  appearing  that  in  view  of 
the  nature  of  the  proposed  amendment 
it  may  be  made  effective  immediately  in 
accordance  with  the  provisions  of  section 
4  of  the  Administrative  Procedure  Act; 

It  is  therefore  ordered.  Pursuant  to 
section  303  (b)  and  (r)  of  the  Communi- 
cations Act  of  1934.  as  amended,  effective 
immediately,  paragraph  <d>  be  added  to 
§  4.431  of  the  rules  and  regulations  as 
follows: 

5  4.431  Purpose  of  remote  pickup 
broadcast  stations.     •     •     • 
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(d)  Remote  pickup  broadcast  stations 
licensed  In  Alaska,  Hawaii,  and  Puerto 
Rico  may  be  used  for  any  auxiliary 
broadcast  purpose  including  Inter-city 
relay  circuits  which  may  be  operated  by 
the  licensee  for  the  purpose  of  maintain- 
ing studios  at  locations  other  than  that 
of  the  main  studio:  Provided,  however. 
That  such  stations  shall  net  be  used  for 
tran.smissions  intended  to  be  received 
by  the  public  directly. 

<Sec.  303  <r)  50  Stat.  191,  47  U.  S.  C. 
Applies  303  'b)  40  Stat.  1082;  47  U.  S.  C. 
303  (r),  303  <b)) 

Released:  March  24.  1949. 


[seal] 


Feder.\l  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


IF    R.    Doc.    49-2341:    Filed,    Mar.    29.    1959: 
8:50  a.  m.l 


PROPOSED  RULE  MAKING 


CIVIL  AERONAUTICS  BOARD 

[  14  CFR,  Parts  41,  61  1 

Temperature  Accountability  for  Take- 
off Limitations  for  Transport  Cate- 
gory Airplanes 

notice  of  proposed  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  is  hereby  given 
that  the  Bureau  will  propose  to  the  Board 
a  Special  Civil  Air  Regulation  as  herein- 
after set  forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 
Aeronautics  Board,  attention  Bureau  of 
Safety  Regulation,  Washington  25.  D.  C. 
All  communications  received  within  30 
days  after  publication  in  the  Federal 
Register  will  be  considered  by  the  Board 
before  taking  further  action  on  the  pro- 
po.sed  rule. 

Currently.  Special  Civil  Air  Regula- 
tion Serial  Number  397  adopted  August 
21.  1947,  pre.<^cribes  temperature  correc- 
tion values  for  take-off  limitations  for 
certain  transport  category  airplanes. 
There  are  other  "T-cateuory"  airplanes 
for  which  temperature  correction  values 
have  not  been  established  by  the  Board. 
Al.so,  as  a  result  of  more  recent  engineer- 
ing data  and  test  results,  certain  of  the 
values  presently  established  should  be  re- 
vised. The  regulation  herein  proposed 
would  meet  these  needs.  It  will  also  be 
noted  that  the  propo.sed  regulation  will  be 
applicable  to  all  operators  of  transport 
category  aircraft.  It  is  propo.sed  to  con- 
tinue this  requirement  in  a  special  civil 
air  regulation  rather  than  by  amendment 
of  the  operating  parts. 

It  is  proposed  to  promulgate  a  special 
civil  air  regulation  to  read  as  follows: 

The  take-off  weight  or  the  minimum 
runway  length,  or  both,  and  the  critical- 
ens-ae-failure  speed  of  the  airplanes  list- 


ed below,  as  determined  in  accordance 
with  the  transport  category  operating 
limitations  of  Parts  41,  42,  and  61,  shall 
be  modified  in  accordance  with  the  cor- 
responding values,  noting  temperatures 
above  the  standard  as  positive,  and  tem- 
peratures below  the  standard  as  negative: 

TEUrERATl  BE.  ACCOINTABILITY    FOR    PCHEDILED    AIR 
f'ARKIKR   OPKRATKINS  ^, 
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>  I'owt-r  with  aiitidi  tenant  fluid. 

Note  1:  Woiplit.  ninway.  liMipth.  or  wmMnnti m^ 
ilicroof.  may  be  uwd  in  di  U'rniining  the  temiKTatiin 
correct  ions. 

NdiK  T.  The  data  for  the  Boeing  377  are  not  yet 
ivailaljle. 

This  regulation  is  proposed  under  au- 
thority of  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

•  Sees.    205    fa).   601-610,    52    Stat.    984. 
1007-1012;  49  U.  S.  C.  425  (a).  551-560) 

Dated :  March  22. 1949.  at  Washington. 
D.  C. 

By  the  Bureau  of  Safety  Regulation. 

[  SEAL  ]  John  M.  Chamberlain, 

Director. 

[F.    R.    Doc.    49  2334:    F*lled,    Mar.    29.    1949; 
8.49  a.  m.J 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7  CFR,  Port  55  1 

Sampling,  Grading.  Grade  Labeling,  and 
StiPERVisiON  OF  Packaging  of  Butter, 
Cheese.  Eggs,  Poultry  and  Dre.ssed 
Domestic  Rabbits 

NOTICE  OF  proposed  RULE  MAKING 

Notice  is  hereby  given  that  the  United 
States  Department  of  A>-'riculture  is  con- 
sidering the  amendment,  as  hereinafter 
proposed,  of  the  revised  rules  and  regula- 
tions governing  the  sampling,  grading, 
grade  labeling,  and  supervision  of  pack- 
aging of  butter,  cheese,  eggs,  poultry,  and 
dressed  domestic  rabbits  (7  6fR.  1946 
Supp.,  55.1  et  seq.) .  Such  rules  and  reg- 
ulations are  currently  effective  under  the 
Department  of  Agriculture  Appropria- 
tion Act.  1949  <Pub.  Law  712.  80th  Cong., 
2d  Sess..  approved  June  19,  1948  •. 

All  persons  who  desire  to  .submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed amendment  of  the  revi-sed  rules 
and  regulations  should  file  the  same  in 
triplicate  with  the  Chief.  Dairy  and 
Poultry  Inspection  and  Grading  Division. 
Production  and  Marketing:  Administra- 
tion. Room  2642.  South  Building.  United 
States  Department  of  Asriculturc.  Wash- 
ington 25.  D.  C.  not  later  than  the  clo^^e 
of  business  on  the  30th  day  aft^r  the 
publication  of  this  notice  in  the  Federal 
Register. 

The  proposals  are  as  follows: 

1.  Revise  the  respective  headings  listed 
in  the  table  of  contents  to  conform  with 
the  changes  in  the  section  headings  as 
set  forth  in  these  prcpo.'^als. 

2.  Revi.se  the  provisions  of  paragraph 
(m)  of  §  55.2  Terms  defined  to  read  as 
follows : 

fm)  "Product"  or  "products"  means 
butter,  cheese  <  whether  natural  or  proc- 
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es.sed>,  milk,  cream,  milk  products 
(whether  dried,  evaporated,  or  con- 
densed*,  eggs  (whether  shell,  liquid, 
frozen,  or  dried  >.  egg  products,  poultry 
(whether  live,  dressed,  drawn,  or  evis- 
cerated', domestic  rabbits  (whether  live, 
dressed,  drawn,  or  eviscerated) ,  and  such 
other  perishable  farm  products  as  the 
Secretary  may  hereafter  designate. 
Such  term  shall  also  include  any  food 
product  which  is  prepared  or  manufac- 
tured from  any  product  if  such  product 
cofistitutes  at  least  50  percent,  by  weight, 
of  all  the  Ingredients  used  in  the  prep- 
aration or  manufacture  of  such  food 
product. 

3.  Add  the  following  new  paragraph 
(z>  to  9  55.2: 

(z)  "National  Supervisor"  means  il) 
the  Chief  of  the  Dairy  Products  Section, 
Dairy  and  Poultry  Inspection  and  Grad- 
ing Division  of  the  Dairy  Branch  of  the 
Administration,  <2i  the  Chief  of  the 
Poultry  Products  Section  of  such  Divi- 
sion, and  <3)  such  other  employees  of 
the  Division  as  the  respective  chiefs  may 
designate. 

4.  Revise  5  55.4  Kind  of  service  to 
read  as  follows: 

§  55.4  Kind  of  service.  Any  grading 
service  performed  In  accordance  with 
this  part  may  be  for  class,  quality,  and 
condition,  and  such  service  shall  be  sub- 
ject to  supervision  at  any  time  by  the 
National  Supervisor. 

5.  Revise  §  55.11  When  application 
may  be  rejected  to  read  as  follows: 

5  55.11  When  application  may  be  re- 
jected. Any  application  for  grading 
service  or  sampling  service  may  be  re- 
jected by  the  Administrator  la)  when- 
ever the  product  Involved  is  owned  by, 
or  located  on  the  premises  of,  a  person 
currently  denied  the  benefits  of  the  act, 
or  (b»  for  noncompliance  by  the  appli- 
cant with  the  act  or  the  regulations;  and 
each  such  applicant  shall  be  notified 
Immedintely  of  the  reasons  for  the  re- 
jection. 

6.  Revise  $  55.15  Disposition  of  graded 
product  to  read  as  follows: 

5  55.15  Disposition  of  graded  product. 
Any  product,  or  sample  thereof,  which 
has  been  graded  may  be  returned  to  the 
applicant  at  his  request  and  at  his  ex- 
pen.se  if  such  request  was  made  at  the 
time  of  application  for  the  grading  serv- 
ice. In  the  event  the  aforesaid  request 
was  not  made  at  the  time  of  application 
for  the  grading  service,  the  product  or 
sample  may  be  disposed  of  in  such  man- 
ner as  the  Administrator  may  approve. 

7.  Revise  the  heading  and  provisions 
In  §  55.30  Application  for  regrading  of  a 
graded  product  to  read  as  follows: 

§  55.30  Regrading  of  a  graded  prod- 
uct: application  for  regrading  of  a 
graded  product — ta>  Regrading  of  a 
graded  product.  Whenever  the  immedi- 
ate superior  of  a  grader  has  evidence 
that  such  grader  incorrectly  graded  a 
product,  such  superior  shall  immediately 
make  a  regrading  of  the  product. 

»b>  Application  for  regrading  of  a 
graded  product.  An  application  for  the 
resrading  of  any  previously  graded  prod- 
uct may  be  made  at  any  time  by  any  in- 
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terested  party;  and  such  application 
shall  clearly  indicate  the  reasons  for  re- 
questing the  regrading.  The  provisions 
of  the  regulations  relative  to  grading 
service  shall  apply  to  regrading  service. 

8.  Revise  §  55.45  Egg  grading  and  in- 
spection fees  to  read  as  follows: 

§  55.45  Egg  grading  and  inspection 
fees.  For  each  grading,  or  regrading 
pur.suant  to  5  55.30  « b ) ,  of  any  lot  of  eggs, 
the  following  fees  shall  be  applicable  and 
shall  be  computed  on  the  basis  of  the 
number  of  packages  in  such  lot: 

(a)  Shell  eggs. 

Fee 

For  10  packages  or  less $1.50 

For  11  to  25  packages.  Inclusive 2.50 

For  26  to  50  packages.  Inclusive 3.00 

For  51  to  100  packages.  Inclusive 5.  00 

For  101  to  200  packages,  inclusive 7.00 

For  201  to  300  packages,  Inclusive 9.  00 

For  301  to  400  packages,  inclusive 11.00 

For  401  to  600  packages,  inclusive 15.  00 

For  each  additional  100  packages,  or 
fraction  thereof,  in  excess  of  600 
packages    1.50 

(b»  Frozen  eggs — (1)  Inspection  for 
condition  only. 

Fee 

For  50  packages  or  less $2.00 

For  51  to  100  packages,  inclusive 2.75 

For  each  additional  1(X)  packages,  or 
fraction    thereof,    in    excess   of    100 

packages .  50 

When  each  individual  package  in  any 
lot  is  Inspected  for  condition  only, 
the  fee  for  each  package  inspected 
shall  be 12 

( 2 »  Inspection  for  condition  and  sam  - 
pling  for  laboratory  analysis. 

•^  Fee 

For  50  packages  or  less $3.00 

For  51  to  100  packages,  inclusive 3.75 

For  each  additional   100   packages,  or 

fraction    thereof,    In    excess    of    100 

packages .  75 

9.  Revise  the  heading  and  provisions 
in  §  55.46  Dressed  poultry  and  dressed 
domestic  rabbits  grading  fees  to  read  as 
follows: 

§  55.46  Poultry  and  domestic  rabbits 
grading  fees.  For  each  grading,  or  re- 
grading pursuant  to  §55.30  "b",  of  any 
lot  of  poultry  or  domestic  rabbits 
(whether  live,  dressed,  drawn,  or  eviscer- 
ated), the  following  fees  shall  be  appli- 
cable: 

Fee 

For  500  pounds  or  less $1.50 

For  501  to  1.500  pounds,  inclusive 2.25 

For  1.501  to  3.000  pounds,  Inclusive...     3.00 

For  3,001  to  6,000  pounds,  inclusive 4.  00 

For  6.001  to  10.000  pounds,  inclusive.-      5  25 
For  10,001  to  20,000  pounds.  Inclusive.     8  50 
For  each  additional  10,000  pounds,  or 
fraction  thereof,  in  excess  of  20,000 
pounds 3  00 

10.  Revise  §  55.48  Fees  for  laboratory 
analyses  to  read  as  follows: 

?  55.48  Fees  for  laboratory  analyses. 
<a)  For  each  of  the  following  laboratory 
analyses,  the  fee  referable  thereto  shall 
be  applicable  except  as  otherwise  pro- 
vided in  paragraph  (b>  of  this  section: 

Eggs  and  Egg  Products 

(1)  Dried  whole  eggs. 

Fee 

Solids $1.50 

Fat - 2.00 

Solubility .-       ,50 

PalatabUlty    .50 
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(2)  Dried  yolks. 

Fee 

Solids .-  $1   50 

Pat    2.00 

Solubility   .50 

PalatabUlty    .50 

Sugar   3.00 

(3)  Dried  albumen. 

Flake,  size  of  particle $0.  50 

Solids 1.50 

Whipping  test-. 1.00 

(4>  Frozen  whole  eggs. 

Solids $2.00 

Fat 2.00 

(5)  Frozen  whites. 

Composite    test $4  00 

Whipping  test..-T... 1.00 

(6)  Frozen  yolks.  • 

Solids $2.00 

Fat    - 2.00 

Volumetric    test 3.00 

Bacteriological  Analyses  and  Specified 
Determinations  With  Respect  to  Prod- 
ucts Listed  in  Subparagraphs  (i) 
Through  (6)  of  This  Paragraph 

Fee 

Plate   count « $1.00 

Direct   count 100 

E.  coll  count 1.00 

Teast  and  mold  count 1.00 

Color    ■ 1.00 

Sediment    1.00 

Salt _. 5.00 

pH .50 

Milk  Products 

(1)  Dry  milk. 

Fee 

Sediment $0.50 

Moisture   1.50 

Pat  :... a. 00 

Solubility .50 

Bacteriological  plate  count 1.00 

Tltratable    acidity .60 

Flavor    .60 

(2)  Dry  whey. 

Sediment    $0.50 

Moisture 1.60 

Fat 2.00 

Bacteriological  plate  count 1.00 

E.  coli  count 1.00 

Ash i.£0 

Alkalinity  of  ash. 2.00 

Protein    1.50 

Flavor,    color .50 

(3)  Evaporated  milk. 

Solids $1  50 

Fat 2.00 

Flavor,   color,   body .50 

Net  weight .50 

(4)  Sweetened  condensed  milk. 

Solids $1  50 

Fat    2.00 

Sugar 3  00 

Sediment 1.00 

Bacteriological  plate  count 1.00 

Yeast  and  mold  count 1.00 

E.  coli  count 1.  00 

Net  weight 5) 

Flavor,  color,  body .50 

(5)  Bulk  cheese. 

Complete  moisture  test  in  duplicate tV  '"0 

(6)  Process  cheese. 

Moisture   $2  00 

Fat -  2.00 
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Milk  Products — Continued 

(7)  Carter's  spread. 

Fee 

Moisture $1.60 

Fat   >.-,- 2.00 

salt  _.-L —     1.00 

(8)  Butter  oil. 

Moisture    $1.50 

Fat 2.00 

(9)  Butter. 

Kohman  test -.  $2.00 

(b)  The  fees  specified  in  this  section 
shall  apply  as  indicated,  except  when  the 
analysis  is  for  flavor  or  palatability  only, 
In  which  case  the  fee  shall  be  $1.00  for 
each  such  analysis. 
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11.  Revise  the  provisions  in  §  55.63 
When  drawn  or  eviscerated  poultry  or 
domestic  rabbits  may  he  graded  to  read 
as  follows: 

§  55.63  When  drawn  or  eviscerated 
poultry  or  domestic  rabbits  may  be 
graded.  Drawn  or  eviscerated  poultry  or 
domestic  rabbits  may  be  graded  and 
identified  with  oflBcial  identification: 

<a)  If  such  poultry  or  rabbits  were 
evi-scerated  in  accordance  with  the  rules 
and  regulations  of  the  Secretary  of  Agri- 
vculture  governing  the  Inspection  and  cer- 
tification of  dressed  poultry  and  dressed 
domestic  rabbits  and  edible  products 
thereof  for  condition  and  wholesomeness 
(7  CFR  and  Supps.  Part  56> ; 

(b)  If  such  poultry  or  rabbits  were 
drawn  or  eviscerated  in  accordance  with 
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such  methods,  procedures,  and  Instruc- 
tions as  were  approved,  or  issued,  by  the 
Administrator,  pursuant  to  the  regula- 
tions, and  are  in  effect  at  the  time  of 
grading;  or 

(c)  If  such  poultry  or  domestic  rabbits 
are  for  institutional  use  (including,  but 
not  being  limited  to,  use  in  hospitals, 
schools,  and  other  Institutions)  and  are 
not  for  sale  by  the  institution  acquiring 
such  poultry  or  rabbits. 

Lssued  at  Washington,  D.  C.  this  25th 
day  of  March  1949. 

[seal]  Ch.arles  F.  Brann.an, 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49-2331;    Filed,    Mar.    29.    1949; 
8:46  a.  m.] 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

California 
classification  order 

March  9,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  EWpector,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  <43  CFR  50.461  <b)  (3), 
13  F.  R.  4278  >.  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1,  1938  «52 
Stat.  609 »,  as  amended  July  14,  1945  (59 
Stat.  467,  43  U.  S.  C.  section  682a).  as 
hereinafter  indicated,  the  following  de- 
scribed land  in  the  Los  Angeles,  Cali- 
fornia, land  district,  embracing  1240 
acres: 

California  Small  Tract  Classification 
No.  130 

For  lease  and  sale  for  borne  and  cabin 
sites: 

T    4  N.,  R.  3  W..  S.  B.  M.. 

Sec.  14,  S'28',2, 

Sec.  23,  N'2, 

Sec.  31,  NEV;SE',4,  S'/iSEV4. 

Sec.  32,  All. 

2.  As  to  applications  regularly  filed 
prior  to  3:12  p.  m.,  April  30, 1946.  and  are 
for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  ef- 
fective upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  May  11,  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

<a>  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  11.  1949,  to  the  close 
of  business  on  Augu.st  9,  1949. 

<b)  Advance  period  for  veterans'  si- 
multaneous filings  from  3:12  p.  m.,  April 
30,  1946,  to  the  close  of  business  on  May 
11.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 


the    public    generally,    commencing    at 
10:00  a.  m.,  August  10,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  3:12  p.  m., 
April  30,  1946.  to  the  close  of  business 
on  August  10.  1949. 

5.  Applications  filed  within  the  pe- 
riods mentioned  in  paragraph  3  (b)  and 
4  (a)  will  be  treated  as  simultaneously 
filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
we.'^t  in  Sections  14  and  23;  N>2NE''4 
SE'4.  SW'4NE!4SE'i  Section  31; 
SE!4SE!i.  E'2SW!4SEi4  Section  32. 
All  other  tracts  extend  north  and  south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  h-respective 
of  the  direction  of  the  tract,  provided  the 
tract  c(Hiforms  to  or  Ls  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted in  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5  00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  Issuance  of  the  lease. 
Leases  will  contain  an  option  to  purcha.se 
clause  at  the  appraised  value  of  $15.00  an 
acre  for  the  lands  in  Section  14  and 
$10.00  an  acre  for  the  lands  in  Sections 
23,  31  and  32,  application  for  which  may 
be  filed  at  or  after  the  expiration  of  one 
year  from  date  the  lease  is  issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  County  or 

municipality  in  which  the  tract  i.s  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 


Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

IF.    R.    Doc.    49-2338;    Filed,   Mar.    29,    1949; 
8:49  a.  m.j 


California 
classification  order 

March  9,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19,  1948  (43  CFR  50.451  (b)  (3),  13 
F.  R.  4278),  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  <52  Stat. 
609),  as  amended  July  14,  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a),  as  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angeles.  California,  land 
district,  embracing  15  acres: 

California  Small  Tract  Classificatiow 
Ko.  131 

For  lease  and  sale  for  home  and  cabin 
siles: 

T,  4  N.,  R.  3  W..  S.  B.  M., 

Sec.    30,    NW',4SW'4SW'4,    N'jSWUSWU 

SW',4. 

2.  As  to  applications  repularly  filed 
prior  to  3:07  p.  m.,  March  26.  1948.  and 
arc  for  the  type  of  site  for  v.hich  the  land 
is  clas.sified,  this  order  shall  become  ef- 
fective upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  thi.s 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:C0  a.  m..  May  11.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
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10:00  a.  m..  May  11.  1949.  to  the  close  of 
baslness  on  August  9.  1949. 

(b»  Advance  period  for  veterans'  si- 
multaneous filings  from  3:07  p.  m.. 
March  26.  1948.  to  the  close  of  business 
on  May  11.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  August  10.  1949. 

(a)  Advance  period  for.  simultaneous 
nonprefercnce  fllinRs  from  3:07  p.  m., 
March  26.  1948.  to  the  close  of  business 
on  August  10.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  'b)  and  4  (a) 
win  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 

west.  ,       ^  ^ 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  In  the  application  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  Is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  In  paragraph  6. 

8.  Where  only  one  five-acre  tract  In  a 
ten-acre  subdivision  Is  embraced  In  a 

-  preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  In  order  to  fill  out  the  subdi- 
vision notwithstanding  the  direction 
specified  In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  payable 
for  the  entire  lease  period  In  advance  of 
the  issuance  of  the  lease.  Leases  will 
contain  an  option  to  purchase  clause  at 
the  appraised  value  of  $10.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  i.ssued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  In  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State.  County  or 
municipality  in  which  the  tract  Is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may.  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  Issuance  of  the  patent.  If 
not  .so  located,  they  may  be  subject  to 
location  after  patent  is  l-ssued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Los  Angeles. 
California. 

L.  T.  Hoffman. 
Rec/ioiml  Administrator. 

|F    R    Doc.    49  2339;    Filed,    Mar.   29.    1949; 
8:49  a.  m.] 


NOTICES 

19.  1948  (43  CFR  50.451  (b)  (3).  13  F.  R. 
4278)  I  hereby  classify  under  the  Small 
Tract' Act  of  June  1.  1938  (52  Stat.  609). 
as  amended  July  14,  1945  (59  Stat.  467, 
43  U.  S.  C.  section  682a),  as  hereinafter 
indicated,  the  following  described  land 
in  the  Los  Angeles,  California,  land  dis- 
trict, embracing  480  acres: 

Calipornu  Small  Tract  Classitication 
NO.  13a 

For   lease  and  sale  for  home   and  cabin 

sites: 


California 
cl.\sslfication  order 

March  9,  1949. 
1.  Pur.suant  to  the  authority  delegated 
to  me  bv  the  D- rector.  Bureau  of  Land 
Management,  by  Order  No.  319  dated  July 


T.  4  N..  R.  3  W..  S.  B.  M.. 
Sec.  15,  SE>4. 
Sec.  22.  N'j.  -^ 

2.  As  to  applications  regularly  filed 
prior  to  3:15  p.  m.,  April  30, 1946,  and  are 
for  the  type  of  site  for  which  the  land  is 
classified,  this  order  shall  become  effec- 
tive upon  the  date  It  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m..  May  11,  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  11,  1949.  to  the  close  of 
business  on  August  9,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  3:19  p.  m.,  April 
30,  1946,  to  the  close  of  business  on  May 
11,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m.,  August  10,  1949. 

(a)  Advance  period  for  simultaneous 
nonprefercnce  filings  from  3:15  p.  m., 
April  30,  1946.  to  the  close  of  business  on 
August  10,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  (b)  and  4(a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
we.st. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  Issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  rf  the  tract,  provided  the 
tract  conforms  to  or  Is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  ^embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending In  the  same  direction  will  be  ac- 
cepted In  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  purchase 
clause  at  the  appraised  value  of  $15.00  an 
acre  for  the  lands  in  Section  15,  and 
$10.00  an  acre  for  the  lands  In  Section  22, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  Issued. 


10.  Tracts  win  be  subject  to  rights-of- 
way  not  exceeding  33  feet  In  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  County  or 
municipality  In  which  the  tract  is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  Issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office,  Los  Angeles, 

California. 

L.  T.  Hoffman, 
Reqional  Administrator. 


(F.    R.   Doc.   49-2340;    Filed,   Mar.   29,    1949; 
8:50  a.  m.) 


Nev.\da 
classification  order 

March  16,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  ^43  CFR  50.451  (b)  <3)  13 
F  R  4278),  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
609).  as  amended  July  14.  1945  "59  Stat. 
467,  43  U.  S.  C.  section  682a),  as  herein- 
after Indicated,  the  following  described 
land  In  the  Carson  City.  Nevada,  land 
district,  embracing  80  acres: 
Nevada  Small  Tract  Classification  No.  21 

For  lease  only  for  homesltes  and  business 
Bites: 

T.  22  S..  R.  61  E..  M.  D.  M., 
Sec.  4,  W'^SWU- 

This  tract  Is  situated  along  the  main 
highway. leading  from  Las  Vegas,  Ne- 
vada, to  Los  Angeles.  California,  and  Is 
approximately  7  miles  from  the  center  of 
the  town  of  Las  Vegas. 

2.  As  to  applications  regularly  filed 
prior  to  10:15  a.  m.,  November  24,  1948, 
and  are  for  the  type  of  site  for  which 
the  land  is  cla.sslfied,  this  order  .shall 
become  effective  upon  the  date  it  Is 
signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  In  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  May  18,  1949.  At 
that  time  such  land  shall,  subject  to 
valid  existing  rights,  become  subject  to 
application  as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  18,  1949.  to  the  close  of 
business  on  August  16.  1949. 

(b)  Advance  period  for  veterans' 
simultaneous  filings  from  10:15  a.  m.. 
November  24,  1948.  to  the  close  of  busi- 
ness on  May  18,  1949. 

4,  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m.,  August  17,  1949. 

<a)  Advance  period  for  simultaneous 
nonprefercnce  filings  from  10:15  a.  m.. 


Wednesday,  March  30,  1949 

November  24,  1948,  to  the  close  of  busi- 
ness on  August  17,  1949. 

5.  Applications  filed  within  the  peri- 
ods mentioned  In  paragraph  3  (b)  and 
4  (a)  will  be  treated  as  simultaneously 
nied. 

6.  The  land  in  the  W»2Wi'2SWi4  ad- 
jacent to  the  state  highway  will  be 
leased  In  tracts  330  feet  wide  by  460  feet 
In  depth  extending  east  and  west.  The 
land  In  the  E'2Wi'2SW»^4  will  be  leased 
In  square  tracts  of  2^2  acres,  each  330 
feet  by  330  feet. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the 
land  described  in  the  application,  pro- 
vided the  tract  conforms  to  or  Is  made 
to  conform  to  the  area  and  the  dimen- 
sions specified  In  paragraph  6. 

8.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  for 
homesltes  and  $20.00  for  business  sites 
payable  for  the  entire  lease  period  in 
advance  of  the  Issuance  of  the  lease. 

9.  Tracts  will  be  subject  to  rights-of- 
way  for  road  purposes  and  public  utili- 
ties as  follows: 

16' 2  feet  along  north  and  east  boundaries 
of  the  area, 

164  feet  along  south  boundary  of  the 
NW'«8W',4. 

16  Vj  feet  along  north  boundary  of  the 
8W!iSW!4. 

Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State. 
County  or  municipality  In  which  the 
tract  Is  situated  or  by  any  agency  thereof. 
The  rights-of-way  may,  in  the  discre- 
tion of  the  authorized  officer  of  the  Bu- 
reau of  Land  Management,  be  definitely 
located  prior  to  the  issuance  of  the  pat- 
ent. If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  issued. 

10.  All  Inquiries  relating  to  these 
lands  should  be  addressed  to  the  Acting 
Manager,  District  Land  Office,  Carson 
City.  Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

(P.    R.    Doc.    49-2337;    Filed,    Mar.    29,    1949; 
8:49  a.  ml 


CIVIL  AERONAUTICS  BOARD 

I  Regs.  Ser.  No.  OR-151 

Air  Freight  Forwarders 

organizational  regulations;  delegations 
of  authority 

The  Civil  Aeronautics  Board  has 
amended  the  Organizational  Regulations 
(formerly  14  CFR.  Part  301)  as  follows, 
effective  March  24,  1949: 

By  adding  the  following  new  paragraph 
to  the  section  entitled.  Delegations  of  au- 
thority (formerly  §  301.2) : 

(1)  Director,  Bureau  of  Economic  Reg- 
ulation: Preliminary  action:  Letters  of 
Registration,  Air  Freight  Forwarder s, 
prohibited  interests. 

<1)  The  Director.  Bureau  of  Economic 
Regulation  (or  such  staff  member  of  the 
Bureau  of  Economic  Regulation  as  he 
may  designate),  acting  with  the  concur- 
rence of  the  General  Counsel  (or  such 
staff  member  of  the  Bureau  of  Law  as  he 
may  de.signate)  on  legal  aspects,  is  au- 
thorized to  take  preliminary  action  <  In- 
cluding preliminary  action  under  g  292.6 
No.  60-— a 


FEDERAL  REGISTER 

(e)  (5)  of  the  Economic  Regulations)  to 
approve  any  application  for  a  Letter  of 
Registration  filed  pursuant  to  S  292.6  of 
the  Economic  Regulations. 

(2 )  The  Director.  Bureau  of  Economic 
Regulation  (or  such  staff  member  of  the 
Bureau  of  Economic  Regulation  as  he 
may  designate),  acting  with  the  concur- 
rence of  the  General  Counsel  (or  such 
staff  member  of  the  Bureau  of  Law  as  he 
may  designate)  on  legal  asp>ects.  is  au- 
thorized to  take  preliminary  action  to 
approve  prohibited  relationships  pursu- 
ant to  §292.6  (e)  (6)  of  the  Economic 
Regulations. 

(3)  The  Director,  Bureau  of  Economic 
Regulation  (or  such  staff  member  of  the 
Bureau  of  Economic  Regulation  as  he 
may  designate  > ,  acting  with  the  concur- 
rence of  the  General  Counsel  (or  such 
staff  member  of  the  Bureau  of  Law  as  he 
may  designate*  on  legal  aspects,  is  au- 
thorized to  advise  applicants  for  Letters 
of  Registration — Air  Freight  Forwarder 
and  applicants  for  the  approval  of  a  rela- 
tionship under  §292.6  (e)  (6),  In  cases 
where  disapproval  Is  deemed  appropriate, 
that  the  Information  set  forth  in  the  ap- 
plication does  not  warrant  a  staff  recom- 
mendation of  approval  and  that  the  ap- 
plicant may  either  (i)  withdraw  the  ap- 
plication, (ii)  submit  further  informa- 
tion, (Hi)  seek  Board  review,  or  (iv) 
request  a  hearing  with  respect  to  such 
application  prior  to  final  action. 

(Sec.  205  (a);  52  Stat.  984;  49  U.  S.  C. 
425) 

By  the  Civil  Aeronautics  Board. 

[SEALl  M.  C.  Mulligan, 

Secretary. 

|F.    R.   Doc.    49-2356;    Piled,   Mar.   29,    1949; 
8:.'=3  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket   Nob.   9263,   0264] 
Midwest  Broadcasting  Co.  (WMAW) 

ET  AL. 

ORDER    DESIGNATING    APPLICATION    FOR 
HEARING   ON   STATED  ISSUES 

In  re  applications  of  Midwest  Broad- 
casting Co.  (WMAW),  Milwaukee.  Wls- 
con.sln,  File  No.  BL-3062,  Docket  No. 
9263;  for  license  to  cover  construction 
permit  for  standard  broadcast  station 
WMAW;  and  Myrtie  D.  Uihleln,  (de- 
ceased), (transferor)  and  Clifford  A. 
Randall  and  Wilke  M.  Zimmers,  co-ex- 
ecutors of  the  estate  of  Myrtle  D.  Uih- 
leln, (transferees).  Pile  No.  BTC-682, 
Docket  No.  9264;  for  consent  to  involun- 
tary transfer  of  control  of  Midwest 
Broadcasting  Co. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
In  Washington,  D.  C,  on  the  23d  day  of 
March  1949. 

The  Commission  having  under  consid- 
eration the  above-entitled  applicatloas 
for  license  to  cover  the  outstanding  con- 
struction permit  for  station  WMAW, 
Milwaukee.  Wisconsin,  and  for  consent 
to  the  involuntary  transfer  of  control  of 
Midwest  Broadcasting  Co.,  permittee  of 
station  WMAW,  and  not  being  satisfied 
that  it  is  in  possession  of  full  informa- 
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Hon  as  required  by  the  Communications 
Act  of  1934,  as  amended,  and  more  par- 
ticularly section  319  (b)  thereof; 

It  is  ordered.  That  the  above-entitled 
applications  for  license  for  station 
WMAW  and  for  consent  to  the  involun- 
tary transfer  of  control  of  the  p>ermittee 
be  designated  for  hearing  at  a  time  and 
place  to  be  specified  by  sub.sequent  order 
of  the  Commission.  up)on  the  following 
issues : 

1.  To  secure  full  Information  with  re- 
spect to  the  participation  of  Herbert  D, 
Uihleln  and  Myrtle  D.  Uihlein  In  Mid- 
west Broadcasting  Company  and  the 
connection  between  the  said  Uihleins  and 
any  stockholders  of  Midwest  Broadcast- 
ing Company  with  special  reference  to 
the  following  matters: 

(a)  The  circumstances,  substance, 
and  conditions  of  certain  loans  made  in 
or  about  February.  1947  by  Hemdu  Co. 
to  Clifford  A.  Randall,  George  E.  Ingh- 
ram,  R.  C.  Brochert  and  John  A.  Flelss- 
ner; 

(b)  The  relationship  between  the  said 
Uihleins  and  Hemdu  Co.; 

(c)  The  circumstances  and  substance 
of  a  certain  loan  of  $75,000  by  the  Estate 
of  Herbert  Uihleln  to  Midwest  Broad- 
casting Co.; 

(d)  The  sources  of  all  funds  paid  in  or 
advanced  by  stockholders  of  Midwe.st 
Broadcasting  Co.,  and  whether  the  said 
Uihleins  financed  the  stock  purchases  of 
Clifford  A.  Randall.  John  A.  Fleissner 
and  others; 

(e)  The  circumstances  and  conditions 
of  the  use  as  a  transmitter  site  by  Mid- 
west Broadcasting  Co.  of  certain  land 
owned  by  Herbert  Uihleln  or  the  Estate 
of  Herbert  Uihlein.  and  the  substance  of 
any  agreement  or  understanding  with 
respect  to  the  use  of  the  land  between 
Midwest  Broadcasting  Co.  or  any  of  its 
stockholders  and  Herbert  Uihleln  or  the 
Estate  of  Herbert  Uihlein. 

2.  To  determine  whether  all  stock- 
holdings, legal  and  beneficial,  and  all 
agreements  affecting  ownership  or  con- 
trol of  Midwest  Broadcasting  Co.  have 
been  fully  and  timely  reported  to  the 
Commission  as  required  by  its  rules  and 
regulations  and  more  particularly 
§§  1.341.  1.342  and  1.343  thereof. 

3.  To  determine  whether,  on  the  basis 
of  the  information  adduced  under  Issue 
1.  above,  the  testimony  given  at  the 
hearing  on  the  application  for  construc- 
tion permit  for  station  WMAW  (Docket 
No.  6795)  that  Herbert  Uihlein  had  sev- 
ered his  connection  with  the  applicant 
constituted  a  misrepresentation  to  the 
Commission. 

4.  To  determine  whether  there  were 
undisclosed  beneficial  stock  Interests  in 
Wldwest  Broadcasting  Co.  at  the  time 
the  construction  permit  for  station 
WMAW  was  granted,  and  whether  .such 
non-disclosure,  if  any,  constitutes  mis- 
representation to  the  Commission. 

5.  To  detremine  whether  Clifford  A, 
Randall  and  Wilke  J.  Zimmers  are  legally, 
and  otherwise  qualified  to  be  controlling 
stockholders  in  Midwest  Broadcasting 
Co. 

6.  To  obtain  full  information  as  to 
the  circumstances  surrounding  any  and 
all  transactions  among  the  licensee  cor- 
poration and/or  Its  stockholders,  direc- 
tors, officers  or  others  leading  to  the 
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preparation  and  filing  of  the  above-en- 
titled application  for  transfer  of  control. 
7.  To  determine  whether,  in  view  of 
the  facts  adduced  under  the  foregoing 
Issues,  the  public  Interest,  convenience 
and  necessity  would  be  served  by  grant- 
ing the  above-entitled  application  for 
license  to  cover  the  construction  permit 
for  station  WMAW-PM  and  for  consent 
to  the  involuntary  transfer  of  control. 

Federal  Cohmunications 
Commission, 
[seal!        T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49  2342;    Piled.   Mar.    29.    1949; 
8:30  a.  m.| 


(Etocket  Nos.  7924.  9180.  9270.  9271] 

Easley  Broadcasting  Co.  it  al. 

memorandum  opinion  and  order  desig- 
nating applications  for  consolidated 
hearing  on  stated  issues 

In  re  applications  of  Robert  L.  Easley 
tr/as  Easley  Broadcast  Company.  Easley, 
South  Carolina.  Docket  No.  9270.  File 
No.  BP-6472;  William  M.  Drace.  Greer. 
South  Carolina,  Docket  No.  9271.  File 
No.  BP-7058:  Charles  B.  Britt,  Joe  H. 
Britt,  Vardry  D.  Ramseur  and  John  Ar- 
thur Ramseur,  a  partnership  d  b  as 
Piedmont  Broadcasting  Company, 
Greenville.  South  Carolina.  Docket  No. 
7924.  Pfle  No.  BP-5374;  James  M.  Bruce 
and  C.  R.  Johnson,  Sr..  a  partnership 
d  b  as  Bruce  Johnson  Company,  Ander- 
son. South  Carolina.  Docket  No.  9180. 
File  No.  BP-6531. 

The  Commission  has  before  it  (1) 
a  petition  filed  December  31.  1948.  by 
William  M.  Drace.  Greer,  South  Caro- 
lina, requesting  waiver  of  §  1.363  of  the 
Commi-ssion's  Rules  and  Regulations  to 
permit  the  acceptance  of  his  above- 
entitled  application  (File  No.  BP-7058) 
requesting  a  construction  permit  for  a 
standard  broadcast  station  to  be  oper- 
ated on  1490  kc,  with  power  of  250  w, 
unlimited  time,  at  Greer.  South  Carolina, 
and  that  said  application  be  consolidated 
for  hearing  with  the  above-entitled  ap- 
plications of  Piedmont  Broadcasting 
Company  and  Bruce  John.son  Company 
for  1490  kc,  in  Greenville,  and  Anderson. 
South  Carolina,  respectively;  and  an  op- 
position thereto  filed  January  10.  1949 
by  Piedmont  Broadcasting  Company; 
(2)  the  said  application  of  William  M. 
Drace;  and  (3>  the  above-entitled  ap- 
plication of  Robert  L.  Easley  tr  as  Easley 
Broadcast  Company  requesting  a  con- 
struction permit  for  a  new  standard 
■  broadcast  station  on  1490  kc,  with  power 
of  250  watts,  unlimited  time  at  Easley, 
South  Carolina. 

Drace  was  previously  an  applicant  for 
a  station  to  operate  on  1240  kc.  with 
power  of  250  w.  unlimited  time,  at 
Greer.  South  Carolina.  This  application 
(Docket  No.  7988 >  was  heard  in  a  con- 
solidated proceeding  with  the  application 
of  Pisgah  Broadcasting  Company.  In- 
corporated. Brevard.  North  Carolina. 
(Docket  No.  8134).  On  August  27.  1948. 
the  Commission  is.sued  a  proposed  deci- 
sion proposing  to  grant  the  Pisgah  ap- 
plication and  deny  Drace's  application 
because  of  interference  which  would 
have    been    caused    by    the    operation 


NOTICES 

proposed  by  Drace.  and  considerations 
arising  under  section  307  (b)  of  the  Com- 
munications Act  of  1934.  as  amended. 
Drace  then  filed  on  February  16,  1949.  a 
petition  for  leave  to  amend  his  applica- 
tion to  specify  the  frequency  1490  kc.  in 
lieu  of  1240  kc.  and  for  a  waiver  of  S  1365 
of  the  Commission's  rules  relating  to  the 
acceptance  of  amendments  to  applica- 
tions after  proposed  denial.  In  support 
of  this  petition  it  was  alleged  that  peti- 
tioner had  consistently  sought  to  bring 
full-time  radio  service  to  Greer;  that  at 
the  time  the  application  was  filed,  1240 
kc  was  the  only  available  f rcqudhcy ;  and 
that  during  November  1947.  Station 
WMRC.  Greenville.  South  Carolina,  had 
changed  frequency  from  1490  kc  to  1440 
kc  thus  making  1490  kc  available  at 
Greer.  This  petition  was  denied  on  Oc- 
tober 28.  1948.  The  denial  was  however 
"without  prejudice  to  the  immediate 
filing  by  the  applicant  of  a  new  applica- 
tion for  operation  on  the  frequency  1490 
kc.  at  Greer.  South  Carolina,  in  the  event 
the  Commission  denies  applicant's  pres- 
ent application  for  operation  on  1240  kc. 
at  Greer.  South  Carolina".  On  Novem- 
ber 22.  1948.  the  Commission  adopted  a 
final  decision  denying  Drace's  1240  kc 
application  and  granting  the  application 
of  Pisgah  Broadcasting  Company.  The 
in.stant  petition  filed  December  31.  1948. 
alleges  that  petitioner  desires  to  provide 
the  first  full-time  radio  service  for  Greer 
and  that  he  is  advised  by  competent  en- 
gineers that  1490  kc  is  the  only  remaining 
possibility.  An  opposition  to  the  petition 
was  filed  on  January  10.  1949.  by  Pied- 
mont Broadcasting  Company  which  has 
an  application  for  1490  kc  at  Greenville, 
South  Carolina,  with  which  Drace's  ap- 
plication would  be  mutually  exclusive 
should  it  be  accepted.  This  opposition 
alleges  that  Piedmont  Broadcasting 
Company's  application  was  filed  with  the 
Commission  on  October  18.  1946  more 
than  3  weeks  before  Drace's  original 
application  was  filed;  that  Piedmont  has 
not  yet  been  afforded  the  opportunity  of 
a  hearing ;  that  fairness  to  it  would  seem 
to  require  that  it  be  given  the  oppor- 
tunity of  having  its  application  con- 
sidered by  the  Commission  before  Drace 
is  given  a  second  opportunity  to  have  his 
application  considered  by  the  Commis- 
sion; and  that  the  allegation  that  1490 
kc  is  the  only  remaining  possibility  for 
a  full-time  frequency  for  Greer.  South 
Carolina,  is  not  supported  by  any  affi- 
davit of  a  consulting  engineer.  In  con- 
nection with  this  opposition  it  is  noted 
that  the  application  of  Piedmont  Broad- 
casting Company  as  originally  filed  re- 
quested operation  on  1240  kc.  It  was 
designated  for  consolidated  hearing  on 
November  7.  1946.  On  January  10.  1947 
it  was  amended  to  specify  the  frequency 
1440  kc  and  was  removed  from  the  hear- 
ing docket.  On  February  20.  1947  it  was 
again  consolidated  for  hearing  with  a 
mutually  exclusive  application  on  1440 
kc.  Piedmont  then  petitioned  for  leave 
to  amend  so  as  to  specify  the  frequency 
1490  kc  but  on  the  condition  that  the 
application  not  be  removed  from  the 
hearing  docket.  This  petition  was  de- 
nied on  December  5.  1947  because  of  the 
specified  condition.  Thereafter  on  De- 
cember 31.  1947  Piedmont  filed  a  second 
petition  for  leave  to  amend  to  1490  kc 
without  the  condition  that  the  applica- 


tion be  retained  on  the  hearing  docket. 
This  petition  was  granted  on  January  6. 
1948  and  the  application  was  removed 
from  the  hearing  docket.  It  thus  appears 
that  the  failure  of  Piedmont  Broadcast- 
ing Corporation  to  receive  consideration 
of  its  application  has  been  largely  due 
to  its  own  efforts  to  avoid  a  consolidated 
hearing. 

Section  1.363  of  the  Commission's 
rules  and  regulations  provides  that  when 
an  applicant  has  been  afforded  an  op- 
portunity to  be  heard  with  respect  to 
a  particular  application  and  the  Com- 
mission has,  after  hearing  or  default, 
denied  the  application  the  Commission 
will  not  consider  a  like  application  In- 
volving service  of  the  same  kind  in  the 
same  area  by  the  same  applicant  until 
after  the  lapse  of  12  months  from  the 
effective  date  of  the  Commission's  order. 
The  .section  further  provides  that  the 
Commission  may.  for  good  cause  shown, 
waive  the  requirements  of  the  rule. 
There  Is  only  one  daytime  station  in 
Greer.  South  Carolina  and  the  frequency 
for  which  Drace  now  wishes  to  apply 
was  not  available  at  Greer.  South  Caro- 
lina at  the  time  when  he  filed  his  original 
application.  There  apF>ears  to  be  a  real 
possibility  that,  if  the  instant  petition  is 
not  granted.  Greer  will  lose  its  oppor- 
tunity of  obtaining  a  full-time  assign- 
ment. Upon  consideration  of  the  above 
facts  the  Commission  is  of  the  opinion 
that  the  public  interest,  convenience, 
and  necessity  would  be  served  by  a  grant 
of  the  Instant  petition  requesting  waiver 
of  §  1.363  of  the  Commission's  rules  and 
regulations. 

If  the  instant  petition  is  granted,  the 
above-entitled  applications  of  William 
M.  Drace  and  Robert  L.  Easley  tr/as 
Easley  Broadcasting  Company  must  be 
designated  for  consolidated  hearing  with 
the  above-entitled  applications  of  Bruce 
Johnson  Company  and  Piedmont  Broad- 
casting Company  because  of  the  mutual 
interference  between  the  several  appli- 
cations. The  latter  two  applications 
were  previously  designated  for  hearing 
by  order  of  October  ^7,  1948. 

Accordingly,  it  is  ordered.  This  24th 
day  of  March  1949.  that  the  said  petition 
of  William  M.  Drace  is  granted. 

It  is  further  ordered,  "That,  pursuant  to 
section  309  (a)  of  the  Communications 
Act  of  1934.  as  amended,  the  above- 
entitled  applications  of  Robert  L.  Easley 
tr/as  Easley  Broadcast  Company  and 
William  M.  Drace  are  designated  for 
hearing  in  a  consolidated  proceeding 
with  the  above-entitled  applications  of 
Charles  B.  Britt,  Joe  H.  Britt.  Vardry  D. 
Ramseur  and  John  Arthur  Ramseur  a 
partnership  d  b  as  Piedmont  Broadcast- 
ing Company  and  James  M.  Bruce  and 
C.  R.  Johnson.  Sr.,  a  partnership  d  b  as 
Bruce  Johnson  Company  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission  upon  the  follow- 
ing Issues: 

1.  To  determine  the  legal,  technical, 
financial,  character  and  other  qualifica- 
tions of  the  individual  applicants  to  con- 
struct and  operate  the  proposed  stations 
with  particular  reference  to: 

(a>  The  conduct  of  Robert  L.  Easley 
as  general  manager  of  Station  WRNO, 
Orangeburg,  South  Carolina,  and  to  as- 
certain the  circumstances  surrounding 
the  termination  of  his  association  with 
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that  station,  with  particular  reference  to 
the  complaint  filed  against  the  said 
Easley  in  the  Court  of  Common  Pleas 
for  the  County  of  Orangeburg,  State  of 
South  Carolina,  by  WRNO,  Inc. 

(b)  The  facts  and  circumstances  con- 
cerning the  termination  of  the  employ- 
ment of  Robert  L.  Easley  as  radio  engi- 
neer with  the  State  Highway  "Department 
of  South  Carolina. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  stations  and  the  char- 
acter of  other  broadcast  service  avail- 
able to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  oi>era- 
tion  of  the  proposed  stations  would  in- 
volve objectionable  interference  with 
any  existing  broadcast  stations  and.  if 
50.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  character  of  other  broadcast 
services  available  to  such  areas  and 
populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  Interference  each  with  the 
other  or  with  the  services  proposed  in 
any  other  pending  applications  for 
broadcast  facilities  and,  if  so,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  nature 
of  other  broadcast  .services  available  to 
such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  In  compliance  with  the 
Comml.<sion's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  on  a  comparative 
basis  which,  if  any.  of  the  applications 
In  this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  order 
heretofore  Issued  by  the  Commission  on 
October  27.  1948,  in  the  proceeding  in 
Dockets  7924  and  9180  is  amended  to 
include  the  applications  of  Robert  L. 
Easley  tr,  as  Easley  Broadcast  Company 
(File  No.  BP-6472.  Docket  No.  9270)  and 
William  M.  Drace  (File  No.  BP-7058. 
Docket  No.  9271)  and  to  include  issue  No. 
7.  as  at)ove  stated. 

Released:  March  24.  1949. 

Federal  Communications 
Commission, 
fSEALl  T.  J.  Slowie. 

Secretary.    , 

I  P.   R.   Doc.   49-2343;    Filed.   Mar.   29.   1949; 
8:50  a.  m.| 


FEDERAL  POWER  COMMISSION 

[Project  No.  2019] 

Pacific  Gas  and  EIlectric  Co. 

notice  of  appucation  for  license 

(MAJOR) 

March  24, 1949. 
Public  notice  is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 


FEDERAL  REGISTER 

Act  (16  U.  S.  C.  791a-825r)  that  Pacific 
Gas  and  Electric  Company,  of  San  Fran- 
cisco, California,  has  made  application 
for  license  for  constructed  major  Project 
No.  2019  (Utica  Project)  locaited  on  North 
Fork  Stanislaus  River  and  Silver,  Beaver, 
Mill  and  Angels  Creeks  In  Alpine.  Cala- 
veras, and  Tuolumne  Counties.  Califor- 
nia. The  project  affects  public  lands  and 
lands  of  the  United  States  within  Stanis- 
laus National  Forest  and  consists  of  the 
Lake  Alpine,  Union,  Utica,  and  Hunters 
Reservoirs  and  related  dams;  Beaver 
Creek  and  Utica  diversion  dams  and 
conduits;  Murphys  power  plant  with  ag- 
gregate capacity  of  1,350  kilowatts  in 
two  units;  and  other  related  facilities. 
Any  protest  against  approval  of  this 
application  or  request  for  hearing  there- 
on, with  the  reasons  for  such  protest  or 
request,  and  the  name  and  address  of  the 
party  or  parties  so  protesting  or  request- 
ing, should  be  submitted  on  or  before 
May  9,  1949.  to  the  Federal  Power  Com- 
mission. Washington  25,  D.  C. 


ISEAL] 


J.  H.  GUTRIDE, 

Acting  Secretary. 


[P.   R.   Doc.   49-2335;    Filed.   Mar.   29,    1949; 
8:49  a.  m.] 


1417 

ginia  Company  near  Roanoke  Rapids. 
North  Carolina.  The  total  consideration 
to  be  paid  by  Virginia  Company  Is  stated 
In  the  application  to  be  $128,300  in  cash; 
all  as  more  fully  appears  in  the  applica- 
tion on  file  with  the  Commission. 

Any  person  desiring  to  be  heard,  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  12th 
day  of  April  1949,  file  with  the  Federal 
Power  Commission,  Washington  25.  D.  C, 
a  petition  or  protest  In  accordance  with 
the  Commission's  rules  of  practice  and 
procedure. 

[SEAL]  J.  H.  GUTRIDE, 

Acting  Secretary. 

[P.   R.   Doc.   49-2336;    Filed.  Mar.   29.   1949; 
8:49  a.  m.j 


[Docket  No.  E-«2071 

Carolina  Light  and  Power  Co.  et  al. 

NOTICE    OF    application 

March  24.  1949. 

In  the  matter  of  Carolina  Power  L 
Light  Company,  Roanoke  River  Power 
Company,  and  Virginia  Electric  and 
Power  Company,  Docket  No.  E-6207. 

Notice  is  hereby  given  that  on  March 
23,  1949,  a  joint  application  was  filed 
with  the  Federal  Power  Commission, 
pursuant  to  section  203  of  the  Federal 
Power  Act,  by  Carolina  Power  &  Light 
Company  (hereinafter  called  "Carolina 
Company"),  Roanoke  River  Power  Com- 
pany (hereinafter  called  "Roanoke  Com- 
pany"), and  Virginia  Electric  and 
Power  Company  (hereinafter  called 
"Virginia  Company").  Carolina  Com- 
pany Is  a  corfxaration  organized  under 
the  laws  of  the  State  of  North  Carolina 
and  doing  business  in  the  States  of  North 
Carolina  and  South  Carolina,  with  its 
principal  business  office  at  Raleigh.  North 
Carolina;  Roanoke  Company  is  a  cor- 
poration organized  under  the  laws  of 
the  State  of  Virginia,  with  Its  principal 
business  office  at  Richmond.  Virginia; 
Virginia  Company  Is  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Virginia  and  doing  business  In  the  States 
of  Virginia.  West  Virginia  and  North 
Carolina,  with  its  principal  business  of- 
fice at  Richmond,  Virginia.  Applicants 
seek  an  order  authorizing  the  sale  of  all 
the  UOKV  transmis.sIon  lines  of  Roanoke 
Company,  the  same  being  located  en- 
tirely In  Mecklenburg  County.  Virginia, 
and  that  portion  of  Carolina  Company's 
110  KV  transmi.sslon  hne  which  inter- 
connects with  the  eastern  leg  of  Roanoke 
Company's  transmission  line  at  the  Vir- 
ginia-North Carolina  State  line  and  ex- 
tends eastwardly  through  Warren 
County.  North  Carolina,  to  an  Intercon- 
nection of  the  transmission  line  of  Vir- 


[Docket  No.  0-11791     « 
Cities  Service  Gas  Co. 
notice  of  application 

March  23,  1949. 

Notice  is  hereby  given  that  on  March 
14.  1949,  Cities  Service  Gas  Company 
(Applicant) ,  a  Delaware  corporation  hav- 
ing Its  principal  place  of  business  at 
Oklahoma  City,  Oklahoma,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity,  pursuant  to  sec- 
tion 7  (c)  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  construction 
and  operation  of  the  following  described 
natural-gas  pipeline  facilities: 

Facility  A:  Wichita-Hesston  16-inch  gas 
pipe  line.  A  16-inch  gas  pipe  line,  approxi- 
mately 29  miles  in  length,  beginning  at  a 
point  of  connection  with  an  existing  16-lncli 
pipe  line  near  the  southeast^  corner  of  Sec- 
tion 20.  Township  26  South.  Range  1  East. 
Sedgwick  County.  Kansas,  and  extending 
northwesterly  to  a  point  of  future  connec- 
tion with  a  26-lnch  pipe  line  In  the  North- 
west Quarter  of  Section  17.  Township  22 
South.  Range  1  West.  Harvey  County.  Kansas. 

Facility  B:  Valley  Center  3-inch  gas  pipe 
line.  A  3-lnch  gas  pipe  line,  approximately 
0.5  mile  In  length  extending  westerly  from 
the  16-lnch  pipe  line  described  as  Facility 
A.  above,  to  the  town  of  Valley  Center  and 
located  In  the  West  Half  of  Section  31.  Town- 
ship 25  South.  Range  1  East,  Sedgwick 
County.  Kansas. 

Facility  C:  Bentley  3-inch  gas  pipe  line.  A 
3-lnch  gas  pipe  line,  approximately  7.2  miles 
In  length,  extending  southwesterly  from  the 
west  terminus  of  the  Sedgwick  3-lnch  line  In 
the  Northwest  Quarter  of  Section  3,  Town- 
ship 25  South.  Range  1  West,  to  a  connection 
with  the  town  of  Bentley  In  the  Southeast 
Quarter  of  Section  10.  Township  25  South. 
Range  2  West,  Sedgwick  County.  Kansas. 

Facility  D:  Burrton  3-inch  ga^pipe  line.  A 
3-lnch  gas  pipe  line,  approximately  2.5  miles 
In  length.  l>eglnnlng  at  a  point  of  connection 
with  an  existing  26-lnch  pipe  line  In  the 
Northwest  Quarter  of  Section  7.  Township 
23  South.  Range  3  West  and  extending  south- 
easterly to  a  connection  with  the  town  of 
Burrton  In  the  Southwest  Quarter  of  Sec- 
tion 20,  Township  23  South,  Range  3  West. 
Harvey  County.  Kansas. 

Facility  E:  4-inch  gas  pipe  line  to  West 
Links  Addition-Wichita.  A  4-lnch  gas  pipe 
line,  approximately  2.5  miles  In  length,  be- 
ginning at  a  point  of  connection  with  the 
Valley  Center  10-lnch  pipe  line  In  the  South- 
east Quarter  of  Section  23,  Township  27 
South,  Range  1  West  and  extending  westerly 
to  the  Southwest  Quarter  of  Section  21, 
Township  27  South.  Range  1  West.  Bedgwlclc 
County,  Kansas. 
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Facility  F:  Mt.  Hope  3-inch  gas  pipe  line. 
A  3-lnch  gas  pipe  line,  approximately  O.B 
miles  In  length,  beginning  at  a  point  of  con- 
nection with  a  10-lnch  gas  pipe  line  owned 
by  Consolidated  Gas  Utilities  Corporation 
and  located  In  the  Southeast  Quarter  of  Sec- 
tion 18,  Township  25  South,  Range  3  Weft 
and  extending  easterly  to  the  town  of  Mt. 
Hope  In  the  Southeast  Quarter  of  Section  17, 
Township  25  South,  Range  3  West,  Sedg- 
wick County,  Kansas. 

Additionally,  Applicant  seeks  permis- 
sion and  approvaJ,  pursuant  to  section 
7  (b)  of  the  Natural  Gas  Act,  as  amended, 
to  abandon  the  following  described  nat- 
ural-gas facilities  subject  to  the  jurisdic- 
tion of  the  Commission: 

Facility  1:  Wichita-Hutchinson  10-inch  gas 
pipe  line.  A  10-lnch  gas  pipe  line  approxi- 
mately 36  4  miles  In  length,  beginning  at  a 
point  In  the  Southeast  Quarter  in  Section  20. 
Township  26.  South,  Range  1  East,  Sedgwick 
County.  I&nsas.  and  extending  northwester- 
ly to  the  Northwest  Quarter  of  Section  21. 
Township  23  South,  Range  5  West,  Reno 
County.  Kansas. 

Facility  2:  Mt.  Hope  3-inch  gas  pipe  line. 
A  3-lnch  gas  pipe  line  approximately  4.7 
miles  In  length,  beginning  at  s  point  on  the 
10-lnch  pipe  line  described  as  Facility  1. 
above,  located  In  the  Southwest  Quarter  of 
Section  ai,  Township  24  South.  Range  3  West. 
Harvey  County,  Kansas,  and  extending  south- 
erly to  the  Northwest  Quarter  of  Section  16. 
Township  25  South,  Range  3  West,  Sedgwick 
County,  Kansas. 

Facility  5:  Haven  8-inch  and  3-inch  gas  pipe 
line.  A  combination  of  8-lnch  and  3-lnch  gas 
pipe  line  comprising  1.7  miles  of  8-lnch  pipe 
and  3.0  miles  of  3-lnch  pipe,  beginning  at  a 
point  on  the  10-lnch  gas  line  described  as 
Jollity  1,  above.  In  the  Northwest  Quarter 
of  Section  10,-  Township  24  South.  Range  4 
West  and  extending  southwesterly  and  south- 
erly to  a  proposed  point  of  connection  Vvlth 
the  10-lnch  gas  pipe  line  owned  by  Consol- 
idated Gas  Utilities  Corporation  and  located 
In  the  West  Half  of  Section  33.  Township  24 
South.  Range  4  West,  Reno  County,  Karsas. 
Factlity  4:  Wichita-Burrton  12-inch  and 
10-inch  gas  pipe  line.  A  combination  of 
12-luch  and  10-lnch  gas  pipe  line  comprising 
18.7  miles  of  10-lnch  and  17.1  miles  of  12- 
Inch  pipe,  beginning  at  a  point  In  the  North- 
west Quarter  of  Section  17.  Township  28 
South.  Range  1  East.  Sedgwick  County.  Kan- 
sas, and  extending  northwesterly  to  the 
Southwest  Quarter  of  Section  25,  Township 
23  South,  Range  4  West,  Reno  County, 
Kansas. 

Facility  S:  Four-inch  gas  pipe  line  to 
Schulte  Field.  A  4-lnch  gas  pipe  line,  ap- 
proximately 3.4  miles  In  length,  beginning 
at  a  point  of  connection  with  the  10-lnch 
pipe  line  described  as  Facility  4.  above.  In 
the  Southeast  Quarter  of  Section  3.  Town- 
ship 28  South.  Range  1  West  and  extending 
southwesterly  to  the  East  Half  of  Section  7. 
Township  28  South.  Range  1  West,  Sedgwick 
County.  Kansas. 

Facility  6:  Burrton  2-inch  gas  pipe  line. 
A  2-lnch  gas  pipe  line,  approximately  2  miles 
in  length,  beginning  at  a  point  of  connec- 
tion with  the  12-lnch  pipe  line  described  as 
Pnclllty  4.  alKDve.  In  the  Northeast  Quarter 
of  Section  1.  Township  24  South,  Range  4 
West,  Reno  County,  Kansas,  and  extending 
northeasterly  to  the  town  of  Burrton.  in  the 
Northeast  Quarter  of  Section  32.  Township 
23  South.  Range  3  West.  Harvey  County, 
Kansas. 

Facility  7:  Burrton-Hutchinson  10-inch 
ffos  pipe  line.  A  10-lnch  gas  pipe  line  ap- 
proximately 9  1  miles  In  length,  beginning 
at  the  northwest  terminus  cf  the  12-lnch 
pipe  line  described  as  Facility  4,  above.  In 
the  Southwest  Quarter  of  Section  26.  Town- 
ship 23  South.  Range  4  West,  and  extending 
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northwesterly  to  the  Northwest  Quarter  of 
Section  21,  Township  23  South.  Range  6 
West,  Reno  County.  Kansas. 

Facility  8:  Valley  Center  8-inch  gas  pipe 
line.  An  8-lnch  gas  pipe  line,  approxi- 
mately  7.7  mllfts  In  length,  beginning  In  the 
Northwest  Quarter  of  Section  13.  Township 
27  South.  Range  1  West,  and  extending 
northerly  to  the  Southeast  Quarter  of  Sec- 
tion 1.  Township  26  South.  Range  1  West, 
Sedgwick  County,  Kansas. 

Facility  9:  Newton  6-inch  and  8-inch  gas 
pipe  line.  A  combination  6-lnch  and  8-lnch 
gas  pipe  line,  comprising  3.2  miles  of  6-lnch 
pipe  and  8.8  miles  of  8-lnch  pipe,  beginning 
at  a  point  of  connection  with  the  10-lnch 
pipe  line  described  as  Facility  1,  above.  In 
the  Southwest  Quarter  of  Section  31.  Town- 
ship 25  South.  Range  1  East.  Sedgwick 
County.  Kansas,  and  extending  northerly  to 
the  Northwest  Quarter  of  Section  6,  Town- 
ship 24  South,  Range  1  East.  Harvey  County. 
Kansas. 

Facility  10:  Sperling  Field  6-inch  gas  pipe 
line.  A  6-lnch  gas  pipe  line,  approximately 
11.5  miles  In  length,  beginning  In  the  South- 
west Quarter  of  Section  30.  Township  23 
South.  Range  1  East  and  extending  north- 
westerly to  the  Southwest  Quarter  of  Sec- 
tion 13,  Township  22  South,  Range  1  West, 
Harvey  County,  Kansas. 

Applicant   states    that    the    proposed 
construction  of  the  16-lnch  gas  pipe  line 
between  Wichita  and  He.sston.  Kansas, 
described  as  Facility  A,  above,  is  neces- 
sary because  of  the  condition,  uge,  and 
inadequacy  of  present  facilities  between 
Hutchinson  and  Wichita,  Kansas,  and 
between  Wichita  and  Newton.  Kansas. 
Applicant  further  states  that  new  de- 
mand placed  upon  said  present  facilities 
since  completion  of  Applicant's  Hugoton 
to  Kansas  City  line  as  far  as  Newton. 
Kansas  has  resulted  in  the  moving  of 
pas  from  Hutchinson  and  Newton  to 
Wichita  in.^tead  of  moving  gas  in  the 
reverse  direction,  as  in  the  past.     It  is 
stated  in  the  application  that  the  pro- 
posed 16-inch  line  will  allow  greater  de- 
liveries of  natural  gas  to  the  Newton  and 
Wichita  areas  and  the  proposed  aban- 
donment of  present  facilities  will  allow 
Applicant  to  reclaim  approximately  114 
miles  of  lines,  the   greater  portion  of 
which  can  be  sold  for  an  amount  more 
than  sufficient  to  cover  the  cost  of  con- 
struction of  the  facilities  proposed  In  the 
application.     Applicant  states  that  the 
capacity  of  the  present  lines  does  not 
exceed   50,000   McJ  per   day   while   de- 
liveries In  excess  of  70,000  Mcf  per  day 
will  be  possible  through  the  proposed 
16-lnch  line. 

It  is  further  stated  in  the  application 
that  the  proposed  facilities  other  than 
said  16-inch  line  are  required  to  main- 
tain existing  .«;ervice,to  the  towns  of 
Valley  Center.  Bentley.  West  Links  Ad- 
dition to  Wichita.  Mt.  Hope,  and  Burr- 
ton. Applicant  proposes  to  render  serv- 
ice to  the  towns  of  Haven  and  Mt.  Hope 
throuph  Interconnections  between  Ap- 
plicant's facilities  and  those  of  Consoli- 
dated Gas  Utilities  Corporation  under 
an  exchange  agreement  whereby  Appli- 
cant will  receive  gas  from  the  latter  in 
quantities  suflBcient  to  serve  both  towns, 
in  return  for  gas  delivered  to  Consoli- 
dated Gas  Utilities  Corporation  at  a 
point  near  Hutchinson,  Kansas. 

Applicant  states  that  all  other  lines 
required  to  service  the  communities  re- 
ferred to  In  the  application  are  required 
to  connect  those  communities  with  the 


facilities  sought  to  be  constructed,  and 
that  no  change  of  service  to  any  of  said 
communities  is  Involved. 

The  estimated  total  over-all  capital 
cost  of  the  proposed  facilities  including 
installation  and  Incidental  costs  Is  $829.- 
940.00  which  will  be  paid  by  disburse- 
ment of  funds  from  Applicant's  own 
treasury. 

Any  Interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  in- 
terest in  the  matter  and  whether  It  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Cities  Service  Gas 
Company  is  on  file  with  the  Commission 
and  Is  open  to  public  Inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Washington  25,  D.  C,  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §J  1.8  or 
1.10.  whichever  Is  applicable,  of  the  rules 
of  practice  and  procedure  (as  amended 
on  June  16.  1949). 


[SEAL] 


J.    H.    GUTRIDE. 

Acting  Secretary. 


[F.   R.   Doc.   49-2328:    Piled.   Mar.  29,    1949; 
8:48  a.  ml 


FEDERAL    TRADE    COMMISSION 

(Docket  No.  4459] 

Amasu  Importing  Corp.  et  al. 

order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking 
testimony 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  in 
the  city  of  Washington.  D.  C,  on  the 
24th  day  of  March  A.  D.  1949. 

In  the  matter  of  Amasla  Importing 
Corporation,  a  corporation;  Silk  Skin, 
Inc..  a  corporation;  George  Lacks  and 
Harold  G.  Lacks,  Individually  and  as  of- 
ficers of  Amasla  Importing  Corporation 
and  Silk  Skin.  Inc. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade 
Commission. 

It  is  ordered.  That  Henry  P.  Alden.  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law: 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday,  April  19,  1949,  at  ten 
o'clock  in  the  forenoon  of  that  day 
ic.  s.  t.>,  in  Room  500,  45  Broadway, 
New  York,  New  York. 

Upon  completion  of  the  taking  of  testi- 
mony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  Is  directed  to  proceed 


Wednesday,  March  30,  1949 
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Immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents. 
The  Trial  Examiner  will' then  close  the 
taking  of  testimony  and  evidence  and, 
after  all  Intervening  procedure  as  re- 
quired by  law.  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  In- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  Issues 
of  fact,  law,  or  discretion  presented  on 
the  record,  and  an  appropriate  recom- 
mended order;  all  of  which  shall  become 
a  part  of  the  record  In  said  proceeding. 

By  the  Commission. 

I  SEAL]  D.  C.  Daniel. 

Secretary. 

(F    R.    Doc.    49-2354:    Filed.    Mar.    29,    1949: 
8:53  a.  m.j 


SECURITIES   AND   EXCHANGE 
COMMISSION^ 

(Pile  No.  7-1084] 

PTT3MC  Service  Electric  and  G.*s  Co. 

findings  and  order   GRANTING  APPLICATION 

At  a  regular  .session  of  the  Securities 
and  Exchan<:e  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  March  A.  D.  1949. 

The  New  York  Curb  Exchange  has 
made  application  to  the  Commission  pur- 
suant to  section  12  (f)  (3>  of  the  Secu- 
rities Exchange  Act  of  1934  and  Rule 
X-12F-1  for  permission  to  extend  un- 
listed trading  privileges  to  the  Fifty-Year 
6''^  Debenture  Bonds,  due  July  1.  1998.  of 
Public  Service  Electric  and  Gas  Company. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  In  the  ab.sence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  in 
the  application  makes  the  following 
findings: 

(1)  That  the  common  stock,  without 
par  value,  and  $1.40  dividend  preference 
common  stock,  without  par  value,  of 
Public  Service  Electric  and  Gas  Com- 
pany are  regi.stered  and  listed  on  the 
New  York  Stock  Exchange  and  the 
Philadelphia  Stock  Exchange;  that  there 
is  available  from  the  registration  state- 
ments and  periodic  reports  filed  pur.suant 
to  rules  and  regulations  under  the  Secu- 
rities Exchange  Act  of  1934  Information 
substantially  equivalent  to  that  which 
would  be  available  If  the  Fifty-Year  6% 
Debenture  Bonds,  due  July  1,  1998,  of 
Public  Service  Electric  and  Gas  Company 
were  regi.stered  on  a  national  securities 
exchange:  that  the  Issuer,  its  officers 
and  directors,  and  every  beneficial  owner 
of  more  than  10  per  centum  of  the  Fifty- 
Ycpr  6%  Debenture  Bonds,  due  July  1, 
1998,  will  be  .subject  to  duties  sub.stan- 
tirJly  equivalent  to  the  duties  which 
would  ari.se  under  the  Securities  Ex- 
change Act  of  1934  if  the  Fifty-Year  6% 
Debenture  Bonds,  due  July  1.  1998.  were 
duly  registered  and  listed  on  a  national 
securities  exchange; 

(2)  That  the  geographical  area  deemed 
to  constitute  the  vicinity  of  the  New  York 
Curb  Exchange  for  the  purpo.se  of  this 
application  is  the  States  of  Massachu- 


setts. Rhode  Island,  Connecticut.  New 
York.  New  Jersey,  Pennsylvania  and 
Ohio:  that  out  of  a  total  of  $18,195,600 
principal  amount  of  this  seciuity  out- 
standing. $16,128,466  principal  amount 
Is  owned  by  2.372  holders  in  the  vicinity 
of  the  New  York  Curb  Exchange;  and 
that  transactions  were  effected  In  $103.- 
000  principal  amount  of  this  security  In 
the  vicinity  of  the  New  York  Curb  fix- 
change  during  the  period  from  July  1. 
1948  to  August  25.  1948  Inclusive; 

(3)  That  sufficient  public  distribution 
of.  and  sufficient  public  trading  activity 
In.  this  security  exist  In  the  vicinity  of 
the  applicant  exchange  to  render  the 
extension  of  unlisted  trading  privileges 
thereto  appropriate  In  the  public  interest 
and  for  the  protection  of  Investors;  and 

(4»  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  is  otherwise  ap- 
propriate In  the  public  interest  and  for 
the  protection  of  investors. 

Accordingly  it  is  ordered,  Pursuant  to 
section  12  (f )  '3)  of  the  Securities  Ex- 
change Act  of  1934,  that  the  application 
of  the  New  York  Curb  Exchange  for  per- 
mission to  extend  unlisted  trading  priv- 
ileges to  the  Fifty-Year  6%  Debenture 
Bonds,  due  July  1,  1998,  of  Public  Service 
Electric  and  Gas  Company  be,  and  the 
same  Is,  hereby  granted. 

By  the  Commission. 

(seal]  Orval  L.  Dubois, 

Secretary. 

(F.    R.   Doc.   49  2322:    Filed,   Mar.   29,    1949; 
8:47  a.  m] 


[File  Nos.  54-126.  59-76,  70-2039] 

E.\STERN  Gas  and  Fuel  Associates 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION AND  PERMITTING  DECLARATION  TO 
BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi-ssion  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  23d  day  of  March  1949. 

Eastern  Gas  and  Fuel  Associates 
("Eastern"),  a  registered  holding  com- 
pany and  a  subsidiary  of  Koppers  Com- 
pany. Inc.,  also  a  regLstered  holding  com- 
pany, having  heretofore  filed  with  this 
Commission  a  Notification  of  Registra- 
tion as  a  holding  company  under  the 
Public  Utility  Holding  Company  Act  of 
1935  (the  "act") .  which  purports  to  limit 
such  registration,  In  essence,  to  the  pro- 
visions of  .section  11  (b)  (2)  and,  only  to 
the  extent  necessary  to  implement  sec- 
tion 11  (b)  (2),  to  the  provisions  of  sec- 
tions 11  (c>.  (d»,  (e),  (f)  and  (g)  and 
of  sections  6  and  7;  and 

The  Commission,  following  such  regis- 
tration, having  instituted  proceedings 
with  respect  to  Eastern  and  its  subsidi- 
aries under  section  11  (b)  (2)  of  the  act 
(File  No.  59-76)  and  having  consolidated 
such  proceedings  with  those  relating  to 
a  section  11  (e)  plan  of  recapitalization 
(File  No.  54-126)  filed  by  Eastern  and 
designed  to  effectuate  compliance  wiih 
section  11  <b)  (2);  and 

Eastern  having  thereafter  made  a  filing 
under  the  act,  with  regard  to  the  l.ssue 
and  sale,  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50  of  $12,- 


000,000  principal  amounts  of  its  First 
Mortgage  and  Collateral  Trust  Bonds. 
__%  Series  due  March  1, 1974,  to  be  Issued 
under  and  secured  by  Elastern's  present 
indenture  dated  as  of  July  1,  1945,  and 
a  supplemental  Indenture  to  be  dated  as 
of  March  1,  1949;  such  filing  having  been 
made  in  the  form  of  a  declaration  where- 
in Eastern  has  designated  section  7  of 
the  act.  to  the  extent  necessary  to  Imple- 
ment compliance  with  the  provisions  of 
section  11  (b)  (2)  and  Rules  U-20  to 
U-24,  Inclusive,  and  Rule  U-50,  as  being 
applicable  to  the  proposed  transactions; 
and 

The  proceedings  In  respect  to  said  dec- 
laration having  been  consolidated  with 
the  aforementioned  consolidated  pro- 
ceedings; and 

The  Commission  having  by  its  order 
dated  March  9,  1949  permitted  the 
amended  declaration  with  respect  to  the 
issue  and  sale  of  said  bonds  to  become 
effective,  subject,  however,  to  the  condi- 
tion, among  others,  that  the  propo.sed 
i-ssuance  and  sale  of  bonds  of  Eastern 
should  not  be  consummated  until  the  re- 
sults of  competitive  bidding  for  the  bonds 
pursuant  to  Rule  U-50  had  been  made  a 
matter  of  record  in  these  proceedings 
and  a  further  order  had  been  entered  by 
this  Commission  in  the  light  of  the  record 
so  completed;  and 

The  Commission  having  reserved  juris- 
diction with  respect  to  all  fees  and  ex- 
penses of  all  counsel  and  of  the  financial 
adviser  to  be  paid  in  connection  with  the 
proposed  Issuance  and  sale  of  bonds,  and 
to  consider  and  determine  all  matters  In 
the  pending  consolidated  proceedings 
(File  Nos.  59-76  and  54-126)  not  hereby 
considered  and  determined;  and 

Eastern  having  filed  a  further  amend- 
ment herein  setting  forth,  among  other 
things,  the  action  taken  to  comply  with 
the  requirements  of  Rule  U-50  and  stat- 
ing that,  pursuant  to  the  Invitation  for 
competitive  bids,  the  following  bids  for 
the  bonds  have  been  received: 


Group  headed  by— 

Coupon 
rale 

Price  to 
com- 
pany ' 
(liercent 
of  prin- 

ci|>al 
amount) 

Annual 
cost  of 
money 

Il.iLsov,  Ftuart  &  Co.,  Inc.. 
White,  Weld  A  Co 

Percent 
3Ji 

101.239 
100.775 
101.31 

Percent 

3.6:!« 
3.7022 

Ulyth  ii  Co.,  Inc 

3.7U34 

1  rias  accrued  inttro^t  from  Mar.  1,  1949,  to  date  of 
delivery. 

Said  amendment  having  further  stated 
that  Eastern  has  accepted  the  bid  of 
Halsey,  Stuart  &  Co.,  Inc.,  as  set  out 
above,  and  that  said  bonds  will  be  of- 
fered for  sale  to  the  public  at  a  price 
of  102.459  7o  of  the  principal  amount 
thereof  plus  accrued  interest,  resulting 
In  an  underwriting  spread  of  1.22%  of 
the  principal  amount  of  said  bonds;  and 

The  Commission  having  examined 
said  amendment  and  having  considered 
the  record  herein  and  finding  no  basis 
for  imposing  terms  and  conditions  In  re- 
spect of  such  matters; 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  In  connection  with 
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the  sale  of  said  bonds  under  Rule  U-50. 
be,  and  the  same  hereby  Is,  released,  and 
that  said  declaration  of  Eastern  as  fur- 
ther amended  herein  be,  and  the  same 
hereby  is,  permitted  to  become  effective 
forthwith,  subjct,  however,  to  the  terms 
and  conditions  prescribed  in  Rule  U-24, 
and  to  the  further  condition  that  juris- 
diction be,  and  it  hereby  is,  continued 
to  be  reserved 

<a)  With  respect  to  all  fees  and  ex- 
penses of  all  counsel  and  of  the  finan- 
cial adviser  to  be  paid  in  connection  with 
the  proposed  Issuance  and  sale  of  bonds: 

(b)  To  consider  and  determine  all 
matters  in  the  pending  consolidated  pro- 
ceedings (Pile  Nos.  5»-76  and  54-126) 
not  hereby  considered  and  determined. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

[F.    R.   Doc,   49-2325;    Piled,    Mar.   29.    1949; 
8:48  a.  m.l 


[File  No.  70-20531 
Gulf  Power  Co. 


STTPPLEMENTAL  ORDER  RELEASING  JTTRISDIC- 
TION  AND  PERMITTING  DECLARATION  TO 
BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington,  D.  C,  on 
the  23d  day  of  March  A.  D.  1949. 

Gulf  Power  Company  ("Gulf") ,  a  pub- 
lic utility  subsndiary  of  The  Southern 
Company,  a  registered  holding  company 
and  a  wholly  owned  subsidiary  of  The 
Commonwealth  &  Southern  Corporation, 
also  a  registered  holding  company,  hav- 
ing filed  a  declaration  and  amendments 
thereto  pursuant  to  sections  6  (a)  and  7 
of  the  Public  Utility  Holding  Company 
Act  of  1935  (the  "act")  and  Rule  U-50 
promulgated  thereunder  regarding  the 
proposed  issuance  and  sale  by  Gulf,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  of  $2,500,000  prin- 
cipal amount  of  its  First  Mortgage 
Bonds,  __f^r  Series,  due  1979:  and 

The  Commission  by  its  order  dated 
March  2,  1949  having  permitted  said 
declaration,  as  amended,  to  become  ef- 
fective subject  to  the  condition,  among 
others,  that  the  proposed  issuance  and 
sale  of  bonds  of  Gulf  should  not  be  con- 
summated until  the  results  of  competi- 
tive bidding  for  the  bonds  pursuant 
to  Rule  U-50  had  been  made  a  matter  of 
record  in  this  proceeding  and  a  further 
order  had  been  entered  by  this  Commis- 
sion in  the  light  of  the  record  so  com- 
pleted and  the  Commission  having  fur- 
ther reserved  jurisdiction  with  respect 
to  all  fees  and  expenses  of  counsel  to  be 
paid  in  connection  with  the  proposed 
transaction;  and 

Gulf  having  filed  a  further  amendment 
herein  setting  forth  the  action  taken  to 
comply  with  Rule  U-50  and  stating  that, 
pursuant  to  the  invitation  for  competi- 
tive bids,  the  following  bids  for  the  bonds 
have  been  received: 


Priwto 

com- 

Name of  bidder 

Coupon 

rate 

pany 
(pcr«nt 

.Annual 
cost  of 

of  nrin- 
cii>al 

roonry 

• 

amount)' 

Percent 

PlTCfltt 

Halsoy,  Stuart  &  Co.  Inc.. 

S 

100.  loog 

2.U1M4 

Xnion  Serurltii-s  Corp 

3!t. 

Wi.  M'J 

3.  now 

FqiiitabW  Si'furities    "orp.'. 

3U 

I  KrJ.  nv')2 

3.  017H 

Collin  and  Hiirr,  Itio 

3',v    102.0745 

3.  OIM 

'I'hi'  First  Postou  Corp 

3H    102.07 

3.  0196 

KiUder,  PoalioUy  i  Co 

3W|  101.  »v8 

3. 02:17 

Otis  &  Co.i 

3H'  101.  WMJ 

3.027J 

1 

•  Hoad  of  droup. 

•  Flus  Bccrurd  int<'rMit  from  Apr    1,  m9  to  date  of 
deliv-'ry 

Said  amendment  having  further 
stated  that  Gulf  has  accepted  the  bid  of 
Halsey.  Stuart  k  Co.  Inc..  as  set  out 
above,  and  that  said  bonds  will  be  of- 
fered for  sale  to  the  public  at  a  price  of 
100.56%  of  the  principal  amount  thereof 
plus  accrued  Interest,  resulting  in  an 
underwriting  spread  of  0.4501%  of  the 
principal  amount  of  said  bonds;  and 

It  appearing  to  the  Commission  that 
the  fees  and  expenses  of  counsel  pro- 
posed to  be  paid  in  connection  with  the 
financing  of  Gulf  are  not  unreasonable, 
said  fees  being  as  follows: 

Counsel  for  the  company: 
Wlnthrop,     Stlmson,     Putnam     & 

Roberts $4,  500 

Counsel  for  the  purchasers: 

Reld  &  Priest _     8,000 

The  Commission  having  examined 
said  amendment  and  having  considered- 
the  record  herein  and  finding  no  basis 
for  imposing  terms  and  conditions  with 
respect  to  such  matters: 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  the  result 
of  competitive  bidding  in  connection 
with  the  sale  of  bonds  imder  Rule  U-50, 
be,  and  the  same  hereby  is,  released  and 
that  the  said  declaration  of  Gulf  as  fur- 
ther amended  herein  be,  and  the  same 
hereby  Is,  permitted  to  become  effective 
forthwith,  subject  however  to  the  terms 
and  conditions  prescribed  in  Rule  U-24. 

It  is  further  ordered,  That  the  Juris- 
diction heretofore  reserved  with  respect 
to  the  payment  of  fees  and  expenses  of 
counsel  in  connection  with  the  sate  of 
the  bonds  by  Gulf  be,  and  the  same 
hereby  is,  released. 

By  the  Commission. 

[se.alJ  Orval  L.  DuBois, 

Secretary. 

(P.   R.  Doc.   49-2323:    Filed,   Mar.   29,    1949; 
8:47  a.  m.j 


[Pile  No.  70-2068) 

Portland  Gas  8:  Coke  Co. 

memorandum  opinion  and  order  granting 
application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  23d  day  of  March  A.  D.  1949. 

Portland  Gas  &  Coke  Company  ('Port- 
land"), a  subsidiary  of  American  Power 
(i  Light  Company,  a  regiistered  holding 


company,  which  Is  In  turn  a  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company,  has 
filed  an  application,  pursuant  to  section 
6  (b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("the  act"),  with  re- 
spect to  the  proposed  sale  of  $3,500,000 
principal  amount  of  25-year  First  Mort- 
gage Bonds.  The  proceeds  from  the 
proposed  bond  issue  will  be  used  to  pay 
$2,000,000  of  4%  notes  held  by  the  Mel- 
lon National  Bank  b  Trust  Company, 
maturing  May  12.  1949.  and  the  balance 
of  $1,500,000  will  be  used  for  partial  pre- 
payment of  3 '8%  installment  notes  ma- 
turing from  1950  to  1957.  The  install- 
ment notes  aggregate  $4,500,000  in 
amount  and  it  Is  proposed  to  use  $562,500 
to  prepay  the  installments  due  February 
12. 1950.  and  August  12. 1950.  and  to  apply 
the  remaining  $937,500  ratably  to  the 
remaining  installments,  which  are  due 
semiannually  over  the  period  from  Feb- 
ruary 12.  1951.  to  August  12.  1957. 

Portland  is  Incorporated  in  Oregon  and 
does  all  of  Rs  business  within  that  State 
other  than  a  small  amount  In  Washing- 
ton. Portland  proposes  to  obtain  the 
approval  of  the  Oregon  Public  Utilities 
Commissioner  and  of  the  Washington 
Department  of  Public  Utilities  with  re- 
spect to  the  issuance  of  the  bonds.  If 
such  approvals  are  obtained,  the  pro- 
posed issue  and  sale  of  bonds  will,  under 
the  provisions  of  section  6  (b)  of  the  act, 
be  exempt  from  the  declaration  require- 
ments of  section  7,  subject  to  the  impo- 
sition of  such  terms  and  conditions  as 
the  Commission  may  deem  appropriate 
in  the  public  interest  or  for  the  protec- 
tion of  investors  or  consumers. 

In  connection  with  the  application,  the 
company  has  requested  that  the  Com- 
mission exempt  the  proposed  sale  from 
the  competitive  bidding  requirements  of 
Rule  U-50.  If  sUch  exemption  is  granted, 
Portland  proposes  to  negotiate  terms 
with  institutional  or  other  purchasers  at 
private  sale,  and  may  employ  the  serv- 
ices of  an  investment  banker  as  a  finder 
or  agent  in  connection  witli  such  nego- 
tiations. The  interest  rate,  price,  and 
other  definitive  terms  of  the  bonds  are 
not  now  before  us,  and  we  shall  consider 
at  this  time  only  the  requested  exemption 
from  the  competitive  bidding  require- 
ments of  Rule  U-50.  as  to  which  issue 
a  public  hearing  was  held  after  the  ap- 
propriate notice. 

The  principal  basis  for  the  application 
for  exemption  from  competitive  bidding 
rests  upon  the  peculiar  and  unusual  cir- 
cumstances .surrounding  the  recent  oper- 
ations of  this  company.  Portland  is  and 
has  been  for  many  years  engaged  in  the 
manufactured  gas  business  in  Portland, 
Oregon,  and  the  surrounding  area.  Dur- 
ing the  years  1947  and  1948  the  company 
installed  new  equipment  designed  to 
meet,  at  a  reduced  cost,  the  increasing 
demand  for  gas  and  to  obviate  the  neces- 
sity of  using  high  cost  diesel  oil  during 
periods  of  heavy  demand.  Operations 
under  the  new  process  commenced  dur- 
ing the  latter  part  of  1947.  However, 
there  were  numerous  delays  in  obtaining 
the  necessary  equipment  and  the  com- 
pany also  experienced  technical  operat- 
ing difficulties  under  the  new  method. 
In  addition  the  price  of  oil  rose.  All  of 
these  factors  contributed  to  a  substantial 
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increase  in  operating  expenses  and  con- 
sequent decline  in  operating  income  dur- 
ing 1947  and  1948.    For  the  calendar  year 

1946.  Portland's  operating  revenues  were 
approximately  $7,403,000.  gross  Income 
was  $1,179,000.  and  net  income  was  $729.- 
000.  For  the  calendar  year  1947,  Port- 
land's operating  revenues  were  $8,771.- 
000.  gross  income  was  $514,000.  and  net 
income  was  $113,000.  For  the  calendar 
year  1948,  operating  revenues  were  $11.- 
289.000.  gross  income  was  $720,000  and 
net  income  was  $203,000.  As  a  result  of 
the  decline  in  income  and  lack  of  avail- 
able cash,  Portland  has,  since  November 

1947,  suspended  payment  of  its  preferred 
stock  dividends,  the  annual  requirement 
for  which  is  $430,167.  As  of  December 
31,  1948,  preferred  dividend  arrearages 
were  $67.42^  per  share  on  the  7*^  pre- 
ferred stock  and  $57.79  per  share  on  the 
67o  preferred  stock,  or  a  total  of  $4,143,- 
495.  There  is  now  pending  a  proceeding 
under  section  11  (b)  <2)  of  the  act  with 
respect  to  the  corporate  simplification  of 
this  company,  and  in  that  proceeding 
Portland  has  filed  a  plan  Involving  the 
exchange  of  a  shigle  class  of  common 
stock  for  the  presently  outstanding  shares 
of  preferred  and  common  stocks. 

According  to  evidence  submitted  by  the 
company  the  new  equipment  is  now  op- 
erating satisfactorily  and  price  reduc- 
tions on  the  types  of  oil  required  by  the 
company  have  become  effective.  In  ad- 
dition, a  rate  increase  was  granted  effec- 
tive December  6,  1948.  It  is  the  expecta- 
tion of  the  management  that  the  first 
quarter  of  1949  will  show  a  marked  im- 
provement over  the  same  period  for  1948. 
The  company  states  however  that  earn- 
ings until  the  end  of  February  1949  were 
not  adequate  to  meet  the  requirements 
of  the  Mortgage  for  the  issuance  of  addi- 
tional bonds.  The  company  anticipates 
that  income  for  the  period  ending  March 
31,  1949  will  reflect  additional  improve- 
ment. However,  in  the  opinion  of  the 
management,  the  relatively  short  time 
between  the  date  when  the  March  31, 
1949,  earnings  figures  will  become  avail- 
able and  the  date  when  the  $2,000,000 
is  needed  to  meet  the  May  12,  1949.  ma- 
turity would  render  a  public  sale  of  the 
bonds,  which  competitive  bidding  entails, 
difficult  if  not  impossible  on  any  basis 
which  would  permit  the  use  of  the  March 
31.  1949.  earnings  figures.  Accordingly, 
the  management  proposes  to  sell  the 
bonds  privately  and  requests  exemption 
from  competitive  bidding  as  a  means  of 
obtaining  the  most  advantageous  sale  of 
the  proposed  bonds. 

We  recognize  that  the  facts  surround- 
ing the  operations  of  the  Portland  com- 
pany over  the  last  three  years  have  been 
unu-sual.  As  noted  previously.  Portland's 
earnings  record  for  the  last  few  years 
have  not  been  favorable.  Although  the 
latest  earnings  appear,  according  to  tes- 
timony of  company  officials,  to  show  some 
improvement,  such  improvement  has  oc- 
curred so  recently  that  it  is  not  yet  re- 
flected in  published  earnings  figures. 
The  May  12.  1949  maturity  is  pressing, 
and  the  company's  cash  needs,  in  the 
light  of  its  construction  program  and 
other  requirements,  are  such  as  to  make 
it  highly  desirable  that  a  part  of  the  in- 
stallment notes  be  refunded  by  the  issu- 
ance of  long  term  bonds,  in  order  to  pro- 


mote flexibility  of  operation  and  offer 
some  leeway  for  unforeseen  contingen- 
cies. We  conclude  that  the  exemption 
from  competitive  bidding  may  properly 
be  granted  under  the  applicable  clauses 
of  paragraph  (a)  (5)  of  Rule  U-50.  As 
indicated  previously,  we  are  passing  only 
upon  the  requested  exemption  from  com- 
petitive bidding,  and  Jurisdiction  is  re- 
served with  respect  to  the  terms  of  the 
proposed  bonds  and  all  other  aspects  of 
the  prof>osed  transactions. 

It  is  therefore  ordered.  That  the  appli- 
cation by  Portland  Gas  &  Coke  Company 
requesting  an  exemption  from  the  com- 
petitive bidding  requirements  of  Rule 
U-50  with  respect  to  the  proposed  issue 
and  sale  of  $3,500,000  of  First  Mortgage 
Bonds  be.  and  the  same  hereby  is. 
granted.  f 

It  is  further  ordered,  That  jurisdiction 
be  and  is  hereby  reserved  to  pass  upon  all 
other  phases  of  the  application  with  re- 
spect to  said  bond  issue  pursuant  to  sec- 
tion 6  (b)  of  the  act,  including  the  inter- 
est rate,  price  to  be  paid,  and  terms  of  the 
supplemental  indenture,  and  other  terms 
and  conditions  with  respect  to  the  pro- 
posed bonds. 

By  the  Commission. 


(SSALl 


Orval  L.  DuBois, 
Secretary. 


I  p.    R     Doc.    49-2324;    Piled.    Mar.    29.    19491 
8:48  a.  m.| 


(File  No.  70-2073) 

SotrrHERN  Co.  AND  MISSISSIPPI  POWER  Co. 

ORDER    GRANTING    APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECtrVE 

At  a  regular  session  of  the  Securities 
and  Elxchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  23d  day  of  March  1949. 

The  Southern  Company  ("Southern"), 
a  registered  holding  company  and  a 
wholly  owned  subsidiary  of  The  Com- 
monwealth L  Southern  Corporation,  also 
a  registered  holding  company,  and  Miss- 
issippi Power  Company  ("Mississippi"), 
a  direct  public  utility  subsidiary  of 
Southern,  having  filed  a  joint  applica- 
tion-declaration and  an  amendment 
thereto  pursuant  to  sections  6  (a»,  7, 
9  (a),  10  and  12  (f)  of  the  act  and  Rules 
U-43  and  U-50  thereunder,  with  respect 
to  the  following  proposed  tran.sactions: 

Mississippi  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $2,000,000  prin- 
cipal amount  of  its  Rr.st  Mortgage 
Bonds,  __%  Series,  due  1979.  to  be  issued 
under  and  secured  by  Mississippi's  pres- 
ent indenture  dated  as  of  September  1, 
1941,  as  supplemented  by  indentures 
dated  as  of  September  1,  1946,  August  1, 
1947,  April  1.  1948  and  to  be  dated  as  of 
April  1,  1949.  Mississippi  also  proposes, 
prior  to  the  issuance  and  sale  of  the 
bonds,  to  issue  and  sell  to  its  parent. 
Southern,  and  Southern  proposes  to 
purchase  from  Mississippi,  100,000  addi- 
tional shares  of  the  authorized  but  un- 
issued common  stock  without  par  value 
of  Mississippi  for  a  cash  consideration  of 
$2,000,000.  The  proceeds  from  the  sale 
of  the  new  bonds  and  the  common  stock 


of  Mississippi  will  be  used  by  it  to  pro- 
vide a  portion  of  the  funds  required  by 
Mississippi  for  th^  construction  or  ac- 
quisition of  property  additions  to  its 
utility  plant.  • 

The  joint  application-declaration  hav- 
ing been  filed  on  FebVuary  25,  1949  and 
an  amendment  thereto  having  been  filed 
on  March  11,  1949  and  no*  "e  of  said  fil- 
ing having  been  given  in  the  form  and 
manner  prescribed  by  Rule  U-23  promul- 
gated pursuant  to  said  act,  and  the  Com- 
mission not  having  received  a  request 
for  hearing  with  respect  to  said  joint 
application-declaration,  as  amended, 
within  the  period  specified  in  said  notice 
or  otherwise  and  not  having  ordered  a 
hearing  thereon:  and 

The  Commission  finding  with  respect 
to  said  joint  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  promulgated  thereunder  are  satis- 
fied, that  no  adverse  findings  are  neces- 
sary and  deeming  it  appropriate  in  the 
public  interest  and  in  the  Interest  of  in- 
vestors and  consumers  that  said  joint 
application-declaration,  as  amended,  be 
granted  and  permitted  to  become 
effective : 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  said  joint  application-declaration, 
as  sunended,  be,  and  the  same  hereby  is, 
granted  and  permitted  to  become  ef- 
fective forthwith,  subject  to  the  terms 
and  conditions  contained  in  Rule  U-24 
and  subject  to  the  following  additional 
conditions: 

(1)  That  the  proposed  sale  of  bonds 
by  Mississippi  shall  not  be  consummated 
until  the  results  of  competitive  bidding 
pursuant  to  Rule  U-50  shall  have  been 
made  a  matter  of  record  in  this  proceed- 
ing, and  a  further  order  shall  have  been 
entered  by  this  Commission  in  the  light 
of  the  record  so  completed,  which  order 
may  contain  such  further  terms  and  con- 
ditions as  may  then  be  deemed 
appropriate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  the  fees  and  expenses  of  all 
counsel  to  be  paid  in  connection  with  the 
proposed  transactions. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

(P.   R.   Doc.   49  2326;    Filed,    Mar.    29,    1949; 
8:48  a.  m.j 


[File  No.  70-20801 

Alabama  Gas  Corp. 


NOTICE  OF  FILING  AND  NOTICE  OF  AND  ORDER 
FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Wa.shington,  D.  C. 
on  the  24th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  CommLssion, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935,  by  Alabama  Gas 
Corporation  ("Alabama"),  a  subsidiary 
of  Southern  Natural  Gas  Company 
("Southern"),  a  regi.stered  holding  com- 
pany.  All  interested  persons  are  referred 
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to  said  document  which  Is  on  file  In  the 
oflBces  of  the  Commission  for  a  statement 
of  the  transactions*  therein  proposed 
which  are  summai^ed  as  follows: 

Alabama  proposes  to  issue  and  sell,  at 
competitive  bidding  pursuant  to  Rule 
U-50,  $6,000,000  principal  amount  of 
First  Mortgage  Bonds,  _-Tc ,  Series  A.  due 
1971.  The  interest  rate  and  the  price 
to  be  paid  to  Alabama  are  to  be  deter- 
mined at  competitive  bidding.  The  pro- 
ceeds from  the  sale  of  the.'^e  new  bonds 
are  to  be  applied  to  the  payment,  without 
premium,  of  $4,120,000  aggregate  prin- 
cipal amount  of  notes  payable  to  various 
banks  and  bearing  interest  at  the  annual 
rate  of  2^4'",.  and  the  balance  of  the 
proceeds  i.s  to  be  used  to  pay  for  the  fu- 
ture construction  of  additions  and  ex- 
tensions to  Alabama's  gas  distribution 
j-system  and  to  reimburse  the  company's 
treasury  for  expenditures  previously 
made  for  the  construction  of  such  addi- 
tions and  extensions.  The  instant  filing 
contains,  among  other  things,  a  copy  of 
a  proposed  undertaking  between  Ala- 
bama and  Southern,  whereby  Southern 
Is  to  purchase  (after  appropriate  regu- 
latory approvals  have  been  given  to  a 
subsequent  filing  to  be  made  with  respect 
thereto)  from  Alabama  up  to  $1,000,000 
aggregate  amount  of  additional  common 
stock  of  Alabama.  Neither  the  issuance 
of  the  new  common  stock  by  Alabama  nor 
its  acquisition  by  Southern  is  embraced 
In  the  instant  filing. 

The  filing  designates  sections  6.  7.  Rule 
U-50.  and  the  exemptive  provision  of 
Rule  U-42  <b)  (2)  as  being  applicable 
to  the  proposed  transactions; 

It  appearing  to  the  Commission  that 
It  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  matters  and  that  the 
application  should  not  be  granted  except 
pursuant  to  further  order  of  this 
Commis.^ion. 

It  ix  ordered.  That  a  hearing  on  said 
matters  under  the  applicable  sections  of 
the  act  and  rules  and  regulations  pro- 
mulgated thereunder  be  held  at  10  a.  m.. 
e.  s.  t..  on  the  twelfth  day  of  April  1949 
in  the  office  of  the  Securities  and  Ex- 
change Commi.s.sion.  425  Second  Street 
NW..  Washington  25.  D.  C.  On  such  date 
the  hearing  room  clerk,  in  Room  101.  will 
advise  as  to  the  room  in  which  such  hear- 
ing will  be  held.  Any  person  desiring  to 
be  heard  or  otherwi.se  wi.shing  to  par- 
ticipate in  these  proceedings  should  file 
with  the  Secretary  of  the  Commi.'jsion  on 
or  before  April  7.  1949  his  request  or 
application  therefor  as  provided  by  Rule 
XVII  of  the  Commission's  rules  of 
practice. 

It  is  further  ordered.  That  Richard 
Townsend  or  any  other  officer  or  officers 
of  the  Commission  designated  by  it  for 
that  purpose  shall  preside  at  the  hearing 
In  such  matter.  The  officer  so  designated 
to  preside  at  the  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted  to 
the  Commission  under  section  18  (c)  of 
the  act  and  to  Hearing  Officers  under  the 
Commissions  Rules  of  Practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  application  and  that 
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upon  the  basis  thereof,  the  following 
matters  and  questions  are  presented  for 
consideration  by  the  Commission,  with- 
out prejudice  to  the  presentation  of  addi- 
tional matters  and  questions  upon  fur- 
ther examination: 

(1)  What  terms  and  conditions,  if  any. 
in  the  public  Interest  or  for  the  protection 
of  investors  or  consumers  should  be  im- 
posed by  the  Commission,  In  light  of  the 
earning  power  and  security  structure  of 
Alabama  and  the  holding  company  sys- 
tem of  which  Alabama  is  a  member,  re- 
specting the  amount  and  tj'pe  of  securi- 
ties to  be  issued  by  Alabama; 

(2)  Whether  the  terms  and  provisions 
of  the  proposed  new  bonds.  Including  the 
terms  of  the  proposed  supplemental  in- 
denture, satisfy  applicable  standards  of 
the  act  or  are  in  any  respects  detrimen- 
tal to  the  public  interest  and  the  interests 
of  Investors  and  consumers: 

(3>  Generally,  whether  the  proposed 
transactions  are  In  all  respects  in  the 
public  interest  and  in  the  interests  of  in- 
vestors and  consumers  and  consistent 
with  all  the  applicable  requirements  of 
the  act  and  the  rules  and  regulations 
thereunder  and.  if  not.  what  modifica- 
tions should  be  required  to  meet  such 
requirements. 

By  the  Commission. 

[  SEAL  1  ORVAL  L.  DtjBcIS. 

Secretary. 

|F.    R.    Doc.    49  2327;    Piled.    Mar.    29.    1949; 
8:48  a.  ml 
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June  8.  1945,  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946,  11  F.  R    11981. 

[Vesting  Order   10860) 

Hans  Jakob  Anton  Orth 

In  re:  Personal  property  owned  by 
Hans  Jakob  Anton  Orth.  F-28-26190- 
C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Hans  Jakob  Anton  Orth. 
whose  last  known  address  is  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: Those  certain  items  of  personal 
property  which  are  presently  in  the  cus- 
tody of  William  Hermann  Promann.  30 
Cooper  Place.  Weehawken.  New  Jersey, 
as  listed  below : 

1.  Marine  Glass — Zeiss.  Dekarem  (10 
X  50) 

2.  Sextant— No.  12300— made  by  C.  Plath. 
Hamburg.  Germany. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Hans 
Jakob  Anton  Orth,  the  aforesaid  national 


of  a  designated  enemy  country  •  (Ger- 
«many); 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  12,  1948. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baykton. 

Deputy  Director. 
Office  of  Alien  Property. 

|F.    R.    Doc.   49^2345;    Filed.    Mar.   29,    1949; 
8:51  a.  m.J 
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RiTsuo  Takehara 


In  re:  Bank  account  owned  by  Ritsuo 
Takehara.    F-39-6094-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Ritsuo  Takehara,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  <  Japan  1  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Ritsuo  Takehara.  by  Bank 
of  Hawaii.  King  and  Bishop  Streets. 
Honolulu.  T.  H..  arising  out  of  a  savings 
account.  Account  Number  A45408.  en- 
titled Ritsuo  Takehara.  maintained  at 
the  branch  office  of  the  aforesaid  bank 
located  at  Hllo.  Hawaii.  T.  H..  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enem:.-  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
•  Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
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Bultatlon  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  thi  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  2,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Etoc.   49-2346:    Filed.   Mar.   29.    1949; 
8:92  a.  m] 


(Vesting  Order  12930] 
Phillip  Poooda 

In  re:  EsUte  of  Phillip  Pogoda.  de- 
ceased. File  No.  D-28-5495;  E.  T.  sec. 
5288. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  August  Pogoda.  Max  Pogoda. 
Benno  Pogoda.  Else  Pogoda  Hahl.  Franz 
Pogoda,  Trude  Pogoda  Bedowskl,  and 
Hedwig  Pogoda  Sprenger  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  heirs  at  law,  next  of  kin. 
legatees  and  distributee,";,  names  un- 
known, of  Phillip  Pogoda.  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what.so- 
ever  of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof  and  each  of  them 
In  and  to  the  Estate  of  Phillip  Pogoda, 
deceased.  Is  property  payable  or  deliver- 
able to.  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Albert  C.  Knack  as 
Executor  acting  under  the  judicial  su- 
pervision of  the  Surrogate's  Court,  Erie 
County,  State  of  New  York. 

and  It  Is  hereby  determined : 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
heirs  at  law,  next  of  kind,  legatees  and 
distributees,  names  unknown,  of  Phillip 
Pogoda,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  'Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece.s.sary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
No.  60 3 
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erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   49-2347;    Piled,   Mar.    29,    1949; 
8:52  R.  m.J 


[Vesting  Order  12931] 
Paul  Reimertshofer 

In  re:  Estate  of  Paul  Reimertshofer. 
deceased.  File  I>-28-12186;  E.  T.  sec. 
10403. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  "Jane"  Reimertshofer 
and  Jack  Reimertshofer,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Paul  Reimertshofer,  deceased, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to.  the  Estate  of  Paul  Rei- 
mertshofer. deceased.  Is  property  pay- 
able or  deliverable  to,  or  claimed  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

4.  That  such  property  is  in  the  process 
of  administration  by  the  Treasurer  of 
the  City  of  New  York,  as  Depositary, 
acting  under  the  judicial  supervision  of 
the  Surrogate's  Court  of  Queens  County, 
New  York; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Paul 
Reimertshofer,  deceased,  are  not  within 
a  designated  enemy  country,  the  national 
Interest  of  the  United  States  requires 
that  such  per.sons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
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dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Elxecutive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[beal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-2348;    Filed,   Mar.   29,    1949; 
8:52  a.  m.] 


[Vesting  Order  12952] 

Lena  K.  Schmidt 


In  re:  Stock  owned  by  Lena  K. 
Schmidt.     F-28-14161-D-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193".  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found : 

1.  That  Lena  K.  Schmidt,  whose  last 
known  address  Is  Goslar  Harg  Kother 
Str,  11,  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Twenty  (20)  shares  of  17o  Prior 
Lien  stock  of  Midland  Utilities  Company, 
Room  1401.  327  South  La  Salle  Street, 
Chicago  4,  Illinois,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Dela- 
ware, evidenced  by  certificate  numbered 
CPL020289,  registered  In  the  name  of 
Lena  K.  Schmidt,  Goslar  Harg  Kother 
Str.  11,  Germany,  together  with  all  de- 
clared and  unpaid  dividends  thereon  and 
any  and  all  rights  to  receive  common 
stock  of  Midland  Realization  Co.  under  a 
plan  of  reorganization  dated  September 
30,  1944  of  the  aforesaid  Company,  and 
any  and  all  dividends  or  otber  distribu- 
tions on  said  Midland  Realization  Co. 
stock. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany)  j 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section   10 
of  Executive  Order  9193,  as  amended.     . 

Executed   at   Washington,  D.   C,   on 
March  11.  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R     Doc.    4&-2350;    Filed.    Mar.    29.    1849; 
8:53   a.   ml 


(Vesting  Order  129331 
Rudolph  Scharf 

In  re:  Estate  of  Rudolph  Scharf.  de- 
ceased.   File  I>-28-ll 548;  E.  T.  sec.  15761. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  It  Is  hereby  found: 

1.  That  Siegfried  Scharf  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Siegfried  Scharf,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Germany, 
are  nationals  of  a  designated  enemy 
country  ( Germany > ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them  in  and  to  the  Estate  of  Rudolph 
Scharf.  deceased,  is  property  payable  or 
deliverable  to,  or  claimed  by.  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  is  In  the  process 
of  administration  by  Aldo  Balsam,  Ex- 
ecutor, acting  under  the  Judicial  super- 
vision of  the  Surrogate's  Court  of  New 
York  County.  New  York; 

and  it  is  hereby  determined; 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Siegfried 
Scharf.  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

(SKALl  D.-WID  L.  BaZELON, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.   B.   Doc.   49  2349:    Piled.   Mar.   29,    1949; 
8:62  a.  m] 


NOTICES 

(Vesting  Order  12943] 
HORST  BbaUES 

In  re:  Estate  of  Horst  Brauer,  also 
known  as  Horace  Brauer  and  Albln  H. 
Brauer,  deceased.  Pile  I>-28-12569; 
E.  T.  sec.  16766. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Johannes  Brauer,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Horst  Brauer.  also  known  as  Horace 
Brauer  and  Albin  H.  Brauer,  decea.^ed,  is 
property  payable  or  deliverable  to.  or 
claimed  by  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Roswell  O.  B.  Smith. 
as  administrator,  acting  under  the  judi- 
cial supervision  of  the  Orphan's  Court  of 
Morris  County,  New  Jersey; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
Eultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IF.   R.   Doc.   49-2351;    Filed,   Mar.   29.   1949; 
8:52  a.  m.\ 


[Vesting  Order  1092fl,  Amdt] 
Mrs.  Clementine  S.  Noltenius 

In  re:  Debts  owing  to  and  bank  ac- 
count, stock,  bonds  and  participation  cer- 
tificate owned  by  Mrs.  Clementine  S.  Nol- 
tenius, also  known  as  Mrs.  Clementine 
Sophie  Noltenius. 

Vesting  Order  10926,  dated  March  19, 
1948.  Is  hereby  amended  at  follows  and 
not  otherwise: 

1.  By  deleting  subparagraph  2-c  of 
said  Vesting  Order  10926  and  substi- 
tuting therefor  the  following : 


c.  Two  (2)  shares  of  $100  00  par  value 
preferred  capital  stock  of  Port  Wayne  It 
Jackson  Railroad  Company,  a  corpora- 
tion organized  under  the  laws  of  the  State 
of  Michigan,  evidenced  by  a  certificate 
numbered  11161,  registered  in  the  name 
of  Joseph  Walker  It  Sons,  and  presently 
In  the  custody  of  Joseph  Walker  k  Sons, 
120  Broadway,  New  York  5.  New  York, 
together  with  all  declared  and  unpaid 
dividends  thereon. 

2.  By  deleting  subparagraph  2-d  of 
said  Vesting  Order  10926  and  substitu- 
ting therefor  the  following: 

d-1.  One  <1)  Chicago,  Rock  Island  & 
Pacific  Ry.  Co.  General  Mortgage  4'2'^;  . 
Series  A,  convertible  income  bond  of 
$500.00  face  value,  bearing  the  number 
TD1450.  Issued  in  bearer  form,  and  pres- 
ently In  the  custody  of  Joseph  Walker  & 
Sons.  120  Broadway,  New  York  5,  New 
York,  together  with  any  and  all  rights 
thereunder  and  thereto. 

d-2.  Four  (4)  shares  of  SlOO  00  par 
value.  Series  A,  preferred  capital  slock 
of  Chicago.  Rock  Island  i  Pacific  Ry.  Co.. 
a  corporation  organized  under  the  laws 
of  the  States  of  Iowa  and  Illinois,  evi- 
denced by  a  certificate  numbered 
TNP05928,  registered  in  the  name  of  Jo- 
seph Walker  &  Sons,  and  presently  in  the 
custody  of  Joseph  Walker  k  Sons,  120 
Broadway,  New  York  5,  New  York,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon. 

d-3.  Eleven  ( 11  >  shares  of  n(f  par  value 
common  capital  stock  of  Chicago,  Rock 
Island  &  Pacific  Ry.  Co.,  a  corporation 
organized  under  the  laws  of  the  States 
of  Iowa  and  Illinois.  e\  idrnced  by  a  cer- 
tificate numbered  TNC07446,  registered 
in  the  name  of  Joseph  Walker  &  Sons, 
and  presently  In  the  custody  of  Joseph 
Walker  &  Sons.  120  Broadway.  New  York 
5.  New  York,  together  with  all  declared 
and  unpaid  dividends  thereon. 

d-4.  Seventy-two  one  hundredths 
(72  lOOths)  of  a  share  of  $100  00  par 
value.  Series  A,  preferred  capital  stock 
of  Chicago,  Rock  Island  &  Pacific  Ry. 
Co.,  a  corporation  organiz-'d  under  the 
laws  of  the  States  of  Iowa  and  Illinois, 
evidenced  by  a  certificate  numbered 
NSP3953,  Issued  In  bearer  form,  and 
presently  In  the  custody  of  Joseph 
Walker  &  Sons,  120  Broadway,  New  York 
5.  New  York,  together  with  all  declared 
and  unpaid  dividends  thereon. 

d-5.  Eighty-one  one-hundredths 
(81  100th5>  of  a  share  of  no  par  value 
common  capital  stock  of  Chicago.  Rock 
Wand  &  Pacific  Ry.  Co.,  a  corporation 
organized  under  the  laws  of  the  States 
of  Iowa  and  Illinois,  evidenced  by  a  cer- 
tificate numbered  NSC5051,  l.vsued  in 
bearer  form,  and  presently  in  the  cus- 
tody of  Joseph  Walker  k  Sons,  120  Broad- 
way, New  York  5,  New  York,  together 
with  all  declared  and  unpaid  dividends 
thereon. 

d-6.  Two  (2)  Chicago,  Rock  Island  & 
Pacific  Ry.  Co.,  First  Mortgage.  A^^, 
Series  A,  Bonds  with  an  aggregate  face 
value  of  $200.00,  bearing  the  numbers 
TC6673  and  TC6674.  issued  In  bearer 
form,  and  presently  in  the  custody  of 
Joseph  Walker  li  Sons,  120  Broadway. 
New  York  5.  New  York,  together  with  any 
and  all  rights  thereunder  and  thereto. 
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d-7.  One  (1)  Scrip  Certificate  for  Chi- 
cago, Rock  Island  l<  Pacific  Ry.  Co.,  Gen- 
eral Mortgage  4>/2%.  Series  A,  Convert- 
ible Income  Bond,  said  certificate  of 
$23  62  face  value,  bearing  the  number 
NSG3340.  and  presently  in  the  custody 
of  Joseph  Walker  &  Sons.  120  Broadway. 
New  York  5,  New  York,  together  with 
any  and  all  rights  thereunder  and  there- 
to, and 

d-8.  One  (1)  Scrip  Certificate  for 
Chicago,  Rock  Island  k  Pacific  Ry.  Co.. 
First  Mortgage,  4%,  Series  A,  Bond,  said 
certificate  of  $6  87  face  value  bearing 
the  number  NSF3308,  Issued  In  bearer 
form,  and  presently  In  the  custody  of 
Jo.seph  Walker  &  Sons,  120  Broadway, 
New  York  5,  New  York,  together  with 
any  and  all  rights  thereunder  and 
thereto. 

3.  By  deleting  from  subparagraph  2-1 
of  said  Vesting  Order  10926  the  number 
"8572B",  set  forth  with  respect  to  one 
(1)  $500.00  United  States  2 '2%  Treas- 
ury Bond,  and  substituting  therefor  the 
number  "85752B''. 

All  other  provisions  of  said  Vesting 
Order  10926  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  ot  the 
United  States  In  reliance  thereon,  pur- 
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suant  thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.   C,   on 
March  11,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-2352;    Filed.    Mar.    29,    1949; 
8:53  a.  m] 


(Return  Order  281] 
Henri  Michel  and  Martine  Meer 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  incorpo- 
rated by  reference  herein  and  filed  here- 
with, 

It  is  ordered.  That  the  clalnied  prop- 
erty, described  below  and  in  the  determi- 
nation, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses : 


1425 

Claimant,  Claim  No.,  Notice  of  Intention  to 
Return   Published,  and   Property 

Henri  Michel  Meer  and  Martine  Meer,  15 
Rue  Saint  Senoch,  Paris  17,  Prance.  Claim 
No.  36634,  February  10,  1949  (14  F.  R.  617): 
All  Interests  and  rights  created  In  Raymond 
Meer  (to  the  extent  owned  by  Raymond  Meer 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  1511  subparagraph  (d),  8 
F.  R.  10526,  dated  July  28.  1943)  by  virtue 
of  an  agreement  dated  June  1,  1937  (Includ- 
ing all  modifications  thereof  and  supple- 
ments thereto.  If  any),  by  and  between  Ray- 
mond Meer  and  American  Security  Company 
of  Del.iware  relating,  among  other  things,  to 
United  States  Patent  Ho.  1,999,337,  includ- 
ing sums  accrued  thereunder  In  the  amount 
of  $8,000.00.  This  return  shall  not  be  deemed 
to  Include  the  rights  of  any  licensees  under 
the  aforementioned  agreement. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
March  22,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Masoic, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.   Doc.  49-2353;    Filed,   Mar.   29.    1949; 
8:53  a.  m.] 
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TITLE   14— CIVIL  AVIATION 
Chapter    I — Civil    Aeronautics    Board 

Part  42 — Irregular  Air  Carrier  and 
Off-Route  Rules 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  oflBce  in  Washington.  D.  C,  on  the 
23d  day  of  March  1949. 

Currently  effective  Part  42  provides 
rules  for  the  operation  of  irregular  air 
carriers  which  in  many  respects  establish 
a  comparable  level  of  safety  to  that  re- 
quired for  operations  conducted  by  sched- 
uled air  carriers.  Revised  Part  42  is  de- 
signed to  provide  a  level  of  safety  in 
Irregular  operations  In  transport-type 
aircraft  which  will  be  the  equivalent  of 
that  required  of  the  scheduled  air  car- 
riers in  so  far  as  the  inherent  differences 
In  such  operations  will  permit.  These 
requirements  are  the  result  of  the  consid- 
eration given  to  the  application  of  Part 
42  to  Irregular  air  carrier  operations  since 
the  original  promulgation  of  the  part  in 
1946.  the  knowledge  that  the  many  irreg- 
ular air  carriers  who  have  conducted  op- 
erations at  a  high  level  of  safety  desire 
safety  standards  equivalent  to  those  re- 
quired of  scheduled  operators,  and  the 
Board's  opinion  that  it  is  in  the  public 
Interest  to  require  all  operators  serving 
the  public  to  perform  their  services  with 
the  highest  possible  degree  of  safety. 

A  more  detailed  statement  of  the  basis 
and  purpose  of  the  part  is  contained  in 
the  Explanatory  Statement  of  Part  42. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  the  revised  part,  and  due  consider- 
ation has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  makes 
and  promulgates  a  revised  Part  42  of  the 
Civil  Air  Regulations  a4  CFR.  Part  42) 
elTective  June  1.  1949,  to  read  as  follows: 

Explanatory  statement  of  Part  42. 
When  Part  42  of  the  Civil  Air  Regula- 
tions, which  established  nonscheduled 
air  carrier  certification  and  operation 
rules,  was  promulgated,  the  Board  was 
cognizant  of  the  fact  that  the  application 
of  these  rules  to  nonscheduled  operators 
should  be  kept  under  constant  study  and 
that  changes  in  these  rules  would  be  re- 
quired from  time  to  time  based  u[>on 
operating   experience.    As    a   result    of 


this  continued  consideration,  substantial 
changes  have  already  been  made  In  Part 
42  to  raise  the  required  minimum  level 
of  safety;  for  example,  additional  pro- 
visions have  since  been  promulgated 
relating  to  fire  prevention,  pilot  qualifi- 
cation, aircraft  maintenance,  pilot  flight 
time  limitations,  and  weather  minimums. 
These  changes  introduced  requirements 
that  were  highly  comparable  with  similar 
operating  requirements  for  scheduled  air 
carriers. 

The  last  of  the  nonscheduled  air  car- 
riers operating  under  the  "grandfather 
clause"  of  §  42.45  has  been  inspected  and 
granted  an  operating  certificate  by  the 
Admini.'^trator.  An  examination  of  the 
records  obtained  in  the  certification  proc- 
ess indicates  that  there  are  more  than 
2,600  nonscheduled  operators,  and  that 
about  560  multiengine  aircraft  of  similar 
typ>es  to  those  operated  by  scheduled 
carriers  are  being  operated  by  about  140 
of  these  carriers. 

The  standards  presently  e'^t^blished 
by  Part  42  for  these  larger  types  of  trans- 
port aircraft  do  not  in  all  respects  pro- 
vide a  comparable  level  of  safety  with 
the  prescribed  standards  for  scheduled 
operations.  The  revised  part,  therefore, 
is  designed  to  establish  such  equivalent 
standards  as  the  inherent  differences  in 
scheduled  and  nonscheduled  operations 
permit.  New  requirements  are  set  forth 
to  insure  comparable  airmen  compe- 
tency, aircraft  equipment,  maintenance, 
and  operating  limitations  for  passenger 
carriage. 

After  considering  comments  received 
in  the  rule-making  process,  the  Board 
has  raised,  from  10,000  to  12,500  pounds, 
the  weight  which  will  distinguish  be- 
tween rules  applicable  to  large  aircraft 
and  to  small  aircraft.  There  are  a  few- 
aircraft  in  the  range  between  10,000 
and  12,500  pounds  whase  operational  and 
maintenance  characteristics  more  closely 
correspond  to  those  generally  recognized 
as  "small"  aircraft  than  to  the  larger 
transport  category  type  airplanes.  Ex- 
amination of  pertinent  Irregular  air 
carrier  statistics  indicates  that  fewer 
than  a  score  of  airplanes  will  be  affected 
by  the  change. 

The  revised  part  will  require  an  appli- 
cant for  a  certificate  to  own  or  have  the 

(Continued  on  next  page) 
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exclusive  use  of  at  least  one  standard 
(NC»  certificated  aircraft,  and  no  op- 
erator will  be  permitted  to  use  a  large 
aircraft  (aircraft  with  a  maximum  cer- 
tificated take-off  weight  of  12.500  pounds 
or  more*  for  any  type  of  service  unless 
such  aircraft  has  been  found  to  be  safe 
for  the  service  to  be  offered  and  listed 
in  the  operating  certificate.  These  pro- 
visions will  enable  the  Administrator  to 
re-examine  all  large  aircraft  to  deter- 
mine whether  or  not  they  are  equipped 


and  maintained  in  accordance  with  re- 
quired standards,  and  will  provide  an 
administrative  means  for  limiting  tran- 
sient use  of  aircraft  so  that  the  Adminis- 
trator may  be  assured  that  maintenance 
and  training  required  is  satisfactorily 
provided  for  by  the  carrier. 

In  order  to  expedite  the  administrative 
problems  under  the  part,  it  is  required 
that  each  air  carrier  shall  promptly 
notify  the  Administrator  of  any  change  in 
its  principal  \)Usiness  office  and  opera- 
tions or  maintenance  base,  and  that  the 
carrier  shall  keep  copies  of  pertinent  air- 
man and  maintenance  records  at  its 
operations  base. 

For  passenger  operations  under  IFR 
condition.s  the  part  requires  multiengine 
aircraft  with  specified  performance  char- 
acteristics; and  land  aircraft  operated 
over  water  beyond  power-off  gliding  dis- 
tance from  shore  are  also  required  to  be 
multiengine.  These  are  the  principal  re- 
strictions affecting  operators  of  small  air- 
craft. In  addition,  all  aircraft  are  re- 
quired to  have  installed  a  carburetor 
heater  and  carburetor  temperature  gauge 
for  each  engine  when  used  under  any 
conditions  other  than  VFR  day. 

The  part  provides  for  a  minimum  flight 
altitude  for  day  VFR  operations  of  500 
feet  above  the  surface  and  1.000  feet  from 
a  mountaiq.  hill,  or  other  obstruction  to 
flight:  Provided,  That  there  is  a  mini- 
mum ceiling  of  1,000  feet.  Previously,  the 
minimum  flight  altitude  was  1,000  feet. 
The  effect  of  this  rule  is  to  prevent  VFR 
flight  when  the  ceiling  is  less  than  1,500 
feet.  In  view  of  operating  experience 
since  adoption  of  the  requirement  the 
Board  believes  that  it  imposes  an  imprac- 
tical and  unduly  high  requirement  for 
many  operations,  especially  those  in 
small  aircraft  to  which  Part  42  is  largely 
applicable.  It  is  not  believed  that  safety 
will  be  adversely  affected  by  this  change 
in  minimum  flight  altitudes. 

It  will  be  noted  that  the  flight  time 
limitations  currently  in  Part  42  have 
not  been  revised.  The  Board  is  currently 
considering  new  flight  time  limitations 
for  all  flight  crew  personnel,  and  expects 
to  apply  such  requirements  as  it  finds 
necessary,  after  affording  due  opportu- 
nity for  public  participation  in  the  rule- 
making proce.ss.  to  all  flight  crew  per- 
sonnel utilized  by  air  carriers  and  com- 
mercial operators.  It  will  als'o  be  noted 
that  current  oxygen  requirements  are 
unchanged;  revised  requirements  for  all 
operators  are  currently  being  considered 
by  the  Board. 
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Attthowtt:  1 5  42.0  to  42.96  Issued  under 
sees.  206  (a).  601.  604.  62  Stat.  984,  1007,  1010; 
62  Stat.  1216;  49  U.  8.  C.  425  (a).  651,  554. 
Pub.  Law  872.  80th  Cong.) 

S  42.0  Applicability  of  this  part,  (a) 
The  provisions  of  this  part  shall  apply  to 
Irregular  air  carriers  operating  in  inter- 
state, overseas,  or  foreign  air  transporta- 
tion, to  Alaskan  air  carriers  when  au- 
thorized by  the  Administrator  under  the 
provisions  of  §  41.000  of  this  chapter,  and 
to  air  carriers  holding  scheduled  air  car- 
rier operating  certificates  when  making 
charter  trips  or  when  performing  other 
special  services. 

(b>  An  air  carrier  holding  a  scheduled 
air  carrier  operating  certificate  may  elect 
to  conduct  charter  flights  or  other  special 
services  between  points  which  it  Is  au- 
thorized to  serve  under  the  terms  of  such 
certificate,  under  the  provisions  of  Part 
41.  or  40  and  61.  of  this  chapter,  as  the 
case  may  be.  and  the  scheduled  air  car- 
rier 0F>erating  certiflcate:  Provided,  That 
the  certificate  is  amended  to  authorize 
such  operation:  And  provided  further, 
That  charter  or  special  services  to  other 
points  shall  be  conducted  imder  the  pro- 
visions of  this  part,  except  that  it  shall 
not  be  necessary  for  the  carrier  to  obtain 
an  irregular  air  carrier  operating  certifi- 
cate if  its  scheduled  air  carrier  operating 
certificate  is  appropriately  amended. 

5  42.1  Definitions,  fa)  As  used  in  this 
part  the  words  listed  below  shall  be  de- 
fined as  follows: 

(1)  Accelerate-stop  distance.  Acceler- 
ate-stop  distance  is  the  di.stance  required 
to  reach  the  critical  point  of  take-off  and, 
assuming  failure  of  the  critical  engine 
at  that  point,  to  bring  the  airplane  to  a 
stop  using  approved  braking  means.  (See 
the  airworthiness  requirements  under 
which  the  airplane  was  type  certificated 
for  the  manner  in  which  such  distance  is 
determined.) 

(2)  Air  carrier.  Air  carrier  means  any 
citizen  of  the  United  States  who  under- 
takes directly  the  carriage  by  aircraft  of 
persons  or  property  as  a  common  carrier 
for  comp>ensation  or  hire,  whether  such 
carriage  is  wholly  by  aircraft  or  partly 
by  aircraft  and  partly  by  other  forms  of 
transportation  between  any  of  the  fol- 
lowing places:  A  place  in  any  State  of 
the  United  States,  or  the  District  of  Co- 
lumbia, and  a  place  in  any  other  State  of 
the  United  States,  or  the  District  of  Co- 
lumbia; places  in  the  same  State  of  the 
United  States  through  the  airspace  over 
any  place  outside  thereof;  places  in  the 
same  Territory  or  possession  of  the 
United  States,  or  the  District  of  Colum- 
bia; a  place  in  any  State  of  the  United 
States,  or  the  District  of  Columbia,  and 
any  place  in  a  Territory  or  possession  of 
the  United  States,  and  a  place  in  any 
other  Territory  or  possession  of  the 
United  States;  a  place  in  the  United 
States  and  any  place  outside  thereof;  or 
the  carriage  of  mail  by  aircraft. 

(3)  Alaskan  air  carrier.  Alaskan  air 
carrier  includes  any  air  carrier  subject 
to  the  provisions  of  §  292.2  '  of  the  Eco- 


'  Section  292  2  currently  provides  that 
Alaskan  air  carriers  shall  Include  certiflcated 
and  noncertiflcated  air  carriers  engaging 
solely  in  air  transportation  within  the  Terri- 
tory of  Alaska. 


nomlc  Regulations  as  heretofore  or  here- 
after amended. 

(4)  Alternate  airport.  An  alternate 
airport  is  one  listed  in  the  flight  plan  as 
a  point  to  which  a  flight  may  be  directed 
If,  subsequent  to  departure,  a  landing  at 
the  point  of  intended  destination  be- 
comes inadvisable. 

(5)  Approach  or  take-off  area.  The 
approach  or  take-off  area  shall  be  an  area 
symmetrical  about  a  line  coinciding  with 
and  prolonging  the  center  line  of  the 
runway,  or  the  most  probable  landing  or 
take-off  path  for  instrument  approaches 
where  there  is  a  multiplicity  of  parallel 
runways  or  a  large  hard-surfaced  area 
continuously  available  for  landing  or 
take-off.  This  area  shall  be  assumed  to 
extend  longitudinally  in  a  straight  line 
from  the  intersection  of  the  obstruction 
clearance  line  with  the  runway  to  the 
most  remote  obstacle  touched  by  the  ob- 
struction clearance  line  and  in  no  case 
less  than  1.500  feet.  Thence,  it  shall  be 
assumed  to  continue  in  a  path  consistent 
with  the  instrument  approach  or  take-off 
procedures  for  the  runway  in  question  or, 
where  such  procedures  are  not  specified, 
consistent  with  turns  of  at  least  4.000 
feet  in  radius.  It  shall  be  further  as- 
sumed to  extend  laterally  at  the  point 
of  Intersection  of  the  obstruction  clear- 
ance line  with  the  runway  200  feet  on 
each  side  of  such  center  line.  This  dis- 
tance shall  increa.se  uniformly  to  500 
feet  on  each  side  of  such  center  line  at 
a  longitudinal  distance  of  1.500  feet  from 
such  point  of  intersection.  Thereafter, 
this  distance  shall  be  assumed  to  be  500 
feet  on  each  side  of  such  center  line. 

(6)  Approved.  Approved,  when  used 
either  alone  or  as  modifying  other  words 
such  as  •means,"  "method."  "action," 
etc.,  shall  mean  approved  by  the  Admin- 
istrator. 

(7)  Check  pilot.  Check  pijot  is  a  pilot 
authorized  by  the  Administrator  to  check 
pilots  of  the  air  carrier  for  .such  items 
as  familiarity  with  en  route  procedures 
and  piloting  technique. 

(8»  Crew  member.  Crew  member 
means  any  individual  assigned  for  the 
performance  of  duty  on  the  aircraft  other 
than  as  a  fiight  crew  member. 

(9 1  Critical  engine.  The  critical  en- 
gine is  the  engine  the  failure  of  which 
gives  the  most  adverse  effect  on  the  per- 
formance characteristics  of  the  aircraft. 
(See  the  airworthiness  requirements  un- 
der which  the  airplane  was  type  certifi- 
cated for  the  manner  in  which  such  en- 
gine is  determined. ) 

( 10 »  Critical-engine- failure  speed. 
The  critical-engine-failure  speed  Is  a 
true  indicated  air  speed,  selected  by  the 
aircraft  manufacturer,  at  which  the 
take-off  may  be  safely  continued  even 
though  the  critical  engine  becomes  .sud- 
denly inoperative.  (See  the  airworthi- 
ness requirements  under  which  the  air- 
plane was  type  certificated  for  the  man- 
ner in  which  such  speed  is  determined. ) 

<11)  Critical  point  of  take-off.  The 
critical  point  of  take-off  is  that  point 
beyond  which  the  aircraft  cannot  be 
brought  to  a  safe  stop  in  the  event  of 
failure  of  the  critical  engine.  (See  the 
airworthiness  requirements  under  which 
the  airplane  was  type  certificated  for  the 
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manner  In  which  such  point  Is  deter- 
mined.) 

(12)  Effective  length  of  runway.  The 
effective  length  of  runway  is  the  distance 
from  the  point  where  the  obstruction 
clearance  line  intersects  the  runway  to 
the  far  end  thereof. 

(13)  Flight  crew  member.  Flight 
crew  member  means  a  pilot,  flight  radio 
operator,  flight  engineer,  or  flight  navi- 
gator assigned  to  flight  duty  on  the  air- 
craft. ,    ,, 

(14)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  its  own 
power  for  the  purpose  of  flight  until  the 
moment  it  comes  to  rest  at  the  end  of 
the  flight. 

(15 »  IFR.  The  symbol  used  to  desig- 
nate Instrument  flight  rules. 

(16)  Irregular  air  carrier.  Irregular 
air  carrier  includes  any  air  carrier  sub- 
ject to  the  provisions  of  §  292.1 '  of  the 
Economic  Regulations  as  heretofore  or 
hereafter  amended.  ,  ,o  caa 

•  17)  Large  aircraft.  Aircraft  of  12,500 
pounds  or  more  maximum  certiflcated 
take-off  weight  shall  be  considered  large 

aircraft.  ,        _ 

(18 »  Maximum  certificated  take-off 
weight.  Maximum  certificated  take- 
off weight  shall  mean  the  maximum 
take-off  weight  authorized  by  the  terms 
of  the  aircraft  airworthiness  certificate. 

(19)  Minimum  control  speed.  The 
minimum  control  speed  is  the  minimum 
speed  at  which  the  airplane  can  be  mam- 
tained  in  straight  flight  after  an  en- 
gine suddenly  becomes  inoperative. 
(See  the  airworthiness  requirements  un- 
der which  the  airplane  was  type  certifl- 
cated for  the  manner  in  which  such 
speed  is  determined.) 

(20)  Night.  Night  is  the  time  between 
the  ending  of  evening  twilight  and  the 
beginning  of  morning  twilight  as  pub- 
lished in  the  Nautical  Almanac  con- 
verted to  local  time  for  the  locality  con- 
cerned.* 

•Section  292.1  currently  provides  that  the 
term  "Irregular  air  carrier"  means  any  air 
carrier  which  (1)  directly  engages  In  air 
transportation,  (2)  does  not  hold  a  certificate 
of  public  convenience  and  necessity  under 
section  401  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  and  (3)  does  not  operate 
or  hold  out  to  the  public,  expressly  or  by 
course  of  conduct,  that  it  operates  one  or 
more  aircraft  between  designated  points,  or 
within  a  designated  point,  regularly  or  with 
a  reasonable  degree  of  regularity,  upon  which 
aircraft  It  accepts  for  transportation,  for 
compensation  or  hire,  such  members  of  the 
public  as  apply  therefor  or  such  property  as 
the  public  oflfers.  No  air  carrier  shall  be 
deemed  to  be  an  Irregular  air  carrier  unless 
the  air  transportation  services  ofIere,d  and 
performed  by  it  are  of  such  Infrequency  as 
to  preclude  an  implication  of  a  uniform  pat- 
tern or  normal  consistency  of  operation  be- 
tween, or  within,  .such  designated  points. 

"  Note  that  the  aircraft  airworthiness  cer- 
tificate incorporates  as  a  part  thereof  an 
airplane  operating  record  or  an  airplane 
flight  manual  which  contains  the  pertinent 
limitation. 

•The  Nautical  Almanac  containing  the 
ending  of  evening  twilight  and  the  begin- 
ning of  morning  twilight  tables  may  be 
obtained  from  the  Superintendent  of  Docu- 
ments, Government  Printing  OfBce.  Wash- 
ington 25,  D  C.  Information  Is  also  avail- 
able concerning  such  tables  In  the  offices 
of  the  Civil  Aeronautics  Administration  or 
the   United  States  Weather  Bureau. 


RULES  AND  REGULATIONS 

(21  >  Ob.'struction  clearance  line.  The 
obstruction  clearance  line  is  a  line  drawn 
tangent  to  or  clearing  all  obstructions 
showing  In  a  profile  of  the  approach  or 
take-off  area  which  has  a  slope  to  the 
horizontal  of  1  20. 

(22 »  Passenger-carrying  aircraft.  An 
aircraft  carrying  any  individual  other 
than  a  flight  crew  or  crew  member,  com- 
pany employee,  or  an  authorized  Gov- 
ernment representative  shall  be  consid- 
ered a  passenger-carrying  aircraft. 

(23)  Pilot  compartment.  Pilot  com- 
partment means  that  part  of  the  air- 
craft designed  for  the  use  of  the  flight 
crew. 

( 24 >  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(25)  Point-of -no-return.  Point-of- 
no-retiu-n  mean^  the  point  beyond  which 
the  aircraft  no  longer  has  sufficient  fuel, 
under  existing  conditions,  to  return  to 
the  point  of  departure  or  any  alternate 
for  that  point. 

( 26 )  Power-off  stall  speed.  The  power- 
off  stall  speed  is  the  minimum  steady 
flight  speed  at  which  the  airplane  with 
engines  idling  is  controllable  In  the  land- 
ing configuration.  (See  the  airworthi- 
ness requirements  under  which  the  air- 
plane was  type  certificated  for  the  man- 
ner in  which  such  speed  Is  determined.) 

(27)  Rating.  Rating  l5  an  authoriza- 
tion issued  with  a  certificate,  and  form- 
ing a  part  thereof,  stating  special  con- 
ditions, privileges,  or  limitations  pertain- 
ing to  such  certificate. 

(28)  Runway.  A  runway  is  a  hard- 
surfaced  area  normally  used  for  the 
landing  or  take-off  of  airplanes.  An 
unpaved  area  at  the  end  of  a  paved  area 
may  be  considered  as  part  of  a  runway  if 
it  is  smooth  and  firm  enough  to  permit  an 
airplane  to  traverse  It  safely. 

(29)  Second  pilot.  Second  pilot  shall 
Include  any  pilot  other  than  the  pilot  in 
command  assigned  as  a  member  of  the 
flight  crew. 

(30»  Small  aircraft.  Aircraft  of  less 
than  12,500  pounds  maximum  certifi- 
cated take-off  weight  shall  be  considered 
small  aircraft, 

(31)  Transport  category  aircraft. 
Transport  category  aircraft  are  aircraft 
which  have  been  certificated  In  accord- 
ance with  the  requirements  of  Part  4b 
of  this  chapter,  or  under  the  transport 
category  performance  requirements  of 
Part  4a  of  this  chapter. 

(32)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change  in 
handling  or  flight  characteristics. 

(33)  VFR.  The  symbol  used  to  desig- 
nate visual  flight  rules. 

(34)  V.,.  Vs„  means  the  power-off, 
true-indicated  stalling  .speed  of  an  air- 
craft, (See  the  airworthiness  require- 
ments under  which  the  airplane  was  type 
certificated  for  the  manner  in  which  Vs^ 
is  determined.) 

CERTIFICATE  RULES 

§  42.5  Certificate  issuance.  An  air 
carrier  operating  certificate  describing 
the  operations  authorized  and  prescrib- 
ing  such   operating   specifications   and 


limitations  as  may  be  reasonably  required 
in  the  Interest  of  safety  shall  be  issued 
by  the  Administrator  to  a  properly  quali- 
fied citizen  of  the  United  States  who  is 
capable  of  conducting  the  proposed  op- 
erations in  accordance  with  the  applica- 
ble requirements  hereinafter  specified. 
Application  for  a  certificate,  or  applica- 
tion for  amendment  thereof,  shall  be 
made  In  a  manner  and  contain  Informa- 
tion prescribed  by  the  Administrator.  No 
person  subject  to  the  provisions  of  this 
part  shall  operate  In  air  transportation 
without,  or  in  violation  of  the  terms  of. 
an  air  carrier  operating  certificate. 

(a)  Exceptions.  Whenever  upon  In- 
vestigation the  Administrator  finds  that 
the  general  standards  of  safety  required 
for  air  carrier  operations  require  or  per- 
mit a  deviation  from  any  specific  re- 
quirement of  this  part,  he  may  issue 
an  air  carrier  operating  certificate  or 
amendment  providing  for  such  devia- 
tion. The  Administrator  shall  promptly 
notify  the  Board  of  any  deviation  In- 
cluded In  the  air  carrier  operating  certifi- 
cate and  the  reasons  therefor. 

5  42.6  Duration.  An  air  carrier  op- 
erating certificate  shall  continue  in  ef- 
fect unless  it  is  surrendered,  suspended, 
or  revoked,  or  a  termination  date  is  set 
by  the  Board,  after  which  It  shall  be 
returned  to  the  Administrator. 

5  42.7  Display.  The  air  carrier  oper- 
ating certificate  shall  be  kept  available 
at  the  carrier's  principal  operations  of- 
fice for  inspection  by  any  authorized 
representative  of  the  Administrator  or 
Board. 

§  42.8  Inspection.  Any  authorized 
representative  of  the  Administrator  or 
the  Board  shall  be  permitted  at  any  time 
and  place  to  make  Inspections  or  exam- 
inations to  determine  the  air  carrier's 
compliance  with  the  Civil  Air  Regula- 
tions. 

§  42.9  Operations  base,  maintenance 
base,  and  or  office.  On  or  before  July  1, 
1949.  each  Irregular  air  carrier  shall  give 
written  notice  to  the  Administrator  of 
his  principal  business  office,  his  principal 
operations  ba.se.  and  principal  mainte- 
nance base.  Thereafter,  prior  to  any 
change  In  any  such  office  or  base,  he  shall 
give  written  notice  to  the  Administrator. 

AIRCRAFT  REQUIREMENTS 

§42.11  Aircraft  required.  An  air  car- 
rier shall  own  or  have  the  exclusive  use 
of  at  least  one  aircraft.  All  aircraft 
used  in  the  carriage  of  persons  or  prop- 
erty for  compensation  or  hire  shall  be 
certiflcated  in  accordance  with  the 
.standard  airworthiness  requirements. 
No  air  carrier  shall  operate  a  large  air- 
craft for  the  carriage  of  goods  or  persons 
for  compensation  or  hire  unless  the  Ad- 
ministrator has  found  such  aircraft  safe 
for  the  service  to  be  offered  and  has  listed 
it  In  the  air  carrier  operating  certificate. 

§  42.12  Fire  prer^ention  requirements. 
Aircraft  powered  by  an  engine  or  engines 
rated  at  more  than  600  h.  p.  each  for 
maximum  continuous  operation  shall, 
when  used  in  pa.ssenger  service,  comply 
with  the  applicable  flre  prevention  re- 
c^nlrements  of  Part  4b  of  this  chapter: 
Provided,  That  In  those  instances  where 
the  Administrator,  prior  to  the  effective 
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date  of  this  part,  has  authorized  an  air 
carrier  to  operate  aircraft  without  full 
compliance  with  such  requirements,  such 
aircraft  may  be  operated  in  accordance 
with  such  authorization.  For  particular 
types  of  aircraft,  where  the  Administra- 
tor finds  that  literal  compliance  with  spe- 
cific items  of  this  requirement  would  not 
contribute  materially  to  the  objective 
.sought,  he  may  accept  such  measures  of 
compliance  as  he  finds  will  so  contribute. 

5  42.13  Engine  rotation.  Multiengine 
aircraft  having  any  engine  rated  at  more 
than  480  h.  p.  for  jnaximum  continuous 
operation  shall  be  so  equipped  that  the 
crankshaft  rotation  of  each  such  engine 
can  be  stopped  promptly  in  fl  ght. 

§42.14  Minimum  performance  re- 
quirements for  all  aircraft.  Except  as 
otherwise  provided  in  this  part,  no  air 
carrier  shall  use  any  aircraft  unle.ss  it 
meets  such  operating  limitations  as  the 
Administrator  determines  will  provide  a 
safe  relation  between  the  performance  of 
the  aircraft  and  the  airports  to  be  used 
and  the  areas  to  be  traversed. 

5  42.15  Minimum  performance  re- 
quirements for  large  airplanes  used  in 
passenger  operations.  No  air  carrier 
shall  use  large  airplanes  in  pa.s.senger 
operations  except  as  provided  below: 

(a )  Transport  category  airplanes  shall 
meet  the  operating  limitations  of  §§  42.70 
through  42.78. 

(b)  NontransFHjrt  category  airplanes 
shall  either: 

( 1 )  Retain  their  present  airworthiness 
certificate  .status  and  shall  meet  the  op- 
erating limitations  of  §§42.80  through 
42.83.  or 

<2)  Qualify  by  showing  compliance 
with  either  the  performance  require- 
ments of  §§  4a.75-T  through  4a.7533-T 
of  this  chapter  or  the  requirements  con- 
tained In  Part  4b  of  this  chapter,  and 
when  so  qualified  shall  meet  the  operat- 
ing limitations  of  §§  42.70  through  42.78 
over  the  area  to  be  traver.«ed. 

<c)  Airplanes  used  after  December  31. 
1953.  shall  comply  with  all  of  the  require- 
ments of  Part  4b  of  this  chapter  or  the 
transport  category  requirements  of  Part 
4a  of  this  chapter  and  shall  meet  the  re- 
quirements of  §  S  42  70  tiirough  42.78  over 
each  route  to  be  flown. 

5  42.16  Aircraft  limitations  for  IFR 
and  land  aircraft  ovcrwater  operations. 
When  pa.s.sengers  are  carried,  no  air  car- 
rier shall  use  any  aircraft  under  IFR 
weather  conditions  or  any  land  aircraft 
In  overwatcr  operations  except  as 
follows : 

'  a  )  IFR  operations.  Aircraft  shall  be 
mulliengine  and  shall  meet  the  appropri- 
ate en  route  operating  limitations  of 
8  42.74  or  §  42.82. 

<b)  Overwatcr  operations.  Land  air- 
craft shall  be  multiengine  and  shall  meet 
the  appropriate  en  route  operating  re- 
quirements of  §  42.74  or  §  42,82.  unless  the 
overwatcr  operation  consists  only  of  take- 
offs  and  landings  or  the  aircraft  Is  flown 
at  such  an  altitude  that  It  can  reach  land 
in  the  event  of  power  failure. 

AIRCRAFT  EQUIPMENT 

§  42.21  Basic  required  instruments 
r.iid  equipment  for  aircraft.  The  follow- 
ing instruments  and  equipment  accept- 


able to  the  Administrator  for  the  type  of 
operations  specified  shall  be  installed 
and  In  serviceable  condition  In  all 
aircraft: 

(a)  VFR  (day).  For  day  VFR  flight 
the  following  is  required: 

(1)  Air-speed  indicator. 

(2)  Altimeter, 

(3)  Magnetic  direction  indicator. 

(4)  Tachometer  for  each  engine. 

(5)  Oil  pressure  gauge  for  each  engine 
U5lng  pressure  system, 

(6)  Coolant  temperature  gauge  for 
each  liquid-cooled  engine. 

<7)  Oil  temperature  gauge  for  each 
air-cooled  engine, 

<8)  Manifold  pressure  gauge  or  equiv- 
alent when  required  for  the  proper  opera- 
tion of  the  engine, 

<  9 )  Fuel  gauge  indicating  the  quantity 
of  fuel  in  each  tank. 

(10)  Position  Indicator.  If  aircraft  has 
retractable  landing  gear  or  .flaps. 

(11)  Approved  seats  and  safety  belts 
adequate  for  all  persons  on  board  the 
aircraft. 

( 12 1  In  passenger  service,  a  minimum 
of  two  approved  hand-type  fire  extin- 
guishers, one  of  which  is  installed  in  the 
pilot  compartment,  the  other  accessible 
to  the  passengers  and  ground  personnel, 
unless  the  aircraft  Is  so  designed  that 
the  fire  extinguisher  in  the  pilot  com- 
partment Is  directly  available  to  pas- 
sengers and  ground  personnel,  in  which 
case  only  one  fire  extingui.sher  Is  re- 
quired: in  cargo  service,  fire  extinguisher 
or  extinguishers  adequate  for  the  air- 
craft. 

<13)  Source  of  electrical  energy  suffi- 
cient to  operate  all  radio  and  electrical 
equipment  installed, 

(14)  One  spare  set  of  fuses  or  3  spare 
fuses  of  each  magnitude. 

<b)  VFR  i night).  For  night  VFR 
flight  the  following  Is  required: 

( 1 )  Instruments  and  equipment  speci- 
fied In  §  42.21   (a), 

( 2 )  Carburetor  temperature  gauge, 

(3)  Carburetor  heating  or  de-icing 
equipment  for  each  engine, 

i4>  Set  of  approved  forward  and  rear 
position  lights, 

<5)   At  least  one  landing  light, 

(6)  Approved  landing  flares  as  follows, 
if  the  aircraft  Is  operated  beyond  a  3- 
mlle  radius  from  the  center  of  the  air- 
port of  take-off: 

Maximum   certificated 

take-off    weight     of 

aircraft:  Flares 

Less  than  3.500  lbs...  6  cIass-3  or  3  class-2 
3.500  lbs.  to  5.000  lbs.  4  cla8s-2. 

More  than  5.000  lbs 2  cla£S-l  or  3  class-2 

and  1  class- 1. 

If  desired,  flare  equipment  .'pecifled  for 
heavier  aircraft  may  be  used. 

(7)  Two-way  radio  communications 
system  and  navigational  equipment  ap- 
propriate to  the  ground  facilities  to  be 
used, 

i8 >  Generator  of  adequate  capacity. 
(9)   One  set  of  instrument  lights, 
(c)   IFR   (day).     For  day  IFR  flight 
the  following  is  required: 

( 1 )  Instruments  and  equipment  speci- 
fied In  §42.21  (a). 

(2)  Two-way  radio  communications 
system  and  navigational  equipment  ap- 
propriate to  the  ground  facilities  to  be 
used. 


(3)  Gyroscopic  rate-of-tum  indicator, 

(4)  Bank  Indicator. 

<  5  )   Rate-of-cllmb  indicator, 

(6)  Artificial  horizon  indicator. 

(7)  Sensitive  altimeter  adjustable  for 
changes  In  barometric  pressure,  in  lieu  of 
842.21  (a)    (2», 

( 8  •   Clock  with  a  sweep-.second  hand. 

<9  »   One  gyro  direction  indicator. 

(10)   Generator  of  adequate  capacity, 

<11)  One  outside  air  temperature 
gauge  easily  readable  from  the  pilot's 
position, 

(12  >  One  carburetor  temp>erature 
gauge  or  equivalent  approved  device, 

'13  I  Power  failure  v,arnlng  means  or 
vacuum  gauge  on  instrument  panel  con- 
necting to  lines  leading  to  gyroscopic 
Instruments. 

(14)  Carburetor  heating  or  de-icing 
equipment  for  each  engine. 

( 15  •  Heated  pilot  tube  for  each  air- 
speed indicator. 

(d)  IFR  i night).  For  night  IFR  flight 
the  following  Is  required: 

( 1 )  Instriunents  and  equipment  speci- 
fled  in  paragraphs  (a»,  »b),  and  <c)  of 
this  section:  Provided,  That  when  any 
requirements  under  paragraphs  (a».  <b). 
or  (c)  of  this  section  are  Identical,  such 
requirements  need  not  be  duplicated. 

§  42.22  Additional  required  instru- 
ments and  equipment  for  large  aircraft. 
In  addition  to  the  basic  instruments  re- 
quired by  §  42.21.  the  following  instru- 
ments and  equipment  for  the  type  of 
operations  specified  shall  be  installed  and 
in  serviceable  condition  in  large  aircraft: 

(a)  Day  (VFR  and  IFR).  For  flight 
during  the  day  the  following  Is  required: 

(1  •   Additional  air-speed  indicator, 

(2>   Additional  sensitive  altimeter. 

'3)  Alternate  source  of  energy  to  sup- 
plj'  gyro.scopic  instruments  which  shall 
be  capable  of  carrying  the  required  load. 
Engine-driven  pumps,  when  used,  shall  be 
on  separate  engines  and,  in  lieu  of  one 
such  source  of  energy,  an  auxiliary  power 
unit  may  be  used.  The  installation  shall 
be  such  that  the  failure  of  one  source  of 
energy  will  not  interfere  with  the  proper 
functioning  of  the  instrument  by  means 
of  the  other  source. 

(4)  In  passenger  service.  In  addition 
to  fire-detecting  and  fire-extinguishing 
equipment  necessitated  as  a  result  of 
compliance  with  §  42.12,  such  additional 
hand-type  fire  extinguishers  as  the  Ad- 
ministrator finds  necessary  for  compli- 
ance with  §  42.21  (a)  (12). 

(b»  Night  iVFR  and  IFR).  For  flight 
during  the  night  the  following  is 
required : 

<  1 )  Instnaments  and  equipment  speci- 
fied In  paragraph  (a)  of 'this  section,  and 
one  additional  landing  light. 

§  42.23  Radio  communications  system 
and  navigational  equipment  for  large 
aircraft.  In  lieu  of  the  radio  communi- 
cations sy.stem  and  navigational  equip- 
ment specified  In  §42.21  (b)  (7)  and  <c) 
(2).  the  following  shall  be  required  in 
large  aircraft  for  the  type  of  operations 
specified : 

( a )  For  day  VFR  operations  over  routes 
on  which  navigation  can  be  accom- 
plished by  visual  reference  to  landmarks, 
each  aircraft  shall  be  equipped  with  such 
radio  equipment  as  Is  necessary  to  ac- 
complish the  following: 
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(1)  Transmit  to  at  least  one  appro- 
priate ground  station  from  any  point  on 
the  route  and  transmit  to  airport  traffic 
control  towers,  from  a  distance  of  not 
less  than  25  miles. 

(2)  Receive  communications  at  any 
point  on  the  route. 

(3)  By  either  of  two  independent 
moans,  receive  meteorological  Informa- 
tion at  any  point  on  the  route  and  re- 
ceive Instructions  from  airport  traffic 
control  towers. 

(b)  For  day  VFR  operations  over 
routes  on  which  navigation  cannot  be 
accomplished  by  visual  reference  to  land- 
marks, for  night  VFR.  or  for  IFR  opera- 
tions, each  aircraft  shall  be  equipped  as 
specified  in  paragraphs  ( a )  d  > .  <  2  > .  and 
(3)  of  this  section,  and  in  addition  shall 
be  equipped  with  at  least  one  marker 
beacon  receiver  and  with  such  radio 
equipment  as  is  necessary  to  receive  sat- 
isfactorily, by  either  of  two  independent 
means,  radio  navigational  signals  from 
any  other  radio  aid  to  navigation  in- 
tended to  be  ased.  For  operations  out- 
side the  United  States  each  aircraft 
operated  for  long  distances  over  water  or 
uninhabited  terrain  shall  be  equipped 
with  two  independent  means  of  trans- 
mitting to  at  least  one  appropriate 
ground  station  from  any  poirit  on  the 
route. 

(c)  If  appropriate,  one  of  the  means 
provided  for  compliance  with  paragraph 
(a)  (3)  of  this  section  may  be  employed 
for  compliance  with  paragraphs  <a)  '2> 
of  this  section,  and  the  means  provided 
for  compliance  with  the  requirements  of 
paragraph  «b)  of  this  section  may  be 
employed  for  compliance  with  para- 
graphs (a>   (1)  and  (3)  of  this  section. 

§  42.24  First-aid  and  emergency 
equipment.  <a)  Each  aircraft  shall  be 
equipped  with  readily  available  first-aid 
and  emergency  evacuation  equipment 
adequate  for  the  type  of  operation  and 
number  of  persons  carried. 

(bt  Each  aircraft  operated  over  unin- 
habited terrain  shall  carry  such  emer- 
gency equipment  as  the  Administrator 
finds  necessary  for  the  preservation  of 
life  for  the  particular  operation. 

(c»  Except  for  take-ofls.  landings,  or 
flights  for  short  distances  over  water  for 
which  the  Administrator  finds  that  any 
of  the  equipment  in  subparagraphs  d  > . 
(2).  or  (3)  of  this  paragraph  is  unnec- 
essary, each  aircraft  operated  over  water 
shall  be  equipped  with: 

tl)  Individual  life  preservers  or  flota- 
tion devices  readily  available  for  each 
person  aboard  the  aircraft. 

(2)  Life  rafts  of  sufficient  capacity  to 
contain  all  persons  aboard  the  aircraft. 

(3»  A  Very  pistol  or  equivalent  signal 
equipment. 

(4>  Portable  emergency  radio  signal- 
ling device  which  Is  not  dependent  upon 
the  aircraft  power  supply. 

(5>  Such  additional  emergency  equip- 
ment as  the  Administrator  finds  neces- 
sary for  the  preservation  of  life  for  the 
particular  operation  involved. 

5  42  25  Cockpit  check  list.  The  air 
carrier  shall  provide  for  each  type  of 
aircraft  «i  cockpit  check  list  adapted  to 
each  operation  in  which  the  aircraft  is 
to  be  utilized.  The  check  list  shall  be 
installed  in  a  readily  accessible  location 
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in  the  cockpit  of  each  aircraft  and  shall 
be  used  by  the  flight  crew. 

§  42.26  Oxygen.  Aircraft  operated  at 
an  altitude  exceeding  10.000  feet  above 
sea  level  continuously  for  more  than  30 
minutes,  or  at  an  altitude  exceeding  12.- 
000  feet  above  sea  level  for  any  length 
of  time,  shall  be  equipped  with  effective 
oxygen  apparatus  and  an  adequate  sup- 
ply of  oxygen  available  for  the  use  of  the 
operating  crew.  Such  aircraft  shall  also 
be  equipped  with  an  adequate  separate 
supply  of  oxygen  available  for  the  use  of 
passengers  when  operated  at  an  altitude 
exceeding  12.000  feet  above  sea  level. 

M.AINTENANCE  REQUIREMENTS 

§  42.30  General.  No  person  shall  op- 
erate an  aircraft  which  is  not  in  an  air- 
worthy condition.  AH  inspections,  re- 
pairs, alterations,  and  maintenance  shall 
be  performed  in  accordance  with  Part 
18  of  the  Civil  Air  Regulations,  and  with 
the  maintenance  manual  when  required 
by  §  4232  (d). 

§  42.31  Inspections  and  maintenance. 
fa)  Aircraft  shall  be  given  a  prefiight 
check  to  determine  compliance  with 
§42.51  <e)  and.  in.  addition,  shall  meet 
the  following  requirements: 

(1)  Large  aircraft  shall  be  maintained 
and  inspected  in  accordance  with  a  con- 
tinuous maintenance  and  inspection  sys- 
tem as  provided  for  in  the  maintenance 
manual. 

(2)  Small  aircraft  shall  either  be 
maintained  and  inspected  in  accordance 
with  subparagraph  <  1 )  of  this  paragraph 
or  be  given  a  periodic  inspection  at  least 
every  100  hours  of  flight  time  and  an 
annual  inspection  at  least  every  12 
months.  The  annual  inspection  may  be 
accepted  as  a  periodic  inspection. 

(b»  A  record  shall  be  carried  In  the 
aircraft  at  all  times  showing  that  the 
latest  inspections  required  by  paragraphs 
(a)  <1)  or  (2)  have  been  accomplished, 
except  such  record  may  be  k-^pt  at  the 
principal  operations  base  v.  i  the  air- 
craft is  maintained  and  )ected  as 
provided  in' paragraph  (a'  1  >  of  this 
section. 

g  42.32  Additional  maintenance  re- 
quirements for  lawe  aircraft.  The  fol- 
lowing requirements  are  applicable  to 
operations  conducted  in  large  aircraft: 

(a>  Facilities.  Facilities  for  the 
proper  inspection,  maintenance,  over- 
haul, and  repair  of  the  types  of  aircraft 
used  shall  be  maintained  by  the  air  car- 
rier, unless  arrangements  acceptable  to 
the  Administrator  are  made  with  other 
persons  po.ssessing  si'ch  facilities. 

(b>  Maintenance  personnel.  A  staff 
of  qualified  mechanics,  inspectors,  and 
appropriate  supervisory  personnel  shall 
be  employed  by  the  air  carrier  and  kept 
available  for  performing  the  functions 
specified  in  S  42.30,  except  where  the  air 
carrier  has  obtained  the  approval  of  the 
Administrator  for  the  performance  of 
such  functions  by  some  other  person. 
The  air  carrier  shall  permit  maintenance 
to  be  performed  only  by  an  individual 
competent  therefor. 

(c)  Reporting  of  mechanical  irregu- 
larities occuring  in  operation.  Each  air 
carrier  shall  prescribe  in  its  operations 
manual  a  procedure  for  the  submission  of 


written  reports  by  the  members  of  the 
flight  crew  for  all  mechanical  irregulari- 
ties occurring  during  the  operation  of 
the  aircraft.  The  members  of  the  fii;:ht 
crew  designated  by  the  air  carrier  shall 
submit  a  written  report  in  accordance  • 
with  such  system  to  the  person  respon- 
sible for  the  maintenance  of  the  aircraft. 
This  report  shall  be  submitted  at  the  end 
of  each  'through  flight  or  sooner  if  the 
seriousness  of  the  irregularity  so  war- 
rants. Such  report  or  copy  thereof 
indicating  the  action  taken  shall  be  re- 
tained in  the  aircraft  for  the  information 
of  the  n' xt  flight  crew.* 

(d>  Maintenance  7nanual.  (D  The 
air  carrier  shall  prepare  and  maintain 
for  the  use  and  guidance  of  maintenance 
personnel  a  maintenance  manual  which 
contains  full  information  pertaining  to 
the  maintenance,  repair,  and  inspection 
of  aircraft  and  equipment  and  clearly 
outlines  the  duties  and  the  responsibili- 
ties of  maintenance  personnel.  The  form 
and  content  shall  be  acceptable  to  the 
Administrator.  It  shall  contain  a  copy 
of  the  approved  time  limitations  for  in- 
spection and  overhauling  of  aircraft,  air- 
craft engines,  propellers,  and  appliances. 
Copies  and  revisions  shall  be  furnished  to 
all  persons  designated  by  the  Adminis- 
trator. All  copies  in  the  hands  of  com- 
pany personnel  shall  be  kept  up  to  date. 
<2>  A  copy  of  those  portions  pertain- 
ing to  the  aircraft  shall  be  carried 
therein. 

( 3 )  Any  changes  prescribed  by  the  Ad- 
ministrator in  the  interest  of  safety  shall 
be  promptly  incorporated  in  the  manual. 
Other  changes  not  inconsistent  with  any 
Federal  regulation,  the  air  carrier  op- 
erating certificate,  or  safe  operating 
practices  may  be  made  without  prior  ap- 
proval of  the  Administrator. 

(4  >  No  maintenance,  repair,  or  inspec- 
tion of  aircraft  or  equipment  shall  be 
made  by  the  air  carrier  contrary  to  the 
provisions  of  the  maintenance  manual. 

FLIGHT   CREW    REQUIREMENTS 

§  42.40  Airman  requirements.  No  air 
carrier  shall  utilize  an  individual  as  an 
airman  unless  he  has  met  the  appro- 
priate requirements  of  the  Civil  Air  Reg- 
ulations. 

§  42.41  Composition  of  flight  crew. 
(a>  No  air  carrier  shall  operate  an  air- 
craft with  less  than  the  minimum  flight 
crew  required  for  the  particular  opera- 
tion and  the  type  of  aircraft,  as  deter- 
mined by  the  Administrator  in  accord- 
ance with  the  standards  hereinafter  pre- 
scribed, and  specified  in  the  air  carrier 
operations  manual  for  the  area  In  which 
operations  are  authorized. 

«b)  Where  the  provisions  of  this  part 
require  the  performance  of  two  or  more 
functions  for  which  an  airman  certificate 
Is  necessary,  such  requirement  saall  not 
be  satisfied  by  the  performance  of  mul- 
tiple functions  at  the  same  time  by  any 
airman. 

(c)  Second  pilot.  A  second  pilot  shall 
be  required  on  large  aircraft,  or  on  other 
aircraft  when  passengers  are  carried  on 


•  See  f  42.96  for  the  requirements  for  re- 
porting aircraft  or  comiponent  malfunction- 
ing and  defects 
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operations  under  IFR,  or  when  the  Ad- 
ministrator finds  that  a  second  pilot  is 
otherwise  required  In  the  Interest  of 
safety. 

(d)  Flight  radio  operator.  An  airman 
holding  a  flight  radio  operator  certificate 
shall  be  required  for  flight  over  any  area 
over  which  the  Administrator  has  de- 
termined that  radlotelegraphy  is  neces- 
sary for  communication  with  ground 
stations  during  flight. 

(e)  Flight  engineer .  An  airman  hold- 
ing a  flight  engineer  certificate  shall  be 
required  on  all  aircraft  of  more  than  80.- 
000  lbs.  maximum  certificated  take-ofi 
weight,  and  on  all  other  aircraft  cer- 
tificated for  more  than  30.000  lbs.  maxi- 
mum certificated  take-off  weight  where 
the  Administrator  finds  that  the  design 
of  the  aircraft  used  or  the  type  of  opera- 
tion is  such  as  to  require  a  flight 
engineer  for  the  safe  operation  of  the 
aircraft,  or  on  other  aircraft  where  re- 
quired by  the  aircraft  airworthiness 
certificate. 

(f)  Flight  navigator .  An  airman  hold- 
ing a  flight  navigator  certificate  shall  be 
required  for  flight  over  any  area  where 
the  Administrator  has  determined  that 
celestial  navigation  is  necessary. 

§  42.42  Pilot  qualification  for  small 
aircraft — <a)  Pilot  in  command.  Any 
pilot  serving  as  pilot  In  command  on 
small  aircraft  shall  hold  a  valid  commer- 
cial pilot  certificate  with  an  appropriate 
rating  for  the  aircraft  on  which  he  is  to 
serve,  and  for: 

(1)  Day  flight  VFR.  He  shall  have 
had  at  least  50  hours  of  cross-country 
flight  time  as  a  pilot; 

(2)  Night  flight  VFR.  He  shall  have 
had  a  total  of  at  least  500  hours  of  flight 
time  as  a  pilot,  including  100  hours  of 
cross-country  flight  time  of  which  25 
hours  shall  have  been  at  night; 

( 3 1  IFR  fligh  t.  He  must  possess  a  cur- 
rently effective  Instrument  rating  and 
have  had  a  total  of  at  least  500  hours  of 
flight  time  as  a  pilot  including  100  hours 
of  cross-country  flight. 

(b>  Second  pilot.  Any  pilot  serving 
as  second  pilot  on  small  aircraft  shall 
hold  for: 

<1)  VFR  flight.  A  valid  commercial 
pilot  certlflcate  with  the  appropriate 
ratings; 

(2)  IFR  flights.  A  currently  effective 
Instrument  rating. 

5  42.43  Pilot  qualifications  for  large 
aircraft — (a)  Pilot  in  command.  Any 
pilot  serving  as  pilot  in  command  on 
large  aircraft  shall  meet  the  following 
requirements : 

(1)  After  December  31,  1949,  he  shall 
pos.sess  a  valid  airline  transport  pilot 
rating  with  an  appropriate  rating  for  the 
aircraft  on  which  he  is  to  serve; 

(2)  Prior  to  and  Including  December 
31.  1949,  he  shall  either  meet  the  above 
or; 

(i)  Possess  a  valid  commercial  pilot 
certificate  with  an  appropriate  rating  for 
the  aircraft  on  which  he  is  to  serve; 

dl'  Possess  a  currently  effective  In- 
Btrument  rating; 

(ill)  Have  logged  at  least  1,200  hours 
of  flight  time  of  which  500  hours  shajl 
have  been  cross-country; 


(Iv)  Have  logged  at  least  100  hours  of 
night  flight  of  which  50  hours  shall  have 
been  cross-country. 

(b)  Second  pilot.  Any  pllat  serving  as 
second  pilot  in  large  aircraft  shall: 

<1)  Possess  a  valid  commercial  pilot 
certificate  with  an  appropriate  rating  for 
the  aircraft  on  which  he  is  to  serve; 

(2)  Possess  a  currently  effective  in- 
strument rating. 

(c)  Three-pilot  crew.  In  a  crew  of 
three  or  more  pilots  at  least  two  pilots 
shall  meet  the  requirements  of  para- 
graph (a)  of  this  section. 

§  42.44  Recent  flight  experience  re- 
quirements for  flight  crew  members.  No 
air  carrier  shall  utilize  an  airman,  nor 
shall  any  Individual  serve  as  an  airman, 
unless  he  meets  the  appropriate  experi- 
ence r^uirements  specified  below: 

(a)  Pilots.  (1)  Within  the  preceding 
90  days  a  pilot  shall  have  made  at  least 
3  take-offs  and  landings  in  an  aircraft 
of  the  same  type  on  which  he  Is  to  serve. 
For  night  flight  one  of  the  take-offs  and 
landings  required  above  shall  have  been 
made  at  night. 

(2)  Within  the  preceding  6  months  a 
pilot  in  large  aircraft  shall  have  success- 
fully accomplished  an  equipment  check 
on  aircraft  of  the  type  on  which  he  Is  to 
serve.  Such  equipment  check  shall  be 
given  by  an  authorized  representative  of 
the  Administrator  or  a  check  pilot  desig- 
nated by  the  Administrator. 

(3)  Within  the  preceding  6  months  the 
pilot  in  command  on  any  large  aircraft, 
or  on  any  aircraft  under  IFR  conditions, 
shall  have  successfully  accompli.shed  an 
instrument  check  demonstrating  his 
ability  to  pUot  and  navigate  by  instru- 
ments, to  accomplish  a  standard  Instru- 
ment approach  using  radio  range  facili- 
ties, and  to  accomplish  an  instrument 
approach  in  accordance  with  ILS,  GCA, 
or  D  P  procedures  when  such  facilities 
are  to  be  used.  This  instrument  check 
shall  have  been  given  by  an  authorized 
representative  of  the  Administrator  or  a 
check  pilot  designated  by  the  Adminis- 
trator on  an  aircraft  which  the  air  car- 
rier is  authorized  to  use. 

lb)  Flight  radio  operator.  No  individ- 
ual shall  be  assigned  to  nor  perform 
duties  as  a  flight  radio  operator  unless 
within  the  preceding  12  months  he  has 
had  at  least  four  months  of  satisfactory 
experience  as  a  radiotelegraph  operator 
and  at  least  25  hours  of  experience  in  the 
operation  of  aircraft  radio  during  flight, 
or  until  a  person  designated  by  the  Ad- 
ministrator has  checked  the  airman  and 
has  determined  that  he  is  (1)  familiar 
with  all  radio  Information  pertinent  to 
the  operations  of  the  air  carrier  and  (2) 
competent  with  respect  to  the  operating 
procedures  and  radio  equipment  to  be 
used. 

(c)  Flight  engineer.  No  Individual 
shall  be  assigned  to  nor  perform  the 
duties  as  a  flight  engineer  unless  within 
the  preceding  12  months  he  has  had  at 
least  50  hours  of  experience  as  a  flight 
engineer  on  the  type  of  aircraft  on  which 
he  is  to  serve,  or  until  a  person  designated 
by  the  Administrator  has  checked  the 
airman  and  determined  that  he  is  (1) 
familiar  with  all  current  information 
and  operating  procedures  relating  to  the 
type  of  aircraft  on  which  he  is  to  serve 


and  <2)  competent  with  respect  to  the 
flight  engineer's  duties  on  such  aircraft, 
(d)  Flight  navigator.  No  individual 
shall  be  assigned  to  nor  perform  duties 
as  a  flight  navigator  unless  within  the 
preceding  12  mdnths  he  has  had  at  least 
50  hours  of  experience  as  a  flight  navi- 
gator, or  until  a  person  designated  by  the 
Administrator  has  checked  the  airman 
and  determined  that  he  is  (1)  familiar 
with  all  current  navigational  information 
pertaining  to  the  op>eratlons  of  the  air 
carrier  and  <2)  competent  with  respect 
to  the  operating  procedures  and  naviga- 
tional equipment  to  be  used. 

§  42.45  Proficiency  of  crew  members 
serving  on  large  aircraft.  The  air  carrier 
shall  by  means  of  a  training  program  or 
otherwise  Insure  that  crew  members  are 
proficient  In  their  duties  and  are  kept 
currently  informed  of  all  techniques 
and  new  developments  pertinent  thereto. 
The  program  shall  Include  Instruction 
in  emergency  procedures  and  in  crew 
coordination. 

§42.46  Logging  flight  -time.  (a>  A 
pilot  in  command  may  log  his  total  flight 
time. 

(b»  A  second  pilot  holding  an  airline 
transport  pilot  certificate  and  rating  for 
the  aircraft  flown  may  log  the  total  time 
during  which  he  is  on  duty  on  the  flight 
deck. 

(c)  A  second  pilot  not  holding  an  air- 
line transport  pilot  certificate  and  rating 
for  the  aircraft  flown  may  log  50%  of 
the  total  flight  time  during  which  he  is 
on  duty  on  the  flight  deck. 

(d)  A  pilot  may  log  as  instrument 
flight  time  only  such  time  as  he  is  ac- 
tually manipulating  the  controls  when 
the  aircraft  Is  being  flown  solely  by  ref- 
erence to  instruments. 

5  42.47  Grace  period  for  airman  pe- 
riodic checks.  Whenever  this  part  re- 
quires an  airman  check  at  stated  in- 
tervals, a  grace  period  of  30  days  shall 
be  allowed:  Provided,  That  the  effective 
date  of  the  check,  if  met  within  the  grace 
period,  shall  be  the  same  as  if  met  on 
the  day  immediately  preceding  such 
grace  period. 

§  42.48  Flight  time  limitations  for 
pilots  on  large  aircraft.  The  following 
limitations  shall  be  applicable  to  pilots 
serving  on  large  aircraft. 

(a)  Individual  pilot  limitations,  d) 
A  pilot  may  be  scheduled  to  fly  8  hours 
or  less  during  any  24  consecutive  hours 
without  a  rest  period  during  such  8 
hours. 

(2)  A  pilot  shall  receive  24  hours  of 
rest  before  being  assigned  further  duty 
when  he  has  fiown  in  excess  of  8  hours 
during  any  24  consecutive  hours.  Time 
spent  in  deadhead  transportation  to  or 
from  duty  assignment  shall  not  be  con- 
sidered part  of  such  rest  period. 

(3)  A  pilot  shall  be  relieved  from  all 
duty  for  not  less  than  24  consecutive 
hours  at  least  once  during  any  7  con- 
secutive days. 

(4)  A  pilot  shall  not  fiy  as  a  crew 
member  in  air  carrier  service  more  than 
100  hours  during  any  30  consecutive 
days. 

(5)  A  pilot  shall  not  fly  as  a  crew 
member  in  air  carrier  service  more  than 
1,000  hours  in  any  one  calendar  year. 
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(6)  A  pilot  shall  not  do  other  commer- 
cial flying  if  his  total  flying  time  for  any 
specified  period  will  exceed  the  limits 
of  that  period. 

(b)  Aircraft  having  a  crew  of  two  pi- 
lots. <1)  A  pilot  shall  not  be  scheduled 
to  fly  in  excess  of  8  hours  during  any  24- 
hour  period  unless  he  Is  given  an  inter- 
vening rest  period  at  or  before  the  ter- 
mination of  8  scheduled  hours  of  flight 
duty.  Such  rest  period  shall  equal  at 
least  twice  the  number  of  hours  flown 
since  the  last  preceding  rest  period,  and 
in  no  case  shall  such  rest  period  be  less 
than  8  hours.  During  such  rest  period 
the  pilot  shall  be  relieved  of  all  duty  with 
the  air  carrier. 

(2)  A  pilot  shall  not  be  on  duty  for 
more  than  16  hours  during  any  24  con- 
secutive hours. 

(c)  Aircraft  having  a  crew  of  three 
pilots.  (1»  A  pilot  shall  not  be  sched- 
uled for  duty  on  the  flight  deck  in  ex- 
cess of  8  hours  in  any  24-tiour  period. 

(2)  A  pilot  shall  not  be  scheduled  to 
be  aloft  for  more  than  12  hours  in  any 
24-hour  period. 

(3)  A  pilot  shall  not  be  on  duty  for 
more  than  18  hours  in  any  24 -hour 
period. 

(d)  Aircraft  having  a  crew  of  four 
pilots.  (1)  A  pilot  shall  not  be  sched- 
uled for  duty  on  the  flight  deck  in  ex- 
cess of  8  hours  during  any  24-hour 
period. 

(2»  A  pilot  shall  not  be  scheduled  to 
be  aloft  for  more  than  16  hours  In  any 
24-hour  period. 

<3)  A  pilot  shall  not  be  on  duty  for 
more  than  20  hours  during  any  24-hour 
period. 

FLIGHT  OPERATION  RULES 

§  42.51  Pilot  responsibilities — (a)  Pi- 
lot in  command.  The  pilot  in  command 
of  the  aircraft  shall  be  designated  by  the 
air  carrier. 

(b>  Pre  flight  action.  Prior  to  com- 
mencing a  flight  the  pilot  in  command 
shall  familiarize  himself  with  the  latest 
weather  reports  pertinent  to  the  flight 
ls.sued  by  the  United  States  Weather 
Bureau  or  if  unavailable,  by  the  most 
reliable  source,  and  with  the  information 
necessary  for  the  safe  operation  of  the 
aircraft  en  route  and  on  the  airports  or 
other  landing  areas  to  be  ased,  and  deter- 
mine that  the  flight  can  be  completed 
with  safety. 

(c)  Charts  and  flight  equipment.  The 
pilot  in  command  shall  have  in  his  pos- 
session in  the  cockpit  proper  flight  and 
navigational  facility  charts,  including 
Instrument  approach  procedures  when 
Instrument  flight  is  authorized,  and  such 
other  flight  equipment  as  may  be  neces- 
sary to  properly  conduct  the  particular 
flight  proposed. 

<d)  Emergency  decisions.  (1)  When 
required  in  the  interest  of  safety,  a  pilot 
may  make  any  immediate  decision  and 
follow  any  course  of  action  which  in  his 
judgment  appears  necessary,  regardless 
of  prescribed  methods  or  requirements. 
He  shall,  where  practicable,  keep  the 
proper  control  station  fully  informed  re- 
garding the  progress  of  the  flight.* 


•  See  }  42  94  for  the  report  to  be  filed  by  the 
pilot  where  the  HUthorlty  granted  by  this  sec- 
tiou  Is  czercified. 


(2)  In  an  emergency  requiring  either 
the  dumping  of  fuel  or  a  landing  at  a 
weight  in  excess  of  the  authorized  land- 
ing weight,, a  pilot  may  elect  to  follow 
whichever  procedure  he  considers  safer. 

(e)  Serviceability  of  equipment.  Prior 
to  starting  any  flight,  the  pilot  shall  de- 
termine that  the  aircraft,  all  engines 
and  propellers,  appliances  and  required 
equipment,  including  all  instruments, 
are  in  proper  operating  condition.  If 
during  the  flight  any  such  engine,  pro- 
peller, appliance,  or  equipment  malfunc- 
tions or  becomes  inoperative,  the  pilot  in 
command  shall  determine  whether  the 
flight  can  be  continued  with  safety.  Un- 
less he  believes  that  flight  can  be  con- 
tinued safely,  he  shall  hold  or  cancel  it 
until  satisfactory  repairs  or  replacements 
are  made. 

(f)  Pilots  at  controls.  In  the»ase  of 
aircraft  requiring  two  or  more  pilots, 
two  pilots  shall  remain  at  the  controls 
at  all  times  while  taking  off.  landing, 
and  while  the  aircraft  Is  en  route  except 
when  the  absence  of  one  Is  necessary  in 
connection  with  his  regular  duties  or 
when  he  is  replaced  by  a  person  author- 
ized under  the  provisions  of  paragraph 
(g)  of  this  section. 

(g)  Admission  to  pilot  compartment. 
In  aircraft  having  a  separate  pilot  com- 
partment, no  person  other  than  a  crew 
member,  a  check  pilot,  an  authorized 
representative  of  the  Administrator  or 
the  Board  in  pursuance  of  official  duty, 
or  a  person  whose  admission  is  approved 
by  the  pilot  in  command  may  be  admitted 
to  the  pilot  compartment.  In  the  latter 
case,  the  pilot  in  command  shall  remain 
at  the  controls. 

§  42.52  Fuel  supply.  The  following 
minimum  fuel  requirements  shall  be  ap- 
plicable as  specified: 

(a>  United  States.  Within  the  con- 
tinental limits  of  the  United  States  the 
following  requirements  shall  be  met  un- 
less the  Administrator  finds,  after  con- 
sidering the  character  of  the  terrain  be- 
ing traversed,  the  available  airports,  and 
the  category  of  aircraft  being  operated, 
that  the  safe  conduct  of  the  flight  nor- 
mally requires  a  greater  quantity  of  fuel. 

(1)  No  flight  in  small  aircraft  under 
VPR  shall  be  started  unless  the  aircraft 
carries  sufiBcient  fuel  and  oil,  consider- 
ing the  wind  and  other  weather  condi- 
tions forecast,  to  fly  to  the  point  of  In- 
tended landing,  and  thereafter  for  a 
period  of  at  least  30  minutes  at  normal 
cruising  consumption. 

(2)  No  flight  in  large  aircraft  under 
VFR  shall  be  started  unless,  considering 
the  factors  enumerated  In  subparagraph 
(1)  of  this  paragraph,  the  aircraft  car- 
ries sufficient  fuel  and  oil  to  fly  to  the 
point  of  intended  landing,  and  thereafter 
for  a  period  of  at  least  45  minutes  at 
normal  cruising  consumption. 

(3)  No  flight  in  large  or  small  aircraft 
under  IFR  .shall  be  started  qnless.  consid- 
ering the  factors  set  forth  in  subpara- 
graph (1)  of  this  paragraph,  sufficient 
fuel  and  oil  are  carried  aboard  the  air- 
craft (1)  to  reach  the  point  of  Intended 
landing,  (11)  thereafter  to  fly  to  the  alter- 
nate airport,  and  (111)  thereafter  to  fly 
for  a  period  of  45  minutes  at  normal 
cruising  consumption. 


(b)  Outside  the  United  States.  Out- 
side the  continental  limits  of  the  United 
States,  the  following  requirements  shall 
be  met  unless  the  Administrator  finds, 
after  considering  the  character  of  the 
terrain  being  traversed,  the  available  air- 
ports, and  the  category  and  type  of  air- 
craft being  operated,  that  the  flight  may 
be  safely  conducted  with  a  lesser  quantity 
of  fuel. 

(D  No  flight  shall  be  started  unless, 
considering  the  wind  and  other  weather 
conditions  expected,  the  aircraft  carries 
sufficient  fuel  and  oil  (I)  to  fly  to  the 
next  point  of  landing  specified  in  the 
flight  plan,  (ii)  thereafter  to  fly  to  and 
land  at  the  most  distant  alternate  airport 
designated  in  the  flight  plan,  and  (ill) 
thereafter  to  fly  for  a  period  of  at  least  2 
hours  at  normal  cruising  consumption. 

(2)  No  flight  shall  be  returned  to  the 
point  of  departure  or  to  an  alternate  air- 
port for  that  point  unless  the  aircraft 
has  sufficient  fuel  to  return  to  such  point 
and  thereafter  to  fly  for  a  period  of  at 
least  2  hours  at  normal  cruising  con- 
sumption. 

(3)  No  flight  shall  be  started  to  a  des- 
tination for  which  there  Is  no  available 
alternate  unless  the  aircraft  carries  suf- 
ficient fuel,  considering  wind  and  other 
weather  conditions  expected,  to  fly  to 
that  point  and  thereafter  to  fly  for  at 
least  3  hours  at  normal  cruising  con- 
sumption. 

§  42.53  Minimum  flight  altitude  rules. 
Except  during  take-off  and  landing,  the 
flight  altitude  rules  prescribed  in  para- 
graphs (a)  and  <b)  of  this  paragraph,  in 
addition  to  the  applicable  provisions  of 
§  60.107  of  this  chapter,  shall  govern  air 
carrier  operations:  Provided,  That  other 
altitudes  may  be  established  by  the  Ad- 
ministrator for  any  area  where  he  finds, 
after  considering  the  character  of  the 
terrain  being  traversed,  the  quality  and 
quantity  of  meteorological  service,  the 
navigational  facilities  available,  and 
other  flight  conditions,  that  the  safe  con- 
duct of  flight  permits  or  requires  such 
other  altitudes. 

(a)  Day  VFR  operations.  No  aircraft 
.«:hall  be  flown  at  an  altitude  less  than  500 
feet  above  the  surface  or  less  than  1,000 
feet  from  any  mountain,  hill,  or  other 
obstruction  to  flight. 

(b)  Night  VFR  or  IFR  operations.  No 
aircraft  shall  be  flown  at  an  altitude  less 
than  1.000  feet  above  the  highest  obstacle 
located  within  a  horizontal  distance  of 
5  miles  from  the  center  of  the  course  in- 
tended to  be  flown  or,  in  mountainous 
terrain  designated  by  the  Administrator, 
2,000  feet  above  the  highest  obstacle  lo- 
cated within  a  horizontal  distance  of  5 
miles  from  the  center  of  the  course  In- 
tended to  be  flown:  Provided.  That  in 
VFR  operations  at  night, in  such  moun- 
tainous terrain  aircraft  may  be  flown 
over  a  lighted  civil  airway  at  a  minimum 
altitude  of  1.000  feet  above  such  obstacle. 

§  42.54  Flight  into  known  icing  condi- 
tions. No  aircraft  .«hall  be  flown  into 
known  or  probable  heavy  icing  condi- 
tions. Aircraft  may  be  flown  into  light  or 
moderate  icing  conditions  only  if  the  air- 
craft is  equipped  with  an  approved  means 
for  de-icing  the  wings,  propellers,  and 
such  other  parts  of  the  aircraft  as  are 
e&sential  to  safety. 
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(  42.55  Weather  minimums.  No  flight 
shall  be  started  unless  the  take-off,  en 
route  operation,  and  landing  at  destina- 
tion can  be  conducted  In  accordance  with 
the  weather  requirements  of  Part  60  of 
this  chapter,'  but  In  no  case  less  than 
the  minimums  specified  below: 

(a)  For  VFR  take-off,  en  route  opera- 
tion, or  landing,  the  weather  minimums 
shall  be  a  ceiling  of  1,000  feet  and  visi- 
bility of  1  mile  for  day  and  2  miles  for 
night,  unless  otherwise  authorized  by  an 
air  traffic  clearance  obtained  from  air 
traffic  control,  and 

(b)  For  IFR  operations  the  weather 
minimums.  Including  alternate  airi>ort 
requirements,  shall  be  not  less  than  those 
specified  in  the  CAA  Plight  Information 
Manual,  or  as  otherwise  specified  or  au- 
thorized by  the  Administrator.  " 

5  42.56  Instrument  approach.  No 
Instrument  approach  procedure  shall  be 
executed  or  landing  made  at  an  airport 
when  the  latest  United  States  Weather 
Bureau  report  for  that  airport  indicates 
the  ceiling  or  visibility  to  be  less  than 
that  prescribed  by  the  Administrator  for 
landing  at  such  airport. 

5  42.57  Airport  lighting  for  night  op- 
erations. No  air  carrier  shall  use  an 
airport  for  the  take-off  or  landing  of  an 
aircraft  at  night  unless  such  airport  Is 
adequately  lighted. 

5  42.58  Navigational  aids  for  IFR 
flight.  IFR  operations  shall  be  con- 
ducted only  over  civil  airways  and  at 
airports  equipped  with  radio  ranges  or 
equivalent  facilities,  unless  the  Admin- 
istrator has  found  that  Instrument  navi- 
gation can  be  conducted  by  the  use  of 
radio  direction  finding  equipment  In- 
stalled in  the  aircraft  or  by  other  spe- 
cialized means  and  has  approved  or 
otherwise  authorized  such  operation  In 
the  air  carrier  operating  certificate. 

8  42.59  Passenger  use  of  emergency 
equipment.  The  air  carrier  shall  estab- 
lish procedures  for  familiarizing  passen- 
gers with  the  location  and  use  of 
emergency  equipment. 

5  42.60  Operations  manual  for  large 
aircraft.  (a>  When  oF>erations  are  con- 
ducted in  large  aircraft  the  air  carrier 
shall  prepare  and  maintain  for  the  use 
and  guidance  of  operations  personnel  an 
operations  manual  which  contains  full 
Information  neccs.sary  to  guide  flight  and 
ground  personnel  in  the  conduct  of  safe 
flight  operations  and  to  inform  such 
personnel  regarding  their  duties  and  re- 
sponsibilities. The  manual  shall  al.so 
contain  a  copy  of  the  air  carrier  operat- 
ing certificate.  The  form  and  content 
shall  be  acceptable  to  the  Administrator. 
Copies  and  revisions  shall  be  furni.shed 
to  all  persons  designated  by  the  Adminis- 
trator. All  copies  in  the  hands  of  com- 
pany personnel  shall  be  kept  up  to  date. 

<b>  A  copy  of  the  operations  manual 
shall  be  kept  at  the  principal  operations 
base.  Those  portions  of  the  manual 
pertinent  to  safe  operation  of  the  air- 
craft, including  the  copy  of  the  air  car- 
rier operating  certificate,  shall  be  car- 
ried therein. 


(c)  Any  changes  prescribed  by  the  Ad- 
ministrator in  the  Interest  of  safety  shall 
be  promptly  Incorporated  In  the  manual. 
Other  changes  not  inconsistent  with  any 
Federal  regulation,  the  air  carrier  oper- 
ating certificate,  or  a  safe  operating 
practice  may  be  made  without  the  prior 
approval  of  the  Administrator. 

(d)  No  operation  shall  be  conducted 
by  the  air  carrier  contrary  to  the  safety 
provisions  of  the  operations  manual. 

5  42.61  Flight  plan  for  large  aircraft. 
No  large  aircraft  shall  be  taken  off  unless 
a  VFR  or  IFR  flight  plan  containing  the 
appropriate  information  required  by 
Part  60  of  this  chapter  Is  filed  by  the 
air  carrier  with  ttie  nearest  CAA  com- 
munications station  or,  when  outside  the 
United  States,  with  the  appropriate  au- 
thority. In  the  event  communications 
facilities  are  not  readily  available,  such 
flight  plan  shall  be  filed  as  soon  as  prac- 
ticable after  becoming  air-borne. 

5  42.62  Flight  manifest  for  large  air- 
craft and  passenger-carrying  aircraft  op- 
erating under  IFR  conditions.  For  all 
large  aircraft,  or  any  aircraft  carrying 
passengers  under  IFR  conditions,  a  flight 
manifest  form  .<^hall  be  prepared  and 
signed  for  each  flight  by  qualified  person- 
nel of  the  air  carrier  charged  with  the 
duty  of  supervising  the  loading  of  the 
aircraft  and  the  preparation  of  the 
flight  manifest  form.  The  form  and  con- 
tents of  this  manifest  shall  be  in  ac- 
cordance with  the  instructions  contained 
in  the  air  carrier's  operations  manual 
and  shall  include  the  names  and  ad- 
dresses of  the  passengers  carried,  points 
of  departure  and  destination,  the  weight 
of  the  cargo  and  passengers,  and  the 
distribution  of  such  weight  in  the  air- 
craft in  accordance  with  the  weight  con- 
trol sy.'^tem  prescribed  in  the  operations 
manual.  The  weight  of  the  passengers 
may  be  determined  In  accordance  with 
a  weight  control  system  prescribed  by 
the  Administrator.  In  the  event  pas- 
sengers are  picked  up  at  points  other 
than  the  principal  operations  base  or 
discharged  at  point-iother  than  as  shown 
OB  the  latest  manifest,  the  pilot  shall, 
before  starting  the  flight,  cause  a  dupli- 
cate copy  of  the  revised  manifest  to  be 
mailed  to  such  ba.se,  unless  other  re- 
quirements are  set  forth  in  the  carrier's 
operations  manual.' 

OPERATING    LIMITATIONS    FOR    LARGE 
PASSENGER-CARRYING  AIRPLANES 

5  42.70  Operating  limitations  for 
transport  category  airplanes,  (a)  In  op- 
erating any  passenger-carrying  trans- 
port category  airplane  the  provisions  of 
§§  42.71  through  42.78  shall  be  complied 
with  unless  deviations  therefrom  are  spe- 
clflcally  authorized  by  the  Administrator 
on  the  ground  that  the  special  circum- 
stances of  a  particular  case  make  a  literal 
observance  of  the  requirements  unnec- 
essary for  safety. 

(b)  For  transport  category  aircraft  the 
data  contained  in  the  Airplane  Flight 
Manual  shall  be  applied  in  determining 
compliance  with  these  provisions.  Where 
conditions  differ  from  those  for  which 
specific  tests  were  made,  compliance  shall 


be  determined  by  interpolation  or  by 
computation  of  the  effects  of  changes  in 
the  specific  variables  where  such  Inter- 
polations or  computations  will  give  re- 
sults substantially  equalling  In  accuracy 
the  results  of  a  direct  test. 

S  42.71  Weight  limitations,  (a)  No 
airplane  shall  be  taken  off  from  any  air- 
port located  at  an  elevation  outside  of 
the  altitude  range  for  which  maximum 
take-off  weights  have  been  determined, 
and  no  airplane  shall  depart  for  an  air- 
port of  intended  designation,  or  have  any 
airport  specifled  as  an  alternate,  which 
is  located  at  an  elevation  outside  of  the 
altitude  range  for  which  maximum  land- 
ing weights  have  been  determined. 

(b)  The  weight  of  the  airplane  at  take- 
off shall  not  exceed  the  authorized  max- 
imum take-off  weight  for  the  elevation 
of  the  airport  from  which  the  take-off  Is 
to  be  made. 

(c)  The  weight  at  take-off  shall  be 
such  that,  allowing  for  normal  consump- 
tion of  fuel  and  oil  In  flight  to  the  airport 
of  Intended  destination,  the  weight  on 
arrival  will  not  exceed  the  authorized 
maximum  landing  weight  for  the  eleva- 
tion of  such  airport. 

§  42.72  Take-off  limitations  to  provide 
for  engine  failure.  No  take-off  shall  be 
made  except  under  conditions  which  will 
permit  compliance  with  the  following  re- 
quirements. 

(a)  It  shall  be  possible,  from  any  point 
on  the  take-off  up  to  the  time  of  attain- 
ing the  critical-englne-failure  speed,  to 
bring  the  airplane  to  a  safe  stop  on  the 
runway,  as  shown  by  the  accelerate-stop 
distance  data.  , 

(b>  It  shall  be  possible,  if  the  critical 
engine  should  fail  at  any  instant  after 
the  airplane  attains  the  critlcal-engine- 
failure  speed,  to  proceed  with  the  take- 
off and  attain  a  height  of  50  feet,  as 
indicated  by  the  take-off  path  data,  be- 
fore passing  over  the  end  of  the  take-off 
area.  Thereafter,  It  shall  be  possible  to 
clear  all  obstacles,  either  by  at  least  50 
feet  vertically,  as  shown  by  the  take-off 
path  data,  or  by  at  least  200  feet  hori- 
zontally within  the  airport  boundaries 
and  by  at  least  300  feet  horizontally  after 
pas.sing  beyond  such  boundaries. 

(1)  In  determining  the  allowable  de- 
viation of  the  flight  path  in  order  to 
avoid  obstacles  by  at  least  the  distances 
above  set  forth,  it  shall  be  assumed  that 
the  airplane  is  not  banked  before  reach- 
ing a  height  of  50  feet,  as  shown  by  the 
take-off  path  data,  and  that  a  maximum 
bank  thereafter  does  not  exceed  15  \ 

•  O  In  applying  conditions  in  para- 
graphs (a)  and  <b)  of  this  section,  cor- 
rection shall  be  made  for  any  gradient 
of  the  take-off  surface.  Take-off  data 
based  on  still  air  may  be  corrected  to 
allow  for  the  effect  of  a  favorable  wind 
according  to  reported  wind  conditions: 
Provided,  That  not  more  than  50 Tr  of  the 
wind  component  along  the  direction  of 
take-off  may  be  used." 

§  42.73  Eti  route  limitations;  all  en- 
gines operating.    No  airplane  shall  be 


'  See  the  Flight  Information  Manual  for 
specific  en  route,  take-off.  and  landing  mini- 
mums for  particular  routes  and  airports. 

No.  61 2 


•See    142.95    for   record-keeping   require- 
ments for  the  flight  manifest. 
% 


•It  will  be  noted  that  Special  Civil  Air 
Regulation  Serial  Number  397  requires  the 
pilot  to  take  account  of  temperature  vari- 
ations as  well  as  his  wind  component  in 
take-off. 
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taken  off  at  a  weight  In  excess  of  that 
which  would  permit  a  rate  of  climb 
(expressed  in  feet  per  minute) ,  with  all 
engines  operating,  of  at  least  6  Vj^,  (when 
Vi„  is  expressed  in  miles  per  hour)  at  an 
altitude  of  at  least  1,000  feet  above  the 
elevation  of  the  highest  ground  or  ob- 
struction within  10  miles  of  either  side  of 
the  intended  track.  Transport  category 
airplanes  certificated  under  Part  4a  of 
this  chapter  are  not  required  to  comply 
with  this  section.  For  the  purpose  of  this 
section  it  shall  be  assumed  that  the 
weight  of  the  airplane  as  it  proceeds 
along  its  intended  track  is  progressively 
reduced  by  the  anticipated  consumption 
of  fuel  and  oil. 

5  42.74  En  route  limitations;  one  en- 
gine inoperative.  No  airplane  of  a  maxi- 
mum certificated  weight  of  less  than 
40,000  lbs.  shall  be  taken  off  at  a  weight 
in  excess  of  that  which  would  permit  a 
rate  of  climb  (expressed  in  feet  per  min- 
ute), with  one  engine  inoperative,  of  at 
least  0.02  Vi„*  (when  Vi,,  is  expressed  in 
miles  per  hour)  at  an  altitude  of  at  least 
1.000  feet  above  the  elevation  of  the 
highest  ground  or  obstruction  within  10 
miles  either  side  of  the  intended  track; 
for  airplanes  of  a  maximum  certificated 
weight  of  40.000  to  60.000  lbs.,  inclusive, 
the  rate  of  climb  shall  increase  linearly 
in  relation  to  weight  to  0.04  V,.;;  for  air- 
planes of  a  maximum  certificated  weight 
of  over  60.000  lbs.  the  rate  of  climb  shall 
be  0.04  V.„:  for  transport  category  air- 
planes certificated  under  Part  4a  of  this 
chapter  the  rate  of  climb  shall  be  0.02 
Vj„'  for  all  maximum  certificated  weights. 
For  the  purpose  of  this  section  it  shall 
be  assumed  that  the  weight  of  the  air- 
plane as  it  proceeds  along  its  intended 
track  is  progressively  reduced  by  the  an- 
ticipated con.'^umption  of  fuel  and  oil. 

S  42.75  En  route  limitations:  two  en- 
gines inoperative.  No  airplane  having 
four  or  more  engines  shall  be  fiown  along 
an  intended  track  except  under  the  fol- 
lowing condition^:  Provided,  That  this 
section  shall  not  apply  to  transport  cate- 
gory airplanes  certificated  under  Part  4a 
of  this  chapter: 

(a>  No  place  along  the  Intended  track 
shall  be  more  than  90  minutes  away  from 
an  available  landing  area  at  which  a 
landing  may  be  made  in  accordance  with 
the  requirements  of  §  42.78.  assuming  all 
engines  are  operating  at  cruising  speed; 
or 

(b)  The  take-off  weight  Is  such  that 
the  airplane  with  two  engines  inopera- 
tive shall  have  a  rate  of  climb  (expressed 
In  feet  per  minute)  of  at  least  0.01  V.,' 
(when  V5.,  is  expressed  in  miles  per  hour) 
either  at  an  altitude  of  1.000  feet  above 
the  elevation  of  the  hishest  ground  or 
obstruction  within  10  miles  on  either  side 
of  the  intended  track  or  at  an  altitude 
of  5.000  feet,  whichever  is  higher. 

(1»  The  rate  of  climb  referred  to  in 
this  paragraph  shall  be  determined  by 
assuming  the  airplane's  weight  to  be 
either  that  attained  at  the  moment  of 
failure  of  the  second  engine,  assuming 
that  failure  to  occur  90  minutes  after 
departure,  or  that  which  may  be  attained 
by  dropping  fuel  at  the  moment  of  fail- 
ure of  the  second  engine,  assuming  that 
su£^cient  fuel  is  retained  to  arrive  at  an 
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altitude  of  at  least  1.000  feet  directly 
over  the  landing  area. 

§  42.76  En  route  limitations:  where 
special  air  navigational  facilities  exist. 
The  10-mile  lateral  distance  specified  in 
§§42.73  through  42.76  may.  for  a  dis- 
tance of  no  more  than  20  miles,  be  re- 
duced to  5  miles:  Provided.  That  special 
air  navigational  facilities  provide  a  re- 
liable and  accurate  identification  of  any 
high  ground  or  obstruction  located  out- 
side of  such  5-mile  lateral  distance  but 
within  the  10-mile  distance. 

§  42.77  Landing  distance  limitations: 
airport  of  destination.  No  airplane  shall 
be  taken  off  at  a  weight  in  excess  of  that 
which,  under  the  conditions  stated  here- 
inafter in  paragraphs  (a)  and  (b)  of  this 
section,  would  permit  the  airplane  to  be 
brought  to  rest  at  the  field  of  intended 
destination  within  60%  of  the  effective 
length  of  the  runway  from  a  point  50  feet 
directly  above  the  intersection  of  the  ob- 
struction clearance  line  and  the  runway. 
For  the  purpose  of  this  section  it  shall  be 
assumed  that  the  take-off  weight  of  the 
airplane  is  reduced  by  the  weight  of  the 
fuel  and  oil  expected  to  be  consumed  in 
fiight  to  the  field  of  intended  destination. 

(a)  It  shall  be  assumed  that  the  air- 
craft is  landed  on  the  most  favorable 
runway  and  direction  without  regard  to 
wind. 

(b)  It  shall  be  assumed,  considering 
every  probable  wind  velocity  and  direc- 
tion, that  the  aircraft  is  landed  on  the 
most  suitable  runway,  taking  due  ac- 
count of  the  ground  handling  character- 
istics of  the  airplane  and  allowing  for 
the  effect  on  the  landing  path  and  roll 
of  not  more  than  50%  of  the  favorable 
wind  component. 

(c)  If  the  airport  of  intended  destina- 
tion will  not  permit  full  compliance  with 
paragraph  (b)  of  this  section,  the  air- 
craft may  be  taken  off  if  an  alternate 
airport  is  designated  which  permits  com- 
pliance with  §  42.78. 

§  42.78  Landing  distance  limitations: 
alternate  airports.  No  airport  shall  be 
designated  as  an  alternate  airport  in  a 
flight  plan  unless  the  aircraft  at  the 
weight  at  take-off  can  comply  with  the 
requirements  of  paragraphs  (a)  and  (b) 
of  §  42.77  at  such  airport:  Provided,  That 
the  aircraft  can  be  brought  to  rest  within 
70%  of  the  effective  length  of  the  run- 
way. 

§  42.80  Operating  limitations  for  air- 
craft not  certificated  in  the  transport 
category.  In  operating  any  passenger- 
carrying,  large,  nontransport  category 
airplanes  after  January  1.  1950.  the  pro- 
visions of  §§  42.81  through  42.83  shall  be 
complied  with.  Prior  to  that  date,  such 
aircraft  shall  be  operated  in  accordance 
with  such  operating  limitations  as  the 
Administrator  determines  will  provide  a 
safe  relation  between  the  performance 
of  the  aircraft  and  the  airports  to  be  used 
and  the  areas  to  be  traversed.  Perform- 
ance data  published  by  the  Administrator 
for  each  such  nontransport  category 
type  aircraft  shall  be  used  in  determining 
compliance  with  these  provisions. 

§  42.81  Take-off  limitations.  No 
take-off  shall  be  made  except  under  con- 
ditions which  will  permit  the  airplane 
to  be  brought  to  a  safe  stop  within  the 


effective  length  of  the  runway  from  any 
point  on  take-off  up  to  the  time  of  attain- 
ing, with  all  engines  operating  at  normal 
take-off  power,  105%  of  the  minimum 
control  speed  or  115%  of  the  power-off 
stall  speed  in  the  take-off  configuration, 
whichever  is  greater,  as  shown  by  the 
accelerate-stop  distance  data. 

(a)  In  applying  this  requirement  take- 
off data  shall  be  based  upon  still-air 
conditions,  and  no  correction  shall  be 
made  for  any  uphill  gradient  of  1%  or 
less  when  such  percentage  Is  measured 
as  the  difference  between  elevation  at  the 
end  points  of  the  runway  divided  by  the 
total  length.  'For  all  uphill  gradients 
greater  than  1%.  the  effective  take-off 
length  of  the  runway  shall  be  reduced 
20%  for  each  1%  grade. 

§  42.112  En  route  limitations:  one  en^ 
gine  inoperative.  No  airplane  shall  be 
taken  off  at  a  weight  In  excess  of  that 
which,  with  the  critical  engine  inopera- 
tive, would  permit  a  rate  of  climb  of  at 
least  50  feet  per  minute  at  an  altitude 
of  at  least  1,000  feet  above  the  elevation 
of  the  highest  ground  or  obstruction 
within  10  miles  of  either  side  of  the  in- 
tended track  or  at  an  altitude  of  5,000 
feet,  whichever  is  higher.  For  the  pur- 
pose of  this  section  it  shall  be  assumed 
that  the  weight  of  the  airplane  as  it 
proceeds  along  its  Intended  track  is  pro- 
gressively reduced  by  the  anticipated 
consumption  of  fuel  and  oil;  that  the 
propeller  of  the  Inoperative  engine  is  In 
the  minimum  drag  position;  that  the 
wing  flaps  and  landing  gear  are  in  the 
most  favorable  positions;  and  that  the 
remaining  engine  or  engines  are  operat- 
ing at  the  maximum  continuous  power 
available.  The  10-mile  lateral  distance 
specified  herein  may.  for  a  distance  of 
no  more  than  20  miles,  be  reduced  to  5 
miles  provided  that  special  air  naviga- 
tional facilities  provide  a  reliable  and 
accurate  Identification  of  any  high 
ground  or  obstruction  located  outside  of 
.such  5-mile  lateral  distance  but  within 
the  10-mile  distance. 

5  42.83  Landing  distance  limitations: 
airport  of  destination.  No  airplane  shall 
be  taken  off  at  a  weight  in  excess  of  that 
which,  under  the  conditions  hereinafter 
stated  in  paragraphs  (a)  and  (b)  of  this 
section,  would  permit  the  airplane  to  be 
brought  to  rest  at  the  field  of  intended 
destination  within  70%  of  the  effective 
length  of  the  runway  from  a  point  50 
feet  directly  above  the  intersection  of 
the  ob.structIon  clearance  line  and  the 
runway.  For  the  purpose  of  this  section 
it  shall  be  as.sumed  that  the  take-off 
weight  of  the  airplane  is  reduced  by  the 
weight  of  the  fuel  and  oil  expected  to  be 
consumed  in  flight  to  the  field  of  intended 
destination. 

(a)  It  shall  be  assumed  that  the  air- 
craft is  landed  on  the  most  favorable 
runway  and  direction  without  regard  to 
wind. 

(b)  It  shall  be  assumed,  considering 
every  possible  wind  velocity  and  direc- 
tion, that  the  aircraft  is  landed  on  the 
most  suitable  runway,  taking  due  ac- 
count of  the  ground  handling  character- 
istics of  the  airplane  and  allowing  for 
the  effect  on  the  landing  path  and  roll 
of  not  more  than  50%  of  the  favorable 
wind  component. 
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(c)  If  the  airport  of  Intended  destina- 
tion will  not  permit  full  compliance  with 
paragraph  (b)  of  this  section,  the  air- 
craft may  be  taken  off  if  an  alternate 
airport  Is  de.'^ipnated  which  permits  com- 
pliance with  paragraphs  (a)  and  (b)  of 
this  section. 

REQUIRED  RECORDS  AND  REPORTS 

5  42  91  Maintenance  records.  Each 
air  carrier  shall  keep  at  Its  principal  op- 
erations base  the  following  current  rec- 
ords with  respect  to  all  aircraft,  aircraft 
engines,  propellers,  and,  where  practica- 
ble, appliances  used  In  air  transporta- 
tion: 

(a)  Total  time  and  service, 

(b)  Time  since  last  overhaul, 

(c>  Time  since  last  inspection,  and 

(d)  Mechanical  failures. 

§  42.92  Airman  records.  An  air  car- 
rier shall  maintain  at  its  principal  op- 
erations base  current  records  of  every  air- 
man utilized  as  a  member  of  a  flight  crew. 
These  records  shall  contain  such  infor- 
mation concerning  the  qualifications  of 
each  airman  as  is  nece.ssary  to  show  com- 
pliance with  the  appropriate  require- 
ments prescribed  by  the  Civil  Air  Regu- 
lations. No  air  carrier  shall  utilize  any 
airman  as  a  flipht  crew  member  unless 
records  are  maintained  for  such  airman 
as  required  herein. 

§  42.93  Emergency  flight  reports.  In 
the  case  of  emergencies  necessitating  the 
transportation  of  persons  or  medical  sup- 
plies for  the  protection  of  life  or  prop- 
erty, the  rules  contained  herein  regard- 
ing type  of  aircraft,  equipment,  and 
weather  minimums  to  be  observed  will 
not  be  applicable:  Provided.  That  within 
48  hours  after  any  such  flight  returns  to 
Its  base  the  air  carrier  shall  file  a  report 
with  the  Administrator  setting  forth  the 
conditions  under  which  the  flight  was 
made,  the  necessity  therefor,  and  giving 
the  names  and  addresses  of  the  crew  and 
passengers. 

§  42.94  Pilot's  emergency  deviation 
report.  Where  pursuant  to  authority 
granted  in  §  42.51  (d)  a  pilot  has  deviated 
from  established  methods  or  require- 
ments, he  shall,  within  7  days  after  com- 
pletion of  the  trip,  file  with  the  Admin- 
istrator a  report  thereof  giving  a  brief 
statement  concerning  the  circumstances 
of  the  emergency  and  the  nature  of  the 
deviation. 

5  42.95  Flight  manifest  record.  A 
signed  copy  and  any  revision  of  the  flight 
manifest  required  by  §  42.62  shall  be  re- 
tained in  the  personal  possession  of  the 
pilot  for  the  duration  of  the  flight,  and  a 
duplicate  copy  thereof  shall  be  retained 
by  the  air  carrier  at  its  principal  opera- 
tions base  for  at  least  one  year  after  com- 
pletion of  the  flight. 

§  42.96  Reporting  of  malfunctioning 
and  defects.  An  air  carrier  shall  report 
in  a  manner  prescribed  by  the  Adminis- 
trator all  malfunctioning  and  defects  oc- 
curring during  operation  or  discovered 
during  Inspection  which  cause  or  may  be 
reasonably  expected  by  the  air  carrier  to 
cause  an  unsafe  condition  in  any  air- 
craft, engine,  propeller,  or  appliance. 
The  corrective  action  taken  by  the  air 
carrier  to  prevent  recurrence  of  the  mal- 
functioning or  defect  shall  be  indicated. 
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Note:  The  reporting  and  record -keeping 
requlrementB  of  this  part  have  been  approved 
by  the  Bureau  of  the  Budget  In  accordance 
with  the  Federal  Reports  Act  of  1942. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

[F.    R.   Doc.   49-2400:    Filed,   Mar.   30,    1949; 
8:62  a.  m.J 


Part  45 — Commercial  Operator  Certifi- 
cation AND  Operation  Rules 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington.  D.  C,  on  the 
2^d  day  of  March  1949. 

The  problem  of  safety  regulation  of 
non-common  carrier  carriage  of  goods 
and  persons  for  compensation  or  hire 
has  tended  to  become  acute  since  the 
termination  of  the  war  and  the  release 
by  the  armed  forces  of  surplus  aircraft 
purchasable  with  limited  funds.  More- 
over, with  the  promulgation  today  of 
more  rigid  safety  requirements  for  air 
carriers  engaging  in  irregular  carriage 
of  goods  and  persons,  the  pressure  to 
avoid  regulation  by  engaging  or  purport- 
ing to  engage  only  in  contract  OF>erations 
Is  expected  to  increase. 

Contract  operations,  especially  those 
of  large  aircraft  (i.  e..  aircraft  of  12,500 
pounds  or  more  maximum  certificated 
take-off  weight  1 .  do  not  differ  materially 
in  their  safety  aspects  from  common  car- 
rier operations.  However,  at  the  present 
time,  non-air  carrier  operations  are  gov- 
erned by  the  provisions  of  Part  43  which 
part  was  designed  primarily  for  the  pri- 
vate operator  of  small  aircraft  (1.  e.,  air- 
craft of  less  than  12,500  pounds  maximum 
certificated  take-off  weight)  rather  than 
the  commercial  operator,  and  is,  there- 
fore, considerably  less  specific  in  its  re- 
quirements. This  is  a  situation  which 
Is  bound  to  be  deceptive  to  the  average 
person  utilizing  the  services  of  such  an 
operator.  It  is  a  situation  which  the 
Board  feels  obligated  to  correct,  especial- 
ly in  view  of  the  fact  that  accident  anal- 
ysis indicates  that  imposition  of  higher 
safety  standards  together  with  the  ad- 
ministrative means  for  enforcing  such 
standards  can  make  a  positive  contribu- 
tion to  air  safety. 

Part  45  makes  applicable  to  operators 
of  aircraft  certificated  for  a  maximum 
take-off  weight  of  12.500  pounds  or  more 
the  same  requirements  applicable  to  com- 
mon carriers  operating  similar  aircraft 
on  other  than  a  scheduled  basis;  these 
requirements,  in  turn,  are  as  similar  to 
the  operation  of  the  scheduled  carrier  as 
the  Inherent  differences  in  the  nature  of 
the  two  types  of  operations  will  permit. 
Such  operators  will  be  required  to  obtain 
an  air  agency  certificate  to  be  called  a 
commercial  operator  certificate  and  to 
operate  under  the  terms  of  such  certifi- 
cate. Until  the  Administrator  has  had 
an  opportunity  to  inspect  and  issue  such 
certificates,  operators  now  engaged  in 
operations  subject  to  this  part  may  con- 
tinue without  a  certificate  until  January 
1.  1950.  provided  that  they  make  appli- 
cation therefor  prior  to  June  1,  1949. 

Operators  of  small  alrcraffc  will  be  re- 
quested to  observe  the  same  rules  appU- 
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cable  to  common  carriers  utilizing  the 
same  type  aircraft  on  other  than  a  sched- 
uled basis;  they  will  not.  under  the  part 
as  now  promulgated,  have  to  obtain  a 
certificate. 

The  Board  finds  that  the  requirements 
established  herein  are  the  minimum 
necessary  to  provide  adequately  for 
safety  In  air  commerce.  The  Board  also 
finds  that  the  interest  of  the  public  re- 
quires establishing  provisions  for  the  ex- 
amination of,  and  the -Issuance  of  air 
agency  certificates  for,  F>ersons  engaging 
in  the  non-common  carriage  of  persons 
or  property  for  compensation  or  hire  in 
air  commerce  by  civil  aircraft  of  United 
States  registry. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  this  part,  and  due  considera- 
tion has  been  given  to  all  relevant  mat- 
ter presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  makes 
and  promulgates  Part  45  of  the  Civil  Air 
Regulations  (14  CFR.  Part  45)  effective 
June  1,  1949,  to  read  as  folows: 

Sec. 
45  1 
45.2 
453 
45.4 

45.5 


Applicability  of  part. 
Certificate  required. 
Certification  requlrementB. 
Operating  rules. 
Certificate  rules. 


Authority;  §5  45.1  to  45  5  Issued  under 
Sees.  205  (a).  601.  607,  52  Stat.  984,  1007, 
1011;  49  U.  S.  C.  425  (a).  551.  557. 

§  45.1  Applicability  of  part.  The 
provisions  of  this  part  shall  be  applicable 
to  citizens  of  the  United  States  engaging 
In  the  carriage  in  air  commerce  of  goods 
or  passengers  for  compensation  or  hire, 
unle-ss  such  carriage  is  conducted  under 
the  provisions  of  an  air  carrier  operating 
certificate  issued  by  the  Administrator. 
For  the  purpose  of  this  part,  student  in- 
struction, banner  towing,  crop  dusting, 
seeding,  and  similar  operations  shall  not 
be  considered  as  the  carriage  of  goods 
or  persons  for  compensation  or  hire.' 

§  45.2  Certificate  required.  No  per- 
son subject  to  the  provisions  of  this  part 
shall  engage  in  air  commerce  using  air- 
craft of  12.500  lbs.  or  more  certificated 
maximum  take-off  weight  until  he  has 
obtained  from  the  Administrator  a  com- 
mercial operator  certificate:  Provided, 
That  any  such  person  may  engage  in 
op)erations  subject  to  the  provisions  of 
this  part  without  a  commercial  operator 
certificate  until  such  time  as  the  Admin- 
istrator shall  p»ss  on  his  application  for 
such  certificate,  but  in  no  case  later  than 
January  1.  1950,  if  he  (a)  Is  engaged  in 
such  operations  on  the  date  of  adoption 
of  this  part  and  <b)  has  filed  with  the 
Administrator  an  application  for  such 
certificate  not  later  than  June  1.  1949. 

§  45.3  Certification  requirements.  A 
commercial  operator  certificate  shall  be 
Issued  to  an  applicant  who  is  capable  of 
conducting  his  operations  in  accordance 
with  the  requirements  of  Part  42  of  this 
chapter     as    heretofore     or     hereafter 


•  Under  circumstances  where  It  is  doubtful 
whether  the  operations  are  lor  "compensa- 
tion or  hire."  the  test  to  be  applied  Is 
whether  the  air  carriage  is  merely  Incidental 
to  the  operator's  other  business  or  Is,  In  and 
of  Itself,  a  major  enterprise  for  profit. 
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amended,  or  at  an  equivalent  level  of 
safety. 

§  45.4  Operating  rules.  All  i>ersons 
subject  to  the  provisions  df  this  part 
Bhall  comply  with  the  operating  require- 
ment.s  of  Part  42  of  this  chapter,  as  here- 
tofore or  hereafter  amended,  except  that 
no  person  shall  be  required  to  comply 
with  the  provisions  of  §  42.12,  fire  pre- 
vention requirements,  until  January  1, 
1950.  Operating  requirements  shall  be 
deemed  to  include  requirements  relating 
to  aircraft  and  equipment,  maintenance, 
flight  crew,  flight  time  limitations,  flight 
operation,  aircraft  operating  limitations, 
and  related  record-keeping  and  report- 
ing requirements. 

§  45.5  Certificate  rules.  The  certifi- 
cate rules  prescribed  in  §§42.5  through 
42.9  of  this  chapter  shall  be  applicable 
to  commercial  operator  certificates. 

Note:  The  reporting  and  record-keeping 
requirements  pf  this  part  have  been  ap- 
proved by  the  Bureau  of  the  Budget  In  ac- 
cordance with  the  Federal  Reports  Act  of 
1942. 

By  the  Civil  Aeronautics  Board. 

IsEAL]  M.  C.  Mulligan, 

Secretary. 

|F     R.    Doc.    49-2401;    Piled.    Mar.    30.    1949; 
8:52  a.  m.I 


TITLE   IS—COMMERCE 
FOREIGN  TRADE 


AND 


Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

(Allocation  Order  M-112,  Revocation] 

Part  338 — Allocation  Orders 

subpart:  antimony 

Subpart :  Antimony  ( §  §  338.5  to  338  61 ) 
as  amended  December  27,  1948,  is  hereby 
revoked. 

This  revocation  does  not  affect  any 
liabilities  incurred  for  violation  of  Order 
M-112  or  for  actions  taken  under  that 
order  by  the  Office  of  Materials  Distribu- 
tion or  by  the  Office  of  Domestic  Com- 
merce. 

Lssued  this  25th  day  of  March  1949. 

Office  of  Domestic 

Commerce. 
R.^YMOND  S.  Hoover. 

Issuance  Officer. 

|F    R     Doc.    49-2399:    Filed,   Mar.    30,    1949; 
8:52  a.  m.j 


|3d  Gen.  Rev.  of  Export  Regs.,  Amdt.  P.  L.  26] 

Part  399 — Positive  List  of  Commodities 
AND  Related  Matters 

miscellaneous  amendments 

Section  399.1  Appendix  A — Positive  list 
of  commodities  is  amended  in  the  follow- 
ing particulars: 

1.  The  following  commodity  Is  added 
to  the  Positive  List : 


I>ept.of 
Conini. 

Pched. 

B  Xo. 

Commodity 

Unit 

Proc- 
essing 
code 
and  re- 
lated 
com- 
modity 
group 

QLV 

dollar 
value 
limits 

839000 

Industrial  rhemicals: 
liattery  oxide 

PL. AT 

100 

Item  1  above  of  this  amendment  shall 
become  effective  March  18,  1949.  except 
that  shipments  of  the  commodity  listed 
in  item  1  of  this  amendment  which  were 
on  dock,  on  lighter,  laden  aboard  an  ex- 
porting carrier  or  in  transit  to  a  port  of 
exit  pursuant  to  an  actual  order  for  ex- 
port prior  to  March  18.  1949,  may  be  ex- 
ported under  the  previous  general  license 
provisions. 

2.  The  following  commodities  are  de- 
leted from  the  Positive  List: 

Dept.  of 
Comm. 
Sched. 

B.  No.  Commodity 

Coal-tar  products: 
802090         Tar  acid  oU   (formerly  802000). 
Bismuth  salts  and  compounds: 
Liquid.  In  dosage  forms: 
812400  Bismuth      subcarbonate      (for- 

merly  8135901. 
812400  Bismuth    subgallate     (formerly 

813590). 
812400  Bismuth    subnltrate     (formerly 

813590). 
812400  Bismuth  subsalicylate  (formerly 

813590). 
Solids.  In  dosage  forms: 
812790  Bismuth      subcarbonate      (for- 

merly  813590). 
812790  Bismuth     subgallate     (formerly 

813590). 
812790  Bismuth    subnltrate     (formerly 

813590). 
812790  Bismuth  subsalicylate   (former- 

ly  813590). 
Industrial  chemicals: 
832980         Lead  acetate. 
839900         Lead  antlmonate. 
839900         Lead  arsenlte. 
839900         Lead  dioxide. 

Pigments,  paints,  and  varnishes: 
842450         Red  lead.  In  oil  (formerly  843100). 
842600         White  lead,  dry    (Including  basto 
lead  carbonate);  basic  sulphate 
of  white  lead  (formerly  842900) ; 
lead    pigments,    including    blue 
lead    and    lead    sulphate    (for- 
merly 842900). 
842700         White  lead.  In  oil  (paste)  (Includ- 
ing lead  sublimed  In  oil)    (for- 
merly In  843100). 
842900         Chrome    pigments    containing    10 
percent  or  more  chromium,  ex- 
cept lead-free  chrome  pigments. 

Item  2  above  of  this  amendment  shall 
become  effective  March  18,  1949. 

(Pub.  Law  11,  81.st  Cong.;  E.  O.  9630, 
Sept.  27,  1945,  10  F.  R.  12245;  E.  O.  9919. 
Jan.  3,  1948,  13  P.  R.  59) 

Dated:  March  22.  1949. 

Fr.ancis  McIntyri, 
Assistant  Director, 
Office  of  International  Trade.* 

[F.   B.    Doc.    49-2396;    Filed.   Mar.   30,    1949; 
8:52  a.  m.J 


|3d  Oen.  Rev.  of  Export  Regs..  Amdt.  P  L.  27] 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

miscellaneous  amendments 

Section  399.1  Appendix  A — Positive  list 
of  commodities  is  amended  by  deleting 
therefrom  the  following  commodities: 

Dept.  of 

Comm. 

Schm. 

B.  No.  Commodity 

Fodders  and  feeds,  n.  e.  s.r 
Oil  cake  and  oU-cake  meal: 

111300  Cottonseed. 

111400  Linseed. 

111700  Peanut. 

111800  Soybean. 

112909  Copra  (formerly  1129051. 

112009  •  Other  oil  cake  and  oU-cake  meal, 
except  castor-bean  oil  cake 
and  oil -cake  meal  and  cocoa 
press  cake. 

118000  Mixed  dairy  and  poultry  feeds  with 
crude  protein  content  above 
25;  . 

118500  Dried,  powdered,  or  condensed  milk 
or  buttermlUc  products  for  feed, 
regardless  of  protein  content. 

118500  Milk  sugar  feed,  regardless  of  pro- 
tein content. 

118500  Other  prepared  and  mixed  feeds 
with  crude  protein  content 
above  25 'V. 

118800  Corn  gluten  meal  (formerly 
1199C0). 

119900         Stlmuflow  (distillers  dried  grains). 
Miscellaneous     vegetable     products, 
inedible: 

29^998         Soybean  flour. 

299998         Soybean  meal  and  cake. 

299998         Cottonseed  flour. 

299998         Cottonseed  meal  and  cake. 

299998         Peanut  flour. 

299998         Peanut  meal  and  cake. 

This  amendment  shall  become  effective 
March  25,  1949. 

(Pub.  Law  11,  81st  Cong. :  E.  O.  9630.  Sept. 
27.  1945.  10  F.  R.  12245;  E.  O.  9919.  Jan.  3. 
1948.  13  P.  R.  59 » 

Dated:  March  23,  1949. 

FRANas  McIntyre, 
Assistant  Director, 
Office  of  International  Trade. 

|F.    R.    Doc.   49-2397;    Filed.   Mar.    30.    1949; 
8:52  a.  m.J 


[3d  Oen.  Rev.  of  Export  Regs..  Amdt.  P.  L.  28] 

Part  399 — Positive  List  of  Commodities 
and  Related  Matters 

miscellaneous  amendments 

Section  399.1  Appendix  A — Positive 
list  of  commodities  is  amended  by  adding 
to  the  Positive  List  the  following  com- 
modities; 


Dept.ol 
Comm. 

Pohwl. 
B  No. 

Commodity 

In  it 

Proc- 
cwing 
oxle 
anil  re- 
lat.ll 
com- 
modity 
group 

OLV 

dollar 
Value 
limit:) 

843310 

Pigments,  palnta,  and 
varnishes: 
Carbon    Mack,    con- 
tact (Include  cban- 
neP 

Lb.. 
Lb.. 

PLAT 
PLAT 

azix 

Carbon  black. furnace 

None 

Shipments  of  any  of  the  above  com- 
modities removed  from  general  license 
which  were  on  dock,  on  lighter,  laden 
aboard  an  exporting  carrier,  or  In  transit 
to  a  port  of  exit  pursuant  to  an  actual 
order  for  export  prior  to  the  effective 
date  of  this  amendment  may  be  exported 
under  the  previous  general  license  pro- 
visions. 

This  amendment  shall  become  effec- 
tive March  25.  1949. 

(Pub.  Law  11,  81st  Cong.;  E.  O.  9630, 
Sept.  27,  1945,  10  F.  R.  12245;  E.  O.  9919. 
Jan.  3.  1948.  13  F.  R.  59) 

Dated:  March  28.  1949. 

Francis  McIntyre, 
♦  Assistant  Director, 

Office  of  International  Trade. 

(F.   R.   Doc.   49-2398;    Filed.    Mar.   30,    1948; 
8:52  a.   m.I 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Federal  Security  Agency 

Part  21 — Commissioned  Officers 

subpart  q — foreign  service  allowances 

Effective  April  1,  1949,  Appendix  A  (14 
F.  R.  507)  is  revised  to  read  as  follows: 

FOREIf  N  PERVirE  Al.I.OWANCK  RATES 
OFFItERa 

Cloai  I 


Station 

Travel 

Pubsistanci' 

Quarters 

Total 

None 

None 

None 

$7.00 

Note:  The  al>ovp  allowances  are  Bppli(»it.le  to  all 
countries  and  jilacts  oul."<ide  the  (vntincntal  I'nited 
Slates  not  otherwise  li.«ted  hereon. 

Clans  n 


$•.'.  M 


$2..'i0 


W.05 


$}i.00 


f'uH'hu.'ilovakia. 
Colombia    (except    Boeo- 
U). 


Island  of  (\vprus. 
Liixemburp. 
AquaduU«.  Panama. 


Class  III 

t2.»5 

»3.75 

$6.31) 

$».00 

Hunitary. 

China    (IndudinR 

KonK). 

Class  IV 

Hong 

>3.00 

$0.75 

$3.75 

$7.00 

Cuba  (except  Havana.). 

Costa  KIco. 

Ouatemala. 

N  icura^a. 

t'liile  (except  Punta  Arc 

nas) . 
Paraiiuay. 
K(jiiadiir. 
Iloniliua.s, 
Bulbar  i;i. 

Class  r 


Braril  (except  Rio  de 
Jantlro,  8ao  Paulo  an<l 
ketifel. 

Kl  .'Salvador. 

Purinum. 

Ttolivia. 

Morocco. 

I'erii. 

Korea. 


$3.00 


$1.00 


M  (Kl 


r.fi) 


Afchani.>>tan. 
Altreria. 
Berniuda. 
l)enmark. 
Kthiopla. 
Finland. 
Rp<ife,  Braiil. 
IrNh  Pre*'  Slate. 
Italy   (except  Rome  and 
Naples;. 


Liberia    (except    Monro- 

\'ia). 
Net)i4'rlanda. 
Norway. 
Ururuay. 
8i>airi. 
Tunisia. 

Trieste  (free  city  ot). 
Uuiun  of  South  Afiict. 


Foreign  Bbbvici  Allowance  Rates — Continued 

omcERS — continued 

C'Jo«»  yj 


6tatlon 

Travel 

Subslstance 

Quarters 

Total 

$3.75 

$0.75 

$t.50 

r.25 

Burma  (except  Rangoon). 

Class  VII 


$3.7? 


$1  (0 


$4.75 


$8.00 


Portugal. 

Great  Britain  and  Northern  Ireland  (except  London). 

Class  VIII 


$3.75 


$!.60 


$5.25 


$«.00 


Ceylon. 

Eftypt  (exft'pt  Cairo). 

Mexico  City. 


French  Indo-China. 
Dominican  Republic. 
Siam. 


Class  IX 


$3.75 


$2  00 


$8.76 


$9.00 


Boeota,  Colombia. 
Belgium. 


Alaska. 
8we<len. 


Class  X 


$3.75 


$3  00 


$6.75 


$10. 00 


Cairo.  Epypt. 
Switzerland. 


Philippine  Islands, 
lyoiidon. 


Class  XI 

$3.75 

$4.00 

$7.75 

$11.00 

Netherlands.  East  Indies. 

Class  Ml 

$4.50 

$1.50 

$6.00 

$9.00 

Pakistan     (except      Kar-        India. 

ailii).  -Monrovia.  Liberia. 

Syria. 

Class  XI II 


»          $6.25 

$1.75 

$7. 00                 $10. 00 

Iraq.                                           Rome,  Italy. 
Naples.  lUly. 

Class  XIV 

$6.00 

$1.50 

$7.50 

$10.00 

Republic  of  I-ebanon. 
Ran^mm.  Burma. 
Sin»rapore. 
Turkey. 


Malayan  Cnlon. 
Kara<hi.  I'akistan. 
Havana.  Cul)a. 


Class  XV 

r.6o 

$3.60 

$11.00 

$1.V  00 

None. 

Class  XV I 

$6.00 

$3.00 

$0.00 

$12.00 

Iceland. 
Yugoslavia. 

Rumania. 
Class  XVII 

None 

$1.75 

$1.70 

$7.00 

Foreign  Service  Allowance  Rates — Continued 

OFFicEHS — continued 

Class  XVIII 


Slation 

Travel 

Subslstance 

Quarters 

Total 

$3.00 

None 

$3.00 

$7.00 

France  (except  Paris  and       Saudi,  Arabia. 
Orly  Field). 

Class  XIX 


$4.50 


$0.60 


$5.00 


$10.00 


Paris  and  Orly  Field,  France. 

Class  XX 


$3.76 


$2  00 


$5.78 


$10.00 


None. 


Special  Classiftration 


r.oo 


$6.00 


$13.00 


$15. 00 


Palestine. 
Trans  Jordan. 


State  of  Israel. 


Note:  Effective  as  of  June  1,  1948.  Maximum  trave 
allowance  i«  payable  without  regard  to  lenpth  of  time  as 
long  as  in  a  travel  st.itus.    (See  {  21.356  (f).) 


$9.00 

$5.00 

$14.00 

$18.00 

Union  of  t>o\ 

•let  Socialist  Republics. 

$4.50 

1 
$2.  50  1               $7. 00 

$7.00 

Wake  Island 

Canton  Island. 

$8.25 

$3.75                112.00 

$12.00 

Greece  (personnel  not  in  receipt  of  diplomatic  exchange 

rate). 

Note:  Greece  (personnel  in  receipt  of  diplomatic  ex" 
change  rate,  allowances  pre,scribed  in  Class  I  applicable)* 


$5.25 

$3.75 

$9.00 

$9.00 

Punta  .Arenas.                        Chile. 

$6.  7.'-) 

$3.25 

$K).  00 

$11.00 

Poland  (personnel  not  in  receipt  of  diplomatic  exchange 

rate). 

Notf:  Poland  (|)er!=onnel  in  receipt  of  diploma!  ic  ex- 
ctiaiige  rate,  allowana's  pre*crit)e<l  in  Class  1  applicable). 


$3.75 

$3.25 

$7.00 

$7.00 

Bahrein  Island,  Persian  Gulf. 

$3.75 

$4.75 

$8.50 

$8.50 

Rio  de  Janeiro,  Braril. 
Sao  Paulo,  Brazil. 

Argentina. 

$6.75 

$6.25 

$12.00 

$1.V  00 

Auiitralia. 


New  Zealand. 


Venezuela. 

(Sec.  12.  56  Stat.  364.  60  Stat.  858;  37 
U.  S.  C.  112;  Part  II.  E.  O.  9871;  July  8. 
1947,  12  P.  R.  4531) 

Dated:  March  22,  1949. 

[SEAL]  Leonard  A.  Scheele, 

Surgeon  General. 

Approved:  March  25,  1949. 

J.  Donald  Kingsley, 
Acting  Federal  Security 
Administrator. 

IF.   R.   Doc.   49-2377;    Piled.   Mar.   30.    1948; 
8:49  a.  m.] 
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RULES  AND  REGULATIONS 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  35 — Provisions  Applicable  to  the 
Several  Classes  of  Mail  Matter 

special  packing  of  certain  matter 

In  §  35.18  Special  packing  of  certain 
matter  (13  F.  R.  8916)  make  the  follow- 
ing changes: 

1.  Amend  paragraph  (d)  (5)  to  read 
as  follows: 

(d)  Liquids  and  oils  for  nonlocal  de- 
livery.    •     •     • 

(5)  In  metal  containers.  Mailable 
liquids  in  securely  closed  (hermetically 
sealed;  screw  top  with  gasket  or  inner 
seal,  or  approved  patented  top)  good 
quality  metal  containers,  when  in  quan- 
tities of  less  than  one  gallon  and  individ- 
ually cushioned  in  a  strong,  tightly  closed 
outside  container  of  metal,  wood  or  fiber- 
board,  shall  be  accepted  for  mailing,  but 
when  in  friction  or  compression  top  cans 
with  capacity  over  4.27  fluid  ounces  the 
tops  shall  be  securely  soldered  on  In  not 
less  than  four  places  equally  spaced. 
Such  parcels  shall  be  marked  'Fragile — 
Liquid — Less  than  one  gallon  in  metal 
container"  and  shall  be  dispatched  inside 
of  mail  bags. 

2.  Amend  paragraph  (d)  ^6)  to  read 
as  follows: 

(6)  To  be  marked  "Fragile".  Mailable 
liquids  in  securely  closed  good  quality 
metal  containers  (friction  or  compres- 
sion type  top  or  covers,  except  heavy 
milk  cans,  to  be  securely  soldered  on  in 
not  less  than  six  places  equally  spaced 
when  can  is  of  one  gallon  capacity)  in 
quantities  of  one  gallon  or  more  shall  be 
accepted  for  mailing  when  closed  and 
packed  in  accordance  with  sub-para- 
graph (5)  of  this  paragraph  as  amended 
but  in  proportionately  stronger  outside 
container  provided  when  gross  weight  ex- 
ceeds 30  pounds,  the  closure  if  of  tape 
shall  be  reinforced,  but  when  in  extra 
strong  metal  containers  with  handle  or 
bail  the  boxing  may  be  omitted.  Such 
boxed  parcels  shall  be  marked  "Fragile — 
Liquid — Outside  Mail — One  gallon  or 
more  in  metal  container"  and  shall  be 
dispatched  outside  of  mail  bags. 

<R.  S.  161.  396.  .sec.  24.  20  Stat.  361,  sees. 
304,  309.  42  Stat.  24,  25;  5  U.  S.  C.  22.  369, 
39  U.  S.  C.  250) 


I  SEAL  1 


J.  M.  Donaldson. 
Postmaster  General. 


|F.    R.    Doc.   49-2361:    Filed.    Mar.    30.    1949; 
8:46  a.  m.| 


P.ART  127 — Intj::^national  Postal  Service: 
PoGTACE  Rates.  Service  Av.mlable.  and 
Instrl'ctionj  for  M.mling 

BR.\ZIL 

In  5  127219  Brazil  (13  F.  R.  9120) 
amend  paragraphs  (b)  (7)  tii)  to  (vi>  to 
read  as  follows: 

(b>  Parcel  p->st.     *     *     * 

(7>  Observations.     •     •     * 

(ii>  For  commercial  shipments  valued 
at  more  than  $25. CO.  five  copies  of  a 
Brciiilian  consular  invoice  must  be  pre- 


pared and  submitted  to  a  Brazilian  con- 
sul for  legalization,  accompanied  by 
four  copies  of  a  commercial  invoice 
which  must  be  certified  as  to  the  origin 
of  the  merchandise  by  a  recognized 
Chamber  of  Commerce  or  other  author- 
ized organization.  The  original  consu- 
lar Invoice  and  Its  fifth  copy  with  the 
commercial  invoice  are  returned  after 
legalization  by  the  consul  to  the  mailer, 
who  should  send  them  by  letter  to  the 
addressee  in  Brazil  for  his  use  In  clearing 
the  parcel  through  the  customs.  For 
most  kinds  of  merchandise  sent  in  com- 
mercial parcels,  a  Brazilian  import  li- 
cense is  necessary.  This  license  is  usu- 
ally obtained  by  the  addressee  from  the 
Export-Import  Bureau  of  the  Bank  of 
Brazil,  and  a  copy  is  sent  to  the  mailer 
who  must  submit  it  to  the  Brazilian  con- 
sul with  the  Invoices  for  legalization. 
The  mailer,  if  he  prefers,  may  request 
the  license  direct  from  the  Export- 
Import  Bureau.  The  Import  license 
number  must  be  shown  on  the  consular 
invoice. 

(ill)  For  commercial  shipments  valued 
at  $25.00  or  less,  no  consular  Invoice  Is 
necessary.  Two  copies  of  the  commer- 
cial invoice,  certified  and  legalized  as 
described  above,  are  required.  Also  an 
import  license  must  be  obtained  and  the 
number  thereof  must  be  shown  on  the 
commercial  Invoice. 

(iv)  Gift  shipments  valued  at  more 
than  $25.00  are  subject  to  the  same  re- 
quirements as  commercial  shipments 
above  that  value. 

(V)  Gift  shipments  valued  at  $25.00  or 
less  require  no  invoices  or  import  li- 
censes. 

(vi)  A  sample  con.sular  invoice  form 
may  be  obtained  at  a  Brazilian  consu- 
late, or  such  Invoices  may  be  purchased 
from  stationers  or  printed  by  mailers, 
provided  they  conform  to  the  prescribed 
form.  Commercial  invoices  may  be  on 
an  improvised  form.  Brazilian  con- 
.sulates  are  located  In  the  following 
cities: 


Baltimore,  Md. 
Boston.  Mass. 
Charleston.  S   C. 
Chicago.  III. 
Dallas,  Tex. 
Houston.  Tex. 
Los  Angeles,  Calif. 
Miami,  Fla. 


New  Orle.ins.  La. 
New  York.  N.  T. 
Norfolk.  Va. 
Philadelphia.  Pa. 
Port  Arthur.  Tex. 
San  Francisco.  Calif. 
Savannah.  Ga. 
Seattle.  Wash. 


(R.  S.  161. 396. 398. sees.  304.  309,  42  Stat. 
24.  25.  48  Stat.  943 ;  5  U.  S.  C.  22.  369.  372) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


(P.   R.   Doc.   49-2365:    Filed.   Mar.   30,    1949; 
8:48  a.  m.) 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

cur  \cao  and  netherlands  west  indies 

In  Part  127.  International  Postal  Serv- 
ice; Postage  Rates.  Service  Available  and 
Instructions  for  Mailing  (13  F.  R.  9072). 
make  the  following  changes: 

1.  Section  127.236  Curacao  Is  redesig- 
nated as  §  127.310a  Netherlands  West 
Indies  and  is  rearranged  to  follow 
§  127.310  in  alphabetical  index  to  Sub- 
part D. 


2.  In  5  127.3  (f)  delete  "Curacao"  In 
alphabetical  list  of  countries  and  insert 
"Netherlands  West  Indies"  between 
"Netherlands  Indies"  and  "New  Cale- 
donia and  dependencies". 

3.  In  §  127.10  (e)  delete  "Curacao"  in 
alphabetical  list  of  countries  and  insert 
"Netherlands  West  Indies"  between 
"Netherlands  Indies"  and  "New  Cale- 
donia and  dependencies". 

4.  In  §  127.76  (b)  delete  "Curacao"  in 
alphabetical  list  and  insert  "Netherlands 
West  Indies"  between  "Netherlands  In- 
dies (limited  to  3  parcels)"  and  "New 
Zealand  (ordinary)". 

5.  In  §  127.199  Alphabetical  index  to 
Subpart  D,  "Curacao,  127.236"  is  redesig- 
nated as  "Netherlands  West  Indies. 
127.310a"  and  inserted  between  "Nether- 
lands Indies.  127.310"  and  "Nevis,  127.292 
Leeward  Islands". 

6.  In  8  127.236  Curacao  (Aruba.  Bo- 
naire. Curacao,  Saba,  St.  Eustatius,  and 
the  Netherlands  part  of  St.  Martin)  (13 
F.  R.  9136)  make  the  following  changes: 

a.  Amend  the  section  headnote  by  de- 
leting "Curacao"  and  substituting  the 
words  "Netherlands  West  Indies"  in  lieu 
thereof. 

b.  Amend  paragraph  (b)  Parcel  Post 
(Curacao)  by  deleting  "(Curacao)"  and 
substituting  the  words  "(Netherlands 
West  Indies)"  in  lieu  thereof. 

c.  Amend  paragraph  (b)  (5)  Observa- 
tions by  deleting  "Cliracao"  and  substi- 
tuting the  words  "the  Netherlands  West 
Indies"  in  lieu  thereof. 

d.  A  m  e  n  d  §  127.236  by  deleting 
"§  127.236"  and  substituting  "5  127.310a" 
in  lieu  thereof  and  insert  the  entire 
§  127.310a  between  5  127.310  and 
§  127.311. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22,  369.  372) 

fsEALl  J.  M.  Donaldson. 

Postmaster  General. 

|F.   R.    Doc.    49-2364;    Filed.    Mar.    30.    1949i 
8:47  a.  m.j 


Part  127 — Intwnational  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

france  (including  monaco) 

In  §  127.252  France  (including  Mon- 
aco) (13  F.  R.  9149)  amend  paragraph 
(c)   (2)  to  read  as  follows: 

(e)  U.  S.  A.  gift  parcels.  •  •  • 
(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  in  paragraph  (b>  of  this 
section,  the  following  special  require- 
ments imposed  by  agreement  between  the 
Economic  Cooperation  Administration 
and  the  French  authorities  must  be  met 
in  order  for  parcels  to  be  accepted  at  the 
reduced  postage  rate  as  "U.  S.  A.  Gift 
Parcels": 

(i>  Each  parcel  must  be  mailed  as  a 
gift  by  an  individual  .sender  to  an  individ- 
ual addressee  for  the  personal  use  of 
himself  or  his  immediate  family.  The 
items  which  may  be  included  in  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperish- 
able  food,  clothing  and  shoes  for  every- 
day use.  clothes-making  and  shoe- 
making  materials,  mailable  medical  and 
health  supplies,  and  household  supplies 


J 


Thursday,  March  31,  1949 

and  utensils  If  permitted  under  existing 
postal  regulations.  No  parcel  may  con- 
tain more  than  3  kilograms  (6  lbs.  9  oz.) 
of  coffee.  Tobacco  in  any  form,  luxury 
clothing  such  as  fur  or  fur-trimmed  gar- 
ments, silk  or  nylon  garments  or  cloth, 
and  articles  of  the  glove  trade  are  not 
permitted. 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  Included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

(ill )  When  a  relief  parcel  is  presented 
for  mailing  under  these  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be 
conspicuously  endorsed  by  the  mailer  on 
the  address  side  of  the  parcel  and  also 
on  the  customs  declaration.  The  use  of 
the  words  "U.  S.  A.  Gift  Parcel"  will  be 
a  certification  by  the  mailer  that  the  pro- 
visions of  the  ECA  regulations  have  been 
met. 

(R  S.  161.  396,  398.  sees.  304.  309,  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 


[ SEAL ] 


J.  M.  Donaldson, 
Postmaster  General. 


IF.   R.   Doc.   49-2362;    Filed.   Mar.   30,    1949; 
8:47  a.  m.] 


FEDERAL  REGISTER 

(R.  S.  161.  396.  398,  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369.  372) 

[SEAL]  J.  M.  Donaldson. 

Postmaster  General. 

[F.   R.   Etoc.   49-2363;    Filed.   Mar.   30,    1949; 
8:47  a.  m.) 


Part  127— International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

JAPAN.  KORFA.  RYUKYU  ISLANDS.  AMD 
URUGUAY 

In    5  127.286   Japan    (13  F.   R.   9176) 
make  the  following  changes: 

1.  Amend  paragraph  (b)  (4)  by  de- 
leting <ii)  'b)  "Only  one  parcel  per 
week  may  be  sent  by  or  on  behalf  of  the 
same  sender  to  or  for  the   same   ad- 

dressee." 

2.  Redesignate  (b)  (4)  (ii)   (c)  as  (b) 

(4)   (ii)   (b). 

3.  Redesignate  (b)  (4)  (ii)  (d)  as  (b) 

(4)  (ii'   (O. 

4.  Redesignate  (b)  (4)  (ii)  (e)  as  (b) 

In  5  127.288  Korea  (13  F.  R.  9178) 
amen(i  paragraph  (b)  (4)  (i)  to  read  as 
follows : 

(i)  Service  is  restricted  to  gift  parcels. 

In  5  127.342  Ryukyu  Islands  (13  F.  R. 
9212)  amend  paragraph  (b)  (4)  (i)  by 
deleting  "(a)  Only  one  parcel  per  week 
may  be  mailed  by  the  same  sender  to  or 
for  the  same  addressee." 

In  §  127.342  Ryukyu  Islands  (13  F.  R. 
9212)  make  the  following  changes: 

1.  Redesignate  (b)  (4)  (I)  <b)  as  (b) 
(4)   (i)  (a). 

2.  Redesignate  (b)   (4)   (i)   (c)  as  (b) 

(4)  (i)  (b). 

3.  Redesignate  (b)  (4)  (1)  (d)  as  (b) 
(4)   (1)   (c). 

In  5  127  374  Uruguay  (13  F.  R.  9233" 
amend  paragraph  (a)  (9)  (i)  to  read  as 
follows : 

(9)  Prohibitions,  d)  Articles  of  gold 
or  silver,  precious  stones,  Jewelry,  or 
oVher  precious  articles. 


Part  127— International  Postal  Service  : 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

netherlands 

In  §  127.309  Netherlands  (13  F.  R. 
9189)  amend  the  table  of  rates  in  para- 
graph (c)  (1)  to  read  as  follows: 

(c)   U.  S.  A.  gift  parcels.     *     *     • 

(1)   Table  of  rates.  (Surface  only.) 

Rate  Pounds:  Rate 

..$0.06  23 $1.38 

.12           24 1.44 

.       .18           25 1.50 

..       .24           26 1.56 

.30            27 1.62 

.36           28 1  68 

.42            29. 1.74 

.       .48            30 1   80 

...       .54           31 1.86 

.       .63           32 1.92 

.66            33 1.98 

...       .72            34 2.04 

.78           35 2.10 

.84           36 2.16 

.90            37 2.22 

.       .96           38 2.*28 

1.02           39 2.34 

.1.08           40 2.40 

...     1.14           41 2.46 

.     1.20           42 2.52 

.     1.26            43 2.58 

...     1.32           44 2.64 

Note:  The  weight  limit  and  other  tabu- 
lated Information  following  the  postage 
rates  In  paragraph  (b).  subparagraph  (1),  of 
this  section,  are  also  applicable  to  'U.  S.  A. 
Gift  Parcels." 

(R  S   161  396.  398,  sees.  304.  309,  42  Stat. 
24,  25.  48  Stat.  943 ;  5  U.  S.  C.  22.  369.  372) 


Pounds : 
1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 
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items  which  may  be  Included  In  "U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperlsh- 
able  food,  used  clothing,  used  shoes,  and 
mailable  medical  and  health  supplies. 
No  tobacco  in  any  form  may  be  included. 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  parcel,  and  the 
combined  total  domestic  retail  value  of 
all  drugs  and  medicinals  included  in  each 
parcel  may  not  exceed  $5. 

(iii)  When  a  relief  parcel  is  presented 
for  mailing  under  these  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be  con- 
spicuously endorsed  by  the  mailer  on  the 
address  side  of  the  parcel  and  also  on 
the  customs  declaration.  The  use  of 
the  words  "U.  S.  A.  Gift  Parcel"  will  be 
a  certification  by  the  mailer  that  the  pro- 
visions of  the  ECA  regulations  have  been 
met. 

(R  S  161  39G.  398.  sees.  304,  309.  42  Stat. 
24,  25.  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 


[seal] 


J.  M.   DONALDSON, 

Postmaster  General. 


|F.   R.   Doc.   49-2358:    Filed.    Mar. 
8:46  a.  m.] 


30.    1949; 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[F.   R.   Doc.   49-2357;    Filed.   Mar.   30.    1949; 
8:46  a.  m.j 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

pitcairn  island 

In  5  127.330  Pitcairn  Island  (13  F.  R. 
9205)  amend  paragraph  (a)  (5)  to  read 
as  follows : 

(a)  Regular  mails.     •     •     • 
(5)   Air  mail  service.    Postage  rate.  25 
cents  one-half  ounce.    (See  §  127.20.) 
(R  S  161.  396.  398,  sees.  304.  309,  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 

[seal]  J.  M.  Donaldson. 

Postmaster  General. 

IF.   R.   Doc.   49-2359;    Filed.   Mar.   30,    1949; 
8:46  a.  m.] 


Part  127— International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing  .   , 

netherlands 

In  §  127.309  Netherlands  ( 13  F.  R.  9189 ) 
amend  paragraph  (c)  (2)  to  read  as 
follows : 

(c)  U.  S.  A.  gift  parcels.  •  •  • 
(2)  Observations.  In  addition  to  the 
conditions  applicable  to  parcels  gener- 
ally, as  set  forth  in  paragraph  (b)  of  this 
section,  the  following  special  reqiure- 
ments  imposed  by  agreement  between  the 
Economic  Cooperation  Administration 
and  the  Netherlands  authorities  must  be 
met  in  order  for  parcels  to  be  accepted  at 
the  reduced  postage  rate  as  "U.  S.  A.  Gift 
Parcels": 

(i)  Each  parcel  must  be  mailed  as  a 
gift  by  an  individual  sender  to  an  individ- 
ual addressee  for  the  personal  use  of 
himself  or  his  immediate  family.    The 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

venezuela 

In  §  127.376  Venezuela  (13  F.  R.  9235) 
make  the  following  changes: 

1.  Amend  paragraph   (b)    (6)    (i)    to 
read  as  follows: 

(b)  Parcel  post.     •     •     • 

(6)  Observations,  d)  Senders  are 
required  to  indicate  as  a  part  of  the  ad- 
dress of  all  parcels  the  name  of  the 
State  or  Territory  in  which  the  office  of 
destination  is  located.  Customs  declara- 
tions must  be  completed  to  show  the 
exact  nature,  net  weight,  and  value  of 
each  kind  of  article  contained  in  the 
parcel,  and  the  gross  weight  of  the  par- 
cel. The  indication  of  the  net  and  gross 
weights  must  be  in  the  metric  system, 
although  it  is  permissible  for  such 
weights  to  be  shown  in  the  avoirdupois 
system  followed  by  the  equivalents  in 
the  metric  system.  (Net  weight  includes 
the  weight  of  the  merchandise  plus  the 
immediate  container  or  wrapper  or  the 
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board  or  spool  to  which  the  goods  are 
aflOxed.  Unless  a  separate  certificate  of 
origin  is  furnished,  it  is  necessary  that 
the  origin  of  the  merchandise  be  shown 
on  the  customs  declaration.  A  brief 
statement  such  as  "Product  of  U.  8.  A." 
Is  sufficient  for  this  purpose. 

2.  Amend  paragraph  (b)  (6)  Observa- 
tions by  deleting  "(iv)  It  is  necessary 
that  a  certificate  of  origin  be  furnished 


for  merchandise  destined  for  delivery  in 
Venezuela.  In  the  case  of  parcel  post 
the  origin  of  the  merchandise  may  be 
shown  on  the  customs  declarations." 

3.  Redesignate  (b)  (6)  (v)  as  (b)  (6) 
(iv). 

4.  Redesignate  (b)  (6)  (vl)  as  (b)  (6) 

(V). 

5.  Redesignate   (b)    (6)    (vii)    as   (b) 
(6)  (vi). 


6.  Redesignate  (b)    (6)    (vili)   as  (b) 
(6)  (vU). 

(R.  S.  161.  396.  398.  sees.  304.  309.  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22. 
369.  372) 


TsiALl 


J.  M.  Donaldson. 

Postmaster  Oeneral. 


[F.   R.   Doc.   48-2360:    Piled.   Mar.   80,    1949; 
8:46  a.  m.l 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,   Part  961  1 

Handling  of  Milk  in  Philadelphia,  Pa., 
Marketing  Aria 

notice  of  recommended  decision  and  op- 
portunity to  file  written  exceptions 
with  respect  to  proposed  marketing 
agreement  and  to  proposed  amendment 
to  order.  as  amended 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders  (7  CFR..  Supps.  900.1  et 
seq.),  notice  is  hereby  given  of  the  filing 
with  the  Hearing  Clerk  of  this  recom- 
mended decision  of  the  Assistant  Admin- 
istrator, Production  and  Marketing  Ad- 
ministration. United  States  Department 
of  Agriculture,  with  respect  to  a  proposed 
marketing  agreement  and  a  proposed 
amendment  to  the  order  as  amended  reg- 
ulating the  handling  of  milk  in  the  Phil- 
adelphia, Pennsylvania,  marketing  area. 
Interested  parties  may  file  written  ex- 
ceptions to  the  recommended  decision 
with  the  Hearing  Clerk.  Room  1844. 
South  Building.  United  States  Depart- 
ment of  Agriculture,  Washington  25. 
D.  C.  not  later  than  the  close  of  business 
on  the  5th  day  after  publication  of  this 
decision  in  the  Federal  Register.  Ex- 
ceptions should  be  filed  in  quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  held  at  Philadel- 
phia. Pennsylvania  March  9.  1949,  pur- 
suant to  a  notice  published  in  the  Fed- 
eral Register  on  March  2,  1949  (14  F.  R. 
1011). 

The  material  Issues  presented  on  the 
record  were  concerned  with  the  follow- 
ing: 

1.  The  consideration  of  appropriate 
cream  prices  to  be  used  as  a  basis  for 
establishing  the  value  of  Class  II  milk 
ana  the  butterfat  differential. 

2.  The  use  of  midpoints  of  daily  price 
ranges  in  butter  prices  in  lieu  of  the  high 
of  the  range  In  computing  Class  II  prices. 

3.  An  increase  in  the  factor  represent- 
ing the  difference  in  the  value  of  Class  II 
milk  at  various  distances  from  market. 

4.  The  elimination  of  an  optional  al- 
lowance of  3  cents  on  Class  II  milk. 

5.  The  amount  to  be  subtracted  from 
cream  prices  and  prices  for  nonfat  dry 


milk  solids  to  determine  the  price  to  be 
paid  producers  for  Class  II  milk. 

6.  Establishing  a  price  for  certain 
Class  n  milk  during  April.  May  and  June 
somewhat  lower  than  the  regular  Class 
II  price. 

7.  A  proposed  Increase  In  the  butter- 
fat  differential  relative  to  cream  prices. 

8.  The  amount  to  be  subtracted  from 
butter  prices  in  determining  a  floor  price 
for  the  value  of  Class  II  milk. 

9.  The  extension  of  the  prohibition 
against  substituting  nonproducer  milk 
for  producer  milk  In  Class  I  uses  to  the 
months  of  July.  August  and  September. 

10.  Revision  of  producer  plant  list. 

11.  General. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  mate- 
rial l.ssues  are  based  upon  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof. 

1.  Cream  prices  to  be  used  in  establish- 
ing Class  II  prices.  It  was  proposed  at 
the  hearing  that  Class  II  prices  be  com- 
puted on  the  basis  of  prices  reported  for 
cream  sold  in  the  Philadelphia  market 
exclusive  of  th^^  sales  of  cream  which  Is 
approved  for  Newark  and  Lower  Merion 
Township.  The  provision  of  the  order 
for  establishing  the  Class  II  price  re- 
quires that  an  average  price  for  cream 
in  the  Philadelphia  market  be  computed 
by  a  simple  average  of  the  prices  reported 
weekly  for  sales  of  cream  which  Is  ap- 
proved for  Pennsylvania  and  for  sales  of 
cream  approved  for  Newark  and  Lower 
Merlon  Township  as  well  as  Pennsyl- 
vania. The  prices  reported  for  cream 
approved  for  Newark  and  Lower  Merlon 
Township  as  well  as  Pennsylvania  range 
from  $1.00  to  as  much  as  $3.40  higher 
per  can  than  prices  for  cream  approved 
for  Pennsylvania.  The  record  Indicates 
that  nearly  two-thirds  of  the  milk  re- 
ceived from  producers  by  handlers  Is 
approved  for  sale  In  milk  control  district 
No.  1  of  which  Lower  Merlon  Township 
Is  a  part.  This  district  designates  an 
area  in  which  milk,  cream,  and  ice  cream 
inspection  standards  are  similar  to  the 
Lower  Merlon  Township  requirements.' 
In  addition  to  the  cream  made  from  milk 
received  at  producer  plants,  substantial 
quantities  of  cream  approved  for  Lower 
Merlon  Township  are  received  by  han- 
dlers as  cream  at  their  producer  milk 
plants. 

In  view  of  the  large  quantity  of  cream 
actually  priced  at  the  reported  prices 
for  cream  approved  for  Newark  and 
Lower  Merlon  Township,  any  determi- 
nation of  Class  n  prices  in  relation  to 


the  market  value  for  fluid  cream  must 
take  Into  account  the  prices  at  which 
such  cream  Is  sold.  The  record  Indicates 
that  at  least  the  50  percent  weight  given 
to  Newark  and  Lower  Merion  approved 
cream  prices  by  the  simple  average  is 
necessary  to  reflect  the  average  value  of 
cream  sold  in  the  Philadelphia  market. 
A  determination  by  the  Secretary 
dated  August  4.  1945.  has  nullified  the  ef- 
fect of  the  word  "only"  as  a  part  of  the 
designation  of  the  "Approved  for  Penn- 
sylvania" cream  for  which  prices  are  re- 
ported. This  term  should  be  deleted 
from  the  order. 

2.  Pse  of  midpoint  or  high  of  the  range 
of  daily  butter  prices.  The  use  of  the 
midpoint  Instead  of  the  high  of  any 
range  reported  dally  for  butter  sold 
wholesale  at  New  York  for  the  purpose 
of  computing  an  average  butter  price  was 
proposed  at  the  hearing.  Since  all  other 
average  price  computations  require  the 
use  of  midpoints.  It  is  advisable  to  use 
the  average  of  midpoints  in  the  case  of 
butter.  The  amount  by  which  such  a 
change  would  affect  the  price  for  certain 
Class  n  milk  is  small. 

3.  Transportation  factor  in  Class  II 
price.  The  record  indicates  that  trans- 
portation rates  have  increased  since  the 
rates  were  established  In  the  order  for 
adjusting  the  price  of  Class  n  milk  re- 
ceived at  plants  various  distances  from 
Philadelphia.  The  record  shows  that  the 
cost  of  transporting  Cla.ss  n  milk  in  the 
form  of  cream  and  nonfat  dry  milk  solids 
Is  about  9 '2  cents  per  hundredweight  for 
a  distance  of  about  150  miles.  The  pres- 
ent allowance  for  that  distance  Is  6  cents. 
The  record  also  shows  costs  of  transport- 
ing Class  II  milk  In  the  form  of  con- 
densed products  and  cheese  but  since  no 
data  is  available  In  this  record  to  Indi- 
cate the  comparative  prices  of  these 
products  and  nonfat  dry  milk  solids  It  Is 
Impossible  to  evaluate  the  importance  of 
such  rates  in  terms  of  a  price  for  nonfat 
dry  milk  solids. 

Since  the  record  fails  to  show  the  rep- 
resentativeness of  the  transportation 
costs  reported,  a  precise  computation  of 
the  cost  of  moving  Class  II  milk  in  the 
form  of  cream  and  nonfat  solids,  the 
basic  formula  factors  In  the  Class  II 
price,  cannot  be  made  on  the  evidence  at 
hand.  However,  since  the  requested  in- 
crease in  the  Uansportation  allowance 
would  establish  a  rate  substantially  lower 
than  the  meager  cost  data  would  sup- 
port, it  does  appear  reasonable  that  the 
proposed  increase  of  one  cent  per  hun- 
dredweight should  be  granted. 


Thursday,  March  31,  1949 

4.  Optional  allowance  on  Class  II  milk. 
The  record  Indicates  that  an  optional 
allowance  Is  a  confusing  part  of  a  mini- 
mum price  regulation.  However,  the  pro- 
posal at  this  hearing  dealt  with  the  elim- 
ination of  this  factor  only  with  respect 
to  Class  II  milk  received  at  plants  31 
miles  or  more  from  Philadelphia.  The 
elimination  of  this  factor  on  Class  II 
milk  would  complicate  the  order  unnec- 
essarily. Recognition  of  the  fact  that 
handlers  are  taking  the  optional  allow- 
ance is  taken  in  establishing  the  recom- 
mended allowances  under  Issue  No.  5. 
No  change  should  be  made  in  this  pro- 
vision at  this  time. 

5.  Allowance  deducted  from  cream  and 
nonfat  dry  milk  solids  prices.  The  order 
contains  several  factors  which  are  de- 
ducted from  the  combined  prices  of 
cream  and  nonfat  dry  milk  solids  to 
arrive  at  the  Class  II  price  to  be  paid 
producers.  The  deductions  of  28  cents 
per  can  of  cream.  23 '  2  cents  per  hundred- 
weight of  milk  and  4»2  cents  per  pound 
of  nonfat  dry  milk  solids  total  60 '2 
cents  which  is  subtracted  in  computing 
the  price  at  city  plants. 

In  computation  of  prices  at  plants 
31-70  miles  from  the  Philadelphia  market 
7  cents  more  is  deducted.  This  factor  is 
Increased  1  cent  for  each  additional  70 
miles.  With  the  Increase  In  the  trans- 
portation factor  recommended  in  Issue 
No.  3.  the  deduction  at  plants  141-210 
miles  from  Philadelphia  would  be  10 
cents  more  than  the  deduction  at  city 
plants  or  a  total  of  70  >  2  cents. 

In  addition  to  the  above  allowances 
which  are  .set  forth  specifically  In  the 
order,  the  effect  of  averaging  nonfat  dry 
milk  solids  prices  for  animal  feed  prod- 
ucts equally  with  the  prices  of  such  prod- 
ucts for  human  food  products  results  in 
an  additional  allowance  on  all  milk  which 
Is  utilized  in  human  food  products.  Only 
about  one-ninth  of  the  nonfat  dry  milk 
solids  manufactured  in  Pennsylvania  in 
1948  was  for  animal  feed  use.  Nonfat 
dry  milk  .solids  represented  only  about 
13  percent  of  the  Cla.ss  II  use  during 
May  1948.  the  month  in  which  the  great- 
est quantity  of  Class  II  milk  was  used 
In  nonfat  dry  milk  solids.  The  effect 
V  of  the  animal  feed  factor  on  the  basis 
of  this  data  should  be  about  1  percent 
Instead  of  50  percent. 

Since  the  effect  of  including  the  animal 
feed  price  at  a  1  percent  weight  would 
be  so  small,  it  Is  more  reasonable  to  let 
the  small  effect  of  that  factor  be  In- 
cluded In  the  allowance  factor  to  be 
establl.shed.  The  amount  by  which  the 
Inclusion  of  the  animal  feed  prices  in- 
creased the  allowance  of  Class  II  milk 
In  February  1949  was  approximately  10 
cents  per  hundredweight.  It  is  recom- 
mended that  this  10-cent  factor  be  added 
to  the  other  allowances  and  set  forth  in 
Its  proper  form  in  the  order.  The  total 
allowances  would  then  become  70*2 
cents  at  city  plants  and  inclusive  of  the 
Increase  recommended  in  tran.sportation 
allowances.  80 '2  cents  at  plants  141-210 
miles  from  Philadelphia. 

The  handlers*  representative  at  the 
hearing  stated  that  he  had  summarized 
data  showing  that  costs  of  receiving  and 
manufacturing  Class  II  milk  were  73.4 
cents  per  hundredweight.  Th8  data 
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were  not  adjusted  to  reflect  any  differ- 
ence between  the  average  prices  received 
for  the  products  manufactured  and  the 
price  of  nonfat  dry  milk  solids.  The  al- 
lowance at  country  plants  recommended 
above  amounts  to  73^2  cents  exclusive  of 
the  transportation  allowance  of  7  cents. 
No  change  should  be  made  In  the 
amount  of  the  allowance  other  than  the 
recommended  change  based  on  trans- 
portation costs  and  a  special  seasonal 
allowance  described  In  connection  with 
Issue  No.  6. 

6.  Lower  Class  II  price  for  certain  Class 
II  milk  in  April.  May  and  June.     Han- 
dlers proposed  two  alternative  methods 
of  pricing  certain  Class  II  milk  during 
April,  May  and  June.    Either  of  these 
proposed  price  plans  according  to  the 
handlers  would  facilitate  the  movement 
of   the   seasonally   greater   quantity  of 
Class   II  milk   In   these   months.     The 
plans  differed  substantially  and  could  be 
expected   to   affect   Individual   handlers 
very  differently.    One  plan  proposed  to 
price  nearly  all  milk  used  in  Class  II 
products    other    than    cream    and    Ice 
cream  during  April,  May  and  June  at  a 
price  about  5  cents  lower  than  the  pres- 
ent Class  n  formula.    This  lower  price 
was  to  be  based  on  butter  value  instead 
of  cream  value.    Although  the  proposed 
price  was  Intended  to  result  in  a  some- 
what lower  price  for  milk  used  in  certain 
Class  II  products,  the  proposed  formula 
would  not  result  in  a  price  lower  than 
regular  Class  II  by  any  constant  amount. 
Since  the  real  problem  appears  to  be  the 
larger  volume  of  Class  II  milk  available 
during  these  three  months  and  the  in- 
ability of  handlers  to  utilize  the  entire 
amount  in  those  Class- H  uses  which  they 
find  mo.st  profitable,  an  additional  allow- 
ance on   regular  Class  II  milk   during 
these  months  would  tend  to  compensate 
handlers   for   the   costs   of    assembling 
Class  II  milk  and  manufacturing  and 
storing  Class  II  products  during  the  flush 
milk  production  season. 

The  alternative  formula  propo.sed  by 
handlers  for  pricing  certain  Class  II  milk 
would  have  resulted  in  a  5-cent  reduc- 
tion according  to  February  butter  and 
cream  prices.  It  is  recommended  that 
a  seasonal  adjustment  of  5  cents  per 
hundredweight  apply  to  all  Class  II  milk. 
This  adjustment  should  be  set  forth  in 
the  allowance  deducted  from  the  .skim 
milk  factor  for  the  months  of  April,  May 
and  June. 

A  part  of  the  seasonal  excess  of  Class 
II  milk  Is  utilized  In  evaporated  milk, 
milk  chocolate,  butter  and  chee.se.  The 
prices  paid  for  milk  by  manufacturers 
of  these  products  are  generally  in  line 
with  the  special  Cla.ss  II  formula  price 
based  on  market  prices  of  butter  and 
nonfat  dry  milk  solids  although  there  Is 
some  Indication  that  most  recent  prices 
are  somewhat  lower.  During  the  months 
of  April,  May  and  June  1949  Class  II  milk 
utilized  in  such  products  should  be  priced 
at  this  "butter  plus  nonfat  solids"  value 
less  a  10-cent  adjustment. 

7.  Change  in  butterfat  differential. 
The  elimination  of  the  factor  "minus  0.67 
cent"  In  the  butterfat  differential  pro- 
vision Is  not  supported  by  the  evidence 
In  the  record.  No  change  should  be  made 
In  that  provision. 
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8.  Class  II  floor  price.  It  was  proposed 
that  the  make  allowance  factor  In  the 
butter  value  floor  for  the  Class  II  price 
be  revised  from  4  cents  to  5  cents.  This 
floor  price  was  adopted  to  make  the  Class 
II  price  provision  comparable  to  a  similar 
provision  applicable  to  the  pricing  of  milk 
under  the  New  York  marketing  order. 
Recent  amendments  to  the  New  York 
order  have  revised  the  pricing  under  that 
order  substantially.  Since  this  floor  pro- 
vision has  never  been  used  and  it  is  no 
longer  useful  in  relating  prices  to  those 
established  by  the  New  York  order,  the 
provision  should  be  deleted. 

9.  Classification  of  nonproducer  milk  in 
July,  August  and  September.  During  re- 
cent years  in  which  regular  milk  supplies 
have  been  insufficient  to  meet  the  fluid 
milk  requirements  of  the  Philadelphia 
market,  the  order  has  provided  that  re- 
ceipts of  milk  from  nonproducer  sources 
may  be  classified  in  Class  I  and  Class  II 
pro  rata  with  milk  received  from  regular 
producers,  except  that  in  April.  May  and 
June  such  nonproducer  milk  must  first  be 
classified  in  Class  II  up  to  the  amount  of 
Class  II  milk  handled.  Producers  main- 
tained at  this  hearing  that  supplies  of 
producer  milk  are  now  sufficient  to  fill 
Class  I  requirements  of  the  market  ex- 
cept for  a  very  limited  period  in  the  fall 
short  production  season.  During  the 
months  of  July.  August  and  September 
the  Indicated  supplies  will  be  ample  to 
meet  Class  I  requirements  and  also  a  good 
margin  of  Class  II  for  reserve. 

The  order  should  be  amended  at  this 
time  to  provide  for  classification  of  non- 
producer  milk  in  Class  II  during  those 
months,  and  further  appraisal  of  the  sup- 
ply situation  should  be  made  to  determine 
the  possible  need  for  emergency  nonpro- 
ducer milk  for  Class  I  use  in  the  months 
October  through  March. 

10.  Producer  plant  list.  A  handler 
proposed  that  his  plant  at  Pottstown. 
Pennsylvania  be  deleted  from  the  list  of 
producer  milk  plants  named  In  the  order. 
This  plant  does  not  receive  milk  from 
producers  nor  ship  fluid  milk  to  the  mar- 
keting area.  Since  no  milk  is  received  at 
this  plant  from  producers  and  no  milk  Is 
received  at  this  plant  from  other  plants 
for  sale  as  Class  I  in  the  marketing  area, 
the  plant  name  should  be  removed  from 
the  list  of  producer  plants. 

11.  General,  (a)  The  proposed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  propo.sed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  and  is  applicable  only  to 
persons  In  the  respective  classes  of  In- 
dustrial and  commercial  activity  speci- 
fied In  the  said  tentatively  approved  mar- 
keting agreement  upon  which  hearings 
have  been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and  sec- 
tion 8  (e)  of  the  act  are  not  reasonable 
In  view  of  the  price  of  feed,  available 
supplies  of  feeds,  and  other  economic 
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conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  are  such  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest. 

Recommended  marketing  agreement 
and  order.  The  following  revision  of  the 
order  is  recommended  as  the  detailed 
and  appropriate  means  by  which  the 
foregoing  conclusions  may  be  carried  out. 
The  proposed  marketing  agreement  is  not 
repeated  in  this  decision  because  the  reg- 
ulatory provisions  thereof  would  be  the 
same  as  those  contained  in  the  following 
revision  of  the  order. 

1.  In  §  961.1  ^a>  (6)  (i)  delete  from  the 
list  the  plant  designation:  "Philadelphia 
Dairy  Products  Company,  Inc.,  Potts- 
town.  Pennsylvania." 

2.  In  §  961.3  (e)  d)  delete  the  word 
"July"  and  substitute  the  word  "Octo- 
ber." 

3.  In  §  961.3  (e)  (2)  delete  the  word 
"June"  and  substitute  the  word  "Septem- 
ber." 

4.  Delete  §961.4  (a>  (2)  and  substi- 
tute: 

(2>  Class  II  milk.  The  price  per  hun- 
dredweight during  each  month  shall  be 
the  sum  of  the  values  calculated  as  fol- 
lows by  the  market  administrator: 

(1)  Butter  fat.  And  all  market  quo- 
tations (u.sing  midpoint  of  any  weekly 
range  as  one  quotation)  of  prices  for  a 
40-quart  can  of  sweet  cream  approved 
either  for  Pennsylvania,  or  for  Pennsyl- 
vania. Newark,  and  Lower  Merion  Town- 
ship, in  the  Philadelphia,  Penn.'^ylvania, 
market,  reported  for  each  week  ending 
within  the  month  by  the  United  States 
Department  of  Agriculture  (or  such  other 
Federal  agency  as  is  authorized  to  per- 
form this  price  reporting  function), 
divide  by  the  number  of  quotations,  di- 
vide by  33.48,  multiply  by  4  and  subtract 
26 '2  cent-s:  Provided,  That  for  butterfat 
established  as  used  in  butter,  cheese 
other  than  cottage  cheese,  evaporated 
milk,  and  milk  chocolate,  in  April,  May 
and  June,  the  price  shall  be  4  times  120 
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percent  of  the  average  of  the  prices  re- 
ported dally  by  the  United  States  De- 
partment of  Agriculture  for  U.  S.  Grade 
A  (92-score)  butter  for  the  month  for 
which  payment  Is  to  be  made,  but  in  no 
event  shall  this  butter-value  be  greater 
than  the  butterfat  value  established 
oherwise  by  this  subdivision. 

(11)  Skim  milk.  Multiply  by  7.5  the 
average  of  all  the  prices  per  pound 
quoted  for  nonfat  dry  milk  solids  under 
the  designation  "other  brands,  human 
consumption,"  carlots,  bag.«;,  or  barrels 
(using  midpoint  of  any  range  as  one 
quotation)  as  published  for  such  month 
in  the  "Producers'  Price  Current",  and 
.subtract  49  cents  In  the  computation  of 
prices  for  the  months  of  April,  May  and 
June  and  44  cents  in  other  months: 
Provided.  That  for  milk  or  .skim  milk 
established  as  used  In  evaporated  milk, 
milk  chocolate,  or  cheese  other  than  cot- 
tage cheese,  the  prices  for  April.  May 
and  June  1949  shall  be  reduced  by  10 
cents  per  hundredweight  of  such  milk 
or  skim  milk. 

5.  In  §961.4  (c)  (2)  delete  the  num- 
ber "4"  and  substitute  the  number  "5." 

I.ssued  at  Washington,  D.  C,  this  25th 
day  of  March  1949. 

[SKALl  John  I.  Thompson, 

Assistant  Administrator.  Pro- 
duction and  Marketing  Ad- 
ministration. 

[P.    R.    Doc.    49-2373:    Plied.    Mar.    30,    1049; 
8:47   a.   ml 


CIVIL  AERONAUTICS  BOARD 
[  14   CFR,   Part  43] 

Par.achute  Reqihrements 
notice  of  proposed  hxtlt  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  is  hereby  given 
that  the  Bureau  will  propose  to  the  Board 
an  amendment  of  Part  43  of  the  Civil  Air 
Regulations  as  hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or  argu- 


ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 
Aeronautics  Board,  attention  Bureau  of 
Safety  Regulations,  Washington  25, 
D.  C.  All  communications  received 
within  30  days  after  the  date  of  this 
publication  will  be  considered  by  the 
Board  before  taking  further  action  on 
the  proposed  rule. 

Presently  effective  5  43.410  provides 
that  any  parachute  being  carried  on  an 
aircraft  for  emergency  use  shall  be  of  an 
approved  type  which  has  been  packed 
within  the  past  60  days. 

In  view  of  the  fact  that  chair-type 
parachutes  (canopy  in  back)  are  Installed 
in  such  a  manner  as  to  be  protected 
from  the  wear  and  abuse  to  which  other 
types  are  subjected,  it  Is  believed  that 
safety  would  not  be  adversely  affected 
by  extending  the  mandatory  period  of 
packing  for  such  parachutes  from  60  to 
120  days. 

It  Is  therefore  proposed  to  amend  Part 
43  as  follows: 

By  amending  §  43.410  to  read  as  fol- 
lows: 

§  43.410  Parachutes.  No  pilot  shall 
carry  on  an  aircraft  a  parachute  which 
is  available  for  emergency  use  unless: 

(a)  It  is  an  approved  type,  other  than 
a  chair-type  (canopy  in  back) .  parachute 
which  has  been  packed  by  a  qualified 
parachute  rigger  within  the  preceding  60 
days;  or 

(b>  It  Is  an  approved  chair-type  para- 
chute 'canopy  in  back)  which  has  been 
packed  by  a  qualified  parachute  rigger 
within  the  preceding  120  days. 

This  amendment  is  propo.sed  under  the 
authority  of  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938.  as  amended. 

(Sees.  205  (a>.  601-610;  52  Stat.  984, 
1007-1012;  49  U.  S.  C.  425  (a),  551-560) 

Dated:  March  25,  1949.  at  Wa.shington, 
D.  C. 

By  the  Bureau  of  Safety  Regulation. 

[SEAL]  John  M.  Chamberlain, 

Director. 

[P.   R.    Doc.   49-2379:    Piled.    Mar.    30,    1949; 
8:49  a.  m  ] 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

California 

classification  order 

March  23,  1949. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319,  dated 
July  19.  1943  (43  CFR  50.451  (b)  (3),  13 
P.  R.  4278),  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
6"9),  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S.  C.  section  682a),  as  herein- 
r,f:rr  Indicated,  the  following  described 
Irnd  In  the  Los  Anpelcs,  California,  land 
district,  embracing  30  acres. 


California  Small  Tract  Classification 
No.  134 

Pnr  lease  only  for  all  purposes  mentioned 
In  the  act  except  business. 

T.  1  S  .  R.  6  E  ,  S.  B.  M  . 

Sec.  6,  Tracts  numbered  8.  9,  10,  13,  14  and 
15.  In  the  SW'4SWi4  or  foriherly  Lot  7. 

The  land  is  in  San  Bernardino  County 
and  14  miles  west  of  the  town  of  Twenty- 
nine  Palms.  It  is  reached  by  the  Twenty- 
nine  Palms  Highway  which  connects  with 
U.  S.  Highway  99  near  Whitewater,  Cali- 
fornia. The  climate  is  arid  and  the  ele- 
vation of  the  land  is  about  3.C00  feet. 
The  soil  Is  sandy  and  supports  the  usual 
growth  of  desert  vegetation. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m.,  December  28, 1948.  and 


are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  effec- 
tive upon  the  date  it  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  In  paragraph  2,  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m..  May  25.  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows : 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  25,  1949,  to  the  close  of 
business  on  August  23,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  8:30  a.  m.,  De- 
cember 28.  1948.  to  the  close  of  business 
on  May  25,  1949. 


Thursday,  March  31,  1949 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m.,  August  24,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m., 
December  28. 1848.  to  the  close  of  business 
on  August  24.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraphs  3(b)  and  4(a) 
will  be  treated  as  simultaneously  filed. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  In  5  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  In  support  of  their  claims.  Persons 
asserting  preference  rights,  through  set- 
tlement or  otherwise,  and  those  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments in  support  thereof,  setting  forth  In 
detail  all  facts  relevant  to  their  claims. 

6.  All  of  the  land  will  be  lea.sed  In  tracts 
of  approximately  5  acres,  each  being  ap- 
proximately 330  by  660  feet,  the  longer 
dimensions  to  extend  north  and  south. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  Issued  for  the  land 
described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  Is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  Is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending In  the  same  direction  will  be  ac- 
cepted In  order  to  fill  out  the  subdivision 
notwithstanding  the  direction  specified 
In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  Is.suance  of  the  lease. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  county  or  mu- 
nicipality In  which  the  tract  is  situated, 
or  by  any  agency  thereof.  The  rights- 
of-way  may,  in  the  discretion  of  the  au- 
thorized officer  of  the  Bureau  of  Land 
Managen\ent,  be  definitely  located  prior 
to  the  issuance  of  the  patent.  If  not  so 
located,  they  may  >  subject  to  location 
after  patent  is  Issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office.  Los  Angeles. 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

IF.   R.   Doc.   49-2376;    Filed,   Mar.    30,    1949; 
8:49  a.  m.] 


FEDERAL  REGISTER 
CIVIL  AERONAUTICS  BOARD 

[Docket  N08.  3426,  3644) 

Mid-Continent  Airlines,  Inc.,  et  al.; 
Through  Service  Proceeding 

notice  of  hearing 

In  the  matter  of  a  proceeding  to  de- 
termine whether  the  public  convenience 
and  necessity  require  the  establishment 
of  through  air  transportation  service  by 
Interchange  arrangements  or  otherwise 
between  Mid-Continent  Airlines,  Inc., 
and  Eastern  Air  Lines,  Inc.,  at  St.  Louis, 
Mo.,  or  between  Mid-Continent  Airlines. 
Inc..  Chicago  and  Southern  Air  Lines. 
Inc.,  and  Eastern  Air  Lines.  Inc.,  or  Delta 
Air  Lines,  Inc.,  at  Memphis.  Tenn..  and 
between  Braniff  Airways,  Inc..  and 
Eastern  Air  Lines,  Inc..  or  Delta  Air 
Lines,  Inc.,  at  Memphis,  Tenn.,  and  In 
the  matter  of  the  joint  application  of 
Delta  Air  Lines,  Inc..  and  Chicago  and 
Southern  Air  Lines,  Inc.,  for  approval 
under  section  412  and.  If  such  approval  Is 
deemed  necessary,  under  section  408  of 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  of  an  agreement  relating  to 
the  Interchange  of  equipment. 

For  further  details  of  the  matters  In- 
volved In  this  proceeding,  parties  are 
referred  to  the  Board  order  instituting 
the  proceeding.  Serial  No.  E-1814  dated 
July  23.  1948,  the  Board  order  consoli- 
dating the  joint  application  of  Delta  Air 
Lines,  Inc.,  and  Chicago  and  Southern 
Air  Lines.  Inc.,  for  approval  of  an  agree- 
ment relating  to  the  Interchange  of 
equipment,  Etocket  No.  3644,  with  this 
proceeding.  Order  Serial  No.  E-2518 
dated  February  25,  1949,  the  Prehearing 
Conference  Report  dated  October  7,  1948 
and  the  supplemental  statement  of  Issues 
relating  to  Docket  No.  3644  filed  on 
March  8,  1949,  on  file  with  the  Civil 
Aeronautics  Board. 

Notice  Is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  401,  408, 
412.  1001  and  1002  of  said  act,  that  the 
hearing  in  the  above-entitled  proceeding 
Is  assigned  to  be  held  on  April  18,  1949, 
at  10:00  a.  m.  (e.  s.  t.).  In  Conference 
Room  A,  Departmental  Auditorium, 
Fourteenth  Street  and  Constitution 
Avenue  NW.,  Washington,  D.  C.  before 
Examiner  Warren  E.  Baker. 

Without  limiting  the  scope  of  the  hear- 
ing, particular  attention  will  be  directed 
to  the  following  matters  and  questions: 

1.  Whether  one  or  more  of  the  through 
services  set  forth  in  the  Board  order  In- 
stituting this  proceeding  is  required  by 
the  public  convenience  and  necessity. 

2.  If  the  public  convenience  and  neces- 
sity require  through  service,  which  car- 
riers should  be  selected  to  perform  the 
operations  and  under  what  terms  and 
conditions? 

3.  If  the  public  convenience  and  ne- 
cessity require  operation  of  one  or  more 
through  services  by  carriers  Involved  In 
this  proceeding,  should  the  Board  order 
or  direct,  pursuant  to  section  1002  (1) 
of  the  act.  the  establishment  of  the 
through  service  or  services? 

4.  Does  the  agreement  between  Chi- 
cago and  Southern  Air  Lines,  Inc.,  and 
Delta  Air  Lines.  Inc..  constitute  a  lease 
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or  contract  to  operate  the  properties,  or 
any  substantial  part  thereof,  of  an  air 
carrier  by  another  air  carrier  within  the 
meaning  of  section  408  (a)  (2)  of  the 
Civil  Aeronautics  Act? 

5.  If  this  agreement  requires  Board 
approval  pursuant  to  section  408*  (b)  of 
the  Civil  Aeronautics  Act,  Is  it  consistent 
with  the  public  interest  or  will  it  create 
a  monopoly  and  thereby  restrain  com- 
petition or  jeopardize  another  carrier 
not  a  party  thereto? 

6.  If  the  agreement  requires  Board  ap- 
proval pursuant  to  section  412  of  the 
Civil  Aerontftitics  Act.  is  the  agreement 
adverse  to  the  public  interest  or  does 
the  agreement  violate  the  Civil  Aero- 
nautics Act? 

Notice  Is  further  given  that  any  per- 
son other  than  the  parties  and  inter- 
veners of  record  as  of  this  date,  desiring 
to  be  heard  In  this  proceeding  may  file 
with  the  Board  on  or  before  April  18. 
1949,  a  statement  setting  forth  the  Issues 
of  fact  and  law  raised  by  this  proceed- 
ing which  he  desires  to  controvert  and 
such  person  may  appear  and  participate 
in  the  hearing  in  accordance  with  §  285.6 
(a)  of  the  rules  of  practice  under  Title 
IV  of  the  Civil  Aeronautics  Act  of  1938. 
as  amended. 

Dated  at  Washington.  D.  C.  March 
25,  1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  MmxiGAN. 

Secretary. 

IF.   R.   Doc.   49-2374:    Filed.   Mar,   80,    1949; 
8:48  a.  m.] 


[Docket  No.  34471 

Viking  Airliners  et  al. 

notice  of  hearing 

In  the  matter  of  the  noncertlficated 
operations  of  Viking  Airliners,  Aero-Van 
Express  Corporation,  and  Viking  Air 
Transport  Company,  Inc.,  and  the  revo- 
cation of  Letter  of  Registration  No.  152 
issued  to  Viking  Airliners,  owned  and 
operated  by  Aero-Van  Express  Corpora- 
tion. 

Notice  Is  hereby  given  that  pursuant  to 
the  Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  205  (a). 
401  (a).  1001,  1002  (b),  and  1002  (c)  of 
said  act,  a  hearing  in  the  above-entitled 
proceeding  is  assigned  to  be  held  on  April 
11,  1949,  at  10:00  o'clock  a.  m.,  in  Room 
1851,  Department  of  Commerce.  Four- 
teenth Street  and  Constitution  Avenue 
NW.,  Washington,  D.  C,  before  Examiner 
Ferdinand  D.  Moran. 

For  further  details  In  this  proceeding 
Interested  parties  are  referred  to  the 
Board's  Order,  Serial  No.  E-1860,  and  to 
the  papers  filed  in  the  docket  of  this  pro- 
ceeding In  the  Docket  Section  of  the  Civil 
Aeronautics  Board. 

Without  limiting  the  scope  of  the  issues 
presented  by  this  proceeding  particular 
attention  will  be  directed  to  the  following 
matters  and  questions: 

1.  Has  respondent  knowingly  and  wil- 
fully violated  sections  401  (a),  403  (a). 
403  <b),  404  <b),  407  (a>.  411.  and  412  of 
the   Civil  Aeronautics  Act  of   1938.   as 
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amended,  and/or  S  292.1  of  the  Board's 
Economic  RegxUatlons? 

2.  If  any  such  violations  are  estab- 
lished, should  the  Board  issue  an  order  to 
cease  and  desist,  or  other  order  to  compel 
compHance  with  applicable  provisions  of 
the  act  or  §  292.1  of  the  Board's  Economic 
Regulations,  or  should  the  Letter  of  Reg- 
istration heretofore  Issued  to  respondent 
be  revoked? 

Dated  at  Washington,  D.  C.  March  25, 
1949. 

By  the  Civil  Aeronautics  Board. 

[sEALl  M.  C.  Mulligan, 

Secretary. 

[P.    R.    Doc.   49-2375;    Filed,   Mar.    80.    1948; 
8:48  a.  m.l 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Federal  Housing  Administration 

2'/2  Percent  War  Housing  Insurance 
Fund  Debentures,  Series  H 

notice  of  fifth  call  for  partial 
redemption  before  maturity 

March  15,  1949. 

Pursuant  to  the  authority  conferred  by 
the  National  Housing  Act  (48  Stat.  1246; 
12  U.  S.  C.  1701  et  seq.)  as  amended, 
public  notice  is  hereby  given  that  24 
jDercent  War  Housing  Insurance  F\md 
Debentures,  Series  H,  of  the  denomina- 
tions and  serial  numbers  designated  be- 
low, are  hereby  called  for  redemption,  at 
par  and  accrued  interest,  oh  July  1,  1949, 
on  which  date  Interest  on  such  deben-"" 
tures  shall  cease: 

2'2   Percent  War  Housing  Insurance  Fund 
Debentures,  Scries  H 

Serial  Nos. 
(all  numbers 
Denomination:  inclusire) 

•50 3,019  to  3.032 

$100 '. 8.050  to  8,101 

$500 4,016  to  4.035 

•  1.000 9.074  to  9.129 

•5.000- 1.009  to  1,023 

•  10.000 5,061  to  5,101 

The  debentures  first  issued  as  deter- 
mined by  the  serial  numbers  were  se- 
lected for  redemption  by  the  Commis- 
sioner, Federal  Housing  Administration, 
with  the  approval  of  the  Secretary  of  the 
Treasury. 

No  transfers  or  denominational  ex- 
changes in  debentures  covered  by  the 
foregoing  call  will  be  made  on  the  books 
maintained  by  the  Treasury  Department 
on  and  after  April  1,  1949.  This  does  not 
affect  the  right  of  the  holder  of  a  de- 
benture to  sell  and  assign  the  debenture 
on  or  after  April  1.  1949,  and  provision 
will  be  made  for  the  payment  of  final 
Interest  due  on  July  1,  1949.  with  the 
principal  thereof  to  the  actual  owner,  as 
shown  by  the  assignments  thereon. 

The  Commissioner  of  the  Federal 
Housing  Administration  hereby  offers  to 
purchase  any  debentures  included  in  this 
call  at  any  time  from  April  1,  1949  to 
June  30.  1949,  inclusive,  at  par  and  ac- 
crued interest,  to  date  of  purchase. 

Instructions  for  the  presentation  and 
surrender  of  debentures  for  redemption 
on  or  after  July  1.  1049,  or  for  purchase 


NOTICES 

prior  to  that  date  will  be  given  by  the 
Secretary  of  the  Treasury. 

Walter  L.  Greene, 
Acting  Commissioner. 

Approved:  March  21,  1949. 

K  H.  Foley, 
Acting  Secretary  of  the  Treasury. 

|F.   R.   Doc.   49-2274;    PUed.   Mar.   30.    1949; 
8:45  a.  m.l 


SECURITIES  AND   EXCHANGE 
COMMISSION 

[Pile  No.  70-15281 

Rochester  Gas  and  Electric  Corp. 

notice  of  amended  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  24th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  liochester 
Gas  and  Electric  Corporation  I'Roches- 
ter") .  a  subsidiary  of  General  Public 
UtUitles  Corporation  ("GPU"),  a  regis- 
tered holding  company,  has  filed  an 
amended  application-declaration  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
("act") .  Applicant-declarant  has  desig- 
nated section  6  (b)  of  the  act  and  Rule 
U-50  promulgated  thereunder  as  appli- 
cable to  the  proposed  transactions. 

Notice  is  further  given  that  any  In- 
terested person  may.  not  later  than  April 
8,  1949,  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est and  the  Issues  of  fact  or  law  raised 
by  said  amended  application-declaration 
which  he  desires  to  controvert,  or  may  re- 
quest that  he  be  notified  If  the  Commis- 
sion should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission,  425  Second  Street  NW., 
Washington  25,  D.  C.  At  any  time  after 
April  8,  1949,  said  amended  application- 
declaration,  as  filed  or  as  further 
amended,  may  be  granted  and  permitted 
to  become  effective  as  provided  in  Rule 
U-23  of  the  rules  and  regulations  pro- 
mulgated under  the  act,  or  the  Com- 
mission may  exempt  such  transactions  as 
provided  in  Rule  U-20  <a)  and  Rule  U- 
100  thereof. 

All  Interested  persons  are  referred  to 
said  amended  application-declaration 
which  is  on  file  in  the  offices  of  this  Com- 
mission for  a  statement  of  the  transac- 
tions therein  proposed,  which  are  sum- 
marized as  follows: 

1.  Rochester  will  tran.'ifer  $1,100,000 
(being  a  sum  received  from  Its  parent, 
GPU)  from  a  deferred  credit  account  to 
the  stated  value  of  its  common  stock  and 
$3,346,792  (being  the  sum  of  cash  capital 
contributions  received  and  to  be  received 
from  its  parent,  GPU)  from  capital  sur- 
plus to  the  stated  value  of  its  common 
stock. 

2.  Rochester  will  Issue  and  sell,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  $16,677,000  principal 
amount  of  ..,^'c.  Series  L  first  mortgage 
bonds  due  1979.  and  50,000  shares  of  its 


$100  par  value  __%,  Series  O,  cumulative 
preferred  stock. 

3.  The  proceeds  from  the  sale  of  the 
bonds  and  the  preferred  stock  will  be 
employed  (a)  to  repay  $18,850,000  of  out- 
standing short  term  notes  (as  of  March 
17, 1949)  Issued  to  banks  for  construction 
purposes,  (b)  to  repay  such  additional 
outstanding  short  term  notes  Issued  to 
banks  as  may  have  been  issued  for  con- 
struction purposes  between  March  17. 
1949  and  the  issue  and  sale  of  the  bonds 
and  preferred  stock,  and  (c)  to  deposit 
the  balance.  If  any.  In  a  special  account 
to  be  applied  to  the  payment  of  new  con- 
struction. 

Applicant-declarant  states  that  the 
proposed  transactions  are  subject  to  the 
Jurisdiction  of  the  Public  Service  Com- 
mission of  the  State  of  New  York. 

Applicant-declarant  requests  that  this 
Commission  enter  Its  order  at  the  earliest 
date  practicable. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois, 

Secretary. 

[P.   R.   Doc.    49-2366;    Piled.    Mar.    30.    1919; 
8:48  a.  m.l 


[Pile  Noe.  64-28,  69-11,  69-17) 

United  Light  and  Railways  Co.  rr  At. 

supplemental  order  granting  and  per- 
mitting   application  -  declaration    to 

BECOME    EFFECrriVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  24th  day  of  March  A.  D.  1949. 

In  the  matter  of  the  United  Light  and 
Railways  Company;  American  Light  ti 
Traction  Co.  et  al.  File  Nos.  59-11,  59-17. 
54-25. 

By  order  dated  February  7.  1949  the 
Commission  having  approved,  as  a  step 
in  the  consummation  of  the  section  11 
(e)  plan  of  The  United  Light  and  Rail- 
ways Company  ("Railways"),  a  regis- 
tered holding  company,  and  its  registered 
holding  company  subsidiary,  American 
Light  L  Traction  Company  ("American 
Light"),  an  application-declaration,  as 
amended,  filed  by  Railways  with  respect 
to  the  distribution  by  Railways  to  its 
common  stockholders  of  rights,  evi- 
denced by  transferable  Warrants,  to  pur- 
chase from  Railways  an  aggregate  of 
634,667  shares  of  common  stock  of  Amer- 
ican Light  at  $12  per  share  on  the  basis 
of  one  share  of  American  Light  stock  for 
each  five  shares  of  Railways  common 
stock  held,  and  said  application-declara- 
tion, as  amended,  having  proposed  to  sell, 
as  soon  as  practicable  and  in'such  man- 
ner as  the  Commission  shall  approve, 
.shares  of  such  stock  as  are  not  purchased 
through  the  exercise  of  rights,  and,  after 
deducting  S12  per  share  and  applicable 
expenses,  to  distribute  any  remaining 
proceeds  from  such  sale  pro  rata  to  the 
registered  holders  of  Warrants  repre- 
senting rights  which  were  not  exercised 
on  or  before  the  expiration  date;  and 

Railways  having  filed  a  further  amend- 
ment to  said  application-declaration,  as 
amended,  stating  that  all  but  6,673  shares 


Thursday,  March  31,  1949 

of  said  634,667  shares  of  said  American 
Light  stock  v.ere  purchased  through  the 
exercise  of  the  rights,  and  proposing  to 
dispose  of  said  6,673  shares  through  ordi- 
nary brokerage  transactions  on  the  New 
York  Curb  Exchange  and  to  distribute  to 
the  stockholders  entitled  thereto  the  net 
proceeds  received  from  the  sale  of  the 
said  6,673  shares  of  American  Light  stock 
after  deducting  therefrom  an  amount 
equal  to  $12  per  share  and  certain  ex- 
penses Incurred  in  connection  with  such 
sale  estimated  to  amount  in  the  aggre- 
gate to  $2,685;  and 

The  Commission  finding  that  the 
standards  of  the  applicable  provisions  of 
the  Public  Utility  Holding  Company  Act 
of  1935  and  the  rules  and  regulations  pro- 
mulsated  thereunder  are  satisfied  and 
deeming  it  appropriate  in  the  public  in- 
terest and  in  the  interest  of  investors  or 
consumers  to  grant  and  permit  to  become 
effective  said  application-declaration,  as 
amended,  and  the  Commission  deeming 
It  appropriate  to  grant  the  request  that 
the  application-declaration,  as  amended, 
become  effective  forthwith  and  that 
such  order  contain  appropriate  recitals 
conforming  to  the  requirements  of  Sup- 
plement R  and  section  1808  (f)  of  the 
Internal  Revenue  Code,  as  amended: 

It  is  ordered.  Subject  to  the  terms  and 
conditions  prescribed  by  Rule  U-24,  that 
said  application-declaration,  as  amend- 
ed, be  and  it  is  hereby  granted  and  per- 
mitted to  become  effective  forthwith. 

It  is  further  ordered  and  recited.  That 
the  -sale  and  traijsfer  by  Railways  of  said 
6  673  shares  of  common  stock  of  Ameri- 
can Light  of  the  par  value  of  $25  per 
share  <out  of  Certificate  No.  NX  1548  or 
any  certificates  into  which  said  certifi- 
cate may  hereafter  be  split  >,  are  neces- 
sary or  appropriate  to  the  integration  or 
simplification  of  the  holding  company 
system  of  which  Railways  is  a  member 
and  are  necessary  or  appropriate  to 
effectuate  the  provisions  of  section  11 
(b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  are  hereby  author- 
ized and  approved. 
By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

[P.    R.   Doc.    49-2367;    Filed,   Mar.    30.    1949; 
8:48  a.   m.l 


[File  No.  71-4) 

Texas  Power  &  Light  Co. 

notice  OF  FILING  OF  ORIGINAL  COST  STUDIES 
and  OF  PROPOSALS  FOR  DISPOSITION  OF 
ADJUSTMENTS  RELATING  TO  ELECTRIC 
PLANT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  24th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Texas  Power 
&  Light  Company  ("Texas  Power"),  has 
fi!ed  studies  and  amendments  thereto 
relative  to  the  original  cost  and  reclassi- 
fication of  the  company's  electric  plant 
accounts  as  of  December  31.  1941.  The 
studies  filed  include  proposals  for  the 
disposition  of  certain  adjustments  relat- 
ing to  the  company's  electric  plant  ac- 
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counts.  Texas  Power  is  an  electric  utility 
subsidiary  of  American  Power  &  Light 
Company,  a  registered  holding  company 
subsidiary  of  Electric  Bond  and  Share 
Company,  also  a  registered  holding  com- 
pany. The  studies,  and  amendments 
thereto,  were  filed  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
particularly  sections  15  and  20  (b) 
thereof  and  Rule  U-27  thereunder. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  April 
7.  1949,  at  5:30  p.  m..  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest, and  the  i.ssues,  if  any.  of  fact  or 
law  raised  by  said  proposals  intended 
to  be  controverted,  or  may  request  that 
he  be  notified  should  the  Commission 
order  a  hearing  thereon.    Any  such  re- 
quest should   be   addressed   as   follows: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wa.sh- 
ington  25.  D.  C.    At  any  time  after  April 
7,  1949,  the  Commission  may  take  such 
action   as  may  be  deemed   appropriate 
with  respect  to  the  matter  to  which  the 
filing  herein  relates. 

All  interested  persons  are  referred  to 
said  studies  which  are  on  file  in  the  of- 
fices of  the  Commission  for  a  statement 
of   the   transactions   therein   proposed, 
which  may  be  summarized  as  follows: 
On  November  16.  1945.  Texas  Power 
initially  filed  original  cost  and  reclassi- 
fication studies  of  the  company's  electric 
plant  accounts  as  of  December  31.  1941. 
The  studies  were  filed  in  accordance  with 
Plant  Instruction  2-D  of  the  Uniform 
System  of  Accounts  prescribed  by  the 
Federal  Power  Commission  for  electric 
utilities.     The  Federal  Power  Commis- 
sion's Uniform  System  of  Accounts  for 
electric  utilities  Is  applicable  to  Texas 
Power  by   virtue  of  this   Commission's 
Rule  U-27.  promulgated  under  the  Public 
Utility  Holding  Company  Act  of   1935. 
In  said  studies  Texas  Power  represented 
that  $3,143,038.28  had  been  reclassified 
to  Account  100.5— Electric  Plant  Acquisi- 
tion Adjustments,  and  $20,482,306.88  to 
Account    107— Electric    Plant    Adjust- 
ments. 

The  staff  of  the  Commission  made  a 
field  examination  and  filed  its  report  In 
connection  therewith.  Copies  of  the 
staff's  report  were  submitted  to  the  com- 
pany. Texas  Power  has  amended  its 
studies  to  give  effect  to  the  recommenda- 
tions contained  in  the  staff's  report  and 
now  proposes  to  classify  an  amount  of 
83,089,718.28  In  Account  100.5— Electric 
Plant  Acquisition  Adjustments,  and  an 
amount  of  $20,535,626.88  in  Account 
107— Electric  Plant  Adjustments. 

Between  the  effective  date  of  its  origi- 
nal cost  study  and  the  date  of  filing 
thereof,  Texas  Power  disposed  of  a  total 
of  $19,925,961.10  of  Account  107,  either 
upon  its  own  initiative  or  pursuant  to 
proposals  which  were  authorized  by  an 
order  of  this  Commission.  Also  pursuant 
to  proposals  authorized  by  the  above- 
mentioned  order  Texas  Power  established 
a  "Reserve  for  Electric  Plant  Adjust- 
ment" in  the  total  amount  of  $556,345,78 
for  the  disposition  of  such  capitalized 
intra-system  profits  as  might  properly 
be  reclassified  to  Account  107. 
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Pursuant  to  the  terms  of  the  Commis- 
sion's order  of  May  15, 1945,  Texas  Power 
was  ordered  for  a  period  of  fifteen  years, 
beginning  on  June  1,  1945.  to  charge  an- 
nually   to    Account    537— Miscellaneous 
Amortization  an  amount  of  at  least  $209.- 
643.34  and  to  credit  such  amount  to  Ac- 
count 252 — Reserve  for  Amortization  of 
Electric  Plant  Acquisition  Adjustments. 
Texas  Power  proposes  that  the  afore- 
mentioned annual  charges  be  continued 
for    the    period    of    time    necessary    to 
accumulate  the  adjusted  amount  of  $3,- 
089,718.28  in  the  reserve  account,  which 
necessary  period  of  time  will  be  slightly 
shorter  than  that  required  by  the  Com- 
mission's  order   of   May    15.    1945.     In 
proposing  to  adopt  the  staff's  recom- 
mendations with  respect  to  the  accumu- 
lation of  a  reserve  account  which  will 
ultimately  equal  the  amount  of  the  items 
recla-ssified  to  Account  100.5.  by  annual 
charges  to  Account  537.  Texas  Power 
states  that  the  adoption  of  such  recom- 
mendations is  without  prejudice  to  its 
right   to  contest   any  order  relative  to 
the  final  disposition  of  the  reserve  so 
established. 

Texas  Power  proposes  to  charge  Ac- 
count 270 — Capital  Surplus  with  an 
amount  of  $53,320.00  and  to  credit  Ac- 
count 107— Electric  Plant  Adjustments 
with  an  equal  amount.  The  result  of 
such  proposals  will  be  to  eliminate  all 
except  $556,345.78  from  Account  107. 
against  which  a  reserve  account  of  like 
amount  has.  as  hereinbefore  described, 
been  esteblished. 

By  the  Commission. 

[  SEAL  ]  Orval  L.  DuBois. 

Secretary. 

IP.   R.  Doc.   49-2368;    Piled.   Mar.  30.   1949; 
8:50  a.  m.) 


[Pile  Nos.  70-2072.  70-2074] 

Oklahoma   Gas   and   Electric   Co.    and 
Standard  Gas  and  Electric  Co. 

order  gr.\nting  applications 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  March  1949. 

In  the  matter  of  Oklahoma  Gas  and 
Electric  Company.  File  No.  70-2074; 
Standard  Gas  and  Electric  Company, 
File  No.  70-2072. 

Standard  Gas  and  Electric  Company 
("Standard"),  a  registered  holding  com- 
pany and  a  subsidiary  of  Standard 
Power  and  Light  Corporation,  also  a  reg- 
istered holding  company,  and  Standard's 
subsidiary,  Oklahoma  Gas  and-  Electric 
Company  ("Oklahoma"),  have  filed  ap- 
plications and  amendments  thereto,  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act"),  particularly 
sections  6  (b>,  9  (a)  and  9  (c)  thereof 
with  respect  to  the  following  proposed 
transactions : 

Oklahoma  proposes  to  i.ssue  and  sell 
for  cash  89,000  shares  of  its  authorized 
and  unissued  Common  Stock,  par  value 
$20  per  share.  It  proposes  to  issue  to 
the  holders  of  its  outstanding  Commoa 
Stock  of  record  at  the  close  of  business 
March  23,  1949,  full  share  and  fractional 
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share  Subscription  Warrants  carrying 
tlie  right  to  subscribe  for  shares  of  such 
Common  Stock  on  the  basis  of  Im  of  1 
share  for  each  share  of  Common  Stock 
held  at  a  price  of  $32.50  per  share  ("Sub- 
scription Price").  In  addition,  holders 
(other  than  Standard)  of  full  share  Sub- 
scription Warrants  will  receive  the  priv- 
ilege to  subscribe  at  the  Subscription 
Price  for  any  additional  number  of 
shares  not  subscribed  for  through  the 
exercise  of  the  aforesaid  Subscription 
Warrants,  subject  to  pro  rata  allotment 
of  such  additionally  subscribed  shares. 
The  Subscription  Warrants  and  over- 
subscription privileges  will  expire  at  2:00 
p.  m.,  c.  s.  t.,  April  12,  1949,  at  which 
time  any  of  the  89,000  shares  remaining 
unsubscribed  for  may  be  subscribed  for 
by  Standard  at  the  Subscription  Price. 
No  subscription  will  be  accepted  for  frac- 
tional shares;  Subscription  Warrants  to 
"be  issued  for  fractional  shares  will  be 
required  to  be  aggregated  for  one  or  more 
full  shares. 

Of  the  890.000  issued  and  outstanding 
shares  of  Common  Stock  of  Oklahoma, 
Standard  owns  500.025  shares,  which 
constitute  31.95'^p  of  the  voting  control 
of  Oklahoma.  Under  the  terms  of  the 
proposed  offering.  Standard  will  receive 
and  proposes  to  exercise  Subscription 
Warrants  for  50,002  full  shares  of  addi- 
tional Common  Stock  of  Oklahoma. 
Standard  further  proposes  to  subscribe 
for  those  shares,  if  any,  of  the  proposed, 
offering  which  remain  unsubscribed  for 
upon  the  expiration  of  the  aforesaid 
Subscription  Warrants  and  oversub- 
scription privileges. 

Standard  states  that  after  acquiring 
Oklahoma  Common  Stock  as  proposed  in 
Its  application,  it  intends  to  sell  in  the 
near  future  200.000  shares  of  Common 
Stock  of  Oklahoma  plus  any  shares  pur- 
chased on  over.«:ubscription.  or,  in  lieu  of 
such  sale  of  Oklahoma  Common  Stock, 
not  less  than  an  equivalent  dollar 
amount  of  shares  of  the  Common  Stock 
of  Louisville  Gas  and  Electric  Company 
of  Kentucky,  also  a  subsidiary  of 
Standard. 

The  Corporation  Commission  of  the 
State  of  Oklahoma  and  the  Arkansas 
Public  Service  Commission  have  by  order 
authorized  the  proposed  Issuance  of 
Common  Stock  by  Oklahoma. 

Said  applications  and  amendments 
thereto  having  been  duly  filed  and  notice 
of  the  filing  of  the  applications  having 
been  duly  given  in  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
under  the  act,  and  the  Commission  not 
having  received  a  request  for  hearing 
with  respect  to  cither  of  said  applica- 
tions within  the  period  specified  in  said 
notice,  or  otherwise,  and  not  having  or- 
dered a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  applications,  as  amended,  that 
the  requirements  of  the  applicable  pro- 
visions of  the  act  and  the  rules  promul- 
gated thereunder  are  satisfied,  and  that 
it  is  not  necessary  to  Impose  any  terms 
and  conditions  other  than  those  set 
forth  below,  and  the  Commission  deem- 
ing It  appropriate  in  the  public  interest 
and  In  the  Interest  of  Investors  and 
consUlhers  that  the  applications,  as 
amended,  be  granted  and  that  the  Com- 


NOTICES 

mission's  order  herein  become  effective 
forthwith: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act, 
and  subject  to  the  terms  and  conditions 
prescribed  by  Rule  U-24,  that  said  ap- 
plications, as  amended,  be,  and  the 
same  hereby  are,  granted,  effective 
forthwith. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  August  8,  1941,  the 
effect  of  which  Is  to  require  Standard 
to  sever  Its  relationship  with  Oklahoma 
by  disposing  or  causing  the  disposition, 
in  any  appropriate  manner  not  in  con- 
travention of  the  applicable  provisions 
of  the  act  or  of  the  rules  and  regulations 
promulgated  thereunder,  of  its  direct 
and  indirect  ownership,  control  and 
holding  of  securities  Issued  by  Oklahoma, 
shall  be  deemed  to  require  the  disposi- 
tion of  any  shares  of  Common  Stock,  par 
value  $20  per  share,  of  Oklahoma  ac- 
quired by  Standard  hereunder,  with  the 
same  force  and  effect  as  if  said  shares 
had  been  held  by  Standard  as  of  the  date 
of  the  said  order. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

[F.    R.   Doc.   4&-336g:    Filed,   Mar.   30.    1949; 
8:61  a.  m.) 


[FUe  No.  70-2029] 

New  York  State  Electric  &  Gas  Corp. 

BT  AL. 

SXTPPLEMENTAL  ORDER  GRANTING  AND  PERMIT- 
TING AMENDMENT  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
ofiBce  in  the  city  of  Washington,  D.  C,  on 
the  24th  day  of  March  1949. 

In  the  matter  of  New  York  State  Elec- 
tric &  Gas  Corporation,  Associated  Elec- 
tric Company,  General  Public  Utilities 
Corporation,  Pile  No.  70-2029. 

General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
having  filed  a  post-effective  amendment 
to  Its  application-declaration,  pursuant 
to  section  12  (d)  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act")  and 
Rules  U-44  and  U-50  promulgated  there- 
under, with  respect  to  the  following 
transactions: 

On  March  12,  1949,  transferable  war- 
rants evidencing  rights  to  subscribe  to  an 
aggregate  of  787.644  shares  of  the  com- 
mon stock  of  New  York  State  Electric  & 
Gas  Corporation  ("New  York  State") 
were  Issued  to  GPU's  stockholders,  leav- 
ing a  balance  of  92,356  shares  of  the 
common  stock  of  New  York  State  not 
covered  by  rights  and  held  by  GPU  (the 
92.356  shares  are  hereafter  referred  to  as 
"free  shares").  GPU  now  proposes  to 
sell  the  free  shares  during  the  remainder 
of  the  subscription  period,  which  termi- 
nates on  April  11. 1949,  In  the  same  man- 
ner as  the  shares  of  New  York  State  com- 
mon stock  covered  by  the  rights  are  to  be 
sold.  Prom  time  to  time  GPU  will  advise 
the  dealer-manager  group  as  to  the  num- 
ber of  free  shares  which  it  wishes  to  sell 
to  participating  dealers.  The  price  at 
which  such  free  shares  will  be  sold  by 


GPU  to  participating  dealers  will  be  the 
price  applicable  to  such  sales  as  deter- 
mined and  announced  by  GPU  on  the 
date  of  such  sale,  but  will  not  be  in  excess 
of  the  closing  asked  price  of  such  shares 
on  the  preceding  business  day  plus  30(* 
per  share  and  will  not  be  less  than  the 
higher  of  the  closing  bid  price  for  such 
shares  on  such  preceding  business  day  or 
the  subscription  price  of  $41  per  share. 
GPU  will  pay  each  participating  dealer  a 
fee  of  $1.25  per  share  for  each  share  sold 
through  such  participating  dealer  and 
will  pay  the  dealer-manager  group  a  fee 
of  12 '  2  cents  for  each  share  sold ;  and 

Applicants-declarants  having  re- 
quested that  the  Commission  find  that 
the  carrying  out  of  the  proposed  sale  of 
the  92.356  free  shares  of  the  common 
stock  of  New  York  State  is  necessary  and 
appropriate  to  effectuate  the  provisions 
of  section  11  (b>  of  the  act  and  that  the 
order  of  the  Commission  entered  herein 
contain  appropriate  recitals  conforming 
to  sections  371-373.  Inclusive,  and  1808 
(f)  of  the  Internal  Revenue  Code,  as 
amended;  and 

Applicants-declarants  having  also  re- 
quested that  the  order  entered  March  11, 
1949,  be  amended  In  certain  respects; 
and 

Such  post-effective  amendment  to  the 
application-declaration  having  been 
filed,  and  notice  of  said  filing  having  been 
duly  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  said  post-effective  amend- 
ment within  the  period  specified  In  said 
notice,  or  otherwise,  and  not  having 
ordered  a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions  of 
the  act  are  satisfied,  and  deeming  It  ap- 
propriate in  the  public  Interest  and  In  the 
Interest  of  investors  and  consumers  that 
said  F)ost-effective  amendment  be 
granted  and  permitted  to  become  effec- 
tive forthwith,  and  that  the  requests  of 
applicant-declarant  that  (a)  the  sale  of 
free  shares  be  excepted  from  the  com- 
petitive bidding  requirements  of  Rule 
U-50  (b)  the  order  contain  appropriate 
recitals  conforming  to  the  requirements 
of  the  Internal  Revenue  Code,  and  (c) 
the  order  of  March  11.  1949  be  amended 
in  certain  respects,  should  be  granted: 

It  is  hereby  ordered.  Pursuant  to  the 
applicable  provisions  of  the  act  and  the 
i-ules  and  regulations  promulgated  there- 
under, that  the  post-effective  amend- 
ment be,  and  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith. 

It  is  further  ordered.  That  the  sale  of 
the  92.356  free  shares  of  the  common 
stock  of  New  York  State  is  excepted  from 
the  competitive  bidding  requirements  of 
Rule  U-50. 

It  is  furVier  ordered  and  recited.  That 
the  transfer,  sale  and  delivery  by  GPU 
to  any  person,  including  the  dealer-man- 
agers and  the  participating  dealers,  of 
common  stock  of  New  York  State,  not  to 
exceed  92,356  shares  in  number,  which 
shares  constitute  the  common  stock  of 
New  York  State  not  included  in  the 
shares  offered  for  sale  by  GPU  under  the 
subscription  offer  Issued  pursuant  to  the 
order  of  the  Commission  dated  March 
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11,  1949.  are  necessary  or  appropriate  to 
the  Integration  or  simplification  of  the 
GPU  system,  of  which  GPU  and  New 
York  State  are  a  part,  and  are  necessary 
or  appropriate  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  Public  Util- 
ity Holding  Company  Act  of  1935. 

It  is  further  ordered.  That  the  third 
paragraph  of  the  statement  of  the  pro- 
posed transactions  recited  in  the  order  of 
March  11.  1949,  be,  and  hereby  is, 
amended  so  as  to  read: 

3.  Aelec  will  reduce  the  stated  capital 
applicable  to  its  400.000  shares  of  SI  par 
value  common  stock  from  821.500,000  to 
the  aggregate  par  value  of  $400,000. 
transferring  $21,100,000  from  said  stated 
capital  to  capital  surplus:  will  create 
$2,900,000  of  reserves  as  at  December  31. 
1948  by  charges  to  earned  surplus  deficit 
In  the  amount  of  $2,800,000  and  to  ^- 
ferred  debits  of  $100,000  to  provide  rbr 
the  payment  of  redemption  premium 
and  expenses  in  connection  with  a  con- 
templated redemption  of  its  outstanding 
bonds  and  to  write  off  the  balance  of  un- 
amortized debt  di.scount  and  expense  ap- 
plicable to  such  bonds:  and  will  eliminate 
the  earned  surplus  deficit  as  at  December 
31.  1948  by  transfer  thereof  to  capital 
surplus. 

By  the  Commission. 

I  SEAL  1  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.    49-2370;    Filed.   Mar.    30.    1949; 
8:51  a.  m] 


[File  No.  70-2088) 
Arkansas  Power  &  Light  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  25th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  Arkansas 
Power  &  Light  Company  ("Arkansas"), 
an  electric  utility  subsidiary  of  Electric 
Power  &  Light  Corporation  ("Electric"), 
a  holding  company  subsidiary  of  Electric 
Bond  and  Share  Company,  which  is  also 
a  registered  holding  company,  has  filed 
an  application  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  and 
has  designated  sections  6  <b)  and  7 
thereof  and  Rule  U-50  of  the  rules  and 
regulations  promulgated  thereunder  as 
applicable  to  the  proposed  transactions 
which  are  summarized  as  follows: 

Arkansas  proposes  to  issue  and  sell 
pursuant  to  the  competitive  Didding  re- 
quirements of  Rule  U-50,  $8,300,000  prin- 
cipal amount  of  25-year,  ..r'c  Sinking 
Fund  Debentures  due  1974.  The  De- 
bentures are  to  be  Issued  under  a  Deben- 
ture Agreement  to  be  dated  as  of  May  1. 
1949.  between  Arkansas  and  Central 
Hanover  Bank  and  Trust  Company,  as 
Trustee. 

The  application  .«;tates  that  the  pro- 
ceeds from  the  sale  of  the  Debentures, 
together  with  $4,000,000  proposed  to  be 
raised  from  the  sale  of  common  stock 
to  Electric  ^which  Is  the  subject  of  a 
separate  application  under  File  No.  70- 
2093"  and  further  funds  which  may  be 
obtained  from  the  sale  of  First  Mortgage 
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Bonds  or  other  securities  later  In  the 
year,  will  be  used  In  connection  with 
the  company's  construction  program, 
which  Is  estimated  to  require  the  ex- 
penditure of  approximately  $23,100,000 
during  the  year  1949. 

The  Issuance  and  sale  of  the  Deben- 
tures Is  contingent  upon  the  company's 
obtaining  an  affirmative  vote  of  two- 
thirds  of  its  outstanding  preferred  stock 
to  amend  its  present  charter  so  as  to 
Increase  the  amount  of  the  unsecured 
Indebtedness  which  the  company  may 
Incur.     (File  No.  70-2056.) 

The  application  states  that  Arkansas 
has  applied  to  the  Public  Service  Com- 
mission of  Arkansas  for  authorization  of 
the  i.ssue  and  sale  of  the  Debentures. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  April  8. 
1949,  at  5:30  p.  m..  e.  s.  t..  request  the 
Commis.sion  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest  should   be   addressed:    Secretary. 
Securities  and  Exchange  Commission,  425 
Second  Street  NW.,  Washington  25,  D.  C. 
At  any  time  after  April  8,  1949,  said  ap- 
plication, as  filed  or  as  amended,  may  be 
granted  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
said  act  or  the  Commission  may  exempt 
sich  transactions  as  provided  In  Rule 
U-20   ^a)   and  Rule  U-100  thereof.     All 
Interested  persons  are  referred  to  said 
application  which  Is  on  file   with  this 
Commission  for  a  statement  of  the  trans- 
actions therein  proposed. 

By  the  Commi.ssion. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc.   49-2371;    Filed.    Mar.    30,    1949; 
8:51  a.  m.l 
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subject,  however,  to  all  lawful  fees, 
charges  of.  and  disbursements  by  said 
Mary  E.  Anderson,  as  guardian  of  the 
estate  of  Katie  Deschermcier,  Incompe- 
tent, is  property  payable  or  deliverable 
to,  or  claimed  by  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Mary  E.  Anderson, 
as  guardian,  acting  under  the  judicial 
supervision  of  the  Probate  Court  of  Cuya- 
hoga County.  Ohio. 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  .subparagraph  1  hereof,  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed,  necessary  In  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at    Washington,   D.   r\,   on 
March  11,  1949. 
For  the  Attorney  General. 

[SEAL]  DAVID  L.  BaZELON. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.   49-2380:    Filed,   Mar.   30,    1949; 
8:49  a.  m.] 


DEPARTMENT  OF  JUSTICE 
»  Office  of  Alien  Property 

AtrrHORFTT:  40  Stat.  411.  55  Stat.  839.  Pub 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6,  1942.  3  CFR,  Cuift.  Supp.,  E.  O.  9567. 
June  8.  1945.  3  CFR,  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

I  Vesting  Order  12919] 

Katie  Deschermeier 

In  re:  Guardianship  Estate  of  Katie 
Deschermeier,  Incompetent.  File  F-28- 
7678-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  inve.stigation,  it  is  hereby  found: 

1.  That  Katie  Deschermeier,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  the  property  and  estate  of 
Katie  Deschermeier  in  the  possession. 
cu.stody  or  control  of  Mary  E.  Anderson. 
736  Society  for  Savings  Building,  Cleve- 
land 14.  Ohio,  as  guardian  of  the  estate 
of    Katie    Deschermeier,    Incompetent, 


[Vesting  Order  12922) 

Richard  Hellm.^nn  and  Title  Guarantee 
AND  Trust  Co. 

In  re:  Trust  agreement  date  January 
5.  1926.  between  Richard  Hellmann. 
grantor,  and  Title  Guarantee  and  Trust 
Company,  trustee.     File  No.  F-28-3628- 

G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Therese  Hellmann,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country    (Germany*; 

2.  That  the  children,  names  unknown, 
of  Therese  Hellmann,  who  there  is  rea- 
sonable cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country   (Germany); 

3.  That  all  right,  title,  interest  and. 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
January  5.  1926.  by  and  between  Rich- 
ard Hellmann.  grantor,  and  Title  Guar- 
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antee  and  Trust  Company,  trustee,  pres- 
ently being  administered  by  Title  Guar- 
antee and  Trust  Company,  trustee.  176 
Broadway,  New  York  7,  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany; ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
son named  in  subparagraph  1  hereof  and 
the  children,  names  unknown,  of  Therese 
Hellmann,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

For  the  Attorney  General. 

IscALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Properly. 

(F.    R.    Doc.    49-2381:    Filed,    Mar.    30,    1949; 
8:49  a.  m.] 


[Vesting  Older  12923) 

Richard  Hellmann  and  Title  Guarantee 
AND  Trust  Co. 

In  re:  Trust  under  agreement  dated 
January  5.  1926.  between  Richard  Hell- 
mann, grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee,  as  amended. 
Pile  No.  P-28-3620-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Selma  Heinrich,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  the  children,  names  unknown. 
of  Paul  and  Selma  Heinrich.  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country   (Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  and  aris- 
ing out  of  or  under  that  certain  trust 
agreement  dated  January  5.  1926.  be- 
tween Richard  HeUmann,  grantor,  and 
Title   Guarantee   and   Trust   Company. 


NOTICES 

trustee,  as  amended  on  December  29. 
1927.  and  on  February  15.  1928,  presently 
being  administered  by  Title  Guarantee 
and  Trust  Company,  trustee.  176  Broad- 
way. New  York  7,  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  th.it  the  person 
named  in  subparagraph  1  hereof  and 
the  children,  names  unknown,  of  Paul 
and  Selma  Heinrich  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwi.«:e 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "de.'=ignated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49  2382;    Filed.    Mar.    30.    1949; 
8:49  a.  m.j 


I  Vesting  Order   12925) 
Priedrich  Rudolf  Lemke 

In  re:  Estate  of  Priedrich  Rudolf 
Lemke.  deceavsed.  Pile  No.  E>-28-9283; 
E.  T.  sec.  12099. 

Under  the  atrthority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found; 

1.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law.  next-of-kin. 
legatees  and  distributees,  names  un- 
known, of  Mrs.  Helene  Pranziska  Penz. 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Priederich  Rudolf  Lemke,  deceased.  Is 
property  payable  or  deliverable  to,  or 
claimed  by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Robert  G.  Closter- 
mann.  Administrator.  320  Lumbermens 
Building.  Portland.  Oregon,  acting  under 


the  Judicial  supervision  of  the  Circuit 
Court  of  the  State  of  Oregon  for  the 
County  of  Multnomah.  Portland.  Oregon, 
Docket  No.  Probate  44531; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  or  the  United 
States  requires  that  such  persons  bi; 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
•dministered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  11.  1949. 

Por  the  Attorney  General. 

tSEAL]  David  L.  Bazelon. 

A.osistant  Attorney  Genera!. 
Director,  Office  of  Alien  Property. 

|F.    R     Doc.   49^2383:    Filed.    Mar.   30,    1949; 
8:50  a.  m.| 


(Vesting  Order  12926] 

Edward  Mallinckhodt  et  ai. 

In  re:  Trust  agreement  dated  June  7. 
1921  between  Edward  Mallinckrodt. 
donor,  and  the  St.  LouLs  Union  Trust 
Company,  trustee,  for  the  benefit  of  Otto 
Wiskott.     Pile  No.  D-28-7353-G-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Otto  Wiskott.  Sister  Gerda 
Wi.skott.  Mrs.  Hans  (Gabriele)  Brockes, 
and  Mrs.  Peter  (Ulnka>  Weiderbach, 
whase  last  known  address  Ls  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  descendants,  names  un- 
known, of  Otto  Wukott.  except  Otto  Wis- 
kott. Jr..  and  his  descendants^  residents 
of  Sweden,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  except  Otto  Wis- 
kott. Jr.,  and  his  descendants,  residents 
of  Sweden,  in  and  to  and  arisinp  out  of  or 
under  that  certain  tru.'^t  agreement 
dated  June  7.  1921.  between  Edward 
Majlinckrodt.  donor,  and  the  St.  Louis 
Union  Trust  Company,  trustee,  for  the 
benefit  of  Otto  Wiskott.  presently  being 
administered  by  the  St.  Louis  Union 
Trust  Company,  trustee.  323  North 
Broadway,  St.  Louis  2.  Missouri, 


Thursday,  March  31,  1949 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
descendants,  names  unknown,  of  Otto 
Wiskott,  except  Otto  Wiskott,  Jr.,  and  hLs 
descendants,  residents  of  Sweden,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

Por  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-2384;    Piled.    Mar.    30.    1949: 
8; 50  a.  m.j 
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quires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949^ 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-2385:    Filed,   Mar.   30.    1949: 
8:50  a.  m] 
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There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Execut-ed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-2386;    Filed.    Mar.    30,    1949; 
8:50  a.  m.| 


1  Vesting  Order  12929] 
SUGANO  NAK.ANO 

In  re:  Estate  of  Sugano  Nakano.  de- 
ceased.    File  No.  017-22786. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Tomiko  Nakano  and  Jitsuo 
Nakano.  whose  last  known  address  Is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan); 

2.  That  all  right.  ^\e.  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  uie  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Sugano  Nakano.  deceased,  is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Japan); 

3.  That  such  property  is  in  the  process 
of  administration  by  the  Hawaiian 
Trust  Company.  Limited.  Administrator. 
acting  under  the  judicial  supervision  of 
the  Circuit  Court  of  the  First  Judicial 
Circuit.  Territory  of  Hawaii.  Honolulu, 
T.  H.; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 


1  Vesting   Order    12932) 

John  Sackmann 

In  re:  Estate  of  John  Sackmann.  de- 
ceased. File  No.  I>-28-7977;  E.  T.  sec. 
8886 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigatio      it  is  hereby  found: 

1.  That  Wilhelm  Sackmann,  Felix 
Sackmann.  Margaret  <e)  Rust.  Erna 
(Erma)  Wilhelm.  Frieda  Genzow.  Erwin 
Sackmann.  August  Becker.  Minna  (Ma- 
thilde)  Karweil.  Anna  Soechtig.  Emma 
Sock,  Erich  Becker.  Hedwig  Bernhardt. 
Emil  Sackmann.  Albert  Kratge.  Eliza- 
beth Kratge.  Gertrude  Kratge.  Oskar 
Schmidt.  Jugo  (Hugo)  Schmidt.  Welda 
Mueller.  Frieda  Schmidt,  and  Udo 
Schmidt,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
John  Sackmann.  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  William  I.  O'Neill. 
Public  Administrator,  acting  under  the 
judicial  supervision  of  the  County  Court 
of  Milwaukee  County.  Wisconsin ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 


(Vesting  Order  12958) 
Alfred  von  Aulock 

In  re :  Certificates  of  deposit  owned  by 
and  debt  owing  to  Alfred  von  Aulock. 
F-28-29544. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Alfred  von  Aulock.  whose  last 
known  address  is  13b  Unterweilbach  P.  O. 
Hebertshausen.  Oberbayern.  Germany.  Is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  Six  (6)  certificates  of  deposit  for  six 
Missouri  Pacific  Railroad  Company  First 
and  Refunding  Mortgage  5^r  Gold  Bond 
Series  I.  of  $1,000  face  value  each,  bearing 
the  numbers  M  22769  to  M  22774.  Inclu- 
sive, said  certificates  of  deposit,  num- 
bered NYM  3523  to  NYM  3528.  inclusive, 
presently  In  the  custody  of  Swiss  Bank 
Corporation,  15  Nassau  Street,  New  York 
5.  New  York,  in  an  account  entitled.  SwLss 
Bank  Corporation.  Zurich.  Switzerland. 
Blocked  Special  Depot,  No.  27588.  to- 
gether with  any  and  all  rights  thereunder 
and  thereto,  and, 

b.  That  certain  debt  or  other  obliga- 
tion of  Swiss  Bank  Corporation,  15  Nas- 
sau Street.  New  York  5,  New  York,  aris- 
ing out  of  a  cash  account  entitled  Swiss 
Bank  Corporation.  Zurich.  Blocked  Spe- 
cial Account.  No.  27588.  General  Ruling 
6  17,  maintained  at  the  aforesaid  Swiss 
Bank  Corporation.  15  Nassau  Street.  New 
York  5,  New  York,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  Alfred  von  Au- 
lock. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
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a  national  of  a  designated  enemy  coun- 
try ^Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certiflcation,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

\T.   R.    Doc.    49-2388:    Filed.    Mar.    30,    1949; 
8:50  a.  m.l 


I  Vesting  Order   12935) 
William  S.  Schulz 

In  re:  Estate  of  William  S.  Schulz,  de- 
ceased. File  No.  D-28-12398;  E.  T.  sec. 
16620. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found : 

1.  That  Wilhelm  Schulz  whose  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  Estate  of 
William  S.  Schulz.  deceased,  is  property 
payable  or  deliverable  to  or  claimed  by 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  Norma  C.  Ridenour, 
as  administratrix,  acting  under  the 
judicia4  supervision  of  the  Superior 
Court.  Sonoma  County,  California; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany* 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


NOTICES 

the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.   C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazxlon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2387:    Piled,   Mar.  30.    1949; 
8:50  a.  m.l 


(Vesting  Order  12965) 
AUGUSTE  DOENCES 


In  re:  Rights  of  Auguste  Doenges 
^Donges)  under  insurance  contract. 
File  No.  F-28-22434-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Auguste  Doenges  iDonges>, 
whose  last  know  address  is  Germany,  Is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  "Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
Evidenced  by  policy  No.  35-447,  Issued 
by  the  Grand  Lodge  of  the  Order  of  the 
Sons  of  Hermann  in  the  State  of  Texas, 
San  Antonio,  Texas,  to  Martin  Jasser, 
together  with  the  right  to  demand,  re- 
ceive   and    collect    said    net    proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certiflcation.  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest.    • 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

(seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49^2389;    Filed,    Mar.    30,    1949; 
8:51  a.  m.] 


[Vesting  Order  12969) 
NOBUTA  ICHIKAWA 

In  re:  Rights  of  Nobuta  Ichikawa  und>  r 
Insurance  contract.  File  No.  P-39-1291- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Nobuta  Ichikawa,  whose  la  i 
known  address  is  Japan,  is  a  resident  (if 
Japan  and  a  national  of  a  designate  d 
enemy  coimtry  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  Insur- 
ance evidenced  by  policy  No.  1487-G 
Serial  253,  issued  by  the  Metropolita.i 
Life  Insurance  Company,  New  York,  New 
York,  to  Shoichi  Ichikawa.  together  witii 
the  right  to  demand,  receive  and  collect 
said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  he  treated  a^ 
a  national  of  a  designated  enemy  countiy 
(Japan). 

AH  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certiflcation,  having 
been  made  and  taken,  and,  it  beint,' 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  intere.st  of  and 
for  the  benefit  of  the  United  States. 

The  terms  •national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

LsEAL]  Malcoim  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P    R     Doc.   49-2390:    Filed.    Mar.    30,    194i: 
8:51  a.  m.j 


[Vesting  Order  128701 

Mrs.  Gerda  Keller  et  al. 

In  re:  Rights  of  Mrs.  Gerda  Keller,  nee 
Preussner,  et  al.  under  insurance  con- 
tract.   Pile  No.  F-28-5283-K-1. 

Under  the  authority  of  the  Tradinc 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Gerda  Keller,  nee  Preuss- 
ner, and  Mrs.  Johanna  Keller,  nee  Geb- 
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hardt,  whose  last  known  address  Is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Adolph  Keller,  deceased,  of  Erich  Keller, 
deceased,  and  of  Louisa  (Luisa)  Keller, 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  Supplementary  Contract 
No.  SN  7846,  Issued  by  The  Mutual  Life 
Insurance  Company  of  New  York,  New 
York,  New  York,  to  Louisa  Keller,  to- 
gether with  the  right  to  demand,  receive 
and  collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  sul»paragraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees names  unknown,  of  Adolph  Keller. 
deceased,  of  Erich  Keller,  deceased,  and 
of  Louisa  (Luisa)  Keller,  deceased,  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  21,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

I  p.   R.    Doc.   49-2391;    Filed,   Mar.   30,    1949; 
8:51  a.  m.j 
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1,  That  Masao  Manbo.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  1077972,  is- 
sued by  the  Sun  Life  Assurance  Com- 
pany of  Canada,  Montreal,  Quebec.  Can- 
ada, to  Masao  Manbo,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of  or  owing  to.  or  which  is  evidence  of 
ovvnership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certiflcation,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.    R.   Doc.   49-2392;    Piled,   Mar.    30,    1949; 
8:51  a.  m.] 
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right  to  proceed  for  collection  against 
branch  oflQces  and  legal  reserves  main- 
tained in  the  United  States) , 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Seichi  Masuda 
or  Natsu  Masuda,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.  C,  on 
March  21,  1949. 
For  the  Attorney  General. 


[Vesting  Order  12973) 
Masao  Manbo  • 


In  re:  Rights  of  Masao  Manbo  under 
insurance  contract.    File  No.  F-39-6352- 

H— 1 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found; 


[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.   R.  Doc.   4a-2393;    Piled,   Mar,   30,    1949; 
8:51  a.  m.) 


[Vesting  Order  12974] 
SncHi  Masuda  and  Natsu  Masuda 

In  re:  Rights  of  Seichi  Masuda  and 
Natsu  Masuda  under  Insurance  Contract. 
File  No.  F-39-5977-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Seichi  Masuda  and  Natsu  Ma- 
suda, whose  last  known  address  is  Japan, 
are  residents  of  Japan  and  nationals  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,009,839,  Issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal,  Quebec,  Canada,  to 
Seichi  Masuda,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds (including  without  limitation  ihe 


[Vesting  Order  12998] 

Holcap  Leathers,  Inc. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Heyl'sche  Lederwerke  Lieb- 
enau  G.  m.  b.  H.,  the  last  known  address 
of  which  is  Worms,  Germany,  is  a  cor- 
poration organized  under  the  laws  of  . 
Germany  and  which  has  or,  since  the 
effective  date  of  Executive  Order  8389, 
as  amended,  has  had  its  principal  place 
of  business  in  Germany  and  is  a  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  of  the  outsanding  capital 
stock  of  Holcap  Leathers,  Inc.,  a  corpora- 
tion organized  and  doing  business  under 
the  laws  of  the  State  of  New  York  and 
a  business  enterprise  within  the  United 
States,  consisting  of  100  shares  of  no  par 
value  common  stock  registered  in  the 
names  of  the  persons  listed  below  in  the 
amounts  appearing  opposite  said  names 
as  follows: 

Same  in   which   registered   and   number   of 
shares 

HandelmaatschapplJ  Capra  N.  V 97 

Ledewyk  F.  Verwoerd * 

Harold  T.  N.  Smith J 

Hermann  Spless —  * 
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NOTICES 


Is  owned  by  Heyl'sche  Lederwerke  Lieb- 
enau  O.  m.  b.  H.  and  Is  evidence  of  own- 
ership and  control  of  Holcap  Leathers, 
Inc. ; 

and  It  Is  hereby  determined : 

3.  That  Holcap  Leathers.  Lie.  is  con- 
trolled by  or  acting  for  or  on  behalf  of 
a  designated  enemy  country  (Germany) 
or  persons  within  such  country  and  Is  a 
national  of  a  designated  enemy  country 
(Germany) ; 

4.  That  to  the  extent  that  Heyl'sche 
Lederwerke  Liebenau  G.  m.  b.  H.  and 
Holcap  Leathers.  Inc.  are  persons  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany) ; 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  100 
shares  of  no  par  value  common  stock  of 
Holcap  Leathers,  Inc.,  more  fully  de-. 
scribed  in  subparagraph  2  hereof,  to- 
gether with  all  declared  and  unpaid 
dividends  thereon,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  direction,  management,  super- 
vision and  control  of  Holcap  Leathers. 
Inc.  and  all  property  of  any  nature 
whatsoever  situated  in  the  United  States. 
owned  or  controlled  by.  payable  or  de- 
liverable to.  or  held  on  behalf  of  or  on 
account  of.  or  owing  to.  said  business 
enterprise  Is  hereby  undertaken,  to  the 
extent  deemed  necessary  or  advisable 
from  time  to  time.  This  Order  shall  not 
be  deemed  to  limit  the  power  to  vary  the 
extent  of  or  terminate  such  direction, 
management,  supervision  or  control. 

The  terms  "national",  "designated 
enemy  country"  and  "business  enterpri.«;e 
within  the  United  States"  as  used  herein 
shall  have  the  meanings  prescribed  in 


section  10  of  Executive  Order  9193.  as 
amended. 

Executed   at  Washington,  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcomb  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.   R.   Doc.   49  2384;    Piled.   Mar.   30,    1049; 
8:51  a.  m.j 


[Vesting  Order  11938.  Amdtl 
Annetti  Casassa  Schlieper  et  al. 

In  re:  Interest  In  real  property  and 
property  insurance  policies  owned  by 
Annette  Casassa  Schlieper,  and  others. 
D-28-1328.  D-28-1328  B-1. 

Vesting  Order  11938,  dated  September 
2.  1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  therefrom.  Exhibit  A  which 
is  attached  thereto  and  made  a  part 
thereof  and  substituting  therefor  Exhibit 
A  which  Is  attached  hereto  and  made  a 
part  hereof. 

All  other  provisions  of  said  Vesting 
Order  11938  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. -^ 

Executed  at  Washington,  D.  C,  on 
March  24.  1949. 

For  the  Attorney  General. 

[sxAil  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

Exhibit  A 

All  those  certain  pieces,  parcels  and  tracts 
of  land,  situate  in  the  Township  of  Delaware, 
In  the  County  of  Pike  and  State  of  Pennsyl- 
vania, bounded  and  described  as  follows: 

Tract  No.  1.  Beginning  at  a  corner  of 
lands  now  or  late  of  Charles  F.  Bosler,  thence 
North  20  degrees  East  forty-flve  and  one- 
fourth  i46>4)  rods  to  a  cheatnut  tree;  thence 


South  69  degrees  East  Seventy  and  (oxirteen- 
twenty  fifths  ilO'^'r)  rods  to  a  chestnut 
tree;  thence  North  12  degrees  Bast  fifty  five 
(65)  rods;  thence  North  70  degrees  West 
sixty  seven  and  three  fourths  (67^)  rods; 
thence  North  70  degrees  West  sUty-two  (62) 
rods;  thence  South  24 'j  degrees  West  ninety- 
five  and  one  twenty-fifth  (96''r,)  rods;  thence 
South  70  degrees  East  about  seventy  (70) 
rods  to  the  place  of  beginning.  Containing 
sixty  three  acres  (63  As  )  more  or  less. 

Tract  No.  2.  (a)  Beginning  at  a  stone 
corner  of  line  of  lands  of  Mrs.  Rachel  Steel. 
thence  South  76  degrees  E.'ist  sixty  two  and 
one-tenth  (62!  m)  rods  to  a  stake  in  line  of 
land  of  Mrs.  Rachel  Steel  and  the  late  Sarah 
A.  Jagger;  thence  along  lands  of  said  late 
Sarah  A.  Jagger  and  Charles  F.  Hosier.  South 
24  degrees  West  fifty  three  and  one-half 
(SS'j)  rods  to  a  corner:  thence  along  line  of 
lands  of  Rachel  Steele,  North  70  degrees  West 
fifty-eight  (58)  rods  to  a  corner;  thence  along 
line  of  lands  of  late  Joseph  Lewis.  North  20 
degrees  East  flfty-three  and  one-fourth 
(53',«)  rods  to  the  place  of  beginning.  Con- 
taining twenty  acres  (20  As),  be  the  same 
more  or  less. 

(b)  Beginning  at  a  stone  corner  by  the  side 
of  a  road  and  on  line  of  lands  of  John 
Whitaker.  thence  along  said  road.  North  19^4 
degrees  East  thirty-six  (36)  rods  to  a  stone 
corner;  thence  North  70'4  degrees  West  sixty 
(60)  rods  to  a  stone  corner:  thence  South 
24  degrees  West  thirty-six  (36)  rods  and  five 
(5)  links  to  a  stone  corner;  thence  by  lancl.s 
of  Phet>e  Jagger  and  Jacob  Lehomodeu.  Soutli 
70'4  degrees  East  seventy-two  and  one-half 
(72'/i)  rods  to  place  of  beginning.  Contain- 
ing sixteen  acres  (16  As  ).  more  or  less. 

Tract  No.  3.  Beginning  on  line  of  S.  A. 
Jagger  on  a  stone  fence.  North  65 '<  degrees 
West  12  rods  to  line  of  Joseph  VanAmer; 
thence  along  VanAmer  North  24';  degrees 
East  36  rods  to  stone  corner;  thence  North 
66 ^M  degrees  West  28  rods  to  stone  corner  and 
line  of  Neil;  thence  North  47  degrees  East  62 
rods  to  the  middle  of  Dingman  Turnpike,  and 
line  of  Manley  Lord;  thence  South  29  degrees 
East  33 <4  rods  to  a  point  tn  said  Turnpike; 
thence  South  43  degrees  East  5>4  rods  to  a 
point  In  Turnpike  opposite  a  fence  along  field 
of  Harry  S.  Albright;  thence  along  lands  of 
Harry  S.  Albright  and  following  the  general 
course  of  the  fence  about  South  39 '^  degrees 
West  73  rods  to  point  or  place  of  beginning. 
Containing  thirteen  acres  and  forty  perches, 
more  or  less. 


[P.   R.   Doc.   49  2395;    Filed.   Uu.   30. 
8:61  a.  m.J 
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ACCOUNTS  BUREAU.    See  Treasury  Department.  Page 

AERONAUTICS.  NATIONAL  ADVISORY  COMMITTEE 
FOR.  See  Natlon^il  Advisory  Committee  for  Aero- 
nautics. 

AGRICULTURAL    CREDIT    CORPORATION,    RE- 
GIONAL, of  Washington.  D.  C;  transfer  of' func- 
tions, assets,  etc.,  to  Farmers  Home  Administration 
See  Farmers  Home  Administration. 
AGRICULTURE  DEPARTMENT: 
See  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
Commodity  Exchange  Authority. 
Entomology  and  Plant  Quarantine  Bureau. 
Farm  Credit  Administration. 
Farmers  Home  Administration. 
Federal  Crop  Insurance  Corporation. 
Forest  Service. 

Rural  Electrification  Administration. 
Administration: 
Administrative  regulations;  release  of  certain  claims 
of  United  States  against  private  persons,  au- 
thority of  Office  of  Solicitor  respecting.     See 
Organization. 
Lands,  forest;  designation  of  certain  lands  to  be  ad- 
mini^ered  as  part  of  various  national  forests: 

Deschutes  National  Forest.  Oregon 2071 

Siuslaw  National  Forest.  Oregon 2071 

Organization,  functions,  etc..  of  Staff  and  Service 

Offices.    See  Organization. 
Regional  Agricultural  Credit  Corporation  of  Wash- 
ington. D.  C;  transfer  of  assets,  functions,  per- 
sonnel, etc.,  by  Secretary  to  Farmers  Home 
Administration  (transfer  necessitated  by  Public 

Law  38.  81st  Congress) 2048 

Agricultural  adjustment;  commodity  marketing 
quotas : 
Peanuts.  1949  crop;  apportionment  of  national  acre- 
age allotment  among  States,  revision 1513 

Tobacco,  regulations;  marketing,  penalties  and  rec- 
ords and  reports  for  1949-50  marketing  year, 

notice 2015 

Commodities  and  supplies;  regulations,  etc.: 
Babassu  nuts  and  kernels,  and  oil ;  Imports  of.    See 

Food. 
Canned  and  processed  foods ;  fruits  and  vegetables 

Sec  Fruits  and  vegetables. 
Cherries.    See  Fruits  and  vegetables. 
Citrus  fruits.    See  Fruits  and  vegetables. 
Coconut  oil.  Imports  of.    See  Food, 
Copra,  imports  of.    See  Food. 
Cream.    See  Milk. 
Dairy  products;  milk,  cream  and  byproducts.    See 

Milk. 
Dried  fruits.    See  Fruits  and  vegetables. 
Drugs;  experimental  use  of  certain  economic  poi- 
sons.   See  Insecticides,  etc. 
Economic  poisons.    See  Insecticides,  etc. 
Pigs.    See  Fruits  and  vegetables. 

80000—49 1 


AGRICULTURE  DEPARTMENT— Continued  P-se 

Commodities  and  supplies;  regulations,  etc. — Con. 
Food: 

See  also  specific  commodities. 
Imports,  restrictions  on;  list  of  foods,  deletion  of 
certain  Items  from: 

Babassu  nuts  and  kernels,  and  oil 1733 

Coconut   oil 1733 

Copra 1733 

Palm  nut  kernels,  and  oil 1733 

Rapeseed  oil 1733 

Frozen  fruits.    See  Fruits  and  vegetables. 
Fruits  and  vegetables: 
Grading,  inspection,  etc.,  of  fruits  and  vegetables: 
Fresh  fruits  and  vegetables,  grading,  certifica- 
tion, and  standards;  standards  for  pota- 
toes, revision ^ 1955 

Processed  fruits,  vegetables,  and  products;  in- 
spections, certifications,  and  standards: 
Cherries,    canned    red    sour    (tart)    pitted; 

standards  for  grades,  proposed  revision.  _    2068 
Figs,  dried;  standards  for  grades,  proposed 

revision 1795 

Strawberries,  frozen;  standards  for  grades—.     1507 
Handling  of  various  fruits  and  vegetables: 
Citrus  fruits,  grown  in  various  States: 
Arizona: 
Grapefruit: 
Budget  of  expenses  and  fixing  of  rate  of 
assessment  for  1948-49  fiscal  period; 

determination 1821 

Marketing  agreement  and  order:  decision 

respecting  proposed  amendments...  2025. 

2003 
Referendum  among  producers;  direction 

concerning 2027 

Lemons : 

Limitation  of  shipments 1513, 

1705,  1843,  2610,  2133 
Marketing  agreement  and  order;  oppor- 
tunity to  file  written  exceptions  to 

proposed  amendments 1617 

Oranges;  limitation  of  shipments 1514. 

^     ,  1706,  1845,  2134 

California: 

Grapefruit  (Imperial  and  Riverside  coun- 
ties) : 
Budget  of  expenses  and  fixing  of  rate  of 
assessment  for  1948-49  fiscal  period; 

determination i821 

Marketing  agreement  and  order,  deci- 
sion   respecting    proposed    amend- 

ments 2025,  2093 

1  Referendum  among  producers;  direction 

concerning 2027 

Lemons: 

limitation  of  shipments 1513, 

1705.  1843,  2010,  2133 
Marketing  agreement  and  order;  oppor- 
tunity to  file  written  ejJceptions  to 

proposed  amendments 1617 

Oranges;  limitation  of  shipments 1514 

1706,  1845,  2134 
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AGRICULTURE  DEPARTMENT— Continued  p<^« 

Commodities  and  supplies:  regulations,  etc. — Con. 
Pnilts  and  vegetables — Continued 
Handling  of  various  fruits  and  vegetables — Con. 
Citrus  fruits,  grown  In  various  States — Con. 
Florida,  oranges,  grapefruit,  and  tangerines 
grown  in;  limitation  of  shipments: 

Grapefruit , 2009 

Oranges 1704,  2010 

Plums,  grown  in  California;  regulation  of  ship- 
ments Into,  in,  or  through  San  Francisco- 
Sacramento  region  and  Los  Angeles  region, 

revocation 1483 

Potatoes,  Irish,  grown  In  California  (except 
Modoc  and  Siskiyou  counties) ;  opportunity 
to  file  exception  to  proposed  marketing 

agreement  and  order 2108 

Fungicides.    See  Insecticides,  etc. 

Grain;  standards  for  soybeans 2008 

Grapefruit.    See  Fruits  and  vegetables. 

Hay  and  straw,  standards  for;  extension  of  time  for 

filing  comments  respecting  proposed  revision —     1872 
Hops,  grown  in  Oregon.  California,  Washington  and 
Idaho,  and  of  hop  products  produced  therefrom 
In  these  States,  handling  of;  notice  respecting 
proposed  marketing  agreement  and  order.  1521,  1618 
Imported  foods.    See  Pood. 

Insecticides,  etc.    (economic  poisons) ;  regulations 
for  enforcement  of  Federal  Insecticide,  Fungi- 
cide and  Rodenticide  Act,  1947;  shipments  for 
experimental  use: 
Economic  poisons  for  experimental  use,  also  sub- 
ject to  new  drug  requirements  of  Federal 
Food,  Drug,  and  Cosmetic  Act;  general  permit 

for 2057 

Permits,  cancellation  of;  redesignation 2057 

Lemons.    See  Fruits  and  vegetables. 
Livestock:  inspection: 
At  various  stockyards.    See  Packers  and  Stock- 
yards Division,  below. 
Regulations  of  Animal  Industry  Bureau.   See  main 
heading  Animal  Industry  Bureau. 
Milk,  cream,  and  byproducts,  handling  in  various 
marketing   and  sales   areas;   amendments  to 
marketing  agreements  and  orders,  etc.: 
Illinois: 

Chicago 1503 

Quad  Cities 2147 

Rockford-Preeport 1848 

Iowa: 

Clinton — —  1715,  1911 

Council  Bluffs-Omaha 2145 

EKibuque 1679 

Quad  Cities 2147 

Kentucky: 

Ashland    (Tri-State) 2031 

Louisville 1634 

Louisiana;  New  Orleans 1483 

Massachusetts : 

Boston  (Greater) 1709.  2087,  2129 

Fall  River 1484.  1713.  2092,  2132 

Lowell -Lawrence 1478,  1712,  1848,  2090,  2131 

Minnesota;  Duluth-Superior 1935,  2135 

Nebraska;   Omaha-Council  Bluffs 2145 

New  York;  New  York  metropolitan  area.  1466,  1478, 1713 
Ohio: 

Cincinnati 2028 

Cleveland _ 1486 

Columbus 1801 

Dayton-Springfield 2029,  2045,  2135 

Lima 2015 

Marietta,  Ironton,  Galllpolis,  etc.  (Tri-State)  __     2031 

Pennsylvania:  Philadelphia 1825,  1843 

Tennessee:   Nashville 1685 

West    Virginia;    Huntington    and    Parkersburg 

(Tri-State) 2031 

Wisconsin:  Superior-Duluth— 1935.  2133 

Nuts: 

Imports  of.    See  Food.  y 

Peanuts;  marketing  quotas.    See  Agricultural  ad- 
justment, above. 
Oil,  Imports  of.    See  Pood. 
Oranges.    See  Fruits  and  vegetables. 
Palm  nut  kernels,  and  oil;  Imports  of.    See  Food. 
Peanuts.    See  Nuts. 
Plums.    See  Fruits  and  vegetables. 


AGRICULTURE  DEPARTMENT— Continued  ^»b« 

Commodities  and  supplies;  regulations,  etc. — Con. 
Potatoes.    See  Fruits  and  vegetables. 
Processed   fruits,   vegetables,   and   products.    See 

Fruits  and  vegetables. 
Rapeseed  oil,  imports  of.    See  Food. 
Rodenticides.    See  Insecticides,  etc. 
Soybeans;  standards.    See  Grain. 
Straw.    See  Hay. 

Strawberries.    See  Fruits  and  vegetables. 
Sugar  regulations: 
Prices,  sugarcane;  Florida,  1949  crop,  notice  of 

hearing 2097 

Sugar   requirements   and   quotas;    allotment   of 
sugar  quotas: 
Direct-consumption  portion  of  1949  sugar  quota 

for  Puerto  Rico 1567 

Puerto  Rico,  1949  sugar  quota  for;  decision  and 
order  of  Secretary  of  Agriculture  respect- 
ing   _ 1563. 1634 

Wage  rates: 

Sugar  beets;  California.  1949  crop. 1819 

Sugarcane;    Florida.    1949-50   crop,  notice   of 

hearing 2097 

Tobacco;  marketing  quotas.    See  Agricultural  ad- 
justment, above. 
Vegetables.    See  Fruits  and  vegetables. 
Commodity  Exchange  Authority  (including  Commod- 
ity E^cchange  Commission) ;  special  provisions  re- 
specting  reports   for   rice    (milled).    See   main 
heading  Commodity  Exchange  Authority. 
Federal  Insecticide,  Fungicide,  and  Rodenticide  Act 
of  1947;  regulations  respecting  insecticides,  etc. 
See  Commodities  and  supplies:  Insecticides. 
Office  of  the  Secretary: 
Administrative  regulations,  delegations  of  author- 
ity, etc.    See  under  Administration;  Organiza- 
tion. 
War  food  orders  (PMA) ;  list  of  foods,  deletion  of 
certain    oll-contalning    products    and    related 

Items   from ^% 1733 

Organization,  functions  and  procedures.  Staff  and 
Service  Offices;  Office  of  the  Solicitor,  delegation 
of  authority  respecting  certification  of  documents 
and  releases  of  claims  of  United  States  against 

private  persons  for  damage  to  property 1550 

Packers  and  Stockyards  Ehvision;  notices  respecting 
posted  stockyard.s,  designation  or  removal: 

Iowa  Live  Stock  Exchange,  Cedar  Rapids,  Iowa 1772 

McAlester  Stockyards.  McAlester,  Okla 2070 

Panhandle   Livestock   Commission    Co.,    Amarillo, 

Tex -     2034 

Texas  Livestock  Auction  Co.,  Amarillo,  Tex 1992 

Production  and  Marketing  Administration: 
Agricultural    adjustment;    commodity    marketing 

quotas.    See  Agricultural  adjustment. 
Commodity  credit   programs.    See   main   heading 

Commodity  Credit  Corporation. 
Crop  insurance.    See  main  heading  Federal  Crop 

Insurance  Corporation. 
Livestock  Inspection  under  Packers  and  Stockyards 
Act;  designation  of  stockyards,  etc.    See  Pack- 
ers and  Stockyards  Division. 
Marketing  agreements  and  orders:   specific  com- 
modities.    See  Commodities  and  supplies. 
Packers    and    Stockyards    Act;    notices,   etc.    See 

Packers  and  Stockyards  Division. 
Regulations  respecting  specific  commodities.    See 

Commodities  and  supplies. 
School  lunch  program.    See  School  lunch  program. 
Standards,  grading.  Inspection,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 
Sugar;  wage  and  price  determinations,  quotas,  etc. 

See  Commodities  and  supplies. 
War  food  orders ;  list  of  foods,  deletion  of  certain  oil- 
containing  products  and  related  items  from 1733 

School  lunch  program,  apportionment  of  funds  for 
fiscal  year  1948;  food  assistance  funds,  fifth  ap- 
portionment      1513 

Staff  and  Service  Offices;  organization.    See  Organ- 
ization. 
Support  prices.    See  main  heading  Commodity  Credit 

Corporation. 
Wage  determinationr.  for  production  of  sugar.     See 
under  Commodities  and  supplies:  sugar. 
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AID  TO  FOREIGN  COUNTRIES.    See  Foreign  Aid.  Page 

AJR   FORCE  DEPARTMENT: 
Aircraft  danger  areas  over  military  reservations,  etc., 
in  various  States;  designated  by  Civil  Aeronautics 
Board  in  coordination  with  Air  Force.    See  main 
heading  Civil  Aeronautics  Board. 
Executive  orders  affecting.    See  main  heading  Presi- 
dential documents. 
Functions : 
Procurement,  performed  by  Army  for  Air  Force; 

interim  statement.    Sec  Regulations,  below. 
Transfer  of  certain  functions  from  Army  Depart- 
ment ;  orders  by  Secretary  of  Defense.  See  main 
heading  National  Military  Establishment. 
Lands,  public,  withdrawn  for  use  of  Department.    See 

main  heading  Land  Management  Bureau. 
Personnel : 
Clothing  allowances  to  enlisted  men,  authority  of 
Secretary  of  Defense  to  prescribe;  Executive 
order  respecting.    See  main  heading  Presiden- 
tial documents. 
Transportation  of  household  goods  of  members  of 
Air  Force,  regulations  governing;  Executive  or- 
der respecting.    See  main  heading  Presidential 
documents. 
Regulations: 

See  also  Personnel,  above. 

Accounts,  transportation,  payment  of;  claims  and 
accounts,  regulations.    See  main  heading  Army 
Department. 
Aid  of  civil  authorities  and  public  relations;  safe- 
guarding military  Information 1928 

Gratuity  upon  death;  claims  and  accounts,  regula- 
tions.   See  main  heading  Army  Department. 
Information,  military;  safeguarding.     See  Aid  of 

civil  authorities. 
National   Guard  regulations;   Federal  recognition 
(requirements,  withdrawal  by  Air  Force  Depart- 
ment, etc.).    See  main  heading  Army  Depart- 
ment. 
Organized  reserves.    See  Reserves. 
Procurement : 
Armed  services  procurement  regulations;   Joint 
regulations  of  armed  forces.    See  main  head- 
ing National  Military  Establishment. 
«      Interim  statement: 

Functions  performed  by  Army  for  Air  Force 2140 

Public  information;  bid  Invitations 2140 

Joint  procurement  regulations.   See  main  heading 
Army  Department. 
Public  relations.    See  Aid  of  civil  authorities  and 

public  relations. 
Renegotiation,  military;  joint  regulations  of  armed 
forces.     See  main  heading  National  Military 
Establishment. 
Reserves,  organized:  Officers'  Reserve  Corps: 

Inactive  duty  training  pay  and  allowances;  revi- 
sion      1649 

United  States  Air  Force  Reserve: 

Active  duty 1592 

Active  and  Inactive  duty  points 1592 

Age-in-grade  requirements  for  Organized  Re- 
serve      1592 

Appointment  in,  of  ex-Alr  National  Guard  of- 
ficers      1592 

Authority,  delegation  of,  to  Commanding  Gen- 
eral, Continental  Air  Command 1592 

Composition  of 1592 

Maintenance  of  proficiency  and  retention  of 

assignment 1592 

Maintenance  of  records 1592 

Mobilization   assignment;   redesignation 1592 

Mobilization  training;  redesignation 1592 

Promotion 1592 

Purpose ^ 1592 

Transfers 1592 

Transfer  from  Army  Department  of  certain  functions; 
orders  by  Secretary  of  Defen.se.    See  main  head- 
ing  National  Military  Establishment. 
AIR  TRANSPORTATION.  PAdLITIES,  ETC. : 
Air  Force  Department  regulations.    See  Air  Force  De- 
partment. 
A.ir-navigation  site  withdrawals.    See  Land  Manage- 
ment Bureau. 
Airports  of  entry.    See  Customs  Bureau. 


AIR  TRANSPORTATION,  FACILITIES,  ETC.— Con.  Page 

Airspace  designations.  See  Civil  Aeronautics  Admin- 
istration. 

Civil  airways,  etc..  designation  of.  See  Civil  Aeronau- 
tics Administration. 

Quarantine  regulations  respecting  aircraft  In  connec- 
tion with  Japanese  beetle  control.  See  Entomol- 
ogy and  Plant  Quarantine. 

Radio  service,  aeronautical.  See  Federal  Communica- 
tions Commission. 

Steel  and  products,  availability  for  maintenance,  etc., 
of  aeronautical  facilities.  See  Commerce  Depart- 
ment. 

ALASKA: 

Alaska  Field  Committee;  authority  respecting  con- 
tracts.   See  Interior  Department. 

Alaska  Game  Commission.  See  Alaska  Game  Com- 
mission. 

Alaska  Railroad.    See  Interior  Department. 

Alaska  Road  Commission.    Sec  Interior  Department. 

Fish  and  wildlife  protection.  See  Fish  and  Wildlife 
Service. 

Fisheries,  commercial;  regulations.  See  Fish  and 
Wildlife  Service. 

National  forests;  public  lands  in.  See  Land  Manage- 
ment Bureau. 

Public  lands  in.    See  Land  Management  Bureau. 

School  lunch  program.    See  Agriculture  Department. 

Sea  lions;  killing  of.  in  Alaskan  territory  and  waters 
permitted,  with  certain  exceptions.  See  Fish  and 
Wildlife  Service. 

ALASKA  GAME  COMMISSION: 

Regulations: 
Fur  management  areas;  Koyukuk,  Arctic  Slope,  and 

Upper  Tanana  River 1502 

Guides;  employment  and  qualifications 1501 

Licenses,  trapping  and  hunting;  resident  licenses—     1502 

Poisons;  designation  and  use 1502 

Protection  of  polar  bears  and  other  big  game  ani- 
mals; employment  of  guides.    See  Guides. 
Trapping  and  hunting,  licenses  for.    See  Licenses. 
ALASKA  RAILROAD.    See  Interior  Department. 

ALASKA  ROAD  COMMISSION.     See  Interior  Depart- 
ment. 

ALIEN  PROPERTY,  OFFICE  OF: 
German  Government,  former;  vesting  of  certain  cash 

and  personal  property  of  German  Embassy 1729 

Ve.sting  orders,  etc.: 

Copyrights : 

Hinrichs.  J.  C 1698 

Mielke.  Fred 2003 

Mitscherlich,   Alexander I  2003 

Schneider,   Lambert 2003 

Springer,  Julius;  Verlag  von 2004 

Springer-Verlag 2004 

Costs  incurred  in  court  actions  In  listed  States : 

Illinois 1907,  2102 

New  Jersey 21OI 

Dissolution  orders;  Yamanaka  and  Co..  Inc 1699 

Return  of  vested  property: 

American  Securit  Co 1 1630 

Bastianelli.  Giuseppe 1662 

Batzouroff.  Dragoi 1877 

Benguet  Consolidated  Mining  Co 1862 

Bevoort,  Cornells 1877 

Blermann.  Hlldegard  Baeck 2159 

Bousek,  Margarethe 1862 

Casse,  Marcel 2079 

Colazza,  Dr.  Giovanni - 2079 

Danel,  Pierre  Francois 2079 

De  Nobill  Cigar  Company  stock;  Italian  claim- 
ants, listed 1878 

Dekker,  Arien 2159 

Dokoutchaeff,   Helene 2079 

Edelheim,  Anna  Johanna 1940 

Esser,  Enrique  Herman 1862 

Pabriques  de  Produits  Chlmlques  de  Thann  et  de 

Mulhouse:. 2075 

Falasco,  Louisa 2080 

GentllU.  Anna  Ellssa 2159 

Graveure,  Louis 1877 

Gregorini-Bingham.  Giovanni .  1662 

Hafner.  Raoul .  1701 

Hansen,  Wllhelm,  Musik-Porlag 1877 

Hlnrichesen,  Max  and  Walter 2040 
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ALIEN  PROPERTY,  OFFICE  OF— Continued  p<^« 
Vesting  orders,  etc. — Continued 
Return  of  vested  property — Continued 

Hyney.  Adeline  B 1702 

Independent  Aluminum  Corp 2159 

Ishii,  Robert  Tadashl 2160 

Kllleen.  Edward  V— 1877 

Kohlstock,  Anna  Lulse  Blume 1878 

Kurz.  Frida  and  Hanna 2056 

Ledeboer.  Jeremlas  H 2159 

Mangen.  Selma 1862 

Newton,  Caroline  E.  and  E.  Swift 1940 

Nordlsk  Insulinlaboratorlum 1876 

Odda  Smelteverk 1702 

Pedersen,   Renate 2056 

Polek,   Emllle 1862 

Ricordl.  G.,  and  Co 1939 

Scott.  Gabriel-- _ 1877 

Scotto.   Vincent 2079 

Simooelll,  Rosa  Pratos 2040 

Soclete  des  Usines  Chlmiques 1939 

Stelner,   August 1878 

Stern,  Richard 2080 

Sternberg,  Henny  Monhelmer  and  Llselotte-Lllo-  2040 

Sugihara.  Jozo 2040 

Vallery,  Eleonore  Sohre 1877 

Van  Drainen,  Willem  Nlcolaas 2158 

Vlvler,  Felix 2079 

Weldenfeld,   Arthur 1862 

Weitzl.  Frieda 1862 

Worden,  Josephine  R 1940 

Various  Interests,  in  estates,  litigation  procedings, 
etc.: 

Abele.  Ella  M 1996 

Adloff.  Adam  II.  Frledrlch.  Heinrlch.  Ludylg  (Lud- 

wig).  Martin,  Phillip,  and  Wllhelm 2055 

Ahlers.  Ada  Jachens 1607 

Ahrens,  Lulse 1723 

Anton.  Anna  and  Rosa 1997 

Aso,  Sei 1752 

Bader.  Victoria i860 

Baldauf.  Paula  Else 2156 

Baldus,  Luise  E:milie  Marcus 1753 

Banco  Aleman  Transatlantico 1781 

Bank  of  Der  Deutschen  Arbeit  A.  O 1836 

Barbu  (Barber),  Helen 1729 

Barzen.  Katherlna  and  Wllhelm 1998 

Basler.   Catherine 2038 

Bauer,  Joseph 2157 

Baun.  "John" II  2003 

Bayerlsche  Verelnsbank 2055 

Beck.  Mary  C 1818 

Behrens,  Anna 2155 

Beidermuehle.  Lilll  (Lilly) 1842 

Belnker,  Anna 1723 

Bellmund.  Phllomena II  i860 

Bergholz.  Ella  (Ella  Emma  Hermlne) 1660 

Bergmann,  Marie  W 1817 

Bernarding.  Johann  and  Johanna 1560 

Beuttenmuller,  Carolina  and  Frederlcka 1860 

Bigelow.  Louisa  G 1660 

Bihier.  Charles  S.  (Karl) 1837 

Blrmele.  Christina 2155 

Birmelll.  Anna  Jacob , 1816 

Bi.schoff,  Ernest i608 

Bluhm.   Erich 1998 

Blum.  Albrecht,  Anna.  Babette.  Emma.  Una.  Ma- 
ria   Berta,    Melanle,    Oscar,    Richard.,    and 

Robert 1750 

Boerner.   EHla 2156 

Boese.   Albert.   Anna   Elizabeth.   Bernhard.    and 

Johannes 1842 

Boltz  (Bobka),Erna 1776 

Bracker.  Margarete 1724 

Brauning.   Marie 1723 

Brill.  Nikel    (MikeD 1560 

Brinkmann.  Heinrlch  and  Helene 1746 

Brueser,  Hlldegard 1842 

Brummel.  Henry 1701 

Buhler.  Alfred 1818 

Buscher.  Anna 1607 

Butzke.   Charlotte 1998 

Clegfeld.  Bemhardlne  Elisabeth  Helene  (Hella)«  1842 

Claussen.  Margarethe . » .  1878 

Collignon.  Arthur 1628 

Dahl  (Dohl).  Bemhardlne  (Dina) _  1842 
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Daube,  Martha -___  1700 

De  Gruyter 1628 

Decker.  Johann  (Hans)  and  Max 1700 

E>eg.  Elizabeth __ 1907 

Deutsche  Ueberseelsche  Bank  A.  G 1781 

Dlerken,  Anna,  Frieda,  Herman,  Josepha,   and 

Marie 1608 

Dorfmueller,  August  Adolph  Hubert.  Theodor 
Anton  Eugen,  and  Wllhelm  Herman  Heinrlch 

(Heinz) 1842 

Dreyfuss.  Ludwlg 1777 

Drucklieb,  Elizabeth  Hahn  and  Karl  Alfred 1775 

Dunz.  Barabara 2053 

Elfert,  Dorothee  Elise  Maria 1750 

Emmerllng.  Anna  Maria.  Arthur  Franz  Johann, 
Caspar.  Christine.  Franz.  Franz  Frledrlch, 
Franz  Hermann,  Frledrlch  Wllhelm,  Gustav 
Eduard,  Joseph  (Josef).  Karl  Willi  Frledrlch. 
Klara  Sophia  Maria,  Paul,  Rolf  Georg,  and 

Wllhelm 1842 

Engel.  Margarete 1562 

Erhart.  Clara  (Clara  Erhart  von  Truck.«esa) 1658 

Ernst.  Emml ^  1723 

Erny,  Elisabeth  M 2076 

Euzensberger  (Enzensberger),  Lidwlna 1860 

Ewert.  Otto 1750 

Exner.  Johanna  Guettler 1560 

Exner.  Tlshlarln  Anna 1841 

Peiggs.   Clara 1608 

Felber.  Gabrlelle  Margot 1610 

Fieseler.  Adolph 1775 

Fischer,  Bettina 1816 

Fischer  (Fisher).  Walberga 1860 

Fisseler.  Adelheid  and  Christian 1775 

Forstmann,  Gustav 1629 

Fosdlck.  Alice  G 2038 

Prey.  Frederick  and  Julius 1861 

Fuchs.  Caroline 1747 

Fuerchtenlcht.  Anton 1776 

Fuerst.   Margaretha 1506 

Gann.  Pauline 1754 

Ganter.  Camilla 2038 

Gehm.  Frieda  R 1T53 

Geiger.  M.  Kleopha j 1860 

German  Government,  former;  cash  and  personal 

property  of  German  Embassy 1729 

Gerstenberg,  Aage 1908 

Gesellschaft    Zur   Vorbereitimg   Des   Deutschen 

Volkswagens 1999 

Glas.s.  Grete 1909 

Gloeckler.  Josefine 1747 

Godecke  (Goedecke).  Lena 1999 

Goebbels.  Paul  Joseph 1730 

Goerner,  Johanna  P.  C 1908 

Gothner.  Dorothea 1723 

Goudard,  Maurice 1908 

Graf,  Adele 1748 

Gralchen,  Ernest  K 1700 

Grlesser,  Richard 2127 

Gri.swold,  F.  Gray 1723 

Grolle,  Erna 1723 

Grond.  Agnas,  Franz,  Joseph,  Klemens,  Merle, 

Plus,  and  Robert 1841 

Gsellius 1628 

Guettler.  Emma.  Heinz  Georg,  and  Karl  Ouenther  1560 

Haberkorn.  Elisabeth 1816 

Hackenmuller.  Ida 1841 

Haehnlein.  Katharlna 1506 

Harder.  Josefa  Sinz 2080 

Hartmann,  LIssette 2053 

Hartmann.  Maria 1842 

Hatakaeyama.  Klkujl 2075 

Hatashlta.  Choichiro  (H.  C.)   (HJnry)___^ 1659 

Helntz.  Catherine  and  Theresa 1775 

Heinz.   Ignatz 2054 

Helnzelmann  (Helntzelmann),  Thusnelde  (Thus- 

nelda) 1780 

Hellmann,  Lulse  (Louise) 1700 

Hellmann,  Paul  and  Richard 1700.  1997 

Helm.  Maria _ __  2101 

Helmbrecht.  Fanny 1660 

Henke,  Johanna 2053 
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Hensen,   Hedwig 1342 

Herkommer,  Clara ~SS_  igeo 

Herold.  Katherine  Prey igei 

Herrling.   Rose 22"  2003 

Herziger,  Agnes II  1342 

Hesslinger.  Fanny.  Prank,  and  Sophie— IIIII'""     1780 

Heyl,  Elizabeth  (Elisabeth) I"     156I 

Himmler,  Auguste  A 2156 

Hoellmueller,  Lulse III"     1629 

Hoclschermann.   Frledhelm 2122  1723 

Hofling.  Ellen  Veronica 1775 

Hofstetter,  Ernest,  Oswald,  and  Otto "I"     1816 

Horn,  Margarete 1750 

Horstmann.  Arthur,  Ella,  and  Irma II'IIIII    1778 

Hulssel,  Paul . ~~    1999 

Huth.  Kari;  Maria,  and  Peter IIH""'"'"     1550 

Ikegaml  (Nawa>.  Bun 2156 

Imamoto,  Mrs.  Hisano III_I~~     1753 

Jachens.  Dlederlch  and  John  H 22.2221  1607 

Jacob.  Christina.  Eduard.  and  Otto I~~"    18I6 

Jakob.  Albert  and  Magdelana II    1724 

Jockel.  Johanna 2222~2    1724 

Johnson.  Henry  M 2128 

Jost,  Elfrleda  Bllnn IIIIIIIIIIIIIIIII'     1861 

Jost.  Maria  (Marie)  Roemer IIII"    2055 

Jutzler,  Anna  Roemer 2055 

Kallhardt.  Elizabeth  W ...2222221"    1906 

Kanal.  Kunzo _  2157 

Kastl,   Martha I.II.II        1341 

Kawaoka,  Sachiko 1751 

Kawaoka,  Shuichl. I.IIiri751.  2076 

Kawaoka.  Yoshlakl 2157 

Kawashima,  Klngoro IIIIII  1833 

Kayser,  Johanna i842 

Kayser    Maria... _ 2221212:22     1506 

Keller.  Liza o  jg^g 

Keller,   Louisa 222  I    1753 

Kellermann,  Wilma i74fi 

Kllgu-s.*El.se  M I.IIir 1754 

Kirchbach,    Martha I"  2156 

Kistemaker,  Augusta  (Auguste) IIII  1561 

Kitazawa  and  Co.,  Ltd 1629 

Kltagawa.   Wataru IIIIIII        I     1630 

Kitaoka,   Henry IIIII  '_     2157 

Kling,  Karoline "H       I         I"     jgog 

Klingler,  Margarethe  Charlotte  Eugenlelllll  2158 

Klueter,   Anna 1842 

Klunder,  Wllhelm ""2212122""""    1876 

Knlttel,  Andreas.  Clemens   (Klement) ,' Johann 

Ludwlg.  and  Peter i860 

Knoedel  (Knodel),  Emma IIIII    1661 

Knust.  Johanna H'l     i842 

Kobert.  Wilhelmine  Auguste "IIIIII  1750 

Koch.  Paula 2222222"    2053 

Koebele.  Emilia  Buhler "III  I  I8I6 

Kohler,  William  Bruno 20OO 

Kohlmann,  Anna.  Frledrlch,  and  Hermannllllll    2055 

Komaki,  Taketora 1725 

Konltzky.   Lily 1747 

Koster,   Else _ IIIIIIIir2076.  2078 

Koster,  Paul 2078 

Kraft.  Eugen  and  Friedrich...  I  i609 

Krause.  Charles  L '  I     1841 

Krebs.  Ernest.  Ernest  August.  FrfedVlchl  PrledrFch 
Paul  August,  Jdrn,  Karl  Dieter,  Kurt,  Maren, 

and  Wllhelm _      1723 

Krleger,   Kathlnka 2222212221"    "    1658 

Krotz,  Gertrude I  18I6 

Krugel,  Lothar "1111.11111.22222222     2000 

Kugclmann,  Josepha  Vogler.  _      _        ~  i860 

Kuhl.Otto.  etal 2055 

Kunker.  Frledrlch,  Heinrlch,  and  Wirhelmllllll     1723 

Kurata.   Shizuko 1748 

La  Croix.  Agne.-? IHH  ""'     1341 

Lange.    Arno,    Ernst   Friedrich.    Ewald    Frieda" 

Heinrlch  Albin,  Max.  Paul,  and  Paul  Otto-..I  2156 

Langendorfer.  Carolina ___  2053 

Lautz.  Karl       "  2039 

Lerf.  Veronika _    _      _  i860 

Le.scow,  Frida _  '    "  I  1723 

Lr^vinper,  Alfred "I  2102 

Lfchtcnfcis,  Ida  end  William 21222J21212Z2Z1Z2Z  1723 


ALIEN  PROPERTY,  OFFICE  OF— Continued  Page 

Vesting  orders,  etc.— Continued 
Various  Interests,  In  estates,  litigation  proceedings 
etc. — Continued.  * 

Lobusch  (Lobiish),Karl __  1776 

LocatelU.  Ermlnia IIII..~II  1908 

Lorenzen.  Crlstoph,  Margaret,  Peter  C."and"Peter 

Heinrlch jn^g 

Lowrey.  Dwlght  M r-ITr""!      "'     i860 

Ludwig,  Frida ""I  "     i3gQ 

Lueckhoff,  Louise I~I  1533 

Luig.  Anton 222.22  1842 

Maehl,  Anna IIIIIIII  2055 

Maler,  Eva  and  Stephanie I"IIIII~II~I~~~     1725 

Maier,  Lioba I  jgjg 

Mannheim,    Mayor    (Burgomeister)    of.    Qrand 

Duchy  of  Baden __     1777 

Mannheimer,  Paula  L II~I  igog 

Marbe,  Maria  Kohlmann II  20'^5 

Martin.  Paul I  jg42 

Martmann.  Erna,  Ernst,  and  Ludwlg'II  17*^3 

Mathes.  Hedwig "    ~~    2156 

Mattmueller,   Rosa 1111111111"     I8I6 

Mayer,  Andreas.  George  Otto,  ignaz"('lgnazius")I 
Johann,  Josef  Georg,  Joseph,  Josepha  Kres- 
zenzla,    Nlkoaus,   Veronika,    Walberga,    and 

Wllhelmlna j86o 

Maxmilllan,  Ludwig,  Unlverslt&t ___""" I  2076 

Melnlger,  Fritz _  ~     1775 

Menker,  Anna  Marl 222222  2127 

Merkle,  August 1725 

Meyer.  George  H.  Conrad II__"I~~"I  1746 

Miller  (Muller),  Gretchen 1659 

Miller,  Ida I     2038 

Miltenberger,  Mathilda "_.  2039 

Minch(s)   (Minx),  Erich IIIIIII    2053 

Mlyazawa,  Sumeru  and  Tsuneo 1777 

Mizukaml.  T.  (Tadayoshl)   (Tayayorl) '    2158 

Mizutani,  Elena 1729 

Mizutanl.  T 22222.1  1562 

Moeck.   "Mary" 1111 -.2222. 22222"    2003 

Mohlau.  Egbert "S...~S-S"SS.     1608 

Mohr.  Paul  Johann " I     I"     2054 

Morishita.  Ko  (Koo) III HI  I     i84i 

Morton.   Marcus   Jr """  I6O8 

Muller,  Charlotte I_I_II~I  i860 

Muller.  Frieda  and  Hermann I-IIIIIIIIII     1725 

Muller,  Juergen  J.  V..  and  Rosle  Hutzler "    2102 

Murakami,  Alice  Klyoko,  Ishu,  Mary^Yayoko,  and 

Robert  Eiichi 1506 

Murakami.   Fusako .11      1~     1838 

Murol,  Tsujio ~_1_  2158 

Nakayama.  Yemlko " IIII     1839 

Nao,  Koto II  "I         1777 

Neuenfeldt,  Anna,  Emll,  and  GustavIIIIIIIII  I"    2053 
Neuhaus,  Maria  Martha  and  Therese  (Theresla)^  "     1842 

Niendink,   Georg _       1723 

Nlshimura.  Klsaku III"!  I     1842 

Nomura  Jimusho H  2000 

Nord-Deutsche  Insurance  Co "I  17«S2 

Nord-Deutsche  Verslcherungs-Geseflschaft.IIIII     1752 

Nordhoff-Jung,  Sofie  A 2076 

Nordmann,   Heinrlch IIII"  '     1746 

Ohse,  C.  Hermann  and  Flora _        I         I839 

Okamoto.  Hisajiro  and  Mitsu ___  ~_"     1726 

Okano,   Riyoshin _       "    2154 

Opperman.  Marianna IIIIIIII.IIII"     2155 

Oshima,  Masao I      H  ~     1859 

Ostermeier.  Joseph IIIIIIII"  1~~     "    2053 

Oswald.  Katharina  and  Richard IIII~_I  1908 

Pangrantz,   George _  1725 

Panne,  Tonl  (Antonia) IIIIIIIIIIIIIII"     1842 

Peter,  Maria IIII.I     2039 

Peters,  Edward  Gunther 11111    2039 

Pfaffman.  Gertrude IIIIII     1729 

Pfeififer,  Gustavus  A _I._I_"I'     1561 

Pfeutzenreuter,  Bertha 2001 

^       Plcard,  Frederick  Wllhelm  Otto-._IIIIIIIIIIIII     1876 

Pieroni,  Amedeo 1909 

Plassman,  Maria  Theresla IIIII     1842 

Poen.<;gen,  Wilhelmine I"     1723 

Pohanka,  Olga "H    1909 

Pommerenke,  Pauline- I_.I     1751 

Porath,  Gertrud H"     1778 

Pressprich,  Reginald  W 2.1.-2    1610 
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Prufer,  Ernst.  Frederick  Gustav,  Fritz,  Gerhard. 

and  Margarete 2075 

Quast.  Franziska 1842 

Reichensperger,  Adolph,  Herman,  and  Joseph 1816 

Reichl.  Karl 1729 

Reuter,  Christian.  Christoph,  and  Fred.— 2053 

Riepe.  Wilhelmine 1723 

Ritz,  Adolf  Jakob,  Anton  Jakob.  Emilie,  and  John.  1816 

Robert.  Ida.  John  E..  and  Louise 1609 

Roemer.  Wilhelm 2055 

Roemer-Bleser.  Pauline 2055 

Roemer-Hochstein.   Dorothea 2055 

Roemer-Weinerth.  Frieda 2055 

Roil.   Bertha 1726 

Romer,  Hannah  W 1906 

Roos.   Fritz 1778 

Rosengarten.  Elizabeth  and  Hermina 2128 

Rosskopf.  Margaretha 2002 

Rowold.  Agnes 1561 

Rueffer.  Anna 1748 

Ruoff.  Hermann   (Franz  Hermann) 2077 

Saegusa.  Eileen  and  M 2001 

Sakal.  Fujie  and  Rev.  Kunisuke 1726 

Sakurai.  Sammy  Takaichi _*  1781 

Sasada.   Kazuo 1780 

Sasaki.  Hatsuko  and  Tokuichi 1727.  1754 

Schacht.  Carl 2001 

Schade.  Arthur.  WUli.  William,  and  Walter 1778 

Schaefer,  Henry 1661 

Schaible.  Pauline— - 1609 

Schanz,  Else 1700 

Schlegel.  Maria  B 1658 

Schmid.  Theresa I860 

Schmidt.  Carl.  Heinrich  (Henry).  Theodor.  and 

Wilhelm -  2155 

Schmidt.  Helene  and  Marie  Emma 2054 

Schmilnik.   Christina 1842 

Schneider.  Armin.  Guenther.  Juergen.  and  Wil- 
helm    1609 

Schneider,  John  A 1506 

Schneider,  Olga 2156 

Schneucker,  August  and  Heinrich 1659 

Schoenbeck.  Germany;  City  of 1700 

Schoeneich,  Ernst  and  Frieda 1662 

Schoettle.  Heinrich.  Luise,  and  Wilhelm 1609 

Scholz.  C.  Hermann 1749 

Schraufstetter.  Frank.  John,  and  Martin 2053 

Schrldde.  Berta 2155 

Schroeder.  Augusta  Fredericka  Charlotte 1723 

Schroeder.  Hermann  Christian  Bernhard  and  Ru- 
dolf   1842 

Schroeter.  Olga  Kluftinger 1561 

Schuetz.  Maria 1842 

Schulz.  Louis  August  Karl  and  Wilhelm  Frederich 

Albert 1750 

Schuschied.  Margareta 2053 

SchUtzeberg.  Charlotte 1723 

Schwarz.  Henry  F 1562 

Schwedler.  Rudolf ^ 1749 

Schweers.  Wilhelmina 1746 

Sedlmayr.  Anton 1727 

Seelis.  Ernst 1729 

Selbt.  Luise 1723 

Senft.   Frieda 2038 

Settele.  Litwina  Knittel I860 

Shuster.  Gertrude  E 1817 

Simon.  Emml 2054 

Simon.  Maria 1841 

Singer.  Rosa 1840 

Sinz,  Heinrich  and  Karl —  2080 

Sitt,  Paul 1816 

SlatteiT.  Rudolf  Udo 2038 

Spaeth.  Harriott  Reynolds 1817 

Spitzfaden.   Minna 1859 

Stadter,  Agnes 1^18 

Stahmann.  Frieda — 1746 

Stapf.   Anna  Maria   Ruth.  Jacob,  and  Vorbert 

Ji  kob 2055 

Starazdk   Gertrud 1778 

Stavenow.  Elisabeth  Maria  Auguste 1750 

Stcinberti.  Agnes 1842 

Steininger,  Frida,  Karl  Frledrlch.  and  Michael—  1609 


ALIEN  PROPERTY,  OFFICE  OF— Continued  *"8« 
Vesting  ordeis.  etc. — Continued 
Various  interests,  in  estates,  litigation  proceedings, 
etc. — Continued 

Stenzcl.  William  Fred 1560 

Slieltjes.  Frederik  Hendrik 1909 

Stoltze.  Erna  M 1775 

StrathoCf.   Dorothea 17?3 

Stroehl.  Magdalena 1727 

Stueven.  Claus  R.  and  Elizabeth 1997 

Sudmann,   Anna 1746 

Suzuki.  Mrs.  Hana 1780 

Swoyer.  Valerie  Gertrud 1861 

Takahata.  Masami 2080 

Taketa.     Gosaku     tRoy>.     Kazuye.     Kurahachi. 

Ryugi,  Yachiye.  and  Yukiye 1728 

Takumiyo,  Rev.  S 2155 

Tani.sako.  Saburo 1838 

Tegetmeier.  Alice  Marie 1610 

Thorleuchter.   Ernst 2038 

Tschechne,  Emma 2054 

Tump.  Elisabeth 1842 

Uyeda.  Kiyome  and  Seitaro 1778 

Uyeno.  Miyo 2102 

Vanselow.  Martha  Minch(s)   (Minx) 2053 

Vetter.  Armin  iFred) 1609 

Vogler.  Theobald 1860 

Voigt.  Therese 1750 

Von  Borstel,  Maria 1561 

Von  Campe,  Otto  (Jo.seph  Carl  Hermann) 1660 

Von  Donnersmark,  Countess  Lili--«r 1723 

Von  Dziembowski.   Constantin.   Elizabeth  Julie. 

and  Max 1723 

Von  Eltz.  Kuno __.  2001 

Von  Flotow.  Hans 1939 

Von  Hardenberg.  Adehlheidt  (Adelaide)  Augusta 

Nina  Edwina  and  Count  Rudolf 1660 

Von  Wengersky.  Erma  drmgard)  Stella 1660 

Vorsitzender  de  Handelskammer,  City  of  Mann- 
helm.  Grand  Duchy  of  Baden 1777 

Wackershauser.   Magdalena 2053 

Wada.  Koichlro— 1749 

Wagner,   Albine t 1750 

Wainer,  Emil  and  Franz 1560 

Wakamatsu.  Kanemasa 1778 

Walber.  Dieter.  Emma  Wilhelmine,  Ernst  Alfred. 

and  Hans 1700 

Ward.  Henry  DeC.  and  Marian  DeC 1608 

Webbling.  Henry__ 1608 

Weber.  Herta 1560 

Weber.  Karl  Richard _ 2156 

Weber.  Walter  (Walther  Hermann) 2002 

Wehrkamp.  Albert,  Ern.st.  Frieda,  Friedrich,  Her- 
mann. Ludwig.  Marie,  and  Wilhelm 1723 

Welde.   Berta 2053 

Weiss.  Gertrude 2076 

Wekenmann.  Emma  Frey 1861 

We.stphal.   Mina 1776 

Wienke.  George  and  Heinrich 1723 

Wilhelm.  Elizabeth 1659 

Wilhelml.  Charlotte 1723 

Wilke.  Marie 1608 

Wilken,  Gertrude 2002 

Wilkens.  Christian 1906 

Wilkens.  Frances  E 1818 

Wilier.  Carl-__ 2002 

Wilson.  James  C 1906 

Windhorst.  Anna —  174S 

Wipfler.  Karolina  and  Sofle 1816 

Wix.  Wilhelm 1842 

Wolf.  Ernest  and  Karl  (Carl) 1776 

Wolflnger.  Maria  ^Marie) 1609 

Wolter.  Ferdinand  C.  and  Matilda 2053 

Wrocklage.  Arnold,  Else.  Heinz,  Walter,  Werner, 

and  Willie  (Willy) 1842 

Wuestner.  0.sbert  E 1728 

Yamada.  Tomlzo.__ 17?8 

Yamamoto.  Seize 1837 

Yamanaka.  T.  J.  (Jlnjura) 1562 

Yanagihara,  Kichitaro — ---  1779 

Yasuda,  Hiranorl 1859 

Yesawa.   Shichinosuke 1779 

Yost.  ElLsa 1659 

Yasunaka.  Cheyo 177J 

Zeller.  Wilhelm — 1506 


INDEX,  APRIL  1949 


ALIEN  PROPERTY,  OFFICE  OF— Continued  P*8« 

Vesting  orders,  etc. — Continued 
Various  interests.  In  estates,  litigation  proceedings, 
etc. — Continued 
Ziegfeld,   Arnold  HiUen  and  Florenz  Frledrick 

Carl 1861 

Ziegler,  Kurt- 1752 

Zum  Felde.  Emma 1723 

ALIENS: 

Employees  of  Panama  Canal  and  Panama  Railroad 
Company.    Sec  Panama  Canal. 

Immigration  regulations.  See  Immigration  and  Nat- 
uralization Service. 

Property  of;  vesting  orders,  etc.,  respecting.  See 
Alien  Property,  Office  of;  Philippine  Allen  Prop- 
erty Administration. 

ANIMAL  INDUSTRY  BUREAU: 

Regulations;  imix)rtation  of  livestock  into  United 
States  (except  from  Mexico) ,  inspection  and  quar- 
antine of  cattle  from  Canada 1665 

ANTI-TRUST  LAWS.  Immunity  from,  upon  approval 
by  Attorney  General  of  certain  voluntary  plans  for 
allocation  of  steel  for  requirements  of  various  in- 
dustries.   See  Commerce  Department. 

ARMED  FORCES  OF  UNITED  STATES: 

See  also  National  MiUtary  E.stablishment. 

Clothing  allowances  to  enlisted  men.  authority  to  pre- 
scribe; Executive  order  respecting.  See  Presiden- 
tial documents. 

Transportation  of  household  poodsof  members  of  var- 
ious services,  regulations  governing;  Executive 
order  respecting.    See  Presidential  documents. 

Veteran.";.     See  Veterans. 

ARMY  DEPARTMENT: 

See  Engineers.  Corps  of. 

Aircraft  danger  areas  over  military  reservations,  etc., 
In  various  States;  designation  by  Civil  Aeronautics 
Board   in   coordination   with   Army.     See   main 
heading  Civil  Aeronautics  Board. 
Civil  Affairs  Division;  Military  Government  for  Ger- 
many, export-import  information.    See  Germany. 
Executive  orders  affecting.    See  main  heading  Presi- 
dential documents. 
Functions : 
Procurement,  performed  by  Army  for  Air  Force; 
Interim    statement,    regulations.      See    main 
heading  Air  Force  Department. 
Transfer  of  certain  functions  to  Air  Force  Depart- 
ment;  orders  by  Secretary  of  Defense.     See 
main  heading  National  Military  Establishment. 
Germany,  Military  Government  for;   export-import 
Information,  instructions  and  memoranda  issued 

by  Joint  Export-Import  Agency 1828,  2150 

Lands,  public,  withdrawn  for  use  of  Department.    See 

main  fieading  Land  Management  Bureau. 
Military  Government  for  Germany;  export-import  in- 
formation.   See  Germany. 
National  Guard  regulations.    See  Regulations,  below. 
Organization,  functions  and  procedures;  Civil  Affairs 
Division.  Military  Government  for  Germany,  ex- 
port-import information.    See  Germany. 
Personnel : 
Clothing  allowances  to  enlisted  men,  authority  of 
Secretary  of  Defense  to  prescribe;  Executive 
order  respecting.    See  m.ain  heading  Presiden- 
tial document.":. 
Regulations  respecting.    See  Regulations,  below. 
Transportation  of  household  goods  of  members  of 
service,  regulations  governing;  Executive  order 
respecting.    See  main  heading  Presidential  doc- 
uments. 
Regulations: 
Accounts.    See  Claims  and  accounts. 
Claims  and  accounts: 
Claims  again.":t  United  States,  claims  for  damage 
to  or  loss  or  destruction  of  property,  or  for 
personal  Injury  or  death.  Incident  to  non- 
combat  activities;  claims  of  or  pertaining  to 
military    personnel    or    civilian    employees. 

"   property  claims  (exceptions^ 1892 

Gratuity  upon  death;  payment 1767 

Payment  of  bills  and  accounts,  payment  of  trans- 
portation accounts;  by  whom  paid,  within 
continental  limits  of  United  States 1847 


ARMY  DEPARTMENT— Continued  P^se 

Regulations — Continued 
National  Guard  and  State  Guard;  National  Guard 
regulations,  commissioned  officers: 
Examination : 

Determination  of  general  qualifications 1922 

Professional  examination : 

Evidence  of  graduation  from  high  school  or 
higher  educational  institution  or  equiva- 
lent      1922 

For  general  officers 1922 

Scope 1922 

..^   Federal  recognition: 
Persons  eligible: 

Continuing  procurement 1922 

Initial  procurement,  from  warrant  officers, 
aviation  cadets  and  enlisted  men;  former 

aviation   cadets 1922 

Requirements  for: 

Age.  for  continued  recognition 1922 

Chaplain 1922 

Termination   of 1922 

Withdrawal  of 1922 

Officers  of  National  Guard  of  United  States;  au- 
thorized  grades 1922 

Waivers;  waiver  of  age  limitations 1922 

Organized  resen'es.    See  Reserves. 
Personnel : 
Discharge  or  separation  from  service:  discharge 

because  of  minority,  application  of  laws 1499 

Former   personnel;    representative    activities   of 

former  departmental  personnel 1847. 1928 

Redesignation  of  part  and  section 1928 

Procurement : 
Armed   services  procurement   regulations;   joint 
regulations  of  armed  forces.    See  main  head-     ^ 
ing  National  Military  Establishment. 
Interim  statement  (bid  invitations  and  functions 
performed  by  Army  for  Air  Force).    See  Air 
Force  Department. 
Joint  procurement  regulations: 
Advertising,  formal: 
In  newspapers: 

Authority 2139 

Forms 2139 

Invitations  for  bids: 

Distribution  of  abstracts  of  bids 1677 

Distribution  of  invitations  for  bids 1677 

Mistakes  in  bids;  failure  to  submit  satis- 
factory evidence 2085 

Contracts,  authority  to  make  awards  and  con- 
tracts; statement  and  certificate  of  award. 

mistake  in  bid 2085 

Labor: 
Eight-hour  Law  of  1912;  premium  wage  com- 
pensation      2085 

Air  Force  Department 2085 

Army  Department 2085 

Walsh-Healey  Public  Contracts  Act: 
Interpretations  not  found  in  publications 

furnished  contracting  officer 2085 

Posters,  furnishing  of 167T 

Negotiated  purchases,  purchase  authorizations ; 
standardization     and     interchangeability, 

limitation 2085 

Procurement  policies,  general   procedural  re- 
quirements; Army  Department,  fraud  and 
criminal  conduct   (preliminary  reports)-.     2085 
Renegotiation,  military;  joint  regulations  of  armed 
forces.    See  main  heading  National  Military 
Establishment. 
Reserves,    organized;    Reserve    Officers'    Training 
Corps,  administration  and  training  (training  of 

students  Ineligible  for  enrollment) 1677 

Transfer  to  Air  Force  Department  of  certain  func- 
tions; orders  by  Secretary  of  Defense.  See  main 
heading  National  Military  Establishment. 

ATOMIC  ENERGY  COMMISSION: 

Federal  Power  Commission  hearing  respecting  Ea.st 
Tennessee  Natural  Gas  Co.  and  Tennessee  Grs 
Transmission  Co.  supplying  natural  gas  service  to 
Atomic  Energy  Commission  at  Oak  Ridge,  Ten- 
nessee. See  main  heading  Federal  Power  Com- 
mission. 
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ATOMIC  ENERGY  COMMISSION— ConHnued 

Steel,  voluntary  plan  for  allocation  of,  for  natural 
gas  pipe  line  to  Atomic  Energy  Commission  plant. 
See  main  heading  Commerce  Department. 
ATTORNEY  GENERAL,    See  Justice  Department. 

B 

BANKS:  ^     . 

Counterfeit  coins,  securities,  etc.;  delivery  by  Danits 

to  Treasury  Department  through  Secret  Service. 

See  Trea-sury  Department. 

Federal  reserve  banks.    See  Federal  Reserve  System. 

BLIND  PERSONS ;  employment  in  sheltered  workshops. 

See  Wage  and  Hour  Division, 
BOARDS.    See  Committees,  boards,  etc. 
BRIDGE  REGULATIONS.     See  Engineers.  Corps  of. 
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CANADA: 

Customs  regulations  respecting  withdrawal  of  sup- 
plies for  Canadian  war  vessels.     See  Customs 
Bureau. 
Importation  of  livestock  from ;  regulations  respecting. 

See  Animal  Industry  Bureau. 
Mail  to ;  postal  regulations  respecting.    See  Post  Office 
Department. 
CANAL  ZONE  REGULATIONS.     See  Panama  Canal. 
CHILD  HEALTH  DAY.  1949;  proclamation  respecting. 
See  Presidential  documents. 

CIVIL  AERONAUTICS  ADMINISTRATION: 

Organization;  administrative  offices.  Office  of  Avia- 
tion Development 1809 

Regulations;  air  navigation,  airspace  designations: 

Designation  of  civil  airways 1487 

Designation  of  control  areas,  control  zones  and  re- 
porting points:  control  zones 1487 

Steel  and  products  for  requirements  of  Federal  aero- 
nautical agencies,  voluntary  plan  for  allocation 
of.    See  vmin  heading  Conmierce  Department. 

CIVIL  AERONAUTICS  BOARD: 

Air  carriers: 

Accounts,  records  and  reports.    See  Economic  reg- 
ulations. 
Airworthiness.    See  Civil  air  regulations. 
Clas.siflcations.  etc.    See  Economic  regulations. 
Navigation  and  operations.    See  Civil  air  regula- 
tions. 
Tariffs.    See  Economic  regulations. 
Civil  air  regulations: 
Air  navigation: 
Air  traffic  rules: 

Danger  areas.    See  General  flight  rules. 
Definitions: 

Expected  approach  time 1488 

Plight  time,  proposed  rule  making 1545, 1549 

Pilot  in  command,  proposed  rule  making.  1545, 1549 

General;  scope,  operation  over  high  seas 1486 

General  flight  rules  (GPR)  : 
Aircraft  lights;  international  visual  distress 

*  and  urgency  signals  (note) 1486 

Airspace  restricted  areas;  danger  areas  (CAA 
rules  >  over  Army.  Navy,  and  Air  Force 
Installations  in  various  States,  designa- 
tion  of 1913 

Instrument  flight  rules  (IFR) : 

IPR  flight  plan I486 

Radio  failure I486 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period,  pro- 
posed rule  making 2047 

Aircraft  accidents  and  missing  aircraft,  notice  and 

reports  of 1516 

Danger  areas.    See  Air  traffic  rules. 
Scheduled  air  carrier  rules: 
Airmen : 
Pilot  technique  maintenance;  responsibility 

of  operator,  proposed  rule  making. _  1545,  1550 
Second  pilot;  logging  flight  time,  proposed 

rule  making 1545,  1550 

Definitions;  proposed  rule  making 1545,  1549 

Editorial  changes,  substitution  of  words  "cate- 
gory" and  "type";  proposed  rule  making-  1545. 1549 


CIVIL  AERONAUTICS  BOARD— Continued 

Civil  air  regulation.s — Continued 
Air  navigation— Continued 
Scheduled  air  carrier  rules — Continued 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period,  pro- 

IMsed  rule  making 2047 

Single-engine  and  nontransport  type  aircraft, 
scheduled  air  transportation  of  air  passen- 
gers In;  proposed  rule  making 2093 

Airworthiness  certificates;  accidents,  deletion 1486 

Certificates  and  ratings,  airmen  and  air  agencies: 
Airmen:  ^,_     ^ 

Air  traffic  control-tower  operator  certificates, 
character    of    ratings;    qualifications    for 
Junior  rating,  proposed  rule  making.-  1545,  1548 
Airline  transport  pilot  rating: 
Airline  transport  pilot  competency  certificate: 
Existing  aircraft  ratings: 
Aircraft  rating;  proposed  rule  making-.    1545, 

1547 


Editorial  changes,  substitution  of  words 
"category",    "type",   etc.;    proposed 

rule  making 1545,  1547 

Issuance;  Instruction  In  air  transportation 
service,  editorial  changes,  substitution     • 
of  words  "aircraft  of  a  category,  type", 

etc.;  proposed  rule  making 1545,  1547 

Definitions;  proposed  rule  making 1545,  1548 

Editorial    changes,    substitution    of    words 
"category"  "type",  etc.;   proposed   rule 

making..* - 1545,  1547 

Examinations  and  tests: 
Airplane  class  and  type  rating;  proposed 

rule  making 1545.  1547 

Type  rating;  proposed  rule  making.-  1545,  1547 
Multiple  airplane  class  and  horsepower 

ratings;  rescission,  proposed —  1545,  1547 
Minimum  requirements: 
Aeronautical    experience;     proposed    rule 

making 1545.  1547 

Aeronautical    knowledge;    proposed    rule 

making 1545,  1547 

-      Aeronautical  skill: 

Editorial  changes,  deletion  of  "in  solo 

flight";  proposed  rule  making..  1545,  1547 
Emergency  maneuvers  (spirals,  side  slips. 

etc.) ;  proposed  rule  making 1545.  1547 

Radio  skill;  proposed  rule  making.—  1545,  1547 
Pilot  regulations: 
Log-books: 

Contents;  proposed  rule  making 1545.  1548 

Logging  of  pilot  flight  time;  editorial 
changes,  substitution  of  phrase 
"flight  time  as  pilot  in  command", 

proposed  rule  making 1545,  1548 

Recent  experience  requirements: 
Instrument  flight;  proposed  rule  mak- 
ing  1545,  1548 

Passenger  flight  (day  and  night);  pro- 
posed rule  making 1545,  1547 

Without  passengers;  rescission,  pro- 
posed   1545.    1547 

Plight  engineer  certificates: 

Definitions;  proposed  rule  making 1545,  1548 

Requirements  for  certificate;  experience,  pro- 
posed rule  making 1545,  1548 

Personnel  licensing  standards;  proposed  rule 

making 1545 

Pilot  certificates: 

Aircraft,  fiight  Instructors,  and  Instrument 
ratings: 
Aircraft  rating  competence: 

Aircraft    type    ratings;    proposed    rule 

making 1545.  1546 

Proposed  rule  making 1545,  1547.  1709 

Instrument  rating: 

Experience;  proposed  rule  making.-  1545.  1547 
Knowledge;  proposed  rule  making.-  1545,  1547 
Certification  rules,  military  competence;  air- 
craft category  cla.ss,  and  type  ratings 
based  on  military  competence,  proposed 

rule  making 1545,  1547 

Commercial  pilot  rating: 
Aeronautical  experience:  powered  aircraft. 

proposed  rule  making 1545, 1546 
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CIVIL  AERONAUTICS  BOARD— Continued  Pago 

Civil  air  regulations — Continued 

Certificates  and  ratings,  airmen  and  air  agencies 

Continued 
Airmen — Continued 
Pilot  certificates — Continued 
Commercial  pilot  rating— Continued 
Aeronautical  skill;  powered  aircraft,  pro- 
posed rule  making 1709 

Definitions;  proposed  rule  making 1545,  1547 

Editorial    changes,    substitution    of    words 
"category"  "type,"   etc.;   proposed   rule 

making 1545^  1546 

Pilot  certificate  and  ratings;  Issuance,  pro- 
posed rulemaking 1545  1546 

Private  pilot  rating: 
Aeronautical  experience;  powered  aircraft, 

proposed  rule  making 1709 

Aeronautical  skill;  powered  aircraft,  partial 

rescission,  proposed 1709 

Danger  areas,  over  military,  etc.,  Installations,  in 

various  States,  designation 1913 

International  Civil  Aviation,  Convention  on.  Annex 
1,  "Standards  and  recommended  practices  for 

personnel  licensing,"  implementation  of 1545 

Nontransport  type  aircraft,  single-engine  or  multi- 
engine,  scheduled  air  transportation  of  air  pas- 
sengers in;  proposed  rule  making 2093 

Operation  rules: 
Air  carriers: 
Foreign  air  carriers : 
Aircraft  airworthiness,  editorial  changes,  sub- 
stitution of  word  "type";  proposed  rule 

making 1545   i54y 

Definitions;  proposed  rule  making 1545  1549 

Operating  certification : 

Definitions;  proposed  rule  making 1545,  1548 

Editorial  changes,  substitution  of  words 
"type",  "flight  time  as  pilot  In  command"; 

proposed  rule  making 1545.  1548 

Long  distance  domestic  flights  at  certain  alti- 
tudes; extension  of  effective  period,  pro- 
posed rule  making 2047 

Single  engine  and  non-transport  type  air- 
craft,  scheduled   air   transportation  of 

pas.sengers  in;  proposed  rule  making 2093 

Scheduled  operations  outside  continental 
United  States,  certification  and  operations 
rules: 

Cargo  operation  rules;  definitions  of  type  and 

category,  proposed  rule  making 1545. 1548 

Editorial     changes,     substitution     of     word 

"type";  proposed  rule  making 1545  1549 

General  operation  rules: 

Deflnltions;  proposed  rule  making 1545,  1549 

Editorial  changes,  substitution  of  words  "cate- 
gory", "type",  etc.;  proposed  rule  making..  1545, 

T».,  ^      ,  1549 

Pilot  rules  (general) : 

Logging  of  flight  time;  private  and  commer- 
cial, proposed  rule  making 1545,  1549 

Pilot  logbooks:  proposed  rule  making. _.  1545,  1549 
Private   and  commercial  pilot  privileges  and 
limitations: 
Flight  Instruction  limitations;  endorsement 
of   student   pilot   certificates,   proposed 

rule  making 1545  1549 

Rating  requirements;  proposed  rule  making.  1545. 
„  1549 

Recent  flight  experience;  general,  proposed 

rule  making 1545^  1549 

Student  pilot  limitations: 
General  limitations;  proposed  rule  making..  1545 

1549 
Requirements  for  first  solo;  proposed  rule 

making 1709 

Personnel  licensing  standards;  Implementation  of 
Annex  1  to  Convention  on  International  Civil 

Aviation,  respecting ^ 1545 

Single  engine  and  nontransport  type  aircraft,  sched- 
uled air  transportation  of  air  passengers  In: 

propo.sed  rule  making 2093 

80(XK>— 49 a 
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CIVIL  AERONAUTICS  BOARD— Continued 

Economic  regulations: 
Accoimts,  records,  and  reports: 
Preservation  of  accounts,  records,  and  memo- 
randa; proposed  rule  making 1895 

Reports  of  financial  and  operating  statistics: 
flight  report  by  large  irregular  air  carriers, 
agreements  with  agencies,  etc.,  proposed  rule 

making _ 1895 

Classifications  and  exemptions: 
Air  freight  forwarders;   letters  of  registration. 

application  for  letter  of  registration 1518 

Application  for  exemptions;  notice  of  application.     1883 

Irregular  air  carriers 1379 

Proposed  rule  making "     I8D6 

Tariffs;  filing,  posting  and  publishing  of  tariffs  by 
air  carriers  and  foreign  air  carriers: 

Application  for  special  tariff  permission 1821 

Piling  of  initial  tariffs 1821 

International  Civil  Aviation,  Convention  on;  imple- 
mentation of  Annex  1,  respecting  personnel  li- 
censing standards.    See  under  Civil  air  regula- 
tions. 
Investigations,  hearing,  etc.: 
Hearing,  etc.: 

Alaska  Airlines.  Inc 1550 

All  American  Airways,  Inc 11"!     1900 

American  Airlines,  Inc 1829,  1854 

Braniff  Airways,  Inc 1829 

Chicago  and  Southern  Air  Lines.  Inc I~1772,  1870 

Continental  Air  Lines.  Inc '  1329 

Delta  Air  Lines,  Inc 1690,1829  2124 

Eastern  Air  Lines,  Inc i8?9 

Empire  Air  Lines.  Inc IIIIIII.     2151 

European  Scandinavian  Airlines  System.-"    I'     1900 

Hawaiian  Airlines,  Ltd 2049,2124 

Inland  Air  Lines,  Inc ~ '  1772 

Lake  Tahoe,  service  to "_!"!  2124 

Los  Angeles,  Calif.,  and  Hawaii;  transportatlori 

service  between 2049  2124 

Matson  Navigation  Co '_'_  2049  2124 

Mid-Continent  Airlines.  Inc " '  I8.54 

Monarch  Air  Lines,  Inc ~~~"     1772 

National  Airlines,  Inc 111-1111690  1829 

Overseas  Scandinavian  Airlines  System.!"!..       '  1900 

Pacific  International  Airways .       i829 

Pacific  Overseas  Airlines  Corp .  2049  2124 

Peninsular  Air  Transport ._        .  _  _  '  18*^9 

Reeve  Airways _""_     1550 

S.  S.  W.,  Inc 2124 

Scandinavian  Airlines  System \Jl^.Jl^]^lZ^     1900 

Standard  Air  Lines,  Inc 1590  1772 

Transcontinental  and  Western  Air,  IncIII""  1690*  1854 

United  Air  Lines,  Inc 1354  2049  '^124 

Western  Air  Lines,  Inc '    _       1772 

Investigation  of  aircraft  accidents  occurring  at" or 
near  certain  cities: 

Brandywine,   Md 1354 

Gander,  Newfoundland i62l 

CIVIL  SERVICE  COMMISSION:  ' 

See  Fair  Employment  Board. 
Executive  orders   affecting  Federal    personnel     See 

main  heading  Presidential  documents. 
Rules  and  regulations: 
Appeals  of  preference  eligibles  under  Veterans'  Pref- 
erence Act  of  1944: 

Decision  in  the  Commission 2C05 

Further  appeals  to  Commissioners;  reopened  ap- 
peals        _  2035 

Appointment: 
Through  competitive  system,  temporary  appoint- 
ments by  agency;  determination  by  Commis- 
mission    respecting    physically    disqualified 
persons igg3 

To  excepted  positions.    See  Exceptions. "  ' 
Compensation,   additional,   for  service   in   foreign 
areas;   regulations.     See  main  heading  Stale 
Department. 
CMnpetitive  service,  positions  excepted  from.    See 

Exceptions. 
Discrimination  because  of  race,  religion,  etc.;  fair 
employment  program  respecting.   See  Pair  em- 
ployment program. 
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CIVIL  SERVICE  COMMISSION— Continued  ^<^* 

Rules  and  regulations — Continued 

Exceptions  from  competitive  service  (Jlul«  Vpj  ll«t 
of  positions  excepted  from  examination,  Sched- 
ule A: 
Federal  Security  Agency.    See  Freedmen's  Hos- 
pital. 
Freedmen's  Hospital;  pupil  nurses,  Interns,  ex- 
terns,  student  dieticians,  etc 2006 

Munitions  Board;  industrial  engineer  and  specj^- 

Ists 1*55 

National  Military  Establishment: 
See  also  Munitions  Board. 
Secretary  of  Defense,  Office  of: 
Private  secretary  or  confidential  assistant- _    2105 
Scientific  warfare  advisors  in  Weapons  Sys- 
tems Evaluation  Group 1819 

Special  advisers 1*55 

Special   assistant 2105 

Fair  employment  program  under  Executive  Order 
9980: 
Fair  Employment  Board:  Instructions  for  carry- 
ing out  program.   See  main  heading  Fair  Em- 
ployment Board. 
Interim  procedure  governing  practices;  revoca- 
tion  

Temporary  appointments.    See  Appointments. 

CLOTHING  ALLOWANCES,  to  enlisted  men  of  various 
services;  authority  to  prescribe.  Executive  order  re- 
.specting.    See  Presidential  documents. 

COAST  AND  GEODETIC  SURVEY: 

Transportation  of  household  goods  of  members  of 
Survey,  regulations  governing;  Executive  order 
respecting.  See  main  heading  Presidential  docu- 
ments. 

COAST  GUARD: 

Inspection  and  navigation;  regulations.  See  Regula- 
tions; inspection  and  navigation. 

Merchant  Marine  Council  public  hearing;  notice  of. 

and  agenda  for — :. 2088 

Organization  and  functions,  field  organization;  Third 
Coast  Guard  EMstrict  Office  and  Marine  Inspec- 
tion Office  at  New  York,  change  of  address 2149 

Personnel : 

Clothing  allowances  to  enlisted  men  of  Coast  Guard 
and  Coast  Guard  Reserve,  authority  of  Secre- 
tary of  Treasury  to  prescribe;  Executive  order 
respecting.  See  main  heading  Presidential 
documents. 
Transportation  of  household  goods  of  members  of 
Coast  Guard,  regulations  governing;  Executive 
order  respecting.  See  main  heading  Presiden- 
tial documents. 
Regulations;  iruspection  and  navigation: 

Equipment,  approvals  of - 1770.  1771,  1772,  2149 

Great  Lakes,  pilot  rules  for.    See  Navigation. 
Merchant  marine  officers  and  seamen: 

Certification  of  seamen;   English  language  re- 
quirements for  applicants  for  certificate  of 
service  and  efficiency,  other  than  for  entry 
rating: 
Able  seamen: 
Examination  and  demonstration  of  ability—    1958 

General  requirements 1958 

Llfeboatman: 

Examination  and  demonstration  of  ability.-     1958 

Service  or  training  requirements 1958 

Qualified  member  of  engine  department: 

Examination  requirements 1959 

General  requirements 1959 

Tankerman: 

Examination  requirements 1959 

General   requirements 1959 

Licensing  of  officers  and  motorboat  operators  and 
registration  of  staff  officers: 
Motorboat  operators'  licenses;  English  language 
requirements   for   applicants   for.  profes- 
sional examinations 1958 

Registration  of  staff  officers;  experience  re- 
quirements for  junior  assistant  purser  and 
pharmacist's  mate,  provision  respecting 
hospital  corpsman,  first  class 1708 


COAST  GUARD— Continued 

RM[UlBtl(His ;  inspection  and  navigation — Continued 
RaviBatlon: 

Navigation  requirements : 
Great  Lakes  and  St.  Mary's  River,  Michigan: 
Great  Lakes,  pilot  rules  for.    See  Pilot  rules. 
St.  Mary's  River,  Michigan;  anchorage  and 
navigation  regulations,  signals: 
Sound  signals,  for  vessel  aground  In  chan- 
nel  

Visual  signals : 

At  lookout  stations;    channel   partially 

obstructed 

On  vessel  aground  In  channel 

St.   Mary's   River,   Michigan;    anchorage   and 

navigation  regulations.    See  Great  Lakes 

and  St.  Mary's  River,  Michigan. 

Western  rivers,  pilot  rules  for.    See  Pilot  rules. 

Pilot  rules: 

For  Great  Lakes;  lights  for  canal  boats  towed 

by  being  pushed  ahead 

For  western  rivers;  lights  for  barges  tempo- 
rarily operating  within  and  without  west- 
ern  rivers 

Passenger  vessels  of  United  States  of  100  gross  tons 
and  over  propelled  by  machinery,  construction 
or  material  alteration  of;  electrical  control  of 

ventilation  systems 

Pilot  rules.    See  Navigation. 
Rivers,  western;  pilot  rules  for.    See  Navigation. 
Seamen.    See  Merchant  marine  personnel, 
^leciflcations : 
Engineering  equipment;  proposed  changes  In  reg- 
ulations: 

Flame  arresters  for  tank  vessels 

Vent  systems  for  tank  vessels;  pressure  vacuum 

relief  and  spill  valves 

Llfesavlng  equipment;  distress  signals: 

Orange  smoke   thand  and  floating)    for  mer- 
chant vessels 

Red  flare  (hand),  for  merchant  vessels 

Tank  vessels: 
Flre-flghting   equipment;    proposed   changes   In 
regulations : 
Cargo  space,  fire  equipment  for;  steam  fire- 
extinguishing  system 

Fire  pumps,  mains,  hydrants  and  hose 

General  provisions;  definitions  of  "cofferdam," 
"combustible  liquid,"  and  "Inflammable  liq- 
uid," proposed  changes  in  regulations 

Hulls,  machinery  and  equipment;  proposed 
changes  In  regulations: 

Boilers  and  machinery 

Cargo  pumps  and  cargo  piping 

Electrical   Installation 

Equipment  and  miscellaneous 

Hull  requirements: 

Existing  wood  hulls;  tank  vessels 

New  tank  vessels 

Hulls  and  hull  fittings;  general 

Ventilation  and  venting;  new  tank  vessels 

Inspection  and  certification;  proposed  changes  In 
regulations : 
General  Inspections,  reports,  and  procedures.  _ 

Inspection  of  wood  hull  tank  vessels 

Lifesaving  appliances;  proposed  changes  In  regu- 
lations : 
See  also  Specifications,  below. 
Equipment;  lifeboats,  life  rafts,  and  buoyant 

apparatus 

General    requirements;    distress    signals    and 

water  lights 

Lifeboats,  life  rafts,  and  buoyant  apparatus; 

requirements  for 

Line-throwing  appliances 

Operation;  cargo  handling,  proposed  changes  in 

regulations 

Specifications,  for  llfesavlng  appliances;  proposed 

changes  in  regulations 

Transportation  In  bulk  of  inflammable  or  com- 
bustible liquids  having  lethal  characteristics; 

proposed  rule  making 

Transix)rtatlon  of  llquefled  Inflammable  gases; 
proposv-d  changes  in  regulations 
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COMMERCE  DEPARTMENT:  Page 

See  Civil  Aeronautics  Administration. 
Civil  Aeronautics  Board. 
Coast  and  Geodetic  Survey. 
Foreign  and  Domestic  Commerce  Bureau 
Industry  Cooperation.  Office  of: 
Director;  administration  of  plans  for  allocation  of 
steel  for  construction,  repair,  etc..  of  freight 
barges  and  towing  vessels,  and  of  freight  cars 

and  railroad  rolling  stock _  i604 

Voluntary  plans  prepared  by.    See  Office  of" Secre- 
tary. 
Office  of  Secretary: 
Voluntary  plans  for  allocation  of  steel  and  products 
for    requirements    of    various    Industries    and 
agencies : 
Economic  Cooperation  Administration  program 
steel  shipments  (under  OIT  license)  to  cer- 
tain countries  participating  In _  1654 

Federal  aeronautical  agencies _      ~    1353 

Federal  reclamation  projects,  certain 1716 

Foreign  countries  participating  in  Economic'co- 
operatlon  Administration  program;  proce- 
dure for  Issuing  authorizations  for  steel  ship- 
ments to.  See  Economic  Cooperation  Admin- 
istration program. 
Housing  Industry: 

Baseboard  radiation 1992  2048 

Warm  air  heating  equipment;  noticeof  pro- 
posed amendment _      2048 

OH  and  gas  Industry;  natural  gas  pipe  line  to 
Atomic  Energy  Commission  plant  (correction 

of  prior  document  citation) 1520 

Railroad  equipment;  termination  of  delegated  au- 
thority respecting  plan  for  construction  of 
domestic  railway  freight  cars  and  repair  of 

railroad  rolling  stock __  igo4 

Vessel  construction,  etc..  Industry;  termination  of 
delegated  authority  respecting  plan  for  con- 
struction, conversion  and  repair  of  domestic 
XT  ,     .    'relj?ht-carrying  barges  and  towing  vessels..     1604 
Voluntary  plans  for  allocation  of  steel  and  products 
for  requirements  of  various  industries  and  agen- 
cies.   See  Office  of  Secretary. 
COMMITTEES.  BOARDS.  ETC.: 
Alaska  Road  CommLssion.    See  Interior  Department 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration; general  regulations  and  policies     See 
Commodity  Credit  Corporation. 
International  Monetary  and  Financial  Problems  Na- 
tional Advisory  Council  on.    See  National  Advis- 
ory Council  on  International  Monetary  and  Fi- 
nancial Problems. 
Labor  disputes,  emergency  boards  to  Investigate-  Ex- 
ecutive orders  respecting.    See  Presidential  docu- 
ments. 

COMMODITY  CREDIT  CORPORATION: 

Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration, rules  of;  regulations  and  policies  re- 
specting   Jggg 

Loans,  purchases,  and  other  operations : 
Loan  and  purchase  agreement  programs: 
Barley,  1948: 
Loans;  notice  of  final  date  of  redemption  of 

barley  under  warehouse-storage  loans  2041 

Purchase  agreements;  pucfhase  price  for  ware- 

house  stored  barley  delivered  to  CCC—  1731 

Beans  (dry  edible),  1948:  "  ~ 

Delivery  of,  to  CCC;  charges 1884 

Redemption  of,  under  warehouse-storage  loans; 

notice  of  final  date __        2041 

Grain  sorghums,  1948: 
Loans;  notice  of  final  date  of  redemption  of 
grain  sorghums  under  warehouse-storage 

loans _       2042 

Purchase  agreements;  purchase  price!""  1884 

Oats.  1948: 

Loans;  notice  of  final  date  of  redemption  of 

oats  under  warehouse-storage  loans. 2043 

Purchase  agreements:  purchase  price 1884 

Pcsis  (dry  edible).  1948: 

Delivery  of,  to  CCC,  charges 1884 

Redemption  of,  under  warehouse-storage  loans; 

notice  of  final  date „    2043 
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COMMODITY   CREDIT   CORPORATION— Continued     p^ 

Loans,  purchases,  and  other  operations— Continued 
^  and  purchase  agreement  programs— Continued 
Rice.  1948;  notice  of  final  date  of  redemption  of 

rice  under  warehouse-storage  loans  2041 

Rye,  1948: 

Rates  at  which  loans  and  purchases  will  be 

made;  storage  allowance _        1739 

Redemption  of,  under  warehouse-storage  loans' 

notice  of  final  date '•  onA-i 

Wheat,  1948: 
Loans;  notice  of  final  date  of  redemption  of 

wheat  under  warehouse-storage  loans    2043  T33 
Purchase  agreements;  storage  allowances...       *  r^bo 
Purchase  program.s: 

WnnoiTo^^fo'ln"^  purchase  agreement  programs. 
Butterfat,  1949 _     _  ^r,^^ 

Flaxseed,  Texas;   1949 "".".1111"""    2007 

COMMODITY  EXCHANGE  AUTHORITY  (INClTiDINg" 

COMMODITY  EXCHANGE  COMMISSION): 

Special  provisions  respecting  rice  (milled);  amounts 

nxed  for  reporting  on  Forms  201,  203.  and  204     _       2084 
COMMUNITY   FACILITIES  BUREAU: 
Organization,  change  of  location  of  office  of  Division 

No.  1.  New  York  City _  igoe 

CONFIDENTIAL  INFORMATION.     See  Information"" 
CONSUMER  INSTALMENT  CREDIT,   regulations  re- 
specting.   See  Federal  Reserve  System. 
CONTRACTS,  GOVERNMENT: 
Contract  Disputes  Board  for  Commodity  Credit  Cor- 
poration;   functions   respecting   contract  claims 
appeals.    See  Commodity  Credit  Corporation 
Minimum  wage  determinations  under  Walsh-Healey 
Public  Contracts  Act.    See  Public  Contracts  Divi- 
sion. 

Procurement,  armed  services.  See  Air  Force  Depart- 
ment: Army  Department;  National  Military  Es- 
tablishment. 

Renegotiation;    joint    regulations    of    armed    forces 
See  National  Military  Establishment. 
COPYRIGHTS: 

Armed  services  procurement  regulations  respecting 
See  National  Military  Establishment. 

Of  foreign  nationals;  vesting  of.    See  Allen  Property 
Office  of.  "^      " 

^^^TS.^^    ENGINEERS.    DEPARTMENT    OF    THE 
ARMY.    See  Engineers,  Corps  of. 

COUNTERFEIT  COINS.  SECURITIES.  ETC  •  delivery 

by  banks  and  post  offices  to  Treasury  Department 

through  Secret  Service.     See  Treasury  Department. 

CROP  INSURANCE  CORPORATION,  FEDERAL     See 

Federal  Crop  Insurance  Corporation. 
CURRENCY.  FOREIGN.    See  Foreign  moneys 
CUSTOMS  BUREAU: 
Customs  regulations: 
Air  commerce  regulations;  airports  of  entry  desig- 
•  nations,  etc.: 
Permanent: 
See  also  Proposed  redesignation  of  certain  tem- 
porary airports  of  entry  as  airports  of  entry 
without  time  limit. 
Bisbee-Douglas  Airport.  Douglas,  Arizona;  pro- 
posed designation 2066 

Douglas  Airport,  Douglas,  Arizona;  'proposed 
revocation 

Proposed  redesignation  of  certain  temportiry  air- 
ports of  entry  as  airports  of  entry  without 
time  limit: 

Dorothy    Scott    Municipal    Airport.    Orovllle. 

Washington _  2066 

Dorothy  Scott  Seaplane  Base.  "oroviilV. 'Wash- 
ington  

Temporary  airports  of  entry,  propcsed'redesfgnar 
tlon.  See  Proposed  redesignation  of  certa'n 
temporary  airports. 

Articles  conditionally  free,  subject  to  reduced  rate 
etc.:  • 

Passengers  baggage;  registration  of  valuable  ef- 
fects of  resident  seamen  and  airmen 1353 


2066 


2066 
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CUSTOMS  BUREAU--ConHnu«d  P"«« 

Customs  regulations — Continued 
Articles  conditionally  free,  subject  to  reduced  rate, 
etc. — Continued 
Withdrawal  of  supplies  for  vessels,  exemption 
from  customs  duties  and  Internal-revenue 
tax :  vessels  of  war  of  certain  countries : 

Canadian  vessels  of  war  accorded  privilege 1765 

Publication  of  additions  and  changes  in  list  of 

countries;  deletion  of  footnote 1756 

Conversion  of  currency: 

French  franc,  supplemental  instructions 2084 

Uruguayan  peso;  proposed  instructions 2107 

Customs  districts  and  ports: 

Airports  of  entry.    See  Air  commerce  regulations. 
Customs  agency  districts,  change  of  Tennessee 

area  from  District  No.  9  to  District  No.  7 1755 

Duties : 

Liability  for  duties;  entry  of  imported  merchan- 
dise: 
See  also  Articles  conditionally  free,  subject  to 

reduced  rate,  etc. 
Entry  for  consumption:  coal,  coke  and  briquets 
imjjorted  from  certain  countries,  taxable 
status.    See  Taxable  status  of  certain  im- 
ported articles. 
"No  consul"  list;  additions  of  certain  places  in 

Camaguey  Province.  Cuba 1937 

Liquidation  of  duties;  conversion  of  currency  for 
purpose  of  aiisessment  of  duties  on  imported 
merchandLse.    See  Conversion  of  currency. 
Enforcement  of  customs  and  navigation  laws;  con- 
trolled exports,  deletion  of  'tin-plate  scrap"-.     1757 
Entry  of  imported  merchandise;  duties,  etc.    See 

Duties:  liability  for  duties. 
Marking  to  designate  country  of  origin;  products 

of  Newfoundland 1850 

"No  consul"  list.    See  Duties:  liability  for  duties. 
Warehouses,  customs  bonded ;  taxable  status  of  cer- 
tain Imported  articles  upon  withdrawal.    See 
Taxable  status  of  certain  imported  articles. 
Taxable  status  of  certain  Imported  articles: 

Coal,  coke  and  briquets  imported  from  certain  listed 
countries  and  entered  for  consumption  or  with- 
drawn from  warehouse  for  consumption  during 

calendar  year  1949 1873 

Liquors  (distilled  spirits  and  wines)  in  customs 
bonded  warehouses:  collection  of  excise  tax 
upon  withdrawal.  Joint  regulations  with  Inter- 
nal Revenue  Bureau . 1490 

Supplies  for  vessels  of  war.  withdrawal  of.  See 
Customs  regulations:  articles  conditionally  free, 
subject  to  reduced  rate.  etc. 


DANGER  AREAS  AND  ZONES: 

Air  traflflc  rules  respecting.  See  Civil  Aeronautics 
Board. 

Navigation  regulations  of  Corps  of  Engineers.  See  En- 
gineers, Corps  of. 

DAYS   OF  OBSERVANCE;    proclamations   respecting. 
See  Presidential  documents. 

DEFENSE.  SECRETARY  OF.    See  National  Military  Es- 
tablishment. 

DEFENSE   TRANSPORTATION,   OFFICE   OF: 

Authority,  delegation  of.  from  Secretary  of  Commerce 
to  Director  with  respect  to  administration  of  vol- 
untary plans  for  allocation  of  steel  and  products : 
termination  of  authority  with  respect  to  allocation 
of  steel  for  construction,  repair,  etc..  of  freight 
barges  and  towing  vessels,  and  of  freight  cars  and 

railroad  rolling  stock 1604 

Conservation  of  rail  equipment;  carload  freight  traf- 
fic, and  merchandise  freight  trafQc.     Set  Rail 
equipment  conservation. 
ENrectlon  of  trafiDc  movement;  freight  shipments  to 
or  within  port  areas.    See  TrafHc  movement  di- 
rection. 
Rail  equipment  conservation: 
Carload  freight  traffic;  general  order,  and  all  pro- 
visions of  outstanding  special  directions  and 
permits  issued  In  connection  therewith,  suspen- 
sion and  revocation •    1^78 


DEFENSE  TRANSPORTATION,  OFFICE  OF— Con.  p»8« 
Rail  equipment  conservation — Continued 
Merchandise  traffic: 
Coordinated   services;    pooling    of    merchandise 
traffic,  revocations: 
St.  Louis-San  Francisco  Railway  Co..  Atlantic 
Coast  Line  Railroad  Co..  Seaboard  Air  Line 
Railway  Co..  and  Central  of  Georgia  Rail- 
way Co 1833 

Wabash  Railroad  Co..  Atchl.son.  Topeka.  and 
Santa  Fe  Railroad.  Union  Pacific  Railroad 

Co..  and  Southern  Pacific  Co 1833 

General  order,  and  all  outstanding  permits  issued 
in    connection    therewith;    suspension    and 

revocation 1678 

Traffic  movement  direction;  freight  .shipments  to  or 
within  port  areas,  general  order  and  all  out- 
standing permits  Issued  in  connection  therewith, 

revocation 16'^8 

Voluntary  plans  for  allocation  of  steel  and  products; 
authority  respecting.    See  Authority. 
DISCRIMINATION,  because  of  race,  religion,  etc.;  fair 
employment   program   respecting.     See   Fair  Em- 
ployment Board. 
DOMESTIC  COMMERCE,  OFFICE  OF: 
Stock  piling  of  strategic  and  critical  materials;  func- 
tions respecting.    See  main  heading  War  Assets 
Administration. 

DRUGS: 

Certification,  tests,  labeling,  etc.    See  Food  and  Drug 

Administration. 
Economic   poisons;    regulations   for  enforcement  of 

Federal  Insecticide,  Fungicide  and  Rodentlclde 

Act.    See  Agriculture  Department. 
Postal   regulations   respecting   shipment   to   various 

countries.    See  Post  Office  Department. 


ECONOMIC  COOPERATION  ADMINISTRATION: 

Steel  and  products  for  shipment  to  countries  partici- 
pating In  program  of;  voluntary  plan  for  alloca- 
tion of.  See  main  heading  Commerce  Depart- 
ment. 

EDUCATION,  OFFICE  OF: 

Vocational  education,  policies  applying  to  u.se  of  Fed- 
eral funds;  training  for  service  (trade  and  Indus- 
trial)   occupations 1934 

EMERGENCY  BOARI>S.  to  Investigate  labor  disputes; 
Executive  orders  respecting.    See  Presidential  docu- 
ments. 
EMERGENCY   MANAGEMENT,  OFFICE  FOR: 
See  Defense  Transportation,  Office  of. 

Philippine  Alien  Property  Administration. 

ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 
ARMY: 

Bridge  regulations: 

California;  navigable  waters  In: 
Sacramento  River  and  tributaries;  Sacramento 
River.  Southern  Pacific  Co.  railroad  bridge 
and  State  of  California  highway  bridge  at 

Knights   Landing 1735 

San  Francisco  and  San  Pablo  bays,  tributaries  of; 
San  Leandro  Bay.  State  of  California  high- 
way bridge  between  Alameda  and  Bay  Farm 

Island 1735 

Georgia.    Richardson's    Creek;    Chatham    County 
highway  bridge  connecting  Oatland  and  White- 
marsh  Islands  near  Thunderbolt,  revocation.—     1735 
Maryland:- 

Bush  River;  Pennsylvania  Railroad  Co.  bridge. 

Bush  River 1735 

Knapps  Narrows,  bridge;  revocation 1735 

Navigable  waters: 
Discharging  into  Atlantic  Ocean  south  of  and  In- 
cluding Chesapeake  Bay  and  into  Gulf  of 
Mexico,  except  Mississippi  River  and  tribu- 
taries and  outlets;  bridges  where  constant  at- 
tendance of  draw  tenders  is  not  required; 
In  Georgia.    See  Georgia. 
In  Maryland.    See  Maryland. 
In  California.    See  California. 
In  Washington,    See  Washington. 
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ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE     p»8« 
ARMY— Continued 

Bridge  regulations — Continued 
Washington: 
Lake  Washington ;  pontoon  bridge  between  Seattle 

and  Mercer  Island,  redeslgnation 

Lake  Washington  Ship  Canal;  bridge,  redeslgna- 
tion  . 

Navigable  waters  In;  bridges  where  constant  at- 
tendance of  draw  tenders  Is  not  required 

Seattle: 
See  also  Lake  Washington. 
Duwamish  Waterway;  bridges,  redeslgnation.- 
Skagit  River.  South  Fork;  highway  bridge  at  Fir. 

revocation 

See  also  Navigable  waters. 
Snohomish    River    and    Steamboat    and    Ebey 

sloughs;  bridges 

Tacoma  Harbor;  City  Waterway,  bridges 

Danger  zone  regulations: 

California.  Pacific  Ocean,  between  La  Jolla  and  So- 
lana  Beach;  firing  range.  Coast  Artillery  Re- 
placement Training  Center,  Camp  Callan,  San 

Diego 

Florida: 
Atlantic  Ocean  and  Indian  River,  north  of  Port 
Pierce  Inlet;  naval  and  military  training  area, 

revocation 

Straits    of;    Navy    restricted    area   surrounding 

Woman  and  Ballast  Keys,  regulations 

Illinois,  Lake  Michigan;  small-arms  range  adjacent 
to  United  States  Naval  Training  Station.  Great 

Lakes,  regulations 

Maryland: 
Chesapeake  Bay: 
In  vicinity  of  Chesapeake  Beach;  firing  range, 
Naval  Research  Lal)oratory: 

Danger  zone.  Area  A 

Regulations 

Point  Lookout  to  Cedar  Point;  aerial  gunnery 
range  and  target  areas.  U.  S.  Naval  Air 

Station,  Patuxent  River,  regulations 

Potomac   River;   United   States  Naval   Torpedo 

Testing  Range.  Plney  Point,  regulations 

Massachusetts:    Nantucket   Sound.   Buzzards   Bay 
and  adjacent  waters,  danger  zones  for  naval 
operations: 
Atlantic  Ocean: 

In  vicinity  of  No  Mans  Land;  redeslgnation 

In  vicinity  of  Sow  and  Pigs  Reef,  redeslgna- 
tion  

Buzzards  Bay: 

In  vicinity  of  Gull  Island;  redeslgnation 

In  vicinity  of  Hen  and  Chickens  Reef;  redeslg- 
nation  

Northeasterly  of  Weepecket  Island;  redeslgna- 
tion  

Nantucket  Sound: 

At  east  end  of  Dogfish  Bar;  deletion 

i              In  vicinity  of  Horse.^hoe  Shoal;  redeslgnation. 
I           Vineyard  Sound  in  vicinity  of  Quicks  Bole;  redes- 
lgnation  

North  Carolina: 
Albemarle   and   Pamlico   sounds   and    adjacent 
waters,  danger  zones  for  naval  operations; 

redeslgnation 

New   River   and   vicinity;   Marine   Corps   firing 

ranges,  regulations 

Ohio;  Lake  Erie,  west  end.  north  of  Erie  Ordnance 

Depot.  Lacarne 

Potomac  River.    See  Maryland;  Virginia. 
Rhode  I.«land;  Narragansett  Bay,  danger  zones  for 
naval  operations: 
Newport,  Naval  Operating  Base;  antisubmarine 
practice  bombing  area  In  vicinity  of  Gull 

Point,  Prudence  Island,  deletion 

Ohio  Ledge,  prohibited  area  in  vicinity  of;  redes- 
lgnation  

Texas,  Gulf  of  Mexico  southeast  of  Corpus  Christl; 
bombing,  machine  gunnery  and  rocket  firing 
range.  Naval  Air  Station.  Corpus  Christl,  dan- 
ger zone 

Virginia,  Potomac  River;  United  States  Naval  Prov- 
ing Ground,  Dahlgren,  danger  zones,  upper 
zone 


1735 
1735 
1736 

1735 
1735 


1736 
1735 


2138 

1591 
2138 

2138 


2138 
2138 


2138 
2138 

2138 

2138 

2138 

2138 

2138 

2138 
2138 

2138 

2138 
2138 
2138 


2138 
2138 

2138 
2138 


ENTOMOCOGY  AND  PLANT  QUARANTINE  BUREAUt    p^« 

Regulations;  domestic  quarantine  notices: 

Black  stem  rust;  designation  of  rust-resistant  spe- 
cies and  varieties  of  barberry,  mahonia,  and 
mahoberberis  for  Interstate  movement  under 
permit . 1866 

Japanese  beetle;  modification  adding  new  regulated 
area,  changing  procedure  for  fruit  and  vege- 
table certification,  and  adding  aircraft  to  types 
of  vehicles  regulated 1866 

Pink  boll  worm;  modification  removing  certain  Texas 
counties  from  regulated  areas,  and  adding  new 
lightly  Infested  areas  in  New  Mexico  and 
Texas 2059 

White-fringed  beetle;  designation  of  regulated  ar- 
ticles exempt  from  certification  requirements—     1611 

EXECUTIVE  OFFICE  OF  THE  PRESIDENT: 

See  Emergency  Management,  Office  lor. 
EXECUTIVE  ORDERS.    See  Presidential  documents, 
EXPORT-IMPORT  AGENCY.  JOINT;  Instructions  and 

memoranda  controlling  exports  from  and  Imports 

Into  Germany.    See  Army  Department. 
EXPORTS.    See  Imports  and  experts. 


FAIR  EMPLOYMENT  BOARD: 
Instructions  for  carrying  out  fair  employment  pro- 
gram under  Executive  Order  9980 1631, 1731 

Redeslgnation ' 1731 

FARM  CREDIT  ADMINISTRATION: 
Regional  Agricultural  Credit  Corporation  of  Washing- 
ton, D.  C;  transfer  of  assets,  functions,  person- 
nel, etc.,  of,  to  Farmers  Home  Administration—-   2041, 

2048 

FARMERS  HOME  ADMINISTRATION: 

Authority,  delegation  of,  from  Secretary  of  Agricul- 
ture; authorities,  powers,  functions  and  duties 
(formerly  of  Regional  Agricultural  Credit  Corpo- 
ration of  Washington,  D.  C.)  vested  In  Secretary 
of  Agriculture  by  Public  Law  38,  81st  Congress, 

to  be  exercised  by  Administrator 2048 

Regional  Agricultural  Credit  Corporation  of  Wash- 
ington, D.  C;  transfer  of  assets,  functions,  per- 
sonnel, etc.,  of,  to  Farmers  Home  Administration.    2048 
Regulations : 

Account  servicing: 
Liquidation  of  security.    See  Security  servicing 

and  liquidation. 
Seciu-ity  servicing  and  liquidations;  farm  owner- 
ship loans: 
General  security  servicing: 

Delegation  of  authority 2081 

Refinancing  loans  made  on  and  after  Novem- 
ber 1,  1946 2081 

Sale  of  farms  not  suitable  for  purposes  of  Title 
1  of  Bankhead -Jones  Farm  Tenant  Act; 

delegation  of  authority 2083 

Taxes,  farm  ownership 2057 

Farm  ownership  loans: 

Basic  regulations;  loan  limitations,  average  values 

of  farms  and  investment  limits 1633, 

1665, 1863,  1864 
Security  servicing  and  liquidations.    See  Account 
servicing. 

FEDERAL  COMMUNICATIONS  COMMISSION: 
Hearings,  etc.: 
Schedule  of  hearings  for  May,  June  and  July  1949 
(for  all  standard  and  FM  broadcast  applica- 
tions designated  for  hearing  subsequent  to  Sep- 
tember 1. 1948,  and  prior  to  March  25,  1949)  ___  1830 

Afro  American  Broadcasting  System,  Inc 18.^0 

All  Nations  Broadca.sting  Co 1830 

Allen,  Helen  Ruth  (KGIL) —  1830 

Andrews,  L.  W.,  Inc 1554, 1830 

Angelus  Broadcasting  Co 1830 

Anthony  Wayne  Radio  Co.,  Inc.  (WGL) 1830 

Ashbacker  Radio  Corp.  (WKBZ) 1552 

Associates  Broadcasting  Corp 1830 

Atlas  Broadcasting  Co — lo54 

Bakersfleld  Broadcasting  Co.  (KAFY) 1830 

Baltimore,  Louis  G.  (WBRE) 1691 
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FEDERAL  COMMUNICATIONS  COMMISSION— Cbn.  ^^^^ 
HearinRs.  etc. — Continued 

Bamberger  Broadcasting  Service.  Inc.  (WOR) 1553. 

1555.  1830 

Baranof  Enterprises.  Inc 1830 

Bay  Broadcasting  Co..  Inc.  (WBCM) 1554 

Beach.  Thomas  N.  (WTNB) 1552 

Beachview  Broadcasting  Corp 1830 

Bee  Broadcasting  Co 1552 

Belleville  News-Democrat 1900 

Berks  Broadcasting  Co.  (WEEU) 1552 

Black  Hawk  Broadcasting  Co.  (KWWL) 2035 

Bluff  City  Broadcasting  Co.  (WDIA) 1830 

Bohn.  John  A 1830 

Bowden.  Haygood  S.  (WACA)_.. 1830 

Bowling  Green  State  University 1830 

Brown.  Ziva  Ray 1690 

Bruce  Johnson  Co 1830 

Camden  Broadcasting  Corp.  (WACA) 1830 

Cavalier  Broadcasting  Corp.  (WCAV) 1830 

Central  Broadcasting.  Inc.  (KIND) 1553,1830 

Champlain  Valley  Broadcasting  Corp.  (WXKW)  _  _  1552 

Chanute  Broadcasting  Co 1553,  1830 

Charles  River  Broadcasting  Co.  (WCRB) ; 1830 

Chesapeake  Broadcasting  Corp.  (WASA) 1693 

Coast  Broadcasters.  Inc 1901 

Cooke.  John  F 2035 

Coston-Tompkins  Broadcasting  Co 1830 

Cashing  Broadcasting  Co 1830 

Custer  County  Broadcasting  Co 1830 

Del  Rio  Broadcasting  Co 1831 

Delta  Broadcasters,  Inc 1830 

Detroit  Broadcasting  Co.  (WJBK) 1691 

Drace.  Wilham  M 1830 

Easley  Broadcast  Co 1830 

Everett  Broadcasting  Co.,  Inc.  (KRKO) 1830 

Parnsworth  Television  &  Radio  Corp.  (WGL) 1830 

Port  Industry  Co.  (WLOK) 1830 

Port  Industry  Co.  (WSPD) 1692 

Fort  Payne  on  the  Air -.-— 1901 

Foulkrod  Radio  Engineering  Co.  (WTEL) 1691,1743 

Frederick  Broadcasting  Co 1693 

Gerlty.  James.  Jr.  (WABJ) 1691 

Olddens  and  Rester  (WKRGt 1555 

Glens  Falls  Publicity  Corp.  (WGLN) 1830 

Greenwich  Broadcasting  Corp 1692 

Hamtramck  Radio  Corp 1554 

Harbenito  Broadca.sting  Co.  (KGBS) 1830 

Haymond.  Carl  E.  (KIT) 1830 

Hico  Broadcasters., 1691 

Highlands  Broadcasting  Co 1830 

Hutchinson  Publishing  Co 1551 

IndeF>endence  Broadcasting  Co.  (WHAT) 1691.  1743 

Independent  Merchants  Broadcasting  Co.  (\yLiOL)_  2035 

Jackson  Associates.  Inc 1830 

Juhlin.  Kenneth  D.  and  Mary  I 1901 

KCKN  Broadcasting  Co 1901 

KHBR 1556 

KMPC.  Station  of  the  Stars.  Inc 1556 

KVIC 1555 

KWPC 2036 

KXXL 1831 

Kankakee  Daily  Journal  Co.  (WKAN) 1830 

Kentucky  Lake  Broadcasting  System.  Inc.  (WTPR)  _  1743 

Kailiam.  James  L 1830 

Lacrosse  Broadcasting  Co.  (WKTY) 1556 

Lackawanna  Valley  Broadcasting  Co.   (WSCR»-—  1691 

Lake  Broadcasting  Co..  Inc 1830 

Lake  County  Broadcasting  Corp 1830 

Lamar.  Charles  Wilbur.  Jr 1692 

Lamar  County  Broadcasting  Co 1830 

Lapldes.  Abe 1830 

Lawrence  Broadcasting  Co 1901 

Lemoyne  College 1830 

Marquez,  Dr.  Francisco  A 1830 

Maasasoit  Broadcasting  Corp 1830 

Master  Broadcasting  Corp 1691 

Matheson  Radio  Co..  Inc.  (WHDH) 1552 

Mendocino  Broadcasting  Co 1693 

Midwest  Broadcasting  Co.  (WMAW) 1830 

Mobile  Press  Register,  Inc.  (WABB) __.  1552,  1830 

Morales.  Felix  H —  2035 

Morrlsville  Broadcasting  Co.  (WBUD) 1830 

Mosley  Brothers 1552.  1830 

National  Broadcastin;,  Co..  Inc.  (KOA) 1552.  1830 

New  Bedford  Broadcasting  Corp — . 1830 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.  P^g« 
Hearings,  etc. — Continued 

News  Publishing  Co.  (WLAQ) 1691.  1901 

News-Sentinel  Broadcasting  Co..  Inc.  <v7GL) 1830 

Northeastern     Indiana     Broadcasting     Co.,     Inc. 

( WKJG) 1692 

O'Connor.   Richard 1830 

On  The  Air.  Inc.  (WTMV) 1900 

Overlook  Hills  Development  Co 1830 

Paltridge.  J.  O.  (KGIL) 1830 

Pasadena  Presbyterian  Church  (KPPC) 1830 

Patterson.  S.  H.  (KJAY) 1830 

Payne  County  Broadcasters 1830 

Peffer.  E.  F.  (KGDM-TV) 2035 

Pelligrin  and  Smeby 1554 

Peninsula  Broadcasting  Corp 1830 

Piedmont  Broadca.sting  Co 1830 

Pioneer  Broadcasters.  Inc 1692 

Plains  Radio  Broadcasting  Co.  (KGNC) 1555 

Pontiac  Broadcasting  Corp 1830 

Port  Frere  Broadcasting  Co..  Inc.  (WTUX) 1830 

Portsmouth  Radio  Corp.  (WSAP) 1830 

RCA  Communications.  Inc 1690 

Radio  Corp.  of  Arizona.  Inc 1830 

Radio  Fitchburg.  Inc 1830 

Radio  Lakewood.  Inc . 1692 

Radio  St.  Clair.  Inc 1830 

Radio  Station  KTBS.  Inc.  (KTBS) 1553,  1830 

Radio  Station  KWBW  (KWBW) 1830 

Rascoe.  Jane  «Mrs.) 1830 

Ridson.  Inc.  (WDSM) 1555.  1830 

Ripley  Broadcasting  Co 1830 

Roanoke  Broadcasting  Co 1551.  1830 

Robstown  Broadcasting  Co 1552.  1830 

San  Fernando  Valley  Broadcasting  Co.  (KGIL) 1830 

Sea.side  Broadcasting  Co 1692 

Silver  City  Crystal  Co.  ( WMMV) — _.  1830 

Smalley.  Fayette  J..  Jr 1830 

Smith.  Patrick  G _„  1830 

Southern  California  Broadcasting  Co 2034 

Southern   California   Trade   Unions   Broadcasting 

As.sn 2034 

Southland  Broadca.sting  Co 1555,  1830 

Spartanburg  Radio  Co 1831 

Stephen.son.  Hobart  G..  Jr 1900 

Suburban  Broadcasting  Corp 1831 

Suffolk  Broadcasting  Corp 1831 

Surety  Broadcasting  Co 1831 

Susquehanna  Broadcasting  Co.  (WSBA) 1831 

Tarheel  Broadcasting  System.  Inc.  (WRRF) 1831 

Taunton  Radio  Corp 1831 

Terrell  Broadcasting  Corp 1691 

Times  Herald  Co.  (WTTH) 1831 

Times-Picayune  Publishing  Co.  (WTPS) 1692 

Ukiah  Broadcasting  Co 1693 

University  of  Florida  (WRUP) 1552 

Valley  Broadcasting  Co.  (KPMO) 1831 

WGAR  Broadcasting  Co 1556 

WHB  Broadcasting  Co.  (WHB) 1555 

WHBL.  Inc.  (WHBL) 2035 

WJPS.  Inc.  (WJPS) _.  2035 

WJR.  Goodwill  Station,  Inc 1556 

WJW.  Inc.  (WJW)_. 1552 

WKAP.  Inc.  (WKAP) 1691 

WOAX.  Inc.  (WTNJ). 1831 

WSAZ.  Inc.  (WSAZ-TV) -_-  1551 

Wachusette  Broadcasting  Co 1831 

Wagner.  William  J __ —  1831 

Welrton  Broadcasting  Co .»___  1831 

West.   Glenn 1831 

Western  Massachusetts  Broadcasting  Co 1831 

Western  Union  Telegraph  Co 1738 

Wheeling  Broadca.sting  Co 1831 

Whittier  Broadcasting  Associates 1831 

Whlttier  Broadcasting  Co 1831 

Wolfe.  Robert  P..  Co 1692 

Wooster  Republican  Printing  Co.  (WWST) 1831 

York  Broadcasting  Co 1691 

Organization,   delegations  of   authority.    See  under 

Rules  and  regulations,  etc. 
Personnel;  reemplojTiient  rights  of  Gerald  C.  Gross, 
formerly  with  Commission,  on  termination  of 
service  with  International  Telecomirunlcatlon 
Union,  Executive  order  respecting.  See  main 
heading  Prcaldcntial  documents. 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p<^« 
Rules  and  regulations,  etc.: 
Communications  companies: 
Bermuda  Telecommunications  Agreement;  pro- 
posed removal  of  rate  limitations , 1829 

Domestic  telegraph  speed  of  service  studies.    See 

Miscellaneous  rules. 
Government  (United  States)  telegraph  communi- 
cations.   See  Miscellaneous  rules  relating  to 
common  carriers. 
International  telegraph  communications: 
To  certain  points  In  British  Commonwealth, 
See  Bermuda  Telecommunications  Agree- 
ment. 
United  States  Government  foreign  and  overseas 
telegraph    communications.    See    Miscel- 
laneous rules  relating  to  common  carriers. 
Miscellaneous  rules  relating  to  common  carriers : 
Domestic  telegraph  speed  of  service  studies; 

proposed  revision 1738 

United  States  Government  foreign  and  over- 
seas telegraph  communications;  proposed 
rule  making: 

Priority  granted  upon  request  of  sender 2047 

Term  of  regulations 2048 

Licenses  and  special  radio  regulations: 
Aeronautical  services: 
Piling  of  application  for  renewal  of  license; 
waiver    of    inspection    requirement.    See 
Practice  and  procedure. 
Frequencies  available  for  land  stations,  chain 

system  of  allocation  to  domestic  service 2105 

Amateur  radio  service;  frequencies  and  types  of 
emission,  restricted  operation  in  frequency 

band  1800  to  2000  kc 1767 

Proposed  changes 2095 

Citizens  radio  service: 
Application  form,  adoption  of.    See  Practice 
and  procedure. 

Revised    regulations 1596 

Tables    showing    recodification    of    part    and 

source  of  rules 1596 

Coastal  and  marine  relay  services;  frequencies, 
proposed  rule  making : 
Coastal-harbor     radiotelephone     stations     In 

Great  Lakes  area.  2003  and  2738  kc 2094 

Coastal  service.  2003  kc 2094 

Commercial  radio  operators;  revision 1600 

Eligibility  for  new  license;  physical  handicap. 

proposed  rule  making 2095 

Examination  elements 1895 

PM  broadcast  stations.   See  Radio  broadcast  serv- 
ices. 
Ship  radar  station  operator;  temporary  waiver 

of  licensed  operator  requirement  extended-     1872 
Frequencies  and  channels,  allocation  of: 
See  also  Frequency  allocations  and  radio  treaty 

matters. 
Frequency  bands: 

10  kc— 27.28  mc 2033 

1750-1800  kc 1824 

1800-2000  kc 1767   1824 

2000-2006  kc,  proposed '  2093 

Services  and  stations: 

Aeronautical  services,  domestic  service 2106 

Amateur  radio  service 1767 

Proposed  rule  making 2095 

Coastal    stations.      See    Maritime    mobile 

service. 
PM   broadcast   stations;    Class   B   stations, 
amendments  to  revised  tentative  alloca- 
tion plan 1551 

Proposed  amendments 1850, 1896.  2032 

Maritime  mobile  service,  proposed  temporary 

allocation 2093 

Restricted  radiation  and  Incidental  radiation 
devices,  provisions  for  use  of  frequencies 
10  kc-27.Z8  mc ;  proposed  rule  making—.    2033 
Ship  stations.    See  Maritime  mobile  service. 
Frequency  allocations  and  radio  treaty  matters: 
See  also  Frequencies  and  channels,  allocation  of. 
Table  of  frequency  allocations,  amendments. _    1824 
Proposed    amendment 2094 


FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p^s« 
Rules  and  regulations,  etc. — Continued 
Licenses  and  special  radio  regulations — Continued 
Industrial,  scientific  and  medical  service;  inciden- 
tal radiation  devices,  proposed  promulgation 

of  rules  governing ._    2033 

Intercommunication  systems  In  mines,  etc..  using 
low  power  radio  frequency;   proposed  rule 
making.    See  Restricted  radiation  and  Inci- 
dental radiation  devices. 
International  agreements  In  which  United  States 
participates;   Bermuda  Telecommunications 
Agreement.    See  Communications  companies. 
Low  power  broadcasting,  by  college  campus  car- 
rier systems,  etc. ;  proposed  rule  making.    See 
Restricted  radiation  and  incidental  radiation 
devices. 
Music  transmitters  using  low  power  radio  fre- 
quency In  plants  and  other  buildings;  pro- 
posed rule  making.    See  Restricted  radiation 
arid  incidental  radiation  devices. 
Oscillators,  beat  frequency  audio,  radio  receiver, 
phono-oscillators,  etc.;  proposed  rule  making. 
See  Restricted  radiation  and  Incidental  ra- 
diation devices. 
Public  address  systems  using  low  power  radio  fre- 
quency;   proposed   rule    making.  '  See   Re- 
stricted radiation  and  incidental  radiation 
devices. 
Radio  broadcast  services : 
*FM  broadcast  stations: 

Class  B  stations,  channel  allocations.    See 

Frequencies  and  channels,  allocation  of. 

Hearings  on   applications,   .schedule  of,  for 

May,  June  and  July  1949 .  1830 

Standard  broadcast  stations: 

Hearings  on   applications,  schedule  of,  for 

May.  June  and  July  1949 1830 

Standards  of  good  engineering  practice; 
groundwave  signals,  adoption  of  equiva- 
lent distance  (Kirke)  method  of  deter- 
mining groundwave  field  Intensity  con- 

tour ^ 1870 

Time  of  operation;  proposed  rule  maklng.__     1896 
Record  players,  wireless;  proposed  rule  making. 
See  Restricted  radiation  and  Incidental  ra- 
diation devices.; 
Restricted  radiation  and  incidental  radiation  de- 
vices; proposed  rule  making 2033 

Ship  services: 
Frequencies;  proposed  rule  making: 

Authorized  use  of  2003.  2638,  and  2738  kc.__     2094 

Control  of  carrier  wave  in  telephony _     2094 

Shared  use  of  2003.  2638,  and  2738  kc 2094 

Stilp  radiotelephone  stations  In  Great  Lakes 

area 2095 

Ship  telephone  stations 2094 

Operating  procedure  for  ship  radiotelephone 

stations  in  Great  Lakes  area;  proposed 2094 

Radar  installation  requirements,  temporary 
waiver  respecting  unlicensed  personnel  ex- 
tended     1872 

Radio  installation,  ship  radiotelephone  .stations" 

in  Great  Lakes  area ;  proposed  rule  making.    2095 
Stage  controls  using  low  power  radio  frequency; 
proposed  rule  making.    See  Restricted  ra- 
diation and  Incidental  radiation  devices. 
Standard  broadcast  stations.    See  Radio  broad- 
cast services. 
Traffic  control  systems  at  railway  marshalling 
yards,  etc.;  proposed  rule  making.    See  Re- 
stricted radiation  and  Incidental  radiation 
devices. 
Warning  devices  using  low  power  radio  frequency; 
proposed  rule  making.     See  Restricted  I'adla- 
tion  and  Incidental  radiation  devices. 
Organization,  delegations  of  authority,  etc.;  desig- 
nation of  Motions  Commissioner  for  April  1949.     1743 
Practice  and  procedure: 
Procedure  relating  to  handling  of  broadcast  ap- 
plications,  proposed  revision;    extension   of 
time  for  filing  statements  or  briefs 1769 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.     P»K« 
Rules  and  regulations,  etc. — Continued 
Practice  and  procedure — Continued 
Radio    licenses,    applications    and    proceedings 
affecting : 
Piling  of  applications  and  description  of  forms: 
Modification  of  license,  broadcast  and  non- 
broadcast;  citizens  radio  station 1616 

Renewal  of  license,  broadcast  and  nonbroad- 

Cftst  *  * 

Aircraft  radio  station,  waiver  of  Inspection 

requirement 1616 

Citizens  radio  station 1616 

Station  license  where  no  construction  permit 

required;  citizens  radio  station 1616 

Handling  of  broadcast  applications,  proposed 
revision  of  procedure  with  respect  to.    See 
Procedure. 
Processing  applications;  acceptance  of  applica- 
tion, for  citizens  radio  service 1597 

FEDERAL  CROP  INSURANCE  CORPORATION: 
Crop  insurance  regulations;  wheat,  1950  and  succeed- 
ing crop  years 1*55 

FEDERAL  HOUSING  ADMINISTRATION: 
Mutual  mortgage  insurance;  eligibility  requirements 
of  mortgage  covering  one  to  four  family  dwellings, 

fee  to  accompany  application 1846 

Organization  and  functions: 

Central   office 2072 

Field  organization;  locations 2072 

FEDERAL  PERSONNEL.    See  Civil  Service  Commission. 

FEDERAL  POWER  COMMISSION: 
HcstrlQKS  etc. ' 

Allentown-Bethlehem  Gas  Co 1718 

Arizona  Edison  Co.,  Inc 2050 

Arkansas  Fuel  Oil  Co 2098 

Arkansas  Louisiana  Gas  Co 1902.  2098 

Arkansas-Oklahoma  Gas  Co 2036 

Black  Hills  Power  and  Ught  Co 1902 

Blue  Ridge  Electric  Cooperative,  Inc 2151 

Border  Pipe  Line  Co —     1694 

BrooKlyn  Borough  Gas  Co 1994 

Brooklyn  Union  Gas  Co 1994 

Calhoun,  Eva  Lee 150* 

California  Electric  Power  Co 2050 

California  Oregon  Power  Co 1718 

Central  Arizona  Light  and  Power  Co 2050 

Central  New  York  Power  Corp 1621,  1720 

Cities  Service  Gas  Co 1621 

Citizens  Gas  and  Coke  Utility 1773 

Cobbwood,  Inc 1*^20 

Columbia  Gas  System,  Inc 1719, 1720,  1938 

.  Connecticut  Light  and  Power  Co 1810 

Connecticut  Power  Co 1810 

Consumers  Gas  Co 1*^18 

Dakotas  Electric  Cooperative,  Inc 1855 

Dunn,  Richard  R 1902 

Dyersburg,  Tenn..  Corp.  of 1718 

East  Tennessee  Gas  Co 1938 

East  Tennessee  Natural  Gas  Co 1810,  2072 

Eastern  Pipe  Line  Co 1720 

El  Dorado  and  Placer  Counties.  Calif 1744 

El  Paso  Natural  Gas  Co 1504,  1832,  2125,  2126 

Empire  Gas  and  Fuel  Co 1719 

Equitable  Gas  Co 1774 

Ford,  Henry,  and  Son,  Inc 1504 

Fort  Peck  Project,  Montana 1557 

Georgia  Power  Co 1504,  1810 

Oraydon  Anthony  Lumber  Co 1720 

Grove,  Emerson  M 1504 

Hagerstown  Gas  Co 1938 

Hall,  Lowell,  L 1718 

Harrisburg  Gas  Co 1718 

Hartford  Electric  Ught  Co 1718 

Home  G«s  Co 1720 

Hook-Aston  MilUng  Co 2125 

Idaho  Power  Co . —    1902 

Indianapolis,  City  of;  Board  of  Dlr^tors  for  Utili- 
ties.  .,- 1773 

Jones,  Chandler  W— ,-j..-.-^,- 1694 

Kansas-Nebraska  Natural  Gas  Co.,  lad.. 1556 

Kentucky  Utilities  Co — —    1718 

Keystone  Gas  Co.,  Inc . .— .-    1720 


FEDERAL  POWER  COMMISSION— Continued  ^^^^ 

Hearings,  etc. — Continued 

King,  John  Dewey  and  Lesta  H 2125 

Kings  County  Ughting  Co 1994 

Lawrenceburg  GasCo 1718 

Louisiana-Nevada  Transit  Co 1720,  1902 

Lower  Colorado  River  Authority 1810 

Madison  Utilities  Corp -     1718 

Manufacturers  Light  and  Heat  Co 1938 

•    McGldVie,  M.  P 1902 

Minnesota  Power  and  Light  Co 1832 

Mississippi  River  Fuel  Corp 1902 

Montana-Dakota  Utilities  Co 1855 

Mountain  Fuel  Supply  Co 1994 

Mountain  States  Power  Co 1694.  1832 

Nantahala  Power  and  Light  Co 2049 

National  Gas  and  Oil  Corp 1718 

Nebraska  Natural  Gas  Co 1556 

Nebraska  Public  Power  System  Power  Plant 2151 

New  England  Power  Co 1694 

New  York  Power  and  Light  Corp. 2098 

New  York  State  National  Gas  Corp 1719,  2125 

Norrls  City,  111.,  Village  of 1718 

Northern  Berkshire  Gas  Co --     1658 

Northern  Natural  Gas  Co— 1621, 1744,  2151 

Ohio  Fuel  Gas  Co — 1719 

Otter  Tail  Power  Co 1810 

Pacific  Gas  and  Electric  Co 1504,  2125,  2126 

Pend  Oreille  Mines  and  Metals  Co 1773 

Peoples  Natural  Gas  Co 2151 

Philadelphia  Gas  Works  Co 1718 

Piedmont  Natural  Gas  Corp 1394 

Placer  and  El  Dorado  Counties,  Calif 1744 

Potomac  Gas  Co. 1832,  2050 

Powers,  Philip  H _— 1902 

Red  River  Gas  Co 1832 

Rockland  Electric  Co — 1658 

Rosslyn  Gas  Co 2050 

Seattle,  Wash.,  City  of 1718 

Sherrard  Power  System 1658 

South  Carolina  Power  Co 1810 

Southern  California  Edison  Co 1504 

Southern  Union  Gas  Co 1854.  2098 

Southwestern  Development  Co 1832 

Spencer,  Cordelia  Schrode 2125 

Tennessee  Gas  Transmission  Co 1810,  2036,  2072 

Tennessee  Gas  Transportation  Co 1938 

Tennessee  Natural  Gas  Lines.  Inc 1938 

Texas  Ea.stern  Transmission  Corp..  1718,  1719,  1773.  1774 

Texas  Gas  Transmission  Corp 1658,  1718 

Transcontinental  Gas  Pipeline  Corp 1994 

Trlplett  Estate 1873 

Trotter,  Herbert 1873 

Trunkllne  Gas  Supply  Co 1694 

United  Gas  Pipe  Line  Co 1773 

United  Natural  Gas  Co 1556.  2072.  2125 

Van  Allen.  F.  H 2125 

Virginia  Electric  and  Power  Co 1773,  1873 

West  Maryland  Power  Co 1504 

West  Texas  Gas  Co 1832 

Wisconsin  Public  Service  Corp 1902 

Wisconsin  Southern  Gas  Co 1902 

Woodstock  Electric  Light  and  Power  Co 1873 

FEDERAL  RESERVE  SYSTEM,  BOARD  OF  GOVERNORS: 
Consumer  instalment  credit: 

Certain  technical  provisions;  "lay-away"  plans 2011 

Supplement: 
Listed  articles,  down  payments,  loan  values;  cash 

price 2059 

Group  B;  minimum  down  payment,  maximum 

loan  value 2059 

Maturities;  maximum  maturity 2059 

Refinancing  pursuant  to  "Statement  of  Changed 

Conditions";   maximum   maturity 2059 

Credit  by  brokers,  dealers  and  members  of  national 
securities  exchanges: 
General  accounts* 

General  rule;  withdrawals 2083 

Supplementary  provisions : 

Margin  required  for  short  sales 1515 

Maximum  loan  value 1515 

■p«clal  accounts;  special  cash  account,  miscella- 
neous amendments 2083 
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FEDERAL   RESERVE   SYSTEM,   BOARD   OF   GOVER-     ^^ 
NORS^Continued 

International  Monetary  Fund,  collection  of  Informa- 
tion for  reporting  to  (respecting  gold  holdings  and 
foreign  currency  claims  on  and  liabilities  to  for- 
eigners of  banks,  corporations,  etc..  in  United 
States) ;  regulations  of  Office  of  International  Fi- 
nance, Treasury  Department.  See  Treasury 
Department. 

Loans  by  banks  for  purpose  of  purchasing  or  carrying 

registered  stocks;  maximum  loan  value  of  stocks.     1516 
FEDERAL  SECURITY  AGENCY: 

See  Education,  Office  of. 

Food  and  Drug  Administration. 
Freedmen's  Hospital. 
Public  Health  Service. 
Social  Security  Administration. 

General  administration ;  availability  of  final  opinions, 
orders  and  official  records  (correction  of  prior 

document) 1795 

FEDERAL  SUPPLY  BUREAU: 

Stock  piling  of  strategic  and  critical  materials;  func- 
tions of  Bureau  respecting.  See  War  Assets 
Administration. 

FEDERAL  TRADE  COMMISSION: 

He  irings,  etc. : 

Aquella  Products.  Inc 1721 

Bond  Trading  Co 1694 

Brody,  Charles  S 1721 

Campbell,  Ira  A.  and  Zella  F 1721 

Clarke,  L.  J 1721 

Mode  Craft 1695 

Mode  Craft  Co 1695 

Molin,  Benjamin 1694 

Pearl  Garment  Co 1695 

Pearl,  Henry  G.  and  Mildred 1695 

Prima  Products,  Inc 1721 

Richter.  Harry 1694 

Schattman.  Milton  E 1721 

Schreyer,  Edward  P.  and  Milton  P 1721 

Tomarkin,  Leandro  W 1721 

Trade  practice  rules: 

Clinical  thermometer  Industry;  notice  of  hearing. _  2126 

Mail  order  Insurance  Industry;  notice  of  hearing 2095 

FEDERAL  WORKS  AGENCY: 

See  Community  Facilities  Bureau. 

National  Industrial  Reserve ;  regulations  Issued  by  Mu- 
nitions Board  respecting.  See  main  heading  Mu- 
nitions Board. 

FELLOWSHIPS;  regulations  of  Public  Health  Service 
respecting.    See  Public  Health  Service. 

FISH  AND  WILDLIFE  SERVICE: 

Lands  within  various  national  wildlife  refuges,  public 
land  orders,  etc..  affecting.     See  main  heading 
Land  Management  Bureau. 
Regulations : 
Alaska : 
Aquatic  mammals,  sea  lions;  killing  of.  in  Alaskan 
territory  and  waters  permitted,  with  certain 

exceptions 1795 

Commercial  fisheries;  salmon,  herring,  etc.,  fish- 
ing, various  areas: 
Kodiak;  herring  catch  limitations,  reduction  of.     1794 
Prince  William  Sound;  herring  catch  limita- 
tions. June  15  to  August  20,  reduction  of 1794 

Southeastern  Alaska;  herring  catch  limitatioas, 

reduction  of 1794 

Sea  lions,  killing  of,  in  Alaskan  territory  and  waters 
permitted,  with  certain  exceptions.  See  Alaska : 
aquatic  mammals. 

FISHING.     See  Hunting  and  fl.shing. 

FOOD  AND  DRUG  ADMINISTRATION: 

Regulations: 
Definitions  and  standards  of  Identity,  etc.! 
Canned  vegetables  other  than  those  specifically 
regulated;  identity,  label  statement  of  op- 
tional ingredients,  proposed  rule  making. ...    1769 
Cheeses,  cheese  foods,  etc.;  proposed  rule  making.    1960 
eocoo— 49 3 


FOOD  AND  DRUG  ADMINISTRATION— Continued      ^f^ 

Regulations — Continued 
Drugs: 

Certification  of  batches  of  penicillin-  or  strep- 
tomycin-containing drugs: 

Penicillin 1519.  2136,  2137.  2128 

Proposed  rule  making 1770 

Streptomycin 1519,  2137 

New  drugs;  provisions  respecting  economic  poi- 
sons  under   Federal   Food,   Drug   an^   Cos- 
metic Act.    See  main  heading  Agriculture 
Department. 
Tests  and  methods  of  assay  for  antibiotic  drugs; 

penicillin 2136 

Federal  Food.  Drug  and  Cosmetic  Act.  enforcement 
of;  economic  poisons  for  experimental  use.    See 
main  heading  Agriculture  Department. 
FOREIGN  AID  PROGRAM : 
Procurement  of  steel  and  products  in  United  States  by 
certain  foreign  countries  under  Foreign  Assistance 
Act;  voluntary  plans  for  shipment  of.    See  Com- 
merce Department. 
Relief  packages,  shipment.    See  Post  Office  Depart- 
ment. 

FOREIGN  AND  DOMESTIC  COMMERCE  BUREAU: 

See  Domestic  Commerce,  Office  of. 
International  Trade,  Office  of. 
FOREIGN  MONEYS.  SECURITIES.  ETC.: 

Conversion  of  currency  for  purpose  of  assessment  of 
duty  on  Imports.     See  Customs  Bureau. 

Information  respecting  foreign  currency  claims  of 
banks,  corporations,  etc.,  in  United  States,  regu- 
lations of  Office  of  International  Finance,  Treas- 
ury Department.    See  Treasury  Department. 

Paper  money,  letters  of  credit,  securities,  etc.;  Impor- 
tation by  mail.     See  Post  Office  Department. 

Values  of  foreign  moneys  in  terms  of  United  States 
money.    See  Treasury  Department. 
FOREIGN  SERVICE  OF  FEDERAL  PERSONNEL;  com- 
pensation for.    See  State  Department. 

FOREST  SERVICE: 

Lands  within  or  adjacent  to  various  national  forests: 
Designation  by  Secretary  of  Agriculture  of  certain 
lands  to  be  administered  as  parts  of  national 
forests.    See  main  heading  Agriculture  Depart- 
ment. 
Public  land  orders,  etc.,  affecting.     See  main  head- 
ing Land  Management  Bureau. 
FORESTS.  NATIONAL.     See  National  parks,  forests,  etc. 
FREEDMEN'S  HOSPITAL: 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A).    See    main 
heading  Civil  Service  Commission. 

G 

GEOLOGICAL  SURVEY: 

Power  sites;  classifications  and  cancellations: 

California;  No.  401,  Mount  Diablo  Meridian 1652 

New  Mexico;  No.  95,  New  Mexico  Meridian 1620 

Utah;  No.  397.  Salt  Lake  Meridian 1620 

Washington;  No.  93,  Willamette  Meridian 1620 

GERMANY: 

Mall  to.     See  Post  Office  Department. 
Military  Government  for;  regulations.    See  Army  De- 
partment. 
Property  of  nationals  of;   vesting  orders,  etc.    See 
'    Alien  Property,  Office  of. 

GIFT  PARCELS  (RELIEF  PACKAGES.  ETC.) ,  for  vari- 
ous countries;  shipment  of.  See  Post  Office  Depart- 
ment. 

GOLD  HOLDINGS;  information  respecting;  regulations 
of  Office  of  International  Finance,  Treasury  De- 
partment.    See  Treasury  Department. 

GOVERNMENT  EMPLOYEES.  See  Civil  Service  Com- 
mission. 

H 

HAW  AH: 

Air  transportation  service  between  Los  Angeles.  Cal- 
ifornia and  Hawaii;  hearing  respecting.  See  Civil 
Aeronautics  Board. 

School  lunch  program.    See  Agriculture  Department. 
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HOUSING  EXPEDITER,  OFFICE  OPt  i^« 

Procedure;   adjustments,  administrative  review  and 

Interpretations  under  maximum  r^nt  regulations.    1783 
Regulations: 
Rent  control :  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended: 
Housing,  controlled:  rent  regulations..  1571.  1868,  2060 
Amendments  affecting  areas  in  listed  States: 

Alabama 1587 

Arizona 1519,  1666.  1760 

Arkansas 1587,   1666.  2084 

California 1733,  1932 

Florida  1666 

See  also  Special  areas. 

Georgia 1667 

Illinois 1667 

Indiana 1587 

Iowa _ 1570,  1733,  1760 

Kentucky 1733 

Louisiana 2060 

Maryland 1667 

Massachusetts 1823 

Michigan 1667 

Minnesota 1666,  1733,  1760 

Mississippi 2060 

Missouri  2059 

Nebraska 1760 

New  Jersey 1537 

See  also  Special  areas. 
New  York.     See  Special  areas. 

North  Carolina 1666,  1760 

North  Dakota 1866 

Ohio _ 1666,   1733 

Oregon 1667 

Pennsylvania 1760 

South  Carolina 1733 

South  Dakota 1760,  2044 

Tennessee ^ 1667.  1760 

Texas 1587 

Virginia 1760 

West  Virginia 1666 

Wisconsin 1667.  1868 

Bpeclal  areas: 

Atlantic  County.  N.  J 1577.  1868,  2061 

Miami.  Pla 1588.  1868.  2061 

New  York  City 1574.  1868.  2060 

Rooming  houses  and  other  establishments,  con- 
trolled rooms  in;  rent  regulation..  1582.  1869.  2061 
Amendments  affecting  areas  in  listed  States: 

Alabama 1587 

Arizona 1520.  1669.  1759 

Arkansas 1669.  2085 

Cahfornia 1734.  1932 

Florida 1669 

See  also  Special  areas. 

Georgia 1670 

Illinois 1670 

Indiana 1587 

Iowa 1570.  1669.  1734,  1759 

Kentucky 1734 

Maryland 1670 

Michigan 1670 

Minnesota- 1669,  1734,  1759 

Mississippi 2062 

Missouri 2061 

Nebraska "     1759 

New  Jersey 1537 

New  York    See  Special  areas. 

North   Carolina 1669.  1759 

North  Dakota 1669 

Ohio 1669,  1734 

Oregon 1670 

Pennsylvania 1759 

South   Carolina 1734 

South  Dakota : 1759 

Tennessee 1670,  1759 

Texas 1587 

Virginia I759 

West  Virginia '. J 1669 

Wisconsin 1670 

Special  areas: 

Miami.  Pla 1584,  1869.  2062 

New  York  City 1580,  1869,  2062 


HOUSING  EXPEDITER,  OFFICE  OF— CenHnu«d  P*«* 
Regulations — Continued 
Veterans*  preference  in  sale  or  renting  of  housing 
accommodations  completed  after  June  30,  1947 
and  prior  to  June  30.  1950;  regulations  under 

Housing  and  Rent  Act  of  1947 1488 

Regulations  by  document  designation : 
Rent  control:  regulations  under  Housing  and  Rent 
Act  of  1947.  as  amended: 
Housing,  controlled: 
Areas,  special;  regulations: 
Atlantic  County.  N.  J.: 

Amendment  12 1577 

Amendment  13 I868 

Amendment  14 206I 

Miami,  Fla.: 

Amendment  15 1588 

Amendment  16 I868 

•Amendment  17 2O6I 

New  York  City: 

Amendment  12 1574 

Amendment  13 I868 

Amendi|ient  14 ; 2O6O 

egulation : 

Amendment  75 1519 

Amendment  76 1570 

Amendment  77 1571 

Amendment  78 '  1537 

Amendment  79 2  1666 

Amendment  80 1  ig67 

Correction I868 

Amendment  81 i667 

Amendment  82 I  1733 

Amendment  83 neo 

Correction J  2044 

Amendment  84 ZZ  1823 

Amendment  85 I868 

Amendment  86 1932 

Amendment  87 2059 

Amendment  88 I__~  2O6O 

Amendment  89 ~  2O6O 

Amendment  90 I  2084 

Procedural  Regulation  No.  2,  Rent "  1783 

Rooming  houses  and  other  establishments,  con- 
trolled rooms  In : 
Areas,  special;  regulations: 
Miami.  Fla.: 

Amendment  11 1534 

Amendment  12 ~  1869 

Amendment  13 ~  2062 

New  York  City: 

Amendment  9 1530 

Amendment  10 ~_Z  1869 

Amendment  11 I  2062 

Regulation: 

Amendment  71 1520 

Amendment  72 1570 

Correction I_"  i669 

Amendment  73 ~_  1582 

Amendment  74 Z2."  1587 

Amendment  75 111111  1669 

Amendment  76 "_!  i670 

Amendment  77 II__Z  1670 

Amendment  78 I__I"  1734 

Amendment  79 ...Ji  1759 

Amendment  80 I '  1339 

Amendment  81 "  1932 

Amendment  82 2O6I 

Amendment  83 2O6I 

Amendment  84 2062 

Amendment  85 2085 

Veterans'  Preference  Regulation,  as  amended  April 

1. 1949 _..  1438 

HOUSING  AND  HOME  FINANCE  AGENCY: 

See  Federal  Housing  Administration. 

Public  Housing  Administration 
HUNTING  AND  FISHING: 
Commercial    fisheries,    regulations    respecting.    See 

Pish  and  Wildlife  Service. 
In  Alaska.    See  Alaska  Game  Commisslcm;  Pish  and 

WUdllfe  Service. 
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IMMIGRATION  AND  NATURALIZATION  SERVICE:       Pa?* 
Immigration  regulations: 
Manifests:  alien  laborers  entering  and  departing 
from  United  States,  preparation  of  forms : 

Form  1-415 1515 

Form  1-434 1515 

Recording  of  arrivals,  departures  and  registrations: 
nonimmigrants  forms,  retention  at  port  of  entry 

in  exclusion  cases 1755 

IMPORTS  AND  EIXPORTS: 
Agricultural  commodities;  Importation  of  foods.     See 

Agriculture  Department. 
Customs  regulations  respecting.    See  Customs  Bureau. 
Export  control.     See  International  Trade,  Office  of. 
Free  time  and  demurrage  charges  on  import  property 
at  port  of  New  York.     See  Maritime  Commission. 
Germany;  instructions,  etc..  Lssued  by  Joint  Export- 
Import  Agency.    See  Army  Department. 
Liqueurs,  cordials,  etc.;  excise  tax  regulations.    Sec 

Internal  Revenue  Bureau. 
Livestock ;  Importation  of  cattle.    See  Animal  Industry 

Bureau. 
Postal  regulations  respecting.     See  Post  Office  Depart- 
ment. 
Steel  and  products  for  shipment  to  various  countries 
participating  in  foreign  aid  program;  voluntary 
plan  for  allocation  of.    5ee  Commerce  Depart- 
ment. 
Sugar;  import  quotas.     See  Agriculture  Department. 

INDIAN  AFFAIRS  BUREAU: 

Irrigation  projects;  orders  fixing  operation  and  main- 
tenance charges: 
Flathead  Indian  Irrigation  Project  'Jocko.  Mission 

Valley  and  Camas  Divisions) 1869 

San   Carlos   Indian   Irrigation   Project.   Montana. 

proposed  rule  making 1650 

Wind  River  Irrigation  Project.  Wyoming 1707 

INDUSTRIAL     RESERVE.     NATIONAL;      regulations 
respecting.     See  Munitions  Board. 

INDUSTRY  COOPERATION.  OFFICE  OF.     See  Com- 
merce Department. 
INFORMATION: 
Military  information,  safeguarding  of.     See  Air  Force 

Department. 
Statistical   Information    requested    by   International 
Monetary  Fund  with  respect  to  gold  holdings,  for- 
eign exchange,  etc.    See  Treasury  Department. 
Strategic  and  critical  materials;  reports  respecting. 
See  War  Assets  Administration. 

INSTALMENT  CREDIT,  consumer;  regulations  respect- 
ing.   See  Federal  Reserve  System. 

INSURANCE,  GOVERNMENT: 

Agricultural  crops.  See  Federal  Crop  Insurance  Cor- 
poration. 

Housing;  mortgage  Insurance.  See  Federal  Housing 
Administration. 

Old-age  and  survivors  insurance;  benefits  In  case  of 
deceased  World  War  II  veterans.  See  Social  Se- 
curity Administration. 

Railroad  employees  unemployment  insurance;  sick- 
ness benefits,  regulations  respecting.  See  Rail- 
road Retirement  Board. 

INTERIOR   DEPARTMENT: 

See  Alaska  Game  Commission. 
Fish  and  Wildlife  Service. 
Geological  Survey. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
Mines  Bureau. 
National  Park  Service. 
Reclamation  Bureau. 
Alaska  Railroad: 
Delegations  of  authority: 
By  Secretary.    See  Office  of  Secretary. 

Subdelegations  of  authority;  saving  clause 1937 

Lands,  public;  withdrawn  for  use  of,  for  explosive 
storage  purposes.  See  main  heading  Land 
Management  Bureau. 


INTERIOR   DEPARTMENT— Continued  Pag« 

Alaska  Road  Commission : 
Lands,  public,  withdrawn  for  u.se  as  administrative 
site.     See   main   heading   Land   Management 
Bureau. 
Redelegation  of  authority  with  respect  to  contracts.     1803 
Office  of  Secretary: 
Authority,  delegations  of.  by  Secretary,  to  various 
officials  respecting  certain  matters: 
Alaska  Railroad: 

Assistant  General  Manager;  certification  to  be 
made  resE>ecting  transfer  of  .surplus  prop- 
erty   to    Railroad    by    agency    of    United 

States 1937 

General  Manager: 

Authority  and  functions .   1937 

Surplus  property;   certification  to  be  made* 
respecting  transfer  of  property  to  Rail- 
road by  agency  of  United  States 1937 

Field  Committees  (Alaska,  Missouri  River  Basin, 
Pacific  Northwest,  and  Southwest),  chair- 
men; contracts  for  and  purchases  of  supplies 

and  services  not  exceeding  $100 2096 

Reclamation  Bureau;  Commissioner,  reclamation 

withdrawals 1937 

Territories  and  Island  Possessions.  Division' of" 
Director  and  Assistant  Director;  certification 
to  be  made  respecting  surplus  property 
transferred  to  Alaska  Railroad  by  agency  of 

United  States 1937 

Various  officials  of  Department,  authority  re- 
specting contracts  for  supplies  and  services; 

chairmen,  field  committees 2096 

INTERNAL  REVENUE  BUREAU: 

Estate  tax;  determination  of  tax  liability,  proposed 
rule  making: 
Transfers  intended  to  take  effect  at  or  after  de- 
cedent's death 1325 

Transfers  with  possession  or  enjoyment  retained""'    1325 
Excise  taxes: 
Documentary  stamp  taxes;  exemptions,  alteration 
and  modification  of  securities  under  Interstate 

Commerce  Act 1757 

Exemption  of  supplies   withdrawn   from  customs 
warehouses  for  war  vessels  of  certain  coun- 
tries.   See  main  heading  Customs  Bureau. 
Liquors,  distilled  spirits,  etc.:  • 

Gauging  manual;  proposed  rule  making: 
Remnant  packages,  capacity  to  be  determined 
by  weighing  and  to  be  marked  on  packages  • 

filling 1651 

Spirits  distilled  at  registered  distillery,  marking 
and  branding  casks  or  packages  when  filled 
from  receiving  cisterns  and  warehouse 
storage  tanks;  kind  of  spirits  branded  on 

barrel 1351 

Importation  of  distilled  spirits  and  wines;  miscel- 
laneous amendments  respecting  tax  on  im- 
ported liqueurs,  cordials,  etc 1490 

Manufacturers'  excise  taxes: 
Credits  and  refunds ;  miscellaneous  provisions  re- 
specting resales  of  certain  musical  instru- 
ments on  or  after  July  4,  1948 1758 

Musical  instruments,  certain: 
Exemption  from  sales  tax.    See  Radio  receiving 

sets. 
Refund  on  resales.    See  Credits  and  Refunds. 
Radio  receiving  sets,  etc.;   musical  instruments 
(sold  for  use  for  religious  or  educational  pur- 
poses), exemption 1753 

Mechanical  refrigerators;  household  type  refrig- 
erators  for  period   beginning   November   1. 

1942.  net  storage  space 1757 

Musical  instruments,  certain.    See  Manufacturers' 

excise  taxes. 
Refrigerators;  household  type  redefined.    See  Man- 
ufacturers' excise  taxes. 
Sales;  taxes  on  sales  by  manufacturer.     See  Manu- 
facturers' excise  taxes. 
Income  and  excess  profits  taxes: 
Organization;  Audit  Review  Division.     See  Organ- 
ization, central. 
Procedure  respecting.    See  Records  and  procedure. 
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INTERNAL  REVENUE  BUREAU— Continued  ^'^*> 
Organization,  central:  Divisions  of  Income  Tax  Unit. 
Audit  Review  Divisions,  miscellaneous   amend- 
ments      2070 

Records  and  procedure:  procedure: 

General  procedure;  disputed  liability,  rulings  (hear- 
ings in  Washington) 2063 

Income  and  excess  profits  taxes: 

Claims  for  credit  or  refund;  employee's  optional 

return  Form  1040A 2063 

Description  of  forms;  miscellaneous  amendments.     2063 
Examination  of  returns  and  determination  of  cor- 
rect liability;  general.  Form  1040A.  collector's 

audit 2063 

General;  regulations,  miscellaneous  amendments.    2063 

INTERNATIONAL  AGREEMENTS:  Bermuda  Telecom- 
munications Agreement.  See  Federal  Communica- 
tions Commission. 

INTERNATIONAL  FINANCE.  OFFICE  OP.  See  Treas- 
ury Department. 

INTERNATIONAL  MONETARY  AND  FINANCIAL 
PROBLEMS,  National  Advisory  Council  on.  See 
National  Advisory  Council  on  International  Mone- 
tary and  Financial  Problems. 

INTERNATIONAL  MONETARY  FUND,  request  by.  for 
information  respecting  gold  holdings,  and  foreign 
currency  claims  on  and  liabilities  to  foreigners  of 
banks,  corporations,  etc.  in  United  States;  regula- 
tions of  Office  of  International  Finance,  Treasury 
Department,  providing  for  collecting  and  reporting 
Information.    See  Treasury  Department. 

INTERNATIONAL  ORGANIZATIONS,  In  which  United 
States  participates;  reemployment  rights  of  Gerald 
C.  Gross,  formerly  with  Federal  Communications 
Commission,  upon  termination  of  employment 
with  International  Telecommunication  Union,  Exec- 
utive order  respecting.    See  Presidential  documents. 

INTERNATIONAL  TELECOMMUNICATION  UNION; 
reemployment  rights  of  Gerald  C.  Gross  (formerly 
with  Federal  Communications  Commission),  upon 
termination  of  employment  with  Union.  See  Presi- 
dential documents. 

INTERNATIONAL  TRADE,  OFFICE  OF: 

Export  c(introl : 
Authority,  delegation  of,  by  Secretary  of  Commerce 
to  listed  officials,  relating  to  enforcement  powers 
and  functions  under  Export  Control  Act  of  1949: 
Associate  Director  (George  L.  Bell)  and  Assistant 
Director  <  Francis  Mclntyre ) ;  authority : 
See  also  Export  Operations  Division  Director. 
To  prescribe  appropriate  procedures  or  rules 
and  regulations  for  exercise  of  powers  and 
^  functions  delegated  herein  to  any  person ._     1620 

To  require  reports,  keeping  of  records  by  any 
person  and  inspiection  of  records  and  prop- 
erty; issue  subpoenas  in  connection  with 
investigations  and  rules  and  regulations  for 

effective  enforiiement 1620 

-  Compliance  Commissioner  (Milton  M.  Thomp- 
son ) ;  authority  to  administer  oaths  and  issue 
subpoenas,  etc..  in  proceedings  for  denial  of 

licensing  privileges 1620 

Export  Operation.s  Division  Director,  Enforcement 
Branch  Chief,  any  certified  person  employed 
in  Enforcement  Branch.  Associate  Director 
and  Assistant  Director;  authority  to  make  in- 
vestigations, inspect  records  or  property,  ad- 
minister oaths,  take  testimony,  etc 1620 

Suspension  (or  denial)  of  license  privileges;  orders: 

Bcnedetti.  Nicholas  R.  (denial) 1689 

Bromund.  E.  A..  Co 16c9 

Bromund.  Jesse  F 1689 

Commando  Trading  Corp 1656 

Harris.  Arthur 1656 

Harris.  Arthur,  Inc 1656 

Pan  Pacific  Trading  Co.  (denial) 1689 

Semadis,  Peter  K 1605 

Semadis  b  Co 1605 

Bteel  allocation  plan,  voluntary,  for  foreign  countries 
participating  in  Economic  Cooperation  Adminis- 
tration program:  coordination  of  issuance  of  au- 
thorizations with  related  export  license.  See 
main  heading  Commerce  Department. 


INTERSTATE  COMMERCE  COMMISSION:  ^^^^ 

Accidents,  railroad;  reports  and  classification,  tele- 
graphic reports  of  certain  accidents  (resulting  in 
death  or  serious  injury  of  one  or  more  persons)  _.     1768 
Agreements;  freight  forwarders  and  motor  carriers. 

See  Freight  forwarders. 
Car  service;  suspension  of  two-for-one  and  follow- 
lot  rules  on  flat  cars  loaded  with  trailers  In  Ore- 
gon and  Washington,  order  vacated 1617 

Charges,  estimates  of;  transportation  of  household 

goods.     See  Motor  carriers. 
Explosives  and  other  dangerous  articles,  transporta- 
tion of;  regulations  amended 2011 

Commodity  list  of  explosives,  etc 2011 

Highway,  public;  common,  contract  or  private  car- 
riers by 2014 

Rail  freight  carriers,  regulations  applying  to 2014 

Shippers,  regulations  applying  to.., 2011 

Shipping  container  specifications 3013 

Flat  cars  loaded  with  trailers  in  Oregon  and  Washing- 
ton; two-for-one  and  follow-lot  rules.    See  Car 
service. 
Follow-lot  and  two-for-one  rules.     See  Car  service. 
Freight  forwarders,  agreements  with  motor  carriers 
on  terms  and  conditions  and  compensation  for 
carriers'  services;  postponement  of  effective  date.     1824 
Motor  carriers: 
Agreements  on  terms  and  conditions,  and  compen- 
sation for  services  by.    See  Freight  forwarders. 
Household  goods,  transportation  of.  in  interstate  or 
foreign  commerce;  estimates  of  charges,  effec- 
tive date  and  date  of  further  hearing 2065 

Railroad  accidents.  See  Accidents. 
Reports;  accidents.  See  Accidents. 
Two-for-one  and  follow-lot  rules.    See  Car  service. 

IRRIGATION  PROJECTS: 

Indian  irrigation  projects;  operation  and  mainte- 
nance regulations.     See  Indian  Affairs  Bureau. 

Lands  in,  opened  for  entry.    See  Reclamation  Bureau. 

Steel  for  certain  Federal  reclamation  projects;  volun- 
tary plan  for  allocation  of.  See  Commerce  De- 
partment. 

J 

JUSTICE  DEPARTMENT: 

See  Alien  Property.  Office  of. 

Immigration  and  Naturalization  Service. 

Voluntary  plans  for  allocation  of  steel  and  products 
for  requirements  of  various  Industries  and  agen- 
cies; approval  of  plans  by  Attorney  General  for 
purpose  of  granting  Immunity  from  anti-trust 
laws  and  Federal  Trade  Commission  Act.     See 

main  heading  Commerce  Department. 

1 

L 

LABOR  DEPARTMENT: 

See  Public  Contracts  Division. 
Wage  and  Hour  Division. 

LABOR  DISPUTES,  emergency  boards  to  investigate: 
Executive  order  respecting.  See  Presidential  docu- 
ments. 

LAND  MANAGEMENT  BUREAU: 
Public  lands: 
Naval  Petroleum  Reserve  No.  1,  California;  with- 
drawal of  certain  lands  in  Kern  County  as  part 
of.    See  main  heading  Presidential  documents. 
Orders,  etc. : 

Air-navigation   sites;    withdrawals  of   lands   In 
Alaska  and  Oregon.    See  under  Withdrawals. 
Pish  refuges.    See  Wildlife  refuges. 
Homesteads.  Alaska;  described  lands  in  Tongass 
National  Forest  opened  to  homestead  settle- 
ment and  entry 2052 

Lands  opened  to  entry  by  veterans  and  general 
public: 

Ala.ska 1614.  162(K  1851.  1832.  2052 

Arizona 1737 

California 1794 

Colorado 2150 

Idaho _- 1500 

Nevada 1652,  1823 

Washington 2050 
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LAND  MANAGEMENT  BUREAU— Continued 
Public  lands — Continued 
Ordor.s,  etc.— Continued 

National  forests,  Alaska;  described  lands  in  Ton- 
gass  National  Forest  opened  to  homestead 

settlement  and  entry 

Pow^r  site  reserves,  restoration  of  lands;  Wash- 
ington. No.   403 

Ranges  (garnet,  winter.    Sec  Wildlife  refuge.s™ 
Reclamation   projects,  lands  within,  opened  to 
entry;  Colorado.  Blue-South  Platte  Project.. 
Sinre  space  re.serves,  Alaska;  restorations: 

No.  414 L 1651 

No.  415 

No.  416 ' 

Small  tract  cla.sslflcations : 

Arizona;  No.  15.  correction 

Nevada: 

No.  22 

No.  23 '/.".'" 

Survey;  notice  of  filing  of  plats  of: 

Idaho 

Oregon _  1_  1  ~  " 

Wildlife  refuges,  etc.: 

Methow  Winter  Range  and  Wildlife  Refuge, 
Washington;  withdrawal  of  lands  for  use  of 
Washington  State  Game  Commission.  1520. 
Upper  Missj^isippl  River  Wildlife  and  Fish  Ref- 
uge.   Wisconsin;    withdrawal    order    (EO 

833H  partially  revoked 

W.  hdrawals.  cf  certain  lands: 
Alaska: 

Air  Force  Department:  Air  Force  ba.se__.  1520, 
Alaska  Railroad  use  for  storage  of  e:\plosives. 
land  withdrawn  for;  withdrawal  order 

(PLO  95 >  partially  revoked 1823. 

Alaska  Road  Commission  use  as  administra- 
tlve  site  in  maintenance  of  Alaska  High- 
w?iy.  land  withdrawn  for;  withdrawal 
order  (PLO  386)  partially  revoked..  1501. 
Anchorage.  City  of;  land  withdrawn  for  pro- 
tection of  water  supply 1614. 

Anchorage-Seward  highway;  land  withdrawn 

pending  relocation  of  portion  of 1614, 

Army  (War)  Department: 
Port   Richardson,   water  supply   of;    land 

withdrawn  for  protection  of 1614, 

Military  purposes: 

Withdrawal  order  (PLO  95)  partially  re- 
voked   1823, 

Withdrawal  order   (PLO  253 >    partially 

revoked 1614, 

Civil  Aer(jnautics  Administration:  air-navi- 
gation site  withdrawal  No.  168.  enlarge- 
ment  . 1614, 

Classification  and  examination  and  in  aid  of 

proposed  legislation 1895, 

Classification  and  survey;  withdrawal  order 

<PLO  386)  partially  revoked 1501, 

Governments,  Territorial,  State  and  Federal; 

institution'al  and  residential  use  for.  1614, 

Arizona;  Army  (War)  Department  use  as  aerial 

gunnery  range: 

Withdrawal  order  (PLO  126.  partially  revoked 

by  PLO  409)    revoked  as  to  remaining 

lands 

Withdrawal  order  (PLO  192)  revoked.. .II.. 
California: 
Army   (War)    E>epartment  use  as  bombing 
target  sites;  withdrawal  order  (PLO  125) 

partially  revoked 

Navy  Department : 
Aircraft   bombing  site;   withdrawal  order 

(EO  8883)  revoked 

Naval  Petroleum  Reserve  No.  1,  certain 
lands  withdrawn  in  contemplation  of 
inclusion  in;  withdrawal  order  (PLO 

460 >  revoked  in  part 

Ivlaho;  land  withdrawn  for  use  in  prosecution 
of  war,  withdrawal  order  (PLO  187)  re- 
voked  

Oregon: 
Civil  Aeronautics  Administration;  air-navi- 
gation site  withdrawal  No.  32 


Page 


2052 
2096 

2150 

1772 
1851 
1852 

1852 

1652 
1828 

1687 
1504 


1550 
1870 
1550 
1829 

1504 
1620 
1620 

1620 

1829 
1620 

1620 
1897 
1504 
1620 


1616 
1737 


1794 
1615 

1941 
1500 
1848 


LAND  MANAGEMENT  BUREAU— Continued 

Public  lands — Continued 
Orders,  etc. — Continued 
Withdrawals,  of  certain  lands — Continued 
O:egon — Continued 
Railway  grants,  restoration  from  withdrawal 
for.  to  permit  use  by  Department  of  Com- 
merce in  maintenance  of  air-navigation 
facilities;    EO   5160    (modifying   EO  of 

July  31. 1916)  revoked 

Washington.  Methow  Winter  Range  and  Wild- 
life Refuge;  land  withdrawn  for  use  by 
Washington  State  Game  Commission  in 

connection  with 1520 

Wiscon.sin;  Upper  Mississippi  River  Wildlife 
and  Fish  Refuge,  withdrawal   order   (EO 

8331)  partially  revoked 

Regulations: 
Leases,  mineral  (oil.  gas,  phosphate).    See  Min- 
eral lands. 
Mineral  lands;  permits,  leases  and  licenses: 
General  regulations  applicable;  rights  of  alieas. 
Oil  and  gas  leases;  applications  for  noncom- 
petitive leases^ 

Phosphate  leases  and  use  permits;  application 

for    lease 

Sale,  lease  or  use.  and  acquisitions;  public  salesi 
action  after  purchaser  is  declared I 

M 

MARINE  CORPS.     See  Navy  Department. 
MARITIME   COMMISSSION,  UNITED  STATES: 

Maritime  carriers;  free  time  and  demurrage  charges 
on  import  property  applicable  to  all  common  car- 
riers by  water  at  port  of  New  York- 
Merchant  Ship  Sales  Act  of  1946: 
Rules  and  regulations,  etc.;  prewar  domestic  costs, 
statutory  sale  price  of  additional  standard  type 

of  vessel 1501. 

Sales  prices  for  standard  types  of  Maritime  Com- 
mission vessels;  notice  of  additional  type 

MERCHANT  MARINE,  regulations,  etc.,  respecting.  See 
Coast  Guard. 

MILITARY  ESTABLISHMENT.  NATIONAL.  See  Na- 
tional Military  Establishment. 

MILITARY  GOVERNMENT  FOR  GERMANY  See 
Army  Department. 

MILITARY  INFORMATION,  safeguarding  of;  Air  Force 
Department  regulations.  See  Air  Force  Department. 

MILITARY  RENEGOTIATION  POLICY  AND  REVIEW 
BOARD,  regulations  issued  by;  joint  regulations  of 
armed  forces.    See  National  Military  Establishment 

MINES  BUREAU: 
Mechanical  equipmenf  for  mines,  tests  for  permissibil- 
ity, and  fees;  mobile  diesel  powered  equipment 
for  non-coal  mines 

MINT  BUREAU.     See  Treasury  Department." 

MONEYS.  FOREIGN.    See  Foreign  moneys. 

MONETARY  AND  FINANCIAL  PROBLEMS  INTER- 
NATIONAL. NATIONAL  ADVISORY  COMMITTEE 
ON.  Sec  National  Advi.sory  Committee  on  Interna- 
tional Monetary  and  Financial  Problems. 

MOTHERS  DAY.  1949;  proclamation  respecting.     See 
Presidential  documents. 

MOTOR  CARRIERS;  regulations  respecting.  Sec  In- 
terstate Commerce  Commission. 

MUNITIONS  BOARD: 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

Functions  of.  in  stockpiling  of  strategic  and  critical 
materials.  See  main  heading  War  Assets  Admin- 
istration. 

Regulations  under  National  Industrial  Reserve  Act  of 
1948 

General "~.-~....Z~\_l. 

National  Industrial  Reserve,  procedures  for  desig- 
nation and  maintenance  of  properties  in 

National  Security  Clause  and  procedures  for  trans- 
fers of  property 
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NATIONAL    ADVISORY    COMMITTEE    FOR   AERO-     P«8e 
NAUTICS: 

Steel  and  products  for  requirements  of  Federal  aero- 
nautical agencies,  voluntary  plan  for  allocation 
of.    See  main  heading  Commerce  Department. 

NATIONAL  ADVISORY  COUNCIL  ON  INTERNA- 
TIONAL MONETARY  AND  FINANCIAL  PROB- 
LEMS, determination  by.  that  information  respect- 
ing gold  holdings  and  foreign  currency  claims  on 
and  liabilities  to  foreigners  of  banks,  corporations, 
etc.,  m  United  States,  Is  essential  in  order  to  com- 
ply with  request  of  International  Monetary  Fund 
respecting;  appendix  to  regulations  of  Office  of  In- 
ternational Finance.  Treasury  Department.  See 
Treasury  Department. 

NATIONAL  GUARD,  regulations  respecting.  See  Army 
Department. 

NATIONAL  INDUSTRIAL  RESERVE;  regulations  re- 
specting.    See  Munitions  Board. 

NATIONAL  MEDIATION  BOARD: 

Emergency  boards,  to  investigate  disputes  between 
certain  carriers  and  their  employees;  Executive 
orders  respecting.    See  main  heading  Presidential 

documents. 

NATIONAL   MILITARY   ESTABLISHMENT: 

See  Air  Force  Department. 
Army  Department. 
Munitions  Board. 
Navy  Department. 
Civil  Service  Rules;  certain  positions  excepted  from 
competitive    service    (Schedule    A),    See    main 
heading  Civil  Service  Commission. 
Joint  regulations  of  armed  forces: 

Armed  services  procurement  regulations;  patents 

and  copyrights 1923 

Military  renegotiation  regulations 1635,  1761.  1885 

Excessive  profits;  determination  and  elimination 

of 1761 

Forms,  military  renegotiation 1885 

Renegotiable  business  and  costs;  determination 

of 1635 

Regulations.    See  Joint  Regulations  of  armed  forces, 

above. 
Renegotiation  ( Military >  Policy  and  Review  Board; 
regulations  adopted  by.     See  Joint  regulations  of 
armed  forces,  above. 
Secretary  of  Defense: 

Clothing  allowances  to  enlisted  men  of  armed  forces, 
authority  to  prescribe;  Executive  order  respect- 
ing. See  main  heading  Presidential  documents. 
Transfer  from  Army  Department  to  Air  Force 
Department  of  functions,  etc^relating  to  listed 
matters: 
Quartermaster  General  or  Quartermaster  Corps, 

type  of  activities  performed  by .. 1819 

United  States  Disciplinary  Barracks;  establish- 
ment arid  operation  of,  and  custody  and  con- 
trol, including  clemency,  parole  or  restora- 
tion, of  persons  convicted  by  military  courts. _     1851 

NATIONAL  PARK  SERVICE: 
Regulation.";,  for  national  parks,  etc.: 

Fees;  admission,  guide,  elevator  and  automobile: 

Admission  fees;   miscellaneous 2086 

Commercial  passenger-carrying  vehicles;  Mam- 
moth Cave  National  Park 2086 

Guide  fees: 

For  Crystal  Cave 2086 

For  Lehman  Caves 2086 

General  rules  and  regulations: 
Fishing ;  closing  of  waters  by  posting  of  signs,  dur- 
ing emergency  period  and  to  prevent  overuse 

by  fishermen 2085 

Grazing,  and  agricultural  use 2085 

Special  regulations: 
Grand  Teton  National  Park;   open  season  for 

fishing 2087 

Great  Smoky  Mountains  National  Park: 

Accidents;  report  of.  by  wrecker  operators 2087 

Passenger  trucks.     See  Accidents;  report  of,  by 

wrecker  operators. 
Speed 2087 


NATIONAL  PARK  SERVICE— Continued  *'^« 

Regulations,  for  national  parks,  etc. — Continued 
Special  regulations — Continued 

Mammoth  Cave  National  Park;  fishing 2037 

Natchez  Trace  Parkway;  speed 2087 

Yellowstone  National  Park: 

Boats;  revision  and  redeslgnatlon 2086 

Fishing;  revision  and  redeslgnatlon— 2086,2087 

Speed;  redeslgnatlon .* 2036 

Trucking;   redeslgnatlon 2086 

Vehicles,  weight  and  size  limits  for;  redeslg- 
natlon  - 2036 

NATIONAL  PARKS,  FORESTS.  ETC.: 
Forest  lands  to  be  administered  as  part  of  certain  ■ 
national   forests.    See  Agriculture  Department. 
Public   lands    in.    See   Land   Management    Bureau. 
Regulations.    See  National  Park  Service. 
NATIONAL  SECURITY  CLAUSE,  formulation  of,  and 
procedures  for  modification;  regulations  of  Muni- 
tions Board  respecting,  in  connection  with  National 
Industrial  Reserve.    See  MunUlons  Board. 
NATIONAL  WILDLIFE  REFUGES.    See  Land  Manage- 
ment Bureau. 

NAVIGATION  LAWS  AND  REGULATIONS: 

Airways.     See  Civil  Aeronautics  Administration;  Civil 

Aeronautics  Board. 
Waterways.     See  Coast  Guard;  Engineers,  Corps  of. 

NAVY  DEPARTMENT: 

Danger  areas  and  zones: 

Aircraft  danper  areas,  designation  of.  by  Civil  Aero- 
nautics Board.  See  main  heading  Civil  Aero 
nautics  Board. 
Danger  zones,  in  connection  with  naval  operations, 
etc.;  regulations  of  Corps  of  Engineers.  See 
main  heading  Engineers,  Corps  of. 
Lands,   public,   withdrawn   for   u.se   of   Department. 

See  main  heading  Land  Management  Bureau. 
Marine  Corps;  personnel.     Sec  Personnel. 
Personnel: 
Clothing  allowances  to  enlisted  men  of  Navy  and 
Marine  Corps  and  Reserves  thereof,  authority 
of  Secretary  of  Defense  to  pre.scribe;  Executive 
order  respecting.     See  main  heading  Presiden- 
tial documents. 
Transportation  of  household  goods  of  members  of 
Navy  and  Marine  Corps,  regulations  govern- 
ing;   Executive    order    ret-pectlng.    See    main 
heading  Presidential  documents. 
Petroleum  and  oil  shale  reserves,  Naval: 

Naval  Petroleum  Reserve  No.  I  (Elk  Hills).  Kern 
County.  California: 
Enlargement  of;  Executive  order  respecting.     See 

main  heading  Presidential  documents. 
Public  sales: 
Natural  (dry  and  residual  dry)  gas,  Invitation 

for  bids 1743 

Natural  gasoline,  invitation  for  bids 1742 

Naval  Petroleum  Reserve  No.  2  (Buena  Vista  Hills) , 
Kern  County,  California;  public  sale  of  royalty 

crude  oil,  invitation  for  bids 1742 

Procurement  regulations,  armed  services;  Joint  regu- 
lations of  armed  forces.  See  main  heading  Na- 
tional Military  Establishment. 
Renegotiation  regulations,  military;  joint  regulations 
of  armed  forces.  See  main  heading  National 
Military  Establishment. 


OIL  LANDS;  petroleum  and  oil  shale  reserves.  Naval. 
See  Navy  Department. 


PANAMA  CANAL: 
Canal  Zone  regulation:  employment  In  service  of  Pan- 
ama Canal  and  Panama  Railroad  Company  on 
Isthmus  of  Panama;  leave  of  absence  for  excepted 
alien  employees  (amendment  of  Executive  Order 
1888) 1499 

PARK  SERVICE,  NATIONAL,    See  National  Park  Serv- 
ice. 

PARKS.    See  National  parks,  forests,  etc. 
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PATENTS;  armed  services  procurement  regulations  re-     Page 

spectlng.     See  National  Military  Establishment. 
PETROLEUM  RESERVES,  NAVAL: 
Enlargement  of  Naval  Petroleum  Reserve  No.  1,  Cal- 
ifornia; Executive  order  respecting.    See  Presi- 
dential documents. 
Sale  of  petroleum  products  from.    See  Navy  Depart- 
ment. 

PHILIPPINE   ALIEN   PROPERTY  ADMINISTRATION: 
Claims,  debt;   extension  order  extending   bar  order 
date  for  filing,  in  respect  to  listed  debtors,  to  June 
15.  1949: 

Kiyomoto,   HIsato 1627 

Shigihara,   Yalchl _        1627 

Watarl.  Hikolchi 1627 

PHYSICALLY  HANDICAPPED  PERSONS,  employment 
of,  in  sheltered  workshops.  See  Wage  and  Hour 
Division. 

PLANT  QUARANTINE.  See  Entomology  and  Plant 
Quarantine  Bureau. 

POST  OFFICE  DEPARTMENT: 

Berlin.  Germany;   temporary  suspension  of  surface 

parcel  post.     See  International  postal  service. 
Counterfeit  obligations,  securities,  etc.;  post  oCBces  to 
deliver  to  Treasury  Department  through  Secret 
Service.   See  main  heading  Treasury  Department. 
Regulations: 
Domestic  mail  matter;  provisions  applicable  to  sev- 
eral classes  of  mail  matter,  matter  liable  to 
damage   mails  or   Injure   person,   preparation 
and    packing    where    admissible,    radioactive 

material 2014 

International  postal  service: 
Ocean  mall  service;  noncontract  service,  compen- 
sation for  transportation  of  foreign  mails. 

free  transportation  of  foreign  mails 2015 

Postage  rates,  service  available,  and  instructions 
for  mailing: 
Registry,  Insurance,  c.  o.  d..  and  certain  ordi- 
nary services,  special  provisions  applicable 
to  international  insurance  service;  New- 
foundland (including  Labrador),  deletion.     1892 
Regular  (Postal  Union)  mails: 
Articles  for  foreign  countries: 
General  foreign  separating  scheme;  New 
York  "Bureau  Separation"  of  letters 
and    post    cards    and    of    newspaper 
(prints)    mail.    Labrador    and    New- 
foundland,  deletion 1892 

Matter  entitled  to  admission  In  interna- 
tional mails  free  of  postage;  Canada 
(including  Newfoundland  and  Labra- 
dor)     1892 

Prepayment  of  customs  duties;  Newfound- 
land (including  Labrador),  deletion 1892 

Articles  from  foreign  countries,  undeliverable 
articles,  charges;  (except  Newfoundland 

Including  Labrador),  deletion 1892 

General  Information  and  instructions  regard- 
ing articles  in  Postal  Union   (regular) 
mails: 
Combination  packages;  Newfoundland  (in- 
cluding Labrador),  deletion 1892 

Eight-ounce  merchandise  packages;  New- 
foundland (including  Labrador),  dele- 
tion      1892 

Letters  and  letter  packages;  Newfoundland 

(Including  Labrador),  deletion 1892 

,  Postage  rates,  limits  of  weight,  and  dimen- 
sions; Canada  (including  Newfound- 
land and  Labrador) 1892 

Small  packets;  Newfoundland   (including 

Labrador),   deletion 1892 

Special  delivery  (Expr6s)  service;  Canada 
(including  Newfoundland  and  Labra- 
dor)   1892 

Indemnity : 
For  Insured  parcel  post ;  Canada  (including 

Newfoundland  and  Labrador) 1892 

Principal  exceptions  to  Indemnity;  Canada 
(including  Newfoundland  and  Labra- 
dor)   1892 


POST  OFFICE  DEPARTMENT— Continued  p^k* 

Regulations — Continued 
International  postal  service — Continued 
Postage  rates,  service  available,  and  instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice In : 
Austria;  U.  S.  A.  gift  parcels: 
Meat,  medlcinals.  and  drugs  Included  ln__     1613 

Table  of  rates 1613 

Belgium;  U.  S.  A.  gift  parcels,  meat,  med- 
lcinals. and  drugs  included  in 1677 

Cameroons,  French;  regular  mails,  prohibi- 
tions: 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redesignations  and  revision 1893 

Canada  (including  Newfoundland  and  Lab- 
rador)  1892 

Change  in  mailing  address  and  air  rate  for 

Newfoundland;  effective  date 2034 

China  (including  Taiwan  (Formosa)  and 
leased  territory  of  Kwangchowwan  (Fort 
Bayard));  U.  S.  A.  gift  parcels,  meat. 

medicinals,  and  drugs  included  In 1677 

Dahomey;  regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redesignations  and  revision 1893 

France  (including  Monaco) ;  regular  mails, 
prohibitions : 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redesignations  and  revision...,. 1893 

French   Equatorial    Africa    (Gabon.    Moyen 
(Middle)    Congo.   Oubangui-Chari.   and 
Tchad);  regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 

French  settlements: 
In  India  (Chandemagore,  Karikal,  Mahe. 
Pondichery    and    Yanaon) ;     regular 
mails,  prohibitions,  paper  money,  let- 
ters of  credit,  securities,  etc 1893 

Of  Oceania  (Society  Islands  (Tahiti  and 
Moorea) ,  Marquesas  Islands  (Nukahiva 
and  Hivaoa),  Tuamotou  Group.  Lee- 
ward Islands  (French)  (Huahlne, 
Raiatea.  Tahaa,  and  Borabora),  Gam- 
bier,  Tubuai.  and  Rapa  Islands) ;  reg- 
ular mails,  prohibitions,  paper  money. 

letters  of  credit,  securities,  etc 1893 

Germany : 
Parcel  post: 
Delivery  fee  collected  from  addressees  by 
German  postal  service  for  delivery  of 

parcels 1847 

Table  of  ratQs: 
Berlin,  suspension  of  surface   parcel 

post  service  to  all  sectors 1614,  1619 

Surface  parcel  rates.  Including  transit 

charges  for  Soviet  zone 1614 

U.  S.  A.  gift  parcels: 
Meat,  medicinals.  and  drugs  Included  ln_     1614 
Table  of  rates  (surface  only)  applicable 
to   American.   British   and   French 

zones 1614 

Great  Britain  and  Northern  Ireland  (Eng- 
land, Scotland  and  Wales,  also  Northern 
Ireland) ;   U.  S.   A.   gift  parcels,  meat. 

medicinals.  and  drugs  Included  In 1677 

Greece    (Including    Crete    and    Dodecanese 
Lslands) ;  U.  S.  A.  gift  parcels: 
Observations : 
Meat,  medicinals,  and  drugs  included  in.     1613 
Reduced  rates  applicable  to  Crete  and 

Dodecanese   Islands 1613 

Table  of  rates 1613 

Guadeloupe  (including  the  Islands  of  Desir- 
ade.  Les  Salntes,  Marie  Galante,  Petite 
Terre,  St.  Bartholomew  (Barthelcmy), 
and  French  port  of  St.  Martin) ;  regular 
mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 
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POST  OFFICE  DEPARTMENT— Continued  p^k" 

Regulations — Continued 

International  postal  service — Continued 
Postage  rates,  service  available,  and  Instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice in — Continued 
Guiana.  French;  regular  malls,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 

India:  French  settlements  in.     See  French 

settlements. 
Indo-China.     French     (Annam.     Cambodia. 
Cochin-China,  Laos,  and  Tonkin) ;  reg- 
_  ular  mails,  prohibitions: 

Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revLsion 1893 

Ireland,  Northern.    See  Great  Britain. 
Italy   (including  Republic  of  San  Marino > ; 
U.  S.  A.  gift  parcels,  meat,  medicinals. 

and  drugs  included  in 1677 

Japan:  U.  S.  A.  gift  parcels,  meat,  medicinals, 

and  drugs  included  in 1677 

Korea;  U.  S.  A.  gift  parcels,  meat,  medicinals. 

and  drugs  included  in 1677 

Luxemburg  < Grand  Duchy) ;  U.  S.  A.  gift  par- 
cels, meat,  medicinals,  and  drugs  in- 
cluded in 1677 

Madagascar  and  dependencies  "Madagascar, 
Sle.  Marie-de-Madagascar.  Nossi-Be, 
Comora  Islands  (Mayotte,  Grand  Com- 
oro. An.iouan,  Moheli));  regular  mails, 
prohibitions : 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 

Martinique:  regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redesignations  and  revision 1393 

Morocco   (French) ;  regular  malls,  prohibi- 
tions : 
Paper  money,  letters  of  credit,  securities. 

etc 1893 

Redesignations  and  revision 1893 

New  Caledonia  and  dependencies  (including 
Isle  of  Pines.  Loyalty  Islands,  Huan  Is- 
lands. Putuna  and  Alofl  Islands  and 
Wallis  Islands) ;  regular  mails,  prohibi- 
tions : 

Paper  money,  securities,  etc 1893 

Redesignations  and  revision 1893 

Newfoundland  (including  Labrador) ;  rescis- 
sion      1892 

Niger;  regular  mails;  prohibitions: 

Paper  money,  securities,  etc 1893 

Redesignations  and  revision 1893 

Oceania;  French  settlements  fn.    ^ee  French 

settlements. 
Poland:  parcel  post,  customs  clearance  fees 
may  be  charged  on  parcels  sent  to  indi- 
viduals, including  parcels  sent  as  gifts..     1847 
Portuguese  Timor;  parcel  post,  table  of  rates, 

surface  parcels 2015 

Ryuku  Islands;  U.  S.  A.  gift  parcels,  meat, 

medicinals.  and  drugs  Included  in 1677 

St.  Pierre  and  Mlquelon;  regular  malls,  pro- 
hibitions : 

Paper  money,  securities,  etc 1893 

Redesignations  and  revision 1893 

Senegal;  regiiJar  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 

Somaliland,  French;  regular  mails,  prohibi- 
tions: 

Paper  money,  securities,  etc 1893 

Redesignations  and  revision 1893 

Sudan,  French;  regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 


POST  OFFICE  DEPARTMENT— Continued  ^^i* 

Regulations — Continued 

International  postal  service — Continued 

Postage  rates,  service  available,  and  instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice  in — Continued 
Togoland,  French;    regular   mails,   prohibi- 
tions: 
Paper  money,  letters  of  credit,  securities, 

etc l8^3 

Redesignations  and  revision 1893 

Trieste  <Free  Territory  of) : 
Parcel  post: 

Air  parcels  given  air  transportation  to 
Italy  and  forwarded  to  Trieste  by 

surface  means 1613 

Table  of  rates;  air  parcels 1613 

U.  S.  A.  gift  parcels: 
Limitations  of  items  and  conditions  ap- 
plicable to   mailing 1613 

Table  of  rates  (surface  only) 1613 

Timlsla  (Tunis) ;  regular  mails,  prohibitions: 
Paper  money,  letters  of  credit,  securities, 

etc 1893 

Redesignations  and  revision 1893 

•     Vatican  City  State;   U.   S.  A.   gift  parcels, 

meat,  medicinals.  and  drugs  included  in.     1677 
Registry  system,  insurance  and  collect-on-delivery 
services:  indemnity  for  lo.-^ses.  when  no  indem- 
nity will  be  paid 2014 

Treatment  of  mail  matter  In  Post  Offices,  loss  or 
Improper  treatment,  undeliverable  mall  matter; 
privacy  and  safeguarding  of  mails,  correction 
of  mailing  lists,  allowable  corrections 2014 

PRESIDENTIAL  DOCUMENTS: 

Air  F\)rce  Department: 
Clothing  allowances  to  enli.«^tcd  men;  authority  of 

Secretary  of  Defense   to  prescribe  (EG  10049)-     1563 
Transportation  of  household  goods  of  members  of 

Air  Force:  regulations  governing  (EG  10053).-     1941 
Allowances  to  members  of  various  services: 

Clothing  allowances  to  enlisted  men;  authority  of 
Secretary  of  Defense  and  Secretary  of  Treasury 
to  prescribe,  for  specified  services  (EG  10049)  __     1563 
Transportation  of  household  goods,  allowances  for; 

regulations  governing  'EG  10053) 1941 

Armed  forces.    See  National  Military  Establishment. 
Army  Department: 

Clothing  allowances  to  enlisted  men;  authority  of 

Secretary  of  Defense  to  prescribe  (EG  10049)  __     1563 
Transportation  of  household  goods  of  members  of 

Army;  regulations  governing  (EG  10053) 1941 

Child  Health  Day.  1949  (Proc.  2835) 1863 

Civil  service,  reemployment  rights  In;  prior  order 
modified  to  entitle  Gerald  C.  Gross  to  reemploy- 
ment In  Federal  Communications  Commission 
on  expiration  of  five  year  term  of  service  with 
International    Telecommunication    Union     (EG 

10054) 2129 

Clothing  allowances  to  enlisted  men  of  various  serv- 
ices :  authority  to  prescribe.    See  specific  services. 
Coast  Guard : 
Clothing  allowances  to  enlisted  men  of  Coast  Guard 
and  Coast  Guard  Reserve;  authority  of  Secre- 
tary of  Treasury  to  prescribe  (EG  10049) 1563 

Transportation  of  household  goods  of  members  of 
Coast     Guard;     regulations     governing     (EG 

10053) 1941 

Coast  and  Geodetic  Survey;  transportation  of  house- 
hold goods  of  members,  regulations   governing 

(EG  10053) 1941 

Committees,  boards,  etc.;  emergency  boards  to  In- 
vestigate labor  disputes.    See  National  Mediation 
Board. 
Days  of  ob.servance : 

Child  Health  Day.  1949  (Proc.  2835) —     1863 

Mother's  Day.  1949  (Proc.  2836) 2105 

World  Trade  Week.  1949  (Proc.  2834) 1663 

Defense.  Secretary  of.    See  National  Military  Estab- 
lishment. 
Emergency  boards,  to  investigate  labor  disputes.    See 
National  Mediation  Board. 
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PRESIDENTIAL  DOCUMENTS— Continued  P"** 
Federal  Communications  Commission;  reemployment 
rights  of  Gerald  C.  Gross,  formerly  with  Commis- 
sion, on  expiration  of  term  of  service  with  Inter- 
national Telecommunication  Union  (EG  10054 )__    2129 
Interior  Department.    See  Land  Management  Bureau. 
International  organizations,  public,  in  which  United 
States  participates:  reemployment  rights  of  Fed- 
eral employees  transferred  to;   modification  of 
prior  order   with   respect   to   Gerald   C.  Gross, 
formerly  with  Federal  Communications  Commis- 
sion, employed  by  International  Telecommunica- 
tion Union  (EG  10054) 2129 

International  Telecommunication  Union;  reemploy- 
ment rights  of  Gerald  C.  Gross,  formerly  with 
Federal  Communications  Commission,  upon  ter- 
mination of  employment  with  Union  (EG  10054)  _    2129 
Labor  disputes,  emergency  boards  to  investigate.    See 

National  Mediation  Board. 
Land  Management  Bureau;  withdrawal  of  certain 
lands  in  Kern  County.  California,  for  enlargement 
of  Naval  Petroleum  Reserve  No.  1  (PLO  460.  with- 
drawing certain  lands  In  contemplation  of  inclu- 
sion In  Reserve,  revoked  in  part)  (EG  10052) 1941 

Marine  Corps.    See  Navy  Department. 

Mother's  Day.  1949  (Proc.  2836) 2105 

National  Mediation  Board;  emergency  boards  to  In- 
vestigate disputes  between  certain  carriers  and 
their  employees : 
Aliquippa  and  Southern  Railroad  Company  (EG 

10051) 1863 

Pacific  Unes  (EG  10048) 1455 

Railway  Express  Agency.  Inc.  (EG  10050) 1731 

Southern   Pacific   Company    (Pacific   Lines)     (EG 

10048) 1455 

National  Military  Establishment: 
See  also  Air  Force  Department;  Army  Department; 

Navy  Department.  • 

Secretary  of  Defense;  authority  to  prescribe  cloth- 
ing allowances  to  enlisted  men  in  armed  forces 

(EG  10049) __ 1563 

Navy  Department: 
Marine  Corps;  personnel  of.    See  Personnel. 
Personnel.  Naval: 

Clothing  allowances  to  enlisted  men  of  Navy  and 
Marine  Corps  and  Reserves  thereof;  authority 
of  Secretary  of  Defense  to  prescribe    (EG 

10049) 1563 

Transportation  of  household  goods  of  members  of 
Navy  and  Marine  Corps;  regulations  govern- 
ing (EG  10053)- __- 1941 

Petroleum  Reserve  No.   1,  Naval,  California;   en- 
largement to  Include  certain  public  and  private 

lands  In  Kern  County  (EG  10052) 1941 

Oil  lands.  In  California.    See  PetroleumReserve  No.  1, 

Naval. 
Petroleum  Reserve  No.  1,  Naval,  California;  enlarge- 
ment to  Include  certain  public  and  private  lands 

In  Kern  County  (EG  10052) 1941 

Public  Health  Service;  transportation  of  household 
goods  of  members  of  Service,  regulations  govern- 
ing (EG  10053) 1941 

Public  lands.    See  Land  Management  Bureau. 
Railroads;  emergency  boards  to  Investigate  labor  dis- 
putes Involving.    See  National  Mediation  Board. 
Transportation  of  household  goods  of  members  of 

various  services.    See  specific  services. 
Treasury  Department ;  authority  of  Secretary  to  pre- 
scribe clothing   allowances  to  enlisted  men  of 
Coast   Guard    and   Coast   Guard   Reserve    (EG 

10049)  _ 1563 

World  Trade  Week,  1949  (Proc.  2834)  ___ 1663 

PROCLAMATIONS.    See  Presidential  documents. 

PROCUREMENT  OP  SUPPLIES.  ETC.;  by  armed  serv- 
ices. See  Air  Force  Department;  Army  Depart- 
ment; National  Military  Establishment. 

PRODUCTION  AND  MARKETING  ADMINlSTRA-nON. 

See  Agriculture  Department. 

PUBLIC  CONTRACTS  DIVISION,  DEPARTMENT  OF 
LABOR: 

Handicapped  workers;   stipulations  in  Government 
purchase  contracts  respecting  Issuance  of  cer- 
tificates for  employees  of.     See  main  heading 
Wage  and  Hour  Division, 
aoooo— 49 4 


PUBLIC   CONTRACTS    DIVISION,   DEPARTMENT   OF     P»g« 
LABOR — Continued 
Minimum  wage  determinations,  under  Walsh-Healey 
Public  Contracts  Act;  various  industries: 
Seamless  hosiery  industry;  notice  of  hearing  on  pro- 
posed amendment 2047 

Soap   industry;    notice    of    hearing    on    proposed 

amendment 1802 

Woolen  and  worsted  industry 1792 

PUBLIC  HEALTH  SERVICE: 

Personnel,  transportation  of  household  goods  of  mem- 
bers of  Service,  regulations  governing:  Executive 
order  respecting.    See  main  heading  Presidential 
documents. 
Regulations;  fellowships: 
Appointments.    See  Awards. 

Awards,  of  regular  and  service  fellowships 1894 

Benefits : 
Travel  expenses: 

Regular  fellowships 1894 

Service  fellowships 1894 

Vacations  and  other  leave;  regular  fellowships 1894 

PUBLIC  HOUSING  ADMINISTRATION: 

Organization;  agency  description,  delegations  of  au- 
thority, etc. : 
Central  Office  organization  and  final  delegations  of 

authority  to  Central  Office  officials 1622 

Description  of  agency  and  programs 1622 

Reld   organization   and   final   delegations   of   au- 
thority  - ___     1625 

Special  delegations  of  authority 1627,  2151 

PUBLIC    LANDS.    See    Land    Management    Bureau? 

Presidential  documents;  Reclamation  Bureau. 
PUERTO  RICO: 

School  lunch  program.    See  Agriculture  Department. 
Sugar;  quotas,  etc.    See  Agriculture  Department. 

Q 

QUARANTINE: 
Livestock;   regulations  respecting.    See  Animal  In- 
dustry Bureau. 
Plants  and  plant  products.    See  Entomology  and  Plant 
Quarantine  Bureau. 

R 

RADIO  SERVICES,  regulations  respecting.    See  Federal 
Communications  Commission. 

RAILROAD  RETIREMENT  BOARD: 

Sickness  benefits  and  maternity  benefits;  claims  for 
sickness  benefits,  execution  of  statement  of  sick- 
ness and  supplemental  doctor's  statement 2044 

RAILROADS: 

Alaska  Railroad.    See  Interior  Department. 

Benefits  for  employees;  regulations  respecting.  See 
Railroad  Retirement  Board. 

Emergency  boards  to  investigate  labor  disputes  be- 
tween certain  carriers  and  their  employees;  Exec- 
utive orders  respecting.  See  Presidential  docu- 
ments. 

Operation,  etc.,  regulations  respecting.  See  Defense 
Transportation,  Office  of;  Interstate  Commerce 
Commission. 

Tax  exemption  from  certain  excise  taxes.  See  In- 
ternal Revenue  Bureau. 

RECLAMATION  BUREAU: 
Authority,  delegation  of,  from  Secretary  of  Interior  to 
Commissioner,     respecting     reclamation     with- 
drawals.   See  main  heading  Interior  Department. 
Regulations,  notices,  etc.:  ^ 

First  form  reclamation  withdrawals: 

Belle  Fourche  Project,  Wyoming 1809 

Central  Valley  Project.  California 1809 

Minidoka  Project,  Idaho 1808 

Salt  River  Project,  Arizona 1809 

Irrigation  projects: 
Fort  Peck  Project,  Montana,  notice  of  request  for 
confirmation  and  approval  of  rates  and 
charges  for  sale  of  power  from.  See  main 
heading  Federal  Power  Commission. 
Public  lands  opened  for  entry;  Shoshone  Irriga- 
tion Project,  Heart  Mountain  Di  vision, 
Wyoming .    1803 
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RECUMATION  BUREAU— Continued  <*<«« 
Regulations,  notices,  etc. — Continued 
Irrigation  projects — Continued 
Steel  and  products,  voluntary  plan  for  allocation 
of,  for  certain  Federal  reclamation  project*. 
See  main  heading  Commerce  Dep>artment. 
Water  rental,  temporary  service;  Kendrick  Irri- 
gation Project  ( Casper- Alcova  Irrigation  Dis- 
trict, unit  (I).  Wyoming 1936 

Public  lands: 
Land  withdrawals.     See  First  form  reclamation 

withdrawals. 
Public  lands  in  connection  with  irrigation  projects 
opened  for  entry.    See  Irrigation  projects. 

RECONSTRUCTION  FINANCE  CORPORATION: 

Stockpiling  of  strategic  and  critical  materials;  func- 
tions respecting.    See  War  Assets  Administration. 

REGIONAL  AGRICULTURAL  CREDIT  CORPORA- 
TION OF  WASHINGTON.  D.  C.  transfer  of  func- 
tions, assets,  etc.,  to  Farmers  Home  Administration. 
See  Farmers  Home  Administration. 

RELIEF  PACKAGES  (GIPT  PARCELS),  for  various 
countries ;  shipment  of.  See  Post  OfBce  Department. 

RENEGOTIATION,  MILITARY,  regulations  respecting; 
joint  regulations  of  armed  forces.  See  National 
Military  Establishment. 

RENT  CONTROL.    See  Housing  Expediter.  OfBce  of. 

RURAL  ELECTRIFICATION  ADMINISTRATION: 

Allocation  of  funds  for  loans  for  projects  in  various 
States : 

Alabama 1687.    1899 

Arkansas 1897,  1899 

Florida 1898.  1899 

Georgia 1653.  1688. 1897,  1898,  1899,  2098 

Illinois 1653,  1897.  2097 

Iowa 1652.  1688.  1897.  1898.  1899.  2097 

Kansas ^% 1653.  1897.  2097 

Louisiana 1687,  1897,  2097 

Maine 2097 

Maryland  '. 1898 

Minnesota   2097 

Mississippi 2098 

Missouri  1687 

Nebraska 1897.  1899.  2098 

New  Mexico 1688,  2097 

North  Carolina 1688,.  1689.  1898 

Ohio 1687 

Oklahoma 1653.  1897 

Oregon 1653.  1688.  1898 

South  Carolina 1652.  1653,  189P.  2097 

South  Dakota 1653.  1687,  1898 

Tennessee 1897 

Texas 1653.  1688.  1897,  1898,  1899.  2097.  2098 

Virginia 1688.  1899 

Washington 1897  1898 

Wisconsin 1653,  1688 

Procedures:  loans  pursuant  to  sections  4  and  5  of  Rural 

Electrification  Act;  applications  for  loans 2006 


SALARIES.     See  Wages  and  salaries. 

SCHOOL  LUNCH  PROGRAM.     See  Agriculture  Depart- 
ment. 

SEAMEN,  certification  of;  regulations  respecting.    See 
Coast  Guard. 

SECRET  SERVICE.     See  Treasury  Department. 

SECURITIES  AND  EXCHANGE  COMMISSION: 
Helrings.  etc.: 

Amarillo  Gas  Co 2074 

Amarillo  Oil  Co 2074 

American  and  Foreign  Power  Co.,  Inc 1721 

American  Gas  and  Electric  Co 1657,  1745,  1996.  2099 

American  General  Corp 1836 

American  Gold.  Inc 1607 

American  Light  and  Traction  Co 1506, 

1855.  1904,  1905.  2051 

American  Power  and  Light  Co 1558, 

1657,  1697,  1815,  1906,  2037,  2153 

American  Silver  Corp 1855 

American  Tobacco  Co..  Inc — ,    1812 


SECURITIES  AND  EXCHANGE  COMMISSION— Con.       P«ee 
Hearings,  etc. — Continued 

Appalachian  Electric  Power  Co 1657.  2099 

Arkansas  Power  and  Light  Co 1904.  1995 

Associated  Electric  Co 1695,  1696,  1834 

Attleboro  Steam  and  Electric  Co 1856 

Bankers  Securities  Corp 1696,  1774 

Belding   Heminway  Co... 1812 

Beverly  Gas  and  Electric  Co 1856 

Blackstone  Valley  Gas  and  Electric  Co 1606 

Boston  Stock  Exchange 1812.  1833 

Brockton  Edison  Co 1606 

Cambridge  Electric  Light  Co 1995 

Central  Kentucky  Natural  Gas  Co 2100 

Central  Massachusetts  Electric  Co 1856 

Chicago  Stock  Exchange 1774 

Cincinnati  Gas  and  Electric  Co 1835.  2037 

Cities  Service  Co 1745.  1814,  1873.  2153 

City  Stores  Co 1696 

Cleveland  Stock  Exchange 1774.  1813.  2152 

Columbia  Gas  System.  Inc.  1722. 1774, 1876, 2100,  2127.  2152 

Commonwealth  and  Southern  Corp 1836.  1874 

Con.solidated  Gas  Electric  Light  and  Power  Co.  of 

Baltimore 1627 

Consumers  Power  Co 1836 

Continental  Gas  and  Electric  Co 1905 

Continental  Gas  and  Electric  Corp 1505 

Cuban  Electric  Co 1721 

Dallas  Power  and  Light  Co 1558.2037 

Eastern  Massachusetts  Electric  Co 1856 

Eastern  Utilities  As.sociates 1606 

Electric  Advisers.  Inc _ 2153 

Electric  Bond  and  Share  Co 1558. 

1657,  1697, 1721. 1815, 1857,  19C4.  1906, 1995.  2037.  2153 

Electric  Power  and  Light  Corp 1857, 1904, 1995.  2153 

Equitable  Gas  Co 1813 

Pall  River  Electric  Light  Co —     1606 

Finley  Oil  and  Gas  Co 1813 

First  Bo.ston  Corp 1873 

Flelschmann.  Albert  J ■—     1698 

Gardner  Electric  Light  Co 1856 

General  Public  Utilities  Corp 1628. 

1695,  1696.  1833.  1834,  1857,  1875,  2051 

Gloucester  Ellectric  Co 1856 

Gloucester  Gas  Light  Co 1856 

Granite  State  Electric  Co 1856 

Greenfield,  Albert  M..  and  Co..  Inc 1696.  1774 

Gulf  Oil  Corp -.-     1833 

Harrisburg  Gas  Co__. 1875.  2100 

Haverhill  Electric  Co 1856 

Hawkeye  Casualty  Co 1836 

Home  Gas  Co 1722,  2152 

Illinois  Power  Co. 1558.  1874 

Indiana  Gas  and  Chemical  Corp 2099 

Indiana  Service  Corp 1_     1745 

International  Hydro-Electric  System 2073 

Interstate  Power  Co 1745,  2052 

Kansas  Electric  Power  Co 1815 

Kansas  Power  and  Light  Co 1697,  1815.  1938 

Kentucky  Utilities  Co 2051 

Kentucky  and  West  Virginia  Power  Co.,  Inc 1996 

Kings  County  Lighting  Co 2099 

Lawrence  Gas  and  Electric  Co 1856 

Lockaby.  J.  S  .  and  Co 1721 

Long  Island  Lighting  Co. 1628 

Los  Angeles  Stock  Exchange 1774 

Lowell  Electric  Light  Corp 1856 

Maiden  and  Melrose  Gas  Light  Co 1856 

Michigan  Gas  Storage  Co 1836 

Michigan-Wisconsin  Pipe  Line  Co 2051 

Middle  South  Utilities.  Inc 1857, 1904.  2153 

Middle  West  Corp 2051 

Midland  Utilities  Co 1745 

Minneapolls-Mollne  Co 2127 

Minneapolis-Moline  Power  Implement  Co 2127 

Mississippi  Power  Co 1874 

Mississippi  Power  and  Light  Co 1857 

Montaup  Electric  Co _* 1606 

Narragansett  Electric  Co 1856 

National  Association  of  Securities  Dealers.  Inc 1721 

Nebra.'^ka  State  Railway  Commission 1607 

New  England  Electric  System 1606,  1856.  1903 

New  England  Gas  and  Electric  Assn 1995 

New  England  Power  Co 1856 

New  York  Curb  Exchange 1627,  2099 

New  York  Power  and  Light  Corp 1628 
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New  York  State  Electric  and  Gas  Corp 1695.  1696,  1834 

New  York  Stock  Exchange 1627,  1774,  1813,  1833.  2152 

Niagara  Hudson  Power  Corp 1628 

North  American  Co -  1558.  1874.  1938 

North  American  Light  and  Power  Co_  1697.  \815. 1874,  1938 

Northampton  Electric  Lighting  Co 1856 

Northern  Berkshire  Gas  Co 1856 

Northern  Natural  Gas  Co ^ 1607 

Northern  States  Power  Co.  (Minn.) 1627.  2152 

Northern  States  PdWer  Co.  (Wis.) 2152 

Ohio  Edison  Co 2152 

Ohio  Fuel  Gas  Co 2127 

Ohio  Public  Service  Co - 1745,  1873 

Olmsted,  George 1836 

Panhandle  Ea.stern  Pipe  Line  Co 1836 

Panhandle  Pipe  Line  Co 2074 

Philadelphia-Baltimore  Stock  Exchange 1627, 

1812.  2127,  2152 

Philadelphia  Co 1813 

Pittsburgh  Stock  Exchange 1774 

Pittsburgh  and  West  Virginia  Gas  Co 1813 

Public  Service  Coordinated  Transport 1695,  1875 

Public  Service  Interstate  Transportation  Co 1695,  1875 

Quincy  Electric  Light  and  Power  Co 1856 

Rochester  Gas  and  Electric  Corp 1833,  2051 

Salem  Gas  Light  Co 1856 

San  Francisco  Mining  Exchange 1855 

San  Francisco  Stock  Exchange 1774 

Sears,  Roebuck  and  Co 1774 

Seventh  and  Grand  Co 1836 

Shareholders'  Trust  of  Boston 1505 

Socony-Vacuum  Oil  Co.,  Inc 1813 

Ekjuthern  Berkshire  Power  and  Electric  Co 1856 

Southern  Co .. 1874 

Southwestern  Development  Co 2074 

Standard  Gas  and  Electric  Co -    1627, 

1698,  1813.  1814.  2152 

Standard  Oil  Co.  (N.  J.) 1813 

Standard  Power  and  Ught  Corp 1627,  1698,  1813 

Staten  Island  Edison  Corp___ 1628.  1857 

Storage  Co 1836 

Suburban  Gas  and  Electric  Co 1856 

Terre  Haute  Gas  Corp 2099 

Texas  Electric  Service  Co 1657.  1697,  1906.  2153 

Texas  Power  and  Light  Co 1815 

Texas  Utilities  Co 1558.  1657,  1697.  1906.  2037.  2153 

Toledo  Edison  Co 1814.  2153 

United  Corp 1695,  1835,  1858.  1875.  2037.  2127 

United  Fuel  Gas  Co -—     1876 

United  Gas  Corp 2153 

United  Gas  Improvement  Co 1875.  2100 

United  Light  and  Power  Co 1505.  1904.  1905 

United  Ught  and  Railways  Co 1505.  1855.  1904,  1905 

Utah  Power  and  Light  Co 1722.  2037 

Wachusett  Electric  Co 1856 

West  Texas  Gas  Co 2074 

Western  Colorado  Power  Co - 1722,  2037 

Weymouth  Light  and  Pdwer  Co 1856 

White.  R.  H..  Corp. . 1696 

Wisconsin  Public  Service  Corp 1814.  2152 

Wisconsin  River  Power  Co 1814 

Worcester  County  Electric  Co 1856 

Worcester  Suburban  Electric  Co . 1856 

Rules  and  regulations.  Securities  Exchange  Act  of 
1934;  registration  of  unissued  securities  (other 
than  warrant)  for  "when  issued "  dealing,  under 
plan  of  reorganization  pursuant  to  court  order. _     1488. 

2044 

SOCIAL  SECURITY  ADMINISTRATION: 

Old  Age  and  Survivors  Insurance  Bureau: 

Benefits  in  case  of  deceased  World  War  II  veterans; 
meaning  of  terms: 

Conditions  other  than  dishonorable 1846 

Definition.  Individual  who  has  served  in  active 

military  or  naval  service  of  United  States 1846 

STATE  DEPARTMENT: 

Authority  to  sign  contracts.  Government  bills  of 
lading,  etc.;  delegation  from  Secretary  to  various 
offlclals 2070 

Compensation,  foreign  and  territorial;  additional  com- 
pensation In  foreign  areas,  designation  of  differ- 
ential posts  v/ith  effective  dates 1703 


STATE  DEPARTMENT— Continued  ^^« 

Contracts,  delegation  of  signing  authority.    See  Au- 
thority. 

STATISTICAL  INFORMATION,  requested  by  Interna- 
tional Monetary  Fund  with  respect  to  gold  holdings, 
foreign  exchange,  etc.    See  Treasury  Department. 
SURPLUS  PROPERTY,  disposal  of: 

In  United  States,  territories,  and  possessions.    See 

War  Assets  Administration. 
Transfer  of  surplus  property  to  Alaska  Railroad,  au- 
thority respecting.    See  Interior  Department. 


TARIFF  COMMISSION,  UNITED  STATES: 
Applications  for  investigations  and  relief  from  alleged 
threat  of  injury  due  to  increased  Imports  of  va- 
rious commodities: 

Filberts,  not  shelled 1816 

Hops 1506 

Rye  wafers.  "Ry-King" 1698 

TAXES,  excise,  income,  etc.    See  Internal  Revenue. 

TRAINING  GRANTS;  public  health  fellowships.  See 
Public  Health  Service. 

TRANSPORTATION  OF  HOUSEHOLD  GOODS,  for 
members  of  various  services;  Executive  order  re- 
specting.   See  Presidential  documents. 

TREASURY   DEPARTMENT: 

See  Coast  Guard. 
CtLstoms  Bureau. 
Federal  Supply  Bureau. 
Internal  Revenue  Bureau. 
Accounts  Bureau;   surety  companies   acceptable  on 
Federal  bonds,  Kansas  City  Fire  and  Marine  In- 
surance Co 1850 

International  Finance.  Office  of;  transactions  In  for- 
eign exchange,  transfers  of  credit,  and  export  of 
coin  and  currency: 

Forms,  prescribed,  description  of 2063 

Regulations  revised  (incorporation  of  provision  for 
reporting  to  International  Monetary  Fund  of 
Information  respecting  gold  holdings  and  for- 
eign currency  claims  on  and  liabilities  to  for- 
eigners of  banks,  corporations,  etc..  in  United 

States) 1520.  2063 

Mint  Bureau;  values  of  foreign  moneys,  for  quarter 

beginning  April  1,  1949 1491 

Secret  Service: 
Authorization  of  all  banks.  United  States  post  offices, 
and  disbursing  officers  of  United  States  and 
their  agents  to  deliver  to  Treasury  Department 
counterfeit  obligations  and  other  securities  and 
coins  of  United  States  or  of  any  foreign  gov- 
ernment: 
Delivery  of  counterfeit  obligations  and  other  se- 
curities and  coins  authorized 1591 

Headnote  amended 1591 

Secretary  of  Treasury,  authority  of,  to  prescribe  cloth- 
ing allowances  to  enlisted  men  of  Coast  Guard  and 
Coast  Guard  Reserve;  Executive  order  respecting. 
See  main  heading  Presidential  documents. 

V 

VETERANS: 

Deceased  World  War  II  veterans,  benefits  to  survivors 
of.    See  Social  Security  Administration. 

Public  lands,  rights  of  veterans  to.  See  Land  Manage- 
ment Bureau;  Reclamation  Bureau. 

VETERANS  ADMINISTRATION: 
Regulations: 
Claims: 
Dependents  and  beneficiaries  claims: 

Evidence    required    In    establishing    proof    of 
birth,  relationship,  marriage,  death  and  de- 
pendency : 
Cause  of  death,  direct  or  contributory;  cross 

reference  notes 1933 

Determination  of  domestic  relations  ques- 
tions  1933 

Cross  reference  notes;  deletion 1933 

Filing  of  claims  and  supporting  evidence;  ap- 
plication for  death  benefits 1933 

Cross  reference  notes 1933 
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Regulations — Continued 
Claims — Continued 
Dependents  and  beneficiaries  claims — Continued 
Pensionable  and  compensable  service  for  death 
pension  and  compensation  purposes;  death 

of  veteran  due  to  service,  general  law 1933 

Veterans'  claims;  proof  of  relationship  and  de- 
pendency, secondary  evidence 1933 

Servicemen's  Readjustment  Act  of  1944;  guaranty 
or  insurance  of  loans  to  veterans,  loan  guaranty 
committee : 

Authority  citation;  correction 1613 

Authority  to  execute  necessary  documents 1499 

Central    office    committee,    jurisdiction    of,    on 

waiver  and  compromises 1499 

Establishment,  on  waivers  and  compromises 1499 

Principles  to  be  followed  for  waivers  and  com- 
promises   1499.    1613 

Regional  office  committee,  Jurisdiction  of 1499 

VIRGIN  ISLANDS;  school  lunch  program.     See  Agri- 
culture Department. 
VOCATIONAL  EDUCATION;  training  for  certain  serv- 
ice occupations.     See  Education,  OfiDce  of. 

VOLUNTARY  PLANS,  for  allocation  of  steel  and  prod- 
ucts for  requirements  of  various  Industries  and 
agencies.    See  Commerce  Department. 

w 

WAGE  AND  HOUR  DIVISION,  DEPARTMENT  OF 
LABOR: 

Regulations,  orders,  etc..  handicapped  workers  or  han- 
dicapped clients  In  sheltered  workshops;  special 
certificates.  Issuance  to  certain  workshops: 

Canton  Goodwill  Union  Mission  and  Industries 1899 

Institute  for  the  Crippled  and  Disabled  (New  York) .     1605 

Therapy  Division 1605 

Lighthouse  for  the  Blind  of  New  Orleans 1606 

Louisville  Goodwill  Industries 1900 

Missouri  Goodwill  Industries  (St.  Louis) 1605 


WAGE   AND    HOUR    DIVISION,    DEPARTMENT   OF     P»e« 
LABOR — Continued 
Regulations,  orders,  etc.,  handicapped  workers  or  han- 
dicapped clients  In  sheltered  workshops;  specisd 
certificates.  Issuance  to  certain  workshops--<?on. 
Pennsylvania  Working  Home  for  Blind  Men  (Phila- 
delphia)       1605 

Syracuse  Association  of  Workers  for  the  Blind,  Inc.     1899 

WAGES  AND  SALARIES: 

Compensation  of  Government  employees;  additional 
compensation  for  service  olitslde  United  States. 
See  State  Department. 

Minimum  wages.  See  Public  Contracts  Division; 
Wage  and  Hour  Division. 

Wage  determinations  for  production  of  various  agri- 
cultural commodities.  See  Agriculture  Depart- 
ment. 

WAR  ASSETS  ADMINISTRATION: 

Surplus  property  located  in  the  United  States,  terri- 
tories and  possessions;  disposal  of: 
Bauxite,  disposition  of.     See  Stock  piling. 
Copper  and  lead  scrap;  direct  sales  by  owning  agen- 
cies.   See  Stock  piling. 
Stock  piling  of  strategic  and  critical  materials: 
Bauxite,  disposition  of;  order  continued  In  effect-    2140 
Copper   and  lead   scrap  located  outside   conti- 
nental limits  of  United  States,  direct  sales 
by  owning  agencies  without  reporting  to  Re- 
construction Finance  Corporation;  order  con- 
tinued in  effect 2140 

Pederal  Supply  Bureau,  report  by;  order  revised-     2143 
Forms  for  reporting  strategic  materials;  order 

revised 2143 

Regulations;  revised 2140 

WILDLIFE: 

Hunting  and  fishing,  etc.:  regulations.     See  Alaska 

Game  Commission;  Pish  and  Wildlife  Service. 
Refuges;    public   lands   withdrawn   for  use   as.     See 
Land  Management  Bureau. 

WORLD  TRADE  WEEK.  1949;  proclamation  respecting. 
See  Presidential  documents. 
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A  nimierical  list  of  the  sections  of  the  Code  of  Pederal  Regulations  affected  by  documents  published  during  April 
1949.  Page  numbers  of  documents  affecting  sections  but  not  specifically  amending  the  text  thereof  appear  In  brackets,  except  in 
Title  3. 


TITLE  3 
Chapter  I  (Proclamations) : 
2834      

Page 
1663 

2835 

1863 

2836 

2105 

Chapter  II  (Executive  orders) : 
July  31,  1916  (see  PLO  583). 
1888  (amended  by  CZO  17)  __ 
5160  (revoked  by  PLO  583)  .__ 

5952  (see  TO  32) 

6964  (see  PLO  575) 

1848 
1499 
1848 
1619 
1520 

7500  (see  TO  32) 

8331  (revoked  in  part  by  PLO 
584)      ___ 

1619 
1870 

8333  (see  TO  32) 

1619 

8883  (revoked  by  PLO  578)  — 
9721  (modified  by  EO  10054)  _ 
9830  (amended  by  T.  5.  Part 

6 ) 1455.  1819,  2005 

10048  

1615 
2129 

,2105 
1455 

10049  

1563 

10050  __     

1731 

10051  _       

1863 

10052  

1941 

10053    

1941 

10054  __, 

2129 

TITLE  5 
Chapter  I: 
Part  2: 

2.114 

1663 

TITLE  5 — Continued  Pa«« 

Chapter  I — Continued 
Part  6: 

6.1  1819 

6.104 __  1455.  1819,  2105 

6.123 2005 

Part  22 : 

22.10 2005 

22.11 _     2005 

Part  36   [revoked] 1631 

Chapter  III: 
Part  325: 

325.11  1703 

Chapter  IV: 
Part  410: 

410.1-410.6 1631,  1731 

TITLE  6 
Chapter  I: 
Parts  92-97: 
Transfer  of  functions,  etc., 
to  Farmers  Home  Admin- 
istration       2401 

Chapter  11: 
Part  200: 

200  1   _ ___     2006 

200.2 2006 

Chapter  HI: 
Part  811: 

311.30 1663.   1665.   1864 


TITLE  6 — Continued  P^e 

Chapter  III — Continued 

Part  363  [  revised ] 2057 

Part  372: 

372.2   2081 

372.3   _     2081 

372.102   2083 

Chapter  IV: 

Part  400: 

4001-400.5    1865 

Part  602: 

60225   : 2041 

602.42 1731 

Part  603: 

603.22  __ 1884 

60325   „     2041 

Part  610: 

610.100 1703 

Part  621: 

621.25 2042 

621.42   1884 

Part  642: 

642.25  2043 

64242 __.     1884 

Part  643: 

643.101-643.114 2007 

Part  647: 

647.22   1885 

647.25  2043 
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TITLE  6— Continued  P^« 

Chapter  IV — Continued ., 

Part  655: 

655.25   2043 

Part  656: 

656.24 1732 

65625 _ 2043 

Part  671: 

671.28 2044 

67154  1885 

TITLE  7 
Subtitle  A: 

Part  4: 

4.1 1733 

Chapter  I: 

Part  26 : 

26  601-26.603 2008 

Part  51: 

51.366   1955 

Part  52 : 

Proposed  rules 1795,2068 

52.653   .-_ 1507 

Part  57: 
Proposed  rules 1872 

Part  162: 

162.17 2057 

Chapter  II: 

Appendix 1513 

Chapter  HI: 

Part  301: 

301  38a 1866 

301  38-5a 1866 

301.48-2   1866 

301.48-4 - 1867 

30148-5   1867 

301  48-8  — —     1867 

301.48-9 1867 

301  52-2   2059 

301.72a 1611 

301.72c' 1611 

Chapter  IV: 

Part  418: 

418.151-418  168 1457 

Chapter  VII: 

Part  725: 
Proposed  rules 2015 

Part  726 : 
Proposed  rules 2015 

Part  729: 

729.4 1513 

Chapter  VIII: 

Part  814: 

814.1 1567,  1634 

8142   —     1570 

Part  861: 

861.2  __ _ 1819 

Chapter  DC: 

Proposed  rules 1848,  2015 

Part  904: 

Proposed  rules 1709,  2087 

904  7 2131 

904.9   2131 

Part  912: 
Proposed  rules 1679 

Part  927: 

Proposed  rules 1713 

927.1-927.13 1466 

927.101  1477 

927.102 1477 

927.103  .— 1477 

927.104  -^  1477 

927.105 1477 

927.106  1477 

927.107 1477 

Part  933: 

933.430  _- 2009 

933  433 1704 

933.434 2010 

933  435 _-  2009 

'Referred  to  as  301.72a. 


TITLE  7— Continued  Pa«e 
Chapter  IX — Continued 

Part  934  [revised] 1478 

Proposed  rules...  1712,  1848,  2090 

934.6 2132 

934.8 2132 

Part  935: 

Proposed  rules 2145 

Part  936: 

936.301  __ ..— _  1483 

Part  941 : 

Proposed  rules 1503 

Part  942: 

942.5 1484 

Part  944: 

Proposed  rules 2147 

Part  946: 

946.7   1634 

Part  947: 

Proposed  rules 1713,  2092 

947.1    1484 

947.3    1485 

947.5 1485 

947  6 1485,2132 

947.7 1485 

947.9   1485 

947.10 1486 

Part  953: 

Proposed  rules 1617 

953.420   1513 

953.421   1705 

953.422   1343 

953423    2010 

953.424 2133 

Part  954: 

Proposed  rules 1935 

954.5 2133 

Part  955: 

Proposed  rules 2025,  2027 

955203   1821 

Part  961 : 

Proposed  rules 1825 

961.1   1845 

961.3 1845 

9614   1845 

Part  965: 

Proposed  rules 2028 

Part  966: 

966420 1514 

966.421   1706,  1845 

966.422    2134 

Part  970: 

Proposed  rules 1715 

970.4   1912 

970.7 1913 

970.8 1913 

Part  971 : 

Proposed  rules 2029.  2045 

971.1   *_ 2136 

971.4   2136 

971.5   2136 

971.7 2136 

971.8 2136 

Part  972: 

Proposed  rules 2031 

Part  974: 

Proposed  rules 1801 

Part  975; 

975.6 1486 

Part  978: 

Proposed  rules 1685 

Part  986: 

Proposed  rules 1521, 1618 

Part  990: 

Proposed  rules 2108 

TITLE  8 
Chapter  It 
Part  107 1 

107.9  1515 

107.15 1515 


TITLE  8— Continued  P»8« 

Chapter  I — Continued 
Part  108 : 

108.3   ___ __ 1755 

TITLE  9 
Chapter  I: 
Part  92 : 

9220   1665 

TITLE  12 
Chapter  11: 
Part  220: 

220.3    2083 

220.4    2083 

220.8   1515 

Part  221: 

221.1    2084 

221.4   1516 

Part  222: 

222.9   2059 

222.126    2011 

TITLE  14 
Chapter  I: 

Part  1: 

1.3   1486 

See  Part  62 1516 

Part  20 : 

Proposed  rules 1545, 1708 

Part  21 : 
Proposed  rules 1545 

Part  26: 
Proposed  rules 1545 

Part  35: 
Proposed  rules 1545 

Part  40 : 
Proposed  rules...  1545, 2047,  2093 

Part  41 : 
Proposed  rules 1545 

Part  43: 

Proposed  rules 1545, 1708 

Part  44 : 

Proposed  rules 1545 

Part  60 : 

Proposed  rules 1545,  2047 

60.001 1487 

60.103-1 1913 

60.113  1487 

60.301  1487 

60.308 1487 

60.910 1487 

Part  61 : 

Proposed  rules...   1545,  2047, 2093 

Part  62 : 

62.0-62.47 1516 

Part  202: 
Proposed  rules 1895 

Part  224 : 

224.1 1822 

Part  292 : 

Proposed  rules 1895 

292.1 1881 

292.4 1884 

292.6 1518 

Chapter  II: 

Part  600: 

600.4 1487 

Part  601: 

601.8 1487 

TITLE  16 
Chapter  I: 

Proposed  rules 2095 

TITLE  17 
Chapter  I: 
Part  2 : 

2.20 2084 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10048 

Creating  an  Emergency  Board  To  Invis- 
TiGATE  a  Dispute  Between  the  South- 
ern Pacific  Company  (Pacific  Lines) 
and  Certain  of  Its  Employees 

Whereas  a  dispute  exists  between  the 
Southern  Paciflc  Company  f Pacific 
Lines),  a  carrier,  and  certain  of  its  em- 
ployees represented  by  the  Brotherhood 
of  Locomotive  Firemen  and  Enginemen, 
a  labor  organization;  and 

Whereas  this  dispute  has  not  hereto- 
fore been  adjusted  under  the  provisions 
of  the  Railway  Labor  Act.  as  amended; 
and 

Whereas  this  dispute,  in  the  judgment 
of  the  National  Mediation  Board,  threat- 
ens substantially  to  interrupt  interstate 
commerce  to  a  degree  such  as  to  deprive 
a  large  section  of  the  country  of  essen- 
tial transportation  service: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  In  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  f45 
U.  S.  C.  ifiOi.  I  hereby  create  a  board 
of  three  members,  to  be  appointed  by 
me.  to  investigate  the  said  dispute.  No 
member  of  the  said  board  shall  be  pecu- 
niarily or  otherwise  Interested  in  any 
organization  of  employees  or  any  carrier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
^vay  Labor  Act.  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President, 
no  change,  except  by  agreement,  shall 
be  made  by  the  Southern  Paciflc  Com- 
pany (Pacific  Lines)  or  its  employees  In 
the  conditions  out  of  which  the  said  dis- 
pute arose. 

Harry  S.  Truman 

T>rE  White  House, 

March  30. 1949. 

[P.   R.   Doc.   49-2460;    Piled,   Mar.   30.    1949; 
2:25  p.  m] 


TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Competitive  Service  ^ 

national  military  estabushment 
Under  authority  of  §  6.1  (a)  of  Exec- 
utive Order  9830,  and  at  the  request  of 
the  Secretary  of  Defense,  the  Commis- 
sion has  determined  that  five  additional 
positions  of  Special  Adviser  to  the  Secre- 
tary should  be  excepted  from  the  com- 
petitive service  until  December  31.  19^. 
and  that  the  positions  of  one  Industrial 
Engineer  and  four  Industrial  Specialists 
in  the  Munitions  Board  should  likewise 
be  excepted.  Effective  upon  publication 
in  the  Federal  Register,  §  6.104  is 
amended  as  follows: 

5  6.104  National  Military  Establish- 
ment—(sl)  Office  of  the  Secretary  of 
Defense.     •     •     • 

(3)  Five  Special  Advisers  to  the  Sec- 
retary of  Defense :  and  until  December  31, 
1952.  twelve  additional  positions  of  Spe- 
cial Adviser  to  the  Secretary  of  Defense. 

*  •  •  *  • 

(c)   Munitions  Board.     •     •     • 
<2)   One  Industrial  Engineer. 
(3»   Pour  Industrial  Specialists. 

(R.  S.  1753,  sec.  2.  22  Stat.  403:  5  U.  S.  C. 
631.  633,  E.  O.  9830,  Feb.  24,  1947.  12  F.  R. 
1259;  3  CFR  1947  Supp.  E.  O.  9973.  June 
28.  1948.  13  F.  R.  3600;  3  CFR  1948  Supp.) 

United  States  Civil  Serv- 
ice CoMMi:;siON, 
fSEAL]     H.  B.  Mitchell. 

President. 

|F.    R.   Doc.    49-2429;    Filed.    Mar.    31,    1949; 
8:53  a.  m.j 

TIRE  7— AGRICULTURE 

Chapter  IV — Federal  Crop  Insurance 
Corporation,  Department  of  Agri- 
culture 

Part  418 — Wheat  Crop  Insurance 

subpart — regulations  for  the  1950  AND 
SUCCEEDING  CROP  YEARS 

The  Federal  Crop  Insurance  Program 
is  part  of  the  general  program  of  the 
(Continued  on  p.  1457) 
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CODE  OF  FEDERAL 
REGULATIONS 
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cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  books 
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ViWq  6  ($3.00). 
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Superintendent  of  Documents,  Govern- 
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United  States  Department  of  Agricul- 
ture administered  for  the  benefit  of 
agriculture. 

By  virtue  of  the  authority  contained 
In  the  Federal  Crop  Insurance  Act.  as 
amended,  the  "Regulations  for  Continu- 
ous Contracts  Covering  1949  and  Suc- 
ceeding Crop  Years,"  as  amended  (13 
P.  R.  2607.  5146.  6475,  14  F.  R.  433 ) .  which 
shall  continue  In  full  force  and  effect 
for  the  1949  crop  year,  are  hereby 
amended  for  the  1950  and  succeeding 
crop  years  to  read  as  set  forth  below. 
The  provisions  of  this  subpart  shall,  un- 
til amended  or  superseded,  apply  to  all 
continuous  wheat  contracts  as  they  re- 
late to  the  1950  and  succeeding  crop 
years. 

Sec. 
418.151 


Availability    of   wheat    crop   Insur- 
ance. 
418  152     Coverages  per  acre. 
418153     Premium  rate.s. 
418.164     Application  for  Insurance. 
418  155     The  contract. 

418.156  Reduction   of   commodity   coverage 

premium     based     on     good     ex- 
perience. 

418.157  Person  to  whom  indemnity  shall  be 

paid. 

418158     Public  notice  of  Indemnities  paid. 

418.150     Death,  Incompetence,  or  disappear- 
ance of  Insvued. 

418.160  Fiduciaries.  • 

418.161  Assignment  or  transfer  of  claims  for 

refunds  of  excess  note  payments 
not  permitted. 
418  162     Refund  of  excess  note  payments  In 
case   of   death.    Incompetence   or 
disappearance. 

418.163  Creditors. 

418.164  Changes     from     partial     Insurance 

protection. 
418  163     Rounding  of  fractional  units. 
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418.106  Changes  In  continuous  contracts 
covering  the  1949  and  succeeding 
crop  years. 

418  167     The  commodity  coverage  policy. 

418.168     The  monetary  coverage  policy, 

Adthobitt:  {M18.151  to  416.168.  Issued 
under  sees.  506  (e),  607  (c),  508,  509,  and 
516  (b)  of  the  Federal  Crop  Insurance  Act, 
as  amended,  52  Stat.  73-75,  77.  61  Stat.  718; 
7  U.  S.  C.  1506  (e),  1507  (c),  1508,  1509, 
1516  (b). 

§  418.151  AvaUdbUity  of  wheat  crop 
insurance,  (a)  Wheat  crop  insurance 
under  continuous  contracts  will  be  pro- 
vided only  in  accordance  with  this  sub- 
part In  not  to  exceed  the  number  of 
counties  prescribed  by  the  Federal  Crop 
Insurance  Act.  as  amended.  A  list  of 
these  counties  will  be  published  annually 
by  amendment  to  this  section. 

(b)  Insurance  on  either  a  commodity 
coverage  basis  or  a  monetary  coverage 
basis  may  be  offered  under  this  subpart. 
However,  insurance  on  only  one  such 
basis  will  be  provided  In  a  county.  The 
type  of  coverage  applicable  to  each 
county  will  be  designated  annually  <1'  by 
the  Corporation  and  shown  on  the 
county  actuarial  table  and  (2)  by  amend- 
ment to  this  section. 

(c)  Insurance  will  not  be  provided 
with  respect  to  applications  for  wheat 
insurance  filed  in  a  county  in  accordance 
with  this  subpart  unless  such  written 
applications,  together  with  wheat  crop 
insurance  contracts  in  force  for  the  en- 
suing crop  year,  cover  the  minimum 
number  of  farms  prescribed  by  the  Fed- 
eral Crop  Insurance  Act,  as  amended. 
For  this  purpose  an  insurance  unit  shall 
be  counted  as  one  farm. 

5  418.152  Coverages  per  acre.  The 
Corporation  shall  establish  coverages  per 
acre  by  areas  which  shall  not  be  in  ex- 
cess of  the  maximum  limitations  pre- 
scribed In  the  Federal  Crop  Insurance 
Act.  as  amended.  Coverages  so  estab- 
lished shall  be  shown  on  the  county  ac- 
tuarial table  and  shall  be  on  file  in  the 
county  office  and  may  be  revised  from 
year  to  year  as  the  Corporation  may 
elect.  The  coverage  per  acre  for  any 
specific  acreage  shall  be  the  coverage 
(for  the  applicable  farming  practice.  If 
any)  approved  by  the  Corporation  for 
the  coverage  and  rate  area  In  which  the 
acreage  Is  located. 

§  418.153  Premium  rates.  The  Cor- 
poration shall  establish  premium  rates 
per  acre  by  areas  for  all  acreage  for 
which  coverages  are  established  and 
such  rates  shall  be  those  deemed  ade- 
quate to  cover  claims  for  wheat  crop 
losses  and  to  provide  a  reasonable  re- 
serve against  unforeseen  losses.  Pre- 
mium rates  .<jo  established  shall  be  shown 
on  the  county  actuarial  table  and  shall 
be  on  file  in  the  county  office  and  may 
be  revised  from  year  to  year  as  the  Cor- 
poration may  elect.  The  premium  rate 
per  acre  for  any  specific  acreage  shall 
be  the  premium  rate  (for  the  applicable 
farming  practice,  If  any)  approved  by 
the  Corporation  for  the  coverage  and 
rate  area  In  which  the  acreage  is  located. 

S  418.154  Application  for  insurance. 
Application  for  Insurance  on  a  form  en- 
titled "Application  for  Wheat  Crop  In- 
surance" may  be  made  by  any  person  to 
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cover  his  Interest  as  landlord,  owner- 
operator,  or  tenant.  In  a  wheat  crop. 
For  any  crop  year  applications  shall  be 
submitted  to  the  county  offlce  on  or  be- 
fore the  following  applicable  closing  date 
preceding  such  crop  year. 

State  and  County  Date 

California Oct.  15. 

Colorado Aug.  31. 

Idaho Sept.  30. 

Illinois Sept.  15. 

Indiana Do. 

Kansas Aug.  31. 

Maryland Sept.   15. 

Michigan Do. 

Minnesota Mar.  31. 

Missouri Sept.  15. 

Montana : 

Chouteau Aug.  31. 

Fergus Do. 

Hill Do. 

Judith  Basin . Do, 

Liberty Do. 

Pondera Do. 

All  other  counties Mar.  31. 

Nebraska Aup.  31. 

New     Mexico Do. 

New  York Sept.  15. 

North   Dakota Mar.  31. 

Ohio Sept.   15. 

Oklahoma Aug.  31. 

Oregon Sept.  30. 

Pennsylvania Sept.  15. 

South  Dakota: 

Meade Aug.  31. 

Tripp Do. 

All  other  caunties Mar.  31. 

Texas Aug.  31. 

Utah Sept.  15. 

Washington Sept.  30. 

Wyoming Aug.  31. 

5  418.155  The  contract.  Upon  ac- 
ceptance of  an  application  for  insurance 
by  a  duly  authorized  representative  of 
the  Corporation,  the  contract  shall  be  in 
effect  and  will  consist  of  the  application 
and  the  policy  issued  by  the  Corporation. 
The  provisions  of  the  commodity  cover- 
age policy  are  shown  in  iS  418.167  and  the 
provisions  of  the  monetary  coverage  pol- 
icy are  shown  in  §  418  168. 

§  418.156  Reduction  of  premium 
based  on  good  experience.  The  insured's 
annual  premium  may  be  reduced  in  any 
year  as  follows:  (a>  Not  to  exceed  50 
percent  for  commodity  coverage  Insur- 
ance if  it  is  determined  by  the  Corpora- 
tion that  the  accumulated  balance;  ex- 
pressed in  bushels,  of  premiums  over  in- 
demnities on  consecutively  insured  wheat 
crops  exceeds  his  total  coverage  (on  a 
harvested  acreage  basis),  or  <b»  not  to 
exceed  25  percent  for  monetary  coverage 
insurance  if  It  Is  determined  by  the  Cor- 
poration that  the  cash  equivalent  'based 
on  the  predetermined  price  for  that  crop 
year)  of  the  accumulated  balance,  ex- 
pressed in  bashels,  of  premiums  over  in- 
demnities on  consecutively  Insured  wheat 
crops  exceeds  his  total  coverage  (com- 
puted on  a  harvested  acreage  basis) .  As 
used  in  this  section,  "consecutively  in- 
sured crops"  means  the  w-heat  crops  in- 
sured in  consecutive  years  "ending  with 
the  current  crop  year)  but  excluding  the 
1945  crop  if  no  application  for  insurance 
was  submitted.  Failure  to  apply  for  in- 
surance in  any  year,  except  1945.  shall 
render  any  person  ineligible  for  the  bene- 
fits of  any  premium  balance  accumulated 
prior  to  such  year  if  insurance  is  offered 
in  the  county  in  which  such  persons 
farm  is  located,  even  though  insurance 
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may  not  be  provided  In  the  county  dur- 
ing such  year  because  of  failure  to  meet 
the  minimum  participation  requirement: 
Provided,  however,  That  failure  to  sub- 
mit an  application  for  insurance  for  any 
year  will  not  render  a  person  ineligible 
for  the  benefits  of  this  section,  if  (1)  the 
failure  to  submit  an  application  was  due 
to  service  in  the  active  military  or  naval 
service  of  the  United  States,  or  <2)  the 
Insured  established  to  the  satisfaction  of 
the  Corporation,  prior  to  the  applicable 
1946  maturity  date,  that  failure  to  submit 
an  application  for  any  crop  year  prior  to 
1946  was  due  to  the  fact  that  wheat  was 
not  seeded  in  that  year.  Nothing  in  this 
section  shall  create  in  the  insured  any 
right  to  a  reduced  premium. 

§  418  157  Person  to  whom  indemnity 
shall  be  paid,  (a)  Any  indemnity  pay- 
able under  a  contract  shall  be  paid  to  the 
Insured  or  such  other  person  as  may  be 
entitled  to  the  benefits  of  the  contract 
under  the  provisions  of  this  subpart,  not- 
withstanding any  attachment,  garnish- 
ment, receivership,  trustee  process. 
Judgment,  levy,  equity,  or  bankruptcy 
directed  against  the  insured  or  such  other 
person,  or  against  any  Indemnity  alleged 
to  be  due  to  such  person;  nor  shall  the 
Corporation  or  any  ofiQcer.  employee,  or 
representative  thereof,  be  a  proper  party 
to  any  suit  or  action  with  reference  to 
such  indemnity,  nor  be  bound  by  any 
Judgment,  order,  or  decree  rendered,  or 
entered  therein.  No  officer,  agent,  or 
employee  of  the  Corporation  shall,  be- 
cause of  any  such  process,  order,  or  de- 
cree, pay  or  cause  to  be  paid  to  any  person 
other  than  the  insured  or  other  person 
entitled  to  the  benefits  of  the  contract. 
any  indemnity  payable  in  accordance 
with  the  provisions  of  the  .contract. 
Nothing  herein  contained  shall  excuse 
any  person  entitled  to  the  benefits  of  the 
contract  from  full  compliance  with,  or 
performance  of,  any  lawful  judgment, 
order,  or  decree  with  respect  to  the  dis- 
position of  any  sums  paid  thereunder  as 
an  Indemnity. 

(b)  The  determination  of  the  Corpora- 
tion as  to  the  existence  or  nonexistence  of 
a  circumstance  in  the  event  of  which 
Indemnity  payment  may  be  made  and  of 
the  person  (s>  to  whom  such  payment  will 
be  made  shall  be  final  and  conclusive  and 
payment  of  an  indemnity  to  such  per- 
son(s)  shall  constitute  a  complete  dis- 
charge of  the  Corporation's  obligation 
with  respect  to  the  loss  for  which  such  in- 
demnity Is  paid  and  settled  and  shall  be 
a  bar  to  recovery  by  any  other  person. 

$  418  158  Public  notice  of  indemnities 
paid.  The  Corporation  shall  provide  for 
the  posting  annually  in  each  county  at 
the  county  courthouse  of  a  list  of  in- 
demnities paid  for  losses  on  farms  in  such 
county. 

§  418  159  Death,  incompetence,  or  dis- 
appearance of  insured.  ia>  If  the  in- 
sured dies,  is  judicially  declared  incom- 
petent, or  disapp)ears  after  seeding  the 
wheat  crop  in  any  year  but  before  the 
time  of  loss,  and  his  insured  interest  in 
the  wheat  crop  Ls  a  part  of  his  estate  at 
such  time,  or  if  the  insured  dies,  is  judi- 
cially declared  incompetent,  or  disap- 
pears subsequent  to  such  time,  the  in- 
demnity. If  any,  shall  be  paid  to  the  legal 
representative  of  his  estate,  if  one  is  ap- 


pointed or  Is  duly  qualified.  If  no  such 
representative  is  or  will  be  so  qualified 
the  indemnity  shall  be  paid  to  the  per- 
sons beneficially  entitled  to  share  in  the 
insured  interest  in  the  crop  or  to  any  one 
or  more  of  such  persons  on  behalf  of  all 
such  persons:  Provided,  however.  That  if 
the  indemnity  exceeds  $500.  the  Corpora- 
tion may  withhold  the  payment  of  the 
indemnity  until  a  legal  representative  of 
the  insured's  estate  is  duly  qualified  to 
receive  such  payment. 

(b)  If  the  insured  dies,  is  judicially  de- 
clared incompetent  or  disappears  after 
the  seeding  of  the  wheat  crop  in  any  year 
but  before  the  time  of  loss,  and  his  inter- 
est in  the  crop  is  not  a  part  of  his  estate 
at  such  time,  the  indemnity,  if  any.  shall 
be  paid  to  the  person(s>  who  succeeded 
to  his  Interest  In  the  crop  in  the  manner 
provided  for  in  the  wheat  crop  insurance 
policy. 

(c)  If  an  applicant  for  insurance  or 
the  insured,  as  the  case  may  be.  dies, 
is  judicially  declared  incompetent,  or 
disappears  less  than  15  days  before  the 
applicable  calendar  closing  date  for  the 
filing  of  applications  for  insurance  in 
any  year,  and  before  the  beginning  of 
seeding  of  the  wheat  crop  in  such  year, 
whoever  succeeds  him  on  the  farm  with 
the  right  to  seed  the  wheat  crop  as  his 
heir  or  heirs,  administrator,  executor, 
guardian,  committee  or  conservator, 
shall  be  substituted  for  the  original  ap- 
plicant or  the  insured  upon  filing  with 
the  county  office,  within  15  days  (unless 
such  period  is  extended  by  the  Corpora- 
tion) after  the  date  of  such  death,  judi- 
cial declaration,  or  termination  of  the 
period  which  establishes  disappearance 
within  the  meaning  of  this  subpart,  or 
before  the  date  of  the  beginning  of  seed- 
ing, whichever  is  earlier,  a  statement  in 
writing  in  the  form  and  manner  pre- 
scribed by  the  Corporation,  requesting 
such  substitution  and  agreeing  to  as- 
sume the  obligations  of  the  original  ap- 
plicant or  the  insured  arising  out  of  such 
application  or  the  contract:  Provided, 
however,  That  any  substitution  made 
pursuant  to  this  paragraph  shall  be  ef- 
factive  only  with  respect  to  the  wheat 
crop  to  be  seeded  in  the  ensuing  crop 
year,  and  the  contract  shall  terminate 
at  the  end  of  such  year.  If  no  such 
statement  is  filed,  as  required  by  this 
paragraph,  the  original  application  or 
contract  shall  be  void. 

(d>  In  case  of  death  of  the  insured 
after  the  seeding  of  either  winter  or 
spring  wheat  is  begun  for  any  crop  year, 
any  additional  acreage  of  that  type  of 
wheat  (Winter  or  spring)  which  is  seeded 
for  the  insured's  estate  for  that  crop  year 
shall  be  covered  by  the  contract. 

(e>  Subject  to  the  provisions  of  para- 
graph (O  of  this  section,  the  contract 
shall  terminate  upon  death,  judicial  dec- 
laration of  incompetence,  or  disappear- 
ance of  the  in.sured.  except  that  if  such 
death,  judicial  declaration  of  incom-^ 
petence.  or  disappearance  occurs  after 
the  seeding  of  the  wheat  crop  in  any 
crop  year  but  before  the  end  of  the  in- 
surance period  for  such  year,  the  con- 
tract shall  terminate  at  the  end  of  such 
insurance  period. 

(f)  The  insured  shall  be  deemed  to 
have  disappeared  within  the  meaning  of 
this  subpart  if  he  fails  to  file  with  the 


county  office  written  notice  of  his  new 
mailin.t?  address  within  180  calendar 
days  after  any  communication  by  or  on 
behalf  of  the  Corporation  is  returned 
undeliverable  at  the  last  known  address 
of  the  insured. 

5  418.160  Fiduciaries.  Any  indemnity 
payable  under  a  contract  entered  into 
in  the  name  of  a  fiduciary  who  is  no 
longer  acting  in  .such  capacity  at  the 
time  for  the  payment  of  indemnity  will 
be  made  to  the  succeeding  fiduciary  upon 
appropriate  application  and  proof  sat- 
isfactory to  the  Corporation  of  his  in- 
cumbency. If  there  is  no  succeeding 
fiduciary,  payment  of  the  indemnity 
shall  be  made  to  the  persons  beneficially 
entitled  under  this  subpart  to  the  in- 
sured interest  In  the  crop,  to  the  extent 
of  their  respective  Interests,  upon  proper* 
application  and  proof  of  the  facts:  Pro- 
vided, however.  That  the  settlement  may 
be  made  with  any  one  or  more  of  the 
persons  in  behalf  of  all  the  persons  so 
entitled,  whether  or  not  the  person  to 
whom  payment  is  made  has  been  author- 
ized by  the  other  Interested  persons  to 
receive  such  payment. 

§  418.161  Assignment  or  transfer  of 
claims  for  refunds  of  excess  note  pay- 
ments not  permitted.  No  claim  for  a 
refund  of  an  excess  note  payment  or  any 
part  thereof,  or  any  interest  therein, 
shall  be  assignable  or  transferable,  not- 
withstanding any  assignment  of  the  con- 
tract or  any  transfer  of  interest  in  any 
wheat  crop  covered  by  the  contract. 
Refund  of  any  excess  note  payment  will 
be  nf&de  only  to  the  person  who  made 
such  payment,  except  as  provided  in 
§418.162. 

§  418.162  Refund  of  excess  note  pay- 
ment in  case  of  death,  incompetence,  or 
disappearance.  In  any  case  where  a 
person  who  is  entitled  to  a  r^und  of  an 
excess  note  payment  has  diea.  has  been 
judicially  declared  Incompetent,  or  has 
disappeared,  the  provisions  of  §  418.159 
with  reference  to  the  payment  of  in- 
demnities In  any  such  case  shall  be  ap- 
plicable with  respect  to  the  making  of 
any  such  refund. 

§418.163  Creditors.  An  interest  (in- 
cluding an  Involuntary  transfer)  in  an 
insured  wheat  crop  because  of  the  exist- 
ence of  a  debt.  lien,  mortgage,  garnish- 
ment, levy,  execution,  bankruptcy,  or 
other  process  shall  not  entitle  any  holder 
of  any  such  interest  to  any  benefits  un- 
der the  contract. 

§  418.164  Changes  from  partial  insur- 
aJice  protection.  Where  the  contract 
provides  for  partial  insurance  protection, 
the  premium  and  any  Indemnity  shall 
be  65  percent  of  the  amount  otherwise 
computed  in  accordance  with  the  con- 
tract. An  insured  with  a  continuous 
contract  in  effect  in  1949  which  provided 
for  65  percent  of  maximum  protection 
may  continue  with  such  partial  protec- 
tion or  change  to  maximum  protection. 
Request  for  such  change  shall  be  made 
on  a  form  entitled  "Agreement"  filed 
with  the  Corporation  on  or  before  the 
applicable  cancelation  date  of  any  year. 
Upon  acceptance  by  the  Corporation  of 
such  form  the  change  shall  become  effec- 
tive begining  with  wheat  seeded  for  har- 


vest in  the  calendar  year  following  the 
applicable  cancellation  date. 

§  418.165  Rounding  of  fractional 
vnits.  In  the  case  of  commodity  cover- 
age insurance,  the  premium  shall  be 
rounded  to  the  nearest  tenth  of  a  bushel 
and  the  total  coverage  to  the  nearest 
bu.shel.  In  the  case  of  monetary  cover- 
Rtre  Insurance,  the  premium,  the  total 
coverage  a»d  the  value  of  the  total  pro- 
duction shall  be  rounded  to  the  nearest 
cent.  In  any  case,  total  production  shall 
be  rounded  to  the  nearest  bushel.  Frac- 
tions of  acres  shall  be  rounded  to  the 
nearest  tenth  of  an  acre.  Computations 
shall  be  carried  one  digit  beyond  the 
digit  that  is  to  be  rounded.  If  the  last 
digit  is  1.  2.  3,  or  4,  the  rounding  shall 
be  downward.  If  the  last  digit  is  5,  6. 
7.  8,  or  9,  the  rounding  shall  be  upward. 

5  418.166  Changes  in  continuous  con- 
tracts covering  the  1949  and  succeeding 
crop  years.  The  commodity  coverage 
and  monetary  coverage  wheat  crop  in- 
surance policies  issued  for  1949  and  suc- 
ceeding crop  years  shall  be  amended  for 
1950  and  succeeding  crop  years  by  rider 
so  that  the  terms  and  conditions  of  such 
policies  will  conform  with  the  terms  and 
conditions  of  the  applicable  policy  set 
forth  herein.  exc«pt  with  respect  to  par- 
tial Insurance  protection  in  the  com- 
modity coverage  policy  which  shall  con- 
form with  8  418.164. 

§  418.167  The  commodity  coverage 
policy.  The  provisions  of  the  commodity 
coverage  policy  for  1950  and  succeeding 
years  are  as  follows; 

In  consideration  of  the  representations  and 
provisions  In  the  application  upon  which 
this  policy  Is  Issued,  which  application  Is 
made  a  part  of  the  contract,  and  subject  to 
the  terms  and  conditions  set  forth  or  re- 
ferred to  herein,  the  Federal  Crop  Insurance 
Corporation  (hereinafter  designated  as  the 
Corporation)  does  hereby  Insure 


Name 


Policy  number 


Address  County  State 

(hereinafter  designated  as  the  Insured) 
against  loss  of  production  on  his  wheat  crop 
while  In  the  field,  dua  to  unavoidable  causes 
Including  drought,  flood,  hall.  wind,  frost, 
winter-kill,  lightning,  fire,  excessive  rain, 
snow,  wildlife,  hurricane,  tornado,  Insect  In- 
festation, plant  disease  and  such  other  un- 
avoidable causes  as  may  be  determined  by 
the  Board  of  Directors  of  the  Corporation. 
(For  Irrigated  acreage,  see  section  31.)  In 
witness  whereof,  the  Federal  Crop  Insurance 
Corporation  haa  caused  this  policy  to  l)e  is- 

.«^ued  this day  of 
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P'EDERAL  Crop  Insurance  Cor- 
poration. 


By: 


State  Crop  Insurance  Director. 

TERMS    AND    CONDITIONS 


1.  Kinds  of  uheat  insured.  The  wheat  to 
be  Insured  shall  be  winter  and  spring  wheat 
seeded  for  harvest  as  grain.  If  the  Insured 
seeds  only  a  part  of  his  wheat  for  harvest 
as  grain  In  any  year  of  the  contract,  he  shall 
submit  with  his  acreage  report  of  wheat 
seeded  a  designation  of  any  acreage  of  wheat 
seeded  for  any  purpose  other  than  harvest 
•.•>  grain.  Upon  approval  of  the  Corporation, 
the  acreage  used  In  computing  the  premium 
and  total  coverage  shall  not  Include  acreage 
tj  designated.  However,  any  wheat  threshed 
from   such   acreage   shall   be   considered   as 


wheat  produced  on  the  Insured  acreage  in 
determining  any  loss  under  the  contract. 
The  contract  shall  not  provide  Insurance  for 
volunteer  wheat,  wheat  seeded  with  a  mix- 
ture of  flax  or  other  small  grains,  vetch, 
Austrian  winter  peas,  dry  edible  peas,  or  a 
type  of  wheat  which  the  Corporation  deter- 
mines Is  not  adapted  to  the  area.  However, 
In  determining  production,  volunteer  small 
grains,  volunteer  vetch,  volunteer  Austrian 
winter  peas  and  volunteer  dry  edible  peas 
growing  with  the  seeded  wheat  crop,  and 
small  grains  seeded  with  the  growing  wheat 
crop  on  acreage  not  released  by  the  Cor- 
poration, shall  be  counted  as  wheat. 

2.  Insurable  acreage.  For  each  crop  year 
of  the  contract,  any  acreage  Is  Insurable  only 
if  a  coverage  Is  shown  therefor  on  the  county 
actuarial  table  (including  maps  and  related 
forms)  on  the  applicable  calendar  closing 
date  for  flllng  applications  for  that  crop 
year,  provided  the  farming  practice  followed 
on  such  acreage  Is  one  for  which  a  coverage 
was  established. 

3.  Responsibility  of  insured  to  report  acre- 
age and  interest,  la)  Promptly  after  seeding 
wheat  (winter  or  spring)  each  year,  the  In- 
sured shall  submit  to  the  Corporation,  on 
a  form  entitled  "Wheat  Crop  Insurance 
Acreage  Report,"  a  report  over  his  signature 
of  all  acreage  In  the  county  seeded  to  wheat 
In  which  he  has  an  Interest  at  the  time  of 
seeding.  This  report  shall  show  the  acreage 
of  wheat  for  each  Insurance  unit  and  his 
Interest  In  each  at  the  time  of  seeding.  If 
the  Insured  does  not  have  an  Insurable  In- 
terest in  wheat  seeded  In  any  year,  the  acre- 
age report  shall  nevertheless  be  submitted 
promptly  after  the  seeding  of  wheat  Is  gen- 
erally completed  In  the  county.  Any  acreage 
report  submitted  by  the  Insured  shall  t>t 
considered  final  and  not  subject  to  cha'hge 
by  the  Insured. 

(b)  The  Corporation  reserves  the  right  to 
charge  the  Insured  $2.00  If  the  Insured  fails 
to  submit  an  acreage  report  within  30  days 
after  seeding  of  the  applicable  type  of  wheat 
(Winter  or  spring)  Is  generally  completed 
In  the  county,  as  determined  by  the  Cor- 
poration. 

(c)  The  Corporation  may  elect  to  deter- 
mine that  the  insured  acreage  Is  "zero"  If 
the  Insured  falls  to  file  an  acreage  report 
within  30  days  after  seeding  of  the  applicable 
type  of  wheat  (winter  or  spring)  Is  generally 
completed  In  the  county,  as  determined  by 
the  Corporation. 

(d)  Failure  of  the  county  office  to  request 
submission  of  such  report  or  to  send  a  per- 
sonal representative  to  obtain  the  report 
shall  not  relieve  the  Insured  of  the  responsi- 
bility to  make  such  report. 

4.  Insured  acreage.  The  Insured  acreage 
with  respect  to  each  Insurance  unit  shall 
be  the  acreage  of  v.heat  seeded  for  harvest 
as  grain  as  reported  by  the  Insured  or  as 
determined  by  the  Corporation,  whichever 
the  Corporation  shall  elect,  except  that  In- 
surance shall  not  attach  with  respect  to  (a) 
any  acreage  seeded  to  wheat  which  Is  de- 
stroyed or  substantially  destroyed  (as  defined 
In  section  15)  and  on  which  It  is  practical 
to  reseed  to  wheat,  as  determined  by  the 
Corporation,  and  such  acreage  Is  not  reseeded 
to  wheat,  (b)  any  acreage  Initially  seeded 
to  wheat  too  late  to  expect  to  produce  a 
normal  crop,  ps  determined  by  the  Corpora- 
tion, (c)  new  ground  acreage,  and  (di  any 
acreage  seeded  to  harvest  in  a  crop  year  for 
which  cancelation  of  the  contract  becomes 
effective.  (For  irrigated  acreage,  see  section 
31.)  The  Corporation  reserves  the  right  to 
limit  the  Insured  acreage  on  any  farm  to 
the  wheat  allotment  or  permitted  acreage 
established  under  any  act  of  Congress  in- 
cluding the  Agricultural  Adjustment  Act  of 
1938.  as  amended. 

6.  Insured  interest.  The  insured  Interest 
In  the  wheat  crop  covered  by  the  contract 
shall  be  the  Interest  of  the  insured  at  the 
time  of  seeding  as  reported  by  the  Insured 
or  as  determined  by  the  Corporation,  which- 


ever the  CcMTX)ration  shall  elect.  For  the 
purpose  of  determining  the  amount  of  loss 
the  insured  Interest  shall  not  exceed  the 
Insured's  actual  Interest  at  the  time  of  loss 
or  the  beginning  of  harvest  whichever  occurs 
first. 

6.  Coverage  per  acre.  The  coverage  per 
acre  shall  be  the  applicable  number  of 
bushels  of  wheat  established  for  the  area  in 
which  the  Insured  acreage  Is  located,  and 
shall  be  shown  by  pr.TCtlcefs)  on  the  county 
actuarial  table  on  file  in  the  county  office. 
The  coverage  per  acre  Is  proeres  Ive  depend- 
ing upon  whether  the  acreage  Is  (a)  released 
and  seeded  to  a  substitute  crop,  (b)  not 
harvested  and  not  seeded  to  a  substitute  crop 
or   (c)    harvested. 

7.  Fixed  price.  The  fixed  price  per  bushel 
for  any  crop  year  shall  be  90  p€rce!:i  of 
the  parity  price  of  wheat  as  officially  deter- 
mined by  the  Secretxiry  of  Agriculture  for 
January  15  of  the  calendar  year  in  which 
the  crop  is  to  be  harvested,  with  differentials 
determined  by  the  Corporation  for  the  loca- 
tion of  the  insurance  unit.  E;?ch  year  the 
amount  of  the  premium  and  the  Indemnity, 
if  any.  shall  be  determined  by  using  the 
fixed  price  per  bu.shel  for  such  year.  TTiis 
price  shall  be  on  file  In  the  county  oflSce. 

8.  Insurance  period.  Insurance  with  re- 
spect to  any  insured  acreage  shall  attach  at 
the  time  the  wheat  is  seeded.  Insurance 
shall  cease  with  respect  to  any  portion  of  the 
wheat  crop  covered  by  the  contract  upon 
threshing  or  removal  from  the  field,  bxit  In 
no  event  shall  the  Insurance  remain  in  effect 
later  than  October  31  of  each  year,  unless 
such  time  is  extended  In  writing  by  the  Cor- 
poration. 

9.  Life  of  contract,  cancellation  thereof. 
(a  I  Subject  to  the  provisions  of  paragraph 
(d)  of  this  section,  the  contract  shall  be  in 
effect  for  the  first  crop  year  specified  on  the 
application  and  shall  continue  in  effect  for 
each  succeeding  crop  year  until  either  party 
gives  to  the  other  party,  on  or  before  the  can- 
cellation date  of  any  year,  written  notice  of 
cancellation  effective  beginning  with  wheat 
seeded  for  harvest  In  the  next  calendar  year. 
Any  notice  of  cancellation  given  by  the  In- 
sured to  the  Corporation  shall  be  submitted 
In  writing  to  the  county  oflice. 

(b)  If  the  insured  cancels  the  contract,  he 
shall  not  be  eligible  for  crop  Insurance  on 
wheat  seeded  or  to  be  seeded  In  the  county 
for  harvest  In  the  next  calendar  year  unless 
he  subsequently  files  an  application  for  In- 
surance on  or  before  the  cancellation  date 
preceding  such  year. 

(c)  If  for  two  consecutive  crop  years  no 
wheat  In  which  the  Insured  has  an  Insurable 
interest  is  seeded  in  the  county,  the  contract 
shall  terminate. 

(d)  If  thf  minimum  participation  require- 
ment as  established  by  the  Corporation  Is  not 
met  for  any  year  th^  contract  shall  continue 
In  force  only  to  the  end  of  the  crop  year  for 
which  such  requirement  Is  not  met,  except 
that  if  the  minimum  participation  require- 
ment is  met  on  or  before  the  next  succeeding 
applicable  closing  date  the  contract  shall 
continue  to  be  In  force. 

10.  Changes  in  contract.  The  Corporation 
reserves  the  right  to  change  the  premium 
rate(s).  insurajice  covcrage(s)  and  other 
terms  and  provisions  of  the  contract  from 
year  to  year.  Notice  of  such  changes  shall 
be  mailed  to  the  Insured  at  least  15  days 
prior  t'^  the  applicable  cancellation  date 
shown  herein.  Failure  of  the  Insured  to  can- 
cel the  contract  as  provided  In  section  9  shall 
constitute  his  acceptance  of  any  such  changes. 
If  no  notice  is  mailed  to  the  Insured,  the 
terms  and  provisions  of  the  contract  for  the 
prior  year  shall  continue  In  force. 

11.  Causes  of  loss  not  ensured  against. 
The  contract  shall  not  cover  loss  of  produc- 
tion caused  by:  (a)  Failure  to  follow  recog- 
nized good  farming  practices;  (b)  poor  farm- 
ing practices,  Including  but  not  limited  to 
the  use  of  defective  or  unadapted  seed,  fail- 
UI3  to  plant  a  sufficient  quantity  of  seed,  fail- 
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ure  properly  to  prepare  the  land  for  seeding 
or  properly  to  seed,  care  for  or  harvest  and 
thresh  the  Insured  crop  (Including  unreason- 
able delay  thereof):  (c)  over-pasturage;  (d) 
following  different  fertilizer  or  farming  prac- 
tices than  those  considered  In  establishing 
the  coverage  per  acre;  (e)  seeding  wheat  en 
land  which  Is  generally  not  considered  capa- 
ble of  producing  a  wheat  crop  comoarable  to 
that  produced  on  the  land  considered  in  es- 
tablishing the  coverage  per  acre;  (f)  seeding 
excessive  acreage  under  abnormal  conditions; 
(g)  seeding  another  crop  with  the  wheat  or 
in  the  growing  wheat  crop;  (h)  seeding  wheat 
under  conditions  of  immediate  hazard;  (1) 
inability  to  obtain  labor,  seed,  fertilizer,  ma- 
chinery, repairs  or  Insect  poison;  (j»  break- 
down of  machinery,  or  failure  of  equipment 
due  to  mechanical  defects;  (k)  neglect  or 
malfeasance  of  the  Insured  or  of  any  person 
In  his  household  or  employment  or  connected 
with  the  farm  as  tenant  or  wage  hand;  (1) 
domestic  animals  or  poultry;  or  (m)  theft. 
(For  irrigated  acreage,  see  section  31.) 

12.  Amount  of  annual  premium,  (a)  The 
premium  rate  per  acre  will  be  the  applicable 
number  of  bushels  of  wheat  established  by 
the  Corporation  for  the  coverage  and  rate 
area  In  which  the  Insured  acreage  Is  located 
and  will  be  shown  by  practices  en  the  county 
actuarial  table  on  file  in  the  county  office. 
The  annual  premium  for  each  Insurance  unit 
under  the  contract  will  be  based  upon  ( 1 )  the 
Insured  acreage  of  wheat,  (2)  the  applicable 
premium  rate(s),  (3)  the  Insured  Interest  In 
the  crop  at  the  time  of  seeding,  and  (4)  the 
fixed  price.  There  will  be  a  reduction  In  the 
annual  premium  for  each  Insurance  unit  of 
one  percent  In  cases  where  the  insured  acre- 
age on  the  Insurance  unit  is  as  much  as  25 
acres  and  does  not  exceed  74.9  acres,  and  an 
additional  one  percent  reduction  for  each 
additional  50  acres  or  fraction  thereof  on  the 
Insurance  unit.  However,  the  total  reduction 
shall  not  exceed  20  percent.  The  annual 
premium  for  the  contract  shall  be  the  total 
of  the  premiums  computed  for  the  insured 
for  all  Insurance  units  covered  by  the  con- 
tract. The  annual  premium  with  respect  to 
any  Insured  acreage  shall  be  regarded  a.s 
earned  when  the  wheat  crop  on  such  acreage 
Is  seeded. 

(b)  The  Insured's  annual  premium  may  be 
reduced  In  any  year  not  to  exceed  50  percent 
If  it  Is  determined  by  the  Corporation  that 
the  accumulated  balance  (expressed  In  bush- 
els) of  premiums  over  Indemnities  on  consec- 
utively Insured  wheat  crops  exceeds  his  total 
coverage '(computed  on  a  harvested  acreage 
basis).  Nothing  In  this  paragraph  (b)  shall 
create  In  the  lixsured  any  right  to  a  reduced 
premium 

13.  Manner  of  payment  of  premium,  (a) 
The  applicant  executes  a  premium  note  by 
signing  the  application  for  wheat  crop  In- 
surance. This  note  represents  a  promise  to 
pay  to  the  Corporatiorfftnnually  during  the 
life  of  the  contract,  on  or  before  the  appli- 
cable maturity  date  shown  in  section  32,  the 
premium  for  all  Insurance  units  covered  by 
the  contract. 

(b»  A  discount  of  five  percent  shall  be 
allowed  on  any  earned  annual  premium 
which  Is  paid  in  full  on  or  before  the  appli- 
cable discount  date  shown  in  section  32  If  the 
insured  has  submitted  to  the  Corporation  at 
the  county  office  his  winter  wheat  acreage 
report  on  or  before  December  31  of  the  crop 
year  and  his  spring  wheat  acreage  report  on 
or  before  June  15  of  the  crop  year,  except  that 
for  California  the  acreage  report  for  all  wheat 
shall  be  submitted  on  or  before  March  31  of 
the  crop  year. 

(c)  Any  premium  note  not  paid  at  matu- 
rity shall  bear  Interest  computed  not  on  a  per 
annum  basis  but  as  follows:  Three  percent 
on  the  principal  amount  not  paid  on  or 
before  October  31  following  the  maturity 
date,  and  an  additional  one  percent  on  the 
principal  amount  owing  at  the  end  of  each 
two  calendar-months  period  thereafter. 


(d)  Payment  on  any  annual  premium  shall 
be  made  by  means  of  cash  or  by  check,  money 
order,  postal  note,  or  bank  draft  payable  to 
the  order  of  the  Treasurer  of  the  United 
States.  All  checks  and  drafts  will  be  ac- 
cepted subject  to  collection  and  payment 
tendered  shall  not  be  regarded  as  paid  unless 
collection  Is  made. 

(e)  Any  unpaid  amount  of  any  annual 
premium  plus  any  interest  due  may  be  de- 
ducted (either  before  or  after  the  date  of 
maturity)  from  any  indemnity  payable  by  the 
Corporation,  from  the  proceeds  of  any  com- 
modity loan  to  the  insured,  and  from  any 
payment  made  to  the  Insured  under  the  Soil 
Conservation  and  Domestic  Allotment  Act.  as 
amended,  or  any  other  act  of  Congress  or 
program  administered  by  the  United  States 
Department  of  Agriculture.  There  shall  be 
no  refund  of  any  annual  premium  overpay- 
ment of  less  than  $1.00  unless  written  request 
for  such  refund  is  received  by  the  Corporation 
within  one  year  after  the  payment  thereof. 

14.  Notice  of  loss  or  damage,  (ai  Unless 
otherwise  provided  by  the  Corporation.  If  a 
loss  under  the  contract  Is  probable,  notice  In 
writing  shall  be  given  the  Corporation  at  the 
county  oface  immediately  after  any  material 
damage  to  the  Insured  crop.  The  crop  shall 
not  be  harvested,  removed,  or  any  other  use 
made  of  It  until  It  has  been  inspected  by  the 
Corp)oratlon. 

(bi  Unless  otherwise  provided  by  the  Cor- 
poration, If,  at  the  completion  of  threshing 
of  the  Insured  wheat  crop,  a  loss  under  the 
contract  has  been  sustained,  notice  in  writ- 
ing shall  be  given  immediately  to  the  Corpo- 
ration at  the  county  office.  If  such  notice  Is 
not  given  within  13  days  after  threshing  is 
completed,  the  Corporation  reserves  the  right 
to  reject  any  claim  for  indemnity.  This 
notice  is  in  addition  to  any  notice  required  by 
paragraph  (a)  of  this  section. 

15.  Released  acreage.  Any  Insured  acreage 
on  which  the  wheat  crop  has  been  destroyed 
or  substantially  destroyed  may  be  released 
by  the  Corporation  for  planting  to  a  sub- 
stitute crop  or  to  be  put  to  another  use. 
The  wheat  crop  shall  be  deemed  to  have 
been  substantially  destroyed  If  the  Corpora- 
tion determines  that  it  has  been  so  badly 
damaged  that  farmers  generally  in  the  area 
where  the  land  Is  located  and  on  whose 
farms  similar  damage  occurred  would  not 
further  care  for  the  crop  or  harvest  any 
portion  thereof.  No  Insured  acreage  may  be 
planted  to  a  substitute  crop  or  put  to  an- 
other use  until  the  Corporation  releases 
such  acreage.  On  any  acreage  where  the 
wheat  has  been  partially  destroyed  but  not 
released  by  the  Corporation,  proper  meas- 
ures shall  be  taken  to  protect  the  crop 
from  further  damage.  There  shall  be  no 
abandonment  of  any  crop  or  portion  thereof 
to  the   Corporation. 

16.  Time  of  loss.  Any  loss  shall  be  deemed 
to  have  occurred  at  the  end  of  the  insurance 
period,  unless  the  entire  wheat  crop  on  the 
insurance  unit  was  destroyed  or  substan- 
tially destroyed  earlier,  in  which  event  the 
loss  shall  be  deemed  to  have  occurred  on  the 


date  of  such  damage,  as  determined  by  the 
Corporation. 

17.  Proof  of  loss.  If  a  loss  Is  claimed,  the 
Insured  shall  submit  to  the  Corporation  a 
form  entitled  "Statement  In  Proof  of  Loss,"  . 
containing  such  information  regarding  the 
manner  and  extent  of  the  loss  as  may  be  re- 
quired by  the  Corporation.  The  statement 
In  proof  of  loss  shall  be  submitted  not  later 
than  sixty  days  after  the  time  of  loss,  unless 
the  time  for  submitting  the  claim  is  e.K- 
tended  in  writing  by  the  Corporation.  It 
shall  be  a  condltfon  precedent  to  any  lia- 
bility under  the  contract  that  the  Insured 
establish  the  amount  of  any  loss  for  which 
claim  Is  made,  and  that  such  loss  has  been 
directly  caused  by  one  or  more  of  the  haz- 
ards insured  against  by  the  contract  durins; 
the  Insurance  period  for  the  crop  year  for 
which  the  loss  is  claimed,  and  that  the  In- 
sured further  establish  that  the  loss  has  not 
arisen  from  or  been  caused  by.  either  directly 
or  Indirectly,  any  of  the  causes  of  loss  not  In- 
sured against  by  the  contract.  If  a  loss  l.s 
claimed,  any  wheat  acreage  which  is  not  to 
be  harvested  shall  be  left  Intact  until  the 
Corporation   makes  an   Inspection. 

18  Insurance  unit.  Losses  shall  be  deter- 
mined .separately  for  each  Insurance  unit 
e.xcept  as  provided  in  section  19  (b).  An 
Insurance  unit  consists  of  (a)  all  the  Insui*- 
able  acreage  of  wheat  In  the  county  In  which 
the  Insured  has  100  percent  Interest  in  the 
crop  at  the  time  of  seeding,  or  (b)  all  the 
Insurable  acreage  of  wheat  in  the  county 
owned  by  one  person  which  is  operated  by 
the  insured  as  a  share  tenant,  or  (c)  all 
the  Insurable  acreage  of  wheat  In  the  county 
which  is  owned  by  the  insured  and  is  rented 
to  one  share  tenant  at  the  time  of  seedlnii. 
For  any  crop  year  of  the  contract  acreace 
shall  be  considered  to  be  located  In  the 
county  If  a  coverage  Is  shown  therefor  on  the 
county  actuarial  table.  Land  rented  for  ca.sh 
or  for  a  fixed  commodity  payment  shall  be 
considered  as  owned  by  the  leasee. 

19.  Ajnount  Of  loss,  (a)  The  amount  of 
loss  with  respect  to  any  Insurance  unit  shall 
be  determined  by  multiplying  the  seeded 
acreage  (exclusive  of  any  acreage  to  which 
Insurance  did  not  attach)  by  the  applicable 
coverage  per  acre  and  subtracting  therefrom 
the  total  production  for  the  seeded  acreaee 
and  multiplying  the  remainder  by  the  In- 
sured interest.  However,  if  the  seeded  acre- 
age on  the  Insurance  unit  exceeds  the  In- 
sured acreage  on  the  Insurance  unit,  the 
amount  of  loss  so  determined  shall  be  re- 
duced on  the  basis  of  the  ratio  of  the  Insured 
acreage  to  the  seeded  acreage,  or  if  the  pre- 
mium computed  for  the  insured  acreage  i.s 
less  than  the  premium  computed  for  the 
seeded  acreage,  the  amount  of  loss  deter- 
mined for  the  seeded  acreage  may  be  reduced 
on  the  basis  of  the  ratio  of  the  premium 
computed  for  the  Insured  acreage  to  the 
premium  computed  for  the  .seeded  acreage. 
If  the  Corporation  so  elects.  The  total  pro- 
ductlon  for  an  Insurance  unit  shall  Include 
all  production  determined  in  accordance 
with  the  following  schedule: 


ScHESXTLS — Continued 


SCHEDXJLE 


Acreage  classification 

1.  Acreage  on  which  wheat  is  threshed 
(exclusive  of  any  acreage  shown  in  item  2 
below ) . 

2.  Acreage  on  which  threshed  wheat  as 
determined  by  the  Corporation  (i)  is  not 
eligible  for  a  Commodity  Credit  Corporation 
loan  because  of  the  quality  of  the  wheat 
and  would  not  meet  these  loan  requirements 
if  properly  handled,  and  (11)  has  a  value 
per  bushel  which  is  less  than  the  lower  of 
the  fixed  price  or  the  county  loan  rate  for 
the  lowest  grade  wheat  of  the  same  class 
eligible  for  loan. 

3.  Acreage  not  threshed  but  otherwise 
harvested  as  grain. 


Total  production   in   bushels 


1.  Actual  production  not  Including  wheat 
In  a  mixture  with  other  small  grains  which 
were  seeded  In  the  growing  wheat  crop  on 
released  acreage. 

2.  The  number  of  bushels  obtained  by  (1) 
multiplying  the  actual  production  by  the 
value  per  bushel  as  determined  by  the  Cor- 
poration, and  (ID  dividing  the  result  thus 
obtained  by  the  lower  of  the  fixed  price  or 
the  county  loan  rate  for  the  lowest  grade 
wheat  of  the  same  class  eligible  for  loan. 


3.  Appraised  production. 


Acreage  classification — Continued 

4.  Acreage  released  by  the  Corporation  and 
planted  to  a  substitute  crop. 

6.  Acreage  not  harvested  and  not  seeded 
tq  a  substitute  crop. 


6.  Acreage  put  to  another  use  without  be- 
ing released  by  the  Corporation. 

7.  Acreage  with  reduced  yield  due  solely 
to  any  cause  (s)  not  insured  against. 


8.  Acreage  with  reduced  yield  due  par- 
tially to  a  cause(s)  not  Insured  against  and 
partially  to  a  cause  (s)  Insured  against. 


Total  production  in  bushels — Con. 

4.  That  portion  of  the  appraised  produc- 
tion which  is  In  excess  of  the  coverage. 

5.  That  portion  of  the  appraised  produc- 
tion which  is  In  excess  of  the  number  of 
bushels  determined  by  subtracting  (1)  the 
coverage  for  such  acreage  from  (11)  the  cov- 
erage for  such  acreage  If  It  were  harvested. 

6.  Appraised  production  but  not  less  than 
the  product  of  (1)  such  acreage  and  (11)  the 
coverage  per  acre. 

7.  Appraised  number  of  bushels  by  which 
production  has  been  reduced  but  not  less 
than  the  product  of  (1)  such  acreage  and 
(11)  the  coverage  per  acre,  minus  any  wheat 
harvested. 

8.  Appraised  number  of  bushels  by  which 
production  has  been  reduced  because  of  any 
cause(s)  not  Insured  against. 


(b)  If  the  production  from  two  or  more 
Insurance  units  is  commingled  and  the  in- 
sured falls  to  establish  and  maintain  records 
satisfactory  to  the  Corporation  of  acreage  or 
the  production  from  each,  the  insurance 
with  respect  to  such  units  may  be  voided  by 
the  Corporation  for  the  crop  year  and  the 
premium  forfeited  by  the  insured.  How- 
ever. If  all  the  component  parts  are  Insured 
the  total  coverage  for  the  component  parts 
may  be  considered  as  the  total  coverage  for 
the  combination.  If  the  Corporation  so  elects, 
In  which  case  any  loss  for  such  combination 
shall  be  determined  as  outlined  in  paragraph 
(a)  of  this  section.  Where  the  Insured  falls 
to  establish  and  maintain  separate  records, 
satisfactory  to  the  Corporation,  of  uninsured 
acreage  and  production  therefrom  and  for 
one  or  more  Insurance  units  or  portions 
thereof,  any  production  from  such  acreage 
which  Is  commingled  with  production  from 
the  Insured  acreage  shall  be  considered  to 
have  been  produced  on  the  Insured  acreage, 
or  the  Insurance  with  respect  to  such  unlt(s) 
under  the  contract  mny  be  voided  by  the 
Corporation  for  the  crop  year  and  the  pre- 
mium forfeited  by  the  Insured. 

(c)  The  cash  amount  of  the  indemnity 
shall  be  determined  by  multiplying  the 
amount  of  the  loss  In  bushels  by  the  fixed 
price. 

20.  Payment  of  indemnity,  (a)  Indemni- 
ties shall  be  paid  only  by  check.  The 
amount  of  Indemnity  for  which  the  Cor- 
poration may  be  liable  will  be  payable  within 
thirty  days  after  satisfactory  proof  of  loss 
is  approved  by  the  Corporation,  but  If  pay- 
ment Is  delayed  for  any  reason,  the  Corpora- 
tion shall  not  be  liable  for  Interest  or  dam- 
ages on  account  of  such  delay. 

(b)  Indemnities  shall  be  subject  to  all 
provisions  of  the  contract,  including  the  right 
of  the  Corporation  to  deduct  from  any  In- 
demnity the  unpaid  amount  of  any  earned 
premium  plus  any  Interest  due  or  any  other 
obligation  of  the  Insured  to  the  Corporation. 

(c)  Any  Indemnity  payable  under  a  con- 
tract shall  be  paid  to  the  Insured  or  such 
other  person  as  may  be  entitled  to  the  bene- 
fits under  the  provisions  of  the  contract, 
notwithstanding  any  attachment,  garnish- 
ment, receivership,  trustee  process.  Judg- 
ment, levy,  equity,  or  bankruptcy,  directed 
against  the  Insured  or  such  other  person, 
or  against  any  indemnity  alleged  to  be  due 
to  such  person;  nor  shall  the  Corporation  or 
any  officer,  employee,  or  representative 
thereof,  be  a  proper  party  to  any  suit  or 
action  with  reference  to  such  Indemnity, 
nor  be  bound  by  any  Judgment,  order,  or 
decree  rendered  or  entered  therein.  Nothing 
herein  contained  shall  excuse  any  person 
entitled  to  the  benefits  of  the  contract  from 
full  compliance  with,  or  performance  of,  any 
lawful  judgment,  order  or  decree  with  re- 
spect to  the  disposition  of  any  sums  paid 
thereunder  as  an  Indemnity. 

(d)  If  a  check  Issued  In  payment  of  an 
Indemnity  Is  returned  undellverablc  at  the 


last  known  addres.s  of  the  payee,  and  If  such 
payee  or  other  person  entitled  to  the  In- 
demnity makes  no  claim  for  payment  within 
two  years  after  the  Issuance  of  the  check, 
such  claim  shall  not  thereafter  be  payable, 
except  with  the  consent  of  the  Corporation. 
21.  Payment  to  transferee,  (a)  If  the  In- 
sured transfers  all  or  a  part  of  his  Insured 
Interest  in  a  wheat  crop  before  the  beginning 
of  harvest  or  the  time  of  loss,  whichever 
occurs  first,  he  shall  Immediately  notify  the 
Corporation  thereof  In  writing  at  the  county 
office.  The  transferee  under  such  a  transfer 
will  be  entitled  to  the  benefits  of  the  con- 
tract with  respect  to  the  Interest  so  trans- 
ferred, provided  the  transferee  immediately 
following  the  transfer  makes  suitable  ar- 
rangements with  the  Corporation  for  the 
payment  of  any  premium  with  respect  to  the 
Interest  so  transferred,  whereupon  the  trans- 
feree and  the  transferor  shall  be  Jointly  and 
severally  liable  for  the  amount  of  such 
premium.  Any  transfer  shall  be  subject  to 
any  collateral  assignment  made  by  the  orig- 
inal Insured  In  accordance  with  section  25. 
However,  the  Corporation  shall  not  be  liable 
for  a  greater  amount  of  Indemnity  In  con- 
nection with  the  insured  crop  than  would 
have  been  paid  If  the  transfer  had  not  taken 
place. 

(b)  An  Involuntary  transfer  of  an  Insured 
Interest  In  a  wheat  crop  solely  because  of 
the  existence  of  a  debt,  lien,  mortgage,  gar- 
nishment, levy,  execution,  bankruptcy,  or 
other  process  "Shall  not  entitle  any  holder  of 
any  such  Interest  to  any  benefits  under  the 
contract. 

(c)  Any  deduction  to  be  made  from  an  in- 
demnity payable  to  the  transferee  shall  not 
exceed  the  annual  premium  plus  any  In- 
terest due  on  the  land  Involved  In  the  trans- 
fer for  the  crop  year  In  which  the  transfer 
Is  made,  plus  the  unpaid  amount  of  any 
other  obligation  of  the  transferee  to  the  Cor- 
poration. 

(d)  If,  as  a  result  of  any  transfer,  diverse 
Interests  appear  with  respect  to  any  insur- 
ance unit,  any  Indemnity  payable  with  re- 
spect to  such  unit  may  be  paid  Jointly  to 
all  persons  having  the  Insured  Interest  in  the 
crop  at  the  time  harvest  is  commenced  or 
the  time  of  loss,  whichever  occurs  first,  or 
to  one  of  such  persons  on  behalf  of  all  such 
persons,  and  payment  In  any  such  manner 
shall  constitute  a  complete  discharge  of  the 
Corporation's  liability  with  respect  to  such 
unit  under  the  contract. 

(e)  If  a  transfer  is  effected  In  accordance 
with  paragraph  (a)  above,  the  contract  of 
the  transferor  shall  cover  the  Interest  so 
transferred  only  to  the  end  of  the  Insurance 
period  for  the  crop  year  during  which  the 
transfer  Is  made. 

22.  Deterrrtination  of  person  to  whom  in- 
demnity shall  be  paid.  In  any  case  where 
the  Insured  has  transferred  his  interest  In  all 
or  a  part  of  the  wheat  crop  on  any  Insurance 
unit,  or  has  ceased  to  act  as  a  fiduciary,  or 
has  died,   has   been   Judicially  declared   in- 


competent or  has  disappeared,  payment  In 
accordance  with  the  provisions  of  the  con- 
tract will  be  made  only  after  the  facts  have 
been  established  to  the  satisfaction  of  the 
Corporation.  The  determination  of  the  Cor- 
poration as  to  the  existence  or  nonexistence 
of  a  circumstance  in  the  event  of  which 
payment  may  be  made  and  of  the  person (s) 
to  whom  such  payment  will  be  made  shall 
be  final  and  conclusive.  Payment  of  an  in- 
demnity under  this  section  shall  constitute 
a  complete  discharge  of  the  Corporation's 
obligation  with  respect  to  the  loss  for  which 
such  Indemnity  is  paid  and  settled  and  shall 
be  a  bar  to  recovery  by  any  other  person. 

23.  Other  insurance,  (a)  If  the  insured 
has  or  acquires  any  other  Insurance  against 
substantially  all  the  risks  that  are  Insured 
against  by  the  Corporation  under  the  con- 
tract, regardless  of  whether  such  other  in- 
surance is  valid  or  collectible,  the  liability  of 
the  Corporation  shall  not  be  greater  than  Its 
share  would  be  if  the  amount  of  its  obliga- 
tions were  divided  equally  between  the  Cor- 
poration and  such  other  Insurer. 

(b)  In  any  case  where  an  indemnity  Is  paid 
to  the  Insured  by  another  Government  agency 
because  of  damage  to  the  wheat  crop,  the 
Corporation  reserves  the  right  to  determine 
Its  liability  under  the  contract  taking  Into 
consideration  the  amount  paid  by  such  other 
agency. 

24.  Subrogation.  The  Corporation  may  re- 
quire from  the  insured  an  assignment  of  all 
rights  of  recovery  against  any  person (s)  for 
loss  or  damage  to  the  extent  that  payment 
therefor  Is  made  by  the  Corporation,  and  the 
Insured  shall  execute  all  papers  required  and 
shall  do  ever3rthlng  that  may  be  necessary 
to  secure  such  rights. 

25.  Collateral  assignment.  The  original  In- 
sured may  assign  his  right  to  an  Indemnity 
under  the  contract  by  executing  a  form  en- 
titled "Collateral  Asslenment"  and  upon  ap- 
proval thereof  by  the  Corporation  the  Interest 
of  the  assignee  will  be  recognized,  including 
the  right  of  the  assignee  to  submit  a  "State- 
ment In  Proof  of  Loss"  if  the  Insured  refuses 
to  submit  or  disappears  without  having  sub- 
mitted such  statement. 

26.  Records  and  access  to  farm.  For  the 
purpose  of  enabling  the  Corporation  to  deter- 
mine any  loss  that  may  have  occurred  under 
the  contract,  the  Insured  shall  keep,  or  cause 
to  be  kept,  for  one  year  after  the  time  of 
loss,  records  of  the  harvesting,  storage,  ship- 
ment, sale,  or  other  disposition,  of  all  wheat 
produced  on  each  Insurance  unit  covered  by 
the  contract,  and  on  any  uninsured  acreage 
In  the  county  in  which  he  has  an  Interest. 
Such  records  shall  be  made  available  for 
examination  by  the  Corporation,  and  as  often 
as  may  be  reasonably  required,  any  person (s) 
designated  by  the  Corporation  shall  have  ac- 
cess to  the  farm(8) . 

27.  Voidance  of  contract.  The  contract 
may  be  voided  and  the  premium  forfeited 
to  the  Corporation  without  the  Corporation's 
waiving  any  right  or  remedy.  Including  Its 
right  to  collect  the  amount  of  the  note  exe- 
cuted by  the  Insured,  whether  before  or 
after  maturity,  if  (a)  at  any  time  the  Insured 
has  concealed  any  material  fact  or  made  any 
false  or  fraudulent  statements  relating  to 
the  contract,  the  subject  thereof,  or  his  in- 
terest in  the  wheat  crop  covered  thereby, 
or  (b)  the  insured  shall  neglect  to  use  all 
reasonable  means  to  produce,  care  for  or 
save  the  wheat  crop  covered  thereby,  whether 
before  or  after  damage  has  occurred,  or  (c) 
the  Insured  falls  to  give  any  notice,  or  other- 
wise fails  to  comply  with  the  terms  of  the 
contract,  including  the  note,  at  the  time  and 
In  the  njanner  prescribed. 

28.  Modification  of  contract.  No  notice  to 
any  representative  of  the  Corporation  of  the 
knowledge  possessed  by  any  such  represent- 
ative or  by  any  other  person  shall  be  held 
to  effect  a  waiver  of  or  change  In  any  part 
of  the  contract,  or  to  estop  the  Corporation 
from  asserting  any  right  or  power  under  such 
contract,  nor  shall  the  terms  of  such  con- 
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tract  be  waived  or  changed  except  as  author- 
ized In  writing  by  a  duly  authorized  officer 
or  representative  of  the  Corporation;  nor 
shall  any  provision  or  condition  of  the  con- 
tract or  any  forfeiture  be  held  to  be  waived 
by  any  delay  or  omission  by  the  Corpora- 
tion In  exercising  Its  rights  and  powers  there- 
under or  by  any  requirement,  act,  or  pro- 
ceeding on  the  part  of  the  Corporation  or 
of  Its  representatives  relating  to  appraisal 
or  to  any  examination  herein  provided  lor. 

29.  General,  (a)  In  addition  to  the  terms 
and  provisions  In  the  application  and  policy, 
the  Wheat  Crop  Insurance  Regulations  for 
Continuous  Contracts  In  effect  for  the  crop 
year  Involved  shall  govern  with  respect  to 
(1)  death.  Incompetence,  or  disapi>earance 
of  the  Insured.  (2)  fiduciaries.  (3)  prohibi- 
tion against  assignment  or  transfer  of  claims 
for  refunds,  (4)  rounding  of  fractional  units, 
(5)  creditors,  (6)  minimum  participation  re- 
quirements, and  (7)  reduction  of  premium 
based   on   good   experience. 

(b)  Copies  of  the  regulations  and  forms 
referred  to  In  this  policy  are  available  at 
the  county  office. 

30.  Meaning  of  terms.  For  the  purpose  of 
the  wheat  crop  Insurance  program,  'the 
terms: 

(a)  ••Contract"  means  the  accepted  appli- 
cation for  Insurance  and  this  policy. 

(b)  ••County  Actuarial  Table"  means  the 
form  and  related  material  (Including  the 
crop  Insurance  maps)  approved  by  the  Cor- 
poration for  listing  the  coverages  per  acre 
and  the  premium  rates  per  acre  applicable 
In  the  county. 

(c)  •"County  office"  means  the  office  of  the 
County  Agricultural  Conservation  Associa- 
tion In  the  county  or  other  office  specified 
by  the  Corporation. 

(d)  "Crop  year"  means  the  period  within 
which  the  wheat  crop  Is  seeded  and  nor- 
mally harvested,  and  shall  be  designated  by 
reference  to  the  calendar  year  In  which  the 
crop  Is  normally  harvested. 

(e)  ••Harvest"  means  any  mechanical  sev- 
erance from  the  land  of  matured  wheat  for 
threshing  where  the  wheat  crop  has  not 
been  destroyed  or  substantially  destroyed. 

(f)  '•New  ground  acreage"  means  any 
acreage  which  has  not  been  planted  to  a 
crop  In  any  one  of  the  previous  three  crop 
years,  except  that  acreage  In  tame  hay  or 
rotation  pasture  during  the  previous  crop 
year  shall  not  be  considered  new  ground 
acreage. 

(g)  •Person"  means  an  individual,  part- 
nership, association,  corporation,  estate,  or 
trust,  or  other  business  enterprise  or  other 
legal  entity,  and.  wherever  applicable,  a 
State,  a  political  subdivision  of  a  State,  or 
any   agency  thereof. 

(h)  "Substitute  crop"  means  any  crop, 
except  lespedeza.  biennial  and  perennial  leg- 
umes and  perennial  grasses,  planted  on  re- 
leased acreage  before  harvest  of  wheat  be- 
comes general  in  the  county  as  determined 
by  the  Corporation.  Biennial  and  perennial 
legumes  and  perennial  grasses  seeded  with 
the  wheat  or  in  the  growing  wheat  crop  shall 
not  be  considered  a  substitute  crop.  If 
other  small  grains  are  seeded  In  a  growing 
wheat  crop  on  released  acreage,  the  crop 
of  mixed  wheat  and  other  grains  shall  be 
considered  a  substitute  crop. 

(1)  "Tenant"  means  a  person  who  rents 
land  from  another  person  for  a  share  of 
the  wheat  crop  or  proceeds  therefrom  pro- 
duced on  such  land. 

31.  Irrigated  acreage,  (a)  In  addition  to 
the  provisions  of  section  4.  where  Insurance 
Is  written  on  an  irrigated  basis  the  follow- 
ing provisions  shall  apply.  * 

( 1 )  The  acreage  of  wheat  which  ^hall  be 
Insured  on  an  Irrigated  basis  In  any  year 
shall  not  exceed  that  acreage  which  can  be 
Irrigated  properly  with  facilities  available 
and  with  a  supply  of  Irrigation  water  which 
could  reasonably  be  expected,  taking  Into  con- 
alderatlon  the  amount  of  water  required  to 
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properly  Irrigate  the  acreage  of  all  Irrigated 
crops  on  the  farm,  except  that  In  areas  where 
a  part  of  the  wheat  Is  normally  Irrigated  and 
a  part  Is  not  normally  Irrigated,  the  acreage 
of  wheat  which  shall  be  Insured  on  an  Irri- 
gated basis  In  any  year  shall  not  exceed  that 
acreage  which  could  be  Irrigated  In  a  normal 
year  with  the  facilities  available.  Also,  In  all 
Texas  counties  the  acreage  of  wheat  on  any 
farm  which  shall  be  Insured  on  an  Irrigated 
basis  In  any  year  shall  not  exceed  that  acre- 
age on  which  the  following  Irrigation  require- 
ments are  met:  (I)  One  early  season  Irriga- 
tion of  at  least  3  acre-Inches  either  before 
seeding  the  wheat  or  Immediately  after  seed- 
ing the  wheat  If  there  Is  a  deficiency  of  soli 
moisture  at  that  time,  and  (11)  one  Irrigation 
of  not  less  than  3  acre-Inches  during  the  early 
spring  growing  season  If  there  Is  a  deficiency 
of  soil  moisture  at  that  time. 

(2)  Insurance  shall  not  attach  with  respect 
to  acreage  seeded  to  wheat  the  first  year  after 
being  leveled. 

(b)  In  addition  to  the  causes  of  loss  In- 
sured against  shown  on  the  first  page  of  this 
policy  the  contract  shall  cover  loss  In  produc- 
tion due  to  failure  of  the  water  supply  from 
natural  causes  that  could  not  be  foreseen 
and  prevented  by  the  Insured,  Including  (1) 
lowering  of  the  water  level  in  pump  wells 
adequate  at  the  beginning  of  the  growing 
season  to  the  extent  that  either  deepening 
the  well  or  drilling  a  new  well  would  be  neces- 
sary to  obtain  an  adequate  supply  of  water, 

(2)  failure  of  public  power  used  for  pumping 
or  failure  of  an  Irrigation  district  or  water 
company  to  deliver  water  where  such  failure 
Is  not  within  the  control  of  the  Insured,  and 

(3)  the  collapse  of  casing  In  wells. 

(c»  In  addition  to  the  causes  of  loss  not  In- 
sured against  shown  In  section  11,  the  con- 
tract shall  not  cover  loss  In  production  caused 
by  (1)  failure  to  provide  adequate  casing  or 
properly  to  adjust  the  pumping  equipment  in 
the  event  of  a  lowering  of  the  water  level  In 
pump  wells  when  such  adjustment  can  be 
made  without  deepening  the  well,  (2)  failure 
properly  to  apply  Irrigation  water  to  wheat 
In  proportion  to  the  need  of  the  crop  and  the 
amount  of  water  available  for  all  Irrigated 
crops,  and  (3)  shortage  of  Irrigation  water  on 
any  farm  where  the  Corporation  determines 
that  the  total  acreage  of  all  Irrigated  crops 
on  the  farm  Is  In  excess  of  that  which  could 
be  irrigated  properly  with  the  facilities  avail- 
able and  with  the  supply  of  Irrigation  water 
which  could  be  reasonably  expected. 

32.  Date  table.  For  each  year  of  the  con- 
tract the  cancellation  date,  discount  date  and 
maturity  date  are  as  follows: 


Slate  snd  county 


California 

Colorado: 

For  sprinff  wheat 

For  winter  wheat 

Miho 

Ilhnois 

Indiana 

Kun.'Ui.s 

Mijryland 

Michij!iin 

Minnesota 

Missouri 

Montana: 

(^houieau 

FerRUS 

nill 

Judith  Basin 

Liberty 

Pondera , 

All  others 

Nebra-ska ...... .., 

N'ow  Mexico 

New  York .,...., 

North  Dakota 

Ohio 

Oklahoma , 

Oregon 

reonsylvania. 


Canoella- 

tion 

date' 


June  30 

Apr.  30 

..do 

Juno  30 
do 


...do..  . 
Apr.  30 
June  30 

...do 

Dec.  31 
June  30 

Apr.  30 

...do 

...do 

...do 

...do 

...do 

Dec.  31 
Apr.  30 

..do 

June  30 
Dec.  31 
June  30 
Apr.  80 
June  SO 

...do.... 


Discount 
date 


Mar.  31 

June  if) 
Feb.  » 
June  15 


Matur- 
ity date 


June  30 

Do. 
Do. 
July  31 


Feb.  M  I  June  30 


do.... 

...do 

...do 

..do 

June  ^^ 
Feb.  28 


June 

...do. 

...do. 

...do. 

...do. 

...do. 

..  do- 
Feb. 

...do. 

...do. 
June 
Feb. 

...do. 
June 
Feb. 


15 


» 


15 
28 

15 


Do. 

June  l.'i 

June  3u 

Do. 
July  31 
June  30 

July  31 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
June  30 

Do. 

Do. 
-July  31 
June  30 

5X'  ^' 


State  and  county 


South  Dakota: 

Meade 

Tripp 

All  others 

Texas 

Utah: 

For  sprine  wheat 

For  wintiT  wheat 

Wxshinptiin 

Wyominp: 

For  sprinp  wheat 

For  winter  wlieat 


Canoella- 

tion 

('.ate  I 


Apr.  30 

...do 

Vvc.  31 
Apr.  30 

June  30 

...do 

...do 


Apr.  30 
..do.... 


Dl.'wint 
date 


June  IS 

...do 

..do 

Feb.  28 

June  15 
Feb.  28 
June  15 

...do 

Feb.  28 


Matur- 
ity date 


July  31 

1)0. 

Do. 
June  15 

July  31 
Do. 
Do. 

June  30 
Do. 


§418.168  The  monetary  coverage 
policy.  The  provisions  of  the  monetary 
coverage  policy  for  1950  and  succeeding 
years  are  as  follows: 

In  consideration  of  the  representations  and 
provisions  in  the  application  upon  which  this 
policy  is  Issued,  which  application  Is  made 
a  part  of  the  contract,  and  subject  to  the 
terms  and  conditions  set  forth  or  referred  to 
herein,  the  Federal  Crop  Insurance  Corpo- 
ration (hereinafter  designated  as  the  Corpo- 
ration) does  hereby  Insure 


Name 


Policy  number 


Address 


County 


State 


a  I  June  80 


1  The  cancellation  date  for  any  year  Li  the  applicable 
dale  preoedinK  the  calendar  year  la  which  the  wheal  Is 
to  be  harvested. 


(hereinafter  designated  as  the  Insured) 
against  loss  on  his  wheat  crop  while  In  the 
field,  due  to  unavoidable  causes  Including 
drought,  flood,  hall,  wind,  frost,  winter-kill, 
lightning,  fire,  excessive  rain.  snow,  wildlife, 
hurricane,  tornado.  Insect  Infestation,  plant 
disease  and  such  other  unavoidable  causes 
as  may  be  determined  by  the  Board  of  Direc- 
tors of  the  Corporation.  (For  Irrigated  acre- 
age see  section  31.) 

In  witness  whereof,  the  Federal  Crop  In- 
surance Corporation  has  caused  this  policy  to 

be  Issued  this day  of _ 

19 

Federal  Crop  INSUR.^NC« 
Corporation, 

By -- 

state  Crop  Insurance  Director. 

Terms  and  Conditions 

1.  Kinds  of  wheat  insured.  The  wheat  to 
be  Insured  shall  be  winter  and  spring  wheat 
seeded  for  harve.st  as  grain.  If  the  Insured 
seeds  only  a  part  of  his  wheat  for  harvest 
as  grain  In  any  year  of  the  contract,  he  shall 
submit  with  his  acreage  report  of  wheat 
seeded  a  designation  of  any  acreage  of  wheat 
seeded  for  any  purpose  other  than  harvest  as 
grain.  Upon  approval  of  the  Corporation, 
the  acreage  used  In  computing  the  premium 
and  total  coverage  shall  not  Include  acreage 
so  designated.  However,  any  wheat  thre.shed 
from  such  acreage  shall  be  considered  as 
wheat  produced  on  the  insured  acreage  In 
determining  any  loss  under  the  contract. 

The  contract  shall  not  provide  Insurance 
for  volunteer  wheat,  wheat  seeded  with  a 
mixture  of  flax  or  other  small  grains,  vetch, 
Austrian  winter  peas,  dry  edible  peas  or  a 
type  of  wheat  which  the  Corporation  deter- 
mines Is  not  adapted  to  the  area.  However. 
In  determining  production,  volunteer  small 
grains,  volunteer  vetch,  volunteer  Austrian 
winter  peas  and  volunteer  dry  edible  peas 
growing  with  the  seeded  wheat  crop,  and 
small  grains  seeded  with  the  growing  wheat 
crop  on  acreage  not  released  by  the  Corpo- 
ration, shall  be  counted  as  wheat. 

2.  Insurable  acreage.  For  each  crop  year 
of  the  contract,  any  acreage  Is  Insurable  only 
If  a  coverage  Is  shown  therefor  on  the  county 
actuarial  table  (Including  maps  and  related 
forms)  on  the  applicable  calendar  closing 
dat*  for  filing  applications  for  that  crop 
year,  provided  the  farming  practice  followed 
on  such  acreage  Is  one  for  which  a  coverage 
was  established. 


Friday,  AprU  1,  1949 

8.  R^ponsibility  of  insured  to  report  acre- 
age  and  interest,  (a)  Promptly  after  seeding 
wheat  (winter  or  spring)  each  year,  the  In- 
sured shall  submit  to  the  Corporation,  on  a 
form  entitled  •'Wheat  Crop  Insurance  Acre- 
age Report,"  a  report  over  his  signature  of  all 
acreage  In  the  county  seeded  to  wheat  In 
which  he  has  an  Interest  at  the  time  of  seed- 
ing. This  report  shall  show  the  acreage  of 
wheat  for  each  Insurance  unit  and  his  Inter- 
est m  each  at  the  time  of  seeding.  If  the 
Insured  does  not  have  an  Insurable  Interest 
In  wheat  seeded  In  any  year,  the  acreage 
report  shall  nevertheless  be  submitted 
promptly  after  the  seeding  of  wheat  is  gen- 
erally completed  In  the  county.  Any  acreage 
report  submitted  by  the  Insured  shall  be 
considered  final  and  not  subject  to  change 
by  the  Insured. 

(b)  The  Corporation  reserves  the  right  to 
charge  the  Insured  $2.(X)  If  the  Insured  falls 
to  submit  an  acreage  report  within  30  days 
after  seeding  of  the  applicable  type  of  wheat 
(winter  or  spring)  Is  generally  completed  In 
the  county,  as  determined  t;y  the  Corpora- 
tion. 

(c)  The  Corporation  may  elect  to  deter- 
mine that  the  Insured  acreage  Is  ••zero"  If  the 
insured  falls  to  file  an  acreage  report  within 
30  days  after  seeding  of  the  applicable  type  of 
wheat  (winter  or  spring)  Is  generally  com- 
pleted In  the  county,  as  determined  by  the 
Corporation. 

(d)  Failure  of  the  county  office  to  request 
submission  of  such  report  or  to  send  a  per- 
sonal representative  to  obtain  the  report  shall 
not  relieve  the  Insured  of  the  responsibility 
to  make  such  report. 

4.  Insured  acreage.  The  insured  acreage 
with  respect  to  each  Insurance  unit  shall  be 
the  acreage  of  wheat  seeded  for  harvest  as 
grain  as  reporUd  by  the  Insured  or  as  deter- 
mined by  the  Corporation,  whichever  the 
Corporation  shall  elect,  except  that  Insurance 
shall  not  attach  with  respect  to  (a)  any 
acreage  seeded  to  wheat  which  Is  destroyed  or 
substantially  destroyed  (as  defined  In  sec- 
tion 15 )  and  oh  which  It  Is  practical  to  reseed 
to  wheat,  as  determined  by  the  Corporation, 
and  such  acreage  Is  not  reseeded  to  wheat,  or 
(b)  any  acreage  Initially  seeded  to  wheat  too 
late  to  expect  to  produce  a  normal  crop,  as 
determined  by  the  Corporation,  (c)  new 
ground  acreage,  and  (d)  any  acreage  seeded 
for  harvest  In  a  crop  year  for  which  cancela- 
tion of  the  contract  becomes  effective.  (For 
irrigated  acreage  see  section  31.)  The  Corpo- 
ration reserves  the  right  to  limit  the  Insured 
acreage  on  any  farm  to  the  wheat  allotment 
or  permitted  acreage  established  under  any 
act  of  Congress  including  the  Agricultural 
Adjustment  Act  of  l'938,  as  amended. 

5.  Insured  interest.  The  Insured  Interest 
in  the  wheat  crop  covered  by  the  contract 
shall  be  the  interest  of  the  Insured  at  the 
time  of  seeding  as  reported  by  the  Insured  or 
as  determined  by  the  Corporation,  whichever 
the  Corporation  shall  elect.  For  the  purpose 
of  determining  the  amount  of  loss  the  In- 
sured interest  shall  not  exceed  the  insureds 
actual  interest  at  the  time  of  loss  or  the 
beginning  of  harvest  whichever  occurs  first. 

6.  Coverage  per  acre.  The  coverage  per 
acre  shall  be  the  applicable  number  of  dol- 
lars, established  for  the  area  in  which  the 
insured  acreage  is  located,  and  shall  be  shown 
by  practice(s)  on  the  county  actuarial  table 
on  file  in  the  county  office.  The  coverage  per 
acre  is  progressive  depending  upon  whether 
the  acreage  is  (a)  released  and  seeded  to  a 
substitute  crop,  (b)  not  harvested  and  not 
seeded  to  a  substitute  crop,  or  (c)  harvested. 

7.  Predetermined  price.  In  determining 
any  loss  under  the  contract,  production  shall 
be  evaluated  at  a  predetermined  price  per 
bushel  which  the  Corporation  shall  establish 
annually  for  the  applicable  crop  year.  The 
predetermined  price  for  the  1950  crop  year 
•hall  be  $1.60  per  bushel.  For  any  subse- 
quent crop  year,  notice  of  any  change  In 
the  predetermined  price  from  the  prior  crop 
year  shall  be  mailed  by  the  Corporation  to 
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the  Insured  at  least  16  days  before  the  ap- 
plicable  cancellation   date   shown    herein. 

8.  Insurance  period.  Insurance  with  re- 
spect to  any  insured  acreage  shall  attach 
at  the  time  the  wheat  is  seeded.  Insurance 
shall  cease  with  respect  to  any  portion  of 
the  wheat  crop  covered  by  the  contract  upon 
threshing  or  removal  from  the  field,  but  In 
no  event  shall  the  Insurance  remain  In  effect 
later  than  October  31  of  each  year,  unless 
such  time  is  extended  in  writing  by  the 
Corporation. 

9.  Life  of  contract,  cancellation  thereof. 
(a)  Subject  to  the  provisions  of  paragraph 
(d)  of  this  section,  the  contract  shall  be  In 
effect  for  the  first  crop  year  specified  on  the 
application  and  shall  continue  in  effect  for 
each  succeeding  crop  year  until  either  partv 
gives  to  the  other  party,  on  or  before  the 
cancellation  date  of  any  year,  written  notice 
of  cancellation  effective  beginning  with 
wheat  seeded  for  harvest  in  the  next  cal- 
endar year.  Any  notice  of  cancellation  given 
by  the  injured  to  the  Corporation  shall  be 
submitted  In  writing  to  the  county  office. 
"(b)  If  the  Insured  cancels  the  contract, 
he  shall  not  be  eligible  for  crop  Insurance 
on  wheat  seeded  or  to  be  seeded  In  the 
county  for  harvest  In  the  next  calendar  year 
unless  he  subsequently  files  an  application 
for  Insurance  on  or  before  the  cancellation 
date  preceding  such  year. 

(c)  If  for  two  consecutive  crop  years  no 
wheat  In  which  the  Insured  has  an  insur- 
able interest  is  seeded  in  the  county,  the 
contract  shall  terminate. 

(d)  If  the  minimum  participation  re- 
quirement as  established  by  the  Corporation 
Is  not  met  for  any  year  the  contract  shall 
continue  In  force  only  to  the  end  of  the 
crop  year  for  which  such  requirement  Is  not 
met.  except  that  If  the  minimum  participa- 
tion requirement  is  met  on  or  before  the 
next  succeeding  applicable  closing  date  the 
contract  shall  continue  to  be  in  force. 

10.  Changes  in  contract.  The  Corpora- 
tion reserves  the  right  to  change  the  pre- 
mium rate(s),  insurance  coverage(s)  and 
other  terms  and  provisions  of  the  contract 
from  year  to  year.  Notice  of  such  changes 
shall  be  mailed  to  the  Insured  at  least  15 
days  prior  to  the  applicable  cancelation  date 
shown  herein.  Failure  of  the  insured  to 
cancel  the  contract  as  provided  In  section 
9  shall  constitute  his  acceptance  of  any 
such  changes.  If  no  notice  Is  mailed  to  the 
Insured,  the  terms  and  provisions  of  the 
contract  for  the  prior  year  shall  continue 
in  force. 

11.  Causes  of  loss  not  insured  against. 
The  contract  shall  not  cover  loss  caused  by: 
(a)  Failure  to  follow  recognized  good  farrn- 
Ing  practice;  (b)  poor  farming  practices, 
including  but  not  limited  to  the  use  of 
defective  or  unadapted  seed,  failure  to  plant 
a  sufficient  quantity  of  seed,  failure  properly 
to  prepare  the  land  for  seeding  or  properly 
to  seed,  care  for  or  harvest  and  thresh  the 
Insured  crop  (Including  unreasonable  delay 
thereof);  (c)  over-pasturage;  (d)  follow- 
ing different  fertilizer  or  farming  practices 
than  those  considered  In  establishing  the 
coverage  per  acre;  (e)  seeding  wheat  on  land 
which  is  generally  not  conslofered  capable  of 
producing  a  wheat  crop  comparable  to  that 
produced  on  the  land  considered  In  estab- 
lishing the  co%erage  per  acre;  (f)  seeding 
excessive  acreage  under  abnormal  conditions; 
(g)  seeding  another  crop  with  the  wheat 
or  in  the  growing  wheat  crop;  (h)  seeding 
wheat  under  conditions  of  Immediate  haz- 
ard; (1)  Inability  to  obtain  labor,  seed,  fer- 
tilizer, machinery,  repairs  or  Insect  poison; 
(J)  break-down  of  machinery,  or  failure  of 
equipment  due  to  mechanical  defects;  (k) 
neglect  or  malfeasance  Of  the  Insured  or  of 
any  person  In  his  household  or  employment 
or  connected  with  the  farm  as  tenant  or 
wage  hand;  (1)  domestic  animals  or  poul- 
try; or  (m)  theft.  (For  Irrigated  acreage 
see  section  31.) 
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12.  i4moiint  of  annual  premium.  The 
premium  rate  per  acre  will  be  the  applicable 
number  of  dollars  established  by  the  Cor- 
poration for  the  coverage  and  rate  area  In 
which  the  insured  acreage  Is  located  and 
will  be  shown  by  practices  on  the  county 
actuarial  table  on  file  In  the  county  officf. 
The  annual  premium  for  each  Insurance  unit 
under  the  contract  will  be  based  upon  (a) 
the  Insured  acreage  of  wheat,  (b)  the  appli- 
cable premium  rate(s)  and  (c)  the  Insured 
Interest  in  the  crop  at  the  time  of  seeding. 
There  will  be  a  reduction  in  the  annual 
premium  for  each  insurance  unit  of  one 
percent  In  cases  where  the  Insured  acreage 
on  the  Insurance  unit  is  as  much  as  25  acres 
and  does  not  Exceed  74.9  acres,  and  an  addi- 
tional one  percent  reduction  for  each  addi- 
tional 50  acres  or  fraction  thereof  on  the 
Insurance  unit.  However,  the  total  reduc- 
tion shall  not  exceed  20  percent.  The  an- 
nual premium  for  the  contract  shall  be  the 
total  of  the  premiums  computed  for  the  in- 
sured for  all  insurance  units  covered  by  the 
contract.  The  annual  premium  with  respect 
to  any  Insured  acreage  shall  be  regarded  as 
earned  when  the  wheat  crop  on  such  acreage 
is  seeded.  The  Insured's  annual  premium 
may  be  reduced  in  any  year  not  to  exceed 
25  percent  if  it  Is  determined  by  the  Corpo- 
ration that  the  cash  equivalent  (based  on  the 
predetermined  price  for  that  crop  year)  of 
the  accumulated  balance,  expressed  in 
bushels,  of  premiums  over  Indemnities  on 
consecutively  Insured  wheat  crops  exceeds 
his  total  coverage  (computed  on  a  harvested 
acreage  basis).  Nothing  in  the  preceding 
sentence  shall  create  in  the  insured  any  right 
to  a  reduced  premium. 

13.  Manner  of  payment  of  premium,  (a) 
The  applicant  executes  a  premium  note  by 
signing  the  application  for  wheat  crop  In- 
surance. This  note  represents  a  promise  to 
pay  to  the  Corporation  annually  during  the 
life  of  the  contract,  on  or  before  the  appli- 
cable maturity  date  shown  in  section  32  the 
premium  for  all  Insurance  units  covered  by 
the  contract. 

(b)  A  discount  of  five  percent  shall  be  al- 
lowed on  any  earned  annual  premium  which 
Is  paid  In  full  on  or  before  the  applicable 
discount  date  shown  in  section  32  if  the  in- 
sured has  submitted  to  the  Corporation  at 
the  county  office  his  winter  wheat  acreage 
report  on  or  before  December  31  of  the  crop 
year  and  his  spring  wheat  acreage  report 
on  or  before  June  15  of  the  crop  year,  ex- 
cept that  for  California  the  acreage  report 
for  all  wheat  shall  be  submitted  on  or  before 
March  31  of  the  crop  year. 

(c)  Any  premium  note  not  paid  at  matu- 
rity shall  bear  interest  computed  not  on  a 
per  annum  basis  but  as  follows:  Three  per- 
cent on  the  principal  amount  not  paid  on  or 
before  October  31  following  the  maturity 
date,  and  an  additional  one  percent  on  the 
principal  amount  owing  at  the  end  of  each 
two  calendar  month  period  thereafter. 

(d  I  Payment  on  any  annual  premium  shall 
be  made  by  means  of  cash  or  by  check,  money 
order,  postal  note,  or  bank  draft  payable  to 
the  order  of  the  Treasurer  of  the  United 
States.  All  checks  and  drafts  will  be  accepted 
subject  to  collection  and  payments  tendered 
shall  not  be  regarded  as  paid  unless  collec- 
tion Is  made. 

(e)  Any  unpaid  amount  of  any  annual  pre- 
mium plus  any  Interest  due  may  be  deducted 
(either  before  or  after  the  date  of  maturity) 
from  any  Indemnity  payable  by  the  Corpora- 
tion, from  the  proceeds  of  any  commodity 
loan  to  the  insured,  and  from  any  payment 
made  to  the  Insured  under  the  Soil  Conserva- 
tion and  Domectlc  Allocation  Act.  as 
amended,  or  any  other  act  of  Congress  or  pro- 
gram administered  by  the  United  States  De- 
partment of  Agriculture.  There  shall  be  no 
refund  of  any  annual  premium  overpayment 
of  less  than  $1.00  unless  written  request  for 
such  refund  Is  received  by  the  Corporation 
within  one  year  after  the  payment  thereof. 
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14.  Notice  of  loss  or  damage,  (a)  Unless 
otherwise  provided  by  the  Corporation,  U  a 
106s  under  the  contract  U  pcobable.  notice  In 
writing  shall  be  given  the  Corporation  at  the 
county  offlce  Immediately  after  any  material 
damage  to  the  Insured  crop.  The  crop  shall 
not  be  harvested,  removed,  or  any  other  xise 
made  of  It  until  It  has  been  Inspected  by  the 
Corporation. 

(b)  Unless  otherwise  provided  by  the  Cor- 
poration. If,  at  the  completion  of  threshing 
of  the  insured  wheat  crop,  a  loss  under  the 
contract  has  been  sustained,  notice  in  writ- 
ing shall  be  given  Immediately  to  the  Cor- 
poration at  the  county  office.  If  such  notice 
is  not  given  within  15  days  after  threshing  Is 
completed,  the  Corporation  reserves  the  right 
to  reject  any  claim  for  Indemnity.  This 
notice  Is  In  addition  to  any  notice  required 
by  paragraph  (a)  of  this  section. 

15.  Released  acreage.  Any  Insured  acre- 
age on  which  the  wheat  crop  has  been  de- 
stroyed or  substantially  destroyed  may  be  re- 
leased by  the  Corporation  for  planting  to  a 
substitute  crop  or  to  be  put  to  another  use. 
The  wheat  crop  shall  be  deemed  to  have  been 
substantially  destroyed  if  the  Corporation 
determines  that  It  has  been  so  badly  dam- 
aged that  farmers  generally  In  the  area  whe.e 
the  land  Is  located  and  on  whose  farms  similar 
damage  occurred  would  not  further  care  for 
the  crop  or  harvest  any  portion  thereof.  No 
Insured  acreage  may  be  planted  to  a  substi- 
tute crop  or  put  to  another  use  until  the 
Corporation  releases  such  acreage.  On  any 
acreage  where  the  wheat  has  been  partially 
destroyed  but  not  released  by  the  Corpora- 
tion, proper  measures  shall  be  taken  to  pro- 
tect the  crop  from  'further  damage.  There 
shall  be  no  abandonment  of  any  crop  or  por- 
tion thereof  to  the  Corporation. 

16.  Time  of  loss.  Any  loss  shall  be  deemed 
to  have  occurred  at  the  end  of  the  Insurance 
period,  unless  the  entire  wheat  crop  on  the 
Insurance  unit  was  destroyed  or  substantially 
destroyed  earlier,  in  which  event  the  loss  shall 
be  deemed  to  have  occurred  on  the  date  of 
such  damage,  as  determined  by  the  Corpora- 
tion. 

17.  Proof  of  loss.  If  a  loss  Is  claimed,  the 
insured  shall  submit  to  the  Corporation  a 
form  entitled  "Statement  In  Proof  of  Loss." 
containing  such  Information  regarding  the 
manner  and  extent  of  the  loss  as  may  be  re- 
quired by  the  Corporation.  The  statement 
In  proof  of  loss  shall  be  submitted  not  later 
than  sixty  days  after  the  time  of  loss,  unless 
the  time  for  submitting  the  claim  Is  extended 
In  writing  by  the  Corporation.  It  shall  be 
a  condition  precedent  to  any  liability  under 
the  contract  that  the  Ir^sured  establish  the 
amount  of  any  loss  for  which  claim  Is  made, 
and  that  such  loss  has  been  directly  caused 
by  one  or  more  of  the  hazards  Insured  against 
by  the  contract  during  the  Insurance  period 
for  the  crop  year  for  which  the  loss  Is  claimed, 
and  that  the  Insured  further  establish  that 
the  loss  has  not  arisen  from  or  been  caused 
by.  either  directly  or  Indirectly,  any  of  the 
causes  of  loss  not  Insured  against  by  the  con- 
tract. If  a  loss  Is  claimed,  any  wheat  acreage 
which  Is  not  to  be  har\'ested  shall  be  left  In- 
tact until  the  Corporation  makes  an  In- 
spection. 

18.  Insurance  unit.  Losses  shall  be  de- 
termined separately  for  each  Insurance  unit 
except  as  provided  In  section  19  (b).  An 
Insurance  unit  consists  of  (a)  all  the  In- 
surable acreage  of  wheat  In  the  county  In 
which  the  Insured  has  100  percent  Interest 
In  the  crop  at  the  time  of  seeding,  or  (b) 
all  the  Insurable  acreage  of  wheat  In  the 
county  owned  by  one  person  which  Is  op- 
erated by  the  Insured  as  a  share  tenant,  or 
(c)  all  the  Insurable  acreage  of  wheat  In 
the  county  which  Is  owned  by  the  Insured 
and  U  rented  to  one  share  tenant  at  the 
time  of  seeding.  For  any  crop  year  of  the 
contract  acreage  shall  be  considered  to  be 
located  In  the  county  If  a  coverage  Is  shown 
therefor    on    the    county    actuarial    table. 


Land  rented  for  cash  or  for  a  fixed  commodity 
payment  shall  be  considered  as  owned  by 
the  lessee. 

19.  Amount  of  loss,  (a)  The  amount  of 
loss  with  respect  to  any  Insurance  unit  shall 
be  determined  by  (1)  multiplying  the  seeded 
acreage  (exclusive  of  any  acreage  to  which 
Insurance  did  not  attach)  by  the  applicable 
coverage  per  acre.  (2)  subtracting  therefrom 
the  number  of  dollars  ascertained  by  mul- 
tiplying the  total  production  for  the  seeded 
acreage  by  the  predetermined  price,  and  (3) 
multiplying  the  remainder  by  the  Insured 
Interest  In  such  unit.  However.  If  the  seeded 
acreage  on  the  Insurance  unit  exceeds  the 


insured  acreage  on  the  Insurance  untt,  the 
amount  of  loss  so  determined  shall  be  re- 
duced on  the  basis  of  the  ratio  of  the  In- 
sured acreage  to  the  seeded  acreage,  or  If 
the  premium  computed  for  the  Insured 
acreage  Is  less  than  the  premium  computed 
for  the  seeded  acreage  the  amount  of  loss 
determined  for  the  seeded  acreage  may  be 
reduced  on  the  basis  of  the  ratio  of  the 
premium  computed  for  the  Insured  acreage 
to  the  premium  computed  for  the  seeded 
acreage.  If  the  Corporation  so  elects.  The 
total  production  for  an  Insurance  unit  shall 
Include  all  production  determined  In  accord- 
ance with  the  following  schedule: 


SCHEDULl 


Acreage  classification 


Total  production  in  bushels 


1.  Acreage  on  which  wheat  Is  thre.shed 
(exclusive  of  any  acreage  sliown  In  Item 
2  below). 

2.  Acreage  on  which  threshed  wheat  as 
determined  by  the  Corporation  (I)  Is  not 
eligible  for  a  Commodity  Credit  Corpora- 
tion loan  because  of  the  quality  of  the  wheat 
and  would  not  meet  these  loan  requirements 
if  properly  handled  and  (II)  has  a  value  per 
bushel  which  Is  less  than  the  lower  of  the 
predetermined  price  or  the  county  loan  rate 
for  the  lowest  grade  wheat  of  the  same  class 
eligible  for  loan. 

3.  Acreage  not  threshed  but  otherwise 
harvested  as  grain. 

4.  Acreage  released  by  the  Corporation  and 
planted  to  a  substitute  crop. 


5.  Acreage  not  harvested  and  not  planted 
to  a  substitute  crop. 


6.  Acreage  put  to  another  use  without  be- 
ing released  by  the  Corporation. 


7.  Acreage  with  reduced  yield  due  solely  to 
any  cause  (s)  not  Insured  against. 


8.  Acreage  with  reduced  yield  due  partially 
to  any  cause(s)  not  Insured  against  and  par- 
tially to  any  cau3e(8)  insured  against. 


1.  Actual  production  not  Including  wheat 
In  a  mixture  with  other  small  grains  which 
were  seeded  In  the  growing  wheat  crop  on 
released  acreage. 

2.  The  number  of  bushels  obtained  by  (1) 
multiplying  the  actual  production^  by  the 
value  per  bushel  as  determined  by  the  Cor- 
poration, and  (11)  dividing  the  result  thus 
obtained  by  the  lower  of  the  predetermined 
price  or  the  county  loan  rate  for  the  lowest 
grade  wheat  of  the  same  class  eligible  for 
loan. 


3.  Appraised  production. 

4.  That  portion  of  the  appraised  produc- 
tion which  Is  In  excess  of  the  number  of 
bushels  determined  by  dividing  (I)  the 
amount  of  coverage  for  such  acreage  by  (11) 
the  predetermined  price. 

5.  Appraised  production  that  would  be 
realized  If  the  crop  remained  for  harvest,  ex- 
cept that  the  first  bushel  per  acre  of  such 
production  shall  not  be  counted. 

6.  Appraised  production  but  not  less  than 
the  product  of  (I)  such  acreage  and  (11) 
the  bushel  equivalent  of  the  coverage  per 
acre  for  harvested  acreage  determined  on 
the  basis  of  the  predetermined  price. 

7.  Appraised  number  of  bushels  by  which 
production  has  been  reduced  but  not  less 
than  the  product  of  (1)  such  acreage  and 
(11)  the  bushel  equivalent  of  the  coverage 
per  acre  determined  on  the  basis  of  the 
predetermined  price,  minus  any  wheat 
harvested. 

8.  Appraised  number  of  bushels  by  which 
production  has  been  reduced  because  of  any 
cause (8)    not   Insured   against. 


(b)  If  the  production  from  two  or  more 
Insurance  units  Is  commingled  and  the  In- 
sured falls  to  establish  and  maintain  records 
satisfactory  to  the  Corporation  of  acreage  or 
the  production  from  each,  the  Insurance  with 
respect  to  such  units  may  be  voided  by  the 
Corporation  for  the  crop  year  and  the  pre- 
mium forfeited  by  the  insured.  However.  If 
all  the  components  parts  are  insured,  the 
total  coverage  for  the  component  parts  may 
be  considered  as  the  total  coverage  for  the 
combination.  If  the  Corporation  so  elects.  In 
which  case  any  loss  for  such  combination 
shall  be  determined  as  outlined  In  paragraph 
(a)  of  this  section.  Where  the  Insured  falls 
to  establish  and  maintain  separate  records, 
satisfactory  to  the  Corporation,  of  uninsured 
acreage  and  production  therefrom  and  for 
one  or  more  Insurance  units  or  portions 
thereof,  any  production  from  such  acreage 
which  Is  commingled  with  production  from 
the  Insured  acreage  shall  be  considered  to 
have  been  produced  on  the  Insured  acreage, 
or  the  Insurance  with  respect  to  such  unlt(s) 
under  the  contract  may  be  voided  by  the 
Corporation  for  the  crop  year  and  the  pre- 
mium forfeited  by  the  insured. 

20.  Payment  of  indemnity,  (a)  Indem- 
nities shall  be  paid  only  by  check.  The 
amount  of  Indemnity  for  which  the  Corpo- 
ration may  be  liable  will  be  payable  within 


thirty  days  after  satisfactory  proof  of  loss  is 
approved  by  the  Corporation,  but  if  pay- 
ment is  delayed  for  any  reason  the  Corpo- 
ration shall  not  be  liable  for  Interest  or  dam- 
ages on  account  of  such  delay. 

(b)  Indemnities  shall  be  subject  to  all  pro- 
visions of  the  contract,  including  the  right 
of  the  Corporation  to  deduct  from  any  In- 
demnity the  unpaid  amount  of  any  earned 
premium  plus  any  Interest  due  or  any  other 
obligation  of  the  Insured  to  the  Corporation. 

(c)  Any  indemnity  payable  under  a  con- 
tract shall  be  paid  to  the  Insured  or  such 
other  person  as  may  be  entitled  to  the 
benefits  under  the  provisions  of  the  contract, 
notwithstanding  any  attachment,  garnish- 
ment, receivership, '  trustee  process.  Judg- 
ment, levy,  equity,  or  bankruptcy,  directed 
against  the  insured  or  such  other  person,  or 
against  any  indemnity  alleged  to  be  due  to 
such  person;  nor  shall  the  Corporation  or 
any  officer,  employee,  or  representative  there- 
of, be  a  proper  party  to  any  suit  or  action 
with  reference  to  such  Indemnity,  nor  be 
bound  by  any  Judgment,  order  or  decree 
rendered  or  entered  therein.  Nothing  herein 
contained  shall  excuse  any  person  entitled 
to  the  benefits  of  the  contract  from  full 
compliance  with,  or  performance  of.  any 
lawful  Judgment,  order,  or  decree  with  re- 


spect to  the  disposition  of  any  sums  paid 
thereunder  as  an  Indemnity. 

(d)  If  a  check  issued  in  payment  of  an 
indemnity  is  returned  undellverable  at  the 
last  known  address  of  the  payee,  and  If  such 
payee  or  other  person  entitled  to  the  indem- 
nity makes  no  claim  for  payment  within  two 
years  after  the  Issuance  of  the  check,  such 
claim  shall  not  thereafter  be  payable,  ex- 
cept with  the  consent  of  the  Corporation. 

21.  Payment  to  transferee,  (a)  If  the  In- 
sured transfers  all  or  a  part  of  his  insured  In- 
terest In  a  wheat  crop  before  the  beginning 
of  harvest  or  the  time  of  loss,  whichever  oc- 
curs first,  he  shall  Immediately  notify  the 
Corporation  thereof  In  writing  at  the  county 
offlce.  The  transferee  under  such  a  transfer 
will  be  entitled  to  the  benefits  of  the  con- 
tract with  respect  to  the  interest  so  trans- 
ferred, provided  the  transferee  immediately 
following  the  transfer  makes  suitable  ar- 
rangements with  the  Corporation  for  the 
payment  of  any  premium  with  respect  to  the 
Interest  so  transferred,  whereupon  the  trans- 
feree and  the  transferor  shall  be  Jointly  and 
severally  liable  for  the  amount  of  such  pre- 
mium. Any  transfer  shall  be  subject  to  any 
collateral  assignment  made  by  the  original 
Insured  In  accordance  with  section  25. 
However,  the  Corporation  shall  not  be  liable 
for  a  greater  amount  of  Indemnity  In  con- 
nection with  the  Insured  crop  than  would 
have  been  paid  if  the  transfer  had  not  taken 
place. 

(b)  An  involuntary  transfer  of  an  Insured 
interest  in  a  wheat  crop  solely  because  of 
the  existence  of  a  debt,  lien,  mortgage,  gar- 
nishment, levy,  execution,  bankruptcy,  or 
other  process  shall  not  entitle  any  holder  of 
any  such  Interest  to  any  benefits  under  the 
contract. 

(c)  Any  deduction  to  be  made  from  an 
Indemnity  payable  to  the  transferee  shall 
not  exceed  the  annual  premium,  plus  any 
Interest  due,  on  the  land  Involved  In  the 
transfer  for  the  crop  year  In  which  the  trans- 
fer Is  made,  plus  the  unpaid  amount  of  any 
other  obligation  of  the  transferee  to  the 
Corporation. 

(d)  If,  as  a  result  of  any  transfer,  diverse 
Interests  appear  with  respect  to  any  Insur- 
ance unit,  any  Indemnity  payable  with  re- 
spect to  such  unit  may  be  paid  Jointly  to  all 
persons  having  the  insured  interest  in  the 
crop  at  the  time  harvest  is  commenced  or 
the  time  of  loss,  whichever  occurs  first,  or 
to  one  of  such  persons  on  behalf  of  all  such 
persons,  and  payment  In  any  such  manner 
shall  constitute  a  complete  discharge  of  the 
Corporation's  liability  with  respect  to  such 
unit  under  the  contract. 

(e)  If  a  transfer  Is  effected  In  accordant* 
with  paragraph  (a)  above,  the  contract  of 
the  transferor  shall  cover  the  interest  so 
transferred  only  to  the  end  of  the  Insurance 
period  for  the  crop  year  during  which  the 
transfer  is  made. 

22.  Determination  of  person  to  whom  in- 
demnity shall  be  paid.  In  any  case  where 
the  insured  has  transferred  his  interest  in 
all  or  a  part  of  the  wheat  crop  on  any  in- 
surance unit,  or  has  ceased  to  act  as  a 
fiduciary,  or  has  died,  has  been  Judicially 
declared  incompetent  or  has  disappeared, 
payment  In  accordance  with  the  provisions 
of  the  contract  will  be  made  only  after  the 
facts  have  been  established  to  the  satisfac- 
tion of  the  Corporation.  The  determination 
of  the  Corporation  as  to  the  existence  or 
non-existence  of  a  circumstance  in  the  event 
of  which  payment  may  be  made  and  of  the 
person (s)  to  whom  such  payment  will  be 
made  shall  be  final  and  conclusive.  Pay- 
ment of  an  Indemnity  under  this  section 
shall  constitute  a  complete  discharge  of  the 
Corporation's  obligation  with  respect  to  the 
loss  for  which  such  Indemnity  Is  paid  and 
settled  and  shall  be  a  bar  to  recovery  by  any 
other  person. 

23.  Other  insurance,  (a)  If  the  Insured 
has  or  acquires  any  other  insurance  against 


substantially  all  the  risks  that  are  insured 
against  by  the  Corporation  under  the  con- 
tract, regardless  of  whether  such  other  in- 
surance is  valid  or  collectible,  the  liability 
of  the  Corporation  shall  not  be  greater  than 
Its  share  would  be  If  the  amount  of  its  ob- 
ligations were  divided  equally  between  the 
Corporation  and  such  other  Insurer. 

(b)  In  any  case  where  an  indemnity  is 
paid  to  the  Insured  «by  another  Government 
agency  befcause  of  damage  to  the  wheat  crop, 
the  Corporation  reserves  the  right  to  deter- 
mine Its  liability  under  the  contract  taking 
into  consideration  the  amount  paid  by  such 
other  agency. 

24.  Subrogation.  The  Corporation  may  re- 
quire from  the  Insured  an  assignment  of  all 
rights  of  recovery  against  any  person(s)  for 
loss  or  damage  to  the  extent  that  payment 
therefor  Is  made  by  the  Corporation,  and  the 
Insured  shall  execute  all  papers  required  and 
shall  do  everything  that  may  be  necessary  to 
secure  such  rights. 

25.  Collateral  assignment.  The  original 
Insured  may  assign  his  right  to  an  Indemnity 
under  the  contract  by  executing  a  form  en- 
titled "Collateral  Assignment",  and  upon 
approval  thereof  by  the  Corporation  the  In- 
terest of  the  assignee  will  be  recognized  In- 
cluding the  right  of  the  assignee  to  submit  a 
"Statement  In  Proof  of  Loss"  If  the  Insured 
refuses  to  submit  or  disappears  without  hav- 
ing submitted  such  statement. 

26.  Records  and  access  to  farm.  For  the 
purpose  of  enabling  the  Corporation  to  deter- 
mine any  loss  that  may  have  occurred  under 
the  contract,  the  Insured  shall  keep  or  cause 
to  be  kept,  for  one  year  after  the  tjme  of  loss, 
records  of  the  harvesting,  storage,  shipment, 
sale,  or  other  disposition,  of  all  wheat  pro- 
duced on  each  insurance  unit  covered  by  the 
contract,  and  on  any  uninsured  acreage  in 
the  county  In  which  he  has  an  interest. 
Such  records  shall  be  made  available  for 
examination  by  the  Corporation,  and  as  often 
as  may  be  reasonably  required,  any  person(s) 
designated  by.  the  Corporation  shall  have 
access  to  the  farm(s). 

27.  Voidance  of  contract.  The  contract 
may  be  voided  and  the  premium  forfeited  to 
the  Corporation  without  the  Corporation's 
waiving  any  right  or  remedy,  Including  Its 
right  to  collect  the  amount  of  the  note  exe- 
cuted by  the  Insured,  whether  before  or  after 
maturity.  If  (a)  at  any  time  the  Insured  has 
concealed  any  material  fact  or  made  any  false 
or  fraudulent  statements  relating  to  the  con- 
tract, the  subject  thereof,  or  his  Interest  in 
the  wheat  crop  covered  thereby,  or  (b)  the 
Insured  shall  neglect  to  use  all  reasonable 
means  to  produce,  care  for  or  save  the  wheat 
crop  covered  thereby,  whether  before  or  after 
damage  has  occurred,  or  (c)  the  Insured  falls 
to  give  any  notice,  or  otherwise  falls  to  com- 
ply with  the  terms  of  the  contract,  including 
the  note,  at  the  time  and  In  the  manner 
prescribed. 

28.  Modification  of  contract.  No  notice  to 
any  representative  of  the  Corporation  or  the 
knowledge  possessed  by  any  such  representa- 
tive or  by  any  other  person  shall  be  held  to 
effect  a  waiver  of  or  ctiange  In  any  part  of  the 
contract,  or  to  estop  the  Corporation  from 
asserting  any  right  or  power  under  such  con- 
tract, nor  shall  the  terms  of  such  contract  be 
waived  or  changed  except  as  authorized  in 
writing  by  a  duly  authorized  officer  or  repre- 
sentative of  the  Corporation;  nor  shall  any 
provision  or  condition  of  the  contract  or  any 
forfeiture  be  held  to  be  waived  by  any  delay 
or  omission  by  the  Corporation  in  exercising 
its  rights  and  powers  thereunder  or  by  any 
requirement,  act,  or  proceeding  on  the  part 
of  the  Corporation  or  of  its  representatives 
relating  to  apprai-sal  or  to  any  examination 
herein  provided  for. 

29.  General,  (a)  In  addition  to  the  terms 
and  provisions  In  the  application  and  policy, 
the  Wheat  Crop  Insurance  Regulations  for 
Continuous  Contracts  in  effect  for  the  crop 
year  involved  shall  govern  with  respect  to 
( 1 )  death,  incompetence,  or  disappearance  of 


the  insured.  (2)  fiduciaries.  (3)  prohibition 
against  assignment  or  transfer  of  claims  for 
refunds.  (4)  rounding  of  fractional  units,  (5) 
creditors.  (6)  minimum  participation  re- 
quirements, and  (7)  reduction  of  premium 
based  on  good  experience. 

(b)  Copies  of  the  regulations  and  forms 
referred  to  In  this  policy  are  available  at 
the  county  offlce. 

30.  Meaning  of  terms.  For  the  purpose  of 
the  wheat  crop  Insurance  program,  the 
terms : 

(a)  "Contract"  means  the  accepted  appli- 
cation for  Insurance  and  this  policy. 

(b)  "County  Actuarial  Table"  means  the 
form  and  related  material  (Including  the 
crop  Insurance  maps)  approved  by  the  Cor- 
poration for  listing  the  coverages  per  acre 
and  the  premium  rates  per  acre  applicable 
In  the  county. 

(c)  "Cdunty  offlce"  means  the  offlce  of 
the  County  Agricultural  Conservation  As- 
sociation In  the  county  or  other  offlce  speci- 
fied by  the  Corporation. 

(d)  "Crop  year"  means  the  period  within 
which  the  wheat  crop  Is  seeded  and  nor- 
mally harvested,  and  shall  be  designated 
by  reference  to  the  calendar  year  In  which 
the  crop  Is  normally  harvested. 

(e)  "Harvest"  means  any  mechanical  sev- 
erance from  the  land  of  matured  wheat  for 
threshing  where  the  wheat  crop  has  not  been 
destroyed   or  substantially  destroyed. 

(f)  "New  ground  acreage"  means  any 
acreage  which  has  not  been  planted  to  a 
crop  In  any  one  of  the  previous  three  crop 
years,  except  that  acreage  In  tame  hay  or 
rotation  pasture  during  the  previous  crop 
year  shall  not  be  considered  new  ground 
acreage. 

(g)  "Person"  means  an  Individual,  part- 
nership, association,  corporation,  estate,  or 
trust,  or  other  business  enterprise  or  other 
legal  entity,  and  wherever  applicable,  a  State, 
a  political  subdivision  of  a  State,  or  any 
agency  thereof. 

(h)  "Substitute  crop"  means  any  crop,  ex- 
cept lespedeza,  biennial  and  perennial  leg- 
umes and  perennial  grasses,  planted  on  re- 
leased acreage  before  harvest  of  wheat  be- 
comes general  In  the  county  as  determined 
by  the  Corporation.  Biennial  and  perennial 
legumes  and  perennial  grasses  seeded  with 
the  wheat  or  in  the  growing  wheat  crop  shall 
not  be  considered  a  substitute  crop.  If  other 
small  grains  are  seeded  In  a  growing  wheat 
crop  on  released  acreage.the  crop  of  mixed 
wheat  and  other  grains  shall  be  considered 
a  substitute  crop., 

(1)  "Tenant"  means  a  person  who  rents 
land  from  another  person  for  a  share  of  thp 
wheat  crop  or  proceeds  therefrom  produced 
on  such  land. 

31.  Irrigated  acreage,  (a)  In  addition  to 
the  provisions  of  section  4.  where  Insurance 
is  written  on  an  irrigated  basis  the  follow- 
ing provisions  shall  apply: 

( 1 )  The  acreage  of  wheat  which  shall  be 
Insured  on  an  Irrigated  basis  In  any  year 
shall  not  exceed  ihat  acreage  which  can  be 
Irrigated  properly  with  facilities  available 
and  with  a  supply  of  irrigation  water  which 
could  reasonably  be  expected,  taking  Into 
consideration  the  amount  of  water  required 
to  properly  irrigate  the  acreage  of  all  irri- 
gated crops  on  the  farm,  except  that  In  areas 
where  a  part  of  the  wheat  Is  normally  irri- 
gated and  a  part  Is  not  normally  Irrigated, 
the  acreage  of  wheat  which  shall  be  Insured 
on  an  Irrigated  basis  In  any  year  shall  not 
exceed  that  acreage  which  could  be  irri- 
gated In  a  normal  year  with  the  facilities 
available.  Also.  In  all  Texas  counties,  the 
acreage  of  wheat  on  any  farm  which  shall 
be  Insured  on  an  Irrigated  basis  In  any  year 
shall  not  exceed  that  acreage  on  which  the 
following  Irrigation  requirements  are  met: 
(I)  One  early  season  Irrigation  of  at  least 
3  acre-Inches  either  before  seeding  of  wheat 
or  Immediately  after  seeding  the  wheat  If 
there  Is  a  deficiency  of  soil  moisture  at  that 
time,  and  (11)  one  Irrigation  of  not  less  than 
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8  Acre-lncbes  during  the  early  aprlng  grow- 
ing seaaon  If  there  la  a  deficiency  of  aoU 
molature  at  that  time. 

(3)  Inaurance  shall  not  attach  with  re- 
spect to  acreage  seeded  to  wheat  the  first 
year  after  being  leveled. 

(b)  In  addition  to  the  causes  of  loas  in- 
sured against  shown  on  the  first  page  of  this 
policy  the  contract  shall  cover  loss  due  to 
(allure  of  the  water  supply  from  natural 
causes  that  could  not  be  foreseen  and  pre- 
vented by  the  Insured,  Including  (1)  lower- 
ing of  the  water  level  In  pump  wells  adequate 
at  the  beginning  of  the  growing  season  to 
the  extent  that  either  deepening  the  well  or 
drilling  a  new  well  would  be  necessary  to 
obtain  an  adequate  supply  of  water,  (2) 
failure  of  public  power  used  for  pumping 
or  failure  of  an  Irrigation  district  or  water 
company  to  deliver  water  where  such  failure 
Is  not  within  the  control  of  the  Insured, 
and  (3)  the  collapse  of  casing  In  wells. 

(c)  In  addition  to  the  causes  of  loss  not 
Insured  against  shown  In  section  11,  the 
contract  shall  not  cover  less  caused  by  (1) 
failure  to  provide  adequate  casing  or  prop- 
erly to  adjust  the  pumping  equipment  in  the 
event  of  a  lowering  of  the  water  level  In 
pump  wells  when  such  adjustment  can  be 
made  without  deepening  the  well,  (2)  failure 
properly  to  apply  Irrigation  water  to  wheat 
In  proportion  to  the  need  of  the  crop  and 
the  amount  of  water  available  for  all  Irri- 
gated crops  and  (3)  shortage  of  irrigation 
water  on  any  farm  where  the  Corporation 
determines  that  the  total  acreage  of  all  irri- 
gated crops  on  the  farm  is  in  excess  of  that 
which  could  be  Irrigated  properly  with  the 
facilities  available  and  with  the  supply  of 
Irrigation  water  which  could  be  reasonably 
expected. 

32.  Date  table.  For  each  year  of  the  con- 
tract the  cancelation  date,  discount  date  and 
maturity  date  are  as  follows: 


Etate  and  county 

Cancella- 
tion 
date' 

Dlv»unt 
date 

Matur- 
ity aat« 

California 

June  30 

Apr    30 

...do  .  .. 
June  30 

...do 

...do 

Apr.  30 
June  30 

...do..\.. 
Dee.  31 
June  30 

Apr.  30 

...do 

...do 

...do 

...do 

...do 

Dec.  31 
Apr.  30 

...do 

June  30 
Dec.  31 
June  30 
Apr.  :<0 
June  30 

...do 

Apr.  90 

...do    .. 

Dec.  31 

Apr.  30 

June  30 
...do  .... 
...do 

Apr.  80 
...do 

Mar  SI 

June  15 
Feb.  28 
June  13 
Feb.  28 

...do 

...do 

...do 

...do 

June  1^ 
Feb.  28 

June  15 

...do 

...do 

...do 

...do 

...do 

...do 

Feb.  28 

...do 

..do 

June  15 
Feb.  28 

...do 

June  15 
Feb.  » 

June  15 

...do 

..  do 

Feb.  38 

June  15 
Feb.  28 
June  15 

..  do 

Feb.  2«> 

JiinA  SO 

Colorado: 

For  spriiiK  wheat 

For  winter  wheat 

Idaho 

Do. 

Do. 
July   31 
June  .% 

Do. 
Jiin*   15 

Illinois 

Indiana 

Kansa.1 

Maryland 

Michigan 

Minnesota 

June  80 

Do. 
July  31 

Missouri....... .... 

Montana: 
Chouteau 

Julv  81 

Fergus 

Hill 

Judith  Basin 

Liberty 

Tondera 

All  others 

Do. 
Do. 
Do. 
Do. 
Do. 
Do 

Kebra-ska 

June  30 

New  Mexico 

New  York 

1>0. 

Do. 

North  Dakota 

July   31 
June  34) 

OhU) r 

Oklahonim 

Oregon 

Penn^vlvania 

South  Dakuu: 
Meade 

June  1.1 
July  31 
June  30 

July  81 
Do. 
Do 

Tripp  

All  others ........ 

Texas 

I'tah: 

For  spring  wheat 

For  winter  wheat 

Washinjrton 

Wyoming: 

For  .spriiifc  wheat 

For  winter  w  heat 

Julv  31 
Do. 
Do. 

June  SO 
Do. 

RULES  AND  REGULATIONS 

Budget  In  accordance  with  the  Federal  Re- 
ports Act  of  1942. 

Adopted  by  the  Board  of  Directors  on 
March  22,  1949. 

[seal]  E.  D.  Berkaw. 

Secretary, 
Federal  Crop  Insurance  Corporation. 

Approved:  March  29,  1949. 

Charles  F.  Brannan, 
Secretary  of  Agriculture. 

|F.   R.   Doc.   49-2441;    Filed,    Mar.   31,    1949; 
8:48  a.  m.J 


'The  ranoelLttion  date  for  any  year  is  the  applicable 
date  preceding  the  calendar  year  in  w  hich  the  w  neat  is  tu 
be  harvestetl. 

Note:  The  record  keeping  requirements  of 
these  regulations  have  been  approved  by,  and 
subsequent  reporting  requirements  will  be 
subject-  to  the  approval  of,  the  Bureau  of  the 


Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  927 — Milk  in  New  York  Metro- 
politan Marketing  Area 

order,  amending  order,  as  amended, 

regulating  HANDLING 
Sec. 

927.0  Findings  and  determinations. 

927.1  Definitions. 

927.2  Market  Administrator. 

927.3  Pool  planU. 

927.4  Classification. 

927.5  Minimum  prices. 

927.6  Reports  of  handlers. 

927.7  Determination  of  uniform  price. 

927.8  Payment  by  handlers  directly  to  pro- 

ducers. 

927.9  Producer    settlement    fund    and    Its 

operation. 

927.10  Expense  of  administration. 

927.11  Termination  of  obligations. 

927.12  Suspension,  termination,  and  liqui- 

dation. 

927.13  Agents. 

Adthoritt:  §§  927.0  to  927.13  issued  under 
48  Stat.  31,  as  amended;  7  U.  S.  C.  601  et 
seq.;  sec.  102  Reorg.  Plan  1  of  1947,  12  F.  R. 
4534. 

S  927.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  determi- 
nations made  In  connection  with  the  Is- 
suance of  this  order  and  of  each  of  the 
previously  Issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed except  Insofar  as  such  findings 
and  determinations  may  be  In  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12.  1933). 
as  amended,  and  as  reenacted  and 
amended  by  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended 
(hereinafter  referred  to  as  the  "act";, 
and  the  rules  of  practice  and  procedure 
covering  the  formulation  of  marketing 
agreements  and  orders  (7  CFR,  Supps. 
900.1  et  seq.,  13  F.  R.  8585) .  a  public  hear- 
ing was  held  upon  certain  prop)osed 
amendments  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  or- 
der, as  amended,  regulating  the  handling 
of  milk  in  the  New  York  metropolitan 
milk  marketing  area.  Upon  the  basis  of 
the  evidence  Introduced  at  such  hearing 
and  the  record  thereof,  it  is  found  that: 


(1>  The  said  order,  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e) 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk  and  the  minimum 
prices  specified  In  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors, insure  a  sufUclent  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  public 
interest:  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b)  Additional  findings.  It  Is  neces- 
sary to  make  the  present  amendments 
to  the  said  order,  as  amended,  effective 
not  later  than  April  1,  1949  to  refiect 
current  marketing  conditions.  Any  fur- 
ther delay  In  the  effective  date  of  this 
order,  as  amended,  and  as  hereby  fur- 
ther amended,  will  seriously  disrupt  the 
orderly  marketing  of  milk  produced  for 
the  New  York  metropolitan  milk  market- 
ing area.  The  changes  effected  by  this 
order,  amending  the  order,  as  amended, 
do  not  require  of  persons  affected  sub- 
stantial or  extensive  preparation  prior 
to  the  effective  date.  In  view  of  the  fore- 
going, it  Is  impracticable,  unnecessary, 
and  contrary  to  the  public  interest  to 
delay  the  effective  date  of  this  order  for 
30  days  after  its  publication  (sec.  4  (c). 
Administrative  Procedure  Act,  Pub.  Law 
404.  79th  Cong.  60  Stat.  237). 

(c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  In  processing,  distribut- 
ing, or  shipping  the  milk  covered  by  this 
order,  as  amended)  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by  the 
aforesaid  order,  as  amended  and  as  here- 
by further  amended,  which  Is  marketed 
within  the  New  York  metropolitan  milk 
marketing  area,  refused  or  failed  to  sign 
the  marketing  agreement  regulating  the 
handling  of  milk  in  the  said  marketing 
area  which  was  heretofore  approved  by 
the  Secretary  of  Agriculture;  and  it  is 
hereby  further  determined  that: 

(1)  The  refusal  or  failure  of  such 
handlers  to  sign  said  marketing  agree- 
ment tends  to  prevent  the  effectuation 
of  the  declared  policy  of  the  act; 

(2)  The  issuance  of  this  order  further 
amending  the  said  order,  as  amended.  Is 
the  only  practical  means,  pursuant  to 
the  declared  policy  of  the  act.  of  ad- 
vancing the  Interests  of  producers  of 
milk  which  is  produced  for  sale  In  the 
said  marketing  area;  and 

<3 »  The  issuance  of  this  order  further 
amending  the  said  order,  as  amended,  is 
approved  or  favored  by  at  least  two- 
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thirds  of  the  producers  who  participated 
in  a  referendum  on  the  question  of  ap- 
proval of  the  order,  and  who,  during  Dec- 
ember 1948  (said  month  having  been  de- 
termined to  be  a  representative  period  > . 
were  engaged  in  the  production  of  milk 
for  sale  in  the  said  marketing  area. 

Order  relative  to  handling.  It  Is  there- 
fore ordered  that  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
in  the  New  York  metropolitan  milt  mar- 
keting area  shall  be  in  conformity  to  and 
In  compliance  with  the  terms  and  con- 
ditions of  the  aforesaid  order,  as  amend- 
ed and  as  hereby  further  amended;  and 
the  aforesaid  order,  as  amended,  is  here- 
by further  amended  to  read  as  follows: 

5  927.1  Definitions.  The  following 
terms  shall  have  the  following  meaning.^: 

(a)  "Act"  means  Public  Act  No.  10. 
73d  Congress,  as  amended  and  as  reen- 
acted and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended. 

(b)  "Secretary"  means  the  Secretary 
of  Agriculture  or  any  ofiBcer  or  employee 
of  the  United  States  who  is,  or  who  may 
hereafter  be.  authorized  to  exercise  the 
powers  and  to  perform  the  duties  of  the 
Secretary  of  Agriculture. 

(c)  "New  York  metropolitan  milk  mar- 
keting area"  means  the  city  of  New  York, 
the  counties  of  Nassau,  Suffolk  (except 
Fisher's  Island),  and  Westchester,  all  in 
the  State  of  New  York,  and  is  herein- 
after called  the  "marketing  area." 

(d)  "Person"  means  any  individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(e)  "Dairy  farmer"  means  any  person 
who  produces  milk. 

(f )  "Producer"  means  any  dairy  farm- 
er whose  milk  is  delivered  direct  from 
farm  to  a  pool  plant. 

(g)  "Handler"  means  (D  any  person 
who  engages  In  the  handling  of  milk,  or 
products  therefrom,  which  milk  was  re- 
ceived at  a  pool  plant,  or  at  a  plant  ap- 
proved by  any  health  authority  as  a 
.source  of  milk  for  the  marketing  area, 
(2)  any  person  who  engages  in  the  han- 
dling of  milk,  cultured  or  flavored  milk 
drinks,  cream,  or  skim  milk,  all  or  a  por- 
tion of  which  is  shipped  to,  or  received 
in.  the  marketing  area,  or  (3)  any  co- 
operative association  of  dairy  farmers 
with  respect  to  any  milk  which  It  causes 
to  be  delivered  from  dairy  farmers  to  a 
pool  plant  of  any  other  handler  for  the 
account  of  such  a.s.sociatlon  and  for  which 
such  as.sociation  receives  payment. 

(h)  "Plant"  means  the  land,  buildings, 
surroundings,  facilities,  and  equipment, 
whether  owned  or  operated  by  one  or 
more  per-^ons,  constituting  a  ^single 
operating  unit  or  establishment  for  the 
receiving,  handling,  or  processing  of  milk 
or  milk  products  as  determined  by  the 
market  administrator  pursuant  to 
§927.2  (d)  (10>. 

(j)  "Pool  plant"  means  any  plant 
which  Is  designated  as  a  pool  plant  pur- 
suant to  8  927.3. 

(k)  "Market  administrator"  means  the 
agency,  which  is  described  in  §  927.2,  for 
the  administration  of  this  order. 

d)  "Northern  New  Jersey"  means  the 
following  counties  In  the  State  of  New 
Jersey:  Bergen.  Essex.  Hudson,  Hunter- 
don, Middlesex.  Monmouth,  Morris,  Pas- 
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sale,  Somerset,  Sussex,  Union,  and  War- 
ren. 

S  827.2  Market  administrator  —  (a) 
Selection,  removal,  and  bond.  The 
agency  for  the  administration  of  this 
order  shall  be  a  market  administrator 
who  shall  be  a  person  selected  and  sub- 
ject to  removal  by  the  Secretary.  The 
market  administrator  shall,  within  45 
days  following  the  date  upon  which  he 
enters  upon  his  duties,  execute  and 
deliver  to  the  Secretary  a  bond,  condi- 
tioned upon  the  faithful  performance  of 
his  duties,  in  an  amount  and  with  surety 
thereon  satisfactory  to  the  Secretary. 

(b)  Compensation.  The  market  ad- 
ministrator shall  be  entitled  to  such  rea- 
sonable compensation  as  shall  be  deter- 
mined by  the  Secretary. 

(c)  Powers.  The  market  administra- 
tor shall  have  the  following  powers : 

(1)  To  administer  the  terms  and  provi- 
sions hereof; 

(2>  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

<3)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violations 
hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  to  this  order. 

(d)  Duties.  The  market  administra- 
tor, in  addition  to  the  duties  hereinafter 
descrlb'^d,  shall: 

(1)  Keep  such  books  and  records  as 
will  clearly  refiect  the  transactions  pro- 
vided for  herein; 

<2)  Submit  his  books  and  records  to 
examination  by  the  Secretary  at  any  and 
all  times; 

(3 »  Furnish  such  information  and  such 
verified  reports  as  the  Secretary  may 
request ; 

(4)  Obtain  a  bond  with  reasonable 
security  thereon  covering  each  employee 
who  handles  funds  entrusted  to  the  mar- 
ket administrator; 

(5)  Publicly  disclose,  after  reasonable 
notice,  the  name  of  any  person  who  has 
not  made  reports  pursuant  to  §  927.6,  or 
made  payments  required  by  §§927.8, 
927.9,  or  927.10; 

(6)  Prepare  and  disseminate  for  the 
benefit  of  producers,  consumers,  and 
handlers  such  statistics  and  Information 
concerning  the  operation  of  this  order, 
as  amended,  as  do  not  reveal  confiden- 
tial Information; 

(7;  Employ  and  fix  the  compensation 
of  such  F>ersdns  as  may  be  necessary  to 
enable  him  to  administer  the  terms  and 
provisions  hereof; 

(8)  Pay  out  of  the  funds  received  pur- 
suant to  §  927.10  the  cost  of  his  bond  and 
of  the  bonds  of  such  of  his  employees  as 
handle  funds  entrusted  to  the  market 
administrator,  his  cwn  compensation, 
and  all  other  expenses  which  will  neces- 
sarily be  incuired  by  him  for  the  mainte- 
nance and  functioning  of  his  office  and 
the  performance  of  his  duties; 

(9)  Maintain  a  main  office  and  such 
branch  offices  as  may  be  necessary;  and 

(10)  The  market  administrator  shall, 
from  time  to  time,  cause  Inepections  to  be 
made  of  the  buildings,  facilities  and  sur- 
roundings of  the  plant  and  shall  notify 
handlers  of  his  determination  as  to  what 
constitutes  the  plant  and  its  equipment. 
If  any  handler  makes  written  request  for 
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such  determination,  the  market  admin- 
istrator shall  promptly  notify  such  han- 
dler of  his  determination:  Provided,  Tlaat 
if  the  request  is  for  a  revised  determina- 
tion or  for  affirmation  of  a  previous  de- 
termination, the  handler  shall  set  forth 
In  his  request  the  changed  conditions 
which  he  believes  make  a  new  determina- 
tion necessary.  Such  determination  shall 
be  ruling  for  all  purposes  hereunder,  and 
any  revision  In  the  determination  of 
which  handlers  have  been  notified  shall 
be  effective  not  earlier  than  the  date  of 
notice  to  handlers  of  such  revised  deter- 
mination. 

§  927.3    Pool  plants.    A  plant  shall  be 
designated  as  a  pool  plant  pursuant  to 
either   paragraph    (a)    or    (b)    of   this 
section. 

(a)  Reserve  plants — (1)  Carryover 
designation.  Any  plant  for  which  the 
report  of  milk  received  from  dairy  farm- 
ers was  used  in  the  computation  of  the 
uniform  price  for  November  1944  Is  here- 
by designated  as  a  pool  plant  from  the 
effective  date  hereof  until  such  designa- 
tion Is  cancelled  pursuant  to  subpara- 
graph (4)  of  this  paragraph. 

(2>  Designation  upon  application— 
(i)  Eligible  applicants.  Any  person  who 
operates  a  plant  which  is  located  in  New 
York  State,  Vermont,  Massachusetts, 
Connecticut,  New  Jersey,  or  Pennsyl- 
vania and  which  Is  either  approved  as  a 
source  of  milk  by  a  health  authority  In 
the  marketing  area  at  the  time  of  appli- 
cation and  under  the  sarfltary  super- 
vision of  such  authority,  or  was  a  pool 
plant  during  the  preceding  October,  No- 
vember, and  December,  may  apply  to 
the'Secretary  prior  to  July  1  of  any  year 
to  have  such  plant  designated  as  a  pool 
plant:  Provided,  That  If  50  percent  or 
more  of  the  dairy  farmers  delivering 
milk  at  such  plant  deliver  such  milk  for 
the  account  of  a  cooperative  association 
which  does  not  operate  the  plant  but  for 
which  milk  such  association  receives  pay- 
ment, an  application  must  be  made  by 
such  cooperative  association  as  well  as 
by  the  person  operating  the  plant.  Ap- 
plications shall  be  addressed  to  the  Sec- 
retary and  filed  at  the  office  of  the 
market  administrator. 

(ID  Designation,  (a)  Any  plant  for 
which  an  application  has  been  made  pur- 
suant to  subdivision  (I)  of  this  subpara- 
graph shall  be  designated  as  a  pool  plant 
upon  determination  by  the  Secretary 
that  the  requirements  of  subparagraph 
(3)  of  this  paragraph  are  being  met. 
Such  designation  shall  be  effective  as 
of  August  1  following  the  date  of  appli- 
cation and  until  cancelled  pursuant  to 
subparagraph  (4)  of  this  paragraph. 

(b)  If,  based  upon  the  information 
contained  In  an  application  filed  pursu- 
ant to  subdivision  (i)  of  this  subpara- 
graph, the  Secretary  determines  that 
the  requirements  of  subparagraph  (3) 
of  this  paragraph  are  not  being  met,  the 
applicant  or  applicants  shall  be  so  no- 
tified. Within  15  days  after  receipt  of 
such  notice,  the  applicant  or  applicants 
may  submit  additional  Information  and 
request  further  consideration. 

(c)  Prior  to  the  issuance  of  the  deter- 
mination of  the  Secretary,  an  apphcation 
may  be  withdrawn  by  written  request  of 
the  applicant  or  applicants.   In  the  event 
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that  no  determination  Is  made  by  the 
Secretary  prior  to  August  1,  the  effective 
date  of  the  designation,  upon  written 
request  of  the  applicant  or  applicants 
prior  to  the  Issuance  of  a  determination, 
shall  be  deferred  until  the  first  of  the 
month  following  the  date  of  such  deter- 
mination. If  the  application  is  not  so 
withdrawn,  or  the  effective  date  of  des- 
ignation is  not  so  deferred,  the  plant 
shall  be  treated  as  a  pool  plant  as  of 
August  1:  Provided,  That  all  payments 
Into  or  out  of  the  producer  settlement 
fund  (except  such  payments  which  are 
made  on  the  basis  of  operations  during 
a  month  in  which  the  plant  meets  the 
requirements  of  paragraph  (b)  of  this 
section)  shall  be  held  in  reserve  by  the 
market  administrator  until  a  determina- 
tion is  made. 

(3)  Requirements.  In  order  to  qual- 
ify as  a  pool  plant  pursuant  to  this  para- 
graph, the  person  operating  the  plant 
shall  meet  each  of  the  following 
requirements : 

(i)  Be  willing  to  ship  in  the  form  of 
milk  to  the  marketing  area,  milk  re- 
ceived at  the  plant  from  dairy  farmers; 

(il)  Keep  such  control  over  the  sani- 
tary conditions  under  which  milk  re- 
ceived at  the  plant  Is  produced  and 
handled,  that  the  plant  can  meet  the  re- 
quirements of  a  source  of  milk  for  the 
marketing  area:  Provided.  That  approval 
by  a  health  authority  of  the  plant  as  a 
source  of  milk  for  the  marketing  area 
shall  constitute  sufficient  evidence  that 
this  requirement  Is  being  met  even 
though  such  approval  Is  restricted  to 
prohibit  shipment  to  the  marketing  area 
of  milk  for  specified  periods  during  which 
permission  is  given  by  such  health  au- 
thority for  receiving  unapproved  milk 
or  skim  milk  at  the  plant  or  for  shipment 
of  approved  skim  milk  from  such  plant; 
and 

(ill)  Have  no  commitments  for  disposi- 
tion of  milk  that  prevent  him  from  uti- 
lizing milk  as  set  forth  in  subparagraph 
(4)   (iv)  of  this  paragraph. 

(4)  Suspension  and  cancellation  of 
designation.  The  designation  of  a  pool 
plant  pursuant  to  this  paragraph  may  be 
siispended  or  cancelled  under  any  of  the 
following  provisions: 

(1)  The  designation  shall  be  cancelled 
upon  application  to  the  market  adminis- 
trator by  the  handler  operating  the  plant 
effective  at  any  time  during  the  months 
of  April  through  July  of  any  year  but 
not  sooner  than  30  days  after  receipt  of 
such  application:  Provided,  That  such 
applications  for  cancellation  shall  be  ac- 
companied by  proof  that  the  handler.  If 
not  a  cooperative  association  qualified 
pursuant  to  §  927.9  (f).  has  notified  any 
qualified  cooperative  association  which 
has  any  members  who  deliver  milk  to 
such  plant,  and  hias  notified  Individually 
all  producers  delivering  to  such  plant 
who  are  not  members  of  such  qualified 
cooperative  association,  of  his  Intention 
to  make  such  application:  Provided,  fur- 
ther, That  if  50  percent  or  more  of  the 
producers  delivering  milk  at  such  plant 
deliver  such  milk  for  the  account  of  a 
cooperative  association  which  does  not 
operate  the  plant,  but  for  which  milk 
such  association  receives  payment,  an 
application  must  be  made  by  such  co- 
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operative  association  as  well  as  by  the 
handler  operating  the  plant. 

(11)  The  designation  of  any  plant  which 
on  June  15  of  any  year  is  not  approved 
by  a  health  authority  as  a  source  of  milk 
for  the  marketing  area  shall  be  auto- 
matically cancelle<^  effective  on  August 
1  of  such  year  unless  the  absence  of 
such  approval  is  a  temporary  condition 
covering  a  period  of  not  more  than  15 
days:  Provided,  That  the  designation  of 
a  plant  approved  by  a  health  authority  as 
a  source  of  milk  for  the  marketing  area, 
even  though  such  approval  is  restricted 
to  prohibit  shipment  to  the  marketing 
area  of  milk  for  specified  periods  during 
which  permission  is  given  by  such  health 
authority  for  receiving  unapproved  milk 
or  skim  milk  at  the  plant  or  for  ship- 
ment of  approved  skim  milk  from  such 
plant,  shall  not  be  cancelled  pursuant  to 
this  provision.  This  provision  does  not 
prevent  a  handler  from  applying,  pur- 
suant to  subparagraph  (2)  of  this  para- 
graph, for  a  new  designation  effective  on 
August  1  of  the  same  year. 

(ill)  The  designation  of  any  plant 
shall  be  suspended,  effective  no  sooner 
than  10  days  nor  later  than  20  days  after 
the  date  of  mailing  of  notice,  by  regis- 
tered letter,  to  the  handler,  whenever 
the  market  administrator,  subject  to  the 
limitations  set  forth  in  subdivision  (Iv) 
of  this  subparagraph,  finds  on  the  basis 
of  available  information  that  the  han- 
dler operating  the  plant  Is  not  meeting 
the  requirements  set  forth  In  subpara- 
graph (3)  of  this  paragraph:  Provided. 
That,  If  the  handler  operating  the  plant 
Is  not  a  cooperative  association  qualified 
pursuant  to  §927.9  (f),  the  market  ad- 
ministrator shall  also  notify  any  quali- 
fied cooperative  association  which  has 
any  members  who  deliver  milk  to  such 
plant,  and  shall  notify  Individually  all 
producers  delivering  to  such  plant  who 
are  not  members  of  such  qualified  coop- 
erative association,  of  such  suspension  of 
designation. 

(a)  In  the  case  of  the  suspension,  pur- 
suant to  this  subparagraph,  of  the  desig- 
nation of  one  or  more  plants  for  failure 
to  meet  the  requirements  of  subpara- 
graph (3)  (I)  or  (3)  (111)  of  this  para- 
graph, the  handler  operating  such  plant 
may  select,  prior  to  the  effective  date 
of  such  suspension,  some  other  pool  plant 
or  plants  to  be  substituted  for  the  plant 
or  plants  suspended  If,  during  the  pre- 
ceding month,  the  quantity  of  milk  re- 
ceived from  producers  at  such  substi- 
tuted plant  or  plants  was  not  less  than 
the  quantity  of  milk  received  from  pro- 
ducers at  the  suspended  plant  or  plants. 
The  handler  may  also  select  the  order 
in  which  plant  designations  are  to  be 
cancelled  In  the  event  of  a  later  deter- 
mination by  the  Secretary  cancelling  the 
designation  of  some  but  not  all  of  the 
plants  suspended. 

(b)  Not  later  than  10  days  after  the 
effective  date  of  suspension  of  designa- 
tion, pursuant  to  this  subparagraph,  the 
handler  operating  the  plant  may  apply 
to  the  Secretaty  for  a  review.  If  the 
handler  falls  to  so  apply  for  such  review, 
the  designation  of  the  plant  as  a  pool 
plant  shall  be  cancelled  as  of  the  effec- 
tive date  of  the  suspension.  If  the  han- 
dler does  so  apply,  the  Secretary  shall, 


after  review,  either  determine  that  the 
requirements  set  forth  in  subparagraph 
(3)  of  this  paragraph  have  been  met  and 
order  the  suspension  revoked,  or  deter- 
mine that  such  requirements  have  not 
been  met  and  order  the  designation  can- 
celled as  of  the  effective  date  of  the  sas- 
penslon :  Provided.  That,  if  the  Secretary 
has  made  no  determination  within  two 
months  after  the  end  of  the  month  in 
which  the  suspension  was  made  effective, 
but  later  orders  the  designation  can- 
celled, such  cancellation  shall  be  effective 
PS  of  the  first  of  the  month  following  the 
date  of  such  determination. 

(c)  Beginning  with  the  effective  date 
of  a  suspension  pursuant  to  this  subpara- 
graph, and  until  the  Secretary  has  either 
ordered  the  designation  cancelled  or 
ordered  the  suspension  revoked,  the  plant 
shall  be  treated  as  a  pool  plant :  Provided. 
That  all  payments  into  or  out  of  the  pro- 
ducer settlement  fund  (except  such  pay- 
ments on  the  basis  of  operations  during  a 
month  in  which  the  plant  meets  the  re- 
quirements of  paragraph  (b)  of  this  sec- 
tion), shall  be  held  in  reserve  by  the 
market  administrator  until  an  order  Is 
Issued  by  the  Secretary,  but  not  longer 
than  two  months  after  the  end  of  the 
month  in  which  the  suspension  was  made 
effective. 

(iv)  No  pool  plant  designation  shall  be 
suspended  for  failure  to  meet  the  require- 
ments of  subparagraph  (3)  (1)  of  this 
paragraph  except  under  the  following 
conditions: 

(a)  A  meeting  has  been  held,  no  sooner 
than  three  days  after  notice  by  the  mar- 
ket administrator  to  all  handlers  operat- 
ing reserve  pool  plants,  for  considera- 
tion of  the  desirable  utilization  of  milk 
received  from  producers  during  a  period 
ending  not  later  than  the  end  of  the 
second  month  after  the  month  during 
which  such  meeting  is  held. 

(b)  There  has  been  issued  by  the 
market  administrator,  following  such 
meeting,  and  mailed  to  all  handlers  oper- 
ating reserve  pool  plants  the  market 
administrator's  determination  of  the  de- 
sirable utilization  of  milk  received  from 
producers  each  month  during  all  or  a 
part  of  the  period  set  forth  in  (a)  of  this 
subdivision.  Such  determination  shall 
Include  a  schedule  setting  forth,  by 
months,  the  desired  minimum  percent- 
age of  milk  received  from  producers  to 
be  utilized  In  specified  classes.  Such 
specified  classes  shall  include  Class  I-A, 
and  Class  I-C  to  the  extent  of  60  percent 
of  the  milk  received  by  a  handler  from 
producers  which  Is  ultimately  distributed 
in  the  State  of  New  York,  In  Northern 
New  Jersey,  In  Fairfield  County,  Con- 
necticut, or  In  Pennsylvania  outside  the 
counties  of  Allegheny,  Beaver,  Payette, 
Greene,  Washington,  and  Westmoreland. 
In  addition,  such  specified  classes  may 
include  all  or  a  part  of  Class  II  and  other 
I-C. 

(c)  The  market  administrator  finds  on 
the  basis  of  available  information  that 
the  handler  operating  a  plant  or  the  co- 
operative reporting  a  plant  Is  not  utiliz- 
ing milk  received  from  producers  in 
accordance  with  the  minimum  percent- 
age set  forth  in  the  determination  of  the 
market  administrator  previously  an- 
nounced pursuant  to  (b)  of  this  subdivl- 
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slon:  Provided,  That  the  suspension  of 
the  pool  plant  designation  of  a  plant 
may  be  made  effective  during  the  months 
of  November  and  December  if  the  mar- 
ket administrator  finds  that  the  handler 
is  utilizing  any  milk  received  from  pro- 
ducers in  classes  other  than  those  set 
forth  in  the  determination  of  the  market 
administrator  announced  pursuant  to 
(b>  of  this  subdivision. 

(V)  The  cancellation  of  pool  plant 
designations  for  failure  to  meet  the  re- 
quirements of  subparagraph  (3)  (1)  of 
this  paragraph  shall  be  subject  to  the 
following  conditions: 

(a)  No  pool  plant  designation  shall 
be  cancelled  if  the  handler  operating  the 
plant  utilized  the  milk  received  by  him 
at  all  pool  plants  from  producers  during 
the  month  in  which  the  suspension  is 
made  effective  in  accordance  with  the 
minimum  percentage  set  forth  in  the 
determination  of  the  market  adminis- 
trator announced  pursuant  to  .subdivision 
(iv>  (b>  of  this  subparagraph.* 

(b)  No  pool  plant  designation  shall 
be  cancelled  if  the  handler  operating  the 
plant  utilized  in  the  specified  classes  set 
forth  In  the  determination  of  the  mar- 
ket administrator  announced  pursuant 
to  subdivision  (iv)  (b)  of  this  subpara- 
graph a  percentage  of  the  total  milk 
received  by  him  at  all  pool  plants  from 
producers  during  the  month  in  which 
the  suspension  is  made  effective  which  is 
not  less  than  the  percentage  of  the  total 
milk  reported  by  all  handlers  to  have 
been  received  from  producers  during  such 
month  which  was  reported  to  have  been 
used  in  the  specified  classes:  Provided, 
That  the  limitations  as  to  quantity  and 
area  set  forth  in  the  determination  of 
the  market  administrator  announced 
pursuant  to  subdivision  (iv)  (b)  of  this 
subparagraph  shall  apply  in  computing 
the  utilization  percentage  of  the  indi- 
vidual handler  but  shall  not  apply  in 
computing  the  utilization  percentage  of 
all  handlers. 

(c)  In  the  event  that  all  milk  received 
from  producers  at  a  plant  is  reported  to 
the  market  administrator  by  a  coopera- 
tive association  qualified  pursuant  to 
$927.9  (f),  and  such  association  pays 
the  producers  for  such  milk,  the  pool 
plant  designation  of  such  plant  shall  not 
be  cancelled  if  a  percentage  of  all  milk 
reported  by  such  cooperative  association 
is  utilized  In  accordance  with  the  mini- 
mum percentage  set  forth  in  the  deter- 
mination of  the  market  administrator 
announced  pursuant  to  subdivision  (iv) 
(b)  of  this  subparagraph,  or  In  accord- 
ance with  the  percentage  set  forth  In  (b) 
of  this  subdivision. 

(d)  Cancellation  of  designations  shall 
be  limited  to  those  plants  necessary  to  re- 
sult In  a  utilization  of  milk  received  at 
the  remaining  pool  plants  operated  by 
the  handler,  or  reported  by  the  coopera- 
tive, as  the  case  may  be,  in  accordance 
with  the  minimum  percentage  set  forth 
In  the  determination  of  the  market  ad- 
ministrator announced  pursuant  to  sub- 
division (Iv)  (b)  of  this  subparagraph. 

(vi)  Loss  of  approval  by  health  author- 
ities of  a  plant  as  a  source  of  milk  for 
the  marketing  area  may  in  Itself  consti- 
tute adequate  reason  for  the  market  ad- 
ministrator to  suspend  the  designation 
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of  a  plant  for  failure  to  meet  the  re- 
quirements of  subparagraph  (3)  (11)  of 
this  paragraph,  only  If  the  absence  of 
such  approval  continues  for  more  than 
15  days. 

(5)  Plant  replacements.  In  addition 
to  designations  pursuant  to  subpara- 
graph (2)  of  this  paragraph,  a  plant  may 
be  designated  at  any  time  as  a  pool  plant 
upon  application  made  by  the  person 
operating  the  plant  to  the  Secretary 
showing  that  the  plant  Is  a  replacement 
for  one  or  more  pool  plants  operated  by 
him  and  that  substantially  all  of  the 
dairy  farmers  delivering  milk  at  the  plant 
previously  delivered  milk  to  the  pool 
plant  or  plants  replaced.  Upon  designa- 
tion of  a  plant  pursuant  to  this  subpara- 
graph the  designation  of  the  plant  or 
plants  which  it  replaced  shall  be  auto- 
matically cancelled. 

(6  •  Change  of  operator.  The  designa- 
tion of  pool  plants  pursuant  to  this  para- 
graph shall  be  considered  as  applicable 
to  the  plant  as  such,  and  subject  to  can- 
cellation only  pursuant  to  subparagraphs 
(4)  and  (5)  of  this  paragraph,  regardless 
of  change  in  the  person  owning  or^per- 
ating  the  plant.  The  market  adminis- 
trator shall  be'  notified,  by  the  handlers 
Involved,  of  any  transfer  from  one  person 
to  another  of  ownership  or  operation  of 
a  pool  plant. 

(b)  Plants  shipping  Class  I-A  milk  to 
the  marketing  area.  For  any  month  a 
plant  from  which  during  such  month 
Class  I-A  milk,  either  directly  or  through 
other  plants.  Is  sold  or  distributed  in  or 
shipped  to  the  marketing  area,  which 
quantity  of  milk  during  the  months  of 
July  through  March,  Is  equal  to  more 
than  25  percent  of  the  milk  received  di- 
rectly from  dairy  farmers,  or  during  the 
months  of  April  through  June  Is  equal 
to  more  than  10  percent  of  the  milk  re- 
ceived directly  from  dairy  farmers,  shall 
automatically  be  designated  a  pool  plant: 
Provided,  That  for  the  months  of  April, 
May.  or  June  no  plant  at  which  milk  was 
received  from  dairy  farmers  during  the 
preceding  period  of  October,  November, 
and  E>ecember  shall  be  a  pxjol  plant  on 
this  basis,  unless  at  least  60  percent  of 
such  milk  was  classified  in  Class  I-A.  and 
either  directly,  or  through  other  plants. 
was  sold  or  distributed  in  or  shipped  to 
the  marketing  area  In  the  form  of  milk: 
Provided,  further.  That  no  plant  shall 
be  a  pool  plant  on  this  basis  during  the 
months  of  January  through  July,  if  the 
designation  of  the  plant  as  a  pool  plant 
was  cancelled  for  failure  to  meet  the  re- 
quirements of  paragraph  (a)  (3)  (i)  of 
this  section  during  the  preceding  year. 
At  the  time  of  announcing  the  uniform 
price  for  each  month,  the  market  ad- 
ministrator shall  make  public  the  loca- 
tion, and  name  of  the  operator,  of  any 
plant  for  which  a  report  of  receipts  from 
dairy  farmers  was  used,  pursuant  to  this 
paragraph,  in  the  computation  of  that 
uniform  price. 

§  927.4  Classification — fa)  Basis  of 
classification.  All  milk  the  butterfat 
from  which  Is  received  at  a  plant  at  which 
the  classification  of  milk  received  from 
producers  Is  to  be  determined  pursuant 
to  subparagraph  (3)  of  this  paragraph, 
and  all  milk  entering  the  marketing  area 
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In  the  form  of  milk,  fluid  milk  products, 
cultured  or  flavored  milk  drinks,  cream, 
fluid  cream  products  or  skim  milk,  shall 
be  classified  In  accordance  with  the  form 
In  which  It  is  held  at.  or  moved  from,  the 
plant  at  which  classification  Is  deter- 
mined. Such  classification  shall  be  sub- 
ject to  the  following  conditions: 

(1)  Burden  of  proof.  In  establishing 
the  classification  of  milk  received  from 
producers,  the  burden  rests  upon  the 
handler  who  received  the  milk  from  pro- 
ducers to  show  that  the  milk  should  not 
be  classified  as  Class  I-A,  and  that  the 
skim  milk  In  Class  II  and  Class  III  milk 
should  not  be  subject  to  the  fluid  skim 
differential.  The  burden  rests  upon  the 
handler  who  receives  or  distributes  in  the 
marketing  area  milk,  fluid  milk  products, 
cultured  or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk  to 
establish  the  source  of  all  his  milk  or 
milk  products. 

(2)  Period  for  establishing  classifica- 
tion. A  period  ending  with  the  last  day 
of  the  month  following  the  month  during 
which  the  milk  was  received  from  dairy 
farmers  shall  be  allowed  for  handling 
such  milk  as  a  basis  for  establishing  the 
classification  as  other  than  Class  I-A: 
Provided,  That  the  holding  of  milk  in  the 
form  of  cream  in  a  licensed  cold  storage 
warehouse  for  at  least  7  days  shall  con- 
stitute that  portion  of  the  handling  of 
such  cream  required  pursuant  to  para- 
graph (c)  (5)  (ii)  of  this  section  that  is 
required  to  be  performed  during  the 
month  following  its  receipt  from  dairy 
farmers. 

(3)  Plant  at  which  classification  is  to 
he  determined.  Classification  shall  be 
determined  at  the  plant  at  which  milk 
is  received  from  dairy  farmers :  Provided. 
That  if  such  milk  is  shipped  in  the  form 
of  milk  or  cream  to  another  plant  or 
other  plants,  it  shall  be  classified,  subject 
to  the  provisions  of  subdivisions  (I) 
through  (vi)  of  this  subparagraph,  at 
the  plant  or  plants  to  which  it  is  shipped, 
and  there  shall  be  no  limit  on  the  num- 
ber of  interplant  movements  in  the  form 
of  milk  or  cream  except  as  set  forth  in 
subdivisions  (I)  through  (vl)  of  this 
subparagraph. 

(i)  The  classification  of  milk  shipped 
in  the  form  of  milk  to  a  plant  In  the 
marketing  area  shall  be  determined  at 
the  plant  from  which  such  milk  Is 
shipped  to  the  plant  In  the  marketing 
area. 

(ii)  Except  as  set  forth  in  subdivision 
(ill)  of  this  subparagraph,  the  classifica- 
tion of  milk  the  butterfat  from  which  is 
shipped  in  the  form  of  cream  to  a  plant 
in  the  marketing  area  .shall  be  deter- 
mined at  the  plant  from  which  such 
cream  Is  shipped  to  the  plant  in  the  mar- 
keting area. 

(Ill)  The  classification  of  milk  the  but- 
terfat from  which  is  shipped  in  the  form 
of  cream  to  a  plant  in  the  marketing  area 
shall  be  determined,  if  such  cream  Is 
moved  in  the  form  of  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
either  from  the  plant  at  which  cream  is 
first  received  In  the  marketing  area  or 
from  the  first  plant  to  which  cream  Is 
phipped  from  the  plant  where  first  re- 
ceived in  the  marketing  area,  at  the  first 
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plant  from  which  the  frozen  desserts  or 
homogenized  mixtures  or  cream  cheese 
are  so  moved. 

(iv)  Except  as  set  forth  in  subdivisions 
(v)  and  (vi)  of  this  subparagraph,  the 
classification  of  milk  shipped  in  the  form 
of  miltt  and  of  milk  the  butterfat  from 
which  is  shipped  in  the  form  of  cream  to 
a  non-pool  plant  shall  be  determined  at 
the  non-pool  plant,  unless  the  handler 
operating  the  pool  plant  from  which  such 
shipments  are  made  to  the  non-pool 
plant  elects  in  writing  on  his  monthly  re- 
ports to  have  classification  of  all  milk  or 
cream  received  during  the  month  at  such 
handler's  pool  plant  and  shipped  as  milk 
or  cream  to  the  non-pool  plant  deter- 
mined at  the  pool  plant  from  which  the 
milk  or  cream  is  shipped  to  the  non-pool 
plant. 

(V)  The  classification  of  milk  shipped 
in  the  form  of  milk  more  than  65  miles 
from  the  plant  where  received  from 
dairy  farmers,  to  a  plant  outside  New 
York  State.  Vermont,  New  Jersey,  or 
Pennsylvania,  or  to  a  plant  in  the  county 
of  Alleghany,  Beaver,  Payette.  Greene, 
Washington  or  Westmoreland  in  Penn- 
sylvania shall  be  determined  at  the  plant 
from  which  the  milk  is  so  shipped. 

(vi)  The  classification  of  milk  the 
butterfat  from  which  Is  shipped  in  the 
form  of  cream  to  a  plant  more  than  65 
miles  from  the  plant  where  the  milk  was 
separated  to  a  plant  outside  New  York 
State,  Vermont.  New  Jersey,  or  Pennsyl- 
vania, or  to  a  plant  in  the  county  of 
Allegheny.  Beaver.  Payette,  Greene, 
Washington  or  Westmoreland  In  Penn- 
sylvania shall  l>e  determined  at  the  plant 
from  which  the  cream  is  so  shipped. 
This  provision  shall  not  apply  to  milk  re- 
ceived from  dairy  farmers  during  April, 
May  or  June  if  such  shipment  is  to  a  plant 
in  Maine.  New  Hampshire.  Massachu- 
setts, Rhode  Island,  Connecticut.  Penn- 
sylvania. Maryland,  Delaware,  or  Ohio. 

(4>  Plant  loss.  Allowances  for  plant 
loss  not  to.  exceed  5  percent  of  the  butter- 
fat in  the  product  resulting  from  any 
specific  plant  operation,  which  plant  los.*; 
may  be  classified  the  same  as  the  milk 
equivalent  of  the  butterfat  in  the  prod- 
uct, shall  be  determined  by  the  market 
administrator  pursuant  to  paragraph 
{.b)  of  this  section. 

(5>  Accounting  procedure.  The  ac- 
counting procedure  for  classifying  milk 
pursuant  to  this  section  shall  be  set  up 
by  the  market  administrator  pursuant 
to  paragraph  (b)  of  this  section.  Such 
accounting  procedure  shall  include  con- 
version factors  to  be  used  in  the  absence 
of  specific  weights  and  tests,  specific 
definitions  of  products,  and  such  meth- 
ods for  assignment  of  milk  to  classes  ac- 
cording to  source  and  form  as  may  be 
necessary  to  effectuate  the  provisions  of 
this  section  and  which  are  not  inconsist- 
ent with  the  following  general  principles: 

(i)  Milk,  fluid  milk  products,  cream, 
fluid  cream  products  and  skim  milk  re- 
ceived from  pool  plants  or  from  pro- 
ducers shall  be  assigned,  as  far  as  possi- 
ble, to  Class  I-A.  Class  II,  or  to  skim  milk 
subject  to  the  fluid  skim  differential. 

(ii)  If  milk,  cream,  or  skim  milk  is 
received  at  a  plant  from  producers  or 
from  pool  plants  and  in  like  form  from 
dairy  farmers  not  producers  or  from  non- 
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pool  plants,  the  total  milk  equivalent  of 
such  products  from  producers  and  pool 
plants,  and  the  total  milk  or  milk  equiv- 
alent from  dairy  farmers  not  producers 
and  non-pool  plants  shall  be  assigned 
pro  rata  to  the  total  classification  of  all 
such  milk  or  milk  equivalent  and  to  all 
skim  milk  subject  to  the  fluid  skim  differ- 
ential after  the  as.signment  in  accord- 
ance with  subdivision  (i)  of  this  sub- 
paragraph. 

(iii)  The  milk  received  from  producers 
which  Is  ehminated  from  the  computa- 
tion of  the  handlers  net  pool  obligation 
pursuant  to  §  927.7  shall  be  assigned  pro 
rata  to  the  total  classification  of  all  milk 
from  producers  and  pool  plants. 

(b)  Rules  and  regulations.  The  rules 
and  regulations  to  effectuate  the  terms 
and  provisions  of  this  section  shall  be 
made,  and  may  from  time  to  time  be 
amended  by  the  market  administrator 
in  accordance  with  the  procedure  set 
forth  in  this  paragraph :  Provided.  That 
at  any  time  upon  a  determination  by 
the  Secretary  that  an  emergency  exists 
which  requires  the  immediate  adoption 
of  riiies  and  regulations,  the  market  ad- 
ministrator may  issue,  with  the  approval 
of  the  Secretary,  temporary  rules  and 
regulations  without  regard  to  the  follow- 
ing procedure:  Provided  further.  That  if 
any  interested  per.son  makes  written  re- 
quest for  the  issuance,  amendment,  or 
repeal  of  any  rule,  the  market  adminls- 
strator  shall  within  30  days  either  issue 
notice  of  meeting  pursuant  to  subpara- 
graph (1)  of  this  paragraph  or  deny  such 
request,  and  except  in  affirming  a  prior 
denial,  or  where  the  denial  is  seif- 
explanatory.  shall  state  the  grounds  for 
such  denial. 

( 1 )  All  proposed  rules  and  regulations 
and  amendments  thereto  shall  be  the 
subject  of  a  meeting  called  by  the  market 
administrator,  at  wtiich  time  all  inter- 
ested persons  shall  have  opportunity  to 
be  heard.  Notice  of  such  meeting  shall 
be  given  by  the  market  administrator, 
and  a  copy  of  the  proposed  rules  and 
regulations  shall  be  sent  at  least  five 
days  prior  to  the  date  of  the  meeting  to 
all  handlers  operating  pool  plants.  A 
stenographic  record  shall  be  made  at  all 
such  meetings  and  such  record  shall  be 
public  information  available  for  inspec- 
tion at  the  office  of  the  market 
administrator. 

(2)  A  period  of  at  lea.st  five  days  after 
the  meeting  held  pursuant  to  subpara- 
graph (1>  of  this  paragraph  shall  be 
allowed  for  the  filing  of  briefs.  Such 
briefs  shall  be  public  information  avail- 
able for  inspection  at  the  office  of  the 
market  administrator. 

(3)  Not  later  than  30  days  after  a 
meeting  held  pursuant  to  subparagraph 
<  1  >  of  this  paragraph  the  market  admin- 
istrator shall  Issue  and  send  to  all  han- 
dlers operating  pool  plants  the  tentative 
rules  and  regulations  or  amendments 
thereto  relating  to  the  issues  considered 
at  such  meeting,  or  a  tentative  notice 
that  no  rules  or  regiilations  or  amend- 
ments thereto  are  to  be  Issued  prior  to 
further  consideration  at  another  meet- 
ing. The  tentative  rules  and  regulations, 
or  tentative  notice,  together  with  copies 
of  the  stenographic  record  and  briefs, 


.shall  also  at  the  same  time  be  forwarded 
by  the  market  administrator  to  the 
Secretary. 

(4)  Not  later  than  30  days  after  issu- 
ance by  the  market  administrator,  the 
Secretary  shall  either  approve  the  tenta- 
tive rules  and  regulations  or  tentative 
notice  as  issued,  or  direct  the  market  ad- 
ministrator to  reconsider.  In  which  lat- 
ter event,  the  market  administrator  shall 
within  30  days  either  issue  revised  tenta- 
tive rules  and  regulations  or  tentative 
notice,  or  call  another  meeting  pursuant 
to  subparagraph  (1)  of  this  paragraph. 
1 5)  The  tentative  rules  and  regula- 
tions and  amendments  thereto  or  tenta- 
tive notice  i.s.^ued  pursuant  to  subpara- 
graph (3)  of  tliis  paragraph  shall  be 
effective  as  of  the  first  of  the  month  fol- 
lowing approval  by  the  Secretary,  but 
not  sooner  than  ten  days  after  issuance 
by  the  market  administrator. 

(CI  Classes  of  utilization.  Subject  to 
all  of  the  conditions  set  forth  in  para- 
graphs (a)  and  tb>  cf  thLs  .section,  milk 
shall  be  classified  at  the  plant  at  which 
cla.ssification  is  to  be  determined  as 
follows: 

(1)  Class  I-A  milk  shall  be  all  milk, 
except  as  provided  in  subparagraphs  i2> 
and  t3)  of  this  paragraph,  the  butterfat 
from  which  leaves  or  is  on  hand  at  the 
plant  in  the  form  of  milk,  fluid  milk 
products,  or  as  cultured  or  flavored  milk 
drinks  containing  3.0  percent  or  more 
but  not  more  than  5.0  percent  of  butter- 
fat. and  all  milk  the  classification  of 
which  is  not  established  in  some  other 
class  named  in  this  paragraph. 

t2>  Class  I-B  milk  shall  be  all  milk 
the  butterfat  from  which  leaves  the  plant 
in  the  form  of  milk,  fluid  milk  products, 
or  as  cultured  or  flavored  milk  drinks 
containing  3.0  percent  or  more  but  not 
more  than  5.0  percent  of  butterfat.  and 
which  Is  delivered  to  a  plant  or  a  pur- 
chaser In  an  area  regulated  by  another 
order  of  the  Secretary  and  remains  out- 
side the  marketing  area. 

(3)  Class  I-C  milk  shall  l)e  all  milk  the 
butterfat  from  which  leaves  the  plant  in 
the  form  of  milk,  fluid  milk  products,  or 
as  cultured  or  flavored  milk  drinks  con- 
taining 3.0  percent  or  more  but  not  more 
than  5.0  percent  of  butterfat.  and  which 
is  delivered  to  a  plant  or  a  purchaser  In 
an  area  not  regulated  by  another  order 
of  the  Secretary  and  remains  outside  the 
marketing  area. 

•  4)  Cla.ss  II  milk  shall  be  all  milk  th' 
butterfat  from  which  leaves  or  is  on 
hand  at  the  plant  in  the  form  of  cream, 
sweet  or  sour,  fluid  cream  products,  or 
in  the  form  of  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat. 
unless  such  cream,  fluid  cream  products. 
or  cultured  or  flavored  milk  drinks  are 
established  to  iiave  l>een  so  handled  or 
marketed  as  to  classify  such  milk  in 
some  other  class  named  in  this  para- 
graph. 

(5)  Class  m  milk  .shall  be  all  milk 
which  meets  the  conditions  set  forth  in 
any  one  of  the  following  subdivisions : 

(i)  All  milk  the  butterfat  from  which 
leaves  or  is  on  band  at  the  plant  in  the 
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A 
Freittht  ton*  (miles) 

R 

I-BMidl-C 
and  .iklm  milk 

subject  to  the 
fluid  skim 
<1ifterenti."\l 

0 

ClasMS 

Hand 

111 

1-10 

CaU$  per  act. 

+  15 
+  M 
+  13 
+  13 
+  13 
+  10.5 
+  10.5 
+tt.5 
+8 
+H 
+H 
+7 
+7 
+« 
+-^ 
+5 
+5 
+3,  5 
+2.5 
+5  5 
+  15 
+  1.5 
+  1.5 
0.0 
0.0 

-1 
-1 
-1 

-2 

-2 

-3.5 

-3.5 

-3.5 

-3.5 

-4.5 

-5.5 

-5.5 

-5.6 

-7 
-8 
-8 

-8 

— y 

-9 

-» 
-» 

-10.5 

-10.5 

-lU.  5 

- 10.  5 

-11.5 

-11.6 

-11.5 

-12  5 

-1Z5 

-\Zb 

-14 

-14 

CmU 

pa  cut. 
+8 

u-ao 

+8 

ai-ji. 

+H 

at-ao 

+7 

Sl-40  

+7 

41-M    

-1-7 

61-flO 

+A 

*l-70 '. 

+6 

71-75 

+« 

7»-W 

+5 

8i-sn , 

XI 

Sl-IUO    

1(11-110 

-H 

Ul-lJO      

-H 

lai-iis          

-)-4 

126-13(1 

+3 

Ul-llO        

+3 

141-lSO 

+3 

l.M-lflU 

+2 

lfil-170    

+2 

171-175  

+2 

176-lW 

+  1 

isi-mo 

+1 

igi-aoo  

+1 

ati-2ii» 

0 

211-220  

0 

221-225      

0 

2a>-2a<)      

-1 

Zil-24() 

-1 

J41  2.10 

-1 

251-260          

—2 

asi-270 

—2 

771-275  

-2 

2rB-2N0 

-3 

2N1-29I) -.J. 

291-301)      

-3 
-3 

801-310 _ 

3ll-rj0 « 

-4 
-4 

321-325      

-4 

326-330      

-5 

S3I-340  

-5 

Ml-XV) 

a.M-.Tfiu 

-5 
-6 

861-371)    

-« 

371-375  

— r> 

376-3tiO 

7 

3.sl-;W) 

-7 

391-400 

-7 

401-410  

-8 

411-430 

-8 

421-425      

-8 

426-430 

431-440  ^ 

-8 
-8 

441-4S0  

-8 

4.M-460 

-10 

461-470 

-10 

471-475  

-10 

476-4MO        

-11 

4>il-4W) 

-11 

491-500— -^ 

-11 

(d)  Butter-cheese  adjustment.  (1) 
For  milk  received  from  producers  which 
is  classified  as  Class  III  pursuant  to 
§  927.4  (c)  »5)  (iii).  and  which  leaves  or 
Is  on  hand  at  the  plant  at  which  classifi- 
cation is  determined  in  the  form  of  but- 
ter or  Cheddar,  American  Cheddar, 
Colby,  washed  curd,  or  part  skim  Ched- 
dar cheese,  or  is  a.<:sip:ned  to  plant  loss 
which  pursuant  to  §  927.4  (a)  (4»  is  as- 
sociated with  such  products,  there  shall 
be  credited  to  the  handler  receiving  the 
milk  from  producers  four  cents  per  pound 
of  butterfat  in  such  milk:  Provided,  That 
for  such  milk  received  from  producers  at 
a  plant  in  a  freight  zone  farther  from 
New  York  City  than  the  321-325  mile 
zone,  there  shall  be  deducted  from  the 
amount  so  credited  the  following  amounts 

per  hundredweight  of  milk  : 

Cents  per 

Zones  of  plant:  hundredtDeight 

826-350 - 1 

351-375 — 2 

376-400- --        8 

401-425 _ - -        4 

42ft^50 -        6 

451-475- -.- -        « 

47&-500 -        7 


(2)  With  respect  to  each  plant  at 
which  milk  received  from  producers  is 
reported  by  the  handler  operating  the 
plant  to  have  been  utilized  (either  at  the 
plant  where  received  or  at  another 
plant).  In  an  amount  exceeding  an  aver- 
age of  4,000  pounds  per  day  In  the  manu- 
facture of  butter  or  of  Cheddar.  Amer- 
ican Cheddar,  Colby,  washed  curd  or 
part  skim  Cheddar  cheese,  the  market 
administrator  shall  publicly  disclo.se  (i) 
the  location  of  the  plant  at  which  the 
milk  was  received  from  producers,  and 
(li)  the  name  of  the  handler  operating 
such  plant.  Such  public  disclosure  shall 
be  made  monthly  on  the  basis  of  han- 
dler's monthly  reports,  and  may  be  made 
more  frequently  on  the  basis  of  such 
other  utilization  reports  as  may  be  re- 
quired by  the  market  administrator. 

(e)  Fluid  skim  differential.  For  skim 
milk  derived  from  Class  II  or  Class  III 
milk  which  enters  the  marketing  area 
In  the  form  of  milk,  fluid  skim  milk,  or 
in  the  form  of  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat. 
and  for  all  skim  milk  which  is  not  ac- 
counted for  in  some  product  leaving  or 
on  hand  at  a  plant,  the  handler  shall  pay 
a  fluid  skim  differential  per  hundred- 
weight computed  as  follows:  deduct  the 
price  of  Class  II  milk  computed  pursuant 
to  paragraph  (a)  (4)  of  this  section  from 
the  price  for  Class  I-A  milk  computed 
pursuant  to  paragraph  (a)  (1)  of  this 
section,  and  divide  by  .9125. 

(f)  Use  of  equivalent  prices.  If  for 
any  reason  a  price  (or  prices)  for  milk 
or  any  milk  product  specified  in  this 
section  for  use  in  computing  and  an- 
nouncing class  prices  or  for  any  other 
purpose  is  not  reported  or  published  in 
the  manner  therein  described,  the  market 
administrator  shall  use  a  price  deter- 
mined by  the  Secretary  to  be  equivalent 
to  or  comparable  with  the  price  specified. 

(g)  Announcement  of  prices.  The 
market  administrator  shall  compute  and 
publicly  announce  prices  as  follows : 

(1)  Net  later  than  the  25th  day  of 
each  month: 

(I)  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  highest 
prices  reported  daily  by  the  United  States 
Department  of  Agriculture  for  U.  6. 
Grade  A  or  U.  6.  92-score  butter  at 
wholesale  in  the  New  York  market. 

(li)  The  average,  for  the  period  begin- 
ning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  reported  daily  in  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry  milk 
solids  "other  brands,  human  consump- 
tion, carlots,  bags  or  barrels." 

(iii)  The  average,  for  the  period  be- 
ginning with  the  25th  of  the  immediately 
preceding  month  and  ending  with  the 
24th  of  the  current  month,  of  the  prices 
(using  the  midpoint  of  any  range  as  one 
quotation)  rei>orted  daily  in  "The  Pro- 
ducers' Price — Current"  for  hot  roller 
process  dry  skim  milk  or  nonfat  dry 
milk  solids  "other  brands,  animal  feed, 
carlots.  bags,  or  barrels." 


(iv)  The  simple  average  of  the  aver- 
ages computed  pursuant  to  subdivisions 
(ID  and  (ill)  of  this  subparagraph. 

(v)  The  preliminary  Class  I-A  price 
for  the  following  month  pursuant  to 
paragraph  (a>   <1>  of  this  section. 

(vl)  The  preliminary  calculation  for 
the  following  month  pursuant  to  para- 
graph (a)  (4)  (1)  of  this  section. 

(2)  Not  later  than  the  5th  day  of  each 
month  for  the  preceding  month: 

(i)  The  minimum  cla.ss  prices,  pur- 
suant to  paragraph  <a>  of  this  section. 

(II)  The  butterfat  diflferentlals,  pur- 
suant to  paragraph  (b)  of  this  section. 

( iii )  The  butter  and  cheese  differential, 
pursuant  to  paragraph  (d)  of  this  section. 

(Iv)  The  fluid  skim  differentials,  pur- 
suant to  paragraph  (e>  of  this  section. 

(V)  The  weifihted  average  price,  as  re- 
ported by  the  United  States  Department 
of  Agriculture,  per  40-quart  can  of  40 
percent  bottling  quality  cream  In  the 
Boston  market. 

(vl)  The  average  of  the  highest  prices 
reported  daily  by  the  United  States  De- 
partment of  Agriculture  for  U.  S.  Grade 
A  or  U.  S.  92-score  butter  at  wholesale 
in  the  New  York  market. 

(vil)  The  average  of  the  prices  (usinq 
midpoint  of  any  range  as  one  quotation) 
reported  daily  In  "The  Producers'  Prior- 
Current, "  for  hot  roller  process  dry  skim 
milk  or  nonfat  dry  milk  .solids  "other 
brands,  human  consumption,  carlots, 
bags,  or  barrels." 

5  927.6  Reports  of  handlers — fa) 
Monthly  report. "i.  On  or  before  the  10th 
day  of  each  month,  each  handler  shall 
report  to  the  market  administrator  for 
the  preceding  month,  in  the  manner  and 
on  forms  prescribed  by  the  market  ad- 
ministrator, with  respect  to  milk  or  milk 
products  received  at  each  of  his  pool 
plants,  and  at  each  of  his  plants  where 
milk  or  milk  products  subjpct  to  payments 
under  §  927.9  (h)  were  handled,  the  fol- 
lowing: 

(1)  The  total  quantity  of  milk  and  of 
each  milk  product,  with  the  average  but- 
terfat content  thereof,  received  from 
dairy  farmers,  from  other  plants,  from 
such  handler's  own  farm,  from  othfr 
handlers,  and  from  other  sources; 

(2)  The  total  quantity  of  milk  and  of 
each  milk  product  moved  out  of,  or  on 
hand  at,  such  plant,  the  average  butter- 
fat content  thereof,  and  the  destination 
of  any  milk  or  milk  product  the  classi- 
fication of  which  wholly  or  partially  de- 
pends upon  its  destination,  moved  out  of 
such  plant; 

(3)  The  disposition  of  milk  or  milk 
products  at  each  other  plant  at  whu!i 
the  disposition  of  any  milk  or  milk  prod- 
ucts Is  claimed  as  the  basis  of  classiflcn- 
tlon,  such  disposition  to  be  covered  by  a 
signed  statement  of  the  plant  operator 
if  such  other  plant  is  not  a  pool  plant; 

(4)  The  computation  pursuant  ti 
§  927.7  (a)  of  such  handler's  net  pool 
obligation;  and 

(5)  The  computation  of  the  amount  of 
any  payments  pursuant  to  §  927.9  (h). 

(b)  Producer  pay  roll  reports.  Each 
handler  shall  report  with  respect  to  pro- 
ducers as  follows; 

(1)  On  or  before  the  10th  day  after 
the  end  of  each  month,  the  information 
required  by  the  market   administrator 


with  respect  to  producer  additions,  pro- 
ducer withdrawals,  and  changes  in  names 
of  farm  operators;  and 

(2)  On  or  before  the  last  day  of  each 
month,  such  handler's  producer  pay  roll 
for  the  preceding  month,  which  shall 
show  for  each  producer: 

(I)  The  total  delivery  of  milk  with  the 
average  butterfat  test  thereof, 

(ii)  The  amount  of  payment  due  such 
producer, 

(III )  Any  deductions  and  charges  made 
by  the  handler, 

(Iv)  The  net  amount  of  payment  to 
such  producer  made  pursuant  to  §  927.8. 
and 

(v)  Such  other  Information  with  re- 
spect thereto  as  the  market  administra- 
tor may  require. 

(c)  Storage  cream  reports.  (DOnor 
before  the  last  day  of  the  period  for 
establishing  classification  pursuant  to 
§927.4  (a)  (2),  or,  if  earlier,  not  later 
than  15  days  prior  to  the  date  of  final 
removal  of  the  cream  from  storage,  each 
handler  who  separates  milk  the  cream 
from  which  Is  stored  as  a  basis  for  Class 
III  cla.sslficatlon  pursuant  to  §  927.4  (c) 
(5)  (il»  shall  report  to  the  market  ad- 
ministrator on  forms  prescribed  by  the 
market  administrator  information  with 
respect  to  the  storage  of  cream.  Failure 
to  make  such  report  shall  result  in  the 
disallowance  of  Class  III  classification 
pursuant  to  5  927.4  (c)  (5)  (ID. 

(2>  The  handler  who  made  reports 
pursuant  to  subparagraph  (1)  of  this 
paragraph  shall  report  to  the  market  ad- 
ministrator, not  later  than  the  end  of  the 
second  month  following  the  month  dur- 
ing which  frozen  cream  is  lutlllzed,  in- 
formation with  respect  to  the  utilization 
of  such  cream.  Failure  to  make  such 
reports  shall  result  In  the  disallowance 
of  storage  cream  payments  pursuant  to 
§927.9  'g)  (2). 

(d)  Other  reports.  At  such  times  as 
the  market  administrator  may  request, 
each  handler  shall  report  to  the  market 
administrator  in  the  manner  and  on 
forms  prescribed  by  the  market  admin- 
istrator: 

(1)  The  total  quantity  of  milk  and  of 
each  milk  product  received  at  his  non- 
pool  plants,  with  the  average  butterfat 
content  thereof,  from  dairy  farmers, 
from  other  plants,  from  such  handler's 
own.  farm,  from  other  handlers,  and 
from  other  sources; 

(2»  The  total  quantity  of  milk  and  of 
each  milk  product  moved  out  of,  or  on 
hand  at,  his  non-pool  plants,  the  aver- 
age butterfat  content  thereof,  and  the 
destination  of  any  milk  or  milk  product 
moved  out  of  such  plants; 

i3>  Information  concerning  land, 
buildings,  surroundings,  facilities,  and 
equipment  at  any  of  his  plants; 

(4)  The  current  receipts  and  utiliza- 
tion of  milk  at  each  of  his  pool  plants ;  and 

(5)  Such  other  information  as  may 
be  necessary  for  the  administration  of 
the  provisions  hereof. 

(e)  Verification  of  reports  and  pay- 
ments. The  market  administrator  shall 
promptly  verify  all  tieports  and  payments 
of  each  handler  by  audit  of  such  han- 
dler's records  and  of  the  records  of  any 
other  handler  or  person  upon  whose  dis- 
position of  milk  such  handler  claims 
classification,   and   each   such  handler 


shall,  during  the  usual  hours  of  business, 
make  available  to  the  market  adminis- 
trator or  his  representative  such  records 
and  facilities,  of  his  own  or  other  per- 
sons, as  will  enable  the  market  adminis- 
trator to: 

(1)  Verify  the  receipts  and  disposition 
of  all  milk  required  to  be  reported  pur- 
suant to  this  section,  and,  in  case  of  er- 
rors or  omissions,  ascertain  the  correct 
figures; 

(2)  Weigh,  sample,  and  test  for  but- 
terfat content  the  milk  received  from 
producers  and  any  product  of  milk  upon 
which  classification  depends; 

*  (3)  Verify  the  payments  to  producers 
prescribed  in  §927.8;  and 

(4)  Verify  all  claims  for  payments 
pursuant  to  §  927.9  (f)  and  (g). 

(f)  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  han- 
dler for  a  period  of  three  years  to  begin 
at  the  end  of  the  calendar  month  to 
which  such  books  and  records  pertain, 
except  that  all  such  books  and  records 
pertaining  to  transactions  before  August 
1.  1946.  shall  be  retained  until  October  1, 
1949:  Provided,  That  if,  within  such 
three-year  period  or  before  October  1, 
1949,  whichever  is  applicable,  the  mar- 
ket administrator  notifies  the  handler  (|i 
writing  that  the  retention  of  such  books 
and  records,  or  of  specified  books  and 
records,  is  necessary  In  connection  with 
a  proceeding  under  section  8c  (15)  (A) 
of  the  act  or  a  court  action  specified  in 
such  notice,  the  handler  shall  retain 
such  books  and  records,  or  specified 
books  and  records,  until  further  written 
notification  from  the  market  adminis- 
trator. In  either  ca.se  the  market  ad- 
ministrator shall  give  further  written 
notification  to  the  handler  promptly 
upon  the  termination  of  the  litigation 
or  when  the  records  are  no  longer  neces- 
sary in  connection  therewith. 

§  927.7  Determination  of  uniform 
price.  The  uniform  price  shall  be  com- 
puted in  accordance  with  the  provisions 
set  forth  In  this  section.  Milk  received 
from  farms  in  Nassau  or  Suffolk  Coun- 
ties, New  York,  which  farms  are  not  ap- 
proved for  sale  of  milk  in  New  York  City, 
or  received  from  the  handler's  own  farm 
shall  not  be  Included  in  this  computa- 
tion, and  such  milk  shall  be  deemed  to 
be  excluded  by  the  phrase,  "milk  re- 
ceived from  producers"  as  such  phrase  is 
used  in  paragraphs  (a)  and  (b)  of  this 
section.  In  paragraph  (d)  of  §  927.5,  in 
paragraphs  (d).  (f)  and  (g)  of  §927.9 
and  in  §  927.10. 

(a)  Net  pool  obligation  of  handlers. 
(1)  Determine  the  classification  pursuant 
to  §  927.4  of  milk  received  from  produc- 
ers at  each  pool  plant; 

(2)  Subject  to  adjustment  for  appro- 
priate differentials  pursuant  to  §  927.5 
(b)  and  (c),  multiply  the  Class  I-C  milk 
by  20  cents  per  hundredweight,  multiply 
the  remaining  milk  in  each  class  by  the 
class  price,  multiply  the  skim  milk  sub- 
ject to  the  fiuld  skim  differential  by  the 
fiuld  skim  differential  per  hundred- 
weight, and  add  together  the  resulting 
values; 

(3)  Deduct.  In  the  case  of  each  plant 
where  the  average  butterfat  content  of 


all  milk  received  from  producers  is  In 
excess  of  3.5  percent  and  add,  in  the  case 
of  each  plant  where  the  butterfat  content 
of  all  milk  received  from  producers  Is 
less  than  3.5  percent,  the  total  value  of 
the  butterfat  differential  applicable  pur- 
suant to  §927.8  (c); 

(4)  Deduct,  in  the  ca.se  of  each  plant 
nearer  New  York  City  than  the  201-210 
mile  zone,  and  add,  in  the  case  of  each 
plant-farther  from  New  York  City  than 
the  201-210  mile  zone,  the  sum  obtained 
by  multiplying  the  milk  received  from 
producers  by  the  zone  differential  set 
forth  in  column  B  of  the  schedule  in 
§927.5  (c)   applicable  to  the  plant; 

(5)  Deduct  the  total  amount  of  the 
butter-cheese  adjustment  computed  pur- 
suant to  §  927.5  (d) ; 

(6)  With  respect  to  milk  received  from 
producers,  deduct  30  cents  per  hundred- 
weight at  plants  in  the  marketing  area; 
and  20  cents  per  hundredweight  at  plants 
located  at  Accord,  EUenville,  Gardiner, 
Kyserike,  New  Paltz,  Phinney's  Crossing, 
Wallkill,  and  West  Coxsackie,  New  York, 
and  in  the  following  coimties: 

New  Jersey  Counties 


Burlington. 

Somerset. 

ESssex. 

Sussex. 

Hunterdon. 

Union. 

Morrla. 

Warren. 

Passaic. 

New  York  Counties 

Columbia. 

Putnam. 

Dutchess. 

Rockland 

Orange. 

Connecticut 

Litchfield. 

Massachusetts 

Berkslilre. 

(7)  Add  together  the  handler's  net 
pool  obligation  for  all  plants  at  which 
milk  was  received  from  producers. 

(b)  Computation  of  the  uniform  price. 
The  market  administrator  shall,  on  or 
before  the  14th  day  of  each  month,  audit 
for  mathematical  correctne.«:s  and  obvious 
errors  the  report  submitted  for  the  pre- 
ceding month  by  each  handler.  If  the 
unreserved  cash  balance  in  the  producer 
settlement  fund  to  be  included  in  the 
computation  is  le.ss  than  two  cents  per 
hundredweight  of  milk  received  from 
producers  on  all  reports,  the  report  of 
any  handler  who  has  not  made  payment 
of  the  last  monthly  pool  debit  account 
rendered  pursuant  to  §  927.9  (a)  shall 
not  be  included  in  the  computation  of 
the  uniform  price.  The  report  of  such 
handler  shall  not  be  included  In  the 
computation  for  succeeding  months  un- 
til he  has  made  full  payment  of  out- 
standing monthly  pool  debits.  Subject  to 
the  aforementioned  conditions  the  mar- 
ket administrator  shall  compute  the  uni- 
form price  in  the  following  manner: 

(1)  Combine  Into  one  total  the  net 
pool  obligations  of  all  handlers; 

(2)  Subtract  the  total  of  payments  re- 
quired to  be  made  for  .such  month  by 
§927.9  (f); 

(3)  Add  the  total  payments  required 
to  be  made  by  handlers  for  such  month 
pursuant  to  §927.9  (h); 

(4)  Add  the  amount  of  unreserved 
cash  in  the  producer  settlement  fund; 

(5)  Subtract  an  amount  equal  to  not 
less  than  four  cents  nor  more  than  five 
cents  per  hundredweight  of  milk  received 
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from  producers  to  provide  against  the 
contingency  of  errors  In  reports  and  pay- 
ments or  of  delinquencies  in  payments 
by  handlers; 

(6)  Subtract  the  Class  I-C  milk  of  all 
handlers  whose  reports  are  included  in 
this  computation  from  the  total  milk 
received  from  producers  by  all  such 
handlers;  and 

(7)  Divide  the  result  obtained  in  sub- 
paragraph (5»  of  this  paragraph  by  the 
result  obtained  In  subparagraph  (6)  of 
this  paragraph.  The  result  shall  be 
known  as  the  uniform  price  for  milk 
containing  3.5  percent  butterfat  received 
from  producers  at  plants  in  201-210  mile 
zone. 

(c)  Announcement  of  uniform  price 
and  weighted  average  butterfat  differ- 
ential. The  market  administrator  shall 
announce  not  later  than  the  14th  day  of 
each  month,  the  uniform  price  computed 
pursuant  to  paragraph  (b)  of  this  sec- 
tion, and  not  later  than  the  5th  day  of 
each  month,  the  weighted  average  but- 
terfat differential  pursuant  to  §  927.8  (c) . 

§  927.8  Payment  by  handlers  directly 
to  producers — (a)  Time  and  rate  of  pay- 
ments. On  or  before  the  25th  day  of 
each  month  each  handler  shall  make 
payment  to  each  producer  for  all  milk 
delivered  by  such  producer  during  the 
preceding  month  at  not  less  than  the 
uniform  price  subject  to  differentials  set 
forth  in  paragraphs  <b)  and  (c)  of  this 
section:  Provided,  That  each  handler 
which  is  also  a  cooperative  marketing 
a.ssociation  determined  by  the  Secretary 
to  be  qualified  under  the  Capper-Vol- 
stead  Act,  may,  with  respect  to  producers 
who  are  members  of  and  under  contract 
with  such  association,  make  distribution. 
In  accordance  with  the  contract  between 
the  association  and  such  members,  of 
the  net  proceeds  of  all  Its  sales  in  all 
markets  in  all  use  classifications.  When- 
ever verification  by  the  market  admin- 
istrator of  the  payment  to  any  producer 
or  cooperative  association  of  producers 
for  milk  delivered  to  any  handler  dis- 
closes payment  of  less  than  is  required 
by  this  order,  the  handler  shall  make  up 
such  payment  to  the  producer  or  coop- 
erative association  of  producers  not  later 
than  the  time  of  making  payment  next 
following  such  disclosure:  Provided,  fur- 
ther. That  if  a  handler  claims  that  he 
cannot  make  the  required  payment  be- 
cause the  producer  Is  deceased  or  cannot 
be  located,  or  because  the  cooperative 
association  or  4ts  lawful  successor  or 
assignee  is  no  longer  in  existence,  such 
payment  shall  be  made  to  the  producer 
settlement  fund,  and  in  the  event  that 
the  handler  subsequently  locates  and 
pays  the  producer  or  a  lawful  claimant, 
or  In  the  event  that  the  handler  no 
longer  exists  and  a  lawful  claim  is  later 
established,  the  market  administrator 
shall  make  such  payment  from  the  pro- 
ducer settlement  fund  to  the  handler  or 
to  the  lawful  claimant  as  the  case  may 
be:  Provided,  further.  That  if  not  later 
than  the  date  when  such  payment  is 
required  to  be  made,  legal  proceedings 
have  been  instituted  by  the  handler  for 
the  purpose  of  administrative  or  judicial 
review  of  the  market  administrators 
finding  upyon  verification  as  provided 
above,  such  payment  shall  be  made  to 
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the  producer-settlement  fund  and  shall 
be  held  in  reserve  until  such  time  as  the 
above-mentioned  proceedings  have  been 
completed,  or  until  the  handler  submits 
proof  to  the  market  administrator  that 
the  required  payment  has  been  made  to 
the  producer  or  a.ssociation  of  producers, 
in  which  latter  event  the  payment  shall 
be  refunded  to  the  handler. 

<b>  Transportation  and  location  dif- 
ferentials. The  uniform  price  at  any 
plant  shall  be: 

(1)  Plus  or  minus  the  differential 
shown  in  column  B  of  the  schedule  con- 
tained in  §  927.5  (O  for  the  zone  of  the 
plant  In  effect  pursuant  to  §  927.5  (c) ; 
and 

(2)  Plus  the  differentials,  if  any.  ap- 
plicable pursuant  to  §  927.7  (a)  l6)  plus 
five  cents. 

(c)  Butterfat  differential.  The  uni- 
form price  shall  be  plus  or  minus,  as  the 
case  may  be,  for  each  one-tenth  of  one 
percent  above  or  below  3.5  percent  of 
average  butterfat  content  of  milk  deliv- 
ered by  any  producer  during  any  month, 
an  amount  equivalent  to  the  average  of 
the  butterfat  differentials  determined 
pursuant  to  §  927.5  (b)  for  each  class 
weighted  by  the  pounds  of  butterfat  in 
the  milk  In  each  such  class  used  In  the 
computation  of  the  uniform  price  for  the 
preceding  month.  Such  differential  shall 
be  computed  to  the  nearest  even  tenth 
of  a  cent. 

S  927.9  Producer  settlement  fund  and 
its  operation.  The  market  administrator 
shall  establish  and  maintain  a  separate 
fund  known  as  "the  producer  settlement 
fund"  into  which  he  shall  deposit  all 
payments  and  out  of  which  he  shall  make 
all  payments  pursuant  to  this  section. 

(a)  Handler's  accounts.  The  market 
administrator  shall  establish  an  account 
for  each  handler  who  is  required  to  make 
payments  to  the  producer  settlement 
fund  or  who  received  payments  from 
the  producer  settlement  fund.  After 
computing  the  uniform  price  and  each 
handler's  pool  debit  or  credit  each  month, 
and  at  such  times  as  he  deems  appropri- 
ate, the  market  administrator  shall  ren- 
der each  handler  a  statement  of  his  ac- 
count showing  the  debit  or  credit  balance, 
together  with  all  debits  or  credits  entered 
on  such  handler's  account  since  the  pre- 
vious statement  was  rendered. 

<b)  Payment  to  the  producer  settle- 
ment fund.  On  or  before  the  18th  day 
of  each  month  each  handler  shall  make 
full  payment  of  the  debit  balance,  if  any, 
of  such  handler  shown  on  the  last  state- 
ment of  account  rendered  pursuant  to 
paragraph  (a>  of  this  section. 

(c)  Payments  out  of  producer  settle- 
ment fund.  On  or  before  the  20th  day 
of  each  month  the  market  administrator 
shall  make  payment  to  each  handler  of 
the  credit  balance,  if  any,  of  such  handler 
shown  on  the  last  statement  of  account 
rendered  pursuant  to  paragraph  (a)  of 
this  section.  If.  at  any  such  time,  the 
balance  in  the  producer  settlement  fund 
Is  insufiflcient  to  make  full  payment  due 
to  each  handler,  the  market  administra- 
tor shall  reduce  uniformly  the  payments 
to  each  handler  and  shall  complete  such 
payments  as  soon  as  the  necessary  funds 
are  available.  No  handler  who,  on  the 
25th  day  of  the  month,  has  not  received 


such  payments  in  full  from  the  market 
administrator  shall  be  deemed  to  be  in 
violation  of  §  927.8,  if  he  reduces  his  total 
payments  to  producers  for  milk  delivered 
by  such  producers  during  the  preceding 
month  by  not  more  than  the  amount  of 
the  reduction  in  payment  from  the  pro- 
ducer settlement  fund. 

<dt  Handlers'  pool  debit  or  credit. 
After  computing  the  uniform  price  for 
each  month,  the  market  administrator 
shall  compute  each  handler's  pool  debit 
or  F>ool  credit  as  follows: 

(1)  Add  to  each  handler's  net  pool 
obligations  the  value  of  his  Class  I-C 
milk  at  the  uniform  price. 

(2)  Multiply  the  quantity  of  milk  re- 
ceived by  each  handler  from  producers 
by  the  uniform  price. 

(3)  If  the  result  obtained  in  subpara- 
graph (2)  of  this  paragraph  is  less  than 
the  result  in  subparagraph  il»  of  thi.s 
paragraph,  the  difference  shall  be  entered 
on  the  handler's  producer  settlement 
fund  account  as  such  handler's  pool  debit. 

(4)  If  the  result  obtained  in  subpara- 
graph (2)  of  this  paragraph  is  greater 
than  the  result  In  subparagraph  (1)  of 
this  paragraph,  the  difference  shall  be 
entered  on  the  handler's  producer  settle- 
ment fund  account  as  such  handler's  pool 
credit. 

(e)  Adjustments  of  errors  in  pay- 
ments. Whenever  verification  by  the 
market  administrator  of  reports  or  pay- 
ments of  any  handler  discloses  errors 
made  In  payments  to  or  from  the  pro- 
ducer settlement  fund,  the  market  ad- 
ministrator shall  debit  the  handler's  pro- 
ducer settlement  fund  account  for  any 
unpaid  amount.  Whenever  verification 
discloses  that  payment  Is  due  from  the 
market  administrator  to  any  handler, 
the  market  administrator  shall  credit 
the  handler's  producer  settlement  fund 
account  for  any  such  amount. 

(f)  Cooperative  payments.  Any  co- 
operative a.ssociation  of  producers  may 
apply  to  the  Secretary  for  a  determina- 
tion of  its  qualifications  to  receive  pay- 
ments pursuant  to  this  paragraph  by 
lea.son  of  its  having  and  exercising  full 
authority  In  the  sale  of  the  milk  of  its 
members;  arranging  for  and  supplying, 
in  a  manner  commensurate  with  the 
marketing  capacity  of  the  several  types 
of  cooperative  associations  designated  in 
this  paragraph,  in  times  of  short  supply. 
Cla.ss  I  milk  to  the  marketing  area;  se- 
curing utilization  of  milk,  in  times  of 
long  supply,  in  a  manner  to  assure  the 
greatest  possible  return  to  all  producers; 
having  its  entire  activities  under  the  con- 
trol of  its  members;  and  complying  with 
all  provisions  of  this  order  applicable 
to  it. 

After  the  Secretary  has  determined 
any  cooperative  to  be  qualified  to  receive 
payments  pursuant  to  this  paragraph, 
such  cooperative  shall,  from  time  to  time. 
as  requested  by  the  market  adminis- 
trator, make  reports  to  the  market  ad- 
mini.stralor  with  respect  to  services 
rendered  to  the  market  and  the  use  of 
the  sums  received  under  this  paragraph. 
Whenever  the  market  administrator  has 
reason  to  believe  that  any  cooperative 
qualified  by  the  Secretary  is  failmg  to 
perform  the  obligations  covered  by  the 
payments  under  this  paragraph,  he  shall 
suspend  and  hold  in  reserve  such  pay- 
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ments.  notifying  the  Secretary  and  the 
cooperative  of  his  action  and  the  reasons 
therefor.  Such  suspended  payments 
shall  be  held  in  reserve  until  the  Sec- 
retary has.  after  hearing,  dl.-^quallfled 
such  cooperative  or  ruled  upon  the  per- 
formance of  the  cooperative  and  either 
ordered  the  saspended  payments  to  be 
paid  to  the  cooperative  in  whole  or  In 
part  or  disqualified  the  cooperative.  In 
which  event  the  balance  of  payments 
held  In  reserve  shall  be  returned  to  the 
producer  settlement  fund. 

The  market  administrator  shall  make 
the  payments  authorized  by  this  para- 
graph, or  ls.sue  credit  therefor,  out  of  the 
producer  settlement  fund  on  or  before 
the  25th  day  of  each  month,  subject  to 
verification  of  the  reports  upon  which 
such  payment  is  based.  Such  payments 
shall  be  made  to  each  cooperative  as- 
sociation of  producers  under  the  follow- 
ing conditions  and  at  the  following  rates: 
(1)  Three-quarters  of  one  cent  per 
htmdredweight  of  milk  received  from 
producers  at  any  handler's  plant  which 
was  caused  to  be  delivered  from  its  mem- 
bers by  such  associations  and  on  which 
such  handler  has  made  the  reports  and 
payments  required  by  this  order; 

(2>  Except  as  set  forth  in  subpara- 
graph (3)  of  this  paragraph,  two  cents 
per  hundredweight  of  milk  received  from 
producers  at  plants  of  other  complying 
handlers  which  was  reported  and  col- 
lected for  by  such  association;  and 

<3)  Pour  cents  per  hundredweight  of 
milk  received  from  producers  at  plants 
operated  by  such  association  and.  if.  In 
addition  to  the  other  qualifications,  such 
a.ssociation  has  been  determined  by  the 
Secretary  to  have  sufiBclent  plant  ca- 
pacity to  receive  all  the  milk  of  producers 
who  are  members  and  to  be  willing  and 
able  to  receive  milk  from  producers  not 
members,  four  cents  per  hundredweight 
of  milk  received  from  producers  which 
was  caused  by  it  to  be  delivered  to  any 
other  complying  handler  and  which  Is 
reported  and  collected  for  by  such  as- 
sociation. 

<e)  Storage  cream  payments,  fl)  For 
milk  received  from  producers  which  Is 
classified  as  Class  III  pursuant  to  §  927.4 
(a)  (5)  (ii)  the  butterfat  from  which  Is 
subsequently  assigned  In  accordance 
with  the  provisions  of  the  rules  and  reg- 
ulations Issued  bj^  the  market  adminis- 
trator pursuant  to  §  927.4  (b>  to  sour 
cream  or  reconstituted  cream  shipped 
to,  received  In.  or  distributed  in  the 
marketing  area,  or  Is  not  established 
to  have  been  otherwise  utilized,  or  to 
be  still  In  storage,  the  handler  required 
to  file  reports  pursuant  to  §  927.6  (O 
shall  pay  to  the  producer  settlement  fund 
or  be  Issued  debits  against  balances  due 
to  such  handler  from  the  producer  settle- 
ment fund  an  amount  equal  to  9  cents  per 
pound  of  butterfat  If  the  milk  was  sepa- 
rated In  the  months  of  March  through 
July,  and  10  cents  per  pound  of  butterfat 
If  the  milk  was  separated  In  the  months 
of  August  through  February:  Provided. 
That  for  butterfat  In  such  milk  separated 
In  the  months  of  April  through  July  1949, 
the  payment  shall  be  no  greater  than  an 
amount  computed  as  follows:  multiply  by 
10  the  Class  II  butterfat  differential  for 
the  month  when  the  butterfat  was  uti- 
lized  In   sour   cream   or   reconstituted 
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cream,  subtract  4  cents,  and  subtract  10 
times  the  butterfat  differential  for  Class 
ni  for  the  month  during  which  the 
cream  was  separated. 

(2)  On  the  basis  of  reports  pursuant 
to  §  927.6  (c)  (2)  of  the  utilization  of 
frozen  cream  which  cream  was  separated 
from  milk  received  from  producers,  and 
the  market  administrator's  Investigation 
and  audit  of  such  reports,  the  market  ad- 
ministrator shall  make  payment  oiit  of 
the  producer  settlement  fund  to  the  han- 
dler filing  such  reports,  or  issue  credit 
against  balances  due  from  such  handler 
to  the  producer  settlement  fund,  an 
amount  equal  to  and  under  conditions  set 
forth  in  subdivision  (1)  and  (II)  of  this 
subparagraph. 

'  i )  For  cream  which  was  separated  In 
the  months  of  April  through  September 
and  was  assigned,  in  accordance  with  the 
provisions  of  the  rules  and  regulations 
Issued  by  the  market  administrator  pur- 
suant to  §927.4  (b).  to  butter  in  the 
months  of  January  through  March,  an 
amount  per  pound  of  butterfat  equal  to 
the  butter-cheese  adjustment. 

(ii)  For  cream  which  was  separated 
In  the  months  of  April  through  July  1949 
and  was  assigned,  in  accordance  with  the 
provisions  of  the  rules  and  regulations 
Issued  by  the  market  administrator  pur- 
suant to  §927.4  <b),  after  July  1949  to 
products  other  than  sour  cream  or  recon- 
stituted cream  shipped  to.  received  in.  or 
distributed  In  the  marketing  area,  or 
other  than  to  butter  In  the  month  of 
January  through  March,  any  amount  by 
which  the  butterfat  vilue  used  in  com- 
puting the  Class  III  price  for  the  month 
in  which  the  butterfat  was  assigned  is 
lower  than  the  butterfat  value  used  In 
computing  Class  III  price  for  the  month 
in  which  the  milk  was  separated:  Pro- 
vided, That  the  amount  per  pound  of 
butterfat  shall  be  no  greater  than  the 
butter-cheese  adjustment. 

(h)  Payments  for  milk  or  milk  prod- 
ucts from  other  than  producer  sources. 
(1)  Payment  shall  be  made  by  handlers 
to  producers,  through  the  producer-set- 
tlement fund,  for  milk,  fluid  milk  prod- 
ucts, cultured  or  flavored  milk  drinks. 
cream,  fluid  cream  products,  or  skim 
milk,  which  milk  or  milk  product  meets 
each  of  the  following  provisions: 

(i>  It  was  derived  from  milk  received 
at  some  plant  from  dairy  farmers  (other 
than  the  handler  operating  such  plant) 
who  are  not  producers; 

(ii)  It  was  received  at  a  plant  In.  or 
delivered  to  a  purchaser  in  the  marketing 
area,  or  was  received  at  a  pool  plant  out- 
side the  marketing  area  and  assigned 
either  to  shipments  to  the  marketing 
area  of  milk,  fiuid  milk  products,  cul- 
tured or  flavored  milk  drinks,  cream, 
fluid  cream  products,  or  skim  milk,  or  to 
plant  loss;  and 

(iii)  The  milk  or  milk  equivalent  of  the 
butterfat  Is  classified  as  Class  I-A  or 
Cla.ss  II,  or  the  skim  milk  is  subject  to  the 
fluid  skim  differential. 

(2)  The  amount  of  payment  for  the 
products  set  forth  in  subparagraph  (1) 
of  this  paragraph  shall  be  as  follows: 

(1)  If  the  milk,  or  the  milk  equivalent 
of  the  butterfat,  or  the  skim  milk  Is 
classified  and  paid  for  under  another  or- 
der Issued  pursuant  to  the  act,  the 
amount  of  payment  on  such  products  ex- 
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cept  skim  milk  shall  be  any  plus  amount 
obtained  by  subtracting  the  value  of  the 
milk  or  the  milk  equivalent  of  the  but- 
terfat at  the  class  price  or  prices  under 
such  order  from  the  value  computed  In 
accordance  with  the  classification  and 
pricing  set  forth  herein.  The  amount  of 
payment  on  skim  milk  shall  be  an 
amount  computed  pursuant  to  §  927  5 
(e). 

(il)  If  the  milk  or  milk  products  la 
derived  from  milk  the  handling  of  which 
Is  not  regulated  by  another  order  Issued 
pursuant  to  the  act,  the  amount  of  pay- 
ment shall  be  as  follows:  For  milk,  fluid 
milk  products,  or  for  cultured  or  flavored 
milk  drinks  containing  3.0  percent  or 
more  but  not  more  than  5.0  percent  of 
butterfat.  the  difference  between  the 
value  of  such  milk,  fluid  milk  products, 
or  cultured  or  flavored  milk  drinks  at 
the  Class  I-A  price  in  the  201-210  mile 
zone  and  the  Class  HI  price  in  the  201- 
210  mile  zone;  for  cream,  fluid  cream 
products,  or  for  cultured  or  flavored  milk 
drinks  containing  less  than  3.0  percent 
or  more  than  5.0  percent  of  butterfat.  the 
difference  between  the  value  of  the  milk 
equivalent  of  such  cream,  or  milk  drinks 
at  the  Class  II  price  and  at  the  value 
computed  at  the  Class  ni  price  (milk 
equivalent  in  each  case  to  be  computed  on 
the  basis  of  milk  containing  3  5  percent  <^ 
butterfat) ;  and  for  skim  milk  (either  as 
skim  milk  or  in  cultured  or  flavored  milk 
drinks) ,  the  amount  computed  pursuant 
to  §927.5  (e). 

(ill)  In  the  event  that  the  source  of 
such  milk  or  milk  product  is  not  re- 
vealed, the  amount  of  the  payment  shall 
be  as  follows:  On  mijk,  fluid  milk  prod- 
ucts, or  cultured  or  flavored  milk  drinks 
containing  3.0  percent  or  more  but  not 
more  than  5.0  percent  of  butterfat.  the 
value  at  the  Class  I-A  price  in  the  201- 
210  mile  zone;  on  cream,  fluid  cream 
products,  or  cultured  or  flavored  milk 
drinks  containing  less  than  3  0  percent 
or  more  than  5.0  percent  of  butterfat, 
the  value  of  the  milk  equivalent  of  such 
product  at  a  rate  per  htmdredweight 
computed  pursuant  to  §  927.5  ^a)  (4)  (i) 
(milk  equivalent  to  be  computed  on  the 
basis  of  milk  containing  3.5  percent  of 
butterfat);  and  on  skim  milk  In  the 
form  of  fluid  skim  milk  or  cultured  or 
flavored  milk  drinks  containing  loss 
than  3.0  percent  or  more  than  5.0  per- 
cent of  butterfat,  the  value  at  a  rate  per 
hundredweight  computed  as  follows: 
Divide  the  amount  computed  pursuant  to 
5  927.5  (a)  (4)  (ii)  by  0.9125  and  add  an 
amount  computed  pursuant  to  §  927.5  (e) . 

(3»  Payment  for  any  miik  or  milk 
product  pursuant  to  this  paragraph  .«;hall 
be  made  only  once  and  shall  be  made  by 
the  appropriate  handler-  as  set  forth  In 
the  following  provisions: 

(i)  By  the  handler  first  receiving  the 
milk  or  milk  product  at  a  pool  plant 
outside  the  marketing  area; 

(ii)  By  the  handler  operating  the 
plant  where  the  milk  or  milk  product  Is 
first  received  in  the  marketing  area  if  the 
milk  or  milk  product  Is  not  received  at  a 
pool  plant  outside  the  marketing  area; 
or 

(Iii)  By  the  handler  operating  the 
plant  from  which  the  milk  or  milk  prod- 
uct was  delivered  to  a  purchaser  in  the 
marketing  area  if  such  milk  or  milk 
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product  Is  neither  received  at  a  pool 
plant  outside  the  marketing  area  nor  at 
a  plant  in  the  marketing  area. 

<4)  The  amount  due  pursuant  to  this 
paragraph  shall  be  entered  on  the  han- 
dler's account  as  a  debit  immediately 
after  the  filing  of  the  report  pursuant  to 
5  927.6  fa». 

S  927.10  Expense  of  administration — 
(a)  Payment  by  handlers.  As  his  pro 
rata  share  of  the  expense  of  administra- 
tion hereof,  each  handler  shall,  on  or 
before  the  18th  day  of  each  month,  pay 
to  the  market  administrator  a  sum  not 
exceeding  two  cents  per  hundredweight 
on  the  total  quantity  of  milk  which  was 
received  from  producers  at  plants  oper- 
ated by  such  handler,  directly  or  at  the 
Instance  of  a  cooperative  association  of 
producers,  the  exact  amount  to  be  de- 
termined by  the  market  administrator 
subject  to  review  by  the  Secretary.  This 
section  shall  not  be  deemed  to  duplicate 
any  similar  payment  by  any  handler  un- 
der an  order  issued  by  the  Commissioner 
of  Agriculture  and  Markets  of  the  State 
of  New  York,  with  respect  to  the  mar- 
keting area.  Whenever  verification  by 
the  market  administrator  discloses  an 
error  in  the  payment  made  by  any  han- 
dler, such  error  shall  be  adjusted  not 
later  than  the  date  next  following  such 
oUsclosure  on  which  payments  are  due 
pursuant  to  this  section. 

iS  927.11  Termination  of  obligations. 
The  provisions  of  this  section  shall  ap- 
ply to  any  obligation  under  this  order  for 
the  payment  of  money  irrespective  of 
when  such  obligation  arose,  except  an 
obligation  Involved  in  an  action  insti- 
tuted before  August  1.  1949,  under  sec- 
tion 8c  (15)  (A)  of  the  act  or  before  a 
court. 

(a>  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  Che 
terms  of  this  order  shall,  except  as  pro- 
vided In  paragraphs  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  on  the 
milk  Involved  In  such  obligation,  unless 
within  such  period  the  market  adminis- 
trator notifies  the  handler  in  writing  that 
such  money  h  due  and  payable.  Service 
of  such  notice  shall  be  complete  upon 
mailing  to  the  handler's  last  known  ad- 
dress, and  it  shall  contain,  but  need  not 
be  limited  to.  the  following  information: 

(1>  The  amount  of  the  obligation: 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  w.s  received  or  handled;  and 

(3>  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  pro- 
ducer's) or  association  of  producers,  or 
if  the  obligation  is  payable  to  the  market 
administrator,  the  account  for  which  it  Is 
to  be  paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  ad- 
ministrator may.  within  the  two-year 
period  provided  for  In  paragraph  (a)  of 
this  section,  notify  the  handler  In  writ- 
ing of  such  failure  or  refusal.     If  the 
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market  administrator  so  notifies  a  han- 
dler, the  said  two-year  period  with  re- 
spect to  such  obligation  shall  not  begin 
to  run  until  the  first  day  of  the  calendar 
month  following  the  month  during  which 
all  such  books  and  records  pertaining  to 
such  obligation  are  made  available  to 
the  market  administrator  or  his  repre- 
sentatives. 

<c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  "b)  of  this  section,  a 
handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  Involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion Is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  order 
shall  terminate  two  years  after  the  end 
of  the  calendar  month  during  which  the 
milk  Involved  In  the  claim  was  received 
(or  with  respect  to  storage  cream  pay- 
ments pursuant  to  5  927.9  (g).  two  years 
after  the  end  of  the  calendar  month  dur- 
ing which  such  cream  is  utilized)  If  an 
underpayment  is  claimed,  or  two  years 
after  the  end  of  the  calendar  month  dur- 
ing which  the  payment  (including  deduc- 
tion or  set-off  by  the  market  administra- 
tor) was  made  by  the  handler  If  a  refund 
on  such  payment  is  claimed,  unless  such 
handler,  within  the  applicable  periods  of 
time,  files  pursuant  to  section  8c  (15)  (A) 
of  the  act,  a  petition  claiming  such 
money. 

§  927.12  Suspension,  termination,  and 
liquidation — (a>  Continuing  obligation 
of  handlers.  Unless  otherwise  provided 
by  the  Secretary  in  any  notice  of  amend- 
ment, termination,  or  suspension  of  any 
or  all  of  the  provisions  hereof,  such 
amendment,  termination,  or  suspension 
shall  not  affect,  waive,  or  terminate  any 
right,  duty,  obligation,  or  liability  which 
shall  have  risen  or  may  thereafter  arise 
in  connection  with  any  provision  of  this 
order;  release  or  waive  any  violation  of 
this  order  occurring  prior  to  the  effective 
date  of  such  amendment,  termination,  or 
suspension;  or  affect  or  Impair  any  rights 
or  ren\edies  of  the  Secretary  or  of  any 
other  person  with  respect  to  any  such 
violations. 

(b)  Continuing  power  and  duty  of 
market  administrator.  The  market  ad- 
ministrator shall: 

(1)  Continue  in  such  capacity  until 
discharged  by  the  Secretary; 

(2)  From  time  to  time  account  for  all 
receipts  and  disbursements  and  deliver 
all  funds  or  property  on  hand,  together 
with  the  books  and  records  of  the  market 
administrator,  to  such  person  as  the  Sec- 
retary shall  direct;  and 

(3)  If  so  directed  by  the  Secretary  ex- 
ecute such  assignments  or  other  Instru- 
ments necessary  or  appropriate  to  vest 
in  such  person  full  title  to  all  funds, 
property,  and  claims  vested  In  the  mar- 
ket administrator  pursuant  hereto. 

(c)  Liquidation.  Upon  the  termina- 
tion or  suspension  hereof,  the  market  ad- 
ministrator shall,  if  so  directed  by  the 
Secretary,  liquidate  the  business  of  the 
market  administrator's  oflBce  and  dispose 
of  all  funds  and  property  then  in  his  pos- 


session or  under  his  control,  together  with 
claims  for  any  funds  which  are  unpaid 
and  owing  at  the  time  of  such  termina- 
tion or  suspension.  Any  funds  collected 
for  expenses,  pursuant  to  the  provisions 
hereof,  over  and  above  the  amounts  nec- 
essary to  meet  outstanding  obligations 
and  the  expenses  necessarily  Incurred  by 
the  market  administrator  In  liquidating 
the  business  of  the  market  administra- 
tor's ofBce  shall  be  distributed  by  the 
market  administrator  to  handlers  in  an 
equitable  manner. 

5  927.13  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any  of- 
ficer or  employee  of  the  United  States 
to  act  as  his  agent  or  representative  in 
connection  with  any  of  the  provisions 
hereof. 

Issued  at  Washington,  D.  C.  this  28th 
day  of  March  1949  to  be  effective  on  and 
after  the  1st  day  of  April  1949. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.   R.   Doc.   49-2415:    FUed.    Mar,   31.    1M9; 
8:52  a.  m.] 


Part  927— Mu-k  in  New  York  Metro- 
politan Marketing  Area 

temporary  amendment 

Pursuant  to  the  provisions  of  Order 
No.  27,  as  amended  (7  CFR,  Supps.  927.1 
et  seq.,  13  F.  R.  1396,  1641,  4342,  8734, 
14  P.  R.  791  >,  regulating  the  handling 
of  milk  in  the  New  York  metropolitan 
milk  marketing  area.  It  is  hereby  found 
and  determined  that,  in  order  to  effec- 
tuate the  terms  and  provisions  of  said 
order,  as  amended  and  as  further  amend- 
ed effective  April  1,  1949,  an  emergency 
exists  requiring  the  immediate  adoption 
of  the  temporary  amendment  issued  by 
the  Market  Administrator,  New  York 
metropolitan  milk  marketing  area  on 
March  24.  1949.  amending  the  rules  and 
regulations  <11  F.  R.  11266,  12  F.  R.  457. 
3241.  13  F.  R.  2709.  14  F.  R.  519)  here- 
tofore Issued  pursuant  to  said  order. 
Said  temporary  amendment,  annexed 
hereto  and  made  a  part  hereof,  is  here- 
by approved  to  become  effective  April 
1,  1949. 

It  Is  necessary  that  the  said  tempo- 
rary amendment  to  the  rules  and  reg- 
ulations issued  by  the  market  adminis- 
trator be  made  effective  on  April  1,  1949 
In  order  to  effectuate  the  terms  and  pro- 
visions of  the  said  order  as  amended  ef- 
fective April  1,  1949  and  to  avoid  the 
existence  of  rules  and  regulations  in- 
consistent with  provisions  of  the  order. 
The  changes  effected  by  this  amend- 
ment do  not  required  substantial  or  ex- 
tensive preparation  by  handlers  prior  to 
the  effective  date.  In  accordance  with 
sec.  4  of  the  Administrative  Procedure 
Act  (60  Stat.  237,  5  U.  S.  C.  1001-lOin. 
notice  of  proposed  rule  making,  public 
procedure  thereon,  and  publication  here- 
of 30  days  prior  to  the  effective  date 
specified  herein  are  found  to  be  im- 
practicable, unnecessary,  and  contrary 
to  the  public  interest. 

Copies  of  the  temporary  amendment 
to  the  rules  and  regulations  may  be  pro- 
cured from  the  Market  Administrator, 


Friday,  April  1,  1949 

205  East  42d  Street,  New  York,  New 
York. 

(48  Stat.  31.  670,  675;  49  Stat.  750;  60 
Stat.  246;  7  U.  S.  C.  601  et  seq.;  7  CFR, 
Supps..  927.1  et  seq..  13  F.  R.  1396,  1641, 
4342.  8734,  14  F.  R.  791) 

Done  at  Washington,  D.  C,  this  28th 
day  of  March  1949. 

[seal]  Charles  F.  Br.annan. 

Secretary  of  Agriculture. 

The  rules  and  regulations  Issued  pur- 
suant to  the  provisions  of  Order  No.  27.  as 
Bmended  (7  CFR,  Supps.  927.1  et  seq.,  13 
P.  R.  1396,  1641,  4342,  8734,  14  F.  R.  791), 
which  rules  and  regulations  became  ef- 
fective on  November  1,  1945  (10  F.  R. 
13095)  and  which  were  subsequently 
amended  effective  on  October  1,  1946, 
February  1,  1947.  June  1,  1947.  and  June 
1.  1948  (11  F.  R.  11266.  12  F.  R.  457.  3241, 
13  F.  R.  2709,  14  F,  R.  619)  are  hereby 
further  amended  as  follows: 

1.  Amend  §  927.101  as  follows: 

A.  In  paragraph  (k)  change  the  term 
"Class  II-B"  to  "Class  III,"  and  change 
the  section  reference  from  §  927.4  (c)  (5> 
to  §  927.4  (c)   (5)   (ii). 

B.  Add  new  definitions  as  follows: 

(aa)  "Fluid  milk  products"  means 
products  which  meet  the  definition  of 
inilk  as  set  forth  In  paragraph  (e>  of  this 
section,  but  to  which  are  added  Ingredi- 
ents other  than  those  derived  from  milk, 
.'.uch  ingredients  not  to  exceed  4  percent. 
This  definition  shall  not  be  deemed  to 
Include  products  that  are  Included  in 
other  definitions  In  this  section. 

ibb)  "Fluid  cream  products"  means 
products  which  meet  the  definition  of 
cream  as  set  forth  in  paragraph  (j)  of 
this  section,  but  to  which  are  added  in- 
predients  other  than  those  derived  from 
milk,  such  Ingredients  not  to  exceed  8 
percent,  which  products  are  not  subse- 
quently utilized  in  frozen  desserts.  This 
definition  shall  not  be  deemed  to  include 
products  that  are  included  in  other  defi- 
nitions in  this  section. 

2.  Amend  8  927.102  as  follows: 

A.  In  paragraph  (c»  <3t  change  the 
words  "lowest  class  price"  to  "lowest  net 
return." 

B.  In  paragraphs  (k>  (2),  (s),  (u). 
( w ) ,  (X ) .  (z) .  and  (dd )  change  the  words 
"Class  II-A"  to  "Class  II"  wherever  they 
appear. 

C.  In  paragraph  (1>  add  the  words  "or 
more  than  5  percent"  after  the  words 
'iess  than  3  percent"  wherever  they 
appear. 

D.  Amend  paragraph  (m)  to  read  as 
follows: 

(m)  Deduct  butterfat  received  In  the 
form  of  cultured  or  flavored  milk  drinks 
of  less  than  3  percent  or  more  than  5 
percent  butterfat  from  butterfat  In  cul- 
tured or  flavored  milk  drinks  of  less  than 
3  percent  or  more  than  5  percent  butter- 
fat leaving  the  plant  or  In  closing  in- 
ventories at  the  plant.  If  such  butterfat 
Is  pooled  butterfat  It  should  be  deducted, 
as  far  as  possible,  from  butterfat  In 
cultured  or  flavored  milk  drinks  of  less 
than  3  percent  or  more  than  5  percent 
butterfat  classified  as  Class  II.  If  such 
butterfat  Is  nonpooled  butterfat.  It 
should  be  deducted,  as  far  as  possible, 
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from  butterfat  In  cultured  or  flavored 
milk  drinks  of  less  than  3  p>ercent  or 
more  than  5  percent  butterfat  classified 
as  Class  HI.  Deduct  any  remaining  but- 
terfat In  opening  Inventories  or  received 
In  the  form  of  cultured  or  flavored  milk 
drinks  of  less  than  3  percent  or  more 
than  5  percent  butterfat  from  plant  loss 
and  classify  It  as  Class  II. 

E.  In  paragraph  (q)  delete  the  words 
"and  classified  as  II-B." 

F.  In  paragraph  (x)  change  the  words 
"Class  in  cheese"  to  "other  cheese,  ex- 
cept those  to  which  the  butter-cheese 
adjustment  is  applicable." 

G.  Amend  paragraph  (y)  to  read: 

(y)  Deduct  the  remaining  butterfat 
In  the  opening  Inventories  or  received 
in  the  form  of  frozen  cream  pro  rata 
from  classes  of  butterfat  leaving  the 
plant  or  In  closing  inventories  at  the 
plant  In  cream,  except  Class  II,  and  in 
Class  III  cultured  or  flavored  milk 
drinks. 

H.  In  paragraph  (cc)  add  the  words, 
"fluid  cream  products"  after  the  words 
"frozen  cream,"  change  the  term  "Class 
II-A'  to  "Class  II,"  and  change  the  term 
"Class  III  cheese"  to  "other  cheese,  ex- 
cept those  to  which  the  butter-cheese  ad- 
justment Is  applicable." 

I.  In  paragraphs  (ee),  (ff),  (kk),  and 
(11)  add  the  words  "but  not  more  than 
5  percent  butterfat"  after  the  words  "3 
percent  butterfat  or  more"  wherever 
they  appear. 

J.  In  paragraph  (Jj)  add  the  follow- 
ing: 

(15)  Fluid  cream  products,  2.5  percent. 

K.  In  paragraph  (pp)  delete  the  fol- 
low^ing:  "Classification  of  butterfat  de- 
ducted pursuant  to  paragraph  (q)  of 
this  section  may  be  interchanged  with 
the  butterfat  deducted' pursuant  fo  para- 
graph (nn)  of  this  section  from  the  same, 
products  covered  by  paragraph  (q)  of' 
this  section  or  with  the  classification  of 
butterfat  In  receipts  from  dairy  farmers 
classified  on  the  basis  of  products  cov- 
ered by  paragraph  (q)  of  this  section." 

3.  Amend  §  927.103  as  follows: 

A.  In  the  section  heading  change  the 
words  "butterfat  and  skim  milk  classes" 
to  "butterfat  classes  and  skim  milk  uses." 

B.  Delete  the  sentence  Just  prior  to 
paragraph  (a). 

C.  Delete  paragraphs  (a)  and  (b). 

D.  Amend  paragraph  (c)  (1)  by 
changing  the  period  to  a  comma  and 
adding  the  following:  "separately  tabu- 
lating that  part  of  Class  III  subject  to  the 
butter-cheese  adjustment  and  that  part 
of  Class  III  not  subject  to  the  butter- 
cheese  adjustment." 

E.  Amend  paragraph  (c)  (2)  to  read 
as  follows: 

(2)  Butterfat  received  In  the  form  of 
non  pooled  cream  shall  be  assigned  pro 
rata  as  far  as  possible  to  Class  I-B,  Class 
I-C,  Class  m  not  subject  to  the  butter- 
cheese  adjustment  and  Class  ni  subject 
to  the  butter-cheese  adjustment  which 
have  been  tabulated  pursuant  to  sub- 
paragraph (1)  of  this  paragraph.  Any 
remaining  non  pooled  butterfat  shall  be 
assigned  to  Class  II  as  far  as  possible  and 
then  to  Class  I-A. 
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F.  Amend  paragraph  (d)  (1)  by 
changing  the  period  to  a  comma  and 
adding  the  words  "separately  tabulating 
that  part  of  Class  III  subject  to  the 
butter-cheese  adjustment  and  that  part 
of  Class  in  not  subject  to  the  butter- 
cheese  adjustment." 

G.  Amend  paragraph  (d)  (2)  to  read 
as  follows: 

(2)  Butterfat  received  In  the  form  of 
non  pooled  milk,  including  non  pooled 
milk  from  dairy  farmers,  shall  be  as- 
signed pro  rata  as  far  as  possible  to  Class 
I-B.  Class  I-C.  Class  III  not  subject  to 
the  butter-cheese  adjustment  and  Cla.ss 
III  subject  to  the  butter-chee.se  adjust- 
ment which  have  been  tabulated  pur- 
suant to  subparagraph  <1)  of  this  para- 
graph. Any  remaining  non  pooled  but- 
terfat shall  be  assigned  to  Class  n  as  far 
as  possible  and  then  to  Class  x-A. 

H.  Amend  paragraph  (e)  to  read  as 
follows : 

(e)  Skim  milk.  (1)  Pooled  skim  milk 
(including  exempt  skim  milk)  shall  be 
assigned  as  far  as  possible  to  skim  milk 
subject  to  the  fiuid  skim  differential. 

(2)  Exempt  skim  milk  shall  be  as- 
signed pro  rata  to  skim  milk  subject  to 
the  fluid  skim  differential  and  skim  milk 
not  subject  to  the  fluid  skim  differential. 

(3»  Pooled  skim  milk  from  separate 
sources  may  be  assigned  at  the  option  of 
the  handler  or  handlers  involved  to 
either  the  skim  milk  subject  to  the  fluid 
skim  differential  or  to  the  skim  milk  not 
subject  to  the  fluid  skim  differential 
after  the  assignment  pursuant  to  sub- 
paragraph ^2)   of  this  paragraph. 

4.  Amend  §  927.104  as  follows: 

A.  Change  the  term  "Class  II-A"  to 
"Class  n"  wherever  It  appears. 

B.  Delete  the  sentence  which  reads: 
"Butterfat  in  opening  Inventories  of 
plain  condensed  milk  that  Is  allocated 
to  butterfat  In  closing  inventories  of 
plain  condensed  milk  shall  be  classlfled 
as  Class  II-B." 

6.  Amend  §  927.105  as  follows: 

A.  In  paragraph  (c)  (3)  add  the  words 
"or  more  than  5  percent"  after  the  words 
"less  than  3  percent." 

B.  In  paragraph  (c)  (5)  change  the 
term  "Class  IV-B  cheeses"  to  "cheeses 
subject  to  the  butter-cheese  adjustment ' 
wherever  such  term  appears. 

C.  In  paragraph  (c)  (6)  change  the 
term  "Class  III  cheeses"  to  "cheeses 
other  than  cream  cheese  and  cheeses 
subject  to  the  butter-cheese  adjust- 
ment" wherever  the  term  appears. 

D.  In  paragraph  (c)  (8)  change  the 
words  "the  sources  of  such  butterfat  as 
a  receipt  of  milk  from  producers"  to 
"the  place  and  time  of  separation." 

6.  Amend  §  927.106  as  follows:  Change 
the  words  "Class  HI  or  Class  IV-B 
cheeses"  to  "cheeses  other  than  cream 
cheese." 

7.  Amend  8  927.107  as  follows: 

A.  Amend  paragraph  (b>  to  read  as 
follows : 

(b)  Remaining  butterfat  received  or 
In  the  opening  Inventories  In  the  form 
of  frozen  cream  which  frozen  cream  was 
obtained  from  milk  separated  In  the 
months  of  April  through  September  shall 
be  pro  rated  to  uses  of  butterfat  In  tha 
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form  of  frozen  cream  as  determined 
pursuant  to  §927.102  (v).  (w),  (x).  (y), 
(z»,  and  ^aa).  The  total  butterfat  de- 
rived from  milk  separated  In  each  of  the 
months  shall  be  pro  rated  separately. 

B.  In  paragraph  (c)  change  the 
words  "received  from  producers"  to 
"separated," 

Issued  this  24th  day  of  March  1949. 

C.  J.  Blanford. 
Market  Administrator. 

[F    R.    Doc.    49-2418:    Piled,   Mar.    31,    1949; 
8:52  a.  m.l 


Part  934— Milk  in  Lowell-Lawrencx, 
Mass.,  Marketing  Area 

order,  amending  order,  as  amended, 
regitlatinc  handling 
Sec. 
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934  1       Definitions. 

934.2  Market  administrator. 

934.3  Classification  of  milk  and  milk  prod- 

ucts. 

934.4  Assignment   of  recelpta  from  other 

plants. 
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934.7  Composite  prices  to  producers. 
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934.10  Expense  of  administration. 

934.11  Effective  time,  suspension,  and  ter- 

mination. 

734.12  Agents. 

934.13  Termination  of  obligation. 

Authoritt:  §§  934.0  to  934.13  Issued  under 
48  Stat.  31.  as  amended;  7  U.  S.  C.  601  et 
seq.:  sec.  102  Reorg.  Plan  1  of  1947,  12  F.  R. 
4534. 

§  934.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  of  each  of 
the  previously  issued  amendments  there- 
to; and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
afiBrmed  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure,  ^s 
amended,  governing  the  formulation  of 
marketing  agreements  and  orders  (7 
CFR,  Supps.  900.1  et  seq.  >,  a  public 
hearing  was  held  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Lowell-Lawrence.  Massachu- 
setts, marketing  area.  Upon  the  basis 
of  the  evidence  introduced  at  such  hear- 
ing and  the  record  thereof,  it  is  found 
that: 

(1)  The  said  order  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as    amended    and    as    hereby    further 


amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8 
(e)  of  the  act  are  not  reasonable  In  view 
of  the  price  of  feeds,  available  supplies 
of  feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors, insure  a  sufllclent  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  public 
interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b)  Additional  findings.  (1)  It  is  nec- 
essary to  make  the  present  amendment  to 
the  said  order,  as  amended,  effective  not 
later  than  April  1.  1949  to  refiect  current 
marketing  conditions.  Any  further  de- 
lay in  the  effective  date  of  this  order, 
amending  the  said  order,  as  amended, 
will  seriously  disrupt  the  orderly  market- 
ing of  milk  for  the  Lowell-Lawrence, 
Massachusetts,  marketing  area.  The 
changes  effected  by  this  order,  amending 
the  order!  as  amended,  do  not  require  of 
persons  affected  substantial  or  extensive 
preparation  prior  to  the  effective  date. 
In  view  of  the  foregoing  it  is  imprac- 
ticable, unnecessary,  and  contrary  to  the 
public  interest  to  delay  the  effective  date 
of  this  order  for  30  days  after  its  publitja- 
tion  (sec.  4  (c).  Administrative  Proce- 
dure Ack  Pub.  Law  404,  79th  Cong..  60 
Stat.  237). 

(c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  coop- 
erative associations  of  producers  who  are 
not  engaged  in  processing,  distributing, 
or  shipping  the  milk  covered  by  this 
order,  as  amended,  and  as  hereby  further 
amended)  of  more  than  50  percent  of 
the  volume  of  milk  covered  by  this  order, 
as  amended,  and  as  hereby  further 
amended,  which  is  marketed  within  the 
Lowell-Lawrence.  Massachusetts,  mar- 
keting area,  refused  or  failed  to  sign  the 
propo.sed  marketing  agreement  regulat- 
ing the  handling  of  milk  in  the  Lowell- 
Lawrence,  Massachusetts,  marketing 
area,  and  it  Is  hereby  further  determined 
that: 

(1)  The  refusal  of  .such  handlers  to 
sign  said  proposed  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  act; 

(2)  The  issuance  of  this  order  further 
amending  the  order,  as  amended,  is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act.  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  in  the  Lowell- 
Lawrence.  Massachusetts,  marketing 
area; 

(3) -The  issuance  of  this  order  further 
amending  the  order,  as  amended,  is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers,  who  during  the  deter- 


mined representative  period  (October 
1948)  were  engaged  in  the  production  of 
milk  for  sale  in  the  Lowell-Lawrence, 
Massachusetts,  marketing  area. 

Order  Relative  to  Handling 

It  is  hereby  ordered.  That  on  and  after 
the  effective  date  hereof,  the  handling 
of  milk  in  the  Lowell-Lawrence,  Massa- 
chusetts, marketing  area  shall  be  In  con- 
formity to  and  in  compliance  with  the 
terms  and  conditions  of  the  aforesaid 
order,  as  amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  to 
read  as  follows: 

§  934.1  Definitions.  The  following 
words  and  phrases  shall  have  the  follow- 
ing meanings  unless  the  context  requires 
otherwise : 

(a)  General.  (D  "Act"  means  Pub- 
lic Act  No.  10.  73d  Congress,  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended: 

(2)  "Lowell-Lawrence.  Massachusetts, 
marketing  area",  also  referred  to  as  the 
"marketing  area",  means  the  territory 
included  within  the  boundary  lines  of 
the  following  Massachusetts  cities  and 
towns: 

Andover.  Billerlca.  Chelmsford,  Dracut 
Lawrence,  Lowell,  Methuen,  North  Andover, 
Tewksbury.  Tyngsboro,  Westford. 

(3)  "Boston  order"  an(J  "New  York 
order"  mean  the  respective  orders,  as 
amended,  issued  by  the  Secretary,  regu- 
lating the  handling  of  milk  in  the  Great- 
er Boston.  Ma.ssachusetts.  marketing 
area,  and  the  New  York  metropolitan 
marketing  area. 

(4 )  "Month"  means  a  calendar  month. 

(b)  Persons.  (1)  "Person"  means  any 
individual,  partnership,  corporation,  as- 
sociation, or  any  other  business  unit. 

(2)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  officer  or  employee  of  the  United 
States  who  is,  or  who  may  hereafter  be. 
authorized  to  exercise  the  powers  and 
perform  the  duties  of  the  Secretary  of 
Agriculture. 

(3)  "Dairy  farmer"  means  any  person 
who  delivers  milk  of  his  own  production 
to  a  plant,  except  a  producer-handler 
with  respect  to  his  deliveries  in  packaged 
form  to  another  handler. 

(4)  "Producer"  means  any  dairy  farm- 
er who  delivers  milk  of  his  own  produc- 
tion to  a  producer  milk  plant.  The  term 
shall  also  apply  to  a  dairy  farmer  who 
ordinarily  delivers  milk  to  a  producer 
milk  plant,  with  respect  to  milk  which 
the  handler  who  operates  the  producer 
milk  plant  diverts  to  another  plant,  if 
that  handler  reports  the  milk  as  received 
from  a  producer  and  as  moved  to  the 
other  plant.  The  term  shall  not  apply 
to  a  dairy  farmer  who  is  a  producer  un- 
der the  Boston  order,  with  respect  to 
milk  diverted  from  the  plant  subject  to 
that  order  to  which  the  dairy  farmer  or- 
dinarily delivers. 

(5)  "Association  of  producers"  means 
any  cooperative  marketing  association 
which  the  Secretary  determines  to  be 
qualified  pursuant  to  the  provisions  of 
the  act  of  Congress  of  February  18,  1922, 
known  as  the  "Capper-Volstead  Act ", 
and  to  be  engaged  in  making  collective 
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sales  or  marketing  of  milk  or  its  products 
for  the  producers  thereof. 

(6)  "Handler"  means  any  person  who 
engages  In  the  handling  of  milk  or  other 
fluid  milk  products  which  are  received  at 
any  plants  from  which  fluid  milk  products 
are  disposed  of,  directly  or  indirectly,  In 
th?  marketing  area. 

(7)  "Producer-handler"  means  any 
person  who  is  both  a  handler  ahd  a  dairy 
f:,nner,  and  who  receives  no  milk  from 
rther  dairy  farmers  except  producer- 
handlers. 

(c)  Plants.  (1)  "Receiving  plant" 
means  any  plant  currently  used  for  re- 
ceiving, weighing  or  measuring,  sampling, 
and  cooling  milk  received  there  directly 
from  dairy  farmers'  farms  and  for  wash- 
ing and  sterilizing  the  milk  cans  in  which 
.«>uch  milk  is  received,  and  at  which  are 
currently  maintained  weight  sheets  or 
other  records  of  dairy  farmers'  deliveries. 

(2)  "Producer  milk  plant"  means  any 
receiving  plant  which  Is  also  a  regulated 
plant,  except  the  plant  of  a  producer- 
handler. 

(3)  "Regulated  plant"  means  any 
plant  from  which  fluid  milk  products 
which  are  classified  as  Class  I  milk  are 
disposed  of,  directly  or  indirectly,  in  the 
marketing  area,  except  a  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders  or  a 
plant  located  outside  the  New  England 
States  and  New  York. 

(4)  "City  plant"  means  Rny  plant 
which  Is  located  within  20  miles  of  the 
City  Hall  In  Lowell  or  Lawrence. 

•  5>  "Country  plant"  means  any  plant 
which  Is  located  beyond  20  miles  of  the 
City  Halls  In  Lowell  and  Lawrence. 

(d)  Milk  and  milk  vroducts.  (1)  "Milk" 
means  the  commodity  received  from  a 
dairy  farmer  at  a  plant  as  cow's  milk. 
The  term  al.so  Includes  milk  so  received 
which  later  has  its  butterfat  content  ad- 
justed to  at  least  one-half  of  1  percent 
but  less  than  16  percent,  frozen  milk, 
and  reconstituted  milk. 

(2)  "Cream"  means  that  portion  of 
milk,  containing  not  less  than  16  percent 
of  butterfat,  which  rises  to  the  surface 
of  milk  on  standing,  or  is  separated  from 
it  by  centrifugal  force.  The  term 
"cream"  also  includes  sour  cream, 
froeen  cream,  and  milk  and  cream  mix- 
tures containing  16  percent  or  more  of 
butterfat. 

(3)  "Skim  milk"  means  that  fluid 
product  of  milk  which  remains  after  the 
removal  of  cream,  and  which  contains 
le.ss  than  one-half  of  1  percent  of  but- 
terfat. 

(4)  "Fluid  milk  products"  means  milk, 
flavored  milk,  cream,  skim  milk,  flavored 
.'^kim  milk,  cultured  .«;kim  milk,  and  but- 
termilk, either  Individually  or  collec- 
tively. 

5  934.2  Market  administrator— (a) 
Designation.  The  agency  for  the  admin- 
is'ration  of  this  order  shall  be  a  market 
administrator  who  shall  be  a  person  se- 
lected by  the  Secretary.  Such  person 
shall  be  entitled  to  such  compensation 
as  may  be  determined  by,  and  shall  be 
subject  to  removal  at  the  discretion  of, 
the  Secretary. 

(b)  Powers.     The   market    adminis- 
trator shall  have  the  following  powers 
with  respect  to  this  order: 
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<1)  To  administer  Its  terms  and  pro- 
visions ; 

(2)  To  make  rules  and  regulations  to 
eflfectuate  Its  terms  and  provisions; 

(3)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  viola- 
tions of  Its  terms  and  provisions;  and 

(4)  To  recommend  to  the  Secretary 
amendments  to  It. 

(c)  Duties.  The  market  administra- 
tor, in  addition  to  the  duties  described  in 
the  other  sections  of  this  order,  shall: 

di  Within  45  days  following  the  date 
upon  which  he  enters  upon  his  duties,  ex- 
ecute and  deliver  to  the  Secretary  a  bond 
conditioned  upon  the  faithful  perform- 
ance of  his  duties,  in  an  amount  and  with 
sureties  thereon  satisfactory  to  the  Sec- 
retary; 

(2)  Pay,  out  of  the  funds  provided  by 
5  934.10.  the  cost  of  his  bond,  his  own 
compensation,  and  all  other  expenses 
necessarily  incurred  In  the  maintenance 
and  functioning  of  his  office; 

<3>  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  In  this  order  and  surrender  the 
same  to  his  successor,  or  to  such  other 
person  as  the  Secretary  may  designate; 

(4)  Unless  otherwise  directed  by  the 
Secretary,  publicly  disclose,  within  30 
days  after  such  nonperformance  becomes 
known  to  the  market  administrator,  the 
name  of  any  person  who,  within  2  days 
after  the  date  on  which  he  is  required  to 
perform  such  acts,  has  not 

<1)  Made  reports  pursuant  to  5  934.5 
or 

(in  Made  payments  pursuant  to 
§  934.8:  and  may  at  any  time  thereafter 
so  disclose  any  such  name  If  authorized 
by  the  Secretary  to  do  so: 

(5>  Prepare  and  disseminate  for  the 
benefit  of  producers,  consumers,  and 
handlers,  statistic?;  and  Information  con- 
cerning the  operation  of  this  order;  and 

(6)  Promptly  verify  the  Information 
contained  In  the  reports  submitted  by 
handlers. 

i  934.3  Classification  of  milk  and  milk 
products — (a)  Classes  of  utilization.  All 
miik  received  from  producers,  and  all 
other  milk  and  milk  products  which  it 
Is  necessary  to  classify  in  order  to  clas- 
sify milk  received  from  producers,  shall 
be  classified  in  accordance  with  this  sec- 
tion. Subject  to  the  other  paragraphs 
of  this  section,  the  classes  of  utilization 
shall  be  as  follows: 

(1)  Class  I  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  is  not 
established  as  Class  II  milk. 

(2)  Class  n  milk  shall  be  all  fluid  milk 
products  the  utilization  of  which  is  es- 
tablished : 

(1)  As  being  sold,  distributed,  or  dis- 
posed of  other  than  as  or  in  milk;  and 
other  than  as  or  in  flavored  milk  or  fla- 
vored skim  milk,  buttermilk,  or  cultured 
skim  milk,  for  human  consumption;  and 

^ii)  As  plant  shrinkage,  not  In  excess 
of  2  percent  of  the  volume  handled. 

(b)  Basis  of  classification.  (1)  Except 
as  otherwise  provided  In  this  section,  all 
fluid  milk  products  received  by  handlers 
shall  be  classified  in  accordance  with 
their  utilization  at  the  last  plant  at  which 
they  are  received  by  any  person  who 
distributes  milk  or  manufactures  milk 
products. 


(2)  Except  as  otherwise  provided  In 
§  934.4  (f),  cream  shall  be  classified  as 
Class  IT  milk  with  respect  to  each  han- 
dler who  disposes  of  it  in  the  form  of 
cream.   . 

(3)  The  burden  of  proof  rests  upon 
the  handler  who  receives  milk  from  pro- 
ducers to  account  for  the  milk,  and  to 
prove  that  it  should  not  be  classified  as 
Cla.ss  I  milk. 

(4)  If  a  handler  reports  no  Class  IT 
milk  for  a  given  month,  and  does  not  sub- 
mit a  revised  report  regarding  classifica- 
tion of  his  milk  within  one  month  after 
filing  the  original  report,  all  of  his  pro- 
ducer receipts  during  the  given  month 
shall  remain  classified  as  Class  I  milk. 

(c)  Movements  of  fluid  milk  products, 
except  cream,  between  plants.  (1)  Fluid 
miik  products,  except  cream,  which  are 
moved  from  a  handler's  plant  to  a  regu- 
lated plant  or  to  a  plant  subject  to  the 
Boston  order  shall  be  classified  as  re- 
ported by  the  handler  operating  the  ship- 
ping plant,  or.  if  he  submits  no  report, 
shall  be  classified  as  reported  by  the  han- 
dler operating  the  plant  to  which  the 
fiuid  milk  products  are  moved.  However, 
no  greater  quantity  of  fluid  milk  products 
shall  be  classified  as  Class  II  milk  under 
this  subparagraph  than  the  total  quan- 
tity of  Class  II  milk,  after  deducting  re- 
ceipts of  cream,  at  the  plant  to  which 
the  fluid  milk  products  are  moved. 

(2)  Fluid  milk  products,  except  cream, 
which  are  moved  from  a  regulated  plant 
to  any  unregulated  plant,  except  a  plant 
subject  to  the  Boston  order,  shall  be 
classified  as  Class  I  milk,  up  to  the  total 
quantity  of  the  same  form  of  fluid  milk 
products  which  is  utilized  as  Class  I  milk 
at  the  unregulated  plant. 

§  934.4  Assignment  of  receipts  from 
other  plants— (a)  Application  of  this 
section.  For  the  purpose  of  determining 
the  classification  of  milk  received  from 
producers,  all  receipts  of  milk  and  milk 
products  at  a  regulated  plant  from  any 
other  plant  shall  first  be  assigned  to  Class 
I  milk  or  Class  n  milk  In  accordance 
with  this  section. 

(b)  General  provisions.  Except  as 
otherwise  provided  in  this  section,  all 
receipts  of  fluid  milk  products  at  a  regu- 
lated plant  shall  be  assigned  to  the  class 
in  which  It  is  reported  by  the  handler 
who  operates  the  shipping  plant,  or  if 
that  handler  submits  no  report,  by  the 
handler  who  operates  the  plant  to  which 
the  fluid  milk  products  were  moved. 

<c)  Assignment  of  receipts  from  plants 
at  which  the  handling  of  milk  is  regu- 
lated under  the  Boston  or  New  York  or- 
ders. Fluid  miJk  products  received  from 
plants  at  which  the  handling  of  milk  is 
regulated  under  the  Boston  or  New  York 
orders  shall  be  assigned  to  Class  I  milk 
to  the  extent  that  the  fluid  milk  products 
so  received  are  cla.ssified  as  Class  I 
milk  under  the  Boston  order,  or  as  Cla.ss 
I-A  milk.  Class  I-B  milk,  or  Class  I-C 
milk  under  the  New  York  order.  Any 
remaining  quantity  of  such  receipts  shall 
be  assigned  to  Class  II  milk. 

(d)  Assignment  of  receipts  from  plants 
located  outside  the  New  England  States 
and  New  York.  Fluid  milk  products  re- 
ceived from  plants  located  outside  the 
New  England  States  and  New  York  shall 
be  assigned  to  Class  I  milk  if  received  in 
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the  form  of  milk,  and  to  Class  II  millc 
If  received  In  any  form  other  than  milk. 

(e)  Limitation  on  assignment  of  re- 
ceipts to  Class  II  milk.  Notwithstanding 
the  provisions  of  the  preceding  para- 
graphs of  this  section,  no  greater  quan- 
tity of  receipts  of  fluid  milk  products, 
other  than  cream,  at  any  regulated  plant 
from  other  plants  shall  be  assigned  to 
Class  II  milk  than  the  total  quantity  of 
fluid  milk  products,  other  than  cream, 
classified  as  Class  II  milk  at  the  regu- 
lated plant. 

(f)  Receipts  of  cream,  and  of  milk 
products  other  than  fluid  milk  products. 
All  receipts  of  cream,  and  of  milk  prod- 
ucts other  than  fluid  milk  products,  shall 
be  assigned  to  Class  II  milk  to  the  extent 
of  Class  II  utilization  by  the  handler, 

§  934.5  Reports  of  handlers— (a.) 
Monthly  reports  of  handlers  who  receive 
milk  from  producers.  On  or  before  the 
8th  day  after  the  end  of  each  month, 
each  handler  who  receives  milk  from 
producers  shall,  with  respect  to  the  fluid 
milk  products  received  by  the  handler 
during  the  month,  report  to  the  market 
administrator  in  the  detail  and  form 
prescribed  by  the  market  administrator, 
as  follows: 

(1)  The  receipts  of  milk  at  each  pro- 
ducer milk  plant  from  producers,  includ- 
ing the  quantity,  if  any,  received  from 
his  own  production; 

(2 »  The  receipts  of  fluid  milk  products 
at  each  plant  from  any  other  source,  as- 
signed to  classes  pursuant  to  §  934.4; 
and 

(3)  The  respective  quantities  which 
were  sold,  distributed,  or  used,  includ- 
ing sales  to  other  handlers,  classified 
pursuant  to  5  934.3. 

(b)  Reports  of  handlers  who  receive 
no  milk  from  producers.  Handlers  who 
receive  no  milk  from  producers  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  market  administrator  may  require. 

(c)  Report.'i  regarding  individual  pro- 
ducers. (1)  Within  7  days  after  a  pro- 
ducer moves  from  one  farm  to  another, 
or  starts  or  resumes  deliveries  to  a  han- 
dler's plant,  the  handler  shall  file  with 
the  market  administrator  a  report  stat- 
ing the  producer's  name  and  post  oflQce 
address,  the  date  on  which  the  change 
took  place,  and  the  farm  and  plant  loca- 
tions involved.  The  report  shall  also 
state,  if  known,  the  plant  to  which  the 
producer  has  been  delivering  imme- 
diately prior  to  starting  or  resuming 
dejiverles. 

(2)  Within  7  days  after  the  5th  con- 
secutive day  on  which  a  producer  has 
failed  to  deliver  to  a  handler's  plant,  the 
handler  shall  file  with  the  market  admin- 
istrator a  report  stating  the  producer's 
name  and  post  office  address,  the  date 
on  which  the  last  delivery  was  made, 
and  the  farm  and  plant  locations  in- 
volved. The  report  shall  also  state,  if 
known,  the  reason  for  the  producer's 
failure  to  continue  deliveries. 

<  d  >  Reports  of  payments  to  producers. 
Each  handler  who  receives  milk  from 
producers  shall  submit  to  the  market 
administrator  within  5  days  after  his  re- 
quest, made  not  earlier  than  14  days 
after  the  end  of  the  month,  his  producer 
pay  roll  for  such  month,  which  shall 
show  for  each  producer: 


(1)  The  daily  and  total  pounds  of  milk 
delivered  with  the  average  butterfat  test 
thereof;  and 

(2)  The  net  amount  of  such  handler's 
payments  to  such  producer  with  the 
prices,  deductions,  and  charges  involved. 

(e)  Maintenance  of  records.  Each 
handler  shall  maintain  detailed  and  sum- 
mary records  showing  all  receipts,  move- 
ments, and  disposition  of  milk  and  milk 
products  during  the  month,  and  the 
quantities  of  milk  and  milk  products  on 
hand  at  the  end  of  the  month. 

(f)  Verification  of  reports.  For  the 
purjwse  of  ascertaining  the  correctness 
of  any  report  made  to  the  market  ad- 
ministrator as  required  by  this  section 
M"  for  the  purpose  of  obtaining  the  in- 
formation required  in  any  such  report 
where  it  has  been  requested  and  has  not 
been  furnished,  each  handler  shall  per- 
mit the  market  administrator  or  his 
agent,  during  the  usual  hours  of  busi- 
ness, to: 

(1)  Examine  those  records  which  are 
necessary  for  the  verification  of  the  In- 
formation contained  In  such  reports; 

(2)  Weigh,  sample,  and  test  milk  and 
milk  products;  and 

( 3 )  Make  such  examination  of  records, 
operations,  equipment,  and  facilities  as 
the  market  administrator  deems  neces- 
sary. 

(g)  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at 
the  end  of  the  calendar  month  to  which 
such  books  and  records  pertain,  except 
that  all  such  books  and  records  pertain- 
ing to  transactions  before  August  1,  1946, 
shall  be  retained  until  October  1,  1949: 
Provided.  That  if,  within  such  three-year 
period  or  before  October  1.  1949.  which- 
ever is  applicable,  the  market  adminis- 
trator notifies  the  handler  in  writing  that 
the  retention  of  such  books  and  records, 
or  of  specified  books  and  records,  is  nec- 
essary in  connection  with  a  proceeding 
under  section  8c  <15>  (A)  of  the  act  or 
a  court  action  specified  in  such  notice, 
the  handler  shall  retain  such  books  and 
records,  or  specified  books  and  records, 
until  further  written  notification  from 
the  market  administrator.  In  either  case 
the  market  administrator  shall  give  fur- 
ther written  notification  to  the  handler 
promptly  upon  the  termination  of  the 
litigation  or  when  the  records  are  no 
longer  necessary  in  connection  therewith. 

§  934.6  Minimum  class  prices — (a) 
Class  I  price:  city  plants.  Each  handler 
shall  pay  producers,  at  the  time  and  in 
the  manner  set  forth  in  §  934.8,  for  Class 
I  milk  delivered  by  them  to  such  han- 
dler's city  plant,  not  less  than  the  price 
per  hundredweight  determined  for  each 
month  pursuant  to  this  paragraph.  In 
determining  the  Class  I  price  for  each 
month  the  latest  reported  figures  avail- 
able to  the  market  administrator  on  the 
25th  day  of  the  preceding  month  shall  be 
used  in  making  the  following  computa- 
tions, except  that  if  the  25th  day  of  the 
preceding  month  falls  on  a  Sunday  or 
legal  holiday,  the  latest  reported  figures 
available  on  the  next  succeeding  work 
day  shall  be  used. 

(I)  Divide  by  0.98  the  monthly  whole- 
sale price  index  for  all  commodities  as 


reported  by  the  Bureau  of  Labor  Statis- 
tics, United  States  Department  of  Labor, 
with  the  year  1926  as  the  base  period. 

(2)  Divide  by  3  the  sum  of  the  three 
latest  monthly  Indexes  of  department 
stores  sales  in  the  Boston  Federal  Re- 
serve District  adjusted  for  seasonal  vari- 
ations, as  reported  by  the  Federal  Re- 
serve System,  with  the  years  1935-39  as 
the  base  ptrlod.  and  divide  the  result  so 
obtained  by  1.26. 

(3)  Compute  an  index  of  grain-labor 
costs  in  the  Boston  milkshed  in  the  fol- 
lowing manner: 

(i)  Compute  the  simple  average  of  the 
four  latest  weekly  average  retail  prices 
per  ton  of  dairy  ration  in  the  Boston 
milkshed.  as  reported  by  the  United 
States  Department  of  Agriculture,  divide 
by  0.5044.  and  multiply  by  0.6. 

(11)  Compute  the  weighted  average  of 
the  monthly  composite  farm  wage  rates 
for  the  latest  available  month  for  Maine. 
Massachusetts.  New  Hampshire,  and  Ver- 
mont as  reported  by  the  United  States 
Department  of  Agriculture,  divide  by 
0.5952,  and  multiply  by  0.4.  In  com- 
puting the  weighted  average,  weight  the 
respective  rates  as  follows:  Maine.  10; 
Massachu.setts,  6;  New  Hampshire,  7; 
and  Vermont.  77. 

(iii)  Add  the  results  determined  pur- 
suant to  subdivisions  (i)  and  (ii)  of  this 
subparagraph. 

(4)  Divide  by  3  the  sum  of  the  final 
results  computed  pursuant  to  the  preced- 
ing subparagraphs  of  this  paragraph. 
Expre.ss  the  result  as  a  whole  number  by 
dropping  fractions  of  less  than  one-half 
or  by  raising  fractions  of  one-half  or 
more  to  the  next  whole  number.  The  re- 
sult shall  be  known  as  the  formula  index. 

(5 )  Subject  to  the  succeeding  subpara- 
graphs of  this  paragraph,  the  Class  I 
price  per  hundredweight  shall  be  as 
shown  in  the  following  table: 
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If  the  formula  index  is  more  than  194 
the  price  shall  be  increased  at  the  same 
rate  as  would  result  from  further  exten- 
sion of  this  table  at  the  rate  of  extension 
In  the  six  highest  index  brackets. 

(6)  For  any  month  after  December 
1948,  the  Class  I  price  shall  be  44  cents 
more  than  the  price  prescribed  in  sub- 
paragraph (5)  of  this  paragraph  if. 
under  the  provisions  of  the  Boston  order. 


less  than  33  percent  of  the  milk  received 
by  all  pool  handlers  from  producers  dur- 
ing the  12-month  period  ending  with  the 
second  preceding  month  was  Class  n 
milk,  except  that  if  the  operation  of  this 
subparagraph  would  cause  the  Class  I 
price  to  be  more  than  88  cents  above  the 
Class  I  price  for  the  same  month  of  the 
preceding  year.  Its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  increase  as  will  result  In  a  Class  I 
price  equal  to  the  Class  I  price  for  the 
same  month  of  the  preceding  year  plus 
88  cents. 

(7)  For  any  month  after  December 
1948.  the  Class  I  price  shall  be  44  cents 
less  than  the  price  prescribed  in  subpara- 
graph (5)  of  this  paragraph  if.  under 
the  provisions  of  the  Boston  order,  more 
than  41  i^rcent  of  the  milk  received  by 
all  pool  handlers  from  producers  during 
the  12-month  period  ending  with  the 
second  preceding  month  was  Class  II 
milk,  except  that  if  the  oi>eration  of  this 
subparagraph  would  cause  the  Class  I 
price  to  be  more  than  88  cents  below  the 
Class  I  price  for  the  same  month  of  the 
preceding  year,  Its  application  shall  be 
limited  to  only  such  portion  of  the  44- 
cent  reduction  as  will  result  in  a  Class 
I  price  equal  to  the  Class  I  price  for  the 
.^ame  month  of  the  preceding  year  minus 
88  cents. 

(8)  Notwithstanding  the  provisions  of 
the  preceding  subparagraphs  of  this 
paragraph,  the  Class  I  price  for  any  of 
the  months  of  March  through  June  of 
each  year  shall  not  be  higher  than  the 
Class  I  price  for  the  Immediately  preced- 
ing month,  and  the  Class  I  price  for  any 
of  the  months  of  September  through 
December  of  each  year  shall  not  be  lower 
than  the  Class  I  price  for  the  immedi- 
ately preceding  month. 

(9)  The  Class  I  price  determined  under 
the  preceding  subparagraphs  of  this 
paragraph  shall  be  Increased  or  de- 
creased to  the  extent  of  any  Increase  or 
decrease  In  the  rail  tariff  for  the  trans- 
portation of  milk  In  carlots  in  tank  cars 
for  mileage  distances  of  201-210  miles. 
Inclusive,  as  published  In  the  New  Eng- 
land Joint  Tariff,  M-5,  and  supplements 
thereto.  The  adjustment  shall  be  made 
to  the  nearest  one-half  cent  per  hun- 
dredweight, and  shall  be  effective  in  the 
first  complete  month  In  which  such  In- 
crease or  decrease  In  the  rail  tariff 
applies. 

(b)  Class  I  prices:  country  plants. 
Each  handler  shall  pay  producers,  at  the 
time  and  in  the  manner  set  forth  In 
5  934.8.  for  Class  I  milk  delivered  by  them 
to  such  handler's  country  plant,  not  less 
than  the  applicable  price  for  hundred- 
weight determined  pursuant  to  this 
paragraph. 

(1)  For  milk  delivered  by  producers 
to  such  handler's  country  plant  located 
within  40  miles  of  the  City  Hall  in  Lowell 
or  Lawrence,  the  price  per  hundred- 
weight during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  (a) 
of  this  section,  less  17  cents  per  hundred- 
weight. 

(2)  For  milk  delivered  by  producers  to 
such  handler's  country  plant  located  be- 
yond 40  miles  of  the  City  Halls  in  Lowell 
and  Lawrence,  the  price  per  hundred- 
welGht  during  each  month  shall  be  the 
price  effective  pursuant  to  paragraph  (a) 


of  this  section,  less  An  amount  per  hun- 
dredweight equal  to  the  sum  of  13  cents 
and  the  average  of  the  freight  rates 
(considering  85  pounds  to  one  40-quart 
can),  from  the  railroad  shipping  point 
for  such  handler's  plant  to  Lowell  and 
to  liawrence.  calculated  according  to  the 
lowest  applicable  rail  tariffs  for  the 
transportation  in  carload  lots  of  milk  In 
40-quart  cans. 

(c)  Allocation  of  Class  I  milk  to  plants. 
For  the  purpose  of  this  section,  each 
handler's  Class  I  milk  during  each  month, 
after  deducting  his  receipts  of  Class  I 
milk  from  other  handlers,  shall  be  con- 
sidered to  have  been  first,  that  milk  which 
was  received  directly  from  producers  at 
his  city  plant,  and  then  that  milk  re- 
ceived, from  producers,  which  was 
shipped  as  fiuid  milk  products,  other 
than  cream,  from  his  country  plants,  in 
the  order  of  the  nearness  of  the  plants  to 
the  City  Hall  in  Lowell  or  Lawrence. 

(d>  Class  II  price;  city  plants.  Each 
handler  shall  pay  producers,  at  the  time 
and  in  the  manner  set  forth  in  §  934.8, 
for  Class  II  milk  delivered  by  them  to 
such  handler's  city  plant,  not  less  than 
the  price  per  hundredweight  determined 
for  each  month  pursuant  to  this  para- 
graph. 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  10-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month  during 
which  such  milk  is  delivered. 

<  2 )  For  any  month  for  which  no  cream 
price  as  described  in  subparagraph  (1)  of 
this  paragraph  Is  reported,  multiply  by 
1.4  the  average  price  reported  for  such 
month  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  In  the 
Chicago  market. 

(3)  Multiply  by  3.7  the  amount  deter- 
mined pursuant  to  subparagraph  (1)  or 
(2)  of  this  paragraph,  whichever  Is 
applicable. 

(4)  Using  the  midpoint  In  any  range 
as  one  price,  compute  the  average  of  the 
prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, In  barrels.  In  carlots.  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

(5)  Add  the  results  obtained  In  sub- 
paragraphs (3)  and  (4)  of  this  para- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month.  The  result  is  the  Class  II  price 
per    hundredweight   for   milk    received 

from  prt)ducers  at  city  plants. 

Amount 

Month:  {cents) 

January  and  February 67.  B 

March  and  April 69.5 

Mav  and  June 75.  5 

July  - - 69.  5 

August  and  September 63.5 

October,  November,  and  December 57.  6 

(e)  Class  II  prices;  country  plants. 
Each  handler  shall  pay  producers,  at  the 
time  and  In  the  manner  set  forth  In 
§  934.8,  for  Class  II  milk  delivered  by 
them  to  such  handler's  country  plant, 
not  less  than  the  price  per  hundred- 
weight determined  pursuant  to  para- 
graph   (d)    of   this  section   minus   the 


amount  shown  In  the  following  table  for 
the  railroad  freight  mileage  zone  for  the 
average  of  the  distances  to  Lowell  and 
to  Lawrence  from  the  railroad  shipping 
point  for  such  handler's  plant: 

Amount 
{cents 
Freight  zone  ( miles ) :  per  cwt.) 

21-50  _ _  2.0 

51-100 ._  8.0 

101-150 4.  5 

151-200 _ 6.  0 

201-250 7.0 

251-300  __ 8.0 

301-350 D.O 

351  and  over :. 9.5 

(f )  Use  of  equivalent  prices  in  formu- 
las. If  for  any  reason  a  price  for  any 
milk  product  specified  by  this  order  for 
use  In  computing  class  prices  and  for 
other  purposes  is  not  reported  or  pub- 
lished in  the  manner  described  by  the 
order,  the  market  administrator  shall  use 
a  price  determined  by  the  Secretary  to 
be  equivalent  to  or  comparable  with  the 
price  which  is  specified. 

(g)  Announcement  of  Class  I  price. 
The  market  administrator  shall  publicly 
announce  the  Class  I  price  for  each 
month,  as  computed  under  paragraph 
(a)  of  this  section,  on  the  25th  day  of 
the  preceding  month,  except  that  If  such 
25th  day  Is  a  Sunday  or  legal  holiday, 
he  shall  announce  the  Class  I  price  on 
the  next  succeeding  work  day. 

§  934.7  Composite  prices  to  producers — 
(a)  Computation  of  value  of  milk.  The 
value  of  the  milk  received  from  producers 
during  the  month  by  each  handler  shall 
be  computed  by  the  market  administra- 
tor In  the  following  manner: 

(1)  Multiply  the  quantity  of  such  milk 
In  each  class  by  the  price  apphcable  In 
accordance  with  §  934.6. 

(2 )  Add  together  the  resulting  value  of 
each  class. 

(b)  Computation  of  composite  price. 
The  composite  price  payable  pursuant  to 
§  934.8  by  each  handler  to  producers  for 
milk  received  from  them  during  the 
month  shall  be  computed  by  the  market 
administrator  in  the  following  manner: 

(1)  Add  to  the  total  value  computed 
In  accordance  with  paragraph  (a)  of  this 
section  the  amount  of  the  differential 
applicable  In  accordance  with  §  934.8  (d). 

(2)  Subtract  any  amount  which  the 
handler  Is  required  to  pay  on  the  milk 
under  the  provisions  of  the  Boston  order 
because  It  represents  outside  milk  as 
defined  In  §904.1  (d)  (6)  (lil)  of  this 
chapter. 

(3)  Divide  the  remaining  value  by  the 
total  quantity  of  milk  received  by  the 
handler  from  producers.  The  result  Is 
the  handler's  composite  price  for  milk, 
containing  3.7  percent  butterfat.  which 
he  received  from  producers  at  his  city 
plant. 

<c)  Announcement  of  composite 
prices.  For  each  month,  the  market 
administrator  shall  mail  to  all  handlers 
who  receive  milk  from  producers  and 
shall  publicly  announce  prices  result- 
ing from  the  computations  pursuant  to 
paragraphs  (a>  and  (b)  of  this  section, 
and  other  related  information,  as  fol- 
lows : 

a)  On  or  before  the  12th  day  of  the 
succeeding  month,  he  shall  anaovmce  the 
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composite  price,  the  Class  II  price,  and 
the  butterfat  differential. 

(2)  On  or  before  the  last  day  of  the 
succeeding  month,  he  shall  announce  the 
total  quantity  and  value  of  Class  I  milk 
and  Class  II  milk  Included  in  such  com- 
putations.  ^ 

§  934.8  Payments  to  producers — (a> 
Time  and  method  of  payments.  On  or 
before  the  18th  day  after  the  end  of  each 
month,  each  handler  shall  make  pay- 
ment, subject  to  the  differentials  set 
forth  in  this  section,  for  the  total  value 
of  milk  received  by  him  from  producers 
during  such  month,  as  computed  in  ac- 
cordance with  S  934.7  (a)  as  follows: 

(1)  To  each  producer,  except  as  pro- 
vided in  subparagraph  (2)  of  this  para- 
grapli,  at  not  less  than  the  composite 
price  per  hundredweight  computed  for 
such  handler  pursuant  to  §934.7  (b). 

(2)  To  producers  who  are  members  of 
an  association  of  producers,  a  total 
amount  equal  to  not  less  than  the  sum 
of  the  individual  payments  otherwise 
payable  to  such  producers  under  sub- 
paragraph (1)  of  this  paragraph. 

(b)  Correction  of  errors  in  payments. 
Eriors  in  making  any  of  the  payments 
required  by  this  section  shall  be  cor- 
rected not  later  than  the  date  for  making 
payments  next  following  the  determina- 
tion of  such  errors.  Any  correction  af- 
fecting all  producers  delivering  to  any 
handler  during  the  month  in  which  such 
error  occurred  shall  be  corrected  as  the 
market  administrator  shall  determine  to 
be  equitable,  either  by 

(1)  Adjustment  of  the  account  of  each 
Individual  producer  who  delivered  during 
such  month,  on  the  basis  of  a  recom- 
putation  of  the  price  of  such  handler,  or 

(2)  Addition  or  subtraction  of  the 
amount  of  such  correction  to  or  from 
the  value  of  all  milk  received  by  such 
handler  in  the  month  during  which  such 
error  was  determined,  computed  as  set 
forth  in  §  934.7  (a). 

(c)  Butter/at  differential.  Each  han- 
dler shall,  in  making  payments  to  each 
producer  for  milk  received  from  him. 
add  lor  each  one-tenth  of  1  percent  of 
average  butterfat  content  above  3.7  per- 
cent, or  deduct  for  each  one-tenth  of  1 
percent  of  average  butterfat  content  be- 
low 3.7  percent,  an  amount  per  hundred- 
weight which  shall  be  calculated  by  the 
market  administrator  as  follows: 

(1)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  Inclusive  of  the 
month  during  which  such  milk  is  de- 
livered, subtract  1.5  cents,  and  divide  the 
result  by  10. 

(2)  If  the  cream  price  described  In 
subparagraph  d)  of  this  paragraph  is 
not  reported  for  such  period,  multiply 
by  1.4  the  average  price  reported  for  that 
period  by  the  United  States  Department 
of  Agriculture  for  U.  S.  Grade  A  (U.  S. 
92-score)  butter  at  wholesale  in  the  Chi- 
cago market,  subtract  1.5  cents,  and 
divide  the  result  by  10. 

(d)  Country  plant  differentials.  (1) 
With  respect  to  milk  delivered  by  pro- 
ducers to  a  country  plant  located  within 
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40  miles  of  the  City  Hall  In  Lowell  or 
Lawrence,  the  payments  to  be  made  by 
handlers  pursuant  to  paragraph  (a)  of 
this  section  shall  be  subject  to  a  deduc- 
tion of  17  cents  per  hundredweight. 

(2)  With  respect  to  milk  delivered  by 
producers  to  a  country  plant  located  be- 
yond 40  miles  of  the  City  Halls  in  Lowell 
and  Lawrence,  the  payments  to  be  made 
by  handlers  pursuant  to  paragraph  (a) 
of  this  section  shall  be  subject  to  a  de- 
duction per  hundredweight  equal  to  the 
sum  of  13  cents  and  the  average  of  the 
freight  rates  from  the  railroad  shipping 
point  for  the  handler's  plant  to  Lowell 
and  to  Lawrence,  calculated  according 
to  the  lowest  applicable  rail  tariffs  for 
the  transportation  in  carload  lots  of  milk 
in  40-quart  cans. 

(e)  Statement  to  producers.  In  mak- 
ing the  payments  required  by  this  sec- 
tion, each  handler  shall  furnish  each 
producer  with  a  supporting  statement, 
in  such  form  that  it  may  be  retained  by 
the  producer,  which  shall  show: 

(1)  The  month  and  the  identity  of  the 
handler  and  of  the  producer; 

(2)  The  total  pounds  and  average  but- 
terfat test  of  milk  delivered  by  the  pro- 
ducer; 

(3)  The  minimum  rate  or  rates  at 
which  payment  to  the  producer  Is  re- 
quired under  the  provisions  of  para- 
graphs (a),  (c),  and  (d)  of  this  sec- 
tion: 

(4)  The  rate  which  Is  used  In  making 
the  payment,  if  .such  rate  is  other  than 
the  applicable  minimum  rate; 

(5)  The  amount  or  the  rate  per  hun- 
dredweight of  each  deduction  claimed  by 
the  handler.  Including  any  deductions 
claimed  under  §  934.9,  together  with  a 
description  of  the  respective  deductions; 
and 

(6>  The  net  amount  of  payment  to  the 
producer. 

§934.9  Marketing  services — Ca)  Mar- 
keting service  deduction.  In  making 
payments  to  producers  pursuant  to 
§  934.8.  each  handler  shall,  with  respect 
to  all  milk  delivered  by  each  producer 
during  each  month,  except  as  set  forth 
in  paragraph  (b>  of  this  section,  deduct 
3  cents  per  hundredweight,  or  such  les.scr 
amount  as  the  market  administrator 
shall  determine  to  be  suflBcient,  and  shall, 
on  or  before  the  18th  day  after  the  end 
of  each  month,  pay  such  deductions  to 
the  market  admini.strator.  Such  moneys 
shall  be  expended  by  the  market  admin- 
istrator only  in  providing  for  market  in- 
formation to,  and  for  verification  of 
weights,  samples,  and  tests  of  milk  de- 
livered by,  such  producers.  The  market 
administrator  may  contract  witji  an  as- 
sociation or  associations  of  producers  for 
the  furnishing  of  the  whole  or  any  part 
of  such  services  to,  or  with  respect  to  the 
milk  delivered  by,  such  producers. 

(b)  Marketing  service  deductions  with 
respect  to  members  of  a  producers'  coop- 
erative association.  In  the  case  of  pro- 
ducers who  are  members  of  an  association 
of  producers  which  is  actually  perform- 
ing the  services  set  forth  In  paragraph 
(a)  of  this  section,  each  handler  shall.  In 
lieu  of  the  deductions  specified  in  para- 
graph (a)  of  this  section,  make  such  de- 
ductions from  payments  made  pursuant 
to  §  934.8  as  may  be  authorized  by  such 
producers  and  pay  over,  on  or  before  the 


18th  day  after  the  end  of  each  month, 
such  deduction  to  such  associations. 

§  934.10  Expense  of  administration. 
Within  18  days  after  the  end  of  each 
month,  each  handler  shall  make  payment 
to  the  market  administrator  of  his  pro 
rata  share  of  the  expense  of  administra- 
tion of  this  order.  The  payment  shall  be 
at  the  rate  of  4  cents  per  hundredweight, 
or  such  lesser  amount  as  the  Secretary 
may  from  time  to  time  prescribe.  For 
each  month,  the  payment  shall  apply  to 
the  handler's  receipts  of  milk  from  pro- 
ducers, including  receipts  from  his  own 
production,  and  the  Class  II  milk,  other 
than  cream,  which  is  received  by  him  at  a 
regulated  plant  from  an  unregulated 
plant.  However  no  payment  shall  apply 
on  his  receipts  from  any  plant  at  which 
the  handling  of  milk  is  regulated  under 
the  Boston  or  New  York  orders. 

S  934.11  Effective  time,  suspension, 
and  termination — (a>  Effective  time. 
The  provisions  of  this  order,  or  any 
amendments  to  Its  provisions,  shall  be- 
come effective  at  such  time  as  the  Secre- 
tary may  declare  and  shall  continue  in 
force  until  suspended  or  terminated  pur- 
suant to  paragraph  (b)  of  this  section. 

(b)  Suspension  or  termination.  The 
Secretary  may  susp>end  or  terminate  this 
order  whenever  he  finds  that  it  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  act.  This  order  shall, 
in  any  event,  terminate  whenever  the 
provisions  of  the  act  authorizing  it  cease 
to  be  In  effect. 

(c)  Continuing  obligations.  If,  upon 
the  suspension  or  termination  of  any  or 
all  provisions  of  this  order,  there  are 
any  obligations  arising  under  it,  the 
final  accrual  or  ascertainment  of  which 
requires  further  acts  by  any  person,  such 
further  acts  shall  be  performed  notwith- 
standing such  suspension  or  termination. 

(d)  Liquidation  after  suspension  or 
termination.  Upon  the  suspension  or 
termination  of  any  or  all  provisions  of 
this  order,  the  market  administrator,  or 
such  person  as  the  Secretary  may  desig- 
nate, shall,  if  so  directed  by  the  Secre- 
tary, liquidate  the  bu.'^Iness  of  the  mar- 
ket administrator's  office,  and  dispose  of 
all  funds  and  property  then  in  his  pos- 
session or  under  his  control,  together 
with  claims  for  any  funds  which  are  un- 
paid or  owing  at  the  time  of  such  suspen- 
sion or  termination.  Any  funds  col- 
lected pursuant  to  the  provisions  of  this 
order,  over  and  above  the  amounts  nec- 
essary to  meet  outstanding  obligations 
and  the  expenses  necessarily  incurred  by 
the  market  administrator  or  such  person 
in  liquidating  and  distributing  such 
funds,  shall  be  distributed  to  the  con- 
tributing handlers  and  producers  in  an 
equitable  manner. 

§  934.12  Agents.  The  Secretary  may, 
by  designation  in  writing,  name  any  offi- 
cer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  in  con- 
nection with  any  of  the  provisions  of  this 
order. 

S  934.13  Termination  of  obligation. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for 
the  payment  of  money  Irrespective  of 
when  such  obligation  arose,  except  an 
obligation.  Involved  in  an  action  insti- 


Friday,  April  1,  1949 

tuted  before  August  1. 1949.  under  section 
8c  <15)  (A)  of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under 
the  terms  of  this  order  shall,  except  as 
provided  In  paragraphs  »b)  and  (c)  of 
this  section,  terminate  two  years  after 
the  last  day  of  the  calendar  month  dur- 
ing which  the  market  administrator  re- 
ceives the  handler's  utilization  repor!  on 
the  milk  involved  in  such  obligation,  un- 
le.-;s  within  such  two-year  period  the 
market  administrator  notifies  the  han- 
dler In  writing  that  such  money  is  due 
and  pajTibJe.  Service  of  such  notice  shall 
be  complete  upon  mailing  to  the  han- 
dler's last  known  address,  and  it  shall 
contain  but  need  not  be  limited  to,  the 
following  information: 

(1)  The  amount  of  the  obligation; 

<2)  The  month's)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exl.'!ts,  was  received  or  handled ;  and 

<3)  If  the  oblifration  is  payable  to  one 
or  more  producers  or  to  an  a5soclation 
of  producers,  the  name  of  such  produc- 
er's) or  association  of  producers,  or  if 
the  obligation  is  payable  to  the  market 
administrator,  the  account  for  which  it 
Is  to  t)e  paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
books  or  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
Lstrator  may.  within  the  two-year  period 
provided  for  In  paragraph  (a)  of  this 
section,  notify  the  handler  In  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  .so  notifies  a  handler,  the 
.«:aid  two-year  period  with  respect  to  such 
obhgation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during?  wliich  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  availabL  to  the  mar- 
ket administrator  or  his  representatives. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  'a>  and  (b)  of  this  :^cction,  a 
handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  tran-sacUon  involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part  of 
the  handler  again.st  whom  the  obligation 
is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
m.arket  administrator  ^o  pay  a  handler 
any  money  which  .^uch  handler  claims  to 
be  due  him  under  the  terms  of  this  or- 
der shall  terminate  two  years  after  the 
end  of  the  calendar  monih  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived  if  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the  han- 
dler if  a  refund  on  such  payment  Is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15>  (A)  of  the  act,  a  pe- 
tition claiming  such  money. 

Issued  at  Washington.  D.  C,  this  31st 
day  of  March  1949  to  be  effective  on  and 
after  the  1st  day  of  April  1949. 

[SSALl  CUAKLES   F.    BraNNAN, 

Secretary  of  Agriculture. 

[F.   R.    Doc.   49-2414;    Piled.   Mar.   81,    1M9; 

8:52  a.  m.J 


FEDERAL  REGISTER 

Part  936 — Fresh  B'.rtlett  Pears,  Plums, 

AND  ELBERTA  PEACHZS  DI  CALIVCRNIA 

DETERMINATION  WITH  RESPECT  TO  AMC^^DED 
MARKETING  AGREEMENT  AND  CRDER  REGU- 
LATING handling;  revocation 

Notice  was  published  in  the  Feder\l 
Register  L^sue  (13  P.  R.  6707)  of  Novem- 
ber 16. 1948,  that  consideration  was  being 
given  to  the  following  proposal  which 
was  submitted  by  the  Control  Committee 
and  the  Plum  Commodity  Committee,  es- 
tablished under  the  marketing  agree- 
ment, as  amended,  and  Order  No.  36,  as 
amended  (7  CFR,  Cum.  Supp.,  Part  936 » . 
regulating  the  handling  of  fresh  Bartlett 
pears,  plums,  and  Elberta  peaches  grown 
in  the  State  of  California:  "Commencing 
with  the  marketing  sea.son  beginning 
April  1,  1949.  the  determination  of  May 
6.  1947- (7  CFR  and  Supps.  936.301;  12 
F.  R.  3059)  shall  not  be  applicable  to 
shipments  of  plimis  Into,  in.  or  through 
the  San  Francisco-Sacramento  region 
and  the  Los  Angeles  region." 

This  regulatory  program  Is  effective 
pursuant  to  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.  S.  C.  and  Sup.  I  601  et  .seq.). 

The  aforesaid  notice  afforded  oppor- 
tunity to  all  parties  to  submit  written 
data,  views,  or  argiunents  with  respect 
to  such  proposal.  No  written  data,  views, 
or  arguments  were  received. 

After  consideration  of  all  relevant  mat- 
ters. Including  the  proposal  set  forth  in 
the  aforesaid  notice,  and  other  available 
information,  it  is  hereby  found  and  de- 
termined that  on  and  after  the  effective 
time  hereof,  the  aforesaid  determination 
of  May  6,  1947.  should  not  be  applicable 
to  every  shipment  into,  in,  or  through 
the  San  Francisco-Sacramento  region 
and  the  Los  Angeles  region. 

It  is,  therefore,  ordered.  That  the  de- 
termination (7  CFR  and  Supps.  936.301; 
12  F.  R.  3059),  i.ssued  May  6,  1947,  shall 
be,  and  same  is.  hereby  revoked. 

The  provisions  hereof  shall  become 
efTective  30  days  after  publication  in  the 
Feberal  Recistet?. 

Done  at  Washington,  D.  C,  this  28Lh 
day  of  March  1949. 

[sEALl  S.  R.  Smith, 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
ketiiig  Administration. 

[P.   R.    Doc.   49-2412;    Piled.    Mar.   31.    194©; 
8:51   a.  m.J 


Part  942 — Milk  in  New  Orleans,  La., 
Marketing  Area 

order  amending  order,  as  amended, 
recul.'iting  h.^ndling 

5  942.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  previous  findings  and 
determinations  made  in  connection  with 
the  issuance  of  this  order  and  each  of  tlie 
previously  issued  amendments  thereto; 
and  ail  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 
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(a)  Findings  upon  the  basis  of  the 
hearing,  record.  Pursuant  to  Pubhc  Act 
No.  10,  73d  Congress  (May  12,  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules 
of  practice  and  procedure,  a.-  amended, 
governing  the  formulation  of  marketing 
aprreements  and  orders  (7  CFR.  Supps., 
900.1  et  seq.),  a  public  hearing  was  held 
on  February  23-25, 1949,  upon  a  proposed 
marketing  agreement  and  certain  pro- 
posed amendments  to  the  order,  as 
amended,  regulating  the  handling  of  milk 
in  the  New  Orleans,  Louisiana,  marketing 
area.  The  decision  was  made  by  the 
Secretary  on  M.nrch  15.  1949.  Upon  the 
basis  of  the  evidence  introduced  at  such 
hearing  and  the  record  thereof,  it  is 
found  that: 

( 1 )  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend  to 
effectuate  the  declared  policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the  pur- 
chasing power  of  such  milk  as  determined 
pursuant  to  sees.  2  and  Be  of  the  act 
are  not  reasonable  in  view  of  the  price  of 
feeds,  available  supplies  of  feeds,  and 
otlier  economic  conditions  which  affect 
the  market  supply  of  and  demand  for 
such  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended  and  as 
hereby  further  amended,  are  such  prices 
as  will  for  the  period  indicated  reflect 
the  aforesaid  factors,  insure  a  .suflBcient 
quantity  of  pure  and  wholesome  milk,  and 
be  in  the  public  interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  will  regulate 
the  handling  of  milk  in  the  sara.?  man- 
ner as,  and  will  be  applicable  only  to  per- 
sons in  the  respective  classes  of  industrial 
and  commercial  activity,  specified  In  a 
marketing  agreement  upon  which  a  hear- 
ing has  been  held. 

(b)  Additional  findings.  It  is  neces- 
sary. In  the  public  Interest,  to  make  the 
amendment  hereafter  set  forth  effective 
by  not  later  than  April  1,  1949,  so  as  to 
reflect  current  niarketiag  conditions. 
Any  delay  beyond  April  1,  1949,  in  the 
effective  date  of  this  amendment  to  the 
order,  as  amended,  will  seriously  threaten 
the  supply  of  milk  for  the  New  Orleans, 
Loui.siana,  marketing  area.  The  changes 
effected  by  this  order  amending  the 
order,  as  amended,  do  not  require  sub- 
stantial or  extensive  preparation  by  per- 
sons affected  prior  to  the  effective  date. 
Accordingly  it  is  concluded  that  good 
cause  exists  for  making  this  amendment 
effective  within  less  than  30  days  after 
the  date  of  publication  (sec.  4  (c).  Ad- 
ministrative Procedures  Act,  Pub.  Law 
404,  79th  Congress,  60  Stat.  237). 

<c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  in  processing,  distribut- 
ing, or  shipping  the  milk  covered  by  this 
order,  as  amended  >  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by 
this  order,  as  amended  and  as  hereby 
further  amended,  which  is  marketed 
within  the  New  Orleans,  Louisiana, 
marketing  area,  refused  or  failed  to  sign 
the  proposed  marketing  agreement  regu- 
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latlnp:  the  handling  of  milk  in  the  said 
marketing  area;  and  it  is  hereby  further 
determined  that: 

( 1  >  The  refusal  or  failure  of  such 
handlers  to  sign  said  proposed  marketing 
agreement  tends  to  prevent  the  effectu- 
ation of  the  declared  policy  of  the  act; 

<  2  >  The  Issuance  of  this  order  amend- 
ing the  order,  as  amended,  is  the  only 
practical  means,  pursuant  to  the  declared 
pwiicy  of  the  act,  of  advancing  the  inter- 
ests of  producers  of  milk  which  is  pro- 
duced for  sale  in  the  said  marketing 
area;  and 

( 3 )  The  issuance  of  this  order,  further 
amending  the  aforesaid  order,  as 
amended,  is  approved  or  favored  by  at 
least  two-thirds  of  the  producers  who, 
during  the  determined  representative 
period  (January  1949),  were  engaged  in 
the  production  of  milk  for  sale  in  the 
said  marketing  area. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  New  Orleans,  Louisiana,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows: 

Delete  that  part  of  §  942.5  (b)  (1)  (1) 
following  the  colon  (:)  and  substitute 
therefor  the  following:  "Provided.  That 
for  the  period  from  the  effective  date 
hereof  to  and  including  August  1949  the 
price  for  Class  I  milk  shall  be  $5.56  per 
hundredweight." 

(48  Stat.  31.  670.  675.  49  Stat.  750.  50 
Stat.  246;  7  U.  S.  C.  601  et  seq.;  sec.  102, 
Reorg.  Plan  1  of  1947.  12  F.  R.  4534) 

Issued  at  Washington.  D.  C,  this  28th 
day  of  March  1949.  to  be  effective  on  and 
after  the  1st  day  of  April  1949. 

[se.^l]  Ch.^rles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R.    Doc.   49-2417;    Filed.   Mar.   31.    1949; 
8!52  a.  ml 


Part  947 — Milk  in  the  Fall  River.  Mass., 
m.arketing  area 

order  amending  order,  as  amended, 
regulating  handling 

5  947.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  In  connection  with 
the  issuance  of  this  order  and  of  each  of 
the  previously  issued  amendments  there- 
to; and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
afflrmed.  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein.  / 

(a>  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933 >,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 


mulate marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900.1  et  seq.).  a 
public  hearing  was  held  on  February  2, 
1949,  upon  certain  proposed  amendments 
to  the  tentative  marketing  agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  in  the  Fall  River, 
Massachusetts,  marketing  area.  Upon 
the  basis  of  the  evidence  introduced  at 
such  hearings  and  the  record  thereof,  it 
Is  found  that : 

(1)  The  said  order,  as  amended,  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
prodi^ed  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and 
8  (e)  of  the  act  are  not  reasonable  in 
view  of  the  price  of  feeds,  available  sup- 
plies of  feeds,  and  other  economic  con- 
ditions which  affect  market  supplies  of 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  order, 
as  amended  and  as  hereby  further 
amended,  are  such  prices  as  will  refiect 
the  aforesaid  factors.  Insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest;  and 

(3 »  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b>  Additional  findings.  (1)  It  Is 
hereby  found  that  a  pro  rata  assessment 
of  handlers  on  the  basis  and  at  the  rates 
set  forth  in  §  947.10,  as  amended,  and  as 
hereby  further  amended  will  provide  the 
funds  necessary  for  the  maintenance  and 
functions  of  the  market  administrator  in 
the  administration  of  this  order  and  such 
assessment  is  approved. 

(2)  It  is  necessary  to  make  the  present 
amendment  to  the  said  order,  as 
amended,  effective  not  later  than  April  1, 
1949  to  reflect  current  marketing  condi- 
tions. Any  further  delay  in  the  effective 
date  of  this  order,  amending  the  said  or- 
der, as  amended,  will  seriously  disrupt 
the  orderly  marketing  of  milk  for  the 
Fall  River,  Massachusetts,  marketing 
area.  The  changes  effected  by  this  or- 
der, amending  the  order,  as  amended, 
do  not  require  of  persons  affected  sub- 
stantial or  extensive  preparation  prior 
to  the  effective  date.  In  view  of  the  fore- 
going it  is  impracticable,  unnecessary, 
and  contrary  to  the  public  Interest  to 
delay  the  effective  date  of  this  order  for 
30  days  after  its  publication  (sec.  4  (c). 
Administrative  Procedure  Act,  Pub.  Law 
404.  79th  Cong.  60  Stat.  237). 

(c)  Dcterjuinations.  It  Is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  in  processing,  distribut- 
ing, or  shipping  the  milk  covered  by  this* 
order,  as  amended,  and  as  hereby  fur- 
ther amended)  of  more  than  50  percent 
of  the  volume  of  milk  covered  by  this 
order,  as  amended,  and  as  hereby  further 
amended,  which  Is  marketed  within  the 
Fall    River,    Massachusetts,    marketing 


area,  refused  or  failed  to  sign  the  pro- 
posed marketing  agreement  regulating 
the  handling  of  milk  in  the  Fall  River. 
Massachusetts,  marketing  area,  and  it  is 
hereby  further  determined  that: 

(1)  The  refusal  of  such  handlers  to 
sign  said  proposed  marketing  agree- 
ment tends  to  prevent  the  effectuation  of 
the  declared  policy  of  the  act; 

(2^  The  issuance  of  this  order  further 
amending  the  order,  as  amended,  is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act,  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  in  the  Fall  River, 
Massachusetts,  marketing  area; 

(3)  The  Issuance  of  this  order  fur- 
ther amending  the  order,  as  amended,  is 
approved  or  favored  by  at  least  two- 
thirds  of  the  producers,  who  during  the 
determined  representative  period  (Sep- 
tember 1948  >  were  engaged  in  the  pro- 
duction of  milk  for  sale  in  the  Fall  River, 
Massachusetts,  marketing  area. 

Ordfipr  relative  to  handling.  It  Is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Fall  River,  Massachusetts, 
marketing  area  shall  be  in  conformity  to 
and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended;  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended.  Is  hereby  further  amended  as 
follows: 

1.  In  §947.1.  add: 

(q)  "Milk"  means  the  commodity  re- 
ceived from  a  dairy  farmer  at  a  plant  as 
cow's  milk.  The  term  also  Includes  milk 
so  received  which  later  has  its  butterfat 
content  adjusted  to  at  least  one-half  of 
1  percent  but  less  than  16  percent,  frozen 
milk,  and  reconstituted  milk. 

(r)  "Milk  drinks"  means  flavored 
milk,  skim  milk,  flavored  skim  milk,  cul- 
tured skim  milk,  and  buttermilk,  either 
Individually  or  collectively. 

2.  Delete  5  947.1  (J)  and  substitute: 

(J)  "Producer-handler"  means  a  pro- 
ducer who  is  also  a  handler  who  receives 
no  milk  from  producers  and  who  during 
the  delivery  period  disposes  of  no  more 
than  1.000  pounds  on  a  daily  average  of 
milk  and  milk  drinks  other  than  In  bulk 
to  another  handler  or  producer-han- 
dler: Provided,  That  such  handler  shall 
furnish  to  the  market  administrator  for 
his  verification,  subject  to  review  by  the 
Secretary,  evidence  that  the  mainte- 
nance, care,  and  management  of  the 
dairy  animals  and  other  resources  nec- 
,essary  for  the  production  of  milk  in  his 
name  are  and  contiHue  to  be  the  per- 
sonal enterprise  of  and  at  the  personal 
risk  of  such  producer  and  the  process- 
ing, packaging,  and  distribution  of  the 
milk  are  and  continue  to  be  the  personal 
enterprise  of  and  at  the  personal  risk  of 
such  producer  in  his  capacity  as  a  han- 
dler. 

3.  In  5  947.1,  delete  paragraph  (m)  and 
substitute: 

(m)  "Other  source  milk"  means  all 
milk  and  milk  products  received  by  a 
handler  which  is  nRt  producer  milk,  milk 
delivered  by  dairy  farmers  designated  for 
other  markets,  or  milk  and  milk  drinks 
from  a  Federal  order  plant. 


4.  Delete  9  947.3  (a)  (1),  (2),  (3),  and 
(4)  and  substitute  therefor: 

(a)  Submission  of  reports.  Each  han- 
dler shall  report  to  the  market  adminis- 
trator in  the  form  and  detail  prescribed 
by  the  market  administrator,  as  fol- 
lows: 

(1)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
ceipts of  milk  and  milk  products  at  each 
plant  from  producers,  from  other  han- 
dlers, from  such  handler's  own  produc- 
tion, from  any  other  sources  during  the 
delivery  period,  and  Inventories  on  hand 
at  the  beginning  and  end  of  each  such 
delivery  period; 

(2)  On  or  before  the  8th  day  after 
the  end  of  each  delivery  period,  the  re- 
spective quantities  of  milk  and  milk 
products  which  were  sold,  distributed,  or 
disposed  of.  Including  sales  or  deliveries 
to  other  handlers  during  the  delivery  pe- 
riod, for  the  several  purposes  and  clas- 
sifications as  set  forth  in  S  947.5; 

(3)  On  or  before  the  20lh  day  of  each 
delivery  period  each  handler  shall  re- 
port to  the  market  administrator  the  re- 
ceipts of  milk  from  producers  received 
during  the  first  15  days  of  such  delivery 
period  showing  for  each  producer: 

(I)  The  daily  and  total  receipts  of 
milk; 

(II)  The  average  butterfat  test  there- 
of; and 

(ill)  The  current  post  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously  re- 
ported. 

(4)  On  or  before  the  8th  day  after  the 
end  of  each  delivery  period  each  handler 
shall  report  to  the  market  administrator 
his  receipts  of  milk  from  producers  re- 
ceived during  the  period  from  the  16th 
through  the  last  day  Of  the  delivery  pe- 
riod showing  for  each  producer: 

(i)  The  daily  and  total  receipts  of 
milk: 

(ii)  The  average  butterfat  test  thereof; 
and 

(lil)  The  current  po.<:t  office  address 
and  farm  location  of  producers  for  whom 
Information  has  not  been  previously  re- 
ported. 

(5)  On  or  before  the  25th  day  after 
the  end  of  each  delivery  period  each 
handler  shall  submit  to  the  market  ad- 
ministrator his  producer  records  for  such 
delivery  period  which  shall  show  for  each 
producer : 

(1)  The  total  pounds  of  milk  delivered 
and  the  average  butterfat  test  thereof; 
and 

<ii)  The  net  amount  of  such  handler's 
payments  to  each  producer  and  each  co- 
operative as.soclation  made  pursuant  to 
S  947.8  together  with  the  prices,  deduc- 
tions and  charges  involved. 

5.  In  §  947.3  (a)  renumber  subpara- 
graphs (5),  (6),  and  (7)  as  (6),  i7), 
and  t8) ;  in  subparagraph  (7)  as  renum- 
bered change  the  reference  to  subpara- 
graph "(5)"  to  read  subparagraph  "(6)", 
and  in  subparagraph  (8)  as  renumbered 
delete  the  term  "7th"  and  substitute 
"8th." 

6.  In  5  947.7  (c>  delete  the  term  "11th- 
and  substitute  "12th." 

7.  In  §  947.9  (a)  delete  the  term  "15th" 
and  substitute  the  term  "17th." 


8.  In  §  947.9  (b)  after  the  words  "and 
pay  an  equivalent  amount"  Insert  the 
words  "on  or  before  the  20th  day  after 
the  end  of  the  delivery  period." 

9.  In  §947.3.  add: 

(d)    Maintenance  of  records.     Each 

handler  shall  maintain  detailed  and 
summary  records  showing  all  receipts, 
movements  and  disposition  of  milk  and 
milk  products  during  the  delivery  r>eriod 
and  tlie  quantities  of  milk  and  milk  prod- 
ucts on  hand  at  the  end  of  the  delivery 
period. 

10.  Delete  §  947.5  (a)  and  (b)  and 
substitute: 

(a)  Responsibility  of  handlers.  In 
establishing  the  classification  oi  milk 
and  milk  products  received  by  a  handler 
the  burden  rests  upon  the  handler  who 
received  milk  from  producers  to  account 
for  all  milk  and  milk  products  received 
at  each  plant  at  which  milk  is  received 
from  producers,  and  to  preve  that  such 
milk  and  milk  products  should  not  be 
classified  as  Class  I.  The  burden  rests 
upon  the  handler  who  distributes  milk 
and  milk  drinks  in  the  marketing  area  to 
establi.'^h  the  .source  of  all  milk  and  milk 
products  received. 

(b>  Classes  of  utilization.  The  cla.sses 
of  utilization  of  milk  and  milk  products 
shall  be  as  follows  subject  to  paragraphs 
(c)  and  (d)  of  this  section: 

(1)  Class  I  milk  Shall  be  all  milk  and 
milk  products  the  utilization  of  which  is 
not  established  as  Class  II  milk. 

(2)  Class  n  milk  shall  be  all  milk 
and  milk  products  the  utilization  of 
which  is  accounted  for  as: 

(i)  Sold,  distributed,  or  disposed  of 
other  than  as  milk  which  contains  one- 
half  of  1  percent  or  more  but  less  than 
16  percent  of  butterfat.  and  other  than 
as  chocolate  or  flavored  whole  or  skim 
milk,  buttermilk,  or  cultured  skim  milk, 
for  human  consumption;  and 

(ii)  Actual  plant  shrinkage  not  In  ex- 
cess of  2  percent  of  milk  and  milk  drinks 
received  from  all  sources  including  the 
handler's  own  production  but  not  includ- 
ing receipts  from  other  handlers  who  re- 
ceive milk  from  producers  or  milk  and 
milk  products  received  completely  proc- 
essed and  packaged  from  a  Federal  order 
plant. 

11.  Revise  the  UUe  of  ^947.5  (c)  to 
read  as  follows: 

(c)  "Transfers  of  milk  and  milk  drinks 
from  a  plant  at  which  milk  is  received 
from  producers." 

and  delete  subparagraph  (3)  under  that 
ti'tle  and  substitute: 

(3)  Transfers  to  a  plant,  other  than  a 
handler's  plant  at  which  milk  is  received 
from  producers  or  a  Federal  order  plant, 
shall  be  Class  I  not  to  exceed  the  total 
Class  I  at  such  plant  during  the  delivery 
period. 

12.  Delete  §  947.5  (d)  through  sub- 
paragraph (6)  and  substitute: 

(d)  Classification  of  milk  and  milk 
products  received  at  plants  at  which  milk 
is  received  from  producers.  For  each 
delivery  period  each  handler  shall  re- 
port the  classification  of  milk  and  milk 
products  which  were  received  at  plants 


at  which  milk  Is  received  from  producers 
by  making  computations  In  the  order 
Indicated  as  follows: 

(1)  Determine  the  pounds  of  milk  and 
milk  products  received  at  all  plants  of 
the  handler  at  which  milk  is  received 
from  producers: 

(i)  From  producers,  Including  own 
production, 

(11)  From  dairy  farmers  designated 
for  other  markets, 

(iii)  In  the  form  of  milk  products  re- 
ceived completely  processed  and  pack- 
aged from  a  Federal  order  plant, 

(iv)  In  the  form  of  bulk  milk  and  milk 
drinks  received  from  another  Federal 
order  plant. 

(V)  From  other  handlers  who  receive 
milk  from  producers,  and 

(vi)  From  other  sources,  and  the  total. 

(2)  Determine  the  total  pounds  of 
milk  and  milk  products  utilized  in  Class 
II  products  including  allowable  plant 
shrinkage  as  provided  in  paragraph  (b) 
(2)  (U)  of  this  section. 

(3)  Prorate  allowable  plant  shrinkage 
classified  as  Class  II  to  receipts  from 
producers,  from  dairy  farmers  designated 
for  other  markets,  bulk  receipts  of  milk 
and  milk  drinks  from  other  Federal  or- 
der plants,  and  milk  and  milk  drinks 
from  other  source  milk,  and  deduct  such 
plant  shrinkage  from  total  Class  n  com- 
puted piu-suant  to  subparagraph  (2)  of 
tills  paragraph. 

(4)  Classify  remaining  other  source 
milk  and  milk  products  as  Class  II  in  an 
amount  no  greater  than  the  amount  of 
the  Class  II  remaining. 

(5)  From  the  remaining  pounds  In 
each  class  deduct: 

(i)  The  quantity  of  milk  and  milk 
products  received  from  other  handlers 
who  receive  milk  from  producers  which 
is  classified  according  to  paragraph  (c) 
(2)  of  this  section,  and 

(ii)  Milk  and  milk  products  received 
completely  processed  and  packaged  from 
a  Federal  order  plant  classified  accord- 
ing to  the  actual  use  established. 

(6)  Prorate  remaining  Class  II  to  re- 
ceipts of  milk  and  milk  drinks  from 
producers,  from  dairy  farmers  desig- 
nated for  otiier  markets  and  bulk  re- 
ceipts from  Federal  order  plants: 
Provided,  That  receipts  from  producers 
classified  as  Class  n  inclusive  of  plant 
shrinkage  shall  not  exceed  5  percent  of 
the  total  quantity  received  from 
producers,  in  any  delivery  period  except 
April.  May  and  June. 

13.  Delete  §  947.6  (b)  and  substitute: 

(b>r  Class  II  prices.  (1)  Each  handler 
shall  pay  producers  or  cooperative  asso- 
ciations for  their  milk  in  the  manner  set 
forth  in  §  947.8  and  subject  to  subpara- 
graph (2)  of  this  paragraph  not  less 
than  the  price  per  hundredweight,  for 
milk  containing  3.7  percent  butterfat. 
calculated  for  each  delivery  period  as 
follows : 

(i)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream  in  the  Boston 
market,  as  reported  by  the  United  States 
Department  of  Agriculture  for  the  de- 
livery period  during  which  such  milk  is 
delivered  and  multiply  the  result  by  3.7. 

(ii)  Using  the  midpoint  in  any  range 
as  one  price,  compute  the  average  of  the 


1486 

prices  per  pound  of  roller  process  nonfat 
dry  milk  solids  suitable  for  human  con- 
sumption, in  barrels,  in  carlots,  as  pub- 
lished during  the  month  by  the  United 
States  Department  of  Agriculture  for 
New  York  City,  subtract  one-half  cent, 
and  multiply  the  remainder  by  7.5. 

(iii)  Add  the  results  obtained  in  sub- 
divisions u)  and  (ii)  of  this  subpara- 
graph, and  from  the  sum  subtract  the 
amount  shown  below  for  the  applicable 
month. 

Month  Amount 

January  and  February 57.5 

March   and    April 69.5 

May   and  June 75.5 

July — .  69.5 

August  and  September 63.5 

October,   November   and    December 57.5 

(2)  For  milk  delivered  to  a  handler 
from  producers'  farms  at  a  plant  for 
which  the  railroad  freight  mileage  dis- 
tance from  the  shipping  point  for  such 
plant  to  Fall  River  is  101  miles  or  more, 
the  price  shall  be  the  amount  computed 
pursuant  to  subparagraph  (1)  of  this 
paragraph  less  the  applicable  amount  set 
forth  in  Column  B  of  the  following  table: 

DiriTKENTi.'M.s  roH  THi  Detebmin.mion  or 

Class  II  Zone  Prices 

A  B 

Zone  Differential 

(railroad  miles  {cents  per 

from  Fall  River)  hundredweight) 

0-100 No  differential 

101-150 2.  5 

151-200 -. 3.  5 

201-250 5.  0 

251-300 _ - 6.  5 

301-350 - 7.  5 

351-400 8.  5 

401  and  over 1 9.0 

14.  Delete  §  947.10  and  substitute: 

§  947. M)  Expense  of  administratioyj — 
(a>  Payments  by  handlers.  As  his  pro 
rata  share  of  the  expense  of  administra- 
tion hereof,  each  handler  not  a  producer- 
handler  shall,  on  or  before  the  17th  day 
after  the  end  of  each  delivery  period,  pay 
to  the  market  administrator  5  cents  per 
hundredweight  or  such  le.sser  amount  as 
the  Secretary  may  from  time  to  time  pre- 
scribe with  respect  to  all  milk  and  milk 
drinks  received  during  such  delivery 
period  at  a  plant  or  plants  described  in- 
subparagraphs  (1>  and  t2)  of  this  para- 
graph except  milk  and  milk  drinks  re- 
ceived from  other  plants  of  the  type  de- 
scribed in  subparagraphs  <1)  and  i2)  of 
this  paragraph:  Provided.  That  such 
handler,  which  Is  a  cooperative  associa- 
tion, shall  pay  such  pro  rata  share  of  ex- 
pense of  administration  on  such  milk 
which  it  causes  to  be  delivered  by  mem- 
ber producers  to  a  handler's  plant  for  the 
marketing  area  and  for  which  milk  such 
cooperative  association  collects  payment: 
And  provided  further.  That  the  rate  of 
payment  shall  be  3  cents  per  hundred- 
weight or  such  lesser  amount  as  the  Sec- 
retary may  from  time  to  time  prescribe 
with  respect  to  milk  and  milk  drinks  as- 
sessed for  the  cost  of  administration  of 
another  Federal  order: 

(1)  A  plant  at  which  milk  is  received 
from  producers. 

(2)  A  plant  from  which  Class  I  milk 
is  disposed  of  in  the  marketing  area  to 
per:jons  other  than  handlers. 


RULES  AND  REGUUTIONS 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  sec;  sec.  102.  Reorg.  Plan  2*of  1947. 
12  P.  R.  4534) 

Issued  at  Washington,  D.  C.  this  28th 
day  of  March  1949  to  be  effective  on  and 
after  the  1st  day  of  April  1949. 

[SEALl  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

|F.   R.   Doc.    49-2413;    Filed.   Mar.   31.    1949; 
8:52  a.  m.l 


Part  975 — Milk  in  Cleveland,  Chic. 
Marketing  Area 

order  suspending  certain  provisions 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 
et  sec),  hereinafter  referred  to  as  the 
"act,"  and  of  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Cleveland,  Ohio,  marketing  area,  herein- 
after referred  to  as  the  "order."  it  is 
hereby  found  and  determined  that: 

(a)  The  provisions  of  the  order  as  set 
forth  in  the  first  proviso  contained  in 
§975.6  (d)  (2)  which  read  "bulk  con- 
densed skim  milk  or  whole  milk  (sweet- 
ened or  unsweetened),"  do  not  tend  to 
effectuate  the  declared  policy  of  the  act. 

(b)  In  accordance  with  the  Adminis- 
trative Procedure  Act  (Pub.  Law  40^ 
79th  Cong..  60  Stat.  237),  notice  of  pro- 
posed rule  making,  public  procedCre 
thereon,  and  30  days  prior  notice  of  the 
effective  date  hereof  are  found  to  be  im- 
practicable, unnecessary,  and  contrary 
to  the  public  interest  in  that  it  is  neces- 
sary to  issue  immediately  and  make  ef- 
fective not  later  than  April  1,  1949.  this 
suspension  order  to  reflect  current 
marketing  conditions,  and  to  facilitate, 
promote,  and  maintain  the  orderly  mar- 
keting of  milk  produced  for  the  Cleve- 
land, Ohio,  marketing  area.  The  price 
formula  applicable  to  the  above  specified 
milk  products  was  considered  at  a  public 
hearing  held  March  15-18,  1949.  notice 
of  which  was  published  in  the  Federal 
Register  <14  F.  R.  1130).  The  changes 
effected  by  this  suspension  order  do  not 
require  of  persons  affected  substantial 
or  extensive  preparation  prior  to  the  ef- 
fective date. '  The  time  intervening  be- 
tween the  date  of  issuance  of  this  sus- 
pension and  its  effective  date  affords 
persons  affected  a  reasonable  time  to 
prepare  for  its  effective  date. 

It  is  therefore  ordered.  That  the  pro- 
visions of  the  order  appearing  In  §  975.6 
(d)  (2>  which  read  "bulk  condensed 
skim  milk  or  whole  milk  (sweetened  or 
unsweetened),"  be  and  hereby  are  sus- 
pended effective  at  12:01  a.  m..  e.  s.  t., 
April  1.  1949. 

(48  Stat.  31.  670,  675;  49  Stat.  750;  50 
Stat.  246;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  28th 
day  of  March  1949. 

I  SEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

(P.  R.  Doc.   49-2416;    Filed,   Mar.  31,    1949; 
8:52  a.  m.J 


TITLE  14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

(Civil  Air  Regs.,  Amdt.  1-4) 

Part  1 — Airworthiness  Certificates 

deletion  or  accident  reporting 
requirements 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C,  on  the 
23d  day  of  March  1949. 

Section  1.3  Accidents,  of  Part  1  cur- 
rently contains  rules  for  the  reporting 
of  aircraft  accidents.  In  view  of  the  fact 
that  these  rules  l>ave  been  clarified  and 
expanded  in  Part  62,  adopted  this  date, 
§  1.3  should  be  deleted. 

Interested  persbns  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  con- 
sideration tias  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
Part  1  of  the  Civil  Air  Regulations  (14 
CFR,  Part  D  effective  May  1,  1949.  by 
deleting  therefrom  §  1.3. 

(Sees.  205  <a).  702  (a> ;  52  Stat.  984,  1013; 
49  U.S.  C.  425  (a).  582) 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[F.    R.    Doc.    49-2432;    FUed.    Mar.   31,    1949; 
8:46  a.  m.J 


[Civil  Air  Regs.,  Amdt.  60-41 

Part  60 — Air  Traffic  Rules 

miscellaneous  amendments 

Adopted  by  the  04vil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C,  on  the 
28th  day  of  March  1949. 

On  April  15,  1948,  the  International 
Civil  Aviation  Organization  (ICAO) 
adopted  Annex  2,  "Rules  of  the  Air,"  as 
an  international  standard  as  provided 
in  the  Convention  on  International  Civil 
Aviation.  Adoption  of  this  document 
was  submitted  to  vote  of  the  member 
states  on  the  ICAO  Council  and  was 
favored  by  more  than  the  required  two- 
thirds  of  such  states.  It  was  then  sub- 
mitted for  the  consideration  of  each  of 
the  member  states  of  ICAO,  none  of 
whom  signified  disapproval  of  the  docu- 
ment. Thus,  by  the  terms  of  the  Con- 
vention, Annex  2  came  into  force  as  an 
international  standard  on  January  1, 
1949. 

In  general,  international  standards  set 
forth  in  ICAO  Annex  2  are  comparable 
to  those  of  the  Civil  Air  Regulations. 
However,  there  are  a  few  provisions  in 
Annex  2  which  are  not  currently  in- 
cluded in  Part  60  which  are  found  to  be 
desirable  for  Inclusion  therein.  Certain 
other  provisions  of  Annex  2  were  not 
deemed  appropriate  for  adoption  by  the 
Board,  and  we  have  advised  ICAO  of  our 
intention  not  to  Include  such  provisions 
in  the  Civil  Air  Regulations.  Public 
notice  of  the  differences  in  the  Civil  Air 
Regulations  from  Annex  2  has  been  given 
in  the  Federal  Register.  However,  it 
will  be  noted  that  compliance  with  the 


Friday,  April  1,  1949 

provisions  of  Part  60  for  operation  of  all 
aircraft  except  helicopters  will  constitute 
full  compliance  with  the  requirements 
of  Annex  2. 

This  amendment  of  Part  60  includes 
the  following  changes: 

1.  The  part  is  amended  to  make  ICAO 
Annex  2  enforceable  with  respect  to 
flights  over  the  high  seas,  and  a  note  is 
added  advising  the  aviation  public  that 
in  accordance  with  the  provisions  of  Ar- 
ticle 12  of  the  Convention  on  Interna- 
tional Civil  Aviation  each  contracting 
state  his  undertaken  to  make  its  regu- 
lations conform  to  the  greatest  possible 
extent  to  the  ICAO  provisions.  There- 
fore, it  may  be  expected  that  the  provi- 
sions of  Annex  2  will  be  generally  ap- 
plicable to  flight  over  the  territory  of 
member  states. 

2.  It  Is  also  considered  desirable  to 
add  a  note  to  Part  60  which  will  inform 
the  aviation  public  that  the  international 
visual  dl.stress  and  urgency  signals  are 
contained  in  the  CAA  Flight  Informa- 
tion Manual. 

3.  A  third  change  is  an  amendment  of 
§  60.301  adding  a  new  paragraph  which 
will.rec'Uire  an  IFR  flight  plan  for  inter- 
national flights  to  give  the  number  of 
persons  on  board. 

4.  Another  change  in  Part  60  is  an 
amendment  of  the  current  definition  of 
"approach  time"  and  a  substitution 
therefor  of  the  Annex  2  definition  of 
"expected  approach  time."  This  amend- 
ment requires  an  editorial  change  in 
§60.308  «b)  where  the  term  "expected 
approach  time"  is  substituted  for  the 
current  "approach  time."  The  Annex  2 
definition  Is  a  more  logical  one  for  the 
purpo.se  for  which  it  is  used  than  the 
current  term  in  the  Civil  Air  Regulations. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment  and  due  consider- 
ation has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  amends 
this  part  of  the  Civil  Air  Regulations 
(14  CFR,  Part  60,  as  amended),  effective 
May  5,  1949. 

1.  By  adding  new  { 60.001  to  read  as 
follows : 

!  60.001  Operation  over  the  high  seas. 
Aircraft  of  United  States  registry  oper- 
ated In  air  commerce  shall  while  over  the 
high  seas  comply  with  the  provisions  of 
Annex  2  (Rules  of  the  Air)  to  the  Con- 
vention on  International  Civil  Aviation. 

Note:  An  airman  who  compiles  fully  with 
Part  60  while  over  the  high  seas  will  also  be 
in  compliance  with  Annex  2.  Under  Article 
12  ot  the  Convention  on  International  Civil 
Aviation,  the  member  states  undertake  to 
make  their  regulations  conform  to  the  great- 
est possible  extent  to  the  ICAO  Annexes.  It 
may  therefore  be  expected  that  the  provisions 
of  Annex  2  will  be  generally  applicable  to 
flight  over  the  territory  of  member  states  of 
the  International  Civil  Aviation  Org.inlzatlon. 

2.  By  adding  a  note  under  §  60.113  to 
read  as  follows: 

Note:  International  Tlsual  distress  and 
urgency  signals  are  contained  In  the  CAA 
Flight  Information  Manual  for  sale  by  the 
Superintendent  of  Documents.  United  States 
Government  Printing  Office,  Washington  25, 
DC. 

No.  62 5 


FEDERAL  REGISTER 

3.  By  adding  a  new  paragraph  (n)  to 
i  60.301  to  read  as  follows: 

(n)  For  international  flights:  The 
number  of  persons  on  board. 

4.  By  amending  p>aragraph  (b)  of 
5  60.308  to  read  as  follows: 

(b)  Proceed  according  to  the  latest  air 
traffic  clearance  to  the  radio  facility  serv- 
ing the  airport  of  Intended  landing,  main- 
taining the  minimum  safe  altitude  or  the 
last  acknowledged  assigned  altitude 
whichever  is  higher.  Descent  shall  start 
at  the  expected  approach  time  last  au- 
thorized or,  if  not  received  and  acknowl- 
edged, at  the  estimated  time  of  arrival 
indicated  by  the  elapsed  time  specified  in 
the  flight  plan. 

5.  By  amending  §  60  910  to  read  as 
follows : 

§  60.910  Expected  approach  time. 
The  time  at  which  it  is  expected  that  an 
arriving  aircraft  will  be  cleared  to  com- 
mence approach  for  a  landing. 

(Sees.  205  (a>,  601.  52  Stat.  984.  1007;  49 
U.  S.  C.  425   (a),  551) 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

(F.   R.    Doc.   49  2433:    FUed.   Mar.   31.    1949; 
8:46  a.  m.] 


Chapter  II — Civil  Aeronautics  Admin- 
istration, Department  of  Commerce 

[Amdt.  16] 

Part  600 — Designation  of  Civil  Airways 
red  civil  airway  no.  30 

It  appearing  that  (1)  the  increased 
volume  of  air  traffic  between  certain 
points  necessitates,  in  the  interest  of 
safety  in  air  commerce,  the  immediate 
realignment  of  a  civil  airway  between 
such  points;  (2)  the  realignment  of  the 
civil  airway  referred  to  in  (1)  above,  has 
been  coordinated  with  the  civil  operators 
involved,  the  Army,  and  the  Navy, 
through  the  Air  Coordinating  Committee, 
Airspace  Subcommittee;  and  (3)  com- 
pliance with  the  notice,  procedures,  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedure  Act  would 
be  impracticable,  unnecessary,  and  con- 
trary to  the  public  interest,  and  therefore 
is  not  required; 

Now  therefore,  acting  under  authority 
contained  In  sections  205,  301,  302,  307, 
and  308  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  and  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act,  I  hereby  amend  the  Code  of  Federal 
Regulations.  Title  14,  Chapter  II,  Part 
600,  as  follows : 

1.  Section  600.4  (c)  (30)  is  amended 
to  read: 

(20>Red  civil  airway  No.  30  (Shreve- 
port.  La.,  to  Jacksonville,  Fla. )  From  the 
Shreveport,  La.,  radio  range  station  via 
the  intersection  of  the  south  course  of 
the  Shreveport,  La.,  radio  range  and  the 
northwest  course  of  the  Alexandria,  La., 
radio  range;  Alexandria,  La.,  radio  range 
station;  Inter.'^cction  of  the  southeast 
coiuse  of  the  Alexandria,  La.,  radio  range 
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and  the  northwest  course  of  the  Baton 
Rouge,  La.,  radio  range;  Baton  Rouge. 
La.,  radio  range  station  to  the  intersec- 
tion of  the  southeast  course  of  the  Baton 
Rouge,  La.,  radio  range  and  the  west 
course  of  the  New  Orleans,  La.,  radio 
range.  From  the  intersection  of  the 
northeast  course  of  the  Mobile,  Ala., 
radio  range  and  the  west  course  of  the 
Crestview.  Fla..  radio  range  via  the  Crest- 
view.  Fla..  radio  range  station;  the  inter- 
section of  the  east  course  of  the  Crest- 
view.  Fla..  radio  range  and  the  northwest 
course  of  the  Tallahassee.  Fla.,  radio 
range;  the  Tallahassee.  Fla..  radio  range 
station  to  the  Jacksonville.  Fla..  radio 
range  station. 

(Sees.  205,  301.  302,  307.  308;  52  Stat.  984, 
S85,  986;  54  Stat.  1233,  1235;  Pub.  Law 
872,  80th  Cong..  Ch.  792.  2d  Sess.;  49 
U.  S.  C,  425,  451,  452.  457,  458) 

This  amendment  shall  become  effective 
0001  e.  s.  t.  April  1,  1949. 

[seal]  F.  B.  Lee. 

Acting  Administrator 
of  Civil  Aeronautics. 

[F.   R.   Doc.   49-2442;    Filed,    Mar.   31,    1949; 
8:48  a.  m.] 


[Amdt.  20] 

Part  601 — Designation  of  Control  Areas, 
Control  Zones,  and  Reporting  Points 

miscellaneous  amendments 

It  appearing  that  (1)  the  Increased 
volume  of  air  traffic  between  certain 
points  necessitates,  in  the  Interest  of 
safety  In  air  commerce,  the  immediate 
redeslgnatlon  and  establishment  of  con- 
trol zones;  (2)  the  redeslgnatlon  and 
establishment  of  the  control  zones  re- 
ferred to  in  (1)  above  have  been  coordi- 
nated with  the  civil  operators  involved, 
the  Army  and  the  Navy,  through  the  Air 
Coordinating  Committee,  Airspace  Sub- 
committee; and  (3)  compliance  with  the 
notice,  procedures,  and  effective  date 
provisions  of  section  4  of  the  Administra- 
tive Procedure  Act  would  be  impractica- 
ble, unnecessary,  and  contrary  to  public 
Interest,  and  therefore  is  not  required; 

Now  therefore,  acting  under  authority 
contained  in  sections  205,  301,  302,  307 
and  308  of  the  Civil  Aeronautics  Act  of 
1938.  as  amended,  and  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act.  I  hereby  amend  the  Code  of  Federal 
Regulations.  Title  14,  Chapter  n.  Part 
601,  as  follows: 

Designation  and  Redesignation  of  Control 
Zones 

1.  Section  601.8  (b)  is  amended  by  de- 
leting the  following  airport: 

Kenal,  Alaska:  Kenal  Airport. 

2.  Section  601.8  (c)  (252)  is  added  to 
read : 

(252)  Fairbanks,  Alaska  control  zone. 
Within  a  5  mile  radius  of  the  Eielson  Air 
Base.  Fairbanks,  Alaska,  extending  2 
miles  either  side  of  the  east  and  north 
courses  of  the  Eiel.son  radio  range  to 
Amber  Civil  Airway  No.  2. 

3  Section  601.8  (c)  (253)  is  added  to 
read: 
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(253)  Kenai,  Alaska  control  zqne. 
Within  a  5  mile  radius  of  the  Kenai  Alr- 
p>ort  extending  2  miles  either  side  of  the 
southeast  course  of  the  Kenai  radio 
range  to  Green  Civil  Airway  No.  8. 

(Sec.  205.  301.  302,  307.  308;  52  Stat.  984. 
985.  986;  54  Stat.  1233.  1235;  Pub.  Law 
872..  80th  Cong.,  ch.  792.  2d  Sess.;  49 
U.  S.  C.  425,  451.  452.  457.  458) 

This  amendment  shall  become  effective 
0001  e.  s.  t.,  April  1.  1949. 

(SEAL  I  P.B.Lee, 

Acting  Administrator 
of  Civil  Aeronautics. 

|F.    R.    Doc.    49-2443:    Filed.   Mar.   31.    1949; 
8:48  a.  m.| 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  240 — General  Rules  and  Regula- 
tions. Securities  Exchange  Act  of 
1934 

BEGISTRATION  OF  UNISSUED  SECURITIES  FOR 
"WHEN   issued"   dealing 

The  Securities  and  Exchange  Commi?- 
.Mon  is  amending  its  §  240.12d3-10  iRule 
X-12D3-10)  under  the  Securities  Ex- 
change Act  of  1934  along  the  lines  of  a 
propo.sal  published  on  March  10.  1949. 
Prior  to  this  amendment.  Rule  X-12D3- 
10  provided  for  the  registration  for 
"when-i.ssued"  trading  on  a  national  se- 
curities exchange  of  securities  to  be  is- 
sued in  railroad  reorganizations.  The 
purpose  of  the  amendment  is  to  expand 
the  coverage  of  the  rule  so  that  it  will 
no  longer  be  limited  to  securities  issued 
In  railroad  reorganizations  but  will  ex- 
tend generally  to  securities  (other  than 
warrants  t  to  be  Issued  in  other  types  of 
reorganizations,  provided  that  the  re- 
organization is  carried  out  with  court 
approval  or  under  compulsion  of  a  court 
order. 

As  a  result  of  the  comments  which  It 
received,  the  Commission  is  making  one 
change  in  the  rule  in  addition  to  those 
proposed.  Where  the  security  in  ques- 
tion is  to  be  issued  upon  exercise  of  a 
warrant,  paragraph  <a)  (4)  of  the  rule 
now  requires  that  such  warrant  expire 
within  90  days  after  issuance.  This 
limitation  has  been  of  little  or  no  prac- 
tical importance  with  respect  to  sub- 
scription rights  issued  to  security  holders 
as  a  class,  since  such  rights  normally 
have  a  life  of  much  less  than  90  days. 
On  the  other  hand,  the  language  of  the 
provision  has  raised  Interpretative 
problems  in  some  situations  to  which  it 
was  not  originally  Intended  to  apply. 
The  Commission  is  therefore  eliminat- 
ing the  present  paragraph  (a)  <4)  from 
the  rule,  and  clauses  t5>,  (6>  and  (7)  of 
paragraph  <a>  are  being  renumbered. 
The  Commission  finds  that  no  further 
public  notice  is  necessary  regarding  the 
amendment  of  this  portion  of  the  rule. 

The  Commission  amends  Rule  X- 
12D3-10  to  read  as  set  forth  below,  find- 
ing that  such  amendment  is  necessary 
and  appropriate  In  the  public  interest 
and  for  the  protection  of  investors  and 


necessary  to  carry  out  the  provisions  of 
the  act.  This  action  is  taken  pursuant 
to  the  provisions  of  Securities  Exchange 
Act  of  1934.  particularly  sections  12  (d) 
and  23  (a). 

§  240.12d3-10  Registration  of  an  un- 
issued security,  other  than  a  warrant, 
to  be  issued  under  a  plan  of  reorganiza- 
tion pursuant  to  court  order.  (a»  Not- 
withstanding the  provisions  of  §  240.- 
12d3-4.  an  unissued  security,  other  than 
a  warrant,  to  be  issued  under  a  plan  of 
reorganization  in  compliance  with  an 
order  of  a  court  of  competent  jurisdiction 
may  be  registered  for  "when  issued" 
dealing  on  a  national  securities  ex- 
change: Proxrided  that: 

(1>  The  reorganization  managers, 
company,  or  other  person  entrusted  with 
the  duty  of  consummating  the  plan  of 
reorganization  has  filed  a  written  state- 
ment with  such  exchange  (and  a  dupli- 
cate signed  original  with  the  Commis- 
sion)  advising: 

(1»  That  the  plan  of  reorganization 
has  been  finally  approved  or  required  to 
be  put  into  effect  <or.  in  the  case  of  a 
proceeding  under  the  Bankruptcy  Act. 
has  been  finally  confirmed)  by  order  of 
the  court  in  which  the  proceeding  is 
pending;  and.  if  there  has  been  substan- 
tial opposition  to  such  order,  that  the 
time  during  which  an  appeal  may  be 
taken  from  such  order  has  expired;  and 
that  no  appeal  is  pending;  and.  if  under 
the  terms  of  the  plan  security  holders' 
authorization  is  required,  that  such  au- 
thorization has  been  obtained;  and 

(ii>  If  such  unissued  security  is  not 
already  in  the  process  of  admission  to 
dealing  on  such  exchange  or  on  another 
exchange  in  the  same  city,  that  applica- 
tion will  be  made  for  its  listing  and  reg- 
istration pursuant  to  section  12  tb»  and 
(c)  of  the  act  on  one  of  such  exchanges 
prior  to  the  date  when  such  unissued  se- 
curity is  made  available  for  delivery. 

<2>  Such  unissued  security  is  the  sub- 
ject of  a  right  to  subscribe  to  or  other- 
wise acquire  such  unissued  security 
granted  to  the  holders  of  a  security 
which  is  admitted  to  dealing  on  a  na- 
tional securities  exchange. 

(3>  A  registration  statement  under  the 
Securities  Act  of  1933.  as  amended,  is 
in  effect  as  to  such  unissued  security. 
If  such  registration  is  required. 

(4)  A  copy  of  the  court  order,  certified 
br*lhe  clerk  of  the  court,  has  been  filed 
with  such  exchange  and  with  the  Com- 
mission as  exhibit  "A"  to  Form  2-J  ( 17 
CFR  249.232)  and,  if  there  are  any  terms 
of  the  reorganization  not  specified  in  de- 
tail in  such  order,  such  terms  have  been 
formally  and  officially  announced  by  the 
person  entrusted  with  the  duty  of  con- 
summating the  plan  of  reorganization 
and  filed  with  the  exchange  and  the 
Commi.ssion  as  a  part  of  said  Exhibit  "A'\ 

(5)  The  members  of  the  certifying  ex- 
change are  subject  to  rules  which  pro- 
vide substantially  that  the  performance 
of  a  contract  to  purcha.se  or  .sell  an  un- 
issued security  shall  be  conditioned  upon 
the  issuance  of  such  security. 

(6)  No  application  has  been  filed  for 
"when  Issued"  dealing  In  such  unissued 
security  on-  another  national  securities 
exchange  in  the  same  city  on  which  other 


exchange  such  unissued  security  is  to  be 
listed  and  registered  upon  issuance. 

(b)  Notwithstanding  the  provisions 
of  §  240.12d3-5  (a>.  Form  2-J  may  be 
filed  by  the  person  entrusted  with  the 
duty  of  consummating  the  plan  of  re- 
organization. 

(c>  Notwithstanding  the  provisions  of 
§  240.12d3-6  (di.  registration  of  an 
unissued  security  for  "when  Issued" 
dealing  pursuant  to  paragraphs  (a)  and 
(b)  of  this  section  shall  expire  at  the 
close  of  busine.ss  on  the  one  hundred  and 
twentieth  day  after  the  effective  date  of 
such  registration  or  at  the  close  of  busi- 
ness on  the  fifteenth  full  business  day 
after  the  date  when  such  unissued  secu- 
rity is  made  available  for  delivery,  which- 
ever date  is  earlier,  unless  the  Commis- 
sion shall  order  an  extension  of  the 
effective  period  of  such  registration. 

In  connection  with  section  4  (O  of 
the  Administrative  Procedure  Act.  the 
Commission  finds  that  the  amendment 
to  §  240.12d3-10  operates  to  relieve  re- 
striction. The  amendment  to  the  rule 
shall  be  effective  immediately. 

By  the  Commission. 

I  SEAL]  Orval  L.  Dubois. 

Secretary. 

March  24.  1949. 

(F.    R.    Doc.    49-2409:    Filed.    Mar.    31,    1949; 
8:50  a.  m  | 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  Vlil — OfFice  of  Housing 
Expeciiter 

[Veterans'     Preference     Reg.,     as     Amended 
AprU   1,  19491 

Part  801 — Veterans'  Preference  Regu- 
lation Under  Housing  and  Rent  Act 
OF  1947  as  Amended 

PURPOSE 

Sec. 

801.1  What  this  section  does. 

DEFINITIONS 

801.2  Definitions. 

PREFERENCE    PERIODS 

801.3  Veterans'  preference  In  sale  of  hous- 

ing accommodations. 
8014     Veterans'    preference    In    renting    of 
houBli\g  accommodations. 

801.5  Alternative    veterans'    preference    pe- 

riod for  projects  of  several   dwell- 
ings. 

PUBLIC  OFFERING 

801.6  Public  offering  in  good  faith. 

MISCELLANEOUS 

801.7  Violations  and  enforcement. 

801.8  Exceptions. 

801.9  Appeals. 

Atn-HORn-T:  ?§8011  to  801.9  Issued  under 
Pub.  Laws  129.  422.  464,  80th  Cong.;  Housing 
and  Rent  Act  of  1949. 

PURPOSE 

§801.1  What  this  part  does.  This 
part  (Veterans'  Preference  Regulation' 
explains  the  preference  given  to  veterans 
of  World  War  II  and  their  families  by 
the  Housing  and  Rent  Act  of  1947,  a.s 
amended,  in  the  sale  or  renting  of  hou."^- 
Ing  accommodations  completed  after 
June  30.  1947.  and  prior  to  June  30,  19:0. 


DEFINITIONS 

5  801.2  Definitions.  As  used  in  this 
part: 

(a )  The  terms  "veterans  of  World  War 
n  or  their  families,"  "veterans  or  their 
families,"  and  "veterans"  shall  mean: 

<1)  A  person  who  has  served  in  the 
active  military  or  naval  forces  of  the 
United  States  on  or  after  September  16, 
1940.  and  who  has  been  discharged  or 
released  therefrom  under  conditions 
other  than  dishonorable; 

(2)  The  spouse  of  a  veteran  (as  de- 
scribed In  the  preceding  subparagraph) 
who  died  after  being  discharged  or  re- 
leased from  service,  if  the  spou.se  has  not 
remarried  and  is  living  with  a  child  or 
children  of  the  deceased  veteran ; 

<3>  A  person  who  is  serving  in  the 
active  military  or  naval  forces  of  the 
United  States  requiring  housing  accom- 
modations for  his  dependent  family; 

(4 )  The  spouse  of  a  person  who  served 
In  the  active  military  or  naval  forces  of 
the  United  States  on  or  after  September 
16.  1940.  and  who  died  in  service,  if  the 
spouse  has  not  remarried  and  is  living 
with  a  child  or  children  of  the  deceased ; 

<5)  A  citizen  of  the  United  States  who 
served  in  the  armed  forces  of  an  allied 
nation  during  World  War  II  <and  v.  ho 
has  been  discharged  or  released  there- 
from under  conditions  other  than  dis- 
honorable) requiring  housing  accommo- 
dations for  his  dependent  family; 

(6)  A  person  to  whom  the  War  Ship- 
ping Administration  has  issued  a  cer- 
tificate cf  continuous  service  in  the 
United  States  Merchant  Marine  who  re- 
quires housing  accommodations  for  his 
dependent  family;  and 

(7)  A  citizen  of  the  United  States  who, 
as  a  civilian,  was  interned  or  held  a  pris- 
oner of  war  by  an  enemy  nation  at  any 
time  during  World  War  II,  requiring 
housing  accommodations  for  his  depend- 
ent family. 

(b)  The  term  "non veterans"  shall 
mean  persons  other  than  veterans  of 
World  War  II  or  their  families. 

(C)  The  term  "person"  shall  include 
an  individual,  corporation,  partnership, 
association,  or  any  other  organized  group 
of  persons,  or  a  representative  of  any  of 
the  foregoing. 

(d)  The  t;me  at  which  construction, 
conversion  or  erection  of  housing  ac- 
commodations shall  be  deemed  to  be 
"completed"  shall  be  the  date  on  which 
the  dwelling  i.s  first  suitable  for  occu- 
pancy and  all  utility  and  service  connec- 
tions have  been  made,  except  for  the 
Installation  of  such  items  and  the  com- 
pletion of  such  decoration  work  as,  In 
accordance  with  the  custom  of  the  com- 
munity, are  left  for  installation  by,  or  to 
the  choice  of,  the  purchaser  or  the 
tenant. 

(e)  The  term  "housing  accommoda- 
tions" shall  include,  without  limitation, 
any  building,  structure,  or  part  thereof, 
or  land  appurtenant  thereto,  or  any  real 
or  personal  property,  designed,  con- 
structed, or  converted  for  dwelling  or 
residential  purposes,  together  with  all 
privileges,  services,  or  facilities  in  con- 
nection therewith;  industrially  made  or 
prefabricated  houses,  sections,  panels,  or 
their  aggregate  as  a  "package",  designed 
or  constructed  for  dwelling  cr  residential 


ptirposes;  and  a  certificate,  deposit, 
membership,  stock  Interest,  or  imdivided 
interest  In  real  estate,  under  a  co- 
operative mutual  ownership  or  similar 
plan,  which  carries  with  it  the  right  of 
occupancy  of  individual  dwelling  units. 

(f)  The  term  "hou.sing  accommoda- 
tions designed  for  occupancy  by  other 
than  transients"  shall  not  include 
housing  accommodations  which: 

(1)  In  a  particular  community  are 
customarily  rented  for  a  term  of  oc- 
cupancy of  six  days  or  less,  or 

(2t  Are  rented  and  usable  only  on  a 
seasonal  basis. 

PREFERENCE   PERIODS 

5  80i.3  Veterans'  preference  in  sale 
of  housing  accommodations.  In  order 
to  assure  preference  or  priority  to  vet- 
erans of  World  War  II  or  their  families 
in  the  sale  of  housing  accommodations 
designed  for  a  single  family  residence, 
the  manufacture,  prefabrication,  con- 
struction, conversion  or  erection  of 
which  is  completed  after  June  30.  1947 
and  prior  to  June  30,  1950,  the  following 
rules  must  be  observed: 

(a)  30-day  veterans'  preference  pe- 
riod after  manufacture  or  prefabrica- 
tion and  prior  to  erection.  No  manu- 
facturer, dealer  or  other  person  shall 
offer  for  sale,  sell  or  otherwise  dispose 
of  industrially  made  or  prefabricated 
houses,  sections,  panels,  or  their  aggre- 
gate as  a  "package",  designed  or  con- 
structed for  dwelling  or  residential  pur- 
poses, to  any  person  for  occupancy  by 
nonveterans  unless  such  housing  ac- 
commodations have  first  been  offered  for 
sale  for  at  least  thirty  days  exclusively 
for  occupancy  by  veterans  or  their 
families. 

(b>  30-day  t>cterans'  preference  pe- 
riod after  construction,  conversion  or 
erection.  No  person  shall  offer  for  sale, 
sell  or  otherwise  dispose  of  such  housing 
accommodations  to  any  person  for  occu- 
pancy by  nonveterans  unless  such  hous- 
ing accommodations  have  first  been  pub- 
licly offered  for  sale  exclusively  for  ocu- 
pancy  by  veterans  or  their  families  (1) 
during  the  period  of  construction,  con- 
version or  erection  and  for  at  least  thirty 
days  thereafter,  and  (2)  for  a  period  of 
at  least  seven  days  in  any  resale  or  other 
subsequent  disposition. 

No  person  shall  purchase  or  otherwise 
acquire  such  housing  accommodations 
during  either  of  the  exclusive  veterans' 
preference  offering  periods  set  forth  in 
paragraphs  (a)  and  (b)  of  this  section, 
unless  such  purchase  or  other  acquisition 
is  made  in  good  faith  for  occupancy, 
duiing  tlie  time  that  this  part  remains 
in  effect,  by  veterans  or  their  families. 

(c)  7-day  offer  at  a  price  in  first  and 
subsequent  sales.  No  person  shall  offer 
for  sale  or  resale,  sell  or  resell  such  hous- 
ing accommodations  to  any  person  for 
occupancy  by  nonveterans  at  a  price 
less  than  the  price  at  which  the  accom- 
modations have  last  been  publicly  offered 
for  sale  for  at  least  seven  days  exclu- 
sively for  occupancy  by  veterans  or  their 
families:  Provided,  however.  That  In  no 
event  shall  the  exclusive  public  offering 
period  for  occupancy  by  veterans  or  their 
families  total  les^  than  thirty  days  in 
any  first  or  original  sale  as  required  by 
paragraphs  (a)  and  (b>  of  this  section. 


No  person  shall  purchase  such  housing 
accommodations  for  occupancy  by  non- 
veterans  at  a  price  less  than  the  price 
at  which  the  accommodations  have  Isist 
been  publicly  offered  for  at  least  seven 
days  exclusively  for  occupancy  by  vet- 
erans or  their  families. 

§  801.4  Veterans'  preference  in  renting 
of  housing  accommodations.  In  order  to 
assure  preference  or  priority  to  veterans 
of  World  War  II  or  their  families  In  the 
renting  cf  hou.«ing  accommodations  de- 
signed for  occupancy  by  other  than  tran- 
sients, the  manufacture,  prefabrication, 
construction,  conversion  or  erection  of 
which  is  completed  after  June  39,  1947 
and  prior  to  June  30,  1950  the  following 
rules  must  be  observed: 

(a)  30-day  veterans'  preference  period 
after  manufacture  or  prefabrication  and 
prior  to  erection.  No  manufacturer, 
dealer  or  other  person  shall  offer  for 
rent,  rent  or  otherwise  dispose  of  indus- 
trially made  or  prefabricated  houses,  sec- 
tions, panels  or  their  aggregate  as  a 
"package,"  designed  or  constructed  for 
dwelling  or  residential  purposes,  to  any 
person  for  occupancy  by  nonveterans  un- 
less such  housing  accommodations  have 
first  been  offered  for  rent  for  at  least 
thirty  days  exclusively  for  occupancy  by 
veterans  or  their  families. 

<b)  30-day  veterans'  preference  period 
after  construction,  conversion  or  erection. 
No  person  shall  offer  for  rent,  rent  or 
otherwise  dispose  of  such  housing  ac- 
commodations to  any  person  for  occu- 
pancy by  nonveterans  unless  such  hous- 
ing accommodations  have  first  been  pub- 
licly offered  for  rent  exclusively  for  oc- 
cupancy by  veterans  or  their  families  <  1) 
during  the  period  of  construction,  con- 
version or  erection  and  for  at  least  thirty 
days  thereafter,  and  (2)  for  a  period  of 
at  least  seven  days  in  any  rerenting  or 
other  subsequent  disposition. 

No  person  shall  acquire  by  renting  or 
otherwise  acquire  such  housing  accom- 
modations, during  either  of  the  exclu- 
sive veterans'  preference  offering  i>eriods 
set  forth  in  paragraphs  (a)  and  (b)  of 
this  section,  unless  such  acquisition  by 
renting  or  other  acquisition  is  made  in 
good  faith  for  occupancy,  during  the  time 
that  this  part  remains  in  effect,  by  vet- 
erans or  their  families. 

(c)  7-day  offer  at  a  price  in  first  and 
subsequent  rentings.  No  person  shall  of- 
fer for  rent  or  rerent,  rent  or  rerent  such 
housing  accommodations  to  any  jierson 
for  occupancy  by  nonveterans  at  a  price 
less  than  the  price  at  which  the  accom- 
modations have  last  been  publicly  offered 
for  rent  for  at  least  seven  days  exclusively 
for  occupancy  by  veterans  or  their  fami- 
lies: Provided,  however.  That  in  no  event 
shall  the  exclusive  public  offering  period 
for  occupancy  by  veterans  or  their  fami- 
lies total  less  than  thirty  days  in  any  first 
or  original  renting  as  required  by  para- 
graphs (a*  and  (b)  of  this  section. 

No  person  shall  acquire  by  renting  or 
otherwise  acquire  such  housing  accom- 
modations for  occupancy  by  nonveterans 
at  a  price  less  than  the  price  at  which  the 
accommodations  have  last  been  publicly 
offered  for  at  least  seven  days  exclusively 
for  occupancy  by  veterans  or  their  fami- 
lies. 
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i  801.5  Alternative  veterans'  prefer- 
ence period  for  projects  of  several  dwell- 
inos.  Where  a  number  of  dwellings  are 
to  be  constructed  or  erected  on  a  certain 
site  as  one  project,  the  period  of  exclu- 
sive public  offering  for  occupancy  by  vet- 
erans or  their  families  which  is  appli- 
cable to  the  first  or  "model"  dwelling  In 
the  project  may  be  used  for  any  or  all  of 
the  other  dwelling  units  in  the  project 
which  are  substantially  the  same;  Pro- 
vided. That  the  public  offering  and  other 
requirements  of  this  part  applicable  to 
the  first  or  "model"  dwelling  are  applied 
to  the  other  units.  For  this  purpose,  the 
term  "construction"  as  used  in  this  sec- 
tion means  construction  or  erection  of 
such  first  or  "model"  dwelling.  The  ex- 
.  elusive  public  offering  for  occupancy  by 
veterans  or  their  families  under  this 
section  must  clearly  refer  to  all  of  the 
dwellings  In  the  project  to  be  covered  by 
the  public  offering. 

PTTBLIC    OFFERING 

5  801.6  Public  offering  in  good  faith. 
In  order  to  assure  preference  or  priority 
to  veterans  of  World  War  II  or  their 
families,  all  hou.sing  accommodations 
covered  by  §§  801.3.  801  4  and  801.5  must, 
for  the  applicable  period  therein  set 
forth,  be  publicly  offered  in  good  faith. 
as  provided  in  this  section,  for  sale  or 
rent  exclusively  for  occupancy  by  vet- 
erans or  their  families. 

(a)  Must  give  veterans  reasonable  op- 
portunity. To  make  a  public  offering  in 
good  faith,  the  owner  must  take  such 
affirmative  steps  as.  under  the  circum- 
stances, will  give  notice  to  all  veterans 
or  a  reasonably  large  class  of  veterans  in 
the  community  that  the  accommoda- 
tions are  available  and  will  give  them  a 
reasonable  opportunity  to  negotiate  for 
them.  These  affirmative  steps,  in  addi- 
tion to  the  posting  of  placards  or  signs 
and  the  insertion  of  advertisements  in 
newspapers,  as  required  by  paragraphs 
(b)  and  (c>  of  this  section,  include  at 
least  those  steps  which  are  customary 
In  the  community  for  making  a  public 
offering  of  housing  accommodations. 
The  refusal  of  the  owner  to  sell  or  rent 
to  a  particular  veteran  for  personal  rea- 
sons, which  are  In  accordance  with  local 
law  and  customary  real  estate  practices 
in  the  community,  does  not  by  itself  nec- 
e.'^sarily  constitute  a  violation  of  this 
public  offering  requirement.  If,  how- 
ever, the  owner  refuses  to  sell  or  rent  to 
veterans  whom  he  does  not  know  to  be 
unqualified  or  unable  to  purchase  or  rent, 
,  and  then  sells  or  rents  to  a  nonveteran. 
the  owner  has  violated  this  part. 

ib>  Posting  of  placards  or  signs.  A 
placard  or  sign  must  be  posted  in  front 
of  each  housing  structure,  or  in  a  con- 
spicuous location  on  the  site  of  the  con- 
struction of  the  housing  accommoda- 
tions, during  any  exclusive  public  offer- 
ing period  for  occupancy  by  veterans  or 
their  families.  Such  placard  or  sign 
must  legibly  contain  the  rent  or  sales 
price,  the  fact  that  the  housing  accom- 
modations are  offered  for  sale  or  rent 
exclusively  for  occupancy  by  veterans  or 
their  families  for  the  prescribed  period, 
and  the  name  and  address  of  the  person 
authorized  to  sell  or  rent  the  housing 
accommodations.     If  the  rent  or  sales 
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price  Is  reduced  after  the  placard  or  sign 
Is  posted,  the  price  on  the  placard  or 
sign  must  be  changed  accordingly. 

<c)  Newspaper  advertisement.  All 
housing  accommodations  covered  by 
85  801.3.  801.4  and  801.5  must  be  publicly 
advertised  by  newspaper  exclusively  for 
occupancy  by  veterans  or  their  families 
on  at  heast  three  days  during  the  first 
twenty  days  of  the  thirty-day  preference 
period  required  in  any  first  or  original 
sale  or  renting  and  on  at  least  two  days 
during  the  seven-day  preference  period 
required  in  any  resale  or  rerenting.  This 
advertisement  shall  be  in  a  newspaper 
of  general  circulation  In  the  community 
where  the  housing  accommodations  are 
located.  The  advertisement  shall  con- 
tain the  same  information  as  required 
for  placards  and  signs  in  paragraph  (b) 
of  this  section. 

MISCELL.^NEOUS 

§  801.7  Violations  and  enforcement — 
(a)  General.  The  veterans'  preference 
requirements  of  this  part  shall  not  be 
evaded  either  directly  or  Indirectly.  It 
shall  be  unlawful  for  any  person  to  ef- 
fect, either  as  principal,  broker,  or  agent, 
a  sale  or  renting  or  an  agreement  for 
the  sale  or  renting,  or  to  solicit  or  at- 
tempt, offer  or  agree  to  sell  or  rent  any 
housing  accommodations  in  violation  of 
the  veterans'  preference  requirements  of 
this  part.  It  shall  also  be  unlawful  for 
any  person  to  sell  or  rent  or  agree  to 
sell  or  rent  housing  accommodations  cov- 
ered by  §§  801.3.  801.4  and  801.5  during 
the  veterans*  preference  periods  if  he 
knows  or  has  reason  to  know  that  the 
housing  accommodations  will  not  t>e 
occupied  by  veterans  or  their  families, 
and  for  any  purchaser  or  tenant  to  effect 
or  agree  to  effect  a  sale  or  renting  in 
violation  of  the  veterans'  preference  re- 
quirements of  this  part. 

(b)  Penalties.  Any  person  who  wil- 
fully violates  any  provision  of  this  part 
or  section  4  of  the  Housing  and  Rent  Act 
of  1947,  as  amended,  shall,  upon  convic- 
tion thereof,  be  subject  to  a  fine  of  not 
more  than  $5,000  or  to  Imprisonment 
for  not  more  than  one  year  or  to  both 
such  fine  and  imprisonment.  Any  per- 
son who.  in  connection  with  this  part, 
knowingly  makes  any  statement  to  any 
department  or  agency  of  the  United 
States,  false  in  any  material  re.spect. 
shall  upon  conviction  thereof  be  subject 
to  fine  or  Imprisonment,  or  both.  Any 
person  who  violates  any  provision  of  this 
part  may  be  prohibited  or  restrained  as 
authorized  by  law. 

§  801.8  Exceptions.  The  veterans' 
preference  requirements  set  forth  in  this 
part  are  not  applicable  to: 

(a>  Housing  accommodations  which 
are  built  to  replace  a  dwelling  destroyed 
or  damaged  by  fire,  flood,  tornado,  or 
other  similar  disaster; 

(b)  Sales  of  housing  accommodations 
in  the  course  of  judicial  or  statutory  pro- 
ceedings in  connection  with  foreclosures; 

(c)  The  occupancy  by  an  owner,  or 
his  building  service  employee,  of  a  dwell- 
ing unit  which  does  not  exceed  In  floor 
space  (1)  a  normal  one-family  unit  in 
the  structure  or  project,  or  (2)  fifteen 
percent  of  the  residential  floor  space  of 
the  structure  or  project. 


fd>  Sales  of  any  housing  accommoda- 
tions to  any  person  for  Investment  pur- 
poses rather  than  for  occupancy  by  the 
purchaser;  but  the  purchaser  of  such 
housing  accommodations  is  bound  by  the 
veterans'  preference  requirements  in  this 
part  In  renting  or  selling  for  occupancy. 

(e)  The  occupancy  of  housing  accom- 
modations operated  by  a  non-profit  or 
public  educational  institution  for  the  use 
of  Its  students  or  teachers:  Provided, 
however,  That  among  eligible  applicants 
for  such  accommodations  at  any  partic- 
ular time  preference  shall  be  given  to 
veterans. 

§801.9  Appeals.  Any  person  who  con- 
siders that  compliance  with  any  provi- 
sion of  this  part  would  result  in  a  hard- 
ship on  him  may  appeal  for  relief.  The 
appeal  shall  be  In  the  form  of  a  letter  in 
duplicate  addressed  to  the  Housing  Ex- 
pediter, Washington,  D.  C.  Ref.:  VPR 
Appeal.  The  appeal  must  state  clearly 
the  specific  provision  of  the  part  appealed 
from  and  describe  fully  the  hardship 
which  will  result  from  compliance  with 
the  regulations  In  this  part. 

Issued  this  1st  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

I  P.    R.   Doc.   49-2457:    Filed.   Mar.   31,    1949; 
8:47  a.  m.l 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  C — Miscellaneous  Excise  Taxes 

IT.  D.  5694] 

Part  191 — Importation  of  Distilled 
Spirits  and  Wines 

miscellaneous  amendments 

1.  On  October  29,  1948.  notice  of  pro- 
posed rule  making  regarding  the  rates 
of  tax  applicable  to  liqueurs,  cordials,  and 
similar  compounds;  flavored  wines;  and 
other  compounds  and  preparations,  was 
published  in  the  Federal  Register  (13 
F.  R.  6356 >. 

2.  After  consideration  of  all  such  rele- 
vant matter  as  was  pre.sented  by  inter- 
ested persons  regarding  the  proposal, 
S;j  191.8  and  191.9  of  Regulations  Z'l  (26 
CPR.  191.8  and  191.9)  are  amended  to 
read  as  follows: 

§  191.8  Liqueurs,  cordials,  and  sirnilar 
compounds.  Liqueurs,  cordials  and  simi- 
lar compounds,  containing  distilled  spir- 
its. In  customs  bonded  warehouse  or  im- 
ported into  the  United  States  are  subject 
to  an  internal  revenue  tax,  when  with- 
drawn, at  the  rate  of  $9  per  proof  gallon, 
or  wine  gallon  when  below  proof,  and  a 
proportionate  tax  at  a  like  rate  on  all 
fractional  parts  of  such  proof  or  wine 
gallon.  Fortified  or  unfortified  wines, 
containing  not  over  24  per  centum  of 
alcohol  by  volume,  to  which  sweetening 
or  flavoring  materials,  but  no  distilled 
spirits,  have  been  added  are  not  classified 
as  liqueurs,  cordials,  or  similar  com- 
pounds, but  are  considered  to  be  flavored 
wines  only  and  are  subject  to  internal 
revenue  tax  at  the  rates  applicable  to 
wines.  «Secs.  2800  as  amended,  3030  as 
amended,  3176,  I.  R.  C.) 
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1 191  9  Rate  of  tax  on  other  com- 
pounds and  preparations.  Compounds 
and  preparations,  other  than  those  speci- 
fied In  §  191.8.  containing  distilled  spirits, 
which  are  fit  for  beverage  purposes,  in 
customs  bonded  warehouse  or  imported 
Into  the  United  States  are  subject  to 
Internal  revenue  tax  at  the  rate  of  $9 
per  proof  gallon,  or  wine  gallon  when 
below  proof,  and  a  proportionate  tax  at 
a  like  rate  on  all  fractional  parts  of  such 
proof  or  wine  gallon.  Compounds  and 
preparations,  containing  fortified  or  un- 
fortified wine,  but  no  distilled  spirits, 
which  are  fit  for  beverage  purposes  and 
which  are  sold  as  wine,  are  subject  to 
Internal  revenue  tax  at  the  rates  applica- 
ble to  wines.  <Secs.  2800  as  amended. 
3030  as  amended.  3176.  I.  R.  C.) 

3.  These  amendments  are  designed  to 
correct  the  regulations  to  conform  to 
the  Intendment  of  section  3030  <a>  (2) 
of  the  Internal  Revenue  Code  <  26  U.  S.  C, 
3030  <a»  »2t).  The  effect  of  the  amend- 
ments is  that  on  and  after  the  effective 
date  thereof.  Internal  revenue  tax  will 
be  collected  on  imported  liquers.  cor- 
dials, flavored  wines,  compounds,  and 
preparations  *1>  at  the  basic  rate  ap- 
plicable to  distilled  spirits  (namely.  $9 
per  proof  gallon,  or  wine  gallon  when 
below  proof).  If  the  products  contain 
distilled  spirits  las  defined  in  §  191.3 
of  Regulations  21).  or  (2)  at  the  basic 
rates  applicable  to  wines  (namely,  15 
cents  per  wine  gallon  when  containing 
not  more  than  14  per  centum  of  alcohol 
by  volume.  60  cents  per  wine  gallon  when 
containin?  more  than  14  per  centum  and 
not  exceeding  21  per  centum  of  alcohol, 
$2  per  wine  gallon  when  containing  more 
than  21  per  centum  and  not  exceeding 
24  per  centum  of  alcohol,  and  $9  per  wine 
gallon,  or  proof  gallon  if  over  100  proof, 
when  containing  more  than  24  per 
centum  of  alcohol)  if  the  products  con- 
tain fortified  or  unfortified  wine,  but  no 
distilled  spirits,  and  are  sold  as  wine. 

4.  This  Treasury  decision  shall  be  ef- 
fective on  May  1.  1949.  or  on  the  31.st 
day  after. the  date  of  its  publication  in 
the  Feder.\l  Register,  whichever  date  is 
later. 

(Sees.  2800  as  amended.  3030  as 
amended.  3176.  Internal  Revenue  Code, 
26  U.  S.  C.  2800,  3030.  3176) 

TsealI  Geo.  J.  Schoenem.^n. 

Commissioner  of  Internal  Rei'cnuc. 
Frank  Dow, 
Acting  Commissioner  of  Customs. 

Approved:  March  28.  1949. 

Thomxs  J.  Lynch. 
Acting  Secretary  of  the  Treasury. 

IF.   R.   Doc.    49-2431;    Filed.   Mar.    31.    1949; 
8  53  a.  m.l 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter  I — Monetary  Offices,  Depart- 
ment of  the  Treasury 

11949  Dept.  Clrc.  II 

Part   129— Values  of  Foreign  Moneys 

QUARTER  beginning  APRIL  1,  1949 

April  1,  1949. 

!  129.12     Calendar  year  1949.    *     *    * 
(b»   Quarter  beginning  April  1,  1949. 
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Pursuant  to  section  522,  title  IV,  of  the 
Tariff  Act  of  1930,  reenacting  section  25 
of  the  act  of  August  27, 1894.  as  amended, 
the  following  estimates  by  the  Director 
of  the  Mint  of  the  values  of  foreign 
monetary  units  are  hereby  proclaimed 
to  be  the  values  of  such  units  In  terms 
of  the  money  of  account  of  the  United 
States  that  are  to  be  followed  in  esti- 
mating the  value  of  all  foreign  merchan- 
dise exported  to  the  United  States  during 
the  quarter  beginning  April  1,  1949,  ex- 
pressed in  any  such  foreign  monetary 
units:  Provided,  however,  That  If  no  such 
value  has  been  proclaimed,  or  if  the  value 
so  proclaimed  varies  by  5  per  centum  or 
more  from  a  value  measured  by  the  buy- 
ing rate  in  the  New  York  market  at  noon 
on  the  day  of  exportation,  conversion 


1491 

shall  be  made  at  a  value  measured  by 
such  buying  rate  as  determined  and  cer- 
tified by  the  Federal  Reserve  Bank  of 
New  York  and  published  by  the  Secre- 
tary of  the  Treasury  pursuant  to  the 
provisions  of  section  522.  title  IV,  of  the 
Tariff  Act  of  1930. 

The  value  of  foreign  monetary  units, 
as  shown  below  In  terms  of  United  States 
money.  Is  the  ratio  between  the  legal 
gold  content  of  the  foreign  unit  and  the 
legal  gold  content  of  the  United  States 
dollar.  It  should  be  noted  that  this 
value,  with  respect  to  most  countries, 
varies  widely  from  the  present  exchange 
rates.  Countries  not  having  a  legally 
defined  gold  monetary  unit,  or  those  for 
which  current  Information  is  not  avail- 
able, are  omitted. 


Value 

in 

Country 

Monetary  Nnit 

terms 

of 
U.S. 

money 

Cana<la    and     New- 

Dollar  

$1.(^931 
.5128 

foundland. 
C"olonil>ia 

Peso 

("osta  Rica 

Colon 

Krone 

Peso 

.17il 

i.anx) 

Denmark    

Dominican  Republic. 

Kthiopia            

Dollar 

Markka 

(Quetzal 

.  4<l2.'i 

.042(5 
l.OOOU 

Finland        -.-- 

Ciuatcniala 

Haiti  

Hungary 

Gourde 

Forint. 

.21100 
.0852 

Ireland        -.- 

Pound 

Sol 

8.2397 
.4740 

Peru 

riiilippines 

Peso 

..5000 

Swe<len 

Union  of  Soviet   So- 
cialist Republic*. 

Krona 

Ruble 

Peso 

.45.37 
.1981 

.6583 

Venezuela 

Bolivar 

,3267 

Remarks 


Redemption  of  notes  into  gold  su.si¥>nded.    Export  of  gold  prohib- 

ite<l  except  under  lie<'n.s<'. 
Monetary  Law  No.  90  of  Dec.  Ifi.  1948,  elTective  Dec.  18, 1948.  con- 
tent of  iH'so  O..T(K>;}7  (jraiu  of  gold  9  10  flue.    Obligation  to  sell  gold 

sus|>enaed  ."^ept.  24,  IW'.I. 
I'arity  of  .15H2t>7  fine  grain  gold  established  by  decree  law  effective 

Mar.  22.  1947. 
Conversion  of  notes  into  goM  suspended  Sept.  29.  19."*!. 
By  Monetary  Law  No.  1528  effective  OctotH-r  9,  1947.  fold  content 

of  peso  equal  to  .888«i71  gram  fine. 
New  unit  established  Wy  F'roclamation  of  the  Emperor  on  May  25. 

ly45.  effective  July  H.  194.i. 
Conversion  of  notes  into  gold  siispmided  Oct.  12.  19.'?1. 
Decree  No.  2'«  of  Dec.  Id.  \'it\'\  defined  the  mwetary  unit  as  l.S  .'.  21 

grains  gold  9  10    fine.    Conversion  of  notes  into  gold  susp»'nded 

^lar.  ii.  ]\iiH. 
National  han"k  notes  redeemable  on  demand  in  V.  S.  dollars. 
New  unit  based  on  13.210  forint  per  kilogram  flue  gold,  etiective 

Jnly  194»;. 
Couversion  of  notes  into  gold  susp<'nded  Sept.  21.  1931. 
Conversion  of  notes  into  gold  su.-:pendcd  May  18.  1932;  exchange 

control  established  .Ian.  t^,  194.'i. 
Act  of  Mar.  Ifi.  193.");  agreeniiiil  between  V.  P.  and  Philippines 

concerning  trade  and  related  matters  based  on  Philippine  'i'rado 

Act  of  1»4<». 
Conversion  of  notes  Into  gold  suspended  Sept.  29, 1931. 
On  basis  of  5.6'?07  rubles  per  gram  of  fine  gold. 

Present  gold  content  of  ..IH.VIIS  grams  fine  established  by  l:iw  of 
Jan.  \\  i*iK  Coinersion  of  notes  into  cold  suspended  Aug.  2, 
1914;  exchange  control  established  Sept.  7,  1931. 

Exchange  control  established  Dec.  12, 19:it>. 


(Sec.  25.  28  Stat.  552.  sec.  403.  42  Stat. 
17.  sec.  522.  42  Stat.  974,  sec.  522.  46  Slat. 
739;  31  U.  S.  C.  372,  April  h  1949) 

fsEALl  E.  H.  Foley,  Jr., 

Acting  Secretary  of  the  Treasury. 

|F.   R.   Doc.   49-2430;    Filed,    Mar.   31,    1949; 
8:46  a.  m.l 

TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  I — Munitions  Board 

Subchapter   A — Regulations   Under   the   Notional 
Industrial  Reserve  Act  of   1948 

Issuance  of  Regulations 

This  regulation,  issued  by  tlie  Muni- 
tions Board  under  autiiority  delegated 
to  tiie  Board  by  the  Secretary  of  Defense, 
prescribes  tiie  procedures  for  the  admin- 
istration of  the  National  Industrial  Re- 
serve Act  of  1948.  approved  July  2.  1948, 
Public  Law  883  of  the  80th  Congress. 

The  regulation  sets  forth  the  relation- 
ship between  the  Munitions  Board,  act- 
ing for  the  Secretary  of  Defense;  the 
Military  Departments;  the  owning  agen- 
cies ;  the  disposal  agencies ;  and  the  Fed- 


eral Works  Agency,  which  is  the  cus- 
todian of  properties  in  the  Reserve  which 
have  not  been  sold  or  leased.  It  sets 
forth  the  method  of  designating  proper- 
ties for  the  Reserve,  the  procedures 
governing  the  maintenance  and  utiliza- 
tion while  in  the  Reserve,  and  the  method 
of  taking  property  out  of  the  Reserve. 

It  is  believed  that  the  procedures  set 
forth  for  implementation  of  the  statute 
will  carry  out  the  intent  of  the  Congress 
and  the  declared  policies  to  provide  an 
essential  nucleus  of  Government-owned 
Industrial  plants  and  a  reserve  of  ma- 
chine tools  and  industrial  manufactur- 
ing equipment  for  immediate  u.se  in  time 
of  emergency  or  in  anticipation  thereof, 
and  to  restrict  the  plants  and  the  Reserve 
to  the  minimum  numbers  or  kinds  re- 
quired for  the  intended  purpose. 


D.  F.  Carpenter. 

Chairman. 


March  24.  1949. 


Part 

111  General. 

112  Procedures  for  designation  and  Mainte- 

nance of  properties  lu  the  NatlonaX 
Industrial  Reserve. 

113  The  National  Security  Clause  and  pro* 

cedures  for  transfers  of  property. 
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Sec. 

111.100 
111.101 

111.102 

111.103 

111.104 

111.105 

111.106 
111.107 


Pabt  111 — Genkral 

bijbfakt  a — nrrmoDxjcnoN 

Scope  of  subpart. 

Purpose  of  regulations  In  this  sub- 
chapter. 

Applicability  of  regulations  In  this 
subchapter. 

Effective  date  of  regulations  In 
this  subchapter. 

Amendment  of  reij^ulatlons  In  this 
subchapter. 

Procedures  for  Implementing  the 
regulations  In  this  subchapter. 

Delegations  of  authority. 

Periodic  reports  to  the  Secretary 
of  Defense. 


SUBPART 


-DEFlNmON    or   TERMS 


111.201.  Definitions. 

111.201-1  "Act." 

111.201-2  "National  Industrial  Reserve." 

111.201-3  "Excess  Industrial  property." 

Ill  201-4  "Machine  tool." 

111.201-5  "Industrial  manufacturing  equip- 
ment." 

111.201  6  "Industrial  plant." 

1 1 1 .201-7  "Nonprofit  educational  Institution 
or  training  school." 

Ill  201-8  "National  Security  Clause." 

111.201-9  "Transfer." 

111.201-10  "Disposal." 

111.201-11  "Transferee." 

111.201-12  "Disposal  agency." 

8T7BPAXT  C DELEGATIONS  OF  AUTHOEITT 

111.300        Scope  of  subpart. 
-111.301         Delegation  of  authority  by  Secre- 
tary of  Defense. 

111.302  Action  by  the  Munitions  Board, 

subdelegalion. 

111.303  Redelegatlon     to     Secretaries     of 

military  departments. 

111.304  Delegation    of    authority   by   the 

Federal  Works  Administrator. 

Authoritt:  J5  111.100  to  111.304  Issued 
under  sec.  213  (c)  (10).  61  Stat.  506,  Pub. 
Law  883,  80th  Cong.;  Deleg.  of  authority. 
Secy  Defense,  July  3.  1948,  13  F.  R.  4576. 

SUBPART    A — INTRODUCTION 

§  111.100  Scope  of  subpart.  This 
subpart  sets  forth  (a>  Introductory  In- 
formation pertaininR  to  thi.s  subchapter 
(its  purpose,  applicability,  effective  date, 
and  arrangement),  and  (b)  instructions 
for  implementing  and  amending  this 
subchapter.     . 

§  111.101  Purpose  of  regulations  in 
this  subchapter.  The  regulations  In  this 
subchapter,  issued  by  the  Munitions 
Board  under  authority  delegated  by  the 
Secretary  of  Defense,  establish  for  the 
National  Military  Establishment,  the 
Federal  Works  Agency,  and  disposal 
agencies  of  the  Government,  policies  and 
procedures  relating  to  the  establishment 
and  administration  of  the  National  In- 
dustrial Reserve  under  the  authority  of 
the  National  Industrial  Reserve  Act  of 
1948.  Public  Law  No.  883,  80th  Congress 
(hereinafter  referred  to  as  the  "act"). 

S  111.102  Applicability  of  regulations 
in  this  subchapter.  The  regtilations  in 
this  subchapter  shall  apply  to  the  ad- 
ministration of  all  property  in  the  Na- 
tional Industrial  Reserve,  and  to  all 
transfers  and  dispositions  of  property 
Into  and  out  of  the  National  Industrial 
Reserve  which  may  be  effected  on  or 
after  the  effective  date  of  the  regulations 
In  this  subchapter.  It  shall  also  apply, 
to  such  extent  as  Is  practicable,  to  trans- 
fers and  dispositions  of  properly  effected 
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prior  to  the  effective  date  of  the  regu- 
lations In  this  subchapter  but  shall  not 
be  construed  to  Invalidate  any  action 
taken  or  any  transfer,  disposition,  or 
other  transaction  effected  prior  to  such 
effective  date.  Rules,  regulations  and 
directives  of  the  National  Military  Es- 
tablishment, the  Federal  Works  Agency, 
and  disposal  agencies  of  the  Govern- 
ment or  of  any  department  or  subdivision 
of  any  of  them,  affecting  property  in  the 
National  Industrial  Reserve  not  in  con- 
flict with  the  regulations  in  this  sub- 
chapter, as  from  time  to  time  amended, 
shall  remain  in  full  force  and  effect. 
Anjlhing  herein  to  the  contrary  not- 
withstanding, the  regulations  in  this 
subchapter  shall  have  no  application  to 
property  of  the  Army,  Navy,  or  the  Air 
Force  which  has  not  heretofore,  or  is 
not  hereafter,  determined  to  be  sirrplus 
to  its  needs  and  responsibilities  by  the 
Department  having  jurisdiction  there- 
over. 

5  111.103  Effective  date  of  regula- 
tions in  this  subchapter.  The  regula- 
tions in  this  subchapter  shall  be  effective 
on  and  after  April  1,  1949. 

5  111.104  Amendment  of  regulations 
in  this  subchapter.  The  regulations  in 
this  subchapter  may  be  amended  from 
time  to  time  by  the  Munitions  Board. 
Unless  otherwise  specifically  provided  in 
any  amendment,  compliance  therewith 
shall  not  be  mandatory  until  thirty  days 
after  the  date  of  its  issuance,  although 
compliance  shall  be  authorized  from 
such  date. 

§  111.105  Procedures  for  implement- 
ing the  regulations  in  this  subchapter. 
Tlie  Federal  Works  Administrator,  and 
the  head  of  any  disposal  agency  may 
Implement  the  regulations  in  this  sub- 
chapter by  prescribing  for  their  respec- 
tive departments  or  agencies  detailed 
procedures  which  are  not  Inconsistent 
with  the  regulations  In  this  subchapter. 
Copies  of  such  procedures  shall  in  eacli 
instance  be  forwarded  to  all  other  in- 
terested departments,  or  agencies.  Ques- 
tions of  interpretation  of  the  regulations 
in  this  subchapter  shall  be  resolved  by 
the  Munitions  Board. 

§  111.106  Delegations  of  authority. 
Tlie  Secretary  of  Defense,  the  Federal 
Works  Administrator,  and  the  head  of 
any  di.sposal  agency  may  to  the  extent 
permitted  by  law,  delegate,  and  provide 
for  the  sub-delegation  of.  the  authority 
and  administrative  functions  imposed 
upon  each  of  them  respectively  by  the 
act  or  by  the  regulations  In  this  sub- 
chapter. 

§  111.107  Periodic  reports  to  the  Sec- 
retary of  Defense.  For  the  purposes  of 
the  report  required  to  be  submitted  by 
the  Secretary  of  Defense  to  the  Congress 
on  April  1  of  each  year  under  section  12 
of  the  act,  the  Federal  Works  Adminis- 
trator and  the  head  of  each  disposal 
agency  having  control  of  properties  In 
the  National  Industrial  Reserve  shall,  on 
or  before  February  1  of  each  year,  sub- 
mit to  the  Secretary  of  Defense  a  report 
of:  (a)  All  of  the  property  under  his 
control  in  the  Nationsd  Industrial  Re- 
serve as  of  January  1  of  such  year;  (b) 
the  properties  which  have  been  received 
by  him  or  certified  for  transfer  to  him 


during  the  preceding  twelve  months  to 
become  a  part  of  the  National  Indus- 
trial Reserve;  (c)  the  physical  condition 
of  each  of  the  properties  in  the  National 
Industrial  Reserve;  (d)  the  probability 
of  disp>osal  of  each  of  such  properties 
under  the  terms  of  the  National  Security 
Clause;  (e)  the  approximate  dates  when 
determination  as  to  dispo*;ability  of  each 
of  such  properties  will  be  made;  and  <f  • 
such  recommendations  as  he  may  wi.«h 
to  make  with  respect  to  the  administra- 
tion of  the  proiJerties  under  his  control, 
or  with  respect  to  the  need  for  amend- 
ment of  the  act  or  related  legislation. 

SUBPART  B — DEFINITIONS  OF  TERMS 

5  111  201  Definitions.  When  used  In 
the  regulations  in  this  subchapter  terms 
shall  be  defined  as  set  forth  in  S$  HI  - 
201-1  to  111.201-12. 

§  111.201-1  "Act".  The  term  "act- 
shall  mean  the  National  Industrial  Re- 
.scrve  act  of  1948  (Public  Law  883.  80th 
Congress.  Ch.  811.  Second  Session,  Act  of 
July  2.  1948.). 

5  111.201-2  "National  Industrial  Re- 
serve". The  term  "National  Industrial 
Reserve"  shall  mean  (a)  that  excess  in- 
dustrial property  wliich  has  been  or 
shall  be  sold,  leased,  or  otherwise  dis- 
posed of  by  the  United  States  subject 
to  a  National  Security  Clause,  (b)  that 
excess  industrial  property  of  the  United 
States'  whicii.  not  having  been  sold, 
leased  or  otherwise  disposed  of  subject 
to  a  National  Security  Clause,  shall  be 
transferred  to  the  Federal  Works  Agency 
to  be  held  or  disposed  of  under  the  pro- 
visions of  the  act,  and  (c)  that  excess 
industrial  property  under  the  control  of 
any  executive  department  or  independ- 
ent establishment  in  the  executive 
branch  of  the  Government,  including 
any  wholly  owned  Grovernment  corpora- 
tion, which  is  not  required  for  its  im- 
mediate needs  and  responsibilities  as 
determined  by  the  head  of  such  depart- 
ment or  establLshment  and  which  shall 
be  designated  by  the  Munitions  Board 
pursuant  to  section  4  of  the  act  as  a 
part  of  the  National  Industrial  Reserve. 

S  111.201-3  "Excess  industrial  prop- 
erty." The  term  "excess  industrial 
property"  shall  mean  (a)  any  machine 
tool,  (b)  any  Industrial  manufacturing 
equipment,  and  (c)  any  Industrial  plant, 
which  tool,  equipment,  or  plant  is  under 
the  control  of  any  executive  department 
or  Independent  establishment  in  the 
executive  branch  of  the  Government,  In- 
cluding any  wholly-owned  Government 
corporation,  and  which  Is  not  required 
for  its  immediate  needs  and  responsi- 
bilities, as  determined  by  the  head 
thereof. 

§  111.201-4  "Machine  tool."  The 
term  "machine  tool"  shall  mean  any  tool 
which  is  operated  by  power  and  is  partly 
or  wholly  automatic. 

?  111.201-5  "Industrial  manufactur- 
ing equipment."  The  term  "industrial 
manufacturing  equipment"  shall  mean 
any  equipment  which  is  used  in  the  pro- 
duction of  an  article  or  product.  Includ- 
ing all  tools  and  equipment  connected 
with  a  production  line  or  assembly  line, 
but  excluding  equipment  used  solely  for 
nonproductive    or    administrative    pur- 
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poses.  'For  example,  a  dolly  used  for 
moving  parts  from  one  operation  to  an- 
other on  the  factory  floor  would  be  in- 
cluded within  this  definition,  whereas  a 
general-purpose  truck  used  for  collec- 
tions and  deliveries  outside  of  the  plant 
would  be  excluded.) 

S  111  201-6  'Industrial  plant"  The 
term  "industrial  plant"  shall  mean  any 
plant  (including  structures  on  land 
owned  or  leased  to  the  United  States 
substantially  equipped  with  machinery, 
tools,  and  equipment)  which  is  capable 
of  economic  operation  as  a  separate  and 
Independent  industrial  unit  and  which 
l.s  not  an  integral  part  of  an  installation 
of  a  private  contractor.  For  purposes 
of  this  definition  the  following  factors 
shall  be  taken  into  consideration : 

(a>  Special  structural  design  estab- 
lishing special  purpose — for  example, 
vaulted  ceilings  for  aircraft  as.sembly 
plants,  establishing  purpose,  regardless 
of  teolin^:  or  other  equipment. 

(b)  The  removal  of  tools  and  equip- 
ment for  safe  .storage  shall  not  be  con- 
sidered to  change  the  character  of  a 
structure  as  an  industrial  plant,  if  oth- 
erwise meeting  the  requirements  of  tills 
definition. 

(c»  The  presence  of  a.ssembly  lines, 
machine  bases  casting  pots,  special 
furnaces,  or  similar  installations,  shall 
be  given  consideration  in  determining 
whether  a  structure  is  substantially 
equipped,  within  this  definition. 

(d)  A  plant  designed  and  equipped  for 
one  or  more,  but  not  all,  of  the  manufac- 
turing proces.ses  in  the  production  of  a 
particular  material  or  product,  may  be 
an  "independent  industrial  unit,"  within 
this  definition. 

(e>  The  lea.se,  sale,  or  transfer  of  a 
portion  or  division  of  an  industrial  plant 
need  not  be  considered  to  change  the 
character  of  such  industrial  plant  within 
this  definition,  if  such  portion  or  division 
can  be  restored  to  Its  former  status  by 
exercLse  of  rights  reserved  to  the  Gov- 
ernment. 

(f »  The  lease  or  sale,  subject  to  a  Na- 
tional Security  Clause,  of  the  land  (in- 
cluding protection  areas)  or  underground 
improvements  of  an  ordnance  plant  shall 
not  be  considered  to  change  the  charac- 
ter of  such  ordnance  plant  as  an  indus- 
trial plant  within  this  definition. 

5  111.201-7  "Nonprofit  educational  in- 
stitution or  training  school".  The  term 
"nonprofit  educational  institution  or 
training  school"  means  any  school,  train- 
ing school,  .school  system,  library,  col- 
lege, university,  research  foundation,  or 
other  similar  institution,  organization, 
or  association  which  is  organized  for  the 
primary  purpose  of  carrying  on  instruc- 
tion or  research  in  the  public  interest, 
and  which  is  not  organized  or  operated 
for  profiii. 

§111.201-8  "National  Security 
Clause".  The  terms  "National  Security 
Clause"  and  "the  Clause",  shall  mean 
(a)  those  terms,  conditions,  restrictions, 
and  reservations  which  are  presently 
contained  in  instruments  of  transfer  or 
lease  of  property  to  assure  that  such 
property  will  be  available  for  purposes 
of  national  defense;  and  (b)  those  terms. 
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conditions,  restrictions  and  reservations 
formulated  pursuant  to  the  act,  to  be 
Included  in  instruments  of  transfer  of 
property  in  the  National  Industrial  Re- 
serve, in  order  to  assure  that  such  prop- 
erty will  be  available  for  purposes  of 
national  defense. 

S  111.201-9  "Transfer".  The  term 
"transfer"  shall  mean  transfer  or  other 
disposition  of  property  in  the  National 
Industrial  Reserve  made  to  another  de- 
partment or  agency  of  the  Government, 
pursuant  to  the  provisions  of  the  act. 

§  111.201-10  "Disposal".  The  term 
"disposal"  .shall,  mean  any  sale,  lease, 
loan,  or  other  disposition  of  property  in 
the  National  Industrial  Reserve  made  to 
a  person  other  than  a  department  or 
agency  of  the  Government,  pursuant  to 
the  provisions  of  the  act. 

§  111.201-11  "Transferee".  The  term 
"transferee"  shall  mean  any  person,  de- 
partment, or  agency  to  whom  property 
in  the  National  Industrial  Reserve  shall 
be  transferred  or  disposed  of  either  by 
sale,  lease,  loan  or  otherwise  pursuant 
to  the  act. 

§111.201-12  "Disposal  agency".  The 
term  "disp>osal  agency"  shall  mean  any 
Governmental  department,  agency,  or 
corporation  having  the  authority  to  dis- 
po.se  of  property  which  is  excess  to  its 
needs,  as  well  as  any  agency  which  has 
been  created  for  the  purpose  of  dispos- 
ing of  any  excess  Government  property. 

SUBPART  C — DELEC.ATIONS  OF  AUTHORITY 

§111.300  Scope  of  subpart.  This  sub- 
part deals  with  the  delegations  of  the 
authority  of  (a>  the  Secretary  of  De- 
fense and  (b)  the  Federal  Works  Admin- 
istrator, under  the  act. 

§  111.301  Delegation  of  authority  by 
the  Secretary  of  Defense,  (a)  Under 
date  of  July  3,  1948.  the  Secretary  of 
Defense  made  the  following  delegation 
to  the  Munitions  Board  (13  F.  R.  4576)  : 

Pursuant  to  the  authority  vested  In  the 
Secretary  of  Defense  by  the  National  Secur- 
ity Act  of  1947  (61  Stat.  495),  there  are 
hereby  delegated  to  the  Munitions  Board 
the  functions,  powers,  duties  and  responsi- 
bilities of  the  Secretary  of  Defense  under 
Public  Law  883  (80th  Congress),  approved 
July  2,  1948. 

(b)  The  Munitions  Board  has  desig- 
nated the  Joint  Army-Navy  Machine 
Tool  Control  Committee  (JANMAT  Con- 
trol Committee)  to  select  and  tag  the 
machine  tools  and  Items  of  industrial 
manufacturing  equipment  for  the  Na- 
tional Industrial  Reserve. 

§  111.302  Action  by  the  Munitions 
Board,  subdelegalion.  Action  may  be 
taken  under  the  act  on  behalf  of  the 
Munitions  Board  by  the  Chairman,  or  by 
the  Director  of  the  Staff,  by  the  Director 
for  Industrial  Programs,  or  the  Chief  of 
the  Office  of  Production  Planning,  in  the 
name  of  the  Chairman.  The  authority 
delegated  to  the  Munitions  Board  may 
be  subdelegated  to  such  subdivisions  and 
agents  of  the  Munitions  Board  as  the 
Board  may  determine. 

S  111.303  Redelegation  to  Secretaries 
of  military  departments.  The  Munitions 
Board  may,  under  the  authority  dele- 
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gated  to  It  by  the  Secretary  of  Defense, 
designate  the  Secretary  of  any  one  of 
the  military  departments  of  the  National 
Military  Establishment  to  administer  the 
provisions  of  the  National  Security 
Clause  applicable  to  a  particular  excess 
industrial  property  in  the  National  In- 
dustrial Reserve  in  the  control  of  a 
transferee  and  may  redelegate  such 
authority  as  may  be  required  to  enable 
such  Secretary  to  carry  out  such  re- 
sponsibility including,  without  limitation, 
authority  to  consent  to  alterations  in 
the  premises  and  disposition  or  removal 
of  production  equipment :  Provided  how- 
ever, That  the  provisions  of  the  National 
Security  Clause  applicable  to  the  prop- 
erty shall  not  be  modified  or  waived,  nor 
shall  any  dormant  estate  be  activated 
or  terminated  (other  than  by  its  own 
terms)  except  pursuant  to  a  determina- 
tion by  the  Munitions  Board. 

§  111.304  Delegation  of  authority  by 
the  Federal  Works  Administrator.  (a> 
Under  date  of  July  13,  1948,  the  Federal 
Works  Administrator  made  the  following 
delegation  to  the  Commissioner  of  Public 
Buildings  in  the  Federal  Works  Agency 
(F.  W.  A.  Administrative  Order  No.  60)  : 

By  virtue  of  the  authority  vested  In  the 
Federal  Works  Administrator  and  pursuant 
to  the  National  Industrial  Reserve  Act  of  1948 
(Public  Law  883 — 80th  Congress),  It  Is  hereby 
ordered : 

Section  1.  Tlie  Commissioner  of  Public 
Buildings,  hereinafter  reierred  to  as  the  Com- 
missioner. Is  hereby  authorized  to  execute  the 
functions  vested  in  the  Federal  Works  Agency 
under  the  provisions  of  the  National  Indus- 
trial Reserve  Act  of  1948;  Provided,  houcver. 
That  disposals  of  property  under  the  Act 
(Including  disposals  by  lease)  where  the 
monetary  consideration  accruing  to  the 
United  States  exceeds  $200,000  shall  be  ap- 
proved by  the  Administrator,  who  shall  also 
sign  all  disposal  documents  relating  thereto. 

Section  2.  The  Commissioner  is  further 
authorized  to  delegate  any  of  the  duties  and 
responsibilities  hereby  Imposed  upon  him  to 
any  official  or  officials  of  the  Public  Buildings 
Administration  and  he  Is  authorized  to  do 
and  perform  any  and  all  acts  as  may  be  nec- 
essary to  effectuate  the  provisions  of  said 
Act. 

Section  3.  The  Commissioner  is  author- 
ized to  issue  such  operating  procedures  and 
Instructions  not  In  conflict  with  Federal  law 
as  he  may  deem  necessary  to  carry  out  the 
provisions  and  effectuate  the  purpose  of  the 
Act. 


Part  112 — Procedures  for  Designation 
AND  Maintenance  of  Properties  in  the 
National  Industrial  Reserve 

SUBPART  A — DESIGNATION 

Sec. 

112.100  Scope  of  subpart. 

112.101  Designation    of    excess    Industrial 

properties  under  the  control  of 
disposal  agencies. 

112.101-1     Reports. 

112.101-2     Notice  of  designation. 

112.101-3     Effective  date  of  designation. 

112.101-4  Recommendation  of  property  to  be 
designated  for  National  indus- 
trial Reserve 

112.102  Designation    of    excess   Industrial 

properties     under     control     of 

transferees. 
112.102-1     Property  subject  to  the  National 

Security  Clause. 
112.102-2     Effective  date. 
112.102-3     Continuation  of  property  In   the 

Reserve    upon    termination    of 

lease. 
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Bee. 

iia.103 


112104 


Property  not  subject  to  National 
Security  Clause,  designation  oX 
for  future  Inclusion  In  the  Re- 
serve. 

Records. 


StJBPAKT 


-MAINTENANCE 


112.200  Scope  of  subpart. 

112.201  Engineering  survej's. 

112.202  Periodic  inspections. 

112.203  Spxcial  reports. 

112.204  Maintenance  standards. 
112.204-1  Plants. 

112  204-2  Machine     tools     and     industrial 
manufacturing  equipment. 

AuTHO»rrY:  §!  H2J00  to  112.204-2  Issued 
under  sec.  213  (c)  (10).  61  Stat.  506,  Pub. 
L.TW  883.  EOth  Cong..  Deleg.  of  Authority,  Sec'y 
Defense,  July  3.  1948.  13  P.  R.  4576. 

SUBPART  A — DESIGNATION 

(1112.100  Scope  of  subpart.  Thl.'?  sub- 
part sets  forth  the  procedures  applicable 
to  the  designation  by  the  Munitions 
Board  of  excess  industrial  properties 
which  are  to  l)ecome  a  f>art  of  the  Na- 
tional Industrial  Reserve  under  the  pro- 
visions of  the  act.  It  applies  to  two  gen- 
eral categories  of  property — those  prop- 
erties which  are  imder  the  control  of 
disposal  asencies.  and  tho.se  properties 
which  have  been  dispored  of  by  the 
United  States  to  private  Individuals, 
firms,  corporations  or  other  persons,  sub- 
ject to  a  National  Security  Clause.  It 
also  applies  to  excess  industrial  proper- 
ties which  have  t)een  disposed  of  without 
National  Security  Clause  restrictions  and 
which  at  a  future  time  may  revert  to  the 
Government.  This  subpart  also  sets 
forth  the  procedures  by  which  the  latter 
type  of  properties  may  be  designated  for 
future  inclusion  in  the  National  Indus- 
trial Reserve. 

S  112.101  Designation  of  excess  indiLS- 
trial  properties  under  the  control  of  dis- 
posal agencies. 

§  112.101-1  Reports.  Each  disposal 
agency  created  for  the  piu-pase  of  disp>os- 
Ing  of  excess  Government  property  gen- 
erally, shall  within  90  days  after  the  ef- 
fective date  of  the  regulations  in  this 
subchapter,  furnish  the  Munitions  Board 
with  a  statement  of  the  industrial  plants 
held  by  it  for  disposal,  and  shall  on  the 
1st  days  of  February  and  August  of  each 
year  .submit  a  report  to  the  Munitions 
Board  of  additional  industrial  plants  re- 
ceived by  it  for  disposal  during  the  six 
months  period  ending  the  preceding  Jan- 
uary 1  and  July  1  respectively,  and  of  all 
Industrial  plants  previously  designated 
for  the  reserve  which  shall  have  been 
disposed  of  by  it,  during  the  said  six 
months.  The  head  of  every  other  dis- 
posal agency  .shall  (1>  within  90  days 
after  the  effective  date  of  the  regulations 
in  this  subchapter,  furnish  the  Munitions 
Board  with  a  statement  of  all  of  the  in- 
du*trial  plants  under  its  control  which 
have  been  determined  not  to  be  required 
for  the  immediate  needs  and  responsi- 
bilities of  such  agency,  and  (2)  notify  the 
Munitions  Board  immediately  upon  a  de- 
termination in  the  future  that  an  indus- 
trial plant  under  its  control  is  no  longer 
required  for  the  immediate  needs  and  re- 
sponsibilities of  such  agency.  The  Mu- 
nitions Board  will  specify  the  inventories 
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and  lists  of  property  to  be  furnished  to 
It  by  the  heads  of  disposal  agencies  hav- 
ing machine  tools,  industrial  manufac- 
turing equipment  or  other  personal  prop- 
erty under  their  control  as  a  part  of  the 
National  Industrial  Reserve. 

5  112.101-2  Notice  of  designation.  In 
the  case  of  property  under  the  control  of 
a  disposal  agency  and  to  be  designated 
for  the  National  Industrial  Reserve  by 
Impo-sition  of  National  Security  Clause 
re.strictions  upon  Its  transfer,  the  Muni- 
tions Beard  will  designate  such  property 
by  a  written  notice  to  the  head  of  the 
disposal  agency  having  control  of  the 
property  of  its  determination  that  such 
prop)erty  is  to  become  a  part  of  the  Re- 
serve, and  .shall  prescribe  the  provisions 
of  the  National  Security  Clause  which 
shall  be  applicable  to  It. 

8  112.101-3  Effective  date  of  designa- 
tion. From  and  after  the  date  of  notice 
of  designation,  the  property  specified  hi 
such  notice  sh?A\  be  deemed  to  become  a 
part  of  the  National  Industrial  Reserve. 

S  112.101-4  Recommendation  of  prop- 
erty to  be  designated  for  National  In- 
dustrial Reserve.  The  Secretaries  of  the 
military  departments  of  the  National 
Military  E.^tablishment,  the  Chairman 
of  the  Research  and  Development  Board, 
the  Chairman  of  the  National  Security 
Resources  Board,  the  Chairman  of  the 
Atomic  Energy  Commission,  and  the 
head  of  any  other  governmental  depart- 
ment or  agency  having  functions  involv- 
ing the  national  defense,  may  on  behalf 
of  his  resjjective  department,  board, 
commission,  or  agency  recommend  the 
designation  of  specific  excess  industrial 
property,  whether  or  not  under  his  con- 
trol, for  Inclusion  In  the  National  In- 
dustrial Reserve.  Such  recommendation 
should  include  a  statement  of  the  rea- 
sons that  are  believed  to  justify  the  pro- 
posed designation  and  should  be  for- 
warded to  the  Munitions  Board. 

§  112.102  Designation  of  excess  indus- 
trial properties  under  the  control  of 
transferees. 

8  112.102-1  Propertp  subject  to  the 
National  Security  Clause.  The  proper- 
ties heretofore  disposed  of  which  may 
be  included  in  the  National  Industrial 
Reserve  under  section  3  (a)  of  the  act 
by  virtue  of  having  been  disposed  of  by 
the  United  States  subject  to  a  National 
Security  Clause  will  be  designated  by  the 
Munitions  Board.  Such  designation  will 
be  contained  in  a  notice  to  the  trans- 
feree to  whom  such  property  has  been 
disposed  of  and  to  the  head  of  the  de- 
partment or  agency  which  has  authority 
to  administer  the  clause.  The  notice 
shall  state  that  the  terms  and  conditions 
contained  in  the  instrument  of  transfer 
for  the  protection  of  the  Government 
have  been  determined  to  constitute  a  Na- 
tional Security  Clause  within  the  mean- 
ing of  the  act.  and  that  the  property 
has  been  designated  to  become  a  part  of 
the  National  Industrial  Reserve. 

S  112.102-2  Effective  date.  From  and 
after  the  date  of  notice  of  designation, 
the  property  specified  in  the  notice  shall 
be  deemed  to  have  become  a  part  of  the 
National  Industrial  Reserve. 


5  112.102-3  Continuation  of  property 
in  the  Reserve  upon  termination  of  lease. 
Upon  termination  of  a  lease  of  property 
subject  to  a  National  Security  Clause; 
the  property  shall  continue  to  be  a  part 
of  the  National  Industrial  Reserve  unless 
and  until  the  Munitions  Board  deter- 
mines that  such  property  is  no  longer 
needed  therefor,  and  it  shall  not  be  of- 
fered for  further  lease,  sale,  or  other  dis- 
position except  subject  to  the  conditions 
of  the  National  Security  Clause  as  pre- 
scribed by  the  Munitions  Board.  The 
head  of  the  agency  responsible  for  dis- 
po.sitton  of  such  property  shall,  on  or 
before  the  expiration  of  the  lease,  notify 
the  Munitions  Board  of  the  expiration 
date  thereof  and  shall  in  such  notice 
recommend  the  modifications,  if  any. 
that  in  his  opinion  should  be  included 
in  the  provisions  of  the  National  Se- 
ctirity  Clause  applicable  to  the  property 
for  purposes  of  further  disposition. 

§  112.103  Property  not  subject  to  I^a- 
tional  Security  Clause,  designation  of  for 
future  inclusion  in  the  Reserve.  With 
respect  to  property  under  the  control  of 
a  transferee  by  virtue  of  a  lease  or  other 
instrument  reserving  an  interest  in  tlie 
Government,  but  not  containing  a  Na- 
tional Security  CJause.  the  Munitions 
Board  may  designate  such  property  to 
be  included  in  the  National  Industrial 
Reserve  at  the  expiration  of  the  lease 
or  vesting  In  possession  of  such  interest 
in  the  Goverrunent.  Such  designation 
shall  be  in  writing  addressed  to  the  head 
of  the  agency  responsible  for  disposition 
of  the  property,  and  shall  include  a 
statement  of  the  terms  and  conditions  of 
the  National  Security  Clause  which 
shall  be  included  in  any  future  sale,  lease, 
or  other  disposition  of  property. 

8  112.104  Records.  The  Munitions 
Board  will  caiLse  a  list  of  the  properties 
constituting  the  National  Industrial  Re- 
serve to  be  maintained  in  sufficient  de- 
tail and  appropriately  classified  so  as  to 
indicate  the  nature,  number,  co.sts,  and 
condition  of  the  properties  in  the  Na- 
tional Industrial  Reserve,  together  with 
a  statement  of  Justification  for  their  re- 
tention. Such  records  need  not.  how- 
ever, include  detailed  or  itemized  inven- 
tories of  small  tools  and  equipment  or 
other  numerous  articles  although  such 
information  will  be  kept  available  to 
the  extent  that  it  is  in  existence.  The 
Munitions  Board  will  al.so  maintain 
copies  of  the  pertinent  provisions  of  all 
instruments  of  transfer  of  properties  in 
the  National  Industrial  Reserve,  includ- 
ing particularly  the  provisions  of  the 
National  Security  Clauses  applicable 
thereto. 

SUBP.*RT    B — MAINTENANCE 

8  112.200  Scope  of  subpart.  This 
subpart  deals  with  the  subject  of  sur- 
veys and  inspections  of  properties  in  Uie 
National  Industrial  Res-erve,  standards 
of  maintenance  of  such  properties,  and 
provisions  for  the  enforcement  of  such 
standards. 

S  112.201  Engineering  surveys.  The 
Federal  Works  Agency  shall,  when  re- 
quested by  the  Mimitions  Board,  make 
an  engineering  survey  of  any  industrial 
manufacturing    plant    that    has    been 
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designated  by  the  Munitions  Board  for 
transfer  to  the  Federal  Works  Agency  as 
a  part  of  the  reserve.  Such  survey  may 
Include  a  determination  of  (a)  the  pres- 
ent maintenance  condition  and  status  of 
the  principal  components  of  the  plant, 
(b)  the  estimated  cost  of  putting  it  in 
standby  status  and  annual  cost  of  main- 
tenance in  such  status,  (ct  the  cost  of 
such  rehabilitation  and  conversion  as 
may  be  necessary  to  put  the  plant  into 
full  wartime  operating  status,  (d>  the 
estimated  length  of  time  that  such  re- 
habilitation and  conversion  would  re- 
quire, and  ^e)  any  other  related  infor- 
mation that  may  be  requested  by  the 
Munitions  Board.  Such  survey  should 
also  include  recommendations  of  tlie 
Federal  Works  Agency  as  to  the  stand- 
ards of  maintenance  to  be  applied, 
recommended  maintenance  standards  to 
be  presented  in  successive  steps  so  as 
to  be  readily  adaptable  to  the  amount  of 
funds  available  for  purposes  of  main- 
tenance and  rehabilitation  of  properties 
in  the  National  Industrial  Re.serve.  The 
Federal  Works  Agency  shall  submit  four 
copies  of  each  such  engineering  survey 
to  the  Munitions  Board  upon  its 
completion. 

8  112.202  Periodic  inspections.  The 
Munitions  Board  shall  cause  periodic  in- 
spections to  be  made  of  properties  in  the 
National  Industrial  Reserve,  and  such 
inspections  shall  be  made  not  less  often 
than  annually  for  each  such  property. 
These  inspections  shall  be  conducted  in 
such  a  manner  and  in  such  detail  as  to 
Indicate  whether  or  not  the  properties 
are  being  properly  maintained  in  accord- 
ance with  the  prescribed  standards,  and 
whether  the  covenants  of  the  National 
Security  Clause  are  being  performed. 

§  112.203  Special  reports.  In  the 
event  that  a  survey  or  inspection  reveals 
the  existence  of  a  breach  of  one  or  more 
of  the  covenants  of  the  National  Security 
Clause,  or  conditions  which  if  permitted 
to  continue  would  adversely  affect  the 
availability  of  a  particular  property  for 
national  defense,  a  special  report  of  such 
breach  or  condition  shall  be  given  by  the 
department,  agency,  or  other  person 
making  such  survey  or  inspection  to  the 
Munitions  Board  immediately  upon  the 
discovery  thereof,  and  notice  shall  also 
be  given  to  the  transferee  in  control  of 
the  property, 

S  112.204    MainteJiance  standards. 

8  112.204-1  Plants.  The  mainte- 
nance responsibilities  of  disposal  agen- 
cies with  respect  to  properties  in  the  Na- 
tional Industrial  Reserve  which  are 
under  their  control  are  as  follows: 

(a)  Police  protection  against  theft  of 
property,  destruction,  and  vandalism; 

(b>  Weather  protection,  with  special 
empha.sis  on  roofage,  windows,  water 
seepage,  and  drainage  problems; 

(c)  Additional  maintenance  functions 
and  standards  for  specific  plants  to  be 
prescribed  by  the  Munitions  Board  after 
consideration  of  the  engineering  surveys 
of  such  plant  and  other  relevant  factors. 

S  112.204-2  Machine  tools  and  indus- 
trial manufacturing  equipment.  Except 
as  noted  below,  maintenance  standards 
of  machine  tools  and  industrial  manu- 
facturing equipment  which  has  not  been 
No.  62 6 
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disposed  of  shall  be  in  accordance  with 
the  "Joint  Army,  Navy  and  Air  Force 
Technical  Manual  covering  Overhaul  and 
Processing  of  Machine  Tools  and  Manu- 
facturing Equipment  for  Standby  and 
Extended  Storage"  as  it  may  be  amended 
from  time  to  time.  These  standards  may 
be  modified  in  their  application  to  spe- 
cific properties  by  directive  of  the  Muni- 
tions Board  or,  with  the  approval  of  the 
Munitions  Board,  by  the  agency  in  con- 
trol of  the  property.  Except  as  other- 
wise provided  in  the  applicable  National 
Security  Clause,  maintenance  of  such 
tools  and  equipment  disposed  of  for  use 
and  operation  by  the  transferee  shall  be 
in  accordance  with  standards  commen- 
surate with  sound  business  practice, 
having  due  regard  for  the  Government's 
intere.st  in  preserving  the  productive 
capacity  of  such  property. 


Sec. 
113.503 

113.504 
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Action  by  Munitions  Board,  con- 
ditions of  loan. 

Authorization  to  Federal  Works 
Agency. 


Part  1 13— The  National  Security 
Clause  and  Procedures  for  Transfers 
or  Property 

BtTBPART  a — ^THE  NATIONAL  SECURrtT  CLAUSE 

Sec. 

113.100  Scope  of  subpart. 

113.101  Formulation  of  National  Security 

Clause. 

113.102  Modlflcation  In  National  Security 

Clause. 

SUBPART  B — DISPOSALS  OF  PROPERTT  SUBJECT  TO 
THE  NATIONAL  SECURITY  CLAUSE 

113  200         Scope  of  subpart. 

113.201  Specification  of  National  Security 

Clause. 

113.202  Modification  of  National  Security 

Clause. 
113  203         Qualifications  of  transferees. 

113.204  Negotiation  of  terms  of  disposi- 

tion. 
113.204-1     Responsibility  of  head  of  disposal 

agency. 
113.204-2     Negotiations    by    Federal    Works 

Agency. 

113.205  Disposal   procedures. 

113.206  Documentation. 

SUBPART  C — TRANSFERS  OF  PROPERTY  TO  FEDERAL 
WORKS   AGENCY 

113.3C0         Scope  of  subpart. 

113.301  Certification  of  unsalablllty  and 

transfer  directive. 

113.301-1  Determination  by  head  of  disposal 
agency. 

113.301-2  Disposition  or  transfer  by  Muni- 
tions Board  directive. 

113  301-3  Limitation  on  necessity  for  modi- 
fication of  conditions. 

113.302  Transfer  of  possession,  accounta- 

bility and  responsibility. 

113.303  Documentation. 

113.304  Transfer  of  machine  tools  and  in- 

dustrial manufacturing  equip- 
ment. 

SUBPART  D — TRANSFERS  OF  PROPERTY  FOR  US« 
OF.  OR  OPERATION  BY,  OTHER  GOVERNMENTAL 
DEPARTMENTS    AND    AGENCIES 

113.400  Scope  of  subpart. 

113401  Request  for  transfer. 

113.402  Terms  of  transfer. 

113.403  Direction  of  transfer. 

113.404  Accountability  and  responsibility. 

113.405  Inspection  and  reports. 

113.406  Return  of  property. 

BtJBpART  E — LOAN  OF  PROPERTT  IN  THE  NATIONAL 
INDUSTRIAL  RESERVE  TO  NONPROFIT  EDUCA- 
TIONAL INSTITUTIONS  AND  TRAINING  SCHOOLS 

113.500  Scope  of  subpart. 

113.501  Application  for  loan  of  property. 

113.502  Investigation  and  report  by  Fed- 

eral Works  Agency. 


SUBPART  F DISPOSITION   OF  EXCESS   INDUSTRIAl. 

PROPERTY  FREE  OF  NATIONAL  SECURITY  CLAUSB 
WHEN  NO  LONGER  REQUIRED  FOR  NATIONAI. 
INDUSTRIAL    RESERVE 

113.600  Scope  of  subpart. 

113.601  Relinquishment  of  waiver  of  Na- 

tional Security  Clause. 

113.601-1  Property  under  control  of  disposal 
agency. 

113.601-2  Property  under  control  ^f  a  trans- 
feree. 

AtriHORiTT:  §§  113.100  to  113.603  Issued 
under  sec.  213  (c)  (10).  61  Stat.  506,  Pub. 
Law  883.  80th  Cong.,  Deleg.  of  authority. 
Secy,  Defense,  July  3.  1948,  13  F.  R.  4576. 

SUBPART  A — THE  N.ATIONAL  SECURITY  CLAUSB 

§  113.100  Scope  of  subpart.  This  sub- 
part deals  with  the  formulation  of  the 
National  Security  Clause,  and  proce- 
dures for  modification  of  its  provisions 
for  purposes  of  specific  transactions. 

§  113.101  Formulation.  The  National 
Security  Clause  is  hereby  formulated  as 
follows  : 

1.  The  National  Security  Clause  shall  con- 
sist of  those  provisions  of  contracts  or  agree- 
ments of  sale,  letters  of  Intent,  deeds,  bills 
of  sale,  leases,  and  other  Instruments  of 
transfer  of  property  In  the  National  Indus- 
trial Reserve,  which  are  necessary  to  protect 
the  Interest  of  the  United  States  In  such 
property  and  to  carry  out  the  purposes  of 
Public  Law  883,  and  shall  ordlnarUy  include 
substantially  the  following  provisions  which 
collectively  shall  be  identified  In  each  in- 
strument as  the  National  Security  Clause: 

(A)  Agreements  of  Sale  a^d  Letters  of 
Intent. 

(!)  Reference  to  Public  Law  883.  The 
premises  to  be  conveyed  constitute  a  part 
of  the  National  Industrial  Reserve  under 
Public  Law  883  (80th  Congress)  and  have 
been  designated  for  disposal  subject  to  the 
provisions  of  the  National  Security  Clause. 

(2)  Action  by  the  Government.  In  exer- 
cising its  rights  and  in  carrying  out  its  obli- 
gations under  this  National  Security  Clause, 
unless  otherwise  Indicated,  the  Government 
will  act  through  the  Secretary  of  Defense  or 
such  departments,  agencies,  or  individuals 
as  he  may  designate,  which  may  include, 
without  limitation,  the  Muniticins  Board,  or 
the  Secretary  of  the  Army.  Navy,  or  Air 
Force.  References  in  this  National  Security 
Clause  to  'the  Government"  shall  be  deemed 
to  refer  as  appropriate  to  the  Secretary  of 
Defense  or  such  departments,  agencies,  or 
Individuals  as  he  may  designate  for  the  pur- 
poses of  administering  the  provisions  of  this 
National  Security  Clau.se. 

(3)  Reservation  of  Dormant  Estate.  The 
Government  shall  reserve  in  the  premises  to 
be  conveyed  a  dormant  estate  for  a  period 
of  twenty  years  from  the  effective  date  of 
transfer,  which  dormant  estate  may  be  ac- 
tivated in  accordance  with  procedures 
specified  herein  as  to  the  whole  or  any  part 
of  the  premises  for  one  or  more  periods, 
each  of  which  shall  not  exceed  five  years  In 
duration.  At  the  expiration  of  the  twentieth 
year  the  rights  reserved  to  the  Government 
with  respect  to  the  premises  shall  cease  and 
terminate,  notwithstanding  any  prior  acti- 
vation of  the  dormant  estate. 

(4)  Re-exami7iation  and  Termination  of 
Dormant  Estate.  The  Grantee.  Its  succes- 
sol-s.  assigns,  and  any  subsequent  transferee 
of  the  premises,  or  the  Government,  may 
at  any  time  cause  a  re-examination  to  be 
made  of  the  necessity  for  continuing  In  ef- 
fect the  provisions  of  this  National  Security 
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Claiwe.  When  the  Oovernment  determlnM 
that  the  dormant  estate  shall  cease  Azi<l 
terminate.  It  shall  execute  and  deliver  to  the 
Grantee  a  release,  quitclaim  deed,  or  such 
other  Instruments  as  may  be  necessary  to 
terminate  the  dormant  estate. 

(5)  Inspection  of  the  Premises,  Default  by 
the  Grantee. 

a.  Upon  reasonable  prior  written  notice  to 
the  Grantee,  the  Oovernment  shall  have  the 
right  to  inspect  the  premises  at  any  time  or 
from  time  to  time,  and  based  upon  such  In- 
spection to  determine  whether  or  not  the 
Grantee  Is  in  default  with  respect  to  the 
performance  of  its  obligations  under  this 
National  S^urity  Clause. 

b.  In  the  event  that  it  is  determined  that 
the  Grantee  is  so  in  default,  the  Government, 
after  prior  notice  to  the  Grftntee,  shall  have 
the  right  to  cure  such  default,  and.  at  the 
Grantee's  expense,  to  restore  the  premises  to 
the  condition  thereof  existing  prior  to  the 
default.  The  Grantee,  upon  demand,  shall 
reimburse  the  Government  for  all  costs  of 
re;medylng  any  such  default.  The  Govern- 
ment, or  any  contractor  employed  by  the 
Government  for  the  purpose,  shall  have  the 
right  of  access  to  the  premises  or  any  part 
thereof  as  may  be  necessary  to  permit  re- 
pairs and  replacements  to  be  made  to  correct 
the  default  of  the  Grantee.  In  the  event  of 
a  substantial  default  by  the  Grantee,  the 
Government  shall  have  the  right  to  take 
full  possession  of  the  premises  and  to  retain 
possession  thereof  for  such  time  as  may  be 
necessary  to  remedy  the   Grantee's   default 

'  and  until  the  Grantee  has  reimbursed  the 
Government  for  all  costs  incurred  thereby. 

c.  The  Government  shall  have  a  lien  upon 
the  premises  as  security  for  reimbursement 
of  all  costs  Incurred  by  It  in  remedying  any 
such  default  of  the  Grantee. 

(6)  Alterations,  Removal,  and  Maintenance 
cf  Property. 

a.  During  the  twenty-year  period  of  the 
dormant  estate,  the  Grantee  will  not,  with- 
c  It  the  written,  coiuent  of  the  Goveriunent 
make  any  alteration  to  the  premises  which 
will  materially  impair  or  diminish  the  ca- 
pacity of  the  premises  as  existing  at  the  ef- 
fective date  of  transfer,  to  produce  the  items 
for  which  the  premises  were  designed ,  un- 
less other  facilities  of  the  Grantee  which  are 
determined  by  the  Oovernment  to  have 
equivalent  productive  capacity,  are  made 
subject  to  all  of  the  terms  and  conditions 
set  forth  in  this  National  Security  Clause. 

b.  The  Grantee  will  protect,  preserve,  and 
maintain  all  lands,  structures,  appurtenances, 
machinery  and  equipment  now  in  or  appurte- 
nant to  the  premises  throughout  the  periods 
specified  below  In  good  condition  and  re- 
pair in  accordsmce  with  sound  practice  in  the 
Industry: 

Period  of  main- 
Facility  tenance 
Lands;    permanent    vtrueturee     90  years, 
and     appurtenances     (Main 
structural    frame    of   metal, 
concrete,  or  masonry). 
Timber    structvu-es    and    their     15  years. 
appurtenances. 

Machinery  and  equipment 10  years. 

Bchedule  I .. As  specified 

therein. 

c.  During  the  applicable  periods  of  mainte- 
nance specified  in  subparagraph  (6)  (b) 
hereof,  the  Grantee  will  not,  without  the 
written  consent  of  the  Government,  dis- 
pose of  or  remove  any  of  the  production 
equipment  to  be  transferred,  the  disposal 
or  removal  of  which  will  impair  or  diminish 
the  capacity  of  the  premises  to  produce  the 
Items  for  which  they  were  designed,  unless 
the  production  equipment  disposed  of  or 
removed  Is  Immediately  replaced  by  equiva- 
lent production  equipment  furnished  by  the 
Grantee  which  equivalent  production  equip- 
ment shall  be  made  subject  to  all  of  the  pro- 
visions of  this  National  Security  Clause. 
Nothing  contained  herein  shall  be  construed 
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to  prevent  the  Grantee  from  moving  any 
of  the  production  equipment  tmnsferred 
hereunder  from  place  to  place  within  the 
premises  for  the  purpose  of  Improving  oper- 
ating efficiency  or  increasing  productive  ca- 
pacity of  the  premises.  The  Grantee  shall 
not  be  obligated  to  retain  or  replace  any 
facility  or  Item  of  property  after  the  expira- 
tion of  the  applicable  period  of  maintenance 
specified  in  subparagraph  (6)    (b)   hereof. 

d.  The  obligations  of  the  Grantee  under 
this  National  Security  Clatise  are  intended 
to  become  covenants  running  with  the  land 
and  shall  be  so  stated  In  the  deed  of  the 
premises:  provided,  however,  that  the  Grantee 
shall  not  be  liable  for  violation  of  any  of 
said  obligations  by  any  subsequent  owner  of 
the  premises. 

(7)   Activation  of  Dormant  Estate. 

a.  Whenever  the  Government  determines 
that  the  productive  output  of  the  premises 
Is  needed  for  national  defense  purposes.  It 
shall  so  notify  the  Grantee.  Following  such 
notification,  the  Government  will  undertake 
to  negotiate  a  contract  with  the  Grantee 
for  the  supplies,  materials,  or  services  re- 
quiring such  utilization  of  the  premises,  pro- 
vided the  Grantee  in  the  opinion  of  the 
Government  is  qualified  to  perform  the  work 
required. 

b.  In  the  event  either  (1)  the  Government 
determines  that  the  Grantee  is  not  qualified, 
or  (11)  a  mutually  satisfactory  contract  can- 
not be  negotiated  with  the  Grantee,  the 
Government  may  activate  the  dormant 
estate.  The  dormant  estate  shall  be  activated 
by  a  written  notice  from  the  Oovernment 
to  the  Grantee  setting  forth  the  date  upon 
which  the  estate  shall  be  activated,  which 
date  shall  be  not  less  than  15  days  from  the 
date  of  receipt  of  such  notice  by  the  Grantee. 

c.  Upon  activation  of  the  dormant  estate, 
the  Grantee  will  immediately  proceed  to 
remove  from  the  premises  such  improve- 
ments, fixtures,  alterations,  machinery  and 
other  equipment  installed  by  the  Grantee 
In  the  premises  as  the  Government  may  di- 
rect. The  removal  of  improvements,  fixtures, 
alterations,  machinery  and  other  equipment 
Installed  by  the  Grantee  shall  be  completed 
in  the  shortest  possible  time  and  In  any 
event  not  to  exceed  120  days  from  the  date 
of  activation  of  the  dormant  estate,  unless 
otherwise  agreed  upon  between  the  Grantee 
and  the  Government.  Thereafter,  the 
Grantee  shall  have  no  further  right  to  enter 
upon  the  premises  during  the  period  of 
activation  of  the  dormant  estate  except  with 
the  prior  written  consent  of  the  Government. 
During  any  period  of  activation  of  the 
dormant  estate,  the  premises  may  be  used, 
occupied  or  operated  for  or  on  behalf  of  the 
Government  by  any  Government  department, 
agency,  or  agent,  or  by  any  tenant,  contrac- 
tor, or  subcontractor  of  the  Government. 

d.  Upon  such  activation  of  the  dormant 
estate,  the  Government  shall  have  the  right 
to  full  poasession  and  use  of  the  premises, 
together  with  such  easements,  rights-of-way, 
or  other  interests  at  are  appurtenant  to  the 
premises.  Including  all  rights-of-way  over 
and  across  property  of  the  Grantee  necessary 
or  convenient  for  the  operation  or  use  of  the 
premises. 

e.  During  any  period  in  which  the^dor- 
mant  estate  has  been  activated,  the  Govern- 
ment will  pay  to  the  Grantee: 

(I)  Pair  and  reasonable  compensation  for 
the  use  of  the  premises  at  a  rate  to  be  de- 
termined by  the  Government  not  in  excess 
of  the  prevailing  normal  rental  for  similar 
property;  and 

(II)  Fair  compensation  for  all  losses,  not 
Including  loss  of  profits.  Incurred  by  the 
Grantee  in  respect  of  work  In  process  in  the 
premises  which  cannot  be  completed  due  to 
activation  of  the  dormant  estate;  and 

(ill)  Upon  completion  of  the  work  In- 
volved, fair  and  reasonable  costs  Incurred  by 
the  Grantee  In  complying  with  paragraph 
(7)    (c)  hereof. 


(Iv)  Fcdlowing  relinquishment  of  posses- 
sion by  the  Government,  fair  and  reasonable 
costs  Incident  to  reinstallation  of  Grantees 
machinery  and  equipment  in  the  premises 
and  restoration  of  buildings  Included  in  the 
premises  to  the  same  or  equivalent  condition 
existing  immediately  prior  to  the  activation 
of  the  dormant  estate,  reasonable  deprecia- 
tion excepted. 

(8)  Damage  to  or  Destruction  of  Premises. 
In  the  event  that  at  any  time  during  the 
twenty-year  period  of  the  dormant  estate,  the 
premises  to  be  conveyed  or  any  part  thereof 
shall  be  damaged  or  destroyed  by  fire  or  other 
casualty,  and  the  property  damaged  or  de- 
stroyed is  covered  by  Insurance  payable  to 
the  Grantee,  the  proceeds  of  such  Insurance 
shall  be  applied  by  the  Grantee  to  the  restora- 
tion of  the  damaged  or  destroyed  property; 
provided,  however,  that  no  surh  application 
of  the  proceeds  of  the  Insurance  need  be 
made  If  restoration  of  the  damaged  or  de- 
8tro3red  property  cannot  reasonably  be  accom- 
plished prior  to  the  end  of  the  twenty-yewr 
period  er  if.  in  accordance  with  paragraph  (4> 
of  this  National  Security  Clause,  the  dormant 
estate  has  been  previously  terminated. 

(9)  Disputes.  All  disputes  concerning 
questions  of  fact  arising  hereunder  shall  be 
decided  by  the  Secretary  of  Defense,  or  by 
such  Board  or  Office  as  he  may  from  time  to 
time  designate,  whose  decision  shall  be  final 
and  binding  upon  the  parties  hereto.  Pend- 
ing such  decision  the  Grantee  shall  diligently 
proceed  with  the  performance  of  Its  obliga- 
tions hereunder. 

(10)  Sale,  Lease.  Mortgage,  or  other  Dis- 
position of  the  Premises.  Nothing  herein 
contained  shall  affect  or  Impair  the  right  of 
the  Grantee  to  sell,  lease,  mortgage,  or  other- 
wise dispose  of  the  premises  to  be  conveyed  or 
any  portion  or  portions  thereof,  provided 
such  sale,  lease,  mortgage  or  dis]X)sltlon  shall 
be  made  expressly  subject  to  the  terms  and 
conditions  of  this  National  Security  Clause. 

(11)  Recording  of  Agreement  of  Sale.  The 
Grantee  forthwith  shall  cause  this  Instru- 
ment to  be  duly  recorded  and  shall  furnish 
satisfactory  evidence  of  such  recordation  to 
the  Government. 

(B)  Deeds  of  Real  Estate,  Including  Rights 
in  Retd  Property. 

(1)  Reference  to  Public  Law  M3.  The 
granted  premises  constitute  a  part  of  the 
National  Industrial  Reserve  under  Pulallc  Law 
883  (80th  Congress)  and  have  been  desig- 
nated for  disposal  subject  to  the  provisions 
of  the  National  Security  Clause.  This  and 
the  following  provisions  constitute  the  Na- 
tlOTial  Security  Clause  of  this  deed: 

(2)  Form.  The  deed  shall  be  In  the  form 
of  a  quitclaim,  but  shall  be  signed  by  both 
parties  and  shall  contain  the  restrictions 
set  forth  in  the  following  subparagraphs 
(3).  (4),  and  (8). 

(3)  Reference  to  Agreement  of  Sale.  It 
shall  make  specific  reference  to  the  agree- 
ment of  sale  or  letter  of  Intent. 

(4)  Reservation  of  Dormant  Estate.  It 
shall  reserve  to  the  Govmiment  the  dormant 
estate. 

(5)  Covenants  to  Run  With  Land.  The 
covenants  of  the  parties  In  the  National  Se- 
curity Clause  shall  be  set  forth  in  the  deed 
and  declared  to  run  with  the  land. 

(6)  Recording.  The  deed  shall  be  duly 
recorded  and  the  Grantee  shall  furnish  sat- 
isfactory evidence  of  such  recordation  to  the 
Government. 

(C)  Bills  of  Sale  of  Personal  Property. 

(1)  Reference  to  Public  Law  883.  The 
property  hereby  transferred  constitutes  a 
part  of  the  National  Indxistrial  Reserve  under 
Public  Law  883  (80th  Congress »  and  has 
been  designated  for  disposal  subject  to  the 
provisions  of  the  National  Security  Clause 
piumiant  to  Section  4  (4)  thereof.  This 
and  the  following  provisions  constitute  the 
Ntktional  Security  Clause  of  this  bUl  of  sale : 

(2)  Form.  The  bill  of  sale  shall  be  signed 
by  both  parties,  and  shall  include  the  addi- 
tional provisions  set  forth  below. 
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(3)  Reference  to  Agreement  of  Sale.  It 
shall  make  specific  reference  to  the  agree- 
ment of  sale  or  letter  of  Intent. 

(4)  Maintenance,  Removal,  and  Replace- 
ment. The  bill  of  sale  shall  contain  cove- 
nants by  the  Grantee  with  respect  to  the 
maintenance,  removal,  and  replacement  of 
machine  tools  and  manufacturing  equipment 
corresponding  to  its  covenants  in  the  agree- 
ment of  sale  or  letter  of  intent  as  prescribed 
in  subparagraphs  (6)  b,  c.  and  d  of  the 
agreement  of  sale. 

(6)  Im^pection.  The  bill  of  sale  shall  con- 
tain provisions  permitting  inspection  of  the 
personal  property  transferred  substantially 
in  accord-'nce  with  the  provisions  of  agree- 
ment of  sale  or  letter  of  Intent  as  prescribed 
in  subparagraph  (5)  of  the  agreement  of 
sale. 

(6)  Recording.  The  bill  of  sale  shall  be 
duly  recorded  and  the  Grantee  shall  furnish 
satisfactory  evidence  of  such  recordation  to 
the  Oovernment. 

(D)   Lca'^es 

(1)  In  the  case  of  leases,  the  National  Se- 
curity Clause  will  consist  only  of  those  special 
provisions  which  are  included  for  the  purpose 
of  protecting  the  interests  of  the  Government 
under  Public  Law  883  in  the  leased  property 
and  the  preservation  of  its  productive  capac- 
ity. Other  provisions  will,  however,  also  have 
to  be  Included  for  the  purpose  of  protecting 
the  Interesis  of  the  Oovernment  generally, 
and  It  Is  assumed  that  such  provisions  will  be 
Included  as  appropriate  In  each  Instrument. 
These  previsions  Include,  without  limitation, 
the  requirement  that  the  Lessee  keep  the 
premises  adequately  insured,  prohibition  of 
assignments  or  subleases  without  the  consent 
of  the  Government,  and  the  usual  right  of 
termination  of  the  lease  and  repossession  by 
the  Government  for  breach  of  covenants  or 
conditions  by  the  Lessee,  or  upon  iU  insol- 
vency or  bankruptcy. 

The  lease  shall  Include  substantially  the 
following  specific  provisions  which  shall  con- 
stitute the  National  Security  Clau.se: 

(2)  Reference  to  Public  Law  883.  The 
leased  premises  constitute  a  part  of  the  Na- 
tional Industrial  Reserve  under  Public  Law 
883  (80th  Congress),  and  have  been  desig- 
nated for  disposal  subject  to  the  provisions  of 
the  National  Security  Clause. 

(3)  i4cfton  by  the  Government.  In  carry- 
ing out  its  obligations  under  this  National 
Security  Clause,  unless  otherwise  Indicated, 
the  Government  will  act  through  the  Secre- 
tary of  Defense  or  such  departments,  agen- 
cies, or  individuals  as  he  may  designate, 
which  may  include,  without  limitation,  the 
Munitions  Board,  the  Secretary  of  the  Army, 
the  Secretary  of  the  Navy,  or  the  Secretary  of 
the  Air  Force.  References  in  this  National 
Security  Clause  to  "the  Government "  shall 
be  deemed  to  refer,  as  appropriate,  to  the 
Secretary  of  Defense  or  such  departments, 
agencies,  or  Individuals  as  he  may  designate 
for  the  purpose  of  administering  the  provi- 
sions of  this  National  Security  Clause. 

(4)  Maintenance.  The  Lessee,  in  accord- 
ance with  sound  practice  In  the  Industry,  will 
at  Its  own  expense  protect,  preserve,  and 
maintain  the  premises,  ordinary  wear  or  dam- 
age by  fire  or  other  unavoidable  casualty  ex- 
cepted, in  the  same  condition  as  they  now 
are  or  may  be  put  in  during  the  term. 

(5)  Alterations.  No  substantial  altera- 
tions, additions  removals,  or  betterments 
shall  be  made  to  any  part  of  the  premises 
without  the  prior  written  consent  of  tpe  Gov- 
ernment, and  any  additions  or  betterments 
which  are  in  fact  annexed  to  the  premises  by 
the  Lessee  and  which  cannot  be  readily  re- 
moved without  injury  thereto  will  become 
the  property  of  the  Government. 

(6)  Inspection.  The  Government  may. 
upon  reasonable  prior  written  notice  to  the 
Lessee,  at  any  time  and  from  time  to  time 
enter  the  premises  during  the  period  of  the 
tenancy  to  determine  whether  or  not  the 
Lessee  Is  In  default  in  the  performance  of  its 
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covenants    under     this     National    Security 
Clause. 

(7)  Termination  for  Convenience  of  the 
Government.     Notwithstanding     any     other   ^ 
provisions  of  this  lease,  this  lease  may  be 
terminated  by  the  Government: 

I,  Immediately,  upon  written  notice  of 
termination  to  the  Lessee  during  any  na- 
tional emergency  hereafter  declared  by  the 
President  or  the  Congress;  or 

II.  Upon  90  days"  written  notice  of  termi- 
nation to  the  Lessee  whenever  the  Govern- 
ment may  determine  that  the  interests  of 
national  defense  so  require. 

(8)  Restoration  and  Surrender  of  the  De- 
mised Premises.  Upon  the  expiration  of  the 
lease,  or  upon  the  earlier  termination  thereof 
by  the  Government  pursuant  to  Section  (7) 
I  or  II  above,  the  Lessee  will  proceed  imme- 
diately at  its  own  expense  (a)  to  remove 
from  the  premLses  all  machinery,  equip- 
ment, and  other  property  Installed  by  it, 
(b)  to  restore  the  premises  to  as  good  re- 
pair, order,  and  condition  in  all  respects 
(reasonable  wear  and  use  thereof  and  dam- 
age by  fire  or  other  unavoidable  casualty 
excepted)  as  they  were  In  at  the  beginning 
of  the  term,  and  (ct  peaceably  to  surrender 
the  premise's  to  the  Government  in  accord- 
ance with  the  terms  of  the  notice  of  termina- 
tion. 

Upon  expiration  of  the  lease,  such  removals 
and  restoration  shall  be  completed  by  the 
Lessee  not  later  than  the  date  of  such  ex- 
piration; and  upon  earlier  termination  pur- 
suant to  Section  (7i  I  or  II  above,  such 
removals  and  restoration  shall  be  completed 
by  the  Lessee  not  later  than  90  days  after 
the  date  of  notice  of  termination.  Should 
the  Lessee  fail  to  complete  such  removals  and 
restoration  upon  the  date,  or  within  the 
period,  herein  prescribed,  the  Government 
shall  cause  such  removals  and  restoration  to 
be  made  for  the  account  and  at  the  ex- 
pense of  the  Lessee. 

2.  The  National  Security  Clause  hereby 
formulated,  should  be  modified  in  matters 
of  form  to  meet  the  requirements  of  eacli 
particular  transaction,  and  may  be  modified 
in  substance  In  accordance  with  the  pro- 
visions of  the  Act  and  this  regulation. 

3.  This  National  Security  Clause  may  be 
referred  to  as  "the  National  Security  Clause 
approved  March  17.  1949". 

S  113.102  Modifications  in  Natioiial 
Security  Clause.  The  National  Security 
Clau.se  prescribed  in  this  part  may  be 
modifled  or  deviated  from  and  specific 
provisions  may  be  omitted  for  purposes 
of  specific  properties  and  transactions 
provided  such  modifications,  deviations, 
or  omissions  of  substance  are  approved 
by  the  Munitions  Board  before  becoming 
binding  upon  the  Government. 

STTBP.'VRT    B — DISPOSALS    OF    PROPERTY    SUB- 
JECT TO  THE  NATIONAL  SECURITY  CLAUSE 

§113.200  Scope  of  subpart.  This  sub- 
part deals  with  the  procedures  for  dis- 
posing of  property  in  the  National  Indus- 
trial Reserve  to  private  individuals, 
firms,  corporations,  or  other  persons, 
subject  to  the  National  Security  Clause. 

5  113.201  Specification  of  National 
Security  Clause.  The  Munitions  Board 
may  authorize  disposition  of  specific 
properties,  and  will  specify  the  National 
Industrial  Reserve  and  will  notify  the 
head  of  the  disposal  agency  having  con- 
trol of  each  such  property.  If  not  other- 
wise specified,  the  National  Security 
Clause  formulated  in  this  part  shall  be 
considered  to  be  applicable. 

S  113.202  Modification  of  National 
Security  Clause.  In  the  event  that  any 
agency  charged  with  the  disposal  of  ex- 
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cess  property  in  the  National  Industrial 
Reserve  is  unable  to  dispose  of  such 
property  because  the  terms  of  the  Na- 
tional Security  Clause  imposed  upon  it 
are  unacceptable  without  modifications 
and  substance,  the  head  of  such  agency 
shall  promptly  notify  the  Munitions 
Board  thereof,  indicating  the  modifica- 
tions in  the  disposal  of  the  property. 
Upon  receipt  of  such  notification,  the 
Munitions  Board  may,  in  its  discretion, 
direct  w-hat,  if  any,  modifications  shall 
be  made  in  the  provisions  of  the  Na- 
tional Security  Clause  applicable  to  the 
property,  which  modifications  may,  but 
need  not,  conform  to  the  recommenda- 
tions of  the  head  of  the  disposal  agency. 

§  113.203  Qualifications  of  trans- 
ferees. In  addition  to  any  other  require- 
ments, disposals  of  property  in  the  Na- 
tional Industrial  Reserve  shall  be  made 
only  upon  proof,  satisfactory  to  the  head 
of  the  disposal  agency  having  control  of 
such  property,  of  the  financial  responsi- 
bility and  integrity  of  the  transferee, 
and  of  his  or  Its  ability  to  operate  the 
property  and  knowledge  of  the  technical 
problems  involved. 

§113.204  Negotiation  of  terms  of  dis- 
position. 

§  113.204-1  Responsibility  of  head  of 
disposal  agency.  Except  as  provided  in 
§  113.204-1.  negotiations  for  the  sale, 
lease,  or  other  disposition  of  a  property 
in  the  National  Industrial  Reserve  shall 
be  the  responsibility  of  the  head  of  the 
disposal  agency  having  control  of  the 
property.  The  terms  of  such  disposition 
shall  in  all  cases  include  the  provisions 
of  the  National  Security  Clause  as  speci- 
fied by  the  Munitions  Board  for  the 
property,  with  such  modifications  as  may 
be  approved,  but  in  other  respects  may 
be  upon  .such  terms  and  conditions  as 
shall  be  mutually  agreed  upon  by  the 
head  of  the  disposal  agency  and  the 
transferee. 

§  113.204-2  Negotiations  by  Federal 
Works  Agency.  In  the  case  of  nego- 
tiations for  the  sale,  lease  or  other  dis- 
position of  a  property  in  the  National 
Industrial  Reserve  by  the  Federal  Works 
Agency,  terms  and  conditions  negotiated 
by  the  Federal  Works  Agency  shall  not 
become  effective  until  they  have  either 
been  approved  by  the  Munitions  Board, 
or  the  Munitions  Board  has  Indicated 
that  its  approval  of  the  particular  trans- 
action or  type  of  transaction  is  not  re- 
quired. 

5  113.205  Disposal  procedures.  Sub- 
ject to  the  regulations  in  this  subchapter 
and  to  the  extent  not  inconsistent  with 
it,  disposals  of  property  in  the  National 
Industrial  Reserve  subject  to  the  Na- 
tiona"  Security  Clause  shall  be  governed 
by  the  rules,  regulations,  and  procedures 
established  by  the  dispo.sal  agency  having 
control  of  such  property. 

§  113.206  Documentation.  Each  dis- 
posal of  property  shall  be  documented  in 
accordance  with  the  rules,  regulations 
and  procedures  of  the  di.sposal  agency 
having  control  of  the  property,  and,  in 
addition,  the  Munitions  Board  shall  be 
furnished  with  at  least  three  conformed 
copies  of  all  documents  of  transfer  in- 
cluding any  letters  of  intent,  agreements 
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and  other  documents  contaitinK  the 
commitments  of  the  parties  to  enter  Into 
the  transaction. 

SUBPART  C — TRA^snEKS  OF  PROPERTY  TO 
FEDERAL  WORKS  AGENCY 

S  113.300  Scope  of  subpart.  This  sub- 
part deals  with  the  procedures  for  trans- 
fers of  property  to  the  Federal  Works 
Agency  to  be  held  by  it  as  a  part  of  the 
National  Industrial  Reserve.  Such  prop- 
erty will  ordinarily  come  to  the  Federal 
Works  Agency  as  a  result  of  the  failure 
of  other  disposal  agencies  to  dispose  of 
It  subject  to  the  National  Security  Clause 
or  authorized  modifications  thereof.  It 
may  be  held  by  Federal  Works  Agency 
as  custodian  for  an  indefinite  period  of 
time,  or  it  may  be  transferred  or  dis- 
posed of  by  the  Federal  Works  Agency 
in  accordance  with  directives  of  the  Mu- 
nitions Board. 

§  113.301  Certification  of  unsalability 
and  transfer  directive. 

5  113.301-1  Determination  by  head  of 
disposal  agency.  Upon  a  determination 
by  the  head  of  a  disposal  agency  that  a 
particular  excess  industrial  property  in 
the  National  Industrial  Reserve  which 
is  under  Its  control  cannot  be  disposed  of 
subject  to  the  National  Security  Clause, 
or  a  National  Security  Clause  as  modified 
In  accordance  with  the  provisions  of 
5  113.202,  after  every  practicable  effort 
has  been  made,  he  shall  give  written  no- 
tice to  the  Munitions  Board  certifying 
that  such  property  Is  not  salable  subject 
to  a  National  Security  Clause. 

S  113.301-2  Disposition  or  transfer  by 
Munitions  Board  directive.  Upon  receipt 
of  a  certification  that  a  property  is  un- 
salable under  the  provisions  of  a  National 
Security  Clause,  the  Munitions  Board 
may.  in  its  discretion:  (a)  Direct  the  dis- 
position of  such  plant  In  accordance  with 
the  provisions  of  subpart  D  of  this  part 
or;  (b)  direct  the  certifying  agency  to 
transfer  such  property  to  the  Federal 
Works  Agency  in  accordance  with  the 
provisions  of  this  part. 

8  1 13.301-3  Limitation  on  necessity  for 
modification  of  conditions.  It  shall  not 
be  necessary,  as  a  condition  precedent  to 
certification,  tran.sfer  or  dlspos;;il  under 
§J  113.301  to  113.301-3.  to  seek  to  dis- 
pose  of  any  property  under  a  modified 
National  Security  Clause,  or  to  attempt 
to  dispose  of  any  property  for  a  use  other 
than  the  use  for  which  it  was  designated 
for  the  National  Industrial  Reserve. 

8  113  302  Transfer  of  possession,  ac- 
countability and  responsibility.  Transfer 
of  possession,  accountability  and  respon- 
sibility pursuant  to  directive  of  the  Mu- 
nitions Board  in  accordance  with  the 
provisions  of  8  113.301-2  shall  be  in  ac- 
cordance with  such  procedures  as  may 
be  prescribed  by  the  Federal  Works 
Agency.  Unless  otherwise  prescribed  by 
the  Munitions  Board,  transfers  shall  in- 
clude the  entire  interest  of  the  Govern- 
ment at  the  location  of  the  property  be- 
ing transferred  including  the  assignment 
of  respon.sibility  for  administration  of  all 
agreements  relating  to  such  property; 
other  than  agreements  secured  by  mort- 
gage, lien,  or  other  interests;  the  Federal 
Works  Agency  to  assume  the  obligation 
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of  all  such  agreements  as  of  the  date  of 
transfer.  All  such  transfers  shall  be 
without  reimbursement  or  transfer  of 
funds  and  the  property  transferred  shall 
continue  to  be  held  as  a  part  of  the  Na- 
tional Industrial  Reserve  unle.ss  other  in- 
structions shall  be  received  from  the  Mu- 
nitions Board. 

5  113.303  Documentation.  Each 
transfer  of  property  to  the  Federal  Works 
Agency  shall  be  documented  according 
to  procedures  specified  by  the  Federal 
Works  Agency,  and  the  Munitions  Board 
shall  be  furnished  with  at  least  three 
conformed  copies  of  all  documents  of 
transfer. 

§  113.304  Transfer  of  machine  tools 
and  industrial  manufacturing  equipment. 
Machine  tools  and  industrial  manufac- 
turing equipment  which  may  be  desig- 
nated as  a  part  of  the  National  Indus- 
trial Reserve  shall  not  be  offered  for 
disposal  except  as  part  of  a  plant  which 
is  to  be  disposed  of.  but  shall  be  trans- 
ferred to  the  Federal  Works  Agency  in 
accordance  with  the  provisions  of  this 
subpart.  Transfers  of  such  machine 
tools  and  equipment  shall  be  accom- 
plished without  reimbursement  or 
transfer  of  funds. 

STTBPART  1>— TRANSFERS  OF  PROPERTY  FOR 
USE  OF.  OR  OPER.ATION  BY.  OTHER  GOV- 
ERNMENTAL   DEPARTMENTS    AND    ACENQES 

5  113.400  Scope  of  subpart.  This  .sub- 
part deals  with  the  procedures  for  trans- 
fers of  property  in  the  National  Indu.s- 
trlal  Reserve  in  the  custody  of  the 
Federal  Works  Agency  to  other  govern- 
mental departments  and  agencies,  to  be 
used  or  operated  by  such  other  depart- 
ments or  agencies  while  the  property  in 
question  continues  to  constitute  a  part 
of  the  National  Industrial  Reserve, 

5  113.401  Request  for  transfer.  The 
head  of  any  governmental  department 
or  agency  may  present  a  written  request 
to  the  Munitions  Board  for  the  transfer 
to  his  departni'^nt  or  agency  of  any  prop- 
erty In  the  National  Industrial  Reserve 
which  is  being  held  by  the  Federal  Works 
Agency  for  the  ase  of  or  operation  by 
the  department  or  agency  on  behalf  of 
which  the  rcqut-.^t  Is  made.  Such  request 
shall  be  in  writing,  and  shall  set  forth  In 
detail  the  uses  that  are  Intended  to  be 
made  of  the  property,  the  standard  of 
maintenance  that  is  contemplated,  the 
effect  of  such  use  or  operation  upon  the 
availability  of  the  property  for  the  pur- 
pose of  national  defense,  and  other  con- 
templated terms  and  conditions  of  the 
proposed  transfer.  The  department  or 
agency  so  makinc  a  request  shall  furnish 
the  MuniUons  Board  with  such  addi- 
tional information  relating  to  the  pro- 
posed use  and  operation  of  the  property 
as  the  Munitions  Board  may  request. 

8  113.402  Terms  of  transfer.  The 
Munitions  Board  may  deny  any  such  re- 
quest, or  may  offer  to  transfer  the  prop- 
erty requested  upon  terms  other  than 
those  contained  in  the  request. 

5  113.403  Direction  to  transfer.  The 
Munitions  Board  may.  in  its  discretion 
and  without  request,  direct  that  prop- 
erty In  the  National  Industrial  Reserve 
under  the  control  of  the  Federal  Works 
Agency  be  transferred  to  any  one  of  the 


military  departments  of  the  National 
Military  E.Ntablishment  or  any  other  de- 
partment or  agency,  with  its  consent  for 
the  use  of  or  operation  by  such  depart- 
ment or  agency,  without  reimburse- 
ment. 

5  113.404  Accountability  and  respon- 
sibility. Upon  completion  of  the  tran.-;- 
fer  of  the  property,  in  accordance  with 
the  terms  of  transfer  prescribed  by  the 
Munitions  Board,  and  pursuant  to  the 
regulations  and  procedures  of  the  dis- 
posal agency  having  control  of  the  prop- 
erty prior  to  the  transfer,  the  department 
or  agency  to  which  the  property  has 
been  transferred  shall  be  responsible  for 
the  proper  maintenance  of  the  property 
and  for  Its  availability  for  purposes  of 
national  defense,  as  prescribed  by  the 
Munitions  Board  in  the  terms  of  trans- 
fer. 

8  113.405  Inspection  and  reports. 
While  .subject  to  the  u.<!e  of  or  operation 
by  such  other  governmental  department 
or  agency,  the  property  shall  be  avail- 
able for  the  ensineerlng  surveys  and 
Inspections  provided  for  In  Subpart  B  of 
Part  112  of  this  subchapter,  and  such 
department  or  agency  shall  adhere  to 
the  maintenance  requirements  specified 
in  .faid  Subpart  B  and  shall  make  such 
reports  to  the  Munitions  Board  from 
time  to  time  concerning  the  property's 
condition  and  availability,  together  with 
accounts  of  its  operation,  as  may  be  re- 
quested by  the  Munitions  Board. 

5  113  406  Return  of  property.  When- 
ever such  governmental  department  or 
agency  has  no  further  need  for  the  use 
or  operation  of  property  transferred  to 
It  under  this  subpart  it  shall  promptly 
notify  the  Munitions  Board.  Upon  re- 
ceipt of  such  notice,  the  Munitions 
Board  shall  caa-se  a  review  to  be  made  of 
the  ju.<:tiflcatlon  for  the  retention  of  such 
property  in  the  National  Industrial  Re- 
serve, and  If  such  retention  is  deter- 
mined to  be  justified,  the  Munitions 
Board  may  <a)  cause  it  to  be  transferred 
to  another  department  or  agency  for  its 
use  in  accordance  with  terms  and  condi- 
tions to  be  prescribed,  or  fb)  direct  it 
to  be  transferred  to  the  Federal  Works 
Agency  to  be  held  by  it  in  the  National 
Industrial  Reserve. 

SUPPART  E — lOANS  OF  PROPERTY  IN  THE  NA- 
TIONAL INDUSTRIAL  RESERUE  TO  NONPROFIT 
KDUCATIONAL  INSTITUTIONS  AND  TR.UWING 
SCHOOLS 

8  113.500  Scope  of  subpart.  This 
subpart  deals  with  the  rules  and  proce- 
dures governing  loans  of  property  in  the 
National  Industrial  Reserve  by  the  Fed- 
eral Works  Agency  to  nonprofit  educa- 
tional institutions  and  training  school', 
as  provided  in  the  act.  Such  loans  will 
be  limited  to  certain  machine  tools  and 
Industrial  manufacturing  equipment 
under  the  control  of  the  Federal  Works 
Agency. 

§  113.501  Application  for  loan  of  prop- 
erty. The  head  of  any  nonprofit  educa- 
tional Institution  or  training  school  as 
defined  in  i  111.201-7  of  this  subchapter 
may  make  a  v  *ten  application  to  the 
Pedrral  Works  ,ency  for  the  loan  of 
specific  machine  tools  or  industrial  man- 
ufacturing equipment  for  the  use  of  such 
Institution  or  school  in  connection  witii 
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a  program  of  instruction.  The  applica- 
tion shall  specify  in  detail  the  property 
requested,  the  nature  of  the  program, 
and  the  number,  age,  and  qualifications 
of  the  persons  expected  to  participate  in 
the  program. 

8  113.502  Investigation  and  report  by 
Federal  Works  Agency.  Upon  receipt  of 
an  application  for  a  loan  of  property  in 
the  National  Industrial  Reserve  the  Fed- 
eral Works  Agency  will  cause  an  investi- 
gation to  be  made  to  determine  ta> 
whether  the  applicant  conforms  to  the 
definition  contained  in  §  111.201-7  of  this 
subchapter,  <b)  the  accuracy  of  the 
statements  contained  in  the  application, 
(c)  the  ability  of  the  applicant  properly 
to  care  for  and  maintain  the  property, 
(d>  the  importance  of  the  property  in 
question  to  the  program  of  instruction, 
(e>  the  relative  importance  of  the  pro- 
gram as  a  means  of  training  critically 
needed  skills,  compared  to  the  impor- 
tance of  preserving  the  producMve  ca- 
pacity of  the  property  for  future  use,  and 
(f>  such  other  facts  as  may  be  material. 
The  results  of  such«investigation  will  be 
reported  by  the  Federal  Works  Agency 
to  the  Munitions  Board  together  with  its 
recommendation  with  respect  to  the 
granting  or  denying  of  the  application. 

8  113.503  Action  by  Munitions  Board, 
conditions  of  loan.  The  Munitions  Board 
may  in  its  discretion  authorize  or  refuse 
to  authorize  such  loan.  In  the  event 
that  it  is  authorized,  the  loan  of  the* 
property  applied  for  will  be  upon  terms 
(a>  requiring  the  property  to  be  fully 
cared  for  and  maintained  by  the  appli- 
cant according  to  such  standards  as  the 
Munitions  Board  may  prescribe,  (b)  re- 
quiring the  property  to  be  kept  available 
for  immediate  return  upon  request  to 
tlie  Federal  Work.s  Agency  or  such  other 
Governmental  department  or  agency,  or 
other  person  as  the  Munitions  Board  may 
designate,  and  (C  requiring  the  appli- 
cant to  assume  all  costs  of  transporta- 
tion, maintenance,  and  insurance  of  the 
property  while  subject  to  the  loan,  so 
t!iat  the  loan  will  be  without  expense  to 
the  Government. 

5  113. 50f  Authorization  to  Federal 
Works  Agency.  In  the  event  that  the 
Munitions  Board  approves  the  loan,  the 
Federal  Works  Agency  will  be  notified  of 
.such  approval,  and  will  be  authorized  to 
make  the  loan  upon  the  conditions  pre- 
scribed in  5  113.503.  and  such  other  terms 
Rs  the  Federal  Works  Agency  may  pre- 
.^cribe. 

SUBPART  F — DISPOSITION  OF  EXCESS  INDUS- 
TRIAL PROPERTY  FREE  OF  NATIONAL  SECU- 
RITY CLAUSE  WHEN  NO  LONGER  REQUIRED 
FOR  N.\TI0NAL  INDUSTRIAL  RESERVE 

'  5  113.600  Scope  Of  subpart.  This  sub- 
part deals  with  procedures  for  disposition 
of  property  in  the  National  Industrial  Re- 
serve when  It  is  no  longer  needed  for  such 
reserve. 

5  113.601  Relinquishment  or  waiver  of 
HatioJial  Security  Clause.  Whenever  the 
Munitions  Board  shall  determine  that 
the  retention  of  the  productive  capacity 
of  an  excess  Industrial  property  in  the 
National  Industrial  Reserve  (including  a 
lesser  part  or  interest  than  the  entire 
property   is  no  longer  essential  to  the 
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national  security.  It  will  authorize  the 
relinquishment  or  waiver  of  a  part  or  all 
of  the  provisions  of  the  National  Security 
Clause  applicable  to  such  property. 

§  113.601-1  Property  under  control  of 
disposal  agency.  If  the  property  is  un- 
der the  control  of  a  disposal  agency,  the 
Munitions  Board  will  notfiy  the  head  of 
such  disposal  agency  of  the  relinquish- 
ment or  waiver  of  the  National  Security 
Clause,  and  the  property  shall  thereafter 
be  offered  for  disposition  free  from  the 
provisions  so  relinquished  or  waived. 

8  113.601-2  Property  under  control  of 
a  transferee.  If  the  property  has  been 
disposed  of  to  a  transferee  subject  to  a 
National  Security  Clause,  the  Munitions 
Board  will  relinquish  or  waive  the  Na- 
tional Security  Clause. 

|F.   R.   Doc.   49-2421;    Filed.   Mar.    31,    1949; 
9;01  a.  m.) 


Chapter  V — Department  of  the  Army 

Subchapter  F — Personnel 

Part  582— Discharge  or  Separation  from 
Service 

discharge  because  of  minority 

Paragraph  'b)  (2  >  of  §  582.1  is  changed 
to  read  as  follows: 

5  582  1     Discharge  because  of  minor- 
ity,    (a)     •     •     * 

(b>  Application  of  laws.  •  •  • 
(2)  Unless  under  charges  or  in  con- 
finement for  a  serious  offense,  an  enlisted 
man  who  was  under  17  years  of  age  or  an 
enli-sted  woman  who  was  under  18  years 
of  age  at  the  time  of  enlistment  or  in- 
duction, will  be  discharged  when  it  is  dis- 
covered that  such  person  is  under  the  age 
of  18  years  or  21  years,  respectively.  Sat- 
isfactory evidence  as  to  date  of  birth  is 

required. 

»  •  •  •  • 

[C2,  AR  615-362.  Mar.  18.  1949 J  <Pub. 
Law  759.  80th  Cong.;  61  Stat.  191;  10 
U.  S.  C.  Sup.  628) 

[  SE.\L]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

|F.    R.    Doc.    49-2428:    Filed,    Mar.   31,    194'J; 
8:53  n.  m.l 


TITLE  35— PANAMA  CANAL 
Chapter  I — Canal   Zone   Regulations 

Appendix — Canal  Zone  Orders  ■ 
[Canal  Zone  Order  17) 

Leave  of  Absence  for  Excepted  Alien 
Employees 

By  virtue  of  the  authority  vested  in  the 
President  of  the  United  States  by  section 
81  of  title  2  of  the  Canal  Zone  Code,  as 
amended,  and  delegated  to  me  by  Execu- 
tive Order  No.  9746  of  July  1. 1946,  section 
39  of  Executive  Order  No.  1888  of  Febru- 
ary 2,  1914,  as  amended  by  Canal  Zone 
Order  No.  5  of  January  30, 1947,  Is  further 
amended  to  read  as  follows  effective  May 
1,  1949: 
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Sec  39.  Leave  of  absence  for  excepted 
alien  employees.  The  Governor  Is  au- 
thorized, by  such  regulations  as  he  may 
prescribe,  to  grant  leave  to  such  alien 
employees  as  are  excepted  by  section  20 
of  this  order  from  entitlement  to  leave 
privileges  under  sections  20  to  38  of  this 
order,  and  to  provide  for  the  commuta- 
tion thereof:  Provided,  That  the  leave 
which  may  be  accredited  to  any  such 
employee  shall  not  exceed  208  hours  in 
any  one  year,  and  that  leave  shall  not  be 
accumulated  in  excess  of  416  hours. 

Kenneth  C.  Royall. 
Secretary  of  the  Army. 

March  25.  1949. 

|F.    R.    Doc.    49-2410;    Filed.    Mar.    31,    1949; 
9:15  a.  m.l 


TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — Veterans'   Administration 

Part  36 — Servicemen's  Readjustment 
Act  of  1944 

SUBPART  A — title  III;  LOAN  GUARANTY 

New  §8  36.4380  through  36.4384  are 
added  to  Part  36  read  as  follows: 

Sec. 

36.4380  Establishment     of     loan     guaranty 

committee  on  waivers  and  com- 
promises. 

36.4381  Jurisdiction  of  regional  office  loan 

guaranty  committee. 

36.4382  Jurisdiction    of    central    office    loan 

guaranty  committee  on  waiver  and 
compromises. 

36  4383  Authority  to  execute  necessary  docu- 
ments. 

36.4384  Principles  to  be  followed  by  loan 
guaranty  committee  for  waivers 
and  compromises. 

AtrrHORrrY:  §§  36.4380  to  36  4384  issued  un- 
der 58  Stat.  284,  59  Stat.  626;  38  U.  S.  C.  693. 
et  seq.,  694,  et  seq. 

§  36.4380  Establishment  of  loan  guar- 
anty committee  on  waivers  and  compro- 
mises. There  is  established  in  central 
office  and  in  each  regional  office  a  loan 
guaranty  committee  on  waivers  and 
compromises.  The  committee  will  be 
comprised  of  three  members,  one  of 
whom  is  to  be  designated  as  chairman. 
The  regional  office  committee  shall  be 
appointed  by  and  function  under  the 
jurisdiction  of  the  regional  manager. 
The  central  office  committee  shall  be 
appointed  by  the  Administrator  and 
function  under  the  jurisdiction  of  the 
assistant  administrator  for  finance. 

§  36.4381  Jurisdiction  of  regional  of- 
fice loan  guaranty  committee,  (a)  The 
regional  office  committee  will  have  orig- 
inal jurisdiction  to  adjudicate  all  cases 
in  its  area  involving  an  indebtedness  by 
a  veteran  to  the  United  States  of  $2500 
or  less,  resulting  from  payment  of  the 
gratuity,  or  the  guaranty  or  in.surance 
of  a  loan  under  Title  III  of  the  Service- 
men's Readjustment  Act  of  1944.  as 
amended  (sections  694-694J  inclusive,  38 
U.  S.  O. 

(b)  The  regional  office  committee  will 
determine  whether  the  indebtedness  or 
any  part  thereof,  shall  be  waived  and  if 
not  waived  <li  whether  a  compromise 
settlement  shall  be  accepted  (except  as 
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to  litigated  cases)  or  (2)  whether  the 
indebtedness  on  the  loan  shall  or  shall 
not  be  collected  from  compensation  or 
pension. 

<c)  The  decision  of  the  regional  com- 
mittee to  be  effective  must  be  unanimous. 
Such  decision  shall  be  final  subject  to 
review  on  appeal  to  the  central  office 
loan  guaranty  committee  on  waivers  and 
compromises.  However,  the  regional 
committee  may  review  and  modify  its 
decision  upon  the  submission  of  new  and 
material  evidence.  In  the  event  of  a  dis- 
sent by  one  of  the  members  the  case  will 
be  referred  with  memorandum  opinion 
from  each  member  for  consideration  by 
the  central  office  loan  guaranty  commit- 
tee on  waivers  and  compromises.  An 
appeal  from  the  regional  office  commit- 
tee's decision  must  be  filed  within  90  days 
from  the  date  of  mailing  notice  of  its 
decision  to  the  veteran. 

<d  •  The  regional  office  committee,  sub- 
ject to  current  regulations  and  instruc- 
tions shall  have  Jurisdiction  to  authorize 
the  release  of  any  right,  title,  claim, 
lien,  or  demand,  however  acquired, 
against  any  person  obligated  on  a  loan 
guaranteed  or  insured  pursuant  to  the 
provisions  of  Title  III  of  the  Servicemen's 
Readjustment  Act  of  1944,  as  amended. 

§  36.4382  Jurisdiction  of  central  of- 
fice loan  guaranty  committee  on  waiver 
and  compromises,  (a)  The  central  of- 
fice committee  will  have  jurisdiction  to 
consider  and  adjudicate: 

<  1 )  All  such  cases  of  Indebtedness  re- 
ferred to  it,  irrespective  of  amount; 

<2)  All  such  cases  of  indebtedness  in- 
volving more  than  $2,500; 

<3'  All  cases  in  which  an  appeal  has 
been  filed  from  the  decision  of  the 
regional  office  loan  guaranty  committee 
involving  an  indebtedness  by  the  veteran 
to  the  United  States  resulting  from  a 
guaranty  or  Insurance  of  a  loan — under 
Title  III  of  the  Servicemen's  Readjust- 
ment Act  of  1944,  as  amended. 

(b)  The  central  office  committee  will 
determine  whether  the  indebtedness  or 
any  portion  thereof,  shall  be  waived  and 
if  not  waived  (1)  whether  a  compromise 
settlement  shall  be  accepted  (except  In 
litigated  cases)  or  (2)  whether  the  in- 
debtedness on  the  loan  shall  or  shall  not 
be  collected  from  compensation  or  pen- 
sion. 

tc)  The  decision  of  the  majority  mem- 
bers of  the  central  office  committee  in 
any  matter  within  its  jurisdiction  shall, 
subject  to  an  administrative  appeal,  by 
an  assistant  administrator  or  the  solici- 
tor, be  final  and  conclusive.  However, 
the  committee  may  review  and  modify 
its  decision  upon  the  submission  of  new 
and  material  evidence.  An  administra- 
tive appeal  must  be  filed  by  an  assistant 
administrator  or  the  solicitor  within  90 
days  from  the  date  of  the  decision  of 
the  central  office  committee. 

(d)  The  central  office  committee,  sub- 
ject to  current  regulations  and  instruc- 
tions, shall  have  Jurisdiction  to  author- 
ize the  release  of  any  right,  title,  claim, 
lien,  or  demand,  however  acquired, 
against  any  person  obligated  on  a  loan 
guaranteed  or  insured  pursuant  to  the 
provisions  of  Title  HI  of  the  Service- 
men's Readjustment  Act  of  1944.  as 
amended. 
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S  36.4383  Authority  to  execute  neces- 
sary documents.  Each  of  the  employees 
enumerated  in  J  36.4342  (b)  is  authorized 
upon  the  advice  of  the  solicitor  or  the 
chief  attorney  of  the  regional  office  to 
execute  on  behalf  of  the  Administrator 
of  Veterans'  Affairs  releases  or  other 
documents  necessary  to  effectuate  a  de- 
cision of  the  central  office  or  a  regional 
office  loan  guaranty  committee  on  waiv- 
ers and  compromises. 

§  36.4384  Principles  to  be  followed  by 
loan  guaranty  committee  for  waivers 
and  compromises,  (a)  In  determining 
whether  an  indebtedness  or  any  part 
thereof  shall  be  waived,  the  general  equi- 
table principles  of  section  28,  World  War 
Veterans  Act,  as  amended  (38  U.  S.  C. 
507a  >,  as  explained  in  Veterans'  Admin- 
istration adjudication  procedure  will  be 
applied.  The  indebtedness  may  be 
waived  in  whole  or  In  part:  (1»  When 
the  veteran  was  not  at  fault  in  the  crea- 
tion of  indebtedness  which  is  being  con- 
sidered by  the  committee  and  (2)  where 
recovery  of  the  whole  or  the  part  con- 
cerned would  defeat  the  purposes  of  the 
benefits  otherwise  authorized  under  the 
laws  administered  by  the  Veterans'  Ad- 
ministration, or  would  be  against  equity 
and  good  conscience. 

(b)  What  constitutes  fault  necessarily 
depends  on  the  facts  In  the  individual 
case.  However,  the  committee  in  its  de- 
termination as  to  fault  shall  apply  the 
same  principles  that  a  court  of  equity 
would  apply  in  determining  "whether  a 
petitioner  comes  into  equity  with  clean 
hands." 

(c)  In  determining  whether  recovery 
In  whole  or  in  part  from  other  Veterans' 
Administration  benefits  would  defeat  the 
purpose  of  benefits  otherwise  authorized 
under  the  laws  administered  by  the  Vet- 
erans' Administration,  the  real  purpose 
of  the  benefit  is  the  basic  criterion.  Thus, 
while  recovery  in  whole  or  in  part  might 
defeat  benefits,  it  might  not  defeat  the 
purpose  of  such  benefits.  The  primary 
purpose  of  most  of  the  benefits  under  the 
laws  administered  by  the  Veterans'  Ad- 
ministration is  to  furnish  a  measure  of 
support,  or  means  of  obtaining  a  support, 
for  veterans  and  their  dependents.  'See 
Veterans'  Administration  adjudication 
procedure.) 

(d)  In  determining  whether  it  would 
be  against  equity  and  good  conscience  to 
recover  the  whole  or  any  part  of  the 
indebtedness  the  following  general  equi- 
table rules  should  be  considered : 

(1)  "He  who  seeks  equity  must  do 
equity." 

(2)  Money  paid  under  mistake  cannot 
be  recovered  where  the  payee  is  entitled 
in  equity  and  good  conscience  to  retain. 

(3)  Where  the  payee  by  reason  of  the 
payment  has  relinquished  a  valuable 
right  which  he  would  have  retained,  or 
where  by  reason  of  such  payment  he  has 
changed  his  position  for  the  worse.  It 
would  be  inequitable  to  penalize  for  such 
change. 

(4)  If  the  debt,  or  a  part  thereof,  is 
due  to  the  fault  of  the  Veterans'  Admin- 
istration, the  veteran  being  without  fault, 
it  would  be  inequitable  to  require  pay- 


ment thereof.     (See  Veterans*  Adminls- 
tration  adjudication  procedure.) 

[SEAL]  O.  W.  Clark, 

Executive  Assistant  Administrator. 

(P.    R.   Doc.   49-2378;    PUed,    Mar.   31.    1949; 
8:45  a.  ml 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public    Land    Orders 

(Public  Land  Order  573] 
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REVOKING  PUBLIC  LAND  ORDER  NO.  187  OF 
OCTOBER  13,  1943.  WITHDRAWING  PUBLIC 
LANDS  FOR  USE  IN  CONNECTION  WITH 
PROSECUTION  OF  WAR 

By  viriue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943,  it  is 
ordered  as  follows: 

Public  Land  Order  No.  187  of  October 
13,  1943.  withdrawing  the  hereinafter 
described  public  lands  for  use  in  connec- 
tion with  the  prosecution  of  the  war  is 
hereby  revoked. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  April  29.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  se- 
lection as  follows: 

(a)  Ninety  day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  April  29.  1949.  to  July  29.  1949. 
inclusive,  the  public  lands  affected  by 
this  order  shall  be  subject  to  (1)  appli- 
cation under  the  homestead  or  the  desert 
land  laws,  or  the  Small  Tract  Act  of 
June  1,  1938  (52  Stat.  609.  43  U.  S.  C. 
sec.  682a),  as  amended,  by  qualified  vet- 
erans of  World  War  II,  for  whose  service 
recognition  Is  granted  by  the  act  of  Sep- 
tember 27.  1944  (58  Stat.  747.  43  U.  S.  C. 
sees.  279-283),  subject  to  the  require- 
ments of  applicable  law.  and  <2)  appli- 
cation under  any  applicable  public-land 
law.  based  on  prior  existing  valid  settle- 
ment rights  and  preference  rights  con- 
ferred by  existing  laws  or  equitable 
claims  subject  to  allowance  and  confir- 
mation. Applications  by  such  veterans 
shall  be  subject  to  claims  of  the  classes 
described  in  subdivision  (2). 

(b)  Twenty  day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  April  9, 
1949.  to  April  28,  1949,  Inclusive,  such 
veterans  and  isersons  claiming  prefer- 
ence rights  superior  to  those  of  such 
veterans,  may  present  their  applications, 
and  all  such  applications,  together  with 
those  presented  at  10:00  a.  m.  on  April 
29,  1949,  shall  be  treated  as  simultane- 
ously filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  July  30, 
1949,  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authori2?d  by  the  public-land  laws. 


Friday,  April  1,  1949 

(d)  Twenty  day  advance  period  for 
simultaneous  non-preference-right  fU' 
inns.  Applications  by  the  general  public 
may  be  presented  during  the  20  day 
period  from  July  9.  1949,  to  July  29.  1949. 
inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m. 
on  July  30. 1949.  shall  be  treated  as  simul- 
taneously filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office 
at  Blackfoot.  Idaho,  shall  be  acted  upon 
in  accordance  with  the  regulations  con- 
tained in  §  295  8  of  Title  43  of  the  Code  of 
Federal  Regulations  (Circular  No.  324. 
May  22.  1914.  43  L.  D.  254).  and  Part  296 
of  that  title,  to  the  extent  that  such 
regulations  are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  166  to  170,  Inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1.  1938. 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  232  and  257,  respectively, 
of  that  title. 

Inquiries  concerning  the.se  lands  shall 
be  addressed  to  the  District  Land  Office 
at  Blackfoot.  Idaho. 

The  lands  affected  by  this  order  are 
described  as  follows: 

BoisK  Base  Mebioian 

T.  2  N..  R.  30  E.. 
Sec.  31.  E'^E>i: 
Sec.  35.  W'iWla- 

The  areas  described  aggregate  320 
acres. 

These  public  lands  are  rolling  and 
rough  in  topography,  with  considerable 
lava  outcropping. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 
March  25,  1949. 

(P.   R.   Doc.   49-2403;    Piled.   Mar.   31.    1949; 
8:51  a.  m.) 
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mission  as  an  administrative  site  in  the 
maintenance  of  the  Alaska  Highway; 
Oakoiner  Ckxxk 

U.  S.  Survey  No.  2719,  39.45  acres,  on  th« 
Alaska  Highway  at  Mile  1248. 

The  reservation  made  by  this  order 
is  subject  to  the  withdrawal  of  a  strip 
of  land  600  feet  wide.  300  feet  on  each 
side  of  the  center  line  of  the  Alaska 
Highway,  made  by  Public  Land  Order  No. 
386  of  July  31.  1947. 

Said  Public  Land  Order  No.  386  Is 
hereby  revoked  as  to  the  withdrawal  for 
classification  and  survey  of  the  tract  of 
land  therein  described  at  Gardiner 
Creek,  so  far  as  it  affects  the  above- 
described  land. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 

March  25.  1949. 

[P.   R.   Doc.   49-2404;    Filed.   Mar.   31.    1949;. 
8:50  a.  m.) 

TITLE  46— SHIPPING 

Chapter  II — United  States  Maritime 
Commission       ^ 

Subchapter  F — ^rchant  Ship  Sales  Act  of  1946 

(Gen.  Order  60,  Supp.  17.  Amdt.  1] 

Part  299 — Rules  and  Regulations,  Forms, 
AND  Citizenship  Requirements 

additional  vessel  prices 

Subject  to  the  provisions  of  the  Mer- 
chant Ship  Sales  Act  of  1946  (60  Stat.  41 ) 
and  Part  299  of  Title  46  (13  F.  R.  2169), 
the  following  additional  vessel  prices  are 
published: 
Prices  fob  Stand \rd  Maritime  roiiMis-siov  Vessels 

IN   ArfORDANCE   WITH  THE  MERCHANT  SHIP  SALE.S 
ACT  OF  1946 


[Public  Land  Order  574) 

Alaska 

reserving  public  land  for  use  by  alaska 
road  commission  as  an  administrative 
site  and  p.\rtially  revoking  public 
land  order  no.  386 

By  Virtue  of  the  authority  vested  In 
the  Pre.'^ident  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the 
following-described  tract  of  public  land 
in  Alaska  is  hereby  withdrawn  from  all 
forms  of  appropriation  under  the  public- 
land  laws,  including  the  mining  laws  but 
not  the  mineral  leasing  laws,  and  re- 
served for  use  by  the  Alaska  Road  Corn- 


Type  vessel 


Prewar    r»on,p„ie'    Ptatu- 
do,nestic!^.7,^„;iyoo^.«jle« 


cost 


Floor 
price 


C3-S1-BR1'  $5,883,20r.$7.SM,007,$2,M!,(»3$2,753,903 


•  The  revise<l  and  new  prices  as  above  set  forth  are  pub- 
lished for  purpo.sos  of  adjusinient  for  prior  sales  to  citizens 
ill  ftccsnlance  with  section  9  of  the  act.  No  vessel  of  this 
type  is  avilablc  for  disposiil. 

SUBPART  F — PREWAR  DOMESTIC  COSTS;  STAT- 
UTORY  SALES   PRICES 

Section  299.56  Prewar  domestic  costs; 
statutory  sales  prices,  paragraph  <qq)  of 
this  section  published  in  the  Federal 
Register  of  April  22. 1948  ( 13  F.  R.  2169 ) . 
is  amended  to  read  as  follows: 

(qq)  Type  C3-S1-BR1.'  The  C3-S1- 
BRl  type  is  a  combination  cargo  and 
passenger  vessel  with  accommodations 
for  119  passengers. 

The  prices  of  the  standard  type  are  as 
follows : 


Prowar 

domestic 

tost 

Domestic 
war 
cost 

Statutory 
sales 
price 

Floor 
price 

$5,883,206 

$7,354,007 

$2,941,603 

$2,573,903 

>  The  revised  and  new  prices  as  above  set 
forth  are  published  for  purposes  of  adjust- 
ment for  prior  sales  to  citizens  In  accordance 
with  section  9  of  the  act.  No  vessel  of  this 
type  Is  available  for  dispoeal. 
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(60  Stat.  41;  50  U.  S.  C.  App.  1742) 

By  order  of  the  United  States  Maritime 
Commission. 

[seal]  A.  J.  Williams, 

Secretary, 
March  24,  1949. 

|P.   R.   Doc.    40-2411;    FUed.   Mar.   31.    194^ 
8:51  a.  m.) 

TITLE  50— WILDLIFE 

Chapter  II — Alaska  Game 
Commission 

Revision  of  Chapter 

Regulations  of  the  Alaska  Game  Com- 
mission relating  to  guides,  licenses,  fur 
management  areas,  and  poisons  as  adop- 
ted by  the  Alaska  Game  Commission  on 
January  28.  1943.  February  29.  1944.  May 
31,  1946,  February  26,  1947.  February  22, 
1948,  and  February  24.  1949  (50  CFR. 
Supps.  12  F.  R.  3894)  are  hereby  amended 
to  read  as  follows: 

Bas^^  and  purpose.  To  provide  addi- 
tional protection  for  polar  bear  by  re- 
quiring that  nonresidents  and  aliens 
shall  be  accompanied  by  a  registered 
guide  when  hunting  these  animals  and 
to  establish  fur  management  areas  for 
the  protection  of  fur  and  game. 

Part  161 — Guides 

Sec. 

161.1  Employment    of    guides    by    nonresi- 

dents and  aliens. 

161.2  Qualifications  for  guide  licenses  and 

issuance  thereof. 

§  161.1  Employment  of  guides  by  non- 
residents and  aliens.  <a)  Nonresidents 
of  the  Territory  or  aliens  taking  big 
game  animals  or  polar  bears  for  any  pur- 
pose, or  going  afield  to  photograph  large 
brown  or  grizzly  bears,  except  nonresi- 
dent Federal  oflScials  engaged  in  wildlife 
investigations  in  Alaska  exempted  by 
special  permit  of  the  Commission,  are 
required  to  employ  and  be  accompanied 
by  a  guide  registered  with  and  licensed 
by  the  Commission;  but  no  such  guide 
shall  accompany  in  the  field  more  than 
one  nonresident  or  alien,  except  husband 
and  wife  and  minor  child,  all  of  whom 
are  In  possession  of  the  required  hunting 
licenses. 

(b)  No  guide  may  take  any  big  game 
animal  while  guiding,  except  in  cases  of 
actual  emergency  when  a  bear  is  attack- 
ing or  is  about  to  escape  after  being 
wounded,  it  shall  be  the  duty  of  the- 
guide  to  take  such  action  as  he  deems 
necessary.  (57  Stat.  306;  48  U.  S.  C. 
Sup.  199,' Subdivision  M) 

5  161.2  Qualifications  for  guide  li- 
censes and  issuance  thereof.  <a>  Only 
resident  citizens  who  are  21  years  of  age 
or  more  and  have  resided  in  the  Territory 
for  the  5  years  immediately  preceding 
application  for  registration  and  a  guide 
license,  and  who  are  in  sound  physical 
condition  and  have  had  practical  field 
experience  in  the  handling  of  firearms, 
hunting,  judging  trophies,  first  aid,  field 
preparation  of  trophies,  and  photog- 
raphy, and  who  are  familiar  with  the 
terrain  and  transportation  problems  In- 
volved in  the  district  for  which  applica- 
tion for  such  license  is  made,  and  who 
have  further  successfully  passed  oral  and 
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written  examination  prepared  by  th« 
Commission  will  be  registered  and  li- 
censed to  act  as  guides  for  nonresidents 
and  aliens  taking  big  game  animals  or 
polar  bears  for  any  purpose,  or  going 
afield  to  photograph  large  brown  or 
grizzly  bears. 

(b)  The  Alaska  Game  Commission  will 
establish  guide  districts  and  maintain  a 
register  of  such  persons  as  are  duly  quali- 
fied and  licensed  to  act  as  guides  in 
such  districts. 

(c)  Applications  for  such  registration 
and  guide  license  shall  be  made  to  a 
wildlife  agent  employed  in  the  guide 
district  in  which  the  applicant  resides, 
on  a  form  issued  by  the  Commission  and 
shall  state  applicant's  citizenship  and 
resident  status,  age,  physical  character- 
istics, permanent  address,  and  district 
or  districts  in  which  he  desires  to  op- 
erate, together  with  full  information 
relative  to  his  qualifications  to  act  as 
guide,  and  shall  be  subscribed  and 
sworn  to  by  the  applicant  t>efore  an  of- 
ficer authorized  to  administer  oaths. 

(d)  Upon  receipt  of  such  application 
by  the  wildlife  agent,  he  shall  conduct 
such  written  and  oral  examinations  and 
make  such  investigations  as  the  Commis- 
sion shall  require  to  determine  the  quali- 
fications of  the  applicant  to  act  as  a 
guide. 

(e>  The  wildlife  agent  who  conducts 
such  examinations  shall  promptly  file 
his  report  thereof  with  the  executive 
officer  of  the  Commission,  together  with 
his  recommendation  thereon,  which  re- 
port and  recommendation  shall  be  at- 
tached to  the  application  and  considered 
and  determined  at  a  regular  or  special 
meeting  of  the  Commission. 

(f)  Tlie  executive  officer  of  the  Com- 
mission may.  after  investigation  and 
satisfying  himself  of  an  applicants  qual- 
ifications, issue  a  guide  license  to  him 
upon  payment  of  the  required  fee.  au- 
thorizing him  to  act  as  a  guide  imder 
the  terms  cf  the  license,  subject  to  ap- 
proval of  the  Commission  at  its  next 
meeting. 

(g)  If  the  Commission  determines 
that  the  applicant  does  not  possess  suffi- 
cient field  experience  to  qualify  him  to 
act  as  a  principal  guide  but  has  all  other 
qualifications,  an  assistant  guide  license 
may  be  issued  to  him.  which  shall  au- 
thorize him  to  act  as  assistant  to  a  prin- 
cipal guide. 

(h)  A  registered  guide  license  must 
bear  the  signature  of  the  executive  offi- 
cer of  the  Commission.  Each  license 
shall  expire  on  June  30  next  succeeding 
Its  Issuance,  shall  be  revocable  at  the 
discretion  of  the  Commission,  and  shall 
not  be  transferable. 

(i)  Each  licensed  guide  shall  submit 
to  the  Commission,  immediately  upon 
completion  of  a  hunting  or  photograph- 
ing trip,  a  report  containing  the  name 
and  address  of  the  nonresident  or  alien 
for  whom  he  acted  as  guide,  period 
covered  by  his  services,  number  and 
species  of  animals  taken,  wounded  and 
not  secured,  numbers  and  localities  of 
each  species  of  big  game  animal  observed 
on  the  trip,  and  such  other  Information 
as  the  Commission  may  require.  (57 
Stat.  306;  48  U.  S.  C.  Sup.  199.  Subdivi- 
sion M> 


RULES  AND  KE6ULAT10NS 

Part  162 — Poisons 

{ 162.1  Designation  and  use  of  poison. 
(a)  Pursuant  to  section  8  of  the  Alaska 
Oame  Law,  the  following  substances  are 
by  the  Commission  designated  poisons  j 
Strychnine,  arsenic,  phosphorus,  an- 
timony, barium,  the  cyanides,  corrosive 
sublimate,  or  any  derivative  or  deriva- 
tives, compound  or  compounds  thereof, 
which,  by  said  section  8.  are  forbidden: 

( 1 )  To  be  used  at  any  time  to  kill  any 
game  or  fur  animal  or  bird,  except  by 
Pish  and  Wildlife  Service  employees  un- 
der direction  of  the  Commission. 

(2)  To  be  put  out  where  any  game  or 
fur  animal  or  bird  may  come  in  contact 
with  it. 

(3)  To  be  sold  or  given  to  any  hunter 
or  trapper,  or 

<4)  To  be  possessed  by  any  hunter  or 
trapper. 

(b»  Any  person  selling  or  otherwise 
disposing  of  any  of  the  aforesaid  poisons 
is  required  by  said  section  8  of  the  Ala.'^ka 
Game  Law  to  keep  a  record  in  a  special 
book  showing  the  name  and  address  of 
each  person  purchasing  or  otherwise 
procuring  said  poison,  and  the  kind  and 
amount  thereof,  such  record  to  be,  at  all 
times,  opey  to  inspection  by  any  v.'ildlife 
agent  or  other  officer  authorized  to  en- 
force the  Alaska  Game  tow  and  In- 
formation thereof  to  be  transmitted 
monthly  to  the  Alaska  Game  Commis- 
sion. (57  Stat.  306;  48  U.  S.  C.  Sup. 
199,  Subdivision  M) 


Part  163 — Tr.^pping  and  Hunting 
Licenses 

§  163.1  Resident  trapping,  hunting, 
and  fishing  licenses.  No  resident  of  the 
Territory  over  16  years  of  age,  except 
a  native-bom  Indian  or  E.skimo.  shall 
take  game  animals,  fur  animals,  birds, 
or  game  fishes  in  the  Territory  without 
first  having  obtained  a  resident  hunting 
license  for  game  animals  or  birds,  a 
trapping  license  for  fur  animals,  or  a 
fishing  license  for  game  fishes,  but  a  per- 
son who  Is  the  holder  of  such  trapping 
license  shall  be  entitled  to  the  privilege 
of  hunting  game  animals  or  birds  or  tak- 
ing game  fishes,  and  a  person  who  is  the 
holder  of  a  resident  hunting  license  shall 
be  entitled  to  the  privilege  of  taking 
game  fishes  during  the  respective  open 
seasons.  (57  Stat.  306;  48  U.  S.  C.  Sup. 
199,  Subdivision  M  > 


Part  164 — Pur  Management  Are.'ks 
Sec. 

{  164.1     Koyukuk  Pur  Management  Area. 
}  164  2     Arctic  Slope  Fur  Management  Area, 
I  164.3     Upper  Tanana   River   Fur   Manage- 
ment Are.-i. 

AUTHoamr:  $S  164.1  to  164.3  Issued  under 
67  Stat.  306;  48  U.  S.  Sup.  199,  Subdivision  U. 

§  164.1  Koyukuk  Fur  Management 
Area,  (a)  There  is  hereby  set  aside  an 
area  that  hereafter,  and  for  the  pur- 
pose of  this  section,  shall  be  known  as 
the  Koyukuk  Fur  Management  Area, 
more  particularly  described  as  follows: 
The  entire  drainage  of  the  Koyukuk 
River,  beginning  at  the  mouth  of  the 
Huslia  River  and  extending  upstream  to 
and  Including  the  entire  drainage  of  the 
Alatna  River;  thence  crossing  tlie  Ko-  . 


yukuk  River  10  statute  airline  miles  up 
river  from  Alatna;  thence  crossing  the 
Kanutl  River  24  statute  airline  miles  up 
river  from  the  confluence  of  the  Ko- 
yukuk and  Kanutl  Rivers;  thence  along 
the  drainage  of  the  Koyukuk  River  to  the 
place  of  beginning. 

(b)  The  seasons  and  limits  on  fur 
animals  as  prescribed  in  the  annual  reg- 
ulations of  the  Secretary  of  the  Interior 
under  the  Alaska  Oame  Law  shall  be 
efTertive  on  the  Koyukuk  Pur  Manage- 
ment Area.  In  that  part  of  the  area 
located  within  Pur  District  6  the  seasons 
and  limits  as  prescrit>ed  by  the  Secre- 
tary, and  then  in  effect,  for  that  district 
shall  be  applicable.  In  the  remainder  of 
the  aforesaid  area  those  sea.sons  and 
limits  as  established  for  Pur  District  7 
shall  prevail. 

(O  No  fur  animals  may  be  taken  ex- 
cept by  the  methods,  mean*;,  and  num- 
bers provided  In  the  general  regulations 
of  the  SfH^retary  of  the  Interior; 

(1)  No  person  shall  take  any  fur  ani- 
mal within  the  Koytikuk  Pur  Manapc- 
ment  Area  without  first  having  resided 
within  the  boundaries  of  this  aroa  con- 
tinuously for  not  less  than  one  year; 
and 

(2)  Except  as  to  native  Indians. 
E'^kimos,  and  residents  under  16  j'ears 
of  age,  be  in  possession  of  a  current 
resident  license  to  take  fur  animals  in 
the  Territory  of  Alaska  at  large. 

S  164.2  Arctic  Slope  Fur  Management 
Area.  (a>  There  Is  hereby  set  aside  an 
area  that  hereafter,  and  for  the  purpose 
of  this  section,  shall  be  known  as  the 
Arctic  Slope  Pur  Management  Area, 
more  particularly  described  as  follows: 
Beginning  at  the  Village  of  Sinaru  and 
running  due  south  to  the  divide  between 
the  Colville  and  Noatak  Rivers;  thence 
easterly  along  the  divide  separating  the 
waters  flowing  into  the  Arctic  Ocean 
from  the  waters  flowing  into  the  Noatak 
and  Yukon  River  drainages  to  the  In- 
ternational Boundary;  thence  north 
along  the  International  Boundary  to 
the  Arctic  Ocean;  thence  westerly  along 
the  shores  of  the  Arctic  Ocean  to  the 
Village  of  Sinaru,  or  place  of  beginning. 

(b)  The  sea.'^on.'?  and  limits  on  fur  ani- 
mals as  prescribed  in  the  annual  regula- 
tions of  the  Secretary  of  the  Interior  un- 
der the  Alaska  Game  Law  shall  be  effec- 
tive on  the  Arctic  Slope  F;ir  Management 
Area.  The  sea.sons  and  limits  as  pre- 
scribed by  the  Secretary,  and  then  in 
effect,  for  Fur  District  8.  shall  be  ap- 
plicable. 

(c)  No  fur  animals  may  be  taken  ex- 
cept by  the  methods,  means,  and  num- 
bers provided  in  the  general  regulations 
of  the  Secretary  of  the  Interior. 

(1)  No  person  .shall  take  any  fur  ani- 
mal within  the  Arctic  Slope  Fur  Manage- 
ment Area  without  first  having  resided 
within  the  boundaries  of  this  area  con- 
tinuously for  not  less  than  one  year; 
and 

(2)  Except  as  to  native  Indians.  E.«:ki- 
mos,  and  residents  under  16  years  of  ape, 
Ibe  In  possession  of  a  current  resident  li- 
cense to  take  fur  animals  in  the  Terri- 
tory of  Alaska  at  large. 

S  164.3  Upper  Tanana  River  Fur 
Management  Area.  (a>  There  Is  hereby 
£ct  aside  an  area  that  hereafter,  and  for 
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the  purpose  of  this  section,  shall  be 
known  as  the  Upper  Tanana  River  Pur 
Management  Area,  more  particularly  de- 
scribed as  follows;  To  include  the  entire 
headwater  drainage  of  the  Tanana  River 
from  the  Alaska-Canadian  border  to  its 
confluence  with  the  Robertson  River  be- 
low Tanana  Crossing. 

(b)  The  seasons  and  limits  on  fur  ani- 
mals as  prescribed  in  the  annual  regula- 
tions of  the  Secretary  of  the  Interior  un- 
der the  Alaska  Game  Law  shall  be  effec- 
tive on  the  Upper  Tanana  River  Pur 
Management  Area.  The  seasons  and 
limits  as  prescribed  by  the  Secretary, 
and  then  in  effect,  for  Fur  District  6, 
shall  be  applicable. 

No  fur  animals  may  be  taken  except 
by  the  methods,  means,  and  numbers 


FEDERAL  REGISTER 

provided  in  the  general  regulations  of  the 
Secretary  of  the  Interior. 

(1)  No  person  shall  take  any  fur  ani- 
mal within  the  Upper  Tanana  River  Fur 
Management  Area  without  first  having 
resided  within  the  boundaries  of  this 
area  continuously  for  not  less  than  one 
year;  and 

(2)  Except  as  to  native  Indians,  Eski- 
mos, and  residents  under  16  years  of  age, 
be  in  possession  of  a  current  resident  li- 
cense to  take  fur  animals  in  the  Terri- 
tory of  Alaska  at  large. 

The  above  enumerated  regulations 
were  adopted  at  a  meeting  of  the  Alaska 
Game  Commission  held  for  that  purpose, 
at  which  all  of  the  members  were  pres- 
ent, in  the  city  of  Juneau,  Alaska,  on  the 
16th  day  of  February  1949. 
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In  testimony  whereof,  we  have  set  our 
hands  and  have  caused  the  official  seal  of 
the  said  Commission  to  be  affixed  in  the 
city  of  Juneau,  Alaska,  this  24th  day  of 
February  1949. 

[SE.ALl  Earl  N.  Ohmer, 

Cominissioner,       1st      Judicial 
Division,  arid  Chairman. 

Garnet  W.  M.artin, 
Commissioner,  2d  Judicial  Division. 

Andrew  A  Simons, 
Commissioner,  3d  Judicial  Division. 

Forbes  L.  B.\ker. 
Commissioner,  4th  Judicial  Division. 
CLARENCE  J.  Rhode, 
Executive  Officer. 

[F.   R.   Doc.   49-2406:    FUed,   Mar.   31,    1949; 
9:08  a.  m.i 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production   and    Marketing 
Administration 

[  7  CFR,  Part  941  ] 

Handling  or  Milk  in  Chicago,  III., 
Milk  Marketing  Area 

notice  of  recommended  decision  and 
opportunity  to  file  written  excep- 
tions thereto  with  respect  to  pro- 
posed    amendments     to     order.     as 

AMENDED. 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR.  Supps.  900.1  et  seq.,  12  F.  R. 
1159,  4904',  notice  is  hereby  given  of  the 
filing  with  the  Hearing  Clerk  of  a  recom- 
mended decision  of  the  Assistant  Admin- 
istrator, Production  and  Marketing  Ad- 
ministration, United  States  Department 
of  Agriculture,  with  respect  to  proposed 
amendments  to  the  order,  as  amended, 
and  to  a  proposed  marketing  agreement, 
regulating  the  handling  of  milk  in  the 
Chicago,  Illinois,  milk  marketing  area, 
to  be  made  effective  pursuant  to  the  pro- 
visions of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended  (7 
U.  S.  C.  601  et  seq.). 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk,  Room  1844,  South  Build- 
ing, United  States  Department  of  Agri- 
culture, Washington  25,  D.  C,  not  later 
than  the  close  of  business  on  the  20th 
day  after  the  publication  of  this  recom- 
mended decision  in  the  Federal  Register. 

Preliminary  statement.  A  public  hear- 
ing, on  the  record  of  which  the  recom- 
mended decision  was  formulated,  was 
called  by  the  Production  and  Marketing 
Administration,  United  States  Depart- 
ment of  Agriculture,  following  receipt  of 
propo.'ed  amendments  filed  by  the  As- 
sociated Milk  Dealers,  Inc.  The  public 
hearing  was  held  at  Chicago,  Illinois,  on 
September  21-23,  1948,  inclusive,  upon 
notice  issued  September  16,  1948  (13 
PR.  5400). 

The  material  is.sue  presented  on  the 
record    of    hearing    was    whether    the 
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handlers  receiving  Chicago  approved 
milk  at  plants  without  distribution  facil- 
ities in  the  marketing  area  should  be  re- 
quired to  ship  to  the  Chicago  or  Subur- 
ban Chicago  "marketing  area  specified 
percentages  of  their  plant  receipts  dur- 
ing each  of  the  months  of  August 
through  November  as  a  condition  of  con- 
tinuing the  receipts  of  such  plants  in  the 
Chicago  pool  in  the  months  of  February 
through  July  following. 

Findings  and  conclusions.  Upon  the 
basis  of  the  evidence  adduced  at  such 
hearing,  it  is  hereby  found  and  con- 
cluded that:  .  . 

1.  The  record  of  this  hearing  does  not 
provide  a  satisfactory  basis  upon  which 
equitable  requirements  may  be  formu- 
lated for  participation  in  the  Chicago 
pool  by  plants  on  the  basis  of  shipments 
to  the  marketing  area. 

Under  the  current  provisions  of  Order 
No.  41,  all  plants  approved  by  health  au- 
thorities for  the  receiving  of  milk  which 
may  be  disposed  of  as  Class  I  milk  in  the 
marketing  area  participate  in  the  Chi- 
cago pool.  It  was  proposed  that  receiv- 
ing plants  which  do  not  distribute  Class 
I  or  Class  II  milk  in  the  marketing  area 
be  required  to  di.spose  of  a  specified  per- 
centage of  their  receipts  of  butterfat 
during  August  through  November  of  each 
year  to  plants  distributing  Class  I  or 
Class  II  milk  in  the  marketing  area  or 
in  the  Order  69  (Suburban  Chicago) 
marketing  area.  In  order  to  participate 
in  the  pool  during  the  following  period 
of  February  through  July. 

In  support  of  the  proposal  it  was  testi- 
fied that  during  the  short  supply  season 
of  August  through  November,  Chicago 
distributors  had  in  past  seasons  had  dif- 
ficulty in  securing  supplies  when  total 
pool  receipts  were  adequate  for  needs 
of  the  market.  The  difficulty  was  at- 
tributed to  movemerrt;  of  Chicago  milk 
from  country  plants  to  distant  markets 
which  resulted  in  a  deficiency  of  milk 
for  the  Chicago  market. 

While  shortages  of  supplies  for  Chicago 
were  shown  to  have  occurred  in  1946  and 
1947,  there  appeared  to  be  no  prospect  of 
shortage  for  the  fall  season  of  1948. 
During  August  1948  milk  supplies  were 


ample  for  all  needs  and  country  plants 
used  high  percentages  of  their  receipts 
in  lower  class  uses.  While  this  proposal 
provided  that  the  percentage  of  receipts 
that  country  plants  would  be  required 
to  supply  the  marketing  area  could  be 
adjusted  by  the  market  administrator 
who  would  have  the  advice  of  a  commit- 
tee of  distributors  and  producers,  the  ex- 
perience of  August  1948  indicates  that 
difficulty  would  be  experienced  in  making 
this  adjustment  in  a  timely  and  equitable 
manner. 

It  may  be  that  a  provision  is  desirable 
which  would  require  plants  participating 
in  the  pool  to  accept  responsibility  to 
supply  the  market  with  its  needs  so  far 
as  supplies  are  available,  but  this  record 
does  not*  provide  an  adequate  basis  for 
formulating  such  a  provision.  The  mat- 
ter does  not  seem  to  be  one  of  Immediate 
urgency  and  it  does  present  some  very 
complex  problems.  For  these  reasons 
it  is  recommended  that  no  action  be 
taken  at  this  time,  although  a  further 
exploration  of  the  matter  at  a  future 
time  might  be  desirable. 

Rulings  on  proposed  findings  and  co7i- 
clusions.  Briefs  were  filed  on  behalf  of 
various  handlers  under  the  order,  some 
of  whom  are  also  cooperative  associa- 
tions of  producers.  No  briefs  were  re- 
ceived from  proponents  of  the  proposed 
amendments. 

Every  point  covered  in  the  briefs  re- 
ceived was  carefully  considered  along 
with  the  evidence  in  the  record,  in  mak- 
ing the  findings  and  reaching  the  con- 
clusions hereinbefore  set  forth.  To  the 
extent  that  such  proposed  findings  and 
conclusions  are  inconsistent  with  the 
findings  and  conclusions  contained  here- 
in, the  request  to  make  such  findings 
and  conclusions  is  denied  on  the  basis 
of  the  facts  found  and  stated  in  con- 
nection with  the  conclusions  in  the  rec- 
ommended decision. 

Dated:  March  28.  1949. 

[SEAL]  John  L  Thompson, 

Assistant  Administrator. 

•    (F.  R.  Doc.  49-2440;    Filed.   Mar.   31.    1949; 
8:47  a.  m.l 
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DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

kotice  ror  filing  objections  to  order 
reserving  pu6lic  land  for  use  by 
alaska  road  commission  as  an  adminis- 
trative site  and  partially  revok- 
ing public  land  order  no.  386  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior. 
Washington  25.  D.  C.  In  case  any  objec- 
tion Is  filed  and  the  nature  of  the  op- 
position Is  such  as  to  warrant  It,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents 
of  the  order  can  explain  Its  purjiose. 
Intent,  and  extent.  Should  any  objec- 
tion be  filed,  whether  or  not  a  hearing 
Is  held,  notice  of  the  determination  by 
the  Secretary  as  to  whether  the  order 
sould  be  rescinded,  modified  or  let  stand 
will  be  given  to  all  interested  parties  of 
record  and  the  general  public. 

Mastin  G.  White, 
Acting  Assistant  Secretary 
of  the  Interior. 
March  25.  1949. 

|F.    R.    Doc.   49-2405:    Piled.   Mar.   31.    1949; 
8:50  a.  m.J 


(49624] 

Oregon 

MOTICS   of   filing   of    SUPPLEMENTAL    PLAT 

of  survey 

March  24.  1949. 

Notice  Is  given  that  the  supplemental 
plat  of  survey  of  section  17.  T.  32  S..  R. 
13  W..  W.  M..  Oregon,  accepted.  Novem- 
ber 30.  1948.  including  land  hereinafter 
described,  will  be  ofBclally  filed  in  the 
Land  and  Survey  Office,  Portland,  Ore- 
gon, effective  at  10:00  a.  m.  on  April  28, 
1949. 

The  land  affected  by  this  notice  Is  de- 
scribed as  follows: 

WILLAM£TTE    MCEISIAN 

T.^32  S..  R.  13  W.. 
Sec.   17.  Nl,aNW!4. 

The  area  described  aggregates  80  acres. 

The  land  represented  by  this  plat  was 
Included  in  an  idcinnity  selection  by  the 
Northern  Pacific  Railway  Company 
under  the  act  of  July  1.  1838  i30  Stat. 
597,  620  >.  as  amended  by  the  act  of  May 
17.  1906  <34  SUt.  197). 

The  Nortliern  Pacific  Railway  Com- 
pany filed  a  release  of  further  claims 
under  its  land  grants  pursuant  to  the 
provisions  of  section  821  <b),  Part  II, 

•  See  P.  R.  Doc.  49-2404,  Title  43,  Chapter 
I.  Appendix,  supra. 
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NOTICES 


Title  ni  of  the  Transportation  Act  of 
1940  (54  Stat.  954,  49  U.  6.  C.  65).  and 
the  regulations  dated  October  10,  1940. 
Circular  1480  (43  CPR.  Part  273).  The 
release  was  approved  on  April  18,  1941. 

Upon  the  official  filing  of  the  plat  of 
Survey,  the  land  represented  thereby  will 
not  be  subject  to  disposition  under  the 
general  public  land  laws  by  reason  of 
the  filing  thereof. 

Inquiries  concerning  the  land  shall  be 
addressed  to  the  Manager,  Land  and 
Survey  Office,  Portland,  Oregon. 

Marion  Clawson, 

Director. 

[P.   R.   Doc.   49-2402:    Piled.    Mar.   31,    1949; 
8:50  a.  ml 


FEDERAL  POWER  COMMISSION 

I  Docket  No3.  G-1019,  G-10921 

El  Paso  Natural  Gas  Co.  and  Pacific 
Gas  AND  Electric  Co. 

notice  of  amendatory  order 

March  28,  1949. 

Notice  is  hereby  given  that,  on  March 
23^  1949,.  the  Federal  Power  Commission 
Is.sued  its  order  entered  March  22,  1949, 
amending  paragraph  (Dt  of  the  findings 
and  order  entered  February  28,  1949 
(published  in  the  Federal  Register  on 
March  5.  1949  (Vol.  14.  No.  43.  P.  1026) ), 
In  the  above-de.«;ignated  matters. 


[seal] 


J.  H.  Outride, 
Acting  Secretary. 


(P.    R.   Doc.   49-2422;    PUed.   Mar.   SI.    1949; 
8:53  a.  ml 


(Project   No.    13) 

Henky  Ford  and  Son,  Inc. 
notice  of  order  approving  exhibit 
March  28,  1949. 

Notice  Is  hereby  given  that,  on  March 
25,  1949,  the  Federal  Power  CommLsslon 
issued  Its  order  entered  March  22,  1949, 
approving  Exhibit  L  In  the  above-desig- 
nated matter. 


[SEAL] 


J.  H.  Gutride, 
Acting  Secretaiy. 


[P.   R.   Doc.   49-2423;    Filed,   Mar.    31,    1949; 
8:53  a.  ml 


[Project    No.    <*82| 

Southern  California  Eoison  Co. 

notice  of  order  approving  revised 
exhibtt 

March  28,  1949. 

Notice  Is  hereby  given  that,  on  March 
25,  1949.  the  Federal  Power  Commission 
Issued  It.s  order  entered  March  22,  1949. 
approving  revi.sed  ExJiibit  L  as  part  of 
the  license  in  the  above-designated  mat- 
ter. 


[Project  No.  1218] 

Georgia  Power  Co. 

notice  of  order  determining  actuai 
legitimate  original  cost  and  prescrib- 
ing accounting  therefor 

March  28,  1949. 
Notice  Is  hereby  given  that,  on  March 
24,  1949,  the  Federal  Power  Commission 
issued  its  order  entered  March  22,  1949, 
determining  actual  legitimate  original 
cost  and  prescribing  accounting  therefor 
in  the  above-designated  matter. 


[SEAL] 


J.  H.  Gutride, 
Acting  Secretary. 


[P.   R.   Doc.   49-2425;    Filed.    Mar.    81,    1949; 
8:53  a.  m.l 


[Project  No.  19641 
Emerson  M.  Grove  and  Eva  Ln  Calhoun 

notice  OF  ORDER  RESCINDING  AUTHORIZ.ATIOX 

for  issuance  of  uce.\si   'minor)   and 
dismissing  application  for  license 

March  28.  1949. 

In  the  matter  of  Emerson  M.  Grove 
and  Eva  Lee  Calhoun.  Administratrix  of 
the  E.state  of  Emerson  M.  Grove;  Project 
No.  1964. 

Notice  is  hereby  given  that,  on  March 
24,  1949,  the  Federal  Power  Commission 
isued  its  order  entered  March  22.  1949. 
rescinding  order  of  Sepiember  21.  1943 
(published  in  the  Federal  Register  on 
October  1.  1948  (Vol.  13.  No.  192.  P. 
5690))  authorizing  the  Issuance  of  li- 
cense to  E\'a  Lee  Calhoun.  Administra- 
trix of  the  Estate  of  Emerson  M.  Grove, 
for  a  proposed  minor  project  affecting 
lands  of  the  United  States  in  Placer 
County.  California,  and  dismissing  ap- 
plication for  license  in  the  above-desig- 
nated matter. 


[SE.\L] 


J.  H.  Outride, 
Acting  Srcretary. 


|P    R.   Doe.   4»-2436;    FUed.   l(ar.   31,    1949; 
8:53  a.  m.J 


West  Maryland  Power  Co. 

NOTICE  of  order  AUTHORIZING  AMD  APPROV- 
ing disposition  of  amounts  classifi- 
able in  electric  pl.\nt  acquisition 
adjustments,  and  electric  plant  ad- 
justments 

March  28,  1949. 

Notice  is  hereby  given  that,  on  March 
23.  1949,  the  Federal  Power  Commission 
issued  its  order  entered  March  22,  1949. 
authorizing  and  approving  disposition  of 
amounts  classifiable  in  Account  100.5. 
Electric  Plant  Acquisition  Adjustment-. 
and  Account  107.  Eiectric  Plant  Adjust- 
ments in  the  above-designated  matter. 


[SE.AL] 


J.  H.  Outride. 
Acting  Secretary. 


[seal] 


J.  H.  Outride. 
Acting  Secretary. 


[P.    R.   Doc.   49-2424;    Piled.   Mar.    31,    1949; 
8:5.3  a.  m.) 


[P.   R.   Doc.   49-2427;    Piled,   Mar.   31.    1049; 
8:53  a.  m.j 


Friday,  April  1,  1949 

SECURITIES   AND   EXCHANGE 
COMMISSION 

[File  No.  812-586-1] 

Shareholders"  Trust  of  Boston 

NOTICE  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.ssion,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  28th  day  of  March- A.  D.  1949. 

Notice  is  hereby  given  that  Sharehold- 
ers' Trust  of  Boston  (applicant),  an  in- 
vestment company  registered  under  the 
Investment  Company  Act  of  1940,  has 
filed  an  application  for  an  order  pursuant 
to  section  6  'c>  of  the  act  exempting 
applicant  from  the  provisions  of  section 
32  (a >  <1»  -and  <2)  of  the  act  insofar  as 
Is  necessary  to  permit  the  filing  with  the 
Commission  of  financial  statements  cer- 
tified by  Lybrand.  Ross  Bros.  &  Mont- 
gomery pending  ratification  or  rejection 
of  the  selection  of  said  firm  by  applicant's 
Board  of  Trustees. 

Applicant  asserts  that  through  inad- 
vertence the  selection  of  Lybrand.  Ross 
Bros.  Si  Montgomery  as  the  independent 
public  accountant  of  applicant  to  sign 
and  certify  financial  statements  to  be 
filed  by  applicant  with  the  Commission 
relating  to  the  calendar  year  1949  was 
not. made  at  a  meeting  of  applicant's 
Board  of  Trustees  within  thirty  days 
after  the  beginning  of  the  current  fLscal 
year,  but  was  made  at  the  annual  meet- 
ing of  said  Board  of  Trustees  held  on 
March  18.  1949;  and  at  the  annual  meet- 
ing of  the  applicant's  shareholders  held 
on  February  16,  1949,  there  was  not  sub- 
mitted to  the  shareholders  the  selection 
of  said  firm  as  such  independent  public 
accountant  for  ratification  or  rejection. 
Applicant  further  asserts  that  It  has  es- 
tablished a  policy  of  mailing  to  its  share- 
holders quarterly  reports  within  thirty 
days  after  the  end  of  each  quarter  and 
Of  Including  In  each  such  quarterly  re- 
port financial  statements  certified  by 
said  firm  as  applicant's  independent  pub- 
lic acountant ;  applicant  proposes  to  mail 
to  Its  shareholders  within  thirty  days 
after  March  31,  1949,  a  quarterly  report 
covering  the  three  months'  period  ended 
March  31.  1949.  and  containing  a  finan- 
cial statement  certified  by  said  firm,  a 
copy  of  which  is  required  to  and  will  be 
filed  with  the  Commission  within  ten 
days  after  it  has  been  mailed  to  the 
shareholders.  Applicant  proposed  to  call 
a  special  meeting  of  Its  shareholders  to 
be  held  not  later  than  July  1,  1949,  and 
to  submit  to  such  meeting  the  selection 
of  Lybrand,  Ross  Bros.  &  Montgomery. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all 
persons  are  referred  to  said  application 
which  is  on  file  in  the  office  of  the  Com- 
mi.ssion in  Washington.  D.  C. 

Notice  is  further  given  that  an  order 
granting  the  application,  in  whole  or  in 
part  and  upon  such  terms  and  conditions 
as  the  Commission  may  deem  necessary 
or  appropriate,  may  be  issued  by  the 
Commission  at  any  time  after  April  8. 
1949  unless  prior  thereto  a  hearing  upon 
the  application  is  ordered  by  the  Com- 
mission, as  provided  in  Rule  N-5  of  the 
rules  and  regulations  promulgated  under 
the  act.  Any  interested  person  may,  not 
later  than  April  «6,  1949  at  5:30  p.  m.. 


FEDERAL  REGISTER 

submit  In  writing  to  the  Commission  his 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  desirability 
of  a  hearing  thereon,  or  request  the  Com- 
mission in  writing  that  a  hearing  be 
held  thereon.  Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, Washington  25,  D.  C,  and  should 
state  briefly  the  nature  of  the  intere9t 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  the  application  which  he 
desires  to  controvert. 

By  the  Commission. 


[seal] 


Orval  L.  Dubois, 

Secretary. 


[P.    R.   Doc.    49-2407;    Filed,    Mar.    31.    1949; 
8:50  a.  m.j 


[File  Nos.  59-11,  59-17.  54-25] 

United  Light  and  Power  Co.,  et  al. 

notice  of  filing 

At  a  regular  session  before  the  Securi- 
ties and  Exchange  Commission  held  at 
its  office  in  the  city  of  Washington,  D.  C. 
on  the  25th  day  of  March  A.  D.  1949. 

Notice  is  hereby  given  that  The  United 
Light  and  Railways  Company  ("Rail- 
ways"), a  registered  holding  company, 
has  filed  an  application-declaration  with 
respect  to  the  disposition  of  132,991 
shares  of  common  stock  of  Madison  Gas 
and  Electric  Company  ("Madison"),  in 
accordance  with  applicable  provisions  of 
the  Public  Utility  Holding  Company  Act 
of  1935  ("act")  and  the  rules  and  regula- 
tions promulgated  thereunder. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  April 
11,  1949  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  with  respect  to  said  application- 
declaration  stating  the  nature  of  his  in- 
terest, the  reason  for  such  request  and 
specifying  in  detail  the  issues,  if  any, 
of  fact  or  law  raised  by  said  application- 
declaration  proposed  to  be  controverted, 
or  may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.  At  any  time 
after  April  11.  1949  such  application- 
declaration,  as  filed  or  as  amended,  may 
be  granted  and  permitted  to  become  ef- 
fective as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
said  act  or  the  Commission  may  exempt 
such  transactions  as  permitted  in  Rules 
U-20  (a I  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application-declaration,  which  is  on 
file  in  the  offices  of  this  Commission,  for 
a  statement  of  the  transactions  therein 
proposed  which  are  summarized  as  fol- 
lows : 

The  section  11  (e)  plan  of  Railways 
and  its  registered  holding  company  sub- 
sidiary, American  Light  &  Traction  Com- 
pany ("American  Light"),  provides 
among  other  things,  that  Railways  shall 
dispose  of  such  shares  of  the  common 
stock  of  Madison  as  It  shall  receive  in 
distributions  of  said  stock,  pursuant  to 
the  plan,  by  American  Light  and  apply 
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the  net  proceeds  from  the  sale  of  such 
stock  to  the  payment  of  Railways'  out- 
standing bank  loan.  The  application- 
declaration  states  that  Railways  has  re- 
ceived 132.991  shares  of  the  common 
stock  of  Madison  as  its  pro  rata  share 
of  the  distribution  of  such  stock  by 
American  Light.  Railways  proposes  to 
distribute  to  its  own  common  stock- 
holders its  holdings  of  the  Madison  com- 
mon stock  on  the  basis  of  one  share  of 
Madison  stock  for  each  25  shares  of 
Railways'  common  stock.  It  Is  stated 
that  no  fractional  shares  of  Madison 
stock  shall  be  distributed  but,  in  lieu 
thereof,  cash  shall  be  distributed  to  the 
common  stockholders  of  Railway*  which, 
expressed  in  terms  of  one  share  of  Rail- 
ways' common  stock,  will  be  equal  to  one 
twenty-fifth  of  the  market  value  per 
share  of  the  Madi.son  stock  on  the  record 
date  of  the  distribution,  which  shall  be 
the  tenth  business  day  (excluding  Satur- 
days, Sundays  and  legal  holidays*  fol- 
lowing the  date  of  the  entry  of  the 
Commission's  order  approving  the  ap- 
plication-declaration. The  distribution 
Is  to  be  made  on  the  twentieth  business 
day  (excluding  Saturdays.  Sundays  and 
legal  holidays)  following  the  record  date. 
It  is  provided  that  the  applicant- 
declarant  shall  file  a  notification  with  the 
Commission  setting  forth  its  determina- 
tion of  the  market  value  of  the  Madison 
stock  and  the  information  on  which  such 
determination  Is  based,  and.  unless  the 
Commission  shall  otherwise  direct  within 
two  business  days  (excluding  Saturdays, 
Sundays  and  legal  holidays)  after  such 
notification  is  filed  the  amount  of  cash 
to  be  distributed  In  lieu  of  fractional 
shares  shall  be  based  on  such  market 
value. 

The  application-declaration  states 
that  subsequent  to  the  receipt  of  the 
Madison  stock,  the  Board  of  Directors  of 
Railways  concluded  that  the  Interests  of 
the  common  stockholders  of  Railways 
would  be  best  served  by  liquidating  Rail- 
ways and  its  subsidiary.  Continental  Gas 
&  Electric  Corporation,  and  disposing  of 
the  common  stocks  of  the  principal  op- 
erating subsidiaries  of  those  companies 
to  the  common  stockholders  of  Railways, 
that  the  proposal  to  liquidate  has  been 
publicly  announced,  and  that  a  plan  pro- 
viding for  the  proposed  liquidation  of 
Railways  and  Continental  Gas  &  Electric 
Corporation  is  now  being  prepared  for 
filing  with  the  Commission.  It  is  fur- 
ther stated  that  to  expedite  the  liquida- 
tion of  Railways  and  Continental  Gas  & 
Electric  Corporation  it  is  contemplated 
that  cash  dividends  will  not  be  paid  on 
the  common  stock  of  Railways  In  the 
future,  but  that  future  distributions  on 
such  stock  will  consist  of  stocks  of  the 
oE>erating  companies  with  a  possible  cash 
distribution.  The  application-declara- 
tion states  that  the  sale  of  Madison  stock 
Is  not  required  in  order  to  provide  the 
funds  needed  to  retire  Railways'  out- 
standing loan.  In  this  connection  it  is 
also  stated  that  the  principal  amount  of 
such  loan  will  have  been  reduced  to  ap- 
proximately $4,750,000  after  application 
of  the  net  proceeds  of  the  recent  sale  of 
634,667  shares  of  common  stock  of 
American  Light  and  that  the  net  pro- 
ceeds of  the  additional  offering  of  the 
balance  of  Railways'  holdings  of  Ameri- 
can Light  common  stock  to  be'  made 
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NOTICES 


later  In  1949,  pursuant  to  the  provisions 
of  the  section  11  <e>  plan,  will  be  more 
than  sufficient  to  retire  the  loan. 

Applicant-declamnt  requests  the  Com- 
mission to  enter  an  order  at  the  earliest 
practicable  date  authorizing  and  approv- 
ing the  proposed  distribution  of  the  com- 
mon stock  of  Madison  and  that  such 
order  conform  to  the  requirements  of 
Supplement  R  and  section  1808  <f  >  of  the 
Internal  Revenue  Code,  as  amended. 

By  the  Commission. 

(scALl  Orval  L.  DuBois, 

Secretary. 

IP.    R.   Doc.   49-2408:    Filed,   Mar.   31.    1949; 
8:50  a.  m.l 


UNITED  STATES  TARIff 
COMMISSION 

(List  No.  0   (E)] 

Ukitid  States  Hop  Growers  Assn. 
application  received 

0  March  29,  1949. 

Api^icatlon  as  listed  below  for  investi- 
gation under  the  escape  clause  of  trade 
agreements  has  been  filed  with  the 
United  States  Tariff  Commission  under 
the  provisions  of  Part  III,  Executive  Or- 
der 10004  of  October  5,  1948. 


Kame  of  article 


I{o)i.v  valiMHl  at  Mt  or  more 
Par.  780,  Tarilt  Art  of  1M9. 


Purpose  of  request 


To  dctprmiiip  whether  hop.<  are 
N»ir)f  iruiorted  in  «ich  liuTcnscd 
qiiantitirs  r.s  to  raase  or  threRtpn 
iK'riiiu.s  injury  to  domestic  pro- 
ducers. 


Date  received 


Mar.  28.  lOW 


Name  and  address  of  applicant 


UnMed  States  Hop  Orowors 
Association,  Mills  DIdg.,  Sau 
Pranciaeo  4,  Calif. 


The  application  listed  above  is  avail- 
able for  public  Inspection  at  the  office 
of  the  Secretary,  Tariff  Commission 
Building.  Eighth  and  E  Streets  NW., 
Washington.  D.  C.  and  in  the  New  York 
Office  of  the  Tariff  Commission,  located 
in  Room  437,  The  Custom  House.  New 
York,  N.  Y.,  where  it  may  be  read  and 
copied  by  persons  interested. 


[ SEAL  1 


Sidney   Morgan, 

Secretary. 


I  p.    R.   Doc.    49-2434;    Piled.   Mar.    31,    1949; 
8:46  a.  ml 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

Attthoritt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671,  79th  Caa^.,  00  Stat.  50.  925;  .50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946,  11  F.  R.  11981. 

(Vesting  Order   12975] 

IsHU  Murakami  and  First  Seattle 
Dexter  Horton  National  Bank 

In  re:  Trust  Indenture  dated  April  18, 
1930,  between  Ishi  Murakami,  Grantor, 
and  First  Seattle  Dexter  Horton  National 
Bank,  trustee.    File  No.  F-39-1814. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  emended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Mary  Yaj-oko  Murakami,  Rob- 
ert Eilchi  Murakami  and  Alice  Kiyoko 
Murakami,  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  coimtry 
(Japan) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  and  arising  out  of  or  under  that  cer- 
tain trust  agreement  dated  April  18, 
1930,  by  and  between  Ishi  Murakami, 
Grantor,  and  First  Seattle  Dexter  Hor- 
ton National  Bank.  2iul  and  Columbia, 
Seattle  14,  Washington.  Trustee,  pres- 
ently being  administered  by  Seattle  First 


National  Bank,  2d  and  Columbia,  Seattle, 
Washington,  Trustee. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designatecl  ene^iy  country 
(Japan) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  Rt  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.   R.   Doc.   49-2437;    Filed,   Mar.   31,    1949; 
8:47  a.  m.l 


(Vesting  Order  12934] 
John  A.  Schneider 


In  re:  Estate  of  John  A.  Schneider,  de- 
ceased. File  No.  D-28-10774;  E.  T.  sec. 
15183. 

Under  the  authority  of  the  Trading 
With,  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 


1.  That  Wllhelm  Zeller.  Maria  Kay.«;er, 
Katharina  Haehnlein.  and  Margarelha 
P\ierst.  whose  la.st  known  address  was,  on 
November  30,  1948.  Germany,  were  on. 
such  date  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next-of-kin,  legatees 
and  distributees,  names  unknown,  of 
Elise  Jaeger  Heinz,  deceased,  of  Sabine 
Jaeger  Schmlck.  dccea."5ed,  of  Michael 
Koberstein.  deceased  and  of  Marparetha 
Bauernfelnd,  deceased,  who,  on  Novem- 
ber 30,  1948,  there  was  reasonable  cause 
to  believe  were  residents  of  Germany, 
were  on  such  date  nationals  of  a  desig- 
nated enemy  country  (Germany); 

3.  That  the  sum  of  $192  95  wsis  paid  to 
the  Attorney  General  of  the  United 
States  by  the  First  National  Bank  of 
Chicago,  Executor  of  the  estate  of  John 
A.  Schneider,  deceased; 

4.  That  the  said  sum  of  $192.95  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  November  30,  1943,  pur- 
suant to  tlie  Trading  With  the  Enemy 
Act.  as  amended: 

5.  That  the  said  sum  of  S192.95  Is  pres- 
ently in  the  possession  of  the  Attorney 
General  of  the  United  States  and  was 
property  within  the  United  States  owned 
or  controlled  by.  payable  or  deliverable 
to.  held  on  behalf  of  or  on  account  of.  or 
owing  to,  or  which  was  evidence  of  own- 
ership or  control  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany); 

and  it  Is  hereby  determined : 

6.  That  to  the  extent  tiiat  the  persons 
named  In  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next-of-kin.  legatees  and  distribu- 
tees, names  unknown,  of  Elise  jaeger 
HeinE.  deceased,  of  Sabine  Jaeger 
Schmlck.  deceased,  of  Michael  Kober- 
stein, deceased,  and  of  Margarelha 
Bauernfelnd.  deceased,  were  not  within  a 
designated  enemy  country  on  November 
30,  1948.  the  national  interest  of  the 
United  States  required  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany)  on  such  date. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  u.sed.  ad- 
ministered, liquidated,  sold  or  otherwl.^e" 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

This  vesting  order  is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Afisistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2435;    FUed,   Mar.   31,    1949; 
8:47  a.  m  ] 
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TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  52 — Processed  Fruits.  Vegetables, 
AND  Other  Products  (Inspections, 
Certification,  and  Standards) 

united  states  standards  for  grades  of 
frozen  strawberries  ' 

Revised  United  States  Standards  for 
Grades  of  Frozen  Strawberries  are  here- 
by promulgated  to  supersede  the  stand- 
ards which  have  been  in  effect  since  May 
17.  1948  (13  F.  R.  2011).  The  giving  of 
preliminary  notice  and  engaging  in  pub- 
lic rule  making  procedure  (60  Stat.  237; 
5  U.  S.  C.  1001  et  seq. )  with  respect  to  this 
revision  are,  for  the  reasons  hereinafter 
set  forth,  impracticable  and  contrary  to 
the  public  interest. 

The  following  revised  United  States 
Standards  for  Grades  of  Frozen  Straw- 
berries are  hereby  promulgated  under 
the  authority  contained  in  the  Agricul- 
tural Marketing  Act  of  1946  (60  Stat. 
1087;  7  U.  S.  C.  1621  et  seq.)  and  the 
Department  of  Agriculture  Appropria- 
tion Act,  1949  (Pub.  Law  712.  80th  Cong., 
approved  June  19, 1948)  to  become  effec- 
tive May  1.  1949: 

§  52.653  Frozen  strawberries.  Frozen 
strawberries  are  prepared  from  the  prop- 
erly ripened  fresh  fruit  of  the  strawberry 
plant  (Fragarla  vlrginiana) ;  are 
stemmed,  washed,  and  sorted;  may  be 
packed  with  or  without  packing  media; 
and  are  frozen  and  stored  at  tempera- 
tures necessary  for  the  preservation  of 
the  product. 

(a)  Styles  of  frozen  strawberries.  (1) 
"Whole"  or  "whole  strawberries." 

(2)  "Sliced"  or  "sliced  strawberries." 

(b)  Sizes  of  whole  strawberries.  Ex- 
cept with  respect  to  "U.  S.  Grade  A"  or 
"U.  S.  Fancy"  grade  (not  for  manufac- 
turing), the  size  of  whole  strawberries 
Is  not  Incorporated  in  the  grades  of  the 
flnl.shed  product  since  size,  as  such.  Is  not 
a  factor  of  quality  for  the  purpose  of 
these  grades.  When  used  In  connection 
with  the  following  sizes  of  whole  straw- 


*  The  requirements  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  provi- 
sions of  the  Federal  Food,  Drug,  and  Cosmetic 
Act. 


berries,  the  term  "diameter"  means  the 
greatest  dimension  measiu-ed  at  right 
angles  to  a  straight  line  running  from 
the  stem  to  the  apex: 

(1)  Small  size.  Whole  strawberries 
that  measure  less  than  *8  Inch  in  diam- 
eter. 

(2)  Medium  size.  Whole  strawberries 
that  mea.'^ure  ^e  inch  to  1  inch.  Inclusive, 
In  diameter. 

(3)  Large  size.  Whole  strawberries 
that  mea.sure  more  than  1  Inch  in  diam- 
eter. 

(c)  Grades  of  frozen  strawberries  (not 
for  manufacturinq) .  (1)  "U.  S.  Grade 
A"  or  "U.  S.  Fancy"  Is  the  quality  of 
frozen  strawberries  that  possess  similar 
varietal  characteristics ;  possess  a  bright, 
practically  uniform,  typical  color;  are 
practically  free  from  defects;  possess  a 
good  character;  possess  a  normal  flavor 
and  odor;  and  score  not  less  than  85 
points  when  scored  In  accordance  with 
the  scoring  system  outlined  In  this  sec- 
tion. In  addition  to  the  foregoing  re- 
quirements, whole  strawberries  of  this 
grade  may  contain  not  more  than  5  per- 
cent, by  count,  of  whole  strawberries 
that  are  small  size,  1.  e.,  less  than  % 
inch  in  diameter. 

(2)  "U.  S.  Grade  B"  or  "U.  S.  Choice" 
is  the  quality  of  frozen  strawberries  that 
possess  similar  varietal  characteristics; 
possess  a  reasonably  bright,  reasonably 
imiform.  typical  color;  are  reasonably 
free  from  defects;  possess  a  reasonably 
good  character;  possess  a  normal  flavor 
and  odor;  and  score  not  less  than  70 
points  when  scored  in  accordance  with 
the  scoring  system  outlined  In  this  sec- 
tion. 

(3)  "U.  S.  Grade  D"  or  "Substandard" 
Is  the  quality  of  frozen  strawberries  that 
fall  to  meet  the  requirements  of  "U.  S. 
Grade  B"  or  "U.  S.  Choice." 

(d)  Grades  of  frozen  strawberries  for 
manufacturiitq.  (1)  "U.  S.  Grade  A  for 
Manufacturing"  or  "U.  S.  Fancy  for  Man- 
ufacturing" Is  the  quality  of  frozen 
strawberries  that  possess  similar  varietal 
characteristics;  that  are  of  any  size; 
that  possess  a  bright,  practically  uni- 
form, typical  color;  that  are  practically 
free  from  defects;  that  possess  a  good 
character  for  the  purposes  of  manufac- 
turing; and  that  possess  a  normal  flavor 
and  odor. 

(2)  "U.  S.  Grade  B  for  Manufactur- 
ing" or  "U.  S.  Choice  for  Manufactur- 
(Contlnued  on  p.  1509) 
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Ing"  is  the  quality  of  frozen  strawberries 
that  possess  similar  varietal  character- 
istics; that  are  of  any  size;  that  possess 
a  reasonably  bright,  reasonably  uniform, 
typical  color;  that  are  rea.sonably  free 
from  defects;  that  po-ssess  a  reasonably 
good  character  for  the  purposes  of  manu- 
facturing: and  that  possess  a  normal 
flavor  and  odor. 

(3)  "U.  S.  Grade  D  for  Manufactur- 
ing" or  "Substandard  for  Manufactur- 
ing" is  the  quality  of  frozen  strawberries 
that  fall  to  meet  the  requirements  of 
"U.  S.  Grade  B  for  Manufacturing"  or 
*'U.  S.  Choice  for  Manufacturing." 

(e)  Ar^certaining  the  score  and  grade 
lor  frozen  strawberries  (not  for  manu- 
facturing). (1)  The  grade  of  frozen 
strawberries  is  determined  immediately 
after  thawing  to  the  extent  that  the  units 
may  be  separated  easily.  The  score  and 
grade  of  frozen  strawberries  may  be  as- 
certained by  considering,  in  addition  to 
the  requirements  of  the  re.spective  grade, 
the  following  factors:  Color,  absence  of 
defects,  and  character. 

(2)  The  relative  Importance  of  each 
factor  has  been  expressed  numerically 
on  the  scale  of  100.  The  maximum  num- 
ber of  points  that  may  be  given  for  each 

factor  Is: 

Points 

(U  Color - - -     40 

(U)  Absence  of  defects 40 

(Ul)  Character - 20 

Total  score iOO 

(3)  "Normal  flavor  and  odor"  means 
that  the  strawberries  are  free  from  ob- 
jectionable flavors,  off  flavors,  and  objec- 
tionable odors  of  any  kind. 

( f )  Ascertaining  the  score  of  each  fac- 
tor for  frozen  strawberries  (not  for  nian- 
vfacturing).  The  essential  variations 
within  each  factor  are  so  described  that 
the  value  may  be  ascertained  for  each 
factor  and  expressed  numerically.  The 
numerical  range  within  each  factor  is 
Inclusive  (for  example.  "34  to  40  points" 
means  34.  35,  36.  37.  38,  39.  or  40  points). 

(I)  Color.  (i>  "Well  colored"  means 
that  not  less  than  four-fifths,  in  the  ag- 
gregate, of  the  surface  of  the  whole 
strawberry  Is  the  red  or  pink  color  char- 
acteristic of  strawberries  of  similar 
varieties,  and  that  the  surface  (includ- 
ing cut  surfaces)  of  the  sliced  straw- 
berry is  the  typical  color,  characteristic 
of  well-ripened  strawberries  of  similar 
varieties. 

(II)  Frozen  ."strawberries  that  possess 
a  bright,  practically  uniform,  typical 
color  may  be  given  a  score  of  34  to  40 
points.  "Bright,  practically  uniform, 
typical  color"  means  that  the  whole  and 
sliced  strawberries  po.<Nsess  a  bright  and 
good  characteristic  red  or  pink  color, 
reasonably  free  from  a  slightly  dull, 
slightly  grey,  or  slightly  reddish-brown 
cast;  and  that  there  may  be  present  not 
more  than  5  percent,  by  count,  of  the 
whole  strawberries  that  are  not  well  col- 
ored and  not  more  than  5  percent,  by 
weight,  of  the  sliced  strawberries  that 
are  not  well  colored. 

(iil>  If  the  frozen  strawberries  possess 
a  reasonably  bright,  reasonably  uniform, 
typical  color,  a  score  of  28  to  33  points 
may  be  given.  Frozen  strawberries  that 
fall  Into  this  classification  shall  not  be 
graded  above  U.  S.  Grade  B  or  U.  S. 
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Choice,  regardless  of  the  total  score  for      meet   the   requirements   of   subdivision 


the  product  (this  is  a  limiting  rule). 
"Reasonably  bright,  reasonably  uniform, 
typical  color"  means  that  the  whole  and 
sliced  strawberries  possess  a  reasonably 
good  characteristic  red  or  pink  color 
that  may  possess  a  slightly  dull,  slightly 
grey,  or  slightly  reddish-brown  cast;  and 
that  there  may  be  present  not  more  than 
10  percent,  by  count,  of  the  whole  straw- 
berries that  are  not  well  colored  and  not 
more  than  10  percent,  by  weight,  of  the 
sliced  strawberries  that  are  not  well  col- 
ored. 

(iv)  Frozen  strawberries  that  are  defi- 
nitely dull  or  off-color  or  that  fail  to 


(iii)  of  this  subparagraph,  may  be  given 
a  score  of  0  to  27  point.*;  and  shall  not  be 
graded  above  U.  S.  Grade  D  or  Sub- 
standard, regardless  of  the  total  score  for 
the  product  <this  is  a  limiting  rule). 

(v)  The  evaluation  of  the  score  points 
for  the  factor  of  color  may  be  determined 
from  Table  No.  I  of  this  section  which 
indicates  the  score  range  in  the  respec- 
tive grades  and  which  denotes  the  typical 
color  In  frozen  strawberries  and  the  max- 
imum allowance  for  frozen  strawberries 
that  are  not  well  colored  for  the  score 
indicated. 


1  ABI  E  No.  I— ALLOWANTtS  FUR  COIOR 


Grade 


U.  S.  Grhde  A  or  U.  8.  Fancy. 


U.  8.  Oradp  B  or  V.  P.  Choice 


U.  e.  Grade  D  or  Substandard. 


Score  jjolnts 


Whole  and  .'Sliced,  typic-al  c^ohir 


40 
3tt 
3» 

37 
3fi 
35 
S4 

33 

32 
31  I 
30  I 
2U  i 
28  i 
27  or  less  I 


Wtmlc.  not  ;  Slici'i.  tint 
well  rolorod  well  rt.)loied 


Bright  and  good  charaft^-ristie  red  or  pink 
color;  reaswiiattly  free  from  a  ."iliplitly  liul), 
slightly  grey,  or  slightly  rtddish-browii  C4»it. 


Keasonably  good  eharseteiistic  rr<l  or  pink 
or)lor;  may  |»<is.s<'.«--s  a  sUplitly  dull,  tliphtly  | 
grey,  or  slightly  reddisli-hrown  ca>t. 


Maximum 

Hv  tiinnt 

Py  lit 

ijhl 

{j-rrctnt) 

(liticrut) 

None 

)i 

1 

1 

2 

3 

3 

3 

4 

4 

8 

8 

6H 

6?i 

A 

r. 

7 

t 

8 

% 

« 

9 

l(t 

10 

More  than  the  altowaneis  permitted  (or  2S  iminta 


(2)  Absence  of  defects.  The  factor 
of  absence  of  defects  refers  to  the  degree 
of  freedom  from  harmless  extraneous 
material,  caps  and  portions  thereof, 
sepal-like  bracts  and  portions  thereof, 
stems,  short  stems,  undeveloped  straw- 
berries, and  damaged  strawberries. 

(i)  "Harmless  extraneous  material" 
means  vegetable  substances  such  as 
weeds,  grass,  and  leaves  and  any  por- 
tions thereof  that  are  harmless. 

(il)  A  "cap"  means  a  loose  or  attached 
full  cap  or  a  portion  of  a  cap  to  which  at 
least  one  sepal-like  bract  or  portion 
thereof  is  attached.  A  "short  stem" 
that  is  attached  to  a  cap  is  considered  a 
part  of  the  cap.  A  "stem"  that  is  at- 
tached to  the  cap  is  considered  a  separate 
defect. 

(iii)  A  "stem"  means  a  stem,  either 
loose  or  attached,  that  Is  longer  than  \a 
inch. 

(iv)  A  "short  stem"  means  a  stem 
that  is  \b  inch  or  less  in  length  and  which 
may  include  the  center  portion  of  a  cap 
to  which  no  sepal-like  bract  or  portion 
thereof  is  attached. 

(v)  An  "undeveloped  strawberry" 
means  a  strawberry  or  a  portion  of  a 
strawberry  that  possesses  a  hard,  seedy, 
or  deformed  end  or  that  possesses  de- 
formed areas  which  materially  affect 
either  the  appearance  or  the  edibility  of 
the  product. 

(vi)  A  "damaged  strawberry"  means 
a  strawberry  or  a  portion  of  a  strawberry 
that  is  damaged  by  bruises  or  by  patho- 
logical, insect,  or  other  injury  or  is  dam- 
aged by  other  means  which  materially 
affect  either  the  appearance  or  the  edi- 
bility of  the  product.  Minute,  insignifi- 
cant injuries  are  not  considered  as  dam- 
age. 

<vii)  "Area"  means  the  aggregate  .sur- 
face covered  by  the  material  stated  when 


such  material  or  portions  thereof  are 
placed  in  a  contiguous  position  with  no 
intervening  spaces. 

(viii)  Frozen  strawberries  that  are 
practically  free  from  defects  may  be  giv- 
en a  score  of  34  to  40  points.  "Practi- 
cally free  from  defects"  has  the  follow- 
ing meanings  with  respect  to  the  follow- 
ing styles  of  frozen  strawberries: 

Whole.  There  may  be  present  for  each 
16  ounces  of  net  weight  an  area  of  not 
more  than  V4  square  Inch  comprising 
harmless  extraneous  material  (such  as 
leaves  and  portions  thereof  >.  caps  and 
portions  thereof,  and  loose  sepal-hke 
bracts  and  portions  thereof;  not  more 
than  2  stems,  including  not  more  than  1 
stem  which  may  exceed  ',2  inch  in  length, 
or  1  piece  of  harmless  extraneous  ma- 
terial that  Is  not  measurable  by  area 
(such  as  weeds  and  blades  of  grass) : 
and  not  more  than  16  short  stems;  and 
there  may  be  present  not  more  than  a 
total  of  5  percent,  by  weight,  of  whole 
strawberries  that  are  undeveloped  straw- 
berries and  of  whole  strawberries  that 
are  damaged  strawberries. 

Sliced.  There  may  be  present  for  each 
16  ounces  of  net  weight  an  area  of  not 
more  than  \a  square  inch  comprising 
harmless  extraneous  material  (such  as 
leaves  and  portions  thereof),  caps  and 
portions  thereof,  and  loose  sepal-like 
bracts  and  portions  thereof;  not  more 
than  2  stems,  including  not  more  than  1 
stem  which  may  exceed  ^2  inch  in  length, 
or  1  piece  of  harmless  extraneous  mate- 
rial that  is  not  measurable  by  area  (such 
as  weeds  and  blades  of  grass) ;  and  not 
more  than  IG  short  stems;  and  there  may 
be  present  not  more  than  a  total  of  2V2 
percent,  by  weight,  of  sliced  strawberries 
that  are  undeveloped  units  of  strawber- 
ries and  of  sliced  strawberries  that  are 
damaged  units  of  strawberries. 
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varieties,  and  that  the  surface  (includ- 
ing cut  surfaces)  of  the  sliced  strawberry 
is  the  typical  color,  characteristic  of  well- 
ripened  strawberries  of  similar  varieties, 
(il)  "U.  S.  Grade  A  for  Manufactur- 
ing" or  "U.  S.  Fancy  for  Manufacturing" 
requires  that  the  frozen  strawberries 
shall  possess  a  bright,  practically  uni- 
form, typical  color.  "Bright,  practically 
uniform,  typical  color"  means  that  the 
whole  and  sliced  strawberries  possess  a 
bright  and  good  characteristic  red  or 
pink  color,  reasonably  free  from  a  slightly 
dull,  slightly  grey,  or  slightly  reddish- 
brown  cast;  and  that  there  may  be  pres- 
ent not  more  than  5  percent,  by  count, 
of  the  whole  strawberries  that  are  not 
well  colored  and  not  more  than  5  percent, 
by  weight,  of  the  sliced  strawberries  that 
are  not  well  colored. 

<iii)  "U.  S.  Grade  B  for  Manufactur- 
ing" or  "U.  S.  Choice  for  Manufacturing" 
requires  that  the  frozen  strawberries 
shall  possess  a  reasonably  bright,  reason- 
ably uniform,  typical  color.  "Reasonably 
bright,  reasonably  uniform,  typical  color" 
means  that  the  whole  and  sliced  straw- 
berries possess  a  reasonably  good  char- 
acteristic red  or  pink  color  that  may 
po.ssess  a  slightly  dull,  slightly  grey,  or 
slightly  reddish-brown  cast:  and  that 
there  may  be  present  not  more  than  10 
percent,  by  count,  of  the  whole  straw- 
berries that  are  not  well  colored  and  not 
more  than  10  percent,  by  weight,  of  the 
sliced  strawberries  that  are  not  well 
colored. 

(iv)  Frozen  strawberries  for  manufac- 
turing that  fail  to  meet  the  requirements 
of  subdivision  liii)  of  this  subparagraph 
for  the  factor  of  color  shall  be  considered 
U.  S.  Grade  D  for  Manufacturing  or  Sub- 
standard for  Manufacturing. 

(2)  Absence  of  defects.  The  factor  of 
absence  of  defects  refers  to  the  degree 
of  freedom  from  harmless  extraneous 
materal.  caps  and  portions  thereof,  sepal- 
like bracts  and  portions  thereof,  stems, 
short  stems,  undeveloped  strawberries, 
and  damaged  sfawberries. 

<i>  "Harmless  extraneous  material" 
means  vegetable  substances  such  as 
weeds,  grass,  and  leaves  and  any  portions 
thereof  that  are  harmless. 

(ii)  A  "cap"  means  a  loose  or  at- 
tached full  cap  or  a  portion  of  a  cap 
to  which  at  least  one  sepal-like  bract  or 
portion  thereof  is  attached.  A  "short 
stem"  that  is  attached  to  a  cap  is  con- 
sidered a  part  of  the  cap.  A  "stem" 
that  Is  attached  to  the  cap  is  considered 
a  separate  defect. 

(iii)  A  "stem"  means  a  stem,  either 
loose  or  attached,  that  is  longer  than  \'a 
inch. 

(Iv)  A  "short  stem"  means  a  stem  that 
Is  'a  inch  or  less  In  length  and  which 
may  include  the  center  portion  of  a  cap 
to  which  no  sepal-like  bract  or  portion 
thereof  is  attached. 

(v)  An  "undeveloped  strawberry" 
means  a  strawberry  or  a  portion  of  a 
strawberry  that  po.ssesses  a  hard,  seedy, 
or  deformed  end  or  that  possesses  de- 
formed areas  which  materially  affect 
either  the  appearance  or  the  edibility  of 
the  product. 

(vi)  A  "damaged  strawberry"  means  a 
.strawberry  or  a  portion  of  a  strawberry 
that  is  damaged  by  bruisers  or  by  patho- 
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logical.  Insect,  or  other  Injury  or  is  dam- 
aged by  other  means  which  materially 
affect  either  the  appearance  or  the  edi- 
bility of  the  product.  Minute,  Insignifi- 
cant Injuries  are  not  considered  as  dam- 
age. 

(vii)  "Area"  means  the  aggregate  sur- 
face covered  by  the  material  stated  when 
such  material  or  portions  thereof  are 
placed  in  a  contiguous  position  with  no 
intervening  spaces. 

(viii)  "U.  S.  Grade  A  for  Manufactur- 
ing" or  "U.  S.  Fancy  for  Manufacturing" 
requires  that  the  frozen  strawberries 
shall  be  practically  free  from  defects. 
"Practically  free  from  defects"  has  the 
following  meaning  with  respect  to  the 
following  styles  of  frozen  strawberries: 
Whole.  There  may  be  present  for 
each  16  ounces  of  net  weight  an  area  of 
not  more  than  '4  square  inch  comprising 
harmless  extraneous  material  (such  as 
leaves  and  portions  thereof),  caps  and 
portions  thereof,  and  loose  sepal -like 
bracts  and  portions  thereof;  not  more 
than  2  stems,  including  not  more  than  1 
stem  which  may  exceed  '2  inch  in  length. 
or  1  piece  of  harmless  extraneous  mate- 
rial that  is  not  measurable  by  area  (such 
as  weeds  and  blades  of  grass) ;  and  not 
more  than  16  short  stems;  and  there  may 
be  pre.'^ent  not  more  than  a  total  of  5  per- 
cent, by  weight,  of  whole  strawberries 
that  are  undeveloped  strawberries  and  of 
whole  strawberries  that  are  damaged 
strawberries. 

Sliced.    There  may  be  present  for  each 
16  ounces  of  net  weight  an  area  of  not 
more   than    '4   square   inch   comprising 
harmless  extraneous  material   (such  as 
leaves  and  portions  thereof),  caps  and 
portions    thereof,    and    loose    sepal-like 
bracts  and  p>ortions  thereof;   not  more 
than  2  stems,  including  not  more  than 
1   stem  which  may  exceed    V2   inch  in 
length,  or  1  piece  of  harmless  extraneous 
material  that  is  not  measurable  by  area 
(such   as  weeds  and  blades  of  grass); 
and  not  more  than  16  short  stems;  and 
there  may  be  present  not  more  than  a 
total  of  2 '2  percent,  by  weight,  of  sliced 
strawberries  that  are  undeveloped  units 
of  strawberries  and  of  sliced  strawberries 
that  are  damaged  units  of  strawberries, 
(ix)   "U.  S.  Grade  B  for  Manufactur- 
ing" or  "U.  S.  Choice  for  Manufacturing" 
requires    that   the    frozen    strawberries 
shall  be  reasonably  free  from  defects. 
"Rea.sonably  free  from  defects"  has  the 
following  meaning  with  respect  to  the 
following  styles  of  frozen  strawberries: 
Whole.    There  may  be  present  for  each 
16  ounces  of  net  weight  an  area  of  not 
more   than    "2   square  inch   comprising 
harmless  extraneous  material  (such  as 
leaves  and  portions  thereof),  caps  and 
portions    thereof,   and   loo.se    sepal-like 
bracts  and  portions  thereof;  not  more 
than  4  stems.  Including  not  more  than  1 
stem  which  may  exceed  ^2  Inch  in  length, 
or  1  piece  of  harmless  extraneous  mate- 
rial that  is  not  measurable  by  area  (such 
as  weeds  and  blades  of  grass) ;  and  not 
more  than  32  short  stems;  and  there  may 
be  present  not  more  than  a  total  of  10 
percent,  by  weight,  of  whole  strawberries 
that  are  undeveloped  strawberries  and 
of  whole  strawberries  that  are  damaged 
strawberries. 
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Sliced.  There  may  be  present  for  each 
16  ounces  of  net  weight  an  area  of  not 
mqre  than  '2  square  Inch  comprising 
harmless  extraneous  material  (such  as 
leaves  and  portions  thereof),  caps  and 
portions  thereof,  and  loose  sepal-like 
bracts  and  portions  thereof;  not  more 
than  4  stems,  including  not  more  than 
1  stem  which  may  exceed  '2  inch  in 
length,  or  1  piece  of  harmless  extraneous 
material  that  is  not  measurable  by  area 
(such  as  weeds  and  blades  of  grass) :  and 
not  more  than  32  short  stems;  and  there 
may  be  present  not  more  than  a  total  of 
5  percent,  by  weight,  of  sliced  .straw- 
berries that  are  undeveloped  units  of 
strawberries  and  of  .<-!iced  strawberries 
that  are  damaged  units  of  strawberries. 
<x>  Frozen  strawberries  for  manufac- 
turing that  fail  to  meet  the  requirements 
of  subdivision  (ix>  of  this  subparagraph 
for  the  factor  of  absence  of  defects  shall 
be  considered  U.  S.  Grade  D  for  Manu- 
facturing or  Substandard  for  Manufac- 
turing. 

(3>  Character.  The  factor  of  charac- 
ter refers  to  the  texture  and  degree  of 
disintsgration  or  the  degree  of  whole- 
ness as  evidenced  by  crushed  or  partial 
strawberries  and  mushy  .<-trawberries. 

(i)  A  "crushed  or  partial  strawberry" 
is  a  strawberry  that  has  been  excessively 
trimmed  or  has  become  disintegrated  so 
that  the  portion  remaining  intact  is  less 
than  one-half  of  the  apparent  whole 
strawberry. 

(ii)  "Mushy  strawberries"  are  straw- 
berries that  are  so  soft  that  they  are  a 
pulpy  ma.ss. 

(iii)  "U.  S.  Grade  A  for  Manufactur- 
ing" or  "U.  S.  Fancy  for  Manufacturing" 
requires  that  the  frozen  strawberries 
shall  possess  a  good  character  for  the 
purposes  of  manufacturing.  "Good 
character  for  the  purposes  of  manufac- 
turing" means  that  the  strawberries  are 
reasonably  fleshy,  fairly  firm,  and  rea- 
sonably intact  and  that: 

(a»  Not  more  than  15  percent,  by 
weight,  of  whole  strawberries  may  be 
crushed  or  partial  strawberries  and 
mushy  strawberries;  and 

(b)  Not  more  than  25  percent,  by 
weight,  of  sliced  strawberries  may  be 
mushy  strawberries. 

(iv)  "U.  S.  Grade  B  for  Manufactur- 
ing" or  "U.  S.  Choice  for  Manufacturing" 
requires  that  the  frozen  strawberries 
shall  possess  a  reasonably  good  charac- 
ter for  the  purposes  of  manufacturing. 
"Reasonably  good  character  for  the  pur- 
poses of  manufacturing"  means  that  the 
strawberries  are  fairly  fleshy  and  fairly 
intact  and  that: 

(a)  Not  more  than  25  percent,  by 
weight,  of  whole  strawberries  may  be 
crushed  or  partial  strawberries  and 
mushy  strawberries:  and 

<b)  Not  more  than  40  percent,  by 
weight,  of  sliced  strawberries  may  be 
mushy  strawberries. 

(V)  Frozen  strawberries  for  manu- 
factiu-ing  that  fail  to  meet  the  require- 
ments of  subdivision  (iv)  of  this 
subparagraph  for  the  factor  of  charac- 
ter shall  be  considered  U.  S.  Grade  D 
for  Manufacturing  or  Substandard  lor 
Manufactiu-lng. 
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RULES  AND  REGULATIONS 


TaBLI  XO.  IV— BBl«f  8T7IIUART  OF  RXQCIBIUINn  FOB  ObADM  Ot  TKOIBN  StBAWBIBBIXS  FOB 

MAHUFiOTTTBIKa 


(k)   Work  sheet  for  frozen  strawber- 
ries for  manufacturing. 


Color 

Qrtdes 

Whole  and  sliced,  typiotl  color 

Whole,  not 

well  colored, 

msiimum 

(by  count) 

8  Hoed,  not 

well  colored, 

maximum 

(by  weight) 

U.  S.  Orade  A  for  manu- 
faoturinn  or  U.  8.  Fancy 
for  iiianufartiirlnK. 

V.  iS.  (}riKlf  n  for  manu- 
fart  urine     or      U.      8. 
Choice  for  nianiifactur- 
Inif 

Bright  and  good  characteristic  red  or  pink  color,  reasonably 
free  from  a  slightly  dull,  slightly  grey,  or  slightly  reddish- 
brown  cast. 

Reasonably  good  characteristic  red  or  pink  «  lor  that  may 
I      po<i.s«>ss  a  dilghtly  dull,  slightly  grey,  or  slightly  roddlsh- 
brown  c-ast. 

Ptrnnt 

5 

10 

Percent 

5 

10 

Absence  of  defects 

Wholi  and  sliced 

Whole, 
undevel- 
oped and 
damaged 
straw- 
berries 

Sliced, 
undevel- 

Grades 

Harmless  extraneous  mate- 
rial   (leaves,    etc.),    caps, 
sepal-like  bracts  and  por- 
tions thereof. 

Hamiles.-  extraneous  mate- 
rial   (w(  eds,    gra  s)    and 
stems    (including    stems 
over  yi  ii  ch) 

Shor. 
stems 

oped  and 
damaged 
units  of 
straw- 
berries 

Maximum 

Per  16  ounce  o  .  et  weight 

By 

weight 

By 

weight 

U.  8.  OrsMle  A  for  luanu- 
(jctuririK     or     U.     S. 
Fancy    for    manufao- 
tiirinis 

V  S  (Irade  B  for  manu- 

W  sf|uare  inch 

H  square  inch 

.    stems,   including   1   stem 
that  may  excee<l  \i  inch, 
or  1  piece  harralt  ss  mate- 
rial. 

4  stems,    ncluding    !    siem 
that  may  exceed  ••.•  inch. 
or  1  piecv  harmles.';  mate- 
rial 

16 

Percent 
10 

Percent 

A 

(acturliiK    or     V.     8. 
Choice    for    nianufac- 
tiirin. 

Charftcter 

Whole 
crushed. 

Orsdee 

Slices, 

partial,  and 

niu.shy. 

n-ushy, 

ma\imiim 

niaxlmiiin 

(by  weight) 

(by  weight) 

Percent 

Percent 

U.  8.  (irade  A  for  manu- 

Ooo<l character  for  purposes  of  manufacturing:  rea.sonably 

15 

25 

facturing  or  r.  8.  Fancy 

fleshy,  fairly  flriii,  rca.s<inably  intact. 

for  manufacturing. 

U.  8.  (irade  U  for  nianu- 

Rea-sonably  good  character  for  puri>oses  of  manufacturing: 

2S 

40 

facttirinn  or  f.  8.  Choice 

fairly  fleshy  and  fairly  intact. 

fur  inaiiijfacturtng. 

(i)  Tolerance  for  certification  of  offi- 
cially draion  samples.  (1)  When  certi- 
fying samples  that  have  been  officially 
drawn  and  which  represent  a  specific  lot 
of  frozen  strawberries,  the  grade  for  such 
lot  will  be  determined  by  averaging  the 
total  scores  of  all  containers  comprising 
the  sample,  if: 

(i)  Not  more  than  one-sixth  of  such 
containers  fails  to  meet  all  the  require- 
ments of  the  grade  indicated  by  the  av- 
erage of  such  total  scores,  and,  with 
respect  to  such  containers  which  fail  to 
meet  the  requirements  of  the  indicated 
grade  by  reason  of  a  limiting  rule,  the 
average  score  of  all  containers  In  the 
sample  for  the  factor,  subject  to  such 
limiting  rule,  must  be  within  the  range 
for  the  grade  indicated; 

(11>  None  of  the  containers  compris- 
ing the  sample  falls  more  than  4  points 
below  the  minimum  score  for  the  grade 
Indicated  by  the  average  of  the  total 
scores;  and 

(111)  All  containers  comprising  the 
sample  meet  all  applicable  standards  of 
quality  promulgated  under  the  Federal 


Pood.  Drug,  and  Cosmetic  Act  and  in 
effect  at  the  time  of  the  aforesaid  certi- 
fication. 

( j )  Score  sheet  for  frozen  strawberries 
(not  for  manufacturing) . 


f'ite  and  kind  of  cont.-iiner     

Container  mark  or  Ideniiflcation 

LalH'l  (style  of  pack:  Ratio  of  fruit  to  sugar,  etc., 

if  shown) 

Net  weight 

Style 

8iie« 


Factors 


I.  Color 

II.  Absence  of  defects. 

III.  Character 


Total  score. 


Normal  flavor  and  odor 
Grade 


Score  points 


40 
40 

ao 


100 


(A)  34-40  . 
(B)>28-33. 
(D)S0-27.. 
(A)  34-40.. 
(B)«28-33. 
(D)«0-27.. 
(A)  17-20. 
(B)«  14-16. 
(D)«0-13.. 


Site  and  kind  of  container 

Container  mark  or  identiflcaflon 

Label  (Style  of  Pack:  Ratio  of  fruit  to  sugar,  etc., 

if  shown) 

Net  weight 

Style 

Slie 


Color. 


DefecU. 


Character. 


i.K)  mfg.:  Bright.  |>ractically 
imiform.  typical  color  .     .. 

(B)  mfg.:  Keasonably  bri'.'ht, 
reasonably  uniform,  typical 
ailor 

(I))  mfg.:  Fails  to  meet  r<»- 
quirements  for  (B)  manu- 
facturing... 

{.K)  mfg.:  Practically  free  from 
defects 

(B)  mfg.:  Reasonably  free 
from  defects    

(D)  mfg.:  Fails  to  meet  re- 
quirements for  (B)  manu- 
facturing . 

f.X'  mfg.:  Good  character  lor 
tite  purposes  of  manufactur- 
ing  

(B)  mfg:  Rea.s<)i!ably  giKxl 
cliaracter  for  the  put  («>ses  of 
manufacturing 

(1)1  tnfc  :  FaiLs  to  met't  re- 
(|ulrements  (or  (B)  manu- 
facturing  


Normal  flavor  and  odor     

U.  8  Orade  fur  manufacturing. 


'  See  site  IlmlUtlon  for  U.  8.  Orade  A  or  V.  8.  Fancy 
only. 
*  Indicates  limiting  rule. 


(1)  Effective  time  and  supersedure. 
The  foregoing  revised  United  States 
Standards  for  Grades  of  Frozen  Straw- 
berries (which  are  the  fourth  issue)  shall 
become  effective  May  1,  1949  and  there- 
upon supersede  the  standards  for  grades 
of  frozen  strawberries  <13  F.  R.  2011  > 
which  have  been  in  effect  since  May  17. 
1948. 

For  the  reasons  hereinafter  set  forth, 
it  is  hereby  found  and  determined  that 
it  is  impracticable  and  contrary  to  the 
pubMc  interest  to  give  preliminary  notice 
and  engage  in  public  rule  making  pro- 
cedure (60  Stat.  237;  5  U.  S.  C.  1001 
et  seq. >. 

Since  May  17,  1948,  the  effective  date 
of  the  current  provisions  of  the  United 
States  Standards  for  Grades  of  Frozen 
Strawberries  (13  F.  R.  2011 »,  freezers 
have  been  using  such  standards  in  pack- 
ing their  frozen  strawberries.  Packers, 
preservers,  brokers,  and  buyers  have  also 
been  using  the  standards  in  making  sales 
and  purchases  of  this  product.  The  pre- 
servers, who  are  the  largest  users  of 
frozen  strawberries,  have  been  studying 
the.se  standards  in  relation  to  the  revised 
United  States  Standards  for  Grades  of 
Fruit  Preserves  (or  Jams».  which  were 
published  in  the  Federal  Register  Feb- 
ruary 11.  1949  (14  F.  R.  619 ». 

During  the  past  several  months,  the 
Department  has  conducted  extensive  in- 
vestigations In  all  important  producing 
areas  and  carefully  appraised  the  pro- 
po.sed  changes.  Meetings  and  discussions 
have  al.so  been  carried  on  with  all  inter- 
ested parties  to  obtain  their  views  and 
comments,  as  well  as  the  benefits  of  their 
experiences  and  practices.  A  large 
number  of  samples  of  frozen  strawber- 
ries and  strawberry  preserves  (or  jams) 
have  been  analyzed  by  the  Department 
In  conjunction  with  such  interested  par- 
ties. After  the  use,  study,  and  investiga- 
tions, as  aforesaid,  of  the  current 
standards,  all  Interested  parties  have 
now  requested  that  certain  modifications 
be  made  therein. 


Saturday,  April  2,  1949 
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The  foregoing  revised  standards  mod- 
ify the  present  grades  by  (1)  relaxing 
the  tolerances  for  short  stems  and  (2) 
incorporating  into  the  "grades  of  frozen 
strawberries  for  manufacturing"  the 
tolerances  for  damaged  strawberries  now 
permitted  in  the  "grades  of  frozen  straw- 
berries (not  for  manufacturing)."  All 
interested  parties  have  Indicated  to  the 
Department  of  Agriculture  that  If  the 
present  grade  standards  are  .so  modified, 
such  modifications  will  be  fair  and  equi- 
table to  all  strawberry  producing  areas, 
and.  in  addition,  will  provide  the  neces- 
sary quality  classifications  for  frozen 
strawberries  that  are  utilized  in  the  man- 
ufacture of  fruit  preserves  <or  jams) 
and  in  other  products. 

Growers,  packers,  preservers,  distribu- 
tors, and  buyers  are  now  strongly  urging 
that  the  current  standards  be  revi.sed.  as 
set  forth  herein,  and  made  effective  as 
soon  as  practicable  in  order  that  .such 
may  be  u.sed  in  their  present  contract 
negotiations.  In  this  connection,  the 
earliest  packing  sea.son  in  some  of  the 
southern  States  commences  about  April 
25.  Therefore,  no  apparent  useful  pur- 
pose would  be  served,  at  this  time,  by 
giving  preliminary  notice  and  engaging 
In  public  rule  making  procedure.  (60 
Stat.  1087;  7  U.  S.  C.  1621  et  seq.> ;  (Pub. 
Law  712.  80th  Cong.,  approved  June  19, 
1948) 

Issued  at  Washington,  D.  C.  this  30th 
day  of  March  1949. 

[seal]  John  I.  Thompson. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 


IF. 


R     Doc.    49-2479:    Piled,    Apr.    1.    1949; 
8:50  a.  m.J 


Chapter  II — Production  and  Marketing 
Administration  (School  Lunch  Pro- 
gram),  Department  of  Agriculture 

Appendix — Apportionment  or 

Assistance  Funds 

nith  apportionment  of  food  assistance 
funds  pursuant  to  national  school 
lunch  act.  fiscal  year  1948 

Pursuant  to  section  4  of  the  National 
School  Lunch  Act  (60  Stat.  230).  food 
assistance  funds  available  for  the  fiscal 
year  ending  June  30,  1948.  are  reappor- 
tioned among  the  several  States  as 
follows: 


state 

Total 

State 
Bitency 

Private 
schools 

Alabama 

$2,224,142 
3Zt.  Wtf> 

1,  4«.\  !m 
2,1(«.M1 

440.  onn 

47t*.  Wt2 
7(1.  4W 
8M»78 

»*,  SXi 

2.  .■<27, :»«) 
22«,i>W 

2. 14«,  73.S 

1.  W\  «« 

MS.  VM 

645.  Mfl 

1,  VM.t.  2«6 

1,  674.  fift4 

278,  l.M 

«4.  .S27 

1,  l.U,  7f.l 

1,776,814 

$2, 1«>.  770 
311.  4.M 

1.47.\W7 

2,  KIH.  hi  1 

4<IK.  f.79 

47N.  ttt2 

7(t.  4«rt 

8H.S78 

S61..'i(t4 

2.  327.  .-^HO 

22<,  (>.V2 

2.11(i,  7;i.'i 

l,2<)(i.u:ti 

7f.7.  M7 

64.M>4A 

l,W;i.  2«6 

l,.^74.f.ft4 

■Jfi2.  (>.'.7 

nm.  2(12 

l.dl.t.  .M(i 

l,61».t»31 

$24.  .•?72 

Arizona 

12.S(l.^ 

Arkansas 

Caiifoinia 

1«.  7-^2 

Colorado          .  

31,361 

Connecticut   " 

1  H'Ihw  are 

District  of  Columbia 

J  iorida 

27,329 

Oeorgia 

Idaho  

6,g(l6 

Illinois....... 

Indiana     . 

Iowa 

78,307 

K  ansa.s 

Kentucky 

Iioiiisiana             . 

Maine 

l.\4M 

Maryland 

:<4. 325 

M  a.s^achusell» 

Michigan 

lit'.  245 

157,  «a 

State 

Total 

6t«t« 
•cency 

Private 
schools 

Minnesota 

^lis-sitsippl 

Missouri .... 

$1, 052,  418 
1.610.(112 
l,.S4:i.0.M 

17«,90« 

8U1.M5 
4f.,  :tf)2 

174.502 
1, 132,  K23 

2.1(1.  .140 
3, 044.  :j.19 
2,634,»14 

192.196 
1.971,739 
1,216,107 

372.  490 
1,RK4,.<27 

181.464 

$016, 240 

1.610,012 

1.34.3.M4 

165. 8.16 

349. 100 

4.1.  449 

174.  .102 

K45,  648 

230.696 

3.  044.  3.19 

2.6:i4,814 

172,629 

1.7(W.379 

1.  216.  107 

372,  490 

1.6«i2.  110 

181.464 

$186, 178 



Montana .......... 

14,  wa 

Nebraska  ^ 

42,845 

Nevada       .        

913 

New  Jlainpshire 

New  Jersey    

""'197.' 275 

New  Mixico 

Ni'W  '^'iirk 

North  Carolina 

North  Dakota 

Dhio_ 

Oklahoma 

19.844 

'"""19.. 167 
263,360 

Orefion..   

Tennsylvanla 

HlxMie  I'^land 

""222.'2l7 

.>v)uth  Carolina 

Sifiilh  Dakota 

l,51ft.:t92 

1.''.251 

1. 812.209 

3  .130  .306 

1,  .188,  372 

6.  oai 

1.1.  2.11 

Triuirssoe 

Toxfts 

1,79^.770 

13.  493 

rtah 

.321, 9S0  •     '31KI(« 

3,877 

\erniont 

Virginia 

i:{:!.0S9  1      1.3:<.0K9  1 

1,427.909  I  1,4<I9.1M3  '         17.9ti<; 

^\  astiincton 

West  \'lrt!inia 

WIsHinsin 

W  yoniing . 

.140.  h99          510.647  1         3(1.2.12 

1,090.722  '  1,073.024  '         I7.60h 

«H,087         SOU.  627  1       18.1.460 

107.099          107.0W«    

Ala.-;ka 

na\Kaii 

12,226           12,226    

m.exi        7S.260        16,42:1 

1,SH;2,IH62  I   1,962,(«<"2 
3.3,229  1        3:1.229 

\  in;in  I.>;laiids 



Total 

.'.4,000,000 

.12,  248,  70B 

1,751,291 

(60  Stat.  230) 

Dated:  March  30,  1949. 

[SEALl  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

49-2498:    Piled,    Apr.    1,    1949: 


IF.    R.    Doc. 
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Chapter  VII — Production  and  Market- 
ing Administration  (Agricultural 
Adjustment),  Department  of  Agri- 
culture 

Part  729 — Peanuts 

revision  of  apportionment  of  national 
acreage  allotment  for  crop  produced 

IN   194  9 

The  purpose  of  this  proclamation  is  to 
revise  the  apportionment  of  the  1949  na- 
tional peanut  acreage  allotment  among 
the  several  peanut-producing  States 
which  was  issued  December  15.  1949  (13 
P.  R.  8127).  The  revision  is  necessary 
because  the  reserve  of  20.851  acres  set 
aside  for  new  farms  was  in  excess  of  re- 
quirements for  this  purpose,  and  2,217 
additional  acres  are  available  for  ap- 
portionment. Since  the  additional  acre- 
age is  being  apportioned  on  exactly  the 
same  basis  as  the  apportionment  pre- 
viously made,  compliance  with  the  notice 
and  public  procedure  provisions  of  the 
Administrative  Procedure  Act  is  hereby 
found  to  be  impractical  and  unnecessary. 

§  729.4  Apportionment  of  the  national 
peanut  acreage  allotment  for  the  crop 
produced  in  the  calendar  year  1949  (Re- 
vised). The  national  peanut  acreage 
allotment  proclaimed  In  S  729.2  is  hereby 

apportioned  as  follows: 

Acreage 

State:  allotment^ 

Alabama   - 399,821.1 

Arizona 401.8 

Arkansas _ ._  8,418.0 

'  Includes  acreage  allocated  to  State  for 
new  grower  allotments. 


Average 

•tale — Continued  allotment ' 

CalUornia » _  1, 257.  3 

Florida  — 83,882.0 

Georgia 878.  023.  5 

Louisiana   4.041.3 

Mississippi   14,129.1 

Missouri 401.3 

New  Mexico 8.641.1 

North  Carolina 243.034.5 

Oklalioma 188.335.6 

South  Carolina 25.613.2 

Tennessee 5,739.1 

Texas   _„ 625,787.7 

Virginia  J 141.443.9 

Total  acreage 2,628.970.0 

*  Includes  additional  acreage  of  856  acres 
for  California  and  16,747  acres  lor  Virginia 
required  to  provide  allotments  equal  to  the 
respective  1941  State  allotment. 

(Sec.  375,  52  Stat.  66.  7  U.  S.  C.  1375. 
Interprets  or  applies  sec.  358  (c) .  55  Stat. 
89.  &U.  S.  C.  1358  (CM 

Done  at  Wa.shington,  D.  C,  this  SOth 
day  of  March  1949. 

[SEAL]  Charles  F.  Br.'vnn.an. 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49-2478:    Filed,    Apr.    1.    1949; 
8:50  a.  m.| 


Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Lemon  Reg.  313] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  953.420  Lemon  Regulation  313— (a) 
Findings.  <1>  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR.  Cum.  Supp., 
953.1  et  seq.;  13  F.  R.  766).  regulating 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended, 
and  upon  the  basis  of  the  recommenda- 
tion and  information  submitted  by  the 
Lemon  Administrative  Committee,  es- 
tablished under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  the  quan- 
tity of  such  lemons  which  may  be  han- 
dled, as  hereinafter  provided,  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  '60  Stat. 
237;  5  U.  S.  C.  1946  ed.  1001  ct  seq.)  be- 
cause the  time  intervening  between  the 
date  when  information  upon  which  this 
section  is  based  became  available  and  the 
time  when  this  secvion  must  become 
effective  in  order  to  effectuate  the  de- 
clared policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended,  is  insufficient,  and  a  reasonnble 
time  is  permitted,  under   the  circum- 
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stances,  for  preparation  for  such  effective 
date. 

(b)  Order.  (1)  The  quantity  of  lem- 
ons grown  In  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t.  April  3,  1949.  and 
ending  at  12:01  a.  m..  P.  s.  t..  April  10, 
1949.  is  hereby  fixed  as  follows: 

(i)  District  1:  325  carloads; 

(il)  District  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  to  Lemon  Regula- 
tion 312  (14  P.  R.  1380 »  and  made  a  part 
hereof  by  this  reference. 

<3 »  As  used  in  this  section,  "handled." 
"handler,"  "carloads."  "prorate  base," 
"District  1."  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  <48  Stat.  31. 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  31st 
day  of  March  1949. 

lSE.^L  I  Floyd  F.  Hedlund, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

IF     R.    Doc.    49-2502;    Filed.    Apr.    1.    1949; 
8:47  a.  m.J 


[Orange  Reg.  274] 


Part  966 — Oranges  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  966.420  Orange  Regulation  274— (&) 
Findings.  (I)  Pursuant  to  the  provi- 
sions of  Order  No.  66  (7  CFR.  Cum.  Supp.. 
966.1  et  seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended,  and  upon  the  basis  of  the 
recommendation  and  information  sub- 
mitted by  the  Orange  Administrative 
Committee,  establLshed  under  the  said 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  limi- 
tation of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

<2>  It  is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  eflfective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  t60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because 
the  time  intervening  between  the  date 
when  information  upon  which  this  sec- 
tion is  based  became  available  and  the 
time  when  this  section  must  become 
effective  in  order  to  effectuate  the  de- 
clared policy  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended, 
is  insuflBcient,  and  a  reasonable  time  is 
permitted,  under  the  circumstances,  for 
preparation  for  such  effective  date. 


RULES  AND  REGULATIONS 

(b)  Order.  (1)  The  quantity  of 
oranges  grown  In  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  April  3,  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t.,  April  10, 
1949,  is  hereby  fixed  as  follows: 

(1)  Valencia  oranges.  (a)  Prorate 
District  No.  1:  No  movement; 

(b)  Prorate  District  No.  2:  No  move- 
ment; 

<c>  Prorate  District  No.  3:  Unlimited 
movement. 

(ii)  Oranges  other  than  Valencia  or- 
anges, (a) Prorate  District  No.  1:  Un- 
limited movement; 

(b»  Prorate  District  No.  2:  550  car- 
loads ; 

(o  Prorate  District  No.  3:  Unlimited 
movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

<3)  As  used  in  this  section,  "handled," 
"handler,"  "carloads,"  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  the  said  or- 
der; and  "Prorate  District  No.  1."  "Pro- 
rate District  No.  2."  and  "Prorate  Dis- 
trict No.  3"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  §  966.107 
(11  F.  R.  10258)  of  the  rules  and  regula- 
tions contained  in  this  part.  (48  Stat. 
31,  as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  1st 
day  of  April,  1949. 

[SEAL]  Floyd  P.  Hedlxind, 

Acting  Director,  Fruit  and  Vege- 
table Branch,  Production  and 
Marketing  Administration. 

Phoiwte  Base  Schedule 

112:01  a.  m.  Apr.  3.  1949,  to  12:01  a.  m.  Apr. 
10,    1949] 

ALL    OKANGXS    OTHEK    THAN    VALENCIA    ORANGES 

Prorate  District  No.  2 

Prorate  base 
Handler                        {percent) 
Total 100.0000 

A.  P.  G.  Alta  Loma .3764 

A.  P.  G.  Corona .2949 

A.  F.  G.  FuUerton .0000 

A.  P.  G.  Orange .0404 

A.  P.  G.  Riverside .7221 

Hazeltlne  Packing  Co .1283 

Placentla  Pioneer  Valencia  Growers 

Association .  0644 

Signal  Fruit  Association .8874 

Azusa  Citrus  Association 1.2307 

Damerel-Alllson  Co 1.5507 

Olendora  Mutual   Orange   Associa- 
tion    .6478 

Irwlndale  Citrus  Association .4720 

Puente  Mutual  Citrus  Association..  .  0489 
Valencia  Heights  Orchards  Associa- 
tion   .2086 

Covlna   Citrus   Association 2.1362 

Covlna    Orange    Growers    Associa- 
tion   .7517 

Olendora  Citrus  Association .9685 

Glendora  Heights  Orange  &  Lemon 

Growers  Association .1670 

Gold  Buckle  Association 3.  2197 

La  Verne  Orange  Association 4.  3562 

Anaheim  Citrus  Fruit  Association-  .OCOO 


PmoaATE  Base  SCHEDtTLE — Oontlnued 

ALL  ORANGES  OTHER  THAN   VALXNCIA  ORANGES 

continued 

Prorate  District  No.  i — Continued 

Prorate  base 
Handler                                     (percent) 
Anaheim  Valencia  Orange  Associa- 
tion   0.  COCO 

Eadlngton  Fruit  Company.  Inc .3270 

Pullerton  Mutual  Orange  Associa- 
tion    .2739 

La  Habra  Citrus  Association .1226 

Orange    County    Valencia    Associa- 
tion    .0000 

Orangethorpe  Citrus  Association .0261 

Placentla  Cooperative  Orange  Asso- 
ciation   .0000 

Torba  Linda  Citrus  Association .0000 

Escondldo  Orange  Association .3757 

Alta  Loma  Heights  Citrus  Associa- 
tion    .3178 

Citrus  Fruit  Growers .9090 

Cucamonga  Citrus  Association .4385 

Rlalto  Heights  Orange  Growers .3P31 

Upland  Citrus  Association 3.9365 

Upland    Heights    Orange    Associa- 
tion    .9953 

Consolidated  Orange  Growers .0229 

Prances  Citrus  Association .0112 

Garden  Grove  Citrus  Association..  .0000 

Goldenwest   Citrus  Association .1138 

Olive  Heights  Citrus  Association..  .0400 
Santa   Ana-Trustln   Mutual   Citrus 

Association .0128 

Santiago  Orange  Growers  Associa- 
tion   .1442 

Tustln  Hills  Citrus  Association .0373 

Villa  Park  Orchard  Association .  0378 

Bradford   Brothers,   Inc .2347 

Placentla  Mutual  Orange  Associa- 
tion  .  1630 

Placentla  Orange  Growers  Associa- 
tion  ■: .2962 

Yorba  Orange  Growers  Association.  .  0303 

Call  Ranch .6049 

Corona   Citrus   Association .9053 

Jameson     Co .3725 

Orange    Heights    Orange    Associa- 
tion   1.5418 

Crafton    Orange    Growers    Associa- 
tion   1.  1653 

E.  Highlands  Citriis  Association .4083 

Pontana  Citrus  Association .3922 

Highland  Fruit  Growers .6511 

Redlands   Heights  Groves .8321 

Redlands  Orangedale  Association .  9658 

Break  &  Sons,  Allen .2414 

Bryn  Mawr  Fruit  Growers  Associa- 
tion   .9347 

Mission  Citrus  Association .7758 

Redlands  Coop.  Fruit  Association..  1.5316 
Redlands  Orange  Growers  Associa- 
tion   1.0005 

Redlands  Select  Groves .3683 

Rlalto  Citrus  Association .6297 

Rlalto   Orange   Co .3033 

Southern   Citrus  Association .6687 

United  Citrus  Growers .5569 

Zllen  Citrus  Growers .4238 

Andrews  Brothers  of  Calif .1298 

Arlington  Heights  Citrus  Co .8964 

Brown  Estate,  L.  V.  W 1.7656 

Gavllan  Citrus  Association 1.8730 

Hemet  Mutual  Groves .0000 

Hlghgrove   Fruit   Association .6693 

Krlnard  Packing  Co 1.6963 

McDermont  Fruit  Co 1.9347 

Monte  Vista  Citrus  Association 1.  1915 

National  Orange  Co  _. .9008 

Riverside   Heights  Orange  Growers 

Association 1.  3440 

Sierra  Vista  Packing  Association..  .7716 

Victoria  Avenue  Citrus  Association.  2.  5090 

Claremont  Citrus  Association 1.  3273 

College   Heights   Orange   &   Lemon 

Association 1.2733 
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Prorate  Base  Schedule — ContUiued 

ALL  ORANGES  OTHER  THAN  VALENCIA  ORANGES 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  (percent) 

El  Camlno  Citrus  Association 0.  4342 

Indian  Hill  Citrus  AsstKiation 1.5082 

Pomona  Fruit  Growers  Exchange..  1.9722 
Walnut  Fruit  Growers  Association..  .  6606 
West  Ontario  Citrtis  Association..  1.3C42 
El  Cajon  Valley  Citrus  Association.  .  2754 
Ban  Dimas  Orange  Growers  Asso- 
ciation    1.5352 

Ball  It  Tweedy  Association .0000 

Canoga  Citrus  Association .0748 

Covina  Valley  Orange  Association..  .  1998 
N.  Whlttler  Heights  Citrus  Associa- 
tion     .1476 

Ban  Fernando  Fruit  Growers  Asso- 
ciation    .4198 

San  Fernando  Heights  Orange  Asso- 
ciation    .3974 

Sierra  liadre-Lamanda  Citrus  As- 
sociation     .0000 

CamarlUo  Citrus  Association .0106 

Fillmore  Citrus  Association 1.  2619 

OJai  Orange  Association .8820 

Plru  Citrus  Association 1.  2214 

Santa  Paula  Orange  Association .  1285 

Tapo  Citrus  Association .0000 

Ventura  County  Citrus  Association.  .  0272 

East  Wblttier  Citrus  Association...  .0000 

Whlttler  Citrus  AssoeUtion .2189 

Whlttler  Select  Citrus  Association.  .  0000 
Anaheim  Coop.  Orange  Association.  .0595 
Bryn  Mawr  Mutual  Orange  Associa- 
tion    .S4«4 

Chula  Vista  Mutual  Lemon  Aasoda- 

tion .1386 

Sscondido  Coop.  Cltrua  Association.  .  0699 

Euclid  Avenue  Orange  Association.  8.  0622 

FullertoD  Coop.  Orange  Association.  .  0000 

Garden  Grove  Orange  Coop.,  Inc .0377 

Golden  Orange  Orovea,  Inc '     .3011 

Highland  Mutual  Groves. .3102 

Index  Mutual  Association ..  .0000 

La  Verne  Coop.  Citrus  Association..  8.  3834 

Mentone  HetghU  Association .6016 

Olive  miUide  Grove,  Inc .0000 

Orange  Coop.  Citrus  Association .0335 

Redlands  Foothill  Groves 2.6507 

Redlands  Mutual  Orange  Associa- 
tion   8836 

Riverside   Citrtis  Association .1710 

Ventura  County  Orange  It  Lemon 

Association .2730 

Whlttler  Mutual  Orange  It  Lemon 

Association .0000 

Babljulce  Corp.  of  Calif .  1932 

Borden  Fruit  Co. .0268 

California  Associated  Growers .0085 

Cherokee  Citrus  Co.,  Inc .9461 

Chess  Co..  Meyer  W. .2959 

Evans  Brothers  Packing  Co .8864 

Gold  Banner  Association 2.0671 

Granada  Packing  House .1405 

HUl  Packing  House.  Fred  A... 6896 

Inland  Fruit  Dealers,  Inc .0268 

MacDonald  Fruit  Co .1962 

Oran^  Belt  Fruit  Dtotrlbuton 3.0686 

Panno  Fruit  Co..  Carlo .0340 

Paramount   Citrus   Aasoclatlon .2753 

Placentla  Orchard  Co .0000 

Ban  Antonio  Orchard  Co 1. 1560 

Snyder  It  Sona.  W.  A .  4783 

Wall.  E.  T 1.7893 

Western  Fruit  Growers,  Inc.,  Red- 
lands 2.  7701 

IP.    R.    Doc.    49-2643:    Piled,    Apr.  I,    1949; 
11:01  a.  m] 
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FEDERAL  REGISTER 

TITLE  a— ALIENS  AND 
NATIONALITY 

Chapter    I — Immigration    and    Natu- 
ralization   Service,    Department   of 
^    Justice 

Subchapter    B^lmmigration    Regulation* 

Part  107 — Manifests 
manifesting  of  alien  laborers  entering 

AND    DEPARTLNG    FROM    UNITED    STATES 

March  18,  1949. 
The  following  amendments  to  Part  107, 
Chapter  I.  Title  8  of  the  Code  of  Federal 
Regulations,  are  hereby  prescribed : 

1.  The  fifth  .sentence  of  §  107.9,  Forrn 
1-415:  preparation,  is  amended  by  in- 
serting "the  serial  number  of  Immigra- 
tion Form  I-lOO"  so  that  the  sentence 
will  read:  "In  column  3  shall  be  shown 
the  .serial  ruimber  (red)  of  Foreign  Serv- 
ice Form  257,  the  serial  number  (black) 
of  Foreign  Service  Form  256,  the  serial 
number  of  Immigration  Form  1-94,  the 
serial  number  of  Immigration  Form  I- 
100,  or  the  reentry  permit  number  (red) 
of  Immigration  Form  1-132." 

2.  Section  107,9  is  further  amended  by 
inserting  in  the  eighth  sentence  the 
phrase  "an  Immigration  Form  I-lOO  '  so 
that  the  sentence  will  read:  "In  the  case 
of  every  alien  passenger  who  does  not 
have  a  Foreign  Service  Form  257  or  256. 
an  Immigration  Form  I-IOO.  or  a  reentry 
permit  (Form  1-132),  the  transportation 
company  shall,  as  a  part  of  the  manifest 
Form  1-415,  execute  an  Immigration 
Form  1-94  in  triplicate  In  the  manner 
prescribed  by  §  107.19.  but  shall  deliver 
it  to  the  passenger  for  surrender  by  him 
to  the  United  States  immigrant  Inspector 
at  the  United  States  port  of  arrival." 

3.  The  third  sentence  of  paragraph 
(a)  of  i  107.15.  Form  1-434;  preparation, 
is  amended  by  inserting  "Immigration 
Form  I-lOO"  so  that  the  sentence  will 
read :  "In  column  3  there  shall  be  shown 
the  serial  number  of  any  Foreign  Service 
Form  257a,  Immigration  Form  I-lOO,  or 
Immigration  Form  1-94.  'Visitor's  Per- 
mit.' presented  by  the  alien  passenger." 

4.  Paragraph  (a)  of  §  107.15  is  further 
amended  by  changing  the  fifth  sentence 
to  read  as  follows :  "If  a  Form  257a,  Form 
I-lOO,  or  Form  1-94  is  not  presented  by 
the  alien  passenger,  an  Immigration 
Form  1-424.  'Report  of  Departure  of 
Alien,'  must  be  prepared  by  the  trans- 
portation company,  in  which  case  the 
notation  '1-424'  shall  be  entered  in  col- 
umn 3  opposite  the  name  of  the  passen- 
ger and  the  Form  1-424  attached  to  and 
made  a  part  of  Form  1-434." 

This  order  shall  become  effective  on 
the  date  of  Its  publication  In  the  Federal 
Rfgistkh.  Compliance  with  the  provi- 
sions of  section  4  of  the  Administrative 
Procedure  Act  (60  Stat.  238;  5  U.  S.  C. 
1003)  as  to  notice  of  proposed  rule  mak- 
ing and  delayed  effective  date  is  unneces- 
sary because  the  amendments  prescribed 
by  the  order  relieve  restrictions  in  the 
execution  of  entry  and  departure  docu- 
ments by  transportation  companies. 
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(Sec.  23,  39  Stat.  892.  sec.  24,  43  Stat.  166. 
sec.  37  (a»,  54  Stat.  675,  sec.  1,  54  Stat. 
1238;  8U.  S.  C.  102,  222,  458) 

Watson  B.  Miller, 
Commissioner  of 
Immigration  and  Naturalization. 

Approved:  March  30,  1949. 

Tom  C.  Cl.mk, 
Attorney  General. 

[P.    R.    Doc.    49  2461;    Piled,    Apr.    1,    1949; 
8:47  a.  ml 


TITLE   12— BANKS  AND 
BANKING 

Chapter  II — Federal   Reserve   System 

Subchapter  A — Board  of  Governors  of  the  Federal 
Reserve  System 

Part  220 — Credit  by  Brokers.  Dealers 
AND  Members  of  National  Securities 
Exchanges 

general  accounts 

1.  Effective  March  30.  1949,  8  220.8 
(the  Supplement)  is  hereby  amended  to 
read  as  follows: 

§  220.8  Maximum  loan  value  for  gen- 
eral accounts.  The  maximum  loan  value 
of  a  registered  security  (other  than  an 
exempted  security)  In  a  general  ac- 
count, subject  to  §  220.3,  shall  be  50  per 
cent  of  its  current  market  value. 

Margin  required  for  short  sales  in  gen- 
eral accounts.  The  amount  to  be  in- 
cluded in  the  adjusted  debit  balance  of 
a  general  account,  pursuant  to  §  220.3 
(d)  (3),  as  margin  required  for  short 
sales  of  securities  (other  than  exempted 
securities*  shall  be  50  per  cent  of  the 
current  market  value  of  each  such 
security. 

2.  a.  This  amendment  Is  issued  pur- 
suant to  the  Securities  Exchange  Act  of 
1934.  particularly  section  7  thereof.    Its 

*  purpose  is  to  change  loan  values  and 
margin  requirements  in  order  to  carry 
out  the  purposes  of  the  act  in  the  light 
of  the  general  credit  situation. 

b.  The  notice  and  public  procedure 
described  in  sections  4  (a)  and  4  (b)  of 
the  Administrative  Procedure  Act,  and 
the  thirty  day  prior  publication  described 
in  section  4  <c)  of  such  act,  are  imprac- 
ticable, unnecessary  and  contrary  to  the 
public  interest  in  connection  with  this 
amendment  for  the  reasons  and  good 
cause  found  as  .stated  In  5  262.2  (e)  of 
the  Board's  rules  of  procedure  (Part 
262). 

(Sec.  3  (a)  and  (b),  sec.  7  (a),  (b),  (c) 
and  (d),  sec.  8  (a),  sec  17  (b)  and  sec. 
23  (a),  48  Stat.  881,  886,  888.  897.  and 
901;  sec.  8.  49  Stat.  1379;  15  U.  S.  C.  78c- 
(a)  and  (b).  78g-(a),  (b).  (c)  and  (d). 
78h-(a>.  78q-(b),  78w-(a)) 

Board  of  CtOvernors  or  the 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter, 

Secretarv. 

[F.    B.    Doo.    49-2448;    Piled,    Apr.    1,    1949; 
8:45  a.  m.J 
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Part  221 — Loans  by  Banks  for  the  Pur- 
pose or  Purchasing  or  Carrying  Reg- 
istered Stocks 

maximum  loan  value  of  stocks 

1.  Effective  March  30,  1949,  8  221 4 
(the  Supplement)  Is  hereby  amended  to 
read  as  follows: 

S  221.4  Maximum  loan  value  of  stocks. 
For  the  purpose  of  §  221.1,  the  maximum 
loan  value  of  any  stock,  whether  or  not 
registered  on  a  national  securities  ex- 
change, shall  be  50  percent  of  its  current 
market  value,  as  determined  by  any  rea- 
sonable method. 

2.  a.  This  amendment  Is  issued  pur- 
suant to  the  Securities  Exchange  Act  of 
1934,  particularly  section  7  thereof.  Its 
purpase  i.s  to  change  loan  values  in  order 
to  carry  out  the  purposes  of  the  act  in 
the  light  of  the  general  credit  situation. 

b.  The  notice  and  public  procedure 
de.scribed  in  sections  4  (a)  and  4  (b)  of 
the  Administrative  Procedure  Act,  and 
the  thirty  day  prior  publication  described 
In  section  4  (c)  of  such  act,  are  imprac- 
ticable, unnecessary  and  contrary  to  the 
public  interest  in  connection  with  this 
amendment  for  the  reasons  and  good 
cause  found  as  stated  in  §262.2  (e)  of 
the  Board's  rules  of  procedure  (Part 
282). 

(Sees.  3  (a>  and  (b).  7,  17  (b).  48  Stat. 
882.  886.  897.  sec.  23  (a)  as  amended  by 
sec.  8.  49  Stat.  1379;  15  U.  S.  C.  78c.  78g, 
78q  (b),  15  U.  S.  C.  Supp.  78w  (a)) 

Board  of  Governors  of  the 
Federal  Reserve  System, 
fsEALl     S.  R.  Carpenter. 

Secretary. 

|F.    R.    Doc.    49-2449;    Filed,    Apr.    1.    1949; 
8:46  a.  ml 


TITLE   14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

Subchapter  A — Civil  Air  Regulations 

Part  62 — Notice  and  Reports  of  Aircraft 
Accidents  and  Missing  Aircraft 

Adopted  by  the  Civil  Aeronautics  Board 
at  Its  office  in  Washington,  D.  C,  on  the 
23d  day  of  March  1949. 

Provision  for  the  notification  and  re- 
porting of  accidents  and  for  the  removal, 
release,  and  preservation  of  aircraft 
wreckage  Is  currently  made  In  Part  1  of 
the  Civil  Air  Regulations.  Experience 
has  shown  that  more  accurate  Informa- 
tion and  statistics,  and  better  coopera- 
tion, is  necessary  if  the  work  of  the 
Board's  Bureau  of  Safety  Investigation 
Is  to  be  expedited. 

Thus,  while  the  new  Part  62  in  general 
continues  the  requirements  now  in  force, 
it  sets  forth  such  requirements  with 
greater  specificity  so  that  those  persons 
required  to  give  notice  or  submit  reports 
will  be  better  Informed  as  to  their  respon- 
sibilities. 

The  new  part  will  also  require  an  oper- 
ator to  notify  the  Board  of  any  aircraft 
which  Is  overdue  and  unaccounted  for. 
so  that  the  appropriate  governmental 
agencies  may  assist  in  the  search  for  the 
aircraft. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 


RULES  AND  REGULATIONS 

ing  of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  presented. 

In  consideration  of  the  foregoing,  the 
Civil  Aeronautics  Board  hereby  makes 
and  promulgates  a  new  part  of  the  Civil 
Air  Regulations  (14  CFR)  effective  May 
1.  1949,  to  read  as  follows: 

Sec. 

62  0       Applicability  of  this  part. 

62.1       Deflnltlona. 

Subpart  A — Ant  Carries  Requikemcnts 

NOTICE   OF   ACCIDENT 

62.5  Notice  of  aircraft  accident  and  occur- 

rences. 

62.6  Responsibility  for  giving  notice. 

62.7  To  whom  notice  Is  directed. 

62.8  Information  to  be  given  In  notice. 

REPORT  OF  ACCIDENTS 

62 10  Report    of    aircraft    accidents. 

62.11  Responsibility  for  making  report. 

62.12  Form  of  report  and  contents. 

62.13  To    whom     the    report     Is    directed. 

PRESERVATION    OF    WRECKAGE    AND    RECORDS 

62.14  Preservation  of  aircraft  wreckage  and 

records. 

62.15  Prohibition  against  removing  or  dis- 

turbing wreckage  and  records. 

62.16  Recording    of    original    position    and 

condition  of  wreckage. 

62.17  Release  of  wreckage. 

NOTICE    OF     OVERDUE     AIRCRAFT 

62.21  When  notice  Is  to  be  given. 

62.22  Contents   of   notice. 

Subpart    B — Requirements    For    Civil    Air- 
craft Other  Than  Air  Carrier  Aircraft 

notice  or  accident 

62.31  Notice    of   aircraft    accident   and   oc- 

currences. 

62.32  Responsibility  for  giving  notice. 

62.33  To  whom  notice  Is  directed. 

62.34  Information  to  be  given  In  notice. 

REPORT    OF    ACCIDENT 

62.36  Report  of  aircraft  accident. 

62  37  Responsibility    for    making    report. 

62  38  Form  of  report  and  contents. 

62  39  To  whom  the  report  la  directed. 

preservation    of    wreckage    AND    RECORDS 

62  41     Preservation  of  aircraft  wreckage  and 
records. 

62.42  Prohibition  against  removing  or  dis- 

turbing wreckage  and  records. 

62.43  Recording    of    original    position    and 

condition  of  wreckage. 

62.44  Release  of  wreckage. 

NOTICE   OF    missing    AIRCRAFT 

62.46  Notice  of  missing  aircraft. 

62.47  Contents  of  notice. 

Aitthoritt:  1162.0  to  62.47  Issued  under 
Bees.  205  (a).  702.  62  stat.  984.  1013;  49 
U.  S.  C.  425   (a).  682. 

§  62.0  Applicability  of  this  part.  The 
provisions  of  this  part  establish  require- 
ments for  the  notification  and  reporting 
of  accidents  Involving  civil  aircraft  in 
the  United  States,  and  aircraft  of  United 
States  registry  wherever  they  occur,  and 
further  establish  requirements  for  the 
notification  of  overdue  aircraft. 

§  62.1  Definitions,  (a)  As  used  In 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(1)  Aircraft  accident.  An  aircraft  ac- 
cident is  an  accident  which  occurs  dur- 
ing the  starting  or  warming  up  of  an 
engine  or  engines,  or  operation  of  an  alr- 
cAft,  which  results  in  serious  or  fatal 


Injury  to  one  or  more  persons  or  in  sub- 
stantial damage  to  any  aircraft.  When- 
ever fatal  or  serious  injury  results  from 
contact  with  a  rotating  propeller  which 
is  Installed  on  an  aircraft.  It  shall  be 
considered  an  aircraft  accident.  A  col- 
lision of  two  or  more  aircraft  is  consid- 
ered one  aircraft  accident.  Aircraft 
accidents  are  divided  into  two  cla.ssi- 
flcatlons:  d)  Aircraft  accidents  Inci- 
dent to  flight  and  (ID  aircraft  accidents 
not  incident  to  flight. 

(2)  Accident  incident  to  flight.  An 
aircraft  accident  Incident  to  flight  is  an 
accident  which  occurs  between  the  time 
an  engine  or  engines  are  started  for  the 
purpose  of  commencing  flight  until  the 
aircraft  comes  to  rest  with  all  engines 
stopped  for  complete  or  partial  deplaning 
or  unloading.  It  excludes  death  or  in- 
juries to  persons  on  board  which  result 
from  Illness,  altercations,  falling,  stum- 
bling, etc.,  or  during  enplaning  or  deplan- 
ing and  other  occurrences  not  directly 
attributable  to  normal  flight  ojjeration. 

(3>  Accident  not  incident  to  flight. 
An  aircraft  accident  not  incident  to  flight 
is  an  aircraft  accident  other  than  one 
defined  in  subparagraph  <  2 )  of  this  para- 
graph as  Incident  to  flight. 

(4)  Operator.  An  operator  of  air- 
craft shall  Include  the  owner,  lessee,  and 
any  other  person  who  causes  or  author- 
izes the  operation  of  the  aircraft. 

(5)  Fatal  injury.  Fatal  Injury  is  an 
injury  which  results  in  death  within  30 
days. 

(6)  Serious  injury.  Serious  injury  Is 
an  injury  which  requires  hospitalization 
and  medical  treatment  for  a  period  of  five 
or  more  days,  or  results  In  a  fracture  of 
any  bone  (except  simple  fractures  of 
fingers,  toes,  or  nose),  lacerations  which 
cause  severe  hemorrhages,  or  involve 
muscles.  Injury  to  any  internal  organ,  or 
second  or  third  degree  burns  or  any 
burns  Involving  more  than  5%  of  the 
body  surface,  provided  that  the  injury 
does  not  result  In  death  within  30  days. 

(7)  Minor  injury.  Minor  injury  is  any 
injury  which  does  not  result  in  death 
within  30  days  and  is  not  a  serious  Injury. 

(8)  Substantial  damage.  Substantial 
damage  Is  damage  which  necessitates 
major  overhaul  of  the  aircraft  or  the 
replacement  of  or  extensive  repairs  to 
any  major  component  or  combination  of 
components  of  the  aircraft. 

(9)  Minor  damage.  Minor  damage 
shall  IncliKj^e  damage  which  Is  easily  re- 
pairable sucH  as  scraped  wing  tips,  bent 
fairing  or  cowling,  small  punctured  holes 
in  the  skin  or  fabric,  dented  skin  or  trail- 
ing edge,  or  damage  to  tires,  engine  ac- 
cessories, brakes,  or  propeller  blades. 

Subpart  A — Air  Carrier  Requirements 

NOTICE   OF  ACCIDENT 

5  62.5  Notice  of  aircraft  accident  and 
occurrences.  Immediate  notice  shall  be 
given  of  any  accident '  involving  air  car- 
rier aircraft  of  United  States  registry 
wherever  it  occurs.  Immediate  notice 
will  be  made  of  any  occurrence  of  fire  in- 
volving any  of  the  components  or  systems 
aboard  the  aircraft  when  incident  to 
flight,  regardless  of  the  extent  of  injury 
to  occupants  or  damage  to  the  aircraft. 

'  See  definition  of  "aircraft  accident"  In 
162.1  (a)   (1). 
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S  C2.6  Responsibility  for  giving  notice. 
In  accidents  or  occurrences  Involving  air 
carrier  aircraft  of  United  States  registry, 
the  operator  '  thereof  shall  be  responsible 
for  giving  notice  as  provided  in  5  62.5. 

5  62.7  To  whom  notice  is  directed. 
The  notice  shall  be  directed  to  the  Civil 
Aeronautics  Board  through  its  nearest 
office  or  through  the  neare.^t  Civil  Aero- 
nautics Administration  communications 
station  or  agent  who  upon  receipt  shall 
transmit  the  information  to  the  nearest 
Civil  Aeronautics  Board  office.  The  no- 
tice shall  be  sent  by  the  mast  expeditious 
means  of  communication  available. 

5  62.8  Information  to  be  given  in  no- 
tice. The  notice  shall  include  the  follow- 
ing information  concerning  the  accident, 
If  available:  Location,  date,  time  of  day. 
number  of  persons  Involved,  Injuries  to 
each,  aircraft  identification  Including 
registration  number,  aircraft  make  and 
model,  names  of  crew  members,  operator, 
and  briefly  the  nature  or  circumstances 
surrounding  the  accident. 

report  op  ACCIDENTS 

5  62.10  Report  of  aircraft  accidents. 
A  written  report  shall  be  made  of  every 
aircraft  accident  incident  to  flight  in- 
volving air  carrier  aircraft  of  United 
States  registry  wherever  It  may  occur. 
A  written  report  will  not  be  required  on 
any  occurrence  involving  minor  damage, 
or  minor  Injury,  or  of  any  aircraft  acci- 
dent not  Incident  to  flight,  unless  the  op- 
erator has  been  requested  to  make  such 
a  report  by  an  authorized  representative 
of  the  Civil  Aeronautics  Board  or  the 
Civil  Aeronautics  Administration. 

5  62.11  Responsibility  for  making  re- 
port. The  operator  of  the  aircraft  in- 
volved in  the  accident  shall  be  respon- 
sible for  making  the  written  report  re- 
quired by  5  62.10.  The  report  shall  be 
made  as  soon  as  practicable  and  good 
cause  shown  in  writing  for  any  delay  over 
ten  days.  Each  member  of  the  crew  in- 
volved In  the  accident,  if  not  physically 
incapacitated  at  the  time  of  the  submis- 
sion of  the  report,  shall  attach  thereto 
a  signed  statement  setting  forth  the 
facts,  conditions,  and  circumstances  per- 
tinent to  the  accident.  If  Incapacitated, 
a  statement  shall  be  submitted  as  soon 
as  physically  possible. 

9  62.12  Form  of  report  and  contents. 
The  report  shall  be  made  in  duplicate  on 
an  accident  report  form  furnished  by  the 
Civil  Aeronautics  Board  and  shall  con- 
tain all  available  Information  required 
therein. 

5  62.13  To  tchom  the  report  is  di- 
rected. The  original  and  one  copy  of  the 
report  shall  be  mailed  or  delivered  to  the 
office  or  representative  of  the  Civil  Aero- 
nautics Board  nearest  the  headquarters 
of  the  air  carrier  involved,  or  delivered 
to  a  Civil  Aeronautics  Administration 
agent  who  will  Immediately  transmit  the 
original  copy  of  the  report  with  the  origi- 
nals of  any  attachments  directly  to  the 
appropriate  office  of  the  Civil  Aeronau- 
tics Board. 


•  See    definition    of    "operator"    In    f  (52.1 
(a)   (4). 
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PRESERVATION    OF    WRECKAGl    AND    RECORDS 

S  62.14  Preservation  of  aircraft  wreck- 
age and  records.  Aircraft,  parts,  and 
records  thereof  involved  in  or  pertaining 
to  an  accident  of  which  notice  must  be 
given  under  the  provisions  of  S  62.5  shall 
be  preserved  for  the  Board  by  the  oper- 
ator.' Wreckage  of  aircraft  Involved  In 
accidents  not  requiring  notiflcation  un- 
der §  62.5  need  not  be  preserved,  unless 
specifically  ordered  by  an  authorized 
repre.sentative  of  the  Civil  Aeronautics 
Board  or  of  the  Administrator. 

§  62.15  Prohibition  against  removing 
or  disturbing  wreckage  and  records. 
Aircraft,  parts,  or  records  thereof  in- 
volved in  or  pertaining  to  an  accident  of 
which  notice  mast  be  given  under  the 
provisions  of  §  62.5  shall  not  be  disturbed 
or  removed,  unless  specific  permission  is 
granted  by  an  authorized  representative 
of  the  Civil  Aeronautics  Board,  except 
where  necessary  (a)  to  give  assistance  to 
persons  Injured  or  trapped  therein.  <b) 
to  protect  such  wreckage  from  further 
serious  damage,  or  (c)  to  protect  the 
public  from  ihjury. 

§  62.16  Recording  of  original  position 
and  condition  of  wreckage.  Whenever 
wreckage  is  removed  in  accordance  with 
the  provisions  of  §  62.15,  prior  to  the  re- 
moval, sketches  or  photographs  shall  be 
made  of  the  original  position  and  condi- 
tion of  the  wreckage,  and  marks  on  the 
ground,  and  any  pertinent  data  which 
cannot  be  effectively  photographed  shall 
be  recorded,  unless  the  resultant  delay 
would  endanger  the  bves  of  persons  in- 
jured, or  trapped,  or  unless  the  essential 
interests  of  public  safety  can  be  pro- 
tected only  by  immediate  movement. 
In  any  event,  movement  of  the  wreckage 
shall  be  so  accomplished  as  to  entail  the 
minimum  possible  disturbance  thereof, 
and  it  shall  be  preserved  in  accordance 
with  the  provisions  of  S  62.14. 

§  62.17  Release  of  wreckage.  Air- 
craft, parts,  or  records  thereof  involved 
in  or  pertaining  to  an  accident  of  which 
notice  must  be  given  under  the  provi- 
sions of  §  62.5  shall  not  be  released  for 
repair,  salvage,  disposal,  or  any  other 
purpo.se  until  permission  Is  granted  by 
an  authorized  representative  of  the  Civil 
Aeronautics  Board. 

MOTICl   OF   overdue   AnCRAFT 

}  62.21  When  notice  is  to  be  given. 
When  an  aircraft  is  overdue  and  the  op- 
erator is  reasonably  sure  that  it  has  been 
involved  in  an  accident,  the  operator 
shall  immediately  notify  the  Civil  Aero- 
nautics Board  in  accordance  with  the 
provisions  of   5 §  62.6  through  62.8. 

9  62.22  Contents  of  notice.  The  no- 
tice shall  Include  place,  date  and  time  of 
departure,  destination,  estimated  time 
of  arrival,  aircraft  identification  includ- 
ing registration  number,  make  and 
model,  names  of  crew  members  and  pas- 
sengers, operator,  and  all  other  known 
pertinent    information    concerning    the 

•Where  accidents  occiir  outside  of  the 
United  Statea.  Its  territories,  or  possessions. 
the  air  carrier  shall  only  be  responsible  for 
taking  such  measures  for  preserving  air- 
craft wreckage  or  records  as  may  legally  be 
taken  in  the  place  where  the  accident  occurs. 
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flight.  In  addition,  it  shall  be  the  re- 
sponsibility of  the  operator  to  furnish 
such  records  pertinent  to  the  flight  as 
may  be  requested  by  the  Civil  Aero- 
nautics Board. 

Subpart  B — Requirements  for  Civil  Air- 
cR.fFT  Other  Than  Air  Carrier  Air- 
craft 

NOTICE  or  accident 

§  62.31  Notice  of  aircraft  accident  and 
occurrences.  Immediate  notice  shall  be 
given  when  any  occurrence  incident  to 
flight,  and  involving  civil  aircraft  in  the 
United  States,  or  within  a  territory  or 
possession  thereof,  or  civil  aircraft  of 
United  States  registry  anywhere,  (a)  is 
known  or  believed  to  have  resulted  from 
structural  failure  of  an  aircraft,  aircraft 
engine,  or  prepeller.  (b)  involves  collision 
of  two  or  more  aircraft  in  the  air,  (c)  in- 
volves fire  on  board  an  aircraft,  or  (d) 
results  in  serious  or  fatal  injury  to  any 
person.' 

?  62.32  Responsibility  for  giving  no- 
tice. In  all  civil  aircraft  accidents  of 
which  immediate  notice  must  be  given. 
the  pilot,  or  pHots,  or,  If  the  pilots  are 
Incapacitated,  the  owner  or  operator ' 
shall  be  responsible  for  giving  such  notice. 

§  62.33  To  whom  notice  is  directed. 
The  notice  must  be  directed  to  the  Civil 
Aeronautics  Board  through  its  nearest  of- 
fice or  through  the  nearest  Civil  Aero- 
nautics Administration  communications 
.station  or  agent  who  upon  receipt  shall 
transmit  the  information  to  the  nearest 
Civil  Aeronautics  Board  office.  The  no- 
tice shall  be  sent  by  the  most  expeditious 
means  of  communication  available. 

§  62.34  Information  to  be  given-in  tw- 
tice.  The  notice  shall  include  the  follow- 
ing information  concerning  the  accident. 
if  available:  location,  date,  time  of  day. 
number  of  persons  involved,  Injuries  to 
each,  aircraft  identification  including 
registration  number,  aircraft  make  and 
model,  names  of  crew  members,  oper- 
ator, and  briefiy  the  nature  or  circum- 
stances surrounding  the  accident. 

report  of  accident 

§62.36  Report  of  aircraft  accident.  A 
written  report  shall  be  made  of  every 
aircraft  accident  involving  aircraft  of 
United  States  registry  wherever  it  may 
occur.  A  written  report  is  not  required 
on  an  occurrence  involving  minor  injury 
or  minor  damage,  unless  the  pilot,  owner 
or  operator  has  l)een  requested  to  make 
a  report  by  an  authorized  representative 
of  the  Civil  Aeronautics  Board  or  the 
Civil  Aeronautics  Administration. 

9  62.37  Responsibility  for  making  re- 
port. The  pilot,  owner,  or  operator  of 
the  aircraft  involved  in  the  accident  shall 
be  responsible  for  making  the  written 
report  required  by  §  62.36.  The  report 
shall  be  made  as  soon  as  possible  and 
good  cause  shown  in  writing  for  any 
delay  over  seven  days.  If  the  operator  is 
not  the  pilot,  then  each  pilot  involved  in 
the  accident,  if  not  physically  incapaci- 

*It  will  be  noted  that  notice  Is  required 
even  though  the  damage  to  the  aircraft  la 
only  minor  In  nature. 

'  See  definition  of  "operator"  In  {  62.1  (a) 
(4). 
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tated  at  the  time  of  the  submission  of  the 
report,  shall  sign  the  report  or  attach 
thereto  a  signed  statement  setting  forth 
the  facts,  conditions,  and  circumstances 
pertinent  to  the  accident.  When  inca- 
pacitated at  the  time  of  the  submission 
of  the  report,  the  pilot  shall  submit  such 
a  .statement  as  soon  as  he  Is  physically 
able  to  do  so. 

§  62.38  Form  of  report  and  contents. 
The  report  shall  be  made  in  duplicate 
on  an  accident  report  form  furnished  by 
the  Civil  Aeronautics  Board  and  shall 
contain  all  available  information  re- 
quired therein. 

§  62.39  To  whom  the  report  is  di- 
rected. The  original  and  one  copy  of 
the  report  shall  be  mailed  or  delivered 
to  the  nearest  ofTice  of  the  Civil  Aero- 
nautics Board  or  delivered  to  a  Civil 
Aeronautics  Administration  agent  who 
will  Immediately  transmit  the  original 
copy  of  the  report  with  the  originals  of 
any  attachments  directly  to  the  appro- 
priate office  of  the  Civil  Aeronautics 
Board. 

PRESERVATION    OF    WRECK.AGE    AND    RECORDS 

9  62.41  Preservation  of  aircraft 
wreckage  and  records.  Aircraft,  parts, 
and  records  thereof  Involved  in  or  per- 
taining to  an  accident  of  which  notice 
must  be  given  under  the  provisions  of 
§  62.31  shall  be  preserved  for  the  Board 
by  the  pilot,  owner,  or  operator.*  Wreck- 
age of  aircraft  involved  In  accidents  not 
requiring  notification  under  §  62.31  need 
not  be  preserved,  unless  specifically  or- 
dered by  an  authorized  representative  of 
the  Civil  Aeronautics  Board  or  of  the 
Administrator. 

§  62.42  Prohibition  against  removing 
or  disturbing  wreckage  and  records. 
Aircraft,  parts,  or  records  thereof  in- 
volved in  or  pertaining  to  an  accident  of 
which  notice  must  be  given  under  the 
provisions  of  §  62.31  shall  not  be  dis- 
turbed or  removed,  unless  specific  per- 
mission is  granted  by  an  authorized  rep- 
resentative of  the  Civil  Aeronautics 
Board,  except  where  necessary  (a)  to 
give  assistance  to  persons  injured  or 
trapped  therein,  (b)  to  protect  such 
wreckage  from  further  serious  damage, 
or  (c)  to  protect  the  public  from  injury. 

§  62.43  Recording  of  original  position 
and  condition  of  wreckage.  Whenever 
wreckage  Is  moved  in  accordance  with 
the  provisions  of  §  62.42,  sketches  or 
photographs  of  the  original  position  and 
condition  of  the  wreckage,  marks  on  the 
ground,  and  any  other  pertinent  data 
shall  be  made  prior  to  the  removal,  un- 
less the  resultant  delay  would  endanger 
the  lives  of  persons  injured,  or  trapped, 
or  unless  the  essential  Interests  of  pub- 
lic safety  can  be  protected  only  by  im- 
mediate movement.  In  any  event,  move- 
ment of  the  wreckage  shall  be  accom- 
plished so  as  to  entail  the  minimum  pos- 
sible disturbance  thereof  and  shall  be 
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preserved  in  accordance  with  the  provi- 
sions of  §  62.41. 

§  62.44  Release  of  wreckage.  Aircraft, 
parts,  or  records  thereof  Involved  in  or 
pertaining  to  an  accident  of  which  notice 
must  be  given  under  the  provisions  of 
§  62.31  shall  not  be  released  for  repair, 
salvage,  disposal,  or  any  other  purpose 
until  permission  is  granted  by  an  author- 
ized representative  of  the  Civil  Aero- 
nautics Board. 

NOTICE  OF  MISSING  AIRCRAFT 

§  62.46  Notice  of  missing  aircraft. 
When  an  aircraft  is  assumed  to  be  miss- 
ing and  the  operator  or  owner  is  reason- 
ably sure  that  it  has  been  involved  in 
an  accident,  the  operator  or  owner  shall 
immediately  notify  the  Civil  Aeronautics 
Board  in  accordance  with  the  provisions 
of  §5  62.32  through  62.34. 

§  62.47  Contents  of  notice.  The  no- 
tice shall  include  place,  date  and  time  of 
departure,  destination,  estimated  time  of 
arrival,  aircraft  identification  including 
registration  number,  make  and  model, 
names  of  crew  members  and  passengers, 
operator,  owner,  and  all  other  known 
pertinent  information  concerning  the 
flight.  In  addition.  It  shall  be  the  re- 
sponsibility of  the  owner  or  operator  to 
furnish  such  records  pertinent  to  the 
flight  as  may  be  requested  by  the  Civil 
Aeronautics  Board.  If  the  aircraft  is 
still  missing  upon  the  expiration  of  seven 
days,  the  reporting  provisions  of  S§  62.36 
through  62.39  shall  be  complied  with. 

Note:  The  requirementa  of  this  part  con- 
cerning notices,  reports,  and  record  keeping 
have  been  approved  by  tj^e  Bureau  of  the 
Budget  In  accordance  with  the  Federal  Re- 
ports Act  of  1942. 

By  the  Civil  Aeronautics  Board. 


I  SEAL] 


M.  C.  Mulligan, 

Secretarv. 


|F.    R.    Doc.    49-2491;    Filed,    Apr.    1,    1949; 
8:54  a.  m.] 


« Where  accidents  occur  outside  of  the 
United  States.  Its  Territories,  or  possessions, 
the  operator  shall  only  be  responsible  for 
taking  such  measiires  for  preserving  aircraft 
wreckage  or  records  as  may  legally  be  taken 
In  the  place  where  the  accident  occurs. 


Subchapter  B — Economic  Regulations 
I  Regs.,  Serial  No.  ER-140I 

Part  292 — Classifications  and 
Exemptions 

air   freight   FORWARDERS 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  oflBce  In  Washington,  D.  C, 
on  the  28th  day  of  March  1949. 

Section  292.6  (e)  (2)  of  the  Economic 
Regulations  requires  prospective  Air 
Freight  Forwarders  to  submit  financial 
statements  showing  assets  and  liabilities 
as  of  the  date  of  their  application  for  a 
Letter  of  Registration  as  an  Air  Freight 
Forwarder. 

This  has  been  found  In  practice  to  be 
an  undue  burden  to  most  forwarder  ap- 
plicants. Ordinarily,  they  do  not  have 
such  statements  available,  but  neverthe- 
less, are  able  to  provide  adequate  state- 
ments as  of  the  end  of  their  last  full  fis- 
cal year  which  is  usually  the  preceding 
January  or  July  1st.  The  most  recent  of 
such  statements  are  acceptable  to  the 
Board  If  such  statements  have  been 
struck  within  a  period  of  not  to  exceed 


6  months  preceding  date  of  filing  the  ap- 
plication and  will  inform  the  Board  satis- 
factorily concerning  the  financial  status 
of  most  Air  Freight  Forwarder  appli- 
cants. 

Accordingly.  §  292.6  (e)  (2)  (vlli)  is 
being  amended  to  permit  the  submission 
of  financial  statements  showing  assets 
and  liabilities  as  of  the  end  of  an  appli- 
cant's latest  fiscal  year,  but  no  earlier 
than  a  date  6  months  prior  to  the  date 
of  filing  the  application. 

In  addition  to  this  change,  certain  mi- 
nor revisions  and  clarifications  of  the  in- 
formation required  in  an  application  are 
considered  necessary  and  are  being  made 
at  this  time. 

Since  this  amendment  is  minor  in  na- 
ture and  imposes  no  additional  burden 
on  any  person,  but  removes  certain  re- 
quirements, notice  and  public  procedure 
hereon  are  unnecessary  and  the  amend- 
ment may  be  made  effective  without  prior 
notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
§  292.6  of  the  Economic  Regulations  (14 
CFR  292  6  •   effective  immediately: 

By  amending  subdivisions  <li).  (v), 
(vllt)  and  (x>  of  paragraph  (e)  (2)  to 
r9ed  as  follows: 

(e>   Letters  of  registration.    •    •    • 

(2)  Application  for  letter  of  registra- 
tion. *  •  •  <ii)  name  of  air  freight 
forwarder;  •  •  •  (v)  If  a  corporation, 
the  state  of  Incorporation,  the  name  and 
citizenship  of  officers  and  directors,  and 
a  statement  that  at  least  75  percent  of 
the  voting  interest  is  owned  or  controlled 
by  persons  who  are  citizens  of  the  United 
Statesor  one  of  Its  possessions;  •  •  • 
(viil>  A  financial  statement  showing 
assets  and  liabilities  as  of  a  date  not  ex- 
ceeding 6  months  prior  to  the  date  of 
filing  the  application,  and  a  statement 
showing  the  types  and  amounts  of  Insur- 
ance, which  Is  In  force  for  the  protection 
of  the  forwarder's  customers,  and  the 
public  and  the  name  or  names  of  the  In- 
surers; •  •  •  <x>  the  information 
required  in  a  "Report  of  Ownership  of 
Stock"  (CAB  Form  2786;  available  from 
the  Board's  Publications  Section)  with 
respect  to  each  officer  and  director.  If  a 
corporation  or  association;  with  respect 
to  each  partner  or  member.  If  a  partner- 
ship; or  with  respect  to  the  owner  where 
the  business  Is  conducted  by  an  individ- 
ual;    •     •     •" 

(Sees.   205    (a).  416    (a^  ;   52  Stat.   984, 
1004;  49  U.  S.  C.  425.  496" 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

I  P.    R     Doc.    49  2490:    Filed.    Apr.    1.    1949; 
8:53  a.  m.l 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  146 — Certification  of  Batches  of 
Penicillin-  or  Streptomycin -Con- 
taining Drugs 

miscellaneous  amendments 

By  virtue  of  the  authority  vested  in  the 
Federal  Security  Administrator  by  the 
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provisions  of  section  507  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  (52  Stat. 
1040.  1055,  as  amended  by  59  Stat.  463 
and  61  Stat.  11;  21  U.  S.  C.  357)  the  regu- 
lations for  certification  of  batches  of 
penicillin-  or  streptomycin-containing 
drugs  (12  F.  R.  2231,  79e8;  13  P.  R.  439, 
1087.  1099.  1305,  2475,  4196.  5152,  6015; 
14  F.  R.  886)  are  amended  as  indicated 
below : 

1.  In  §  146.26  Penicillin  intment 
•  •  '.subparagraph  «1)  (ill)  of  para- 
graph 'c  Labeling  is  amended  to  read: 

ilil)  The  statement  "Expiration  date 

— ,"  the  blank  being  filled  in 

with  the  date  which  Is  not  more  than  12 
months  after  the  month  during  which 
the  batch  was  certified; 

In  S  146.26,  subparagraph  (2)  (D  of 
paragraph  <c)  Labeling  Is  amended  to 
read: 

(i)  The  statement  "Store  in  refriger- 
ator not  above  15°  C.  (59°  P.) "  or  "Store 
below  15  C.  (59°  F.  > ,"  unless  It  Is  labeled 
with  an  expiration  date  which  is  not  more 
than  9  months  after  the  month  during 
which  the  batch  was  certified; 

2.  In  8  146.27  Penicillin  tablets,  para- 
graph <b»  Packaging  is  amended  by  de- 
leting the  last  sentence  thereof. 

In  ?  146  27,  subparagraph  (1)  (Iv)  of 
paragraph  (c)  Labeling  Is  amended  to 
read: 

(Iv)  The  statement  "Expiration  date 

",  the  blank  being  filled  in. 

If  crystalline  sodium  or  potassium  pen- 
icillin is  used  without  the  addition  of 
buffer  substances,  diluents,  binders.  lu- 
bricants, colorings,  or  flavorings  and  each 
Euch  tablet  Is  enclosed  in  a  foil  or  plastic 
film  or  other  container,  with  the  date 
which  Is  36  months;  or  if  each  such 
tablet  is  not  enclosed  In  a  foU  or  plastic 
film  or  other  container,  or  If  crystalline 
sodium  or  potassium  penicillin  is  used 
with  the  addition  of  buffer  substances, 
diluents,  binders,  lubricants,  colorings,  or 
flavorings  with  the  date  which  is  18 
months ;  or  if  crystalline  sodium  or  potas- 
sium penicillin  Is  not  used,  with  the  date 
which  is  12  months  after  the  month  dur- 
ing which  the  batch  was  certified. 

3.  In     5  146.40    Penicillin    bougies 

•  *  *,  subparagraph  <1)  till)  of  para- 
graph (c )  Labeling  is  amended  to  read : 

(ill)  The  statement  "Expiration  date 

".  the  blank  being  filled  In. 

if  crystalline  sodium  or  potassliun  pen- 
icillin Is  used  without  the  exclplent  poly- 
ethylene glycol,  with  the  date  which  is 
18  months;  or  If  the  excipient  polyethyl- 
ene glycol  is  used,  or  if  crystalline  sodium 
or  potassium  penicillin  Is  not- used,  with 
the  date  which  is  12  months  after  the 
month  during  which  the  batch  was  cer- 
tified; 

4.  In  S  146.44    Procaine  penicillin 

•  •  •,  subparagraph  (3 >  of  paragrairti 
(c)  Labeling  is  amended  by  deleting  the 
figure  "12"  and  substituting  "18  "  there- 
for. 

5.  In  §  146.45  Procaine  penicillin  in 
oil,  the  second  sentence  of  paragraph  (a) 
Standards  of  identity,  strength,  qvulit]/, 
and  purity  is  changed  to  read:  "Its  po- 
tency is  300.000  units  per  miUiliter.  except 
if  it  is  packaged  and  labeled  solely  for 
veterinary  use.  its  potency  is  not  less 
than  10.000  units  per  milliliter. 
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In  9  146.45.  subparagraph  (1)  (ill)  of 
paragraph  (c)  Labeling  Is  amended  by 
deleting  the  flgxire  "12"  and  substituting 
"18"  therefor. 

6.  In  8  146.47  Procaine  penicillin  for 
aqueous  injection,  subparagraph  (1) 
(Hi)  of  paragraph  (c)  Labeling  is 
amended  by  deleting  the  figure  "12"  and 
substituting  "18"  therefor. 

7.  In  8  146  50  Procaine  penicillin  and 
buffered  crystalline  penicillin  for  aqueous 
injection,  paragraph  (a)  is  amended  to 
read: 

<a)  Its  potency  is  such  that  when  the 
diluent  is  added  as  directed,  each  milli- 
liter shall  contain  not  less  than  300.000 
units  of  procaine  penicillin  and  not  less 
than  50,000  units  of  buffered  crystalline 
penicillin.  The  buffered  crystalline  peni- 
cillin conforms  to  the  requirements  pre- 
scribed therefor  by  8  146.37. 

8.  In  8  146.52  Procaine  penicillin  and 
crystalline  penicillin  in  oil,  subparagraph 
( 1)  of  paragraph  •  a )  Is  amended  to  read : 

(1)  It  contains  not  less  than  50,000 
units  of  crystalline  penicillin  for  each 
300.000  imits  of  procaine  penicillin,  ex 
cept  if  It  is  packaged  and  labeled  solely 
for  veterinary  use,  it  contains  not  less 
than  3.000  imits  of  crystalline  penicillin 
for  each  10.000  units  of  procaine  penicil- 
lin. The  crystalline  peniciUin  conforms 
to  the  requirements  prescribed  therefor 
by  8  146.24  (a). 

9.  In  8  146.101  Streptomycin  sulfate. 
•  *  *,  subparagraph  d)  dlli  of  para- 
graph (o  Labeling  Is  amended  by  delet- 
ing the  figure  "\8"  and  substituting  "24" 
therefor. 

10.  In  5  146.105  Streptomycfn  for  topi- 
cal use  *  •  • ,  subparagraph  ( 1 )  ( III » 
of  paragraph  (c)  Labeling  is  amended  by 
deleting  the  figure  "18"  and  substituting 
"24"  therefor. 

This  order  which  provides  for  storage 
of  penicillin  ointment  at  room  terajaera- 
ture  If  the  label  of  such  ointment  bears 
an  expiration  date  of  not  more  than  9 
months;  an  unlimited  size  container  for 
crystalline  penicillin  tablets  that  do  not 
contain  other  ingredients  and  modifica- 
tion of  the  expiration  date  after  certifi- 
cation of  such  tablets;  modification  of  the 
expiration  date  after  certification  for 
penicillin  bougies  containing  poly- 
ethylene glycol,  procaine  penicillin,  pro- 
caine penicillin  for  aqueous  injection, 
streptomycin  and  streptomycin  for  top- 
ical use;  modification  of  the  potency 
standard  for  penicillin  in  oil  If  packaged 
and  labeled  solely  for  veterinary  use  and 
modification  of  the  expiration  date  after 
certification  for  this  drug;  modification 
of  the  potency  standard  for  procaine  pen- 
icillin and  buffered  crystalline  penicillin 
for  aqueous  injection;  and  modification 
of  the  potency  standard  for  procaine  pen- 
icillin and  crystalline  penicillin  in  oil. 
if  packaged  and  labeled  solely  for  veteri- 
nary use  shall  become  effective  upon  pub- 
lication in  the  Federal  Registex,  since 
both  the  public  and  the  affected  indus- 
tries will  benefit  by  the  earliest  effective 
date  and  I  so  find. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order  and  would  be  contrary 
to  public  Interest,  and  I  so  find,  since  it 
was  drawn  in  collaboration  with  inter- 
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ested  members  of  the  affected  Industries, 
and  since  it  would  be  against  public  inter- 
est to  delay  providing  for  storage  of  pen- 
icillin ointment  at  room  temperature  if 
the  label  of  such  ointment  bears  an  ex- 
piration date  of  not  more  than  9  months; 
to  delay  providing  for  an  unlimited  size 
container  for  crystalline  penicillin  tab- 
lets that  do  not  contain  other  ingredients 
and  for  modification  of  the  expiration 
date  after  certification  of  such  tablets; 
to  delay  modification  of  the  expiration 
date  after  certification  for  penicillin 
bougies  containing  polyethylene  glycol, 
procaine  penicillin,  procaine  penicillin 
for  aqueous  injection,  streptomycin,  and 
streptomycin  for  topical  use;  to  delay 
modification  of  the  potency  standard  for 
penicillin  In  oil  If  packaged  and  labeled 
solely  for  veterinary  use  and  modJfication 
of  the  expiration  date  after  certification 
for  this  drug ;  to  delay  modification  of  the 
potency  standard  for  procaine  penicillin 
and  buffered  crystalline  penicillin  for 
aqueous  injection,  and  procaine  and 
crystalline  penicillin  in  oil. 

(52  Stat.  1040.  as  amended;  21  U   S   C 
357 >  ^      ■     ■ 

Dated:  March  30,  1949. 

[seal]  j.  Donald  Kingsley, 

Acting  Administrator. 

(F.    R.    Doc.    49-2516;    Filed,    Apr.    1.    1949; 
8:50  a.  m.l 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

[Controlled  Housing  Rent  Reg.  Amdt.  75'] 

Part  825— Rent  Regulation  Under  the 
Housing  and  Rent  Act  of  1947.  As 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion <S8  825.1  to  825.12)  Is  amended  In 
the  following  respect: 

Schedule  A.  item  14,  Is  amended  to 
read  as  follows: 

(14)    (Revoked  and  decontrolled! 

This  decontrols  from  §§  825.1  to  825.- 
12  the  entire  Phoenix-Salt  River  Valley 
Defense-Rental  Area,  State  of  Arizona. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  (d).  Applies  sec.  204. 
61  Stat.  197,  as  amended  by  62  Stat.  37 
and  by  62  Stat.  94;  50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  2.  1949. 

Issued  this  30th  day  of  March  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

|F.  R.  Doc.  49-2458;  Piled.  Apr.  1,  1919; 
8:47  a.  m.l 


'  13  P.  R.  5706.  5788.  5877.  5937,  6246,  6283, 
6411.  6556.  6881.  6910.  7299.  7671.  7801.  7862. 
8217,  8327.  8386:  14  P.  R.  17,  93.  143.  271,  337. 
456.  637,  632,  695,  856,  918,  979,  1005. 
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[Rent  Reg.  for  Controlled  Rooma  in  Rooming 
Houses  and  Other  BBtabllshmenta,  Amdt. 
71') 

Part  825 — Rent  Rkgttlations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulations  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Kstablishments  (§§825.81  to  825.92)  Is 
hereby  amended  in  the  following  respect: 

Schedule  A,  item  14,  is  amended  to 
read  as  follows: 

(14)    I  Revoked  and  decontrolled) 

This  decontrols  from  55  825.81  to  825  92 
the  entire  Phoenix-Salt  River  Valley  De- 
fense-Rental Area,  State  of  Arizona. 

(Sec.  204  (d>.  61  Stat.  197,  as  amended 
by  62  Stat.  37  and  by  62  Stat.  94;  50 
U.  S.  C.  App.  1894  <d).  Applies  sec.  204, 
61  Stat.  197.  as  amended  by  62  Stat.  37 
and  by  62  Stat.  94;  50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  12,  1949. 

Issued  this  30th  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    R.    Doc.    49  2459;    Filed.    Apr.    1,    1949; 
8:47  a.  m.l 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Puhjic    Land    Orders 

[Public  Land  Order  675) 

Washington 

reserving  certain  public  lands  in  con- 
nection with  methow  winter  range 
and  wildlife  refuge 

Whereas  the  act  of  September  2,  1937. 
50  Stat.  917  (16  U.  S.  C.  669-669J).  pro- 
vides for  Federal  aid  to  States  in  wildlife- 
restoration  projects;  and 

Whereas  the  State  of  Washington  has 
set  up  a  Federal  aid  wildlife-restoration 
project  and  has  acquired  wildlife  control 
over  certain  lands  in  Okanogan  County, 
which  lands  are  to  be  administered  by 
the  State  of   Washington   through   its 
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State  Game  Commission  as  the  Methow 
Winter  Range  and  Wildlife  Refuge;  and 

Whereas  certain  Intermingled  public 
lands  possess  wildlife  value  and  could  be 
administered  advantageously  in  connec- 
tion with  the  area;  and 

Whereas  the  act  of  March  10,  1934.  48 
Stat.  401  (16  U.  S.  C.  G61-666).  provides 
for  cooperation  with  Federal.  State,  and 
other  agencies  in  developing  a  nationwide 
program  of  wildlife  conservation  and  re- 
habilitation: 

Now,  Therefore,  by  virtue  of  the  au- 
thority vested  In  the  President,  and  pur- 
suant to  Executive  Order  No.  9337  of 
April  24. 1943.  it  is  ordered  as  follows: 

Subject  to  valid  exi.sting  rights,  the  fol- 
lowing-described public  lands  in  Okano- 
gan County.  Washington,  are  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public-land  laws,  includ- 
ing the  mining  laws,  but  not  the  mineral 
leasing  laws,  and  reserved  under  the 
Jurisdiction  of  the  Department  of  the  In- 
terior for  use  by  the  Washington  State 
Game  Commission  in  connection  with  the 
Methow  Winter  Range  and  Wildlife  Ref- 
uge, under  such  conditions  as  may  be 
prescribed  by  the  Secretary  of  the  In- 
terior: 

WlLLAMETTt:    MEKIDIAN 

T.  35  N..  R.  21  E.. 

Sec.    1.   SW'4NW'4.   NW>4SWi4,   S'iSW'i. 
and  SEUSE'.^: 

Sec.  2.  lot  1  and  S'iNE'i: 

Sec.  12.  NEUNEU.  SW^NEi.;.  and  W>i: 

Sec.  13.  S'2NE'4,  NE^SWU.  and  SE'4. 
T.  33  N..  R.  22  E , 

Sec.  1.  lot  1. 
T.  34  N..  R    22  E  , 

Sec.  4,  lots  3.  4.  and  SE';SWV4; 

Sec.  5.  lot  1  and  SW',4SE'4; 

Sec.  17.  S1'4NW'4; 

Sec.    22.    S'-jNEU.    NEi,NW'4.    SEI4SW';, 
NW'4SE'4.  and  S'2SE'.4; 

Sec.  23.  NE^NE'^: 

Sec.  26.  SE'4SE'4; 

Sec.  27,  NWUNE'm  and  NE'iNv.  '4; 

Sec.  35,  SE'4NE'4  and  NE'iSE!*. 
T.  35  N.,  R   22  E  . 

Sec.  30.  E'2  NE',; 

Sec.  32.  NEI4NW  4  and  E'^SEi^. 
T.  33  N..  R.  23  E., 

Sec.    5.   lots   1.   2.   3,   4.   S|iN',i.   NViSW',;. 
SE'4SW'4.  and  SE'4; 

Sec.  6.  lot  1  and  S'2NE>4; 

Sec.  8.  N'i. 

The  areas  described  aggregate  3.037.97 
acres. 

This  order  shall  take  precedence  over, 
but  shall  not  modify,  the  withdrawal  for 
cla.ssification  and  other  purposes  made 
by  Executive  Order  No.  6964  of  February 


6.  1935,  as  amended,  so  far  aa  It  affects 
the  above-described  lands. 

J.  A.  Kruc, 
Secretary  of  the  Interior. 

March  29.  1949. 

|F.    R.    Doc.    49-2444;    Filed.    Apr.    1.    1949; 
8:45  a.  m.J 


[Public  Land  Order  577) 

Alaska 

withdrawing  public  lands  for  use  of 
department  of  the  air  force  as  an  air 
force  base 

By  Virtue  of  the  authority  vested  In 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  the  fol- 
lowing-described public  lands  in  the  Ter- 
ritory of  Alaska  are  hereby  withdrawn 
from  all  forms  of  appropriation  under  the 
public-land  laws,  including  the  mining 
and  mineral-leasing  laws,  and  reserved 
for  the  use  of  the  Department  of  the  Air 
Force  as  an  Air  Force  Base: 

Fairb.^nks  Meridian 

T.  2  S..  R.  3  E  . 

Sec.  34  (unsurveyed). 
T.  3  S..  R.  3  E., 

Sec.  2.  W'i    (unsurveyed); 

Sees.  3.  10,  11.  12.  13  and  14  (unsurveyed); 

Sec.  15.  N'i. 

Sees.  23.  24,  25.  26  and  36   (partly  unsur- 
veyed ) . 

The  areas  described  contain  approxi- 
mately 8.320  acres. 

This  order  shall  be  subject  to  Execu- 
tive Order  No.  8020  of  December  2.  1938. 
^withdrawing  lands  for  flood-control  pur- 
poses in  connection  with  the  Tanana 
River  and  Chena  Slough  flood-control 
project  under  the  supervision  of  the  War 
Department,  so  far  as  such  order  affects 
any  of  the  above-described  lands. 

It  is  intended  that  the  lands  described 
herein  shall  be  returned  to  the  jurisdic- 
tion of  the  Department  of  the  Interior 
when  they  are  no  longer  needed  for  the 
purpose  for  which  they  are  reserved. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

March  29.  1949. 

[F.    R.    Doc.    49-2452:    Filed.    Apr.    1.    1949; 
8:46  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Monetary  Offices 

[  31   CFR,  Part  128  1 

Trans.\ctions  in  Foreign  Exch.\nge, 
Tr.xnsfers  of  Credit,  and  Export  of 
Coin  and  Currency 

notice  -of  proposed  rule-making 

Notice  is  hereby  given,  pursuant  to  sec- 
tion 4  of  the  Administrative  Procedure 
Act  (60  Stat.  238.  5  U.  S.  C.  1003).  that 

'  13  P.  R.  5750,  5789,  5875.  5937,  5938.  6247. 
6283,  6411.  6556.  6882.  6911.  7299.  7672,  7801. 
7862,  8218.  8328.  8388:  14  F.  R.  18.  272.  337,  457. 
627.  682.  695.  857,  918.  978. 


the  Secretary  of  the  Treasury  proposes 
to  amend  the  regulations  relating  to 
transactions  in  foreign  exchange,  trans- 
fers of  credit,  and  export  of  coin  and 
currency  issued  under  section  5  »b)  of 
the  act  of  October  6,  1917  (40  Stat.  415). 
as  amended  by  section  2  of  the  act  of 
March  9,  1933  (48  Stat.  1;  12  U.  S.  C. 
95a).  and  Executive  Order  No.  6560  of 
January  15,  1934  (Part  127). 

Interested  persons  may  participate  In 
the  making  of  the  proposed  amendment 
through  the  submission  of  written  data, 
views  or  argument  at  any  time  within 
fifteen  days  of  the  date  of  publication  of 
this   notice.    Material   should    be   sub- 


mitted to  the  Office  of  International 
Finance,  Treasury  Department,  Wash- 
ington. D.  C. 

It  Is  proposed  that  the  regulations  be 
amended  to  read  as  follows: 

SUBPART    A — REGULATIONS 

Sec. 

128  1  General  license.  •■ 

128.2  Reports. 

128.3  Modification  or  revocation. 

Authority:  §5  128.1  to  128  3  l.ssued  under 
sec.  5  (b).  40  Stat.  415.  966,  sec.  2.  48  Stat.  1. 
sec.  301,  85  Stat.  838;  12  U.  8.  C.  95a,  50 
U.  8.  C.  App.  Sup.,  5  (b),  sec.  8.  59  Stat.  515; 
22  U.  8.  C.  286f.  E.  O.  No.  6560.  Jan.  15.  K.34. 
31  CFR  127,  E.  O.  No,  10033.  Feb.  8,  1949, 
14  F.  R.  661. 


Saturday,  April  2,  1949 
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SUSrART  A — REGULATIONS 

8  128.1  General  license.  Licenses 
may  be  granted,  and  a  general  license  is 
hereby  granted,  to  all  Individuals,  part- 
nerships, associations,  and  corporations, 
authorizing  any  and  all  transactions  in 
foreign  exchange,  transfers  of  credit,  and 
exports  of  currency  (other  than  gold  cer- 
tificates) and  silver  coin.  The  general 
license  herein  granted  authorizes  trans- 
actions to  be  carried  out  which  are  per- 
mitted by  the  Executive  order  of  January 
15.  1934  (Part  137  of  this  chapter) .  under 
license  therefor  issued  pursuant  to  such 
Executive  order;  but  does  not  authorize 
any  transaction  to  be  carried  out  which, 
at  the  time,  is  prohibited  by  any  other 
order  or  by  any  law,  ruling,  or  regulation. 

§  128.2  Reports.  In  order  to  effectu- 
ate the  purposes  of  the  Executive  Order 
of  January  15,  1934  (Part  127  cf  this 
chapter),  and  in  order  that  information 
requested  by  the  International  Monetary 
Fund  under  the  Articles  of  /agreement  of 
the  Fund  may  be  obtained  in  accordance 
with  section  8  (a)  of  the  Bretton  Woods 
Agreements  Act  (Sec.  8  (a)  59  Slat.  515; 
22  U.  S.  C.  286f  and  Executive  Order  No. 
10033,  14  F.  R.  561).  every  person  subject 
to  the  jurisdiction  of  the  United  States 
engaging  in  any  transaction,  transfer, 
export  or  withdrawal  referred  to  in 
§  127.1  of  this  chapter  shall  furnish  to  the 
Federal  Reserve  bank  of  the  district  In 
which  such  person  has  his  principal 
place  of  business  in  the  United  States  in- 
formation relative  thereto.  Including  in- 
formation relative  to  claims  and  liabilities 
arising  therefrom,  and  information  de- 
termined to  be  essential  to  comply  with 
official  requests  for  data  made  by  the  In- 
ternational Monetary  Fund,  to  such 
extent  and  In  such  maner  and  at  such 
intervals  as  is  required  by  report  forms 
and  instructions  prescribed  by  the  Sec- 
retary of  the  Treasury.  In  the  event 
that  such  r)erson  has  no  principal  place 
of  business  within  a  Federal  Reserve  dis- 
trict, the  information  shall  be  furnished 
directly  to  the  Office  of  International 
Finance,  Treasury  Department,  Wash- 
ington 25,  D.  C,  or  to  such  agency  as  the 
Treasury  Department  may  designate. 

?  128.3  Modification  or  revocation. 
The  regulations  in  this  part  and  the  gen- 
eral license  herein  granted  may  be  modi- 
fled  or  revoked  at  any  time. 

Wm.  McC.  Martin,  Jr., 
Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.    49-2482:    Piled,    Apr.    1,    1949; 
8:51  a.  m.) 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,   Part  986  1 

I  Docket  No.  AO-196) 

Handling  or  Hops  Grown  in  Oregon. 
California,  Washington,  and  Idaho, 
AND  of  Hop  Products  Produced  There- 
from IN  These  States 

notice  of  recommended  decision  and 
opportunity  to  file  written  excep- 
tions with  respect  to  a  proposed 
marketing  agreement  and  order 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 


ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CFR, 
Supps..  900.1  et  seq.;  13  P.  R.  8585),  no- 
tice is  hereby  given  of  the  filing  with 
the  Hearing  Clerk  of  this  recommended 
decision  of  the  Assistant  Administrator. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, with  re.spect  to  a  proposed  mar- 
keting agreement  and  order  regulating 
the  handling  of  hops  grown  In  Oregon, 
California,  Wa.«;hington,  and  Idaho,  and 
of  hop  products  produced  therefrom  In 
these  States.  Such  marketing  agree- 
ment and  order  would  be  effective  pur- 
suant to  the  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.  S.  C,  601  et  seq.;  61 
Stat.  208,  707).  Interested  parties  may 
file  exceptions  to  this  recommended  de- 
cision with  the  Hearing  Clerk.  United 
States  Department  of  Agriculture,  Room 
1846.  South  Building,  Washington  25, 
D.  C.  Any  exceptions  should  be  filed  in 
quadruplicate,  and  must  be  received  prior 
to  the  close  of  business  on  the  15th  day 
after  publication  of  this  recommended 
decision  in  the  Federal  Register,  except 
that  if  such  15th  day  should  fall  on 
Saturday,  Sunday,  or  a  holiday,  they 
must  be  received  not  later  than  the  next 
succeeding  workaday. 

Preliminary  statement.  A  public 
hearing,  on  the  record  of  which  the  pro- 
posed marketing  agreement  and  market- 
ing order  (hereinafter  called  the  "or- 
der") were  formulated,  was  held  at 
Yakima.  Washington  on  November  29 
and  30,  1948  at  Salem,  Oregon;  on  De- 
cember 2  and  3.  1948;  and  at  Santa  Rosa. 
California  on  December  6  and  7.  1948. 
The  hearing  was  held  pursuant  to  a 
notice  thereof  w  hich  was  published  in  the 
Federal  Register  <  13  F.  R.  6448.  6520)  on 
November  2  and  4,  1948.  Said  notice 
contained  a  draft  of  a  proposed  market- 
ing agreement  and  order  which  had  been 
presented  to  the  Secretary  of  Agriculture 
(hereinafter  called  the  "Secretary")  by 
the  United  States  Hop  Growers  Asso- 
ciation, Mills  Building,  San  Francisco, 
California,  with  a  petition  for  a  hearing 
thereon.  The  objective  of  such  proposal 
was  to  bring  to  the  hop  Industry  of  Ore- 
gon, California,  Washington,  and  Idaho, 
the  benefits  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended. 

The  material  issues  presented  on  the 
record  of  the  hearing  are  as  follows: 

(1)  The  existence  of  the  right  to  ex- 
ercise Federal  jurisdiction  in  this  in- 
stance. 

(2)  The  need  for  the  proposed  regu- 
latory program  to  accomplish  the  de- 
clared objectives  of  the  act. 

(3 )  The  provisions  which  should  be  in- 
corporated in  any  marketing  agreement 
and  order  adopted,  such  as: 

(a)  Defining  of  such  terms  as  "Secre- 
tary", "act",  "person",  hops',  "hop 
product",  "grower",  "dealer",  "grower- 
dealer",  "brewer",  "handler"',  "handle", 
"consumptive  demand",  "marketing  sea- 
son" and  "Federal-State  Inspection 
service"; 

<b)  Establishing  and  maintaining  an 
administrative  agency  to  conduct  the 
program  operations,  the  granting  of  pow- 
ers and  duties  to  such  agency,  and  the 
providing  for  its  manner  of  conducting 
business; 


(c)  Establishing  and  maintaining  a 
growers  allocation  committee  to  have 
such  duties  and  powers  as  are  expressly 
specified  and  the  establishing  of  proce- 
dure for  its  operation; 

(d)  Establishing  and  maintaining  of 
growers  advisory  committees,  the  delim- 
iting of  election  districts  for  the  selection 
of  committee  members,  and  the  defining 
of  functions  of  the  committees; 

(e)  Prescribing  of  minimum  standards 
of  quality  and  or  maturity,  and  provid- 
ing for  the  inspection  and  certification 
of  merchantable  hops; 

(f)  Controlling  of  surplus  hops,  in- 
cluding: (i)  The  determination  of  a  sal- 
able quantity,  and  providing  for  its  in- 
crease; (ii)  the  appyortionment  of  the  sal- 
able quantity  among  growers,  including 
the  computation  of  a  salable  percentage, 
and  the  establishment  of  preliminary, 
supplementary  and  final  salable  allot- 
ments among  growers;  (iii)  the  certifi- 
cation for  handling;  (iv)  the  limitation 
of  handling  to  certificated  hops  or  hop 
products;  and  (v)  the  diversion  priv- 
products;  and  (v)  the  diversion 
privileges. 

(g)  Providing  for  operational  expenses 
and  the  assessments  to  be  imposed  in 
that  connection; 

(h)  Prohibiting  the  handling  of  hops 
or  hop  products  in  any  manner  other 
than  as  provided  for  in  the  order; 

(i"  Providing  for  the  books  and  rec- 
ords which  handlers  should  keep  and 
the  reports  which  they  should  file; 

(J)  Providing  for  certain  additional 
provisions,  as  set  forth  in  §§986.10  to 
986.21.  both  inclusive,  as  published  in  the 
Federal  Register  (13  P.  R.  6448,  6520)  on 
November  2  and  4,  1948,  which  are  com- 
mon to  marketing  agreements  and  mar- 
keting orders,  namely;  amendments, 
agents,  effective  time  and  termination, 
duration  of  immunities,  separability, 
derogation,  right  of  the  Secretary,  lia- 
bility of  control  board  members,  and  ef- 
fect of  termination  or  amendment,  and 
the  additional  provisions  which  are  ap- 
plicable to  marketing  agreements  alone, 
such  as  counterparts,  additional  parties, 
and  request  for  order. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  aforemen- 
tioned material  issues,  all  of  which  are 
based  on  the  evidence  adduced  at  the 
hearing  and  the  record  thereof,  are  as 
follows : 

(1)  Three  Federal  regulatory  pro- 
grams generally  similar  to  that  now  pro- 
posed operated  in  this  area  from  August 
15,  1938  through  August  31,  1945,  except 
for  a  suspension  of  the  program  for  the 
crops  of  1942  through  1944,  when  the 
price  exceeded  parity.  According  to 
statistical  data  Introduced  by  a  repre- 
sentative of  the  Department  of  Agricul- 
ture and  made  an  exhibit  in  the  hearing 
record,  approximately  l6  perecent  of  the 
quantity  of  hops  available  for  domestic 
consumption  is  normally  consumed 
within  the  area  of  these  four  States,  the 
handling  of  which  is  to  be  regulated  by 
the  proposed  marketing  agreement  and 
order.  Approximately  98  percent  of  the 
hops  produced  are  used  in  the  manufac- 
ture of  beer.  In  1947.  41  brewers  located 
in  Oregon.  California,  and  Washington 
produced  6,470,623  barrels  of  beer,  or 
only  sevent  percent  of  the  total  national 
production  of  91,291,219  barrels.    It  was 
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testified  at  the  hearing  that,  within  the 
four  States  In  this  area  there  is  consid- 
erable interstate  and  intrastate  move- 
ment of  hops;  and  it  was  further  testified 
that  hops  for  such  movement  are  co- 
mingled  with  hops  for  interstate  and 
foreign  movement  to  points  outside  the 
area.  Hops  for  intrastate  and  inter- 
state handling  are  competitive.  It 
would  not  be  practicable  to  regulate  In- 
terstate handling  without  regulating 
intrastate  handling.  The  statistics  re- 
ferred to  above  and  testimony  of  dealers 
Indicate  that  a  very  large  part  of  the  hops 
produced  in  the  area  move  in  interstate 
and  foreign  commerce. 

(2)  Prior  to  the  institution  of  Federal 
regulation  of  the  handling  of  hops,  which 
began  in  1938,  there  were  large  surpluses 
of  this  commodity  in  excess  of  the  then 
current  domestic  needs.  Some  of  these 
surpluses  were  being  carried  over  from 
one  year  to  the  next,  and  some  hops  were 
left  In  the  hands  of  the  growers,  or  in  the 
fields  unharvested.  This  situation  cre- 
ated a  chaotic  marketing  condition.  Tes- 
timony and  statistical  data  submitted  at 
the  hearing  were  to  the  effect  that  in- 
creased wartime  plantings  of  hops,  a  level 
of  Imports  exceeding  those  of  the  war 
period,  the  improbability  of  increasing 
export  outlets,  and  the  possibility  of  de- 
creased domestic  consumption,  make  it 
appear  probable  that  a  price  depressing 
surplus  situation  will  arise  again.  Under 
the  aforementioned  regulatory  program, 
the  undesirable  situation  resulting  from 
surpluses  was  Improved  through  the  es- 
tablishment of  a  salable  quantity  of  hops 
ba.sed  on  the  estimated  con.sumptive  de- 
mand for  such  hops.  The  establishment 
and  enforcement  of  salable  quantity  pro- 
visions in  connection  with  the  con.sump- 
tive demand  for  hops  prevented  a  glut 
in  the  market  in  that  regard.  Testimony 
presented  at  the  hearing  on  behalf  of 
both  growers  and  dealers  was  to  the  gen- 
eral effect  that  the  operation  of  the  pre- 
vious programs  re.«;ulted  in  enhancement 
of  crop  values  and  tended  to  relieve  the 
Industry  of  a  large  part  of  the  difBculties 
caused  by  surpluses.  The  testimony  also 
Indicates  that,  if  a  regulatory  program  of 
this  type  is  not  again  put  into  operation, 
market  conditions  similar  to  those  which 
existed  prior  to  1938  may  again  prevail. 
It  was  further  testified  that  inventories 
of  hops  have  Increased  substantially  in 
the  last  few  years,  that  this  trend  is  likely 
to  continue,  and  that  it  is  necessary  and 
desirable  that  a  surplus  control  program 
be  placed  in  effect.  Statistics  placed  In 
the  record  indicate  that  hop  prices  to 
growers  in  respect  to  parity  have  declined 
each  year  since  1944.  Further,  the  evi- 
dence indicates  that  the  average  price  to 
growers  for  1948  crop  hops  was  less  than 
parity.  The  Bureau  of  Agricultural  Eco- 
nomics' preliminary  estimate  of  the  av- 
erage price  to  growers  for  the  1948  crop 
was  56.2  cents  a  pound  compared  with 
the  January  1948  parit.-  price  of  57.3 
cents.  Testimony  was  to  the  effect  that 
spot  prices  to  growers  for  hops  of  the 
1948  crop  were  considerably  below  par- 
ity, and  that  some  sales  of  seeded  hops 
of  the  1948  crop  were  at  prices  as  low 
as  36  cents  a  pound  to  growers,  with  sales 
of  seedless  hops  at  50  cents  a  pound.  One 
of  the  expressed  primary  objectives  of 


Congress  In  enacting  the  Agricultural 
Marketing  Agreement  Act  is  that  a  pro- 
gram of  this  nature  shall  regulate  the 
particular  commodity  with  a  view  to 
raising  and  maintaining  the  prices  to  the 
growers  thereof  as  near  the  parity  level 
as  Is  practicable  and  consistent  with  the 
Interest  of  the  consumers.  As  has  been 
Indicated,  the  regulatory  program  which 
was  in  effect  and  the  program  which  Is 
being  proposed  are  on  a  basis  which  Is 
designed  and  intended  to  accomplish 
that  objective. 

As  a  result  of  an  amendment  to  the  act 
In  1947,  certain  regulations  can  be  effec- 
tive when  prices  exceed  parity,  as  well  as 
when  prices  are  at  or  below  parity. 
These  regulations  may  be  only  for  the 
purpose  of  establishing  and  maintaining 
such  minimum  standards  of  quality  and 
maturity  and  such  grading  and  inspec- 
tion requirements  for  agricultural  com- 
modities as  will  be  in  the  public  Interest. 
It  was  testified  that  the  adoption  of 
minimum  standards  of  quality  and/or 
maturity  which  would  keep  culls,  and  off- 
grade  hops  from  the  market  at  all  times 
would  be  in  the  interest  of  the  hop  in- 
dustry and  of  the  public.  Under  the 
propo.sed  marketing  agreement  and  order 
for  hops,  only  those  hops  which  meet 
these  minimum  standards  of  quality 
and/or  maturity  will  be  certificated  and 
moved  into  the  channels  of  trade. 

The  quantity  of  hop  products  produced 
at  present  is  inconsequential.  However, 
if  they  should  not  be  Included  under  the 
proposed  program,  their  production  and 
use  would  probably  Increase.  The  regu- 
latory provisions  should  apply  to  any 
product  that  is  derived  from  hops  and 
which  is  able  to  compete  with  hops  in  any 
trade  channels. 

(3>  (a.)  Certain  terms,  applying  to 
specific  individuals,  agencies,  legislation, 
concepts,  or  things,  are  used  throughout 
the  proposed  order.  Those  terms  should 
be  defined  for  the  purpose  of  designating 
specifically  their  applicability,  and  es- 
tablishing appropriate  limitations  of 
their  meaning  wherever  they  are  used, 
and  to  preclude  the  necessity  of  defining 
them  whenever  they  are  used. 

Definitions  of  "Secretary",  "act",  and 
"person",  as  contained  In  the  proposal 
set  forth  In  the  notice  of  hearing,  are 
similar  to  or  identical  with  the  defini- 
tions of  those  terms  which  are  set  forth 
in  other  orders  of  this  nature.  The  defi- 
nition of  "Secretary"  should  include  not 
only  the  Secretary  of  Agriculture  of  the 
United  States,  the  oflBcial  charged  by  law 
with  general  supervision  over  programs 
of  this  nature,  but  also,  in  order  to  recog- 
nize the  fact  that  it  is  physically  impos- 
sible for  him  to  perform  personally  all 
functions  and  duties  imposed  upon  him 
by  law,  any  other  officer  or  employee  of 
the  United  States  Department  of  Agri- 
culture who  Is,  or  who  may  hereafter  be, 
authorized  to  perform  the  duties  of  the 
Secretary.  The  definition  of  "act"  mere- 
ly gives  the  correct  legal  citation  for  the 
statute  pursuant  to  which  regulatory 
programs  of  the  proposed  nature  are 
operated  and  shortens  the  reference 
thereto  wherever  it  is  used  subsequently. 
The  definition  of  "person"  merely  follows 
the  definition  of  that  term  as  set  forth 
in  the  act  for  applicability  wherever  ixich 
term  is  used  therein. 


"Hops"  should  be  defined,  except  as 
otherwise  specifically  indicated  in  the  or- 
der, as  the  pistillate  cones,  either  in  dried 
or  green  state,  of  the  vine  Humulus  lu- 
pulus  or  Humulus  americanus.  grown  in 
the  State.s  of  Oregon,  California,  Wash- 
ington, and  Idaho.  Testimony  shows 
that  hops  grown  commercially  in  these 
four  States  are  limited  to  these  two  spe- 
cies. The  order  will  provide  for  the  esti- 
mation, under  certain  circumstances,  of 
the  quantities  of  unharvested,  or  green, 
hops.  The  commercial  production  of 
hops  In  the  United  States  Is  confined  to 
these  four  States  and  New  York,  and  it 
Is  Improbable  that  such  production  will 
develop,  on  an  appreciable  commercial 
scale,  in  other  States.  The  small  quan- 
tity of  hops  produced  in  New  York,  which 
averaged  approximately  200.000  pounds 
in  1947  and  1948,  or  less  than  one-half 
of  one  percent  of  the  United  States'  pro- 
duction, and  the  distance  from  the  main 
producing  area  In  four  western  States 
make  it  undesirable  to  Include  New  York 
under  the  program.  While,  at  the  pres- 
ent time,  commercial  production  in  the 
west  is  confined  mainly  to  certain  seg- 
ments of  the  four  States,  such  produc- 
tion may  reasonably  be  expected  to  ex- 
pand into  other  segments  of  those  States. 
It  would  not  be  practicable  to  regulate 
the  handling  of  hops  in  any  part  of  the 
proposed  area  without  applying  the  same 
regulation  to  the  remaining  parts  of  such 
area.  The  omission  of  a  part  of  such 
area  from  regulation  would  be  unfair  to 
persons  in  parts  of  the  area  in  which  hops 
are  not  regulated.  It  Is  concluded,  there- 
fore, that  the  four  States,  considered  as 
a  unit,  constitute  the  smallest  practica- 
ble production  area  for  the  purpose  of 
the  proposed  order. 

"Hop  product"  should  be  defined  to  In- 
clude any  substance  which  is  derived 
either  in  whole  or  in  part  from  hops, 
and  which  may  be  used  for  any  purpose 
for  which  hops  are  used.  This  should 
include,  but  is  not  limited  to,  any  form 
of  lupulin,  lupulin  sweepings,  hop  oil, 
or  hop  extracts  or  concentrates. 

The  term  "grower"  should  be  synony- 
mous with  "producer"  and  should  be  de- 
fined so  as  to  Include  hereunder  all  per- 
sons who  are  engaged,  in  a  proprietary 
capacity.  In  the  commercial  production 
of  hops.  This  term  Is  of  primary  Im- 
portance In  determining  the  persons  who 
will  be  eligible  to  vote  in  the  selection 
of  nominees  for  grower  representatives 
on  the  Growers  Advisory  Committees, 
and  the  persons  who  are  eligible  for  selec- 
tion as  grower  repre.sentatives  on  such 
committees  and  on  the  Control  Board. 
Such  a  coverage  will  confine  the  term  to 
those  who  are  Intended,  under  the  act, 
to  be  benefited  by  the  program,  and  Is  in 
accord  with  the  general  understanding 
of  the  term  In  the  hop  industry. 

The  term  "dealer"  should  be  defined  to 
mean  any  person,  other  than  a  grower  or 
brewer,  who  is  a  handler  of  hops  or  hop 
products  for  his  or  its  own  account.  Such 
a  definition  would  cover  thereunder  all 
persons  whom  the  hop  industry  gener- 
ally considers  as  belonging  in  that  cate- 
gory. Brewers  normally  buy  hops  for 
their  own  use,  rather  than  for  resale  to 
others  and  traditionally  they  are  consid- 
ered. In  any  event,  as  being  in  a  separate 
category  from  that  of  dealers.   This  terip 


"dealer"  is  of  primary  significance  In  de- 
termining the  persons  who  shall  be  eli- 
gible to  vote  for  nominees,  and  to  serve 
on  the  control  board.  Growers  and 
brewers  will  be  accorded  their  own  sepa- 
rate representations  and  voice  in  the  ad- 
ministrative machinery.  The  words,  "for 
his  or  its  own  account"  are  included  In 
the  definition  to  limit  It  to  the  owner  of 
the  hops  who  acquires  title  to  hops  and 
subsequently  disposes  of  them,  as  distin- 
guished from  a  broker  or  an  agent.  "Its" 
is  Included  to  cover  an  organization  such 
as  a  Corporation. 

The  term  "grower-dealer"  should  be 
defined  to  mean  any  grower,  other  than 
a  brewer,  who  Is  a  handler  for  his  or  its 
own  account  of  any  hops  or  hop  prod- 
ucts other  than  those  of  his  or  its  own 
production,  except  that  handling  trans- 
actions pursuant  to  §  986.6  (f )  should  not 
be  within  this  definition.  The  proviso 
with  reference  to  the  handling  transac- 
tions pursuant  to  §986.6  <f)  deals  with 
a  special  diversion  privilege,  and  anyone 
engaging  in  that  transaction  should  not 
be  subject  to  the  requirements  of  a  dealer. 
Brewers  are  excluded  for  the  same  rea- 
sons that  they  are  excluded  from  cov- 
erage under  the  term  "dealer."  Such  a 
definition  would  be  in  accord  with  the 
generally  accepted  view  of  the  Industry 
as  to  the  meaning  of  the  term,  and  It  is 
of  Importance  in  determining  who  should 
be  eligible  to  vote  for,  and  serve  as, 
grower-dealer  representatives  on  the 
Control  Board. 

The  term  "brewer"  should  be  defined 
to  mean  any  person  who  uses  hops,  or 
any  hop  product,  in  the  manufacture 
of  malt  beverages  for  commercial  pur- 
poses. Most  hops  are  used  ultimately  in 
the  production  of  malt  beverages,  and 
it  Is  considered  desirable  that  brewers  be 
given  a  voice  In  the  management  of  any 
program  activities.  The  proposed  defini- 
tion would  serve  to  cover  all  persons  who 
are  engaged  In  that  activity.  While  a 
small  percentage  of  hops  and  hop  prod- 
ucts Is  used  In  other  manufacturing  op- 
erations, the  volume  of  such  use  Is  rela- 
tively insignificant,  and  any  similar  rep- 
resentation of  them  in  the  management 
of  the  program  would  be  Impracticable. 
It  was  proposed  at  the  hearing  by  an  at- 
torney representing  the  brewers  that  the 
term  "malt  beverage  manufacturer"  be 
substituted  for  the  term  "brewer".  How- 
ever, no  testimony  or  other  substantia- 
tion In  support  of  such  proposal  was  ad- 
duced at  the  hearing,  and  such  proposal 
Is  hereby  denied.  The  term  "brewer" 
has  a  well  recognized  signification  as 
covering  the  types  of  per.sons  here  In- 
volved, and  has  been  used  in  previous 
marketing  agreements  and  orders  with 
respect  to  hops.  The  term  "brewer"  Is 
In  common  use  in  the  brewing  industry 
Itself,  and  generally  is  included  in  the 
names  of  trade  organizations  of  brewers. 
In  the  brief  on  the  evidence  filed  on  be- 
half of  one  brewer.  It  was  suggested  that 
there  be  included  a  definition  of  "brewer- 
grower".  Such  suggestion  was  predicated 
on  the  contention  that  it  would  be  in- 
equitable to  impose  on  a  brewer  who 
grows  hops  for  his  ovm  use  in  manufac- 
turing operations  the  salable  and  sur- 
plus percentage  restrictions  which  are 
proposed  to  be  Imposed  in  connection 
with  growing  operations  generally. 
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Such  proposal  Is  hereby  denied.  As  will 
appear  hereinafter,  It  Is  concluded  that 
any  brewer  who  grows  hops  should  re- 
ceive the  same  but  no  greater  consid- 
eration as  other  growers.  Since  the  In- 
dicated exemption  Is  not  to  be  granted, 
there  will  be  no  need  for  any  definition 
of  "grower-brewer". 

The  term  "handler"  should  be  defined 
to  Include  any  person  who,  either  per- 
sonally or  through  an  authorized  agent, 
handles  hops  or  any  hop  product,  except 
that  a  person  who  handles  hops  or  hop 
products  which  have  been  previously  cer- 
tificated and  handled  by  another  person 
shall  not  thereby  be  deemed  to  be  a  han- 
dler with  respect  thereto.  The  term  will 
Identify  those  persons  to  whom  the  order 
restrictions  will  apply.  Obviously,  any 
person  who  engages  in  handling  opera- 
tions in  connection  with  hops  or  hop 
products  should  be  considered  as  a  han- 
dler, since  he  Is  the  person  on  whom 
such  restrictions  will  need  to  be  made 
applicable.  In  the  case  of  hops  or  hop 
products  which  have  previously  been  cer- 
tificated and  handled  by  another  han- 
dler, the  acquirer  thereof  will  have  no 
obligation  to  perform  in  that  regard, 
since  such  obligations  would  neces.=arily 
have  had  to  be  met  by  the  first  handler. 

The  term  "handle"  should  be  defined 
to  mean,  except  as  provided  in  §  986.6 
(f>,  (1)  to  market,  ship,  or  transport 
(except  as  a  common  or  contract  car- 
rier for  others )  to  or  for  market,  or  to 
use,  any  hops  or  liop  product,  or  (2)  to 
purchase,  take  consignment  of,  accept 
delivery  of  'except  as  a  common  or  con- 
tract carrier)  in  connection  with  a  pur- 
chase or  sale  or  otherwise  acquire, 
within  the  States  of  Oregon,  California, 
Washington,  or  Idaho,  hops  or  any  hop 
product  from  a  grower  or  any  other  per- 
son. It  Is  purposely  a  broad  definition 
so  as  to  effectuate  enforcement.  The 
first  paragraph  within  the  definition  is 
intended  to  cover  the  acts  specified, 
namely,  to  market,  ship,  or  transport, 
with  the  proviso  to  or  for  market,  or  to 
use  any  hops  or  hop  products.  That 
covers  those  acts  wherever  they  may  be 
done,  whether  within  the  four  States  or 
eLsewhere.  To  illustrate.  If  uncertifi- 
cated hops,  through  some  unlawful  trans- 
action, are  removed  from  the  Pacific 
Coast  area  of  the  four  States,  a  person 
who  performs  an  act  of  shipment  or 
transportation  of  those  uncertificated 
hops,  for  example  from  Chicago  to  New 
York,  Is  committing  an  act  which  violates 
the  order,  and  should  be  subject  to  en- 
forcement under  the  provisions  of  the  or- 
der. The  .second  .subdivision,  which  bas- 
ically relates  to  the  purchasing  or  taking 
consignment  or  taking  delivery  of  hops,  is 
limited  to  the  four  States  within  which 
the  hops  are  produced.  The  initial 
handling  will  cover  the  transaction  for 
all  practical  purpo.'-es  of  the  order.  Com- 
mon or  contract  carriers  of  hops  owned 
by  another  person  should,  for  obvious 
reasons,  be  excluded  from  coverage. 

The  term  "consumptive  demand" 
should  be  defined  to  mean  that  quantity 
of  hops  and  hop  products  (expressed  In 
terms  of  dried  hops)  which  It  Is  antici- 
pated will  l>e  required  In  all  trade  out- 
lets, both  domestic  and  foreign  during 
the  period  September  1  of  the  respective 
year  through  the  following  August  31. 


The  term  should  be  defined,  since  It  will 
be  used  under  the  surplus  control  pro- 
vision, whereby  tlie  Control  Board  will 
be  required  to  estimate  the  total  con- 
sumptive demand  of  hops  produced  dur- 
ing the  respective  12  months.  In  at- 
tempting to  determine  a  .salable  quan- 
tity, it  will  first  be  necessary  to  estimate 
the  approximate  quantity  of  hops  that 
will  be  absorbed  by  the  various  outlets 
for  the  12  months,  and  In  so  doing,  the 
total  estimated  quantity  to  be  absorbed 
by  those  outlets,  both  domestic  and  for- 
eign, will  be  then  knovn  as  the  con- 
sumptive demand.  The  Control  Board, 
under  former  programs,  found  it  con- 
venient and  practicable  to  estimate  con- 
sumptive demand  for  a  12-month  period 
beginning  September  1,  which  i.s  just 
after  the  beginning  of  harvest,  and  it  Is, 
therefore,  a  desirable  beginning  date  for 
the  12-month  period  to  be  covered  by 
the  estimate. 

The  term  "marketing  season"  should 
be  defined  to  mean  the  twelve  months 
from  August  1  to  the  following  July  31, 
both  dates  inclusive.  The  period  is  se- 
lected for  the  reason  that  it  begins  the 
first  of  the  month  in  which  harvesting 
normally  begin.^.  It  is  necessary  to  start 
the  marketing  season  prior  to  beginning 
of  harvest,  so  as  to  include  all  hops  pro- 
duced. This  is  desirable  for  assessment 
and  other  administrative  and  statistical 
purpMDses.  The  same  period  was  used  as 
the  marketing  season  under  the  preced- 
ing marketing  order,  and  proved  to  be 
satisfactory. 

The  term  "Federal-State  Inspection 
service"  should  be  defined  to  mean  that 
inspection  service  on  hops  or  hop  prod- 
ucts which  Is  performed  within  the 
States  of  Oregon,  California,  Washing- 
ton, or  Idaho  by  the  United  States  De- 
partment of  Agriculture  or  by  said  De- 
partment under  a  cooperative  arrange- 
ment with  any  of  such  States  pursuant  to 
authority  contained  In  any  act  of  Con- 
gress. Such  service  is  under  the  super- 
vision of  the  United  States  Department 
of  Agriculture  and  it  may  in  some  In- 
stances be  necessary  for  employees  of  the 
Department  not  working  under  a  coop- 
erative arrangement  to  make  inspections. 
The  meaning  of  the  term  as  herein  used 
should  Include  Inspection  service  per- 
formed by  United  States  Department  of 
Agriculture  employees.  The  definition 
will  merely  shorten  any  subsequent  refer- 
ence to  such  service. 

(b>  The  provisions  of  §  986.2  of  the 
proposed  order,  hereinafter  set  forth,  are 
practicable,  equitable,  and  necessary  to 
establish  an  agency  to  act  in  adminis- 
tering the  proposed  order  under  and  pur- 
suant to  the  act. 

Identification  of  the  aforesaid  agency 
should  be  "Control  Board"  or  "Hop  Con- 
trol Board",  to  refiect  the  administrative 
character  thereof.  Such  board  should 
be  composed  of  18  members  to  provide  a 
broad  base  of  representation  of  grower, 
handler,  and  consumer  interests  over  the 
entire  area,  as  well  as  outside  the  area. 

There  should  be  an  alternate  member 
for  each  member  of  the  board  to  act  in 
the  place  and  stead  of  .such  member 
during  the  member's  absence,  or,  in  the 
event  of  the  member's  death,  removal, 
resignation,  or  disqualification,  until  a 
successor  for  his  unexpired  term  has  been 
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selected  and  has  qualified.  Such  provi- 
sion Is  necessary  to  provide  a  full  commit- 
tee  at  all  times  to  act  on  any  and  all 
problems  presented  to  it.  Each  alternate 
member  of  the  Control  Board  will,  under 
appropriate  circumstances,  be  acting  for 
his  respective  member.  Alternate  mem- 
bers should  meet  the  same  qualifications, 
therefore,  as  the  members.  Nine  mem- 
bers should  represent  growers  of  hops, 
two  should  represent  grower-dealers, 
three  .should  represent  dealers,  and  four 
should  represent  brewers.  The  grower 
members  of  the  Control  Board  should  be 
growers  of  hops  who  are  not  grower- 
dealers,  of  whom  three  should  be  growers 
of  hops  in  and  residents  of  the  States  of 
Oregon  or  Idaho,  three  should  be  growers 
of  hops  in  and  residents  of  the  State  of 
California,  and  three  should  be  growers  of 
hops  in  and  residents  of  the  State  of 
Washington.  Testimony  Indicated  that 
considering  both  volume  of  production 
and  geographical  factors,  grower  repre- 
sentation by  States  as  set  forth  is  equita- 
ble. One  of  the  grower-dealer  members 
of  the  Control  Board  should  be  a  grower- 
dealer  having  his  or  Its  principal  office  in 
that  regard  In  the  States  of  Oregon.  Cali- 
fornia. Washington,  or  Idaho,  and  the 
other  grower-dealer  member  should  be  a 
grower-dealer  having  his  or  Its  princi- 
pal office  in  that  regard  outside  of  such 
States.  Evidence  Indicated  that  this  di- 
vision of  grower-dealer  membership  Is 
fair  and  equitable.  Each  of  the  three 
dealer  members  of  the  Control  Board 
should  be  a  dealer  In  hops.  An  officer, 
agent,  or  employee  of  a  business  unit 
other  than  an  Individual  person  should  be 
eligible  for  membership  or  alternate 
membership  on  the  Control  Board  in  the 
category  in  which  such  business  unit  be- 
longs pursuant  to  the  provisions  hereof. 
No  person  should  be  selected  as  a  mem- 
ber or  alternate  member  of  the  Control 
Board  who  is  not  actively  engaged,  as  his 
principal  business  occupation,  in  the 
business  of  the  group  which  he  repre- 
sents, and  may  be  an  officer,  agent,  or 
employee  of  a  business  unit  engaged  in 
such  business.  No  person  should  be  se- 
lected who  Is  not  actively  engaged  as  a 
principal  occupation  in  the  group  which 
he  represents,  in  order  that  the  repre- 
sentative would  be  familiar  with  the 
problems  of  the  business. 

It  should  be  provided  that  initial  mem- 
bers and  alternate  members  of  the  board 
be  selected  as  soon  as  reasonably  prac- 
ticable after  the  effective  date  of  the 
order  to  assure  establishment  of  the  ad- 
ministrative machinery  in  time  to  permit 
the  early  and  efficient  operation  of  the 
order.  The  original  members  of  the 
Control  Board,  and  their  respective  alter- 
nates, should  be  selected  by  the  Secre- 
tary, subject  to  the  requirements  as  to 
district  representation,  occupation,  and 
residence  which  are  previously  men- 
tioned, and  should  .serve  for  a  term  end- 
ing on  March  31.  1950,  except  that,  if  the 
respective  successor  to  such  original 
member  or  alternate  member  has  not 
been  selected  and  qualified  by  March  31, 
1950.  such  original  member  or  alternate 
member  should  serve  until  his  respective 
successor  has  been  selected  and  has  qual- 
ified. For  the  consideration  of  the  Sec- 
retary in  making  such  selection,  it  should 
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b«  provided  that  nominations  for  original 
members  and  alternate  members  of  the 
Control  Board  may  be  submitted  to  him 
not  later  than  the  date  on  which  this 
order  Is  Issued  by  the  Secretary,  but  may 
be  submitted   prior   thereto.    Nomina- 
tions for  the  original  nine  grower  mem- 
bers and  their  alternates  should  be  made 
by  any  grower,  or  by  any  association  or 
other  group  of  growers.   Nominations  for 
the  original  two  grower-dealer  members 
and  their  alternates  should  be  made  by 
any  grower-dealer,  or  by  any  group  of 
grower-dealers.     Nominations    for    the 
original  four  brewer  members  and  their 
alternates  should  be  made  by  any  brewer, 
or    by    any    organization    of    brewers. 
Nominations  for  the  original  three  dealer 
members  and  their  alternates  should  be 
made  by  any  dealer,  or  by  any  group  of 
dealers.    However,    the    Secretary,    in 
making  his  selection  of  the  original  mem- 
bers and  their  alternates  should  not  be 
bound  to  make  such  selections  from  nom- 
inations  thus  received,   but  he  should 
make  such  selections  in  his  discretion. 
This  provision  Is  necessary  to  permit  the 
Secretary  to  exercise  his  sound  discretion 
In  discharging  such  duty.    In  designat- 
ing the  original  members  and  alternates, 
the  date  March  31.  1950  was  selected  as 
the  end  of  the  term  of  the  original  mem- 
bers, because  it  would  be  at  a  time  when 
the  marketing  of  the  1949  crop  would  be 
about  completed,  yet  sufficiently  In  ad- 
vance of  the  1950  crop  marketing  season 
to  permit  the  proper  organization  of  the 
new  board  and  to  enable  the  new  mem- 
bers to  become  familiar  with  their  duties 
In  administering  the  order.    It  is  neces- 
sary to  make  special  provisions  for  the 
nominations  of  the  original  members  and 
alternates  since  there  will  not  be  suffi- 
cient time  between  the  effective  date  of 
the  order  if  such  order  is  made  effective, 
and  the  beginning  of  operations  for  the 
1949  crop  marketing  season,  to  permit  the 
procedure  for  selecting  successor  mem- 
bers to  be  followed.    It  will  be  necessary 
to  have  the  Control  Board  appointed  and 
organized  for  action  within  a  few  weeks 
after  the  effective  date  of  the  order  which 
the  proponents  have  testified  should  be 
not  later  than  May  1.  1949. 

According  to  the  proposed  order  and 
evidence  presented  at  the  hearing,  it  Is 
believed  that  a  two  year  period  of  office 
would  be  most  equitable  and  practicable 
for  all  terms,  excepting  that  of  the  initial 
board,  which  should  serve  through  March 
31.  1950.  A  period  shorter  than  two 
years  for  successor  boards  would  require 
unnecessary  and  burdensome  elections 
and  would  not  permit  board  members  to 
use  gained  experience  most  effectively. 
A  longer  period  would  make  It  difficult 
for  the  Industry  to  reflect  its  desires  for 
changes  in  membership.  A  member 
should  be  eligible  for  selection  for  a  suc- 
ceeding term.  The  term  of  office  for 
succe.>sor  members  and  alternates  should 
commence  April  1,  1950,  and  thereafter, 
the  members  and  alternates  should  serve 
for  terms  of  two  years  ending  March  31 
or  until  such  time  thereafter  as  their 
successors  have  been  selected  and  have 
qualified.  Selection  of  successor  mem- 
bers of  the  Control  Board  and  their  al- 
ternates should  be  made  by  the  Secre- 
tary for  each  of  the  aforementioned 
groups  from  the  nominations  submitted 


for  that  purpose  by  the  respective  groups 
and/or  from  among  other  qualified  per- 
sons. Such  nominations  for  each  re- 
spective group  should  be  made  to  the 
Secretary  on  or  before  March  1  of  each 
election  year  In  the  manner  hereinafter 
described.  March  1  was  selected  as  the 
last  day  for  making  nominations  by  the 
groups  entitled  to  make  them  to  the  Sec- 
retary In  order  to  permit  the  Secretary 
sufficient  time  to  make  such  Investiga- 
tions as  he  might  wish  prior  to  appoint- 
ment. 

In  nominating  the  grower  members, 
each  of  the  growers  Advisory  Commit- 
tees, established  pursuant  to  5  986.4  of 
the  order,  should  nominate  to  the  Secre- 
tary the  names  of  three  qualified  per- 
sons as  grower  members,  and  three  qual- 
ified persons  as  their  alternates,  from 
the  State  or  States  represented  by  the 
respective  committee.  The  persons  re- 
ceiving in  consecutive  order  the  highest 
number  of  votes  for  members  should  be 
the  nominees  for  members  of  the  respec- 
tive committees,  and  a  corresponding 
provision  should  apply  to  nominees  for 
alternate  members.  The  grower  mem- 
bers. In  order  to  qualify,  should  conform 
to  the  requirements  described  in  sec- 
tion 986.2  <a)  of  the  proposed  order.  In 
the  election,  each  Advisory  Committee 
member  should  have  one  vote.  This  was 
the  method  used  In  previous  orders  for 
election  of  grower  members  and  alter- 
nates and  was  found  to  be  generally  sat- 
isfactory. If  a  growers  Advisory  Com- 
mittee votes  upon  more  than  three  pros- 
pective nominees,  the  three  receiving  the 
highest  number  of  votes  would  be  the 
persons  to  be  nominated  to  the  Secre- 
tary as  board  members.  A  similar  pro- 
vision should  apply  to  nominations  for 
alternates.  It  Is  fair  and  equitable  that 
persons  receiving  the  highest  number  of 
votes  should  be  the  nominees  of  the 
committees. 

In  nominating  the  grower-dealer  mem- 
ber. Western,  the  grower-dealers  whose 
principal  offices  are  within  the  States  of 
Oregon.  California,  Washington,  or 
Idaho,  should  nominate  to  the  Secretary, 
by  means  of  an  election  in  which  all  <and 
only)  such  grower-dealers  are  permitted 
to  participate,  on  the  basis  of  one  vote 
for  each  full  bale  of  hops  (Including  hop 
products  expressed  In  terms  of  dried 
hops)  handled  by  the  particular  grower- 
dealer  during  the  next  preceding  market- 
ing .season,  one  qualified  person  as  the 
grower-dealer  member,  and  one  quali- 
fied person  as  his  alternate. 

In  nominating  the  grower-dealer  mem- 
ber. Eastern,  the  grower-dealers  whose 
principal  offices  are  outside  the  States  of 
Oregon,  California,  Washington,  or 
Idaho,  should  nominate  to  the  Secre- 
tary, by  means  of  an  election  In  which 
all  (and  only*  such  grower-dealers  are 
permitted  to  participate,  on  the  basis 
of  one  vote  for  each  full  bale  of  hops 
•  including  hop  products  expressed  in 
terms  of  dried  hops*  handled  by  the  par- 
ticular grower-dealer  during  the  next 
preceding  marketing  season,  one  quali- 
fied person  as  grower-dealer  member, 
and  one  qualified  person  as  his  alter- 
nate. This  method  was  developed  un- 
der previous  orders  and  was  found 
to  be  generally  satisfactory.  Certain 
grower-dealers  handle  large  quantities. 
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To  insure  fair  representation  on  the 
Board,  it  is  desirable  and  equitable  to 
provide  for  voting  on  the  basis  of  vol- 
ume handled.  The  Eastern  and  West- 
ern grower-dealers  should  be  segregated 
In  selection  of  board  members  and  al- 
ternates In  order  to  assure  all-round  rep- 
resentation. Although  about  three- 
fourths  of  the  grower-dealers  are  lo- 
cated within  the  area.  It  Is  Indicated 
that  considerably  less  than  this  propor- 
tion of  total  grower-dealer  tonnage  Is 
represented  by  such  grower-dealers. 

In  nominating  the  dealer  members,  the 
order  should  provide  that  the  dealers 
should   nominate  to  the  Secretary,  by 
means  of  elections  In  which   all    »and 
only)   dealers  are  permitted  to  partici- 
pate on  the  basis  of  one  vote  for  each 
full  bale  of  hops  (including  hop  products 
expressed  in  terms  of  dried  hops)  han- 
dled by  the  particular  dealer,  as  the  first 
handler  thereof,  other  than  a  grower, 
and  for  that  dealer's  own  account,  dur- 
ing the  next  preceding  marketing  sea- 
.son,   three   qualified   persons   as   dealer 
members  and  three  qualified  persons  as 
their  alternates.    It  was  clearly  indicated 
at  the  hearing  that  it  Ls  intended  that 
only  the  first  dealer  handling  hops  should 
be  entitled  to  votes  accruing  on  said  hops. 
Views  were  presented  at  the  hearing  both 
for  and  apainst  the  voting  by  dealers  on 
the  basis  of  one  vote  per  bale  of  hops 
handled.    An  alternate  recommendation 
was  made  that  voting  be  on  the  basis  of 
one  vote  per  dealer.    The  recommended 
provision  for  one  vote  per  bale  of  hops 
handled   was  used   under  previous   hop 
marketing  agreements  and  orders.    It  Is 
also  the  same  method  that  is  used,  pur- 
.suant  to  the  act,  that  a  marketing  agree- 
ment be  .signed  by  the  handlers  of  not 
less  than  fifty  percent  of  the  commodity 
covered  by  that  agreement  (7  U.  S.  C. 
608c).    This  recognizes  volume  handled 
rather   than   the   number   of   handlers. 
Each  dealer  would  be  affected  or  con- 
cerned by  the  marketing  regulations  of 
the  agreement  or  of  the  Control  Board 
to  an  extent  in  proportion  to  the  volume 
of  hops  marketed  by  that  dealer.     One 
of  .such  members  and  his  alternate  should 
be  nominated  by  each  of  the  following 
categories  of  dealers:  (i)  Tho.'^e  handling 
less  than  10.000  bales  of  hops  (including 
hop  products  expre.ssed  In  terms  of  dried 
hops)  during  the  next  preceding  market- 
ing season;  (ii)  those  handling  between 
10.000  and  25.000  bales  of  hops  (includ- 
ing hop  prodi'.cts  expressed  in  terms  of 
dried  hops)   during  the  next  preceding 
marketing  season;  and  (ill)  those  han- 
dling over  25,000  bales  of  hops  (including 
hop  products  expressed  In  terms  of  dried 
hops)  during  the  next  preceding  market- 
ing season.     Selection  of  dealer  mem- 
bers and  alternates  based  on  the  nomi- 
nation of  one  dealer  member  and  one 
alternate    by    each    of   three    handling 
groups  is  recommended  as  the  most  prac- 
tical means  of  as.suring  equitable  repre- 
.sentation  of  all  dealers.    Under  previous 
hop  marketing  agreements  and  orders, 
the  method  of  .selection  of  dealer  mem- 
ber nominees  was  developed  through  reg- 
ulations adopted  by  the  Control  Board. 
Under    that    arrangement     all  dealers 
voted    on    all    dealer    member    nomi- 
nees   on    the    basis    of    one    vote    for 
each  bale  handled  by  the  dealer  voting. 
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Segregating  the  dealers  into  three  voting 
groups  In  accordance  with  the  volume 
handled  by  each  would  assure  represen- 
tation of  large,  medium,  and  small  vol- 
ume dealer  groups  on  the  Control  Board. 
Grower-dealers  are  not  Included  as  deal- 
ers, since  they  are  generally  recognized 
In  the  Industry  as  being  a  distinct  group. 
Nominations  for  the  brewer  members 
of  the  Control  Board  should  be  made  by 
the  two  leading  brewer  trade  organi- 
zations representing  practically  all  do- 
mestic brewers.  However,  nominations 
should  also  be  allowed  from  any  indi- 
vidual brewer  or  other  groups  of  brew- 
ers. Each  of  the  two  organizations  men- 
tioned below  should  nominate  two  brewer 
members.  This  would  give  the  same  nu- 
merical representation  as  the  brev;ing  in- 
dustry had  on  previous  Control  Boards 
under  previous  marketing  orders  and  It 
is  felt  that  it  would  give  adequate  oppor- 
tunity for  counsel,  advice,  and  collabora- 
tion of  the  consumers  of  hops  in  the  ad- 
ministration of  the  order.  A  change  was 
recommended  in  briefs  filed  which  pro- 
posed that  nine.  Instead  of  four,  brewer 
representatives  be  provided  for.  or  that 
brewer  representatives  be  eliminated. 
Four  brewer  members  for  repre.senta- 
tion  on  the  Hop  Control  Board,  and  their 
respective  alternates,  should  be  selected. 
It  should  be  provided  that  two  of  such 
nominations  for  members  and  their  re- 
spective alternates  may  be  made  to  the 
Secretary  by  The  United  States  Brewers 
Foundation,  Inc.,  whose  present  office  ad- 
dress is  21  East  Fortieth  Street,  New  York, 
N.  Y.,  :.nd  two  such  nominations  for  mem- 
bers, and  their  respective  alternates  may 
be  made  by  the  Small  Brewers'  Associa- 
tion, whose  pre'cnt  office  address  Is  188 
West  Randolph  Street,  Chicago,  Illinois. 
However,  nominations  should  also  be  ac- 
cepted from  any  brewer  or  from  any  other 
associations  or  groups  of  brewers. 

The  foregoing  conclusions  as  to  the 
representation  by  groups  follows  the  pro- 
po.sal  set  forth  in  the  notice  of  hearing 
and  contended  for  at  the  hearing  with 
minor  exceptions.  These  follow  the  basis 
of  representation  which  was  followed  un- 
der previous  orders,  except  that  It  pro- 
vides for  one  additional  grower  member 
and  one  additional  dealer  member.  This 
is  recommended  to  facilitate  a  more 
complete  and  equitable  representation 
for  producers  in  all  hop  producing  dis- 
tricts and  for  the  dealers  of  all  volume 
groups.  Under  earlier  hop  marketing 
agreements  and  orders  there  were  two 
grower  members  selected  from  each  of 
the  principal  State  areas,  and  the  two 
additional  ones,  making  a  total  of  eight, 
were  selected  to  represent  the  area  as 
a  whole  by  the  six  who  had  been  pre- 
viously selected.  It  was  felt  desirable 
to  more  completely  represent  all  of  the 
State  areas  and  to  have  such  selection 
obtained  through  direct  recommendation 
from  those  States  as  nearly  as  possible. 
By  the  addition  of  one  grower  member, 
this  was  obtained  by  then  permitting 
three  from  each  area.  The  State  of 
Idaho,  which  under  the  last  previous 
marketing  agreement  and  order  was  in- 
cluded with  the  State  of  Washington,  is 
now  proposed  to  be  Included  with  the 
State  of  Oregon.  Since  there  Is  now 
some  production  of  hops  In  the  State  of 
Oregon    Immediately    adjacent    to    the 
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Idaho  production  district,  and  since  sim- 
ilar conditions  prevail  In  these  two  dis- 
tricts, Idaho  should  properly  be  Included 
with  Oregon.  Spokesmen  for  different 
sections  of  the  area  testified  that,  in  their 
opinion,  the  aforesaid  representation 
constitutes  a  fair  and  equitable  distribu- 
tion among  interested  parties,  and  takes 
due  consideration  of  respective  volumes 
of  hops  handled  by  the  several  groups 
of  dealers.  Growers  receive  considera- 
tion by  geographical  representation.  In- 
asmuch as  the  consumers  are  almost  en- 
tirely limited  to  the  brewers,  it  was  felt 
that  their  representatives  on  the  board 
would  be  of  benefit  to  the  industry. 

Each    election    for    the    purpose    of 
nominating    grower,  grower-dealer    and 
dealer    members    or    alternates    of    the 
Control  Board  to  succeed  those  whose 
terms  of  olSce  expire  on  March  31   of 
any  year,  should  be  held  on  or  before 
the  preceding  March  1,  and  should  be 
conducted  and   supervised  by   the  Con- 
trol Board.    The  proposal  that  the  Con- 
trol Board  will  supervise  the  elections 
of  nominees  for  successor  members   is 
the   most   practical  means    of  in.suring 
prompt    and     proper     development    of 
these    nominations.      In    the    provision 
for  electing  the  nominees  for  member- 
ship,   the    date   March    1    was   recom- 
mended at  the  hearing  instead  of  Feb- 
ruary 15  as  stated  in  the  proposed  order 
as  the  date  prior  to  which  an  election 
must  have  been  held  for  the  purpose  of 
selecting   the   nominees.     Inasmuch   as 
the  Growers'  Advisory  Committees,  here- 
inafter  described,   have   a   deadline   of 
February  1  for  their  election,  a  date  of 
February  15  for  elections  by  these  com- 
mittees would  only  allow  15  days  in  which 
they  could  organize  and  nominate  Con- 
trol Board  candidates,  and  inasmuch  as 
there  are  two  months  left  between  Feb- 
ruary 1  and  March  31.  it  was  felt  de- 
sirable to  divide  that  period  evenly  in 
order  to  give  one  month  in  each  of  those 
periods.    The  date  of  March  31   as  a 
termination  date  for  Control  Board  mem- 
bers is  sufficiently  in  advance  of  the  .start 
of  the  new  marketing  season  so  that  the 
new  Board  might  organize  so  as  to  be 
properly  prepared  to  carry  out  the  func- 
tions during  the  next  year.     Regulations 
prescribing  the  method  or  modes  and 
rules    governing    elections    should,    of 
cour.se.  be  approved  in  ample  time  prior 
to  these  elections  so  that  they  may  be 
properly  carried  out  and  that  is  the  jus- 
tification for  the  Control  Board's  recom- 
mending such  rules  to  the  Secretary  by 
November     1.    1949.     Sich    reculations 
should  assure  to  all  persons  eligible  to 
take  part  in  such  elections  reasonable  op- 
portunity to  select  candidates  and  to  vote 
for  nominees.     Regulations  as  are  ap- 
proved by  the  Secretary  should  govern 
each  such  election.    Following  the  elec- 
tions the  nominees  should  properly  be 
reported  to  the  Secretary  by  the  Control 
Board  In  order  that  he  may  make  his 
investigations  and  findinfs. 

A  time  limitation  should  be  placed  on 
nominations,  and  in  the  event  any  of  the 
group  nominations  are  not  submitted  to 
the  Secretary  within  20  days  after  the 
time  hereinbefore  specified,  the  Secretary 
should  be  authorized  to  select  each  such 
member  or  alternate  without  waiting  for 
the  nomination  or  nominations  to  be 
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made.  This  time  limitation  on  nomina- 
tions is  essential  to  allow  the  Secretary 
to  act  on  appointments  within  the  nec- 
essary length  of  time.  If  the  Control 
Board  should  fail  to  carry  out  its  desig- 
nated function  in  making  nominations, 
the  Secretary  would  not  be  precluded 
from  filling  the  places  for  the  coming 
year.  The  20  additional  days  allowed 
for  submitting  nominations  to  the  Sec- 
retary is  a  grace  period  to  provide  for 
unforeseen  delays  in  placing  the  nomi- 
nations before  the  Secretary.  For  prac- 
tical operation  it  should  be  provided  that 
in  the  event  no  qualified  person  is  avail- 
able from  any  category  in  any  such 
group,  the  Secretary  may  appoint  such 
member  or  alternate  from  another  cate- 
gory within  such  group. 

Each  person  selected  as  a  member  or 
alternate  of  the  Control  Board,  includ- 
ing original  members  and  alternates, 
should  promptly  qualify  by  filing  with 
the  Secretary  a  written  acceptance  of 
the  appointment.  The  failure  of  an  ap- 
pointee to  qualify  within  20  days  after 
the  appointment  of  such  person  should 
be  cause  for  the  Secretary  to  appoint  an- 
other person  in  his  stead.  A  longer  pe- 
riod would  cause  delay  in  organization 
of  the  Control  Board  and  its  function- 
ing. The  word  'Qualificsitions"  in  the 
paragraph  heading  was  propo.sed  to  be 
changed  at  the  hearing  to  'Qualifica- 
tion", since  it  refers  to  the  qualification 
as  to  acceptance  In  proper  form  by  each 
member  and  not  to  their  individual  qual- 
ifications as  far  as  their  individual  ca- 
pacity is  concerned.  This  requirement 
would  authorize  the  Secretary  to  re- 
place any  members  or  alternates  who  do 
not  promptly  qualify  under  their  ap- 
pointments. It  was  pointed  out  that  an 
appointed  member  who  did  not  have  suf- 
ficient interest  in  the  matter  to  qualify 
might  not  have  sufficient  Interest  to 
serve  in  this  capacity,  and  It  gives  a 
positive  indication  on  the  part  of  the 
member  so  appointed  that  he  is  willing 
to  serve  If  he  qualifies  according  to  the 
regulations.  An  appointee  should  not  sit 
on  the  board  until  after  he  has  accepted 
his  appointment. 

Each  alternate  should  meet  the  same 
Qualifications,  be  nominated  and  selected 
In  the  same  manner,  and  hold  office  for 
the  same  term,  as  the  member  for  whom 
he  is  alternate.  An  alternate  for  a  mem- 
ber of  the  Control  Board  should,  in  the 
event  of  that  member's  absence,  act  in 
the  place  and  stead  of  that  member; 
and,  in  the  event  of  such  member's  re- 
moval, resignation,  disqualification,  or 
death,  the  alternate  for  such  member 
should  act  in  the  place  and  stead  of 
said  member  until  a  succes.sor  for  the 
unexpired  term  of  said  member  has  been 
selected.  This  provides  for  qualifications 
for  office  by  alternates  on  the  same  basis 
as  that  required  of  members  and  is  con- 
sidered proper,  inasmuch  as  they  are 
the  substitutes  for  the  members  in  case 
the  members  cannot  serve.  It  is  desir- 
able that  some  qualified  person  be  pre- 
pared and  continue  to  be  in  touch  with 
the  problems  of  the  Control  Board,  so 
that  if  it  becomes  necessary  to  act  in 
the  place  of  the  active  member,  he  may 
take  over  the  duties  at  once  and  be  able 
to  carry  them  out  properly.  By  this 
provision  under  previous  orders  attend- 
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ance  at  Control  Board  meetings  and  par- 
ticipation by  a  full  membership  was 
nearly  always  possible. 

Provision  should  be  made  for  substi- 
tutes for  members  or  alternates.  It 
should  be  provided  that  in  the  event  any 
member  of  the  Control  Board  and  his 
alternate  are  both  unable  or  fall  to  at- 
tend a  meeting  of  the  Control  Board,  any 
alternate  for  any  other  member  of  the 
same  group  as  that  represented  by  the 
absent  member  may  be  designated  by  the 
absent  member  to  serve  in  the  stead  of 
the  absent  member,  or  pending  such  des- 
ignation the  Secretary  may  designate 
such  temporary  substitute.  The  pro- 
posed agreement  and  order  Included  a 
provision  that  "in  the  event  such  other 
alternate  cannot  attend,  or  there  is  no 
such  other  alternate,  then  the* absent 
member,  or  In  the  event  of  his  disability 
or  a  vacancy,  his  alternate,  may  designate 
a  temporary  substitute  to  attend  such 
meeting  with  the  power  to  act  in  the  place 
and  stead  of  that  member."  Testimony 
at  the  hearing  was  to  the  effect  that  in 
previous  marketing  agreement  and  order 
programs  on  hops  this  provision  had 
never  been  Invoked.  The  request  for  in- 
clusion of  this  provision  in  the  agreement 
and  order  should  be  denied.  Inasmuch  as 
past  experience  indicater  that  It  Is  un- 
necesary. 

To  fill  any  vacancy  which  occurs  by 
reason  of  the  failure  of  any  p>erson.  se- 
lected as  a  member  of  the  Control  Board 
or  as  an  alternate  member  thereof,  to 
qualify,  or  the  death,  removal,  resigna- 
tion, or  disqualification  of  any  qualified 
member  or  alternate  member  of  the  Con- 
trol Board,  a  successor  for  his  unexpired 
term  of  office  should  be  nominated  and 
selected  In  the  manner  (Insofar  as  is  ap- 
propriate) herein  specified  for  the  nomi- 
nation and  selection  of  succes.sors  to  the 
Initial  members  and  alternate  members 
of  the  Control  Board  representing  the 
same  industry  group  as  was  represented 
by  the  respective  member  or  alternate 
member  thus  to  be  succeeded.  In  the 
event  such  nomination  for  vacancy  Is  not 
made  within  30  days  after  the  beginning 
of  the  vacancy,  the  Secretary  should  be 
allowed  to  select  a  person  to  fill  such  va- 
cancy without  waiting  for  the  nomina- 
tion to  be  made.  This  provides  for  the 
filling  of  vacancies  in  the  same  manner  as 
was  used  in  nomination  and  appointment 
of  original  members  and  alternates,  ex- 
cept that  less  time  Is  Indicated  and  In  the 
election  of  Individual  nominees  much  less 
time  should  be  required.  The  proposed 
agreement  and  order  provided  for  20  days 
In  which  to  effect  a  nomination.  This 
should  be  changed  to  30  days  as  proposed 
at  the  hearing.  In  view  of  the  fact  that  It 
might  be  necessary  to  hold  elections  for 
this  purpose. 

The  members  of  the  Control  Board, 
and  their  respective  alternates,  should 
serve  without  compensation,  but  should 
be  reimbursed  for  expenses  necessarily 
Incurred  In  the  performance  of  their 
duties  as  prescribed  in  the  order.  It  la 
felt  proper  that  they  should  not  be  con- 
sidered as  salaried  employees.  They  are 
representatives  serving  the  Industry  and 
in  most  cases  are  recommended  by  the 
Industry  and  are  charged  with  and  have 
accepted  the  responsibilities,  of  a  general 
service  nature,  for  which  compensation 


is  not  ordinarily  made.  They  should 
not.  however,  be  burdened  with  the  nec- 
essary expenses  Incidental  to  such  serv- 
ice. These  incidental  expenses  would 
Include  necessary  traveling  expenses, 
living  and  hotel  expenses  while  en  route 
to  and  in  attendance  at  Control  Board 
meetings,  and  while  attending  to  other 
duties  necessary  In  properly  carrying  out 
their  Board  responsibilities.  It  is  not 
contemplated  that  this  would  preclude 
compensating  a  person  who  might  be  em- 
ployed in  other  hop  work,  even  with  the 
Control  Board.  The  prohibition  against 
compensation  for  a  member  or  alternate 
member  of  the  Control  Board  extends 
only  to  his  services  bh,  such  a  member  of 
the  Control  Board  and  not  in  any  other 
capacity  in  which  he  may  be  employed. 

The  Control  Board  should  be  given 
those  specific  powers  which  are  set  forth 
in  section  8c  (7)  (C)  of  the  Agricul- 
tural Marketing  Act  of  1937.  as  amended, 
£is  ones  which  may  properly  be  granted 
an  administrative  agency  of  the  proposed 
nature. 

The  Control  Board  should  be  given, 
among  others,  certain  specific  duties. 
The  Control  Board  should  act  as  inter- 
mediary between  the  Secretary  and  any 
grower,  handler,  dealer,  grower-dealer, 
or  brewer.  It  Is  logical  that  the  Con- 
trol Board  should  act  as  such  interme- 
diary in  such  dealings.  It  Is  not  in- 
tended that  the  Control  Board  be  an 
exclusive  channel  of  communication 
with  respect  to  these  matters  between 
the  Secretary  and  the  industry.  An  in- 
dividual should  be  permitted  to  appeal 
directly  to  the  Secretary  on  any  matter. 
The  Control  Board  should  keep  minutes, 
books,  and  other  records  which  will 
clearly  refiect  all  of  its  acts  and  trans- 
actions, and  which  should  be  subject  at 
any  time  to  examination  by  the  Secre- 
tary or  his  designated  representative. 
This  is  necessary  for  assurance  of  the 
maintenance  of  proper  records.  It 
should  be  provided  that,  subject  to  the 
prior  approval  of  the  Secretary,  the  Con- 
trol Board  be  permitted  to  make  scien- 
tific and  other  studies  and  to  conduct 
research  appropriate  in  connection  with 
the  performance  of  its  official  duties. 
It  is  contemplated  that  the  scientific 
studies  or  research  which  might  be  un- 
dertaken with  the  approval  of  the  Sec- 
retary would  be  limited  to  subjects  hav- 
ing primary  concern  with  the  admin- 
istration of  the  order.  The  Control 
Board  should  gather  and  assemble  data 
on  the  growing,  handling,  shipping,  and 
marketing  conditions  relative  to  hops 
and  hop  products,  appropriate  or  de- 
sirable in  connection  with  the  perform- 
ance of  Its  official  duties.  In  order  that 
the  Control  Board  may  be  properly  in- 
formed on  conditions  of  supply  and 
demand,  upon  yields  and  acreages,  and 
other  information,  it  must  necessarily 
have  these  data.  The  data  thus  as- 
sembled on  the  growing,  handling  and 
marketing  conditions  should  be  made 
available  to  the  industry,  except  insofar 
as  it  may  involve  the  confidential  statis- 
tics of  a  particular  business  unit  In  the 
Industry.  There  will  be  considerable  in- 
formation which  the  Control  Board 
should  properly  furnish  the  Secretary  In 
the  regular  performance  of  Its  duties 
without  a  specific  request.    The  Board 
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should  also  furnish  to  the  Secretary  such 
available  information  with  respect  to 
hops  as  it  may  deem  appropriate.  Fur- 
ther, there  Is  a  possibility  that  the  Sec- 
retary might  desire  additional  informa- 
tion or  information  of  a  special  nature 
which  the  Control  Board  might  possess 
but  had  not  furnished,  and  which  should 
be  furnished,  at  the  Secretary's  request. 
The  wording  of  this  paragraph  in  the 
proposed  order  as  published  in  the  hear- 
ing notice,  should  be  changed  to  provide 
for  the  furnishing  of  information  as 
herein  described.  The  Control  Board 
should  cause  its  books  and  other  records 
to  be  audited  by  one  or  more  competent 
accountants  at  least  once  each  marketing 
season  and  at  such  times  as  the  Control 
Board  may  deem  necessary,  or  as  the 
Secretary  may  request,  and  to  file  with 
the  Secretary  a  copy  of  each  audit  re- 
port made.  The  Control  Board  should 
employ  a  managing  agent  who,  during 
his  employment  as  such,  should  not  be  a 
grower,  dealer,  grower-dealer,  or  brewer, 
nor  In  the  employment  thereof  or  finan- 
cially Interested  in  the  production  of. 
dealing  In.  or  u.se  of  hops  or  hop  prod- 
ucts, and  who  should  serve  as  the  secre- 
tary of  the  Control  Board  and  the  sec- 
retary of  the  Growers  Allocation  Com- 
mittee, and  should  have  such  other 
duties  as  are  specified  for  him  herein  or 
by  the  Control  Board;  and  it  should  em- 
ploy or  retain  such  other  employees, 
agents,  and  representatives  as  it  deems 
necessary,  and  should  determine  the  sal- 
aries and  define  the  duties  of  such  man- 
aging agent,  employees,  agents  and  rep- 
resentatives. Since  the  managing  agent 
would  have  occasion  to  receive  informa- 
tion from  growers,  handlers,  dealers, 
grower-dealers,  and  brewers  which  might 
be  of  a  confidential  nature.  It  would  be 
more  eflfectlve  from  the  standpoint  of 
the  administration  of  the  order  If  the 
managing  agent  therefor  was  entirely 
disinterested  In  the  subject  matter  of 
that  information.  It  would  not  be  con- 
sidered proper,  for  Instance,  for  the  man- 
aging agent  to  own  stocks  or  bonds  In  a 
brewery  because  of  possible  intimation 
or  ImpMcation  of  an  Interest  therein. 
The  Control  Board  should  give  to  the 
Secretary,  or  to  his  designated  repre- 
sentative, the  same  notice  of  meetings  of 
the  Control  Board  as  is  given  to  the 
members  of  the  Control  Board.  This 
allows  the  Secretary  or  his  representa- 
tive an  opportunity  to  attend  and  be 
familiar  with  their  deliberations.  The 
Control  Board  should  issue,  with  the  ap- 
proval of  the  Secretary,  any  regulations 
which  are  necessary  and  appropriate  for 
the  carrying  out  of  the  provisions  of  the 
order  in  accordance  with  Its  terms.  In 
accordance  with  the  powers  common  to 
all  marketing  orders  to  make  rules  and 
regulations  to  effect  its  terms  and  pro- 
visions, it  is  logical  that  the  Control 
Board  should  have  the  power  to  issue, 
with  the  approval  of  the  Secretary,  any 
regulations  which  are  necessary  and  ap- 
propriate for  the  carrying  out  of  the 
provisions.  To  the  extent  that  regula- 
tions Issued  under  this  paragraph  are 
rule-making.  In  accordance  with  the  Ad- 
ministrative Procedure  Act.  opportunity 
would  be  given  to  Interested  persons  to 
participate  In  the  formulation  thereof 
to  the  extent  required  by  law. 
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Certain  procedure  to  be  followed  by 
the  Control  Board  should  be  specified  In 
the  order.  The  Control  Board  should 
adopt  rules  governing  the  performance 
of  its  powers  and  duties,  and  should  se- 
lect a  chairman  and  such  other  officers 
as  It  may  deem  advisable.  Since  the 
board,  as  a  group,  is  to  be  charged  with 
the  responsibility  for  the  administration 
of  the  program,  it  is  rea.sonable  and  log- 
ical that  it  should  be  authorized  to  select 
its  officers  and  employees  to  carry  out 
such  responsibility.  A  quorum  should 
consist  of  twelve  members,  or  alternate 
members  or  substitutes  then  serving  in 
the  place  and  stead  of  any  members,  in 
attendance  at  the  meeting.  This  pro- 
vides for  a  quorum  of  two-thirds  of  the 
total  membership,  which  is  a  substantial 
majority  of  the  membership.  All  deci- 
sions of  the  Control  Board  should  be 
made  by  not  less  than  10  affirmative 
votes.  This  would  prevent  action  from 
being  taken  when  there  was  a  very  small 
attendance.  It  should  be  provided  that 
the  Control  Board  may  vote  by  mail  or 
telegraph  upon  due  notice  to  all  mem- 
bers, and  when  any  proposal  is  sub- 
mitted for  polling  by  such  method,  one 
dissenting  vote  should  prevent  its  adop- 
tion until  submitted  to  a  meeting  of  the 
Control  Board.  It  is  not  always  prac- 
ticable to  convene  when  important  mat- 
ters must  be  considered.  In  such  an 
Instance,  mail  and  telegraph  voting 
should  be  provided.  A  provision  should 
be  Included  to  require  that  In  case  a 
mail  or  telegraph  vote  is  not  imanimous, 
the  matter  must  be  submitted  at  a  Board 
meeting  for  final  action. 

Definite  regulations  governing  the 
funds  and  other  property  of  the  Control 
Board  should  be  prescribed  In  the  order. 
All  funds  received  by  the  Control  Board 
pursuant  to  the  order  should  be  used 
solely  for  the  purposes  specified  in  the 
order.  The  secretary  should  require  the 
Control  Board  and  Its  members  to  ac- 
count for  all  receipts  and  disbursements. 
Whenever  any  person  ceases  to  be  a 
member  or  alternate  member  of  the  Con- 
trol Board,  such  person  should  be  re- 
quired to  account  for  all  receipts  and 
disbur.'sements  hereunder  and  deliver  all 
property,  funds,  books,  and  other  rec- 
ords I  in  his  possession  or  control )  of  the 
Control  Board,  to  his  successor  in  office 
or  to  such  other  person  as  the  Secretary 
may  designate,  and  should  be  required 
to  execute  such  assignments  and  other 
Instruments  as  may  be  necessary  or  ap- 
propriate to  vest  in  such  successor  or  in 
such  designated  person  the  right  to  all 
of  the  property,  funds,  or  claims  vested 
In  such  member.  This  would  insure  that 
the  successor  will  be  promptly  and  prop- 
erly vested  with  the  right  to  all  property, 
funds,  or  claims  vested  In  such  prior 
member,  or  vested  in  the  successor  mem- 
ber. Fidelity  bonds  were  required  of 
those  representatives  and  employees  of 
the  Control  Board  who  had  access  to 
funds  of  the  Control  Board  under  pre- 
vious orders,  and  precautions  were  In- 
voked with  respect  to  Joint  signatures  on 
bank  accounts  which  are  customary 
among  prudent  business  men  imder  like 
circumstances.  It  Is  Intended  that  the 
marketing  agreement  and  order  now 
proposed  would  operate  In  like  manner. 
A  provision  should  be  Included  concern- 
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Ing  legal  action  for  the  collection  of 
assessments.  It  should  be  provided  that 
the  Control  Board  may,  with  the  ap- 
proval of  the  Secretary,  maintain  in  its 
own  name,  or  in  the  names  of  its  mem- 
bers, legal  action  against  any  handler 
for  the  collection  of  assessments  im- 
posed upon  him  pursuant  to  the  provi- 
sions hereof.  Legal  action  by  the  Board 
to  collect  assessments  is  in  accordance 
with  the  provisions  of  the  act. 

(c)  It  should  be  provided  that  the 
Growers  Allocation  Committee  consist  of 
all  grower  and  grower-dealer  members 
of  the  Control  Board.  This  committee 
should  have  such  duties  and  powers  as 
are  expressly  recommended  hereinafter 
and  such  other  duties  and  powers  as  may 
be  incidental  thereto.  The  Growers  Al- 
location Committee  should  be  allowed  to 
incur  only  such  expenses  as,  from  time 
to  time,  are  authorized  by  the  Control 
Board.  The  grower  and  grower-dealer 
members  of  the  Control  Board  should 
constitute  the  Growers  Allocation  Com- 
mittee because  the  performance  of  the 
duties  of  that  Committee  requires  an  in- 
timate knowledge  and  experience  of  the 
production  and  harvesting  of  hops.  It 
would  also  be  inconvenient  or  impossible 
for  the  other  members  of  the  Control 
Board  to  attend  the  necessary  meetings 
of  the  Growers  Allocation  Committee 
and  to  participate  properly  in  its  other 
functions  because  of  their  residences  and 
places  of  business,  in  many  cases  far  re- 
moved from  the  area  to  be  covered  by 
the  order.  The  Control  Board  itself  will 
normally  meet  less  often  and  require  le.ss 
detailed  duties  of  its  members  through- 
out most  of  the  season.  It  is.  of  course, 
proper  that  the  Committee  should  have 
only  such  duties  as  are  expre.ssely  rec- 
ommended hereinafter  and  such  other 
duties  and  powers  as  may  be  incidental 
thereto,  and  that  their  expenses  should 
be  limited  to  those  that  are  authorized  by 
the  Control  Board  from  time  to  time  as 
the  responsible  administrative  body. 

The  Growers  Allocation  Committee 
should  select  one  of  its  members  as  its 
chairman  and  such  other  officers  as  It 
might  deem  advisable.  It  should  keep 
proper  records  of  all  its  proceedings,  and 
should  adopt  regulations  governing  its 
procedure.  It  was  stated  In  the  proposal 
set  forth  in  the  notice  of  hearing  that  the 
committee  might  provide  for  voting  by 
mail  or  telegraph  upon  due  notice  to  all 
members.  Evidence  pre.sented  at  the 
hearing  Indicates  that  a  provision  should 
be  included  to  prohibit  the  transaction  of 
business  by  this  method  in  case  of  dis- 
sent by  one  member  of  the  Committee. 
This  would  be  comparable  to  a  similar 
provision  recommended  in  the  case  of 
the  Control  Board.  The  Growers  Allo- 
cation Committee  will  require  a  chair- 
man, and  may  deem  it  advi.sable  to  ."^elect 
other  officers  in  addition  to  its  secretary, 
which  latter  office  is  to  be  filled  by  the 
managing  agent  in  accordance  with  other 
provisions  of  this  prop>osal.  Proper  rec- 
ords of  the  proceedings  are  necessary,  as 
are  regulations  governing  Its  procedure. 

The  alternate  of  each  grower  member 
or  grower-dealer  member  of  the  Con- 
trol Board  should  have  the  same  right 
to  serve  In  lieu  of  a  member  of  the 
Growers  Allocation  Committee  m  such 
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alternate  has  to  serve  in  lieu  of  a  member 
of  the  Control  Board.  This  is  Justifiable 
since  they  have  the  same  relationship 
to  their  member  on  the  Growers  Alloca- 
tion Committee  as  on  the  Control  Board. 

(d)  The  establishment  and  member- 
ship of  a  Growers  Advisory  Committee 
of  twelve  members  should  be  provided 
for  each  of  the  States  of  Washington  and 
California,  and  of  thirteen  members  for 
the  combined  States  of  Oregon  and 
Idaho.  Each  of  the  said  committees 
should  consist  of  members  who  shall  be 
growers  or  grower-dealers,  or  officers  or 
employees  of  growers  or  grower-dealers, 
engaged  in  growing  hops  in  and  residents 
of  the  State  or  States  for  which  the  re- 
spective committee  is  established.  One 
of  the  members  of  the  Advisory  Com- 
mittee for  the  States  of  Oregon  and 
Idaho  should  be  a  grower,  or  an  officer  or 
employee  thereof,  engaged  in  growing 
hops  in  and  a  resident  of  the  State  of 
Idaho.  There  are  relatively  few  hop 
growers  in  the  State  of  Idaho,  and  this 
provision  should  insure  adequate  repre- 
sentation for  such  growers.  These  Ad- 
visory Committees  should  have  as  their 
purpose  the  providing  of  advice  to  the 
Control  Board  from  their  respective  dis- 
tricts, the  performing  of  such  ministerial 
duties  as  may  be  found  desirable  by  the 
Control  Board,  and  the  acting  as  nomi- 
nating committees  from  their  respective 
districts  for  nominating  grower  members 
of  the  Control  Board.  These  districts 
are  divided  on  a  geographical  basis  so 
that  the  Advisory  Committees  are  repre- 
sentative of  growers  in  all  districts,  and 
thereby  provide  a  representative  nomi- 
nating committee  from  each  State.  The 
number  of  members  is  approximately  the 
same  as  under  previous  marketing  orders, 
and  is  considered  the  proper  basis  as  a 
beginning  under  this  order. 

It  should  be  provided  that  the  original 
members  of  the  Growers  Advisory  Com- 
mittees be  the  members  of  the  existing 
Advisory  Committees  organized  by  the 
United  States  Hop  Growers  Association, 
an  association  of  hop  growers  whose 
present  address  is  Mills  Building,  San 
Francisco,  California.  Each  of  the  origi- 
nal members  should  serve  for  a  term 
ending  on  January  31,  1950.  and  in  the 
event  that  the  respective  person's  suc- 
cessor has  not  been  selected  by  February 
1.  1950,  such  person  should  serve  until 
his  successor  has  been  selected.  In  the 
absence  of  any  definite  organization  at 
the  present  time  to  allocate  membership, 
and  in  view  of  the  fact  that  the  United 
States  Hop  Growers  Association  Is  a  rep- 
resentative for  the  majority  of  the  grow- 
ers in  all  districts,  and  since  it  has  prac- 
tically parallel  committees  at  the  present 
time  to  the  committees  to  be  established, 
it  is  appropriate  that  the  first  members 
of  the  Growers  Advisory  Committees 
shall  be  the  members  of  the  existing  Ad- 
visory Committees  of  the  United  States 
Hop  Growers  Association. 

Successor  members  of  the  Growers 
Advi.sory  Committees,  beginning  with 
those  elected  for  terms  beginning  on  and 
after  February  1,  1950.  should  serve  a 
two-year  term  ending  January  31.  Elec- 
tion should  be  at  meetings  held,  under 
the  supervision  of  the  Managing  Agent 
or  his  designated  representative,  by  the 
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growers  and  grower-dealers  in  each  of 
the  hereafter  designated  districts.  In 
such  election  each  grower  and  each 
grower-dealer  residing  or  producing  hops 
In  the  district  should  have  an  opportu- 
nity to  participate,  and  at  such  election 
should,  on  behalf  of  himself,  his  agents, 
partners,  affiliates,  subsidiaries,  and  rep- 
resentatives, cast  only  one  vote  to  fill 
the  vacancy  or  vacancies  occurring  in 
his  district.  No  grower  or  grower-dealer 
should  vote  in  more  than  one  district  in 
any  one  State.  Voting  should  be  by  bal- 
lot. There  should  be  no  voting  by  proxy. 
The  nominee  having  the  highest  number 
of  votes  should  be  the  member  for  the 
district  or.  in  the  districts  electing  more 
than  one  member,  the  nominees  receiv- 
ing in  consecutive  order  the  highest 
number  of  votes  for  the  number  of  posi- 
tions should  be  the  members  for  that  dis- 
trict. In  the  case  of  a  tie  vote,  where 
vacancies  are  insufficient  to  give  mem- 
bership to  each,  a  run-off  election  should 
be  held  on  the  vacancy  in  question.  A 
person  should  be  allowed  to  vote  in  each 
State  in  which  he  is  a  grower. 

The  State  of  Washington  should  be 
delimited  into  four  election  districts,  as 
follows:  District  No.  1  should  include 
that  portion  of  Yakima  County  lying 
east  of  the  Yakima  River  and  north  of 
Parker  Ridge,  and  all  counties  of  the 
State  of  Washington  not  delineated  in 
other  districts.  District  No.  2  should  in- 
clude Benton  County.  Klickitat  County, 
and  that  portion  of  Yakima  County  lying 
south  of  Parker  and  Ahtanum  ridges. 
District  No.  3  should  include  that  portion 
of  Yakima  County  lying  north  of  Ah- 
tanum Ridge  and  west  of  the  Yakima 
River.  District  No.  4  should  include  all 
counties  of  the  State  of  Washington 
lying  west  of  districts  2  and  3.  or  lying 
west  of  the  Cascade  Mountains.  Grow- 
ers and  grower-dealers  who  reside  or 
produce  hops  in  any  such  district  should 
be  entitled  to  vote  for  and  select  for  that 
district  three  members  of  the  Advisory 
Committee.  This  is  practically  the  same 
delineation  that  was  In  effect  under  pre- 
vious marketing  agreements  and  orders 
and  as  now  used  by  the  United  States 
Hop  Growers  Association.  Under  pre- 
vious marketing  agreements  and  orders 
the  entire  State  was  not  delineated,  but 
only  those  portions  that  then  grew  hops, 
but  it  is  felt  desirable  and  it  was  recom- 
mended at  t^e  hearing  to  Include  the 
entire  State  in  order  to  include  future 
growers  in  other  sections  of  the  State. 
It  Is  believed  that  the  delineation  is  in 
conformity  with  logical  divisions  at  the 
present  time.  Certain  terrain  features 
are  used  to  indicate  boundaries  of  some 
districts.  These  features  are  of  a  definite 
nature  and  it  was  testified  that  there 
would  be  no  difficulty  in  locating  them. 
It  was  further  testified  that  the  four  pro- 
posed districts  are  more  or  less  separate 
production  districts,  and  although  the 
delineations  may  not  be  absolutely  cor- 
rect insofar  as  their  descriptions  are 
concerned,  they  Indicate  without  ques- 
tion the  intent  of  the  area  to  be  included 
In  each  district.  Inasmuch  as  the  pro- 
posed districts  are  set  forth  and  are  final 
for  initial  operation  of  the  order,  the 
order  should,  as  decided  at  the  hearing, 
indicate  the  districts  rather  than  leave 


It  to  the  Washington  Advisory  Commit- 
tee as  provided  for  in  the  proposed  order. 

The  State  of  California  should  be  de- 
limited into  three  election  districts,  as 
follows:  District  No.  1  should  include 
Sacramento  County  and  all  other  coun- 
ties of  the  State  of  California  not  de- 
lineated in  other  districts.  District  No. 
2  should  include  Sonoma.  Napa  and 
Marin  Counties.  District  No.  3  should 
include  Mendocino  and  Lake  Counties. 
Growers  and  grower-dealers  who  reside 
or  produce  hops  in  any  such  district 
should  be  entitled  to  vote  for  and  select 
for  that  district  four  members  of  the 
Advisory  Committee.  This  delineation 
follows  the  method  that  was  used  and 
found  satisfactory  under  previous  hop 
marketing  agrertnents  and  orders  under 
which  the  three  rather  widely  separated 
and  rather  logically  centralized  districts 
were  segregated  into  three  election  dis- 
tricts. The  reason  for  the  inclusion  in 
district  1  of  all  other  counties  not  de- 
lineated in  other  districts  Is  to  automati- 
cally cover  all  counties  in  the  State  of 
California  which  now  or  hereafter  may 
produce  hops.  In  District  No.  2.  at  the 
present  time  there  are  hop  plantings 
only  in  Sonoma  County  but  Napa  and 
Marin  Counties  are  included  because 
they  are  immediately  adjacent  to  and  so 
located  that  they  would  not  be  conveni- 
ently located  in  any  of  the  other  two  dis- 
tricts if  any  planting  should  take  place 
there.  The  geographical  distribution  of 
the  districts  are  the  same  as  or  similar  to 
the  basis  upon  which  advisory  committee 
members  of  the  United  States  Hop 
Growers  Association  have  been  and  are 
selected  and  it  has  been  satisfactory  to 
the  growers  in  California  who  are  mem- 
bers of  that  organization.  Inasmuch  as 
the  proposed  districts  are  set  forth  by 
counties  and  are  definite  in  regard  to  de- 
scription, the  order  should,  as  decided  at 
the  hearing,  Indicate  the  districts  rather 
than  leave  It  to  the  California  Advisory 
Committee  as  was  provided  In  the  hear- 
ing notice  proposal. 

The  States  of  Oregon  and  Idaho 
should  be  delimited  into  twelve  election 
districts  with  respect  to  the  Growers  Ad- 
visory Committee,  as  set  forth  in  the 
notice  of  hearing.  Growers  and  grower- 
dealers  who  reside  or  produce  hops  in 
the  district  which  Includes  the  State  of 
Idaho  should  be  entitled  to  vote  for  and 
select  for  that  district  two  members  of 
the  Advisory  Committee,  one  of  whom 
should  be  a  grower  of  hops  in  the  State  of 
Idaho;  and  growers  and  grower-dealers 
who  reside  or  produce  hops  in  any  of  the 
other  districts  should  be  entitled  to  vote 
for  and  select  for  that  district  one  mem- 
ber of  the  Advisory  Committee.  These 
districts  were  largely  developed  under  the 
first  marketing  agreement  and  order 
and  were  used  under  subsequent  market- 
ing agreements  and  orders  with  revisions 
to  Include  the  State  of  Idaho  and  to  in- 
clude all  portions  of  the  State  in  some 
district  even  though  hops  are  not  now 
grown  there.  District  Number  one 
shoula  be  changed  from  the  description 
shown  in  the  proposed  order  on  the  basis 
of  the  hearing  record  to  Include  Coos 
and  Currie  Counties.  In  the  propxjsed 
agreement  and  order,  these  two  counties 
are  completely  separated  from  the  rest 
of   the  State   by   Counties   in   District 
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Number  1,  and  therefore  should  be  added 
to  that  district.  No  hops  are  produced 
In  these  counties  at  pre.sent,  but  if  there 
should  be  later,  they  would  be  more  prop- 
erly located  in  that  district.  In  order  to 
correct  other  minor  errors  and  to  more 
fully  describe  certain  identifying  fea- 
tures, other  facts  were  Introduced  In  the 
record.  References  to  Federal  highways 
were  changed  to  conform  to  official  desig- 
nation. Other  roads  are  well  known  and 
are  either  Federal.  State,  or  County 
roads.  Testimony  shows  that  "Aral 
Corners"  is  a  very  small  village  at  a  road 
Intersection  and  that  the  "Old  Miller 
Place"  is  a  farm  which  is  well  known  in 
the  area.  In  district  5,  it  was  pointed 
out  that  the  Abiqua  River  is  sometimes 
referred  to  as  the  Abiqua  Creek,  and  that 
"North  Howell  Grange"  is  actually 
"North  Howell  Grange  building"  in  the 
North  Howell  Grange  community.  Er- 
rors in  direction  should  be  corrected  in 
districts  3.  9.  10  and  12.  The  "Mulino 
Section"  is  a  community  known  as 
"Mulino".  In  district  10,  "Jurgen's 
Park"  Is  a  small  park  on  the  Tualatin 
River.  In  district  11.  the  description 
should  be  changed  In  order  that  the 
boundary  line  will  return  to  the  point 
of  beginning.  In  all  references  to  "an 
Imaginary  line"  the  intention  was  to  in- 
dicate a  straight  line;  the  references 
thereto,  therefore,  should  be  changed. 
District  12  should  be  changed  to  Include 
all  other  counties  or  portions  of  counties 
of  Oregon  not  delineated  In  other  dis- 
tricts because  at  the  present  time  this  Is 
the  smallest  producing  district.  This 
would  nece.ssarlly  change  district  7  to 
read  "The  State  of  Idaho  and  Malheur 
County  In  the  State  of  Oregon."  Inas- 
much as  the  propo-sed  districts  are  set 
forth  and  are  final  for  initial  operation 
of  the  order,  the  order  should,  as  recom- 
mended at  the  hearing.  Indicate  the  dis- 
tricts rather  than  a.sslgn  this  duty  to  the 
Oregon-Idaho  Advisory  Committee  as 
provided  for  in  the  proposed  order. 

A  provision  should  be  Included  to  give 
opportunity  for  changes  In  districts.  The 
number  of  districts  or  the  area  covered 
by  each  In  any  State  or  States  should  be 
subject  to  change  in  an  equitable  man- 
ner, giving  consideration  to  quantity  of 
hops  produced,  number  of  growers,  geo- 
graphical characteristics  or  other  factors 
if  the  changes  are  recommended  by  the 
Control  Board  or  Advisory  Committee  for 
such  State  or  States  and  are  approved  by 
the  Secretary.  Such  a  provision  Is  nec- 
essary In  the  event  that  the  nature  of 
production  in  the  various  areas  should 
shift.  It  would  be  po-ssible  to  redistrict 
the  States  in  a  manner  that  would  then 
be  equitable  without  an  amendment  of 
the  order.  A  change  might  be  necessary 
In  the  event  of  shifts  In  the  planting  oU 
hops. 

Provision  should  be  made  in  the  order 
for  each  member  of  an  Advisory  Com- 
mltee  to  designate,  in  writing  addressed 
to  the  managing  agent,  an  alternate  hav- 
ing the  same  membership  qualifications 
as  are  applicable  to  the  member.  Such 
alternate  should  act  at  any  meeting  of 
the  Advisory  Committee  at  which  the 
member  is  not  present. 

A  vacancy  In  the  membership  of  an  Ad- 
visory Committee  should  be  filled,  for  the 
balance  of  the  term  of  the  member  whose 
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place  Is  vacant,  by  a  i>erson  of  the  mem- 
bership qualifications  of  the  former  mem- 
ber, selected  by  majority  vote  of  the  re- 
maining members  of  that  Committee. 

The  members  of  each  Advisory  Com- 
mittee should  be  reimbursed  by  the  Con- 
trol Board  for  all  travel  and  other  ex- 
penses necessarily  incurred  in  the  per- 
formance of  their  duties. 

Each  Advisory  Committee  should 
promptly  nominate  to  the  Secretary  a 
succe.ssor  to  any  grower  from  that  Stat^ 
whose  term  on  the  Control  Board  as  a 
member  or  alternate  expires,  or  whose 
place  on  the  Control  Board  for  any  rea- 
son may  become  vacant.  Grower  mem- 
bers of  an  AdvL-^ory  Committee,  as  well 
as  other  growers,  should  be  eligible  for 
nomination  by  that  Advisory  Committee 
to  serve  on  the  Control  Board.  The  Ad- 
visory Committee  should  act  as  a  nomi- 
nating committee  in  each  State  to  nomi- 
nate to  the  Secretary  candidates  for 
membership  on  the  Control  Board. 
They  also  should  act  In  an  advisory  ca- 
pacity to  the  Control  Board  within  the 
different  districts  of  each  State  in  such 
capacities  as  the  Control  Board  may  find 
necessary  and  desirable.  Each  Advisory 
Committee  should  select  from  its  mem- 
bership a  chairman  and  such  other  of- 
ficers Bs  the  respective  committee  may 
deem  advisable,  and  should  keep  proper 
records  of  all  of  its  proceedings.  It 
should  hold  meetings  after  notice  to  its 
members,  upon  the  call  of  Its  chairman, 
the  Control  Board,  the  managing  agent, 
or  any  four  members.  Each  Advisory 
Committee  should  serve  the  Control 
Board  in  an  advisory  capacity  concern- 
ing the  administration  of  the  order  in  the 
State  or  States  for  which  such  committee 
is  established,  and  in  general  should  per- 
form such  ministerial  functions  as  the 
Control  Board  may,  from  time  to  time, 
specify.  Each  Advisory  Committee 
should  incur  only  such  expenses  as  are 
authorized  by  the  Control  Board. 

(e)  There  has  been  a  gradual  develop- 
ment over  a  number  of  years  toward  rec- 
ognizing quality  standards  in  the  mar- 
keting of  hops.  It  appears  that  all  seg- 
ments of  the  industry  realize  the  Impor- 
tance of  marketing  a  high  quality  hop. 
In  order  to  effectuate  the  declared  policy 
of  the  act,  the  Secretary  should,  after 
consideration  of  the  Control  Board's 
reconmiendations,  prescribe  minimum 
standards  of  quality  for  hops  with  respect 
to  their  leaf  and  stem  content,  or  other 
factors  of  quality  and  maturity  for  which 
grading  and  inspection  procedure  has 
been  developed  by  the  Grain  Branch. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture and  is  in  general  use;  and  should 
prescribe  grading  and  inspection  require- 
ments therefor.  The  term  "leaves  and 
stems."  as  used  herein.  >hould  Include  all 
leaves  and  stems  of  the  hop  plant,  except 
the  stems  (petioles)  which  bear  the  Indi- 
vidual cones,  and  all  extraneous  matter. 
Hop  seeds  which  are  naturally  within  the 
hops  under  ln.<;pectlon  should  not  be  con- 
sidered as  extraneous  matter.  To  aid  the 
Secretary  In  prescribing  minimum  stand- 
ards and  requirements,  the  Control  Board 
should  furnish  to  the  Secretary  the  infor- 
mation upon  which  It  acted  In  recom- 
mending such  standards  and  require- 
ments, and  should  furnish  such  other 
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available  data  pertaining  thereto  as  the 
Secretary  may  request.  At  the  present 
time  some  control  over  quality  is  imposed 
by  the  operation  of  contractual  or  spot 
bargaining  through  the  exercise  of  the 
law  of  supply  and  demand.  In  the  pro- 
posed order  it  is  intended  that  the  pro- 
vision relating  to  quality  standards  will 
be  in  effect  for  an  indefinite  period,  and 
will  operate  regardless  of  whether  the 
price  is  above  or  below  parity.  It  is  pos- 
sible that  the  techniques  of  procedure 
of  the  Grain  Branch  of  the  Production 
and  Marketing  Administration,  United 
States  Department  of  Agriculture,  in  its 
in.^pection  work  might  be  modified  to  con- 
form to  improvements  in  the  industry, 
therefore  it  is  not  intended  or  desirable 
to  freeze  within  the  order  the  detailed 
procedures  and  techniques  to  present 
practices,  thus  precluding  improvement 
other  than  through  an  amendment  of  the 
order  itself.  There  is  a  possibility  that 
it  will  be  desirable  at  a  later  date  to  in- 
clude minimum  standards  on  factors 
other  than  leaf  and  stem  content.  After 
such  other  standards  are  in  general  use 
and  the  Grain  Branch,  Production  and 
Marketing  Administration,  United  States 
E>epartment  of  Agriculture  has  e<;tab- 
lished  inspection  procedure  or  standards 
therefor,  the  Control  Board  may  recom- 
mend to  the  Secretary  that  such  stand- 
ards be  included  in  the  order. 

In  selecting  initial  minimum  stand- 
ards, which  will  be  subject  to  modifica- 
tion if  later  deemed  advisable  and  Justi- 
fied, It  is  intended  that  such  minimiun 
standards  be  generally  acceptable  by  the 
industry  under  varying  conditions.  This 
minimum  standard  must  be  placed  at  a 
point  which  will  be  consistent  with  gen- 
eral demand.  It  is  Intended  that  low 
quality,  culls,  and  offgrade  hops  be  kept 
off  the  market.  Such  unmerchantable 
hops  should  be  disqualified  for  handling 
on  the  basis  of  their  leaf  and  stem  con- 
tent in  any  season,  regardless  of  the  de- 
mand or  price  for  hops.  Testimony  pre- 
sented at  the  hearing  shows  that  most 
contracts  are  written  on  the  basis  of 
about  six  to  eight  percent  leaf  and  stem 
content.  Premiums  in  price  are  usually 
paid  for  hops  with  a  lower  leaf  and  stem 
content,  while  penalties  are  usually  im- 
posed on  hops  with  a  higher  leaf  and 
stem  content.  The  average  leaf  and 
stem  content  of  all  1947  crop  hops  In- 
spected was  6.42  percent.  The  propo- 
nents testified  that  it  was  generally 
agreed  that  under  forseeable  conditions, 
hops  with  over  15  percent  leaf  and  stem 
content  are  of  unmerchantable  quality, 
regardless  of  any  and  all  other  good 
qualities  which  such  hops  might  have 
and  that  the  establishment  of  a  15  per- 
cent limitation  on  leaf  and  stem  content 
would  guard  against  market  competition 
from  unmerchantable  quality  hops  due 
to  this  cause,  and  would  give  both  the 
brewer  consumers  and  practically  all 
growers  some  protection  they  have  not 
previously  had.  They  further  pointed 
out  the  fact  that  the  15  percent  maxi- 
mum leaf  and  stem  content  provision  was 
included  In  the  proposed  order  as  the 
initial  quality  standard  because  It  was 
considered  to  be  as  low  as  necessary  In 
order  to  permit  the  orderly  marketing 
of  a  large  part  of  the  crop.  It  has  been 
demonstrated  in  recent  years  that,  under 
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reasonably  balanced  conditions,  the  con- 
suming trade  does  not  use  any  substan- 
tial quantity  of  hops  containing  more 
than  15  percent  leaves  and  stems.  If 
and  when  It  appears  that  a  diflferent 
maximum  leaf  and  stem  content  should 
be  prescribed,  it  would  be  within  the 
power  of  the  Control  Board  to  recom- 
mend such  a  change  in  the  minimum 
standards,  subject  to  the  approval  of  the 
Secretary.  The  minimum  standard,  on 
the  other  hand,  must  not  result  in  keep- 
ing merchantable  hops  off  the  market 
when  prices  are  above  parity.  While 
utilizing  this  provision  of  the  order  to 
protect  both  the  consumer  and  the 
grower.  It  :s  desirable  and  proper  to  keep 
the  minimum  standard  well  within  es- 
tablished and  accepted  practices  whirti 
can  be  defended  as  not  removing  from 
market  channels  by  this  means  any  hops 
which  may  be  of  merchantable  quality. 
The  proponents  testified  that  they  ques- 
tioned the  advi.sability  of  attempting  to 
establish  an  initial  maximum  leaf  and 
stem  content  substantially  below  15  per- 
cent. To  do  so  would  be  to  declar,e 
as  unfit  for  use  a  considerable  quantity 
of  hops  which  have  moved  in  the  past 
two  to  three  years  while  hop  supplies 
and  demand  have  been  generally^in  bal- 
ance. Some  hops  of  excellent  Equality 
in  regard  to  factors  other  than  leaf  and 
stem  content  but  with  leaf  and  stem 
content  somewhat  above  average  may 
be  more  desirable  and  usable  to  a  buyer 
than  some  other  poorer  quality  hops  in 
regard  to  such  other  factors,  but  with 
relatively  low  leaf  and  stem  content. 
Until  such  time  as  other  standards  and 
requirements  for  leaf  and  stem  content 
are  prescribed  under  §  986.5  of  the  pro- 
posed order,  no  hops  should  be  deemed 
merchantable  or  entitled  to  certification 
which  contain  over  15  percent  by  weight, 
of  leaves  and  stems  as  defined  in 
§986.5  (a>  (1)  of  the  proposed  order, 
and  as  determined  by  the  Federal-State 
Inspection  Service.  The  establishing  of 
the  initial  minimum  standard  of  quality 
with  respect  to  leaf  and  stem  content  at 
15  percent  appears  to  be  justified  by  the 
fact  that  the  Federal-State  inspection 
records  in  the  last  two  crop  years,  rep- 
resenting inspection  of  a  very  high  per- 
centage of  the  crops,  indicated  that  less 
than  one-tenth  of  one  percent  had  a 
leaf  and  stem  content  of  more  than  15 
percent.  This  indicates  that  under  cur- 
rent trade  practices  hops  with  more  than 
15  percent  leaf  and  stem  content,  as  de- 
termined by  the  Federal-State  Inspec- 
tion Service,  are  not  acceptable  to  the 
trade.  The  15  percent  maximum  leaf 
and  stem  content  regulation  Is  expected 
to  be  a  rather  constant  minimum  qual- 
ity, subject  to  the  provision  which  per- 
mits flexibility  to  the  extent  that  the 
Industry  through  the  Control  Board, 
with  the  approval  of  the  Secretary, 
might  find  it  proper  to  make  any  revi- 
sions found  to  be  justified  and  which 
are  In  accordance  with  the  require- 
ments of  the  act.  It  Is  presumed  that 
once  the  agreement  and  order  are  set 
up,  the  Control  Board  would  be  in  posi- 
tion to  make  recommendations  to  the 
Secretary  in  regard  to  desirable  changes. 
Near  the  end  of  the  hearing,  the  propo- 
nents proposed  the  deletion  of  the  pro- 
vision establishing  an  Initial  minimum 


standard,  as  It  was  felt  that  the  Control 
Board  should  recommend  this  standard 
nearer  the  beginning  of  the  season. 
Briefs  filed  also  recommended  the  dele- 
tion of  this  initial  minimum  standard 
provision.  Evidence  presented  at  the 
hearing  appears,  however,  to  justify  re- 
taining the  provision  as  set  forth  in  the 
notice  of  hearing. 

As  authorized  in  the  act.  the  provisions 
of  the  agreement  and  order  relating  to 
minimum  standards  of  quality  and  ma- 
turity, and  to  grading  and  inspection  re- 
quirements, within  the  meaning  of 
section  2  (3)  of  the  act,  and  any  other 
provisions  pertaining  to  the  administra- 
tion and  enforcement  thereof,  should 
continue  in  effect  irrespective 'of  whether 
the  season  average  price  for  hops  is  in 
excess  of  the  parity  level  specified  in 
section  2  (1)  of  the  act. 

Each  grower  should  be  entitled,  upon 
application  to  the  Control  Board  or  its 
representative,  and  subject  to  the  meet- 
ing by  him  of  any  applicable  provisions 
of  §5  986  5  and  986.6  of  the  order,  to  the 
certification  of  hops  harvested  after  the 
effective  date  of  the  order,  Provided,  That 
such  hops  have  been  inspected  by  the 
Federal-State  Inspection  Service  within 
the  States  of  Oregon.  California,  Wash- 
ington, or  Idaho,  and  their  official  certi- 
ficate presented  by  such  grower  showing 
such  hops  to  meet  said  standards  and 
requirements.  Said  Federal-State  in- 
spection should  be  at  the  grower's  ex- 
pense. No  person  should  be  permitted 
to  handle  any  hops  harvested  after  the 
effective  date  of  the  order  unless  such 
hops  have  been  so  qertiflcated  by  the 
Control  Board.  Under  the  present  in- 
spection procedure,  any  fractional  quan- 
tity of  leaf  and  stem  content  Is  adjusted 
downward  to  the  next  lower  whole  num- 
ber. Therefore,  the  hops  that  show  15 
percent  leaf  and  stem  content  after  in- 
spection may  actually  contain  from 
15.00  to  15.99  percent  leaves  and  stems. 

Regulations  as  to  such  certification 
concerning  minimum  quality  should  be 
based  on  Information  placed  on  a 
Federal-State  inspection  certificate  and 
should  include  substantially  the  follow- 
ing wording:  'Hops  covered  by  this  cer- 
tificate are  of  the crop  and  are 

(year) 

covered  by  Federal-State  Inspection 
Certificate  No as  meeting  mini- 
mum standards  of  quality  prescribed 
pursuant  to  applicable  Federal  Market- 
ing Agreement  and  Order."  Such  certifi- 
cation should  be  executed  by  authorized 
representatives  of  the  Control  Board,  the 
grower  and  the  handler.  The  bale  or 
other  container  should  also  be  marked 
or  tagged  to  furnish  proper  identifica- 
tion as  to  producer  and  lot.  Such  pro- 
posal was  included  In  the  notice  of  hear- 
ing. It  was  recommended  at  the  hearing 
that  in  order  to  insure  proper  language 
for  the  carrying  out  of  this  provision 
that  the  following  sentence  be  added. 
"Such  marking  or  tagging  shall  comply 
with  the  requirements  for  marking  in- 
cluded in  §  986.6  (d)  (1)."  which  relates 
to  certification  for  handling  as  being 
within  ttie  salable  quantity.  However, 
there  may  be  some  seasons  in  which  there 
will  be  no  salable  and  surplus  provisions. 
In  this  case  certification  will  cover  mini- 
mum    standards     only.      Briefs     filed 


recommended  that  the  bale  or  container 
not  be  marked  so  as  to  Identify  the 
grower.  Under  present  Inspection  pro- 
cedure the  tag  does  not  bear  the  name 
of  the  grower,  but  It  does  show  a  lot 
number  or  symbol  now  voluntarily  used 
in  the  Industry  to  identify  the  grower  of 
such  hops.  It  is  not  believed  desirable 
to  change  the  present  practice  being 
followed  by  the  industry. 

(f)  Surplus  control  provisions,  i.  e., 
as  represented  by  the  Imposition  of  sal- 
able allotments,  should  be  applied  only 
during  marketing  seasons  In  which  the 
estimated  season  average  price  of  hops 
to  growers  Is  at  or  below  the  parity  level 
specified  in  section  2  (1)  of  the  act. 
Under  the  enabling  act,  provisions  of 
an  agreement  and  order  restricting  vol- 
ume of  sales  of  merchantable  produc- 
tion can  be  in  effect  only  when  the  esti- 
mated season  average  price  is  not  above 
parity. 

The  total  carryover  Is  an  Important 
factor  in  determining  the  salable  quan- 
tity. As  early  in  the  respective  year  as 
It  should  find  to  be  feasible,  but  not 
later  than  August  1,  which  is  just  prior 
to  harvest  time,  the  Control  Board 
should  ascertain  or  estimate  the  total 
carryover,  within  the  United  States,  of 
hops  and  hop  products  expressed  in 
terms  of  dry  hops,  produced  in  or  out- 
side the  area  covered  by  the  order,  prior 
to  that  year  and  which,  if  produced 
within  such  area,  are  eligible  for  han- 
dling pursuant  to  the  terms  of  the  order. 
In  addition  to  other  sources  of  informa- 
tion. In  estimating  the  carryover,  the 
Board  would  have  available  the  report  of 
the  Department  of  Agriculture  on  stocks 
of  hops  in  the  hands  of  growers,  dealers 
and  brewers  (now  i.ssued  as  of  March  1). 
This  would  be  useful  as  a  base  in  making 
the  estimate  as  of  August  1. 

At  the  same  time  that  the  Control 
Board  estimates  the  total  carryover  it 
should  estimate  the  total  consumptive 
demand  for  hops-  produced  during  the 
respective  year.  In  estimating  such  con- 
sumptive demand,  there  should  be  In- 
cluded the  quantity  of  such  hops  esti- 
mated to  be  used  as  hops  and  the  quan- 
tity estimated  to  be  used  in  the  form  of 
hop  products.  Consumptive  demand  is 
defined  elsewhere  in  the  order  as  the 
prospective  needs  for  both  domestic  and 
export  usage.  That  is.  the  Control  Board 
would  estimate  the  total  outlet  for  the 
hops  In  the  area  covered  by  the  order 
for  the  next  year  based  on  information 
that  it  then  nas  available.  In  making 
Its  recommendation  to  the  Secretary,  the 
Control  Board  should  take  into  consid- 
eration the  probable  consumptive  de- 
mand by  domestic  brewers  for  the  next 
year.  The  Control  Board  should  know 
the  usage  of  hops  by  brewers  during  the 
past  season,  the  current  production  of 
beer  and  the  apparent  rate  of  consump- 
tion of  hops  at  the  time  of  the  estimate. 
It  would  view  the  economic  situation  as 
to  possible  changes  In  the  next  year. 
Consideration  would  be  given  to  the  pros- 
pective volume  of  imports.  Probable 
consumptive  demand  through  export 
outlets  would  be  estimated  based  on  var- 
ious factors,  including  the  competition 
from  foreign  countries  at  that  time,  the 
money  exchange  situation,  and  such 
other  Information  as  It  considers  ap- 


propriate. This  estimate  would  be  based 
on  a  twelve  month  period  beginning  Sep- 
tember 1. 

As  soon  as  the  Control  Board  has  made 
proper  estimates  concerning  total  carry- 
over and  consumptive  demand.  It  should 
make  and  transmit  to  the  Secretary  Its 
recommendation  of  the  maximum  quan- 
tity of  hops  (net  dry  weight),  produced 
during  that  respective  year  which  should, 
in  order  to  effectuate  the  declared  policy 
of  the  act,  be  handled  in  the  form  of  hops 
or  in  the  form  of  any  hop  product,  and, 
with  such  recommendation,  the  Control 
Board  should  tran.«;mit  to  the  Secretary 
its  estimates  and  findings  on  which  its 
recommendation  Is  based.  In  estimat- 
ing the  quantity  which  should  be 
handled.  It  is  understood  that  the  Board 
will  take  into  consideration  the  estimated 
carryover  at  the  beginning  of  the  period, 
and  also  make  allowance  for  a  reasonable 
carryover  at  the  end  of  the  r>eriod.  Un- 
der previous  marketing  agreements  and 
orders  the  Control  Board  generally  made 
determination  of  the  maximum  quantity 
of  hops  that  It  believed  could  properly  be 
absorbed  through  market  channels  dur- 
ing the  next  year.  Since  it  is  the  Sec- 
retary that  makes  the  final  determina- 
tion, it  Is  proper  that  he  should  have  all 
information  available  to  him  that  the 
Control  Board  had  and  used  in  making 
Its  determination  in  addition  to  other 
available  information  in  order  to  deter- 
mine whether  the  Control  Board  made 
a  proper  recommendation. 

On  the  basis  of  the  aforesaid  estimates, 
data,  and  recommendations  of  the  Con- 
trol Board  submitted  pursuant  to  §  986.6 
(b)  of  the  order,  and  such  other  per- 
tinent information  as  the  Secretary  may 
have,  the  Secretary  should  determine, 
fix.  and  announce  such  maximum  quan- 
tity of  hops  produced  during  that  respec- 
tive year  which  may  be  handled  In  the 
form  of  hops  or  In  the  form  of  any  hop 
product.  Such  maximum  quantity  of 
hops,  fixed  by  the  Secretary  as  outlined, 
should  be  known  and  referred  to  as  the 
salable  quantity  of  that  respective  year's 
crop  of  hops. 

It  should  be  provided  that  the  Secre- 
tary may  at  any  time  increa.se  the  salable 
quantity  for  the  crop  of  any  year  In 
which  the  continued  withholding  of  sur- 
plus would  result  in  a  season  average 
price  to  growers  in  excess  of  the  parity 
level  specified  In  section  2  (1»  of  the  act, 
or  upon  due  consideration  of  either  the 
needs  of  brewers  or  a  recommendation 
of  the  Control  Board  that  the  salable 
quantity  be  increased.  The  Secretary 
.«:hould  not  decrease  said  salable  quantity. 
If  unusual  conditions  developed  during 
any  year,  resulting  In  an  Increased  de- 
mand for  hops,  the  Secretary  should  be 
authorized  to  Increase  the  salable  quan- 
tity during  that  year.  The  Secretary 
should  not  decrease  the  salable  quantity 
as  such  action  would  not  be  equitable  to 
those  growers  who  had  not  moved  their 
crops.  If  the  salable  quantity  was  ac- 
tually too  high  it  would  be  taken  care 
of  in  the  next  season  as  a  larger  carry- 
over. 

In  computing  the  hops  equivalent  of 
hop  products,  and  unless  changed  as 
hereinafter  provided,  one  pound  of 
lupulin  should  be  considered  equivalent 
to  20  pounds  of  dry  hops  and  one  pound 
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of  hop  oil  to  400  pounds  of  dry  hops.  In 
the  case  of  hop  extracts  or  concentrates 
for  which  conversion  ratios  are  not  es- 
tablished pursuant  to  the  order,  the  Con- 
trol Board,  or  its  authorized  representa- 
tive should  be  permitted  to  specify  the 
conversion  ratio  to  be  used  until  such  ra- 
tio can  be  established.  It  should  be  pro- 
vided that  the  conversion  factors  re- 
ferred to  In  the  proposed  order  might  be 
changed  by  regulation  of  the  Control 
Board,  subject  to  approval  of  the  Secre- 
tary. These  conversion  ratios  are  needed 
to  Insure  against  a  hardship  or  advantage 
to  the  party  who  so  handles  his  hops. 
The  production  of  hop  products  varies 
considerably  according  to  the  methods 
used  in  extracting  said  products,  and  un- 
der a  program  of  this  nature  it  would  be 
necessary  to  establish  a  figure  which  ap- 
proximates the  average  ratio  of  the  par- 
ticular product  to  dry  hops.  There  must, 
of  necessity,  be  a  conversion  ratio  for  each 
hop  product,  so  that  the  allocation  and 
assessment  may  be.  as  nearly  as  possible, 
in  line  with  the  quantity  of  hops  from 
which  such  hop  products  were  obtained 
or  produced.  Under  the  previous  mar- 
keting agreement  and  order,  the  conver- 
sion ratios  Included  In  the  present  or- 
der were  set  up,  and  the  ratios  then  used 
proved  to  be  reasonably  satisfactory. 
Therefore,  It  Is  considered  that  they 
should  be  the  initial  conversion  ratios  to 
be  used,  with  the  right  of  the  Control 
Board,  upon  further  investigation  and 
knowledge  of  the  matter,  to  make  any 
changes  that  might  be  necessary  or 
proper,  subject  to  the  approval  of  the 
Secretary.  Lupulin  and  hop  oil  are  the 
only  known  hop  products  manufactured 
in  the  area.  Therefore,  imtil  such  time 
as  other  hop  products  are  manufactured, 
it  is  not  felt  nece.ssary  to  establish  con- 
version ratios  for  them,  particularly  since 
there  is  no  Information  at  this  time  which 
would  warrant  establishing  ratios  for 
such  products.  If  an  occasion  should 
arise  In  which  a  conversion  ratio  other 
than  those  specified  are  needed  for  Im- 
mediate use.  a  ratio  should  be  temporarily 
established  by  the  Board,  or  Its  author- 
ized representative,  for  a  period  not  ex- 
ceeding 90  days. 

The  salable  quantity  of  each  year's 
crop  should  be  apportioned  equitably 
among  all  growers.  As  a  basis  for  such 
apportioning,  the  Growers  Allocation 
Committee  each  year,  as  early  as  prac- 
ticable during  or  after  harvest  should 
determine,  or  cause  to  be  determined 
under  its  supervision,  the  total  quantity 
of  hops  (net  dry  weight),  meeting  the 
minimum  standard  requirements  of 
S  986.5  available  for  market  by  each 
grower  from  his  production  of  hops  dur- 
ing that  year.  This  would  provide  for 
the  determination  of  the  crop  on  the 
basis  of  the  actual  quantity  of  hops  pro- 
duced, first,  from  the  weight  of  the  hops 
which  have  been  harvested  and  baled, 
or  If  converted  Into  hop  products,  their 
weight  in  terms  of  hops,  and  second, 
with  the  added  determination  on  the  liv- 
ing vine  of  any  hops  which  have  been 
left  unharvested  and  which  have  not 
been  partially  picked  over.  The  estima- 
tion as  to  imharvested  hops  would  be 
primarily  for  the  purpose  of  permitting 
a  grower  to  make  his  own  determination 
as  to  whether  or  not  he  desires  to  harvest 


his  entire  crop  In  view  of  a  prospective 
allocation  which  may  not  permit  him  to 
sell  his  entire  production.  If  the  grower, 
considering  the  Government  estimates 
and  other  information  available,  has 
reason  to  believe  that  the  crop  Is  going 
to  exceed  the  total  salable  quantity  by 
any  substantial  percentage,  he  could 
leave  unharvested  the  excess  or  any  por- 
tion thereof,  and  pick  only  the  approxi- 
mate quantity  of  hops  which  might  be 
salable  under  his  allotment.  The  deter- 
mination by  the  Growers  Allocation 
Committee  would  necessarily  Include  the 
quantity.  If  any,  of  such  hops  found  to 
have  been  converted  into  hop  products, 
except  that  lupulin  sweepings  should  be 
included  only  to  the  extent  of  the  pounds 
of  lupulin  found  to  be  in  such  quantity 
of  lupulin  sweepings.  This  Is  reasonable, 
because  the  lupulin  in  the  sweepings  rep- 
resents that  which  Is  shaken  out  In  nor- 
mal handling  of  the  hops.  Unharvested 
hops  should  be  included  in  the  estimate 
only  If  grown  to  maturity  and  then  re- 
main on  living  vines  which  are  strung 
or  trained  on  the  wires  or  poles,  and  from 
which  no  hops  •have  been  picked.  It  is 
impracticable  to  determine  before  har- 
vest each  grower's  production  and  allo- 
cation without  estimating  his  production 
of  unharvested  hops.  Such  estimates 
under  previous  orders  have  been  made 
with  a  reasonable  degree  of  accuracy. 
In  the  event  any  grower  should  not  per- 
mit the  Growers  Allocation  Committee, 
or  its  representatives,  access  to  any  hops 
grown  by  that  grower,  or  to  any  product 
thereof,  or  If  he  should  fall  or  refuse  to 
make  available  to  said  committee,  or  Its 
representatives,  Information  relative  to 
such  hops  or  hop  products  which  the 
Growers  Allocation  Committee  should 
find  to  be  neces.sary  to  make  such  de- 
termination, the  Growers  Allocation 
Committee  should  determine  or  cause  to 
be  determined,  on  the  basis  of  an  esti- 
mate of  the  grower's  acreage,  the  average 
crop  conditions  In  the  area,  and  the  prob- 
able yield  per  acre  on  the  grower's  acre- 
age, the  respective  grower's  total  produc- 
tion as  aforesaid.  The  determination  of 
the  production  of  each  grower  should  be 
on  a  basis  of  merchantable  hops,  which 
are  those  meeting  the  minimum  stand- 
ards of  quality.  Suggestions  were  made 
that  the  Growers  Allocation  Committee 
use  specific  percentages  as  a  standard- 
ized leaf  and  stem  content  in  making  de- 
terminations of  unharvested  hops.  Sug- 
gestions were  made  that  different  per- 
centages be  used  for  seeded  and  seedless 
type  hops.  It  is  concluded  that  the  same 
method  as  was  used  under  previous  mar- 
keting agreements  and  orders  should  be 
followed,  since,  according  to  the  testi- 
mony, such  method  proved  satisfactory. 
It  provides  for  no  specific  leaf  and  stem 
(fontent  in  making  the  determination  of 
grower  production  of  unharvested  hops, 
but  In  general  assumes  that  such  hops  If 
harvested,  would  have  approximately  the 
same  leaf  and  stem  content  as  the  hops 
which  the  grower  had  harvested  from 
that  crop.  The  use  of  a  fixed  leaf  and 
stem  content  for  unharvested  hops  of  any 
grower  would  be  inconsistent,  unless  the 
harvested  quantity  of  such  grower  was 
adjusted  to  the  same  basis  of  leaf  and 
stem  content,  which  testimony  Indicated 
would  be  impracticable.    After  oomplet- 
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Ing  its  determination  of  production  by 
each  Individual  grower,  the  Growers  Al- 
location Committee  should,  by  means  of 
addition,  compute  the  production  of  all 
growers. 

It  should  be  provided  that  each  year, 
prior  to  the  start  of  harvest,  or  as  soon 
thereafter  as  practicable,  the  Growers 
Allocation  Committee  determine,  or 
cause  to  be  determined  under  Its  super- 
vision, a  preliminary  estimate  of  said  to- 
tal quantity  of  hops  which  would  become 
available  for  market  by  each  such  grower 
and  by  all  growers,  during  that  year. 
Said  preliminary  estimate  should  be 
ba.'^ed  upon  physical  examinations  of  the 
hop  yards,  upon  the  historical  produc- 
tions thereof,  upon  official  crop  esti- 
mates, and  upon  such  other  relevant  data 
as  are  available. 

It  Is  obvious  that  Committee  members 
or  alternates  should  not  determine  their 
own  production  for  the  purpose  of  al- 
lotment pursuant  to  §986.6  'c)  d)  (ii>. 
This  determination  should  be  made  by 
such  other  qualified  person  or  persons  as 
the  Control  Board  or  its  authorized  rep- 
resentative designates  for  that  purpose. 
This  report  should  be  made  in  writing  to 
the  Secretary  and  to  the  Growers  Allo- 
cation Committee.  Any  protest  by  a 
member  or  alternate  member  of  the 
Growers  Allocation  Committee  concern- 
ing such  determination  should  be  made 
directly  to,  and  be  determined  by,  the 
Secretary. 

The  Growers  Allocation  Committee 
should  cau.se  to  be  mailed  to  each  grower 
notice  of  the  determination  pursuant  to 
§  986.6  (c)  (1)  of  the  respective  grower's 
production  for  the  year,  and  also,  the 
computation  of  the  total  quantity  deter- 
mined pursuant  to  §986.6  (O  (1)  pro- 
duced by  all  growers  during  that  year. 
The  committee  should  also  publicly  an- 
nounce said  computations  of  said  total 
quantity,  both  preliminary  and  final. 

Any  grower  who  might  be  dissatisfied 
with  the  determinations  pursuant  to 
§§9866  (c)  (1)  or  986.6  (O  (2).  should 
be  permitted  to  protest  In  writing  to  the 
Growers  Allocation  Committee  within  10 
days  of  the  date  of  mailing  of  the  notice 
and  if  dissatisfied  with  the  decision  in 
regard  to  such  protest  should  have  the 
privilege  of  appealing  In  writing  to  the 
Secretary.  This  procedure  would  In.sure 
the  making  of  fair  and  equitable  determi- 
nations. 

The  "salable  percentage"  of  the  aggre- 
gate production  should  be  computed  by 
dividing  the  salable  quantity  of  that 
year's  crop  by  the  aforesaid  aggregate 
production,  and  multiplying  the  quotient 
by  100.  After  computing  the  salable  per- 
centage on  this  basis,  it  should  be  ad- 
Justed  to  the  nearest  one-tenth  of  a  per- 
cent. Under  the  procedure  de.scribed  In 
the  hearing  notice,  each  grower's  allot- 
ment of  the  salable  quantity  of  that 
year's  crop  would  be  that  same  salable 
percentage  applied  to  his  production  in- 
cluding leaf  and  stem  content  in  his  hops 
as  prepared  for  market  by  him.  Under 
this  procedure,  each  grower's  salable 
allotment  would  be  that  portion  of  his 
crop  which  is  in  the  same  proportion  to 
his  total  production  as  the  total  salable 
quantity  of  hops  is  to  the  total  or  aggre- 
gate production  of  all  growers. 


A  proposal  was  submitted  at  the  hear- 
ing by  Mr.  William  H.  Hill,  Jr.,  of  Yakima. 
Washington,  for  a  different  procedure 
by  the  Growers  Allocation  Committee  in 
computing  growers'  salable  allotments. 
Under  it.  the  Growers  Allocation  Com- 
mittee would  subtract  from  the  grower's 
production  of  hops  as  determined  pur- 
suant to  §  986.6,  the  weight  of  leaves  and 
stems  contained  therein  as  shown  by  the 
Inspection  record.  The  grower's  produc- 
tion of  hops  (exclusive  of  leaves  and 
stems)  would  thu-s  be  obtained,  and  the 
salable  percentage  would  be  applied  to 
it.  The  resulting  quantity  would  then  be 
adjusted  upward  by  dividing  it  by  the 
percent  of  "clean"  hops  (those  with  no 
leaf  and  stem  content)  in  the  aggregate 
merchantable  production  in  the  preced- 
ing marketing  season.  The  grower's 
salable  allotment  of  hops  Including  leaf 
and  stem  content  as  prepared  for  market 
by  him  would  thus  be  obtained.  The 
salable  allotments  computed  in  this  way 
would  be  higher  for  growers  who  had 
picked  cleaner  than  average  and  lower 
for  growers  who  had  picked  less  clean 
than  average,  as  compared  with  salable 
allotments  determined  by  a  direct  appli- 
cation of  the  salable  percentage  to  the 
grower's  merchantable  production  in- 
cluding leaf  and  stem  content.  A  large 
proportion  of  the  hpp  crop  varies  within 
only  a  percent  or  two  from  average,  with 
respect  to  leaf  and  stem  content.  Salable 
allotments  under  this  method,  therefore, 
would  differ  in  most  Instances  only  to  a 
small  extent  from  allotments  computed 
by  the  method  described  in  the  hearing 
notice.  Testimony  was  presented  that 
the  method  proposed  by  Mr.  Hill,  If  put 
Into  effect,  would  tend  to  result  in  a  lower 
average  leaf  and  stem  content  of  hops 
marketed,  and  that  this  would  increase 
demand  in  domestic  and  export  outlets, 
and  tend  to  improve  prices.  It  was  testi- 
fied that  there  is  a  substantial  loss  In 
weight  of  hop  cones  in  clean  picking  by 
machines,  and  that  clean  picking  by 
hand  costs  more  per  pound  than  picking 
with  a  high  leaf  and  stem  content.  Tes- 
timony by  proponents  of  the  method  pro- 
posed by  Mr.  Hill  was  that  growers  who 
pick  cleanly  would  be  penalized  under 
the  method  described  in  the  hearing 
notice,  in  that  they  would  be  permitted 
to  sell  a  smaller  proportion  of  the  quan- 
tity of  hops  produced  on  the  vines  than 
growers  who  pick  with  a  high  leaf  and 
stem  content.  It  was  testified  that  the 
method  proposed  by  Mr.  Hill  would  tend 
to  correct  this  inequity.  Testimony  pre- 
sented against  the  method  of  determin- 
ing growers'  salable  allotments  proposed 
by  Mr.  Hill  was:  that,  it  would  cause 
delay  in  computing  the  allotments  due 
to  the  more  complicated  procedure;  that 
It  might  result  in  hardship  or  inequities 
to  growers  In  some  States  who  because 
of  type  of  hops  grown  and  seed  content 
of  hops,  might  find  It  difficult  or  im- 
practicable to  produce  cleaner  hops  for 
market;  that  some  growers  might  find  it 
difficult  to  estimate  their  salable  allot- 
ments preparatory  to  deciding  what  pro- 
portion of  their  crops  to  harvest;  and. 
that  If  brewers  or  dealers  prefer  hops 
with  a  lower  average  leaf  and  stem  con- 
tent than  those  at  present  available, 
they  could,  through  revision  of  prevailing 
price  premiums  and  discounts,  encourage 


cleaner  picking.  Either  one  of  the  two 
methods  of  determining  growers'  salable 
allotments,  herein  described,  could  be 
used  satisfactorily  in  the  surplus  control 
procedure.  Views  of  growers  and  testi- 
mony differ  as  to  which  method  is  more 
equitable.  It  is  impracticable,  in  view  of 
lack  of  experience  under  the  Hill  method, 
to  determine  at  this  time  which  of  the 
two  methods  would  be  preferable.  Ob- 
jections raised  against  the  two  methods 
of  computing  the  allotments  are  not  of 
such  a  nature  as  to  make  the  use  of 
either  impracticable.  In  these  circum- 
stances the  original  method  of  deter- 
mining growers'  salable  allotments  as 
described  in  the  hearing  notice,  and 
which  was  used  under  the  preceding  pro- 
gram should  be  provided  as  the  Initial 
method  of  computing  such  allotments. 
It  should  be  provided,  however,  that  If 
the  Control  Board  recommends  to  the 
Secretary,  pursuant  to  a  recommenda- 
tion to  it  by  the  Growers  Allocation  Com- 
mittee, that  the  method  as  proposed  by 
Mr.  Hill  and  described  herein  be  substi- 
tuted for  the  Initial  method,  the  Secre- 
tary should.  If  he  approves  the  recom- 
mendation, put  such  method  into  effect 
at  the  beginning  of  the  next  marketing 
season.  In  order  to  Insure  that  any 
change  in  the  method  of  computing 
growers'  allotments  is  favored  by  the  hop 
producing  Industry,  it  Is  desirable  that 
action  in  regard  to  such  a  change  be 
Initiated  by  the  Growers  Allocation  Com- 
mittee. The  Board's  recommendation 
should  give  full  information  and  data 
upon  which  it  based  its  recommendation 
for  a  change,  and  should  contain  specific 
information  as  to  whether  conditions 
then  prevailing  in  the  different  States  in 
regard  to  type  of  hops  grown  and  seed 
content,  make  it  desirable  and  equitable 
to  consider  States  separately  or  In  the 
aggregate  in  determining  the  percentage 
of  clean  hops  for  use  in  making  the  up- 
ward adjustment  in  computing  the  grow- 
ers' salable  allotments.  For  administra- 
tive rea.sons  the  percentage  of  clean  hops 
for  the  preceding  marketing  season 
would  be  preferable  if  the  method  pro- 
posed by  Mr.  Hill  should  be  made  effec- 
tive. The  use  of  the  method  proposed 
by  Mr.  Hill  would  not  necessitate  a 
change  in  the  method  of  computing  pre- 
liminary and  supplementary  allotments. 
Since  the  estimates  on  which  such  allot- 
ments are  based  vary  considerably  from 
the  final  estimates,  it  would  be  imprac- 
ticable to  attempt  to  refine  their  compu- 
tation in  line  with  the  method  proposed 
by  Mr.  Hill,  if  it  should  be  made  effective. 
In  case  this  method  should  be  made 
effective  for  any  marketing  season.  It 
should  be  provided  that  at  the  beginning 
of  a  subsequent  marketing  season,  if  the 
Control  Board  recommends  to  the  Secre- 
tary, following  approval  by  the  Growers 
Allocation  Committee,  that  the  initial 
method  for  computing  growers'  allot- 
ments as  herein  provided  be  readopted, 
and  accompanies  its  recommendation 
with  information  and  data  on  which 
such  recommendation  is  based,  the  Sec- 
retary should,  if  he  approves,  make  the 
initial  method  again  effective. 

There  should  be  included  a  further 
provision  to  take  care  of  a  situation  In 
which  the  total  production  might  be  only 
slightly  above  the  salable  quantity,  that 


Is,  In  any  year  in  which  the  salable  per- 
centage exceeds  98  percent  of  the 
aggregate  production,  each  grower's  al- 
lotment should  be  the  total  quantity  of 
merchantable  hops  produced  by  such 
grower.  In  addition  to  the  provisions 
in  the  notice  of  hearing,  the  proponents 
recommended  the  Inclusion  of  the  fol- 
lowing provision  which  was  used  in  prior 
marketing  agreements  and  orders: 
"Provided  further  that  in  the  event  the 
Growers  Allocation  Committee  shall  find 
and  determine  after  completion  of  the 
harvest  of  any  year's  crop  that  the  total 
quantity  of  hops  produced,  harvested, 
and  dried  during  that  year  by  all 
growers,  not  including  hops  destroyed  by 
fire  or  otherwise,  is  ley  than  the  total 
salable  quantity  theretofore  fixed  for 
that  year's  crop,  then  the  Growers  Allo- 
cation Committee  shall  report  to  the 
Secretary  said  determination,  and  if  the 
Secretary  finds  that  such  determination 
Is  correct,  he  shall  Issue  an  order  to  the 
effect  that  each  grower's  salable  allot- 
ment of  that  year's  crop  shall  be  the 
quantity  of  hops  determined  by  the 
Growers  Allocation  Committee  to  have 
been  produced,  harvested,  and  dried  by 
that  grower  during  that  year,  and  such 
salable  allotment  shall  supersede  any 
allotment  previously  determined  and  is- 
sued to  that  grower  for  that  year's  crop." 
The  proponents  stated  that  this  provi- 
sion was  inadvertently  omitted  from  the 
original  proposal.  It  Is  concluded  that 
this  provision  should  be  omitted,  since 
the  98  percent  provision  should  take 
care  of  such  a  situation  satisfactorily. 
When  the  consumptive  demand  approx- 
imates aggregate  production,  growers 
generally  will  harvest  their  entire  pro- 
duction. It  would  therefore  be  unneces- 
sary to  distinguish  between  harvested 
and  aggregate  production  in  such  in- 
stances in  order  to  permit  growers  to 
market  their  entire  merchantable  pro- 
duction. Each  allotment  determined 
under  this  section  should  be  expressed 
In  pounds,  net  dry  weight,  of  hops  and 
should  be  known  as  the  respective 
grower's  "salable  allotment"  of  that  re- 
spective year's  crop. 

In  order  to  assist  growers  to  avoid  de- 
lays In  their  Individual  harvesting  and 
marketing,  the  Control  Board,  or  its  au- 
thorized representative,  should  compute 
an  "estimated  salable  percentage"  of  es- 
timated aggregate  production  and  should 
compute  and  issue,  or  cause  to  be  com- 
puted and  issued,  for  each  grower  a  pre- 
liminary allotment.  The  estimated  sala- 
ble percentage  should  be  computed  by 
dividing  the  salable  quantity  of  that 
year'^  crop  by  the  estimated  aggregate 
production,  as  determined  pursuant  to 
S  986.6  (c)  (1)  (il)  of  the  proposed  order, 
and  multiplying  the  quotient  by  100. 
Each  grower's  preliminary  allotment  of 
the  salable  quantity  of  that  year's  crop 
should  be  50  percent,  or  such  lower  per- 
centage as  the  Control  Board  may  es- 
tablish with  the  approval  of  the  Secre- 
tary, of  that  same  estimated  salable 
percentage  applied  to  that  grower's  esti- 
mated production  as  determined  pursu- 
ant to  §  986.6  <c)  (1)  (ii)  of  the  proposed 
order.  This  would  permit  all  growers  to 
Bell  the  same  percentage  of  their  mer- 
chantable crops  under  the  preliminary 
allotments,  and  would  permit  issuance  of 


the  allotment  to  a  grower  early  In  the 
season  In  order  that  he  may  conduct  his 
harvesting  policy  as  may  best  suit  his 
particular  convenience.  Such  prelim- 
inary allotment  would  be  issued  as  soon 
as  practicable,  probably  about  the  start  or 
during  the  early  part  of  harvesting  op- 
erations and  would  not  be  contingent 
upon  an  application  by  the  grower.  This 
allotment  must,  of  necessity,  be  very  con- 
servative in  order  to  avoid  exceeding  the 
amount  of  the  final  salable  allotment. 
This  allotment  would  only  require  in- 
dividual yard  inspection  in  a  few  ex- 
ceptional cases.  It  was  stated  in  the 
notice  of  hearing  that  the  Control  Board 
shall  compute  an  estimated  salable  per- 
centage of  the  aggregate  production. 
Since  it  is  obvious  that  the  Control  Board 
itself  cannot  handle  all  of  these  computa- 
tions, it  should  be  provided  that  author- 
ized representatives  of  the  Board  may  . 
perform  such  functions. 

When  a  grower  wishes  to  ship  a  larger 
portion  of  his  crop  than  authorized  under 
the  preliminary  allotment,  there  should 
be  provided  a  supplementary  allotment, 
which  would  be  determined  on  a  basis 
similar  to  that  by  which  the  preliminary 
allotment  was  established  under  previous 
marketing  agreements  and  orders,  and 
which  was  found  to  be  reasonably  satis- 
factory. Under  those  orders  there  was 
no  supplementary  allotment.  This  sup- 
plementary allotment  should  be  issued  by 
the  Control  Board  on  the  basis  of  indi- 
vidual applications  to  the  Growers  Al- 
location Committee,  prior  to  the  Issuance 
of  final  allotments  applicable  to  that 
year's  crop.  This  supplementary  allot- 
ment representing  such  proportion  of 
that  grower's  total  production  of  hops 
during  that  year  as  the  Growers  Alloca- 
tion Committee  or  its  authorized  repre- 
sentatives may  determine  will  not  be  In 
excess  of  80  percent  (or  such  higher  per- 
centage as  the  Control  Board,  with  the 
approval  of  the  Secretary,  might  specify 
for  the  computation  of  supplementary 
allotments)  of  that  grower's  probable 
salable  allotment  for  that  year's  crop. 

After  Issuance  to  a  grower  of  such  pre- 
liminary or  supplemental  allotment,  the 
hops  covered  thereby,  and  any  hop  prod- 
uct derived  from  such  hops,  should  be 
eligible  for  certification,  marking,  and 
handling  as  though  the  final  allotment 
had  been  issued,  and  subject  to  the  same 
terms,  conditions,  and  regulations  as  are 
applicable  to  such  certification,  marking, 
and  handling  of  hops  and  hop  products 
under  a  final  salable  allotment. 

The  Growers  Allocation  Committee 
should  mail  to  each  grower  notice  of  his 
preliminary,  of  his  supplementary  and 
of  his  final  salable  allotment  computed 
by  that  committee  as  provided  in  the 
proposed  order.  A  list  of  the  salable 
allotments  of  all  growers  for  each  years 
crop  should  be  compiled  and  maintained 
by  the  Growers  Allocation  Committee  at 
each  of  its  offices,  where  the  same  should 
be  available  during  all  reasonable  hours 
for  inspection  by  any  interested  person. 

In  the  event  that  more  than  one 
grower  should  participate  Jointly  in  the 
production  of  hops,  whether  as  landlord 
and  tenant,  as  partners,  or  otherwise, 
and  said  growers  report  that  fact  to  the 
Growers  Allocation  Committee,  then  a 
single    salable    allotment   should    cover 


such  joint  production.  In  the  event  that 
thereafter  the  interests  of  those  growers 
in  the  crop  produced  or  being  produced 
are  segregated,  the  Growers  Allocation 
Committee,  or  its  authorized  representa- 
tive, upon  written  application  signed  by 
all  of  said  Interested  growers  should 
segregate  and  distribute  said  salable 
allotment  among  said  growers  in  accord- 
ance with  their  respective  segregated  in- 
terests in  the  crop. 

It  was  proposed  that,  upon  application 
of  any  bona  fide  Incorporated  cooperative 
association  of  growers  which  is  author- 
ized to  market  hops  or  hop  products  in- 
cluded within  the  salable  allotments  of 
those  of  its  members  who  have  authorized 
it  to  sell  hops  for  them,  the  individual 
salable  allotments  should  be  pooled  and 
thereafter  hops  produced  by  those  mem- 
bers during  that  year,  and  hop  products 
derived  from  such  hops,  be  certificated 
and  handled  by  such  association  without 
regard  to  the  limits  of  the  Individual 
allotments  of  the  members.  As  a  condi- 
tion to  granting  permission  for  such  a 
way  of  handling,  the  association  would 
submit  a  written  application  signed  by 
its  duly  authorized  officers,  accompanied 
by  proper  evidence  of  the  approval  of 
such  application  generally  by  the  as- 
sociation's membership  at  a  meeting  or 
otherwise  during  the  calendar  year  in 
which  the  application  is  made.  It  was 
argued  that  such  a  provision  would  per- 
mit a  cooperative  association  to  market 
the  best  quality  hops  produced  by  its 
membership,  leaving  the  poorer  quality 
hops  as  surplus.  A  somewhat  similar 
provision  was  incorporated  in  the  pre- 
vious marketing  agreement  and  order  on 
hops,  except  that  It  was  required  that 
such  application  be  signed  by  each  pro- 
ducer member  whose  hops  were  to  be 
so  pooled  to  indicate  that  he  was  in  agree- 
ment with  the  proposed  way  of  handling. 
It  should  be  clear  that  each  grower- 
member  affected  Is  satisfied  with  the 
proposed  pooling  arrangement,  insofar 
as  it  affects  his  hop  crop.  Any  cooper- 
ative association  which  desires  to  handle 
hops  or  hop  products  produced  by  Its 
members,  under  the  pooling  arrange- 
ment herein  described  should  be  required 
to  furnish  to  the  Growers  Allocation 
Committee  satisfactory  evidence  that  It 
has  contractual  authorization  for  such 
procedure  from  each  of  its  members 
whose  hops  are  to  be  pooled.  The  pro- 
posal should,  therefore,  be  modified 
accordingly. 

In  the  event  that  at  the  normal  time 
no  determination,  pursuant  to  §  986.6  (c) 
(1),  has  been  made  as  to  a  particular 
grower  entitled  thereto,  or  a  previous 
determination  as  to  a  particular  grower  is 
substantially  in  error,  the  Growers  Allo- 
cation Committee  should  make  the  deter- 
mination or  correct  the  erroneous  deter- 
mination or  should  cause  such  determi- 
nation or  correction  to  be  made.  The 
phrsise,  "or  should  cause  such  determina- 
tion or  correction  to  be  made"  should  be 
added  as  Included  above  based  on  facts 
presented  at  the  hearing.  The  same  re- 
quirements of  determination  and  approv- 
al by  the  Secretary,  notice  to  the  grower 
and  rights  of  protest  and  appeal,  should 
be  effective  with  respect  to  such  deter- 
mination, as  in  the  case  of  a  timely  or 
original  determination.    This  provision 
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would  permit  any  error  or  omission  to  be 
corrected  when  discovered. 

It  should  be  provided  that  In  the  event 
the  Growers  Allocation  Committee  or  the 
managing  agent  shall  find,  at  any  time, 
that  the  salable  allotment  previously  is- 
sued to  a  grower  was  Incorrectly  com- 
puted or  is  erroneous  by  reason  of  mathe- 
matical or  clerical  error,  the  Growers 
Allocation  Committee  or  the  managing 
agent  should  correct  and  revise  said 
allotment  to  the  extent  found  to  be 
proper,  and  should  notify  the  respective 
grower  and  the  Secretary  of  such  correc- 
tion. Errors  such  as  these,  naturally, 
should  be  corrected  when  they  are  dis- 
covered. 

Each  grower  for  whom  a  salable  quan- 
tity is  determined  should  be  able  to, 
upon  application  to  the  Control  Board 
or  its  representative  and  subject  to  the 
limitations  of  §  986.5,  have  the  eligible 
quantity  of  hops  or  hop  products  cer- 
tificated for  handling.  Such  certifica- 
tion should  consist  of  the  Indelible 
marking  of  each  bale  or  other  container 
of  such  hops  or  hop  products  by  an  au- 
thorized representative  of  the  Control 
Board  and  the  Issuance  and  delivery  of 
a  "handling  certificate."  Such  marking 
should  be  placed  on  the  bale  cover  or 
other  container  or  on  a  tag  securely  at- 
tached to  such  other  container,  and 
should  show  the  year  of  production,  the 
handling  certificate  number,  and  the 
words  "Certificated,  Hop  Control  Board." 
This  method  of  marking  should  be  sub- 
ject to  change  by  the  Control  Board,  with 
the  approval  of  the  Secretary.  Such 
handling  certificate  should  certify  that 
pursuant  to  the  provisions  of  the  order 
a  specified  quantity  of  hops  or  hop  prod- 
ucts has  been  duly  certificated,  for  the 
grower  and  handler  named  in  said  cer- 
tificate, as  being  eligible  for  handling 
pursuant  to  the  terms  of  the  order.  At 
the  hearing  It  was  proposed  that  the  cer- 
tificate be  executed  by  the  grower, 
handler,  and  authorized  representatives 
of  the  Control  Board.  Since  hops  are 
normally  marketed  in  200-i3ound  bales, 
and  the  salable  allotment  will  seldom  be 
evenly  divisible  by  200,  such  certification 
should  be  allowed  to  exceed  any  grower's 
salable  quantity  by  not  over  100  pounds, 
provided  such  excess  quantity  is  included 
entirely  within  the  weight  of  the  last 
bale  or  container  certificated  for  said 
quantity.  Certification  Is  the  means  by 
which  hops,  which  are  eligible  to  be 
handled,  may  be  so  certified  by  agents 
of  the  Control  Board.  Certification 
would  take  place  prior  to  handling.  The 
grower  would  be  permitted  to  have  cer- 
tificated a  quantity  of  his  hops  up  to  the 
amount  of  his  allocation  up  to  that  time 
and  the  hops  should  then  be  properly 
marked  and  a  certificate  issued  which 
has  been  executed  by  those  concerned, 
namely  the  grower,  the  handler,  and  a 
representative  of  the  Control  Board. 

Any  F>erson  who  owns  or  is  in  the  pos- 
session of  hops  harvested  or  hop  prod- 
ucts from  hops  harvested  prior  to  the 
effective  date  of  this  order,  should  be 
entitled  upon  application,  within  30  days 
after  the  effective  date  of  the  order,  to 
the  Control  Board  or  its  representatives, 
to  have  such  hops  certificated  free  of 
charpe  and  without  rcpard  to  any  salable 
quantity  or  minimum  standards  of  qual- 


ity. The  Control  Board  should  be  per- 
mitted to  extend  such  time  for  good 
cause.  It  l3  essential  that  the  hops  pro- 
duced prior  to  the  first  marketing  sea- 
son under  the  order  be  certificated  in 
order  that  they  will  not  be  confused  with 
the  new  crop.  However,  it  Is  not  in- 
tended that  any  of  the  other  restric- 
tions or  obligations  shall  apply  to  such 
hops. 

It  was  recommended  that  a  qualified 
certification  be  adopted  to  permit  brewer- 
growers  to  handle  their  entire  production 
of  hops  when  such  hops  are  to  be  used  by 
said  brewer-growers.  This  would  not  be 
in  conformity  with  the  purposes  of  the 
order  to  treat  all  growers  similarly  with 
respect  to  their  salable  allotments.  If  a 
brewer-grower  should  desire  to  use  a 
quantity  equivalent  to  his  entire  produc- 
tion, he  may  do  so  through  the  diversion 
privilege  by  purchasing  another  growers 
salable  allotment,  known  In  the  Industry 
as  "transfer  of  certificate." 

It  should  be  provided  that  no  person, 
as  principal,  agent,  broker,  legal  repre- 
sentative, or  otherwise,  should  be  permit- 
ted to  handle  any  hops  harvested  or  hop 
products  from  hops  harvested  subsequent 
to  the  effective  date  of  the  order,  unless: 
(1)  Prior  to  such  handling,  the  Control 
Board  shall  have  Issued  a  "handling  cer- 
tificate" applicable  to  such  hops  or  hop 
products;  <2>  each  bale  or  other  con- 
tainer of  said  hops  or  hop  products  shall 
have  been  duly  marked  or  tagged  for  the 
purpose  of  Identifying  such  hops  or  hop 
products  as  being  covered  by  a  duly  is- 
sued salable  allotment  or  as  being  prop- 
erly certificated.  However,  hops  har- 
vested prior  to  the  effective  date  of  the 
order  and  hop  products  produced  from 
^uch  hops  shoula  be  certificated  for  han- 
dling without  regard  to  the  salable  allot- 
ment or  the  quality  restriction.  This 
provision  should  be  Included  in  order  to 
make  doubly  clear  the  fact  that  hops 
which  do  not  meet  the  minimum  stand- 
ards of  quality  requirements  are  not  eli- 
gible for  consideration  as  hops  eligible  for, 
certification.  Hops  which  do  not  meet 
the  minimum  standards  of  quality  must 
be  controlled,  as  well  as  merchantable 
hops. 

In  the  event  hops  produced  subsequent 
to  the  effective  date  of  the  order,  whether 
harvested  or  unharvested.  In  the  control 
of  the  respective  grower  thereof,  are  de- 
troyed.  or  are  .so  damaged  or  deteriorated 
as  in  the  Judgment  of  the  grower  to  be 
unmarketable,  or  if  because  of  quality 
or  type  such  hops  are  unsatisfactory  to 
the  grower,  the  grower  thereof  should  be 
allowed  (if  the  lupulin  has  not  been  re- 
moved from  such  hops)  to  replace  such 
hops,  within  the  limits  of  his  salable 
allotment,  by  acquiring  uncertificated 
hops  of  that  year's  crop  from  the  growers 
thereof.  However,  such  purchasing 
grower  should  first  submit  a  written 
statement  to  the  Growers  Allocation 
Committee  setting  forth  the  year  of  pro- 
duction, location,  and  the  quantity  of 
hops  which  such  grower  desires  so  to 
replace,  and,  if  the  hops  to  be  replaced 
have  been  destroyed,  the  time,  place,  and 
cause  of  such  destruction,  together  with 
proof  of  such  destruction  satisfactory  to 
the  Growers  Allocation  Committee,  and 
the  name  and  address  of  each  grower 
from  whom  he  proposes  to  acquire  un- 


certificated hops  for  that  purpose,  and 
makes  arrangements  with  the  Growers 
Allocation  Committee  whereby  the  un- 
marketable or  unsatisfactory  hops  which 
are  thus  to  be  replaced  will  be  effectively 
diverted -from  or  disposed  of  out  of  the 
normal  channels  of  trade,  and  such  dis- 
posal or  diversion  should  be  in  such 
manner  as  may  be  prescribed  by  the 
Control  Board.  Also,  such  hops  should 
not  be  diverted  or  disposed  of  into  hop 
products.  The  selling  grower  in  such  a 
situation  should  not  be  regarded  as 
handling  hops,  nor  should  the  hoi>s  sold 
be  con.sidered  a  part  of  the  selling 
grower's  salable  allotment.  The  Growers 
Allocation  Committee  should  prepare, 
and  from  time  to  time  should  revise,  a 
list  of  the  nroies  and  addre.sses  of 
growers  known  to  have  uncertificated 
hops  for  sale,  and  a  list  of  the  names  and 
addre.sses  of  growers  who  report  to  the 
Growers  Allocation  Committee  that  they 
desire  to  purchase  or  acquire  uncertifi- 
cated hops.  It  was  recommended  by  the 
proponents  at  the  hearing,  that  In  order 
to  carry  this  out  effectively  it  would  be 
desirable  to  add  a  sentence  substantially 
as  follows:  "At  the  request  of  the 
Growers  Allocation  Committee,  each 
grower  shall  report  to  them  the  quan- 
tities and  allocation  of  his  holdings  of 
certificated  and  of  uncertificated  hops." 
Reports  of  this  kind  would  benefit 
growers  and  It  Is  believed  that  such  In- 
formation would  be  furnished  by  them 
voluntarily.  The  proponents'  proposal 
in  regard  to  requiring  such  reports  is 
therefore  denied.  The  Growers  Alloca- 
tion Committee  should  make  such  lists 
available  to  any  grower  of  hops  at  each 
office  of  the  Control  Board.  It  is  not 
Intended  that  the  provisions  of  this  sec- 
tion should  prohibit  arrangements  be- 
tween individuals  concerning  which  hops 
will  be  sold.  It  was  an  accepted  practice 
under  previous  agreements  and  orders 
that  a  grower  might  secure  a  salable 
quantity  of  another  grower's  allotment 
without  actually  purchasing  hops.  The 
growers  refer  to  this  transaction  as  a 
"transfer  of  certificate."  Under  any 
conditions,  the  total  salable  quantity  of 
hops  must  not  be  exceeded  by  the  aggre- 
gate of  Individual  salable  quantities.  A 
brewer  who  produces  his  own  hops,  for 
Instance,  might  prefer  to  use  his  own 
hops.  This  is  pKJssIble  under  the  diver- 
sion privilege,  even  though  his  needs  are 
In  excess  of  his  own  salable  allotment, 
by  the  purchase  of  other  growers'  allot- 
ments of  salable  quantities,  commonly 
known  as  "transfer  of  certificate."  The 
grower  selling  his  allocation  of  salable 
quantity  may  save  the  cost  of  harvest  If 
he  does  not  wish  to  keep  the  uncertifi- 
cated hops  on  hand.  The  grower  of 
poor  quality  hops  could  purcha.se  hops 
of  better  quality  from  growers  who  had 
supplies  in  excess  of  their  allocation. 
This  Is  done  In  many  Instances  to  satisfy 
contract  requirements.  Witnesses  testi- 
fied that,  under  previous  agreements 
and  orders,  this  plan  was  satisfactory, 
and  that  a  considerable  portion  of  the 
poorer  quality  hops  was  left  unharvested. 
In  determining  a  grower's  production,  a 
definite  determination  would  be  made  on 
a  weight  basis  of  those  hops  which  have 
been  harvested  and  dried,  and  also  a  de- 
termination in  the  field  of  those  quanti- 


ties of  hops  which  the  grower  might,  at 
his  option,  leave  unharvested  on  the  liv- 
ing vine  and  from  which  no  hops  have 
been  picked.  This  would  make  It  un- 
necessary for  a  grower  to  harvest  his 
entire  production  In  order  to  receive 
credit  for  It.  thereby  effecting  a  saving 
In  expense.  Destruction  of  replaced  hops 
should  be  supervised  by  the  Control 
Board.  The  transfer  of  hops  under  the 
diversion  privilege,  is  not  necessarily 
profitable  for  the  growers  concerned.  It 
would  either  be  profitable  or  their  Icsses 
would  be  minimized.  If  a  grower  had 
hops  wliich  were  moldy,  or  for  some 
rea.son  were  unsuitable  for  sale,  then  he 
could  in  this  manner  salvage  at  least  a 
portion  of  his  costs.  The  producer  of 
good  quality  hops  would  find  It  to  his 
advantage  to  hardest  In  excess  of  his 
salable  allotment  If  he  could  sell  the 
surplus  at  more  than  the  cost  of 
harvesting. 

(g)  The  act  provides,  In  effect,  that 
each  handler  subject  thereto  shall  pay 
such  handler's  pro  rata  share  of  opera- 
tional expenses  as  the  Secretary  may 
find  are  reasonable  and  likely  to  be  In- 
curred by  the  administrative  agency  dur- 
ing a  specified  period.  The  Control 
Board,  therefore,  should  be  authorized 
to  incur  such  expenses  as  the  Secretary 
may  find  are  reasonable  and  likely  to 
be  Incurred  by  It  during  each  marketing 
season  for  its  maintenance  and  func- 
tioning and  for  such  purposes  as  the 
Secretary  may  determine  to  be  appro- 
priate. Such  authorization  should  also 
Include  expenses  of  the  Growers  Allo- 
cation Committee  and  the  several  Grow- 
ers Advisory  Committees.  It  Is  antici- 
pated that  any  regulatory  program  on 
hops  which  Is  put  Into  effect  will  be  made 
effective  prior  to  the  next  marketing  sea- 
son, which  begins  on  August  1,  1949. 
Therefore,  the  initial  recommendation 
of  the  Control  Board  as  to  Its  budget  of 
expenses  should  Include,  In  addition  to 
such  expenses  for  the  next  marketing 
season.  Its  expenses  for  the  remainder 
of  the  then  current  marketing  season. 
This  initial  recommendation  together 
with  all  supporting  data  should  be  sub- 
mitted to  the  Secretary  within  45  days 
from  the  effective  date  of  the  order  and. 
In  succeeding  marketing  seasons,  on  or 
before  September  15  of  the  season  for 
which  such  recommendation  is  made. 
It  Is  believed  that  45  days  affords  ample 
time  for  the  preparation  of  a  budget. 
The  funds  to  cover  such  expenses  should 
be  acquired  by  levying  a.ssessments.  The 
Control  Board  should  be  in  charge  of 
these  funds. 

Each  handler  should  pay  to  the  Con- 
trol Board  the  assessment  provided  for 
with  respect  to  all  hops  and  hop  prod- 
ucts which  are  handled  or  are  to  be 
handled  by  that  handler  as  the  first 
handler  thereof,  except  <i)  such  hops  or 
hop  products  as  are  duly  certificated  and 
were  in  existence  when  the  regulatory 
program  went  into  effect,  and  <II)  such 
hop  products  as  have  been  derived  from 
duly  certificated  hops  with  respect  to 
which  such  assessment  previously  had 
been  paid.  Any  grower  who  markets  or 
transports  to  market,  within  the  State 
of  production,  hops  produced  by  that 
grower,  or  any  hop  product  produced  by 
that  grower  from  hops  produced  by  that 


grower,  or  hops  acquired  pursuant  to 
§  986.6  (f )  hereof,  should  not  be  deemed 
to  be  the  first  handler  thereof  Insofar 
only  as  payment  of  assessments  may  be 
concerned.  The  assessment  should  be 
paid  to  the  Control  Board  prior  to  or  at 
the  time  of  such  handling,  or  at  such 
subsequent  time  as  the  Control  Board 
may  specify.  It  sometimes  happens  that 
a  grower  will  transport  his  hops  directly 
to  a  brewer,  or  the  ultimate  consumer  of 
them,  thereby  by-passing  the  normal  In- 
termediate handling  through  a  dealer. 
In  every  such  a  case,  the  grower  should 
be  considered  the  handler  from  the 
standpoint  of  having  the  responsibility 
for  meeting  the  then  applicable  minimum 
standards  and  for  seeing  that  such  ship- 
ment is  within  his  salable  allotment.  In 
the  previous  marketing  agreement  and 
order  on  hops,  however,  It  was  provided 
that  in  case  such  a  shipment  was  com- 
pleted within  the  State  of  production, 
the  handler  for  assessment  purposes  was 
the  brewer,  or  the  ultimate  consumer. 
Conversely,  if  such  a  shipment  was  made 
outside  the  State  of  production,  the 
grower  was  also  the  handler  for  assess- 
ment purposes.  Such  handling  in  the 
past,  which  was  designed  to  insure  col- 
lection of  assessments  in  the  most  prac- 
ticable maimer,  was  found  to  be  both 
satisfactory  and  workable.  Such  ship- 
ments outside  the  State  of  production  are 
often  made  to  distant  points,  such  as  to 
the  middle  west  or  the  east.  However, 
in  either  event,  it  would  seem  proper  that 
the  grower  meet  the  requirements  as  to 
minimum  standards,  and  so  forth. 

It  is  generally  known  that,  since  fce 
last  maiTcetlng  agreement  and  order  on 
hops  became  ineffective,  there  have  been 
heavy  increases  in  salaries,  wages,  and 
other  expenses.  However,  the  produc- 
tion of  hops  has  also  Increased,  and  it  was 
testified  at  the  hearing  that,  because  of 
the  greater  volume,  the  same  rate — one- 
fourth  of  one  cent  per  pound — should  be 
satisfactory  as  an  initial  assessment  rate. 
This  assessment  should  cover  each  pound, 
dry  net  weight,  of  hops  first  handled.  If 
the  funds  collected  are  insufiflcient.  the 
rate  should  be  raised  by  the  Control 
Board  with  the  approval  of  the  Secretary. 
It  was  set  forth  In  the  notice  of  hearing, 
and  contended  for  at  the  hearftig,  that 
prior  to  fixing  any  assessment  in  excess  of 
three-fifths  of  a  cent  per  pound,  the  Sec- 
retary should  hold  a  meeting  or  meetings 
in  the  production  area  for  the  purpose  of 
obtaining  pertinent  Information.  How- 
ever, It  was  developed  that,  under  the  law, 
any  change  In  the  specified  assessment 
rate  of  one-fourth  of  one  cent  per  pound 
would  have  to  be  preceded  by  publication 
in  the  Federal  Register  of  notice  of  the 
proposed  change,  interested  parties 
would  need  to  be  given  an  opportunity  to 
submit  written  data,  views,  or  arguments 
with  respect  thereto,  and  such  written 
data,  views,  or  arguments  would  have  to 
be  considered  In  the  making  of  the  deter- 
mination on  the  matter.  In  these  cir- 
cumstances, it  is  concluded  that  the  hold- 
ing of  such  a  public  meeting  or  meetings 
would  not  only  .serve  no  useful  purpose, 
but  also  it  would  entail  unnecessary  ex- 
penditure of  labor  and  expense.  It  was 
objected  at  the  hearing  that  many  inter- 
ested parties  might  not  normally  see  .such 
a  notice  as  published  in  the  Federal  Reg- 


isTER.  It  was  developed,  however,  that, 
in  case  of  consideration  of  any  change  in 
the  assessment  rate,  it  would  be  the  duty 
of  the  Control  Board  to  give  advance 
notice  thereof  to  interested  parties  gen- 
erally and  to  Inform  them  of  their  right 
and  privilege  to  submit  their  written 
views  in  that  regard.  Such  proposal  is, 
therefore,  hereby  denied.  A  grower  who 
acquires  uncertificated  hops  from  the 
grower  thereof  under  the  diversion  priv- 
ilege should  not,  by  reason  of  such  acqui- 
sition, or  the  marketing  or  transportation 
of  said  hops  in  connection  with  such 
operation  be  deemed  to  be  the  handler  of 
those  hops  within  the  provisions  of  the 
paragraph  on  assessments.  In  the  event 
any  grower  who  handles  hops  or  any  hop 
product  is  not  covered  by  this  section  as 
the  first  handler  thereof,  then  the  person 
who  handles  any  of  such  hops  or  any  hop 
product  next  following  such  handling 
thereof  by  said  grower  should  constitute 
the  first  handler  thereof  for  the  puiposes 
of  assessment.  The  assessment  should  be 
collected  on  each  pound  of  hops  as  placed 
on  the  market,  which  would  Include  any 
leaves  and  stems  which  might  be  present. 

A  paragraph  providing  for  the  liquida- 
tion of  net  assets  was  Included  In  the 
proposed  order,  as  set  forth  In  the  notice. 
Since  this  would  be  a  duplication  of  au- 
thority which  would  be  given  elsewhere. 
It  should  be  eliminated  from  this  section. 

An  amendment  was  proposed  that  a 
provision  be  included  to  permit  the  Con- 
trol Board  to  borrow  money,  pending  the 
collection  of  sufficient  asse.ssments  to 
cover  operational  expenses.  It  was  de- 
veloped at  the  hearing  that  this  problem 
has  been  met  in  the  case  of  other  mar- 
keting programs  of  this  nature  in  other 
ways  such  as  by  having  the  administra- 
tive agency  accept  advance  payments 
from  handlers  for  credit  against  assess- 
ment obligations  which  they  would  incur 
later.  It  should  be  unnecessary  to  in- 
clude the  proposed  amendment. 

It  was  also  proposed  at  the  hearing 
that  provision  be  made  for  the  disposition 
of  any  excess  of  funds  realized  from  as- 
sessments at  the  end  of  any  marketing 
season.  The  proponents  recommended 
that  the  Control  Board  be  permitted  to 
utilize  these  funds  imtil  moneys  are 
available  from  the  assessments  for  the 
following  season  and  yet  at  the  same 
time  that  the  handlers  from  whom  such 
funds  were  obtained  receive  credit,  or  In 
due  cour.se  refund,  of  any  excess.  The 
following  provision  was  suggested :  "Any 
money  collected  as  assessments  during 
any  marketing  year  and  not  expended 
In  connection  with  the  respective  mar- 
keting sea.son's  operations  hereunder 
may  be  used  and  shall  be  refunded  by 
the  Control  Board.  In  accordance  with 
the  provisions  hereof.  Such  excess  funds 
may  be  used  by  the  Control  Board  dur- 
ing the  period  of  six  months  subsequent 
to  such  marketing  season  In  paying  the 
expenses  of  the  Control  Board  incurred 
in  connection  with  the  new  marketing 
season.  The  Control  Board  shall,  how- 
ever, from  funds  on  hand.  Including  as- 
sessments collected  during  the  new  mar- 
keting season,  credit  or  upon  request 
make  available,  within  seven  months 
after  the  beginning  of  the  new  marketing 
season,  the  aforesaid  excess  to  each  han- 


1536 


PROPOSED  RULE  MAKING 


dler  from  whom  the  assessment  was  col- 
lected as  aforesaid.  In  the  proportion  that 
the  amount  of  the  assessment  paid  by 
the  resj)ective  handler  bears  to  the  total 
amount  of  the  assessments  paid  by  all 
handlers  during  said  marketing  season." 
The  general  substance  of  the  new  provi- 
sion is  similar  to  the  provision  relating 
to  refunds  in  a  marketing  agreement 
and  order  program  for  another  com- 
modity, with  the  exception  that  the  time 
period  for  use  of  the  funds  by  the  Board 
has  been  Increased  from  four  months 
to  six  months.  Testimony  at  the  hear- 
ing developed  the  fact  that  it  would  be 
satisfactory  to  reduce  this  period  to  five 
months,  and  It  Ls  concluded  that  this 
period  should  be  the  one  to  be  adopted. 

(h)  Provision  should  be  made  for  all 
handlers  to  comply  strictly  with  all  regu- 
lations of  the  order.  No  handler  should 
handle  any  hops  or  any  hop  product  in 
violation  of  any  of  the  provisions  of  the 
order  or  in  violation  of  any  regulation 
effective  pursuant  to  the  order. 

(1>  Each  handler  and  each  subsidiary 
or  affiliate  thereof  should  keep  books  and 
other  records  which  will  clearly  show  the 
details  of  Its  handling  of  hops  and  hop 
products.  Certain  reports  relating  to 
operations  under  the  program,  as  herein- 
after specified  should  be  required  of 
handlers,  and  books  and  records  pertain- 
ing to  each  handler's  operations  are  nec- 
essary In  order  that  reports  may  be  fur- 
nished promptly  and  accurately,  and  In 
order  to  Insure  compliance  with  the  pro- 
visions of  the  order. 

Certain  Information  from  handlers  Is 
necessary  to  enable  the  Control  Board, 
the  Growers  Allocation  Committee,  and 
each  Advisory  Committee  to  perform 
their  functions  in  respect  to  the  opera- 
tion of  the  program.  Reports  required 
of  handlers  as  set  forth  in  the  notice  of 
hearing  are  as  follows:  "each  handler 
shall  furnish  to  the  managing  agent 
complete  Information  on  Jvme  1,  or  as 
of  that  date  and  within  15  days  there- 
after, or  on  any  other  date  or  dates  which 
the  Control  Board,  with  the  approval  of 
the  Secretary,  may  specify,  relating  to 
(1)  The  volume  of  and  the  price  i>aid  for 
hops  and  hop  products  handled  during 
the  next  preceding  marketing  season, 
and  the  volume  of  and  prices  to  be  paid 
for  hops  and  hop  products  of  future  crops 
by  the  respective  handlers;  (2)  the 
names  and  addresses  of  the  growers  and 
other  persons  from  whom  hops  or  hop 
products  were  acquired ;  (3)  quantities  of 
hops  grown  by  that  handler;  and  (4>  the 
total  quantity  of  hops  and  hop  products 
owned  by  the  respective  handler."  Sub- 
stantial changes  should  be  made  in  re- 
gard to  the  reports  required.  The  pro- 
ponents proposed  the  deletion  of  the  re- 
ports with  reference  to  price  In  view  of 
the  fact  that  price  Information  which 
would  be  obtained  from  such  reports 
would  not  be  necessary  in  the  operation 
of  the  prtjgram.  The  reports  of  the 
-Bureau  of  Agricultural  Economics  of  the 
Department  are  the  official  sources  of 
price  information  needed  In  connection 
with  the  program.  Each  handler  should 
however,  furnish  to  the  managing  agent 
on  June  1.  or  a.s  of  that  date  and  within 
15  days  thereafter,  or  on  any  other  date 
or  dates  which  the  Control  Board  may 
specify,    complete    Information    as    re- 


quested by  the  Control  Board  relating  to 
the  total  quantity  of  hops  and  hop  prod- 
ucts owned  by  the  respective  handler. 
This  information  is  needed  for  the  Con- 
trol Board  meeting  at  which  determina- 
tions are  made  as  to  the  propriety  of 
surplus  control  and  at  which  estimates 
are  made  of  the  consumptive  demand 
and  the  salable  quantity.  Some  reports, 
the  proponents  testified,  would  be  par- 
ticularly valuable  around  December  1,  in 
connection  with  the  arrangements  for 
election  of  Control  Board  members.  This 
would  be  a  date  between  the  end  of  the 
next  preceding  marketing  season  and  the 
time  when  the  election  would  be  held 
soon  after  the  first  of  the  year  In  elec- 
tion years.  Information  would  be  needed 
with  respect  to  the  quantity  handled 
during  the  preceding  marketing  season. 
It  should  be  provided  that  reports  may  be 
submitted  earlier  than  December,  but  in 
any  event  would  cover  the  previous  mar- 
keting season  ending  July  31.  The  sup- 
plying of  names  and  addresses  of  the 
growers  and  other  persons  from  whom 
hop>s  or  hop  products  were  acquired  by 
handlers,  would  give  an  added  overall 
check  for  enforcement  and  for  other  pur- 
poses of  the  order.  It  Is  desirable  to 
know  the  quantity  of  hops  grown  by  a 
handler  in  order  to  help  eliminate  any 
confusion  between  the  handling  of  the 
persons  own  growth  and  of  hops  bought 
for  handling.  This  type  of  Information 
in  grower-dealer  operations  is  needed  for 
election  arrangements.  In  order  to  ob- 
tain the  necessary  Information  in  a 
minimum  of  reports,  the  reporting  re- 
qtllrements  should  be  changed  to  read  as 
follows:  "each  handler  shall  furnish  to 
the  managing  agent,  (1)  on  June  1.  or  as 
of  that  date  and  within  15  days  there- 
after, or  on  any  other  date  or  dates  which 
the  Control  Board  may  specify,  complete 
information  as  requested  by  the  Control 
Board  relating  to  the  total  quantity  of 
hops  and  hop  products  owned  by  the 
respective  handler;  and  (2)  on  December 
1.  or  on  any  other  date  or  dates  which 
the  Control  Board  may  specify,  complete 
Information  relating  to:  (D  The  volume 
of  hops  and  hop  products  handled  dur- 
ing the  next  preceding  marketing  season ; 
(11)  the  names  and  addresses  of  the 
growers  and  other  persons  from  whom 
such  hops  or  hop  products  were  acquired; 
and  (ili>  the  quantity  of  hops  grown  by 
that  handler  during  such  season."  Such 
Information  furnished  to  the  managing 
agent  should  be  confidential  and  not  be 
disclosed  to  any  person  (including  mem- 
bers of  the  Control  Board  as  well  as  other 
persons)  except  to  the  Secretary  at  his 
request,  or  to  such  person  as  the  Secre- 
tary may  specify.  However,  the  manag- 
ing agent  should  be  authorized  to  compile 
this  Information  in  such  form  as  will  not 
reveal  the  Identify  of  individual  Inform- 
ants and  to  make  such  compilations 
available  to  the  Control  Board,  Growers 
Allocation  Committee,  any  Advisory 
Committee,  or  to  the  public.  The  man- 
aging agent  should  not  disclose  any  in- 
formation acquired  under  this  section, 
except  as  provided  for  in  the  order. 
Representatives  of  the  hop  Industry 
testified  at  the  hearing  that  the  afore- 
mentioned proposals  had  been  discussed 
generally  prior  to  that  time  by  interested 
uarties  in  their  respective  areas,  and  that 


BUch  proposals  were  considered  to  be  ap- 
propriate, fair,  and  equitable. 

(J)  The  provisions  of  {§986.10  to 
986.18,  both  Inclusive,  as  hereinafter  set 
forth,  are  provisions  similar  to  those 
which  are  included  In  other  marketing 
agreements  and  orders  now  operating. 
The  provisions  of  §§986.19  to  986.21. 
both  inclusive,  as  hereinafter  set  forth, 
are  also  Included  in  other  marketing 
agreements  now  operating.  All  such 
provisions  are  incidental  to.  and  not  in- 
consistent with  the  act.  are  necessary  to 
effectuate  the  other  provisions  of  the 
proposed  regulatory  program,  and  are 
necessary  to  tffectuate  the  declared  pur- 
poses of  the  act.  Testimony  at  the 
hearing  supports  the  inclusion  of  each 
of  such  provisions  as  hereinafter  set 
forth.  These  provisions  which  are  ap- 
plicable to  both  the  proposed  marketing 
agreement  and  order,  identified  by  both 
section  numbers  and  titles,  are  as  fol- 
lows: §§986.10  Amendments;  986.11 
Agents;  986.12  Effective  time  and 
termination;  986.13  Duration  of  immu- 
nities; 986.14  Separability;  986.15  Dero- 
gation; 986.16  Right  of  the  Secretary; 
986.17  Liability  of  Control  Board  Mem- 
bers; and  986  18  Effect  of  termination 
or  amendment. 

Those  provisions  which  are  applicable 
to  the  proposed  marketing  agreement 
only,  identified  by  both  section  numbers 
and  titles,  are  as  follows:  §§  986.19  Coun- 
terparts; 986  20  Additional  parties;  and 
986.21  Request  for  order. 

It  is  hereby  found  and  proclaimed  that 
the  parity  price  for  hops  can  be  deter- 
mined satisfactorily  from  statistics  of 
the  United  States  Department  of  Agri- 
culture on  the  August  1909-July  1914 
base  period  specified  in  section  2  d)  of 
the  act.  and  such  period  is  the  period 
to  be  used  for  such  computation.  The 
parity  situation  in  this  regard  was  dis- 
cussed. In  some  detail,  under  (2)  hereof, 
relating  to  the  need  for  a  regulatory 
program  of  this  nature. 

The  proposed  agreement  and  order, 
and  all  of  the  terms  and  conditions 
thereof,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act  with  respect  to 
hops  grown  in  Oregon,  California,  Wash- 
ington, and  Idaho  by  establishing  and 
maintaining  such  orderly  marketing  con- 
ditions therefor  as  will  tend  to  establish 
prices  to  the  producers  thereof  at  a  level 
that  will  give  such  hops  a  purchasing 
power  with  respect  to  the  articles  that 
the  producers  thereof  buy  equivalent  to 
the  purchasing  power  of  such  hops  in 
the  base  period.  August  1909-nJuly  1914. 
and  protect  the  Interests  of  consumers 
by  (1)  approaching  the  level  of  prices 
which  it  Is  declared  in  the  act  to  be  the 
F>olicy  of  Congress  to  establish  by  a  grad- 
ual correction  of  the  current  level  of 
prices  at  as  rapid  a  rate  as  the  Secretary 
deems  to  be  in  the  public  interest  and 
feasible  in  view  of  the  current  consump- 
tive demand,  (2)  by  authorizing  no  action 
which  has  for  Its  purpose  the  main- 
tenance of  prices  to  the  producers  of 
such  hops  above  the  level  which  It  is  de- 
clared In  the  act  to  be  the  policy  to  es- 
tablish, and  (3)  by  providing  for  the 
establishing  of  such  minimum  standards 
of  quality,  maturity,  and  Inspection  re- 
quirements as  will  effectuate  such  orderly 
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marketing  of  .such  hops  as  will  be  in  the 
public  interest. 

Rulings  on  proposed  findirigs  and  con- 
clusions. The  period  ending  January 
10.  1949.  was  set  by  the  presiding  officer 
at  the  hearing  as  the  date  by  which  briefs 
must  be  filed  by  interested  parties  with 
respect  to  facts  presented  in  evidence  at 
the  hearing  and  the  conclusions  which 
should  be  drawn  therefrom.  Such  briefs 
were  filed  on  behalf  of  the  proponents  of 
the  proposed  regulatory  program,  the 
United  States  Brewers  Foundation.  Inc.; 
8.  S.  Steiner  and  Hugo  V.  Loewi  (deal- 
ers);  George  Segal  (dealer),  and  Acme 
Breweries.  These  briefs  contained  pro- 
po.sed  findings  of  fact,  conclusions,  and 
arguments  with  respect  to  the  proposals 
discussed  at  the  hearing.  Every  point 
covered  in  the  briefs  was  considered 
carefully  along  with  the  evidence  in  the 
record  in  making  the  findings  and  reach- 
ing the  conclusions  hereinabove  set  forth. 
To  the  extent  that  such  suggested  find- 
ings and  conclusions  contained  in  the 
briefs  are  inconsistent  with  the  findings 
and  conclusions  contained  herein,  the 
request  to  make  such  findings,  or  to 
reach  such  conclusions,  are  denied  on  the 
basis  of  the  facts  found  and  stated  in 
connection  with  this  decision. 

Rulings  on  certain  rulings  of  the  pre- 
siding officer.  Near  the  close  of  the 
hearing  at  Santa  Rosa,  the  attorney  for 
the  United  States  Brewers'  Foundation. 
an  organization  of  brewers,  offered  In 
evidence  28  affidavits  which  had  appar- 
ently been  executed  by  officers  of  brew- 
InR  companies  located  over  the  country. 
All  of  these  affidavits  related  to  the  pro- 
posed provisions  which  would  fix  mini- 
mum standards  of  quality  and  or  ma- 
turity for  hops.  Objection  was  made  to 
the  admittance  of  these  affidavits  in  evi- 
dence, which  objection  was  .sustained  by 
the  presiding  officer.'*  His  action  in  do- 
ing so  Is  hereby  sustained  and  confirmed. 
The  notice  of  hearing  In  this  instance 
was  published  in  the  Federal  Register  on 
November  2.  1948  (13  F.  R.  6448  •.  speci- 
fying that  such  hearing  would  begin  at 
Yakima.  Washington,  on  November  29, 
1948.  or  27  days  after  publication  of  such 
notice.  Further,  the  offer  In  evidence 
of  the  affidavits  was  not  made  until  De- 
cember 7,  1948.  or  35  days  after  publica- 
tion of  such  notice.  It  was  alleged  in 
support  of  such  proposal  that  the 
affiants  were  unable  to  attend  the  hear- 
ing by  reason  of  the  fact  that  their  time 
was  occupied  on  other  matters,  and 
further,  that  a  letter  had  been  addressed 
to  the  Secretary  on  November  23,  1948. 
Informing  him  of  that  fact  and  that, 
because  of  such  situation,  it  would  be 
necessary  to  offer  affidavits.  In  lieu  of 
oral  testimony  on  the  matter. 

It  is  specifically  provided  In  section 
7  (c)  of  the  Administrative  Procedure 
Act  (5  U.  S.  C.  1001  et  seq.)  that,  in 
hearings  of  this  nature:  "Every  party 
shall  have  the  right  to  present  his  case 
or  defense  by  oral  or  documentary  evi- 
dence, to  submit  rebuttal  evidence,  and 
to  conduct  such  cross-examination  as 
may  be  required  for  a  full  and  true  dis- 
closure of  the  facts."  Under  the  cir- 
cumstances, the  admittance  of  the  affi- 
davits In  evidence  in  the  absence  of  the 
affiants   would   have   denied   Interested 


parties  any  opportunity  to  conduct  any 
cross-examination  of  such  affiants,  and 
would  have  been  violative  of  their  rights 
In  that  regard.  As  was  pointed  out  at 
the  hearing,  the  affidavits  were  all  of  a 
general  nature  and  it  seems  that.  If  a 
reasonable  effort  had  been  made,  the 
Foundation  could  have  had  at  the  hear- 
ing capable  representatives  from  its 
membership  on  the  west  coast  who  could 
have  testified  personally  on  the  matter, 
and  answered  questions  asked  them  on 
cross-examination. 

At  the  time  of  the  presiding  officer's 
ruling  that  the  aforementioned  affidavits 
were  not  admissible  in  evidence,  it  was 
moved  by  the  attorney  for  the  Founda- 
tion that  depositions  on  the  matter  be 
taken  from  the  presidents  of  two  brew- 
ing companies  "In  the  next  few  days  or 
the  next  few  weeks  at  some  convenient 
place  in  the  mid-west  or  the  east."  It 
was  stated  that  affidavits  from  these  two 
officials  were  Included  In  the  28  affidavits 
which  were  refused  admission  in  evi- 
dence, and  that  such  motion  was  made 
because  the  proponents  of  the  regula- 
tory program  "want  the  presence  of  the 
witnesses  for  the  purposes  of  cross-ex- 
amination." The  granting  of  such  mo- 
tion was  objected  to  by  the  said  pro- 
ponents of  the  program  on  the  grounds 
that  the  taking  of  the  depositions  would 
delay  unduly  the  taking  of  final  action 
with  respect  to  the  program  which  be- 
cause of  economic  conditions,  should  be 
put  into  effect  as  ^oon  as  practicable, 
that  the  Foundation  had  delayed  action 
unduly,  and  that  it  was  unreasonable  to 
expect  the  proponents  to  incur  the  extra 
labor  and  expense  which  would  be  in- 
curred in  taking  the  depositions  at  such 
a  distant  point  or  points,  particularly 
since  the  Foundation  could  have  had 
capable  witnesses  appear  and  testify 
orally  at  the  hearing.  Hearings  on  the 
promulgation  of  marketing  agreements 
and  orders  are  public  hearings  and  all 
Interested  parties  have  the  right  to  be 
heard  and  cross-examine  witnesses.  The 
taking  of  depositions  with  the  attendant 
right  to  submit  cross-Interrogatories  by 
interested  parties,  all  of  whom  could  not 
be  known  with  certainty  for  the  pur- 
pose of  giving  notice,  is  not  a  method  of 
adducing  evidence  which  would  be  ap- 
propriate to  such  public  hearings.  More- 
over, the  applicable  rules  of  practice  and 
procedure  do  not  provide  for  the  taking 
of  such  depositions.  The  presiding  offi- 
cer's action  In  denying  that  motion  Is, 
therefore,  hereby  confirmed  for  the  rea- 
sons stated  above. 

Recommended  marketing  agreement 
and  order.  The  following  proposed  mar- 
keting agreement  and  order  (the  provi- 
sions Identified  with  an  asterisk  (•) 
apply  only  to  the  proposed  marketing 
agreement  and  not  to  the  proposed  mar- 
keting order)  are  recommended  as  the 
detailed  means  by  which  the  aforesaid 
conclusions  may  be  carried  out. 

5  986.1  Definitions.  As  used  herein, 
the  following  terms  have  the  following 
meanings: 

(a)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States,  or 
any  other  officer  or  employee  of  the 
United  States  Department  of  Agricul- 
ture who  is,  or  who  may  hereafter  be, 


authorized  to  perform  the  duties  of  the 
Secretary  under  the  act. 

(b)  "Act"  means  Public  Act  No.  10, 
73d  Congress,  as  amended  and  as  re- 
enacted  and  amended  by  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (7  U.  S.  C.  601  et  seq.;  61 
Stat.  208.  707). 

(c)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(d)  "Hops"  means,  except  as  other- 
wise specifically  Indicated  herein,  the 
pistillate  cones,  either  in  the  green  or 
the  dried  state,  of  the  vine  Humulus 
lupulus  or  Humulus  amerlcanus  grown  in 
the  States  of  Oregon,  California,  Wash- 
ington, or  Idaho. 

(e)  "Hop  product"  means  any  sub- 
stance which  is  (1)  derived,  either  in 
whole  or  in  part,  from  hops,  including, 
but  not  limited  to,  any  form  of  lupulln, 
lupulin  sweepings,  hop  oil,  or  hop  ex- 
tracts or  concentrates,  and  (2)  capable 
of  being  used  for  a  purpose  for  which 
hops  are  used. 

(f)  "Grower"  Is  synonymous  with 
"producer"  and  means  any  pyerson  who 
Is  engaged,  in  a  proprietary  capacity,  in 
the  commercial  production  of  hops. 

(g)  'Dealer  '  means  any  person,  other 
than  a  grower  or  brewer,  who  Is  a  han- 
dler of  hops  or  hop  products  for  his  or 
its  own  account. 

(h)  "Grower-dealer"  means  any 
grower,  other  than  a  brewer,  who  is  a 
handler  for  his  or  its  own  account  of  any 
hops  or  hop  products  other  than  those  of 
his  or  its  own  production:  Provided.  That 
handling  transactions  pursuant  to  §  986.6 
(f)  shall  not  be  within  this  definition. 

(1)  "Brewer"  means  any  person  who 
uses  hops  or  any  hop  product  In  manu- 
facturing any  malt  beverage  for  com- 
mercial purposes. 

(j)  "Handler"  means  any  person  who, 
either  personally  or  through  another 
person,  handles  hops  or  any  hop  product. 
Provided,  That  a  person  who  handles 
hops  which  have  been  previously  certifi- 
cated and  handled  by  another  person 
shall  not  thereby  be  deemed  to  be  a  han- 
dler with  respect  to  such  hops. 

(k)  "Handle"  means,  except  as  pro- 
vided in  §  986.6  (f),  d)  to  market,  .ship, 
or  transport  (except  as  a  common  or 
contract  carrier  for  others)  to  or  for 
market,  or  to  use.  any  hops  or  hop  prod- 
uct, or  (2)  to  purchase,  take  consignment 
of,  accept  delivery  of  (except  as  a  com- 
mon or  contract  carrier)  in  connection 
with  a  purchase  or  sale  or  otherwise 
acquire,  within  the  States  of  Oregon. 
California,  Washington,  or  Idaho,  hops 
or  any  hop  product  from  a  grower  or  any 
other  person. 

(1)  "Consumptive  demand"  means 
that  quantity  of  hops  and  hop  products 
(expressed  in  terms  of  dried  hops)  which 
it  is  anticipated  will  be  required  in  aU 
trade  outlets,  both  dom^tic  and  foreign, 
during  the  period  September  1  of  the 
respective  year  through  the  following 
August  31. 

(m  >  "Marketing  season"  means  the  12 
months  from  August  1  to  the  following 
July  31.  both  dates  inclusive. 

(n)  "Federal-State  inspection  serv- 
ice" means  that  inspection  service  on 
hops  or  hop  products  which  is  performed 
Washington,   or   Idaho   by   the   United 


states  Department  of  Agriculture  or  by 
said  Department  under  a  cooperative 
arrangement  with  any  of  such  States 
pursuant  to  authority  contained  In  any 
act  of  Congress. 

§£86.2  Control  Board — (a)  Estab- 
lishment. A  Control  Board  consisting  of 
eighteen  members,  with  an  alternate 
member  for  each  such  member,  is  hereby 
established  to  administer  the  terms  and 
provisions  hereof,  of  whom,  with  their 
respective  alternates,  nine  shall  repre- 
sent growers  of  hops,  two  shall  represent 
grower-dealers,  three  shall  represent 
dealers,  and  four  shall  represent  brewers. 
The  grower  members  of  the  Control 
Board  shall  be  growers  of  hops  who  are 
not  grower-dealers,  of  whom  three  shall 
be  growers  of  hops  in  and  residents  of 
the  States  of  Oregon  or  Idaho,  three  shall 
be  growers  of  hops  in  and  residents  of 
the  State  of  California,  and  three  shall 
be  growers  of  hops  in  and  residents  of 
the  State  of  Washington.  One  of  the 
grower-dealer  members  of  the  Control 
Board  shall  be  a  grower-dealer  having  his 
or  its  principal  office  in  that  regard  in  the 
States  of  Oregon,  California.  Washing- 
ton, or  Idaho,  and  the  other  grower- 
dealer  member  shall  be  a  grower-dealer 
having  kls  or  its  principal  office  in  that 
regard  outside  of  such  States.  Each  of 
the  four  brewer  members  of  the  Control 
Board  shall  be  a  brewer.  Each  of  the 
three  dealer  members  of  the  Control 
Board  shall  be  a  dealer  In  hops.  An  of- 
ficer, agent,  or  employee  of  a  business 
unit  other  than  an  Individual  person 
sha'l  be  eligible  for  membership  or  alter- 
nate membership  on  the  Control  Board 
in  the  category  in  which  such  business 
unit  belongs  pursuant  to  the  provisions 
hereof.  No  person  shall  be  selected  as  a 
member  or  alternate  member  of  the  Con- 
trol Board  who  is  not  actively  engaged, 
as  his  principal  business  occupation.  In 
the  business  of  the  group  which  he  repre- 
sents, and  may  be  an  officer,  agent,  or 
employee  of  a  business  unit  engaged  In 
such  business. 

(b)  Designation  of  original  members 
and  alternates.  The  original  members  of 
the  Control  Board,  and  their  respective 
alternates,  shall  be  selected  by  the  Secre- 
tary, subject  to  the  requirements  as  to 
district  representation,  occupation,  and 
residence  which  are  set  forth  in  para- 
graph (a)  of  this  section,  and  shall  serve 
for  a  term  ending  on  March  31,  1950,  ex- 
cept that,  if  the  respective  successor  to 
such  original  member  or  alternate  mem- 
ber has  not  been  selected  and  qualified 
by  March  31,  1950.  such  original  member 
or  alternate  member  shall  serve  until  his 
respective  .«;uccessor  has  been  selected 
and  has  qualified.  For  the  consideration 
of  the  Secretary  In  making  such  selec- 
tion, nominations  for  original  members 
and  alternate  members  of  the  Control 
Board  may  be  sumnitted  to  him  not  later 
than  the  date  on  which  this  order  is  Is- 
sued by  the  Secretary,  but  may  be  sub- 
mitted prior  thereto.  Nominations  for 
the  original  nine  grower  members  and 
their  alternates  may  be  made  by  any 
grower,  or  by  any  association  or  other 
group  of  growers.  Nominations  for  the 
original  two  grower-dealer  members  and 
their  alternates  may  be  made  by  any 
grower-dealer,    or    by    any    group    of 
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grower-dealers.  Nominations  for  the 
original  four  brewer  members  and  their 
alternates  may  be  made  by  any  brewer, 
or  by  any  organization  of  brewers.  Nom- 
inations for  the  original  three  dealer 
members  and  their  alternates  may  be 
made  by  any  dealer,  or  by  any  group  of 
dealers.  However,  the  Secretary,  in  mak- 
ing his  selection  of  the  original  members 
and  their  alternates  shall  not  be  bound 
to  make  such  selections  from  nomina- 
tions thus  received,  but  he  shall  make 
such  selections  in  his  discretion. 

(c)  Nomination  and  selection  of  suc- 
cessor members  and  alternates  —  (1) 
General.  Members  and  alternates  of  the 
Control  Board  selected  for  terms  com- 
mencing April  1,  1950,  and  thereafter, 
shall  .serve  for  terms  of  two  years  ending 
March  31  or  until  such  time  thereafter 
as  their  succe.s.sors  have  been  selected 
and  have  qualified.  Selection  of  suc- 
ces.'ior  members  of  the  Control  Board  and 
their  alternates  shall  be  made  by  the 
Secretary  for  each  of  the  aforementioned 
groups  from  the  nominations  submitted 
for  that  purpose  by  the  respective  groups 
and/or  from  among  other  qualified  per- 
sons. Such  nominations  for  each  respec- 
tive group  shall  be  made  to  the  Secretary 
on  or  before  March  1  of  each  election 
year  in  the  manner  hereinafter  described. 

(2)  Grower  rmvxbers.  Each  of  the 
growers  Advisory  Committees,  e.stab- 
lished  pursuant  to  §  986.4.  shall  nominate 
to  the  Secretary  the  names  of  three 
qualified  persons  a."*-  grower  members, 
and  three  qualified  persons  as  their  al- 
ternates, from  the  State  or  States  repre- 
sented by  the  respective  committee.  The 
persons  receiving  in  consecutive  order 
thetiighest  number  of  votes  for  members 
shall  be  the  nominees  for  members  of  the 
respective  committees,  and  a  correspond- 
ing provision  shall  apply  to  nominees  for 
alternate  members. 

(3)  Grower-dealer  member.  Western. 
The  grower-dealers  who.se  principal  of- 
fices are  within  the  States  of  Oregon. 
California.  Washington,  or  Idaho,  shall 
nominate  to  the  Secretary,  by  means  of 
an  election  in  which  all  (and  only)  such 
grower-dealers  shall  be  entitled  to  par- 
ticipate on  the  basis  of  one  vote  for  each 
full  bale  of  hops  (including  hop  products 
expressed  in  terms  of  dried  hops)  han- 
dled by  the  particular  grower-dealer 
during  the  next  preceding  marketing  sea- 
son, one  qualified  person  as  the  grower- 
dealer  member,  and  one  qualified  per- 
son as  his  alternate. 

(4)  Grower-dealer  member.  Eastern. 
The  grower-dealers  whose  principal  of- 
fices are  outside  the  States  of  Oregon, 
California.  Washington,  or  Idaho,  shall 
nominate  to  the  Secretary,  b;  means  of 
an  election  In  which  all  (and  only)  such 
grower-dealers  shall  be  entitled  to  par- 
ticipate on  the  ba.sis  of  one  vote  for  each 
full  bale  of  hops  (including  hop  products 
expressed  In  terms  of  dried  hops)  han- 
dled by  the  particular  grower-dealer  dur- 
ing the  next  preceding  marketing  season, 
one  qualified  person  as  grower-dealer 
member,  and  one  qualified  person  as  his 
alternate. 

<5)  Dealer  viembers.  The  dealers 
shall  nominate  to  the  Secretary  by  means 
of  elections  In  which  all  (and  only)  deal- 
ers shall  be  entitled  to  participate  on  the 
basis  of  one  vote  for  each  full  bale  of  hops 


(Including  hop  products  expressed  In 
terms  of  dried  hops)  handled  by  the  par- 
ticular dealer,  as  the  first  handler 
thereof,  other  than  a  grower,  and  for 
that  dealers  own  account,  during  the 
next  preceding  marketing  season,  three 
qualified  persons  as  dealer  members  and 
three  qualified  persons  as  their  alternates. 
Nominations  for  one  of  such  members 
and  his  alternate  shall  be  made  by  each 
of  the  following  categories  of  dealers:  (I) 
Those  handling  less  than  10.000  bales  of 
hops  (including  hop  products  expressed 
In  terms  of  dried  hops)  during  the  next 
preceding  marketing  season;  »ii)  those 
handling  between  10,000  and  25.000  bales 
of  hops  (including  hop  products  ex- 
pressed in  terms  of  dried  hops)  during 
the  next  preceeding  marketing  season; 
and  (Hi)  those  handling  over  25.000  bales 
of  hops  (Including  hop  products  ex- 
pressed In  terms  of  dried  hops)  during 
the  next  preceding  marketing  sea.^on. 

(6>  Brewer  members.  Of  the  four 
qualified  persons  to  be  nominated  by  the 
brewers  for  selection  as  brewer  members 
of  the  Control  Board,  and  their  respec- 
tive alternates,  two  of  such  nominations 
for  members  and  their  respective  alter- 
nates may  be  made  to  the  Secretary  by 
The  United  States  Brewers  Foundation, 
Inc.,  whose  present  office  address  is  21 
East  Fortieth  Street.  New  York,  N.  Y.. 
and  two  .such  nominations  for  member*!, 
and  their  resp>ectlve  alternates,  may  be 
made  by  the  Small  Brewers'  Association, 
whose*  present  office  address  is  188  West 
Randolph  Street.  Chicago,  111.  However, 
nominations  may  also  be  made  by  any 
Individual  brewer  or  by  any  other  as.socl- 
ations  or  groups  of  brewers. 

(7)  Elections  of  nominees  for  member- 
ship. Each  election  for  the  purpo.<:e  of 
nominating  grower,  grower-dealer  and 
dealer  members  or  alternates  of  the  Con- 
trol Boarc'  to  succeed  those  whose  terms 
of  office  expire  on  March  31  of  any  year,- 
shall  be  held  on  or  before  the  preceding 
March  1,  and  shall  be  conducted  and 
supervised  by  the  Control  Board.  Regu- 
lations prescribing  the  method  or  meth- 
ods for,  and  the  rules  governing  the  elec- 
tion of  nominees  as  hereinbefore  pro- 
vided, and  which  shall  assiu-e  to  all  per- 
sons eligible  to  take  part  in  such  elections 
reasonable  opportunity  to  select  candi- 
dates and  to  vote  for  nominees,  shall  be 
adopted  by  the  Control  Board  and  sub- 
mitted to  the  Secretary  on  or  before 
November  1.  1949;  and  such  regulations 
as  shall  be  approved  by  the  Secretary 
shall  govern  each  such  election.  Re- 
ports of  the  re.sults  of  elections  of  nom- 
inees shall  be  submitted  to  the  Secre- 
tary by  the  Control  Board. 

(8>  Time  limitation  on  nominations. 
In  the  event  any  of  the  group  nomina- 
tions are  not  submitted  to  the  Secretary 
within  twenty  days  after  the  time  here- 
inbefore specified,  the  Secretary  may 
select  each  such  member  or  alternate 
without  waiting  for  the  nomination  or 
nominations  to  be  made.  If  no  qualified 
person  is  available  from  any  category  in 
any  such  group,  the  Secretary  may  ap- 
point such  member  or  alternate  from 
another  category  within  such  group. 

(9»  Qualification  of  members  and  al- 
ternates. Each  person  selected  as  a 
member  or  alternate  of  the  Control 
Board,  Including  original  members  and 
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alternates,  shall  promptly  qualify  by  fil- 
ing with  the  Secretary  a  written  accept- 
ance of  the  appointment.  The  failure 
of  an  appointee  to  qualify  within  twenty 
days  after  the  appointment  of  such  per- 
son shall  be  cause  for  the  Secretary  to 
appoint  another  person  in  his  stead. 

(10»  Qualifications  requirements  for 
alternates.  Each  alternate  shall  meet 
the  same  qualifications,  be  nominated 
and  selected  in  the  same  manner,  and 
hold  office  for  the  same  term,  as  the 
member  for  whom  he  is  alternate.  An 
alternate  for  a  member  of  the  Control 
Board  shall,  in  the  event  of  that  mem- 
ber's absence,  act  in  the  place  and  stead 
of  that  member;  and  in  the  event  of  such 
member's  removal,  resignation,  disquali- 
fication, or  death,  the  alternate  for  such 
member  shall  act  In  the  place  and  stead 
of  said  member  until  a  successor  for  the 
unexpired  term  of  said  member  has  been 
selected. 

(11)  Substitutes  for  me7nbers  or  al- 
ternates. In  the  event  any  member  of 
the  Control  Board  and  his  alternate  are 
both  unable  or  fail  to  attend  a  meeting 
of  the  Control  Board,  any  alternate  for 
any  other  member  of  the  same  group  as 
that  represented  by  the  absent  member 
may  be  designated  by  the  absent  member 
to  serve  in  the  stead  of  the  absent  mem- 
ber, or  pending  such  designation  the  Sec- 
retary may  designate  such  temporary 
substitute. 

(d)  Vacancies.  To  fill  any  vacancy 
which  occurs  by  reason  of  the  failure  of 
any  person,  selected  as  a  member  of  the 
Control  Board  or  as  an  alternate  member 
thereof,  to  qualify,  or  the  death,  removal, 
resignation,  or  disqualification  of  any 
qualified  member  or  alternate  member 
of  the  Control  Board,  a  successor  for  his 
unexpired  term  of  office  shall  be  nomi- 
nated and  selected  (insofar  as  Is  appro- 
priate) In  the  manner  herein  specified, 
for  the  nomination  and  selection  of  suc- 
cessors to  the  initial  members  and  alter- 
nate members  of  tUe  Control  Board  rep- 
resenting the  same  industry  group  as  was 
represented  by  the  respective  member  or 
alternate  member  thus  to  be  succeeded. 
In  the  event  such  nomination  for  vacancy 
Is  not  made  within  thirty  days  after  the 
beginning  of  the  vacancy,  the  Secretary 
may  select  a  person  to  fill  such  vacancy 
without  waiting  for  the  nomination  to 
be  made. 

(e)  Compensation.  The  members  of 
the  Control  Board,  and  their  respective 
alternates,  shall  serve  without  compen- 
sation, but  shall  be  reimbursed  for  ex- 
penses necessarily  Incurred  in  the  per- 
formance of  their  duties  hereunder. 

(f )  Powers.  The  Control  Board  shall 
have  the  following  powers: 

(r  To  administer  the  provisions 
hereof  in  accordance  with  their  terms; 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violations 
hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

(g)  Duties.  The  duties  of  the  Control 
Board  shall  be.  among  others,  as  follows: 

(1)  Intermediary.    To  act  as  interme- 
diary  between   the  S>;crctary  and  any 
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grower,  handler,  dealer,  grower-dealer, 
or  brewer; 

(2)  Minutes,  books  and  records.  To 
keep  minutes,  books,  and  other  records 
which  will  clearly  reflect  all  of  its  acts 
and  transactions,  and  which  shall  be 
subject  at  any  time  to  examination  by 
the  Secretary  or  his  designated  repre- 
sentative; 

(3)  Scientific  studies  and  research.  To 
provide,  subject  to  prior  approval  by  the 
Secretary,  for  the  making  of  scientific 
and  other  studies  and  for  the  conducting 
of  research  appropriate  in  connection 
with  the  performance  of  Its  official 
duties; 

(4)  Assembling  data.  To  gather  and 
assemble  data  on  the  growing,  handling, 
shipping  and  marketing  conditions  rela- 
tive to  hops  and  hop  products,  appropri- 
ate or  de.sirable  in  connection  with  the 
performance  of  its  official  duties; 

(5)  Information.  To  furni.sh  to  the 
Secretary  such  available  information 
with  respect  to  hops  as  the  Board  may 
deem  appropriate  or  as  the  Secretary 
may  request; 

(6>  Audit.  To  cause  the  books  and 
other  records  of  the  Control  Board  to  be 
audited  by  one  or  more  competent  ac- 
countants at  least  once  each  marketing 
season  and  at  such  other  times  as  the 
Control  Board  may  deem  necessary,  or  as 
the  Secretary  may  request,  and  to  file 
with  the  Secretary  a  copy  of  each  audit 
report  made: 

(7)  Managing  agent.  To  employ  a 
Managing  Agent  who.  during  his  em- 
ployment as  such,  shall  not  be  a  grower, 
dealer,  grower-dealer,  or  brewer,  nor  In 
the  employment  thereof  or  financially 
Interested  In  the  production  of.  dealing 
in.  or  use  of  hops  or  hop  products,  and 
who  shall  serve  as  the  Secretary  of  the 
Control  Board  and  the  secretary  of  the 
Growers  Allocation  Committee,  and  shall 
have  such  other  duties  as  are  specified 
for  him  herein  or  by  the  Control  Board; 
and  to  employ  or  retain  such  other  em- 
ployees, agents,  and  representatives  as 
the  Control  Board  may  deem  nece.ssary; 
and  to  determine  the  salaries  and  define 
the  duties  of  such  Managing  Agent,  em- 
ployees, agents  and  representatives: 

(8)  Notice  to  Secretary  of  meetings. 
To  give  to  the  Secretary  the  same  notice 
of  meetings  of  the  Control  Board  as  Is 
given  to  the  members  of  the  Control 
Board;  and  ^ 

(9»  Issuance  of  necessary  regulations. 
To  i.ssue.  with  the  approval  of  the  Sec- 
retary, any  regulations  which  are  neces- 
sary and  appropriate  for  the  carrying  out 
of  the  provisions  hereof  in  accordance 
with  their  terms. 

(h)  Procedure — (1)  Rules  and  ojjicers. 
The  Control  Board  shall  adopt  rules  gov- 
erning the  performance  of  its  powers  and 
duties  hereunder,  and  shall  select  a  chair- 
man and  such  other  officers  as  It  may 
deem  advisable. 

(2)  Quorum.  A  quorum  shall  consist 
of  twelve  members,  or  alternate  mem- 
bers or  substitutes  then  serving  In  the 
place  and  stead  of  any  members,  In  at- 
tendance at  the  meeting,  and  all  deci- 
sions of  the  Control  Board  shall  be  made 
by  not  less  than  ten  affirmative  votes. 

(3)  Permissive  methods  of  voting. 
The  Control  Board  may  vote  by  mail  or 
telegraph  upon  due  notice  to  all  members 
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and  when  any  proposition  is  submitted 
for  polling  by  such  method,  one  dissent- 
ing vote  shall  prevent  its  adoption  until 
submitted  to  a  meeting  of  the  Control 
Board. 

(1)  Funds  and  other  property — (1) 
Uses.  All  funds  received  by  the  Control 
Board  pursuant  hereto  shall  be  used 
solely  for  the  purposes  specified  herein: 
and  the  Secretary  may  require  the  Con- 
trol Board  and  its  members  to  account 
for  all  receipts  and  disbursements. 

(2)  Accountability  of  members.  When- 
ever any  person  ceases  to  be  a  member  or 
alternate  member  of  the  Control  Board, 
such  person  shall  account  for  all  receipts 
and  disbursements  hereunder  and  deliver 
all  property,  funds,  books,  and  other 
records  (in  his  possession  or  control)  of 
the  Control  Board,  to  his  successor  in 
office  or  to  such  person  as  the  Secretary 
may  de.signate.  and  shall  execute  such 
assignments  and  other  Instruments  as 
may  be  necessary  or  appropriate  to  vest 
in  such  successor  or  in  such  designated 
person  the  right  to  all  of  the  property, 
funds  or  claims  vested  In  such  member. 

(3)  Legal  action  for  collection  of  as- 
sessments. The  Control  Board,  with  the 
approval  of  the  Secretary,  may  maintain 
In  Its  own  name,  or  in  the  names  of  its 
members,  a  suit  against  any  handler  sub- 
ject to  the  provisions  hereof  for  the  col- 
lection of  such  handler's  pro  rata  share 
of  expenses. 

§  986.3  Growers  Allocation  Commit- 
tee— (a)  Members.  The  grower  mem- 
bers and  the  grower-dealer  members 
of  the  Control  Board  shall  constitute 
the  Growers  Allocation  Committee. 
Said  committee  shall  have  such  duties 
and  powers  as  are  expressly  specified 
herein  for  that  committee  and  such 
other  duties  and  powers  as  may  be  inci- 
dent thereto.  The  Growers  Allocation 
Committee  may  Incur  only  such  ex- 
p>enses  as  from  time  to  time  are  author- 
ized by  the  Control  Board. 

(b)  Procedure.  The  Growers  Alloca- 
tion Committee  shall  select  one  of  its 
members  as  Its  chairman  and  such  other 
officers  as  It  may  deem  advisable.  It 
shall  keep  proper  records  of  all  its  pro- 
ceedings, and  shall  adopt  regulations 
governing  its  procedure.  It  may  provide 
for  voting  by  mail  or  telegraph  upon  due 
notice  to  all  members  and  when  any  .such 
proposition  is  submitted  for  polling  by 
such  method,  one  dissenting  vote  shall 
prevent  its  adoption  until  .submitted  to  a 
meeting  of  the  Growers  Allocation  Com- 
mittee. 

(c)  Alternates.  The  alternate  of  each 
grower  member  or  grower-dealer  mem- 
ber of  the  Control  Board  shall  have  the 
same  right  to  serve  in  lieu  of  a  member 
of  the  Growers  Allocation  Committee  as 
such  alternate  has  to  serve  in  lieu  of  a 
member  of  the  Control  Board. 

§  986.4  Growers  Advisory  Commit- 
tees — (a)  Establishment  arid  member- 
ship. A  Growers  Advisory  Committee  of 
12  members  Is  hereby  established  for 
each  of  the  States  of  Washington  and 
California,  and  of  13  members  for 
the  combined  States  of  Oregon  and 
Idaho.  Each  of  the  said  committees 
shall  consist  of  members  who  shall  be 
growers  or  grower-dealers,  or  officers  or 
employees  of  gi'owers  or  grower-dealers. 
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engaged  In  growing  hops  In  and  shall  be 
residents  of  the  State  or  States  for  which 
the  respective  committee  is  established; 
one  of  the  members  of  the  Advisory  Com- 
mittee for  the  States  of  Oregon  and  Idaho 
shall  be  a  grower,  or  an  officer  or  em- 
ployee thereof,  engaged  in  growing  hops 
in  and  a  resident  of  the  State  of  Idaho, 
'b)  Original  members.  The  original 
members  of  the  Growers  Advisory  Com- 
mittees shall  be  the  members  of  the  ex- 
isting advisory  committees  organized  by 
the  United  States  Hc^  Growers  Associa- 
tion, an  association  of  hop  growers  whose 
present  address  is  Mills  Building,  San 
Francisco,  California.  Each  of  the  orig- 
inal members  shall  serve  for  a  term 
ending  on  January  31.  1950,  and  in  the 
event  that  the  respective  person's  suc- 
cessor has  not  been  selected  by  February 
1,  1950,  such  person  shall  .serve  until  his 
successor  has  been  selected. 

(c)  Election  of  successor  members. 
Successor  members  of  Growers  Advisory 
Committees,  beginning  with  those  elected 
for  terms  beginning  on  and  after  Febru- 
ary 1,  1950,  shall  .serve  a  two  year  term 
ending  January  31.  Election  shall  be  at 
meetings  held,  under  the  supervision  of 
the  Managing  Agent  or  his  designated 
representative,  by  the  growers  and  grow- 
er-dealers in  each  of  the  hereafter  desig- 
nated districts.  In  such  election  each 
grower  and  each  grower-dealer  residing 
or  producing  hops  in  the  district  shall 
have  an  opportunity  to  participate,  and 
at  such  election  shall,  on  behalf  of  him- 
self, his  agents,  partners,  affiliates,  sub- 
sidiaries, and  representatives,  cast  only 
one  vote  to  fill  the  vacancy  or  vacancies 
occurring  In  his  district.  No  grower  or 
grower-dealer  shall  vote  in  more  than 
one  district  In  any  one  State.  Voting 
shall  be  by  ballot;  there  shall  be  no  voting 
by  proxy.  The  nominee  having  the 
highest  number  of  votes  shall  be  the 
member  for  the  district  or,  in  the  districts 
electing  more  than  one  member,  the 
nominees  receiving  in  consecutive  order 
the  highest  number  of  votes  shall  be  the 
members  for  that  district.  In  the  case 
of  a  tie  vote,  where  vacancies  are  insuffi- 
cient to  give  membership  to  each,  a  run- 
off election  shall  be  held  on  the  vacancy 
in  question. 

(d)  Washington  Advisory  Committee. 
The  State  of  Washington  is  hereby  de- 
limited into  four  election  districts,  as 
follows: 

District  No.  1:  That  portion  of  Takima 
County  lying  east  of  the  Yakima  River  and 
north  of  Parker  Ridge,  and  all  counties  of 
the  State  of  Washington  not  delineated  in 
other  districts. 

District  No.  2:  Benton  County,  Klickitat 
Ctounty,  and  that  portion  of  Takima  County 
lying  south  of  Parker  and  Ahtanum  Ridges. 

District  No.  3:  That  portion  of  Takima 
County  lying  north  of  Ahtanum  Ridge  and 
west  of  the  Yakima  River. 

District  No.  4:  All  counties  of  the  State  of 
Washington  lying  west  of  Districts  a  and  3, 
or  lying  west  of  the  Cascade  Mountains. 

Growers  and  grower-dealers  who  re- 
side or  produce  hops  In  any  such  district 
shall  be  entitled  to  vote  for  and  select  for 
that  district  three  members  of  the  Ad- 
visory Committee. 

(e)  California  Advisory  Committee. 
The  State  of  California  is  hereby  de- 
limited into  three  election  districts,  as 
follows : 


District  No.  1:  Sacramento  Coionty  and  all 
other  counties  of  the  State  of  California  not 
delineated  in  other  districts. 

District  No.  2:  Sonoma.  Napa  and  Marin 
Counties. 

District  No.  3:  Mendocino  and  Lake  Coun- 
ties. 

Growers  and  grower-dealers  who  reside 
or  produce  hops  in  any  such  district  shall 
be  entitled  to  vote  for  and  select  for 
that  district  four  members  of  the  Ad- 
visory Committee. 

(f)  Oregon-Idaho  Advisory  Com- 
mittee. The  States  of  Oregon  and  Idaho 
are  hereby  delimited  into  twelve  election 
districts,  as  follows: 

District  No.  1  (Grants  Pass):  Douglas, 
Jackson,  Josephine,  Coos,  and  Currle  Coun- 
ties. 

District  No.  2  (Eugene,  etc.):  Lane  County 
and  that  portion  of  Linn  County  not  deline- 
ated in  District  3. 

District  No.  3  {Albany.  Corvallis,  etc.): 
Benton  County  and  those  areas  of  Marlon 
and  Linn  Counties  described  as  follov/s:  Be- 
ginning at  Jefferson.  Oregon,  thence  north 
along  U.  S.  Highway  99  East  to  a  point  east 
of  Tlce  Island  in  the  Willamette  River, 
thence  due  west  along  a  straight  line  to 
Tice  Island,  thence  south  along  the  meander- 
Ings  of  the  Willamette  River  to  the  conflu- 
ence of  the  Luckiamute  and  Willamette 
Rivers,  thence  due  southwest  to  the  north- 
east corner  of  Benton  County,  thence  south 
along  the  boundary  of  Benton  and  Linn 
Counties  to  a  point  due  west  of  Brownsville, 
Oregon,  thence  in  an  easterly  direction  to 
Brownsville  to  include  all  growers  operating 
hop  yards  in  the  Brownsville  area,  thence 
continuing  to  the  eastern  boundary  of  Linn 
County  to  Include  all  growers  operating  yards 
In  Linn  County  north  of  the  line  as  described. 

District  No.  4  [Independence.  Dallas,  etc.) : 
All  of  Polk  County  not  delineated  in  District 
6,  all  of  that  portion  of  Marion  County 
adjacent  to  Independence  and  not  delineated 
in  Districts  3,  6  and  fl.  and  that  portion  of 
Yamhill  County  not  delineated  In  Districts 
10  and  11. 

District  No.  5  (Silverton,  etc.):  Beginning 
at  the  North  Howell  Orange  building  in 
Marion  County,  Oregon,  thence  due  south 
along  a  straight  line  to  Stayton,  Oregon, 
thence  due  east  along  a  straight  line  to  the 
headwaters  of  the  Abiqua  River,  thence  fol- 
lowing the  meanderings  of  the  Abiqua  River 
iQ  a  northwesterly  direction  to  a  point  due 
east  of  the  North  Howell  Grange,  thence  due 
west  along  an  Imaginary  line  to  point  of 
beginning. 

District  No.  6  (Salem,  etc.):  Beginning  at 
Rickreall,  Oregon,  thence  north  along  west 
side  of  U.  8.  Highway  99W.  to  a  point  due 
west  of  Wheatland.  Ulence  due  east  along  a 
straight  line  to  Wheatland  to  Include  all 
growers  in  the  area  In  the  vicinity  of  Wheat- 
land, Oregon,  thence  northeast  along  a 
straight  line  to  Fairfield,  thence  east  follow- 
ing the  Fairfield  road  to  Aral  Corners,  thence 
due  north  from  Aral  Corners  to  the  St.  Louis 
Road  to  the  corner  of  the  "Old  Miller  Place", 
thence  east  to  the  Southern  Pacific  Railway 
and  continuing  east  to  U.  S.  Highway  99  East, 
thence  south  following  U.  S.  Highway  99  East, 
to  the  intersection  of  U.  S.  Highway  99  East 
and  the  ParkersvlUe  Road,  known  as  the 
"Manning  Corner",  thence  east  to  Parkcrs- 
vUle.  thence  south  to  the  Central  Howell 
School,  thence  due  south  following  a  straight 
line  to  the  Santiam  Rhrer,  thence  north  and 
west  following  the  meanderings  of  the  San- 
tiam River  to  Jefferson,  thence  due  north 
following  U.  S.  Highway  99  to  Sunnyside. 
thence  due  west  following  a  straight  line  to 
the  Willamette  River  to  a  point  south  of  Rob- 
erts' Station,  thence  north  following  the  me- 
anderings of  the  Willamette  River  to  Salem, 
thence  west  following  the  Dallas-Salem 
Highway  to  Rickreall.  point  of  beginning. 


District  No.  7  (Wilder,  Ontario,  etc.):  The 
State  of  Idaho  and  Malheur  County  in  the 
State  of  Oregon. 

District  No.  8  (Mt.  Angel,  etc.) :  Beginning 
at  the  North  Howell  Grange,  thence  south 
and  east  following  the  meanderings  of  the 
Abiqua  River  to  the  foothills  of  the  Cascade 
Mountains  to  a  point  due  south  of  Molalla. 
thence  due  north  following  a  straight  line 
to  Molalla.  thence  west  following  the  Wood- 
burn-Molalla  highway  to  its  intersection  with 
U.  S.  Highway  99  East,  thence  south  following 
U.  S.  Highway  99  East  to  Gervals,  thence 
south  from  Gervals  to  the  Manning  Corner, 
thence  east  to  Parkersville,  thence  south  to 
the  North  Howell  Grange,  the  place  of  be- 
ginning. 

District  No.  9  (Donald,  Woodburn,  Au- 
rora, etc.) :  Beginning  at  Oregon  City,  thence 
south  along  the  Oregon  Clty-Molalla  high- 
way to  MolalKi  to  Include  all  growers  operat- 
ing hop  yards  within  a  one-mile  radius  of 
Mullno,  thence  west  following  the  Woodburn - 
Molalla  Highway  to  its  Intersection  with 
U.  S.  Highway  99  East,  thence  south  follow- 
ing U.  S.  Highway  99  East  to  Gervals,  thence 
west  following  the  direct  highway  to  St. 
Louis,  thence  north  following  the  meander- 
ings of  Champocg  Creek  to  Its  confluence 
with  the  Willamette  River,  thence  In  a 
northerly  direction  following  the  meander- 
ings of  the  Willamette  River  to  WiUonvlUe. 
thence  continuing  in  a  north  and  easterly 
direction  along  the  meanderings  of  the  Wil- 
lamette River  to  the  place  of  beginning. 

Di.'itrict  No.  10  (St.  Paul,  etc.):  Beginning 
at  Wllsonville.  thence  north  following  U.  6. 
Highway  99  West  to  Jurgens  Park  on  the 
Tualatin  River,  thence  northwesterly  follow- 
ing a  straight  line  to  the  southwest  corner 
of  Multnomah  County,  thence  southwesterly 
following  a  straight  line  to  Laurel,  thence 
southwest  following  a  straight  line  to  Mc- 
Minnvllle,  thence  south  following  the  west 
side  of  U.  S.  Highway  99  West  to  a  point 
due  west  of  Wheatland,  thence  due  east 
following  a  straight  line  to  Wheatland, 
thence  northeast  to  Fairfield,  thence  con- 
tinuing east  to  Aral  Corners,  thence  north 
to  Champoeg  Creek,  thence  continuing  in  a 
northerly  direction  and  following  the  mean- 
derings of  Champoeg  Creek  to  the  Willamette 
River,  thence  continuing  in  a  northeasterly 
direction  following  the  meanderings  of  the 
Willamette  River  to  Wllsonville.  the  point 
of  beginning.  • 

District  No.  11  (Hillsboro,  Forest  Grove, 
etc.):  Beginning  at  the  southwest  corner 
of  Multnomah  County,  thence  in  a  south- 
westerly direction  following  a  straight  line 
to  Laurel,  thence  southwesterly  following  a 
straight  line  to  McMlnnviUe,  thence  west 
following  a  straight  line  to  the  western 
boundary  of  Yamhill  County.  Close  any 
short  gap  by  a  straight  line  and  follow 
County  line  to  the  point  of  beginning. 

District  No.  12  (Portland,  Hermiston.  etc.) : 
Umatilla.  Morrow,  OllUam,  Sherman.  Wasco, 
Hood  River  and  Multnomah  Counties,  and 
that  portion  of  Clackamas  County  described 
as  follows:  Beginning  at  Sellwood,  Oregon, 
thence  south  following  the  meanderings  of 
the  Willamette  River  to  Oregon  City,  thence 
south  following  the  Oregon  Clty-Molalla 
Highway  to  Lewis  Station  due  east  of  Canby 
thence  due  east  along  a  straight  line  to  the 
Cascade  Mountains,  thence  north  along  the 
eastern  boundary  of  Clackamas  County  to 
the  northern  boundary  of  Clackamas  County, 
thence  due  west  to  place  of  beginning,  and 
all  other  Counties  or  portion  of  Counties  of 
Oregon  not  delineated  In  other  districts. 

Growers  and  grower-dealers  who  re- 
side or  produce  hops  in  the  district  which 
Includes  the  State  of  Idaho  shall  be  en- 
titled to  vote  for  and  select  for  that  dis- 
trict two  members  of  the  Advisory  Com- 
mittee, one  of  whom  shall  be  a  grower 
of  hops  in  the  State  of  Idaho;  and  grow- 
ers and  grower-dealers  who  re-^^ide  or  pro- 
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duce  hops  in  any  of  the  other  districts 
shall  be  entitled  to  vote  for  and  select 
for  that  district  one  member  of  the  Ad- 
visory Committee. 

(g)  Changes  in  districts.  The  num- 
ber of  districts  or  the  area  covered  by 
each  in  any  state  or  states  may  be 
changed  by  the  Secretary  in  an  equitable 
manner  giving  consideration  to  quantity 
of  hops  produced,  number  of  growers, 
geographical  characteristics  or  other 
factors  and  upon  recommendation  of  the 
Control  Board  or  of  the  Advisory  Com- 
mittee for  such  state  or  states. 

(h)  Alternates.  Each  member  of  an 
Advisory  Committee  may  designate,  in 
writing  addressed  to  the  Managing 
Agent,  an  alternate  having  the  same 
membership  qualifications  as  are  appli- 
cable to  the  member.  Such  alternate 
may  act  at  any  meeting  of  the  Advisory 
Committee  at  which  the  member  Is  not 
present. 

(i)  Vacancies.  A  vacancy  in  the  mem- 
bership of  an  Advisory  Committee  shall 
be  filled,  for  the  balance  of  the  term  of 
the  member  whose  place  is  vacant,  by  a 
person  of  the  membership  qualifications 
of  the  former  member,  selected  by  major- 
ity vote  of  the  remaining  members  of  that 
•  committee. 

(J)  Expenses.  The  members  of  each 
Advisory  Committee  may  be  reimbursed 
by  the  Control  Board  for  all  travel  and 
other  expenses  necessarily  incurred  In 
the  performance  of  their  duties. 

(k)  Functions — (1)  Nomination  of 
successor  Control  Board  members.  Each 
Advisory  Committee  shall  promptly  nom- 
inate to  the  Secretary  a  successor  to  any 
grower  from  that  State  whose  term  on 
the  Control  Board  as  a  member  or  al- 
ternate shall  expire  or  whose  place  on 
the  Control  Board  for  any  reason  may 
become  vacant.  Grower  members  of  an 
Advisory  Committee,  as  well  as  other 
growers,  shall  be  eligible  for  nomination 
by  that  Advisory  Committee  to  serve  on 
the  Control  Board. 

(2)  Officers  and  other  functions.  Each 
Advisory  Committee  shall  select  from  its 
membership  a  chairman  and  such  other 
ofQcers  as  the  respective  committee  may 
deem  advisable,  and  shall  keep  proper 
records  of  all  of  its  proceedings.  It  shall 
hold  meetings  after  notice  to  Its  mem- 
bers, upon  the  call  of  four  members,  or 
upon  the  call  of  Its  chairman,  or  the  Con- 
trol Board,  or  the  Managing  Agent.  Each 
Advisory  Committee  shall  serve  the  Con- 
trol Board  in  an  advisory  capacity  con- 
cerning the  administration  hereof  in  the 
State  or  States  for  which  such  committee 
Is  established,  and  In  general  shall  per- 
form such  ministerial  functions  as  the 
Control  Board  may,  from  time  to  time, 
specify.  Each  Advisory  Committee  may 
Incur  only  such  expenses  as  are  author- 
ized by  the  Control  Board. 

§  986.5  Control  of  quality— (a)  Mini- 
mum standards  of  quality  and  grading 
and  inspection  requirements — <1)  Estab- 
lishment. In  order  to  efifectuate  the  de- 
clared policy  of  the  act,  the  Secretary 
shall,  after  consideration  of  the  Control 
Board's  recommendations,  prescribe 
minimum  standards  of  quality  for  hops 
with  respect  to  their  leaf  and  stem  con- 
tent, or  other  factors  of  quality  and  ma- 
turity for  which  grading  and  Inspection 
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procedure  has  been  developed  by  the 
Grain  Branch,  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture  and  Is  in  gen- 
eral use;  and  shall  prescribe  grading  and 
Inspection  requirements  therefor.  The 
term  "leaves  and  stems",  as  used  herein, 
shall  Include  all  leaves  and  stems  of  the 
hop  plant,  except  the  stems  (petioles) 
which  bear  the  individual  cones,  and  all 
extraneous  matter.  Hop  seeds  which  are 
naturally  within  the  hops  under  inspec- 
tion shall  not  be  considered  as  extrane- 
ous matter.  To  aid  the  Secretary  in 
prescribing  minimum  standards  and  re- 
quirements, the  Control  Board  shall  fur- 
nish to  the  Secretary  the  information 
upon  which  it  acted  In  recommending 
such  standards  and  requirements,  and 
shall  furnish  such  other  available  data 
pertaining  thereto  as  the  Secretary  shall 
request. 

(2)  Initial  standards  and  require- 
ments. Until  such  time  as  other  stand- 
ards and  requirements  for  leaf  and  stem 
content  are  prescribed  under  this  sec- 
tion, no  hops  shall  be  deemed  merchant- 
able or  entitled  to  certification  which 
contain  over  fifteen  percent  by  weight, 
of  leaves  and  stems  as  defined  in  sub- 
paragraph (1)  of  this  paragraph  and  as 
determined  by  the  Federal-State  inspec- 
tion service. 

(3)  Operation  irrespective  of  price. 
The  provisions  hereof  relating  to  mini- 
mum standards  of  quality  and  maturity, 
and  to  grading  and  inspection  require- 
ments, within  the  meaning  of  section  2 
(3)  of  the  act,  and  any  other  provisions 
pertaining  to  the  administration  and  en- 
forcement thereof,  shall  continue  in  ef- 
fect Irrespective  of  whether  the  season 
average  price  for  hops  Is  In  excess  of  the 
parity  level  specified  in  section  2  (1)  of 
the  act. 

(b)  Inspection  and  certification.  Each 
grower  shall  be  entitled,  upon  applica- 
tion to  the  Control  Board  or  Its  repre- 
sentative, and  subject  to  the  meeting  by 
him  of  any  applicable  provisions  of  this 
section  and  §  986.6,  to  the  certification 
of  hops  harvested  after  the  effective  date 
hereof:  Piovided,  That  such  hops  have 
been  Inspected  by  the  Federal -State  In- 
spection Service  within  the  States  of  Ore- 
gon, California.  Washington,  or  Idaho, 
and  their  ofiBclal  certificate  presented  by 
such  grower  showing  such  hops  to  meet 
said  standards  and  requirements.  No 
person  shall  handle  any  hops  harvested 
after  the  effective  date  hereof  unless  such 
hops  have  been  so  certificated  by  the 
Control  Board. 

(c)  Regulations.  Such  certification  sis 
to  minimum  quality  shall  be  based  on 
information  on  a  Federal-State  Inspec- 
tion Certificate  and  shall  include  sub- 
stantially the  following  wording:  "Hops 
covered  by  this  certificate  are  of  the 

(year) 

crop  and  are  covered  by  Federal-State 

Inspection  Certificate  No. as  meeting 

minimum  standards  of  quality  prescribed 
pursuant  to  applicable  Federal-Market- 
ing Agreement  and  Order."  Such  cer- 
tification shall  be  executed  by  authorized 
representatives  of  the  Control  Board,  the 
grower  and  the  handler.  The  bale  or 
other  container  shall  also  be  marked  or 
tagged  to  furnish  proper  identification 
as  to  producer  and  lot.    Such  marking 
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or  tagging  shall  comply  with  the  require- 
ments for  marking  included  in  §  986.6 
(d)  (1).  This  method  of  marking  may 
be  changed  by  the  Control  Board,  sub- 
ject to  the  approval  of  the  Secretary. 

§  986.6  Control  of  surplus — (a)  Appli- 
cation. The  provisions  of  this  section 
shall  apply  only  during  marketing  sea- 
sons In  which  the  estimated  season  aver- 
age price  of  hops  to  growers  Is  at  or  be- 
low the  parity  level  specified  In  section 
2  (1)  of  the  act. 

(b)  Determination  of  salable  quanti- 
ty— (1)  Total  carryover.  As  early  in  the 
respective  year  as  it  shall  find  it  to  be 
feasible,  but  not  later  than  August  1, 
the  Control  Board  shall  ascertain  or  esti- 
mate the  total  carryover,  within  the 
United  States,  of  hops  and  hop  products 
expressed  In  terms  of  dry  hops,  produced 
In  or  outside  the  area  covered  hereby 
prior  to  that  year  and  which.  If  pro- 
duced within  such  area,  are  eligible  for 
handling  pursuant  to  the  terms  hereof. 

(2)  Consumptive  demand.  At  the 
same  time,  the  Control  Board  shall  esti- 
mate the  total  consumptive  demand  for 
hops  produced  during  the  respective 
year.  In  estimating  such  consumptive 
demand,  there  shall  be  Included  the 
quantity  of  such  hops  estimated  to  be 
used  as  hops  and  the  quantity  estimated 
to  be  used  in  the  form  of  hop  products. 

(3)  Recommendation  by  Control 
Board.  Immediately  thereafter,  and 
based  upon  its  aforesaid  estimates  and 
findings,  the  Control  Board  shall  make 
and  transmit  to  the  Secretary  its  recom- 
mendation of  the  maximum  quantity  of 
hops  (net  dry  weight),  produced  during 
that  respective  year  which  should.  In 
order  to  effectuate  the  declared  policy  of 
the  act,  be  handled  in  the  form  of  hops 
or  In  the  form  of  any  hop  product,  and, 
with  such  recommendation,  shall  trans- 
mit to  the  Secretary  Its  estimates  and 
findings  on  which  Its  recommendation  is 
based. 

(4)  Determination  by  Secretary  of 
salable  quantity.  On  the  basis  of  the 
aforesaid  estimates,  data,  and  recom- 
mendations of  the  Control  Board  sub- 
mitted pursuant  to  this  paragraph,  and 
such  other  pertinent  information  as  the 
Secretary  may  have,  the  Secretary  shall 
determine,  fix,  and  announce  such  maxi- 
mum quantity  of  hops  produced  during 
that  respective  year  which  may  be  han- 
dled In  the  form  of  hops  and  In  the  form 
of  any  hop  product.  Such  maximum 
quantity  of  hops  which  shall  be  fixed  by 
the    Secretary    as    aforesaid    shall    be 

■  known,  and  Is  referred  to  hereinafter, 
as  the  salable  quantity  of  that  respective 
year's  crop  of  hops. 

(5)  Increase  of  salable  quantity.  The 
Secretary  may  at  any  time  increase  the 
salable  quantity  for  the  crop  of  any  year 
In  which  the*continued  withholding  of 
surplus  would  result  in  a  season  average 
price  to  growers  in  excess  of  the  parity 
level  specified  In  section  2  (1)  of  the  act, 
or  upon  due  consideration  of  either  the 
needs  of  brewers  or  a  recommendation  of 
the  Control  Board  that  the  salable  quan- 
tity be  increased.  The  Secretary  may 
not  decrease  said  salable  quantity. 

(6)  Conversion  ratios.  In  computing 
the  hops  equivalent  of  hop  products,  and 
unless  changed  as  hereinafter  provided. 
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one  pound  of  lupulln  shall  be  considered 
equivalent  to  20  pounds  of  dry  hops  and 
one  pound  of  hop  oil  to  400  pounds  of  dry 
hops.  In  the  case  of  hop  extracts  or  con- 
centrates for  which  conversion  ratios  are 
not  established  herein,  the  Control  Board, 
or  its  authorized  representative  may  tem- 
porarily establish  such  conversion  ratios 
for  a  period  not  exceeding  90  days.  Con- 
version factors  referred  to  herein  may  be 
changed  by  regulation  of  the  Control 
Board,  subject  to  approval  of  the  Sec- 
retary, 

(c)  Apportionment  of  salable  quantity 
among   growers— (1)  Determination    of 
Quantity  available  for  market — (i)  De- 
termination by  Growers  Allocation  Com- 
mittee.   As  the  basis  for  apportioning 
equitably    among    growers    the    salable 
quantity  of  each  year's  crop,  the  Grow- 
ers Allocation  Committee  each  year  as 
early  as  practicable  during  or  after  har- 
vest, shall  determine,  or  cause  to  be  de- 
termined under  its  supervision,  the  total 
quantity  of  hops  (net  dry  weight),  meet- 
ing the  requirements  of  5  986.5.  available 
for  market  by  each  grower  from  his  pro- 
duction of  hops  during  that  year.    Such 
determination  shall  include  the  quantity. 
If  any.  of  such  hops  found  to  have  been 
converted    into    hop    products,    except 
lupulln  sweepings  shall  be  included,  in 
the  computation,  only  to  the  extent  of 
the  pounds  of  lupulln  found  to  be  in  such 
quantity  of  lupulin  sweepings.    Unhar- 
vested  hops  shall   be  Included  only  If 
grown  to  maturity  and  remaining  un- 
harvested  on  living  vines  which  remain 
strung  or  trained  and  from  which  hops 
have  not  been  picked,  and  which  have 
not  been  removed  from  the  wires  or  poles. 
In  the  event  any  grower  does  not  per- 
mit the  Growers  Allocation  Committee, 
or  Its  representatives,  access  to  any  hops 
grown  by  that  grower,  or  to  any  nroduct 
thereof,  or  shall  fall  or  refuse  to  make 
available  to  said  committee,  or  Its  rep- 
resentatives. Information  relative  to  such 
hops  or  hop  products  which  ihe  Growers 
Allocation  Committee  finds  to  be  desira- 
ble in  order  properly  to  make  such  deter- 
mination in  accordance  with  the  provi- 
sions   hereof,    the    Growers    Allocation 
Committee  shall  determine  or  cause  to  be 
determined,  on  the  basis  of  an  estimate 
of  the  grower's  acreage,  the  average  crop 
conditions  in  the  area,  and  the  probable 
yield  per  acre  on  the  grower's  acreage, 
the  respective  grower's  total  production 
as  aforesaid.    After  completing  Its  de- 
termination of  production  by  each  Indi- 
vidual  grower,   the  Growers   Allocation 
Committee  shall,  by  means  of  addition, 
compute  the  production  by  all  growers. 

< ii >  Preliminary  estimates.  The 
Growers  Allocation  Committee  each 
year,  prior  to  the  start  of  harvest,  or  as 
soon  thereafter  as  practicable,  shall  de- 
termine, or  cause  to  be  determined  under 
Its  supervision,  a  preliminary  estimate 
of  said  total  quantity  of  hops  which  will 
become  available  for  market  by  each 
such  grower  and  by  all  growers,  during 
that  year.  Said  preliminary  estimate 
shall  be  based  upon  physical  examina- 
tion of  the  hop  yards,  upon  the  historical 
production  thereof,  upon  oflQclal  crop  es- 
timates or  upon  such  other  revelant  data 
as  Is  available. 

(Ill)  Determinations  for  and  protestt 
by  members  of  committee.   The  determi- 


nations pursuant  to  subdivisions  (1)  and 
<ii)  of  this  subparagraph  for  each  mem- 
ber OT  alternate  member  of  the  Growers 
Allocation  Committee  shall  not  be  made 
by  any  member  or  alternate  member  of 
such  committee,  but  shall  be  made,  and 
reported  in  writing  to  the  Secretary  and 
to  the  Growers  Allocation  Committee,  by 
such  other  qualified  person  or  persons 
as  the  Control  Board  or  its  authorized 
representative  shall  designate  for  that 
purpose.  Any  protest  by  a  member  or 
alternate  member  of  the  Growers  Alloca- 
tion Committee  concerning  such  deter- 
mination shall  be  made  directly  to,  and 
be  determined  by,  the  Secretary. 

(Iv)  Notice  to  growers.  The  Growers 
Allocation  Committee  shall  cause  to  be 
mailed  to  each  grower  notice  of  the  de- 
termination pursuant  to  subdivisions  (i) 
and  (ii)  of  this  subparagraph  of  the  re- 
spective grower's  production  for  the  re- 
spective year,  and  also,  the  computation 
of  the  total  quantity  determined  pursu- 
ant to  subdivisions  (D  and  (ii),  of  this 
subparagraph,  respectively,  produced  by 
all  growers  during  that  year.  The  com- 
mittee shall  also  publicly  announce  said 
computations  of  said  total  quantity,  both 
estimated  and  final. 

(v)  Protests  by  growers.  Any  grower 
who  may  be  dl.ssatisfied  with  the  deter- 
minations pursuant  to  subdivisions  d)  or 
(11)  of  this  subparagraph  or  pursuant  to 
subparagraph  (2)  of  this  paragraph, 
may  protest  in  writing  to  the  Growers 
Allocation  Committee  within  10  days  of 
the  date  of  mailing  of  the  notice  and  If 
dissatisfied  with  the  decision  In  regard 
to  such  protest  may  appeal  in  writing  to 
the  Secretary. 

(vi)   Determination   by  Secretary. 
Upon  expiration  of  the  time  for  protest 
specified  In  subdivision  (v)  of  this  sub- 
paragraph, and  after  completion  of  ac- 
tion by  that  committee  upon  all  protests, 
the  Growers  Allocation  Committee  shall 
report  to  the  Secretary  all  findings,  de- 
terminations,  and  computations  made 
by  or  for  It  pursuant  to  subdivision  (D  of 
this   subparagraph,   together   with   the 
data  on  which  the  same  were  based.    On 
the  basis  of  such  findings,  determina- 
tions, computations,  data,  and  other  per- 
tinent Information  which  the  Secretary 
may  have,  the  Secretary  shall  determine 
and  notify  the  Growers  Allocation  Com- 
mittee of  the  total  quantity  of  hops  (net 
dry  weight)  meeting  the  requirements  of 
9  986  5    available    for   market    by   each 
grower  from  his  production  of  hops  dur- 
ing that  year:  Provided.  That  such  de- 
terminations .shall  Include  the  quantity, 
if  any,  of  such  hops  converted  Into  hop 
products  except  that  In.sofar  as  lupulin 
sweepings  are  concerned  there  shall  be 
Included.  In  the  computation,  only  the 
pounds  of  lupulin  In  .such  quantity  of 
lupulin  sweepings,  and  Insofar  as  un- 
harvested    hops    are    concerned,    shall 
Include  (net  dry  weight)   only  hops  of 
that   respective   year's   crop    grown    to 
maturity  and  remaining  unharvested  on 
the  living  vines.     The  Secretary,  after 
having  determined  each  grower's  pro- 
duction, as  aforesaid,  shall,  by  means  of 
addition,  determine  the  production  by 
all    growers;    such    production    by    all 
growers  Is  hereinafter  referred  to  as  the 
"aggregate  production"  for  that  respec- 
tive year.    Immediately  upon  receipt  of 


notice  thereof  from  the  Secretary,  the 
Growers  Allocation  Committee  shall 
publicly  announce  the  aforesaid  deter- 
mination by  the  Secretary. 

(2)  Computation    of    growers'    allot- 
ments —  (i)  Salable    percentage.     The 
"salable   percentage"  of  the  aggregate 
production,  determined  pursuant  to  .sub- 
paragraph (1)  of  this  paragraph,  shall  be 
computed  by  dividing  the  salable  quan- 
tity of  that  year's  crop,  determined  pur- 
suant to  paragraph  (b).  of  this  .section, 
by  the  aforesaid  aggregate  production, 
and    multiplying    the   quotient    by    100. 
After  computing  the  growers'  salable  per- 
centage on   this  basis,  the  percentage 
shall  be  adju.sted  to  the  neare.st  tenth  of 
a  percent.    Each  grower's  allotment  of 
the  salable  quantity  of  that  year's  crop 
shall  be  that  same  salable  percentage  ap- 
plied to  that  grower's  production  as  de- 
termined pursuant  to  subparagraph  ( 1  > 
of  this  paragraph:  Provided,  That,  In  lieu 
of  the  method  of  computing  growers'  al- 
lotments described  In  the  preceding  .sen- 
tence, the  Secretary  may  make  effective, 
at  the  beginning  of  any  marketing  .season, 
the  following  procedure  pursuant  to  a 
recommendation  of  the  Control  Board  to 
that  effect  (such  recommendation  of  the 
Board  to  be  pursuant  to  and  in  accord- 
ance with  a  prior  recommendation  to  it 
by  the  Growers  Allocation  Committee): 
each  grower's  allotment  of  the  salable 
quantity  of  that  year's  crop  shall  be  com- 
puted by  first  .subtracting  from  said  grow- 
ers' poundage  of  merchantable  produc- 
tion, the  leaf  and  stem  content  thereof 
and  applying  the  salable  percentage  to 
the  remainder,  then  dividing  the  resulting 
quantity  by  the  average  percentage  of 
clean  hops  <hops  exclusive  of  leaf  and 
stem  content)  In  the  aggregate  produc- 
tion of  hops  for  the  preceding  marketing 
season.    The  quotient  will  be  the  grower's 
allotment   of   the   salable    quantity.   In 
pounds  of  hops  as  prepared  for  market 
by  him.     The  Board  shall  include  In  any 
recommendation  pursuant  to  this  provi.so 
full  information  and  data  on  which  such 
recommendation  Is  based.    Said  recom- 
mendation shall  specify  In  regard  to  the 
'percentage  of  clean  hops'  to  be  used  in 
the  computation,  whether  such  percent- 
age shall  be  computed  and  applied  for 
the  production  area  as  a  whole  or  sep- 
arately by  States,  and  the  Secretary  if 
he  approves  the  Board's  recommendation 
shall  state  In  his  approval  which  pro- 
cedure In  regard  thereto,  shall  be  fol- 
lowed:  And  provided  further.  That,  if 
this    substitute    method    of    computing 
growers'  allotments  Is  made  effective,  the 
Board  may  recommend  (following  a  rec- 
ommendation to  It  by  the  Growers  Al- 
location  Committee)    to  the  Secretary 
the  readoptlon  of  the  original  method  at 
the  beginning  of  any  subsequent  market- 
ing season,  supplying  full  information 
and  data  upon  which  such  recommenda- 
tion Is  based,  and  the  Secretary  may 
make  such  original  method  again  effec- 
tive. 

In  any  year  In  which  the  salable  per- 
centage, determined  pursuant  to  this  sec- 
tion, exceeds  98  percent,  each  grower's 
allotment  shall  be  the  total  quantity 
produced  by  such  grower,  determined 
pursuant  to  subparagraph  a)  of  this 
paragraph.  Each  allotment  determined 
hereimder  shall  be  expressed  in  pounds. 


net  dry  weight  of  hops,  and  shall  be 
known  as  the  respective  grower's  "sal- 
able allotment"  of  that  respective  year's 
crop. 

(11)  Preliminary  and  supplementary 
allotments — (a)  Preliminary.  In  order 
to  assist  growers  to  avoid  delays  in  their 
Individual  harvesting  and  marketing, 
the  Control  Board  or  its  authorized  rep- 
resentative shall  compute  an  "estimated 
salable  percentage"  of  estimated  aggre- 
gate production  and  shall  compute  and 
Issue,  or  cause  to  be  computed  and  Issued 
for  each  grower  a  preliminary  allotment. 
The  estimated  salable  percentage  shall 
be  computed  by  dividing  the  salable 
quantity  of  that  year's  crop,  determined 
piu-suant  to  paragraph  (b)  of  this  sec- 
tion by  the  estimated  aggregate  produc- 
tion, as  determined  pursuant  to  subpara- 
graph *1)  (11)  of  this  paragraph,  and 
multiplying  the  quotient  by  100.  Each 
grower's  preliminary  allotment  of  the 
salable  quantity  of  that  year's  crop  shall 
be  50  percent,  or  such  lower  percentage 
as  the  Control  Board  may  establish  with 
the  approval  of  the  Secretary,  of  that 
same  estimated  salable  percentage 
applied  to  that  grower's  estimated  pro- 
duction as  determined  pursuant  to  sub- 
paragraph (1)   (11)  of  this  paragraph. 

(b)  Supplementary.  The  Control 
Board  shall  each  year  Issue  or  cause  to 
be  Issued,  prior  to  the  Issuance  of  final 
allotments  applicable  to  that  year's  crop, 
to  any  grower  who  may  apply  therefor 
to  the  Growers  Allocation  Committee,  a 
supplementary  allotment  representing 
such  proportion  of  that  grower's  total 
production  of  hops  during  that  year  as 
the  Growers  Allocation  Committee  or  its 
authorized  representatives  shall  deter- 
mine will  not  be  in  excess  of  80  percent 
(or  such  higher  percentage  as  the  Con- 
trol Board,  with  the  approval  of  the  Sec- 
retary, may  specify  for  the  computation 
of  supplementary  allotments)  of  that 
grower's  probable  salable  allotment  for 
that  year's  crop. 

(c)  Eligibility  for  certification.  After 
Issuance  to  a  grower  of  such  preliminary 
or  supplemental  allotment,  the  hops 
covered  thereby,  and  any  hop  product 
derived  from  such  hops,  shall  be  eligible 
for  certification,  marking,  and  handling 
as  though  the  final  allotment  had  been 
Issued,  and  subject  to  the  same  terms, 
conditions,  and  regulations  as  are  appli- 
cable to  such  certification,  marking,  and 
handling  of  hops  and  hop  products  under 
a  final  salable  allotment. 

(Hi)  Notice  to  growers.  The  Growers 
Allocation  Committee  shall  mail  to  each 
grower  notice  of  his  prehminary,  of  his 
supplementary  and  of  his  final  salable 
allotment  computed  by  that  committee 
as  herein  provided.  A  list  of  the  salable 
allotments  of  all  growers  for  each  year's 
crop  shall  be  compiled  and  maintained 
by  the  Growers  Allocation  Committee  at 
each  of  its  offices,  where  the  same  shall 
be  available  during  all  reasonable  hours 
for  Inspection  by  any  Interested  person. 

(3)  Joint  allotment — (1)  Joint  own- 
ership. In  the  event  that  more  than  one 
grower  shall  participate  Jointly  In  the 
production  of  hops,  whether  as  landlord 
and  tenant,  as  partners,  or  otherwise, 
and  said  growers  report  that  fact  to  the 
Growers  Allocation  Committee,  then  a 
single  salable  allotment  shall  cover  such 


Joint  production.  In  the  event  that 
thereafter  the  Interests  of  those  growers 
In  the  crop  produced  or  being  produced 
are  segregated,  the  Growers  Allocation 
Committee,  or  Its  authorized  represent- 
ative, upon  written  application  signed  by 
all  of  said  interested  growers  shall  segre- 
gate and  distribute  said  salable  allotment 
among  said  growers  in  accordance  with 
their  respective  segregated  Interests  In 
the  crop. 

(11)  Associations.  Upon  application  of 
any  bona  fide  incorporated  cooperative 
association  of  growers  which  Is  author- 
ized to  market  hops  or  hop  products  in- 
cluded within  the  salable  allotments  of 
those  of  Its  members  who  have  author- 
ized the  association  to  sell  and  pool  their 
hops  for  them,  the  individual  salable  al- 
lotments of  such  members  shall  be  pooled 
and  hops  produced  by  those  members 
during  that  season,  and  hop  products  de- 
rived from  such  hops,  may  be  certificated 
and  handled  by  that  association  without 
regard  to  the  limits  of  the  Individual 
allotments  of  the  members:  Provided, 
That,  (a)  any  such  application  Is  made 
In  writing  by  the  association  to  the 
Growers  Allocation  Committee  prior  to 
determination  of  the  salable  allotments 
to  which  It  is  to  apply,  (b)  such  appli- 
cation is  signed  by  the  duly  authorized 
officers  of  the  association,  (c)  such  ap- 
plication is  accompanied  by  satisfactory 
evidence  that  the  submission  of  It  has 
been  approved  by  the  membership  of  the 
association,  by  official  action  at  a  meet- 
ing or  otherwise  during  the  particular 
calendar  year,  and  (d)  such  application 
is  also  accompanied  by  satisfactory  evi- 
dence that  each  of  the  Individual  mem- 
bers who  will  be  affected  by  the  pooling 
arrangement  has  authorized  the  asso- 
ciation to  handle  his  hops  under  such  a 
pooling  arrangement. 

(4)  Revision  of  allotments — (1)  Re- 
visions and  new  allotments.  In  the  event 
that  at  the  normal  time,  no  determina- 
tion, pursuant  to  subparagraph  (1)  of 
this  paragraph  has  been  made  as  to  a 
particular  grower  entitled  thereto  pur- 
suant to  the  provisions  hereof,  or  a 
previous  determination  as  to  a  particu- 
lar grower  is  substantially  In  error,  the 
Growers  Allocation  Committee  shall 
make  the  determination  or  correct  the 
erroneous  determination,  or  shall  cause 
such  determination  or  correction  to  be 
made.  The  same  requirements  of  deter- 
mination and  approval  by  the  Secretary, 
notice  to  the  grower  and  rights  of  protest 
and  appeal,  shall  be  effective  with  respect 
to  such  determination,  as  In  the  case  of 
a  timely  or  original  determination. 

(Ii)  Correction  of  clerical  errors.  In 
the  event  that  the  Growers  Allocation 
Committee  or  the  Managing  Agent  shall 
find,  at  any  time,  that  the  salable  allot- 
ment previously  Issued  to  a  grower  was 
Incorrectly  computed  or  is  erroneous  by 
reason  of  mathematical  or  clerical 
error,  the  Growers  Allocation  Committee 
or  the  Managing  Agent  shall  correct  and 
revise  said  allotment  to  the  extent  found 
to  be  proper,  and  shall  notify  the  respec- 
tive grower  and  the  Secretary  of  such 
correction. 

(d)  Certification — (1)  Hops  harvested 
during  effective  period  of  order.  Each 
grower  for  whom  a  salable  quantity  Is 
determined  may.  upon  application  to  the 


Control  Board  or  its  representative  and 
subject  to  the  limitations  of  §  986.5,  have 
the  eligible  quantity  of  hops  or  hop  prod- 
ucts certificated  for  handling.  Such  cer- 
tification shall  consist  of  the  indelible 
marking  of  each  bale  or  other  container 
of  such  hops  or  hop  products  by  an  au- 
thorized representative  of  the  Control 
Board  and  the  issuance  and  delivery  of 
a  "handling  certificate."  Such  marking 
sha'l  be  placed  on  the  bale  cover  or  other 
container  or  on  a  tag  securely  attached 
to  such  other  container,  and  shall  show 
the  year  of  production,  the  handling 
certificate  number,  and  the  words  "Cer- 
tificated. Hop  Control  Board."  This 
method  of  marking  may  be  changed  by 
the  Control  Board,  subject  to  the  ap- 
proval of  the  Secretary.  Such  handling 
certificate  shall  certify  that  pursuant  to 
the  provisions  hereof  a  specified  quantity 
of  hops  or  hop  products  has  been  duly 
certificated,  for  the  grower  and  handler 
named  in  said  certificate,  as  being  eli- 
gible for  handling  pursuant  to  the  terms 
hereof,  and  shall  be  executed  by  author- 
ized representatives  of  the  Control 
Board,  the  grower,  and  the  handler. 
Such  certification  may  exceed  any 
grower's  salable  quantity  by  not  over 
100  pounds,  provided  such  excess  quan- 
tity Is  Included  entirely  within  the  weight 
of  the  last  bale  or  contalne'  certificated 
for  said  quantity. 

(2)  Hops  harvested  prior  to  effective 
date  of  order.  Any  person  who  owns  or 
Is  in  the  possession  of,  hops  harvested  or 
hop  products  from  hops  harvested  prior 
to  the  effective  date  of  this  order.  Is  en- 
titled upon  application,  within  30  days 
after  the  effective  date  hereof,  to  the 
Control  Board  or  Its  representatives,  to 
have  such  hops  or  hop  products  certifi- 
cated free  of  charge  without  regard  to 
any  salable  quantity,  or  minimum  stand- 
ard of  quality.  The  Control  Board  may 
extend  such  time  for  good  cause. 

(e)  Li7nitation  of  handling  to  certifi- 
cated hops  or  hop  products.  No  person, 
as  principal,  agent,  broker,  legal  repre- 
sentative, or  otherwise,  shall  handle  any 
hops  harvested  or  hop  products  from 
hops  harvested  subsequent  to  the  effec- 
tive date  hereof,  unless:  (1)  Prior  to  such 
handling,  the  Control  Board  shall  have 
Issued  a  "handling  certificate"  pursuant 
to  paragraph  (d)  of  this  section  appli- 
cable to  such  hops  or  hop  products;  (2) 
each  bale  or  other  container  of  said  hops 
or  hop  products  shall  have  been  duly 
marked  or  tagged  as  prescribed  herein, 
for  the  purpose  of  identifying  such  hops 
or  hop  products  as  being  covered  by  a 
duly  Issued  salable  allotment  or  as  being 
properly  certificated.  However,  hops 
harvested  prior  to  the  effective  date 
hereof  and  hop  products  produced  from 
such  hops  may  be  certificated  for  han- 
dling without  regard  to  the  salable  allot- 
ment or  the  quality  restriction. 

(f)  Diversion  privileges.  In  the  event 
hops  produced  subsequent  to  the  effec- 
tive date  hereof,  whether  harvested  or 
unharvested,  in  the  control  of  the  respec- 
tive grower  thereof,  are  destroyed,  or  are 
so  damaged  or  deteriorated  as  In  the 
Judgment  of  the  grower  to  be  unmarket- 
able, or  if  because  of  quality  or  type  such 
hops  are  unsatisfactory  to  the  grower, 
the  grower  thereof  may,  if  the  lupulin  ha« 
not  been  removed  from  such  hops,  re- 
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plaice  such  hops,  within  the  Umits  of  his 
salable    allotment    for    that    respective 
year,  by  acquiring  uncertificated  hops  of 
that  year's  crop  from  the  growers  there- 
of:   Provided,    That    such    purchasing 
grower  shall  first  submit  a  written  state- 
ment to  the  Growers  Allocation  Com- 
mittee setting  forth  the  year  of  produc- 
tion, location,  and  the  quantity  of  hops 
which  such  grower  desires  so  to  replace 
(and,  if  the  hops  to  be  replaced  have  been 
destro3'ed,  the  time,  place,  and  cause  of 
such  destruction,  together  with  proof  of 
such    destruction    satisfactory    to    the 
Growers    Allocation    Committee,   or    its 
authorized     representatives,     and     the 
name  and  address  of  each  grower  from 
whom  he  proposes  to  acquire  uncertifi- 
cated hops  for  that  purpose,  and  makes 
arrangements  with  the  Growers  Alloca- 
tion Committee  or  Its  authorized  rep- 
resentatives   whereby    the    unmarket- 
able or  unsatisfactory  hops  which  are 
thas  to  be  replaced  will  be  effectively  di- 
verted from  or  disposed  of  out  of  the 
normal  channels  of  trade,  and  such  dis- 
posal or  diversion  shall  be  in  such  man- 
ner as  may  be  prescribed  by  the  Control 
Board:     And    provided    further.    That 
such  hops  shall  not  be  diverted  or  dis- 
posed of  into  hop  products,  as  defined  In 
S  986.1  (e) .    The  selling  grower  as  herein 
defined  shall  not  be  regarded  as  han- 
dling hops  within  the  meaning  of  this 
order  nor  shall  the  hops  sold  be  consid- 
ered   a    part    of    the    selling    grower's 
allotment.     The     Growers     Allocation 
Committee  shall  prepare,  and  from  time 
to  time  shall  revise,  a  list  of  the  names 
and  addresses  of  growers  known  to  have 
uncertificated  hops  for  sale  pursuant  to 
the  provisions  of  this  paragraph;  and  a 
list  of  the  names  and  addresses  of  grow- 
ers who  report  to  the  Growers  Allocation 
Committee  that  they  desire  to  purchase 
or  acquire  uncertificated  hops  pursuant 
to  this  paragraph.    The  Growers'  Alloca- 
tion Committee  shall   make  such  lists 
available  to  any  grower  of  hops  at  each 
ofiBce  of  the  Control  Board. 

§  986.7    Expenses   and   assessments — 
(a)  Expenses.    The  Control  Board  (in- 
cluding, but  not  limited  to,  the  Growers 
Allocation  Committee   and   the  several 
Growers   Advisory   Committees)    is   au- 
thorized to  incur  such  expenses  as  the 
Secretary  may  find  are  reasonable  and 
likely  to  be  incurred  by  it  during  each 
marketing  season  for  the  malntenrnce 
and  functioning  by  it  and  for  ruch  pur- 
poses as  the  Secretary  may,  pv!-suant  to 
the  provisions  hereof,  determine  to  be 
appropriate.      Such    expenses    shall    be 
paid  from  the  funds  acquired  pursuant 
to  this  section.    The  recommendation  of 
the  Control  Board  as  to  its  expenses  for 
each  such  marketing  season,  or  a  portion 
thereof,  together  with  all  data  support- 
ing such  recommendation,  shall  be  sub- 
mitted to  the  Secretary  within  45  days 
from  the  effective  date  hereof  and  in 
succeeding  marketing  seasons  on  or  be- 
fore  September    15    of   the    marketing 
season  for  which  such  recommendation 
is  made.    The  funds  to  cover  such  ex- 
penses   shall    be    acquired    by    levying 
assessments    as    hereinafter    provided. 
The  expenses  to  be  incurred  during  the 
partial   marketing   sea.son   Immediately 
following  the  effective  dale  of  this  order 


may  be  Included  with  the  expenses  for 
the  1949  season. 

(b)  Assessvients — (1)  Requirement 
lor  payment.  Each  handler  shall  pay  to 
the  Control  Board  the  assessment  pro- 
vided hereinafter  with  respect  to  all 
hops  and  hop  products  which  ar  han- 
dled or  to  be  handled  by  that  handler 
as  the  first  handler  thereof,  except  0) 
such  hops  or  hop  products  as  are  duly 
certificated  pursuant  to  §986.6  (d)  (2), 
and  ni>  such  hop  products  as  have  been 
derived  from  duly  certificated  hops  with 
respect  to  which  such  assessment  pre- 
viously had  been  paid:  Provided,  how- 
ei^er,  That  any  grower  who  markets  or 
tran.sports  to  market  within  the  State  of 
production  hops  produced  by  that 
grower,  or  any  hop  product  produced  by 
that  grower  from  hops  produced  by  that 
grower  or  hops  acquired  pursuant  to 
5  986.6  (f ),  shall  not  be  deemed  to  be  the 
first  handler  thereof  in.sofar  only  as  pay- 
ment of  assessments  pursuant  to  the 
provisions  of  this  paragraph  may  be  con- 
cerned. The  person  who  handles  such 
hops  or  hop  products  next  following 
such  handling  by  said  grower  .shall  be 
considered  the  first  handler  thereof 
within  the  provisions  of  this  .section. 
Said  assessment  shall  be  paid  to  the  Con- 
trol Board  prior  to  or  at  the  time  of  such 
handling,  or  at  such  sub.sequent  time  as 
the  Control  Board  may  specify. 

(2)  Rate  of  asse.osment.  Beginning 
with  the  effective  date  hereof,  the  afore- 
said assessment  shall  be  at  the  rate  of 
one-fourth  of  one  cent  per  pound, 
net  dry  weight,  of  hops  handled,  and  said 
rate  shall  continue  in  effect  until  changed 
by  the  Control  Board  with  the  approval 
of  the  Secretary;  and  the  assessment 
rate  of  any  hop  product  shall  be  based 
upon  the  assessment  rate  for  hops,  and 
shall  be  computed  at  such  conversion 
ratio  or  ratios  between  hops  and  the  re- 
spective hop  product  as  determined  pur- 
suant to  5  986.6  (b>   (6K 

(c)  Refunds.  Any  money  collected  as 
assessments  during  any  marketing  sea- 
son and  not  expended  in  connection  with 
that  season's  operations,  may  be  used  by 
the  Control  Board  during  a  period  of  five 
months  subsequent  to  such  marketing 
sea.son  in  paying  the  expenses  of  the 
Control  Board  Incurred  in  connection 
with  the  new  marketing  sea.son.  The 
Control  Board  shall,  however,  from  funds 
on  hand,  including  a.ssessments  collected 
during  the  new  marketing  season,  credit 
or  upon  request  make  available,  within 
six  months  after  the  beginning  of  the 
new  marketing  season,  the  aforesaid  ex- 
cess carried  into  the  new  season,  to  each 
handler  from  whom  an  assessment  was 
collected  in  the  preceding  marketing  sea- 
son. In  the  proportion  that  the  amount 
of  the  assessment  paid  by  the  respective 
handler  bears  to  the  total  amount  of  the 
a.ssessments  paid  by  all  handlers  during 
said  preceding  marketing  season. 

5  986  8  Compliance.  Each  handler 
shall  comply  strictly  with  all  provisions 
hereof  and  all  regulations  duly  effective 
hereunder.  No  handler  shall  handle  any 
hops  or  any  hop  product  In  violation  of 
any  of  the  provisions  hereof  or  In  viola- 
tion of  any  regulation  effective  pursuant 
hereto. 


?  r86  9  Reports,  books,  and  records— 
(a»  Books  and  records.  Each  handler 
and  each  subsidiary  or  affiliate  thereof 
shall  keep  books  and  other  records  which 
will  clearly  show  the  details  of  its  han- 
dling of  hops  and  hop  products. 

(b>  Reports  by  handlers.  To  enable 
the  Control  Board,  the  Growers  Alloca- 
tion Committee,  and  each  Advisory  Com- 
mittee to  perform  Its  functions  hereun- 
der, each  handler  shall  furnish  to  the 
Managing  Agent.  (1)  en  June  1,  or  as  of 
that  date  and  within  15  days  thereafter, 
or  on  any  other  date  or  dates  which  the 
Control  Board  may  specify,  complete  in- 
formation as  requested  by  the  Control 
Board  relating  to  the  total  quantity  of 
hops  and  hop  products  owned  by  the  re- 
spective handler;  and  (2)  on  or  before 
December  1.  or  on  any  other  date  or  dates 
which  the  Control  Board  may  specify, 
complete  information  relating  to  <1)  the 
volume  of  hops  and  hop  products  han- 
dled during  the  next  preceding  marketing 
season:  (ii)  the  names  and  addresses  of 
the  growers  and  other  persons  from 
whom  such  hops  or  hop  products  were 
acquired;  and  Mil)  the  quantity  of  hops 
grown  by  that  handler  during  such  pe- 
riod. Such  Information  furnished  to  the 
Managing  Agent  shall  be  confidential 
and  shall  not  be  disclosed  to  any  person 
(Including  members  of  the  Control  Board 
as  well  as  other  persons  >  except  to  the 
Secretary  at  his  request,  or  to  such  per- 
son as  the  Secretary  may  specify:  Pro- 
vided. That  the  Managing  Agent  may 
compile  such  Information  in  such  form 
as  will  not  reveal  the  Identity  of  individ- 
ual Informants  and  may  make  such 
compilations  available  to  the  Control 
Board,  Grov/ers  Allocation  Committee, 
any  Advi.sory  Committee,  or  to  the  pub- 
lic. The  Managing  Agent  «:hall  not  dis- 
close any  information  acquired  under  this 
section,  except  as  herein  expressly  au- 
thorized. 

?  986 10  Amendments.  Amendment 
hereof  may  from  time  to  time  be  pro- 
posed by  the  Control  Board  or  by  the 
Secretary. 

§986.11  Agents.  The  Secretary  may, 
by  a  designation  In  writing,  name  any 
person.  Including  but  not  being  limited 
to,  any  officer  or  employee  of  the  United 
States  Department  of  Agriculture,  or  any 
Division  thereof,  to  act  as  his  agent  or 
representative  in  connection  with  any  of 
the  provisions  hereof. 

§  986.12  Effective  time,  suspension, 
and  termination — (a>  Effective  time. 
The  provisions  hereof,  or  of  any  amend- 
ment hereto,  shall  become  effective  at 
such  time  as  the  Secretary  may  declare, 
and  shall  continue  in  force  unle.ss  termi- 
nated or  .-suspended  in  one  of  the  ways 
hereinafter  specilied.  so  long  as  the  pro- 
visions of  the  act  authorizmg  the  same 
are  in  effect. 

(b»  Termination,  or  suspension.  (V 
T!ie  Secretary  may.  at  any  time,  termi- 
nate or  .'iU'-pend  the  provisions  hereof 
whenever  he  finds  that  the  provisions 
hereof  obstruct  or  do  not  tend  to  effectu- 
ate the  declared  policy  of  the  act;  and 
such  notice  of  the  termination  or  suspen- 
sion shall  be  given  as  the  Secretary  deems 
proper. 


(2)  The  Secretary  shall  terminate  the 
provisions  hereof  whenever  he  finds  that 
such  termination  Is  favored  by  the  ma- 
jority of  the  growers  of  hops  who.  during 
such  representative  period  as  may  be  de- 
termined by  the  Secretary,  have  been  en- 
gaged in  the  production  of  hops  within 
said  States  for  market:  Provided,  That 
such  majority  have,  during  such  period, 
produced  for  market  more  than  fifty 
percent  of  the  total  volume  of  hops  pro- 
duced for  market  in  said  area  during  such 
period.  Such  termination  shall  become 
and  be  effective  on  and  after  the  first  day 
of  July  subsequent  to  the  announcement 
thereof  by  the  Secretary. 

(3)  The  provisions  hereof  shall  termi- 
nate In  any  event  whenever  the  provi- 
sions of  the  act  authorizing  them  cease 
to  be  In  effect. 

(c)  Proceedings  after  tenriination. 
Upon  the  termination  of  the  provisions 
hereof,  the  members  of  the  Control 
Board  then  functioning  shall  continue  as 
trustees  (for  the  purpose  of  liquidating 
the  affairs  of  said  Control  Board)  of  all 
funds  and  property  then  in  the  posses- 
sion or  under  the  control  of  the  Control 
Board,  including  but  not  being  limited 
to  claims  for  any  funds  unpaid  or  prop- 
erty not  delivered  at  the  time  of  such 
termination;  but  the  procedural  rules 
governing  the  activities  of  said  trustees; 
including,  but  not  limited  to.  the  deter- 
mination as  to  whether  action  may  be 
taken  by  only  a  majority  vote  of  the 
trustees,  shall  be  prescribed  by  the  Sec- 
retary. Said  trustees  shall  continue  In 
such  capacity  until  discharged  by  the 
Secretary,  and  from  time  to  time  shall 
account  for  all  receipts  and  disburse- 
ments, and  deliver  all  funds  and  property 
on  hand,  together  with  all  books  and 
records  of  the  Control  Board  and  the 
trustees,  to  such  person  as  the  Secretary 
may  direct,  and  shall.  UF>on  the  request 
of  the  Secretary,  execute  such  assign- 
ments or  other  Instruments  necessary 
or  appropriate  to  vest  in  such  person  the 
right  to  all  of  the  funds  or  claims  vested 
In  the  Contro'.  Board  or  the  trustees  pur- 
suant hereto.  Any  funds  collected  for 
expenses  pursuant  to  §  £86.7  and  held  by 
such  trustees  or  such  person  over  and 
above  amounts  necessary  to  meet  out- 
standing obligations  and  the  expenses 
necessarily  incurred  by  the  trustees  or 
such  other  person,  in  the  performance 
of  their  duties  hereunder,  shall,  as  soon 
as  practicable  after  the  termination  of 
the  provisions  hereof,  be  disbursed  among 
the  handlers  pro  rata  in  proportion  to 
their  contributions  pursuant  hereto.  Any 
person  to  whom  fimds,  property,  or 
claims  have  been  delivered  by  the  Con- 
trol Board  or  its  members,  upon  direction 
of  the  Secretary  as  herein  provided,  shall 
be  subject  to  the  same  obligations  and 
duties  with  respect  to  said  funds,  prop- 
erty, or  claims  as  are  hereinabove  im- 
posed upon  the  members  of  said  Board  or 
upon  said  trustees. 

5  986.13  Duration  of  immunities.  The 
benefits,  privileges,  and  immunities  con- 
ferred by  virtue  hereof  shall  cease  upon 
termination  hereof  except  with  respect 
to  acts  done  under  and  during  the  exist- 
ence hereof;  and  the  benefits,  privileges, 
and  immunities  conferred  hereby  upon 
any  party  signatory  hereto  shall  cease 
upon  the  termination  hereof  as  to  .such 


party  except  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

i  986.14  Separability.  If  any  provi- 
sion hereof  Is  declared  invalid  or  the  ap- 
plicability thereof  to  any  person,  circum- 
stance, or  thing  is  held  invalid,  the  valid- 
ity of  the  remainder  hereof  or  the  appli- 
cability thereof  to  any  other  person,  cir- 
cumstance, or  thing  shall  not  be  affected 
thereby. 

§  986.15  Derogation.  Nothing  con- 
tained herein  is.  or  shall  be  con.strued  to 
be,  in  derogation  or  in  modification  of 
the  rights  of  the  Secretary  or  of  the 
United  States  (a)  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or  (b) 
in  accordance  with  such  powers,  to  act 
in  the  premises  whenever  such  action  is 
deemed  advisable. 

§  986.16  Right  of  the  Secretary.  Each 
member  of  the  Control  Board,  Growers 
Allocation  Committee,  and  Growers  Ad- 
visory Committee,  including  successors 
and  alternates,  and  any  agent,  represent- 
ative or  employee  appointed  or  employed 
by  the  Control  Board,  shall  be  subject 
to  removal  or  suspension  by  the  Secre- 
tary at  any  time.  Each  regulation,  de- 
cision, determination,  or  other  act  of  the 
Control  Board,  Growers  Allocation  Com- 
mittee, or  any  Growers  Advisory  Com- 
mittee, shall  be  subject  to  the  continuing 
right  of  the  Secretary  to  disapprove  of 
the  same  at  any  time  and,  upon  such  dis- 
approval, shall  be  deemed  null  and  void 
except  as  to  acts  done  in  reliance  thereon 
or  in  compliance  therewith  prior  to  such 
disapproval  by  the  Secretary. 

§  986.17  Liability  of  Control  Board 
members.  No  member  of  the  Control 
Board,  Growers  Allocation  Committee, 
or  any  Advisory  Committee,  nor  any 
agent,  representative,  or  employee,  shall 
be  held  liable  individually  in  any  way 
whatsoever  to  any  other  person  for  errors 
in  judgment,  mistakes,  or  other  acts 
either  of  commission  or  omission  as  such 
member,  employee,  representative,  ex- 
cept for  acts  of  dishonesty.  The  liability 
of  the  parties  hereunder  is  several  and 
not  joint,  and  no  party  shall  be  liable 
for  the  default  of  any  other  party. 

§  386.18  Effect  of  termination  or 
amendment.  Unless  otherwise  expres.sly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  issuance  of  any 
amei.dment  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  right,  duty,  obli- 
gation, or  liability  which  shall  have 
arisen  prior  thereto,  or  (b)  release  or  ex- 
tinguish any  violation  hereof  or  of  any 
regulation  i.ssued  hereunder,  or  (c)  affect 
or  impair  any  right  or  remedy  of  the 
United  States,  or  of  the  Secretary,  or  of 
any  other  person  with  respect  to  any 
such  violation. 

§  986  19  Counterparts.  This  agree- 
ment may  be  executed  in  multiple  coun- 
terparts, and,  when  one  counterpart  is 
signed  by  the  Secretary,  all  such  coun- 
terparts shall  constitute  when  taken  to- 
gether one  and  the  same  instrument  as 
if  all  such  signatures  were  contained  in 
one  original.* 

5  986.20  Additional  parties.  After 
this  agreement  first  takes  effect,  any 
handler  or  dealer  may  become  a  party 
to  this  agreement  if  a  counterpart  there- 


of is  executed  by  him  and  delivered  to 
the  Secretary.  This  agreement  .'hall 
take  effect  as  to  such  new  contracting 
party  at  the  time  such  counterpart  is 
delivered  to  the  Secretary,  and  the  bene- 
fits, privileges,  and  immunities  conferred 
by  this  agreement  shall  then  be  effective 
as  to  such  new  contracting  party.* 

§  986.21  Request  for  order.  Each 
signatory  handler  and  dealer  hereto  re- 
quests the  Secretary  to  issue  an  order 
pursuant  to  the  act  regulating  the  han- 
dling of  hops  and  hop  products  in  the 
same  manner  as  provided  in  this  agree- 
ment.* 

Filed  at  Washington,  D.  C,  this  30th 
day  of  March  1949. 

[seal]  John  I.  Thompson. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

IF.    R.    Doc.    49-2481;    Filed.    Apr.    1,    19i9; 
8:51   a.  m.l 


CIVIL  AERONAUTICS  BOARD 

t  14  CFR,  Parts  20,  21,  26,  35,  40,  41, 
43,  44,  60,  and  61  ] 

PERSo^fNEL  Licensing  Standards 

NOTICE    OF    proposed    RULE    MAKING 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  is  hereby  given 
that  the  Bureau  will  propose  to  the  Board 
amendments  of  Parts  20.  21.  26.  35.  40.  41. 
43,  44,  60,  and  61  of  the  Civil  Air  Regu- 
lations as  hereinafter  set  forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 
Aeronautics  Board,  attention  Bureau  of 
Safety  Regulation,  Washington  25,  D.  C. 
All  communications  received  within  15 
days  from  the  date  of  this  publication 
will  be  considered  by  the  Board  before 
taking  further  action  on  the  proposed 
rule. 

The  principal  reasons  for  proposing 
amendments  of  Parts  20,  21,  26,  35.  40,  41, 
43,  44,  60,  and  61  of  the  Civil  Air  Regu- 
lations are  explained  in  the  Explanatory 
Statement  attached  hereto. 

The  proposed  amendments  are  set 
forth  in  the  attached  proposed  amend- 
ments. 

These  amendments  are  proposed  under 
the  authority  of  Title  VI  of  the  Civil 
Aeronautics   Act   of   1938.   as   amended. 

•  Sees.  205  (a),  601-610;  49  U.  S.  C.  425 
(a),  551-560) 

Dated:  March  28,  1949,  at  Washing- 
ton, D.  C. 

By  the  Bureau  of  Safety  Regulation. 

[SEAL]  John  M.  Chamberlain. 

Director. 

Explanatory  Statement 

implementation  of  annex  1  "st.andards 

AND  recommended  PRACTICES  FOR  PER- 
SONNEL licensing"  TO  THE  CONVENTION 
ON  INTERNATIONAL  CIVIL  AVIATION 

On  April  14,  1948.  the  ICAO  Council 
adopted  Annex  1  (Personnel  Licensing) 
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as  an  International  standard.  As  pro- 
vided in  the  Convention  on  International 
Civil  Aviation,  adoption  of  this  document 
followed  the  democratic  procedure  of 
submission  to  vote  of  the  member  States 
on  th^  Council  and  was  favored  by  more 
than  the  required  two-thirds  of  such 
States.  It  was  then  submitted  for  con- 
sideration by  each  of  the  member  States 
of  the  organization,  none  of  whom  signi- 
fied their  disapproval  of  the  entire  docu- 
ment by  September  15.  1948. 

In  accordance  with  ICAO  procedures 
the  United  States  was  afforded  an  oppor- 
tunity to  file  notice  of  intent  to  deviate 
from  many  parts  of  the  standards  which 
In  its  judgment  were  not  suitable  for  do- 
mestic implementation.  Such  notice  was 
to  be  filed  by  January  1,  1949.  In  order 
to  determine  which  parts  of  the  stand- 
ards were  not  so  suitable,  the  Bureau  of 
Safety  Regulation  on  October  25,  1948. 
circulated  Civil  Air  Regulations  Draft 
Release  48-6  which  explained  the  differ- 
ences between  Annex  1  and  the  Civil 
Air  Regulations  and  solicited  the  opinion 
and  recommendations  of  all  interested 
persons  with  respect  to  the  appropriate 
action  to  be  recommended  by  the  Board. 

The  comments  received  were  analyzed 
and  evaluated.  Consideration  was  given 
to  the  fact  that  the  fewer  differences 
from  international  standards  which  are 
incorporated  in  our  regulations  the  less 
burdensome  would  be  compliance  with 
International  standards  by  the  many 
pilots  in  our  country  who  are  accustomed 
to  fly  over  our  thousands  of  miles  of  In- 
ternational borders  relatively  without  re- 
strictions. Accordingly,  it  was  recom- 
mended that  only  3  differences  from 
the  International  Personnel  Licensing 
Standards  be  continued  In  the  Civil  Air 
Regulations.  A  copy  of  the  Notice  of 
Differences  filed  with  ICAO  is  attached 
for  the  information  of  the  aviation  In- 
dustry. 

In  view  of  this  determination,  it  is  now 
desirable  to  amend  the  Civil  Air  Regula- 
tions in  several  particulars  In  order  that 
they  may  be  brought  into  accord  with 
the  international  requirements.  The 
amendments  herein  published  for  com- 
ment are  those  necessary  for  this  pur- 
pose. 

It  will  be  noted,  as  explained  in  Draft 
Release  No.  48-6,  that  with  but  minor 
exceptions  the  changes  required  in  the 
Civil  Air  Regulations  are  not  of  a  sub- 
tantial  substantive  nature.. 

The  Bureau  wishes  to  point  out  that 
the  Convention  on  International  Civil 
Aviation  provides  that  the  holder  of  a 
certificate  not  meeting  the  International 
standards  shall  not  participate  in  inter- 
national air  navigation,  except  with  per- 
mission of  the  State  or  States  whose 
territory  is  entered.  However,  it  is  also 
provided  that  where  individuals  possess 
certificates  issued  prior  to  April  14.  1949, 
they  will  for  a  period  of  5  years  from  the 
date  of  adoption  of  the  Annex  by  the 
Council  (April  14.  1948 >  be  accorded  the 
privileges  granted  by  the  Issuing  State 
Irrespective  of  whether  or  not  the  re- 
quirements under  which  the  certificate 
was  issued  meet  the  international  stand- 
ards. The  BuJeau  intends  to  provide  a 
means  whereby  certificates  Issued  prior 
to  the  efffctivc  date  of  the  amendments 
herein  proposed  may  be  validated,  In- 
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dlcatlng  that  the  holder  thereof  has  met 
the  International  standards. 

DIFrERENCES  WHICH  THE  UNITED  STATES 
EXPECTS  WItL  EXIST  BETWEEN  THE  CIVIL 
AIR  REGULATIONS  AND  ANNEX  1  TO  THE 
CONVENTION  ON  INTERNATIONAL  CIVIL 
AVIATION  ON  BCAY  1,   1949 

The  first  difference  between  the  Inter- 
national Personnel  Licen.sing  Standards 
and  the  Civil  Air  Regulations  arises  from 
the  requirement  of  10  hours  of  night 
flight  for  the  commercial  pilot  licen.se 
contained  In  Paragraph  2.4.13  ^c>  of 
Annex  1.  The  United  States  has  always 
believed  that  requirements  for  a  special- 
ized kind  of  flying  .such  as  night  flight 
are  not  properly  a  part  of  the  basic  re- 
quirements for  a  pilot  license,  but  rather 
should  be  made  operational  require- 
ments applicable  only  to  pilots  desiring 
to  fly  at  night.  While  the  third  .session 
of  the  Personnel  Licensing  Division  has 
recommended  that  the  Annex  1  require- 
ment be  reduced  to  5  hours,  the  United 
States  believes  that,  as  a  matter  of  prin- 
ciple, there  should  not  be  any  such  re- 
quirement and  therefore  will  not  amend 
its  Civil  Air  Regulations  in  accordance 
with  Annex  1. 

Another  difference  exists  because  of 
the  provisions  of  Paragraph  2.4.2  (c> 
(1)  and  <ii)  of  Annex  1,  which  restrict 
the  holder  of  a  commercial  license  to  the 
carriage  of  passengers  for  remuneration 
under  visual  flight  rules  only,  even 
though  he  may  hold  an  Instrument  rat- 
ing. The  third  se.ssion  of  the  Personnel 
Licensing  Division  has  recommended  that 
this  restriction  be  removed,  and  it  is 
hoped  that  the  Council  will  adopt  this 
recommendation  before  the  effective  date 
of  Annex  1.  The  United  States  now  per- 
mits the  commercial  pilot  with  an  in- 
strument ratinT  to  carry  passengers  for 
remuneration  under  instrument  flight 
rules  and  will  not  amend  Its  Civil  Air 
Regulations  in  this  regard. 

The  third  difference  is  with  respect 
to  the  requirements  for  the  aircraft 
maintenance  engineer  as  contained  in 
Paragraph  4.1.  The  United  States  has 
taken  the  position  that  a  license  should 
be  established  which  would  give  the 
holder  the  authority  to  return  an  air- 
craft to  service  after  major  repair  or 
overhaul.  It  was  intended,  that  the  air- 
craft maintenance  engineer  be  given  that 
privilege.  However,  the  International 
Civil  Aviation  Organization  Council,  be- 
fore adopting  Annex  1,  sharply  reduced 
the  privileges  of  such  licen.se  holder. 
Following  the  adoption  of  Annex  1  the 
third  session  of  the  Personnel  Licensing 
Division  has  again  recommended  the  es- 
tablishment of  a  license  as  originally 
conceived  by  the  Division.  The  effect  of 
the  Division's  recommendation  would  be 
to  redesignate  as  Class  II  the  aircraft 
maintenance  engineer  license  adapted 
by  the  Council.  The  requirements  for 
this  license  correspond  to  a  considerable 
degree  with  the  aircraft  and  engine  me- 
chanic certificate  requirements  now  In 
force  In  the  United  States  Civil  Air  Regu- 
lations. In  view  of  the  recommendations 
of  the  Personnel  Licensing  Division.  It 
does  not  appear  appropriate  at  this  time 
for  the  United  States  to  take  any  action 
to  amend  its  Civil  Air  Regulations  in  this 
respect. 


PROPOSED    AMENT)MENTS 

I.  It  is  proposed  to  amend  Part  20  as 
follows: 

1.  By  deleting  the  word  "type"  from 
every  section  In  which  It  appears  In  this 
part  and  In.serting  the  word  "category" 
in  lieu  thereof. 

2.  By  deleting  the  words  "model." 
"models,"  "make,"  or  "make  and  model ' 
from  every  section  in  which  any  or  all 
of  such  words  appear  in  this  part  and 
in.serting  the  word  "type"  in  lieu 
thereof. 

3.  By  deleting  the  words  "dual  flight 
time"  from  every  section  in  which  they 
appear  in  this  part  and  Inserting  the 
words  "dual  Instruction  time"  in  lieu 
thereof. 

4.  By  amending  J  20.10  to  read  as  fol- 
lows : 

S  20.10  Issuance.  A  pilot  certificate 
shall  be  i.ssued  to  an  applicant  who  meets 
the  minimum  requirements  pre.scribed 
herein.  A  private  or  commercial  pilot 
rating,  aircraft  category,  type,  and  class 
ratings,  instrument  rating,  flight  instruc- 
tor rating,  and  any  other  necessary 
special  ratings  for  which  the  pilot  has 
been  found  qualified  shall  be  Issued  In 
connection  with  a  pilot  certificate. 

5   By  amending  ?  20.35  (a)  to  read  as 

follows ; 

5  20.35  Aeronautical  experience — (a> 
Poxcered  aircraft.  An  applicant  for  a 
commercial  pilot  rating  shall  have  a  total 
of  at  least  200  hours  of  flight  time.  This 
total  flight  time  shall  include  at  least 
100  hours  of  flight  time  as  pilot  in  com- 
mand of  which  5  hours  shall  have  been 
flown  within  60  days  immediately  pre- 
ceding the  date  of  application  and  20 
hours  shall  have  been  cross-country 
flight  time.  The  cross-country  flight 
time  shall  include  at  least  one  flight  of 
not  less  than  350  miles  in  the  cour.se  of 
which  3  full-stop  landings  are  made  at 
different  points. 

(1)  Not  more  than  25  percent  of  the 
flight  time  required  to  be  flown  as  pilot 
in  command  may  be  had  In  gliders  pro- 
vided the  applicant  holds  a  private  or 
commercial  glider  rating. 

6.  By  amending  g  20.40  to  read  as  fol- 
lows: 

§  20.40  Aircraft  rating  competence. 
Applicant  for  additional  aircraft  ratings 
subsequent  to  the  original  issuance  of 
a  pilot  certificate  shall  demonstrate 
competence  appropriate  to  the  pilot 
rating  held  in  aircraft  of  the  category 
and  class  and.  if  the  aircraft  has  a  maxi- 
mum certificated  take-off  weight  of  12.- 
500  lbs.  or  more,  of  the  type  for  which  a 
rating  Is  sought.  A  pilot  limited  by  his 
rating  to  nonspinnable  airplanes,  when 
applying  for  removal  of  this  restriction, 
shall  have  had  at  least  30  solo  hours,  and 
shall  have  had  at  least  3  hours  of  certi- 
fied dual  instruction  on  spinnable  air- 
planes. A  pilot  limited  by  his  rating  to 
gliders,  when  applying  for  powered  air- 
craft ratings,  shall  meet  the  aeronautical 
knowledge,  experience,  and  skill  require- 
ments for  powered  aircraft  applicable  to 
the  pilot  rating  sought. 

7.  By  adding  a  new  5  20.402  to  read 
as  follows: 
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5  20.402  Aircraft  tvj)€  ratings.  An  air- 
craft type  rating  shall  be  Issued  for  each 
type  of  aircraft  having  a  maximum  cer- 
tificated take-off  weight  of  12,500  lbs.  or 
more. 

8.  By  amending  8  20.420  to  read  as 
follows : 

§  20.420  Knowledge.  Applicant  shall 
pass  a  written  examination  demonstrat- 
ing his  familiarity  with  the  use  of  such 
instruments  and  other  navigational  aids, 
both  in  the  aircraft  and  on  the  ground, 
as  are  necessary  for  the  navigation  of 
aircraft  by  Instruments,  with  instrument 
flight  rules,  and  with  flight  planning  In 
relation  to  air  traffic  control  services  and 
aircraft  performance.  In  addition,  an 
applicant  who  Is  a  private  pilot  shall 
meet  the  knowledge  requirements  of 
S  20.34  (a)  except  those  pertinent  to  the 
maintenance  of  aircraft  and  aircraft 
engines. 

9.  By  amending  S  20.421  to  read  as 
follows : 

5  20.421  Experience.  An  applicant 
shall  hold  a  private  or  commercial  p«ot 
rating  and  shall  have  at  least: 

(a)  150  hours  of  flight  time  as  pilot 
in  command,  of  wliich  not  less  than  50 
hours  shall  be  cross-country  flight  time ; 

and 

(b)  40  hours  of  Instrument  time  under 
actual  or  simulated  instrument  flight 
conditions,  of  which  not  less  than  20 
hours  .shall  have  been  in  actual  flight. 

10.  By  amending  §  20.563  to  read  as 
follows : 

S  20.563  Aircraft  category,  class,  and 
type  ratings  based  on  military  compe- 
tence. An  applicant  for  a  particular 
rating,  who  holds  a  pilot  certificate 
Issued  on  the  basis  of  military  compe- 
tency or  otherwi.se.  .shall  be  I.ssued  ap- 
propriate aircraft  category,  class,  and 
type  ratings  upon  the  presentation  of 
reliable  documentary  evidence  that  he 
has  within  the  preceding  12  months  had 
at  least  10  hours  of  flight  time  in  military 
aircraft  during  which  he  was  first  pilot 
or  the  sole  manipulator  of  the  controls 
of  an  aircraft  of  the  category,  type,  and 
class  for  which  a  rating  Is  sought. 

11.  By  adding  new  §§  20.9  and  20.91 
to  read  as  follows: 

5  20.9    Definitions. 

5  20.91  Definitions,  (a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows : 

(1)  Category.  Category  shall  Indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(2)  Class.  Class  shall  Indicate  a  dif- 
ference In  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multlengine  sea,  etc. 

(3)  Copilot.  Copilot  shall  mean  a 
pilot  serving  in  any  piloting  capacity 
other  than  as  pilot  in  command  on  air- 
craft requiring  two  pilots  for  normal 
operations,  but  excluding  a  pilot  who  Is 
on  board  the  aircraft  for  the  sole  purpose 
of  receiving  dual  Instruction. 

(4)  Dual  instruction  time.  Dual  in- 
struction time  shall  mean  that  portion 
of  the  flight  time  during  which  a  person 
is  receiving  flight  Instruction  from  a  cer- 
tificated flight  Instructor  on  board  the 
aircraft. 
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(8)  Flight  instructor.  Plight  Instruc- 
tor means  a  pilot  who  Is  qualified  to  iji» 
struct  other  pilots  and  who  has  received 
a  flight  instructor  rating. 

(6)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment  the 
aircraft  first  moves  under  its  own  power 
for  the  purpose  of  flight  until  the  moment 
It  comes  to  rest  at  the  end  of  the  flight. 

(7)  Maximum  certificated  take-off 
weight.  Maximum  certificated  take-off 
weight  shall  mean  the  maximum  take-off 
weight  authorized  by  the  terms  of  the 
aircraft  airworthiness  certificate. 

(8)  Pilot.  A  pilot  is  an  individual  who 
manipulates  the  controls  of  an  aircraft 
during  the  time  defined  as  flight  time. 

(9)  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(10)  Solo  flight  time.  Solo  flight  time 
shall  mean  the  flight  time  during  which 
a  pilot  is  the  sole  occupant  of  an  aircraft. 

(11)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modiflcatlons  thereto  except  those 
modiflcations  which  result  In  a  change 
In  handling  or  flight  characteristics. 

n.  It  Is  proposed  to  amend  Part  21  as 
follows : 

1.  By  deleting  the  word  "type"  from 
every  section  in  which  It  appears  In  this 
part  and  Inserting  the  word  "category" 
In  lieu  thereof. 

2.  By  deleting  the  words  "model," 
"models,"  "make,"  or  "make  and  model" 
from  every  section  in  which  any  or  all  of 
such  words  appear  In  this  part  and  In- 
serting the  word  "type"  in  lieu  thereof. 

3.  By  adding  ?§  21.1511  (1)  and  21.- 
1512  (m)  to  read  as  follows: 

§21.1511  (1).  Radio  communication 
procedure  as  applied  to  aircraft 
operation. 

§  21.1512  (m)  The  basic  principles  of 
loading  and  weight  distribution  and  ef- 
fect on  flight  characteristics. 

4.  By  amending  §S  21.16  through  21.- 
163  <d>  to  read  as  follows: 

§  21.16  Aeronautical  experience.  An 
applicant  for  an  airline  transport  pilot 
rating  shall  hold  a  valid  commercial 
pilot  rating,  or  equivalent  as  determined 
by  the  Administrator,  and  shall  have 
logged  at  least  1.200  hours  of  flight  time 
as  pilot  within  the  last  8  years,  of  which : 

(a)  5  hours  shall  have  been  logged 
within  60  days  immediately  preceding 
the  date  of  application; 

(b)  500  hours  shall  have  been  cross- 
country flight  time; 

(c)  100  hours  shall  have  been  night 
flight  time; 

(d)  75  hours  shall  have  been  Instru- 
ment time  under  actual  or  simulated 
Instrument  flight  conditions  of  which 
not  less  than  50  hours  shall  have  been 
In  actual  flight;  and 

(e)  250  hours  of  the  preceding  re- 
quirements shall  have  been  as  pilot  in 
command,  of  which  100  hours  shall  have 
been  cross-country  flight  time  and  at 
least  25  hours  shall  have  been  night 
flight  time. 

9.  By  deleting  the  words  "in  solo  flight" 
from  §  21.17. 

6.  By  amending  §  21.175  (f )  to  read  as 
follows : 
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S  21.175  (f )  Emergency  maneuvers 
such  as  simulated  forced  landings,  spir- 
als, side  slips,  and  climbing  turns,  recov- 
ery from  stalls  entered  from  both  level 
and  steeply  banked  attitudes,  maneuvers 
in  multlengine  equipment  with  author- 
ized load  and  with  one  engine  inopera- 
tive, If  rating  Is  sought  on  such  equip- 
ment, all  normal  maneuvers  executed 
solely  by  reference  to  Instruments,  and 
such  other  maneuvers  as  the  examining 
inspector  of  the  Administrator  may  deem 
necessary  to  demonstrate  the  compe- 
tency of  the  applicant. 

7.  By  amending  §  21.178  to  read  as  fol- 
lows: 

§  21.178  Radio  skUl.  An  applicant 
shall  demonstrate  his  ability  to  Interpret 
Morse  code  signals,  and  shall  accomplish 
a  satisfactory  flight  test  in  a  hooded  cock- 
pit with  respect  to  the  following; 

8.  By  deleting  the  following  words  from 
§  21.20,  "a  type,  weight,  and  engine  classi- 
fication rating"  and  inserting  the  words, 
"a  category,  type,  and  class  rating"  in 
lieu  thereof. 

9.  By  deleting  the  following  words  from 
§  21.20.  "type  and.  in  the  case  of  an  air- 
plane, an  airplane  class  and  horsepower 
rating"  and  inserting  the  words  "cate- 
gory, type,  and  class  rating"  in  lieu  there- 
of. 

lO:  By  amending  S  21.200  to  read  as 
follows: 

5  21.200  Aircraft  rating.  The  aircraft 
which  the  applicant  Is  deemed  compe- 
tent to  pilot  as  pilot  in  command  shall 
be  prescribed  on  his  certificate  by  cate- 
gory, type,  and  class  and,  In  the  case  of 
imconventional  airplanes,  such  descrip- 
tion as  is  appropriate  to  define  clearly 
the  competence  of  the  applicant.  Com- 
petence to  pilot  aircraft  as  pilot  in  com- 
mand shall  be  demonstrated  In  aircraft 
of  the  category,  type,  and  class  for  which 
rating  Is  sought. 

11.  By  deleting  the  following  words 
from  §  21.222.  "aircraft  of  a  type,  and, 
in  the  case  of  an  airplane,  the  airplane 
class  and  horsepower"  and  Inserting  the 
words  "aircraft  of  a  category,  type,  and 
class"  In  lieu  thereof. 

12.  By  amending  5  21.35  to  read  as 
follows: 

5  21.35  Airplane  class  and  type  rat- 
ing. 

13.  By  amending  §  21.351  to  read  as 
follows: 

§  21.351  Type  rating.  An  aircraft 
type  rating  shall  be  Issued  for  each  type 
of  aircraft  having  a  maximum  certifi- 
cated take-off  weight  of  12,500  lbs.  or 
more. 

14.  By  rescinding  §  21.352. 

15.  By  rescinding  §  21.421. 

16.  By  amending  §  21.422  to  read  as 
follows: 

5  21.422  Passenger  flight  (day  and 
night).  A  certificated  airline  transport 
pilot  shall  not  pilot  an  aircraft  carrying 
any  person  other  than  the  members  of 
the  crew  thereof,  certificated  airmen 
carried  in  air  carrier  aircraft  in  further- 
ance of  their  official  duties,  or  a  certifi- 
cated instructor  rated  for  the  aircraft 
Qperated,  unless  within  the  preceding  3 
calendar  months,  he  shall  have  made 
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and  logged  at  least  3  take-offs  and  land- 
ings to  a  full  stop  In  an  aircraft  of  the 
same  category,  type,  and  ciass  as  that  of 
the  aircraft  in  which  such  person  is  car- 
ried. A  certificated  airline  transport 
pilot  shall  not  pilot  such  aircraft  between 
sunset  and  sunrise  unless  he  has  made  at 
least  one  of  the  3  required  take-offs  and 
landings  between  sunset  and  sunrise. 

17.  By  amending  §  21.423  to  read  as 
follows : 

SS  21.423  Instrument  flight.  A  certifi- 
cated airline  transport  pilot  who  within 
the  preceding  6  calendar  months  has  not 
flown  and  logged  at  least  2  hours  of  flight 
time  solely  by  reference  to  instruments 
under  either  actual  or  properly  simulated 
Instrument  flight  conditions  shall  not 
pilot  an  aircraft  under  such  conditions 
until  he  has  flown  and  logged  at  least  2 
hours  of  .such  flight  time  accompanied 
by  a  certificated  pilot  of  at  least  private 
grade  holding  an  appropriate  category, 
type,  and  class  rating  for  the  aircraft 
and  authorized  to  operate  aircraft  under 
Instrument  condition.^. 

18.  By  amending  §  21.441  to  read  as 
follows : 

§21  441  Contents.  The  logbook  shall 
contain  the  date  of  flight,  the  category, 
type,  and  class  of  aircraft  flown,  the  air- 
craft certificate  number,  a  statement  of 
pilot  in  command,  dual  instruction.  In- 
strument, and  night  flight  time,  the  du- 
ration of  the  flight,  the  points  between 
which  such  flight  was  made,  and,  in 
addition,  when  any  flight  results  in  seri- 
ous damage  to  the  aircraft,  a  notation  to 
this  effect.  Flying  instruction  time  shall 
be  logged  in  the  same  manner  and.  in 
addition,  the  instructor  shall  make  com- 
plete entries  in  the  logbook  of  his  student 
showing  the  nature  of  each  maneuver 
in  which  Instruction  was  given  and  the 
time  spent  thereon.  The  instructor  shall 
attest  each  such  entry  with  his  Initials, 
pilot  certificate  number,  and  pertinent 
rating.  This  logbook  shall  be  presented 
for  Inspection,  upon  demand  and  reason- 
able notice,  to  any  authorized  representa- 
tive of  the  Administrator  or  Board  or 
State  or  municipal  ofUcer  enforcing  local 
regulations  or  laws  Involving  Federal 
compliance. 

19.  By  deleting  the  following  words 
from  §  21.442.  "The  holder  of  an  airline 
transport  pilot  certificate  may  log  as  solo 
flight  time"  and  in.serting  the  words,  "The 
holder  of  an  airline  transport  pilot  cer- 
tificate may  log  filght  time  as  pilot  in 
command"  in  lieu  thereof. 

20.  By  adding  a  new  §  21.50  to  read  as 
follows  : 

5  2150  Definitions,  (a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

•  1  >  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(2)  CJass.  Class  shall  indicate  a  dif- 
ference In  basic  design  of  aircraft  within 
a  category,  such  as  singleengine  land, 
multiengine  sea,  etc. 

(3)  Flight  time.  Plight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  Its  own 
power  lor  the  purpose  of  flight  until  the 
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moment  It  comes  to  rest  at  the  end  of 
the  flight. 

<4)  Maximum  certificated  take-off 
weight.  The  maximum  certificated  take- 
off weight  shall  mean  the  maximum  take- 
off weight  authorized  by  the  terms  of  the 
aircraft  airworthiness  certificate. 

(5)  Night.  Night  Is  the  time  between 
the  ending  of  evening  twilight  and  the 
beginning  of  morning  twilight  as  pub- 
lished in  the  Nautical  Almanac  converted 
to  local  time  for  the  locality  concerned.' 

<6>  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(7)  Solo  flight  time.  Solo  flight  time 
.shall  mean  the  flight  time  during  which 
a  pilot  is  the  sole  occupant  of  an  air- 
craft. 

18)  Type.  Type  shall  mean  all  aircraft 
of  the  same  basic  design  including  all 
modiflcations  thereto  except  those  modi- 
fications which  result  in  a  change  in  han- 
dling or  flight  characteristics. 

ni.  It  is  proposed  to  amend  Part  26 
as  follows: 

1.  By  amending  §  26.20  (a)  to  read 
as  follows: 

5  26.20  Qualifications  for  junior  rat- 
ing.   •     •     • 

<a)  Local  airport  rules  and  charac- 
teristics of  local  air  traffic  of  the  airport 
for  which  the  rating  Is  sought; 

2.  By  amending  §  26.20  (c)  to  read  as 
follows: 

(c)  Teletype  symbols  and  weather  se- 
quences of  the  airways  converging  on 
the  airport  and  other  pertinent  data  re- 
garding meteorological  reports  available 
within  a  circular  area  of  a  radius  of  125 
miles  measured  from  the  airport  for 
which  the  rating  is  sought; 

IV.  It  Is  proposed  to  amend  Part  35 
as  follows: 

1.  By  amending  §  35.05  to  read  as  fol- 
lows: 

§  35.05  Experience.  Each  applicant 
for  a  flight  engineer  certificate  shall : 

(a>  Have  had  at  least  3  years  of  di- 
versified practical  experience  in  the 
maintenance  and  repair  of  aircraft  and 
aircraft  engines,  of  which  one  year  shall 
have  been  in  the  maintenance  and  re- 
pair of  multiengine  transport  category 
aircraft  having  engines  of  at  least  1,680 
horsepower;  or 

(b>  Be  a  graduate  of  at  least  a  two- 
year  specialized  aeronautical  training 
course  in  the  maintenance,  repair,  and 
overhaul  of  aircraft  and  aircraft  engines. 
of  which  at  least  six  months  shall  be 
In  the  maintenance  and  repair  of  multi- 
engine  tran.<?port  category  aircraft  hav- 
ing engines  of  at  least  1,680  horsepower; 
or 


•The  Nautical  Almanac  containing  the 
ending  of  evening  twilight  and  the  beginning 
of  morning  twilight  tables  may  be  obtained 
from  the  Superintendent  of  Documents,  Gov- 
ernment Printing  Office,  Washington  25. 
D.  C.  Information  concerning  such  tables 
Is  also  available  In  the  offices  of  the  Civil 
Aeronautics  Administration  or  the  U.  8. 
Weather  Bureau. 


(c)  Have  had  at  least  200  hours  of 
flight  experience  In  the  duties  of  a  fiight 
engineer,  or 

<d)  Have  satisfactorily  completed  a 
course  of  ground  and  fiight  instruction 
in  at  least  the  Items  specified  in  ?  35.06 
which  the  Administrator  has  found  ade- 
quate for  the  training  of  a  fiight  engi- 
neer, or 

(e)  Have  had  at  least  200  hours  as 
pilot  in  command  of  an  aircraft  having 
4  engines  or  more. 

2.  By  adding  S§  35.3  and  35.31  to  read 
as  follows: 

§  35.3     Definitions. 

5  35.31  Definitions,  (a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(1>  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  its  own 
power  for  the  purpo.^e  of  fiight  until  the 
moment  it  comes  to  rest  at  the  end  of  the 
fiight. 

(2)  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(3)  Transport  category  aircraft. 
Transport  category  aircraft  are  aircraft 
which  have  been  type  certificated  in  ac- 
cordance with  the  requirements  of  Part 
4b.  or  under  the  transport  category  per- 
formance requirements  of  Part  4a. 

•  4»  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change  in 
handling  or  fiight  characteristics. 

V.  It  is  proposed  to  amend  Part  40  as 
follows : 

1.  By  deleting  the  word  or  words 
"model."  "models,"  "make."  or  "make 
and  model"  from  every  section  in  which 
any  or  all  of  these  words  appear  in  this 
part  and  inserting  the  word  "type"  In 
lieu  thereof. 

2.  By  deleting  the  words  "solo  flying 
time"  from  every  section  in  which  they 
appear  in  this  part  and  inserting  the 
words  "flight  time  as  pilot  in  command" 
in  lieu  thereof. 

3.  By  adding  a  new  §  40.60  to  read  as 
follows: 

8  40.60  Definitions,  (a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

<  1 )  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

<2)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  its  own 
power  for  the  purpose  of  flight  until  the 
moment  It  comes  to  rest  at  the  end  of 
the  fiight. 

<3>  P/7of  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(4)  Type.  Tyipe  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change  in 
handling  or  flight  characteristics. 

VI.  It  is  proposed  to  amend  Part  41  as 
follows : 
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1.  By  deleting  the  words  "model," 
"models."  "make."  or  "make  and  model" 
from  every  section  in  which  any  or  all  of 
such  words  appear  In  this  part  and  in- 
serting the  word  "type"  in  lieu  thereof. 

2.  By  adding  paragraphs  (r)  and  (s) 
to  §  41.99  to  read  as  follows: 

§  41.99  Definitions.  •  *  * 
(r)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change  in 
handling  or  flight  characteristics. 

(s)  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

VII.  It  is  proposed  to  amend  Part  43 
as  follows: 

1.  By  deleting  the  word  "type"  from 
every  section  In  which  it  appears  in  this 
part  and  in.serting  the  word  "category" 
in  lieu  thereof. 

2.  By  deleting  the  word  or  words, 
"model."  "models."  "make."  or  "make 
and  model"  from  every  section  in  which 
any  or  all  of  these  words  appear  in  this 
part  and  inserting  the  word  "type"  in 
lieu  thereof. 

8.  By  adding  the  words  "pilot  in  com- 
mand." after  the  word  "solo"  in  §  43.404 
(d). 

4.  By  amending  §  43.405  <b)  to  read 
as  follows: 

§43.405     Logging  of  flight  time.  •   •   * 

(b)  Private  and  commercial — (I) 
Pilot  in  command.  A  private  or  com- 
mercial pilot  may  log  flight  time  as  pilot 
in  command  that  flight  time  during 
which  he  is  the  sole  manipulator  of  the 
controls  of  an  aircraft  for  which  he  is 
rated  or  that  flight  time  during  which  he 
Is  the  sole  occupant  of  the  aircraft.  A 
flight  In.structor  may  log  the  flight  time 
as  pilot  in  command  that  flight  time  dur- 
ing which  he  is  serving  as  flight  in- 
structor. 

(2)  Copilot,  (i)  A  private  or  com- 
mercial pilot  may  log  not  more  than  50% 
of  the  total  flight  time  during  which  he 
is  performing  the  duties  of  a  copilot  in 
computing  flight  time  as  copilot. 

(ii)  A  commercial  pilot  shall  be  en- 
titled to  credit  the  total  flight  time  logged 
as  copilot  toward  the  total  flight  time 
required  for  a  higher  grade  of  pilot  cer- 
tificate, but  in  no  event  shall  a  private 
pilot  be  entitled  to  credit  more  than  50 
hours  of  flight  time  logged  as  copilot  to- 
ward the  total  flight  time  required  for  a 
higher  pilot  rating. 

5.  By  amending  §  43.50  to  read  as  fol- 
lows : 

§  43.50  General' limitations.  No  stu- 
dent shall  pilot  an  aircraft  carrying  a 
passenger,  or  on  an  International  fiight, 
or  for  hire,  reward,  or  in  furtherance  of 
a  business. 

6.  By  amending  §  43.642  to  read  as  fol- 
lows: 

5  43.642  Endorsement  of  student 
pilot  certificates.  A  fiight  instructor  shall 
endorse  the  certificate  of  any  student 
pilot  for  solo  flight  or  flight  in  different 
categories  or  types  of  aircraft  only  if  he 
has  determined  that  the  student  is  com- 
petent to  exercise  such  privileges  with 
safety,  and  for  cross-country  flight  only 
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If  he  has  additionally  determined  that 
the  student  has  an  elementary  knowledge 
of  aeronautical  charts,  meteorological 
data,  and  the  use  of  a  magnetic  compass. 

7.  By  deleting  the  words  "type  and 
class"  from  §  43.63  and  Inserting  the 
words  "category,  type,  and  class"  in  lieu 
thereof. 

8.  By  deleting  the  words  "same  type 
and  class"  from  §  43.680  and  inserting 
the  words  ".same  category,  type,  and 
class"  in  lieu  thereof. 

9.  By  adding  new  paragraphs  (f).  (g), 
(h>.  (i).  (j).  (k).  (1).  <m).  and  (n)  to 
§  43.9  to  read  as  follows: 

§  43.9     Definitions.     •     •     • 

(f )  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(g)  Class.  Cla.ss  shall  indicate  a  dif- 
ference in  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multiengine  sea.  etc. 

(h)  copilot.  Copilot  shall  mean  a 
pilot  serving  in  any  piloting  capacity 
other  than  as  pilot  in  command  on  air- 
craft requiring  two  pilots  for  normal  op- 
erations, but  excluding  a  pilot  who  is  on 
board  the  aircraft  for  the  sole  purpose 
of  receiving  dual  instruction. 

(i)  Dual  instruction  time.  Dual  in- 
struction time  shall  mean  that  portion 
of  the  fiight  time  during  which  a  person 
is  receiving  fiight  instruction  from  a  cer- 
tificated flight  instructor  on  board  the 
aircraft. 

(j)  Flight  instructor.  Flight  instruc- 
tor means  a  pilot  who  is  qualified  to  in- 
struct other  pilots  and  who  has  received 
a  flight  instructor  rating. 

(k)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment  the 
aircraft  flrst  moves  under  its  own  power 
for  the  purpose  of  flight  until  the  mo- 
ment it  comes  to  rest  at  the  end  of  the 
flight. 

(1)  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(m)  Solo  fiight  time.  Solo  fiight  time 
shall  mean  the  flight  time  during  which 
a  pilot  is  the  sole  occupant  of  an  aircraft. 

(n)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change 
in  handling  or  fiight  characteristics. 

VIII.  It  Is  proposed  to  amend  Part  44 
as  follows: 

1.  By  deleting  the  word  "model"  from 
§  44.3  and  inserting  the  word  "type"  in 
lieu  thereof. 

2.  By  amending  §  44.1  to  read  as 
follows : 

5  44.1  Defijiiiions.  (a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(!•  Category.  Category  shall  indicate 
a  cla.ssiflcation  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(2)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modiflcations  thereto  except  tho.se 
modifications  which  result  in  a  change 
In  handling  or  flight  characteristics. 

(3  I  United  States.  United  States  shall 
mean  the  continental  United  States  and 
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any  outlying  territories  under  its  juris- 
diction (including  the  Canal  Zone). 

IX.  It  is  proposed  to  amend  Part  60 
as  follows: 

1.  By  adding  new  §§  60.930  and  60.931 
to  read  as  follows: 

§  60.930  Pilot  in  command.  Pilot  in 
command  shall  mean  the  pilot  respon.si- 
ble  for  the  operation  and  .safety  of  the 
aircraft  during  the  time  defined  as  fiight 
time. 

§  60.931  Flight  time.  Flight  time 
shall  mean  the  total  time  from  the  mo- 
ment the  aircralt  first  moves  under  its 
own  power  for  the  purpose  of  fiight  until 
the  moment  it  comes  to  rest  at  the  end 
of  the  fiight. 

X.  It  is  proposed  to  amend  Part  61  as 
follows: 

1.  By  deleting  the  word  "type"  from 
every  section  in  which  it  appears  In  tills 
part,  excepting  §  61.530,  and  inserting 
the  word  "category"  in  lieu  thereof. 

2.  By  deleting  the  word  or  words 
"model,"  "models,"  "make."  or  "make 
and  model"  from  every  section  in  which 
any  or  all  of  such  words  appear  In  this 
part  and  inserting  the  word  "type"  in 
lieu  thereof. 

3.  By  adding  a  new  §  61.09  to  read  as 
follows : 

§  61.09  Definitions,  ^a)  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(1)  Check  pilot.  Check  pilot  is  a  pilot 
authorized  by  the  Administrator  to  ex- 
amine pilots  of  an  air  carrier  to  deter- 
mine the  pilot's  proficiency  with  regard 
to  procedure  and  piloting  technique, 
route,  and  equipment  competency,  and 
ability  to  pilot  and  navigate  by  instru- 
ments. 

(2)  Copilot.  Copilot  .shall  mean  a 
pilot  serving  in  any  piloting  capacity 
other  than  as  pilot  in  command  on  air- 
craft requiring  two  pilots  for  normal  op- 
erations, but  excluding  a  pilot  who  is  on 
board  the  aircraft  for  the  sole  purpose 
of  receiving  dual  instruction. 

(3)  Crew  member.  Crew  member 
'  means  any  individual  assigned  by  an  air 

carrier  for  the  performance  of  duty  on 
the  aircraft  other  than  as  fiight  crew 
member. 

(4)  First  pilot.  First  pilot  means  the 
pilot  In  command. 

(5)  Flight  crew  member.  Flight  crew 
member  means  a  pilot,  fiight  radio  opera- 
tor, flight  engineer,  or  flight  navigator 
assigned  to  duty  on  the  aircraft. 

(6)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment  the 
aircraft  flrst  moves  under  its  own  power 
for  the  purpose  of  flight  until  the  mo- 
ment it  comes  to  rest  at  the  end  of  the 
flight. 

(7)  Instrument  flight  time.  Instru- 
ment flight  time  means  that  flight  time 
during  which  a  pilot  is  piloting  an  air- 
craft solely  by  reference  to  Instruments 
and  without  external  reference  points, 
whether  under  actual  or  simulated  in- 
strument flight'^onditions. 

(8>  Pilot.  A  pilot  is  an  Individual 
who  manipulates  the  controls  of  an  air- 
craft during  the  time  defined  as  flight 
time. 
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'9>  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible  for 
the  operation  and  safety  of  the  aircraft 
during  the  time  defined  as  flight  time. 

<10»  Second  pilot.  Second  pilot  shall 
mean  copilot. 

4.  By  deleting  ihe  words  'a  type  and, 
In  the  case  of  an  airplane,  the  airplane 
class  and  horsepower"'  from  §  61.523  <a> 
and  inserting  the  words  "an  appropriate" 
In  lieu  thereof. 

5.  By  amending  §  61.523  ib»  to  read  as 
follows: 


PROPOSED  RULE  MAKING 

8  61.523  <b)  A  second  pilot  not  pos- 
sessed of  an  airline  transport  pilot  certi- 
ficate and  an  appropriate  rating  for  the 
aircraft  flown  may  log  50  percent  of  the 
total  flight  time. 

6.  By  amending  5  61.530  to  read  as  fol- 
lows: 

§  61.530  Respi^nsibility  of  operator. 
In  order  to  maintain  a  high  standard  of 
pilot  technique,  the  air  carrier  shall  be 
re.spon.slble  for  proper  and  periodic  in- 
struction. In  their  respective  duties,  of 


all  first  and  second  pilots  employed  by 
such  operator.  The  Instruction  so  givt a 
to  first  pilots  shall  at  least  include  opera- 
tion and  approach  for  landing  with  on.' 
engine  fully  throttled  with  maximum 
load  authorized  for  the  rouie  or  poriidii 
thereof.  In  each  type  of  aircraft  to  !,<■ 
u.sed  by  the  pilot  in  scheduled  air  trans- 
portation service,  and  in.^trument  ap- 
proach procedures. 

IF     R.    Doc     49  24.56:     Filed,    Apr.    1.     ID  ^ 
8  47  a    ml 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

W.\SHINGTON 

NOTICE  FOR  FILIWG  OBJECTIONS  TO  ORDER 
RESERVING  CERTAIN  PUBLIC  L.^NDS  IN 
CONNECTION  WITH  THE  METHOW  WINTER 
RANGE   AND   WILDLIFE   REFUGE  ' 

For  a -period  of  30  days  from  the  date 
of  publication  of  the  above  entitled  or- 
der, persons  having  cause  to  object  to 
the  terms  thereof  may  present  their  ob- 
jections to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  du- 
plicate in  the  Department  of  the  In- 
terior. Washington  25,  D.  C.  In  case  any 
objection  is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  it,  a 
public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  or- 
der may  state  their  views  and  where  the 
proponents  of  the  order  can  e.xplain  its 
purpose,  intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let 
stand  will  be  given  to  all  interested 
parties  of  record  and  the  general  public. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

March  29.  1949. 

|F     R.    Doc.    49^2445;    Pilwl.    Apr.     1.    1949: 
8  45  a    m  I 


Alaska 

notice  for  fiung  objections  to  order 
withdr.^wing  public  lands  for  use  of 
department  of  the  air  force  as  an  air 
force  base  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  In   writing. 


'S«e  P.  R.  Doc    49^2444.  Title  43,  Chapter 
I,  Appendix,  .fupra. 

See  F  R.  Dik.  49-2452.  Title  43,  Chapter  I, 
Appendix,  supra. 


NOTICES 


should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  du- 
plicate in  the  Dt  partment  of  the  Interior. 
Washington  25.  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  It,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced, 
where  opponent.'^  to  the  order  may  state 
their  views  and  where  the  proponents 
of  the  order  can  explain  its  purpose,  in- 
tent, and  extent.  Should  any  objection 
be  filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should 
be  rescinded,  modified  or  let  stand  will 
be  given  to  all  interested  parties  of  rec- 
ord and  the  general  public. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

March  29.  1949. 

|F     R.    D.ir.    49  2453;     Filed,    Apr.    1.     1949: 
8:46  a.  ml 


DEPARTMENT  OF  AGRICULTURE 

OfRce  of  the  Secretory 

Office  of  the  Solicitor 
delegations  of  authority 

In  accordance  with  the  requirement > 
of  section  3  <a>  il»  of  the  Admini.stra- 
tive  Procedure  Act  <5  U.  S.  C.  1002  'a) 
<1>  >.  the  following  statement  of  delega- 
tions of  final  authority  made  by  the  Sec- 
retary of  Agriculture  in  the  OfBce  of  the 
Solicitor  ( 14  F.  R.  923.  7  CFR  1947  Supp 
2100  11.  redeviunated  as  7  CFR  151,  13 
F.  R   6703 >  is  published: 

The  Solicitor  and  the  Associate  Solici- 
tors, or  per.>~ons  acting  in  their  stead,  are 
authorized  to  certify  documents  as  true 
copies  of  those  on  file  in  the  Department 
pursuant  to  Title  28,  United  States  Code, 
section  1733.  The  same  officers  and  Re- 
gional Attorney.';,  or  persons  acting  in 
their  stead,  are  authorized  to  sign  re- 
leases of  claims  of  the  United  States 
against  private  persons  for  damage  to 
or  destruction  of  personal  property  of 
the  Department.  The  Solicitor  and  the 
Associate  Solicitor  in  charge  of  Forestry 
and  General  Legal  Services,  or  persons 
acting  In  their  stead,  are  authorized  to 
allow  or  disallow  claims  pursuant  to  Title 


26.  United  States  Code,  sections  2401  (b^ 
L'671-2680 

Dated:  March  30.  1949 

I  SEAL]  W.  Carroll  Hunter. 

SoHcilor. 

F     R     D-^c     49  2480:     Piled.    Apr.    1,    ly;  • 

8  50  a    m  | 


CIVIL  AERONAUTICS  BOARD 

(Docket  No  2021 1 

Alaska  Airlines,  Inc. 

notice  of  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircrafi 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
Alaska  Airlines.  Inc.,  over  its  entire  sys- 
tem: and  the  order  to  show  cause  pub- 
lished by  the  Board  on  March  17,  194;* 
(Serial  No.  E-2590). 

Notice  is  hereby  given,  pursuant  to  thi' 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  sectii  is  406  and  1001  of 
said  act.  that  a  hearing  in  the  abovt  - 
entitled  proceeding  i.s  assigned  to  be  h<  id 
on  April  5.  1949.  at  9  30  a.  m.  le.  s.  t.t,  in 
Room  1011,  Temporary  Building  No.  h. 
16th  Street  and  Constitution  Avenin- 
NW..  Washington,  D.  C  ,  before  Examiner 
Richard  A.  Walsh. 

Dated   at   Washington,   D.   C,   March 
30,  1949. 

By  the  Civil  Aeronautics  Board 


SE^L] 


M.  C.  Mulligan. 

Secretai y. 


F     R.    Dec.    49-2489;     PUed.    Apr.    I,    191 
8  53  a    in  1 


(Docket  No   3383) 

Reeve  Airways 
NOTICE  or  hearing 


In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircralt. 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
Reeve  Airways  over  its  certificated  mail 
routes. 

Notice  Is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  that  hearing  in  the 


Saturday,  April  2,  1949 

above-entitled  proceeding  is  a.s.sipned  to 
l.c  held  on  April  4.  1949,  at  9:30  a.  m. 
M'listcrn  standard  time)  in  Room  1011, 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue  NW..  Washinp- 
tdu.  D.  C  .  before  Examiner  James  M. 
Vrrner. 

D.ited  at  Washington,  D.  C,  March  29, 
1949. 

By  the  Civil  Aeronautics  Board. 

I  seal!  M.    C.    MULlIG.AN. 

Scvrclai u- 

F     n     Tyoc     49  2456;     Filed,    Ai)r.    1,    1949; 
8  47  II   m,| 
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It  further  appearing,  that  authority 
for  the  adoption  of  said  amendment  Is 
contained  in  section  303  (c>.  (d).  »f>. 
and  in  and  307  <b>  of  the  Communica- 
tion Act  of  1934.  as  amended: 

It  is  ordered.  That,  effective  immedi- 
ately, the  Revised  Tentative  Allocation 
Plan  for  Cla.ss  B  FM  Broadcast  Stations 
be  and  it  Is  amended  .so  that  the  alloca- 
tions to  Hutchin.son.  Salina,  and  Dodge 
City,  Kansas,  are  changed  as  follows: 


FEDERAL  COMMUNICATIONS 
COMMISSION 

Chxnnel  Allocations  for  Hutchinson. 
Salina  and  Dodge  City,  Kans. 

ORDER  amending  REVISED  TENTATIVE  ALLO- 
CATION PLAN  FOR  CLASS  B  FM  BROADCXST 
STATIONS 

At  a  session  of  the  Federal  Coijjmunl- 
calions  Commission  held  at  its  officfs  in 
Washington.  D.  C.  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration an  amendment  of  its  Revised 
Tentative  Allocation  Plan  for  Cla.ss  B 
FM  Broadca.st  Stations,  providing  that 
the  channels  allocated  to  Hutchin.son, 
Salina  and  Dodge  City.  Kansas  be  reallo- 
cated as  follows: 


Cliiiiini-l  N  '. 

OciuT;!!  aroa 

Dclrte 

Add 

Ilnt.lilii.vin,  Ktin.s   

h  tlill*.  K;lIl.-<                             

l)olKo  City,  Kuws..       

234 

2sy 

It  appearing,  that  the  proposed 
amendment  to  the  Allocation  Plan  is  de- 
sirable in  order  to  permit  the  grant  of 
the  pending  application  of  Hutchinson 
Publishing  Company  to  modify  Its  con- 
.struction  permit  for  a  new  Class  B  FM 
Station  (KIMV)  at  Hutchinson.  Kansas, 
to  change  its  assigned  channel  from  289 
(105.7  mcs)  to  233  (94.5  mcs>,  which 
application  the  Commi-ssion  proposes  to 
grant  in  a  subsequent  action;  and 

It  further  appearing,  that  adoption 
of  said  amendment  will  not  reduce  the 
present  allocation  to  any  area  nor  re- 
quire a  change  In  the  channel  assignment 
of  any  other  existing  station  or  authori- 
zation :  and  that  the  operation  of  a  Class 
B  FM  station  on  Channel  233  at  Hut- 
chinson. Kansas  will  not  cause  Interfer- 
ence to  any  station  existing,  proposed  or 
contemplated  by  the  FM  allocation  plan; 
and  that  no  exi.sting  requirements  of  the 
stommis.sion  will  be  affected  by  said 
amendment:  and 

It  further  appearing,  that  the  nature 
of  the  proposed  amendment  is  such  as  to 
render  unnecessary  the  public  notice  and 
procedure  set  forth  in  section  4  <a)  of 
the  Administrative  Procedure  Act;  and 
that  for  the  same  reasons  this  order  may 
be  made  effective  Immediately  in  lieu  of 
the  requirements  of  section  4  <c)  of  said 
act;  and 


(il  Iirr.ll   ill'  <* 


lliii'  hin-'iii.  Kii:!--! 
1  loU'i-  (  iiy,  Kiii'i 


1551 

necessity  to  grant  the  application  of 
WSAZ.  Inc.  (File  No.  BMPCT-454>  for 
additional  time  in  which  to  construct  the 
TV  broadca,st  station  at  Huntinpton,  We.^t 
Virginia,  as  authorized  by  the  Commis- 
sion on  July  29,  1948  '  BPCT-477  • . 

Federal  Communications 
Commission, 
I  seal  1         T.  J.  Slowie. 

Secretary. 

|F     R.    Doc.    49  2■ir■,■^:    Filed,    Apr.    1,    1949; 
b.48  a.  in.  I 


Commissioners  Coy,  Chairman,  and 
Sterling  not  participating.  Commission- 
ers Webster  and  Hennock  di.s.sentlng. 

Released  r  March  28,  1949. 

Federal   Communications 
Commission, 
r.sEALl         T,  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49  2462:    Filed,    Apr.    1.    1949; 
8:48  a.  m.) 


|I>)Ckel  No.  9262) 
WSAZ.  Inc.  (WSAZ-TV) 

order   designating   APPLICATION   FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  WSAZ.  Inc. 
(WSAZ-TV) .  Hunt  ington.  West  Virginia, 
Docket  No.  9262.  File  No.  BMPCT-454; 
for  additional  time  in^hich  to  complete 
construction  of  TV  station  WSAZ-TV  at 
Huntington.  West  Virginia. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-mentioned  application 
of  WSAZ.  Inc..  <File  No.  BMPCT-454  >. 
for  additional  time  in  which  to  complete 
con.struction  of  TV  broadcast  station 
WSAZ-TV.  Huntington.  West  Virginia; 

and 

It  appearing,  that  on  July  29,  1948,  the 
Commission  granted  WSAZ.  Inc..  a  con- 
struction permit  for  a  TV  broadcast  sta- 
tion at  Huntington.  West  Virginia 
(BPCT-477"  ;  and 

In  further  appearing,  that  the  con- 
struction of  the  TV  broadcast  station  au- 
thorized on  July  29,  1948.  has  not  been 
completed,  and  the  Commission  being 
fully  advised  in  the  premi.ses; 

It  is  ordered.  That,  pursuant  to  section 
309  and  319  of  the  Communications  Act  of 
1934.  as  amended,  the  above-entitled  ap- 
plication (File  No.  BMPCT-454)  is  desig- 
nated for  hearing  at  a  time  and  place  to 
be  specified  in  a  subsequent  order  upon 
the  following  issues: 

1.  To  determine  whether  WSAZ,  Inc. 
has  been  diligent  in  proceeding  with  the 
con.struction  of  the  television  station 
at  Huntington,  West  Virginia,  as  author- 
ized by  the  construction  permit  granted 
July  29,  1948  (File  No.  BPCT-477). 

2.  To  determine  whether  it  would  be 
in  the  public  interest,  convenience  and 


(Docket  No.  9265] 

Roanoke  Broadcasting  Co. 

ORDER   designating   APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  E.  L.  Roberts  and 
J.  W.  Buttram.  d  b  as  the  Roanoke 
Broadcasting  Company.  Roanoke,  Ala- 
bama, Docket  No.  9265,  File  No.  BP-6765; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
for  a  permit  to  construct  a  new  standard 
broadca.st  station  to  operate  on  the  fre- 
quency 930  kilocycles,  with  250  watts 
power,  daytime  only  in  Roanoke.  Ala- 
bama; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
these  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable interference  with  any  exist- 
ing broadcast  stations  and,  if  so,  the  na- 
ture and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable Interference  with  the  serv- 
ices proposed  in  any  other  pending  ap- 
plications for  broadcast  facilities  and,  if 
so,  the  nature  and  extent  thereof,  the; 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations,  particularly 
with  respect  to  the  assignment  of  a  Class 
IV  station  to  a  regional  channel. 


ISEALl 


Federal  Communic.mions 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49  2464;    Filed,    Apr.    1,    1949; 
8.48  a.  m.l 
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[Docket  No.  9266) 
RoBSTOWN  Broadcasting  Co. 

ORDER  DESIGNATING  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  William  Solon 
Snowden  d  b  as  Robstown  Broadcasting 
Company.  Robstown.  Texas,  Docket  No. 
9266,  Pile  No.  BP-6690;  for  construction 
permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
In  WashinKton,  D.  C.  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  application 
for  permit  to  construct  a  new  standard 
broadcast  station  In  Robstown,  Texas  to 
operate  on  the  frequency  1480  kc,  with 
1  kw  power,  daytime  only; 

It  is  ordered.  That,  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  operas 
tion  of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of- the  proposed  station  would  in- 
volve objectionable  Interference  with  the 
station  recently  authorized  for  Beeville, 
Texas,  by  the  grant  of  the  application 
(PilefNo.  BP-4639;  Docket  No.  7604)  of 
V.  lJ  Rossi  and  John  D.  Rossi  d^b  as 
Bee  Broadcasting  Company,  or  with  any 
other  existing  broadcast  stations  and.  if 
so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

3.  To  determine  whether  the  opera- 
tion of.  the  proposed  station  would  In- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and, 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  instal- 
lation and  operation  of  the  proposed 
station  would  be  In  compliarfce  with  the 
Commi.<;sion's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

It  is  further  ordered,  That  V.  L.  Rossi 
and  John  D.  Rossi  d/h  as  Bee  Broadcast- 
ing Company,  permittee  of  the  newly 
authorized  station  in  Beeville,  Texas,  is 
made  a  party  to  this  proceeding. 

Federal  Communications 
Commission, 
J  seal]         T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-2465:    Filed,    Apr.    1,    1949; 
8:48  a.  m.J 


(Docket  No.  9267) 
National  Broadcastino  Co.,  Inc.  (KOA) 

ORDER  designating  APPLICATION  FOR 
REARING  ON  STATIO  ISSUES 

In  re  application  of  National  Broad- 
casting Company,  Inc.  (KOA),  Denver, 


NOTICES 

Colorado,  Docket  No.  9267.  File  No.  BP- 
4683;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  ofiBces  in 
Washington,  D.  C,  on  the  23d  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  to 
replace  the  vertical  antenna  of  Station 
KOA  and  to  mount  the  FM  antenna  on 
AM  tower; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
is  designated  for  hearing,  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing l.ssues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  .«;ervice  from  the  operation 
of  Station  KOA  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  Station  KOA  as  proposed  would 
involve  objectionable  interference  with 
stations  WHDH.  Boston.  Ma.ssachusetts; 
WJW,  Cleveland.  Ohio:  WXKW,  Albany, 
New  York;  WTNB,  Birmingham.  Ala- 
bama: WRUP.  Gainesville,  Florida; 
WKBZ.  Muskegon.  Michigan;  WEEU. 
Reading.  Pennsylvania,  or  with  any 
other  exi.'^ting  broadcast  stations  and.  if 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
services  to  such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  Station  KOA  as  proposed  would  in- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and, 
if  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KOA  as 
proposed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

5.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KOA  as 
proposed  would  constitute  a  menace  to 
air  navigation. 

It  is  further  ordered.  That  Matheson 
Radio  Company.  Incorporated,  licensee 
of  Station  WHDH.  Boston,  Massachu- 
setts; WJW.  Incorporated,  licensee  of 
Station  WJW.  Cleveland.  Ohio;  Cham- 
plain  Valley  Broadcasting  Corporation, 
permittee  of  Station  WXKW.  Albany. 
New  York;  Thomas  N.  Beach,  licensee  of 
Station  WTNB.  Birmingham,  Alabama; 
University  of  Florida,  licensee  of  Station 
WRUP,  Gainesville,  Florida;  Ashbacker 
Radio  Corporation,  licensee  of  Station 
WKBZ.  Muskegon,  Michigan;  and  Berks 
Broadcasting  Company,  licensee  of  Sta- 
tion WEEU,  Reading.  Pennsylvania  are 
made  parties  to  this  proceeding. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49  2466:    Filed,    Apr.    1,    1949; 
8:48  a.  m.l 


(Docket  No6.  9268.  9269] 

MosLEY  Brothers  and  Mobile  Press 
Register,  Inc. 

order  designating  application  for  con- 
solidated HEARING  ON  STATED  ISSUES 

In  re  applications  of  W,  L.  Mosley  and 
R  E.  Mosley.  d/b  as  Mosley  Brothers. 
Picayune.  Mi.ssi.ssippi.  Docket  No.  9268, 
File  No.  BP-6840;  the  Mobile  Press  Rec- 
i.ster.  Inc..  Mobile.  Alabama,  Docket  No. 
9269.  File  No.  BP-7017;  for  construction 
permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  24th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  W.  L.  Mosley,  et  al.  for  permit  to  con- 
struct a  new  standard  broadcast  station 
in  Picayune,  Mississippi,  to  operate  on 
the  frequency  1320  kc.  with  1  kw  power, 
daytime  only;  and  the  Mobile  Press  Reg- 
ister, Inc.,  for  permit  to  change  the  oper- 
ating assignment  of  Station  WABB,  Mo- 
bile. Alabama,  from  1480  kc.  5  kw,  DA-2, 
unlimiitd  time,  to  1320  kc,  5  kw,  unlim- 
ited time,  and  to  employ  a  new  direc- 
tional array  for  day  and  night  us€  (DA- 
2) ; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial  and  other  qualifications  of  the 
applicant,  partnership  and  the  partners 
to  construct  and  operate  their  proposed 
station  and  the  technical,  financial  and 
other  qualifications  of  the  corporate  ap- 
plicant, the  Mobile  Press  Register,  Inc., 
its  officers,  directors  and  stockholders,  to 
construct  and  operate  Station  WABB,  as 
proposed. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operations 
proposed  and  the  character  of  other 
broadcast  service  available  to  those  areas 
and  populations. 

3.  To  determine  the  type  and  character 
of  program  service  proposed  to  be  ren- 
dered and  whether  It  would  meet  the  re- 
quirements of  the  populations  and  areas 
proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tions proposed  would  involve  objection- 
able interference  with  any  existing 
broadcast  stations  and,  if  so,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations afifected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

5.  To  determine  whether  the  oper- 
ations proposed  would  involve  objection- 
able interference  each  with  the  other  or 
with  the  services  proposed  in  any  other 
pending  applications  for  broadcast  facili- 
ties, and  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  area.<^  and 
populations. 

6.  To  determine  whether  the  installa- 
tions and  operations  proposed  would  be 
in  compliance  with  the  Commission's 
rules  and  Standards  of  Good  Engineeriag 


Saturday,  April  2,  1949 

Practice  concerning  standard  broadcast 
stations. 

7.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  in  this 
con.solidated  proceeding  should  be 
granted. 

Federal  Communications 
Commission, 

l.sE.ul         T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49  2467;    Filed,    Apr.    1,    1949; 
8:48  a.  m.) 


(Docket  Nos   8909,  9272] 

Ch"iNUTe  Broadcasting  Co.  and  Centr.\l 
Broadcasting,  Inc.  (KIND* 

order  designating  application  for  con- 
solidated he.\ring  on  stated  issues 


In  re  applications  of  Galen  O.  Gilbert, 
H.  Edward  Walker,  Phil  Crenshaw, 
George  A.  Rountree  and  James  T.  Jack- 
son, a  partnership  d  b  as  Chanute  Broad- 
casting Company.  Chanute,  Kansas, 
Docket  No.  8909,  File  No.  BP-5684;  and 
Central  Broadcasting,  Inc.  <KIND'.  In- 
dependence, Kansas,  Docket  No.  9272, 
File  No.  BP-7068;  for  construction  per- 
mits. •  ^ 

At  a  session  of  the  Federal  Communi- 
cation* Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  24th  day  of 

March  1949; 

The   Commission   having  under  con- 
sideration   (1)    the   above-entitled   ap- 
plication of  Galen  O.  Gilbert,  et  al,  for 
peimit    to    construct    a    new    standard 
broadcast  station  in  Chanute.  Kansas,  to 
operate  on  the  frequency  1460  kc.  with 
250  w  power,  daytime  only;  <2>  the  peti- 
tion of  this  applicant  requesting  that  its 
said  application  be  removed  from  the 
hearing    docket    and    granted    without 
hearing,  and  <3>  the  above-entitled  ap- 
plication of  Central  Broadcasting,  Inc.. 
for  a  permit  to  change  the  operating  as- 
signment of   Station  KIND.  Independ- 
ence Kansas,  from  1010  kc.  250  w.  D.  to 
1450  kc.  250  w,  unlimited  time,  which  is 
contingent  upon  the  granting  of  the  ap- 
plication "File  No.  BP-7056>   of  Station 
WMBH.  Joplin.  Mi.s.souri,  to  change  op- 
erating a.ssignment;  and 

It  appearing,  that  the  Commission,  on 
April  29   1948.  designated  the  above  ap- 
plication of  Galen  O.  Gilbert,  et  al,  for 
hearing   in   a   consolidated   proceeding 
with  a  mutually  exclusive  application  at 
Ponca  Citv,  Oklahoma;  that  on  October 
22   1948.  the  Ponca  City  application  was 
dismissed  without  prejudice  at  the  re- 
quest of  the  applicant;  and  that  the  ap- 
plication df  Galen  O.  Gilbert,  et  al,  was 
retained  on  the  hearing .  docket  to  be 
heard  on  the  issue,  among  others,  per- 
taining to  the  a.ssignment  of  a  Class  IV 
station  to  a  regional  channel;  and 

It  further  appearing,  that  the  above- 
entitled  applications  involve  mutual  .seri- 
ous objectionable  interference;  and  that 
the  said  petition  fails  to  .show  that  a 
grant  of  the  application  of  Galen  O.  Gil- 
bert et  al,  would  be  consistent  with 
§  1  382  of  the  Commi.ssion's  rules  and  reg- 
ulations and  .section  309  (a)  of  the  Com- 
munications Act  of  1934.  as  amended; 


FEDERAL  REGISTER 

It  is  ordered.  That  the  said  petition  of 
Galen  O.  Gilbert,  et  al,  be  denied;  and 
that  pursuant  to  section  309  (a)  of  the 
Communications  Act  of  1934,  as 
amended,  the  above-entitled  application 
of  Central  Broadcasting.  Inc.  (KIND)  be 
designated  for  hearing  in  a  consolidated 
proceeding  with  the  application  of  Galen 
O.  Gilbert,  et  al,  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  issues: 

1.  To  determine  the  technical,  finan- 
cial and  other  qualifications  of  the  ap- 
plicant corporation,  its  officers,  directors 
and  stockholders  to  construct  and  oper- 
ate Station  KIND  as  proposed. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  KIND  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4  To  determine  whether  the  operation 
of  Station  KIND  as  proposed  would  in- 
volve objectionable  interference  with  any 
other  existing  broadca.st  stations  and.  if 
so,  the  nature  and  extent  thereof,  the 
areas  and  populations  effected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

5  To  determine  whether  the  opera- 
tion of  Station  KIND  as  proposed  would 
involve  objectionable  interference  with 
the  other  applications  in  this  proceeding 
or  with  the  services  proposed  in  any  other 
pending  applications  for  broadcast  facil- 
ities and.  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KIND  as 
proposed  would  be  In  compliance  with 
the  Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  on  a  comparative 
basis  which,  if  either,  of  the  applications 
in  this  consolidated  proceeding  should  be 

granted. 

It  is  further  ordered,  Thiat  the  Com- 
mission's order  of  April  29,  1948.  desig- 
nating the  application  of  Galen  O.  Gil- 
bert, et  al.  for  hearing  be  amended  to 
include  the  said  application  of  Central 
Broadcasting.  Inc.  (KIND). 

It  is  further  ordered,  That  if  the  con- 
tingent application  of  Central  Broad- 
casting. Inc.  prevails  in  the  above-enti- 
tled proceeding,  it  shall  be  removed  from 
hearing  status  and  returned  to  the  Com- 
mission's pending  file  until  final  disposi- 
tion of  the  aforesaid  parent  application 
is  made  by  the  Commission. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 
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(Docket  No.  9273] 

Radio  Station  KTBS.  Inc.  (KTBS) 

order  designating  application  for 
hearing  on  stated  issues 


IF     R.    Doc.    49-2468:    Filed.    ApK    1.    1949: 
8:49  a.  m.l 


In  re  application  of  Radio  Station 
KTBS  Incorporated  (KTBS),  Shreve- 
port.  Loui-siana.  Docket  No.  9273.  File 
No.  BMP-3981 ;  for  modification  of  con- 
struction permit. 

At  a  .session  of  the  Federal  Communi- 
cations Commi-ssion.  held  at  its  offices 
in  Washington,  D.  C.  on  the  24th  day 
of  March  1949; 

The  Commission  having  under  con- 
sideration   the    above-entitled    applica- 
tion requesting  a  modification  of  con- 
struction   permit    (File    No.    BP-4720) 
which  authorized  a  change  of  frequency 
from  1480  kilocycles  to  710  kilocycles,  an 
increase  of  power  from  1  kilowatt  to  5 
kw-10  kw  to  local  sun.set,  installation  of 
a  new  transmitter,  change  of  transmitter 
location,  and  installation  of  a  new  direc- 
tional antenna  system  of  Station  KTBS. 
Shreveport,   Louisiana,  so   as  to  make 
changes  in  the  directional  antenna,  to 
increase  the  maximum  expected  oper- 
ating values  of  the  horizontal  pattern 
toward  the  service  area  of  Station  WOR. 
New  York,  New  York; 

It  is  ordered,  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  application 
be  and  it  is  hereby,  designated  for  hear- 
ing at  a  time  and  place  to  be  designated 
by  subsequent  order  of  the  Commission, 
upon  the  following  issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  station  KTBS  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  tho.se  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  station  KTBS  as  proposed  would 
involve  objectionable  interference  with 
station  WOR.  New  York,  New  York,  or 
with  any  other  exi.sting  broadcast  sta- 
tions and,  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas 
and  populations. 

3  To  determine  whether  the  opera- 
tion of  station  KTBS  as  proposed  would 
involve  objectionable  interference  witli 
the  services  propo.sed  In  any  other  pend- 
ing applications  for  broadcast  facilities 
and,  if  so,  the  nature  and  extent  thereof, 
the'  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
broadca.st  service  to  such  areas  and 
populations.  ,.    .     »  ,i 

4.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KTBS  as 
propo.sed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

5  To  determine  whether  measure- 
ments or  adjustments  made  preliminary 
to  or  in  connection  with  the  proof-of- 
performance  of  the  antenna  system  au- 
thorized by  a  grant  of  BP-4720  are  such 
that  would  show  that  tlie  terms  of  the 
construction  permit  cannot  be  met  m  the 
adjustment  of  the  array  or  that  they 
cannot  be  maintained  in  practice  by  sta- 
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tlon  personnel  and  the  factors  respon- 
sible therefor. 

6.  To  determine  whether  the  maximum 
expected  operating  values  specified  in  the 
above-entitled  application  for  modifica- 
tion of  permit  in  the  direction  of  Station 
WOR's  secondary  service  area  are  based 
on  a  comprehensive  study  of  the  possible 
variations  in  operating  parameters  or 
other  pertinent  factors  and  whether  the 
values  are  obtainable  in  practice  and  can 
be  maintained  by  station  personnel. 

It  is  further  ordered.  That  Bamberger 
Broadcasting  Service,  Incorporated,  li- 
censee of  Station  WOR,  New  York,  New 
York,  be,  and  it  is  hereby,  made  a  party 
to  the  proceeding. 

Federal  Communications 
C0MMI.SS10N, 

[SEALl  T.  J.  SLOWIE. 

Secretary. 

|P.    R.    Doc.    49-2469;    Piled,    Apr.    1.    1949; 
8:49  a.  ml 


(Docket    N06.    9021.    9274] 

Atlas  Broadcasting  Co.  and 
Hamtramck  Radio  Corp. 

order  designating  application  for  con- 
solidated HEARING  ON  STATED  ISSUES 

In  re  applications  of  Atlas  Broadcast- 
ing Company.  Hamtramck,  Michigan, 
Docket  No.  9274.  Pile  No.  BP-7067;  Ham- 
tramck Radio  Corporation.  Hamtramck, 
Michigan,  Docket  No.  9021,  Pile  No.  BP- 
6746;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  24th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
Atlas  Broadcasting  Company  requesting 
a  permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1440  kilocycles,  with  500  watts 
power,  daytime  only  at  Hamtramck, 
Michigan; 

It  appearing,  that  the  Commission  on 
June  9.  1948,  designated  for  hearing  in 
a  consolidated  proceeding  the  applica- 
tions of  Prank  E.  Pelllgrln  and  Lynne  C. 
Smeby  d/b  as  Pelligrln  and  Smeby  and 
of  Hamtramck  Radio  Corporation,  the 
latter  application  being  dismissed  on 
March  11.  1949;  and 

It  further  appearing,  that  the  Com- 
mission by  order  dated  November  5,  1948 
granted  the  petition  by  Bay  Broadcast- 
ing Company,  Incorporated,  licensee  of 
Station  WBCM.  Bay  City,  Michigan  to 
Intervene  in  the  aforementioned  pro- 
ceeding upon  the  application  of  Ham- 
tramck Radio  Corporation; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
of  Atlas  Broadcasting  Company  is  desig- 
nated for  hearing  in  a  consolidated  pro- 
ceeding with  the  application  of  Ham- 
tramck Radio  Corporation  to  begin 
March  28.  1949  in  Washington,  D.  C. 
upon  the  following  Issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
applicant  corporation,  its  oflBcers,  direc- 
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tors  and  stockholders  to  construct  and 
operate  the  proposed  station. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  char- 
acter of  other  broadcast  service  avail- 
able to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interfwence  with 
Station  WBCM.  Bay  City.  Michigan,  or 
with  any  other  existing  broadcast  sta- 
tions and,  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  interference  with  the 
services  proposed  in  the  other  applica- 
tion in  this  consolidated  proceeding,  or 
in  any  other  pending  applications  for 
broadcast  facilities  and,  if  ^0.  the  nature 
and  extent  thereof,  the  areas  and  popula- 
tions affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  on  a  comparative 
basis  which.  If  either,  of  the  applica- 
tions in  this  consolidated  proceeding 
should  be  granted. 

It  is  further  ordered,  That,  the  Com- 
mission's order  of  June  9.  1948  designat- 
ing for  hearing  in  a  consolidated  pro- 
ceeding the  applications  of  Frank  E. 
Pelligrin  and  Lynne  C.  Smeby  d/b  as 
Pelligrin  and  Smeby  and  of  Hamtramck 
Radio  Corporation  is  amended  in  the 
following  respects:  to  show  deletion  of 
Issue  7  therefrom;  to  change  the  num- 
bering of  Issue  8  therein  to  issue  7;  to 
Include  the  above-entitled  application  of 
Atlas  Broadcasting  Company;  to  show 
deletion  of  the  application  of  Frank  E. 
Pelligrin  and  Lynne  C.  Smeby  d/b  as 
Pelligrin  and  Smeby  from  all  Issues 
therein;  and  to  make  Bay  Broadcasting 
Company.  Inc..  licensee  of  Station 
WBCM.  Bay  City,  Michigan,  a  party  to 
the  proceeding. 

It  is  further  ordered,  That,  the  Com- 
mission's order  of  November  5.  1948 
granting  the  petition  of  Bay  Broadcast- 
ing Company.  Incorporated,  licensee  of 
Station  WBCM,  Bay  City.  Michigan  to 
Intervene  in  the  proceeding  upon  the  ap- 
plication of  Hamtramck  Radio  Corpora- 
tion is  amended  to  make  Bay  Broadcast- 
ing Company.  Incorporated  a  party  In- 
tervenor  with  reference  to  all  applica- 
tions in  this  proceeding. 

Federal  Communications 
Commission. 

(SEALl  T.  J.  SlOWE, 

Secretary. 

IF.    B.    Doc.    49^2470:    Filed.    Apr.    1.    1949; 
8:49  a.  m.] 


[Docket  No.  8599] 
L.  W.  Andrews,  Inc. 

ORDER  DESIGNATING  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  L.  W.  Andrews. 
Inc.,  Davenport,  Iowa.  Docket  No.  8599, 
File  No.  BP-6316;  for  construction  per- 
mit. 

At  a  session  of  the  Federal  Communi- 
cations  Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  24th  day  of 
March  1949; 

The  Commission  having  under  con- 
si(^ration  the  above-entitled  application 
requesting  a  permit  to  construct  a  new 
standard  broadcast  station  to  op>erate  on 
1580  kilocycles.  250  watts  power,  daytime 
only  at  Davenport.  Iowa. 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application  is 
designated  for  hearing  at  a  place  to  be 
designated  by  subsequent  order  of  the 
Commission,  upon  the  following  i.ssues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qaalifications  of  the 
applicant  corporation.  Its  officers,  direc- 
tors and  stockholders  to  construct  and 
operate  the  proposed  statio».  with  par- 
ticular regard  to  the  extent  to  which  the 
principal  stockholder's  past  participation 
In  the  operation  of  station  KICD.  Spen- 
cer. Iowa,  may  affect  these  qualifications. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter or  other  broadcast  service  available 
to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  In- 
volve objectionable  Interference  with  any 
other  existing  broadcast  stations  and.  if 
so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and, 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

Federal  Cobimunications 
Commission. 
fSEALl         T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49-2471:    Filed.    Apr.    1,    1949; 
8:49  a.  m.] 


Saturday,  April  2,  1949 

(Docket  Nos.  8301.  9276] 

Bamberger    Broadcasting    Servick,    Inc. 
(WOR)   and  Ridson,  Inc.   (WDSM) 

order  designating  application  for  con- 
solidated  HEARING  on   STATED  ISSUES 

In  re  applications  of  Bamberger  Broad- 
casting Service.  Incorporated  tWOR), 
New  York.  New  York.  Docket  No.  9275. 
Pile  No.  BP-4575;  Ridson.  Incorporated 
(WDSM).  Superior.  Wisconsin,  Docket 
No.  8301.  Pile  No.  BP-5638;  for  construc- 
tion permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  In 
Washington.  D.  C,  on  the  24th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  Bamberger  Broadcasting  Service,  In- 
corporated, licensee  of  Station  WOR. 
New  York.  New  York  for  installation  of  a 
new  directional  antenna  and  of  Ridson. 
Incorporated,  licensee  of  Station  WDSM. 
Superior.  Wiscon.sin  for  a  permit  to 
change  frequency  from  1230  kilocycles  to 
710  kilocycles,  increase  power  from  250 
watts  to  5  kilowatts,  change  transmitter 
location,  and  install  directional  antenna; 

It  is  ordered.  That,  pursuant  to  section 
309  (a>  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding  at  a  time  and  place 
to  be  designated  by  sub.sequent  order  of 
the  Commission,  upon  the  following  is- 
sues: 

1.  To  determine  the  technical,  finan- 
cial, and  other  qualifications  of  the  ap- 
plicant corporations,  their  officers,  direc- 
tors and  stockholders  to  construct  and 
operate  Stations  WOR  and  WDSM  as 
proposed. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lo.se  primary  service  from  the  operation 
of  Stations  WOR  and  WDSM  as 
proposed. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  Stations  WOR  and  WDSM  as  proposed 
would  involve  objectionable  interference 
with  Stations  WKRO,  Mobile.  Alabama; 
WHB.  Kansas  City.  Missouri;  WGBS, 
Miami.  Florida;  KGNC.  Amarillo.  Texas, 
or  with  any  other  existing  broadcast  sta- 
tions and,  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations 
affected  thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populatiens. 

5.  To  determine  whether  the  operation 
of  Stations  WOR  and  WDSM  as  pro- 
posed would  Involve  objectionable  Inter- 
ference each  with  the  other  or  with  the 
services  proposed  In  any  other  F>ending 
applications  for  broadcast  facilities  and, 
If  so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  Stations  WOR  and 
WDSM  as  proposed  would  be  in  compli- 
ance with  the  Commission's  rules  and 
Standards  of  Good  Engineering  Practice 
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concerning  standard  broadcast  stations 
with  particular  reference  as  to  the  areas 
and  populations  to  receive  satisfactory 
service  from  the  operation  of  Station 
WDSM  as  proposed. 

7.  To  determine  on  a  comparative 
basis  which,  if  either,  of  the  applications 
in  this  consolidated  proceeding  should 
be  granted. 

8.  To  determine  whether  the  installa- 
tion and  operation  of  Station  WOR  as 
proposed  would  constitute  a  menace  to 
air  navigation. 

It  is  further  ordered,  That  Kenneth 
R.  Giddens  and  T.  J.  Rester  d/b  as  Gid- 
dens  and  Rester.  licensee  of  Station 
WKRG.  Mobile.  Alabama;  WHB  Broad- 
casting Company,  licensee  of  Station 
WHB.  Kansas  City,  Missouri;  the  Fort 
Industry  Company,  licensee  of  Station 
WGBS.  Miami,  Florida;  and  Plains 
Radio  Broadcasting  Company,  licensee 
of  Station  KGNC.  Amarillo.  Texas  are 
made  parties  to  the  proceeding. 

Federal  Communications 
Commission, 
(SEAL]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-2472;    Filed.    Apr.    1.    1949: 
8:49  a.  m.j 


Station  KVIC 
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Ing  on  March  21.  1949,  notice  of  the 
filing  of  the  application  woHld  be  in- 
serted in  a  newspaper  of  general  circu- 
lation at  Victoria,  Texas,  in  conformity 
with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  March  21,  1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
(seal]        T.  J.  Slowie. 

Secretary. 

[P.    R.    Doc.    49-2473;    Filed,    Apr.    1,    1949; 
8:49  a.  m.] 


PUBLIC   NOTICE   CONCERNING    PROPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  March  18.  1949,  there  was  filed 
with  it  an  application  (BAL-849)  for  its 
consent  un(ier  section   310    (b)    of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  KVIC.  Vic- 
toria,   Texas,    from    Radio    Enterprises, 
Inc..    to    KVIC   Broadcasting    Co.,   Inc. 
The  proposal  to  assign  the  license  arises 
out  of  a  contract  of  February  3,  1949. 
pursuant  to  which  J.  G.  Long,  owner  of 
all  the  stock  of  Radio  Enterprises,  Inc.. 
which  is  the  owner  and  licensee  of  radio 
station  KVIC,  Victoria,  Texas,  has  con- 
tracted to  sell   all  the  stock  of  Radio 
Enterprises.  Inc..  to  KVIC  Broadcasting 
Company.  Inc..  for  the  consideration  of 
$190,000.00.  to  be  paid:  (1)  $40,000.00  in 
cash   at  the   time  of   conveyance;    (2) 
$90,000.00  by  assuming  the  obligations 
of  J.  G.  Long  to  pay  that  amount  with 
Interest  at  the  rate  of  6%  per  year  from 
May  1.  1948,  in  annual  Installments  of 
$30,000.00  plus  Interest  (with  an  adjust- 
ment of  interest  from  May  1.  1948.  to 
date  of  conveyance) ;  and  (3)  $60,000.00 
in  notes  to  J.  G.  Long,  payable  $15,000.00 
per  year  plus  interest  at  4%  per  year 
beginning  May  1.  1953.     Further  infor- 
mation as  to  the  arrangements  may  be 
found  with  the  application  and  associ- 
ated  papers  which   are   on  file   at   the 
offices  of  the  Commission  in  Washington, 
D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  March  18.  1949.  that  start- 


SouTHLANO  Broadcasting  Co. 

PUBLIC  NOTICE  CONCERNING  PROPOSED 
TRANSFER  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  February  2,  1949.  there  was  filed 
with  it  an  application  (BTC-733)  for  Its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  Southland  Broad- 
casting Company,  licensee  of  station 
WLAU.  Laurel.  Mississippi  from  Hugh 
M.  Smith  to  James  V.  Wilson.  The  pro- 
posal to  transfer  control  arises  out  of  a 
contract  of  December  30.  1948.  pur.suant 
to  which  Hugh  M.  Smith  will  sell  139 
shares  of  stock  In  Southland  Broadcast- 
ing Company  to  James  V.  Wilson  in 
consideration  for  $27,181  and  the  Is- 
suance by  the  corporation  of  one  share 
to  C.  Hubert  Leggett  In  consideration  for 
$181.  so  that  Wilson  and  Legett  will  each 
own  139  shares  or  control  of  the  out- 
standing stock.  Further  information  as 
to  the  arrangements  may  be  found  with 
the  application  and  associated  papers 
which  are  on  file  at  the  offices  of  the 
Commission  in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  February  28,  1949,  that 
starting  on  February  3,  1949.  notice  of 
the  filing  of  the  application  would  be  in- 
serted in  the  Laurel  Leader-Call,  a  news- 
paper of  general  circulation  at  Laurel. 
Mississippi  in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  3. 1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 


TsealI 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


'Section   1.321,  Part  1.  Rules  of  Practice 
and  Procedtire. 


[P.    R.    Doc.    49-2474;    Filed.    Apr.    1,    1949; 
8:49  a.  m.] 
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Lacrosse  Broadcasting  Co. 
ruBUc  NOTICE  concerning  proposed 

TRANSrER  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  March  21.  1949.  there  was  filed 
with  rt  an  application  <BTC-743)  for  its 
consent  under  section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  LaCrosse  Broad- 
casting Company,  licensee  of  station 
WKTY.  LaCrosse,  Wisconsin  from  Inde- 
pendent Merchants  Broadcasting  Com- 
pany and  R.  E.  Nietsch  to  LaCrosse  Trib- 
une Company.  The  proposal  to  transfer 
control  arises  out  of  a  contract  of  Febru- 
ary 19.  1949.  pursuant  to  which  the  pres- 
ent stockholders  of  LaCrosse  Broadcast- 
InK  Company  agree  to  sell  ail  of  its  cap- 
ital stock  to  LaCrosse  Tribune  Company 
for  the  sum  of  $140,000.  subject  to  an 
adjustment  in  the  following  manner: 
If  at  the  time  of  transfer  the  net  worth 
of  the  licensee  is  less  than  $84,444.07,  the 
difference  shall  be  deducted  from  the 
purchase  price;  if  at  that  time  the  net 
worth  exceeds  $84,444.07,  the  purchase 
price  shall  be  increased  by  the  amount  of 
such  excess.  Further  information  as  to 
the  arrangements  may  be  found  with  the 
application  and  as.sociated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  March  21,  1949.  that  starting 
on  March  21.  1949.  notice  of  the  filing  of 
the  application  would  be  inserted  in  The 
LaCro.sse  Tribune,  a  newspaper  of  gen- 
eral circulation  at  LaCrosse,  Wisconsin, 
in  conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  March  21.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  ab-ve  described  contract. 

(Sec.  310  (b>.  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Combcttnications 
Commission, 
fSEALl        T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49-2476;    Piled,    Apr.    1.    1949; 
8:49  a.  m.| 


Station  KHBR 


public  notice  concerning  proposed 
assignment  or  license  ' 

The  Commission  hereby  gives  notice 
that  on  March  21.  1949.  there  was  filed 
with  it  an  application  (BAL-850)  for  Its 
consent  under  section  310  (b)  of  the  Com- 
munications Act  to  the  proposed  assign- 
ment of  license  of  station  KHBR,  Hills- 
boro.  Texas  from  R.  W.  Calvert  and  W. 


NOTICES 

N.  Purey  to  William  Solon  Snowden. 
The  proposal  to  a^ign  the  license  arises 
out  of  a  contract  pursuant  to  which  R. 
W.  Calvert  and  W.  N.  Furey.  both  of  Hill 
County.  Texas,  who  own  60 ':b  In  Radio 
Station  KHBR.  a  partnership,  doing 
business  as  Hill  County  Broadcasting 
Company,  Hillsboro.  Texas,  each  owning 
30  7o  Interest  respectively,  are  offering  to 
transfer  their  combined  Interest  to  Wil- 
liam Solon  Snowden,  Dallas  County. 
Texas,  for  a  cash  consideration  of  $6,- 
100.00  to  be  paid  to  each,  or  a  total  of 
$12,200.00  to  be  paid  for  the  entire  60'~; , 
the  said  William  Solon  Snowden  agree- 
ing to  assume  any  and  all  indebtedness  of 
said  station  which  includes  balances  due 
on  equipment,  air  conditioning,  leases, 
etc.  Further  information  as  to  the  ar- 
rangements may  be  found  with  the  ap- 
plication and  associate  1  papers  which 
are  on  file  at  the  Offices  of  the  Commis- 
sion in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  March  21.  1949,  that  starting 
on  March  26,  1949.  notice  of  the  filing  of 
the  application  would  be  Inserted  in  a 
newspaper  of  general  circulation  at  Hills- 
boro. Texas  in  conformity  with  the  above 
section. 

In  accordance  witli  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  March  26.  1949.  within  which 
time  other  persons  desirihg  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

•  See.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49^2476;    Filed,    Apr.    1,    1949; 
6  60  a.  m.j 


'Section   1.321,  Part   1.  Rules  oT  Practice 
and  Procedura. 


[Docket  No.  9193] 
KMPC.  Station  of  the  Stars,  Inc,  et  al. 

ORDER  continuing  HEARING 

In  the  matter  of  KMPC,  Station  of  the 
Stars.  Inc..  licensee  of  Radio  Station 
KMPC.  Los  Angeles.  California;  WJR, 
the  Goodwill  Station,  Inc..  licensee  of 
Radio  Station  WJR.  Detroit.  Michigan; 
and  WGAR  Broadcasting  Company,  li- 
censee of  Radio  Station  WGAR,  Cleve- 
land, Ohio;  Docket  No.  9193. 

It  appearing,  that  additional  time  be- 
ing required  by  counsel  for  the  Commis- 
sion and  other  counsel  for  preparation 
In  the  above-entitled  proceedings,  a 
postponement  of  the  date  for  the  public 
hearing  In  this  matter,  now  set  for 
March  16.  1949.  is  necessary; 

It  is  ordered.  On  the  Commission's  own 
motion,  that  said  public  hearing  is  con- 
tinued until  10:00  a.  m.,  March  23,  1949, 
In  the  Court  Room  of  the  United  Slates 
Court  of  Appeals  on  the  Eighth  Floor  of 


the   Federal   Building   In   Los   Angeles. 
California. 

Dated:  March  4.  1949. 

Federal  Communications 
Commission. 
fsEALl         E.  M.  Webster. 

Commissioner. 

|P.    R     Doc.    49  2477;    Piled,    Apr.    1,    1949; 
8  50  a.  m  I 


FEDERAL  POWER   COMMISSION 

[EXx-Ket    No.   G    1159] 

United  Natural  G.-^s  Co. 

ORDER   further    POSTPONING   HEARING 

On  March  24.  1949,  United  Natural  Gas 
Company  filed  a  request  by  telegram  for 
a  further  postponement  of  the  hearing 
now  set  to  commence  on  April  4.  1949. 
In  the  above-entitled  docket. 

The  Commission  finds:  Good  causp 
has  been  shown  for  further  postponing 
the  date  of  hearing  as  set  by  the  order 
Issued  by  the  Commission  in  this  docket 
on  February  15,  1949. 

The  Commission  orders:  The  hearing 
now  set  for  April  4.  1949,  at  10:00  a.  m. 
be  and  the  same  is  hereby  further  post- 
poned until  May  2,  1949.  at  10:00  a.  m. 
in  the  Hearing  Room  of  the  Federal 
Power  Commission,  Hurley  Wrijjht  Build- 
ing. 1800  Pennsylvania  Avenue  NW.. 
Washington.  D.  C. 

Date  of  issuance:  March  29.  1949, 

By  the  Commission. 

[seal]  J.  H.  Gutride, 

Acting  Secretary. 

(F     R.    Doc.    49  2446;    Filed.    Apr,    1.    1943; 
8:45  a.  m.) 


IDocket  No  0-1180) 

Is^nsas-Nebraska  Natural  Gas  Co..  Inc. 

notice  of  application 

March  29.  1949. 

Notice  Is  hereby  given  that  on  March 
16.  1949.  an  application  was  filed  with  the 
Federal  Power  Commission  by  Kansas- 
Nebraska  Natural  Gas  Company.  Inc. 
^Applicant),  a  Kansas  corporation  with 
Its  principal  place  of  business  at  Phil- 
lipsburg,  Kan.sas,  for  a  certificate  of  pub- 
lic convenience  and  necessity  pursuant  to 
section  7  of  the  Natural  Gas  Act,  as 
amended,  authorizing  Applicant  to  con- 
struct and  operate  the  following  de- 
scribed natural-gas  facilities: 

1)  One  1,600  H.  P.  gas  engine  driven 
compres.sor  unit  at  Deerfield  Compre.s.sor 
Station,  Kansas;  one  1,000  H.  P.  compres- 
sor unit  at  Palco  Compressor  Station, 
Kansas,  and  one  1,000  H.  P.  compressor 
unit  at  Holdrege  Compressor  Station,  Ne- 
braska; these  are  three  existing  compres- 
sor stations  operated  by  the  Applicant. 

1 2)  Approximately  21  miles  of  12^4 
Inch  pipe  line  extending  south  from  Ap- 
plicant's Scott  City  Compressor  Station, 
Kansas,  In  10  and  11  mile  sections,  to 
replace  10  miles  of  existing  6*8  inch  pipe 
line  and  11  miles  as  a  loop  pipe  line  to  tie 
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In  with  Applicant's  existing  18  Inch  pipe 

(3)  Approximately  12 "2  miles  of  1234 
Inch  pipe  line  as  a  continuation  of  a  loop 
line  paralleling  an  existing  12^^  Inch  pipe 
line  extending  from  a  southwest  to 
northeasterly  direction  near  Wakeeney. 

(4)  Approximately  6  miles  of  12^4  inch 
pipe  line  as  a  loop  line  paralleling  an  ex- 
isting 8^8  Inch  pipe  line  extending  north- 
easterly from  Applicant's  Palco  Com- 
pressor Station.  Kansas. 

(5>  Approximately  7»2  miles  of  8'8 
Inch  pipe  line  replacing  the  same  length 
of  6*8  Inch  pipe  line  and  approximately 
7>i  miles  of  6*8  Inch  pipe  line  as  a  loop 
line  paralleling  an  existing  e'a  Inch  pipe 
line  on  a  section  of  Applicant's  transmis- 
sion pipe  line  .system  between  Cambridge 
and  Cozad.  in  Nebra.'^ka. 

(6»  Approximately  14  miles  of  12-'4 
Inch  pipe  line  extending  6  miles  south 
and  8  miles  north  from  Applicant's  Alma 
Compressor  Station,  Nebraska,  and  re- 
placing the  same  length  of  8^*8  inch  pipe 
line  with  an  underwater  crossing  at  Re- 
publican River. 

(7)  Approximately  7  miles  of  8=*8  inch 
pipe  line  extending  from  Elm  Creek  In 
an  easterly  direction  to  Odessa  and  from 
this  point  approximately  44  miles  of  e-'^i 
Inch  pipe  line  extending  in  a  northerly 
direction  to  Loup  City,  approximately  18 
miles  of  4' 2  inch.  18  miles  of  3>2  Inch 
and  5  miles  of  238  inch  or  a  total  of  some 
41  miles  of  lateral  pipe  line  together  with 
six  town  border  measuring  stations  r.nd 
appurtenant  facilities  to  provide  gas 
service  from  Applicant's  pipeline  system 
to  Broken  Bow.  Berwyn.  An.sley.  Mason 
City,  Litchfield  and  Loup  City,  all  In 
Nebraska. 

( 8 1  Approximately  11  miles  of  6*8  inch 
and  31  miles  of  4' 2  Inch  pipe  line  ex- 
tending east  and  northeast  from  Appli- 
cant's Elm  Creek-Loup  City  pipe  line  to 
St  Paul,  Nebra.ska.  with  3  miles  of  3^2 
inch  and  6  miles  of  2^^  Inch  pipe  lirle 
together  with  six  town  border  measur- 
ing stations  and  appurtenant  facilities 
to  provide  gas  service  from  Applicant's 
pipeline  system  to  the  towns  of  Hazard, 
Ravenna,  Rockville.  Boelus,  Danneborg, 
and  St.  Paul,  all  in  Nebra.ska. 

( 9 )  Approximately  23  miles  of  e's  inch 
pipe  line  extending  in  a  northerly  di- 
rection from  Loup  City  to  the  vicinity 
of  Ord  22  miles  of  4 '2  Inch.  304  miles 
of  3' 2  Inch  and  16 > 2  miles  of  2^8  Inch 
transmission  or  service  pipe  lines  to- 
gether with  seven  town  border  measur- 
ing stations  and  appurtenant  facilities 
to  provide  gas  service  from  Applicants 
pipeline  system  to  the  towns  of  Arcadia. 
North  Loup,  Scotia.  Comstock,  Sargent. 
Ord  and  Burwell.  all  In  Nebraska. 

(10  >  One  125  H.  P.  gas  engine  driven 
compressor  unit  with  appurtenances  at 
Applicant's  existing  Cozad  Compressor 
Station  in  Nebraska. 

Additionally,  Applicant  requests  au- 
thorization pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  to  acquire 
from  the  Nebraska  Natural  Gas  Com- 
pany meters  and  service  lines  connecting 
30  alfalfa  dehydration  plants  to  Appli- 
cant's Elm  Creek -Ogallala  transmission 
pipe  line.  In  Nebraska,  and  approximately 
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15  miles  of  2^a  inch  lateral  pipe  line 
connecting  the  town  of  Nelson.  Nebraska, 
and  including  a  measuring  and  regulat- 
ing station  at  Nelson  which  town  Is 
served  from  Applicant's  Grand  Island- 
Chester  transmission  pipe  line. 

Applicant  states  that  the  purpose  of 
the  proposed  new  construction  is  to  in- 
crease the  capacity  of  Applicant's  trans- 
mission facilities  to  meet  the  increa.sed 
demands  of  Its  existing  markets,  and  to 
assure  continuity  of  supply  to  such  mar- 
kets, and  to  provide  additional  gas  for  the 
additional  towns  and  markets  It  proposes 
to  serve.     Applicant  estimates  the  daily 
market  delivery  capacity  of  Its  system 
after  construction  of  the  proposed  facili- 
ties will  be  approximately  140.000,000  cu- 
bic feet  per  day.  which  will  be  equal  to 
the  estimated  maximum  daily  demand  on 
Applicant's   system   for   the    winter   of 
1949-1950.    Applicant  states  that  the  nat- 
ural gas  reserves  which  will  be  used  to 
supply  the  requirements  of  the  markets 
proposed  to  be  served  are  the  reserves 
from  which  Applicant  now  procures  nat- 
ural gas.    It  Is  stated  In  the  application 
that  the  aggregate  number  of  meters  ex- 
pected to  be  Installed  in  the  13  towns  in 
Nebraska  for  which  service  is  proposed 
win  be  3,250  within  the  next  three  years. 
The  estimated  total  net  cost  of  the  fa- 
cilities for  which  authorization  Is  sought 
is  $2,562,508  of  which  $61,357  for  the  com- 
pressor unit  at  Cozad  Compressor  Sta- 
tion has  been  paid  for  from  current  funds 
on  hand.    The  cost  of  the  facilities  pro- 
posed to  be  acquired  from  Nebraska  Nat- 
ural Gas  Company  is  $30,000.    Applicant 
proposes  to  finance  the  cost  of  construc- 
tion   and   acquisition   by    sale   of    3,400 
shares    of    $5.00    cumulative    preferred 
stock,  by  private  sale  of  $2,900,000  first 
mortgage  bonds,  and  use  of  funds  on 
hand.    No  firm  commitments  have  been 
secured   relative   to  financing   the   pro- 
posed construction  and  acquisition. 

Any  Interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and,  If  so, 
to  advise  the  Federal  Power  Commission 
as  to  the  nature  of  its  Interest  in  the 
matter  and  whether  It  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  Joint 
or  concurrent  hearing,  together  with  rea- 
sons for  such  request. 

The  application  of  Kansas-Nebraska 
Natural  Gas  Company.  Inc.,  Is  on  file  with 
the  Commission  and  is  open  to  public 
inspection.     Any  person  desiring  to  be 
heard  or  to  m?.ke  any  protest  with  ref- 
erence to  the  application  shall  file  with 
the  Federal  Power  Commission,  Washing- 
ton 25.  D.  C.  not  later  than  15  days  from 
date  of  publication  of  this  notice  In  the 
FEDER.^L  Register,  a  petition  to  intervene 
or  protest.    Such  petition  or  protest  shall 
conform  to  the  requirements  of  §§  1.8  or 
1.10,  whichever  is  applicable,  of  the  Com- 
mission's rules  of  practice  and  procedure. 
(As  amended  on  June  16.  1947.) 


[seal!  J-  H.  Gutride, 

Acting  Secretary. 

[F.    R.    Doc.    49-2454:    Piled.    Apr.    1,    1949; 
8:46  a.  m.] 
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[Docket  No.  IT-58911 

Fort  Peck  Project,  Montana 

notice  of  reqitest  for  confirmation  and 
approval  of  rates  and  charges  for  sale 
OF  power  from  fort  peck  project 

March  28.  1949. 

In  the  matter  of  Bureau  of  Reclama- 
tion, Department  of  the  Interior,  Fort 
Peck  Project,  Montana;  Docket  No.  IT- 
5891. 

Notice  is  hereby  given  that  the  Com- 
missioner of  the  Bureau  of  Reclamation. 
Department  of  the  Interior,  has  filed  with 
the  Federal  Power  Commission  for  con- 
firmation and  approval,  pursuant  to  the 
provisions  of  the  Fort  Peck  Act  (52  Stat. 
403  >.  a  Schedule  of  Rates  for  Wholesale 
Power  Service  to  Customers  Having 
Their  Own  Generating  Facilities,  read- 
ing as  follows: 
ScHEDxnj;   or  Rates   for   Wholesale  Poweb 

Service  to  Customers  Having  Their  Own 

Generating  FAcmnES 

Effective. 

Available.  In  the  area  served  by  the  Fort 
Peck  Project. 

Applicable.  To  wholesale  power  custom- 
ers, for  light  and  power  service  supplied 
through  one  meter  at  one  point  of  delivery, 
who  have  and  maintain  generating  equip- 
ment In  operating  condition  capable  of  serv- 
ing loads  on  not  more  than  24  hours'  notice. 

Character  and  conditions  of  .lervice.  Al- 
ternating current,  sixty  cycles,  three-phase, 
normally  delivered  and  metered  at  the  low 
voltage  side  of  substation.  The  service 
available  hereunder  will  be  considered  In  two 
categories:  (1)  Firm  power  service,  and  (2) 
withdrawable  power  service,  herein  termed 
secondary  energy.  The  delivery  and  continu- 
ity of  supply  of  secondary  energy  are  not 
assured  and  such  service  may  be  withdrawn 
m  whole  or  In  part  at  any  time  on  not  less 
than  24  hours'  notice. 

Monthly  rate 

Demand  charge.  $0  75  per  Kilowatt  of  bill- 
ing demand.  -^ 

Energy  charge.  First  250  kilowatt  hours 
per  kilowatt  of  highest  30-mlnute  Integrated 
demand  measured  during  the  month  at  3.5 
mills  per  kilowatt  hour. 

Balance  of  energy  used  at  8.0  mills  per 
kilowatt  hour.     .- 

Secondary  service   billing  demand  credit. 
For  and   In  consideration  of  the  customer's 
generating  capacity,  if  maintained  in  good 
operating  condition,  and  provided  the  custo- 
mer contracts  to  purchase  his  system  energy 
requirements  in  lieu  of  operating  his  own 
fuel  burning  generating  equipment   (except 
that  which  may  be  generated  as  a  result  of 
maintaining  such  equipment  In  standby  con- 
dition)  during  any  billing  period  when  sec- 
ondarv  energy  is  available  and  as  offered  by 
the  United  States,  the  number  of  kilowatts 
of    billing   demand    on    which    the   demand 
charge  will  apply  shall  be  the  Contractors 
system    demand    less    the    ContractCM-'s    ca- 
pacity, but  in  no  event  less  than  the  contract 
rate  of  delivery  for  firm  power  as  specified 
In  the  contract.     For  use  In  computing  de- 
mand charges,  the  customer  shall  furnish  to 
the  United  States,  not  later  than  five  days 
after  the  end  of  the  month  during  which 
service  was  furnished  hereunder,  a  statement 
of   the    Contractor's   system    demand.     The 
Contractor's  system  demand  is  defined  as  the 
maximum  30-minute  Integrated  demand  In 
kilowatts  on  the  Contractor's  power  system 
during  the  month.     The  Contractor's  capac- 
ity Is  defined  as  the  sustained  load  carrying 
ability  of  the  Contractor's  electric  generat- 
ing plant  lew  station  use,  as  detennln«i  by 


1558 

test  and  as  limited  by  transmission  and  sub- 
station facilities. 

Minimum  bill.  $1,00  per  month  per  kilo- 
watt of  billing  demand. 

Billing  demand.  The  billing  demand  will 
be  the  highest  30-mlnute  Integrated  demand 
measured  during  the  month  but  not  less 
than  the  contract  rate  of  delivery  for  firm 
power  aa  specified  in  the  contract. 

Adjustments 

For  character  and  conditions  of  service. 
If  delivery  is  made  at  transmission  voltage 
so  that  the  United  States  Is  relieved  of  sub- 
station costs,  five  percent  discount  will  be 
allowed  on  the  demand  and  energy  charges. 

For  transformer  losses.  If  delivery  is  made 
at  transmission  voltage  but  metered  at  the 
low-voltage  side  of  the  customer's  substation, 
the  meter  readings  will  be  Increased  two  per- 
cent to  compensate  for  transformer  losses. 

For  power  factory.  None:  The  customer 
Will  normally  be  required  to  maintain  a 
power  factor  at  the  point  of  delivery  of  not 
le.?s  than  90  percent  lagging. 

Any  person  desiring  to  make  comments 
or  suggestions  for  Commission  considera- 
tion with  respect  to  the  foregoing  should 
submit  the  same  on  or  before  April  14, 
1949.  to  the  Federal  Power  Commission, 
Washington  25.  D.  C. 


[SEAL] 


J.  H.  GUTRIDE. 

Acting  Secretary. 


(F.    R.    Doc.    49-2447:    Filed,    Apr.    1.    1949; 
8:45  a.  ml 


SECURITIES  AND   EXCHANGE 
COMMISSION 

(File  No.   70-20701 

Dallas  Power  &  Light  Co. 

supplemental  order  releasing  jurisdic- 
tion concerning  competitive  bidding, 
permitting  declaration  to  become 
effective  and  continuing  jurisdic- 
tion with  respect  to  legal  fees  and 
expenses 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Wa.<;hington,  D.  C, 
on  the  29th  day  of  March  A.  D.  1949. 

Dallas  Power  &  Light  Company 
("Dallas"),  a  direct  subsidiary  of  Texas 
Utilities  Company,  a  registered  holding 
company,  and  an  indirect  subsidiary  of 
American  Power  ii  Light  Company  and 
Electric  Bond  and  Share  Company,  also 
registered  holding  companies,  having 
filed  a  declaration,  and  amendments 
thereto,  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  particu- 
larly sections  6  <a»  and  7  thereof  and 
Rule  U-50  thereunder,  regarding  the 
Issue  and  sale  at  competitive  bidding  of 
$10,000,000  principal  amount  of  its  First 

Mortgage     Bonds     '"c     Scries,     due 

1979;  and 

The  Commi  ■;sion  having  by  order  dated 
March  17.  1949  permitted  said  declara- 
tion, as  amended,  to  become  effective 
subject  to  the  condition  that  the  pro- 
posed Issue  and  sale  of  bonds  not  be  con- 
summated until  the  results  of  competitive 
bidding  pur.-uant  to  Rule  U-50  shall  have 
been  made  a  matter  of  record  in  this 
proceeding  and  a  further  order  entered 
by  the  Commission  in  the  light  of  the 
record  so  completed,  and  subject  to  a 
reservation  of  Jurisdiction  with  respect 
to  the  oavment  of  fees  and  expenses  in- 


NOTICES 

curred  or  to  be  incurred  In  connection 
with  the  proposed  transactions;  and 

Dallas  having  filed  a  further  amend- 
ment to  its  declaration  setting  forth  the 
action  taken  to  comply  with  the  require- 
ments of  Rule  U-50  and  stating  that 
pursuant  to  tlie  invitation  for  competi- 
tive bids  the  following  bids  for  the  bonds 
have  been  received : 


Saturday,  April  2,  1949 


FEDERAL  REGISTER 


BidtliiiK  (iroup  hru'lf  <1  by— 


Ki'Mcr,  I'eaixiily  <t  Cn 

t.iiuita>>li'  .'^(furilK'S  I'orp. 

I^niiiaii  Bros 

Salnmon  Briis.  A  Hiililrr.. 

Union  S«'iirin<'s  ("orp 

Ual.My,  Smart  A  Co.,  Inc. 
Unrrittmn,    Kiplry    &    Co 

Inc ..' 

Tb«  First  Boston  Corp.... 


Cou- 
pon 
rate 


2'. 

r, 

■2\ 
2'» 


rric«-  to 
company 


IOO.Mi9no 
Kju,  nts\in> 
KKt,  :ii(/<i 

KKVfiWT'J 
KM).  I.TIIOU 
lUU.  C1910 


Cost 

10 

com- 
pany 


2\l  100.  44.1(10 
2%|  lUU.SUMU 


Z829S 
2.8312 
2.MWt> 
2.  J'40'.l 
2.MI>> 
2.  M41 

2.  S.V.*H 


Said  amendment  to  the  declaration 
having  further  set  forth  that  Dallas  has 
accepted  the  bid  of  Kidder  Peabody  k  Co. 
as  shown  above  and  that  said  bonds  will 
be  offered  for  sale  to  the  public  at  a  price 
of  101,375'o  of  the  principal  amount 
thereof  plus  accrued  Interest  from  April 
1,  1949.  to  the  date  of  delivery,  resulting 
in  an  underwriters'  spread  of  .4669c  of 
the  principal  amount  of  .said  bonds;  and 

The  Commi.ssion  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
Imposing  terms  and  conditions  with  re- 
spect to  said  matters; 

It  is  ordered,  That  jurisdiction  here- 
tofore reserved  with  respect  to  the  mat- 
ters to  be  determined  as  a  result  of  com- 
petitive bidding  for  said  bonds  under 
Rule  U-50  be  and  the  same  hereby  is  re- 
leased, and  that  the  said  declaration,  as 
amended,  be.  and  the  same  hereby  Is. 
permitted  to  become  effective  forthwith, 
subject,  however,  to  the  terms  and  condi- 
tions contained  in  Rule  U-24. 

It  is  further  ordered.  That  the  reser- 
vation of  .jurisdiction  contained  in  the 
order  of  March  17.  1949.  herein  with  re- 
spect to  lepal  fees  and  expenses  in  con- 
nection with  the  issue  and  sale  of  said 
bonds  including  fees  payable  to  counsel 
for  the  successful  bidders  be,  and  the 
same  hereby  Is.  continued  In  full  force 
and  effect. 

By  the  Commission. 

(SEALl  ORVAL  L.  DTIBOIS, 

Secretary. 

IF     R,    Doc.    49  2451;    Filed,    Apr.    1,    1949; 
8:46  a.  m.j 


(File  No.  70-20791 

Illinois  Power  Co. 
order  granting  application 

At  a  reRular  session  of  the  Securities 
and  Exchange  Commis.'^ion  held  at  its 
office  in  the  ciiy  of  Washington,  D.  C.  on 
the  25lh  day  of  March  1949. 

Illinois  Power  Company  ("Illinois"),  a 
subsidiary  of  The  North  American  Com- 
pany, a  registered  holding  company,  has 
filed  an  application  and  amendments 
thereto  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  «"act"), 
particularly  section  6   <b)   thereof  and 


Rule  U-50  of  the  rules  and  regulations 
promulgated  thereunder,  with  respect  to 
the  following  proposed  transactions: 

Illinois  proposes  to  issue  and  sell,  pur- 
suant  to  the  competitive  bidding  require- 
ments of  said  Rule  U-50,  200.000  shares 

of  a  new  series  of %   Cumulative 

Serial  Preferred  Stock  (Preferred 
Stock"),  par  value  $50  per  share.  The 
price,  to  be  not  less  than  par  nor  more 
than  102.75%  of  par,  and  the  dividend 
rate,  to  be  a  multiple  of  'i,,  of  in,  arc 
to  be  determined  by  the  bidding. 

The  application  states  that  all  of  the 
proceeds,  exclusive  of  accrued  dividends, 
from  the  sale  of  the  Preferred  Stock  are 
to  be  used  for  the  payment  of  outstand- 
ing short-term  bank  loans  made  in  con- 
nection with  financing  Illinois'  construc- 
tion program.  Such  loans  now  amount 
to  $10,000,000. 

The  aforementioned  construction  pro- 
gram, which  involves  the  construction  of 
generating  stations  and  related  facilities 
to  provide  substantially  all  of  Illinois' 
power  supply,  calls  for  the  estimated  ex- 
penditure of  $34,000,000  during  1949  and 
of  $61,000,000  during  1950  to  1953,  in- 
clusive, a  total  of  $95,000  000.  It  is  esti- 
mated that  approximately  $60,000,000  of 
new  financing,  exclusive  of  the  proposed 
Preferred  Stock,  will  be  required  during 
such  period. 

The  Illinois  Commerce  Commission 
has  by  order  authorized  the  proposed 
issuance  subject  to  consideration  of  the 
dividend  rate  of  the  Preferred  Stock  and 
the  price  to  be  received  by  the  Company. 
Said  application  and  the  amendments 
thereto  having  been  duly  filed  and  notice 
of  the  filing  having  been  duly  given  in 
the  form  and  manner  prescribed  by  Rule 
U-23  promulgated  under  the  act.  and  the 
Commission  not  having  received  a  re- 
quest for  hearing  with  respect  to  said 
application  within  the  period  specified 
in  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  application,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  the  rules  promulgated 
thereunder  are  satisfied,  and  that  it  is  not 
necessary  to  impose  any  terms  and  con- 
ditions other  than  those  .set  forth  below 
to  which  the  Company  has  consented, 
and  the  Comir^ission  deeming  it  appro- 
priate in  the  public  interest  and  in  the 
Interest  of  investors  and  consumers  that 
the  application,  as  amended,  be  granted 
and  that  the  Commission's  order  heroin 
become  effective  forthwith: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provision*;  of  the  act, 
that  the  application,  as  amended,  be.  and 
hereby  is,  granted,  effective  forthwith, 
subject  to  M)  the  terms  and  conditions 
prescribed  by  Rule  U-24,  di)  the  condi- 
tion that  the  proposed  issue  and  sale  of 
Preferred  Stock  by  Illinois  shall  not  be 
consummated  until  the  results  of  com- 
petitive bidding,  pursuant  to  Rule  U-50. 
have  been  made  a  matter  of  record  in 
these  proceedings  and  a  further  order 
shall  have  been  eniered  by  the  Commis- 
sion In  the  light  of  the  record  so  com- 
pleted, which  order  shall  contain  such 
further  terms  and  conditions  as  may  then 
be  deemed  appropriate.  Jurisdiction  being 
reserved  for  such  purpose,  and  <iii»  the 
fuither  condition  that  so  loiig  as  any 


shares  of  Preferred  Stock  are  outstand- 
ing (and  subject  to  any  further  order  of 
the  Commission  upon  application  by 
Illinois)  : 

( 1 )  Illinois  shall  not  pay  any  dividends 
on  Its  Common  Stock  (other  than  divi- 
dends payable  in  Common  Stock)  or 
make  any  distribution  on,  or  purchase  or 
otherwise  acquire  for  value,  any  of  the 
shares  of  its  Common  Stock  (each  and 
all  of  such  actions  being  hereinafter  em- 
braced in  the  term  "payment  of  Common 
Stock  dividends")  except  as  follows: 

(a)   If  and  so  long  as  the  ratio  of  the 
capital    represented    by    the    Common 
Stock,  including  premiums  on  the  Com- 
mon Stock,  of  Illinois  plus  the  surplus 
accounts  of  Illinois  to  the  total  capital 
and  surplus  accounts  of  Illinois  at  the 
end  of  the  third  calendar  month  imme- 
diately preceding  the  date  of  the  pro- 
posed payment  of  Common  Stock  divi- 
dends adjusted  to  reflect  the  proposed 
payment   of  Common   Stock   dividends 
(which  ratio  is  hereinafter  referred  to  as 
the  "capitalization  ratio")    Is  not   less 
than  25%.  Illinois  shall  make  no  pay- 
ment of  Common  Stock  dividends  which 
would  reduce  such  capitalization  ratio 
below  25%  except  to  the  extent  permitted 
under  paragraphs  <b)  and  «c)  below: 

(b)  If  and  so  long  as  such  capitaliza- 
tion ratio  is  20%  or  more,  but  less  than 
25%.  then  the  payment  of  Common 
Stock  dividends,  including  the  proposed 
payment,  during  the  twelve  montiis  pe- 
riod ending  with  and  including  the  date 
of  the  proposed  payment  shall  not  exceed 
75%  of  the  net  income  of  Illinois  appli- 
cable to  the  Common  Stock  during  the 
twelve  calendar  months  ending  with  and 
Including  the  third  calendar  month  im- 
mediately preceding  the  date  of  the  pro- 
posed payment  of  Common  Stock  divi- 
dends; and 

(c)  If  and  so  long  as  .such  capitaliza- 
tion ratio  is  le.ss  than  20%  then  the  pay- 
ment of  Common  Stock  dividends,  in- 
cluding the  proposed  payment  during 
the  twelve  months  period  ending  with 
and  including  the  date  of  the  proposed 
payment  shall  not  exceed  50%  of  the  net 
Income  of  Illinois  applicable  to  the  Com- 
mon Stock  during  the  twelve  calendar 
months  ending  with  and  Including  the 
third  calendar  month  immediately  pre- 
ceding the  date  of  the  proposed  payment 
of  Common  Stock  dividends. 
For  the  purpose  of  this  condition: 

(A)  The  total  capital  of  Illinois  shall 
be  deemed  to  consist  of  the  aggregate  of 
the  principal  amount  of  all  outstanding 
indebtedness  of  Illinois  represented  by 
bonds,  notes  or  other  evidences  of  in- 
debtedness maturing  by  their  terms  one 
year  or  more  from  the  date  of  Issue 
thereof  and  the  aggregate  amount  of 
stated  capital  or  par  value  represented 
by  all  the  capital  stock.  Including  pre- 
miums on  capital  stock,  of  all  classes  of 
Illinois: 

(B)  Surplus  accounts  (Including  cap- 
ital or  paid-in  surplus)  upon  which  cap- 
italization ratios  are  computed  shall  be 
adjusted  to  eliminate  (i)  the  amount,  If 
any,  by  which  15%  of  the  gross  operat- 
ing revenues  of  Illinois  (calculated  in 
the  manner  provided  in  the  covenants 
relating  to  dividends  and  distributions 
on  capital  stock  embodied  in  indentures 


supplemental  to  the  Indentures  securing 
the  mortgage  bonds  of  Illinois)  for  the 
entire  period  from  January  1,  1946  to 
the  end  of  the  third  calendar  month 
immediately  preceding  the  date  of  the 
proposed    payment    of   Common    Stock 
dividends  exceeds  the  total  amount  ex- 
pended by  Illinois  during  such  period 
for  maintenance  and  repairs  and  the 
total  provision  made  by  Illinois  during 
such  period  for  depreciation,  all  as  shown 
by  the  books  of  Illinois  and    (ii)    any 
amounts  on  the  books  of  Illinois  known 
or  estimated,  if  not  known,  to  represent 
the  excess,  if  any,  of  recorded  value  over 
original  cost  of  used  and  useful  utility 
plant  and  other  property,  and  any  item 
set  forth  on  the  asset  side  of  the  balance 
sheet  of  Illinois  as  a  result  of  accounting 
convention,   such   as   unamortized   debt 
discount  and  expense,  capital  stock  dis- 
count and  expense,  and  the  excess.  If 
any,  of  the  aggregate  amount  payable  on 
Involuntary  dissolution,  liquidation   or 
winding  up  of  Illinois  upon  all  outstand- 
ing shares  of  preferred  stock  of  all  classes 
over  the  aggregate  stated  or  par  value 
of  such  shares,  unless  any  such  amount 
or  item,  as  the  case  may  be,  Is  being 
amortized  or  is  being  provided  for  by  a 
reserve;  and 

(C)  In  computing  net  income  of  Illi- 
nois applicable  to  the  Common  Stock  of 
Ilhnois  for  any  particular  twelve  months' 
period  for  the  purpose  of  this  condition, 
operating  expenses,  among  other  things 
shall  include  the  greater  of  (i)  the  pro- 
vision for  depreciation  for  such  period 
as  recorded  on  the  books  of  Illinois  or 
(11)  the  amount  by  which  15%  of  the 
gross  operating  revenues  of  Illinois  for 
such  period  (calculated  in  the  manner 
provided  in  the  above-mentioned  cove- 
nants relating  to  payment  of  Common 
Stock  dividends)  exceeds  the  total 
amount  expended  by  Illinois  during  such 
period  for  maintenance  and  repairs  as 
shown  by  the  books  of  Illinois. 

(2  >  Illinois  shall  not,  without  the  con- 
sent (given  by  vote  at  a  meeting  called 
for  that  purpose^  of  the  holders  of  at 
least  a  majority  of  the  total  number  of 
shares  of  the  Preferred  Stock  then  out- 
standing, issue  any  unsecured  notes,  de- 
bentures or  other  .securities  representing 
unsecured  Indebtedness,  or  assume  any 
such  unsecured  indebtedness,  for  pur- 
poses other  than: 

(i)  The  refunding  of  outstanding  un- 
secured indebtedness  theretofore  issued 
or  assumed  by  Illinois, 

(ID  The  reacquisition,  redemption  or 
other  retirement  of  any  indebtedness 
which  reacquisition.  redemption  or  other 
retirement  has  been  authorized  by  the 
Securities  and  Exchange  Commission  un- 
der the  provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935  or  by  any 
succes.sor  commission  or  other  regulatory 
authority  of  the  United  States  of  Amer- 
ica, or 

(ill)  The  reacquisition,  redemption  or 
other  retirement  of  all  outstanding 
shares  of  Serial  Preferred  Stock,  or  of 
any  other  class  of  stock  ranking  prior 
to  or  on  a  parity  with  the  Serial  Pre- 
ferred Stock  as  to  dividends  or  other 
distributions, 
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securities  representing  unsecured  in- 
debtedness issued  or  assumed  by  Illinois 
Including  unsecured  Indebtedness  then 
to  be  issued  or  assumed  (but  excluding 
the  principal  amount  then  outstanding 
of  any  unsecured  notes,  debentures  or 
other  securities  representing  unsecured 
Indebtedness  having  a  maturity  in  ex- 
cess of  ten  (10)  years  and  in  amount  not 
exceeding  ten  percent  (10%)  of  the  ag- 
gregate of  (a)  and  <b)  of  this  paragraph 
below)  would  exceed  ten  percent  (10%) 
of  the  aggregate  of 

(a)  The  total  principal  amount  of  all 
bonds  or  other  securities  representing 
secured  indebtedness  issued  or  assumed 
by  Illinois  and  then  to  be  outstanding, 

and 

(b>  The  capital  and  surplus  of  Illinois 
as  then  to  be  stated  on  the  books  of  ac- 
count of  Illinois. 


11  Immediately  after  such  issue  or  as- 
sumption the  total  principal  amount  of 
all  unsecured  notes,  debentures  or  other 


When   unsecured  notes,   debentures   or 
other  securities  representing  unsecured 
debt  of  a  maturity  in  excess  of  ten  (10) 
years  shall  become  of  a  maturity  of  ten 
(10)   years  or  less,  it  shall  then  be  re- 
garded as  unsecured  debt  of  a  maturity 
of  less  than  ten   (10)    years  and  shall 
be  computed  with  such  debt  for  the  pur- 
pose of  determining  the  percentage  ratio 
of  unsecured  debt  of  a  maturity  of  less 
than  ten  aO)  years  to  the  sum  of  (a) 
and  (b)   above;  furthermore,  when  un- 
secured notes,  debentures  or  other  se- 
curities representing  unsecured  debt  of 
maturity  of  less  than  ten  (10)  years  shall 
exceed  ten  percent   (10%)   of  the  sum 
of  (a)  and  (b*  above,  no  additional  un- 
secured notes,  debentures  or  other  secu- 
rities representing  unsecured  debt  shall 
be  issued  or  assumed  (except  for  the  pur- 
poses set  forth  In  (i),  (ii)  and  (iii)  above) 
until  such  ratio  Is  reduced  to  ten  percent 
(10%)  of  the  sum  of  (a)  and  (b)  above. 
(3)  Illinois  shall  not,  without  the  con- 
sent (given  by  vote  at  a  meeting  called 
for  that  purpose)  of  the  holders  of  at 
least  a  majority  of  the  total  number  of 
shares  of  the  Preferred  Stock  then  out- 
standing, merge  or  consolidate  with  or 
into  any  other  corporation  or  corpora- 
tions unless  such  merger  or  consolida- 
tion, or  the  issuance  and  assumption  of 
all  securities  to  be  Issued  or  assumed  in 
connection  with  any  such  merger  or  con- 
solidation, shall  have  been  ordered,  ap- 
proved or  permitted  by  the  Securities 
and   Exchange   Commission   under  the 
provisions  of  the  Public  Utility  Holding 
Company  Act  of  1935  or  by  any  succes- 
sor commission  or  regulatory  authority 
of  the  United  States  of  America  having 
Jurisdiction   in  the   premises;   provided 
that  the  provisions  of  this  clause  shall 
not  apply  to  a  purchase  or  other  acqui- 
sition by  Illinois  of  franchises  or  assets 
of  another  corporation  in  any  manner 
which   does   not   involve   a   merger   or 
consolidation. 

(4)  In  the  case  of  the  redemption  of  a 
part  only  of  any  shares  of  the  Preferred 
Stock  at  the  time  outstanding,  Illinois 
shall  not  select  the  .shares,  or  cause  or 
permit  a  selection  of  the  shares,  so  to  be 
redeemed,  except  by  lot  or  in  such  other 
impartial  manner  as  the  Board  of  Direc- 
tors may  determine. 

(5)  Illinois  shall  not,  without  the  con- 
sent (given  by  vote  at  a  meeting  called 
for  that  purpose)  of  the  holders  of  at 
least  two-thirds  of  the  total  number  of 
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shares  of  the  Preferred  Stock  then  out- 
standing. Issue,  sell,  or  otherwise  dispose 
of  any  shares  of  the  Serial  Preferred 
Stock  In  addition  to  the  shares  of  the 
Preferred  Stock  covered  hereby,  or  of  any 
other  class  of  stock  ranking  prior  to,  or 
on  a  parity  with,  the  Preferred  Stock  as 
to  dividends,  In  liquidation,  dissolution, 
winding  up  or  distribution,  unless 

(a>  The  gross  Income  of  Illinois  de- 
termined in  accordance  with  generally 
accepted  accounting  practices  (but  in 
any  event  after  deducting  the  amount 
charged  by  Illinois  on  its  books  to  de- 
preciation expense  and  all  taxes),  for  a 
period  of  twelve  (12  >  consecutive  calen- 
dar months  within  the  fifteen  (15>  cal- 
endar months  immediately  preceding  the 
Issuance,  sale  or  disposition  of  such  stock, 
to  be  available  for  the  pa3mient  of  In- 
terest, shall  have  been  at  least  one  and 
one-half  (IV^)  times  the  sum  of  (i)  the 
annual  interest  charges  on  all  interest 
bearing  indebtedness  of  Illinois  and  (ii) 
the  annual  dividend  requirements  on  all 
outstanding  shares  of  the  Preferred  Stock 
and  of  all  other  clasvses  of  stock  ranking 
prior  to,  or  on  a  parity  with,  the  Pre- 
ferred Stock  as  to  dividends  or  distribu- 
tions, including  the  shares  proposed  to  be 
Issued:  provided  that  there  shall  be  ex- 
cluded from  the  foregoing  computation. 
Interest  charges  on  all  indebtedness  and 
dividends  on  all  shares  of  stock  which  are 
to  be  retired  in  connection  with  the  Issue 
of  such  additional  shares  of  Serial  Pre- 
ferred Stock  or  other  class  of  stock  rsuik- 
Ing  prior  to.  or  on  a  parity  with,  the  Pre- 
ferred Stock  as  to  dividends  or  distribu- 
tions; and  provided,  further,  that  in  any 
case  where  such  additional  shares  of 
Serial  Preferred  Stock  or  other  class  of 
stock  ranking  prior  to  or  on  a  parity  with 
the  Preferred  Stock  as  to  dividends  or 
distributions,  are  to  be  issued  in  connec- 
tion with  the  acquisition  of  new  property, 
the  net  earnings  of  the  property  to  be  so 
acquired  may  be  Included  on  a  pro  forma 
basis  In  the  foregoing  computation,  com- 
puted on  the  same  basis  as  the  net  earn- 
ings of  Illinois;  and 

(b>  The  aggregate  of  the  capital  of 
Illinois  applicable  to  the  Common  Stock 
and  the  surplus  of  Illinois  shall  be  not 
less  than  the  aggregate  amount  payable 
on  the  involuntary  dissolution,  liquida- 
tion or  winding  up  of  Illinois,  in  respect  of 
all  shares  of  the  Serial  Preferred  Stock 
and  all  shares  of  stock.  If  any.  ranking 
prior  thereto,  or  on  a  parity  therewith,  as 
to  dividends  or  distributions,  which  will 
be  outstanding  after  the  Issue  of  the 
shares  proposed  to  be  issued;  provided, 
that  If,  for  the  purposes  of  meeting  the 
requirements  of  this  paragraph.  It  be- 
comes necessary  to  take  Into  considera- 
tion any  earned  surplus  of  Illinois,  Illi- 
nois shall  not  thereafter  pay  any  divi- 
dends on  shares  of  the  Common  Stock 
which  would  result  In  reducing  Illinois' 
Common  Stock  Equity  (the  words  "Com- 
mon Stock  Equity"  meaning  the  sum  of 
the  stated  value  of  the  outstanding  Com- 
mon Stock  and  the  earned  surplus  and 
the  capital  and  paid-in  surplus  of  Illinois, 
whether  or  not  available  for  the  payment 
of  dividends  on  the  Common  Stock)  to  an 
amount  lesss  than  the  aggregate  amount 
payable,  on  dissolution,  winding  up  or  In- 
voluntary liquidation  of  Illinois,  on  all 
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shares  of  the  Serial  Preferred  Stock  and 
of  any  stock  ranking  prior  to,  or  on  a 
parity  with,  the  Preferred  Stock,  as  to 
dividends  or  other  distributions,  at  the 
time  outstanding. 

It  is  further  ordered.  That  the  ten-day 
period  for  Inviting  bids  on  the  Preferred 
Stock  as  provided  by  Rule  U-50,  be.  and 
hereby  Is.  shortened  to  six  days. 

By  the  Commission. 


ISEALl 


Orval  L.  DnBois. 

Secretary. 


(F     R.    Doc.    49-2450;    Filed,    Apr.    1.    1949; 
8:46  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHoamr:  40  Stat.  411.  85  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50.  925;  60 
U.  S.  C.  and  Supp.  App.  1.  616.  E.  O.  9193, 
July  6.  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981 

(Vesting  Order  12924) 

Peter  Huth 

In  re:  Estate  of  Peter  Huth,  deceased. 
Pile  No.  I>-28-7810;  E.  T.  sec.  8390. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found; 

1.  That  Franz  Wainer,  Emil  Wainer, 
Peter  Huth.  Maria  Huth,  Nikel  (Mikel) 
Brill,  Herta  Weber,  Johann  Bernarding, 
Johanna  Bernarding,  and  Karl  Huth, 
whose  last  known  address  was,  on  Sep- 
tember 9,  1948.  Germany,  were  on  such 
date  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  sum  of  $18,000.00  was  paid 
to  the  Attorney  General  of  the  United 
States  by  Samuel  Silverman,  Executor 
of  the  estate  of  Peter  Huth.  deceased; 

3.  That  the  said  sum  of  $18,000.00  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  September  9.  1948.  pur- 
suant to  the  Trading  With  the  Enemy 
Act,  as  amended; 

4.  That  the  said  sum  of  $18,000  00  Is 
presently  In  the  possession  of  the  At- 
torney General  of  the  United  States  and 
was  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  was  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were 
not  within  a  designated  enemy  country 
on  September  9.  1948,  the  national  In- 
terest of  the  United  States  required  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany) 
on  such  date. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
con.';ultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
IntercEt, 


There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.<;ed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

This  vesting  order  Is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "desipnated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2483:    Piled,    Apr.    1,    1949; 
8.53  a.  m.j 


[Vesting  Order  12936] 
William  Fred  Stenzel 

In  re:  Estate  of  William  Fred  Stenzel, 
a/k/a  William  Stenzel,  deceased.  File 
No.  I>-28-10261;  E.  T.  sec.  14649. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Johanna  Guettler  Exner, 
Emma  Guettler.  Karl  Guenther  Guettler. 
and  Heinz  Georg  Guettler,  whose  la.«t 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
William  Fred  Stenzel.  a  k  a  William 
Stenzel.  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  Margaret  Seifert. 
as  administratrix,  acting  under  the  judi- 
cial supervision  of  the  Probate  Court  of 
Leavenworth  County,  Kansas; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
con.sultatlon  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  ccuntry"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 


Saturday,  April  2,  1949 

Elxecuted   at   Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF     R     Doc     49-2484;    Filed,    Apr.    1,    1949; 
8;53  a.  m.) 


(Vesting  Order  12959] 
Maria  Von  Borstel 

In  re:  Ca.sh  owned  by  Maria  Von 
Borstel.  also  known  as  Marie  Von  Borstel. 
F-28-24049-E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found; 

1.  Tliat  Maria  Von  Borstel,  also  known 
as  Marie  Von  Borstel,  whose  last  known 
address  is  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  In  the  sum  of  $670.70.  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account.  Symbol  158915.  •'Deposits. 
Funds  of  Civilian  Internees  and  Prisoners 
of  War."  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 
Is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  Maria  Von 
Borstel,  also  knouT)  as  Marie  Von  Borstel. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 
Executed  at  Washington,  D.  C.  on 
March  11.  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  G€7ieral. 
Director,  Office  of  Alien  Property. 

IF    R    Doc.  49-2436;    Piled,   Mar.  81,   1949; 
8:47  a.  m.) 


FEDERAL  REGISTER 

[Vesting  Order  12976] 
GUSTAVTIS  A.  PfEIFFER  AND  CiTY  BANK 

Farmers  Trust  Co. 

In  re:  Trust  agreement  dated  April  9, 
1932  between  Gustavus  A.  Pfeiffer,  donor, 
and  City  Bank  Farmers  Trust  Company, 
trustee.     File  No.  F-28-5222-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Olga  Kluftinger  Schroeter, 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That   all  right,   title.  Interest   and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  April  9.  1932.  by  and  between  Gus- 
tavus A.  Pfeiffer.  donor,  and  City  Bank 
Farmers  Trust  Company,  trustee,  includ- 
ing but  not  limited  to  the  right  of  Olga 
Kluftinger  Schroeter  to  request  sum  or 
sums  from  the  principal  of  the  trust 
fund,  presently  being  administered  by 
City  Bank  Farmers  Trust  Company,  as 
trustee,  22  William  Street.  New  York  15. 
New  York.  Is  property  within  the  United 
States  owned  or  controlled  by,  payable 
or  deliverable  to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 


[seal!  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2485;    FUed,    Apr.    1,    1949; 
8:53  a.  m.] 


I  Vesting  Order  12977] 
AONES  ROWOLD  ET  AL. 

In    re:    Declaration    of    trust    dated 
March  22.  1928,  by  Security  Trust  and 
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Savings  Bank  for  the  benefit  of  Agnes 
Rowold  et  al.  File  No.  D-28-4032-G-1. 
Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Agnes  Rowold.  Augusta  (Au- 
guste)  Kistemaker  and  Elizabeth  (Elisa- 
beth) Heyl,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany)  ; 

2.  That  the  Domiciliary  personal  rep- 
resentatives, heirs  at  law.  next  of  kin, 
legatees  and  distributes,  names  un- 
known, of  Johanna  Ohm,  deceased,  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  Instrument  entitled 
"Declaration  of  Trust"  executed  by  Se- 
curity Trust  and  Savings  Bank  on  March 
22, 1928,  and  in  and  to  the  property  pres- 
ently being  administered  under  said  in- 
strument by  Security-First  National 
Bank  of  Los  Angeles.  Sixth  and  Spring 
Streets,  Los  Angeles,  California,  trus- 
tee, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Johanna 
Ohm.  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 
All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF    if    Doc.    49-2486;    Filed.    Apr.    1,    1949; 
8:53  ft.  m.J 
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{Vesting  Order  1S019] 
T.  J.  Yailanaka 

In  re:  Bank  account  and  other  proper- 
ty owned  by  T.  J.  Yamanaka  also  known 
aa  Jinjura  Yamanaka  and  as  Jinjuro 
Yamanaka  and  T.  Mlzutanl.  P-39- 
4116-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  T.  J.  Yamanaka  also  known  as 
Jinjura  Yamanaka  and  as  Jinjuro  Yama- 
naka. whose  last  known  address  Is  Alchi- 
Ken,  Nakashima-Gun,  Heiwa-Mura,  Ja- 
pan, and  T.  Mlzutanl,  whose  last  known 
address  Is  Japan,  are  residents  of  Japan 
and  nationals  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  T.  J.  Yamanaka  also  known 
as  Jinjura  Yamanaka  and  as  Jinjuro 
Yamanaka,  by  Bank  of  American  Nation- 
al Trust  and  Savings  Association,  Los 
Angeles.  California,  arising  out  of  a  sav- 
ings account,  account  numbered  305-A. 
entitled  T.  J.  Yamanaka.  maintained  at 
the  Lancaster  branch  office  of  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  T.  J.  Yamanaka 
also  known  as  Jinjura  Yamanaka  and  as 
Jinjuro  Yamanaka.  the  aforesaid  nation- 
al of  a  designated  enemy  country 
(Japan) ; 

3.  That  the  property  described  as  fol- 
lows: Household  furniture  and  personal 
property  described  in  Exhibit  A  attached 
hereto  and  by  reference  made  a  part 
hereof,  and  presently  located  on  real 
property  described  as  follows: 

The  South  (50  acree  of  the  North  120  acres 
of  the  Southwest  quarter  Section  11,  Town- 
ship 8  North  range  13  West,  S.  B.  M.  In  County 
or  Los  Angeles,  State  of  Cailfomla, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by  T.  J.  Yamanaka 
also  known  as  Jinjura  Jamanaka  and  as 


Jinjuro  Yamanaka  and  T.  Mlzutanl.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country, 
(Japan). 

Ail  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

Exhibit  A 

Quantity:  Item 

16-gage  shot  gun. 

Coleman  gasoline  stove. 

Electric  refrigerator  (QE — CA2B16). 

Piano. 

Wood  stove. 

9 Beds  and  mattresses. 

Book  desk. 

Convertible  desk. 

Washing  machine  (No.  38208). 

10--_.  Chairs. 
Singer  sewing  machine. 

|F.   R.   Doc.   49  2439:    Filed.    Mar.   81,    1949; 
8:47  a.  ml 


(Vesting  Order   12980) 


Hknry  p.  Schwarz  and  Lincoln  National 
Bank  of  New  York 

In  re :  Trust  agreement  dated  June  23. 
1922.  between  Henry  F.  Schwarz.  settlor. 
and  Lincoln  National  Bank  of  New  York, 
trustee.    Pile  No.  D-28-10612-G-1. 


Under  the  authority  of  the  Tradln? 
With  the  Enemy  Act.  as  amended,  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutlve  Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Margarete  Engel.  whose  last 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  »Gerraanyt; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  person  named  In  sub- 
paragraph 1  hereof,  in  and  to  and  aris- 
ing out  of  or  under  that  certain  tru^t 
agreement  dated  June  23.  1922.  by  and 
between  Henry  F.  Schwarz,  settlor,  and 
Lincoln  National  Bank  of  New  York, 
trustee,  presently  being  administered  bv 
The  Chase  National  Bank  of  the  City  of 
New  York,  trustee,  11  Broad  Street,  New- 
York  15,  New  York,  is  property  within 
the  United  States  owned  or  controlled 
by,  payable  or  deliverable  to,  held  on  be- 
half of  or  on  account  of,  or  owing  to. 
or  which  Is  evidence  of  ownership  or 
control  by,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany^; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  sUGh  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  21,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.   R.   Doc.   49-2438;    Filed.   Mar.    31,    1949; 
8:47  a.  ml 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10049 

Delegating  the  Authority  or  the  Presi- 
dent To  Prescribe  Clothing  Allow- 
ances. AND  Cash  Allowances  in  Lieu 
Thereof,  to  Enlisted  Men  in  the 
Armed  Forces 

By  virtue  of  the  authority  vested  In  me 
as  President  of  the  United  States  and  as 
Commander  in  Chief  of  the  Armed 
Forces.  It  is  ordered  as  follows: 

1.  The  Secretary  of  Defense  in  respect 
of  the  Army.  Navy.  Air  Force.  Marine 
Corps.  Naval  Reserve,  and  Marine  Corps 
Reserve,  and  the  Secretary  of  the  Treas- 
ury in  respect  of  the  Coast  Guard  and  the 
Coast  Guard  Reserve,  are  hereby  author- 
ized and  directed,  after  appropriate  con- 
sultation with  the  Director  of  the 
Bureau  of  the  Budget,  to  perform  the 
functions  vested  in  the  President  by  the 
la.st  paragraph  of  section  10  of  the  Pay 
Readjustment  Act  of  1942.  as  amended 
(37  U.  S.  C.  110).  relative  to  prescribing 
the  quantity  and  ktn4  of  clothing  which 
shall  be  furnished  annually  to  enlisted 
men  of  the  aforesaid  services  and  relative 
to  prescribing  the  amount  of  the  cash 
allowance  to  be  paid  to  such  enlisted 
men  in  any  case  in  which  clothing  is  not 
so  furnished  to  them. 

2.  The  quantity  and  kind  of  clothing, 
and  any  cash  allowances  in  lieu  thereof, 
prescribed  by  the  Secretary  of  the  Treas- 
ury hereunder  shall,  as  far  as  practicable, 
be  in  conformity  with  those  prescribed 
by  the  Secretary  of  Defense  in  respect  of 
the  Navy  and  Naval  Reserve. 

3.  Existing  regulations  governing  the 
subject  matters  of  this  order,  including 
such  regulations  prescribed  by  Executive 
order,  shall,  subject  to  the  termination 
of  any  such  Executive  order  by  Its  own 
terms,  remain  In  effect  until  modified, 
revoked,  or  superseded  by  action  taken 
pursuant  to  this  order. 

Harry  S.  Truman 

The  White  House, 

Ajjril  2,  1949. 

I  P.    R.    Doc.    49-2.565;    Filed.    Apr.    4.    1949; 
10:04  a.  ml 


TITLE  7— AGRICULTURE 

Chapter  Viil — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

Subchapter  B — Sugar  Requirements  and  Quotas 

Part  814 — Allotment  of  Sugar  Quotas 

decision  and  order  of  secretary  of  agri- 
culture allotting  1948  SUGAR  QUOTAS 
FOR  PUERTO  RICO 

Basis  and  purpose.  This  allotment  or- 
der is  issued  under  section  205  (a)  of  the 
Sugar  Act  of  1948  (hereinafter  called  the 
"act")  for  the  purpose  of  allotting  the 
1949  sugar  quota  for  Puerto  Rico  for  con- 
sumption in  the  continental  United 
States  (including  raw  sugar  transferred 
for  further  processing  and  shipment 
within  the  direct  consumption  portion  of 
such  quota)  and  the  1949  sugar  quota  for 
local  consumption  in  Puerto  Rico  among 
persons  ( 1 )  who  bring  Puerto  Rican  raw 
sugar  into  the  continental  United  States 
or  transfer  such  sugar  for  further  proc- 
essing and  shipment  to  the  continental 
United  States  as  direct  consumption  sug- 
ar, and  (2)  who  market  sugar  for  local 
consumption  in  Puerto  Rico.  The  basis 
of  the  order  is  more  fully  explained  below. 

The  sugar  quota  for  Puerto  Rico  for 
consumption  in  the  continental  United 
States  is  referred  to  herein  as  "mainland 
quota"  and  allotments  thereof  are  refer- 
red to  as  "mainland  allotments."  The 
sugar  quota  for  consumption  in  Puerto 
Rico  and  allotments  thereof  are  referred 
to  respectively  as  "local  quota"  and  "local 
allotments." 

Omission  of  recommended  decision  and 
effective  date.  The  record  of  the  public 
hearing  regarding  allotment  of  the  1949 
sugar  quotas  for  Puerto  Rico  shows  that 
the  total  quantity  of  Puerto  Rican  sugar 
available  for  marketing  in  1949  is  pres- 
ently estimated  at  1,239,428  short  tons, 
raw  value  (R.  6>.  This  quantity  exceeds 
the  sum  of  the  mainland  and  local  quo- 
tas by  234,428  tons  (R.  6).  Some  of  the 
allotments  made  by  this  order  are  small 
and  could  be  exceeded  by  the  marketing 
(Continued  on  next  page) 
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of  a  comparatively  small  amount  of  sug- 
ar. Since  this  proceeding  was  instituted 
for  the  purpose  of  issuing  allotments  to 
prevent  disorderly  marketing  of  sugar 
and  to  afford  all  Interested  persons  an 
equitable  opportunity  to  market,  it  is 
imperative  that  this  order  become  effec- 
tive at  the  earliest  possible  date  in  order 
to  accomplish  that  end.  Accordingly,  it 
Is  hereby  found  that  due  and  timely  exe- 
cution of  the  functions  imposed  upon.the 
Secretary  under  the  act  imperatively 
and  unavoidably  requires  omission  of  a 
recommended  decision  in  this  proceed- 
ing. It  is  hereby  further  found  that  com- 
pliance with  the  30-day  effective  date  re- 
quirement of  the  Administrative  Proce- 
dure Act  (60  Stat.  237)  is  impracticable 
and  contrary  to  the  public  interest  and, 
consequently,  this  order  shall  be  effective 
when  published  in  the  Federal  Register. 

Preliminary  statement.  Section  205 
(a>  of  the  act  requires  the  Secretary  to 
allot  a  quota  whenever  he  finds  that 
the  allotment  Is  necessary  (1)  to  a.ssure 
an  .orderly  and  adequate  flow  of  sugar 
or  liquid  sugar  in  the  channels  of  inter- 
state commerce.  <2)  to  prevent  the  dis- 
orderly marketing  of  sugar  or  liquid 
sugar,  (3>  to  maintain  a  continuous  and 
stable  supply  of  sugar  or  liquid  sugar, 
or  <4)  to  afford  all  interested  persons 
an  equitable  opportunity  to  market  sugar 
within  the  quota  for  the  area.  Section 
205  (a)  jlso  requires  that  such  allot- 
ment be  made  after  such  hearing  and 
upon  such  notice  as  the  Secretary  may 
by  regulation  prescribe. 

On  January  3,  1949.  the  Acting  Secre- 
tary of  Agriculture,  pursuant  to  the  ap- 
plicable rules  of  practice  and  procedure 
(7  CFR  801.1,  et  seq.)  Issued  a  notice  of 
a  public  hearing  to  be  held  at  San  Juan, 
Puerto  Rico,  in  the  Auditorium  of  the 
School  of  Tropical  Medicine  on  January 
18.  1949,  at  10:00  a.  m.,  for  the  purpose 
of  receiving  evidence  to  enable  him  to 
make  a  fair,  efficient,  and  equitable  dis- 
tribution of  the  1949  mainland  quota  (in- 
cluding raw  sugar  transferred  for  further 
processing  and  shipment  within  the 
direct-consumption  portion  of  the  quota) 
and  the  1949  local  quota  among  persons 
(1)  who  bring  Puerto  Rican  raw  sugar 
Into  the  continental  United  States  or 
transfer  such  sugar  for  further  process- 
ing  and  shipment   to   the   continental 


Tuesday,  April  5,  1949 

United  States  as  direct-consumption 
sugar,  and  (2)  who  market  sugar  for  local 
consumption  in  Puerto  Rico.  A  state- 
ment of  the  subjects  and  Issues  involved 
in  the  hearing  was  included  in  the  notice. 

Section  205  (a)  of  the  act  requires  a 
preliminary  finding  by  the  Secretary  as  a 
condition  precedent  to  the  calling  of  a 
hearing.  Accordingly,  the  notice  of  hear- 
ing Issued  by  the  Secretary  provides  In 
part  as  follows: 

Pursuant  to  the  authority  contained  in 
section  205  (a)  of  the  Sugar  Act  of  1M8  (61 
Stat.  822)  and  In  accordance  with  the  ap- 
plicable rules  of  practice  and  procedure 
( 12  P.  R.  8226,  13  F.  R.  127,  2063) .  and  on  the 
basis  of  Information  before  me,  I,  Charles  F. 
Brannan,  Secretary  of  Agriculture,  do  hereby 
find  that  the  allotment  of  the  1949  sugar 
quota  for  Puerto  Rico  for  consumption  In 
the  continental  United  State*,  Including  the 
allotment  of  the  direct-consumption  portion 
thereof,  and  the  1949  sugar  quota  for  local 
consumption  In  Puerto  Rico  Is  necessary  to 
prevent  disorderly  marketing  and  importa- 
tion of  such  sugar  and  to  afford  all  interested 
persons  an  equitable  opportunity  to  market 
such  sugar  In  the  continental  Unltled  States 
and  Puerto  Rico,  respectively,  and  hereby  give 
notice  that  public  hearings  will  be  held  at 
San  Juan.  Puerto  Rico,  in  the  Auditorium  of 
the  School  of  Tropical  Medicine  on  Januao-y 
18  and  20.  1948,  at  10  00  a.  m. 

The  hearing  was  held  at  the  time  and 
place  specified  in  the  notice. 

Summary  of  testimony.  With  re- 
spect to  the  necessity  for  making  allot- 
ments, the  Government  witness  testified 
at  the  hearing  that  the  estimated  quan- 
tity of  Puerto  Rican  sugar  available  for 
marketing  in  1949  exceeds  the  combined 
mainland  and  local  quotas  by  such  an 
amount  as  clearly  to  indicate  that  allot- 
ment of  these  quotas  is  necessary  (R.  6). 
This  testimony  on  the  necessity  for  al- 
lotment was  not  controverted  by  any 
witness. 

With  respect  to  the  manner  in  which 
the  allotment  should  be  made,  the  Gov- 
ernment witness  proposed  that  total 
mainland  and  local  marketings  for  each 
allottee  be  first  established  by  giting  45 
percent  weight  to  processings  from  pro- 
portionate shares  measured  by  produc- 
tion from  the  1948-49  crop,  10  percent 
weight  to  past  marketings  measured  by 
the  total  marketings,  both  mainland  and 
local,  during  the  years  1947  and  1948.  and 
45  percent  weight  to  ability  to  market 
measured  by  production  from  the  1948- 
49  crop  plus  carry-over  on  January  1. 
1949.  of  1947-48  crop  sugar  <R.  7-15; 
Exs.  3,  4  and  5).  The  witness  then  pro- 
posed that  such  total  marketings  for 
each  allottee  be  divided  into  a  mainland 
allotment  and  a  local  allotment  on  the 
basis  of  the  division  of  each  processor's 
total  marketings  during  the  years  1947 
and  1948  between  the  mainland  and  local 
markets.  The  witness  recommended 
further  that  allottees  be  permitted  to 
exchange  with  each  other  quantities  of 
cither  allotment  for  like  quantities  of  the 
other  tR.  12). 

In  support  of  his  proposal  the  Govern- 
ment witness  stated  that  the  processings 
of  sugar  from  sugarcane  of  the  1948-49 
crop  to  which  proportionate  shares  ap- 
plied afford  the  best  measure  of  this 
statutory  standard  and.  being  directly 
related  to  the  grower's  opportunity  to 
market  sugarcane  in  1949.  afford  protec- 
tion to  producers  of  sugarcane   <R.  9). 
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As  to  the  measure  of  past  marketings, 
the  witness  stated  that  a  recent  Court 
decision  held  that  past  marketings 
should  be  measured  by  marketings  with- 
in the  last  half  dozen  years  or  at  least 
the  more  recent  of  them.  Because  of 
the  distortions  of  production  patterns  in 
the  first  4  of  the  last  6  years,  the 
years  1947  and  1948  were  considered  a 
more  representative  period  of  marketing 
history  and.  therefore,  it  was  proposed 
that  past  marketings  be  measured  by 
marketings  in  the  calendar  years  1947 
and  1948.  The  witness  stated  that  the 
best  available  measure  of  ability  to  mar- 
ket appeared  to  be  the  quantity  of  sugar 
which  each  processor  would  have  avail- 
able for  marketing  in  1949.  measured  by 
the  total  production  from  the  194»-49 
crop  plus  the  quantity  of  1947-48  crop 
sugar  carried  over  from  the  previous 
year  (R.  11).  In  regard  to  the  manner 
in  which  the  total  marketings  are  divided 
between  mainland  and  local  allotments, 
the  Government  witness  explained,  in 
support  of  a  division  based  on  the  total 
marketings  during  1947  and  1948.  that 
this  would  give  recognition  to  recent  de- 
velopments in  marketing  practices  (R. 
14). 

The  witness  recommended  that  the 
past  practice  of  permitting  exchanges 
between  allottees  of  equal  quantities  of 
mainland  and  local  allotments  be  con- 
tinued in  the  interest  of  marketing  effi- 
ciency (R.  12). 

Since  the  allotments  recommended 
were  based  on  estimates  of  production 
from  the  1948-49  crop,  the  Government 
witness  proposed  that  after  the  allot- 
ment order  is  issued  it  should  be  revised 
on  the  basis  of  actual  1948-49  crop  pro- 
duction figures.  Meanwhile,  in  order  to 
safeguard  against  the  possibility  of  a 
processor  exceeding  his  final  allotment,  it 
was  proposed  that  each  processor  be  per- 
mitted to  market  only  80  percent  of  each 
allotment  until  such  revision  in  the  al- 
lotment order  can  be  made  (R.  15) . 

Of  the  processors  represented,  seven- 
teen favored  the  Government  proposal 
for  making  allotments,  one  favored  the 
method  of  determining  total  marketings 
but  objected  to  the  division  between 
mainland  and  local  allotments,  one  ob- 
jected to  the  method  for  determining 
total  marketings  but  favored  the  method 
for  dividing  the  total  between  mainland 
and  local  allotments,  while  four  opposed 
adoption  of  the  proposal  (73-77 ) .  Oppo- 
sition to  the  Government  proposal  was 
based  in  large  part  on  the  assertion  that 
past  marketings  should  be  measured  by 
the  six-year  period  1943-1948  and  that 
equal  weight  should  be  given  to  the  three 
statutory  factors  <R.  73,  74.  76 h 

Much  of  the  hearing  was  devoted  to 
the  questioning  of  the  Government  wit- 
ness on  the  Government  proposal  and 
other  related  subjects  and  issues.  A 
number  of  witnesses,  however,  testified 
for  the  purpose  of  explaining  the  posi- 
tions taken  by  individual  processors  with 
respect  to  the  Government  proposal. 

Of  those  opposing  outright  the  Gov- 
ernment proposal,  only  Central  Aguirre 
Sugar  Company,  a  Trust,  proposed  a  dif- 
ferent method  of  allotment.  The  witness 
for  Central  Aguirre  proposed  that  allot- 
ments be  made  on  the  basis  of  equal 
weightings  for  each  of  the  three  statu- 
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tory  factors  and  that  past  marketings  be 
measured  by  the  average  marketings  for 
the  past  six  years  <R.  81  and  82).  The 
witness  for  South  Porto  Rico  Sugar  Com- 
pany concurred  in  this  proposal  *R.  82 

and  83 ) . 

Basis  of  allotment.  Section  205  <a)  of 
the  act  reads  in  pertinent  part  as  follows: 

•  •  •  Allotments  shall  be  made  In  such 
manner  and  In  such  amounts  as  to  provide 
a  fair,  efficient,  and  equitable  distribution  of 
such  quota  or  proration  thereof,  by  taking 
Into  consideration  the  processings  of  sugar 
or  liquid  sugar  from  sugar  beets  or  sugarcane 
to  -which  proportionate  shares,  determined 
pursuant  to  the  provisions  of  subsection  (b) 
of  section  302.  pertained;  the  past  market- 
ings or  Importations  of  each  such  person; 
and  the  ability  of  such  person  to  , market 
or  Import  that  portion  of  such  quota  or  pro- 
ration thereof  allotted  to  him.     •     •     • 

All  three  factors  specified  in  the  forcr 
going  provision  of  law  are  applied  in  the 
allotment  of  the  quotas  under  consider- 
ation. 

The  statute  does  not  specify  the  weight 
to  be  given  to  each  factor,  but  merely 
requires  that  the  allotment  be  made  in 
a  manner  that  will  assure  a  fair,  effi- 
cient, and  equitable  distribution  of  the 
quota.  The  allotments  made  herein  are 
based  on  a  formula  which  gives  45  per- 
cent weight  to  processings  from  sugar- 
cane to  which  proportionate  shares  per- 
tained measured  by  such  processings 
from  the  1948-49  crop,  10  percent  weight 
to  past  marketings  measured  by  the 
average  of  such  marketings  during  the 
years  1943-48,  Inclusive,  and  45  percent 
weight  to  ability  to  market  measured  by 
the  production  of  sugar  from  the  1948-49 
crop,  plus  the  carry-over  on  January  1. 
1949,  of  1947-48  crop  sugar.  The  allot- 
ments resulting  from  the  application  of 
this  formula  are  deemed  to  be  fair  and 
equitable  and  result  in  an  efficient  dis- 
tribution of  the  quotas  involved. 

The  factor  of  proportionate  shares  Is 
given  heavy  weighting  because  it  is 
directly  related  to  the  growers  oppor- 
tunity to  market  sugarcane.  The  factor 
of  ability  to  market  also  is  given  heavy 
weighting  because  the  relative  quantities 
of  sugar  to  be  carried  over  into  1950  are 
directly  related  to  this  factor  as  meas- 
ured herein.  The  termination  of  oper- 
ations by  several  processors  and  special 
marketing  problems  and  controls  in  re- 
cent years  adversely  affected  the  dis- 
tribution of  marketinp.s  in  these  years 
as  a  basis  for  an  equitable  distribution  in 
1949.  Accordingly,  a  weighting  of  only 
10  percent  is  given  to  past  marketings 
and  the  other  two  factors  are  weighted 
equally.  (R.  9.  10.  11" 

The  allotments  are  established  by  first 
calculating  for  each  allottee  the  total 
quantity  of  .sugar  which  such  allottee  may 
market  in  both  the  mainland  and  local 
markets.  This  is  done  by  first  convert- 
ing the  data  for  each  of  the  factors  for 
each  proces.sor  to  a  percentage  of  the 
total  for  all  processors,  then  applying 
the  indicated  weightings  to  such  per- 
centages, and  finally  applying  the  sum 
of  the  weighted  percentages  for  each 
processor  to  the  .'•um  of  the  quotas 
<  1,005,000  tons).  For  each  processor  a 
local  allotment  is  determined  by  apply- 
ing to  such  total  quantity  the  percentage 
that  each  processor's  local  marketings 
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were  of  Its  total  marketings  In  the  calen- 
dar years  1947  and  1948,  and  adjusting 
pro  rata  so  that  the  total  of  such  allot- 
ments will  equal  the  local  quota.  The 
mainland  allotment  for  each  processor 
is  determined  by  subtracting  such  local 
allotment  from  the  total  quantity  that 
It  may  market. 

By  far  the  preponderant  part  of  the 
sugar  which  will  be  marketed  within  the 
mainland  and  local  quotas  for  Puerto 
Rico  for  1949  will  be  sugar  produced  from 
the  1948-49  crop  <R.  6;  Ex.  4).  More- 
over, the  use  of  processings  from  t^e 
1948-49  crop  will  afford  substantial  pro- 
tection to  producers  of  sugarcane  (R.  9». 
It  is  deemed  appropriate,  therefore,  to 
measure  the  factor  of  processings  from 
proportionate  shares  by  such  processings 
from  the  1948-49  crop.  No  objection  was 
raised  at  the  hearing  to  the  use  of  this 
measure  of  processings  from  proportion- 
ate shares. 

It  was  recommended  at  the  hearing 
on  behalf  of  several  interested  persons 
that  pa.st  marketings  be  given  a  weight- 
ing equal  to  the  other  two  factors.  For 
reasons  explained  above,  the  factor  of 
past  marketings  is  deemed  less  signifi- 
cant than  the  other  two  factors  specified 
in  the  act.  Objection  was  also  made  at 
the  hearing  to  the  use  of  the  years  1947 
and  1948  as  the  measure  of  past  market- 
ings.    Objection  to  the  use  of  the  years 

1947  and  1948  was  expressed  at  the  hear- 
ing on  the  ground  that  unfavorable  pro- 
duction conditions  prevailing  in  certain 
portions  of  the  growing  area  during  such 
years  resulted  in  abnormal  marketings 
during  that  period.  Although  the  rec- 
ord reveals  that  neither  the  period  of  the 
past  six  years  nor  that  of  the  past  two 
years  may  be  considered  wholly  repre- 
sentative of  past  marketings  for  all 
Puerto  Rican  processors,  the  period  1943 
to  1948,  inclusive.  Is  deemed  to  be  the  best 
available  measure  of  past   marketings. 

The  best  available  measure  of  ability 
to  market  Puerto  Rican  sugar  in  1949  is 
the  amount  of  sugar  which  each  proces- 
sor will  have  available  for  marketing 
during  the  calendar  year.  Therefore,  the 
factor  of  ability  has  been  measured  by 
sugar  produced  from  the  1948-49  crop 
plus  the  inventory  of  sugar  on  hand  Jan- 
uary 1,  1948.  from  1947-48  production. 
It  was  generally  agreed  at  the  hearing 
that  this  measure  of  ability  was  fair  and 
equitable. 

Each  processor's  marketings  in  the 
mainland  and  local  markets  in  1947  and 

1948  are  used  to  divide  total  marketings 
for  the  reason  that  such  division  gives 
recognition  to  the  shift  in  local  consump- 
tion from  raw  to  refined  sugar  which  has 
been  progressive  over  the  past  several 
years  (R.  14).  This  shift  has  had  an 
important  effect  upon  the  amount  which 
each  processor  has  supplied  to  the  local 
market.  It  is.  therefore,  believed  that 
the  use  of  the  recent  years  1947  and  1948 
will  assure  more  orderly  marketing  of 
sugar  within  the  respective  quotas  and 
reduce  the  necessity  for  exchanges  of 
allotments,  thereby  promoting  market- 
ing efficiency. 

Under  allotment  orders  Issued  in  prior 
years,  exchanges  of  local  for  mainland 
allotments  between  Puerto  Rican  proc- 
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essors  were  permitted  when  approved 
by  the  local  representative  of  the  De- 
partment in  Puerto  Rico.  Although  al- 
lotments established  under  this  order  will 
Involve  fewer  exchanges  of  this  kind.  It 
is  recognized  that  some  adjustments  in 
the  distribution  of  a  processor's  market- 
ings under  local  and  mainland  allot- 
ments will  re.sult  In  greater  efficiency  in 
marketing.  Therefore.  In  response  to  re- 
quests made  at  the  hearing  the  order 
permits  such  exchanges. 

Since  the  allotments  established  by  this 
order  are  based  upon  estimates  of  pro- 
duction by  individual  processors,  it  is 
considered  desirable  to  limit  the  amount 
of  each  allotment  which  may  be  marketed 
prior  to  September  1,  1949.  to  80  percent 
of  such  allotment.  This  will  enable* the 
Department  to  obtain  final  production 
figures  as  a  basis  for  a  revised  order  prior 
to  that  date.  This  limitation  is  consid- 
ered necessary  to  prevent  any  processor 
from  marketing  more  than  the  share  of 
the  quota  to  which  he  will  ultimately  be 
entitled  on  the  basis  of  his  actual  produc- 
tion. It  was  urged  at  the  hearing  that 
arrangements  be  made  whereby  allottees 
will  be  permitted  to  deliver  to  refiners  for 
further  processing  raw  sugar  in  amounts 
up  to  the  full  initial  allotment  in  order 
not  to  interrupt  the  continuous  operation 
of  a  refinery  until  all  needed  supplies  of 
refined  sugar  have  been  refined.  Such  an 
arrangement  is  not  properly  a  part  of  this 
order.  However,  a  notice  of  propostd 
rule  making  is  being  i.ssued  preparatory 
to  appropriate  amendment  of  regula- 
tions relating  to  handling  of  "excess- 
quota"  sugar  (7  CFR,  Part  816  >. 

FindinQs.  On  the  basis  of  the  record 
of  the  hearing,  I  hereby  find  that: 

1.  The  three  statutory  standards  of 
"proce-ssings  from  proportionate  shares," 
"past  marketings,"  and  "ability  to  mar- 
ket." are  applicable  to  the  allotment  of 


the  mainland  and  local  quotas  for  Puerto 
Rico  and  the  use  of  all  of  these  stand- 
ards is  mandatory. 

2.  For  the  calendar  year  1949  Puerto 
Rican  processors  will  have  available  for 
marketing  an  estimated  1.239.428  short 
tons  of  sugar  and  this  amount  exceeds 
the  combined  mainland  and  local  quotas 
by  234,428  short  tons. 

3.  Processings  of  sugar  from  propor- 
tionate shares  of  the  1948-49  sugarcane 
crop  constitute  a  fair  and  equitable 
measure  of  the  standard  "processings 
from  proportionate  shares"  and  when  so 
measured  the  quantity  of  sugar  applica- 
ble to  each  processor  is  set  forth  in  col- 
umn 1  of  the  table  below. 

4.  The  best  available  measure  of  pa.st 
marketings  for  each  processor  is  the  av- 
erage of  such  marketings  during  the 
years  1943-48,  inclusive,  and  the  pa.st 
marketings  of  each  processor  so  mea.s- 
ured  is  set  forth  in  column  2  of  the  table 
below. 

5.  The  quantity  of  sugar  which  each 
proce.s.sor  will  have  available  for  market- 
ing during  1949.  representing  production 
from  the  1948-49  sugarcane  crop,  plus 
the  carryover  on  January  1,  1949,  from 
the  1947-48  crop,  constitutes  a  fair  and 
equitable  measure  of  the  ability  of  each 
processor  to  market  sugar  during  1949 
and  such  quantity  for  each  processor  is 
set  forth  in  column  3  of  the  table  below. 

6.  The  years  1947  and  1948  are  deemed 
to  be  representative  for  purposes  of  di- 
viding the  total  for  each  proce.ssor  into 
a  mainland  allotment  and  a  local  allot- 
ment. The  percentages  that  the  mar- 
ketings for  local  consumption  in  Puerto 
Rico  during  the  years  1947  and  1948  are 
of  the  sum  of  such  marketings  and  mar- 
ketings for  shipment  to  the  continental 
United  States  during  these  years  Is  set 
forth  in  column  4  of  the  table  below. 
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Processor 


Antonio  Rdip,  Suresores.  S.  en  C. 

Arturo  LlulHTx-i,  (estate  of)  y  Sobrinos  (San  Franciscu)- 

Asociaci'Hi  .\iiuiirera  Cooinriliva  (Lafayette) 

Calaf  C(ill:iz'i.  Jaime  y  Fetlerii-"  ( Mouserrate) 

Central  AKUirre  .Sugar  Co..  a  lra<t.. 

Central  Colnso,  Inc 

Central  Kureka.  Inc 

Central  leiiaMail,  Inc 

Central  Juaniia,  Inc. 

Central  S;in  Jom'.  Inc  

Centnil  S;in  Vicente,  Inc 

Central  Victoria.  Inc - 

Compania  .Vzuc-.inra  <l''l  Camuy.  Inc  (Rio  Llano) 

ComiKinia  Aiucarera  del  Toa - - 

CooiierativB  .\fucarera  Los  Canos 

CoriMiracidii  Azucarera  .'^auri  *  Sublra  (Constancia  Ponce) 

Kastern  .suKar  Associates,  a  Trust 

Fajardo  SuKiir  Co , 

I.anil  .\uthority  of  Puerto  Rico 

Mario  MerM<lo  eUljos  (Kuflna) 

MayaEuei  Sufjar  Co..  Inc.  (Rochelaise) 

Plata  .Sugar  Co 

Soller  .'^ugar  Co...     ... 

South  Porto  Rice  Sugar  Co.  of  Putirto  Rico 

Sucesion  tie  Jose  Gonzalez  and  Co.,  8.  en  O.  (Ouamani)... 

Suceslon  de  J.  Perralles  (.Mercedita) 

Vaidivieso,  Jorge  Lucas  P.  (Pellejas) 

Total 


Proprotionate 

Vast 

Ability  to 

Marketed 
locally 
1947-48' 

shares ' 

marketings  > 

market  > 

(1) 

(2) 

(3) 

(4) 

Patent 

87.(100 

42.018 

87,008 

43.  .1401 

7,t**) 

«,  4rttf 

7,000 

2.'>.  ."'<'■' 1 

♦kihx) 

32.  \xl 

40.  mo 

1.  M:'77 

24.  (HK) 

lfi.778 

24.  (m 

4.2'.i:U 

IIS,  (100 

1(W.  ,Vi3 

118.108 

3.  3N.M 

.U  st») 

42.  M74 

82.  ."SOO 

3. 2.-.:'' 

.1(1,  7.V) 

2fi.H2.'S 

3«,7.'iO 

.V(vll', 

.U  722 

3«,«77 

53.722 

37.1714 

30.  .SW 

24.  .M2 

30.  .^64 

8.  77i>'i 

21.2t» 

l.S.  l.W 

21,  2(10 

2.  l-""! 

M.  *«) 

:IH,4I8 

.M.  430 

4.  4'lll 

2.1, 0-W 

10. 147 

25.053 

3. 2.^7<•. 

1«,000 

13.  W7 

1»),000 

3.4fti': 

3I.34K 

20,023 

31.. 148 

I.  I.w 

3I.().V) 

23.800 

31,  (VV) 

3. 07.^: 

11.. VK) 

H.rM 

11,  .SOO 

9.  O'.N'' 

14.1..\'iO 

10«,7fiO 

It.V.t.-iO 

12.  4<-.('.' 

112,  IW 

8;*.  866 

112.000 

.oo«;t 

8.1.  tHlO 

fiH.  107 

Kt.  f  (10 

1. 07:(' 

M.  740 

2M,307 

34.  740 

7.4«>«" 

10.000 

10.004 

10.  000 

7.  02«4 

41.125 

24,fi73 

41.125 

3.03:!: 

12..V10 

7,418 

12,.V)0 

0 

1(>S,()(¥) 

101. 2(H 

108.000 

17  mt48 

10.  7,Vt 

10.414 

10.750 

0  t'>4()H 

6i.000 

60.  7fiO 

M,  000 

1«.  3K.'iO 

7.130 

4,4.3(5 

7,  1.30 

IS.  2721 

1.339,313 

O0a233 

1,230,428 

0.  924« 

1  Estimated  1948-49  crop  prodortlon. 

•  Total  niarketlnjs.  continental  and  local,  direct  and  by  transfer— average  194.3-48. 

•  E'tlraated  1  948-49  crop  prcKluction  v\n*  Jan.  1.  1949  carryover  of  1947-48  crop  sugar. 

•  Marketincs  fi>r  local  con-^iimpti'in  lo  Puerto  Rico  in  1947  and  1048  as  a  ficrcent  of  marketing  both  for  local  con- 
•umption  and  for  shipmcni  to  the  i-oulinenlal  United  States  in  those  years. 


Tuesday,  April  5,  1949 

Conclusions.  On  the  basis  of  the  fore- 
going and  after  consideration  of  the 
briefs  submitted  by  interested  persons 
following  the  hearing,  it  is  hereby  deter- 
mined and  concluded  (1)  that  the  allot- 
ment of  the  1949  mainland  quota  for 
Puerto  Rico,  including  raw  sugar  trans- 
ferred for  further  processing  and  ship- 
ment within  the  direct-consumption 
portion  of  the  quota,  and  the  1949  local 
quota  for  Puerto  Rico  is  necessary  to 
prevent  disorderly  marketing  of  such 
sugar  and  to  afford  all  interested  per.sons 
an  equitable  opportunity  to  market  such 
sugar  in  the  continental  United  States 
and  in  Puerto  Rico;  *2)  that  in  order  to 
make  a  fair,  efficient,  and  equitable  dis- 
tribution of  such  quotas  as  required  by 
section  205  (a)  of  the  act.  tai  distribu- 
tion of  the  total  of  the  two  quotas  should 
be  made  by  giving  45  percent  weight  to 
processings  of  sugar  from  sugarcane  to 
which  proportionate  shares  pertained, 
measured  by  such  processings  from  the 
1948-49  sugarcane  crop.  10  percent 
weight  to  past  marketings,  measured  by 
the  average  of  such  marketings  by  each 
processor  during  the  years  1943-48.  in- 
clusive, and  45  percent  weight  to  ability 
to  market,  measured  by  the  total  produc- 
tion of  -sugar  from  the  1948-49  sugarcane 
crop,  plus  the  carryover  on  January  1, 
1949,  from  the  1947-48  crop  sugar:  and 
•  b)  the  quantity  so  determined  should  be 
divided  into  local  and  mainland  allot- 
ments on  the  ba.sls  of  the  division  be- 
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tween  local  and  mainland  marketings 
for  each  processor  during  the  years  1947 
and  1948.  It  Is  hereby  further  deter- 
mined and  concluded  (1  >  that  an  efficient 
distribution  of  the  quotas  requires  ex- 
changes between  allottees  of  quantities 
of  mainland  allotment  for  like  quanti- 
ties of  local  allotment,  subject  to  the 
approval  of  the  Director.  Caribbean 
Area  Office.  Production  and  Marketing 
Administration.  San  Juan.  Puerto  Rico, 
and  (2)  that  pending  the  availability  of 
final  production  figures  from  the  1948- 
49  sugarcane  crop,  each  proces.sor  should 
be  limited  in  its  marketings  prior  to  Sep- 
tember 1.  1948.  to  80  percent  of  each 
allotment  established  herein. 

Order.  Pursuant  to  the  authority 
vested  in  the  Secretary  of  Agriculture  by 
section  205  (a)  of  the  act.  it  Is  hereby 
ordered : 

5  814.1  Allotments  of  1949  sugnr 
quotas  for  Puerto  Rico — (a)  Allotments. 
The  1949  sugar  quota  for  Puerto  Rico  for 
consumption  in  the  continental  United 
States,  including  raw  sugar  to  be  further 
processed  and  shipped  within  the  direct 
consumption  portion  of  such  quota, 
amounting  to  910,000  short  tons  of  sugar, 
raw  value,  and  the  1949  sugar  quota  for 
local  consumption  in  Puerto  Rico, 
amounting  to  95,000  short  tons  of  sugar, 
raw  value,  are  hereby  allotted  to  the 
following  processors  In  amounts  which 
appear  in  columns  (1)  and  (3)  opposite 
their  respective  names: 


IShort  toa«.  raw  value] 


Antonio  Roig.  Sueesnro.  8.  en  C 

Arturo  Lluhera.s.  (esuieof)  y  Sobrinos  (San  rranciico)... 

A-uitiacion  Aziii'uiera  CooiM-raliva  (IjJayeite) 

Cilaf  Collai",  Jaime  y  Federirn  (.Monserrate) 

Ceniral  Aguirre  Sugar  Co.,  a  trust 

Central  C0I0.S0.  Inc 

Central  Kureka.  Inc. 

Central  leualdad,  Inc 

Central  Jiianita.  Inc 

Ciiitral  San  J(>s<'.  Inc 

Central  San  \  icente.  IiK? 

I  entral  Victoria.  Inc    .   -      

t  ompani;*  Azucarera  del  Ciunuy,  Inc.  (Rio  LUno) 

ComiMinia  .\fUfanT«  del  Toe ... 

Cooi«-raliva  Azucarera  Ix»s  Canoe --. 

I  (iriwracion    Azucarera    Sauri    &    8ubira    (Con.«Unci« 

Ponce)   .-   ■ 

Kas'ern  Sugar  .\s.sooiates.  a  trust • 

Ki»)ardo  .Sugar  Company 

Land  Authority  of  Puerto  Rico 

NlHrio  Merendoe  Hijos  (Kuflna^ 

Mayaguei  Sugar  Com|i«ny.  Inc.  (Kochelai.<ii) 

riata  Sugar  Coniiiany 

Miller  Sugar  Company     

.-outh  Porto  Kico  Sugar  Co.  of  Puerto  Rloo -  . 

Siuv.sion  de  J()s<'  (ioiiialez  ami  Co..  S.  en  C.  ((iuamani). 

Siicpsion  de  J.  .S«>rralles  (  Merce<lita) 

Vaidivieso.  Jorge  Lucas  P.  (Pellejas) 


Mainland  allotment 


Total 
(1) 


80  percent 
(2) 


Ixiral  allotment 


Total 
(3) 


80  percent 

(4) 


Total . 


30.068 
4,3t« 
31.893 
18.432 
83,739 
41.788 
27.  y.w 
27.  S«>6 
ZJ.  720 
16.667 
41.087 
I!'.  600 
12.661 
34.724 
24,  341 

8.473 

ias,023 

90.  SM 

66.647 

36.311 

7,688 
31,209 

9,875 
74.  .S75 

8.064 
43.  7.W 

4.660 


21.574 
3.  491 
2.5,514 
14.746 
74.901 
33.44)6 
22,  .365 
22./J.1 

18.  176 
13.  :«4 
32.846 
1.5.680 
10.129 

19.  779 
10,473 

6.778 
82,418 
72,684 
Si.  318 
21.040 

6,148 
25.030 

7. '.too 
89.  (WW 

6.467 
35.007 

3.738 


IK  990 

1.4o;< 
.V..S 
787 

3,126 
918 

1..587 
15.296 

2.1173 
344 

l.K«6 
6-28 
4;)2 
277 
738 

13.880 

4 

1.278 

2.017 

628 

1.219 

0 

14,  .521 

818 

9,846 

085 


15. 192 

1,122 
452 
6.VI 

2,501 
734 

1.270 
12.2r 

1 ,  ft-''S 
27.S 

l,46y 
50-.' 
34»> 
222 
588 

638 

11,111 

3 

L022 

1,614 

.VB 

075 

0 

11.617 

654 

7,877 

778 


910,000 


728.000 


08.000 


76,000 


(b)  Producers'  marketings  under  al- 
lotments. If  settlement  with  producers 
of  sugarcane  is  made  in  sugar,  market- 
ings of  such  sugar  of  such  producers  shall 
be  charged  to  the  allotments  of  the  proc- 
essor. Each  processor  shall  reserve  a 
share  of  each  of  its  allotments  for  the 
marketings  of  each  such  producer.  Such 
share  shall  be  equal  to  the  same  percent- 
age of  the  allotment  that  the  producer's 
1948-49  crop  sugar  is  of  the  processor's 
total  production  of  1948-49  crop  sugar. 

(c>  Restrictions  on  marketing.  (1) 
Tiior  to  September  1.  1949.  each  proc- 


essor named  In  paragraph  (a)  of  this 
section,  together  with  the  producers  with 
whom  it  shares  its  allotments  under  par- 
agraph (b)  of  this  section,  is  hereby  pro- 
hibited from  bringing  Into  or  marketing 
for  entry  Into  the  continental  United 
States  for  consumption  therein,  or  from 
marketing  for  local  consumption  in 
Puerto  Rico,  any  sugar  In  excess  of  80 
percent  of  the  allotments  established  in 
paragraph  (a)  of  this  section. 

(2)  All  persons  who  acquire  raw  sugar 
for  further  processing  and  resale  as  di- 
rect-consumption sugar  are  hereby  pro- 
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hiblted  from  marketing  sugar  for  local 
consumption  in  Puerto  Rico  in  excess  of 
the  amounts  of  sugar  acquired  for  such 
purpose  within  the  limitations  specified 
in  paragraphs  (a)  and  <c>  of  this  section. 

(d)  Transfer  or  exchange  of  allot- 
ments. The  allotments  established  In 
paragraph  (a)  of  this  section,  or  pro- 
ducers' shares  thereof  e.<;tablished  under 
paragraph  <b)  of  thi.s  section  shall  not  be 
transferred  or  exchanged  without  the 
approval  of  the  Director,  Caribbean  Area. 
Production  and  Marketing  Admini-^tra- 
tion.  United  States  Department  of  A:jri- 
culture.  San  Juan.  Puerto  Rico. 

<e)  Specific  charges  against  allot- 
ments. Sugar  produced  in  Puerto  Rico 
which  is  brought  into  the  continental 
United  States  for  con.sumption  therein 
or  marketed  for  local  consumption  in 
Puerto  R'co  after  December  31.  1948.  buF 
prior  to  the  effective  date  of  this  order 
shall  be  charged  to  the  applicable  allot- 
ment of  the  processor  who  pror— "^ed  such 
sugar.  'Sec.  205,  61  Stat.  926;  7  U.  S.  C. 
Supp.  1.  1115) 

Done  at  Washington.  D.  C.  this  31st 
day  of  March  1949  Wilne.ss  my  hand 
and  the  seal  of  the  Department  of  Agri- 
culture. 


fSEALl  Charlef  F.  Brannan. 

Score  tarn. 


(P.    R.    Doc.    4&-2503:    Filed.    Apr.    4. 
8:48  a.  m.] 
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Part  81^ 


ISugar  Reg.  814.2] 
-ALLOTMirNT   OP    SUGAR    QUOTAS 


ALLOTMENT  OF  DIRECT  CXINSUMPTION  POR- 
TION OF  1949  SUGAR  QUOTA  FOR  PUERTO 
RICO 

Basis  and  purpose.  This  allotment 
order  is  issued  under  .<;ection  205  fa)  of 
the  Sugar  Act  of  1948  (herein  called 
"act">.  for  the  purpose  of  allotting  the 
portion  of  the  1949  sugar  quota  for  Puerto 
Rico  which  may  be  filled  by  direct-con- 
sumption sugar  among  persons  who 
market  such  sugar  in  the  continental 
United  States.  The  basis  and  purpose  of 
the  order  are  more  fully  explained  below. 

Omission  of  recommended  decision 
and  effective  date.  The  record  of  the 
public  hearing  regarding  the  subject  of 
this  order  shows  that  the  capacity  of 
Puerto  Rican  refineries  to  produce  di- 
rect-consumption sugar  far  exceeds  the 
sum  of  126.033  short  tons  of  such  sugar 
which  may  be  marketed  in  the  continen- 
tal United  States  under  the  act  and  the 
quantity  of  such  .sugar  needed  for  loc:  1 
consumption  in  Puerto  Rico  <R.  18.  Fx. 
4).  The  proceeding  to  which  thi.s  ord(  r 
relates  was  instituted  for  the  purpo.sc  of 
allotting  the  direct-consumption  portion 
of  the  quota  to  prevent  di.sorderly  mar- 
keting and  to  afford  all  intere.sted  per- 
sons an  equitable  opportunity  to  market 
direct-consumption  su.sar  in  the  conti- 
nental United  States  'Ex.  1'.  Some  of 
the  allotments  made  by  this  order  are 
small  and  could  be  exceeded  if  i.s.suance 
of  this  order  is  delayed.  Therefore,  it  is 
Imperative  that  this  order  become  effec- 
tive at  the  earliest  possible  date  in  order 
fu^  to  effectuate  the  purposes  of  section 
205  (a)   of  the  act.     Accordingly,  it  is 
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hereby  found  that  due  and  timely  execu- 
tion of  the  functions  imposed  upon  the 
Secretary  under  the  act  imperatively  and 
unavoidably  requires  the  omission  of  a 
recommended  decision  in  this  proceeding. 
It  is  hereby  further  found  that  compli- 
"^  ance  with  the  30-day  effective  date  re- 

quirement of  the  Administrative  Proce- 
dure Act  <60  Stat.  237)  Is  impracticable 
and  contrary  to  the  public  interest  and, 
consequently,  this  order  shall  be  effec- 
tive when  published  in  the  Federal 
Reglster. 

Preliminary  statement.  Section  207 
(b)  of  the  act  provides  that  not  more 
than  126,033  short  tons,  raw  value,  of  the 
sugar  quota  for  Puerto  Rico  for  any  caN 
endar  year  may  be  filled  by  direct-con- 
sumption sugar. 

Upder  the  provision.s  of  section  205  (a) 
of  the  act,  the  Secretary  is  required  to 
allot  a  quota  or  proration  thereof  when- 
ever he  finds  that  allotment  is  necessary 
(1)  to  assure  an  orderly  and  adequate 
flow  of  sugar  or  liquid  sugar  in  the  chan- 
nels of  interstate  commerce,  (2)  to  pre- 
vent the  disorderly  marketing  of  sugar 
or  liquid  sugar.  <3)  to  maintain  a  con- 
tinuous and  stable  supply  of  sugar  or 
liquid  sugar,  or  (4)  to  afford  all  interested 
persons  an  equitable  opportunity  to  mar- 
ket sugar  or  liquid  sugar  within  the  quota 
for  the  area.  Section  205  (a)  also  pro- 
vides that  su6h  allotment  shall  be  made 
after  .such  hearing  and  upon  such  notice 
as  the  Secretary  may  by  regulation  pre- 
scribe. 

On  January  3,  1949,  the  Acting  Secre- 
tary, pursuant  to  the  applicable  rules 
of  practice  and  procedure  (7  CFR  801.1 
et  seq.>  issued  a  notice  of  a  public 
hearing  to  be  held  in  San  Juan,  Puerto 
Rico,  on  January  20,  1949,  for  the  pur- 
pose of  receiving  evidence  to  enable  him 
to  make  a  fair,  eflBcient,  and  equitable 
distribution  of  the  direct-consumption 
portion  of  the  1949  sugar  quota  for  Puerto 
Rico. 

A-s  stated  above,  the  act  reqtiires  a 
preliminary  finding  of  necessity  for  h1- 
lotment  »«  a  condition  prfC(*d*>nt  to  the 
railing  of  •  hearimt  Accordingly,  thr 
nottcr  of   hrarlng   provided  in  part  »» 
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counsel  for  Central  Roig  Refining  Com- 
pany (herein  called  Roig)  and  Western 
Sugar  Refining  Company  (herein  called 
Western)  and  counsel  for  the  Govern- 
ment of  Puerto  Rico  expressed  the  view 
that  section  207  (b)  of  the  act,  which  con- 
tains the  limitation  on  the  entry  of 
Puerto  Rican  direct-consumption  sugar 
into  the  continental  United  States,  is  un- 
constitutional. Counsel  referred  to  the 
brief  filed  in  "Central  Roig  Refining  Com- 
pany and  Western  Sugar  Refining  Com- 
pany v.  Secretary  of  Agriculture"  (de- 
cided November  24,  1948  >  in  the  UnitM 
States  Court  of  Appeals  for  the  District 
of  Columbia,  for  the  reasons  supporting 
this  view.  Accordingly,  counsel  for  Roig 
and  Western  objected  to  the  proposed 
action  and  enforcement  of  section  207 
(b)  of  the  act,  but  stated  that  they  would 
participate  fully  in  the  hearing  in  order 
to  protect  their  right  to  allotments,  re- 
serving the  right  to  raise  in  appropriate 
court  action  the  question  of  the  validity 
of  this  proceeding  and  any  order  issued 
In  connection  therewith.  Counsel  for 
Porto  Rican  American  Sugar  Refinery. 
Inc.  (herein  called  Porto  Rican  Ameri- 
can) and  counsel  for  the  Government  of 
Puerto  Rico  similarly  reserved  such  right. 

With  respect  to  the  necessity  for  mak- 
ing allotments  the  "overnment  witness 
stated  that  the  approximate  annual  plant 
capacity  for  Puerto  Rican  refiners  is  in 
excess  of  450,000  short  tons  of  sugar  based 
on  1948  production  rates  (R.  18.  Ex.  4>. 
Prom  75.000  to  90,000  short  tons  of  re- 
fined suear  are  distributed  annually  for 
consumption  in  Puerto  Rico,  while  126.033 
short  tons  of  direct-consumption  sugar, 
most  of  which  is  refined,  may  be  marketed 
In  the  continental  United  States.  The 
total  of  such  marketings  is  well  below  the 
•~-andicated  capacity  of  the.se  refiners.  In 
view  of  this  situation  the  Secretary  of 
Agriculture  found  that  allotments  are 
necessary  to  prevent  disorderly  market- 
ing and  to  as.sure  each  refiner  Its  fair 
share  of  the  continental  market  for 
Puerto  Rican  direct-consumption  suuar 
<R  18 »  This  testmK'ny  on  the  nrcruuty 
for  all<>im''rtt^  in  1M9  was  supported  bjr 
•11  »itn»  living  on  ttoi 

•  R   11    li    ..^ 

With  r<  ptct  to  thr  Wkmnntr  tn 


consumption  sugar  Into  the  continental 
United  States;  and  that  the  "ability  to 
market"  standard  be  measured  by  entries 
of  direct-consumption  sugar  into  the 
continental  United  States  during  the  cal- 
endar year  1948  iR.  20).  The  Govern- 
ment witness  testified  that  in  prior  years 
the  Department  of  Agriculture  had 
deemed  the  proportionate  shares  stand- 
ard inapplicable  to  the  allotment  of  the 
direct-consumption  portion  of  the  Puerto 
Rican  sugar  quota  for  the  reason  that  it 
was  understood  to  relate  only  to  sugar 
which  resulted  directly  from  the  process- 
ing of  sugarcane.  The  witness  stated 
that,  since  the  court  in  the  Roig  case 
interpreted  this  standard  as  applicable 
in  all  allotments,  it  is  includec".  as  a  part 
of  the  Government  proposal.  It  was 
proposed  that,  since  the  three  largest  re- 
finers in  Puerto  Rico  do  not  process  sugar 
directly  from  sugarcane,  this  standard  be 
measured  by  the  quantity  of  refined  susar 
produced  entirely  from  sugarcane  or  raw 
sugar  derived  from  sugarcane  to  which 
proportionate  shares  pertained.  More- 
over, since  the  direct-consuinption  susar 
produced  in  1948  is  also  used  in  measur- 
ing both  past  marketings  and  ability  to 
market  in  the  Government  proposal,  only 
10  percent  weight  was  proposed  for  the 
proportionate  shares  standard   >R.  20  •. 

It  was  pointed  out  that  the  court  stated 
In  the  Roig  ca.se  that  "past  marketings" 
should  be  measured  by  recent  marketings 
and  indicated  that  consideration  of  mar- 
ketings for  more  than  six  years  past  was 
not  permitted  by  the  act,  and  that  if 
ability  to  market  Is  measured  by  actual 
performance,  the  most  recent  year  af 
such  performance  should  be  used.  Ac- 
cordingly, the  Government  proposal  u'^ed 
marketings  In  the  past  six  years  to  meas- 
ure past  marketings  and  the  1948  mar- 
ketings to  measure  ability  to  market. 
The  witne.ss  then  proposed  that  sine** 
there  was  no  apparent  rea.son  foi-  dlff«r- 
ent  welRhts.  these  two  .standards  h»rl 
been  welKhted  equally  at  45  percent  R 
21-22» 

The  mitnf>^s  for  Rots  «ktgted  that  du*- ' 
the  ff^trictive  allotmrnta  e«.ta»>lJ-h»^  ' 
Pti*Tf')  Riro  Suiear  Order   II     13  r    I 

RnM  in  the  mmnmtmn^  Xftmt4  **•'• 

IMl  9^rr  iKil  reprr«»«i«t>vr  ol  > 

on  •itrti  I* 
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Tuesday,  April  5,  1949 

proposal  (1)  proportionate  shares  would 
be  mea.sured  by  the  amount  of  refined 
sugar  produced  by  the  allottee  from 
.sugarcane  processed  by  it  or  by  an  affil- 
iated raw  .sugar  mill;  (2)  an  allotment 
order  would  be  presumed  to  have  been  in 
effect  in  1948  which  the  witnesses  consid- 
ered to  be  in  keeping  with  the  court  deci- 
sion sub.sequently  rendered  and,  for  pur- 
poses of  measuring  j^ast  marketings  and 
ability  to  market,  1948  marketings  would 
be  a.ssumed  to  have  been  equal  to  the 
allotments  calculated  under  .such  order; 
and  (3)  the  Government  proposal  would 
be  followed  in  other  details  (R.  119,  120, 
Exs.  10.  11  >. 

The  other  propo.sal  differed  from  the 
first  Wi  that  <1)  1947  processings  would 
be  used  to  measure  proportionate  shares; 
i2»  average  marketings  for  the  years 
1943-47,  inclusive,  would  be  used  to 
mea.sure  past  marketings;  and  (3)  1947 
marketings  would  be  used  to  measure 
ability  to  market  (R.  121,  122,  Ex.  12'. 

The  witness  for  South  Porto  Rico 
Sugar  Company  propcscd  that  propor- 
tionate shares  be  given  a  weight  of  at 
li-a.st  20  percent  and  that  the  other  two 
.--tandards  be  weighted  equally  'R.  124). 

The  witne.ss  for  Porto  Rican  American 
submitted  an  allotment  proposal  where- 
in '  1 )  the  proportionate  shares  standard 
V  ould  be  mea.sured  by  the  quantity  of 
rttined  sugar  marketed  in  the  conti- 
nental United  States  in  1948;  <2)  the 
ability  standard  wqjald  be  measured  by 
uther  the  1948  marketings  of  direct- 
con.sumption  sugar  in  the  continental 
United  States  or  the  highest  marketings 
of  such  sugar  in  any  year  since  1934;  and 
3)  the  past  marketings  standard  would 
be  measured  by  the  average  marketings 
I  f  direct -consumption  .sugar  In  the  con- 
tinental United  6tate.s  for  the  years  1938. 
1939.  1940.  1941.  1947,  and  1948  The 
jkiinevs  then  prop<».Ned  that  ihevt-  vtand- 
itrds  .so  m«**Mired  b**  weighted  in  th* 
manner   proposed   by   the  Oovemment 

of   llM  Ml  r«o4i  Ml   pMtMMUt    port    M 
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that  term  plainly  Includes  marketings 
within  the  last  half-dozen  years  or  at 
least  the  more  recent  of  them  and  that 
It  is  doubtful  whether  the  term  includes 
anything  else.  Accordingly,  all  three 
standards  are  used  as  a  basis  for  this 
order.  In  order  to  provide  a  fair,  efB- 
cient,  and  equitable  distribution  of  that 
portion  of  the  quota  to  be  allotted,  the 
proportionate  shares  standard  is  given  a 
weighting  of  10  percent  and  the  other 
two  standards  are  given  equal  weightings 
of  45  percent. 

The  proF>ortionate  shares  standard  has 
heretofore  been  Interpreted  to  relate  to 
the  initial  processings  of  sugar  from 
sugarcane.  The  three  largest  refiners  in 
Puerto  Rico  had  no  such  processings  and 
it  was  determined  that  this  standard 
should  be  given  no  weight  in  the  estab- 
lishment of  previous  allotments.  In  the 
Roig  case  the  court  stated  that  this  con- 
struction of  the  act  is  not  the  only  pos- 
sible construction.  Therefore.  In  this  or- 
der this  standard  ha.  been  measured  by 
the  quantity  of  refined  sugar  produced 
by  each  refiner  during  the  twelve  month 
period  ended  October  31.  1948.  from 
sugarcane  or  raw  sugar  derived  from 
sugarcane  to  which  proportionate  shares 
pertained. 

The  best  and  most  practical  mea.sure 
of  ability  is  the  actual  performance  as 
reflected  in  shipments  of  direct-con- 
sumption sugar  to  the  continental  United 
States.  The  court  has  Indicated  that 
where  actual  performance  Is  used  only 
current  performance  may  be  considered 
and  that  such  performance  should  be 
performance  in  the  Immediately  preced- 
ing year  Con.s«quently.  ability  to  mar- 
ket ha.s  bemi  measured  by  the  marketings 
of  direct -consumption  5UK»r  In  the  con- 
t mental  United  Statn  during  the  calen- 
dar  year  1948 
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equipped  to  produce  In  1949  Is  more  than 
twice  the  sum  of  the  quantity  of  direct- 
consumption  sugar  which  may  be 
bronght  Into  the  continental  United 
States  during  1949  and  the  quantity 
needed  for  local  consumption  In  Puerto 
Rico  during  1949. 

3.  The  three  largest  refiners  in  Puerto 
Rico  do  not  process  raw  sugar  from 
sugarcane.  TTierefore,  the  quantity  of 
raw  sugar  proces.sed  from  .sugarcane  to 
which  proportionate  shares  pertained 
does  not  afford  a  fair  and  equitable 
measure  of  the  proportionate  shares 
standard. 

4.  The  best  available  measure  of  the 
proportionate  shares  .standard  for  each 
refiner  Is  the  total  production  of  refined 
or  turbinado  sugar  for  the  twelve-month 
period  ended  October  31,  1948.  from 
sugarcane  or  raw  rugar  produced  from 
sugarcane  to  which  proportionate  shares 
pertained.  Such  production  data  are 
shown  in  column  1  of  the  table  below. 

5.  The  use  of  plant  capacity  does  not 
afford  a  fair  and  equitable  measure  of  the 
ability  of  Puerto  Rican  refiners  to  mar- 
ket direct-con.sumption  sugar  in  the  con- 
tinental United  States. 

6.  The  be.'^t  available  measure  of  the 
past  marketings  standard  for  each  re- 
finer Is  the  average  marketings  of  direct- 
con.sumption  sugar  in  the  continental 
United  States  durinc  the  years  1943-<»8. 
Inclu.sive.  Such  marketings  are  shown  In 
column  2  of  the  table  below 

7.  The  best  available  mea.sure  of  the 
ability  standard  for  each  refiner  1»  the 
quantity  of  direct -consumption  Migar 
marketed  In  the  continental  United 
States  during  the  ral'-ndar  year  1948 
Such  marketings  are  '>bown  In  column  3 
of  the  table  below 
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hereby  found  that  due  and  timely  execu- 
tion of  the  functions  imposed  upon  the 
Secretary  under  the  act  imperatively  and 
unavoidably  requires  the  omission  of  a 
recommended  decision  in  this  proceedmR. 
It  is  hereby  further  found  that  compli- 
ance with  the  30-day  effective  date  re- 
quirement of  the  Administrative  Proce- 
dure Act  '60  Stat.  237)  is  impracticable 
and  contrary  to  the  public  interest  and, 
consequently,  this  order  shall  be  effec- 
tive   when    published    in    tlie    Fkder\l 

REr,I->TER 

Prclirmuary  .statement.  Section  207 
<bt  of  the  act  prcrvides  that  not  more 
than  126.033  short  tons,  raw  value,  of  the 
suRar  quota  for  Puerto  Rico  for  any  cal- 
endar year  may  be  filled  by  direct -con- 
sumption sugar. 

U.'der  the  provisions  of  section  205  ia> 
of  the  act.  the  Secretary  is  required  to 
allot  a  quota  or  proration  thereof  when- 
ever he  finds  that  allotment  is  nece>sary 
( 1  >  to  a.ssure  an  orderly  and  adequate 
flow  of  sutiar  or  liquid  sugar  in  the  chan- 
nels of  interstate  commerce.  t2i  to  pre- 
vent the  disorderly  marketing  of  sugir 
or  liquid  sugar.  i3»  to  maintain  a  con- 
tinuous and  stable  supply  of  sur^ar  or 
liquid  sugar,  or  <  4  •  to  afford  all  interested 
persons  an  equitable  opportunity  to  mar- 
ket sugar  or  liquid  sugar  within  the  quota 
for  the  area.  Section  205  <a)  also  pro- 
vides that  su6h  allotment  shall  be  made 
after  such  hearing  and  upon  such  notice 
as  the  Secretary  may  by  regulation  pre- 
scribe. 

On  January  3.  1949.  the  Acting  Secre- 
tary, pursuant  to  the  applicable  rules 
of  practice  and  procedure  (7  CFR  801.1 
et  seq.)  issued  a  notice  of  a  public 
hearing  to  be  held  in  San  Juan.  Puerto 
Rico,  on  January  20,  1949.  for  the  pur- 
pose of  receiving  evidence  to  enable  him  -^ 
to  make  a  fair,  efficient,  and  equitable 
distribution  of  the  direct-consumption 
portion  of  the  1949  sugar  quota  for  Puerto 
Rico. 

As  stated  above,  the  act  requires  a 
preliminary  finding  of  necessity  for  al- 
lotment as  a  condition  precedent  to  the 
calhng  of  a  hearing.  Accordingly,  the 
notice  of  hearing  provided  in  part  as 
follows . 

Pursu.mt  to  the  authority  containcci  m  the 
Sugar  Act  li  1948  (61  Stat.  92:.')  and  iii  ac- 
cordance with  the  applicable  rules  v{  pr.ic- 
tlce  and  procedure  i  12  F.  R.  8225.  13  F.  H. 
127.  2003).  and  on  the  b.nsis  of  Inforn^.ation 
before  nie.  I.  Charles  F.  Brannan.  Secretary 
of  Agriculture,  do  hereby  find  that  the  al- 
lotment of  the  1949  sugar  quota  for  Puerto 
Rico  for  con.sumptlon  in  the  continental 
United  States.  incUidnig  the  allotment  of  the 
direct  consumption  portion  thereof,  and  the 
1949  suk'ar  quota  for  local  consimiption  in 
Puerto  Rico  is  neces.sary  to  prevent  disorderly 
marketmi;  and  importation  of  such  sugar  and 
to  afford  all  interested  persons  an  equitable 
opportunity  to  market  such  sugar  in  the  con- 
tinental ITnitod  Slates  and  Puerto  Rico,  re- 
Bijectively.  and  hereby  pivc  notice  that  public 
hearings  will  be  held  at  San  Juan.  Puerto 
Rico,  in  the  auditorium  of  the  SchiKil  of 
Tropical  Medicine  on  January  18  and  20 
1949.  at  IOajO  a.  m. 

The  hearing  was  held  at  San  Juan, 
Puerto  Ric-o,  on  the  date  specified  in  the 
notice.  ^ 

Swn  mary  of  eiidet^e.  Before  present- 
ing any  testimony  on  the  matter  of  al- 
lotting the  direct -con.sumption  portior^^f 
the  1949  sugar  quota  for  Puerto  Rico, 
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coun.sel  for  Central  Roig  Refining  Com- 
pany (herein  called  Roig)   and  Western 
Sugar  Refining  Company  (herein  called 
Western  •    and  counsel  for  the  Govern- 
ment of  Puerto  Rico  expressed  the  view 
that  section  207  •  b  >  of  the  act,  which  con- 
tains  the   limitation   on   the   entry   of 
Puerto  Rican  direct-consumption  sugar 
into  the  continental  United  States,  is  un- 
constitutional.    Counsel  referred  to  the 
brief  filed  in  "Central  Roig  Refining  Com- 
pany and  We-tern  Sugar  Refining  Com- 
pany V.  Secretary  of  Agriculture"    "de- 
cided November  24.  1948'  in  the  Unit^d 
States  Court  of  Appeals  for  the  Di-trict 
of  Columbia,  for  the  reasons  .supporting 
this  vi»nv.     Accordingly,  counsel  for  Roi;: 
and  Western  objected  to  the  proposed 
action   and  enforcement  of  section  207 
<b)  of  the  act.  but  stated  that  they  would 
participate  fully  in  the  hearing  in  order 
to  protf'Ct  their  right  to  allotments,  re- 
serving the  riuht  to  raise  in  appropriate 
court  action  the  question  of  the  validity 
of  this  proceeding  and  any  order  issued 
in    connection    therewith.     Counsel    for 
Porto  Rican  American  Sugar  Refinery, 
Inc.   (herein  called  Porto  Rican  Ameri- 
can) and  counsel  for  the  Government  of 
Puerto  Rico  similarly  reserved  such  right. 
With  respect  to  the  necessity  for  mak- 
ing allotments  the  '  overnment  witness 
stated  that  the  approximate  annual  plant 
capacity  for  Puerto  Rican  refiners  is  in 
excess  of  450.000  short  tons  of  sugar  based 
on  1948  production  rates  (R.  18.  Ex.  4'. 
Prom  75.000  to  90.000  short  tons  of  re- 
fined sUTar  are  distributed  annually  for 
consumption  in  Puerto  Rico,  while  126.033 
short  tons  of  direct-consumption  sugar, 
most  of  which  is  refined,  may  be  marketed 
in  the  continental  United  States.      The 
total  of  such  marketings  Is  well  below  the 
-indicated  capacity  of  these  refiners.    In 
view  of  this  situation  the  Secretary  of 
Agriculture   found   that   allotments   are 
necessary  to  prevent  disorderly  market- 
ing and  to  assure  each  refiner  its  fair 
share    of    the    continental    market    for 
Puerto  Riran  direct-consumption  sugar 
(R.  181.  This  testrmony  on  the  necessity 
for  allotments  in  1949  was  supported  by 
all  witnes.-es  testifying  on  this  question 
(R.  11-15.  156'. 

With  respi  ct  to  the  manner  in  which 
allotments  should  be  made,  the  Govern- 
ment v.itness  proposed  the  allotment  of 
the  126.033  short  tons  (except  for  a  small 
unallotted  reserve  for  marketing  Puerto 
Rican  raw  sugar  for  direct-con.sumption 
equal  to  the  quantit'-  so  marketed  in 
1948 »  on  the  basis  of  the  three  standards 
provided  in  section  205  (a»  of  the  act. 
gamely,  processings  of  sugar  from  sugar 
cane  to  which  proportionate  shares  per- 
tained, past  marketings,  and  ability  to 
market  such  sugar  (R.  19'. 

It  was  proposed  that  a  10  percent 
weight  be  given  the  standard  "process- 
ings of  sugar  •  •  •  from  •  •  • 
sugarcane  to  which  proportionate  shares 
•  •  *  pertained"  and  that  a  45  per- 
cent weight  be  given  to  each  of  the  other 
two  standards  (R.  19).  The  witness  then 
proposed  that  for  each  refiner  the  "pro- 
portionate shares"  standard  be  measured 
by  total  production  of  refined  and  tur- 
binado  sugar  for  the  12-month  period 
ended  October  31.  1948;  that  the  "past 
marketings"  standard  be  measured  by 
1943-48  average  annual  entries  of  direct- 


consumption  sugar  into  the  continental 
United  States:  and  that  the  ".ibility  to 
market"  standard  be  measured  by  entries 
of    direct-consumption    sugar    into    the 
continental  United  States  durinu  the  cal- 
endar year  1948  (R.  20'.     The  Govern- 
ment witness  testified  that  in  prior  years 
the     Department     of     Agriculture     had 
deemed  the  proportionate  shares  stand- 
ard inapplicable  to  the  allotment  of  the 
direct-consumption  portion  of  th-  Puerto 
Rican  sugar  quota  for  the  reason  that  it 
was  understood  to  relate  only  to  sugar 
which  resulted  directly  from  the  proces>- 
ing   of   sugarcane.     The   witnc-s   stated 
that,  since  the  court   in  the  Roig  case 
interpreted  this  standard  as  applicable 
in  all  allotments,  it  is  includei'  as  a  part 
of    the    Government    proposal.     It    was 
proposed  that,  since  the  three  largest  re- 
finers in  Puerto  Rico  do  not  proce-s  sugar 
directly  from  sugarcane,  this  standard  be 
measured  by  the  quantity  of  refined  sugar 
produced  entirely  from  sugarcane  or  raw 
sugar  derived  from  sugarcane  to  which 
proportionate  shares  pertained      More- 
over, since  the  direct -consumption  sugar 
producf>d  in  1948  is  also  used  in  measur- 
inu'  both  past  marketings  and  ability  to 
market  in  the  Government  proposal,  only 
10  percent  weight  was  proposed  for  the 
proportionate  shares  standard    'R.  20'. 
It  was  pointed  out  that  the  court  stated 
in  the  Roig  case  that  "past  marketings" 
should  be  measured  by  recent  marketings 
and  indicated  that  consideration  of  mar- 
ketings for  more  than  six  years  pa4  was 
not   permitted  by  the  act.  and   that   if 
ability  to  market  is  measured  by  actual 
performance,   the   most   recent   year   of 
such  performance  should  be  used.     Ac- 
cordingly, the  Government  proposal  used 
marketings  in  the  past  six  years  to  meas- 
ure past  marketings  and  the  1948  mar- 
ketings  to   mea.sure   ability   to   market. 
The   v.itne.ss   then   proposed   that   since 
there  was  no  apparent  reason  fur  differ- 
ent  weights,   the.se   two   standards    had 
been  weighted  equally  at  45  percent  (R 
21-22). 

The  witne.ss  for  Roig  stated  that  due  to 
the  restrictive  allotments  established  by 
Puerto  Rico  Sugar  Order  18  '13  P.  R. 
310'  the  marketings  of  refined  .'^iigar  by 
Roig  in  the  continental  United  States  in 
1948  were  not  representative  of  the  abil- 
ity of  that  company  to  market  such  sugar. 
He  further  stated  that  in  view  of  this, 
any  allotment  based  in  part  on  such  mar- 
ketings would  be  Inequitable  and  unfair 
to  hi>  company.  The  witness  stated, 
howrver,  that  insofar  as  the  weightings 
thcm-^^elves  are  concerned,  the  Govern- 
ment proposal  would  produce  fair  and 
equitable  results  iR    77.  85.  8G'. 

The  witness  for  Western  testified  that 
although  his  company  usually  refined  all 
the  raw  sugar  produced  by  its  affiliate. 
Central  Igualdad,  during  the  year  1948 
Western  refined  some  10.000  tons  less 
than  Igualdad's  outturn  because  of  Order 
18  (R.  101'.  The  witness  fiuther  testi- 
fied that  he  did  not  regard  the  actual 
marketings  of  refined  sugar  by  Western 
or  Roig  during  1948  as  representative  of 
their  ability  to  market  on  the  mainland, 
but  that  the  weightings  proposed  by  the 
Government  witness  were  equitable  (R. 
103-106 ) .  Witnesses  for  Roig  and  West- 
ern then  submitted  joint  proposals  for 
1949  allotments   (Ex.    11.   12'.    In   one 


TucsHfW,  April  5,  1949 

proposal  <  1  >  proportionate  shares  would 
be  measured  by  the  amount  of  refined 
suvar  produced  by  the  allottee  from 
sugarcane  processed  by  it  or  by  an  affil- 
iated raw  sugar  mill;  (2)  an  allotment 
order  would  be  presumed  to  have  been  in 
« fleet  in  1948  which  the  witnes.ses  consid- 
ered to  be  in  keeping  with  the  court  deci- 
sion subsequently  rendered  and.  for  pur- 
post  .  of  measuring  *>ast  marketings  and 
ability  to  market.  1948  marketings  would 
be  assumed  to  have  been  equal  to  the 
allotments  calculated  under  .such  order; 
and  '3)  the  Government  proposal  would 
be  followed  in  other  details  (R.  119,  120, 
Ex<    10.  11'. 

The  other  proposal  differed  from  the 
first  in  that  <1)  1947  processincs  v.ould 
be  used  to  measure  proportionate  shares; 
(2'  average  marketings  for  the  years 
1943-47.  inclusive,  would  be  u^ed  to 
measure  past  marketings;  and  <3)  1947 
marketings  would  be  used  to  measure 
ability  to  market  (R.  121.  122.  Ex.  12  ' . 

The    witness    for    South    Porto    Rico 
Sugar  Company  proposed  that  prop<:)r- 
tionate  shares  be  given  a  weight  of  at 
least  20  percent  and  that  the  other  two 
standards  be  weighted  equally  'R.  124'. 
The  witness  for  Porto  Rican  American 
submitted  an  allotment  proposal  where- 
in '  1 '  the  proportionate  shares  standard 
would  be  mea.sured  by  the  quantity  of 
rtflned   sugar   marketed   in    the   conti- 
nental  United   States   in   1948;    '2)    the 
ability  standard  wqjjld  be  measured  by 
either   the    1948   marketings   of   direct- 
con.sumption   sugar   in   the   continental 
United  States  or  the  highest  marketings 
of  such  .sugar  in  any  year  since  1934;  and 
(3)  the  past  marketings  standard  would 
be  measured  by  the  average  marketings 
of  direct-consumption  sugar  In  the  con- 
tinental United  States  for  the  years  1938. 
1939,    1940.    1941,    1947,  and   1948.     The 
witness  then  propo.sed  that  these  stand- 
ards so  measured   be  weighted   in   the 
manner   proposed   by   the  Government 
witness. 

Basis  of  allotment.  Section  205  (a' 
of  the  act  reads  in  pertinent  part  as 
follows: 

•  •  •  Allotment«  shall  be  made  in  such 
manner  and  In  such  amounts  as  to  provide 
a  fair,  efficient,  and  equitable  distribution 
of  such  quota  or  proration  thereof,  by  taking 
Into  consideration  the  processings  of  sugar 
or  liquid  sugar  from  sugar  beets  or  sug;u- 
cane  to  which  proportionate  shares,  deter- 
mined pursuant  to  the  provisions  of  subeec- 
tlon  (b)  of  section  302,  pertained;  the  past 
marketings  or  Importations  of  each  such 
person;  and  the  ability  of  such  person  to 
market  or  Import  that  portion  of  such  quota 
or  proration  thereof  allotted  to  him.    •     •     • 

In  previous  allotments  of  the  direct- 
consumption  portion  of  the  Puerto  Rican 
sugar  quota  it  was  determined  that  the 
proportionate  shares  standard  v,as  not 
applicable  and  its  use  was  not  considered 
mandatory  (Puerto  Rico  Sucar  Orders 
No.  13  and  18.  R.  19.  20).  In  the  Roig 
case  the  court  stated  that  the  act  re- 
quired that  this  standard  as  well  as  the 
other  two  standards  be  given  effect  in 
making  any  allotment.  The  court  also 
held  that  the  ability  to  be  measured  is 
current  ability  and  if  performance  is  to 
be  the  mea.sure  it  mast  be  current  per- 
formance. Further,  with  respect  to  the 
past  marketings  standard  the  court  said 
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that  term  plainly  Includes  marketings 
within  the  last  half-dozen  years  or  at 
least  the  more  recent  of  them  and  that 
it  is  doubtful  whether  the  term  includes 
anything  else.  Accordingly,  all  three 
standards  are  used  as  a  basis  for  this 
order.  In  order  to  provide  a  fair.  efQ- 
cient.  and  equitable  distribution  of  that 
portion  of  the  quota  to  be  allotted,  the 
proportionate  shares  standard  Is  given  a 
weighting  of  10  per-,  ent  and  the  other 
two  standards  are  given  equal  weightings 
of  45  percent. 

The  proportionate  shares  standard  has 
heretofore  been  interpreted  to  relate  to 
tlie  initial  processings  of  sugar  from 
sugarcane.  The  three  largest  refiners  In 
Puerto  Rico  had  no  such  proce.ssings  and 
it  was  determined  that  this  standard 
should  be  given  no  weight  in  the  e.-tab- 
lishment  of  previous  allotments.  In  the 
Roig  ca.se  the  court  stated  that  this  con- 
struction of  the  act  is  not  the  only  pos- 
sible construction.  Therefore,  in  this  or- 
der this  standard  ha  been  measured  by 
the  quantity  of  refined  sugar  produced 
by  each  refiner  during  the  twelve  month 
period  ended  October  31,  1948.  from 
sugarcane  or  raw  sugar  deriv.'d  from 
sugarcane  to  which  proportionate  shares 
pertained. 

The  best  and  most  practical  measure 
of  ability  is  the  actual  performance  as 
reflected  in  shipments  of  direct-con- 
.sumption sugar  to  the  continental  United 
States.  The  court  has  indicated  that 
where  actual  performance  is  used  only 
current  performance  may  be  considered 
and  that  such  performance  should  be 
performance  in  the  immediately  preced- 
ing year.  Consequently,  abihty  to  mar- 
ket has  been  measured  by  the  marketings 
of  direct-consumption  sugar  in  the  con- 
tinental United  States  during  the  calen- 
dar year  1948. 

For  reasons  stated  in  Puerto  Rico 
Sugar  Order  No.  18.  the  years  1942-47, 
inclusive,  were  not  considered  represent- 
ative of  past  marketings  of  the  Puerto 
Rican  refiners  and,  accordingly,  the  mar- 
ketings during  those  years  were  not 
u.<ed  in  the  establishment  of  1948  al- 
lotments. The  court  has  con.strued  the 
act  as  requiring  the  use  of  recent  mar- 
ketings for  a  period  not  exceeding  .six 
years.  Indicating  that  a  shorter  recent 
period  would  be  pt>rmi.ssible.  In  view  of 
this  decision  the  use  of  the  average  mar- 
ketings for  the  past  six  years  is  deemed 
to  be  the  best  available  measure  of  past 
marketings. 

During  the  calendar  year  1948,  a  to- 
tal of  922  short  tons  of  Puerto  Rican  raw 
sugar  was  marketed  for  direct-consump- 
tion In  the  continental  United  States. 
It  Is  not  considered  practicable  to  allot 
thi.'i^mall  quantity  to  the  numerous  raw- 
sugar  mills.  Such  an  allotment  would 
disrupt  customary  trade  practices  and 
Interfere  with  the  efficient  distribution 
of  such  sugar.  Therefore,  this  quantity 
has  been  set  aside  as  a  reserve  for  the 
marketings  of  such  <ugar. 

Findinqs.  On  the  basis  of  the  record 
of  the  hearing,  I  hereby  find  that: 

1.  The  potential  capacity  of  Puerto 
Rican  refiners  to  produce  direct-con- 
sumption sugar  during  the  calendar  year 
1949  is  approximately  450,000  short  tons. 

2.  The  amount  of  direct-consumption 
sugar  which  Puerto  Rican  refiners  are 
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equipped  to  produce  in  1949  is  more  than 
twice  the  sum  of  the  quantity  of  direct- 
consumption  sugar  which  may  be 
bronght  into  the  continental  United 
States  during  1949  and  the  quantity 
needed  for  local  con.sumption  in  Puerto 
Rico  during  1949. 

3.  The  three  largest  refiners  in  Puerto 
Rico  do  not  process  raw  sugar  from 
sugarcane.  Therefore,  the  quantity  of 
law  sugar  processed  from  .sugarcane  to 
which  proportionate  shares  pertained 
does  not  afford  a  fair  and  equitablt^ 
measure  of  the  proportionate  shares 
standard. 

4.  The  best  available  measure  of  the 
proportionate  shares  standard  for  each 
refiner  is  the  total  production  of  refined 
or  turbinado  sugar  for  the  twelv. -month 
period  ended  October  31.  1948.  fiom 
sugarcane  or  raw  nigar  produced  from 
sugarcane  to  which  proportionate  shares 
pertained.  Such  production  data  are  • 
shown  in  column  1  of  the  table  below. 

5.  The  use  of  plant  capacity  does  not 
afford  a  fair  and  equitable  measure  of  the 
ability  of  Puerto  Rican  refiners  to  mar- 
ket direct-consumption  sugar  in  the  con- 
tinental United  States. 

6.  The  be.st  available  measure  of  the 
past  marketings  standard  for  eacli  re- 
finer Is  the  average  marketings  of  direct- 
consumption  sugar  in  the  continental 
United  States  during  the  years  1943-"»3, 
Inclusive.  Such  marketings  are  shown  in 
column  2  of  the  table  below. 

7.  The  best  available  measure  of  the 
ability  standard  for  each  refiner  is  the 
quantity  of  direct-consumption  sugar 
marketed  in  the  continental  United 
States  during  the  calendar  year  1948. 
Such  marketings  are  shown  in  column  3 
of  the  table  below. 

8.  A  small  part  of  the  direct-consump- 
tion portion  of  the  Puerto  Rican  sugar 
quota  is  normally  marketed  in  the  con- 
tinental United  States  as  raw  sugar  for 
direct  -  consumption.  The  quantity 
brought  in  during  1948  wa.s  922  short  tons 
and  a  like  amount  is  sufficient  for  1949. 

RFKINr.n    AVD    TrRPINAI><>    St.:aF     I'KOD' ctK'N    AM> 
M.M  K!  TIM..S 
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Conclusions.  On  the  basis  of  the  fore- 
going and  after  the  ccniideration  of  the 
briefs  submitted  by  intcrc:tei  persons 
following  the  hearing.  I  he.  eby  detcrminQ 
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and  conclude  that  d)  the  allotment  of 
the  direct-consumption  portion  of  the 
1949  sunar  quota  for  Puerto  Rico  is  nec- 
essary to  prevent  disorderly  marketin^^of 
such  sugar  and  to  afford  all  Interested 
persons  an  equitable  opportunity  to  mar- 
ket such  sugar  in  the  continental  United 
States;  (2)  in  order  to  make  a  fair,  efiB- 
cient.  and  equitable  distribution  of  the 
direct-consumption  portion  of  such 
quota,  as  required  by  section  205  (a)  of 
the  act,  allotments  should  be  made  by 
Rlvlns  a  weighting  of  10  percent  to  the 
proportionate  shares  standard,  meas- 
ured by  each  refiner's  total  production  of 
direct-consumption  sugar  for  the 
twelve-month  period  ended  October  31, 
1948,  by  giving  a  weighting  of  45  percent 
to  past  marketings,  measured  by  the  an- 
nual av('r;ige  of  such  markptings  by  each 
refiner  during  the  period  1943-48,  inclu- 
.sive,  and  by  giving  a  weighting  of  45  per- 
cent to  ability  to  market,  measured  by 
the  marketings  by  each  refiner  of  direct - 
consumption  sugar  in  the  continental 
United  States  during  the  calendar  year 
1948;  and  (3>  an  unallotted  reserve  of  922 
short  tons  of  sugar,  raw  value,  should  be 
set  aside  for  persons  who  market  raw 
.«^ugar  in  th  continental  United  States 
for  direct -consumption. 

Order.  Pursuant  to  the  authority 
vested  in  the  Secretary  of  Agriculture  by 
section  205  <a>  of  the  act,  it  is  hereby 
ordered : 

§  814  2  Allotment  of  the  direct-con- 
sumpfiori  portion  of  1949  svgar  quota  for 
Puerto  R'eo — la)  Allotments.  The  di- 
rect-consumption portion  of  the  1949 
sugar  quota  for  Puerto  Rico  <  126.033 
short  tons,  raw  value)  is  hereby  allotted 
as  follows: 

Direct-con.<sumption 
allotment  (short 
Refiner  tonn.  raw  vaUie) 

Arturo  Lluberas,  Estate  of,  y  Sobrlnos 

(S.in   FYanclsco) 744 

Central  A'^ulrre  Sugar  Co.,  a  trust 4.  241 

Central  Rolsr  Refining  Co 22.386 

Porto     Rlcan      American      Refinery. 

Inc.-      75.670 

South      Porto      Rico      Sugar      Co. 

(Ouanira) 1.419 

Western  Sugar  Refining  Co 20,651 

Total 125.  Ill 

Unallotted  reserve  for  marketing  of 

raw  sugar  for  direct-consumption.  922 

126.  033 

(b)  Restrietions  on  shipment.  Each 
allottee  named  In  paragraph  (a>  of  this 
.section  is  hereby  prohilaited  from  bring- 
ing into  the  continental  United  States, 
for  consumption  therein,  during  the  cal- 
endar year  1949  any  direct-con.sumption 
sugar  from  Puerto  Rico  (except  such 
amount  of  raw  sugar  as  may  be  marketed 
within  the  unallotted  reserve)  in  excess 
of  the  allotment  therefor  established  in 
paragraoh  (a>  of  this  .section.  tSec.  205 
(a>,  61  S*at.  926;  7  U.  S.  C.  1115> 

Done  at  Washington.  D.  C,  this  31st 
day  of  March  1949.  Witness  my  hand  and 
seal  of  the  Department  of  Agriculture. 

ISEALl  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

(P.    R     Doc     49  2504:    Filed,    Apr.    4,    1949; 
848  a.  m.j 


RULES  AND  REGULATIONS 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,'  Amdt.  76] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controllfd  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (S.^  825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  B  is  amended  by  incorporat- 
ing Item  45  as  follows: 

45.  Provisions  relating  to  Marshall  County, 
Iowa,  a  portion  of  the  Ames-Marshalltown 
Defense-Rental  Area,  State  of  Iowa. 

Increase  in  maximum  rents  based  upon  the 
recommendation  of  the  Local  Advisory 
Board.  Pursuant  to  the  provisions  of,  and 
subject  t(j  the  limitations  contained  in,  the 
Housing  and  Rent  Act  of  1947,  as  amended, 
an  Increase  of  10  percent  Is  hereby  author- 
ized, effective  April  5,  1949.  In  the  maximum 
rents  of  those  housing  accommodations  in 
Marshall  County.  Iowa,  a  portion  of  the 
Ames-Marshalltown  E)efense-Rental  Area, 
State  of  Iowa,  for  which  (a)  the  maximum 
rent  was  first  determined  under  section  4  la) 
or  4  (b)  of  the  Rent  Regulation  for  Housing 
issued  pursuant  to  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended,  or  <b)  the 
ma.ximum  rent  was  fixed  by  an  order  entered 
under  the  applicable  rent  regulation  fixing 
the  maximum  rent  on  the  basis  of  the  rent 
generally  prevailing  In  the  defense-rental 
area  for  comparable  housing  accommodations 
on  July  1,  1945:  Provided,  however.  That 
where  any  adjustment  was  heretofore  ordered 
on  or  after  August  22.  1947  under  §  825  5  (a) 
(12)  or  825.5  (a)  (16)  the  amount  of  such 
adjustment  shall  be  excluded  In  determining 
the  increased  maximum  rent. 

In  applying  §§825.1  to  825.12  to  housing 
accommodations  In  said  Marshall  County, 
the  term  "rent  generally  prevailing  for  com- 
parable housing  accommodations  on  the 
maximum  rent  date"  shall  mean  the  rent 
generally  prevailing  for  comparable  housing 
accommodations  on  July  1,  1945.  plus  10 
percent. 

All  provisions  of  §§  825.1  to  825.12  inso- 
far as  they  are  applicable  to  said  Mar- 
shall County  are  hereby  amended  to  the 
extent  necessary  to  carry  these  provisions 
into  effect. 

(Sec.  204  (d) ,  61  Stat.  197,  as  amended  by 
62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  .sec.  204  (e),  61  Stat.  197.  as 
amended  by  62  Stat.  37.  by  62  Stat.  94  and 
by  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894  (6)) 

This  amendment  shall  become  ^^Jfc- 
tive  April  5.  1949. 

Issued  this  31st  day  of  March  1949. 

TiGHE  E.  W(X)DS. 

Housing  Expediter. 

[P.    R.    Doc.    49-2514:    Filed,   Apr.    4,    1949; 
8:50  a.  m.l 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg ,'  Amdt. 
72 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1C47.  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establi.«;hments  15S  825.81  to  825.92 »  is 
amended  in  the  following  respect: 

Schedule  B  is  amended  by  incorporat- 
ing Item  46  as  follows: 

46.  Provisions  relating  to  Marshall  County, 
Iowa,  a  portion  of  the  Ames-Marsha>ltown 
Defense-Rental  An-a.  State  of  Iowa. 

Increase  in  maximum  rents  based  upon  the 
rccomrnendation  of  the  Local  Advi.-iory 
Board.  Pursuant  to  the  provisions  of.  and 
subject  to  the  limitations  contained  In.  the 
Housing  and  Rent  Act  of  1947.  as  amended, 
an  Increase  of  10  percent  Is  hereby  authorized 
effective  April  5,  1949.  In  the  maximum  rents 
of  those  housing  accommodations  in  Mar- 
shall County,  Iowa,  a  portion  of  the  Ames- 
Marshalltown  Defense-Rental  Area.  State  of 
Iowa,  for  which  (a)  the  maximum  rent  was 
first  determined  under  section  4  (a)  or  4  (b) 
of  the  Rent  Regulation  for  Housing  Issued 
pursuant  to  the  Emergency  Price  Control 
Act  of  1942.  as  amended,  or  (b)  the  maximum 
rent  was  fixed  by  an  order  entered  under  the 
applicable  rent  regulation  fixing  the  mlxi- 
mum  rent  on  the  basis  of  the  rent  generally 
prevailing  In  the  defense-rental  area  for 
comparable  housing  accommodations  on  July 
1,  1945:  Provided  houevcr.  That  where  any 
adjustment  was  heretofore  ordered  on  or 
after  August  22,  1947  under  5  825  85  (a)  (9) 
the  amount  of  such  adjustment  shall  be  ex- 
cluded In  determining  the  Increased  maxi- 
mum rent. 

In  applying  f§  825  81  to  82592  to  housing 
accommodations  In  said  Marshall  County, 
the  term  "rent  generally  prevailing  for  com- 
parable housing  accommodations  on  the  max- 
imum rent  date"  shall  mean  the  rent  gen- 
erally prevailing  for  comparable  housing 
accommodations  on  July  1,  1945.  plus  10 
percent. 

All  provisions  of  §5  825.81  to  825.92  in- 
sofar as  they  are  applicable  to  said  Mar- 
shall County  are  hereby  amended  to  the 
extent  necessary  to  carry  these  provisions 
into  effect. 

(Sec.  204  (6).  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204  (e).  61  Stat.  197. 
as  amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31 .  81st  Cong. ;  50  U.  S.  C. 
App.  1894  (e)) 

This  amendment  shall  become  effective 
April  5.  1948. 

Issued  this  31st  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

(F.  R.  Doc.  49-2515;  Filed.  Apr.  4.  1949; 
8:50  a.  m.] 
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Tuesday,  April  5,  1949 

I  Controlled  Housing  Rent  Reg..»  Amdt.  77] 

Part  825 — Rent  Regulations  Under  the 
HOUSING   AND   Rent   Act  or   1947.   as 

Amended 

controlled  HOUSING   RENT  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion (5$  825.1  to  825.12)''is  amended  in 
the  following  respects: 

1.  The  definition  of  "hotel"  contained 
in  5  825.1  is  deleted. 

2.  In  5  825.1  the  definition  of  "date 
determining  the  maximum  rent"  is  de- 
leted. 

3.  Section  825.1  (b)  (2)  is  amended  to 
read  as  follows: 

§  825.1  Definitions  and  scope  of 
ii'825.1  to  825.12.     •      *      * 

(b)  Decontrolled  and  exempted  hous- 
ing to  which  §§  825.1  to  825.12  do  not  ap- 
plg.     '     *     * 

(2)  Decontrolled  housing  to  which 
55  825.1  to  825.12  do  not  apply.  Sections 
825.1  to  825.12  do  not  apply  to  the  follow- 
ing: 

(1)  Accommodations  in  hotels,    (a)  In 

cities  of  less  than  2.500,000  population  ac- 
cording to  the  1940  decennial  census, 
those  housing  accommodations  in  any 
hotel  which  on  June  30.  1947.  were  occu- 
pied by  persons  to  whom  were  provided 
customary  hotel  services  such  as  maid 
service,  furnishing  and  laundering  of 
linen,  telephone  and  secretarial  or  desk 
service,  use  and  upkeep  of  furniture  and 
fixtures,  and  bellboy  services  (not  neces- 
sarily all  the  types  of  services  named  need 
be  provided  in  all  ca.ses  as  long  as  enough 
are  provided  to  constitute  customary  ho- 
tel services  usually  supplied  in  establish- 
ments commonly  known  as  hotels  in  the 
community  where  they  are  located ) .  For 
purposes  of  this  subdivision  (a) .  the  term 
"hotel"  means  any  establishment  which 
Is  commonly  known  as  a  hotel  in  the  com- 
munity in  which  it  Is  located  and  which 
provides  customary  hotel  services. 

(b)  In  cities  of  2.500.000  population  or 
more  according  to  the  1940  decennial  cen- 
sus, (1)  those  housing  accommodations 
which  are  located  In  hotels  in  which  on 
March  1.  1949.  75  percent  or  more  of  the 
occupied  housing  accommodations  were 
rented  on  a  daily  basis  to  tenants  who 
had  not.  on  that  date,  continuously  re- 
sided in  the  hotel  for  90  days  or  more, 
or  (2)  tho.se  accommodations  which  are 
not  located  in  hotels  described  in  ( 1 »  but 
which  on  March  1. 1949.  were  rented  on  a 
daily  basis  to  tenants  who  had  not.  on 
that  date,  continuously  resided  in  the 
hotel  for  90  days  or  more.    For  purposes 
of  this  subdivision  (b).  the  term  "hotel" 
means  any  establishment  which  on  June 
30,  1947.  was  commonly  known  as  a  hotel 
In' the  community  in  which  It  is  located 
and  in  which  at  least  an  appreciable 
number  of  its  occupants  were  provided 
with  customary  hotel  services  such  as 
maid  service,  furnishing  and  laundering 
of  linen,  telephone  and  secretarial   or 
desk  service,  use  and  upkeep  of  furniture 
and  fixtures,  and  bellboy  service. 
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(ii)  Motor  courts.  Housing  accommo- 
dations in  establishments  which  were 
motor  courts  on  June  30.  1947. 

(lii)  Trailer  or  trailer  space.  Housing 
accommodations  located  in  trailers  and 
ground  space  rented  for  trailers,  which 
on  April  1. 1949,  were  u.sed  exclusively  for 
transient  occupancy,  i.  e..  rented  on  a 
daily  basis  to  tenants  who  had  not  con- 
tinuously resided  therein  on  and  since 
March  1,  1949. 

(iv)  Tourist  homes.  Housing  accom- 
modations in  any  tourist  home  serving 
transient  guests  exclusively  on  June  30, 
1947. 

(v)  Accommodations  created  by  ncuf 
construction  or  change  from  non-houning 
use.  (a)  Housing  accommodations  the 
construction  of  v.-hich  was  completed,  or 
which  were  created  by  a  change  from  a 
ncn-housing  to  a  housing  u^e,  on  or  after 
February  1,  1947:  Provided,  however, 
That  maximum  rents  established  under 
the  Veterans'  Emercency  Housing  Act  for 
priority  con.structcd  housing  accommo- 
dations completed  on  or  after  February 
1,  1947.  shall  continue  in  full  force  and 
effect,  if  such  accommodations  are  being 
rented  to  veterans  of  World  War  II  or 
their  immediate  families,  who,  on  June 
30,  1947,  either  t2»  occupied  such  hoas- 
ing  accommodations,  or  (2)  had  a  right 
to  occupy  such  hou.sing  accommodations 
at  any  time  on  or  after  July  1,  1947,  un- 
der any  agreement  whether  written  or 
oral. 

(b)  Housing  accommodations  the  con- 
struction of  which  was  completed  be- 
tween February  1,  1945  and  January  31, 
1947,  both  dates  inclusive,  and  which 
between  the  date  of  completion  and  June 
30.  1947,  both  dates  Inclusive,  at  no  time 
were  rented  as  housing  accommodations 
(other  than  to  members  of  the  immediate 
family  of  the  landlord). 
For  purposes  of  this  subdivision  (v) : 
The  time  at  which  construction  of 
housing  accommodations  shall  be  deemed 
to  be  "completed"  shall  be  the  date  on 
which  the  dwelling  is  first  suitable  for 
occupancy  and  all  utility  and  service  con- 
nections have  been  made,  except  for  the 
installation  of  such  Items  and  the  com- 
pletion of  such  decoration  work,  as,  in 
accordance  with  the  cu.stom  of  the  com- 
munity, are  left  for  installation  by,  or  to 
the  choice  of.  the  purchaser  or  the  ten- 
ant. 

(vl>  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1.  1947,  by  a  con- 
version (i.  e..  a  structural  change  In  a 
residential  unit  or  units  involving  sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 
31,  1949,  but  subject  to  the  proviso  clause 
set  forth  in  paragraph  (b)  (2)  (v)  (a). 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a  con- 
version created  on  or  after  April  1,  1949, 
but  .sub.lect  to  the  proviso  clause  set  forth 
in  paragraph  (b)  (2)  (v)  (a).  On  peti- 
tion by  the  owner  such  a  decontrol  order 
shall  be  entered  by  the  Housing  Expe- 
diter, if  the  following  facts  are  estab- 
lished: 
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(1)  There  has  been  a  structural 
change  in  a  residential  unit  or  unit.s  in- 
volving substantial  alterations  or  remod- 
eling; and 

(2)  Such  change  has  resulted  in  ad- 
ditional, self-contained  family  unit.s.  For 
purposes  of  this  paragraph  (b)  (2)  (vi) : 

The  term  "self-contained  family  unit" 
means  a  hou.-^ing  accommodation  with 
private  access,  containing  one  or  more 
rooms  in  addition  to  a  kitchen  (including 
kitchenette  or  pullman  kitchen)  and  a 
private  bathroom:  Provided,  hoiccvcr. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that  it 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
Director  may  waive  such  requirement  if 
ho  finds  that  the  accommodation  is  of  the 
type  recognized  as  a  self-contained  fam- 
ily unit  in  the  neighborhood  in  which  it 
is  located. 

(vii)  Non-housekeeping  furnished  ac- 
commodations.  Non-housekeeping  fur- 
nished housing  accommodations,  located 
within  a  single  dwelling  unit  not  u^od  as 
a  rooming  or  boarding  house,  but  only  if 
no  more  than  two  paying  tenants,  not 
members  of  the  landlord's  immediate 
family  live  in  such  dwelling  unit,  and 
the  remaining  portion  of  such  dwelling 
unit  is  occupied  by  the  landlord  or  his 
immediate  family.  (See  definition  of 
rooming  house  in  this  section.) 

4  Section  825.3  is  amended  to  read  as 
follows : 

§  825.3  Miyiimum  space,  services,  fur- 
niture, furnishings,  and  equipment. 
Every  landlord  shall,  as  a  minimum,  pro- 
vide with  housing  accommodations  the 
same  living  space  and  the  same  essen- 
tial services,  furniture,  furnishings  and 
equip«nent  as  were  provided  on  the  date 
determining  the  maximum  rent,  and  as 
to  other  services,  furniture,  furnishings 
and  equipment  not  substantially  less  than 
those  provided  on  the  dale  determining 
the  maximum  rent,  plus  or  minus  any 
increases  or  decreases  made  pur.suant  to 
§  825.5  (a)  (3»  or  §  825.5  <bt  or  the  com- 
parable provisions  of  the  rent  regula- 
tions issued  pursuant  to  the  Emergency 
Price  Control  Act  of  1942,  as  amended. 

5.  Sections  825.4  (a>  and  825.4  (b)  are 
amended  to  read  as  follows: 

§  825.4  Maximum  rents — (a)  Maxi- 
mum rents  in  effect  on  June  30.  1947. 
Except  as  otherwise  provided  in  this  sec- 
tion, the  maximum  rent  for  any  housing 
accommodations  subject  to  §§825.1  to 
825.12,  shall  be  the  maximum  rent  which 
was  in  effect  on  June  30,  1947,  as  estab- 
lished under  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended,  and  the 
applicable  rent  regulation  i.ssued  there- 
under, plus  or  minus  adjustments  under 
§  825.5. 

(b)  Maximum  rents  in  statutory  lease 
cases.  (1)  For  housing  accommoda- 
tions concerning  which  a  statutory  lea.^e 
is  in  effect  the  maximum  rent,  until  such 
lease  is  terminated  or  expires,  shall  be 
the  rent  set  forth  in  such  lease. 

(2)  For  housing  accommodations  con- 
cerning which  a  statutory  lease  has  here- 
tofore terminated  or  expired  or  here- 
after terminates  or  expires,  the  maxi- 
mum rent  shall  be  the  rent  set  forth  in 
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such  lease,  plus  or  minus  adjustments 
under  8  825  5:  Provided,  hcmever,  That 
If  such  housing  accommodations  are  In  a 
defense-rental  area  In  which  a  general 
Increase  In  maximum  rents  has  been  or 
Is  hereafter  granted,  the  maximum  rent 
shall  be  such  lease  rent  plus  or  minus 
adjustments  under  §  825.5.  or  the  maxi- 
mum rent  in  the  absence  of  a  lease, 
whichever  Is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  In  the  Area  Rent  OflBce, 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease 
prior  to  the  expiration  date  of  the  lease, 
unless  such  report  was  filed  prior  to  April 
1.  1949.  Such  report  shall  be  filed  with- 
in fifteen  days  after  such  termination  or 
fifteen  days  after  April  1,  1949.  which- 
ever Is  later. 

For  purposes  of  this  paragraph  <b>, 
the  term  "statutory  lease"  means  a  lease 
as  described  in  section  204  <b)  (2)  or 
204  (b)  <3)  of  the  Housing  and  Rent 
Act  of  1947.  as  amended,  and  §  825.1 
<b>  <2)  (V),  as  they  read  prior  to  April  1, 
1949. 

6.  A  new  paragraph  (f)  Is  added  to 
§  825.4  to  read  as  follows: 

<f »  Recontrollcd  housing  accommoda- 
tions in  hotels.  In  the  case  of  those  con- 
trolled housing  accommodations  in  hotels 
which  were  not  included  as  controlled 
housing  accommodations  on  March  31, 
1949.  the  maximum  rent  shall  be  the 
rent  in  effect  for  such  accommodations 
on  March  1,  1949. 

7.  A  new  unnumbered  paragraph  is 
added  immediately  prior  to  §  825.5  (a) 
to  read  as  follows: 

§  825.5  Adjust  jnents  arid  other  deter- 
minations.    •     •     • 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in  such 
maximum  rent  which  may  be  granted 
continues  In  effect. 

8.  Section  825.9  is  redesignated  as 
5  825.9    (a>. 

9.  Section  825.6  is  redesignated  as 
§825.9  <b',  and  is  amended  to  read  as 
follows : 

§  825  9  Enforcement.  •  •  • 
(b)  Any  person  who  rents  or  offers  for 
rent,  or  acts  as  a  broker  or  agent  for  the 
rental  of.  any  controlled  housing  accom- 
modations shall,  as  the  Housing  Expe- 
diter may  from  time  to  time  rcquirb.  il) 
furnish  information  under  oath  or  af- 
firmation or  otherwise,  <2»  make  and 
keep  records  and  other  documents,  <3» 
make  reports.  ( 4  >  permits  in.^pection  and 
copying  of  records  and  other  documents 
and  <5»  permit  inspection  of  controlled 
housing  accommodations. 

10.  A  new  .$  825.6  Is  added  to  read  as 
follows: 

§  825.6  Removal  of  tenant — fa'*  Re- 
strictions on  removal  of  tenant.  So  long 
as  the  tenant  continues  to  pay  the  rent 
to  which  the  landlord  is  entitled,  no  ten- 
ant shall  be  removed  from  any  housinc; 
accommodations  by  action  to  evict  or  to 
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recover  possession,  by  exclusion  from 
possession,  or  otherwise,  nor  shall  any 
person  attempt  such  removal  or  exclusion 
from  possession,  notwithstanding  that 
such  tenant  has  no  lease  or  that  his  lease 
or  other  rental  agreement  has  expired  or 
otherwise  terminated,  and  regardless  of 
any  contract,  lease,  agreement  or  obliga- 
tion heretofore  or  hereafter  entered  into 
which  provides  for  surrender  of  posses- 
sion, or  for  entry  of  judgment  upon  the 
tenant's  confession  for  breach  of  the 
covenants  thereof,  or  which  otherwise 
provides  contrary  hereto,  except  on  one 
or  more  of  the  grounds  sp>eclfied  In  this 
paragraph  (a) ,  or  unless  the  landlord  has 
obtained  a  certificate  in  accordance  with 
paragraph  'c^  of  this  section:  Provided, 
however.  That  no  provisions  of  this  sec- 
tion shall  be  construed  to  authorize  the 
removal  of  a  tenant  unless  such  removal 
Is  authorized  under  local  law. 

(1)  Violating  substantial  obligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an 
obligation  to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2 )  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law.  the  tenant  d)  is 
committing  or  permitting  a  nui.sance  In 
the  housing  accommodations  and  such 
nuisance  continues  after  written  notice 
to  the  tenant  that  the  same  shall  cea.se 
or  (ii)  is  using  or  permitting  a  use  of 
such  housing  accommodations  for  an  Im- 
moral or  illegal  purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or  other 
person  having  a  legitimate  interest  there- 
in: Provided,  however.  That  such  refusal 
shall  not  be  ground  for  removal  or  evic- 
tion if  such  inspection  or  showing  of  the 
accommodations  is  contrary  to  the  pro- 
visions of  the  tenant's  lease  or  other 
rental  agreement. 

(4)  Accommodations  entirely  sublet. 
The  tenant's  lease  or  other  rental  agree- 
ment has  expired  or  otherwise  termi- 
nated, and  at  the  time  of  termination  the 
occupants  of  the  housing  accommoda- 
tions are  subtenants  or  other  per.'jons 
who  occupied  under  a  rental  agreement 
with  the  tenant,  and  no  part  of  the  ac- 
commodations Is  used  by  the  tenant  as 
his  dwelling. 

(5)  Landlord  is  a  state  or  political  sub- 
division thereof.  The  hou.^^lng  accommo- 
tions  have  been  acquired  by  a  state  or 
political  subdivision  thereof  for  the  pur- 
pose of  making  a  public  improvement  and 
are  rented  temporarily  pending  the  con- 
struction of  such  improvement. 

(6>  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  in  which  occupancy 
has  cu.stomarily  been  limited  to  employ- 
ees of  the  landlord,  and  the  tenant  is  no 
longer  his  employee. 

(b)  Notice  required.  (1>  No  tenant 
shall  be  removed  or  evicted  from  housirig 
accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 


shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  In 
paragraph  (a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and  to 
the  tenant  as  provided  in  this  paragraph 
(b)  (1). 

Every  such  notice  to  a  tenant  to  vacate 
or  surrender  possession  of  housing  ac- 
commodations shall  state  the  ground  un- 
der this  section  upon  which  the  land- 
lord relies  for  removal  or  eviction  of  the 
tenant,  the  facts  necessary  to  establish 
the  existence  of  such  ground,  and  the 
date  when  the  tenant  is  required  to  .sur- 
render possession.  Where  the  ground  for 
removal  or  eviction  of  a  tenant  is  nonpay- 
ment of  rent  such  notice  shall  Include  a 
statement  of  the  rent  due  and  the  rental 
period  or  periods  for  which  such  rent  is 
due.  A  written  copy  of  every  notice  re- 
quired by  this  paragraph  (b)  (1)  shall 
be  filed  with  the  Area  Rent  Office  within 
24  hours  after  such  notice  is  given  to  the 
tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  the  following  period  of 
time  prior  to  the  date  specified  therein 
for  the  surrender  of  po.ssession  and  to 
the  commencement  of  any  action  for  re- 
moval or  eviction: 

(a)  Where  the  ground  specified  in  the 
notice  for  such  removal  or  eviction  Is 
nonpayment  of  rent,  not  less  than  three 
days. 

(b)  Where  the  notice  specifies  one  or 
more  of  the  grounds  stated  in  paragraphs 
(a»  (1)  and  <a)  (2)  of  this  section  for 
such  removal  or  eviction,  not  less  than 
ten  days. 

(c)  Where  the  notice  specifies  the 
ground  stated  in  paragraph  (a)  (3)  of 
this  section  for  such  removal  or  eviction, 
not  less  than  one  month. 

(d)  Where  the  notice  specifies  one  or 
more  of  the  grounds  stated  in  paragraphs 
(a)  (4»,  (&)  (5)  and  'a)  •6»  of  this  sec- 
tion for  such  removal  or  eviction,  not 
less  than  two  months. 

If  judgment  for  posses.^ion  Is  sought 
by  virtue  of  a  confession  of  judgment  or 
by  virtue  of  a  warrant  of  attorney  au- 
thorizing confession  of  such  judgment 
against  the  tenant,  the  date  of  com- 
mencement of  the  action  as  referred  to 
in  this  section  shall  be  deemed  to  be  the 
date  of  the  filing  in  court  of  the  first 
papers  in  the  proceedings  for  the  entry 
of  such  judgment. 

(2)  At  tiie  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  in  paragraph  (a»  of 
this  section  the  landlord  shall  give  writ- 
ten notice  thereof  to  the  Area  Rent  Of- 
fice, stating  the  title  of  the  case,  the  num- 
ber of  the  case  where  that  Is  possible,  the 
court  in  which  it  is  filed,  the  name  and 
address  of  the  tenant,  and  the  ground 
under  said  paragraph  on  which  removal 
or  eviction  is  sought. 

(c)  Eviction  certificate:  grounds  for 
issuance.  No  tenant  shall  be  removed  or 
evicted  on  grounds  other  than  those 
stated  in  paragraph  fa)  of  this  section, 
unless  on  petition  of  the  landlord  the 
Housing  Expediter  certifies  that  the  land- 
lord may  pursue  his  remedies  In  accord- 
ance with  the  requirements  of  local  law. 
The  certificate  shall  authorize  the  pur- 
suit of  local  remedies  at  the  expiration  of 
the  waiting  period  specified  In  paragraph 
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(d>  of  this  section.  The  Expediter  shall 
so  certify  If  he  finds  that  removals  or 
evictions  of  the  character  proposed  are 
not  inconsistent  with  the  purposes  of  the 
act  or  this  regulation  and  would  not  be 
likely  to  result  in  the  circumvention  or 
evasion  ^hereof.  The  Expediter  shall  so 
find  in  the  following  cases: 

(1)  Occupancy  by  owner.  Where  the 
landlord,  who  is  the  owner  of  the  hous- 
ing accommodations,  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
thereof  for  his  Immediate  and  personal 
use  and  occupancy  as  housing  accommo- 
dations, or  for  the  immediate  and  per- 
sonal use  and  occupancy  as  hou-sing  ac- 
commodations by  a  member  or  members 
of  his  Immediate  family  (see  definition  of 
"Immediate  family"  at  the  end  of  this 
subparagraph  (1)):  Provided,  however. 
That: 

<a>  Where  the  housing  accomodations 
are  located  in  a  structure  or  premises 
which  contain  more  than  two  hoasing  ac- 
commodations and  the  housing  accom- 
modations or  structure  or  premises  are 
owned  by  two  or  more  persons  not  con- 
stituting a  cooperative  corporation  or  as- 
sociation—  (husband  and  wife  as  owners 
being  considered  one  owner  for  this  pur- 
pose).  no  certificate  shall  be  Issued  under 
this  paragraph  (c)  (1)  for  occupancy  of 
m.ore  than  one  housing  accommodation 
and  then  only  if  none  of  the  co-owners 
Is  already  in  occupancy  of  any  housing 
accommodation  in  such  structure  or 
premises; 

(b»  In  the  case  of  housing  accommo- 
dations In  a  structure  or  premises  owned 
by  a  cooperative  corporation  or  associa- 
tion, no  certificate  shall  be  Issued  by  the 
Expediter  to  a  purchaser  of  stock  or  other 
evidence  of  Interest  in  such  cooperative, 
who  Is  entitled  by  reason  of  such  owner- 
ship of  stock  or  other  evidence  of  Interest 
to  possession  of  .such  housing  accommo- 
dations by  virtue  of  a  proprietary  lease 
or  otherwise,  unless  stock  or  other  evi- 
dence of  interest  in  the  cooperative  has 
been  purchased  by  persons  who  are  ten- 
ants In  ocupancy  of  at  least  65  percent  of 
the  housing  accommodations  In  the 
structure  or  premises  and  are  entitled  by 
reason  of  such  ownership  to  proprietary 
leases  of  housing  accommodations  in  the 
structure  or  premises; 

(c)  Where  the  owner  or  owners  pur- 
chased and  thereby  acquired  title  to  the 
hou-sing  accommodations  on  or  after 
April  1. 1949.  no  certificate  shall  be  Issued 
under  this  paragraph  (c)  (1)  unless  such 
owner  or  owners  made  a  payment  or  pay- 
ments of  principal  totaling  at  least  10 
percent  of  the  purchase  price,  but  this 
requirement  shall  not  apply  where  the 
purchaser  Is  a  veteran  of  World  War  II, 
who,  by  virtue  of  his  status  as  such,  ob- 
tained a  loan  for  use  in  purchasing  such 
housing  accommodations  which  was 
guaranteed  In  whole  or  in  part  by  the 
AdminMrator  of  Veterans  Affairs. 

For  purposes  of  this  paragraph  (c) 
a>.  the  term  "immediate  family"  in- 
cludes only  a  son,  son-in-law.  daughter, 
daughter-in-law,  father,  father-in-law, 
mother,  mother-in-law,  stepchild  and 
adopted  child. 

( 2 )  Occupancy  by  contract-purchaser. 
Where  it  Is  established  that  a  person  has 
an  enforceable  contract  to  purchase  the 
housing  accommodations,  and  that  he 
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seeks  in  good  faith  to  recover  possession 
thereof  for  his  Immediate  and  personal 
use  and  occupancy  as  housing  accommo- 
dations, or  for  the  immediate  and  per- 
sonal use  and  occupancy  as  housing  ac- 
commodations by  a  member  or  members 
of  his  Immediate  family  (as  defined  in 
subparagraph  d)  of  this  paragraph); 
Provided,  however.  That; 

(a>  Where  such  purchase  contract 
does  not  give  the  contract  purchaser  the 
right  of  immediate  posse.ssion  to  the 
housing  accommodations,  no  certificate 
shall  be  Issued  until  after  title  has  been 
transferred  to  the  contract  purchaser; 
and 

( b)  It  is  establi.shed  that  .such  contract 
purchaser,  If  title  were  transferred,  would 
be  entitled  to  a  certificate  under  subpara- 
graph (1)  of  this  paragraph. 

(3)  Alterations  or  remodeling.  Where 
a  landlord  establishes  that  he  seeks  In 
good  faith  to  recover  possession  for  the 
Immediate  purpose  of  substantially  al- 
tering or  remodeling  the  housing  accom- 
modations, for  continued  use  as  housing 
accommodations,  in  a  manner  which 
cannot  practicably  be  done  with  the  ten- 
ant In  possession,  or  for  the  immediate 
purpose  of  demolishing  them,  provided 
that  the  landlord  has  obtained  such  ap- 
proval for  the  proposed  alterations  or 
remodeling  or  demolition  as  may  be  re- 
quired by  federal,  state  and  local  law. 

(4>  Landlord  is  tax-exempt  organiza- 
tion. Where  the  landlord  establishes 
that  It  Is  an  organization  exempt  from 
taxation  under  ."section  101  (6)  of  the 
Internal  Revenue  Code,  and  that  it  seeks 
In  good  faith  to  recover  possession  of  the 
housing  accommodations  for  the  Imme- 
diate and  personal  use  and  occupancy  as 
housing  accommodations  by  members  of 
Its  staff. 

^5*  Withdrawal  from  rental  market. 
Where  the  landlord  establishes  that  he 
seeks  In  good  faith  to  recover  possession 
of  the  housing  accommodations  for  the 
Immediate  purpose  of  (a)  making  a  per- 
manent conversion  to  commercial  U-<^e  by 
.sub.stantially  altering  or  remodeling 
them  or  (b>  personally  making  a  perma- 
nent use  of  them  for  non-housing  pur- 
poses or  (c)  permanently  withdrawing 
them  from  both  the  housing  and  non- 
hou.sing  rental  markets  without  any  In- 
tent to  sell  the  housing  accommodations. 
(d>  Eviction  certificates;  waiting  pe- 
riod. Certificates  Issued  under  para- 
graph (c)  of  this  section  shall  authorize 
the  pursuit  of  local  remedies  at  the  expi- 
ration of  three  months  from  the  date  of 
the  filing  of  the  petition;  Provided,  how- 
ever. That: 

(1>  In  cases  under  paragraph  (c>  (5) 
of  this  section  the  waiting  period  shall 
be  six  months ; 

(2>  In  cases  under  paragraph  (c^  (2i 
(a)  of  this  section  the  waiting  period 
shall  extend  at  least  until  two  months 
from  the  date  the  certificate  is  issued: 

(3)  In  any  ca.se  where  the  Expediter 
finds  that  by  reason  of  exceptional  cir- 
cumstances extreme  hardship  would  re- 
sult to  the  landlord,  he  may  waive  all  or 
part  of  the  waiting  period. 

(e)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  (O  of  this 
section  shall  not  be  used  In  connection 
with  any  action  to  remove  or  evict  a 
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tenant  unless  such  removal  or  eviction  is 
sought  for  the  purpose  specified  In  the 
certificate. 

In  the  event  that  the  landlord's  inten- 
tions or  circumstances  so  change  that 
the  premises,  possession  of  which  is 
sought,  will  not  be  used  for  the  purpose 
specified  in  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  Immediately  notify  the 
Area  Rent  Director  In  writing  and  sur- 
render the  certificate  for  cancellation. 

<f)  Local  law.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (c)  of  this  section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  in  said  certifi- 
cate, such  notice  or  notices  as  may  be 
required  by  the  local  law.  provided  that 
such  notice  o;"  notices  do  not  demand 
surrender  of  possession  until  after  expir- 
ation of  said  waiting  period. 

(gi  Exceptions.  The  provisions  of 
this  section  do  not  apply  to: 

(1)  Subtenants.  A  subtenant  or  other 
per.son  who  occupies  or  occupied  under  a 
rental  agreement  with  the  tenant,  where 
removal  or  eviction  of  the  subtenant  or 
other  such  occupant  Is  sought  by  the 
landlord  of  the  tenant,  unless  the  rental 
agreement  between  the  landlord  and 
tenant  contemplated  the  subletting. by 
the  tenant  of  the  entire  accommodations 
or  substantially  all  of  the  Individual 
units  therein,  or  unless  under  the  local 
law  there  is  a  tenancy  relationship  be- 
tween the  landlord  and  the  subtenant  or 
other  such  occupant. 

(2)  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section,  the 
United  States  or  any  State  or  local  pub- 
lic agency  may  maintain  an  action  or 
proceeding  to  recover  possession  of  any 
housing  accommodations  operated  by  it 
where  such  action  or  proceeding  Is  au- 
thorized by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(h)  Pending  ca^es.  d)  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1.  :949,  in 
accordance  with  section  209  (c)  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended,  as  it  read  prior  to  April  1,  1949, 
or  where  no  notice  was  required  by  that 
section  of  said  act  and  a  court  proceed- 
ing for  removal  or  eviction  Is  pending  on 
April  1,  1949,  the  landlord  need  not  com- 
ply with  the  notice  requirements  under 
paragraph  (b)  of  this  section  provided 
that  the  ground  for  removal  or  eviction 
relied  upon  in  such  cases  is  a  ground  for 
removal  or  eviction  under  paragraph  (a» 
of  this  section.  If  In  any  such  case  the 
ground  for  removal  or  eviction  Is  not  a 
ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section  and  a  cer- 
tificate is  applied  for  and  issued  in  ac- 
cordance with  paragraph  (c)  of  this  sec- 
tion the  Housing  Expediter  may  reduce 
the  waiting  period,  taking  into  consid- 
eration the  time  elapsed  since  notice  was 
given. 

(2)  The  provisions  of  this  section  shall 
not  apply  to  any  case  In  which  judgment 
was  entered  prior  to  April  1.  1949  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 
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<Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by 
Pub.  Law  31.  81st  Cong.;  50  U.  S.  C.  App. 
1894  Id)) 

This  amendment  shall  become  effec- 
tive April  1,  1949. 

Lssued  this  31st  day  of  March  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    H.    Doc.    49  2513,    Filed.    Mar.    31.    1949; 
5  13  a.  m.] 
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City  Defense-Rental  Area."  Amdt.  12] 

P.ART  825 — Rent  Regulations  Under  the 
H(jusiNG  AND  Rent  Act  of  1947.  as 
Amended 

« 

controlled  housing  rent  regul.\tion  for 

the     new     YORK     CITY     DEFENSE-RENT.\L 
AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  New  York  City  E>efense- 
Rtntal  Area  <S§  825.21  to  825.32>  is 
amended  in  the  following  respects: 

1.  The  definition  of  "hotel"  contained 
In  §  825.21  is  deleted. 

2.  In  §  825.21  the  definition  of  "date 
determining  the  maximum  rent"  is  de- 
leted. 

3.  Section  825.21  (b)  (2)  is  amended 
to  read  as  follows ; 

(2)  Decontrolled  housing  to  which 
§§S25.2f  to  825.32  do  not  apply.  Sec- 
tions 825.21  to  825.32  do  not  apply  to  the 
following: 

(i»  Accommodations  in  hotels,  (a) 
In  cities  of  less  than  2,500.000  population 
according  to  the  1940  decennial  census, 
those  housing  accommodations  in  any 
hotel  which,  on  June  30. 1947.  were  occu- 
pied by  persons  to  whom  were  provided 
customary  hotel  services  such  as  maid 
service,  furnishing  and  laundering  of 
linen,  telephone  and  secretarial  or  desk 
service,  use  and  upkeep  of  furniture  and 
fixtures,  and  bellboy  services  <not  neces- 
sarily all  the  types  of  services  named 
need  be  provided  in  all  cases  as  long  as 
enough  arc  provided  to  constitute  cus- 
tomary hotel  services  usually  supplied  in 
establishments  commonly  known  as  ho- 
tels in  the  community  where  they  are  lo- 
cated). For  purposes  of  this  paragraph 
(b)  <2>  <i»  ( a >.  the  term  "hotel"  means 
any  establishment  which  is  commonly 
known  as  a  hotel  In  the  community  in 
which  it  is  located  and  which  provides 
customary  hotel  services. 

(b>  In  cities  of  2,500,000  population  or 
more  according  to  the  1940  decennial 
censas.  <  1 »  those  housing  accommoda- 
tions which  are  locate;  in  hotels  in  which 
on  March  1.  1949.  75  percent  or  more  of 
the  occupied  housing  accommodations 
were  rented  on  a  daily  basi.s  to  tenants 
who  had  not.  on  that  date,  continuously 
resided  in  the  hotel  for  90  days  or  more, 
or  (2)  tho.se  accommodations  which  are 
not  located  in  hotels  described  in  subdi- 
vision (/>  but  which  on  March  1.  1949. 
were  rented  on  a  daily  basis  to  tenants 
who  had  not.  on  that  date,  continuou.sly 
resided  in  the  hotel  for  90  days  or  more. 


'   13  F.  R.  5727.  8388:  14  F.  R    18,  93,  144. 
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For  purposes  of  this  paragraph  (b)  (2) 
(i)  (b),  the  term  "hotel"  means  any  es- 
tablishment which  on  June  30.  1947.  was 
commonly  known  as  a  hotel  in  the  com- 
munity in  which  it  is  located  and  in  which 
at  least  an  appreciable  number  of  its  oc- 
cupants were  provided  with  customary 
hotel  services  such  as  maid  service,  fur- 
nishing and  laundering  of  linen,  tele- 
phone and  secretarial  or  desk  service,  use 
and  upkeep  of  furniture  and  fixtures,  and 
bellboy  service.  , 

(ii)  Motor  courts.  Housing  accom- 
modations in  establishments  which  were 
motor  courts  on  June  30,  1947. 

(ill)  Trailer  or  trailer  space.  Hous- 
ing accommodations  located  in  trailers 
and  ground  space  rented  for  trailers, 
which  on  April  1.  1949  were  used  exclu- 
sively for  transient  occupancy,  i.  e., 
rented  on  a  dally  basis  to  tenants  who 
had  not  continuously  resided  therein  on 
and  since  March  1,  1949. 

(iv)  Tourist  homes.  Housing  accom- 
modations in  any  tourist  home  serving 
transient  guests  exclusively  on  June  30, 
1947. 

(v)  Accommodations  created  by  new 
construction  or  change  from  nonhousing 
use.  (a>  Housing  accommodations  the 
construction  of  which  was  completed,  or 
which  were  created  by  a  change  from 
a  nonhousing  to  a  housing  use,  on  or 
after  February  1,  1947:  Provided,  how- 
ever, That  maximum  rents  established 
under  the  Veterans'  Emergency  Housing 
Act  for  priority  constructed  housing  ac- 
commodations completed  on  or  after 
February  1,  1947,  shall  continue  in  full 
force  and  effect,  if  such  accommodations 
are  being  rented  to  veterans  of  World 
War  II  or  their  immediate  families,  who. 
on  June  30.  1947.  either  (1)  occupied 
such  housing  accommodations,  or  (2) 
had  a  right  to  occupy  such  housing  ac- 
commodations at  any  time  on  or  after 
July  1.  1947,  under  any  agreement 
whether  written  or  oral. 

( b  t  Hou.sing  accommodations  the  con- 
struction of  which  was  completed  be- 
tween February  1.  1945  and  January  31. 
1947.  both  dates  inclusive,  and  which  be- 
tween the  date  of  completion  and  June 
30,  1947,  both  dates  inclusive,  at  no  time 
were  rented  as  housing  accommodations 
<  other  than  to  members  of  the  immediate 
family  of  the  landlord). 

For  purpo.ses  of  this  §  825.21  (b)  (2) 
(V): 

The  time  at  which  construction  of 
housing  accommodations  shall  be  deemed 
to  be  "completed"  shall  be  the  date  on 
which  the  dwelling  Is  first  suitable  for 
occupancy  and  all  utility  and  service  con- 
nections have  been  made,  except  for  the 
installation  of  such  items  and  the  com- 
pletion of  such  decoration  work,  as,  in 
accordance  with  the  custom  of  the  com- 
munity, are  left  for  In.stallation  by.  or  to 
the  choice  of,  the  purchaser  or  the 
tenant. 

(vD  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1,  1947  by  a  con- 
version (1.  e..  a  structural  change  in  a 
residential  unit  or  units  Involving  .sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 


31,  1949.  but  subject  to  the  proviso  clause 
set  forth  in  §  825.21  (b)  (2)  (v)  (a). 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a  con- 
version created  on  or  after  April  1.  1949, 
but  subject  to  the  proviso  clause  set  forth 
in  §825.21  (b)  (2)  (v)  (a).  On  peti- 
tion by  the  owner  such  a  decontrol  order 
shall  be  entered  by  the  Housing  Expe- 
diter, if  the  following  facts  are  estab- 
lished: 

(1)  There  has  been  a  structural 
change  in  a  residential  unit  or  units  in- 
volving substantial  alterations  or  re- 
modeling; and 

(2)  Such  change  has  resulted  in  addi- 
tional, self-contained  family  units.  For 
purposes  of  this  §  825.21  (b)  (2)  (vi) : 

The  term  "self-contained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  in  addition  to  a  kitchen  (including 
kitchenette  or  pullman  kitchen)  and  a 
private  bathroom:  Provided,  however. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that  it 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
EMrector  may  waive  such  requirement  if 
he  finds  that  the  accommodation  is  of 
the  type  recognized  as  a  self-contained 
family  unit  in  the  neighborhood  in  which 
it  is  located. 

(vii)  Non-housekeeping  furnished  ac- 
commodations. Non-housekeeping  fur- 
nished housing  accommodations,  located 
within  a  single  dwelling  unit  not  used  as 
a  rooming  or  boarding  house,  but  only  if 
no  more  than  two  paying  tenants,  not 
members  of  the  landlord's  immediate 
family  live  in  such  dwelling  unit,  and  the 
remaining  portion  of  such  dwelling  unit 
is  occupied  by  the  landlord  or  his  imme- 
diate family.  (See  definition  of  rooming 
house  in  this  section.) 

4.  Section  825.23  is  amended  to  read 
as  follows: 

Every  landlord  shall,  as  a  minimum, 
provide  with  housing  accommodations 
the  same  living  space  and  the  same  es- 
sential services,  furniture,  furnishings 
and  equipment  as  were  provided  on  the 
date  determining  the  maximum  rent, 
and  as  to  other, services,  furniture,  fur- 
nishings and  equipment  not  substan- 
tially less  than  those  provided  on  the 
date  determining  the  maximum  rent, 
plus  or  minus  any  increases  or  decreases 
made  pursuant  to  §825.25  (a)  (3)  or 
825.25  <b>  or  the  comparable  provisions 
of  the  rent  regulations  issued  pursuant 
to  the  Emergency  Price  Control  Act  of 
1942,  as  amended. 

5.  Sections  825.24  (a)  anu  825.24  (b) 
are  amended  to  read  as  follows: 

5  825.24  Maximum  rents — (a»  Maxi- 
vium  rents  in  effect  on  June  30.  1047. 
Except  as  otherwise  provided  in  thii>  sec- 
tion, the  maximum  rent  for  any  housing 
accommodations  subject  to  SSi  825.21  to 
825.32.  shall  be  the  maximum  rent  which 
was  in  effect  on  June  30.  1947.  as  estab- 
lished under  the  Emergency  Price  Con- 
trol Act  of  1942.  as  amended,  and  the 
applicable  rent  regulation  i.ssued  there- 
under, plus  or  minus  adjustments  under 
§  825.25. 
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(b)  Maximum  rents  in  statutory  lease 
cases.  1 1 '  For  housing  accommodations 
concerning  which  a  statutory  lease  is  in 
effect  the  maximum  rent,  until  such 
lease  is  terminated  or  expires,  shall  be 
the  rent  set  forth  in  such  lease. 

(2)  For  hou.sing  accommodations  con- 
cerning which  a  statutory  lease  has 
heretofore  terminated  or  expired  or  here- 
after terminates  or  expires,  the  maxi- 
mum rent  shall  be  the  rent  set  forth  in 
such  lease,  plus  or  minus  adjustments 
under  §  825.25 :  Provided,  however,  That 
if  such  housing  accommodations  are  in  a 
defense-rental  area  in  which  a  general 
increase  in  maximum  rents  has  been  or  is 
hereafter  granted,  the  maximum  rent 
shall  be  such  lease  rent  plus  or  minus 
adjustments  under  §  825.25,  or  the  maxi- 
mum rent  in  the  absence  of  a  lease, 
whichever  is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  in  the  Area  Rent  Office, 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease 
prior  to  the  expiration  date  of  the  lease, 
unless  such  report  was  filed  prior  to  April 
1,  1949.  Such  report  shall  be  filed  within 
fifteen  days  after  such  termination  or 
fifteen  days  after  April  1,  1949,  which- 
ever is  later. 

For  purposes  of  this  paragraph  (b>, 
the  term  "statutory  lease"  means  a  lease 
as  described  in  sections  204  tb)  '2)  or 
204  <b'  <3>  of  the  Housing  and  Rent  Act 
of  1947.  as  amended,  and  §  825.21  (b>  <2) 
(V),  as  they  read  prior  to  April  1,  1949. 

6.  A  new  paragraph  (f)  is  added  to 
g  825.24  to  read  as  follows: 

(f)  Recontrolled  housing  accommoda- 
tions in  hotels.  In  the  case  of  those  con- 
trolled housing  accommodations  in 
hotels  which  were  not  included  as  con- 
trolled housing  accommodations  on 
March  31,  1949.  the  maximum  rent  shall 
be  the  rent  in  effect  for  such  accommo- 
dations on  March  1,  1949. 

7.  A  new  unnumbered  paragraph  is 
added  immediately  prior  to  §  825.25  (a) 
to  read  as  follows: 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in 
such  maximum  rent  which  may  be 
granted  continues  in  effect. 

8.  Section  825  29  is  redesignated  as 
S  825.29  (a). 

9.  Section  825.26  is  redesignated  as 
5  825.29  (b>.  and  is  amended  to  read  as 
follows : 

<b)  Any  person  who  rents  or  offers 
for  rent,  or  acts  as  a  broker,  or  agent  for 
the  rental  of  any  controlled  housing  ac- 
commodations shall,  as  the  Housing 
Expediter  may  from  time  to  time  require, 
(1'  furnish  information  under  oath  or 
affirmation  or  otherwise,  (2)  make  and 
keep  records  and  other  documents,  (3) 
make  reports,  (4)  permit  inspection  and 
copying  of  records  and  other  documents 
and  <5>  permit  inspection  of  controlled 
housing  accommodations. 

10.  A  new  it  825  20  is  added  to  read  as 
follows: 
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5  825.26    Removal  of  tenant — (a)   Re- 
strictions on  removal  of  tenant.    So  long 
as  the  tenant  continues  to  pay  the  rent 
to  which  the  landlord  is  entitled,  no  ten- 
ant shall  be  removed  from  any  housing 
accommodations  by  action  to  evict  or  to 
recover   possession,   by   exclusion   from 
possession,  or  otherwise,  nor  shall  any 
person    attempt   such    removal    or    ex- 
clusion from  possession,  nothwithstand- 
ing  that  such  tenant  has  no  lease  or  that 
his  lease  or  other  rental  agreement  has 
expired  or  otherwise  terminated,  and  re- 
gardless of  any  contract,  lease,  agree- 
ment or  obligation  heretofore  or  here- 
after  entered  into  which  provides  for 
surrender  of  possession,  or  for  entry  cf 
ludgment  upon  the  tenant's  confession 
for  breach  of  the  covenants  thereof,  or 
which      otherwise      provides      contrary 
hereto,  except  on  one  or  more  of  the 
grounds  specified  in  this  paragraph  (a). 
or  unless  the  landlord  has  obtained  a 
certificate  in  accordance  with  paragraph 
(C)   of  this  section;  Provided,  however. 
That  no  provision  of  this  section  shall  be 
construed  to  authorize  the  removal  of  a 
tenant  unless  such  removal  is  authorized 
under  local  law. 

(1)  Violating  substantial  obligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an  ob- 
ligation to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law.  the  tenant  (i)  is 
committing  or  permitting  a  nuisance  in 
the  housing  accommodations  and  such 
nuisance  continues  after  written  notice 
to  the  tenant  that  the  same  shall  cease 
or  <  ii )  is  using  or  permitting  a  use  of  such 
housing  accommodations  for  an  immoral 
or  illegal  purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  pro^spective  mortgagee,  or  other 
person  having  a  legitimate  interest  there- 
in :  Provided,  however.  That  such  refusal 
shall  not  be  ground  for  removal  or  evic- 
tion if  such  inspection  or  showing  of  the 
accommodations  is  contrary  to  the  pro- 
visions of  the  tenant's  lease  or  other 
rental  agreement. 

(4i  Accommodations  entirely  sublet. 
The  tenant's  lease  or  other  rental  agree- 
ment has  expired  or  otherwise  termi- 
nated, and  at  the  time  of  termination  the 
occupants  of  the  housing  accommoda- 
tions are  subtenants  or  other  persons  who 
occupied  under  a  rental  agreement  with 
the  tenant,  and  no  part  of  the  accommo- 
dations is  used  by  the  tenant  as  his 
dwelling. 

(5)  Landlord  is  a  state  or  political  sub- 
division thereof.  The  housing  accommo- 
dations have  been  acquired  by  a  state  or 
political  subdivision  thereof  for  the  pur- 
po.se  of  making  a  public  improvement  and 
are  rented  temporarily  pending  the  con- 
struction of  such  improvement. 

(6>  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  In  which  occupancy 
has   customarily   been   limited   to   em- 
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ployees  of  the  landlord,  and*the  tenant  is 
no  longer  his  employee. 

(b>  Notices  requii^d.  »1)  No  tenant 
shall  be  removed  or  evicted  from  hous- 
ing accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  in 
paragraph  (a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and  to 
the  tenant  as  provided  in  this  paragraph 
(b)  (1). 

Every  such  notice  to  a  tenant  to  vacate 
or  surrender  possession  of  housing  ac- 
commodations shall  state  the  ground 
under  this  section  upon  which  the  land- 
lord relies  for  removal  or  eviction  of  the 
tenant,  the  facts  neces.sary  to  establish 
the  existence  of  .such  ground,  and  the 
date  when  the  tenant  is  required  to  sur- 
render pos.session.  Where  the  ground 
for  removal  or  eviction  of  a  tenant  is  non- 
payment of  rent  such  notice  shall  include 
a  statement  of  the  rent  due  and  the 
rental  period  or  periods  for  which  such 
rent  is  due.  A  written  copy  of  every 
notice  required  by  this  paragraph  <b) 
(1)  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  the  following  period  of 
time  prior  to  the  date  specified  therein 
for  the  surrender  of  po.ssession  and  to 
the  commencement  of  any  action  for  re- 
moval or  eviction: 

(i)  Where  the  ground  specified  in  the 
notice  for  such  removal  or  eviction  is 
nonpayment  of  rent,  not  le.ss  than  three 
days. 

<ii)  Where  the  notice  specifies  one  or 
more  of  the  grounds  stated  in  paragraphs 
(at  (1)  and  ia>  <2'  of  this  section  for 
such  removal  or  eviction,  not  less  than 
ten  days. 

(iii)  Where  the  notice  specifies  the 
ground  stated  in  paragraph  (a)  <3)  of 
this  section  for  such  removal  or  eviction, 
not  le.ss  than  one  month. 

(iv)  Where  the  notice  specifies  one  or 
more  of  the  grounds  stated  in  paragraphs 
(a)  (4).  (a)  '5»  and  ta»  <6»  of  this 
section  for  such  removal  or  eviction,  not 
less  than  two  months. 

If  judgment  for  po.ssession  is  sought  by 
virtue  of  a  confession  of  judgment  or  by 
virtue  of  a  warrant  of  attorney  authoriz- 
ing confession  of  such  judgment  again.st 
the  tenant,  the  date  of  commencement 
of  the  action  as  referred  to  in  this  section 
shall  be  deemed  to  be  the  date  of  the 
filing  in  court  of  the  first  papers  in  the 
proceedings  for  the  entry  of  such  judg- 
ment. 

(2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  in  paragraph  (a)  of 
this  section  the  landlord  shall  give  writ- 
ten notice  thereof  to  the  Area  Rent 
Office,  stating  the  title  of  the  case,  the 
number  of  the  case  where  that  is  possible, 
the  court  in  which  it  is  filed,  the  name 
and  address  of  the  tenant,  and  the 
ground  under  said  subsection  on  which 
removal  or  eviction  is  sought. 

<c)  Eviction  certificate:  grounds  for 
issuance.  No  tenant  shall  be  removed 
Or  evicted  on  grounds  other  than  those 
stated  in  paragraph  'a'  of  this  section, 
unless  on  petilio:i  cf  t    j  landlord  the 
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Housing  Ext)editer  certifies  that  the 
landlord  may  pursue  his  remedies  in  ac- 
cordance with  the  jequirements  of  local 
law.  The  certificate  shall  authorize  the 
pursuit  of  local  remedies  at  the  expira- 
tion of  the  waitms  period  specified  in 
paragraph  'd)  of  this  section.  The  Ex- 
pediter shall  so  certify  if  he  finds  that 
removals  or  evictions  of  the  character 
propos'-d  are  not  inconsistent  with  the 
purposes  of  the  act  or  this  regulation 
and  would  not  be  likely  to  result  in  the 
circumvention  or  evasion  thereof.  The 
Expediter  shall  so  find  in  the  following 
cases : 

•  1)  Occupancy  by  oivncr.  Where  the 
landlord,  who  is  the  owner  of  the  housing 
accommodations,  establishes  that  he 
seeks  in  Kcod  faith  to  recover  possession 
thereof  for  his  immediate  and  personal 
ase  and  occupancy  as  housing  accom- 
modations, or  for  the  immediate  and  per- 
sonal use  and  occupancy  as  housing  ac- 
commodations by  a  member  or  members 
of  his  immediate  family  <see  definition 
of  "immediate  family"  at  the  end  of  this 
subparagraph  (1 ) ) :  Provided,  however. 
That: 

(i)  Where  the  housing  accommoda- 
tions are  located  in  a  structure  or  prem- 
ises which  contain  more  than  two  hous- 
ing accommodations  and  the  housing 
accommodations  or  structure  or  premises 
are  owned  by  two  or  more  persons  not 
constituting  a  cooperative  corporation  or 
association  i  husband  and  wife  as  owners 
being  considered  one  owner  for  this  pur- 
pose), no  certificate  shall  be  issued  under 
this  paragraph  tc)  (1)  for  occupancy  of 
more  than  one  housing  accommodation 
and  then  only  if  none  of  the  co-owners 
is  already  in  occupancy  of  any  housing 
accommodation  in  such  structure  or 
premises ; 

(ID  In  the  case  of  housing  accommo- 
dations in  a  structure  or  premises  owned 
by  a  cooperative  corporation  or  associa- 
tion, no  certificate  shall  be  issued  by  the 
Expediter  to  a  purcha.ser  of  stock  or 
other  evidence  of  interest  in  such  coop- 
erative, who  is  entitled  by  rea.son  of  such 
ownership  of  .stock  or  other  evidence  of 
interest  to  pos.session  of  such  housing  ac- 
commodations by  virtue  of  a  proprietary 
lease  or  otherwise,  unless  stock  or  other 
evidence  of  interest  in  the  cooperative 
has  been  purchased  by  persons  who  are 
tenants  in  occupancy  of  at  least  65  per- 
cent of  the  housing  accommodations  in 
the  stnicture  or  premises  and  are  en- 
titled by  reason  of  such  ownership  to 
proprietary  leases  of  housing  accommo- 
dations in  the  structure  or  premi-scs; 

(iii»  Where  the  owner  or  owners  pur- 
chased and  thereby  acquired  title  to  the 
housing  accommodations  on  or  after 
April  1,  1949,  no  certificate  shall  be  is- 
sued under  this  paragraph  (c)  (1)  unless 
such  owner  or  owners  made  a  payment 
or  payments  of  principal  totaling  at  least 
10  percent  of  the  purchase  price,  but  this 
requirement  shall  not  apply  where  th^ 
purcha.ser  is  a  veteran  of  World  War  II, 
who,  by  virtue  of  his  status  as  such,  ob- 
tained a  loan  for  use  in  purchasing  such 
housing  accommodations  which  was 
guaranteed  in  whole  or  In  part  by  the 
Administrator  of  Veterans  Affairs. 

For  purposes  of  this  paragraph  (c)  (1), 
the  term  "immediate  family"  Includes 
only  a  son,  son-in-law,  daughter,  daugh- 
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ter  -  in  -  law,  father,  father  -  in  -  law. 
mother,  mother-in-law,  stepchild  and 
adopted  child. 

12  >  Occupancy  by  contract-purchaser. 
Where  it  is  established  that  a  person  has 
an  enforceable  contract  to  purchase  the 
housing  accommodations,  and  that  he 
seeks  in  good  faith  to  recover  possession 
thereof  for  his  immediate  and  personal 
use  and  occupancy  as  housing  accommo- 
dations, or  for  the  immediate  and  person- 
al use  and  occuF>ancy  as  housing  accom- 
modations by  a  member  or  members  of 
his  immediate  family  (as  defined  in  sub- 
paragraph <1)  of  this  paragraph):  Pro- 
vided, hotvever,  That: 

( i )  Where  such  purchase  contract  does 
not  give  the  contract  purchaser  the  right 
of  immediate  possession  to  the  housing 
accommodations,  no  certificate  shall  be 
i.ssued  until  after  title  has  been  trans- 
ferred to  the  contract  purchaser;  and 

<ii)  It  is  established  that  such  con- 
tract purchaser,  if  title  were  transferred, 
would  be  entitled  to  a  certificate  under 
subparagraph  (1  >  of  this  paragraph. 

•  3)  Alterations  or  remodeling.  Where 
a  landlord  establishes  that  he  seeks  in 
good  faith  to  recover  possession  for  the 
immediate  purpose  of  substantially  alter- 
ing or  remodeling  the  housing  accommo- 
dations, for  continued  use  as  housing  ac- 
commodations, in  a  manner  which  can- 
not practicably  be  done  with  the  tenant 
in  possession,  or  for  the  immediate  pur- 
po.se  of  demolishing  them :  Provided.  That 
the  landlord  has  obtained  such  approval 
for  the  proposed  alterations  or  remodel- 
ing or  demolilion  as  may  be  required  by 
federal,  state  and  local  law. 

(4)  Landlord  is  tax-exeynpt  organiza- 
tion. Where  the  landlord  establishes 
that  it  is  an  organization  exempt  from 
taxation  under  .section  101  t6)  of  the 
Internal  Revenue  Code,  and  that  It  seeks 
in  good  faith  to  recover  posses.sion  of  the 
housing  accommodations  for  the  Imme- 
diate and  personal  use  and  occupancy  as 
housing  accommodations  by  members  of 
its  staff. 

<5>  Withdrawal  from  rental  market. 
Where  the  landlord  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
of  the  housing  accommodations  for  the 
immediate  purpose  of  (i)  making  a  per- 
manent conversion  to  commercial  use 
by  substantially  altering  or  remodeling 
them  or  <ii>  personally  making  a  per- 
manent use  of  them  for  non -housing 
purposes  or  (ill)  permanently  withdraw- 
ing them  from  both  the  housing  and  non- 
housing  rental  markets  without  any  in- 
tent to  sell  the  housing  accommodations. 

<d>  Eviction  certificates;  waiting  pe- 
riod. Certificates  issued  under  para- 
graph (c>  of  this  section  shall  authorize 
the  pursuit  of  local  remedies  at  the  ex- 
piration of  three  months  from  the  date  of 
the  filing  of  the  petition;  Provided,  how- 
ever. That : 

(1)  In  cases  under  paragraph  <c)  (5) 
of  this  section  the  waiting  period  shall 
be  six  months; 

(2)  In  cases  under  subparagraph  (c) 
(2)  (i)  of  this  section  the  waiting  period 
shall  extend  at  least  until  two  months 
from  the  date  the  certificate  is  issued; 

(3)  In  any  case  where  the  Expediter 
finds  that  by  reason  of  exceptional  cir- 
cumstances extreme  hardship  would  re- 


sult to  the  landlord,  he  may  waive  all  or 
part  of  the  waiting  period. 

(e)  Change  of  intention.  Any  cer- 
tificate issued  under  paragraph  (c)  of 
this  section  shall  not  be  u.sed  in  connec- 
tion with  any  action  to  remove  or  evict 
a  tenant  unless  such  removal  or  eviction 
is  sought  for  the  purpose  specified  in  the 
certificate. 

In  the  event  that  the  landlord's  in- 
tentions or  circumstances  so  change  that 
the  premises,  possession  of  which  is 
sought,  will  not  be  used  for  the  purpo.se 
specified  in  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  Immediately  notify  the 
Area  Rent  Director  in  writing  and  sur- 
render the  certificate  for  cancellation. 

<  f  >  Local  law.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (O  of  this  .section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  in  said  certif- 
icate, such  notice  or  notices  as  may  be 
required  by  the  local  law :  Proindcd,  That 
such  notice  or  notices  do  not  demand 
surrender  of  posses.sion  until  after  ex- 
piration of  said  waiting  period. 

(g>  Exceptions.  The  provisions  of 
this  section  do  not  apply  to: 

(li  Subtenants.  A  subtenant  or  other 
per.son  who  occupies  or  occupied  under  a 
rental  agreement  with  the  tenant,  where 
removal  or  eviction  of  the  subtenant  or 
other  such  occupant  is  sought  by  the 
landlord  of  the  tenant,  unless  the  rental 
agreement  between  the  landlord  and 
tenant  contemplated  the  subletting  by 
the  tenant  of  the  entire  accommodations 
or  substantially  all  of  the  individual 
units  therein,  or  unless  under  the  local 
law  there  is  a  tenancy  relationship  be- 
tween the  landlord  and  the  subtenant  or 
other  such  occupant. 

(2t  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section,  the 
United  States  or  any  State  or  local  pub- 
lic agency  may  maintain  an  action  or 
proceeding  to  recover  pos.session  of  any 
housing  accommodiations  operated  by  it 
where  such  action  or  proceeding  is  au- 
thorized by  the  statute  or  regulations  un- 
der which  such  accommodations  are  ad- 
ministered. 

(h>  Pending  cases.  (D  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1,  1949,  in 
accordance  with  section  209  <c>  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended,  as  it  read  prior  to  April  1. 
1949,  or  where  no  notice  was  required  by 
that  section  of  said  act  and  a  court  pro- 
ceeding for  removal  or  eviction  is  pend- 
ing on  April  1, 1949.  the  landlord  need  not 
comply  with  the  notice  requirements  un- 
der paragraph  «b)  of  this  section:  Pro- 
vided. That  the  ground  for  removal  or 
eviction  relied  upon  in  such  cases  is  a 
ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section.  If  in  any 
such  case  the  ground  for  removal  or 
eviction  is  not  a  ground  for  removal  or 
eviction  under  paragraph  <a>  of  this  sec- 
tion and  a  certificate  is  applied  for  and 
issued  in  accordance  with  paragraph  (c) 
of  this  section  the  Housing  Expediter 
may  reduce  the  waiting  period,  taking 
into  consideration  the  time  elapsed  since 
notice  was  given. 


Tuesday,  April  5,  1949 

(2»  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 
was  entered  prior  to  April  1.  1949  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 

<6ec.  204  id  I,  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App. 
1894  (d») 

This  amendment  .shall  become  effective 
April  1.  1949. 

Issued  this  1st  day  of  April  1949. 

TiGHE  E.  Woods, 
^  Housing  Expediter. 

|F.    R.    Doc.    49  2540;    Filed.    Apr.    1.    1949; 
3:46  p.  m.l 


I  Controlled  Housing  Rent  Reg..  Atlantic 
County  Defense-Rental  Area,'  Amdt.  12) 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
atlantic  county  defense-rental  aria 

The  Controlled  Housing  Rent  Regu- 
lation for  Atlantic  County  Defense- 
Rental  Area  (§§825.61  to  825.72)  is 
amended  in  the  following  respects: 

1.  The  definition  of  "hotel"  contained 
In  §  825.61  is  deleted. 

2.  In  §  825.61  the  d^nition  of  "date 
determining  the  ma)Mmum  rent"  !s 
deleted. 

3.  Section  825.61  (b)  <2)  is  amended  to 
read  as  follows: 

(2)  Decontrolled  hotusing.  Sections 
825.61  to  825.72.  do  not  apply  to  the  fol- 
lowing : 

(i)  Accommodations  in  hotels.  <a) 
In  cities  of  less  than  2.500,000  population 
according  to  the  1940  decennial  census, 
those  housing  accommodations  in  any 
hotel  which,  on  June  30,  1947.  were  occu- 
pied by  per.sons  to  whom  were  provided 
customary  hotel  services  such  as  maid 
service,  furmshing  and  laundering  of 
linen,  telephone  and  secretarial  or  desk 
service.  iLse  and  upkeep  of  furniture  and 
fixtures,  and  bellboy  services  (not  nec- 
essarily all  the  types  of  services  named 
need  be  provided  in  all  cases  as  long  as 
enough  are  provided  to  constitute  cus- 
tomary hotel  services  usually  supplied  In 
establishments  commonly  known  as  ho- 
tels in  the  community  where  they  are 
located).  For  purposes  of  this  para- 
graph (b>  <2)  (i)  < a >.  the  term  "hotel" 
means  any  establishment  which  is  com- 
monly known  as  a  hotel  in  the  commu- 
nity in  which  it  is  located  and  which  pro- 
vides customary  hotel  services. 

(b)  In  cities  of  2,500.000  population 
or  more  according  to  the  1940  decennial 
census.  (1)  those  housing  accommoda- 
tions which  are  located  in  hotels  In  which 
on  March  1,  1949.  75  percent  or  more 
of  the  occupied  housing  accommodations 
were  rented  on  a  dally  basis  to  tenants 
who  had  not.  on  that  date,  continuously 
resided  In  the  hotel  for  90  days  or  more, 
or  <2>  those  accommodations  which  are 
not  located  in  hotels  described  in  sub- 
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division  (/>  but  which  on  March  1.  1949, 
were  rented  on  a  dally  basis  to  tenants 
who  had  not,  on  that  date,  continuously 
resided  in  the  hotel  for  90  days  or  more. 
For  purposes  of  this  paragraph  (b)  (2) 
(i)  (b>,  the  term  "hotel"  means  any  es- 
tablishment which  on  June  30,  1947,  was 
commonly  known  as  a  hotel  in  the  com- 
munity in  which  It  is  located  and  in 
which  at  least  an  appreciable  number 
of  its  occupants  were  provided  with  cus- 
tomary hotel  services  such  as  maid  serv- 
ice, furnishing  and  laundering  of  linen, 
telephone  and  .secretarial  or  de.sk  serv- 
ice, use  and  upkeep^ of  furniture  and  fix- 
tures, and  bellboy  service. 

(ID  Motor  courts.  Housing  accommo- 
dations in  establishments  which  were 
motor  courts  on  June  30,  1947. 

dil)  Trailer  or  trailer  space.  Hous- 
ing accommodations  located  In  trailers 
and  ground  space  rented  for  trailers, 
which  on  April  1.  1949  were  used  exclu- 
sively for  tran.sient  occupancy,  1.  e.. 
rented  on  a  dally  basis  to  tenants  who 
had  not  continuously  resided  therein  on 
and  since  March  1.  1949. 

(Iv)  Tourist  horncs.  Housing  accom- 
modations In  any  tourist  home  serving 
transient  gue.sts  exclusively  on  June  30, 
1947. 

(v»  Accommodations  created  by  new 
constructi07i  or  change  from  non-hous- 
ing use.  <a'  Housing  accommodations 
the  construction  of  which  was  completed, 
or  which  were  created  by  a  change  from  a 
non-housing  to  a  housing  use.  on  or  after 
February  1,  1947:  Provided,  however. 
That  maximum  rents  established  under 
the  Veterans'  Emergency  Housing  Act  for 
priority  constructed  housing  accommo- 
dations completed  on  or  after  February 
1.  1947,  shall  continue  in  full  force  and 
effect,  if  such  accommodations  are  being 
rented  to  veterans  of  World  War  II  or 
their  immediate  families,  who,  on  June 
30,  1947.  either  <1>  occupied  such  hous- 
ing accommodations,  or  (2)  had  a  right 
to  occupy  such  housing  accommodations 
at  any  time  on  or  after  July  1.  1947.  un- 
der any  agreement  whether  written  or 
oral. 

( b )  Housing  accommodations  the  con- 
struction of  which  was  completed  be- 
tween February  1.  1945  and  January  31, 
1947,  both  dates  Inclusive,  and  which  be- 
tween the  date  of  completion  and  June 
30,  1947,  both  dates  lnclu.slve,  at  no  time 
were  rented  as  housing  accommodations 
I  other  than  to  members  of  the  Imme- 
diate family  of  the  landlord*. 

For  purposes  of  this  §825.61  (b)  (2) 
(v)  : 

The  time  at  which  construction  of 
housing  accommodations  shall  be  deemed 
to  be  "completed"  shall  be  the  date  on 
which  the  dwelling  is  first  suitable  for 
occupancy  and  all  utility  and  service 
connections  have  been  made,  except  for 
the  Installation  of  such  items  and  the 
completion  of  such  decoration  work,  as. 
In  accordance  with  the  custom  of  the 
community,  are  left  for  installation  by. 
or  to  the  choice  of,  the  purchaser  or 
the  tenant. 

(vl)  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1,  1947  by  a  con- 
version (1.  e.,  a  structural  change  In  a 
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residential  unit  or  units  involving  sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 
31.  1949.  but  subject  to  the  provi.so  clau.se 
set  forth  in  §  825.61  ib>   (2>   <v)   (a*. 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a 
conversion  created  on  or  after  April  1. 
1949.  but  subject  to  the  proviso  clause 
set  forth  In  §  825.61  <b»  '2'  <v)  <a).  On 
petition  by  the  owner  such  a  decontrol 
order  shall  be  entered  by  the  Hcu'^lng 
Expediter,  if  the  following  facts  are 
established: 

(1)  There  has  been  a  structural 
change  In  a  residential  unit  or  units  in- 
volving .substantial  alterations  or  re- 
modeling; and 

(2)  Such  change  has  resulted  in  ad- 
ditional, .self-contained  family  units. 
For  purpo.ses  of  this  §  825.61  'b'  <2)  *vi): 

The  term  "self-coniained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  In  addition  to  a  kitchen  (Including 
kitchenette  or  pullman  kitchen  <and  a 
private  bathroom:  Provided,  however. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that 
It  has  no  private  bathroom  or  no  bath- 
room facilities  other  than  toilet,  the 
Area  Rent  Director  mny  waive  such  re- 
quirement if  he  finds  that  the  accommo- 
dation is  of  the  type  recognized  as  a  self- 
contained  family  unit  in  the  neighbor- 
hood In  which  It  Is  located. 

(vll)  Non-housekeeping  furni.'ihcd  ac- 
commodations. Non-housekeeping  fur- 
nished housing  accommodations,  located 
within  a  single  dwelling  unit  not  used  as 
a  rooming  or  hoarding  house,  but  only  If 
no  more  than  two  paying  tenants,  not 
members  of  the  landlord's  Immediate 
family  live  in  .such  dwelling  unit  and  the 
remaining  portion  of  such  dwelling  unit 
is  occupied  by  the  landlord  or  his  im- 
mediate family.  'See  definition  of 
rooming  hou.se  in  this  section.  • 

4.  Section  825.63  Is  amended  to  read  as 
follows: 

Every  landlord  shall,  as  a  minimum, 
provide  with  housing  accommodations 
the  same  living  space  and  the  same  es- 
.sential  services,  furniture,  furnishings 
and  equipment  as  were  provided  on  the 
date  determining  the  maximum  rent,  and 
as  to  other  services,  furniture,  furnish- 
ings and  equipment  not  sub.'^tanlially  less 
than  those  provided  on  the  date  deter- 
mining the  maximum  rent,  plus  or  minus 
any  Increases  or  decreases  made  pur- 
.suant  to  §825.65  <ai  tS*  or  825.65  <b» 
or  the  comparable  provisions  of  the  rent 
regulations  Issued  pursuant  to  the  Emer- 
gency Price  Control  Act  of  1942,  as 
amended. 

5.  Sections  825  64  'a>   and  825  64   "b) 
are  amended  to  read  as  follows: 

§825.64  Maximum  rents— 'a^i  Maxi- 
mum rents  in  effect  nn  June  30,  1947. 
Except  as  otherwise  provided  In  this  sec- 
tion, the  maximum  rent  for  any  housing 
accommodations  subject  to  ^5  825  61  to 
825.72.  shall  be  the  maximum  rent  which 
was  in  effect  on  June  30.  1947.  as  estab- 
ILshed  under  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended,  and  the 
applicable  rent  regulation  issued  there- 
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under,  plus  or  minus  adjustments  under 
§  825  65 

(b»  Maximum  rents  in  statutory  lease 
cases.  ( 1 )  For  housing  accommodations 
concerning  which  a  statutory  lease  is  in 
effect  the  maximum  rent,  until  such  lease 
is  terminated  or  expires,  shall  be  the 
rent  set  forth  in  such  lease. 

i2>  For  housinK  accommodations  con- 
ccrninp  which  a  statutory  lease  has  here- 
tofore terminated  or  expired  or  here- 
after terminates  or  expires,  the  maxi- 
mum rent  shall  be  the  rent  set  forth  in 
such  lease,  plus  or  minus  adjustments 
under  5  825.65:  Provided,  however.  That 
if  such  housing  accommodations  are  in 
a  defense-rental  area  in  which  a  gen- 
eral increase  in  maximum  rents  has  been 
or  is  hereafter  granted,  the  maximum 
rent  shall  be  such  lease  rent  plus  or 
minus  adjustments  under  §  825.65,  or 
the  maximum  rent  in  the  absence  of  a 
lease,  whichever  is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  in  the  Area  Rent  Office, 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease  prior 
to  the  expiration  date  of  the  lease,  unless 
such  report  was  filed  prior  to  April  1, 
1949.  Such  report  shall  be  filed  within 
fifteen  days  after  .such  termination  or 
fifteen  days  after  April  1.  1949,  which- 
ever is  later. 

For  purposes  of  this  paragraph  (b). 
the  term  "statutory  lease"  means  a  lease 
as  de.scribed  in  section  204  (b)  t2>  or 
204  <b>  <3)  of  the  Housing  and  Rent  Act 
of  1947.  as  amended,  and  §  825.61  (b>  (2) 
(V).  as  they  read  prior  to  April  1.  1949. 

6.  A  new  paragraph  <f)  is  added  to 
§  825.64  to  read  as  follows: 

(f )  Recontrolled  housing  accommoda- 
tions in  hotels.  In  the  case  of  those  con- 
trolled housing  accommodations  in  hotels 
which  were  not  included  as  controlled 
housing  accommodations  on  March  31, 
1949,  the  maximum  rent  shall  be  the  rent 
in  effect  for  such  accommodations  on 
March  1,  1949. 

7.  A  new  unnumbered  paragraph  is 
added  immediately  prior  to  §825.65  <a> 
to  read  as  follows: 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in  such 
maximum  rent  which  may  be  granted 
continueii  in  effect. 

8.  Section  825  69  is  redesignated  as 
§  825  69  ta>. 

9.  Section  825  66  is  redesignated  as 
§  825.69  (b>.  and  is  amended  to  rea^d  as 
follows: 

(b)  Any  person  who  rents  or  offers  for 
rent,  or  act.s  a.<  a  broker  or  agent  for  the 
rental  of  any  controlled  housing  accom- 
modations shall,  as  the  Housing  Expe- 
diter may  from  time  to  time  require,  d) 
furnish  information  under  oath  or  afflr- 
iHation  or  otherwise.  (2)  make  and  keep 
records  and  other  documents.  <3>  make 
reports.  (4)  permit  inspection  and  copy- 
ing of  records  and  other  documents  ^nd 
<5)  permit  inspection  of  controlled  hous- 
ing accommodations. 
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10.  A  new  §  825.66  Is  added  to  read  as 
follows : 

§  825.66  Removal  of  tenant — (a)  Re- 
strictions on  removal  of  tenant.  So  long 
as  the  tenant  continues  to  pay  the  rent  to 
which  the  landlord  is  entitled,  no  tenant 
shall  be  removed  from  any  housing  ac- 
commodations by  action  to  evict  or  to  re- 
cover possession,  by  exclusion  from  pos- 
session, or  otherwise,  nor  shall  any  person 
attempt  such  removal  or  exclusion  from 
posses.sion,  notwithstanding  that  such 
tenant  has  no  lease  or  that  his  lease  or 
other  rental  agreement  has  expired  or 
otherwise  terminated,  and  regardless  of 
any  contract,  lease,  agreement  or  obliga- 
tion heretofore  or  hereafter  entered  into 
which  provides  for  surrender  of  posses- 
sion, or  for  entry  of  judgment  upon  the 
tenant'.s  confession  for  breach  of  the 
covenants  thereof,  or  which  otherwise 
provides  contrary  hereto,  except  on  one 
or  more  of  the  grounds  specified  in  this 
paragraph  ( a ) .  or  unless  the  landlord  has 
obtained  a  certificate  in  accordance  with 
paragraph  <c)  of  this  section;  Provided, 
however.  That  no  provisions  of  this  sec- 
tion shall  be  construed  to  authorize  the 
removal  of  a  tenant  unless  such  removal 
is  authorized  under  local  law. 

(1)  Violating  substantial  obligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an  obli- 
gation to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law.  the  tenant  (1)  is 
committing  or  permitting  a  nuisance  in 
the  housing  accommodations  and  such 
nuisance  continues  after  written  notice 
to  the  tenant  that  the  same  shall  cease 
or  <i\)  is  using  or  permitting  a  use  of 
such  housing  accommodations  for  an  im- 
moral or  illegal  purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or  other 
person  having  a  legitimate  interest  there- 
in: Provided,  however,  That  such  refu.sal 
shall  not  be  ground  for  removal  or  evic- 
tion if  such  inspection  or  showing  of  the 
accommodations  is  contrary  to  the  pro- 
visions of  the  tenant's  lease  or  other  ren- 
tal agreement. 

*4^  Accommodations  entirely  sublet. 
The  tenant's  lease  or  other  rental  agree- 
ment has  expired  or  otherwise  termi- 
nated, and  at  the  time  of  termination 
the  occupants  of  the  housing  accommo- 
dations are  subtenants  or  other  persons 
who  occupied  under  a  rental  agreement 
with  the  tenant,  and  no  part  of  the  ac- 
commodations is  used  by  the  tenant  as 
his  dwelling. 

« 5 )  Landlord  is  a  state  or  political  sub- 
division thereof.  The  housing  accom- 
modations have  been  acquired  by  a  state 
or  political  subdivision  thereof  for  the 
purpose  of  making  a  public  improvement 
and  are  rented  temporarily  pending  the 
construction  of  such  improvement. 

<6>  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
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cupancy has  customarily  been  limited  to 
employees  of  the  landlord,  and  the  tenant 
is  no  longer  his  employee. 

(b)  Notices  required.  (1)  No  tenant 
shall  be  removed  or  evicted  from  housing 
accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  in 
paragraph  <a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and  to 
the  tenant  as  provided  in  this  paragraph 
(b>   «1». 

Every  such  notice  to  a  tenant  to 
vacate  or  surrender  possession  of  hous- 
ing accommodations  shall  state  the 
ground  under  this  section  upon  which 
the  landlord  relies  for  removal  or  evic- 
tion of  the  tenant,  the  facts  necessary  to 
establish  the  existence  of  such  ground, 
and  the  date  when  the  tenant  is  required 
to  surrender  possession.  Where  the 
ground  for  removal  or  eviction  of  a  tenant 
is  nonpayment  of  rent  such  notice  shall 
include  a  statement  of  the  rent  due  and 
the  rental  period  or  periods  for  which 
such  rent  is  due.  A  written  copy  of 
every  notice  required  by  this  paragraph 
(b)  <1)  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  the  following  period  of 
time  prior  to  the  date  specified  therein 
for  the  surrender  of  possession  and  to 
the  commencement  of  any  action  for  re- 
«ioval  or  evicti#i: 

(i)  Where  the  ground  specified  in  the 
notice  for  such  removal  or  eviction  is 
nonpayment  of  rent,  not  less  than  three 
days. 

(il>  Where  the  notice  specifies  one  or 
more  of  the  groimds  stated  in  paragraphs 
(a)  (1)  and  <a>  (2)  of  this  section  for 
such  removal  or  eviction,  not  less  than 
ten  days. 

(iii)  Where  the  notice  .specifies  the 
ground  stated  in  paragraph  »a)  '3)  of 
this  section  for  such  removal  or  eviction, 
not  less  than  one  month. 

(iv>  Where  the  notice  specifies  one  or 
more  of  the  grounds  stated  in  paragraphs 
(a)  <4>,  (a)  <5)  and  (a)  ^6>  of  this  sec- 
tion for  such  removal  or  eviction,  not 
less  than  two  months. 

If  judgment  for  possession  is  sought 
by  virtue  of  a  confession  of  judgment  or 
by  virtue  of  a  warrant  of  attorney  au- 
thorizing confe.ssion  of  such  judgment 
against  the  tenant,  the  date  of  com- 
mencement of  the  action  as  referred  to 
In  this  section  shall  be  deemed  to  be  the 
date  of  the  filing  in  court  of  the  first 
papers  In  the  proceedings  for  the  entry 
of  such  judgment. 

<2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on  any 
ground  stated  in  paragraph  <a>  of  this 
section  the  landlord  shall  give  written 
notice  thereof  to  the  Area  Rent  Office, 
stating  the  title  of  the  case,  the  number 
of  the  case  where  that  is  possible,  the 
court  in  which  it  is  filed,  the  name  and 
address  of  the  tenant,  and  the  ground 
under  said  paragraph  on  which  removal 
or  eviction  is  sought. 

(c'  Eviction  certificate:  grounds  for 
issuance.    No  tenant  shall  be  removed  or 
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evicted  on  grounds  other  than  those 
stated  in  paragraph  <a)  of  this  section, 
unless  on  petition  of  the  landlord  the 
Hou.'^ing  Expediter  certifies  that  the 
landlord  may  pursue  his  remedies  in  ac- 
cordance with  the  requirements  of  local 
law.  The  certificate  shall  authorize  the 
pursuit  of  local  remedies  at  the  expira- 
tion of  the  waiting  period  specified  in 
paragraph  'd)  of  this  section.  The  Ex- 
pediter shall  so  certify  if  he  finds  that 
removals  or  evictions  of  the  character 
proposed  are  not  inconsistent  with 'the 
purposes  of  the  Act  or  this  regulation 
and  would  not  be  likely  to  result  in  the 
circumvention  or  evasion  thereof.  The 
Expediter  shall  so  find  in  the  following 
cases : 

(1)  Occupancy  by  owner.  Where  the 
landlord,  who  is  the  owner  of  the  housing 
accommodations,  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
thereof  for  his  immediate  and^ersonal 
use  and  occupancy  as  housing  accommo- 
dations, or  for  the  immediate  and  per- 
sonal use  and  occupancy  as  housing  ac- 
commodations by  a  member  or  members 
of  his  immediate  family  <see  definition 
of  "Immediate  family"  at  the  end  of  this 
subparagraph   a)):  Provided,  however, 

That: 

(i)  Where  the  hou.sing  accommoda- 
tions are  located  in  a  structure  or  prem- 
ises which  contain  more  than  two  hous- 
ing accommodations  and  the  housing  ac- 
commodations or  structure  or  premises 
are  owned  by  two  or  more  persons  not 
constituting  a  cooperative  corporation  or 
a.ssociation  (husband  and  wife  as  owners 
being  considered  one  owner  for  this  pur- 
pose) ,  no  certificate  shall  be  issued  un- 
der this  paragraph  (O  <l)  for  occupancy 
of  more  than  one  housing  accommoda- 
tion and  then  only  if  none  of  the  co- 
owners  is  already  in  occupancy  of  any 
housing  accommodations  in  such  struc- 
ture or  premises; 

(ii )  In  the  case  of  housing  accommoda- 
tions In  a  structure  or  premises  owned  by 
a  cooperative  corporation  or  a.ssociation. 
no  certificate  shall  be  issued  by  the  Ex- 
pediter to  a  purchaser  of  stock  or  other 
evidence  of  interest  in  such  cooperative, 
who  is  entitled  by  reason  of  such  owner- 
ship of  stock  or  other  evidence  of  inter- 
est to  possession  of  such  housing  accom- 
modations by  virtue  of  a  proprietary  lease 
or  otherwise,  unless  stock  or  other  evi- 
dence of  interest  in  the  cooperative  has 
been  purchased  by  persons  who  are  ten- 
ants in  occupancy  of  at  least  65  percent 
of  the  housing  accommodations  in  the 
.structure  or  premises  and  are  entitled  by 
rea.son  of  such  ownership  to  proprietary 
leases  of  housing  accommodation  In  the 
structure  or  premises; 

(iii)  Where  the  owner  or  owners  pur- 
chased and  thereby  acquired  title  to  the 
housing  accommdKlations  on  or  after 
April  1.  1949,  no  cfrcUflcate  shall  be  is- 
sued under  this  paraK?aph  *c)  <1)  unless 
such  owner  or  owners  it  ade  a  payment  or 
payments  of  principal  tbtaling  at  least  10 
percent  of  the  purchase-^ice,  but  this 
requirement  shall  not  apply  where  the 
purchaser  is  a  veteran  of  World  War  II. 
who.  by  virtue  of  his  status  as  such,  ob- 
tained a  loan  for  use  in  purchasing  such 
housing  accommodations  which  was 
guaranteed  in  whole  or  in  part  by  the 
Administrator  of  Veterans'  Affairs. 
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For  purposes  of  this  paragraph  (c) 
(1),  the  term  "immediate  family"  In- 
cludes only  a  son,  son-in-law,  daughter, 
daughter-in-law.  father,  father-in-law, 
mother,  mother-in-law,  stepchild  and 
adopted  child. 

(2)  Occupancy  by  contract-purchaser. 
Where  It  Is  established  that  a  person  has 
an  enforceable  contract  to  purchase  the 
housing  accommodations,  and  that  he 
seeks  in  good  faith  to  recover  possession, 
thereof  for  his  Immediate  and  personal 
use  and  occupancy  as  housing  accommo- 
dations, or  for  the  immediate  and  p)er- 
son: '  use  and  occupancy  as  housing  ac- 
commodations by  a  member  or  members 
of  his  Immediate  family  (as  defined  in 
subparagraph  (1)  of  this  paragraph); 
Provided,  however,  That: 

•  i)  Where  such  purchase  contract  does 
not  pive  the  contract  purchaser  the  right 
of  immediate  possession  to  the  housing 
accommodations,  no  certificate  shall  be 
issued  until  after  title  has  been  trans- 
ferred to  the  contract  purchaser;  and 

(11 )  It  Is  establLshcd  that  such  contract 
purchaser.  If  title  were  transferred, 
would  be  entitled  to  a  certificate  under 
subparagraph  <1)  of  this  paragraph. 

i3)  Alterations  or  remodeling.  Where 
a  landlord  establishes  that  he  seeks  in 
good  faith  to  recover  possession  for  the 
immediate  purpose  of  substantially  alter- 
ing or  remodeling  the  housing  accom- 
modations, for  continued  use  as  housing 
accommodations,  in  a  manner  which 
cannot  practicably  be  done  with  the  ten- 
ant in  possession,  or  for  the  immediate 
purpose  of  demolishing  them,  provided 
that  the  landlord  has  obtained  such  ap- 
proval for  the  proposed  alterations  or 
remodeling  or  demolition  as  may  be  re- 
quired by  federal,  state  and  local  law. 

(4)  LaTidlord  is  tax-exempt  organiza- 
tion. Where  the  landlord  establishes 
that  it  Is  an  organization  exempt  from 
taxation  under  section  101  (6)  of  the 
Internal  Revenue  Code,  and  that  it  seeks 
in  good  faith  to  recover  possession  of  the 
housing  accommodations  for  the  imme- 
diate and  personal  use  and  occupancy  as 
housing  accommodations  by  members  of 
its  staff. 

(5)  Withdrawal  from  rental  market. 
Where  the  landlord  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
of  the  housing  accommodations  for  the 
Immediate  purpose  of  (i)  making  a  per- 
manent conversion  to  commercial  use  by 
substantially  altering  or  remodeling 
them  or  (ii>  personally  making  a  per- 
manent use  of  them  for  non-housing 
purposes  or  aii>  permanently  withdraw- 
ing them  from  both  the  housing  and  non- 
housing  rental  markets  without  any  In- 
tent to  sell  the  housing  accommodations. 

(d)  Eviction  certificates:  waiting  pe- 
riod. Certificates  Issued  under  para- 
graph <c»  of  this  section  shall  authorize 
the  pursuit  of  local  remedies  at  the  ex- 
piration of  three  months  from  the  date 
of  the  filing  of  the  petition;  Provided, 
however.  That: 

(1)  In  cases  under  paragraph  ^c)  '5' 
of  this  section  the  waiting  period  shall 
be  six  months ; 

(2)  In  cases  under  paragraph  (c)  (2) 
(i)  of  this  section  the  waiting  period  shall 
extend  at  least  until  two  months  from 
the  date  the  certificate  is  issued; 
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(3)  In  any  case  where  the  Expediter 
finds  that  by  reason  of  exceptional  cir- 
cumstances extreme  hardship  would  re- 
sult to  the  landlord,  he  may  waive  all  or 
part  of  the  waiting  period. 

(e)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  'C  of  this 
section  shall  not  be  used  In  connection 
with  any  action  to  remove  or  evict  a 
tenant  unless  such  removal  or  eviction 
is  sought  for  the  purpose  specified  In  the 
certificate. 

In  the  event  that  the  landlords  inten- 
tions or  circum.stanccs  so  chance  that 
the  premises,  possession  of  which  is 
sought,  will  not  be  used  for  the  purpo.  e 
specified  In  the  certificate,  the  ccralicate 
.shall  thereupon  be  null  and  vo.d.  The 
landlord  shall  immediately  notify  the 
Area  Rent  Director  in  writing  and  sur- 
render the  certificate  for  cancellation. 

(fi  Local  law.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (c  •  of  this  .section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  In  said  certifi- 
cate, such  notice  or  notices  as  may  be 
required  by  the  local  law :  Provided.  That 
such  notice  or  notices  do  not  demand 
surrender  of  possession  until  after  ex- 
piration of  said  waiting  period. 

(g)  Exceptions.  The  provisions  of  this 
section  do  not  apply  to: 

(1 )  Subtenants.  A"^ubtenant  or  other 
person  who  occupies  or  occupied  under 
a  rental  agreement  with  the  tenant, 
where  removal  or  eviction  of  the  sub- 
tenant or  other  such  occupant  Is  sought 
by  the  landlord  of  the  tenant,  unless  the 
rental  agreement  between  the  landlord 
and  tenant  contemplated  the  subletting 
by  the  tenant  of  the  entire  accommoda- 
tions or  substantially  all  of  the  individual 
units  therein,  or  unless  under  the  local 
law  there  is  a  tenancy  relationship  be- 
tween the  landlord  and  the  subtenant  or 
other  such  occupant. 

(2)  Public  housing.  Notwithstanding 
anv  otlier  provisions  cf  this  section,  the 
United  States  or  any  State  or  local  pub- 
lic agency  may  maintain  an  action  or 
proceeding  to  recover  possession  of  any 
housing  accommodations  operated  by  it 
where  such  action  or  proceeding  is  au- 
thorized by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(h)   Pending  cases.     «lt   In  any  case 
where  a  landlord  ha.s  given  a  tenrnt  a 
written  notice,  prior  to  April  1,  1949,  In 
accordance  with  section  209  'c   of  the 
Hou.sing    and    Rent    Act    of     1947.    as 
amended,  as  it  read  prior  to  April  1.  1949, 
or  where  no  notice  was  required  by  that 
section  of  said  act.  and  a  court  prccsed- 
ing  for  removal  or  eviction  is  pending  on 
April    1.    1949.    the    landlord    need    not 
comply  with  the  notice  requirements  un- 
der paragraph  <  b »  of  this  section :  Pro- 
vided, That  the  ground  for  removal  or 
eviction  relied  upon  in  such  cases  is  a 
ground   for   removal  or   eviction   under 
paragraph  <a)  of  this  .section.    If  in  any 
such  case  the  ground  for  removal  or  evic- 
tion Is  not  a  ground  for  removal  or  evic- 
tion under  paragraph  ta»  of  this  section 
and  a  certificate  is  applied  for  and  is- 
sued in  accordance  with  paragraph  <c) 
of   this  section  the   Housing   Expediter 
may  reduce  the  waiting  period,  taking 
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Into  consideration  the  time  elapsed  since 
notice  was  given. 

<  2 )  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  Judgment 
was  entered  prior  to  April  1.  1949  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.:  50  U.  S.  C.  App.  1894 
(d)) 

This  amendment  shall  become  effective 
April  1.  1949. 

Is.sued  this  1st  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    K.    Doc.    49  2539:    Filed.    Apr.    1.    1949; 
3:46  p.  m.] 
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Other  Establishments  Rent  Reg..  New 
York  City  Defense-Rental  Area,'  Amdt.  91 

Part  825 — Rent  Rectjlations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms  in 
rooming  houses  and  other  establish- 
ments in  the  new  york  city  defense- 
rent.\l  area 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments in  the  New  York  City  De- 
fen.se-Rental  Area  (§S  825.101  to  825.112) 
Is  amended  in  the  following  respects: 

1.  The  definition  of  "hotel"  contained 
In  §  825.101  is  deleted. 

2.  In  §  825.101  the  definition  of  "date 
determining  maximum  rent"  is  deleted. 

3.  Section  825.101  (b)  (2)  is  amended 
to  read  as  follows: 

(2)  Decontrolled  housing  to  which 
H  825.101  to  825.112.  do  not  apply. 
Sections  825.101  to  825.112  do  not  apply 
to  the  following: 

(i)  Rooms  in  hotels,  (a)  In  cities  of 
less  than  2.500.000  population  according 
to  the  1940  decennial  census,  those  rooms 
in  any  hotel  which  on  June  30,  1947,  were 
occupied  by  persons  to  whom  were  pro- 
vided customary  hotel  services  such  as 
maid  service,  furnishing  and  laundering 
of  linen,  telephone  and  secretarial  or 
desk  service,  use  and  upkeep  of  furniture 
and  fixtures,  and  bellboy  services  (not 
nece.ssarily  all  the  types  of  services  named 
need  be  provided  in  alPcases  as  long  as 
enough  are  provided  to  constitute  cu.>^- 
tomary  hotel  services  usually  supplied 
in  establishments  commonly  known  as 
hotels  in  the  community  where  they  are 
located".  For  purpo.ses  of  thi.s  para- 
graph (b)  (2»  ti>  la),  the  term  "hotel" 
means  any  establishment  which  is  com- 
monly known  as  a  hotel  in  the  community 
in  which  it  is  located  and  which  provides 
customary  hotel  services. 

(b)  In  cities  of  2.500.000  population  or 
more  according  to  the  1940  decennial 
census.  ( 1 )  those  rooms  which  are  located 
in  hotels  in  which  on  March  1,  1949.  75 
percent  or  more  of  the  occupied  rooms 
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were  rented  on  a  daily  basis  to  tenants 
who  had  not,  on  that  date,  continuously 
resided  in  the  hotel  for  90  days  or  more, 
or  (2)  thase  rooms  which  are  not  located 
In  hotels  described  in  subdivision  <i  >  but 
which  on  March  1. 1949,  were  rented  on  a 
daily  basis  to  tenants  who  had  not,  on 
that  date,  continuously  resided  in  the  ho- 
tel for  90  days  or  more.  For  purposes  of 
this  paragraph  (b)  (2>  (D  (b),  the  term 
"hotel"  means  any  establishment  which 
on  June  30,  1947,  was  commonly  known 
as  a  hotel  in  the  community  in  which  it 
is  located  and  in  which  at  least  an  appre- 
ciable number  of  its  occupants  were  pro- 
vided with  customary  hotel  service  such 
as  maid  service,  furnishing  and  launder- 
ing of  linen,  telephone  and  secretarial  or 
desk  service,  use  and  upkeep  of  furniture 
and  fixtures,  and  bellboy  service. 

(ii)  Motor  courts.  Rooms  in  estab- 
lishments which  were  motor  courts  on 
June  30.  1947. 

(iii>  Trailer  or  trailer  space.  Trailers 
and  ground  space  rented  for  trailers, 
which  on  April  1.  1949.  were  used  ex- 
clusively for  transient  occupancy,  1.  e.. 
rented  on  a  daily  basis  to  tenants  who 
had  not  continuously  resided  therein  on 
and  since  March  1.  1949. 

(iv)  Tourist  homes.  Rooms  in  any 
tourist  home  serving  transient  guests  ex- 
clusively on  June  30,  1947. 

(V)  Other  establishmetits.  Rooms  in 
other  establishments  (see  definition  of 
other  establishments  in  this  section) 
which  on  June  30,  1947,  were  occupied 
by  persons  who  were  provided  customary 
hotel  services  such  as  maid  service,  fur- 
nishing and  laundering  of  linen,  tele- 
phone and  secretarial  or  desk  service, 
use  and  unkeep  of  furniture  and  fixtures, 
and  bellboy  service. 

(vi>  Rooms  created  by  new  construc- 
tion or  change  from  non-housing  use. 
(a)  Rooms  the  construction  of  which 
was  completed,  or  which  were  created  by 
a  change  from  a  non-housing  to  a  hous- 
ing use,  on  or  after  February  1.  1947: 
Provided,  however.  That  maximum  rents 
established  under  the  Veterans'  Emer- 
gency Housing  Act  for  priority  con- 
structed housing  accommodations  com- 
pleted on  or  after  February  1.  1947.  shall 
continue  in  full  force  and  effect,  if  such 
accommodations  are  being  rented  to 
veterans  of  World  War  II  or  their  im- 
mediate families,  who.  on  June  30,  1947. 
either  <i)  occupied  such  housing  ac- 
commodations, or  (2)  had  a  right  to  oc- 
cupy such  housing  accommodations  at 
any  time  on  or  after  July  1.  1947.  under 
any  agreement  whether  written  or  oral. 
•  b)  Rooms  the  construction  of  which 
was  completed  between  February  1.  1945, 
and  January  31,  1947.  both  dates  inclu- 
sive, and  which  between  the  date  of  com- 
pletion ami  June  30.  1947.  both  dates  in- 
clusive, at  no  time  were  rented  as  hous- 
ing accommodations  (other  than  to 
members  of  the  immediate  family  of  the 
landlord). 

For  purposes  of  this  paragraph  (b) 
(2>  (vi»: 

The  time  at  which  construction  of  a 
room  shall  be  deemed  to  be  "completed" 
.shall  be  the  date  on  which  the  room  is 
first  suitable  for  occupancy  and  all  utility 
and  service  connections  have  been  made, 
except  for  the  installation  of  such  items 
and  the  completion  of  such  decoration 


work,  as.  In  accordance  with  the  custom 
of  the  community,  are  left  for  installa- 
tion by,  or  to  the  choice  of,  the  purchaser 
or  the  tenant. 

(vii>  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1.  1947.  by  a  con- 
version (1.  e.,  a  structural  change  in  a 
residential  unit  or  units  involving  sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 
31.  1949.  but  subject  to  the  proviso  clause 
set  forth  in  paragraph  (b)  (2)   (vD   (a). 

(b>  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a 
conversion  created  on  or  after  April  1. 
1949.  but  subject  to  the  proviso  clau.se 
set  forth  in  paragraph  (b)  '2i  <vi)  (a>. 
On  petition  by  the  owner  such  a  decontrol 
order  shall  be  entered  by  the  Hou.sing 
Expediter,  if  the  following  facts  are  es- 
tablished: 

(1)  There  has  been  a  structural 
change  in  a  residential  unit  or  units  in- 
volving substantial  alterations  or  remod- 
eling; and 

<2)  Such  change  has  resulted  in  addi- 
tional, .self-contained  family  units. 

For  purposes  of  this  paragraph  (b) 
1 2 )   <  vii ) : 

The  term  "self-contained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  in  addition  to  a  kitchen  (including 
kitchenette  or  pullman  kitchen)  and  a 
private  bathroom:  Provided,  however. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that  it 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
Director  may  waive  such  requirement  if 
he  finds  that  the  accommodation  is  of 
the  type  recognized  as  a  self-contained 
family  unit  in  the  neighborhood  In  which 
it  is  located. 

(viii)  Non-housekeeping  furnished  ac- 
commodations. Non-housekeeping  fur- 
nished accommodations,  located  within 
a  single  dwelling  unit  not  used  as  a  room- 
ing or  boarding  hou.se.  but  only  if  no  more 
than  two  paying  tenants,  not  members  of 
the  landlord's  immediate  family  live  in 
such  dwelling  unit,  and  the  remaining 
portion  of  such  dwelling  unit  is  occupied 
by  the  landlord  or  his  immediate  family. 
(See  definition  of  rooming  house  in  this 
section.) 

4.  Section  825.103  is  amended  to  read 
as  follows: 

Every  landlord  .«:hall.  as  ff  minimum, 
provide  with  controlled  rooms  the  same 
living  space  and  the  same  essential  serv- 
ices, furniture,  furnishings  and  equip- 
ment as  were  provided  on  the  date  deter- 
mining the  maximum  rent,  and  as  to 
other  services,  furniture,  furnishings  and 
equipment  not  substantially  less  than 
those  provided  on  the  date  determining 
the  maximum  rent,  plus  or  minus  any  in- 
creases or  decreases  made  pursuant  to 
?  825.105  (a)  (3»  or  §  825.105  (bi  or  the 
comparable  provisions  of  the  rent  regu- 
lations issued  pursuant  to  the  Emer- 
gency Price  Control  Act  of  1942,  as 
amended. 

5.  Sections  825  1C4  (a)  and  (b)  are 
amended  to  read  as  follows: 


Tuesday,  April  5,  1949 

§  825.104  Maximum  rents — (a)  Max- 
imum rents  in  effect  on  June  30,  1947. 
Except  as  otherwise  provided  in  this  sec- 
tion the  maximTim  rents  for  any  room 
subject  to  J5  825.101  to  825.112  shall 
be  the  maximum  rents  which  were 
In  effect  on  June  30,  1947,  as  established 
under  the  Eniergency  Price  Control  Act 
of  1942.  as  amended,  and  the  applicable 
rent  regulation  issued  thereunder,  plus  or 
minus  adjustments  under  §  825.105. 

lb)  Maximum  rents  in  statutory  lease 
cases.  ( 1 )  For  controlled  rooms  concern- 
ing which  a  statutory  lease  Is  in  effect 
the  maximum  rent,  until  such  lease  is 
terminated  or  expires,  shall  be  the  rent 
set  forth  in  such  lease. 

(2)  For  controlled  rooms  concerning 
which  a  statutory  le^e  has  heretofore 
terminated  or  expired  or  hereafter  ter- 
minates or  expires,  the  maximum  rent 
shall  be  the  rent  set  forth  in  such 
lease,  plus  or  minus  adjustments  under 
§825.105:  Provided,  however.  That  if 
such  controlled  rooms  are  in  a  defense- 
rental  area  in  which  a  general  increase 
in  maximum  rents  has  been  or  Ls  here- 
after granted,  the  maximum  rent  shall 
be  such  lease  rent  plus  or  minus  adjust- 
ments under  §  825.105,  or  the  maximum 
rent  in  the  absence  of  a  lease,  whichever 
is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  in  the  Area  Rent  Office 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease 
prior  to  the  expiration  date  of  the  lease, 
unless  such  report  was  filed  Pnor  to 
April  1  1949.  Such  report  shall  be  tiled 
within  'fifteen  days  after  such  termina- 
tion or  fifteen  days  after  AprU  1.  194S*. 
whichever  is  later. 

For  purposes  of  this  paragraph  'b), 
the  term  "sUtutory  lease  "  means  a  lease 
as  described  in  section  204  «b)  (2)  or  204 
(b>  (3)  of  the  Housing  and  Rent  Act  ol 
1947,  as  amended,  and  §  825.101  *b)  •2> 
(V).  as  they  read  prior  to  April  1.  1949. 

6  In  §  825.104  paragraph  (h)  is  de- 
leted and  a  new  paragraph  (h)  is  added 
to  read  as  follows: 

(h)  Recontrolled  rooms  in  hotels.  In 
the  ca.se  of  those  controlled  rooms  In 
hotels  which  were  not  included  as  con- 
trolled rooms  on  March  31.  1949.  the 
maximum  rent  shall  be  the  rent  in  ef- 
fect for  such  accommodations  on  March 
1,  1949. 

7  A  new  unnumbered  paragraph  Is 
added  immediately  prior  to  §  825.105  (a) 
to  read  as  follows: 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in  such 
maximum  rent  which  may  be  granted 
continues  in  effect. 

8  Section  825.109  is  redesignated  as 
§  825.109  (a>. 

9.  Section  825.106  is  redesignated  as 
5  825.109  <b).  and  is  amended  to  read 
as  follows: 
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commodations  shall,  as  the  Housing  Ex- 
pediter may  from  time  to  time  require. 
(1)  furnish  Information  under  oath  or 
affirmation  or  otherwise.  (2)  make  and 
keep  records  and  other  documents.  (3) 
make  reports,  (4)  permit  inspection  and 
copying  of  records  and  other  documents 
and  (5)  permit  inspection  of  controlled 
housing  accommodations. 

10.  A  new  §  825.106  is  added  to  read  as 
follows: 


(b>  Any  person  who  rents  or  offers  for 
rent,  or  acts  as  a  broker  or  agent  for 
the  rental  of  any  controlled  housing  ac- 


§  825.106    Removal  of  tenant— <2i)  Re- 
strictions on  removal  of  teTiant.    So  long 
as  the  tenant  continues  to  pay  the  rent 
to  which  the  landlord  is  entitled,  no  ten- 
ant shall  be  removed  from  any  housing 
accommodations  by  action  to  evict  or  to 
recover  possession,  by  exclusion  from  pos- 
session, or  otherwise,  nor  shall  any  per- 
son attempt  such  removal  or  exclusion 
from   po.ssession,   notwithstanding   that 
such  tenant  has  no  lease  or  that  his  lease 
or  other  rental  agreement  has  expired 
or  otherwise  terminated,  and  regardless 
of  any  contract,  least,  agreement  or  obli- 
gation heretofore  or  hereafter  entered 
into  which  provides  for  surrender  of  pos- 
session, or  for  entry  of  judgment  upon 
>  the  t:>nnnt's  confession  for  breach  of  the 
covenants  thereof,  or  which   otherwise 
provides  contrary  hereto,  except  on- one 
or  more  of  the  grounds  specified  in  this 
paragraph  (a) ,  or  unless  the  landlord  has 
obtained  a  certificate  in  accordance  with 
paragraph  (c)  of  this  section:  Protnded, 
however.  That  no  provision  of  this  sec- 
tion shall  be  construed  to  authorize  the 
removal  of  a  tenant  unless  such  removaf 
is  authorized  under  local  law. 

( 1 )  Violating  substantial  obligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an  (Obli- 
gation to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law,  the  tenant  d)  Is 
committing  or  permitting  a  nuisance  in 
the  housing  accommodations  or  (ii)  Is 
using  or  permitting  a  use  of  such  housing 
accommodations  for  an  Immoral  or  illegal 
purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unrea.sonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or 
other  person  having  a  legitimate  interest 
therein:  Provided,  however.  That  such 
refusal  shall  not  be  ground  for  removal 
or  eviction  if  such  inspection  or  showing 
of  the  accommodations  is  contrary  to 
the  provisions  of  the  tenant's  lease  or 
other  rental  agreement. 

(4>  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  in  which  occupancy 
has  customarily  been  limited  to  em- 
ployees of  the  landlord,  and  the  tenant 
is  no  longer  his  employee. 

(b)  Notices  required.  (V  No  tenant 
shall  be  removed  or  evicted  from  housing 
accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
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upon  any  of  the  grounds  permitted  in 
paragraph  (a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and 
to  the  tenant  as  provided  in  this  para- 
graph (b)  (1). 

Every  such  notice  to  a  tenant  to  vacate 
or  surrender  possession  of  housing  ac- 
commodations shall  slate  the  ground  un- 
der this  section  upon  which  the  landlord 
relies  for  removal  or  eviction  of  the 
tenant,  the  facts  necessary  to  establish 
the  existence  of  such  ground,  and  the 
date  when  the  tenant  is  required  to  sur- 
render possession.  Where  the  ground 
for  removal  or  eviction  of  a  tenant  Is 
nonpayment  of  rent,  such  notice  shall 
include  a  statement  of  the  rent  due  and 
the  rental  period  or  periods  for  which 
such  rent  is  due.  A  written  copy  of 
every  notice  required  by  this  paragraph 
(b>  (It  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to 
the  tenant  at  least  ten  days  prior  to  the 
date  specified  for  the  surrender  of  pos- 
session and  to  the  commencement  of  any 
action  for  removal  or  eviction,  except 
where  the  ground  specified  in  the  notice 
for  removal  or  eviction  is  non-payment 
of  rent.  In  which  case  such  notice  shall 
be  given  at  least  three  days  prior  to  such 
date. 

If  judgment  for  possession  is  sought  by 
virtue  of  a  confession  of  judgment  or  by 
virtue  of  a  warrant  of  attorney  authoriz- 
ing confession  of  such  judgment  against 
the  tenant,  the  date  of  commencement  of 
the  action  as  referred  to  in  this  section 
shall  be  deemed  to  be  the  date  of  the 
filing  in  court  of  the  first  papers  in  the 
proceedings  for  the  entry  of  such  judg- 
ment. 

(2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  in  paragraph  <a)  of 
this  section  the  landlord  shall  given  writ- 
ten notice  thereof  to  the  Area  Rent  Of- 
fice, stating  the  title  of  the  case,  the 
number  of  the  ca.se  where  that  is  possible, 
the  court  in  which  it  is  filed,  the  name 
and  address  of  the  tenant,  and  the 
ground  under  said  subsection  on  which 
removal  or  eviction  is  sought. 

vc)  Eviction  certificates.  No  tenant 
shall  be  removed  or  evicted  on  grounds 
other  than  those  stated  in  paragraph 
(a)  of  this  section  unless  on  petition  of 
the  landlord  the  Housing  Expediter  cer- 
tifies that  the  landlord  may  pursue  his 
remedies  in  accordance  with  the  require- 
ments of  local  law.  The  Expeditrr  shall 
so  certify  if  he  finds  that  removals  or 
evictions  of  the  character  proposed  are 
not  inconsistent  with  the  purposes  of  the 
Act  or  this  regulation  and  would  not  be 
likely  to  result  in  the  circumvention  or 
evasion  thereof.       _ 

The  certificate  shlll  authorize  the  pur- 
.suit  of  local  remedies  at  the  expiration 
of  three  months  after  the  date  of  the 
filing  of  the  petition.  In  any  ca.se  where 
the  Expediter  finds  that  by  rea'^on  of 
exceptional  circumstances  extreme  hard- 
ship would  result  to  the  landlord,  he  may 
waive  all  or  part  of  the  waiting  period. 
(d>  Change  of  intention.  Any  certifi- 
cate issued  under  paragraph  (O  of  this 
section  shall  not  be  used  in  connection 
with  any  action  to  remove  or  evict  a 
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tenant  unless  such  removal  or  eviction 
Is  sought  for  the  purpose  specified  in  the 
certificate. 

In  the  event  that  the  landlord's  inten- 
tions or  circumstances  so  change  that 
the  premises,  possession  of  which  is 
sought,  will  not  be  used  for  the  purpose 
specified  in  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  immediately  notify  the 
Area  Rent  Director  in  writing  and  sur- 
render the  certificate  for  cancellation. 

(e)  Local  law.  No  provision  of  this 
.section  shall  be  construed  to  prohibit 
a  landlord  who  has  obtained  a  certificate 
under  paragraph  (c)  of  this  section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  in  said  certifi- 
cate, such  notice  dr  notices  as  may  be 
required  by  the  local  law,  provided  that 
such  notice  or  notices  do  not  demand 
surrender  of  po.ssession  until  after  ex- 
piration of  said  waiting  period. 

(f)  Exceptions.  The  provisions  of  this 
section  do  not  apply  to: 

(1)  Stibtenants.  A  subtenant  or  other 
person  who  occupies  or  occupied  under 
a  rental  agreement  with  the  tenant, 
where  removal  or  eviction  of  the  sub- 
tenant or  other  such  occupant  Is  sought 
by  the  landlord  of  the  tenant,  unless  the 
rental  agreement  between  the  landlord 
and  tenant  contemplated  the  subletting 
by  the  tenant  of  the  entire  accommoda- 
tions or  substantially  all  of  the  Individ- 
ual units  therein,  or  unless  under  the  lo- 
cal Jaw  there  is  a  tenancy  relationship 
between  the  landlord  and  the  subtenant^ 
or  other  such  occupant. 

(2>  Daily  tenants.  A  tenant  occupy- 
ing the  housing  accommodations  on  a 
daily  basis,  except  that  the  provisions  of 
this  section  do  apply  to  any  such  tenant 
who  has  occupied  the  housing  accom- 
modations for  a  continuous  period  of 
thirtydays  or  more. 

(3)  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section,  the 
United  States  or  any  State  or  local  pub- 
lic agency  may  maintain  an  action  or 
proceeding  to  recover  possession  of  any 
housing  accommodations  operated  by  it 
where  such  action  or  proceeding  is  au- 
thorized by  the  statute  or  regulations  un- 
der which  such  accommodations  are 
administered. 

tg)  Pending  cases.  (1)  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1,  1949,  In 
accordance  with  section  209  (c>  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended,  as  it  read  prior  to  April  1.  1949, 
or  where  no  notice  was  required  by  that 
section  of  said  act  and  a  court  proceed- 
ing for  removal  or  eviction  is  pending 
on  April  1.  1949.  the  landlord  need  not 
comply  with  the  notice  requirements  un- 
der paragraph  (b>  of  this  section  pro- 
vided that  the  grolind  for  removal  or 
eviction  relied  upon  in  such  cases  is  a 
ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section.  If  in  any 
such  case  the  ground  for  removal  or  evic- 
tion is  not  a  ground  for  removal  or  evic- 
tion under  paragraph  ia>  of  this  section 
and  a  certificate  is  applied  for  and  issued 
in  accordance  with  paragraph  <c>  of  this 
section  the  Housing  Expediter  may  re- 
duce the  waiting  period,  taking  into  con- 
sideration the  time  elap;;ed  since  notice 
was  given. 
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(2)  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  Judgment 
was  entered  prior  to  April  1,  1940  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 

<Sec.  204  'd).  61  Stat.  197.  as  amended 
by  62  Stat.  37.  62  Stat.  94.  Pub.  Law  31. 
81st  Cong.;  50  U.  S.  C.  App.  1894  (d) ) 

This  amendment  shall  become  effective 
April  1.  1949. 

Issued  this  1st  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49  2548;    Filed.    Apr.    1.    1949; 
4:00  p.  m.) 
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Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  ^nd  Other 
Establi.shments  (§§825.81  to  825.92 >  Is 
amended  in  the  following  respects: 

1.  The  definition  of  "hotel"  contained 
in  5  825.81  is  deleted. 
•     2.  In   §  825.81  the  definition  of  "date 
determining  maximum  rent"  is  deleted. 

3.  Section  825.81  (b)  (2)  Is  amended  to 
read  as  follows: 

(2>  Decontrolled  housing  to  which 
§5  825.Sf  to  825.92  do  not  apply.  Sec- 
tions 825.81  to  825.92  do  not  apply  to  the 
following: 

(i)  Rooms  in  hotels,  (a)  In  cities  of 
less  than  2,500.000  population  according 
to  the  1940  decennial  census,  those  rooms 
In  any  hotel  which  on  June  30, 1947,  were 
occupied  by  persons  to  whom  were  pro- 
vided customary  hotel  services  such  as 
maid  service,  furnishing  and  laundering 
of  linen,  telephone  and  secretarial  or 
desk  service,  use  and  upkeep  of  furniture 
and  fixtures,  and  bellboy  services  (not 
necessarily  all  the  types  of  services 
named  need  be  provided  In  all  cases  as 
long  as  enough  are  provided  to  constitute 
customary  hotel  services  usually  sup- 
plied in  establishments  commonly  known 
as  hotels  in  the  community  where  they 
are  located.  For  purposes  of  this  para- 
graph (b)  (2)  (1)  (a».  the  term  "hotel" 
means  any  establishment  which  is  com- 
monly known  as  a  hotel  In  the  commu- 
nity in  which  It  is  located  and  which  pro- 
vides customary  hotel  services. 

(b)  In  cities  of  2.500.000  population  or 
more  according  to  the  1940  decennial 
census,  (D  those  rooms  which  are  lo- 
cated in  hotels  in  which  on  March  1, 
1949,  75  percent  or  more  of  the  occupied 
rooms  were  rented  on  a  daily  basis  to 
tenants  who  had  not,  on  that  date,  con- 
tinuously resided  in  the  hotel  for  90  days 
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or  more,  or  (2)  those  rooms  which  are 
not  located  in  hotels  described  in  <  2 )  but 
which  on  March  1,  1949,  were  rented  on 
a  daily  basis  to  tenants  who  had  not,  on 
that  date,  continuously  resided  in  the 
hotel  for  90  days  or  more.  For  purposes 
of  this  paragraph  (b)  (2)  (i)  (b»,  the 
term  "hotel"  means  any  establishment 
which  on  June  30.  1947,  was  commonly 
known  as  a  hotel  in  the  community  In 
which  it  is  located  and  In  which  at  least 
an  appreciable  number  of  its  occupants 
were  provided  with  customary  hotel 
services  such  as  maid  service,  furnishing 
and  laundering  of  linen,  telephone  and 
secretarial  or  desk  service,  use  and  up- 
keep of  furniture  and  fixtures,  and  bell- 
boy service. 

(ii)  Motor  courts.  Rooms  in  establish- 
ments w  hlch  were  motor  courts  on  June 
30.  1947. 

(iii)  Trailer  or  trailer  space.  Trailers 
and  ground  space  rented  for  trailers, 
which  on  April  1,  1949  were  used  ex- 
clusively for  transient  occupancy.  I.  e., 
rented  on  a  daily  basis  to  tenants  who 
had  not  continuously  resided  therein  on 
and  since  March  1,  1949. 

(iv)  Tourist  homes.  Rooms  in  any 
tourist  home  serving  transient  guests 
exclusively  on  June  30.  1947. 

(V)  Other  establishments.  Rooms  in 
other  establishments  (see  definition  of 
other  establishments  in  this  section" 
which  on  June  30,  1947,  were  occupied  by 
persons  who  were  provided  customary 
hotel  services  such  as  maid  service,  fur- 
nishing and  laundering  of  linen,  tele- 
phone and  secretarial  or  desk  service,  use 
and  upkeep  of  furniture  and  fixtures,  and 
bellboy  service. 

<vi)  Rooms  created  by  new  construc- 
tion or  change  from  non-housing  use. 
(a)  Rooms  the  construction  of  which 
was  completed,  or  which  were  created  by 
a  change  from  a  non-housing  to  a  hous- 
ing use.  on  or  after  February  1.  1947: 
Provided,  however,  That  maximum  rents 
established  under  the  Veterans'  Emer- 
gency Housing  Act  for  priority  con- 
structed housing  accommodations  com- 
pleted on  or  after  February  1.  1947.  shall 
continue  In  full  force  and  effect,  if  such 
accommodations  are  being  rented  to 
veterans  of  World  War  II  or  their  im- 
mediate families,  who,  on  June  30,  1947. 
either  (1)  occupied  such  housing  ac- 
commodations, or  (2)  had  a  right  to  oc- 
cupy such  housing  accommodations  at 
any  time  on  or  after  July  1.  1947.  under 
any  agreement  whether  written  or  oral. 

<b)  Rooms  the  construction  of  which 
was  completed  between  February  1.  1945. 
and  January  31,  1947,  both  dates  Inclu- 
sive, and  which  between  the  date  of  com- 
pletion and  June  30,  1947.  both  dates  in- 
clusive, at  no  time  were  rented  as  hous- 
ing accommodations  (other  than  to 
members  of  the  Immediate  family  of  the 
landlord  >. 

For  purposes  of  this  paragraph  <b»  (2) 
(vi>: 

*  The  time  at  which  construction  of  a 
room  shall  be  deemed  to  be  "completed" 
shall  be  the  date  on  which  the  room  is 
first  suitable  for  occupancy  and  all  util- 
ity and  .service  connections  have  been 
made,  except  for  the  installation  of  such 
Items  and  the  completion  of  such  decora- 
tion work.  as.  in  accordance  with  the 
custom  of  the  community,  are  left  for  in- 
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stallatlon  by,  or  to  the  choice  of,  the  pur- 
chaser or  the  tenant. 

(vii)  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1.  1947.  by  a  con- 
version (1.  e..  a  structural  change  In  a 
residential  unit  or  units  involving  sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 
31, 1949.  but  subject  to  the  provi.so  clause 
set  fortli  in  paragraph  (b)   (2)  (vi)  (a), 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a  con- 
version created  on  or  after  April  1.  1949. 
but  subject  to  the  proviso  clause  set  forth 
in  paragraph  (b)  (2)  (vl)  (a).  On  peti- 
tion by  the  owner  such  a  decontrol  order 
shall  be  entered  by  the  Housing  Expe- 
diter, If  the  following  facts  are  estab- 
lished: 

(1)  There  has  been  a  structural  change 
In  a  residential  unit  or  units  involving 
sub.stan'Ial  alterations  or  remodeling; 
and 

(2)  Such  change  has  resulted  in  addi- 
tional, self-contained  family  units. 

For  purpo.ses  of  this  paragraph  (b) 
(2)   (Vii): 

The  term  "self-contained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  In  addition  to  a  kitchen  (includ- 
ing kitchenette  or  pullman  kitchen)  and 
a  private  bathroom:  Provided,  hoicever. 
That  where  a  housing  accommodation 
meeti  all  the.se  conditions  except  that  It 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
Director  may  waive  such  requirement  if 
he  finds  that  the  accommodation  is  of  the 
type  recognized  as  a  self-contained  fam- 
ily unit  In  the  neighborhood  in  which  it  is 
located. 

(viii)  Non-housekeeping  furnished  ac- 
commodations. Non-housekeeping  fur- 
nished accommodations,  located  within 
a  single  dwelling  unit  not  used  as  a  room- 
ing or  boarding  house,  but  only  if  no 
more  than  two  paying  tenants,  not  mem- 
bers of  the  landlord's  immediate  family 
live  In  such  dwelling  unit,  and  the  re- 
maining portion  of  such  dwelling  unit 
Is  occupied  by  the  landlord  or  his  im- 
mediate family.  (See  definition  of  room- 
ing house  in  this  section.) 

4.  Section  825  83  is  amended  to  read 
as  follows: 

Every  landlord  shall,  as  a  minimum, 
provide  with  controlled  rooms  the  same 
living  space  and  the  same  essential  serv- 
ices, furniture,  furnishings  and  equip- 
ment as  were  provided  on  the  date  deter- 
mining the  maximum  rent,  and  as  to 
other  services,  furniture,  furnishings 
and  equipment  not  substantially  less 
than  those  provided  on  the  date  deter- 
mining the  maximum  rent,  plus  or  minus 
any  increases  or  decreases  made  pursu- 
ant to  §  825.85  (a)  (3)  or  <b)  or  the  com- 
parable provisions  of  the  rent  regulations 
Issued  pursuant  to  the  Emergency  Price 
Control  Act  of  1942.  as  amended. 

5.  Sections  825.84  (a)  and  (b)  are 
amended  to  read  as  follows: 

5  825.84  Maximum  rents — (a)  Maxi- 
mum rents  in  effect  on  June  30.  1947. 
Except  as  otherwise  provided  in  this  sec- 
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tlon,  the  maximum  rents  for  any  room 
subject  to  §§  825.81  to  825.92.  shall  be  the 
maximum  rents  which  were  In  effect  on 
June  30,  1947,  as  established  under  the 
Emergency  Price  Control  Act  of  1942.  as 
amended,  and  the  applicable  rent  regu- 
lation issued  thereunder,  plus  on  minus 
adjustments  under  §  825.85. 

(b)  Maximum  rents  in  statutory  lease 
cases.  ( 1 )  For  controlled  rooms  concern- 
ing which  a  statutory  lease  is  in  effect 
the  maximum  rent,  until  such  lease  is 
terminated  or  expires,  shall  be  the  rent 
set  forth  in  such  lease. 

(2)  For  controlled  rooms  concerning 
which  a  statutory  lea.se  has  heretofore 
terminated  or  expired  or  hereafter  termi- 
nates or  expires,  the  maximum  rent  shall 
be  the  rent  set  forth  In  such  lease,  plus 
or  minus  adjustments  under  §825.85: 
Provided,  however.  That  if  such  con- 
trolled rooms  are  in  a  defense-rental 
area  in  which  a  general  increase  in  maxi- 
mum rents  has  been  or  is  hereafter 
granted,  the  maximum  rent  shall  be 
such  lease  rent  plus  or  minus  adjust- 
ments under  §  825.85.  or  the  maximum 
rent  in  the  absence  of  a  lease,  whichever 
Is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  in  the  Area  Rent  OfBce, 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease  prior 
to  the  expiration  date  of  the  lease,  unless 
such  report  was  filed  prior  to  April  1, 
1949.  Such  report  shall  be  filed  within 
fifteen  days  after  such  termination  or 
fifteen  days  after  April  1.  1949,  which- 
ever Is  later. 

For  purposes  of  this  paragraph  (b), 
the  term  "statutory  lease"  means  a  lease 
as  described  in  section  204  (b)  (2)  or  204 
(b)  (3)  of  the  Housing  and  Rent  Act  of 
1947,  as  amended,  and  5  825.81  <b»  (2) 
(v) ,  as  they  read  prior  to  April  1, 1949. 

6.  In  §  825  84,  paragraph  (h)  Is  deleted 
and  a  new  paragraph  (h)  Is  added  to  read 
as  follows: 

(h)  Recontrolled  rooms  in  hotels.  In 
the  case  of  those  controlled  rooms  in  ho- 
tels which  were  not  included  as  controlled 
rooms  on  March  31,  1949,  the  maximum 
rent  shall  be  the  rent  in  effect  for  such 
accommodations  on  March  1,  1949. 

7.  A  new  unnumbered  paragraph  Is 
added  immediately  prior  to  §825  85  'a) 
to  read  as  follows: 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  Increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  Is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in 
such  maximum  rent  which  may  be 
granted  continues  in  effect. 

8.  Section  825.89  Is  redesignated  as 
8  82589  (a). 

9.  Section  825  86  Is  redesignated  as 
§  825.89  (b),  and  is  amended  to  read  as 
follows: 

(b)  Any  person  who  rents  or  offers  for 
rent,  or  acts  as  a  broker  or  agent  for 
the  rental  of,  any  controlled  housing  ac- 
commodations shall,  as  the  Housing  Ex- 
pediter may  from  time  to  time  require; 
(1)  furnish  Information  under  oath  or 
affirmation  or  otherwise,  (2)  make  and 
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keep  records  and  other  documents,  (3) 
make  reports,  (4i  permit  inspection  and 
copying  of  records  and  other  documents 
and  (5)  permit  inspection  of  controlled 
housing  accommodations. 

10.  A  new  §  825.86  is  added  to  read  as 
follows: 

§  825.86     Rcjnoval  of  tenant — (a)  Re- 
strictions on  removal  of  tenant.     So  long 
as-the  tenant  continues  to  pay  the  rent 
to  which  the  landlord  is  entitled,  no  ten- 
ant shall  be  removed  from  any  hou.ving 
accommodations  by  action  to  evict  or  to 
recover   possession,   by   exclusion    from 
po.ssession.  or  otherwise,  nor  shall  any 
person  attempt  such  removal  or  exclu- 
sion  from   po.sse.'^sion,  notwithstanding 
that  such  tenant  has  no  lease  or  that  his 
lease  or  other  rental  agreement  has  ex- 
pired or  otherwise  terminated,  and  re- 
gardless of  any  contract,  lease,  agree- 
ment or  obligation  heretofore  or  here- 
after entered  into  which   provides   for 
surrender  of  possession,  or  for  entry  of 
judgment  upon  the  tenant's  confession 
for  breach  of  the  covenants  thereof,  or 
which  ptherwi.se  provides  contrary  here- 
to, except  on  one  or  more  of  the  grounds 
specified  in  this  paragraph  (a),  or  unless 
the  landlord  has  obtained  a  certificate  in 
accordance  with  paragraph  (c)  of  this 
section:    Provided,    however.    That    no 
provision  of  this  section  shall  be  con- 
strued  to   authorize   the   removal   of    a 
tenant  unless  such  removal  is  authorized 
under  local  law. 

(1)  Violating  substantial  obligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an 
obligation  to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law.  the  tenant  (i)  Is 
committing  or  permitting  a  nuisance  In 
the  housing  accommodations  or  (11)  Is 
using  or  permitting  a  use  of  such  housing 
accommodations  for  an  immoral  or 
illegal  purpo."^e. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  In- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  pro.spcctive  mortgagee,  or  other 
person  having  a  legitimate  interest 
therein:  Provided,  however.  That  such 
refusal  shall  not  be  ground  for  removal 
or  eviction  if  such  inspection  or  showing 
of  th»  accommodations  is  contrary  to 
the  provisions  of  the  tenant's  lease  or  • 
other  rental  agreement. 

(4)  Company  housing.  The  hou.sing 
accommodations  are  part  of  a  company 
housing  development  in  which  occupancy 
has  customarily  been  limited  to  employ- 
ees of  the  landlord,  and  the  tenant  is  no 
longer  his  employee. 

(b)  Notices  required.  (1)  No  t'enant 
shall  be  removed  or  evicted  from  housing 
accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  In 
paragraph  (a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
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ten  notice  to  the  Area  Rent  Office  and  to 
the  tenant  as  provided  In  this  paragraph 
(b)  <1). 

Every  such  notice  to  a  tenant  to  vacate 
or  surrender  possession  of  hou-sing  ac- 
commodations shall  state  the  ground  un- 
der this  section  upon  which  the  landlord 
relies  for  removal  or  eviction  of  the  ten- 
ant, the  facts  necessary  to  establish  the 
existence  of  such  ground,  and  the  date 
.  when  the  tenant  is  required  to  surrender 
possession.  Where  the  ground  for  re- 
moval or  eviction  of  a  tenant  is  non- 
payment of  rent,  such  notice  shall  in- 
clude a  statement  of  the  rent  due  and 
the  rental  period  or,  p>eriods  for  which 
such  rent  is  due.  A  written  copy  of  every 
notice  required  by  this  paragraph  *b) 
(1)  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
Is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  ten  days  prior  to  the  date 
specified  for  the  surrender  of  possession 
and  to  the  commencement  of  any  action 
for  removal  or  eviction,  except  where  the 
«  ground  specified  in  the  notice  for  removal 
or  eviction  is  non-payment  of  rent,  in 
which  ca.se  such  notice  shall  be  given  at 
least  three  days  prior  to  such  date. 

If  judgment  for  possession  is  sought 
by  virtue  of  a  confession  of  judgment  or 
by  virtue  of  a  warrant  of  attorney  au- 
thorizing confession  of  such  judgment 
against  the  tenant,  the  date  of  com- 
mencement of  the  action  as  referred  to  in 
this  section  shall  be  deemed  to  be  the 
date  of  the  filing  in  court  of  the  first 
papers  in  the  proceedings  for  the  entry 
of  .such  judgment. 

<2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on  any 
ground  stated  in  paragraph  (a>  of  this 
section  the  landlord  shall  give  written 
notice  thereof  to  the  Area  Rent  Office, 
stating  the  title  of  the  case,  the  number 
of  the  case  where  that  is  possible,  the 
court  in  which  it  Is  filed,  the  name  and 
address  of  the  tenant,  and  the  ground 
under  said  paragraph  on  which  removal 
or  eviction  is  sought. 

fo  Eviction  certificates.  No  tenant 
shall  be  removed  or  evicted  on  grounds 
other  than  those  stated  in  paragraph  <a) 
of  this  section  unless  on  petition  of  the 
landlord  the  Housing  Expediter  certifies 
that  the  landlord  may  pursue  his  reme- 
dies in  accordance  with  the  requirements 
of  local  law.  The  Expediter  shall  .so  cer- 
tify if  he  finds  that  removals  or  evictions 
of  the  character  proposed  are  not  Incon- 
sistent with  the  purposes  of  the  act  or 
this  regulation  and  would  not  be  likely 
to  result  in  the  circumvention  or  evasion 
thereof. 

The  certificate  shall  authorize  the  pur- 
suit of  local  remedies  at  the  expiration 
of  three  months  after  the  date  of  the 
filing  o,f  the  petition.  In  any  case  where 
the  Expediter  finds  that  by  reason  of 
exceptional  circumstances  extreme  hard- 
ship would  result  to  the  landlord,  he  may 
waive  all  or  part  of  the  waiting  period. 

(d)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  (c>  of  this 
section  shall  not  be  used  In  connection 
with  any  action  to  remove  or  evict  a  ten- 
ant unless  such  removal  or  eviction  Is 
soueht  for  the  purpose  specified  in  the 
certificate. 
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In  the  event  that  the  landlord's  inten- 
tions or  circumstances  so  change  that 
the  premises,  possession  of  which  is 
sought,  will  not  be  used  for  the  purpose 
specified  in  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  immediately  notify  the 
Area  Rent  Director  in  writing  and  sur- 
render the  certificate  for  cancellation. 

(e)  Local  Laic.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (c»  of  this  section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  in  said  certifi- 
cate, such  notice  or  notices  as  may  be 
required  by  the  local  law:  Provided,  That 
such  notice  or  notices  do  not  demand 
surrender  of  possession  until  after  ex- 
piration of  said  waiting  period. 

(f)  Exccption.-i.  The  provisions  of 
this  section  do  not  apply  to: 

<1)  Subtenants.  A  subtenant  or  other 
person  who  occupies  or  occupied  under  a 
rental  agreement  with  the  tenant,  where 
removal  or  eviction  of  the  subtenant  or 
other  such  occupant  Is  sought  by  the 
landlord  of  the  tenant,  unless  the  rental 
agreement  between  the  landlord  and 
tenant  contemplated  the  subletting  by 
the  tenant  of  the  entire  accommodations 
or  substantially  all  of  the  individual 
units  therein,  or  unless  under  the  local 
law  there  is  a  tenancy  relationship  be- 
tween the  landlord  and  the  subtenant  or 
other  such  occupant. 

(2>  Daily  tenants.  A  tenant  occupy- 
ing the  housing  accommodations  on  a 
daily  basis,  except  that  the  provisions  of 
this  section  do  apply  to  any  such  tenant 
who  has  occupied  the  housing  accom- 
modations for  a  continuous  period  of 
thirty  days  or  more. 

(3)  Public  housing.  Notwithstanding 
<  any  other  provisions  of  this  section,  the 
United  States  or  any  State  or  local  public 
asency  may  maintain  an  action  or  pro- 
ceeding to  recover  possession  of  any 
housing  accommodations  operated  by  it 
where  such  action  or  proceeding  Is  au- 
thorized by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(g)  Pending  cases.  (1)  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1.  1949.  In 
accordance  with  section  209  (c»  of  the 
Housing  and  Rent  Act  of  1947.  as 
amended,  as  it  read  prior  to  April  1,  1949, 
or  where  no  notice  was  required  by  that 
section  of  said  act  and  a  court  proceed- 
ing for  removal  or  eviction  Is  pendina; 
on  April  1.  1949.  the  landlord  need  not 
comply  with  the  notice  requirements 
under  paragraph  (b)  of  this  section  pro- 
vided that  the  ground  for  removal  or 
eviction  relied  upon  in  such  cases  Is  a 
ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section.  If  in  any 
such  case  the  ground  for  removal  or 
eviction  Is  not  a  ground  for  removal  or 
eviction  under  paragraph  (a)  of  this  sec- 
tion and  a  certificate  is  applied  for  and 
issued  in  accordance  with  paragraph  (c) 
of  this  section  the  Housing  Expediter 
may  reduce  the  waiting  period,  taking 
Into  consideration  the  time  elapsed  since 
notice  was  given. 

( 2 )  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 


was  entered  prior  to  April  1,  1949,  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 

(Sec.  204  (d>,  61  Stat.  197.  as  amended 
by  62  Stat.  37,  62  Stat.  94,  Pub.  Law  31, 
81st  Cong.;  50  U.  S.  C.  App.  1894  (d)) 

This  amendment  shall  become  effec- 
tive April  1.  1949. 

Issued  this  1st  day  of  April  1949. 

TiGHE  E   Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49-2547;     Filed,    Apr.    1.    1949; 
4;00  p.  m.J 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,  Miami 
Defense-Rental  Area.'  Amdt.  11) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments    in     MIAMI     defense-rental 

area 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  Miami  Defense-Ren- 
tal Area  (.«§  825.121  to  825.132)  is 
amended  In  the  following  respects: 

1.  The  definition  of  "hotel"  contained 
In  S  825.121  is  deleted. 

2.  In  S  825.121  the  definition  of  "date 
determining  maximum  rent"  Is  deleted. 

3.  Section  825  121  (b)  (2)  is  amended 
to  read  as  follows: 

(2)  Decontrolled  housing  to  which 
5§  825.121  to  825.132  do  not  apply. 
Sections  825.121  to  825.132  do  not  apply 
to  the  following: 

(i)  Rooms  in  hotels.  (a>  In  cities  of 
less  than  2.500.000  population  according 
to  the  1940  decennial  census,  those  rooms 
in  any  hotel  which  on  June  30, 1947,  were 
occupied  by  persons  to  whom  were  pro- 
vided customary  hotel  services  such  as 
maid  service,  furnishing  and  laundering 
of  linen,  telephone  and  secretarial  or 
desk  service,  use  and  upkeep  of  furni- 
ture and  fixtures,  and  bellboy  services 
(not  necessarily  all  the  types  of  services 
named  need  be  provided  in  all  cases  as 
long  as  enough  are  provided  to  constitute 
customary  hotel  services  usually  supplied 
in  establishments  commonly  known  as 
hotels  in  the  community  where  they  are 
located) .  For  purposes  of  this  paragraph 
(b)  (2)  (D  <a>,  the  term  "hotel"  means 
any  establishment  which  Is  commonly 
known  as  a  hotel  in  the  community  In 
which  it  Is  located  and  which  provides 
customary  hotel  services. 

(b)  In  cities  of  2.500.000  population  or 
more  according  to  the  1940  decennial 
census,  (1)  those  rooms  which  are  located 
in  hotels  in  which  on  March  1,  1949,  75 
percent  or  more  of  the  occupied  rooms 
were  rented  on  a  dally  basis  to  tenants 
who  had  not,  on  that  date,  continuously 
resided  In  the  hotel  for  90  days  or  more, 
or  (2)  those  rooms  which  are  not  located 
in  hotels  described  in  (i)  but  which  on 
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March  1.  1949,  were  rented  on  a  daily 
basis  to  tenants  who  had  not,  on  that 
date,  continuously  resided  In  the  hotel 
for  90  days  or  more.  For  purposes  of 
this  paragraph  (b)  (2)  (1)  (b).  the  term 
"hotel"  means  any  establishment  which 
on  June  30,  1947,  was  commonly  known 
as  a  hotel  in  the  community  In  which  it 
is  located  and  in  which  at  least  an  ap- 
preciable number  of  Its  occupants  were 
provided  with  customary  hotel  services 
.such  as  maid  service,  furnishing  and 
laundering  of  linen,  telephone  and  sec- 
retarial or  desk  service,  use  and  upkeep 
of  furniture  and  fixtures,  and  bellboy 
service. 

(ID  Motor  courts.  Rooms  In  estab- 
lishments which  were  motor  courts  on 
June  30.  1947. 

<iii»  Trailer  or  trailer  space.  Trailers 
and  ground  space  rented  for  trailers, 
which  on  April  1.  1949.  were  used  exclu- 
sively for  transient  occupancy;  i.  e.. 
rented  on  a  daily  basis  to  tenants  who 
had  not  continuously  resided  therein  on 
and  since  March  1.  1949. 

(Iv)  Tourist  homes.  Rooms  In  any 
tourist  home  serving  transient  guests  ex- 
clusively on  June  30.  1947. 

(v)  Other  establishments.  Rooms  In 
other  establishments  (see  definition  of 
other  establishments  in  this  section) 
which  on  June  30,  1947,  were  occupied  by 
persons  who  were  provided  customary 
hotel  services  such  as  maid  service,  fur- 
nishing and  laundering  of  linen,  tele- 
phone and  secretarial  or  desk  service,  use 
and  upkeep  of  furniture  and  fixtures,  and 
bellboy  .service. 

(vl)  Rooms  created  by  new  construc- 
tion or  change  from  non-housing  use. 
(a)  Rooms  the  construction  of  which  was 
completed,  or  which  were  created  by  a 
change  from  a  non-housing  to  a  hous- 
ing use.  on  or  after  February  1.  1947: 
Provided,  however.  That  maximum  rents 
established  under  the  Veterans'  Emer- 
gency Housing  Act  for  priority  con- 
structed housing  accommodations  com- 
pleted on  or  after  February  1.  1947.  shall 
continue  in  full  force  and  effect,  if  such 
accommodations  are  being  rented  to  vet- 
erans of  World  War  II  or  their  Immediate 
families,  who.  on  June  30.  1947.  either 

(1)  occupied  such  housing  accommoda- 
tions, or  < 2)  had  a  right  to  occupy  such 
housing  accommodations  at  any  time  on 
or  after  July  1.  1947,  under  any  agree- 
ment whether  written  or  oral. 

(b)  Rooms  the  construction  of  which 
was  completed  between  February  1. 1945. 
and  January  31.  1947.  both  dates  inclu- 
sive and  which  between  the  date  of  com- 
pletion and  June  30.  1947.  both  dates  m- 
clusive,  at  no  time  were  rented  as  hous- 
ing accommodations  (other  than  to 
members  of  the  Immediate  family  of  the 
landlord). 

For  purposes  of  this  paragraph   (b) 

(2)  (vD  : 

The  time  at  which  construction  of  a 
room  shall  be  deemed  to  be  "completed" 
shall  be  the  date  on  which  the  room 
is  first  suitable  for  occupancy  and  all 
utility  and  service  connections  have 
been  made,  except  for  the  installation  of 
such  items  and  the  completion  of  such 
decoration  work,  as.  In  accordance  with 
the  custom  of  the  community,  are  left 
for  Installation  by.  or  to  the  choice  of, 
the  purchaser  or  the  tenant. 
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(vll)  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1.  1947,  by  a  con- 
version (1.  e.,  a  structural  change  in  a 
residential  unit  or  units  involvlngr  sub- 
stantial alterations  and  remodeUng) 
which  was  created  on  or  before  March  31. 
1949.  but  subject  to  the  proviso  clause 
set  forth  in  paragraph  (b)  (2)  (vi)  (a). 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  en- 
tered by  the  Housing  Expediter  based  on 
a  conversion  created  on  or  after  April 
1.  1949.  but  subject  to  the  proviso  clause 
set  forth  in  paragraph  (b)  (2)  (vD  (a). 
On  petition  by  the  owner  such  a  decon- 
trol order  shall  be  entered  by  the  Housing 
Expediter.  If  the  following  facts  are  es- 
tablished: 

(1)  There  has  been  a  structural  change 
In  a  residential  unit  or  units  involving 
substantial  alterations  or  remodeling; 
and 

(2)  Such  change  has  resulted  in  addi- 
tional, self-contained  family  units. 

For  purposes  of  this  paragraph  (b) 
(2)   (vii) : 

The  term  "self-contained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  In  addition  to  a  kitchen  (includ- 
ing kitchenette  or  puUman  kitchen)  and 
a  private  bathroom:  Provided,  however. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that  It 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
Director  may  waive  such  requirement  if 
he  finds  that  the  accommodation  Is  of 
the  type  recognized  as  a  self-contained 
family  unit  In  the  neighborhood  in  which 
it  is  located. 

(viii)  Non-housekeeping  furnished  ac- 
commodations. Non-housekeeping  fur- 
nished accommodations,  located  within 
a  single  dwelling  unit  not  used  as  a  room- 
ing or  boarding  house,  but  only  if  no 
more  than  two  paying  tenants,  not  mem- 
bers of  the  landlord's  Immediate  family 
live  in  such  dwelling  unit,  and  the  re- 
maining portion  of  such  dwelling  unit  Is 
occupied  by  the  landlord  or  his  immedi- 
ate family.  (See  definition  of  rooming 
house  In  this  section). 

4.  Section  825  123  is  amended  to  read 
as  follows: 

Every  landlord  shall,  as  a  minimum, 
provide  with  controlled  rooms  the  same 
living  space  and  the  same  essential  serv- 
ices, furniture,  furnishings  and  equip- 
ment as  were  provided  on  the  date  de- 
termining the  maximum  rent,  and  as  to 
other  services,  furniture,  furnishings  and 
equipment  not  substantially  less  than 
those  provided  on  the  date  determining 
the  maximum  rent,  plus  or  minus  any 
Increases  or  decreases  made  pursuant  to 
5  825.125  (a)  (3)  or  5  825.125  (b)  or  the 
comparable  provisions  of  the  rent  regu- 
lations Issued  pursuant  to  the  Emergency 
Price  Control  Act  of  1942,  as  amended. 

5.  Section  825.124  (a)  and  (b)  are 
amended  to  read  as  follows: 

§825.124  Maximum  rents— <a) 
Maximum  rents  in  effect  on  June  30, 
1947.  Except  as  otherwise  provided  In 
this  section,  the  maximum  rents  for  any 
room  subject  to   §§825.121   to  825.132, 
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shall  be  the  maximum  rents  which  were 
In  effect  on  June  30,  1947.  as  established 
under  the  Emergency  Price  Control  Act 
of  1942.  as  amended,  and  the  applicable 
rent  regulation  is.sucd  thereunder,  plus-or 
minus  adjustments  under  §  825.125. 

(b>  Maximum  rents  in  statutory  lease 
cases.  (V  For  controlled  rooms  con- 
cerning which  a  statutory  lease  is  in  ef- 
fect the  maximum  rent,  until  such  lease 
is  terminated  or  expires,  shall  be  the 
rent  set  forth  in  such  lease. 

(2»  For  controlled  rooms  concerning 
which  a  statutory  lease  has  heretofore 
terminated  or  expired  or  hereafter  ter- 
minates or  expires,  the  maximum  rent 
shall  be  the  rent  set  forth  In  such  lea.se, 
plus  or  minus  adjustments  under  §  825.- 
125:  Provided,  however.  That  if  such 
controlled  rooms  are  in  a  defense-rental 
area  in  which  a  general  Increase  in  max- 
imum rents  has  been  or  is  hereafter 
granted,  the  maximum  rent  shall  be  such 
lease  rent  plus  or  minus  adjustments  un- 
der §  825.125,  or  the  maximum  rent  In  the 
absence  of  a  lease,  whichever  Is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  In  the  Area  Rent  OfBce 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease  prior 
to  the  expiration  date  of  the  lea.se.  unless 
such  report  was  filed  prior  to  April  1. 
1949.  Such  report  shall  be  filed  within 
fifteen  days  after  .such  termination  or  fif- 
teen days  after  April  1.  1949.  whichever 
is  later. 

For  purposes  of  this  paragraph  (b>, 
the  term  "statutory  lease"  means  a 
lease  as  described  In  section  204  (b)  (2* 
or  204  (b^  (3)  of  the  Hou.sing  and  Rent 
Act  of  1947,  as  amended,  and  §  825.121 
(b)  (2)  (V).  as  they  read  prior  to  April 
1,  1949. 

6.  In  §  825.124.  paragraph  (h)  is  de- 
leted and  a  new  paragraph  (h)  is  added 
to  read  as  follows: 

(h)  Recontrolled  rooms  in  hotels.  In 
the  case  of  those  controlled  rooms  In 
hotels  which  were  not  included  as  con- 
trolled rooms  on  March  31,  1949,  the' 
maximum  rent  shall  be  the  rent  in  effect 
for  such  accommodations  on  March  1, 
1949. 

7.  A  new  unnumbered  paragraph  Is 
added  immediately  prior  to  §  825.125  (a) 
to  read  as  follows: 

Any  landlord  who  files  a  petition  un- 
der this  .section  for  adjustment  to  in- 
crea.se  the  maximum  rent  otherwise 
allowable  shall  certify  that  he  is  main- 
taining all  services  required  by  this  reg- 
ulation and  that  he  will  continue  to 
maintain  such  services  so  long  as  the  ad- 
justment In  such  maximum  rent  which 
may  be  granted  continues  in  effect. 

8.  Section  825.129  Is  redesignated  as 
§  825.129  (a). 

9.  Section  825.126  Is  redesignated  as 
?  825.129  (b),  and  is  amended  to  read  as 
follows: 

(b)  Any  person  who  rents  or  offers  for 
rent,  or  acts  as  a  broker  or  agent  for  the 
rental  of,  any  controlled  housing  accom- 
modations shall,  as  the  Housing  Expe- 
diter may  from  time  to  time  require,  d) 
furni.sh  information  under  oath  or  af- 
firmation or  otherwise,  (2)  make  and 
keep  records  and  other  documents,  <3) 
make  reports,  <4)  permit  inspection  and 
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copying  of  records  and  other  documents 
and  1 5)  permit  Inspection  of  controlled 
housing  accommodations. 

10.  A  new  §  825.126  is  added  to  read 
as  follows: 

§  825.126  Removal  of  tenant — (a) 
Restrictions  on  removal  of  tenant.  So 
Ions  as  the  tenant  continues  to  pay  the 
rent  to  which  the  landlord  is  entitled,  no 
tenant  shall  be  removed  from  any  hous- 
ing accommodations  by  action  to  evict 
or  to  recover  possession,  by  exclusion 
from  possession,  or  otherwise,  nor  shall 
any  person  attempt  such  removal  or  ex- 
clusion from  possession,  notwithstand- 
ing that  such  tenant  has  no  lease  or  that 
his  lease  or  other  rental  agreement  has 
expired  or  otherwise  terminated,  and 
regardless  of  any  contract,  lease,  agree- 
ment or  obligation  heretofore  or  here- 
after entered  into  which  provides  for 
surrender  of  possession,  or  for  entry  of 
judgment  upon  the  tenant's  confession 
for  breach  of  the  covenants  thereof,  or 
which  otherwise  provides  contrary  here- 
to, except  on  one  or  more  of  the  grounds 
specified  in  this  paragraph  (a),  or  un- 
less the  landlord  has  obtained  a  certifi- 
cate in  accordance  with  paragraph  (c> 
of  this  section:  Provided,  however.  That 
no  provision  of  this  section  shall  be  con- 
strued to  authorize  the  removal  of  a 
tenant  unless  such  removal  Is  author- 
ized under  local  law. 

(1)  Violating  substantial  obligation  of 
tenancy.  The  tenant  Is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an 
obligation  to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immoral  use. 
Under  the  local  law,  the  tenant  (1)  is 
committing  or  permitting  a  nuisance  in 
the  housing  accommodations  or  (ID  is 
using  or  permitting  a  use  of  such  housing 
accommodations  for  an  immoral  or  il- 
legal purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or  other 
person  having  a  legitimate  Interest 
therein:  Provided,  hoicever.  That  such 
refusal  shall  not  be  ground  for  removal 
or  eviction  if  such  inspection  or  showing 
of  the  accommodations  is  contrary  to 
the  provisions  of  the  tenant's  lease  or 
other  rental  agreement. 

(4>  Company  fiousing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  in  which  occupancy 
has  customarily  been  limited  to  employ- 
ees of  the  landlord,  and  the  tenant  is  no 
longer  his  employee. 

(b>  Notices  required.  (1^  No  tenant 
shall  be  removed  or  evicted  from  hous- 
ing accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  in 
paragraph  (a>  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and  to 
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the  tenant  as  provided  In  this  paragraph 
(b)   (1). 

E^^ery  such  notice  to  a  tenant  to  va- 
cate or  surrender  possession  of  housing 
accommodations  shall  state  the  ground 
under  this  section  upon  which  the  land- 
lord relies  for  removal  or  eviction  of  a 
tenant,  the  facts  necessary  to  establish 
the  existence  of  such  ground,  and  the 
date  when  the  tenant  Is  required  to  sur- 
render possession.  Where  the  ground  for 
removal  or  eviction  of  a  tenant  is  non- 
payment of  rent,  such  notice  shall  In- 
clude a  statement  of  the  rent  due  and 
the  rental  period  or  periods  for  which 
such  rent  is  due.  A  written  copy  of  every 
notice  required  by  this  paragraph  (b) 
(1)  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
Is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  ten  days  prior  to  the  date 
specified  for  the  surrender  of  possession 
and  to  the  commencement  of  any  action 
for  removal  or  eviction,  except  where 
the  ground  specified  in  the  notice  for 
removal  or  eviction  Is  non-payment  of 
rent.  In  which  case  such  notice  shall  be 
given  at  least  three  days  prior  to  such 
date. 

If  judgment  for  possession  is  sought  by 
virtue  of  a  confession  of  judgment  or  by 
virtue  of  a  warrant  of  attorney  author- 
izing confession  of  such  judgment  against 
the  tenant,  the  date  of  commencement 
of  the  action  as  referred  to  in  this  section 
shall  be  deemed  to  be  the  date  of  the 
filing  in  court  of  the  first  papers  In  the 
proceedings  for  the  entry  of  such  Judg- 
ment. 

(2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  In  paragraph  (a)  of 
this  section  the  landlord  shall  give  writ- 
ten notice  thereof  to  the  Area  Rent  Of- 
fice, stating  the  title  of  the  case,  the 
number  of  the  case  where  that  Is  pos- 
sible, the  court  in  which  It  Is  filed,  the 
name  and  address  of  the  tenant,  and  the 
ground  under  said  subsection  on  which 
removal  or  eviction  Is  sought. 

(c)  Eviction  certificates.  No  tenant 
shall  be  removed  or  evicted  on  grounds 
other  than  those  stated  In  paragraph  (a) 
of  this  section  unless  on  petition  of  the 
landlord  the  Housing  Expediter  certifies 
that  the  landlord  may  pursue  his  reme- 
dies in  accordance  with  the  requirements 
of  local  law.  The  Expediter  shall  so  cer- 
tify if  he  finds  that  removals  or  evictions 
of  the  character  proposed  are  not  Incon- 
sistent with  the  purposes  of  the  Act  or 
this  reguation  and  would  not  be  likely 
to  result  In  the  circumvention  or  evasion 
thereof. 

The  certificate  shall  authorize  the  pur- 
suit of  local  remedies  at  the  expiration 
of  three  months  after  the  date  of  the 
filing  of  the  petition.  In  any  case  where 
the  Expediter  finds  that  by  reason  of  ex- 
ceptional circumstances  extreme  hard- 
ship would  result  to  the  landlord,  he  may 
waive  all  or  part  of  the  waiting  period. 

(d)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  (c)  of  this 
section  shall  not  be  used  in  connection 
with  any  action  to  remove  or  evict  a 
tenant  unless  such  removal  or  eviction 
Is  sought  for  the  purpose  specified  in 
the  certificate. 


In  the  event  that  the  landlord's  Inten- 
tions or  circumstances  so  change  that 
the  premises,  possession  of  which  Is 
sought,  will  not  be  used  for  the  purpose 
specified  In  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  Immediately  notify  the 
Area  Rent  Director  In  writing  and  sur- 
render the  certificate  for  cancellation. 

(e)  Local  law.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (c)  of  this  section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period  specified  In  said  certifi- 
cate, such  notice  or  notices  as  may  be 
required  by  the  local  law,  provided  that 
such  notice  or  notices  do  not  demand 
surrender  of  possession  until  after  ex- 
piration of  said  waiting  period. 

(f )  Exceptions.  The  provisions  of  this 
section  do  not  apply  to: 

(1)  Subtenants.  A  subtenant  or  other 
person  who  occupies  or  occupied  under 
a  rental  agreement  with  the  tenant, 
where  removal  or  eviction  of  the  sub- 
tenant or  other  such  occupant  Is  sought 
by  the  landlord  of  the  tenant,  unless  the 
rental  agreement  between  the  landlord 
and  tenant  contemplated  the  subletting 
by  the  tenant  of  the  entire  accommoda- 
tions or  substantially  all  of  the  individ- 
ual units  therein,  or  unless  under  the  lo- 
cal law  there  Is  a  tenancy  relationship 
between  the  landlord  and  the  subtenant 
or  other  such  occupant. 

(2)  Daily  tenants.  A  tenant  occupying 
the  housing  accommodations  on  a  dally 
basis,  except  that  the  provisions  of  this 
section  do  apply  to  any  such  tenant  who 
has  occupied  the  housing  accommoda- 
tions for  a  continuous  period  of  thirty 
days  or  more. 

(3)  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section, 
the  United  States  or  any  State  or  local 
public  agency  may  maintain  an  action 
or  proceeding  to  recover  possession  of 
any  housing  accommodations  operated 
by  It  where  such  action  or  proceeding  Is 
authorized  by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(g>  Pending  cases.  (1)  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1,  1949,  In 
accordance  with  section  209  (o  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended,  as  It  read  prior  to  April  1,  1949, 
or  where  no  notice  was  required  by  that 
section  of  said  Act  and  a  court  proceed- 
ing for  removal  or  eviction  is  pending  on 
April  1,  1949,  the  landlord  need  not  com- 
ply with  the  notice  requirements  under 
paragraph  <b)  of  this  section  provided 
that  the  ground  for  removal  or  eviction 
relied  upon  In  such  cases  is  a  ground 
for  removal  or  eviction  under  paragraph 
(a)  of  this  section.  If  In  any  such  case 
the  ground  for  removal  or  eviction  Is  not 
a  ground  for  removal  or  eviction  under 
paragraph  (a^  of  this  section  and  a  cer- 
tificate is  applied  for  and  Lssued  in  ac- 
cordance with  paragraph  ^c)  of  this  sec- 
tion the  Housing  Expediter  may  reduce 
the  waiting  period,  taking  into  consider- 
ation the  time  elapsed  since  notice  was 
given. 

( 2  >  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 
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was  entered  prior  to  April  1.  1949.  by  a 
court  of  competent  jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
housing  accommodations. 

(Sec.  204  (d».  61  Stat.  197,  as  amended 
by  62  Slat.  37,  62  Stat  94.  Pub.  Law  31. 
81st  Cong.:  50  U.  S.  C  App.  1894  (d) ) 

This  amendment  shall  become  effective 
April  1.  1949. 

Issued  this  1st  day  of  April  1949. 

TicHE  E.  "Woods, 
Ilou^r.ng  Expediter. 

|F.    R     Doc.    49-2549:    Filed,    Apr.    1.    1949; 
4;01  p.  m.l 
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This  decontrols  from  §§  825.1  to  825.12 
all  of  Lawrence  County  except  the  Town- 
ships of  Shawswick  and  Marion,  and  all 
of  Shelby  County  except  the  Township 
of  Addison,  both  counties  In  the  Colum- 
bus, Indiana,  Defense-Rental  Area. 

6.  Schedule  A.  item  188a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 
Burlington  County  except  the  Townships  of 
Tabernacle.      Shuntbng.      Woodland,      and 
Washington,    and    that    portion    of    Bass 
River    Township    which    is    outside    New 
Gretna  Borough;  Camden;  and  Gloucester- 
Salem 

Cumberland 


This  decontrols  from  §§  825.1  to  825.12 

— ^— — — ^^  the  Townships  of  Tabernacle,  Shamong, 

.^     .    „  ^  «^„ci„^  npnt  Retr  '  Amdt    781       Woodland,  Washington  and  Bass  River 
ICoutrolled  Housing  Rent  Reg..    Amdt.  78|        _^^^^^   ^^^    ^^^^^^  Borough   all   in  Ihe 

Part  825 — Rent  RECUL.^TION  Under  the      southern    New    Jersey    Defense-R3nt;al 
HousincandRent  ACTOF  1949  Area. 

, ..,,  «^,.Q,Mr  RFKT  REGULATION  7.  Schcdulc  A,  Item  299,  Is  amended  to 

CONTROLLED  HOLSiNG  RENT  REGLLATiON        ^^^^^^^^   ^^^  counties   in   the   Defense- 

The  Controlled  Housing  Rent  Rcgula-  Rental  Area  as  follows: 

tion  ( §§  825.1  to  825.12)   is  amended  in  ^^^^^^  ^^^^^^  ^^^  ^^^^  ^^^^^^^  ^^  ^,^^  ^ity 

the  following  respects :                            ^   ^  of  AmarUlo  In  Randall  County. 

1.  Schedule  A,  Item  10a,  Is  amended  e,oor;i  t^Bo^iio 
to  rpad  as  follows"  This  decontrols  from  !;>  825.1  to  825.12 
to  read  as  louovvs.  ^^^  ^^  Randall  County  (xcrpt  that  por- 

(lOa)    [Revoked  and  decontrolled  )  ^^^  within  the  City  of  Amarillo  In  the 

This  decontrols  from  5§  825.1  to  825.12  Amarillo,  Texas.  Defense-Rental  Area, 
the    entire    Troy.    Alabama,    Defense-  8.  Schedule  A.  item  309,  is  amended 

Rental  Area.  to  describe  the  counties  in  the  Defense- 

2.  Schedule  A,  item  95a,  Is  amended  Rental  Area  as  follows: 

to  describe  the  counties  in  the  Defense-       ^-ueces  except  the  Town  of  Port  Aransas 

Rental  Area  as  follows:  Bee  and  Kleberg 

In    De    Kalb    County,    the    Townships    of  This  decontrols  from  §5  825.1  to  825.12 

Keyser  and  Union.  ^]j  qj  g^^  Patricio  County  in  the  Corpus 

This  decontrols  from  §§  825.1  to  825.12  Christl,  Texas,  Defense-Rental  Area, 

all    of    the    Auburn,   Indiana,   Defense-  9.  Schedule  A.  item  316,  Is  amended  to 

Rental  Area  except   the  Townships  of  describe   the  counties  in  the  Defense- 

Keyser  and  Union.  Rental  Area  as  follows: 

3.  Schedule  A.  item  106.  is  amended  Tarrant. 

i?  ^rri^;J*iVfXow's'  '"  ''''  ""'''"'"  This  decontrols  from  §§  825.1  to  825.12 

Rental  Area  as  follows.  ^^^  ^^  ^^^^  ^^    ^^^^^^    ^^^^^    Defense- 

In  Wabash  County,  the  Townships  of  Chester       j^^j^^^l   Area   except  Tarrant  County. 
and  Noble,  and  in  Huntington  County,  the  ^^    Schedule  A   Item  319a,  Is  amended 

Town.ship    of    Huntington,    and    all    of  This  decontrols  from  §5  825.1  to  825.12 

Wabash. County  except  the  Townships  of  all  of  Chambers  County  in  the  Houston, 

Chester  and  Noble,  both  counties  In  the  Texas,  Defense-Rental  Area. 

Anderson  Indiana.  Delon.se-Rental  Area.  n.  Schedule  A,  Item  320,  Is  amended 

4    Schedule  A,  item  94b,  is  amended  to  describe  the  counties  In  the  Defense- 

to  describe  the  counties  in  the  area  as  Rental  Area  as  follows: 

follows:  Bell. 

In    Monroe    County,    the    Townships    of  This  decontrols  from  §§  825.1  to  825.12 

Bloomlngton  and  Perry.  ^^j   ^j   ^^^  Killeen-Temple.   Texas.  De- 

This  decontrols  from  §§  825.1  to  825.12  fense-Rental  Area  except  Bell  County, 

all  of  the  Bloomington.  Indiana.  Defense-  ^^    schedule  A.  item  322b.  is  amended 

Rental  Area  except  the  Townships  oi  ^^  describe  the  counties  in  the  Defense- 

^'r  schedule' A.  S''  97.  is  amended  Rental  Area  as  follows: 

to  describe  the  counties  in  the  Defense-  Panola. 

Rental  Area  as  follows:  .^.j^^^  decontrols  from  §§  825.1  to  825.12 

Bartholomew.     Johnson.     Morgan,     and     in  ^jj  ^j  ^^le  EateX.  Texas,  Defense-Rental 

Shelby  County,  the  Township  of   Addi-  ^^^^  except  Panola  County. 

In'°LawrencV-County,""the 'T'own;hip;'"of  13.  Schedule  A,  items  324a,  is  amended 

shawswlcic  and  Marion.. to  describe  the  counties  in  the  Defense- 

jackson - - Rental  Area  as  follows: 

1 13  F  R   5706   5788.  5877,  5937.  6246,  6283,  Calhoun  and  Matagorda. 

6411.  6556.  6681,  6910.  7299   7671    7801   7862.  ^^^^  decontrols  from  §§  825.1  to  825.12 

^■^'^%^  S.e%\l  ^9V.1boTloS:       ^-^-"  r  "^Cnfaf  A^el'^'"''  ^''' 
1345.  1391  Texas,  Defense-Rental  Area. 
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14.  Schedule  A.  Item  328.  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Atascosa.  Bexar.  Comal.  Guadalupe.  Kc.i- 
dall.  Medina  and  Wilson. 

This  decontrols  from  §§  825.1  to  825.12 
Bandera  County  in  the  San  Antonio, 
Texas.  Defense-Rental  Area. 

15.  Schedule  A.  item  330,  is  amended 
to  read  as  follows: 

(330)      [Revoked  and  decontrolled.! 

This  decontrols  from  §5  825.1  to  825.12 
the  entire  Texarkana.  Texas.  Defense- 
Rental  Area,  consisting  of  Bowie  County, 
Texas  and  Miller  County.  Arkansas. 

16.  Schedule  A.  item  330a,  is  amended 
to  read  as  follows: 

(330a)      IRevoked  and  decontrolled.) 


This  decontrols  from  §§  825.1  to  825.12 
the  entire  Tyler,  Texas,  Defense-Rental 
Area. 

(Sec  204  (d>,  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31,  81st  Conrr.;  50  U.  S.  C.  App.  1894 
(dt.  Applies  .'^ec.  204.  61  Stat.  197,  as 
amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  1894 ) 

This  amendment  shall  become  effec- 
tive April  1,  1949. 

I.ssued  this  1st  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49-2562;    Filed,    Apr.    1,    1949; 
5:08  p.  m.) 
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P.\RT  825— RENT  Regulations  Under  the 
Housing  and  Rent  Act  of  1949 

rent  REGULATIONS  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  <S5  825.81  to  825  92)  is 
hereby  amended  in  the  following 
respects : 

1.  Schedule  A,  item  10a,  is  amended  to 
read  as  follows: 

(lOa)      [Revoked  and  decontrolled.] 

This  decontrols  from  §§825.81  to 
825.92  the  entire  Troy,  Alabama,  De- 
fense-Rental Area. 

2.  Schedule  A,  item  95a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  De  Kalb  County,  the  Townships  of 
Keyser  and  Union. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Auburn,  Indiana,  E>e- 
fense-Rental  Area  except  the  Townships 
of  Keyser  and  Union. 

3.  Schedule  A,  item  106,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 


'  13  F  R  5750.  5789,  5875.  5937,  5938.  6247, 
6283,  6411,  6556,  6882.  6911,  7299,  7672.  7801, 
7862  8218.  8328,  8388;  14  F.  R.  18.  272.  337, 
457   627,  682,  695,  857,  918,  978,  1083.  1345. 


from  pos^es*.inn.  or  otnerwise.  nor  snaT 
any  person  attempt  such  removal  or  ex- 
clusion from  possession,  notwithstand- 
in;,'  that  such  tenant  has  no  lease  or  that 
his  lease  or  other  rental  agreement  has 
expired  or  otherwise  terminated,  and 
regardless  of  any  contract,  lease,  agree- 
ment or  obliijation  heretofore  or  here- 
alter    entered    Into   which   provides    for 

..   .  '    l^ii      1       0»      I)     P  >■■•..-*  iOli,     (I.       Il^i       I...  .J       '     L 

jud:nnent  upon  the  tenant's  confession 
for  breach  of  the  covenants  thereof,  or 
which  'ilherwlv  provtdrt  contrary  here- 
to. eX(-i%M  on  t»ft«*  or  mure  of  jitr  grounds 
i4irctfl«Kl  In  thu  paracraph  •**.  or  un- 
leM  the  landlord  hat  obtalnAl  a  cert  ill- 
ratp  In  accordance  with  paracraph  c* 
of  this  wtlon  Prmided.  hnwrirr.  That 
no  provuion  of  thi>  section  shall  be  con- 
strued to  authortie  the  removal  of  a 
tenant  unleM  >uch  removal  Is  author- 
ized under  local  law. 

<!>  Violatino  substantial  obligation  of 
tenancy.  The  tenant  Is  violating  a  sub- 
.<itantlal  obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an 
obligation  to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

(2)  Nuisance  or  illegal  or  immeral  use. 
Under  the  local  law,  the  tenant  (i)  Is 
committing  or  permitting  a  nuisance  in 
the  housing  accommodations  or  (11)  Is 
using  or  permitting  a  use  of  such  housing 
accommodations  for  an  immoral  or  il- 
legal purpose. 

•  3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  In- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or  other 
person  having  a  legitimate  Interest 
therein:  Provided,  however.  That  such 
refusal  shall  not  be  ground  for  removal 
or  eviction  If  such  Inspection  or  showing 
of  the  accommodations  Is  contrary  to 
the  provisions  of  the  tenant's  lease  or 
other  rental  agreement. 

(4>  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  in  which  occupancy 
has  customarily  been  limited  to  employ- 
ees of  the  landlord,  and  the  tenant  is  no 
longer  his  employee. 

(b)  Notices  required.  (D  No  tenant 
shall  be  removed  or  evicted  from  hous- 
ing accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  groimds  permitted  in 
paragraph  (a)  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  Office  and  to 


elude  a  statement  of  the  rent  duj  and 
the  rental  period  or  ptrlods  for  which 
such  rent  is  due.  A  written  copy  of  every 
notice  required  by  this  paragraph  (b) 
(1»  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
Is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  ten  days  prior  to  the  date 
^^J«•caiea  lor  luc  auiiciiuci  ol  pussf».'«uti* 
and  to  the  commencement  of  any  action 
for  removal  or  eviction,  except  where 
the. ground  .specified  in  th«  notice  for 
reuftoval  or  eviction  is  non-Kyment  of 
rent,  in  which  cav  !*uch  notice  *hall  t>e 
flven  at  least  three  days  pH5r  to  such 
date 

If  Judgment  for  piwsevMon  Is  sought  by 
virtue  of  a  confesjilon  of  judgment  or  by 
virtue  of  a  warrant  of  attorney  author- 
izing confession  of  such  Judgment  against 
the  tenant,  the  date  of  commencement 
of  the  action  as  referred  to  in  this  section 
shall  be  deemed  to  be  the  date  of  the 
filing  In  court  of  the  flr.st  papers  in  the 
proceedings  for  the  entry  of  such  Judg- 
ment. 

(2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  in  paragraph  (a)  of 
this  section  the  landlord  shall  give  writ- 
ten notice  thereof  to  the  Area  Rent  Of- 
fice, stating  the  title  of  the  case,  the 
number  of  the  case  where  that  is  pos- 
sible, the  court  In  which  It  Is  filed,  the 
name  and  address  of  the  tenant,  and  the 
ground  under  said  subsection  on  which 
removal  or  eviction  is  sought. 

(c)  Eviction  certificates.  No  tenant 
shall  be  removed  or  evicted  on  grounds 
other  than  those  stated  in  paragraph  (a) 
of  this  section  unless  on  petition  of  the 
landlord  the  Housing  Expediter  certifies 
that  the  landlord  may  pursue  his  reme- 
dies in  accordance  with  the  requirements 
of  local  law.  The  Expediter  shall  so  cer- 
tify if  he  finds  that  removals  or  evictions 
of  the  character  proposed  are  not  incon- 
sistent with  the  purposes  of  the  Act  or 
this  reguation  and  would  not  be  likely 
to  result  in  the  circumvention  or  evasion 
thereof. 

The  certificate  shall  authorize  the  pur- 
suit of  local  remedies  at  the  expiration 
of  three  months  after  the  date  of  the 
filing  of  the  petition.  In  any  case  where 
the  Expediter  finds  that  by  reason  of  ex- 
ceptional circumstances  extreme  hard- 
ship would  result  to  the  landlord,  he  may 
waive  all  or  part  of  the  waiting  period. 

(d)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  (c)  of  this 
section  shall  not  be  used  in  connection 
with  any  action  to  remove  or  evict  a 
tenant  unless  such  removal  or  eviction 
is  sought  for  the  purpose  specified  in 
the  certificate. 


serving,  prior  to  the  expiration  ot  the 
waiting  period  .specihcd  m  -said  certifi- 
cate, suih  notice  or  notices  as  may  be 
required  by  the  local  law.  provided  that 
such  notice  or  notices  do  not  demand 
surrender  of  po.ssession  until  after  ex- 
piration of  said  waiting  period. 

(f>  Exceptions.  The  provisions  of  this 
section  do  not  apply  to: 

'1'  ^uonnant!*  a  >uutciiaiu  or  l>i.i»-i 
person  who  occupies  or  occupied  under 
a  rental  agreement  with  the  tenant. 
where  removal  or  eviction  of  the  sub- 
tenant or  other  such  occupant  M  sought  * 
by  the  landlord  of  the  tenant,  unless  thr 
rental  agreement  between  the  landlord 
and  tenant  contemplated  the  sublettlnit 
by  the  tenant  of  the  entire  accommoda- 
tions or  substantially  all  of  the  individ- 
ual units  therein,  or  unless  under  the  lo- 
cal law  there  Is  a  tenancy  relationship 
between  the  landlord  and  the  subtenant 
or  other  such  occupant. 

(2>  Daily  tenants.  A  tenant  occupying 
the  housing  accommodations  on  a  daily 
basis,  except  that  the  provisions  of  this 
.section  do  apply  to  any  such  tenant  who 
has  occupied  the  housing  accommoda- 
tions for  a  continuous  period  of  thirty 
days  or  more. 

(3)  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section, 
the  United  States  or  any  State  or  local 
public  agency  may  maintain  an  action 
or  proceeding  to  recover  possession  of 
any  housing  accommodations  operated 
by  it  where  such  action  or  proceeding  is 
authorized  by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(g)  Pending  cases.  (V  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1,  1949,  In 
accordance  with  section  209  (c)  of  the 
Housing  and  Rent  Act  of  1947.  as 
amended,  as  It  read  prior  to  April  1,  1949. 
or  where  no  notice  was  required  by  that 
section  of  said  Act  and  a  court  proceed- 
ing for  removal  or  eviction  is  pending  on 
April  1,  1949.  the  landlord  need  not  com- 
ply w4th  the  notice  requirements  under 
paragraph  (b)  of  this  section  provided 
that  the  ground  for  removal  or  eviction 
relied  upon  in  such  cases  is  a  ground 
for  removal  or  eviction  under  paragraph 
(a)  of  this  section.  If  in  any  such  case 
the  ground  for  removal  or  eviction  is  not 
a  ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section  and  a  cer- 
tificate is  applied  for  and  issued  in  ac- 
cordance with  paragraph  (c)  of  this  sec- 
tion the  Housing  Expediter  may  reduce 
the  waiting  period,  taking  into  consider- 
ation the  time  elapsed  since  notice  was 
given. 

( 2  >  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 


|F.    i;      V 'C     49  2:iiy.     Fi!ed.    Apr.     1,    l9Vj, 
4  Ul  p    in.) 
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V^til.ct.  >l.    MIIU   VJlOlilfblr"! 


This  decontrol.^  from  ?;S  825.1  to  825  12 

— ^— ^-■^— ^—  the  Townships  of  Tabernacle.  Shamong. 

ICo-.trollrd  Housing  Rent  Reg  .'  Amdt.  78)  Woodland.  Wa.'^hington  and  B.i.'^s  River 

except  New  Gretna  Boroueh  all  in   ihe 

Part  823— Rent  Recvl.^tign  Under  the  southern    New    Jersev    Defense-R.-n'al 

HorsiNC  AND  Rent  Act  of  1949  Area. 

COMaOLLiJ   UOCSING   kt..Ni    .  ^.ol  ».  .1 1<  ..  '      •             J'       •           ■      -  ''    '          ''       , 

describe   the   countie.s   m    the   Uf[en--e- 

The  Controlled  Housing  Rent  Rogula-  R,.ntal  Ana  as  lollowv 

tlon    'St  825  1   to  •25  12)    is  amrnd«'d  in  .    ,     , 

"    "       '.                                .  p.,n»T  C<pui.t\  at.rt  that  I  .'rti.4>  .  r  thr  (  :'T 

th^  following  respects  ^^.  ^„,^,,u„  „.  r,.,,,„  (-  ,„.^. 

1  Kchf^ul*-  A.   Item   10a.   is  »mtndt<i  ^                •         ^ 
l«j  read  as  iollows  Th»v  d^•contr<»l^  fr«m  *5  •2&  1  lo  91S  12 

^    .       ^  ,4^  „,,.  11-^  I  «••'  "'  Randall  Cointj.   •  x*  pt   iln*    jn.r- 

,iuB>    inr    ••^  ,  j^^  uithm  th*"  City  o(  Amanllo  in  u»«* 

Thu  decontrols  from  f  I  §26  1  to  t25  12  Amartlln.  Teza.s   Defensr-R«»tal  Ar«-B 

the     entire     Trcj      Alabama,     I>ftn>e-  g    Stheduk   A    item  309.   In  amended 

Rental  Area  to  d»*«rrt»>e  th'   lountiev  in  the  D  It-n-N*-- 

2  SchrduU    A.  ittm  »5a.  l»  amended  Rental  Area  as  loliow- 

to  describe  the  counth-s  In  the  l>Icn.s€-  ^.^^^^^  ^^^^^,,  ,^^  ^^^^  ^,  p^,„  Ar.n»*.  .   . 

Rental  Area  as  lollows  B^  and  KIrb«  .g         

In    Dr    K>i1b    County,    the    T-wn^hlp.    of  This  decontrols  from  5  5  825  1  to  825  12 

Keysor  mid  Union.  ^„  ^j  ^^  Patricio  County  In  the  Corpus 

This  decontrols  from  ?5  825  1  to  825  12  Christl.  Trxa.s.  Defense-Rental  Area 

all    of    the    Auburn.    Indian*.   Defense-  9    Schedule  A.  item  316.  is  amended  to 

Rental   Area   except   the  Townships   of  describe   the   counties   in   the   Defense- 

Keyser  and  Union.  Rental  Area  as  follows: 

3.  Schedule  A.  item  106.  Is  amended  Tarrant, 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows:  This  decontrols  from  §§  825.1  to  825.12 

^.       ,  ^^„  ,„  all  of  the  Ft.   Worth,  Texas.  Defense- 

In  Wabash  county,  the  Townships  ^^  Rental   Area   except  Tarrant  County. 

andNoble.  and  in  Huntington  Couiu>,  the  Srhedule  A   item  319a   Is  amenrled 

Township  of  Huntington !"•  bcheduje  A,  Item  jiya,  IS  amenaea 

Delaware   Grant.  Howard  and  Madison to  describe  the  counties  In  the  Defense- 

««..  .  .    ^«r  ,«  Rental  Area  as  follows: 
This  decontrols  from  §5  825.1  to  825.12 

all   of    Huntington    County    except    the  Harris  and  Liberty. 

Township    of    Huntington,    and    all    of  This  decontrols  from  §§  825.1  to  825.12 

Wabash.  County  except  the  Townships  of  all  of  Chambers  County  in  the  Houston, 

Chester  and  Noble,  both  counties  in  the  Texas.  Defense-Rental  Area. 

Anderson.  Indiana.  Defense-Rental  Area.  n.  Schedule  A,  item  320,  is  amended 

4.  Schedule  A,  item  94b,  is  amended  to  describe  the  counties  in  the  Defense- 
to  describe  the  counties  in  the  area  as  Rental  Area  as  follows: 

follows :  Bell, 

in    Monroe    county^  the    Townships    of  This  decontrols  from  §§  825.1  to  825.12 

Bloommgton  and  Perry.       _  ^^^   ^^   ^^^   Killeen-Temple,   Texas.   De- 

This  decontrols  from  §§  825.1  to  825.12  fense-Rental  Area  except  Bell  County. 

all  of  \heBloomington  Indiana.  Defense-  ^^^^            ^^  ^^^^^^^ 

2f"^^  n^fnn  «nd  Perrv      ^°^  "'^^^'   °'  to  describe  the  counties  in  the  Defense- 

Bloommgton  and  Perr>.  D„„f„i  a,-oq  q=  fr,un^u<- 

5.  Schedule   A,   Item   97,   is   amended  Rental  Area  as  follows. 

to  describe  the  counties  in  the  Defense-  Panola. 

Rental  Area  as  follows:  ^^.^  decontrols  from  §§  825.1  to  825.12 

Bartholomew.     Johnson.     Morgan,     and     In  ^^j  ^j  ^^^  EateX,  Texas,  Defense-Rental 

Shelby    County,   the   Township    of    Addl-  ^^^^  ^^^^^^  p^^^j^  ^^^^^y 

ln^Law7enVe"'couiity,"  thV'Townshipr'o^  13.  Schedule  A,  items  324a,  Is  amended 

shawswicJc  and  Marlon to  describe  the  counties  In  the  Defense- 

jackson Rental  Area  as  follows: 

1  13  F   R    6706    5788.  5877.  5937.  6246.  6283,  Calhoun  and  Matagorda. 

V2U-  SS-  Si  MP.-  rTV.  J?',™;'..!??:  TW,  decontrCs  from  55  825.1  to  825.12 

456  '627   632   695   856.  918.  979.  1005,  1083,  Jackson  County  In  the  Matagorda  Bay, 

1345.  i39i.  '    Texas,  Defense-Rental  Area. 

No.  64 4 


the  entire  Texarkana.  Texas.  Defense- 
R'^nfal  Arc  a.  con.- i.- tint:  of  Bov.ic  County. 
Texas  and  Miller  Coiin<v.  Arkansas. 

16.  Schedule  A,  i'eni  330a.  is  amended 
to  read  as  follows: 

(3)0r. )      IRevcked  and  decontrolled,] 

This  decontrols  from  ^5  825  1  lo  825  12 
the  entire  Tyler.  T-x  is.  D  fense-Rental 

'Sot  204  'd'  61  Stat  19T  as  amended 
b>  62  S'at  37  bv  62  Stat  94  and  by  Pub 
Law  31.  ilst  Con"  :  SO  U  S  C  App  1894 
d*  Applif>s  V  204  -V  ;^i»t  197.  A^ 
am«'nded  by  «i  Rtat  37*o.  €2  8ia»  »4 
and  by  Pub  lJi«  31  ^^<  Crmtf*  .SO 
use    ltM> 

This  am»*ndm«'nt  shall  become  rf!'-  - 
tiv«>  April  1    1049 

Ivsued  this  1st  day  of  ApTll  1949 

TicHi  E   W<x)D«. 
Houstnij  Expediter. 

|P     R     Due.    49  2562      Piled.    Apr     1,    lt»49: 
5  08  p    in  I 
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Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1949 

RENT  REGXTLATIDNS  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
hereby  amended  in  the  following 
respects: 

1.  Schedule  A.  item  10a,  is  amended  to 
read  as  follows: 

(lOa)      (Revoked  and  decontrolled.] 

This  decontrols  from  §§825.81  to 
825.92  the  entire  Troy,  Alabama,  De- 
fense-Rental Area. 

2.  Schedule  A.  item  95a.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  De  Kalb  County,  the  Townships  of 
Keyser  and  Union. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Auburn,  Indiana,  De- 
fense-Rental Area  except  the  Townships 
of  Keyser  and  Union. 

3.  Schedule  A,  item  106,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 


'  13  F  R.  5750.  5789.  5875.  5937.  6938,  6247, 
6283,  6411,  6556,  6882.  6911,  7299.  7672.  7801, 
7862.  8218.  8328.  8388;  14  P.  R.  18.  272.  337, 
457.  627.  682.  695,  857.  918,  978.  1083,  1345. 
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In  Wabash  County,  the  Townships  of  Chester 
and  Noble,  and  In  Huntington  County,  the 

■    Township  of  Huntington 

Delaware,  Grant,  Howard  and  Madison 

This  decontrols  from  §§825.81  to 
825.92  all  of  Huntington  County  except 
the  Township  of  Huntington,  and  all  of 
Wabash  County  except  the  Townships  of 
Chester  and  Noble,  both  counties  in  the 
Anderson.  Indiana.  Defen.se-Rental  Area. 

4.  Schedule  A.  item  94b,  is  amended 
to  describe  the  counties  in  the  area  as 
follows : 

In  Monroe  County,  the  Townships  of 
Bloomlngton  and  Perry. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Bloomington.  Indiana. 
Defense-Rental  Area  except  the  Town- 
ships of  Bloomington  and  Perry. 

5.  Schedule  A.  item  97.  is  amended  to 
describe  the  counties  in  the  E>efense- 
Rental  Area  as  follows: 

Bartholomew.  Johnson.  Morgan,  and  In 
Shelby  County,  the  Township  of  Addi- 
son  - 

In  Lawrence  County,  the  Townships  of 
Shawswick  and  Marlon 

Jackson 

This  decontrols  from  §§  825.81  to 
825.92  all  of  Lawrence  County  except  the 
Townships  of  Shawswick  and  Marion, 
and  all  of  S*ielby  County  except  the 
Township  of  Addison,  both  counties  in 
the  Columbus.  Indiana,  Defense-Rental 
Area. 

6.  Schedule  A.  Item  188a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Burlington  County  except  the  Townships  of 
Tabernacle.  Shamong,  Woodland,  and 
Washington,  and  that  portion  of  Bass 
River  Township  which  Is  outside  New 
Oretna  Borough;  Camden;  and  Gloucester. 

Salem 

Cumberland 

This  decontrols  from  55  825  81  to 
825.92  the  Townships  of  Tabernacle. 
Shamong.  Woodland.  Washington  and 
Bass  River  except  New  Gretna  Borough 
all  In  the  Southern  New  Jersey  Defense- 
Rental  Area. 

7.  Schedule  A.  item  299,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  area  as  follows: 

Potter  County  and  that  portion  of  the  City 
of  AmarlUo  In  Randall  County. 

This  decontrols  from  §§825.81  to 
825.92  all  of  Randall  County  except  that 
portion  within  the  City  of  Amarillo  In 
the  Amarillo.  Texas.  Defense-Rental 
Area. 

8.  Schedule  A.  item  309.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Nueces  except  the  Town  of  Port  Aransas 

Bee  and  Kleberg 

This  decontrols  from  §§825  81  to 
825.92  all  of  San  Patricio  County  in  the 
Corpus  Christl.  Texas,  Defense-Rental 
Area. 

9.  Schedule  A.  item  316,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Tarranl. 


This  decontrols  from  {§825.81  to 
825.92  all  of  the  Ft.  Worth.  Texas.  De- 
fense-Rental Area  except  Tarrant 
County. 

10.  Schedule  A.  item  319a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Harris  and  Liberty. 

This  decontrols  from  §1825.81  to 
825.92  all  of  Chambers  County  in  the 
Houston.  Texas.  Defense-Rental  Area. 

11.  Schedule  A.  item  320.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Bell. 

This  decontrols  from  §5  825  81  to 
825.92  all  of  the  Killeen-Temple.  Texas, 
Defense-Rental  Area  except  Bell  County. 

12.  Schedule  A.  item  322b,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Panola. 

This  decontrols  from  §5  825.81  to  825.92 
all  of  the  Eatex.  Texas.  Defense-Rental 
Area  except  Panola  County. 

13.  Schedule  A.  Item  324a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Calhoun  and  Matagorda. 

This  decontrols  from  §§  825.81  to  825.92 
Jackson  County  in  the  Matagorda  Bay. 
Texas.  Defense- Rental  Area. 

14.  Schedule  A,  item  328.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Atascosa.  Bexar.  Comal.  Guadalupe.  Ken- 
dall, Medina  and  Wilson. 

This  decontrols  from  §§  825.81  to  825.92 
Bandera  County  in  the  San  Antonio, 
Texas.  Defense-Rental  Area. 

15.  Schedule  A.  item  330,  is  amended 
to  read  as  follows: 

(330)      [Revoked  and  decontrolled  ] 

This  decontrols  from  §§825.81-825.92 
the  entire  Texarkana.  Texas.  Defense- 
Rental  Area,  consisting  of  Bowie  County. 
Texas,  and  Miller  County,  Arkansas. 

16.  Schedule  A.  item  330a,  is  amended 
to  read  as  follows: 

(330a)      [Revoked  and  decontrolled.] 

This  decontrols  from  §5  825.81  to  825.92 
the  entire  Tyler,  Texas,  Defense-Rental 
Area. 

(Sec.  204  (d>,  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204.  61  Stat.  197,  as 
amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effective 
April  1.  1949.      " 

Issued  this  1st  day  of  April  1949. 

TicHE  E.  Woods, 
Housing  Expcditor. 

IP.    R.    Doc.    4©- 2663;    Piled,    Apr.  1,    1949; 
6:06  p.  m.] 
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Part  825 — Rent  RECiTLATioifs  Under  the 
HotJSiNG  AND  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regttlation  for 

MlABn  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
(§§825.41  to  825.52)  is  amended  in  the 
following  respects: 

1.  The  definition  of  "hotel"  contained 
in  §  825.41  is  deleted. 

2.  In  §  825.41  the  definition  of  "date 
determining  the  maximum  rent"  Is  de- 
leted. 

3.  Section  825.41  (b)  (2)  is  amended 
to  read  as  follows : 

(2)  Decontrolled  housing  to  which 
§§  825.41  to  825.52  do  not  apply.  Sections 
825.41  to  825.52  do  not  apply  to  the 
following : 

(i)  Accommodations  in  hotels,  (a)  In 
cities  of  less  than  2,500,000  population 
according  to  the  1940  decennial  census, 
those  housing  accommodations  in  any 
hotel  which  on  June  30.  1947.  were  oc- 
cupied by  persons  to  whom  were  pro- 
vided customary  hotel  services  such  as 
maid  service,  furnishing  and  laundering 
of  linen,  telephone  and  secretarial  or 
desk  service,  use  and  upkeep  of  furni- 
ture and  fixtures,  and  t>ellboy  services 
(not  necessarily  all  the  types  of  services 
named  need  be  provided  in  all  cases  as 
long  as  enough  are  provided  to  con- 
stitute customary  hotel  services  usually 
supplied  in  establishments  commonly 
known  as  hotels  in  the  community  where 
theyare  located  V 

For  the  purposes  of  this  paragraph  (b) 
(2)  (i)  (a >,  the  term  "hotel"  means  any 
establishment  which  is  commonly  known 
as  a  hotel  in  the  community  In  which 
it  is  located  and  which  provides  custom- 
ary hotel  services. 

(b)  In  cities  of  2.500.000  poptilation 
or  more  according  to  the  1940  decennial 
census.  '/>  those  housing  accommoda- 
tions which  are  located  in  hotels  in  which 
on  March  1,  1949.  75  percent  or  more  of 
the  occupied  housing  accommodations 
were  rented  on  a  daily  basis  to  tenants 
who  had  not,  on  that  date,  continuously 
resided  in  the  hotel  for  90  days  or  more, 
or  (2)  those  accommodations  which  are 
not  located  in  hotels  described  In  (1) 
but  which  on  March  1,  1949.  were  rented 
on  a  daily  basis  to  tenants  who  had  not. 
on  that  date,  continuously  resided  In  the 
hotel  for  90  days  or  more.  For  purposes 
of  this  paragraph  (b)  (2)  (i)  (b).  the 
term  "hotel"  means  any  establishment 
which  on  June  30,  1947.  was  commonly 
known  as  a  hotel  in  the  community  in 
which  it  is  located  and  in  which  at  least 
an  appreciable  ntimber  of  its  occupants 
were  provided  with  customary  hotel  serv- 
ices such  as  maid  service,  furnishing  and 
laundering  of  linen,  telephone  and  sec- 
retarial or  desk  service,  use  and  upkeep 
of  furniture  and  fixtures,  and  bellboy 
service. 

<ii>  Motor  courts.  Housing  accommo- 
dations In  establishments  which  were 
motor  courts  on  June  30.  1947. 


>  13  P.  R.  6736,  6346.  8366,   14  P.  R.  83,  14ft. 

878. 
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(iii)  Trailer  or  trailer  space.  Hous- 
ing accommodations  located  in  trailers 
and  grotmd  space  rented  for  trailers, 
which  on  April  1,  1949  were  us^  ex- 
clusively for  transient  occupancy,  1.  e., 
rented  on  a  daily  basis  to  tenants  who 
had  not  continuoiLsly  resided  therein  on 
and  since  M^rch  1,  1949. 

(iv)  Tourist  homes.  Housing  accom- 
modations in  any  tourist  home  serving 
transient  guests  exclusively  on  June  30. 
1947. 

(v)  Accommodations  created  by  new 
construction  or  change  from  non-housing 
use.  (a)  Housing  accommodations  the 
construction  of  which  was  completed,  or 
which  were  created  by  a  change  from  a 
non-housing  to  a  hotising  use,  on  or  after 
February  1,  1947:  Provided,  however. 
That  maximum  rents  established  under 
the  Veterans'  Emergency  Housing  Act 
for  priority  constructed  housing  accom- 
modations completed  on  or  after  Febru- 
ary 1.  1947.  shall  continue  In  full  force 
and  effect,  if  such  accommodations  are 
being  rented  to  veterans  of  World  War 
II  or  their  immediate  families,  who,  on 
June  30.  1947.  either  (1)  occupied  such 
housing  accommodations,  or  (2)  had  a 
right  to  occupy  such  housing  accommo- 
dations at  any  time  on  or  after  July  1, 
1947.  under  any  agreement  whether 
written  or  oral. 

( b )  Housing  accommodations  the  con- 
struction of  which  was  completed 
between  February  1.  1945  and  January 
31.  1947,  both  dates  inclusive,  and  which 
between  the  date  of  completion  and  June 

30.  1947,  both  dates  inclusive,  at  no  time 
were  rented  as  housing  accommodations 
(other  than  to  members  of  the  immedi- 
ate family  of  the  landlord*. 

For  purposes  of  this  §  825.41  (b)  (2) 
(V): 

The  time  at  which  construction  of 
housing  accommodation.'?  shall  be  deemed  ■ 
to  be  "completed"  shall  be  the  date  on 
which  the  dwelling  is  first  suitable  for 
occupancy  and  all  utility  and  service 
connections  have  been  made,  except  for 
the  In.stallation  of  such  items  and  the 
completion  of  such  decoration  work,  as, 
in  accordance  with  the  custom  of  the 
community,  are  left  for  Installation  by, 
or  to  the  choice  of,  the  purchaser  or  the 
tenant. 

(vi)  Additional  housing  accommoda- 
tions created  by  conversion,  (a)  Addi- 
tional housing  accommodations  created 
on  or  after  February  1.  1947  by  a  con- 
version (i.  e.,  a  structural  change  in  a 
residential  unit  or  units  Involving  sub- 
stantial alterations  and  remodeling) 
which  was  created  on  or  before  March 

31.  1949,  but  subject  to  the  proviso  clause 
set  forth  in  §  825.41  (b)  (2)  (v)  (a). 

(b)  Housing  accommodations  as  to 
which  a  decontrol  order  has  been  entered 
by  the  Housing  Expediter  based  on  a 
conversion  created  on  or  after  April  1, 
1949,  but  subject  to  the  proviso  clause 
set  forth  in  §825.41  (b)  (2)  (v)  (a). 
On  petition  by  the  owner  such  a  decon- 
trol order  shall  be  entered  by  the  Hou^ 
ing  Expediter,  if  the  following  facts  are 
established: 

(/)  There  has  been  a  structural 
change  in  a  residential  unit  or  units  In- 
volving substantial  alterations  or  remod- 
eling; and 


(2)  Such  change  has  resulted  In  addi- 
tional, self-contained  family  units. 

For  purposes  of  this  §  825.41  (b)  (2) 
(vl): 

The  term  "self-contained  family  unit" 
means  a  housing  accommodation  with 
private  access,  containing  one  or  more 
rooms  in  addition  to  a  kitchen  (includ- 
ing kitchenette  or  pullman  kitchen)  and 
a  private  bathroom:  Provided,  however. 
That  where  a  housing  accommodation 
meets  all  these  conditions  except  that  it 
has  no  private  bathroom  or  no  bathroom 
facilities  other  than  toilet,  the  Area  Rent 
Director  may  waive  such  requirement  if 
he  finds  that  the  accommodation  is  of 
the  type  recognized  as  a  self-contained 
family  unit  in  the  neighborhood  in  which 
It  is  located. 

(vii)  Non-housekeeping  furnished  ac- 
commodations. Non-housekeeping  fur- 
nished housing  accommodations,  located 
within  a  single  dwelling  unit  not  used 
as  a  rooming  or  boarding  house,  but  only 
If  no  more  than  two  paying  tenants,  not 
members  of  the  landlord's  Immediate 
family  live  in  such  dwelling  unit,  and  the 
remaining  portion  of  such  dwelling  unit 
is  occupied  by  the  landlord  or  his  imme- 
diate family.  (See  definition  of  rooming 
house  in  this  section.) 

4.  Section  825.43  Is  amended  to  read 
as  follows: 

Every  landlord  shall,  as  a  minimum, 
provide  with  housing  accommodations 
the  same  living  space  and  the  same  es- 
sential services,  furniture,  furnishings 
and  equipment  as  were  provided  on  the 
date  determining  the  maximum  rent, 
and  as  to  other  services,  furniture,  fur- 
nishings and  equipment  not  substantially 
less  than  those  provided  on  the  date 
determining  the  maximum  rent,  plus  or 
minus  any  Increases  or  decreases  made 
pursuant  to  §825.45  (a)  (3)  or  §825.45 
(b>  or  the  comparable  provisions  of  the 
rent  regulations  i.ssued  pursuant  to  the 
Emergency  Price  Control  Act  of  1942,  as 
amended. 

5.  Sections  825  44  (a)  and  825.44  (b) 
are  amended  to  read  as  follows: 

§  825.44  Maximum  rents — (a)  Max- 
imu7n  rents  in  effect  on  June  30,  1947. 
Except  as  otherwise  provided  in  this  sec- 
tion, the  maximum  rent  for  any  housing 
accommodations  subject  to  §§  825.41  to 
825.52,  shall  be  the  maximum  rent  which 
was  in  effect  on  June  30,  1947.  as  estab- 
lished under  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended,  and  the 
apphcable  rent  regulation  issued  there- 
under, plus  or  minus  adjustments  under 
§  825.45. 

(b)  Maxitnum  rents  in  statutory  lease 
cases.  (1)  For  housing  accommodations 
concerning  which  a  statutory  lease  is  in 
effect  the  maximum  rent,  until  such 
lease  is  terminated  or  expires,  shall  be 
the  rent  set  forth  in  such  lease. 

(2)  For  housing  accommodations  con- 
cerning which  a  statutory  lease  has 
heretofore  terminated  or  expired  or 
hereafter  terminates  or  expires,  the 
maximum  rent  shall  be  the  rent  set  forth 
In  such  lease,  plus  or  minus  adjtistments 
under  §  825.45 :  Provided,  however.  That 
if  such  housing  accommodations  are  In 
a  defense-rental  area  In  which  a  general 
increase  In  maximum  rents  has  been  or 


is  hereafter  granted,  the  maximum  rent 
shall  be  such  lease  rent  plus  or  minus  ad- 
justments under  §  825.45,  or  the  maxi- 
mum rent  in  the  absence  of  a  lease, 
whichever  is  higher. 

Reporting  requirements.  A  landlord 
shall  file  a  report  In  the  Area  Rent  Office, 
on  a  form  provided  by  the  Expediter,  of 
any  termination  of  a  statutory  lease 
prior  to  the  expiration  date  of  the  lease. 
unle.ss  such  report  was  filed  prior  to  April 
1.  1949.  Such  report  shall  be  filed  within 
fifteen  days  after  such  termination  or 
fifteen  days  after  April  1,  1949,  which- 
ever Is  later. 

For  purposes  of  this  paragraph  (b) ,  the 
term  "statutory  lease"  means  a  lease  as 
described  in  section  204  (b)  (2)  or  204 
(b)  (3)  of  the  Housing  and  Rent  Act 
of  1947,  as  amended,  and  §  825.41  (b) 
(2)  (V),  as  they  read  prior  to  April  1, 
1949. 

6.  A  new  paragraph  (f)  is  added  to 
§  825.44  to  read  as  follows: 

(f)  Recontrolled  housing  accommoda- 
tions in  hotels.  In  the  case  of  those  con- 
trolled housing  accommodations  in  hotels 
which  were  not  included  as  controlled 
housing  accommodations  on  March  31, 
1949.  the  maximum  rent  shall  be  the 
rent  in  effect  for  such  accommodations 
on  March  1,  1949. 

7.  A  new  unnumbered  paragraph  is 
added  immediately  prior  to  §  825.45  (a) 
to  read  as  follows : 

Any  landlord  who  files  a  petition  under 
this  section  for  adjustment  to  increase 
the  maximum  rent  otherwise  allowable 
shall  certify  that  he  is  maintaining  all 
services  required  by  this  regulation  and 
that  he  will  continue  to  maintain  such 
services  so  long  as  the  adjustment  in  .such 
maximum  rent  which  may  be  granted 
continues  in  effect. 

8.  Section  825.49  is  redesignated  as 
§  825.49  (a'. 

9.  Section  825.46  is  rede.signated  as 
§  825.49  (b),  and  is  amended  to  read  as 
follows: 

(b)  Any  person  who  rents  or  offers  for 
rent,  or  acts  as  a  broker  or  agent  for  the 
rental  of,  any  controlled  housing  accom- 
modations shall,  as  the  Hotising  Expediter 
may  from  time  to  time  require,  (1)  fur- 
nish information  under  oath  or  affirma- 
tion or  otherwise,  (2)  make  and  keep 
records  and  other  documents,  (3)  make 
reports,  (4)  permit  inspection  and  copy- 
ing of  records  and  other  documents  and 
(5)  permit  in.'^pection  of  controlled 
housing  accommodations. 

10.  A  new  §  825.46  is  added  to  read 
as  follows: 

§  825.46  Removal  of  tenant — (a)  Re- 
strictions on  removal  of  tenant.  So  long 
as  the  tenant  continues  to  pay  the  rent 
to  which  the  landlord  is  entitled,  no 
tenant  shall  be  removed  from  any  hous- 
ing accommodations  by  action  to  evict  or 
to  recover  posses.sion.  by  exclusion  from 
possession,  or  otherwise,  nor  shall  any 
person  attempt  such  removal  or  exclu- 
sion from  possession,  notwithstanding 
that  such  tenant  has  no  lea.se  or  that 
his  lea.se  or  other  rental  agreement  has 
expired  or  otherwise  terminated,  and 
regardless  of  any  contract,  lease,  agree- 
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ment  or  obligation  heretofore  or  here- 
after entered  into  which  provides  for 
surrender  of  possession,  or  for  entry  of 
Judgment  upon  the  tenant's  confession 
for  breach  of  the  covenants  thereof,  or 
which  otherwise  provides  contrary  here- 
to, except  on  one  or  more  of  the  grounds 
specified  in  this  paragraph  (a) .  or  unless 
the  landlord  has  obtained  a  certificate 
in  accordance  with  pai?agraph  tc)  of  this 
section:  Provided,  however.  That  no  pro- 
vLsions  of  this  section  shall  be  construed 
to  authorize  the  removal  of  a  tenant  un- 
less such  removal  is  authorized  under 
local  law. 

( 1 )  Violating  auhstantial  ohligation  of 
tenancy.  The  tenant  is  violating  a  sub- 
stantial obligation  of  his  tenancy,  other 
than  an  obligation  to  pay  rent  or  an 
obligation  to  surrender  possession  of  the 
housing  accommodations,  and  has  con- 
tinued or  failed  to  cure  such  violation 
after  a  written  notice  by  the  landlord 
that  the  violation  cease. 

<2)  Nuisance  or  illegal  or  immoral 
use.  Under  the  local  law,  the  tenant  (i) 
is  committing  or  permitting  a  nuisance 
in  the  housing  accommodations  and  such 
nuisance  continues  after  written  notice 
to  the  tenant  that  the  same  shall  cease 
or  (ii)  is  using  or  permitting  a  use  of 
such  housing  accommodations  for  an 
immoral  or  illegal  purpose. 

(3)  Tenant's  refusal  of  access  to  land- 
lord. The  tenant  has  unreasonably  re- 
fused the  landlord  access  to  the  housing 
accommodations  for  the  purpose  of  in- 
spection or  of  showing  the  accommoda- 
tions to  a  prospective  purchaser,  mort- 
gagee, or  prospective  mortgagee,  or  other 
f>erson  having  a  legitimate  interest 
therein:  Provided,  however.  That  such 
refasal  shall  not  be  ground  for  removal 
or  eviction  if  such*  inspection  or  showing 
of  the  accommodations  is  contrary  to 
the  provisions  of  the  tenant's  lease  or 
other  rental  agreement. 

'4)  Accommodations  entirely  sublet. 
The  tenant's  lease  or  other  rental  agree- 
ment has  expired  or  otherwise  termi- 
nated, and  at  the  time  of  termination 
the  occupants  of  the  housing  accommo- 
dations are  subtenants  or  other  persons 
who  occupied  under  a  rental  agreement 
with  the  tenant,  and  no  part  of  the  ac- 
commodations is  used  by  the  tenant  as 
his  dwelling. 

(5)  Landlord  is  a  state  or  political 
subdivi.tion  thereof.  The  housing  ac- 
commodations have  been  acquired  by  a 
state  or  political  subdivision  thereof  for 
the  purpose  of  making  a  public  improve- 
ment and  are  rented  temporarily  pend- 
ing the  construction  of  such  improve- 
ment. 

(6)  Company  housing.  The  housing 
accommodations  are  part  of  a  company 
housing  development  in  which  occu- 
pancy has  customarily  been  limited  to 
employees  of  the  landlord,  and  the  ten- 
ant is  no  longer  his  employee. 

(b)  Notices  required.  (D  No  tenant 
shall  be  removed  or  evicted  from  housing 
accommodations  by  court  process  or 
otherwise  and  no  action  or  proceeding 
shall  be  commenced  for  such  purpose 
upon  any  of  the  grounds  permitted  in 
paragraph  (a>  of  this  section  unless  and 
until  the  landlord  shall  have  given  writ- 
ten notice  to  the  Area  Rent  OfiBce  and 
to  the  tenant  as  provided  in  this  para- 
graph (b>   <1). 


Every  such  notice  to  a  tenant  to  vacate 
or  surrender  possession  of  housing  ac- 
commodations shall  state  the  ground  un- 
der this  section  upon  which  the  land- 
lord relies  for  removal  or  eviction  of  the 
tenant,  the  facts  necessary  to  establish 
the  existence  of  such  ground,  and  the 
date  when  the  tenant  is  required  to  sur- 
render possession.  Where  the  ground 
for  removal  or  eviction  of  a  tenant  is 
nonpayment  of  rent  such  notice  shall 
include  a  statement  of  the  rent  due  and 
(he  rental  period  or  periods  for  which 
such  rent  is  due.  A  written  copy  of  ev- 
ery notice  required  by  this  paragraph 
(bt  (1)  shall  be  filed  with  the  Area  Rent 
Office  within  24  hours  after  such  notice 
is  given  to  the  tenant. 

Every  such  notice  shall  be  given  to  the 
tenant  at  least  the  following  period  of 
time  prior  to  the  date  specified  therein 
for  the  surrender  of  possession  and  to 
the  commencement  of  any  action  for  re- 
moval or  eviction: 

(i)  Where  the  ground  specified  in  the 
notice  for  such  removal  or  eviction  is 
nonpayment  of  rent,  not  less  than  three 
days. 

«ii)  Where  the  notice  specifies  one  or 
more  of  ihe  grounds  stated  in  paragraphs 
(a)  (1)  and  <a)  (2)  of  this  section  for 
such  removal  or  eviction,  not  less  than 
ten  days.' 

(iii)  Where  the  notice  specifies  the 
ground  stated  in  paragraph  (a>  <3)  of 
this  section  for  such  removal  or  eviction, 
not  less  than  one  month. 

(iv)  Where  the  notice  specifies  one 
or  more  of  the  grounds  stated  in  para- 
graphs <a>  <4>.  (a)  <5)  and  <a)  (6t  of 
this  section  for  such  removal  or  eviction, 
not  less  than  two  months. 

If  Judgment  for  possession  is  sought 
by  virtue  of  a  confession  of  judgment  of 
by  virtue  of  a  warrant  of  attorney  au- 
thorizing confession  of  such  judgment 
against  the  tenant,  the  date  of  com- 
mencement of  the  action  as  referred  to 
in  this  section  shall  be  deemed  to  be 
the  date  of  the  filing  in  court  of  the  first 
papers  in  the  proceedings  for  the  entry 
of  such  judgment. 

(2)  At  the  time  of  commencing  any 
action  to  remove  or  evict  a  tenant,  on 
any  ground  stated  in  paragraph  <a)  of 
this  section  the  landlord  shall  give 
written  notice  thereof  to  the  Area  Rent 
Office,  stating  the  title  of  the  case,  the 
number  of  t^e  case  where  that  is  pos- 
sible, the  court  in  which  it  Is  filed,  the 
name  and  address  of  the  tenant,  and  the 
ground  under  said  subsection  on  which 
removal  or  eviction  Is  sought. 

(c)  Eviction  certificates;  grounds  for 
issuance.  No  tenant  shall  be  removed  or 
evicted  on  grounds  other  than  those 
stated  in  paragraph  (a>  of  this  section, 
unless  on  petition  of  the  landlord  the 
Housing  Expediter  certifies  that  the 
landlord  may  pursue  his  remedies  In  ac- 
cordance with  the  requirements  of  local 
law.  The  certificate  shall  authorize  the 
pursuit  of  local  remedies  at  the  expira- 
tion of  the  waiting  period  specified  In 
paragraph  ^d)  of  this  section.  The  Ex- 
pediter shall  so  certify  if  he  finds  that 
removals  or  evictions  of  the  character 
proposed  are  not  Inconsistent  with  the 
purposes  ol  the  act  or  this  regulation 
and  would  not  be  likely  to  result  in  the 
circumvention  or  evasion  thereof.    The 


Expediter  shall  so  find  in  the  following 
cases: 

(1>  Occupanci^  by  otiner.  Where  the 
landlord,  who  Is  the  owner  of  the  hous- 
ing accommodations,  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
thereof  for  his  immediate  and  personal 
use  and  occupancy  as  housing  accom- 
modations, or  for  the  immediate  and 
personal  use  and  occupancy  as  housing 
accommodations  by  a  member  or  mem- 
bers of  hLs  immediate  family  <see  defini- 
tion of  "immediate  family"  at  the  end 
of  this  subparagraph  ili):  Provided, 
hoicever.  That : 

(i>  Where  the  housing  accommoda- 
tions are  located  in  a  structure  or  prem- 
ises which  contain  more  than  two 
housing  accommodations  and  the  hous- 
ing accommodations  or  structure  or 
premises  are  owned  by  two  or  more  i>er- 
sons  not  constituting  a  cooperative 
corporati6n  or  association  (husband  and 
wife  as  owners  being  considered  one 
owner  for  this  purpose),  no  certificate 
shall  be  issued  under  this  paragraph 
(c>  (1)  for  occupancy  of  more  than  one 
housing  accommodation  and  then  only 
if  none  of  the  co-owners  is  already  in 
occupancy  of  any  housing  accommoda- 
tion in  such  structure  or  premises; 

(ii)  In  the  case  of  housing  accommo- 
dations in  a  structure  or  premises  owned 
by  a  cooperative  corporation  or  associa- 
tion, no  certificate  shall  be  i-ssued  by  the 
Expediter  to  a  purchaser  of  stock  or 
other  evidence  of  interest  in  such  coop- 
erative, who  is  entitled  by  reason  of  such 
ownership  of  stock  or  other  evidence  of 
interest  to  possession  of  such  housing  ac- 
commodations by  virtue  of  a  proprietary 
lease  or  otherwise,  unless  stock  or  other 
evidence  of  interest  in  the  cooperative 
has  been  purchased  by  persons  who  are 
tenants  in  occupancy  of  at  least  65  per- 
cent of  the  housing  accommodations  in 
the  structure  or  premises  and  are  en- 
titled by  reason  of  such  ownership  to 
proprietary  leases  of  housing  accommo- 
dations in  the  structure  or  premises; 

(iii)  Where  the  owner  or  owners  pur- 
chased and  thereby  acquired  title  to  the 
housing  accommodations  on  or  after 
April  1,  1949.  no  certificate  shall  be  is- 
sued under  this  paragraph  'O  (1)  Unless 
such  owner  or  owners  made  a  payment 
or  payments  of  principal  totaling  at  least 
10  percent  of  the  purchase  price,  but  this 
requirement  shall  not  apply  where  the 
purchaser  is  a  veteran  of  World  War  II, 
who,  by  virtue  of  his  status  as  such,  ob- 
tained a  loan  for  use  in  purchasing  such 
housing  accommodations  which  was 
guaranteed  in  whole  or  in  part  by  the 
Administrator  of  Veterans  Affairs. 

For  purposes  of  this  paragraph  (c) 
il),  the  term  "immediate  family"  in- 
cludes only  a  son,  son-in-law,  daughter, 
daughter-in-law.  father,  father-in-law, 
mother,  mother-in-law,  stepchild  and 
adopted  child. 

(2)  Occupancy  by  contract  purchaser. 
Where  it  is  established  that  a  person  has 
an  enforceable  contract  to  purchase  the 
housing  accommodations,  and  that  he 
seeks  In  good  faith  to  recover  possession 
thereof  for  his  immediate  and  personal 
use  and  occupancy  as  housing  accom- 
modations, or  for  the  Immediate  and 
personal  use  and  occupancy  as  housing 
accommodations  by  a  member  or  mcm- 
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bers  of  his  immediate  family  (as  defined 
In  subparagraph  (1)  of  this  paragraph: 
Provided,  however.  That: 

(1)  Where  such  purchase  contract 
does  not  give  the  contract  purchaser  the 
right  of  immediate  posse.ssion  to  the 
housing  accommodations,  no  certificate 
shall  be  issued  until  after  title  has  been 
transferred  to  the  contract  purchaser; 

and 

(ii)  It  is  established  that  such  con- 
tract purchaser,  if  title  were  transferred, 
would  be  entitled  to  a  certificate  under 
subparagraph  (li   of  this  paragraph. 

(3)  Alterations  or  remodeling.  Where 
a  landlord  establishes  that  he  seeks  in 
good  faith  to  recover  possession  for  the 
immediate  purpose  of  substantially  al- 
tering or  remodeling  the  housing  accom- 
modations, for  continued  use  as  housing 
accommodations,  in  a  manner  which 
cannot  practicably  be  done  with  the  ten- 
ant in  possession,  or  for  the  immediate 
purpose  of  demolishing  them.  Provided, 
That  the  landlord  has  obtained  such  ap- 
proval for  the  proposed  alterations  or 
remodeling  or  demolition  as  may  be  re- 
quired by  federal,  state  and  local  law. 

(4)  Landlord  is  tax-exempt  organiza- 
tion. Where  the  landlord  establishes 
that  It  is  an  organization  exempt  from 
taxation  under  section  101  (6)  of  the 
Internal  Revenue  Code,  and  that  it  seeks 
In  good  faith  to  recover  possession  of  the 
housing  accommodations  for  the  imme- 
diate and  personal  use  and  occupancy  as 
housing  accommodations  by  members  of 

Its  staff. 

(5)  Withdrawal  from  rental  market. 
Where  the  landlord  establishes  that  he 
seeks  in  good  faith  to  recover  possession 
of  the  housing  accommodations  for  the 
Immediate  purpose  of  (i)  making  a  per- 
manent conversion  to  commercial  use  by 
substantially  altering  or  remodeliftg 
them  or  (ii>  personally  making  a  per- 
manent use  of  them  for  non-housing 
purposes  or  (ill)  permanently  withdraw- 
ing them  from  both  the  housing  and 
non-housing  rental  markets  without  any 
Intent  to  sell  the  housing  accommoda- 
tions. 

(d)  Eviction  certificates:  waiting 
period.  Certificates  issued  under  para- 
graph (c)  of  this  section  shall  au- 
thorize the  pursuit  of  local  remedies  at 
the  expiration  of  three  months  from  the 
date  of  the  filing  of  the  petition:  Pro- 
vided, however.  That : 

(1)  In  cases  under  paragraph  (c)  (5) 
of  this  section  the  waiting  period  shall 
be  six  months; 

(2)  In  cases  vmder  paragraph  (c) 
(2)  (i)  of  this  section  the  waiting  period 
shall  extend  at  least  until  two  months 
from  the  date  the  certificate  Is  Issued ; 

(3)  In  any  case  where  the  Expediter 
finds  that  by  reason  of  exceptional  cir- 
cumstances extreme  hardship  would  re- 
sult to  the  landlord,  he  may  waive  all  or 
part  of  the  waiting  period. 

(e)  Change  of  intention.  Any  certifi- 
cate Issued  under  paragraph  (c)  of  this 
section  shall  not  be  used  in  connection 
with  any  action  to  remove  or  evict  a 
tenant  unless  such  removal  or  eviction  Is 
sought  for  the  purpose  specified  In  the 
certificate. 

In  the  event  that  the  landlord's  In- 
tentions or  circumstances  so  change  that 
the    premises,    possession    of    which    is 
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sought,  will  not  be  used  for  the  purpose 
specified  In  the  certificate,  the  certificate 
shall  thereupon  be  null  and  void.  The 
landlord  shall  Immediately  notify  the 
Area  Rent  Director  In  writing  and  sur- 
render the  certificate  for  cancellation. 

(f)  Local  law.  No  provision  of  this 
section  shall  be  construed  to  prohibit  a 
landlord  who  has  obtained  a  certificate 
under  paragraph  (c)  of  this  section  from 
serving,  prior  to  the  expiration  of  the 
waiting  period,  specified  in  said  certifi- 
cate, such  notice  or  notices  as  may  be 
required  by  the  local  law,  provided  that 
such  notice  or  notices  do  not  demand 
surrender  of  possession  until  after  ex- 
piration of  said  waiting  period. 

(g)  Exceptions.  The  provisions  of  this 
section  do  not  apply  to: 

(1)  Subtenants.  A  subtenant  or  other 
person  who  occupies  or  occupied  under  a 
rental  agreement  with  the  tenant,  where 
removal  or  eviction  of  the  subtenant  or 
other  such  occupant  Is  sotight  by  the 
landlord  of  the  tenant,  unless  the  rental 
agreement  between  the  landlord  and  ten- 
ant contemplated  the  subletting  by  the 
tenant  of  the  entire  accommodations  or 
substantially  all  of  the  individual  units 
therein,  or  unless  under  the  local  law 
there  is  a  tenancy  relationship  between 
the  landlord  and  the  subtenant  or  other 
such  occupant. 

(2)  Public  housing.  Notwithstanding 
any  other  provisions  of  this  section,  the 
United  States  or  any  State  or  local  public 
agency  may  maintain  an  action  or  pro- 
ceeding to  recover  possession  of  any 
housing  accommodations  operated  by  it 
where  such  action  or  proceeding  Is  au- 
thorized by  the  statute  or  regulations 
under  which  such  accommodations  are 
administered. 

(h)  Pending  cases,  d)  In  any  case 
where  a  landlord  has  given  a  tenant  a 
written  notice,  prior  to  April  1,  194t,  in 
accordance  with  section  209  (c)  of  the 
Housing  and  Rent  Act  of  1947,  as 
amended,  as  it  read  prior  to  April  1, 1949. 
or  where  no  notice  was  required  by  that 
section  of  said  act  and  a  court  proceed- 
ing for  remo^l  or  eviction  Is  pending 
on  April  1,  1949,  the  landlord  need  not 
comply  with  the  notice  requirements  un- 
der paragraph  (b)  of  this  section  pro- 
vided that  the  ground  for  removal  or 
eviction  relied  upon  In  such  cases  is  a 
ground  for  removal  or  eviction  under 
paragraph  (a)  of  this  section.  If  in  any 
such  case  the  ground  for  removal  or 
eviction  Is  not  a  ground  for  removal  or 
eviction  under  paragraph  (a)  of  this 
section  and  a  certificate  Is  applied  for 
and  Issued  In  accordance  with  paragraph 
(c)  of  this  section  the  Housing  Expediter 
may  reduce  the  waiting  period  taking 
into  consideration  the  time  elapsed  since 
notice  was  given. 

(2)  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 
was  entered  prior  to  April  1,  1949.  by  a 
court  of  competent  Jurisdiction  for  the 
eviction  or  removal  of  a  tenant  from 
''  housing  accommodations. 

(Sec.  204  (d»,  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31,  81st  Cong.;  60  U.  S.  C.  App. 
1894  (d)) 

This  amendment  shall  become  effec- 
tive April  1,  1949. 
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Issued  this  1st  day  of  April'  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

[P.    R.    Doc.    49-2564;    Filed,    Apr.    1.    1949; 
6:09  p.  m.l 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter   IV — Secret   Service,   Depart- 
ment of  the  Treasury 

Part  403 — Attthorization  of  All  Banks, 
United  States  Post  Offices,  and  Dis- 
bursing Officers  of  the  United  States 
AND  Their  Agents  to  Deliver  to  the 
Treasury  Department  Counterfeit 
Obligations  and  Other  Securities  and 
Coins  of  the  United  States  or  of  Any 
Foreign  Government 

miscellaneous  amendments 

1.  The  headnote  of  Part  403  is  amended 
to  read  as  set  forth  above. 

2.  Section  403.1  is  amended  to  read  as 
follows : 

§  403.1  Delivery  of  counterfeit  obli- 
gations and  other  securities  and  coins 
authorized.  Authority  is  hereby  given  to 
all  banks  and  banking  institutions  of  any 
nature  whatsoever  organized  under  gen- 
eral or  special  federal  or  state  statutes, 
to  all  United  States  Post  Offices,  and  to 
all  disbursing  officers  of  the  United 
States  and  their  agents,  to  take  posses- 
sion of  and  deliver  to  the  Treasury  De- 
partment through  the  Secret  Service 
Division  all  counterfeit  obligations  and 
other  securities  and  coins  of  the  United 
States  or  of  any  foreign  government 
which  shall  be  presented  at  their  places 
of  business. 

(Sec.  492.  Pub.  Law  772,  80th  Cong.;  18 
18  U.  S.  C.  492) 

[SEALl  E.  H.  Foley,  Jr.. 

Acting  Secretary  of  the  Treasury. 

[P.    R.    Doc.    49-2501;    Piled.    Apr.    4.    1949; 
8:48  a.  m.| 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  204 — Danger  Zonb  Regulations 

ATLANTIC   ocean   AND   INDIAN    RIVER,   FLA. 

Pursuant  to  the  provisions  of  section 
7  of  the  River  and  Harbor  Act  of  Au- 
gust 8,  1917  (40  Stat.  266;  33  U.  S.  C.  1). 
§  204.82  governing  the  use  of  a  naval  and 
military  training  area  In  the  Atlantic 
Ocean  and  Indian  River,  Florida,  north 
of  Port  Pierce  Inlet.  Is  hereby  revoked: 

§  204.82  Atlantic  Ocean  and  Indian 
River,  Fla.,  north  of  Fort  Pierce  Inlet; 
naval  and  military  training  area.  [Re- 
voked.] 

iRegs.  Mar.  17,  1949.  CE800.2121  (Atlan- 
tic Ocean.  Fla.)— ENGWR]  (40  Stat.  266; 
33  U.  S.  C.  1) 

ISKAL]  Edward  F.  Witsell, 

Major  General, 
*  The  Adjutant  General. 

[P.    R.    Doc.    49-2499:    Filed,    Apr.    4.    1949; 
8:48  a.  m.l 
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RULES  AND  REGULATIONS 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chopter  VII — Department  of  the 
Air  Force 

Subchapter  F — Organiztd  Reserve* 

Part  861 — OmciBs'  Reservs  Corps 

REDBSIGNATION  AND  REVISION  OF 
REGULATIONS 

Regulations  contained  in  §5  861.9  and 
861.10  1 13  P.  R.  8752)  are  hereby  redesig- 
nated $$861.12  and  861.13. 

Regulations  contained  in  §§861.1  to 
861.8  inclusive  (13  P.  R.  8752)  are  hereby 
revised  to  read  as  follows: 

s«c. 

Wl  1       Purpose. 

861  2       I>legatJon  of  authority. 

861  3       Composition  of  the  Atr  Force  Reserve. 

861  4  ll&lnt«Dance  of  pro&clency  and  re- 
tention of  assignment. 

8615       Transfers. 

861  6  Appointment  In  the  Air  Force  Reserve 
of  Ex-Alr  National  Guard  OfBcers. 

861.7  Maintenance  of  records. 

861.8  Promotion. 

8619  Age-ln-grade  requirements  tor  the 
Organised  Reserve. 

861.10  Active  and  inactive  duty  points. 

861.11  Active  duty. 

AuTHomrrr:  H  861.1  to  861.11  issued  under 
s«c.  37.  39  Stat.  189,  sec.  32.  41  Stat.  775,  sec. 
a.  43  Stat.  1033,  sec.  3.  48  Stat.  154.  48  Stat. 
939.  sec.  1.  49  Stat.  1028.  sec.  5,  53  Stat.  567. 
sees.  207  (f),  208  (e)  Pub.  Law  253,  80th  Ctong.. 
61  Stat.  502,  503,  Pub.  Law  460.  80th  Cong., 
63  Stat.  89;  10  U.  S.  C.  351,  352.  353,  360,  369, 
369a,  6  U.  S  C.  Sup.  626,  626c:  Transfer  Order 
10,  April  27.  1948,  13  F.  R.  2428. 

DnuvATioN:  AFR  45-17,  March  7,  1949;  AFR 
46-6,  March  16,  1949. 

§  861.1  Purpose.  The  regulations 
In  this  part  state  the  composition  of  the 
Air  Force  Reserve  and  outline  the  pol- 
icies, standards,  and  procedures  for  the 
maintenance  of  proficiency  and  the  pro- 
motion of  officers  therein  below  the  grade 
of  brigadier  general. 

§  861  2  Delegation  of  authority.  The 
Commanding  General,  Continental  Air 
Command,  is  hereby  delegated  the  au- 
thority to  prosecute  final  action  In  the 
administration  of  the  Air  Force  Reserve 
involving  the  following  functions: 

(a)  Process  and  accept  applications 
for  membership  in  the  Air  Force  Reserve. 

(b)  Appoint  or  enlist  in  the  Air  Force 
Reserve  to  include  issuance  of  Air  FVjrce 
Reserve  commissions  for  all  grades  ex- 
cept general  officer. 

<c)  Process,  select,  and  assign  person- 
nel for  recall  to  active  duty. 

(d)  Process,  select,  and  assign  person- 
nel for  mobilization  assignments. 

(e)  Determine  eligibility  for  promo- 
tion and  issue  promotion  letters  for  all 
grades  except  general  officer. 

(f)  Remove  or  reduce  personnel  in  Re- 
serve status  for  cause. 

(g>  Have  custody  of  and  be  respon- 
sible for  the  maintenance  and  adminis- 
tration of  all  individual  personnel  rec- 
ords of  Air  Force  Reserve  personnel  ex- 
cept those  on  extended  active  duty.  This 
function  includes  the  related  services 
which  will  be  furnished  to  public  and 
private  agencies  and  individuals  from 
these  records. 


(h)  Determine  eligibility  and  compute 
compensation  due  under  current  retire- 
ment laws. 

(i)  Transfer  Air  Force  Reserve  per- 
sonnel to  and  from  the  Air  Force. 

(J)  Maintain  and  puWish  such  statis- 
tical and  personal  information  as  may  be 
required. 

(k)  Correspond  directly  with  individ- 
uals and  with  civilian.  State,  and  Federal 
agencies  on  Air  Force  Reserve  personnel 
affairs. 

(1)  Allocate  within  the  fund  alloca- 
tions made  to  Continental  Air  Command 
by  Headquarters  United  States  Air  Force 
pay  for  active  and  Inactive  duty  training 
of  qualified  Air  Force  Reserve  personnel 
not  assigned  to  other  major  air  com- 
mands. 

S  861.3  Composition  of  the  Air  Force 
Reserve.  The  Air  Force  Reserve  consists 
of  the  Organized  Air  Reserve,  the  Volun- 
teer Air  Reserve,  the  Inactive  Air  Reserve, 
and  Honorary  Air  Reserve.  The  Organ- 
ized Air  Reserve  and  the  Volunteer  Air 
Reserve  constitute  the  active  components 
of  the  Air  Force  Reserve.  The  inactive 
Air  Reserve  and  the  Honorary  Air  Re- 
serve constitute  the  inactive  portion  of 
the  Air  Force  Reserve. 

(a )  The  Organized  Air  Reserve  is  com- 
posed of  all  personnel  of  the  Air  Force  Re- 
serve who  are  physically  and  profession- 
ally qualified  for  active  duty,  who  fulfill 
the  age-in-grade  requirements,  and  who 
are  required  for  the  Corollary,  Air  Force 
Reserve  Training  Center,  and  Mobiliza- 
tion Assignment  Programs  of  the  Air 
Force  Reserve  Program. 

(1)  Personnel  of  the  Organized  Air 
Reserve  may  earn  points  for  promotion, 
may  be  promoted  when  eligible,  and  may 
receive  inactive  duty  training  pay. 

(2)  In  the  event  an  officer  of  the  Or- 
ganized Air  Reserve  does  not  maintain 
the  required  standards,  he  will  be  trans- 
ferred to  the  Volun  eer  Air  Reserve,  the 
Inactive  Air  Reserve,  or  the  Honorary  Air 
Reserve  as  the  case  may  require,  pur- 
suant to  the  provisions  of  S  861.5. 

(b)  The  Volunteer  Air  Reserve  consists 
of  personnel  of  the  Air  Force  Reserve  who 
are  physically  and  professionally  quali- 
fied for  active  duty,  but  for  whom  no  po- 
sition vacancy  exists  in  the  Organized 
Air  Reserve,  or  who.  for  personal  reasons, 
do  not  participate  in  the  Air  Force  Re- 
serve training  program  to  the  extent  re- 
quired for  retention  in  the  Organized  Air 
Reserve. 

(1 )  Personnel  of  the  Volunteer  Air  Re- 
serve may  earn  points  for  promotion  and 
may  be  promoted  when  eligible. 

(2)  Qualified  personnel  in  the  Volun- 
teer Air  Reserve  may,  providing  a  va- 
cancy exists,  be  transferred  to  the  Organ- 
ized Air  Reserve  as  provided  for  in  §  861.5 

(3>  In  the  event  an  officer  does  not 
maintain  the  required  standards,  he  will 
be  transferred  to  either  the  Inactive  Air 
Reserve  or  the  Honorary  Air  Reserve,  as 
the  case  may  be.  pursuant  to  the  provi- 
sions of  §  861.5. 

<4>  Waivers  will  be  granted  for  those 
officers  residing  In  foreign  countries  who. 
due  to  their  residence  outside  the  Zone 
of  Interior,  are  unable  to  accrue  suffi- 
cient points  for  retention  In  the  Volun- 
teer Air  Reserv  e.  Upon  application,  these 
waivers  may  be  granted  by  the  major 


air  command  to  which  the  individual  Ls 
assigned.     (See  $  861.5  <a)  <4),) 

(c)  The  Inactive  Air  Reserve  consists 
of  those  officers  who.  unable  or  unwilling 
to  participate  In  the  required  activities 
of  the  Organized  Air  Reserve  or  Volun- 
teer Air  Reserve,  are  tran.-iferred  thereto 
in  accordance  with  §8615  (a),  or  who 
are  disqualified  for  such  participation 
because  of  a  lack  of  professional  quali- 
fications. 

( 1 )  Commissions  of  personnel  referred 
to  in  this  paragraph  who  do  not  transfer 
to  the  Volunteer  Air  Reserve  or  request 
transfer  to  the  Honorary  Air  Reserve 
within  a  period  of  five  years,  will  be 
terminated. 

(2)  Waivers  will  be  granted  for  those 
officers  residing  in  foreign  countries  who. 
due  to  their  residence  outside  the  Zone 
of  Interior,  are  unable  to  qualify  for  the 
Volunteer  Air  Reserve.  Upon  applica- 
tion, these  waivers  may  be  granted  by  the 
major  air  command  to  which  the  indi- 
vidual is  assigned.    (See  §  861  5  (a>  (4i.) 

(3)  Officers  in  the  Inactive  Air  Re- 
serve are  not  eligible  to  accrue  points, 
receive  Inactive  duty  training  pay.  nor 
are  they  eligible  for  promotion. 

(4)  Officers  in  the  Inactive  Air  Re- 
serve may.  if  qualified,  be  transferred  to 
the  Volunteer  Air  Reserve  In  accordance 
with  §  861  5  (d).  In  the  event  an  officer 
is  transferred  to  the  Volunteer  Air  Re- 
serve and  fails  to  maintain  the  required 
standards  he  will  be  transferred  to  the 
Inactive  Air  Reserve,  and  no  further 
transfer  to  the  Volunteer  Air  Reserve 
will  be  authorized. 

(d)  The  Honorary  Air  Reserve  con- 
sists of  Air  Force  Reserve  personnel 
whose  service  has  been  honorable  and 
who  have,  prior  to  reaching  the  statutory 
age  for  retirement,  completed  20  years  of 
satisfactory  Federal  service  on  active  or 
inactive  status  or  combination  thereof  in 
any  component  or  components  of  the 
armed  services,  or  who  have  reached  the 
statutory  age  for  retirement,  and  who 
have  applied  for  and  received  transfer 
thereto. 

(1)  Officers  of  the  Honorary  Air  Re- 
serve are  not  eligible  for  promotion.  In- 
active duty  training,  or  accrual  of  points. 

(2)  Officers  of  the  Honorary  Air  Re- 
serve are  subject  to  recall  to  active  duty. 

(e)  Personnel  of  the  Air  Force  Reserve 
will  be  placed  on  the  Honorary  Air  Force 
Retired  List  who  have  beromr  perma- 
nently physically  di.squalified  for  military 
service  not  as  a  result  of  misconduct  or 
undesirable  habits  over  which  they  have 
control. 

§  861  4  Maintenance  of  proficiency 
and  retention  of  assignment,  ta)  Main- 
tenance of  proficiency:  Professional  ca- 
pability of  officers  of  the  Air  Force 
Reserve  will  be  maintained  by: 

(1)  Extended  active  duty. 

(2)  Participation  in  scheduled  assem- 
blies or  periods  of  instructions  for  train- 
ing. 

(3>   Attendance  at  service  schools. 

(4)  Successful  completion  of  Air 
Force  exten.sion  courses. 

<5>  Participation  In  field  training  ex- 
ercises or  tours  of  active  duty  for  train- 
ing. 

<6)  Active  participation  IfK  military 
training  or  duty  to  include  flying,  ad- 
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ministrative  duties,  duties  as  members  of 
boards,  or  participation  in  other  military 
training  or  duties. 

(b)  For  retention  of  £issignment  to  the 
Organized  Air  Reserve.  Individuals  must: 

(1)  Be  physically  qualified  for  active 

duty.  • 

(2)  Be  professionally  qualified. 

(3)  Be  within  the  maximum  age-in- 
grade  limits.     (See  §  861.9.) 

(4»  Maintain  their  proficiency  as  evi- 
denced by  earning  an  average  of  at  least 
35  points  annually  during  any  three-year 
period.  Accordingly,  any  officer  of  the 
Organized  Air  Reserve  who.  in  any  pe- 
riod of  any  three  consecutive  years,  fails 
to  earn  a  total  of  at  least  105  points  will 
be  considered  to  have  not  properly  main- 
tained his  proficiency.  Points  will  be 
computed  annually,  on  the  anniversary 
of  assignment,  by  the  major  air  com- 
mand having  jurisdiction. 

(c)  For  retention  in  the  Volunteer  Air 
Reserve,  an  individual  must: 

(1)  Be  physically  qualified,  or  physi- 
cally qualified  with  waiver. 

(2)  Be  professionally  qualified. 

(3)  Maintain  his  proficiency  as  evi- 
denced by  earning  an  average  of  at  least 
15  points  annually  during  any  three-year 
period.  Accordingly,  any  officer  of  the 
Volunteer  Air  Reserve,  who.  in  any  pe- 
riod of  any  three  consecutive  years,  fails 
to  earn  a  total  of  at  least  45  points  will  be 
considered  to  have  not  properly  main- 
tained his  proficiency.  Points  will  be 
computed  annually  on  the  anniversary  of 
assignment  by  the  major  air  command 
having  jurisdiction. 

(4)  Reservists  whose  civilian  occupa- 
tion is  directly  allied  to  the  same  career 
field  as  his  Military  Occupational  Spe- 
cialty may  be  excused,  by  the  Chief  of 
Staff.  United  States  Air  Force,  from  the 
requirement  of  earning  15  points  per 
year.  Notice  of  all  such  exceptions  will 
be  transmitted  to  the  appropriate  num- 
bered air  force. 

(d)  There  are  no  minimum  require- 
ments for  retention  In  the  Inactive  Air 
Reserve  or  Honorary  Air  Reserve. 

5  861.5  Transfers,  (a.)  From  the  Or- 
ganized or  Volunteer  Air  Reserve  to  the 
Volunteer,  Inactive,  or  Honorary  Air 
Reserve : 

(1)  An  individual  may  request  relief 
from  the  Organized  Air  Reserve  or  Vol- 
unteer Air  Reserve  and  be  assigned  to. 
as  the  case  may  be.  the  Volunteer  Air 
Reserve,  the  Inactive  Air  Reserve,  or,  if 
qualified,  to  the  Honorary  Air  Reserve. 

(2)  An  individual  who  fails  to  main- 
tain the  required  standards  and  points 
(§  861.4)  for  retention  in  either  the  Or- 
ganized Air  Reserve  or  the  Volunteer 
Air  Reserve,  will  be  notified  in  writing 
of  his  deficiency  by,  or  through,  his 
immediate  commanding  officer.  If  the 
Individual  so  notified  fails  to  request 
transfer  within  30  days,  his  immediate 
commanding  officer  will  Initiate  a  recom- 
mendation to  the  major  air  command 
concerned  for  transfer  of  the  individual 
to  the  Inactive  Air  Reserve.  Individuals 
will  not  be  eligible  for  reassignment  to 
the  Organized  Air  Reserve  or  Volunteer 
Air  Reserve,  as  the  case  may  be,  for  a 
period  of  one  year  from  the  date  of  trans- 
fer therefrom. 
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(3)  Individual  requests  for  transfer 
under  the  provisions  of  this  section  will 
be  forwarded  through  the  individual's 
immediate  commanding  officer  to  the 
major  air  command  concefned. 

(4»  Transfers,  except  to  the  Honorary 
Air  Reserve,  will  be  accomplished  by 
issuance  of  appropriate  orders  by  the 
commanding  generals.  Continental  Air 
Command,  or  appropriate  numbered  air 

force. 

( 5 )  Requests  for  transfer  to  the  Honor- 
ary Air  Reserve  will  be  forwarded  through 
channels  to  Chief  of  Staff.  United  States 
Air  Force,  for  appropriate  action. 

(b)  From  the  Inactive  Air  Reserve  to 
the  Honorary  Air  Reserve : 

(1)  Officers  of  the  Inactive  Air  Re- 
serve who  are  qualified  may.  at  any  time, 
request  transfer  to  the  Honorary  Air  Re- 
serve. 

(2)  Individuals  in  the  Inactive  Air  Re- 
serve will  be  notified  in  writing,  by  the 
major  air  command  having  administra- 
tive control,  prior  to  termination  of  their 
commission  pursuant  to  §  861.3  (O  (1» 
and  will  be  offered,  if  eligible,  an  oppor- 
tunity to  transfer  to  the  Honorary  Air 
Reserve.  In  the  event  an  individual  so 
notified  fails  to  request  transfer  within 
30  days,  the  major  air  command  con- 
cerned will  initiate  a  request  to  the  Chief 
of  Staff.  United  States  Air  Force,  for  ter- 
mination of  the  individual's  commission, 
stating  the  reasons  therefor. 

(c)  Transfer  from  the  Volunteer  Air 
Reserve  to  the  Organized  Air  Reserve: 

( 1 )  An  individual  In  the  Volunteer  Air 
Reserve  will  be  eligible  for  transfer  to 
the  Organized  Air  Reserve  if  he  has 
maintained  the  required  standards  for 
the  Volunteer  Air  Reserve.    (§  861.4  (c) .) 

(2)  For  assignment  purposes,  when  a 
position  vacancy  occurs  within  an  Air 
Force  Reserve  Table  of  Organization  and 
Equipment  or  Table  of  Distribution  unit, 
or  in  a  mobilization  assignment,  all 
qualified  officers  of  that  grade  in  the 
Volunteer  Air  Reserve  who  are  available 
locally,  who  have  requested  transfer,  and 
who  are  qualified  to  fill  the  vacancy,  will 
be  considered. 

(3>  Individuals  desiring  consideration 
for  such  transfer  must  apply  in  writing 
to  the  major  air  command  concerned. 

(4>  When  a  vacancy  occurs  in  the  Or- 
ganized Air  Reserve,  the  major  air  com- 
mand to  which  the  position  Is  assigned 
will  select  the  best  qualified  officer  of  the 
proper  rank  who  has  applied  for  such 
transfer.  If  the  individual  selected  is  as- 
signed to  that  command,  the  command 
of  assignment  will  issue  the  appropriate 
orders.  If  the  individual  is  assigned  to 
another  major  air  command,  that  com- 
mand will  request  Issuance  of  orders  from 
the  major  air  command  to  which  the  in- 
dividual Is  then  assigned.  Major  air 
commands  will  insure  that  an  individual 
so  selected  will  not  be  precluded  from 
participation  in  the  required  activities  of 
the  Organized  Air  Reserve  by  virtue  of 
his  residence. 

(d)  From  the  Inactive  Air  Reserve  to 
the  Volunteer  Air  Reserve: 

(1 )  Individuals  in  the  Inactive  Air  Re- 
serve may  be  transferred  to  the  Volun- 
teer Air  Reserve  upon  application  in  writ- 
ing to  the  major  air  command  concerned. 
The  major  air  command  will  issue  the 
appropriate  order  effecting  such  trans- 
fer    The  Chief  of  Staff,  United  States 
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Air  Force,  will  be  notified  of  sueh  trans- 
fer. 

(2)  Individuals  in  the  Inactive  Air  Re- 
serve are  not  eligible  for  transfer  to  the 
Organized  Air  Reserve. 

(e)  Transfers  from  the  Honorary  Air 
Reserve  are  not  authorized. 

§  861.6  Appointment  in  the  Air  Force 
Reserve  of  Ex-Air  National  Guard 
Officers,  (a)  Upon  termination  of  Air 
National  Guard  status,  officers  may.  at 
their  own  request,  be  commissioned  in 
the  Air  Force  Reserve  and  may  be 
assigned,  if  a  vacancy  exists,  to  the  Or- 
ganized Reserve,  Volunteer  Reserve,  or 
Honorary  Air  Reserve  in  any  grade  for 
which  qualified. 

(b)  An  officer  of  the  Air  National 
Guard  whose  appointment  is  withdrawn 
because  of  failure  to  maintain  the  stand- 
ards established  for  retention  of  ap- 
p^tment  in  the  Air  National  Guard 
may  apply  for  a  commission  in  the  Air 
Force  Reserve  in  any  grade  in  which 
qualified  and.  if  so  commissioned,  will  be 
assigned  to  the  Volunteer  Air  Reserve. 
Inactive  Air  Reserve,  or  Honorary  Air 
Reserve  as  appropriate.  The  individual 
who  has  been  assigned  to  the  Volunteer 
Air  Reserve  will  not  be  eligible  for  trans- 
fer to  the  Organized  Air  Reserve  for  a 
period  of  one  year.  Officers  of  the  Air 
National  Guard  whose  appointment  has 
been  withdrawn  for  dishonorable  reasons 
or  for  cause,  are  not  eligible  for  appoint- 
ment in  the  Air  Force  Reserve. 

§861.7  Maintenance  of  records.  Field 
personnel  records  and  field  201  files  for 
Reservists  not  on  extended  active  duty 
will  be  maintained  at  the  headquarters 
of  assignment.  The  master  personnel 
record  and  201  file  for  Reservists  not  on 
extended  active  duty  will  be  maintained, 
without  exception,  at  the  headquarters 
of  the  numbered  air  force  having  juris- 
diction over  the  area  in  which  the  offi- 
cer has  designated  as  his  permanent 
residence. 

§861.8  Promotion  —  (&)  Eligibility. 
The  following  individuals  are  eligible  for 
promotion  under  the  provisions  of  the 
regulations  in  this  part: 

(1)  Air  Force  Reserve  officers  not  on 
extended  active  duty  who  are  members 
of  the  Organized  Air  Reserve  or  Volun- 
teer Air  Reserve  and  who  meet  the  re- 
quired standards  as  establishe>i  herein. 

(2)  Air  Force  Reserve  officers  on  ex- 
tended active  duty  as  provided  herein. 

<b)  Basis  of  promotion.  <1)  Grade 
authorizations  within  the  Air  Force  Re- 
serve are  based  on  the  procurement  ob- 
jective for  mobilization  as  announced 
from  time  to  time  by  the  Department  of 
the  Air  Force  and  are  applicable  only  to 
the  Organized  Air  Reserve.  Promotions 
Of  Air  Force  Reserve  officers  in  the  Or- 
ganized Air  Re.serve  will  be  made  to  fill 
available  positions  within  that  authori- 
zation. 

(2)  Prdmotion  of  officers  assigned  to 
the  Volunteer  Air  Reserve  will  be  made 
without  reference  to  grade  structure  or 
vacancies  except  that  the  ratio  of  offi- 
cers in  grades  above  captain  to  those 
below  that  grade  will  not  exceed  the 
ratio  of  authorized  allocations  and  posi- 
tions above  the  grade  of  captain  in  the 
Organized  Air  Reserve  to  those  below 
that  grade  in  the  Organized  Air  Reserve. 
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(c)  Authority  to  promote.  Promotion 
In  the  Air  Force  Reserve  will  be  by  di- 
rection of  the  President  and  will  be  an- 
nounced in  the  name  of  the  Chief  of 
Stafif.  United  States  Air  Force,  by  the 
commanding  general  of  the  appropriate 
numbered  air  force. 

(d>  Requirements  for  promotion.  (1> 
Officers  of  the  Air  Force  Reserve  may  be 
promoted  to  the  next  higher  grade  (not 
above  the  grade  of  colonel)  when  the 
requirements  of  this  part  are  met.  No 
promotions  to  colonel  for  women  in  the 
Air  Force  are  authorized  except  that  a 
director  of  the  Women  in  the  Air  Force, 
If  qualified,  may  be  appointed  in  the  Air 
Force  Reserve  in  the  grade  of  colonel 
upon  relief  from  active  duty,  if  not  hold- 
ing a  Regular  Air  Force  appointment  or 
retired  as  a  Regular  Air  Force  ofBcer. 

(2>  Promotions  of  QfBcers  assigned  Jo 
the  Organized  Air  Reserve  will  be  made 
to  fill  existing  vacancies  in  Table  of  Or- 
ganization and  Equipment  and  Table  of 
Distribution  units  and  to  fill  existing  va- 
cancies occurring  within  the  authorized 
allocations  for  Organized  Air  Reserve  of- 
ficers not  assigned  to  such  units  as  issued 
from  time  to  time  In  appropriate  Air 
Force  Instructions  to  various  commands 
exercising  Jurisdiction  over  members  of 
the  Air  Force  Reserve. 

<3>  No  officer  assigned  to  the  Organ- 
ized Air  Reserve  will  be  recommended 
for  promotion  unless  a  position  vacancy 
exists  within  the  command  having  as- 
signment authority. 

(4)  A  position  vacancy  will  not  be  re- 
quired for  promotion  from  second  lieu- 
tenant to  first  lieutenant. 

(e)  Promotion  procedure.  For  Air 
Porce  Reserve  officers,  promotions  will  be 
accomplished  by  selective  procedures  to 
secure  the  best  qualified  among  those  of- 
ficers available  to  fill  these  vacancies. 
These  procedures  will  be  as  follows: 

( 1 )  The  major  air  command  concerned 
will  appoint  or  convene  a  .«;ufflcient  num- 
ber of  boards  of  officers  to  be  known  as 
Air  Force  Reserve  Selection  Boards, 
which  will  convene  at  such  time  and  In 
such  locations  as  may  be  required.  The 
purpose  of  these  boards  Is  to  select  from 
a  list  the  best  qualified  officers  for  pro- 
motion In  the  Air  Porce  Reserve  to  fill 
authorized  vacancies  as  determined  by 
the  appropriate  major  air  command  and 
as  forwarded  to  each  board.  The  ap- 
pointing and  convening  authority  may 
be  delegated  down  to.  but  not  lower  than, 
a  command  normally  commanded  by  a 
general  officer. 

(2)  These  boards  will  be  composed  of 
an  uneven  number  of  officers,  not  less 
than  three,  senior  to  the  individuals  to 
be  considered  for  promotion.  Officers  of 
any  component  on  extended  active  duty 
and  Air  Porce  Reserve  officers  not  on  ex- 
tended active  duty  are  eligible  for  mem- 
bership on  these  boards.  At  least  one 
member  will  be  a  Reserve  officer  and  the 
entire  board  may  be  composed  of  Re- 
serve officers.  At  least  one  officer  will 
be  a  rated  officer  for  boards  considering 
rated  officers  for  promotion.  Prior  con- 
sent of  Reserve  olDcers  not  on  extended 
active  duty  must  be  obtained  by  the  con- 
vening authority.  Reserve  officers  will 
not  be  ordered  to  active  duty  for  this 
purpose. 


(3)  Individuals  will  be  recommended 
for  promotion  by  their  Immediate  com- 
manding officers,  through  channels,  to 
the  major  air  command  concerned.    For 
this  purpose,  the  commanding  general 
of  the  Air  Force  command  which  Is  the 
repository  of  the  individuals  basic  per- 
sonnel records  will  be  considered  the  im- 
mediate commanding  officer  of  the  Air 
Force  Reserve  officers   assigned   to  the 
Volunteer  Air  Reserve.    Major  air  com- 
mands will  refer  all  such  recommenda- 
tions to  their  Air  Force  Reserve  Selection 
Boards.    These  boards  will  consider  offi- 
cers in  order  of  seniority  and  will  take 
litto  full  consideration  the  general  and 
professional  qualifications  of  the  officers 
concerned  in  selecting  the  best  qualified, 
(f)   Promotion  of  Air  Force  Reserve 
officers  who  are  serving  on  extended  ac- 
tive duty  in  the  Air  Force.     (1)  Officers 
of  the  Air  Porce  Reserve  on  extended  ac- 
tive duty  in  the  Air  Porce  will  be  eligible 
for  promotion  to  the  next  higher  grade 
above  that  In  which  currently  serving 
(not  above  colonel)  on  extended  active 
duty.     Promotions   under   these   provi- 
sions while  on  extended  active  duty,  will 
not  effect  any  change  of  current  grade 
or  status  In  which  an  individual  is  serv- 
ing in  the  Air  Force. 

(2)  Reserve  officers  on  extended  active 
duty  who  have  completed  at  least  one 
year  in  the  current  period  of  extended 
active  duty,  whose  manner  of  perform- 
ance rating  is  acceptable,  and  who  have 
fulfilled  the  minimum  periods  of  service 
In  grade  as  prescribed  in  paragraph  (g) 
(6)  of  this  section  will  be  considered  eli- 
gible for  promotion  to  the  next  higher 
grade  above  that  grade  in  which  he  cur- 
rently Is  serving.  Promotion  under  the 
provisions  of  this  paragraph  will  not  be 
charged  against  the  authorization  es- 
tablished for  the  Organized  Air  Reserve. 
(3>  Airmen  of  the  Air  Porce  who  hold 
a  commission  in  the  Air  Porce  Reserve, 
will,  after  three  years  of  satisfactory 
service  in  such  status,  be  considered  to 
have  earned,  for  purposes  of  mainte- 
nance of  proficiency  and  promotion,  one- 
half  the  number  of  points  required  for 
promotion  to  the  next  higher  grade  than 
that  held  In  the  Air  Force  Reserve. 
Such  points  will  be  in  addition  to  thope 
that  may  be  gained  under  §861.10  tb). 
Promotion  of  airmen  In  their  Air  Reserve 
Officer  rank  will  be  in  accordance  with 
the  provisions  of  this  part  and  will  be 
the  responsibility  of  the  Regular  Air 
Porce  unit  or  installation  to  which  as- 
signed. Only  one  such  promotion,  in  ac- 
cordance with  the  provisions  of  this  i>ar- 
agraph.  may  be  made. 

(4>  The  immediate  commanding  offi- 
cer of  an  Air  Force  Reserve  officer  on 
extended  active  duty  may,  at  any  time 
after  the  officer  has  fulfilled  the  mini- 
mum requirements,  submit  through 
channels  to  the  Chief  of  Staff,  United 
States  Air  Force,  a  recommendation  for 
promotion.     The  recommendation  will 


Include  an  evaluation  of  all  pertinent 
facts  such  as  current  Air  Porce  of  the 
United  States  grade,  highest  grade  at- 
tained In  the  Army  of  the  United  States 
smd  Air  Force  of  the  United  States,  and 
duties  of  various  past  and  pre.sent 
positions. 

(g)  Points  required  for  promotions. 
a)  For  promotion  to  first  lieutenant.  70 
points  while  in  the  grade  of  second  lieu- 
tenant. 

(2)  For  promotion  to  captain,  105 
points  while  In  the  grade  of  first  lieuten- 
ant. 

<3)  For  promotion  to  major,  175  points 
while  in  the  grade  of  captain. 

(4>  For  promotion  to  lieutenant  col- 
onel, 105  points  while  in  the  grade  of 
major.   ^ 

(5>  For  promotion  to  colonel.  140 
points  while  In  the  grade  of  lieutenant 
colonel. 

<6)  The  minimum  periods  of  .service- 
in-grade  for  promotion  are  as  follows: 

Tears 
Second  lieutenant  to  first  lieutenant...       2 

First  lieutenant  to  captain 8 

Captain   to  major 6 

Major  to  lieutenant  colonel 3 

Lieutenant  colonel  to  colonel. 4 

n)  Points  or  credits  earned  by  an  In- 
dividual prior  to  Issuance  of  the  regula- 
tions In  this  part  will  be  accredited  by 
competent  authority  for  the  purpose  of 
this  directive,  provided  they  are  con- 
verted to  conform  to  the  system  of  points 
established  In  §86110  <bt. 

(8)  Officers  who  have  served  time-in- 
grade  on  active  duty  since  September  16. 
1940.  will  be  awarded  one  point  for  each 
day  served  on  active  duty  In  the  grade 
held  immediately  preceding  relief  from 
active  duty. 

(9>  Gratuitous  points  granted  under 
Public  Law  810,  80th  Congress  (62  Stat. 
1081  > .  will  not  be  counted  for  the  purpose 
of  the  regulations  In  this  part. 

(h>  Date  of  rank.  For  purpo.ses  of 
determining  .seniority,  the  date  of  rank 
of  an  officer  will  be  computed  as  follows: 

( 1 »  In  the  event  an  officer  has  no  prior 
service-in-grade  to  which  appointed,  in 
a  higher  grade,  or  .n  an  equivalent  grade 
in  another  branch  of  the  United  States 
Armed  Forces,  his  date  of  rank  will  be 
the  date  on  which  he  accepted  the 
appointment. 

<2)  If  an  officer  has  prior  to  his  cur- 
rent appointment,  completed  active 
commissioned  service  in  that  grade.  In  a 
higher  grade,  or  in  an  equivalent  grade 
In  another  arm  or  service,  his  date  of 
rank  will  precede  that  on  which  he  is 
appointed  by  a  period  equal  to  the  total 
length  of  service  previously  completed  in 
that  grade,  a  higher  grade,  or  an  equiva- 
lent grade  in  another  branch  of  the 
United  States  Armed  Forces. 

§861.9  Age-in-grade  requirements 
for  the  Organized  Reserve,  (a)  The 
maximum  age-ln-grade  for  officers  of  the 
Organized  Reserve  is  as  follows: 
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(b)  There  are  no  age-in-grade  re- 
quirements for  personnel  of  the  Volun- 
teer Air  Reserve  excepting  the  maximum 
age  of  60. 

(c>  An  officer  who  has  reached  the 
maximum  afie-in-grade  for  tactical  fly- 
ing units  and  headquarters  below  wing 
level  may  be  given  an  assignment  to  a 
command  or  .'^taff  position  within  the 
available  vacancies  in  other  type  units 
or  headquarters,  or  may  be  given  an  ap- 
propriate mobilization  a.sslgnment. 

(d)  Waivers  on  the  maximum  age-in- 
grade  provisions,  effective  for  not  more 
than  one  year  or  until  an  officer  is  quali- 
fied and  is  considered  for  promotion  by 
a  board,  whichever  shall  come  first,  may 
be  granted  by  the  major  air  command 
concerned  upon  application  thereto  in 
the  following  ca.ses: 

(1)  Individuals  of  the  Organized  Air 
Reserve  who  reach  the  maximum  age- 
in-grade  for  the  grade  held  and  who  are 
qualified  for  promotion  but  who.  due  to 
lack  of  position  vacancy,  have  not  been 
considered  for  promotion  by  a  board,  and 

i2)  Officers  who.  upon  attaining  the 
maximum  age-in-grade,  require  less  than 
one  year  In  grade  to  complete  the  mini- 
mum ."service  in  grade  provisions. 

5  861.10  Active  and  inactive  duty 
pom<,s— la)  Definitions.  The  following 
definitions  are  applicable  in  the  interpre- 
tation of  the  table  of  active  and  inactive 
duty  points  as  set  forth  in  paragraph  (b) 
of  this  section: 

(D  Training  period.  A  duly  author- 
ized period  of  instruction  performed  by 
an  individual  with  a  mobilization  as.sign- 
ment.  Such  training  period  shall  be  of 
at  least  two  hours  in  duration  and  nor- 
mally will  be  four  hours  in  duration. 

(2)  Unit  training  as.sembly.  A  duly 
authorized  and  scheduled  period  of  in- 
struction conducted  by  United  States  Air 
Porce  Reserve  or  Air  National  Guard  Ta- 
ble of  Organization  and  Equipment  or 
Table  of  Distribution  units.  Such  unit 
training  assemblies  .shall  be  of  at  least 
two  hours  in  duration  and  normally  will 
be  four  hours  in  duration. 

(3)  PerioC  of  equivalent  training  or 
instruction.  Attendance  at,  or  partici- 
pation in.  any  one  of  the  following  activ- 
ities for  a  continuous  period  of  not  less 
than  two  hours  and  normally  of  four 
hours: 

«1)  Supervised  training  on  an  inactive 
duty  status  with  units  or  agencies  of  the 
regular  military  establl.<;hment.  when 
such  training  is  specifically  authorized 
by  competent  authority  and  when  the 
character  of  the  training  Is  such  as  to 
result  In  increase  in  the  military  profi- 
ciency of  the  individual  or  Individuals 
concerned,  and  when  satisfactory  par- 
ticipation is  certified  by  the  commanding 
officer  of  the  regular  unit  or  agency  con- 
cerned. 

(ii)  Training  on  Inactive  duty  status 
with  units  of  the  Army.  Navy.  Marine 
Corps,  or  Coast  Guard  Reserve  under  the 
conditions  specified  In  subdivision  (D  of 
this  subparagraph. 

(ill)  Flight  training  performed  by 
rated  personnel,  when  such  fiight  train- 
ing is  pursuant  to  completion  of  approved 
and  published  minimum  maintenance  of 
proficiency  requirements  for  the  reserve 
No.  64 5 
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forces  category  to  which  an  individual 
Is  assigned,  provided  that  such  training 
Is  not  conducted  as  part  of  any  other 
point  gaining  activity  specified  herein. 

(iv )  Attendance  at  training  assemblies 
of  military  per.sonnel,  other  than  unit 
training  assemblies,  when  such  training 
assemblies  are  pursuant  to  an  approved 
cour.se  of  training  or  are  specifically  au- 
thorized by  competent  authority. 

(4  >  Period  of  equivalent  duty  or  appro- 
priate duties.  Accomplishment  of  any 
one  of  the  following  duties  for  a  con- 
tinuous period  of  not  less  than  two  hours 
and  normally  of  four  hours. 

(i)  Duties  performed  under  the  juris- 
diction of  the  Office  of  Selective  Service 
Records  when  such  duty  is  approved  by 
competent  authority,  and  it  is  certified 
by  the  Director  of  the  Office  of  Selective 
Service  Records  or  by  his  proper  author- 
ized military  representative  that  the  per- 
formance of  such  duty  was  satisfactory.  • 

(ii)  Duty  relating  to  procurement 
planning  and  industrial  mobilization 
when  certified  as  satisfactorily  per- 
formed by  the  commander  of  the  appro- 
priate major  air  command.  Chief  of  Air 
Staff.  Joint  Staff,  or  National  Military 
Establishment  agency,  or  the  Chief  of 
Supply  Arm  or  Service,  under  whose 
jurisdiction  the  work  is  performed. 

(Ill)  Recruiting  duty  when  such  activ- 
ity is  authorized  by  competent  military 
authority  and  participation  is  certified  as 
satisfactory  by  an  authorized  military 
representative  of  the  recruiting  service, 
(iv)  Duty  in  connection  with  the  plan- 
ning, supervision  of  training,  administra- 
tion and  .supply  of  the  reserve  forces  when 
such  duty  is  authorized  by  competent  au- 
thority and  satisfactory  accomplishment 
thereof  is  certified  by  the  officer  under 
whose  jurisdiction  such  duty  was  per- 
formed, and,  under  similar  conditions, 
.such  other  duties  as  may  be  authorized 
from  time  to  time  by  the  Department  of 
the  Air  Force. 

(5)  Competent  authority.  Chief  of 
Staff.  United  States  Air  Force,  and  the 
commanding  generals  of  major  air  com- 
mands. This  authority  may  be  redele- 
gated  to  .subordinate  commanders. 

(b)  Table  of  active  and  inactive  duty 
points.  <  1 »  One  point  for  attendance  at 
an  authorized  unit  training  assembly. 

(2)  One  point  for  each  day  of  active 
duty,  including  extended  active  duty  and 
active  duty  training. 

(3)  One  point  for  accomplishment  of 
an  authorized  training  period. 

(4t  One  point  for  participation  In  a 
period  of  equivalent  training  or  instruc- 
tion. 

(5)  One  point  for  accomplishment  of 
a  period  of  equivalent  duty  or  appro- 
priate duties. 

(6)  One  point  for  each  three  hours  ol 
extension  courses,  above  precommi.ssion- 
Ing  and  indoctiination  course  level,  sat- 
isfactorily completed. 

(7)  One  point  for  each  four  hours  of 
flying  time  performed  by  rated  person- 
nel and  recorded  on  the  Individual's  Air 
Force  Form  5,  when  such  flying  time  Is 
accomplished  pursuant  lo  completion  of 
approved  and  published  minimum  main- 
tenance of  proficiency  requirements  for 
the  reserve  forces  category  to  which  the 
Individual  is  assigned.  Flying  time 
credited  as  a  point  gaining  activity  for 
the  purpose  of  the  regulations  in  this 
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part  need  not  be  accomplished  in  a  con- 
tinuous period  or  within  any  specified 
period  of  time. 

(8)  One  point  for  duty  as  Instructor 
at: 

(1)  Authorized  unit  training  assem- 
blies. 

(ID   Authorized  unit  schools. 

(iii)  Authorized  assemblies  of  mili- 
tary personnel,  other  than  unit  train- 
ing assemblies. 

(iv)  Air  Force  Reserve  Officers'  Train- 
ing Corps,  Army  Reserve  Officers'  Train- 
ing Corps,  or  Naval  Reserve  Officers' 
Training  Corps  classes. 

(v)  Civil  Air  Patrol  or  Air  Scouts  of 
the  Boy  Scouts  of  America  assemblies 
pursuant  to  an  authorized  course  of  in- 
struction, when  such  duty  Is  ordered  by 
competent  authority. 

(9>  One  point  for  preparation  of  each 
hour  of  instruction,  but  not  to  exceed 
two  points  for  preparation  of  any  one 
In.structlon  period.  If  the  subject  is  pre- 
sented more  than  once,  additional  points 
will  not  be  credited  for  subsequent  prep- 
aration. 

(10)  Not  more  than  one  point  will  be 
credited  to  ah  Individual  for  participa- 
tion in.  or  accomplishment  of,  within 
any  one  calendar  day,  any  of  the  above 
point  gaining  activities,  unless  the  total 
or  aggregate  duration  of  such  participa- 
tion or  accomplishment  is  at  least  eight 
hours.  For  the  purpose  of  complying 
with  this  provision,  points  earned  in  ac- 
cordance with  subparagraphs  (6)  and 
(9»  of  this  {jaragraph,  will  be  credited 
on  days  other  than  those  on  which  credit 
is  €iven  for  other  types  of  point  gaining 
activity. 

(11)  Points  may  be  earned  for  reten- 
tion and  promotion  purpo.ses  pursuant  to 
the  foregoing,  whether  or  not  the  indi- 
viduals are  In  a  pay  status. 

(12)  Reserve  per.sonnel  of  other  serv- 
ices attached  for  duty  with  the  reserve 
forces  of  the  Air  Force  will  be  governed 
by  appropriate  regulations  of  their  re- 
spective services. 

(13)  Individuals  will  not  be  credited 
for  Instructional  duty  accomplished  at 
an  as.sembly  for  which  he  is  being  cred- 
ited with  attendance.  This  restriction 
will  not  affect  credit  for  preparation. 

(14)  Nothing  within  the  regulations 
of  this  part  shall  be  interpreted  to  permit 
simultaneous  participation  In  more  than 
one  activity  for  point  gaining  purpo.ses. 
For  example:  If  points  are  being  credited 
for  attendance  at  a  unit  training  a.s.sem- 
bly,  no  points  will  be  credited  for  flying 
time  In  connection  with  such  assembly. 

5  861.11  Active  duty.  Officers  who 
enter  on  extended  active  duty  lo.se  their 
Air  Porce  Reserve  Table  of  Organization 
and  Equipment,  Table  of  Distribution,  or 
mobilization  assignment,  upon  accepting 
such  extended  active  duty  assignment. 
Upon  completion  of  extended  active  duty. 
Air  Force  Reserve  officers  will  be  given 
an  opportunity  for  rea.ssignment  In  the 
grade  for  which  qualified  and  for  which 
a  vacancy  exists  in  the  Organized  Air 
Reserve. 

[SEAL]  L.  L.  Judge, 

Colonel,  U.  S.  Air  Force, 
Air  Adjutant  General. 

[F.    R.    Doc.    49-2492:    Filed,    Apr.    4,    1949; 
_     8:47  a.  m.l 
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RULES  AND  REGULATIONS 


TITLE  46— SHIPPING 

Chapter  II — United  States  Maritime 
Commission 

Subchapter  F — Merchant  Ship  Sales  Act  of  1946 

I  Gen.  Order  60.  Supp.  17.  Amdt.  1] 

Part      299 — Rxjles      and      Regulations, 
Forms  and  Citizenship  Requirements 

additional  vessel  prices 

Correction 

In  Federal  Register  Document  4&- 
2411.  appearing  on  page  1501  of  the  issue 
for  Friday.  April  1.  1949.  the  table  of  ves- 
sel prices  should  be  changed  so  that  the 
floor  price  will  read  '$2,573,903". 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal    Communications 
Commission 

[Docket   Nu.  9119) 

Part  1 — Practice  and  Procedure 

Part   19 — Citizens   Radio   Service 

miscellaneous  amendments 

At  a  session  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
In  Washington.  D.  C.  on  the  30th  day  of 
March  1949; 

The  Commission  having  under  con- 
sideration the  promulgation  of  rules  and 
regulations  governing  the  licensing  and 
administrative  aspects  of  citizens  radio 
service;  and 

It  appearing  that  the  technical  speci- 
fications governing  citizens  radio  serv- 
ice became  effective  on  December  1,  1947; 
and 

It  further  appearing  that  in  accord- 
ance with  the  requirements  of  section  4 
(a)  of  the  Administrative  Procedure  Act. 
general  notice  of  proposed  rule  making 
in  the  above  entitled  matter  was  pub- 
lished in  the  Federal  Register  on  Au- 
gust 19.  1948;  and 

It  further  appearing  that  written  com- 
ments have  been  filed  in  connection  with 
this  proceeding  by  the  International 
Municipal  Signal  Association,  Inc..  New 
York.  N.  Y..  and  the  Citizens  Radio  Cor- 
poration. Cleveland.  Ohio,  and  are  gen- 
erally in  accord  with  the  proposed  rules; 
and 

It  further  appearing  that  the  only 
substantial  suggested  changes  to  the  pro- 
posed rules  were  (1)  that  purchasers  of 
citizens  radio  equipment  should  have  in- 
terim authority  to  operate  their  equip- 
ment pending  issuance  of  formal  grants 
from  the  Commission,  and  (2)  that  the 
ape  of  eligibility  for  persons  seeking  a 
citizens  radio  license  be  reduced  from  18 
to  16  years  of  age;  and 

It  further  appearing  that  the  first 
suggestion  must  be  rejected  as  beinK  in 
violation  of  section  301  of  the  Commu- 
nications Act  of  1934.  as  amended,  pro- 
viding that  no  person  may  use  or 
operate  radio  tran.'^mittinp  apparatus 
without  a  license  from  this  Commission; 
and 

It  further  appearing  that  the  sug- 
gested reduction  in  the  age  of  eligibility 
would  not  be  In  the  public  interest;  and 


It  further  appearing  that  several 
changes  in  language  have  been  made  in 
order  to  clarify  the  rules,  but  that  they 
involve  no  substantial  changes  of  the 
text  as  originally  proposed;  and 

It  further  appearing  that  the  Commis- 
sion is  presently  in  receipt  of  applications 
for  authorization  In  the  citizens  radio 
service  where  the  proposed  operation  is 
eligible  under  some  other  service;  and 

It  further  appearing  that  before  releas- 
ing the  citizens  radio  band  to  all  types 
of  operation.  Irrespective  of  eligibility 
elsewhere,  it  is  desirable  and  necessary 
that  the  Commission  reexamine  the  t:\- 
tire  eligiblity  problem  in  order  to  deter- 
mine the  impact  of  such  policy  on  tlie 
established  radio  services,  as  well  as  the 
citizens  radio  .service;  and 

It  further  appearing  that  the  footnote 
to  5  19.12  of  the  attached  rules  tempo- 
rarily suspending  Commission  considera- 
tion of  applications  for  citizens  radio  au- 
thorization where  such  applications  are 
eligible  under  some  other  .service,  relates 
solely  to  practice  and  procedure  before 
the  Commission,  thu?  making  notice  of 
proposed  rule  making  In  accordance  with 
section  4  of  the  Adm  nistrative  Procedure 
Act  unnecessary;  and 

It  further  appearing  that  the  public  in- 
terest, convenience  and  necessity  will  be 
served  by  the  adopiion  of  the  attached 
rules;  and 

It  further  appearing  that  authority  for 
the  proposed  amendment  is  contained  in 
sections  4  d).  303  (a'.  (b»,  (c>.  (d).  (e>. 
(f>,  <1).  <o>,  <p).  iq>.  and  <r)  of  the 
Communications  Act  of  1934.  as 
amended: 

It  is  ordered.  That,  effective  June  1. 
1949,  Part  19  of  the  Commission's  rules 
governing  citizens  radio  service  be 
amended  to  read  as  set  forth,  below;  and 

It  is  further  ordered.  That,  an  addi- 
tional footnote  be  appended  to  5  1.371  of 
the  Commission's  rules,  immediately 
after  the  ^ords  "Acceptance  of  applica- 
tions," to  read  as  follows: 

•  Pending  Commission  review  of  the  eligi- 
bility requirements  of  the  citizens  radio  serv- 
ice, applications  for  citizens  radio  authoriza- 
tion which  are  eligible  under  the  rules  gov- 
erning some  other  service  shall  not,  except 
for  good  cause  shown,  be  acted  upon  by  the 
Commission,  but  shall  be  placed  in  the  pend- 
ing files. 

<S?c.  4  <i>.  48  Stat.  1066,  sec.  6  'b>,  50 
Stat.  191.47  U.S.  C.  154  (i),  303  ir>.  In- 
terprets or  applies  section  303  (a>,  <b). 
(c).  <di.  ie>.  tf'.  (1>.  <o).  (p)  and  'q', 
1082-1083;  47  U.  S.  C.  303  (a).  (b>.  (c). 
(d>,  (e),  (f>,  (1),  to),  (p»,  and  <q)  ) 

Federal  Communications 
Commission, 
[SEALl         T.  J.  Slowie. 

Secretary. 
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Part  19 — Citizens  Radio  Service 

SUBPART  A — GENERAL 
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192     Deflnitions. 

SUBPART  B — APPLICATIONS  AND  LICENSES 

19  11     Station  authorization  required. 
19  12     Eligibility  for  station  license. 

19.13  Procedure    for    obtaining    a    citizens 

radio  station  license. 

19.14  Forms  to  be  used. 

19.15  License  period. 

19.16  Renewal  of  station  license. 

19  17  Modification  of  station  license. 

19  18  Transfer  of  station  license. 

19  19  Duplicate  station  license. 

19  20  Who  may  sign  applications. 

19.21  Defective  applications. 

SUBPART    C — TECHNICAL    SPBCinCATIONS    AND 
TYPE   APPROVAL  OT  BQtnPMtNT 

1931  Frequencies  available. 

19.32  Station  power. 

19  33  Frequency  tolerance. 

19.34  Communication  twnd. 

19  35  Types  of  emission. 

19  36  Percentage  modulation. 

19  37  Extra  band  radiation. 

19.38  Technical  measurements. 

19.41  Submission    of    equipment    for    type 

approval. 

19  42  Minimum  equipment  speciflcations. 

19  43  Test  procedure. 

19.44  Certificate  of  type  approval. 

19.45  Acceptance  of  composite  equipment. 

SUBPART  D OPESATIMC   REQUIREMENTS 

19  51     Operation  of  c'tizens  radio  stations. 
10  52     Station  identification. 
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19.53  Authorized  station  location. 

19  54  Remote  control. 

19.55  Availability  of  license. 

19.56  Assignment  of  frequencies. 

19.57  Limitation  on  antenna. 

19.58  Inspection  of  stations. 

19.59  Permissible  communications. 
19  60  Emergency  communications. 
1961  Control  of  transmitters. 

19  62     Answers  to  notices  of  violations. 
19  63     False  signals. 

Authority:  $5  19.1  to  19  63  Issued  under 
sec.  4  (I),  48  Stat.  1066,  sec.  6  (b),  50  Stat. 
191.47  V.  S  C.  154  (I),  303  (r).  Interprets  or 
applies  sees.  303  (a),  (b),  (c),  (d),  (ei. 
(f).  (1).  (O).  (PI.  and  (q).  1082-1083;  47 
U.  S.  C.  303  (a),  (b).  (c),  (d).  (e),  (f)  (1). 
(o).  (p)  and  (q). 

SUBPART   A — general 

5  19.1  Basis  and  purpose.  The  fol- 
lowing rules  and  regulations  are  issued 
pursuant  to  the  provisions  of  Title  III  of 
the  Communications  Act  of  1934.  ls 
amended,  which  ve.sts  authority  in  the 
Federal  Communications  Commission  to 
regulate  radio  transmissions  and  to  issue 
licenses  for  radio  stations.  The  rules  in 
this  part  are  designed  to  provide  for  pri- 
vate short-distance  radio  communica- 
tion, radio  signalling,  and  control  of  ob- 
jects or  devices  by  radio,  with  minimum 
licensing  requirements,  and  to  provide 
procedures  whereby  manufacturers  of  ra- 
dio equipment  to  be  used  or  operated  in 
the  citizens  radio  service  may  obtain 
type  approval  of  such  equipment. 

5  19.2  Definitions— (b."*  Citizens  radio 
service.  A  fixed  and  mobile  service  in- 
tended for  u.se  for  private  or  personal 
radio  communication,  radio  signalling. 
control  of  objects  or  devices  by  radio,  and 
other  purposes  not  specifically  prohibited 
herein.  Any  citizen  of  the  United  States 
eighteen  years  of  age  or  over  is  eligible 
for  a  station  license  in  this  service. 

(b>  Citizens  radio  station.  The  term 
"Citizens  radio  station"  means  a  station 
in  the  citizens  radio  service. 

(c)  Class  A  station.  The  term  "Class 
A  station"  means  a  citizens  radio  station 
which  employs  equipment  meeting  the 
technical  specifications  for  Class  A  sta- 
tions  provided   in    §§    19.31.    19.32.   and 

19  33. 

(d)  Class  B  station.  The  term  "Class 
B  station"  means  a  citizens  radio  station 
which  employs  equipment  meeting  the 
technical  specifications  for  Class  B  sta- 
tions provided  in  §§  1931.  19.32.  and 
19.33. 

(e)  Remote  control.  The  term  "re- 
mote control"  when  applied  to  the  use  or 
operation  of  a  citizens  radio  station 
means  control  of  the  transmitting  equip- 
ment of  that  station  from  any  place  other 
than  the  location  of  the  transmitting 
equipment,  except  that  direct  electrical  or 
mechanical  control  of  transmitting 
equipment  located  on  board  a  craft  or  ve- 
hicle from  some  other  point  on  the  same 
craft  or  vehicle  shall  not  be  considered 
to  be  remote  control. 

(f)  Air-navigation-hazard  antenna. 
The  term  "air-navigation-hazard  an- 
tenna" means  the  antenna  and  antenna 
supporting  structure  of  any  citizens  radio 
station  when  il>  the  over-all  height  of 
such  antenna  and  antenna  supporting 
structure  above  ground  level  (average 
terrain)  is  greater  than  150  feet  regard- 
less of  location,  or  when  (2;  the  antenna 
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Is  located  within  three  miles  of  a  Civil 
Aeronautics  Administration  landing  area 
and  the  over-all  height  of  the  antenna 
and  supporting  structure  exceeds  five  feet 
above  ground  level  for  each  500  feet  of 
distance,  or  fraction  thereof,  from  the 
nearest  boundary  of  the  landing  area. 

(g)  Person.  The  term  "person"  in- 
cludes an  individual,  partnership.  a.sso- 
ciation.  trust,  br  corporation. 

SUBPART  B — applications  AND  LICENSES 

§  19.11  Station  authorization  re- 
quired. No  radio  station  shall  be  oper- 
ated in  the  citizens  radio  service  except 
under  and  in  accordance  with  an  author- 
ization granted  by  the  Federal  Com- 
munications Commission. 

§  19.12  Eligibility  for  station  license. 
Any  person  eighteen  or  more  years  of  age 
and  a  citizen  of  the  United  Slates  is  eli- 
gible to  apply  for  a  citizens  radio  sta- 
tion license  if  qualified  in  accordance  with 
the  provisions  of  law;  Provided,  That  not 
more  than  one  person  shall  be  eligible  as 
licensee  of  the  same  apparatus." 

§  19.13  Procedure  for  obtaining  a  citi- 
zens radio  station  license.  <a)  The  first 
step  toward  obtaining  a  station  license  in 
the  citizens  radio  service  is  the  filing  of 
an  application  for  construction  permit  in 
accordance  with  §  19.14.  After  the  con- 
struction is  completed  and  the  station 
tested,  an  application  for  licen.se  should 
be  filed  in  accordance  with  §  19.14  (d). 

(b)  Where  the  equipment  proposed  to 
be  installed  is  available  as  a  complete 
unit  and  is  of  such  a  nature  that  no  con- 
struction other  than  installation  (con- 
nection to  power  supply  and  antenna  >  is 
necessary,  no  tests  are  required  and  the 
application  for  station  license  and  con- 
struction permit  may  be  submitted  si- 
multaneously. 

§  19.14  Forms  to  he  used — (a)  Appli- 
cation for  construction  permit  and  sta- 
tion license  using  type-approved  equip- 
ment. Application  for  an  authorization 
for  a  station  in  the  citizens  radio  service 
using  type-approved  equipment  shall  be 
submitted  on  FCC  Form  505  to  any  Com- 
mission Field  Engineering  Office  or 
Washington.  D.  C.  This  form  is  a  com- 
bination application  for  construction  per- 
mit and  station  license. 

(b»  Application  for  construction  per- 
mit using  non  type-approved  equipment. 
Application  for  construction  permit  au- 
thorization for  a  station  in  the  citizens 
radio  service  proposing  to  employ  equip- 
ment which  is  not  typ^Wpproved  by  the 


'  Pending  further  consideration  by  the 
Commission  of  the  formulation  and  possible 
adoption  of  rules  affecting  the  eligibility  re- 
quirements of  the  citizens  radio  service,  ap- 
plications thereunder  shall  be  considered  in 
accordance  with  the  following  procedure: 

(a)  Applications  pending  before  the  Com- 
mission and  those  hereafter  filed  for  author- 
ization In  the  citizens  radio  service,  in  those 
cases  where  the  applicant  is  eligible  under 
the  rules  governing  any  other  service,  shall 
not,  except  for  good  cause  shown,  be  acted 
upon  by  the  Commission,  but  shall  be  placed 
In  the  pending  files. 

(b)  No  such  application  shall  be  desig- 
nated for  hearing  pending  final  agency  de- 
termination of  this  matter. 

(c)  This  procedure  shall  not  apply  to  con- 
struction permits  or  other  authorizations 
heretofore  Issued  and  presently  outstanding. 
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Commission  shall  be  submitted  on  FCC 
Form  505  to  the  Federal  Comtiunications 
Commi-ssion.  Washington  25,  D.  C.  Such 
applications  shall  be  accompanied  by 
complete  data  in  response  to  item  10  of 
the  application  form. 

(c>  Application  for  construction  per- 
mit when  air-navigation-hazmrd  antenna 
is  proposed.  When  it  is  proposed  to  erect 
an  air-navigation-hazard  antenna  as  de- 
fined in  §  19.2  (f  >.  Form  505  shall  be  ac- 
companied by  FCC  Form  401a  in  quad- 
ruplicate. There  shall  be  attached  to 
each  copy  of  FCC  Form  401a  a  sketch 
showing  the  antenna  and  supporting 
structure  as  well  as  a  map  showing  the 
location  of  the  antenna,  landing  areas 
in  the  vicinity  thereof,  and  all  tall  struc- 
tures that  may  affect  the  marking  of  the 
antenna  or  supporting  structure. 

(d)  Application  for  station  license. 
Application  for  station  license  for  equip- 
ment not  type-approved  shall  be  filed  on 
PCC  Form  403  upon  completion  of  con-* 
struction  or  installation  in  accordance 
with  the  terms  and  conditions  set  forth 
in  the  construction  permit,  and  sub- 
mitted to  the  Federal  Communications 
Commission.  Washington  25.  D.  C. 

(e)  Application  for  modification  of 
station  license.  Application  for  modifi- 
cation of  station  license  shall  be  made  on 
FCC  Form  505.  *" 

§19.15  License  period.  Unless  other- 
wise stated  in  the  authorization,  licenses 
for  all  stations  in  the  citizens  radio  serv- 
ice will  be  issued  for  a  term  of  five  years 
from  date  of  issuance. 

§  19.16  Renewal  of  station  license. 
Unless  otherwise  directed  by  the  Com- 
mission, each  application  for  renewal  of 
station  license  in  the  citizens  radio  serv- 
ice shall  be  filed  no  less  than  60  and  no 
more  than  120  days  prior  to  the  expira- 
tion date  of  the  license  sought  to  be  re- 
newed. 

§  19.17  Modification  of  station  li- 
cense. Application  for  modification  of 
station  license  in  the  citizens  radio  serv- 
ice shall  be  made  whenever  it  is  pro- 
posed to: 

(a)  Move,  change  the* height  of.  or 
erect  an  air-navigation-hazard  antenna 
as  defined  in  §  19.2  (f). 

(b)  Change  the  permanent  address  of 
.    the  station  licensee. 

(c )  Make  changes  of  any  nature  which 
may  affect  the  operational  characteris- 
tics of  the  transmitting  equipment. 

(d)  Substitute  equipment  not  identical 
to  that  previously  authorized  in  the  sta- 
tion license. 

(e)  Increase  the  number  of  transmit- 
ters for  operation  under  existing  license. 

(f)  Add  remote  control  or  change  con- 
trol points. 

§  19.18  Transfer  of  station  license. 
No  station  license  shall  be  transferred 
without  prior  written  approval  of  the 
Federal  Communications  Commission. 

§  19.19  Duplicate  station  license.  Any 
licensee  applying  for  a  duplicate  station 
license  in  the  citizens  radio  service  to 
replace  an  original  which  has  been  lost, 
mutilated,  or  destroyed,  shall  submit 
with  the  application  the  mutilated  li- 
cense or  a  signed  statement  setting  forth 
the  facts  regarding  the  manner  in  which 
the  original  license  was  lost  or  destroyed. 
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If  subsequent  to  the  receipt  by  the  li- 
censee of  the  duplicate  license,  the  orig- 
inal is  found,  either  the  duplicate  or  the 
original  license  shall  be  returned  imme- 
ditely  to  the  Commission. 

5  19.20  Who  may  sign  appHcations. 
The  applieation  for  an  authorization 
shall  be  signed  under  oath  or  affirmation 
by  the  applicant  if  the  applicant  be  an 
Individual,  or  any  one  of  the  partners 
If  an  applicant  be  a  partnership,  by  an 
officer  if  the  applicant  be  a  corporation, 
or  by  a  member  who  Is  an  officer  if  the 
applicant  be  an  unincorporated  associa- 
tion: Provided,  however.  That  applica- 
tions may  be  signed  by  the  attorney  for 
an  applicant  <a)  in  case  of  physical  dis- 
ability of  the  applicant,  or  (b)  his 
absence  from  the  continental  United 
States.  If  it  be  made  by  a  person  other 
than  the  applicant,  he  must  set  forth  In 
the  verification  the  grounds  of  his  be- 
•  lief  as  to  all  matters  not  stated  upon  his 
knowledge  and  the  reason  why  it  is  not 
made  by  the  applicant. 

§  19.21  Defective  applications,  fa) 
If  an  applicant  is  requested  by  the  Com- 
mission to  file  any  documents  or  infor- 
mation not  include:!  in  the  prescribed  ap- 
plication form,  a  failure  to  comply  with 
such  request  wUl  constitute  a  defect  in 
the  application. 

(b)  When  an  application  is  considered 
to  be  incomplete  or  defective,  such  ap- 
plication will  he  returned  to  the  appli- 
cant, unless  the  Commission  may  other- 
wise direct.  The  reason  for  return  of 
the  application  will  be  indicated,  and,  if 
appropriate,  necessary  additions  or  cor- 
rections will  be  suggested. 

SUBP.-^RT   C TECHNICAL  SPECIFICATIONS   AND 

TYPE  OF  EQUIPMENT 

§  19.31  Frequencies  available.  The 
following  frequency  bands,  within  the 
band  460-470  Mc.  will  be  a.'^igned  to  the 
classes  of  stations  indicated,  on  a  non- 
exclusive basis  .<;ubject  to  such  interfer- 
ence as  may  be  received  from  other 
stations  in  this  service. 

460  462  Mc-    Class  A  stations  at  fixed  loca- 
tions only. 
462-468  Mc — Class  A  and  Class  B  stations. 
468  470  MC— Class  A  sUtlons. 

§  19.32  Station  power.  The  input 
power  to  the  anode  i plate)  circuit  of  the 
electron  tube  or  tubes  which  supply  en- 
ergy to  the  radiating  system  of  a  station 
in  the  citizens  radio  service  shall  not  ex- 
ceed the  values  .«;ht)wn  below,  when  used 
or  operated  in  the  frequency  bands  in- 
dicated : 

460-462  Mc— 50  watts. 
462-468  Mc— 10  watts. 
468  470  Mc— 50  watts. 

§  19.33  Frequency  toleraiice.  The 
carrier  frequency  of  a  station  in  the  citi- 
zens radio  service  shall  be  maintained 
as  follows: 

Class  A  stations — within  plus  or  minus 
0  02'~r  of  the  frequency  on  which  the  trans- 
mitter Is  adjusted  for  operation. 

Class  B  stations — all  operation  (Including 
tolerance  and  communication  band)  shall  be 
confined  to  within  plus  or  minus  0.4%  of 
465  Mc. 

S  19  34  Communication  band.  The 
communication  band  for  Class  A  stations 
shall  not  exceed  200  kilocycles.     All  op- 
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eration  (including  frequency  tolerance 
and  communication  band)  shall  be  con- 
fined within  the  frequency  band  460-470 
Mc. 

5  19.35  Types  of  emission.  Stations 
in  the  citizens  radio  service  may  use  only 
amplitude,  pha.<;e,  or  frequency  modula- 
tion for  continuous  or  interrupted  car- 
rier radiotelephony,  radiotelegraphy, 
radioprinter,  or  facsimile. 

§  19.36  Percentage  modulation.  When 
the  radio  frequency  carrier  of  a  station  in 
the  citizens  radio  service  is  amplitude 
modulated,  such  modulation  shall  not  ex- 
ceed 100%  on  negative  peaks. 

§  19.37  Extra  band  radiation.  Spu- 
rious radiation  from  a  citizens  radio  sta- 
tion transmitter  shall  be  reduced  or  elim- 
inated in  accordance  with  good  engineer- 
ing practice.  This  spurious  radiation. 
and  any  side-bands  resulting  from 
modulation  or  other  causes,  shall  not  be 
of  sufficient  intensity  to  cause  interfer- 
ence in  receiving  equipment  of  good  engi- 
neering design  which  is  tuned  to  a  fre- 
quency or  frequencies  outside  the  band 
460-470  Mc. 

5  19  38  Technical  measurements. 
Where  it  appears  that  a  station  in  the 
citizens  radio  service  is  not  l>eing  oper- 
ated in  accordance  with  the  technical 
standards  therefor,  the  Commission  may 
require  the  licensee  to  provide  for  such 
tests  as  may  be  necessary  to  determine 
whether  the  equipment  is  capable  of 
meeting  these  standards. 

§  19.41  Submission  of  equipment  for 
type  approval,  (a)  Manufacturers  of 
equipment  designed  to  be  used  or  op- 
erated in  the  citizens  radio  service  and 
within  the  frequency  bands  specified  by 
this  part,  may  submit  units  of  such  equip- 
ment to  the  Commi-ssion  for  type  ap- 
proval, upon  grant  of  request  therefor 
made  in  writing  by  the  manufacturer  to 
the  Secretary  of  the  Commission.  Such 
a  request  will  normally  not  be  granted 
unless  at  least  100  units  of  the  model  to 
be  submitted  are  scheduled  for  manu- 
facture. When  advised  by  the  Commis- 
sion, the  applicant  must  send  a  typical 
production  model  or  prototype  of  the  par- 
ticular equipment,  complete  with  tubes 
and  power  supply,  to  the  Commission's 
laboratory  at  Laurel,  Maryland,  for  test. 
All  Instructions  which  are  Intended  to 
be  supplied  to  the  purchaser  of  the  equip- 
ment shall  be  included.  Transportation 
of  the  equipment  and  associated  docu- 
ments to  ancOTom  the  laboratory  shall 
be  at  no  cost  to  the  government. 

<b)  Prior  to  approval  or  rejection  of 
the  equipment,  the  results  of  these  tests 
will  be  made  known  only  to  the  respon- 
sible government  officials  and  to  the 
Commission.  An  official  report  of  the 
tests  will  be  made  available  only  to  the 
manufacturer  Involved;  however,  the 
Commission  will  publish  from  time  to 
time  lists  of  approved  equipment. 

(c)  The  prescribed  tests  may  be  con- 
ducted by  the  Federal  Communications 
Commission  or  by  any  other  cooperating 
government  department.  In  addition, 
field  tests,  as  deemed  necessary  or  de- 
sirable by  the  Commission,  may  be  car- 
ried out  by  authorized  government  per- 
sonnel to  determine  the  reliability  of  the 


equipment  under  operating  conditions 
comparable  to  those  expected  to  be  en- 
countered in  actual  service. 

5  19.42  Minimum  equipment  specifi- 
cations. Equipment  submitted  for  type 
approval  shall  be  capable  of  meeting  the 
technical  specifications  contained  in  this 
part  either  for  Class  A  or  for  Class  B 
stations  In  the  citizens  radio  service,  and. 
In  addition,  shall  comply  with  the  fol- 
lowing: 

(a)  Any  basic  Instructions  concerning 
the  proi>er  adjustment,  use  or  operation 
of  the  equipment  that  may  be  necessary, 
shall  be  attached  to  the  equipment  In 
suitable  manner  and  in  such  positions 
as  to  be  easily  read  by  the  operator. 

(b)  A  durable  nameplate  shall  be 
mounted  on  each  transmitter  showing 
the  name  of  the  manufacturer,  the  type 
or  model  designation,  and  provide  suit- 
able space  for  permanently  displaying 
the  serial  number,  FCC  type  approval 
number,  and  whether  approved  for  Class 
A,  Class  B,  or  Class  A  and  B  stations. 

(c)  The  transmitter  shall  be  designed, 
constructed,  and  adjusted  by  the  manu- 
facturer to  operate  on  a  frequency  or 
frequencies  within  the  band  460-470  Mc. 
In  designing  the  equipment  every  rea- 
sonable precaution  shall  be  taken  to  pro- 
tect the  user  from  high  voltage  shock 
and  radio-frequency  burns.  Connection 
to  the  batteries  ni  used)  shall  be  made 
in  such  a  manner  as  to  permit  replace- 
ment by  the  user  without  causing  Im- 
proper operation  of  the  transmitter. 
Generally  accepted  modern  engineering 
principles  shall  be  utilized  in  the  gen- 
eration of  radio  frequency  currents  so  as 
to  guard  against  unnecessary  interfer- 
ence to  other  radio  services.  In  cases 
of  serious  Interference  arising  from  the 
design,  construction,  or  operation  of  the 
equipment,  the  Commi.s.sion  may  require 
appropriate  technical  changes  in  equip- 
ment to  alleviate  interference. 

( d )  Controls  which  may  effect  changes 
in  the  carrier  frequency  of  the  transmit- 
ter shall  not  be  accessible  from  the  exte- 
rior of  any  unit  unless  such  accessibility 
is  specifically  approved  by  the  Commis- 
sion. 

5  19.43  Test  procedure.  Type  ap- 
proval tests  to  determine  whether  radio 
equipment  meets  the  technical  specifica- 
tions contained  in  this  part  will  be  con- 
ducted under  the  "ollowing  conditions: 

<ai  Gradual  ambient  ttmperature 
variations  from  C  to  125°  P. 

(b)  Relative  ambient  humidity  from 
20  to  95  per  cent.  This  test  will  normally 
consist  of  subjecting  the  equipment  for 
at  least  three  consecutive  periods  of  24 
hours  each,  to  a  relf  tlve  ambient  hum;d- 
ity  of  20.  60  and  95  per  cent,  respectively, 
at  a  temperature  of  approximately  80° 
P. 

<c)  Movement  of  transmitter  or  ob- 
jects In  the  immediate  vicinity  thereof. 

<d)  Power  supply  voltage  variations 
normally  to  be  encountered  under  actual 
operating  conditions. 

(e)  Additional  tests  as  may  be  pre- 
.scrlbed,  If  considered  necessary  or  desir- 
able. 

5  19  44  Certificate  of  type  approval. 
A  certificate  or  notice  of  type  approval, 
when    Issued    to    ti:--   n:anufacturer   of 
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equipment  Intended  to  be  used  or  oper- 
ated In  the  citizens  radio  service,  consti- 
tutes a  recognition  that  on  the  basis  of 
the  test  made  the  particular  type  of 
equipment  appears  to  have  the  capability 
of  functioning  In  accordance  with  the 
technical  specifications  and  regulations 
contained  In  this  part:  Provided,  All  such 
additional  equipment  of  the  same  type  Is 
properly  constructed,  maintained  and 
operated :  And  provided  further.  That  no 
change  whatsoever  Is  made  In  the  design 
or  construction  of  such  equipment  except 
upon  specific  approval  by  the  Commis- 
sion. 

§  19*45  Acceptance  of  composite 
equipment.  Composite  transmitting 
equipment  (or  equipment  constructed  by 
a  manufacturer  In  lots  of  less  than  100 
units)  will  not.  In  the  usual  case,  be  tested 
by  the  Commission  for  the  purpose  of 
granting  type  approval.  An  applicant 
for  citizens  radio  station  license  who  pro- 
poses to  use  or  operate  such  composite  or 
other  equipment  which  has  not  been  type 
approved,  shall  supply  complete  infor- 
mation .showing  that  the  equipment  fully 
complies  with  either  Class  A  or  Class  B 
station  requirements,  on  appropriate 
supplementary  forms  which  shall  accom- 
pany his  original  application.  In  this 
connection,  the  Commission  may.  at  Its 
discretion,  require  that  the  equipment  or 
a  prototype  be  made  available  to  Its  lab- 
oratory for  test  In  accordance  with  the 
procedures  outlined  which  are  applicable 
to  equipment  manufactured  In  lots  of 
more  than  100  units.  In  addition,  field 
tpsts  as  deemed  necessary  or  desirable 
may  be  carried  out  by  authorized  govern- 
ment personnel  to  determine  the  reJla- 
billty  of  the  equipment  under  operating 
conditions  comparable  to  those  encoun- 
tered In  actual  service. 

SUBPART    D — OPERATING    REQUIREMENTS 

8  19.51  Operation  of  citizens  radio 
.stations.  (a)  Citizens  radio  stations. 
except  stations  using  manually  operated 
telegraphy,  may  be  operated  by  any  per- 
son: Provided.  Such  operation  Is  author- 
ized by  the  station  licensee  who  shall  be 
at  all  times  responsible  for  the  u.se  and 
operation  of  that  station  In  accordance 
with  all  applicable  provisions  of  treaty, 
laws  and  regulations:  And  provided  fur- 
ther. That  all  transmitter  adjustments 
or  tests  during  or  coincident  with  the  In- 
stallation, servicing,  or  maintenance  of  a 
radio  station,  which  may  affect  the 
proper  operatoln  of  such  station,  shall  be 
made  by  or  under  the  Immediate  super- 
vision and  responsibility  of  a  person 
holding  a  first-  or  second-class  commer- 
cial radio  operator  license,  either  radio- 
telephone or  radiotelegraph,  and  such 
person  shall  be  responsible  for  the  proper 
functioning  of  the  station  equipment. 

<b)  Stations  using  manually  operated 
telegraphy  may  be  operated  only  by  the 
holders  of  a  radiotelegraph  class  opera- 
tor license  of  either  the  Restricted  Ra- 
diotelegraph Operator  Permit  or  higher 
class. 

§  19.52  Station  identification.  The 
registered  serial  number  appearing  on 
each  citizens  radio  station  license  shall 
be  the  call  signal  assigned  to  such  sta- 
tion. A  citizens  radio  station  shall 
transmit  Its  call  signal  at  the  beginning 
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and  at  the  termination  of  all  communi- 
cations as  well  as  at  least  once  every  ten 
minutes  during  every  transmission  of 
more  than  ten  minutes  duration:  Pro- 
tided.  That  in  the  case  of  stations  con- 
ducting an  exchange  of  several  trans- 
missions in  sequence  with  each  transmis- 
sion less  than  three  minutes  duration, 
the  call  signal  of  the  communicating 
stations  need  be  transmitted  only  once 
every  ten  minutes  of  operation.  Stations 
licensed  solely  for  radio  control  of  de- 
vices or  remote  objects  are  not  required 
to  identify  transmissions. 

§  19.53  Authorized  station  location. 
The  address  of  the  licensee  of  a  citizens 
radio  station  will  be  designated  the  li- 
censed location  of  the  station.  A  citizens 
radio  station  may  be  used  or  operated  in 
accordance  with  the  rules  in  this  part  at 
any  location,  not  Inconsistent  with  law, 
within  the  United  States  and  on  any 
craft  or  vehicle  of  the  United  States  with 
the  consent  of  the  master  or  pilot 
thereof:  Provided,  That  when  such  craft 
or  vehicle  is  outside  the  United  States 
the  station,  its  operation,  and  its  oper- 
ator shall  be  subject  to  the  governing 
provisions  of  any  treaty  concerning  tele- 
communications to  which  the  United 
States  Is  a  party,  and  when  within  the 
territorial  limits  of  any  foreign  country, 
the  station  shall  be  subject  also  to  such 
laws  and  regulations  of  that  country  as 
may  be  applicable. 

S  19.54  Remote  control.  A  citizens 
radio  station  may  be  authorized  to  be 
used  or  operated  by  remote  control: 
Provided.  That  adequate  means  are 
available  to  enable  the  person  using  or 
operating  the  station  to  render  the  trans- 
mitting equipment  inoperative  from  the 
remote  control  position  or  positions 
should  Improper  operation  occur. 

§  19.55  Availability  of  license.  The 
license,  or  other  valid  authorization,  of 
each  station  in  the  citizens  radio  serv- 
ice, or  photocopy  thereof,  shall  be  car- 
ried on  the  person  ot.  or  readily  avail- 
able to  the  person  using  or  operating  the 
station  whenever  the  station  Is  being 
used  or  operated,  or  shall  be  permanent- 
ly attached  to  the  transmitting  equip- 
ment of  the  station,  Provided,  That  in 
the  case  of  a  citizens  radio  station  being 
used  or  operated  by  remote  control,  the 
station  authorization  shall  be  perma- 
nently posted  at  the  principal  control 
position  of  that  station  and  a  photocopy 
thereof  shall  be  permanently  posted  at 
all  control  positions. 

5  19.56  Assignment  of  frequencies. 
The  frequencies  allocated  for  use  by  sta- 
tions in  this  service  are  listed  In  §  19.31. 
All  applicants  for  and  licensees  of  sta- 
tions in  this  service  are  required  to  co- 
operate In  the  most  effective  use  of  the 
frequencies  assigned.  All  frequencies 
available  for  assignment  to  stations  in 
this  service  are  available  on  a  shared 
basis  only,  and  will  not  be  assigned  for 
the  exclusive  use  of  any  one  licensee. 

8 19.57  Limitation  on  antenna.  No 
person  shall  erect  an  air-navlgatlon- 
hazard  antenna  as  defined  In  the  regu- 
lations In  this  part,  except  upon  approval 
by  the  Commission  of  the  location  and 
height  of  such  antenna  and  upon  full 
compliance  with  such  painting,  lighting 
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and  other  requirements  as  the  Commis- 
sion may  determine  to  be  necessary  after 
consideration  of  the  proposed  location 
and  any  potential  menace  to  aerial  navi- 
gation that  may  be  Involved. 

8  19.58  Inspection  of  stations.  All  sta- 
tions and  records  of  stations  In  the  citi- 
zens radio  service  shall  be  made  available 
for  Inspection  upon  request  of  an  author- 
ized representative  of  the  Commission 
made  to  the  licensee  or  to  his  represent- 
ative. 

8  19.59  Permissible  communications. 
(a)  Each  station  in  the  citizens  radio 
service  Is  authorized  to  communicate 
with  other  stations  In  this  service. 
Communications  with  stations  licensed 
under  other  parts  of  the  Commission's 
rules  or  with  United  States  Government 
or  foreign  stations  is  prohibited. 

(b)  All  communications  In  the  citizens 
radio  service  shall  be  limited  to  the  mini- 
mum practicable  transmission  time. 

(c)  Radio  facilities  authorized  under 
the  rules  in  this  part  may  not  be  used 
for  any  purpose  contrary  to  Federal, 
state  or  local  law;  or  to  carry  communi- 
cations for  hire;  or  to  carry  program 
material  of  any  kind  either  directly  or 
indirectly  for  use  in  connection  with 
radio  broadcasting;  or  for  direct  trans- 
mission to  the  public  through  public  ad- 
dress systems  or  by  anjr  other  means. 

(d)  A  citizens  radio  station  used  for 
radio  control  of  devices  or  objects  shall 
not  be  used  where  Its  operation  involves 
the  continuous  radiation  of  energy  by 
the  station  for  operational  control  of 
such  apparatus. 

(e)  A  citizens  radio  station  used  for 
the  purpose  of  communication  by  radio- 
telephone shall  not  emit  a  carrier  wave 
unless  modulated  for  the  purpose  of  com- 
munication, and  when  using  radiotele- 
graph radiation  of  energy  shall  not  oc- 
cur except  when  telegraphic  signals  are 
being  transmitted,  excepting  for  brief 
tests  or  when  adjustments  are  being 
made  to  the  transmitter. 

§  19.60  Emergency  communications. 
The  licensee  of  any  station  in  this  service 
may.  during  a  period  of  emergency  in 
which  normal  communication  facilities 
are  disrupted  as  a  result  of  hurricane, 
flood,  earthquake,  or  similar  disaster, 
utilize  such  stations  for  emergency  com- 
munication service  by  communicating  in 
a  manner  other  than  that  specified 
above:  Provided, 

(a)  That  as  soon  as  possible  after  the 
beginning  of  such  emergency  use,  notice 
be  sent  to  the  Commi.ssion  in  Washing- 
ton, D.  C.  and  to  the  Engineer  In  Charge 
of  the  district  In  which  the  station  Is 
located  stating  the  nature  of  the  emer- 
gency and  the  use  to  which  the  station 
is  being  put,  and 

(b)  That  the  emergency  use  of  the 
station  shall  be  discontinued  as  soon  as 
substantially  normal  communication 
facilities  are  again  available  and  the 
Commission  In  Washington,  D.  C.  and 
the  Engineer  in  Charge  be  notified  Im- 
mediately when  such  public  use  of  the 
station  is  terminated.  The  Commission 
may,  at  any  time,  order  the  discontinu- 
ance of  such  service. 

5  19.61  Control  of  transmitters.  All 
transmitters    licensed    In    the    citizens 
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radio  service  must  all  times  be  under  the 
control  of  the  licensee. 

§  19.62  Answers  to  notices  of  viola- 
tions.  Any  licensee  receiving  official  no- 
tice of  a  violation  of  the  terms  of  the 
Communications  Act  of  1934.  as 
amended,  any  legislative  act.  Executive 
order,  treaty  to  which  the  United  States 
Is  a  party,  or  the  rules  and  regulations  of 
the  Federal  Communications  Commis- 
sion, shall  within  three  day*  from  such 
receipt,  send  a  written  answer  direct  to 
the  office  of  the  Commission  originating 
the  official  notice.  If  an  answer  cannot 
be  sent,  or  an  acknowledgment  made 
within  such  three-day  period  by  reason 
of  illness  or  other  unavoidable  circum- 
stances, acknowledgment  and  answer 
shall  be  made  at  the  earliest  practicable 
date  with  a  satisfactory  explanation  of 
the  delay.  The  answer  to  each  notice 
shall  be  complete  in  Itself  and  shall  not 
be  abbreviated  by  reference  to  other 
communications  or  answers  to  other  no- 
tices. 

If  the  notice  relates  to  some  violation 
that  may  be  due  to  the  physical  or  elec- 
trical characteristics  of  the  transmitting 
apparatus,  the  answer  shall  state  fully 
what  steps,  if  any,  are  taken  to  prevent 
future  violations. 

If  the  notice  of  violation  relates  to 
some  lack  of  attention  to  or  improper 
operation  of  the  station,  the  name  of  the 
person  who  caused  the  violation  shall  be 
given. 

§  19.63  False  signals.  No  person 
shall  transmit  false  or  deceptive  signals 
or  communications  by  radio,  or  identify 
the  station  he  is  using  or  operating  by 
means  of  a  call  signal  or  signal  which  has 
not  been  assigned  by  proper  authority  to 
that  station,  or  refuse  to  properly  iden- 
tify himself  and  the  radio  station  he  is 
u.sing  or  operating  when  such  identifica- 
tion is  possible  under  the  conditions  of 
use  or  operation  In  effect  at  the  time 
such  Identification  is  requested. 

IP.    R.    Doc,    4&^2617:    Filed,    Apr.    4,    1949; 
8:50  a.  m.] 
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Part  13— Commercial  Radio  Operators 

amendment  and  recapitulation  of  part 

In  the  matter  of  amendments  to 
$§13.61  and  13.62  of  the  Commission's 
rules  governing  commercial  radio  oper- 
ators. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C,  on  the  30th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  matter  of  the  proposed 
amendments  to  §§  13.61  and  13.62  of  its 
rules  governing  commercial  radio  oper- 
ators for  the  purpose  of  (a)  including  in 
the  scope  of  authority  of  the  various 
classes  of  commercial  radio  operator  li- 
censes as  set  forth  in  Part  13  of  the  Com- 
mission's rules,  appropriate  provision  for 
stations  using  pulsed  and  frequency  mod- 
ulated types  of  emission,  (b)  defining 
more  clearly  the  basic  scope  of  authority 
of  the  various  classes  of  commercial  radio 
operator  licenses  by  reference  to  types  of 
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transmission  employed  (radiotelephone, 
radiotelegraph,  facsimile,  television,  etc.) 
in  lieu  of  the  present  references  to  types 
of  emission,  and  (c)  expanding  the  scope 
o'  operating  authority  under  the  radio- 
telephone classes  of  license  so  as  to  In- 
clude therein  certain  transmissions  tech- 
nically classified  as  telegraphy  but  which 
the  holder  of  a  radiotelephone  class  of 
license  is  considered  to  be  qualified  to 
handle; 

It  appearing,  that  on  November  23. 
1948,  general  notice  of  proposed  rule 
making  with  re.spect  thereto  wa:  pub- 
lished in  accordance  with  section  4  (a) 
of  the  Administrative  Procedure  Act ;  and 

It  further  appearing,  that  the  period 
in  which  interested  parties  were  aStorded 
opportunity  to  submit  comments  expired 
December  31.  1948.  and  during  that  pe- 
riod the  Commission  received  only  one 
comment  with  reference  to  above-out- 
lined purposes  of  the  proposed  amend- 
ments: and 

It  further  appearing,  that  the  Commis- 
sion has  considered  this  comment  and 
the  amendments  herein  ordered  reflect 
such  consideration;  and 

It  further  appearing,  that  the  amend- 
ments herein  ordered  reflect  certain 
changes  in  the  amendments  as  heretofore 
proposed  which  are  made  on  the  Com- 
mission's own  motion  and  which  are 
comprised  of  editorial  changes  for  the 
purpose  of  clarification  of  wording  and 
rearrangement  of  material  in  a  different 
sequence,  as  well  as  certain  minor  sub- 
stantive change?  for  the  purpose  of 
Including  in  the  expanded  scope  of  oper- 
ating authority  of  holders  of  radiotele- 
phone licenses  telegraphy  by  automatic 
means  for  actuating  automatic  selective 
signaling  devices;  and  also,  since  no  relay 
stations  are  authorized  in  the  frequencies 
30-50  Mc.  the  sub.stitution  of  50  Mc  for 
30  Mc  as  the  cut-off  point  above  which  a 
radiotelephone  operator  may  operate  a 
relay  station  which  retransmits  by  auto- 
matic means  the  signals  of  a  radiotele- 
graph station;  and 

It  further  appearing,  that  because  of 
the  nature  of  the'foregolng  changes  In 
the  amendments  as  heretofore  proposed, 
compliance  with  the  rule  making  proce- 
dure provided  by  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  Is  unneces- 
sary; and 

It  further  appearing,  that  authority 
for  the  proposed  amendment  is  contained* 
in  sections  4  (1),  303  (D  and  303  (r)  of 
the   Communications    Act   of    1934,    as 
amended; 

It  is  ordered.  That  effective  May  9. 
1949.  §§  13.61  and  13.62  of  the  Commis- 
sion's rules  governing  commercial  radio 
operators,  be  amended,  as  set  forth  be- 
low in  the  recapitulation  of  Part  13. 

(Sec.  4  (1).  48  Stat.  1066.  sec.  6  (b),  50 
Stat.  191.47U.  S.  C.  154  <i>.303  (r).  In- 
terprets or  applies  sec.  303  (1),  48  Stat. 
1082,  47  U.  S.  C.  303  (D) 

Federal  Communications 
Commission, 
(seal]        T.  J.  Slowie, 

Secretary. 

Part  13 — Commercial  Radio  Operators 

ricapitulation  of  regulations 

Because  of  the  number  of  outstanding 
amendments  to  Part  13  since  it  last  ap- 


peared in  a  daily  Issue  of  the  Federal 
Register,  there  follows  a  recapitulation 
of  Part  13  as  revised  to  and  including  the 
Commission's  action  of  March  30,  1949. 

CXNEKAL 

Sec. 
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scopi  or  AUTHoarrT 
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13.71  Issue  of  duplicate  license. 
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13.73  Verification  card. 
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13.91  Endorsement  of  service  record. 

13.92  Aviation  service  endorsement. 

13.93  Service  acceptabUlty. 

13.94  Statement  In  lieu  of  ^rvlce  endorse- 

ment. 

AuTHoarTT:  { I  13.1  to  13  94  Issued  under 
sec.  4  (1),  48  Stat.  1066.  sec.  6  (b).  60  Stat. 
191:  47  U.  S.  C.  154  (1).  303  (r).  Interprets  or 
applies  sec.  303  (1) ,  48  Stat.  1082>  47  U.  8.  C. 
303  (1). 

GENERAL 

!  13.1  Licensed  operators  required.^ ' '  * 
Unless  otherwise  specified  by  the  Com- 


'  Whenever  the  term  "license"  Is  used  gen- 
erally to  denote  an  authorization  from  the 
Commission.  It  includes  "license."  "permit" 
and  "authorization". 

«By  Order  No.  126.  dated  August  21,  1945 
certain  railroad  employees  were  authorized 
to  operate  radio  transmitting  apparatus  for 
use  In  connection  with  railroad  operations 
without  an  operator's  license  upon  compli- 
ance by  the  affected  employee  and  the  em- 
ploying railroad  with  the  condition  of  the 
Commission's  order. 

•By  Commission  Order  No.  133,  dated  M.iy 
10.  1946.  effective  June  1,  1946,  the  Commis- 
sion waived  the  requirements  for  the  opera- 
tion of  mobile  or  portable  radio  transmitting 
apparatus  by  a  licensed  operator  In  the  Emer- 
gency, Miscellaneous,  Railroad  and   Expert- 
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mission,  the  actual  operation  of  any  radio 
station  for  which  a  station  license  is 
required  shall  be  carried  on  only  by  a 
licen.sed  radio  operator  of  the  required 

cla.ss.' 

§  13.2  Classes  of  licenses.* '  The 
cla.sses  of  commercial  operator  licenses 
issued  by  the  Commission  are: 

(a»  Commercial  radiotelephone  group: 

( 1 )  Radiotelephone  second-class  oper- 
ator license. 

(2>  Radiotelephone  first-class  opera- 
tor licen.se. 

(b)  Commercial  radiotelegraph  group: 

( 1 )  Radiotelegraph  second-class  oper- 
ator licen.se. 

•  2)  Radiotelegraph  first-class  opera- 
tor licen.se. 

(c)  Restricted  commercial  group: 

(1>  Restricted  radiotelephone  opera- 
tor permit. 

(2)  Restricted  radiotelegraph  opera- 
tor permit. 

§  13.3  Dual  holding  of  licenses.  A 
person  may  not  hold  more  than  one 
radiotelegraph  operator  license  (or  re- 
.stricted  radiotelegraph  permit)  and  one 
radiotelephone  operator  license  (or  re- 
.■-tricted  radiotelephone  operator  permit  < 
at  the  same  time. 

§  13.4  Term  of  licenses.  Commercial 
operator  licenses  are  normally  issued  for 
a  term  of  5  years  from  the  date  of  issu- 
ance. 

S  13.5  Eligihility  for  new  license,  (a) 
Under  the  provisions  of  section  303  "D 
of  the  Communications  Act  of  1934,  as 
amended.  United  States  citizens  who  are 
found  qualified  by  the  Commission  are 
the  only  persons  to  whom  radio  operator 
licenses  may  be  issued. 

(b)  Notwithstanding  any  other  provi- 
sions of  the  Commission's  rules,  no  per- 
.von  otherwise  eligible  shall  be  deemed  to 
be  eligible  to  be  examined  for  or  to  re- 
ceive a  commercial  radio  operator  license 
of  any  class.  <  1 »  whose  commercial  radio 
operator  licen.se  is  under  suspension  or 
is  involved  in  a  suspension  proceeding, 
or  <2)  who  is  involved  in  any  pending 
litigation  based  on  an  alleged  violation  of 


mental  Services  (Parts  5.  10.  11  and  16  of  the 
Commission's  Rules)  subject  to  certain  con- 
ditions slated  In  the  Order.  Those  provi- 
sions of  Part  13  of  the  Commission's  Rules 
that  are  Inconsistent  with  the  provisions  of 
Order  No.  133  are  suspended. 

'  By  Order,  dated  and  elTective  December 
15,  1917,  and  by  subsequent  orders  effective 
M.irch  15.  1948.  June  15.  1948  and  November 
15.  1948,  the  Commission  temporarily  waived 
to  a  limited  extent  the  requirement  that  ship 
radar  stations  licensed  In  the  Ship  Service  be 
oi>erated  by  llccased  radio  operators.  See 
footnote  71.  5  8  195  of  the  Commission's  Rules 
Ciuvernlng  Ship  Service.    See  also  §  13.61. 

'See  §  13.61. 

•By  Order  No.  136,  the  Commission  can- 
celled Order  No.  97  effective  June  30.  1946, 
Proridcrf,  however.  That  all  Temporary  Lim- 
ited Radiotelesraph  Second  Class  Operator 
Licenses  outstanding  at  time  of  cancellation 
shall  remain  valid  according  to  the  respective 
terms  thereof. 

•  By  Order  No.  136,  the  Commission  can- 
celled Order  No.  123  effective  June  30.  1946: 
Provided,  hou'cver.  That  all  Temporary  Emer- 
Rency  Radiotelegraph  Second  Class  Operator 
Licenses  outstandUig  at  time  of  cancellation 
shall  remain  valid  according  to  the  respective 
terms  thereof. 
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the   Communications   Act   of    1934,    as 
amended. 

S  13.6  Operator  license,  posting  of. 
The  original  license  of  each  station  oper- 
ator shall  be  posted  at  the  place  where 
he  is  on  duty,  except  as  otherwise  pro- 
vided in  this  part  or  in  the  rules  govern- 
ing the  class  of  station  concerned. 

§  13.7    Operators,  place  of  duty,     (a) 
Except  as  may  be  provided  in  the  rules 
governing  a  particular  class  of  station, 
one  or  more  licensed  radio  operators  of 
the  grade  specified  by  this  part  shall  be 
on  duty  at  the  place  where  the  trans- 
mitting apparatus  of  each  licen.sed  radio 
station  is  located  and  in  actual  charge 
thereof  whenever  it  is  being  operated: 
Provided,  however,  That.  (1)  subject  to 
the  provisions  of  paragraph  (b)  of  this 
section,  in  the  case  of  a  station  licensed 
for  service  other  than  broadcast,  where 
remote  control  of  the  transmitting  ap- 
paratus has  been  authorized  to  be  used, 
the  Commission  may  modify  the  fore- 
going requirements  upon  proper  appli- 
cation and  showing  being  made  so  that 
such  operator  or  operators  may  be  on 
duty  at  the  control  point  in  lieu  of  the 
place  where  the  transmitting  apparatus 
is  located;  (2)  in  the  case  of  two  or  more 
stations,  except  amateur  and  broadcast, 
licensed  in  the  name  of  the  same  person 
to  use  frequencies  above  30  megacycles 
only,  a  licensed  radio  operator  holding  a 
valid  radiotelegraph  or  radiotelephone 
first-  or  second-class  license  who  has  the 
station  within  his  effective  control  may 
be  on  duty  at  any  point  within  the  com- 
munication range  of  such  stations  in  lieu 
of  the  transmitter  location  or  control 
point  during  the  actual  operation  of  the 
transmitting  apparatus  and  shall  super- 
vise the  emissions  of  all  such  stations  so 
as  to  insure  the  proper  operation  in  ac- 
cordance with  tlie  station  license. 

(b)  An  operator  may  be  on  duty  at  a 
remote  control  point  in  lieu  of  the  loca- 
tion of  the  tran.smitting  apparatus  in 
accordance  with  the  provisions  of  para- 
graph <a)  (1)  of  this  section:  Provided, 
That  all  of  the  following  conditions  are 
met:  (1)  The  transmitter  shall  be  so  in- 
stalled and  protected  that  it  is  not  acces- 
sible to  other  than  duly  authorized  per- 
sons; (2)  the  emissions  of  the  transmit- 
ter shall  be  continuously  monitored  at 
the  control  point  by  a  licensed  operator 
of  the  grade  specified  for  the  class  of  sta- 
tion involved;  (3)  provision  shall  be  made 
so  that  the  transmitter  can  quickly  and 
without  delay  be  placed  in  an  inoperative 
condition  by  the  operator  at  the  control 
point  in  the  event  there  is  a  deviation 
from  the  terms  of  the  station  license; 

<4)  the  radiation  of  the  transmitter 
shall  be  suspended  immediately  when 
there  is  a  deviation  from  the  terms  of 
the  station  license. 

applications 

§  13.11  Procedure — (a)  General.  The 
application  in  the  prescribed  form  and 
including  all  required  subsidiary  forms 
and  documents,  properly  completed  and 
signed  shall  be  submitted  in  person  or  by 
mail  to  the  office  at  which  tlie  applicant 
desires  his  application  to  be  considered 
and  acted  upon,  which  office  will  make 
the  final  arrangements  for  conducting 
any  required  examination.    If  the  ap- 
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plication  is  for  renewal  of  license,  it 
must  be  submitted  during  the  last  year 
of  the  hcense  term,  and  if  all  prescribed 
service  requirements  are  fulfilled,'  the  re- 
newal license  may  be  issued  by  maiL 
A  renewal  application  shall  also  be  ac- 
companied by  the  license  to  be  renewed. 
(b)  Restricted  radiotelephone  oper- 
ator permit.  No  oral  or  written  examina- 
tion is  required  for  this  permit.  If  the 
application  is  properly  completed  and 
signed,  and  if  the  applicant  is  found  to 
be  qualified,  the  permit  may  be  issued 
forthwith  by  personal  delivery  to  the 
applicant  or  by  mail. 

§  13.12  Special  provisions,  radiotele- 
graph first  class.  An  applicant  for  the 
radiotelegraph  first-class  operator  li- 
cense must  be  at  least  21  years  of  age 
at  the  time  the  license  is  issued  and 
shall  have  had  an  aggregate  of  1  year 
of  satisfactory  service  as  a  radiotelegraph 
operator  manipulating  the  key  of  a  man- 
ually operated  radiotelegraph  station  on 
board  a  ship  or  in  a  manually  operated 
coastal  telegraph  station. 

EXAMINATIONS 

§  13.21  Examination  elements.  Writ- 
ten examinations  will  comprise  questions 
from  one  or  more  of  the  following  ex- 
amination elements: 

(a)  Basic  law.  Provisions  of  law  and 
regulation  with  which  every  operator 
should  be  familiar. 

(b)  Basic  theory  and  practice.  Tech- 
nical matters  appropriate  for  every  class 
of  license  except  restricted  radiotele- 
phone operator  permit. 

(c)  Radiotelephone.  Additional  mat- 
ters, both  legal  and  technical,  including 
radiotelephone  theory  and  practice. 

(d)  Advanced  radiotelephone.  Theory 
and  practice  applicable  to  broadcast  sta- 
tion operation. 

(e)  Radiotelegraph.  Additional  mat- 
ters, both  legal  and  technical,  includ- 
ing radiotelegraph  theory  and  practice. 

(f)  Advanced  radiotelegraph.  Radio- 
telegraph theory  and  practice  of  wider 
scope,  particularly  with  respect  to  ship 
radio  matters  (direction  finders,  ship 
radiotelephone  stations,  spark  trans- 
mitters, etc.), 

§  13.22  Examination  requirements. 
Applicants  for  original  licenses  will  be 
required  to  pass  examinations  as 
follows : 

( a )  Radiotelephone  second-class  oper- 
ator license: 

(1)  Ability  to  transmit  and  receive 
spoken  messages  in  English. 

(2)  Written    examination    elements: 

1,  2.  and  3. 

(b)  Radiotelephone  fir.st-class  opera- 
tor license: 

(1)  Ability  to  transmit  and  receive 
spoken  messages  in  English. 

(2)  Written  examination  elements:  1, 

2,  3.  and  4. 

(c)  Radiotelegraph  second-class  oper- 
ator license: 

(1)  Ability  to  transmit  and  receive 
spoken  messages  in  English. 

(2)  Transmitting  and  receiving  code 
test  of  sixteen  (16)  code  groups  per 
minute. 


•See  §  13.28. 
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(3)  Written  examination  elements:  1, 
2,  5.  and  6. 

(d>  Radiotelegraph  first-class  opera- 
tor license: 

(1)  Ability  to  transmit  and  receive 
spoken  messages  In  English. 

<2)  Transmitting  and  receiving  code 
test  of  twenty-five  <25)  words  per  min- 
ute plain  language  and  twenty  (20)  code 
groups  per  minute. 

(3)  Written  examination  elements:  1. 
2,  5.  and  6. 

(e)  Restricted  radiotelephone  operator 
permit:  No  oral  or  written  examination 
is  required  for  this  permit.  In  lieu 
thereof,  applicants  will  be  required  to 
certify  in  writing  to  a  declaration  which 
states  that  the  applicant  has  need  for 
the  requested  permit;  can  receive  and 
transmit  spoken  messages  in  English; 
can  keep  at  least  a  rough  written  log  in 
English  or  in  some  other  language  In 
general  use  that  can  be  readily  trans- 
lated into  English;  is  familiar  with  the 
provisions  of  treaties,  laws  and  rules  and 
regulations  governing  the  authority 
granted  under  the  requested  permit :  and 
understands  that  it  is  his  respon.sibility 
to  keep  currently  familiar  with  all  such 
provisions. 

(f)  Restricted  radiotelegraph  operator 
permit: 

(1)  Transmitting  and  receiving  code 
test  of  sixteen  (16)  code  groups  per 
minute. 

(2)  Written  examination  elements:  1, 
2,  and  5. 

S  13.23  Form  of  writing.  Written  ex- 
amination shall  be  In  English  and  shall 
be  written  by  the  applicant  In  longhand 
In  ink,  except  that  diagrams  may  be  in 
pencil. 

§  13.24  Passing  mark.  A  passing 
mark  of  75  percent  of  a  possible  100  per- 
cent will  be  required  on  each  element 
of  a  written  examination. 

9  13.25  New  class,  additional  require- 
ments. The  holder  of  a  license,  who  ap- 
plies for  another  class  of  license,  will  be 
required  to  pass  only  the  added  exam- 
ination elements  for  the  new  class  of 
license.  However,  no  person  holding  a 
new.  duplicate,  or  replacement  restricted 
radiotelephone  operator  permit  Lssued 
upon  the  basis  of  a  declaration,  or  a  re- 
newed restricted  radiotelephone  opera- 
tor permit  which  renews  a  permit  issued 
upon  the  basis  of  a  declaration,  shall, 
by  reason  of  the  declaration  or  the  is- 
suance of  the  permit  based  thereon,  be 
relieved  of  qualifying  by  examination  on 
any  phase  of  the  subject  matter  of  the 
declaration  when  applying  for  any  other 
operator  llcen.se  or  permit  for  which  ex- 
amination on  any  subject  matter  Is 
required. 

S  13.26  Canceling  and  issuing  new  li- 
censes. If  the  holder  of  a  license  quali- 
fies for  a  higher  class  in  the  same  group, 
the  licen.se  held  will  be  canceled  upon 
the  Issuance  of  the  new  license.  Simi- 
larly, if  the  holder  of  a  restricted  oper- 
ator permit  qualifies  for  a  first-  or  sec- 
ond-class operator  license  of  the  corre- 
sponding type,  the  permit  held  will  be 
canceled  upon  issuance  of  the  new 
license. 

8  13.27  Eligibility  for  reexamination. 
An  applicant  who  falls  an  examination 


element  will  be  Ineligible  for  2  months  * 
to  take  an  examination  for  any  cla.ss  of 
license  requiring  that  element.  Exam- 
ination elements  will  be  graded  in  the 
order  listed,'"  and  an  applicant  may. 
without  further  application,  be  issued 
the  class  of  license  for  which  he  qualifies. 

§  13.28  Renewal  examinations  and 
exceptions.  A  restricted  radiotelephone 
operator  permit  may  be  renewed  with- 
out ea^^mination  or  showing  of  service 
and  upon  the  same  basis  as  an  original 
permit  of  this  class  is  issued.  A  license  of 
any  other  class  may  be  renewed  without 
examination  provided  the  service  record 
on  the  license  "  shows  at  least  3  years' 
satisfactory  service  In  the  aggregate  dur- 
ing the  license  term  and  while  actually 
employed  as  a  radio  operator  under  that 
license,  or  shows  at  least  2  years'  service 
in  the  aggregate,  under  the  same  condi- 
tions, of  which  1  year  must  have  been 
continuous  and  immediately  prior  to  the 
date  of  application  for  renewal. 

If  the  above  requirements  have  not 
been  fulfilled,  but  the  service  record 
shows  at  least  3  months'  satisfactory 
service  In  the  aggregate,  while  actually 
employed  as  a  radio  operator  under  the 
license  during  the  last  3  years  of  the 
license  term,  a  license  may  be  renewed 
upon  the  successful  completion  of  a  re- 
newal examinaton  which  may  be  taken 
at  any  time  during  the  last  year  of  the 
license  term. 

Renewal  examinations  will  consist  of 
the  same  elements  as  for  original  li- 
censes. However,  the  written  examina- 
tion will  be  directed  toward  a  determina- 
tion of  the  applicant's  qualifications  to 
continue  to  hold  the  license  for  which  he 
has  previously  qualified.  If  the  renewal 
examination  is  not  successfully  com- 
pleted before  expiration  of  the  license 
sought  to  be  renewed,  or  If  the  service 
Is  not  acceptable,  the  applicant  will  be 
examined  as  for  the  original  license. 

CODE  TESTS 

S  13.41  Transmitting  speed  require- 
ments. An  applicant  Is  required  to 
transmit  correctly  In  the  International 
Morse  code  for  1  minute  at  the  rate  of 
speed  prescribed  in  this  part  for  the 
class  of  license  desired. 

5  13.42  Transmitting  test  procedure. 
Transmitting  tests  shall  be  performed  by 
the  use  of  the  conventional  Morse  key 
except  that  a  semi-automatic  key,  if  fur- 
nished by  the  applicant,  may  be  used  In 
transmitting  code  tests  of  25  words  per 
minute. 

§  13.43  Receiving  speed  requirements. 
An  applicant  Is  required  to  receive  the 
International  Morse  code  by  ear.  and  leg- 


ibly transcribe,  consecutive  words  or 
code  groups  for  a  period  of  1  minute  with- 
out error  at  the  rate  of  speed  specified  in 
the  rules  for  the  class  of  license  for  which 
the  application  is  made. 

§  13.44  Receiving  test  procedure.  Re- 
ceiving code  tests  shall  be  written  in  long- 
hand either  in  Ink  or  pencil  except  that 
in  the  ca.se  of  the  25  words  per  minute 
code  test  a  typewriter  may  be  used  when 
furnished  by  the  applicant. 

§  13.45  Computing  words  or  code 
groups.  Each  five  characters  shall  be 
counted  as  one  word  or  code  group. 
Pimctuation  marks  or  figures  count  as 
two  characters. 

SCOPE  OF  AUTHORITY 

§  13.61  Operating  authority.  The 
various  cla.sscs  of  commercial  radio  op- 
erator licenses  Issued  by  the  Commission 
authorize  the  holders  thereof  to  operate 
radio  stations,  except  amateur,  as  fol- 
lows :  " 

(a)  Radiotelegraph  first-class  operator 
license.    Any  station  except — 

(1)  Stations  transmitting  television,  or 

(2)  Any  of  the  various  classes  of  broad- 
cast stations  other  than  remote  pickup 
and  ST  broadcast  stations,  or 

<3)  On  a  cargo  vessel  (other  than  a 
vessel  operated  exclusively  on  the  Great 
Lakes)  required  by  treaty  or  statute  to 
be  equipped  with  a  radiotelegraph  in- 
stallation, the  holder  of  this  class  of  li- 
cense may  not  act  as  chief  or  sole  opera- 
tor until  he  has  had  at  least  6  months' 
satisfactory  service  In  the  aggregate  as 
a  qualified  radiotelegraph  operator  In  a 
station  on  board  a  ship  or  ships  of  the 
United  States. 

(b)  Radiotelegraph  second-class  oper- 
ator license.    Any  station  except — 

(1)  Stations  transmitting  television,  or 

(2)  Any  of  the  various  classes  of  broad- 
cast stations  other  than  remote  pickup 
and  ST  broadcast  stations,  or 

(3)  On  a  passenger  "  vessel  required  by 
treaty  or  statute  to  maintain  a  continu- 
ous radk)  watch  by  operators  or  on  a  ves- 
sel haying  continuous  hours  of  service 
for  public  correspondence,  the  holder  of 
this  class  of  license  may  not  act  as  chief 
operator,  or 

(4)  On  a  vessel  (other  than  a  vessel 
operated  exclusively  on  the  Great  Lakes  > 
required  by  treaty  or  statute  to  be 
equipped  with  a  radiotelegraph  Installa- 
tion, the  holder  of  this  class  of  llcen.se 
may  not  act  as  chief  or  sole  operator  un- 
til he  has  had  at  least  6  months'  satisfac- 
tory service  in  the  aggregate  as  a  quali- 
fied radiotelegraph  operator  In  a  station 
on  board  a  ship  or  ships  of  the  United 
States. 

(c)  Restricted  radiotelegraph  operator 
permit.    Any  station  except — 

(1)  Stations  transmitting  television,  or 


•  A  month  after  date  Is  the  same  day  of  the 
following  month,  or  If  there  Is  no  such  day. 
the  last  day  of  such  month.  This  principle 
applies  for  other  periods.  For  example,  in  the 
case  of  the  2-month  period  to  which  this 
note  refers,  an  applicant  examfned  Decem- 
ber 1  may  be  reexamined  February  1,  and  an 
applicant  examined  December  29,  30.  or  31 
may  be  reexamined  the  last  day  of  February, 
while  one  examined  February  28  may  be  re- 
examined April  28. 

-See   5  13.21. 

"See  §!  13.91  to  13.94,  Inclusive. 


"  For  temporary  authority  granted  holders 
of  valid  first  and  second  cla.ss  operator  li- 
censes, either  radiotelephone  or  radiotele- 
graph, to  perform  adjustments,  servicing  and 
maintenance  of  ship  radar  stations  licensed 
in  the  Ship  Service,  see  footnote  71,  f  8.195. 
of  the  Commission's  rviles  governing  ship 
service. 

"  A  ship  shall  be  considered  a  passenger 
ship  If  It  carries  or  Is  licensed  or  certificated 
to  carry  more  than  12  passengers.  A  CRrgo 
ship  means  any  ship  not  a  passenger  ship. 
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(2)  Any  of  the  various  classes  of  broad- 
cast stations  other  than  remote  nickup 
and  ST  broadcast  stations,  or 

(3>  Ship  stations  licensed  to  use  te- 
lephony for  communication  with  coastal 
telephone  stations,  or 

(4)  Radiotelegraph  stations  on  board 
a  vessel  required  by  treaty  or  statute  to 
be  equipped  with  a  radio  installation,  or 

(5)  Ship  telegraph,  coastal  telegraph 
or  marine-relay  stations  open  to  public 
corre.spondence ; 

Provided,  That,  in  the  case  of  equipment 
designed  for  and  using  telephone  or  fac- 
simile transmissions:  (1)  Such  operator 
Is  prohibited  from  making  adjustments 
that  may  result  in  improper  transmitter 
operation,  and  (2)  the  equipment  is  .so 
designed  that  none  of  the  operations  nec- 
essary to  be  performed  during  the  course 
of  normal  rendition  of  service  may  cause 
ofT-frequency  operation  or  result  in  any 
unauthorized  radiation,  and  t3)  any 
needed  adjustments  of  the  transmitter 
which  may  affect  proper  operation  of  the 
station  are  regularly  made  by  or  in  the 
presence  of  an  operator  holding  a  first- 
or  second-class  license,  either  radiotele- 
phone or  radiotelegraph,  who  shall  be 
responsible  for  the  proper  operation  of 
the  equipment. 

(d)  Radiotelephone  first-class  operator 
license.    Any  station  except — 

(1)  Stations  transmitting  telegraphy 
by  any  type  of  the  Morse  Code,  or 

(2)  Ship  stations  licensed  to  use 
telephony  and  power  in  excess  of  100 
watts  for  communication  with  coastal 
telephone  stations. 

(e)  Radiotelephone  second-class  oper- 
ator license.   Any  station  except— 

(1)  Stations  transmitting  telegraphy 
by  any  type  of  the  Morse  Code,  or 

(2)  Standard  broadcast  stations,  or 

(3)  International  broadcast  stations. 

or 

(4)  FM  broadcast  stations,  or 

(5)  Non-commercial  educational  FM 
broadcast  stations  with  transmitter 
power  rating  in  excess  of  1  kilowatt,  or 

(6)  Television  broadcast  stations  li- 
censed for  commercial  operation,  or 

(7)  Ship  stations  licensed  to  use  te- 
lephony and  power  in  excess  of  100  watts 
for  communication  with  coastal  tele- 
phone stations. 

(f)  Restricted  radiotelephone  operator 
permit.    Any  station  except— 

(1)  Stations  transmitting  television,  or 

(2)  Stations  transmitting  telegraphy 
by  any  type  of  the  Morse  Code,  or 

(3)  Any  of  the  various  classes  of  broad- 
cast stations  other  than  remote  pickup 
and  ST  broadcast  stations,  or 

(4)  Coastal  telephone  stations  or 
coastal  harbor  stations  other  than  in  the 
Territory  of  Alaska,  or 

(5)  Ship  stations  licensed  to  u.se  te- 
lephony for  communication  with  coastal 
telephone  stations; 

Provided.  That,  ( 1 )  Such  operator  is  pro- 
hibited from  making  any  adjustments 
that  may  result  in  improper  transmitter 
operation,  and  (2)  the  equipment  is  so 
designed  that  none  of  the  operations 
necessary  to  be  performed  during  the 
course  of  normal  rendition  of  service  may 
cau.se  off-frequency  operation  or  result 
In  any  unauthorized  radiation,  and  «3) 
any  needed  adjustments  of  the  trans- 
No.  64 8 
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mitter  that  may  affect  the  proper  oper- 
ation .of  the  station  are  regularly  made 
by  or'  In  the  presence  of  an  operator 
holding  a  first-  or  second-class  license, 
either  radiotelephone  or  radiotelegraph, 
who  shall  be  responsible  for  the  proper 
operation  of  the  equipment. 

§  13.62  Special  privileges.  In  addition 
to  the  operating  authority  granted  under 
§  13.61,  the  following  special  privileges 
are  granted  the  holders  of  commercial 
radio  operator  licenses : 

(a)  The  holder  of  any  class  of  commer- 
cial radio  operator  license  may  operate 
any  station  in  the  experimental  service 
while  using  frequencies  solely  above  300 
megacycles. 

(b)  The  holder  of  any  class  of  radio- 
telephone operator  license,  whose  license 
authorizes  him  to  operate  a  station  while 
tran.smitting  telephony,  may  operate  the 
same  station  when  transmitting  on  the 
same  frequencies,  any  type  of  telegraphy 
under  the  following  conditions: 

<1)  When  transmitting  telegraphy  by 
automatic  means  for  identification,  for 
testing,  or  for  actuating  an  automatic 
selective  signaling  device,  or 

(2)  When  properly  serving  as  a  relay 
station  and  for  that  purpose  retransmit- 
ting by  automatic  means,  solely  on  fre- 
quencies above  50  megacycles,  the  signals 
of  a  radiotelegraph  station,  or 

(3)  When  transmitting  telegraphy  as 
an  incidental  part  of  a  program  intended 
to  be  received  by  the  general  public, 
either  directly  or  through  the  intermedi- 
ary of  a  relay  station  or  stations. 

§  13.63  Operator's  responsibility.  The 
licensed  operator  responsible  for  the 
maintenance  of  a  transmitter  may  per- 
mit other  persons  to  adjust  a  transmitter 
in  his  presence  for  the  purpose  of  carry- 
ing out  tests  or  making  adjustments  re- 
quiring specialized  knowledge  or  skill, 
provided  that  he  shall  not  be  relieved 
thereby  from  responsibility  for  the  proper 
operation  of  the  equipment. 

§  13.64  Obedience  to  lawful  orders. 
All  licensed  radio  operators  shall  obey 
and  carry  out  the  lawful  orders  of  the 
master  or  person  lawfully  In  charge  of 
the  ship  or  aircraft  on  which  they  are 
employed. 

§  13.65  Damage  to  apparatus.  No  li- 
censed radio  operator  shall  willfully  dam- 
age, or  cause  or  permitto  be  damaged, 
any  radio  apparatus  or  Installation  in 
any  licensed  radio  station. 

• 

§  13.66  Unnecessary,  unidentified,  or 
superfluous  communications.  No  li- 
censed radio  operator  shall  transmit  un- 
necessary, unidentified,  or  superfiuous 
radio  communications  or  signals. 

§  13.67  Obscenity,  indecency,  profan- 
ity. No  licenseclgradio  operator  or  other 
person  shall  transmit  communications 
containing  obscene,  indecent,  or  profane 
words,  language,  or  meaning. 

§  13.68  False  signals.  No  licensed 
radio  operator  shall  transmit  false  or 
deceptive  signals  or  communications  by 
radio,  or  any  call  letter  or  signal  which 
has  not  been  assigned  by  proper  author- 
ity to  the  radio  station  he  Is  operating. 

§  13.69  Interference.  No  licensed 
radio  operator  shall  willfully  or  mall- 
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clously  Interfere  with  or  cause  interfer- 
ence to  any  radio  communication  or 
signal. 

§  13.70  Fraudulent  licenses.  No  li- 
censed radio  operator  or  other  person 
shall  obtain  or  attempt  to  obtain,  or 
assist  another  to  obtain  an  operator's 
license  by  fraudulent  means. 

MISCELLANEOUS 

§  13.71  Issue  of  duplicate  or  replace- 
ment licenses,  (a)  An  operator  whose 
license,  permit  or  authorization  has  been 
lost,  mutilated  or  destroyed  shall  Imme- 
diately notify  the  Commission.  A  prop- 
erly executed  application  for  duplicate 
should  be  submitted  to  the  office  of  Issue, 
embodying  a  statement  of  the  circum- 
stances involved  in  the  loss,  mutilation 
or  destruction  of  the  license  or  permit 
for  which  a  duplicate  is  desired.  If  the 
license  or  permit  has  been  lost,  the  ap- 
plicant must  state  that  reasonable  search 
has  been  made  for  it.  and  further,  that 
in  the  event  It  be  found  either  the  orig- 
inal or  the  duplicate  will  be  returned  for 
cancellation.  The  applicant  should  also 
submit  documentary  evidence  of  the 
service  that  has  been  obtained  under 
the  original  license  or  permit,  or  a  .state- 
ment under  oath  or  affirmation  embody- 
ing that  information. 

(b)  The  holder  of  any  license,  permit 
or  authorization  whose  name  Is  legally 
changed  may  make  application  for  re- 
placement document  to  indicate  the  new 
legal  name,  by  submitting  a  properly  ex- 
ecuted application  to  the  office  of  issue, 
accompanied  by  the  license,  permit  or 
authorization  affected  and  by  docu- 
mentary evidence  of  the  legality  of  the 
name  change. 

§  13.72  Exhibiting  signed  copy  of  ap- 
plication. When  a  duplicate  or  replace- 
ment operator  license  or  permit  has  been 
requested,  or  request  has  been  made  for 
renewal  upon  service  or  for  an  endorse- 
ment or  a  verification  card,  the  operator 
shall  exhibit  in  lieu  of  the  original  docu- 
ment a  signed  copy  of  the  application 
which  has  been  submitted  by  iiim. 

§  13.73  Verification  card.  The  holder 
of  an  operator  license  or  p>ermit  of  the 
diploma  form  (as  distinguished  from 
such  document  of  the  card  form)  may, 
by  filing  a  properly  executed  application 
accompanied  by  his  license  or  permit, 
obtain  a  verification  card."  This  card 
may  be  carried  on  the  person  of  the 
operator  in  lieu  of  the  original  license  or 
permit  when  operating  any  station  at 
which  posting  of  an  operator  license  Is 
not  required:  Provided.  That  the  licen.se 
is  readily  accessible  within  a  reasonable 
time  for  inspection  upon  demand  by  an 
authorized   Government   representative. 

§  13.74  Posting  requirements  for  op- 
erator, (a)  Performing  duties  other 
than,  or  in  addition  to,  service  or  main- 
tenance, at  two  or  more  stations.  The 
holder  of  any  class  of  radio  operator  li- 
cense or  permit  of  the  diploma  form  (as 
distinguished  from  the  card  form»  who 
performs  any  radio  operating  duties,  as 
contrasted  with  but  not  necessarily  exclu- 
sive of  service  or  maintenance  duties,  at 
two  or  more  stations  at  which  posting  of 

"Form  758-F. 
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RULES  AND  REGULATIONS 


his  license  or  permit  Is  required  shall 
post  at  one  such  station  his  operator  li- 
cense or  p>ermit  and  shall  post  at  all  other 
such  stations  a  duly  Issued  verified  state- 
ment." 

( b  >  Performing  service  or  maintenance 
duties  at  one  or  more  stations.  The 
holder  of  a  radiotelephone  or  radiotele- 
graph first-  or  second-class  radio  oper- 
ator license  who  performs,  or  supervises. 
and  is  responsible  for  service  or  mainte- 
nance work  on  suiy  transmitter  of  any 
station  for  which  a  station  license  is  re- 
quired, s'.aJl  post  his  license  at  the  trans- 
mitter involved  whenever  the  transmitter 
is  in  actual  operation  while  service  or 
maintenance  work  is  being  performed: 
Provided.  That  in  lieu  of  posting  his  li- 
cense, he  may  have  on  his  person  either 
his  license  or  a  verification  card :  "  And 
provided  further.  That  if  he  performs 
operating  duties  in  addition  to  service  or 
maintenance  duties  he  shall,  in  lieu  of 
complying  with  the  foregoing  provisions 
of  this  paragraph,  comply  with  the  post- 
ing requirements  applicable  to  persons 
performing  such  ojierating  duties,  as  set 
forth  in  paragraph  (a)  of  this  section, 
and  in  the  rules  and  regulations  appli- 
cable to  each  service. 

§  13.75  Record  of  service  and  mainte- 
nance duties  performed.  In  every  case 
where  a  station  log  or  service  and  main- 
tenance records  are  required  to  be  kept, 
and  where  service  or  maintenance  duties 
are    performed    which    may    affect    the 


DEPARTMENT  OF  COMMERCE 

Office  of  Industry  Cooperation 

VonjNTARY  Steel  Allocation  Plan  for 
Construction.  Convehsion  and  Repair 
OF  EtoiizsTic  Preight-Cabrying  Barges 
AND  Towing  Vessels 

termination    of   delegated   AtJTHORITY 

In  accordance  with  paragraph  4  of  the 
Amended  Voluntary  Plan,  under  Public 
Law  395.  80th  Congress,  for  Allocation  of 
8teel  Products  for  the  Construction,  Con- 
version and  Repair  of  Domestic  Preight- 
Carryins;  Barges  and  Towing  Vessels  (14 
P.  R.  6€8>.  the  EHrector  of  the  Office  of 
Defense  Transportation  has  requested 
the  Secretary  of  Commerce  to  relieve 
him.  effective  April  16,  1949.  of  the  re- 
sponsibility of  carrying  on  the  functions 
and  the  activities  prescribed  for  and  dele- 
gated to  him  and  to  the  Office  of  De- 
fen.se  Transportation,  under  the  said 
Plan.  Accordingly,  all  authority  here- 
tofore delegated  by  the  Secretary  of 
Commerce  to  the  Director  of  the  Office  of 
Defense  Transportation  and  to  the  Office 
of  Ekfense  Transportation,  under  or  In 
connection  with  the  above  Plan  (in  its 
origmal  or  amended  form^  is  hereby  ter- 
minated, effective  at  the  close  of  business 
on  April  16.  1949. 

Thereafter,  the  said  Plan  will  be  ad- 
ministered by  the  Director  of  the  Office  of 


proper  operation  of  a  station,  the  respon- 
sible operator  shall  sign  and  date  an  entry 
in  the  log  of  the  station  concerned, or  in 
the  station  maintenance  records  if  no  log 
Is  required,  giving: 

(a>  Pertinent  details  of  all  service  and 
maintenance  work  performed  by  him  or 
under  his  supervision; 

(b)  His  name  and  address;  and 

(c)  The  class,  serial  number  and  ex- 
piration date  of  his  license; 

Provided,  That  the  responsible  operator 
shall  not  be  subject  to  requirements  (b) 
and  (c)  of  this  section  in  relation  to  a 
station,  or  stations  of  one  licensee  at  a 
single  location,  at  which  he  is  regularly 
employed  as  an  operator  on  a  full  time 
basis  and  at  which  his  license  is  properly 
posted. 

service 

5  13.91  Endorsement  of  service  rec- 
ord. A  station  licensee,  or  his  duly  au- 
thorized agent,  or  the  master  of  a  vessel 
acting  as  the  agent  of  a  licensee,  shall 
endorse  the  service  record  appearing  on 
said  operator  license,  showing  the  call 
letters  and  types  of  emission  of  the  sta- 
tion operated,  the  nature  and  period  of 
employment,  and  quality  of  performance 
of  duty. 

8  13.92  Aviation  service  endorsement. 
If  the  operator  has  operated  more  than 
three  stations  in  the  aviation  service,  the 
of  the  aviation  chain  or  company  in  lieu 
service  may  be  shown  by  giving  the  name 
of  li-sting  the  call  letters  of  the  several 
stations. 


NOTICES 


Industry  Cooperation,  In  the  Office  of 
the  Secretary  of  Commerce,  in  accord- 
ance with  the  procedures  established  for 
the  administration  of  voluntary  plans 
under  Public  Law  335.  80th  Congress,  as 
amended,  and  Executive  Order  9919. 

[seal]  Charles  Sawteh, 

Secretary  of  Commerce. 

March  31,  1949. 

IF.    R.    Doc.    49-2511;    Filed.    Apr.    4,    1949: 
8:49  a.  m.j 
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Voluntary  Steel  Allocation  Plan  for 
Construction  of  Domestic  Railway 
Freight  Cars  and  Repair  of  Railroad 
Rolling  Stock 

termination  of  delegated  authority 

In  accordance  with  paragraph  8  of 
the  Amended  Voluntary  Plan,  under  Pub- 
lic Law  395.  80th  Confess,  for  Alloca- 
tion of  Steel  Product^or  Construction 
of  Domestic  Freight  Cars  and  the  Repair 
of  Railroad  Rolling  Stock  (14  F.  R.  667). 
the  Director  of  the  Office  of  Defense 
Transportation  has  requested  the  Secre- 
tary of  Commerce  to  relieve  him.  effec- 
tive April  16.  1949.  of  the  responsibility 
of  carrying  on  the  functions  and  the  ac- 
tivities prescribed  for  and  delegated  to 
him  and  to  the  Office  of  Defense  Trans- 
portation, under  the  said  Plan.  Accord- 
ingly, all  authority  heretofore  delegated 
by  the  Secretary  of  Commerce  to  the  Di- 
rector of  the  Office  of  Defense  Transpor- 


S  13.93  Service  acceptability.  Credit 
will  b^allowed  only  for  satisfactory  serv- 
ice obtained  under  conditions  that  re- 
quired the  employment  of  licen.sed  oper- 
ators, or  when  obtained  at  United  States 
Government  stations. 

§  13.94  Statement  in  lieu  of  service 
endorsement.  The  holder  of  a  radiotele- 
graph license  or  a  restricted  radiotele- 
graph operator  permit  desiring  an  en- 
dorsement to  be  placed  thereon  attesting 
to  an  aggregate  of  at  least  6  months' 
satisfactory  service  as  a  qualified  oper- 
ator on  a  ves.sel  of  the  United  States, 
may,  in  the  event  documentary  evidence 
cannot  be  produced,  submit  to  any  office 
of  the  Commi.ssion  a  statement  under 
oath  accompanied  by  the  license  to  be 
endorsed,  embodying  the  following: 

(a)  Names  of   ships   at   which   em- 
ployed ; 

(b)  Call  letters  of  stations; 

(c )  Types  of  e*ni.ssion  u.sed ; 

(d)  Type  of  service  performed  as  fol- 
lows : 

(1)  Manual  radiotelegraph  operation 
only;  and 

(2)  Transmitter  control  only;  or 

(3)  Combination  of  (1)  and  (2)  run- 
ning concurrently; 

(e)  Whether  service  was  satisfactory 
or  unsatisfactory; 

(f)  Period  of  employment; 

(g)  Name  of  master,  employer,  licen- 
see, or  his  duly  authorized  agent. 

(P.    R.    Doc.    49-2518;    Filed,    Apr.    4,    1949; 
8  51  a.  m.| 


tation  and  to  the  Office  of  Defen.se  Trans- 
portation, under  or  in  connection  with 
the  above  Plan  (in  its  original  or  amended 
form) .  including  the  delegation  published 
at  13  P.  R.  2142,  is  hereby  terminated, 
effective  at  the  close  of  business  on  April 
16.  1949. 

Thereafter,  the  said  Plan  will  be  ad- 
ministered by  the  Director  of  the  Office 
of  Industry  Cooperation,  in  the  Office  of 
the  Secretary  of  Commerce,  in  accord- 
ance with  the  procedures  established  for 
the  administration  of  voluntary  plans 
under  Public  Law  395.  80th  Congress,  as 
amended,  and  Executive  Order  9919. 

[seal]  Charles  Sawyer, 

Secretary  of  Commerce. 

March  31.  1949 

(F.    R.    Doc.    «-2512;    FUed,    Apr.    4.    1949: 
8:50  a.  m  I 

voluntaky  plans  under  public  law  395. 
80th  Congress 

NOTICE  of  continuance  OF  CERTAIN  EXIST- 
ING VOLUNTARY  PLAN3  UNDER  EXTENSION' 
OF  AUTHORITY  AND  WITHDRAWAL  OF  RE- 
QUESTS FOR  UNILATERAL  ACTION 

Correction 

In  Federal  Register  Document  49-1887. 
appearing  on  page  1138  of  the  issue  for 
Saturday.  March  12.  1949.  paragraph  (b) 
11  should  read  as  follows: 

11.  Gas  Pipe  Line  to  Atomic  Energy 
Commission  Plant  (14  P.  R.  943 ». 


Tuesday,  April  5,  1949 
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Office    of    International    Trade 

[Case  No.  47] 

SEB4ADIS  k  Co.   AND  PetER  K.  SeMADIS 

ORDER    DENYING    LICENSE    PRIVILEGES 

In  the  matter  of  Semadis  &  Company, 
Peter  K.  Semadis.  641  8th  Avenue,  New 
York.  New  York. 

This  proceeding  was  begun  February 
16.  1949.  by  the  mailing  of  a  charging 
letter  to  the  above  named  respondents 
wherein  the  Office  of  International  Trade 
charged  respondents  with  having  vio- 
lated section  6  of  the  act  of  July  2,  1940 
•  54  Stat.  714  i .  as  amended,  and  the  regu- 
lations issued  thereunder,  by  filing  ten 
applications  pursuant  to  which  export 
licenses  were  issued  for  the  shipment  of 
multiple  gift  parcels  on  behalf  of  specific 
donors  in  the  United  States  to  sp>ecific 
donees  in  Greece,  which  applications 
were  alleged  to  be  false  and  fraudulent 
In  that  the  lists  of  donors  submitted  as 
parts  of  such  applications  contained 
large  numbers  of  names  of  persons  from 
whom  respondents  held  no  orders  for  the 
shipment  of  such  gift  parcels. 

A  hearing  was  held  on  said  charges 
before  the  Compliance  Commi.'^sioner  of 
the  Office  of  International  Trade  in 
Washington,  D.  C.  pursuant  to  notice 
Riven  In  the  charging  letter,  on  March  9. 
1949.  Respondents  failed  to  appear  and 
their  default  was  noted.  Testimony  and 
documentary  evidence  was  offered  on 
behalf  of  the  Office  of  International 
Trade  and  was  received  in  evidence  and 
a  verbatim  transcript  was  taken.  The 
Compliance  Commissioner,  after  review- 
ing the  transcript  and  after  due  consid- 
eration of  the  record,  on  March  23.  1949, 
filed  his  report  in  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commissioner 
that  respondent  Peter  K.  Semadis  is  and 
at  all  times  relevant  to  this  proceeding 
was  an  individual  engaged  in  New  York 
City,  under  the  trade  name  of  respond- 
ent Semadis  &  Company.  In  the  solicita- 
tion of  orders  for  gift  parcels  of  food  for 
shipment  to  Greece  and  In  the  making  of 
such  shipments;  that  during  the  period 
from  approximately  April  1948  through 
October  1948  respdhdents  filed  with  the 
Office  of  Intern<Blonal  Trade  ten  appli- 
cations for  export  licenses,  which  licenses 
were  issued  to  respondents,  for  the  mak- 
ing of  multiple  shipments  of  gift  parcels 
on  behalf  of  specific  named  donors  in  the 
United  States  to  specific  named  donees 
in  Greece;  that  such  applications  were 
accompanied  by  lists  of  alleged  donors 
which  lists  were  false  and  fictitious,  and 
were  known  to  respondents  to  be  so.  in 
that  a  large  number  of  such  alleged 
donors  had  not  placed  orders  for  gift 
parcels  with  respondents;  that  the  names 
of  numerous  falsely  listed  donors  ap- 
peared on  more  than  one  application  and 
in  some  ckses  more  than  once  on  the 
same  application,  either  in  Identical  form 
or  with  slight  variations  In  spelling;  that 
a  fair  and  representative  sampling  and 
spot  checking  of  donor  lists  indicates 
that  false  donors  were  listed  with  such 


frequency  and  under  such  circumstances 
as  to  result  In  the  necessary  inference 
that  such  names  were  obtained  by  re- 
spondents from  lists  supplied  by  other 
concerns  and  were  used  regularly  as  part 
of  a  fixed  plan  or  design  to  make  large 
shipments  of  food  parcels  to  Greece  in 
violation  of  the  export  control  regula- 
tions; and  that  in  supplying  such  false 
lists  of  donors  respondents  submitted 
false  Information  to  the  Office  of  Inter- 
national Trade  intentionally  and  fraud- 
ulently and  thereby  violated  the  regula- 
tions Issued  pursuant  to  section  6  of  the 
act  of  July  2.  1940  (54  Stat.  714 »,  as 
amended,  and  section  35A  of  the  United 
States  Criminal  Code  (18  U.  S.  C.  80). 

The  Compliance  Commissioner  has  ac- 
cordingly recommended  that  respondents 
be  denied  the  privilege  of  obtaining  or 
using  or  participating  directly  or  indi- 
rectly In  the  obtaining  or  using  of  export 
licenses,  including  general  licen.ses,  for 
such  time  and  to  such  extent  af  licenses 
for  exports  are  required  by  law :  that  such 
denial  of  export  license  privileges  be 
made  applicable  not  only  to  each  of  said 
respondents  but  also  to  any  trade  name, 
firm,  corporation  or  business  association 
in  which  respondent  Peter  K.  Semadis 
shall  be  or  become  a  partner  or  have  a 
controlling  Interest  or  hold  a  position  of 
responsibility;  and  that  all  outstanding 
export  licenses  held  by  or  issued  In  the 
name  of  either  of  said  respondents  be 
revoked  and  ordered  returned  forthwith 
to  the  Office  of  International  Trade  for 
cancellation. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have 
been  carefully  considered  together  with 
the  record  in  this  matter  and  it  appears 
that  such  findings  are  supported  by  the 
record  and  that  such  recommendations 
are  reasonable  and  should  be  adopted. 

Now.  therefore,  it  is  ordered  as  follows: 
(1)  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtain- 
ing or  using  or  participating  directly  or 
Indirectly  In  the  obtaining  or  using  of 
export  licenses,  including  general  li- 
censes, for  such  time  and  to  such  extent 
as  licenses  for  exports  are  required  by 
law. 

(2)  Such  denial  of  export  license  priv- 
ileges shall  extend  not  only  to  each  of 
said  respondents  but  also  to  any  trade 
name,  firm,  corporation  or  business  as- 
sociation In  which  respondent  Peter  K. 
Semadis  shall  be  or  become  a  partner 
or  have  a  controlling  interest  or  hold  a 
position  of  responsibility. 

(3)  All  outstanding  export  licenses 
held  by  or  issued  in  the  names  of  either 
of  said  respondents  are  hereby  revoked 
and  shall  be  forthwith  returned  to  the 
Office  of  International  Trade  for  can- 
cellation. 

Dated:  March  24,  1949. 

LORING  K.  MaCY. 

Acting  Director, 
Commodities  Division. 

[P.    R.    Doc.    49-2500;    Filed.    Apr.    4,    19491 
8:48  a.  m.] 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

notice  of  issuance  of  special 
certificates 

Notice  is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
handicapped  clients  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates 
applicable  under  .section  6  of  the  Fair 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  i-ssued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under  section  14  of  the  Fair  Labor 
Standards  Act  of  1938  (.sec.  14.  52  Stat. 
1068 ;  29  U.  S.  C.  214  •  and  Part  525  of  the 
regulations  I.ssued  thereunder  '29  CFR, 
Cum.  Supp.,  Part  525,  amended  11  F.  R. 
9556  > ,  and  under  sections  4  and  6  of  the 
Walsh-Healey  Public  Contracts  Act  (.sees. 
4.  6.  49  Stat.  2038;  41  U.  S.  C.  38.  40)  and 
Article  1102  of  the  regulations  issued 
pursuant  thereto  (41  CFR,  Cum.  Supp., 
201.1102». 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Institute  for  the  Crippled  and  Dis- 
abled. 400  First  Avenue.  New  York  10, 
New  York;  at  a  wage  rate  of  not  le.ss  than 
the  piece  rate  paid  "non-handicapped 
employees  engaged  in  the  same  occupa- 
tion in  regular  commercial  Indu.stry 
maintaining  approved  labor  standards^^ 
or  not  less  than  10  cents  per  hour,  which- 
ever is  higher,  and  a  rate  of  not  less  than 
10  cents  for  each  new  client  during  his 
Initial  4-week  evaluation  period  In  the 
workshop:  certificate  Is  effective  April  1, 
1949,  and  expires  March  31,  1950. 

Institute  for  the  Crippled  and  Dis- 
abled, Therapy  Division,  400  First  Ave- 
nue. New  York  10.  New  York;  at  a  wage 
rate  of  not  less  than  the  piece  rate  paid 
non-handicapped  employees  engaged  in 
the  same  occupation  in  regular  commer- 
cial industry  maintaining  approved  labor 
standards,  or  not  less  than  5  cents  per 
hour,  whichever  is  higher,  and  a  rate  of 
not  less  than  5  cents  for  each  new  client 
during  his  Initial  4-week  evaluation  pe- 
riod In  the  work.shop;  certificate  is  effec- 
tive April  1,  1949,  and  expires  March  31, 
1950. 

Pennsylvania  Working  Home  for  Blind 
Men,  36th  &  Lancaster  Avenue,  Phila- 
delphia. Pennsylvania:  at  a  wage  rate 
of  not  less  than  the  piece  rate  paid  non- 
handicapped  employees  engaged  in  the 
same  occupation  in  regular  commercial 
Industry  maintaining  approved  labor 
standards,  or  not  less  than  15  cents  p>er 
hour,  whichever  is  higher,  and  a  rate  of 
not  less  than  15  cents  for  each  new  client 
during  his  Initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  is  effec- 
tive April  1,  1949,  and  expires  March  31. 
1950. 

Missouri  Goodwill  Industries.  4140 
Forest  Park  Boulevard,  St.  Louis.  Mis- 
souri; at  a  wage  rate  of  not  less  than 
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the  piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taimng  approved  labor  standards,  or  not 
less  than  25  cents  per  hour,  whichever 
Is  higher,  and  a  rate  of  not  less  than  15 
cents  for  each  new  client  during  his  in- 
itial 4-week  evaluation  period  in  the 
workshop;  certificate  is  effective  March 
28.  1949.  and  expires  September  30.  1949. 

The  Lighthouse  for  the  Blind  of  New 
Orleans,  630  Camp  Street,  New  Orleans 
12,  Louisiana:  at  a  wage  rate  of  not  less 
than  the  piece  rate  paid  non-handi- 
capped employees  engaged  In  the  same 
occupation  in  regular  commercial  indus- 
try maintaining  approved  labor  stand- 
ards, or  not  less  than  35  cents  per  hour, 
whichever  is  higher,  and  a  rate  of  not 
less  than  35  cents,  for  each  new  client 
during  his  Initial  4-week  evaluation  pe- 
riod in  the  workshop;  certificate  is  ef- 
fective March  18,  1949,  and  expires 
March  31.  1950. 

The  employment  of  handicapped 
clients  In  the  above-mentioned  sheltered 
workshops  under  these  certificates  Is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in 
the  Regulations  and  that  special  services 
are  provided  their  handicapped  clients. 
A  sheltered  workshop  is  defined  as.  "A 
charitable  organization  or  Institution 
conducted  not  for  profit,  but  for  the 
purpose  of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  Individuals 
whose  earning  capacity  is  Impaired  by 
&ge  or  physical  or  mental  deficiency  or 
injury,  and  to  provide  such  individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of 
an  educational  or  therapeutic  nature." 

These  certificates  may  be  canceled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  Issuance  of 
any  of  these  certificates  may  seek  a  re- 
view or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this  ;  j- 
tice  in  the  Pedebal  Register. 

Signed  at  Washington.  D.  C.  this  28th 
day  of  March  1949. 

Raymond  G.  Garceau, 

Director, 
Field  Operations  Branch. 

|P     R.    Doc.    4»-2497:    Piled.    Apr.    4.    1949; 
8  48  a.  ml 


FEDERAL  WORKS  AGENCY 

Bureau  of  Communify  Facilities 

Organization 

change  in  location  ot  division  omcl 

Section  211.27  (11  P.  R.  177A-576) .  en- 
titled "Location  of  ofiBces."  as  amended 
by  12  P.  R.  5950  and  13  P.  R.  4695.  of 
Subpart  B.  entitled.  "Division  OflBces," 
of  Part  211,  entitled  "Organization.*"  Is 
hereby  further  amended  in  the  loUowing 
respect: 


■  Codiflcntion  of  Part  211  was  discontinued 
(13  F.  R.  733o). 


NOTICES 

Headquarters  and  present  office  loca- 
tion of  Division  No.  1  are  changed  from 
101  Park  Avenue.  New  York  17.  N.  Y..  to 
42  Broadway.  New  York  4.  N.  Y. 

Dated  this  25th  day  of  March  1949. 

(Sec.  3.  60  Stat.  238;  5  U.  S.  C.  1002) 

[sEALl  .    Philip  B.  Fleming. 

Federal  Works  Administrator. 

(P.    R.    Doc.    49  3493;    PUed.    Apr.    4.    1949; 
8:47  a.  m.| 

SECURITIES  AND   EXCHANGE 
COMMISSION 

I  File  No.   70-2071) 

MoNTAUP  Electric  Co. 

MEHORANDUM   OPINION    AND   ORDER    PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  ExAiange  Commission  held  at  its 
oflBce  in  the  city  of  Washington.  D.  C. 
on  the  29th  day  of  March  A.  D.  1949 

Montaup  Electric  Company  ("Mon- 
taup"),  a  public  utility  company  in  the 
holding  company  system  of  Eastern  Util- 
ities Associates  ("EUA").  a  registered 
holding  company,  has  filed  a  declaration 
and  amendment  thereto  pursuant  to  sec- 
tion 7  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  the  rules  and  regu- 
lations promulgated  thereunder. 

Montaup  proposes  to  Issue,  from  time 
to  time,  unsecured  promissory  notes  in 
an  aggregate  amount  not  In  excess 
$4,000,000  with  an  intere.^t  rate  of  2>4% 
per  annum  and  maturing  not  later  than 
one  year  less  one  day  after  the  issuance 
of  the  first  of  said  notes  but  In  no  event 
later  than  March  31.  1950.  The  notes, 
which  may  be  prepaid  at  any  time  with- 
out premium,  will  be  ls.<rued  to  The  First 
National  Bank  of  Boston. 

Notice  of  the  filing  and  the  transac- 
tions proposed  therein  was  given  in  the 
manner  prescribed  by  Rule  U-23  promul- 
gated under  the  act  and  we  have  received 
no  request  for  a  hearfng  thereon.  While 
we  believe  that  the  transactions  may  be 
approved  under  the  provisions  of  the  act 
on  the  basis  of  the  material  contained 
in  the  declaration  and  amendment  and 
that  no  hearing  is  therefore  necessary. 
we  have  deemed  it  advisable  to  set  forth 
certain  considerations  with  respect  there- 
to. 

Montaup  is  exclusively  engaged  in  the 
generation  and  transmission  of  elec- 
tricity and  supplies  the  major  portion  of 
the  electric  energy  required  by  Black- 
stone  Valley  Gas  and  Electric  Company 
("Blackstone"),  Brockton  Edison  Com- 
pany r'Brockton")  and  Fall  River  Elec- 
tric Light  Company  ("Pall  River").  Un- 
der the  terms  of  the  power  contract  these 
three  companies  have  agreed,  subject  to 
certain  conditions,  to  purchase  additional 
securities  of  Montaup  so  that  the  amount 
of  securities  owned  by  each  company  will 
be  in  proportion  to  the  estimated  elec- 
tric demand  of  each.  As  a  result,  these 
three  companies  own  all  of  the  preferred 
and  common  stock  of  Montaup.  The  only 
other  security  of  Montaup  presently  out- 
standing is  $740,000  of  unsecured  promis- 
sory notes  held  by  a  bank  and  proposed 
to  be  discharged  with  a  portion  of  the 
proceeds  of  the  presently  proposed  notes. 


Bla(±stone  and  Brockton,  substantially 
all  of  whose  common  stock  is  held  by 
EUA.  have  funded  debt  outstanding  with 
the  public  and  in  addition  Blackstone  has 
outstanding  publicly  held  preferred  stock 
The  debt  of  the  two  companies  is  secund 
In  part  by  the  stock  of  Montaup  held 
respectively  by  each  of  them.  The  com- 
mon stock  of  Pall  River  is  held  approxi- 
mately one-third  by  EUA  and  two-thirds 
by  New  England  Electric  System,  also  a 
registered  holding  company.  Fall  River 
also  has  funded  debt  outstanding  In  the 
hands  of  the  public. 

Prom  the  foregoing  It  would  clearly 
appear  that  the  sole  justification  for 
the  separate  incorporation  of  Montaup 
Is  that  it  provides  the  generating  facili- 
ties for  three  separate  distributing  com- 
panies in  two  holding  company  systems. 
The  problems  engendered  by  this  sepa- 
rate incorporation  of  generating  facili- 
ties and  the  complicated  interrelation- 
ships resulting  therefrom,  have  b«'fn 
alleviated  in  the  past  by  the  apparent 
policy  of  financing  Montaup  through  the 
companies  it  serves.  Insofar  as  the  pres- 
ent proposal  foreshadows  the  use  of 
Montaup  as  a  permanent  financing  ve- 
hicle, problems  as  to  the  resultant  com- 
plications In  structure  thus  inevitably 
arise.  We  recognize  that  there  are.  at 
present,  obstacles  to  providing  for  the 
Immediate  needs  of  Montaup  by  reason 
of  the  financing  problems  of  the  three 
owning  companies  and  of  their  parent 
holding  companies.  Because  of  this  fact. 
we  can  find  it  appropriate  for  Montaup 
Itself  to  arrange  for  temporary  financing 
In  the  form  of  the  proposed  bank  loan, 
but  any  program  for  Its  replacement  by 
permanent  capital  should  be  considered 
in  relation  to  the  over-all  system  pro- 
grams. Further,  it  is  necessary  that  the 
managements  give  their  attention  to  a 
program  which  will  not  unduly  encum- 
ber the  structure  of  either  of  the  holding 
company  systems  involved. 

The  seriousness  of  this  problem  Is 
made  manifest  by  the  fact  that  the  con- 
struction program  upon  which  Montaup 
Is  embarked,  involving  the  Installation  of 
a  60,000  kilowatt  steam-electric  generat- 
ing unit,  will  require  the  raising  of  an 
estimated  $9,000,000,  in  addition  to  the 
$4,000,000  here  proposed,  to  carry  the 
company  through  1951^ 

Subject  to  the  foregoing  considera- 
tions, we  find  with  respect  to  said  dec- 
laration, as  amended,  that  the  require- 
ments of  the  applicable  provisions  of 
the  act  and  the  rules  promulgated  there- 
under are  satisfied  and  that  no  adver-e 
findings  are  necessary,  and  deem  It  ap- 
propriate In  the  public  interest  and  in 
the  interest  of  investors  and  consumer.s 
that  said  declaration,  as  amended,  be 
permitted  to  become  effective  forthwith. 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  .said  :  "t 
and  subject  to  the  terms  and  conditions 
contained  In  Rule  U-24.  that  .said  dec- 
laration, as  amended,  be,  and  the  same 
hereby  is,  permitted  to  become  effective 
forthwith. 


'J  uesday,  April  5,  1949 

I  Pile  No.  811-428] 

American  Gold,  Inc. 

notice  of  motion  to  terminate 
registration 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  30th  day  of  March  A.  D.  1949. 

Notice  Is  hereby  given  that  the  Divi- 
sion of  Corporation  Finance  has  filed  a 
motion  for  an  order  pursuant  to  section 
8  (f )  of  the  Investment  Company  Act  of 
1940  declaring  that  American  Gold,  Inc., 
a  registered  investment  company,  has 
ceased  to  be  an  investment  company. 

The  Division  of  Corporation  Finance 
has  been  advised  that  American  Gold. 
Inc..  has  been  dissolved:  that  all  its  as- 
sets have  been  distributed  to  Its  share- 
holders with  the  exception  of  the  sum 
of  $386  58  which  is  held  by  the  Pir.st  Na- 
tional Bank  at  Glendale,  California  for 
those  shareholders  who  have  failed  to 
collect  their  pro  rata  share  of  such  as- 
sets. 

All  Interested  persons  are  referred  to 
said  motion  which  is  on  file  at  the  office 
of  this  Commission  in  Washington.  D.  C. 
for  a  more  detailed  statement  of  the  mat- 
ters of  fact  and  law  therein  asserted. 

Notice  is  further  given  that  an  order 
declaring  that  the  registration  of  Ameri- 
can Gold.  Inc.  has  ceased  to  be  in  effect, 
subject  to  such  conditions  as  the  Com- 
mission may  deem  necessary  or  appro- 
priate, may  be  entered  by  the  CoThmis- 
sion  at  any  time  after  April  8, 1949,  unless 
prior  thereto  a  hearing  in  this  matter 
shall  be  ordered  by  the  Commission,  as 
provided  by  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 
Any  interested  person  may.  not  later  than 
April  5.  1949,  at  5:30  p.  m.,  submit  to  the 
Commission  in  writing  his  views  or  any 
additional  facts  bearing  upon  this  mo- 
tion or  the  desirability  of  a  hearing 
thereon  or  request  the  Commission  in 
writing  that  a  hearing  be  held,  stating 
his  reasons  therefor  and  the  nature  of 
his  Interest  In  the  matter.  Any  such 
communication  or  request  should  be  ad- 
dressed: Secretary.  Securities  and  Ex- 
change Commi-ssion,  425  Second  Street 
NW..  Washington  25.  D.  C. 

By  the  Commission. 

[SEAL]  OrVAL   L.    DuBDIS, 

Secretary. 

[P.    R.    Doc.    49-2495;    Piled.    Apr.    4,    1949; 
8:48  a.  m.j 


[seal] 


Orv.al  L.  DuBcis. 
Secretary. 


IF.    R.    Doc.    49  2494:    Filed,    Apr.    4.    1949; 
8:47  a.  m  ] 


I  Pile  No.  70-20771 
Northern  Natural  Gas  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  30th  day  of  March  1949. 

Northern  Natural  Gas  Company 
'"Northern  Natural"),  a  registered  hold- 
ing company,  has  filed  a  declaration  and 
amendments  thereto  pursuant  to  sec- 
tions 6  and  7  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("act"»  with 
respect  to  the  following  transactions: 


FEDERAL  REGISTER 

Northern  Natural  proposes  to  issue 
and  sell  for  cash  406.000  additional 
shares  of  its  Common  Stock,  par  value 
$10  per  share.  In  connection  with  such 
issue  and  sale,  Northern  Natural  pro- 
poses to  Issue  to  the  holders  of  its  out- 
standing 2,030.000  shares  of  Common 
Stock,  transferable  warrants  carrying: 
(1)  the  Right  to  Subscribe  until  April 
18.  1949.  for  shares  of  Common  Stock  on 
the  basis  of  one  share  for  each  five 
shares  of  Common  Stock  held  of  record 
at  the  close  of  business  on  March  30, 
1949,  at  the  Subscription  Price  of  $29.50 
per  share,  and  (2t  the  conditional  privi- 
lege to  subscribe  at  the  Subscription 
Price  'subject  to  pro  rata  allotment)  for 
any  number  of  additional  shares  of  Com- 
mon Stock  not  subscribed  for  through 
(a»  the  exercise  of  Rights  to  Subscribe, 
and  <b>  the  acceptance  by  employees  of 
/he  company  of  an  offer  to  them  to  sub- 
scribe for  shares  of  said  Common  Stock. 
The  offer  to  employees  will  be  made  to 
the  company's  regula»-  full-time  em- 
ployees (approximately  1,250 »  and  will 
accord  such  employees  (including  officers 
and  directors)  the  right  to  subscribe  at 
the  Subscription  Price,  during  the  sub- 
.scription  period,  for  Common  Stock  in 
an  amount  not  to  exceed  10  shares  per 
employee,  from  the  number  of  shares 
offered  and  not  subscribed  for  by  the 
exercise  of  Rights  to  Subscribe.  No  frac- 
tional shares  of  Common  Stock  will  be 
Issued.  Rights  in  excess  of  those  neces- 
sary to  subscribe  for  a  full  share  may  be 
sold  or  additional  rights  ma:y  be  pur- 
chased to  entitle  the  holder  of  the  war- 
rant to  subscribe  to  one  or  more  full 
shares  of  Common  Stock. 

Northern  Natural  states  that  the  net 
proceeds  to  be  received  from  the  pro- 
posed Issue  and  sale  of  shares  of  Com- 
mon Stock,  together  with  general  funds 
of  the  company,  will  be  applied  toward 
the  cost  of  its  1949  construction  pro- 
gram, estimated  in  the  amount  of  $13.- 
845.0G0. 

Northern  Natural  estimates  that  the 
fees  and  expenses  to  be  incurred  in  con- 
nection with  the  proposed  transactions 
will  amount  to  $115,000.  which  includes 
legal  fees  estimated  not  to  exceed  S4,000, 
payable  to  Kennedy.  Holland,  DeLacy  & 
Svoboda.  as  counsel  for  Northern  Nat- 
ural, accountants  fees  of  $1,723.77  pay- 
able to  Arthur  Andersen  &  Co.,  and  an 
estimated  $30,000  payable  to  Chemical 
Bank  &  Trust  Company.  New  York,  New 
York.  Harris  Trust  and  Savings  Bank. 
Chicago,  Illinois  and  Wells  Fargo  Bank 
&  Trust  Co.,  San  Francisco,  California, 
as  agents  of  the  company,  for  services 
to  be  rendered  in  connection  with  the 
issuance  and  transfer  of  Rights  to  Sub- 
scribe. 

The  Nebraska  State  Railway  Commis- 
sion has  issued  its  order  authorizing  the 
proposed  issue  and  sale,  and  the  Stale 
Corporation  Commission  of  the  State  of 
Kansas  has  Issued  its  certificate  with  re- 
spect to  the  proposed  issue  and  sale. 

Said  declaration  having  been  filed  on 
February  28.  1949  and  amendments 
thereto  having  been  filed  on  March  8.  21, 
24,  29  and  30.  1949.  and  notice  of  such 
filing  having  been  duly  given  in  the  form 
and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act.  and 
the  Commission  not  having  received  a 
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request  for  hearing  with  respect  to  said 
declaration  within  the  period  specified 
in  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  rules  promulgated  there- 
under are  satisfied  that  no  adverse  find- 
ings are  necessary,  and  deeming  it  ap- 
propriate in  the  public  interest  and  the 
interest  of  investors  and  consumers  that 
said  declaration,  as  amended,  Ife 
permitted  to  become  effective  forthwith: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act, 
that  said  declaration,  as  amended,  be, 
and  the  same  hereby  is,  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  prescribed  by  Rule 
U-24. 

By  the  Commission. 

[ SEALl  ORVAL  L.  DtjBOIS. 

^  Secretary. 

I  p.    R     Doc.    49-2496;    Piled.    Apr.    4,    1949; 
8:48  a.  m.) 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AuTHORn-T;  40  Stat.  411.  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567. 
June  8.  1945,  3  CFR.  1945  Supp.,  E.  O.  8788. 
t)ct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  12624] 

John  H.  Jachens 

In  re:  Estate  of  John  H.  Jachens,  de- 
cea.sed.  File  No.  D-28-11016;  E.  T.  sec. 
15437. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  E!xecu- 
tive  Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  inve.stigation.  it  is  hereby  found: 

1.  That  Ada  Jachens  Ahlers.  also 
known  as  Ada  Jachens.  Diederich  Jach- 
ens and  Anna  Buscher.  whose  last  known 
address  was.  on  January  21,  1947.  Ger- 
many, were  on  such  date  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  < Germany); 

2.  That  the  sum  of  $3,149.48  was  paid 
to  the  Alien  Property  Custodian  by  Carl 
F.  Jachens.  administrator,  c.  t.  a.  of  the 
estate  of  John  H.  Jachens.  deceased; 

3.  That  the  said  sum  of  $3,149.48  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  January  21.  1947.  pur- 
suant to  the  Trading  With  the  Enemy 
Act.  as  amended; 

4.  That  the  said  sum  of  $3,149.48  is 
presently  in  the  possession  of  the  Attor- 
ney General  of  the  United  States  and  was 
property  within  the  Unite(i  States  owned 
or  controlled  by,  payable  or  deliverable  to. 
held  on  behalf  of  or  on  account  of,  or 
owing  to.  or  which  was  evidence  of  own- 
ership or  control  by.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  were  not 
within  a  designated  enemy  country  on 
January  21,  1947,  the  national  interest 
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of  the  United  States  required  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  (Germany)  on 
such  date. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  ip  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ftinistered,  liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

This  vesting  order  is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
January  5,  1949. 

For  the  AtftTrney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-2505;    Filed,    Apr.    4,    1949; 
8:49  a.  m.] 


[Vesting  Order  12937] 
Henry  Webbling 


In  re:  Trust  u  w  of  Henry  Webbling, 
deceased.  Pile  No.  D-28-9578;  E.  T.  sec. 
13155. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Herman  Eherken,  Anna  Dier- 
ken,  Marie  Dierken,  Frieda  Dierken  and 
Josepha  Dierken,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  trust  created 
under  the  will  of  Henry  Webbling.  de- 
ceased, is  property  payable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Richard  T.  Carroll, 
as  trustee,  acting  under  the  judicial 
supervision  of  the  Probate  Court  of  the 
State  of  Ohio,  in  and  for  the  County  of 
Hamilton: 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 


NOTICES 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  11.  1949. 

Por  the  Attorney  General. 

[sialI  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.    B.    Doc.    49-2506;    Filed.    Apr.    4.    1949; 
8:49  a.  m] 


[V'Jtlng  Order  12984] 
Marian  DeC.  Ward  et  al. 

In  re:  Trust  agreements  dated  May 
27. 1938  and  July  25, 1941  between  Marian 
DeC.  Ward,  trustor,  Henry  DeC.  Ward, 
trustee,  and  Marcus  Morton.  Jr.,  co- 
trustee.   File  No.  D-28-11083  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found : 

1.  That  Egbert  Mohlau,  who.se  last 
known  address  is  Germany,  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  those  certain  tru.st  agree- 
ments dated  May  27,  1938  and  July  25, 
1941,  by  and  between  Marian  DeC.  Ward, 
trustor,  Henry  DeC.  Ward,  trustee,  and 
Marcus  Morton,  Jr.,  co-trustee,  presently 
being  administered  by  Henry  DeC.  Ward, 
as  trustee,  24  Federal  Street,  Boston, 
Massachusetts,  and  Marcus  Morton,  Jr., 
as  co-trustee  with  limited  powers,  49 
Federal  Street.  Boston,  Massachusetts,  is 
property  within  the  United  States  owned 
or  controlled  by,  payable  or  deliverable 
to,  held  on  behalf  of  or  on  account  of,  or 
owing  to,  or  which  Is  evidence  of  owner- 
ship or  control  by,  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

Por  the  Attorney  General. 

[seal!  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.    4»-2507;    Piled,    Apr.    4.    19 !9, 
8:49  a.  m.] 


(Vesting  Order  12985] 
Marie  Wilke 

In  re:  Estate  of  Marie  Wilke,  deceased 
Pile  No.  D-2B-10606;  E.  T.  sec.  No.  16775. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Ernest  Bischoff  and  Clara 
Peiggs,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany)  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  th§  estate  of  Marie  Wilke,  deceased. 
Is  property  payable  for  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) : 

3.  That  such  property  is  in  the  proc- 
ess of  administration  by  George  J. 
Schmeman,  as  trustee,  acting  under  the 
Judicial  supervision  of  the  Probate  Court 
for  County  of  Way»e,  Michigan; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
u.sed.  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  dt  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  21,  1949. 

Por  the  Attorney  General. 

[seal]  Malcomb  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.    49  2508:    Piled,    Apr.    4,    1949; 
8.49  a.  m.l 


Tuesday,  April  5,  1949 

[Vesting  Order  12996] 
Pauline  Schaible  et  al. 

In  re :  Bank  account  owned  by  Pauline 
Schaible,  Heinrich  Schoettle.  Wilhelm 
Pchoettle,  Luise  Schoettle,  Karoline 
Kling,  Friedrich  Kraft,  Eugen  Kraft, 
Michael  Steininger,  Prida  Steininger 
Keller,  Maria  Wolfinger  also  known  as 
Marie  Wolfinger,  and  Karl  Friedrich 
Steininger  also  known  as  Friedrich 
Steininger.     D-28-12552-C-1/E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  the  persons  whose  names  and 
last  known  addresses  are  set  forth  below: 
Name  and  Address 

Pauline  Schaible,  Neubulach.  Krels  Calw. 
(Wttbg).  Germany. 

Heinrich  Schoettle.  Neubulach,  Krels  Calw. 
(Wttbg.),  Germany. 

Wilhelm  Schoettle,  Frankfurt  a.  M.  Frled- 
bergerlandst  134,  Germany. 

Lulse  Schoettle.  Neubulach,  Krels  Calw. 
(Wttbg.),  Germany. 

Karoline  KUng,  Pforzheim,  Turnstrasse  9, 
Germany. 

Friedrich  Kraft,  Pforzheim.  Kaiser  Frledr. 
St,  31,  Germany. 

Eugen  Kraft,  Pforzheim,  Kaiser  Frledr.  St. 
31,  Germany. 

Michael  Steininger.  Malenbach,  Germany. 

Prlda  Steininger  Keller,  Bad  Llebenzell, 
Krels  Calw.  (Wttbg.),  Germany. 

Maria  Wolfinger.  also  known  as  Marie  Wol- 
finger. Schwann.  Krels  Calw.  (Wttbg),  Ger- 
many. 

Karl  Friedrich  Steininger,  also  known  as 
Friedrich  Steininger,  Malenbach,  Germany. 

are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Atlas  National  Bank.  518  Wal- 
nut Street,  Cincinnati.  Ohio,  arising  out 
of  a  savings  account,  account  number 
30763,  entitled  "Pauline  Schaible,  Hein- 
rich Schoettle,  Wilhelm  Schoettle.  Lulse 
Schoettle,  widow  of  Johannes  Schoettle, 
and  Gdn.  of  her  minor  children.  Lulse 
Maria,  Hans  Walter,  Else.  Henrlch  and 
Fritz  Schoettle,  Karoline  Kling,  Maria 
Wolfinger.  Friedrich  Kraft,  Eu^en  Kraft, 
Michael  Steininger.  widower  of  Emille 
Steininger,    Karl    Friedrich    Steininger 
and  Prida  Steininger  Keller,  as  'nation- 
als* of  Germany,  adult  children  and  heirs 
at  law  of  Emilie  Steininger,  Dec'd.    By: 
Nippert   L  Nippert,  Attorneys-in-fact", 
maintained  at  the  aforesaid  bank  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same,  subject  however  to 
any  and  all  lawful  liens  of  Nippert  &  Nip- 
pert, 2116  Union  Central  Building,  Cin- 
cinnati, Ohio,  for  attorneys'  fees. 
Is  property  within   the  United   States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  Pauline  Schaible, 
Heinrich  Schoettle,  Wilhelm  Schoettle. 
Lulse  Schoettle,  Karoline  Kling,  Fried- 
rich Kraft,  Eugen  Kraft.  Michael  Stein- 
inger.  Prida   Steininger   Keller.    Maria 
Wolfinr:er   also  known   as  Marie  Wolf- 
inger. and  Karl  Friedrich  Steininger  also 
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known  as  Friedrich  Steininger,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
fimlnlstered,  liquidated,  sold  or  other- 
ise  dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  24,  1949. 

Por  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IP.    R.    Doc.    49-2509;    Filed.    Apr.    4,    1949; 
8:49  a.  m.] 


(Vesting  Order  12983] 
Armin  (Fred)  Vetter 

In  re:  Estate  of  Armin  (Fred)  Vetter, 
>  deceased.  File  No.  D-28-8937;  E.  T.  sec. 
11223. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Wilhelm  Schnieder.  Armin 
Schnieder.  Guenther  Schnieder,  and 
Juergen  Schnieder,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Berthold  Vetter,  deceased,  and 
heirs,  names  unknown,  of  Richard  Vet- 
ter. deceased,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  the  estate  of  Armin 
(Fred)  Vetter,  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

4.  That  such  property  is  in  the  process 
of  administration  by  Register  of  Wills, 
EMstrict  Court  of  the  United  States  for 
the  District  of  Columbia,  as  depositary, 
acting  under  the  judicial  supervision  of 
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the  District  Court  of  the  United  States 
for  the  District  of  Columbia; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof;  the 
domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin,  legatees  and  dis- 
tributees, names  unknown,  of  Berthold 
Vetter,  deceased;  and  heirs,  names  un- 
known, of  Richard  Vetter,  deceased,  are 
not  within  a  designated  enemy  country, 
a  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

Por  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-2488;    Filed,    Apr.    1.    1949; 
8:53  a.  m.] 


[Vesting  Order   130861 


John  E.  Robert  and  Keokuk  National 
Bank 

» 

In  re:  Declaration  of  trust  by  John 
E.  Robert,  dated  October  25,  1935,  and 
on  said  date  accepted  by  Keokuk  Na- 
tional Bank  of  Keokuk,  Iowa,  as  Trustee. 
File  No.  F-28-15082;  E.  T.  sec.  13738. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Louise  Robert  and  Ida  Robert, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  and  arising  out 
of  or  under"  a  certain  Declaration  of 
Trust  dated  October  25,  1935,  by  and 
between  John  E.  Robert  and  the  Keokuk 
National  Bank  of  Keokuk,  Iowa,  as 
trustee  is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  R.  J.  McCleary,  as 
Succes.sor  Trustee,  acting  under  the 
judicial  supervision  of  the  District  Court 
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of  the   State  of  Iowa,  In   and  for  the 
County  of  Lee; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F     R.    Doc.    48-2510;    Filed.    Apr.    4.    1949; 
8:49  a.  m.) 


[Vesting  Order  129821 

Alice  Marie  Tegetmkixr  and  REcntALD  W. 
Pressprich 

In  re:  Trust  agreement  dated  August 
22.  1929.  between  Alice  Marie  Teget- 
meier,  settlor,  and  Reginald  W.  Press- 
prich. trustee.    Pile  No.  P-28-78-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Elxec- 
utive  Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Gabrielle  Margot  Pelber,  whose 
last  known  address  Is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a  des- 
ignated enemy  country,  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Alice  Marie  Tegetmeier.  who  there  is  rea- 
sonable cause  to  Ijelieve  are  residents  oi 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  insubpara- 
graphs  1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  agreement  dated  August  22, 
1929,  by  and  between  Alice  Marie  Taget- 
meier,  settlor,  and  Reginald  W.  Press- 
prich. trustee,  presently  being  adminis- 
tered by  Reginald  W.  Pressprich,  68  Wil- 
liam Street,  New  York,  New  York,  trus- 
tee. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 


count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
Lssue,  names  unknown,  of  Alice  Marie 
Tegetmeier.  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con. 
sultation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  21,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-2487;    Filed.    Apr.    1.    1949; 
8:53  a.  m] 
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Washington,  Wednesday,  April  6,  1949 


TITLE  7— AGRICULTURE 

Chapter  III— Bureau  of  Entomology 
and  Plant  Quarantine,  Departr*.*nt 
of  Agriculture 

[B.  E.  P.  Q.  485,  17th  Rev] 

Part  301— Domestic  Quarantine 
Notices 

white-fringed  beetle  quarantine;  ad- 
ministrative instructions;  articles 
exempt  from  certification 

Pur.suant  to  the  authority  conferred 
upon  the  Chief  of  the  Bureau  of 
Entomology  and  Plant  Quarantine  by 
the  second  proviso  of  the  white-fringed 
beetle  quarantine  (7  CFR.  301.72, 14  F.  R. 
1207 >.  the  administrative  instructions 
exempting  certain  articles  from  certifi- 
cation (7  CFR.  !5  301.72a,  13  F.  R.  2767; 
B.  E.  P.  Q.  485, 16th  Revision  > ,  are  hereby 
further  revised  to  read  as  follows: 

§  301.72a  Administrative  instructions: 
articles  exempt  from  certification.  <a) 
The  following  articles  are  hereby  ex- 
empted from  the  certification  require- 
ments of  the  regulations  of  the  quaran- 
tine when  they  are  free  from  soil,  when 
they  have  not  been  exposed  to  Infesta- 
tion, and  when  sanitation  practices  are 
maintained  as  prescribed  by  or  to  the 
satisfaction  of  the  inspector. 

( 1 )  Hay  and  straw,  except  that  peanut 
hay  Is  not  exempt. 

(2)  Uncleaned  grass,  grain,  and 
legume  seed. 

<3)   Cinders. 

<4i  True  bulbs,  corms,  tubers,  and 
rhizomes  of  ornamental  plants,  when 
freshly  harvested  or  wncured. 

(b)  Certification  will  still  be  required 
for  the  following  articles  and  materials. 

( 1 )  Soil,  compost,  manure,  peat.  muck, 
clay,  sand,  or  gravel,  whether  moved  in- 
dependently of  or  in  connection  with  or 
attached  to  nursery  stock,  plants,  prod- 
ucts, articles,  or  things  (processed  clay 
and  washed  or  processed  sand  and  gravel 
are  not  regulated). 


(2»  Nursery  stock. 

«3»   Grass  sod. 

(4 1  Plant  crowns  or  roots  for  propa- 
gation. 

(5 1  Potatoes  (Irish),  when  freshly 
harvested. 

(6'  Peanuts  in  shells  and  peanut 
shells. 

(7»   Peanut  hay. 

(8>   Scrap  metal  and  junk. 
(Sec.   8,   37   Stat.   318,   as   amended;    7 
U.  S.  C.  161) 

This  revision  supersedes  B.  E.  P.  Q. 
485,  16th  revision,  which  was  effective 
May  22,  1948  (7  CFR,  §  301.72a,  13  P.  R. 
2767). 

These  Instructions  shall  be  effective 
upon  publication  in  the  Federal  Register 
and  thereafter  shall  remain  in  effect  un- 
til further  modified  or  revoked. 

The  purpose  of  these  administrative 
instructions  is  to  relieve  commerce  by 
designating  regulated  articles  that  are 
exempt  from  the  certification  require- 
ments of  the  white-fringed  beetle  quar- 
antine. In  order  to  be  of  maximum 
benefit  to  the  public  the  designation  of 
the.se  articles  must  be  made  effective  as 
soon  as  possible.  Accordingly,  it  is  found 
for  good  cause  that  notice  and  public 
procedure  under  the  Administrative 
Procedure  Act  are  Impracticable,  un- 
necessary, and  contrary  to  the  public 
Interest,  and  good  cause  is  found  for 
making  the  effective  date  of  these  ad- 
mini.strative  instructions  less  than  30 
days  after  their  publication  in  the 
Federal  Register. 

Done  at  Washington,  D.  C,  this  18th 
day  of  March  1949. 

ISEALl  Avery  S.  Hoyt, 

Acting  Chief.  Bureau  of  Ento- 
mology and  Plant  Quarantine. 

[F.    R.    Doc.    49  2541;    Filed,    Apr.    5.    1949; 
8:51  a.  ml 
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Notices: 
Quartermaster  functions;  trans- 
fer from  Department  of  the 
Army  to  Department  of  the 
Air   Force 1619 

Navy  Department 

Rules  and  regulations: 

California;  revocation  of  EO 
8883  withdrawing  public  land 
for  use  of  Department  of  the 
Navy  as  aircraft  bombing  site 
(see  Land  Management,  Bu- 
reau of). 

Philippine   Alien    Property  Ad- 
ministration 

Notices: 

Shigihara,  Yaichl.  et  al.;  ex- 
tension of  bar  order  date 1627 

Post  Office  Department 

Notices : 
Surface  parcel  post  service  to 
Berlin:  suspension 1619 
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TITLE  38— PENSIONS,  BONUSES, 
AND  VETERANS'   RELIEF 

Chapter  I — Veterans'   Administration 

Part    36 — Servicemen's     Readjustment 
Act  or  1944 

SUBPART  A — TITLE  lU,  LOAN  GUARANTY 

Correction 

In  Federal  Register  E>ocument  49-2378. 
appearing  at  page  1499  of  the  issue  for 
Friday,  April  1,  1949.  the  following 
changes  should  be  made: 

In  the  authority  citation  at  the  be- 
ginning of  the  document  the  United 
States  Code  citation  should  read  •38 
U.  S.  C.  694  et  seq." 

The  citation  In  the  first  sentence  of 
5  364384  (a)  should  read  "'38  U.  S.  C. 
453 »". 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  an» 
Instructions  for  Mailing 

AUSTRIA 

In  §  127  210  Austria  (13  F.  R.  9113) 
make  the  following  changes: 

1.  Amend  paragraph  (c)  (1)  to  read 
as  follows: 

(c)  17.  S.  A.  gift  parcels.     (Austria.) 
(1)  Table  of  rates.     (Surface  only.) 

(Rates   Include   transit   charges    and 
surcharges | 


Pounds: 


Rate     Pounds: 


Rate 


1 »0.3a 


12 »1.21 


2- 
3. 
4. 

6. 

6. 

7- 

8. 

9. 
10. 
11. 


.38 
.47 
.63 
.60 
.65 
.71 
.81 
.87 
.93 
.99 


13. 
14. 
15. 
16. 
17- 
18. 
19. 
20. 
21. 
22. 


1    27 


1  33 
1.39 
1.45 
1.51 
1.57 
1.63 
1.69 
1  75 
1.81 


Note:  The  weight  limit  and  other  tabu- 
l;Ued  Information  following  the  postage  rates 
In  paragraph  (b»  (1)  of  thU  section  are  also 
applicable  to  "U.  S.  A.  Gift  Parcels". 

2.  Amend  paragraph  (C)  (2)  (ii)  to 
read  as  follows: 

(ID  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  parcel  must  not  exceed 
$5. 

In  §  127.269  Greece  (including  Crete 
and  Dodecanese  Islands  (Astypalala, 
Chalki,  Kalymnos,  Karpathos,  Kassos. 
Kastelioxizon.  Kos,  Leip.sos.  Leros.  Nis- 
siros,  Patmos,  Rodas.  Syml  and  Tilos) ) 
(13  F.  R.  9162)  make  the  fpllowing 
changes: 

1.  Amend  paragraph  (c)  (1)  to  read 
as  follows: 

(c)  U.  S.  A.  gift  parcels.     (Greece.)" 
(1)  Table  of  rates.  (Surface  only) 


FEDERAL  REGISTER 

[Rates  include  surcharges] 
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Pounds  I 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 


Rate 
$0.06 
.12 
.43 
.49 
.65 
.61 
.67 
.73 
.79 
.85 
.91 


Pounds:  Rate 

12 •0.B7 


13  . 

14. 

16. 

16. 

17, 

18. 

19. 

20 

21 

22 


1.03 
1.09 
1.15 
1.21 
1.27 
1.33 
1.39 
1.45 
1.51 
1.67 


Note:  The  weight  limit  and  other  tabu- 
lated information  following  the  postage 
rates  In  paragraph  (b)  (1)  of  this  section, 
are  also  applicable  to  "U.  S.  A.  Gift  Parcels." 

2.  Amend  first  paragraph  of  (O  (2) 
Observations  to  read  as  follows: 

(2)  Observatiovs.  "U.  S.  A.  Gift  Par- 
cels"' are  acceptable  for  Greece,  including 
Crete  and  the  Dodecanese  Islands.  In 
addition  to  the  conditions  applicable  to 
parcels  generally,  as  set  forth  in  para- 
graph (bt  of  this  section,  the  following 
special  requirements  Imposed  by  the  Eco- 
nomic Cooperation  Administration  must 
be  met  for  parcels  to  be  accepted  at  the 
reduced  postage  rate  as  "U.  S.  A.  Gitt 
Parcels": 

3.  Amend  paragraph  (c)  (2)  (ii)  to 
read  as  follows : 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  parcel  must  not  exceed  $5. 

In  5  127.365  Trieste  (Free  Territory  of) 
(13  F.  R.  9225*  make  the  following 
changes: 

1.  Amend  paragraph  'b)  (1)  by  the 
addition  of  a  new  subdivision  (ii)  reading 
as  follows: 

(ii)   Air  parcels. 
Lbs.  Oc.  Rate 


Lbs.  Oz. 

9       8.. 

9      12-- 
10       0-. 


4. 

8. 


4- 

8_ 


4. 
8_ 


0        4 $1.08 

0        8 1    58 

0  12 2  08 

1  0 2  58  10 

1        4 3  08  10 

1        8 3   58  10      12. 

1  12 4  08  11        0- 

2  0 4  58  11 

2       4 5  08  11 

2        8 5  58  11      12- 

2  12 6  08  12       0. 

3  0 6  58  12 

3       4 7  08  12 

3  8.--^---  7  58  12      12. 

3  12 8.08  13       0. 

4  0 8  58  13 

4       4 9.08  13 

4       8 9.58 

4      12 10.08 

6       0 10.58 

6       4 11.08 

6        8 11.58 

6      12-. 12  08 

6       0 12.58 

6       4 13. '>8 

6       8 13   58  15     12. 

6  12 14  08  16       0- 

7  0 14.58  16 

7       4 15.08  16 

7       8 15.68  16     12. 

7  12 16.08  17       0. 

8  0 16  68  17 

8       4 17  08  17 

8       8 17.68  17     12- 

8  12 18  08  18       0. 

9  0 18  58  18 

9       4- 19.08  18 


Lbs.  Oz. 


4. 
8- 

13     12. 

14 

14 

14 

14 

15 

15 

15 


0 

4 

8 

12—. 

0 

4 

8 


4. 

8. 


4. 

8- 


Rate       Lbs.  Oz. 


18     12 $38.08 


20 


Rate 
8 $41   58 


19 
19 
19 
19 
20 
20 


0 38  68        20      12 43.08 


4 39.08  21 

8 39.58  21 

12 40.08  21 

0 40  58  21 

4 41.08  22 


0 42.58 

4 43.08 

8 43.58 

12 44.08 

0 44.58 


Each  air  parcel  and  the  relative  dispatch 
note  must  have  affixed  the  blue  Pi»r  Avion 
label  (Form  2978).     (See  §  127.55  (b).) 

Weight  limit:   22  pounds 

Customs  declarations:    1  Form  2966. 

Dispatch  note:   1  Form  2972. 

Parcel-post    sticker:    1    Form    2922. 

Sealing:   Compulsory. 

Group  shipments:  No. 

Registration:  No. 

C.  o.  d.:  No. 

2.  Amend  paragraph  (b^  (5)  Obse^^va- 
tions  to  read  as  follows : 

(5>  Observations.  Same  as  Italy. 
Air  parcels  are  given  air  transportation 
to  Italy  and  are  forwarded  to  Trieste  by 
surface  means. 

3.  Amend  paragraph  (c)  (1)  to  read 
as  follows: 


4. 
8- 


Rate 
M9.68 
20.08 
20.58 
21.08 
21.68 
22.08 
22.58 
23.03 
23.  58 
24.08 
24.58 
25.08 
25.68 
26.08 
26.58 
27.08 
27.58 
28  08 

28.  58 
29.08 

29.  58 
30.08 
30.58 
31.08 
31.68 
32.08 
32.  58 
33.08 
33.58 
34.08 
34.58 
35.08 
35.68 
36.08 
36.68 
37.08 
37.58 


(1) 

Table  of  rates. 

(Surface  only.) 

)und 

s:                 Rate 

Pounds:                 Rate 

1... 

$0.06 

12 $0.72 

2... 

.12 

13 .78 

3-.. 

.18 

14-... 84 

4-.. 

.24 

15 .90 

5-.. 

.30 

16 .96 

6— . 

.36 

17 1.02 

7... 

.42 

18 1.C8 

8... 

.48 

19 1.14 

9-.. 

.54 

20 1.20 

10- 

.60 

21 ----       1.26 

11.. 

.66 

22 1.32 

Note;  The  weight  limit  and  other  tabu- 
lated information  following  the  postage  rates 
In  paragraph  (b)  (1>  ol  this  section  are 
also  applicable  to  "j!.  S.  A.  Gift  Parcels." 

4.  Amend  paragraph  (c>  (2>  Observa- 
tions to  read  as  follows: 

T2)  Observations.  All  parcels  accept- 
ed as  "U.  S.  A.  Gift  Parcels"  must  show- 
in  the  address  the  words  "U.  S. -British 
Zone".  Parcels  addressed  to  the  Yugo- 
slav zone  of  Trieste  and  those  on  which 
no  zone  is  indicated  must  be  prepaid  at 
the  regular  parcel  p>ost  rates  shown  in 
paragraph  (b)  (1)  of  this  section. 

(i)  In  addition  to  the  conditions  ap- 
plicable to  parcels  generally,  as  set  forth 
in  paragraph  (b»  of  this  section,  the  fol- 
lowing special  requirements  impo-sed  by 
the  Economic  Cooperation  Administra- 
tion must  be  met  for  parcels  to  be  ac- 
cepted at  the  1  educed  postage  rate  as 
"U.  S.  A.  Gift  Parcels": 

(ii)  Each  parcel  must  be  mailed  as  a 
gift  by  an  individual  sender  to  an  indi- 
vidual addressee  for  the  personal  use  of 
him.self  or  his  immediate  family.  The 
items  which  may  be  included  in  'U.  S.  A. 
Gift  Parcels"  are  limited  to  nonperish- 
able  food,  everyday  clothing  or  clothes- 
making  materials,  shoes  or  shoe-making 
materials,  mailable  medical  and  health 
supplies,  and  household  supplies  and 
utensils  If  permitted  under  existing 
postal  regulations.  Tobacco  in  any  form, 
luxury  clothing,  furs,  clothes  made  with 
furs  and  skins,  silk  or  nylon  garments  or 
cloth,  gloves  and  other  luxury  items  are 
not  permitted. 
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(lil)  Not  more  than  3  pounds  of  meat 
may  be  included  In  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  parcel  mast  not  exceed  $5. 

(iv)  When  a  relief  parcel  is  presented 
for  mailinR  under  these  regulations  the 
words  "U.  S.  A.  Gift  Parcel"  shall  be  con- 
spicuously endorsed  by  the  mailer  on  the 
address  side  of  the  parcel  and  on  the  cus- 
toms declaration.  The  use  of  the  words 
"U.  S.  A.  Gift  Parcel"  will  be  a  certifica- 
tion by  the  mailer  that  the  provisions  of 
the  ECA  regulations  have  been  met. 

(R  S.  161.  396,  398.  sees.  304,  309.  42  Stat. 
24,  25,  48  Stat.  943;  5  U.  S.  C.  22.  369. 
372) 


I  SEAL 1 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R.    Doc.    49-2532;     Filed.    Apr.    5,    1949; 
8:50  a.  m| 


RULES  AND  REGULATIONS 

(11  >  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  parcel  must  not  exceed  $5. 

(R.  S.  161,  396,  398.  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

GERMANY 

In  §  127.264  Germany  dZ  F.  R.  9155) 
make  the  following  changes: 

1.  Amend  paragraph  (b)  (1)  (ii)  to 
read  as  follows: 

(b)  Parcel  post  {Germany) — Table  of 
rates.     *     *     • 

(ii)  Surface  parcel  rates,  including 
transit  charges  for  Soviet  zone.  « Sur- 
face parcel  post  service  to  all  sectors  of 
Berlin  is  suspended.) 

Pounds:               Rate  Founds:  Rate 

1 $0.17         ■  12. ..•2.04 

2 .34     ^  13 2.21 

3 51            14 2.38 

4 _       .68            15 2.55 

5 .85             16 2.72 

6.... 1.02            17 8.89 

7                  -.     1.19            18 3.06 

8 1.36            19-. .-  3.23 

9 1.53           20 3.40 

10 1.70            21 3.57 

11 li  W           22 3.74 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


2.  Amend  paragraph  (c)  <l)  to  read 
as  follows: 

(c)   U.  S.  A.  gift  parcels.     (Germany.) 
(D   Table  of  rates.    (Surface  only.) 

Rates  applicable  to  American.  BrUt.s/i  and 
French  zones  of  western  Germany  ("U.  S.  A. 
Gift  Parcel'"  service  does  not  apply  to  the 
Soviet  zone  or  to  any  sector  of  the  city  of 
Berlin.) 

Pounds:  Rate  Pounds;                Rate 

1 $0.06  12. $0.72 

2 12             13 .78 

3 .18            14 .84 

4 .24            15 .90 

5 30            16 .96 

6. .36            17 1.02 

7 42             18 1.08 

8     48             19 -.     1.14 

g         •    .54            20 1.20 

10 .60            21 1.26 

11 .66            22 1.32 

Note:  The  weight  limit  and  other  tabulated 
information  following  the  postage  rates  In 
paragraph  (b)  (1)  of  this  section,  are  also 
applicable  to  "U.  S.  A.  gift  parcels." 

3.  Amend  paragraph  (c)  (2)  (ii)  to 
read  as  follows: 

(2>   Observations.     •     •     • 


[P.    R.    Doc.    49-2530;    Filed,    Apr.    6.    1949; 
8:49  a.  m.] 


TITLE  43— PUBLIC  LANDS: 
INHRIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Ordcrt 

(Public  Land  Order  576) 

Alaska 

revoking  in  part  public  land  order  no. 
253  of  december  7,  1944  1  withdrawing 
portions  of  released  lands  for  various 
public  purposes 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943  and  sec- 
tion 4  of  the  act  of  May  24,  1928,  45  Stat. 
729  (49  U.  S.  C,  214  >.  it  is  ordered  as 
follows; 

Public  Land  Order  No.  253  of  December 
7,  1944,  withdrawing  public  lands  for  the 
use  of  the  War  Department  for  military 
purposes,  is  hereby  revoked  so  far  as  it 
affects  the  public  lands  in  the  following- 
described  areas: 

Sewaro  Meridian 

T.  12  N..  R.  3  W  . 

Sees.  15.  16.  21,  22,  27.  28,  and  33. 
T.  13  N.,  R.  3  W.. 

Sees.  13,  14; 

Sec.  15,  E'j; 

Sec.  21,  S'.^; 

Sec.  22.  E'2.SW'4: 

Sees.  23  to  28  Inclusive. 
T.  15  N.,  R.  3  W., 

Sees.  2.  3,  4,  and  5. 

Beginning  at  the  northeast  corner  of  sec- 
tion 1.  T.  12  N..  R.  3  W.,  Seward  Meridian, 
Alaska,  thence  by  metes  and  bounds, 

Ea.'it.  6  miles,  to  point  for  southeast  corner 
of  T.  13  N.,  R.  2  W.; 

North,  39  miles,  along  east  boundary  of 
T.  13  N.,  R.  2  W..  to  Ship  Creek-Indian  Creek 
trail; 

Southerly,  10  miles,  along  Ship  Creek- 
Indian  Creek  trail  to  the  north  boundary  of 
the  Chugach  National  Forest  boundary; 

West,  2  5  miles,  along  Forest  boundary  to 
northwest  corner  of  the  Chugach  Forest; 

South,  6  miles,  along  the  west  boundary  of 
the  Chugach  Forest  to  the  northeast  right- 
of-way  Une  of  the  Alaska  Railroad; 

Northwesterly.  11  miles,  along  said  right- 
of-way  line  to  the  south  boundary  of  sec. 
33.  T.  12  N.  R.  3  W  ; 

East.  1  mile,  along  south  boundary  of  sec. 
33; 

North,  1  mUe.  along  east  boundary  of 
see   33; 

East,  1  mile,  along  south  boundary  of  sec. 
27; 

North,  3  miles,  along  east  boundaries  of 
sees.  27.  22.  and  15; 

East,  2  miles; 

North.  2  miles,  along  east  boundaries  of 
sees.  12  and  1.  to  the  place  of  beginning. 


The  areas  described.  Including  both 
public  and  non-public  lands,  aggregate 
81,017.63  acres. 

The  jurisdiction  over  and  use  of  such 
lands  granted  to  the  War  Department 
by  the  Public  Land  Order  No.  253  shall 
cease  upon  the  date  of  the  signing  of 
this  order.  Thereupon,  the  Jurisdiction 
over  and  administration  of  such  lands 
shall  be  vested  in  the  Department  of  the 
Interior  and  any  other  Department  or 
agency  of  the  Federal  Government,  ac- 
cording to  their  respective  interests  then 
of  record. 

Public  Land  Order  No.  253  is  amended 
so  as  to  delete  therefrom  the  following 
paragraph: 

The  jurisdiction  granted  by  this  or- 
der shall  cease  at  the  expiration  of  the 
six  months'  period  following  the  ter- 
mination of  the  unlimited  national 
emergency  declared  by  Proclamation  No. 
2487  of  May  27,  1941  (55  Stat.  1647). 
Thereupon,  jurisdiction  over  the  lands 
hereby  reserved  shall  be  vested  in  the 
Department  of  the  Interior  or  any  other 
Department  or  agency  of  the  Federal 
Government  according  to  respective  in- 
terests then  of  record.  The  lands,  how- 
ever, shall  remain  withdrawn  from 
appropriation  as  herein  provided  until 
otherwise  ordered. 

Subject  to  valid  existing  rights  and 
withdrawals,  the  public  lands  within  the 
following-described  areas  are  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public-land  laws,  includ- 
ing the  mining  and  mineral-leasing  laws, 
and  reserved  as  follows: 

(1)  Under  the  jurisdiction  of  the  Sec- 
retary of  the  Interior  for  institutional 
and  residential  use  for  Territorial.  State, 
and  Federal  Governments: 

Seward  Meridian 

T.  13  N.,  R  3  W.. 

Sec.  21,  S'i; 

Sec.  22.  SW14: 

Sec   27.  NW'4.  N';jSW'4: 

Sec.  28.  E'zNEU.  NWUNE'i,  NE'4NW>4, 
E',NE'4SW'4.Si2NW'4NBi4SW'4.SW'4 
NE'4SW'4.  S'2NE'4NW'4SW'4.  SE'4 
NW'4SW'4.    WiiNW'4SW'4- 

The  areas  described,  including  both 
public  and  non-public  lands  aggregate 
950.00  acres. 

(2)  Under  the  jurisdiction  of  the  Sec- 
retary of  Commerce  as  an  addition  to 
Air  Navigation  Site  Withdrawal  No.  168. 
for  the  use  of  the  Civil  Aeronautics  Ad- 
ministration in  the  maintenance  of  air 
navigation  facilities: 

T.  13  N.,  R  3  W  . 

Sec.  28,  SWi4NE'4,  NW'4NW'4,  N'^NE'4 
NW'4SWi4.  N^NW'4NE'4SW'4.  0»d 
Nl^SEU- 

The  areas  described  aggregate  17003 
acres. 

(3)  Under  the  jurisdiction  of  the  Sec- 
retary of  the  Interior  for  the  protection 
of  the  water  supply  of  the  City  of  An- 
chorage and  Fort  Richardson,  as  an  ad- 
dition io  the  area  withdrawn  for  that 
purpose  by  Public  Land  Order  No.  280  of 
May  22,  1945: 

Beginning  at  the  Intersection  of  Ship 
Creek-Indian  Creek  trail  with  the  north 
boundary  of  the  Chugach  National  Forest, 
thence  by  metes  and  bounds. 
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West,  2  5  miles,  along  Forest  boundary  to 
northwest  corner  of  the  Chugach  Forest; 

Northwesterly,  6.6  miles,  along  divide  be- 
tween Ship  Creek  and  Campbell  Creek  to 
southeast  corner  of  T.  13  N.,  R.  2  W.; 

North,  39  miles,  along  east  boundary  of 
T  13  N  ,  R.  2  W.,  to  the  Intersection  of  the 
Ship  Creek-Indian  Creek  trail; 

Southerly.  11.3  miles,  along  Ship  Creek-In- 
dian Creek  trail  to  the  place  of  beginning. 

The  area  described  contains  approxi- 
mately 11.260.00  acres. 

(4 1  Under  the  jurisdiction  of  the  Sec- 
retary of  the  Interior  for  the  protection 
of  the  water  supply  of  the  City  of  An- 
chorage: 

Begiiuilng  at  the  southeast  corner  of  sec.  1, 

T.  12  N..  R.  3  W.,  S.  M..  thence  by  metes 
and  bounds: 

South.  3  miles: 

East.  1  mile; 

South.  1  mile; 

Ea.st.  1  mile; 

South.  1  mile; 

East,  1  mile; 

Scuth.  1  mile; 

East.  1  mile; 

South,  1  mile; 

East.  1  mile  approximately  to  the  west 
boundary  of  the  Chugach  National  Forest: 

North.  1'4  mUes,  along  Forest  Boundary 
to  northwest  corner  thereof; 

Northeasterly,  1',  miles,  along  divide  be- 
tween Ship  Creek  and  Campbell  Creek; 

North,   '2   mile; 

East.  '^  mile  to  divide  between  Ship  Creek 
and   Campbell   Creek; 

Northeasterly,  1  mile,  along  the  divide  to 
approximate  location  for  the  northeast 
corner  of  unsurveyed  sec.  30,  T.  12  N..  R. 
1  W  : 

West,  1  mile; 

North,  1  mile: 

West,  2  miles; 

North,  1  mile; 

West.  1  mile; 

North.  1  mile; 

West,  3  miles,  to  point  of  beginning,  which 
area,  when  surveyed,  probably  will  be 
T.  11  N  ,  R    2  W  .  S    M  . 

Sec.  1,  that  part  outside  Chugach  National 
Forest; 

Sec.  2; 

Sec.  11; 

Sec.    12.    that    part   outside   Chugach   Na- 
tional Forest; 
T.  12  N  .  R.  1  W  , 

Sec.  30.  that  part  west  of  the  divide  be- 
tween Ship  Creek  and  Campbell  Creek; 
T.  12  N.,  R.  2  W., 

Sees.  7.  8,  and  9; 

Sees.  15  to  29  inclusive; 

Sees.  33  to  35  Inclusive: 

Sec.  36.  that  part  west  of  the  divide  be- 
tween Ship  Creek  and  Campbell  Creek. 

The  area  described  contains  approxi- 
mately 17,800  acres. 

(5)  Under  the  jurisdiction  of  the  Sec- 
retary of  the  Interior  pending  relocation 
of  a  portion  of  the  Anchorage-Seward 
highway; 

Beginning  at  the  southeast  corner  of  sec. 
33.  T.  12  N  ,  R.  3  W.,  8.  M..  thence  by  metes 
and  t>ounds. 

Southeasterly.  10  miles,  parallel  to  and  1 
mile  distant  from  the  line  of  mean  high 
tide  of  Turnagain  Arm,  to  the  west  boundary 
of  Chugach  National  Forest; 

South.  1  mile,  along  west  boundary  of  the 
Forest  to  the  line  of  mean  high  tide  of  Turn- 
again  Arm: 

Northwesterly.  11  miles  along  line  of  mean 
high  tide  of  Turnagaln  Arm  to  meander 
corner  on  south  boundary  of  sec.  32.  T.  12  N., 
R   3  W  . 

E.tst.  1'4  miles  along  south  boundary  of 
sees.  32  and  33  to  point  of  beginning. 
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The  area  described  contains  approxi- 
mately 6.700  acres. 

Except  as  to  the  revocation  of  Public 
Land  Order  No.  253  and  the  return  of  the 
lands  to  the  administration  of  the  De- 
partment of  the  Interior,  the  status  of 
the  following-described  lands  shall  not 
be  changed  until  it  Is  so  provided  by  an 
order  of  classification  to  be  issued  by  the 
Regional  Administrator.  Bureau  of  Land 
Management.  Anchorage.  Alaska,  open- 
ing the  lands  to  application  under  the 
Small  Tract  Act  of  June  1,  1938,  52  Stat. 
609  (43  U.  S.  C.  682a)  as  amended,  with 
a  ninety-day  preference  right  period  for 
filing  such  applications  by  Veterans  of 
World  War  II: 

Seward  Meridian 

T.  12  N  .  R.  3  W., 

Sec.  15.  S'iS'^j; 

Sec.  21.  N'iNS: 

Sec.  22.  NEI4.  N>;iNW>4; 

Sec    33.  W';^; 
T.  13  N..  R   3  W  , 

Sec.  13.  N'jNE'i,  NW'4: 

Sec.  22,  8EU: 

See.  26,  SE'4NW'4.  NE'4SW'4; 

Sec    27,  N'zNE'*,  SW^NE^. 

The  areas  described  aggregate  1.480  00 
acres. 

EJxrept  as  herein  provided,  and  subject 
to  valid  existing  rights  and  provisions  of 
existing  withdrawals,  any  of  the  unsur- 
veyed public  lands  released  from  with- 
drawal shall,  at  10:00  a.  m.  on  May  3, 
1949,  be  opened  to  settlement  under  the 
homestead  laws  only,  and  to  that  form 
of  appropriation  only  by  qualified  vet- 
erans of  World  War  II  for  whose  service 
recognition  is  granted  by  the  act  of  Sep- 
tember 27.  1944.  58  Stat.  747  (43  U.  S  C. 
sees.  279-283 ) .  as  amended.  Commenc- 
ing at  10:00  a.  m.  on  August  3.  1949.  any 
of  such  lands  not  settled  upon  by  veter- 
ans shall  become  subject  to  settlement 
and  other  forms  of  appropriation  by  the 
public  generally  in  accordance  with  the 
appropriate  law.-;  and  regulations. 

Except  as  herein  provided,  at  10:00 
a.  m.  on  May  3.  1949,  the  surveyed  land.*^ 
shall,  subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals. 
become  subject  to  settlement,  application, 
petition,  location,  or  .selection  as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  May  3.  1»49,  to  August  2.  1949,  in- 
clusive, the  lands  .shall  be  subject  to  <1> 
application  under  the  homestead  laws  or 
the  Small  Tract  Act  of  June  1,  1938  (52 
Stat.  609,  43  U.  S.  C.  sec  682a  • ,  as 
amended,  by  qualified  veterans  of  World 
War  II,  for  who.^e  service  recognition  is 
granted  by  the  act  of  September  27,  1944 
•  58  Stat.  747,  43  U.  S.  C.  sees.  279-283  > , 
subject  to  the  requirements  of  applicable 
law,  and  (2>  application  under  any  ap- 
plicable public-land  law,  based  on  prior 
existing  valid  .settlement  rights  and  pref- 
erence rights  conferred  by  existing  laws 
or  equitable  claims  subject  to  allowance 
and  confirmation.  Applications  by  .such 
veterans  shall  be  subject  to  claims  of  the 
classes  described  in  subdivision  (2i. 

( b )  Twenty-day  advance  period  for  si- 
juultayicous  preference-right  filings.  For 
a  period  of  20  days  from  April  13.  1949, 
to  May  2,  1949,  Inclusive,  such  veterans 
and  persons  claiming  preference  rights 
superior  to  those  of  such  veterans,  may 
present  their  applications,  and  all  such 
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applications,  together  with  those  pre- 
sented at  10:00  a.  m.  on  May  3.  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  August  3, 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
settlement,  application,  petition,  loca- 
tion, or  selection  by  the  public  generally 
as  may  be  authorized  by  the  public-land 
laws. 

(d)  Twenty-day  advance  period  for  si- 
multaneous non-preference-right  filings. 
Applications  by  the  general  public  may 
be  presented  during  the  20-day  period 
from  July  14,  1949,  to  August  2.  1949,  in- 
clusive, and  all  such  applications,  to- 
gether with  those  presented  at  10:00  a.  m. 
on  August  3.  1949,  shall  be  treated  as 
simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certi^ed  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  aflRdavits  in  support  there- 
of, setting  forth  in  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office. 
Anchorage,  Alaska,  shall  be  acted  upon 
in  accordance  with  the  regulations  con- 
tained in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22,  1914,  43  L.  D.  254  > ,  to  the  extent 
that  .«;uch  regulations  are  applicable.  Ap- 
plications under  the  homestead  laws 
shall  be  governed  by  the  regulations  con- 
tained in  Parts  65  and  66  of  Title  43  of 
the  Code  of  Federal  Regulations  and  ap- 
plications under  the  Small  Tract  Act  of 
June  1.  1938,  shall  be  governed  by  the 
regulations  contained  in  Part  257  of  that 
title. 

Inquiries  concerning  these  land*;  shall 
be  addressed  to  the  District  Land  Office, 
Anchorage,  Alaska. 

J.  A.  Khug 
Secretary  of  the  Interior. 

MfRCH  29,  1949. 

|F.    R.    Doc.    49-2533;    Filed,    Apr.    6,    1949; 
8:50  a.  m.] 


[Public  Land  Oder  578] 

California 

revoking  executive  okdtr  no.  8883  of 
set'temeer  3.  194  1.  v^'ithdr.w^in'c  public 
land  for  use  of  depantment  of  the 
navy  as  an  tsrcr.wt  bombing  site 

By  virtue  of  the  authority  vested,  in 
the  President  and  pursuant  to  Execu- 
tive Order  No.  9337  of  April  24,  1943, 
it  is  ordered  as  follows: 

Executive  Order  No.  8883  of  Srptember 
3,  1941,  withdrawing  public  land  for  the 
use  of  the  Department  of  the  Navy  as  an 
aircraft  bombing  site  is  hereby  revoked. 

The  jurLsdiction  over  and  use  of^uch 
land  granted  to  the  Department  of  the 
Navy  by  Executive  Ordor  No.  8883  shall 
cease  upon  the  date  of  the  signing  of 
this  order.    Thereupon,  the  jurisdiction 
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over  and  administration  of  such  land 
shall  be  vested  in  the  Department  of  the 
Interior  and  any  other  Department  or 
HRency  of  the  Federal  Government  ac- 
cording to  their  respective  interests  then 
of  record. 

The  land  affected  by  this  order  is  de- 
scribed as  follows: 

San   Bernardino   Meridian 
T.  10  S..  R.  10  E..  sec.  10. 

The  area  described  contains  640  acres. 

The  above-described  land  is  subject  to 
the  provisions  of  (1»  Executive  Order 
of  March  10,  1924,  creating  Public  Water 
Reserve  No.  90,  <2>  the  order  of  the 
Secretary  of  the  Interior  of  October  19. 
1920.  withdrawing  certain  lands  under 
the  provisions  of  the  Reclamation  Act 
of  June  17,  1902  <32  Stat.  388  >. 

C.    GiRARD   D.iWIDSON. 

Assistant  Secretary  of  the  Interior. 

M\RCH  30.  1949. 

|P.    R.    Doc.    49-2535;    Filed,    Apr.    5.    1919; 
8:50  a.  m.l 


RULES  AND  REGULATIONS 

of  the  Reclamation  Act  of  June  17.  1902 
<32  Stat.  388). 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

March  30.  1949. 

[F.    R.    Doc.    49-2536;    Filed.    Apr.    5.    1949; 
8  50   a.   ml 


I  Public   Land   Order    579) 
Arizona 

revoking  public  land  order  no.  126  of 
may  20,  1943.  withdrawing  public 
lands  for  use  of  war  department  as 
aerial  gunnery  range 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943.  it  is 
ordered  as  follows: 

Public  Land  Order  No.  126  of  May  20. 
1943,  withdrawing  public  lands  for  the 
use  of  the  War  Department  as  an  aerial 
gunnery  range,  which  was  revoked  in 
part  by  Public  Land  Order  No.  409  of 
September  16.  1947.  is  hereby  revoked  as 
to  the  remaining  lands. 

The  jurisdiction  over  and  use  of  such 
land  granted  to  the  War  Department  by 
Public  Land  Order  No.  126  shall  cease 
upon  the  date  of  the  signing  of  this  or- 
der. Thereupon,  the  jurisdiction  over 
and  administration  of  such  land  shall  be 
vested  in  the  E>epartment  of  the  Interior 
and  any  other  Department  or  agency  of 
the  Federal  Government  according  to 
their  respective  interests  then  of  record. 

The  land  affected  by  this  order  is  de- 
scribed as  follows: 

Gila  and  Salt  Rn'EH  Meridian 
T.  13  N  .  R.  20  W.. 

Sec.  20.  lot  3. 

The  area  described  contains  45.91 
acres. 

The  land  is  subject  to  (1)  the  reserva- 
tion for  power  purpo.ses  made  May  5. 
1922.  under  section  24  of  the  act  of  June 
10.  1920.  as  amended,  C.  285.  41  Stat. 
1075  1 16  U.  S.  C.  818  > .  in  connection  with 
Federal  Power  Project  No.  30.  <2»  the 
withdrawal  made  by  Executive  Order 
No.  K647  of  January  22,  1941,  establishing 
the  Havasu  Lake  National  Wildlife  Ref- 
uge, so  far  as  such  order  affects  the  above 
described  land  and  <3)  the  orders  of 
January  31.  1903.  September  8.  1903  and 
June  4.  1930.  of  the  Secretary  of  the  In- 
terior, withdrawing  certain  lands  for  rec- 
lamation purposes  under  the  provisions 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal    Communications 
Commission 

[Docket  No.   91591 

Part  1 — Practice  and  Procedvre 

adoption  of  new  application  form  for 
citizens  radio  station  construction 
permit  and  license 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices 
in  Washington,  D.  C.  on  the  30th  day 
of  March  1949; 

The  Commission  having  under  con- 
sideration the  adoption  of  a  new  Citizens 
Radio  Station  form  for  use  in  the  Citi- 
zens Radio  Service,  and  the  amendment 
of  §S  1.318.  1.319  and  1.320  of  Part  1  of 
the  Commi.ssion's  rules  and  regulations; 
and 

It  appearing,  that  notice  of  proposed 
rule  making  with  respect  to  said  proposed 
form  for  citizens  radio  station  license 
was  published  in  the  Federal  Register 
on  October  7.  1948;  and 

It  further  appearing,  that  the  period 
in  which  interested  parties  were  afforded 
an  opportunity  to  submit  comments  ex- 
pired October  25,  1948,  and  during  that 
period  the  Commission  received  state- 
ments from  Citizens  Radio  Corporation. 
Cleveland.  Ohio,  Mr.  Ray  L.  Bowers. 
Reliance.  Virginia,  and  the  Halllcrafters 
Company;  and 

It  further  appearing,  that  the  com- 
ments made  by  the  first  two  parties 
named  above  recommended  adoption  of 
the  form  as  proposed;  and 

It  further  appearing,  that  the  com- 
ments .submitted  by  the  Halllcrafters 
Company  expressed  the  opinion  that  the 
proposed  information  required  with  re- 
spect to  non-type-approved  equipment 
might  further  the  licensing  of  inferior 
equipment  and  that  the  form  as  pro- 
posed would  be  unnecessarily  compli- 
cated for  the  average  applicant  in  the 
Citizens  Radio  Service;  and 

It  further  appearing,  that  the  proposal 
by  the  Halllcrafters  Company  that  a 
more  stringent  showing  be  required  In 
the  case  of  non-type-approved  equip- 
ment has  been  accepted  and  incorporated 
in  the  appended  form;  and  that  their 
suggestions  for  further  simplification 
must  be  rejected  since  If  this  form  Is 
further  simplified  it  will  not  be  possible 
for  the  Commission  to  receive  all  the 
information  that  is  deemed  necessary 
to  the  execution  of  the  duties  of  the 
Commission  required  by  the  Communica- 
tions Act  of  1934.  as  amended;  and 

It  further  appearing,  that  authority 
for  the  adoption  of  the  new  form  Is  con- 
tained In  sections  303  <r>  and  308  (b) 
of  the  Communications  Act.  as  amended. 


It  is  ordered.  That  the  following  form 
be  adopted  as  set  forth  in  the  appendix 
hereto:  ' 

PCC  Form  505,  Application  for  Citizens 
Radio  Station  Construction  Permit  and 
License. 

It  is  further  ordered.  That  55  1.318, 
1.319  and  1.320  of  Part  1  of  the  Commis- 
slons  rules  and  regulations  be  amended 
as  follows: 

1.  Section  1.318  (b>  is  amended  so  as  to 
provide  for  a  new  subparagraph  i9*  to 
read  as  follows: 

(9>  FCC  Form  505,  "Application  for 
Citizens  Radio  Station  Con.struction  Per- 
mit and  Licen.se". 

Present  subpararaphs  <9>  and  (ID)  are 
renumbered  as  <10»  and  dl*. 

2.  Section  1.319  tb)  is  amended  to  add 
a  new  .subparagraph  <8»  to  read  as 
follows: 

(8»  FCC  Form  505,  "Application  for 
Citizens  Radio  Station  Construction 
Permit  and  License". 

3.  Section  1.320  <c>  is  amended  by 
renumbering  the  present  subparagraphs 
i6>.  (71.  "8>.  <9).  and  <\0>  as  .subpara- 
graphs <5i,  <6).  <7>,  <8).  and  <9»  and 
adding  a  new  subparagraph  (10)  to  read 
as  follows: 

(10 »  FCC  Form  505.  "Application  for 
Citizens  Radio  Station  Construction  Per- 
mit and  License". 

It  is  further  ordered.  That  this  order 
shall  be  effective  June  1,  1949. 

(Sec.  6  (b),  50  Stat.  191;  47  U.  S.  C.  303 
(r».    Applies  sec.  308  (b),  38  Stat.  1084; 
47  U.  S.  C.  308  (b)) 
Released:  March  31,  1949. 


[SE-VLl 


Federal   Communicattons 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R     Doc.    49-2560:    Filed,    Apr.    5,    1949; 
8:56  a.  m.J 


Part  1 — Practice  and  Procedure 

application   for   waiver   of   inspection 
requirement  for  aircraft  radio  station 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  30th  day  of 
March,  1949; 

The  Commission  having  under  con- 
sideration the  proposed  amendment  of 
paragraph  (c>  of  §  1.320  of  its  rules  and 
regulations;  and 

It  appearing,  that  the  Commission  by 
its  action  of  March  10.  1947.  effective' 
May  1.  1947,  revising  Part  9  of  the  rule> 
and  regulations,  made  obsolete  FCC 
Form  No.  40S-A,  "Application  for  Waiver 
of  Inspection  Requirement  for  Aircraft 
Radio  Station";  and 

It  further  appearing,  that  the  notice 
and  procedure  provided  for  in  .section  4 
of  the  Administrative  Proceduie  Act  is 
unnecessary: 
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It  is  ordered.  That  subparagraph  (5) 
of  paragraph  (c)  of  8  1.320,  relating  to 
PCC  Form  No.  405-A.  be.  and  it  U 
hereby  deleted,  effective  immediately. 

Released:  March  31.  1949. 

Federal  Communications 
Commission, 
I  SEAL  1         T.  J.  Slowu. 

SecrctaTV- 

IF.    R.    Doc.    49  2561;    Filed,    Apr.    B,    1949; 
8:56  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

|S.  O.   68  B] 

Part  95 — Car  Service 

suspension  of  follow-lot  rule  and  two 
for  one  rule 

At  a  ses.sion  of  the  Interstate  Com- 
merce Commission.  Division  3,  held  at  its 
office  In  Washington.  D.  C.  on  the  30th 
day  of  March  A.  D.  1949. 

Upon  further  consideration  of  Serv- 
ice Orders  Nos.  68  and  68-A  (8  P.  R. 
8515),  as  amended.  (8  F.  R.  8513.  14224, 
16265;  9  F.  R.  7206, 1430G;  10  F.  R.  6040. 
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8412  9720.  12090:  11  F  R.  562.  6983:  12 
P.  R.  46.  3837,  4719,  4886,  8774;  13  P.  R. 
3185;  3738,  8220;  14  F.  R.  687>.  and  good 
cause  appearing  therefor;  It  is  ordered. 
That: 

Section  95.15,  Service  Orders  Nos.  68 
and  68-A,  Suspension  of  Follow-Lot  Rule 
and  Two  for  One  Rule,  be,  and  it  is 
hereby  vacated  and  set  aside. 

It  is  further  ordered,  That  this  order 
shall  become  effective  at  11:59  p.  m., 
April  16,  1949;  that  a  copy  of  this  order 
and  direction  be  served  upon  the  As- 
sociation of  American  Railroads.  Car 
Service  Division,  as  agent  of  the  rail- 
roads subscribing  to  the  car  service  and 
per  diem  agreement  under  the  terms  of 
that  agreement;  and  that  notice  of  this 
order  be  given  to  Xhe  general  public  by 
depositing  a  copy  in  the  office  of  the 
Secretary  of  the  Commission,  at  Wash- 
ington, D.  C,  and  by  filing  it  with  the 
Director,  Division  of  the  Federal  Regis- 
ter. 

(40  Stat.  101,  Sec.  402;  418:  41  Stat.  476. 
sec.  4;  54  Stat.  901,  911;  49  U.  S.  C.  1 
(10)-(17),  15  <2)) 

By  the  Commission,  Division  3. 

[SEAL]  W.  P.  Bartel, 

Secretary. 

|F.    R.    Doc.    49  2546;    Filed,    Apr.    6,    1949; 
8:52  a.  m] 
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'  Copies  of  this  form  are  available  for  refer- 
ence In  the  Commission's  Office  of  Informa- 
tion. This  form  will  be  available  for  u?e  m 
the  Wa.'ihlngton  offices  of  the  Comnr.tsslon 
and  in  the  field  offices  by  June  1.  1949. 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  953  1 

(Docket  No.  AO  144  A21 

Handling  or  Lemons  Grown  in 
California  and  Arizona 

notice  of  RECOMMtNDED  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEJ'TIONS 
with  respect  TO  PROPOSED  AMENDMENTS 
TO  AMENDED  MARKETING  AGREEMENT  AND 
ORDER 

Pursuant  to  the  rules  of  practice  and 
p?ocedure.  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CFR  and 
Supps.  Part  900;  13  F.  R.  8585) .  notice  is 
hereby  given  of  the  filing  with  Hearing 
Clerk  of  the  recommended  decision  of  the 
Assistant  Administrator,  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture,  with  respect 
to  proposed  amendments  to  Marketing 
Agreement  No.  94,  as  amended,  herein- 
after referred  to  as  the  "marketing 
agreement"  and  to  Order  No.  53,  as 
amended  <7  CFR.  Cum.  Supp..  Part  953; 
13  F.  R.  766  >.  hereinafter  referred  to  as 
the  "order."  regulating  the  handling  of 
lemons  grown  In  the  States  of  California 
and  Arizona,  to  be  made  effective  pur- 
suant to  the  provisions  <Jf  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  ( 7  U.  S.  C.  and  Sup.  I  et  seq.) . 
Interested  parties  may  file  exceptions  to 
this  recommended  decision  with  the 
Hearing  Oerk.  United  States  Department 


of  Agriculture,  Room  1846  South  Build- 
ing, Washington  25,  D.  C,  not  later  than 
the  close  of  business  on  the  tenth  day 
after  publication  of  this  decision  in  the 
Federal  Register.  EScceptlons  should  be 
filed  in  quadruplicate. 

Preliminary  statement.  The  public 
hearing,  on  the  record  of  which  the  pro- 
posed amendments  to  the  marketing 
agreement  and  order  are  formulated,  was 
Initiated  by  the  Production  and  Market- 
ing Administration  following  the  receipt 
of  proposed  amendments  from  the  Mu- 
tual Orange  Distributors,  the  Independ- 
ent Citrus  Growers  and  Shippers,  the 
American  Fruit  Growers,  Inc.,  and  the 
California  Fruit  Growers  Exchange.  In 
accordance  with  the  applicable  provisions 
of  the  aforesaid  rules  of  practice  and 
procedure,  a  notice  that  a  public  hear- 
ing would  be  held  at  Lindsay.  California, 
beginning  on  December  20,  1948,  to  con- 
sider the  proposed  amendments,  was 
published  in  the  Federal  Register  (13 
F.  R.  7684).  The  hearing  was  held  at 
Lindsay,  California,  on  December  20, 1948. 

Material  issues.  Material  Issues  pre- 
sented on  the  record  of  the  hearing  per- 
tain to  amending  the  marketing  agree- 
ment and  order  as  follows: 

(1)  Establish  District  1  (District  3  as 
defined  in  the  aforesaid  hearing  notice) 
and  amend  District  2  (District  1  as  de- 
fined In  the  hearing  notice) ;  and 

(2)  Provide  for  the  Issuance  of  regu- 
lations for  lemons  grown  in  District  1 
different  from  the  regulations  issued  for 
lemons  grown  In  District  2. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  aforesaid 
material  Issues,  all  Ot  which  are  based 
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on  the  evidence  Introduced  at  the  hearing 
and  the  record  thereof,  are  as  follows: 

( 1 )  Proponents     of     the     proposed 
amendments  testified  that  the  adminis- 
tration and  operation  of  the  marketmg 
agreement  and  order  would  be  simplified 
and    considerable    confusion    would    be 
avoided  if  the  proposed  districts,  as  iden- 
tified In  the  aforesaid  notice  of  hearing, 
are  described  and  designated  in  the  same 
manner  as  the  Prorate  Districts  (7  CFR 
and  Supps.  966.107)  set  forth  in  the  rules 
and  regulations  issued  pursuant  to  Order 
No.  66  (7  CFR.  Cum.  Supp..  Part  966), 
regulating     the     handling     of     oranges 
grown  in  the  State  of  California  or  in  the 
State  of  Arizona.    According  to  the  evi- 
dence of  record,  each  of  the  proposed 
districts  is  comprL«ed  of  the  same  parts 
of  the  States  of  Arizona  and  California 
as  its  corresponding  Prorate  District.    In 
view  of  the  foregoing,  the  proposed  dis- 
tricts should  be  described  and  designated 
in  the  same  manner  as  the  Prorate  Dis- 
tricts.    As  hereinafter  used,  "District  1" 
refers  to  DLstrict  3  as  described  in  the 
aforesaid  hearing  notice;  "District  2"  re- 
fers to  District  1  a.s  described  in  such 
notice;  and  "District  3"  refers  to  District 
2  as  described  in  such  notice. 

The  boundary  line  between  District  1 
and  District  2  is  well  defined  and  definite. 
The  line  has,  on  each  side,  a  rather  wide 
strip  of  territory  in  which  no  lemons  are 
grown.  District  1  is  commonly  known 
as  Central  and  Northern  California  and 
District  2  as  Southern  California,  and 
these  districts  are  generally  recognized 
as  separate  regions.  Lemons  are  not 
hauled  from  one  district  to  another  for 
packing  purposes  and  no  diflBculty  will 
be  experienced  in  identifying  lemon  pro- 
ducers and  handlers  by  these  districts. 

On  the  basis  of  the  foregoing,  it  is  con- 
cluded that  the  marketing  agreement 
and  order  should  be  amended,  as  here- 
inafter set  forth,  to  establish  District  1 
and  District  2  and  to  redesignate  District 
2.  as  defined  in  the  marketing  agreement 
and  order.  District  3. 

(2)  Substantial  differences  exist  be- 
tween District  1  and  District  2  with  re- 
gard to  climatic  conditions,  variety, 
blooming,  harvesting,  storage,  and  mar- 
keting insofar  as  they  apply  to  the  lem- 
ons covered  by  the  marketing  agreement 
and  order. 

In  District  1  the  lemon  groves  are  lo- 
cated in  the  foothills  of  the  San  Joaquin 
Valley,  an  interior  location  completely 
surrounded  by  mountains  and  over  100 
miles  from  the  coast.  The  summers  are 
hot  and  the  winters  are  cool.  The  ocean 
influence  is  felt  only  to  a  slight  degree. 
The  weather  conditions  during  most  of 
the  year  interfere  with  setting  of  fruit 
and  the  early  spring  Ls  the  only  favorable 
period  for  setting  fruit.  The  crop,  there- 
fore, generally  sets  during  the  period  ex- 
tending from  late  March  to  early  May. 
Lemon  production  in  District  1  is  of  the 
one-crop  type.  The  lemons  develop  rap- 
idly during  the  warm  summer  months 
and  picking  of  mature  fruit  generally 
can  be  started  around  Ocober  15.  By 
E>ecember  1  the  entire  crop  is  mature  and 
Is  of  satisfactory  quality  for  marketing. 
Lemons  in  this  district  must  be  picked 
by  March  1  in  order  to  avoid  deteriora- 
tion and  serious  decay  of  the  fruit  in 
transit  to  market. 
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Cold  weather  which  results  In  damage 
or  loss  of  unharvested  lemons  often  oc- 
curs after  December  15  in  District  1. 
The  danger  to  lemons  from  freezing 
weather  is  greater  in  District  1  than  In 
District  2. 

Most  of  the  lemon  groves  in  District 
2  are  near  the  coast  or  in  the  immediate 
interior.  Nearly  all  orchards  are  within 
25  miles  of  the  coast  and  only  a  few  are 
more  than  50  miles  from  the  coast.  The 
climate  in  the  lemon  producing  sections 
of  District  2  is  cool  in  the  summer  and 
the  humidity  is  relatively  high.  Lemon 
trees  bloom  and  the  fruit  sets  through- 
out the  year  in  this  district.  Likewise, 
lemons  are  harvested  throughout  the 
year. 

The  Lisbon  variety  of  lemons  Is  gen- 
erally grown  in  District  1  since  this 
variety  is  adapted  to  the  climatic  condi- 
tions prevailing  in  that  district.  Li.sbon 
lemon  trees  produce  most  of  their  fruit 
during  the  winter  months  and  have  a 
habit  of  bearing  their  entire  crop  during 
a  shorter  period  than  the  Eureka.  The 
Eureka  variety  is  better  adapted  to  the 
climatic  conditions  which  exist  in  Dis- 
trict 2  and  this  variety  is  the  one  com- 
monly grown  in  such  district. 

Allotment  l.ssued  to  each  handler  un- 
der the  marketing  agreement  and  order 
is  based  (a)  on  the  lemons  such  handler 
has  picked  and  assembled.   <b)   in  the 
event  he  does  not  have  facilities  avail- 
able, on  the  lemons  which  he  could  have 
picked  and  a.ssembled  if  facilities  were 
available,  and   "O   on  the  lemons  such 
handler   had    marketed   in   other   than 
fresh  fruit  channels  which  could  have 
been  held  In  storage  during  the  period 
for  which  the  prorate  base  is  fixed.  Many 
of  the  lemons  grown  in  District  2  are 
stored  from  one  to  five  months  for  cur- 
ing and  marketing  purposes.    Extensive 
storage  facilities  have  been  built  in  this 
district.     Storage  facilities  are  limited 
In  District  1.  and  lemons  in  this  district 
are  not  suitable  for  storage  except  for 
short  p>eriods  of  time.    Lemons  grown  in 
District  2  are  marketed  throughout  the 
year  whereas  lemoni,  grown  in  District  1 
are  marketed  principally  in  five  months, 
November  through  March.   These  difTer- 
ences  have,  in  the  past,  resulted  in  the 
issuance  of  regulations  under  which  al- 
lotments for  handlers  of  lemons  grown 
in  District  1  were  too  small  for  them  to 
obtain  their  fair  share  of  the  market  for 
fresh  lemons  in  the  normal  marketing 
period  of  five  months  inasmuch  as  such 
regulations    were    based    on    a    twelve- 
month   marketing    period.      The    fresh 
lemon  market  is  the  premium  market 
and  lemons  sold  for  by-products  uses  fail 
to  pay  tlie  costs  incurred  in  picking,  haul- 
ing and  handling  them  for  such  uses. 
Under  such  conditions,  average  returns 
p>er  box  to  growers  of  lemons  in  District 
1  would,  if  regulations  were  issued  each 
weelf  during  the  year,  be  less  than  the 
average  returns  to  growers  in  District  2. 
The  proposed  amendments  would  prO" 
vide  the  nece.ssary  flexibility  in  the  op- 
eration of  the  agreement  and  order  to 
alleviate  this  situation. 

Lemons  grown  in  District  1  compete  in 
the  market  with  those  grown  in  District 
2.  Some  lemons  grown  in  District  2  are 
shipped  at  the  same  time  those  grown  in 
District   1   are  marketed.     The  lemons 


grown  In  the  two  districts  cannot  be  dis- 
tinguished from  each  other  by  con- 
sumers. Regulations  for  lemons  gr.own 
in  these  districts  should  be  recommended 
by  the  same  administrative  committee, 
and  the  handling  of  such  lemons  must 
be  integrated  and  coordinated.  The 
marketing  agreement  and  order  are  con- 
cerned with  problems  which  arise  in 
every  lemon  area  in  the  States  of  Cali- 
fornia and  Arizona,  and  the  same 
marketing  agreement  and  order  should 
continue  to  cover  all  areas  within  these 
states. 

On  the  basis  of  the  foregoing,  it  is  con- 
cluded that  the  marketing  agreement 
and  order  should  be  amended,  as  here- 
inafter set  forth,  to  provide  for  the  rec- 
ommendation ^y  the  administrative  com- 
mittee of  regulations  which  would  regu- 
late the  handling  of  lemons  grown  in 
District  1  different  from  the  regulations 
recommended  for  District  2;  and  that 
such  manner  of  regulation  of  the  hand- 
ling of  lemons  may  be  made  effective  by 
the  Secretary  upon  a  determination  that 
such  regulations  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(3>  General  findings,  (i)  The  amend- 
ed marketing  agreement  and  the  amend- 
ed order,  as  hereby  proposed  to  be  further 
amended,  and  all  the  terms  and  condi- 
tions thereof  will  tend  to  effectuate  the 
declared  policy  of  the  act; 

(ii)  The  amended  marketing  agree- 
ment and  the  amended  order,  as  hereby 
proposed  to  be  further  amended,  regu- 
late the  handling  of  lemons  grown  in  the 
States  of  California  and  Arizona  in  the 
same  manner  as  and  are  applicable  only 
to  persons  in  the  respective  classes  of 
industrial  and  commercial  activity  speci- 
fied in  the  marketing  agreement  upon 
which  hearings  have  been  held; 

(iii)  The  amended  marketing  agree- 
ment and  the  amended  order,  as  hereby 
proposed  to  be  further  amended,  pre- 
scribe, so  far  as  practicable,  such  differ- 
ent terms,  applicable  to  different  pro- 
duction areas,  as  are  necessary  to  give 
due  recognition  to  the  differences  in  pro- 
duction and  marketing  of  such  lemons; 
and 

(iv)  The  amended  marketing  agree- 
ment and  the  amended  order,  as  hereby 
proposed  to  be  further  amended,  are 
limited  in  their  application  to  the 
smallest  regional  production  area  that 
is  practicable,  consistently  with  carrying 
out  the  declared  policy  of  the  act.  and 
the  issuance  of  several  orders  applicable 
to  any  subdivision  of  such  regional  pro- 
duction area  would  not  effectively  carry 
out  the  declared  policy  of  the  act. 

Rulings  on  proposed  findings  and  con- 
clusions. Interested  parties  were  allowed 
until  January  4,  1949.  by  the  presiding 
oflBcer  at  the  hearing  on  the  proposed 
amendments  to  the  marketing  agree- 
ment and  order,  to  file  briefs  and  pro- 
posed findings  of  fact  and  conclusions 
based  on  the' evidence  introduced  at  the 
hearing.  A  brief,  in  the  form  of  a  letter, 
was  filed  by  a  marketing  organization. 
Although  such  brief  did  not  contain  spe- 
cific requests  to  make  proposed  findings, 
it  is  assumed  that  the  arguments  and 
conclusions  submitted  were  for  this  pur- 
pose and  they  are  treated  accordingly. 
Every  point  covered  in  the  brief  was  care- 
fully considered  along  with  the  evidence 


In  the  record  In  making  the  findings 
and  reaching  the  conclusions  hereinbe- 
fore set  forth.  To  the  extent  that  the 
proposed  findings  and  conclusions  are 
consistent  with  the  findings  and  conclu- 
sions contained  herein,  they  are  ap- 
proved. 

Reconuncndcd  amendments  to  the 
marketing  agreement  and  order.  The  fol- 
lowing amendments  to  the  marketing 
agreement  and  order  are  recommended 
as  the  detailed  and  appropriate  means 
by  which  the  foregoing  conclusions  may 
be  carried  out: 

1.  Delete  paragraph  (m)  of  section  4 
of  the  amended  marketing  agreement 
and  §  953.4  of  the  amended  order  and 
substitute  therefor  the  following: 

(m>  Districts.  (1)  "District  1"  shall 
include  that  part  of  the  State  of  Cali- 
fornia which  is  north  of  a  line  drawn  due 
east  and  west  through  the  Tehachapi 
Mountains. 

(2)  'District  2"  shall  include  that  part 
of  the  State  of  California  which  Is  south 
of  a  line  drawn  due  east  and  west  through 
the  Tehachapi  Mountains,  but  shall  ex- 
clude Imperial  County.  California,  and 
that  part  of  Riverside  County,  California, 
situated  south  and  east  of  the  San  Gor- 
gon io  Pa.ss. 

(3)  "District  3"  shall  Include  the  State 
of  Arizona  and  that  part  of  the  State 
of  California  not  included  In  District  1 
and  District  2. 

Piled  at  Washington.  D.  C.  this  31st 
day  of  March  1949. 

[SEALl  John  I.  Thompson. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

(F.    R.    Doc.    49-2542:    Filed.    Apr.    5.    1949; 
8:32  a.  m.] 
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[Docket  No.  AO  196 1 

H.^NDLiNC  OF  Hops  Grown  in  Oregon, 
California.  Washington,  and  Id.\ho. 
AND  of  Hop  Products  Produced  There- 
from IN  These  States 

notice  or  recommended  decision  and 
opportunity  to  file  written  excep- 
tions with  respect  to  a  proposed  mar- 
keting agreement  and  order 

Correction 

In  Federal  Register  Document  49-2481. 
appearing  at  page  1521  of  the  issue  for 
Saturday.  April  2.  1949.  the  following 
corrections  are  made: 

1.  In  the  first  paragraph  the  last  word 
should  read  "workday". 

2.  The  first  sentence  of  the  "Prelim- 
inary statement"  should  read:  "A  public 
hearing,  on  the  record  of  which  the  pro- 
posed marketing  agreement  and  market- 
ing order  (hereinafter  called  the  'order') 
were  formulated,  was  held  at  Yakima, 
Washington,  on  November  29  and  30. 
1948;  at  Salem,  Oregon,  on  December  2 
and  3,  1948:  and  at  Santa  Rosa,  Cali- 
fornia, on  December  6  and  7,  1948." 

3.  In  paragraph  (3)  (f)  of  the  " Pre- 
liminary statement"  subdivisions  (Iv) 
and  (v)  should  read:  "(iv)  the  limita- 
tion of  handling  to  certificated  hops  or 


hop    products;    and    (v)    the   diversion 
privileges." 

4  Paragraph  (n)  of  1 986.1  should 
read : 

(n)  "Federal -State  Inspection  service" 
means  that  insjjection  service  on  hops  or 
hop  products  which  is  performed  within 


the  States  of  Oregon,  California.  Wash- 
ington, or  Idaho  by  the  United  States 
Department  of  Agriculture  or  by  said 
Department  under  a  cooperative  ar- 
rangement with  any  of  such  States  pur- 
suant to  authority  contained  In  any  act 
of  Congress. 


6.  In  the  last  sentence  of  §986.6  (c) 
(1)  (il)  the  word  "revelant"  should  read 
"relevant." 

6.  The  sixteenth  line  of  the  first  col- 
umn on  page  1544  (§986.6  (f))  should 
read:  "authorized  representatives)  and 
the". 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 

ITransferC-der  321 

Order  Transferring  Quartermaster 
flJNCTioNs  From  Department  of  the 
Army  to  Department  or  the  Air  Force 

Pursuant  to  the  authority  vested  In  me 
bv  the  National  Security  Act  of  1947  (act 
of  July  26.  1947;  Public  Law  253,  80th 
Congress)  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein, 
it  Ls  hereby  ordered  as  follows: 

1.  There  are  hereby  transferred  to  and 
vested  in  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force,  in- 
sofar as  they  may  pertain  to  the  Depart- 
ment of  the  Air  Force  or  the  United 
States  Air  Force  or  their  property  and 
personnel,  all  functions,  powers  and  du- 
ties relating  to  the  type  of  activities 
presently  performed  by  the  Quartermas- 
ter General  or  the  Quartermaster  Corps 
of  the  United  States  Army  which  are 
vested  in  the  Secretary  of  the  Army,  or 
the  Department  of  the  Army,  or  any  of- 
ficer of  that  Department  by  the  follow- 
ing la\^s.  parts  of  laws  and  Executive 
Orders,  as  limited  by  other  laws,  parts  of 
laws  and  Executive  Orders,  whether  or 
not  specifically  set  forth  herein : 

a.  Act  of  June  3.  1916.  c.  134.  sec.  9 
(39  Stat.  170),  as  amended  by  the  act  of 
June  4.  1920.  c.  227,  subch.  I.  sec.  9  (41 
Stat.  766  >,  and  the  act  of  December  1. 
1941,  c.  552,  sec.  1  (55  Stat.  787;  10  U.  S.  C. 
72). 

b.  Act  of  April  14.  1818.  c.  61.  sec.  7 
(3  Stat.  427).  as  amended  by  the  act  of 
March  3.  1835.  c.  49.  sec.  1  (4  Stat.  780; 
R  S.  1141).  and  the  act  of  August  24. 
1912.  c.  391.  sec.  3  (37  Stat.  591;  10  U.  S.  C. 
72a). 

c.  Act  of  July  28.  1866.  c.  299.  sec.  25 
(14  Stat.  336;  R.  S.  1144 »,  as  amended 
by  the  act  of  Aupu.-;t  24.  1912.  c.  391,  sec. 
3  (37  Stat.  591).  and  the  act  of  June  3. 
1916.  c.  134.  sec.  7  <39  Stat.  169).  and  the 
act  of  June  3,  1916.  c.  134.  sec.  9a,  as 
added  by  the  act  of  June  4.  1920,  c.  227, 
sec.  9  (41  Slat.  766;  10  U.  S.  C.  1237 >. 

d.  Act  of  March  2.  1907.  c.  2511  (34 
Stat.  1165;  10  U.  S.  C.  725). 

e.  Act  of  March  3.  1813,  c.  48.  sec.  5  (2 
Stat.  817;  R.  S.  219'.  as  amended  by  the 
act  of  Aupu.-^t  24.  1912.  c.  391,  sec.  3  (37 
Stat.  591;  10  U.  S.  C.  1192>. 

f.  Act  of  July  5.  1838.  c.  162.  sec.  17  (5 
SUt.  258;  R.  S.  1294;  10  U.  S.  C.  729). 

g.  Act  of  March  3.  1875.  c.  131.  sec  1  (18 
Stat.  410;  10  U.  S.  C.  1196). 

h.  Act  of  February  12.  1892,  c.  83  (28 
Stat.  658;  10  U.  S.  C.  1197). 

1.  Act  of  April  14,  1818,  c.  61.  sec.  7 
(3  Stat.  427)  as  amended  by  the  act  of 
No.  65 2 


NOTICES 


March  3,  1835,  c.  49,  sec.  1  (4  Stat.  780>, 
and  the  act  of  March  2.  1861,  c.  84,  sec. 
10  (12  Stat.  220;  R.  S.  3715)  and  the  act 
of  August  24.  1912.  c.  391,  sec.  3  (37  Stat. 
591)  and  the  act  of  April  27,  1914.  c. 
72  (38  Stat.  356;  10  U.  S.  C.  1198). 

J.  Act  of  July  5,  1884.  c.  217  (23  Stat. 
109)  as  amended  by  act  of  August  24, 
1912,  c.  391,  sec.  3  <  37  Stat.  591 ;  10  U.  S.  C. 
1200). 

k.  Act  of  July  13.  1866,  c.  176.  sec.  4 
(14  Stat.  92;  R.  S.  3716)  as  amended  by 
the  act  of  Augu.st  24,  1912.  c.  391,  sec.  3 
(37  Stat.  591;  10  U.  S.  C.  1202). 

1.  Act  of  June  30,  1922.  c.  253,  Title  I 
(42  Stat.  729;  10  U.  S.  C.  1231). 

m.  Act  of  March  3,  1865,  c.  81,  sec.  5 
(13  Stat.  497;  R.  S.  1145  >  as  amended  by 
act  of  August  24,  1912,  c.  391.  sec.  3  (37 
Stat.  591)  and  the  act  of  June  3.  1916, 
c.  134,  sec.  9a.  as  added  by  the  act  of 
June  4.  1920.  c.  227.  subch.  I.  sec.  9  (41 
Stat.  766;  10  U.  S.  C.  1232). 

n.  Act  of  March  4.  1915.  c.  143.  sec.  1 
(38  Stat.  1079;  10  U.  S.  C.  1234', 

o  Act  of  June  5,  1920,  c.  240  <41  Stat. 
976)  as  amended  by  act  of  August  9, 
1921.  c.  57,  Title  I.  sec.  4  (42  Stat.  148 » 
and  the  act  of  June  7.  1924,  c.  320.  sec.  10 
(43  Stat.  610)  and  the  act  of  July  3.  1930. 
c.  863.  sec.  1  <46  Stat.  1016;  10  U.  S.  C. 
1235). 

p.  Act  of  July  5.  1884,  c.  217  (23  Stat. 
108;  10  U.  S.  C.  1238). 

q.  Act  of  March  3.  1865,  c.  81.  sec.  6  (13 
Stat.  4971;  R.  S.  1149)  as  amended  by  act 
of  August  24.  1912.  c.  391.  sec.  3  (37  Stat. 
591;  lOU.  S.  C.  1239). 

r.  Act  of  June  12.  1906.  c.  3078  (34 
Stat.  250)  as  amended  by  act  of  August 
24.  1912.  c.  391.  sec.  3  (37  Stat.  591;  10 
U.  8.  C.  1240). 

s.  Act  of  April  27.  1914.  c.  72  (38  Stat. 
361;  lOU.  S.  C.  1281). 

t.  Act  of  March  23,  1910,  c.  115  (36 
Stat.  257;  10  U.  S.  C.  1283 •. 

u.  Act  of  November  4,  1918,  c.  201,  sec. 
1  (40  Stat.  1028;  10  U.  S.  C.  1286). 

v.  Executive  Order  5952,  November  23. 
1932.  as  amended  by  Executive  Order 
7500.  December  3.  1936  ( 1  F.  R.  2141 )  and 
Executive  Order  8333,  January  25.  1940 
(5  F.  R.  315)  issued  under  authority  of 
act  of  February  2,  1901,  c.  192,  sec.  40 
(31  Stat.  758;  10  U.  S.  C.  724). 

w.  Ali  other  laws,  parts  of  laws,  in- 
cluding applicable  provisions  of  Appro- 
priation Acts,  and  Executive  Orders 
which  vest  in  the  Secretary  of  the  Army 
or  the  Department  of  the  Army  or  any 
officer  of  that  Department,  functions, 
powers  and  duties  relating  to  the  type 
of  activities  which  are  presently  being 
performed  by  the  Quartermaster  Gen- 
eral or  Quartermaster  Corps.  United 
States  Army,  Insofar  as  they  pertain  to 
the  Department  of  the  Air  Force  or  the 


United  States  Air  Force  or  their  prop- 
erty and  personnel. 

2.  The  Department  of  the  Air  Force 
win  utilize  the  services  of  the  Depart- 
ment of  the  Army  and  the  Department 
of  the  Army  will  utilize  the  services  of 
the  Department  of  the  Air  Force  for  such 
types  of  services  in  the  field  of  Quarter- 
master activities  as  are  presently  per- 
formed by  one  for  the  other,  subject  to 
.such  adjustments  as  from  time  to  time 
are  jointly  determined  to  be  nece.s.sary 
by  the  Secretaries  of  the  two  Depart- 
ments. 

3.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force,  or  their  repre- 
sentatives, are  hereby  authorized  to  is- 
sue such  orders  as  may  be  necessary  to 
effectuate  the  purposes  of  this  order.  In 
this  respect,  the  transfer  of  such  related 
F>ersonnel,  property,  records,  installa- 
tions, agencies,  activities,  and  projects  as 
the  Secretaries  of  the  Army  and  the  Air 
Force  shall  from  time  to  time  Jointly  de- 
termine to  be  necessary,  is  authorized. 

4.  It  is  expre.ssly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and 
the  United  States  Air  Force. 

5.  Nothing  contained  in  this  order 
.«hall  operate  as  a  transfer  of  funds. 

6.  This  order  shall  be  effective  as  of 
12:00  Noon,  March  26.  1949. 

James  Forrestal. 
Secretary  of  Defense. 

March  26,  1949. 

|F.    R.    Doc.    49-2538;    Filed,    Apr.    6,    1949; 
8:58  a.  xn.| 

POST  OFFICE  DEPARTMENT 

Suspension  of  Surface  Parcel  Post 
Service  to  Entire  City  of  Berlin 

1.  Temporarily  suspended.  Owing  to 
technical  and  transportation  difficulties 
the  acceptance  of  surface  parcel-post 
packages  for  the  American.  British, 
French,  and  Soviet  sectors  of  the  city  of 
Berlin  is  temporarily  suspended. 

2.  Handling  of  parcels.  Postmasters 
should,  until  further  notice,  refuse  to  ac- 
cept parcels  for  Berlin  and  should  re- 
turn to  senders  suitably  endorsed  any 
such  parcels  now  on  hand. 

3.  Regular  mail.  Regular  mail  articles 
by  surface  or  air  and  air  parcel  post  for 
all  sectors  of  Berlin  are  not  affected. 

(R.  S.  161,  396.  398.  sees.  304.  309,  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22,  369, 

372) 


I  seal] 


J.  M.  Donaldson. 
Postmaster  General. 


|F.    R.    Doc.    49-2531;     Piled,    Apr.    B,    1949; 
8:49  a.  m.J 


1620 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR         New  Mexico  Meridun.  new  MEXICO 


V 


Bureau  oi^Land  Management 
Alaska 


NOTICE  FOR  FILING  OBJECTIONS  TO  ORDER 
REVOKING  IN  PART  PUBLIC  LAND  ORDER  NO. 
253  OF  DECEMBER  7,  1944;  WITHDRAWING 
PORTIONS  OF  RELEASED  LANDS  FOR  VARIOUS 
PUBLIC  PURPOSES ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be   in   writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25.  D.  C.     In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  It,  a  pub- 
lic hearing  will  be  held  at  a  convenient 
time  and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  its  purpose,  intent, 
and   extent.    Should   any  objection   be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Sec- 
retary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  Interested  parties  of  record 
and  the  general  public. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

March  29.  1949. 

|F.    R.    Doc.    49-2534;    Filed,    Apr.    6.    1949; 
8:50  a.  m.l 


POWER  SITE  CANCELATION  NO.  95  AFFECTING 
POWER   SITE   CLASSIFICATION    NO.    Z28 

Pursuant  to  authority  vested  in  me  by 
the  act  of  March  3.  1879  (20  Stat.  394; 
43  U.  S.  C.  31),  and  by  Departmental 
Order  No.  2333  of  June  10,  1947  (43  CFR 
4.623;  12  F.  R.  4025),  Power  Site  Classi- 
fication No.  228,  approved  May  8,  1929, 
Is  hereby  canceled  in  so  far  as  and  to  the 
extent  that  it  affects  the  following  de- 
scribed lands: 

All  portions  of  the  following-described 
lands  lying  within  50  feet  of  the  center  line  of 
the  transmission  line  right-of-way  applied 
for  by  the  Hagen  Power  and  Electric  Com- 
pany August  12,  1926,  map  of  which  is  filed 
In  the  Bureau  of  Land  Management  (General 
Land  Office)  under  Santa  Fe  054208: 

New  Mexico  Principal  Meridian,  New  Mexico 

T.  12  N.,  R.  6  E  , 

Sec.  1.  N'^SWU.  SEUSWU.  and  S',aSEi,4: 

Sec.  3,  NEUNEU- 
T.  13  N.,  R.  6  E  , 

Sec.  34.  NW^SE'i.  and  S'iSEV4: 

Sec.  35.  SWUSW!4- 

All  portions  of  the  following-described 
lands  lying  within  50  feet  of  the  center  line 
of  the  transmission  line  right-of-way  applied 
for  by  the  Parsons  Mining  Company  Septem- 
ber 27.  1916,  map  of  which  is  filed  in  the 
Bureau  of  Land  Management  (General  Land 
Office)    under  Roswell  035692: 

New  Mexico  Principal  Meridian,  New  Mexico 

T.  7  S..  R.  11  E., 

Sec.  25.  SWUSWU- 

The  area  Involved  is  approximately  22 
acres. 

Thomas  B.  Nolan. 
Acting  Director. 

IF.    R.    Doc.    49-2520;    Filed.    Apr.    5.    1949; 
8:48  a.  m.) 


Geological  Survey 

Willamette  Meridian,  Washington 

POWER   SITE   cancellation   NO.    93 

Pursuant  to  authority  vested  in  me  by 
the  act  of  March  3.  1879  (20  Stat.  394; 
43  U.  S.  C.  31  >.  and  by  Departmental 
Order  No.  2333  of  June  10.  1947  (43  CFR 
4.623;  12  F.  R.  4025),  Power  Site  Cla.ssifi- 
cation  No.  349.  approved  June  22.  1944.  is 
hereby  canceled  ln.sofar  as  and  to  the 
extent  that  it  affects  the  following- 
described  lands: 

Willamette  Meridian.  Washington 

T.  27  N..  R.  23  E  . 
Sec.  1.  lot  4,  SW'4NW'4; 
Sec.    2,    lot    1.    SE'iNEU.    NE^SE'^.    and 

SW'4SE'4: 
Sec.  3,  lot  1; 
Sec.  8.  N'.NEU.  SW'4NE!4.  EliSWU.  and 

NW'4SE"'4; 
Sec.  11.  SE'4NWii; 
Sec.  21,  SE'4SW'4; 
Sec.    28.    NE'4NW',4.    S^NWii.    and    W!a 

SW'4:  I        ' 

Sec.  30.  lots  3,  and  4: 
Sec.  32.  NE'4NE'4.  S'^NE^.  and  N'2SEi4. 

The  area  described  aggregates  1,079.77 

acres. 

Thomas  B.  Nolan. 
Acting  Director. 

IF.    R.    Doc.    49-2519;    Filed.    Apr.    5.    1949: 
8:48  a.  m.| 


Sec.  12.  NE>4NW«4: 

Sec.  15.  NliNE'4.  SW'iNE'i.  *nd  NWi;; 

Sec.  16,  E^jNEU- 
T.  40  S..  R.  21  E.. 

Sec.  7.  lots  3,  and  4; 

Sec.  18.  lots  1.  2,  3.  and  4: 

Sec.  19,  lots  1,  2.  and  3. 
T.  41  S..  R.  21  E . 

Sec.  6.  W'^NWU.  and  NW!4SW',4- 
T.  40  S.,  R.  23  E  . 

Sec.   25,   E'jNEH.  NE>4SW',i.   SWUSW'i. 
and  N'aSE'4. 
T.  40  S.,  R.  24  E.. 

Sec.  16,  W'^Wli: 

Sec.  17,  W'^iE'^: 

Sec.   19,  lot  4.  SEUNE'i.  SEUSW;.  and 

SE>4: 
Sec.  20,  NW'.i,  NViSW'.i,  SW',iSW',4,  and 

NWUSEU: 

Sec.  21,  NW'iNWU: 

Sec.  29,  W^NWU.  SW>i,  and  W^^SE^; 

Sec.  30,  N',NE'4,  NE'4SW'4: 

Sec.  32.  SW(4NE'4.  E'^iNW^.  and  SE'4. 
T.  41  S..  R.  24  E  . 

Sec.  2.  NE'4.  NEUNWU.  and  NEUSE'4; 

Sec.  12.  S'aNE'.i. 
T.  41  S..  R.  25  E., 

Sec.  7.  lot  2; 

Sec.  8.  sw'+sw;: 

Sec.    16,    NE'4.    S';iNW',4.    NViSW>,i.    and 

N  W '   BE '  i  ■ 
Sec.      17,      SEUNW'i,      NEUSWU.      and 

N'^SE'4: 
Sec.  21,  NW'4NEi4.  and  SE'4NE'4: 

Sec.  22.  SWUSWU- 

The  area  described  aggregates  8.947.80 

acres. 

Thomas  B.  Nolan. 
Acting  Director. 

IF.    R.    Doc.    49  2521;    Filed.    Apr.    5.    1949; 
8:48  a.  m.j 


1  See  F.  R.  Doc.  4^2533.  Title  43.  Chapter 
I.  Appendix,  supra. 


Salt  Lake  Meridian.  Utah 

POWER  site  classification  no.  397 

Pursuant  to  authority  vested  in  me  by 
the  act  of  March  3,  1879  (20  Stat.  394;  43 
U  S.  C.  31) ,  and  by  Departmental  Order 
No.  2333  of  June  10.  1947  (43  CFR  4.623; 
12  F.  R.  4025),  the  following  described 
land  is  hereby  classified  as  power  sites 
insofar  as  title  thereto  remains  in  the 
United  States  and  subject  to  valid  exist- 
ing rights;  and  this  classification  shall 
have  full  force  and  effect  under  the  pro- 
visions of  section  24  of  the  act  of  June  10. 
1920.  as  amended  by  section  211  of  the 
act  of  August  26.  1935  (16  U.  S.  C.  818) : 

T.  40  S..  R.  20  E.. 

Sec.  1,  lots  1.  2,  3.  SlaN'.i.  NE|4SWV4.  and 

SE'i: 
Sec.  12,  NE'4.  NE'4NW'4.  and  SE>i; 
Sec.  13.  E!^; 
Sec.  24: 

Sec.  25,  N'..  SWI4,  and  NW'4SE»;; 
Sec.  26.  NE'4NE'4,  S'2NE'4.  and  SE'i; 
Sec.  35,  NE'4,  E';.SW'4.  and  SE'4; 
Sec.  36.  N'^NWU.  SW'4NW'.4.  and  W',, 

SW'4. 
T.  41  S  ,  R.  20  E.. 

Sec.  1.  NEUNE'i.  S'^NEV;.  and  SE'.;; 

Sec.  2,  N'a.  SW'4.  and  NW'4SE'4: 

Sec.  3.  NE'4NE'4.  S'aNE',4.  SE'4SW'4.  and 

SEI4; 
Sec.  9.  S'jSE'4: 
Sec.  10; 
Sec.  11.  W',iNW',4; 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Plans  Under  Public  Law  395. 
80th  Congress 

notice  of  continuance  of  cert.mn  exist- 
ing VOLUNTARY  PLANS  UNDER  EXTENSION 
OF  AUTHORITY  AND  WITHDRAWAL  OF  RE- 
QUESTS FOR  UNILATERAL   ACTION 

Correction 

In  Federal  Register  Document  49- 
1887.  appearing  on  page  1138  of  the  issue 
for  Saturday.  March  12.  1949  (as  er- 
roneously corrected  on  page  1604).  para- 
graph (b)  11  should  read  as  follows: 

11.  Gas  Pipe  Line  to  Atomic  Energy 
Commission  Plant  (14  F.  R.  923). 


Office  of  International  Trade 

Delegations  of  Authority  Relating  to 
Enforcement  Matters  Under  Export 
Control  Act  of  1949 

The  outstanding  delegation  of  author- 
ity by  the  Secretary  of  Commerce  with 
respect  to  export  control  (11  P.  R.  177A- 
303.  10389;  15  CFR.  1946  Supp.;  13  F.  R. 
747)  is  amended  to  include  specifically 
the  following  delegations  relating  to  en- 
forcement powers  and  functions  con- 
tained in  the  Export  Control  Act  of  1949. 
Public  Law  11.  81st  Congress: 

A.  George  L.  Bell,  Associate  Director, 
and  Francis  Mclntyre,  Assistant  Director, 
of  the  Office  of  International  Trade  are 
each  authorized  (1)  to  require  reports 
and  the  keeping  of  records  by  any  per.on. 


Wednesday,  April  6,  1949 

to  the  extent  necessary  or  appropriate  to 
the  enforcement  of  said  export  control 
authority,  and  require  any  person  to  per- 
mit the  inspection  of  books,  records,  and 
other  writings,  premises,  or  property  of, 
any  person;  (2)  to  sign  and  i.ssue  sub- 
poenas requiring  any  person  to  appear 
and  testify  or  to  appear  and  produce 
books,  records,  and  other  writings,  or 
both,  to  any  designated  place,  in  connec- 
tion with  any  investigation  nece-ssary  or 
appropriate  to  the  enforcement  of  said 
export  control  authority;  and  (3)  to  is- 
sue rules  and  regulations  applicable  to 
the  financing,  transporting,  and  other 
servicing  of  cxjwrts  and  the  participation 
therein  by  any  i>erson.  necessary  to 
achieve  effective  enforcement. 

B.  Milton  M.  Thomp.son,  Compliance 
Commissioner  of  the  Office  of  Interna- 
tional Trade.  Is  authorized.  In  any  pro- 
ceeding for  the  denial  of  licensing  priv- 
ileges under  the  Export  Control  Act  of 
1949.  (1 )  to  administer  oaths  and  affirma- 
tions, and  (2)  to  sign  and  issue  subpoenas 
requiring  any  person  to  appear  and  tes- 
tify or  to  appear  and  produce  books, 
records,  and  other  writings,  or  both. 

C.  Said  Associate  Director  and  Assist- 
ant Director  of  the  Office  of  Internation- 
al Trade  are  further  authorized,  and  the 
Director  of  Export  Operations  Division, 
the  Chief  of  the  Enforcement  Branch  of 
the  Office  of  International  Trade,  and 
any  person  employed  in  said  Enforce- 
ment Branch  and  certified  to  be  a  special 
agent  thereof  by  the  Administrative  Offi- 
cer of  the  Department  of  Commerce,  are 
each  also  authorized.  (1)  to  make  inves- 
tigations, obtain  information,  inspect 
books,  records,  and  other  writings,  prem- 
ises, or  property  of.  and  take  the  sworn 
testimony  of.  any  person;  and  (2)  to  ad- 
minister oaths  and  affirmations  for  the 
purpo.se  of  procuring  or  receiving  from 
any  person  sworn  statements  or  other 
sworn  testimony,  concerning  any  matter 
under  Investigation  necessary  or  appro- 
priate to  the  enforcement  of  the  export 
control  authority  vested  in  me. 

D.  Said  Associate  Director  and  Assist- 
ant Director  of  the  Office  of  Internation- 
al Trade  are  further  authorized  to  pre- 
scribe appropriate  procedures  or  rules 
and  regulations  for  the  exercise  of  the 
powers  and  functions  delegated  to  any 
person  by  this  order. 

(Pub.  Law  11.  81st  Cong.:  E.  O.  9630.  Sept. 
27.  1945.  10  F.  R.  12245;  E.  O.  9919,  Jan.  3, 
1948,  13  F.  R.  59) 

Dated:  April  1.  1949. 

IsEALl  Ch\rles  Sawyer, 

Secretary  0/  Commerce. 

IF.    R.    Doc.    49-2545;    Filed.    Apr.    5.    1949; 
8:52  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  SA-189| 

Accident  at  Gander,  Newfoundland 
notice  of  hearing 

In  the  matter  of  investigation  of  ac- 
cident Involving  aircraft  of  United  States 
Registry  NC-34537.  which  occurred  at 
Gander.  Newfoundland,  March  1,  1949. 

Notice  is  hereby  given,  pursuant  to  the 
Civil     Aeronautics     Act     of     1938,     as 
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amended,  particularly  section  702  of  said 
act.  in  the  above-entitled  proceedings 
that  hearing  is  hereby  assigned  to  be 
held  on  Thursday.  April  7.  1949,  at  9:30 
a.  m.  (Local  Time)  in  the  Empire  Room. 
Lexington  Hotel.  48th  and  Lexington 
Streets.  New  York.  New  York. 

Dated  at  Washington,  D.  C.  March  31. 
1949. 


IsealI 


Robert  W.  Chrisp, 
Presiding  Officer. 


IF.    R.    Doc.    49-2544;    Filed,    Apr,    5.    1949; 
8:52  a.  m.l 


FEDERAL  POWER   COMMISSION 

I  Docket  No.  G-1173I 

Northern  Natural  Gas  Co. 
order  fixing  date  of  hearing 

On  February  28.  1949,  Northern  Nat- 
ural Gas  Company  (Applicant),  a  Dela- 
ware corporation  having  its  principal 
place  of  business  at  Omaha.  Nebra.ska. 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  pur- 
suant to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  the  con- 
struction and  operation  of  certain  nat- 
ural-gas facilities,  subject  to  the  juris- 
diction of  the  Commission,  as  fully  de- 
scribed in  such  application  on  file  with 
the  Commission  and  open  to  public  in- 
spection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  procedure. 
Applicant  having  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petition 
having  been  filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the  ap- 
plication, including  publication  in  the 
Federal  Register  on  March  10.  1949  (14 
F.  R.  1093). 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mi.ssion  by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mi.ssion's  rules  of  practice  and  procedure. 
a  hearing  be  held  on  April  20.  1949.  at 
9:30  o'clock  a.  m.  (e.  s.  t.).  In  the  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion, 1800  Penn.sylvania  Avenue  NW.. 
Washington.  D.  C.  concerning  the  mat- 
ters involved  and  the  Issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  forthwith  dispose  of 
the  proceeding  pursuant  to  the  provi- 
.sions  of  §1.32  (b)  of  the  Commission's 
rules  of  practice  and  procedure. 

(B )  Interested  State  Commissions  may 
participate  as  provided  by  §§  1.8  and 
1.37  (f )  of  the  said  rules  of  practice  and 
procedure. 

Date  of  Issuance:  March  31,  1949. 

By  the  Commission. 

[seal]  J.  H.  Outride. 

Acting  Secretary.    , 

IF.    R.    DOO.   49-2522;    Piled.   Apr.    fi,    1949; 
8:48  a.  m.] 
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IDocJcet  No.  G-1176J 

Cities  Service  Gas  Co. 

ORDER  fixing  DATE  OF  HEARING 

On  March  4,  1949.  Cities  Service  Gas 
Company  (Applicant),  a  Delaware  Cor- 
poration having  its  principal  place  of 
business  at  Oklahoma  City.  Oklahoma, 
filed  an  application  for  an  order  pur- 
suant to  section  7  (b»  of  the  Natural  Gas 
Act.  as  amended,  authorizing  and  ap- 
proving the  abandonment  of  certain 
natural-gas  facilities,  subject  to  the  ju- 
risdiction of  the  Commission,  as  fully  de- 
scribed in  such  application  on  file  with 
the  Commission  and  open  to  public  in- 
spection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  S  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  proce- 
dure. Applicant  having  requested  that 
its  application  be  heard  under  the  short- 
ened procedure  provided  by  the  aforesaid 
rule  for  non-contested  proceedings,  and 
no  request  to  be  heard,  protest  or  peti- 
tion having  been  filed  subsequent  to  the 
giving  of  due  notice  of  the  filing  of  the 
application,  including  publication  in  the 
FEDERAL  Register  on  March  17,  1949  (14 
F.  R.  1222). 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  April  21. 
1949.  at  9:30  a.  m.  (e.  s.  t.),  in  the  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion, 1800  Pennsylvania  Avenue  NW.. 
Washington.  D.  C.  concerning  the  mat- 
ters Involved  and  the  issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may,  after  a  non- 
contested  hearing,  forthwith  dispose  of 
the  proceeding  pursuant  to  the  pro- 
visions of  §  1.32  (b)  of  the  Commission's 
rules  of  practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  §§1.8  and 
1.37  (f)  of  the  said  rules  of  practice  and 
procedure. 

Date  of  Issuance:  March  31.  1949. 

By  the  Commission. 


SE.AL] 


J.  H.  Outride, 
Acting  Secretary. 


IF.    R.    Doc.    49  2523;    Filed,    Apr.    6,    1949; 
8:48  a.  m.j 


IDocket  No.  DI-179I 

Central  New  York  Power  Corp. 

order  granting  petition  requesting 
oral  argument 

Counsel  for  Central  New  York  Power 
Corporation,  declarant  in  the  above- 
entitled  proceeding,  filed  a  motion  on 
March  18.  1949.  requesting  opportunity 
to  present  oral  argument  before  the 
Commission  on  their  exceptions  to  the 
Intermediate  Decision  entered  January 
26.  1949.  by  the  presiding  examiner. 

The  Commi.s.sion  finds:  Oral  argument 
by  counsel  for  the  declarant  and  the 
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staff  is  appropriate  under  the  circum- 
stances. 

The  Commission  orders: 

Oral  argument  In  the  above-entitled 
proceedinK  be  had  before  the  Commis- 
sion on  April  27,  1949.  at  10:00  a.  m., 
(e.  s.  t.).  in  the  Hearing  Room  of  the 
Commission.  1800  Pennsylvania  Avenue 
NW..  Washington  25,  D.  C. 

Date  of  Issuance:   March  29,   1949. 

By  the  Commission. 

ISIALl  J.  H.   GUTRIDE, 

Acting  Secretary. 

IF.    R.    Doc.    49-2524;    Filed.    Apr.    6,    1949; 
8:48  a.  m.) 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Public  Housing  Administration 

Description   of  Agency  and  Programs 
AND  Final  Delegations  or  Authority 

The  following  material  which  has  been 
revised  as  necessary  and  renumbered  is 
to  appear  In  the  Notices  section: 

Section  I — Description  of  agency  and  pro- 
grams. 

Section  II — Central  Office  organization  and 
final  delegations  of  authority  to  Central  Of- 
fice officials. 

Section  III— Field  organization  and  final 
delegations  of  authority. 

Section  IV — Special  delegations  of  author- 
ity. 

These  sections  supersede  the  material 
formerly  codified  at  24  CFR,  Parts  600, 
601.  and  602.  All  regulations,  orders, 
delegations,  instructions,  notices,  or  des- 
ignations issued  by  the  Public  Housing 
Commissioner  or  his  duly  authorized 
representative,  and  all  findings  or  deter- 
minations made  by  him  or  his  duly  au- 
thorized representative,  prior  to  the  eflec- 
tlve  date  of  Section  I  of  subtitle  A  of  Title 
24  (13  F.  R.  8260).  and  which  were  not 
revoked  or  superseded  prior  to  the  said 
effective  date,  are  hereby  continued  In 
force  and  effect  as  of  the  said  effective 
date  until  repealed  or  superseded  there- 
after. 

Section  I.  Description  of  agency  and 
programs — a.  Functions  of  PHA.  The 
Public  Housing  Administration  (herein- 
after referred  to  as  the  PHA»  is  one  of 
the  three  constituent  agencies  of  the 
Housing  and '  Home  Finance  Agency 
which  was  created  under  the  President's 
Reorganization  Plan  No.  3  of  1947  effec- 
tive July  27.  1947  (12  F.  R.  4981).  It  is 
headed  by  the  Public  Housing  Commis- 
sioner (hereinafter  referred  to  as  the 
Commissioner).  The  PHA  administers 
those  programs  formerly  administered 
by  the  Federal  Public  Housing  Au- 
thority. In  general,  it  is  the  respon- 
sibifity  of  the  PHA  to  administer  those 
housing  programs  of  the  Federal  Gov- 
ernment which  involve  either  the  direct 
expenditure  of  Federal  funds  or  the  loan 
of  such  funds  to  public  bodies  to  provide 
housing,  including  the  disposition  of 
Federally-owned  housing. 

b.  Programs  administered.  The  pro- 
grams administered  by  the  PHA  are  as 
follows : 

1.  Low-rent  housing  and  slum  clear- 
ance program.    This  program  is  based 


on  the  United  States  Housing  Act  of  1937 
(50  Stat.  888)   as  amended  (42  U.  S.  C. 
1401-1431).     That   statute   created   the 
United  States  Housing  Authority,  a  cor- 
porate agency  of  the  United  States,  and 
authorized  it  to  make  loans  to  local  public 
agencies,    created    by    state    laws,     in 
amounts  not  to  exceed  90  percent  of  the 
development  or  acquisition  cost,  to  pro- 
vide decent,  safe,  and  sanitary  housing 
for  urban  and  rural  families  of  low  in- 
come.    It  also  provides  for  the  elimina- 
tion of  slum  dwellings  in  numbers  sub- 
stantially equal  to  the  number  of  new 
dwellings  provided.     The  act  also  per- 
mits the  payment  of  annual  Federal  con- 
tributions to  make  up  the  difference  be- 
tween the  rent  that  low-income  famiUes 
can  afford  and  the  actual  cost  of  opera- 
tion of  such  hou.sing.     Included  In  the 
low-rent   program  are   certain   housing 
assets  and  projects  of  the  Public  Works 
Administration  which  were  transferred 
to  the  U.  S.  Housing  Authority  by  Execu- 
tive Order  7732.  dated  October  27,  1937. 
These  projects  are  Federally  owned  and 
directly  operated  or  leased  to  local  au- 
thorities for  management.    Also  included 
in  this  program  are  projects  developed 
under   Public  Law   671,   76th  Congress, 
approved  June  28, 1940,  with  funds  of  the 
United  States  Housing  Authority,  under 
an  authorization  requiring  the  conversion 
of  those  projects  to  low-rent   housing 
purposes  after  the  war.    This  program 
is  now  directly  administered  by  the  PHA 
under    the    Pre.'^ident's    Reorganization 
Plan  No.  3  of  1947. 

2.  "Greenbelf  Towns  Program.  Pur- 
suant to  section  4  (b)  of  Reorganization 
Plan  No.  3  of  1947,  the  PHA  is  operating, 
pending  early  disposal,  the  three  sub- 
urban projects  known  as  Greenbelt. 
Maryland.  Greenhills,  Ohio  and  Green- 
dale.  Wisconsin. 

3.  Public  War  Housing  Program.  This 
program  originally  involved  the  con- 
struction and  management  of  public 
war  housing  faciUties  for  per.«;ons  en- 
gaged in  national  defense  activities,  in- 
cluding enlisted  men  in  the  naval  or  mil- 
itary services,  civilian  employees  of  the 
Army  and  Navy  Departments  and  of  pri- 
vate industries  engaged  in  war  contracts, 
and  officers  of  the  Army,  Navy,  and  Ma- 
rine Corps  up  to  specified  ranks.  The 
basic  statutes  under  which  this  program 
is  carried  out  are  the  following:  Public 
Law  781,  76th  Congre.ss,  approved  Sep- 
tember £►,  1940;  Public  Law  849,  76th 
Congress,  approved  October  14,  1940; 
(the  so-called  Lanham  Act),  Public  Law 
9,  77th  Congress,  approved  March  1, 1941 ; 
Public  Law  73,  77th  Congress,  approved 
May  24,  1941;  Public  Law  353,  77th  Con- 
gress, approved  December  17,  1941.  It 
included  the  following  types  of  hou.sing: 

(a)  Stop-gap  shelter,  provided  mainly 
by  trailers. 

(b)  Temporary  housing  (provided  un- 
der several  laws,  principal  of  which  was 
the  Lanham  Act  (54  Stat.  1125),  as 
amended. 

(c)  Permanent  housing. 

The  postwar  responsibility  of  the  PHA 
is  the  use  such  housing  temporarily  for 
distressed  families  of  veterans  and 
servicemen  (under  the  amendments  to 
'the  Lanham  Act  cited  in  par.  4.  below) 
and  to  dispose  of  it  as  rapidly  as  condi- 
tions permit.    Temporary  housing  must 


be  removed  not  later  than  January  1, 
1950.  except  for  such  housing  as  the 
Housing  and  Home  Finance  Adminis- 
trator finds  after  consultation  with  local 
communities,  is  still  needed  for  an  addi- 
tional time  in  the  Interest  of  orderly 
demoblization.  Permanent  projects  are 
to  be  sold  to  veterans  and  occupants,  or 
other  private  purchasers,  or  transferred 
or  sold  to  Federal.  State  or  local  agencies, 
or,  if  approved  by  Congress,  to  local 
housing  authorities  for  low-rent  u.se. 
Pursuant  to  the  President's  Reorganiza- 
tion Plan  No.  3  of  1947,  responsibility 
for  this  program  was  transferred  to  the 
Housing  and  Home  Finance  Adminis- 
trator who  has  delegated  certain  func- 
tions thereunder  to  PHA. 

4.  Veterans  Emergency  Re-Use  Hous- 
ing Program.  The  veterans  Emergency 
Re-Use  Housing  Program  was  authorized 
by  Public  Laws  87  (59  Stat.  260),  292  (59 
Stat.  674).  336  (60  Stat.  85)  and  697 
(60  Stat.  958)  of  the  79th  Congress  which 
amended  the  Lanham  Act.  This  legisla- 
tion authorized  the  National  Housing 
Administrator  to  alleviate  the  housing 
difficulties  of  distressed  families  of 
servicemen,  veterans  and  their  families, 
single  veterans  attending  educational 
institutions,  and  faculty  members  (in- 
cluding their  families)  of  such  institu- 
tions by  the  movement  and  re-erection 
of  temporary  public  housing  facilities 
and  by  conversion  and  movement  where 
necessary  of  temp>orary  dormitories, 
barracks,  and  other  adaptable  struc- 
tures, materials,  equipment,  and  facili- 
ties. Under  Public  Law  796.  80th  Con- 
gress (62  Stat.  1062)  the  Administrator 
was  authorized,  upon  request  made  by 
an  educational  Institution,  to  relinquish 
and  transfer  to  It.  without  reimburse- 
ment, all  contractual  rights  and  title  to 
any  temporary  housing  located  on  land 
owned  or  controlled  by  such  institution. 
Under  the  President's  Reorganization 
Plan  .No.  3  of  1947.  responsibility  for 
this  program  was  transferred  to  the 
Housing  and  Home  Finance  Adminis- 
trator who  has  delegated  the  operations 
of  the  program  to  PHA. 

5.  Homes  Conversion  Program.  This 
program  is  authorized  by  Public  Law 
849.  76th  Congress,  approved  October 
14.  1940.  It  was  originally  administered 
by  the  Home  Owners*  Loan  Corporation, 
and  was  transferred  to  the  Federal  Pub- 
lic Housing  Authority  In  1944.  This  pro- 
gram was  initiated  to  house  war  workers 
and  was  accomplished  by  remodeling  ex- 
isting dwellings,  large  mansions  no 
longer  suitable  for  single  family  occu- 
pancy, unused  but  sturdy  warehou.ses, 
vacant  stores,  closed  filling  stations, 
abandoned  lodge  halls,  or  any  type  of 
building  which  posse.<5sed  a  sound  struc- 
ture. Under  the  President's  Reorganiza- 
tion Plan  No.  3  of  1947,  responsibility 
for  this  program  was  transferred  to  the 
Housing  and  Home  Finance  Adminis- 
trator who  has  delegated  authority  for 
management  supervision  and  disposition 
to  the  PHA. 

Sec.  II.  Central  Office  organization 
and  final  delegations  of  authority  to  Cen- 
tral Office  Officials — a.  Functions  of  the 
Commissioner.  The  Commissioner  of  the 
Public  Housing  Administration,  who  is 
appointed  by  the  President  of  the  United 
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States  with  the  advice  and  consent  of  the 
Senate,  is  primarily  responsible  for  the 
administration  of  /all  the  programs  of 
the  Public  Housing  Administration. 
Under  Public  Law  901,  80th  Congress,  the 
Commissioner  is  authorized  to  delegate 
any  of  his  functions  and  powers  to  such 
officers,  agents,  or  employees  of  the  PHA 
as  he  may  designate.  The  following  are 
the  major  orpanizational  units  of  the 
PHA  Central  Office  with  their  respective 
functions: 

b.  Managerncjit  Division.  The  Division 
is  headed  by  an  Assistant  Commissioner 
for  Management  who  is  delegated  the 
powers  set  forth  in  subparagraph  2  of 
this  paragraph,  and.  with  respect  to  rural 
housing  projects,  the  powers  set  forth 
in  subparagraplis  1  and  3  of  paragraph  d. 

1.  In  addition,  he  is  delegated  the 
power : 

(a)  Pursuant  to  the  provisions  of 
Public  Resolution  No.  11  (76th  Congress), 
section  43  of  the  Baiikhead-Jones  Farm 
Tenant  Act  (50  Stat.  530).  section  2  (a) 
(3)  of  Public  Law  731  (79th  Congre.ss), 
and  section  4  of  Reorganization  Plan 
No.  3  of  1947  <  12  F.  R.  4981 ) ,  with  respect 
to  the  Greenbelt  towns: 

(1)  To  exercise  the  powers  delegated 
in  Section  III  (f)  to  housing  managers, 
community  managers,  and  others  acting 
In  such  capacities. 

(2)  To  approve  statements  of  manage- 
ment policy  and  management  programs, 
including  revisions. 

(3t  To  execute  agreements  for  pay- 
ments in  lieu  of  taxes. 

(4)  To  approve  or  execute  leases  for 
commercial  facilities. 

(5)  To  execute  contracts  for  additional 
fire  protection,  police  protection  and 
other  necessary  services  not  covered  by 
agreements  for  payments  in  lieu  of  taxes. 

(6)  To  execute  or  approve  contracts 
and  contract  changes  in  any  amount  with 
respect  to  the  operation,  maintenance, 
repair,  or  alteration,  or  betterment  of 
such  projects. 

(7 »  To  effect  the  annexation  of  project 
property  by  a  political  subdivision  if 
necessary  to  facilitate  the  extension  of 
adequate  public  facilities  or  services  in- 
cluding utilities  to  such  property. 

(8)  To  authorize  the  housing  of  per- 
sons employed  directly  by  the  PHA,  local 
housing  authorities,  or  other  agencies 
engaged  in  the  operation  of  public  war 
housing  projects. 

(b)  Pursuant  to  Public  Law  412  (75th 
Congress),  as  amended.  Public  Law  671 
( 76th  Congress ) .  as  amended,  and  section 
4  (a)  of  Reorganization  Plan  No.  3  of 
1947,  to  execute  waivers  in  connection 
with  the  provisions  contained  in  Con- 
tracts for  Loan  and  Annual  Contributions 
(in  the  case  of  Public  Law  412  projects) 
and  contracts  for  Financial  Assistance 
(in  the  case  of  Public  Law  671  projects) 
which  establish  time  limits  subsequent 
to  which  this  Administration  will  not 
make  advances  or  take  delivery  of  Series 
B  bonds  unless  extended  by  this  Admin- 
istration. 

(c)  In  connection  with  low-rent  hou.s- 
ing projects  to  approve  estimates  of  av- 
erage annual  rent. 

(d)  To  hear,  consider,  and  decide,  as 
the  duly  authorized  representative  of  the 
Commissioner,  all  appeals  arising  out  of 
contracts   made   by  or   for  the  Public 


Housing  Administration,  except  those  ap- 
I>eals  arising  out  of  contracts  which 
originated  in  former  Region  III  (see 
paragraph  b  6)  in  connection  with  the 
development  of  projects  where  contract 
provisions  state  substantially  that:  "All 
disputes  concerning  questions  of  fact 
arising  under  this  contract  shall  be  de- 
cided by  the  contracting  officer  subject 
to  appeal  by  the  contractor  within  30 
days  to  the  head  of  the  department  con- 
cerned or  his  duly  authorized  represen- 
tative, whose  decision  shall  be  final  and 
conclusive  upon  the  parties,  thereto." 
The  territory  covered  by  former  Region 
III  is  set  forth  in  §  602.1  (13  F.  R.  2820) 

2.  The  Director  of  the  Labor  Relations 
Branch  is  delegated  the  power  to  make 
determinations  of  prevailing  wages  or 
fees  under  the  provisions  of  section  16 
(2)  of  the  United  States  Housing  Act  of 
1937.  as  amended,  and  to  make  deter- 
minations of  the  applicable  job  titles, 
weekly  hours  of  work,  and  annual  wage 
rates  and  other  benefits  of  employment 
such  as  sick  and  annual  leave  for  all 
manual  maintenance  employees  on  pub- 
lic housing  projects  operated  by  a  local 
housing  authority. 

3.  The  Chief  of  the  Claims  Section, 
Construction  •  Inspection  and  Claims 
Branch,  is  delegated  the  power  to  hear, 
consider,  and  decide,  as  the  duly  au- 
thorized representative  of  the  Commis- 
sioner, appeals  arising  out  of  contracts 
made  by  or  for  the  PHA  in  former  Re- 
gion III,  in  connection  with  the  develop- 
ment of  projects  where  contract  provi- 
sions state  substantially  that:  "All  dis- 
putes concerning  questions  of  fact  aris- 
ing under  this  contract  shall  be  decided 
by  the  contracting  officer  subject  to  ap- 
peal by  the  contractor  within  30  days 
to  the  head  of  the  department  concerned 
or  his  duly  authorized  representative, 
whose  decision  shall  be  final  and  con- 
clusive upon  the  parties  thereto."  The 
territory  covered  by  former  Region  III  is 
set  forth  in  §  602.1  (13  F.  R.  2820). 

The  Management  Division  is  composed 
of  the  following  Branches:  Racial  Rela- 
tions, Taxation,  Occupancy.  Plants  and 
Structures,  Insurance,  Construction  In- 
spection and  Claims,  and  Labor  Rela- 
tions, each  headed  by  a  Director. 

c.  Disposition  Divisioii.  The  Disposi- 
tion Division  is  headed  by  an  Assistant 
Commissioner  for  Disposition  who  is 
delegated  the  following  powers  in  any 
matters  pertaining  to  the  disposition  of 
projects  (excluding  Subsistence  Home- 
stead projects).  Including  personality, 
undertaken  pursuant  to  the  provisions  of 
the  Lanham  Act,  as  amended.  Public  Law 
781  (76th  Congress),  or  Public  Law  9. 
73,  353  (77th  Congress).  Public  Law  67 
(73d  Congress),  Public  Resolution  No. 
11  (74th  Congress). 

1.  To  execute  contracts  with  brokers, 
local  housing  authorities,  or  others  for 
disposition  or  management,  including 
the  disposition  or  management  of  homes 
conversion  leaseholds. 

2.  To  execute  contracts  for  the  pur- 
chase of  land  or  leaseholds. 

3.  To  execute  contracts  for,  and  to 
purchase  the  results  of,  the  services  of 
surveyors  or  appraisers. 

4.  To  execute  contracts  of  sale,  re- 
moval, or  demolition,  lease  settlements, 
lease  cancellations,   deeds,  dedications, 


permits,  revocable  licenses,  easements, 
transfer  and  conveyance  documents,  and 
other  instruments  in  connection  with 
the  disposition  of  housing  property,  other 
than  transfers  of  jurisdiction  without 
reimbursement  to  other  Federal  agen- 
cies. 

5.  To  sell  credit  instruments  resulting 
from  sales  of  such  projects. 

6.  To  order  and  execute  contracts  for 
advertisements  in  connection  with  dis- 
position of  housing  property. 

7.  To  execute  contracts  for  recondi- 
tioning of  projects. 

8.  To  approve  the  annexation  of  proj- 
ect properties  by  a  political  subdivision 
to  facilitate  disposition. 

The  Disposition  Division  is  composed 
of  the  following  Branches:  Sales  Branch 
and  Land  and  Appraisal  Branch,  each 
headed  by  a  Director. 

d.  Field  Operations  Division.  Each  of 
the  three  Field  Operations  Divisions  is 
headed  by  an  A.ssistant  Commissioner 
for  Field  Operations,  responsible  to  the 
Commissioner  for  the  administration  of 
activities  in  his  area.  There  are  several 
field  offices  under  the  supervision  of  each 
Assistant  Commissioner  for  Field  Opera- 
tions. The  headquarters  and  jurisdic- 
tion of  each  field  office  is  as  follows: 

Are.*  a 

New  York  City:  Maine,  Massachusetts, 
Vermont.  New  Hampshire,  Rhode  Island, 
Connecticut,  New  York,  Puerto  Rico,  and  tlie 
Virgin   Islands. 

Philadelphia:  New  Jersey,  Pennsylvania, 
Maryland,  and  Delaware. 

Detroit:  Ohio  and  Michigan. 

Chicago:  Illinois,  Indiana,  Kentucky,  Mis- 
souri, Iowa,  Minnesota.  Wisconsin,  North 
Dakota,  South  Dakota,  Nebraska,  and  Kan- 
sas. 

Area   B 

Atlanta:  South  Carolina,  Tennessee,  Geor- 
gia, Florida,  Alabama,  and  Mississippi. 

Fort  Worth;  Texas,  Oklahoma.  Arkansas. 
Louisiana,  New  Mexico,  and  Colorado. 

Richmond:  Virginia,  West  Virginia,  North 
Carolina,  and  District  of  Columbia. 

Area  C 

San  Francisco:  That  part  of  the  State  of 
California  comprised  of  the  Counties  of  Del 
Norte,  Siskiyou,  Mixloc.  Humboldt,  Trinity, 
Shasta.  Lassen,  Tehema,  Plumas,  Glenn, 
Butte,  Yuba,  Nevada.  Slerre,  Mendocino,  Lake 
Colusa.  Sutter,  Placer,  Eldorado,  Sonoma, 
Napa,  Yolo,  Sacramento,  Amador,  Marin,  San 
Mateo,  Santa  Cruz,  Solano,  Contra  Costa, 
San  Joaquin,  Calaveras,  Alameda,  Stanis- 
laus, Alphlne,  Tuolumne,  Mono.  San  Fran- 
cisco; Utah.  Nevada,  and  The  Territory  of 
Hawaii. 

Los  Angeles:  That  part  of  the  State  of 
California  comprised  of  the  Counties  of 
Monterey.  San  Benito,  Merced,  Mariposa,  San 
Luis  Obispo,  Fresno,  Kings,  Tulare,  Inyo, 
Kern,  Santa  Barbara,  Ventura,  San  Bernar- 
dino, Los  Angeles,  Orange,  Riverside,  San 
Diego,  and  Imperial;  and  Arizona. 

Seattle:  Washington,  Oregon,  Idaho,  Mon- 
tana, Wyoming,  and  The  Territory  of 
Alaska. 

Assistant  Commissioners  for  Field 
Operations  are  authorized  to  exercise  the 
powers  delegated  in  section  III  b  1  to  field 
office  directors,  and  in  addition: 

1.  Pursuant  to  the  provisions  of  Public 
Law  67  (73d  Congress)  and  Public  Law 
412  (75th  Congress),  as  to  PWA  projects 
only;  Public  Law  671.  781.  849  (excluding 
Title  V  thereof),  (76th  Congress),  and 
Public  Laws,  9,  73,  and  353  (77th  Con- 
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Kress) .  all  as  amended  and  supplemented, 
in  connection  with  the  development, 
management  and  administration  of  proj- 
ects. Assistant  Commissioners  for  Field 
Operations  are  delegated  the  power: 

(a)  To  act  as  representative  of  the 
head  of  the  department  for  the  purpose 
of  approvinK  the  consideration  of  con- 
tractors' request  for  extension  of  time, 
when  contracts  permit  the  wt^iver  by  the 
head  of  the  department  or  his  duly  au 
thorized  representative  of  the  contrac- 
tors' failure  to  notify  the  Government 
of  the  delay  within  the  period  of  time 
stated  within  the  contract. 

(\3)  To  act  as  representative  of  the 
head  of  the  deportment  for  the  purposes 
of  waiving  the  IQ-day  limitation  as  may 
be  stipulated  in  r.ny  Construction  Con- 
tract, for  receiving,  considering,  and  ad- 
justing claims,  in  connection  with 
changes  In  the  contract  work,  for  which 
claim  was  made  by  the  contractor  (1> 
prior  to  or  <2)  in  his  executed  Certificate 
and  Release. 

<c)  Pursuant  and  subject  to  the  pro- 
visions of  the  Contract  Settlement  Act 
of  1944.  to  take  such  actions  as  are  au- 
thorized by  that  Act  and  are  approprli  te 
to  accomplish  Its  objectives. 

<d)  To  execute  leases  and  amend- 
ments thereto,  for  manapemcnt  of  such 
projects  to  local  housing  authorities,  or  to 
other  local  public  agencies  or  private 
agencies. 

(e)  In  connection  with  the  manage- 
ment of  homes  conversion  projects,  to 
modify  or  extend  and  to  sell  or  otherwise 
dispose  of  any  or  all  leases. 

<f)  To  execute  or  approve  contracts 
and  contract  changes  In  any  amount  with 
respect  to  the  development,  operation, 
maintenance,  repair,  alteration,  or  bet- 
terment of  such  projects,  and  to  act  as 
the  representative  of  the  head  of  the  de- 
partment for  the  purpose  of  approving 
such  contract  changes  when  the  contract 
documents  require  the  approval  of  con- 
tract changes  in  excess  of  $500  by  the 
head  of  the  department  or  his  duly  au- 
thorized representative;  and  to  execute 
documents  Involving  any  extensions  of 
the  contract  completion  date  which  may 
be  approvable  under  the  terms  of  the 
contract  Irrespective  of  whether  extra 
work  Is  involved. 

(g)  To  select,  approve  and  lease  sites, 
(h)  To  approve  the  annexation  of 
project  property,  by  a  political  subdivi- 
sion if  necessary  to  facilitate  the  exten- 
sion of  adequate  public  facilities  or  serv- 
ices including  utUities  of  such  property. 
(I)  In  connection  with  the  provisions 
of  sections  3A  and  3B  of  the  Administra- 
tion Fund  Agreement  <Form  PHA-875-2 ) . 
with  respect  to  leased  war  housing  proj- 
ects : 

( 1 )  To  determine  when  an  event  of  de- 
fault has  occurred  under  a  lease  of  a  war 
housing  project  to  a  local  housing  au- 
thority. 

(2)  After  the  determination  that  an 
event  of  default  has  occurred,  to  sign  and 
transmit  notices  to  banks  pursuant  to 
section  3A  of  any  Agreement  and  to  draw 
checks  and  execute  certificates  and  to 
transmit  the  same  to  banks  pursuant  to 
section  3B  of  such  Agreements. 

<k)  To  approve  statements  of  man- 
agement policy  and  management  pro- 
grams, including  revisions. 


NOTICES 

(1)  To  execute  agreements  for  pay- 
ments in  lieu  of  taxes. 

^m)  To  approve  or  execute  leases  for 
commercial  facilities. 

(n)  To  execute  contracts  for  addi- 
tional fire  protection,  police  protection, 
and  other  necessary  services  not  covered 
by  agreements  for  payments  in  lieu  of 

2.  Pursuant  to  Title  V  of  the  Lanham 
Act  as  amended.  Assistant  Commission- 
ers for  Field  Operations  are  delegated 
the  power: 

(a>  To  execute  contracts  between  the 
United  States  and  local  bodies  for  the 
provision  of  housing  under  Title  V  of  the 
Lanham  Act,  as  amended. 

(b)  To  negotiate  and  execute  cost- 
plus-a-fixcd  fee  contracts  for  the  con- 
struction of  Veterans'  Re-Use  Housing 
Projects. 

(c)  To  execute  or  approve  changes  In 
the  contract  in  any  amount  within  the 
limit  of  available  and  allotted  funds,  and 
to  execute  and  approve  documents  in- 
volving any  extensions  of  the  contract 
completion  date  which  may  be  approv- 
able under  the  terms  of  the  contract 
Irrespective  of  whether  extra  work  is 
involved.  Any  changes  approved  by  an 
As.sistant  Commis.sloner  shall  apply  only 
to  notices  to  proceed  with  projects  to  be 
erected  in  his  area  (without  regard  to 
the  original  location  of  the  buildings 
being  moved). 

(d)  Pursuant  and  subject  to  the  pro- 
visions of  the  Contract  Settlement  Act 
of  1944.  to  take  such  actions  as  are 
authorized  by  that  act  and  are  appro- 
priate to  accomplish  its  objectives. 

(e)  To  execute  notices  to  proceed. 

(f)  To  execute  leases  of  Government- 
owned  land  to  local  bodies. 

(g)  To  approve  terminations  of  such 
projects  when  they  are  no  longer  needed. 

(h)  To  execute  commercial  facihties 
leases. 

3.  Pursuant  to  the  United  States  Hous- 
ing Act  of  1937.  as  amended,  and  Title 
II  of  Public  Law  671  (76th  Congress), 
approved  June  28,  1940,  Assistant  Com- 
missioners for  Field  Operations  are  dele- 
gated the  power: 

(a)  To  execute  waivers  of  the  follow- 
ing provisions  of  the  loan  and  annual 
contributions  contracts  relating  to  such 
projects: 

( 1 )  The  provision  which  requires  that 
no  member  of  the  local  housing  author- 
ity shall  participate  in  any  decision 
affecting  his  direct  or  Indirect  personal 
Interests  and  that  no  member,  officer, 
agent,  servant,  or  employee  of  the  local 
housing  authority  shall  have  any  inter- 
est, direct  or  indirect.  In  any  contract  for 
property,  materials,  or  services  to  be 
acquired  by  the  local  housing  authority. 

(2)  The  provision  which  requires  that 
the  local  housing  authority  Involved  shall 
not  enter  into  any  contract  for  property, 
materials,  or  services  with  any  former 
member  of  the  local  housing  authority 
within  one  year  after  he  shall  have 
ceased  to  be  a  member. 

(3»  The  provision  that  requires  that 
all  work  in  connection  with  demolition 
on  the  site  of  the  project,  site  improve- 
ments, and  the  construction  and  equip- 
ment of  the  projects  to  be  done  under 
fixed  price  contracts  awarded  after  open 
and  competitive  bidding. 


(4>  The  provision  that  the  local  hous- 
ing authority  involved  will  not.  during 
the  life  of  the  contract,  or  while  any  of 
the  bonds  are  outstanding,  transfer,  con- 
vey, assign,  or  in  any  way  encumber  the 
project,  provided  that  this  shall  be 
waived  only  to  permit  local  housing  au- 
thorities to  grant  easements  in  and  over 
the  project  sites. 

(5>  The  provisions  of  section  4.02  <c) 
of  Form  No.  PHA-500,  and  applicable 
provisions  of  the  administration  fund 
agreement  relating  to  the  withdrawal 
of  moneys  from  the  administration  fund, 
only  to  the  extent  necessary  to  permit 
the  transfer  of  moneys  from  that  fund 
(not  In  excess  of  the  amount  that  would 
otherwisevbe  available  at  the  close  of  the 
then  current  fi.scal  year  for  transfer  to 
the  debt  service  fund)  to  the  develop- 
ment fund  for  payment  of  approved  de- 
velopment costs  when  it  is  not  possible 
to  defer  such  payment  until  the  maturity 
date  or  scheduled  refunding  of  outstand- 
ing temporary  loan  notes  issued  for  the 
projects. 

(6)  The  provisions  of  section  4  04  of 
the  General  Covenants  and  Conditions 
•  Form  No.  PHA-500.  April  15.  1942)  and 
section  2  of  the  Debt  Service  Fund 
Agreement  (PHA-1121.  Rev.  2-3-43 ». 
only  to  the  extent  necessary  to  permit 
the  transfer  of  moneys  from  the  debt 
service  fund  to  the  development  fund  In 
an  amount  not  to  exceed  that  portion  of 
the  proceeds  of  the  sale  of  any  temporary 
loan  notes  which  is  obtained  for  the  pay- 
ment of  additional  approved  develop- 
ment costs  and  which,  with  the  consent 
of  the  PHA.  is  applied  to  the  payment 
of  interest  and/or  principal  of  any  out- 
standing temporary  loan  notes. 

(b)  To  approve  land  purchases  by  a 
local  housing  authority  for  the  site  of  a 
housing  project. 

(c)  To  execute  development  fund 
agreements  on  behalf  of  PHA. 

(d)  To  execute  administration  fund 
agreements  on  behalf  of  PHA. 

(e)  To  execute  debt  service  fund 
agreements  on  behalf  of  PHA. 

(f)  To  execute  and  Issue  contract 
award  notices. 

(g)  To  execute  and  Issue  development 
progress  certificate  and  Exhibit  B  at- 
tached thereto  (PHA-876). 

(h)  To  execute  and  Issue  occupancy 
notices. 

(i)  To  execute  and  issue  physical  com- 
pletion notices. 

(j)  To  authorize  the  award  and  to  ap- 
prove the  execution  of  construction  con- 
tracts and  any  modification  thereof  (in- 
cluding change  orders)  executed  by  local 
housing  authorities. 

(k)  To  approve  the  deferment  of  the 
elimination  of  unsafe  and  insanitary 
dwellings  with  respect  to  projects  de- 
veloped by  the  local  housing  authorities 
under  Public  Law  671  for  a  period  of 
one  year  after  the  termination  of  the 
war  housing  period  as  defined  In  the 
Contract  for  Financial  Assistance  (Spec- 
imen Forms  Nos.  86  and  86  Alternate. 
4-15-42). 

(1)  To  approve  the  deferment  of  the 
elimination  of  unsafe  or  insanitary 
dwellings  with  respect  to  projects  de- 
veloped by  local  housing  authorities  un- 
der Public  Laws  412  and  671  for  a  period 
of  one  year  from  the  date  deferment  is 
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granted:  Provided,  That  the  Assistant 
Commissioner  for  Field  Operations  shall 
find  and  determine  that  in  the  locality 
the  ratio  of  vacant  to  total  dwellings  is 
3%  or  less  which  results  In  a  shortage 
of  decent,  safe  or  sanitary  housing  avail- 
able to  families  of  low  Income  so  acute 
as  to  force  dangerous  overcrowding  of 
such  families. 

<  m )  To  approve  deferment  of  contract 
requirements  relative  to  removal  of  fam- 
ilies Ineligible  for  continued  occupancy. 

(n)  To  execute  certificates  regarding 
assistance  contracts  and  loan  interest 
rates. 

4.  Pursuant  to  the  provisions  of  Public 
Resolution  No.  11  (76th  Congress),  sec- 
tion 43  of  the  Bankhead-Jones  Farm 
Tenant  Act  (50  Stat.  530).  section  2(a) 
(3 )  of  the  Farmers  Home  Administration 
Act  of  1946.  and  section  4  of  Reorganiza- 
tion Plan  No.  3  of  1947  (12  F.  R.  4981). 
Assistant  Commissioners  for  Field  Opera- 
tions are  delegated  the  power: 

(1)  To  renew,  upon  expiration,  leases 
for  land  made  by  the  Farm  Security  Ad- 
ministration of  Projects  transferred  to 
the  PHA. 

e.  Fiscal  Division.  The  Fiscal  Division 
Is  headed  by  a  Comptroller  who  is  dele- 
gated the  powers  set  forth  in  subpara- 
graphs 1  (a),  (b).  (c).  and  3  of  this  para- 
graph, and  in  addition  the  power:  To 
execute  sales  contracts,  and  other  con- 
tracts incidental  thereto,  between  the 
Government  and  individual  occupants  of 
Subsistence  Homestead  projects  and  be- 
tween the  Government  and  Associations 
or  Corporations  purchasing  such  projects, 
or  parts  thereof;  in  connection  with  low- 
rent  projects  to  approve  estimates  of 
average  annual  expense;  and  in  connec- 
tion with  low-rent  and  war-housing  proj- 
ects to  approve  consolidated  budgets. 
These  powers  may  also  be  exercised  by 
the  Deputy  Comptroller. 

1.  The  Fiscal  Division  is  composed  of 
the  Finance  and  Accounts  Branch,  the 
Audit  Branch,  and  the  Budget  and 
Fiscal  Analysis  Branch,  each  headed  by  a 
Director.  The  Director  of  the  Finance 
and  Accounts  Branch,  his  Administrative 
Assistant,  and  the  Chief  of  the  Financing 
Section  of  that  Branch  are  delegated  the 
power: 

(a)  To  approve  banks  proposed  or  se- 
lected by  local  housing  authorities  as  de- 
positaries or  fiscal  agents  in  compliance 
with  contracts  for  loans  and  annual  con- 
tributions, to  approve  fees  payable  to  the 
fiscal  agents  and  to  approve  the  use  of 
banks  or  depo.sitaries  for  PHA  directly 
op>erated,  leased,  or  conversion-manage- 
ment projects; 

(b)  To  accept  the  service  of  process 
pursuant  to  attachment  or  garnishment 
proceedings  served  upon  the  Public  Hous- 
ing Administration  with  regard  to  any 
debtor-employee,  to  execute  all  necessary 
and  proper  documents  required  in  con- 
nection therewith,  and  appear  to  testify 
for  the  PHA  when  so  ordered  by  a  court 
of  competent  Jurisdiction  and  upon 
proper  legal  notice; 

(c )  To  execute  Requisition  Agreements 
pursuant  to  the  United  States  Housing 
Act  of  1937.  as  amended,  and  Public  Law- 
No.  671,  approved  June  28.  1940. 

2.  The  powers  delegated  in  subpara- 
graphs 1  (a>  and  (c)  of  paragraph  1  may 
also  be  exercised  by  the  Securities  Exam- 
iner of  the  Finance  and  Accounts  Branch. 
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3.  The  Director  of  the  Budget  and  Fis- 
cal Analysis  Branch  is  delegated  the 
power  to  approve  all  individual  project 
budgets. 

f.  Administrative  Division.  The  Ad- 
ministrative Division  is  headed  by  an  Ex- 
ecutfre  OflBcer  who  is  delegated  the  pow- 
ers set  forth  in  subparagraphs  1  and  2  of 
this  paragraph.  The  Administrative  Di- 
vision is  composed  of  the  Personnel  and 
Planning  Branch,  the  OflBce  Services 
Branch,  the  Personal  Property  Branch, 
the  Statistics  Branch,  and  the  Document 
Control  Branch,  each  headed  by  a 
Director. 

1.  The  Director  of  the  Personal  Prop- 
erty Branch  is  delegated  the  power: 

(a)  To  execute  contracts  unvolving 
expenditure  of  nonadministrative  funds 
only)  for  the  purchase  and  rental  of 
equipment  and  supplies,  for  the  rental  of 
space,  and  for  the  purchase  of  services 
other  than  personal  services. 

(b)  To  order  the  publication  of  adver- 
tisements. In  accordance  with  General 
Accounting  Office  General  Regulation 
No.  109. 

(c)  To  dispose  of  personal  property, 
including  the  power  to  execute  Certif- 
icates of  Release  (Standard  Form  97)  In 
connection  with  the  disposition  of  motor 
vehicles. 

2.  The  Director  of  the  Office  Services 
Branch  is  delegated  the  power: 

(a)  To  execute  contracts  (involving 
the  expenditure-of  administrative  funds 
only)  for  the  purchase  and  rental  of 
equipment  and  supplies,  for  the  rental  of 
space,  and  for  the  purchase  of  services 
other  than  personal  services. 

(b>  To  order  the  publication  of  adver- 
tisements. In  accordance  with  General 
Accounting  OflRce  General  Regulation 
No.  109. 

(c)  To  execute  contracts  up  to  $100 
for  the  temporary  or  intermittent  em- 
ployment of  persons  or  organizations  as 
exp>erts  or  con.sultants. 

g.  AttestiTTQ  Officer.  The  Executive 
Officer  is  designated  as  the  Attesting  Of- 
ficer for  the  Public  Housing  Administra- 
tion in  the  Central  Office.  The  Attesting 
Officer  shall  affix  the  official  seal  to  such 
documents  as  may  require  its  applica- 
tion, and  is  authorized  to  certify  that 
copies  of  documents,  leases,  contracts 
and  other  papers  duly  approved,  are 
identical  with  the  originals  on  file  in  the 
Central  Office.  The  Director,  Office 
Services  Branch,  and  the  Administrative 
A.ssistant  of  the  Legal  Division  are  desig- 
nated as  alternate  Attesting  Officers  in 
the  Central  Office  and  shall  have  the 
same  duties,  functions,  and  authority 
vested  in  the  Attesting  Officer. 

h.  Acting  Commissioner.  Such  per- 
-son  as  the  Commissioner  shall  designate 
from  time  to  time  to  .serve  as  Acting 
Commissioner  during  periods  when  he  Is 
absent-from  duty,  is  authorized  to  exer- 
cise all  the  powers,  duties,  and  functions, 
while  so  acting,  that  are  vested  in  the 
Commissioner. 

I.  Acting  Officials.  Such  persons  as 
are  designated  from  time  to  time  to  serve 
in  an  acting  capacity  for  any  officials  of 
PHA,  as  provided  In  Sections  II  and  HI, 
during  periods  when  such  officials  are 
absent  from  duty,  are  authorized  to  exer- 
cise all  the  powers,  duties,  and  functions, 
while  so  acting,  that  are  vested  by  these 
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Sections  In  the  officials  for  whom  they 
act. 

j.  Central  Office  Address.  The  address 
of  the  Central  Office  is  Public  Housing 
Administration,  Longfellow  Building, 
Washington  25,  D.  C. 

Sec.  III.  Field  organization  and  final 
delegations  of  authority — a.  Field  organ- 
ization. The  Commissioner,  in  admin- 
istering the  PHA.  has  established  10  field 
offices,  responsible  for  project  supervi- 
sion and  performance  of  the  minimum 
functions  that  must  be  carried  out  in  the 
field.  Each  field  office  is  headed  by  a 
Field  Office  Director  who  is  responsible 
to  an  Assistant  Commissioner  for  Field 
Operations.  The  Reld  Office  Director  is 
responsible  for  the  administration  of 
PHA  activities  in  his  area  of  jurisdiction 
and  for  maintaining  all  PHA  contacts 
with  the  public  in  his  area  of  jurisdiction. 
The  field  office  consists  of  the  following 
organizational  units  each  headed  by  an 
officer  responsible  to  the  Field  Office 
Director:  (1)  Legal,  (2)  Management. 
(3)  Rental  and  Occupancy.  (4)  Plants 
and  Structures.  (5>  Disposition,  (6)  Ap- 
praisal. (7)  Personal  Property,  and  i8» 
Office  Services.  Field  offices  are  located 
in  the  cities,  and  have  the  geographical 
jurisdictions  shown  in  Section  II  d.  Nu- 
merous project  and  rental  offices,  and 
contract  managers  operate  under  the 
direct  control  of  field  offices.  Because 
of  the  large  number  of  project  engineers', 
housing  managers',  and  contract  man- 
agers' offices  located  throughout  the 
country,  it  is  impracticable  to  list  them 
here.  Any  request  for  information  con- 
cerning them  should  be  addres.sed  to  the 
appropriate  field  office. 

b.  Delegations  to  field  office  directors. 
Field  office  directors  are  authorized  to 
exercise  the  powers  delegated  in  Section 
III  e  to  general  housing  managers,  hou.<^- 
Ing  managers  and  their  assistants,  and 
management  aides,  and  In  Section  III  f 
to  housing  managers,  community  man- 
agers, and  other  acting  in  such  capaci- 
ties, except  with  respect  to  Greenbelt 
towns.  In  addition  there  is  delegated  to 
Field  Office  Directors  the  power: 

1.  To  grant  revocable  licenses,  per- 
mits, and  easements,  and  execute  appro- 
priate instruments  therefor,  to  facilitate 
the  provisions  of  necessary  streets,  alleys, 
walks,  or  other  means  of  ingress  and 
egress  and  utilities. 

2.  Pursuant  to  Public  Law  796,  BOlh 
Congre.ss,  to  execute  relinquishments 
and  transfers  to  educational  institutions 
of  contractual  and  property  rights  of  the 
United  States  in  and  with  respect  to 
temporary  housing  located  on  land 
owned  by  such  institutions,  or  controlled 
by  them  and  not  held  by  the  United 
States. 

3.  Pursuant  to  the  provisions  of  Public 
Law  412.  75toCongre.ss,  Public  Laws  671, 
781.  and  849  n6th  Congress",  and  Public 
Laws  9,  73,  and  353  (77th  Congress),  ali- 
as amended,  with  respect  to  the  admin- 
I-stration  of  projects  and  of  the  field 
office: 

<a)  To  execute  contracts  for  the  pur- 
chase and  rental  of  equipment  and  sup- 
plies, for  the  rental  of  space,  and  for  the 
purchase  of  services  other  than  personal 
services. 

(b)  To  dispose  of  personal  property. 
Including  the  power  to  execute  Certifi- 
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cates  of  Release  (Standard  Form  97)  In 
connection  with  the  disposition  of  motor 
vehicles. 

(c>  To  order  the  publication  of  adver- 
tisements, in  accordance  with  General 
Accounting  Office  Regulation  No.  109. 

4.  To  accept,  on  behalf  of  the  Commis- 
Bioner.  service  of  process  properly  Issued 
pursuant  to  attachment  or  garnishment 
proceedings  served  upon  them  by  a  court 
of  competent  jurisdiction  with  respect  to 
any  debtor-employee  of  the  Public  Hous- 
ing Administration  employed  under  their 
Jurisdiction,  and  to  execute  all  necessary 
and  proper  documents  required  there- 
with. 

5.  Pursuant  to  the  provisions  of  Public 
Law  67  nad  Congress),  and  Public  Law 
412  (75th  Congress),  as  to  PWA  proj- 
ects only;  Public  Laws  671.  781.  and  849 
(excluding  Title  V  thereof)  <76th  Con- 
gress) and  Public  Laws  9.  73.  and  353 
(77th  Congress),  all  as  amended  and 
supplemented : 

(a)  To  execute  or  approve  contracts 
and  contract  changes  In  any  amount 
with  respect  to  the  development,  op- 
eration, maintenance,  repair,  alteration, 
or  betterment  of  such  projects,  and  to 
act  as  the  representative  of  the  head 
of  the  department  for  the  purpose  of 
approving  such  contract  changes  when 
the  contract  documents  require  the  ap- 
proval of  contract  changes  in  excess  of 
$500  by  the  head  of  the  department  or 
his  duly  authorized  representative;  and 
to  execute  documents  Involving  any  ex- 
tensions of  the  contract  completr*««  date 
which  may  be  approvable  under  the 
terms  of  the  contract  irrespective  of 
whether  extra  work  is  involved. 

(b)  To  effect  the  annexation  of  proj- 
ect property  by  a  political  subdivision 
If  necessary  to  facilitate  the  extension 
of  adequate  public  facilities  or  services 
including  utilities  to  such  property. 

(c)  To  authorize  the  housing  in  war 
housing  projects  of  persons  employed 
directly  by  the  PHA.  local  housing  au- 
thorities, or  other  agencies  engaged  In 
the  operation  of  public  war  housing 
projects. 

6.  In  connection  with  the  manage- 
ment of  homes  conversion  projects: 

(a)  To  establish,  adjust,  or  revise 
rentals  for  dwelling  units  in  homes  con- 
version projects,  and  also  to  approve  the 
compromise  or  release  of  claims  for  de- 
linquent rent  due  from  tenants  or  former 
tenants. 

lb)  To  modify  or  extend  leases,  and 
to  terminate  leases  by  agreement  with 
the  lessor  where  the  recovery  on  termi- 
nation is  equal  to  or  more  than  the  esti- 
mated recovery  if  the  lease  ran  its  full 
term. 

(c>  To  exerci.se  all  rights  and  priv- 
ileges of  the  United  States  under  leases 
for  homes  conversion  projects. 

(d)  To  execute  or  approve  contracts 
and  contract  changes  with  respect  to  the 
operation,  maintenance,  repair,  altera- 
tion, or  betterment  of  homes  conversion 
projects,  and  to  act  as  the  representative 
of  the  head  of  the  department  for  the 
purpose  of  approving  such  contract 
changes  where  the  contract  documents 
require  the  approval  of  such  contract 
changes  by  the  head  of  the  department 
or  his  duly  authorized  representative. 
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(e)  To  execute  contracts  with  brokers 
for  representing  PHA  on  termination  of 
leases  and  to  approve  vouchers  In  pay- 
ment of  such  services. 

(f )  To  execute  contracts  with  brokers 
for  "conversion  management  properties." 

7.  Pursuant  to  the  United  States  Hous- 
ing Act  of  1937.  as  amended,  and  Title 
II  of  Public  Law  671  (76th  Congress), 
approved  June  28.  1940: 

(a)  To  approve  the  dedication  to  the 
public  by  local  housing  authorities,  of 
land  for  the  laying  out.  construction, 
maintenance,  or  widening  of  streets  or 
alleys  within  the  area  of  the  project. 

(b)  To  execute  and  issue  equivalent 
elimination  notices. 

(c)  To  certify  as  to  the  low-rent  char- 
acter of  a  project. 

8.  In  any  matters  pertaining  to  the 
disposition  of  projects  undertaken  pur- 
suant to  the  provisions  of  Public  Laws 
849  or  781  (76th  Congress*,  or  Public 
Laws  9.  73.  or  353  <77th  Congress),  all  as 
amended.  Field  Office  Directors  are  dele- 
gated the  power: 

(a)  With  respect  to  permanent  and 
temporary  projects,  to  execute  contracts 
of  sale,  removal  or  demolition,  lease  can- 
cellations or  settlements,  deeds,  dedica- 
tions, revocable  licenses,  permits,  ease- 
ments, transfer  documents,  and  other 
instruments  in  connection  with  the  dis- 
positions of  housing  property,  other  than 
transfers  of  jurisdiction  without  reim- 
bursement to  other  Federal  agencies. 

(b)  To  execute  contracts  with  brokers, 
local  housing  authorities,  or  others  for 
management  or  disposition  including 
homes  conversion  leaseholds. 

(c)  To  execute  contracts  for.  and  to 
purchase  the  results  of.  the  services  of 
surveyors  or  apprai-sers. 

c.  Attesting  Officers.  The  chief  At- 
torney in  each  field  office  is  designated 
as  the  Attesting  Officer  for  the  PHA  in 
the  field  office.  The  Attesting  Officer 
shall  affix  the  official  seal  to  such  docu- 
ments as  may  require  its  application,  and 
is  authorized  to  certify  that  copies  of  doc- 
uments, leases,  contracts,  and  other 
papers  duly  approved,  are  identical  with 
the  originals.  The  Administrative  As- 
sistant is  designated  as  alternate  Attest- 
ing Officer  in  each  field  office,  and  shall 
have  the  same  duties,  functions,  and  au- 
thority vested  in  the  Attesting  Officer. 

d.  Delegations  of  authority  to  project 
engineers.  Veterans'  Emergency  Housing 
Projects.  Section  602.4  (a)  <13  F.  R. 
2822)  is  renumbered  paragraph  d  of  this 
section. 

e.  Delegations  of  authority  to  general 
housing  managers,  housing  managers  and 
their  assistants  and  management  aides. 
1.  Pursuant  to  the  provisions  of  Public 
Law  67  •73d  Congress),  and  Public  Law 
412  (75th  Congress),  as  to  PWA  projects 
only;  Public  Laws  671.  781.  and  849,  (76th 
Congre.s.s).  Public  Laws.  9.  73.  and  353 
(77th  Congress',  all  as  amended,  and 
.supplemented;  Public  Law  600  (79th 
Congre-ss) ;  and  Public  Laws  862  and  901 
(80th  Congress';  general  housing  man- 
agers, housing  managers  and  their  assist- 
ants, and  management  aides  are  dele- 
gated, in  connection  with  the  manage- 
ment and  administration  of  projects,  the 
power : 

(a)  To  execute  contracts  for  supplies 
and  services  mother  than  personal  serv- 
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operation,  maintenance,  and  repair  of 
projects  within  approved  budgets  as 
follows: 

(1)  In  amounts  less  than  $300  In  the 
open  market  without  advertising  for 
proposals. 

<2)  In  amounts  between  $300  and 
$2,000  after  advertising  for  propo.-ab. 
This  requirement  of  advertising  for  pro- 
posals need  not  be  observed  when  imme- 
diate delivery  and  performance  is  re- 
quited by  the  public  exigency  or  when 
only  one  source  of  supply  is  available. 

(b>  To  execute  and  cancel  leases  and 
rental  contracts  for  occupancy  of  the  re- 
spective projects. 

(c »  To  approve  In  writing  the  compro- 
mise of  rent  claims  again.st  tenants  or 
former  tenants. 

(d)  To  approve  the  paymtmt  of  court 
costs  in  connection  with  any  claim 
against  tenants  or  formtr  tenants. 

(e*  To  execute  contracts  covering  the 
sale  of  usable  personal  property,  salvagt-. 
and  scrap. 

(f )  To  order  the  publication  of  adver- 
tisements, in  accordance  with  General 
Accounting  Regulation  No.  109. 

f.  Delegations  of  authority  to  housina 
managers,  community  managers,  and 
others  acting  in  such  vajmcities.  with  re- 
spect to  Greenbelt  towns,  and  limited 
dividend  projects.  Housing  manager.s. 
community  managers,  and  others  acting 
in  .such  capacities  with  respect  to  Green- 
belt  towns  and  limited  dividend  projects 
arc  delegated  the  power: 

1.  To  approve  applicants  for  occu- 
pancy. 

2.  To  execute  and  cancel  lease  and 
rental  contracts  for  occupancy  of  their 
respective  projects. 

3.  To  execute  contracts  for  the  sale  of 
furniture  and  farm  equipment  (pur- 
chased by  the  Government  under  the 
Farm  Security  Administration  program) 
to  tenants. 

4.  To  execute  releases  of  mortgaged 
furniture  and  farm  equipment. 

5.  To  accept  and  receipt  for  in  the 
name  of  the  Administration  all  rentals 
and  other  revenues  derived  from  the 
operation  of  the  projects  and  to  deposit 
such  revenues. 

6.  To  execute  contracts  for  supplies 
and  services  (other  than  for  personal 
services)  necessary  in  connection  with 
the  operation,  maintenance,  and  repair 
of  projects  within  approved  budgets  as 
follows : 

(a)  In  amounts  less  than  $300  in  the 
open  market  without  advertising  for  pro- 
posals. 

(b)  In  amounts  between  $300  and 
$2,000  after  advertising  for  proposals. 
This  requirement  of  advertising  for  pro- 
posals for  contracts  involving  more  than 
$300  need  not  be  observed  when  imme- 
diate delivery  and  performance  is  re- 
quired by  the  public  exigency  or  only  one 
source  of  supply  is  available. 

7.  To  approve  in  writing  the  compro- 
mise of  rent  claims  against  tenants  or 
former  tenants. 

8.  To  pay  or  approve  the  payment  of 
court  costs  in  connection  with  any  claim 
against  tenants. 

9.  To  execute  contracts  covering  th? 
sale  of  usable  personal  property,  saUage. 
and  scrap. 


Wednesday,  April  6,  1949 

10.  To  order  the  publication  of  adver- 
tisements, in  accordance  with  General 
Accounting  Regulation  No.  109. 

Sec.  IV.  Special  delegation  of  author- 
ity, a.  Notwithstanding  the  reorganiza- 
tion of  the  PHA  effective  December  6. 
'948.  and  the  delegations  of  authority 
with  respect  to  contracting  officers  In 
section  II.  d  2.  the  Field  Office  Directors 
in  San  Francisco  and  Chicago  are  dele- 
gated, until  April  1,  1949,  the  pxjwer  pre- 
viously delegated  to  Regional  Directors  in 
§602.2  (a)  (2)  (13  F.  R.  2820)  to  act  as 
contracting  officers  for  Title  V  contracts. 
The  Field  Office  Director.  San  Francisco, 
shall  act  as  contracting  officer  for  the  ter- 
ritory formerly  comprising  Region  I  and 
the  Field  Office  Director,  Chicago,  .shall 
act  as  contracting  officer  for  the  territory 
formerly  comprising  Region  III.  The 
territories  covered  by  these  Regions  are 
set  forth  in  §  602.1  (13  F.  R.  2820  >. 

b.  I  hereby  authorize:  (1»  The  Field 
Office  Director.  New  York  City,  to  ap- 
prove change  orders  executed  by  the  New 
York  City  Housing  Authority  in  con- 
nection with  Projects  NY  5-8  and  NY 
5-9;  and  (2)  the  Field  Office  Director. 
Chicago,  to  approve  change  orders  exe- 
cuted by  the  Chicago  Housing  Authority 
in  connection  with  Project  ILL  2-9  and 
by  the  Housing  Authority  of  the  City  of 
Milwaukee  In  connection  with  Project 
WIS  2-1.  I  al.so  hereby  approve  any 
change  orders  heretofore  approved  by 
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the  Field  Office  Director.  Chicago.  In  con- 
nection with  Project  WIS  2-1. 

Approved:  March  26, 1949. 

[seal]  John  Taylor  Egan, 

Commissioner. 

IP.    R.  Doc.    49-2537;    Plied,    Apr.    6.    1949; 
8:50  a.  m.l 


PHILIPPINE  ALIEN  PROPERTY 
ADMINISTRATION 

[Extension  Order  IJ 

Yaichi  Shicihara  et  al. 

extension  of  bar  order  date 

In  accordance  with  section  34  (b)  of 
the  Trading  With  the  Enemy  Act.  as 
amended,  and  by  virtue  of  the  authority 
vested  in  the  Philippine  Alien  Property 
Administrator  by  Executive  Orders  9818 
and  9876  of  the  President  of  the  United 
States,  the  bar  order  date  fixed  by  Bar 
Orders  Nos.  7.  8.  and  9  is  hereby  ex- 
tended, as  to  debt  claims  against  the 
debtors  listed  in  Appendix  A  hereof  only, 
from  November  30,  1948  to  June  15,  1949. 
After  June  15,  1949  the  filing  of  debt 
claims  against  the  debtors  listed  In 
Appendix   A   hereof  shall   be   barred. 

Executed  at  Manila,  Philippines,  this 
23d  day  of  March  1949. 


[seal] 


James  McI.  Henderson. 
Administrator. 


Apfe.ndix  a 


tirder 

No. 

Name  ofdrbior 

Nationaliiy 

c 

La.st  known  address 

Vest  in  (! 
order 

7 

Yairhi..**liiRihara 
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SECURITIES   AND   EXCHANGE 
COMMISSION 

IFUe  No.  70-20671 
Standard  Gas  and  Electric  Co. 

ORDER  permitting  SALE  AND  TRANSFER  OF 
STOCK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  31st  day  of  March,  1949. 

The  Commission  having  issued  an  order 
on  August  8,  1941,  pursuant  to  section  11 
(b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act")  in  proceedings 
concerning  Standard  Power  and  Light 
Corporation  and  its  subsidiary.  Standard 
Gas  and  Electric  Company  ("Standard 
Gas"*,  both  registered  holding  com- 
panies, and  their  subsidiaries,  the  effect 
of  which  order  is  to  require  among  other 
things,  that  Standard  Gas  sever  its  rela- 
tionship with  Northern  States  Power 
Company,  a  Minnesota  corporation 
("Northern  States"),  in  any  appropriate 
manner  not  in  contravention  of  the  pro- 
visions of  the  act  and  the  rules  and  regu- 
lations promulgated  thereunder  by  dis- 
posing or  causmg  the  disposition  of  its 
No.  65 3 


direct  or  indirect  ownership,  control  and 
holding  of  securities  issued  by  Northern 
States;  and 

Standard  Gas  having  notified  the  Com- 
mi.s-sion  pursuant  to  Rule  U-44  (c)  pro- 
mulgated under  said  act  that.  In  compli- 
ance with  the  aforementioned  order 
dated  August  8,  1941,  it  proposes  to  sell 
from  time  to  time  on  the  New  York  Stock 
Exchange  6,675  shares  of  Common  Stock, 
without  par  value,  of  Northern  States 
and  that  It  also  proposes  to  sell  a  scrip 
certificate,  representing  7  12  share  of 
.such  stock,  to  a  non-affiliated  purchaser, 
such  shares  being  the  balance  of  its  hold- 
ing of  securities  l.ssued  by  Northern 
States,  and  no  filing  having  been  required 
by  the  Commission  with  respect  to  such 
proposed  sales  by  Standrrd  Gas;  and 

Standard  Gas  iiaving  requested  that 
the  Commission  issue  an  order  conform- 
ing to  the  requirements  of  Supplement  R 
an'd  section  1808  (f)  of  the  Internal  Rev- 
enue Code,  as  amended;  and 

It  appearing  appropriate  to  the  Com- 
mission that  an  order  as  requested  should 
issue : 

It  is  therefore  ordered  and  recited  and 
the  Commission  finds.  That  the  proposed 
.sale  and  transfer  by  Standard  Gas  and 
Electric  Company  of  6,675-7,  12  shares  of 
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Common  Stock,  without  par  value,  of 
Northern  States  Power  Company,  a  Min- 
nesota corporation,  (such  shares  being 
represented  by  Certificates  Nos.  TNC- 
6058  to  TNC-6088,  inclusive.  TNC-6667  to 
TNC-6671  inclusive,  TNC-7398  to  TNC- 
7425,  Inclusive,  TNC-7427,  TNC-7428  and 
TNC-2041  and  script  certificate  SB-1 ' , 
as  heretofore  authorized  or  permitted  by 
the  Commission  are  necessary  or  appro- 
priate to  the  integration  or  simplification 
of  the  holding  company  system  of  which 
Standard  Gas  and  Electric  Company  is 
a  member,  and  are  necessary  or  appro- 
priate to  effectuate  the  provisions  of  sec- 
tion 11  (b)  of  the  Public  Utility  Holding 
Company  Act  of  1935. 


By  the  Commission. 


[SEAL] 


Orval  L.  DuBois, 
Secretary. 


|F.    R.    Doc.    49-2527;    Filed,    Apr.    6.    1949; 
8:49  a.   m.] 


[Pile   No.   7-10931 


Consolidated  Gas   EIlectric   Light  and 
Power  Co.  of  Baltimore 

notice  of  application  for  unlisted  trad- 
ing privileges,  and  of  opportunity  for 

HE.AHING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  30th  day  of  March  A.  D.  1949. 

The  Philadelphia-Baltimore  Stock  Ex- 
change, pursuant  to  section  12  <f  i  <2'  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  X-12F-1  thereunder,  has  made 
application  for  unlisted  trading  privi- 
leges in  the  Common  Stock.  No  Par  Value, 
of  Consolidated  Gas  Electric  Light  and 
Power  Company  of  Baltimore,  a  security 
listed  and  registered  on  the  New  York 
Curb  Exchange.  Rule  X-12F-1  provides 
that  the  applicant  .shall  furnish  a  copy 
of  the  application  to  the  is.suer  and  to 
every  exchange  on  which  the  security  is 
listed  or  already  admitted  to  unlisted 
trading  privileges.  The  application  is 
available  for  public  Inspection  at  the 
Commission's  principal  office  in  Wash- 
ington, D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  April  28,  1949,  the  Commi.ssion 
will  ^et  this  matter  down  for  hearing. 
In  addition,  any  interested  per.son  may 
siibmit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addres.sed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washington,  D.  C.  If  no  one  requests 
a  hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
in  the  application,  and  other  informa- 
tion contained  in  the  official  file  of  the 
Commission  i>ertaining  to  this  matter. 

By  the  Commission. 

I  SEAL]  NeLLYE  a.  THORSEN, 

Assistant  Secretary. 

IF.    R.    Doc.    49  2525;    Piled,    Apr.    5.    1949; 
8:49  a.  m.l 
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[File  No.  68-1051 

Long  Island  Lighting  Co. 

order  denying  effectiveness  to  post- 
effective  amendment 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
cfDce  in  the  city  of  Washinpton.  D.  C,  on 
the  31st  day  of  March  A.  D.  1949. 

J.  Donald  Halsted.  E.  M.  Nichols,  and 
B.  F.  Grizzle,  acting  as  a  Protective 
Committee  for  the  Holders  of  Common 
Stock  of  Long  Island  Lighting  Company 
pursuant  to  a  declaration  filed  by  them 
under  section  12  (e>  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  Rule 
U-62  promulgated  thereunder  and  per- 
mitted to  become  effective  by  the  Com- 
mission on  June  10.  1948,  having  filed  a 
post-effective  amendment  respecting  a 
proposed  solicitation  of  voluntary  con- 
tributions of  funds  from  holders  of  com- 
mon stock  of  Long  Island  Lighting  Com- 
pany: and 

A  hearing  having  been  held  upon  said 
post-effective  amendment  after  appro- 
priate notice,  and  the  Commission  hav- 
ing considered  the  record  and  having  this 
day  i.ssued  its  findings  and  opinion  here- 
in, on  the  basis  of  said  findings  and 
opinion. 

It  is  ordered,  That  effectiveness  to  the 
aforesaid  post-effective  amendment  filed 
herein  by  the  Committee  be,  and  it  Is 
hereby,  denied. 

By  the  Commission. 

lsE.\L)  Orval  L.  Dubois. 

Secretary. 

|F.    R.    DcK.    49  2526;    Filed.    Apr.    5,    1949; 
8:49  a.  m.| 


NOTICES 

of  the  applicable  provisions  of  the  act 
and  rules  thereunder  are  satisfied  and 
deeming  it  appropriate  In  the  public  In- 
terest and  In  the  interests  of  investors 
and  consumers  that  said  declaration  be 
permitted  to  becorae  effective: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act. 
that  the  said  declaration  be.  and  hereby 
is.  permitted  to  become  effective  forth- 
with, subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24. 

By  the  Commission. 

LsEALl  Nellye  a.  Thorsen, 

Assistant  Secretary. 

|F.    R.    Doc.    49  2528;     Filed.    Apr.    6,    1949; 
8  49  a.  m.| 


(FUe  No.  70-2076) 

Staten  Island  Edison  Corp. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  30th  day  of  March  1949. 

Staten  Island  Edison  Corporation 
("Staten  Island"*,  a  subsidiary  of  Gen- 
eral Public  Utilities  Corporation,  a  reg- 
istered holding  company,  having  filed 
a  declaration,  pursuant  to  sections  6  <a> 
and  7  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  with  respect  to  tljp  issue 
and  sale  by  Staten  Island  to  three  com- 
mercial banks  of  SI. 750. 000  principal 
amount  of  notes,  each  such  notes  to  bear 
Interest  at  a  rate  not  in  excess  of  2%  per 
annum  and  to  be  of  a  maturity  not  in 
excess  of  three  months,  the  proceeds  of 
which  will  be  used  to  meet  the  maturity 
of  $1,750,000  principal  amount  of  pres- 
ently outstanding  notes;  and 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  declaration  within  the 
period  specified,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  findmg  with  respect 
to  said  declaration  that  the  requirements 


(File  No.  70-20901 

New  YoaK  Power  and  Light  Corp. 

NOTICE  REGARDING   FILING 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  31st  day  of  March  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  New  York 
Power    and    Light    Corporation    '"New 
York  Power"!,  a  subsidiary  of  Niagara 
Hudson  Power  Corporation,  a  registered 
holding   company.     Applicant   has  des- 
ignated sections  9  and  10  of  the  act  as 
applicable  to  the  proposed  transaction. 
Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  April 
15,  1949.  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  Inter- 
est and  the  Issues  of  fact  or  law  raised  by 
said  application  which  he  desires  to  con- 
trovert, or  may  request  that  he  be^oti- 
fied  if  the  Commission  should  order  a 
hearing     thereon.      Any    such     request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Comml.s.slon,  425  Sec- 
ond Street  NW..  Washington  25.  D.  C. 
At  any  time  after  April   15.  1949.  said 
application,  as  filed,  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act,  or  the  Commission  may 
exempt  such  transaction  as  provided  In 
Rules  U-20  <a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  In  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows : 

New  York  Power  proposes  to  acquire 
from  Arthur  S.  Dewing,  a  non-afflliate. 
2.325  shares  of  the  common  stock  of  the 
Ticonderoga  Electric  Light  and  Power 
Company  ("Ticonderoga").  for  $175,000. 
New  York  Power  also  proposes  to  acquire 
from  Niagara  Hudson  75  shares  of  the 
common  stock  of  Ticonderoga  for  $2,625. 
Upon  completion  of  the  proposed  acquisi- 
tion of  an  aggregate  of  2.400  shares  of  the 
common  stock  of  Ticonderoga.  New  York 
Power  will  own  100%  of  the  outstanding 
stock  of  that  company.  The  application 
states  that  the  consideration  to  be  p>ald 
to  Arthur  S.  Dewing  was  determined 
through  arms-length  negotiations  and 


that  the  consideration  to  be  paid  to 
Niagara  Hudson  represents  the  arnount 
at  which  such  shares  are  presently  car- 
ried on  the  books  of  Niagara  Hud.son. 
Ticonderoga  presently  renders  electric 
.service  in  the  Town  and  Village  of  Ticon- 
deroga in  the  State  of  New  York.  New 
York  Power  services  the  territory  imme- 
diately adjoining  the  service  area  of 
Ticonderoga  and  supplies  all  of  the  en- 
ergy distributed  by  Ticonderoga. 

The  acquisition  by  New  York  Power 
of  the  common  stock  of  Ticonderoga  was 
approved  by  the  Public  Service  Commis- 
sion of  the  State  of  New  York  by  order 
dated  March  9,  1949. 

By  the  Commi.ssion. 

[seal]  Orval  L.  DuBoIs, 

Secretary. 

[F.    R.    Doc.    49-2529:    Filed,    Apr.    5,    19!9: 
8  49  a.  m  I 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORn-T:  40  Stat  411.  55  Stat.  839.  Pub 
Laws  322.  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp  App.  1.  616;  E.  O.  919:^. 
July  6.  1942.  3  CFR.  Cum  Supp..  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946.  11  F  R    11981 

(Vesting  Order  12990) 

Arthur  Collignon  et  al. 

In  re:  Debts  owing  ti  Arthur  Collig- 
non and  others.  F-28-25501-C-1  2.  F- 
28-29393-C-l,  P-28-29392-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  he  corporations,  partnerships, 
associations,  or  other  business  organiza- 
tions, whose  names  and  last  known  ad- 
dresses are  as  follows: 

Name  and  Address 

Arthur  Collignon.  Prinz  Louls-Ferd  Str   2, 
Berlin  NW  7,  Germany. 
Gselllus.  Berlin,  Germany, 
de   Gruyter,  Berlin,  Germany. 

are  organized  under  the  laws  of  G.  r- 
many.  and  have  or,  since  the  effective 
date  of  Executive  Order  8389,  as  amended, 
have  had  their  principal  places  of  bu.>^i- 
ness  in  Germany  and  are  nationals  of  a 
designated  enemy  country  (Germany* ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Arthur  Collignon.  by  Uni- 
versity of  Michigan  Law  Library.  Univer- 
sity of  Michigan.  Ann  Arbor.  Michigan, 
in  the  amount  of  $15.00.  as  of  December 
31,  1945,  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obligation 
owing  to  Arthur  Collignon,  by  John  Aus- 
tin Spaulding,  Bath,  New  York,  in  the 
amount  of  $318.08,  as  of  December  31. 
1945,  together  with  any  all  accruals  there- 
to, and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 


Wednesday,  April  6,  1949 

of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  Arthur  Collig- 
non. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Gselllus,  by  John  Austin 
Spaulding,  Bath,  New  York,  in  the 
amount  of  $79.76.  as  of  December  31, 1945. 
together  with  any  and  all  accruals  there- 
to, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Gselllus, 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany*; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  de  Gruyter,  by  John  Austin 
Spaulding,  Bath,  New  York,  in  the 
amount  of  $95.47,  as  of  December  31, 
1945,  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  proi^erty  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  de  Gruyter,  the 
afore.said  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Wa.shington,  D.  C,  on 
March  24,  1949. 

For  the  Attorney  General. 

tsEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F     R.    Doc.    49-2550;    Piled,    Apr.    6,    1949; 
8:55  a.  m.] 


[Vesting  Order  12991) 
Gustav  Porstmann 


In  re:  Debt  owing  to  Gustav  Porst- 
mann.    F-28-4515-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 


FEDERAL  REGISTER 

tlve  Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Gustav  Porstmann,  whose  last 
known  address  is  89  Heckstrasse,  Essen- 
Werden,  Germany,  is  «  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Gustav  Porstmann  by 
Durex  Abrasives  Corporation,  63  Wall 
Street.  New  York  5.  New  York,  in  the 
amount  of  $286.93.  as  of  December  31, 
1945.  and  any  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Elxecutive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  24,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2551;    Piled,    Apr.    5.    1949; 
8:55  a.  m.] 


[Vesting  Order  12992] 
Luise  Hoellmueller 

In  re:  Bank  account  owned  by  Luise 
Hoellmueller.     F-28-1967-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Luise  Hoellmueller,  whose  last 
know^n  address  is  Wieblinger  Weg.  4. 
Heidelberg.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Luise  Hoellmueller,  by  The 
Chase  National  Bank  of  the  City  of  New 
York,  18  Pine  Street,  New  York,  New 
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York,  arising  out  of  an  Accounts  Pay- 
able Account  entitled  Luise  Hoellmueller, 
Heidelberg.  Germany,  maintained  at  the 
said  bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  Stales 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  tUe  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  24,  1949. 

For  the  Attorney  General. 

I  seal]  Malcolm  S.  Masgn. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

jF.    R.    Doc.    49  2552;    Filed.    Apr.    5,    1949; 
8:55  a.  m.J 


[Vesting  Order  12993] 
Kitazawa  &  Co  ,  Ltd. 

In  re:  Debt  owing  to  Kitazawa  &  Co., 
Ltd.     F-39-2436-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kitazawa  &  Co..  Ltd..  the  last 
known  address  of  which  is  Osaka.  Japan, 
is  a  corporation,  partnership,  association 
or  other  business  organization,  organized 
under  the  laws  of  Japan,  and  which  has 
or,  since  the  effective,  date  of  Executive 
Order  8389,  as  amended,  has  had  its  prin- 
cipal place  of  business  in  Osaka,  Japan 
and  is  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Kitazawa  &  Co.,  Ltd.,  by 
Dayton,  Price  &  Co.,  Ltd..  1  Park  Avenue. 
New  York  16,  New  Yonk,  in  the  amount  of 
$301.00,  as  of  December  31.  1945,  together 
with  any  and  all  accruals  thereto,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  a(iCount 
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of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by  Kitazawa  &  Co., 
Ltd..  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan!" ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan*. 

All  determmations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  24.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason,    » 

Acting  Deputy  Director, 
Office  of  Alie7i  Property. 

|F.    R.    Doc.    49-2553;    Filed,    Apr.    5,    1949; 
8:55  a.  ml 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  u.sed.  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  25,  1949 

For  the  Attorney  General. 

ISEALl  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49^2555;    Ftled,    Apr.    5.    1949; 
8:54  a.  m.l 


[Vesting  Order  13007] 
Wataru  Kitagawa 

In  re:  Stock  owned  by  Wataru  Kita- 
gawa.    F-39-^7. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Wataru  Kitagawa.  who.se  last 
known  address  is  Kochi-Shi  Nishiki 
Kawa-Cho,  51  Banchi,  Japan,  is  a  re.si- 
dent  of  Japan  and  a  national  of  a  desig- 
nated enemy  country  t Japan'  : 

2.  That  the  property  described  as  fol- 
lows: Fifty-six  t56>  shares  of  capital 
.stock  of  Manhattan  Bond  Fund,  Inc.,  48 
Wall  Street,  New  York  5.  New  York,  a 
corporation  organized  under  the  laws  of 
the  State  of  Delaware,  evidenced  by  a 
certificate  numbered  62953,  registered  in 
the  name  of  Wataru  Kitagawa.  together 
with  all  declared  and  unpaid  dividends 
thereon, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 


and  (2)  an  agreenrw'nt  as  to  importation,  both 
dated  June  1,  1933,  by  and  between  the  taid 
Compagnles  Reunies  des  Glaccs  et  Verres 
Speclaux  du  Nord  de  la  Prance  and  The  Amer- 
ican Securlt  Co.:  vested  In  the  Allen  Property- 
Custodian  by  Vesting  Order  No.  1611  s\ib- 
paragraphs  5-a  and  5-c  (8  F  R.  10526.  July 
28.  1943).  are  expressly  reserved. 

This  return  shall  not  be  deemed  to  in- 
clude the  rights  of  any  licensees  under 
the  above  patents  and  patent  application. 

Appropriate  documents  and  paper.> 
effectuating  this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
March  31.  1949. 

For  the  Attorney  General. 

[seal]  David  L.Bazelo.n, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property 

IF.    R.    Doc.    49  2558:    Filed,    Apr.    5,    19^3; 
8  54  a    m  I 
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[Return  Order  289) 
The  American  Securit  Co. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claims,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Pub:i.<;hed,  and  Property 

The  American  Securlt  Co..  Washington. 
D.  C.  Claims  No.s.  A-135.  613.  618.  and  6020; 
February  24,  1949  (14  F.  R  848):  Property 
described  in  Vesting  Order  No.  293  (7  F.  R 
9836,  November  26.  1942),  relating  to  United 
States  Patent  Application  Serial  No.  297.183 
(now  United  States  Letters  Patent  No. 
2.413,722):  propertv  described  In  Vesting  Or- 
der No.  666  (8  F.  R.  5047.  April  17.  1943), 
relating  to  United  State.s  Letters  Patent  No. 
1.960.222;  all  Interests  and  rights  of  the  Attor- 
ney General  In  and  to  United  States  Letters 
Patent  No.  1.999.337  (vested  by  Vesting  Order 
No.  666.  8  F.  R.  5047.  April  17.  1943)  and  In 
and  to  the  Reissue  thereof.  No.  20,499. 

Any  Interests  and  rights  relating  to  the 
above-mentioned  property  created  In  Soclete 
Anonyme  des  Manufactures  des  Glaces  et 
Produits  Chlmlques  de  St.  Gobaln.  Chauny 
&  Clrey  by  virtue  of  (1)  an  agreement  as  to 
patent  rights  and  (2)  an  agreement  aa  to 
importation,  both  dated  June  1,  1933,  by  and 
between  the  said  Societe  Anonyme  des  Man- 
ufactures des  Glaces  et  Produits  Chimiques 
de  St.  Gobaln.  Chauny  &  Clrey  and  The  Amer- 
ican Securlt  Company;  and  any  Interests  and 
rights  relating  to  the  above-mentioned  prop- 
erty created  In  Compagnles  Reunies  des  Glaces 
et  Verres  Speclaux  du  Nord  de  la  France  by 
virtue  ol  (1)  an  agreement  as  to  patent  rights 


The  American  Securit  Co. 

NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY  ' 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington.  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  recov- 
erable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 

The  American  Securlt  Co,  Washington. 
D.  C  :  Claim  No.  612:  Property  described  In 
Vesting  Order  No.  1024  (8  P.  R.  4203.  April  2, 
1943).  relating  to  United  Siaie.s  Patent  Ap- 
plication Serial  No.  405,411.  Any  interests 
and  rlphts  relating  to  the  above-mentioned 
property  created  In  Soclete  Anonyme  dos 
Manufactures  des  Glaces  et  Produits  Chi- 
miques de  St.  Gobaln,  Chauny  &  Cirey  by 
virtue  of  ( 1 )  an  agreement  as  to  patent  rights 
and  (2)  an  agreement  as  to  Importation, 
both  dated  June  1.  193'?.  by  and  between  the 
said  S<x;icte  Anonyme  des  Manufactures  dos 
Glaces  et  Prcxluits  Chlmlques  de  St.  Gobain, 
Chauny  &  Cirey  and  The  American  Secunt 
Company:  and  any  Interests  and  rights  relat- 
ing to  the  above-mentioned  property  created 
in  Compagnles  Reunies  des  Glaces  et  Verres 
Speclaux  du  Nord  de  la  France  by  virtue  of 
(1)  an  agreement  as  to  patent  rights  and  (2) 
an  agreement  as  to  Importation,  both  dated 
June  1.  1933,  by  and  between  the  said  Com- 
pagnles Reunies  des  Glaces  et  Verres  Speclat.x 
du  Nord  de  la  France  and  The  American  Se- 
curlt Co.;  vested  In  the  Allen  Property  Cus- 
todian by  Vesting  Order  No.  1511  subpara- 
graphs 5-a  and  5  c  (8  F.  R  10526.  July  28. 
1943).  are  expressly  reserved. 

Executed    at   Washington,    D    C.    on 
March  31,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-3559:    Filed,    Apr.    5,    1949; 
8:54  a.  m.J 
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TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  36 — Interim  Procedure  Governing 
Fair  Employment  Practices  Under 
Executive  Order  9980 

revocation  of  part 

Part  36  is  hereby  revoked. 

United  States  Civil  Serv- 
ice Commission, 
fsEALl         H.  B.  Mitchell, 

President. 

[F.    R.    Doc.    49-2576;    Piled.    Apr.    6,    1949; 
8  47  a.  m.) 


Chapter  IV — Fair  Employment  Board 

Part  410 — Instructions  for  Carrying 
Out  the  Fair  Employment  Program 
Under  Executive  Order  9980 

Sec. 

410.1  Introduction. 

410.2  Coverage. 

410.3  Explanation  of  terms. 

410.4  Fair  Employment  Officer. 

410.5  Instructions  for  handling  complaints 

and  appeals. 

410.6  General  provisions. 
410  7     Records  and  reports. 

Authority:  !{  410.1  to  410.7  Issued  under 
E  O.  9980.  July  26.  1948.  13  F.  R.  4311;  3 
CPR.  1948  Supp. 

§  410.1  Introduction.  The  President, 
in  his  Executive  Order  9980.  calls  for 
more  effective  application  of  the  long- 
established  policy  of  employment  in  the 
Federal  service  on  the  basis  of  merit 
and  fitness  alone  without  regard  to  race, 
color,  religion  or  national  origin. 

Paramount  re.spwnsibility  for  the  ex- 
ecution of  this  policy  is  placed  squarely 
upon  department  heads  and  subordinate 
administrative  officials. 

The  Fair  Employment  Board  must  act 
on  individual  appeals  from  depvtmental 
decisions  in  cases  where  discrimination 
is  alleged.  It  has  the  duty  of  advising 
the  departments  on  fair  employment 
problems  and  policies.  It  is  required 
to  coordinate  the  fair  employment  poli- 
cies and  procedures  of  the  several  de- 
partments. In  consultation  with  the 
Civil  Service  Commission  it  Is  to  set  up 
rules  and  regulations  nece.ssary  to  cany 
out  its  duties  and  responsibilities. 


By  setting  out  special  assignments  of 
duties  and  outlining  the  framework  of 
procedure,  the  order  makes  a  clear  dis- 
tinction between  cases  in  which  dis- 
crimination is  alleged  and  the  common 
run  of  grievances  arising  in  other  phases 
of  personnel  management. 

The  Board  has  given  first  attention  to 
procedures  for  handling  complaints.  Its 
aim  is  to  insure  full  ascertainment  of  the 
facts  as  a  basis  for  action,  furtherance 
of  good  relationships  between  complain- 
ants and  administrative  oflBcers  con- 
cerned by  means  of  informal  discussion 
and  negotiations,  easy  access  by  com- 
plainants to  officials  specially  designated 
to  give  attention  to  discriminatory  acts, 
and  adjustment  of  complaints  without 
unreasonable  delay. 

There  are  wide  variations  among  de- 
partments, in  structure,  administrative 
practice  and  geographical  spread.  There- 
fore, it  is  not  believed  necessary  or  de- 
sirable that  all  departments  be  required 
to  operate  under  regulations  identical 
In  every  respect.  There  are  certain  pro- 
cedures however  which  should  be  uni- 
form throughout  the  service.  The  Board 
has  consulted  with  the  fair  employment 
officers  and  personnel  officers  of  the  de- 
partments and  with  the  Civil  Service 
Commission  and  has  prepared  a  state- 
ment of  the  provisions,  with  certain 
alternatives,  which  it  believes  should  be 
incorporated  into  the  regulations  of  each 
department.  It  is  the  view  of  the  Board 
that  these  provisions  represent  the  mini- 
mum required  to  achieve  that  degree  of 
uniformity  which  is  essential  to  effec- 
tive administration.  . 

The  objectives  of  the  order  cannot  be 
reached  by  the  adjudication  of  com- 
plaints alone.  There  is  need  for  a  posi- 
tive program  to  remove  the  causes  of 
complaints. 

Acting  together,  the  departments,  the 
Commission  and  the  Board  can  achieve 
the  objectives  of  the  President's  program. 
Through  joint  effort  equality  of  economic 
opportunity  in  the  Federal  service  can 
be  more  fully  realized.  As  the  concept 
of  fair  play  becomes  more  dominant  in 
the  consciousness  of  officers  and  employ- 
ees alike  it  will  exert  an  impelling  influ- 
ence upon  attitudes  and  actions.  With- 
in the  Federal  Government  one  of  the 
basic  ideals  to  which  the  nation  proudly 
(Continued  on  next  page) 
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lays  claim  will  be  more  conclusively  dem- 
onstrated in  practice. 

The  Board  expects  to  consult  further 
with  the  departments  in  seeking  out  the 
reasons  for  deviations  from  the  estab- 
lished nondiscrimination  policy.  In  ex- 
ploring the  problems  involved  and  the 
successful  experience  in  dealing  with 
these  situations,  and  in  developing  a  con- 
tinuing positive  program  of  remedial  ac- 
tion. 

§  410.2    Coverage,     (a)  Executive  Or- 
der 9980  and  this  part  apply  to  all  de-  . 
partments  and  agencies  in  the  executive 
branch  of  the  Federal  Government. 

(b)  The  remedies  provided  under  Ex- 
ecutive Order  9980  and  this  part  shall  be 
available  to  citizens  of,  and  persons  who 
owe  allegiance  to  the  United  States  who 
are  employed  by.  or  are  applicants  for 
employment  in  the  executive  branch  of 
the  Federal  Government. 

5  410.3  Explanation  of  terms — (a) 
Department.  Any  department  or  agency 
of  the  executive  branch  of  the  Federal 
Government,  including  the  Civil  Service 
Commi.ssion. 

(b)  Employee.  An  individual  ap- 
pointed by  a  Federal  officer,  and  who  is 
engaged  in  the  performance  of  Federal 
functions  in  the  executive  branch  of  the 
Federal  Government  under  authority  of 
an  act  of  Congress  or  an  Executive  order, 
and  who.  in  the  performance  of  such 
duties.  Is  supervised  and  directed  by  a 
Federal  officer. 

(c)  Applicant.  A  person  failing  of 
appointment  in  the  executive  branch  of 
the  Federal  Government  who  alleges  a 
grievance  relating  to  discrimination. 

(d)  Discrimination.  An  unfavorable 
personnel  action  affecting  an  employee  or 
applicant  based  on  race,  color,  religion 
or  national  origin  and  not  on  merit  and 
fitness.  Preference  in  appointment  and 
difference  in  conditions  of  employment, 
such  as  pay,  leave,  hours  of  work,  etc., 
based  upon  law  or  upon  regulations  under 
authority  of  law  do  not  constitute  dis- 
crimination within  the  meaning  of  Exec- 
utive Order  9980. 

(e)  Personnel  action.  Any  action 
taken  within  a  department  which  af- 
fects the  equality  of  economic  opportu- 
nity of  an  employee  or  applicant.  The 
term  "personnel  action"  shall  Include 
failure  to  act. 

(f)  Complete  file.  All  letters,  notices, 
memoranda,  reports,  transcripts,  affida- 
vits or  supporting  documents  in  con- 
nection with  the  Initiation,  Investiga- 
tion, hearing,  decision  and  closing  of  a 
case  or  cases. 

(g)  Deputy  Fair  Employment  Officer. 
The  term  "Deputy  Fair  Employment  Of- 
ficer" shall  include  committees  and 
boards. 

5  410.4  Fair  Employment  Officer.  The 
head  of  each  department  shall  appoint 
a  Fair  Employment  Officer  who  shall 
have  full  operating  responsibility  under 
the  Immediate  supervision  of  the  head 
of  the  department  for  carrying  out  the 
fair  employment  policies  stated  in  Ex- 
ecutlve  Order  9980.  There  shall  be  ap- 
pointed, as  necessary  and  desirable,  at 
,  central  or  local  levels  of  the  department. 
Deputy  Pair  Employment  Officers  who 
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shall  have  the  responsibility  for  carrying 
out  the  fair  employment  policies  in  their 
respective  offices.  The  name  and  offlcial 
address  of  the  Fair  Employment  Officer 
of  each  department  shall  be  made  known 
to  all  employees  of  the  department.  The 
name  and  official  address  of  each  Deputy 
Pair  Employment  Officer  shall  be  made 
known  to  the  employees  of  the  respective 
field  offices. 

Comment:  It  is  the  view  of  Ihe  Board  that 
the  best  interests  of  the  fair  employment 
program  would  be  served  by  the  appoint- 
ment of  a  permanent  Deputy  Fair  Employ- 
ment Officer  at  each  field  establi.shment  of 
substantial  size  to  handle  complaints  and 
also  to  assist  the  Fair  Employment  Officer 
to  carry  out  his  other  responsibilities  under 
the  order. 

§  410.5  Instructions  for  handling 
complaints  and  appeals — (a)  Initiation 
of  complaint.  cl»  Procedures  under 
Executive  Order  No.  9980  shall  apply 
and  be  available  only  to  an  employee  or 
to  a  person  failing  of  appointment  who 
alleges  that  a  personnel  action,  as  de- 
fined herein,  whicli  affects  him  has  been 
taken  becaiLse  of  race,  color,  religion  or 
national  origin. 

(2)  The  complaint  must  be  made 
within  thirty  days  of  the  date  the  com- 
plainant learns  of  the  alleged  discrim- 
ination and  not  later  than  six  months 
from  the  date  of  the  personnel  action 
complained  of.  unless  failure  to  submit 
the  complaint  within  these  time  limits 
was  due  to  unusual  circumstances  be- 
yond the  control  of  the  complainant. 

(3>  It  shall  be  optional  with  a  depart- 
ment to  require  an  employee  to  initiate 
his  complaint  (i>  either  with  the  first- 
line  supervisor  or  the  supervisor  next 
higher  in  authority,  (ii)  either  with  the 
first-line  supervisor  or  the  Deputy  Fair 
Employment  Officer,  or  (iii>  with  the 
Deputy  Fair  Employment  Officer.  Com- 
plaints initiated  with  a  supervisor  may 
be  oral  or  in  writing.  Those  initiated 
with  a  Deputy  Fair  Employment  Officer 
must  be  in  writing.  If  no  appropriate 
Deputy  Fair  Employment  Officer  has 
been  appointed  then  the  Fair  Employ- 
ment Officer  may  be  substituted  under 
subdivisions  (ii)  and  (lii)  of  this 
subparagraph. 

(4)  It  shall  be  optional  with  an  appli- 
cant to  file  a  complaint  in  writing,  either 
with  the  head  of  the  local  office,  with 
the  Deputy  Fair  Employment  Officer, 
*cr  with  the  Fair  Employment  Officer  of 
the  department.  If  the  complaint  is 
filed  with  the  head  of  the  local  office 
and  he  is  superior  to  the  Deputy  Pair 
Employment  Officer,  or  if  it  is  filed  with 
the  Fair  Employment  Officer  of  the  de- 
partment, it  may  be  referred  to  the  ap- 
propriate deputy  for  handling  as  an  ini- 
tial complaint.  In  all  other  resp>ects 
complaints  of  applicants  will  be  handled 
In  the  same  manner  as  complaints  of 
employees. 

(5)  All  written  complaints  or  appeals 
must  be  signed  by  the  aggrieved  em- 
ployee or  applicant.  Any  initial  written 
complaint  or  appeal  must  include  infor- 
mation regarding  the  specific  per.'^onnel 
action  complained  of,  the  approximate 
date  thereof,  rea.sons  in  support  of  the 
allegation  of  discrimination,  and  a  state- 
ment as  to  when  the  appellant  first 
learned  of  the  discrimination. 
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Comment:  It  Is  the  view  of  the  Board 
that  where  not  Incortsistent  with  admin- 
istrative practices,  an  employee  should  first 
discuss  a  complaint  with  the  first-line  su- 
pervisor or  the  supervisor  next  higher  In 
authority.  Good  relations  between  the  su- 
pervisor and  the  employee  will  thus  be 
furthered.  Many  incipient  complaints  can 
be  eliminated  by  giving  valid  reasons  for  an 
action  that  is  being  brought  into  question. 
Where  error  has  crept  in,  the  supervisor  will 
have  opportunity  to  correct  It  on  his  own 
motion.  Furthermore,  with  responsibility 
upon  the  supervisor  for  initial  action  on 
the  complaint  the  problems  involved  will 
be  more  forcefully  impressed  upon  him. 

(b)  Action  on  a  complajnt  by  the  su- 
perviser.  (1)  If  complaint  is  made  to  a 
supervLsor,  immediate  steps  shall  be 
taken  to  effect  such  adjustment  as  is 
warranted  by  the  facts.  If  the  com- 
plaint cannot  be  satisfactorily  and 
promptly  adjusted,  the  complainant 
shall  be  advised  in  writing  that  he  may 
file  an  appeal  within  ten  days  with  the 
Deputy  Fair  Employment  Officer.  In 
addition,  he  shall  be  advLsed  that  if  he 
appeals  to  the  Deputy  Fair  Employment 
Officer,  he  shall  furnish  a  copy  of  the 
letter  of  appeal  to  the  supervisor  to 
whom  he  presented  his  original  com- 
plaint. On  receipt  of  a  copy  of  the  ap- 
peal, the  supervisor  concerned  shall  for- 
ward to  the  Deputy  Fair  Employment 
Officer  the  complete  file  in  the  case 
through  the  channels  prescribed  by  the 
dejxartment. 

If  the  department  prescribes  that  the 
file  in  the  case  be  routed  through  an 
a.scending  chain  of  administrative  au- 
thority, the  administrative  officer  at  any 
intermediate  level  may  make  an  adjust- 
ment of  the  case  satisfactory  to  the  com- 
plainant. In  such  case,  he  should  re- 
port the  action  taken  to  the  Deputy  Fair 
Employment  Officer  to  whom  the  appeal 
is  addressed  and  advise  the  subordinate 
administrative  officers  concerned.  If  no 
adjustment  is  made  the  file  shall  auto- 
matically be  forwarded  through  the  pre- 
scribed channels,  each  officer  making 
whatever  comment  thereon  he  desires, 
with  no  fuither  action  required  upon  the 
part  of  the  complainant. 

(c)  Action  on  a  complaint  (or  appeal) 
by  the  Deputy  Fair  Employment  Offi- 
cer— (1)  Investigation  and  adjustment 
by  informal  negotiation.  The  Deputy 
Fair  Employment  Officer  shall  promptly 
make  or  cause  to  be  made  such  investiga- 
tion as  is  necessary  to  ascertain  the  facts 
at  issue  on  the  complaint.  He  should 
endeavor  through  informal  negotiation 
to  effect  a  satisfactory  settlement  of  the 
complaint  and,  if  necessary,  shall  take 
or  cause  to  be  taken  corrective  action. 
All  interested  parties  shall  be  advised  of 
the  settlement  of  the  complaint  and  any 
corrective  action  which  may  be  taken. 

(2)  Failure  of  adjustment  by  informal 
negotiation.  In  the  event  the  Deputy 
Pair  Employment  Officer  is  not  able  to 
effect  a  satisfactory  settlement  of  the 
complaint  by  informal  negotiation,  he 
shall  furnish  the  complainant  with  a 
statement  of  the  pertinent  facts  disclosed 
by  the  investigation  of  the  complaint  and 
shall  afford  him  an  opportunity  to  reply 
thereto  in  writing  or  personally,  by  au- 
thorized representative  or  accompanied 
by  such  representative.  The  complain- 
ant shall  be  permitted  to  present  by  wit- 
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ness  or  otherwise  any  pertinent  facts  not 
disclosed  by  the  Investigation.  Where 
practicable,  a  transcript  of  testimony 
shall  be  made.  If  a  verbatim  transcript 
is  not  po.ssible,  a  full  summary  of  the 
oral  testimony  shall  be  made  by  the 
Deputy  Fair  Employment  Officer.  The 
summary  may  be  agreed  to  and  signed 
by  the  complainant  and  the  Deputy  Fair 
Emplo5Tnent  Officer,  or  if  the  complain- 
ant does  not  agree  with  the  summary,  he 
may  note  and  sign  his  exceptions  which 
will  become  a  part  of  the  summary.  Any 
transcript  or  summary  shall  be  available 
for  inspection  by  the  complainant  or  his 
authorized  representative  and  by  inter- 
ested agency  officials. 

'3)  Decision.  On  all  the  material 
facts  disclosed  by  the  investigation  and 
the  hearing,  if  held,  the  Deputy  Fair 
Employment  Officer  sh?.ll  make  a  de- 
cision or  make  a  recommendation  to  ap- 
propriate authority.  If  the  decision  on 
the  complaint  is  favorable  to  the  com- 
plainant, the  responsible  official  shall  so 
notify  him  in  writing  and  shall  take  or 
cause  to  be  taken  such  corrective  and 
disciplinary  action  as  appears  warranted 
by  the  facts  in  the  case.  In  the  event 
of  an  unfavorable  decision,  the  complain- 
ant shall  be  advised  in  writing  of  the 
deci.Mon  and  the  reasons  therefor  and 
of  his  right  to  appeal  to  the  Fair  Employ- 
ment Officer  or  the  head  of  the  depart- 
ment as  the  department  may  prescribe, 
within  ten  days  (twenty  days  if  outside 
the  continental  United  States)  from  date 
of  receipt  of  the  unfavorable  decision. 
Officials  directly  concerned  should  also 
be  advised  of  any  decision  made. 

<di  Appeal  to  the  Fair  Employment 
Officer.  a>  The  complainant  shall  be 
advised  that  if  he  appeals  to  the  Fair 
Employment  Officer  of  the  department 
he  shall  furnish  a  copy  of  the  letter  of 
appeal  to  the  Deputy  Fair  Employment 
Officer  who  handled  his  case. 

<2i  On  receipt  of  a  copy  of  the  appeal 
the  Deputy  Fair  Employment  Officer 
shall  forward  to  the  Fair  Employment 
Officer  of  the  department  the  complete 
file  in  the  case  through  the  channels  pre- 
scribed by  the  department. 

If  the  department  prescribes  that  the 
file  be  routed  through  an  ascending 
chain  of  administrative  authority,  the 
administrative  officer  at  any  intermedi- 
ate level  may  make  an  adjustment  of  the 
case  satisfactory  to  the  complainant. 
In  such  case,  he  should  report  the  action 
tak_en  to  the  Fair  Employment  Officer 
and  advise  the  subordinate  administra- 
tive officers  concerned.  If  no  adjust- 
ment is  made  the  file  shall  automatically 
be  forwarded  through  the  prescribed 
channels,  each  officer  making  whatever 
comment  thereon  he  desires,  with  no 
further  action  required  upon  the  part 
of  the  complainant. 

<3)  After  reviewing  the  complete  file 
In  the  case,  the  Fair  Employment  Officer 
shall  make  further  investigation  if  neces- 
sary and  shall,  through  informal  negotia- 
tion attempt  a  solution  satisfactory  to 
all  interested  parties,  who  shall  be 
granted  the  privilege  of  appearing 
personally  or  by  an  authorized  repre- 
sentative, or  accompanied  by  such  rep- 
resentative, before  the  Fair  Employment 
Officer.  If  a  satisfactory  solution  can- 
not be  accomplished  by  the  foregoing 
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means,  the  Fair  Employment  Officer  shall 
either  make  a  decision  or  make  a  recom- 
mendation to  the  head  of  the  depart- 
ment based  upon  the  material  evidence 
In  the  file.  If  he  makes  a  decision  he 
shall  notify  the  Interested  parties  In 
writing  of  the  decision  reached  and  the 
reasons  therefor. 

(4)  If  the  Fair  Employment  Officer 
makes  a  deci.sion  favorable  to  the  ap- 
pellant, he  shall,  in  consultation  with 
or  on  the  basis  of  delegated  authority 
from,  the  head  of  the  department,  take 
such  corrective  and  disciplinary  action 
as  the  facts  warrant. 

(5)  If  the  decision  of  the  Fair  Em- 
ployment Officer  Is  unfavorable  to  the 
appellant,  the  Fair  Employment  Officer 
shall  notify  him  In  writing  of  his  right 
to  appeal  to  the  head  of  the  department 
within  ten  days  (twenty  days  if  outside 
the  continental  United  States)  from  the 
date  of  receipt  of  the  decision. 

(e)  Apjx;al  to  the  head  of  the  depart- 
ment. (1)  In  the  event  that  a  recom- 
mendation is  made  by  the  Fair  Employ- 
ment Officer  to  the  head  of  the  depart- 
ment, or  an  appeal  Is  taken  from  a 
decision  of  the  Fair  Employment  Officer, 
the  head  of  the  department  shall  make 
a  decision  upon  the  facts  of  the  case  and 
notify  the  Interested  parties  In  writing 
of  such  decision. 

(2)  If  the  decision  Is  favorable  to  the 
appellant,  the  head  of  the  department 
shall  take,  or  cau.se  to  be  taken,  such 
corrective  and  disciplinary  action  as  ap- 
pears warranted. 

(3>  If  the  deci.sion  Is  unfavorable  to 
the  appellant,  the  head  of  the  depart- 
ment shall  advise  the  appellant  In  writ- 
ing, in  duplicate,  of  the  decision  and  of 
his  right  to  appeal  to  the  Fair  Employ- 
ment Board  of  the  Civil  Service  Commis- 
sion within  ten  days  from  the  date  of 
receipt  of  the  decision,  or  within  twenty 
days  If  he  resides  outside  of  the  conti- 
nental United  States.  In  addition,  he 
should  be  advised  that  If  he  appeals  to 
the  Fair  Employment  Board,  a  copy  of 
the  adverse  decision  should  accompany 
his  appeal. 

§410  6  General  provisions.  (a>  The 
head  of  each  department  shall  prescribe 
procedures  consistent  with  Executive  Or- 
der No.  9980  and  this  part  for  the  prompt 
handling  of  complaints  and  appeals 
which  are  made  under  that  order. 

tb)  All  officers  and  employees  of  the 
department  who  occupy  supervisory  posi- 
tions shall  be  Instructed  as  to  the  mean- 
ing, spirit  and  requirements  of  Execu- 
tive Order  No.  9980. 

ic»  The  department's  regulations  and 
procedures  for  handling  complaints  and 
appeals  shall  be  brought  to  the  attention 
of  all  officers  and  employees  of  the  de- 
partment and  shall  be  made  available  to 
applicants  who  lodge  a  complaint  within 
the  purview  of  Executive  Order  No.  9980. 

(d»  Amendments  in  regulations  and 
changes  In  procedures  becoming  effective 
while  an  appeal  Is  being  processed  may 
be  applied  to  such  appeal  at  whatever 
stage  it  has  then  reached,  provided  that 
the  appellant. shall  not  be  deprived  of 
any  substantive  right  or  resource  to 
which  he  would  have  been  entitled  under 
the  regulations  and  procedures  In  effect 
at  the  time  his  complaint  was  initiated. 
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(e)  If  no  appropriate  Deputy  Fair 
Employment  Officer  has  been  appointed 
the  Fair  Employment  Officer  shall  be 
designated  to  receive  appeals  under 
§410.5  (b)   (1). 

If  a  complaint  or  appeal  is  filed  ini- 
tially with  the  Fair  Employment  Officer 
of  the  department,  no  appropriate 
Deputy  Fair  Employment  Officer  having 
been  appointed,  the  Fair  Employment 
Officer  shall  proceed  directly  or  through 
designated  representative  to  process  the 
case  In  the  manner  prescribed  for  the 
Deputy  Fair  Employment  Officer  In 
§  410.5  <c)  (1>  and  (2)  and  such  parts  of 
§410.5  (c)(3)  and  (d)  as  are  pertinent. 

(f)  If  a  complaint  of  discrimination 
because  of  race,  color,  religion  or  na- 
tional origin  is  denied  on  the  ground 
that  the  action  complained  of  Is  not  a 
personnel  action  as  defined  herein,  the 
complainant  shall  be  advised  that  he  may 
appeal  this  determination  through  the 
same  channels  as  are  prescribed  under 
§  410.5.  If.  on  appeal.  It  is  determined 
that  the  action  complained  of  is  a  per- 
sonnel action  as  defined  herein,  the  case 
may  be  remanded  to  the  proper  officers 
for  further  Investigation  or  action  on 
the  i.ssue  of  discrimination. 

(g)  The  means  of  relief  provided  by 
Executive  Order  9980  or  any  regulations 
thereunder  shall  be  supplemental  to 
those  provided  by  existing  statutes.  Ex- 
ecutive orders  and  regulations,  such  as 
appeals  to  the  Civil  Service  Commission 
under  section  14  of  the  Veterans*  Prefer- 
ence Act  of  1944  or  the  reduction  in 
force  regulations,  etc. 

§  410.7  Records  and  reports.  Upon 
request  the  departments  shall  furnish 
to  the  Board  all  Infotmatlon  needed  for 
the  review  of  personnel  actions  or  for 
the  compilation  of  reports.  The  com- 
plete file  in  each  ca.se  or  cases  under 
Executive  Order  9980  shall  be  main- 
tained Intact  In  each  department  at 
least  until  such  time  as  all  appeal  rights 
have  been  exhausted  and,  upon  request, 
shall  be  promptly  forwarded  to  the  Fair 
Employment  Board  of  the  Civil  Service 
Commission. 

Effective  on  March  24.  1949. 

Fair   Employment   Board, 
United  States  Civil  Serv- 
ice Commission. 
Ladell  C.  Lawhorn. 

Executive  Secretary. 

|F.    R     Doc.    49  2577;    Filed,    Apr.    6.    1949; 
8:47  a.  m.l 


Opposite  Valdlvleso.  Jorge  Lucas  P. 
(Pellejas),  In  column  <4),  change  the 
figure  ••778"  to  read  •*788." 


TITLE  7— AGRICULTURE 

Chapter  VIII — P  reduction  and 
Marketing  Administration  (Sugar 
Branch),  Department  of  Agriculture 

Subchapter   B — Sugar   Requirements   and   Quotas 

Part  814— Allotment  of  Sugar  Quotas 

decision  and  order  of  secretary  of  agri- 
culture allotting  1949  sugar  quotas 

FOR  PUERTO  RICO 

Correction 

In  F.  R.  Document  49-2503  appearing 
at  page  1563  In  the  issue  of  Tuesday. 
April  5.  1949.  make  the  following  change 
in  the  table  on  page  1567: 


Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  946— Milk  in  Louisville.  Ky., 
Marketing  Area 

order  suspending  certain  provisions 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C,  601  et 
seq.) ,  hereinafter  referred  to  as  the  "act." 
and  of  the  order,  as  amended,  regulating 
the  handling  of  milk  in  the  Louisville. 
Kentucky,  marketing  area,  hereinafter 
referred  to  as  the  "order."  it  is  hereby 
found  and  determined  that: 

(a)  The  provisions  of  the  order  as  set 
forth  in  §  946.7  (b)  (3)  which  read  "dur- 
ing the  corresponding  delivery  periods  of 

1947.  to  35  cents  per  hundredweight  dur- 
ing the  corresponding  delivery  periods -of 

1948,  and  to  40  cents  per  hundredweight" 
do  not  tend  to  effectuate  the  declared 
policy  of  the  act. 

(b)  In  accordance  with  the  Adminis- 
trative Procedure  Act  i  Public  Law  404. 
79th  Cong..  60  Stat.  237).  notice  of  pro- 
posed rule  making,  public  procedure 
thereon,  and  30  days,  prior  notice  of  the 
effective  date  hereof  are  found  to  be  Im- 
practicable, unnecessary,  and  contrary  to 
the  public  Interest  In  that  it  is  necessary 
to  Issue  Immediately  and  make  effective 
not  later  than  April  1,  1949.  this  suspen- 
sion order  to  reflect  current  marketing 
conditions,  and  to  facilitate,  promote,  and 
maintain  the  orderly  marketing  of  milk 
produced  for  the  Louisville.  Kentucky.' 
marketing  area.  The  rate  per  hundred- 
weight to  be  deducted  from  the  uniform 
price  computations  for  the  months  of 
April.  May.  and  June  for  paffnent  to  pro- 
ducers on  their  deliveries  of  milk  in  the 
months  of  September,  October,  and  No- 
vember was  considered  at  a  public  hear- 
ing held  March  23-25.  1949,  notice  of 
which  was  published  In  the  Federal  Reg- 
ister <14  F.  R.  1196  >.  The  changes  ef- 
fected by  this  suspension  order  do  not  re- 
quire of  persons  affected  any  preparation 
prior  to  the  effective  date. 

/(  is  therefore  ordered.  That  the  pro- 
visions of  the  order  appearing  in  §  946  7 
(b)  (3)  which  read  "during  the  corres- 
ponding delivery  periods  of  1947,  to  35 
cents  per  hundredweight  during  the  cor- 
responding delivery  periods  of  1948,  and 
to  40  cents  per  hundredweight"  be  and 
hereby  are  suspended  effective  at  12:01 
a.  m..  c.  s.  t.,  April  1.  1949. 

(48  Stat.  31.  670,  675:  49  Stat.  750;  50 
Stat.  246;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  4th 
day  of  April  1949. 

(sEALl  Charles  P.  Brann.\n, 

Secretary  of  Agriculture. 

)   IP.    R.    Doc.    49-2606;    Filed,    Apr.    6,    1949; 
8:58  a.  m.] 


Thursday,  April  7,  1949 

TITLE  34— NATIONAL 
MILITARY  ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

Subchapter   D — Mitilary   Renegotiation 
Regulalioni 

Part  423 — Determination  of  Reneco- 
Ti.ABLE  Business  and  Costs 

Foreword.  On  December  29,  1948 
Parts  1  and  2  of  the  Military  Renego- 
tiation Regulations  were  published  in 
the  Federal  Register  (13  F.  R.  8640). 
For  the  purpose  of  such  publication 
these  parts  are  designated  as  Parts  421 
and  422  of  Subchapter  D  of  Chapter  IV 
of  the  Joint  Regulations  of  the  Armed 
Forces. 

There  follows  hereafter  the  publica- 
tion of  the  Third  Part  of  the  Military 
Renegotiation  Regulations,  which  is  des- 
ignated Part  423  of  Subchapter  D  of 
Chapter  IV  of  the  Joint  Regulations  of 
the  Armed  Forces. 

This  part  of  the  Regulations  and  those 
heretofore  promulgated.  Interpret  and 
apply  the  Renegotiation  Act  of  1948  and 
prescribe  standards  and  procedures  for 
determining  and  eliminating  exce.ssive 
profits,  u.'^ing  the  principles  and  proce- 
dures of  the  Renegotiation  Act  of  Feb- 
ruary 25.  1941.  as  amended.  Insofar  as 
they  have  been  deemed  applicable,  hav- 
ing regard  for  the  different  economic 
conditions  existing  on  or  after  the  effec- 
tive date  of  the  1948  Act  from  tho.se  pre- 
vailing during  the  period  1942  to  1945. 
The  Military  Renegotiation  Policy  and 
Review  Board  Is  continuing  Its  study  of 
the  economic  conditions  existing  pres- 
ently as  compared  with  those  which  pre- 
vailed during  the  period  1942  to  1945  and 
will  propose  any  changes  In  the  applica- 
tion of  the  act  which  in  its  judgment 
such  different  economic  conditions  war- 
rant. 

It  Is  expected  that  the  remaining  parts 
of  the  Military  Renegotiation  Regula- 
tions will  be  published  shortly. 

SUBPAKT   A rlSCAI,    TEAE   BASIS    FOR    RENEGOTIA- 
TION AND  EXCXPTIONS 

Sec. 

423  300        Scope  of  subpart. 

423.301  Fiscal    year   basis   for   renegotia- 

tion. 

423.301-1     Statutory  provisions. 

423  301-2  Application  of  statutory  provi- 
sions. 

423.302  Dlffprlng  accounting  methods. 
423  303         I  Reserved.  I 

423.304  Cost-plus-flxed-fce   contracts. 

423.305  Joint  venture  contracts. 

423.306  I  Reserved.  I 

423.307  Treatment  of  contracts  with  price 

adjustment  piovisions. 
423.307-1  Subject  to  renegotiation. 
423.307-2     Method  of  renegotiation. 

423.308  Treatment  of  receipts  or  accruals 

under  termination  claims. 

423.308-1     Subject  to  renegotiation. 

423.308-2     When  received  or  accrued. 

423.308-3     Separate  consideration. 

423  309  Renegotiation  of  commonly  own- 
ed entities. 

423.309-1  When  consolidated  basis  author- 
ized. 

423.309  2     Allocation  of  exces.«:lve  profits  tn 

cases    of    consolidated    renego- 
tiation. 
423.3CD-3     Where     consolidated     basis     not 
used. 


FEDERAL  REGISTER 

■trBPART  B — METHODS  OP  BEGREGATING  BALKS 
BETWEEN  EENEGOTIABLE  AND  NON-RENEGOTI- 
ABUC  BUSINESS 

Sec. 

423.320  Scope  of  subpart. 

423.321  Responsibility  for  segregation. 
423  322  Methods  of  segregating  sales. 
423.322-1  Basic  approach. 

423.322-2  Segregation  other  than  specific- 
ally by  contract  or  subcontract. 

423.322-3  Over-all  consideration  of  segrega- 
tion. 

423  323  Segregation  and  exclusion  of 
exempt  contracts. 

SUBPART   C CONTRACTS   AND    SUBCONTKACTS 

WITHIN    THE    SCOPE    OF    THE    194  8    ACT 

423.330  Scope  of  subpart. 

423.331  General  coiiverage  of  1948  Act. 
423.331-1  Statutory  provisions. 
423.331-2  Agreements  made  prior  to  May  21. 

1948. 
423  331-3     Effect  of  Renegotiation  Article. 
423  331-4     Exclusions  and  exemptions. 

423.332  Subject  contracts. 

423.333  Interpretation  of  term   "subcon- 

tract." 

423.333-1     General. 

423.333-2  Meaning  of  "required  for  per- 
formance." 

423.333-3  When  machinery,  equipment  or 
materials  "used  In  processing." 

423.333-4     General  effect  of  interpretation. 

423.333-5  Amendments  to  subcontracts 
made  before  May  21,  1948. 

423.333-6  Subcontracts  not  in  excess  of 
$1,000. 

423.333-7  Subcontracts  under  contracts 
made  subject  to  renegotiation 
under  Second  Deficiency  Ap- 
propriation Act.  1948. 

423.334  Specific   Interpretations   of   "sub- 

contract." 
423.334-1     Patent  licenses  as  subcontracts. 

423.335  Contracts    and    subcontracts    in- 

volving real  property. 

423335-1  Subcontracts  for  existing  real 
property. 

423.335-2  Agreements  for  fixtures,  construc- 
tion and  Improvements  on  real 
property. 

423.336  Manufacturers"  agents  and  deal- 

ers; subcontracts. 

SUBPART     D — MANDATORT     EXEMPTIONS     AND 
EXCLUSIONS    FROM    RENEGOTIATION 

423.340  Scope  of  subpart. 

423.341  Mandatory  exemptions. 

423  342  Contracts  with  other  governmen- 
tal agencies  and  subcontracts 
thereunder. 

423.342-1     Statutory  provision. 

423.342-^2  Interpretation  and  application  of 
exemption. 

423.343  Contracts  and  subcontracts  lor  cer- 
tain raw  materials  and  agricul- 
tural commodities. 

423  343-1     Raw  materials. 

423  343-2     Agricultural  commodities. 

423.343  3     Cost  allowance  for  raw  materials 

and  agricultural  commodities  in 
the  case  of  integrated  producers. 
423.343-4     Packaging     materials     and     con- 
tainers. 

423.344  Contracts    or    subcontracts    with 

tax-exempt  charitable,  religious 
and  educational  institutions. 
423.344-1     Statutory  provision. 

423.344  2     Internal  Revenue  Code. 

423.345  Construction    contracts    awarded 

as  a  result  of  competitive  bid- 
ding. 

423.345  1     Statutory  provision. 
423.345-2     Interpretation. 

423.346  Subcontracts  under  exempt  con- 

tracts and  subcontracts. 
423.346-1     Statutory  provision. 
423.346-2     Interpretation. 

423.347  Receipts    or    accruals    less    than 

•100,COO. 


Sec. 

423.347-1 

423.347-2 

423  347-3 

423.347-4 


163.J 


Statutory  provision. 

Computation  of  aggregate  re- 
ceipts and  accruals. 

No  reduction  by  refund  below 
$100,000  limitation  ("fioor"). 

Subcontracts  under  contracts  or 
subcontracts  exempt  by  reason 
of  $100,000  limitation. 


SUBPART    E- 


-PERMISSIVE    E;.EMPTI0NS    FROM 
RENEGOTIATION 


423.350 
423.351 
423.352 

423.352-1 

423.352-2 

423.353 

423.353-1 

423.353-2 

423.354 


423.354-1 


Scope  of  subpart. 

Statutory  authority. 

Delegation  of  authority  to  mtke 
permissive  exemptions. 

By  general  classes  or  types  of 
contracts  or  subcontract!-. 

By  individual  contract  or  sub- 
contract. 

Request  for  exemption. 

By  general  ch-sscs  or  types. 

Individual  contracts  and  sub- 
contracts. 

General  classes  or  types  of  con- 
tacts and  subcontracts  which 
have  been  exempted  by  the 
Military  Renegotiation  Policy 
ajid  Review  Board. 

Exempted  contracts  and  sub- 
contracts. 


SUBPART    F COMMENCEMENT    AND    COMPLETION 

OF    RENEGOTIATION 

Scope  of  subpart. 
Commencement    and    completion 

of  renegotiation. 


423.360 
423.301 


SUBPART    C 


RESERVED  I 


SUBPART     H— COSTS     ALLOCABLE     AND    ALLOWABLE 
AGAINST   RENEGOTIABLE  BUSINESS 


423.380 
423.381 

423.381-1 
423.381-2 
423.381-3 
423.381-4 

423.381-5 


423.381-6 
423.382 

423.382-1 
423  382-2 
423  382-3 
423.382-4 
423.382-5 
423.382-6 

423.383 

423.383-1 

423.383-2 

423.383-3 

423.383-4 

423.384 

423.384-1 
423.384-2 


423  385 

423.385-1 

423.385-2 

423.385-3 
423.385-4 


423.385-5 

423.385-6 
423 .3£6 


Scope  of  subpart. 

Statutory  provisions  and  general 
regulations. 

Dstermlnation  of  costs. 

(Reserved.) 

|Re.served.| 

Profit,  cost  allocation  and  allow- 
ance;    general. 

Costs  allocable  to  uncompleted 
portions  of  terminated  con- 
tracts and  subcontracts. 

Special  accounting  procedures. 

Salaries,  wages  and  other  com- 
pensation. 

Allocation. 

Allowances. 

(Reserved.) 

( Reserved .  ] 

Brokers'  commissions. 

Pension,  annuity,  stock  bonus 
and  profit  sharing  plans. 

Amortization  and  depreciation. 

Allocation. 

(Reserved.] 

(Reserved.) 

Depreciation. 

Conversion  to  renegotlable  pro- 
duction. 

Cost  of  conversion  of  facilities. 

Costs  in  connection  with  the  dis- 
continuance of  renegotlable 
business. 

Losses. 

Costs  or  losses  on  other  ventures. 
Losses  from  prior  or  subsequent 
years. 

(Reserved.) 

Losses  from  sale  or  exchange  of 
facilities  used  in  performing 
renegotlable  contracts  or  sub- 
contracts. 

Losses,  other  than  from  sale  or 
exchange,  with  respect  to  facili- 
ties used  In  performing  rene- 
gotlable contracts  or  subcon- 
tracts. 

Effect  of  renegotiation  under  prior 
acts. 

Interest, 


1636 

Sec. 

423.386-1  Allowance. 

423.386-2  Allocation. 

423.386-3  Interest  on  tax  denclencles. 

423.387  Selling  and  advertising  expense. 
423.387-1  Selling. 
423.387-2  Advertising. 

423.388  Other  costs,  expenses  and  reserves. 
421 388-1  Patent  royalties. 
423388-2  Charitable    and    other    contribu- 
tions. 

423388-3  Cost     allowance     in     connection 

with  raw  materials. 

423.388-4  Inventories. 

423.389  Taxes  measured  by  income. 
423.389-1  In  general. 
421389-2  Allocation. 
423.389-3  State  Income  taxes  Imposed  at  a 

•  flat  rate." 
423  389-4     Graduated  State  Income  tax. 
423  389-5     Multiple  State  Income  taxes. 
423.389-6     State    Income    tax    measured    by 

Income  for  preceding  year. 
423.339-7     State    Income    tax    of    contractor 

operating   as   a   partnership   or 

sole  proprietorship. 

AtJTHORiTT:  §1423.300  to  423.389-7  Issued 
under  sec.  3  (f).  Pub.  Law  547.  80th  Cong.. 
62  Stat  260. 

SUBPART    A— FISCAL    YEAR    BASIS    FOR 
RENEGOTIATION  AND  EXCEPTIONS 

§  423.300  Scope  of  subpart.  This  .sub- 
part deals  with  the  application  of  the 
S.scal  year  ba.sis  for  renegotiation,  and 
exceptions  to  it. 

§  423.301  Fiscal  year  basis  for  rene- 
gotiation. 

§  423  301-1  Statutory  provisions. 
Subsection  tb>  of  the  act  provides  in 
part  as  follows: 

•  •  •  The  powers  hereby  conferred 
upon  the  Secretary  shall  be  exercised  with 
respect  to  the  aggregate  of  the  amounts  re- 
ceived or  accrued  under  all  such  contracts 
and  subcontracts  by  the  contractor  or  sub- 
contractor during  his  fl-scal  year  or  upon  such 
other  basis  as  may  be  mutually  agreed 
upon;     •     •     • 

§  423.301-2  Application  of  statutory 
prov>isions.  <a)  Renegotiation  will  be 
conducted  on  the  basis  of  the  amounts 
received  or  accrued  by  a  contractor  from 
his  renegotiable  contracts  and  subcon- 
tracts for  a  fi.scal  year.  Accordingly, 
excessive  profits  will  be  determined  by 
examining  the  contractor's  financial 
position  and  the  profits  from  such  con- 
tracts and  subcontracts  taken  as  a  whole 
for  a  particular  fiscal  year  rather  than 
on  an  individual  contract  basis.  This 
avoids  problems  of  allocation  of  costs 
and  profits  as  between  each  contract 
and  .subcontract,  allows  the  contractor 
to  offset  the  results  of  one  contract 
against  the  results  of  another,  and 
simplifies  administration. 

(b>  Since  renegotiation  will  be  con- 
ducted on  a  fiscal  year  basis,  lo.vses  or 
inadequate  profits  in  any  year  preced- 
ing the  year  being  renegotiated  shall 
not  be  used  as  an  offset  or  adjustment 
in  the  determination  of  exce.ssive  profits 
for  the  year  which  is  the  subject  of  re- 
negotiation. However,  a  loss  on  rene- 
gotiable business  in  a  prior  year  subject 
to  the  Renegotiation  Act  of  1948  is  a 
factor  which  may  be  considered  in  de- 
termining the  reasonableness  of  profits 
for  a  later  year. 

§423.302  Differing  accounting  meth- 
ods,   n  there  be  employed  In  a  renego- 
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tiatlon  for  any  fiscal  year  a  method  of 
computing  profit  different  from  that  em- 
ployed  in   renegotiation   for   the  fiscal 
year  Immediately  preceding,  the  renego- 
tiating   agency    must    make    adequate 
provision  in  the  agreement  or  otherwi.se 
so  that  renegotiable  business  will  not 
e.scape    renegotiation    because    of    the 
change.     The  interest  of  the  Govern- 
ment with  respect  to  the  year  which  is 
the  subject  of  renegotiation  and  future 
years   must  also  be   protected,   and   no 
item  of  cost  which  has  been  allowed  in 
a  previous  renegotiation  will  be  allowed 
In  any  subsequent  renegotiation.    Under 
ordinary  circumstances  a  contractor  will 
be  renegotiated  on  the  same  basis  as  that 
used  for  the  determination  of  his  income 
for  Federal  income  tax  purposes  and. 
where    a    contractor    requests    and    is 
allowed  to  renegotiate  on  some  other 
basis,  he  will  be  required  to  agree  that 
future  renegotiations  will  be  conducted 
on  the  same  basis  unle.ss  the  Policy  and 
Review  Board  approves  a  variation  there- 
from by  reason  of  unusual  circumstances. 
With    reference    to    special    accounting 
procedures    in    the    case    of    particular 
Identified  items  see  §  423.381-6. 

§423.303     [Re.served.l 

§  423.304  Co.<it-plus- fixed- fee  con- 
tracts. Amounts  received  or  accrued,  and 
costs  paid  or  incurred,  with  respect  to 
cost-plus-flxed-fee  contracts  and  sub- 
contracts must  be  segregated  from  such 
amounts  relating  to  other  types  of  con- 
tracts and  subcontracts.  In  order  that 
separate  con.sideratlon  may  be  given  in 
renegotiation  of  such  cost-plus-flxed-fee 
contracts,  as  required  by  §  424.407  of 
this  .subchapter.  (See  §  424.403-2  of  this 
subchapter.) 

§  423.305  Joint  venture  contracts.  If 
two  or  more  parties  enter  into  an  ar- 
rangement for  the  performance  jointly  of 
one  or  more  contracts  or  subcontracts,  the 
combination  resulting  from  such  arrange- 
ment is  commonly  referred  to  as  a  "joint 
venture."  Such  a  joint  venture  Is  re- 
garded as  an  entity  which,  with  re.spect 
to  its  contracts  or  subcontracts  within 
the  scope  of  the  act  Is  a  "contractor"  or 
".subcontractor"  within  the  meaning  of 
the  act. 

§423.306     [  Reserved.  1 

§  423.307  Treatments  of  contracts 
with  price  adjustment  provisions. 

§  423.307-1  Subject  to  renegotiation. 
Certain  contracts  contain  incentive  pro- 
visions or  provide  for  escalation,  rede- 
termination or  other  revision  of  the  con- 
tract price  during  the  life  of  the  contract. 
These  contracts  are  subject  to  renegotia- 
tion unless  otherwise  exempted,  but  their 
provisions  neces^sitate  special  treatment. 
The  method  of  handhng  certain  situa- 
tions arising  in  connection  with  such  con- 
tracts is  discussed  in  §  423.307-2. 

I 

§  423.307-2  Method  of  renegotiation. 
Upon  over-all  renegotiation  involving 
such  contracts,  if  the  price  for  the  period 
under  review  is  expected  to  be  retroac- 
tively reduced  after  the  completion  of  the 
renegotiation  proceedings  and  if  exces- 
sive profits  are  determined  by  agreement, 
then  in  determining  excessive  profits  the 
contractor  may  be  permitted  to  set  up  a 
reasonable  reserve  to  cover  the  estimated 


refund  under  the  contract  for  the  period 
under  review.  Similarly,  if  the  contract 
clause  Is  expected  to  result  in  a  retro- 
active upward  revision  of  the  price  for 
the  period  under  review,  adjustment 
therefor  may  be  made  on  the  ba.sis  of  rea- 
sonable estimates  and  included  in  the  re- 
negotiable income  of  the  contractor. 

§  423.308  Treatment  of  receipts  or  ac- 
cruals under  termination  claims. 

§  423.308-1  Subject  to  renegotiation. 
Termination  compen^^ation  received  or 
accrued  under  a  subject  contract  or  sub- 
contract is  renegotiable  unless  (a)  re- 
ceived or  accrued  with  respect  to  a  ter- 
minated contract  or  subcontract  which  is 
exempt  or  has  been  exempted  from  rene- 
gotiation or  (b»  the  termination  settle- 
ment is  exempted  from  renegotiation. 

§  423.308-2  When  received  or  accrued. 
For  purposes  of  renegotiation  amounts 
payable  to  a  contractor  or  subcontractor 
on  account  of  any  termination  claim 
under  a  contract  or  subcontract  will  be 
deemed  to  have  been  received  or  accrued 
to  the  extent,  and  in  the  fiscal  year  for 
which,  such  amounts  are  estimated,  upon 
the  basis  of  the  circumstances  existing  at 
the  time  of  renegotiation,  to  be  includible 
in  the  computation  of  taxable  income. 
Renegotiation  will  not  be  postponed  or 
delayed  pending  the  settlement  of  a  ter- 
mination claim  whether  by  a  "no-cost" 
waiver,  or  otherwise. 

§  423  308-3  Separate  consideration. 
Any  contractor  may.  and  in  any  case  in 
which  the  aggregate  of  the  amounts  re- 
ceived or  accrued  under  contracts  and 
subcontracts  Includes  any  substantial 
amount  on  account  of  termination  claims 
the  contractor  shall  be  required  to.  reflect 
In  the  financial  and  other  data  upon 
which  the  renegotiation  Is  based  the  re- 
ceipts or  accruals  on  account  of  termina- 
tion claims  separately  from  other  receipts 
or  accruals  subject  to  renegotiation.  Such 
segregation  may  be  required  to  be  made  in 
such  general  or  such  detailed  manner  as 
the  renegotiating  agency  may  deem  nec- 
essary. 

§  423.309    Renegotiation  of  commonly 
owned  entities. 

§  423  309-1  When  consolidated  ba.sis 
authorized.  Renegotiation  of  commonly 
owned  entities  which  desire  to  be  con- 
solidated for  the  purposes  of  renegotia- 
tion may.  upon  the  application  of  such 
entities  and.  in  the  discretion  of  the 
Board,  be  conducted  on  a  consolidated 
basis.  An  application  for  con.solidation 
will  be  granted  only  if  <a)  less  than  25% 
of  the  interest  in  any  entity  is  owned  by 
an  outside  minority  group;  (b)  all  such 
entities  requesting  consolidation  have  the 
same  fl.scal  year  for  accounting  purposes; 
(c)  common  ownership  existed  for  the 
entire  period  for  which  consolidation  is 
requested,  and  (d>  all  such  entities  have 
agreed  that  the  $100,000  limitation  will  be 
applied  to  the  aggregate  receipts  or  ac- 
cruals of  all  such  entities  in  the  same 
manner  as  though  a  single  contractor 
were  involved  isee  §5  423.347-2  and 
423  347-3). 

§  423  309-2  Allocation  of  excessive 
profits  in  cases  of  consolidated  renego- 
tiation. (a>  Excessive  profits  must  be 
allocated  among  the  entities  included  in 
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the  consolidated  renegotiation,  and  the 
renegotiation  agreement  must  disclose 
the  allocation.  The  excessive  profits 
must  be  so  allocated  even  though  some 
or  all  of  the  members  of  the  consolidated 
group  participate  in  filing  a  con.solidated 
Federal  tax  return.  (See  §  424.444  (b) 
of  this  subchapter. )  If  excessive  profits 
have  been  realized  and  if  the  renegotia- 
tion agreement  were  to  impose  liability 
generally  on  the  entire  con.solidated 
group  for  the  profits  found  to  be  exces- 
sive, without  fixing  the  separate  liability, 
then  the  members  of  the  group  might  not 
be  allowed  a  deduction  from  their  income 
for  Federal  tax  purpo.ses  for  the  unallo- 
cated amounts  of  exce.s.sive  profits  to  be 
eliminated  under  the  agreement,  or  ap- 
propriate tax  credits  under  section  3806 
of  the  Internal  Revenue  Code. 

(b)  For  this  rea.son,  even  where  a  con- 
solidated basis  has  been  authorized,  each 
of  the  entities  included  in  the  group 
must  submit  a  standard  form  of  con- 
tractors report  covering  Its  renegotiable 
business  irr  addition  to  the  consolidated 
report.  To  make  the  necessary  alloca- 
tions of  the  excessive  profits,  a  review  of 
the  uncon.solidated  financial  statements 
of  each  member  of  the  group  must  be 
made.  The  renegotiating  agency  will 
require  that  fair  and  rea.sonable  meth- 
ods be  employed  in  segregating  costs 
and  income  among  the  entities  included 
In  the  con.solidated  renegotiation,  and 
will  give  particular  attention  to  those 
cases  in  which  the  type  of  business  con- 
ducted by  one  entity  is  materially  differ- 
ent from  the  bu.slness  conducted  by 
others  In  the  consolidated  group. 

(c)  The  form  of  the  renegotiation 
agreement  and  method  of  execution  in 
the  ca.se  of  a  consolidated  renegotiation 
is  described  In  §  425.502-13  of  this  sub- 
chapter. 

§  423.309-3  Where  consolidated  basis 
not  used.  Whenever  parent  and  subsid- 
iary companies  are  renegotiated  sepa- 
rately, renegotiations  with  the  individual 
members  of  the  group  should  be  con- 
ducted by  the  same  Renegotiation  Divi- 
sion and  concurrently  if  practicable. 


SITBPART  B — METHODS  OF  SEGREGATING  SALES 
BETWEEN  RENEGOTIABLE  AND  NON-RENEGO- 
TIABLE  BUSINESS 

5  423.320  Scope  of  subpart.  The  Re- 
negotiation Act  of  1948.  and  section  401 
of  the  Second  Deficiency  Act.  1948.  pre- 
scribe what  contracts  and  subcontracts 
are  subject  to  renegotiation,  and  also 
under  what  circumstances  certain  of 
such  contracts  and  subcontracts  may  be 
exempted  from  renegotiation.  Subparts 
C  and  D  of  this  part  discuss  In  detail  the 
principles  for  determining  whether  or 
not  particular  contracts  and  subcon- 
tracts are  subject  to  the  act.  and  Subpart 
E  covers  permissive  exemptions  from  re- 
negotiation. This  subpart  deals  with  the 
methods  of  segregating  sales  and  gross 
receipts  so  as  to  determine  the  amount 
of  such  sales  and  gross  receipts  which 
apply  to  contracts  and  subcontracts  sub- 
ject to  renegotiation. 

§  423.321  Responsibility  for  segrega- 
tion. The  contractor  has  the  primary 
responsibility  for  determining  the  .sales 
subject  to  renegotiation  and  the  alloca- 
ble costs  applicable  thereto.    A  portion 
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of  these  data  Is  called  for  by  the 
"Standard  Form  of  Contractor's  Report" 
required  to  be  filed  by  contractors  and 
subcontractors  (see  §  422.222  of  this  .sub- 
chapter). These  reports,  and  such  ad- 
ditional data  as  may  be  requested  by  the 
renegotiating  agency  («ee  §  422.224  ef 
this  subchapter)  or  otherwise  submitted 
by  the  contractor,  must  be  executed  by 
him.  He  is  also  required  to  furnish  an 
explanation  of  the  methods  u.sed  in  de- 
termining the  amount  of  sales  and  costs 
allocated  to  renegotiable  contracts  or 
subcontracts.  The  segregation  of  sales 
and  allocation  of  costs  upon  which  a  de- 
termination is  based  must  be  satisfac- 
tory to  the  agency  which  concludes  the 
renegotiation  proceedings.  Such  agency 
shall  afford  rea.sonable  assistance  in  sug- 
gesting methods  of  segregation  and  al- 
location. 

§  423.322   Methods  of  segregating  sales. 

§  423.322-1  Basic  approach.  (a>  The 
act  requires  the  inclusion  of  the  Rene- 
gotiation Article  set  forth  therein  in 
certain  contracts  and  subcontracts  (in- 
cluding purchase  orders)  under  the  cir- 
cumstances specified  in  §  423.331-1. 
Therefore,  as  a  preliminary  approach,  a 
tabulation  shall  be  made  of  receipts  and 
accruals  of  the  fiscal  year  under  consid- 
eration (hereinafter  in  this  section  re- 
ferred to  as  sales)  applicable  to  con- 
tracts and  subcontracts  which  contain 
the  renegotiation  article. 

(b)  As  pointed  out  in  §  423.331-3.  the 
absence  of  the  renegotiation  artjcle  from 
a  contract  or  subcontract  does  not^re- 
clude  the  application  of  the  Act  IFthe 
contract  or  subcontract  should  have  con- 
tained the  article.  The  contractor  shall 
Include  in  renegotiable  busine.ss  sales 
applicable  to  such  contracts  and  subcon- 
tracts. In  most  ca.ses.  It  is  expected  that 
the  contractor  will  be  able  to  make  such 
inclusion  In  renegotiable  sales  because 
of  his  knowledge  of  the  ultimate  end  use 
of  the  product  involved,  or  of  the  prime 
contract  under  which  he  Is  a  subcon- 
tractor. 

(c)  It  must  also  be  recognized  that  a 
contract  or  subcontract  which  contains 
the  renegotiation  article  may,  despite 
such  article,  be  exempt  from  renegotia- 
tion (see  §  423.331-4).  The  Information 
as  to  whether  .such  a  contract  or  subcon- 
tract is  subject  to  renegotiation  gen- 
erally will  be  more  readily  available  to 
the  contractor  than  to  the  renegotiating 
agency.  Therefore,  in  such  cases,  it  is 
the  responsibility  of  the  contractor  to 
submit  a  list  of  such  contracts  or  sub- 
contracts together  with  an  explanation  of 
the  basis  for  his  opinion  as  to  their  non- 
renegotiability.  Reference  should  be 
made  to  Subpart  E  of  this  part  for  a  dis- 
cussion of  contracts  which  have  been 
exempted  pursuant  to  statutory  au- 
thority. 

Note:  In  an  effort  to  Inform  contractors 
and  subcontractors  as  to  which  prime  con- 
tracts are  subject  to  renegotiation  and  thus 
assist  them  in  segregating  sales,  the  Policy 
and  Review  Board  will  cause  a  list  of  the 
numbers  of  such  prime  contracts  together 
with  the  names  of  the  contractors  holding 
such  contracts  to  be  published  In  the  Fed- 
eral Register.  The  publication  of  the  con- 
tract numbers  and  names  will  be  brought 
up  to  date  periodically.  Such  publication 
is  only  for  the  purpose  of  disseminating  in- 
formation and  although  every  effort  will  be 
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made  to  have  the  ll.sts  complete  and  accurate 
the  omission  of  the  number  of  a  contract 
subject  to  the  act  will  not  thereby  relieve 
the  contractor  and  subcontractors  thereunder 
from  renegotiation.  Conversely,  the  inclu- 
sion in  the  published  list  of  the  number  of 
a  contract  which  is  not  subject  to  the  act 
will  not  make  the  contractor  holding  such 
contract  and  subcontractors  thereunder  sub- 
ject to  renegotiation.  Furthermore,  contrac- 
tors and  higher-tier  subcontractors  should 
assist  their  subcontractors  in  making  segre- 
gations by  advising  such  subcontractors  of 
the  prime  contract  number  under  which  such 
contractors  and  subcontractors  are  operating. 

§  423.322-2  Segregation  other  than 
specifically  by  contract  or  subcontract. 
(a)  If  a  contractor's  business  Is  such 
that  a  segregation  of  sales  can  be  made 
with  reasonable  accuracy  without  ac- 
cording specific  consideration  to  separate 
contracts  and  subcontracts  such  other 
method  may  be  employed  if  satisfactory 
to  the  renegotiating  agency.  For  ex- 
ample, if  a  subcontractor's  business  is 
entirely  with  an  enterprise  known  to  be 
engaged  in  production  under  subject  con- 
tracts or  subcontracts;  it  may  not  be  nec- 
essary to  require  the  subcontractor  to 
review  his  subcontracts  and  purchase 
orders  separately.  Similarly,  It  may  be 
possible  to  omit  such  separate  considera- 
tion of  contracts  and  .subcontracts  for 
segments  of  the  business,  if  sales  and 
costs  data  for  such  segments  are  avail- 
able. 

(b)  It  is  not  possible  to  specify  with 
exactitude  all  of  the  methods  which  may 
be  employed  to  segregate  sales  without 
examination  and  consideration  of  each 
separate  contract  and  subcontract.  Tlie 
contractor  Is  best  equipped  to  appraise 
the  need  for  and  practicability  of  general 
approaches  to  the  problem.  The  con- 
tractor should  feel  free  to  consult  the  re- 
negotiating agency  involved  as  to  these 
problems,  and  the  renegotiating  agency 
is  authorized  to  accept  segregations  based 
on  general  approaches  which  are  not 
contrary  to  the  interests  of  the  Govern- 
ment. However,  general  methods  of 
segregation  will  be  acceptable  only  if'  it 
is  determined  that  analysis  of  separate 
contracts  and  subcontracts  would  be 
burdensome,  or  If  it  appears  from  the 
particular  circumstances  that  detailed 
analysis  by  contracts  and  suicontracts 
could  not  result  In  a  segregation  mate- 
rially dlfferen*^. 

(c»  The  general  approaches  referred 
to  in  the  subparagraph  immediately  pre- 
ceding may  include  one  or  more  of  the 
following  methods  of  classifying  or  ana- 
lysing .sales: 

'  1  >  By  industry,  customer,  or  customer 
groups; 

(2)  By  product  or  product  group; 

(3)  By  division,  department  or  plant 
of  the  contractor,  for  separate  and  pos- 
sibly different  consideration  of  each  as 
to  renegotiable  business; 

(4»  By  u.-^e  of  Government,  trade  as- 
sociation, or  other  repoMs  independently 
prepared,  by  wliich  end  use  of  products 
may  be  determined; 

(5)  By  use  of  spot  checks  of  detailed 
transactions  of  part  of  the  fiscal  year, 
after  prior  discussion  with,  and  approval 
by,  the  renegotiating  agency  of  the  ac- 
ceptability of  the  statistical  procedure. 

§423.322-3  Overall  consideration  of 
segregation.    Regardless  of  the  methods 
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employed  by  the  contractor  in  segre- 
gating sales,  the  renegotiatinp:  agency 
must  determine  that  the  result  is  rea- 
sonable on  an  overall  basis,  having  re- 
gard to  such  of  the  general  approaches 
outUned  in  §  423.322-2  as  are  applicable, 
and  also  to  segregations  determined  for 
other  contractors  and  subcontractors 
known  or  believed  to  be  comparable  to 
the  subject  contractor  as  to  pattern  of 
business. 

§  423.323     Segregation  and  exclusion 
of  exempt  cojitracts.    Sales  and  costs  al- 
locable to  any  contract  or  portion  thereof 
which  is  exempt  from  renegotiation  un- 
der sub.section  'i)  (1)  of  the  Renegotia- 
tion   Act    of    February    25.     1944.    as 
amended,  or  which  is  exempted  by  the 
Secretary  of   Defense  or  his   delegatee 
pursuant  to  section  (d)  of  the  Renogo- 
tiation  Act  of  1948.  shall  be  entirely  ex- 
cluded from  consideration  in  determin- 
ing whether  excessive  profits  have  been 
realized  and  the  amount  thereof.   (How- 
ever,  see    §  423.385-4   for   treatment   of 
losses  from  the  sale  or  exchange  of  fa- 
cilities used  in  performing  renegotiate 
contracts  or  subcontracts.  >      Sales  un- 
der contracts  which  are  exempted  under 
the  permissive  exemption  authority  con- 
tained in  subsection  (d)  of  the  act  shall 
be   included   in   applying   the   $100,000 
limitation  or  the  $100,000  "floor."     (See 
§§  423  347-2  and  423.347-3.) 

SUBPART   C — COXTR.\CTS   AND   SUBCONTRACTS 
WITHIN  THE  SCOPE  OF  THE   1948  ACT 

§  423.330  Scope  of  subpart.  This  sub- 
part and  Subparts  D  and  E  of  this  part 
deal  with  the  contracts  and  subcontracts 
subject  to  renegotiation.  This  subpart 
discusses  the  kinds  of  prime  contracts 
and  subcontracts  which  are  within  the 
1948  Act.  aside  from  exemptions,  and 
the  following  subparts  cover  the  exemp- 
tions (mandatory  and  permissive,  re- 
spectively) from  renegotiation. 

§  423.331     General  coverage  of   1948 

§  423.331-1    Statutory  provisions,    (a.) 
Subsection   (b>   of  the  act  confers  the 
basic    authority    to    renegotiate    and 
applies   to   contracts   and   subcontracts 
"required^to  contain  the  Renegotiation 
Article  prescribed  in  subsection  (a) ."  The 
latter  section  requires  the  Inclusion  of 
the     renegotiation     article     set     forth 
therein   in   all   contracts   in   excess   of 
$1,000  entered  into  under  the  authority 
of  the  Supplemental  National  Defense 
Appropriation  Act.  1948.  obligating  funds 
appropriated   thereby,  obligating   funds 
consolidated  thereby  with  funds  appro- 
priated thereby,  or  entered  into  through 
contract  authorizations  granted  in  that 
act.  and  in  all  subcontracts  in  excess  of 
$1,000  under  such  contracts. 

(b>  Section  401  of  the  Second  Defi- 
ciency Appropriation  Act.  1948,  provides 
as  follows: 

The  Secretary  of  Defense  Is  authorized 
and  directed,  whenever  in  his  Judgment  the 
be.st  Interests  of  the  United  States  so  require, 
to  direct  the  insertion  of  a  cJause  Incorpo- 
ratln.?  the  Renegotiation  Act  of  1948  In  any 
contracts  for  the  procurement  of  ships,  air- 
craft, aircraft  parts,  and  the  construction  of 
tuclUtles  or  Installations  outside  continental 
U.itt"d  States  entered  Into  by  or  In  behalf  of 
the  Department  of  the  Army,  the  Depart- 
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ment  of  th6  Navy,  or  the  Department  of  the 
Air  Force  which  obligates  any  funds  made 
available  for  obligation  In  the  fiscal  year 
1949. 

When  the  Secretary,  pursuant  to  said 
section  401.  directs  the  insertion  of  a 
clause  incorporating  the  Renegotiation 
Act  of  1948  in  any  contracts  described  in 
section  401.  such  contracts  and  all  sub- 
contracts thereundg-,  in  excess  of  $1,003. 
thereby  become  subject  to  the  Renego- 
tiation   Act    of    1948    In    all    respects. 
Therefore,  whenever  in  the  regulations 
in  this  subchapter  any  of  the  terms  "sub- 
ject contract."  or  "subject  to  renegotia- 
tion." or  "renegotiable  contracts  or  sub- 
contracts." or  'renegotiable  business"  or 
similar  language  is  used,  such  term  shall 
be  deemed  to  include  any  contract,  or 
subcontract  thereunder,  made  subject  to 
the  1948  Act  by  virtue  of  the  Secretary's 
action  under  section  401. 

On  June  30.  1948  the  Secretary  of  De- 
fense issued  the  following  directive: 

Pursuant  to  the  authority  vested  in  me  by 
Section  401  of  Public  Law  785  (80th  Con- 
gress). I  hereby  adjudge  that  It  is  In  the 
best  intetests  of  the  United  States,  and  ac- 
cordingly. I  direct  the  Inclusion  of  a  clause 
Incorporating  the  Renegotiation  Act  of  1948 
In  all  contracts  for  the  procurement  of  air- 
craft and  aircraft  parts  entered  Into  by  or 
on  behalf  of  the  Department  of  the  Navy  or 
the  Department  of  the  Air  Force,  which  obli- 
gate any  funds  made  available  for  obligation 
in  the  fiscal  year  1949. 
This  order  Is  effective  1  July  1948. 

§  423.331-2  Agreements  made  prior 
to  May  21,  194S.  The  effective  date  of 
th^upplemental  National  Defense  Ap- 
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proff-iation  Act.  1948.  is  May  21.  1948. 
Therefore,   contracts   and   subcontracts 
entered  into  prior  to  May  21.  1948.  are 
not  required  to  contain  the  renegotiation 
article  and  are  not  subject  to  renegotia- 
tion.   In  some  cases  it  will  be  difficult  to 
determine  whether  articles  or  services  re- 
quired for  the  performance  of  a  contract 
or  subcontract  are  furnished  under  a  sub- 
contract entered  into  prior  to  May  21, 
1948  or  under  a  subcontract  entered  into 
after  May  20.  1948.    In  the  absence  of 
acceptable    evidence    to    the    contrary, 
therefore,  deliveries  after  May  20.  1948. 
under  subcontracts  which  would  be  sub- 
ject to  renegotiation  if  made  after  May 
20.  1948.  shall  be  presumed  to  be  made 
under  subcontracts  entered  Into  after 
such  date.    Of  course,  if  the  subcontract 
Is  entered  into  under  a  prime  contract 
made  prior  to  May  21.  1948.  the  subcon- 
tract is  not  subject  to  renegotiation  re- 
gardless of  the  date  upon  which  it  is  en- 
tered into. 

5  423.331-3  Effect  of  renegotiation  ar- 
ticle. The  act  applies  only  to  contracts 
and  subcontracts  required  to  contain  the 
renegotiation  article.  The  absence  of  the 
renegotiation  article  from  any  contract 
or  subcontract  does  not.  however,  pre- 
clude the  application  of  the  act  if  such 
contract  or  subcontract  is  one  required 
by  sub.section  (a)  to  contain  the  article. 
On  the  other  hand,  if  the  aggregate  of 
the  amounts  received  or  accrued  under 
all  such  contracts  and  subcontracts  by 
the  contractor  or  subcontractor  during 
his  fisal  year  is  less  than  $100,000.  such 
contracts  and  subcontracts  to  the  extent 
of  receipts  or  accruals  thereunder  for 
such  fiscal  year,  are  not  subject  to  rene- 


gotiation even  though  they  contain  the 
article. 

§  423.331-4  Exclusions  and  exemp- 
tions. Subsection  (i»  (1)  of  the  Rene- 
gotiation Act  of  February  25.  1944.  as 
amended,  describes  certain  classes  of  ex- 
empt contracts  and  subcontracts.  Sub- 
section (d)  of  the  1948  Act  provides  that 
the  1948  Act  does  not  apply  to  such 
clas.ses  of  contracts  and  subcontracts.  In 
addition,  subsection  (d)  provides  that  the 
Secretary  of  Defense  in  his  discretion 
may  exempt  from  renegotiation  any 
other  contract  or  subcontract  both  indi- 
vidually and  by  general  classes  or  types. 

9  423.332     Subject  contracts.    All  con- 
tracts required  to  contain  the  Renego- 
tiation Article,  except  exempt  contracts, 
are  subject  to  the  Renegotiation  Act  of 
1948.    Therefore,  in  general,  in  order  for 
a  contract  to  be  subject  to  the  Renego- 
tiation Act  of   1948  it  must  be  for  an 
amount  in  excess  of  $1,000.  and  be  en- 
tered into  under  the  authority  of  the 
Supplemental  National  Defense  Appro- 
priation Act.  1948.  obligating  funds  ap- 
propriated by  that  act,  obligating  funds 
consolidated  by  that  act  with  funds  ap- 
propriated   thereby,    or    entered    into 
through  contract  authorizations  granted 
In  that  act,  or  be  made  subject  to  the 
Renegotiation  Act  of  1948  pursuant  to  the 
provisions  of  section  401  of  the  Second 
Deficiency  Appropriation  Act,  1948.     In 
determining  whether  a  contract  is  for 
an  amount  in  excess  of  $1,000  there  shall 
be  taken  into  account  the  total  dollar 
amount  which  the  contractor  is  to  re- 
ceive under  the  contract  Including  all 
amendments  and  revisions  thereof. 

However,  even  though  a  contract  has 
not  been  entered  into  pursuant  to  the 
authority  of  the  Supplemental  National 
Defense  Appropriation  Act,  1948.  and  has 
not  been  made  subject  to  the  act  pursu- 
ant to  the  provisions  of  section  401  of 
the  Second  Deficiency  Appropriation  Act. 
1948.  an  amendment  to  such  a  contract 
Is  itself  a  contract  subject  to  the  act  if 
such  amendment  provides  for  new  or  ad- 
ditional procurement  and  is  made  pur- 
suant to  the  authority  of  the  Supple- 
mental National  Defense  Appropriation 
Act.  1948.  or  is  for  procurement  which 
has  been  made  subject  to  the  act  pur- 
suant to  the  provisions  of  section  401  of 
the  Second  Deficiency  Appropriation 
Act,  1948. 


§  423.333    Interpretation      of      term 
"subcontract." 

§  423.333-1  General.  The  terms 
".subcontract"  and  "subcontracts."  as 
used  in  the  act,  mean  all  purchase  orders 
or  agreements  In  excess  of  $1,000  to  per- 
form all  or  any  part  of  the  work,  or  to 
make  or  furnish  any  article  required  for 
the  performance  of  any  other  subject 
contract  or  subcontract.  The  term  "ar- 
ticle" as  used  herein  shall  be  deemed. to 
include  any  material,  part,  assembly, 
machinery,  equipment,  or  other  personal 
property. 

§  423.333-2  Meaning  of  "required  for 
performance."  An  article  or  work  is  re- 
quired for  the  performance  of  a  subject 
contract  or  subcontract  if  such  contract 
or  subcontract  Is: 
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( a )  For  the  sale  or  processing  of  an  end 
product  or  of  an  article  incorporated 
therein, 

(b)  For  the  sale,  furnishing  or  in.«^tal]a- 
tion  of  machinery,  equipment  or  ma- 
terials used  in  the  proce.s.sing  of  an  end 
product  or  of  an  article  incorporated 
therein, 

(c )  For  the  sale,  furnishing  or  installa- 
tion of  machinery  used  in  the  processing 
of  other  machinery  to  be  used  in  the 
processing  of  an  end  product  or  of  an 
article  incorporated  therein, 

<d )  For  the  sale,  furnishing  or  installa- 
tion of  component  parts  of  or  subassem- 
blies for  machinery  included  in  para- 
graph (c)  of  this  section  and  machinery, 
equipment  and  materials  included  in 
paragraph  <b)  of  this  section,  and 

ie>  FVar  the  performance  of  services 
directly  required  for  the  performance  of 
contracts  or  subcontracts  included  in 
paragraphs  (a),  (b^  (c).  and  <d)  of 
this  section. 

The  term  "component  part"  as  used 
in  paragraph  (d)  of  this  section  shall 
be  deemed  to  include  materials  and 
ingredients. 

§  423.333-3  When  machinery,  equip- 
■inent  or  materials  "used  in  proce.tsino" 
Under  this  interpretation  machinery, 
equipment  or  materials  will  be  deemed  to 
be  used  in  the  processing  of  an  end  prod- 
uct or  an  article  Incorporated  in  an  end 
product  in  all  ca.ses  where  such  ma- 
chinery, equipment  or  materials  are 
used : 

(a)  To  produce  or  otherwise  operate. 
directly  on  an  end  product  or  an  article 
incorporated  in  an  end  product  by  chemi- 
cal, physical  or  mechanical  methods; 
such,  for  example,  as  shaping,  cutting, 
constructing,  combining,  refining,  as- 
.sembling.  testing.  in.«ipecting  or  (in  the 
case  of  end  products)  packaging; 

(b)  To  transport  within  the  contrac- 
tors plant  an  end  product  or  an  article 
incorporated  in  an  end  product  or  other 
articles  used  in  connection  with  the  pro- 
duction thereof; 

(c)  In  connection  with  the  repair, 
maintenance,  equipping,  or  operation  in 
the  contractor's  plant  of  machinery  or 
equipment  used  in  the  production  of  an 
end  product,  or  an  article  incorporated  in 
an  end  product. 

?  423.333-4  General  effect  of  inter- 
pretation, (a)  In  general  it  is  intended 
to  include  as  subject  to  renegotiation 
the  sale  of  all  machinery^-equipment, 
materials  and  other  articles  which  con- 
tribute directly  to  the  actual  production 
of  an  end  item  or  an  article  incorporated 
therein.  In  connection  with  the  physical 
handling  of  the  Item  from  the  time  of 
'  ntry  of  the  component  materials  to  de- 
parture of  the  item  from  the  plant  in 
question  and  to  include  all  machinery  so 
used.  Packaging  materials  and  contaln- 
fts  are  regarded  as  a  component  part  of 
the  end  product  when  they  are  used  to 
package  or  contain  the  end  product  and 
are  delivered  with  the  end  product  to 
the  Government;  on  the  other  hand, 
sales  of  packaging  materials  and  con- 
tainers which  are  not  ultimately  de- 
livered to  the  Government  are  excluded 
from  renegotiation. 

•b)  It  Is  intended  to  exclude  the  sale 
of  articles  which  contribute  only  indi- 
No.  66-; — a 
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rectly  to  the  actual  manufacturing  proc- 
ess, such  as  products  used  for  general 
plant  maintenance.  Including  fuel  and 
equipment  to  produce  light,  heat  and 
general  power  requirements  and  such  as 
equipment  needed  for  general  oflBce 
maintenance,  including  all  types  of  office 
machinery  and  supplies,  and  such  as 
safety  equipment  and  clothing.  It  is 
not  intended  to  exclude  from  renegotia- 
tion any  article  sold  to  a  contractor  when 
the  items  are  to  be  ultimately  resold  to 
the  Government  either  as  end  products 
or  as  component  parts  included  therein. 

§  423.333-5  Amendments  to  subcon- 
tracts made  before  May  21,  1948.  Sub- 
contracts entered  into  prior  to  May  21, 
1948  are  not  required  to  contain  the  Re- 
negotiation Article  and  are  not  subject 
to  renegotiation  (see  5  423.331-2).  How- 
ever, an  amendment  made  after  May  20. 
1948  to  a  .subcontract  entered  into  prior 
to  May  21.  1948  is  in  itself  a  subcontract 
subject  to  renegotiation  If  it  provides  for 
new  or  additional  procurement  and  Is  for 
an  amount  in  excess  of  $1,000. 

For  example,  if  A  and  B  entered  into  a 
subcontract  on  May  1.  1948  for  the  sale 
and  purchase  of  100  units  at  $5.00  per 
unit  and  they  amend  the  agreement  on 
June  1.  1948  to  obligate  themselves  to 
buy  and  sell  500  additional  units  at  the 
same  price,  there  is  a  subcontract  sub- 
ject to  renegotiation  for  the  500  addi- 
tional units. 

§  423.333-6  Subcontracts  not  in  ex- 
cess of  $1,000.  A  subcontract  which  is 
not  in  excess  of  $1,000  is  not  required  to 
contain  the  Renegotiation  Article  and  is 
not  subject  to  renegotiation.  In  deter- 
mining whether  any  subcontract  is  or  is 
not  In  excess  of  $1,000,  there  shall  be 
included  all  amounts  payable  under  the 
agreement. 

S  423.333-7  Subcontracts  under  con- 
tracts made  subject  to  renegotiation  un- 
der Second  Deficiency  Appropriation  Act. 
1948.  Section  401  of  the  Second  Defi- 
ciency Appropriation  Act,  1948.  provides 
that  the  Secretary  of  Defen.se  may  direct 
the  insertion  of  an  article  Incorporating 
the  Renegotiation  Act  of  1948  in  any 
contracts  for  the  procurement  of  ships, 
aircraft,  aircraft  parts,  and  the  con- 
struction of  facilities  or  Installations 
outside  the  continental  United  States 
(see  §423.331-1).  All  subcontracts  in 
excess  of  $1,000  under  contracts  made 
subject  to  renegotiation  pursuant  to  this 
authority  are  subject  to  the  Renegotia- 
tion Act  of  1948  and  the  regulations  in 
this  subchapter  to  the  same  extent  and 
In  the  same  manner  as  subcontracts  un- 
der contracts  entered  Into  under  the 
authority  of  the  Supplemental  National 
Defense  Appropriation  Act,  1948. 

The  Secretary  of  Defense  by  memo- 
randum dated  June  30, 1948  directed  that 
a  clause  Incorporating  the  Renegotiation 
Act  of  1948  be  included  In  all  contracts 
for  the  procurement  of  aircraft  and  air- 
craft parts  entered  Into  by  or  on  behalf 
of  the  Department  of  the  Navy  or  the 
Department  of  the  Air  Force  which  obli- 
gate any  funds  made  available  for  obli- 
gation In  the  fiscal  year  1949.  (See 
5  423.331-1  (b).) 
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S  423.334  Specific  interpretations  of 
"subcontract." 

§  423.334-1  Patent  licenses  as  subcon- 
tracts. Licenses  or  other  agreements  for 
the  use  of  processes  or  inventions  used  in 
performing  subject  contracts  and  sub- 
contracts are  .subcontracts  subject  to 
renegotiation  unless  exempted. 

§  423.335  Contracts  and  subcontracts 
involving  real  property. 

?  423  335-1  Subcontracts  for  existing 
real  property,  (a)  The  term  "subcon- 
tract" is  construed  to  exclude  agreements 
for  the  purchase  or  rental  of  real  prop- 
erty by  contractors  and  subcontractors 
since  the  term  refers  to  the  making  or 
furni.shing  of  any  article  which  is  con- 
strued to  mean  "any  material  •  •  •  or 
other  personal  property  '  (See  §  421.122 
(g)  of  this  subchapter.) 

(b)  The  exclusion  di-scussed  in  this 
section  governs  agreements  for  existing 
real  property,  but  does  not  apply  to 
agreements  for  fixtures  or  for  improve- 
ments to  or  construction  of  real  property 
which  are  discussed  in  §  423.335-2. 

§  423.335-2  Agreements  for  fixtures, 
constrtiction  and  improvements  on  real 
jrroperty.  (a)  If  an  agreement  is  for 
work  or  articles  which  become  real  prop- 
erty in  the  course  of  its  performance,  as 
distinguished  from  existing  real  property, 
the  principles  stated  in  this  section 
govern. 

(b •  If  an  agreement  to  sell,  furnish  or 
install  machinery,  equipment,  materials 
or  other  personal  property  would  other- 
wise constitute  a  renegotiable  contract  or 
subcontract,  the  fact  that  such  property 
Is  to  be  installed  in  a  building  or  other- 
wise affixed  to  real  estate  and  will  be 
treated  as  real  property  for  some  pur- 
poses does  not  exclude  the  agreement 
from  renegotiation. 

(c)  If  a  contract  for  the  construction 
of  a  building  or  improvements  on  or  to 
real  property  is  entered  into  by  the  Gov- 
ernment under  the  authority  of  the  Sup- 
plemental National  Defense  Appropria- 
tion Act.  1948  <or  is  otherwi.se  made  sub- 
ject to  renegotiation  pursuant  to  section 
401  of  the  Second  Deficiency  Appropria- 
tion Act,  19481,  such  contract  is  subject 
to  renegotiation  unless  exempted.  If  a 
contract  for  the  construction  of  a  build- 
ing or  improvements  on  or  to  real  prop- 
erty Is  entered  into  by  someone  other 
than  the  Government,  such  contract  is 
nevertheless  subject  to  renegotiation  if, 
at  the  time  such  contract  was  made,  the 
Government  pursuant  to  a  contract  en- 
tered into  under  the  authority  of  the 
Supplemental  National  Defense  Appro- 
priation Act,  1948,  (or  otherwise  made 
subject  to  renegotiation  pursuant  to  sec- 
tion 401  of  the  Second  Deficiency  Appro- 
priation Act,  1948)  is  to  obtain  title  to 
such  building  or  improvements  either  im- 
mediately or  ultimately.  Likewise  all 
subcontracts  under  such  a  renegotiable 
contract,  for  furnishing  services,  or  ar- 
ticles, such  as  building  materials  and 
structural  steel,  which  are  personal  prop- 
erty when  furnished,  but  which  became 
real  property  during  the  course  of  con- 
struction, are  renegotiable  unless  ex- 
empted, and  so  are  subcontracts  for  fur- 
nishing any  machinery  and  equipment 
installed  in  the  building. 
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(d)  If  an  agreement  is  for  the  con- 
struction of  a  building  or  improvement 
on  or  to  real  property  for  a  contractor 
or  subcontractor  for  the  purpose  of  per- 
forming a  renegotiable  contract  or  sub- 
contract and  if  the. Government  is  not  to 
acquire  title  to  such  building  or  improve- 
ments, either  immediately  or  ultimately, 
pursuant  to  a  contract  entered  into  un- 
der the  authority  of  the  Supplemental 
National  Defense  Appropriation  Act. 
1948.  (or  a  contract  otherwise  made  sub- 
ject to  renegotiation  pursuant  to  section 
401  of  the  Second  Deficiency  Appropria- 
tion Act.  1948)  then  except  as  provided 
in  paragraph  (b)  of  this  section,  such 
agreement  and  subcontracts  thereunder 
are  not  subject  to  renegotiation. 

(e»   If  the  subject  matter  of  a  sub- 
contract   comprises   components   which 
would  ordinarily  be  regarded  as  machin- 
ery, equipment,  materials  or  other  per- 
sonal   property    and    also    components 
such  as  buildings,  structures  or  similar 
improvements  to  real  estate  then  that 
part  of  the  receipts  or  accruals  under 
the  subcontract  attributable  to  the  com- 
ponents determined  by  the  renegotiating 
agency  to  be  machinery,  equipment,  ma- 
terials or  other  personal  property  will 
not  be  excluded  from  renegotiation,  al- 
though no  segregation  of  the  considera- 
tion for  such  components  is  made  in  the 
subcontract,  and  although  such  machin- 
ery, equipment,  materials  or  other  per- 
sonal property  are  to  be  installed  in  a 
building,  structure  or  similar  improve- 
ment to  real  estate  or  otherwise  affixed 
to  real  estate.    In  making  such  a  segre- 
gation, there  will  ordinarily  be  deemed 
attributable  to   machinery,   equipment, 
materials  or  Other  personal  property  that 
part  of  the  receipts  or  accruals  under 
the  subcontract  allocable  to  the  sale  or 
installation  of  components  used  in  proc- 
essing within  the  meaning  of  §  423.333-3. 
and  there  will  be  deemed  attributable 
to  real  property  that  part  of  the  receipts 
or  accruals  under  the  subcontract  al- 
locable to  the  sale  or  construction  of 
land,  buildings,  structures   and  similar 
non-productive  Items. 

§  423.336  Manufacturers'  agents  and 
dealers;  subcontracts,  (a^  Contracts 
between  manufacturers  and  their  rep- 
resentatives are  subject  to  renegotiation 
as  subcontracts  if  the  representative  is 
performing,  or  agrees  to  make  available 
on  request,  engineering,  mechanical,  or 
other  services  related  to  the  performance 
of  one  or  more  subject  contracts  or  sub- 
contracts. For  example,  manufacturers' 
agents  In  the  machine  tool  industry  cus- 
tomarily hold  themselves  ready  to  fur- 
nish engineering  advice,  mechanical 
service,  and  advice  on  training  in  the 
use  of  tools.  By  contract  or  custom  the 
manufacturer  usually  pays  the  commis- 
sions of  the  agent  whether  or  not  these 
services  are  used,  and  charges  the 
amount  into  the  cost  of  the  tool.  These 
activities  comprise  part  of  the  work  re- 
quired for  the  performance  of  a  subject 
contract  or  subcontract. 

( b )  When  a  manufacturer's  represent- 
ative also  acts  as  dealer  his  sales  of 
articles  under  a  subject  contract  or  sub- 
contract are  subject  to  renegotiation 
whether  the  articles  are  delivered  from 
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his  own  inventory  or  shipped  direct  by 
the  manufacturer. 

SXTBPART    D — MANDATORY    EXEMPTIONS    AND 
EXCLUSIONS  FROM  RENEGOTIATION 

§  423.340  Scope  of  subpart.  Subpart 
C  of  this  part  deals  with  the  general  in- 
terpretation of  the  coverage  of  the  act 
and  with  the  meaning  of  the  terms 
"contract"  and  'subcontract".  Subsec- 
tion (d)  of  the  act  contains  two  provi- 
sions dealing  with  exemptions: 

(a)  Contracts  and  subcontracts  of  the 
class  or  type  described  in  subsection  (i) 
(1)  of  the  Renegotiation  Act  of  Febru- 
ary 25,  1944,  as  amended,  are  exempt 
from  renegotiation.  Such  exemptions, 
generally  referred  to  as  "mandatory  ex- 
emptions", are  described  in  this  subpart. 

(b)  The  Secretary,  in  his  discretion, 
may  exempt  "any  other  contract  or  sub- 
contract both  Individually  and  general 
by  classes  or  types".  Such  exemptions, 
generally  referred  to  as  "permissive  ex- 
emptions',  are  described  in  Subpart  E  of 
this  part. 

§423  341  Mandatory  exemptions,  (a) 
Contracts  entered  into  between  Govern- 
mental agencies  and  subcontracts  there- 
under are  exempt  by  reference  to  sub- 
section <i)  (1)  (A)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended. 
<See  §§  423.342  to  423.342-2.) 

(b)  Contracts  and  subcontracts  for 
certain  raw  materials  are  exempt  by 
reference  to  subsection  (i)  (1>  'B)  of 
the  Renegotiation  Act  of  February  25, 
1944.  as  amended.  (See  §§  423.343  to 
423.343-4.) 

(c)  Contracts  and  subcontracts  for 
certain  agricultural  commodities  are 
exempt  by  reference  to  subsection  (I)  (1) 

(C)  of  the  Renegotiation  Act  of  February 
25.  1944.  as  amended.     (See  §  423.343-2.) 

(d)  Contracts  and  subcontracts  with 
certain  tax-exempt  institutions  are 
exempt  by  reference  to  subsection  ( i  >  <  1 ' 

(D)  of  the  Renegotiation  Act  of  February 
25.  1944.  as  amended.  (See  §5  423  344  to 
423.344-2.) 

(e»  Construction  contracts  awarded  as 
a  result  of  competitive  bidding  are  exempt 
by  reference  to  subsection  (i)  (1)  (E)  of 
the  Renegotiation  Act  of  Febi'uary  25. 
1944.  as  amended.  (See  §§423.345  to 
423.345-2.) 

(f)  Subcontracts  under  exempt  con- 
tracts and  subcontracts  are  exempt  by 
reference  to  subsection  (i)  (1)  <F)  of 
the  Renegotiation  Act  of  February  25, 
1944.  as  amended.  (See  §§  423.346  to 
423.346-2.) 

§  423.342  Contracts  with  other  gov- 
ernmental agencies  and  subcontracts 
thereunder. 

§  423  342-1  Statutory  provision.  Sub- 
section <i)  (1)  (A)  of. the  Renegotiation 
Act  of  February  25.  1944.  as  amended, 
adopted  by  reference  by  subsection  (d) 
of  the  1948  Act.  exempts  the  following: 

(A)  Any  contract  by  a  Department  with 
any  other  department,  bureau,  agency  or 
governmental  corporation  of  the  United 
States  or  with  any  Territory,  possession,  or 
State  or  any  agency  thereof  or  with  any  for- 
eign government  or  any  agency  thereof. 

9  423.342-2  Interpretation  and  appli- 
cation of  exemption.  This  provision  Is 
construed  as  excluding  from  renegotia- 


tion any  contract  between  any  of  the  de- 
partments or  agencies  of  the  United 
States  or  between  any  such  department 
or  agency  and  any  Territory,  possession. 
State  or  any  agency  thereof  or  any  for- 
eign government  or  agency  thereof. 

S  423.343  Contracts  and  subcontracts 
for  certain  raw  materials  and  agricul- 
tural commodities. 

§  423  343-1  Raw  materials— (&)  Stat- 
utory exemption.  Subsection  (1)  (1)  (B) 
of  the  Renegotiation  Act  of  February  25, 
1944.  as  amended,  adopted  by  reference 
by  subsection  (d)  of  the  1948  Act.  exempts 
the  following: 

(B)  Any  contract  or  subcontract  for  the 
•  product  of  a  mine,  oil  or  gas  well,  or  other 
mineral  or  natural  deposit,  or  timber,  which 
has  not  been  processed,  refined,  or  treated  be- 
yond the  first  form  or  state  suitable  for  In- 
dustrial use; 

(b)  Interpretation  and  application  of 
exemption.  In  determining  whether  or 
not  a  particular  product  is  an  "exempted 
product"  under  the  foregoing  exemption, 
the  following  principles  shall  govern— 

(1)  Exempted  products.  The  phrase 
"other  mineral  or  natural  deposit"  shall 
be  Interpreted  to  include  only  mineral  or 
natural  deposits  of  a  wasting  or  deplet- 
able  character  similar  to  products  "of 
a  mine,  oil  or  gas  well."  Accordingly, 
water,  sea  water  and  air,  and  products 
derived  therefrom,  are  not  considered  to 
be  other  mineral  or  natural  deposits 
within  the  meaning  of  the  act,  and  con- 
tracts or  subcontracts  therefor,  or  for 
products  derived  therefrom,  shall  be  sub- 
ject to  renegotiation. 

(2)  State  at  which  exemption  termi- 
nates. In  general  a  product  will  be  con- 
sidered to  be  an  exempted  product  until 
it  has  arrived  at  its  dispersal  point,  i.  e.. 
the  point  at  which  a  substantial  propor- 
tion of  the  product  is  used  by  the  ulti- 
mate consumer,  or  by  industries  other 
than  the  industry  of  origin.  The  Industry 
of  origin  includes  not  only  the  primary 
industry  of  extraction  or  severance,  but 
also  any  processing,  refining  or  treat- 
ment directly  supplementing  its  extrac- 
tion or  severance  or  to  produce  one  or 
more  of  the  chemical  elements  or  com- 
pounds present  In  it  in  the  state  in  which 
it  may  be  found  In  abundance  in  nature: 
but  excludes  other  processing,  refining. 
or  treatment  to  produce  various  end 
products  for  the  ultimate  consumer,  or 
a  substantial  variety  of  products  which 
vary  materially  In  size,  shape  or  con- 
tent from  the  original  product. 

<3)  Combination  of  several  materiaU. 
Where  substantial  quantities  of  two  or 
more  materials  or  ingredients  are  com- 
bined to  produce  a  product  for  Industrial 
use.  the  product  resulting  from  such 
combination  is  considered  to  be  non- 
exempt,  unless  the  other  material  or 
materials  are  used  as  a  catalyst,  carry- 
ing agent  or  in  some  other  subordinate 
capacity  in  connection  with  processing, 
refining  or  treatment  of  the  principal 
product  which  Is  in  the  course  of  prepara- 
tion for  its  first  Industrial  use. 

(4)  Different  processes.  Where  a 
product  Is  made  in  substantial  quanti- 
ties by  two  or  more  different  processes, 
one  of  which  would  result  In  the  exemp- 
tion of  the  product  under  the  above 
tests  and  the  other  would  result  In  Its 
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Inclusion,  such  a  product  will  be  con- 
sidered to  be  renegotiable  only  where 
made  by  a  process  which  would  result 
in  its  incla«;ion. 

<5)  By-products.  Where  a  process 
for  making  a  product  or  material  sub- 
ject to  renegotiation  under  the  above 
tests  also  produces  by-products,  such  by- 
products shall  be  treated  as  subject  to 
renegotiation  since  any  benefits  result- 
ing from  use  or  sale  of  such  by-products 
operate  In  .substance  to  reduce  the  cost 
of  the  principal  product.  The  principle 
of  the  preceding  sentence  Is  Inapplicable 
to  by-products  which  would  otherwise  be 
exempt  under  this  paragraph.  In  the 
case  of  by-products  resulting  from 
proces.ses  principally  designed  to  produce 
an  "exempted  product"  under  the  above 
tests,  such  by-products  shall  be  treated 
as  "exempted  products"  If  they  are  not 
further  processed,  refined  or  treated.  If 
further  processing,  refining  or  treatment 
of  such  by-products  takes  place,  the 
status  of  the  ultimate  product  resulting 
will  be  determined  in  accordance  with 
the  general  principles  .set  forth  above. 

(c)  A  list  of  products  which,  subject 
to  the  foregoing  interpretation  are  con- 
sidered exempt.  Is  set  forth  In  §  428.818 
of  this  subchapter. 

§423.343-2  Agricultural  commodi- 
ties— (a)  Statutory  exemption.  Sub- 
section <l)  <1)  (C)  of  the  Renepotiation 
Act  of  February  25.  1944.  as  amended, 
adopted  by  reference  by  subsection  <d> 
of  the  1948  Act.  exempts  the  following: 

(C)  Any  contract  or  subcontract  for  an 
agricultural  commodity  in  Its  raw  or  natural 
state,  or  If  the  commodity  is  not  customar- 
ily sold  or  has  not  an  established  market  in 
its  raw  or  natural  state.  In  the  first  form  or 
state,  beyond  tb€  raw  or  natural  state.  In 
which  it  Is  customarily  sold  or  In  which  It 
has  an  established  mariiet.  The  term  "agri- 
cultural commodity"  as  used  herein  shall 
include  but  shall  not  be  limited  to: 

(1)  Commodities  resulting  from  the  cul- 
tivation of  the  soil  such  as  grains  of  all  kinds. 
fruits,  nuts,  vegetables,  hay,  straw,  cotton, 
tobacco,  sugar  cane,  and  sugar  beets; 

(11)   Natural  resins,  saps  and  gums  of  trees; 

(Hi)  Animals  such  as  cattle,  hogs,  poultry, 
and  .sheep,  fish  and  other  marine  life,  and 
the  produce  of  live  animals,  such  as  wool, 
eggs,  milk  and  cream; 

(bT  Interpretation  and  application  of 
exemption — (1)  Interpretation.  The 
purpose  of  this  provision  is  to  exempt 
from  renegotiation  farmers,  fruit  grow- 
ers, livestock  raisers,  fishermen  and  other 
basic  producers  of  agriculture  commodi- 
ties and  those  who  trade  in  such  products 
or  handle  or  transport  them  without 
proce.sslng  them;  It  Is  not  intended  to 
cacempt  canners,  processors,  manufac- 
turers and  others  who  acquire  products 
of  this  type  from  the  basic  producer  and 
process  them  to  a  higher  form  or  state. 
In  order  to  qualify  for  exemption  the 
product  contracted  for  must  be  an  agri- 
cultural commodity  In  Its  raw  or  natural 
state,  or  if  such  a  commodity  Is  not  cus- 
tomarily sold  or  does  not  have  an  estab- 
lished market  In  its  raw  or  natural  state, 
in  the  first  form  or  state  beyond  the  raw 
or  natural  state  in  which  It  is  customarily 
sold  or  in  which  it  has  an  established 
market. 

(2)  Application.  A  commodity  will  be 
deemed  to  be  an  agricultural  commodity 
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in  Its  raw  or  naturaj  state  only  so  long 
as  it  has  not  undergone  some  process  of 
treatment  or  fabrication.  In  the  case  of 
fruits,  vegetables  and  other  like  products 
this  state  does  not  ordinarily  extend  be- 
yond the  state  in  which  such  products  are 
harvested.  In  the  case  of  livestock,  it 
terminates  at  the  time  the  animal  is 
slaughtered.  Where  an  agricultural  com- 
modity is  not  customarily  sold  or  does 
not  have  an  established  market  In  its 
raw  or  natural  state  as  above  defined  and 
is  no  longer  in  such  state  the  exempt 
status  of  such  ccmmodlty  will  terminate 
with  the  state  in  which  the  commodity  is 
first  customarily  sold  or  has  an  estab- 
lished market,  and.  with  the  exception 
of  the  produce  of  live  animals  which  are 
specifically  exempted,  the  exemption  will 
not  apply  to  any  derivative  products 
which  are  derived  from  such  commodity 
in  the  state  in  which  It  is  first  sold, 
whether  as  a  result  of  division,  separa- 
tion or  further  treatment  or  processing. 
For  the  purposes  of  determining  whether 
an  agricultural  commodity  is  customarily 
sold  or  has  an  established  market,  regard 
will  be  given  to  the  entire  field  In  which 
such  commodity  is  produced  or  marketed 
rather  than  to  sectional  or  local  prac- 
tices; and  varieties,  types  or  classes  of 
the  commodity  will  be  disregarded. 
Profits  or  losses  from  sales  of  agricultural 
commodities  in  their  exempt  form  or 
state,  including  sales  of  "futures"  in  such 
commodities,  are  excluded  from  consid- 
eration In  renegotiation. 

( c )  A  list  of  products  which,  subject  to 
the  foregoing  Interpretation,  are  consid- 
ered exempt  is  set  forth  In  §  428  817  of 
this  subchapter. 

§  423.343-3  Cost  Allowance  for  raw 
materials  and  aqricultural  commodities 
in  the  case  of  integrated  producers.  If 
a  contractor  (ai  processes,  refines,  or 
treats  a  product  of  a  mine,  oil  or  gas 
well,  or  other  mineral  or  natural  deposit, 
or  timber,  to  the  first  form  or  state  suit- 
able for  Industrial  use.  and  further  re- 
fines, processes  or  treats  such  product 
beyond  the  first  form  or  state  suitable 
for  Industrial  use  in  order  to  perform  his 
contract,  or  «b>  produces  or  acquires  an 
agricultural  product  and  processes,  re- 
fines or  treats  such  agricultural  product 
to  and  beyond  the  first  form  or  state  In 
which  It  is  customarily  sold  or  In  which 
It  has  an  established  market,  then  in 
such  cases  for  the  purposes  of  renegotia- 
tion the  value  of  the  product  at  Its  last 
exempt  state  will  be  treated  as  an  item 
of  cost  of  the  performance  of  such  con- 
tract In  such  amount  as.  In  the  opinion 
of  the  renegotiating  agency,  fairly  rep- 
resents a  properly  applicable  allowance. 
In  determining  the  proper  allowance,  due 
consideration  shall  be  given  to  the  estab- 
lished sale  or  market  price  where  there 
Is  a  representative  market  for  the  prod- 
uct In  the  exempt  state,  and  to  such 
other  factors  as  may  be  necessary  to 
reflect  the  purpose  and  Intent  of  the 
exemption.  In  general  It  Is  the  purpose 
and  Intent  of  this  provision  to  allow  to 
the  contractor  engaged  In  an  Integrated 
process  of  the  type  described,  an  Item 
of  cost  substantially  equivalent  to  the 
amount  excluded  from  renegotiation  by 
the  statute  in  the  case  of  others  who  sell 
an   exempt   product,   namely   what   he 
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could  have  realized  if  he  had  sold  the 
exempt  product  at  the  intermediate 
state. 

§  423.343-4  Packaging  materials  and 
containers.  If  raw  materials  or  agri- 
cultural commodities  In  the  exempt  state, 
as  described  in  H  423.343-1  and 
423.343-2.  are  delivered  to  the  Govern- 
ment, the  exemption  of  .such  raw  mate- 
rials or  agricultural  commodities  ex- 
tends to  and  include  the  packages  or  con- 
tainers in  which  such  products  are  so 
delivered  to  the  Government.  <See  also 
§  423.333-3,  §  423.333-4  and  §  423.346.) 

§  423.344  Contracts  or  subcontracts 
with  tax-exempt  chtiritable,  religious  and 
educational  institutions. 

§  423.344-1  Statutory  provision.  Sub- 
section (I  I  (1)  (D)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended, 
adopted  by  reference  by  subsection  <d) 
of  the  1948  Act,  exempts  the  following: 

(D)  Any  contract  or  subcontract  with  an 
organization  exempt  from  taxation  under 
Section  101  (6)  of  the  Internal  Revenue 
Cede: 

§  423.344-2  Internal  Revenue  Code. 
Section  101  <6)  of  the  Internal  Revenue 
Code  exempts  from  taxation: 

(6)  Corporations,  and  any  community 
chest,  fund,  or  foundation,  organized  and 
operated  exclasively  for  religious,  charitable, 
scientific,  literary,  or  educational  purposes, 
or  for  the  prevention  of  cruelty  to  children 
or  animals,  no  part  of  the  net  earnings  of 
which  Inures  to  the  benefit  of  any  private 
shareholder  or  Individual,  and  no  substan- 
tial part  of  the  activities  of  which  Is  carry- 
ing on  propaganda,  or  otherwise  attempting, 
to  influence  legislation. 

§423.345  Construction  contracts 
awarded  as  a  result  of  competitive  bid- 
ding. 

§423.345-1  Statutory  provision. 
Subsection  u>  <1)  (Ei  of  the  Renegotia- 
tion Act  of  February  25.  1S44.  as 
amended,  adopted  by  reference  by  sub- 
section (di  of  the  1948  Act,  exempts  the 
following: 

(E)  Any  contract  with  a  Department, 
awarded  as  a  result  of  competitive  bidding, 
for  the  construction  of  any  building,  struc- 
ture, Improvement  or  facility; 

§  423.345-2  Interpretation,  (a)  It  is 
considered  that  any  contract,  otherwi.se 
subject  to  renegotiation,  is  exempt  if  it 
meets  the  following  conditions: 

(1)  The  contract  is  for  the  construc- 
tion of  a  building,  structure,  improve- 
ment or  similar  facility.  A  contrac^will 
be  deemed  to  be  for  the  construcUlB  of 
a  building,  structure,  improvement  or 
similar  facility  if  the  subject  matter  of 
the  contract  is  the  construction  or  in- 
stallation of  the  whole  or  any  integral 
part  of  a  building,  structure,  improve- 
ment or  similar  facility.  The  exemption 
has,  how;ever,  no  applicability  to  con- 
tracts for  the  furnishing  of  materials  or 
supplies,  as  such,  even  if  such  materials 
or  supplies  are  to  be  used  in  the  construc- 
tion of  a  building,  structure,  improve- 
ment or  similar  facility;  nor  has  the 
exemption  any  apphcability  to  contracts 
for  the  furnishing  of  machinery  or  equip- 
ment which  has  or  may  have  had  a 
productive  function  in  connection  with 
processing. 
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(2)  The  contract  was  awarded  as  a 
result  of  competitive  bidding.    A  con- 
tract   will    be    deemed    to    have    been 
awarded  as  a  result  of  competitive  bidding 
only  if  <i)  there  has  been  published  ad- 
vertising or  such  other  solicitation  for 
bids  as  would  open  the  bidding  to  all 
qualified  bidders  who  could  have  been 
reasonably  expected  to  bid  on  a  job  of 
the   size,   character   and   location   con- 
cerned, (ii>   bids  are  received  from  two 
or   more   independent,  responsible   and 
qualified  bidders  in  actual  competition 
with  each  other.  Hli)  the  contract  is  let 
to  the  lowest  qualified  bidder,  and  <iv) 
the  contract  price  was  not  in  excess  of 
the  low  bid  received. 

(b)   In  distinguishing  a  contract  for 
the  construction  of  a  building,  .structure. 
Improvement  or  similar  facility  from  a 
contract  for  the  furnishing  of  machinery 
or    equipment    as    described    In    para- 
graph (a)   (1>  of  this  section,  regard  is 
to  be  had  to  the  .subject  matter  of  the 
contract.    To  the.  extent  that  the  sub- 
ject matter  of  the  contract  involves  the 
furnishing  or  the  furnishing  and  install- 
ing of  machinery  or  equipment  which  has 
or  may  have  u.se  in  processing,  within  the 
principles  stated  in  §  423  333-3,  the  con- 
tract will  not  be  deemed  to  be  a  contract 
for  the  construction  of  a  building,  struc- 
ture, improvement  or  similar  facility,  but 
will  be  regarded  as  a  contract  for  the  fur- 
nishing of  machinery  or  equipment,  in 
accordance  with  the  principles  set  forth 
in  §423.335-2  (b)   and  (e>.     In  a  case 
where  the  construction  or  installation  of 
the  whole  or  any  integral  part  of  a  build- 
ing, structure,  improvement  or  similar 
facility  and  the  furnishing  of  machinery 
or   equipment    are   embraced    within    a 
single  contract,  the  undertaking  for  the 
construction  or  installation  of  the  whole 
or   any    Integral    part   of   the   building, 
.structure,  improvement  or  similar  facil- 
ity may  be  severed  from  the  undertaking 
to  furnish  the  machinery  or  equipment 
and  an  appropriate  finding  made  as  to 
that  portion  of  the  entire  contract  which 
may  properly  be  deemed  exempt. 

(c)  If  a  construction  contract  is  ex- 
empt from  renegotiation  under  the  pro- 
visions of  this  section,  all  modifying 
Instruments  thereto  providing  for  addi- 
tional or  different  construction  of  build- 
ings, structures,  improvements  or  facil- 
ities to  be  performed  at  or  adjacent  to 
the  site  of  the  original  project  are  con- 
sidered a  part  of  the  original  con.struc- 
tion  contract  and  therefore  are  exempt 
from  renegotiation:  Provided,  however. 
Th^the  aggregate  contract  prices  of  all 


suclP modifying  instruments  do  not  ex- 
ceed one-third  of  the  contract  price  of 
the  original  construction  contract. 

(d)  Tlie  foregoing  exemption  does  not. 
In  itself,  apply  to  .subcontracts.  How- 
ever see  H  423.346  to  423.346-2  with  re- 
spect to  the  over-all  provisions  of  sub- 
section (i>  (1)  «F>  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended. 

§  423.346  Subcontracts  under  exempt 
contracts  and  subcontracts.  r 

§423.346-1  Statutory  provision.  Sub- 
section (i)  (1)  iF)  of  the  Renegotiation 
Act  of  February  25,  1944,  as  amended, 
adopted  by  reference  by  subsection  (d)  of 
the  1948  Act.  exempts  the  following: 
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(P)  any  subcontract,  directly  or  indirectly 
under  a  contract  or  subcontract  to  which  this 
section  does  not  apply  by  reason  of  this  para- 
graph. 

§  423.346-2      Interpretation,      'a)     It 
should  be  noted  that  the  foregoing  ex- 
emption applies  only  where  the  subcon- 
tract is  under  a  contract  or  subcontract 
exempted  by  reason  of  the  provisions  of 
subsection   (d)   of  the  1948  Act  and  of 
subsection  (i)   a)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended. 
In  other  words,  the  foregoing  exemption 
applies  only  to  subcontracts  under  man- 
datorily  exempt   contracts   or   subcon- 
tracts.    It  does  not  apply  to  contracts 
or  subcontracts  exempt  under  the  per- 
missive exemptions  which  the  Secretary 
of  Defense  or  his  delegatee  may  make 
pursuant    to    the    discretionary    power 
vested  in  him  by  subsection  (d)  of  the 
1948  Act.     (See  Subpart  E  of  this  part.) 

(b»  Subcontracts  for  the  furnishing 
of  packaging  materials  and  containers 
In  which  there  are  delivered  materials 
or  products  which  are  exempt  under  the 
provisions  of  subsection  <d)  of  the  1948 
Act  and  subsection  (i>  <1)  of  the  Rene- 
gotiation Act  of  February  25.  1944.  as 
amended,  (see  §  423.341  >.  constitute 
subcontracts  under  exempt  contracts 
and  are  exempt  from  renegotiation. 

S  423.347  Receipts  or  accruals  less 
than  $100,000. 

§  423.347-1  Statutory  provision.  Sub- 
section «b)  of  the  act  provides.  In  part  as 
follows : 

The  powers  hereby  conferred  upon  the 
Secretary  shall  be  exercised  with  respect  to 
the  aggregate  of  the  amounts  received  or 
accrued  under  all  such  contracts  and  sub- 
contracts by  the  contractor  or  subcontractor 
during  hl.s  fiscal  year  or  upon  such  other 
basis  as  mav  be  mutually  agreed  upon;  ex- 
cept that  this  section  shall  not  be  applicable 
in  the  event  that  the  aggregate  of  the 
amounts  so  received  or  accrued  Is  less  than 
$100,000  during  any  fiscal  year. 

§  423.347-2  Computation  of  aggre- 
gate receipts  and  accruals,  (a)  The  ag- 
gregate receipts  or  accruals  of  the  con- 
tractor or  subcontractor,  under  subject 
contracts  or  subcontracts,  shall  be  de- 
termined In  accordance  with  the  method 
of  accounting  used  for  purposes  of  re- 
negotiation. Total  receipts  or  total  bill- 
ings under  cost-plus-flxed-fee  contracts 
are  to  be  Included  in  competing  such 
aggregate  receipts  or  accruals. 

(b>  If  renegotiation  of  two  or  more 
contractors  or  subcontractors  is  con- 
ducted on'  a  consolidated  ba.sis  (see 
§§423  309-1  to  423.309-3).  all  members 
of  the  group  will  be  required  to  agree 
that  the  foregoing  $100,000  limitation 
will  be  applied  to  the  aggregate  gross 
receipts  or  accruals  of  all  members  of 
the  group  in  the  same  manner  as  though 
a  single  contractor  were  involved,  except 
that  inter-company  sales  will  not  be 
eliminated. 

(c)  Receipts  or  accruals  from  con- 
tracts or  subcontracts  exempt  from  re- 
negotiation pursuant  to  the  provisions 
of  subsection  (D  <1>  of  the  Renegotia- 
tion Act  of  February  25,  1944.  as 
amended,  adopted  by  reference  by  sub- 
section (d)  of  the  1948  Act.  shall  not  be 
included  in  computing  the  aggregate 
gross  receipts  or  accruals  for  the  pur- 


pases  of  the  $100,000  limitation  or  for 
the  purposes  of  the  $100,000  'floor"  de- 
scribed in  §  423.347-3.  Receipts  or  ac- 
cruals under  contracts  or  subcontracts 
exempted  by  the  Secretary  are  not  ex- 
cluded for  either  of  these  purpo.ses. 

§  423.347-3  No  redtiction  by  refund 
below  $100,000  limitation  r floor").  <a> 
The  amount  of  excessive  profits  to  be 
eliminated  with  respect  to  a  fiscal  year 
from  the  aggregate  amount  of  gross  re- 
ceipts or  accruals  under  subject  con- 
tracts or  subcontracts  for  such  fl.scal 
year  shall  not  exceed  the  amount  by 
which  such  aggregate  amount  of  gross 
receipts  or  accruals  exceed  $100,000. 

(b>  If  renegotiation  of  two  or  more 
contractors  or  subcontractors  is  con- 
ducted on  a  consolidated  basis  (see 
§§423  309-1  to  423  309-3t.  all  members 
of  th^  group  will  be  required  to  agree 
that  the  foregoing  "floor"  limitation 
of  $100,000  will  be  applied  to  the  ag- 
gregate gross  receipts  or  accruals  of  all 
members  of  the  group  in  the  same  man- 
ner as  though  a  single  contractor  were 
involved,  except  that  inter-company 
sales  will  not  be  eliminated. 

5  423.347-4     Subcontracts  under  con- 
tracts or  subcontracts  exempt  by  reason 
of  $100  000  limitation.    The  exemption 
of  subcontracts  provided  in  subsection 
(i)  (1)   tF>  of  the  Renegotiation  Act  of 
February  25.  1944.  as  amended,  adopted 
by  sub.section  (d>  of  the  1948  Act.  applies 
only  to  subcontracts  under  contracts  or 
subcontracts   exempt  under   subsection 
(i»     (1)    of    the    Renegotiation    Act    of 
February  25.  1944.  as  amended.    There- 
fore, if  A  is  a  contractor  or  subcontrac- 
tor who  has  subject  contracts  or  sub- 
contracts, the  subcontracts  thereunder 
are  not  exempt  merely  because  A  is  not 
subject  to  renegotiation  oy  reason  of  the 
$100,000  limitation. 

SUBPART   E— PERMISSIVE    EXEMPTIONS   FROM 
RENEOOTIATION 

§  423,350     Scope  of  subpart.     Subpart 
D  of  this  part  deals  with  mandatory  ex- 
emptions and  exclusions  from  the  opera- 
tion of  the  Renegotiation  Act  of   1948. 
The  act  contains  certain  provisions  au- 
thorizing the  Secretary  of  Defense  to 
exempt  other  contracts  and  subcontracts 
from  the  operation  of  the  act.    This^ub- 
part  will  deal  with  those  permissive  ex- 
emptions.   Such  exempted  contracts  are 
excluded  from  consideration  in  deter- 
mining whether  excessive  profits  have 
been  realized  and  the  amount  thereof, 
but  are  not  excluded  in  applying  the 
$100,000  limitation  or  "floor"  discussed  In 
§§423.347  to  423.347-4. 

§  423.351  Statutory  authority.  Sub- 
section (d»  of  the  act  provides  that  the 
Secretary  of  Defen.se  in  his  discretion 
may  exempt  from  renegotiation  any  con- 
tract or  subcontract  both  individually 
and  by  general  classes  or  types. 

§  423.352  Delegation  of  authority  to 
make  permissive  exemptions. 

§  423.352-1  By  general  classes  or 
types  of  contracts  or  subcontracts.  The 
authority  of  the  Secretary  of  Defense 
under  sub.section  (d »  of  the  act  to  exempt 
any  contracts  or  subcontracts  by  general 
classes  or  types  has  been  delegated  to 
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the  Military  Renegotiation  Policy  and 
Review  Board. 

Note:  Any  such  exemptions  made  by  the 
Board    will    be    published    In    the    Federal 

RCCISTEK. 

§  423.352-2  By  individual  contract  or 
subcontract.  The  authority  granted  to 
the  Secretary  of  Defense  by  subsection 
<d>  of  the  act  to  exempt  any  individual 
contract  or  subcontract  has  been  dele- 
gated by  him  to  the  respective  Secretaries 
of  the  Departments  of  the  Army,  Navy 
and  Air  Force. 

i  423.353    Request  for  exemption. 

8  423.353-1  By  general  classes  or 
types.  Requests  for  exemption  of  any 
contracts  or  subcontract^  by  general 
classes  or  types  should  be  addres.sed  to 
the  Military  Renegotiation  Policy  and 
Review  Board.  The  Pentagon,  Wa.'^hing- 
ton.  D.  C.  Such  requests  should  contain 
a  full  statement  of  the  facts  constituting 
the  basis  for  the  requested  exemption. 

§  423.353-2  Individual  contracts  and 
subcontracts.  Requests  for  the  exemp- 
tion of  an  Individual  contract  or  subcon- 
tract should  be  addressed  to  the  con- 
tracting officer. 

S  423.354  General  classes  or  types  of 
contracts  and  subcontracts  which  have 
been  exempted  by  the  Military  Renego- 
tiation Policy  and  Review  Board. 

§  423.354-1  Exempted  contracts  and 
.':ubcontracts.  The  Military  Renegotia- 
tion Policy  and  Review  Board  has  ex- 
empted the  following  classes  of  contracts 
and  subcontracts. 

<a>  Sale,  rental  or  exchange  of  certain 
property — (1)  Exemption.  (1)  Con- 
tracts for  the  sale  or  rental  of  any  Inter- 
est in  existing  real  estate  (see,  however, 
§423.335-1  pertaining  to  subcontracts). 

(ii)  Contracts  and  subcontracts  for 
the  sale  or  exchange  of  tangible  property 
used  In  the  trade  or  business  of  the  ven- 
dor, with  respect  to  which  depreciation 
is  allowable  under  section  23  (D  of  the 
Internal  Revenue  Code  (not  including 
stock  in  trade  of  the  vendor  or  other 
property  which'  would  properly  be  in- 
cluded in  the  inventory  of  the  vendor  if 
on  hand  at  the  close  of  his  fl.<;cal  year,  or 
property  held  by  the  vendor  primarily  for 
.'^ale  in  his  trade  or  business). 

(2)  Limitation  on  exemption.  The 
exemption  granted  under  subparagraph 
(1)  of  this  paragraph  extends  only  to 
contracts  and  subcontracts  under  which 
profits  can  be  establi.'^hed  with  rea.son- 
able  certainty  when  the  contract  or  sub- 
contract price  is  established.  The  words 
"when  the  contract  or  subcontract  price 
is  established"  in  the  preceding  sentence 
of  this  subparagraph  are  a  qualification 
upon  the  .scope  of  the  exemption,  and 
contemplate  that  the  contract  or  sub- 
contract price  shall  be  established  at  the 
time  the  contract  or  subcontract  is  en- 
tered into.  Accordingly,  this  exemption 
extends  only  to  contracts  and  subcon- 
tracts under  which  the  price  is  a  fixed  or 
determinable  amount  at  the  time  the 
contract  or  subcontract  is  entered  Into, 
and  does  not  apply  to  any  contract  or  sub- 
contract under  which  the  price,  at  the 
time  the  contract  or  sulx:ontract  is  en- 
tered into,  is  contingent  upon  a  subse- 
quent event  or  is  thereafter  to  be  deter- 
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mined  by  reference  to  a  variable  element 
«as,  for  example,  the  lessee's  sales  or 
profits). 

(b)  Contracts  and  subcontracts  with 
public  utilities  for: 

(1)  The  delivery  of  electric  power; 

(2)  The  delivery  of  gas; 

(3)  The  furnishing  of  water  or  steam 
or  the  removal  of  sewage;  or 

(4)  The  furnishing  of  transportation 
by  common  carriers  by  railroad,  motor 
vehicle,  pipe  line,  air  or  water,  when 
made  at  published  rates  or  charges,  fixed, 
approved  or  subject  to  regulation  by  a 
public  regulatory  body  or  Governmental 
agency,  or  at  rates  that  are  no  higher 
than  such  published  rates. 

<5)  The  service  of  transmitting  mes- 
sages by  telephone,  telegraph,  cable,  or 
radio  or  furnishing  other  communication 
services  or  communication  facilities, 
when  made  at  published  rates  or  charges, 
fixed,  approved  or  subject  to  regulation 
by  a  public  regulatory  body  or  Govern- 
mental agency  or  at  rates  that  are  no 
higher  than  such  published  rates. 

SUBPART   F — COMMENCEMENT    AND    COMPLE- 
TION   OF    RENEGOTIATION 

§  423.360  Scope  of  subpart.  The  Re- 
negotiation Act  of  February  25,  1944.  as 
amended,  prescribes  statutes  of  limita- 
tion applicable  both  to  the  commence- 
ment and  to  the  completion  of  renegotia- 
tion. The  1948  Act  does  not  prescribe 
limitations  with  respect  to  either  com- 
mencement or  completion.  However,  the 
Policy  and  Review  Board,  in  recognition 
of  the  desirability  of  expeditious  and  uni- 
form procedure,  has,  in  this  subpart, 
adopted  certain  rules  to  be  followed  by 
all  renegotiating  agencies.  It  should  be 
noted  that  if  the  renegotiation  is  not 
commenced  or  is  not  concluded  within 
the  periods  hereinafter  prescribed,  the 
contractor  shall  not  thereby  be  dis- 
charged from  liability  under  the  act. 

§  423.361  Commencement  and  com- 
pletion of  renegotiation.  It  is  the  intent 
and  purpose  of  the  Policy  and  Review 
Board  that  renegotiation  proceedings 
shall  be  begun  and  completed  in  as  short 
a  time  as  is  possible  after  the  contractor 
has  filed  the  mandatory  statement,  in 
satisfactory  form,  required  by  §  422.222 
of  this  subchapter.  While  it  is  not  pos- 
sible to  prescribe  an  exact  period  of  time 
within  which  every  ca.se  will  be  com- 
pleted it  is  believed  that,  unless  there  is 
a  review  of  the  case  as  provided  in 
§§  422.246-1  to  422.246-3  of  this  .subchap- 
ter, most  cases  can  and  should  be  begun 
and  completed  within  fifteen  months 
after  the  filing  of  such  form.  All  rene- 
gotiating agencies  will  make  every  effort 
to  reach  this  objective.  As  stated  In 
§  422.241  of  this  subchapter  renegotia- 
tion proceedings  wMl  be  begun  by  the 
mailing  by  registered  mail  of  reasonable 
notice  of  the  time  and  place  of  a  con- 
ference to  be  held  with  respect  to  the 
renegotiation. 


SUBPART 


-[RESERVED] 


SUBPART   H — COSTS  ALLOCABLE   AND   ALLOW- 
ABLE   AGAINST   RENEGOTTABLE    BUSINESS 

5  423.380  Scope  of  subpart.  When 
the  amount  of  the  contractor's  business 
subject  to  renegotiation  has  been  deter- 
mined, it  Is  necessary  to  determine  the 
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costs  properly  chargeable  against  such 
business  in  order  to  find  the  amount  of 
profits  derived  therefrom.  This  subpart 
discus.ses  the  principles  for  determining 
the  allocation  and  allowance  of  such 
costs. 

§  423.381  Statutory  provisions  cud 
general  regulations. 

§  423.381-1  Determination  of  costs. 
The  Renegotiation  Act  of  1948  provides 
for  the  use  so  far  as  is  deemed  practicable 
of  the  principles  and  procedures  of  the 
Renegotiation  Act  of  February  25.  1944, 
as  amended.  The  following  sections 
which  establish  the  rules  for  the  deter- 
mination of  costs  chargeable  against  re- 
negotiable  business,  use  so  far  as  is 
deemed  practicable  the  cost  principles 
and  procedures  of  the  Renegotiation  Act 
of  February  25.  1944,  as  amended. 

§423.381-2     [Reserved.] 

§423.381-3     (Reserved] 

§  423.381-4  Profit,  cost  allocation  and 
allowance:  general — 'a)  Accounting 
methods.  In  connection  with  renegotia- 
tion on  an  over-all  fiscal-year  basis, 
income  received  or  accrued  (sales,  etc.) 
and  costs  paid  or  incurred  will  be  consid- 
ered as  having  been  received  or  accrued 
or  paid  or  incurred  in  ttie  fiscal  year  to 
which  such  items  are  to  be  attributed  In 
accordance  with  the  method  of  account- 
ing employed  by  the  contractor  or  sub- 
contractor in  determining  net  income  for 
Federal  income  tax  purposes  or  in 
accordance  with  such  other  method  of 
accoimting  as  the  contractor  and  the 
renegotiating  agency  may  agree  upon 
pursuant  to  the  provisions  of  §§  423.301 
to  423.301-2  and  423.381-6. 

(b)  Allocation  of  costs.  In  general 
the  costs  paid  or  incurred  with  respect  to 
renegotiable  contracts  and  subcontracts 
will  be  those  costs  allocated  thereto  by 
the  contractor's  established  cost  ac- 
counting method  If  that  method  reflects 
recognized  accounting  principles  and 
practices.  If.  in  the  opinion  of  the  re- 
negotiating agency  there  is  no  adequate 
or  effective  cost  accounting  method  in 
use.  or  if  the  method  employed  does  not 
properly  reflect  such  costs  because  there 
are  unjustified  or  improper  allocations  of 
Items  of  cost  in  the  accounting  records  or 
in  the  reports  or  statements  filed  for  the 
purpose  of  renegotiation,  costs  shall  be 
determined  in  accordance  with  such 
method  as  in  the  opinion  of  the  renego- 
tiating agency  properly  reflects  such 
costs.  The  fact  that  all  receipts  and 
accruals  during  a  fiscal  year  are  classi- 
fiable as  renegotiable  docs  not  necessar- 
ily mean  that  all  items  of  cost  estimated 
to  be  deductible  in  that  year  are  allo- 
cable to  renegotiable  business. 

(c)  Tax  deductions.  Co^^ts  allocable 
to  renegotiable  business  shall  be  deter- 
mined in  accordance  with  the  principles 
set  forth  above.  Where  the  full  amount 
of  an  iteni  of  cost  is  allocable  to  renego- 
tiable business,  it  shall  be  allowed  in  the 
amount  estimated  by  the  renegotiating 
agency  to  be  allowable  as  a  deduction  or 
exclusion  under  Chapter  1  of  the  Internal 
Revenue  Code.  No  such  item  of  Cost 
shall  be  allowed  in  an  amount  less  than 
or  in  excess  of  that  which  is  estimated  to 
be  deductible  or  excludible  from  income 
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under  the  Internal  Revenue  Code,  and 
all  items  of  cost  shall  be  attributed  to  the 
fiscal  year  in  which  they  are  allowable  in 
the    determination    of    taxable    Income 
under  said  Code  except  as  provided  in 
5  423.381-6.     Where  only  a  portion  of  an 
item  of  cost  is  allocable  to  renegotiable 
business,  the  renegotiating  agency  shall 
e-stimate  the  total  amount  allowable  to 
the  contractor  as  a  deduction  or  exclu- 
sion under  Chapter   1  of  the  Internal 
Revenue  Code,  and  the  portion  of  this 
estimated  amount  which  is  allocable  to 
renegotiable  business  in  accordance  with 
the  principles  set  forth  above  shall  be 
allowed  as  a  cost  of  renegotiable  business. 
Where  it  is  clear  that  a  contractor's  de- 
ductions and  exclusions  under  the  Inter- 
nal  Revenue  Code  result  in  allowable 
costs  of  renegotiable  business  which  are 
either  high  or  low  on  a  comparative  basis, 
this  circumstance  shall  be  considered  In 
connection  with  the  factor  of  the  "rea- 
sonableness of  costs"  of  the  contractor 
and  the  determination  of  the  amount  of 
the  profit  a^ijustment  to  be  required  of 
the      contractor.     The     renegotiating 
agency  will  allow  as  items  of  cost,  to  the 
extent    allocable    to    renegotiable    con- 
tracts and  subcontracts,  all  items  esti- 
mated to  be  allowable  as  deductions  and 
exclusions  under  Chapter  1  of  the  Inter- 
nal Revenue  Code.    In  making  any  such 
estimate  due-consideration  will  be  given 
to  any  pertinent  action  by  the  Bureau  of# 
Internal  Revenue.    Published  rulings  of 
the  Bureau  on  matters  of  general  appli- 
cation should  be  adhered  to  In  estimating 
the  deductibility  or  excludibility  of  items 
under  the  Internal  Revenue  Code.    How- 
ever, the  allowance  of  Items  as  costs  Is 
not  required  merely  because  they  have 
been  or  are  expected  to  be  allowed  for 
tax    purposes    by    particular    revenue 
agents  or  other  representatives  of  the 
Bureau  of  Internal  Bevenue.    Occasion- 
ally cases  may  be  encountered   where 
revenue  agents  have  allowed  salaries  or 
other  items  as  deductions  for  tax  pur- 
poses  which  the   renegotiating   agency 
concludes  are  not  properly  allowable  un- 
der the  Internal  Revenue  Code  or  are 
properly  allowable  in  a  different  amount. 
In  such  cases  the  action  of  the  revenue 
agents  need  not  be  regarded  as  conclu- 
sive.   The  renegotiating  agency  may  and 
should  exercise  independent  Judgment  as 
to  whether  and  to  what  extent  the  items 
are  allowable  as  deductions  or  exclusions 
under  th^  Internal  Revenue  Code.    Such 
judgment  should  be  based  upon  an  esti- 
mate of  what  the  courts  would  do  if  the 
deductibility  or  excludibility  of  the  item 
were  the  subject  of  litigation. 

id)  Conditional  allowance  of  cost.  The 
estimate  of  the  renegotiating  agency  as 
to  whether  an  item  Is  allowable  as  a 
deduction  or  exclusion  under  Chapter  1 
of  the  Internal  Revenue  Code  will,  with 
the  exception  discussed  hereafter  in  this 
paragraph,  be  final  for  the  purposes  of 
renegotiation. 

However,  in  a  few  special  cases  It 
may  be  impossible  for  the  renegotiating 
agency  to  make  any  reasonable  estimate 
as  to  whether  or  to  what  extent  a  par- 
ticular item  is  allowable  as  a  deduction 
or  exclusion  under  the  Internal  Revenue 
Code  for  the  fiscal  year  under  renego- 
tiation. In  such  special  cases  where  the 
Item  is  substantial   in  relation  to  the 
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profits  to  be  eliminated,  the  agency  may, 
subject  to  the  restrictions  set  forth  be- 
low, allow  the  item  as  a  cost  in  rene- 
gotiation on  the  condition  that  a  pro- 
vision is  made  whereby  the  contractor 
will  refund  as  additional  excessive 
profits,  the  amount  so  allowed  as  a  cost 
of  renegotiable  business  which  is  finally 
determined  to  be  not  allowable  as  a  de- 
duction or  exclusion  under  the  Internal 
Revenue  Code  for  the  fiscal  year  in 
which  it  was  so  allowed  in  renegotiation. 

(1)  The  Division,  prior  to  making  the 
conditional  allowance,  shall  transmit  to 
the  Policy  and  Review  Board  a  state- 
ment setting  forth  the  approximate 
amount  of  excessive  profits  to  be  finally 
eliminated  and  the  amount  of  the  item 
to  be  conditionally  allowed  In  determin- 
ing such  excessive  profits,  a  full  descrip- 
tion of  the  facts  and  the  reasons  why 
the  Division  is  unable  to  determine 
whether  the  item  should  be  allowed  or 
disallowed  as  a  cost,  together  with  Its 
recommendations  concerning  any  meas- 
ures which  should  be  taken  to  Insure 
payment  by  the  contractor  of  any 
amounts  which  ma^  become  due  in  the 
future  because  of  such  conditional  al- 
lowance of  cost. 

(2)  The  Policy  and  Review  Board,  in 
its  discretion,  may  authorize  the  condi- 
tional allowance  and  the  use  of  a  special 
clause,  or  may  advise  the  Division  that 
the  Item  should  be  unconditionally  al- 
lowed or  disallowed  as  a  cost  In  renego- 
tiation, or  may  instruct  the  Division  to 
treat  the  item  in  such  other  manner  as 
the  Policy  and  Review  Board  may  con- 
sider appropriate. 

(e)  Costs  previously  allowed  in  rene- 
gotiation. No  Item  of  cost  shall  be 
deemed  allocable  to  renegotiable  busi- 
ness to  the  extent  that  such  Item  has, 
in  a  previous  renegotiation  under  this 
act,  been  allocated  to  renegotiable  busi- 
ness in  determining  excessive  profits, 
notwithstanding  that  such  item  may  be 
a  deduction  or  exclusion  under  Chapter 
1  of  the  Internal  Revenue  Code  in  com- 
puting taxable  net  income  for  the  tax- 
able period  corresponding  to  the  fiscal 
period  covered  by  the  current  renegotia- 
tion. 

(f )  Replacement  of  inventory  involun- 
tarily liquidated.   Under  section  22  (d) 
(6)  of  the  Internal  Revenue  Code,  a  tax- 
payer using  the  last  in,  first  out  inven- 
tory method  may.  for  any  year  in  which 
it  involuntarily  liquidated  any  part  of 
its  base  stock  inventory,  elect  to  adjust 
retroactively  its  net  income  for  tax  pur- 
poses for  such  year  by  reference  to  costs 
of  replacing  in  a  subsequent  year  the  in- 
ventory so  involuntarily  liquidated.    The 
excess  of  such  replacement  costs  over  base 
stock  costs  is  neither  an  exclusion  nor  a 
deduction  under  the  Internal  Revenue 
Code  but  Is  merely  a  retroactive  adjust- 
ment of  net  Income,  and  no  part  thereof 
will  be  allowed  as  a  cost  in  determining 
profits  under  renegotiable  contracts  and 
subcontracts.    Similarly,  no  adjustment 
is  required  in  renegotiation  on  account 
of  any  excess  of  base  stock  costs  over 
replacement  costs.    It  should  be  noted, 
however,  that  for  the  purposes  of  deter- 
mining  to   what   extent  a  contractor's 
profits  are  excessive,  the  low  production 
costs,  resulting  from  use  of  low-priced 
base  stock  inventory,  are  to  be  taken  into 


account  under  the  provisions  or  5  424.411 
of  this  subchapter.  Such  consideration 
shall  be  given  in  the  appraisal  of  reason- 
ableness of  costs  whether  or  not  use  of 
the  low-priced  base  stock  inventory  con- 
stitutes involuntary  liquidation  under  the 
provisions  of  the  Internal  Revenue  Code. 

§423.381-5     Costs   allocable   to   un- 
completed portions  of  terminated  con- 
tracts   and    subcontracts — <a>    Allowed 
in  renegotiation.    Costs  allocable  to  the 
uncompleted  portion  of  any  terminated 
contract  or  subcontract  which  is  subject 
to  renegotiation  will  be  allowed  as  co.sts 
in    renegotiation.      (See      §423.308-1.) 
Such  costs  will  be  allowed,  however,  only 
to  the  extent,  and  for  the  fi.scal  year  for 
which,  they  are  estimated  to  be  deduct- 
ible in  the  computation  of  taxable  in- 
come under  the  Internal  Revenue  Code 
(See    §29.42-1    of    Bureau    of   Internal 
Revenue  Regulations  (29  CFR  29.42-1) 
and  see  also  Bureau  of  Internal  Revenue 
Mimeograph  No.  5897  >   and  will  not  be 
allowed  to  the  extent  theretofore  allowed 
as  items  of  cost  in  a  previous  renegotia- 
tion   under   the   Renegotiation   Act   of 
1948. 

(b)  Segregation  of  costs  allocable  to 
uncompleted  portions  of  terminated  con- 
tracts and  subcontracts.  Costs  allocable 
to  the  uncompleted  portions  of  termi- 
nated contracts  and  subcontracts  must 
be  segregated  from  other  costs  pertain- 
ing to  renegotiable  business,  unless  the 
costs  allocable  to  such  uncompleted  por- 
tions of  contracts  and  subcontracts  con- 
stitute only  a  negligible  proportion  of  all 
the  contractor's  renegotiable  costs.  Such 
segregation  may  be  required  to  be  made 
in  such  general  or  such  detailed  manner 
as  the  renegotiating  agency  may  deem 
necessary. 

(c)  Effect  of  waiver  of  termination 
claim.  The  principles  stated  in  para- 
graphs (a)  and  (b)  of  this  section  with 
respect  to  the  allowance  of  Costs  al- 
locable to  the  uncompleted  portions  of 
terminated  contracts  and  subcontracts 
and  the  segregation  of  such  costs  are 
equally  applicable  whether  or  not  the 
contractor  has  waived  all  or  any  part  of 
the  compensation  to  which  he  might  be 
entitled  under  termination  claims. 

§  423.381-6  Special  accounting  proce- 
dures. A  contractor  or  subcontractor 
with  whom  renegotiation  is  to  be  con- 
ducted with  respect  to  the  aggregate  of 
the  amounts  received  or  accrued  in  the 
fiscal  year  may.  notwithstanding  any 
other  provision  of  the  regulations  in  this 
subchapter,  by  agreement  with  the  Divi- 
sion, adopt  a  method  of  accounting  other 
thari  the  method  of  accounting  employed 
in  determining  his  net  Income  for  Fed- 
eral income  tax  purposes:  Provided. 
That: 

(a)  The  adoption  of  such  method  of 
accounting  for  purposes  of  renegotiation 
shall  be  approved  in  writing  by  the 
Policy  and  Review  Board  as  being  neces- 
sary in  order  clearly  to  reflect  the  profits 
attributable  to  the  contractor's  or  sub- 
contractor's performance  for  the  fiscal 
year  under  renegotiation; 

.(b)  The  method  of  accounting  so 
adopted  for  purposes  of  renegotiation 
will  differ  from  that  employed  in  de- 
termining the  net  income  of  the  con- 
tractor or  subcontractor  for  Federal  in- 
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come  tax  purposes  only  to  the  extent  of 
reporting  particular  identified  items  as 
having  been  received  or  accrued,  or  paid 
or  incurred  in  a  fiscal  year  or  years  other 
than  the  fiscal  year  or  years  in  which 
.«;uch  Items  are  deemed  to  have  been  re- 
ceived or  accrued,  or  paid  or  incurred 
tmder  the  accounting  method  employed 
in  determining  the  net  Income  of  the 
contractor  or  subcontractor  for  Federal 
Income  tax  purposes;  and 

^c)  The  contractor  or  subcontractor 
shall  b»*  bound  to  employ  in  all  subse- 
quent renepotiatlon  proceedings  under 
the  Renegotiation  Act  of  1948  the  method 
of  accounting  so  adopted  for  purposes  of 
renegotiation,  except  with  the  written 
consent  of  the  Policy  and  Review  Board. 

§  423.382  Salaries,  wages  and  other 
compensation. 

5  423.382-1  Allocation.  Salaries, 
wages  and  other  compensation  should 
be  allocated  between  renegotiable  and 
non-renegotiable  business  according  to 
principles  established  In  §  423.381-4. 

§  423.382-2  Allowances,  (a)  Under 
section  23  <a)  of  the  Internal  Revenue 
Code,  salaries  or  other  compensation  for 
personal  services  are  allowed  to  the  ex- 
tent found  "reasonable. '  In  determin- 
ing whether  any  salaries  or  other  com- 
pensation paid  by  a  contractor  to  its 
oliicers  or  employees  are  reasonable,  con- 
sideration shall  be  given  to  the  nature 
of  the  work,  extent  of  responsibility,  ex- 
perience and  effectiveness  of  the  officer 
or  employee,  and  recent  compensation 
record.  Comparison  shall  be  made  where 
possible  with  the  compensation  of  officers 
or  employees  in  similar  pa'^itions  in  other 
companies  within  the  particular  indu.'^try. 
Rea.sonableness  of  compensation  may  be 
determined  only  within  broad  limits,  and 
weight  shall  be  given  to  the  determina- 
tion by  the  contractor  of  the  worth  of 
the  services  of  an  officer  or  employee. 

(b>  Whether  or  not  the  profit  and  loss 
.•statement  of  a  partnership  or  individual 
proprietorship  Includes  salaries  or  draw- 
ing accounts  for  the  partners  or  the  in- 
dividual proprietor  as  an  expen.se.  in 
determining  the  amount  of  excessive 
profits  to  be  eliminated,  a  so-called 
"salary  allowance'  shall  be  made  for 
reasonable  salaries  for  such  partners  as 
are  active  in  the  business  or  for  the  In- 
dividual proprietor  if  he  is  active  in  the 
business. 

5  423  382-3     (Reserved.] 

§423.382-4     [Reserved.] 

5  423.382-5  Brokers'  commft.'iions. 
Brokers'  commis.slons  will  not  be  allowed 
except  when  paid  or  payable  to  bona  fide 
commercial  or  selling  agencies  main- 
tained by  the  contractor  for  the  purpose 
of  securing  business,  and  then  only  to 
the  extent  permitted  by  the  provisions 
of  §§  423.382-1  and  423.382-2. 

§  423.382-6  Pension,  annuity,  slock 
bonus  and  profit  sharing  plans.  Pay- 
ments on  account  of  plans  for  pensions, 
annuities,  stock  bonuses,  or  profit 
sharing,  estimated  to  be  allowable  as 
deductions  under  the  Internal  Revenue 
Code,  will  be  allowed  as  items  of  cost  of 
renegotiable  business  to  the  extent  allo- 
cable thereto  under  the  principles  set 
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forth  in  §  423.381-4.  Inquiry  should  be 
made  as  to  whether  the  provisions  of  the 
compensation  plan  have  been  reviewed 
by  the  Bureau  of  Internal  Revenue.  If 
the  amount  of  deduction  is  material,  and 
If  the  compensation  plan  is  in  contro- 
versy with  or  under  review  by  the  Bureau 
of  Internal  Revenue,  consideration 
should  be  given  to  conditional  allowance 
of  the  item  of  cost,  as  provided  for  by 
§423.381-4  <d),  if  the  renegotiating 
agency  feels  unable  to  estimate  the 
amount  properly  allowable  under  the 
Internal  Revenue  Code. 

§  423.383  Amortization  mid  deprecia- 
tion. 

§  423.383-1  >l//oca/ion.  (a)  General 
depreciation,  maintenance  and  other 
such  charges  should  be  allocated  between 
renegotiable  and  non-renegotiable  busl- 
ne.ss  according  to  the  principles  estab- 
lished in  5  423.381-4. 

•  b)  Where  stand-by  facilities  are 
customary  or  necessary  to  a  particular 
product  or  service,  or  type  of  business, 
the  depreciation,  maintenance,  etc.  of 
such  facilities  as  are  being  maintained 
in  idle  status,  should  be  allocated  between 
renegotiable  and  non-renegotiable  busi- 
ness according  to  the  principles  estab- 
lished in  §  423.381-4. 

<c>  Depreciation  and  maintenance 
charges  on  properties  which  are  not  in 
use  but  which  are  being  maintained  in 
an  idle  status  pursuant  to  written  re- 
quest by  or  on  behalf  of  an  authorized 
official  of  a  military  department  may  be 
allocated  as  a  change  against  renegoti- 
able business.       ^!^ 

§423.383-2     [Reserved.] 

§423.383-3     [Re.'^erved.] 

§  423.383-4  Depreciation.  Facilities 
representing  permanent  capital  addi- 
tions for  the  maunfacture  of  renegotiable 
products  or  materials  are  depreciable  for 
the  purposes  of  renegotiation  at  the  rates 
estimated  to  be  allowable  under  the 
Internal  Revenue  Code. 

§  423.384  Conversion  to  renegotiable 
production. 

§  423.384-1  Co.'t  of  conversion  of 
facilities.  The  cost  of  converting  facili- 
ties to  production  for  renegotiable  busi- 
ness which  does  not  represent  perma- 
nent additions  will  be  allowed  in  re- 
negotiation for  the  year  in  which  it  is 
Incurred  to  the  extent  permitted  by  the 
Internal  Revenue  Code. 

§  423.384-2  Costs  in  connection  wHth 
the  discontinuance  of  renegotiable  busi- 
ness—  (a)  General.  Certain  costs  in 
connection  with  the  discontinuance  of 
renegotiable  business,  are  allocable  to 
renegotiable  business.  Such  costs  and 
the  extent  to  which  they  ^e  so  allocable 
are  set  forth  in  the  following  paragraphs 
of  this  section.  (See  also  §  423.381-5 
with  respect  to  cost  allocable  to  incom- 
plete portions  of  terminated  contracts 
and  subcontracts.) 

The  costs  of  establishing  or  re-estab- 
lishing operations  discontinued  at  the 
commencement  of  rehegotiable  bu!<lne.ss 
are  not  costs  of  performing  renegotiable 
contracts  or  subcontracts  and  are  not 
allocable  to  renegotiable  business  regard- 
less of  whether  such  costs  constitute  de- 
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ductions  or  exclusions  under  Chapter  1 
of  the  Internal  Revenue  Code. 

(b)  Inventory  losses.  Losses  estab- 
lished through  the  write-down  or  sale 
of  inventories  acquired  for  the  purpose 
of  performing  renegotiable  bu.siness  and 
reasonably  neccs.sary  to  the  performance 
of  such  business  are  allocable  thereto. 
Costs  of  protecting  and  handling  such 
inventories  to  the  extent  that  such  costs 
are  not  reflected  in  losses  so  established 
on  such  inventories  are  likewise  allocable 
to  renegotiable  business. 

(c)  Lo.'ises  from  and  costs  in  connec- 
tion with  sale,  exchange  or  abandonment 
of  facilities  used  in  performing  renego- 
tiable contracts  arid  subcontracts.  <1) 
Lcsscs  from  sale,  exchange  or  abandon- 
ment of  facilities^used  in  performing  re- 
negotiable contracts  and  subcontracts 
are  allocable  to  renegotiable  business  in 
accordance  with  the  provisions  of 
S§  423.385-4  and  423.385-5.  Notwith- 
standing the  method  of  computing  such 
losses  for  Federal  tax  purposes,  (i)  the 
costs  of  moving,  dismantling,  demolish- 
ing, protecting  and  storing  such  assets 
will  be  taken  into  account  in  determining 
whether  losses  have  been  sustained  and 
in  computing  the  amount  of  such  losses 
for  the  purpo.ses  of  renegotiation;  and 
•  ii)  depreciation  or  amortization  in- 
curred with  respect  to  such  assets  during 
a  period  between  the  end  of  their  use  in 
the  performance  of  renegotiable  busi- 
ness and  their  sale  or  other  disposal  will 
be  disregardc'"  in  computing  such  losses. 
The  excess  of  such  losses  over  gains  from 
the  sale  or  exchange  of  such  facilities  or 
the  excess  of  such  gains  over  such  losses, 
all  as  computed  under  §423.385-4  (d), 
is  hereinafter  referred  to  as  a  "net  loss" 
or  a  "net  gain,"  as  the  case  may  be. 

(2)  If  the  cost  of  facilities  used  in 
performing  renegotiable  contracts  and 
.subcontracts  has  been  deducted  as  an 
expense  rather  than  treated  as  a  capital 
expenditure,  a  loss  of  the  type  descrilaed 
in  §5  423.385-4  and  423.385-5  Will  not  be 
realized.  In  such  a  case,  if  the  facilities 
are  .sold,  exchanged  or  abandoned  in 
connection  with  the  discontinuance  of 
renegotiable  bu.siness,  the  excess  of  the 
total  cost  of  moving,  dismantling,  de- 
molishing, protecting  and  storing  such 
facilities  over  the  aggregate  of  the 
amounts  received  or  accrued  (including 
therein  the  salvage  value  of  facilities 
abandoned)  from  such  sale  or  exchange 
will  be  treated  as  a  discontinuance  cost 
and  is  allocable  to  renegotiable  business 
to  the  extent  that  such  facilities  were 
used  in  the  performance  of  renegotiable 
contracts  or  subcontracts.  The  excess 
of  such  expenses  over  .such  amounts  re- 
ceived or  accrued,  or  the  excess  of  such 
amounts  received  or  accrued  over  such 
expenses,  is  hereinafter  referred  to  as 
a  "net  expense"  or  a  "net  receipts  or 
accruals"  as  the  ca.se  may  be. 

(3 »  The  net  loss,  if  any,  defined  in  sub- 
paragraph d)  of  this  paragraph  shall 
be  allowed  as  a  cost  in  renegotiation  only 
to  the  extent  such  net  loss  exceeds  the 
net  receipts  or  accruals,  if  any,  as  de- 
fined in  .subparagraph  (2)  of  this  para- 
graph. The  net  expense,  if  any,  as  de- 
fined in  subparagraph  (2)  of  this  para- 
graph shall  be  allowed  as  a  co.st  in  re- 
negotiation only  to  the  extent  .such  net 
expense  exceeds  the  net  gain,  if  any,  as 
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defined    In    subparagraph    (I)    of    this 
paragraph. 

(d)  Other  costs  and  expenses.  In  ad- 
dition to  the  losses  described  In  para- 
graphs (b)  and  (c)  of  this  section  with 
respect  to  inventories  and  depreciable 
or  amortizable  property,  certain  other 
casts  incurred  In  connection  with  the 
discontinuance  of  renegotiate  business 
are  also  allocable  to  such  business  even 
though  incurred  after  renegotiate  busi- 
ness has  ceased.  Such  costs  are.  in  gen- 
eral, items  for  which  the  contractor  be- 
came obligated  in  connection  with  the 
performance  of  renegotiable  business, 
which  were  reasonably  necessary  to  such 
performance  and  for  which  he  is  obli- 
gated notwithstanding  the  ce.ssation  of 
his  renegotiable  business.  Such  items 
include  these  set  forth  below. 

( 1  >  Severance  pay.  Amounts  paid  by 
a  contractor  to  his  employees  in  connec- 
tion with  their  separation  from  his  em- 
ployment for  which  he  is  obligated  by 
rea.son  of  law.  contract  or  the  custom 
of  his  business  are  allocable  to  rene- 
gotiable business  to  the  extent  such 
amounts  relate  to  the  services  performed 
by  the  employees  in  renegotiable  busi- 
ness. Generally  such  amounts  are  al- 
locable to  renegotiable  business  in  the 
proportion  which  wages  paid  with  re- 
spect to  renegotiable  business  bear  to 
the  total  wages  paid  during  a  period 
(ending  with  severance)  equal  to  the 
average  tenure  of  employment  for  all 
employees  on  the  payroll  immediately 
prior  to  the  severance. 

(2  >  Rent  and  other  obliQations  in  con- 
nection with  property.  Items  such  as 
rents,  royalties  or  other  such  costs  which 
the  contractor  is  required  to  pay  in  con- 
nection with  the  use  of  property  be- 
longing to  another,  where  the  obliga- 
tion arose  in  connection  with  and  was 
rea.sonably  necessary  to  the  performance 
of  renegotiable  business,  but  continues 
after  such  business  has  ceased,  are  al- 
locable to  renegotiable  business  to  the 
extent  warranted  by  the  facts  of  the  par- 
ticular case.  In  determining  the  extent 
to  which  such  items  are  allocable  to  re- 
negotiable business,  consideration  will 
be  given  to  the  u.se  the  contractor  made 
of  such  property  during  the  performance 
of  renegotiable  business  and  to  the  use 
he  has  made  or  may  make  of  it  during 
the  period  between  the  cessation  of  such 
business  and  termination  of  the  tbliga- 

tion. 

(3)  Depreciation  and  amortization. 
Inasmuch  as  paragraph  (c^  of  this  sec- 
tion excludes,  in  computing  losses,  de- 
preciation on  assets  used  in  renegotiable 
business  sustained  during  the  period  be- 
tween the  end  of  their  use  in  performing 
such  business  and  their  sale  or  other 
di-sposal,  depreciation  during  this  period 
will  not  be  allowed  as  a  cost  of  perform- 
ing renegotiable  business.  If  such  assets 
are  retained  for  future  use  in  non-rene- 
gotiable  business,  depreciation  thereon 
will  be  allowed  as  a  cost  of  renegotiable 
business  to  the  extent  otherwise  properly 
allocable  for  a  reasonable  period,  having 
due  regard  to  the  reconversion  difBcul- 
ties  of^the  contractor. 

(4)  General  overhead  expenses.  Cer- 
tain continuing  expenses,  such  as  execu- 
tives* and  oCBcers'  salaries,  maintenance 
wages,  light   and   heat,   and  Insurance 
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paid  or  incurred  subsequent  to  the  cessa- 
tion of  renegotiable  business,  may  be 
allocated  to  such  business  in  amounts 
considered  fair  and  equitable  in  light  of 
the  circumstances  of  the  particular  case. 
In  no  event  will  such  costs  be  allocable 
for  more  than  a  reasonable  time  beyond 
the  discontinuance  of  renegotiable  busi- 
ness. In  determining  the  time  which  is 
reasonable  for  the  purpose  of  this  sub- 
paragraph, consideration  will  be  given 
to  the  time  that  would  be  required  to 
eliminate  all  such  expenses  in  an  orderly 
liquidation  of  the  organization  set  up 
for  production  under  renegotiable  con- 
tracts and  subcontracts  without  con- 
sidering any  requirements  of  the  con- 
tractor's other  production. 

(e)  Costs  of  removing  certain  facili- 
ties. Costs  of  moving,  dismantling,  de- 
molishing, protecting  and  storing  facili- 
ties used  in  performing  renegotiable 
bu-sinoss  will  be  allowed  in  renegotiation 
only  to  the  extent  specified  in  para- 
graphs (c)  and  (d)   (2)  of  this  section. 

§  423.385     Losses. 

§  423.385-1  Costs  or  losses  on  other 
ventures.  Lo.sses  and  co.sts  incurred  In 
connection  with  business  activities  or 
ventures  not  connected  with  renegotiable 
business  cannot  be  charged  to  renego- 
tiable business. 

§  423.385-2  Losses  from  prior  or  sub- 
sequent years.  Section  122  of  the  In- 
ternal Revenue  Code  authorizes  a  tax- 
payer, under  certain  prescribed  rules,  to 
take  a  deduction  for  a  taxable-year  by  a 
"carry-over"  or  "canjv-back"  of  net  op- 
erating losses  for  4P^^"  preceding  or 
subsequent  taxable  years.  No  such  de- 
duction shall  be  allowable  in  renegotia- 
tion as  an  item  of  cost  or  as  a  deduction 
or  exclusion  from  excessive  profits. 

§423.385-3     IReserved.l 

§  423.385-4     Losses  from  sale,  or  ex- 
change of  facilities  used  in  performing 
renegotiable  contracts  or  subcontracts. 
(a)  If.  as  a  result  of  the  sale  or  exchange 
of  tangible  property  used  in  performing 
renegotiable   contracts  or  subcontracts 
with  respect  to  which  depreciation  was 
allowable  under  section  23  (L)  or  amor- 
tization was  allowable  under  section  124, 
of  the  Internal  Revenue  Code,  a  con- 
tractor sustains  a  loss,  there  will  be  al- 
lowed as  an  Item  of  cost  chargeable  to 
renegotiable  contracts  and  subcontracts 
an  amount  equal  to  the  portion  of  such 
loss  which  bears  the  same  ratio  to  the 
whole   of   such   loss   as   the   aggregate 
amount  of  depreciation  or  amortization 
on  such  property  allocable  to  renegotiable 
business  under  the  Renegotiation  Act  of 
1948  for  all  fiscal  years  of  the  contractor 
to  the  date  of  such  sale  or  exchange  bears 
to  the  total  amount  of  depreciation  or 
amortization , allowed   or   allowable   on 
such  property  as  a  deduction  In  comput- 
ing taxable  Income  of  the  contractor  un- 
der the  Internal  Revenue  Code  for  all 
taxable  years  to  the  date  of  such  sale  or 
exchange;  subject,  however,  to  the  pro- 
visions of  paragraphs  (d)  and  (e)  of  this 
section  and  subject  to  the  provisions  of 
§423.384-2  (d)   (»< 

(b)  If.  as  a  result  of  the  sale  or  ex- 
change of  land  used  in  performing  re- 
negotiable contracts  or  subcontracts,  a 
contractor  sustains  a  loss,  there  will  be 


allowed  as  an  Item  of  cost  chargeable  to 
renegotiable  contracts  and  subcontracts 
an  amount  which  shall  be  determined  as 
follows : 

(1)  To  each  taxable  year  beginning 
with  the  year  of  acquisition  of  such  land 
and  Including  the  year  of  sale  or  ex- 
change thereof,  there  shall  be  allotted  an 
equal  share  of  such  loss; 

(2)  The  renegotiating  agency  shall 
then  determine  (by  estimate,  if  neces- 
sary) the  portion  of  such  share  allotted 
to  each  taxable  year  which  is  allocable  to 
the  use  of  such  land  in  performing  re- 
negotiable contracts  or  subcontracts  in 
such  year; 

(3)  The  amount  to  be  allowed  as  an 
item  of  cost,  as  hereinabove  provided, 
will  be  an  amount  equal  to  the  aggregate 
of  the  portions  of  the  shares  of  such  loss 
determined  as  provided  in  subparagraph 
(2)  of  this  paragraph:  subject,  however, 
to  the  provisions  of  paragraphs  (d)  and 
(e)  of  this  section. 

(c)  In  any  case  In  which  property  of 
the  character  described  In  paragraph  (a) 
of  this  section  and  land  of  the  character 
described  in  paragraph  (b)  of  this  sec- 
tion are  sold  for  a  lump  sum  or  disposed 
of  In  such  manner  as  does  not  properly 
allocate  the  sales  prices  of  the  two  types 
of   property,   the   renegotiating   agency 
shall  make  an  allocation  of  the  sale  price 
or  sales  prices  as  between  the  two  types  of 
property  upon  such  basis  as  It  may  deem 
appropriate     in     order     to     determine 
whether,  and,  if  so,  what  part  of,  the 
loss  Is  attributable  to  each  such  type  of 
property,  so  as  to  enable  it  to  fix  the 
amount  which.  In  accordance  with  para- 
graphs (a)  and  (b)  of  this  section,  may 
be  properly  allowed  as  an  Item  of  cost  In 
the  renegotiating  proceeding. 

(d>  Notwithstanding  any  of  the  pro- 
visions of  paragraphs  (a)  to  <c>  of  this 
section,  there  shall  be  allowed  as  items  of 
cost  as  a  re.sult  of  losses  sustained  on  the 
sale  or  exchange  of  property  of  the  char- 
acter described  in  paragraph  (a)  or  par- 
agraph (b>  of  this  section,  only  the  ex- 
cess of  the  aggregate  of  the  amounts  of 
such  items,  computed  without  regard  to 
the  limitations  prescribed  by  this  para- 
graph, over  an  amount  equal  to  the  ag- 
gregate of  the  portions  of  the  gains 
(computed  In  the  same  manner  as  is  pre- 
scribed In  paragraphs  (a),  (b).  and  (c) 
of  this  section  with  respect  to  losses) 
realized  In  the  same  fiscal  year  from  the 
sale  or  exchange  of  property  of  the  char- 
acter described  In  paragraphs  (a)  and 
(b)  of  this  section. 

(e)  For  the  purposes  of  this  section, 
the  gain  or  loss  resulting  from  the  sale 
or  exchange  of  property  of  the  character- 
described  in  paragraph  (a)  or  paragraph 
(b)  of  this  section  shall  be  taken  Into 
account  only  to  the  extent,  and  for  the 
fi<:cal  year  for  which,  such  gain  or  loss  Is 
taken  Into  account  In  computing  gains 
and  losses  under  section  117  (J>  (2)  (A) 
of  the  Internal  Revenue  Code.  In  the  case 
of  the  sale  or  exchange  of  property  of 
such  character  held  for  less  than  .six 
months  (to  which  section  117  (j)  of  the 
Code  Is  Inapplicable)  gain  or  loss  shall 
be  taken  Into  account  to  the  extent,  and 
for  the  fiscal  year  for  which,  such  gain 
or  loss  Is  otherwise  taken  into  account  in 
the  computation  of  taxable  Income  under 
the  Internal  Revenue  Code. 
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§  423.385-5  Losses,  other  than  from 
sale  or  exchange,  with  respect  to  facili- 
ties used  in  performing  renegotiable  con- 
tracts or  subcontracts.  If  for  any  taxable 
year,  a  contractor  Is  entitled  under  sec- 
tion 23  (e)  or  23  (f )  of  the  Internal  Reve- 
nue Code  to  a  deduction  for  loss  with  re- 
spect to  tangible  property  used  in  per- 
forming renegotiable  contracts  or  sub- 
contracts, there  will  be  allowed  In  rene- 
gotiation for  such  year  as  an  Item  of  cost 
chargeable  to  renegotiable  contracts  and 
subcontracts,  an  amount  equal  to  that 
portion  of  such  deduction  which  bears 
the  same  ratio  to  the  whole  of  such  de- 
duction as  the  aggregate  amount  of  de- 
preciation or  amortization  on  such  prop- 
erty allocable  to  i  ■  'M-Rotiable  business  for 
all  fiscal  years  of  the  contractor  to  the 
date  of  the  Incurring  of  such  loss  bears  to 
the  total  amount  of  depreciation  or  amor- 
tization allowed  or  allowable  on  such 
property  as  a  deduction  in  computing 
taxable  income  of  the  contractor  under 
the  Internal  Revenue  Code  for  all  taxable 
years  to  the  date  of  the  Incurring  of  such 
loss.  If  the  result  of  application  of  the 
provi-sion  of  §423.384-2  (c)  (1)  Ls  deter- 
mination of  a  "net  gain"  as  defined  there- 
in no  allowance  shall  be  made  for  a  loss 
computed  under  this  paragraph  except 
to  the  extent  such  loss  exceeds  such  "net 
gain." 

§  423  385-6  Effect  of  renegotiation 
under  prior  acts.  The  coinputation  of 
loss  under  §5  423.385-4  and  423  385-5  with 
respect  to  facilities  used  in  performing 
renegotiable  contracts  and  subcontracts 
shall  not  reflect  depreciation  allowed  or 
allowable  in  fiscal  periods  subject  to  re- 
neRotiation  under  pr*or  renegotiation 
acts. 

§  423  386     Interest. 

5  423.386-1  Allouxince.  Interest  on 
borrowed  capital  Is  deductible  under  the 
Internal  Revenue  Code  and  will,  there- 
fore, be  allowed  in  renegotiation  to  the 
extent  allocable  to  renegotiable  business. 

§  423  386-2  Allocation,  (a)  Interest 
on  borrowed  funds  should  be  allocated 
to  renegotiable  business  according  to  the 
general  principles  set  forth  in  .^  423.381-4. 

(b)  Where,  however,  a  contractor  has 
Incurred  obligations  which  result  in  a 
cash  E>osition  obviously  disproportionate 
to  the  current  volume  of  business,  then 
Interest  on  that  portion  of  such  obli- 
gations which  produces  excess  ca.sh 
should  not  be  allocated  to  renegotiable 
business.  Scrutiny  should  also  be  di- 
rected to  the  amount  of  funds  of  the  con- 
tractor invested  in  securities  or  other 
assets  which  are  not  related  to  the  pro- 
duction of  renegotiable  income.  In  such 
cases  the  cost  of  borrowed  funds  which 
can  be  demonstrated  to  have  been  in- 
vested in  such  a.ssets  or  which  can  rea- 
sonably be  allocated  to  the  financing  of 
such  assets  should  be  allocated  to  non- 
renegotiable  business. 

(c)  Ordinarily,  there  should  not  be 
allocated  to  renegotiable  business  any 
part  of  the  premium  or  other  cost  In  con- 
nection with  the  redemption  or  retire- 
ment of  obligations. 

§  423.386-3    Interest  on  tax  deficien- 
cies.   Interest  on  deficiencies  In  taxes 
measured  by  Income  (including  Federal 
No.  66 3 
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Income  and  excess  profits  taxes)  Is  not 
deemed  allocable  In  any  part  to  renego- 
tiable bu.slness.  Accordingly,  such  inter- 
est Is  not  allowable  as  a  cost  of  renego- 
tiable business,  notwithstanding  that 
such  interest  is  a  deduction  In  the  com- 
putation of  taxable  Income  under  the 
Internal  Revenue  Code. 

§  423.387  Selling  and  advertising  ex- 
pense. 

§  423.387-1  Selling,  (a)  Selling  ex- 
pen.se  will  not  be  allocated  to  renegoti- 
able busine.ss  unless  (1)  it  relates  in 
major  part  to  technical,  consulting  and 
other  services  performed  in  connection 
with  the  application  and  adaptation  of 
products  comprising  the  renegotiable 
business  tc  the  u.ses  and  requirements  of 
the  Government  or  other  contractors;  or 
(2)  It  relates  to  the  maintenance  of  of- 
fices or  agencies  engaged  in  the  servicing 
of  products  comprising  the  renegotiable 
business:  or  (3)  it  relates  to  the  sale  of 
products  or  services  comprising  the  re- 
negotiable busine.ss  which  are  of  the  type 
ordinarily  sold  or  rendered  by  the  con- 
tractor and  which  are  sold  or  rendered 
through  the  distribution  system  normally 
used  by  the  contractor;  or  (4)  It  is  a  com- 
mission of  the  type  allowed  in  §  423.382-5. 

(b)  Selling  expense.  If  allocable  to  re- 
negotiable business,  shall  be  allocated  in 
accordance  with  the  system  of  account- 
ing found  by  the  renegotiating  agency  to 
be  acceptable  under  §  423.381-4. 

§423.387-2  Advertising.  As  a  general 
rule,  advertising  expense  is  not  allocable 
to  renegotiable  busine.ss.  However,  in 
cases  where  It  can  be  demonstrated  that 
a  contractor  or  subcontractor  engaged 
In  renegotiable  business  to  the  detriment 
of  his  normal  commercial  business  in  the 
year  under  review,  and  thereby  Incurred 
the  rl.sk  of  loss  of  his  competitive  position 
In  the  industry  concerned,  the  renegoti- 
ating agency  shall  allocate  to  renegoti- 
able business  that  portion  of  the  contrac- 
tor's or  subcontractor's  normal  advertis- 
ing expense  which  it  deems  properly 
attributable  to  his  effort  to  forestall  such 
loss  of  competitive  position.  The  rene- 
gotiating agency  .shall  also  allocate  to 
renegotiable  business  the  property  alloca- 
ble portion  of  expense  incurred  in  "Help 
Wanted"  advertising  and  the  properly 
allocable  portion  of  expense  Incurred  by 
the  contractor  or  subcontractor  In  adver- 
tising In  trade  papers  for  the  purpose 
of  offering  support  to  such  trade  papers 
which  are  valuable  for  the  dissemina- 
tion of  technical  information  within  the 
contractor's  or  subcontractor's  Industry. 

In  the  case  of  renegotiable  business 
performed  under  subcontracts,  other  ad- 
vertising expense  may  be  allocated  there- 
to when  it  Is  determined: 

(a>  That  the  products  sold  under  sub- 
contracts are  substantially  the  same  as 
those  sold  in  the  subcontractor's  normal 
commercial  business;  and 

(b)  That  the  volume  of  non-renego- 
tiable  business  in  the  year  under  review 
is  not  in  excess  of  the  subcontractor's 
normal  volume  of  commercial  business; 
and 

(c)  That  the  total  amount  of  adver- 
tising expense,  considered  subject  to  al- 
location between  renegotiable  and  non- 
rcnegotlable  business,  for  the  year  under 


1647 

review,  does  not  exceed  the  subcontrac- 
tor's normal  advertising  expense. 

§  423.388  Other  costs,  expenses  and 
reserves. 

§  423.388-1  Patent  royalties,  (a) 
When  in  renegotiation,  a  contractor  has 
Included  substantial  amounts  in  costs 
for  royalties,  paid  or  payable  under 
patent  rights,  the  renegotiating  agency 
will  determine  whether  any  action  has 
been  taken,  or  is  pending  or  contemplated 
under  the  Royalty  Adjustment  Act  (.see 
§421.141).  and  will  be  guided  by  the 
principles  set  out  below. 

(b)  An  order  under  the  Royalty  Ad- 
justment Act  fixing  the  rates  and 
amounts  of  royalties  to  be  paid  under  a 
license  agreement  has  no  legal  effect 
retroactively.  The  order  applies  only  to 
royalties,  irrespective  of  when  payable, 
which  are  unpaid  to  the  licensor  on  the 
effective  date  of  the  notice  under  the 
statute,  whether  accruing  before  or  after 
the  effective  date  of  the  notice,  and  does 
not  and  cannot  require  the  refund  of  any 
royalties  which  have  been  paid  to  the 
licensor  prior  to  said  effective  date. 

(c)  In  determining  exces.sive  profits 
of  a  licensee  upon  renegotiation  for  a 
F>eriod  In  which  royalty  accruals  are  cov- 
ered by  an  order  or  agreement  under 
the  Royalty  Adjustment  Act,  the  rene- 
gotiating agency  will  give  full  effect  to 
the  rates  or  amounts  of  royalties  fixed 
in  the  Royalty  Adjustment  Act  order  or 
agreement  as  fair  and  just.  No  allow- 
ance will  be  made  in  renegotiation  for 
royalties  paid  or  accruing  during  that 
period  In  excess  of  the  amounts  permitted 
or  provided  to  be  paid  under  such  order 
or  agreement.  With  respect  to  renego- 
tiation with  a  licensor,  see  §  423.334-3. 

(d)  Rates  or  amounts  of  royalties 
fixed  as  fair  and  just  In  a  royalty  ad- 
justment order  or  agreement  which  does 
not  cover  all  or  some  part  of  the  period 
involved  In  the  renegotiation  will  not  be 
controlling  as  to  the  rea.sonableness  of 
the  royalties  paid  or  accrued  by  the  li- 
censee for  such  period  or  such  part 
thereof  as  Is  not  covered  by  the  order 
or  agreement.  In  such  a  case  as  well  as 
In  one  where  no  action  under  the  Royalty 
Adjustment  Act  Is  Involved,  the  renego- 
tiating agency  will  estimate  the  amount 
of  the  royalties  allowable  as  a  deduction 
for  Federal  Income  tax  purposes.  Ordi- 
narily the  licensee  will  be  allowed  to 
include  in  his  costs  royalties  properly 
allocable  to  renegotiable  business  pro- 
vided they  are  actually  paid  to  the  li- 
censor prior  to  the  service  of  a  notice  In 
any  royalty  adjustment  proceedings. 
However,  an  amount  paid  pursuant  to 
an  arrangement  not  entered  into  at  arm's 
length  or  without  a  full  disclosure  of 
Interest,  or  In  bad  faith,  should  be  dis- 
allowed as  an  item  of  cost  if  it  is  not  an 
"ordinary  and  necessary"  business  ex- 
pense within  the  meaning  of  section  23 
(a)  of  the  Internal  Revenue  Code.  Par- 
ticular attention  should  be  given  to  any 
relationship  or  afiBliatlon  to  the  licen.sor; 
for  example,  where  the  licensor  was  a 
partner,  oflBcer,  director  or  substantial 
stockholder  of  the  licensee;  or  where  any 
partner,  officer,  director  or  substantial 
stockholder  of  the  licensee  participated 
in  the  royalties  paid  to  the  licensor. 
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(e)  No  royalties  paid  or  incurred  by 
a  licensee  and  no  amortization  or  de- 
velopment expense  charged  by  a  licensor 
will  be  allocated  as  a  cost  in  determin- 
ing excessive  profits  under  the  renego- 
tiation statutes,  even  though  allowable 
as  a  deduction  under  the  Internal 
Revenue  Code,  unless  such  payments  or 
charges  are  allocable  to  the  sales  made 
under  contracts  subject  to  renegotiation. 
In  deciding  this  question  as  to  any  par- 
ticular patent,  the  renegotiating  agency 
should  consider  the  extent  to  which  the 
products  sold  involve  the  use  of  the  in- 
vention or  inventions  covered  by  the 
patent,  and  as  a  general  rule  it  should 
appear  that  the  patent  has  not  expired, 
that  no  final  adjudication  has  been  made 
by  a  court  of  competent  jurisdiction 
holding  the  patent  Invalid,  and  that  It  is 
not  in  fact  the  property  of  the  licensee. 

§  423.388-2  Charitable  and  other  con- 
tributions. Charitable  and  similar  con- 
tributions are  not  allocable  to  renegotl- 
able  baslness. 

§  423.388-3  Cost  allowance  in  con- 
nection with  raw  materials.  Reference 
Is  made^o  §  423.343-3  for  a  discussion  of 
the  allowance  of  a  fair  cost  of  exempt 
raw  materials  processed  by  an  Integrated 
producer. 

§  423.388-4  Inventories.  If,  in  the 
opinion  of  the  renegotiating  agency,  in- 
ventory valuation  is  a  significant  ele- 
ment In  determining  profits,  no  deter- 
mination of  excessive  profits  or  of  non- 
excessive  profits  should  be  made  unless 
the  renegotiating  agency  Is  satisfied  as 
to  the  value  of  the  inventory  necessary 
to  the  determination  of  renegotiable 
profits. 

<a)  A  physical  inventory  is  the  most 
satisfactory  basis  for  an  Inventory  valu- 
ation; however,  a  physical  inventory 
taken  within  a  reasonable  time  (ordi- 
narily not  in  excess  of  three  months)  of 
the  close  of  the  period  and  reconciled  to 
the  close  of  the  period  may  be 
acceptable. 

(b>  In  the  absence  of  a  physical  in- 
ventory at  or  within  a  reasonable  time 
from  the  close  of  the  period  Involved  in 
the  renegotiation,  the  contractor's  book 
records  will  not  be  accepted  as  an  ap- 
propriate basis  for  an  inventory  valua- 
tion as  of  the  close  of  such  period  unle.ss 
the  renegotiating  agency  is  satisfied  (1> 
after  spot  checks  or  other  tests,  that  the 
recorded  inventory  properly  reflected 
the  actual  inventory  on  hand,  or  (2) 
that  the  method  of  determining  inven- 
tory is  such  as  to  assure  reasonable 
agreement  between  the  recorded  inven- 
tory and  the  actual  inventory  on  hand. 

(c>  If  necessary  in  order  to  arrive  at 
a  satisfactory  valuation  of  inventory  at 
the  close  of  the  period  involved  in  the 
renegotiation,  the  Board  may  either  iD 
cause  rf  physical  inventory  to  be  taken 
by  or  on  behalf  of  the  Government  as 
near  as  po.ssible  to  the  close  of  the  pe- 
riod Involved  in  the  renegotiation,  or 
(2)  if  such  a  physical  inventory  is  not 
feasible,  estimate  the  inventory  valua- 
tion as  at  the  close  of  the  period  in- 
volved in  the  renegotiation,  making  such 
adjustments  in  the  book  inventory  as, 
on  the  basis  of  the  information  then 
available,  will  protect  the  interests  of 
the    Governmt'nt     and    minimize    the 
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likelihood  of  an  understatement  of 
profits  for  the  period  involved  in  the 
renegotiation. 

(d)  If  the  data  submitted  by  the  con- 
tractor Include  financial  statements 
certified  by  Independent  public  ac- 
countants, and  if  these  accountants 
have  not  qualified  their  opinion  as  to 
the  correctness  of  the  accounts  be- 
cause of  Inventory  practices  which  in 
their  opinion  are  inadequate,  the  re- 
negotiating agency  will  not  ordinarily 
require  a  physical  inventory  to  be  taken 
by  or  on  behalf  of  the  Government. 

§  423.389    Taxes  measured  by  income. 

§  423.389-1  In  general.  Taxes  meas- 
ured by  Income,  other  than  Federal 
taxes,  like  all  other  State  and  local  taxes, 
are  allowable  as  items  of  cost  for  pur- 
poses of  renegotiation  to  the  extent 
estimated  to  be  allowable  under  the 
Internal  Revenue  Code,  and  to  the  ex- 
tent allocable  to  renegotiable  business 
as  provided  hereafter.  The  term  "taxes 
measured  by  income"  is  interpreted  to 
mean  taxes  which  vary  in  accordance 
with  the  amount  of  net  income  of  the 
taxpayer.  Such  term  does  not  include 
taxes  imposed  upon  or  measured  by  gross 
income,  gross  receipts  or  sales.  Such 
taxes  measured  by  net  income  are  herein 
referred  to  generally  as  "State  Income 
taxes"  although  actually  they  may  not 
b"  designated  as  "income  taxes"  in  the 
legislation  imposing  such  taxes,  and  al- 
though they  may  be  imposed  by  political 
subdivisions  other  than  a  state. 

S  423.389-2  Allocation.  State  income 
taxes  measured  by  or  attributable  to 
profits  to  be  eliminated  as  excessive  may 
not  be  allowed  as  an  item  of  cost  for 
purposes  of  renegotiation.  For  the  ap- 
plication of  this  rule  the  renegotiating 
agency  will  first  determine  a  tentative 
amount  of  excessive  profits  to  be  elimi- 
nated without  allowance  of  any  amount 
of  State  income  tax,  and  will  then  reduce 
such  tentative  determination  by  the 
amount  of  State  income  tax  estimated  to 
be  attributable  to  renegotiable  profits 
deemed  to  be  not  exces.slve.  The  deter- 
mination of  this  adjustment  will  be  made 
in  accordance  with  the  rules  set  forth 
§§423  389-3  to  423.389-7,  or  in  accord- 
ance with  any  other  method  which  in  the 
opinion  of  the  renegotiating  agency  will 
accomplish  approximately  the  same 
result.  The  final  determination  of  ex- 
cessive profits,  after  allowance  of  the 
estimated  State  income  tax  but  before 
allowance  of  the  credit  for  Federal  taxes 
provided  for  by  section  3806  of  the  In- 
ternal Revenue  Code,  shall  be  "rounded" 
to  the  nearest  hundred  dollars  ($100). 

§  423.389-3  State  income  taxes  im- 
posed at  a  "flat  rate."  If  the  State 
income  tax  is  Imposed  at  a  flat  rate,  the 
tentative  determination  of  excessive 
profits  is  reduced  by  an  amount  equal  to 
the  flat  tax  rate  applied  to  the  amount 
of  profits  found  to  be  not  exceissive.  The 
refund  so  determined  Is  then  "rounded 
off."  before  application  of  the  credit  for 
Federal  taxes. 

§  423.389-4  Graduated  State  income 
tax.  If  the  State  income  tax  is  imposed 
at  graduated  rates  as  distinguished  from 
a  "flat  rate,"  the  allowance  shall  be  com- 
puted as  follows: 


(a")  A  recomputation  of  State  Income 
taxes  shall  be  made,  based  on  the  total 
taxable  income  after  deduction  of  the 
amount  of  the  tentative  determination  of 
excessive  profits  on  renegotiable  busi- 
ness; 

(b)  The  amount  of  State  income  tax 
attributable  to  the  non-excessive  rene- 
gotiable proflts  shall  be  the  amount  com- 
puted by  applying  the  ratio  of  renego- 
tiable profit,  after  deduction  of  the 
amount  of  the  tentative  determination 
of  excessive  profits  on  renegotiable  busi- 
ness, to  total  proflts  after  deduction 
therefrom  of  the  amount  of  the  tenta- 
tive determination  of  excessive  proflts  on 
renegotiable  business; 

(c)  The  base  for  the  computations 
required  b>  paragraphs  (a)  and  (b)  of 
this  section  shall  be  Income  on  the  ba- 
sis provided  for  by  the  law  Imposing  the 
State  income  tax;  if  the  State  law  pro- 
vides for  exclusion  or  limiting  of  certain 
classes  of  Income  for  deduction,  appro- 
priate adjustments  will  be  made  in  the 
computations; 

<d)  If  the  contractor  has  a  lo.ss  on 
non-renegotiable  business,  the  tax  attrib- 
utable to  the  non-excessive  renegotiable 
profits  will  be  the  amount  of  tax  com- 
puted on  the  tentative  retainable  profits 
as  computed  under  paragraph  (a)  of 
this  section. 

Example: 


l.inp 

Rene- 

Rt-ti-^- 

Non- 
re  1 10- 
poi  in- 

Total 

1 

Basic  profit  for  rcnrpo- 
liHtion,  N-fiire  rcne- 
potiaiion 

$130.  OOP 

»,'«».  00(1 

$.'AOO(i 

fcaaooo 

2 

NoiiBpiilicahlr  Inronie 
or  (lo?.w5\  not,  and 
other      ftdjilFtrrn'iits 
nrcpssvy   for    Sttte 
inronie  lax  purjjoscs- 

TaxaWr     inoom?     for 
i^ihU-  income  lax  piir- 
jHist's,   I'cforp   tpnta- 
live  (IcUrnilnafionof 
px«'.>-sivc  T.roflts 

Loss:  TrnlHtive  dcUr- 
iiiinntionorexcnvive 
profit?     

tso.nit) 

3 

4 

$I20.(W$.%50.000 
$25,000 

$<.n),ooo 

$2.1. 0<X) 

TaiaMe     Income    for 
Ptato     Inconu'     t^xx 
I>i)rp<"!0<!,  nfttr  lentn- 
llve  dell  riniimtton  of 
e.\(v^sivl•  profits 

IVrcrnt  of  taxalilo  In- 
come (line  6)  to  lolal 
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14.73%!  88.27^  10l).0iri 

A.s6Ume  that  on  total  Income  of  $670,000 
before  tentative  determination  of  excessive 
profits  the  State  Income  tax  was  $22,550.  that 
$25,000  Is  the  amount  of  the  tentative  de- 
termination of  excessive  profits,  and  that 
the  tax  on  total  Income,  as  adjusted,  of 
$645,000.  Is  $21,550.  The  State  tax  allow- 
able as  a  cost  will  therefore  be:  $21,550  X 
14.73';.  or  $3,175.  and  the  net  detenftina- 
tion  of  excessive  proflts  will  be  computed  as 
follows: 

Tentative  determination $25,000 

T;ix    on    non-exctssive    renegotiable 
proflts,  per  above  computation 3,175 

Net  determination 21,825 

"Rounded-ofl"   to 21,800 

§  423.389-5  Multiple  State  income 
taxes.  If  the  contractor  is  doing  busi- 
ness in  more  than  one  State,  he  may  be 
subject  to  more  than  one  income  tax. 
In  such  event,  the  allowance  should  be 
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made  by  an  accurate  determination  of 
the  tax  attributable  to  the  non-excessive 
renegotiable  profits  imposed  by  each 
State,  in  accordance  with  the  rules  stated 
In  §§423.389-1  to  423.389-4,  if  such  a 
computation  is  feasible.  If  an  exact 
computation  is  not  feasible,  the  allow- 
ance should  be  made  upon  the  best  esti- 
mate of  the  renegotiating  agency  and  the 
contractor,  made  in  good  faith  and  with 
reasonable  care.  This  estimate  may  take 
the  form  of  a  prorata  application  to  each 
State  of  the  non-excessive  renegotiable 
profits  based  upon  the  profits  before  re- 
negotiation attributable  to  each  Slate,  if 
no  more  accurate  method  is  available. 
If  all  such  taxes  are  imposed  at  flat  rates. 
a  composite  rate  may  be  obtained  by 
dividing  total  State  income  taxes  by  total 
profits,  and  this  composite  rate  may  be 
applied  to  the  non-excessive  renegotia- 
ble profits.  ^ 

§  423.389-6  State  income  tax  meas- 
ured by  income  for  preceding  year.  In 
some  States,  the  tax  is  measured  by  the 
income  for  the  year  subject  to  renego- 
tiation, but  is  a  liability  of  the  contractor 
not  for  such  year  but  for  the  next  suc- 
ceeding year.  In  this  event,  the  allow- 
ance for  such  tax  will  be  made  as  though 
such  tax  measured  by  the  income  subJQf  t 
to  renegotiation  were  in  fact  a  liability 
for  the  year  subject  to  renegotiation. 

§  423.389-7  State  income  tax  of  con- 
tractor operating  as  a  partnership  or 
sole  proprietorship,  (a)  A  contractor  do- 
ing business  as  a  partnership  or  .sole  pro- 
prietorship is  entitled  to  an  allowance 
for  State  income  tax  based  upon  the  tax 
liability  of  the  individual  partners  or  of 
the  proprietor.  In  the  case  of  a  partner- 
ship, allowance  will  be  made  for  the 
aggregate  of  the  State  taxes  attributable 
to  each  partner's  share  of  non-excessive 
renegotiable  proflts. 

(b)  Normally  the  State  Income  tax  is 
Imposed  upon  individuals  on  a  graduated 
basis.  Reference  is  therefore  made  to 
§  423.389-4. 

(c>  If  a  contractor  is  a  partnership  or 
.sole  proprietorship  and  is  subjected  to  an 
unincorporatei*  biLsiness  tax  measured  by 
Income,  allowance  must  be  made  there- 
for as  well  as  for  the  State  income  taxes ' 
of  the  partners  or  the  proprietor. 

(d)  If  a  so-called  "salary  allowance" 
Is  made  in  renegotiation  for  the  services 
of  partners  or  proprietors,  the  amount  of 
such  "salary"  allowed  to  each  partner  or 
to  the  proprietor  will  be  deducted  from 
the  partner's  or  proprietor's  share  of  the 
non-excessive  renegotiable  proflts  before 
calculation  of  the  State  income  tax  at- 
tributable to  .such  non-excessive  rene- 
gotiable profits.  Such  "salary  allow- 
ance" will  al.so  be  deducted  before 
calculating  any  such  unincorporated 
business  tax  adjustment. 

Adopted:  February  17,  1949. 

Frank  L.  Roberts, 

Chairman, 
Military  Renegotiation  Policy 

and  Review  Board. 

Approved:  March  26,  1949. 

James  Forrestal, 
Secretary  of  Defense. 

IP.'R.    Doc.    49-2620;    Piled.    Apr.    6.    1949; 
8:57  a.  m.J 


Chapter  VII — Department  of  the 
Air  Force 

Subchapter  F— Orgonized  Reserve* 

Part  861 — Officers'  Reserve  Corps 

inactive  duty  tr.alninc  pay  and 
allowances 

Regulations  contained  In  §§861.61  to 
861.65  (13  F.  R.  8760)  are  hereby  revised 
to  read  as  follows: 

Sec. 

861.61  Policy. 

861.62  Definitions. 

861  63  Inactive  duty  training  and  pay. 

861.64  Attendance  requirements. 

861.65  Corollary   Program. 

861.66  Administrative  function  pay. 

861.67  Inactive  duty  training  without  pay. 

861.68  Volunteer  training  without  remuner- 

ation. 

AtTTHORiTY:  5§  861.61  to  861.68  Issued  under 
Pub.  Law  460.  80th  Cong.,  62  Stat.  87. 
Derivation:  AFR  45-10,  March  22,  1949. 

§  861.61  Policy— (a.)  Priorities.  United 
States  Air  Force  Reserve  personnel  as- 
signed to  the  Organized  Air  Reserve  and 
Medical  personnel  and  chaplains  as- 
signed to  duty  with  the  Organized  Air 
Reserve  will  be  eligible  to  receive  inactive 
duty  training  pay.  Personnel  will  be 
paid,  on  a  quarterly  basis,  to  the  extent 
provided  for  by  appropriations  and  in  ac- 
cordance with  the  following  priorities: 

(1)  Individuals  who  have  mobilization 
assignments. 

(2)  Individuals  participating  in  the 
Corollary  Program. 

(3 1  Individuals  who  have  assignments 
to  United  States  Air  Force  Reserve  Table 
of  Organization  and  Equipment  or  Table 
of  Distribution  units. 

( b  >  Active  duty.  Inactive  duty  train- 
ing pay  will  not  accrue  to  individuals 
while  on  active  duty. 

(c)  Training  period.  Not  more  than 
one  training  period  or  unit  assembly  will 
be  authorizeci  for  pay  purfxjses  for  each 
calendar  day  unless  the  total  or  aggre- 
gate duration  of  such  participation  is  at 
least  eight  hours.  When  such  partici- 
pation is  at  least  eight  hours,  not  more 
than  two  training  periods  or  unit  as- 
semblies will  be  authorized  in  any  one 
day. 

§861.62  Definitions — (a)  Mobilization 
assignment.  Duty  for  which  an  individ- 
ual volunteers  and  Is  a.sslgned  by  com- 
petent authority  on  inactive  duty  status 
In  anticipation  of  war  or  other  National 
emergency  and  for  which  it  is  anticipated 
the  individual  will  be  called  to  active 
duty  in  the  event  of  mobilization. 

(b)  Table  of  Organization  and  Equip- 
ment or  Table  of  Distribution  unit  as- 
signmcnt.  Duty  within  an  authorized 
United  States  Air  Force  Reserve  Table 
of  Organization  and  Eqliipment  or  Table 
of  Distribution  unit  for  which  an  in- 
dividual volunteers  and  to  which  he  is 
assigned  on  inactive  duty  status  in  an- 
ticipation of  war  or  other  National 
emergency. 

(c)  Training  period.  A  duly  author- 
ized period  of  instruction  performed  by 
an  individual  with  a  mobilization  assign- 
ment. Such  training  period  will  be  of  at 
least  two  hours  in  duration  and  normally 
will  be  four  hours  In  duration. 


(d)  Unit  training  assembly.  A  duly 
authorized  and  scheduled  period  of  in-  . 
struction  conducted  by  a  United  States 
Air  Force  Reserve  Table  of  Organization 
and  Equipment  unit.  Table  of  Distribu- 
tion unit,  or  corollary  unit.  Such  unit 
training  assembly  will  be  of  at  least  two 
hours  in  duration  and  normally  will  be 
four  hours  in  duration. 

(e)  Competent  authority.  Chief  of 
Staff,  United  States  Air  Force,  and  the 
commanding  generals  of  major  air  com- 
mands. This  authority  may  be  redele- 
gated  to  subordinate  commanders. 

§861.63  Inactive  duty  training  and 
pay — (a>  Mobilization  assignees.  (1) 
Mobilization  assignees  will  receive  In- 
active duty  training  at  duly  authorized 
training  periods. 

(2)  Personnel  quotas  for  Inactive  duty 
training  pay  will  be  issued  to  the  major 
air  commands  by  Headquarters,  United 
States  Air  Force. 

(3)  Full  use  of  the  two  calendar  days 
comprising  a  week  end  is  encouraged  for 
the  purpose  of  greater  continuity  in  indi- 
vidual training. 

(4)  Not  more  than  48  training  periods 
in  each  fiscal  year  for  inactive  duty  train- 
ing pay  purposes  will  be  authorized  per- 
sonnel with  mobilization  a-ssignments. 
Mobilization  assignment  personnel  will 
be  authorized  not  more  than  six  training 
periods  in  any  calendar  month. 

(5)  Rated  personnel  with  other  than 
aircrew  assignments  will  not  be  consid- 
ered to  have  participated  in  a  training 
period  by  virtue  of  individual  flight  train- 
ing activities. 

(6)  Rated  personnel  with  aircrew  as- 
signments will  not  be  considered  to  have 
participated  in  a  training  period  by  vir- 
tue of  flight  activities  unless  such  train- 
ing Is  authorized  by  competent  authority 
and  accomplished  with  the  organization 
to  which  assigned  or  with  a  similar  type 
organization. 

(b)  Personnel  loith  Table  of  Organiza- 
tion and  Equipment  or  Table  of  Distribu- 
tion assignments.  (1)  Personnel  with 
Table  of  Organization  and  Equipment  or 
Table  of  Distribution  assignments  will  re- 
ceive inactive  duty  training  at  duly  au- 
thorized unit  training  assemblies.  (Not 
applicable  to  corollary  units.) 

(2)  The  units  to  receive  Inactive  duty 
training  pay  will  be  established  by  Head- 
quarters, United  States  Air  Force. 

<  3  >  Units  will  be  authorized  unit  train- 
ing assemblies  for  pay  purposes  as 
follows: 

(1)  Class  A  units  specifically  designated 
for  prompt  mobilization  by  the  Depart- 
ment of  the  Air  Force  will  be  authorized 
a  maximum  of  48  unit  training  a^ssem- 
blies  in  each  fiscal  year  of  which  not  less 
than  two  or  more  than  six  will  be  con- 
ducted In  any  calendar  month.  (The 
minimum  of  two  periods  per  month  may 
be  waived  for  the  month  in  which  a  unit 
is  scheduled  for  active  duty  training.) 

(ii)  All  other  units  will  be  authorized  a 
maximum  of  24  units  training  a.s.semblies 
In  each  fiscal  year  of  which  not  less  than 
one  or  more  than  three  will  be  conducted 
in  any  calendar  month  for  pay  purposes. 
(The  minimum  of  one  period  per  month 
may  be  waived  for  the  month  in  which 
a  unit  is  scheduled  fpr  active  duty 
training.) 
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(4)  Full  use  of  the  two  calendar  days 
comprising  a  week  end  is  encouraged  for 
the  purpose  of  greater  continuity  of  unit 
training. 

(5)  Additional  pay  for  flying  will  be 
authorized  for  individuals  qualifying  for 
Inactive  duty  training  pay  under  the 
provisions  of  subparagraph  <3)  li)  and 
(li>  of  this  paragraph,  upon  publication 
of  appropriate  Executive  orders  required 
by  law  and  when  an  individual  accom- 
plishes the  minimum  flight  requirements 
through: 

(i»  Participation  in  prescribed  indi- 
vidual flight  training. 

dlJ  Participation  in  an  authorized 
unit  flight  training  mi.ssion  which  is  con- 
ducted to  maintain  unit  flying  pro- 
ficiency. 

5  861  64  Attendance  requirements — 
(a)  Officers.  »1)  Officers  with  mobiliza- 
tion assignments  must  participate  in  the 
required  training  pursuant  to  competent 
orders.  No  minimum  number  of  officers 
at  a  duly  authorized  training  period  is 
required. 

(2>-  Officers  with  Table  of  Organiza- 
tion and  Equipment  or  Table  of  Distrib- 
ution unit  assignments  must  participate 
in  the  required  training  pursuant  to  com- 
petent orders.  They  will  not  receive  In- 
active duty  training  pay  for  attendance 
at  any  nnit  training  assembly  at  which 
less  than  60  percent  of  the  assigned 
strength  of  the  unit  was  present.  (Per- 
sonnel absent  on  military  orders  are  ex- 
cluded from  the  assigned  strengths.) 

(b)  Airmen.  Airmen  must  participate 
In  the  required  training  pursuant  to  com- 
petent orders.  No  minimum  number  of 
airmen  at  a  duly  authorized  training  as- 
sembly is  required. 

§861.65  Corollary  program,  (a) 
Personnel  in  corollary  units  will  be  au- 
thorized unit  training  assemblies  for  pay 
purposes  within  budgetary  limitations  as 
follows: 


RULES  AND  REGULATIONS 

( 1  >  Fully  organized  corollary  units  will 
be  authorized  a  maximum  of  43  unit 
training  assemblies  in  each  fiscal  year 
of  which  not  less  than  two  will  be  con- 
ducted In  any  calendar  month. 

(2)  Corollary  units  which  are  not  fully 
organized  will  be  authorized  a  maximum 
of  24  unit  training  assemblies  in  each 
fiscal  year  of  which  not  less  than  three 
will  be  conducted  in  any  calendar 
quarter. 

( b )  Individuals  with  corollary  unit  as- 
signments must  participate  in  the  re- 
quired training  pursuant  to  competent 
orders.  They  will  not  receive  inactive 
duty  training  pay  for  attendance  at  any 
unit  training  assembly  at  which  less  than 
60  percent  of  the  a.ssigned  strength  of 
the  unit  was  present.  (Personnel  ab- 
sent on  military  orders  are  excluded 
from  the  a.sslgned  strengths.)  Pay  of 
airmen  will  not  be  subject  to  the  attend- 
ance requirements  of  this  paragraph. 

•  c)  Additional  pay  for  flying  will  be 
authorized  those  Individuals  qualifying 
for  Inactive  duty  training  pay  under  the 
provisions  of  paragraph  <a)  'D  and  <2) 
of  this  section  upon  publication  of  ap- 
propriate Executive  Orders  required  by 
law  and  when  an  individual  accom- 
plishes the  minimum  flight  requirements 
through: 

(1)  Participation  in  prescribed  Indi- 
vidual flight  training. 

(2)  Participation  in  an  authorized 
unit  flight  training  mission  which  is 
conducted  to  maintain  unit  flying 
proficiency. 

5  861.66  Administrative  function  pay. 
(a)  In  addition  to  other  inactive  duty 
training  pay,  commanding  officers  of 
United  States  Air  Force  Reserve'  Table 
of  Organization  and  Equipment  units 
having  administrative  functions  con- 
nected therewith  will  receive  pay  on  a 
quarterly  basis  within  the  limitation  of 
appropriations,  but  not  to  exceed  the 
following  amounts: 


(1)  All  cla.ss  A  units  and  fully  or- 
ganized corollary  units — not  to  exceed 
$240.00  annually  and  to  accrue  at  the 
rate  of  $20.00  per  month. 

(2)  All  class  B  units  and  corollary 
units  not  fully  organized— not  to  exceed 
S  120.00  annually  and  to  accrue  at  the 
rate  of  $10.00  per  month. 

(3)  All  class  C  units — not  to  exceed 
S60.00  annually  and  to  accrue  at  the 
rate  of  $5.00  per  month. 

(b)  Administrative  function  pay  will 
accrue  on  a  day-to-day  basis  and  is  pay- 
able only  for  periods  during  which  the 
payee  Is  In  an  Inactive  duty  training 
pay  status. 

5  861  67  Inactive  duty  training  u;ith- 
out  pay.  When  authorized  by  com- 
petent authority,  personnel  as.signed  to 
the  Organized  Air  Reserve  may  partici- 
pate in  inactive  dut^trainin^  without 
pay.  When  such  training  is  performed, 
and  funds  are  appropriated  for  this 
purpose,  personnel  will  be  entitled  to 
transportation  to  and  from  such  duty, 
with  subsistence  en  route,  and  during  the 
performance  of  such  duty,  will  be  fur- 
nished subsistence  and  quarters  in  kind 
or  commutation  thereof.  Authorization 
forthis  training  will  be  limited  by  allot- 
ments of  funds  from  Headquarters. 
United  States  Air  Force,  for  this  specific 
purpose. 

§  861.68  Volunteer  training  without 
remuneration.  Nothing  in  this  part  will 
be  Interpreted  to  limit  the  amount  of 
individual  or  tmlt  training  that  may  be 
authorized  or  voluntarily  conducted 
without  pay  or  reimbursement  of  any 
kind. 

[sxalI  L.  L.  Judge, 

Colonel,  V.  S.  Air  Force. 
Air  Adjutant  General. 

|F.    R.    Doc.   4»-2573:     Piled,    Apr.   «.    1949; 
8:46  a.  ml 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 

I  25  CFR,  Part  130  1 

San  Carlos  Indian  Irrigation  Project, 
Arizona 

order  fixing  operation  and  maintenance 
charges 

April  1,  1949. 

Pursuant  to  section  4  (a)  of  the  Ad- 
ministrative Procedure  Act  approved 
June  11,  1946  (60  Stat.  238).  and  by  vir- 
tue of  the  authority  delegated  by  the  Sec- 
retary of  the  Interior  to  the  Commission- 
er of  Indian  Affairs  September  14,  1946 
(11  F.  R.  10297),  under  the  act  of  Au- 
gust 8,  1946  (60  Stat.  939).  notice  is 
hereby  given  of  intention  to  amend 
§130.111;  the  second  paragraph  of 
S  130.69e.  and  S  130.e9f  to  read  as  fol- 
lows: 

§  130.111  Excess  water  charge.  For 
water  delivered  in  exce.ss  of  two  (2)  acre- 


feet  per  acre  there  shall  be  charged  50 
cents  per  acre-foot  per  acre  for  the  first 
acre-foot  of  excess  water  or  fraction 
thereof  delivered,  and  $1.50  per  acre- 
foot  or  fraction  thereof  per  acre  for 
water  delivered  in  exce.ss  of  three  (3» 
acre-feet  per  acre;  provided  there  shall 
be  no  charge  for  free  water  delivered  in 
accordance  with  existing  regulations  and 
no  discrimination  in  the  delivery  of  free 
water  to  Indian  and  non-Indian  lands. 

§  130.69e  Delivery  of  water  and 
operation  and  maintenance  charges  for 
district  lands  and  works.     •     •     • 

The  District,  In  accordance  with  the 
Repayment  Contract,  shall  deliver  two 
( 2 )  acre  feet  of  water  or  such  part  there- 
of as  may  be  legally  and  physically 
available,  to  each  Irrigated  acre  in  the 
District  on  payment  of  Its  said  basic 
charge  and  any  other  charges  due  the 
District  or  the  United  States  under  the 
provisions  of  the  Landowners'  Agree- 
ment and  the  Repayment  Contract: 
Provided,  That  all  sums  due  the  United 
States  provided  for  herein  shall   have 


been  paid  by  the  District  In  accordance 
with  the  provisions  of  this  order  and  the 
terms  of  the  Repayment  Contract;  all 
additional  water,  except  free  water,  as 
provided  for  In  the  Repayment  Contract 
shall  be  paid  for  by  the  landowners  and 
collected  by  the  District,  at  the  rate  of 
fifty  cents  (50^')  per  acre  foot  for  the 
third  acre  foot  per  acre  and  at  the 
rate  of  one  dollar  fifty  cents  ($1.50)  per 
acre  foot  for  all  additional  water  deliv- 
ered, but  the  Secretary  retains  the  right 
to  change  at  any  time  the  charge  for  ex- 
cess water. 

§  130  69f  Delivery  of  water  and  op- 
eration and  maintenance  charges  for  and 
on  account  of  the  Indian  lands  and 
works.  As  hereinbefore  provided,  the 
United  States  will  make  available  for 
operating  and  maintaining  the  Joint 
Works  the  aforesaid  share  thereof  due 
on  account  of  the  50,000  acres  of  Indian 
lands  in  said  Project.  In  addition  there- 
to the  United  States  or  the  Indians  shall 
provide  an  amount  of  money  which  will 
be  sufficient  to  meet  the  per  acre  cost  of 
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maintaining  and  operating  the  Indian 
Works,  which  said  per  acre  cost  shall  be 
termed  the  basic  charge  for  Indian  lands 
and  shall  be  paid  or  provided  for  at  the 
time  and  in  the  manner  provided  from 
time  to  time  by  the  Secretary  of  the 
Interior  in  accordance  with  law  and  the 
Repayment  Contract.  It  is  further  pro- 
vided that  when  the  basic  charge  for 
Indian  lands  plus  the  Indians'  per  acre 
share  of  the  cost  of  Joint  Works  has  been 
determined  and  the  payment  thereof 
made  by  the  Indians  in  advance  or  pro- 
vided for  by  the  United  States  then  there 
shall  be  delivered  to  each  irrigated  acre 
of  Indian  land  two  acre  feet  of  water  or 
such  part  thereof  as  may  be  legally  and 
physically  available  annually;  and  all 
additional  water,  except  free  water  as 
provided  for  in  the  Repayment  Contract, 
delivered  to  Indian  lands  shall  be  upon 
such  terras  as  may  be  pre.scrlbcd  by  the 
Secretary  from  time  to  time  as  provided 
for  in  Article  11  of  the  Repayment  Con- 
tract, but  until  further  order  in  that  re- 
gard it  shall  be  paid  for  in  advance  by 
tiie  Indians  or  provided  for  by  the  United 
States  in  advance  of  delivery  at  the  rate 
of  fifty  cents  i50c)  per  acre  foot  for  the 
third  acre  foot  per  acre  and  at  the  rate 
of  one  dollar  fifty  cents  ($1.50)  per  acre 
foot  for  all  additional  water  delivered. 

Interested  per.<^ons  are  hereby  given  op- 
portimity  to  participate  In  preparing  the 
proposed  amendment  by  submitting  their 
vk'w.s  and  data  or  arguments  in  writing  to 
the  Commissioner  of  Indian  Affairs.  De- 
parlmmt  of  the  Interior.  Washington  25, 
D.  C.  within  30  days  from  the  date  of  the 
publication  of  this  notice  in  the  dally 
issue  of  th?  Federal  Register. 

WiLLi.\M  Zimmerman,  Jr., 
Acting  Commissioner. 

(F.    R     Doc.    49  2563;    Filed.    Apr.    6.    1949; 
8  45  a.  m.l 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 

[  26  CFR,  Part  186] 

Gauging  Manual 

notice  of  proposed  rule  making 

A  notice  Is  hereby  given,  pursuant  to 
the  Administrative  Procedure  Act.  ap- 


proved June  11.  1946.  that  the  regula- 
tions set  forth  in  tentative  form  below 
are  proposed  to  be  prescribed  by  the 
Commissioner  of  Internal  Revenue,  with 
the  approval  of  the  Secretary  of  the 
Treasury.  Prior  to  the  final  adoption  of 
such  regulations,  consideration  will  be 
given  to  any  data,  views,  or  arguments 
pertaining  thereto,  which  are  submitted 
in  writing,  in  duplicate,  to  the  Commis- 
.sloner  of  Internal  Revenue.  Washington 
25,  D.  C,  within  the  period  of  30  days 
from  the  date  of  this  notice  in  the 
Federal  Register.  The  proposed  regu- 
lations are  to  be  i.'jsued  under  the  au- 
thority of  sections  2808.  3036.  and  3176. 
Internal  Revenue  Code  (26  U.  S.  C, 
2808,  3036.  and  3176'. 

ISE.vLl  Geo.  J.  Schoeneman, 

Commissioner  of  Internal  Revenue. 

1.  Sections  186  15  and  186.60  (d)  <2) 
of  the  Gauging  Manual  (26  CFR,  Part 
186).  approved  November  21.  1938.  are 
amended  and  paragraph  (1)  is  added  to 
§  186.60  thereof,  as  hereinafter  provided. 

2.  These  amendments  are  designed 
to  e.'^tabllsh  appropriate  limitations  for 
the  fi'ling  of  packages  of  distilled  spirits 
in  order  to  assure  uniformity  and  pro- 
vi9e  for  essential  wantage;  to  limit  the 
percentage  of  corn  grain  used  in  the 
production  of  "Whisky,"  distilled  from 
bourbon  mash,  to  "SI  percent  or  more 
but  less  than  80  percent."  in  order  to 
a.ssure  the  marking  of  whiskey  distilled 
from  80  percent  or  more  of  corn  grain 
as  "Corn  Whisky,"  consistent  with 
§  186.60  (d)  <3)  and  the  provisions  of 
Regulations  No.  5.  i.ssued  under  the  Fed- 
eral Alcohol  Administration  Act  (see 
sec.  34  (e)  of  Regulations  No.  5.  as 
amended  by  Treasury  Decision  5617'; 
and  to  provide  for  the  marking  of  pack- 
ages of  brandy  to  show  the  addition  of 
caramel  or  burnt  sugar  where  such  mate- 
rial has  been  added  by  the  distiller  or 
warehouseman,  so  that  the  brandy^  will 
be  properly  classifiable  for  rectification 
purposes. 

§  186.15  Filling  of  packages.  Except 
as  otherwise  provided  herein,  all  pack- 
ages of  distilled  spirits  will  be  filled  to 
capacity  or  to  an  extent  which  will  leave 
a  wantage  of  not  more  than  one-half  gal- 
lon. Where,  upon  suspension  of  opera- 
tions or  a  change  in  the  type  of  spirits 
being    produced,   there   are   insufficient 


spirits  to  fill  the  last  package,  the  pack- 
age may  be  filled  as  a  remnant  package. 
Upon  application  and  proper  showing 
by  the  distiller,  the  district  supervisor 
may  authorize  a  wantage  exceeding  one- 
half  gallon  or  a  specified  content  per 
package  to  permit  subsequent  heating  of 
the  spirits  in  warehouse,  reduction  in 
proof  in  the  original  package  upon  tax- 
payment,  the  filling  of  pacliages  with  a 
uniform  quantity,  or  for  other  valid 
rea.<;on.  Where  the  wantage  exceeds  one- 
half  gallon,  notation  showing  the  want- 
age allowed,  or  that  a  uniform  quantity 
was  placed  In  each  package,  or  that  the 
package  was  a  remnant,  as  the  case  may 
be,  win  be  made  by  the  storekeepdr- 
gauger  on  Form  1520  covering  the  entry 
gauge  of  the  packages.  (Sees.  2808  and 
3176.  I.  R.  C.) 

§  186.60  Kind  of  spirits  branded  on 
barrel.     *     •     • 

(d)    •     •     • 

i2>  Spirits  distilled  at  not -exceeding 
160  degrees  of  proof  from  a  fermented 
mash  of  not  less  than  51  percent  rye 
grain,  wheat  grain,  malted  barley  grain, 
malted  rye  grain,  or  51  percent  or  more 
but  less  than  80  percent  corn  grain, 
withdrawn  from  the  cistern  room  at  the 
distillery  at  not  more  than  110  degrees 
and  not  less  than  80  degrees  of  proof,  and 
packaged  in  reu.sed  cooperage,  shall  be 
branded  "WhLsky."  Such  spirits  shall 
be  further  marked,  as  provided  by 
§  186.153.  with  the  words  "Distilled  from 
Rye  (or  Wheat,  Malt,  Rye  Malt,  or  Bour- 
bon) Mash."  as  the  case  may  be. 

•  •  •  •  • 

(1)  Where  burnt  sugar  or  caramel  Is 
added  to  brandy  under  the  conditions 
prescribed  by  the  regulations  governing 
the  production  of  brandy  (26  CFR,  Part 
184),  or  under  the  conditions  prescribed 
by  the  regulations  governing  the  ware- 
housing of  distilled  spirits  (26  CFR,  Part 
185 » ,  the  letters  "B.  S.  A."  will  be  marked 
on  the  head  of  the  package  as  provided 
by  §  186.153.  (Sees.  2808.  3036,  3176, 
I.  R.  C.) 

3.  This  Treasury  decision  shall  be 
effective  on  the  31st  day  after  the  date  of 
its  publication  in  the  Federal  Register. 

(Sees.  2808,  3036.  3176,  Internal  Revenue 
Code  (26  U.  S.  C.  2808.  3036.  3176)) 

|F.    R.    Doc.    49-2593;    Filed,    Apr.    6.    1949; 
8:56  a.  m.J 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Martagement 

Alaska 
shore  space  restoration  no.  414 

M.^RCH  29.  1949. 

By  virtue  of  the  authority  contained 
In  the  act  of  June  5.  1920  (41  Stat.  1059, 
48  U.  S.  C.-372).  and  in  accordance  with 
43  CFR.  §4.275  (56)  (Departmental 
Order  No.  2325  of  May  24.  1947.  12  F.  R. 
8566).  and  Order  No.  319  of  July  19.  1948 
(43  CFR  £0  451,  13  F.  R.  4278).  it  is 
ordered  as  follows: 


Subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals, 
the  80-rod  shor^  space  reserve  created 
under  the  act  of  May  14.  1898  <30  Stat. 
409) ,  as  amended  by  the  act  of  March  3, 
1903  (32  Stat.  1028,  48  U.  S.  C.  371),  is 
hereby  revoked  as  to  the  following  de- 
scribed lands: 

A  tract  of  land  on  Knudson  Cove,  identified 
as  Lot  807,  U.  S.  Survey  No.  2556,  containing 
3.29  acres  (Homeslte  application  of  Jesse  S. 
Kiffer,  Anchorage  011361). 

A  tract  of  land  on  Gastlneau  Channel, 
Identified  as  Tract  "M."'  U.  8.  Survey  No. 
2475,  containing  4.99  acres  (Homesite  appllca- 
tiua  of  John  M.  Oreany,  Anchorage  011068). 


A  tract  of  land  on  Knudson  Cove,  identified 
as  Lot  "N,"  Tract  "B,"  U.  S.  Survey  No.  2555, 
containing  4.30  acres  (Homesite  application 
of  Lawrence  W.  Carson,  Anchorage  012212) . 

A  tract  of  land  on  Ten^^ee  Inlet  on  Chicha- 
gof  Island,  Identified  &s  Homesite  No.  648,  Lot 
2,  U.  S.  .Survey  2450,  containing  4  38  acres 
(Homesite  application  of  Carl  Engstrom,  An- 
chorage 011970). 

A  tract  of  land  located  on  Tongass  Nar- 
rows, identified  as  Lot  12,  U.  S.  Survey  No. 
2402,  containing  0.95  acres  (Homesite  ap- 
plication of  Anna  Ream,  Anchorage  010440). 

A  tract  of  land  located  on  Tee  Harbor,  an 
arm  of  Stevens  Passage,  Identified  as  Lot  "A," 
U.  S.  Survey  No.  2338,  containing  4.78  acres 
(Homesite  application  of  Carls  Nils  Anderson, 
Anchorage  011332). 
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A  tract  of  land  located  on  Clover  Pass, 
Identified  as  Lot  •AB,"  l^.  S.  Survey  No.  2563, 
containing;  0.57  acre  (Headquarters  Site  Ap- 
plication of  John  F.  Todd,  Anchorage  012101 ) . 

A  tract  of  land  on  Clover  Pass,  identified  as 
HomeSite  No.  372,  Lot  "A,"  U.  S  Survey  No. 
2553.  containing  2.70  acres  (Homeslte  ap- 
plication of  Mary  L.  McCann,  Anchorage 
012512). 

A  tract  of  land  on  Tee  Harbor,  an  arm  of 
Stevens  Passage,  Identified  as  Homeslte  No. 
708.  Lot  "J,"  U.  S.  Survey  No.  2753,  containing 
0  97  acre  (Homeslte  application  of  John  L. 
Donahue.  Anchorage  011058). 

A  tract  of  land  located  on  Clover  Pass,  Iden- 
tlf.ed  as  Homeslte  No.  578,  Lot  "E.  U.  S.  Sur- 
vey No.  2553.  containing  1.97  acres  (Homeslte 
application  of  Trella  A.  Bailey,  Anchorage 
012697). 

A  tract  of  land  located  on  Tongass  Narrows. 
Identified  as  Homeslte  Lot  57.  U.  S.  Survey  No. 
2402,  containing  0.28  acre  (Homeslte  applica- 
tion of  Clifford  E.  Emards,  Anchorage  012513). 

A  tract  of  land  located  on  Orca  Inlet,  iden- 
tlfird  as  U.  S.  Survey  No.  2652.  containing  4  64 
acres  (Homeslte  application  of  John  Kuzak, 
Anchorage  09930). 

A  tract  of  land  on  Gastlneau  Channel.  Iden- 
tified as  Lot  "D  ••  U.  S.  Survey  No.  2560,  con- 
taining 4.47  acres  (Homeslte  application  of 
Alex  Daroff,  Anchorage  011283). 

A  tract  of  land  on  Upper  Trail  Lake.  Iden- 
tified as  Lot  5.  U.  S.  Survey  No.  2528,  contain- 
ing 4.79  acres  (Homeslte  application  of  Lyle 
William  Saxton.  Anchorage  011268). 

A  tract  of  land  on  Port  Baglal,  identified  as 
Homeslte  No.  591  ol  East  Craig  Group,  U.  S. 
Survey  No.  2611.  containing  2  5  acres  (Home- 
site  application  of  Tennes  Aarstad.  Anchor- 
age 012679). 

A  tract  of  land  within  U.  S.  Survey  No.  1763. 
located  on  Jamestown  Bay,  containing  ap- 
proximately five  acres,  described  as  follows: 
"Beginning  on  cor.  no.  1  on  the  northerly  end 
thirty  feet  from  center  of  Sawmill  Creek 
Highway:  thence  running  500  feet  easterly  to 
'  corner  no.  2.  which  Is  thirty  feet  from  high- 
way; thence  running  500  feet  northerly  to 
cor.  no.  3;  thence  running  500  feet  northwest- 
erly to  cor.  no.  4;  thence  running  southwest- 
erly 500  feet  to  place  of  beginning."  (Home- 
site  application  of  Nicholas  E.  Bolshanln.  An- 
chorage 011359). 

The  area.s  described  aggregate  approxi- 
mately 46  acres. 

That,  .'subject  to  valid  existing  rights 
and  exi.sting  withdrawaLs,  the  80-rod 
.«;hore  space  reserve  which  may  now  or 
hereafter  be  created  between  claims  to 
land  within  U.  S.  Survey  No.  2528.  located 
on  Upper  Trail  Lake,  is  hereby  revoked. 

Lowell  M.  Ptjckett, 
Regional  Administrator. 

|F.    R.    Doc.    49  2574:     Filed.    Apr.    6,    1949; 
8:46  a.  m.] 


Nevada 

classification  order 

March  9.  1949. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3),  13 
F.  R.  4278).  I  hereby  cla.ssify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609).  as  amended  July  14.  1945  <59  Stat. 
467.  43  U.  S.  C.  section  682a),  as  herein- 
after Indicated,  the  following  described 
land  in  the  Carson  City,  Nevada,  land 
district,  embracing  approximately  60 
acres. 


NOTICES 

Nevada  Small  Tract  Classification  No.  22 

For  lease  for  business  sites  only: 

Tracts  numbered  2,  3,  6.  7,  10,  11.  14,  15,  18. 

19,  22,  24.  27,  28,  31,  32,  35.  36,  39,  40,  43,  44,  In 
the  NW'4SW',4  and  SW^NW'^  of  Sec.  28, 
T.  21  S..  R.  61  E..  M.  D.  M. 

For  lease  for  homes! tes  only: 

Tracts  numbered  1.  4.  6,  8.  9,  12,  13.  16.  17, 

20.  21.  25.  26.  29.  30,  33,  34.  37,  38.  41,  42.  45.  In 
the  NWUSWU  and  SW^NWU  of  Sec.  28, 
T.  21  S..  R.  61  E.,  M.  D.  M. 

This  land  is  situated  along  the  main 
highway  leading  from  Las  Vegas.  Nevada, 
to  Los  Angeles.  California,  and  is  within 
5  miles  of  the  center  of  the  town  of  Las 
Vegas. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  March  18.  1946,  and 
are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  May  11.  1949.  At 
that  time  such  land  shall,  subject  to 
valid  existing  rights,  become  ."subject  to 
application  as  follows: 

<a»  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  May  11,  1949.  to  close  of  busi- 
ness on  August  9,  1949 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  8:30  a.  m.,  March 
18,  1946.  to  the  close  of  ^-usiness  on 
May  11.  194-9. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m.,  August  10,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8  30  a.  m., 
March  18.  1946,  to  the  close  of  bu.sine.ss 
on  August  10,  1949. 

5.  Applications  filed  within  the  pe- 
riods mentioned  in  paragraph  3(b)  and 
4  (a)  will  be  treated  as  simultaneously 
filed. 

6.  All-  of  the  land  will  be  leased  in 
tracts  of  approximately  0.63  acre,  each 
being  approximately  120  by  230  feet,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the 
land  described  in  the  application,  pro- 
vided the  tract  conforms  to  or  is  made 
to  conform  to  the  area  and  the  dimen- 
sions specified  in  paragraph  6. 

8.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  for  homesites 
of  $5.00.  for  business  sites  $20.00.  pay- 
able in  advance  for  the  entire  period. 

9.  Tracts  will  be  subject  to  rights-of- 
way  for  road  purposes  and  public  utili- 
ties as  follows: 

33  feet  along  north  boundary  of  Tracts  1 
and  2. 

le'-i  feet,  along  south  boundary  of  Tracts 
21  and  22. 

16 '2  feet  along  north  boundary  of  Tract* 
24  and  25, 

33  feet  along  south  boundary  of  Tracts 
44  and  45. 

Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State. 
County  or  municipality  In  which  the 
tract  is  situated,  or  by  any  agency  there- 
of.   The  rights-of-way  may.  In  the  dis- 


cretion of  the  authorized  officer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  issuance  of 
the  patent.  If  not  so  located,  they  may 
be  subject  to  location  after  patent  is 
issued. 

10.  All  inquiries  relating  to  these  lands 
.should  be  addressed  to  the  Acting  Man- 
as;er.  District  Land  Office.  Carson  City. 
Nevada. 

L.  T.  Hoffman. 
RcQional  Adtninistrator. 

IF.    R.    Doc.    49-2567;    Piled,    Apr.    t.    1943; 
8:45  n.  m.J 


Geological  Survey 

Mount  Diablo.  California 

POWER    SITE    classification    NO.    401 

Pursuant  to  authority  vested  in  me  by 
the  act  of  March  3,  1879  t20  Stat.  394; 
43  U.  S.  C.  31).  and  by  Departmental  Or- 
der No.  2333  of  June  10,  1947  (43  CFR 
4  623;  12  F.  R.  4025),  the  following  de- 
scribed land  is  hereby  classified  as  power 
sites  in.sofar  as  title  thereto  remains  in 
the  United  States  and  subject  to  valid 
existing  rights:  and  this  classification 
.■^hall  have  full  force  and  effect  under  the 
provisions  of  section  24  of  the  act  of  June 
10.  1920,  as  amended  by  section  211  of  the 
act  of  August  26.  1935  (16  U.  S.  C.  818 » : 

Mount  Diabi.o  Meridian.  Calipoknu 

T.  10  N..  R.  7  E.. 
Sec.  25.  lot  3; 
Sec.  35.  lot  1. 

The  area  described  aggregates  16.50 
acres. 

JULLAN  D.  Se.«.RS. 

Acting  Director. 

March  30,  1949. 

|F.    R.    Doc.    49-25C6:    Pfled.    Apr.    6.    1949: 
8:45  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

(Administrative  Order  1919] 
Loan  Announcement 

March  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Iowa  41H  Hancock. 


Amount 
9190. 000 


[se.\l]  William  J.  Neal, 

'  Acting  Administrator. 

[F.    R.    Doc.    49  2578;    Filed.    Apr.    6,    1949; 
8:47  a.   m  ] 


[Administrative  Order  1920] 
Loan  Announcement 

March  12,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  Xollowing 
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designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

South  Carolina  19R  Laarens $280,000 

[seal]  William  J.  Neal, 

Acting  Administrator. 

|F.    R.    Doc.    49  2579;    Filed.    Apr.    6,    1949; 
8:48  a.   m.l 


[Administrative  Order  1921) 
Loan  ANNOtmcEMENx 

March  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Oklahoma  25R  Rogers. 


Amount 
$700.  000 


[SEAL J 


WiLUAM    J.    NEAL. 

Acting  Administrator. 


IF.    R.    Doc.    49-2580;    Filed.    Apr.    6.    1949; 
8:48  a.   m.] 


[Administrative  Order  19221 
Loan  Announcement 

March  12.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Georgia  22T  Colquitt. 

[seal] 


Amount 
$320,  000 


Willi.am  J.  Neal. 
Acting  Administrator. 

[F.    R.    Doc.    49-2581;    Filed,    Apr.    6,    1949; 
8:50  a.  m.] 


[Administrative  Order  1923] 
Allocation  of  Funds  for  Loans 
March  12.  1949. 
I  hereby  amend:    (a)  Administrative 
Order  No.  970.  dated  October  5.  1945.  by 
rescinding     the     allocation     of    $34,000 
therein  made  for  "Texas  129A  Cost." 

[SEALl  William  J.  Neal, 

Acting  Administrator. 

[F.    R.    Doc.    49  2582:    Filed.    Apr.    6,    194i»; 
8:51  a.  m.) 


[Administrative  Order  1924] 
Allocation  of  Funds  for  Loans 
March  12,  1949. 
Inasmuch  as  Broad  River  Electric  Co- 
operative. Inc..  has  transferred  certain  of 
Its  properties  and  assets  to  York  County 
Electric    Cooperative.    Inc..    and    York 
County  Electric  Cooperative,  Inc..  has 
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a.ssumed  in  part  the  Indebtedness  to 
United  States  of  America  of  Broad  River 
Electric  Cooperative.  Inc.,  arising  out  of 
loans  made  by  United  States  of  America 
pursuant  to  the  Rural  Electrification  Act 
of  1936,  as  amended.  I  hereby  amend: 

(a)  Administrative  Order  No.  257. 
dated  June  2.  1938,  as  amended  by  Ad- 
ministrative Order  No.  457,  dated  May 
10.  1940,  and  Administrative  Order  No. 
659.  dated  January  23,  1942,  by  further 
changing  the  project  designation  ap- 
pearing therein  as  "South  Carolina  33 
Cherokee  (South  Carolina  9009D1  State 
Authority) "  in  the  amount  of  $114,793.26 
to  read  "South  Carolina  33  Cherokee 
(South  Carolina  9009D1  State  Authori- 
ty)" in  the  amount  of  $7,161.95  and 
"South  Carolina  41  York  (South  Caro- 
lina 33  Cherokee  I  South  Carolina 
9009D1  State  Authority])"  in  the 
amount  $107,631.31. 

[seal]  William  J.  Neal, 

Acting  Administrator. 

[P.    R.    Doc.    49-2583;    Filed,    Apr.    6.    1949; 
8:51  a.  m.l 


[Administrative  Order  1925] 

Loan  Announcement 

March  17,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Wisconsin  41K  Vernon 


Amount 
$537,000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc,    49-2584;    Filed.    Apr.    6,    1949; 
8:51  a.  m.l 


[Administrative  Order  .1926] 
Loan  Announcement 

March  17.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

South  Dakota  15H  Butte. 


Amount 
$130,000 


[seal] 


Claude  R.  Wickard, 
Administrator, 


(P.    R.    Doc.    49-2585;    Filed.    Apr.    6.    1949; 
8:61  a.  m.] 


[AdmtnUtratlve  Order  1927] 
Loan  Annottncement 

March  18.  1949. 

*  Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
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minlstrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Oregon  21K,  L  Coos •1,000.003 


[seal] 


Claude  R.  Wickard. 
Administrator. 


[P.    R.    Doc.    49-2586;    Filed,    Apj.    6,    1949; 
8:51   a.   m.] 


[Administrative  Order  1928 J 
Loan  Announcement 

•  March  18,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation : 
Texas   72K   Lamar. 


Amount 
$245.  000 


[seal]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-2587;    Filed,    Apr.    6.    1949; 
8:52  a.  m.] 


[Administrative  Order  1929] 
Loan  Announcement 

March  18,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation : 

Wisconsin  55R,  S  Adams 


Amount 
$546, 000 


[seal]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49-2588;    Filed,    Apr.    6,    1949; 
8:52  a.  m.] 


[Administrative  Order  1930] 
Loan  Announcement 

March  21.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Kansas  50D  Labette 


Amount 
$345,000 

[seal]  Claude  R.  Wickard, 

Adjninistrator. 

[P.    R.    Doc.    49-2589;    Filed,    Apr.    6,    1949; 
8:52  a.  m.] 


[Administrative  Order  1931] 
Loan  Announcement 

March  21.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 


lent 

a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Illinois. 40R  Macoupin. --  $310,000 

[SEALl  Claude  R.  Wickard. 

Adminiatrator. 

|F.    R.    Doc.    49  2590;    Filed,    Apr.    6,    1949; 
8:52  a.   m  ) 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Steel  Allocation  Plan 
FOR  ECA  Countries 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395,  80th  Congress,  as  amended, 
and  Executive  Order  9919.  after  con- 
sultation with  representatives  of  the 
steel  producing  industry  and  with  in- 
terested government  agencies,  and  after 
expression  of  the  views  of  industry,  labor 
and  the  public  generally  at  an  open 
public  hearing  held  on  March  11,  1949, 
has  determined  that  the  following 
plan  of  voluntary  action  is  practicable 
and  is  appropriate  to  the  successful 
■*  carrying  out  of  the  policies  set  forth  in 
Public  Law  395,  as  amended: 

1.  Purpose  of  plan.  This  plan  sets  up 
the  procedure  under  which  steel  pro- 
ducers participating  herein  agree  vol- 
untarily to  make  steel  products  avail- 
able for  essential  requirements  of  cer- 
tain countries  participating  in  the 
Economic  Cooperation  Administration 
program. 

2.  Definitions.  For  the  purpose  of 
this  plan,  'ECA  country"  means  any 
foreign  country  which  is  participating 
in  the  Economic  Cooperation  Adminis- 
tration program  and  for  which  steel 
products  are  allocated  under  this  plan; 
"participating  producer"  means  any 
steel  producer  participating  in  this  plan 
and  includes  Its  producing  and  export- 
ing subsidiaries  and  affiliates. 

3.  Agreement  by  steel  producers. 
During  the  period  this  plan  remains  in 
effect,  participating  producers  will,  out 
of  their  own  production  or  that  of  their 
producing  affiliates  or  subsidiaries,  make 
available,  for  purchase  by  or  on  behalf 
of  ECA  countries,  an  aggregate  total  of 
approximately  161.870  net  tons  of  steel 
products,  distributed  by  monthly  ton- 
nages and  types  of  products  approxi- 
mately as  .set  out  in  Schedule  A  hereto. 

4.  Determination  of  quantities  to  be 
furnished  by  respective  producers.  Un- 
less otherwise  specified  in  its  acceptance 
of  this  plan,  the  quantities  to  be  made 
available  by  each  participating  producer, 
as  its  commitment  under  this  plan,  will 
be  such  as  the  Secretary  of  Commerce, 
after  consulting  the  Steel  Task  Com- 
mittee of  the  Office  of  Industry  Coopera- 
tion of  the  Dtpartment  of  Commerce, 
determines  to  be  fair  and  equitable. 
Each  producer  will  from  time  to  time, 
however,  upon  request  of  the  Secretary 
of  Commerce,  give  consideration  to  mak- 
ing additional  quantities  available.  Pro- 
ducers will  take  credit  against  their 
commitments  under  this  plan  only  for 
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deliveries  on  "certified  orders"  author- 
ized in  accordance  with  paragraph  10 ' 
below. 

5.  Contractual  arrangements.  Such 
steel  products  will  be  made  available 
under  such  contractual  arrangements  as 
may  be  made  by  the  respective  partici- 
pating producers,  or  their  producing  or 
exporting  subsidiaries  and  aflBliates, 
with  the  purchasers.  No  request  or  au- 
thorization under  this  voluntary  alloca- 
tion plan  will  be  made  by  the  Office  of 
Industry  Cooperation  relating  to  the  al- 
location of  orders  or  cu.stomers,  the  de- 
livery of  products,  the  allocation  of  busi- 
ness among  customers,  or  any  limitation 
or  restriction  on  the  production  or 
marketing  of  any  products.  This  plan 
does  not  authorize  or  approve  any  fixing 
of  prices,  and  participation  in  this  plan 
does  not  affect  the  prices  or  terms  and 
conditions  on  which  any  product  is 
actually  .sold  and  delivered. 

Note:  This  paragraph  does  not  relate  In 
any  way  to  export  control  actions  which  the 
Office  of  International  Trade  may  take  in 
connection  with  its  administration  of  the 
export  control  program. 

6.  Limitations  as  to  types,  sizes  and 
quantities.  A  participating  producer 
need  make  available  under  this  plan 
only  those  products  which  are  within  the 
type  and  size  limitations  of  the  mill  or 
mills  which  it  may  select  for  the  fulfill- 
ment of  its  commitment  under  this  plan. 
The  quantities  which  it  may  have  under- 
taken to  make  available  in  any  month 
may  be  reduced,  or  at  its  option  their 
delivery  may  be  postponed,  in  direct  pro- 
portion to  any  production  losses  during 
the  month  due  to  causes  beyond  its 
control. 

7.  Reports  from  participating  pro- 
ducers. Each  participating  producer 
will,  if  requested  by  the  Office  of  In- 
dustry Cooperation  of  the  E>epartment  of 
Commerce  •.'■ubject  to  approval  of  the 
Bureau  of  the  Budget  under  the  Federal 
Reports  Act  of  1942) .  submit  to  that  of- 
fice periodic  reports  of  the  total  quan- 
tities, by  types,  or  products  shipped,  or 
covered  by  orders  accepted  for  shipment, 
under  this  plan. 

8.  Determination  of  allocations  for  in- 
dividual ECA  countries.  The  Secretary 
of  Commerce,  upon  the  recommendation 
of  the  Administrator  for  Economic  Co- 
operation in  the  light  of  the  require- 
ments and  purposes  stated  by  the  respec- 
tive ECA  countries,  will  determine  the 
quantities  and  types  of  steel  products  to 
be  made  available  monthly  under  the 
plan  for  each  ECA  country  and  will  notify 
the  ECA  country,  through  its  Washing- 
ton representative,  of  the  quantities  and 
end-use  purposes  of  each  allocation  made 
for  it  hereunder. 

9.  Reports  from  ECA  countries.  Upon 
request  of  the  Secretary  of  Commerce  to 
their  Washington  representatives,  ECA 
countries  will  be  expected  to  supply  such 
further  Information  as  may  be  found 
necessary  with  respect  to  their  operations 
under  this  plan  and  the  use  made  of  steel 
products  obtained  hereunder. 

If  steel  products  obtained  under  thla 
plan  are  used  for  purposes  which  do  not 
substantially  conform  with  the  pur- 
poses for  which  they  were  made  avail- 
able, the  Secretary  of  Commerce,  after 


consultation  with  the  Administrator  for 
Economic  Cooperation,  may  terminate 
the  special  procurement  assistance  here- 
under for  the  ECA  country  concerned. 

10.  Procedure  for  placiiig  purchase 
orders  under  this  plan — 'a)  'Certified 
orders".  Each  purchase  order  placed 
under  this  plan  must  be  Identified  by  a 
specific  written  authorization  issued  by 
the  Department  of  Commerce.  For  the 
purpo.se  of  this  plan,  a  purchase  order  so 
identified  is  a  "certified  order."  Appli- 
cations for  such  authorization  may  be 
made  in  accordance  with  supplementary 
Instructions  to  be  issu&ji  bf  the  Depart- 
ment of  Commerce. 

<b>  ••Lead-time".  Except  when  other- 
wise authorized  by  the  Office  of  Industry 
Cooperation,  purchase  orders  under  this 
plan  shall  be  placed  with  participating 
producers  not  less  than  60  days  before 
the  first  of  the  month  in  which  delivery 
is  required.  This  requirement  is  waived 
for  orders  for  May  and  June  deliveries  in 
cases  where  arrangements  for  such  de- 
liveries can  be  negotiated. 

(c>  Export  control.  Exports  of  steel 
products  obtained  under  this  plan  must 
comply  with  applicable  export  control 
regulations  of  the  Office  of  International 
Trade. 

11.  Procedure  for,  and  effect  of.  he- 
coming  a  participating  producer.  After 
approval  of  this  plan  by  the  Attorney 
General  and  by  the  Secretary  of  Com- 
merce, and  after  requests  for  compliance 
with  the  plan  have  been  made  of  steel 
producers  by  the  Sccretaiy  of  Commerce, 
any  such  producer  may  become  a  partic- 
ipant in  this  plan  by  advLslng  the  Sec- 
retary of  Commerce,  in  writing,  of  its 
acceptance  of  such  request.  Such  a  re- 
quest for  comphance  will  be  effective  for 
the  purpose  of  granting  certain  immunity 
from  the  anti-trust  laws  and  the  Federal 
Trade  Commission  Act.  as  provided  in 
section  2  (c)  of  Public  Law  395,  as 
amended,  only  with  respect  to  such  pro- 
ducers as  notify  the  Secretary  of  Com- 
merce In  writing  that  they  will  comply 
with  such  requests. 

12.  Effective  date  and  duration.  This 
plan  shall  become  effective  upon  the  date 
of  its  final  approval  by  the  Secretary  of 
Commerce.  It  shall  cea.se  to  be  effec- 
tive at  the  close  of  business  on  September 
30.  1949.  or  on  such  earlier  date  as  may 
be  determined  by  the  Secretary  of  Com- 
merce, upon  not  less  than  60  days  notice 
by  letter,  telegram,  or  publication  in  the 
Federal  Register. 

13.  Withdraival  from  plan.  Any  par- 
ticipating producer  may  withdraw  from 
this  plan  by  giving  not  less  than  60  days 
notice  in  writing  to  the  Secretary  of 
Commerce. 

»  14.  Clarifying  interpretations.  Any 
interpretation  ls.sued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  OeneraP.  In  writing,  to  clarify 
the  meaning  of  any  terms  or  provisions  in 
this  plan  shall  be  binding  upon  all  partlc- 
Iparrts  notified  of  such  interpretation. 

Approved:  March  24.  1949. 

Charles  Sawyes, 
Secretary  of  Commerce. 

Approved:  March  23. 1949. 

Peyton  Ford, 
Acting  Attorney  General. 


Thursday,  April  7,  1949 
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SCHEDVLK  A— St«L  PRODtlCTB 

Tlie  8t(v>l  products  to  be  made  available  under  the  Voluntary  Plan  will  be  distributed  by  months  and  producU 
approximately  as  follows: 


Type 


May 


T'latwi   

Sheets  (Oalv.) 

.Sheets  (H  A  CR). 
SheeUi  (Klectric).. 

Strip  (HR) 

Strip  (CR) 


Total. 


22,28.S 

8,228 
3.263 
1,300 
1.043 


33.707 


June 


22,238 
4tt.') 
."5,228 
3,238 
1,415 
1.043 


33,657 


July 


20,083 
495 
^228 
3,263 
1,415 
1,043 


31,527 


August       September 


20,  (W3 

49.1 

5,Z« 

3,2ta 

\,:m 
1.013 


31,502 


20.  n«! 
4H5 
.S.228 
3.  2:{8 
1,390 
1,043 


31,477 


ToUl 


104.775 

2.  475 

2r..  140 

'ifi,  2"V') 

7.000 

5,215 


lfil,870 


ThlH  HchcMlule  l«  suhlect  to  revi.-sion  from  time  to  time  hy  the  Secretary  of  Comnierco.  after  om.sultation  with  the 
Administrator  of  Economic  Cooperation  and  Iht  Stirl  Products  Advisory  Couiraittw  or  the  Steel  Prcxlucts  la.sk 
Conmiiltee. 


Dated:  March  24,  1919. 
VOLUNTARY    STEEL    ALLOCATION    PLAN    FOR 

ECA  Countries 

SUPPLEMENTARY  INSTRUCTIONS 

1.  Purpose.  These  supplementary  in- 
structions explain  the  procedure  under 
which  authorizations  for  "certified  or- 
ders" will  be  Issued  under  subparagraph 
10  (a)  of  the  Voluntary  Steel  Allocation 
Plan  for  ECA  Countries. 

2.  Definitions.  As  used  In  these  in- 
.structions,  "OIC"  jneans  the  Office  of 
Industry  Cooperation  of  the  Department 
of  Commerce;  "OIT"  means  the  Office  of 
International  Trade  of  the  Department 
of  Commerce:  *ECA"  means  the  Eco- 
nomic Cooperation  Administration;  "ex- 
porter" means  a  person  who  has  been 
Lssued.  or  who  applies  for.  a  license  to 
export  steel  products  available  under  the 
voluntary  plan;  "authorization"  means 
an  authorization  Issued  hereunder  to 
Identify  a  particular  purchase  order  for 
steel  products  as  a  "certified  order"  un- 
der the  voluntary  plan  and.  as  such,  en- 
titled to  the  benefits  of  the  plan.  (Since 
the  plan  is  a  voluntary  arrangement, 
•'certified  orders"  do  not  have  the  same 
mandatory  effect  as,  for  example.  "CXS"- 
certlfied  orders  In  the  tinplate  export 
program. » 

3.  Issuance  of  authorizations.  Au- 
thorizations will  be  Issued  by  OIC.  after 
consultation  with  ECA.  OIT,  and  the 
Washington  representatives  of  the  ECA 
countries  involved.  Their  Issuance  will 
be  coordinated  with  the  Issuance  of  re- 
lated export  licenses  by  OIT. 

4.  Basis  upon  which  authorization  will 
be    issued.      Under    the    plan,    cctain 
monthly  tonnages  of  steel  products  for 
certain  end-uses  will  be  allocated   for 
various  ECA  countries  by  the  Secretary 
of  Commerce.    Authorizations  for  "cer- 
tified orders"  will  be  Issued  against  the 
individual  country  allocations  and  within 
the  tonnage  and  end-use  limitations  of 
those    allocations.    Authorizations    will 
be  Issued  only  In  connection  with  orders 
which  originate  from  foreign  Importers 
In  ECA  countries  and  which  the  ECA 
countries  concerned,  acting  through  their 
Washington  representatives,  are  willing 
to  consider  as  chargeable  against  their 
country  allocations  under  the  plan.    The 
plan  contemplates  that  orders  .so  orig- 
inating will  be  placed  through  estab- 
hshed     channels     of     trade,     whether 
through  domestic  merchant   exporters, 
through  domestic  representatives  of  the 
foreign  Importers,  or  with  the  participat- 
ing steel  producers  (directly  or  through 
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their  export  offices,  whichever  is  cus- 
tomary). 

5.  Procedure  for  issuing  an  authoriza- 
tion. Ordinarily,  authorizations  will  be 
issued  on  the  basis  of  requests  to  be  filed 
In  accordance  with  paragraph  7  below. 
However,  a  different  procedure  will  be 
used  for  May  and  June  deliveries,  as  ex- 
plained In  paragraph  6  below. 

6.  Special  authorization  procedure  for 
May  and  June  deliveries.    In  order  to 
meet  the  lead-time  needs  of  participating 
steel  producers,  purchase  orders  should 
be  placed  with  the  producers  at  least 
60  days  before  the  first  of  thCf  month  In 
which  delivery  is  desired.    In  view  of 
the  date  on  which  the  voluntary  plan 
becomes  effective,  it  will  generally  not 
be  po.ssible  to  place  new  orders  under  the 
plan  for  May  delivery  and  the  same  will 
be  true  for  at  least  most  of  the  June 
tonnages.  %Therefore,  in  order  to  assure 
deliveries  during  May  and  June  under 
the  plan,  authorizations  for  those  months 
must    be    related    to    purchase    orders 
already  on  the  participating  steel  pro- 
ducer's books  for  May  and  June  deliv- 
eries.   Accordingly.  OIC.  after  consul- 
tation as  provided  for  in  paragraph  3 
above,  will  ascertain,  in  the  case  of  each 
producer,  which  of  those  orders  may  be 
treated  as  "certified  orders"  for  those 
months  under  the  plan.    This  will  be 
based  on  a  determination  as  to  which 
orders  for  each  ECA  country  are  within 
(a)  the  tonnage  and  end-use  limitations 
of  the  May  and  June  allocations  for  that 
country,  (b)   the  producer's  total  com- 
mitment for  those  months,  and  <c)  ex- 
port authorizations  issued  by  OIT.    If 
the  total  of  the  orders  for  either  month 
exceeds  the  producer's  commitment  un- 
der the  plan  for  the  month,  or  if  the  or- 
ders for  any  ECA  country  exceed  that 
country's  allocation  for  the  month.  OIC, 
after   consultation   as   provided   for   In 
paragraph  3  above,  will  ascertain  which 
orders  are  of  greatest  urgency,  within 
the  limits  of  the  tonnages  available  for 
the  country  for  each  month. 

OIC  will  then  issue  authorizations  for 
the  orders  ascertained  to  be  within  the 
producer's  commitments  and  the  indi- 
vidual ECA  countries'  allocations  for 
May  and  June.  The  authorizations  will 
be  sent  directly  to  the  participating  steel 
producer,  with  notice  that  the  orders 
Identified  by  the  authorizations  may  be 
treated  as  "certified  ofclers"  under  the 
plan,  and  copies  of  the  authorizations 
will  be  sent  to  the  exporters  involved. 

If  an  exporter  is  able  to  negotiate 
with   any  participating  steel   producer 
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for  the  acceptance  of  orders  for  May  or 
June  deliveries  under  the  plan,  in  addi- 
tion to  those  already  booked  by  the  pro- 
ducer, he  should  promptly  submit  a  re- 
quest for  authorization  in  accordance 
with  the  procedure  under  paragraph  7 
below. 

7.  Regular  authorization  procedure. 
Authorizations  for  "certified  orders"  for 
delivery  after  June  will  be  issued  on  the 
basis  of  requests  from  exporters.  Re- 
quests should  be  made  by  letter,  in 
duplicate,  to  OIT  (addressed  as  shown 
In  paragraph  8  (b>  below).  OIT  will  for- 
ward the  request  to  OIC  for  considera- 
tion, together  with  information  about  the 
status  of  the  export  license  application. 

Each  request  should  give  the  niunber 
of  the  ECA  Procurement  Authorization 
involved,  if  any.  and  should  be  accom- 
panied by  a  properly  executed  export 
license  application  covering  the  proposed 
shipment,  unless  such  an  application  has 
already  been  submitted.  In  case  the  ex- 
port- license  application  has  been  pre- 
viously submitted,  it  should  be  identified 
in  the  request  letter  by  OIT  case  number. 
If  a  validated  hcense  has  already  been 
i.ssued,  the  OIT  export  license  number 
should  also  be  shown. 

Further  instructions  regarding  the 
filing  of  requests  for  authorization  and 
their  coordination  with  applications  for 
export  licenses  will  be  issued  by  OIT  in 
Current  Export  Bulletins. 

If  an  exporter  obtaining  authorization 
is  not  a  participating  steel  producer 
(applying  upon  behalf  of  foreign  im- 
porters), the  authorization  should  be 
forwarded  by  the  recipient  to  the  par- 
ticipating steel  producer  In  order  to 
identify  the  order  as  being  a  "certified 
order"  under  the  plan. 

8.  Communications.  Communications 
other  than  those  covered  by  paragraph  7 
above  should  be  addressed  as  follows: 

(a)  Communications  regarding  the 
Issuance  and  use  of  OIC  authorizations 
under  the  voluntary  plan  should  be 
addressed  to: 

Special  Projects  Staff 
Office  of  Industry  Cooperation 
Department  of  Commerce 
Washington  25.  D.  C. 

(b)  Communications  regarding  the 
Issuance  of  ffxport  licenses  should  be 
addressed  to: 

steel  Section   (Ref:  VP-ECA) 
Office  of  International  Trade 
Department  of  Commerce 
Washington   25,   D.   C. 

9.  Modifications  of  Procedure.  Where 
necessary  to  meet  special  situations. 
OIC  may  authorize  modifications  of 
above  procedures,  after  consultation 
with  OIT  and  ECA. 

Note:  The  reporting  requirements  above 
have  been  approved  by  the  Bureau  of  the 
Budget  pursuant  to  the  Federal  Reports 
Act  of  1942. 

Dated:  March  24,  1949. 

Ch.arles  Sawyer, 
Secretary  of  Commerce. 

Gentlemen:  Enclosed  Is  a  copy  of  the 
above  Voluntary  Plan  which  has  been  ap- 
proved by  the  Attorney  General  and  myself 
pursuant  to  Public  Law  395.  80th  Congress 
(as  amended  by  Public  Law  6.  81st  Congress) . 
and  Executive  Order  9919. 
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Acting  pursuant  to  said  Law  and  Execu- 
tive Order.  1  hereby  request  compliance  by 
you  with  the  Voluntary  Plan.  This  request 
will  not  be  effective  for  the  purpose  of 
granting  lmn\unlty  from  the  antitrust  laws 
of  the  United  States  and  the  Federal  Trade 
Commission  Act.  as  provided  in  section  2  (c) 
of  Public  Law  395.  80th  Conprcs.s,  as  amended, 
unless  you  promptly  agree  in  writing  to  com- 
ply herewith. 

Two  copies  of  a  suggested  form  for  your  use 
In  evidencing  acceptance  of  this  request  are 
enclosed.     One  copy  is  to  be  returned  to  me 
and  the  other  retained  for  your  files. 
Sincerely  yours. 

Charles  Sawyer. 
Secretary  of  Commerce. 

My  Dear  Mr.  Ambassador  Ministtr:  At  the 
request  of  the  Administrator  for  Economic 
Cooperation.  I  have  negotiated  a  voluntary 
agreement  with  the  steel  Industry  to  aid 
procurement  of  steel  products  for  essential 
requirements  of  certain  countries  partici- 
pating In  the  Economic  Cooperation  Admin- 
istration program.  A  copy  of  the  agreement, 
captioned  "Voluntary  Steel  Allocation  Plan 
for  ECA  Countries",  and  a  copy  of  certain 
related  Supplementary  Instructions  are  at- 
tached. 

Under  the  Voluntary  Plan,  the  participat- 
ing steel  producers  will  make  available,  dur- 
ing the  period  May  through  September  1949, 
a  total  of  approximately  161,870  tons  of 
certain  steel  products  for  procurement  upon 
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behalf  of  the  respective  countries,  upon  tne 
recommendations  of  the  Administrator  for 
Economic  Cooperation  in  the  light  of  the  re- 
quirements and  purposes  stated  by  the  re- 
spective countries,  I  have  allocated  the 
available  tonnages  among  the  Individual 
countries.  A  listing  of  the  monthly  tonnages 
allocated  for  your  country,  and  the  end-use 
purposes  for  which  they  have  been  allocated, 
is  attached.  The  allocations  are  subject  to 
revision  from  time  to  time.  If  found  nec- 
essary. 

As  explained  In  the  attached  Supplemen- 
tary Instructions,  authorizations  for  plac- 
ing "certified"  purchase  orders  against  the 
respective  country  allocations  will  be  Issued 
by  the  Office  of  Industry  Cooperation,  De- 
partment of  Commerce.  Issuance  of  such 
authorizations  will  be  coordinated  with  re- 
lated export  licenses.  The  allocated  ton- 
nages are  within,  but  not  necessarily  equal 
to,  the  total  export  quotas  for  the  steel  prod- 
ucts Involved. 

In  administering  the  Voluntary  Plan,  we 
will  work  closely  with  the  Economic  Coop- 
eration Administration  and  with  the  Wash- 
ington representatives  of  the  respective 
countries  and  will  make  every  effort  to  as- 
sure Its  effective  operation  in  assisting  the 
Economic  Cooperation  Administration  pro- 
gram. 

Sincerely  yours, 

Chau.es  Sawyer. 
Secretary  o/  Commerce. 
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Note:  The  above  request  for  compliance 
with  Department  of  Commerce  Voluntary 
Plan  for  Allocation  of  Steel  for  ECA  Coun- 
tries was  sent  to  steel  producers  listed  on 
an  attachment  filed  with  the  original  docu- 
ment. 

|F.    R.    Doc.    49  2594;    F^led,    Apr.    6,    1949; 
8:54  a.  in.| 


Office  of  International  Trade 

[Case  No.  48 1 

Arthur  Harris.  Inc.,  et  al. 
order  suspending  license  privileges 

In  the  matter  of  Arthur  Harris,  Inc., 
Arthur  Harrl.s,  Commando  Trading  Cor- 
poration. 11  Broadway,  New  York  4,  New 
York. 

This  proceeding  was  instituted  on  Jan- 
uary 19,  1949  by  the  transmission  of  a 
charging  letter  to  the  above-named  re- 
spondents, wherein  the  Office  of  Inter- 
national Trade  charged  respondents  with 
having  violated  section  6  of  the  act  of 
July  2.  1940  (54  Stat.  714',  as  amended, 
and  the  regulations  promulgated  there- 
under, by  submitting  to  the  Office  of  In- 
ternational Trade,  on  seven  different  oc- 
casions during  the  first  six  months  of 
1948,  in  support  of  applications  for  ex- 
port licenses  for  the  shipment  of  various 
commodities  to  various  countries,  docu- 
ments represented  by  respondents  to  be 


purchase  orders  received  by  respondents 
from  customers  in  foreign  countries  but 
which  were  forgeries  or  fabrications 
composed  by  or  on  behalf  of  respondents 
in  the  names  of  such  alleged  customer.^ 
but  without  the  latter's  knowledge  or 
authority;  by  making  an  expoiiation  of 
lard  on  or  about  September  12,  1948. 
under  the  purported  authority  of  an  ex- 
port license  which  had  expired  and  pur- 
suant to  a  false  representation  to  the 
Collector  of  Customs  that  such  expoit 
license  remained  in  full  force  and  effect : 
and  by  making  an  exportation  of  flour 
during  May  1948  at  a  price  in  excess  of 
the  price  at  which  such  exportation  was 
licensed  by  the  Office  of  International 
Trade. 

It  appears  that  respondents,  some  time 
before  receiving  the  above-mentioned 
charging  letter,  had  entered  into  nego- 
tiations with  the  Office  of  International 
Trade,  through  their  respective  counsel, 
for  the  purpose  of  arriving  at  an  agree- 
ment which  could  be  made  the  basis  of  a 
consent  order;  that  such  charging  letter 
was  transmitted  as  a  result  of  the  ap- 
parent inability  of  counsel  to  arrive  at 
an  agreement ;  and  that  such  negotiation.s 
continued  after  the  transmission  of  the 
charging  letter  with  the  result  that  the 
Office  of  International  Trade  withdrew 
the  charge  with  respect  to  shipment  of 
lard  after  alleged  expiration  of  the  li- 
cense  tit  having  been  discovered  that 


such  license  had  been  amended  by  ex- 
tending its  expiration  date  beyond  the 
date  of  shipment)  and  with  the  further 
result  that  resF>ondents,  with  the  advice 
of  counsel  and  through  such  counsel, 
submitted  to  the  Office  of  International 
Trade  a  statement  to  the  effect  that  they 
do  not  desire  to  contest  the  other  charges 
and  that  they  consent  to  the  entry  of  an 
order  revoking  all  outstanding  export  li- 
censes held  by  them  and  denying  to 
them  the  right  to  obtain  or  use,  or  to 
participate  in  the  obtaining  or  using,  of 
validated  export  licenses  for  a  period  of 
nine  months  and  of  general  licenses  for 
a  period  of  two  months,  both  periods  to 
run  from  the  effective  date  of  the  order, 
which  it  was  agreed  .should  be  April  1. 
1949.  It  was  further  agreed  that  the 
order  of  su.«:pension  should  extend  not 
only  to  the  named  respondents  but  also 
to  any  firm,  corporation  or  other  business 
organization  in  which  any  of  said  respon- 
dents might  be  or  become  a  partner  or 
having  a  controlling  interest  or  a  po- 
sition of  re.«;ponsibllity  and.  further,  that 
such  order  might  provide  that,  should 
any  of  the  respondents  or  any  of  the 
firms,  corporations,  or  other  business  or- 
ganizations mentioned  above  violate  any 
of  the  export  control  regulations  during 
the  nine  months  of  su.<;pension.  an  order 
might  be  entered  forthwith,  without  no- 
tice, denjnng  respondents  and  any  such 
firms,  corporations  or  other  business  or- 
ganizations all  licen.se  privileges  for  such 
time  and  to  such  extent  as  licenses  for 
exports  are  required  by  law. 

It  further  appears  that  the  statement 
submitted  by  respondents,  together  with 
the  investigation  reports  and  other  evi- 
dence in  the  hands  of  the  Office  of  Inter- 
national Trade,  has  been  reviewed  by 
the  Compliance  Commissioner  of  the  Of- 
fice of  International  Trade;  that  coua^d 
for  respondents  and  for  the  Office  of  In- 
ternational Trade  have  appeared  before 
the  Compliance  Commissioner  on  numer- 
ous occasions  and  have  discussed  at  great 
length  with  him  the  facts  of  the  ca.se, 
the  nature  and  volume  of  respondents* 
business,  and  the  propriety  and  rea.son- 
ableness  of  various  possible  periods  of 
suspension;  that  the  terms  of  the  pro- 
posed consent  order  as  set  forth  in  the 
statement  of  March  4.  1949  have  been 
worked  out  as  a  result  of  such  confer- 
ences and  have  been  reported  by  counsel 
to  respondents  personally  and  have  been 
thoroughly  reviewed  and  considered  by 
respondents  with  full  advice  of  counsel 
and  have  been  approved  as  evidenced  by 
the  signed  acceptance  thereof  by  re- 
spondent Arthur  Harris  as  well  as  by 
counsel;  and  that  the  Compliance  Com- 
mi-ssioner  has  found  that  the  charges 
as  set  forth  in  the  charging  letter,  other 
than  the  charge  which  has  been  with- 
drawn, are  supported  by  substantial  evi- 
dence and  that  the  terms  and  condi- 
tions of  the  proposed  order  as  consented 
to  by  respondents  are  fair  and  rea.«;onable 
and  that  such  order  should  be  is.sued. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  con.sidered,  together  with  th** 
investigation  reports  and  other  evidenn' 
in  the  hands  of  the  Oflice  of  International 
Trade,  and  it  appears  that  such  findings 
are  supported  by  the  record  and  that 
such  lecommendations  are  reasonable 
and  should  be  adopted. 


Thursday,  April  7,  1949 

Now.  therefore,  it  is  ordered  as  follows: 

(1)  All  unexpired  export  licenses  Is- 
sued to  respondents  or  any  of  them  are 
hereby  revoked  and  shall  be  returned  at 
once  to  the  Office  of  International  Trade 
for  cancellation. 

(2)  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining 
or  using,  or  participating  directly  or  in- 
directly in  the  obtaining  or  using,  of 
validated  export  licen.ses  for  a  period  of 
nine  months,  and  of  geiieral  licen.ses  for 
a  period  of  two  months,  both  of  such 
periods  of  suspension  to  run  from  April 
1,  1949. 

(3)  Such  denial  of  export  license  priv- 
ileges shall  extend  not  only  to  respond- 
ents but  also  to  any  firm,  corporation  or 
other  business  organization  in  which  any 
of  said  respondents  shall  be  or  become 
a  partner  or  have  a  controlling  interest 
or  a  position  of  responsibility.. 

(4)  In  the  event  that,  during  the  nine- 
month  period  of  suspension  herein  or- 
dered, respondents  or  any  of  them  shall 
further  violate  any  export  control  regu- 
lation, whether  relating  to  validated  or 
general  licenses,  an  order  shall  there- 
upon be  entered  forthwith,  without 
notice,  denying  to  respondents  and  to 
any  firm,  corporation  or  other  business 
organization  such  as  mentioned  in  the 
preceding  paragraph,  all  export  license 
privileges  for  such  time  and  to  such  ex- 
tent as  licenses  for  exports  are  required 
by  law. 

Dated:  April  1,  1949. 

LoRiNG  K.  Macy, 

Acting  Director, 
Commodities  Division. 

[F.    R.    Doc.    49-2575;    Filed,    Apr.    6,    1949; 
8:47  a.  m.l 


SECURITIES   AND   EXCHANGE 
COMMISSION 

[Pile  No.  70-2092] 

Texas  Electric  Service  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  1st  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Texas  Elec- 
tric Service  Company  ("Texas  Electric"), 
a  direct  sub.sidiary  of  Texas  Utilities 
Company  ("Texas  Utilities") .  a  registered 
holding  company,  and  an  indirect  sub- 
sidiary of  American  Power  &  Light  Com- 
pany and  Electric  Bond  and  Share  Com- 
pany, also  registered  holding  companies, 
has  filed  an  application-declaration  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  has  designated  sec- 
tions 6  (a)  and  7  of  the  act  and  Rule  U-50 
of  the  rules  and  regulations  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions  which  are  summarized  as 
follows: 

Texas  Electric  proposes  to  issue  and 
sell  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50  $8,000,000 
principal  amount  of  its  First  Mortgage 
Bonds.  --%  Series,  due  1979.  Said  bonds 
are  to  be  issued  under  and  secured  by  the 
company's  existing  Mortgage  and  Deed 
of  Trust  dated  as  of  March  1,  1945,  as 
supplemented  by  a  First  Supplemental 
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Indenture  dated  as  of  October  1,  1947,  by 
a  Second  Supplemental  Indenture  dated 
as  of  April  1. 1948,  and  by  a  Third  Supple- 
mental Indenture  to  be  dated  April  1, 
1949. 

The  application-declaration  states  that 
the  proceeds  from  the  sale  of  the  bonds, 
together  with  the  proceeds  to  be  received 
by  the  company  from  the  proposed  sale 
of  2,000,000  shares  of  no  par  common 
stock  will  be  used  to  carry  forward  the 
company's  construction  program,  to  re- 
pay short-term  advances  and  for  other 
corporate  purposes.  The  common  stock 
Is  to  be  sold  to  Texas  Utilities  at  a  price 
of  $2.00  per  share  prior  to  or  concurrently 
with  the  proposed  issuance  and  sale 
of  bonds  (Pile  No.  70-2082).  The 
advances  to  be  repaid,  estimated  at 
$5,100,000  as  of  April  30.  1949,  were  or 
will  be  made  by  Texas  Utilities  for  the 
purpose  of  temporarily  financing  the 
company's  construction  program. 

Applicant-declarant  requests  that  the 
Commission's  order  herein  be  Issued  as 
promptly  as  may  be  practicable  and  that 
it  become  effective  forthwith  upon  the 
ls.suance  thereof. 

Notice  IS  further  given  that  any  inter- 
ested person  may  not  later  than  April  13, 
1949,  at  11:00  a.  m..  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any,  of  fact  or  law 
raised  by  said  aj-plication-declaration 
which  he  desires  to  controvert,  or  may  re- 
quest that  he  be  notified  if  the  Commis- 
sion should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
ml-ssion.  425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.  At  any  time  after  11:00 
a.  m.  on  April  13.  1949.  said  application- 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  said  act  or  the 
Commission  may  exempt  such  trans- 
actions as  provided  in  Rule  U-20  (a)  and 
Rule  U- 100  thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  with  this  Commission  for  a  statement 
of  the  transactions  therein  proposed. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBoIS. 

Secretary. 

|F.    R.    Doc.    49-2572;    Filed.    Apr.    6.    1949; 
8:46  a.  m.] 


[File  No.  70-2085) 

Appal.achian  Electric  Power  Co. 

NOTICE  OF  FILING 

At  a  regular  sessioryof  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  1st  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Appalach- 
ian Electric  Power  Company  ("Appa- 
lachian"), an  electric  utility  subsidiary 
of  American  Gas  and  Electric  Company, 
a  registered  holding  company,  has  filed  a 
declaration  pursuant  to  the  Public  Util- 
ity Holding  Company  Act  of  1935  and  has 
designated  sections  6  (a)  and  7  thereof 
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ds  applicable  to  the  proposed  transac- 
tions which  are  summarized  as  follows: 
Appalachian  proposes  to  establish  a 
line  of  credit  in  the  amount  of  $18,000.- 
000  with  the  following  named  banks: 

Irving  Trust  Company,  New  York,  N.  Y. 

Guaranty  Trust  Company  of  New  York. 
New  York.'N.  Y. 

Bankers  Trust  Company.  New  York,  N.  Y. 

Mellon  National  Bank  &  Trust  Company, 
Pittsburgh,  Pa. 

Pursuant  to  the  line  of  credit,  Appalach- 
ian proposes  to  borrow  from  said  banks, 
from  time  to  time,  prior  to  May  1.  1950, 
sums  not  to  exceed  in  the  aggregate  the 
amount  of  $18,000,000,  such  loans  as  are 
made  to  be  equally  divided  among  the 
named  banks,  and  to  be  evidenced  by 
notes  to  be  i.sued  by  Appalachian  dated 
as  of  the  date  of  the  borrowings,  and 
maturing  on  May  1,  1950. 

The  declaration  states  that  an  initial 
borrowing  of  $4,000,000  is  contemplated 
on  or  about  May  3,  1949,  which  will  be 
evidenced  by  notes  maturing  May  1, 1950, 
bearing  interest  at  the  rate  of  2V4  7o  per 
annum. 

It  is  further  stated  that  subsequent 
borrowings  will  be  made  at  thirty  or 
sixty  day  intervals  after  May  3,  1949,  in 
the  amounts  of  $2,000,000  or  $4,000,000 
respectively,  depending  upon  Appalach- 
ian's cash  requirements.  Such  borrow- 
ings will  bear  interest  from  the  respec- 
tive dates  thereof  at  the  then  current 
prime  credit  rate,  but  in -no  event  Is  the 
interest  rate  to  exceed  2W7c  per  annum. 
Appalachian  may  prepay  the  notes 
from  time  to  time.  In  whole  or  in  part, 
without  premium.  Any  such  partial  pay- 
ments are  to  be  made  ratably. 

At  least  ten  days  prior  to  each  bor- 
rowing, subsequent  to  the  initial  borrow- 
ing, Appalachian  will  file  an  amendment 
setting  forth  the  amount  of  such  bor- 
rowing and  the  annual  rate  of  interest 
thereon.  Such  amendments  will  become 
effective  ten  days  after  the  filing  thereof 
if  no  action  is  taken  with  respect  thereto 
by  the  Commission  within  such  ten  day 
period. 

The  declaration  states  that  the  pro- 
posed loans  are  designed  to  provide  cash 
to  meet  Appalachian's  construction  pro- 
gram which  is  estimated  as  calling  for 
the  expenditure  of  approximately  $68.- 
000.000  during  the  years  1949  and  1950. 
Any  plan  for  financing  of  a  permanent 
nature  will  provide  for  the  prepayment 
of  the  then  outstanding  notes. 

The  declaration  requests  that  the  Com- 
mission's order  herein  issue  prior  to  April 
17,  1949  and  that  it  become  effective 
forthwith  upon  the  issuance  thereof. 

Notice  is  further  given  that  any  Inter- 
ested person  may  not  later  than  April 
12,  1949  at  5:30  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter.  Any  such  request 
shall  set  forth  the  nature  of  the  interest 
asserted,  the  reason  for  such  request,  and 
the  issues,  -if  any,  of  fact  or  law  rai.sed 
by  said  declaration  desired  to  be  contro- 
verted, or  request  may  be  made  for  notifi- 
cation by  the  Commis.sion  should  it  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C. 
At  any  time  after  April  12.  1949  said  dec- 
laration, as  filed  or  as  amended,  may  be 
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permitted  to  become  effective  as  provided 
In  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  said  act  or  the  Com- 
mission may  exempt  such  transactions  as 
provided  in  Rule  U-20  ( a )  and  Rule  U-100 
thereof.  All  interested  persons  are  re- 
ferred to  said  declaration  which  is  on  file 
with  this  Commission  for  a  statement  of 
the  transactions  therein  proposed. 
Notice  of  the  filing  herein  will  be  given 
by  registered  mail  to  the  State  Corpora- 
tion Commission  of  Virginia,  the  Public 
Service  Commission  of  West  Virginia, 
and  the  Railroad  and  Public  Utilities 
Commission  of  Tennessee. 

By  the  Commission. 

(seal!  Orval  L.  DtjBois, 

Secretary. 

|F.    R.    EKic.    49^2571;    Filed,    Apr.    6,    1949; 

8  45  a.  m  | 
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lEhJcket  No.  G-1086| 

Texas  Gas  Transmission  Corp. 

notice  of  final  decision  a.nd  order 

April  1,  1949. 
Notice  is  hereby  given  that  the  Initial 
decLsion  and  order  issuing  a  certificate 
of  public  convenience  and  nece.ssity  in 
the  above-designated  matter  was  issued 
and  served  upon  all  parties  on  March  1, 
1949.  No  exceptions  thereto  having  been 
filed  or  review  initiated  by  the  Commis- 
sion, saiji  initial  decision,  in  conformity 
with  the  Commission's  rules  of  practice 
and  procedure,  became  effective  on 
March  31.  1949.  as  the  final  decision  and 
order  of  the  Commission. 

[SEALl  J.  H.   GUTRIDE. 

Acting  Secretary. 

IF.    R.    Doc.    49^2391;    FUect    Apr.    6,    1949; 
8:54  a.  m.) 


NOTICES 

Issued  its  order  entered  March  29,  1949, 
approving  and  directing  disposition  of 
amounts  cla.'^sified  in  Account  107,  Elec- 
tric Plant  Adjustments,  in  the  above- 
designated  matter. 


Rockland  Electric  Co.  and  Sherrard 
Power  System 

NOTICE  OF  ORDLRS  APPROVING  AND  DIRECTING 
disposition  of  AMOUNTS  CLASSIFIED  IN 
ACCOUNT  107,  ELECTRIC  PLANT  ADJUST- 
MENTS 

April  1,  1949. 

Notice  Is  hereby  given  that,  on  March 
31,  1949,  the  Federal  Power  Commission 
i.'isued  its  orders  entered  March  31,  1949. 
approving  and  directing  disposition  of 
amounts  classified  In  Account  107.  Elec- 
tric Plant  Adjustments  in  the  above- 
designated  matters. 

I  SEAL  I  J.  H.  Outride, 

Acting  Secretary. 

ir.    R.    Doc.    49-2569;    Filed,    Apr.    6,    1949; 
8:45  a.  m.| 
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J.  H.  Outride. 
Acting  Secretary. 


Northern  Berkshire  Oas  Co. 
notice  of  order  approving  and  directing 

disposition  of  AMOUNTS  CLASSIFIED  IN 
ACCOUNT  107,  ELECTRIC  PLANT  ADJUST- 
MENTS 

April  1,  1949. 
Notice  is  hereby  given  that,  on  March 
SO,  1949,  the  Federal  Power  Commission 


|F.    R.    Doc.    49-2570;     Filed,  Apr.    6,    1949; 
845  a.  ml 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authority:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6,  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

I  Vesting  Order  12966] 

Clara  Erhart 

In  re:  Deed  of  trust  made  by  Clara  Er- 
hart (Clara  Erhart  von  Trucksess) .  dated 
June  15,  1906.     File  No.  D-28-4306-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Elxec- 
utive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kathinka  Krieger,  nee  Krie- 
ger,  whose  last  known  address  is  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) : 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Kathe  (Kate>  iKatherina)  Becker,  de- 
ceased, who  there  is  rea.sonable  cause  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  desigated  enemy  country 
(Germany) ; 

3.  That  all  right,  title,  intere.st  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  and  aris- 
ing out  of  or  under  that  certain  deed  of 
trust  dated  Juno  15.  1906,  by  and  between 
Clara  Erhart  (Clara  Erhart  von  Truck- 
sess),  trustor,  and  The  New  York  Trust 
Company,  William  H.  Erhart  and  Ru- 
dolph Erbsloh,  tru.<itees,  presently  being 
administered  by  The  New  York  Trust 
Company,  trustee,  100  Broadway,  New 
York,  New  York, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  couatry 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  dL'itrib- 
utees,  names  unknown,  of  Kathe  tKate) 
(Katherina)  Becker,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 


made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attornf  y 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "de.signated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[seal!  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Properly. 

IF.    R.    Doc.    4&-2595;     Filed,    Apr.    6,    19<9; 
8:56  a.  m  | 


[Vesting  Order   129781 
Maria  B.  Schlecel 

In  re:  Bond  and  Mortgage  Guarantee 
Company  Series  No.  170,749  Certificate 
No.  141,342  issued  to  Maria  B.  Schlegel. 
File  No.  D-66-1571:  E.  T.  sec.  9821. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  EIxccu- 
tive  Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pur.-^uant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Maria  B.  Schkgcl.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  all  rights  and  interests  evi- 
denced by  a  Bond  and  Mortgage  Partici- 
pation Certificate  No.  141.342  Issued  and 
guaranteed  by  Bond  and  Mortgage  Guar- 
antee Company.  Series  No.  170.749,  pres- 
ently being  administered  by  Insurance 
Department  of  State  of  New  York.  Liqui- 
dation Bureau.  160  Broadway,  New  York 
7,  New  York,  as  depositary,  and  the  ripht 
to  the  transfer  and  po&st.ssion  of  any  rnd 
all  instruments  evidencing  such  rights 
and  interests, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
•  Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  per- 
.son  identified  in  subparagraph  1  hereof 
is  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  person  be 
treated  as  a  national  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  t>eing 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  de.scribed  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  b?ncfi:  of  the  United  States. 


Thursday,  April  7,  1949 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed   at   Washington.  D.   C,  on 
March  21,  1949. 
For  the  Attorney  General. 

I  seal!  Malcolm  S.  Mason. 

'   Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-2596;    Filed    Apr.    6,    1949; 
8:56  a.  m.| 


[Vesting  Order  12995] 

Gretchen  Miller  et  al. 

In  re:  Bank  accounts  owned  by 
Gretchen  Miller  also  known  as  Gretchen 
Muller.  August  Schneucker,  Heinnch 
Schneucker  also  known  as  Henrich 
Schneucker,  Elisa  Yost  (nee  Schneucker) 
and  Elizabeth  Wi'.helm.  F-28-29546, 
F-28-29547.  F-28-29548.  F-28-29549. 
F— 28— 29550 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gretchen  Miller  also  known 
as  Gretchen  Muller.  whose  last  known 
address  is  Frankfort  on  Maine,  Germany. 
August  Schneucker.  whose  last  known 
address  is  Fishbach,  near  Alsfeld,  Ober- 
hesson.  Germany.  Heinrich  Schneucker 
al.so  known  as  Henrich  Schneucker, 
whose  last  known  address  is  Ottenbach. 
Post  Ehringhau.son.  Oberhesson,  Ger- 
many. Elisa  Yost  (nee  Schneucker). 
whose  last  known  address  is  Ottenbach. 
Post  Ehringhauson,  Oberhesson.  Ger- 
many, and  felizabeth  Wilhelm,  who.se  last 
known  address  is  Wittgenborne,  Post 
Wachtasbach  Kreis,  Kelnhausson,  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ;   . 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Gretchen  Miller  also  known 
as  Gretchen  Muller.  by  The  Savings 
Bank  of  Baltimore.  Charles  and  Balti- 
more Streets,  Baltimore  3.  Maryland, 
arising  out  of  a  savings  account,  account 
number  102224.  entitled  Gretchen  Miller, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Ls  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  August  Schneucker,  by  The 
Savings  Bank  of  Baltimore,  Charles  and 
Baltimore  Streets,  Baltimore  3,  Mary- 
land, arising  out  of  a  savings  account, 
account  number  159263.  entitled  August 
Schneucker.  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

Is   property   within   the  United   States 
owned  or  controlled  by,  payable  or  de- 
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liverable  to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany)'; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Heinrich  Schneucker  also 
known  as  Henrich  Schneucker,  by  The 
Savings  Bank  of  Baltimore,  Charles  and 
Baltimore  Streets,  Baltimore  3,  Mary- 
land, arising  out  of  a  savings  account, 
account  number  159264.  entitled  Hein- 
rich Schneucker.  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany! ; 

5.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Elisa  Yost  (nee  Schneuck- 
er), by  The  Savings  Bank  of  Baltimore. 
Charles  and  Baltimore  Streets,  Balti- 
more 3,  Maryland,  arising  out  of  a  sav- 
ings account,  account  number  159266. 
entitled  Elisa  Yost,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  eneniy  country 
Germany » ; 

6.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Elizabeth  Wilhelm,  by  The 
Savings  Bank  of  Baltimore.  Charles  and 
Baltimore  Streets.  Baltimore  3,  Mary- 
land, arising  out  of  a  savings  account, 
account  number  159270,  entitled  Eliza- 
beth Wilhelm.  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

7.  That  to  the  extent  that  the  persons 
named  la  .subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.  C,  on 
March  24,  1949. 

For  the  Attorney  General. 

[se.\l]  Malcolm  S.  Mason, 

Acting  Deputy  IHrector, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2554;    Filed.    Apr.    6,    1949; 
8:55  a.  m.j 


[Vesting  Order  130041 
Choichiro  Hatashita 

In  re :  Bank  account  and  stock  owned 
by  Choichiro  Hatashita.  also  known  as 
H.  C.  Hatashita  and  as  Henry  Hatashita. 
F-39-4333-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Choichiro  Hatashita.  also 
known  as  H.  C.  Hatashita  and  as  Henry 
Hatashita,  whose  last  known  address  Is 
Wakayama.  Japan.  Is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion of  The  Security  Bank  of  Ponca  City, 
Box  311.  Ponca  City,  Oklahoma,  arl-slng 
out  of  a  savings  account,  entitled  H.  C. 
Hatashita,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  and 

b.  Thirty  (30)  shares  of  $5  par  value 
common  capital  stock  of  Continental  Oil 
Company,  a  corporation  organized  un- 
der the  laws  of  the  State  of  Delaware, 
evidenced  by  the  certificates  numbered, 
and  registered  In  the  names  listed  below, 
in  the  amounts  appearing  opposite  each 
name: 


Rcpistered  holder 

CiTl  iflcate 
No. 

Num- 
N>r  of 
slmres 

James  E.  Bennett  &  Co 

fftrli^ile  A.  JAeonolin        

(t?7.('/fi.5 
02T:}7m 
02737J6 

5 

19 

4 

2 

and  presently  In  the  custody  of  The  Se- 
curity Bank  of  Ponca  City,  Box  311. 
Ponca  City,  Oklahoma,  together  with  all 
declared  and  unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  net 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
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siiltatlon  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[SZAL]  MAtCOLM  S.  MASCN. 

Acting  Deputy  Director. 
-  .  Office  of  Alien  Property. 

IP.    R.    Doc.    49-2597;    Filed,    Apr.    6.    1949; 
8:56  a.  m.j 


I  Vesting  Order  130061 
Fanny  Helmbrecht 


In  re:  Stock  owned  by  Fanny  Helm- 
brecht.    F-2a-29816-D-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Fanny  Helmbrecht,  whose  last 
known  address  Is  Oberalterich  Post 
Bogen,  Niederbayern.  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  prop)erty  described  as 
follows: 

a.  One  <  1  >  share  of  $20  par  value  com- 
mon capital  stock  of  the  First  National 
Bank  of  New  Rochelle.  491  Main  Street. 
New  Rochelle.  New  York,  evidenced  by 
certificate  numbered  4796,  registered  in 
the  name  of  Fanny  Helmbrecht  and 
presently  in  the  custody  of  the  aforesaid 
bank,  together  with  all  declared  and  un- 
paid dividends  thereon,  and 

b.  One  <  1 )  share  of  S20  par  value  com- 
mon capital  stock  of  the  First  National 
Bank  of  New  Rochelle.  491  Main  Street. 
New  Rochelle.  New  York,  evidenced  by 
certificate  numbered  803.  registered  in 
the  name  of  Fanny  Helmbrecht.  together 
with  all  declared  and  unpaid  dividends 
thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany*; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest, 


NOTICES 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[sEALl  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.    49-2598;    Piled,    Apr.    6,    1949; 
8:56  a.  m.j 


(Vesting  Order  13020] 
Ella  Bergholz 


In  re:  Real  property  owned  by  Ella 
Bergholz,  also  known  as  Ella  Emma  Her- 
mine  Bergholz. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ella  Bergholz,  also  known  as 
Ella  Emma  Hermine  Bergholz,  whose  last 
known  address  is  Hindenburgstrasse  271, 
Hamburg-Wilhelmsburg,  Germany,  is  a 
resident  of  Germany,  and  a  national  of 
a  designated  enemy  country  (Germany* ; 

2.  That  the  property  described  as  fol- 
lows: Real  property,  situated  in  the 
Borough  and  County  of  Queens,  City  and 
State  of  New  York,  particularly  de- 
scribed in  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  together 
with  all  hereditaments,  fixtures,  im- 
provements and  appurtenances  thereto, 
and  any  and  all  claims  for  rents,  refunds, 
benefits  or  other  payments,  arising  from 
the  ownership  of  such  property, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
"Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
subject  to  recorded  liens,  encumbrances 
and  other  rights  of  record  held  by  or  for 
persons  who  are  not  nationals  of  desig- 
nated enemy  countries,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

Exhibit  A 

All  that  certain  piece  or  parcel  of  land 
situate,  lying  and  being  In  the  Borough  nnU 
County  of  Queens,  City  and  State  of  New 
York,  known  and  designated  as  Lots  N(  >". 
Thirteen  and  Fourteen.  In  Block  82  on  a 
certain  map  called  "Section  No.  1  Jamaica- 
Hillside",  surveyed  by  Leonard  C.  L.  Smith, 
City  Surveyor,  and  filed  In  the  County  Clerk  .s 
Office  of  Queens  County  on  July  30,  1926,  bs 
Map  No.  4948. 

IF.    R.    Doc.    49-2556;    Piled,    Apr.    6,    1949; 
8:54  a.  m  ] 


[Vesting  Order  13022] 
LomsA  G.  BlCELOW 


In  re:  Trust  under  will  of  Louisa  G. 
Bigelow,  deceased.  File  F-«3-11101;  E. 
T.  sec.  8901. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Adelheidt  (Adelaide)  Augusta 
Nina  Edwina  (von  Alten)  von  Harden- 
berg,  Erma  drmgard)  Stella  (von  Alten) 
von  Wengersky,  Count  Rudolf  von  Har- 
denberg,  and  Otto  (Joseph  Carl  Her- 
mann" von  Campe,  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  repre- 
sentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Adelheidt  (Adelaide)  Augusta  Nina  Ed- 
wina (von  Alten)  von  Hardenberg,  and  of 
Erma  drmgard)  Stella  (von  Alten)  von 
Wengersky.  except  Irmenparde  Wilhel- 
mine  Luisa  Nina  von  Wengersky,  a  resi- 
dent of  Brazil,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what.^o- 
ever  of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  except  Irmengarde 
Wilhelmine  Luisa  Nina  von  Wengersky, 
a  resident  of  Brazil,  and  each  of  them,  in 
and  to  the  trust  created  under  the  will 
of  LouLsa  G.  Bigelow.  deceased,  is  prop- 
erty payable  or  deliverable  to,  or  claimed 
by,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany); 

4.  That  such  property  is  in  the  process 
of  administration  by  The  Northern  Trust 
Company,  50  South  LaSalle  Strtet,  Chi- 
cago, Illinois,  Trustee,  acting  under  the 
judicial  supervision  of  the  Circuit  Court 
of  Cook  County,  Illinois, 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  di.'^trib- 
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utees.  names  unknown,  of  Adelheidt 
(Adelaide)  Augusta  Nina  Edwina  (von 
Alten)  von  Hardenberg,  and  of  Erma 
drmgard)  Stella  (von  Alten)  von  Wen- 
gersky, except  Irmengarde  Wilhelmine 
Luisa  Nina  von  Wengersky,  a  resident  of 
Brazil,  are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29.  1949. 

For  the  Attorney  General. 

(SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2557;    Filed.    Apr.    6,    1949; 
8:54  a.  m.| 


(Vesting  Order  13065] 
Henry  Schaefer 

In  re:  Real  property  and  claim  owned 
by  the  personal  representatives,  heirs, 
next  of  kin,  legatees  and  distributees, 
names  unknown,  of  Henry  Schaefer,  de- 
ceased. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distri- 
butees, names  unknown,  of  Henry 
Schaefer.  deceased,  who  there  is  reason- 
able cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country   ( Germany  >; 

2.  That  the  property  described  as 
follows: 

a.  Real  property  situated  in  the  Parish 
of  Tangipahoa.  State  of  Louisiana,  par- 
ticularly described  in  Exhibit  A.  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures,  improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
for  rents,  refunds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of  such 
property,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  the  personal  representa- 
tives, heirs,  next  of  kin.  legatees  and  dis- 
tributees, names  unknown,  of  Henry 
Schaefer.  deceased,  by  Max  M.  Schaum- 
burger.  Esq..  621  Whitney  Building.  New 
Orleans  12.  Louisiana,  arising  out  of 
funds  received  by  the  said  Max  Schaum- 
burger.  for  and  on  their  behalf,  and  any 
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and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  b^alf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evid- 
ence of  ownership  or  control  by  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin, 
legatees,  and  distributees,  names  un- 
known, of  Henry  Schaefer.  deceased,  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

Exhibit  A 

All  that  certain  tract,  piece  or  parcel  of  land 
described  as  follows: 

31.75  acres,  bounded  on  the  North  by  the 
lands  of  Dupree.  on  the  East  by  the  lands  of 
Hayden.  on  the  South  by  the  lands  of  Ben- 
nett, and  on  the  West  by  the  Tangipahoa 
River;  and  16  acres  bounded  on  the  North  by 
the  lands  of  Dupree.  and  on  the  East.  South 
and  West  by  Tangipahoa  River,  the  said  prop- 
erty being  situated  in  Township  5  South. 
Range  7  East.  Tangipahoa  Parish,  State  of 
Louisiana. 

[P.    R.    Doc.    49-2601;    Filed,    Apr.    6,    1949; 
8:57  a.  m.] 


(Vesting  Order  13064] 
Emma  Knoedel 


In  re :  Real  property  owned  by  Emma 
Knoedel.  also  known  as  Emma  Knodel. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Emma  Knoedel,  also  known  as 
Emma  Knodel.  whose  last  known  address 
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Is  S'.uttgart-hofn.  Hartswaldstrasse  51, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Real  property,  situated  in  the 
Township  of  Salford,  County  of  Mont- 
gomery, State  of  Pennsylvania,  particu- 
larly described  in  Exhibit  A.  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures,  improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
for  rents,  refunds,  benefits  or  other  pay- 
ments, arising  from  the  ownership  of 
such  property, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  ( r  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
witiiin  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
subject  to  recorded  liens,  encumbrances 
and  other  rights  of  record  held  by  or  for 
persons  who  are  not  nationals  of  desig- 
nated enemy  countries,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  presci:ibed  in  Sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
ExHiBrr  A 

All  those  two  certain  tracts  of  land  situate 
In  the  Township  of  Salford.  In  the  County  of 
Montgomery  and  State  of  Pennsylvania, 
bounded  and  described  as  follows,  to  wit: — 

Tract  No.  1,  beginning  at  a  stone  a  corner 
In  a  line  of  Zeno  P.  Barndts  land,  thence  by 
the  same  south  forty-nine  and  three  quarters 
degrees  west  sixteen  and  five  tenths  perches 
to  a  stone  a  corner  in  a  line  of  the  herein- 
after described  tract  No.  2,  thence  by  the 
same  North  forty  six  degrees  west  fifty  seven 
and  fifteen  hundredths  pe>ches  to  a  comer 
In  a  public  road  and  land  of  late  John 
Berndt;  thence  along  said  road  and  said  land 
North  forty  four  degrees  east  sixteen  and  five 
tenths  perches  to  a  stone  a  corner  In  Henry 
S.  Leister's  land;  thence  by  the  same  south 
forty  six  degrees  east  fifty  nine  and  five 
tenths  perches  to  the  place  of  beginning. 

Containing  six  acres  and  nineteen  perches 
of  land,  more  or  less. 
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Tract  No.  2  beginning  at  a  stone  set  for  a 
corner  In  the  line  of  Zeno  P.  Barndt's  land, 
thence  by  the  same  south  forty  nine  and  three 
quarter  degrees  west  eleven  perches  to  a 
stone  a  corner  of  above  described  Tract  No. 
1;  thence  by  the  same  North  forty  six  degrees 
west  fifty  seven  and  fifteen  hundredths 
perches  to  a  comer  in  a  public  road  and  in 
the  line  of  land  of  late  Peter  Gussman;  thence 
by  the  same  and  by  land  of  late  John  Berndt 
North  forty  four  degrees  east  eleven  perches 
to  a  corner  of  late  Amos  Barndt's  land;  thence 
by  the  same  south  forty  six  degrees  east  fifty 
eight  and  ninety  five  hundredths  perches  to 
the  first  mentioned  point  and  place  of  be- 
ginning. 

Containing  four  acres  and  two  perches  of 
land,  be  the  same  more  or  less. 

Being  the  same  two  tracts  of  land  which 
Gustav  Muller.  by  deed  dated  the  ^enth  day 
of  February  A.  D.  1923  and  recorded  in  the 
Recorder's  Office  In  and  for  the  County  of 
Montgomery  at  Norrlstown.  in  Deed  Book  No. 
882  page  89,  for  the  consideration  therein 
mentioned,  did  grant  and  confirm  unto  the 
said  Edith  E.  Spurr,  In  fee. 

I  P.    R.    Doc.    49-2600;    Piled,    Apr.    6,    1949; 
8:57  a.  m.  I 


[Return  Order  284] 
Giuseppe  Bastianelli 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Giuseppe  Bastianelli,  Rome  Italy.  Claim 
No.  36823;  February  8,  1949  (14  P.  R.  559); 
•51.953.92  In  the  Treasury  of  the  United 
States.  All  right,  title,  interest  and  claim 
of  any  kind  or  character  whatsoever  of 
Giuseppe  Bastianelli  in  and  to  the  trust  cre- 
ated under  Paragraph  Third  of  the  Last  Will 
and  Testament  of  Marlon  Rawle  Bastianelli, 
deceased. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  1,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-2603;    Piled,    Apr.    6,    1949; 
8:57  a.  m.] 


(Return  Order  286] 
Giovanni  Gregorini-Bingham 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  dettr- 


NOTICES 

minatlon.  be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adeqi^e  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return   Published,   and   Property 

Giovanni  Gregorlnl-Blngham.  Villa  Grego- 
rlnl,  Casalecchlo,  Bologna,  Italy,  Claim  No. 
5849;  January  14.  1949  ( 14  P.  R.  210) ;  •1.204.02 
in  the  Treasury  of  the  United  States.  All  right, 
title,  interest  and  claim  of  any  kind  or  char- 
acter whatsoever  of  Giovanni  Gregorini-Bing- 
ham In  and  to  the  trust  created  under  the 
Will  of  Henry  B.  King.  Deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C,  on 
April  1.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-2604;    Filed.    Apr.    6,    1949; 
8:57  a.  m.) 
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(Vesting  Order  13066] 

Ernst  Schoeneich  and  Frieda 
schoeneich 

In  re:  Real  property,  property  insur- 
ance policies  and  a  claim  owned  by  Ernst 
Schoeneich,  also  known  as  Ernst  C. 
Schoeneich,  and  Frieda  Schoeneich. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Ernst  Schoeneich.  also  known 
as  Ernst  C.  Schoeneich.  and  Frieda 
Schoeneich,  whose  last  known  addresses 
are  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
coUntry  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Real  property  situated  in  the  City  of 
Chicago.  County  of  Cook.  State  of  Illi- 
nois, particularly  described  in  Exhibit  A. 
attached  hereto  and  by  reference  made 
a  part  hereof,  together  with  all  heredit- 
aments, fixtures,  improvements  and  ap- 
purtenances thereto,  and  any  and  all 
claim  for  rents,  refunds,  benefits  or  other 
payments  arising  from  the  ownership 
of  such  property, 

b.  All  right,  title  and  interest  of  the 
persons  named  in  subparagraph  1  hereof 
in  and  to  the  following  insurance  poli- 
cies : 

Plre  and  Extended  Coverage  Policy  No. 
7277  Issued  by  the  National  Liberty  Insur- 
ance Company  of  America.  59  Maiden  Lane. 
New  York,  New  York.  In  the  amount  of 
•3.500.00,  which  policy  expires  Janua'-y  31, 
1951.  and  insures  the  property  described  in 
subparagraph  2-a  hereof. 

Fire  and  Extended  Coverage  Policy  No. 
455010  issued  by  the  Home  Insurance  Com- 
pany of  New  York.  69  Maiden  Lane.  New 
York,  New  York.  In  the  amount  of  •2,500.00. 
which  policy  expires  December  23,  1951,  and 


insures  the  property  described  In  subpara- 
graph 2-a  hereof,  and 

Public  Uablllty  Policy  No.  8B-21320  Is- 
sued by  London  Guaranty  and  Accident  In- 
surance Company,  Ltd.,  55  5th  Avenue,  New 
York,  New  York,  in  the  limits  of  •15,000.00' 
•30,000.00,  which  policy  expires  July  22.  1950, 
and  insures  the  property  descrllsed  In  sub- 
paragraph 2-a  hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  sub- 
paragraph 1  hereof  by  Gustav  Hake,  3548 
North  Southport  Avenue.  Chicago  13. 
Illinois,  ari.sing  out  of  rents  collected  on 
the  property  described  in  subparagraph 
2-a  hereof,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person.s 
named  in  .<:ubparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  actio*  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  in  subparagraph  2-a  here- 
of, subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-b  and 
2-c  hereof, 

All  such  property  so  vested  to  be  held, 
used,  administered,  niquidated.  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

ExHiarr  A 

All  that  certain  piece  or  parcel  of  land, 
situate  In  the  County  of  Cook,  State  of  Illi- 
nois, described  as  follows,  to  wit: 

Lot  thirty-one  (31)  in  Block  three  (3)  in 
Baxter's  Subdivision  of  the  South  West  quar- 
ter (SWV4)  of  the  South  East  quarter  (SE 
'4)  of  Section  twenty  (20),  Township  forty 
(40)  North,  Range  fourteen  (14),  East  of 
the  Third  Principal  Meridian. 

[P.    R.    Doc.    49  2602;    Piled.    Apr.    6.    1949; 
8:57  a.  m] 
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Washington,  Friday,  April  8,  1949 


TITLE  3— THE  PRESIDENT 

PROCLAMATION   2834 

World  Trade  Week,  1949 

by  the  president  of  the  united  states 

or  AMERICA 
A  PROCLAMATION 

WHEREAS  International  trade  pro- 
vides the  medium  by  which  the  nations 
of  the  world  exchange  the  products  of 
their  resources  and  skills;  and 

WHEREAS  the  expansion  of  import 
and  export  trade  improves  standards  of 
living,  encourages  full  employment  of 
labor  and  productive  facilities,  and  speeds 
the  development  of  human  and  natural 
resources  throughout  the  world,  thus  lay- 
ing the  foundation  for  lasting  world  pros- 
perity and  i>eace;  and 

WHEREAS  the  United  States  advocates 
the  removal  of  unnecessary  restrictions 
and  discriminations  in  international 
trade  and  accordingly  has  initiated  a 
reciprocal  -  trade  -  agreements  program 
and  has  taken  steps  in  concert  with  other 
nations  toward  the  establishment  of  an 
International  Trade  Organization : 

NOW.  THEREFORE,  I,  HARRY  S. 
TRUMAN.  President  of  the  United  States 
of  America,  do  hereby  proclaim  the  week 
commencing  May  22.  1949,  as  World 
Trade  Week;  and  I  urge  the  appropriate 
officials  of  the  several  States.  Territories, 
and  posse.ssions  of  the  United  States,  as 
well  as  the  municipalities  and  other  po- 
litical .subdivisions  of  the  country,  to  co- 
operate in  the  observance  of  that  week. 

I  also  invite  business,  educational,  and 
civic  groups,  and  the  p>eople  of  the  United 
States  generally,  to  observe  World  Trade 
Week  with  ceremonies,  exhibits,  and 
other  appropriate  activities. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal  of 
the  United  States  of  America  to  be  af- 
fixed. 

DONE  at  the  City  of  Washington  this 

5th  day  of  April  in  the  year  of  our  Lord 

nineteen    hundred    and    forty- 

[seal]     nine,  and  of  the  Independence 

of  the  United  States  of  America 

the  one  hundred  and  seventy-third. 


Harry  S.  Truman 


By  the  President: 


Dean  Acheson. 

Secretary  of  State. 

IP.    R.    Doc.    49  2714;    Piled,    Apr.    6.    1949; 
12:40  p.  m.] 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  2 — Appointment  Through  the 
Competitive  System 

agency  authority  to   make  temporary 
appointments 

Subparagraphs  (2).  (3>  and  (4)  of 
5  2.114  <e)  are  amended  as  follows: 

The  periods  at  the  end  of  the  second 
sentences  in  subparagraphs  <2)  and  <3', 
and  at  the  end  of  the  first  sentence  of 
subparagraph  (4>  are  changed  to  semi- 
colons and  the  following  added:  "Pro- 
vnded.  That  whenever  the  making  of  an 
appointment  requires  the  determination 
that  some  person  is  physically  disquali- 
fied for  appointment,  the  agency  must 
obtain  a  decision  from  the  Commission." 

(R.  S.  1753.  sec.  2,  22  Stat.  403;  5  U.  S.  C. 
631.  633,  E.  O.  9830.  Feb.  24.  1947.  12  F.  R. 
1259;  3  CFR,  1947  Supp.) 

United  States  Civil  Serv- 
ice Commission, 
[seal!     H.  B.  Mitchell. 

President. 

|F.    R.    Doc.    49-2622.    Filed.     Apr.    7,    1949; 
851  a.  m  | 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration, Department  of  Agriculture 

Subchapter  B — Farm  Ownarthip  Loant 

Part  311 — Basic  Regulations 

subpart  B — LOAN    LIMITATIONS 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Farm  Tenant  Act.  as 
amended,  the  average  value  of  efficient 
family-type  farm-management  units  and 
the  investment  limit  for  the  county 
identified  below  are  determined  to  be 
as  herein  set  forth;  and  §  311.30,  Chapter 
III.  Title  6  of  the  Code  of  Federal  Reg- 
ulations, as  reorganized  and  revised  (13 
F.  R.  9376),  is  amended  by  adding  said 
county,  average  value,  and  investment 
limit  to  the  tabulations  appearing  In 
said  seclton  under  the  State  of  Georgia. 
(Continued  on  p.  1665) 
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County 

A  vera  (re 
value 

Investment 
limit 

Liberty.   

$5,,y)o 

I5.S00 

(Sec.  41  (1>.  60  Stat.  1066;  7  U.  S.  C.  1015 
(i>.  Applies  sees.  3  (a».  44  (b>.  60  Stat. 
1074,  1069;  7  U.  S.  C.  1003  (a).  1018  (b)) 

Is.sued  this  5th  day  of  April  1949. 

[seal]  Charles  F.  Brannah. 

Secretary  of  Agriculture. 

IF.    R.    Doc.    49  2638;    Piled.    Apr.    7,    1949; 
855  a.   m.| 


Part  311 — Basic  Regulations 

subpart  b — loan  limitations 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Farm  Tenant  Act.  as 
amended,  average  values  of  efficient 
family-type  farm-management  units 
and  investment  limits  for  the  counties 
identified  below  are  determined  to  be 
as  herein  set  forth.  The  average  values 
and  Inve.stment  limits  heretofore  estab- 
lished for  said  counties,  which  appear 
in  the  tabulations  of  average  values  and 
investment  limits  under  §311.30,  Chap- 
ter III,  Title  6  of  the  Code  of  Federal 
Regulations,  as  reorganized  and  revised 
(13  F.  R.  9376'.  are  hereby  superseded 
by  the  average  values  and  investment 
limits  set  forth  below  for  said  counties. 


<iEORC,l\ 

County 

Averajre 
value 

Investment 
limit 

n»lcer 

(■;.ri<)ll 

I-.1      

•fi..'i«»0 

T.UKI 
ti.  (»I0 
fi.2.V) 

7.(1111) 

«.  2.VI 

S|>al"ling..„ri 

(Sec.  41  (I).  60  Stat.  1066;  7  U.  S.  C.  1015 

<i>.    Applies  sees.  3  (a),  44  (b).  60  Stat 
1074,  1069;  7  U.  S.  C.  1003  (a>.  1018  (b)) 

Is.sued  this  5th  day  of  April  1949. 

[SEAL]  CHARLE^  p.  BrANNAN, 

Secretary  of  Agriculture. 

IF.    R.    Doc.    49-2639;    Filed.    Apr.    7.    1949; 
8:55  a.  m.) 


Part  311 — Basic  Regulations 

subpart  b — loan  limitations 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Farm  Tenant  Act.  as 
amended,  the  average  value  of  efficient 
family-type  farm-management  units 
and  the  investment  limit  for  the  county 
identified  below  are  determined  to  be  as 
herein  set  forth.  The  average  value  and 
the  investment  limit  heretofore  estab- 
lished for  said  county,  which  appear  in 
the  tabulations  of  average  values  and 
Investment  limits  under  §  311.30.  Chapter 
III,  Title  6  of  the  Code  of  Federal  Regula- 
tions, as  reorganized  and  revised  (13 
P.  R.  9376),  are  hereby  superseded  by 
the  average  value  and  the  Investment 
limit  set  forth  below  for  said  county. 


County 

Average 

value 

Investment 
limit 

Beltrami 

)5,000 

W.OOO 

(Sec.  41  (i),  60  Stat.  1066;  7  U.  S.  C.  1015 
(i).  Applies  sees.  3  (a>.  44  (b).  60  Stat. 
1074,  1069;  7U.  S.  C.  1003  (a>.  1018  (b) ) 

Issued  this  5th  day  of  April  1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

\F.  R.    Doc.    49-2640;    Filed.    Apr.    7,    1949; 
8:55  a.  m.] 


Part  311 — Basic  Regulations 

subpart  b — loan  limitations 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones  Farm  Tenant  Act.  as 
ameaded.  average  values  of  efficient 
family-type  farm-management  units  and 
Investment  limits  for  the  counties  iden- 
tified below  are  determined  to  be  as 
herein  set  forth;  and  S  311.30,  Chapter 
III,  Title  6  of  the  Code  of  Federal  Regu- 
lations, as  reorganized  and  revised  ( 13 
F.  R.  9376),  is  amended  by  adding  said 
counties,  average  values,  and  investment 
limits  to  the  tabulations  appearing  in 
said  section  under  the  State  of  Minne- 
sota. 

MlVNESOTA 


County 

A  vorane 
valUf 

Invosiment 

limit 

C<H,k 

6.500 

$.1.  .^on 
5.  sou 

Lake 

(Sec.  41  (i) .  60  Stat.  1066;  7  U.  S.  C.  1015 
(i>.  Applies  sees.  3  (a>.  44  (b',  60  Stat. 
1074.  1069;  7  U.  S.  C.  1003  (a) .  1018  ^b>  > 

Is.sued  this  5th  day  of  April  1949. 

[seal]  'Charles  F.  Brannan. 

Spcretary  of  Agriculture. 

|F.    R     Doc.    49  2641;    Piled,    Apr.    7,    1949; 
8:55  a.  m.) 


Part  311 — Basic  Regulations 

subpart  b — loan  limitations 

For  the  purposes  of  title  I  of  the 
Bankhead-Jones  Farm  Tenant  Act.  as 
amended,  average  values  of  efficient 
family-type  farm-management  units 
and  investment  limits  for  the  counties 
Identified  below  are  determined  to  be  as 
herein  set  forth.  The  average  values 
and  Investment  limits  heretofore  estab- 
lished for  said  counties,  which  appear  In 
the  tabulations  of  average  values  and 
Investment  limits  under  §  311.30.  Chap- 
ter III.  Title  6  of  the  Code  of  Federal 
Regulations,  as  reorganized  and  revised 
(13  P.  R.  8376),  are  hereby  superseded 
by  the  average  values  and  investment 
limits  set  forth  below  for  said  coimtles. 


N 

ORTH 

Carouva 

County 

Average 
value 

Investment 
limit 

AUeehany .' 

((.INK! 
Kit"!! 

ti  (NMt 

Moore 

person 

H  (NR) 

Surry 

8,  OHO 

(Sees.  41  (1).  60  Stat.  1C66;  7  U.  S.  C.  1015 
(i».  Applies  .sees.  3  (a».  44  'b».  60  Stat. 
1074,  1069;  7  U.  S.  C.  1003  (a».  1018  (b)) 

Issued  this  5th  day  of  April  1949. 

[seal]  Ch.\rles  F.  Brannan, 

Secretary  of  Agriculture. 

(F.    R.    Doc.    49  2642;     Filed,    Apr.    7. 


49  2642;     Filed, 
8:55   a.   m  | 


1949; 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Indus- 
try, Department  of  Agriculture 

Subchapter    D — Exportation    and    Importation    of 
Animals  and  Animal  Products 

Part  92 — Importation  of  Livestock  Into 
THE  United  States  (Except  From 
Mexico) 

inspection  and  quarantine  of  livestock 
and  other  animals 

On  February  1.  1949.  a  notice  of  rule 
making  wa.s  published  in  the  Federal 
'Reglster  (F.  R.  Doc.  49-745;  14  F.  R. 
443)  regarding  a  proposed  amendment 
of  §  92.20  of  the  regulations  governing 
the  in.spection  and  quarantine  of  live- 
stock and  other  animals  offered  for  im- 
portation (except  from  Mexico)  (9  CFR, 
1944  Supp..  92.20 » .  Pursuant  to  the  au- 
thority conferred  upon  the  Secretary  of 
Agriculture  by  sections  6,  7,  8,  and  10  of 
the  act  of  Congress  approved  August  30, 
1890.  as  amended  '21  U.  S.  C.  102-105). 
and  section  2  of  the  act  of  Congress  ap- 
proved February  2,  1903,  as  amended  <21 
U.  S.  C.  1946  ed.  Ill)  and  after  consid- 
eration of  the  proposals  contained  in 
said  notice  of  rule  making  and  all  ma- 
terial submitted  in  connection  therewith. 
§  92.20  is  hereby  amended  to  read  as 
follows: 

§92.20  Cattle  from  Canada— (&) 
Health  certificates;  detention  at  port  of 
entry.  Cattle  offered  for  importation 
from  Canada  shall  be  accompanied  by 
an  official  veterinarians  certificate  show- 
ing that  he  has  Inspected  the  said  cattle 
and  found  them  free  from  any  evidence 
of  communicable  disease  and  that,  as 
far  as  he  has  been  able  to  determine, 
they  have  not  been  expcsed  to  any  such 
disease  during  the  preceding  60  days. 
Any  such  cattle  may  be  detained  at  the 
port  of  entry  and  there  subjected  to  such 
tests  as  may  be  required  by  the  Chief  of 
Bureau,  and  the  importer  shall  be  re- 
sponsible for  the  care,  feeding  and  han- 
dling of  such  cattle  during  the  period  of 
detention. 

(b)  Tuberculin-test  certificates.  Im- 
portations of  cattle  from  Canada,  for 
purposes  other  than  slaughter  as  pro- 
vided In  i  92.23.  shall  be  in  compliance 
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with  the  following  conditions  and  re- 
quirements : 

(1)  Cattle  from  Canadian-listed  tu- 
berculosis-free accredited  herds  shall  be 
accompanied  by  a  certificate  issued  or 
endorsed  by  a  salaried  veterinarian  of 
the  Canadian  Government  showing  them 
to  be  from  such  herds  and  that  said  herds 
have  been  tuberculin  tested  within  one 
year  of  the  date  of  Importation.  The 
date  of  such  tuberculin  tesi  shall  be 
shown  on  the  certificate. 

(2)  Cattle  from  herds  In  accredited 
areas  in  Canada,  other  than  accredited 
herds,  shall  be  accompanied  by  a  certifi- 
cate issued  or  endorsed  by  a  salaried  vet- 
erinarian of  the  Canadian  Government 
showing  them  to  be  from  herds  in  such 
areas  and  that  the  animals  offered  for 
entry  have  been  tuberculin  tested  with 
negative  results  within  30  days  preceding 
their  offer  for  entry.  However,  cattle 
from  herds  in  such  areas — other  than 
range  herds — in  which  one  or  more  re- 
actors to  the  tuberculin  test  have  been 
disclosed  shall  not  be  imported  until  the 
said  herds  have  reached  full  tubercu- 
losis-free status  under  Canadian  regu- 
lations. 

(3)  Cattle  from  herds  in  restricted 
areas  in  Canada — other  than  range  cattle 
and  cattle  from  accredited  herd.s — shall 
be  accompanied  by  a  certificate  issued 
or  endorsed  by  a  salaried  veterinarian  of 
the  Canadian  Government  showing  (i) 
that  they  have  been  tuberculin  tested 
with  negative  results  within  30  days  pre- 
ceding their  offer  for  entry,  (ii)  that  all 
cattle  in  the  herd  or  herds  from  which 
the  animals  proceed  have  been  tuberculin 
tested  with  negative  results  not  more 
than  12  months  nor  less  than  90  days 
before  the  date  of  the  offer  for  entry, 
and  (iii)  that  the  animals  presented  for 
entry,  excepting  only  the  natural  in- 
crease in  the  herd,  were  included  in  the 
herd  or  herds  of  origin  at  the  time  of 
said  herd  tests.  However,  cattle  from 
herds  in  such  areas — other  than  range 
herds — in  which  one  or  more  reactors 
to  the  tuberculin  test  have  been  disclosed 
shall  not  be  imported  until  the  said  herds 
have  reached  full  tuberculosis-free  sta- 
tus under  Canadian  regulations. 

(4)  Range  cattle  of  the  beef  types 
shall  be  accompanied  by  a  certificate  is- 
sued or  endorsed  by  a  salaried  veteri- 
narian of  the  Canadian  Government 
showing  them  to  be  range  cattle  and  that 
they  have  been  tuberculin  tested  with 
negative  results  within  30  days  preceding 
their  offer  for  entry. 

(5^  No  cattle  other  than  range  cattle 
or  those  from  accredited  herds  shall  be 
Imported  from  areas  in  Canada  that  are 
neither  restricted  nor  accredited  under 
Canadian  regulations,  except  for  slaugh- 
ter as  provided  In  §  92.23. 

(c)  Brucellosis-test  certificates.  Cat- 
tle six  months  old  or  more  offered  for  im- 
portation from  Canada — except  steers, 
spayed  heifers,  and  all  cattle  for  imme- 
diate slaughter — shall  be  accompanied 
by  a  certificate  issued  or  endorsed  by  a 
salaried  veterinarian  of  the  Canadian 
Government  showing  them  to  have  been 
tested  for  brucellosis  (Bang's  disease) 
with  negative  results  within  30  days  pre- 
ceding their  offer  for  entry.  However, 
cattle  from  Canadian  brucellosis-free 
listed  herds  need  not  be  so  tested  if  It  is 
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shown  on  the  accompanying  certificates 
that  the  animals  have  been  officially  vac- 
cinated. In  accordance  with  Canadian 
regulations,  as  calves  within  16  months 
prior  to  their  being  offered  for  entry. 
The  certificate  accompanying  such  vac- 
cinated cattle  shall  show  the  date  of 
vaccination  of  each  animal  and  that  the 
herd  Is  listed  as  brucellosis  free. 

(d)  Certificates:  information  re- 
quired. The  certificates  prescribed  In 
paragraphs  <b)  and  (c)  of  this  section 
shall  give  the  dates  and  places  of  testing, 
names  of  the  consignor  and  consignee, 
and  descriptions  of  the  cattle,  including 
breed,  ages,  markings,  and  tattoo  and 
eartag  numbers. 

(e)  United  States  cattle  returning 
from  expositions  in  Canada.  Cattle 
from  the  United  States  which  have  been 
exhibited  at  the  Royal  Agricultural 
Winter  Fair  at  Toronto  or  other  recog- 
nized expositions  in  Canada  and  have 
not  been  in  that  country  more  than  30 
days  may  be  returned  to  the  United 
States  within  10  days  from  the  close  of 
such  fair  or  exposition  without  the  cer- 
tificates specified  In  paragraphs  (b)  and 
(c)  of  this  section,  if  they  are  accom- 
panied by  copies  of  the  tuberculin-  and 
brucellosis-test  certificates  accepted  by 
the  Canadian  authorities  for  their  entry 
Into  Canada  and  if  It  Is  shown  to  the 
satisfaction  of  the  inspector  at  the 
United  States  port  of  reentry  that  they 
are  the  identical  cattle  covered  by  the 
said  certificates.  <26  Stat.  416.  32  Stat. 
792,  44  Stat.  775.  46  Stat.  1460;  21  U.  S.  C. 
102-105.  Ill) 

The  foregoing  amendment  shall  be- 
come effective  on  the  9th  day  of  May 
1949. 

Done  at  Washington,  D.  C,  this  5th 
day  of  April  1949.  Witness  my  hand 
and  tke  seal  of  the  Department  of 
Agriculture. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

I  p.    R.    Doc.    49  2643;    Filed,    Apr.    7,    1949; 
8:56  a.   m.l 


TITLE  24— HOUSING  AND 

HOUSING  CREDIT 

Chapter  VIII — OfRce   of  the   Housing 
Expediter 

[Controlled  Housing  Rent  Reg.,'   Amdt.  79) 

Part  825 — Rent  Regulations  Under  the 

Housing  and  Rent  Act  of   1947,   as 

Amended 
controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regu- 
lation <§§  825.1  to  825.12)  Is  amended  in 
the  following  respects: 

1.  Schedule  A,  item  15,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Coconino  County,  Township  21  North, 
Range  7  East;  and  In  Yavapai  County,  Town- 
ships 13  and  14  North,  Range  2  West.  Gila 
and  Salt  River  Base  and  Meridian,  Including 
the  City  of  Prescott. 


>  13  P.  R.  5706,  5788,  5877,  5937,  6246,  6283, 
6411,  6556,  6881.  6910.  7299,  7671,  7801,  7862, 
8217,  8327.  8386:  14  F.  R.  17,  93.  143.  271.  337, 
456,  627,  632,  695,  856.  918.  979,  1005,  1083, 
1345,  1394. 


That  portion  of  the  County  of  Mohave 
•outh  of  the  Colorado  River. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Coconino  County.  Arizona  except 
Township  21  North.  Range  7  East  in  the 
Prescott-Flagstaff.  Arizona,  Defense- 
Rental  Area. 

2.  Schedule  A,  item  293,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Shelby. 

In  Crittenden  County,  the  City  of  West 
Memphis. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Crittenden  County.  Arkansas,  ex- 
cept the  City  of  West  Memphis.  In  the 
Memphis,  Tennessee,  Defense-Rental 
Rental  Area. 

3.  In  schedule  A.  Item  19b.  all  of  said 
Item  19b,  which  relates  to  the  Counties 
of  Dallas  and  Nevada,  Arkansas,  is  de- 
leted, and  the  description  of  the  counties 
of  Calhoun  and  Ouachita,  Arkansas,  is 
amended  to  read  as  follows: 

In  Ouachita  County,  the  City  of  Camden. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Camden,  Arkansas,  Defense- 
Rental  Area,  except  the  City  of  Camden, 
Arkansas. 

4.  Schedule  A,  Item  25,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Jefferson. 

Northern  District  of  Arkansas  County,  con- 
sisting of  the  Townships  of  Gum  Pond, 
Henton,  Keaton,  McFall,  Mill  Bayou  and 
Morris. 

This  decontrols  from  §J  825.1  to  825  12 
the  Southern  District  of  Prairie  County 
consisting  of  the  Townships  of  Belcher. 
Center.  Hazen.  Lower  Surrounded  Hill. 
Roc  Roe.  Tyl^r.  and  Watensaw.  in  the 
Pine  Bluff.  Arkansas,  Defense-Rental 
Area. 

5.  Schedule  A.  Item  55,  Is  amended  to 
read  as  follows: 

(55)    [Revoked  and  decontrolled.! 

This  decontrols  from  §S  825.1  to  825.12 
the  entire  Banana  River,  Florida.  De- 
fense-Rental Area. 

6.  Schedule  A.  item  64b,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

* 

Clay. 

This  decontrols  from  §5  825.1  to  825.12 
Bradford  County  In  the  Starke,  Florida, 
Defense-Rental  Area. 

7.  Schedule  A,  item  214,  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Pasquotank. 
Chowan. 

This  decontrols  from  5§  825.1  to  825.12 
Perquimans  County  In  the  Elizabeth 
City,  North  Carolina,  Defense-Rental 
Area. 

8.  Schedule  A.  item  217,-  Is  amended  to 
read  as  follows: 

(217)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Henderson,  North  Carolina, 
Defense-Rental  Area. 

9.  Schedule  A.  Item  217c.  Is  amended 
to  read  as  follows: 

(217c)    [Revoked  and  decontrolled.) 


Friday,  April  8,  1949 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  HendersonvUle.  North  Caro- 
lina, Defense-Rental  Area. 

10.  Schedule  A,  item  219,  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Richmond  and  Robeson. 
Marlboro. 

This  decontrols  from  §§  825  1  to  825.12 
.Scotland  County  in  the  Laurinburg, 
North  Carolina  Defense-Rental  Area. 

11.  Schedule  A,  Item  220a.  is  amended 
to  read  as  follows: 

(220a)      [Revoked  and   decontrolled] 

This  decontrols  from  $5  825  1  to  825.12 
the  entire  Oxford.  North  Carolina.  De- 
fi'n.se-Rental  Area. 

12.  Schedule  A.  item  221e,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Davidson  and  Rowan. 

This  decontrols  from  5§  825.1  to  825  12 
Tredell  County  in  the  Salisbury,  North 
Carolina  Defense-Rental  Area. 

13.  Schedule  A.  it^m  223c.  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Cass  County,  the  City  of  Pargo. 
In  Clay  County,  the  of  Moor  head. 

This  decontrols  from  J§  825  1  to  825.12 
all  of  Ca.?s  County.  North  Dakota,  ex- 
cept the  City  of  Pargo  and  all  Clay 
County.  Minne.sota,  except  the  City  of 
Moorhead,  both  counties  in  the  Fargo- 
Moorhead.  North  Dakota,  Defense- 
Rental  Area. 

14.  Schedule  A.  Item  223d,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

City  of  Grand  FVjrks  In  Grand  Porks 
County. 

City  of  East  Grand  Forks  In  Polk  County.* 

This  decontrols  from  5  5  825  1  to  825.12 
nil  of  Grand  Forks  County,  North  Da- 
kota, except  the  City  of  Grand  Forks,  in 
the  Grand  Forks.  North  Dakota,  Defen.se- 
Rental  Area. 

15.  Schedule  A,  item  223e.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Burleigh  County,  the  City  of  Bls- 
ni.'irck:  and  In  Morton  County,  the  City  of 
Mandan. 

This  decontrols  from  55  825.1  to  825.12 
all  of  the  Bismarck-Mandan.  North  Da- 
kota, Defense-Rental  Area,  except  the 
Cities  of  Bismarck  and  Mandan,  North 
Dakota. 

16.  Schedule  A,  item  223f,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  the  County  of  Stutsman,  the  City  of 
Jamestown.   North  Dakota. 

This  decontrols  from  §S  825.1  to  825.12 
all  of  the  Jamestown,  North  Dakota. 
Defense-Rental  Area  except  the  City  of 
Jamestown.  North  Dakota. 

17.  Schedule  A.  item  358.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Jackson  and  Mason. 

In  the  County  of  Gallia,  the  Townships 
of  Addison,  OalllpoUs.  and  Green;  and  In  the 
County  of  Meigs,  the  Townships  of  Rutland. 
Lialisbury,  and  Sutton. 
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This  decontrols  from  §5  825  1  to  825.12 
all  of  Gallia  County  except  the  Town- 
ships of  Addison.  Gallipolis,  and  Green; 
and  all  of  Meigs  County  except  the 
Townships  of  Rutland.  Salisbury  and 
Sutton,  both  counties  in  Ohio,  in  the 
Point  Pleasant-Gallipolis.  West  Virginia, 
Defense-Rental  Area. 

18.  Schedule  A,  item  359,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Brooke.  Hancock,  Marshall.  Ohio,  and  In 
the  County  of  Wetzel,  the  Mat;isterial  Dis- 
tricts of  Magnolia  and  Proctor. 

Belmont,  Columbiana,  and  Jefferson. 

This  decontrols  from  55  825.1  to  825.12 
all  of  Wetzel  County,  We.st  Virginia,  ex- 
cept the  Magisterial  Districts  of  Magnolia 
and  Proctorvin  the  Wheeling-Stcuben- 
ville.  West  Virginia,  Defense-Rental 
Area. 

<Sec.  204  (d>,  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by 
Pub.  Law  31,  81st  Cong.;  50  U.  S.  C.  App. 
1894  (d».  Applies  sec.  204.  61  Stat.  197, 
as  amended  by  62  Stat.  37,  by  62  Stat. 
94  and  by  Pub.  Law  31,  81.st  Cong.;  50 
U.  S.  C.  App.  18941 

This  amendment  shall  become  effec- 
tive April  5,  1949. 

Issued  this  5th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49-2693;    Filed,    Apr.    5,    1949; 
5:00  p.  m.J 


[Controlled  Housing  Rent  Reg,'  Amdt.  80) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing   rent  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion (§5  825.1  to  825.12)  is  amended  in 
the  following  respect : 

Schedule  B  is  amended  by  incorpo- 
rating Item  46  as  follows: 

46.  Provisions  relating  to  certain  cities  In 
the  Watertown,  Wisconsin,  Defense-Rental 
Area. 

Increase  in  maximum  rents  ba.sed  upon  the 
recommendation  of  the  Local  Advisory 
Board.  Effective  April  6.  1949,  an  increase  in 
maximum  rents  Is  hereby  authorized  for 
housing  accommod;;tlons  located  In  each  city 
listed  below  (In  the  Watertown,  Wisconsin, 
Defense-Rental  Area )  In  the  amount  listed 
with  respect  to  such  city,  said  Increase  to 
apply  only  to  housing  accommodations  for 
which  (a)  the  maximum  rent  was  first  de- 
termined under  section  4  (a)  or  4  (b)  of  the 
Rent  Regulation  for  Housing  Issued  pursuant 
to  the  Emergency  Price  Control  Act  of  1942, 
as  amended,  or  (bi  the  maximum  rent  was 
fixed  by  an  order  entered  under  the  appli- 
cable rent  regulation  fixing  the  maximum 
rent  on  the  basis  ol  the  rent  generally  pre- 
vailing In  the  defense-rental  area  for  com- 
parable housing  !!ccommodations  on  January 
1,  1946:  Provided,  however.  That  where  any 
adjustment  was  heretofore  ordered  on  or 
after  August  22,  1947  under  f  825.5  (a)  (12) 
or  825.6  (a)  (16)  the  amount  of  such  adjust- 
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ment  shall  be  excluded  In  determining  the 

increased  maximum  rent:  Provided  further. 
That  where  housing  accommbdations  are 
or  were  covered  by  a  statutory  lease,  as 
defined  In  5  825.4  (b),  the  Increase  hereby 
authorized  shall  not  apply  alter  the  termina- 
tion of  such  lease,  and  alter  such  termina- 
tion the  maximum  rent  sl-'all  be  determined 
by  the  provisions  of  5  8254  (b)  (2):  And 
provided  further.  That  in  the  case  of  any 
housing  accommodations  for  which  the  dol- 
lar amount  of  Increasp  In  taxes  from  the 
year  19*6  to  the  year  1948  Is  less  than  the 
dollar  amount  of  increase  In  the  maximum 
rent  computed  by  .".pnlyin;^  'he  percentage 
Increase  hereby  authorized,  the  Area  Rent 
Director  may  enter  an  order  reducing  the 
maximum  rent  so  that  It  will  reflect  an  In- 
crease of  no  more  than  the  dollar  amount 
of  Increxse  in  taxes  from  the  year  1946  to 
the  year  1948. 

Percentage 
of  rent 
City  increase 

Beaver  Dam  In  Dodge  County,  Wis 6 

Fox   Lake   in    Dodgj   Cjunty.   Wis 3 

Horicon   In   Dodge   Coinny,   WiS 4 

Hustisford  in  Dodge  County.  Wis 9 

Juneau   in  Dodge   County,   Wis 6 

Mayville  in  Dodge  County.  Wis 8 

Ft.  Athlnson  In  Jefferson  County.  Wis_.       6 

Jefferson  In  Jefferson  CniMity.  Wis 6 

Lnke  Mills  In  Jefferson  County,  Wis-___       6 

Waterloo   in   Jefferson    County,   Wis 5 

Watertown  in  Jefferson  County,  Wis —     12 

In  applying  5$  825.1  to  825.12  to  housing 
accommodations  In  any  city  listed  above,  the 
term  "rent  generally  prevniling  for  compara- 
ble housing  accommodations  In  the  maxi- 
mum rent  date"  shall  mean  the  rent  generally 
prevailing  lor  comparable  housing  accom- 
modations on  January  1,  1946.  plus  the  per- 
centage of  Increase  listed  above  for  said 
city. 

All  provisions  of  5  5  825.1  to  825.12  in- 
sofar as  they  are  applicable  to  the  cities 
listed  above  are  hereby  amf-nded  to  the 
extent  necessary  to  carry  these  provi- 
sions into  effect. 

(Sec.  204  (d>,  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Slat.  94  and  by  Pub. 
Law  31,  81st  Cong.;  50  U.  S.  C.  App. 
18S4  <d).  Applies  sec.  204.  61  Stat.  197. 
as  amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  6,  1949. 

Issued  this  5th  day  of  April  1949. 

TlGHE  E.  WOCD.S, 

//ou.<Jtnfif  Expcaitcr. 

I  P.    R.    Doc.    49-2690;    Fijed,    Apr.    6,    1949; 
4:59  p.  m.| 


[Controlled   Housing  Rent   Reg..'   Amdt.  81  [ 

Part  825— Rent  Regulations  Undir  the 
Housing  and  Rent  Act  of  19<7.  as 
Amended 

controlled  housing  rent  regulations 

The  Controlled  Hou.'^inti  Rent  Regula- 
tion <§§  825.1  to  825.12 >  is  amended  in 
the  following  respect.';: 

1.  Schedule  A.  item  67a.  is  amended  to 
read  as  follows: 


'  13  F.  R.  5706,  5788,  5877,  5937.  6246.  6283. 
6411.  6556,  6881,  6910,  7299,  7671,  7801.  7862. 
8217.  8327,  8386;  14  I  R  17.  93,  143.  271.  337. 
456.  627.  632.  695.  b-C.  918.  879.  1005,  1083. 
1345.  1394. 


'  13  F.  R.  5706,  57f3,  ran.  5937,  6246,  6283, 
6411,  6556,  6881,  6910,  7239.  7671,  7601.  7862, 
8217.  8327.  8386;  14  F  R.  17,  93,  143.  271.  337, 
456.  627.  632.  695,  636.  918.  979.  1005.  10C3, 
1345,  1394.  1519,  1570,  1571.  15&7. 
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■  Revoked  and  decontrolled.! 


(«78) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Americus.  Georgia.  I>efense- 
Rental  Area. 

2.  Schedule  A.  item  72.  l.s  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Decatur. 

This  decontrols  from  5§  825.1  to  825.12 
all  of  Grady  County.  Georgia,  from  the 
Bainbridse-Cairo.  Georgia.  Defense-Ren- 
tal Area.  ,   _, 

3.  Schedule  A.  item  75b.  is  amended 
to  read  as  follows : 

(75b»    [Revoked  and  decontrolled  I 

This  dt controls  from  §S  825.1  to  825.12 
the  entire  GrifTm.  Georgia.  Defense- 
Rental  Area. 

4.  Schedule  A.  item  76.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Bibb  and  Houston. 

This  decontrols  from  §5  825.1  to  825.12 
all  of  Peach  County.  Georgia,  in  the 
Macon.  Georgia.  Defense-Rental  Area. 

5.  Schedule  A.  item  78a,  is  amended 
to  read  as  follows : 

(78a)    I  Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Thomasville.  Georgia.  De- 
fense-Rental Area. 

6.  Schedule  A.  item  287.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows : 

Bradley.  Hamilton  and  Marlon. 
Catoosa  and  Walker. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Dade  County.  Georgia,  in  the  Chat- 
t  a  n  o  0  g  a.  Tennessee.  Defense-Rental 

Area. 

7.  Schedule  A.  item  289.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Polk  County,  tlie  Cities  of  Copperhlll. 
Isabella,  and  Ducktown. 

In  Fannni  County,  the  Cities  of  McCays- 
vllle  and  Blue  Ridge. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Polk  County.  Tennessee,  except  the 
Cities  of  Copperhlll.  Isabella  and  Duck- 
town:  and  all  of  Fannin  County.  Geor- 
gia, except  the  Cities  of  McCaysville  and 
Blue  Ridge,  both  counties  in  the  Copper- 
hill-McCaysville.  Tennessee,  Defense- 
Rental  Area. 

8.  Schedule  A.  item  85b.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Morgan  County,  the  Township  of  Jack- 
sonville and  South  Jacksonville. 

This  decontrols  from  55  825.1  to  825.12 
all  of  the  Jacksonville.  Illinois.  Defense- 
Rental  Area,  except  the  Township  of 
Jacksonville  and  South  Jack.sonville.  Il- 
linois. 

9.  Schedule  A.  item  88c.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Coles  County,  the  Cities  of  Mattoon  and 
Charleston 
a 

This  decontrols  from  §5  825.1  to  825.12 
all  of  the  Mattoon.  Illinois.  Defen.se-Ren- 
tal  Area  (xcept  the  Cities  of  Mattoon  and 
Charleston,  Illinois. 
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10.  Schedule  A.  item  88d.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Jefferson  County,  the  City  of  Mt.  Ver- 
non. 

This  decontrols  from  55  825.1  to  825.12 
all  of  the  Mt.  Vernon.  Illinois.  Defease- 
Rental  Area  except  the  City  of  Mt.  Ver- 
non. Illinois. 

11.  Schedule  A.  item  94.  is  amended 
to  describe  tlie  counties  In  the  Defense- 
Rental  Area  as  follows: 

Christian.  Macon.  Sangamon,  and  in  Logan. 
the  City  of  Lincoln. 

This  decontrols  from  §5  825.1  to  825.12 
all  of  Logan  County.  Illinois,  except  the 
City  of  Lincoln,  in  the  Springfield-De- 
catur.  Illinois.  Denfense-Rental  Area. 

12.  Schedule  A.  item  139b.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Allegany,  the  City  of  Cumberland. 

This  decontrols  from  5;?  825.1  to  825.12 
all  of  the  Cumberland.  Maryland.  De- 
fense-Rental Area,  except  the  City  of 
Cumberland.  Maryland. 

13.  Schedule  A.  item  139.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

City  of  Baltimore,  and  the  Counties  of 
Baltimore.  Carroll.  Cecil.  Harford,  Howard; 
and  all  ol  Anne  Arundel  except  Election  Dis- 
tricts 1.  7  and  8. 

This  decontrols  from  55  825.1  to  825. 12 
Election  Districts  1.  7.  and  8  in  Anne 
Arundel  County.  Maryland,  in  the  Haiti- 
more,  Maryland,  Defense-Rental  Area. 

14.  Schedule  A,  item  141,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Charles. 

In  St.  Mary's  County,  Leonardtown  District 

No.  3. 

This  decontrols  trom  5§  825.1  to  825.12 
Calvert  County,  and  all  of  St.  Mary's 
County  except  Leonardtown  District 
No.  3.  both  counties  in  Maryland,  in  the 
Indian  Head-Patuxent  River.  Maryland. 
Defen.'-e-Rental  Area. 

15.  Schedule  A.  item  149a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Dickinson  County,  the  Townships  of 
Breltung  and  Norway:  and  in  Marquette 
County,  the  Townships  of  Ishpeming.  Mar- 
quette and  Negaunee. 

This  d.contr6ls  from  55  825.1  to  825.12 
all  of  Dickin.son  County  except  the 
Townships  of  Breitung  and  Norway,  and 
all  of  Marquette  County  except  the 
Townships  of  Ishpeming.  Marquette,  and 
Negaunee.  both  counties  in  Michigan  in 
the  Escanaba-Marquette.  Michigan.  De- 
fense-Rental Area. 

16.  Schedule  A,  item  150  c.  is  amended 
to  read  as  follows: 

(150c)    (Revoked  and  decontrolled.] 

This  decontrols  from  55  825.1  to  825.12 
the  entire  Ironwood.  Michigan,  Defense- 
Rental  Area. 

17.  Schedule  A,  item  153.  is  amended 
to  describe  the  cov.ntles  in  the  Defense- 
Rental  Area  as  follows: 

Clinton,  and  Ingham  Counties,  and  Eaton 
County  except  the  Townshlp.s  of  Chester, 
Kalamo   Roxand,  Sunfleld,  VermontvUle  and 


that  portion  of  Carmel  Township  which  U 
outside  the  City  of  Charlotte. 

This  decontrols  from  §5  825.1  to  825  12 
the  Townships  of  Chester,  Kalamo. 
Roxand.  Sunfield.  Vermontville.  and 
Carmel  except  for  the  City  of  Charlotte 
in  Eaton  County,  in  the  Lansing.  Michi- 
gan. Denfense-Rental  Area, 

18.  Schedule  A.  item  253.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Benton  County,  the  City  of  Corva'ls 
and  in  Linn  County  the  Cities  of  Albany  anU 
Lebanon. 

This  decontrols  from  5  5  825.1  to  825  12 
all  of  the  Corvallis.  Oregon.  D?fensf- 
Rental  Area,  except  the  Cities  of  CorviU- 
lis    Albany  and  Lebanon.  Oregon. 

19.  Schedule  A.  item  253b.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Lane  County,  that  portion  In  Ranges  1, 
2.  3.  4.  and  5  West. 

This  decontrols  from  55  825.1  to  825.12 
all  of  the  Lane  County.  Oregon.  Defen.se- 
Rental  Area,  except  that  portion  lying 
in  Ranges  1.  2,  3,  4.  and  5  West. 

20.  Schedule  A.  item  253c.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Douglas  County  except  that  portion  lying 
East  of  the  West  Boundary  of  Range  3.  West 

This  decontrols  from  5  5  825.1  to  825.12 
that  portion  of  the  Douglas.  Oregon.  De- 
fense-Rental Area  lying  East  of  the  We.st 
Boundary  of  Range  3.  West. 

21.  In  Schedule  A.  item  256.  all  of  said 
item  256  which  relates  to  TiUamdok 
County.  Oregon  is  deleted,  and  the  de- 
scription of  Clat.sop  County,  Oregon,  is 
amended  to  read  as  follows: 

Clackamas,  Multnomah,  and  Washington. 

Clark.  ,       ,  , 

Clatsop  County,  except  that  portion  lying 
South  of  Township  Line  8  North. 

This  decontrols  from  55  825.1  to  825.12 
all  of  Tillamook  County  and  that  portion 
of  Clatsop  County  lying  south  of  Town- 
ship Line  8.  North,  in  the  Portland-Van- 
couver. Oregon.  Defense-Rental  Area. 

22.  Schedule  A.  item  256a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Marlon,  except  that  portion  lying  East  of 
the  Willamette  Meridian:  and  In  Polk  County, 
the  City  of  West  Salem. 

This  decontrols  from  55  825.1  to  825.12 
that  portion  of  Marion  County  lying  East 
of  the  Willamette  Meridian,  in  the 
Salem.  Oregon,  Defense-Rental  Area. 

I  Sec.  204  (d),61  Stat,  197,  as  amended  by 
62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  Slst  Cong.;  50  U.  S.  C.  App.  1894 
<d>.  Applies  sec.  204,  61  Stat.  197,  a> 
amended  by  62  Stat.  37,  by  62  Stat.  94 
and  by  Pub.  Law  31.  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  5.  1949. 

Issued  this  5th  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    R.    Doc.    49  2689:    Filed.    Apr.    5.    1949; 
4:59  p.  m.) 


Friday,  April  8,  1949 

(Controlled  Rooms  In  Rooming  Houses  and 
Other  EstAbllshments  Rent  R«g.,'  Corr.) 

Part  825 — Rent  Regulations  Under  thb 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (55  825.81  to  825.92)  Is 
corrected  in  the  following  respect: 

Schedule  B,  Item  46.  incorporated  into 
the  Regulation  by  Amendment  72  is  cor- 
rected by  substituting  "section  4  <a)  of 
the  Rent  Regulation  for  Transient  Hotels, 
Residential  Hotels.  Rooming  Houses  and 
Motor  Courts  Issued  pursuant  to  the 
Emergency  Price  Control  Act  of  1942, 
as  amended,"  for  "section  4  (a)  or  4  (b) 
of  the  Rent  Regulation  for  Housing  issued 
pursuant  to  the  Emergency  Price  Con- 
trol Act  of  1942.  as  amended." 

This  correction  shall  become  effective 
as  of  April  5.  1949. 

Issued  this  5th  day  of  April  1949. 

Tighe  E.  Woods. 
Housing  Expediter. 

|F.    R.    Doc.    49-2688;    Filed,    Apr.    5.    1949; 
4:58  p.  m.j 
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Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

KENT  regulations  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§§825  81  to  825.92)  is 
hereby  amended  in  the  following  re- 
spects: 

1.  Schedule  A,  Item  15.  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Coconino  County,  Township  21  North. 
Range  7  Ea«t;  and  In  Yavapai  County,  Town- 
ships 13  and  14  North,  Range  2  West.  Gila 
and  Salt  River  Base  and  Meridian,  Including 
the  City  of  Prescott. 

That  portion  of  the  County  of  Mohave 
south  of  the  Colorado  River. 

This  decontrols  from  §§825.81  to 
825.92  all  of  Coconino  County,  Arizona, 
except  Township  21  North.  Range  7  East 
in  the  Prescott-Plagstaff,  Arizona, 
Defense-Rental  Area. 

2.  Schedule  A,  item  293,  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Shelby. 

In  Crittenden  County,  the  City  of  West 
Memphis. 


'  13  F.  R.  6750.  6789,  5875,  5937.  5938.  6247. 
628.3.  6411,  6566.  6882,  6911.  7299,  7672.  7801. 
7862,  8218.  8328.  8388;  14  F.  R.  18.  272,  337, 
457.  627,  682,  695.  857.  918.  978.  1083.  1346. 

•  13  F.  R.  5750,  5789,  5875.  6937,  6938,  6247, 
6283,  6411,  6656,  6882,  6911,  7399.  7672,  7801. 
7862,  8218.  8219,  8328.  8388;  14  F.  R.  18.  272, 
337,  467,  627,  682,  695,  857,  918,  978,  1083,  1345. 
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This  decontrols  from  §§  825.81  to  825.92 
all  of  Crittenden  County,  Arkansas,  ex- 
cept the  City  of  West  Memphis,  In  the 
Memphis,  Tennessee,  Defense-Rental 
Area. 

3.  In  Schedule  A,  Item  19b.  all  of  said 
Item  19b,  which  relates  to  the  Counties 
of  Dallas  and  Nevada,  Arkansas,  Is  dele- 
ted, and  the  description  of  the  counties 
of  Calhoun  and  Ouachita,  Arkansas,  is 
amended  to  read  as  follows: 

In  Ouachita  County,  the  City  of  Camden. 

This  decontrols  from  ?§  825.81  to  825.92 
all  of  the  Camden.  Arkansas.  Defense- 
Rental  Area,  except  the  City  of  Camden, 
Arkansas. 

4.  Schedule  A,  Item  25.  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Jefferson. 

Northern  Di.strlct  of  Arkansas  County  con- 
sisting of  the  Townships  of  Gum  Pond.  Hen- 
ton,  Keaton.  McFall,  Mill  Bayou,  and  Morris. 

This  decontrols  from  §5  825.81  to  825.92 
the  Southern  District  of  Prairie  County 
consisting  of  the  Townships  of  Belcher, 
Center,  Hazen.  Lower  Surrounded  Hill, 
Roc  Roe,  Tyler  and  Watensaw,  in  the 
Pine  Bluff,  Arkansas,  Defense-Rental 
Area. 

5.  Schedule  A,  Item  55,  is  amended  to 
read  as  follows: 

(55)    (Revoked  and  decontrolled.] 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Banana  River.  Florida.  De- 
fense-Rental Area. 

6.  Schedule  A,  item  64b,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows; 

Clay. 

This  decontrols  from  §5  825.81  to  825.92 
Bradford  County  in  the  Starke,  Florida, 
Defense-Rental  Area. 

7.  Schedule  A,  item  214,  is  amended  to 
de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Pasquotank. 
Chowan. 

This  decontrols  from  §§  825.81  to  825.92 
Perquimans  County  in  the  Elizabeth  City, 
North  Carolina,  Defense-Rental  Area. 

8.  Schedule  A.  Item  217,  is  amended  to 
read  as  follows: 

(217)    (Revoked  and  decontrolled.] 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Henderson,  North  Carolina, 
Defense  Rental  Area. 

9.  Schedule  A.  item  217c,  is  amended 
to  read  as  follows: 

(217c)    (Revoked   and   decontrolled] 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Hendersonville,  North  Caro- 
lina, Defense-Rental  Area. 

10.  Schedule  A.  Item  219,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Richmond  and  Robeson. 

Marlboro. 

This  decontrols  from  §§  825.81  to  825.92 
Scotland  County  In  the  Laurlnburg, 
North  Carolina,  Defense-Rental  Area. 

11.  Schedule  A,  item  220a,  is  amended 
to  read  as  follows: 

(220a)    (Revoked  and  decontrolled.! 
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This  decontrols  from  ?§  825  81  to  825.92 
the  entire  Oxford,  North  Carolina,  De- 
fense-Rental Area. 

12.  Schedule  A,  i^em  221e,  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Davidson  and  Rowan. 

Tills  decontrols  from  §§  825  81  to  825.92 
Iredell  County  in  the  Salisbury,  North 
Carolina,  Defense-Rental  Area. 

13.  Schedule  A,  item  223c.  Is  amended 
to  describe  the  counties  In  the  Defen.se- 
Rental  Area  as  follows: 

In  Cass  County,  the  City  of  Fargo, 
In  Clay  County,  the  City  of  Mcorhead. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  Cass  County,  North  Dakota,  except 
the  City  of  Fargo  and  all  Clay  County, 
Minnesota,  except  the  City  of  Moorhead, 
both  counties  in  the  Fargo-Moorhead, 
North  Dakota,  Defense-Rental  Area. 

14.  Schedule  A,  item  223d,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

City  of  Grand  Forks  In  Grand  Forks 
County. 

City  of  East  Grand  Porks  In  Polk  County. 

This  decontrols  from  55  825  81  to  825.92 
all  of  Grand  Fork*  County,  North  Da- 
kota, except  the  City  of  Grand  Forks,  in 
the  Grand  Forks^  North  Dakota,  De- 
fense-Rental Area. 

15.  Schedule  A,  item  223e.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Burleigh  County,  the  City  of  Bismarck; 
and  in  Morton  County,  the  City  of  Mandan. 

Tills  decontrols  from  §§  825.81  to  825.92 
all  of  the  Bismarck-Mandan,  North  Da- 
kota, Defense-Rental  Area,  except  the 
cities  of  Bismarck  and  Mandan,  North 
Dakota. 

16.  Schedule  A.  item  223f,  is  amended 
to  describe  the  coimties  in  the  Defense- 
Rental  Area  as  follows: 

In  the  County  of  Stutsman,  the  City  of 
Jamestown,  North  Dakota. 

This  decontrols  from  §§  825  81  to  825.92 
all  of  the  Jamestown,  North  Dakota, 
Defense-Rental  Area  except  the  City  of 
Jamestown,  North  Dakota. 

17.  Schedule  A.  item  358,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows; 

Jackson  and  Mason. 

In  the  County  of  Gallia,  the  Townships  of 
Addison.  Gallipolls.  and  Green;  and  In  the 
County  of  Meigs,  the  Townships  of  Rutland, 
Salisbury  and  Sutton. 

This  decontrols  from  §§  825.81  to  825  92 
all  of  Gallia  County  except  the  Town- 
ships of  Addison,  Gallipolis,  and  Green; 
and  all  of  Meigs  County  except  the 
Townships  of  Rutland,  Salisbury,  and 
Sutton,  both  counties  in  Ohio,  in  the 
Point  Pleasant-Gallipolis,  West  Virginia, 
Defense-Rental  Area. 

18.  Schedule  A.  Item  359,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Brooke.  Hancock,  Marshall,  Ohio,  and  In 
the  County  of  Wetzel,  the  Magisterial  Dis- 
tricts of  Magnolia  and  Proctor. 

Belmont,  Columbiana,  and  Jefferson. 

This  decontrols  from  §§  825  81  to  825.92 
all  of  Wetzel  County,  West  Virginia,  ex- 
cept the  Magisterial  Districts  of  Mag- 
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nolia  and  Proctor.  In  the  Wheellng- 
Steubenville.  West  Virginia.  Defense- 
Rental  Area. 

(Sec  204  (d).  61  Stat,  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94:  and  by 
Pub.  Law  31.  Slst  Cong.;  50  U.  S.  C.  App. 
1894  (d).  Applies  sec.  204.  61  Stat.  197. 
as  amended  by  62  Stat.  37.  by  62  Stat. 
94  and  by  Pub  Law  31.  Slst  Cong.;  60 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  5.  1949. 

Issued  this  5th  day  of  April  1949. 

TiCHE  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49  2694;    Filed.    Apr.    6.    1949; 
5:00  p.  m.] 


(Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments  Rent  Reg..'  Amdt. 
76] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  Is 
amended  In  the  following  respect: 

Schedule  B  Is  amended  by  Incorporat- 
ing Item  47  as  follows: 

47.  Provisions  relating  to  certain  cities  In 
the    Watertown,   Wisconsin.    Defense-Rental 

Area. 

Increase   in   maximum   rents   based    upon 
the  recommendation  of  the  Local  Advisory 
Board.     Effective   April  6,    1949.   an  Increase 
In  maximum  rents  Is  hereby  authorized  for 
housing    accommodations    located    in    each 
city  listed  below  (In  the  Watertown.  Wiscon- 
sin.   Defense-Rental    Area)    In   the    amount 
listed  with  respect  to  such  city,  said  Increase 
to  apply   only   to   housing   accommodations 
for  which   (a)   the  maximum  rent  was  first 
determined  under  section  4  (a)  of  the  Rent 
Regulation  for  Transient  Hotels.  Residential 
Hotels.  Rooming  Houses  and  Motor  Courts 
Issued  pursuant  to  the  Emergency  Price  Con- 
trol  Act   of   1942.   as   amended,   or    (b)    the 
maximum  rent  was  fixed  by  an  order  entered 
under  the  applicable  rent  regulation  fixing 
the  maximum  rent  on  the  basis  of  the  rent 
generally    prevailing    In    the    defense-rental 
area  for  comparable  housing  accommodations 
on  January  1,  1946:  Provided,  however.  That 
where   any    adjustment   was   heretofore   or- 
dered   on   or    after    August    22,    1947    under 
i  825.85    (a)     (91    the   amount   of   such   ad- 
justment shall  be  excluded  In  determining 
the  Increased  maximum  rent:  Provided  fur- 
ther. That  where   housing  accommodations 
are  or  were  covered  by  a  statutory  lease,  as 
defined  In  J  825.84  (b).  the  Increase  hereby 
authorized  shall  not  apply  until  after  the 
termination   of  such   lease,   and   after   such 
termination  the  maximum  rent  shall  be  de- 
termined by  the  provisions  of   §825.84    (b) 
(2)  :  And  provided  further.  That  In  the  case 
of  any  housing  accommodations  for  which 
the  dollar  amount  of  increase  in  taxes  from 
the  year  1946  to  the  year  1948  U  less  than 
the  dollar  amount  of  Increase  in  the  maxi- 
mum rent  computed  by  applying  the  per- 
centage increase  hereby  authorized,  the  Area 


RULErAND  REGULATIONS 

Rent  Director  may  enter  an  order  reducing 
the  maximum  rent  so  that  It  will  reflect  an 
Increase  of  no  more  than  the  dollar  amount 
of  Increase  In  taxes  from  the  year   1946  to 

the  year  1948. 

Percentagt 

of  rent 

QHy  increase 

Beaver  Dam  in  Dodge  County.  Wis 6 

Fox  Lake  In  Dodge  County.  Wis 8 

Horlcon  In  Dodge  County.  Wis. —  -  4 

Hustlsford  In  Dodge- County,  Wla 9 

Juneau  in  Dodge  County.  Wis 6 

Mayvllle  in  Dodge  County,  Wis 8 

Ft.  Atkinson  In  Jefferson  County,  WU...  6 

Jefferson  in  Jefferson  County,  Wis 6 

Lake  Mills  In  Jefferson  County,  Wis 6 

Waterloo  in  Jefferson  County,  Wis. 6 

Watertown  In  Jefferson  County,  Wis 12 

In  applying  8§  825.81  to  825.92  to  hous- 
ing accommodations  in  any  city  listed 
above,  the  term  "rent  generally  prevail- 
ing for  comparable  housing  accommoda- 
tions on  the  maximum  rent  date"  shall 
mean  the  rent  generally  prevailing  for 
comparable  housing  accommodations  on 
January  1,  1946.  plus  the  percentage  of 
Increase  listed  above  for  said  city. 

All  provisions  of  §§825.81  to  825.92 
Insofar  as  they  are  applicable  to  the 
cities  listed  above  are  hereby  amended 
to  the  extent  necessary  to  carry  these 
provisions  Into  effect. 

•  Sec.  204  (d>.  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by 
Pub.  Law  31.  81.st  Cong.;  50  U.  S.  C.  App. 
1894  td>.  Applies  sec.  204.  61  Stat.  197. 
as  amended  by  62  Stat.  37.  and  by  62 
Stat.  94  and  by  Pub  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  6.  1949. 

Issued  this  5th  day  of  April  1949. 

Tighe  E.  Woods. 
Housing  Expediter. 

|F.    R.    Hoc.    49-2691;    Filed.    Apr.    B.    1949; 
4:59  p.  m.| 
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Part  825 — Rent  Regulations  Under  the 

Housing  and  Rent  Act  or  1947.  as 

Amended 

rent  regul.^tions  for  controlled  rooms 
rN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
hereby  amended  in  the  following 
respects : 

1.  Schedule  A.  item  67a.  Is  amended 
to  read  as  follows: 

(67a)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§825.81  to 
825.92  the  entire  Amerlcus,  Georgia,  De- 
fense-Rental Area. 

2.  Schedule  A.  item  72.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows : 

Decatur.  ! 


'  13  F  R  5750.  5789,  5875,  5937.  5938.  6247, 
6283  6411.  6556,  6882.  6811.  7299,  7672,  7801. 
7862  8218.  8219.  8328.  8388;  14  F.  R.  18,  272, 
3.17.  457.  627,  682.  695,  857.  918,  978,  1083. 
1345. 


>  13  F  R.  5750,  6789,  5875,  5937.  5938,  6247, 
6283  6411.  6556.  6882.  6911.  7299.  7672,  7801, 
7862  8218.  8328,  8388:  14  F.  R  18.  272,  337, 
457.  627.  682.  695.  857.  918.  978.  1083.  1345. 
1520.  1570.  1582,  1587. 


This  decontrols  from  §§825.81  to 
825  92  all  of  Grady  County.  Georgia  Jrom 
the  Bainbridge-Calro.  Georgia.  Defense- 
Rental  Area. 

3.  Schedule  A.  item  75b.  is  amended  to 
read  as  fo^ows: 

(75b)    (Revoked  and  decontrolled.] 

This  decontrols  from  §§825.81  to 
825.92  the  entire  GrifUn,  Georgia,  De- 
fen.se-Rental  Area. 

4.  Schedule  A,  Item  76,  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Bibb  and  Houston. 

This  decontrols  from  §§825.81  to 
825  92  all  of  Peach  County.  Georgia,  in 
the  Macon.  Georgia  Defense-Rental 
Area. 

5.  Schedule  A.  item  78a.  is  amended  to 
read  as  follows: 

(78a)    [Revoked  and  decontrolled.! 

This  decontrols  from  §§825.81  to 
825.92  the  entire  Thomasvllle,  Georgia. 
Defense-Rental  Area. 

6.  Schedule  A.  Item  287.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Bradley.  Hamilton  and  Marlon. 
Catoosa  and  Walker. 

This  decontrols  from  §5  825.81  to 
825.92  all  of  Dade  County,  Georgia.  In 
the  Chattanooga.  Tennessee.  Defense- 
Rental  Area. 

7.  Schedule  A.  Item  289.  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Polk  County,  the  Cities  of  Copperhill. 
Isabella,  and  Ducktown. 

In  Fannin  County,  the  Cities  of  McCays- 
vllle  and  Blue  Ridge. 

This  decontrols  from  §5  825.81  to 
825.92  all  of  Polk  County,  Tennessee,  ex- 
cept the  Cities  of  Copperhill.  Isabella,  and 
Ducktown;  and  all  of  Fannin  County. 
Georgia,  except  the  Cities  of  McCays- 
ville.  and  Blue  Ridge,  both  counties  in 
the  Copperhlll-McCaysvUle.  Tennessee, 
Defense-Rental  Area. 

8.  Schedule  A,  Item  85b,  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Morgan  County,  the  Township  of  Jack- 
sonville and  South  Jacksonville. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Jacksonville,  Illinois, 
Defense-Rental  Area,  except  the  Town- 
.ship  of  Jacksonville  and  South  Jackson- 
ville, Illinois. 

9.  Schedule  A.  Item  88c.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Coles  County,  the  Cities  of  Mattoon 
and  Charleston. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Mattoon.  Illinois.  De- 
fense-Rental Area  except  the  Cities  ol 
Mattoon  and  Charleston.  Illinois. 

10.  Schedule  A.  item  88d.  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Jefferson  County,  the  City  of  Mt.  Ver- 
non. 

This  decontrols  from  §§  825.81  to  825  92 
all  of  the  Mt.  Vernon,  Dllnois,  Defense- 
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Rental  Area  except  the  City  of  Mt.  Ver- 
non. Illinois. 

11.  Schedule  A.  Item  94,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Christian.  Macon.  Sangamon,  and  In  Lo- 
gan, the  City  of  Lincoln. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  Logan  County.  Illinois,  except  the 
City  of  Lincoln.  In  the  Sprlngfield-De- 
catur.  Illinois,  Defense-Rental  Area. 

12.  Schedule  A.  Item  139b.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Allegany,  the  City  of  Cumberland. 

This  decontrols  from  5§  825.81  to  825  92 
all  of  the  Cumberland.  Maryland.  De- 
fense-Rental Area,  except  the  City  of 
Cumberland.  Maryland. 

13.  Schedule  A.  Item  139.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

City  of  Baltimore,  and  the  Counties  of 
Baltimore,  Carroll,  Cecil,  Harford.  Howard; 
and  all  of  Anne  Arundel  except  Election  Dls- 
UlcU  1,  7  and  8. 

This  decontrols  from  §§  825  81  to  825.92 
Election  Districts  1,  7,  and  8  in  Anne 
Arundel  County,  Maryland,  in  the  Bal- 
timore. Maryland,  Defense-Rental  Area. 

14.  Schedule  A,  item  141,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Charles. 

In  St.  Mary's  County,  Leonardstown  Dis- 
trict No.  3. 

This  decontrols  from  I§  825.81  to  825.92 
Calvert  County,  and  all  of  St.  Mary's 
County  except  Leonardstown  District 
No.  3,  both  counties  In  Maryland,  in  the 
Indian  Head-Patuxent  River,  Maryland, 
Defense-Rental  Area. 

15.  Schedule  A,  Item  149a,  is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Dickinson  County,  the  Townships  of 
Breitung  and  Norway;  and  in  Marquette 
County,  the  Townships  of  Ishpemliig,  Mar- 
quette and  Negaunee. 

This  decontrols  from  §5  825.81  to  825  92 
all  of  Dickinson  County  except  the 
Townships  of  Breitung  and  Norway,  and 
all  of  Marquette  County  except  the 
Townships  of  Ishpeming,  Marquette,  and 
Negaunee,  both  counties  in  Michigan  in 
the  Escanaba-Marquette,  Michigan,  De- 
fen.se-Rental  Area. 

16.  Schedule  A,  item  150c.  Is  amended 
to  read  as  follows: 

(150c)    [Revoked  and  decontrolled.] 

This  decontrols  from  ?§  825.81  to  825  92 
the  entire  Ironwood,  Michigan,  Defense- 
Rental  Area. 

17.  Schedule  A.  item  153.  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Clinton,  and  Ingham  Coxmtles.  and  Eaton 
County  except  the  Townshijjs  of  Chester. 
Kalamo.  Roxand.  Sunflcld.  Vermontvllle  and 
that  portion  of  Carmel  Township  which  Is 
outside  the  City  of  Charlotte. 

This  decontrols  from  §§  825.81  to  825.92 

the    Town.*<hips    of    Chester.    Kalamo. 

Roxand,    Sunfleld,    Vermontvllle.     and 

Carmel  except  for  the  City  of  Charlotte 
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in  Eaton  County,  in  the  Lansing,  Mich- 
igan. Defense -Rental  Area. 

18.  Schedule  A,  Item  253.  is  amended 
to  describe  the  coimties  in  the  Defense- 
Rental  Area  as  follows: 

In  Benton  Ctounty.  the  City  of  Corvallls; 
and  in  Linn  County  the  Cities  of  Albany  and 
Lebanon. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Corvallis.  Oregon,  Defense- 
Rental  Area,  except  the  Cities  of  Cor- 
vallis. Albany  and  Lebanon,  Oregon. 

19.  Schedule  A,  item  253b,  is  amended 
to  describe  the  counties  in  the  Defense - 
Rental  Area  as  follows; 

In  Lane  (bounty,  that  portion  In  Ranges 
1,  2.  3,  4  and  5  West. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Lane  County.  Oregon,  Defense- 
Rental  Area,  except  that  portion  lyin'g 
in  Ranges  1.  2,  3,  4  and  5  West. 

20.  Schedule  A,  Item  253c.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Douglas  County  except  that  portion  lying 
East  of  the  West  Boundary  of  Range  3,  West. 

This  decontrols  from  |§  825.81  to  825.92 
that  portion  of  the  Douglas,  Oregon,  De- 
fense-Rental Area  lying  East  of  the  West 
Boundary  of  Range  3.  West. 

21.  In  Schedule  A.  item  256,  all  of  said 
item  256  which  relates  to  Tillamook 
County.  Oregon  is  deleted,  and  the  de- 
scription of  Clatsop  County.  Oregon.  Is 
amended  to  read  as  follows: 

Clackamas,  Multnomah,  and  Washington. 
Clark. 

Clatsop  County,  except  that  portion  lying 
South  of  Township  Lme  8  North. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  Tillamook  County  and  that  portion 
of  Clatsop  County  lying  South  of  Town- 
ship Line  8.  North,  in  the  Portland-Van- 
couver, Oregon,  Defense-Rental  Area. 

22.  Schedule  A,  item  256a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Marlon,  except  that  portion  lying  East  of 
the  Willamette  Meridian;  and  in  Polk 
County,  the  City  of  West  Salem. 

This  decontrols  from  §5  825.81  to  825.92 
that  portion  of  Marion  County  lying 
East  of  the  Willamette  Meridian,  In  the 
Salem,  Oregon,  Defense-Rental  Area. 

<Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  Slst  Cong.;  50  U.  S.  C.  App. 
1894  (d).  Applies  sec.  204.  61  Stat.  197, 
as  amended  by  62  Stat.  37.  by  62  Stat. 
94  and  by  Pub.  Law  31.  Slst  Cong.;  60 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  5,  1949. 

Issued  this  5th  day  of  April,  1949. 

Tighe  E.  Woods. 
Housing  Expediter. 

[F.    R.    Doc.    49-2692;    Filed,    Apr.    5,    1949; 
4:£9  p.  m] 
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TITLE  30— MINERAL  RESOURCES 

Chapter  I — Bureau  of  Mines,  Depart- 
ment of  the  Interior 

Subchapter  E — Mechanical  Equipment  for  Mines; 
Tests  for  Permissnsillty;   Fees 

Part  32 — Mobile  Diesel  Poweked  Equip- 
ment FOR  Non-Coal  Mines 

The  Bureau  of  Mines  is  prepared  to  in- 
spect and  test  mobile  Diesel  powered 
equipment  at  its  Central  Experiment 
Station.  Pittsburgh.  Pa.,  for  the  purpose 
of  determining  whether  such  equipment 
may  be  approved  for  use  In  non-coal 
mines.  Applications  for  approval  are 
voluntary  with  manufacturers  of  such 
equipment.  The  rules  and  regulations 
of  this  part  relate  to  the  requirements  of 
construction  of  mobile  Die.sel  powered 
equipment  which  may  be  approved  for 
use  in  non-coal  mines  and  the  conditions 
under  which  lnsF>ectIons  and  tests  will 
be  made  and  approvals  will  be  granted. 

Actual  notice  has  been  given  to  prac- 
tically all  manufacturers  of  such  equip- 
ment and  their  comments  and  sugges- 
tions considered  in  the  preparation  of 
these  rules  and  regulations,  and  good 
cause  exists  for  making  them  effective 
immediately.  For  these  reasons,  the  no- 
tice and  procedures  prescribed  by  section 
4  of  the  Administrative  Procedure  Act 
( 60  Stat.  237 ;  5  U.  S.  C.  1003 )  are  imprac- 
ticable, unnecessary  and  contrary  to  the 
public  Interest;  and  the  rules  and  regula- 
tions shall  become  effective  as  of  the  date 
of  their  approval  by  the  Secretary  of 
the  Interior. 


Sec. 
32.1 
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32.10 


Type  of  equipment  that  may  be  ap- 
proved. 

Definitions. 

Conditions  under  which  approvals  may 
be  granted  or  tests  made;  prelimi- 
nary steps  preceding  approval  testa 
and  inspections. 

General  requirements. 

'inspection  and  tests. 

Granting  of  approval. 

Withdrawal  of  approval. 

Changes  In  design  subsequent  to  ap- 
proval;  extension  of  approval. 

Recommendations  on  the  use  of  mo- 
bile Diesel  powered  equipment  In 
non-coal  mines. 

Revision  of  requirements  and  recom- 
mendations. 


AuTHORrrT:  {5  32.1  to  32.10  Issued  under  87 
Stat.  681,  as  amended  by  sec.  311.  47  Stat. 
410;  30  U.  S.  C.  3.  5,  7;  E.  O.  6611,  Feb.  22,  1934. 

§  32.1  Type  of  equipment  that  may  be 
approved.  Safe  operation  of  mobile 
Die.sel  powered  equipment  underground 
involves  consideration  of  three  po.ssible 
hazards,  namely.  (1)  toxic  or  objection- 
able gases  discharged  In  the  exhaust  of 
the  engine,  (2»  ignition  of  flammable  at- 
mo.'jpheres  by  the  engine  or  by  electrical 
equipment,  and  <3)  fire  hazards  pre- 
sented by  the  engine  fuel  oil  and  by  com- 
bustible material  that  might  come  in 
contact  with  the  equipment.  Equipment 
for  use  In  coal  mines,  or  other  situations 
where  flammable  atmo.'^pheres  may  be 
encountered,  will  be  con.sidered  permis- 
sible only  when  proved  by  test  to  offer 
adequate  protection  against  all  these 
hazards.  'See  Part  31.  Procediu-e  for 
Testing  Diesel  Mine  Locomotives  for 
Permissibility  and  Recommendations  on 
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the  Use  of  Diesel  Locomotives  Under- 
ground, of  this  chapter.)  Equipment  for 
use  in  non-coal  mines  In  which  the 
underground  atmosphere  contains  less 
than  0.23  percent  by  volume  of  flamma- 
ble gas  will  be  granted  approval  when 
proved  by  test  to  offer  adequate  protec- 
tion against  the  production  of  toxic  or 
objectionable  gases,  and  when  design 
and  construction  are  such  as  to  mini- 
mize the  fire  hazard  presented  by  the 
engine  fuel  oil  under  normal  operating 
conditions. 

(a)  Approval.  Approvals  will  be 
granted  for  complete  Diesel  powered 
equipment  units  only  and  not  for  engines 
and  other  Individual  parts  used  in  the 

.  assembly  of  such  units. 

(b)  Inspection    and     tests    of    sub- 
asseinblies.    The  engine  and  exhaust  gas 
cooling  system  may  be  supplied  as  a  sub- 
assembly to  the   manufacturer   of   the 
complete  unit.     Under  such  conditions 
this  sub-assembly  may  be  submitted  for 
inspection  and  test  either  by  the  manu- 
facturer of  the  complete  unit  or  directly 
by  the  manufacturer  of  the  sub-assem- 
bly, consisting  of  engine  and  exhaust  gas 
cooling  system.    All  requirements  to  be 
met  under  either  option  are  Identical. 
Application  by  the  manufacturer  of  a 
sub-assembly  for  such  Inspection   and 
test  shall  be  made  as  outlined  in  5  32.3 
(b).     If  the  sub-assembly  meets  all  re- 
quirements applicable  to  It.  the  Bureau 
win  Inform  the  manufacturer  of  the  sub- 
assembly by  letter  that  further  test  or 
Inspection  of  the  engine  and  exhaust  gas 
cooling  system  will  not  be  required  after 
installation  In  a  complete  unit  If  the 
sub-assembly  Is  constructed  In  accord- 
ance with  the  specifications  on  file  at  the 
Bureau.    This  letter  may  be  cited  to  the 
manufacturer  of  the  complete  unit.    The 
manufacturer  of  a  sub-assembly,  con- 
sisting of  engine  and  exhaust  gas  cool- 
ing system,  may  not  advertise  his  sub- 
a.ssembly  as  approved  by  the  Bureau  of 
Mines,  since  only  complete  mobile  pnits 
are   granted   approval.    The   manufac- 
turer of  a  sub-assembly  that  meets  the 
requirements  of  this  part  may  state  that 
the  sub-assembly  has  been  tested  by  the 
Bureau  and  meets  the  requirements  of 
this  part  that  pertain  to  the  engine  and 
exhaust  gas  cooling  system. 

§  32.2  Definitions.  Certain  terms 
used  throughout  this  part  are  defined  as 
follows : 

(at  Equipment.  Mobile  Diesel  pow- 
ered equipment  used  to  move  or  trans- 
port material  underground. 

(b>  Unit.  The  complete  assembly  of 
engine,  accessories,  and  chassis  compris- 
ing one  mobile  Diesel  powered  unit. 

(c>  Non-coalmine.  A  mine  in  which 
the  material  being  mined  is  Incombus- 
tible or  contains  at  least  65  percent  by 
weight  of  incombustible  material,  and  in 
which  the  underground  atmosphere  in 
any  open  workings  contains  le.ss  than 
0.25  percent  by  volume  of  flammable  gas. 
Tunneling  operations  In  which  under- 
ground conditions  conform  with  the 
foregoing  may  be  considered  in  the  same 
category  as  non-coal  mines. 

(d)  Normal  operations.  The  per- 
formance by  each  part  of  the  equipment 
of  those  functions  for  which  the  part 
was  designed. 
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(e)  Toifc  and  obfectionable  oases. 
Toxic  and  objectionable  gases  present  In 
the  exhaust  of  Diesel  engines  are  car- 
bon monoxide,  oxides  of  nitrogen,  carbon 
dioxide,  and  aldehydes.  The  exhaust 
also  will  contain  oxides  of  sulfur  If  the 
fuel  contains  sulfur. 

(f)  Fuel. air  ratio.  The  ratio  of  fuel 
to  air  present,  under  a  given  condition 
of  operation,  in  the  combustion  space  of 
the  engine,  expressed  in  terms  of  weight, 
as  pound  of  fuel  per  pound  of  air.  Fuel: 
air  ratio  at  any  operating  conditign  may 
be  calculated  from  the  composition  of 
the  exhaust  gas  and  of  the  fuel. 

(g)  Adeqttate.  Appropriate  and  suffi- 
cient as  determined  by  tests  and  exami- 
nations by  the  Bureau  of  Mines. 

(h)  Permissible.  As  used  in  this  part 
the  term  "permissible"  relates  to  equip- 
ment formally  designated  by  the  Bureau 
of  Mines  as  suitable  for  operation  In  sit- 
uations where  flammable  atmospheres 
may  be  encountered. 

(I)  Approved.  As  used  In  this  part 
the  term  "approved"  relates  to  equip- 
ment formally  designated  by  the  Bureau 
of  Mines  as  suitable  for  operation  In  at- 
mospheres containing  less  than  0.25  per- 
cent by  volume  of  flammable  gases,  and 
to  have  conformed  to  the  requirements 
of  this  part. 

(J)  Approval.  Official,  formal,  writ- 
ten notification  by  the  Bureau  of  Mines 
stating  that  upon  investigation  the 
equipment  has  met  satisfactorily  the  re- 
quirements of  this  part. 

(k)  Extension  of  approval.  Official, 
written  notification  from  the  Bureau  of 
Mines  to  the  equipment  manufacturer, 
by  which  the  latter  Is  authorized  to  make 
changes  In  approved  equipment  after 
the  proposed  changes  have  been  duly  ex- 
amined, accepted,  and  recorded  by  the 
Bureau. 

§  32.3  Conditions  under  which  ap- 
provals may  be  granted  or  tests  made: 
preliminary  steps  preceding  approval 
tests  and  inspections— (a.)  Consultation. 
Upon  appointment,  manufacturers,  en- 
gineers, or  their  representatives  may 
visit  the  Central  Experiment  Station  of 
the  Bureau  of  Mines  at  4800  Forbes 
Street.  Pittsburgh  13.  Pa.,  to  dlscu.ss  the 
requirements  of  this  part  or  to  obtain 
criticisms  of  proposed  design  of  equip- 
ment to  be  submitted  for  test.  There  is 
no  charge  for  such  consultation. 

(b)  Application.  Before  the  Bureau 
of  Mines  will  undertake  the  active  In- 
vestigation of  any  equipment,  manu- 
facturers shall  have  filed  a  written  ap- 
plication requesting  that  the  necessary 
examination  of  drawings,  official  Inspec- 
tions and  tests  be  made.  This  applica- 
tion shall  be  addressed  to  the  Director. 
Bureau  of  Mines.  U.  S.  Department  of 
the  Interior.  Washington  25.  D.  C.  and 
shall  be  accompanied  by  a  certified  check 
or  bank  draft  payable  to  the  Treasurer 
of  the  United  States  to  cover  all  required 
fees.  A  copy  of  the  application  shall  be 
sent  to  the  Engineer  In  Charge  of  Diesel 
Testing.  Bureau  of  Mines.  4800  Forbes 
Street.  Pittsburgh  13,  Pa.  There  are  no 
application  blanks  to  be  filled  out. 


(c)  Fees  charged  for  testing. 

(1)  Tor  preliminary  review  of  draw- 
ings, specifications,  and  related 
data,  for  each  new  unit 129.00 

(2)  Por  tests  to  determine  the  com- 
position of  exhaust  gases  from  the 
engine  under  various  conditions..  800.00 

(3)  For  detailed  inspection  and  tests 

of  exhaust  gas  cooling  system 25.00 

(4)  For  detailed  Inspection  of  the 
electrical  system.. 10-  00 

(5)  For  each  Inspection  of  a  com- 
pletely assembled  mobile  unit 60.00 

(6)  For  the  final  examination  and  re- 
cording of  all  the  necessary  draw- 
ings and  specifications  for  a  com- 
plete unit  preparatory  to  Issuing 

an  approval 60.00 

(7)  Por  each  half  day.  or  fraction 
thereof,  spent  In  the  examination 
and  recording  of  drawings  and 
specifications  preparatory  to  Issuing 

an  extension  of  approval 7.60 

Example  of  Fees 

Item    (1) — ^J"  «nn« 

Item    (2).... ^^"^°^-^^ 

Item    (3)....- XI-  29.00 

Item    (4) - XI-  10.00 

Item    (5. XI-  60.00 

Item    (6) XI-  50.00 

Total *««•  00 

If  the  applicant  Is  uncertain  as  to  the 
amount  of  fee  he  should  send  with  his 
application,  the  Information  will  be  given 
him  upon  Inquiry  addres.sed  to  the  Engi- 
neer In  Charge  of  Diesel  Testing.  Bureau 
of  Mines.  Pittsburgh  13.  Pa. 

(d)  Drawings  and  specifications  re- 
quired. (1)  The  Bureau  of  Mines  will 
not  undertake  the  Inspection  and  test 
of  equipment  until  a  set  of  eligible  draw- 
ings, bill  of  material,  and  specifications 
sufficient  In  number  and  detail  to  Iden- 
tify the  parts  fully,  have  been  delivered 
to  the  Engineer  In  Charge  of  Diesel  Test- 
ing. No  drawings  or  specifications 
should  be  sent  to  the  Washington  Office 
of  the  Bureau.  Drawings  should  be 
numbered  and  dated  tg  facilitate  iden- 
tification and  reference  in  the  records. 
(2)  The  drawings  and  specifications 
to  be  submitted  shall  Include  the  fol- 
lowing: * 

(1)  Drawings  clearly  showing  the 
over-all  dimensions  of  the  equipment, 
the  character,  size,  and  relative  arrange- 
ment of  the  electrical  parts  and  the 
wiring  between  them;  also  the  size  and 
position  of  the  fuel  tank  and  exhaust 
gas  cooling  system. 

(ID  Any  other  drawings  or  Illustra- 
tions necessary  to  identify  or  explain  any 
feature  that  is  to  be  considered  in  the 
approval  of  the  equipment. 

(ill)  A  wiring  diagram  for  all  elec- 
trical equipment  and  circuits  on  the 
equipment. 

(Iv)  The  complete  rating  of  each 
starting  motor  and  charging  geherator. 
also  the  capacity  of  all  fuses  and  the 
setting  of  overload  protective  devices. 

(v)  The  size  of  conductors  used  in  all 
the  various  circuits. 

(3)  All  drawings  and  specifications 
are  to  be  considered  confidential  by  the 
Bureau  of  Mines. 

(e)  Factory  inspection  form.  Each 
unit  shall  be  carefully  Inspected  by  the 
manufacturer  "before  it  leaves  the  fac- 
tory. The  manufacturer  will  be  required 
to  furnish  the  Bureau  of  Mines  with  a 
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copy  of  the  form  to  be  used  In  this  In- 
.«;pectlon.  The  form  shall  draw  special 
attention  to  the  points  that  must  be 
checked  in  making  certain  that  the  safe- 
ty features  of  the  unit  are  in  proper  con- 
dition, complete  In  all  respects,  and  agree 
In  every  detail  with  the  drawings  and 
.specifications  filed  with  the  Bureau. 

(f)  Instruction  manual.  The  manu- 
facturer shall  furnish  an  instruction 
manual  with  each  unit.  This  manual 
shall  give  complete  Instructions  covering 
the  operation  and  servicing  of  the  urUt, 
particularly  with  reference  to  proper  ad- 
justment and  maintenance  of  the  engine 
and  its  auxiliaries  to  minimize  produc- 
tion of  smoke  and  toxic  gases  In  the 
exhaast. 

A  copy  of  this  manual  shall  be  sub- 
mitted to  the  Bureau  for  review  when 
the  reproduction  of  the  approval  plate 
l.s  submitted  (see  5  32.6  (b>). 

<g)  Material  required  for  investiga- 
tion. Unless  requested  to  do  so,  the 
manufacturer  need  not  send' a  complete 
mobile  unit  for  the  purpo.se  of  inspec- 
tion and  test.  Usually  only  an  engine, 
exhaust  gas  cooling  system,  required  ac- 
ccs.sory  equipment,  fuel  tank,  starting 
motor  and  switch  need  be  shipped  to 
the  Bureau  for  Iniwstigatlon.  Any 
special  tools  necessary  to  disassemble 
finy  parts  for  Inspection  or  te.'^t  shall  be 
furnished  with  the  equipment  submitted. 

<ht  Shipmejit  of  material.  All  ship- 
ments must  be  prepaid  and  should  be 
marked  plainly  for  the  attention  of  the 
Engineer  In  Charge  of  Diesel  Testing. 
Before  making  any  shipments,  the  man- 
ufacturer shall  obtain  shipping  Instruc- 
tions from  the  Bureau.  He  shall  arrange 
and  pay  for  any  trucking  that  may  be 
necessary  between  the  freight  depot  and 
the  testing  station.  He  shall  also  take 
care  of  crating  and  removal  of  parts 
upon  completion  of  the  investigation. 

Inspection  and  tests  usually  are  under- 
taken in  the  order  of  receipt  of  parts, 
provided  that  application,  fees,  and 
drawings  have  been  received. 

'i)  Assistance  required  during  investi- 
gation. When  requested  to  do  so,  the 
manufacturer  shall  provide  one  or  more 
men  to  assist  in  disassembling  parts  for 
in.spectlon  and  In  preparing  them  for 
test.  The.se  persons  may  serve  as  wit- 
nesses of  the  tests. 

<j)  Witnesses.  No  one  is  to  be  present 
during  the  tests  of  any  equipment  except 
the  necessary  Bureau  of  Mines  engineers, 
their  assistants,  the  manufacturer's  rep- 
resentatives, and  such  other  persons  as 
may  be  mutually  agreed  upon  by  the 
manufacturer  and  the  bureau. 

§  32.4  General  requirements  —  (a) 
Quality  of  material,  workmanship  and 
design.  The  Bureau  of  Mines  reserves 
the  right  to  refuse  to  test  any  equipment 
that,  in  the  opinion  of  qualified  repre- 
.'•cntatives  of  that  Bureau.  Is  not  con- 
•siructed  of  suitable  materials,  or  that 
tJives  evidence  of  faulty  workmanship, 
or  that  is  not  designed  upon  sound  en- 
gineering principles.  This  right  shall 
-pply  to  all  parts  of  the  equipment  and 
to  the  design  thereof,  whether  or  not 
tlie  polnto  In  question  are  covered  speci- 
fically by  the  requirements  of  this  part. 

"b)  Type  of  engine  considered  for  ap- 
proval.  Only  mobile  equipment  powered 


FEDERAL  REGISTER 

by  engines  of  the  compression-ignition 
type  will  be  considered  for  approval. 
Such  engines  shall  be  designed  to  operate 
only  on  liquid  fuel  of  flashpoint  not  less 
than  140'  F.  The  starting  mechanism 
shall  consist  of  an  electric  motor  or 
other  device  considered  safe;  engines 
using  gasoline  or  other  volatile  fuel  for 
starting  will  not  be  considered. 

(c)  Fuel  injection.  The  fuel  Injection 
system  of  the  engine  shall  be  so  con- 
structed that  the  mechanism  controlling 
maximum  fueT  Injection  may  be  fixed 
deflnitely,  permitting  adjustment  only 
by  breaking  a  seal  on  a  ^cked  compart- 
ment, or  by  altering  design.  Provision 
shall  be  made  in  the  fuel  Injection  sys- 
tem to  permit  suitable  adjustment  in 
maximum  fuel  injection  for  engine  op- 
eration at  different  barometric  pressures. 

(d»  Engine  intake  system — 'D  Air- 
cleaner  on  engine  intake.  An  air-cleaner 
of  automotive  type  shall  be  included  In 
the  engine  intake  system.  The  size  and 
design  of  the  alr-cloaner  shall  be  such 
at  resistance  to  air-flow  will  not  increase 
rapidly  in  dusty  atmospheres. 

<2)  Provision  for  attachment  of  gage 
to  engine  intake  system.  A  connection 
shall  be  provided  to  permit  attachment 
of  a  gage  to  the  engine  Intake  system  at  a 
point  suitable  for  indicating  total  pres- 
sure drop  through  that  system.  This 
connection  shall  be  internally  threaded 
with  standard  pipe  threads  of  size  not 
larger  than  half  inch  and  is  to  be  closed 
by  a  pipe  plug  when  not  In  use. 

(e)  Engine  exhaust  system — fl>  Ex- 
haust gas  cooling  system.  A  cooling  sys- 
tem shall  be"  provided  for  the  exhaust  gas 
of  the  engine.  The  heat-disslpatlon  ca- 
pacity of  this  cooling  system  shall  be 
such  that  the  temperature  of  the  exhaust 
gas  shall  not  exceed  160°  F.  at  the  point 
of  discharge  from  the  cooling  system 
under  any  condition  of  operation. 

Cooling  may  be  obtained  by  a  water- 
spray  entering  the  exhaust  system  at  a 
point  close  to  the  outlet  of  the  exhaust 
manifold,  or  by  pa.s.^^lng  the  exhaust  gas 
through  water  in  .suitable  containers, 
or  by  a  combination  of  the  two.  If  a 
water-spray  is  used,  the  water  shall  be 
delivered  to  the  spray-nozzle  by  a  pump, 
and  the  water  .shall  pass  through  a  filter- 
ing device  to  protect  the  spray-nozzle 
from  clogging  by  extraneous  material. 
Provision  shall  be  made  for  draining  and 
cleaning  all  exhaust  cooling  boxes. 

(2)  Discharge  of  exhaust  gas.  The 
final  exhaust  of  the  unit  shall  be  dis- 
charged In  such  manner  that  It  is  not 
directed  toward  the  operator's  compart- 
ment, and  shall  be  deflected  so  that  per- 
sons alongside  the  unit  do  not  encounter 
the  exhaust  at  breathing  level. 

(3)  Provision  for  attachment  of  gage 
or  gas-sampling  equipment  to  exhaust 
system.  A  connection  shall  be  provided 
in  the  engine  exhaust  system  between 
engine  and  exhaust  cooling  box  for  tem- 
porary attachment  of  a  gage  or  gas- 
sampling  equipment.  This  connection 
shall  be  internally  threaded  with  stand- 
ard pipe  threads  of  a  size  not  larger  than 
half  inch,  and  is  to  be  closed  by  a  pipe 
plug  when  not  in  use. 

(f)  Composition  of  exhaust  gas.  Un- 
der normal  operating  conditions,  and 
within  the  rated  power  output  range, 
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the  undiluted  exhaust  gas  of  the  engine 
shall  contain  not  more  than  0.25  p)er- 
cent.  by  volume,  of  carbon  monoxide. 

(g)  Fuel  supply  system — 'li  Fuel 
tank.  The  fuel  tank  shall  be  fuel-tight 
and  shall  be  of  metal  at  least  'i.-,  Inch 
thick  weldtd  at  all  seams.  The  fuel 
tank  shall  be  provided  with  a  drain  plug 
(not  a  valve  or  pet  cock>  that  shall  be 
locked  in  position  when  inserted.  The 
fuel  tank  shall  be  provided  with  a  clo.sure 
of  such  design  that  atmospheric  pre.ssure 
is  maintained  inside  the  tank  and  that 
discharge  of  liquid  fuel  is  prevented. 
The  closure  shall  be  secured  to  the  unit. 

The  fuel  tank  shall  be  mounted  in  the 
a.s.sembly  of  the  oyjit  in  a  pwsition  .such 
that  the  tank  is  not  .subject  to  damage  in 
ordinary  use.  No  provision  shall  be 
made  for  attachment  of  .separate  or  aux- 
iliary fuel  tanks  to  the  unit. 

(2)  Fiiel  lines.  All  fuel  lines  to  the 
engine  and  Its  acce.s.sory  parts  shall  be 
Installed  so  that  they  are  not  subject 
to  damage  in  ordinary  u.se.  and  shall  be 
designed  to  resist  breakage  from  vibra- 
tion. 

<3>  Valve  in  fuel  line.  A  readily  ac- 
cessible .shut -off  valve  shall  be  included 
in  the  fuel  line  from  the  fuel  tank. 

<h)  Electrical  eqtiipment — a>  Auto- 
matic protection  of  electric  circuits  and 
parts.  On  equipment  using  storage  bat- 
teries for  starting  of  engines,  each  electric 
conductor  from  the  battery  to  the  start- 
ing motor  •  .shall  be  protected  against 
short  circuit  by  fuses  or  other  suitable 
automatic  circuit-interrupting  devices 
placed  at  the  battery  unless  conductors 
of  adequate  size  are  provided. 

F\ises  or  other  suitable  circuit -inter- 
rupting devices  shall  be  inserted  in  each 
conductor  of  all  branch  circuits  that  are 
connected  to  the  main  circuit  between 
the  battery  and  charging  generator. 
Headlight  circuits  and  circuits  for  in- 
struments and  instrument  panel  lights 
are  construed  as  being  branch  circuits. 

(2)  Conductors,  conduits,  and  wiring. 
Every  ungrounded  conductor  shall  have 
adequate  Insulation  from  "ground"  and 
from  conductors  of  opposite  polarity. 
Insulation  shall  be  selected  with  special 
reference  to  its  ability  to  resist  deterio- 
ration from  engine  heat  and  oil. 

It  is  recommended  that  all  conductors 
have  a  current-carrying  capacity  of  not 
less  than  110  percent  of  the  total  current 
rating  of  the  motor  or  other  load  con- 
nected to  them.  The  basis  for  deter- 
mining such  carrying  capacity  shall  be 
that  given  by  the  National  Electrical 
Code  for  "allowable  carrying  capacities 
of  wires." 

All  wiring  shall  have  adequate  me- 
chanical and  electrical  protection  to  min- 
imize flre  hazards.  If  for  any  reason 
rigid  conduit  is  unsuitable  or  undesir- 
able, a  good  grade  of  rubber  or  equiva- 
lent air  hose  may  be  con.strued  as  meet- 
ing the  requirement  for  mechanical 
protection  if  used  where  it  will  not  be 
damaged  by  engine  heat  and  oil.  Flex- 
ible metal  conduit  Is  not  recommended. 
All  conduit  ends  must  be  adequately 
clamped  or  otherwise  secured  to  prevent 
their  being  pulled  out.  IrLserts  should 
be  used  to  prevent  collapse  of  conduit 
ends  that  are  secured  by  external  clamps. 

Sharp  edges  and  corners  shall  be  re- 
moved at  all  points  where  there  is  a  pos- 
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sibillty  of  damaginR  wires,  cables,  or  con- 
duits by  cutting  or  abrasion. 

Wiring  and  conduits  shall  be  well- 
cleated  or  otherwise  held  to  prevent  vi- 
bration and  displacement. 

The  ends  and  terminal  lugs  of  wires 
and  cables  shall  be  held  or  clamped  in 
a  manner  that  will  minimize  the  possi- 
bility of  the  ends  and  lugs  coming  loose 
from  their  connections  and  swincing 
against  metal  walls  or  against  parts  of 
different  potential. 

(3)  Electrical  clearances  and  insula- 
tion. The  clearance  between  live  parts 
and  casings  of  electric  equipment  shall 
be  such  as  to  minimize  the  po.ssibility  of 
arcs  striking  to  the  casings  or.  if  space 
Is  limited,  the  casings  shall  be  lined  with 
adequate  insulation. 

(4»  Parts  having  special  require- 
ments—  ii>  Battery  boxes  and  batteries. 
Batteries  that  are  not  protected  by  posi- 
tion shall  be  enclosed  in  boxes  or  trays 
of  material  equivalent  in  strength  to 
sheet  steel  not  less  than  'Sr,  inch  in 
thickness  or  of  wood  reinforced  with 
steel.  Battery  terminals  shall  be  covered 
or  shielded  to  prevent  short  circuiting  by 
material  falling  on  them  while  the  equip- 
ment is  in  operation. 

Covers,  if  used,  shall  be  substantially 
constructed  and.  if  made  of  metal,  the 
Bureau  reserves  the  right  to  require  non- 
brittle  insulating  linings  of  adequate 
strength,  quality,  and  dimensions,  should 
the  clearance  over  the  battery  terminals 
be  in  question.  Ample  openings  for  ven- 
tilation shall  be  provided  to  prevent  ac- 
cumulation of  explosive  hydrogen-air 
mixtures  above  the  battery. 

Unless  the  battery  cells  are  insulated 
from  the  trays  in  an  acceptable  manner, 
the  trays  shall  be  insulated  from  any 
metal  box  or  holder  by  means  of  rubber 
or  equivalent  insulators  of  adequate  di- 
mensions. For  cells  in  metal  containers 
mounted  in  "open"  trays,  a  lining  of 
wood  or  equally  suitable  insulation  shall 
be  provided  under  the  trays.  All  wood 
and  other  insulating  linings  susceptible 
to  damage  by  battery  electrolyte  shall  be 
treated  or  painted  with  suitable  material 
to  resist  such  damage. 

The  number,  type,  rating,  and  manu- 
facturer of  the  cells  comprising  the  bat- 
tery shall  be  specified. 

A  diagram  showing  the  connections 
between  cells  and  between  trays  shall  be 
submitted.  The  connections  between 
cells  and  between  trays  shall  be  such 
that  the  maximum  total  battery  poten- 
tial will  not  be  placed  between  any  two 
adjacent  cells. 


§  32.5  Inspection  and  tests— <&)  In- 
spection and  tests  of  parts  other  than 
electrical — (1>  Detailed  inspection.  An 
Inspection  will  be  made  by  engineers  of 
the  Bureau  of  Mines  of  all  parts  of  the 
equipment  covered  by  the  requirements 
of  this  part  or  any  other  parts  or  fea- 
tures that  are  associated  with  safety  in 
operation.  This  Inspection  will  include 
the  following  items: 

(I)  A  detailed  inspection  to  determine 
the  adequacy  of  materials,  workmanship. 
and  design. 

(ii)  A  detailed  comparison  of  parts  or 
assemblies  with  drawings  to 'check  ma- 
terials, dimensions,  and  position.  Notes 
will  be  made  of  significant  discrepancies 
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that  may  exist  between  the  drawings  and 
the  parts  or  assemblies.  Satisfactory  ad- 
justment and  correction  of  these  dis- 
crepancies will  be  required  before  ap- 
proval is  granted. 

(2)  Determination  of  composition  of 
exhaust  gas.     The  exhaust  gas  of  the 
engine  will  be  sampled  while  the  engine 
is  operating  at  minimum  speed  and  at 
maximum  rated  speed.    At  both  speeds 
the  engine  will  be  operated  at  minimum 
power  output,  at  approximately  one-half 
maximum  rated  power  cutput,  and  at 
maximum  rated  power  output.     Under 
any  of  these  test  conditions  the  engine 
will  be  at  temperature  equilibrium  before 
exhaust    gas   samples    are   collected   or 
other  te.st  data  recorded.     Under  each 
te^  condition  rate  of  fuel  consumption 
will   be    determined,    and    atmospheric 
pressure  and  temperature  will  be  noted. 
The  exhaust  gas  samples  will  be  an- 
alyzed for  carbon  dioxide,  oxygen,  car- 
bon    monoxide,     hydrogen,     methane, 
nitrogen,  oxides  of  nitrogen,  and  alde- 
hydes. 

t3>  Maximum  allowable  fuel.air  ratio. 
If  the  carbon  monoxide  content  of  the 
engine  exhaust  does  not  exceed  0.25  per- 
cent by  volume  throughout  the  rated 
range  of  speeds  and  power  outputs,  the 
manufacturer's  adjustment  of  the  fuel 
injection  equipment  will  be  considered 
acceptable.  The  maximum  fuel : air  ratio 
(lb.  of  fuel  lb.  of  air)  determined  under 
this  condition  will  be  the  maximum  al- 
lowable fuel: air  ratio. 

If  the  carbon  monoxide  content  of  the 
exhaust  exceeds  0.25  percent  by  volume 
only  at  or  near  maximum  power  output, 
the  maximum  fuel:air  ratio  will  be  de- 
termined at  which  the  carbon  monoxide 
content  of  the  exhaust  does  not  exceed 
0.25  percent  by  volume,  and  this  fuel: air 
ratio  will  be  the  maximum  allowable 
fuel: air  ratio.  Adjustment  of  the  fuel 
injection  system  may  be  made  in  the 
course  of  these  tests  to  meet  the  require- 
ment of  maximum  allowable  fuel:air 
ratio. 

In  connection  with  establishment  of 
maximum  allowable  fuel:  air  ratio,  the 
barometric  pressure  existing  during  the 
tests  and  the  maximum  rate  of  fuel 
con.sumption  at  maximum  allowable  fuel : 
air  ratio  will  be  recorded  as  part  of  the 
requirements  for  operation  of  the  equip- 
ment under  recommended  conditions. 
As  stated  in  §  32.9.  operation  at  baro- 
metric pressures  significantly  lower  than 
that  existing  during  tests  to  determme 
the  maximum  allowable  fuel: air  ratio 
will  necessitate  readjustment  of  the  fuel 
injection  system  so  that  the  maximum 
allowable  fuel: air  ratio  is  not  exceeded 
as  a  result  of  the  decrease  in  air  density 
at  the  lower  barometric  pressure. 

(4>  Determination  of  adequacy  of  ex- 
haust gas  cooling  system.  The  adequacy 
of  the  exhaust  gas  cooling  system  and 
its  accessory  parts  will  be  determined 
with  the  engine  operating  at  its  maxi- 
mum power  output  for  a  period  sufficient 
for  all  parts  of  the  engine  and  exhaust 
gas  cooling  system  to  reach  their  re- 
spective equilibrium  temperatuios. 
The  following  determinations  will  be 

made: 

(i>  Exhaust  gas  temperature  at  cu  let 
of  exhaust  manifold  but  up:.trer.m  fro.n 
cooling  system; 


(11)  Temperature  at  outlet  of  exhaust 
gas  cooling  system ; 

(iii)  Cooling  water  consumed; 
(iv)   Temperature  of  water  in  all  com- 
partments. 

The  final  exhaust  gas  temperature 
shall  not  exceed  160^  P. 

The  water  consumed  in  cooling  ths 
exhaust  gas  under  the  test  conditions 
shall  not  exceed  by  more  than  10  per- 
cent that  required  for  the  adiabatic 
.saturation  of  the  exhaust  gas  at  the 
outlet  temperature  of  the  exhaust  gas 
cooler.  The  water  consumed  in  excess  of 
that  required  for  adiabatic  saturation  at 
the  outlet  temperature  of  the  cooler 
will  be  considered  as  entrained  water. 

(5)  Factory  inspection  and  tests.  The 
Bureau  of  Mines  reserves  the  right  to 
conduct  inspections  or  tests  of  the  mobile 
equipment,  or  any  part  thereof,  at  the 
plant  of  the  manufacturer. 

«b)  Additional  tests.  The  Bureau  of 
Mines  reserves  the  right  to  make  any  ad- 
ditional tests,  not  covered  by  the  pro- 
visions of  this  part,  that  may  be  con- 
sidered nece.s.sary  to  determine  the 
adequacy  of  the  equipment,  or  any  part 
thereof. 

§32.6    Granting  of  approval— (&>  No- 
tification   of    approval    or    disapproval. 
After  the  Bureau  of  Mines  has  considered 
the  results  of  the  investigation,  and  suit- 
able  drawings   and   specifications   have 
been  placed  on  file,  a  formal  written  noti- 
fication of  approval  or  disapproval  of  the 
equipment  will  be  supplied  to  the  appli- 
cant by  the  Bureau  of  Mines.      If  the 
equipment  meets  all  requirements,  the 
notification  of  approval  will  not  be  ac- 
companied by  test  data  or  detailed  results 
of  tests,     it  the  equipment  fails  to  meet 
any  of  the  requirements,  notification  of 
.such  failure  will  be  accompanied  by  do- 
tails  of  the  failure  with  a  view  to  possible 
remedy  of  defects.     The  Bureau  of  Mines 
will  not  otherwise  release,  or  make  public, 
results  of  tests  of  equipment  that  fails  to 
meet  the  requirements. 

No  verbal  reports  of  the  Bureau's  de- 
cisions concerning  the  investigation  will 
be  given,  and  no  verbal,  temporary,  or 
informal  approvals  will  be  granted. 

The  manufacturer  shall  not  advertise 
his  equipment  as  approved  until  he  has 
received  the  formal  notification  of  ap- 
proval in  which  an  approval  number  is 
assigned. 

All  drawings  and  specifications  that 
must  be  submitted  to  the  Bureau  in  con- 
nection with  the  investigation  will  be  re- 
tained in  confidential  status  by  the  Bu- 
reau. A  drawing  list  numbered  to  cor- 
respond to  the  approval  number  will 
accompany  the  notification  of  approval 
This  list  will  Include  the  drawings  and 
specifications  covering  the  details  of  con- 
.struction  upon  which  the  approval  is 
ba.sed.  The  applicant  receiving  an  ap- 
proval shall  keep  exact  duplicates  of  the 
drawings  and  specifications  retained  by 
the  Bureau.  These  are  to  be  adhered  to 
in  commercial  production  of  the  approved 
equipment. 

(b)  Approval  plate.  With  the  notifi- 
cation of  approval  the  applicant  will  re- 
ceive a  photograph  of  a  design  of  approval 
plate.  The  plate  will  bear  the  seal  of  the 
Bureau  of  Mines,  the  approval  number, 
designation  of  the  type  of  equipment  for 
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which  the  approval  is  granted,  and  the 
name  of  the  manufacturer.  The  plate 
will  bear  al.so  a  statement  regarding 
proper  operation  and  maintenance  of  the 
equipment. 

The  manufacturer  shall  have  this  de- 
sign reproduced  as  a  plate  for  attachment 
to  each  approved  unit.  A  sample  plate 
and  sketch  or  description  of  its  proposed 
mounting  on  the  unit  shall  be  sent  to  the 
Engineer  in  Charge  of  Diesel  Testing, 
Bureau  of  Mines,  Pittsburgh  13,  Pa.,  for 
approval  before  final  adoption. 

(c>  Purpose  and  significance  of  ap- 
proval plate.  The  approval  plate  identi- 
fies the  equipment  as  having  met  the  re- 
quirements of  the  Bureau  of  Mines  for 
use  in  non-coal  mines  in  which  the  con- 
centration of  flammable  gas  In  the  under- 
ground atmosphere  is  less  than  0.25 
percent  by  volume. 

The  use  of  the  approval  plate  on  his 
equipment  obliges  the  manufacturer  to 
maintain  the  quality  of  his  product  and 
to  see  that  each  unit  is  constructed  ac- 
cording to  drawings  and  specifications 
accepted  by,  and  on  file  with,  the  Bureau 
of  Mines.  Each  unit  sold  as  approved 
shall  carry  an  approval  plate  perma- 
nently attached  to  the  unit.  Equipment 
exhibiting  changes  in  design  that  do  not 
have  ofBcial  authorization  from  the  Bu- 
reau are  not  approved  and  therefore 
must  not  bear  the  approval  plate. 

§  32.7  Withdrawal  of  approval.  The 
Bureau  of  Mines  reserves  the  right  to 
rescind  for  cause,  at  any  time,  any  ap- 
proval granted  under  this  part. 

5  32  8  Changes  iv  design  subsequent 
to  approval:  extension  of  approval.  All 
approvals  are  granted  with  the  under- 
standing that  the  manufacturer  will 
make  his  equipment  according  to  final 
drawincs  and  specifications  submitted  to 
the  Bureau  of  Mines.  Therefore,  before 
changing  any  feature  of  the  equipment 
considered  in  the  original  approval,  the 
manufacturer  shall  first  obtain  the  Bu- 
reau's approval  of  the  change.  This 
procedure  is  as  follows: 

•  at  The  manufacturer  shall  write  to 
the  Director.  Bureau  of  Mines.  Washing- 
ton 25.  D.  C,  requesting  an  extension  of 
his  original  approval  and  stating  the 
change  or  changes  proposed.  He  shall 
send  a  copy  of  this  letter,  with  revised 
drawings  and  specifications  showing  the 
change  in  detail,  to  the  Engineer  in 
Charge  of  Diesel  Testing,  Bureau  of 
Mines,  Pitt.sburgh  13,  Pa. 

<  b  >  The  Bureau  of  Mines  will  consider 
the  application  and  inspect  the  drawings 
and  specifications  to  determine  whether 
tests  of  the  modified  part  or  parts  will  be 
necessary. 

<c»  If  tests  are  necessary,  the  appli- 
cant will  be  informed  by  the  Bureau  of 
tlie  amount  of  the  fee  and  the  material 
or  parts  required  for  the  tests,  and  also 
will  be  informed,  on  the  basis  of  the 
results  of  such  tests,  of  the  approval  or 
disapproval  of  the  proposed  modification. 

<d)  If  tests  are  unnecessary,  the  ap- 
plicant will  be  informed  by  the  Bureau 
of  the  approval  or  disapproval  of  the 
proposed  modification. 

(e»  If  the  proposed  modification  com- 
plies with  the  requirements  of  this 
part,  under  the  provisions  of  either 
paragraph   (c)    or   (d)   of  this  section, 


FEDERAL  REGISTER 

formal  written  authorization,  known  as 
an  extension  of  approval,  allowing  the 
modification  will  be  issued  to  the  appli- 
cant by  the  Bureau  of  Mines.  The  letter 
notifying  the  applicant  of  extension  of 
approval  will  be  accompanied  by  a  list 
of  new  and  corrected  drawings  to  be 
added  te  the  list  of  official  drawings 
relating  to  the  equipment. 

§  32.9  Recommendations  on  the  use 
of  mobile  Diesel  powered  equipment  in 
non-coal  mines.  The  appYoval  of  any 
type  of  equipment  by  the  Bureau  of 
Mines  means  that  the  equipment  has 
met  certain  specified  requirements  of  de- 
sign and  performance,  but  the  approval 
does  not  guarantee  that  it  Is  impossible 
to  use  an  approved  device  in  an  unsafe 
manner.  The  manufacturer  must  de- 
velop equipment  that  will  meet  these 
specified  requirements  to  be  granted  an 
approval,  but  it  is  the  responsibility  of 
the  user  to  see  that  the  equipment  is 
maintained  in  proper  condition  and  is 
used  in  a  proper  manner. 

The  use  of  Diesel  equipment  under- 
ground involves,  in  addition  to  proper 
maintenance  of  the  equipment  itself, 
certain  other  factors,  such  as  ventila- 
tion, which  are  of  equal  importance  in 
establishing  safe  operating  conditions. 
The  following  recommendations  on  the 
use  of  Diesel  powered  equipment  under- 
ground in  non-coal  mines  are  included 
in  this  part  as  an  expression  by  the 
Bureau  of  Mines  of  the  conditions  under 
which  approved  equipment  should  be 
used.  The  recommendations  are  as 
follows: 

la)  Ventilation — (1)  Definition  of  ven- 
tilation requirements.  The  use  of  Diesel 
powered  equipment  underground  should 
be  restricted  to  haulageways  or  other 
workings  where  positive  ventilation  is 
maintained  by  mechanical  means.  If 
pos.sible  the  ventilation  in  places  where 
Diesel  equipment  is  used  should  be  ar- 
ranged so  that  air  carrying  exhaust 
gases  from  the  engine  is  returned  to  the 
surface  without  traversing  working 
places.  The  quantity  of  ventilating  air 
supplied  must  be  adequate  to  dilute  all 
toxic  or  objectionable  constituents  of  the 
engine  exhaust  to  such  extent  that  the 
composition  of  the  air  of  the  haulage- 
ways,  or  any  working  place  connected 
thereto,  meets  recognized  hygienic 
standards  for  working  environments. 
The  air  .supplied  for  ventilation  in  places 
where  Diesel  equipment  Is  used  should 
not  contain  combustible  gas  or  other 
contaminant  in  such  concentration  that 
combustion  procc.<5ses  in  the  engine  may 
be  altered,  with  resultant  increa.^e'ln 
production  of  toxic  or  objectionable  con- 
stituents in  the  engine  exhaust. 

(2)  Quaiitity  of  ventilating  air.  In  the 
described  approval  tests  of  a  Diesel- 
powered  unit,  data  will  be  obtained  on 
the  rate  of  production  (cubic  feet  per 
minute)  of  toxic  constitutents  of  the  ex- 
haust gas,  such  as  carbon  dioxide,  car- 
bon monoxide,  and  oxides  of  nitrogen, 
under  conditions  representing  the  range 
of  rated  engine  speed  and  power  output. 
These  data  vili  provide  a  basis  for  cal- 
culating the  rate  at  which  ventilating 
air  should  be  supplied  in  the  place  where 
that  Diesel  unit  Is  used,  so  that  under 
any  normal  operating  condition  the 
toxic  gases  produced  by  the  engine  wiil 
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be  diluted  to  limits  acceptable  in  the 
air  of  working  places.  This  recom- 
mended rate  of  ventilating  <in  cubic  feet 
of  air  per  minute)  v. ill  be  shown  upon 
the  approval  plate  issued  for  the  Diesel 
unit.  This  rate  applies  to  the  use  of  one 
unit  only;  if  more  than  one  unit  is  used 
at  a  given  location,  or  in  any  continuous 
course  of  air.  then  the  rate  of  ventila- 
tion should  be  the  sum  of  the  require- 
ments for  the  individual  units.  As  this 
recommended  rate  of  ventilation  will  be 
determined  during  the  approval  tests, 
with  engines  that  are  new  and  presum- 
ably in  the  best  mechanical  condition,  it 
will  be  desirable  to  supply  ventilation  in 
excess  of  the  rate  indicated  on  the  ap- 
proval plate,  thus  furnishing  a  factor  of 
safety  in  operation. 

Measurements  of  air-flow  .should  be 
made  at  Intervals  sufficiently  frequent  to 
Insure  that  adequate  ventilation  is  being 
maintained.  Records  should  be  kept  of 
such  measurements. 

(3 •  Quality  of  ventilating  air.  The  air 
supplied  for  ventilation  in  connection 
with  the  u.se  of  Diesel  powered  equipment 
underground  should  contain  at  least  20 
percent,  by  volume,  of  oxygen  'dry 
basis);  less  than  0.25  percent  flammable 
gas;  and  less  than  0.5  percent  carbon 
dioxide.  This  statement  applies  to  the 
air  current  before  the  exhaust  gases  from 
the  Diesel  equipment  are  added  to  it. 

<4)  Examination  of  air  at  working 
places.  The  air  of  places  in  which  Diesel 
powered  equipment  is  used  should  be  ex- 
amined at  frequent  intervals  to  determine 
that  the  compo.'^ition  of  the  intake  air 
is  within  the  limits  given  in  subparagraph 
<3)  of  this  paragraph,  and  that  the  con- 
centration of  contaminants,  such  as  car- 
bon dioxide,  carbon  monoxide,  and  oxides 
of  nitrogen  added  to  this  air  by  the  equip- 
ment, arc  within  acceptable  limits. 
Methods  used  in  determining  the  con- 
centraaons  of^these  contaminants  and 
the  composition  of  the  intake  air  should 
be  sufficiently  sensitive  and  accurate  to 
produce  reliable  results,  as  the  interpre- 
tation of  these  results  may  in  seme  in- 
stances depend  on  variations  in  concen- 
trations of  as  little  as  0.01  percent  or 
less.  Concentrations  of  gases  considered 
permi.ssible  in  working  environments  are 
as  follows: 

Carbon  dioxide  (CO^) — not  more  than  0.5 
percent,  by  volume. 

Carbon  monoxide  (CO) — not  more  than 
0  01  percent,  by  volume. 

Oxides  of  nitrogen  (NO^) — not  mere  than 
0.0025  percent,  by  volume. 

Oxygen  (O,) — not  less  than  20  percent,  by 
volume. 

Ventilation  and  operating  condition 
of  Diesel  powered  equipment  should  be 
such  that  the  composition  of  the  air  of 
haulageways,  and  working  places  con- 
nected thereto,  always  remains  within 
these  tolerable  limits. 

Aldehydes  and  smoke  are  .<;elf-evident 
if  present  in  objectionable  concentrations 
and  need  not  be  deteimined  by  analysis. 
Production  of  sulfur  gases  by  the  engine 
may  be  controlled  by  using  a  fuel-oil  of 
low  sulfur  content. 

A  smoky  oftiaust  is  a  good  practical 
Indication  of  faulty  operation  and  usu- 
ally accompanied  by  the  production  of 
excessive  quantities  of  carbon  monox- 
ide.   Therefore,  abnormal  production  of 
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smoke  should  be  sufficient  reason  for  re- 
moving Diesel  powered  eqtfipment  from 
service  until  this  condition  has  been 
corrected. 

In  the  event  that  any  of  the  foregoing 
conditions  of  air  quality  are  not  main- 
tained, as  determined  by  analysis  of  the 
air  or  by  observation,  operation  of  the 
equipment  should  be  stopped  until  projaer 
conditions  of  air  quality  are  established, 
either  by  increasing  ventilation  or  by 
correcting  mechanical  imperfections  In 
the  equipment,  whichever  is  found  to  be 
the  cause  of  the  vmdesirable  conditions. 
Records  should  be  kept  of  all  air  anal- 
yses, and  of  any  changes  in  ventilation 
or  adjustments  of  equipment  made  as  a 
result  of  these  analyses. 

(b)  Maintenance— (I)  General.  The 
maintenance  of  Diesel  powered  equip- 
ment in  approved  conditions  is  essential 
if  undesirable  conditions  in  the  use  of 
such  equipment  are  to  be  avoided.  To 
Insure  adequate  maintenance,  a  person 
thoroughly  familiar  with  the  proper  pro- 
cedures for  maintaining  Diesel  powered 
equipment  in  approved  condition  should 
be  responsible  for  all  maintenance  work. 
Inspection  and  maintenance  proce- 
dures should  be  in  accordance  with  the 
instructions  furnished  by  the  manufac- 
turer. Records  of  all  inspections  should 
be  kept  and  a  routine  inspection  sched- 
ule should  be  drafted  from  experience 
and  information  obtained  in  the  inspec- 
tions during  the  first  several  months  of 
OF>eration. 

All  maintenance  work  should  be  done 
In  accordance  with  detailed  instructions 
furnished  by  the  manufacturer  of  the 
equipment.  These  instructions  should 
form  the  basis  of  a  routine  inspection 
and  maintenance  schedule.  Some  of  the 
more  important  Inspection  and  mainte- 
nance procedures  are  summarized  below. 
(2)  Engine  fuel-injection  system — (i) 
Injection  valves.  Improperly  function- 
ing injection  valves  may  cause  incom- 
plete combustion  of  some  of  the  fuel  and 
lead  to  increased  production  of  smoke, 
carbon  monoxide,  and  aldehydes.  It  Is 
important,  therefore,  to  maintain  injec- 
tion valves  in  proper  operating  condi- 
tion. Particular  attention  should  be 
paid  to  injection  valves  to  prevent  leak- 
ing and  to  prevent  imperfect  atomiza- 
tion  or  distribution  of  the  fuel. 

The  manufacturer's  recommendations 
regarding  inspection  and  maintenance  of 
injection  valves  should  be  followed. 

(ii)  Fuel  pump.  The  fuel  pump  on 
the  engine  Is  set  by  the  manufacturer  in 
accordance  with  approval  requirements 
of  the  Bureau  of  Mine.s.  This  setting  is 
made  to  limit  the  fuel  injected  at  full 
throttle  and  to  prevent  operation  of  the 
engine  with  insufficient  air  for  complete 
combustion  with  the  attendant  produc- 
tion of  danj^'orous  quantities  of  carbon 
monoxide.  After  this  adjustment  is 
made,  the  fuel  pump  is  sealed  or  locked 
to  prevent  alteration. 

It  should  not  be  nece.ssary  to  reset  the 
fuel  pump  unless  some  part  breaks  or 
unless  the  pump  Is  disassembled  for  a 
complete  overhaul  or  unless  the  unit  is 
to  be  operated  at  a  barometric  pressure 
significantly  less  than  that  for  which 
the  pump  was  set.  When  it  Is  necessary 
to  set  the  fuel  pump,  the  seal  or  lock 
should  be  broken  by  an  authorized  per- 
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son  and  the  final  adjustment  should  be 
made  under  the  supervision  of  this  per- 
son. After  this  adjustment  has  been 
made,  the  fuel  pump  should  be  sealed 
or  locked  by  an  authorized  person. 

(iii)   Method  of  adjusting  fuel  pump. 
Adjustment  of  the  fuel  pump  should  be 
made  preferably  by  the  manufacturer  of 
the  engine.     A  spare  pump  should  be 
available  to  permit  this  to  be  done.     If 
this  procedure  is  not  followed  and  it  be- 
comes necessary  to  reset  the  stop  limit- 
ing the  fuel  Injected  at  full  throttle,  it 
is  es.sential  that  some  means  be  avail- 
able for  reproducing  the  original  satting. 
Failure  to  reproduce  the  original   set- 
ting may  lead  to  the  production  of  dan- 
gerous quantities  of  carbon  monoxide  if 
too  much  fuel  is  injected  at  full  throttle. 
The  fuel  delivered  at  maximum  throttle 
setting    can    be    determined    either    by 
weight  or  by  volume.    If  the  determina- 
tion is  made  by  volume,  a  suitable  cor- 
rection for  the  density  of  the  fuel  at  the 
existing  temperature  must  be  made.  The 
test   procedure   should   be   designed   so 
that  the  maximum  quantity  of  fuel  de- 
livered per  revolution  of  the  fuel  pump 
drive    shaft    can    be    determined.    The 
fuel  pump  should  be  set  to  deliver  no 
more  than  the  maximum  weight  of  fuel 
per    revolution    corresponding    to    the 
value  specified  by  the  manufacturer  and 
shown  on  the  approval  plate  for  the  par- 
ticular engine  and  conditions  of  use. 

(iv)  Adjustment  of  maximum  fuel  in- 
jection for  operation  at  different  baro- 
metric pressures.  The  average  baromet- 
ric pressure  existing  at  the  place  where 
a  Diesel  engine  is  to  be  used  must  be 
considered  in  setting  the  maximum 
fuel  injected.  Barometric  pressure  af- 
fects the  density  of  the  air  and  there- 
fore affects  the  weight  of  air  drawn  into 
the  engine.  Unless  the  quantity  of  fuel 
injected  at  full  throttle  is  adjusted  to 
maintain  a  constant  fuel  :  air  ratio,  dan- 
gerous quantities  of  carbon  monoxide 
may  be  produced  at  high  altitude  and 
low  barometric  pressure  where  the  den- 
sity of  the  air  is  low. 

The  maximum  rate  of  fuel  consump- 
tion for  approved  operation  at  different 
barometric  pressures  will  be  determined 
In  approval  tests  made  by  the  Bureau  of 
Mines.  This  information  will  be  fur- 
nished the  manufacturer  and  will  be  in- 
cluded on  the  approval  plate.  The  fuel 
pump  of  the  engine  should  be  set  in  ac- 
cordance with  the  values  given  for  the 
barometric  pressure  existing  at  the  place 
where  the  engine  is  to  be  operated. 

(3»  Engine  intake  system.  The  air 
cleaner  should  be  maintained  in  accord- 
alT?^  with  the  manufacturer's  instruc- 
tions. Abnormal  reduced  pressure  in 
the  intake  system  is  likely  to  increase 
production  of  toxic  or  objectionable 
gases  in  the  exhaust. 

(4»  Engine  exhaust  systein.  The  ex- 
haust system  of  the  engine,  including  the 
cooling  system,  should  be  mspected  at 
periodic  intervals.  The  frequency  of 
these  inspections  should  be  determined 
In  accordance  with  the  recommendations 
made  under  general  maintenance  in- 
structions. 

Operators  of  the  equipment  should  be 
made  responsible  for  maintaining  an 
adequate  supply  of  water  In  the  exhaust 
gas  cooling  system.    It  Is  Important  that 


the  water  ased  In  the  exhaust  gas  cool- 
ing system  be  substantially  free  of  acid 
to  prevent  corrosion.  In  some  situa- 
tions this  might  necessitate  chemical 
treatment  of  the  water  used. 

If  the  exhaust  from  the  engine  appears 
abnormally  smoky  or  odorous,  the  manu- 
facturer's manual  of  instructions  should 
be  consulted  immediately  and  the  cau>e 
determined.  Particular  attention  should 
be  paid  to  inspection  of  the  fuel  injec- 
tion valves,  the  pressure  in  the  intake 
and  exhaust  systems,  and  to  the  possi- 
bility of  excessive  injection  of  fuel  at 
full  throttle.  Restrictions  in  the  intake 
or  excessive  pressure  in  the  exhaust  can 
cause  smoke  and  objectionable  odor. 
This  can  be  caused  also  by  the  injection 
of  fuel  in  excess  of  the  allowable  maxi- 
mum. A  smoky  exhaust  usually  is  in- 
dicative of  the  presence  of  significant 
concentrations  of  carbon  monoxide,  and 
therefore  steps  should  be  taken  imme- 
diately to  determine  the  cause  and  elim- 
inate it. 

(5>  Electrical  equipment — (D  Wiring. 
Air  hose,  rigid  steel,  and  other  types  of 
conduit  should  be  firmly  held  at  the  ends, 
and  also  between  ends  when  lengths  are 
such  as  to  require  additional  supports. 
Conduit  and  other  means  of  affording 
mechanical  protection  of  wiring  should 
be  kept  intact  and  in  plac^ 

(it)  Headlight  and  instrument  lenses. 
Lenses  forming  part  of  the  casings  of 
headlights  and  instruments  should  be 
held  securely  and  protected  to  prevent 
damage  to  them. 

(iii)  Overload  protection.  Tampering 
with  fuses,  relays,  and  other  means  sup- 
plied by  the  manufacturer  for  overload 
and  short-circuit  protection  of  wiring 
and  equipment  should  not  be  permitted, 
nor  should  .substitutes  that  defeat  this 
protection  be  allowed. 

(iv»   Battery.     Battery  cell  tops  should 
be  kept   free   of   electrolyte   and   dust 
Connections  between  cells  should  be  kept 
tight  and  free  of  corrosion. 

<c)  Fuel.  The  fuel  used  for  Diesel 
powered  equipment  in  underground  serv- 
ice should  conform  to  the  manufacturer's 
specifications  for  viscosity,  pour  point, 
cetane  number,  carbon  residue,  and  wa- 
ter. The  flash  point  must  not  be  less 
than  140°  P.  and  the  sulfur  content 
should  not  be  greater  than  0  5  percent 
by  weight. 

Wherever  po.ssible  fuel  .storage  should 
be  on  the  surface,  and  the  fuel  tanks  of 
the  Diesel  units  should  be  filled  above 
ground.  In  situations  where  this  is  not 
feasible,  fuel  stored  underground  should 
be  limited  in  quantity  to  that  required 
for  one  day's  operation  of  the  units.  The 
fuel  should  be  transported  and  stored  in 
strong,  tight  containers  provided  with 
positive  closing  devices.  All  fuel  taken 
underground,  and  awaiting  transfer  to  the 
fuel  tanks  of  the  units,  should  be  stored 
in  a  closed  compartment,  constructed  of 
incombustible  materials,  and  situated  in 
well-ventilated  places,  the  return  air 
from  which  does  not  pass  through  any 
active  workings.  The  walls  of  the  com- 
partment should  form  a  liquid-tight  Joint 
with  the  floor,  and  no  openings  through 
the  walls  should  be  at  a  height  less  than 
that  necessary  to  form  a  reservoir  of 
greater  capacity  than  the  maximum  vol- 
ume of  fuel  that  may  be  stored  in  the 
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compartment.  Fuel  tanks  of  units  should 
be  filled  only  at  the  fuel  storage  com- 
partment. A  supply  of  sand  or  other 
.•suitable  incombustible  material  should 
be  at  hand  to  absorb  fuel  that  may  be 
spilled  accidentally  in  the  filling  opera- 
tion. 

Clean  fuel  is  necessary  to  minimize  the 
possibility  of  damage  to  the  fuel-injec- 
tion sy.stems.  Therefore  in  handling  the 
fuel  all  precautions  should  be  taken  to 
k(  ep  the  fuel  clean  and  free  from  water. 

(d)  Fire  extinguishers.  At  least  one 
fi:e  extinguisher  of  the  type  containing 
liquid  carbon  dioxide  should  be  carried 
at  all  times  with  each  unit.  Extinguish- 
ers of  the  .same  typ>e  should  oe  installed 
flt  underground  fuel  storage  compart- 
ments, repair  shops,  and  barns. 

(e»  Repair  shops  and  barns.  Repair 
thops  for  Diesel  powered  equipment  and 
storage  of  such  equipment  preferably 
siiould  be  above  ground.  If  such  ar- 
rangement is  impracticable,  .<^uch  spaces 
.••hould  be  situated  clo.se  to  the  .shaft  or 
portal  underground  and  between  an  in- 
take and  a  return  air-way.  so  that  per- 
.•^^ons  in  such  places  will  be  provided  with 
fresh  air,  and  .«>o  that  If  engines  are  oper- 
ated in  the  repair  shop,  or  if  fire  should 
occur,  products  of  combustion  will  enter 
th.e  return  air. 

Underground  repair  shops  and  .storage 
spaces  should  be  lined  with  incombusti- 
ble material,  and  doors,  or  other  closures, 
.'■hould  be  of  incombustible  material. 
The  floor  should  be  impervious  to  oil 
and  should  slope  to  a  sump,  so  that 
spilled  oil  may  be  collected  and  removed. 
A  .supply  of  sand  or  other  suitable  in- 
eombustible  material  should  be  kept  on 
hand  to  aid  in  fighting  fires  or  to  absorb 
spilled  oil. 

Welding  or  other  operations  that 
might  create  fire  hazards  should  not  be 
carried  on  in  the  repair  shop  unless  ade- 
quate precautionary  measures  are  taken 
acainst  the  ignition  of  Diesel  fuel  or 
lubricants. 

§  32.10  Revision  of  requirements  and 
rcconimendatiojis.  In  the  preparation 
of  the  requirements  and  recommenda- 
tions embodied  in  this  part  the  Bureau 
of  Mines  has  endeavored  to  provide  a 
basis  for  the  production  of  safe  and 
practicable  Diesel  powered  equipment 
that  will  meet  the  demands  of  existing 
conditions.  However,  it  is  po.ssible  that 
instances  might  arise  in  which  the  pro- 
ttciion  afforded  would  be  inadequate. 
The  Bureau  of  Mines,  with  the  coopera- 
tion of  manufacturers  and  users  of  the 
(quipment.  will  be  alert  to  such  situa- 
I  Ions.  When  a  .situation  arises  in  which 
inadequacy  of  protection  or  unusual 
hazard  attending  the  u.se  of  approved 
iquipment  is  established,  the  manufac- 
turer of  the  equipment  will  be  requested 
to  issue  precautions  or,  if  necessary,  to 
cease  marketing  the  equipment  for  use 
In  the  particular  situation  or  condition 
until  such  changes  or  provisions  as  will 
jjiovlde  adequate  protection  are  made. 
Ii  shall  be  understood  that  any  changes 
'■r  provisions  made  must  be  submitted 
!o  the  Bureau  of  Mines  and  have  its  ap- 
proval  before   being   adopted.     Should 
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the  situation  require  a  change  In  the 
basic  requirements  and  tests  provided 
In  this  part,  or  the  recommendations 
contained  therein,  such  change  will  be 
issued  as  a  supplement  to  this  part. 

James  Boyd, 
Director. 
Approved :  March  29,  1949. 

J.  A.  Kruc, 

Secretary  of  the  Interior. 

I  p.    R.    Doc.    49-2607:    Filed,    Apr.    7,    1949; 
8:46  a.  ml 


4ITLE  34— NATIONAL 
MILITARY   ESTABLISHMENT 

Chapter  V — Deportment  of  the  Army 

Subchapter  E — Organized  Rtttrvet 

Part   562 — Reserve  Officers'  Training 
Corps 

training  of  students 

Section  562.17  is  changed  to  read  as 
follows: 

5  562.17  Training  of  students  ineli- 
gible for  enrollment.  When  desired  by 
instiutional  authorities,  students  who 
for  any  reason  cannot  be  enrolled  in  the 
Reserve  OfiBcers'  Training  Corps  may  be 
permitted  to  pursue  the  Re.serve  Officers' 
Training  Corps  course  without  expense 
to  the  Government.  Such  students  will 
not  be  included  in  enrollment  reports 
nor  in  the  enrollment  allotment,  and 
cannot  be  issued  Government  uniforms 
or  commutation  therefor,  but  may  use 
the  arms  and  equipment  issued  to  the 
institution.  IC  11.  Ar  145-10.  Mar.  17, 
1949]      (R.  S.  161;  5  U.  S.  C.  22) 

I  seal]  Edward  F.  WitSell. 

Major  General. 
The  Adjutant  General. 

[P.    R.    Doc.    49-2623;    Filed,    Apr.    7,    1949; 
8:51  a.  m.j 


Joint  Procurement  Regulations 

miscellaneous  amendments 

The  Joint  Procurement  Regulations, 
formerly  published  as  Parts  801  to  813. 
Inclusive,  of  Chapter  VIII.  Title  10,  are 
amended  by  changing  §  S  803.103  '  a )  '  1  > , 
803.116-4,  and  809. 603-3  to  read  as 
follows : 

§  803  103  Di.^tribution  of  invitations 
for  bids.  (a>  Except  as  indicated  in 
paragraph  (b)  of  this  section: 

<1)  One  copy  of  every  Invitation  for 
bids  (both  Army  and  Air  Force)  and  one 
copy  of  every  amendment  to  &n  invita- 
tion for  bids  (both  Army  and  Air  Force) 
will  be  sent  on  the  date  issued  direct  to 
the  Procurement  Information  Center, 
Office  of  the  Assistant  Secretary  of  the 
Army.  Washington  25,  D.  C.  Letters  of 
•transmittal  are  not  necessary. 
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§  803.116-4  Distribution  of  ab.<itracis 
of  bids.  Within  3  days  after  bids  have 
been  opened  and  final  action  taken 
thereon,  or  after  it  is  decided  to  cancel 
the  invitation  before  opening  of  bids, 
a  copy  of  the  abstract  of  bids  <  both  Army 
and  Air  Force)  will  be  mailed  direct  to 
the  Procurement  Information  Center, 
Office  of  the  Assistant  Secretary  of  the 
Army.  Washington  25,  D.  C. 

•  •  •  •  • 

§  809  603-3  Furjiisfiing  of  posters. 
Contracting  officers  are  responsib'e  for 
seeing  that  contractors  who  are  awarded 
contracts  subject  to  the  Walsh-Healey 
Act  are  furnished  Posters.  Form  PC-13 
'Revised  June  1948'  simultancou.<]y  with 
the  making  of  the  award,  or  as  soon 
thereafter  as  possible.  A'l  copies  of  pre- 
viously is.'-ued  posters  which  bear  no  re- 
vision date  or  a  revision  date  other  than 
June  1S48,  must  be  destroyed  and  be  re- 
placed by  that  revi.'^ed  issue.  Thf^  forms 
may  be  obtained  from  the  Record  Keep- 
ing and  Control  Section.  Room  1106.  De- 
partment of  Labor,  Wa.'-hinaton  25,  D.  C. 
In  this  connection,  see  §  809  601. 

•  •  •  *  * 

IProc.  dr.  9,  19491  <Pub.  Law  413,  80th 
Cong.) 

fsELl  Edward  F.  Witsell. 

Major  General.' 
The  Adiutant  General. 

|F.    R.    Doc.    49-2624:    Filed,    Apr.    7.    1949; 
8  51  a.  m.| 

t;tle  39— postal  service 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  M.'Ilinc 

miscellaneous  amendments 

1.  In  §  127.216  Belgium  ( 13  F.  R.  9117) 
amend  paragraph  (c*  (2»  (ii)  to  read  as 
follows : 

(ii»  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel ; 
and  the  combined  total  domestic  retail 
value  of  all  mcdicinals  and  drugs  included 
in  each  relief  parcel  must  not  exceed  $5. 

2.  In  5  127.231  China  (inrludiv.n  Tai- 
wan I  Formosa)  and  the  leased  territory 
of  Kwangchovoican  (Fort  Bayard))  <13 
F.  R.  9130)  amend  paragrapli  (c)  (2»  <ii) 
to  read  as  follows: 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinr.ls  and  diUTs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

3.  In  §  127  268  Great  B'itani  and 
Northern  Ireland  'England,  ScDtland 
and  Wales;  also  Nnrllicrn  Ireland^  <13 
F.  R.  9158)  amend  paragraph  (c>  <2i  <ii) 
to  read  as  follov<s: 

'ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  S5. 
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4.  In  I  127.283  Italy  (including  the  Re- 
public of  San  Marino)  (13  F.  R.  9174) 
amend  paragraph  (c)  (2)  (11)  to  read  as 
follows: 

(11)  Not  more  than  3  pounds  of  meat 
may  be  included  In  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

5.  In  §  127.286  Japan  (13  F.  R  9176; 
14  P.  R.  459 •  amend  paragraph  (c)  t2» 
(ii)  to  read  as  follows: 

(11)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

~  6.  In  §  127.288  Korea  (13  F.  R.  9178* 
amend  paragraph  (cT  (2)  (11)  to  read  as 
follows: 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel: 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

7.  In  §  127.295  Luxemburg  (Grand 
Duchy)  ( 13  F.  R.  9181 )  amend  paragraph 
(c)  (2)  (ill  to  read  as  follows: 

(ii)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

8.  In  §  127.342  Ryukyu  Islands  (13 
F.  R.  9212 »  amend  paragraph  (c>  <2) 
(il)  to  read  as  follows: 

(ii)  Not  more  than  3  pounds  of  ineat 
may  be  included  in  each  relief  parcel: 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
cluded in  each  relief  parcel  must  not 
exceed  $5. 

9.  In  !;  127.375  Vatican  City  Slate  '13 
F.  R.  9234'  amend  paragraph  (c)  <2)  (ii) 
to  read  as  follows: 

—til)  Not  more  than  3  pounds  of  meat 
may  be  included  in  each  relief  parcel; 
and  the  combined  total  domestic  retail 
value  of  all  medicinals  and  drugs  in- 
c'luded  in  each  relief  parcel  must  not 
exceed  $5. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25 :  48  Stat.  943 :  5  U.  S.  C.  22.  369.  372  > 


[  SE.^L  ] 


J.  M.  DON.ALDSON. 

Postinaster  General. 


[F     R.    Doc.    49  2609:    Filed.    Apr.    7,    1949; 
8:46  a.  m.) 


RULES  AND  REGULATIONS 

TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  II — Office  of  Defense 
Transportation 

[General  Order  ODT  1,  Rev..  Suspension  and 
Revocation! 

Part  500 — Conservation  of  Rail 

EQinPMENT 
MERCHANDISE    FREIGHT    TRAFFIC 

Pursuant  to  Title  III  of  the  Second 
War  Powers  Act.  1942,  as  amended.  Ex- 
ecutive Order  8989,  as  amended.  Execu- 
tive Order  9729.  as  amended,  and  Execu- 
tive Order  9919,  It  is  hereby  ordered. 
That  all  provisions  of  General  Order 
ODT  1.  Revised,  as  amended,  ^i  5  500.1 
through  500.8a  «11  F.  R.  8228,  8740.  9040. 
10618).  and  all  provisions  of  outstanding 
permits  issued  in  connection  therewith, 
shall  be.  and  they  are  hereby,  suspended 
from  11:59  o'clock  p.  m..  April  16.  1949, 
until  11:59  o'clock  p.  m.,  June  30,  1949, 
or  until  such  earlier  time  as  the  Office 
of  Defense  Transportation  may  hereafter 
designate. 

It  is  hereby  further  ordered.  That  Gen- 
eral Order  ODT  1,  Revised,  as  amended, 
and  all  outstanding  permits  issued  in 
connection  therewith,  shall  be,  and  they 
are  hereby,  revoked  effective  at  11:59 
o'clock  p.  m..  June  30.  1949. 

<54  Stat.  676.  55  Stat.  236.  56  Stat.  177. 
58  Stat.  827.  59  Stat.  658.  60  Stat.  345,  61 
Stat.  34.  321.  945.  62  Stat.  342;  50  U.  S.  C. 
App.  and  Sup.  633.  645,  1152;  E.  O.  8989, 
Dec.  18.  1941.  6  F.  R.  6725;  E,  O.  9389. 
Oct.  18.  1943.  8  F  R.  14183;  E.  O.  9729. 
May  23.  1946.  11  F.  R.  5641;  E.  O.  9919. 
Jan.  3.  1948.  13  F.  R.  59 » 

Lssued  at  Washington,  D.  C,  this  5th 
day  of  April  1949. 

J.  M.  Johnson. 

Director. 
Office  of  Defense  Transportation. 

|F.    R.    Doc.    49  2630;    Filed.    Apr.    7.    1949; 
8:32  a.  m.) 
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2971  >.  and  all  provisions  of  outstanding 
special  directions  and  permits  is.sued  in 
connection  therewith,  shall  be.  and  they 
are  hereby,  suspended  from  11 :59  o'clock 
p.  m.,  April  16.  1949.  until  11:59  o'clock 
p.  m..  June  30.  1949.  or  until  such  earlier 
time  as  the  Office  of  Defense  Transporta- 
tion may  hereafter  designate. 

It  is  hereby  further  ordered,  That 
General  Order  ODT  18A.  Revised,  as 
amended,  and  all  outstanding  spx?cial  di- 
rections and  permits  is.sued  in  connection 
therewith,  shall  be,  and  they  are  hereby, 
revoked  effective  at  11:59  o'clock  p.  m.. 
June  30.  1949. 

(54  Stat.  676.  55  Stat.  236.  56  Stat.  177. 
58  Stat.  827.  59  Stat.  658.  60  Stat.  345. 
61  Stat.  34.  321,  945,  62  Stat.  342;  50 
U.  S.  C.  App.  and  Sup.  633.  645.  1152; 
E  O.  8989.  Dec.  18.  1941,  6  F.  R.  6725; 
E.  O.  9389.  Oct.  18.  1943.  8  F.  R  14183; 
E.  O.  9729.  May  23.  1946.  11  F.  R.  5641; 
E.  O.  9919.  Jan.  Z,  1948.  13  F.  R.  59  • 

Issued  at  Washington,  D.  C,  this  5th 
day  of  April  1949. 

J.  M.  Johnson, 

Director, 
Office  of  Defense  Transportation. 

|F.    R.    Doc.    49-2631;    Filed.    Apr.    7,    1949; 
8:53  a.  m.) 


PROPOSED  RULE  MAKING 


(General   Order  ODT   18A.  Rev..  Suspension 
and  Revocation] 

Part  500 — Conservation  of  Rail 

ElQUIPMENT 
CARLOAD  FREIGHT  TRAFFIC 

Pursuant  to  Title  III  of  the  Second 
War  Powers  Act.  1942,  as  amerrded.  Ex- 
ecutive Order  8989.  as  amended.  Execu- 
tive Order  9729.  as  amended,  and  Exec- 
utive Order  9919.  It  is  hereby  ordered, 
That  all  provisions  of  General  Order 
ODT  18A.  Revised,  as  amended,  §5  500.70 
through  500.79  ( 11  F.  R.  8229.  8829.  10616, 
13320,  14172;  12  F.  R.  1034.  2386;  13  F.  R. 


[General  Order  ODT  16C.  Rev.,  Revocation) 

Part  502 — Direction  of  Traffic 
Movement 

FREIGHT    shipments    TO    OR    WITHIN    PORT 
AREAS 

Pursuant  to  Title  III  of  the  Second 
War  Powers  Act.  1942,  as  amended.  Ex- 
ecutive Order  8989.  as  amended.  Execu- 
tive Order  9729.  as  amended,  and  Exec- 
utive Order  9919,  It  is  hereby  ordered. 
That  General  Order  ODT  16C.  Revised  as 
amended.  §5  502  200  through  502.204 
(11  F.  R.  13426.  13465.  13913  • .  and  all  out- 
standing permits  i.ssued  in  connection 
therewith,  shall  be.  and  they  are  hereby 
revoked  effective  at  11:59  o'clock  p.  m.. 
April  16.  1949. 

(54  Stat.  676.  55  Stat.  236.  56  Stat.  177. 
58  Stat.  827.  59  Stat.  658.  60  Stat.  345. 
61  Stat.  34.  321.  945.  62  Stat.  342;  50 
U.  S.  C.  App.  and  Sup.  633.  645.  1152; 
E.  O.  8989.  Dec.  18.  1941.  6  F,  R.  6725; 
E.  O.  9389.  Oct.  18.  1943.  8  F.  R  14183; 
E.  O.  9729.  May  23.  ;946.  11  F.  R.  5641; 
E.  O.  9919.  Jan.  3.  1948.  13  F.  R.  59) 

Issued  at  Washington.  D.  C,  this  5th 
day  of  April  1949. 

J.  M.  Johnson, 

Director. 
Office  of  Defense  Transportation. 

[F.    R.    Doc.    49-2632;    Filed,    Apr.    7,    1940; 
8:54  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[7  CFR,   Part  912  1 

Handling  or  Milk  ts  Dubuque,  Iowa, 
Marketing  Area 

NOTICE  or  recommended  decision  and  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  AMENDMENT 
TO  TENTATIVE  MARKETING  AGREEMENT  AND 
TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to 
formulate  marketing  agreements  and 
orders  <7  CFR,  Supps.  900.1  et  seq.). 
notice  is  hereby  given  of  the  filing  with 
the  Hearing  Clerk  of  the  recommended 
deci.sion  of  the  A.ssistant  Administrator, 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, with  respect  to  a  proposed 
amendment  to  the  tentative  marketing 
npreement  and  to  the  order,  as  amended, 
rrculating  the  handling  of  milk  in  the 
EKibuque,  Iowa,  marketing  area.  In- 
terested parties  may  file  exceptions  to 
this  decision  with  the  Hearing  Clerk. 
Room  1844.  South  Building.  United 
States  Department  of  Agriculture.  Wash- 
ington 25.  D.  C.  not  later  than  the  close 
of  business  on  the  10th  day  after  pub- 
lication of  this  decision  In  the  Federal 
Register.  Exceptions  should  be  filed  in 
quadruplicate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
amendment  to  the  tentative  marketing 
apreement  and  to  the  order,  as  amended, 
was  formulated  was  conducted  at  Du- 
buque. Iowa,  on  January  12.  1949.  pur- 
suant to  notice  thereof  which  was  issued 
on  December  23.  1948  <  13  P.  R.  8713  > . 

The  material  issues  on  the  record  re- 
late to  ( 1)  a  redefinition  of  certain  terms. 
<2)  a  restatement  of  the  powers  and  du- 
ties of  the  market  admini-strator,  (3) 
a  revision  of  the  clas.ses  of  utilization, 
•  4)  a  change  in  the  method  of  accounting 
for  milk.  <5)  &  revision  of  the  class  prices 
and  the  incorporation  of  class  butterfat 
differentials  to  handlers.  <6)  a  revision 
of  the  producer  butterfat  differential, 
<7)  a  charge  for  interest  on  overdue  ac- 
counts, and  (8)  a  general  revision  of  the 
order  to  facilitate  its  administration  and 
clarify  its  terminology. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  these 
i.ssues  are  based  upon  the  evidence  In- 
troduced at  the  hearing  and  the  record 
pertaining  thereto. 

1.  The  evidence  indicates  that  in  the 
Interest  of  clarity  some  of  the  existing 
terms  .should  be  redefined  and  some  ad- 
ditional terms  should  be  defined. 

The  term  "handler"  should  be  re- 
stricted to  include  only  (a)  the  operators 
of  plants  from  which  milk  is  disposed  of 
on  wholesale  and  retail  routes  within  the 
marketing  area  and  (b)  cooperative  as- 
sociations with  respect  to  milk  of  mem- 
bers which  is  caused  by  the  association  to 
be  diverted  from  a  handler's  plant  to  the 
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plant  of  a  nonhandler.  The  term  "pro- 
ducer" should  be  restricted  to  Include  only 
those  persons  who  produce  milk  In  con- 
formity with  the  requirements  of  the 
City  of  Dubuque,  Iowa,  which  is  received 
at  the  plant  of  a  handler  or  which  Is 
caused  by  a  cooperative  association  to  be 
diverted  from  such  a  plant  to  the  plant  of 
a  nonhandler.  This  definition  of  pro- 
ducer would  remove  from  the  scope  of 
the  order  those  farmers  who  produce  milk 
which  is  not  acceptable  for  consumption 
as  fluid  milk  within  the  City  of  Dubuque. 
At  the  present  time  .such  producers  do  not 
share  in  the  uniform  price  on  the  market 
but  receive  the  Class  III  price  for  their 
milk.  There  appears  to  be  no  need  for 
continuing  to  regulate  the  handlin-g  of 
such  milk. 

The  terms  "Department  of  Agricul- 
ture," "producer  milk,"  and  'other  source 
milk"  should  be  defined.  While  the  use 
of  these  terms  would  not  affect  the  appli- 
cation of  the  order  to  any  person  or  cir- 
cumstance, it  would  tend  to  provide 
greater  clarity  and  would  facilitate  draft- 
ing the  subsequent  substantive  provisions 
of  the  order. 

The  term  "emergency  milk"  should  not 
be  defined.  There  has  not  been  in  any 
recent  period  an  occa.sion  when  receipts 
of  producer  milk  were  insufiBcient  to  ful- 
fill the  market's  requirements  nor  is  there 
any  indication  that  such  a  situation  is 
likely  to  exist  In  the  foreseeable  future. 
Accordingly,  it  appears  advisable  that  the 
definition  of  emergency  milk  and  the 
drafting  of  provisions  relating  to  its  regu- 
lation should  not  be  undertaken  until 
there  appears  to  be  a  need  for  them. 
Action  taken  now  to  remedy  a  hypotheti- 
cal situation  might  be  inadequate  or  in- 
effectual in  coping  with  actual  circum- 
stances of  a  varying  nature. 

The  terminology  of  certain  of  the  other 
definitions  should  be  changed  for  the 
sake  of  clarity  or  to  bring  them  into  con- 
formity with  the  terminology  in  general 
use  in  other  orders.  Such  changes,  how- 
ever, do  not  affect  the  application  or 
scope  of  the  order  and  merit  no  further 
discussion. 

2.  The  powers  and  duties  of  the  market 
administrator  should  be  redefined. 

The  present  order  enumerates  only  2 
of  the  4  powers  which  may  be  conferred 
upon  the  'market  administrator.  The 
other  powers — those  of  making  rules  and 
regulations  to  effectuate  the  terms  and 
provisions  of  the  order  and  of  recom- 
mending to  the  Secretary  amendments 
to  the  order  —  should  also  be  stated. 
While  there  is  little  doubt  that  the  mar- 
ket administrator  has  these  powers  re- 
gardless of  whether  they  are  specified  in 
the  order,  it  is  reasonable  and  desirable 
to  enumerate  in  the  order  those  powers 
which  are  specified  by  the  act. 

The  miscellaneous  duties  of  the  market 
administrator  in  connection  with  the 
operation  of  the  order  should,  as  far  as 
possible,  be  set  forth  in  the  same  section 
of  the  order.  Therefore  several  of  the 
duties  of  the  market  administrator  which 
are  currently  enumerated  in  different 
sections  of  the  order  have  been  grouped 


together  under  the  general  heading  of 
"duties  of  the  market  administrator." 

The  proposal  that  the  market  admin- 
istrator be  required  to  furnish  the  coop- 
erative association  each  month  a  report 
of  the  utilization  of  its  milk  by  each 
handler  who  purchased  or  received  milk 
from  it  should  be  adopted.  This  infor- 
mation would  enable  the  cooperative  as- 
sociation to  allocate  milk  more  equitably 
among  handlers  in  times  of  shortage  and 
thus  insure  each  handler  a  more  nearly 
adequate  supply  of  milk. 

3.  Changes  should  be  made  in  the 
classes  of  utilization  as  now  defined. 
Class  I  milk  should  contain  those  prod- 
ucts which  are  required  under  the  appli- 
cable health  regulations  to  be  made  from 
milk  which  meets  the  requirements  for 
milk  for  fluid  consumption.  Under  the 
present  order  cream,  buttermilk,  milk 
drinks,  and  cottage  cheese  are  classified 
as  Class  II.  Since  the  cream,  buttermilk, 
and  milk  drinks  are  required  to  be  made 
from  approved  milk  they  should  be  clas- 
sified as  Class  I.  Cottage  cheese  should 
be  classified  with  manufactured  dairy 
products  which  do  not  require  approved 
milk. 

At  the  present  time  all  other  dairy 
products  are  cla.ssified  in  Class  III.  There 
should  be.  however,  a  further  breakdown 
in  the  classification  of  manufactured 
dairy  products.  The  markets  for  prod- 
ucts of  surplus  milk  in  this  area  are  of 
two  types.  There  is  a  local  market  for 
ice  cream  Ingredients  and  for  cottage 
cheese  In  which,  because  these  products 
are  somewhat  less  concentrated  than 
other  products  of  surplus  milk,  local  pro- 
ducers have  an  advantage  of  location 
and  milk  used  for  these  products  may  be 
priced  at  a  somewhat  higher  level  than 
milk  used  for  the  more  concentrated 
products.  A  separate  class  for  pricing 
these  less  concentrated  products  must 
therefore  be  established.  Evaporated 
and  condensed  milk  should  be  included  in 
this  class  also  because  the  degree  of  con- 
centration of  these  products  is  similar 
to  that  of  ice  cream  ingredients  and,  in 
fact,  condensed  milk  Is  an  important  con- 
stituent of  ice  cream.  This  class  should 
be  designated  as  Class  II. 

The  products  of  Class  II  will  not.  how- 
ever, provide  outlets  for  all  of  the  sur- 
plus of  the  market  at  all  times  of  the 
year.  It  is  necessary  in  order  to  effect 
complete  disposal  of  the  surplus  to  have 
a  second  surplus  class  which  will  be  des- 
ignated as  Cla.ss  III  and  to  which  a  price 
somewhat  lower  than  Class  II  will  apply. 
This  clas-s  will  contain  the  more  concen- 
trated products  such  as  butter,  American 
Cheddar  cheese,  casein,  and  nonfat  dry 
milk  solids.  It  will  also  include  skim 
milk  used  for  animal  feed  which  is  a 
very  low  valued  salvage  use  of  skim  milk 
and,  In  accordance  with  previous  prac- 
tice, allowable  shrinkage. 

It  was  proposed  at  the  hearing  that 
a  Class  I-A  be  established  which  would 
include  only  fluid  cream.  It  is  decided 
for  the  reasons  set  forth  above  to  classify 
cream  in  Class  I  and,  hence,  It  is  not 
necessary  to  establish  a  Class  I-A. 
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4.  The  existing  method  of  accounting 
should  also  be  changed.  Under  the  pres- 
ent plan  milk  is  accounted  for  In  Class 
I  on  a  volume  basis  and  in  the  other 
classes  on  the  milk  equivalent  of  the 
butterfat  contained  therein.  If  the  sum 
of  the  resulting  amounts  varies  from  the 
pounds  of  milk  received,  an  adjustment 
is  made  in  Class  III.  This  method  is 
unsatisfactory  for  two  reasons.  First, 
inequities  in  costs  between  handlers  may 
arise  because  of  differences  in  the  but- 
terfat content  of  the  milk  received  from 
producers  or  in  the  test  of  the  products 
sold.  Secondly,  the  amounts  of  milk 
shown  in  each  class  are,  except  in  the 
ca.se  of  Class  I.  theoretical  and  not  actual 
and,  hence,  it  Is  impossible  to  obtain 
an  accurate  picture  of  the  utilization  of 
skim  milk  and  butterfat. 

To  remedy  these  faults  it  is  propo.'-.ed 
that  skim  milk  and  butterfat  be  ac- 
counted for  separately  and  on  a  volume 
basis  in  each  class.  This  method  of  ac- 
counting in  conjunction  with  the  revised 
pricing  procedures  which  have  been 
proposed  will  eliminate  any  Inequities 
that  may  exl.st.  The  reporting  of  actual 
volumes  of  skim  milk  and  butterfat  in 
each  class  will  provide  an  exact  picture 
of  the  utilization  on  the  market,  a  highly 
Important  point  from  a  statistical  view- 
point. This  method  of  accounting  will 
also  lessen  somewhat  the  bookkeeping 
problems  of  both  the  market  administra- 
tor and  the  handlers. 

5.  The  class  prices  should  be  revised. 
The  Class  I  difTerential  should  be 
changed  from  70  cents  throughout  the 
year  to  80  cents  in  January,  February, 
and  March;  60  cents  in  April.  May,  and 
June:  and  $1.05  during  the  remaining 
months  of  the  year.  The  record  indi- 
cates that  producer  prices  In  the  Du- 
buque market  should  be  fixed  In  relation 
to  the  prices  In  the  Quad  Cities  market 
which  are  10  cents  higher  than  the  prices 
recommended  herein.  Over  the  past 
year  and  a  half  several  producers  have 
shifted  from  the  Dubuque  to  the  Quad 
Cities  market.  A  few  have  shifted  to 
Cedar  Rapids,  Iowa.  An  effort  Is  still 
being  made  to  induce  producers  to  shift 
to  the  Quad  Cities  market. 

In  order  to  prevent  producers  from 
shifting,  the  handlers  on  the  Dubuque 
market  have,  since  September  1947,  paid 
premiums  which  have  ranged  as  high  as 
50  cents  per  hundredweight  but  which 
average  approximately  30  cents  per  hun- 
dredweight on  all  milk  received.  These 
premiums  are  still  being  paid. 

It  was  propo.sed  by  the  producers  that 
the  Cla.ss  I  differentials  be  fixed  at  the 
same  level  as  those  provided  in  the  Quad 
Cities  Order.  It  appears,  however,  that 
it  would  cost  producers  .substantially 
more  to  have  their  milk  hauled  to  Quad 
Cities  than  to  Dubuque,  and  that  the 
price  recommended  herein  would  return 
a  net  price  to  producers  at  the  farm 
equal  to  that  which  they  would  receive 
were  they  to  send  their  milk  to  the  Quad 
Cities.  While  the  proposed  differentials 
would  result  In  an  average  return  to  pro- 
ducers less  than  they  are  currently  re- 
ceiving in  View  of  the  premium  being 
paid,  the  returns  will  be  adequate  to 
Insure  a  sufficient  supply  of  milk  and  will 
help  to  produce  a  more  desirable  produc- 
iU\n  pattern.    In  1948  Dubuque  received 
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twice  as  much  milk  as  was  needed  during 
the  month  of  peak  production,  and  had 
scarcely  enough  milk  to  meet  Its  require- 
ments during  the  month  of  shortest  pro- 
duction. This  is  due  In  part  to  the  fact 
that  returns  to  producers  were  unduly 
high  In  the  flush  months  and  that  little 
or  no  Increase  In  price  occurred  during 
the  months  of  short  production. 

It  was  proposed  by  a  handler  witness 
that  the  Class  I  differential  be  fixed  at 
90  cents  for  all  months  and  that  a 
Cla.ss  I-A  price  be  fixed  for  cream,  45 
cents  less  than  the  Class  I  price.  The 
Class  I  differentials  which  are  recom- 
mended herein  will  average  87.5  cents 
for  the  year.  As  pointed  out  above  this 
amount  should  vary  seasonally  not  only 
to  maintain  a  stable  relationship  with 
Quad  Cities  prices  but  also  to  encourage 
a  more  even  production  pattern  on  the 
market. 

The  proposal  for  a  Class  I-A  price 
should  be  denied.  Historically  in  this 
market  there  has  been  a  difference  of 
45  cents  between  the  price  of  milk  sold  as 
milk  and  the  price  of  milk  used  to  pro- 
duce cream.  Under  the  proposed  method 
of  accounting,  however,  the  price  applies 
to  the  pounds  of  cream  and  not  to  the 
pounds  of  milk  used  to  produce  the 
cream.  Thus  the  Increase  In  cost  to 
handlers  Is  much  less  than  the  apparent 
Increase  In  the  differential.  As  pointed 
out  above,  cream  must  be  made  from 
milk  which  meets  the  same  requirements 
as  milk  disposed  of  for  consumption  in 
the  form  of  milk  and  that  portion  of  the 
milk  used  as  cream  should  return  to  the 
producer  the  same  value  as  milk  disposed 
of  as  milk. 

The  basic  price  to  be  u.sed  in  determin- 
ing the  Class  I  price  should  be  based  on 
the  value  of  manufactured  products  dur- 
ing the  preceding  rather  than  during  the 
current  delivery  period.  In  addition  to 
being  nece.ssary  to  maintain  the  proper 
price  relationship  between  Dubuque  and 
Quad  Cities,  this  change  will  permit 
handlers  to  know  what  they  will  be  re- 
quired to  pay  for  milk  at  the  beginning  of 
the  month  in  which  It  Is  sold.  At  the 
present  time  handlers  do  not  know  the 
price  of  their  milk  until  after  the  end  of 
the  month  in  which  It  is  sold.  - 

Two  classes  should  be  establl.shed  for 
milk  used  in  the  manufacture  of  dairy 
products  which  are  not  required  to  be 
made  of  approved  milk.  Class  II  which 
would  contain  cottage  cheese.  Ice  cream. 
Ice  cream  mix.  condensed  milk,  and  sim- 
ilar products  should  be  priced  at  the 
average  price  paid  for  milk  by  a  group 
of  nearby  manufacturing  plants.  Class 
III  which  would  include  butter,  cheese, 
casein,  nonfat  dry  milk  solids,  and  ani- 
mal feed  would  be  priced  according  to  a 
formula  based  on  the  price  of  the  cheese 
known  as  '-Cheddars"  on  the  Wisconsin 
Cheese  Exchange. 

At  the  present  time  all  manufactured 
products  are  classified  and  priced  in  the 
same  class,  the  price  being  based  on  the 
Chicago  quotation  for  the  cheese  known 
as  "Twins."  Since  there  has  been  a 
difference  of  approximately  2  cents  per 
pound  between  the  price  of  Twins  at  Chi- 
cago and  the  price  of  Cheddars  on  the 
Exchange,  those  plants  which  have  uti- 
lized the  surplus  milk  In  the  market  In 
cheese  have  been  penalized  since  their 


cheese  is  customarily  sold  on  the  basis  of 
the  Exchange  quotation. 

On  the  other  hand  the  present  price 
has  been  an  advantage  to  handlers  who 
utilized  their  surplus  milj^  primarily  in 
the  manufa^lAife  of  Ice  cream,  ice  cream 
mix.  and-c6ndensed  milk,  since  the  price 
paid  for  milk  in  similar  uses  by  persons 
not  subject  to  the  order  Is  comparable  to 
the  proposed  Class  II  price.  The  pro- 
posed classification  and  pricing  of  manu- 
facturing milk  will  result  In  greater 
equity  In  the  market  and  will  return  to 
producers  approximately  the  same  value 
for  their  surplus  milk  as  they  are  now 
receiving. 

Because  the  value  of  whole  milk  should 
never  be  less  than  the  value  of  the  but- 
terfat contained  therein  provision  should 
be  made  that  the  Class  III  price  shall 
never  be  lower  than  the  value  of  the  but- 
terfat In  such  milk  at  the  butterfat  dif- 
ferential. While  it  is  extremely  unlikely 
that  such  a  situation  would  develop,  it 
could  possibly  happen  In  a  period  of  rap- 
Idly  changing  prices.  If  the  price  of 
cheese  were  to  fall  substantially  in  rela- 
tion to  the  price  of  butter. 

Under  the  proposed  method  of  ac- 
counting It  is  necessary  that  Class  but- 
terfat differentials  be  Incorporated  in 
the  order.  The  Class  I  butterfat  differ- 
ential should  be  fixed  at  1.4  times  the 
market  price  of  92-score  butter.  In 
Classes  II  and  III  the  butterfat  differ- 
ential should  be  fixed  at  1.2  times  the 
market  price  of  92-score  butter.  The 
butterfat  differentials  reflect  the  approx- 
imate value  of  butterfat  In  milk  when 
used  In  the  various  classes.  In  effect 
the  use  of  butterfat  differentials  in  each 
class  provides  separate  pricing  of  the 
butterfat  and  skim  milk,  the  price  of 
skim  milk  being  equal  to  the  difference 
between  the  class  price  and  the  butter- 
fat value. 

The  Class  I  differential  will  have  little 
effect  on  handler's  costs  for  milk  to  be 
disposed  of  as  milk  since  the  average 
butterfat  content  of  the  milk  sold  In 
the  market  Is  very  close  to  3.5  percent. 
However,  If  handlers  should  distribute 
milk  containing  a  higher  percentage  of 
butterfat,  producers  should  receive  for 
the  extra  butterfat  the  same  value  that 
they  would  receive  were  the  butterfat 
used  to  produce  cream.  A  comparison 
of  butter  prices  and  cream  prices  Indi- 
cates that  on  the  average  the  price  of 
butterfat  In  cream  is  equivalent  to  1.4 
times  the  price  of  92-score  butter.  Since 
the  Class  I  butterfat  differential  Is  ap- 
proximately the  price  required  to  be  paid 
by  handlers  for  butterfat  used  In  cream. 
It  should  be  fixed  at  1.4  times  the  price 
of  butter. 

The  butterfat  differentials  In  Class  II 
and  III  reflect  the  value  of  butterfat 
when  used  in  manufactured  dairy  prod- 
ucts and  should  be  fixed  at  1.2  times  the 
price  of  92-score  butter.  This  Is  gen- 
erally accepted  as  a  reasonable  basis 
for  pricing  butterfat  used  to  produce 
butter,  cheese,  and  other  manufactured 
dairy  products. 

It  was  proposed  by  a  handler  witness 
that  the  Cla.ss  I  butterfat  differential 
also  be  fixed  at  1.2  times  the  price  of 
butter.  Since  the  butterfat  differential 
Is  the  principal  factor  in  pricing  milk 
used  in  cream,  the  adoption  of  such  a 
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differential  would  return  to  producers 
little  more  than  the  manufacturing  price 
for  the  milk  used  to  produce  the  cream, 
and  the  proposal  should  be  denied. 

It  was  proposed  by  the  producers'  as- 
sociation that  the  Class  II  butterfat  dif- 
ferential be  fixed  at  1.3  times  the  price 
of  92-.score  butter.  The  record,  how- 
ever, fails  to  support  the  adoption  of 
such  a  differential. 

6.  The  producer  butterfat  differential 
should  be  revised.  The  pre.sent  order 
provides  that  the  producer  butterfat  dif- 
ferential be  equal  to  one  thirty-fifth  of 
the  Class  III  price.  This  results  In  the 
value  of  butterfat  being  equal  to  the 
value  of  Class  III  milk  with  no  value 
allocated  to  .skim  milk.  Butterfat  value 
.•should  be  determined  on  the  basis  of  the 
value  of  butter  rather  than  on  the  value 
of  whole  milk.  A  differential  of  1.2 
times  the  price  of  butter  Is  used  in  the 
Quad  Cities  market  and  In  most  others 
and  producers  Indicated  they  felt  It  de- 
.Mrable  In  the  Dubuque  market.  Since, 
under  the  proposed  order,  the  butterfat 
differential  Is  merely  a  means Wprorat- 
ing  returns  to  producers,  handlers'  costs 
will  not  be  affected  by  It. 

7.  Interest  at  the  rate  of  one-half  of 
one  percent  per  month  should  accrue  on 
all  accounts  owed  to  the  market  admin- 
istrator by  handlers,  or  owed  to  han- 
dlers by  the  market  administrator.  This 
interest  would  accrue  on  the  first  day  of 
the  month  following  the  due  date  of 
.<>uch  obligation  and  on  the  first  day  of 
each  successive  month  until  the  account 
iv  paid.  Such  a  provision  Is  needed  to 
bring  about  a  prompt  settlement  of  all 
accounts  between  the  market  adminis- 
trator and  the  handlers  in  the  market. 

8.  Several  minor  changes  should  be 
made  In  other  provisions  of  the  order  to 
facilitate  its  administration.  For  the 
most  part  these  changes  do  not  affect 
the  application  of  the  order  and  merit 
no  comment  excepH  as  set  forth  below. 

One  of  the  more  important  of  the  ad- 
ministrative changes  Is  the  provision 
that  the  market  administrator  add  back 
in  the  pool  computation  each  month 
only  half  of  the  re.serve  In  the  producer- 
.'iettlement  fund  Instead  of  the  entire 
reserve.  In  the  past  there  have  been 
times  when  the  reserve  in  the  producer- 
.'•ettlement  fund  was  insufficient  to  meet 
large  audit  adjustments.  In  order  to 
( liminate  the  possibility  of  this  situation 
occurring  again  it  is  recommended  that 
a  larger  reserve  be  maintained.  The  ef- 
fect of  adding  back  only  half  the  fund 
will  be  a  reserve  approximately  twice 
that  carried  at  the  pre.sent  time. 

The  date  for  filing  reports  of  utiliza- 
tion and  receipts  should  be  shifted  from 
the  5lh  of  the  month  to  the  7th.  The 
present  date  works  a  hardship  on  han- 
dlers when  a  weekend  or  a  holiday  falls 
wiihin  the  first  5  days  of  the  month.  At 
.'^uch  times  it  is  necessary  for  their  office 
staffs  to  work  overtime  to  get  out  the 
reports.  The  additional  two  days  pro- 
vided will  remedy  this  situation. 

Another  change  is  the  setting  up  of  a 
.separate  section  to  provide  for  adjust- 
ments of  accounts.  The  adjustment 
provisions  are  now  a  part  of  the  general 
.section  on  payments.  They  are  of  suffi- 
cient importance  to  be  set  out  as  a  sepa- 
rate section. 
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There  should  also  be  added  to  the  or- 
der a  section  on  separability  of  provi- 
sions to  provide  that  the  whole  order 
should  not  fall  If  one  provision  of  It  were 
declared  Invalid  or  if  Its  application  to 
a  particular  person  or  circumstance 
should  be  held  Invalid.  Similar  provi- 
sions are  a  part  of  most  regulatory  docu- 
ments and  the  parties  at  Interest  here 
should  be  protected  In  the  event  that 
some  minor  provision  of  the  order  should 
be  invalidated. 

The  other  changes  which  have  been 
made  are  chiefly  in  terminology  or  in 
the  arrangement  of  the  provisions. 

Ruling  on  proposed  findings  and  con- 
clusions. Briefs  were  filed  on  behalf  of 
the  Dubuque  Cooperative  Dairy  Market- 
ing Association,  Brookside  Dairy,  and 
Beatrice  Foods  Company,  all  handlers  ' 
under  the  Dubuque.  Iowa,  milk  order. 
The  briefs  contain  statements  of  fact, 
conclusions  and  arguments  with  respect 
to  the  provisions  of  the  proposed  amend- 
ments. Every  point  covered  in  the  briefs 
was  carefully  considered  along  with  the 
evidence  in  the  record  in  making  the 
findings  and  reaching  the  conclusions 
hereinbefore  set  forth.  To  the  extent 
that  the  findings  and  conclusions  pro- 
po.sed  In  the  briefs  are  inconsistent  with 
the  proposed  findings  and  conclusions 
contained  herein,  the  requests  to  make 
such  findings  or  to  reach  such  con- 
clusions Is  denied  on  the  basis  of  the 
facts  found  and  stated  In  connection 
with  the  conclusions  in  this  decision. 

Recommended  marketing  agreement 
and  order.  The  following  order  Is 
recommended  as  the  detailed  and  ap- 
propriate means  by  which  the  foregoing 
conclasions  may  be  carried  out.  The 
recommended  marketing  agreement  Is 
not  Included  in  this  recommended  de- 
cision because  the  regulatory  provisions 
thereof  would  be  the  same  as  those  con- 
tained in  the  recommended  order. 

§912.1  Definitions,  (a)  "Act"  means 
Public  Act  No.  10.  73d  Congress,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (7  U.  S.  C. 
601  et  seq.). 

(b)  "Secretary"  means  the  Secretary 
of  Agriculture  or  such  other  officer  or 
employee  of  the  United  States  as  may  be 
authorized  to  exercise  the  powers  or  to 
perform  the  duties  of  the  said  Secre- 
tary of  Agriculture. 

(c»  "Dubuque.  Iowa,  marketing  area." 
hereinafter  called  "marketing  area." 
means  the  territory  within  the  corporate 
limits  of  the  City  of  Dubuque  and  the 
township  of  Dubuque,  sections  1,  2,  3. 
11,  and  12  of  the  township  of  Table 
Mound,  and  sections  5  and  6  of  the 
township  of  Mosalem,  all  In  Dubuque 
County.  Iowa. 

(d)  "Department  of  Agriculture" 
means  the  United  States  Department  of 
Agriculture  or  such  other  Federal 
agency  as  may  be  authorized  to  perform 
the  price  reporting  functions  of  the  De- 
partment of  Agriculture. 

(e)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(f)  "Delivery  period"  means  the  cal- 
endar month  or  the  total  portion  thereof 
during  which  this  order  is  in  effect. 
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(g)  "Cooperative  association."  means 
any  cooperative  marketing  tissoclation  of 
producers  which  the  Secretary  deter- 
mines (1)  Is  qualified  under  the  provi- 
sions of  the  act  of  Congress  of  February 
11.  1922.  as  amended,  known  as  the 
"Capper-Volstead  Act";  (2)  has  full 
authority  in  the  sale  of  milk  of  Its  mem- 
bers; and  <3)  Is  engaged  in  making 
collective  sales  of  or  marketing  milk  or 
its  products  for  Its  members. 

(h)  "Producer"  means  any  person 
who.  In  conformity  with  the  require- 
ments of  the  health  authorities  of  the 
City  of  Dubuque  for  the  production  of 
milk  for  consumption  as  milk,  produces 
milk  which  (1>  is  received  at  a  plant 
from  which  milk  is  disposed  of  as  Class  I 
milk  on  wholesale  or  retail  routes  (in- 
cluding plant  stores)  within  the  market- 
ing area,  or  (2>  is  caused  by  a  coopera- 
tive association  to  be  diverted  from  a 
plant  described  In  subparagraph  (1)  of 
this  paragraph  to  a  plant  from  which  no 
Class  I  milk  is  disposed  of  within  the 
marketing  area.  This  definition  shall 
not  Include  a  per.son  who  produces  milk 
which  is  received  by  a  handler  who  is 
subject  to  another  Federal  marketing 
order  and  who  Is  partially  exempted 
from  the  provisions  of  this  order  pur- 
suant to  §  912.6  (b). 

(i)  "Handler"  means  (1>  any  person 
with  respect  to  all  milk  received  at  a 
plant  operated  by  him  from  which  milk 
is  disposed  of  as  Class  I  milk  on  whole- 
sale or  retail  routes  (including  plant 
stores)  within  the  marketing  area,  or  (2) 
a  cooperative  association  with  respect  to 
milk  which  it  cau-ses  to  be  diverted  from 
a  plant  described  in  subparagraph  <1) 
of  this  paragraph  to  a  plant  from  which 
no  Class  I  mijk  is  disposed  of  within  the 
marketing  area. 

(j)  "Producer-handler"  means  any 
person  who  Is  both  a  producer  and  a 
handler  and  who  receives  no  milk  di- 
rectly from  the  farms  of  other  produc- 
ers: Provided,  That  the  maintenance, 
care,  and  management  of  the  dairy  ani- 
mals and  other  resources  necessary  to 
produce  the  milk  are  the  personal  enter- 
prise and  the  personal  risk  of  such 
person. 

<k)  "Producer  milk"  means  all  skim 
milk  and  butterfat  which  is  produced  by 
a  producer,  other  than  a  producer-han- 
dler, and  which  is  received  by  a  handler 
either  directly  from  producers  or  from 
other  handlers. 

(1)  "Other  source  milk"  means  all 
skim  milk  and  butterfat  except  that  con- 
tained in  producer  milk. ' 

5  912.2  Market  administrator — (a) 
Designation.  The  agency  for  the  admin- 
l.stratlon  hereof  shall  be  a  market 
administrator  who  shall  be  a  per.son 
selected  by  the  Secretary.  Such  person 
shall  be  entitled  to  such  compen.sation 
as  may  be  determined  by.  and  shall  be 
.subject  to  removal  at  the  discretion  of, 
the  Secretary. 

(b)  Powers.  The  market  administra- 
tor shall  have  the  power  to: 

(1)  Administer  the  terms  and  pro- 
visions hereof; 

(2 1  Make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 
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(3>  Receive,  Investigate,  and  report  to 
the  Secretary  complaints  of  violations  of 
the  terms  and  provisions  hereof;  and 

(4)  Recommend  to  the  Secretary 
amendments  hereto. 

<c)  Duties.  The  market  administra- 
tor shall  perform  all  duties  necessary  to 
administer  the  terms  and  provisions 
hereof  Including  but  not  limited  to  the 
following: 

<  1 »  Within  30  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  prescribed 
by  the  S?cretary.  execute  and  deliver  to 
the  Secretary  a  bond,  effective  as  of  the 
date  on  which  he  enters  upon  such  duties 
and  conditioned  upon  the  faithful  per- 
formance of  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary; 

(2>  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  the  terms  and 
provisions  hereof; 

<3>  Obtain  a  bond  in  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator; 

(4>  Pay  out  of  the  funds  provided  by 
§912.10.  the  cost  of  his  bond  and  the 
bonds  of  his  employees,  his  own  compen- 
sation, and  all  other  expenses,  except 
tho.se  incurred  under  §  912.11.  nece.s.sarily 
incurred  by  him  In  the  maintenance  and 
functioning  of  his  office  and  in  the  per- 
formance of  his  duties; 

(5>  Keep  such  books  and  records  as 
will  clearly  reflect  the  tran.sactions  pro- 
vided for  herein,  and  upon  request  by 
the  Secretary,  .surrender  the  same  to  such 
other  person  as  the  Secretary  may  des- 
ignate; 

(6>  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish such  information  and  reports  as 
may  be  requested  by  the  Secretary; 

(7>  Publicly  announce  unless  other- 
wise directed  by  the  Secretary,  by  post- 
ing In  a  conspicuous  place  in  his  office 
and  by  such  other  means  as  he  deems 
^  appropriate  the  name  of  any  person  who 
Within  10  days  after  the  da"  upon  which 
he  Is  required  to  perform  such  acts,  has 
not  made  <i>  reports  pursuant  to  §  912.3. 
or  III)  payments  pursuant  to  §§912.8. 
9129.  912.10.  or  912.11; 

<8>  Audit  each  handler's  records  and 
payments  by  Inspection  of  such  han- 
dler's records  and  the  records  of  any 
other  person  upon  whose  utilization  the 
classification  of  skim  milk  and  butterfat 
for  such  handler  depends; 

(9>  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period  report 
to  each  cooperative  as.soclatlon  which  so 
requests  the  utilization  of  the  milk  caused 
to  be  delivered  to  each  handler  by  such 
cooperative  a.ssociatlon.  For  this  pur- 
pose such  milk  shall  be  prorated  to  each 
cla.ss  In  the  same  proportion  that  the 
total  receipts  of  producer  milk  by  such 
handler  were  used  In  each  class. 

<10>  Puljiicly  announce,  by  posting  in 
a  conspicuous  place  In  his  office  and  by 
such  other  means  as  he  deems  appropri- 
ate the  prices  determined  for  each  de- 
livery period  as  follows: 

(i>  On  or  before  the  5th  day  of  each 
delivery  period,  ca»  the  minimum  price 
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for  Class  I  milk  computed  pursuant  to 
§912.5  (a)  (1)  and  the  butterfat  differ- 
ential computed  pursuant  to  §  912.5  (b) 
( 1 » ,  both  for  the  current  delivery  period, 
and  (b)  the  minimum  prices  for  Class  II 
milk  and  Class  III  milk  computed  pur- 
suant to  §  912.5  (a)  (2)  and  (3),  and  the 
butterfat  differentials  computed  pur.su- 
ant  to  §912.5  tb)  (2>  and  t3)  for  the 
previous  delivery  period,  and 

(ID  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period,  the  uni- 
form price  computed  pursuant  to  §  912.7 
and  the  butterfat  differential  computed 
pursuant  to  §  912.8  (b) ;  and 

(11»  Prepare  and  disseminate  to  the 
public  such  statistics  and  information  as 
he  deems  advisable  and  as  do  not  reveal 
confidential  information. 

§  912.3  Reports,  records,  and  facili- 
ties—  <a)  Delivery  period  report  of  re- 
ceipts and  utilization.  On  or  before  the 
7th  day  after  the  end  of  each  delivery 
period  each  handler,  except  a  producer- 
handler,  shall  report  to  the  market  ad- 
ministrator In  the  detail  and  on  forms 
prescribed  by  the  market  administrator: 
•  1)  The  quantities  of  butterfat  and 
skim  milk  contained  In  milk  received 
from  producers; 

(2)  The  quantities  of  skim  milk  and 
butterfat  contained  In  (or  u.sed  In  the 
production  of)  receipts  from  any  other 
handler; 

<3)  The  quantities  of  skim  milk  and 
butterfat  contained  in  receipts  of  other 
source  milk  i  except  nonfluid  milk  prod- 
ucts disposed  of  in  the  form  In  which  re- 
ceived without  further  processing  by  the 
handler) ; 

<4>  The  utilization  of  all  receipts  re- 
quired to  be  reported  pursuant  to  this 
paragraph;  and  , 

(5»  Such  other  Information  with  re- 
spect to  receipts  and  utilization  as  the 
market  administrator  may  prescribe. 

<b)  Other  reports.  a»  Each  produc- 
er-handler shall  make  reports  to  the 
market  administrator  at  such  time  and 
in  such  manner  as  the  market  adminis- 
trator may  prescribe. 

<2>  On  or  before  the  20th  day  of  each 
delivery  period  each  handler  shall  sub- 
mit to  the  market  administrator  such 
handler's  producer  pay  roll  for  the  pre- 
ceding delivery  period  which  shall  show 
ti>  the  total  pounds  of  milk  received  from 
each  producer  and  cooperative  a.s.socla- 
tlon  and  the  total  pounds  of  butterfat 
contained  In  such  milk,  (ii)  the  amount 
of  payment  to  each  producer  and  cooper- 
ative association,  and  (111)  the  nature  and 
amount  of  any  deductions  Involved  in 
such  payments. 

(c)  Records  and  facilities.  Each  han- 
dler shall  maintain  and  make  available 
to  the  market  administrator  or  to  his 
representative  during  the  usual  hours  of 
business,  such  accounts  and  records  of 
his  operations  and  such  facilities  as  are 
necessary  for  the  market  administrator  to 
verify  or  to  establish  the  correct  data 
with  respect  to: 

(1>  The  receipts  and  utilization,  in 
whatever  form  of  all  skim  milk  and  but- 
terfat received.  Including  nonfluid  milk 
products  disposed  of  In  the  form  in  which 
received  without  further  processing; 


(2)  The  weights  and  tests  for  butter- 
fat and  other  content  of  all  milk,  .skim 
milk,  cream,  and  milk  products  handled; 

(3>  Payment  to  producers  and  coop- 
erative associations;  and 

(4)  The  pounds  of  skim  milk  and  but- 
terfat contained  In  or  represented  by  all 
milk,  skim  milk,  cream,  and  milk  prod- 
ucts on  hand  at  the  beginning  and  end 
of  each  delivery  period. 

(d)  Retention  of  records.  All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at 
the  end  of  the  calendar  month  to  which 
such  books  and  records  pertain,  except 
that  all  such  books  and  records  pertain- 
ing to  transactions  before  August  1, 1946. 
shall  be  retained  until  October  1,  1949: 
Provided.  That  if.  within  such  three-year 
period  or  before  October  1,  1949,  which- 
ever is  applicable,  the  market  admin- 
istrator notifies  the  handler  In  writing 
that  the  retention  of  such  books  and 
records,  or  of  specified  books  and  records. 
Is  necesH^  in  connection  with  a  pro- 
ceeding under  section  8c  (15)  <A)  of  the 
act  or  a  court  action  specified  In  such 
notice,  the  handler  shall  retain  such 
books  and  records,  or  specified  books  and 
records,  until  further  written  notifica- 
tion from  the  market  administrator.  In 
either  case  the  market  administrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  tht  termina- 
tion of  the  litigation  or  when  the  records 
are  no  longer  necessary  in  connection 
therewith. 

?  912.4  Classification.  (a>  All  .skim 
milk  and  butterfat  in  any  form  received 
by  a  handler  during  the  delivery  period 
and  required  to  be  reported  pursuant  to 
?  912:3  <ift)  sh^ll  be  classified  by  the  mar- 
ket admlnlst^ator  pursuant  to  the  fol- 
lowing provisions  of  this  section. 

<b)  Cla.t.'ies  of  utilization.  Subject  to 
the  conditions  set  forth  In  paragraphs 
(d)  and  le)  of  this  section,  the  classes 
of  utllizatifin  shall  be  as  follows: 

(1)  Cla.ss  I  milk  shall  be  all  .skim  milk 
(Including  reconstituted  skim  mllk>  and 
butterfat  disposed  of  In  the  form  of  milk. 
skim  milk,  buttermilk,  flavored  milk, 
flavored  milk  drinks,  cream,  or  any  mix- 
ture (except  Ice  cream  mix)  of  cream 
and  milk  or  skim  milk  containing  more 
than  6  percent  of  butterfat  and  all  skim 
milk  and  butterfat  not  specifically  ac- 
counted for  under  subparagraphs  (2) 
and  (3)  of  this  paragraph. 

(2)  Class  II  milk  shall  be  all  skim  milk 
and  butterfat  used  to  produce  evaporated 
milk,  condensed  milk,  ice  cream,  ice 
cream  mix.  cottage  cheese,  and  any  milk 
product  other  th^n  those  specified  in 
Class  I  milk  or  Class  III  milk. 

(3)  Class  III  milk  shall  be  all  skim 
milk  and  butterfat  d)  used  to  produce 
butter,  American  type  Cheddar  chee.se, 
animal  feed,  casein,  and  nonfat  dry  milk 
solids;  (ii)  in  actual  shrinkage  up  to 
2  percent  of  receipts  from  producers; 
and  (Hi)  In  shrinkage  of  other  source 
milk. 

(c)  Shrinkage.  The  market  admin- 
istrator shall  allocate  shrinkage  over  a 
handler's  receipts  as  follows: 

(1)  Compute  the  total  shrinkage  of 
.skim  milk  and  butterfat  for  each  han- 
dler. 
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(2)  Prorate  the  resulting  amounts  be- 
tween the  receipts  of  skim  milk  and 
butterfat  received  from  producers  and 
from  other  sources. 

(d)  Responsibility  of  handlers  and 
reclassification  of  milk,  d)  All  skim 
milk  and  butterfat  shall  be  Class  I  un- 
less the  handler  who  first  receives  such 
skim  milk  or  butterfat  can  prove  to  the 
market  administrator  that  such  skim 
milk  or  butterfat  should  be  classified 
otherwise. 

(2)  Any  .skim  milk  or  butterfat  (ex- 
cept that  transferred  to  a  producer-han- 
dler) shall  be  reclassified  if  verification 
by  the  market  administrator  discloses 
that  the  original  classification  was  incor- 
rect. 

(e)  Transfers.  Skim  milk  or  butter- 
fat disposed  of  by  a  handler  either  by 
transfer  or  diversion  shall  be  classified: 

"  1 )  As  Class  I  milk  if  transferred  or 
diverted  in  the  form  of  milk,  skim  milk, 
or  cream  to  another  handler,  except  a 
producer-handler,  unless  utilization  in 
another  cla.ss  is  mutually  Indicated  in 
writing  to  the  market  administrator  by 
both  handlers  on  or  before  the  7th  day 
after  the  end  of  the  delivery  period 
within  which  such  transaction  occurred, 
but  In  no  event  shall  the  amount  cla.ssi- 
fied  in  any  class  exceed  the  total  use  in 
such  cla.ss  by  the  transferee  handler; 
Provided.  That,  if  either  or  both  han- 
dlers have  received  other  source  milk, 
fuch  milk  .so  disposed  of  shall  be  cla.ssi- 
ficd  at  both  plants  so  as  to  return  the 
hifiher  class  utilization  to  producer  milk. 

<2»  As  Cla.ss  I  milk  if  transferred  or 
diverted  to  a  producer-handler  in  the 
form  of  milk,  skim  milk,  or  cream. 

(3  I  As  Cla.ss  I  milk  if  transferred  or 
diverted  in  the  form  of  milk,  skim  milk, 
or  cream  to  a  nonhandler's  plant  unless 
(i)  the  handler  claims  other  classifica- 
tion on  the  basis  of  utilization  mutually 
Indicated  in  writing  to  the  market  ad- 
ministrator by  both  the  handler  and  non- 
handler  on  or  before  the  7th  day  after 
the  end  of  the  delivery  period  within 
which  such  transfer  or  diversion  oc- 
curred, (ii)  such  nonhandler  maintains 
books  and  records  showing  the  utiliza- 
tion of  all  skim  milk  and  butterfat  at  his 
plant,  which  are  made  available  if  re- 
quested by  the  market  administrator  for 
the  purpose  of  verification,  and  (Hi)  such 
nonhandler's  plant  had  actually  used  not 
less  than  an  equivalent  amount  of  skim 
milk  and  butterfat  In  the  use  indicated 
In  such  statement:  Provided,  That,  if 
verification  of  such  nonhandler's  records 
dl.scloses  that  an  equivalent  amount  of 
skim  milk  and  butterfat  had  not  been 
used  In  such  indicated  utilization,  the 
remaining  pounds  shall  be  cla.sslflcd  In 
series  beginning  with  the  next  higher 
priced  classification  in  which  such  non- 
handler  had  utilization. 

(f)  Computation  of  skim  milk  and 
butterfat  in  each  class.  For  each  deliv- 
ery period,  the  market  administrator 
shall  correct  for  mathematical  and  other 
obvious  errors  the  delivery  jjeriod  report 
submitted  by  each  handler  and  shall 
compute  the  total  pounds  of  skim  milk 
and  butterfat,  respectively,  in  Cla.ss  I 
milk.  Class  II  milk,  and  Class  III  milk 
for  such  handler. 

(g)  Allocation  of  skim  milk  and  but- 
terfat classified.  After  computing  the 
classification  of  all  skim  milk  and  but- 
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terfat  received  by  a  handler  pursuant  to 
paragraph  (f )  of  this  section,  the  market 
administrator  shall  determine  the  classi- 
fication, of  milk  received  from  producers 
as  follows: 

(1)  Skim  milk  shall  be  allocated  in  the 
following  manner: 

(1)  Subtract  from  the  total  pounds  of 
skim  milk  in  Cla.ss  III  the  pounds  of 
skim  milk  determined  pursuant  to  para- 
graph (b)   (3)   dl"  of  this  section; 

(ii>  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  in 
series  beginning  with  the  lowest  priced 
class  in  which  the  handler  has  use.  the 
pounds  of  skim  milk  contained  In  other 
source  milk; 

<iii)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  cla.ss  the 
pounds  of  skim  milk  contained  in  re- 
ceipts from  other  handlers  in  accordance 
with  its  cla.ssification  as  determined  pur- 
suant to  paragraph  (e)  (1)  of  this  sec- 
tion; 

<iv)  Add  to  the  remaining  pounds  of 
skim  milk  in  Cla.ss  III  the  pounds  of 
skim  milk  subtracted  pursuant  to  sub- 
division  <l)   of  this  subparagraph;  and 

(V)  If  the  remaining  pounds  of  skim 
milk  in  all  classes  exceed  the  pounds  of 
skim  milk  received  from  producers  an 
amount  equal  to  the  difference  shall  be 
substracted  from  the  pounds  of  skim 
milk  in  each  cla.ss  in  series  beginning 
with  the  lowest  priced  class  in  which  the 
handler  has  use.  Any  amount  so  sub- 
tracted shall  be  called  "overrun." 

(2)  Butterfat  shall  be  allocated  in  ac- 
cordance with  the  same  procedure  out- 
lined for  skim  milk  in  subparagraph  (1) 
of  this  paragraph. 

§  912.5  Minimum  prices — (a)  Class 
prices.  Subject  to  the  provisions  of 
paragraphs  (b)  and  (c)  of  this  section, 
the  minimum  prices  per  hundredweight 
to  be  paid  by  each  handler  for  milk  re- 
ceived at  his  plant  from  producers  dur- 
ing the  delivery  period  shall  be  as  fol- 
lows; 

( 1 )  Class  I  milk.  The  price  for  Class 
II  milk  for  the  previous  delivery  period 
plus  80  cents  during  the  months  of  Jan- 
uary. February,  and  March;  plus  60  cents 
during  the  months  of  April,  May,  and 
June;  and  plus  $1.05  during  the  remain- 
ing months  of  each  year. 

(2»  Class  II  7mlk.  The  higher  of  the 
prices  resulting  from  the  computations 
made  pursuant  to  subdivisions  li)  and 
(ii)  of  this  subparagraph. 

(i)  The  average  of  the  basic  or  field 
prices  reported  to  have  been  paid  or  to 
be  paid  for  milk  of  3.5  percent  butterfat 
content  received  from  farmers  during 
the  period  beginning  with  the  16th  day 
of  the  previous  month  and  ending  with 
the  15th  day  of  the  then  current  month 
at  the  following  plants  for  which  prices 
have  been  reported  to  the  market  ad- 
ministrator or  to  the  Department  of 
Agriculture: 

Present  Operator  of  Plant  and  Location 

Amboy  Milk  Products  Co.,  Amboy,  111. 

Borden  Co..  Dixon,  111. 

Borden  Co..  Sterling,  III. 

Carnation  Co  ,  Morrison.  111. 

Carnation  Co.,  Oregon,  111. 

Dean  Milk  Co..  Pearl  City,  111. 

Dean  MUk  Co .  Pecatonlca,  III. 

Pet  Milk  Co  ,  Shullsburg.  Wis. 

United  MUk  Producta  Co.,  Argo  Pay,  HI. 
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(ID  The  price  resulting  from  the  fol- 
lowing computations: 

(a)  Multiply  by  6  the  average  of  the 
daily  wholesale  prices  per  pound  of  92- 
score  butter  in  the  Chicago  market  as 
reported  by  the  Department  of  Agricul- 
ture during  the  delivery  p>eriod. 

(b)  Add  an  amount  equal  to  2.4  times 
the  average  of  the  weekly  prices  of  the 
cheese  known  as  'Cheddars"  on  the  Wis- 
consin Cheese  EScchange  at  Plymouth, 
Wisconsin,  as  reported  by  the  Depart- 
ment of  Agriculture  during  the  delivery 
period.  If  there  are  no  sales  on  the  Ex- 
change during  any  week,  the  last  pre- 
viously quoted  price  shall  be  used  as  the 
price  for  that  week  in  making  these 
computations. 

(c)  Divide  the  resulting  sum  by  7, 

(d)  Add  30  percent  thereof,  and 

(e)  Multiply  the  resulting  sum  by  3.5. 
(3)   Class  III  milk.     The  higher  of  the 

prices  resulting  from  the  following  com- 
putations by  the  market  administrator: 

(i)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin,  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period  and  multiply 
such  result  by  3.5.  If  there  are  no  sales 
on  the  Exchange  during  any  week,  the 
last  previou.sly  quoted  price  shall  be  used 
as  the  price  for  that  week  in  making  these 
computations. 

(ii )  Multiply  by  1.20  the  average  of  the 
daily  wholesale  price  per  pound  of  92- 
score  butter  in  the  Chicago  market  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period,  and  multiply 
the  resulting  sum  by  3.5. 

(b)  Butterfat  differentials  to  handlers. 
If  the  average  butterfat  content  of  the 
milk  of  any  handler  allocated  to  any  cla.ss 
pursuant  to  §  912.4(g)  is  more  or  le.ss 
than  3.5  percent  there  shall  be  added  to 
the  resp>ective  cla.ss  price  computed  pur- 
suant to  paragraph  (a)  of  this  section 
for  each  one-teuUi  of  1  percent  that  the 
average  butterfat  content  of  such  milk  Is 
above  3.5  percent  or  subtracted  for  each 
one-tenth  of  1  percent  that  such  average 
butterfat  content  is  below  3.5  percent,  an 
amount  equal  to  the  applicable  butterfat 
differential  computed  as  follows: 

( 1 )  Class  I  milk.  Multiply  by  1.40  the 
average  of  the  daily  wholesale  prices  per 
pound  of  92-score  butter  in  the  Chicago 
market  as  reported  by  the  Department  of 
Agriculture  during  the  previous  delivery 
period  and  divide  the  result  by  10. 

(2)  Class  II  milk.  Multiply  by  1.20 
the  average  of  the  dally  wholesale  prices 
per  pound  of  92-score  butter  in  the  Chi- 
cago market  as  reported  by  the  Depart- 
ment of  Agriculture  during  the  delivery 
period  and  divide  the  result  by  10. 

<3)  C/a.95  ///  milk.  Multiply  by  1.20 
the  average  of  the  daily  wholesale  prices 
per  pound  of  92-score  butter  In  the 
Chicago  market  as  reported  by  the  De- 
partment of  Agriculture  during  the  de- 
livery period  and  divide  the  result  by  10. 

(c)  Emergency  price  provisions. 
Whenever  the  provi.sions  hereof  require 
the  market  administrator  to  use  a  spe- 
cific price  "or  prices  >  for  milk  or  any  milk 
product  for  the  purpose  of  determining 
cla.ss  prices  or  for  any  other  purpose  the 
market  administrator  shall  add  to  the 
specified  price  the  amount  of  any  sub- 
sidy  or   other   similar    payment   being 
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made  by  any  Federal  agency  in  connec- 
tion with  the  milk  or  product  associated 
with  the  price  specified:  Provided,  That 
If  for  any  reason  the  price  specified  is 
not  reported  or  published  as  indicated, 
the  market  administrator  shall  use  the 
applicable  maximum  uniform  price  es- 
tablished by  regulations  of  any  Federal 
agency  plus  the  amount  of  any  subsidy 
or  other  similar  payment:  Provided  fur- 
ther. That  if  the  specified  price  is  not 
reported  or  published  and  ^there  is  no 
applicable  maximum  uniform  price,  or 
If  the  specified  price  is  not  reported  or 
published  and  the  Secretary  determines 
t*iat  the  market  price  is  below  the  ap- 
plicable  maximum   uniform    price,   the 
market  administrator  shall  use  a  price 
determined    by    the    Secretary    to    be 
equivalent   to   or   comparable   with   the 
price  specified. 

5  912  6  Application  of  provisinnf; — fa> 
Producer -handler  a.  Sections  912  4,  912.5. 
912.7,  912.8,  912.9.  912.10.  and  912.11  ."-hall 
not  apply  to  a  producer-handler. 

(b)  Handlers  subject  to  other  Federal 
orders.  In  the  case  of  any  handler  who 
the  Secretary  determines,  disposes  of  a 
greater  portion  of  his  milk  as  Class  I 
milk  in  another  marketing  area  regu- 
lated by  another  milk  marketing  agree- 
ment or  order  i.ssued  pursuant  to  the  act, 
the  provisions  of  this  order  shall  not  ap- 
ply except  as  follows: 

(D  The  handler  shall  with  respect  to 
his  total  receipts  of  skim  milk  and  but- 
terfat  make  reports  to  the  market  ad- 
ministrator at  such  time  and  in  such 
manner  as  the  market  administrator 
may  require  and  allow  verification  of 
,«!uch  reports  by  the  market  administra- 
tor. 

(2>  If  the  price  which  such  handler 
Is  required  to  pay.  under  the  other  Fed- 
eral order  to  which  he  is  subject,  for 
skim  milk  and  butterfat  which  would  be 
cla.ssified  as  Cla.ss  I  milk  under  this  order 
is  le.ss  than  the  price  provided  by  this 
order,  .such  handler  shall  pay  to  the  mar- 
ket administrator  for  deposit  into  the 
producer-settlement  fund  (with  respect 
to  all  .skim  milk  and  butterfat  dispo-sed  of 
as  Cla.ss  I  milk  within  the  marketing 
area>  an  amount  equal  to  the  difference 
between  the  value  of  such  skim  milk  or 
butterfat  as  computed  pursuant  to  this 
order  and  its  value  as  determined  pursu- 
ant to  the  other  order  to  which  he  is 
subject. 

§  912.7  Determination  of  uniform 
price — <a)  Computation  of  value  of 
milk.  The  value  of  milk  received  during 
each  delivery  period  by  each  handler 
from  producers  shall  be  a  sum  of  money 
computed  by  the  market  administrator 
by  multiplying  the  pounds  of  such  milk  in 
each  class  by  the  applicable  class  prices, 
and  adding  together  the  resulting 
amounts:  Provided,  That  if  the  handler 
had  overrun  of  either  skim  milk  or  but- 
terfat there  shall  be  added  to  the  above 
values  an  amount  computed  by  multiply- 
ing the  pounds  of  overrun  by  the  appli- 
cable cla.'.s  prices. 

(b)  Computation  of  uniform  price. 
For  each  delivery  period  the  market  ad- 
ministrator shall  compute  the  uniform 
price  per  hundredweight  for  milk  of  3.5 
percent  butterfat  content  received  from 
producers  as  follows: 
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(1)  Combine  into  one  total  the  values 
computed  pursuant  to  paragraph  (a)  of 
this  section  for  all  handlers  who  made 
the  reports  prescribed  by  §  912.3  (a)  and 
who  made  the  payments  pursuant  to 
§  912.8  for  the  preceding  delivery  period; 

(2)  Add  not  less  than  one-half  of  the 
cash  balance  on  hand  in  the  producer- 
settlement  fund  less  the  total  amount  of 
contingent  obligations  to  handlers  pur- 
suant to  §  912.9; 

1 3)  Subtract,  if  the  average  butterfat 
content  of  the  milk  included  in  these 
computations  is  greater  than  3.5  percent, 
or  add,  if  such  average  butterfat  content 
is  less  than  3.5  percent  an  amount  com- 
puted by:  multiplying  the  amount  by 
which  the  average  butterfat  content  of 
such  milk  varies  from  3.5  percent  by  the 
butterfat  differential  computed  pursu- 
ant to  §912.8  <b»  and  multiplying  the 
resulting  figure  by  the  total  hundred- 
weight of  such  milk; 

i4)  Divide  the  resulting  amount  by 
the  total  hundredweight  of  milk  included 
in  these  computations;  and 

(5)  Subtract  not  le.ss  than  4  cents  nor 
more  than  5  cents  from  the  amount  per 
hundredweight  computed  pursuant  to 
subparagraph  <  4 )  of  this  paragraph.  The 
resulting  figure  shall  be  the  uniform 
price  for  milk  received  from  producers, 
(c)  Notification  of  handlers.  On  or 
before  the  10th  day  after  the  end  of  each 
delivery  period,  the  market  administrator 
shall  mall  to  each  handler  at  his  last 
known  addre.ss,  a  statement  showing: 

( 1 )  The  classification  and  value  of  the 
milk  received  from  producers  by  such 
handler; 

(2 )  The  applicable  class  prices  and  the 
uniform  price;  and 

(3)  The  amount  due  such  handler  or 
the  amount  to  be  paid  by  such  handler, 
as  the  case  may  be.  pursuant  to  §§  912.8. 
912.9.  912.10,  and  912.11. 

§912.8  Payments  for  milk — fa>  Time 
arid  method  of  payment.  Each  handler 
shall  make  payments  as  follows: 

(1)  On  or  before  the  15th  day  after 
the  end  of  the  delivery  period  during 
which  the  milk  was  received  to  each  pro- 
ducer for  milk,  except  that  for  which 
payment  is  made  to  a  cooperative  asso- 
ciation pursuant  to  subparagraph  (2)  of 
this  paragraph,  at  not  less  than  the  uni- 
form price  per  hundredweight  computed 
pursuant  to  §  912.7  (b)  subject  to  the 
butterfat  differential  computed  pursuant 
to  paragraph  (b>  of  this  section. 

(2>  On  or  before  the  12th  day  after 
the  end  of  the  delivery  period  during 
which  the  milk  was  received,  to  a  coop- 
erative as.sociation  for  milk  which  it 
caused  to  be  delivered  to  such  handler 
from  producers'  farms,  of  an  amount 
equal  to  not  le.ss  than  the  sum  of  the  in- 
dividual payments  otherwise  payable  to 
such  producers. 

(b>  Producer  butterfat  differential. 
In  making  payments  pursuant  to  para- 
graph <a)  of  this  section  there  shall  be 
added  to  or  subtracted  from  the  uniform 
price  for  each  one-tenth  of  one  percent 
that  the  average  butterfat  content  of  the 
milk  received  from  producers  is  above  or 
below  3  5  percent,  an  amount  computed 
by  multiplying  by  1.20  the  average  of  the 
daily  wholesale  prices  per  pound  of  92- 
score  butter  in  the  Chicago  market  as 


reported  by  the  Department  of  Agricul- 
ture during  the  delivery  period  and  di- 
viding the  resulting  sum  by  10. 

(c)  Producer-settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
•producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraph  (d>  of 
this  section  and  §  912.9,  and  out  of  which 
he  .shall  make  all  payments  to  handlers 
pursuant  to  paragraph  (e)  of  this  sec- 
tion and  §  912.9. 

(d>  Payments  to  the  producer-settle- 
ment fund.  On  or  before  the  12th  day 
after  the  end  of  each  delivery  period, 
each  handler  shall  pay  to  the  market  ad- 
ministrator the  amount  by  which  the 
utilization  value  of  the  milk  received  by 
such  handler  from  producers  during 
such  delivery  period  is  greater  than  the 
amount  required  to  be  paid  producers  by 
such  handler  pursuant  to  paragraph  (a) 
of  this  section. 

fe>   Payments  out  of   the   producer- 
settlement  fund.     On  or  before  the  12th 
day  after  the  end  of  each  delivery  period, 
the  market  administrator  shall  pay  to 
each  handler  the  amount  by  which  the 
utilization  value  of  the  milk  received  by 
.such    handler    from    producers    during 
such   delivery   period   is  less  than  the 
amount  required  to  be  paid  by  such  han- 
dler pursuant  to  paragraph  (a)  of  this 
section:  Provided.  That  if  the  balance  in 
the  producer-settlement  fund  is  insuffi- 
cient to  make  all  payments  pursuant  to 
this  paragraph,  the  maiket  administra- 
tor shall   reduce  uniformly   such   pay- 
ments and  shall  complete  such  payments 
as  soon  as  the  necessary  funds  are  avail- 
able.   No  handler  who  has  not  received 
the  balance  of  such  payments  from  the 
market  administrator  shall  be  considered 
in  violation  of  paragraph  <a)  of  this  sec- 
lion  if  he  reduces  his  payments  to  pro- 
ducers by  not  more  than  the  amount  of 
the  reduction  in  payment  from  the  pro- 
ducer-settlement fund. 

§  912  9  Adjustments  of  accounts — <a) 
Errors  in  payments.  Whenever  audit  by 
the  market  administrator  of  any  han- 
dler's reports,  books,  records,  or  accounts 
discloses  errors  resulting  in  moneys  due 
(It  the  market  admini.strator  from  such 
handler,  (2)  such  handler  from  the  mar- 
ket administrator,  or  (3>  any  producer 
or  coop)eratlve  a.'-soclation  from  such 
handler,  the  market  administrator  shall 
promptly  notify  such  handler  of  any 
amount  so  due;  and  payment  thereof 
shall  be  made  on  or  before  the  next  date 
for  making  payment  set  forth  in  the  pro- 
vision under  which  such  error  occurred. 

(b)  Interest  on  overdue  accounts. 
Any  unpaid  obligation  of  a  handler  or  of 
the  market  administrator  pursuant  to 
SS  912.8  «c).  (d),  and  (e),  912.10,  912.11. 
and  paragraph  (a>  of  this  section  shall 
bear  interest  at  the  rate  of  one-half  of 
one  percent  per  month,  such  Interest  to 
accrue  on  the  l.st  day  of  the  calendar 
month  next  following  the  due  date  of 
such  obligation  and  on  the  fir.'it  day  of 
each  calendar  month  thereafter  until 
such  obligation  is  paid. 

5  912.10  Expense  of  administration. 
As  his  pro  rata  share  of  the  expense  of 
administration  hereof,  each  handler 
shall  pay  to  the  market  administrator 
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on  or  before  the  12th  day  after  the  end 
of  each  delivery  period,  4  cents  per  hun- 
dredweight, or  such  lesser  amount  as  the 
Secretary  from  time  to  time  may  pre- 
scribe with  respect  to  all  milk  received 
within  the  delivery  period  from  produc- 
ers (including  such  handler's  own  pro- 
duction) and  from  .sources  other  than 
producers  or  other  handlers. 

§912.11  Marketing  services — (a)  De- 
ductions. Except  as  set  forth  in  para- 
graph (b»  of  this  section  each  handler, 
in  making  payment  to  producers  (other 
than  himself*  pursuant  to  8  912.8  (a) 
shall  deduct  5  cents  per  hundredweight 
or  such  lesser  amount  as  the  Secretary 
from  time  to  time  may  prescribe,  and 
shall  pay  such  deductions  to  the  market 
administrator  on  or  before  the  12th  day 
after  the  end  of  such  delivery  period. 
Such  moneys  shall  be  used  by  the  mar- 
ket administrator  to  check  weights,  sam- 
ples, and  tests  of  milk  received  from  pro- 
ducers and  to  provide  producers  with 
market  Information. 

(b)  In  the  ca.se  of  producers  for  whom 
a  cooperative  association  is  actually  p>er- 
formlng  the  services  set  forth  in  para- 
graph (a)  of  this  section,  each  handler 
shall  make  in  lieu  of  the  deduction  speci- 
fied in  paragraph  (a)  of  this  section  such 
deductions  from  the  payments  to  be 
made  to  such  producers  as  may  be  au- 
thorized by  the  membership  agreement 
or  marketing  contract  between  such  co- 
operative a.ssociatlon  and  such  producers 
and  on  or  before  the  12th  day  after  the 
end  of  such  delivery  period  pay  such 
deduction  to  the  cooperative  association 
rendering  such  services. 

S  912.12  Effective  time,  suspension  or 
termination,  continuinp  obligations,  and 
liquidation — (a)  Effective  time.  The 
provisions  hereof,  or  any  amendment 
hereto,  shall  become  effective  at  such 
time  as  the  Secretary  may  declare  and 
shall  continue  In  force  until  suspended 
or  terminated. 

(b)  Suspension  or  termination.  The 
Secretary  shall,  whenever  he  finds  this 
order  or  any  provision  hereof  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  act,  terminate  or 
suspend  the  operation  of  this  order  or 
such  provision. 

(O  Continuing  obligations.  If,  upon 
the  suspension  or  termitiatlon  of  any  or 
all  of  the  provisions  of  this  order,  there 
are  any  obligations  hereunder  the  final 
accrual  or  ascertainment  of  which  re- 
quires further  acts  by  any  person  (in- 
cluding the  market  administrator),  such 
further  acts  shall  be  performed  notwith- 
standing such  suspension  or  termination. 

(d)  Liquidation.  Upon  the  suspension 
or  termination  of  the  provisions  hereof. 
except  this  section,  the  market  admin- 
istrator, or  such  other  liquidating  agent 
as  the  Secretary  may  designate,  shall,  if 
so  directed  by  the  Secretary,  liquidate  the 
bu.slness  of  the  market  administrator's 
office,  dispose  of  all  property  in  his  pos- 
session or  control,  including  accounts 
receivable,  and  execute  and  deliver  all 
assignments  or  other  instruments  neces- 
sary or  appropriate  to  effectuate  any 
such  disposition.  If  a  liquidating  agent 
Is  so  designated,  all  accounts,  books,  and 
records  of  the  market  administrator  shall 
be  transferred  promptly  to  such  liquidat- 


ing agent.  If,  upon  liquidation,  the  funds 
on  hand  exceed  the  amounts  required  to 
pay  outstanding  obligations  of  the  ofiBce 
of  the  market  administrator  and  to  pay 
necessary  expenses  of  liquidation  and 
distribution,  such  excess  shall  be  dis- 
tributed to  contributing  handlers  and 
producers  in  an  equitable  manner. 

§  912.13    Agents.    The  Secretary  may. 
by  designation  In  wrltln?  name  any  offi- 
•  cer  or  employee  of  the  United  Slates  to 
act  as  his  agent  or  representative  in  con- 
nection with  any  of  the  provisions  hereof. 

8  912.14  Separability  of  provisions.  If 
any  provision  hereof  or  its  application  to 
any  person  or  circumstance,  is  held  in- 
valid, the  application  of  such  provision, 
and  of  the  remaining  provisions  hereof, 
to  other  persons  or  circumstances  shall 
not  be  afTected  thereby. 

§  912.15  Termination  of  obligation. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for 
the  payment  of  money  Irrespective  of 
when  such  obligation  arose,  except  an 
obligation  Involved  in  an  action  insti- 
tuted before  AURUst  1, 1949.  under  section 
8c  <15'   (A)  of  the  act  or  before  a  court. 

<a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided In  paragraphs  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  on  the 
milk  Involved  In  such  obligation,  unless 
within  such  two  year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  it  shall  contain 
but  need  not  be  limited  to,  the  following 
information: 

( 1 )  The  amount  of  the  obligation; 

(2)  The  month (s)  during  which  the 
milk,  with  respect  to  which  the  obligation 
exists,  was  received  or  handled;  and 

(3)  If  the  obligation  Is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  pro- 
ducer (s)  or  as.soclatlon  of  producers,  or 
if  the  obligation  Is  payable  to  the  market 
administrator,  the  account  for  which  It 
is  to  be  paid. 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this 
order,  to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may.  within  the  two  year  period 
provided  for  in  paragraph  (a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  order 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  involv- 


ing fraud  or  willful  concealment  of  a 
fact,  material  to  the  obligation,  on  the 
part  of  the  handler  against  whom  the 
obligation  is  sought  to  be  impo.sed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived if  an  underpayment  Is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15)  (A»  of  the  act,  a  peti- 
tion claiming  such  money. 

Piled  at  Washington,  D.  C,  this  5th 
day  of  April  1949. 

[seal]  John  I.  Thompson, 

Assistant  Administrator, 

[P.    R.    Doc.    49  2637;    Piled,    Apr.    7.    1949; 
8:55  a.  m.] 


[  7   CFR,   Part  978  1 

I  Docket  No.  AO-184  A-3I 

Handling  of  Milk  in  Nashville.  Tenn.. 
Milk  Marketing  Area 

PROPOSED  amendment  TO  TENTATIVE  MAR- 
KETING AGREEMENT,  AND  TO  ORDER.  AS 
AMENDED 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  and  Sup.  I  601  et  seq.),  and 
in  accordance  with  the  applicable  rules 
of  practice  and  procedure,  as  amended 
(7  CFR  and  Supps.  Part  900;  13  F.  R. 
8585  > ,  notice  Is  hereby  given  of  a  public 
hearing  to  be  held  at  the  County  Court 
House,  Nashville,  Tennessee,  beginning 
at  9:30  a.  m.,  c.  s.  t..  April  13,  1949,  for 
the  purpose  of  receiving  evidence  with 
respect  to  proposed  amendments  here- 
inafter set  forth,  or  appropriate  modi- 
fications thereof,  to  the  tentative  mar- 
keting agreement  heretofore  approved  by 
the  Secretary  of  Agriculture  and  to  the 
order,  as  amended,  regulating  the  han- 
dling of  milk  In  the  Nashville,  Tennessee, 
milk  marketing  area  (7  CFR  and  Supps. 
Part  978.0;  13  F.  R.  5526 ».  These  pro- 
posed amendments  have  not  received  the 
approval  of  the  Secretary  of  Agriculture. 

Amendments  to  the  order  (No.  78 »,  as 
amended,  for  the  Nashville,  Tenne.ssee, 
milk  marketing  area  were  proposed,  as 
follows: 

By  the  Nashville  Milk  Producers,  Inc. : 

1.  Delete  that  part  of  8  978.5  fb)  (1) 
following  the  colon  and  substitute  there- 
for the  following:  "Provided,  That  for 
the  period  from  the  effective  date  hereof 
to  and  Including  August,  1948.  the  price 
for  Class  I  milk  shall  not  be  less  than 
$5.00  per  hundredweight." 

2.  Delete  that  part  of  §  978.5  (b)  (2) 
following  the  colon  and  substitute  there- 
for the  following:  "Provided,  That  for 
the  period  from  the  effective  date  hereof 
to  and  including  August.  1949.  the  price 
for  Class  II  milk  shall  not  be  less  than 
$4.50  per  hundredweight." 
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By  the  handlers: 

3.  Delete  §978.4  <b)  (V.  (2\  and  '3) 
and  substitute  therefor  the  following: 

(1)  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  in  fluid  form 
for  consumption  as  skim  milk  or  milk. 

( 2 )  Class  II  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  as  flavored 
milk,  flavored  milk  drinks  and  butter- 
milk, and  in  the  form  of  cream,  aerated 
cream.  eggnoR,  and  any  other  cream 
products,  except  ice  cream  mix.  disposed 
of  in  fluid  form. 

i3)  Class  III  milk  shall  be  all  skim 
milk  and  butterfat  used  to  produce  evap- 
orated milk,  condensed  milk.  Ice  cream 
and  ice  cream  mix.  and  cottage  cheese. 

(4)  Clas.s  IV  milk  shall  be  all  skim 
milk  and  butterfat : 

(i»  U.sed  to  produce  butter  and  other 
Items  than  tho.se  specified  under  sub- 
paragraph <2)  and  <3»  of  this  paragraph. 

Mil   In  inventory  variations. 

(iii)  Dumped  or  disposed  of  for  live- 
stock feed. 

(iv)  In  actual  plant  shrinkage  of  skim 
milk  and  butterfat  received  in  producer 
milk,  but  not  in  excess  of  3  percent  of 
such  receipts  of  skim  milk  and  butterfat, 
respectively,  hereinafter  known  as  allow- 
able shrinkage;  and 

(v>  In  actual  plant  shrinkaf:e  of  skim 
milk  and  butterfat.  respectively,  in  other 
source  milk  received:  Provided,  That  if 
producer  milk  Is  utilized  as  milk,  skim 
milk,  or  cream  in  conjunction  with  other 
source  milk  the  shrinkage  of  skim  milk 
and  butterfat.  respectively,  allocated  to 
producer  milk  and  other  source  milk  shall 
be  computed  pro  rata  according  to  the 
proportions  of  the  volumes  of  skim  milk 
and  butterfat,  respectively,  received  from 
such  sources  to  their  total. 

4.  Amend  §978.4  (d).  Transfers,  as 
follows: 

Delete  from  §  978.4  (d)  (3)  the  follow- 
ing words:  "and  as  Class  II  milk  if  so 
disposed  of  In  the  form  of  any  Item  spec- 
ified m  paragraph  (b)  (2)  of  this  sec- 
tion." 

Delete  from  §  978.4  (d)  (4)  the  follow- 
ing words:  "and  as  Class  II  milk  so  dis- 
posed of  in  the  form  of  any  Item  specified 
In  paragraph  (b)   (2)  of  this  section." 

Add  a  new  subparagraph  to  §  978.4  (d) 
to  read  as  follows: 

(5)  As  Class  III  milk  if  transferred  or 
diverted  to  a  person  other  than  an  Order 
78  Handler  located  beyond  the  limits  of 
the  marketing  area. 

5.  Amend  5  978.5  (b)  by  adding  there- 
to a  new  subparagraoh,  to  read  as  fol- 
lows : 

(4t  Clas.t  IV  milk.  The  respective 
prices  per  hundredweight  for  skim  milk 
and  butterfat  in  milk  received  from  pro- 
ducers which  is  classified  as  Class  IV 
milk  jrhall  be  computed  as  follows: 

(D  The  price  per  hundredweight  for 
skim  milk  shall  be  calculated  as  follows: 

Prom  the  average  of  the  carlot  prices 
per  pound  of  nonfat  dry  milk  solids  for 
hum^n  consumption,  f.  o.  b.  manufactur- 
ing plants,  as  published  for  the  Chicago 
area  for  the  delivery  period  by  the  De- 
partment of  Agriculture,  subtract  5.5 
cents;  then  multiply  (his  difference  by  7. 

(in  The  price  per  hundredweight  of 
butterfat  shaU  be  the  average  price  per 
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pound  of  92-score  butter  at  wholesale  In 
the  Chicago  market,  as  reported  by  the 
Department  of  Agriculture  for  the  deliv- 
ery period,  multiplied  by  1.05. 

6.  Amend  §978.5  (b)  (3i  by  adding 
thereto  the  following  proviso:  "Provided. 
That  the  price  per  hundredweight  for  all 
milk  transferred  or  diverted  in  the  form 
of  milk  to  a  non-handler  shall  be  the 
price  as  specified  under  this  subpara- 
graph, le.ss  25  cents  per  hundredweight." 

7.  Amend  Order  No.  78.  as  amended,  by 
the  Inclusion  of  .such  "Out-of-Area  Sales" 
provision  in  the  order  as  will  effect  a 
producer  price  to  the  handler  for  the 
quantity  of  milk  distributed  by  such 
handler  beyond  the  limits  of  the  market- 
ing area  equivalent  to  the  average  pro- 
ducer price  paid  by  the  following  dis- 
tributors who  distribute  outside  of  the 
marketing  area  but  who  are  not  "han- 
dlers" as  defined  in  the  order: 

Lawrenceburg  Puie  Milk  Co..  Lawrence- 
burg.  Tenn. 

ClarksvUle  Pure  Ml'.k  Co..  Clarksvllle,  Tenn. 

Supreme  Dairy  Products  Co..  Springfield, 
Tenn. 

ShelbyvlUe  Pure  Milk  Co..  ShelbyvUle, 
Tenn. 

Crescent  Hill  Milk  Co..  Gallatin.  Tenn. 

Jersey  Pride  Dairy  Co.,  Columbia.  Tenn. 

8.  Amend  Order  78.  as  amended,  to 
provide  that  a  handler  will  not  be  re- 
quired to  pay  the  expense  of  adminis- 
tration as  specified  in  §  978.9  on  any  milk 
product  received  and  processed  without 
the  "fiuid  milk  plant"  of  the  handler. 

9.  Amend  Order  78.  as  amended,  by 
Incorporating  therein,  in  the  manner  In- 
dicated, the  following  provisions: 

Retention  of  records.    All  books  and 
records  required  under  this  order  to  be 
made  available  to  the  market  adminis- 
trator shall  be  retained  by  the  handler 
for  a  period  of  3  years  to  begin  at  the 
end  of  the  calendar  month  to  which  such 
books  and  records  pertain,  except  that 
all  such  books  and  records  pertaining  to 
transactions     before     August     1.     1946. 
shall  be  retained  until  October  1.  1949: 
Provided,  That  if.  within  such  3  year 
period  or  before  October  1,  1949.  which- 
ever is  applicable,  the  market  adminis- 
trator notifies   the   handler   in   writing 
that  the  retention  of  such  books  and  rec- 
ords, or  of  specified  books  and  records, 
is  necessary  In  connection  with  a  pro- 
ceeding under  section  8c  (15)  (A)  of  the 
act  or  a  court  action  specified  In  such 
notice,   the   handler   shall   retain   such 
books  and  records,  or  specified  books  and 
records,  until  further  written  notifica- 
tion from  the  market  administrator.    In 
either   case    the    market    administrator 
shall   give   further  written  notification 
to  the  handler  promptly  upon  the  termi- 
nation of  the  litigation  or  when  the  rec- 
ords are  no  longer  necessary  in  con- 
nection therewith. 

10.  Amend  Order  78.  as  amended,  by 
adding  thereto.  In  the  manner  indicated, 
the  following  provisions: 

Termination  of  obligations.  The  pro- 
visions of  this  section  shall  apply  to  any 
obligation  under  this  order  for  the  pay- 
ment of  money  Irrespective  of  when  such 
obligation  arose,  except  an  obligation  in- 
volved  in   an   action   instituted   before 


August  1.  1949.  under  section  8c   (15) 
(A)    of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided In  paragraphs  (b)  and  (c)  of  this 
section,  terminate  2  years  after  the  last 
day  of  the  calendar  month  during  which 
the  market  administrator  receives  the 
handler's  utilization  report  on  the  milk 
involved  in  such  obligation,  unless  with- 
in such  2  year  period  the  market  ad- 
ministrator notifies  the  handler  in  writ- 
ing that  such  money  is  due  and  payable. 
Service  of  such  notice  shall  be  complete 
upon  mailing  to  the  handler's  last  known 
address,  and  it  shall  contain  but  need  not 
be  limited  to.  the  following  information: 

(1)  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3»  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  produ- 
cer <s)  or  association  of  producers,  or  if 
the  obligation  is  payable  to  the  market 
administrator,  the  account  for  which  It 
is  to  be  paid. 

lb)   If  a  handler  fails  or  refu.ses.  with 
respect  to  any  obligation  under  this  or- 
der, to  make  available  to  the  market  ad- 
ministrator   or    his    representatives    all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
Lstrator  may.  within  the  2  year  period 
provided  for  In  paragraph   (a)   of  this 
section,  notify  the  handler  In  writing  of 
such  failure  or  refusal.    If  the  market 
administrator  so  notifies  a  handler,  the 
said  2  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books   and   records   pertaining   to   such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 
^c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section,  a 
handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
re.spect    to    any    transaction    involving 
fraud  or  willful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion Is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  involved  in  the  claim  was  re- 
ceived if  an  underpayment  Is  claimed, 
or  2  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  if  a  refund  on  such  payment  la 
claimed,  unless  .such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15)  (A)  of  the  act,  a  peti- 
tion claiming  such  money. 

By  the  Dairy  Branch,  Production  and 
Marketing  Administration: 

11.  Amend  the  proviso  of  §978.7  (a) 
to  read  as  follows: 

Provided.  That  if  a  handler,  after  sub- 
tracting receipts  of  other  source  milk 
and  receipts  from  other  handlers,  has 
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disposed  of  skim  milk  or  butterfat  in  ex- 
cess of  the  skim  milk  or  butterfat  which, 
on  the  basis  of  his  report  for  the  delivery 
period  pursuant  to  §  978  3  (a),  has  been 
credited  to  producers  as  having  been  re- 
ceived from  them,  there  shall  be  added 
any  plus  amount  computed  by  multiply- 
ing the  poimds  In  each  class  as  subtracted 
pursuant  to  subparagraphs  (1)  (iv)  and 
(2)  of  §  978.4  'f)  by  the  applicable  price 
adjusted  by  the  butterfat  differentials 
to  handlers  specified  In  §  978.5  (O. 

12.  Make  such  other  changes  as  may 
be  required  to  make  the  entire  market- 
ing agreement  and  the  order,  as 
amended,  conform  with  any  amendment 
thereto  which  may  result  from  this 
hearing. 

It  has  been  represented  that  an  emer- 
gency exists  in  the  market  with  respect 
to  the  establishment  of  a  "floor"  price 
for  Class  I  and  Class  II  milk  through 
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August  1949.  Accordingly,  evidence  will 
be  received  In  connection  with  proposals 

I  and  2  herein,  prior  to  receipt  of  evi- 
dence on  any  other  proposals,  so  that 
appropriate  action  may  be  taken 
promptly. 

The  proposals,  Nos.  1  and  2,  to  es- 
tablish floor  prices  for  Class  I  and  Class 

II  milk  of  $5.00  and  $4.50  per  hundred- 
weight, respectively,  through  August 
1949  raise  the  question  whether  the  pro- 
visions of  §  978.7  (b).  relating  to  the  de- 
duction of  45  cents  per  hundredweight 
from  the  uniform  price  computed  for 
the  months  of  April,  May,  and  June  for 
payment  to  producers  as  a  fall  season 
production  incentive  on  milk  deliveries 
In  the  months  of  September,  October,  and 
November,  should  be  reviewed.  Simi- 
larly, the  proposals,  Nos.  3  and  5,  to 
establish  lower  prices  for  some  products 
now  classifled  as  Class  I  milk  and  Class 

III  milk,  respectively,  rai.se  the  question 
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as  to  the  appropriate  price  for  all  prod- 
ucts now  classifled  as  Class  I  milk  and 
Class  III  milk.  Accordingly,  evidence 
with  respect  to  the.se  questi<jns  will  also 
be  received  at  the  hearing. 

Copies  of  this  notice  of  hearing  and 
of  the  tentative  marketing  agreement, 
and  the  order,  as  amended,  now  In  ef- 
fect, may  be  procured  from  the  Market 
Administrator,  402  Presbyterian  Build- 
ing, 152  Fourth  Avenue,  North,  Nash- 
ville, Tennessee,  or  from  the  Hearing 
Clerk.  Room  1846.  South  Building, 
United  States  Department  of  Agricul- 
ture, Washington  25,  D.  C,  or  may  be 
there  inspected. 

Dated:  April  5.  1949. 

I  seal]  John  I.  Thompson, 

Assistant  Adviinistrator . 

|F.    R.    Doc.    49-2636;    Filed,    Apr.    7.    1949; 
8:54  a.  m.j 
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Bureau  of  Land  Management 

[19592671 

Idaho 
notice  of  filing  of  plat  of  survey 

April  1,  1949. 

Notice  Is  given  that  the  plat  of  survey 
of  an  Island  in  the  Clark  Fork  of  the  Co- 
lumbia River  in  section  29.  T.  56  N..  R. 
2  E.,  B.  M..  Idaho,  accepted  February  1. 
1945.  including  lands  hereinafter  de- 
scribed, will  be  oflQcially  filed  in  the  Land 
and  Survey  Office,  Boise.  Idaho,  effective 
at  10:00  a.  m..  May  6,  1949. 

The  lands  affected  by  this  notice  are 
described  as  follows: 

Boise  Meridian 

T.  56  N..  R.  2  E  . 
sec.  29.  lots  5  to  12,  Inclusive. 

The  area  described  aggregates  175 
acres. 

Subdivisions  represented  by  this  plat 
are  lands  which  were  granted  to  the 
Northern  Pacific  Railway  Company  un- 
der the  act  of  July  2.  1864  ( 13  Stat.  365  > , 
and  the  Joint  Re.«;olution  of  May  31.  1870 
(16  Stat.  3781.  The  release  of  the  rail- 
way company  of  all  further  land  grant 
claims  was  filed  and  approved  on  April 
16.  1940.  under  section  321b.  Part  2.  Title 
3.  of  the  Transportation  Act  of  1940  i54 
Stat.  94.  49  U.  S.  C.  65».  and  the  Regu- 
lations of  October  10,  1940.  Circular  No. 
1480. 

Upon  the  filing  of  this  plat  the  lands 
represented  thereby  will  not  be  subject 
to  .selection,  location,  entry  or  other  dis- 
position until  an  appropriate  order  is 
i.ssued  by  the  Department  of  the  Interior 
making  them  subject  to  disposition  under 
the  public  land  laws. 

Inquiries  concerning  the  lands  shall  be 
addressed  to  the  Manager,  Land  and  Sur- 
vey OflBce,  Boise.  Idaho. 

RoscoE  E.  Bell, 

Associate  Director. 

IP     R.    Doc.    49-2608;    Piled.    Apr.    7.    1949; 
8:46  a.  m.J 

No.  67 4 


Rural  Electrification  Administration 

I  Administrative  Order  1932) 

Loan  Announcement 

March  21.   1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Louisiana  17S  Claiborne 


Amount 
$340,  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49-2644;    Filed.    Apr.    7,    1949; 
8:56  a.  m.) 


[Administrative  Order  1933] 

Loan  Announcement 

March  22,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrlflcation 
Administration: 

Loan  designation:  Amount 

South  Dakota  25C  Aurora $910,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[P.    R.    Doc.    49-2645;    Filed.    Apr.*7,    1949; 
8:56  a.  m.J 


(Administrative  Order  1B34] 

Loan  Announcement 

March  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrlflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 


designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Alabama   35E  Jackson $620,  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49-2646;    Filed.    Apr.    7,    1949; 
8:56  a.  m.J 


[Administrative  Order  1935] 
Loan  Announcement 

March  22,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrlflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrlflca- 
tion Administration: 

Loan  designation:  Amount 

Ohio  lY  Miami $600,000 

[seal]  Claude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49-2647;    Filed,    Apr.    7,    1949; 
8:56  a.  m.J 


[Administrative  Order  1936) 
Loan  Announcement 

March  23,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Missouri  59B  Cole. 


Amount 
$2,600,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.    Doc.    49-2648;    Filed,    Apr.    7.    1948; 
6:56  a.  m.] 
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[Administrative  Order  1937) 
Lo\N  Announcement 


March  24.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electriflcatlon  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

New  Mexico  HE  Taos. 


Amount 
1765.  000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-2649;    Filed,    Apr.    7,    1949; 
8:56  a.  m.\ 


(Administrative  Order  19381 
Loan  Announcement 

March  24,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation:  Amount 

Virginia  28T  Lancaster $420,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


[F.    R.    Doc.    49  2650;    Filed,    Apr.    7.    1919; 
8:56  a.   m  J 


[Administrative  Order  1939] 
Loan  Announcement 

March  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Iowa  71M  Buchanan $240,000 


[SEAL1 


Claude  R.  Wickard. 
Adininistrator. 


IF     R.    D(ic.    49  2651;    Filed.    Apr.    7,    1949; 
8:57  a.   m.| 


NOTICES 

lAdmlnUtratlve  Order  18411 
Loan  Announcemknt 

March  25.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  Amount 

Iowa  26L  Shelby 1640.000 

[se.al]  Claude  R.  Wickard, 

Admirmtrator. 

|F.    R.    Doc.    49  2653;    Filed.    Apr.    7.    1949; 
857  a.  m.| 


[Administrative  Order  1940) 
Loan  Announcement 

March  25,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Georgia   69M  Washington $120,000 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 


[Administrative  Order  1942) 

Loan  Announcement 

March  25.  1949. 

Pursuant  to  the  provi.sions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contfact  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Texas  125H  Jasper 


Amount 
$260. 000 


[seal]  Cl.aude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49  2654;    Filed,    Apr.    7,    1949; 
8:57  a.  m.j 


[Administrative  Order  19431 
Loan  Announcement 

March  25.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Texas  «0S  Collingsworth. 


Amount 
.   $80,000 


[seal] 


Claude  R.  Wickard, 

Administrator. 


|F.    R     Doc.    49  2655;    Filed,    Apr.    7.    1949; 
8:57  a.   ml 


(Administrative  Order  1944] 
Loan  Announcement 

March  25.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Amount 
$148,000 


[Administrative  Order  1945 ) 
Loan  Announcement 

March  25.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electiiflcation  Act  of  1933.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  deslf,'nation:  Amount 

Wisconsin  25S  Monroe... $330.  COJ 


Loan  designation: 

Wisconsin  19R  Chippewa. 


[F.    R.    Doc.    49  2652;    Filed.    Apr.    7.    1949; 
8:67  a.  m.] 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doo.    49  2656;    Filed,    Apr.    7.    1949; 
8:57  a.   m] 


[seal] 


Claude  R.  Wickard. 

AdtJiinistrator. 


|F.    R.    Doc.    49  2657;    FiUd,    Apr.    7,    1949; 
8  57  a    ni  I 


[Administrative  Order  1946] 

Loan  Announcement 

M.\rch  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator t/f  the  Rural  Electrification 
Administration: 

Loan  designation: 

Oregon   2M  Lane 


Amouvt 
$250.  000 


[seal] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49  2658:    Filed,    Apr.    7,    1949; 
857  a.   m  I 


[Administrative  Order  1947) 
Loan  Announcement 

March  25.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Carolina  35R  Davidson $100,000 


[SEAL] 


jF.    R.    Doc. 


Claude  R.  Wickard. 
Administrator 

49  C659;    Filed.    Apr.    7. 
8:57  a.  ml 


1949; 


[Administrative  Order  19481 
Loan  Announcement 

March  25.  1E49. 
Pursuant  to  tiie  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration:  , 

Loan  designation:  Amount 

North  Carolina  32P  Pcrs'  n $167.C0J 


[SEAL]  Claude  R.  Wickard. 

AdnunistratoT. 

[F.    R.    Doc.    49  2660;    Filed.    Apr.    7.    11'  9; 
8:58  a.  m  ] 


Friday,  April  8,  1949 

[AdminUtratlve  Order  1949] 

Loan  Announcement 

March  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan   designation: 
North  Carolina  46R  Madison... 


I  SEAL ] 


Amount 
$335,003 


Claude  R.  Wickard, 

Administrator. 

|F     R     Doc     49  2661;     Filed.    Apr.    7.     1949; 
8  58  a.  m  1 

DEPARTMENT  OF  COMMERCE 
Office  of  International  Trade 

[Case  No   461 

E.  A.  Bromund  Co. 

order  suspending  license  privileges 

In  the  matter  of  E.  A.  Bromund  Com- 
pany, Je.sse  F.  Bromund,  258  Broadway, 
New  York  7,  New  York. 
■  This  proceeding  was  begun  on  Janu- 
ary 14.  1949,  by  the  mailing  of  a  charg- 
ing letter  to  the  above  named  respond- 
ents, wherein  the  OCBce  of  International 
Trade  charged  respondents  with  having 
violated  the  regulations  i.ssued  pursuant 
to  section  6  of  the  act  of  July  2,  1940 
'54  Stat.  714),  as  amended,  by  altering, 
without  authorization  from  the  Office 
of  International  Trade,  export  license 
No.  1160357  I.ssued  under  date  of  May  6. 
1948.  authorizing  the  export  of  750  kilos 
of  white  ceresine  wax  by  re.spondents  to 
a  named  consignee  in  Greece  at  a  total 
price  of  $272.91.  so  as  to  make  such 
licen.se  appear  to  be  a  license  for  the 
fxport  of  21.750  kilos  of  white  fully  re- 
fined paraffin  wax  to  a  named  consignee 
In  Holland  at  a  total  price  of  $5,981.25. 
and  by  using  .such  altered  license  for 
the  purpose  and  in  the  attempt  to  make 
an  unauthorized  export  shipment  of 
white  fully  refined  paraffin  wax  to  the 
substituted  consignee  in  Holland. 

A  hearing  was  held  on  said  charges 
before  the  Compliance  Commi-s.-^ioner  of 
the  Office  of  International  Trade  in 
Washington.  D.  C,  pursuant  to  notice 
given  in  the  charging  letter,  on  Janu- 
ary 28,  1949.  Respondents  personally 
appeared  and  were  heard.  The  Compli- 
ance Commissioner,  after  receiving  the 
evidence  presented  and  after  due  consid- 
eration of  the  record,  on  March  14,  1949, 
filed  his  report  in  the  matter. 

It  appears  from  the  record  and  the 
report  of  the  Compliance  Commis'^ioner 
that  respondent  E.  A.  Bromund  Com- 
pany is  and.  at  all  times  relevant  to  this 
proceeding,  was  a  corporation  of  which 
respondent  Je.sse  F.  Bromund  is  and. 
at  all  such  times,  was  the  president, 
treasurer,  and  principal  stockholder,  en- 
gaged in  New  York  City  in  domestic  and 
export  trade. 

It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that  re.spondents  admitted  making 
the   alterations   in   export   license   No. 
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1160357,  as  charged,  and  that  respond- 
ents' defense  and  plea  in  mitigation  was 
that  respondents  intended  to  have  said 
altered  license  picked  up  by  the  Biu-eau 
of  Customs  so  as  to  bring  about  the  in- 
stitution of  some  administrative  proceed- 
ing in  which  respondents  could  bring 
to  the  attention  of  officials  of  the  Office 
of  International  Trade  the  fact  that  re- 
.spondents had  been  receiving  licenses  for 
only  small  percentages  of  the  amounts 
of  commodities  applied  for.  Although 
the  record  and  the  report  of  the  Com- 
pliance Commissioner  do  not  entirely 
bear  out  this  defense,  it  is  important 
to  note  that  the  Compliance  Commis- 
sioner, who  heard  respondent  Jesse  F. 
Bromund  testify,  gained  the  impression 
therefrom  that  Mr.  Bromund.  who  was 
the  moving  force  in  the  violation,  was  not 
motivated  by  malevolence  or  a  purpo.se 
to  defraud,  and  that  he  quite  oljviously 
acted  with  little  realization  of  the  seri- 
ousne.ss  of  the  offense.  Furthermore,  it 
appears  from  the  record  and  the  report 
of  the  Compliance  Commissioner,  that 
the  respondents,  except  for  a  few  small 
applications  <some  of  which  were 
granted),  adopted  a  unilateral  "self- 
imposed  su.spension"  of  export  license 
privileges  from  May  or  June  1948  until 
the  time  of  the  hearing. 

The  Compliance  Commissioner  has  ac- 
cordingly found  that  respondents  have 
violated  the  regulations  issued  pursuant 
to  section  6  of  the  act  of  July  2,  1940  <54 
Stat.  714  I .  as  amended.  Having  in  mind 
ihe  foregoing  considerations  relating  to 
the  motivation  of  the  violation,  the  Com- 
pliance Commissioner  has  recommended 
that  said  respondents  be  denied  the  priv- 
ilege of  obtaining  or  using  or  participat- 
ing directly  or  indirectly  in  the  obtain- 
ing or  using  of  export  licen.ses,  including 
general  licen.ses,  for  a  period  of  three 
months  from  the  date  of  this  order;  that 
such  denial  be  made  applicable  not  only 
to  said  individuals  and  under  any  trade 
name  in  which  they  may  operate  but  also 
to  any  firm,  corporation,  or  other  busi- 
ne.ss  as.sociation  in  which  they  shall  be 
or  become  a  partner  or  have  a  controlling 
interest  or  hold  a  position  of  responsi- 
bility; and  that  any  outstanding  li- 
censes held  by  either  of  the  respondents 
be  forthwith  revoked  and  returned  to 
the  Office  of  International  Trade  for 
cancellation. 

The  findings  and  the  recommendations 
of  the  Compliance  Commissioner  have 
been  carefully  considered  together  with 
the  record  in  this  matter  and  it  appears 
that  such  findings  are  supported  by  the 
record  and  that  such  recommendations 
are  reasonable  and  should  be  adopted. 
NG7r.  therefore,  it  is  ordered.  As  follows: 

1 1  •  Respondents  and  each  of  them 
are  hereby  denied  the  privilege  of  ob- 
taining or  using  or  participating  directly 
or  indirectly  in  the  obtaining  or  using  of 
export  licenses,  including  general  li- 
censes, for  a  period  of  three  months  from 
the  date  of  this  order. 

<2)  Such  denial  of  export  license  priv- 
ileges shall  extend  not  only  to  each  of 
said  respondents  individually  and  under 
any  trade  name  in  which  they  may  op- 
erate but  al-so  to  any  firm,  corporation, 
or  other  business  association  in  which 
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either  of  the  re.spondents  shall  be  or  be- 
come a  partner  or  have  a  controlling 
Interest  or  hold  a  po.sition  of  responsi- 
bility. 

(3)  All  outstanding  export  licenses 
held  by  or  is.sued  in  the  names  of  any 
of  said  resjxindents  are  hereby  revoked 
and  shall  be  forthwith  returned  to  the 
Office  of  International  Trade  for  can- 
cellation. 

Dated:  March  30,  1949. 

LoRiNG  K.  Macy. 

Acting  Director, 
Commodities  Division. 

[F.    R.    Doc.    49-2625;    Filed,    Apr.    7.    1949; 
8:51  a.  m.j 


[Case  No.  49] 
Pan  Pacific  Trading  Co. 

ORDER    denying    LICENSE    PRI\1LEGES 

In  the  matter  of  Pan  Pacific  Trading 
Company,  Nicholas  R.  Benedetti,  110 
Market  Street.  San  Francisco.  California. 

This  proceeding  was  begun  February  8. 
1949,  by  the  mailing  of  a  charging  letter 
to  the  above-named  respondents  wherein 
the  Office  of  International  Trade  charged 
respondents  with  having  violated  section 
6  of  the  act  of  July  2,  1940  (54  Stat.  714) . 
as  amended,  and  the  regulations  issued 
thereunder,  by  attempting  to  make  an 
unlicensed  exportation  from  the  United 
States  to  the  Philippine  Islands,  during 
March  and*  April  1947.  of  800  vials  of 
streptomycin  with  a  declared  value  of 
$5,400  and  by  filing  with  the  Collector  of 
Customs  at  San  Francisco  export  decla- 
rations in  which  such  shipments  were 
falsely  described  as  penicillin. 

A  hearing  was  held  on  said  charges 
before  the  Compliance  Commissioner  of 
the  Office  of  International  Trade  in 
Wa.shington.  D.  C.  pursuant  to  notice 
given  in  the  chars^ing  letter,  on  March  1. 
1949.  Respondents  failed  to  appear  and 
their  default  was  noted.  Documentary 
evidence  was  received  on  behalf  of  the 
Office  of  International  Trade  and  a  ver- 
batim transcript  was  taken.  The  Com- 
pliance Commissioner,  after  reviewing 
the  tran.script  and  after  due  considera- 
tion of  the  record,  on  March  30.  1949. 
filed  his  report  in  the  matter. 

It  appears  from  the  record  and  the  re- 
port of  the  Compliance  Commissioner 
that  respondent  Nicholas  R.  Benedetti 
at  all  times  relevant  to  this  proceeding 
was  engaged  in  San  Francisco,  Califor- 
nia, first  in  partnership  with  others  and 
later  alone,  under  the  trade  name  of 
respondent  Pan  Pacific  Trading  Com- 
pany, in  the  purchase,  sale  and  shipping 
of  merchandi.-^e  in  export  trade,  but  has 
since  dissolved  such  firm  and  discon- 
tinued such  business;  that  during  March 
and  April  1947  respondents  attempted  to 
make  unlicensed  exportations  of  800  vials 
of  streptomycin,  having  a  declared  value 
of  approximately  S5.400.  from  the  United 
States  to  the  Philippine  Islands;  that 
such  attempted  exportation  was  made  by 
falsely  describing  such  streptomycin  as 
penicillin  on  the  export  declarations  sub- 
mitted by  re.spondents  to  the  Collector  of 
Customs  at  San  Fiancisco;  and  that  re- 
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spondents  thereby  violated  the  regula- 
tions issued  pursuant  to  section  6  of  the 
act  of  July  2.  1940  (54  Stat.  714>.  as 
amended,  and  the  United  States  Crim- 
inal Code  as  U.  S.  C.  1001  >. 

It  further  appears  from  the  record  and 
the  report  of  the  Compliance  Commis- 
sioner that  respondents  are  not  presently 
enRased  in  export  trade  and  that  re- 
spondent Nicholas  R.  Benedettl  has  al- 
ready been  subjected  to  substantial  pen- 
alties for  such  violation  as  a  result  of 
confiscation  of  the  merchandise  at- 
tempted to  be  exported  and  as  a  result 
of  boinf?  fined  and  placed  on  probation 
for  five  years  after  conviction  of  such 
violation  by  a  United  States  District 
Court. 

The  Compliance  Commissioner,  having 
taken  into  account  the  above  described 
factors,  has  recommended  that  respond- 
ents be  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  in- 
directly in  the  obtaining  or  using  of  ex- 
port licen.ses,  including  general  licenses, 
until  such  time  as  they,  upon  ap- 
plying and  making  full  di.sclosure 
of  their  proposed  export  activities  to 
the  Office  of  International  Trade,  secure 
approval  and  consent  of  the  Office  of  In- 
ternational Trade  to  the  reinstatement 
of  their  export  license  privileges  upon 
such  terms  and  conditions  as  may  at  that 
time  .seem  suitable:  that  such  denial  of 
export  license  privileges  be  made  appli- 
cable not  only  to  each  of  said  respond- 
ents but  also  to  any  trade  name.  firm, 
corporation  or  other  form  of  business 
organization  in  which  respondent  Nich- 
olas R.  Benedetti  shall  be  or  become  a 
partner  or  have  a  controlling  interest  or 
hold  a  po.sition  of  responsibility;  and 
that  all  outstanding  export  licenses  held 
by  or  issued  in  the  name  of  either  of  said 
respondents  be  revoked  and  ordered  re- 
turned forthwith  to  the  Office  of  Inter- 
national Trade  for  cancellation. 

The  findings  and  recommendations  of 
the  Compliance  Commissioner  have  been 
carefully  considered  together  with  the 
record  in  this  matter  and  It  appears  that 
such  findings  are  supported  by  the  record 
and  that  such  recommendations  are  rea- 
sonable and  should  be  adopted.  Now, 
therefore,  it  is  ordered.  As  follows: 

(1>  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining 
or  using  or  participating  directly  or  indi- 
rectly in  the  obtaining  or  using  of  export 
licenses,  including  general  licenses,  until 
such  time  and  except  upon  such  terms 
and  conditions  as  the  Office  of  Interna- 
tional Trade  shall,  upon  application  and 
full  disclosure  of  their  proposed  export 
activities  by  respondents,  order  the  rein- 
statement of  such  li(*ense  privileges. 

(2>  Such  denial  of  export  licen.se  priv- 
ileges shall  extend  not  only  to  each  of 
said  respondents  but  also  to  any  trade 
name,  firm,  corporation  or  other  form  of 
business  organization  tn  which  respond- 
ent Nicholas  R.  Benedettl  shall  be  or 
become  a  partner  or  have  a  con- 
trolling Interest  or  hold  a  position  of 
responsibility. 

(3>  All  outstanding  export  licenses 
held  by  or  Issued  In  the  names  of  either 
of  .said  respondents  are  hereby  revoked 
and  shall  be  forthwith  returned  to  the 
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Office     of     International     Trade     for 
cancellation. 

Dated:  March  31.  1949. 

LoRiNC  K.  Macy, 

Acting  Director, 
Commodities  Division. 

|F.    R.    Doc.    49-2626;    Piled,    Apr.    7,    1949;- 
8:52  a.  m  ) 

CIVIL  AERONAUTICS  BOARD 

(Docket  No.  2346 1 

Transcontinental  &  Western  Air,  Inc. 
AND  Delta  Air  Lines.  Inc. 

NOTICE   OF   oral    ARGUMENT 

In  .the  matter  of  the  reopened  proceed- 
ing on  the  joint  application  of  Transcon- 
tinental L  Western  Air,  Inc.,  and  Delta 
Air  Lines.  Inc  .  for  approval  of  the  Civil 
Aeronautics  Board  under  section  412  and, 
if  .such  approval  is  deemed  necessary, 
under  .section  408  of  the  Civil  Aeronau- 
tics Act  of  1938,  as  amended,  of  an  agree- 
ment relating  to  the  interchange  of 
equipment. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  further  argument  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  April  25.  1949,  at  10:00  a.  m. 
•  eastern  daylight  time",  in  Room  5042. 
Commerce  Building,  Fourteenth  Street 
and  Constitution  Avenue  NW..  Washing- 
ton. D.  C,  before  the  Board. 

Dated  at  Washington,  D.  C.  April  4, 
1949. 

By  the  Civil  Aeronautics  Board. 

[sealI  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  26J8:    Filed,    Apr.    7,    1949; 
8  52  a.  m.  I 


|I>icket  No.  3037] 

National  Airlines,  Inc. 

NOTICE  OF  hearing 

In  the  matter  of  the  petition  of  Na- 
tional Airlines,  Inc.,  under  section  406 
of  the  Civil  Aeronautics  Act  of  1938,  as 
amended,  for  an  Increase  in  the  tempo- 
rary rate  of  compensation  for  the  trans- 
portation of  mail  by  aircraft,  the  facili- 
ties used  and  useful  therefor,  and  the 
services  connected  therewith,  over  its  en- . 
tire  .system,  and  the  order  to  show  cause 
published  bv  the  Board  on  February  21, 
1949  (Serial  No.  E-2474". 

Notice  is  hereby  given  that  a  hearing 
in  the  above-entitled  proceeding  is  as- 
signed to  be  held  on  April  11,  1949,  at 
9  30  a.  m  .  <e.  s.  t.>.  in  Room  2029.  Tem- 
porary Building  No.  4,  Seventeenth 
Street  and  Constitution  Avenue  NW., 
Washington.  D.  C,  before  Examiner 
Richard  A.  Walsh, 

Dated  at  Washington,  D.  C,  April  4. 
1949. 

By  the  Civil  Aeronautics  Board. 

IsEALl  M.  C.  Mulligan, 

Secretary. 

[F.    R.    Doc.    49-2627;    Piled.    Apr.    7.    1949; 
8:62  a.  m] 


(Docket  No.  3357] 

Standard  Air  Lines,  Inc. 

noTicE  OF  oral  argument 

In  the  matter  of  the  suspension  and 
revocation  of  Letter  of  Registration  No. 
826  Issued  to  Standard  Air  Lines,  Inc. 

Notice  is  hereby  given,  pur.suant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amended, 
particularly  sections  205  <a>,  401  (a),4C3 
(a>.  403  <b>,  404  <b>.  407  (a>,  411,  412. 
1001,  1002  <b>.  and  1002  (c>.  of  said  act 
that  oral  argument  In  the  above-entitled 
proceeding  is  a.ssigned  to  be  held  on  April 
14,  1949.  at  10: CO  a.  m.  (e.  s.  t.).  In  Room 
5042,  Commerce  Building.  Pourteentti 
Street  and  Con.stitution  Avenue  NW., 
Washington,  D.  C,  before  the  Board. 

Dated  at  Washington,  D.  C.  April  5, 
1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL  I  M.  C.  '^lULLICAN, 

Secretary. 

(F.    R.    Doc.    49  2629:    Piled.    Apr.    7.    19'D; 
8:52  a.  m.l 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No.  8990] 

RCA  Communications.  Inc. 

order  postponing  hearing 

In  the  matter  of  RCA  Communications. 
Inc.,  applications  for  modification  of 
licen.ses  to  add  Tel  Aviv,  Israel,  as  a 
point  of  communication ;  Docket  No.  8990. 

The  Commission,  having  under  the 
consideration  a  motion  filed  by  RCA 
Communications,  Inc.,  on  March  10. 
1949,  requesting  a  postponement  of  the 
hearing  herein  for  approximately  40 
days; 

It  appearing,  that  RCA  Communica- 
tions, Inc..  Is  the  only  party  to  this 
proceeding; 

It  is  ordered,  This  17lh  day  of  March 
1949,  that  the  hearing  herein,  now  sched- 
uled to  commence  on  March  28.  1949,  is 
postponed  to  May  2.  1949.  at  the  same 
time  and  place  heretofore  designated. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49  2670;    Filed.    Apr.    7,    1949; 
8  69  a.  m.| 


•   .    (Docket  No.  9187] 

ZivA  Ray  Brown 
order  continuing  he -ring 

In  the  matter  of  Ziva  Ray  Brown. 
Huntington  Beach,  California,  suspension 
of  radiotelegraph  first  class  operator  li- 
cense; Docket  No.  9187. 

The  Commission  having  under  con.sid- 
eratlon  the  hearing  in  the  above-entitled 
matter  scheduled  for  April  18,  1949,  at 
Los  Angeles,  California;  and 

It  appearing,  that  several  Commission 
witnesses  are  out  of  the  United  States 
and  will  not  be  available  for  such  hear- 
ing on  the  date  aforesaid,  and  that  the 


Friday,  April  8,  1949 

date  of  the  availability  of  such  witnesses 
cannot  be  presently  ascertained; 

It  is  ordered.  This  17th  day  of  March 
1949,  that  the  hearing  in  the  above-en- 
titled matter  be  continued  until  a  date 
and  at  a  place  later  to  be  specified; 

It  is  further  ordered.  That  the  licensee 
be  provided  with  duplicate  copies  of  this 
order,  and  tiiat  the  licensee's  attorneys 
of  record  be  similarly  provided  with 
copies  thereof. 


IsealI 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


|F.    R.    Doc.    49  2671;    Filed.    Apr.    7.    1949; 
8:59  a.  m.j 


[Docket  No.  8176) 

Terrell  Broadcasting  Corp. 

order  continuing  hearing 

In  re  application  of  Terrell  Broadcast- 
ing Corporation.  Terrell,  Texas.  Docket 
No.  8176,  File  No.  BP-5778;  for  construc- 
tion permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  March  9,  1949. 
by  Terrell  Broadcasting  Corporation, 
Terrell,  Texas,  requesting  a  continuance 
in  the  hearing  presently  scheduled  for 
March  21.  1949,  upon  Its  above-entitled 
application  for  construction  permit; 

It  is  ordered.  This  18th  day  of  March 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Wedne.sday,  June  29,  194S,  at  Washing- 
ton. D.  C. 

F^ERAL  Communications 
Commission. 

fsEAL]         T.  J.  Slowie. 

Secretary. 

|F     R     Doc.    49-2672;    Filed.    Apr.    7.    1949; 
8:59  a.  m.| 


[Docket  No.  8594] 
News  Publishing  Co.  (  WLAQ) 

ORDER  continuing  HEARING 

In  re  application  of  News  Publishing 
Company  <WLAQ).  Rome.  Georgia, 
docket  No.  8594.  File  No.  BP-6406;  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  24.  1949,  at  Rome, 
Georgia;  and 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
.served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered.  This  18th  day  of  March 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Wednesday.  April  27.  1949,  at  Rome. 
Georgia. 

Federal  Communications 
Commission, 

tsEALl        T.  J.  Slowie. 

Secretary. 

[F.    R.    Doc.    49  2673;    Filed,    Apr.    7,    1949; 
8:59  a.  m.J 


FEDERAL  REGISTER 

(Docket  No.  8246] 

York  Broadcasting  Co. 
order  continuing  hearing 

In  re  application  of  York  Broadcasting 
Company.  York,  Pennsylvania.  Docket 
No.  8246,  File  No.  BP-5907;  for  construc- 
tion permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  March  16,  1949, 
by  York  Broadcasting  Company.  York, 
Pennsylvania,  requesting  a  90-day  con- 
tinuance In  the  hearing  presently  sched- 
uled for  March  31,  1949,  upon  Its  above- 
entitled  application  for  construction 
permit; 

It  is  ordered,  This  18th  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Monday.  June  20,  1949.  at  Washington, 
DC. 

Federal  Communications 
Commission, 

[SEAL]         T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-2674;    Piled,    Apr.    7.    1949; 
8:39  a.  m.] 


(Docket    Nos.   8691,   8692,   9231] 

Detroit  Broadcasting  Co.  (WJBK)  et  al. 
order  continuing  hearing 

In  re  applications  of  Detroit  Broad- 
casting Company  i  WJBK),  Detroit,  Mich- 
igan. Docket  No.  8691,  File  No.  BP-6235: 
James  Gerity,  Jr.  (WABJ),  Adrian, 
Michigan,  Docket  No.  8692,  Pile  No.  BP- 
6251;  Hico  Broadcasters,  Jonesville, 
Michigan,  Docket  No.  9231.  File  No.  BP- 
6889;  for  construction  permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cations for  April  25, 1949,  at  Washington, 
D.  C;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  re- 
con.sideration  and  grant  without  hearing 
filed  on  July  9,  1948; 

It  is  ordered.  This  18th  day  of  March 
1949,  on  the  Commission'.^  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  Indefinitely, 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-2675;    Filed,    Apr.    7,    1948, 
9:00  a.  m.] 


(Docket  No.  8828] 

Master  Broadcasting  Corp. 
order  continuing  hearing 

In  re  application  of  the  Master  BroaS- 
casting  Corporation,  Rio  Piedras,  Puerto 
Rico,  Docket  No.  8828,  File  No.  BP-6111; 
for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  April  7.  1949,  at  Washington, 
D.  C;  and 
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It  appearing,  that  there  Is  pending  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing 
filed  on  June  22.  1948; 

It  is  ordered.  This  18th  day  of  March 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  indefinitely, 
pending  action  on  petition  for  reconsid- 
eration and  grant. 


[seal] 


Federal  Communications 

Commission. 
T.  J.  Slowie. 

Secretary. 


(F.    R.    Doc.    49-2676;    Filed,    Apr.    7,    1949; 
9:00  a.  m.] 


[Docket  Nos.   9131-9133] 

Louis  G.  Baltimore  (WBRE>  et  al. 

order  CONTINXnNG  HEARING 

In  re  applications  of  Louis  G.  Balti- 
more (WBRE»,  Wiikes-Barre,  Pennsyl- 
vania, Docket  No.  9131,  File  No.  BP-5969; 
WKAP,  Inc.  (WKAP),  Allentown,  Penn- 
sylvania, Docket  No  9132.  File  No.  BP- 
6552;  Lackawanna  Valley  Broadcasting 
Company  <WSCR>,  Scranton.  Pennsyl- 
vania, Docket  No.  9133,  File  No.  BP-6727 ; 
for  construction  permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  March  11. 1949,  by 
WKAP,  Inc.,  Allentown,  Pennsylvania, 
requesting  a  continuance  In  the  hearing 
presently  scheduled  for  April  4,  1949,  at 
Washington,  D.  C,  upon  the  above- 
entitled  application  for  construction 
permit : 

It  is  ordered,  This  18th  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m., 
Monday,  May  9.  1949,  at  Washington, 
D.  C. 

Federal  Communications 
Commission, 

[seal]         T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-2677;    Filed,    Apr.    7,    1949; 
9:00  a.  m.] 


(Docket  Nos.  8987,  8988] 

FouLKROD  Radio  EIngineering  Co. 
(WTEL)  AND  Independence  Broad- 
casting Co.  I  WHAT) 

order  continuing  hearing 

In  the  matter  of  Foulkrod  Radio  En- 
gineering Company  (WTEL),  Philadel- 
phia, Pennsylvania,  Docket  No.  8987; 
Independence  Broadcasting  Company 
(WHAT),  Philadelphia,  Pennsylvania, 
Docket  No.  8988;  order  to  show  cause. 

The  Commission  having  under  consid- 
eration a  petition  filed  March  21,  1949. 
by  Foulkrod  Radio  Engineering  Com- 
pany (WTEL),  Philadelphia,  Pennsyl- 
vania, requesting  a  continuance  In  the 
oral  argument  presently  scheduled  for 
March  25,  1949,  upon  the  above-entitled 
matter; 

It  is  ordered.  This  21st  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  oral  argument  in  the  above- 
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entitled   matter   be   continued   without 
date. 


[SEAL  I 


FEDERAL  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


|F.    R.    Doc.    49  2678;    Filed.   Apr.    7.    1949; 
9.00  a.  m.l 


I  Docket  No.  91571 


Fort  Industry  Co.  "WSPD>  and  North- 
eastern Indiana  Broadcasting  Co..  Inc. 
(WKJG) 

ORDER   continuing   HEARING 

In  the  matter  of  the  petition  of  The 
Fort  Industry  Company  'WSPD».  for 
designation  for  hearing  of  Northeastern 
Indiana  Broadcasting  Company.  Inc. 
(WKJG>,  Fort  Wayne.  Indiana.  Docket 
No.  9157.  File  No.  BMP-3332:  for  modi- 
fication of  construction  permit. 

The  Commi.ssion  havinn  under  consid- 
eration a  joint  petition  filed  March  17, 
1949.  by  the  Fort  Industry  Company 
(WSPD).  and  Northeastern  Indiana 
Broadcasting  Company.  Inc.  (WKJG». 
requesting  a  continuance  in  the  hearing 
presently  scheduled  for  April  6.  1949;  in 
the  above-entitled  matter  for  modifica- 
tion of  construction  permit; 

It  is  ordered.  This  25th  day  of  March 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  in  the  above-entitled 
matter  be  continued  to  10:00  a.  m..  Mon- 
day, June  13.  1949.  at  Washington.  D.  C. 


[seal! 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49  2679;    Filed.    Apr.    7.    1949; 
9:00  a.  ml 


NOTICiS 

(Docket  No.  84601 

Radio  Lakewood,  Inc. 

order  continuing  hearing 

In  re  application  of  Radio  Lakewood, 
Inc.,  Lakewood,  Ohio.  Docket  No.  8460. 
Pile  No.  BP-5949;  for  construction  per- 
mit. 

The  Commi.ssion  having  under  con- 
sideration a  petition  filed  March  21.  1949. 
by  Radio  Lakewood.  Inc.,  Lakewood. 
Ohio,  requesting  a  continuance  in  the 
hearing  presently  scheduled  for  April  7. 
1949.  upon  its  above-entitled  application 
for  construction  permit ; 

//  is  ordered.  This  25th  day  of  March 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m  . 
Monday.  June  13.  1949,  at  Washington, 
D.  C. 

Federal    Communications 
Commission, 
(sealI         T.  J.  Slowie. 

Secretary. 

|F.    R.    Dec.    49  2681:     Filed.    Apr.    7.    1949; 
9:00  a.  m.| 


[Docket  No.  8861 1 

Times-Picayune  Plblishing  Co.  i  WTPS) 
order  continuing  hearing 

In  re  application  of  the  Times-Pica- 
yune Publishing  Company  (WTPS>.  New 
Orleans,  Louisiana.  Docket  No.  8861,  File 
No.  BMP-3268;  for  modification  of  con- 
struction permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  March  18,  1949. 
by  the  Times-Picayune  Publishing  Com- 
pany (WTPS).  New  Orleans.  Louisiana, 
requesting  a  continuance  in  the  hearing 
upon  its  above-entitled  application  for 
construction  permit,  which  is  presently 
scheduled  for  March  31.  1949.  at  Wash- 
ington. D.  C; 

It  is  ordered.  This  25th  day  of  March 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Monday.  May  2.   1949,  at  Washington, 

D.  C. 

Federal  Communications 
Commission, 
IsE.ALl  T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49  2680:    Piled,    Apr.    7.    1949; 
8:00  a.  m.l 


(Docket  No.  8302] 

Charles  Wilbur  Lamar.  Jr. 
order  continutng  hearing 

In  re  application  of  Charles  Wilbur 
Lamar.  Jr.,  Morgan  City.  Louisiana, 
Docket  No.  8302,  File  No.  BP-4913;  for 
construction  permit. 

The  Commi.ssion  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  28,  1949.  at  Morgan 
City.  Louisiana;  and 

It  appearing,  that  there  is  pendine  be- 
fore the  Commission  a  petition  for  re- 
consideration and  grant  without  hearing 
filed  on  March  23,  1949; 

It  is  ordered.  Thi.  25th  day  of  March 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  Indefinitely, 
pending  actina;  on  the  said  petition  for 
reconsideration  and  grant. 

Feder.al  Communications 
Commission, 
(seal]        T.  J.  Slowie. 

Secretary. 

|F.    R.    D' c.    49  2682:    Filed.    Apr.    7.    1949; 
8:00  a.  m.| 


•-J— , 


that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m., 
Thursday,  April  28.  1949.  at  Greenwich, 
Connecticut. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-2683;    Filed,    Apr.    7,    1C.9; 
9:00  a.  m.| 


(Docket  No.  8716] 

Greenwich  Broadcasting  Corp. 

order  continuing  hearing 

In  re  application  of  Greenwich  Broad- 
casting Corporation.  Greenwich.  Con- 
necticut, Docket  No.  8716,  File  No.  BP- 
6315;  for  construction  permit. 

The  Comml.'^sion  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  March  31.  1949,  at  Greenwich. 
Connecticut;  and     • 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said 
hearing: 

It  is  ordered.  This  25th  day  of  March 
1949,  on  the  Commission's  own  motion, 


|IX)Cket  No6.  7965.  8104] 

Seaside  Broadcasting  Co   and  Pioneer 
Broadcasters,  Inc. 

ORDER  continuing  KE.'RINC 

In  re  applications  of  Seaside  Broad- 
casting Company.  Atlantic  City.  New  Jer- 
sey, Docket  No.  7965,  File  No.  BP-5384; 
Pioneer  Broadcasters.  Inc.,  Pleasantville. 
New  Jersey.  Docket  No.  8104,  File  l9o.  BP- 
5694;  for  construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  March  24,  1943, 
by  Pioneer  Broadcasters.  Inc..  Pleasant- 
ville, New  Jersey,  requesting  a  continu- 
ance in  the  further  hearing  presently 
scheduled  for  March  29.  1949,  at  Wash- 
ington. D.  C.  upon  the  above-entitled 
applications  for  construction  permits; 

It  is  ordered.  This  25th  day  of  March 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m.. 
Monday,  April  4.  1949.  at  Washington. 
D.  C. 

F*EDERAL  Communications 
Combussion, 

ISE.ALl         T.  J.  Slowie, 

Secretary, 

jF.    R.    Doc     49  2684:    Piled.    Apr     7,    1949: 
8:01  a.  m  I 


(Djcket  No.  8589) 

Robert  F.  Wolfe  Co. 

order    designating    application    FOR 
HEARING  CN  STATED  ISSUES 

In  re  application  of  Robert  F.  Wolfe 
and  Margaret  R.  Wolfe  d  b  as  Robert  F. 
Wolfe  Company.  Fremont,  Ohio.  Docket 
No.  8589.  File  No.  BP-6240;  for  construc- 
tion permit. 

At  a  session  of  the  Federal  Communi- 
cations Commi.s.sion.  held  at  its  offices  in 
Washington.  D.  C.  on  the  30th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  for 
a  permit  to  construct  a  new  standard 
broadcast  station  in  Fremont.  Ohio  to 
operate  on  the  frequency  900  kilocycles, 
with  500  watts  jDOwer.  daytime  only, 
using  a  directional  antenna; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  application 
is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission,  upon  the  follow- 
ing i.ssues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lo.se  primary  service  from  the  operation 
of  the  proposed  slatiOn  and  the  charac- 


Friday,  April  8,  1949 

ter  of  other  broadcast  service  available 
to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable interference  with  any  exist- 
ing broadcast  stations  and,  if  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable Interference  with  the  services 
propo.sed  In  any  other  pending  applica- 
tions for  broadcast  facilities  and,  if  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
CommLssion's  rules  and  Standards  of 
Good  Engineering  I*ractlce  Concerning 
Standard  Broadcast  Stations. 

5.  To  determine  whether  the  proposed 
radiation  fields  could  be  obtained  and 
maintained  in  actual  practice. 

6.  To  determine  whether  the  proposed 
operation  would  render  interference  free 
.service  to  the  city  of  Fremont  In  accord- 
ance with  the  Commission  standards. 

Federal  Communications 
Commission. 
fsEAL]         T.  J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-2685;    Piled,    Apr.    7,    1949; 
9:01  a.  m.j 


(DocketNos.  9107,  8278] 


Chesapeake  Broadcasting  Corp.  (WASA) 
and  Frederick  Broadcasting  Co, 

order  designating  application  for  con- 
solidated  HEARING   ON   STATED  ISSUES 

In  re  applications  of  the  Chesapeake 
Broadcasting  Corporation  (WASA ) , 
Havre  De  Grace,  Maryland.  Docket  No. 
9278.  File  No.  BP-7050;  Paul  Leroy 
Romsburg.  tr/as  Frederick  Broadcasting 
Conf^any,  Frederick.  Maryland.  Docket 
No.  9107.  File  No.  BP-6273;  for  construc- 
tion permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
in  Washington.  D.  C.  on  the  30th  day 
of  March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
of  the  Chesapeake  Broadcasting  Corpo- 
ration reque.sting  a  construction  permit 
to  change  the  operating  assignment  of 
Station  WASA.  Havre  de  Grace,  Mary- 
land, from  1600  kc.  with  500  watts  power, 
daytime  only  to  1330  kc,  with  1  kw  power, 
daytime  only;  and 

It  appearing,  that  the  Commission  on 
July  21.  1948,  designated  for  hearing  in 
a  separate  proceeding  the  application 
of  Paul  Leroy  Romsburg.  tr/as  Frederick 
Broadcasting  Company  (File  No.  BP- 
6273;  Docket  No.  9107)  requesting  a  per- 
mit to  construct  a  new  standard  broad- 
cast station  in  Frederick.  Maryland,  to 
operate  on  the  frequency  1330  kc.  with 
1  kw  power,  daytime  only;  and  that 
hearing  thereon  has  been  scheduled  for 
May  10.  1949.  at  Washington.  D.  C; 


FEDERAL  REGISTER 

It  is  ordered,  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  applica- 
tion of  the  Chesapeake  Broadcasting 
Corporation  (WASA)  is  designated  for 
hearing  in  a  consolidated  proceeding 
with  the  above-entitled  application  of 
Paul  Leroy  Romsburg,  tr/as  Frederick 
Broadcasting  Company,  upon  the  follow- 
ing issues: 

1.  To  determine  the  technical,  finan- 
cial, and  other  qualifications  of  the  ap- 
plicant corporation,  its  officers,  direc- 
tors and  stockholders  to  construct  and 
operate  Station  WASA  as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  Statlop  WASA  as  proposed  and 
the  character  of  other  broadcast  serv- 
ice available  to  those  areas  and  popula- 
tions. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  Station  WASA  as  proposed  would 
involve  objectionable  interference  with 
any  existing  broadcast  stations  and.  if 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations, 

5.  To  determine  whether  the  opera- 
tion of  Station  WASA  as  proposed  would 
Involve  objectionable  Interference  with 
the  other  application  in  this  proceeding 
or  with  the  services  proposed  in  any 
other  pending  applications  for  broad- 
cast facilities  and,  if  so,  the  nature  and 
extent  thereof,  the  areas  and  popula- 
tions affected  thereby,  and  the  availa- 
bility of  other  broadcast  service  to  such 
areas  and  populations, 

6.  To  determine  whether  the  installa- 
tlOTi  and  operation  of  Station  WASA  as 
proposed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  Engineering  Practice  Concern- 
ing Standard  Broadcast  Stations. 

7.  To  determine  on  a  comparative 
basis  which.  If  either,  of  the  applications 
In  this  consolidated  proceeding  should 
be  granted. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  July  21.  1948.  desig- 
nating for  hearing  the  above  applica- 
tion of  Paul  Leroy  Romsburg.  tr/as  Fred- 
erick Broadcasting  Company  Is  amended 
to  Include  the  said  application  of  the 
Chesapeake  Broadcasting  Corporation 
(WASA)  and  the  issue  specified  above 
as  No.  7. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-2686;    Filed.    Apr.    7.    1949; 
9:01  a.  m.| 


(Docket  Nos.  9279,  9280) 

Ukiah  Broadcasting  Co.  and  Mendocino 
Broadcasting  Co. 

order  designating  application  for  con- 
solidated hearing  on  stated  ISST7ES 

In  re  applications  of  Bartley  T.  Sims 
and   William   T,    Smith    d/b    as   Ukiah 
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Broadcasting  Company,  tTklah,  Califor- 
nia, Docket  No.  9279,  File  No.  BP-6911; 
Lloyd  Bittenbender,  F.  Walter  Sandelin, 
Edgar  W.  Dutton,  Guldo  Benasslnl  and 
T.  R.  Amarante,  a  partnership  d  b  as 
Mendocino  Broadcasting  Company, 
Ukiah.  California,  Docket  No.  9280,  File 
No.  BP-7145;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  office  In 
Washington.  D.  C,  on  the  30th  day  of 
March  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  to  oper- 
ate on  the  frequency  1400  kilocycles,  with 
250  watts  power,  unlimited  time  at  Ukiah, 
California: 

It  is  ordered.  That  pursuant  to  section 
309  (a>  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  issues: 

1.  To  determine  the  legal,  technical, 
financial  and  other  qualifications  of  the 
applicant  partnerships  and  the  partners 
to  construct  and  operate  the  proposed 
stations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  stations  and  the  charac- 
ter of  other  broadcast  service  available  to 
those  areas  and  populations. 

3.  To  determine  the  type  and  character 
of  program  service  proposed  to  be  ren- 
dered and  whether  It  would  meet  the  re- 
quirements of  the  populations  and  areas 
proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  interference  with  any  exist- 
ing broadcast  stations  and.  If  so.  the  na- 
ture and  extent  thereof,  the  areas  and 
poptilations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  stations  would  Involve 
objectionable  interference  with  the  serv- 
ices proposed  In  any  other  pending  appli- 
cations for  broadcast  facilities  and,  if  .so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  on  a  comparative  basis 
which.  If  either,  of  the  applications  In 
this  consolidated  proceeding  should  be 
granted. 

Federal  Communications 
Commission, 
[seal]        T.J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-2687;    Filed,    Apr.    7,    1949; 
9:01  a.  m.J 
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FEDERAL  POWER  COMMISSION 

(Docket  No.  0-883] 
Trunkunb  Gas  Supply  Co. 

order  omitting  intermediate  deasion 
procedure  and  fixing  date  for  filing 
briefs  and  oral  argument 

A  motion  was  filed  on  March  17,  1949. 
by  Trunkline  Gas  Supply  Company  (Ap- 
plicant) requesting  that  the  intermedi- 
ate decision  procedure  be  omitted,  oral 
argument  be  had  before  the  Commission 
not  later  than  April  13,  1949,  and  the 
filing  of  briefs  be  not  required,  but  that 
any  party  to  the  proceeding  be  permitted 
to  file  a  brief  on  or  before  five  days  prior 
to  the  date  set  for  oral  argument. 

In  support  of  such  motion  Applicant 
urges  that  If  final  action  by  the  Com- 
mission is  not  forthcoming  by  April  30, 
1949,  its  gas  purchase  contracts  will  ex- 
pire, and  cannot  be  extended  beyond  that 
date.    Uncontroverted  evidence  in  sup- 
port of  this  averment  was  presented  at 
the  hearing.     In  further  support  of  Its 
motion  Applicant  states  that  under  its 
gas  purchase  contracts  it  is  obligated  to 
begin  construction  of  the  pipeline  facili- 
ties by  July  1,  1950,  and  complete  con- 
struction thereof  by  October  27.  1951; 
that  immediately  upon  the  Issuance  of  a 
certificate  Applicant  must  move  to  per- 
fect construction,  financial  and  organi- 
zational plans  and  that  action  thereon 
must  begin  promptly  by  April  30,  1949. 
If  Applicant  is  to  assure  that  it  can  com- 
mence and  complete  construction  of  Its 
facilities  by  the  dates  set  forth  above. 
It  is  further  urged,  and  the  record  shows, 
that  three  different  Presiding  Examiners 
heard  testimony  and  received  evidence 
during  the  course  of  four  separate  hear- 
ings held  In  this  matter  and  that  the 
Commission  has  previously  required  the 
record  be  forthwith  certified  to  it  for  the 
purpose  of  disposing  of  certain  pending 
motions  to  dismiss  and  to  strike. 

Answers  In  opposition  to  the  aforesaid 
motion  for  omi.ssion  of  the  Intermediate 
decision  procedure  were  filed  herein  by 
National  Coal  Association  on  March  25. 
1949.  by  Council  Bluffs  Gas  Company  on 
March  25.  1949,  and  by  Central  Electric 
&  Gas  Company  on  March  28,  1949.  all 
Interveners  herein.  Council  Bluffs  Gas 
Company  in  addition  requests  that  oral 
argument  in  no  event  be  held  prior  to 
April  25,  1949. 

At  the  conclusion  of  the  hearing  on 
March  22.  1949.  the  Presiding  Examiner 
fixed  April  13.  1949.  for  the  simultaneous 
filing  of  briefs  and  April  20.  1949.  for  the 
filing  of  reply  briefs,  if  any. 

On  March  18.  1949.  the  Corporation 
Commission  of  the  State  of  Oklahoma 
(petitioner)  filed  a  petition  for  leave  to 
Intervene  in  this  proceeding  alleging 
that  natural  gas  Is  available  to  the  Ap- 
plicant in  the  Guymon-Hugoton  field 
and  reque-sting  that,  after  petitioner  has 
made  a  study  of  the  questions  Involved 
In  the  application  in  this  proceeding,  it 
then  be  permitted  to  appear  and  Intro- 
duce evidence  In  support  of  the  position 
taken  after  such  study.  Such  petition 
was  not  filed  within  the  time  prescribed 
by  the  Commissions  rules  of  practice 
and  procedure. 


NOTICES 

The  Commission  finds:  (1)  Public 
hearings  were  held  In  this  matter  on 
September  8.  through  September  16. 
1948.  October  18  and  19,  1948.  February 
1  through  February  8.  1949,  and  March 
8  through  March  22.  1949.  Ample  op- 
portunity was  given  all  parties  to  present 
evidence  and  cross-examine  witnesses. 

(2)  Unless  final  action  is  taken  by  the 
Commission  prior  to  April  30,  1949.  Ap- 
plicant's gas  purchase  contracts  will  ex- 
pire, and  unless  the  Intermediate  de- 
cision procedure  Is  omitted,  it  app)ears 
that  a  decision  by  the  Commission  can- 
not be  rendered  before  April  30.  1949. 

(3)  Due  and  timely  execution  of  Its 
functions  Imperatively  and  unavoidably 
requires  that  the  Commission  omit  the 
Intermediate  decision  procedure  and  ren- 
der final  decision  In  the  proceedings. 

(4)  It  may  be  in  the  public  Interest  to 
permit  the  Corporation  Commission  of 
the  State  of  Oklahoma  to  participate  in 
oral  argument  for  the  purpose  of  show- 
ing good  cause.  If  any  exists,  why  Its 
petition  to  Intervene  should  be  granted 
and  of  making  an  ofler  of  proof  as  to 
what  natural  gas  reserves  In  the  Guy- 
mon-Hugoton field  may  be  available  to 
Applicant  and  under  what  terms  and 
conditions. 

The  Commission  orders: 

(A)  The  Intermediate  decision  pro- 
cedure In  this  matter  be  and  the  same 
is  hereby  omitted  In  accordance  with  the 
provisions  of  §  1.30  (c)  of  the  Commis- 
sion's rules  of  practice  and  procedure. 

(B)  Briefs  shall  be  filed  by  all  parties 
who  are  to  participate  In  oral  argument 
on  or  before  April  13,  1949,  reply  briefs 
may  be  filed  on  or  before  April  19,  1949, 
and  oral  argument  shall  be  had  before 
the  Commission  commencing  on  April 
19,  1949.  at  10:00  a.  m.  (e.  s.  t.>.  in  the 
Hearing  Room  of  the  Federal  Power 
Commission.  1800  Pennsylvania  Avenue 
NW..  Washington.  D.  C. 

<C>  The  Corporation  Commission  of 
the  State  of  Oklahoma  shall  be  per- 
mitted to  participate  in  oral  argument 
for  the  purposes  set  forth  In  finding 
number  (4)  above,  and  for  the  further 
purpose  of  enabling  the  Commission  to 
determine  whether  or  not  the  participa- 
tion of  the  Corporation  Commission  of 
the  State  of  Oklahoma  as  an  Intervener 
In  this  proceeding  may  be  In  the  public 
Interest. 

Date  of  Issuance:  April  4,  1949. 

By  the  Commission. 

[seal]  Lion  M.  Puquay, 

Secretary. 

|F.    R.    Doc.    49-2621:    Piled.    Apr.    7,    1949; 
8:51  a.  m] 


public  convenience  and  necessity  In  the 
above-designated  matter. 

[SKAL]  LBON  M.   FUQUAY. 

Secretary. 

(P.    R.   Doc.    49-2619:    Piled.    Apr.    7,    1949; 
8:60  a.  m] 


[Docket  No.  234) 

Border  Pipe  Line  Co. 

notice  of  order  dismissing  application 
for  certificate  of  pitblic  convenience 
and  necessity 

April  4.  1949. 

Notice  Is  hereby  given  that,  on  March 

30,  1949,  the  Federal  Power  Commission 

issued  its  order  entered  March  29,  1949, 

dismissing  application  for  certificate  of 


(Docket  No.  ID-10361 
Chandler  W.  Jones 


notice  of  authorization 

April  4,  1949. 
Notice  Is  hereby  given  that,  on  March 
30,  1949,  the  Federal  Power  Commission 
issued  its  order  entered  March  29,  1949. 
In  the  above-de.slgnated  matter,  author- 
izing Chandler  W.  Jones  lo  hold  a  certain 
position  in  Worcester  County  Electric 
Company,  pursuant  to  section  305  (b)  of 
the  Federal  Power  Act. 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


I  p.    R.    Doc.    49-2«16;    Piled.    Apr.    7,    1949; 
8:60  a.  m.] 


(Docket  No.  £-02001 
Mountain  States  Power  Co. 

NOTICE  of  order  AUTHORIZING  AND  APPROV- 
ing issuance  of  securities 

April  4,  1949. 

Notice  Is  hereby  given  that,  on  March 
31.  1949.  the  Federal  Power  Commission 
issued  its  order  entered  March  30.  1949. 
authorizing  and  approving  Issuance  of 
securities  In  the  above-designated 
matter. 


fSEALl 


Leon  M.  Fuquay. 
secretary. 


|F.    R.    Doc.    49-2617;    Filed.    Apr.    7.    1949;   ^ 
8:60  a.  m.] 


(Project  No.  1892] 
New  England  Power  Co. 

NOTICE   OF   order    APPROVING    EXHI^It 

drawings 

April  4.  1949. 

Notice  Is  hereby  given  that,  on  March 
31.  1949.  the  Federal  Power  Commission 
Issued  Its  order  entered  March  29,  1949. 
approving  drawings  of  Exhibit  L  in  the 
above-designated  matter. 


[seal! 


Leon  M.  Puquay. 

Secretary. 


[F.    R.    Doc.    49  2618;    Filed.    Apr.    7.    1949; 
8:50  a.   m.| 


FEDERAL  TRADE  COMMISSION 

(Docket  No.  6635) 

Bond  Trading  Co. 

order    appointing    trial    examiner    and 
nxinc  time  and  place  for  taking  tisti- 

MONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  ofBce  in 
the  city  of  Wa.shlngton,  D.  C.  on  the  30th 
day  of  March  A.  D.  1S49. 


Friday,  April  8,  1949 

» 

In  the  matter  of  Benjamin  Molln  and 
Harry  Rlchter.  individually  and  as  co- 
partners trading  as  Bond  Trading  Com- 
pany. Docket  No.  5535. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the 
receipt  of  evidence,  and  pursuant  to 
authority  vested  in  the  Federal  Trade 
Commi.s.sion. 

//  is  ordered.  That  William  L.  Pack,  a 
trial  examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Friday,  April  8.  1949.  at  ten 
o'clock  in  the  forenoon  of  that  day 
<e.  s.  t.) .  in  Room  500.  45  Broadway,  New 
York.  New  York. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  trial  examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
trial  examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
Intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
.serve  on  the  parties  at  issue  a  recom- 
mended decision  which  shall  include 
recommended  findings  and  conclusions, 
as  well  as  the  rea.sons  or  basis  therefor, 
upon  all  the  material  issues  of  fact.  law. 
or  discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 
of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 

By  the  Commission. 

fsEALl  D.  C.  Daniel, 

Secretary. 

|F.    R.    Doc.    49  2633;    Piled,    Apr.    7.    19i9; 
8:54  a.  m.l 


(Docket  No.  5489) 
Pearl  Garment  Co.  et  al. 

order  appointing  trial  EX.\MINER  AND 
FIXING  TIME  AND  PLACE  FOR  TAKING  TESTI- 
MONY 

At  a  regular  session  of  the  Federal 
Trade  Comml.ssion,  held  at  Its  office  In 
the  city  of  Washington.  D.  C.  on  the  30th 
day  of  March  A.  D.  1949. 

In  the  matter  of  Henry  G.  Pearl  and 
Mildred  Pearl,  individually  and  as  co- 
partners trading  as  Pearl  Garment  Co.. 
Mode  Craft  Co.  and  Mode  Craft;  Docket 
No.  5489. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mi.s.<-lon. 

It  is  ordered,  That  William  L.  Pack,  a 
trial  examiner  of  this  Commission,  be 
and  he  hereby  Is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  In  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 

It  is  further  ordered,  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Thursday,  ^^pril  7.  1949,  at  ten 
o'clock  In  the  forenoon  of  that  day 
(e.  s.  t.),  In  Civil  Service  Room.  Fifth 
No.  67 s 


FEDERAL  REGISTER 

Floor.  Post  OflBce  Building,  Camden,  New 
Jersey. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  In  sup- 
port of  the  allegations  of  the  complaint, 
the  trial  examiner  Is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.  The 
trial  examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
intervening  procedure  as  required  by  law. 
will  close  the  ca.se  and  make  and  serve 
on  the  parties  at  l.ssue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon 
all  the  material  issues  of  fact,  law,  or 
discretion  presented  on  the  record,  and 
an  appropriate  recommended  order;  all 
of  which  shall  become  a  part  of  the  rec- 
ord in  said  proceeding. 


By  the  CommLsslon. 


( SEAL ] 


D.  C.  Daniel. 
Secretary. 


|F.    R.    Doc.    49  2634;    Filed.    Apr.    7,    1949; 
8:54  a.  m.j 


SECURITIES   AND   EXCHANGE 
COMMISSION 

I  File  No.  70-2096] 

Public  Service  Coordinated  Transport 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  Jn  the  city  of  Washington,  D.  C. 
on  the  1st  day  of  April  1949. 

Notice  Is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Comml.ssion, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  by  Public 
Service  Coordinated  Transport  ("Trans- 
pwrt"),  an  indirect  subsidiary  of  the 
United  Corporation,  a  registered  holding 
company.  Declarant  has  designated 
sections  9  (a)  and  10  of  the  act  as  ap- 
plicable to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  April  11, 
1949,  at  5:30  p.  m.,  e.  s.  t..  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  in- 
terest, and  the  Lssues  'of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed :  Secretary,  Se- 
curities and  Exchange  Commission,  425 
Second  Street  NW.,  Washington  25.  D.  C. 
At  any  time  after  April  11.  1949.  said 
declaration  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  reg- 
ulations promulgated  under  the  act,  or 
the  Commission  may  exempt  such  trans- 
actions as  provided  in  Rules  U-20  (a) 
and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  proposed, 
which  Is  summarized  as  follows: 

Transport  proposes  to  purchase  and 
acquire  200,000  shares  of  the  no  par 
value  common  stock  of  Public  Service  In- 
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terstate  Transportation  Company  r'ln- 
terstate").  for  a  cash  consideration  of 
$2,000,000.  Transport  owns  all  the  out- 
standing securities  of  Interstate. 

The  proceeds  of  the  sale  of  the  com- 
mon stock  will  be  utilized  by  Interstate 
in  connection  with  its  construction  pro- 
gram and  principally  in  the  purchase  of 
new  buses. 

The  proposed  sale  by  Interstate  has 
been  approved  by  the  Interstate  Com- 
merce Commission  and  is.  pursuant  to 
Rule  U-8.  exempt  from  the  provisions  of 
the  act. 

By  the  Commission. 

I  SEAL  I  Orval  L.  DuBoia. 

Secretary. 

|F.    R.    Doc.    49-2610;    Filed,    Apr.    7.    1949; 
8:46  a.  m.l 


[Pile  No.  70-20291 

New  York  State  Electric  &  Gas  Corp. 
et  al. 

supplemental  order  declaring  expendi- 
ture of  proceeds  NECfeSSARY  AND  AP- 
PROPRIATE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  1st  day  of  April  A.  D.  1949. 

In  the  matter  of  New  York  State  Elec- 
tric Si  Gas  Corporation,  A.ssoclated  Elec- 
tric Company,  General  Public  Utilities 
Corporation;  Pile  No.  70-2029. 

The  Commission  having,  on  March  11, 
1949  and  March  24.  1949.  granted  and 
permitted  to  become  effective  joint  ap- 
plications-declarations, as  amended, 
filed  pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("act")  by 
General  Public  Utilities  Corporation 
("GPU").  Associated  Electric  Company 
("Aelec"),  and  New  York  State  Electric 
&  Gas  Corporation  ("New  York  State"), 
wherein,  among  other  things,  GPU  pro- 
posed the  sale  of  Its  holdings  of  the  com- 
mon stock  of  Its  subsidiary.  New  York 
State;  and 

GPU  having  advised  the  Commission 
that  it  now  proposes  to  pay,  from  the 
proceeds  of  such  sale.  Its  bank  loans  ma- 
turing in  1949  and  1950  in  the  aggregate 
amount  of  $11,698,800;  and 

GPU  having  requested  the  Commis- 
sion that  It  find  that  the  proposed  ex- 
penditure of  $11,698,800  of  the  proceeds 
from  the  sale  of  the  common- stock  of 
New  York  State  for  the  payment  of  the 
aforementioned  bank  loans  maturing  In 
1949  and  1950  Is  necessary  and  appro- 
priate to  effectuate  the  provisions  of  sec- 
tion 11  (b)  of  the  act  and  that  the  order 
of  the  Commission  entered  herein  con- 
tain appropriate  recitals  conforming  to 
.sections  371-373,  Inclusive,  of  the  Inter- 
nal Revenue  Code,  as  amended,  and 

The  Commission  deeming  the  retire- 
ment of  the  bank  loans  of  GPU  in  the 
aggregate  amount  of  $11,698,800  Is  nec- 
essary and  appropriate  to  effectuate  the 
provisions  of  section  11  (b)  of  the  act 
and  deeming  It  appropriate  to  grant  the 
request  of  GPU  as  to  the  suggested  re- 
citals; 

It  is  hereby  ordered  and  recited.  That 
the  expenditure  by  GPU  of  not  in  excess 
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of  $11,698,800  of  the  proceeds  received 
from  the  earliest  sales  In  the  order  made 
of  common  stock  of  New  York  State,  sold 
pursuant  to  the  orders  of  the  Commis- 
sion dated  March  11. 1949  and  March  24. 
1949.  respectively,  from  which  GPU  re- 
ceived proceeds  aggregating  $11,698,800. 
for  the  payment  of  the  bank  loans  enu- 
merated below  is  necessary  or  appro- 
priate to  the  integration  or  simplification 
of  the  GPU  system  and  is  necessary  or 
appropriate  to  effectuate  the  provisions 
of  section  11  *b)  of  the  Public  Utility 
Holding  Company  Act  of  1935. 

(a)  Serial  Notes  Lssued  pursuant  to  the 
terms  of  a  Loan  Agreement  dated  De- 
cember 6.  1945.  aggregating  $1,200,000 
and  maturing  on  January  14.  1950. 

(b)  Serial  Notes  Issued  pursuant  to  the 
terms  of  a  Loan  Agreement  dated  De- 
cember IG.  1946.  aggregating  $250,000 
and  maturing  on  February  20.  1950. 

(c>  Series  B  Notes  issued  pursuant  to 
the  terms  of  a  Loan  Agreement  dated 
March  6.  1947.  aggregating  $748,800  and 
maturing  on  April  3.  1949. 

(d>  Serial  Notes  issued  pursuant  to 
the  terms  of  a  Loan  Agreement  dkted 
Mar«h  12,  1948.  aggregating  $8,000,000 
and  maturing  on  April  15,  1950, 

<e)  Serial  Notes  issued  pursuant  to  the 
terms  of  a  Loan  Agreement  dated  Decem- 
ber 16,  1948.  aggregating  $1,500,000  and 
maturing  on  January  14,  1950. 

all  of  said  Notes  being  held  In  equal 
amounts  by  Bankers  Trust  Company. 
Manufacturers  Trmt  Company.  The  Ma- 
rine Midland  Trust  Company  of  New 
York  and  Mellon  National  Bank  and 
Trust  Company  of  Pittsburgh.  Pennsyl- 
vania, except  the  Serial  Notes  issued  pur- 
suant to  the  Loan  Agreement  dated  De- 
cember 16.  1946.  which  are  held  in  equal 
amounts  by  Manufacturers  Trust  Com- 
pany. The  Marine  Midland  Trust  Com- 
pany of  New  York  and  Mellon  National 
Bank  and  Trust  Company  of  Pittsburgh. 
Pennsylvania. 

By  the  Commission. 


NOTICES 


[seal] 


Orval  L.  Dubois. 
Secretary. 


|P.    R.    Doc.    4fr-2611;    Piled.    Apr.    7.    1949; 
8:47  a.  m.) 


[Pile  No.  812-588) 

Bankers  Securities  Corp.  and  Albert  M. 
Greenfield  &  Co..  Inc. 

NOTICE  or  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  1st  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Bankers 
Securities  Corporation  ("Bankers"),  lo- 
cated at  1315  Walnut  Street.  Philadel- 
phia 7.  Pennsylvania,  a  registered  invest- 
ment company,  and  Albert  M.  Greenfield 
k  Co..  Inc  ("Greenfield  Co..  Inc.").  a 
real  estate  brokerage  company,  located 
at  No.  521  Fifth  Avenue.  New  York.  New 
York,  have  jointly  filed  an  application 
pursuant  to  section  6  (O  of  the  Invest- 
ment Company  Act  of  1940  for  an  order 
of  the  Commission  exempting  from  the 
provisions  of  section  17  (e)  (1)  of  the  act. 
the  receipt  by  the  Greenfield  Co..  Inc..  of 


a  real  estate  commission  in  connection 
with  the  sale  by  City  Stores  Company 
Caty  Stores"),  located  at  207  West  9th 
Street.  Wilmington.  Delaware,  a  con- 
trolled company  of  Bankers,  to  Ray  C. 
Johnson,  a  non-afflliated  person,  of  cer- 
tain real  estate  located  at  No.  400  Brook- 
line  Street.  Cambridge.  Massachusetts, 
known  as  the  R.  H.  White  warehouse. 

Bankers  Is  a  closed-end.  non-diversi- 
fied, management  Investment  company 
and  Is  registered  under  the  Investment 
Company  Act  of  1940.  Bankers  owns  ap- 
proximately 84.3%  of  the  voting  secu- 
rities of  City  Stores.  R.  H.  White  Cor- 
poration ("R.  H.  White").  Washington 
and  Bedford  Streets.  Boston,  Massachu- 
setts, a  Massachusetts  corporation  en- 
gaged In  the  business  of  operating  a  de- 
partment store,  is  a  wholly  owned  sub- 
sidiary of  City  Stores. 

Greenfield  Co..  Inc..  a  New  York  cor- 
poration* is  a  duly  licensed  real  estate 
broker  under  the  laws  of  New  York  and 
is  a  wholly  o\^-ned  subsidiary  of  Albert  M. 
Greenfield  &  Co..  a  Delaware  corpora- 
tion. The  Greenfield  Co..  Inc..  and 
Bankers,  being  under  common  control, 
are  affiliated  persons  within  the  meaning 
of  section  2  (a)  (3)  of  the  act. 

On  March  8,  1949,  Greenfield  Co.,  Inc.. 
negotiated  an  agreement  for  the  sale  by 
City  Stores  of  the  real  estate  referred  to 
above  for  the  sum  of  $1,000,000  payable 
in  cash.  The  agreement  is  specifically 
conditioned  upon  the  concurrent  execu- 
tion by  the  purchaser  of  a  lease  of  the 
property  to  R.  H.  White  at  a  base  rental 
of  $65,000  annually  for  five  years  with 
an  option  to  lessee  to  terminate  at  any 
time  on  six  months'  notice. 

City  Stores  has  agreed  to  pay  Green- 
field Co..  Inc.  and  a  cooperating  broker. 
Benjamin  L.  Cohen  k  Sons  of  Boston. 
Massachusetts,  a  real  estate  commission 
of  $50,000,  being  5%  of  the  sale  price,  for 
services  rendered  by  the  brokers  in  nego- 
tiating the  sale  of  the  said  real  estate. 
The  application  states  that  the  commis- 
sion is  the  usual  or  customary  commis- 
sion for  like  brokerage  services  in  Cam- 
bridge. Massachusetts.  Based  on  the 
agreed  division  of  services  rendered  by 
the  brokers.  Greenfield  Company,  Inc.  is 
to  receive  $28,000  The  receipt  by  an 
affiliated  person  (Greenfield  Co..  Inc.)  of 
an  affiliated  person  (Albert  M.  Greenfield 
k  Co.)  of  a  registered  Investment  com- 
pany (Bankers)  of  such  real  estate  com- 
mission Is  prohibited  by  section  17(e)  (1 ) 
of  the  act  unless  an  exemption  therefrom 
Is  granted  by  the  Commission  pursuant  to 
section  6  (c)  of  the  act. 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C.  office  of  this  Commis- 
sion for  a  more  detailed  statement  of  the 
matters  of  fact  and  law  therein  asserted. 
Notice  is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  after 
April  18.  1949.  unless  prior  thereto  a 
hearing  on  the  application  Is  ordered  by 
the  Commission  as  provided  In  Rule  N-5 
of  the  rules  and  regulations  promulgated 
under  the  act.  Any  interested  person 
may.  not  later  than  April  15.  1949.  at 
5:30  p.  m..  eastern  standard  time,  submit 
in  writing  to  the  Commission  his  views  or 
any  additional  facts  bearing  upon  the 
application  or  the  desirability  of  a  hear- 


ing or  request  the  Commission,  In  writ- 
ing, that  a  hearing  be  held  thereon.  Any 
such  communication  or  request  should 
be  addressed:  Secretary.  Securities  and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.  and  should 
state  briefly  the  nature  and  Interest  of 
the  person  submitting  such  information 
or  requesting  such  hearing,  the  reasons 
for  such  request,  and  the  Issues  of  fact 
and  law  raised  by  the  application  which 
he  desires  to  controvert. 


By  the  Commission. 

fsEALl  Orval  L.  DuBois, 

Secretary. 

IF.    R.    Doc.    49  2612;    Piled.    Apr.    7.    1949; 
8:47  a.  m.] 


[File  No.  70-20291 

New  York  State  Electric  k  Gas  Corp. 

ET  AL. 

NOTICE   OF  FILING   OF   POST   ErTECTlVE 
AMENDMENT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.ssion,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  1st  day  of  April  1949. 

In  the  matter  of  New  York  State  Elec- 
tric k  Gas  Corporation.  Associated  Elec- 
tric Company,  General  Public  Utilities 
Corporation;  Pile  No.  70-2029. 

Notice  is  hereby  given  that  General 
Public  Utilities  Corporation  ("GPU"'),  a 
registered  holding  company,  has.  pursu- 
ant to  the  provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act"), 
filed  in  the  above-entitled  matter  a  past 
effective  amendment  to  the  Joint  appli- 
cations-declarations. Applicant-declar- 
ant has  de.signated  .section  12  (d)  of  the 
act  and  Rules  U-44  and  U-50  promul- 
gated thereunder  as  applicable  to  the 
proposed  transactions. 

Notice  is  further  given  that  any  Inter- 
ested j)erson  may.  not  later  than  April 
11,  1949,  at  3:00  p.  m.,  e.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est and  the  Issues  of  fact  or  law  raised 
by  the  said  post  effective  amendment 
which  he  desires  to  controvert  or  may  re- 
quest that  he  be  notified  if  the  Commis- 
sion  should   order   a  hearing   thereon. 
Any  such  requc-^t  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.    At  any  time  after  3:00 
p.  m.  on  April  11.  1949.  said  post  effective 
amendment,    as    filed    or    as    further 
amended,  may  be  granted  and  permitted 
to  become  effective  forthwith  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mi.ssion may  exempt  such  tran.saction  as 
provided  In  Rule  U-20    (a)    and  Rule 
U-100  thereof. 

All  Interested  persons  are  referred  to 
said  post  effective  amendment  which  is 
on  file  in  the  offices  of  the  Commission 
for  a  statement  of  the  transaction 
therein  proposed,  which  is  summarized 
as  follows: 

On  March  12,  1949^  transferrable  war- 
rants evidencing  rights  to  subscribe  to 
an  aggregate  of  787,644  shares  of  the 
common  stock  of  New  York  State  Elec- 
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trie  k  Gas  Corporation  ("New  York 
State")  were  is.sued  to  GPU's  stockhold- 
ers, giving  them  until  3:00  p.  m.  on  April 
11, 1949  to  exercise  their  rights  at  a  price 
of  $41  per  share.  The  sale  was  not  un- 
derwritten but  GPU  entered  into  an 
agreement  with  a  dealer-manager  group 
which  agreed  to  use  its  best  efforts  to 
form  and  manafe  a  group  of  securities 
dealers  to  enable  GPU  to  dispose  of  the 
shares  of  New  York  State  common  stock 
covered  by  the  warrants.  GPU  agreed 
to  pay  each  participating  dealer  a  fee  of 
$1.25  per  share  for  each  share  .sold 
through  such  participating  dealer  and 
to  pay  the  dealer-manager  group  a  fee 
of  12 '2  cents  for  each  share  sold. 

GPU  believes  that  some  of  the  rights 
may  never  be  exercised  and  that  GPU 
will  hold  shares  of  the  common  .^tock 
of  New  York  State  at  the  end  of  the 
subscription  period  (which  shares  are 
hereafter  referred  to  as  "balance 
shares").  GPU  now  proposes  to  sell  the 
balance  shares  during  period  commenc- 
ing 3:00  p.  m.  on  April  11.  1949  and 
terminating;  at  the  close  of  business  on 
April  20.  1949,  by  employing  the  same 
machinery  and  upon  the  .same  terms,  as 
it  employed  to  dispose  of  the  shares  of 
common  stock  of  New  York  State  covered 
by  the  warrants,  and  requests  an  excep- 
tion from  the  provisions  of  Rule  U-50, 
if  it  be  applicable,  for  the  purpose  of 
effecting  the  contemplated  transaction. 

From  time  to  time  GPU  will  advise 
the  dealer-manager  group  as  to  the  num- 
ber of  balance  shares  which  it  wishes  to 
sell  to  participating  dealers.  The  price  at 
which  such  balance  shares  will  be  .sold 
by  GPU  to  participating  dealers  will  be 
to  price  applicable  to  such  sales  as  deter- 
mined and  announced  by  GPU  on  the 
date  of  such  sale,  but  will  not  be  in 
excess  of  the  closing  asked  price  of  such 
shares  on  the  preceding  business  day 
plus  30<'  per  share  and  will  not  be  le.ss 
than  the  higher  of  the  closing  bid  price 
for  such  shares  on  such  preceding  busi- 
ness day  or  the  subscription  price  of 
$41  per  share. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois. 

Secretary. 

|F.    R.    Doc.    49  2613;    Filed.    Apr.    7,    1949; 
8:47  a.  m.J 


I  Pile  No.  70-2097) 

Kansas  Power  and  Light  Co. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  1st  day  of  April  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  the  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("acf)  by  The 
Kansas  Power  and  Light  Company 
("Kansas  Power"' .  a  subsidiary  of  North 
American  Light  &  Power  Company,  a 
registered  holding  company.  Applicant 
designates  section  6  (b)  of  the  act  as  ap- 
plicable to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  April 
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14.  1949.  at  12:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest, and  the  issues,  if  any.  of  fact  or  law 
raised  by  said  application  proposed  to  be 
controverted,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C. 
At  any  time  thereafter  such  application 
as  filed,  or  as  amended,  may  be  granted 
as  provided  in  Rule  U-23  of  the  Rules 
and  regulations  promulgated  pursuant 
to  said  act.  or  the  Commission  may  ex- 
empt such  transactions  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  per.sons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed 
which  are  summarized  below: 

Kansas  Power  proposes  to  issue  and 
sell  $10,000,000  principal  amount  of  its 
First  Mortgage  Bonds?  __'"c  Series  due 
1979  ("new  bonds""  at  competitive  bid- 
ding pursuant  to  the  provisions  of  Rule 
U-50  promulgated  under  the  act.  The 
coupon  rate  per  annum  for  the  new 
bonds  <  to  be  a  multiple  of  Vs  of  ICi)  and 
the  price.  excliLsive  of  accrued  interest, 
to  be  received  by  the  Company  (to  be  not 
less  than  100  ""I  nor  more  than  102.75% 
of  the  principal  amount  of  the  new 
bonds*  are  to  be  determined  by  the  com- 
petitive bidding. 

The  new  bonds  will  be  issued  under  the 
provisions  of  an  existing  Mortgage  and 
Deed  of  Trust  dated  July  1,  1939.  between 
Kan.sas  Power  and  Harris  Trust  and  Sav- 
ings Bank,  Chicago,  Illinois,  Trustee,  as 
supplemented  by  a  Second  Supplemental 
I»denture  thereto  to  be  dated  April  1, 
1949. 

It  is  stated  that  the  net  proceeds  from 
the  issue  and  sale  of  said  new  bonds  will 
be  applied  toward  the  payment  of  the 
cost  of  the  Company's  construction  pro- 
gram for  1949-50,  estimated  in  the  ap- 
proximate amounts  of  $15,914,540  for 
1949.  and  $8,077,917  for  1950,  and  to  re- 
imburse the  Company's  treasury  for  cap- 
ital expenditures  previously  made. 

Kansas  Power  has  filed  an  application 
with  the  State  Corporation  Commission 
of  the  State  of  Kansas  regarding  the  pro- 
po.sed  issue  and  sale  of  new  bonds. 

Kansas  Power  requests  that  the  Com- 
mission order  issue  herein  on  or  before 
April  14,  1949. 


By  the  Commission. 


I  seal] 


Orval  L.  DuBois. 
Secretary. 


[F.    R.    Doc.    49  2614;    Filed,    Apr.    7.    1949; 
8:48  a.  m.) 


I  Pile  No.  70-20821 

Texas  Electric  Service  Co.  and  Texas 
Utilities  Co. 

ORDER  granting  APPLICATION   AND  PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTTVK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
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office  In  the  city  of  Washington.  D.  C. 
on  the  4th  day  of  April  A.  D.  1949. 

Texas  Electric  Service  Company 
("Texas  Electric"),  an  electric  utility 
company,  and  its  parent  registered  hold- 
ing company.  Texas  Utilities  Company 
("Texas  Utilities") .  a  subsidiary  of 
American  Power  &  Light  Company,  in 
turn  a  subsidiary  of  Electric  Bond  and 
Share  Company,  both  registered  hold- 
ing companies,  having  filed  an  applica- 
tion-declaration, and  an  amendment 
thereto,  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  particu- 
larly sections  6  'a),  7,  9  <a>,  10  and  12 
(f)  thereof,  and  Rules  U-23  and  U-43 
thereunder,  with  respect  to  the  following 
proposed  transactions: 

Texas  Electric  proposes  to  amend  its 
charter  and  thereafter  issue  and  sell  to 
.Texas  Utilities  and  Texas  Utilities  pro- 
poses to  purchase  2,000.000  shares  of  the 
common  stock,  without  par  value,  of 
Texas  Electric  for  $4,000,000.  Texas 
Electric  states  that  the  funds  to  be  de- 
rived from  such  issue  and  sale  will  be 
used  to  finance,  in  part,  its  construction 
program  for  the  year  1949.  to  repay 
short-term  advances,  and  for  other  cor- 
porate purposes.  The  advances  to  be 
repaid  were  or  will  be  made  by  Texas 
Utilities  for  the  purpose  of  tempwrarily 
financing  a  portion  of  the  company's 
construction  program. 

The  Issuance  and  sale  of  such  shares 
of  common  stock  by  Texas  Electric  will 
require  an  amendment  of  its  charter  so 
as  to  Increase  the  number  of  shares  of 
common  stock  authorized  to  be  issued. 
In  order  that  Texas  Electric  may  sell 
additional  shares  of  common  stock  in 
the  future  without  further  charter 
amendments,  it  is  proposed  at  this  time 
that  Texas  Electric  amend  its  Charter 
so  as  to  increase  Its  authorized  common 
stock  from  1.750,003.634  shares  to  6,000,- 
000  shares. 

The  application-declaration  having 
been  filed  on  March  10,  1949  and  an 
amendment  thereto  having  been  filed  on 
March  21,  1949,  notice  of  said  filing  hav- 
ing been  given  in  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act.  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  the  application- 
declaration,  as  amended,  within  the 
period  specified  in  said  n<ilice  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  the  said  kpplication-declaration.  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commission  being  of  the  opinion  that  it 
Is  appropriate  to  grant  and  permit  to 
become  effective  said  application-dec- 
laration, as  amended,  without  the  im- 
position of  terms  and  conditions  other 
than  those  herein  ordered,  and  the  Com- 
mission also  deeming  it  appropriate  to 
grant  applicant-declarant's  request  that 
the  order  herein  become  effective  forth- 
with upon  the  issuance  thereof; 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act.  that  said  application-declara- 
tion, as  amended,  be.  and  the  same  here- 
by is.  granted  and  permitted  to  become 
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effective  forthwith,  subject  to  the  terms 
and  conditions  contained  In  Rule  U-24. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

IF.    R.    Doc.    49-2615:    Filed,    Apr.    7.    1949: 
8:48  a.  m.) 


[File  No.  68-120) 

Standard  Power  and  Light  Corp. 

notice  of  and  order  for  hearing 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commi.ssion  held  at  its  of- 
fice In  the  city  of  Washington,  D.'C, 
on  the  5th  day  of  April  1949. 

In  the  matter  of  H.  Mortimer  Kremer 
and  Herbert  Myerberg,  as  a  Protective 
Committee  for  $7  Cimiulative  Preferred 
Stock  of  Standard  Power  and  Light  Cor- 
poration; File  No.  68-120. 

Notice  is  hereby  given  that  H.  Mor- 
timer Kremer  and  Herbert  Myerberg.  as 
a  Protective  Committee  for  the  $7  Cu- 
mulative Preferred  Stock  of  Standard 
Power  and  Light  Corporation,  a  regis- 
tered holding  company,  have  filed  a  dec- 
laration pursuant  to  Rule  U-62  promul- 
gated under  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"). 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  matters  contained  therein 
which  are  summarized  as  follows: 

H.  Mortimer  Kremer  and  Herbert 
Myerberg  state  in  their  declaration  that 
the  committed  was  formed  at  the  request 
of  Leon  J.  Engel  and  Selma  Myerberg. 
holders  of  the  $7  Cumulative  Preferred 
Stock  of  Standard  Power  and  Light  Cor- 
poration, and  that  the  committee  in- 
tends to  solicit  authorizations  from  other 
holders  of  said  stock  with  regard  to  all  re- 
organization proceedings  involving  that 
company  and  or  its  subsidiaries.  Stand- 
ard Gas  and  Electric  Company  and  Phil- 
adelphia Company.  The  committee  has 
designated  Albert  J.  Fleischmann  as  its 
Secretary  and  Counsel. 

It  appearing  to  the  Commission  that  it 
Is  appropriate  in  the  public  int^est  and 
in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  declaration  and  that  said 
declaration  shall  not  become  effective 
except  pursuant  to  further  order  of  this 
Commission;  and 

It  further  appearing  to  the  Commis- 
sion that  it  is  necessary  and  appropriate 
to  aid  in  the  enforcement  of  the  provi- 
sions of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  the  rules  and  reg- 
ulations promulgated  thereunder,  and  to 
aid  the  Commis.>^ion  in  the  prescilbing  of 
rules  and  regulations  under  said  act.  to 
Investigate  the  facts,  practices,  matters, 
policies,  and  conditions,  both  present  and 
pa.st.  relating  to  the  said  committee  and 
all  persons  connected  with  it: 

//  is  hereby  ordered.  Pursuant  to  sec- 
tions 11  (gi.  12  (e)  and  18  <a)  of  the  act 
and  the  rules  and  regulations  promul- 
gated thereunder,  that  a  hearing  be  held 
upon  said  matter  on  April  15,  1949.  at 
10:00  a.  m  .  e.  s.  t  ,  at  the  oflRces  of  the 
Seciu-ities    and   Exchange    Commission. 


NOTICES 

425  Second  Street  NW..  Washington  25. 
D.  C.  On  such  day  the  hearing  room 
clerk  will  advise  as  to  the  room  in  which 
such  hearing  will  be  held.  Any  person 
desiring  to  be  heard  or  otherwise  wishing 
to  participate  therein  shall  on  or  before 
April  14,  1949,  notify  the  Commis.sion  to 
that  effect  in  the  manner  provided  In 
Rule  XVII  of  the  Commission's  rules  of 
Dr&ct>icc 

It  is  further  ordered.  That  Edward  C. 
Johnson  or  any  other  officer  or  officers  of 
the  Commis.sion  designated  by  It  for  that 
purpose,  .shall  preside  at  the  hearing  in 
such  matters.  The  officer  so  designated 
to  preside  at  the  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted  to 
the  Commi.ssion  under  section  18  (c>  of 
the  act,  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Com- 
mission that  it  has  made  a  preliminary 
examination  of  the  said  declaration  in 
the  light  of  sections  11  (g',  12  (e)  and 
18  <a>  of  the  act  and  that  on  the  ba.sis 
thereof  the  following  matters  and  ques- 
tions are  presented  for  consideration 
without  prejudice,  however,  to  the  pres- 
entation of  additional  matters  and 
questions  upon  further  examination: 

(1)  Whether  the  declaration  and  the 
proposed  solicitation  material  contains 
any  untrue  statement  of  a  material  fact 
or  omits  to  state  a  material  fact  re- 
quired to  be  stated  therein  or  necessary 
to  make  the  statements  therein  not 
misleading; 

(2)  Whether  the  propo.sed  solicitation 
of  the  holders  of  the  $7  Cumulative  Pre- 
ferred Stock  of  Standard  Power  and 
Light  Corporation  is  in  the  public  In- 
terest and  in  the  interest  of  investors 
and  for  proper  purpo.ses  and  whether 
the  .solicitation,  as  proposed,  is  in  cir- 
cumvention of  any  of  the  provisions  of 
the  act  or  any  rule,  regulation,  or  order 
promulgated  thereunder; 


(3)  Whether  the  proposed  solicita- 
tion is  consistent  with  the  applicable 
standards  of  the  act  and  the  rules  there- 
under, and,  whether,  if  such  .solicitation 
be  permitted,  the  interest  of  the  public 
or  of  investors  or  consumers  requires 
the  imposition  of  tern»  and  conditions 
with  resp>ect  thereto:^ 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  wltl-. 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  Thnt  the  Secre- 
tary of  the  Commission  shall  serve  a 
copy  of  this  notice  and  order  by  regis- 
tered mail  on  H.  Mortimer  Kremer,  Her- 
bert Myerberg.  Albert  J.  Fleischmann. 
Selma  Myerberg.  and  Leon  J.  Engel,  and 
that  notice  of  said  hearin?^  shall  be  given 
to  all  other  persons  by  general  release 
of  this  Commission  which  shall  be  dis- 
tributed to  the  pre.ss  and  maHed  to  per- 
sons on  the  mailing  li.'^t  for  releases  un- 
der the  act.  and  that  further  notice  .shall 
be  Riven  to  ?11  persons  by  publication  of 
this  notice  and  order  In  the  Federal 
Register. 

By  the  Commission. 

(sEALl  Orval  L.  DuBois. 

Secretary. 

|F.    R.    Doc.    49  2707;    Filed.    Apr.    7,    1949; 
9:04  a.  m.| 


UNITED  STATES  TARIFF 
COMMISSION 

|Ll5t   No.   D  7  4| 

Ralston  Purina  Co. 
appucation  denied  and  dismissed 
April  5.  1949. 

Complaint  as  listed  below  heretofore 
filed  with  the  Tariff  Commission  for  In- 
vestigation under  the  provisions  of  sec- 
tion 337  of  the  Tariff  Act  of  1930  has  been 
denied  and  dismissed. 


Naine  of  article 


Crisp  r>T  »  afim,  imjiortcHl  umkr  the 
name  "Ky-Kiiip." 


I'urjMise  of  re'jursl 


Exclusion  from  entry. 


Diitr  received 


Jan.    10. 1»49 


.Name  and  «<Mres.<«  oj  complainant 


Rul>ton  Purina  Co.,  W5  South 
St.,  St.  Louis'.',  .Mi». 


Mil 


By  direction  of  the  Commi.ssion. 


[SEAL] 


Sidney  Morgan, 
Secretary, 


|F.    R.    Doc.    49  2635:     Filed,    Apr.    7,    1949; 
8  54  a.  m.j 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AiTTHORrrT:  40  Stat.  411.  55  Stat.  839.  Pub 
Laws  322,  671.  79lh  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum  Supp..  E.  O.  9567, 
June  8.  1945,  3  CFR.  1945  Supp.,  E.  O.  9188. 
Oct.  14.  1946,  11  F.  R    11981 

[Vesting   Order   600A-2501 

Copyrights  of  J.  C.  Hinrichs,  German 
National 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 


1.  That  the  persons  (Including  indi- 
viduals, partnerships,  associations,  cor- 
porations  or  other   business   organiza- 
tions! referred  to  or  nam«>d  In  Column 
5  of  Exhibit  A  attached  hereto  and  madii 
a  part  hereof  and  whose  la  t  known  ad- 
dresses are  listed  In  said  ELxhlbit  A  as 
being  in  a  foreign  country  'the  names 
of  which  persons  are  listed  <a  >  in  Column 
3  of  said  Exhibit  A  as  the  aulhoir  of  the 
works,  the  titles  of  which  are  listed  in 
Column  2,  and  the  copyright  number-^, 
if  any,  of  v.hich  are  listed  in  Column  1. 
respectively,  of  said  Exhibit  A.  and  or 
(b)    in  Column  4  of  said  Exhibit  A  as 
the  owners  of  the  copyrights,  the  num- 
bers, if  any,  of  which  are  listed  in  Col- 
umn 1.  and  covering  works  the  titles  of 
which  are  listed  in  Colunm  2,  respec- 
tively, of  said  Exhibit  A.  and  or  (c>   in 
Column  5  of  said  Exhibit  A  as  otheis 
owning   or   claiming   interests   in   such 
copyrights)  are  residents  of,  or  are  or- 
ganized under  the  laws  of,  or  have  their 
principal  places  of  business  in,  such  for- 
eign country  r.nd  are  naicnals  thereof; 
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2.  That  all  right,  title,  Interest  and 
claim  of  whatsoever  kind  or  nature,  un- 
der the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred  to 
in  Column  5  of  said  Exhibit  A,  and  also 
of  all  other  persons  (Including  individ- 
uals, partnerships,  associations,  cor- 
porations or  'other  business  organiza- 
tions), whether  or  not  named  elsewhere 
in  this  Order  Including  said  Exhibit  A, 
who  are  residents  of,  or  which  are  or- 
tjanlzed  under  the  laws  of  or  have  their 
principal  places  of  business  in,  Germany 
or  Japan,  and  are  nationals  of  such 
foreign  countries,  in,  to  and  under  the 
following: 

a.  The  coyrights,  if  any,  described  in 
said  Exhibit  A, 

b.  Every  copyright,  claim  of  copyright 
and  right  to  copyright  in  the  works  de- 
scribed in  said  Exhibit  A  and  In  every 
Issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof,  in  whole  or  in  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
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wise  asserted,  and  whether  or  not  spe- 
cifically designated  by  copyright  num- 
ber, 

c.  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  resp>ect  to  the 
foregoing. 

d.  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts,  by 
way  of  royalty,  share  of  profits  or  other 
emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  con- 
tract or  otherwise,  with  respect  to  the 
foregoing. 

e.  All  rights  of  renewal,  reversion  or 
revesting,  if  any,  in  the  foregoing,  and 

f.  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  resfject 
to  the  foregoing,  including  but  not  lim- 
ited to  the  rights  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright  or  the 
violation  of  any  right  or  the  breach  of 
any  obligation  described  in  or  affecting 
the  foregoing, 

is  property  of,  and  Is  property  payable 
or  held   with  respect  to  copyrights  or 


1699 

rights  related  thereto  in  which  Interests 
are  held  by,  and  such  property  itself  con- 
stitutes interests  held  therein  by,  the 
aforesaid  nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  inter- 
est of  and  for  the  benefit  of  the  United 
States. 

The  teriii  "national"  as  used  herein 
shall  have  the  meaning  prescribed  In 
section  10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  11,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Aasistant  Attorney  Gericral, 
Director.  Office  of  Alien  Property. 


KXIIIHIT  .A 

Column  1 
Copyright  .Nos. 

Column  2 
TitlfS  of  works 

Column  3 

Names  and  last  known  nationalities 
of  authors 

Column  4 

Nanie^  and  last  known  addresses  of 
owners  of  eopyrights 

Column  S 

Identified 

persons  whose 

Interests  are 

being  vested 

A    Kor.  33«I3  (vol  I);  A.  For.  .■?90I4  (vol. 
Hi;  a.  Kor.  *WS»  (vol.  Ill);  A.   Kor. 
yti23  (vol.  IV);  A.  Kor.  ISWIO  (vol.  V). 

Wiirtorbucli  (lor  apyptisclioii  S|irache. 
vol.  I,   IWii.;  vol.  11.   r.i>.   vol.  Ill, 
l«2y;  vol  IV.  1'j:ki;  and  \-^.  V.  i'.«i. 

Adolf  Krman  and  Hermann  Graiww 
(cdiior.s)    (nationalities    not    est«b- 
lishe^l). 

J.  C.  Hinrichs,  VerlaE,  L«>ipzlK,  Ger- 
niatiy.    (.Nationality,  (iermaii). 

Owner. 

(F.  R.  Doc.  49-2666;   Filed,  Apr.  7,  1949;   8:58  a.  m.J 


\ 


(Dissolution  Order  87] 
Yam/naka  &  Co.,  Inc. 

Whereas,  by  Vesting  Order  Number  25 
executed  June  16,  1942  (7  F.  R.  5207, 
July  9,  1942  • ,  as  amended  on  September 
24,  1942  (7  F.  R.  7818.  October  2.  1942", 
there  were  vested  150  shares  of  no  par 
value  common  capital  stock,  constituting 
all  of  the  issued  and  outstanding  capital 
stock  of  Yamanaka  &  Co.,  a  Massachu- 
setts corporation ;  and 

Whereas,  by  Vesting  Orders  330.  exe- 
cuted November  5,  1942  C  F.  R^  9755,  No- 
vtmber  24.  1942 >,  6195,  executed  April 
16.  1946  (11  F.  R.  4681.  April  27.  1946'. 
and  12390.  executed  November  15,  1948 
(13  F.  R.  7392,  December  3,  1948  >,  there 
were  vested  certain  obligations  owed  by 
the  corporation  to  foreign  nationals, 
which  obligations  were  subsequently  dis- 
charged by  payment:  and 

Whereas,  Yamanaka  k  Co.,  Inc.  has 
been  substantially  liquidated; 

Now,  under  the  authority  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
and  Executive  Orders  9095,  as  amended, 
and  9788,  and  pursuant  to  law,  the 
undersigned,  after  Investigation: 

1.  Finding  that  the  claims  of  all  known 
rr'dltors  have  been  paid  except  such 
f  i;iim,  if  any.  as  the  Attorney  General  of 
til*'  United  States  may  have  for  monies 
advanced  or  services  rendered  to  or  on 
behalf  of  the  corporation ;  and 


2.  Having  determined  that  It  is  in  the 
national  interest  of  the  United  States 
that  said  corporation  be  dissolyed,  and 
that  its  assets  be  distributed,  and  a  de- 
cree by  the  Supreme  Judicial  Court  of 
Ma.ssachusetts,  Suffolk  County,  dissolving 
said  corporation  having  been  entered; 

hereby  orders,  that  the  officers  and  direc- 
tors of  Yamanaka  &  Co.,  Inc.  (to  wit. 
C.  R.  Bergherm.  President,  Treasurer  and 
Director,  and  C.  Gordon  Lamude.  Secre- 
tary and  Director,  and  their  succe.ssors,  or 
any  of  them),  continue  the  proceedings 
for  the  dls.so."*>.itlon  of  Yamanaka  &  Co., 
Inc.;  and  further  orders,  that  the  said 
officers  and  directors  wind  up  the  affairs 
of  the  corporation  and  distribute  the  as- 
sets thereof  coming  into  their  possession 
as  follows: 

( a »  They  shall  first  pay  the  current  ex- 
penses and  rea.sonable  and  necessary 
charges  of  winding  up  the  affairs  of  said 
corporation  and  the  dissolution  thereof; 
and 

(b)  They  shall  then  pay  all  known 
Federal,  state,  and  local  taxes  and  fees 
owed  by  or  accruing  against,  the  said 
corppratlon;  and 

^cT  They  shall  then  pay  over,  transfer, 
assign  and  deliver  to  the  Attorney  Gen- 
eral of  the  United  States,  all  of  the  funds 
and  prop)erty.  If  any,  remaining  in  their 
hands  after  the  payments  as  aforesaid, 
the  same  to  be  applied  by  him,  first  in 
satisfaction  of  such  claim,  if  any,  as  he 


may  have  for  monies  advanced  or  serv- 
ices rendered  to  or  on  behalf  of  the  cor- 
poration, and  second,  as  a  liquidating 
distribution  of  as.sets  to  the  Attorney 
General  of  the  United  States  as  holder 
of  all  the  issued  and  outstanding  stock 
of  the  corporation;  and 

further  orders,  that  nothing  herein  set 
forth  .shall  be  construed  as  prejudicing 
the  right,  under  the  Trading  With  the 
Enemy  Act,  as  amended,  of  any  person 
who  may  have  a  claim  against  said  cor- 
poration to  file  such  claim  with  the  At- 
torney General  of  the  United  States 
against  any  funds  or  property  received 
by  the  Attorney  General  of  the  United 
States  hereunder;  Provided,  hoicever. 
That  nothing  herein  contained  shall  be 
construed  as  creating  additional  rights 
In  such  person;  And  provided  further. 
That  any  such  claim  against  said  cor- 
poration shall  be  filed  with  or  presented 
to  the  Attorney  General  of  the  United 
States  within  the  time  and  in  the  form 
and  manner  prescribed  for  .such  claims 
by  the  Trading  With  the  Enemy  Act,  as 
amended,  and  applicable  regulations  and 
orders  issued  pursuant  thereto;  and 
further  orders,  that  all  actions  taken  and 
acts  done  by  the  said  officers  and  direc- 
tors of  Yamanaka  &  Co.,  Inc.  pursuant 
to  this  Order  and  the  directions  con- 
tained herein  shall  be  deemed  to  have 
been  taken  and  done  In  reliance  on  and 
pursuant  to  paragraph  numbered  (2)  of 
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subdivision  <b>  of  section  5  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
and  the  acquittance  and  exculpation 
provided  therein. 

Executed  at  Washington.  D.  C,  this 
5th  day  of  April  1949. 

For  the  Attorney  General. 

I  seal!  D.wid  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2667:    Filed.    Apr.    7,    1949; 
8.58  a.  m.) 


NOTICES 

the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.   C,  on 
March  21,  1949. 
For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|P.    R.    Doc.    49-2662;    Filed,    Apr.    7,    1949; 
8  58  a.  m.) 


(Vesting  Order  12967) 


The  terms  "national"  and  "designatrd 
enemy  country"  as  u.sed  herein  shall  havp 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[sKAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49  2663.    Piled,    Apr.    7,    194>. 
8:58  a.  ml 


[Vesting  Order   12964) 
Max  Decker 

m  re :  E-state  of  Max  Decker,  deceased. 
File  No.  D-28-2021.  E.  T.  sec.  2122. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Johann  (Hans)  Decker.  Hans 
Walber.  Emma  Wilhelmine  Walbcr. 
Dieter  Walber,  and  Ernst  Alfred  Walber. 
whose  last  known  addre.ss  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  de.signated  enemy  country 
(Germany" ; 

2.  That  the  domiciliary  per.sonal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees  of  Maximilian  Walber, 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each 
of  them  In  and  to  the  estate  of  Max 
Decker,  deceased,  is  property  payable  or 
deliverable  to.  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  the  Treasurer  of 
the  City  of  New  York,  as  Depositary, 
acting  under  the  judicial  supervision  of 
the  Surrogate's  Court  of  New  York 
County,  New  York ; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
Identified  In  subparagraph  1  hereof,  and 
the  domiciliary  personal  representatives. 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Maximilian  Walber.  deceased. 
are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  ( Germany ». 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  ccrtificatiot:,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


Richard  Hellmann  and  Title  Guarantee 
and  Trust  Co. 

In  re:  Trust  under  agreement  dated 
January  5.  1926.  between  Richard  Hell- 
mann. grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee.  Pile  No.  F-28- 
13675-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Luise  (Louise*  Hellmonn  and 
Paul  Hellmann,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  "Germany) : 

2.  That  the  child  or  children,  names 
unknown,  of  Luise  (Louise  >  Hellmann 
and  Paul  Hellmann.  who  there  is  reason- 
able cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  < Germany)  ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  and  arising  out  of  or  under  that 
certain  tru.st  agreement  dated  January 
5,  1926.  by  and  between  Richard  Hell- 
mann, grantor,  and  Title  Guarantee  and 
Trust  Cempany,  trustee,  presently  being 
administered  by  Title  Guarantee  and 
Trust  Company,  176  Broadway,  New 
York  7.  New  York,  trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof,  and  the 
child  or  children,  names  unknown,  of 
Luise  (Louise*  Hellmann  and  Paul  Hell- 
mann are  not  within  a  designated  enemy 
country,  the  national  Interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest.  • 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 


(Vesting  Order  12987) 

Else  Schanz 

In  re:  Trust  under  the  will  of  El  o 
Schanz,' decea.sed.  File  No.  D-28-8102; 
E.  T.  sec.  9463. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  the  City  of  Schoenbeck,  Ger- 
many, is  a  political  sub-division  of  a  des- 
ignated enemy  country  ( Germany  > : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  said  City  of  Schoenbeck.  Ger- 
many, in  and  to  the  trust  created  under 
the  will  of  Else  Schanz.  deceased,  is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by  the  aforesaid  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  The  State  Trust 
Company  at  Plainfield.  New  Jersey,  as 
trustee,  acting  under  the  judicial  super- 
vision of  the  Superior  Court  of  New  Jt-r- 
.sey.  Probate  Division.  Union  County. 

AH  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certiflcatioii.  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  iLsed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.    R.    Doc.    49  2664:    Filed.    Apr.    7,    194.': 
8:38  a.  m.) 


(Vesting  Order  13025) 
Martha  Daube  and  Ernest  K  Graichen 
In  re:  Rights  of  Martha  Daube  as  ben- 
eficiary under  Certificate  No.  15313  IssukI 
by  State  Employees'  Retirement  Sy.stem. 
State  of  California,  to  Ernest  K.  Gra;- 
chtn.    Pile  No.  D-28-1217a-H-l. 


Friday,  April  8,  1949 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Bxec- 
utlve  Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  f««nd: 

1.  That  Martha  Daube,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  Certificate  No.  15313 
issued  by  the  State  Employees'  Retire- 
ment System,  Sacramento,  California, 
to  Ernest  K.  Graichen,  San  Francisco. 
California,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  penson 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
•  Germany). 

All  determinations  and  all  action  re- 
,  quired  by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.    49-2665;    Filed.    Apr.    7,    1949; 
8:58  a.  m.) 


[Vesting  Order   13063) 
Henry  Brummel 

In  re:  Remainder  Interest  In  real  prop- 
erty and  property  insurance  policies 
owned  by  Henry  Brummel. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  It  is  hereby  found: 

1.  That  Henry  Brummel,  whose  last 
known  address  is  Herebrock,  Prexel,  67, 
Germany,  Is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
I  Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  one-third  Interest  in 
real  property  situated  In  Bremer  County 
and  Butler  County,  State  of  Iowa,  par- 
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tlcularly  described  in  Exhibit  A,  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures.  Improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
for  rents,  refunds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of 
such  prop>erty,  excepting,  however,  the 
life  estate  in  the  aforesaid  owned  by 
Marie  Bu.sse.  and 

b.  All  right,  title  and  interest  of  Henry 
Brummel  in  and  to  the  property  insur- 
ance policies  described  in  Elxhibit  B.  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  which  policies  insure  the 
real  projierty  described  in  subparagraph 
2-a  hereof. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  is  not  within 
a  designated  enemy  country,  the  na- 
tional interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany), 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a  here- 
of, excepting  the  life  estate  therein 
owned  by  Marie  Bu.sse,  subject  to  re- 
corded liens,  encumbrances  and  other 
rights  of  record  held  by  or  for  persons 
who  are  not  nationals  of  designated 
enemy  coimtries,  and 
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There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held. 
Used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  .section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Parcel  No.  1.  All  that  certain  piece  or 
parcel  of  land  situate  in  the  County  of  Bre- 
mer, State  of  Iowa,  described  as  follows,  to 
wit: 

The  South  One-half  (S'i)  of  Lots  One  (1) 
and  Two  (2),  in  Block  Fifteen  (15)  In  Wm. 
Sturdevant's  Addition  to  the  Town  (now 
City)    of  Waverly.  Iowa. 

Parcel  No.  2.  All  that  certain  piece  or 
parcel  of  land  situate  in  the  County  of  Bre- 
mer. State  of  Iowa,  described  as  follows,  to 
wit: 

Tlie  North  Half  (N'i  )  of  Lots  One  and  Two 
(1  and  2)  In  Block  Six  (6)  in  J.  J.  Smith's 
Addition   to  Waverly.   Iowa. 

Parcel  No.  3.  All  that  certain  piece  or  par- 
cel of  land  situate  In  the  County  of  Butler, 
State  of  Iowa,  described  as  follows,  to  wit: 

The  West  One-half  (W'2)  of  the  Southeast 
Quarter  (SE'4)  of  Section  Thirty-five  (35), 
Township  Ninety-three  (93)  North.  Range 
Fifteen  (15)  West  of  the  5th  P.  M.  and  The 
North  Fractional  One-half  (Nfr'a)  of  the 
Northwest  Quarter  (NWI4)  of  Section  Two 
(2)  and  the  West  (Wi  24.30  acres  of  the 
Northwest  Fractional  Quarter  (NWfr>4)  of 
the  Northeast  Quarter  (NEI4  )  of  Section  Two 
(2),  all  in  Township  Ninety-two  (92 1  North, 
Range  Fifteen    (15)    West  of  the  5th  P.  M. 


KxniBIT  B 

N.imc  of  company  and  address 

Type 

Number 

Amount 

Expiration 
date 

Property  covere* 

Thp  Hn-nior  County  MutiiBl  Fire  and 

Fire  and  liRhtninj! 

29642 

$7,450 

Sept.    2.1950 

3in  ,Mli  St.  S\V. 

LichtninK  InsunuiO'  A.s,<i)(iation,W»- 

(parcel  .No.  1). 

verlv.  liiwH. 

Iowa  .Miiiiial  Tornado  In.surancc  A-sso- 

Tornado 

2744H6 

7,  2.'i0 

do  .  

Do. 

cialioii,  Di'.s  Moines.  Iowa. 

Town  .Mutual  DwiUiiiR  Insurance  Co., 

Fire    and    wind- 

0(i741,3 

.\400 

Mar.    1.19.50 

623  al  .St.   N\V. 

Dm  Moine.s,  Iowa. 

storm. 

(parft'l  .\o.  2). 

The  Bremer  County  Mutual  Fire  and 

F'ireandllKhtning 

29031 

18,200 

Sept.  23.1949 

Farm       mnierly 

Muhliiinp     In.surance     Association, 

(paroe   No.  3). 

•  Waverlv,  Iowa. 

Iowa  Mutual  Tornado  Insurance  Asso- 

Tornado    and 

22«:S8 

18.300 

July    22. 1»49 

Do. 

ciation,  l)e«  Moines,  Iowa. 

windstonn. 

[F.  B.  Doc.  49-2599;  Filed,  Apr,  6,  1949;  8:56  a.  m.] 


Raoul  Hafner 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  In  Washington,  D.  C, 
Including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 


Claimant,  Claim  No.,  and  Property 

Raoul  Hafner,  Somerset,  England.  Claim 
No.  3387;  Property  described  in  Vesting  Order 
No.  201  (8  F.  R.  625,  January  16,  1943)  relating 
to  all  right,  title  and  interest  in  and  to 
United  States  Letters  Patent  Nos.  2,121,345; 
2,131,348;  2,067.633;  2,150.969;  2.265.366; 
2,070,657;  2,078,663;  2,067,634;  and  the  undi- 
vided one-half  part  of  the  whole  right,  title 
and  Interest  In  and  to  United  States  Letters 
Patent  No.  1.909,845.  Property  described  in 
Vesting  Order  No.  2429  (8  F.  R.  16536,  Decem- 
ber 8,  1943)  relating  to  all  right,  title  and 
Interest  In  and  to  United  States  Letters 
Patent  Nos.  2.088,413  and  2.047,776.  Property 
described  in  Vesting  Order  No.  68  (7  F.  R.  6181, 
August  11.  1942)    relating  to  United  States 
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Patent  Application  Serial  No.  223.406  (now 
United  States  Letters  Patent  No.  2,338.935). 
Property  described  In  Vesting  Order  No  2435 
(8  F.  R.  16327,  December  4,  1943)  relating  to 
an  undivided  one-half  part  of  the  whole 
right,  title  and  Interest  In  and  to  United 
States  Letters  Patent  No.  1.992,015  and  an 
undivided  one-third  part  of  the  whole  right, 
title  and  Intere.st  In  and  to  United  SUtes 
Letters  Patent  No.  2,070,686. 

Executed   at  Washington,  D.   C,   on 

March  30.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49  2605:    Filed,    Apr.    6,    1949; 
8  57  a.  m.) 


[Return  Order  288] 
Adeline  B.  Hyney 


NOTICES 

crease  or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Adeline  B  Hyney,  Roselle  Park.  New  Jer- 
sey. Claim  No.  25845;  February  26.  1949,  (14 
F.  R.  913);  $1020  86  in  the  Treasury  of  the 
United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  1,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazeloh. 

Assistant  Attorney  GenercCl. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2668;    Filed,    Apr.    7,    1949; 
8:58  a.  m.| 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 


[  Return  Order  291] 
Odda  Smelteverk 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claims,  which  Is  incor- 


porated by   reference  herein  and  filed 
here'fc'ith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Odda  Smelteverk  A  S,  Odda.  Norway. 
Claim  No.  33754;  February  22.  1949.  (14  F.  R. 
814);  Property  described  In  Vesting  Order 
No.  672  (8  F.  R.  5020.  April  17.  1943).  relating 
to  United  States  Letters  Patent  Nos.  1.816,285: 
1821309;  1.834,454;  1.8.34.455:  1,856,187; 
l!869.738;  1.876,501;  1.900.287;  1,924,041; 
l!939,351  and  1,976.283.  This  return  shall  not 
be  deemed  to  Include  the  rights  of  any 
licensees  under  the  above   patents. 

Appropriate    documents    and    papei> 
effectuating  this  order  will  issue. 

Executed   at   Washington,  D.   C,  on 
April  1.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49  2669:    Filed,    Apr.    7,    1949; 
8:59  a.  m.l 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter    III — Foreign    and    Territorial 
Compensation 

Subchapter   B — The   Secretary   of   State 
1  Foreign  Service  Reg,  S  55| 

Part  325 — Additional  Compensation  in 
Foreign  Areas 

designation  of  differential  posts 

April  5,  1949. 

Section  325.11  Designation  of  differ- 
ential  posts,  is  amended  as  follows,  ef- 
fective on  the  dates  indicated: 

1.  Effective  as  of  the  beginning  of  the 
pay  period  which  includes  January  2. 
1949,  paraRraph  ta)  is  amended  by  the 
addition  of  the  following  post: 

Chocola,  Guatemala, 

2.  Effective  as  of  the  besinning  of  the 
pay  period  wliich  includes  January  2. 
1949.  paragraph  <b)  is  amended  by  the 
iiddilion  of  the  following  post: 

Fort  Churchill.  Canada. 

3.  Effective  as  of  the  beginning  of  the 
pay  period  which  includes  January  2. 
1949,  paragraph  "d)  is  amended  by  the 
addition  of  the  following  posts: 

Wallrr  Air  Force   Ba.se,   Trinidad. 
Lat,-ens  Air  Force  Base,  Azores. 

4.  Effective  as  of  the  beginning  of  the 
fir.^t  pay  period  after  March  5,  1949, 
paragraph  'a>  is  amended  by  the  addi- 
tion of  the  following  post: 

Amman,  Transjordan. 

5.  Effective  at  the  close  of  the  pay 
period  which  includes  April  30,  1949, 
paragraph  (d)  is  amended  by  the  deletion 
of  the  following  posts: 

Lima,  Peru. 
Mexican.  Mexico. 

(Sec.  207.  Pub.  Law  491.  80th  Cong.,  as 
amended  by  sec.  104,  Pub.  Law  862,  80th 
Cong.:  Part  I.  E.  O.  10000.  Sept.  16.  1948. 
13  F.  R.  5453.  3  CFR.  1948  Supp.) 

For  the  Secretary  of  State. 

I  seal]  John  E.  Peurifoy, 

Assistant"  Secretary. 

|F.    R.    Doc.    49-2715;    Filed.    Apr.    8,    1949; 
8:51  a.  m.l 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchopter    C — Loons,    Purchases,    and    Other 
Operations 

Part  610 — Dairy  Products 
subpart — butterfat  price  support 

PROGRAM 

?  610.100  Price  support  program  for 
hutterfat.  'at  Commodity  Credit  Cor- 
poration "hereinafter  called  CCC)  will 
purchase,  during  the  remainder  of  1949. 
salted  cieamery  butter  of  U.  S.  Grade  B 
or  higher,  f.  o.  b.  offered  delivery  points 
at  any  location  in  the  United  States,  at 
the  following  prices  for  butter  of  the 
grades  .'specified,  delivered  to  CCC  during 
the  periods  indicated: 


I'cliMry  pcriml 

V.  S. 
( i  r.ulc 
.K  ami 
hinbcr 

<  iiitf 
J  a  Ih. 

r.  p. 

Hcforr  S<  |>l    1.  I'.'-l'.t                

Ciiitx 
prr  /'>. 

.'.7 

ttii  ;in<l  uftti  !-« (I'l.  1,  I'.'l'.t 

rc              ta) 

(b>  Butter  purchased  shall  be  pro- 
duced and  located  in  the  continental 
United  States.  Purcha.ses  will  be  made 
on  an  offer  and  acceptance  ba-sis,  in  units 
of  not  less  than  minimum  carlots  as  pre- 
scribed by  the  Office  of  Defense  Trans- 
portation for  the  area  where  the  butter 
is  located.  The  butter  shall  be  bulk 
butter,  solid-packed  in  commercial  con- 
tainers. Weights  and  grades  of  the  but- 
ter shall  be  evidenced  by  inspection  cer- 
tificates issued  by  the  U.  S.  Department 
of  Agriculture. 

'c»  Purchases  will  be  made  by  CCC 
subject  to  the  terms  and  conditions  of 
Announcement  Da-64  and  any  amend- 
ments which  may  be  Issued  thereto. 
Copies  of  Announcement  Da-64  may  be 
obtained  from  the  Director.  Dairy 
Branch,  Production  and  Marketing  Ad- 
ministration. U.  S.  Department  of  Agri- 
culture, Washington  25,  D.  C. 

<d)  Butter  acquired  under  the  pro- 
gram will  be  available  for  sale  in  the  do- 

(Contlnued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
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cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or    after    January    1,    1949. 

The  following  books 
are    now    available: 

Titfe  3,  J948  Supplement  ($2.75). 

Tif/es  4-5  ($2.25). 

Title   6   ($3.00). 

Title   7,   Parts    1-201    ($4.25). 

These  books  may  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  OfRce,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 
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and  Share  Co — 

Columbia  Gas  System.  Inc — 
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of. 
Commodity  Credit  Corporation 

See  Agriculture  Department. 


1707 


1707 
1707 
1707 
1707 


1708 


mestic  market  at  not  less  than  the  pur- 
chase price  pliLs  storage  and  other  carry- 
ing costs  incurred  by  CCC.  or  for  sale  to 
other  Government  agencies  and  school 
lunch  programs.     '62  Stat.  1247  > 

Done  at  Washington.  D.  C.  this  7th 
day  of  April  1949. 

I  SEAL  1  Harold  K  Hill. 

ActiiiQ  Manaqer, 
Commodity  Credit  Corporation. 

Apr.    8.    1949; 


|F.    R.    Doc. 


49-2758;    Filed. 
9:01  a.  m.| 
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irtah  Power  and  Light  Co 1722 

State  Department 

Rules  and  regulations: 

Additional  compensation  in  for- 
eign areas;  designation  of 
differential  posts 1703 

Treasury  Department 

See  Coast  Guard. 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Orange  Reg.   163] 

Part    933— Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

5  933.433  Orange  Regulation  163— <a^ 
Findings.  ( 1 »  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
33,  as  amended  (7  CFR  and  Supps.  Part 
933'.  regulating  the  handling  of  oranges, 
grapefruit,  and  tangerines  grown  in  the 
State  of  Florida,  effective  under  the  ap- 
plicable provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended,  and  upon  the  basis  of  the  rec- 
ommendations of  the  committees  estab- 
lished under  the  aforesaid  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information,  it  is  hereby 
found  that  the  limitation  of  shipments 
of  oranges,  as  hereinafter  provided,  will 


Saturday,  April  9,  1949 

tend  to  effectuate  the  declared  policy  of 
the  act. 

<2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  is  in- 
suflBcient  and  a  rea.sonable  time  is  per- 
mitted, under  the  circumstances,  for  such 
effective  date. 

(b>  Order.  (1)  During  the  jseriod  be- 
ginning at  12:01  a.  m..  e.  s.  t..  April  11. 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t., 
April  25,  1949.  no  handler  shall  ship: 

<i»  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  I  which 
grade  U.  S.  No.  2  Bright.  U.  S.  No.  2, 
U.  S.  No.  2  Russet,  U.  S.  No.  3.  or  lower 
than  U.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet,  U.  S.  No. 
3,  or  lower  than  U.  S.  No.  3  grade; 

(iii)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No. 
2  Bright  unless  such  oranges  (a)  are  in 
the  same  container  wtth  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and 
(b)  are  not  in  exce.ss  of  50  percent,  by 
count,  of  the  number  of  all  oranges  in 
such  container;  or 

(iv)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I  or 
Regulation  Area  II  which  are  of  a  size 
larger  than  a  size  that  will  pack  126 
oranges,  packed  in  accordance  with  the 
requirements  of  a  standard  pack,  in  a 
standard  nailed  box. 

(2)  As  used  in  this  section,  the  terms 
"handler,"  "ship."  "Regulation  Area  I." 
and  "Regulation  Area  II"  shall  each 
have  the  same  meaning  as  when  used 
in  said  amended  marketing  agreement 
and  order;  and  the  terms  "U.  S.  No.  1 
Russet."  "U.  S.  No.  2  Bright."  "U.  S. 
No.  2."  "U.  S.  No.  2  Russet."  "U.  S.  No. 
3."  "standard  pack."  "container."  and 
"standard  nailed  box"  shall  each  have 
the  same  meaning  as  when  used  in  the 
United  States  Standards  for  Oranges  (13 
P.  R.  5174.  5306).  Shipments  of  Temple 
oranges  grown  in  the  State  of  Florida 
are  subject  to  the  provisions  of  Orange 
Regulation  159  (14  P.  R.  501.  637).  (48 
Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  .seq.;  7  CFR  and  Supps.  Part  933 » 

Done  at  Washington,  D.  C,  this  6th 
day  of  April  1949. 

[seal!  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

|P.    R.    Doc.    49  2741;    Piled,    Apr.    8.    1949; 
8:C6  a.  m.l 


FEDERAL   REGISTER 

ILemon  Reg   314] 

Part  953 — Lemons  Grown  in  California 
and  Arizona 

limitation  of  shipments 

8  953.421  Lemon  Regulation  314— (a) 
Findings.  (D  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR.  Cum.  Supp.. 
953.1  et  seq.;  13  P.  R.  766),  regulating 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  .submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effectu- 
ate the  declared  policy  of  the  act. 

<2>  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gape  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  .seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Aat  of  1937.  as  amended,  is  insuffi- 
cient, and  a  reasonable  time  is  permit- 
ted, under  the  circumstances,  for  prep- 
aration for  such  effective  date. 

(b)  Order,  d)  The  quantity  of  lem- 
ons grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m,  P.  s.  t..  April  10,  1949.  and 
ending  at  12:01  a.  m..  P.  s.  t.,  April  17, 
1949,  is  hereby  fixed  as  follows: 

(i>  District  1:  340  carloads; 

(ii)   District  2:  Unlimited  movement. 

(2'  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  market- 
ing agreement  and  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  In  this  section,  "handled,*' 
"handler."  "carloads,"  "prorate  base," 
"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31. 
as  amended;  7  U.  8.  C.  601  et  seq.) 

Done  at  Washington.  D.  C,  this  7th 
day  of  April  1949. 

[seal!  8.  R.  Smith. 

Director.  Fruit,  and  Vegetable 
Branch.  Production  and  Mar- 
keting Adminintration. 
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Prorate  Base  Scheeule 

district  no.  1 

Storage  date:   April  3,   1949 

(12:01    a.   m.   Apr.    10.    1949.   to    12:01    a.   m. 
Apr.  24.  1949] 

Prorate  base 
Handler  {percent) 

Total 100.  COO 

American      Pruit      Growers,      Inc., 

Corona .442 

American  Fruit  Growers,  Inc.,  Ful- 

lerton l.  ]77 

American  Fruit  Growers,  Inc.,  Lind- 
say   .000 

Hazeltine  Packing  Co 1.183 

Ventura  Coa.^tal  Lemon  Co l.i;9S 

Ventura   Pacific   Co 2.247 

Total  A    F.  G- 6.342 

Klink  Citrus  Association .079 

Lemon  Cove   Association .014 

Glendora    Lemon    Growers    Associa- 
tion    1.  270 

La  Verne  Lemon  Association .542 

La  Habra  Cirrus  Asrociation.  Tlie 1.  542 

Yorba  Linda  Citrus  Association,  The.  1.  031 

Escondido  Lemon   Association 6.280 

Alta  Lfjma  Heights  Citrus  Associa- 
tion    .  277 

Etiwanda  Citrus  Fruit  A.«:sociation-.  .417 

Upland  Lemon  Growers  Association.  2  452 

Central    Lemon    Association 1.735 

Irvine  Citrus  Association.  The 1.  120 

Piacentia  Mutual  Orange  Associa- 
tion  1.440 

Corona  Citrus  Association .781 

Corona  Foothill  Lemon  Co 2.216 

Jameson    Company .650 

Arlington  Heights  Citrus  Co 1.156 

College  Heights  Orange  &  Lemon  As- 
sociation   1. 358 

Chula  Vista  Citrus  Association.  The.  1.  (;85 

El  Cajon  Valley  Citrus  A.ssociation_  .  240 

Fallbrook  Citrus  Association 1.383 

Lemon  Grove  Citrus  Association 357 

San  Dimas  Lemon  Association 2.026 

Carpinteria  Lemon  Association 2.144 

Carplnteria  Mutual  Citrus  Associa- 
tion   2.488 

Goleta  L«mon  Association 1   865 

Johnston    Fruit   Co 5.275 

North  Whittler  Heights  Citrus  Asso- 
ciation  .815 

San  Fernando  Heights  Lemon  Asso- 
ciation    1.858 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   1. 771 

Tulare  County  Lemon  &  Grapefruit 

Association .  317 

Briggs  Lemon  Association 1.607 

Culbertson   Lemon  Association 1.  190 

Fillmore  Lemon  A.ssociation 1.731 

Oxnard  Citrus  Association 8.  162 

Rancho   Sespe 1.137 

Santa  Clara  Lemon  Association 2.926 

Santa  Paula  Citrus  Fruit  Associa- 
tion    4.  126 

Satlcoy  Lemon  Association 2.539 

Seaboard  Lemon  Association 4  804 

Somis  Lemon  Association 3.  128 

Ventura  Citrus  Association .707 

Llmonelra    Co 3.132 

Teague-McKevett    Association .912 

East  Whittier  Citrus  Association .828 

Leflflngwell  Rancho  Lemon  Associa- 
tion   .593 

Murphy  Ranch  Co 1.272 

Whittler  Citrus  Association .558 

Whittler  Select  Citrus  Association..  .182. 

Total  C.  F.  G.  E -  85.651 

Chula  Vista  Mutual  Lemon  Associa- 
tion   .587 

Escondido  Cooperative  Citrus  Asso- 
ciation   .439 
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Prorate  Base  Schtoui-i: — Continued 
DISTRICT  NO.  1 — continued 

Frorate  base 
Handler  (percent) 

Index  Mutual  Association 0.191 

La  Verne  Cooperative  Citrus  Associa- 
tion  1-228 

Orange  Belt  Fruit  Distributors 1.902 

Orantie  Cooperative  Citrus  Associa- 
tion   -loa 

Ventura    County    Orange   &   Lemon 

Association 2.  704 

Whlttier   Mutual   Orange   &   Lemon 

Association -236 

Total  M.  O.  D— 7-393 

Evans  Brothers  Packing  Co .093 

Hill.  Emma  H -005 

Johnson.    Fred .110 

Lorbeer.  Carroll  W.  C .060 

MacDonald.  Hugh  J -000 

Manos.  Gus  and  William .008 

Paramount   Citrus  Association .029 

Robb.  Homer  F .O-^S 

Robinson.  A.  A .072 

Sachs.  Maurice  A .000 

San  Antonio  Orchard  Co .117 

Schaefer.  Charles  A--- .005 

Table  Praise  Avocado  Co..  Inc -  .089 

Winkler.   William - 004 

Total  Independents .614 

(P.    R.    Doc.    49-2791;    Filed.    Apr.    8.    1949; 
10:11  a.  m.l 


[Orange  Reg.  2751 

Part  966 — Oranges  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  966.421  Orange  ReQulation  275 — 
(a>  Findings.  <1"  Pursuant  to  the  pro- 
vi.sions  of  Order  No.  66  '7  CFR,  Cum. 
Supp..  966.1  et  seq.)  reRulating  the 
handliriR  of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Orange  Admin- 
istrative Committee,  e.stablished  under 
the  said  order,  and  upon  other  available 
information,  it  is  hereby  found  that  the 
limitation  of  the  quantity  of  such 
oranges  which  may  be  handled,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2>  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  i60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.'  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
ba.-ed  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient. 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  «1>  The  quantity  of 
oranges  grown  in  the  State  of  Califor- 
nia or  In  the  Slate  of  Arizona  which 
mav  be  handled  during  the  period  be- 
ginning at  12:01  a.  nv.  P.  s.  t..  April  10. 
1949.  and  ending  at  12;01  a.  m.,  P.  s.  t., 


RULES  AND  REGULATIONS 

April   17.   1949.  is  hereby  fixed  as  fol- 
lows : 

(i)  Valencia  oranges.  (a)  Prorate 
District  No.  1 :  No  movement ; 

(b)  Prorate  District  No.  2:  No  move- 
ment; 

<c>  Prorate  District  No.  3:  Unlimited 
movement. 

(ii>  Oranges  other  than  Valencia 
oranges,  (a  >  Prorate  Chstrict  No.  1 :  Un- 
limited movement: 

<b)  Prorate  District  No.  2:  500  car- 
loads; 

(c»  Prorate  District  No.  3:  Unlimited 
movement. 

(2>  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3 )  As  used  in  this  section,  "handled." 
"handler."  "carloads."  and  "prorate  base" 
shall  have  the  same  meaning  as  is  given 
to  each  such  term  in  the  said  order;  and 
"Prorate  District  No.  1,"  "Prorate  Dis- 
trict No.  2."  and  "Prorate  District  No.  3  ' 
shall  have  the  same  meaning  as  is  given 
to  each  such  term  in  §  966.107  <11  F.  R. 
10258 1  of  the  rules  and  regulations  con- 
tained in  this  part.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C.  this  8th 
day  of  April  1949. 

I  SEAL  1  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

Prorate  Base  Schedule 

fl2:01   a.  m.  Apr.   10.   1949.   to    12:01    a.   m. 
Apr.  17.  19491  / 

ALL  ORANOES   OTHER  THAN   VALENCIA   ORANGES 

Prorate  District  So.  2 

Prorate  base 
Handler                         {perceyit) 
Total --- 100.  0000 

A.  F.  G   Alta  Loma •  385ft 

A.  F.  Ci.  Corona .3580 

A.  F.  G.  Fullerton 0000 

A.  F.  G.  Orange .0414 

A.  F.  G.  Riverside .7403 

Hazeltine  Packing  Co .1320 

Placentla  Pioneer  Valencia  Growers 

Association .0660 

Signal  Fruit  Association .9115 

Azusa  Citrus  Association 1.2616 

Damerel-AUison  Co 1.2632 

Glendora  Mutual  Orange  Associa- 
tion   .5617 

•Irwlndale  Citrus  Association .4838 

Puente  Mutual  Citrus  Association.  .0502 
Valencia    Heights    Orchards    Asso- 
ciation   .2137 

Covlna  Citrus  Association 1.8578 

Covlna    Orange    Growers    Associa- 
tion    -6034 

Glendora   Citrus   Association .9929 

Glendora  Heights  Orange  &  Lemon 

Growers   As.soclatlon .1711 

Gold  Buckle  Association 3.3006 

La  Verne  Orange  As.soclatlon 4  1144 

Anaheim  Citrus  Fruit  Association.  .0000 
Anaheim  Valencia  Orange  Associa- 
tion   -0000 

Eadington   Fruit  Co ---  .2103 

Fullerton  Mutual  Orange  Associa- 
tion   -  .2553 

La  Habra  Citrus  Association .1257 

Orange    County    Valencia   Associa- 
tion   -0000 

Orangeth(4«()e  Citrus  Association..  .C263 


Prorate  Base  Schedttle — Continued 

ALL  ORANGES  OTHER  THAN  VALENCIA  ORANGES — 

continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                       {percent) 
Placentla   Cooperative   Orange   As- 
sociation  0.  0000 

Yorba  Linda  Citrus  Association —  .00;;0 

Escondldo   Orange   Association .3851 

Alta  Loma  Heights  Citrus  Associa- 
tion   --- -—  .3257 

Citrus  Fruit  Growers .9319 

Cucamonga  Citrus  Association .3816 

Rlalto  Heights  Orange  Growers .3927 

Upland  Citrus  Association 3.3341 

Upland  Heights  Orange  Association.  1.  0203 

Consolidated  Orange  Growers .0234 

Frances  Citrus  Association .0116 

Garden  Grove  Citrus  Association..  .0000 

Goldenwest  Citrus  Association .0000 

Olive  Heights  Citrus  Association..  .0410 
Santa    Ana-Tustln    Mutual    Citrus 

Association .0131 

Santiago  Orange  Growers  Associa- 
tion  - 1478 

Tustln  Hills  Citrus  Association .0383 

Villa  Park  Orchard  Association .0387 

Bradford  Brothers.  Inc .2239 

Placentla  Mutual  Orange  Associa- 
tion  .  1671 

Placentla  Orange  Growers  Associa- 
tion  .2744 

Yorba  Orange  Growers  Association.  .0311 

Call  Ranch -- 6201 

Corona  Citrus  Association .9741 

Jameson  Co .3818 

Orange  Heights  Orange  Association.  1  5806 
Crafton    Orange    Growers    Associa- 
tion.  1.2165 

East  Highlands  Citrus  Association.  .4185 

Fontana  Citrus  AsJtociatlon .4453 

Highland  Fruit   Growers .6674 

Redlands  Heights   Groves 8852 

Redlands  Orangedale  Association..  .9901 

Break  &  Sons.  Allen .2475 

Bryn  Mawr  Fruit  Growers  Associa- 
tion  .9581 

Mission  Citrus  Association .7953 

Redlands   Cooperative   Fruit   Asso- 
ciation  1   5701 

Redlands  Orange  Growers  Associa- 
tion  -. 1  0256 

Redlands  Select  Groves .3775 

Rlalto  Citrus   Association .6538 

Rlalto  Orange  Co 3110 

Southern  Citrus  Association .7183 

United  Citrus  Growers 6695 

Zllen   Citrus   Co .-  .5473 

Andrews  Bros,  of  Calif .1330 

Arlington  Heights  Citrus  Co .9189 

Brown  Estate.  L.  V.  W 1.8479 

Gavllan  Citrus  Association 1.9200 

Highgrove  Fruit   Association .  ecg*? 

Krinard  Packing  Co 1.7877 

McDermont   Fruit   Co 1.9803 

Monte  Vista  Citrus  Association.. _  1.3127 

National   Orange  Co .9234 

Riverside  Heights  Orange  Growers 

Association 1,3906 

Sierra  Vista  Packlnt;  Association..  .8073 
Victoria    Avenue    Citrus    Associa- 
tion  2  6258 

Claremont  Citrus  Association 1.1591 

College   Heights   Orange   &.   Lemon 

Association 1-  2633 

El  Camlno  Citrus  Association .  4451 

Indian  Hill  Citrus   Association 1.3688 

Pomona  Fruit  Growers  Exchange..  1.8790 
Walnut  Fruit  Growers  Association.  .Tu2l 
West  Ontario  Citrus  Association..  1.2218 
•  El  Cajon  Valley  Citrus  Association..  .  2823 
San  Dimas  Orange  Growers  Associa- 
tion  .-  1.3562 

Ball  it  Tweedy  Association .0000 

Canoga  Citrus  Association —  .0000 

Covlna  Valley  Ornuge  Association..  .2018 
North  Whlttier  Heights  Citrus  As- 
sociation  .1514 

Sin  Fernando  Fruit  Growers  Asso- 
ciation  .-  *    -4301 
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Prorate  Base  Bcheottle — Continued 

ALL  ORANGES  OTHER  THAN   VALENCIA   ORANGES — 

continued 
Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                       {percent) 
S.in  Fernando  Heights  Orange  Asso- 
ciation  - - 0.4075 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation  0000 

CamarlUo  Citrus  Association .00(X) 

Ullmore    Citrus    Assoclfitlon 1.2934 

OJal  Orange  Association .9042 

Piru  Citrus  Association 1.2521 

Santa  Paula  Orange  Association .1318 

lapo  Citrus   Association .0000 

Ventura  County  Citrus  Association.  .  0000 

E;(st  Whlttier  Citrus  Association..  .0000 

Wliittier  Citrus  Ass(x;latlon.. .2243 

Whlttier  Select  Citrus  Association.  .0000 
Anaheim  Cooperative  Orange  Asso- 
ciation   .0610 

Bi  yn  M  iwr  Mutual  Orange  Associa- 
tion  .4621 

Chula  Vista  Mutual  Lemon  Associa- 
tion  .0000 

Escondldo  Cooperative  Citrus  Asso- 
ciation     .-  .0000 

Euclid  Avenue  Orange  Association.  3.  1289 
Fullerton  Cooperative  Orange  Asso- 
ciation  .0000 

Chi  den  Grove  Orange  Cooperative, 

Inc 0386 

Golden  Orange  Groves.  Inc .3087 

Highland  Mutual  Groves.. .3219 

Index  Mutual  A.ssoclatlon .COCO 

La    Verne    Cooperative    Citrus    As- 
sociation     3  4684 

M»-ntone  Heights  As.soclatlon 0000 

Olive  Hillside  Groves.  Inc .0000 

Orange    Cooperative    Citrus    Asso- 
ciation  -  .0343 

Redlands  Foothill  Groves 2  7173 

Rdlands  Mutual   Orange   Associa- 
tion.  .9311 

Riverside   Citrus   Association .1753 

Ventura  County  Orange  &  Lemon 

Ahsociat  Ion .  2442 

W)ilttler  Mutual  Orange  ft  Lemon 

Association .0000 

Babijuice  Corp.  ot  California 3959 

Borden  Fruit  Co .0000 

California  Ass<  elated  Growers .0000 

Cherokee  Citrus  Co.,  Inc 1.0319 

Chess  Co.  Meyer  W .3476 

Evans  Bros.  Packing  Co 1.0832 

C'l.tld  Banner  A.s.<;ociatlon 2.  1416 

Granada  Packing  House .0000 

Hill  Packing  House.  Fred  A .6202 

Inland  Fruit  Dealers.  Inc. .0000 

MacDuiiald  Fruit  Co .2060 

Orange  Belt  Fruit  Distributors 2.  1548 

Panno  Fruit  Co  .  Carlo '. .03.50 

Paramount  Citrus  Association .5511 

San  Antonio  Orchard  Co 1.1850 

Snvder  &  Sons.  W.  A -  .  5901 

Wall.   E.  T 1.8S90 

W«  stern  Fruit  Growers.  Inc.,  Red- 
lands .  2  9178 

|F.    R.    Doc.    49-2802;    Filed.    Apr.  8.    1949; 
11  25  a.  m  | 


TITLE  25— INDIANS 

Chopter  I — Eureau  of  Indian  Affairs, 
Department  of  the   Interior 

Subchopler  L — irrigation  Projects:  Operation  end 
Maintenance 

Part  130 — Operation  and  Maintenance 
Charges 

wind   river   INDIAN  IRRIGATION   PROJECT, 
WYOMING 

April  5.  1949. 

On  January  6.  1949.  the  R(t;ional 
Diicctor  of  the  Indian  Office,  Repum  II, 
Luhngs,    Montana,    published    in    the 
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Federal  Register  a  notice  of  intended 
amendment  to  §  130.95  of  Title  25.  Code 
of  Federal  Regulations,  by  increasing  the 
annual  operation  and  maintenance  as- 
ses.sment  rate  on  the  diminished  part  of 
the  Wind  River  Irrigation  Project, 
Wyoming,  from  $1.25  to  S2.00  per  acre. 
Interested  per.sons  were  given  oppor- 
tunity to  participate  in  preparing  the 
propo.sed  amendment  by  submitting  data 
or  written  arguments  within  30  days 
from  date  of  the  publication  of  the 
notice. 

Formal  protests  were  received  direct 
and  through  their  Congressional  Delega- 
tion from  non-Indian  water  users  on  the 
Upper  Wind  River  Unit  of  the  Project 
and  from  the  Arapahoe  Busine.ss  Coun- 
cil of  the  Wind  River  Reservation. 

The  non-Indian  owners  felt  that  the 
increa.se  in  rates  was  not  justified  and 
they  emphasized  the  fact  that  the  proj- 
ect is  in  an  area  of  short  crop-growing 
sea,son  and  therefore  it  is  impracticable 
for  them  to  produce  appreciable  quanti- 
ties of  "cash  crops'  for  distribution  when 
markets  are  most  favorable,  and  they  felt 
that  certain  elements  of  costs  were  im- 
properly related  to  the  increase  being 
considered. 

The  Tribal  Business  Council  opposed 
the  increase  because  delinquent  opera- 
tion and  maintenance  a.ssessments  made 
again.'^t  Indian  lands  prior  to  1946  had 
not  been  cancelled  and  because  consider- 
able portions  of  the  Indian  lands  are  in 
fractionated  heirship  status.  (The  nu- 
merous fractionated  inherited  interests 
render  it  Impracticable  in  many  in- 
stances to  utilize  the  lands  in  economic 
units. ) 

After  meetinps  with  the  interested 
groups  and  further  study  of  the  whole 
problem,  it  was  concluded  that  .some  of 
the  needed  work  could  be  further  post- 
poned and  that  the  necessary  work  for 
this  season  would  require  an  amount  of 
$1.65  per  acre  on  the  diminished  portion 
of  the  project  for  the  calendar  year  1949. 
Accordingly.  §  130.95  of  Title  25.  CFR.  is 
hereby  amended  and  approved  puij»uant 
to  authority  delegated  by  the  Secretary 
of  the  Interior  to  the  Commisisoner  of 
Indian  Affairs,  January  11.  1949  <  14  F.  R  . 
258-2591.  effective  for  the  calendar  year 
1949  and  thereafter  until  further  notice, 
to  read  as  follows: 

§  130.95  Charges.  In  compliance 
with  the  provisions  of  the  act  of  August 
1,  1914  <38  Stat.  583:  25  U.  S.  C.  385 » . 
the  operation  and  maintenance  charges 
for  the  lands  under  the  Wind  River  Ir- 
rigation Project.  Wyoming,  for  the  cal- 
endar year  1949  and  subsequent  years  un- 
til further  notice,  are  hereby  fixed  at 
$1.65  per  acre  for  the  assessable  aiea 
under  constructed  works  on  the  Dimin- 
ished Wind  River  Project  and  at  $2.50 
per  acre  on  the  Ceded  Wind  River  Proj- 
ect; except  in  the  case  of  all  irrigable 
trust  patent  Indian  land  which  lies  with- 
in the  Ceded  Reservation  and  which  Is 
benefited  by  the  Big  Bend  Drainage  Dis- 
trict where  an  additional  a.ssessment  of 
45  cents  per  acre  is  hereby  fixed.  <38 
Stat.  583;  45  Stat.  210;  25  U.  S.  C.  385. 
387) 

WiLLUM  Zimmerman,  Jr., 
Acting  Commissioner. 

IF.    R.    Doc.    48  2696:    Filed,    Apr.    8.    1S49; 
8.4G  a.  m.) 
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TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  1727) 

Part  191 — General  Regulations  Appli- 
cable TO  Permits,  Le.^ses,  and  Licenses 
(Parts  192-198 > 

Part  192 — Oil  and  Gas  Leases 

Fart  196 — Phosphate  Leases  and  Use 
Permits 

Part  250 — Public  Sales 

miscellaneous  amendments 

1.  Section  191.4  is  amended  to  read  as 
follows: 

§  191.4  Rights  of  aliens.  Aliens  mny 
not  acquire  or  hold  any  direct  or  indi- 
rect interest  in  permits  or  leases,  except 
that  they  may  own  or  control  stock  in 
corporations  holding  permits  or  leases, 
if  the  laws  of  their  country  do  not  deny 
similar  or  like  privileges  to  citizens  of 
the  United  States.  A  corporation  is  r';- 
quired  to  file  a  certified  copy  of  its  articles 
of  incorporation  and  it  must  furnish  a 
statement  showing  the  percentage  of 
each  class  of  its  stock,  and  the  percentage 
of  all  of  its  stock,  which  is  owned  or 
controlled  by  or  on  behalf  of  persons 
whom  the  corporation  knows  to  be  or 
who  the  corporation  has  reason  to  believe 
are  aliens,  or  who  have  addresses  oat- 
side  of  the  United  States,  indicating 
which  classes  of  stock  have  voting  rights. 
If  more  than  10  percent  of  the  voting 
stock,  or  of  all  the  stock,  is  owned  or 
controlled  by  or  on  behalf  of  such  per- 
sons, the  corporation  must  give  their 
names  and  addresses,  the  amount  and 
cla.ss  of  stock  held  by  each,  and,  to  the 
extent  known  to  the  corporation  or  w  hich 
can  be  rea.sonably  ascertained  by  it.  the 
facts  as  to  the  citizenship  of  each  such 
person.  If  any  appreciable  percentage 
of  the  stock  of  the  corporation  is  held 
by  aliens  of  the  excepted  class,  its  ap- 
plication will  be  denied.  <41  Stat.  450. 
44  Stat.  302,  1058;  30  U.  S.  C.  189,  275. 
285) 

2.  Subparagraph  (2)  of  paragraph 
<a)  of  S  192.42  is  amended  to  read  as 
follows : 

§  192.42  Applications  for  noncompeti- 
tive leases.     *     *     • 

(a)       •     •     • 

(2)  A  statement  as  to  citizen.ship:  in 
case  of  an  individual  whether  native- 
born  or  naturalized,  and.  if  naturalz.d. 
the  date  of  naturalization,  the  court  in 
which  naturalized,  and  the  number  of  the 
certificate,  if  known;  if  a  woman,  whether 
she  is  married  or  single,  and.  if  married, 
the  date  of  her  marriage  and  the  citizen- 
ship of  her  husband.  A  cori)oration  is 
required  to  file  a  certified  copy  of  its 
articles  of  incorporation  and  it  mu^t 
furnish  a  statement  showing  the  per- 
centage of  each  cla.ss  of  its  stock,  and 
the  percentage  of  all  of  its  stork,  which 
is  owned  or  controlled  by  or  on  behalf 
of  persons  whom  the  corporation  knows 
to  be  or  who  the  corporation  has  reason 
to  believe  are  aliens,  or  who  have  ad- 
dresses outside  of  the  United  States, 
indicating  which  cla.sses  of  stock  have 
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voting  rights.    If  more  than  10  percent 
of  the  voting  stock,  or  of  all  of  the  stock. 
Is  owned  or  controlled  by  or  on  bthalf 
of  such  persons,  the  corporation  must 
give    their    names    and    addresses,    the 
amount  and  class  of  stock  held  by  each, 
and.  to  the  extent  known  to  the  corpora- 
tion or  wliJch  can  be  reasonably  ascer- 
tained by  it.  the  facts  as  to  the  citizen- 
ship of  each  such  person.    If  any  appre- 
ciable percentage  of  the  stock  of  the  cor- 
poration is  held  by  aliens  of  the  excepted 
class,  its  application  will  be  denied.    If  20 
percent  or  more  of  the  .stock  of  any  class 
is  owned  or  controlled  by  or  on  behalf 
of  any  one  stockholder  a  .><eparate  show- 
ing of  his  citizenship  and  holdings  must 
be  furnished. 

(41  Stat.  437.  450.  44  Stat.  1058.  60  Stat. 
950.957;  30  U.  S.  C.  181.  189 • 

3.  Paragraph  <c>  of  §  196.7  is  amended 
to  read  as  follows: 

§  1D6.7  Application  for  lease.     *     *     * 
(c   Proof  of  citizenship:  in  the  ca.se 
of  an  individual,  by  a  statement  as  to 
whether  native-born  or  naturalized  and. 
If    naturalized,   date   of   naturalization, 
court  in  which  naturalized,  and  number 
of   certificate,   if   known;    if   a   woman, 
whether  she  is  married  or  single,  and  if 
married,  the  date  of  her  marriage  and 
citizenship    of    her    husband.     Associa- 
tions are  required  to  file  a  certified  copy 
of  their  articles  of  a.s.sociation  and  the 
same  showing  as  to  the  citizenship  and 
holdings  of  their  members  as  required 
of  an  individual  and  specified  herein.     A 
corporation  is  required  to  file  a  certified 
copy  of  Its  articles  of  incorporation  anff 
it  must  furnish  a  statement  showing  the 
percentage  of  each  cla.ss  of  its  stock,  and 
the  percentage  of  all  of  its  stock,  which 
is  owned  or  controlled  by  or  on  behalf  of 
persons  whom  the  corporation  knows  to 
be  or  who  the  corporation  has  reason  to 
believe  are  aliens,  or  who  have  addresses 
outside  of  the  United  States,  indicating 
which  cla.sses  of  stock  have  voting  rights. 
If  more  than  10  percent  of  the  voting 
stock,  or  of  all  of  the  stock,  is  owned  or 
controlled  by  or  on  behalf  of  such  per- 
sons,  the   corporation   must   give   their 
names  and  addresses,  the  amount  and 
class  of  slock  held  by  each.  and.  to  the 
extent  known  to  the  corporation  or  which 
can  be  reasonably  ascertained  by  it.  the 
facts  as  to  the  citizen.ship  of  each  such 
person.    If  any  appreciable  percentage'or 
the  stock  of  the  corporation  is  held  by 
aliens  of  the  excepted  class,  its  applica- 
tion will  be  denied.    If  20  percent  or  more 
of  the  stock  of  any  cla.ss  is  owned  or  ccn- 
trolkd  by  or  on  behalf  of  any  one  stock- 
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holder,  a  separate  showing  of  his  citizen- 
ship and  holdings  mu.st  be  furnished. 

(Sec.  9-12,  32.  41  Stat.  440.  441.  450;  30 
U.  S.  C.  211-214.  189) 

4.  Paragraph      (b>      of      §  25012     Is 
amended  to  read  as  follows: 

§  250.12    Action  after  purchaser  is  de- 
clared.    •     •     •  .  ^.      ,„ 
(b>   The   purchaser   must,   within   10 
days  after  he  has  been  .so  declared,  also 
file  with  the  manager  evidence  that  he  is 
a  citizen  of  the  United  States,  or  if  a 
partnership,  evidence  of  the  citizenship 
of  its  members.     If  the  purchaser  is  an 
unincorporated     a.s.sociation.     evidence 
must  be  filed  that  each  of  its  officers  are 
citizens.     Such  a.ssociations  shall  indi- 
cate the  citizen.ship  of  each  member.     A 
corporation  is  required  to  file  a  certified 
copy  of  its  articles  of  incorporation  show- 
ing that  it  is  organized  under  the  laws 
of  the  United  States,  or  of  some  State. 
Territory  or  pos.session  thereof,  and  that 
It  is  authorized  to  acquire  and  hold  real 
estate  in  the  State  in  which  the  land  is 
situated,  and  it  must  furnish  a  statement 
.showing  the  percentage  of  each  class  of 
its  stock,  and  the  percentage  of  all  of  its 
stock,  which  is  owned  or  controlled  by  or 
on  bohalf  of  persons  whom'the  corpora- 
tion knows  to  be  or  has  reason  to  believe 
are  aliens,  or  who  have  addre.«;ses  out.-ide 
of  the  United  States,  indicating  which 
cla.s.ses  of  stock  have  voting  rights.     If 
more  than  10  percent  of  the  voting  stock, 
or  of  all  of  the  stock,  is  owned  or  con- 
trolRpd  by  or  on  behalf  of  such  persons, 
the  corporation  must  give  their  names 
and  addresses,  the  affiount  and  cla.ss  of 
stock  held  by  each.  and.  to  the  extent 
known  to  the  corporation  or  which  can 
be  reasonably  ascertained  by  it.  the  facts 
as  to  the  citizenship  of  each  .such  person. 
If    any    appreciable    number    of    the 
members  of  an  unincorporated  associa- 
tion are  aliens  or  any  appreciable  per- 
centages of  the  stock  of  a  corporation 
is  held  by  aliens,  the  bid  of  said  associa- 
tion^or  corporation  will  be  rejected. 

(R.  S.  453.  2478:  43  U.  S.  C.  2.  1201  > 

Note:  The  reporting  requirement  of  this 
regulation  has  been  approved  by  the  Bureau 
of  the  Bud£;et  In  accordance  with  the  Fed- 
eral Reports  Act  of  1942. 

Marion  CL.^v^'soN. 

Director. 
Approved:  April  5,  1949. 

J.  A.  Krug. 

Secretary  of  the  Interior. 

|F.    R.    Doc.    49-2697;    Filed.    Apr.    8.    1949; 
8:46  a.   m.l 


TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

ICGFR   49  91 

p^jjT  10 — Licensing  of  Officers  and 
MoTORBOAT  Operators  and  Registra- 
tion OF  Staff  Officers 

REGISTRATION  OF  STAFF  OFFICERS;  HOSPITAL 
CORPSM.\N.  FIRST  CLASS 

A  change  in  the  rating  structure  of  the 
Navy.  Coast  Guard,  and  Maritime  Serv- 
ice has  changed  the  rating  -pharmacist's 
mate,  first  class"  to  'ho-spilal  corpsman, 
first  class."     In  order  that  persons  will 
not  be  discriminated  against,  the  rating 
"hospital   corpsman.   first   class"   is   in- 
serted in  §  10.25-9  (a)  <6t.  covering  the 
experience   requirements   for   a  "junior 
assistant  purser  and  pharmacists  mate." 
In  accordance  with  the  Administrative 
Procedure  Act  <60  Stat.  237.  5  U.  S.  C. 
1001   et  seq.».  notice  of  proposed  rule 
making,  public  procedure  thereon,  and 
publication  thirty  days  prior  to  its  effec- 
tive date  are  found  to  be  contrary  to  the 
public  interest   in   that   this   regulation 
imposes  no  new  experience  requirement 
for  "junior  a.'jsistant  purser  and  phar- 
macist's mate." 

By  virtue  of  the  authority  vested  In  me 
as  Commandant.  United  States  Coa.st 
Guard,  by  section  7.  act  of  August  1, 
1939  <53  Stat.  1147.  46  U.  S.  C.  247  • . 
and  section  101  of  Reorganization  Plan 
No.  3  of  1946  160  Stat.  1097.  46  U.  S.  C. 
D.  the  following  amendment  to  the 
regulations  is  prescribed,  which  shall  be- 
come effective  on  the  date  of  publication 
of  this  document  in  the  Federal  Regis- 
ter: 

§  10.25-9      Experience     requirejnents. 

(a)    •   •   • 

(6»  Junior  as.sistant  purser  and  phar- 
macist's mate.  A  rating  of  at  least  Phar- 
macists  Mate.  First  Class,  or  Hospital 
Corpsman.  First  Class,  in  the  U.  S.  Navy, 
U.  S.  Coast  Guard,  U.  S.  Maritime  Serv- 
ice, or  an  equivalent  rating  in  the  U.  S. 
Army  <not  le.ss  than  Technical  Sergeant, 
Medical  Department,  U.  S.  A.),  and  a 
period  of  service  of  at  least  1  month  in 
a  U.  S.  Naval.  U.  S.  Marine,  or  U.  S. 
Army  Hospital. 

(Sec.  7.  53  Stat.  1147;  46  U.  S.  C.  247) 

Dated:  April  4.  1949. 

ISE.^Ll  J.  F.  F.^rley, 

Admiral,  U.  S.  Coast  Guard. 

Commandant. 

I  P.    R.    Doc.    49  2743:    FUed,    Apr.    8.    1949; 
8:57  a.  m] 


PROPOSED  RULE  MAKING 


CIVIL  AERONAUTICS  BOARD 
I  14  CFR,  Parts  20,43  ] 

Elimin.\tion  of  Spin  Test  Requirements 

notice  of  proposed  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  is  hereby  given 


that  the  Bureau  will  propose  to  the  Board 
amendments  of  Parts  20  and  43  of  the 
Civil  Air  Regulations  as  hereinafter  set 
forth. 

Interested  persons  may  participate  in 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 


Aeronautics  Board,  attention  Bureau  of 
Safety  Regulation.  Washington  25.  D.  C. 
All  communications  received  within  30 
days  from  the  date  of  this  publication  will 
be  considered  by  the  Board  before  takuig 
further  action  on  the  proposed  rules. 

The  presently  effective  Civil  Air  Regu- 
lations require  that  an  applicant  for  % 
private  pilot  certificate  shall  have  at  least 
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2  hours  of  dual  flight  instruction  after 
solo  which  shall  include  instruction  in 
the  recovery  from  spins.  In  addition, 
the  applicant,  accompanied  by  an  inspec- 
tor or  a  flight  examiner,  is  required  to 
demonstrate  his  competency  with  respect 
to  recovery  from  a  right  and  left  spin  of 
at  least  one  turn  each.  The  regulations 
further  provide  that  a  student  pilot  shall 
not  operate  an  aircraft  in  solo  flight  until 
he  has  been  given  instruction  in  recovery 
from  stalls  and  spins.  With  respect  to  a 
pilot  limited  by  hLs  rating  to  nonspinna- 
ble  airplanes,  the  presently  effective  reg- 
ulations require  that  he  shall,  prior  to 
making  application  for  removal  of  such 
limitations,  have  at  least  3  hours  of  cer- 
tified dual  instruction  on  spinnable  air- 
planes. 

Aviation  Interests,  representing  air- 
craft owners,  pilots,  manufacturers,  and 
aeronautical  schools  have  recommended 
that  spins  be  deleted  from  the  certifica- 
tion requirements  prescribed  by  the  Civil 
Air  Regulations.  They  have  expresacd 
the  opinion  that  the  present  requirement 
has  deterred  manufacturers  from  greater 
production  of  spin-resistant  or  spin- 
proof  aircraft. 

It  has  been  further  stated  that  the  de- 
letion of  the  spin  requirement  would  pro- 
vide an  incentive  for  the  operator  or 
schools  to  u.se  spin-resistant  or  spin- 
proof  aircraft  and  that  a  wider  use  of 
such  aircraft  would  produce  greater  air 
safety  than  is  now  had  by  the  required 
instruction  and  testing  in  spins. 

Moreover,  statistical  records  of  the  Ac- 
cident Analysis  Division  of  the  Bureau 
of  Safety  Investigation  show  that  acci- 
dents resulting  from  true  "spins"  are  so 
rare  that  the  Bureau  of  Safety  Investiga- 
tion has  stopped  using  the  term  "stall- 
spin  accidents."  Such  records  also  in- 
dicate that  the  so-called  "stall-spin  ac- 
cidents" have  occurred  at  .such  low  alti- 
tudes that  the  spin  does  not  have  suffi- 
cient time  to  actually  develop. 

As  a  result  of  these  observations  the 
Bureau  of  Safety  Regulation  considers 
it  desirable  to  eliminate  spins  from  the 
pilot  certification  requirements  of  Parts 
20  and  43  and.  in  lieu  thereof,  to  pro- 
vide for  instruction  in  the  prevention  of 
and  recovery  from  power-off  and  power- 
on  stalls  entered  from  all  normally  an- 
ticipated flight  altitudes  and  for  a  dem- 
onstration of  ability  therein. 

It  is  proposed  to  amend  ParUs  20  and 
43  as  follows: 

1.  By  amending  §  20.25  (a)  to  read  as 
follows : 

iS  20  25  Aeronautical  experience — (a) 
Powered  aircraft.  An  applicant  for  a 
pilot  certificate  with  a  private  rating  in 
powered  aircraft  shall  meet  the  requiie- 
ments  of  either  subparagraphs  d)  or 
<2»,  and   (3)   of  this  paragraph. 

<1)  In  spinnable  aircraft  he  shall  have 
at  least  30  hours  of  solo  flight  time,  and 
at  least  10  hours  of  dual  instruction  time 
given  by  a  rated  flight  instructor  of  which 
at  least  2  hours  shall  have  been  after 
.solo.  The  dual  instruction  shall  include 
instruction  in  the  prevention  of  and  re- 
covery from  power-off  and  power-on 
fetalis  entered  from  all  normally  antici- 
pated flight  attitudes.  Not  more  than 
50%  of  the  required  solo  flight  time  may 
be  had  in  gliders:  Provided,  That  the  ap- 
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plicant  is  the  holder  of  a  pilot  certificate 
with  a  private  or  commercial  glider  rat- 
ing; or 

(2)  In  nonspinnable  aircraft  he  shall 
have  at  least  20  hours  of  solo  flight  time, 
and  at  least  7  hour*  of  dual  instruction 
time  given  by  a  rated  flight  instructor  of 
which  at  least  2  hours  shall  have  been 
after  solo.  Not  more  than  50 ';o  of  the 
required  solo  flight  time  may  be  had  in 
gliders:  Provided,  That  the  applicant  is 
the  holder  of  a  pilot  certificate  with  a 
private  or  commercial  glider  rating;  and 

(3)  In  either  spinnable  or  nonspin- 
nable aircraft  he  shall  have  at  least  3 
hours  of  solo  cross-country  flight  time 
which  shall  include  at  least  one  solo  flight 
to  a  point  not  less  than  50  miles  distant 
from  the  point  of  departure  with  at  least 
2  full-stop  landings  at  different  points 
along  the  course. 

2.  By  rescinding  §  20,26  fa)  (6^. 

3.  By  rescinding  §  20.36  (a)  (4)  and  by 
amending  and  redesignating  §20.36  <a) 
(5)  to  read  as  follows: 

(4)  Recovery  from  power-on  and 
power-off  stalls  entered  from  all  nor- 
mally anticipated  flight  attitudes. 

4  By  amending  §  20.40  to  provide  that 
a  pilot  limited  by  his  rating  to  nonspin- 
nable airplanes,  when  applying  for  re- 
moval of  this  restriction,  shall  have  in- 
struction in  the  prevention  of  and  recov- 
ery from  power-on  and  power-off  stalls 
entered  from  all  normally  anticipated 
flight  attitudes. 

5.  By  amending  §  43  51  (c)  to  read  as 
follows : 

(c)  He  has  been  given  instruction  in 
the  prevention  of  arvd  recovery  from 
power-on  and  power-off  stalls  entered 
from  all  normally  anticipated  flight  atti- 
tudes.    » 

These  amendments  are  proposed  under 
the  authority  of  Title  VI  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended. 

< Sees.  205  fa\601-610,  52Stat.  984,  1007- 
1012;  49  U.S.  C.  425  (a),  551-560) 

Dated:  April  5,  1949,  at  Washington, 
D.  C. 

By  the  Bureau  of  Safety  Regulations. 

I  SEAL]  John  M.  Chamberlain. 

Director. 

I  P.    R     Doc.    49  2713;    Filed.    Apr.    8.    1949; 

8:51  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Production   and    Marketing 
Administration 

[  7  CFR,  Part  904  ] 

Handling  of  Milk  in  Greater  Boston, 
Mass.,  Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  A  PROPOSED  AMENDMENT 
TO  THE  MARKETING  AGREEMENT  AND  TO 
THE  ORDER,  AS  AMENDED 

Pursuant  to  the  ri^Jes  of  practice  and 
procedure  governing  proceedings  to 
formulate  marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900.1  et  seq.).  notice 
is  hereby  given  of  the  filing  with  the 
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Hearing  Clerk  of  this  recommended  de- 
cision of  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, with  respect  to  a  proposed  mar- 
keting agreement  and  a  proposed 
amendment  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Greater  Boston.  Massachusetts,  market- 
ing area.  Interested  parties  may  file 
written  exceptions  to  the  recommended 
decision  with  the  Hearing  Clerk.  Room 
1844.  South  Building.  United  States  De- 
partment of  Agriculture,  Washington 
25.  D.  C,  not  later  than  the  close  of 
business  on  the  5th  day  after  publica- 
tion of  this  decision  in  the  Federal 
Register.  Exceptions  should  be  filed  in 
quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  called  by  the  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Agricul- 
ture. The  hearing  was  held  at  Boston, 
Massachusetts,  March  16  and  17,  1949, 
pursuant  to  a  notice  published  in  the 
Federal  Register  (14  F.  R.  1129)  on 
March  12.  1949. 

The  material  Lssues  presented  on  the 
record  were  concerned  with  the  fol- 
lowing : 

1.  The  published  prices  for  nonfat  dry 
milk  solids  to  be  used  as  a  Cla.ss  II  price 
formula  factor  and  increased  handling 
allowances  in  Class  II  price. 

2.  Alternative  prices  to  be  used  for 
butterfat  values  if  Boston  weighted 
average  cream  prices  are  not  published. 

3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  in  a 
40-quart  can  of  40  percent  cream  and 
the  pounds  of  nonfat  dry  milk  .solids  ob- 
tainable from  a  hundredweight  of  Cla.ss 
II  milk. 

4.  An  increase  in  the  allowance  to 
handlers  for  Cla.ss  II  milk  which  is  manu- 
factured into  butter  and  cheese  during 
April.  May.  June,  and  July. 

5.  Reduction  of  the  Class  I  price  for 
that  Class  I  milk  sold  outside  the  Bos- 
ton marketing  area  to  the  level  of  prices 
established  for  such  milk  under  the  New 
York  milk  order.  . 

6.  General. 

Findirigs  aJid  conclusions.  The  fol- 
lowing findings  and  conclusions  on  each 
of  the  material  i.ssucs,  except  i.^sue  num- 
ber 5,  are  based  upon  the  evidence  in- 
troduced at  the  hearing  and  the  record 
thereof. 

1.  Nonfat  dry  milk  solids  prices  and 
increased  handling  allowance.  Two  pro- 
posals were  made  at  this  hearing  which 
were  intended  to  provide  handlers  with 
a  wider  margin  for  handling  Class  II 
milk.  One  proposal  would  increase  the 
allowances  set  foith  in  the  order  by  10 
cents  per  hundredweight.  Tliis  method 
of  increa.sing  the  allowance  was  recom- 
mended for  its  simplicity  and  the  fact 
that  it  would  bring  prices  more  nearly  in 
line  with  tho.^^e  establislied  for  milk  used 
in  similar  products  by  handlers  regu- 
lated by  the  New  York  milk  marketing 
order. 

The  proposal  sponsored  by  14  coopera- 
tive associations  of  milk  producers  would 
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substitute  In  the  Class  n  price  formula 
for  the  New  York  prices  now  used  in  the 
order  a  series  of  prices  reported  by  the 
United  States  Department  of  Agriculture 
for  nonfat  dry  milk  solids  f .  o.  b.  manu- 
facturing plants  In  the  Chicago  area. 
The    Chicago    prices    are    consistently 
lower  than  the  New  York  prices  and 
would  thus  result  in  a  lower  Class  II  buy- 
ing price  for  handlers.    The  representa- 
tives of  producers  associations  stressed 
the  merits  of  the  Chicago  price  series 
over  the  New  York  reported  prices  be- 
cause the  Chicago  prices  are  obtained 
from  written  reports  rather  than  an  oral 
communication  such  as  is  the  case  with 
respect  to  the  New  York  series.    Prices 
reported  by  Boston  handlers  for  nonfat 
dry  milk  solids  sold  by  them  are  lower 
than  the  New  York  series.     The  prices 
reported  by  Boston  handlers  were  manu- 
facturing plant  prices. 

The  Chicago  area  plant  price  quota- 
tion for  roller  process  nonfat  dry  miik 
is  a  simple  average  of  prices  reported  by 
45  plants  in  Indiana,  Illinois.  Michigan, 
Wisconsin,  and  Minnesota.  As  with  the 
New  York  reported  price,  there  is  no  dis- 
tinction  made  between  adverti-sed  and 
o'her  brands.  The  New  York  price  is  re- 
ported as  a  weekly  range.  The  record 
does  not  show  the  range  of  prices  in- 
cluded in  the  Chicago  area  reported 
price.  Both  prices  are  for  the  product 
manufactured  by  the  roller  process  for 
human  consumption. 

The  testimony  of  witnes.ses  indicates 
that  they  have  more  confidence  in  the 
Chicago  area  price  than  in  the  New  York 
reported  price  as  a  measure  of  the 
chances  in  the  value  of  the  nonfat  por- 
tion of  Class  II  milk  handled  in  the  Bos- 
ton area. 

As  one  would  expect,  the  Chicago 
series  appears  to  reflect  about  the  same 
changes  in  the  nonfat  dry  milk  solids 
market  as  those  reflected  by  the  New 
York  series.  Since  the  Chicago  series 
appears  to  be  fully  as  adequate  as  the 
New  York  series  and  it  is  recommended 
by  the  handlers  and  producers  associa- 
tions in  the  market  the  Chicago  series 
should  be  ased  as  the  price  basis. 

The  substitution  of  the  Chicago  series 
for  the  New  York  series  is  expected  to 
result  in  a  drop  of  10  to  13  cents  per 
hundredweight  in  the  price  of  Class  II 
milk. 

The  principal  argument  advanced  by 
handlers  and  cooperative  associations  of 
producers  which  market  milk  was  that 
handlers  regulated  by  the  New  York 
milk  marketing  order  are  able  to  pur- 
chase milk  at  less  than  the  Boston  order 
Cla.ss  II  price  for  disposition  to  buyers 
w  ho  normally  purcha.se  Class  II  milk  and 
milk  products  from  Boston  handlers. 

Manufacturers  of  certain  types  of 
cheese  are  in  position  to  purcha.se  Class 
II  milk  from  New  York  or  Boston 
handlers  depending  on  which  .source  is 
cheaper.  Pro<ructs  used  by  ice  cream 
manufacturers,  particularly  condensed 
products,  are  manufactured  in  each 
market  and  sold  competitively  in 
Northeastern  markets.  Any  .substantial 
loss  of  these  markets  to  New  York 
handlers  will  restrict  the  market  for 
soa.'^onal  excess  milk  in  the  Bo.ston 
market.    If  all  of  the  outlets  for  Cla.ss  II 
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milk  to  cheesemakers  are  lost  to  New 
York  handlers  It  Is  possible  that  the 
existing  capacity  for  manufacturing 
Class  II  milk  in  New  England  would  not 
be  sufficient  for  handling  the  product 
during  the  flush  production  months. 
During  June  1948,  35  million  pounds  of 
Class  II  milk  was  utilized  by  Boston 
handlers  In  various  types  of  cheese  out 
of  approximately  84  million  pounds  of 
Class  II  milk  used  in  manufactured  milk 
products.  Class  II  milk  received  from 
producers  has  been  greater  for  several 
months  than  the  quantity  of  Class  II 
milk  in  the  corresponding  months  last 
year. 

Some  coordination  between  the  New 
York  and  Boston  order  prices  for  milk 
and  milk  products  sold  in  the  same 
markets  is  obviously  necessary.  Precise 
alignment  of  prices  would  be  impossible 
without  adopting  the  same  classification 
of  milk  in  each  market.  Several  wit- 
nesses who  urged  adjustments  to  bring 
Boston  prices  in  line  with  New  York 
prices  for  milk  used  similarly  asked  not 
for  the  adoption  of  the  New  York  price 
formulas  verbatim  but  for  certain  modi- 
fications of  the  Boston  formula  based  on 
average  differences  between  New  York 
and  Boston  prices. 

The  New  York  order  Class  III  price  ef- 
fective April  1,  1949  is  ba.sed  on  butter 
prices   for  the  months  March  through 
July.    The  lower  fat  value  based  on  but- 
ter averaged  5  cents  per  hundredweight 
of  3.7  percent  milk  In  1947  and  25  cents 
per  hundredweight  in   1948  for  the  5- 
month  period  below  the  fat  value  based 
on  the  Boston  weighted  average  cream 
price.     Since  about  two-thirds  of  the 
Class  II  purchased  by  Boston  handlers 
from  producers  fe  purchased  during  the 
months  March   to   July,   inclusive,   the 
average  annual  advantage  to  New  York 
handlers  ba.sed  on  the  relative  butterfat 
values  of  1947  and  1948  would  have  been 
3  cents  and  15  cents  per  hundredweight. 
On   the  other  hand   the  Chicago   area 
plant  price  reported  for  nonfat  dry  milk 
solids  proposed  for  Boston  would  estab- 
lish a  lower  price  to  Boston  handlers  of 
about  8  cents  based  on  1947  prices  and 
nearly  9  cent.s  on  1948  prices.    The  han- 
dling allowance  under  the  New  York  or- 
der is  70  c^ts  each  month  whereas  the 
allowances    in    the    Boston    order    vary 
sea.sonally  from  57 '2  to  75 '2  cents  and 
weighted  by  the  volume  of  Cla.ss  II  milk 
purcha.sed  in  1948  equal  about  68  cents. 
The  net  differences  between  prices  based 
on  these  factors  indicate  a  po.ssible  net 
advantage  to  Boston  handlers  if  the  Chi- 
cago nonfat  dry  milk  solids  quotation  is 
adopted  of  3  cents  per  himdredweight 
based  on  1947  prices  or  a  possible  dis- 
advantage of  8  cents  based  on  1948  prices. 
Several  witnesses  urged  the  adoption 
of  separate  allowances  calculated  to  ap- 
ply to  the  .skim  milk  value  factor  and  to 
the  butterfat  value  factor.    Any  attempt 
to  calculate  separate  values  for  these 
components  of  Class  II  milk  would  be 
confusing  since  the  record  contains  no 
reliable  basis  for  computing  such  values. 
Separate  allowances  would  be  meaning- 
less in  the  principal  adjustment  needed 
at  this  time,  the  alignment  of  Class  II 
prices   with   prices   paid   by   New   York 
handlers,  since  the  New  York  and  Boston 
price  formulas  differ  in  several  respects. 


In  order  to  assure  producers  of  a  mar- 
ket for  all  milk  during  1949.  the  Class  II 
prices  should  be  reduced  by  allowing 
handlers  a  larger  margin  for  handling 
Class  II  milk.  A  change  in  the  basis  of 
pricing  to  use  the  Chicago  area  f.  0.  b. 
plant  prices  reported  by  the  United 
SUtes  Department  of  Agriculture  for 
nonfat  dry  milk  solids  is  desirable.  The 
10  to  13  cents  additional  handling  al- 
lowance which  would  be  afforded  by  a 
shift  to  the  Chicago  price  base  is  approxi- 
mately the  amount  needed  to  maintain 
an  outlet  for  all  Cla.ss  II  milk  this  year. 
Therefore,  the  change  in  the  price  basis 
which  will  give  handlers  more  incentive 
to  handle  Class  II  milk,  should  be  made. 

2.  Alternaiive  butterfat  values.  It 
was  proposed  at  the  hearing  that  the 
substitute  formula  for  computing  the 
butterfat  value  factor  in  the  absence  of 
the  designated  weighted  average  cream 
price  reported  for  the  Boston  market  by 
the  United  States  Department  of  Agri- 
culture be  revised.  The  substitute  value 
pkr  pound  of  butterfat  is  now  computed 
by  multiplying  the  average  price  of  92- 
score  butter  sold  wholesale  at  Chicago 
by  1.4.  The  evidence  Indicates  that  this 
formula  would  have  produced  in  1948 
from  10  cents  per  hundredweight  below 
the  cream  value  formula  price  in  one 
month  to  32  cents  above  the  formula 
price  in  another  month. 

The  proposed  amendment  would  pro- 
vide for  computing  the  sub.stitute  butter- 
fat value  by  adding  2  cents  to  the  United 
States  Department  of   Agriculture   re- 
ported   price   for   92-score   butter   sold 
wholesale  at  New  York,  and  multiply- 
ing the  result  by  1.24.    This  alternative 
would  have  produced  prices  during  1947 
and   1948  from   10  cents  per  hundred- 
weight above  the  cream  value  formula 
price  to  42  cents  per  hundredweight  be- 
low.   The  range  is  substitute  values  rela- 
tive to  cream   prices  under  either  the 
present  order  or  the  proposed  amend- 
ment  Is  too   wide   to  rely  on   for   the 
determination  of  a  substitute  value  in 
the  event  that  cream  prices  are  not  re- 
ported.   There  is  a  possibility  that  cream 
prices  may  not  be  reported  every  month. 
Some  price  determination  would  have  to 
be  made  under  such  a  circumstance.    The 
order  contains  a  provision  directing  the 
Secretary  to  establish  an  equivalent  price 
If  the  price  used  in  a  formula  is  not  re- 
ported.   No  additional  provision  is  neces- 
sary.  The  .substitute  butterfat  value  pro- 
vision should  be  deleted. 

3.  Formula  conversion  factors.  The 
revision  of  the  formula  factors  represent- 
ing the  pounds  of  butterfat  in  a  40-quart 
can  of  40  percent  cream  and  the  pounds 
of  nonfat  dry  milk  .solids  obtainable  from 
a  hundredweight  of  Class  II  milk  wa* 
proposed.  It  is  not  clear  from  the  record 
just  what  the  proposed  conversion  factors 
are  intended  to  represent.  No  change 
should  be  made  in  these  factors  without 
more  evidence. 

4.  Butter  and  cheese  differential.  Two 
proposals  were  made  at  this  hearing 
which  were  intended  to  Increase  the 
amount  of  allowance  to  handlers  on  milk 
used  in  the  manufacture  of  butter  or 
Cheddar-types  of  cheese.  One  propasal 
would  have  Increased  the  allowance  by 
10  to  13  cents  per  hundredweight  of  milk, 
and  the  other  proposal  would  have  made 
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the  butter  and  cheese  differential  a  flat 
4  cents  per  pound  of  butterfat. 

Some  evidence  was  offered  at  the  hear- 
ing to  indicate  that  the  allowance  on 
milk  u.sed  in  the  manufacture  of  butter 
and  cheese  should  be  increased  by  an 
amount  at  least  equivalent  to  the  in- 
crease in  the  allowance  on  regular  Cla.ss 
II  milk  effected  by  the  January  1,  1949 
amendment  to  the  order.  It  was  argued 
that  the  costs  of  handling  milk  used  for 
butter  or  chee.se  had  increa.sed  as  much 
as  the  cost  of  handling  other  Cla.ss  II 
milk.  Other  evidence  offered  was  in- 
tended to  show  that  the  propo-sed  in- 
creases in  the  allowance  on  milk  used 
for  butter  or  cheese  were  needed  in  order 
to  align  the  price  of  this  milk  with  the 
price  of  milk  for  the  same  uses  under  the 
New  York  order.  One  proponent  argued 
that  the  proposed  amendments  to  the 
New  York  order  would  give  handlers  in 
that  market  Incentive  to  ship  cream  to 
the  Boston  market,  thus  forcing  some  of 
the  Boston  handlers'  butterfat  into  but- 
ter and  cheese. 

Evidence  given  "at  this  hearing  indi- 
cated that  most  of  the  butter  manufac- 
tured from  producers'  milk  wa.s  made  at 
plants  at  least  as  distant  as  the  201-210 
mileage  zone.  Therefore  the  increases  in 
zone  differentials,  based  partly  on  cream 
freight  costs,  effective  January  1,  1949, 
resulted  in  .some  additional  allowance  on 
milk  used  for  making  butter. 

The  evidence  did  not  substantiate  that 
precise  alignment  of  the  allowance  on 
milk  used  for  butter  or  cheese  with  the 
allowance  under  the  New  York  order  for 
similar  uses  was  needed. 

Prior  to  the  amendment  of  this  order 
on  January  1,  1949,  the  total  allowance 
on  milk  the  butterfat  from  which  was 
Used  in  the  manufacture  of  butter  or 
Cheddar-type  cheese  was  about  5  cents 
less  per  hundredweight  (based  on  mar- 
ket prices  of  butter  and  nonfat  solids) 
than  the  total  allowance  on  regular 
Cla.ss  II  milk  (based  on  market  prices  of 
cream  and  nonfat  solids ».  Such  a  rela- 
tionship of  the  allowances  on  milk  in 
these  uses  tends  to  discourage  use  of 
milk  In  butter  and  cheese  and  to  .stimu- 
late handlers  to  seek  outlets  in  higher 
valued  uses. 

Pending  thorough  study  of  the  factors 
affecting  the  pricing  of  milk  utilized  in 
butter  and  chee.se,  it  is  reasonable  to 
maintain  the  relationship  of  such  prices 
to  the  regular  Class  II  prices  which  ex- 
isted for  several  years  prior  to  January 
1.  1949. 

It  is  recommended  that  the  total 
allowance  on  milk  the  butterfat  from 
which  is  used  In  the  manufacture  of 
salted  butter  and  Cheddcr-type  cheese 
be  established  at  a  level  approximately 
In  the  same  relationship  to  the  total 
allowance  on  regular  Class  II  milk  as  ex- 
isted prior  to  January  1.  1949. 

5.  Class  I  milk  sold  outside  the  Boston 
marketing  area.  It  was  proposed  at  the 
hearing  that  milk  from  the  Boston  pool 
fold  outside  the  Boston  marketing  area  in 
markets  not  under  Federal  regulation 
should  be  priced  at  a  level  comparable  to 
the  Class  I-C  price  under  the  New  York 
order.  Under  the  New  York  order  han- 
dlers must  pay  producers  for  pool  milk 
sold  in  markets  not  under  Federal  regu- 
lation the  blend  price  plus  20  cents. 
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Examination  of  the  record  Indicates 
that  the  problems  involved  in  pricing 
Boston  pool  milk  sold  outside  the  mar- 
keting area  at  a  price  lower  than  Class  I 
milk  could  not  be  adequately  treated  on 
an  emergency  basis,  and  that  further 
study  of  these  problems  Is  necessary. 
The  decision  on  this  issue  Is  therefore 
deferred  until  fuller  consideration  can 
be  given.  It  appears,  however,  that  con- 
sideration of  this  issue  should  not  delay 
action  on  other  Issues  considered  at  the 
hearing  upon  which  proponents  urged 
that  the  earliest  possible  action  be  taken. 

6.  General.  (a>  The  propo.sed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proEwsed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  and  is  applicable  only  to 
persons  in  the  re.spcctive  cla.sses  of  in- 
dustrial and  commercial  activity  .speci- 
fied In  the  said  tentatively  approved 
marketing  agreement  up>on  which  hear- 
ings have  been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  .sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  section  2  and  sec- 
tion 8  (c)  of  the  act  are  not  reasonable 
In  view  of  the  price  of  feed,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  min- 
imum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  are  such  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest. 

Rulings  on  proposed  findings  and 
conclusions.  Briefs  were  filed  in  behalf 
of:  Northern  Farms  Cooperative,  Inc., 
Maine  Dairymen's  Association.  Inc., 
United  Farmers  of  New  England,  Inc., 
Bethel  Cooperative  Creamery,  Milton 
Cooperative  Dairy  Corporation.  Grand 
Isle  Cooperative  Creamery,  Richmond 
Cooperative  Creamery,  Mt.  Mansfield 
Cooperative  Creamery  and  Grain  A.sso- 
ciation.  Independent  Cooperative  A.s.so- 
cialion.  Inc..  and  The  Eastern  New  York 
Dairy  Cooperative.  Inc. 

The  proposed  finding^  and  conclusions 
contained  in  the  briefs,  and  the  argu- 
ments in  support  thereof,  were  carefully 
considered  along  with  the  evidence  in 
the  record  in  making  the  findings  and 
reaching  the  conclusions  hereinbefore 
set  forth. 

To  the  extent  that  any  of  the  proposed 
findings  and  conclusions  are  incon.si.stent 
with  the  findings  and  conclusions  here- 
inbefore set  forth,  the  request  to  make 
such  proposed  findings  or  reach  such 
propo.sed  conclusions  is  denied  on  the 
basis  of  the  facts  found  and  stated  in 
connection  with  the  conclusions  in  this 
recommended  decision. 

Recommended  amendment  to  the  or- 
der. The  following  amendment  to  the 
order,  as  amended.  Is  recommended  as 
the  detailed  and  appropriate  means  by 
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which  the  foregoing  conclusions  may  be 
carried  out.  The  amendments  to  a  pro- 
I>osed  marketing  agreement  are  not  re- 
peated because  they  would  be  identical 
to  the  following: 

1.  In  §  904.7  (b>,  delete  subparagraphs 
a),  (2),  (3).  and  (4),  and  substitute 
the  following: 

(1)  Subject  to  paragraph  td>  (3)  of 
this  section,  subtract  52.5  cents  from  the 
weighted  average  price  per  40-quart  can 
of  40  percent  bottling  quality  cream, 
f.  0.  b.  Boston,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  month  during  which  such  milk  is  re- 
ceived, divide  the  remainder"  by  33.48, 
and  multiply  the  result  by  3.7. 

(2)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots,  f.  o.  b.  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  period  from  the  26th  day  of  the  pre- 
ceding month  through  the  25th  day  of 
the  month  during  which  such  milk  is 
received. 

2.  In  §904.7  (b>,  renumber  .tubpara- 
graph  (5)  as  <3),  and  change  the  refer- 
ence "subparagraphs  (3)  and  (4) "there- 
in to  "subparagraphs  (1)   and   (2)." 

3.  In  §904.7  (d'  (3),  change  the  ref- 
erence "§  904.9  (d)  (1)"  to  "§  904.9  (d) 
(2)." 

4.  Delete  §  904.7  id)    (4). 

5.  In  §  904.7  te)  (1),  delete  the  phrase 
"deduct  5  cents.". 

6.  Delete  §  904.7  (e)  <2)  and  substitute 
the  following: 

(2)  Divide  by  3.7  the  amount  deter- 
mined pursuant  to  paragraph  <b)  d)  of 
this  section,  and  subtract  from  the  quo- 
tient the  amount  determined  pursuant 
to  subparagraph  (1)  of  this  paragraph. 
The  result  is  the  butter  and  cheese  dif- 
ferential. 

7.  Delete  §  904  9  <d>  and  substitute  the 
following: 

(d>  Butterfat  differential.  <1)  In 
making  the  payments  to  each  producer 
for  milk  received  from  him,  each  pool 
handler  shall  add  for  each  one-tenth  of 
1  percent  average  butterfat  content 
above  3.7  percent,  or  deduct  for  each 
one-tenth  of  1  percent  average  butter- 
fat content  below  3.7  percent,  an  amount 
per  hundredweight  calculated  by  the 
market  administrator  pur.'^uant  to  sub- 
paragraph <2)  of  this  paragraph. 

(2)  Subject  to  §  904.7 'd»  '3) ,  .subtract 
S2.5  cents  from  the  weighted  average 
price  per  40-cruart  can  of  40  percent  bot- 
tling quality  cream,  f.  0.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  dp.y  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  deliv- 
ered, and  divide  the  remainder  by  334  8. 

Issued  at  Washingt^on.  D.  C,  this  6th 
day  of  April,  1949. 

fsEALl  John  I.  Thompson. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

|F.    R.    Doc.    49-2747;    Piled,    Apr.    8,    1949; 
8:59  a.  m.j 
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Handling  or  Milk  in  Lowell-Lawrence, 
Mass,  Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  A  PROPOSED  AMENDMENT 
TO  THE  MARKETING  AGREEMENT  AND  TO 
THE  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure     governing     proceedings     to 
formulate  marketing  agreements  and  or- 
ders (7  CFR.  Supps.  900.1  et  seq.>.  notice 
is  hereby  given  of  the  filing  with  the 
Hearing  Clerk  of  this  recommended  deci- 
sion of  the  As^sistant  Administrator,  Pro- 
duction and  Marketing  Administration. 
United  States  Department  of  Agriculture, 
with  respect  to  a  proposed  marketing 
agreement  and  a  proposed  amendment  to 
the  order  as  amended  regulating  the  han- 
dling of  milk  in  the  Lowell-Lawrence, 
Massachusetts,  marketing  area.     Inter- 
ested parties  may  file  written  exceptions 
to  the. recommended  decision  with  the 
Hearing  Clerk.  Room  1844.  South  Build- 
ing. United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  not  later 
than  the  close  of  business  on  the  5th  day 
after  publication  of  this  decision  in  the 
Federal  Register.    Exceptions  should  be 
filed  in  quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  called  by  the  Pro- 
duction and  Marketing  Administration, 
United  Spates  Department  of  Agriculture. 
The  hearing  was  held  jointly  at  Boston 
March  16  and  17.  1949  on  the  consider- 
ation of  amendments  to  the  orders  regu- 
lating the  handling  of  milk  in  the  Greater 
Boston,  Fall  River,  and  Lowell-Lawrence 
markets,  pursuant  to  a  notice  pubfished 
In  the  Federal  Register  (14  F.  R.  1129  • 
on  March  12.  1949. 

The  material  issues  presented  on  the 
record  with  respect  to  the  regulation  of 
the  handling  of  milk  in  the  Lowell-Law- 
rence market  concerned  the  question  of 
whether  the  price  of  Class  11  milk  in 
this  market  should  be  modified  in  the 
same  manner  as  the  Boston  Class  II  price 
would  be  modified  by  proposed  amend- 
ments to  the  Federal  order  for  that  mar- 
ket. The  proposed  amendments  which 
would  modify  the  pricing  of  Class  II  milk 
in  the  Lowell-Lawrence  market  con- 
cerned the  following: 

1.  The  published  prices  for  nonfat  dry 
milic  solids  to  be  used  as  a  Class  H  price 
formula  factor  and  increased  handling 
allowances  in  the  Class  II  price. 

2.  Alternative  prices  to  be  used  for  but- 
terfat  values  If  the  Boston  weighted  av- 
erage cream  price?  are  not  published. 

3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  in  a  40- 
quart  can  of  40  percent  cream  and  the 
pounds  of  nonfat  dry  milk  solids  obtain- 
able from  a  hundredweight  of  Class  II 

"    milk. 

4.  General. 

A  recommended  decision  with  respect 
to  the  handling  of  milk  in  the  Boston 
market  issued  simultaneously  herewith 
contains  findings  and  conclusions  on  the 
above-listed   Issues   as   applied   to   the 


PROPOSED  RULE  MAKING 

order,  as  amended,  regulating  the  han- 
dling of  milk  in  the  Greater  Boston  mar- 
keting area.  For  purposes  of  reference, 
the  specific  issues  listed  above  are  num- 
bered the  same  as  they  are  numbered  in 
the  decision  with  respect  to  the  Boston 
order. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  mate- 
rial issues  are  ba.sed  upon  the  evidence 
Introduced  at  the  hearing  and  the  record 
thereof. 

The  findings  and  conclusions  made  on 
issues  1.  2.  and  3  in  the  recommended  de- 
cision <F.  R.  Doc.  49-2747.  supra^  i.ssued 
simultaneously  herewith  with  respect  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Boston  market, 
are  adopted  as  the  findings  and  con- 
clusions of  this  decision  as  though  fully 
set  forth  herein  except  Insofar  as  such 
findings  and  conclusions  may  be  modi- 
fled  by  the  supplementary  findings  and 
conclusions  hereinafter  set  forth. 

In  an  order  issued  March  28,  1949  (14 
F.  R.  1478  >.  amending  the  order,  as 
amended,  regulating  the  handling  of 
milk  In  the  Lowell-Lawrence  marketing 
area,  the  Class  II  price  formula  was 
modified  for  the  purpose  of  making  Class 
II  prices  under  this  order  equivalent  to 
Class  II  prices  under  the  Boston  order. 
Adoption  of  amendments  to  the  Lowell- 
Lawrence  order  similar  to  the  amend- 
ments now  recommended  on  the  afore- 
said issues  for  the  Boston  order  in  the 
concurrent  recommended  decision  for 
that  order  would  be  needed  If  the  Class 
II  prices  in  the  two  markets  are  to  be 
kept  on  an  equivalent  basis. 

Manufactured  dairy  products  made 
from  Class  II  milk  In  this  market  must 
be  disposed  of  in  competition  with  similar 
products  made  from  Class  II  milk  in  the 
Boston  market.  The  supply  areas  of  the 
two  markets  overlap  so  that  producers 
supplying  the  Lowell-Lawrence  market 
are  located  within  the  supply  area  of  the 
Boston  market.  Because  of  the  close  re- 
lationship of  these  two  markets,  the  Class 
II  price  under  each  order,  which  in  both 
cases  applies  to  milk  in  the  same  prod- 
uct utilizations,  should  be  equal  for  pro- 
ducers under  the  two  orders. 

General,  (a)  The  proposed  market- 
ing agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  efTec- 
tuate  the  declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as.  and  is  applicable  only 
to  persons  in  the  respective  classes  of  in- 
dustrial and  commercial  activity,  speci- 
fied In  the  said  tentative  marketing 
agreement  upon  which  the  hearings  have 
been  held:  and 

<c>  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pur.suant  to  section  2  and  sec- 
tion 8  <e»  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feed,  available 
supplies  of  feed,  and  other  economic  con- 
ditions which  affect  market  supply  and 
demand  for  such  milk,  and  the  minimum 


prices  specified  In  the  prbposcd  market- 
ing agreement  and  the  order,  as  amended 
and  as  hereby  proposed  to  be  further 
amended,  are  such  as  will  reflect  the 
aforesaid  factors.  Insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  In  the  public  Interest. 

Rulings  on  proposed  findings  and  con- 
elusions.  A  brief  was  filed  proposing 
certain  findings  and  conclusions  with  re- 
spect to  the  material  issues  considered 
at  the  hearing.  The  proposed  findings 
and  conclusions,  and  arguments  In  .sup- 
ix)rt  thereof,  were  carefully  considered 
in  making  the  findings  and  reaching  the 
conclusions  contained  herein.  To  the  ex- 
tent that  any  of  the  proposed  findings 
and  conclusions  are  Inconsistent  with  the 
findings  and  conclusions  hereinabove 
set  forth,  the  request  to  make  such  pro- 
posed findings  or  reach  such  propo.sed 
conclusions  Is  denied  on  the  basis  of  the 
facts  found  and  stated  In  connection 
with  the  conclusions  in  this  recommend- 
ed decision. 

Recommended  amendment  to  the  or- 
der. The  following  amendment  to  the 
order,  as  amended.  Is  recommended  as 
the  detailed  and  appropriate  means  by 
which  the  foregoing  conclusions  may  be 
carried  out.  The  amendments  to  a  pro- 
posed marketing  agreement  are  not  re- 
peated because  they  would  be  identical 
to  the  following: 

1.  In  §  934.6  <d>.  delete  subparagraphs 
(1).  (2>,  (3>.  and  (4).  and  substitute  the 
following: 

(1)  Divide  by  33  48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston, 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  month  dur- 
ing which  such  milk  is  delivered,  and 
multiply  the  result  by  3.7. 

(2'  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots.  f.  o.  b.  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
month  during  which  such  milk  is  re- 
ceived. 

2.  Renumber  5  934  6  (d>  (5)  as  (3), 
and  change  the  reference  "subpara- 
graphs (3)  and  (4t".  therein  to  "sub- 
paragraphs (1>  and  (2)." 

3.  Delete  §  934.8  (c)  and  .substitute  the 
following : 

(c>  Butterfat  differential.  (1)  Each 
handler  shall.  In  making  payments  to 
each  producer  for  milk  received  from 
him.  add  for  each  one-tenth  of  1  percent 
of  average  butterfat  content  above  3.7 
percent,  or  deduct  for  each  one-tenth  of 
1  percent  of  average  butterfat  content 
below  3.7  percent,  an  amount  per  hun- 
dredweight calculated  by  the  market 
administrator  pursuant  to  subparagraph 
(2 1  of  this  paragraph. 

(2)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  Inclusive  of  the 
month  during  which  such  milk  is  deliv- 
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cred.  subtract  1.5  cents,  and  divide  the 
result  by  10. 

Is.sued  at  Washington,  D.  C.  this  6th 
day  of  April  1949. 

[SEALl  John  I.  Thompson. 

Assistant  Administrator.  Produc- 
tion and  Marketing  Adminis- 
tration. 

|F.   R.    Doc.    49-2748;    Filed,    Apr.    8,    1949; 
8:59  a.  in.| 


[7  CFR,  Part  947  ] 

Handling  of  Milk  in  Fall  River,  Mass., 
Marketing  Area 

notice  cf  recommended  decision  and  op- 
portunity TO  file  written  exceptions 

WITH  r.ESPECT  TO  A  PROPOSED  AMENDMENT 
TO  THE  MARKETING  AGREEMENT  AND  TO 
THE   ORDER.   AS   AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
1 7  CFR.  Supps.  900.1  et  seq.),  notice  is 
hereby  given  cf  the  filing  with  the  Hear- 
ing Clerk  of  this  recommended  decision 
cf  the  Assistant  Administrator.  Produc- 
tion and  Marketing  Administration, 
United  States  Department  of  Agriculture, 
with  respect  to  a  proposed  marketing 
apreement  and  a  proposed  amendment 
to  the  order  as  amended  regulating  the 
handling  of  milk  in  tlie  Fall  River.  Mas- 
sachusetts, marketing  area.  Interested 
parties  may  file  written  exceptions  to  the 
recommended  decision  with  the  Hearing 
Clerk.  Room  1844.  South  Building.  United 
States  Department  of  Afiriculture.  Wash- 
ington 25.  D.  C.  not  later  than  the  clo.se 
of  business  on  the  5lh  day  after  publica- 
tion of  this  decision  in  the  Federal 
Register.  Exceptions  should  be  filed  in 
quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  the  order,  as  amended, 
was  formulated,  was  called  by  the  Pro- 
duction and  Marketing  Administration, 
United  States  Department  of  Asricul- 
ture.  The  hearing  was  held  jointly  at 
Boston  March  16  and  17.  1949  on  the 
consideration  of  amendments  to  the  or- 
ders regulating  the  handling  of  milk  in 
the  Greater  Boston.  Fall  River,  and 
Lowell-Lawrence  markets,  pursuant  to  a 
notice  published  in  the  Federal  Reg- 
ister "14  F.  R.  1129)  on  March  12.  1949. 

The  material  issues  presented  on  the 
record  with  respect  to  the  regulation  of 
the  handling  of  milk  in  the  Fall  Rivtr 
market  concerned  the  question  of 
v^hether  the  price  of  Class  II  milk  in  this 
market  should  be  modified  in  the  same 
manner  as  the  Boston  Class  II  price 
v.ould  be  modified  by, propo.sed  amend- 
ments to  the  Federal  order  for  that  mar- 
ket. The  proposed  amendments  which 
would  modify  the  pricing  of  Class  II  milk 
In  the  Fall  River  market  concerned  the 
following: 

1.  The  published  prices  for  nonfat  dry 
milk  solids  to  be  used  as  a  Class  II  price 
formula  factor  and  lncrea.scd  handling 
allowances  in  the  Class  II  price. 

2.  Alternative  prices  to  be  used  for 
butterfat  values  if  the  Boston  weighted 
average  cream  prices  are  not  published. 
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3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  in  a 
40-quart  can  of  40  percent  cream  and  the 
pounds  of  nonfat  dry  milk  solids  obtain- 
able from  a  hundredweight  of  Class  II 
milk. 

4.  General. 

A  recommended  decision  with  respect 
to  the  handling  of  milk  in  the  Boston 
market  issued  simultaneously  herewith 
contains  findings  and  conclusions  on  the 
above-listed  issues  as  applied  to  the 
order,  as  amended,  regulating  the  han- 
dling of  milk  in  the  Greater  Boston 
marketing  area.  For  purposes  of  refer- 
ence, the  specific  i.s.sues  listed  above  are 
numbered  the  same  as  they  are  num- 
bered in  the  decision  with  respect  to  the 
Boston  order. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  ma- 
terial issues  are  based  upon  the  evidence 
introduced  at  the  hearing  and  the  record 
thereof. 

The  findings  and  conclusions  made  on 
issues  1.  2.  and  3  in  the  recommended 
decision  (F.  R.  Doc.  49-2747.  supra)  is- 
sued simultaneously  herewith  with  re- 
spect to  the  order,  as  amended,  regulat- 
ing the  handling  of  milk  in  the  Boston 
market  are  adopted  as  the  findings  and 
conclusions  of  this  decision  as  though 
fully  set  forth  herein  except  Insofar  as 
such  findings  and  conclusions  may  be 
modified  by  the  .supplementary  findings 
and  conclusions  hereinafter  set  forth. 

In  an  order  Issued  March  28.  1949  tl4 
F.  R.  1484 »,  amending  the  order  repulat- 
ing  the  handling  "of  milk  In  the  Fall 
River  marketing  area,  the  Class  II  price 
formula  was  modified  for  the  purpose  of 
makinR  Class  II  prices  under  this  order 
equivalent  to  Cla.ss  II  prices  under  the 
Boston  order.  Adoption  of  amendments 
to  the  Fall  River  order  similar  to  the 
amendments  now  recommended  on  the 
aforesaid  issues  for  the  Boston  order  in 
the  concurrent  recommended  decision 
for  that  order  would  be  needed  If  the 
Class  II  prices  In  the  two  markets  are  to 
be  kept  on  an  equivalent  basis. 

Manufactured  dairy  products  made 
from  Class  II  milk  In  this  market  must 
be  disposed  of  in  competition  with  simi- 
lar products  made  frcm  Cla.ss  II  milk  in 
tlie  Boston  market.  The  supply  areas  of 
the  two  markets  overlap  so  that  differ- 
ent prices  for  Class  II  milk  In  the  two 
markets  may  result  in  handlers  shifting 
their  source  of  supply. 

Because  of  the  close  relationship  of 
these  two  markets,  the  Class  II  price 
under  each  order,  which  in  both  cases 
applies  to  milk  in  the  same  product 
utilizations,  should  be  equal  for  producers 
under  the  two  orders. 

General.  <a>  The  proposed  market- 
ing agreement  and  the  order,  as  amended 
and  as  hereby  proposed  to  be  further 
amended,  and  all  of  the  terms  and  con- 
ditions thereof  will  tend  to  effectuate  the 
declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
-hereby  propa'^ed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as.  and  Is  applicable  only 
to  persons  in  the  respective  cla.sses  of  in- 
dustrial and  commercial  activity,  speci- 
fied   in    the    said   tentative    marketing 


1713 

agreement  upon  which  the  hearings  have 
been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  .sale  In  the  said  marketing 
area  a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  mi;k  as  deter- 
mined pursuant  to  section  2  and  section 
8  (e)  of  the  act  are  not  reasonable  in 
view  of  the  price  of  feed,  available  sup- 
plies of  feed,  and  other  economic  condi- 
tions which  affect  market  supply  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amended 
and  a-s  hereby  propyosed  to  be  further 
amended,  are  such  as  will  refic  ct  the 
aforesaid  factors,  insure  a  .'■ufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest. 

Rrdings  on  proposed  findings  and  con- 
clusions. A  brief  was  filed  proposing  cer- 
tain findings  and  conclusions  with  re- 
spect to  the  material  issues  considered  at 
the  hearing.  The  proposed  findings  and 
conclusions,  and  arguments  In  support 
thereof,  were  carefully  considered  in 
making  the  findings  and  reaching  the 
conclusiohs  contained  herein.  To  the 
extent  that  any  of  the  proposed  findings 
and  conclu.sions  are  inconsistent  with  the 
findings  and  conclusions  hereinbefore  set 
forth,  the  request  to  make  such  proposed 
findings  or  reach  such  propo.sed  conclu- 
sions is  denied  on  the  basis  of  the  facts 
found  and  stated  in  connection  with  the 
conclusions  in  this  recommended  de- 
cision. 

Recommended  amendment  to  the  or- 
der. The  following  amendment  to  the 
order,  as  amended,  is  recommended  as 
the  detailed  and  appropriate  means  by 
which  the  foregoing  conclu.'^ions  may  be 
carried  out.  The  amendments  to  a  pro- 
posed marketing  agreement  are  not  re- 
peated because  they  would  be  identical 
to  the  following: 

In  §947.6  (b)  (1>  delete  subdivision 
(ii  >  and  substitute  the  following : 

(ii>  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots.  f.  0.  b.  Chicago  area  manufactur- 
ing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
month  during  which  such  milk  is  re- 
ceived. 

Issued  at  Washington.  D.  C.  this  6th 
day  of  April  1949. 

[seal!  Jchn  I.  ThCMPSO'''. 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

[F.     R.    Doc.     49-2719;     Filed.     Apr.  8.  19-29; 
8;59  a.  m.| 


[  7  CFR,  Part  927  1 

Milk  in  New  York  Metfcpolit.\n 
Marketing  Are\ 

notice  of  public  meeting  for  considera- 
tion OF  prcposed  amentmem  to  rules 

AND  regulations 

Pursuant  to  provisions  of  §  927.4  (b)  of 
Order  No.  27.  as  amended  <7  CFR,  Supus. 
927.1  et  seq..  13  F.  R.  1396.  1641.  4242. 
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8734.  14  F.  R.  791.  1466 ».  regulating  the 
handling  of  milk  in  the  New  York  metro- 
pofjtan  milk  marketing  area,  and  of  the 
Administrative  Procedure  Act  <60  Stat. 
237.  5  U.  S.  C.  1001-1011) ,  notice  is  hereby 
given  of  a  public  meeting  to  be  held  on 
April  11.  1949.  at  10  a.  m..  e.  s.  t.,  at  the 
office  of  the  Market  Administrator.  205 
East  42nd  Street.  New  York.  New  York, 
for  consideration  of  a  proposed  amend- 
ment to  the  rules  and  regulations  here- 
tofore issued  111  F.  R.  11266.  12  P.  R.  457. 
3241.  13  F.  R.  2709.  14  F.  R.  519.  1476) 
pursuant  to  said  order.    Interested  per- 
sons will  be  afforded  an  opportunity  to 
participate  in  the  meeting  through  the 
submission  of  written  data,  views,  or  ar- 
guments or  to  present  the  same  orally. 
Copies  of  the  said  rules  and  regulations 
as  heretofore  is.sued  and  of  the  proposed 
amendment  to  be  considered  at  this  pub- 
lic meeting  may  be  procured  from  the 
Market  Admini.strator. 

The  proposed  amendment  to  be  con- 
sidered at  said  public  meeting  on  April 
11.  1949.  including  all  of  the  terms  and 
provisions  of  the  temporary  amendment 
issued  on  March  24.  1949  <  14  F.  R.  1476' . 
con.sists  of  the  following  proposed 
changes: 

1.  1.  Amend  §  927.101  as  follows:  In 
paragraph  (h)  change  the  "period"  to  a 
"comma"  and  add  the  following:  "or  the 
mixture  from  which  such  products  are 
made." 

2.  Amend  §  927.102  as  follows: 

A.  In  paragraph  <d>  add  the  follow- 
ing: "If  .such  butterfat  is  pooled  butter- 
fat  and  is  received  in  the  form  of  fluid 
milk  products  or  fluid  cream  products, 
it  should  be  deducted,  as  far  as  possible, 
from  Class  I-A.  or  Cla.ss  II.  as  the  case 
may  be.  If  such  butterfat  is  non  pooled 
butterfat  and  Is  received  in  the  form  of 
fluid  milk  products  or  fluid  cream  prod- 
ucts, it  should  be  deducted  pro  rata,  as 
far  as  possible,  from  Class  I-B,  Class  I-C 
or  from  Cla.ss  III." 

B.  In  paragraph  (d)  delete  the  words 
"frozen  de.sserts  and  homogenized  mix- 
tures," and  delete  paragraphs  (f)   and 

(g>- 

C.  In  paragraph  fm>  insert  the  fol- 
lowing sentence  just  prior  to  the  last 
sentence:  "Deduct  remaining  butterfat 
in  the  opening  inventories  or  received  in 
the  form  of  cultured  or  flavored  milk 
drinks  of  les.s  than  3  percent  or  more 
than  5  percent  from  butterfat  in  prod- 
ucts in  which  the  handler  claims  to  have 
u.sed  such  butterfat." 

D.  In  paragraph  (ff>  add  the  follow- 
ing sentence:  "Deduct  remaining  but- 
terfat In  the  opening  inventories  or  re- 
ceived in  the  form  of  cultured  or  flavored 
milk  drinks  containing  3  percent  butter- 
fat or  more  but  not  more  than  5  percent 
butterfat  from  products  in  which  the 
handler  claims  to  have  used  such  butter- 
fat "  w     ,  , 

E.  In  paragraph  (ID  in.sert  the  fol- 
lowing sentence  just  prior  to  the  last 
sentence:  "Deduct  remaining  butterfat 
in  the  opening  inventories  or  received  in 
the  form  of  cultured  or  flavored  milk 
drinks  containing  3  percent  butterfat  or 
more  but  not  more  than  5  percent  butter- 
fat from  products  in  which  the  handler 
claims  to  have  used  such  butterfat." 

3.  Amend  §  927.104  as  follows:  Change 
the  first  sentence  to  read  as  follows: 
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'Butterfat  or  skim  milk  in  closing  inven- 
tories of  milk,  fluid  milk  products,  fluid 
skim  milk,  cultured  or  flavored  milk 
drinks,  cream,  sour  cream  and  fluid 
cream  products  may  be  accounted  for 
and  classified  by  the  handler  at  the  time 
of  filing  reports  in  accordance  with 
§  927.6  (a>  of  the  orders  in  any  of  the 
products  and  classes  in  which  it  is  in- 
tended that  butterfat  or  skim  milk  in 
like  products  be  assigned  during  the  next 
month." 

4.  Amend  5  927.105  as  follows:  In  the 
table  set  forth  in  paragraph  (a>  delete 
the  word  "salt"  after  the  first  word  "But- 
ter", delete  the  words  "Butter  (un- 
salted*  _--  82".  and  the  words  "Victory- 
mix  .-  11." 

5.  Change  the  paragraph  numbering  to 
conform  with  other  proposed  changes. 

II.l.  Amend  !i  927.101  as  follows: 

A.  In  paragraph  (k)  change  the  term 
"Class  II-B  •  to  "Class  III,"  and  change 
the  section  reference  from  §  927.4  (c)  (5) 
to  5  927.4  (c)   (5>   (ii). 

B.  Add  new  definitions  as  follows: 

raa>  "Fluid  milk  products"  means 
products  which  meet  the  definition  of 
milk  as  set  forth  In  paragraph  (e)  of 
this  section,  but  to  which  are  added  in- 
gredients other  than  those  derived  from 
milk,  such  Ingredients  not  to  exceed  4 
percent.  This  definition  shall  not  be 
deemed  to  include  products  that  are  in- 
cluded in  other  definitions  in  this  section. 

(bb>  "Fluid  cream  products"  means 
products  which  meet  the  definition  of 
cream  as  set  forth  In  paragraph  ij»  of 
this  section,  but  to  which  are  added  in- 
gredients other  than  those  derived  from 
milk,  such  ingredients  not  to  exceed  8 
percent,  which  products  are  not  subse- 
quently utilized  in  frozen  desserts.  This 
definition  shall  not  be  deemed  to  include 
products  that  are  Included  In  other  defi- 
nitions in  this  section. 

2.  Amend  §  927.102  as  follows: 

A.  In  paragraph  (c>  (3»  change  the 
words  "lowest  class  price"  to  "lowest  net 
return." 

B.  In  paragraphs  (k)  (2>.  <s).  (u'*. 
(w»,  (X).  <z).  and  <dd)  change  the  words 
"Class  II-A"  to  "Class  II"  wherever  they 
appear. 

C.  In  paragraph  <1>  add  the  wocrfs 
"or  more  than  5  percent"  after  the  words 
"less  than  3  percent"  wherever  they  ap- 
pear. 

D.  Amend  paragraph  (m)  to  read  as 
follows: 

(m»  Deduct  butterfat  received  in  the 
form  of  cultured  or  flavored  milk  drinks 
of  less  than  3  percent  or  more  than  5 
percent  butterfat  from  butterfat  in  cul- 
tured or  flavored  milk  drinks  of  less  than 
3  percent  or  more  than  5  percent  but- 
terfat leaving  the  plant  or  In  closing  in- 
ventories at  the  plant.  If  such  butter- 
fat is  pooled  butterfat  it  should  be  de- 
ducted, as  far  as  possible,  from  butter- 
fat In  cultured  or  flavored  milk  drinks 
of  le.ss  than  3  percent  or  more  than  5 
percent  butterfat  classified  as  Class  II. 
If  such  butterfat  is  nonpooled  butterfat, 
it  should  be  deducted,  as  far  as  possible, 
from  butterfat  in  cultured  or  fiavored 
milk  drinks  of  less  than  3  percent  or  mora 
than  5  percent  butterfat  classified  as 
Class  III.    Deduct  any  remalrxing  butter- 


fat in  opening  Inventories  or  received  In 
the  form  of  cultured  or  flavored  milk 
drinks  of  less  than  3  percent  or  more 
than  5  percent  butterfat  from  plant  loss 
and  classify  It  as  Class  II. 

E.  In  paragraph  (q>  delete  the  words 
"and  classifled  as  II-B." 

F.  In  paragraph  (x)  change  the  words 
"Class  III  chee-se"  to  "other  cheese,  ex- 
cept those  to  which  the  butter-cheese 
adjustment  Is  applicable." 

G.  Amend  paragraph  (y)  to  read: 

(y)  Deduct  the  remaining  butterfat 
in  the  opening  inventories  or  received 
In  the  form  of  frozen  cream  pro  rata 
from  clas-ses  of  butterfat  leaving  the 
plant  or  in  closing  Inventories  at  the 
plant  in  cream,  except  Class  II.  and  In 
Class  III  cultured  or  flavored  milk 
drinks. 

H.  In  paragraph  (cc>  add  the  words 
"fluid  cream  products"  after  the  words 
"frozen  cream."  change  the  term  'Cla.ss 
II-A"  to  "Class  II."  and  change  the  term 
"CTass  III  cheese"  to  "other  cheese,  ex- 
cept those  to  which  the  butter-cheese  ad- 
justment Is  applicable." 

I.  In  paragraphs  (ee>,  (fif).  (kk).  and 
(11 )  add  the  words  "but  not  more  than  5 
percent  butterfat"  after  the  words  "3 
percent  butterfat  or  more"  wherever  they 
appear. 

J.  In  paragraph  (jj»  add  the  follow- 
ing: 

(15)  Fluid  cream  products,  2.5  per- 
cent. 

K.  In  paragraph  (pp)  delete  the  fol- 
lowing: "Classiflcation  of  butterfat  de- 
ducted pursuant  to  <q>  may  be  inter- 
changed with  the  butterfat  deducted  pur- 
suant to  (nn>  from  the  same  products 
covered  by  (q)  or  with  the  classification 
of  butterfat  in  receipts  from  dairy  farm- 
ers classified  on  the  basis  of  products 
covered  by  (q)." 

3.  Amend  5  927.103  as  follows: 

A.  In  the  section  heading  change  the 
words  "butter/at  and  skim  milk  classes" 
to  "butterfat  classes  and  skim  milk  uses." 

B.  Delete  the  sentence  just  prior  to 
paragraph  (a>. 

C.  Delete  paragraphs  (a>  and  'b). 

D.  Amend  paragraph  (c»  <1)  by 
changing  the  period  to  a  comma  and 
adding  the  following:  "separately  tabu- 
lating that  part  of  Class  III  subject  to 
the  butter-cheese  adju.stment  and  that 
part  of  Class  III  not  subject  to  the  but- 
ter-cheese adjustment." 

E.  Amend  paragraph  (c)  (2)  to  read 
as  follows: 

(2>  Butterfat  received  in  the  form  of 
nonpooled  cream  shall  be  assigned  pro 
rata  as  far  as  possible  to  Class  I-B,  Class 
I-C,  Cla.ss  III  not  subject  to  the  bi^tter- 
cheese  adjustment  and  Class  III  subject 
to  the  butter-cheese  adjustment  which 
have  been  tabulated  pursuant  to  (D  of 
this  paragraph.  Any  remaining  non- 
pooled  butterfat  shall  be  a.ssigned  to 
Class  II  as  far  as  po.ssible  and  then  to 
Class  I-A. 

P.  Amend  paragraph  (d>  (D  by  chang- 
ing the  period  to  a  comma  and  adding 
the  words  "separately  tabulating  that 
part  of  Class  III  subject  to  the  butter- 
cheese  adjustment  and  that  part  of  Class 
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III  not  subject  to  the  butter-cheese  ad- 
justment." 

G.  Amend  paragraph  (d)  (2>  to  read 
as  follows: 

(2)  Butterfat  received  In  the  form  of 
nonpooled  milk.  Including  nonpooled 
milk  from  dairy  farmers,  shall  be  as- 
signed pro  rata  as  far  as  possible  to 
Class  I-B,  Class  I-C,  Class  III  not  sub- 
ject to  the  butter-cheese  adjustment  and 
Class  III  subject  to  the  butter-cheese 
adjustment  which  have  been  tabulated 
pursuant  to  (1)  of  this  paragraph.  Any 
remaining  nonpooled  butterfat  shall  be 
a.ssigned  to  Class  II  as  far  as  possible 
and  then  to  Class  I-A. 

H.  Amend  paragraph  (e)  to  read  as 
follows: 

(e)  Skim  milk.  (1)  Pooled  skim  milk 
"Including  exempt  skim  milk)  shall  be 
a.ssigned  as  far  as  possible  to  skim  milk 
subject  to  the  fluid  skim  differential. 

^i2)  Exempt  skim  milk  shall  be  as- 
signed pro  rata  to  skim  milk  subject  to 
the  fluid  skim  differential  and  skim  milk 
not  subject  to  the  fluid  skim  differential. 

(3)  Pooled  skim  milk  from  separate 
sources  may  be  assigned  at  the  option  of 
the  handler  or  handlers  to  either  the 
skim  milk  subject  to  the  fluid  skim  dif- 
ferential or  the  skim  milk  not  subject  to 
the  fluid  skim  differential  after  the  as- 
.vignment  pursuant  to  (2>  of  this  para- 
graph. 

4.  Amend  §  927.104  as  follows: 

A.  Change  the  term  "Cla.ss  II-A"  to 
"Cla.ss  II"  wherever  It  appears. 

B.  Delete  the  sentence  which  reads: 
•Butterfat  In  opening  Inventories  of 
plain  condensed  milk  that  Is  allocated  to 
butterfat  In  closing  Inventories  of  plain 
condensed  milk  shall  be  classified  as 
Class  II-B." 

5.  Amend  5  927.105  as  follows: 

A.  In  paragraph  (c)  (3)  add  the  words 
"or  more  than  5  percent"  after  the  words 
"less  than  3  percent." 

B.  In  paragraph  (c)  (5)  change  the 
term  "Class  IV-B  cheeses"  to  "cheeses 
.subject  to  the  butter-cheese  adjustment" 
wherever  such  term  appears. 

C.  In  paragraph  (c)  (6)  change  the 
term  "Cla.ss  III  cheeses"  to  "cheeses 
other  than  cream  cheese  and  cheeses 
.subject  to  the  butter-cheese  adjustment" 
wherever  the  term  appears. 

D.  In  paragraph  (c)  <8>  change  the 
words  "the  sources  of  such  butterfat  as 
a  receipt  of  milk  from  producers"  to  "the 
place  and  time  of  separation." 

6.  Amend  S  927.106  as  follows:  Change 
the  words  "Cla^a  III  or  Class  IV-B 
cheeses"  to  "cheeses  other  than  cream 
cheese." 

7.  Amend  §  927.107  as  follows: 

A.  Amend  paragraph  (b>  to  read  as 
follows: 

(b)  Remaining  butterfat  received  or 
in  the  opening  Inventories  in  the  form  of 
frozen  cream  which  frozen  cream  was 
obtained  from*  milk  separated  in  the 
months  of  April  through  September  shall 
be  pro  rated  to  uses  of  butterfat  in  the 
form  of  frozen  cream  as  determined 
pursuant  to  §927.102  (v).  (w),  <x>.  (y). 
<z>.  and  (aa).  The  total  butterfat  de- 
rived from  milk  separated  in  each  of  the 
months  shall  be  pro  rated  separately. 
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B.  In  paragraph  (c)  change  the  words 
"received  from  producers"  to  "sepa- 
rated." 

Issued  this  4th  day  of  April  1949. 

[seal]  C.  J.  Blanford, 

Market  Administrator. 

I  P.    R.    Doc.    49-2750:    Filed.    Apr.    8.    1949; 
8:59  a.  ra.J 


I  7  CFR,  Part  970  1 

Handling   of  Milk  in   Clinton,   Iowa, 
Marketing  Area 

decision  with  respect  to  proposed  mar- 
keting agreement  and  proposed  order 
amending  order,  as  amended 

Pursuant  to  Public  Act  No.  10,  73d  Con- 
gress (May  12. 1933) ,  as  amended,  and  as 
reenactcd  and  amended  by  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (hereinafter  referred  to  as 
the  "act"),  and  the  rules  of  practice  an^ 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR,  Supps.,  900.1 
et  seq.),  a  public  hearing  was  conducted 
at  Clinton,  Iowa,  on  January  10,  1949, 
pursuant  to  notice  thereof  which  was  is- 
sued on  December  20, 1948  ( 13  F.  R.  8313 ) . 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Acting  Assistant  Adminis- 
trator, Production  and  Marketing  Ad- 
ministration, on  March  1. 1949.  filed  with 
the  Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  in  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  excep- 
tions thereto  was  published  In  the  Fed- 
eral Register  on  March  5,  1949  (14  F.  R. 
1012). 

The  material  issues  of  record  related 
to  (1)  the  level  of  the  Class  I  price,  (2) 
seasonal  pricing,  and  i3)  the  Class  III 
price. 

Rulings  07i  exceptions.  Exceptions 
were  filed  on  behalf  of  Elmwood  Dairy 
Farms  and  Sanitary  Farms  Dairies,  both 
handlers  under  the  order. 

These  exceptions  expressed  agreement 
\l^i(h  the  finding  of  the  recommended  de- 
cision that  prices  paid  producers  in  the 
Clinton  market  must  be  comparable  to 
such  prices  in  the  Quad  Cities  market. 
However,  the  exceptions  contended  that 
the  cla.ssification  and  all  of  the  class 
prices  to  handlers  In  both  markets  should 
be  Identical.  Although  the  classification 
and  class  prices  to  handlers  in  the  two 
markets  are  not  identical,  the  variation 
Is  so  slight  that  it  Is  believed  the  result- 
ing variation  In  returns  to  producers  will 
be  negligible.  Since  the  notice  of  hear- 
ing and  the  record  pertaining  thereto, 
upon  which  the  recommended  decision  Is 
based,  contained  no  proposals  to  amend 
the  order  In  the.se  respects,  these  excep- 
tions are  overruled.  For  the  same  reason 
the  exceptants'  requests  that  the  hear- 
ing be  reopened  to  afford  them  an  oppor- 
tunity to  introduce  evidence  supporting 
their  contention  is  denied. 

In.sofar  as  the  exceptions  constitute  a 
request  for  a  hearing  upon  a  proposal  to 
amend  the  order  In  accordance  with  the 
contention  and,  further,  to  consolidate 
under  one  marketing  order,  the  Clinton 
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and  Quad  Cities  marketing  areas,  they 
should  not  be  treated  as  exceptions,  but 
will  be  treated  separately. 

Findings  and  Conclusions 

Findings  and  conclusions  on  the  rec- 
ord. The  findings  and  conclusions  of  the 
recommended  decision  set  forth  in  the 
Federal  Register  (F.  R.  Doc.  49-1656;  14 
P.  R.  1012)  with  respect  to  I.<:sues  d)  to 
(3).  inclusive,  are  approved  and  adopted 
as  the  findings  and  conclusions  of  this 
decision  as  if  set  forth  In  full  herein. 
These  findings  and  conclusions  are  sup- 
plemented by  the  following  general  find- 
ings. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  propo.sed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  sections  2  and 
8e  of  the  act  are  not  reasonable  in  view 
of  the  price  of  feeds,  available  supplies 
of  feeds  and  other  economic  conditions 
which  affect  market  supply  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  propo.sed  market- 
ing agreement  and  in  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
suflBcient  quantity  of  pure  and  whole- 
some milk  and  be  in  the  public  interest; 
and 

(c>  The  propo.sed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
regulate  the  handling  of  milk  In  the 
same  manner  as.  and  are  applicable 
only  to  persons  In  the  respective  classes 
of  Industrial  and  commercial  activity 
specified  In  a  marketing  agreement  upon 
which  a  hearing  has  been  held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  In  the  Clinton.  Iowa, 
Marketing  Area."  and  "Order  Amending 
the  Order,  As  Amended,  Regulating  the 
Handling  of  Milk  In  the  Clinton.  Iowa. 
Marketing  Area."  which  have  been  de- 
cided upon  as  the  detailed  and  appro- 
priate means  of  effectuating  the  fore- 
going conclusions.  These  documents 
shall  not  become  effective  unless  and  un- 
til the  requirements  of  §  900.14  of  the 
rules  of  practice  and  procedures,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
have  been  met. 

It  is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement  be  published  In  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  tho.se  contained  In  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended  by  the  attached  order 
which  will  be  published  with  this  de- 
cision. 

This  decision  filed  at  Washington.  D.  C. 
this  6th  day  of  April  1949. 

I  SEAL  1  Charles  F.  Brannan. 

Secretary  oj  Agriculture. 
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PROPOSED  RULE  MAKING 


Order*  Amending  the  Order,  as 
Amended.  Regulating  the  Handling  of 
Milk  in  the  Clinton,  Iowa,  Marketing 
Area 

S  970  0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  and  in 
addition  to  the  findings  and  determina- 
tions previously  made  in  connection  with 
the  issuance  of  the  aforesaid  order  and 
of  each  of  the  previously  issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  Insofar  as 
such  findings  and  determinations  may 
be  in  conflict  with  the  findings  and  deter- 
minations set  forth  herein. 

<a>  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933'.  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure  governing  the 
formulation  of  marketing  agreements 
and  orders  (7  CFR.  Supps.  900.1  et  seq.). 
a  public  hearing  was  held  upon  certain 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order. 
as  amended,  regulating  the  handling  of 
milk  in  the  Clinton,  Iowa,  marketing 
area.  Upon  the  basis  of  the  evidence  in- 
troduced at  such  hearing  and  the  record 
thereof,  it  Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

<2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  In  view 
of  the  price  of  feeds,  available  supplies 
of  feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  In  the  order,  as  amended, 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  factors. 
Insure  a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  in  the  public  In- 
terest; and 


(3>  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  Is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearing  has  been 
held. 

Order  relative  to  handling.  It  is 
therefore  ordered  that  on  and  after 
the  effective  date  hereof,  the  han- 
dling of  milk  in  the  Clinton,  low^a,  mar- 
keting area  shall  be  in  conformity  to 
and  In  compliance  with  the  terms  and 
conditions  of  the  afore.said  order,  as 
amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  as 
follows: 

1.  Delete  §970.4  (a)  (1)  and  substi- 
tute therefor  the  following: 

(D  For  Class  I  milk.  The  price  shall 
be  the  price  for  Class  II  milk  for  the 
previous  delivery  i>eriod  plus  90  cents 
during  the  months  of  January,  February, 
and  March;  plus  70  cents  during  the 
months  of  April,  May,  and  June;  and  plus 
$1.15  during  the  remaining  months  of 
each  year. 

2.  Delete  §970.4  (a)  (3)  and  substi- 
tute therefor  the  following: 

(3)  For  Class  III  milk.  The  price  shall 
be  the  higher  of  the  prices  resulting  from 
the  following  computations  by  the  mar- 
ket administrator: 

(l>  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin,  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period  in  which  such 
milk  was  received  and  multiply  such  re- 
sult by  3.5.  If  there  are  no  sales  on  the 
Exchange  during  any  week,  the  last  pre- 
viously quoted  price  shall  be  used  as  the 
price  for  that  week  In  making  these  com- 
putations. 

(ii)  From  the  average  wholesale  price 
per  pound  of  92-score  butter  at  Chicago 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  (or  such  other  Fed- 
eral agency  as  may  be  authorized  to  per- 
form this  price  reporting  function)  dur- 
ing the  delivery  period  in  which  such 
milk  was  received,  subtract  3  cents,  add 


20    percent   thereof    and    multiply   the 
resulting  amount  by  3.5. 

3.  Amend  §  970.4  (b)  (1)  to  read  as 
follows: 

(1)  If  the  average  butterfat  content  of 
the  milk  disposed  of  as  net  pooled  Class  I 
milk  by  any  handler  computed  pursuant 
to  §  970.3  (e)  is  more  or  less  than  3.5 
percent  such  handler  shall  add  to  the 
Class  I  price  p>er  hundredweight  com- 
puted pursuant  to  paragraph  (a)  (1)  of 
this  section  for  each  one-tenth  of  1  per- 
cent that  the  average  butterfat  content 
of  such  milk  is  above  3.5  percent,  or  shall 
subtract  from  such  Cla.ss  I  price  for 
each  one-tenth  of  1  percent  that  the 
average  butterfat  content  of  such  Cla.ss  I 
milk  is  below  3.5  percent  an  amount  com- 
puted as  follows:  To  the  average  whole- 
sale price  per  pound  of  92-score  butter 
at  Chicago  as  reported  by  the  United 
States  Department  of  Agriculture  (or 
such  other  Federal  agency  as  may  be 
authorized  to  perform  this  price  report- 
ing function)  during  the  delivery  period 
preceding  that  in  which  the  milk  was 
received,  add  40  percent,  and  divide  the 
resulting  sum  by  10. 

4.  Amend  §  970.7  (b)  (2)  by  deleting 
therefrom  the  phrase:  "exclusive  of  the 
amount  retained  in  such  fund  pursuant 
to  subparagraph  (3)  of  this  paragraph." 

5.  Delete  subparagraphs  (3)  and  <4>  of 
§970.7  (b)  and  renumber  subparagraphs 
(5»,  (6>,  and  (7)  thereof  as  subpara- 
graphs (3),  (4),  and  (5). 

6.  Amend  §  970.8  (e)  to  read  as  fol- 
lows: 

(e)  Producer -sett^ment  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraphs  (a)  (3>. 
(b) ,  and  (f )  of  this  section,  together  with 
the  amounts  subtracted  from  the  uniform 
price  computation  pursuant  to  §  970.7  «b) 
(5),  and  out  of  which  he  shall  make  all 
payments  to  producers  and  handlers 
pursuant  to  paragraphs  (c)  and  (f)  of 
this  section  as  well  as  the  amount  added 
in  the  computation  of  the  uniform  price 
pursuant  to  5  970.7  (b)   (2). 

I  p.    R.    Doc.    49-2742;    Filed.    Apr.    8,    1949; 
8:56  a.  m.l 


NOTICES 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Steel  Allocation  Plan  for 
Federal  Reclamation  Projects 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  as  amended,  and 
Executive  Order  9919  (after  consultation 
with  representatives  of  the  steel  produc- 


•  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  §  900.14 
of  the  rules  of  practice  and  procedure  gov- 
ernlTig  proceedings  to  formulate  marketing 
agreement*  and  orders  have  been  met. 


Ing  industry,  and  with  the  interested  gov- 
ernment agencies,  and  after  giving  op- 
portunity for  the  expression  of  the  views 
of  Industry,  labor  and  the  public  gen- 
erally at  an  open  hearing  held  on  March 
11.  1949).  has  determined  that  the  fol- 
lowing plan  of  voluntary  action  for  allo- 
cation of  steel  products  for  requirements 
of  the  Reclamation  Bureau  of  the  United 
States  Department  of  the  Interior,  is 
practicable  and  IS  appropriate  to  the  suc- 
cessfiU  carrying  out  of  the  policies  set 
forth  in  Public  Law  395,  as  amended. 

1.  What  this  plan  does.  This  plan 
sets  up  the  procedure  under  which  steel 
producers    participating    in    this    plan 


(hereinafter  called  producers)  agree  vol- 
untarily to  make  steel  products  available 
for  requirements  In  connection  with  the 
construction  of  certain  reclamation  proj- 
ects of  the  Bureau  of  Reclamation.  De- 
partment of  the  Interior.  The  projects 
covered  by  this  plan  thereinafter  called 
Federal  Reclamation  Projects)  are  those 
listed  In  Schedule  A  annexed  hereto,  as 
it  may  be  amended  by  the  Secretary  of 
Commerce  from  time  to  time.  The  steel 
products  provided  for  herein  are  to  be 
made  available  either  directly  to  the  Bu- 
reau of  Reclamation  or  to  persons  who 
need  them  to  fill  contracts  with  the  Bu- 
reau of  Reclamation  and  who  comply 
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with  the  provisions  of  this  plan.  Such 
persons  (hereinafter  collectively  called 
participating  Contractors)  include  prime 
contractors  for  the  Bureau  of  Reclama- 
tion, their  subcontractors,  and  steel  fab- 
ricators supplying,  or  under  contract  to 
supply  steel  products  to  such  prime  con- 
tractors or  their  subcontractors. 

2.  Agreement  by  steel  producers.  Be- 
ginning with  the  month  of  May  1949.  and 
continuing  during  the  period  this  plan 
remains  in  effect,  producers  will,  out  of 
their  own  production  or  that  of  their  pro- 
ducing subsidiaries  or  affiliates,  make 
available  to  the  Bureau  of  Reclamation 
and  to  its  participating  contractors  an 
aggregate  total  of  83,618  net  tons  of  steel 
products,  distributed  by  monthly  ton- 
nages and  types  of  products,  approxi- 
mately as  set  out  in  Schedule  B  annexed 
hereto,  as  it  may  be  amended  by  the  Sec-r 
retary  of  Commerce  from  time  to  time. 

3.  Deterinination  of  quantities  to  be 
furnished  by  respective  producers.  Un- 
less otherwi.se  specified  In  its  acceptance 
of  this  plan,  the  quantities  to  be  made 
available  by  each  producer,  as  its  com- 
mitment under  this  plan,  will  be  such 
as  the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  determines  to  be 
fair  and  equitable.  Each  Producer  will 
from  time  to  time,  however,  upon  request 
of  the  Secretary  of  Commerce,  give  con- 
sideration to  making  additional  quan- 
tities available.  Producers  will  take 
credit  against  their  commitments  under 
this  plan  only  for  deliveries  to  the  Bu- 
reau of  Reclamation  and  to  participating 
Contractors  on  orders  certified  in  accord- 
ance with  paragraph  10  below. 

4.  Contractual  arrangements.  Such 
products  will  be  made  available  under 
such  contractual  arrangements  as  may 
be  made  by  the  respective  producers, 
or  their  producing  subsidiaries  or  affili- 
ates, with  the  Bureau  of  Reclamation  and 
the  respective  participating  contractors. 
No  request  or  authorization  will  be  made 
by  the  Department  of  Commerce  relat- 
ing to  the  allocation  of  orders  or  cus- 
tomers, the  delivery  of  products,  the  allo- 
cation of  business  among  participating 
contractors,  or  any  limitation  or  restric- 
tion on  the  production  or  marketing  of 
any  products.  Tliis  plan  does  not  au- 
thorize nor  approve  any  fixing  of  prices, 
and  participation  in  this  plan  does  not 
affect  the  prices  or  terms  and  condi- 
tions on  which  any  product  is  actually 
sold  and  delivered. 

5.  Liynitations  as  to  types,  sizes  and 
Quantities.  A  producer  need  make  avail- 
able under  this  plan  only  those  products 
which  are  within  the  type  and  size  lim- 
itations of  the  mill  or  mills  which  it  may 
select  for  the  fulfillment  of  Its  commit- 
ment under  this  plan.  The  quantities 
which  it  may  have  undertaken  to  make 
available  in  any  month  may  be  reduced, 
or  at  its  option,  their  delivery  postponed, 
in  direct  proportion  to  any  production 
losses  during  the  month  due  to  causes 
beyond  Its  control. 

6.  Reports  from  steel  producers. 
Each  producer  will.  If  requested  by  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce  (subject  to  ap- 
proval of  the  Bureau  of  the  Budget  un- 


der the  Federal  Reports  Act  of  1942). 
submit  to  that  OfBce  periodic  reports  of 
the  total  quantities,  by  types,  of  prod- 
ucts shipped  and  accepted  for  shipment 
under  this  plan. 

7.  Reports  from  participating  contrac- 
tors. The  Office  of  Industry  Cooperation 
of  the  Department  of  Commerce  (sub- 
ject to  the  approval  of  the  Bureau  of 
the  Budget  under  the  Federal  Reports 
Act  of  1942  (may  require  any  participat- 
ing contractor  to  furnish  reports  with 
respect  to  steel  products  on  hand  and 
under  arrangements,  or  any  other  infor- 
mation pertinent  to  any  orders  placed 
under  this  plan. 

8.  Reports  from  Bureau  of  Reclama- 
tion. The  Bureau  of  Reclamation  will 
furnish  the  Office  of  Industry  Coopera- 
tion of  the  Department  of  Commerce 
with  such  reports  as  may  be  requested 
from  time  to  time  regarding  operations 
under  this  plan. 

9.  Obligations  of  participating  con- 
tractors. By  participation  In  this  plan, 
each  participating  contractor  shall  be 
obligated  as  follows:  To  use  all  products 
obtained  under  this  plan  solely  for  fill- 
ing contracts  with  the  Bureau  of  Recla- 
mation ;  not  to  resell  or  transfer  any  such 
products  in  the  form  received  by  the 
participating  contractor,  except  to  such 
.subsidiary,  affiliate,  subcontractor  or 
fabricator  as  may  be  designated  for 
the  manufacture  or  fabrication  of  prod- 
ucts needed  for  use  in  construction  on 
the  Federal  Reclamation  Project  in- 
volved :  and  not  to  build  up  beyond  cur- 
rent needs  any  Inventories  of  products 
obtained  or  end  products  manufactured, 
under  this  plan.  If  a  participating  con- 
tractor becomes  unable  to  use.  for  the 
purposes  of  this  plan,  any  products  ob- 
tained under  the  plan,  he  shall  be  fiu-ther 
obligated  to  hold  them  subject  to  such 
other  use  or  disposition  (including  real- 
location to  other  consumers  or  return 
to  the  producer  from  whom  purchased) 
as  .shall  be  authorized  by  the  Office  of 
Industry  Cooperation  of  the  Department 
of  Commerce. 

Participation  in  the  benefits  of  this 
plan  shall  at  all  times  be  contingent  upon 
each  participating  contractor's  contin- 
ued strict  compliance  with  the  provisions 
hereof.  In  the  event  of  any  actual  or 
prospective  noncompliance  by  any  par- 
ticipating contractor,  the  Secretary  of 
Commerce  may.  after  written  notice  to 
the  participating  contractor,  take  such 
action  as  he  deems  warranted  with  re- 
spect to  the  contractor's  participation  in 
the  plan,  including  partial  or  total  sas- 
penslon  or  termination  of  participation 
privileges  and  notification  to  the  partici- 
pating producers  not  to  make  any  or 
certain  further  shipments  under  the  plan 
to  .such  contractor. 

10.  Procedure  for  placing  orders  rmder 
this  plan.  The  Bureau  of  Reclamation 
will  determine  the  distribution  by  proj- 
ects of  the  tonnages  available  under  this 
plan  and.  after  consultation  with  the 
Office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  will  issue  in- 
structions to  its  field  personnel  and  con- 
tractors for  acquainting  them  with  the 
provisions  of  the  voluntary  plan  and  for 
proceeding  on  the  basis  of  such  determi- 
nation.   These  instructions  will  include 


appropriate  provisions  for  controlling 
and  recording  tonnages  certified  for  the 
individual  projects.  Purchase  oilers 
placed  under  this  plan  for  steel  products 
are  to  be  placed  with  participating 'pro- 
ducers or  their  producing  subsidiaries  or 
affiliates. 

In  placing  a  purchase  order  under  this 
plan  for  the  direct  procurement  of  steel 
products  from  a  participating  steel  pro- 
ducer, the  Bureau  of  Reclamation  will 
specifically  designate  the  order  as  being 
so  placed.  The  Bureau  of  Reclamation 
will  do  the  same  as  to  any  construction 
or  equipment  contract  let  to  a  contractor 
If  steel  products  required  for  the  fulfill- 
ment of  that  contract  are  to  be  obtained 
under  this  plan  by  the  contractor  as  a 
participating  contractor. 

Each  purchase  order  placed  by  a  par- 
ticipating contractor  under  this  plan 
shall  be  placed  In  accordance  with  the 
above-mentioned  instructions  Lssued  by 
the  Bureau  of  Reclamation  and  shall 
bear  the  following  certification  by  the 
participating  contractor: 

VoLtTNTART  Steel  Allocation  Plan  for 
Federal  Reclamation  Projects 

The  undersigned  certifies  to  the  seller  and 
to  the  Department  of  Commerce  that  the 
products  specified  In  this  order  will  be  used 
solely  to  fill  the  undersigned's  requirement 
for  the Federal  Recla- 
mation Project  under  Contract  No. 

(insert  number  of  contract),  which  contract 
hfus  been  designated  by  the  Bureau  of  Recla- 
mation as  having  been  placed  under  the 
above  voluntary  plan,  with  which  plan  the 
undersigned  is  familiar. 


By 

(Signature  and  title  of  duly 
authorized  officer) 

11.  Procedure  for,  and  effect  of.  becoin- 
ing  a  participant.  After  approval  of  this 
plan  by  the  Attorney  General  and  by  the 
Secretary  of  Commerce,  and  after  re- 
quests for  compliance  with  It  have  been 
made  of  steel  producers  by  the  Secretary 
of  Commerce,  any  such  steel  producer 
may  become  a  participant  In  this  plan  by 
advising  the  Secretary  of  Commerce,  in 
writing  of  its  acceptance  of  such  request. 
Such  requests  for  compliance  will  be  ef- 
fective for  the  purpose  of  granting  cer- 
tain immunity  from  the  anti-trust  laws 
and  the  Federal  Trade  Commission  Act, 
as  provided  In  section  2  (c)  of  Public  Law 
395,  as  amended,  only  with  respect  to 
such  producers  as  notify  the  Secretary  of 
Commerce  in  writing  that  they  will  com- 
ply with  such  requests. 

12.  Effective  date  and  duration.  This 
plan  shall  become  effective  upon  the  date 
of  its  final  approval  by  the  Secretary  of 
Commerce  and  shall  cease  to  be  effective 
at  the  close  of  business  on  September 
30.  1949.  However,  the  plan  may  be  ter- 
minated on  such  earlier  date  as  may  be 
determined  by  the  Secretary  of  Com- 
merce, upon  not  less  than  60  days'  notice 
by  letter,  telegram  or  publication  in  the 
Federal  Register. 

13.  Withdrawal  from  the  plan.  Any 
producer  may  withdraw  from  the  plan 
by  giving  not  less  than  60  days'  written 
notice  to  the  Secretary  of  Commerce. 

14.  Clarifying  interpretations.  Any 
Interpretation  Lssued  by  the  Secretary 
of, Commerce  (after  consultation  with 
the  Attorney  General),  in  writing,   to 
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clarify  the  meaninR  of  any  terms  or  pro- 
visions in  this  plan,  shall  be  binding 
up«n  all  participants  notified  of  such 
Interpretation. 

15.  Communication.  All  communica- 
tions from  contractors  participating,  or 
wi.shing  to  participate,  in  this  plan, 
should  be  addressed  to  the  Bureau  of 
Reclamation,  Denver  Federal  Center. 
Denver.  Colorado,  Attention  800. 

Approved:  March  24,  1949. 

Charles  Sawyer. 
Secretary  of  Commerce. 

Approved:  March  22,  1949. 

Peyton  Ford, 
Acting  Attorney  General. 

SCHEDULX   A— FEDEHAL  RECLAMATION   PROJECTS 

The  foUowlng  are  the  Federal  Reclamation 
Projects  covered  by  the  Voluntary  Steel  Allo- 
cation Plan: 

Project  and  State 

Ail-American,  Calif. 
Belle  Fourche.  S.  Dak. 
Bolse-Anderson  Ranch.  Idaho. 
Boise-Payette,  Idaho. 
Boulder  Canyon.  Ariz.-Nev. 


NOTICES 

Central  Valley.  Calif. 
Cotorado-Blg  Thompaon.  CMo. 
Columbia  Basin.  Wash. 
Davis  Dam.  Arlz.-Nev. 
Deschutes-Ochoco  Dam,  Oreg. 
Fort  Peck,  Mont. 
GUa.  Ariz. 

Hungry  Horse.  Mont. 
Kendrick,  Wyo. 
Klamath.  Oreg. -Calif. 

Lewlston  Orchards.  Idaho. 

Missouri  River  Basin  (various  SUtes). 

Ogden  River,  Utah. 

Palisades,  Idaho. 

Paonla.  Colo. 

Provo  River,  Utah. 

Rio  Grande.  N.  Mex.-Tex. 

Riverton.  Wyo. 

San  Luis  Valley,  Colo. 

Siinta  Barbara  County,  Calif. 

Yak4ma-Roza,  Wash. 

This  schedule  may  be  amended  from  time 
to  time  by  the  Secretary  of  Commerce. 

Charles  Sawyer, 
Secretary  of  Commerce. 

March  24,  1949. 
BcHEDUi  E  B— Distribution  of  Steel  Products 

The  monthly  tonnage  specified  In  Para- 
graph 2  of  the  Voluntary  Steel  Allocation 
Plan  is  to  be  distributed  by  products  ap- 
proximately as  follows: 


Issued  its  order  entered  March  29,  1949, 
authorizing  and  aporoving  merger  of 
facilities  of  The  Harfford  Electric  Light 
Company  with  tho.se  of  The  Simsbury 
Electric  Company  in  the  above-desig- 
nated matter. 


[SEALl 
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This  schedule  may  be  amended  by  the  Sec- 
retary of  Commerce  from  time  to  time. 

Charles  Sawyer. 
Secretary  of  Commerce. 

March  24.  1949. 

March  25.  1949. 

Gentlemen  :  Enclosed  is  a  copy  of  the  above 
voluntary  plan  which  has  been  approved  by 
the  Attorney  General  and  myself  pursuant  to 
Public  Law  395,  80th  Congress  (as  amended 
by  Public  Law  6,  81st  Congress),  and  E.xecu- 
tlve  Order  9919. 

Acting  pursuant  to  said  Law  and  Executive 
Order  I  hereby  request  compliance  by  you 
with  the  voluntary  plan.  This  request  will 
not  be  effective  for  the  purpose  of  granting 
immunity  from  the  antitrust  laws  of  the 
United  States  and  the  Federal  Trade  Commis- 
sion Act.  as  provided  in  section  2  (c)  of  Public 
Law  395.  80th  Congress,  as  amended,  unless 
you  promptly  agree  In  writing  to  comply 
herewith. 

Two  copies  of  a  suggested  form  for,  your 
use  in  evidencing  acceptance  of  thl«  request 


Leon  M.  Fuquay, 

Secretary. 


IF     R     Doc.    49  2702;    Filed,    Apr.    8,    1949; 
8:47  a.  m.) 
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|F.    R.    Doc. 


49-2695;    Filed.    Apr.    8,    1949; 
8:45  a.  ml 


I  Project  No.  5531 
City  of  Seattle,  Washington 

NOTICE    OF    ORDER    APPROVING    EXHIBIT 

ArRlL  5,  1949. 
Notice  is  hereby  given  that,  on  March 
31  1949.  the  Federal  Power  Commission 
Issued  its  order  entered  March  29.  1949. 
approving  Exhibit  L  in  the  above-desig- 
nated matter. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

IP     R.    Doc.    49  2703;    Filed.    Apr.    8,    1949; 
8:47  a.  m.] 


are  enclosed.    One  copy  Is  to  be  returned  to 
me  and  the  other  retained  for  your  files. 

Sincerely  yours, 

Charles  Sawyer, 
Secretary  of  Commerce. 

Note:  The  above  request  for  compliance 
with  Department  of  Commerce  Voluntary 
Steel  Allocation  Plan  for  Federal  Reclamation 
Projecta  was  sent  to  steel  companies  listed  In 
an  attachment  filed  with  the  original  docu- 
ment. 


IProJect  No.  1697) 
Lowell  L.  Hall 


notice  or  ORDER   ACCEPTING  SURRENDER   OF 

license  (minor) 

April  5,  1949. 
Notice  is  hereby  given  that,  on  March 
31  1949,  the  Federal  Power  Commission 
issued  its  order  entered  March  29,  1949. 
accepting  surrender  of  license  (minor) 
in  the  above-designated  matter. 


[seal! 


IF. 


Leon  M.  Fuquay, 
Secretary. 

R.    Doc.    49  2704;    Filed,    Apr.    8.    1949; 
8:47  a.  m.| 


(Project  No.  1927] 
California  Oregon  Power  Co. 

NOTICE  OF  order  APPROVING   EXHIBIT 

April  5.  1949. 
Notice  is  hereby  given  that,  on  March 
31.  1949.  the  Federal  Power  Commission 
issued  its  order  entered  March  29,  1949. 
eliminating  Exhibit  J-1  from  the  license, 
and  approving  E.xhibit  J-3  as  part  of 
license  in  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


IF.    R.    Doc.    4&-2705;    Filed,    Apr.    8,    1949; 
8:47  a.  m.) 


FEDERAL  POWER  COMMISSION 

[Docket  No.  £-6201) 

Hartford  Electric  Light  Co. 

NOTICE  OF  order  AXTTHORIZING  AND  APPROV- 
ING mercer  of  facilities 

April  9,  1949. 
Notice  is  hereby  given  that,  on  March 
29.  1949.  the  Federal  Power  Commission 


[Docket  Nos.  G-«59.  G-1089,  G-1120,  G-1124. 
G-1125,  G-n26.  G-1127.  G-1130.  G-1136, 
G-1137,  G-1138.  0-1149I 

Texas  Gas  Transmission  Corp.  et  al. 

notice  of  opinion  no.  177  AND  ORDER  ISSU- 
ING CERTIFICATES  OF  PUBLIC  CONVENIENCE 

and  necessity 

April  5,  1949. 

In  the  matters  of  Texas  Gas  Trans- 
mission Corporation,  Docket  No.  G-8d9; 


Saturday,  April  9,  1949 

Texas  Eastern  Transmission  Corpora- 
tion, Docket  No.  G-1089;  The  Philadel- 
phia Gas  Works  Company,  Docket  No. 
G-1120;  Consumers  Gas  Company, 
Docket  No.  G-1124;  Allentown-Betlile- 
hem  Gas  Company.  Docket  No.  G-1125; 
Harrisburg  Gas  Company,  Docket  No. 
G-1126;  Village  of  Norris  City,  Illinois, 
Docket  No.  G-1127;  Kentucky  Utilities 
Company,  Docket  No.  G-1130;  Corpora- 
tion of  Dyersburg,  Tennessee,  Docket  No. 
G-1136;  Madison  Utilities  Corporation, 
Docket  No.  G-1137:  Lawrenceburg  Gas 
Company.  Docket  No.  G-1138;  National 
Gas  L  Oil  Corporation.  Docket  No. 
G-1149. 

Notice  is  hereby  given  that,  on  March 
30,  1949,  the  Federal  Power  Commission 
Issued  its  Opinion  No.  177  and  order 
entered  March  30,  1949.  issuing  certifi- 
cates of  public  convenience  and  necessity 
to  Texas  Gas  Transmission  Corporation. 
Docket  No.  G-859.  and  to  Texas  Eastern 
Transmission  Corporation.  Docket  No. 
G-1089:  and  dismissing  applications  of 
The  Philadelphia  Gas  Works  Company, 
Docket  No.  G-1120:  Consumers  Gas 
Company,  Docket  No.  G-1124;  Allen- 
town-Bethlehem  Ga.s.  Company,  Docket 
No.  G-1125;  Harrisburg  Gas  Company, 
Docket  No.  G-1126;  Village  of  Norris  City, 
Illinois,  Docket  No.  G-1127:  Kentucky 
Utilities  Company,  Docket  No.  G-1130; 
Corporation  of  Dyersburg,  Tennessee, 
Docket  No.  G-1136;  Madison  Utilities 
Corporation,  Docket  No.  G-1137;  Law- 
renceburg  Gas  CompanV.  Docket  No. 
G-1138;  and  National  Gas  &  Oil  Corpo- 
ration. Docket  No.  G-1149. 


[SEAL] 


Leon  M.   Fuquay, 
Secretary. 


[F.    R.    Doc.    49-2706;    Filed,    Apr.    8,    1949; 
8:47  a.  m.j 


[Docket   No.  G  1166)1 

New  York  State  Natur.al  Gas  Corp. 

order  fixing  date  of  hearing 

On  February  3.  1949,  New  York  State 
Natural  Gas  Corporation,  (Applicant) 
filed  an  application,  as  supplemented  on 
March  23,  1949,  for  a  certificate  of  public 
convenience  and  nece.ssity  pursuant  to 
section  7  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  leasing  from 
Empire  Gas  and  Fuel  Company,  and  the 
operation  of.  approximately  10.14  miles 
of  8-inch  and  10-inch  pipeline  <  including 
approximately  100  feet  of  6-inch  pipe- 
line) located  in  Potter  County.  Pennsyl- 
vania, all  as  more  fully  described  in  such 
application  on  file  with  the  Commission 
and  open  to  public  inspection. 

Applicant  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  §  1.32  <b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure; and  no  request  to  be  heard  or 
protest  has  been  filed  subsequent  to  the 
giving  of  due  notice  of  the  filing  of  the 
application,  including  publication  in  the 
Federal  Register  on  February  19,  1949 
(14F.  R.  785). 

The  Commission  finds:  This  proceed- 
ing Is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  procedure. 

The  Commission  orders; 
No.  68 3 


FEDERAL  REGISTER 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  April  26, 
1949.  at  9:30  a.  m.  (e.  d.  s.  t.),  in  the 
Hearing  Room  of  the  Federal  Power 
CommLssion,  1800  Pennsylvania  Avenue 
NW.,  Washington.  D.  C,  concerning  the 
matters  Involved  and  the  Issues  presented 
by  such  application:  Provided,  however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  forthwith  dispose  of 
the  proceeding  pursuant  to  the  provi- 
sions of  §  1.32  of  the  Commission's  rules 
of  practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  5§  1.8  and  1.37 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  April  5,  1949. 

By  the  Commission. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49  2708;    Piled,    Apr.    8.    1949; 
8:49  a.  m.] 


[Docket  No.  G-1181I 

Ohio  Fuel  Gas  Co. 

notice  of  application 

April  5,  1949. 

Notice  is  hereby  given  that  on  March 
22,  1949,  The  Ohio  Fuel  Gas  Company 
(Applicant),  an  Ohio  corporation  having 
Its  principal  place  of  business  at  Colum- 
bus. Ohio,  filed  an  application  (a)  for  a 
certificate  of  public  convenience  and  ne- 
cessity authorizing  the  construction  and 
operation  of  certain  natural-gas  facili- 
ties, and  (b»  for  approval  of  abandon- 
ment and  removal  of  a  certain  ix)rtion  of 
Applicant's  facilities,  both  pursuant  to 
section  7  of  the  Natural  Gas  Act,  as 
amended,  and  all  described  as  follows: 

( 1 )  Construction  and  operation  of  ap- 
proximately 10.6  miles  of  16-inch  O.  D. 
natural  gas  transmis.sion  pipeline  ex- 
tending from  Applicant's  Crawford  Com- 
pres.sor  Station  to  a  point  on  the  facili- 
ties of  the  Texas  Eastern  Transmission 
Corporation,  all  in  Fairfield  County,  Ohio. 

<2)  Construction  and  operation  of  ap- 
proximately 26.7  miles  of  20-inch  O.  D. 
natural  gas  transmission  pipeline  ex- 
tending from  a  point  on  the  facilities  of 
Texas  Extern  Transmission  Corporation 
in  Fairfield  County,  Ohio,  to  Applicant's 
Line  B  near  Columbus.  Franklin  County, 
Ohio. 

(3 »  Construction  and  operation  of  ap- 
proximately 3.0  miles  of  20-inch  O.  D. 
and  2.0  miles  of  6^8  inch  O.  D.  natural 
gas  transmission  pipeline  to  form  a  con- 
nection from  the  proposed  line  at  Item 
2  above  to  the  present  point  of  supply  for 
Columbus,  Ohio,  near  Gahanna,  Ohio. 

(4)  Construction  and  operation  of  ap- 
proximately 18.8  miles  of  20-inch  O.  D. 
natural  gas  transmission  pipeline  extend- 
ing from  Applicant's  Line  B-50  in  Frank- 
lin County,  Ohio,  to  Applicant's  Treat 
Compressor  Station  in  Licking  County, 
Ohio. 
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(5)  Construction  and  operation  of  ap- 
proximately 18.2  miles  of  20-inch  O.  D. 
natural  gas  transmission  pijjeline  ex- 
tending from  the  terminal  of  Applicant's 
20-inch  O.  D.  pipeline  near  Mt.  Gilead 
in  Morrow  County.  Ohio,  to  Applicant's 
Line  D-96  in  Crawford  County.  Ohio. 

<6 1  Construction  and  operation  of  ap- 
proximately 6.4  miles  of  16-inch  O.  D. 
natural  gas  transmission  pipeline  ex- 
tending from  Applicant's  existing  16- 
Inch  O.  D.  pipeline  near  Mansfield  to 
Applicant's  Pavonia  Compressor  Station, 
all  in  Richland  County.  Ohio. 

(7)  Abandonment,  removal  and  re- 
tirement of  the  following  facilities  lo- 
cated in  Fairfield.  Franklin.  Licking, 
Morrow.  Crawford  and  Richland  Coun- 
ties. Ohio: 

(a)  Approximately  51.0  miles  of  16- 
Inch  O.  D.  natural  gas  transmission  pipe- 
line. 

<b>  Approximately  26.7  miles  of  18- 
inch  O.  D.  natural  gas  transmission  pipe- 
line. 

(c>  Approximately  6.4  miles  of  1234- 
inch  O.  D.  natural  gas  transmission  pipe- 
line. 

The  application  recites  that  with  re- 
spect to  the  prop>osed  new  construction 
no  change  is  contemplated  in  market 
service  other  than  increased  deliveries 
due  to  normal  growth  of  existing  mar- 
kets. It  is  stated  that  since  the  increase 
In  requirements  must  be  met  from  out- 
of-state  sources,  and  since  much  of  the 
increase  is  space  heating  load  with  a 
high  concentration  of  requirements  In 
winter  months,  it  is  necessary  to  provide 
facilities  to  transport  much  greater  vol- 
umes of  gas  to  storage  in  summer  for 
withdrawal  and  marketing  in  winter. 

The  application  further  states  that  the 
proposed  new  construction  is  designed  to 
provide  increased  capacity  from  out-of- 
state  sources  to  underground  storage 
and  market  areas  in  summer,  and  from 
such  out-of-state  sources  and  under- 
ground storage  areas  to  market  areas  in 
winter,  utilizing  lines  for  both  services 
whenever  possible. 

The  application  further  recites  that 
with  respect  to  the  proposed  abandon- 
ment and  removal  of  faciliites,  said  fa- 
cilities will  no  longer  be  u.sed  or  useful 
in  the  public  service  since  the  proposed 
con.struction  is  intended  as  replacement 
for  the  facilities  proposed  to  be  removed. 
It  is  proposed  to  salvage  all  or  part  of 
the  facilities  to  be  removed. 

The  estimated  total  over-all  net  capi- 
tal cost  of  construction  and  removal  after 
abandonment  and  salvage  of  the  pro- 
posed facilities  is  approximately  $3,239.- 
720.  Applicant  will  be  provided  with 
construction  and  removal  costs  by  The 
Columbia  Gas  System,  Inc.,  its  parent. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  it  desires 
a  conference,  the  creation  of  a  board, 
or  a  joint  or  concurrent  hearing,  together 
with  rea.sons  for  such  request. 

The  application  of  The  Ohio  Fuel  Gas 
Company  is  on  file  with  the  Commission 


'^ 
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and  Is  open  to  public  inspection.  Any 
person  desirinK  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Washington  25.  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §5  1.8  and 
1.10,  whichever  is  applicable,  of  the-rules 
of  practice  and  procedure. 


ISE.\L] 


Leon  M.  Fdquay, 

Secretary. 


|F.    R.    Doc.    4»  2710;    Piled.    Apr.    8.    1949; 
8  49  a.  m.i 


I  Docket  No.  DI-1791 

Central  New  York  Power  Corp. 

order  chancing  date  for  oral  argument 

By  order  dated  March  29.  1943.  the 
Commission  fixed  April  27.  1949,  as  the 
date  for  oral  argument  in  the  above- 
entitled  proceedintr. 

On  April  4.  1949.  the  Commission  re- 
ceived a  telephonic  request  from  counsel 
for  the  above-named  corporation  to 
change  the  date  for  oral  argument  from 
April  27.  1949.  to  April  29.  1949.  The 
Commission  orders:  The  date  specified 
in  its  order  dated  March  29.  1949.  for  oral 
argument  in  the  above-entitled  proceed- 
ing be  changed  from  April  27.  1949.  to 
April  29,  1949. 

Date  of  issuance:  April  5,  1949. 

By  the  Commission. 

iSEALl  Leon  M.  Fuquay. 

Secretary. 

|F.    R.    Doc.    49  2709;    Filed.    Apr.    8.    1949; 
8.49  a.  m.| 


NOTICES 

(2)  To  construct  and  operate  28.0 
miles  of  10-inch  natural  gas  transmission 
pipe  line  together  with  necessary  meter 
and  regulator  stations  extending  from  a 
point  in  Deer  Park  Town,  Orange  County. 
New  York,  .southeastward  to  Clarkstown 
Town,  Rockland  County,  New  York. 

(3)  To  abandon  and  remove  43.6  miles 
of  6-inch  natural  gas  transmission  pipe 
line  forming  a  tran.smission  pipe  line  sys- 
tem extending  from  a  point  known  as 
Hugenot  in  Orange  County.  New  York, 
to  a  point  in  Min.sink  Town.  Orange 
County.  New  York,  located  on  the  New 
York-New  Jer.sey  State  boundary  line. 

(4)  To  abandon  and  remove  0.36  mile 
of  8-inch  natural  gas  transmission  pipe 
line  extending  from  a  point  in  Orange 
Town.  Rockland  County.  New  York,  lo- 
cated on  the  New  York-New  Jersey  State 
boundary  line,  to  Tappan,  Rockland 
County.  New  York. 

i5>  To  abandon  and  sell  to  The  Key- 
stone Gas  Company,  Inc..  2.5  miles  of  6- 
inch  and  7.9  miles  of  8-inch  natural  gas 
tran.smis.sion  pipe  lines  extending  from 
the  Pennsylvania-New  York  State  line  in 
Allegany  Town.  Cattaraugus  County. 
New  York,  to  a  F>oint  known  as  Hebron 
measuring  station  in  Clean  Town,  Cat- 
taraugus County.  New  York. 

Eastern  seeks  authorization : 

<  6 »  To  abandon  and  remove  140  miles 
of  6-inch  and  8-inch  natural  gas  trans- 
mission pipe  lines  extending  from  a  point 
on  the  New  York-New  Jersey  State  boun- 
dary line  in  Wantage  Township.  Su.sscx 
County.  New  Jersey,  to  a  point  on  said 
boundary  line  in  North  Vale  Township. 
Bergen  County.  New  Jersey. 

The  application  recites  that  with  re- 
spect to  the  proposed  new  construction 


applicant  Home  proposes  to  Improve  and 
increa.se  deliverabllity  of  its  transmission 
system  in  the  interest  of  flexibility  of 
operations,  continuity  of  delivery,  and 
adequacy  of  facilities  in  order  to  provide 
as  nearly  as  possible,  and  in  the  mo.st 
feasible  and  economical  manner,  con- 
tinuous .service  to  exi.sting  customers.  It 
Is  stated  further  that  Home  seeks  to  pro- 
vide, for  a  reasonable  period  in  the  fu- 
ture, for  the  normal  growth  of  Home  and 
its  associated  companies  in  the  Pitts- 
burgh group  of  companies  ow  ned  by  The 
Columbia  Gas  System.  Inc  ,  only  within 
the  territory  presently  served  by  such 
companies. 

The  application  further  recites  that 
with  re.spect  to  the  proposed  abandon- 
ment and  removal  of  facilities  by  Home 
and  Eastern,  said  facilities  are  no  longer 
used  or  useful  in  the  public  service  and 
the  companies  propose  to  eliminate 
maintenance  expense  in  connection 
therewith.  The  pipe  proposed  to  be  re- 
moved will  be  salvaged  and  will  be  used 
for  maintenance  and  replacement  of  ex- 
isting pipe  lines. 

The  application  further  states  that  the 
pipe  lines  proposed  to  be  abandoned  and 
removed  by  Eastern  comprise  its  entire 
system.  Eastern  serves  no  communities 
at  wholesale  or  retail  and  has  no  cas- 
tomers  of  any  kind  other  than  Home  for 
whom  it  transports  gas.  It  is  contem- 
plated that  Eastern  will  wind  up  its  af- 
fairs and  dissolve  if  it  is  authorized  to 
abandon  and  retire  its  pipe  line  syst«  m. 
The  estimated  total  over-all  capital 
cost  of  construction  and  removal  and  re- 
tirement after  abandonment  of  the  pro- 
posed facilities  is  approximately  $2,447,- 
994.  derived  as  follows: 


Ilomr  (ia.s  (\> .. 

£u.<<tiTii  I'ipf  Lini:  Co. 


[Docket  No.  G-11821 

Home  Gas  Co.  and  Eastern  Fife  Line  Co. 

NOTICE  OF  application 

April  5.  1949. 
Notice  is  hereby  given  that  on  March 
23.  1949,  Home  Gas  Company  (Home),  a 
New  York  corporation,  and  Eastern  Pipe 
Line  Company  (Eastern),  a  New  Jersey 
corporation,  both  of  which  companies  are 
sub.sidiaries  of  The  Columbia  Gas  Sys- 
tem. Inc..  and  have  their  principal  place 
of  business  at  Pittsburgh.  Pennsylvania, 
filed  an  application  «a)  for  a  certificate 
of  public  convenience  and  necessity  au- 
thorizing the  construction  and  operation 
by  Home  of  certain  natural-gas  facilities 
hereinafter  described,  and  'b»  for  ap- 
proval of  abandonment,  removal  and  sale 
by  Home  and  Eastern  of  a  certain  portion 
of  said  applicant  companies'  facilities, 
also  hereinafter  described,  to  The  Key- 
stone Gas  Company.  Inc..  both  pursuant 
to  section  7  of  the  Natural  Gas  Act.  as 

amended. 

Home  seeks  authorization: 

(1)  To  construct  and  operate  23.8 
miles  of  12-inch  natural  gas  transmission 
pipe  line  extending  from  a  point  in  Deer 
Park  Town.  Orange  County.  New  York, 
northwestward  to  a  point  in  Cochecton 
Town,  Sullivan  County,  New  York. 


Total. 


Coa-^truc- 
tioi) 


Falvape 


$2.(>.1«i,UU0 


$(i-j;«.:)i>M 
oi.xm) 


2.  MA.  (WO 


(41.1.  lOfi) 


Cii'-t  of 
reinoviU 


MI.  100 
1. Mi,  000 


Net  co.«^t 


$2.  ."iSS.  HtO 

(la.'i.Mti) 


an:.  100      ^w.vH 


Home  intends  to  finance  its  construc- 
tion costs  by  using  $600,000  of  its  own 
funds  and  contemplates  borrowing  the 
rem.ainder  of  said  co.-^t  amounting  to 
approximately  $1,984,000,  from  The  Co- 
lumbia Gas  System.  Inc.,  its  parent. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1 37  of  the  Commission's 
rules  of  practice  and  procedure  and.  if 
so.  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  interest  in  the 
matter  and  whether  it  desires  a  confer- 
ence, the  creation  of  a  board  or  a  joint 
or  concurrent  hearing,  together  with  rea- 
sons for  such  request. 

The  application  of  Home  Gas  Company 
and  Eastern  Pipe  Line  Company  is  on 
file  with  the  Commission  and  is  open  to 
public  inspection.  Any  person  desiring 
to  be  heard  or  to  make  any  protest  with 
reference  to  the  application  shall  file 
with  the  Federal  Power  Commission, 
Wa.shington  25.  D.  C.  not  later  than  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register,  a  petition 
to  Intervene  or  protest.  Such  petition  or 
protest  shall  conform   to   the   require- 


ments of  §S  1.8  and  1  10.  whichever  is 
applicable,  of  the  rules  of  practice  and 
procedure. 

rsEALl  Leon  M.  Fuquay, 

Secretary. 

IF.    R.    Doc.    49  2711;    Filed.    Apr.    8.    1940; 
8:50  a.  m.] 


(Docket  No.  G-11841 
Louisiana-Nevada  Transit  Co. 

notice  of  APPLICATION 

April  5,  1949. 
Notice  Is  hereby  given  that  on  March 
28.  1949.  an  application  was  f.led  with  the 
Federal  Power  Commission  by  Louisiana- 
Nevada  Tran-sit  Company  < Applicant*, 
a  Nevada  corporation  having  its  prin- 
cipal place  of  business  at  Ada.  Oklahoma, 
for  a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing the  construction  and  operation  of 
3870  feet  of  2-inch  pipe  line,  pressure 
regulator  and  metering  facilities  for  the 
purpose  of  servinp:  contract  industrial 
requirements   of   Coobwood.    Inc.,    and 


Saturday,  April  9,  1949 

Graydon  Anthony  Lumber  Company  lo- 
cated" in  and  near  the  City  of  Hope. 
Hempstead  County.  Arkansas. 

The  application  states  natural  gas 
sales  contracts  have  been  executed  with 
Cobbwood.  Inc..  for  the  supplying  of  an 
estimated  annual  volume  of  21.636  Mcf. 
and  with  Graydon  Anthony  Lumber 
Company  for  the  .supplying  of  an  esti- 
mated annual  volume  of  31,020  Mcf; 
natural  gas  sold  under  the  contracts  will 
be  used  as  boiler  fuel  for  steam  genera- 
tion purposes. 

The  e.stimated  over-all  capital  cost  of 
the  construction  of  the  proposed  facili- 
ties is  $2,058  10. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  cooper- 
ative provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
est In  the  matter  and  whether  it  desires  a 
conference,  the  creation  of  a  board,  or  a 
joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Louisiana-Nevada 
Transit  Company  is  on  file  with  the  Com- 
mission and  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission,  Washington  25. 
D.  C,  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  §<t  1.8  or 
1.10.  whichever  is  applicable,  of  the 
Commission's  rules  of  practice  and 
procedure. 


r  SEAL ] 


Leon  M.  Fuquay. 

Secretary. 


|F.    R.    Doc.    49-2712;    Filed.    Apr.    8,    1949; 
8:50  a.  m.l 


FEDERAL    TRADE    COMMISSION 

(Docket   No.    5622] 

Aquella  Products,  Inc..  et  al. 

ORDER  appointing  TRIAL  EXAMINER  AND  FIX- 
ING TIME  AND  PLACE  FOR  T.MUNC  TESTI- 
MONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington.  D.  C,  on  the  4th 
day  of  April  A.  D.  1949. 

In  the  matter  of  Aquella  Products.  Inc., 
a  corporation;  Ira  A.  Campbell;  L.  J. 
Clarke;  Leandro  W.  Tomarkin;  and  Zella 
F.  Campbell :  individually  and  as  officers 
of  Aquella  Products.  Inc.;  Prima  Prod- 
ucts, Inc.,  a  corp>oration;  and  Milton  P. 
Schreyer;  Charles  S.  Brody;  Milton  E. 
Schattman;  and  Edward  P.  Schreyer,  In- 
dividually and  as  officers  of  Prima  Prod- 
ucts, Inc. 

This  matter  being  at  issue  and  ready 
for  the  taking  o*f  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  in  the  Federal  Trade  Com- 
mi.ssion. 

It  is  ordered.  That  Earl  J.  Kolb,  a  Trial 
Examiner  of  this  Commission,  be  and  he 
hereby  is  designated  and  appointed  to 
take  testimony  and  receive  evidence  in 


FEDERAL  REGISTER 

this  proceeding  and  to  perform  all  other 
duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Monday,  April  25,  1949,  at  ten 
o'clock  In  the  forenoon  of  that  day 
(e.  s.  t.>.  in  Room  500.  45  Broadway,  New 
York,  New  York. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  pro- 
ceed immediately  to  take  testimony  and 
evidence  on  behalf  of  the  respondents. 
The  Trial  Examiner  will  then  close  the 
taking  of  testimony  and  evidence,  and, 
after  all  intervening  procedure  as  re- 
quired by  law,  will  close  the  case  and 
make  and  serve  on  the  parties  at  issue 
a  recommended  decision  which  shall  in- 
clude recommended  findings  and  con- 
clusions, as  well  as  the  reasons  or  basis 
therefor,  upon  all  the  material  issues  of 
fact,  law,  or  discretion  presented  on  the 
record,  and  an  appropriate  recom- 
mended order;  all  of  which  shall  become 
a  part  of  the  record  in  said  proceeding. 


By  the  Commission. 
I  seal! 


D.  C.  Daniel, 
Secretary. 


|F.    R.    Doc.    49-2740;    Filed.    Apr.    8.    1949; 
8:56  a.  m.j 


SECURITIES  AND  EXCHANGE 
COMMISSION 

J.  S.  LOCKABY  &  Co. 

ORDER  REVOKING  REGISTRATION  AND  EXPELL- 
ING REGISTRANT  FROM  N.^TIONAL  SECURI- 
TIES ASSOCIATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  1st  day  of  April  A.  D.  1949. 

In  the  matter  of  Jesse  S.  Lockaby.  do- 
ing business  as  J.  S.  Lockaby  &  Company. 
First  National  Bank  Building,  Morgan- 
ton,  North  Carolina. 

Proceedings  having  been  instituted  to 
determine  whether  the  registration  oi 
Jesse  S.  Lockaby  as  a  dealer  should  be 
revoked  pursuant  to  section  15  (b)  of  the 
Securities  Exchange  Act  of  1934  and  to 
determine  whether  Jesse  S.  Lockaby 
should  be  suspended  for  a  p>eriod  not  ex- 
ceeding twelve  months  or  expelled  from 
membership  in  National  Association  of 
Securities  Dealers,  Inc.  pursuant  to  sec- 
tion 15A  (/)  (2)  of  said  act; 

A  hearing  having  been  held  after  ap- 
propriate notice,  and  the  Commission 
having  this  day  Issued  Its  findings  and 
opinion;  on  the  basis  of  said  findings  and 
opinion 

It  is  ordered.  That  the  registration  of 
the  said  Jesse  S.  Lockaby  as  a  dealer  be, 
and  it  hereby  is.  revoked  and  that  the 
said  Jesse  S.  Lockaby  be.  and  he  hereby 
Is.  expelled  from  membership  in  National 
Association  of  Securities  Dealers,  Inc. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

(P.   R.    Doo.    49-2700;    FUed.    Apr.    8,    1949; 
8:46  a.  m.] 
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[File  Noa.  54-111,  59-121 

American  &  Foreign  Power  Co.,  Inc., 

ET  AL. 

notice  of  filing  and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  4th  day  of  April  A.  D.  1949. 

In  the  matter  of  American  &  Foreign 
Power  Company.  Inc.,  Electric  Bond  and 
Share  Company,  File  No.  54-111;  Electric 
Bond  and  Share  Company,  American  & 
Foreign  Power  Company,  Inc.,  et  al., 
respondents.  File  No.  59-12. 

Notice  is  hereby  given  that  Electric 
Bond  and  Share  Company  ("Bond  and 
Share"),  and  its  subsidiary  American  & 
Foreign  Power  Company,  Inc.  ("Foreign 
Power"),  both  registered  holding  com- 
panies, have  filed  a  supplemental  appli- 
cation pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  this  Commission  for  a  full  state- 
ment of  the  transactions  therein  pro- 
posed which  are  summarized  as  follows: 

Bond  and  Share  proposes  to  transfer 
to  Foreign  Power  the  $19,500,000  prin- 
cipal amount  of  Cuban  Electric  Company, 
67c  twenty  year  Debenture  Bonds,  Series 
A.  due  May  1,  1948  (Cuban  Debentures), 
which  it  owns  in  exchange  for  a  three 
year  6%  promissory  note  of  Foreign 
Power  in  the  principal  amount  of 
$19,500,000  payable  to  Bond  and  Share. 
The  proposed  transfer  is  contingent  upon 
Foreign  Power  obtaining  commitments 
for  the  purchase  from  it  of  not  less  than 
$20,000,000  principal  amount  of  First 
Mortgage  Bonds  of  Cuban  Electric  Com- 
pany or  such  other  amount  as  may  be 
agreed  upon  later.  The  application 
states  that  Foreign  Power  will  receive 
such  First  Mortgage  Bonds  from  Cuban 
Electric  Company,  its  subsidiary,  together 
with  other  securities  of  Cuban  Electric 
Company,  In  exchange  for  its  Cuban  De- 
bentures plus  those  of  Bond  and  Share. 

The  stated  purpose  of  the  proposed 
transactions  is  to  provide  Foreign  Power 
with  an  expeditious  means  of  receiving 
needed  cash  and  to  facilitate  the  reor- 
ganization of  Foreign  Power's  Cuban  sub- 
sidiaries. It  Is  further  stated  that  it  is 
the  intention  of  the  applicants  that  ap- 
proval by  the  Commission  of  the  trans- 
actions is  not  to  be  considered  as  a  valua- 
tion of  either  the  Cuban  Debentures  or 
the  uew  Foreign  Power  note  and  that 
such  exchange  of  securities  is  not  Intend- 
ed to  prejudice  Foreign  Power  or  Its  in- 
vestors or  impair  the  position  or  value  of 
Bond  and  Share's  investment  In  the  For- 
eign Power  system. 

The  applicants  request  that  the  Com- 
mission's order  contain  recitations  and 
findings  conforming  to  the  requirements 
of  the  Internal  Revenue  Code,  as  amend- 
ed, including  section  1808  (f )  and  Supple- 
ment R  thereof. 

It  appearing  to  the  Commission  that  it 
is  appropriate  in  the  public  interest  and 
in  the  interests  of  investors  that  a  hear- 
ing be  held  with  respect  to  said  applica- 
tion and  that  said  application  shall  not 
be  granted  except  pursuant  to  further 
order  of  this  Commission; 

It  is  ordered.  That  a  hearing  on  said 
application  puisuant  to  the  applicable 
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provisions  of  the  act  and  the  rules  and 
regulations  thereunder  be  held  on  April 
25  1949,  at  10:00  a.  m,  at  the  office  of  this 
Commission.  425  Second  Street  NW., 
Washington  25,  D.  C,  in  such  room  as 
may  be  designated  on  that  day  by  the 
Hearing  Room  Clerk  In  Room  101.  Any 
person  desiring  to  be  heard  or  otherwise 
wishing  to  participate  in  this  proceeding 
shall  file  with  the  Secretary  of  the  Com- 
mission on  or  before  April  21,  1949.  a 
written  request  relative  thereto  as  pro- 
vided by  Rule  XVII  of  the  Commission's 
rules  of  practice. 

It  is  further  ordered.  That  Allen  Mac- 
Cullen.  or  any  other  ofBcer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  such  hearing. 
The  officer  so  designated  is  hereby  au- 
thorized to  exercise  all  powers  granted 
to  the  Commission  under  section  18  <c) 
of  the  act  and  to  a  Hearing  Officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
.sion  that  it  has  made  a  preliminary 
examination  of  the  application  and  that 
upon  the  basis  of  such  examination  the 
following  matters  and  questions  are  pre- 
sented for  consideration  without  preju- 
dice to  the  specification  of  additional 
matters  and  questions  upon  further 
examination: 

1.  Whether  the  transaction  as  pro- 
posed would  accomplish  the  stated  intent 
of  the  application  that  approval  thereof 
by  the  Commission  is  not  to  be  consid- 
ered as  a  valuation  of  either  the  Cuban 

,  debentures  or  the  new  Foreign  Power 
note  and  that  such  exchange  of  securi- 
ties is  not  intended  to  prejudice  Foreign 
Power  or  its  investors  or  impair  the  posi- 
tion or  value  of  Bond  and  Share's  invest- 
ment in  the  Foreign  Power  system. 

2.  Whether,  in  order  to  accomplish  the 
stated  intent  of  the  application  as  above 
described,  the  note  should  be  modified 
to  contain  the  following  express  con- 
dition and  limitation: 

This  note  of  Foreign  Power  shall  be  valued 
for  purposes  of  satisfaction  or  discharge  as 
a  claim  against  Foreign  Power  In  an  amount 
equal  to  the  value,  as  of  the  date  hereof, 
of  the  consideration  given  therefor,  namely, 
»19.500.000  principal  amount  of  said  6', 
Debentures  of  Cuban  Electric  Company  and 
that  the  approval  herein  contained  Is  with- 
out prejudice  to  the  right  of  any  Interested 
person  or  the  Commission  hereafter  to  raise 
any  defenses,  claims  or  offsets,  legal  or 
equitable,  with  respect  to  said  note,  which 
might  be  raised  as  of  the  date  hereof,  with 
respect  to  the  rank  and  status  of  said  6': 
Debentures  In  the  hands  of  Bond  and  Share. 
No  payment  shall  be  made  or  received  on  or 
with  respect  to  the  principal  of  said  note, 
nt  maturity  or  otherwise,  except  pursuant 
to  permission  of  the  Commission. 

3.  Whether  as  now  proposed,  or  if 
amended  in  accordance  with  the  pro- 
posed condition  and  limitation  in  <2> 
above,  the  transaction  will  comply  with 
the  -applicable  provisions  of  the  act  and 
the  rules  and  regulations  thereunder; 

4.  What  other  terms  and  conditions,  if 
any.  should  be  prescribed  In  the  public 
Interest  or  in  the  interest  of  investors. 

It  is  further  ordered.  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions. 

It  is  further  ordered.  That  the  Sec- 
retary of  the  Commission  shall  serve  no- 


NOTICES 

tlce  of  this  order  by  registered  mail  on 
all  the  parties  and  participants  hereto- 
fore appearing  in  the  proceedings  and 
that  notice  of  said  hearing  shall  be  given 
to  all  other  persons  by  publication  of 
this  order  in  the  Federal  Register  and 
by  general  release  distributed  to  the 
press. 
By  the  Commission. 


[seal] 


Orval  L.  Dubois. 
Seeretary. 


[F.    R.    Doc.    49  2698:    Filed.    Apr.    8,    1949; 
8:46  a.  m.| 


15.  1949.  said  application-declaration,  as 
filed  or  as  amended,  may  be  granted  as 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  said  act. 
or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rule  U-20  (a> 
and  Rule  U-100  thereof.  All  interested 
persons  are  referred  to  said  application- 
declaration  which  is  on  file  with  the 
Commission  for  a  statement  of  the  trans- 
actions therein  proposed. 

By  the  Commission. 

[seal!  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-2699:    Filed,    Apr.    8,    1949; 
8:46  a.  m.l 


(Pile  No.  70-2084] 

Utah  Power  and  Light  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  4th  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Utah  Power 
and  Light  Company  ("Utah"),  a  regis- 
tered holding  company  and  an  electric 
utility  company,  has  filed  an  application- 
declaration  and  amendment  thereto  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  has  designated 
sections  6  'a>  and  7  thereof,  and  Rule 
U-50  of  the  rules  and  regulations  pro- 
mulgated thereunder  as  applicable  to  the 
proposed  transactions  which  are  sum- 
marized as  follows: 

Utah  proposes  to  issue  and  sell  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  $3,000,000  principal 
amount  of  _.%  First  Mortgage  Bonds 
due  1979  to  be  issued  under  and  secured 
by  the  Company's  presently  existing 
Mortgage  and  Deed  of  Trust  dated  as  of 
December  1. 1943.  as  supplemented  by  the 
First.  Second  and  Third  Supplemental 
Indentures  and  as  further  supplemented 
by  a  Fourth  Supplemental  Indenture  to 
be  dated  as  of  May  1.  1949. 

The  application-declaration,  as 
amended,  indicates  that  the  construc- 
tion program  of  Utah  and  Its  wholly 
owned  subsidiary.  The  Western  Colorado 
Power  Company,  for- the  year  1949  will 
require  the  expenditure  of  approximately 
$11,000,000.  which  will  be  met  in  part  by 
the  proceeds  from  the  sale  of  the  Bonds 
together  with  proceeds  from  the  sales  of 
common  stock  and  additional  bonds  to 
be  made  later  in  the  year. 

The  application-declaration,  as 
amended,  requests  that  the  Commission's 
order  issue  as  promptly  as  may  be  prac- 
ticable and  that  it  become  effective  forth- 
with upon  the  issuance  thereof^ 

Notice  is  further  given  that  any  Inter- 
ested person  may  not  later  than  April  15. 
1949,  at  5:30  p.  m..  e.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues.  If  any,  of  fact  or  law 
rai.sed  by  said  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wa.sh- 
ington  25.  D.  C.    At  any  time  after  April 


(File  No.  70-21011 
CoLtTMBiA  Gas  system.  Inc. 

NOTICE  REGARDING  FILING 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commi.ssion.  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  5th  day  of  April  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  The  Columbia 
Gas  Sy.stem.  Inc.  ("Columbia"),  a  reg- 
istered holding  company.  Declarant  has 
designated  section  12  tb)  of  the  act  and 
Rule  U-45  promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  April 
20,  1949,  at  5:30  p.  m.,e.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  .<;uch  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
Interest,  and  the  issues  of  fact  or  law 
raised  by  said  declaration  v.hich  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commi.s<=ion  .«;hould 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission. 
425  Second  Street  NW..  Washincton  25. 
D.  C.  At  any  time  after  April  20.  1949. 
said  declaration,  as  filed  or  as  amended, 
may  be  permitted  to  become  effective  as 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act 
or  the  commission  may  ex-^mpt  such 
transaction  as  provid-^d  In  Rules  U-20 
(a>  and  U-100  thereof. 

All  interested  persons  are  referred  tn 
said  declaration  which  is  on  file  In  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  Ls  summarized  as  follows: 

Columbia  proposes  to  make  a  cash 
contribution  of  $600,000  to  Home  Gas 
Company,  a  wholly  owned  subsidiary  of 
Columbia,  such  contribution  to  be  used 
by  Home  in  connection  with  Its  1949  con- 
struction program.  Columbia  also  pro- 
poses to  make  a  further  contribution  to 
Home  of  $300,000  by  forgiving  non-inter- 
est bearing  loans  presently  owing  to  Co- 
lumbia by  Home. 
By  the  Commission. 

rSEALl  ORVAL  L.  DtfBOIS, 

Secretary. 

I  p.    R.    Doc.    49-2701:    Filed,    Apr.    fl.    1949; 
8:46  a.  m.) 


Saturday,  April  9,  1949 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property^ 

AuTHORrrT:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  60 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

V  [Vesting  Order  12971] 

William  Lichtenfels  and  Fidelity 
Union  Trust  Co. 

In  re:  Trust  agreement  dated  Novem- 
ber 25,  1929,  between  William  Lichten- 
fels. donor,  and  Fidelity  Union  Tru.st 
Company,  trustee.  File  No.  D-28-4311- 
G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ida  Lichtenfels,  whose  last 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  domiciliary  per.sonal  rep- 
resentatives, heirs  at  law.  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Ida  Lichtenfels,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany)  ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
tha.  certain  trust  agreement  dated  No- 
vember 25.  1929.  by  and  between  William 
Lichtenfels.  donor,  and  Fidelity  Union 
Trust  Company,  trustee,  presently  being 
administered  by  Fidelity  Union  Trust 
Company,  trustee,  755  Broad  Street, 
Newark  1,  New  Jersey, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Ida 
Lichtenfels  are  not  within  a  designated 
enemy  country,  the  national  interei^t  oi 
the  United  States  requires  that  such  per- 
.sons  be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece.ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 


FEDERAL  REGISTER 

Executed  at   Washington,  D.   C,  on 
March  21, 1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(P.    R.    Doc.   4^2716;    Filed.    Apr.   8,    1949; 
8:51  a.  m.| 


IVestlng  Order  12979] 

Attcusta  Fredericka  Charlotte 
Schroeder 

In  re:  Estate  of  Augusta  Fredericka 
Charlotte  Schroeder.  also  known  as  Au- 
gusta F.  C.  Schroeder,  deceased.  File 
No.  D-28-12557. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  George  Wienke.  Heinrich 
Wienke.  Wilhelmine  Riepe,  Anna  Bein- 
ker,  Friedhelm  Hoelschermann,  Erna 
Grolle,  Friedrich  Klinker,  Heinrich 
KUnker,  Wilhelm  Kiinker.  Dorothea 
Gothner,  Karl  Dieter  Krcbs.  Kurt  Krebs, 
Emma  zum  Felde.  Ernst  Krebs.  Maren 
Krebs.  Jorn  Krebs.  Friedrich  Paul  August 
Krebs,  Ernest  August  Krebs.  Lui.se  Seibt. 
Wilhelpi  Krebs.  Charlotte  Wilhelmi. 
Friedrich  Krebs.  Dorothea  Strathoff, 
Erna  Martmann.  Emmi  Ernst,  Ernst 
Martmann,  Ludwig  Martmann.  Marie 
Brauning,  Georg  Niendink.  Ludwig 
Wehrkamp,  Wilhelm  Wehrkamp.  Albert 
Wehrkamp.  Frida  Lescow,  Luise  Ahrens, 
Wilhelmine  Poensgen,  Wilhelm  Wehr- 
kamp. Frieda  Wehrkamp,  Marie  Wehr- 
kamp, Ernst  Wehrkamp,  Charlotte 
Schiitzeberg.  Hermann  Wehrkamp, 
Friedrich  Wehrkamp,  and  Marie  Wehr- 
kamp, who.se  last  known  address  is  Ger- 
many, ere  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany)  ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  Estate  of  Augusta  Fredericka 
Charlotte  Schroeder.  al.so  known  as  Au- 
gusta F.  C.  Schroeder,  deceased.  Is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by.  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  IDorothy  Hill  and 
Harry  B.  F.  Wellinghous,  as  Administra- 
tors, c.  t.  a.,  acting  under  the  judicial 
supervision  of  the  Surrogate's  Court, 
Kings  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons identified  in  subparagraph  1  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  in  the  national  in- 
terest, 


1723 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2717;    Filed,    Apr.    8,    1919; 
8:51  a.  m.] 


(Vesting  Order  12986] 
F.   Gray   Griswold   et  al. 

In  re:  Trust  indenture  dated  December 
10,  1924,  between  F.  Gray  Griswold. 
grantor,  and  the  New  York  Trust  Con^- 
pany  and  F.  Gray  Griswold.  trustees, 
f/b  o  Max  von  Dziembowski.  et  al.  File 
F-28-177.  F-28-177-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Max  von  Dziembowski.  Eliza- 
beth Julie  von  Dziembowski.  Constantln 
von  Dziembowski.  and  Countess  Lili  von 
Donnersmark.  whose  last  known  address 
is  Germany,  are  re.sidents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  children,  names  unknown, 
of  Constantln  von  Dziembowski.  and  the 
children,  names  unknown,  of  Counte.ss 
Lili  von  Donnersmark,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.sons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  Indenture  dated  De- 
cember 10.  1924.  by  and  between  F.  Gray 
Griswold.  grantor,  and  the  New  York 
Trust  Company  and  F.  Gray  Griswold. 
trustees,  presently  being  administered  by 
the  New  York  Trust  Company,  100 
Broadway,  New  York  15,  New  York,  and 
George  Griswold.  Field  Point  North. 
Greenwich.  Connecticut,  as  co-trustees. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
children,  names  unknown,  of  Constantln 
von  Dziembowski.  and  the  children, 
names  unknown,  of  Counte.ss  Lili  von 
Donnersmark.  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
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such  persons  be  treated  as  nationals  of  a 
designated  enemy  country   (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Wa.shington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

[.SEAL]  M.^LCOLM  S.  M.^SON, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IF     R.    Doc.    49-2718;    Filed.    Apr.    8,    1949; 
8:51  a.  m  | 


NOTICES 

sultatlon  and  certiflcation,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  tp  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29,  1949. 

For  the  Attorney  General. 

(SEALl  MALCOtM  S.  MASON. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49  2719;    Filed.    Apr.    8.    1»49; 
8:51   a.  m.| 


[Vesting  Order   13024] 
Mrs.  Margarete  Bracker  et  al. 

In  re:  Rights  of  Mrs.  Margarete 
Bracker  et  al.  under  in.surance  contract. 
File  No.  P-28-3844-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Margarete  Bracker, 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany)  ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Mrs.  Cacilie  C.  Schroder,  deceased,  who 
there  is  rca.sonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany)  ; 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  in.surance 
evidenced  by  policy  No.  8798.775,  issued 
by  the  Equitable  Life  As.=;urance  Society 
of  the  United  States.  New  York,  New 
York,  to  Cacilie  C.  Schroder,  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of,  or  owins  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany* ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees, names  unknown,  of  Cacilie  C. 
Schroder,  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at   Washington.   D.   C,  on 
March  29,  1949. 
For  the  Attorney  General. 

[seal]  Malcolm  S.  Ma^on. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49  2720;    Filed.    Apr.    8,    194Gi: 
852  a.  m.) 


IVe.'^tlng  Order  13029 1 
Albert  and  Magdelana  Jakob 

In  re:  Rights  of  Albert  Jakob  and 
Magdelana  Jakob  under  deposit  receipt 
and  election  agreement  relating  to  In- 
surance proceeds.  File  No.  I>-28-12163- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Albert  Jakob  and  Magdelana 
Jakob,  whose  last  known  address  is  Ger- 
many, are  re.sidenls  of  Germany  and 
nationals  of  a  designated  country  (Ger- 
many) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  Policy  No.  203353  and 
deposit  receipt  and  election  agreement 
issued  by  the  Union  Central  Life  Insur- 
ance Company.  Cincinnati,  Ohio,  to 
Marie  Jauch.  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds. 

is  prop^ty  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Albert 
Jakob  or  Magdelana  Jakob,  the  afore- 
said nationals  of  a  designated  enemy 
country  (ijermany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 


IVestins  Order   13030] 
Johanna  Jockel 

In  re:  Rights  of  Johanna  Jockel  under 
Insurance  contract.  File  No.  F-28- 
29401-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Johanna  Jockel,  whose  la.st 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  76154767. 
issued  by  the  Prudential  Insurance  Com- 
pany of  America.  Newark,  New  Jersey, 
to  Johanna  Jockel.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of.  or  on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2721:    Filed,    Apr.    8,    1949; 
8:52  a.  m.] 


Saturday,  April  9,  1949 

[Vesting  Order  13031] 
Taketora  Komaki 

In  re:  Rights  of  Taketora  Komaki 
under  Insurance  contract.  File  No.  F- 
39-4873-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Taketora  Komaki,  whose  last 
known  address  is  Jajian,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
tnemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
tvidenced  by  policy  No.  1,405,978.  issued 
by  the  Sun  Life  A.ssurance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Taketora  Komaki,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States* . 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  tp  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

E:xecuted  at  Washington.  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

\V     R.    Doc.    49-2722;     Filed,    Apr.    8.    1949; 
8:52  a.  m.] 


FEDERAL  REGISTER 

1.  That  Eva  Maier  and  Stephanie 
Maier,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  an  annuity  policy  No. 
10.216.782,  Issued  by  the  Equitable  Life 
Assurance  Society  of  the  United  States, 
New  York  1.  New  York,  to  Emma  Maier, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  B\'a  Maier  and 
Stephanie  Maier,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

E.xecuted   at   Washington.   D.   C,   on 

March  29,  1949. 

> 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49  2723;    Filed.    Apr.    8.    1949; 
8:52  a.  m  | 


[Vesting  Order  13035] 
E^va  and  Stephanie  M.mer 

In  re:  Rights  of  Eva  Maier  and  Ste- 
phanie Maier  under  insurance  contract. 
File  No.  D-28-10006-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  iound: 


[Vesting  Order   13036) 
August  Merkle 


In  re:  Rights  of  August  Merkle  under 
insurance  contract.  File  No.  F-28-412- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  August  Merkle,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  Qf  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  the  disability  provisions 
of  a  contract  of  insurance  evidenced  by 
policy  No.  6428662.  issued  by  the  Pruden- 
tial Insurance  Company  of  America. 
Newark,  New  Jersey,  to  August  Merkle, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 
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Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All'determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "nationar'  and  "de.signated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  .section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director,   , 
Office  of  Alien  Properly. 

|F.    R.    Doc.    49-2724;    Filed.    Apr.    8.    1949; 
8:52  a.  m] 


[Vesting  Order  13037] 

Hermann  and  Frieda  Muller 

In  re:  Rights  of  Hermann  Muller  and 
Frieda  Muller  under  insurance  contract. 
File  No.  F-28-1488-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Hermann  Muller  and  Frieda 
Muller,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany* ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  u"  der  a  contract  of  insurance 
evidenced  by  policy  No.  IA-1878.  issued 
by  the  Teachers  Insurance  and  Annuity 
Association.  New  York.  New  York,  to 
Hermann  Muller,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 


1726 

nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Wa.shington.  D.  C.  on 
March  29.  1949. 

For  the  Attorney  General. 

ISEALl  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

\V.    R.    Doc.    49^2725:     Filed.    Apr.    8,     194D. 
8:52  a.  m.| 


NOTICES 

ministered,  liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  sec- 
tion 10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

I  SEAL  1  Malcolm  S.  Mason. 

Actinq  Deputy  Director. 
Office  of  Alien  Property. 

|F.    R     Dec.    49  2726;    Filed,    Apr.    8.    1949; 
8:52  a.  m.| 


[Vesting  Order  130381 

Mrs.  Mitsu  Okamoto  and  His.ajiro 
Okamoto 

In  le:  Rights  of  Mrs.  Mit.'-u  Okamoto 
and  Hisajiro  Okamoto  under  in.'^urance 
contract.     File  No.  D-39-9407-H'i  ' 

Under  the  authority  of  the  Tradmg 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Mit.'-u  Okamoto  and 
Hisajiro  Okamoto.  who.se  la.st  known 
addre.ss  is  Japan,  are  re.Mdents  of  Japan 
and  nationals  of  a  designated  enemy 
country  "Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come duo  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.077.987.  is.sufd 
by  the  Sun  Life  Assurance  Company. 
Montreal.  Quebec.  Canada,  to  Mrs.  Mitsu 
Okamoto.  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds (including  without  limitation  the 
right  to  proceed  for  collection  again.^l 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States*. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  evidence  of 
ownership  or  control  by  Mrs.  Mit.-u  Oka- 
motor  or  Hisajiro  Okamoto,  the  aforesaid 
nalion.nls  of  a  designated  enemy  country 
(Japan* ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
nanipd  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
n-quires  that  such  per.sons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 


I  Vesting  Order   13040] 
Bertha   Roil 


In  re-  Rights  of  Bertha  Roil  und^r  in- 
.surance  contract.     File  No.  F-28-29778- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pur.suant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Bertha  Roil,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  11.287.439.  i.-sued 
by  the  New  York  Life  Insurance  Com- 
pany. New  York,  New  York,  to  William 
Roil,  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany* : 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  tiie 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece.ssary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

I  SEAL  1  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.    R     Doc     49  2728:    Filed,    Apr.    8.    1949; 
8:53  a.  m.l 


(Vesting  Order  130391 
George  Pangrantz 

In  re:  Rights  of  George  Pangrantz  un- 
der insurance  contract.  File  No.  D-  28- 
10353-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  George  Pangrantz.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  dcsii;- 
nated  enemy  country  (Germany*  ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  G  608  Certificate 
2427.  issued  by  the  Travelers  Insur  incf 
Cumpanv.  Hartford.  Connecticut,  to 
Seba.stian  Panprantz,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  Ls  evidence  >f 
ownership  or  control  by.  the  afortsaid 
national  of  a  designated  enemy  country 
(Germany* : 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  StaKs 
requires  that  such  per.-^on  be  treated  p.s 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  .sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  hnvc 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29.  1949. 


For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IF     R.    Doc.    49  2727;     Filed,    Apr.    8,    1' 4 '; 
8  53  a.  ni.| 


(Vesting  Order  130411 
REV.  KUNISUKE  SaK  I  AND  FUJIE  S.^K^I 

In  re:  Rights  of  Rev.  Kunisuke  Suk:\i 
and  Fujie  Sakai  under  msurance  ton- 
tract.    File  No.  F-39-6391-H-1. 

Under  the  authority  of  the  Tradv.\^ 
With  the  Enemy  Act ,  as  amended.  Exei  u- 
tive  Order  9193,  as  amended,  and  Ex  ru- 
tive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Rev.  Kunisuke  Sakai  and 
Fujie  Sakai,  whose  last  known  addre.ss  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  eutmy  couniiy 
(Japan) ; 


Saturday,  April  9,  1949 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,105,757.  Issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Canada,  to  Rev. 
Kunisuke  Sakai,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  In  the  United  States*, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  Rev.  Kunisuke 
Sakai  or  Fujie  Sakai.  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  Uniteo  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  nece.ssary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wLse  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States, 

The  terms  'national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  M.\son. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

I  p.    R.    Doc.    49  2729;    Filed,    Apr.    8.    1949; 
8:53  a.  m.| 


(Vesting  Order  13042] 
HatSUKO  and  TOKUICHI  SASAKI 

In  re:  Rights  of  Hatsuko  Sasaki  and 
Tokuichi  Sa^saki  under  insurance  con- 
tract.    File  No.  D-39-11302-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  0788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Hatsuko  Sa.sakI  and  Tokuichi 
Sasaki,  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan* ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  15  016  539.  issued 
by  the  New  York  Life  Insurance  Com- 
pany. New  York.  New  York,  to  Hatsuko 
Sasaki,  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 
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is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Hatsuko  Sasaki 
or  Tokuichi  Sasaki,  the  aforesaid  nation- 
als of  a  designated  enemy  country 
(Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest, 

•  There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  .shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

\i\    R.    Doc.    49-2730;     Filed,    Apr.    8.     1949; 
8:53  a.  m.) 


(Vesting  Order  13044] 

Anton  Sedlmayr 


In  re:  Rights  of  Anton  Sedlmayr  under 
insurance  contract.  File  No.  D-28- 
10957-H-l. 

Under  the  authority  of  the  Tradinp 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Anton  Sedlmayr.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany)  : 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  G  2328  A  Cer- 
tificate 62330.  is.sued  by  the  Travelers  In- 
surance Company,  Hartford.  Connecti- 
cut, to  Anton  Sedlmayr,  Jr..  together  witli 
the  right  to  demand,  receive  and  collect 
said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

• 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
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quires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwi.se 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29,  1949. 

For  the  Attorney  General. 

I  seal]  Malcolm  S.  M.ason. 

Acting  Deputy  Director, 
Office  of  Alicp  Property. 

|F.    R.    Doc.    49-2731;    Filed,    Apr.    8,    1949; 
8:53    a.  m] 


(Vesting  Order  13045] 
Macdalena  Stroehl  et  al. 

In  re:  Rights  of  Magdalena  Stroehl  et 
al..  under  insurance  contract.  File  No. 
F-28-5693-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Magdalena  Stroehl,  whose  la.st 
known  addre.ss  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  de.sig- 
nated  enemy  country  (Geimanyi : 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
John  Stroehl,  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) : 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  3312  498.  issued 
by  the  Mutual  Life  Insurance  Company 
of  New  York,  New  York.  New  York,  to 
John  Stroehl.  together  with  the  right  to 
demand,  receive  and  collect  said  net 
proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
livered to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany* ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees, names  unknown,  of  John  Stroehl, 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  .such  pcr- 
sons  be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 


No.   68- 
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All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington.  D.   C,  on 
March  29.  1949. 
For  the  Attorney  General. 

(sEALl  Malcoi-M  S.  Mason. 

Actinu  Deputy  Director, 
Office  of  Alien  Property. 

IF     R.    Dt)C.    49  2732;    Filed.    Apr.    8.    1949; 
8:53  a.  m.| 


NOTICES 

such  persons  be  treated  as  nationals  of  a 
de.'^ignated  enemy  country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[sEALl  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

I  p.    R.    Doc.    49-2733;    Filed.    Apr.    8,    1949; 
8:53  a.  m.l 


have  the  meanings  prescribed  in  Sec- 
tion 10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C.  o:i 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.    R.    Doc.    49  2734;    Filed,    Apr.    8,    19*9; 
8:53  a.  m.l 


(Vesting  Order  130461 
KURAHACHI  TAKETA  ET  AL. 

In  re:  Rights  of  Kurahachi  Taketa 
et  al.  under  insurance  contract.  File  No. 
D-39-19219-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after-investigation,  it  is  hereby  found: 

1.  That  Kurahachi  Taketa.  Yachiye 
Taketa,  Ryugi  Taketa,  Kazuye  Taketa, 
Yukiye  Taketa  and  Gosaku   (Roy»   Ta- 

-keta,  whose  last  known  addre.ss  is  Japan, 
are  residents  of  Japan  and  nationals  of 
a  desipnated  enemy  country  (Japan) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Mrs.  Kura  Taketa.  decea.sed.  who  there  is 
rpa.sonable  cau.se  to  believe  are  residents 
of  Japan,  are  nationals  of  a  designated 
enemy  country  (Japan  > ; 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.020.421,  i.ssued 
by  the  Sun  Life  As.surance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Mrs.  Kura  Taketa,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States). 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Mrs.  Kura 
Taketa,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 


[Vesting  Order  13049] 
OSBERT  E.  WUESTNER 

In  re:  Rights  of  Osbert  E.  Wuestner 
under  insurance  contracts.  File  No. 
F-28-24535-H-1  and  H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Osbert  E.  Wuestner.  whose  la^^t 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contracts  of  insurance 
evidenced  by  policies  No.  99205602  and 
No.  99205603,  Issued  by  the  Metropolitan 
Life  Insurance  Company,  New  York.  New 
York,  to  Osbert  E.  Wuestner,  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try 'Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy   country  '  as   used   herein  shall 


(Vesting  Order  13C50] 
ToMizo  Yamada 

In  re:  Rights  of  Tomizo  Yamadu 
under  insurance  contract.  File  No. 
F-39-6308-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tomizo  Yamada.  whose  la^t 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan): 

2.  That  the  net  proceeds  due  or  to  hv- 
come  due  under  a  contract  of  insurance 
evidenced  by  policy  No.  CWS-375735.  i>- 
.sued  by  the  California-Western  Stat.s 
Life  Insurance  Company,  Sacramento. 
California,  to  Kaoru  Yamada.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

is  property  within  the  United  State? 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
'Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  Stai'^s 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  bi»  n 
made  and  taken,  and,  it  being  decnvd 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorn*  y 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  us<  d. 
administered,  liquidated,  sold  or  otiirr- 
wise  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  h:ive 
the  meanings  pre.scrlbed  in  section  10  uf 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  en 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

(F.    R     Doc.    49-2735;    Filed.    Apr.    8.    19-»i^; 
8:53  a.  m.J 


Saturday,  April  9,  1949 

(Vesting  Order   13054] 

Cash  and  Personal  Property  Owned  by 
Germany 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  property  described  as 
follows: 

a.  Ca.sh  in  the  amount  of  $33,169.74 
representing  the  net  proceeds  realized 
from  public  sales  of  certain  furniture 
and  fixtures  of  the  former  German  Em- 
ba.ssy  at  Washington,  D.  C.  presently  in 
the  custody  of  the  Department  of  Slate. 
Washington,  D.  C.  and 

b.  Personal  property  presently  in  the 
possession  of  the  Office  of  Alien  Property. 
Department  of  Justice.  Washington, 
D.  C,  as  set  forth  below: 

7— Pile  cabinets,  legal  size,  mahogany. 

1 — Supply  cabinet,  large,  mahogany. 

3 — Supply  cabinets.  '2  size,  mahogany. 

1 — Bookcase.  3  shelves,  walnut. 

2 — Supply  cabinets,  2  door,  metal,  green. 

1 — Desk,  executive,  D.  P..  mahogany. 

1 — Desk,  secretarial,  walnut. 

1 — Desk,  executive.  D.  P.,  walnut. 

4 — Tables,  conference,  walnut. 

6 — Bookcases,  sectional.  3  drawer,  walnut. 

1 — Desk,  executive.  D.  P..  walnut. 

1 — Desk,  secretarial,  walnut. 

2 — De.sks.  executive,  D.  P.,  mahogany. 

4 — Arm  chnlrs.  red  leather. 

1 — Chair,  side,  red  leather. 

3 — Desk  lamps. 

1 — Lounge  chair,  brown  leather. 

4 — Waste  baskets,  brown. 

1 — S;)fa.  brown  leather. 

1 — Conference  table,  mahogany. 

2 — Conference  tables,  walnut. 

1 — Tj-pine;  stand. 

1 — Bookcase.  3  shelves,  oak.         * 

1 — File  cabinet,  six  drawer,  oak,  card  file. 

1 — Arm  chair,  red  leather.  S.  &  B 

1 — Arm  chair,  green  leather,  S.  &  B. 

2— Desks,  walnut,  executive.  D.  P. 

1 — B  lokcase.  walnut,  5  sections. 

1 — Desk,  secretarial,  walnut. 

2 — De.sks.  executive,  D.  P.,  walnut. 

1 — Pile  cabinet,  letter  size,  metal,  green,  6 
drawer. 

1 — Desk,  executive.  D.  P.,  walnut. 

1 — Swivel  chair,  red  leather.  S.  &  B. 

1 — Table,  executive,  walnut. 

1 — Supply  cabinet,  '^  size.  2  door,  metal 
mahogany. 

2 — Supply  cabinets.  1  door,  metal,  walnut. 

1— Arm  chair,  red  leather,  S.  &  B. 

1 — Card  file  drawer,  metal,  green. 

1 — Table,  telephone,  walnut. 

1 — Side  chair,  brown  leather.  S.  &  B. 

5 — Arm  chairs,  red  leather.  S.  &  B. 

1 — Desk,  executive,  D.  P.,  walnut. 

2 — Tables,   walnut    (2  drawer), 

1 — Bookcase,  mahogany,  open — no  shelves. 

5 — Chairs,  side,  walnut. 

3 — Chairs,  arm.  walnut, 

1 — Stand,  typewriter. 

2 — Desks,  executive,  walnut. 

1 — Desk,  secretarial,  oak. 

1 — Bookcase,  oak,  3  sections. 

3 — Tables,  walnut,  small. 

1 — Table,  walnut,  large. 

2 — Chairs,  green  leather  upholstery. 

3 — Chairs,  swivel,  walnut. 

2 — Chairs,  side,  walnut. 

1 — Table,  two  drawer,  walnut. 

1 — File  cabinet,  letter,  metal,  walnut,  4 
drawer. 

1 — Chair,  red  leather,  swivel. 

1 — File  cabinet,  2  drawer,  legal,  metal,  ma- 
hogany. 

1 — Supply  cabinet,  metal,  '2  size,  2  door. 

1 — Sofa,  larce.  black  leather. 
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3 — Chairs,  overstuffed,  black  leather. 

2 — Chairs,  swivel,  brown  leather. 

3 — Chairs,  leather,  straight  back,  green. 

2 — Tables,  walnut. 

1 — Sofa,  red  leather.  2  cushion. 

1 — Chair,  swivel,  black  leather. 

1 — Scale,  platform. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  .sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive  Or- 
der 9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2736;    Filed.    Apr.    8.    1949; 
8:54  a.  m.] 


[Vesting  Order  13058| 

Ernst  Seelis 


In  re:  Debt  owing  to  Ernst  Seelis. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ernst  Seelis,  who.se  last  known 
address  is  Brand  bei  Aachen,  Rheinland, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  01  other  obliga- 
tion of  the  Chase  National  Bank  of  the 
City  of  New  York.  20  Pine  Street,  New 
York,  New  York  in  the  amount  of  $29,- 
492.42  as  of  January  7. 1948,  representing 
funds  held  by  the  aforesaid  Bank  in  an 
account  entitled  Hollandsche  Bank  Unie 
N.  V.  special  account.  Amsterdam,  Hol- 
land, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Ernst  Seelis,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 
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All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2738;    Filed.    Apr.    8,    1949. 
8:56  a.  m.J 


[Vesting  Order  13056] 
Elena  Mizutam  et  al. 

In  re:  Stock  owned  by  Elena  M  z  itanl. 
also  known  as  Helen  Barbu  and  as  Helen 
Barber,  and  others.  D-28-12562-D-1, 
F-28-29858-D-1.  F-28-29839-I>-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Elena  Mizutani.  also  known  as 
Helen  Barbu  and  as  Helen  Barber,  \rhose 
last  known  address  is  Chikusa-ku.  Kara- 
yama  Cho,  1  Chome  No.  10,  Nagoya.  Ja- 
pan, is  a  resident  of  Japan  and  a  national 
of  a  designated  enemy  country  (Japan) ; 

2.  That  Karl  Reichl,  whose  last  knowr^ 
address  is  Gutanberg  5-A.  Ragensburg. 
Germany,  and  Gertrude  Pf  affman.  whose 
last  known  address  is  Stuttgart.  Ger- 
many, are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) : 

3.  That  the  property  described  as  fol- 
lows: One  and  one-tenth  (I'm)  shares 
of  $10  par  value  common  capital  stock  of 
Cities  Service  Company.  60  Wall  Street. 
New  York  5.  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 

*  Delaware,  evidenced  by  certificates  num- 
bered VL  736419  for  10  shares  and  XL 
124669  for  1  share  of  no  par  value  com- 
mon capital  stock  of  the  aforesaid  Cities 
Service  Company,  registered  in  the  name 
of  Helen  Barbu.  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and  any  and  all  rights  to  receive  new. 
certificates  for  $10  par  value  common 
capital  stock, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  i.s  evidence  of 
ownership  or  control  by,  Elena  Mizutani. 
also  known  as  Helen  Barbu  and  as  Helen 
Barber,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

4.  That  the  property  described  as  fol- 
lows: 

a.  One  and  two-tenths  (I-mi)  shares  of 
$10  par  value  common  capital  stock  of 
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Cities  Service  Company.  60  Wall  Street. 
New  York  5,  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificates  num- 
bered VL  636747  for  10  shares  and  XL 
378572  for  2  shares  of  no  par  value  com- 
mon capital  stock  of  the  aforesaid  Cities 
Service  Company,  registered  in  the  name 
of  Karl  Relchl.  together  with  all  declared 
and  unpaid  dividends  thereon,  and  any 
and  all  rights  to  receive  new  certificates 
for  $10  par  value  common  capital  stock, 
and 

b.  One  and  one-tenth  (I'lo^  shares  of 
$10  par  value  common  capital  stock  of 
Cities  Service  Company.  60  Wall  Street, 
New  York  5,  New  York,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificates  num- 
bered VL  271336  for  10  shares  and  GL 
41787  for  1  share  of  no  par  value  common 
capital  stock  of  the  aforesaid  Cities  Serv- 
ice Company,  registered  in  the  name  of 
Gertrude  Pfaffman,  together  with  all  de- 
clared and  unpaid  dividends  thereon,  and 
any  and  all  rights  to  receive  new  certifi- 
cates for  $10  par  value  common  capital 
stock, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  Karl  Relchl  and 
Gertrude  PfafTman,  the  aforesaid  nation- 
als of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

6.  That  to  the  extent  that  the  persons 
named  in  subparagraph  2  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 


NOTICES 

dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal!  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IF.  R.    Doc.    49-2737;    Piled,    Apr.    8.    1949; 
8:54  a.  m.) 


(Vesting  Order  131111 
PAxn.  Joseph  Goebbels 

In  re:  Rights  In  1942-1943  diaries  of 
Paul  Joseph  Goebbels. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law.  after  investigation.  It  is  hereby 
found : 

1.  That  the  personal  representatives, 
heirs  at  law,  next  of  kin.  legatees  and 
distributees,  names  unknown,  of  Paul 
Joseph  Goebbels.  deceased,  who,  if  in- 
dividuals, there  is  reasonable  cause  to 
believe  are  residents  of  Germany  and, 
if  corporations,  partnerships,  as.socia- 
tions  or  other  organizations,  there  is 
reasonable  cause  to  believe  are  organized 
under  the  laws  of  and  have  their  prin- 
cipal places  of  business  In  Germany,  are 
nationals  of  a  designated  enemy  coun- 
try (Germany)  ; 

2.  That  all  right,  title.  Interest  and 
claim  of  whatsoever  kind  or  nature  un- 
der the  statutory  and  common  law  of  the 
United  States  and  of  the  several  states 
thereof,  in.  to  and  under  the  following; 

(a)  Every  right,  copyright,  claim  of 
copyright,  and  right  to  copyright  in  the 
work  embodied  in  that  certain  manu- 
script, consisting  of  approximately  seven 
thousand  (7.000'  typewitten  pages  In  the 
German  language,  which  purports  to  be 
the  diaries  of  Paul  Joseph  Goebbels.  de- 
ceased, for  the  years  1942  and  1943  and 
which  is,  or  has  been,  in  the  possession 
of  and  or  under  the  control  of  the 
Hoover  Library  on  War,  Revolution  and 
Peace, 


(b>  All  rights  of  renewal,  reversion 
and  revesting,  in  the  foregoing,  and 

(c)  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  foregoing,  including,  but  not  lim- 
ited to.  the  right  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright,  or  the 
violation  of  any  right,  described  in  ri 
affecting  the  foregoing, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany)  and  is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  In  which  interests  art- 
held  by.  and  such  property  itself  consti- 
tutes interests  held  therein  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs  at  law,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Paul  Joseph  Goebbels.  de- 
ceased, are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  havinc 
been  made  and  taken,  and  It  btiUK 
deemed  necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  ol  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwj.se  dealt  with  in  the  inter- 
est of  and  for  the  benefit  of  the  United 
States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  5,  1949. 

For  the  Attorney  General. 

fsEALl  David  L.  Bazelov. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Propertu- 

[F.    R.    Doc.    49  2739;    Filed,    Apr.    8.    1S49. 
e.56  a.  m.] 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10050 

Creating  an  Emergency  Board  to  Inves- 
tigate A  Dispute  Between  the  Rail- 
way Express  Agency.  Inc.,  and  Certain 
OF  Its  Employees 

WHEREAS  a  dispute  exists  between 
the  Railway  Express  Agency.  Inc..  a  car- 
rier, and  certain  of  its  employees  repre- 
sented by  the  Brotherhood  of  Railway 
and  Steamship  Clerks.  Freight  Handlers, 
Expre.ss  and  Station  Employes,  a  labor 
organization;  and 

WHEREAS  this  dispute  has  not  hereto- 
fore been  adjusted  under  the  provisions 
of  the  Railway  Labor  Act,  as  amended; 
and 

WHEREAS  this  dispute,  in  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  interrupt  in- 
terstate commerce  to  a  degree  such  as  to 
deprive  a  large  section  of  the  country  of 
essential  transportation  service; 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  <45 
U.  S.  C.  160).  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me,  to 
investigate  said  dispute.  No  member  of 
the  said  board  shall  be  pecuniarily  or 
otherwise  interested  in  any  organization 
of  employees  or  any  carrier. 

The  board  shall  report  its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act.  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  Railway  Express  Agency, 
Inc.,  or  its  employees  in  the  conditions 
out  of  which  the  said  dispute  arose. 

Harry  S.  Truman 

The  White  House, 

April  9.  1949. 

IF.    R.    Doc.    40  2847;    Filed.    Apr.    11,    lO-^D; 
lU:18a.  m.J 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  IV — Fair  Employment  Board 

Part  410 — Instructions  for  Carrying 
Out  the  Fair  Employment  Program 
Under  Executive  Order  9980 

Note:  In  Federal  Register  Document 
49-2577.  appearing  at  page  1631  of  the 
i.ssue  for  Thursday.  April  7.  1949,  the 
"Introduction",  codified  as  §  410.1, 
should  not  have  been  so  designated,  and 
§§410.2  to  410.7  are  redesignated 
§§  410.1  to  410.6.  Internal  section  refer- 
ences, appearing  in  present  §  410.6,  are 
renumbered  to  conform  to  this 
redesignation. 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Comnvodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchaper  C — Loans,  Purchases,  and  Other 
Operations 

11948   C.   C.   C.   Barley   Bulletin    1,   Supp.    1, 
Amdt.  2| 

Part  602— Barley 

subpart  — 1948  barley  purchase 
agreement  program 

A  statement  in  the  Federal  Register  of 
E>ecember  23.  1948  (13  F.  R,  8248* ,  has  re- 
designated Part  264.  Barley  Loan  and 
Purchase  Agreements  in  Chapter  II  of 
Title  6  of  the  Code  of  Federal  Repula- 
tions,  published  in  13  F.  R.  4785,  and 
6719.  containing  the  requirements  of  the 
purchase  agreement  program  on  barley 
produced  in  1948,  as  Part  602,  Barley, 
Subpart — 1948  Barley  Purchase  Agree- 
ment Program,  in  Chapter  IV  of  said 
code.  Sections  264.225  to  264.238  have 
been  redesignated  as  §§  602.31  to  602.44. 

Under  §  602.42  ( formerly  264.236 » ,  Pur- 
chase price,  the  second  paragraph  is 
amended  to  read  as  follows: 

In  the  case  of  barley  stored  in  an  eligi- 
ble warehouse  delivered  to  CCC  under  a 
purchase  agreement,  evidence  must  be 
submitted   with   the  warehouse  receipt 

(Continued  on  next  page) 
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that  all  warehouse  charges,  except  re- 
ceiving charges,  have  been  paid  to  the  be- 
ginning date  of  the  30-day  period  in 
which  the  producer  may  elect  to  sell  bar- 
ley to  CCC,  or  a  deduction  of  7  cents  per 
bushel  will  be  made  from  the  applicable 
purchase  price  and  CCC  will  a.ssume  the 
accrued  warehouse  charges  on  the  bar- 
ley: Provided,  That  CCC  will  not  a.ssume 
any  charges  in  exce.ss  of  those  provided 
under  the  Uniform  Grain  Storage  Agree- 
ment, CCC  Form  H,  Revised,  for  the  1948 
crop. 

(Sec.  4  (d).  Pub.  Law  806,  80th  Cong.) 
Issued  this  6th  day  of  April  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager. 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Trigg, 
President, 
Commodity  Credit  Corporation. 

I  p.    R.    Doc.    49-2757;    Piled.    Apr.    11.    1949; 
8:47  a.  m.l 


11948  C.  C.  C  Rye  Bulletin  1,  Amdt.  4) 

Part  656— Rye 

subpart — 1948   rye  loan   and   purchase 
agreement  program 

A  statement  in  the  Federal  Register  of 
December  23, 1948  <  13  F.  R.  8248  • ,  has  re- 
designated Part  266.  Rye  Loan  and  Pur- 
chase Agreements  in  Chapter  II  of  Title 
6  of  the  Code  of  Federal  Regulations,  con- 
taining the  requirements  of  the  1948  Rye 
Price  Support  Program  and  published  in 
13  F.  R.  4989.  5525.  7291  and  14  F.  R.  405 
as  Part  656.  Rye.  Subpart— 1948  Rye  Loan 
and  Purcha.se  Acreement  Program,  in 
Chapter  IV  of  said  code.  Sections  266.201 
to  266.224  have  been  redesignated  as 
§  656.1  to  656.24. 

In  §  656.24  ( formerly  266  224 ) ,  Rates  at 
which,  loans  and  purchases  rcill  be  made, 
under  paragraph  (c).  Storage  allowance. 
the  third  paragraph  is  amended  to  read 
as  follows: 

In  the  case  of  rye  .stored  in  an  eligible 
warehouse  delivered  to  CCC  under  a  pur- 
chase agreement,  evidence  must  be  sub- 
mitted with  the  warehou.se  receipt  that 
all  warehouse  charges,  except  receiving 
charges,  have  been  paid  to  the  beginning 
date  of  the  30-day  period  in  which  the 
producer  may  elect  to  sell  rye  to  CCC,  or 
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a  deduction  of  7  cents  per  bushel  will  be 
made  from  the  applicable  purcha.se  price 
and  CCC  will  a.s.sume  the  accrued  ware- 
house charges  on  the  rye:  Provided,  That 
CCC  will  not  a.ssume  any  charges  in  ex- 
cess of  tho.se  provided  under  the  Uniform 
Grain  Storage  Agreement.  CCC  Form  H, 
Revised,  for  the  1948  crop. 

(Sec.  4  (d).  Pub.  Law  806.  80th  Cong.) 

Issued  this  6th  day  of  April  1949. 

I  SEAL]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved ; 

Ralph  S.  Trigg, 
President, 
Commodity  Credit  Coropration. 

(P.    R.    Doc.    AQ  2756;    Piled,    Apr.    11,    1949; 
8:47  a.  m.) 

TITLE  7— AGRICULTURE 

Subtitle  A — OfRce  of  the  Secretary  of 
Agriculture 

(War  Pood  Order  63.32) 
Part  4— War  Food  Orders  (Production 

AND   M.ARKETINC  ADMINISTRATION 
PARTIAL  REVISION  OF  APPENDIX  A 

Pursuant  to  the  authority  vested  in 
me  by  War  Food  Order  No.  63,  as 
amended  <12  F.  R.  459  >,  Appendix  A  to 
the  order  is  hereby  revised  by  deleting 
the  following  items  therefrom: 

Commerce  import 
Pood:  class  No. 

Copra _ 2232  000 

Coconut  oil. - 2242.500 

Palm  nut  kernels 2236.500 

P.ilm  kernel  oil. 2248.000 

Babassu  nuts  and  kernels 2239.130, 

2239.150 

Babassu  nut  oil 2257.100 

Rapcseed  oil 2246.000.2253.000 

This  revision  .shall  become  efTective 
upon  publication  in  the  Federal  Register. 

(E.  O.  9280,  7  F.  R.  10179;  E.  O.  9577.  10 
F.  R.  8087) 

Issued  this  7th  day  of  April  1949. 

[seal!  Ralph  S.  Trigg, 

Administrator,  Production  and 
Marketing  Administration. 

|F.    R.    Doc.    49  2755;    Filed,    Apr.    11,    1949; 
8:47  a.  m.| 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office   of  the   Housing 
Expediter 

(Controlled   Housing  Rent  Reg..'  Amdt.  82| 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion iS§  825.1  to  825.12)  is  amended  in 
the  following  respects: 

'  13  P.  R.  5706.  5788  5877.  5937.  6246.  6283, 
6411.  6556.  6881,  6910.  7299.  7671.  7801,  7862. 
8217.  8327.  8386:  14.  F.  R.  17.  93.  143.  271,  337, 
456.  627.  632.  695.  856.  918.  979.  1005,  1083, 
1345.  1394.  1519.  IJVO,  1571,  16L7. 


1.  Schedule  A,  item  36,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

San  Bernardino  County,  except  (1)  the  Ju- 
dicial Townships  of  Araboy,  Kelso.  Ludlow. 
and  Vanderbllt  and  (11)  that  portion  of  the 
Judicial  Township  of  Yermo  lying  north  of 
the  Third  Standard  Line  north  of  San 
Bernardino  Base  Line. 

This  decontrols  from  §5  825.1  to  825.12 
those  portions  of  the  San  Bernardino, 
California,  Defense-Rental  Area  which 
are  specifically  excepted  in  the  descrip- 
tion contained  in  Schedule  A,  item  26,  as 
hereby  amended. 

2.  Schedule  A,  item  38,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

San  Francisco;  San  Mateo;  Marin,  except 
the  Judicial  Townships  of  Bolinas,  Nicaslo, 
Point  Reyes,  San  Antonio,  and  Tomales;  and 
Sonoma,  except  (i)  the  Judicial  Townships  of 
Redwood  and  Sonoma  (Including  the  City  of 
Sonoma)  and  (ID  that  portion  of  Analy  Ju- 
dicial Township  lying  west  of  the  Monte  Rio- 
Valley  Ford  Highway  and  lying  between  Red- 
wood Judicial  Township  on  the  north  and 
the  northern  line  of  Marin  County  on  the 
eouth. 

This  decontrols  from  5$  825.1  to  825.12 
the  Judicial  Township.s  of  Bolinas. 
Nicasio,  Point  Reyes,  San  Antonio,  and 
Tomales  in  Marin  County,  and  that  por- 
tion of  Sonoma  County  in  the  Analy 
Township  lyinc  west  of  the  Monte  Rio- 
Valley  Ford  Highway  and  lying  between 
Redwood  Judicial  Township  on  the  north 
and  the  northern  line  of  Marin  County  on 
the  south,  both  counties  in  the  San  Fran- 
cisco Bay,  California,  Defense-Rental 
Area. 

3.  Schedule  A,  item  113a,  is  amended  to 
describe  the  counties  in  the  Defen.-^e- 
Rental  Area  as  follows: 

In  Cerro  Gord(i  County,  the  cities  of  Mason 
City  and  Clear  Lake. 

This  decontrols  from  §5  825.1  to  825.12 
all  of  the  Ma.'^on  City,  Iowa,  Defen'=e-*" 
Rental  Area  except  the  Cities  of  Mason 
City  and  Clear  Lake,  Iowa. 

4.  Schedule  A,  item  113b.  is  amended 
to  dc-^cribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Webster  County,  the  City  of  Fort  Dodge. 

This  decontrols  from  §S  825.1  to  825.12 
all  of  the  Fort  Dodge,  Iowa.  Defense- 
Rental  Area  ixcept  the  City  of  Fort 
Dodge,  Iowa. 

5.  Schedule  A,  item  114c,  is  amended 
to  describe  the  coilnties  in  the  Defense- 
Rental  Area  as  follows: 

In  Jefferson  County,  the  City  of  Fairfield. 

This  decontroLs  from  §§  825.1  to  825.12 
all  of  the  Fairfield.  Iowa.  Defense-Rental 
Area  except  the  City  of  Fairfield.  Iowa. 

6.  Schedule  A,  item  123c  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  i^oUows: 

In  Mercer  County,  Magisterial  District 
No.  6. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Harrodsburg.  Kentucky.  De- 
fense-Rental Area  except  Magisterial 
District  No.  6. 

7.  Schedule  A,  item  123d,  is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Franklin;  and  in  Scott  County,  Magiste- 
rial District  No.  1. 


This  decontrols  from  5§  825.1  to  825.12 
all  of  the  Frankfort.  Kentucky,  Defense- 
Rental  Area  except  Frr'nklin  County  and 
Magisterial  District  No.  1  in  Scott 
County. 

8.  Schedule  A,  item  15Sb.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Mower  County,  the  City  of  Austin. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Austin,  Minnesota,  Defense- 
Rental  Area  except  the  City  of  Austin, 
Minnesota. 

9.  Schedule  A,  item  158c,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Freeborn  County,  the  City  of  Albert 
Lea;  In  Rice  County,  the  City  of  Faribault; 
and  in  Steele  County,  the  City  of  Owatonna. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Albert  Lea-Faribault,  Min- 
nesota, Defense-Rental  Area  except  the 
Cities  of  Albert  Lea,  Faribault,  and  Owa- 
tonna. 

10.  Schedule  A,  item  158d,  is  amended 
to  read  as  follows: 

(158d)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Fergus  Falls,  Minnesota,  De- 
fense-Rental Area. 

11.  Schedule  A,  item  159a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Blue  Earth  and  Nicollet  Counties,  the 
Cities  of  Mankato  and  Nortl»  Mankato. 

This  decontrols  from  §S  825.1  to  825.12 
all  of  the  Mankato,  Minnesota,  Defense- 
Rental  Area  except  the  Cities  of  Mankato 
and  North  Mankato. 

12.  Schedule  A,  item  ll;9c.  is  amended 
to  describe  the  counties  in  the  Defen:^e- 
Rental  Area  as  follows: 

In  Brown  County,  the  City  of  New  Ulm. 

This  decontrols  from  iJ!;  825.1  to  825  12 

all  of  the  New  Ulm,  Minnesota.  Dcfcnse- 

^ Rental  Area  except  the  City  of  New  Ulm. 

13.  Schedule  A,  item  160a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Olm.stcad  County,  the  City  of  Rochester. 

This  decontrols  from  §5  825.1  to  825  12 
all  of  the  Rochester,  Minnesota,  De- 
fense-Rental Area  except  the  City  of 
Rochester. 

14.  Schedule  A,  item  230,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Champaign.  Clark.  Greene.  Miami.  Mont- 
gomery, and  Preble. 

This  decontrols  from  !i5  825.1  to  8'5  12 
all  of  Darke  County  in  the  Dayton,  Ohio, 
Defense-Rental  Area. 

15.  Schedule  A.  item  230a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Delaware  County,  the  Townships  of 
Berkshire  and  Delaware. 

This  decontrols  from  H  825.1  to  825.12 
all  of  the  Delaware  County,  Ohio,  De- 
fense-Rental Area  except  the  Townships 
of  Berkshire  and  Delaware. 

16.  Schedule  A,  item  238.  is  amrr  led 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Erie;  Ottawa;  Sandusky,  except  those 
islands  In  Lnke  Erie  which  are  part  of  Ottawa 
and  Erie  Counties;  and  those  portions  rf 
Huron  County  v.hxh  are  v.ilhin  the  Tcwn- 
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Bhlps  of  Greenwich.  Lyme,  New  Haven.  New 
London,  Norwalk,  Richmond  and  Rldgefleld. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Huron  County  except  the  Town- 
ships of  Greenwich,  Lyme.  New  Haven, 
New  London,  Norwalk,  Richmond,  and 
Ridgef\eld,  in  the  Sandusky-Port  Clin- 
ton. Ohio,  Defense-Rental  Area. 

17.  Schedule  A,  item  277,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Charleston. 
Beaufort. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  the  Charleston.  South  Carolina, 
Defense-Rental  Area  except  Beaufort 
and  Charleston  Counties. 

18.  Schedule  A,  litem  357a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Wood. 

In  Washington  County,  the  Townships  of 
Belpre,    Marietta,    and   Muskingum. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Washington  County,  Ohio,  ex- 
cept the  Townships  of  Belpre,  Marietta. 
and  Muskingum  in  the  Parkersburg, 
West  Virginia,  Defense-Rental  Area. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204.  61  Stat.  197.  as 
amended  by  62  Stat.  37,  by  62  Stat.  94 
and  by  Pub.  Law  31.  81st  Cong.;  50 
U.  S.  C.  App.*  1894) 

This  amendment  shall  become  effec- 
tive April  8,  1949. 

Issued  this  8th  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

IF.    R     Doc.    49-2799;    Fled.    Apr.    8.    1949; 
10.05  a.  m.| 


(Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments,  Rent  Reg.,'  Amdt. 
78] 

P.ART  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

rent  regulations  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulations  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§5  825.81  to  825  92)  Is 
hereby  amended  in  the  following  re- 
spects : 

1.  Schedule  A,  item  36,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  'ollows: 

San  Bernardino  County,  except  (1)  the 
Judicial  Townships  of  Amboy,  Kelso,  Ludlow, 
and  Vanderbllt  and  (il)  that  portion  of  the 
Judicial  Township  of  Yermo  lying  north  of 
the  Third  Standard  Line  north  of  San  Ber- 
nardino Base  Line. 

This  decontrols  from  §§825.81  to 
825.92  those  portions  of  the  San  Bernar- 


'  13  F.  R.  5750.  5789.  5875,  5937,  5938,  6247. 
6283.  6411,  6556.  6882.  6911,  7299.  7672,  7801. 
7862.  8218.  8328.  8388;  14  F.  R.  18.  272,  337. 
457.  627.  682.  695.  857.  »18.  978,  1083,  1345. 
1520,  1570.  1582,  1587. 


RULES  AND  REGULATIONS 

dlno.  California.  Defense-Rental  Area 
which  are  specifically  excepted  in  the  de- 
scription contained  In  Schedule  A.  item 
36,  as  hereby  amended. 

2.  Schedule  A,  item  38.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

San  Francisco;  San  Mateo;  Marin,  except 
the  Judicial  Townships  of  BoUnas,  Nlcaslo, 
Point  Reyes.  San  Antonio,  and  Tomales;  and 
Sonoma,  except  (1)  the  Judicial  Townships 
of  Redwood  and  Sonoma  (Including  the  City 
of  Sonoma)  and  (11)  that  portion  of  Analy 
Judicial  Township  lying  west  of  the  Monte 
Rio- Valley  Ford  Highway  and  lying  between 
Redwood  Judicial  Township  on  the  north  and 
the  northern  line  of  Marin  County  on  the 
south. 

This  decontrols  from  §§  825.81  to 
825.92  the  Judiclftl  Townships  of  Bolinas. 
Nicasio.  Point  Reyes.  San  Antonio  and 
Tomales  in  Marin  County,  and  that  por- 
tion of  Sonoma  County  in  the  Analy 
Township  lying  west  of  the  Monte  Rio- 
Valley  Ford  Highway  and  lying  between 
Redwood  Judicial  Township  on  the  north 
and  the  northern  line  of  Marin  County 
on  the  south,  both  counties  in  the  San 
Francisco  Bay,  California.  Defense- 
Rental  Area. 

3.  Schedule  A,  item  113a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Cerro  Oordo  County,  the  Cities  of  Mason 
City  and  Clear  Lake. 

This  decontrols  from  5§  825.81  to  825.92 
all  of  the  Mason  City.  Iowa.  Defense- 
Rental  Area  except  the  Cities  of  Mason 
City  and  Clear  Lake,  Iowa. 

4.  Schedule  A.  item  113b.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows : 

In  Webster  County,  the  City  of  Fort  Dodge. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Fort  Dodge,  Iowa,  E>e- 
f  ense-Rental  Area  except  the  City  of  Fort 
Dodge,  Iowa. 

5.  Schedule  A,  item  114c,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Jefferson  County,  the  City  of  Fairfield. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Fairfield,  Iowa,  Defen.se- 
Rental  Area  except  the  City  of  Fairfield, 
Iowa. 

6.  Schedule  A.  item  123c  is  amended 
•to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Mercer  County.  Magisterial  District 
No.  6. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  Harrodsburg,  Kentucky. 
Defense-Rental  Area  except  Magisterial 
District  No.  6. 

7.  Schedule  A,  item  123d,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Franklin;  and  in  Scott  Cfl^inty,  Magisterial 
District  No.  1. 

This  decontrols  from  §§825  81  to 
825.92  all  of  the  Frankfort.  Kentucky. 
Defense-Rental  Area  except  Franklin 
County  and  Magisterial  District  No.  1  in 
Scott  County. 

8.  Schedule  A.  item  158b.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Mower  County,  tht  City  of  Austin. 


This  decontrols  from  55  825.81  to 
825.92  all  of  the  Austin.  Minnesota,  De- 
fense-Rental Area  except  the  City  of 
Austin.  Minnesota. 

9.  Schedule  A.  item  158c.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Freeborn  County,  the  City  of  Albert 
Lea;  in  Rice  County,  the  City  of  Faribault; 
and  In  Steele  County,  the  City  of  Owatonna. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Albert  Lea-Faribault.  Minne- 
sota. Defense-Rental  Area  except  the 
Cities  of  Albert  Lea.  Faribault  and  Owa- 
tonna. 

10.  Schedule  A.  item  158d.  Is  amended 
to  read  as  follows: 

(158d)      (Revoked  and  decontrolled.] 

This  decontrols  from  §5  825.81  to 
825.92  the  entire  Fergus  Falls.  Minne- 
sota, Defense-Rental  Area. 

11.  Schedule  A,  item  159a,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Blue  Earth  and  Nicollet  Counties,  the 
Cities  of  Mankato  and  North  Mankato. 

This  decontrols  from  §§  825  81  to  825.92 
all  of  the  Mankato.  Minnesota,  Defense- 
Rental  Area  except  the  Cities  of  Man- 
kato and  North  Mankato. 

12.  Schedule  A,  item  159c,  Is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Brown  County,  the  City  of  New  Ulm. 

This  decontrols  from  §§825.81  to 
825.92  all  of  the  New  Ulm,  Minnesota. 
Defense-Rental  Area  except  the  City  of 
New  Ulm. 

13.  Schedule  A.  item  160a,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Olmstead  County,  the  City  of  Rochester. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Rochester,  Minnesota,  Defense- 
Rental  Area  except  the  City  of  Rochester. 

14.  Schedule  A,  item  230,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Champaign,  Clark,  Greene.  Miami,  Mont- 
gomery, and  Preble.  * 

This  decontrols  from  §§  825.81  to  825.92 
all  of  Darke  County  in  the  Dayton,  Ohio..- 
Defen.se-Rental  Aroa. 

15.  Schedule  A.  item  230a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Delaware  County,  the  Townships  of 
Berkshire  and  Delaware. 

This  decontrols  from  §§  825.81  to  825  92 
all  of  the  Delaware  County.  Ohio.  Di>- 
fense-Rental  Area  except  the  Townships 
of  Berkshire  and  Delaware. 

16.  Schedule  A.  item  238,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Erie,  Ottawa;  Sandusky,  except  those  Is- 
lands In  Lake  Erie  which  are  part  of  Ottawa 
and  Erie  Counties;  and  those  portions  of  Hu- 
ron County  which  are  within  the  Townships 
of  Greenwich.  Lyme,  New  Haven.  New  London, 
Norwalk,  Richmond  and  Rldgefleld. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  Huron  County  except  the  Town- 
ships of  Greenwich,  Lyme,  New  Haven. 
New  London,  Norwalk,  Richmond,  and 
Rldgefleld.  in  the  Sandusky-Port  Clinton, 
Ohio  Defense-Rental  Area. 
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17.  Schedule  A,  item  277,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Charleston. 
Beaufort. 

This  decontrols  from  §§  825.81  to  825.92 
all  of  the  Charleston.  South  Carolina,  De- 
fen.se-Rental  Area  except  Beaufort  and 
Charleston  Counties. 

18.  Schedule  A,  item  357a,  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Wood. 

In  Washington  County,  the  Townships 
of  Belpre.  Marietta,  and  Muskingum. 

Tills  decontrols  from  §§  825.81  to  825.92 
all  of  Washington  County.  Ohio,  except 
the  Townships  of  Belpre,  Marietta,  and 
Mu.skingum  in  the  Parkersburg.  West 
Virginia,  Defense-Rental  Area. 

(Sec.  204  (d ) ,  61  Stat.  197.  as  amended  by 
62  Stat.  37.  by  62  Stat.  94  and  by  Pub.  Law- 
Si,  81st  Conf,'.;  50  U.  S.  C.  App  1894  (d>. 
A»jplies  sec.  204,  61  Stat.  197,  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.81st  Cong.;  50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effective 
April  8.  1949. 

Issued  this  8th  day  of  April  1949. 

TiGHE  E.  Woods. 
IJvusing  Expediter. 

|F.    R.    Doc.    49-2800:    Filed,    Apr.    8,    1949. 
10:05  a.  m.l 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  203 — Bridge  Regulations 

miscellaneous  amendments 

Pursuant  to  the  provisions  of  section 
5  of  the  River  and  Harbor  Act  of  Augu.'Jt 
18,  1894  <28  Stat.  362;  33  U.  S.  C.  499'. 
§§  203  275  Knapps  Narrates.  Md.:  bridge. 
203.795  City  Waterway  at  Tacoma, 
Wasfi.:  bridge.  203.800  Snohomish  River. 
Steamboat  Slough  and  Ebey  Slough. 
Wash.:  bridges,  and  203.811  Skagit 
River.  South  Fork.  Wash.;  highway 
bridge  at  Fir.  Washington  are  hereby 
revoked.  §  203.780  Duivamish  Waterway 
at  Seattle.  Wa.sh.:  bridges  is  hereby  re- 
designated §  203.790,  §  203.786  Lake 
Washington.  Wath.:  pontoon  bridge  be- 
tween Seattle  and  Mercer  Island.  Wash. 
is  hereby  redesignated  §  203.800.  §  203.790 
Lake  Washington  Ship  Canal,  Wash.; 
bridge  is  hereby  rede.'-ignated  §  203.795, 
§8  203.245  «f).  203.712  (c).  203.716  (a) 
<3).  203  805.  and  203.810  are  hereby 
amended,  and  §  203.785  is  hereby  pre- 
scribed, as  follows: 

§  203.245  Navigable  waters  discharg- 
ing into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into  the 
Gulf  of  Mexico,  except  the  Mi.<isissippi 
River  jand  its  tributaries  and  outlets; 
bridges  xchere  constant  attendance  of 
draxo  tenders  is  not  required.     •     •     • 

(f)  The  bridges  to  which  this  section 
applic.";,  and  the  special  regulations  ap- 
plicable in  each  cz."e,  r.rc  as  fellows: 


Bush  River.  Md.;  The  Pennsylvania  Rail- 
road Company  bridge  at  Bvish  River.  From 
June  1  to  September  30,  Inclusive,  the  draw 
will  be  required  to  be  opened  not  more  than 
two  times  each  day  on  Saturdays  and  Sun- 
days only  between  10.00  a.  m.  and  5:00  p.  m., 
on  receipt  of  at  least  24  hours'  advance 
notice  from  the  duly  authorized  representa- 
tive of  the  Bush  River  Boat  Club.  At  all 
other  times  the  draw  need  not  be  opened 
for  the  passage  of  vessels.  The  notice  posted 
In  accordance  with  paragraph  (d»  of  this 
section  shall  state  exactly  how  the  repre- 
sentative of  the  Bush  River  Boat  Club  may 
be  reached. 

•  •  •  •  • 
Richardson's  Creek,  Ga  ;  Chatham  County 

highway   bridge  «<MNa£ctlng  Oatland  Island 
and   Whltemarsh    Island    near   Thunderbolt. 
At  least  24  hours*  advance  notice  required.. 
I  Revoked.  I  , 

•  •  •  •  * 

§  203.712  Tributaries  of  San  Francisco 
Bay  and  San  Pablo  Bay.  Calif.     •     •     • 

(c)  San  Leandro  Bay;  State  of  Cali- 
fornia highway  bridge  between  Alameda 
and  Biy  Farm  Island.  Prom  9:00  p.  m. 
to  5:00  a.  m.,  the  draw  need  not  be 
opened  for  the  passage  of  ve.ssels.  From 
5:00  a.  m.  to  8:00  a.  m.  and  from  5:C0 
p.  m.  to  9:00  p.  m.,  at  least  12  hours'  ad- 
vance notice  required.  To  be  given  to 
the  operator  of  the  Bay  Farm  Island 
Bridge  (telephone  Lakehurst  2-2969)  be- 
tween 8:00  a.  m.  and  5:C0  p.  m..  and  to 
the  operator  of  the  Park  Street  Bridge, 
Alameda  'telephone  Lakehurst  2-7272', 
at  all  other  times; 

§  203.716  Sacramento  River  and  its 
tributaries,  Calif. —  (a)  Sacramento 
River.     *     "      ' 

(3)  Southern  Pacific  Company  rail- 
road bridge  and  State  of  California  high- 
way bridge  at  Knight's  Landing. 
•     •     * 

(iii)  The  owner  of  or  agency  control- 
ling each  bridge  shall  keep  a  draw  tender 
in  constant  attendance  from  8:00  a.  m. 
to  5;00  p.  m.,  and  at  all  times  during  per- 
iods when,  in  the  opinion  of  the  District 
Engineer,  an  emergency  exists,  or  during 
a  haul^g  season  which  requires  20  or 
more  passages  through  the  bridge  in 
any  30-day  period  provided  15  days' 
written  notice  of  the  contemplated  traf- 
fic is  given  by  the  operators  of  the  haul- 
ing ves.sels  to  the  Southern  Pacific  Com- 
pany's Division  Engineer  at  Sacramento 
and  to  the  Division  of  Highways  Main- 
tenance Superintendent  at  Woodland, 
respectively.  At  all  other  times,  advance 
notice  required.  To  be  given  to  the 
Southern  Pacific  Company's  Chief  Dis- 
patcher at  Sacramento  and  to  the  Di- 
vision of  Hit^hways  Maintenance  Super- 
intendent, re.-^pectively.  before  4:00  p.  m. 

(ivt    [Revoked.] 

§  203.785  City  Waterway,  Tacoma 
Harbor.  Wash.;  bridges — <a)  Draic  tend- 
ers and  operating  machinery.  The 
owners  of  or  agencies  controlling  draw- 
bridges shall  provide  the  necessary  tend- 
ers and  the  proper  mechanical  appli- 
ances for  the  safe,  prompt,  and  efficient 
opening  of  the  draws  for  the  passage  of 
vessels  in  accordance  with  the  regula- 
tions in  this  section.  The  operating  ma- 
chinery of  the  draws  shall  be  maintained 
in  a  serviceable  condition,  and  the  draws 
shall  be  opened  and  closed  at  intervals 
frequent  enough  to  make  certain  that 


the  machinery  is  in  proper  order  for 
satisfactory  OF>eration. 

(b)  Signals — <1)  Sound  signals.  To 
be  used  if  weather  conditions  are  such 
that  sound  signals  can  be  heard. 

(i)  Call  signal  for  opening  of  draw. 
For  the  City  of  Tacoma  bridge  at  South 
Eleventh  Street,  three  long  blasts  fol- 
lowed by  one  short  blast,  for  the  North- 
ern Pacific  Railway  Company  bridce  at 
South  Fourteenth  Street,  two  long  blasts 
followed  by  one  short  blast,  and  for  the 
Union  Pacific  Railroad  Company  bridtie 
near  South  Fifteenth  Street,  one  long 
blast  followed  by  one  short  blast  and  one 
Ion?  blast,  of  a  whistle,  horn,  or  mcga- 
plione.  sounded  within  reasonable  hear- 
ing distance  of  the  bridge  in  each  ca.'-e, 
repeated  if  neccs.sary,  and  in  time  to  i;ive 
due  notice  to  the  draw  tender. 

Note:  As  used  In  this  section,  the  term 
"long  bla.st"  means  a  disjunct  blast  of  four 
seconds'  duration,  and  the  term  "short  blast" 
means  a  distinct  blast  of  one  second's 
duration. 

(li)   Acknowledging  signals. 

(iii)  Wrien  draw  can  be  opened  im- 
mediately  (opening  signal).  Two  long 
blasts  followed  by  one  short  blast  of  a 
whistle,  ho^-n.  or  megaphone,  or  three 
loud  and  distinct  strokes  of  a  bell. 

<iv)  When  draw  cannot  be  opened 
immediately,  or  when  it  is  open  and  must 
be  closed  immediately.  Two  long  blasts 
of  a  whistle,  horn,  or  megaphone,  or  t'.vo 
loud  and  di.stinct  strokes  of  a  bell.  (This 
signal  may  also  be  used  by  a  vessel  to 
countermand  its  call  signal.)  There- 
after, as  soon  as  the  draw  can  be  opened, 
the  draw  tender  shall  sound  the  open- 
ing signal. 

(2)  Visual  .'iignals.  To  be  used  if 
weather  conditions  are  such  that  sound 
signals  may  not  be  heard. 

(i)  Call  signal  for  opening  of  draw. 
A  white  flag  by  day  or  a  white  lighted 
lantern  by  night,  swung  in  vertical  circles 
at  arm's  length  in  full  sight  of  the 
bridge  and  facing  the  draw. 

(ii)   Acknowledging  signals. 

(iii)  When  draw  can  be  opened  im- 
mediately (Opening  signal).  Same  as 
call  signal,  to  be  given  in  full  sight  of 
the  vessel. 

(iv»  When  draw  cannot  be  opened 
immediately,  or  ichen  it  is  open  and  must 
be  clo.'ied  immediately.  A  red  flag  by 
day  or  a  red  lighted  lantern  by  night, 
swung  in  vertical  circles  at  arm's  length 
in  full  sight  of  the  vessel.  (This  sipnal 
may  also  be  used  by  a  vessel  to  counter- 
mand its  call  signal.)  Thereafter,  as 
soon  as  the  draw  can  be  opened,  the 
draw  tender  shall  give  the  opening  signal. 

(3>  Fog  signal.  Whtn  fog  pr(vr.ils 
by  day  or  by  night  the  draw  tender, 
after  giving  the  opening  signal,  shall 
toll  a  bell  continuously  during  the  ap- 
proach and  passage  of  the  ves.<:el. 

(c)  Prompt  opening  required  except 
when  delayed  by  train.  Except  as  other- 
wise provided  in  paragraph  <e)  of  this 
section,  the  draw  shall  be  opened  with 
the  least  possible  delay  on  receiving  the 
prescribed  signal:  Provided,  That  the 
draw  shall  not  be  opened  when  a  train 
is  approaching  .so  closely  that  it  can- 
not safely  be  stopped  before  reaching 
the  bridge,  or  when  a  passenger  or  mail 
train  is  approaching  within  sight  or 
healing  of  the  draw  tender. 
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(d)  Interference  with  operation  of 
bridne  prohibited.  Trains  and  vehicles 
shall  not  be  stopped  on  a  drawbridge 
for  the  purpose  of  delaying  its  opening, 
nor  shall  watercraft  be  navigated  so  as 
to  hinder  or  delay  the  operation  of  the 
drav.'.  but  all  passage  over  or  through  a 
drawbridge  shall  be  prompt  to  prevent 
delay  to  either  land  or  water  traffic. 

ie>  Special  regulations — <1»  City  of 
Tacoma  bridqe  at  South  Eleventh  Street. 
(i»  The  owner  of  or  agency  controlling 
this  bridge  need  not  keep  a  draw  tender 
in  constant  attendance. 

(ii>  Whenever  a  vessel,  unable  to  pass 
under  the  closed  bridge,  desires  to  pass 
through  the  draw,  at  least  two  hours' 
advance  notice  of  the  time  the  opening 
Is  required  must  be  given  to  the  author- 
ized representative  of  the  owner  of  or 
agency  controlling  the  bridge  to  insure 
prompt  opening  thereof  at  the  time 
required. 

(iii>  On  receipt  of  such  advance  no- 
tice, the   authorized   representative,   in 
compMance  therewith,  shall  arrange  for 
the    prompt    opening    of    the    draw    on 
proper  signal  at  approximately  the  time 
specified  in  the  notice:  Provided.  That 
the  draw  need  not  be  opened  between 
6:45  a.  m.  and  7:45  a.  m.  and  between 
3:30  p.  m.  and  5:30  p.  m.  except  when 
necessary  to  prevent  disaster  to  shipping. 
iiv>   The  owner  of  or  agency  controll- 
ing the  bridge  shall  keep  conspicuously 
posted  on  both  the  upstream  and  down- 
stream sides  thereof,  in   such   manner 
that  it  can  easily  be  read  at  any  time. 
a  copy  of  the  regulations  in  this  section 
pertaining  to  the  bridge  together  with 
information  as  to  whom  notice  should 
be   given   when   it   is   desired   that   the 
bridge    be    opened    and    directions    for 
communicating    with    such    person    by 
telephone  or  otherwise. 

(2)  Union  Pacific  Railroad  Company 
bridqe  near  South  Fifteenth  Street.  The 
draw  of  this  bridge  need  not  be  opened 
between  7:15  a.  m.  and  8:00  a.  m.  and 
between  4:15  and  5:00  p.  m.  except  when 
necessary  to  prevent  disaster  to  shipping. 

§  203.790  Duuamish  Waterway  at 
Seattle.  Wash.;  bridges.     *     *     • 

§  203.795  Lake  Washington  Ship 
Canal.  Wash.:  bridge.     •     •     * 

§203.800  Lake  Washington.  Wash.: 
pontoon  bridge  between  Seattle  and 
Mercer  Islatid.  Wash.     •     •     • 

§  203  805  Snohomish  River,  Steam- 
boat Slough,  arid  Ebey  Slough.  Wash.: 
bridges — <a)  Draw  tenders  and  operat- 
ing machinery.  The  owners  of  or  agen- 
cies controlling  drawbridges  shall  pro- 
vide the  necessary  tenders  and  the 
proper  mechanical  appliances  for  the 
safe,  prompt,  and  efficient  opening  of 
the  draws  for  the  passage  of  vessels  in 
accordance  with  the  regulations  in  this 
section.  The  operating  machinery  of 
the  draws  shall  be  maintained  in  a  serv- 
iceable condition,  and  the  draws  shall  be 
opened  and  closed  at  intervals  frequent 
enough  to  n\ake  certain  that  the  ma- 
chinery is  in  proper  order  for  satisfac- 
tory operation. 

(b>  Signals— (I)  Sound  signals.  To 
be  used  if  weather  conditions  are  such 
that  sound  signals  can  be  heard. 


RULES  AND  REGULATIONS 

(i)  Call  signal  for  opening  of  draw. 
Three  long  blasts  of  a  whistle,  horn,  or 
megaphone,  or  three  loud  and  distinct 
strokes  of  a  bell,  sounded  within  reason- 
able hearing  distance  of  the  bridge,  re- 
peated if  necessary,  and  in  time  to  give 
due  notice  to  the  draw  tender:  Provided. 
That  distinctive  call  signals  are  pre- 
scribed for  certain  bridges  as  follows: 

Snohomish  River:  State  of  Washington  De- 
partment of  Highways  bridge  near  the  mouth. 
Three  long  blasts  followed  by  one  short 
blast. 

Steamboat  Slough:  Great  Northern  Rail- 
way Company  brid^  near  the  mouth.  One 
long  blast  followed  by  one  short  blast  and 
one  long  blast.  — ^ 

Steamboat  Slough:  State  of  Washington 
Department  of  Highways  bridge  near  the 
monjh.  Two  long  blasts  followed  by  one 
short  blast. 

Ebey  Slough:  State  of  Washington  Depart- 
ment of  Highways  bridge  near  the  mouth. 
Three  long  blasts  followed  by  one  short 
blast. 

Note:  As  used  in  this  section,  the  term 
"long  blast"  means  a  distinct  blast  of  four 
seconds'  duration,  and  the  term  "short  blast" 
meaius  a  distinct  blast  of  one  second's  dura- 
tion. 

(ii)  Acknowledging  signals. 
(iii)  When  draw  can  be  opened  im- 
mediately (opening  signal).  Two  long 
blasts  followed  by  one  short  blast  of  a 
whistle,  horn,  or  megaphone,  or  three 
loud  and  distinct  strokes  of  a  bell. 

(iv)  When  draw  cannot  be  opened 
immediately,  or  when  it  is  open  and  must 
be  closed  immediately.  Two  long  blasts 
of  a  whistle,  horn,  or  megaphone,  or  two 
loud  and  distinct  strokes  of  a  bell.  (This 
signal  may  also  be  used  by  a  ve.ssel  to 
countermand  its  call  signal.)  There- 
after, as  soon  as  the  draw  can  be  opened, 
the  draw  tender  shall  sound  the  open- 
ing signal. 

(2 1  Visual  signals.  To  be  used  if 
weather  conditions  are  such  that  sound 
signals  may  not  be  heard. 

(i>  Call  signal  for  opening  of  draw. 
A  white  flag  by  day  or  a  white  lighted 
lantern  by  night,  swung  in  vertical  cir- 
cles at  arm's  length  in  full  sight  of  the 
bridge  and  facing  the  draw, 
(ii)  Acknowledging  signals. 
(iii)  When  draw  can  be  opened  im- 
mediately (opening  signal).  Same  as 
call  signal,  to  be  given  in  full  sight  of 
the  vessel. 

(iv)  When  draw  cannot  be  opened  ijn- 
mediately,  or  when  it  is  open  and  must 
be  closed  immediately.  A  red  flag  by 
day  or  a  red  lighted  lantern  by  night, 
swung  in  vertical  circles  at  arm's  length 
in  full  sight  of  the  vessel.  (This  signal 
may  also  be  used  by  a  vessel  to  counter- 
mand its  call  signal.)  Thereafter,  as 
soon  as  the  draw  can  be  opened,  the 
draw  tender  shall  give  the  opening 
signal. 

(3»  Fog  signal.  When  fog  prevails  by 
day  or  by  night  the  draw  tender,  after 
giving  the  opening  signal,  shall  toll  a 
bell  continuously  during  the  approach 
and  pa.ssage  of  the  vessel. 

(c)  Prompt  opening  required  except 
when  delayed  by  train.  Except  as  other- 
wise provided  in  paragraph  (e)  of  this 
section,  the  draw  shall  be  opened  with 
the  least  possible  delay  on  receiving  the 
prescribed  signal:  ProiHded,  That  the 
draw  shall  not  be  opened  when  a  train  is 


approaching  so  closely  that  it  cannot 
safely  by  stopped  before  reaching  the 
bridge,  or  when  a  passenger  or  mail  train 
is  approaching  within  sight  or  hearing  of 
the  draw  tender. 

(d)  Interference  with  operation  of 
bridge  prohibited.  Trains  and  vehicles 
shall  not  be  stopped  on  a  drawbridge  for 
the  purpose  of  delaying  its  opening,  nor 
shall  watercraft  be  navigated  so  as  to 
hinder  or  delay  the  operation  of  the 
draw,  but  all  passage  over  or  through  a 
drawbridge  .shall  be  prompt  to  prevent 
delay  to  either  land  or  water  traffic. 

(e)  Bridges  ichere  constant  attend- 
ance of  draiD  tenders  is  not  required. 
(1)  The  owners  of  or  agencies  control- 
ling the  bridges  li.sted  in  subparagraph 
( 5 )  of  this  paragraph  need  not  keep  draw 
tenders  in  constant  attendance. 

(2)  Whenever  a  vessel,  unable  to  pass 
a  closed  bridge,  desires  to  pass  through 
the  draw,  advance  notice,  as  specified, 
of  the  time  the  opening  is  required  must 
be  given  to  the  authorized  repre.sentative 
of  the  owner  of  or  agency  controlling  the 
bridge  to  insure  prompt  opening  thereof 
at  the  time  required. 

(3)  On  receipt  of  such  advance  notice, 
the" authorized  representative,  in  compli- 
ance therewith,  shall  arrange  for  the 
prompt  opening  of  the  draw  on  proper 
signal  at  approximately  the  time  speci- 
fied in  the  notice. 

(4)  The  owners  of  or  agencies  control- 
ling each  bridge  shall  keep  conspicuou.sly 
posted  on  both  the  upstream  and  down- 
stream sides  thereof,  in  .such  manner  that 
it  can  easily  be  read  at  any  time,  a  copy 
of  the  regulations  in  this  section  per- 
taining to  the  bridge  together  with  in- 
formation as  to  whom  notice  .should  be 
given  when  it  is  desired  that  the  bridge 
be  opened  and  directions  for  communi- 
cating with  such  person  by  telephone  or 
otherwise. 

(5)  The  bridges  to  which  this  para- 
graph applies,  and  the  special  regula- 
tions applicable  In  each  case,  are  as 
follows: 

Snohomish  River:  State  of  Washington  De- 
partment of  Highways  bridge  at  the  foot  of 
Hewitt  Avenue,  Everett.  At  least  12  hours' 
advance  notice  required:  Provided.  That  dur- 
ing freshets  a  draw  tender  shall  be  kept  In 
constant  attendance  upon  order  of  the  Dis- 
trict Engineer.  Corps  of  Engineers. 

Snohomish  River;  bridges  of  State  of  Wash- 
ington Department  of  Highways.  Northern 
Pacific  Railway  Company,  and  Great  North- 
ern Railway  Company,  at  Snohomish.  At 
least  24  hours'  advance  notice  required. 

Steamboat  SlouRh;  bridges  of  Great  North- 
ern Railway  Company  and  State  of  Wash- 
ington Department  of  Highways  near  Marys- 
vllle.  At  least  four  hours'  advance  notice 
required. 

?  203  810  Navigable  waters  in  the  State 
of  Washington:  bridges  where  con.'itant 
attendance  of  draw  tenders  is  not  re- 
quired, (a)  The  owners  of  or  agencies 
controlling  the  bridges  listed  In  para- 
graph (f)  of  this  section  will  not  be  re- 
quired to  keep  draw  tenders  In  constant 
attendance. 

(b)  Whenever  a  vessel  unable  to  pass 
under  a  closed  bridge  desires  to  pass 
through  the  draw,  advance  notice,  as 
specified,  of  the  time  the  opening  Is  re- 
quired must  be  given  to  the  authorized 
representative  of  the  owner  of  or  agency 
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controlling  the  bridge  to  insure  prompt 
opening  thereof  at  the  time  required. 

(c)  On  receipt  of  such  advance  notice, 
the  authorized  representative,  in  com- 
pliance therewith,  shall  arrange  for  the 
prompt  opening  of  the  draw  on  proper 
signal  at  approximately  the  time  speci- 
fied in  the  notice. 

(d)  The  owner  of  or  agency  control- 
ling each  bridge  shall  keep  conspicuously 
posted  on  both  the  upstream  and  down- 
stream sides  thereof,  in  such  manner 
that  it  can  easily  be  read  at  any  time,  a 
copy  of  the  regulations  in  this  section 
pertaining  to  the  bridge  together  with 
information  as  to  whom  notice  should  be 
given  when  it  is  desired  that  the  bridge 
be  opened  and  directions  for  communi- 
cating with  such  person  by  telephone  or 
otherwise. 

(e)  The  operating  machinery  of  the 
draws  shall  be  maintained  in  a  service- 
able condition,  and  the  draws  shall  be 
opened  and  closed  at  intervals  frequent 
enough  to  make  certain  that  the  machin- 
ery is  in  proper  order  for  satisfactory 
operation. 

(f»  The  bridges  to  which  this  .section 
applies,  and  the  regulations  applicable 
in  each  ca.^c.  are  as  follows: 

Puyallup  Waterway  and  River.  Tacoma 
Harbor;  City  of  Tacoma  highway  and  street 
railway  bridge  at  East  Eleventh  Street,  and 
Chicago.  Milwaukee.  St.  Paul  and  Pacific  Rail- 
road Company  bridge  near  East  Eleventh 
Street.  At  least  four  hours'  advance  notice 
re<!ulred. 

South  Fork,  Skagit  River;  Skagit  County 
highway  bridge  at  Fir.  At  least  24  hotirs' 
advance   notice   required. 

Skagit  River;  State  of  Washington  Depart- 
ment of  Highways  bridge  and  Great  North- 
ern Railway  Company  bridge  near  Mount 
Vernon.  At  least  24  hours'  advance  notice 
required. 

[Regs.  17  March  1948.  823  01-ENGWR] 
«28  Stat.  362;  33  U.  S.  C.  499' 

I  SEAL]  Edward  F.  WiTSELL. 

Major  General, 
The  Adjutant  General. 

IF.    R.    Doc.    49  2751;    Filed.    Apr.    11.    1949; 
8:46  a.  m  I 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix^-Public  Land  Orders 

[Public  Land  Order  580 1 

Arizona 

revolving  public  land  order  no.  192  of 
november  2.  1943;  withdrawing  public 
lands  for  use  of  war  department  as  an 
aerial  gunnery  range 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive  Or- 
der No.  9337  of  April  24. 1943.  it  is  ordered 
as  follows: 

Public  Land  Order  No.  192  of  November 
2.  1943.  withdrawing  public  lands  for  the 
use  of  the  War  Department  as  an  aerial 
gunnery  range,  is  hereby  revoked. 

The  Jurisdiction  over  and  use  of  such 
land  granted  to  the  War  Department  by 
Public  Land  Order  No.  192  shall  cea.se 
upon  the  date  of  the  signing  of  this  order. 
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Thereupon,  the  jurisdiction  over  and  ad- 
ministration of  such  land  shall  be  vested 
in  the  Department  of  the  Interior  and 
any  other  Department  or  agency  of  the 
Federal  Government  according  to  their 
respective  interests  then  of  record. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  May  6.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  right."  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  s«a 
lection  as  follows: 

(a»  Ninety-day  period  for  pr-eference- 
right  filings.  For  a  period  of  90  days 
from  May  6.  1949.  to  Augu.st  5,  1949.  in- 
clusive, the  public  lands  affected  by  this 
order  shall  be  subject  to  (1)  application 
under  the  homestead  or  the  desert  land 
laws,  or  the  Small  Tract  Act  of  June  1, 
1938  «52  Stat.  609,  43  U..S  C.  682a >,  as 
amended,  by  qualified  veterans  of  World 
War  II,  for  whose  service  recognition  is 
granted  by  the  act  of  September  27,  1944 
(58  Stat.  747,  43  U.  S.  C.  279-283  <.  sub- 
ject to  the  requirements  of  applicable 
law,  and  (2>  application  under  any  ap- 
plicable public-land  law,  based  on  prior 
existing  valid  settlement  rights  and  pref- 
erence rights  conferred  by  existing  laws 
or  equitable  claims  subject  to  allowance 
and  confirmation.  Applications  by  such 
veterans  shall  be  subject  to  claims  of  the 
clas.ses  described  in  subdivision  (2t. 

(b)  Twenty-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  April  16. 
1949.  to  May  5.  1949,  inclu.sive.  such  vet- 
eran;? and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  May  6,  1949, 
shall  be  treated  as  simultaneously  filed. 

(CI  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laus. 
Commencing  at  10:00  a.  m.  on  August  6, 
1949.  any  of  the  lands  remaining  unap- 
propriated shall  become  subject  to  such 
application,  petition,  location,  or  selec- 
tion by  the  public  generally  as  may  be 
authorized  by  the  public-land  laws. 

(d>  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  July  16.  1949.  to  Augu.st  5,  1949. 
inclasive.  and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  August  6.  1949.  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claims,  shall  accompany  their  applica- 
tions by  duly  corroborated  affidavits  in 
support  thereof,  setting  forth  in  detail 
all  facts  relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  Di-strict  Land  Office, 
Phoenix,  Arizona,  shall  be  acted  upon  in 
accordance  with  the  regulations  con- 
tained in  5  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324. 
May  22.  1914,  43  L.  D.  254),  and  Part  206 
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of  that  title,  to  the  extent  that  such  reg- 
ulations are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  in 
£.arts  166  to  170,  inclusive,  of  Title  43  of 
the  Code  of  Federal  Regulations  and 
applications  under  the  desert  land  laws 
and  the  Small  Tract  Act  of  June  1.  1938, 
shall  be  governed  by  the  regulations 
contained  in  Parts  232  and  257,  respec- 
tively, of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office. 
Phoenix.  Arizona. 

The  lands  affected  by  this  order  are 
the  public  lands  in  the  following  de- 
scribed areas: 

Gila  and  Salt  River  Meridian 

T.  25  N..  R.  13  W., 
Sec.  5.  lot  1; 
Sec.    6,    lots    1    to    5,    Inclusive,    S'iNW'i, 

SWI4.  W'aSEU; 
Sec.  7; 
Sec.    8,    lots    1.    2.    3.    S'.Vi4NW'4.    6V;'4. 

SWI4SEI4; 
Sec.  17.  NWUNW'i: 
Sec.  18.  N>...  NEUSWU.  NWV4SE'4: 
Sees.  30  and  31. 
T.  26  N..  R.  13  W., 

Sec.  31.  lot  1. 
T.  24  N.,  R    14  W.. 

Sees.  1  to  22,  inclusive,  and  sees.  28  to  30, 
Inclusive. 
T   25  N..  R.  14  W. 
T.  26  N.,  R.  14  W.. 

That  part  south  and  west  of  the  line  shown 
as  the  boundary  of  the  Hiialapal  Indian 
Reservation   on   the  plat   of   survey   ac- 
cepted April  12.  1902. 
T.  27  N..  R.  14  W., 

That  part  south  and  west  of  the  line  shown 
as  the  boundary  of  the  Hualapal  Indian 
Reservation   on   the   plat   of   survey   ac- 
cepted April  12.  1902. 
T.  23  N..  R.  15  W., 

Sees.  3  to  9,  inclusive,  and  sees  17  to  19, 
inclusive. 
T.  24  N  ,  R.  15  W.. 

^ecs.  1  to  35.  Inclusive. 
Tps.  25  and  26  N  ,  R.  15  W. 
T.  27  N.,  R.  15  W  , 

That  part  south  and  west  of  the  line  shown 
as  the  boundary  of  the  Hualapal  Indian 
Reservation   on    the    plat   of   survey   ac- 
cepted April  12,  1902. 
T.  28  N  .  R.  15  W., 

Sec.  29.  that  part  west  of  the  line  shown 
as  the  boundary  of  the  Hualapal  Indian 
Reservatloji   on   the   plat   of   survey   ac- 
cepted April  12,  1902; 
Sees.  30  and  31; 

Sec.  32.  that  part  west  of  the  line  shown 
as  the  boundary  of  the  Hualapal  Indian 
Reservation  on  the  plat  of  survey  ac- 
cepted AprU  12,  1902; 
Sec.  33,  that  part  south  and  west  of  the 
line  shown  as  the  boundary  of  the 
Hualapal  Indian  Reservation  on  the  plat 
of  survey  accepted  April  12,  1902. 
T.  23  N..  R.  16  W., 

Sees.  1  to  5,  inclusive; 

Sec.  6,  lots  1  to  13,  inclusive,  and  lots  17 

and  18,  S'^NEU.  SE'*: 
Sec.    7.    lots    1    and    8,    NE',4.    NViSE'4, 

SE^SEU: 

Sees.  8  to  16.  Inchisive; 

Sec.      17.      E'2,      E'.NW'i,      NWV^NWVi. 
NE'^SWi4; 

Sec.  21.  N>2.  NE'4SW'4.  SEV*; 

Sees.  22  to  26,  Inclusive; 

sec.   27,   N',.   N'^SWU,   SE',4SWV4.   SE'4i 

Sec.  28,  E'  .NE'i,  NW^NEVi- 
Tps,  24  to  27  N..  R.  16  W. 
T.  28  N..  R.  16  W., 

Sees.  25  to  36,  inclusive. 
T.  23  N.,  R.  17  W.. 

Sec.  1,  lot   1. 
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T.  24  N  .  R.  17  W., 

Sees.  I  to  4,  Inclusive; 

Sec.  5.  lots   1   to  4,  Inclusive.   NE'4SW'4. 

SE'4: 
Sec.  8.  NEV;NE'4: 
Sec.   9.   N4,   E'^SW'4.   SE'i; 
Sees.   10  to  15,  Inclusive; 
Sec.   16.  E'iNE'4.  NW'4NE'4: 
Sec.   22.   NE'4.   NEUNW*.   NEUSE'i; 
Sees.  23  to  25.  Inclusive; 
See.       26.       NE'4.       E',iNW'4.       E'ijSE'i. 

NWUSEU; 
Sec.    36.    lots    1    and    2.    NE'4.    N'jNW'i. 
.SE'4NW'4.  N'iSE'4. 
T.  25  N..  R.  17  W  . 

Sees    1  to  29.  Inclusive: 

Sec.     30.     loU     1.     2.     3.     E'^j.     E'iNW'i. 

E ' '  S  W '  4 ; 
Sec.  31.  N'.!NE'4.  SE'4NE'4.  NE'4SE'4: 
Sees.  32  to  36.  Inclusive. 
T.  26  N  .  R.   17  VV. 
T.  27  N  .  R    17  W.. 

Sees.  10  to  16,  Inclusive,  and  Sees.  20  to  36. 
Inclusive. 
T.  25  N  .  R    18  W". 

Sees.  1  to  3,  Inclusive; 

Sec.  4.  lots  1  and  2.  S':;NE'4: 
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Sec.      10.      NE'4,      NE'4NWV4.      NViSEVi. 
SE'4  SE'4; 

Sees.  11  Jo  13,  Inclusive; 

Sec.   14.   E'2.  N'iNWi,4.  SE',4NW'A: 

Sec.  23.  NE'4NE'4; 

Sec.  24.  N'2.  NE'/4SW>4.  SE'i; 

Sec.  25.  E'aNE'i. 
T  26  N..  R.  18  W., 

Sees.  1  and  2; 

Sees.   10  to   17.  Inclusive,  and  Sees.  20  to 
28,  Inclusive: 

Sec.  29.  N';,.  NE'4SW'i,  SE'4; 

Sec.  32.  N'2NE'4.  SE'4NE'4; 

Sec.  33,  N'j,  N',SW'4.  SE'4SW'i.  SE'4; 
^     Sees.  34  to  36.  Inclusive. 
T.  27  N  .  R.  18  W.. 

Sec.  36. 

The  areas  described,  includinB  both 
public  and  non-public  lands,  aggregate 
362,161.62  acres. 

These  public  lands  are  desert  in  char- 
acter ranging  from  fairly  level  to  rough 
and  mountainous  in  topography. 

The  above  described  lands  are  subject 
to  the  provisions  of  Executive  Order  of 


April  17, 1926,  creating  Public  Water  Re- 
serve  No.  107,  so  far  as  such  order  affects 
any  of  the  above-described  lands. 

The  E»2  and  SWU  sec.  30,  T.  24  N., 
R.  14  W..  which  are  public  lands,  and 
other  lands  acquired  by  the  War  Depart- 
ment together  with  the  improvements 
thereon,  have  been  determined  by  the 
Civil  Aeronautics  Administration  to  be 
essential  to  the  maintenance  and  opera- 
tion of  a  Civilian  Airport.  The  County 
of  Mohave,  Arizona,  grantee  of  the  ac- 
quired airport  property  has  filed  an  ap- 
plication to  lease  the  E'2  and  SWU  sec. 
30,  T.  24  N..  R.  14  W.,  for  airport  pur- 
poses under  the  act  of  May  24.  1928,  as 
amended.  45  Stat.  728.  55  Stat.  621  (49 
U.  S.  C.  sees.  211  to  214). 

C.  GiRARD  Davidson, 
Assistant  Secretary  of  the  Interior. 

April  1,  1949. 

[P.    R.    Doc.    49-2744;    Filed.    Apr.    11.    1949, 
845  a.   ml 


PROPOSED  RULE  MAKING 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47   CFR,   Part  64  1 

I  Docket   No.  9276) 

Domestic  Telegraph  Speed  or  Service 
Studies 

notice  of  proposed  rule  making 

In  the  matter  of  proposed  amendment 
of  Subpart  B  of  Part  64  of  the  Commis- 
sion's rules  and  regulations  governing 
dome.stic  telegraph  speed  of  service 
studies,' Docket  No.  9276. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  A  propo.sed  amendment  of  Subpart 
B  of  Part  64  of  the  Commission's  rules 
and  regulations  is  annexed  hereto  which 
contains  revisions  in  rules  and  regula- 
tions governing  domestic  telegraph  speed 
of  service  studies  that  appear  desirable 
because  of  changed  operating  methods 
occasioned  by  the  modernization  pro- 
gram of  the  Western  Union  Telegraph 
Company,  and  for  the  purpose  of  effect- 
ing certain  modifications  which  appear 
desirable  in  the  light  of  studies  made  in 
connection  with  past  speed  of  service  re- 
ports by  Western  Union.  The  proposed 
amendment  incorporates  changes  in 
§5  64  202.  64.205.  64.221.  64  224.  64  246. 
64  251.  64  252.  64.261.  64.262.  64  263. 
64  264.  64.271,  64  282  and  64.283  of  the 
present  rules. 

3.  Tlie  propo.>ed  amended  rules  are 
Issued  under  the  authority  of  the  Com- 
munications Act  of  1934.  as  amended,  and 
sections  201.  214  and  218  thereof  in  par- 
ticular. 

4.  Any  interested  party  who  Is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  set  forth  herein, 
may  file  with  the  Commission,  on  or  be- 
fore May  2,  1949.  a  statement  or  brief 
setting  forth  his  comments.  At  the  same 
time  persons  favoring  the  amendment  as 


proposed  may  file  statements  in  support 
thereof.  Before  taking  action  in  the 
matter,  the  Commission  will  consider  all 
such  comments  that  are  presented;  and, 
if  any  comments  are  .submitted  which  ap- 
pear to  warrant  the  holding  of  a  hearing 
or  oral  argument,  notice  of  the  time  and 
place  of  such  hearing  or  oral  argument 
will  be  given. 

5.  In  accordance  with  the  provisions  of 
5  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  March  30.  1949. 
Released:  March  31,  1949. 


[seal] 


Federal  Communications 

Commission. 
T  J.  Slowie, 

Secretary. 


Amend  Subpart  B  of  Part  64  of  the 
Commission's  rules  and  regulations  to 
read  as  follows: 

SxTBPART  B — Domestic  Telegraph  Speed 
OF  Service  Studies 

definitions 

§  64.201  Message  center.  A  "message 
center"  means  any  telegraph  operating 
room  whose  primary  function  is  sending 
and  receiving  telegrams  by  telegraph, 
telephone,  tube,  or  belt  conveyor  and 
which  is  asually  separated  from  any 
public  office  on  the  premises.  In  the  case 
of  main  offices  comprised  of  several  op- 
erating units,  such  as  telephone  centers, 
tieline  centers  and  trunk  centers,  all  such 
units  together  shall  be  considered  one 
message  center. 

§  64  202  Delivery  office.  A  "delivery 
office  "  is  an  office  operated  by  the  com- 
pany from  which  messages  are  dis- 
patched for  physical  delivery  by  messen- 
gers or  delivery  by  telephone, 

8  64.203  Business  routes.  A  "business 
route"  means  any  route  whose  due-out 
time  is  controlled  by  a  business  message. 


§  64.204  Sent  unre  nujnhers.  A  "sent 
wire  number"  means  the  channel  mes- 
sage serial  number  assigned,  u.sually  be- 
ginning each  day  with  the  number  1,  to 
messages  over  each  channel  each  day. 

§64  205     Time  filed.   "Time  filed"  (ex- 
cept in  the  ca.se  of  multiple  address  mes- 
sages) means  the  time  a  message  is  first 
accepted  at  an  office  for  transmission. 
In  the  case  of  messages  received  in  an 
office  by  messenger,  the  time  the  messen- 
ger returns  to  the  office  from  the  pickup 
run  shall  be  the  time  filed.    In  the  case 
of  messages  filed  at  the  counter,  the  time 
the  transaction  with  the  sender  is  com- 
pleted shall  be  the  time  filed.    In  the  ca.sc 
of  me.ssages  filed  or  corrected  over  the 
telephone,  the  time  the  transaction  with 
the   sender  is   completed    shall    be   the 
time  filed.    In  the  case  of  messages  filed 
over  a  tieline,  the  time  theme.ssage  is 
acknowledged    .shall   be   the  time  filed. 
In   the  case  of  multiple   address   mes- 
sages where  individual  copies  of  the  mes- 
sage are  not  filed,  the  time  filed  shall  be 
no  later  than  the  time  duplicating  and 
addressing,    prior    to    transmission.    Is 
completed. 

S  64  206  Time  delivered.  "Time  de- 
livered" means  the  time  a  me^ssage  Is 
delivered  to  the  addressee  (or  to  a  per- 
.son  authorized  to  receive  the  message 
for  the  addressee)  or  the  first  attempt 
to  make  such  delivery. 

§  64.207  First  attempt.  "First  at- 
tempt" means:  In  the  case  of  teleprinter 
tieline  delivery,  the  time  transmission 
was  attempted  but  could  not  be  made  be- 
cause the  addressee  did  not  answer  or, 
having  answered,  requested  later  trans- 
mission; m  the  case  of  telephone  deliv- 
ery, the  time  the  addre.ssee's  telephone  is 
reported  to  be  busy  or  not  answered  or 
the  addres.see  is  not  available  to  receive 
the  message.  In  all  such  cases  ther^? 
shall  be  noted  on  the  me.ssage  the  "fir  . 
attempt"  time  and  the  reason  for  non 
delivery. 


Tuesday,  April  12,  1949 

§  64  208  Message  center  speed  of  serv- 
ice. Message  center  speed  of  service  is 
the  interval  of  time  between  the  receipt 
of  a  message  in  a  me.ssage  center  to  the 
time  of  tran.^mission  from  that  message 
center. 

§  C4  209  Origin  to  destination  speed 
of  service.  Origin  to  destination  speed 
of  service  in  the  case  of  messages  de- 
livered by  private  easterner  tieline  or  by 
tc  Icphone,  mrans  the  interval  between 
time  filed  to  time  delivered.  In  the  case 
of  mes.sases  delivered  by  mc.'-senger  it 
means  the  sum  of  three  separate  ttudies 
herein  provided  as  follows;  (a)  Time 
filed  to  time  received  at  delivery  offices, 
(b)  time  received  at  delivery  offices  to 
time  routed  out  and  (c)  time  routed  out 
to  time  delivered. 

general  provisions 

§  64  221  Instructions  for  the  conduct 
of  domestic  telegraph  speed  of  service 
studies  and  the  submi.'tsion  of  reports 
thereof.  The  Western  Union  Telegraph 
Company  shall  conduct  monthly  speed 
of  service  studies  in  accordance  with  the 
provisions  of  §  64.201  to  64.283  in  the 
following  twenty-five  cities:  Atlanta. 
Ga.;  Baltimore.  Md.;  Boston,  Mass.; 
Buffalo,  N.  Y.;  Charlotte,  N.  C;  Chicago. 
111.;  Cincinnati,  Ohio;  Cleveland.  Ohio; 
Dallas.  Tex.;  Denver.  Colo.;  Detroit, 
Mich.;  Kansas  City.  Mo.;  Los  Angeles, 
Calif.;  Minneapolis.  Minn.;  New  Or- 
leans. La.;  New  Yprk,  N.  Y.;  Oakland, 
Calif.;  Philadelphia,  Pa.;  Pittsburgh. 
Pa.;  Portland,  Ore.;  Richmond,  Va.;  St. 
Louis.  Mo.;  San  Francisco.  Calif.:  Syra- 
cuse, N.  Y.  and  Washington,  D.  C.  and 
shall  file  with  the  Commission,  not  later 
than  the  twentieth  day  of  each  succeed- 
ing month,  reports  thereof  in  quadrup- 
licate, in  accordance  with  S  1.560  of  the 
Commission's  rules  and  regulations. 

§  64.222  Messages  to  be  marked  with 
a  filing  time.  AJl  clas.ses  of  messages 
v.hich  were  marked  with  a  filing  time 
according  to  company  practice  on  or 
after  March  1,  1943  shall  continue  to  be 
marked  v.ith  a  filing  time  as  prescribed 
in  §  64  205. 

§  64.223  Computation  of  daily  load. 
The  24-hour  daily  average  message  load 
shall  be  determined  on  the  basis  of  mes- 
sages handled  the  previous  month  on  all 
days.  Monday  through  Friday,  required 
to  be  studied. 

?64  224  Types  of  messages  to  he 
tallied.  Of  the  messages  selected,  as 
hereinafter  provided,  the  following  shall 
be  ta\liv*d  by  time  intervals  on  .^peed  of 
servic?  tally  sheets:  Government  (prior- 
ity, full  rate,  and  serial).  Priority  Mes- 
sages, X  and  RX.  Money  Order.  CND. 
Full  Rate,  Serial  and  CAK. 

5  64  225  Suspension  of  tallying. 
Speed  of  service  tallies  shall  not  be  taken 
with  respect  to  messaces  handled  on  the 
following  holidays:  New  Year's.  Inde- 
pendence Day.  Labor  Day,  Thanksgiving, 
and  Christmas;  and  on  the  day  immedi- 
ately preceding  each  of  the  foregoing 
holidays.  In  the  event  of  a  serious  and 
unusual  communication  emerpency  such 
as  that  caused  by  flood,  earthquake, 
strike  by  respondent's  employees,  or  fire, 
tcllying  may  be  su.-^pended.  In  such 
cases,  hov.cver.  the  Com.mission  shall  be 
No.e: 2 
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promptly  notified  of  any  city  at  which 
studies  are  suspended.  Any  suspension 
of  tallying  pursuant  to  the  provisions  of 
this  section  shall  be  noted  and  explained 
on  the  monthly  summary  forms  filed 
with  the  Commission. 

5  64  226  Company  instructions  to 
offices  making  studies.  Two  copies  of 
all  general  instructions  and  of  any 
amendments  thereto  issued  to  field  of- 
fices for  the  purpose  of  complying  with 
§  1.560  of  this  chapter  and  §S  64.201  to 
64.283  shall  be  filed  with  the  Commi-ssion 
upon  issuance. 

5  64.227  Summary  reports.  The  re- 
sulus  of  tallies  of  speed  of  service  sliall  be 
summarized  monthly  at  each  city  on 
forms  approved  by  the  Commission.  The 
individual  montkly  summaries  shall  then 
be  forwarded  to  the  headquarters  office 
of  the  carrier  for  completion  of  F.  C.  C. 
Form  338-A.  Monthly  Summary  of  Mes- 
sage Center  Speed  of  Service,  and  on 
F.  C.  C.  Form  338-B  Monthly  Summary 
of  Origin  to  Destination  Speed  of 
Service. 

message  centfr  speed  of  service:  tally 
routine  for  manually  operated  mes- 
sage centers 

§  64.241  Tallies,  when  made.  Speed  of 
service  tallies  at  manually  operated  mes- 
sage centers  shall  be  made  after  7  p.  m. 
the  day  of  transmission  but  not  later 
than  the  day  following  transmis.sion  of 
the  messages  under  study  except  that  any 
tally  to  be  made  on  a  holiday  may  be 
postponed  to  the  following  day. 

§  64.242  Volume  of  message  to  be 
tallied.  At  each  office  studied  there  shall 
be  tallied  for  each  day,  Monday  tl. rough 
Friday,  not  less  than  one-quarter  of  l"! 
of  the  total  24-hour  daily  average  of 
manually  sent  and  received  me.s.^ages. 
provided,  however,  that  for  each  .such 
day  a  minimum  of  75  messages  shall  be 
tallied  by  time  intervals. 

§  64  243  Selection  of  message  groups. 
(a)  Groups  of  messages  to  be  sampled 
shall  be  selected  for  tallying  in  the  fol- 
lowing manner: 

<1)  Each  compartment  designation  of 
the  file  cabinets  containing  messages 
transmitted  over  teleprinter  or  multiplex 
circuits,  excluding'those  designations  or 
compartments  containing  only  messages 
sent  over  tieline  circuits,  shall  be  entered 
on  a  card.  Where  large  groups  of  mes- 
sages, such  as  government  messages,  have 
in  the  past  been  filed  separately  from 
other  messages  without  subdivision,  sub- 
divisions of  such  groups  shall  be  made 
and  a  designation  for  each  subdivision 
entered  on  a  card  so  that  there  will  be  a 
representative  number  of  cards  for  the 
number  of  messages  in  such  groups. 

(2)  The  entire  set  of  cards  shall  be 
thoroughly  shuffled  daily  and  a  number 
withdrawn  to  determine  the  groups  of 
messages  from  which  tallies  will  be  made. 
These  cards  shall  be  withdrawn  and  used 
in  tile  order  of  their  appearance  in  the 
pack,  so  that  the  cumulative  number  of 
messages  sent  between  9:01  a.  m.  and 
6:00  p.  m..  contained  in  the  compart- 
ment or  groups  represented  by  the  cards 
used  is  approximately  2'>j%  of  the  aver- 
age 24-hour  daily  manually  sent  and 
received  messages. 
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5  64  244  Selection  of  messages  to  be 
tallied,  (a)  The  Individual  mes.sages  to 
be  tallied -from  the  compartments  or 
groups  selected  shall  be  determined  from 
the  sent  wire  number  as  follows: 

<1>  A  set  of  ten  cards  shall  be  pre- 
pared, each  card  bearing  one  of  the  digits 
0  to  9. 

(2»  The  ten  cards  shall  be  thoroughly 
shuffled  face  down.  The  digit  appearing 
on  the  bottom  card  shall  determine  the 
messages  to  be  tallied.  Each  message  in 
the  selected  compartments  or  groups 
transmitted  between  9:01  a.  m.  and  6  03 
p.  m.  on  which  the  sent  wire  number 
ends  in  the  digit  selected  shall  be  tallied. 

<3)  If,  in  accordance  with  the  fore- 
going instructions,  the  required  75 
mes.sage  tallies  by  time  interval  are  not 
obtained  upon  examination  of  the  mes- 
sages in  the  compartments  or  groups 
originally  selected  (containing  approxi- 
m.ately  2'2'^r  of  the  average  24-hour 
daily  sent  and  received  mes.sages)  a 
number  of  additional  message  compart- 
ments .shall  be  selected  and  examined  in 
the  order  their  designations  appear  in 
the  shuffled  pack.  In  no  event,  however, 
shall  it  be  necessary  to  select  and  ex- 
amine more  than  3'2'^r  of  the  total  aver- 
age 24-hour  sent  and  received  messages. 
If  experience  shows  that  examination  of 
3'2rr  of  the  total  average  24-hour  daily 
manually  sent  and  received  messages 
does  not  produce  75  tallies  by  time  in- 
terval, however,  additional  messages  in 
the  compartments  examined  shall  be  se- 
lected and  tallied  by  simultaneous  use  of 
one  or  more  additional  digits.  These 
digit  numbers  shall  be  selected  in  order 
from  the  bottom  of  the  pack  of  digit 
cards.  In  no  case,  however,  shall  le.ss 
than  2^2%  of  the  average  24-hour  daily 
sent  and  received  messages  be  examined 
for  tallying  when  two  or  more  digits  are 
U'^ed. 

?  64.245  Measurement  of  time  inter- 
val, (a.)  The  time  interval  for  tallied 
messages  shall  be  mea.'^ured  as  follows: 

<1)  In  the  case  of  messages  received 
from  public  offices  or  message  centers 
over  teleprinter  or  multiplex  circuits 
manually  operated  at  the  transmitting 
end  the  time  interval  shall  be  mea^^ured 
from  digit  time  to  time  sent. 

(2)  In  the  case  of  messages  received 
from  public  offices  or  mes.sage  centers 
over  Morse  circuits,  the  time  Interval 
shall  be  measured  from  the  received 
time  placed  on  the  m':'ssage  by  the 
Mor.se  operator  to  the  time  sent. 

(3)  In  the  case  of  messages  received 
or  filed  in  the  message  center  over  the 
telephone,  the  interval  shall  be  mea.'-urcd 
from  the  received  or  filing  time  to  the 
time  sent. 

<  4 )  In  the  case  of  mcssr.ges  filed  over 
customer  tieline  circuits,  the  interval 
shall  be  mea.^ured  from  the  fl^g  time 
at  the  message  center  to  the  time  sent. 

(5>  In  the  case  of  messages  received 
by  other  means,  the  interval  shall  bo 
measured  from  the  time  received  at  the 
message  center  to  the  time  sent. 

(6>  In  cases  where  mcs:-ages  are  sub- 
ject to  the  F^Q-BQ  handling,  the  inter- 
val shall  be  measured  from  digit  or  re- 
ceived time,  as  the  case  may  be,  to  the 
last  EQ  ti:.;e. 
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5  64  246  Exclusion  of  messages  from 
tally.  Messages  other  than  those  speci- 
fied in  §  64.224,  or  on  which  the  office 
speed  of  service  cannot  be  accurately 
measured  as  specified  In  §  64.245.  shall 
not  be  tallied.  These  messages  include 
among  others:  Service.  Wire.  Press.  Day 
Letter.  Night  Letter.  Deadhead.  Cable. 
Radio.  EFM.  messages  received  through 
reperforator  relay,  confirmation  copies 
of  messages  previously  delivered,  mes- 
sages accepted  and  marked  on  the  relay 
copy  "subject  to  office  hours"  and  de- 
layed for  that  reason  and  messages  sent 
from  the  message  center  over  Morse  cir- 
cuits or  customer  tieline  circuits  or  com- 
mission agency  circuits.  All  messages  to 
be  excluded  from  the  tally  shall  be  spe- 
cifically listed  in  the  company  instruc- 
tions is.sued  to  field  offices. 

MESS\CE  CENTFR  SPEED  OF  SERVICE;  TALLY 
ROUTINE  FOR  REPERFORATOR  OPER.ATED 
MESSAGE    CENTERS 

§  64.251  Volume  of  messapes  to  he 
tallied.  At  each  office  studied  there  shall 
be  tallied  by  time  intervals  each  day 
between  9  ;01  a.  m.  and  6 :00  p.  m.  Monday 
through  Friday,  a  number  of  messages 
not  less  than  one-half  of  1  percent  of 
the  24-hour  daily  average  number  of 
messages  sent  over  multiplex  and  tele- 
printer reperforator  circuits  excluding 
tieline  circuits,  providing,  however,  that 
for  each  day  a  minimum  of  75  mes- 
sages shall  be  tallied  by  time  iniervals. 

5  64.252  Selection  of  messages  to  he 
tallied.  (a>  The  selection^ of  messages 
to  be  tallied  shall  be  made  In  the  fol- 
lowing manner: 

(1)  The  name  or  designation  of  each 
outgoing  multiplex  and  teleprinter  chan- 
nel associated  with  a  secondary  reperfo- 
rator and  line  transmitter,  excluding  tie- 
line  transmitters,  shall  be  entered  on  a 
list  of  consecutively  numbered  cards.  In 
the  ca.se  of  lightly  loaded  channels,  two 
or  more  channels  with  adjacent  line 
transmitters  may  be  grouped  together  if 
it  Is  practicable  to  make  studies  of  these 
channels  at  the  same  time.  The  desig- 
nation of  these  channels  on  the  list  or 
cards  prepared  shall  be  so  arranged  as 
to  facilitate  examination  of  the  line 
tran.'^mltters. 

(2)  All  observations  of  line  transmit- 
ters shall  be  made  in  the  order  of  their 
appearance  on  the  list  or  cards  prepared. 
Where  a  single  line  transmitter  Is  being 
observed,  the  first  message  which  It  Is 
po.s.sible  to  tally  by  time  Interval,  of  the 
types  enumerated  In  §  64.224.  shall  be 
tallied.  Where  more  than  one  line  trans- 
mitter is  being  observed,  the  clerk  shall 
tally  from  all  channels  under  observa- 
tion, a  total  number  of  messages  equal  to 
the  number  of  channels  in  the  group  be- 
ing observed.  Thereafter,  the  tally  clerk 
shall  move  to  the  next  succeeding  chan- 
nel or  ^annels.  observations  continuing 
until  the  required  number  of  messages 
have  been  tallied.  If  after  observing 
any  transmitter  or  group  of  transmit- 
ters for  a  period  of  two  minutes  the 
required  number  of  messages  have  not 
been  tallied,  the  clerk  shall,  nevertheless, 
move  to  the  next  succeeding  channel 
or  channels.  If.  after  all  Msted  channels 
have  been  examined,  an  insufficient 
number  of  messages  have  been  tallied, 
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observations  shall  be  continued  starting 
with  the  first  channel  observed  that  day. 
The  last  channel  examined  each  day 
shall  be  the  first  channel  examined  the 
following  day. 

(3)  If  it  is  not  necessary  to  observe 
messages  continuously  between  9:01 
a.  m.  and  6:00  p.  m.  to  secure  the  re- 
quired number  of  tallies,  the  hours  dur- 
ing which  tallies  are  made  shall  be 
staggered  from  day  to  day  so  that  each 
hour  of  the  Interval  from  9:01  a.  m.  to 
6:00  p.  m.  will  be  sampled  as  often  as 
every  other  hour  of  that  interval. 

§  64.253  Measurement  of  time  inter- 
val. The  following  messages  shall  be 
tallied  by  time  interval:  Messages  re- 
ceived In  the  message  center  over  cir- 
cuits manually  operated  at  the  sending 
terminal  and  reperforator  operated  at 
the  message  center  and  messages  which 
show  that  they  originated  In  the  message 
center  (such  as  originating  tieline  or 
telephoned  messages)  and  which  were 
manually  transmitted  from  a  local  send- 
ing position.  In  the  case  of  messages 
received  in  the  message  center  over  cir- 
cuits manually  operated  at  the  sending 
terminal  and  reperforator  operated  at 
the  message  center,  the  interval  shall  be 
measured  from  the  digit  time  to  the  time 
transmission  Is  completed  through  the 
line  transmitter.  In  the  case  of  messages 
which  show  that  they  originated  In  the 
message  center  (such  as  originating  tie- 
line  or  telephoned  messages)  the  Inter- 
val shall  be  measured  from  the  filing 
time  to  the  time  transmission  is  com- 
pleted through  the  line  transmitter. 

ORIGIN  TO  DESTINATION  SPEED  OF  SERVICE; 
TALLY  ROUTINE  FOR  MESSAGES  DELIVERED 
BY  PRIVATE  TIELINE 

5  64  261  Volume  of  messages  to  be 
tallied.  At  each  office  studied  there  shall 
be  tallied,  for  each  day.  Monday  through 
Friday,  not  less  than  one-half  of  l^n  of 
the  total  24-hour  dally  average  load  of 
messages  delivered  over  private  tielines 
by  manual  teleprinter,  telefax,  or  tieline 
switching  equipment,  provided,  however, 
that  a  minimum  of  15  messages  daily 
shall  be  tallied  by  time  intervals. 

5  64  262  Selection  of  message  groups. 
Groups  of  messages  to  be  sampled  shall 
be  selected  for  tallying  In  the  following 
manner: 

I  a)  Messages  delivered  by  manual 
teleprinter  or  telefax. 

(1)  Each  compartment  designation  of 
the  file  cabinets,  containing  messages 
transmitted  over  private  tielines  by  man- 
ual teleprinter  or  Telefax,  shall  be  en- 
tered on  a  card.  Where  large  groups  of 
messages,  such  as  government  messages, 
have  in  the  past  been  filed  separately 
from  other  messages  without  subdivision, 
subdivisions  of  such  groups  shall  be  made 
and  a  designation  for  each  subdivision 
entered  on  a  card  so  that  there  will  be  a 
representative  number  of  cards  for  the 
number  of  me.ssages  In  such  groups. 

<2)  The  entire  set  of  cards  shall  be 
thoroughly  shuffled  dally  and  a  number 
withdrawn  t»  determine  the  groups  of 
messages  from  which  tallies  will  be  made. 
These  cards  shall  be  withdrawn  and  used 
in  the  order  of  their  appearance  in  the 
pack,  .so  that  the  cumulative  number  of 
messages  sent  between  9:01  a.  m.  and 


6:00  p.  m.  contained  In  the  compartments 
or  groups  represented  by  the  cards  used  Is 
approximately  5%  of  the  average  24-hour 
daily  messages  transmitted  over  private 
tielines- by  manual  teleprinter  or  Telefax. 

(b)  Messages  delivered  by  tlellae 
switching  equipment. 

(1»  Each  roll  of  monitor  tape,  on  which 
are  recorded  copies  of  messages  delivered 
by  tieline  switching  equipment  on  week- 
days. Monday  through  Friday,  shall  be 
designated  with  a  .separate  number. 

( 2 )  A  numbered  card  shall  be  prepared 
for  each  numbered  roll  of  monitor  tape. 
The  entire  set  of  cards,  representing  an 
equal  number  of  monitor  rolls,  shall  be 
thoroughly  shuffled  dally,  and  a  number 
withdrawn  to  determine  the  monitor  rolls 
from  which  tallies  will  be  made.  These 
cards  shall  be  withdrawn  and  used  In  the 
order  of  their  appearance  In  the  pack,  so 
that  the  cumulative  number  of  messages 
sent  between  9:01  a.  m.  and  6:00  p.  m.  re- 
corded on  the  monitor  tape  rolls  repre- 
sented by  the  cards  is  approximately  5% 
of  the  average  24-hour  daily  me.ssages 
transmitted  to  tielines  by  the  tieline 
switching  equipment. 

5  64.263  Selection  of  messages  to  be 
tallied,  (a  >  Messages  delivered  by  man- 
ual teleprinter  or  Telefax.  The  individ- 
ual messages  to  be  tallied  from  the  com- 
partments or  groups  selected  as  outlined 
in  §  64.262  (a»  shall  be  determined  from 
the  sent  wire  number  as  follows: 

(1)  A  set  of  ten  cards  shall  be  pre- 
pared, each  card  bearing  one  of  the  digits 
0  to  9. 

(2>  The  ten  cards  shall  be  thoroughly 
shuffled  face  down.  The  digit  appearing 
on  the  bottom  card  shall  determine  the 
messages  to  be  tal'led.  Each  message  l.i 
the  .selected  compartments  or  groups 
transmitted  between  9:01  a.  m.  and  6:00 
p.  m.  on  which  the  sent  wire  number  ends 
in  the  digit  selected  .shall  be  tallied. 

(3)  If,  In  accordance  with  the  fore- 
going Instructions,  the  required  15-mes- 
sage  tallies  by  time  Interval  are  not  ob- 
tained from  examination  of  the  mes- 
sages In  the  compartments  or  groups 
originally  selected  (containing  approxi- 
mately 5':'o  of  the  average  24-hour  daily 
sent  messages)  a  number  of  additional 
message  compartments  shall  be  selected 
and  examined  In  the  order  their  desig- 
nations appear  in  the  shuffled  pack.  In 
no  event,  however,  shall  it  be  necessary 
to  select  and  examine  more  than  10%  of 
the  total  average  24-hour  sent  messages. 
If  experience  shows  that  examination  of 
10%  of  the  total  average  24-hour  dally 
sent  messages  does  not  produce  15  tallies 
by  time  Interval,  however,  additional 
messages  In  the  compartments  examined 
shall  be  selected  and  tallied  by  simulta- 
neous u.se  of  one  or  more  additional 
digits.  These  digit  numbers  shall  be  .se- 
lected in  order  from  the  bottom  of  the 
pack  of  digit  cards.  In  no  case,  however, 
shall  le.ss  than  5%  of  the  average  24- 
hour  dally  sent  messages  be  examined 
for  tallying  when  two  or  more  digits  are 
used. 

(b)  Messages  delivered  by  tieline 
switching  equipment. 

(1)  A  digit  shall  be  selected,  as  out- 
lined In  paragraph  (a)  (1)  and  (2)  of 
this  section. 
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(2>  Each  message  In  the  selected 
monitor  tape  rolls  transmitted  between 
9:01  a.  m.  and  6:00  p.  m.  on  which  the 
sent  wire  number  ends  In  the  digit 
selected  shall  be  tallied. 

(3)  If.  In  accordance  with  the  above 
Instructions,  the  required  15  tallies  are 
not  obtained  from  examination  of  the 
messages  recorded  on  the  selected  moni- 
tor tape  roll,  additional  monitor  tape 
rolls  shall  be  examined  In  the  order  their 
designations  appear  In  the  shuffled  pack. 
In  no  event  shall  it  be  nece.ssary  to  ex- 
amine more  than  10%  of  the  total  aver- 
age 24-hour  dally  sent  messages.  If  ex- 
perience shows  that  examination  of  10 "^'r 
of  the  total  average  24-hour  daily  sent 
messages  does  not  produce  15  tallies  by 
time  Intervals,  however,  additional  mes- 
sages on  the  monitor  tape  rolls  exam- 
ined shall  be  selected  and  tallied  by 
simultaneous  use  of  one  or  more  addi- 
tional digits.  These  digit  numbers  shall 
be  selected  in  order  from  the  bottom  of 
the  pack  of  digit  cards.  In  no  ca.se,  how- 
ever, shall  less  than  5%  of  the  average 
24-hour  daily  messages  sent  by  tieline 
switching  equipment  be  examined  for 
tallying  when  two  or  more  digits  are  used. 

§  64.264  Exclusion  of  messages  from 
tally.  Mcs.sages.  other  than  those  speci- 
fied In  !  64.224,  shall  not  be  tallied. 
These  me.ssages  Include  among  others: 
Service,  Wire.  Press.  Day  Letter.  Night 
Letter.  Deadhead.  Cable.  Radio.  EFM. 
messages  accepted  and  marked  on  the 
relay  copy  "subject  to  office  hours'  and 
delayed  for  that  reason,  and  messages  de- 
layed in  delivery  due  to  special  instruc- 
tions of  the  sender  or  addressee.  All  mes- 
sages to  be  excluded  from  the  tally  shall 
be  specifically  listed  In  the  company  in- 
structions issued  to  field  offices. 

5  64  265  Measurement  of  time  inter- 
val. The  interval  of  time  to  be  meas- 
ured Is  from  the  time  filed  to  time  deliv- 
ered as  defined  in  5S  64.205  to  64.207. 

ORIGIN  TO  DESTINATION  SPEED  OF  SERVICE; 
TALLY  ROUTINE  FOR  MESSAGES  DELIVERED 
BY  TELEPHONE 

§  64  271  Volume,  selection,  and  ineas- 
uremcnt.  (a»  Procedure  at  message 
centers. 

(1)  The  type  of  tally  routine  pre- 
scribed for  messages  delivered  over  pri- 
vate tle-llnes.  manual  teleprinter  and 
telefax.  5§  64  261  to  64.265  shall  apply  in 
the  selection  and  tally  of  messages  deliv- 
ered by  telephone  from  mesage  centers, 
except  that  the  individual  messages  to  be 
tallied  from  the  selected  compartments 
or  groups  of  telephoned  messages  shall 
be  determined  from  the  received  wire 
number. 

(b>  Procedure  at  delivery  offices. 

(1)  Qrlgln  to  destination  speed  of 
service  studies  shall  be  conducted  at  each 
city  numerated  in  S  64.221  with  resF>ect 
to  each  delivery  office  regularly  deliver- 
ing by  telephone  an  average  of  50  or 
more  messages  dally  on  weekdays.  Mon- 
day through  Friday,  exclusive  of  holi- 
days. 

(2)  Each  city  with  8  or  more  delivery 
offices  of  the  type  described  above  shall 
separate  the  offices  into  four  groups, 
designated  Group  1,  Group  2,  Group  3, 
and  Group  4;  each  group  comprising  ap- 


proximately the  same  number  of  offices. 
Cities  with  less  than  8  offices  of  the  type 
described  above  shall  designate  such 
offices  as  Group  1. 

(3>  Four  times  monthly  in  different 
weeks  the  headquarters  office  shall  choose 
a  four-hour  period  between  the  hours  of 
9:01  a.  m.  and  6:00  p.  m.  during  a  week- 
day Monday  through  Friday,  excluding 
holidays,  to  study  the  origin  to  destina- 
tion speed  of  service  on  messages  deliv- 
ered by  telephone  from  one  of  the  four 
groups  of  offices.  The  field  offices  shall 
not  be  notified  of  the  selected  group  ear- 
lier than  the  day  following  the  day  select- 
ed for  study.  The  date  and  hours  of 
study  and  the  group  of  offices  to  be 
studied  shall  be  alternated  in  such  a 
manner  that  the  field  offices  cannot  an- 
ticipate the  period  to  be  studied  and  that 
all  the  various  hours  and  days  will  be 
studied  from  time  to  time,  and  that  each 
group  of  offices  is  studied  once  each 
month. 

<4)  In  each  delivery  office  involved 
each  message  of  the  tjTJe  described  In 
§  64.224  which  was  delivered  by  tele- 
phone during  the  four-hour  period  se- 
lected for  study  shall  be  tallied,  except 
that  me-ssages  delivered  by  telephone 
and  subsequently  dispatched  for  physi- 
cal delivery  by  messenger  or  by  mail  need 
not  be  tallied. 

<5)  The  Interval  of  time  to  be  meas- 
ured is  from  the  time  filed  to  time  de- 
livered, as  defined  In  §§  64.205  to  64.207. 

ORIGIN  TO  DE.STINATION  SPEED  OF  SERVICE; 
TALLY  ROUTINE  FOR  MESSAGES  DELIVERED 
BY    MESSENGER 

5  64  281  Procedure  for  manually  op- 
erated Message  Centers.  The  type  of 
tally  routine  prescribed  for  messapes  de- 
livered by  teleprinter  private  tieline, 
§5  64.261  to  64.265,  shall  apply  in  the  se- 
lection and  tally  of  messages  manually 
transmitted  to  teleprinter  operated  de- 
livery offices,  except  that  the  interval  of 
time  to  be  measured  is  from  time  filed  to 
time  transmitted  to  the  delivery  office. 

§  64.282  Procedure  for  reperforator 
offices.  The  volume,  selection  and  meas- 
urement of  messages  at  reperforator  of- 
fices shall  be  conducted  as  follows : 

<a>  Volume  of  messages  to  be  tallied. 
At  each  office  studied  there  shall  be  tal- 
lied by  time  Intervals  each  day,  Monday 
through  Friday,  a  number  of  messages 
not  less  than  one-half  of  l'"c  of  the  24- 
hour  daily  average  number  of  messages 
sent  over  teleprinter  operated  delivery 
office  circuit,  provided,  however,  that  for 
each  day  a  minimum  of  15  messages  shall 
be  tallied  by  time  intervals. 

<b)  Selection  of  messages  to  be  tallied. 
The  selection  of  mes.sages  to  be  tallied 
shall  be  made  in  the  following  manner: 

<1>  The  name  or  designation  of  each 
outgoing  teleprinter  operated  delivery  of- 
fice channel  associated  with  a  .secondary 
reperforator  and  line  transmitter  shall 
be  entered  on  a  list  of  consecutively 
numbered  cards.  In  the  case  of  liphtly 
loaded  channels,  two  or  more  channels 
with  adjacent  line  transmitters  may  be 
grouped  together  if  it  is  practicable  to 
make  studies  of  these  channels  at  the 
same  time.  The  designation  of  these 
channels  on  the  list  of  cards  prepared 


shall  be  so  arranged  as  to  facilitate  ex- 
amination of  the  line  transmitters. 

<  2  I  All  observations  of  line  transmit- 
ters shall  be  made  in  the  order  of  their 
appearance  on  the  list  of  cards  prepared. 
Where  a  single  line  transmitter  is  being 
observed,  the  first  message  which  it  is 
possible  to  tally  by  time  interval,  of  the 
types  enumerated  in  §  64.224.  shall  be 
tallied.  Where  more  than  one  line  trans- 
mitter Is  being  observed,  the  clerk  shall 
tally,  from  all  channels  under  ob.serva- 
tion,  a  total  number  of  messapes  equal 
to  the  number  of  channels  in  the  group 
being  observed.  Thereafter,  the  tally 
m;lerk  shall  move  to  the  next  .succeeding 
channel  or  channels,  observations  con- 
tinuing until  the  required  number  of 
messages  have  been  tallied.  If.  after 
observing  any  transmitter  or  group  of 
transmitters  for  a  period  of  two  minutes 
the  required  number  of  messages  have 
not  been  tallied,  the  clerk  shall  never- 
theless move  to  the  next  .succeeding 
channel  or  channels.  If.  after  all  li.'-te  d 
channels  have  been  examined,  an  insuffi^ 
ciont  number  of  messages  have  been 
tallied,  observations  shall  be  continued 
starting  with  the  first  channel  observed 
that  day.  The  last  channel  examined 
each  day  shall  be  the  first  channel  ex- 
amined the  following  day. 

(3»  If  It  Is  not  nece.ssary  to  observe 
messages  continuously  between  9:01  a.  m. 
and  6:00  p.  m.  to  secure  the  required 
number  of  tallies,  the  hours  during  which 
tallies  are  made  shall  be  staggered  from 
day  to  day  so  that  each  hour  of  the 
interval  from  9:01  a.  m.  to  6:00  p.  m. 
will  be  sampled  as  often  as  every  other 
hour  of  that  interval. 

(c>  Measurement  of  time  interval.  The 
interval  of  time  to  be  measured  is  from 
time  filed  to  the  time  transmLssion  is 
completed  through  the  line  transmitter. 

§  64  283  Procedure  at  delivery  offices. 
The  following  procedure  shall  be  observed 
at  delivery  offices  providing  delivery  by 
messengers: 

<a)  The  selection  of  messages  to  be 
tallied  shall  be  made  in  the  following 
manner: 

(1 )  At  all  delivery  offices  where  more 
than  50%  of  the  routes  are  business 
routes  in  the  cities  enumerated  in 
§  64.221.  repularly  maintaining  route 
sheets,  records  shall  be  kept  on  route 
sheets  showinrr  whether  the  message  con- 
trolling the  due-out  time  Is  a  business 
message.  Each  business  route  sheet 
shall  indicate  the  due-out  time  accord- 
ing to  established  routing  times,  the  time 
sent  out.  and  the  time  returned.  The 
due-out  time  shall  be  computed  from  the 
digit  time  at  teleprinter  operated  offices 
working  with  manual  relays  and  from  the 
time  received  at  other  ofllccs. 

<2»  Each  city  with  8  or  more  business 
offices  shall  separate  the  offices  into  four 
groups,  designated  Group  1.  Group  2, 
Group  3.  and  Group  4;  each  group  com- 
prising approximately  the  same  number 
of  offices.  Cities  with  le.-^s  than  8  busi- 
ness offices  shall  be  designated  Group  1. 

(3»  Four  times  monthly  In  different 
weeks  the  headquarters  office  shall  choo.se 
a  four-hour  period  between  the  hours  of 
9:01  a.  m.  and  6:00  p.  m.  during  a  v.cck- 
day,  Monday  through  Friday,  exclusive 
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of  holidays,  to  study  routing  and  delivery 
performance  on  business  routes  at  one 
of  the  four  groups  of  offices.  The  field 
cilices  shall  be  notified  of  the  selected 
proup  not  earlier  than  the  day  following 
the  day  selected  for  study  that  a  routing 
and  delivery  performance  report  shall  be 
prepared  from  the  route  records  of  the 
day  selected.  The  date  and  hours  of 
study  and  the  group  of  offices  to  be  stud- 
ied shall  be  alternated  in  such  manner 
that  the  field  offices  cannot  anticipate 
the  period  to  be  studied  and  that  all  the 
various  hours  and  days  will  receive  a 
study  from  time  to  time,  and  that  each 
group  of  offices  is  studied  once  a  montl^ 
(4»  In  each  delivery  office  involved  aTl 
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business  routes  sent  out  during  the  hours 
selected  shall  be  used  to  prepare  routing 
and  delivery  performance  studies. 

(b)  The  measurement  of  time  Inter- 
vals shall  be  made  In  two  steps,  as 
follows: 

( 1 )  The  "time  received"  at  the  delivery 
office  to  time  routed  out  shall,  in  the  case 
of  routes  carrying  only  one  message  de- 
livery, comprise  the  interval  from  the 
digit  or  received  time,  as  the  case  may 
be.  to  the  time  routed  out.  Where  two  or 
more  messages  comprise  a  single  route, 
the  interval  from  the  digit  or  received 
time  of  the  control  message  on  the  route 
to  the  time  routed  out  shall  be  divided 


by  two.  The  weighted  average  routing 
out  time  for  all  messages  tallied  shall  be 
computed  by  multiplying  the  time  inter- 
val for  each  route,  as  prescribed  above, 
by  the  number  of  messages  on  that  route, 
and  dividing  the  total  of  such  computa- 
tions by  the  total  number  of  mes.sages. 

(2)  The  time  routed  out  to  time  de- 
livered shall  comprise  the  interval  from 
the  time  the  route  was  dispatched  to  the 
time  the  messenger  returned,  divided  by 
two.  The  weighted  average  delivery  time 
for  all  messages  tallied  shall  be  computed 
as  pre.scribed  in  paragraph  (b)  (1)  of  this 
section. 

IF.  R.  Doc.   49-2759:    Filed,   April    11.    1949; 
8  49  a.  m  1 


NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Navy 

Sale  of  Natural  Gasoline 

(1>  Pursuant  to  the  act  of  Congress 
approved  June  4,  1920.  relating  to  the 
con.servation,  care,  custody,  protection, 
and  operation  of  Naval  Petroleum  and 
Oil  Shale  Reserves  (41  Stat.  813).  as 
amended  by  an  act  of  Congress  approved 
June  30,  1938  (52  Stat.  1252).  and  as  fur- 
ther amended  by  an  act  of  Congress  ap- 
proved June  17,  1944  (58  Stat.  280 ».  the 
United  States  of  America  (hereinafter 
referred  to  as  "Navy")  hereby  invites  bids 
for  the  purchase  of  such  quantities  of 
natural  ga.soline  as  may  be  allocated  to 
and  available  for  sale  by  Navy,  during 
the  period  from  May  6.  1949.  to  July  1. 
1954.  under  the  provisions  of  Unit  Plan 
Contract  Nod-4219  dated  June  19,  1944 
and  relating  to  Naval  Petroleum  Reserve 
Numbered  1  (Elk  Hills ».  Kern  County. 
California. 

(2)  The  public  .sale  will  take  place  in 
Room  402,  U.  S.  Post  Office  and  Court 
Hou.se  Building,  Lx)s  Angeles.  California, 
at   10:00  a.  m.    (P.  s.  t.).  May  5.  1949. 
Sealed  bids   and  statements  describing 
the  bidder's  qualifications  will  be  received 
by  the  Secretary  of  the  Navy,  addressed 
to  him  at  that  address  until  said  time. 
All  bids  must  conform  to  the  terms  and 
conditions  of  the  Invitation  for  Bids  and 
the   above  cited   acts.      The  bids  and 
statements  will  be  publicly  opened  and 
read  aloud  at  said  time  and  place;  any 
Interested  parties  may  be  present  and 
will  be  heard  with  respect  to  the  subject 
matter.     A  bidder  who  has  complied  with 
the  provisions  of  the  Invitation  for  Bids 
may  forthwith,  after  all  bids  have  been 
read,  change  the  bid  price  or  prices,  and 
such  change  or  changes  shall  be  immedi- 
ately incorporated  in  his  bid  by  written 
amendment  thereto  signed  by  the  bidder. 
No  change  will  be  permitted,  however, 
which  will  have  the  effect  of  lowering 
any  price  bid.     After  all  bidders  present 
have  been  heard,  the  bids  will  be  taken 
under  advi-sement  by  Navy  and  an  ac- 
ceptance by  the  Secretary  of  the  Navy 
will    be    made   within    sixty    (60)    days 
thereafter,  subject,  however,  to  approval 
of  the  contract  by  the  President  of  the 


United  States.  Navy  reserves  the  right 
In  the  public  interest  to  reject  all  bids 
and  order  a  new  public  sale. 

(3)  The  natural  ga.soline  offered  for 
sale  is  all  such  gasoline  available   for 
sale  by  Navy  under  said  Unit  Plan  Con- 
tract during  the  said  period.    The  quan- 
tities of  gasoline,  if  any.  available  from 
time  to  time,  are  necessarily  indefinite 
and  depend  upon,  among  other  things, 
practical  considerations  in  field  opera- 
tions, the  rate  and  continuance  of  the 
production  of  petroleum  for  Navy's  ac- 
count under  the  provisions  of  said  Unit 
Plan  Contract,  and  such  quantities  as 
Navy  may  in  its  discretion  reserve  for 
its  use   in   connection   with  operations 
under  the  said  Unit  Plan  Contract.    De- 
liveries will  be  effected  at  the  so-called 
Elk  Hills   gasoline  plant   In  the  North 
Half  of  the  North  East  Quarter  of  Sec- 
tion 3,   Township  31   South.  Range   24 
East.  M.  D.  B.  &  M..  Kern  County.  Cali- 
fornia, and  or  at  any  other  similar  plant 
operated   under   the   provisions   of   the 
Unit  Plan  Contract. 

(4 )  The  Invitation  for  Bids  which  con- 
tains complete  information  concerning 
form  of  bids,  bond  requirements,  pay- 
ments, deliveries,  volume  measurements, 
quality  of  gasoline,  provisions  respecting 
price,  form^of  contract,  information  to 
be  supplied  by  bidders,  etc.,  may  be  ob- 
tained by  prospective  bidders  from  the 
Director,  Naval  Petroleum  and  Oil  Shale 
Reserves,  Executive  OfRce  of  the  Secre- 
tary. Navy  Department.  Washington  25, 
D.  C.  or  the  Inspector.  Naval  Petroleum 
Reserves  in  California.  Room  402.  U.  S. 
Post  Office  and  Court  House  Building. 
Los  Angeles.  California,  or  the  District 
Supply  Officer.  Eleventh  Naval  District, 
San  Diego.  California. 

Dated:  April  6.  1949. 

Dan  a.  Kimball, 
Acting  Secretary  of  the  Navy. 

[P.    R.    Doc.    49-2792:    Filed.    Apr.    11,    1949; 
8:53  a.  m.] 


Sale  of  Royalty  Crude  Oil 

(1)  Pursuant  to  the  act  of  Congress 
approved  June  4.  1920.  relating  to  the 
conservation,  care,  custody,  protection, 
and  operation  of  the  Naval  Petroleum 
and  Oil  Shale  Reserves  (41  Stat.  813), 


as  amended  by  an  act  of  Congress  ap- 
proved June  30.  1938  (52  Stat.  1252). 
and  as  further  amended  by  an  act  of 
Congress  approved  June  17.  1944  (58 
Stat.  280).  the  United  States  of  America 
(hereinafter  referred  to  as  "Navy") 
hereby  invites  bids  for  the  purchase  of 
two  separate  lots  of  Royalty  Crude  Oil 
accruing  to  Navy  during  the  five-year 
period  from  July  1.  1949.  to  July  1,  1954, 
under  the  provisions  of  certain  leases 
(more  fully  described  in  the  Invitation 
for  Bids)  of  Navy  lands  in  Naval 
Petroleum  Reserve  Numbered  2  (Buena 
Vista  Hills).  Kern  County.  California. 

(2)   The  public  sale  will  take  place  in 
Room  402,  U.  S.  Post  Office  and  Court 
House  Building,  Los  Angeles.  California, 
at  11:30  a.  m.   (P.  s.  t).  May  5.  1949. 
Sealed  bids  and  statements  describing 
the  bidder's  qualifications  will  be  received 
by  the  Secretary  of  the  Navy,  addressed 
to  him  at  that  addre.ss  until  said  time.  All 
bids  must  conform   to  the  terms   and 
conditions  of  the  Invitation  for  Bids  and 
the  above  cited  acts.    Bids  rtay  be  sub- 
mitted for  one  or  both  lots.     The  bids 
and  statements  will  be  publicly  opened 
and  read  aloud  at  .said  time  and  place; 
any  interested  parties  may  be  present 
and  will  be  heard  with  respect  to  the 
subject  matter.    A  bidder  who  has  com- 
plied with  the  provisions  of  the  Invita- 
tion for  Bids  may  forthwith,  after  all 
bids  have  been  read,  change  the  bid  price 
or  prices,  and  such  change  or  changes 
shall  be  immediately  incorporated  in  his 
bid  by  written  amendment  thereto  signed 
by  the  bidder.    No  change  will  be  per- 
mitted,  however,  which  will   have   the 
effect  of  lowering  any  price  bid.    After 
all  bidders  present  have  been  heard,  the 
bids  will  be  taken  under  advisement  by 
Navy  and  an  acceptance  by  the  Secretary 
of  the  Navy  will  be  made  within  thirty 
(30)  days  thereafter.    Navy  reserves  the 
right  in  the  public  interest  to  reject  all 
bids  and  order  a  new  public  sale. 

(3)  The  Royalty  Crude  Oil  offered  for 
sale  consists  of  two  separate  lots  com- 
prising together  all  .such  oil  to  which 
Navy  may  be  entitled  under  said  leases 
during  said  five-year  period.  The  quan- 
tities of  royalty  oil  which  will  be  available 
for  sale  are  necessarily  indefinite  and 
depend  upon,  among  other  things,  prac- 
tical considerations  in  field  operations, 
the  rate  and  continuance  of  petroleum 
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production  under  said  leases,  and  the 
royalty  due  Navy  thereunder  during  the 
term  of  this  contract.  The  current  ap- 
proximate accruals  are  as  follows: 

Lot  No.  1 15,000  barrels  monthly. 

Lot  No.  2s. 14,000  barrels  monthly. 

Deliveries  to  the  successful  bidder  or 
bidders  will  be  effected  without  cost  to 
Navy  by  each  of  said  Government  lessees 
from  their  storage  tanks  on  their  re- 
spective leases  or  otherwise,  as  set  forth 
In  Article  II  of  Exhibit  A  of  the  Invita- 
tion for  Bids  referred  to  below. 

( 4 )  The  Invitation  for  Bids  which  con- 
tains complete  information  concerning 
form  of  bids,  bond  requirements,  pay- 
ments, deliveries,  volume  measurements, 
quality  o6  royalty 'crude  oil,  provisions 
respecting  price,  form  of  contract,  in- 
formation to  be  supplied  by  bidders,  etc.. 
may  be  obtained  by  prospective  bidders 
from  the  Director,  Naval  Petroleum  and 
Oil  Shale  Reserves.  Executive  Office  of 
the  Secretary.  Navy  Department,  Wash- 
ington 25.  D.  C.  or  the  Inspector.  Naval 
Petroleum  Reserves  in  California.  Room 
402.  U.  S.  Post  Office  and  Court  House 
Building.  Los  Angeles.  California,  or  the 
District  Supply  Officer,  Eleventh  Naval 
District.  San  Diego.  California. 

Dated:  April  6,  1949. 

Dan  a.  Kimball, 
Acting  Secretary  of  the  Navy. 

[P.   R.   Doc.   49-2793;    Piled,    Apr.    11.    1949; 
8:53  a.  m] 

Sale  of  Natxtral  Gas 

(1»  Pursuant  to  the  act  of  Congress 
approved  June  4,  1920.  relating  to  the 
conservation,  care,  custody,  protection. 
and  operation  of  the  Naval  Petroleum 
and  Oil  Shale  Reserves  (41  Stat.  813). 
as  amended  by  an  act  of  Congress  ap- 
proved June  30.  1938  (52  Stat.  1252), 
and  as  further  amended  by  an  act  of 
Congre.ss  approved  June  17.  1944  (58 
Stat.  280).  the  United  States  of  America 
(hereinafter  referred  to  as  "Navy") 
hereby  invites  bids  for  the  purchase  of 
such  quantities  of  Natural  Gas  as  may 
be  allocated  to  and  available  for  sale  by 
Navy,  during  the  five-year  period  com- 
mencing at  7:00  a.  m.  on  the  tenth  day 
following  approval  of  sale  by  the  Presi- 
dent of  the  United  States,  under  Unit 
Plan  Contract  Nod-4219,  dated  June  19, 
1944  and  relating  to  Naval  Petroleum  Re- 
serve Numbered  1  (Elk  Hills),  Kern 
County,  California. 

•  2)  The  public  sale  will  take  place  in 
Room  402,  U.  S.  Post  Office  and  Court 
House  Building,  Los  Angeles,  California, 
at  10:30  a.  m.  (p.  s.  t.).  May  5.  1949. 
Sealed  bids  and  statements  describing 
the  bidder's  qualifications  will  be  re- 
ceived by  the  Secretary  of  the  Navy, 
addressed  to  him  at  that  address,  until 
said  time.  All  bids  must  conform  to  the 
terms  and  conditions  of  the  Invitation 
for  Bids  and  the  above  cited  acts.  The 
bids  and  statements  will  be  publicly 
opened  and  read  aloud  at  said  time  and 
place;  any  Interested  parties  may  be 
pre.sent  and  will  be  heard  with  respect 
to  the  subject  matter.  A  bidder  who  has 
complied  with  the  provisions  of  the  In- 
vitation for  Bids  may  forthwith,  after 
all  bids  have  been  read,  change  the  bid 
price   or   prices,   and   such   change   or 
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changes  shall  be  Immediately  incorpo- 
rated in  his  bid  by  written  amendment 
thereto  signed  by  the  bidder.  No  change 
will  be  p>ermitted.  however,  which  will 
have  the  effect  of  lowering  any  price  bid. 
After  all  bidders  present  have  been  heard, 
the  bids  wiir  be  taken  under  advisement 
by  Navy  and  an  acceptance  by  the  Sec- 
retary of  the  Navy  will  be  made  within 
sixty  (60)  days  thereafter,  subject,  how- 
ever, to  approval  of  the  contract  by  the 
President  of  the  United  States.  Navy 
reserves  the  right  in  the  public  Interest 
to  reject  all  bids  and  order  a  new  public 
sale. 

(3)  The  natural  gas  offered  for  sale 
is  all  such  gas  available  for  sale  by  Navy 
under  said  Unit  Plan  Contract  during 
said  five-year  period.  Including  both  dry 
gas  and  residual  dry  gas.  By  "dry  gas  ' 
is  meant  gas  from  which  it  is  uneconomic 
to  remove  natural  gasoline  vapors.  By 
''residual  dry  gas"  is  meant  gas  from 
which  said  vapors  have  been  removed. 
The  quanities  of  gas.  If  any,  available 
from  time  to  time  are  necessarily  in- 
definite and  depend  upon,  among  other 
things,  practical  considerations  in  field 
operations,  the  rate  and  continuance  of 
the  production  of  petroleum  for  Navy's 
account  under  the  provisions  of  said 
Unit  Plan  Contract,  and  such  quantities 
as  Navy  may  in  Its  discretion  reserve  for 
Its  use  In  connection  with  operations 
under  the  said  Unit  Plan  Contract. 
Deliveries  will  be  effected  as  follows: 

(a)  Dry  gas  must  be  taken  by  the 
buyer  at  each  particular  well  where  such 
gas  Is  being  produced  at  full  well-head 
pressure. 

(b)  Residual  dry  gas  must  be  taken 
by  the  buyer  at  the  outlet  of  the  one 
or  more  gasoline  extraction  plants  where 
said  gas  Is  processed. 

The  successful  bidder  shall  not  be 
bound  to  purchase  and  take  (but  may  if 
he  so  desires)  more  than  five  million 
(5,000,000)  cubic  feet  of  gas  (including 
both  dry  and  residual  dry  gas)  during 
any  calendar  day  of  twenty-four  (24) 
hours,  nor  more  than  one  hundred  fifty 
million  (150.000.000)  cubic  feet  of  said 
gas  during  any  one  calendar  montli. 
Navy  reserves  the  right  to  reduce  or 
stop  production  of  such  gas  under  cer- 
tain conditions  described  In  the  Invita- 
tion for  Bids. 

(4)  The  Invitation  for  Bids  which  con- 
tains complete  information  concerning 
form  of  bids,  bond  requirements,  pay- 
ments, deliveries,  volume  measurements, 
quality  of  gas,  provisions  respecting 
price,  form  of  contract,  information  to 
be  supplied  by  bidders,  etc.,  may  be 
obtained  by  prospective  bidders  from  the 
Director.  Naval  Petroleum  and  Oil  Shale 
Reserves.  Executive  Office  of  the  Secre- 
tary. Navy  Department,  Washington  25. 
D.  C,  or  the  Inspector.  Naval  Petroleum 
Reserves  in  California.  Room  402,  U.  S. 
Post  Office  and  Court  House  Building. 
Los  Angeles.  California,  or  the  District 
Supply  Officer.  Eleventh  Naval  District. 
San  Dieo.  California. 

Dated  April  6,  1949. 

Dan  a.  Kimball. 
Acting  Secretary  of  the  Navy. 

|F.   R.    Doc.   49-2794;    PUed.    Apr,    11.    1949: 
8:54  a.  m.] 
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FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Nos.  8987,  8988] 

FouLKROD   Radio   Engineering   Co.    and 
Independence  Broadcasting  Co. 

notice  of  oral  argument 

Beginning  at  ten  o'clock  a.  m.  on  Fri- 
day, April  15.  1949,  the  Commission  will 
hear  oral  argument  in  Room  6121  of  the 
offices  of  the  Commission,  on  the  follow- 
ing matters: 

Docket  No.  8987,  WTEL,  Foulkrod  Radio 
Engineering  Co.,  Philadelphia,  Pa..  Order  to 
Show  Cause. 

Docket  No.  8988.  WHAT.  Independence 
Broadceistlng  Co..  Philadelphia,  Pa.,  Order  to 
Show  Cause. 

Adopted:  March  25,  1949. 

Federal  Communications 
commi^ion, 
[seal]        T.  J.  Slowie, 

Secretary. 

IF,   R,   Doc.  49-2760:    Piled.   Apr.   11.    1949; 
8:49  a.  m.] 


(Designation  Order  32] 


Designation  of  Motions  Commissioneb 
for  April,  1949 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  In 
Washington,  D.  C,  on  the  30th  day  of 
March,  1949; 

It  is  ordered.  Pursuant  to  §  0.111  of  the 
Statement  of  Delegations  of  Authority, 
that  Frieda  B.  Hennock,  Commissioner, 
is  hereby,  designated  as  Motions  Com- 
missioner for  the  month  of  April,  1949. 

It  is  further  ordered.  That  in  the  event 
said  Motions  Commissioner  is  unable  to 
act  during  any  part  of  said  period  the 
Chairman  or  Acting  Chairman  will 
designate  a  substitute  Motions 
Commissioner. 

Feder.al  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.   R.   Doc.   49-2761;    Filed,   Apr.    11.    1949; 
8:49  a.  m.l 


Kentucky  Lake  Broadcasting 
System,  Inc. 

PUBLIC    notice    concerning    PROPOSED 
TRANSFER  OF  CONTROL' 

The  Commission  hereby  gives  notice 
that  on  March  3.  1949.  there  was  filed 
with  it  an  application  (BTC-740)  for  its 
consent  under  section  310(b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  Kentucky  Lake 
Broadcasting  System,  Inc.,  licensee  of 
station  WTPR.  Paris.  Tennessee  from 
Earl  Weaks  Smith,  Roy  W.  McKinney 
and  Parkman  H.  Feezor  to  a  group  of 
45  persons  Including  Raymond  Ball. 
Gordon  Bennett.  Dr.  Elroy  Scruggs.  Dr. 
L.  D.  Chesemore  and  others.  The  pro- 
posal to  assign  the  license  arises  out  of 


'  Section  1.321.  Part  1.  Rules  of  Practice  and 
Procedure. 
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a  contract  of  February  16.  1949,  pur- 
suant to  which  the  said  Smith.  McKin- 
ney  and  Peezor  propose  to  sell  lOO^'o 
of  the  stock  of  the  licensee  for  a  cash 
consideration  of  $47,000  plus  the  excess 
of  current  assets  over  liabilities  as  of 
the  closing  date.  Further  information 
as  to  the  arrangements  may  be  found 
with  the  application  and  associated 
papers  which  are  on  file  at  the  offices  of 
the  Commission  in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by 
apphcant  on  March  30.  1949.  that  start- 
ing on  March  4,  1949,  notice  of  the  filing 
of  the  application  would  be  inserted  in 
The  Paris  Post-Intelligencer,  a  news- 
paper of  general  circulation  at  Paris. 
Tennessee  in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  March  4.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310(b),  48  Stat.  1086;  47  U.  S.  C. 

S10<b)). 

Federal  Communications 
Commission, 

[SEALl  T.  J.  SLOWIE. 

Secretary. 

I  p.    R.    Doc.    4»-2762;    Piled.    Apr.    11.    1949; 
8:49  a.  m  | 


NOTICES 

preliminary  permit,  If  issued,  will  not 
authorize  construction  of  a  project  or  any 
part  thereof. 

Any  protest  against  approval  of  this 
application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  ad- 
dress of  the  party  or  parties  so  protesting 
or  requesting,  should  be  submitted  on  or 
before  May  16.  1949.  to  the  Federal 
Power  Commission.  Washington  25.  D.  C. 


FEDERAL  POWER  COMMISSION 

(Project  No.  2020] 

El  Dorado  and  Placer  Counties.  Calif, 
notice  of  application  for  preliminary 

PERMIT 

April  5.  1949. 
Public  notice  Is  hereby  given  that  the 
County  of  El  Dorado  and  the  County  of 
Placer.  California,  have  made  joint  ap- 
plication under  the  Federal  Power  Act 
(16  U.  S.  C.  791a-825r>  for  preliminary 
permit  for  a  period  of  18  months  for  a 
proposed  hydroelectric  Project  No.  2020 
to    be    located    on    American    River    in 
Sacramento    County.    California.      The 
proposed  project  would  utilize  for  power 
purposes  water  from  Folsom  Dam  and 
Reservoir,    a    multiple-purpose    project 
authorized  by  the  Flood  Control  Act  of 
1944    (58    Stat.    887)    for    construction 
under  the  direction  of  the  Secretary  of 
the  Army  and  the  Chief  of  Engineers, 
and  would  consist  of  a  power  plant  im- 
mediately below  Folsom  Dam.  a  power 
plant  below  a  proposed  dam  in  the  vi- 
cinity of  Folsom.  California,  downstream 
from  the  main  Folsom  Dam,  and  ap- 
purtenant facilities. 

A  preliminary  permit,  if  issued,  shall 
be  for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  license  under 
the  Federal  Power  Act  to  enable  the  ap- 
plicants herein  to  make  examinations 
and  surveys,  to  prepare  maps,  plan5,  and 
estimates,  and  to  make  financial  ar- 
rangements required  for  the  filing  of  an 
application  for  licen.se  under  the  act.    A 


[SEAL] 


Leon  M.  Fuquay, 

Secretary. 


(P.    R.    Doc.    49-2745;    Piled,    Apr.    11,    1949; 
8:45  a.  m.| 


(Docket  No.  0-11831 
Northern  Natural  Gas  Co. 

NOTICE  OF  application 

April  5, 1949. 
Notice  is  hereby  given  that  on  March 
23.  1949,  Northern  Natural  Gas  Company 
(Applicant) .  a  Delaware  corporation  hav- 
ing Its  principal  place  of  business  at 
Omaha.  Nebraska,  filed  an  application 
with  the  Federal  Power  Commission  for 
a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing Applicant  to  construct  and  operate 
certain  natural-gas  transmission  facili- 
ties described  as  follows: 

(1)  Compressor  station  additions,  (a) 
Two  (2>  1,600  h.  p.  compressor  units,  to- 
gether with  other  appurtenances  and 
equipment,  at  the  proposed  new  Garden 
City.  Kansas.  Compressor  Station. 

(b)  One(l>  1,600  h.  p.  compressor  unit 
at  the  Sublette,  Kansas,  Compressor 
Station. 

(c>  Two  <2)  1,600  h.  p.  compressor 
units  at  the  Bushton,  Kansas,  Compressor 
Station. 

(d)  Two  (2>  1.600  h.  p.  compressor 
units  at  the  Clifton,  Kansas,  Compressor 
Station. 

(e)  One'D  1,600  h.  p.  compressor  unit 
at  the  Beatrice.  Nebraska,  Compressor 
Station. 

(ft  Two  (2>  1.600  h.  p.  compres-sor 
units  at  the  Palmyra,  Nebraska,  Com- 
pressor Station. 

(2)  Pipeline  additions.  (a>  Approxi- 
mately 155.00  miles  of  20-inch  O.  D.  pipe- 
line beginning  at  a  point  in  Section  4, 
Township  24  South.  Range  34  West,  Fin- 
ney County,  Kansas,  and  extending  in  a 
northeasterly  direction  to  the  Bushtcn. 
Kansas,  Compressor  Station  located  in 
Section  6,  Township  18  South,  Range  9 
West,  Rice  County,  Kansas. 

(b)  Approximately  34.73  mUes  of  24- 
inch  O.  D.  3d  pipeline,  beginning  at  the 
Bushton.  Kansas,  Compressor  Station,  in 
Section  6,  Township  18  South.  Range  9 
West.  Rice  County.  Kansas,  and  extend- 
ing in  a  northerly  direction  to  a  point  in 
Section  15.  Township  13  South,  Range  6 
West,  Lincoln  County,  Kansas. 

ic)  Aproximately  30.36  miles  of  24- 
Inch  O.  D.  loop  line  beginning  at  a  point 
In  Section  35,  Township  12  North,  Range 
13  East,  Ca.ss  County,  Nebraska,  and  ex- 
tending In  a  northea.sterly  direction  to  a 
point  in  Section  13,  Town.ship  74  North, 
Range  41  West.  Pottawattamie  County. 
Iowa. 


(d)  Approximately  48.09  miles  of  24- 
inch  O.  D.  loop  line  beginning  at  a  point 
In  Section  19,  Township  77  North.  Range 
36  West.  Cass  County.  Iowa,  and  extend- 
ing in  a  northeasterly  direction  to  a  point 
in  Section  26.  Township  82  North,  Range 
30  West.  Greene  County.  Iowa. 

(e>  Approximately  19.51  miles  of  24- 
Inch  O.  D.  loop  line  beginning  at  a  point 
In  Section  22,  Township  92  North,  Range 
25  West.  Wright  County,  Iowa,  and  ex- 
tending In  a  northerly  directiori  to  a 
point  In  Section  4,  Township  94  North. 
Range  23  West.  Hancock  County,  Iowa, 
(f)  Approximately  39.45  miles  of  24- 
Inch  O.  D.  loop  pipeline  beginning  at  a 
point  in  Section  4.  Township  107  North, 
Range  21  West.  Steele  County.  Minne- 
sota, and  extending  In  a  northerly  direc- 
tion to  a  point  in  Section  36.  Township 
114  -North.  Range  20  West.  Dakota 
County,  Minnesota. 

(3)  Miscellaneous  additions.  A  com- 
plete solid  adsorbent  (Florite)  dehydra- 
tion plant.  Including  a  217  H.  P.  boiler, 
boiler  house,  two  (2»  108"  x  40'  5"  900  = 
WP  adsorbers,  together  with  other  appur- 
tenances and  equipment.s.  at  the  site  of 
proposed  Garden  City.  Kansas,  Com- 
pres.sor  Station  (d)  (a)  above). 

The  application  states  that  the  pro- 
posed facilities,  together  with  the  in- 
stallation of  certain  of  the  facilities  not 
yet  constructed  but  authorized  'In  the 
Matter  of  Northern  Natural  Gas  Com- 
pany." Docket  No.  G-1064.  October  12, 
1948,  will  enable  Applicant  to  increase 
its  present  system  sales  capacity  of  ap- 
proximately 425.000  Mcf  per  day  north  of 
Kansas   to   approximately   530.000   Mcf 
per    day.      In    Docket    No.    G-1064.    as 
amended.  Applicant  was  granted  a  cer- 
tificate of  public  convenience  and  neces- 
sity for  the  In.stallation  of  facilities  esti- 
mated to  increase  Its  system  sales  capac- 
ity north  of  Kansas  to  470.000  Mcf  per 
day.     Applicant  proposes  to  begin  con- 
struction   of    the    facilities    for    which 
authorization   is  sought   herein   In   the 
spring  of  1950  and  expects  to  complete 
such   construction   In   October    1950   in 
order  to  add  approximately  60,000  Mcf 
per  day  of  additional  capacity  for  the 
1950-1951  heating  season.. 

The  estimated  total  over-all  capital 
cost  of  the  proposed  facilities  is  S20.- 
265,000.  Applicant  proposes  to  finance 
this  cost  of  construction  by  either  the  sale 
of  debentures  or  the  obtaining  of  bank 
loans  or  a  combination  of  those  methods. 
The  estimated  cost  of  all  property 
changes  and  additions  required  for  in- 
creasing capacity  from  an  estimated 
470.0C0  Mcf  to  530.000  Mcf  per  day.  in- 
cludins  drilling  90  gas  wells  and  con- 
structing gathering  lines.  Is  estimated 
at  $7,535,000.  making  a  total  estimated 
cost  of  $27,800,000. 

Applicant  requests  that  the  Inter- 
mediate decision  procedure  be  omiltfd 
and  waives  oral  hearing  and  opportunity 
for  filing  exceptions  to  the  decision  of 
the  Commission,  and  that  the  applicaticn 
be  disposed  of  pursuant  to  the  shortened 
procedure  as  .set  out  in  iS  1.32  (b)  of  th.> 
Commission's  rules  of  practice  and 
procedure. 

Any  Interested  State  commission  i-^ 
requested  to  notify  the  Federal  Powci 
Commission    whether    the    applicatiou 
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should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  in- 
terest In  the  matter  and  whether  it 
desires  a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  rea.sons  for  such  request. 

The  application  of  Northern  Natural 
Gas  Company  is  on  file  with  the  Commis- 
sion and  Is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C, 
not  later  than  15  days  from  date  of  pub- 
lication of  this  notice  in  the  Federal  Reg- 
I.STER,  a  petition  to  intervene  or  protest. 
Such  iJCtition  or  protest  shall  conform  to 
the  requirements  of  §§  1.8  or  1.10,  which- 
ever Is  applicable,  of  the  Commission's 
rules  of  practice  and  procedure. 


I  SEAL ] 


Leon  M.  Fuquay, 

Secretary. 


\r.    R.    Doc.    49-2746;    Plied.    Apr.    11.    1949; 
8:46  a.  ni  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  Nos.  54   137,  69  58.  70-1178] 

Midland  Utilities  Co.  et  al. 

C    TfEH    releasing    JURISDICTION    OVER    FEES 

At  a  regular  session  of  the  Securities 
rnd  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  5th  day  of  April  A.  D.  1949. 

In  the  matters  of  Midland  Utilities 
Company.  File  No.  54-137;  Indiana  Serv- 
ice Corporation.  File  No.  59-58;  American 
Gas  and  Electric  Company,  File  No.  70- 
1178. 

The  Commission  by  order  dated  De- 
cemljer  18,  1946  having  approved  the 
amended  plan  filed  by  Midland  Utilities 
Company,  a  registered  holding  company, 
under  section  11  (e)  of  the  Public  Utility 
Holding  Company  Act  of  1935  for  the  cor- 
porate simplification  of  Its  subsidiary, 
Indiana  Service  Corixjratlon ;  and  said 
order  having  reserved  jurisdiction  with 
respect  to  the  reasonableness  and  appro- 
priate allocation  of  all  fees  and  expenses 
and  other  remuneration  incurred  or  to 
be  incurred  in  connection  with  the  plan 
and  transactions  incident  thereto;  and 

Applications  and  amendments  thereto 
requesting  allowances  of  fees  and  ex- 
penses having  been  filed  by  Edmund  S. 
Cummings,  Jr..  in  the  amount  of  $15,- 
660.48  for  services  rendered  by  him  as 
counsel  for  the  Suelzer  Committee,  by 
Martha  E.  Sueli^r  and  Samuel  D.  Jack- 
son, as  co-executors  of  the  estate  of  Jo- 
seph G.  Suelzer.  deceased,  in  the  amount 
of  $9,195.25  for  services  rendered  by 
Jo.seph  G.  Suelzer  as  chairman  of  the 
Suelzer  Committee,  and  by  the  Reis  Com- 
mittee in  the  amount  of  $3,714.29;  and 

The  Commission  having  considered 
said  applications  and  having  entered  its 
memorandum  opinion  herein: 

It  is  ordered.  That  Indiana  Service 
Corporation,  or  its  succes.sor  in  interest, 
pay  the  following  fees  and  expen.ses: 
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Suther  commitlte 

Edraunil  S.  Cummings. 
Jr.,  couns«>l 

Martha  K.  Stjeb.cr  and 
Saniiii"!  I>.  Jack.son.  sis 
co-t'xt'ciilors  of  till"  cshid- 
of  .)(v;i'[ili  (}.  Slfolzer,  do- 
cvasiMl 


Total. 


Fti>  commiilfe 

PaiilJ.  Ki'rn.  potin.sel   

Ht'rii.jril  Kfis,  chairiiian 

Travt-linir  e\|ion.s«'s  at  coiii- 

niiitoo  iiienibfrs 

rriiiting   and  mailing  ex- 

IlfIl?0,S 


Total. 


Fees 


Ex- 
penses 


Total 


$14, 000  $1, 6()0. 48  $15. 060.  48 


7.500 


l.SOO 
025 


1,605  25 


9. 195. 25 
24, 8.W.  73 


275. 00    2.  nr.v  00 
oi;,').  00 


650.00 
4«4.2V 


550.00 
4fr4  29 


3.7U.29 


It  is  further  ordered,  That  the  juris- 
diction heretofore  reserved  in  our  order 
dated  December  18.  1946.  with  respect  to 
the  reasonableness  and  appropriate  al- 
location of  all  fees  and  expenses  and 
other  remuneration  incurred  in  connec- 
tion with  the  plan  and  the  transactions 
Incident  thereto  be.  and  the  same  hereby 
is,  released. 

By  the  Commission. 

I  seal]  Orval  L.  DuBois, 

Secretary. 

IF.    R.    Doc.    49  2754;    Filed.  Apr.    11,    1949; 
8:46  a.  m.| 


[File  No.  70-2061] 


Cities    Service    Co.    and    Ohio    Public 
SERv^cE  Co. 

supplemental  ORDER  GRANTING  AND  PER- 
MITTING AMENDED  APPLICATION-DECLARA- 
TION TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C,  on 
the  5th  day  of  April  A.  D.  1949. 

The  Commission,  by  order  dated  March 
15.  1949,  having  granted  and  permitted  to 
become  effective  a  joint  application- 
declaration,  as  amended,  of  Cities  Serv- 
ice Company  CCities"),  a  registered 
holding  company,  and  the  Ohio  Public 
Service  Company  ("Public  Service"),  a 
subsidiary  of  Cities,  regarding,  among 
other  things,  the  .sale  by  Cities  of  638.160 
shares  of  $7.50  par  value  common  stock 
of  Public  Service  and  the  i.ssuance  and 
sale  by  Public  Service  of  361,840  addition- 
al shares  of  its  $7.50  par  value  common 
stock  and  $10,000,000  principal  amount 
of  First  Mortgage  Bonds  __%  Series,  due 
1979,  all  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50  promul- 
gated pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  subject, 
among  other  things,  to  the  conditions 
that  the  proposed  sale  of  common  stock 
by  Cities  and  the  proposed  Issuance  and 
sale  of  common  stock  and  bonds  by  Pub- 
lic Service  shall  not  be  consummated 
until  the  results  of  the  competitive  bid- 
ding, pursuant  to  Rule  U-50,  shall  have 
been  made  a  matter  of  record  In  this  pro- 
ceeding and  a  further  order  shall  have 
been  entered  in  the  light  of  the  record  so 
completed,  jurisdiction  being  reserved  for 
such  purpose;  and  the  Commission  hav- 
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Ing  reserved  Jurisdiction  in  said  order 
with  respect  to  ail  fees  and  expenses  to  be 
paid  to  counsel,  including  independent 
counsel  for  the  prospective  bidders,  and 
to  the  financial  advLser  of  the  applicant- 
declarant;  and 

Cities  and  Public  Service  having  filed  a 
further  amendment  to  the  joint  applica- 
tion-declaration setting  forth  the  action 
taken  to  comply  with  the  Commissions 
order  of  March  15,  1949,  and  the  require- 
ments of  Rule  U-50,  said  amendment 
stating  that  the  bonds  will  be  offered  for 
competitive  bidding  by  Public  Service  at 
a  later  date  and  that  pursuant  to  the  in- 
vitation for  competitive  bids  with  re- 
spect to  the  common  stock,  the  follow- 
ing bids  were  received: 

Price  per  share 
Bidder  or  representative:  to  company 

Blyth  &  Co.,   Inc $15.03 

Merrill    Lynch.    Pierce.    Fenner   &i 

Beane '    14.  809 

Kidder.  Peabody  &  Co-.^j_ J 

Said  amendment  furthier  stating  that 
the  bid  of  the  underwriting  group  headed 
by  Blyth  &  Co..  Inc..  as  set  out  above, 
has  been  accepted  and  that  the  common 
stock  will  be  offered  to  the  public  at  a 
price  of  $16.00  per  share,  resulting  in 
an  underwriting  spread  of  $0.97  per 
share  which  Is  equal  to  6.45%  of  the 
price  to  the  company  and  6.06^^  of  the 
public  offering  price;  and 

The  Commission  having  examined  said 
amendment,  and  having  considered  the 
entire  record,  and  finding  no  basis  for 
Imposing  terms  and  conditions  with  re- 
spect to  the  sale  by  Cities  and  the  Issue 
and  sale  by  Public  Service  of  said  com- 
mon stock: 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  for  said  common 
stock  under  Rule  U-50  be.  and  the 
same  hereby  is.  released  and  that  the 
joint  application-declaration,  as  further 
amended,  be.  and  the  same  hereby  is. 
granted  and  permitted  to  become  effec- 
tive forthwith,  subject  to  the  terms  and 
conditions  prescribed  in  Rule  U-24. 

It  is  further  ordered.  That  the  juris- 
diction heretofore  reserved  in  the  Com- 
mission's order  of  March  15.  1949  is 
retained  with  respect  to  the  results  of 
competitive  bidding  under  Rule  U-50  as 
to  the  bonds  of  Public  Service  and  also 
with  respect  to  all  fees  and  expen.ses  to 
be  paid  to  coun.sel.  including  independent 
counsel  for  underwriters,  and  to  the 
financial  adviser  of  the  applicant- 
declarant. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.    49-2753;    Filed.    Apr.    11,    1949: 
8:46  a.  m] 


(File  No.  70-2086] 

Interstate  Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.s.sion  held  at  its  of- 
fice in  the  city  of  Washington.  D.  C,  on 
the  5th  day  of  April  A.  D.  1949. 
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Notice  is  hereby  given  that  Interstate 
Power  Company  ("Interstate"*,  a  reg- 
istered holding  company  and  an  oper- 
ating public  utility  company,  has  filed  a 
declaration  and  amendments  thereto 
with  this  Commission  pursuant  to  the 
Public  Utility  Holdinp  Company  Act  of 
1935.  Sections  6  and  7  of  the  act  have 
been  designated  by  tlie  declarant  as  being 
applicable  to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  April  19, 
1949,  request  the  Commi.s.sion  in  writing 
that  a  hearing  be  held  on  such  matters, 
stating  the  nature  of  his  interest,  the  rea- 
sons for  such  request  and  the  is.^ues,  if 
any,  of  fact  or  law  raised  by  said  declara- 
tion, as  filed  or  as  amended,  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commi5sion  should 
order  a  hearing  thereon.  Any  .such  re- 
que.st  should  be  addressed:  Secretary.  Se- 
curities and  Fxchange  Commi.ssion,  425 
Second  Street  NW..  Washington  25,  D.  C. 
At  any  time  after  April  19.  1949,  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effertive  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act,  or  the 
Commission  may  exempt  such  transac- 
tions as  provided  in  Rule  U-20  'a>  and 
Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  and  amendments  thereto 
which  are  on  file  in  the  office  of  this  Com- 
mi.sslon,  for  a  statement  of  the  tran.sac- 
tions  therein  proposed  which  may  be 
fummarized  as  follows: 

Interstate  proposes  to  is.^^ue  and  sell  at 
par  from  time  to  time  between  June  1. 
1949  and  December  15,  1949  collateral 
promissory  notes  in  the  aggregate 
amount  of  $2,400,000.  Said  notes,  bear- 
ing an  interest  rate  of  3*^^  per  annum 
and  maturinfT  on  or  before  June  30,  1950, 
will  be  i.'^.^ued  to  the  Chase  National  B:ink 
of  the  City  of  New  York  and  Manufactur- 
ers Trust  Company,  re.spectivrly.  in  equal 
amounts  not  to  exceed  $1,200,000  to  each 
of  .said  banks  in  accordance  w.th  the 
terms  of  a  loan  agreement  which  expires 
December  15,  1949.  The  notes  may  be 
prepaid  in  whole  or  in  part  at  any  time 
without  premium. 

Interstate  further  proposes  to  is.^ue 
and  pledge,  as  collateral  security  for  each 
of  the  above  mentioned  notes  an  equal 
principal  amount  (not  exceeding  82,- 
4C0  000>  of  its  First  Mortgage  Bonds. 
4>o%  Series  due  1378.  to  be  authenti- 
cated and  issued  for  such  purpose,  on 
the  basis  of  property  additions  in  ac- 
cordance with  the  trust  indenture  secur- 
ing said  bonds. 

Interstate  requests  the  Commission  to 
authorize,  at  this  time,  the  i.s.suance  and 
sale  of  onlv  $1,900,000  aggregate  princi- 
pal amount  of  its  3'r  collateral  promis- 
sory notes  as  described  hereinabove  in 
equal  amounts  to  the  order  of  the  two 
above  named  banks  from  time  to  time  up 
to  December  15.  1949.  and  the  issue  and 
pledge  as  collateral  security  therefor  of 
and  equal  principal  amount  of  First 
Mortgage  Bonds,  4'-'"c  Series  due  1978. 
Interstate  further  requests  that  the 
Commission  reserve  jurisdiction  until  a 
later  date  but  prior  to  December  15,  1949, 
uith  respect  to  the  proposed  issuance 
and  sale  of  the  additional  $500,000  prin- 
cipal amount  of  its  V.l  promissory  notes 
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and  the  Issuance  and  pledge  of  S500,C00 
principal  amount  of  its  First  Mortgage 
Bonds.  4' 2%  Series  due  1978.  as  col- 
lateral security  for  said  additional  notes. 
Declarant  states  that  it  is  presently 
studying  the  advisability  of  issuing  equity 
securities  to  finance,  in  part,  its  con- 
struction program. 

The  declaration  states  that  the  pro- 
ceeds of  the  notes  will  be  used  to  finance 
the  construction  program  of  the  declar- 
ant. It  is  Indicated  that  with  respect 
to  the  propo.sed  transactions,  no  approval 
is  required  of  any  regulatory  body  (Fed- 
eral or  State),  other  than  this  Commis- 
sion. The  expenses  In  connection  with 
the  proposed  transactions  are  estimated 
by  Interstate  at  $14,240,  of  which  $2.5C0 
represents  estimated  fees  for  legal  serv- 
ices. ' 

By  the  Commission. 

IsE.^L]  Orval  L.  DuBois. 

Secretary. 

I  p.    R.    Doc.    49-2752:    PllPd,    Apr.    11,    1049; 
8  46  a.   m  1 


All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  tak^n,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  11.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Pror.,:y. 

\r.    R.    Doc.    49-2763;    Filed,    Apr.    11,    ie4!: ; 
8:49  a.  ml 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

AtrrHORn-T:  40  Stat.  411,  55  Stat.  839.  Pub 
Laws  322  671.  79th  Cong.,  60  Stat  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942.  3  CFR.  Cum.  Supp..  E  O  95C7. 
June  8  1945,  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946,  11  F.  R    11981. 

I  Vesting  Order  129281 
George  H.  Conrad  Meyer 

In  re:  Estate  of  George  H,  Conrad 
Miycr,  deceased.  File  D  28-12401 ;  E.  T. 
sec.  16622. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Anna  Sudmann,  nee  Nord- 
mann,  Heinrich  Nordmann,  Frieda  Stah- 
mann,  nee  Krumdiek,  Wilhelmina 
Schweers,  nee  Krumdiek,  Helene  Brmk- 
mann,  Heinrich  Brinkmann,  Anna  Wind- 
horst, nee  Brinkmann  and  Wilma 
Kellermann.  nee  Brinkmann.  whose  la.st 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals-  of  a  desig- 
nated enemy  country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  estate  of  George  H.  Conrad 
Meyer,  deceased,  is  property  payable  or 
deliverable  to.  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  George  H.  Mehr- 
kens.  as  Executor,  acting  under  the 
judicial  supervision  of  the  Probate  Court, 
Goodhue  County.  State  of  Minnesota, 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 


(Vesting  Order  12972] 
Peter  C.  Lorenzen  et  al. 

In  re:  Trust  agreement  dated  March 
12,  1928  between  Peter  C.  Lorenzen  and 
Hoinrich  Lorenzen,  grantors,  and  Ti.e 
National  City  B.ink  of  New  York  (Peoples 
Trust  Branch ) .  trustee,  and  Mary  S.  Lor- 
enzen and  Erna  D.  Lorenzen,  releasors, 
as  amended.     File  No.  D-28-4073-G-1. 

Under  the  authority  of  the  Tradin? 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Peter  C.  Lorenzen,  Peter  Hein- 
rich Lorenzen.  Margp.ret  Lorenzen  and 
Cristoph  Lorenzen.  whose  la.st  known  ad- 
dress is  Germany,  are  re.sidents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  ' Germany » ;  • 

2.  That  the  issue  and  next  of  kin, 
names  unknown,  of  Peter  C.  Lorenzen. 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement  dated 
March  12.  1928,  by  and  between  Peter  C. 
Lorenzen  and  Heinrich  Lorenzen.  grant- 
ors, and  The  National  City  Bank  of  New 
York  (Peoples  Trust  Branch),  trustee, 
and  Mary  S.  Lorenzen  and  Erna  D.  Lor- 
enzen, relea.sors.  as  amended  nn  March 
13  1928.  February  2Ck  1929,  S?ptember 
23,  1929,  April  5. 1934.  March  25.  1938  and 
April  29.  1938,  presently  being  adminis- 
tered by  City  Bank  Farmers  Trust  Com- 
pany, Brooklyn  Branch,  successor  trus- 
tee. 181  Montague  Street.  Brooklyn,  New 
York. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany^ ; 


Tuesday,  April  12,  1949 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
i-ssue  and  next  of  kin.  names  unknown. 
of  Peter  C.  Lorenzen  are  not  within  a 
designated  enemy  country,  the  national 
Interest  of  the  United  States  requires  that 
.such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

jF.    R.    Doc.    49-2764;    Filed.    Apr.    11.    1949; 
8:49  a.  m.) 


(Vesting  Order   12994] 
Lily  Konitzky 

In  re:  Bank  account  and  securities 
owned  by  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  dis- 
tributees of  Lily  Konitzky.  decea.sed.  also 
known  as  L.  Konitzky.    F-28-6903-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Lily  Konitzky,  deceased,  also 
known  as  L,  Konitzky.  who  there  is 
rea.sonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  City  National  Bank  and  Trust 
Company  of  Chicago.  208  South  La  Salle 
Street,  Chicago  90.  Illinois,  arising  out 
of  an  Agency  Account,  account  number 
30916.  entitled  Lily  Konitzky  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

b.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A.  attached  hereto  and 
by  reference  made  a  part  hereof,  regis- 
tered in  the  names  of  the  persons  set 
forth  in  Exhibit  A.  presently  in  the  cus- 
tody of  City  National  Bank  and  Trust 
Company  of  Chicago.  208  South  La  Salle 
Street.  Chicago  90,  Illinois,  together  with 
all  declared  and  unpaid  dividends 
thereon,  and 

c.  That  certain  debt  or  other  obliga- 
tion of  Illinois  Timber  Co..  evidenced  by 
a  note.  In  the  face  value  of  $559  32  due 
July  1.  1945,  i.^sued  by  Illinois  Timber 

No.  69 3 
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Co.,  payable  to  Lily  Konitzky,  and  pres- 
ently in  the  custody  of  City  National 
Bank  and  Trust  Company  of  Chicago. 
208  South  La  Salle  Street,  Chicago  90. 
Illinois,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  afore- 
said debt  or  other  obligation  and  any 
and  all  accruals  thereto,  together  with 
any  and  all  rights  in.  to  and  under,  in- 
cluding particularly  the  right  to  pos- 
session of.  the  aforesaid  note. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  beiialf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Lily 
Konitzky.  deceased,  also  known  as  L. 
Konitzky.  the  aforesaid  nationals  of  a 
designated  enemy  country   (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Lily  Konit- 
zky. deceased,  also  known  as  L.  Konitzky, 


1747 

are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  .section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  24,  1949. 

For  the  Attorney  General. 

ISEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 


KXHIRIT  K 

Name  of  is-sulng  corporation 

Cerlincate 
Nos. 

NumlKT 
of  shunvs 

Ty[)e  of  stock 

Registered  owner 

I'owoll  County  Land  Co      

Loiii.-iiana  Con.solitlatod  .Mining 

("o. 
Central  Coal  Co 

23 
1820,22 

128 

20 
60 

40 

Capital 

do 

do 

Lily  Konitr.ky. 

Ctiitral    TriL^t    Co.    of   lUinoiii, 

trustee. 
Lily  Konitzky. 

[F.  R.  Doc.  49-2765;  Filed,  Apr.  11,  1949;  8:49  a.  m.J 


(Vesting  Order  13001] 
Caroline  Fuchs 

In  re:  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Caroline 
Fuchs,  deceased.    F-28-25410-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  E^<ec- 
utive  Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Caroline  Fuchs.  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Fiduciary  Trust  Company  of 
New  York.  1  Wall  Street.  New  York  5. 
New  York,  arising  out  of  a  checking  ac- 
count entitled  Estate  of  Caroline  Fuchs. 
deceased,  maintained  with  the  aforesaid 
company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  personal 
representatives,  heirs,  next  of  kin.  leg- 
atees and  distributees  of  Caroline  Fuchs, 
decea.sed.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  leg- 


atees and  distributees  of  Caroline  Fuchs. 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.    R.    Doc.    49-2766;    Filed,    Apr.    11.    1949; 
8:50  a.  m.j 
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(Vesting  Order   13002] 

Josefine  Gloeckler 

In  re:  Debt  owing  to  Jo.seflne  Gloeck- 
ler.    D-28-11960. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
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utive  Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  The  Josefine  Gloeckler.  whose  last 
known  address  is  Victoria  Str.  34.  Gag- 
genau-Murgtal.  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obUga- 
tion  of  F.  P.  Anderwald.  as  Liquidating 
Agent  for  Mannhardt  and  Von  Hdmolt, 
77    West   Washington   Street.    Chicago. 
Illinois,    representing    the    distributive 
share  of  the  aforesaid  national  in  the 
estate  of  Adolf  Gloecker.  deceased,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 
Is    property   within    the   United    States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence   of    ownership    or    control    by. 
Joscflne    Gloeckler.    the    aforesaid    na- 
tional  of   a   designated   enemy   country 
(Germany)  ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
adihinistered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Wa-shlngton,  D.  C.  on 
March  25.  1949. 

For  the  Attorney  General. 


NOTICES 

Count>  Savings  Bank.  Keene.  New 
Hampshire,  arising  out  of  a  Savings  Ac- 
count, account  number  17705.  entitled 
Miss  Adele  Graf,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  bv.  the  aforesaid 
national  of  r  designated  enemy  country 
(Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erly described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  tho  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  25.  1949. 

For  the  Attorney  General. 

I  SEAL  1  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49-2768;    Filed.    Apr.    11.    ia49: 
8:50  a.  ml 


Shizuko  Kurata,  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  Slates  the  prop- 
erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  bentfit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Wa.shington.  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[SEALl  MALCOLM  S.  MaSON. 

Acting  Deputy  Director. 
Office  of  Alien  Prop.rty. 

\r.    R.    Doc.    49  2769:    Filed.    Apr.    11.    1-19; 
8  50  a  m  I 


(Vesting  Order  130131 
Anna  Rtjeffer 


[seal] 


M.alcolm  S.  Mason. 
Acting  Deputy  Director. 
Office  of  Alien  Property. 

[F.    R.   Doc.   49-2767:    Filed.   Apr.    11.    1949; 
8:50  a.  m.) 


[Vesting  Order   130031 
Adele  Graf 


In  re:  bank  account  owned  by  Adele 
Graf.    F-28-8123-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Adele  Graf,  whose  last  known 
addre.ss  is  Marktplatz  68  Zierenberg-Bcz. 
Kassel.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Adele  Graf,  by  Cheshire 


[Vesting  Order  130081 
Shizuko  Kurata 

In  re:  Bank  account  owned  by  Shizuko 
Kurata.     D-39-19194-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found : 

1.  That  Shizuko  Kurata.  who.se  last 
known  address  is  Yamaguchi.  Japan,  is 
a  resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association.  300  Montpom- 
ery  Street.  San  Francisco.  California, 
arising  out  of  a  savings  account,  entitled 
Shizuko  Kurata.  maintained  at  the 
branch  office  of  the  aforesaid  bank  lo- 
cated at  Hollister.  California,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is 
evidence   of   ownership   or   control   by. 


In  re:  Bank  account  owned  by  Anna 
RucfTcr,  a'so  known  as  Anna  M.  Rucffer. 
F-28-26040-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Anna  Rueffer,  also  known  as 
Anna  M.  Rueffer,  whose  last  known  ad- 
dress Is  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Anna  Rueffer.  also  known 
as  Anna  M.  Rueffer,  by  The  Chase  Na- 
tional Bank  of  the  City  of  New  York.  18 
Pine  Street.  New  York.  New  York,  aris- 
ing out  of  an  Accounts  Payable  Account, 
entitled  Anna  Rueffer.  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  oecontrolled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  ,subparagraph  1  hereof  is  not 
within  a  (Jesignated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 


Tuesday,  April  12,  1949 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  "United  States  the  prop- 
erty described  above,  to  be  held,  used, 
adninistered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.    R.   Doc.   49-2770;    Filed,   Apr.    11,    1949; 
8:50  a.  m.) 


jVestlng  Order  130141 

C.  Herm\nn  Scholz 


In  re :  Bank  account  owned  by  C.  Her- 
mann Scholz.  also  known  as  Hermann 
Scholz.     F-28-25947-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  C.  Hermann  Scholz.  also 
known  as  Hermann  Scholz.  whose  last 
known  addres.s  Is  Wisermunde,  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a,  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  C.  Hermann  Scholz.  also 
known  as  Hermann  Scholz,  by  Security-  ' 
First  National  Bank  of  Los  Angeles.  6th 
&  Spring  Streets.  Los  Angeles  54.  Cali- 
fornia, arising  out  of  a  Checking  Ac- 
count, entitled  Hermann  Scholz.  main- 
tained at  the  branch  office  of  the  afore- 
.said  bank  located  at  102  Pine  Avenue. 
Long  Beach  2,  California,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 


FEDERAL  REGISTER 

property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 
The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  $fte  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed   at   Washington,  D.   C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF    R.    Doc.    49-2771;    Filed,    Apr.    11.    1949; 
8:50  a.  m.J 


[Vesting  Order   13017] 
KoiCHIRO  Wada 

In  re:  Bank  accounts  owned  by 
Koichlro  Wada.  also  known  as  K.  Wada. 
F-39-2798-4:-l.  F-39-2798-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Koichlro  Wada.  also  known 
as  K.  Wada.  whose  last  known  addre.ss 
is  Hakoneya  Nurseries.  Numazu-shl, 
Japan,  Is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  Seattle-First  National  Bank, 
Seattle  14,  Washington,  arising  out  of  a 
checking  account,  entitled  K.  Wada, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  Seattle-First  National  Bank, 
Seattle  14.  Washington,  arising  out  of  a 
special  account.  Trast  Account  Number 
1,  entitled  Donald  G.  Graham,  main- 
tained at  the  Metropolitan  Branch  Office 
of  the  aforesaid  bank  located  at  Seattle 
14.  Washington,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by, 
Koichlro  Wada,  also  known  as  K.  Wada. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
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administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alie7i  Property. 

|F.    R.    Doc.    49-2773;    Filed.    Apr.    11,    1949; 
8:50  a.  m.] 


[Vesting  Order  13015] 
Rudolf  Schwedler 

In  re:  Ca.sh  and  currency  owned  by 
Rudolf  Schwedler.    F-28-29891-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Rudolf  Schwedler.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany,  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  and  currency,  in  the  amount 
of  $267.01.  pre.sently  in  the  cu.stody  of 
T.  Henry  Walnut.  1420  Walnut  Street, 
Philadelphia  2.  Pennsylvania. 

is  property  within  the  United  States 
owned^or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per.son 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.    Doc.    49-2772;    Filed.    Apr.    11,    1949; 
8:50  a.  m.j 
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[Vesting  Order  13023] 

Emma  Blum  et  al. 


In  re:  Trust  agreement  dated  July  29, 
1929.  between  Emma  Blum,  settlor,  and 
the  Brooklyn  Trust  Company,  trustee. 
File  Nos.  F-28-8455  and  F-28-8455-G-1 ; 
Trust  agreement  dated  July  29,  1929. 
between  Rosa  Blum,  settlor,  and  the 
Brooklyn  Trust  Company,  trustee.  File 
Nos    F-2&-7327   and  F-28-7327-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Robert  Blum,  Anna  Blum, 
Babette  Blum,  Oscar  (Oskar>  Blum, 
Maria  Bt-rta  Blum,  Rxhard  Blum. 
Melanie  Blum.  Albrecht  B'um.  and  Lma 
Blum  whose  last  known  address  is  Ger- 
many are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law.  next  of  kin. 
legatees  and  distributees,  names  un- 
known, of  Emma  Blum,  deceased,  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany  : 

3.  That  the  property  described  as 
follows:  . 

•      (a)   All  the  property  of  any  kmd  or 
character  whatsoever  in  the  possession 
or  custody  of.  or  under  the  control  of 
the  Brooklyn  Trust  Company.  177  Mon- 
tague Street.  Brooklyn  2.  New  York,  as 
trustee  under  and  by  virtue  of  the  trust 
a^'reem'ent  dated  July  29.  1929.  by  and 
between  Rosa  Blum,  settlor,  and  the  said 
Brooklyn  Trust  Company,  trustee,  and 
the  trust  agreement  dated  July  29.  1929. 
by  and  between  Emma  Blum,  settlor,  and 
the  said  Brooklyn  Trust  Company,  trus- 
tee   subject,  however,  to  all  lawful  fees 
and  disbursements  of  the  said  Brooklyn 
Trust  Company,  as  trustee  under  said 
trust  agreements,  and 

(b)  All  right,  title,  interest  and  claim 
of  any  kind  or  character  whatsoever 
arising  under  and  by  virtue  of  the  trust 
agreements  referred  to  in  subparagraph 
3  (a»  hereof  other  than  those  of  the  said 
Brooklyn  Trust  Company,  as  trustee. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law,  next  of  kin.  legatees  and 
distributees,  names  unknown,  of  Emma 
Blum,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country   (Germany. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
fultation  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
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described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  m  section 
10  of  Executive  Order  9193.  as  aTnended. 


Executed   at  Washington.   D.   C.   on 
March  29,  1949. 
For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

\l\   R.    Doc.    49-2774;    Piled.    Apr.    11.    1949; 
8:51  a.  m.] 


[Vesting  Order  13C511 
DOROTHEE  EUSE  MaRIA  ELFERT  ET  AL. 

In  re:  Bank  accounts  owned  by  Doro- 
thee  Elise  Maria  Elfert  and  others. 
F-28-29841-E-1,  F-28-29842-E-1,  F-28- 
29843-E-l,  F-28-29844-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9133.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons  whose  names  and 
last  known  addresses  are  as  follows: 
Name   and   Last   Known   Address 

Dorothea  Elise  Maria  Elfert,  Webelin.  Ger- 
many. ^     ^ 

Louis  August  Karl  Schulz.  Gadelandt,  Ger- 

manv. 

Wilhelm  Frederlch  Albert  Schulz.  Allgau, 

Germany. 

Elisabeth  Maria  Auguste  Stavenow,  Kemy- 
ton,  Germany. 

are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Republic  National  Bank  of  Dallas. 
Dallas.  Texas,  arising  out  of  a  blocked 
bank  account,  entitled  Dorothee  Elise 
Maria  Elfert.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same,  is  property 
within  the  United  States  owned  or  con- 
trolled by.  payable  or  deliverable  to.  held 
on  behalf  of  or  on  account  of.  or  owing 
to,  or  which  is  evidence  of  ownership  or 
control  by,  Dorothee  Elise  Maria  Elfert, 
the  aforesaid  national  of  a  designated 
enemy  country  "Germany); 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Republic  National  Bank  of  Dallas. 
Dallas.  Texas,  arising  out  of  a  blocked 
bank  account,  entitled  Louis  Auc:ust  Karl 
Schulz.  maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same,  is  property 
within  the  United  States  owned  or  con- 
trolled by,  payable  or  deliverable  to,  held 
on  behalf  of  or  on  account  of.  or  owing 
to  or  which  is  evidence  of  ownership  or 
control  by,  Louis  August  Karl  Schulz.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

4.  That  the  property  described  as  fol- 
lows- That  certain  debt  or  other  obliga- 
tion of  Republic  National  Bank  of  Dallas. 
Dallas,  Texas,  arising  out  of  a  blocked 
bank  account,  entitled  Wilhelm  Frederich 


Albert  Schulz.  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable  to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  Wilhelm  Fred- 
erich Albert  Schulz.  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany)  ;  w  ^       ,  . 

5.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obi  ga- 
tion  of  Republic  National  Bank  of  Dallas. 
Dallas.  Texas,  arising  out  of  a  blokrd 
bank  account,  entitled  E'isabeth  Mir. a 
Auguste  Stavenow.  maintained  at  the 
aforesaid  bank,  and  any  and  all  ripl.'s 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  Sta'cs 
owned  or  controlled  by.  payable  or  d(  ':v- 
erable  to.  held  on  behalf  of  or  on  acc(  iint 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  Elisabeth  Mpna 
Auguste  Stavenow.  the  aforesaid  nat  )n:v.\l 
of  a  designated  enemy  country  <Ou. 
many) ; 

and  it  is  hereby  determined : 

6.  That  to  the  extent  that  the  pei>rns 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  rr- 
quires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  rnn- 
sv.ltation  and  certification,  having  bi.  n 
made  and  taken,  and,  it  being  deemed 
nece.ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  bo  held,  used, 
administered,  liquidated,  sold  or  othrr- 
wise  dealt  with  In  the  intere.st  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 
Executed  at  Washington  D.  C.  on 
March  29.  1949. 

For  the  Attorney  General. 


(sealJ  Malcolm  S.  M^soN, 

Actino  Deputy  Director, 
Office  of  Alien  Property. 

|F    R.    Doc.    49-2775;    Filed.    Apr.    11,    liJ-iS: 
851  a.  m.j 


[Vesting  Order  130521 
Otto  Ewert  et  al. 

In  re:  Bank  accounts  owned  by  Otto 
Ewert.  also  known  as  Otto  Kurt  Ewrrt. 
and  others.  F-28-14530-E-1,  F-28- 
14779-E-l.  F-28-29349-E^l,  F-2&-29.H8- 
E-1  F-28-29347-E-1.  F-28-29346-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  Lnv. 
after  Investigation,  it  Is  hereby  found: 

1    That  Otto  Ewert.  also  known  as  Otto 

Kurt  Ewert.  Wilhelmine  Robert,  al^o 
known  as  Wilhelmine  Auruste  Kob.rt, 
Albine  Wagner.  Therese  Voigt.  Pauhne 


Tuesday,  April  12,  1949 

Pommerenke  and  Margarete  Horn,  each 
of  whose  last  known  address  is  c/o  Eugen 
Hoerner.  G.  M.  B.  H.,  Krugstrasse  7,  Hell- 
eronn  a.  Neckar.  Germany,  are  residents 
of  Germany  and  nationals  of  a  designated 
enemy  country  < Germany) ; 

2.  That  the  property  described  as  fol- 
lows; That  certain  debt  or  other  obliga- 
tion owing  to  Otto  Ewert,  also  known  as 
Otto  Kurt  Ewert.  by  the  Seattle-First 
National  Bank,  Second  and  Cherry 
Streets,  Seattle  14.  Washington,  arising 
out  of  a  savings  account,  accoimt  num- 
ber 24888,  entitled  Otto  Ewert.  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  accoimt 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  Otto  Ewert,  also 
known  as  Otto  Kurt  Ewert,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owning  to  Wilhelmine  Kobert,  also 
known  as  Wilhelmine  Auguste  Kobert.  by 
the  Seattle-First  National  Bank,  Second 
and  Cherry  Streets.  Seattle  14,  Washing- 
ton, arising  out  of  a  savings  account,  ac- 
count number  24887,  entitled  Wilhelmine 
Kobert,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  m\  ac- 
count of,  or  owing  to,  or  wmch  is 
evidence  of  ownership  or  control  by, 
Wilhelmine  Kobert.  also  known  as  Wil- 
helmine Auguste  Kobert,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Albine  Wagner,  by  the 
Seattle-First  National  Bank,  Second  and 
Cherry  Streets.  Seattle  14.  Washington. 

^  arising  out  of  a  savings  account,  account 
number  24894,  entitled  Albine  Wagner, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is 
evidence  of  ownership  or  control  by, 
Albine  Wagner,  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 

5.  That  the  property  described  as 
follows:  That  certain  debt  or  other  obli- 
f;ation  owing  to  Therese  Voigt.  by  the 
Seattle-First  National  Bank,  Second  and 
Clierry  Streets,  Seattle  14,  Washington, 
arising  out  of  a  savings  account,  account 
number  24890,  entitled  Therese  Voigt. 
niaintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  is 
evidence  of  ownership  or  control  by. 
There.se  Voigt.  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 
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6.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Pauline  Pommerenke,  by 
the  Seattle-First  National  Bank,  Second 
and  Cherry  Streets.  Seattle  14,  Wash- 
ington, arising  out  of  a  savings  account, 
account  number  24899.  entitled  Pauhne 
Pommerenke.  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is 
evidence  of  ownership  or  control  by, 
Pauline  Pommerenke,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

7.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Margarete  Horn,  by  the 
Seattle-First  National  Bank.  Second  and 
Cherry  Streets,  Seattle  14,  Washington, 
arising  out  of  a  savings  account,  account 
number  24897,  entitled  Margarete  Horn, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is 
evidence  of  ownership  or  control  by, 
Margarete  Horn,  the  aforesaid  national 
of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

8.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  coimtry"  as  used  herein  shall 
have  the  meanings  prescribed  in  sec- 
tion 10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.    Doc.    49-2776;    Filed,    Apr.    11,    1949; 
8:61  a.  m.) 


[Vesting  Order  13055] 
Shuichi  Kawaoka 


In  re:  Bank  accounts  owned  by  Shuichi 
Kawaoka,  also  known  as  S.  Kawaoka.  and 
Sachiko  Kawaoka.  F-39-4973-E-2,  F-39- 
4973-E-3. 
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Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Shuichi  Kawaoka,  also  known 
as  S.  Kawaoka.  and  Sachiko  Kawaoka, 
whose  last  known  addresses  are  Hlro- 
shimaken,  Miya  Uchi-mura,  Saiki-gun, 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  Security  First  National  Bank  of 
Los  Angeles,  Sixth  and  Spring  Streets, 
Los  Angeles,  California,  arising  out  of  a 
savings  account,  account  number  13923, 
entitled  S.  Kawaoka,  maintained  at  the 
branch  office  of  the  aforesaid  bank  lo- 
cated at  101  W.  Main  Street,  Santa 
Maria,  California,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

b.  That  certain  debt  or  other  obligation 
of  Bank  of  America  National  Trust  and 
Savings  Association,  300  Montgomery 
Street,  San  FVancisco,  California,  arising 
out  of  a  savings  account,  account  number 
1020,  entitled  Shuichi  Kawaoka,  main- 
tained at  the  branch  office  of  the  afore- 
said bank  located  at  Arroyo  Grande,  Cali- 
fornia, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

c.  That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association.  300  Montgom- 
ery Street,  San  Francisco,  California, 
arising  out  of  a  savings  account,  account 
number  92,  entitled  Shuzo  Kawaoka  by 
S.  Kawaoka,  maintained  at  the  branch 
office  of  the  aforesaid  bank  located  at 
Arroyo  Grande,  California,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same,  and 

d.  That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association,  300  Montgom- 
ery Street,  San  Francisco.  California, 
arising  out  of  a  commercial  checking 
account,  entitled  Shuichi  Kawaoka, 
maintained  at  the  branch  office  of  the 
aforesaid  bank  located  at  Arroyo  Grande, 
California,  and  any  and  all  rights  to  de- 
mand, enforce  an(i  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Shuichi 
Kawaoka.  also  known  as  S.  Kawaoka. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

3.  That  the  property^escribed  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association,  300  Mont- 
gomery Street,  San  FrancLsco,  Cali- 
fornia, arising  out  of  a  savings  account, 
account  number  97,  entitled  Sachiko 
Kawaoka  by  S.  Kawaoka,  maintained  at" 
the  branch  office  of  the  aforesaid  bank 
located  at  Arroyo  Grande,  California,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of   ownership   or  *  control    by,    Sachiko 


c: 
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Kawaoka.  the  aforesaid  national  of  a 
designated  enemy  country  (Japan); 

and  it  Is  hereby  determined: 

4-  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  in  subparapraphs  2  and  3  here- 
of, to  be  held,  used,  administered,  liqui- 
dated, sold  or  otherwise  dealt  with  in  the 
Interest  of  and  for  the  benefit  of  the 
United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.    Doc.   49-2777;    Piled.   Apr.    11.    1949; 
8:51  a.  m.) 


(Vesting  Order  130571 


NOTICES 

erable  to,  held  on  behalf  of.  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  alx)ve,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.   R.    Doc.    49-2778;    Filed,    Apr.    11,    1949; 
8:51  a.  m.] 


Nord-Detjtsche   Versicherungs-Gesell- 

SCHAFT 

In  re:  Bank  account  owned  by  Nord- 
Deutsche  Versicherunps  -  Gesellschaft, 
also  known  as  The  Nord-Deutsche  Insur- 
ance Company  and  as  Norddeutsche  In- 
surance Co.     F-28-8182. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Nord-Deutsche  Verslcherungs- 
Ge.soll.'^chaft.  al.so  known  as  The  Nord- 
Deut.sche  Insurance  Company  and  as 
Norddeutsche  In.'^urance  Co..  the  last 
known  addre.ss  of  which  is  Alterwall  12, 
Hamburg.  Germany,  is  a  corporation, 
partnership,  as.sociation  or  other  busi- 
ness organization,  organized  under  the 
laws  of  Germany,  and  which  has  or, 
since  the  effective  date  of  Executive  Or- 
der 8389.  as  amended,  has  had  its  prin- 
cipal place  of  business  in  Hamburg,  Ger- 
many, and  is  a  national  of  a  designated 
enemy  country  (Germany » : 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Nord-Deutsche  Versicher- 
ungs-Gesellschaft.  al.so  known  as  The 
Nord-Deutsche  Insurance  Company  and 
as  Norddeutsche  Insurance  Co..  by 
Bank  of  Manhattan  Company.  40  Wall 
Street.  New  York.  New  York,  arising  out 
of  a  deposit  account,  entitled  Nord- 
deutsche Insurance  Co..  maintained  at 
the  aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

is   property   within    the   United   States 
owned  or  controlled  by.  payable  or  tleliv- 


All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  M.acoLM  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Proper tu. 

[F.    R.   Doc.    49-2779;    Filed,    Apr.    11.    1949; 
8:52  a.  m.J  I 


Tuesday,  April  12,  1949 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.    49-2780;    Filed,    Apr.    11.    1949; 
8:52  a.  m.] 


(Vesting  Order  13061] 
Kurt  Ziegler 

In  re:  Debt  owing  to  Kurt  Ziegler. 
F-28-26811-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kurt  Ziegler.  whose  last  known 
addre.ss  is  2  Froschhaeuserstrasse.  Frank- 
furt M  Griesheim.  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany*; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Kurt  Ziegler,  by  California 
Texas  Oil  Company.  Limited,  551  Fifth 
Avenue,  New  York  17,  New  York,  in  the 
amount  of  $560.60,  as  of  December  31, 
1945.  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  Ls  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany) 


[Vesting  Order   13067] 
Sei  a  so 

In  re:  Rights  of  Sei  Aso  under  insur- 
ance contract.    File  No.  F-39-4377-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Sei  Aso,  whose  last  known  ad- 
drea*  Is  Japan,  is  a  resident  of  Japan 
and\  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  .policy  No.  7594701,  is.'-ucd 
by  the  New  York  Life  Insurance  Com- 
pany. New  York.  New  York,  to  Sei  A.vo. 
together  with  the  right  to  demand,  re- 
ceive   and    collect    said    net    proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of.  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforr.'^aid 
national  of  a  designated  enemy  country 
(Japan). 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  cei-tification,  having  b-en 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
admini.stered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amendc^d. 

Executed  at  Wp.shlngton.  D.  C.  on 
March  CO.  1319. 


[Vesting  Order  13076] 
Louisa  Keller 


In  re:  Rights  of  the  domiciliary  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Louisa  Keller,  deceased,  under 
insurance  contract.  File  No.  F-28-5283- 
H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Louisa  Keller,  deceased,  who  there  is 
rea.sonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  Entire  Refund  Annuity 
Policy  No.  598831.  issued  by  the  National 
Life  Insurance  Company.  Montpelier. 
Vermont,  to  Louisa  Keller,  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  domi- 
ciliary personal  representatives,  heirs, 
next  of  kin,  legatees  and  distributees, 
names  unknown,  of  Louisa  Keller,  de- 
ceased, are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  Sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C.  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  D.wiD  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49  2784;    Filed.    Apr.    11,    1949; 
8  52  a  m.j 


FEDERAL  REGISTER 

(Vesting  Order  13074] 
Mrs.  Hisano  Imamoto 

In  re :  Rights  of  Mrs.  Hisano  Imamoto 
under  Insurance  contract.  File  No. 
F-39-6339-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Mrs.  Hisano  Imamoto,  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.065,725,  Issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal.  Quebec.  Canada,  to 
Mrs.  Hisano  Imamoto,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  riftht  to  proceed  for  collection 
against  branch  oflBces  and  legal  reserves 
maintained  in  the  United  States) , 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to.  or  which  Ls  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  tl^p  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  rv^viD  li.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-2783;    Filed,    Apr.    11,    1949; 
8:52  a.  m.J 


[Vesting  Order  13073] 
Frieda  R.  Gehm 


In  re:  Rights  of  Frieda  R.  Gehm  under 
Insurance  contract.  File  No.  F-28- 
24529-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Frieda  R.  Gehm.  whose  last 
known  address  is  Germany,  is  a  resident 
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of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  8  278  830  A, 
issued  by  the  Metropolitan  Life  Insur- 
ance Company,  New  York,  New  York,  to 
Edward  Gehm,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193, "as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.    49-2782;    Piled.    Apr.    li;    1949; 
8:52  a.  m.J 


[Vesting  Order  13068] 
Luise  Emilie  Marcus  Baldus 

In  re:  Rights  of  Lulse  Emilie  Marcus 
Baldus  under  insurance  contract.  File 
No.  F-28-3021-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Luise  Emilie  Marcus  Baldus, 
whose  last  known  address  is  Germany,  is 
a  resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  SL  25095,  ^sued 
by  The  Mutual  Life  Insurance  Company 
of  New  York.  New  York,  New  York,  to 
Louise  Emilie  Marcus  Baldus.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds, 

is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  deliv- 


er 
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erable  to,  held  on  behalf  of,  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP.    R.   Doc.   4&-2781;    Filed,   Apr.    11,    1949; 
8:52  a.  m.j 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "desiffnated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.   49-2785;    Filed.   Apr.    11,    1949; 
8:52  a.  m.] 


the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  B.^zelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2787:    Piled,    Apr.    11.    1949; 
8  52  a.  m.  J 


(Vesting  Order  13077] 

Else  M.  Kilgus 

In  re:  Rights  of  Else  M.  Kilgus  under 
insurance  contract.  Pile  No.  P-28-8735- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Else  M.  Kilgus,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  G  8300— 
Certificate  258.  issued  by  The  Travelers 
Insurance  Company.  Hartford.  Connecti- 
cut, to  Karl  A.  Kilgus.  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 


[Vesting  Order  13103] 
Pauline  Gann 


(Vesting  Order  13089] 
ToKuicHi  Sasaki  and  Hatsuko  Sasaki 

In  re:  Riphts  of  Tokuichl  Sasaki  and 
Hatsuko  Sasaki  under  insurance  con- 
tract.    File  No.  D-39-11302-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Tokuichl  Sasaki  and  Hatsuko 
Sasaki,  whose  last  known  address  is  Ja- 
pan, are  residents  of  Japan  and  nationals 
of  a  designated  enemy  country  (Japan' ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contract  of  Insurance 
evidenced  by  policy  No.  15253211.  is- 
sued by  the  New  York  Life  Insurance 
Company.  New  York,  New  York,  to  To- 
kuichl Sasaki,  together  with  the  right  to 
demand,  receive  and  collect  said  net  pro- 
ceeds. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Tokui- 
chl Sa.<^aki  or  Hatsuko  Sasaki,  the  afore- 
said nationals  of  a  designated  enemy 
country,  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


In  re:  Stock  owned  by  Pauline  Gann. 
F-28-2940S-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Pauline  Gann,  whose  last 
known  address  Ls  Sersheim,  o/a  Valhin- 
gen.  Wtirtenberg.  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  de.«:cribed  as  fol- 
lows :  Sixteen  ( 16)  shares  of  $10  par  value 
capital  stock  of  Mid-Continent  Petroleum 
Corporation.  328  Equitable  Buildinc. 
Baltimore  2.  Maryland,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificate  num- 
ber NYO-66757  registered  in  the  name 
of  Pauline  Gann,  together  with  all  de- 
clared and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
natwnal  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per.<;on 
named  In  subparagraph  1  hereof  Is  not 
within  a  dc-iignated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  ri- 
quired  by  law.  Including  appropriate  con- 
sultation and  certification,  having  bcfi 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attornt  v 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  den  It 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  ha\  (> 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  c:i 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49  2780;    Filed.    Apr.    11,    1£49; 
8:53  a.  m.) 
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TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Naturali- 
zation Service,  Department  of  Jus- 
tice 


Subchapter 


mmlgraHon  Regulotlont 


Part  108 — Recording  of  Arrivals, 
Departures,  and  Registrations 

ROTNTION    or   visitor    FORlfS   AT    PORT   OF 
ENTRY  IN  EXCLUSION  CASES 

Paragraph   (b)   of  5  108  3,  Chapter  if 
Title  8  of  the  Code  of  Federal  Regula- 
tions  is   hereby    amended    to    read    as 
follows: 

S  108.3  Nonimmigrants;  Forms  257a, 
257b.  and  257d;  action  at  time  of 
entry.     •     •     • 

•  b»  If  an  alien  presenting  Forms 
257a,  257b.  and  257d  Is  excluded  from  the 
United  States,  the  Form  257a  shall  not 
be  given  to  the  alien.  Data  as  to  the 
exclusion  shall  be  placed  on  the  Forms 
257b  and  257d  by  the  chairman  of  the 
board  of  special  inquiry.  The  Forms 
257a  and  257d  shall  be  retained  at  the 
port.  The  Form  257b  shall  be  sent  to 
the  Central  Office  and  shall  accompany 
any  record  of  the  hearing  before  the 
board  of  special  inquiry  submitted  to 
the  Central  Office  in  appellate  or  similar 
proceedings.  Where  the  Form  257b  is 
.'■ubmitted  with  such  a  record,  it  shall 
be  returned  to  the  port  with  the  notifi- 
cation of  the  decision.  Data  as  to  the 
facts  of  the  resulting  final  action  at  the 
port  shall  be  placed  on  the  Forms  257a, 
257b.  and  257d,  and  the  Forms  257b  and 
257d  shall  be  disposed  of  as  prescribed 
in  paragraph  (a)  of  this  section;  the 
Form  257a  .shall  also  be  disposed  of  as 
prescribed  in  paragraph  (a)  of  this  sec- 
tion in  those  cases  where  the  alien  Is 
admitted  under  the  decision  but  the 
Form  257a  shall  be  sent  with  the  Form 
257b  to  the  Central  Office  in  cases  where 
the  alien  is  not  admitted. 

•Sec.  23,  39  Stat.  892,  sec.  24,  43  Stat.  166, 
?^ec.  37  (a),  54  Stat.  675;  8  U.  S.  C.  102, 
222,  458) 

This  order  shall  become  effective  on 
the  date  of  its  publication  in  the  Federal 
Register.    The  requirements  of  section  4 


of  the  Administrative  Procedure  Act  (60 
Stat.  238;  5  U.  S.  C.  1003)  as  to  notice  of 
proposed  rule  making  and  delayed  ef- 
fective date  are  inapplicable  for  the 
reason  that  the  rule  hereby  prescribed 
pertains  solely  to  agency  procedure. 

Watson  B.  Miller, 
Commissioner  of 
Immigration  and  Naturalization. 

Approved:  April  7th,  1949. 

Tom  C.  Clark. 
Attorney  General. 

|F.    R.    Doc.    40-2803;    Filed.    Apr.    12,    1949; 
8:47  a.  m.j 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

IT.  D.  52188) 

Part  1 — Customs  Districts  and  Ports 

customs  agency  districts 

Section  1.5.  Cu.stoms  Regulations  of 
1943  (19  CPR.  Cum.  Supp..  1.5).  is 
amencied  by  deleting  "43  (Tennessee)," 
from  the  area  shown  for  Customs  Agency 
District  No.  9,  and  by  deleting  the  period 
at  the  end  of  the  area  shown  for  Customs 
Agency  District  No.  7.  and  inserting  in 
lieu  thereof  a  comma  followed  by  "43 
(Tennessee)." 

(R.   S.    161;    sec.    624,    46    Stat.    759;    5 
U.  S.  C.  22.  19  U.  S.  C.  1624) 

[seal]  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  April  7,  1949. 

John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

|F.    R.   Doc.    49-2817;    Filed,   Apr.    12,    1949; 
8:50  a.  m] 


|T.  D.  62187] 

Part  10 — Articles  Conditionally  Free. 
Subject  to  a  Reduced  Rate,  Etc. 

SUPPLIES  FOR  vessels  OF  WAR  OF  CANADA 

The  Department  of  State  has  Informed 
the  Treasury  Department  that  Canada 

(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 
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rules  and  regulations  issued  on 
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permits  the  withdrawal  of  supplies  free 
of  duty  and  tax  by  vessels  of  war  of  the 
United  States  while  In  ports  of  Canada. 
Therefore,  S  10.59  (d).  Customs  Regula- 
tions of  1943  (19  CFR,  Cum.  Supp..  10.59 
(d),  containing  a  list  of  countries  whose 
vessels  of  war  shall  be  accorded  the  priv- 
ilege of  withdrawing  supplies  free  of  cus- 
toms duties  and  internal-revenue  tax 
while  in  ports  of  the  United  States,  as 
provided  for  in  section  309  (a> ,  Tariff  Act 
of  1930,  as  amended.  Is  amended  by  in- 
serting "Canada"  in  said  list  In  proper 
alphabetical  position. 

Since  any  changes  in  the  list  In  ques- 
tion will  be  made  by  amendment  of 
5  10.59  (d).  footnote  58,  appended  to 
that  section  of  the  regulations,  and  the 
footnote  reference  "58"  at  the  end  of 
paragraph  (d)  are  deleted. 


Wednesday,  April  13,  1949 

(Sec.  5  (a).  52  Stat.  1080;  19  U.  b.  C.  1309 
(a)) 

[seal!  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  April  5,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

[F.    R.   Doc.    49-2816;    Piled,    Apr.    12,    1949; 
8:50  a.  m.] 


[T.  D.  52184] 


Part  23 — Enforcement  of  Customs  and 
Navigation  Laws 

restrictions  on  exportation  op 
tin-plate  scrap 

Section  2  of  the  Act  of  February  15, 
1936  (49  Stat.  1140;  50  U  S.  C.  87),  pro- 
hibited, after  the  expiration  of  60  days 
from  the  enactment  of  that  act,  the  ex- 
portation from  the  United  States  of  any 
tin-plate  scrap,  except  upon  license  Is- 
.sucd  by  the  President  of  the  United 
States.  The  authority  to  Issue  export 
licenses  was  duly  delegated  to  the  Sec- 
retary of  State  by  Executive  Order  No. 
7297,  dated  February  16,  1936.  The 
above-mentioned  act  was  .super.seded  by 
section  10  of  the  Export  Control  Act  of 
1949  (Pub.  Law  11.  81st  Cong.),  and  the 
authority  to  issue  export  licenses  cover- 
ing tin-plate  scrap,  formerly  exercLsed 
by  the  Secretary  of  State,  is  now  vested 
in  the  Secretary  of  Commerce  <E.  O. 
9630,  10  F.  R.  12245:  E  O.  9919,  13  F.  R. 
59;  sec.  11.  Export  Control  Act  of  1949). 

In  the  circum.stanccs.  paragraph  'a) 
of  §  23  31,  Customs  Regulations  of  1943 
(19  CFR.  Cum.  Supp..  23  31  (a)).  Is 
hereby  amended  by  deleting  "tin-plate 
scrap,"  therefrom. 

(R.  S.  161.  sec.  624.  46  Stat.  759;  5  U.  S.  C. 
22.  19  U.  S.  C.  1624) 

Treasury  Decision  48186.  dated  March 
2,  1936,  which  published  Executive  Or- 
der No.  7297  for  the  information  and 
guidance  of  collectors  of  customs  and 
others  concerned,  is  hereby  super.seded. 

[SEAL]  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved :,  April  5,  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

|P     R.    Doc.    49-2815;    Piled.    Apr.    12.    1949; 
8:50  a.   m  | 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter    C — Mistelloneout    Excise   Taxes 
|T.  D.  66951 

Part  113 — Documentary  Stamp  Taxes 

exemption  of  certain  securities  and 
conveyances  of  carriers 

In  order  to  conform  Regulations  71 
(1941  Edition)  (26  CFR,  Part  113)  to 
Public  Law  478  (80th  Cong.,  2d  Sess.), 
approved  April  9,  1948,  such  regulations 
are  hereby  amended  as  follows: 


FEDERAL  REGISTER 

Paragraph  1.  There  Is  Inserted  Imme- 
diately preceding  §  113.120  the  following: 

Interstate  Commerce  Act 

becxmmes  and  convttances  of  carriees 

Section  20b  (12)  or  Interstate  Commerce 
Act,  added  by  Act  of  April  P,  1948,  Public  Law 
478,  80th  Congress,  2d  session. 

The  provisions  of  sections  1801.  1802,  3481, 
and  3482  of  the  Internal  Revenue  Code  and 
any  amendments  thereto,  unless  specifically 
providing  to  the  contrary,  shall  not  apply  to 
the  Issuance,  transfer,  or  exchange  of  securi- 
ties or  the  making  or  delivery  of  conveyances 
to  make  effective  any  alteration  or  modifica- 
tion effected  pursuant  to  this  section. 

Par.  2.  There  is  inserted  immediately 
following  §  113.126  the  following: 

§  113.127  Alteration  and  modification 
of  securities  under  the  Interstate  Com- 
vierce  Act.  Section  20b  added  to  the 
Interstate  Commerce  Act  by  section  2  of 
the  act  approved  April  9,  1948,  Public 
Law  478.  80th  Congress,  2d  session,  pro- 
vides for  alteration  or  modification  of 
securities  of  a  carrier  as  defined  in  sec- 
tion 20a  (1).  Paragraph  (12)  of  section 
20b,  effective  on  and  after  April  9,  1948. 
renders  sections  1801.  1802,  3481  and 
3482  of  the  Internal  Revenue  Code  and 
any  amendments  thereto,  unless  spe- 
cifically providing  to  the  contrary,  in- 
applicable to  the  issuance,  transfer,  or 
exchange  of  securities  or  the  making  or 
delivery  of  conveyances  to  make  effective 
any  alteration  or  modification  effected 
pursuant  to  such  section  20b. 

(Sec.  3791.  Internal  Revenue  Code    53 
Stat.  467;  26  U  S.  C.  3791) 

Because  the  purpose  of  this  Treasury 
decision  is  merely  to  conform  the  regu- 
lations to  the  provisions  of  section  20b 
(12)  as  added  to  the  Interstate  Com- 
merce Act  by  the  act  approved  April  9, 
1948,  Public  Law  478,  80th  Congress, 
granting  immunity  from  stamp  tax  as  to 
certain  securities  and  conveyances,  it  is 
found  that  it  is  unnecessary  to  issue  this 
Treasury  decision  under  section  4  (a)  of 
the  Administrative  Procedure  Act,  ap- 
proved June  11.  1946,  or  subject  to  the 
effective  date  limitation  of  section  ■'.  (c) 
of  said  act. 

This  Treasury  decision  shall  be  effec- 
tive upon  its  filing  for  publication  in  the 
Federal  Register. 

[SEAL]  Geo.  J.  Schoeneman, 

Comynissioner  of  Internal  Revenue. 

Approved:  April  7,  1949. 

Thomas  J.  Lynch, 

Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-2812;    Filed,    Apr.    12,    1949; 
8:49  a.  m.l 


|T.  D.  5696] 


Part  316 — Excise  Taxes  on  Sales  by  the 
Manufacturer 

definition  of  household  typk 
refrigerator  modified 

On  January  13, 1949,  notice  of  proposed 
rule  making  regarding  the  definition  of 
the  term  "household  type  refrigerator" 
was  published  in  the  Federal  Register 
(14  F.  R.   183).    No   objection  having 


1757 

been  received,  the  following  amendment 
to  Regulations  46  (26  CFR.  Part  316)  Is 
hereby  adopted.  The  amendment  is  de- 
signed to  conform  Regulations  46  to  the 
present  manufacturing  design  in  the  re- 
frigerator industry. 

Section  316.70  (b)  as  added  by  Treas- 
ury Decision  5189,  approved  November 
30,  1942,  is  further  amended  by  striking 
therefrom  "20  cubic  feet"  and  in.serting 
in  lieu  thereof  "14  cubic  feet." 

The  amendment  made  by  this  Treasury 
decision  shall  be  applicable  with  respect 
to  household  type  refrigerators  sold  on 
or  after  the  date  of  filing  of  such  Treas- 
ury decision  with  the  Federal  Register. 

(Sees.  3450.  3791.  Internal  Revenue  Code. 
53  Stat.  419,  467;  26  U.  S.  C.  3450,  3791) 

[seal]  Geo.  J.  Schoeneman. 

Commissioner. 

Approved:  April  7,  1949. 

Thomas  J.  Lynch,  ^ 

Acting  Secretary  of  the  Treasury. 

IF.   R.   Doc.   49-2813:    Filed,   Apr.    12,    1949; 
8:49  a.  m.] 


|T.  D.  5697J 

Part  316— Excise  Taxes  on  Sales 
BY  THE  Manufacturer 

MUSICAL    INSTRtJMENTS    SOLD    FOR    USE    FOR 
RELIGIOUS  OR  EDUCATIONAL  PURPOSES 

On  December  22,  1948,  notice  of  pro- 
posed rule  making  regarding  the  ex- 
emption from  tax  of  musical  instruments 
sold  for  use  of  religious  or  nonprofit 
educational  institutions  for  exclusively 
religious  or  educational  purposes  was 
published  in  the  Feder.al  Register  (13 
F.  R.  8221).  After  consideration  of  all 
such  relevant  matter  as  was  presented 
by  interested  per.sons  regarding  the  pro- 
posal, the  following  amendments  to 
Regulations  46  (1940  edition)  (26  CFR 
Part  316)  are  hereby  adopted.  The 
amendments  are  designed  to  conform 
Regulations  46  (1940  edition)  to  sections 
5  and  6  of  Public  Law  899  (80th  Cong.) 
approved  July  3,  1948. 

PARAGR^PH  1.  There  is  in.serted  immedi- 
ately preceding   §316.60  the  following: 

Public  Law  899  (80th  Cong.),  approved 
July  3.  1948. 

Sec.  5.  That  section  3404(d)  of  the  In- 
ternal Revenue  Code  (relating  to  manufac- 
turers' excise  taxes  on  musical  instruments) 
Is  hereby  amended  to  read  as  follows: 

(d)  Musical  Instruments^  but  the  tax  Im- 
posed by  this  section  shall  not  apply  to 
musical  instruments  sold  for  the  use  of  any 
religious  or  nonprofit  educational  institution 
for  exclusively  religious  or  educational  pur- 
poses. The  right  to  exemption  under  this 
subsection  shall  be  evidenced  in  such  man- 
ner as  the  Commissioner,  with  the  approval 
of  the  Secretary,  may  prescribe  by 
regulations. 

Par.  2.  Section  316.63,  as  amended  by 
Treasury  Decision  5189,  approved  No- 
vember 30,  1942,  is  further  amended  by 
adding  at  the  end  thereof  the  following 
new  paragraphs: 

§  316.63    Musical  instruments.    •    •    • 

By  virtue  of  the  provisions  of  section  5 

of  Public  Law  899  (80th  Congress)  no  tax 

attaches  to  musical  instruments  sold  by 

the  manufacturer  on  or  after  July  4, 1S43, 


c: 

r 
I, 
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for  the  use  of  any  religious  or  nonprofit 
educational  institution  for  exclusively 
religious  or  educational  purposes,  except 
that  no  sale  of  musical  instruments  may 
be  made  tax  free  by  the  manufacturer  to 
a  dealer  for  resale  for  the  use  of  a  re- 
ligious or  nonprofit  educational  institu- 
tion even  though  it  is  known  at  the  time 
of  the  sale  that  such  resale  will  be  made. 
However,  where  any  dealer  resells  tax- 
paid  musical  Instruments  to  a  religious 
or  nonprofit  educational  Institution  for 
exclusively  religious  or  educational  pur- 
poses, the  manufacturer  who  paid  the 
tax  may  secure  a  refund  or  credit  In 
accordance  with  §  316.204. 

To  constitute  a  religious  or  nonprofit 
educational  institution  within  the  mean- 
ing of  section  3404  (d)  of  the  Code  (a) 
there   must  be  a  definite  organization 
with  ofBcers.  directors,  or  trustees,  and 
the  usual  essential  features  (incorpora- 
tion not  being  essential)  of  an  organiza- 
tion of  its  class;   (b)    the  organization 
must  have  a  purpose  which  as  put  Into 
practice  is  religious  or  educational  and 
(c)  in  the  case  of  an  educational  institu- 
tion its  funds  must  be  used  solely  in  fur- 
therance of  such  purpose,  none  of  them 
being  paid  or  otherwise  distributed  to 
any  of  its  members  or  other  persons  ex- 
cept   as    reasonable    compensation    for 
services  actually  rendered  or  in  further- 
ance of  the  educational  purposes  of  the 
organization. 

To  establish  the  right  to  exemption 
from  tax  on  the  ground  that  a  sale  of 
musical  instruments  by  the  manufac- 
turer is  for  the  use  of  a  religious  or  non- 
profit educational  Institution  for  exclu- 
sively religious  or  educational  purposes, 
it  is  necessary  that  (a)  the  manufac- 
turer at  the  time  of  sale  have  definite 
knowledge  that  the  purchaser  is  such  an 
institution  and  that  it  intends  to  use  the 
Instruments  exclusively  for  such  pur- 
poses, and  (b>  he  obtain  from  the  pur- 
chaser and  retain  In  his  possession  a  cer- 
tificate properly  executed  In  the  form 
prescribed  by  this  section. 

The  manufacturer  must  be  prepared  to 
establish  by  further  competent  evidence 
that  the  purchaser  Is  an  Institution  to 
which   tax-free   sale   may   properly   be 
made.     However,  in  case  of  a  church 
such  further  evidence  is  not  necessary 
to  establish  the  fact  that  it  is  a  religious 
institution.    A  statement  from  the  pur- 
chaser that  it  has  received  a  ruling  from 
the  Commissioner   holding  it   to  be   a 
rellRious  or  nonprofit  educational  institu- 
tion  entitled  to  exemption  under   sec- 
tion  101    t6)    of  the  Code    (relating  to 
Income  tax)    which  shows  the  date  of 
the   ruling   and  that   It  has   not   been 
withdrawn  or  revoked  is  generally  ac- 
ceptable to  support  tax-free  sale  thereto. 
Where  the  status  of  the  institution  as 
one  to  which  tax-free  sale  may  properly 
be  made  is  not  established  by  a  ruling 
under  section  101  <6)  or  in  some  other 
manner  as  previously  indicated  in  this 
section,  the  institution  may  apply  to  the 
Commissioner  for  a  ruling.    The  applica- 
tion for  a  ruling  may  be  made  by  filing 
with  the  collector  Form   1023,  relating 
to  exemption  under  section  101  <  6 ' .    The 
collector  will  forward  the  application  to 
the  Commissioner  for  ruling.    Copies  of 


RULES  AND  REGULATIONS 

the  form  and  instructions  as  to  the  pro-  P,r-^;-J,7,^,TflnV  oT^^^^ 

Cedure   to   be   followed   in  filing   it   may  ^  ^^  imprisonment  for  not  more  than  5 

b«  procured  from  the  appropriate  col-  years  or  both. 

lector.    In  the  absence  of  circumstances  «     .         ^             .„  „^^   „, 

ndicatlng  a  different  use,  the  exemption  Such  certificates  and  proper  records  of 

certificate  procured  by  the  manufacturer  Invoices,  orders,  etc    relative  to  tax-free 

from  the  religious  or  nonprofit  educa-  sales  must  be  retained  as  provided  In 

tfoTal  institution  may  be  accepted   as  5  316.202  and  must  be  readily  accessible 

prima    ace  proof  that  the  musical  in-  for  inspection  by  internal  revenue  offl- 

strument   is   purchased   for   exclusively  cers.    If  a  manufacturers  records  with 

XTous  or  educational  purposes.  respect  to  any  sale  claimed  to  be  tax-free 

Where  a  sa?e  is  otherwise  exempt  but  under  this  section  do  not  include  a  proper 

thr  certificate  is  not  obtained  prior  to  certificate,  as  outlined  above,  with  sup- 

the  time  the  manufacturer  files  a  return  porting  Invoices  and  ^^^^  °ther  ^.^J^^/^^^ 

covering  taxes  for  the   month  during  ^^  "^^^J^^  "^^^^^.^.^^.t?  hS   ?^^^^ 
which  the  sale  Is  made,  the  manufacturer  empt  character  of  the  sales,  tax  Is  pay- 
must    nclude  the  tax  on  such  sale  in  able  by  the  ^^^^^f^'ZZZ.T-tiefoA 
sxich  return     However,  if  the  certificate  Par.  3.  Immediately  preceding  §  316.204, 

s  late    obumed.  a  claim  for  refund  of  ^«,^^"^"^^^'-^/^„^^,Jj;^S''l 941  there 

the  tax  paid  on  such  sale  may  be  filed  5099.  ^PProved  November  28.  1941.  there 

on  Form  843.  or  a  credit  taken  upon  a  is  inserted  the  following, 
subsequent  return,  but  such  action  must  public  Law  899  (80th  Cong.)  approved  July 

be  taken  within  the  four  year  period  of  3.  1948. 

^'^e  Jert?flcate  mmt  Include  an  agree-  '-l^^"-""^  "  """"  •■"•"""  "•  "'"  " 

ment  that  if  the   musical   instruments  ^^^    ^.-^^^j^j  j^^  ^j^^  exclusive  use  of  any 

are  used  otherwise  than  by  a  religious  state.  Territory  of  the  United  states,  or  any 

or  nonprofit  educational  institution  for  political  subdivision  of  the  foregoing,  or  of 

exclusively  religious  or  educational  pur-  the  District  of  Columbia,  or.  in  the  case  of 

noses    the  person  who  signs  the  certifi-  musical    instruments    embraced    in    section 

^a°trwmre^r.  such  fact  to  men^anu       J- -;;7r.S."Mr..ruS"rSu°: 

irtrrnst^^enL?irrt^,!?>;s:r^^  "«'^  -«-  -  --"»»"  ''■^-  ^ 

the  manufacturer  in  his  return  for  the  Par.  4.  Section  316.204.  as  renumbered 

month  during  which  such  report  is  re-  by    Treasury    Decision    5099.    and    as 

celved  by  him.  amended  by  Treasury  Decision  5675.  ap- 

The  following  form  of  exemption  cer-  proved   November   23.   1948,   Is   further 

tificate  will  be  acceptable  for  the  pur-  amended  by  adding  at  the  end  of  the  fifth 

poses  of  this  section  and  must  be  adhered  paragraph   thereof   the   following   sen- 

to  in  substance:  fence :  "The  refund  or  credit  with  respect 

Exemption  Cehtificati  to  musical  instruments  resold  to  a  reli- 

(For  use  by  a  religious  or  nonprofit  educa-  glous  on  nonprofit  educational  institu- 
tlonallnstltutlon  purchasing  musical  Instru-  tion  for  exclusively  religious  or  educa- 
ments  subject  to  tax  under  section  3404  (d)  tional  purposes  under  section  J4«  taj 
of  the  Internal  Revenue  Code  for  exclusively  ^3)  ,^)  (j)  ^f  the  Internal  Revenue  Code. 
religious  or  educational  purposes.)  ^^  amended  by  Public  Law  899  <  80th  Con- 
(6lte) ^^""  gress) .  applies  only  to  resales  of  .such  in- 

The  undersigned  purchaser  hereby  certifies  struments  on  or  after  July  4.  1948.  to  the 

that  he  Is - institutions  named  and  for  the  purpo.ses 

(Title)  stated,  and  except  for  application  of  the 

of V-lZ'r'j::"'^  statutory    period    of    limitations    upon 

(Religious  or  nonprofit  educational  moiuluijt     »^'='  "                       #  *i,„  „..irri«Qi 

institution)  credit  or  refund,  the  date  of  the  original 

that  he  is  authorized  to  execute  this  certifi-  sale  by  the  manufacturer  is  not  mate- 

cate:  and  that  the  musical  Instruments  spec-  jial." 

Ified  In  the  accompanying  order  or  on  the  "        ,    ,^„             c    n  k    To...  oqq    nnth 

reverse  side  hereof,  are  purchased  by  such  (53  Stat.  467.  sec.  5.  Pub.  Law  899.  BOth 

institution  for  exclusively  religious  or  educa-  Cong..  26  U.  S.  C.  3791) 

""ulZZi:,^  that  .w,  exemption  cer-  Because  the  amendments  to  the  In- 

tificate  Is  for  use  only  by  a  religious  or  non-  ternal  Revenue  Code  made  by  Public  Law 

profit  educational  institution  In  the  tax-free  899  i80th  Congress) ,  became  effective  on 

purchase  of  musical  Instruments  for  exclu-  j^.     ^   jg^g  ^^le  day  after  the  date  Of  the 

sively  religious  or  educational  purposes;  and  .j^gnt  of  such  public  law.  it  is  found 

It  Is  agreed  that  If  the  musical  Instruments  enacimtni  ui  bum  *'"""'-•         ^.^^ac 

purchLd  tax  free  under  this  exemption  cer-  that  It  is  unnecessary  to  is.sue  this  Treas- 

tlflcate  are  used  otherwise,  such  fact  will  be  ury  decision  subject  to  the  effective  date 

reported   to  the   manufacturer  from   whom  limitation  of  section  4  (c)  of  the  Admin- 

they  were  purchased  tax  free.  istratlve  Procedure  Act.  approved  June 

The  organization  claiming  this  exemption 

(has)    (has  noti  received  a  ruling  from  the  ii.  ^^'*^ 

Bureau  of  Internal  Revenue  holding  it  to  be  [seal]                 Geo.  J.  SchOENEMAN. 
an  exempt  religious  or  nonprofit  educational  Commissioner  of  Internal  Revenue. 
institution  under  section  101  (6)  of  the  In- 
ternal Revenue  Code.    The  date  of  such  rul-  Approved:   April  7.   1949. 

Ing  Is and  such 

ruling  has  not  been  withdrawn  or  revoked.  THOMAS  J.  LYNCH. 

(Signature)  Acting  Secretary  of  the  Treasury. 

The  fraudulent  use  of \hls* certificate  for        |F.   R.   Doc.   49  2814;    Filed.    Apr.   12.    1949; 
the  purpose  ot  seciulnt;  cxemrtlon  from  the  8;  49  a.  m.l 


Wednesday,  April  13,  1949 

TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  Housing 
Expediter 

IControlled  Rooms  in  Rcx^mlng  Houses  and 
Other  Establishments  Rent  Reg..'  Amdt. 
79| 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Hou.ses  and  Other 
Establl-shments  (§!S  825.81  to  825.92>  Is 
amended  in  the  following  respects: 

1.  Schedule  A.  item  15,  is  amended  to 
read  as  follows: 

(15)    I  Revoked  and  decontrolled.] 

This  decontrols  from  §§  825  81  to  825.92 
the  entire  Prescott-Flagstaff.  Arizona, 
Defense-Rental  Area. 

2.  Schedule  A.  item  17.  is  amended  to 
read  as  follows: 

(17)    [Revoked  and  decontrolled.) 

This  decontrols  from  5§  825  81  to  825.92 
the  entire  Yuma.  Arizona.  Defense- 
Rental  Area. 

3.  Schedule  A,  Item  18a.  is  amended  to 
read  as  follows: 

(18a)    [Revoked  and  decontrolled.) 

This  decontrols  from  §5  825  81  to  825.92 
the  entire  Winslow.  Arizona,  Defense- 
Rental  Area. 

4.  Schedule  A.  item  114b,  is  amended  to 
de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Woodbury. 

In  Dakota  County,  the  City  of  South  Sioux 
City. 

This  decontrols  from  SS  825.81  to  825.92 
ail  of  Dakota  County.  Nebraska,  except 
the  City  of  South  Sioux  City,  in  the  Sioux 
City.  Iowa,  Defen.<-e-Rental  Area. 

5.  Schedule  A.  item  176.  is  amended  to 
read  as  follows: 

(176)    [Revoked  and  decontrolled.) 

This  decontrols  from  5§  825.81  to  825.92 
the  entire  Alliance,  Nebra.'-ka,  Defense- 
Rental  Area. 

6.  Schedule  A,  item  177,  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Hall  County,  the  City  of  Orand  Island. 

This  decontrols  from  $  S  825.81  to  825  92 
the  entire  Grand  Island,  Nebraska,  De- 
fense-Rental Area  except  the  City  of 
Grand  Island. 

7.  Schedule  A,  item  178,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Adams. 

This  decontrols  from  §5  825.81  to  825.92 
Clay  County,  Nebraska,  a  portion  of  the 
Hastings,  Nebraska,  Defense-Rental 
Area. 

'  13  P.  R.  5750,  6789,  5875,  5937.  6938.  6247. 
6283.  6411,  6658,  6882,  6911.  7299.  7672,  7801. 
7862.  8218.  8328,  8388;  14  F.  R.  18.  272,  337, 
457,  627,  682,  695,  857.  918,  978,  1083,  1345, 
1520.  1570.  1582,  1587. 
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8.  Schedule  A.  item  179.  is  amended  to 
read  as  follows: 

(179)    [Revoked  and  decontrolled.] 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Kearney,  Nebraska.  Defense- 
Rental  Area. 

9.  Schedule  A.  item  180a.  is  amended  to 
read  as  follows: 

(180a)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  McCook,  Nebraska.  Defense- 
Rental  Area. 

10.  Schedule  A,  item  180b.  Is  amended 
to  read  as  follows: 

(180b)    (Revoked  and  decontrolled.) 

Thi."^  decontrol.s  from  §  S  825.81  to  825  92 
the  entire  North  Platte.  Nebraska.  De- 
fense-Rental Area. 

11.  Schedule  A.  item  180c.  is  amended 
to  lead  as  follows: 

(180c)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Norfolk.  Nebra.ska,  Defense- 
Rental  Area. 

12.  Schedule  A.  item  181a.  is  amended 
to  read  as  follows: 

(181a)    [Revoked  and  decontrolled  j 

This  decontrols  from  §§  825.81  to  825.92 
the  entire  Scott^bluff,  Nebraska.  De- 
fense-Rental Area. 

13.  Schedule  A.  item  182.  is  amended 
to  read  as  follows: 

(182)    [Revoked  and  decontrolled.) 

This  decontrols  from  §S  825.81  to  825  92 
the  entire  Sidney.  Nebraska.  Defense- 
Rental  Area. 

14.  Schedule  A.  item  219,  is  amended 
to  read  as  follaws: 

(219)    [Revoked  and  decontrolled  ) 

This  decontrols  from  §5  825.81  to  825.92 
the  entire  Laurinburg,  North  Carolina, 
Defense-Rental  Area. 

15.  Schedule  A,  item  258,  Ls  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  a.s  follows: 

Blair:  Cambria;  and  In  Somerset  County. 
the  Townships  of  Conemaugh.  Jenner,  Lin- 
coln, Ogle,  Paint,  Shade,  and  Quemahoning. 

This  decontrols  from  JS  825.81  to  825. 92 
all  of  Somerset  County  except  the  Town- 
ships specified  in  the  description  con- 
tained in  Schedule  A,  item  258,  as  hereby 
amended. 

16.  Schedule  A.  Item  267,  Is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Allegheny.  Armstrong.  Beaver,  Lawrence, 
and  Westmoreland  Counties.  In  Butler 
County,  the  Townships  of  Adams,  Butler, 
Jackson  and  Slippery  Rock;  Fayette  County 
except  the  Townships  of  Henry  Clay,  Stewart, 
and  Wharton;  In  Greene  County,  the  Town- 
ships of  Cumberland,  Dunkard,  Franklin. 
Jefferson.  Monongahela,  and  Morgan;  and 
Washington  County  except  the  Townships 
of  East  Finlcy.  Morris,  South  Franklin,  and 
West  Flnley. 

This  decontrols  from  5  §  825.81  to 
825.92  Butler  County  except  the  Town- 
ships of  Adams.  Butler.  Jackson  and  Slip- 
pery Rock,  in  the  Pittsburgh,  Pennsyl- 
vania. Defense-Rental  Area.  This  also 
decontrols  the  following  portions  of  said 
Defense-Rental  Area:  in  Fayette  County, 
the  Townships  of  Henry  Clay,  Stewart 


17.')9 

and  Wharton;  In  Greene  County,  the 
Townships  of  Greene,  Washington  and 
Whitely;  and  In  Washington  County,  the 
Townships  of  East  Finley.  Morris.  South 
Franklin  and  West  Finley. 

17.  Schedule  A.  item  28la.  is  amended 
to  de.'^cribe  the  counties  in  the  Defense- 
Rental  Area  as  follow.s: 

In  Brown  County,  the  City  of  Aberdeen. 

This  decontrols  from  J?  825  81  to 
825.92  all  of  the  Aberdeen.  South  Dakota. 
Defense-Rental  Area  except  the  City  of 
Aberdeen.  South  Dakota. 

18.  Schedule  A.  item  283a.  is  amended 
to  describe  the  countie*:  in  the  Defense- 
Rental  Area  as  follows: 

In  Fall  River  County,  th*"  City  of  Hot 
Springs. 

This  decontrols  from  i:?825  81  to 
825.92  all  of  the  Piovo-Hot  Springs, 
South  Dakota.  Defen.«;e-Rental  Area  ex- 
cept the  City  of  Hot  Springs,  South 
Dakota. 

19.  Schedule  A.  item  2S4.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Meade  County,  the  City  of  Sturgis:  In 
Pennington  County.  Rapid  Valley  Township 
and  that  portion  of  Pennington  County  west 
of  a  line  running  north  and  scuth  of  the 
western  border  of  Rapid  Valley  Township. 

This  decontrols  from  !;?  825.81  to 
825.92  all  of  the  Rapid  City-Sturgi.s 
South  Dakota.  Defense-Rental  Area  ex- 
cept those  portions  specifically  described 
in  Schedule  A,  item  284.  as  hereby 
amended. 

20.  Tho.<;e  portions  of  Schedule  A.  item 
285,  which  relate  to  Lyon  County.  Iowa, 
and  Rock  County.  Minnesota,  are  deleted, 
and  the  description  of  the  counties  in  the 
Defense-Rental  Area  is  amended  to  read 
as  follows: 

Minnehaha. 

This  decontrols  from  ?5  825  81  to 
825.92  all  of  the  Sioux  Falls,  South  Da- 
kota. Defense-Rental  Area  except  Min- 
nehaha County,  South  Dakota. 

21.  Schedule  A,  item  285b.  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

City  of  Vermillion  in  Clay  County,  and  the 
Town  of  Irene  In  Clay  and  Yankton  Counties, 

This  decontrols  from  ??  825.81  to 
825.92  all  of  the  Vermillion,  South  Da- 
kota. Defense-Rental  Area  except  the 
City  of  Vermillion  and  the  Town  of  Irene, 
South  Dakota. 

22.  Schedule  A.  item  290.  is  amended 
to  describe  the  counties  in  the  D:'fense- 
Rental  Area  as  follows: 

Dyer  and  Lauderdale. 

This  decontrols  from  S§  825.81  to  825.92 
Crockett  County.  Tmn^^see.  in  the  Dy- 
ersburg.  Tennessee.  Defense-Rental  Area. 

23.  Schedule  A,  Item  341,  is  amended 
to  read  as  follows: 

(341)    [Revoked  and  decontrolled.) 

This  decontrols  from  5S  825.81  to  825.92 
the  entire  Cape  Charles,  Virginia,  De- 
fense-Rental Area. 

(Sec.  204  (d>,  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).    Applies  sec.  204,  61  Stat.  197,  as 


L. 


c: 
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amended  by  62  Stat.  37.  by  62  Stat.  94  and 
by  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive April  8.  1949. 

Issued  this  8th  day  of  April  1949. 

TiGHi  R  Woods. 
Hoiisitig  Expediter. 

|F.    R.    Doc.    49  2842;    Filed,    Apr.    11.    1949; 
10:22  a.  in.| 


(Controlled  Housing  Rent  Reg..'  Amdt.  83] 

Part  825 — Rent  Regulations  Under  the 
Housing   and  Rent  Act  of   1947.   as 

Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (55  825.1  to  825  12  >  is  amended  in 
the  following  respects: 

1.  Schedule  A,  item  13.  is  amended  to 
read  as  follows: 

(13)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§825.1  to  825  12 
the  entire  Ft.  Huachuca.  Arizona.  De- 
fense-Rental Area. 

2.  Schedule  A.  item  15.  is  amended  to 
read  as  follows: 

(15)    [Revoked  and  decontrolled.! 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Prescott-Flag.staff,  Arizona. 
Defen.se -Rental  Area. 

3.  Schedule  A,  item  17,  is  amended  to 
read  as  follows : 

(17)    [Revoked  and  decontrolled.] 

This  decontrols  from  ?5  825.1  to  825.12 
the  entire  Yuma.  Arizona.  Defense- 
Rental  Area. 

4.  Schedule  A.  Item  18a,  is  amended  to 
read  as  follows: 

(18a)    [Revoked  and  decontrolled.] 

This  decontrols  from  §5  825.1  to  825.12 
the  entire  Winslow,  Arizona,  Defense- 
Rental  Area. 

5.  Schedule  A,  item  114b,  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Woodbury. 

In  Dakota  County,  the  City  of  South  Sioux 
City. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Dakota  County.  Nebra.ska,  except 
the  City  of  South  Sioux  City,  In  the 
Sioux  City.  Iowa.  Defense-Rental  Area. 

6.  Schedule  A,  item  176,  is  amended  to 
read  as  follows: 

(176)    [Revoked  and  decontrolled.) 

This  decontrols  from  ?§  825.1  to  825.12 
the  entire  Alliance.  Nebraska.  Defense- 
Rental  Area. 

7.  S:hedule  A.  item  177.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Hall  County,  the  City  of  Grand  Island. 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Grand  Island,  Nebraska.  De- 

•  13  F.  R.  5706,  5788,  5877,  5937,  6246,  6283, 
6411  6536  6881,  6910,  7299,  7671.  7801.  7862. 
8217.  8327.  8386;  14  F.  R.  17.  93.  143.  271,  337, 
456  627,  632,  695,  856.  918,  979,  1005.  1083, 
1345.  1394,  1519,  1570,  1571,  1587. 
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fense-Rental  Area  except. the  City  of 
Grand  Island. 

8.  Schedule  A,  Item  178.  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Adams. 

This  decontrols  from  55  825.1  to  825.12 
Clay  County.  Nebraska,  a  portion  of  the 
Hastings.  Nebraska,  Defense  -  Rental 
Area. 

9.  Schedule  A,  Item  179,  is  amended  to 
read  as  follows: 

(179)    (Revoked  and  decontrolled.) 

This  decontrols  from  55  825.1  to  825  12 
the  entire  Kearney.  Nebraska,  Defense- 
Rental  Area. 

10.  Schedule  A.  item  180a.  is  amended 
to  read  as  follows: 

(180a)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  McCook.  Nebraska,  Defense- 
Rental  Area. 

11.  Schedule  A,  Item  180b,  Is  amended 
to  read  as  follows: 

(ISOb)    [Revoked  and  decontrolled.] 

This  decontrols  from  5§  825.1  to  825.12 
the  entire  North  Platte,  Nebraska.  De- 
fense-Rental Area. 

12.  Schedule  A,  item  180c,  is  amended 
to  read  as  follows: 

(180c)    [Revoked  and  decontrolled] 

This  decontrols  from  §5  825.1  to  825.12 
the  entire  Norfolk,  Nebraska.  Defense- 
Rental  Area. 

13.  Schedule  A.  item  181a.  is  amended 
to  read  as  follows: 

(181a)    (Revoked  and  decontrolled.] 

This  decontrols  from  §5  825.1  to  825  12 
the  entire  Scottsbluff,  Nebraska.  De- 
fen.se-Rental  Area. 

14.  Schedule  A.  item  182,  is  amended 
to  read  as  follows: 

(182)    [Revoked  and  decontrolled.) 

This  decontrols  from  5§  825.1  to  825.12 
the  entire  Sidney.  Nebraska.  Defense- 
Rental  Area. 

15.  Schedule  A.  item  219.  is  amended 
to  read  as  follows: 

(219)    [Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  entire  Laurinburg.  North  Carolina, 
Defense-Rental  Area. 

16.  Schedule  A,  Item  258,  is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Blair:  Cambria:  and  In  Somerset  County, 
the  Townships  of  Conemaugh,  Jenner,  Lin- 
coln, Ofile.  Paint,  Shade,  and  Quemahonlng. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Somerset  County  except  the  Town- 
ships specified  In  the  description  con- 
tained in  Schedule  A.  item  258.  as  hereby 
amended. 

17.  Schedule  A,  Item  267.  is  amended 
to  describe  the  counties  in  the  E>efense- 
Rental  Area  as  follows: 

Allegheny,  Armstrong.  Beaver.  Lawrence, 
and  Westmoreland  Counties;  In  Butler 
County,   the   Townshlpe   of   Adams,   Butler. 


Jackson  and  Slippery  Rock;  Fayette  County 
except  the  Townships  of  Henry  Clay,  Stewart, 
and  Wharton;  In  Greene  County,  the  Town- 
ships  of  Cumberland,  Dunkard,  Franklin. 
Jefferson,  Monongahela,  and  Morgan;  and 
Washington  County  except  the  Townships 
of  East  Flnley.  Morris.  South  Franklin,  and 
West  Flnley. 

This  decontrols  from  5§  825.1  to  825  12 
Butler  County  except  the  Townships  of 
Adams.  Butler.  Jackson  and  Slippery 
Rock.  In  the  Pittsburgh.  Pennsylvania. 
Defense-Rental  Area.  This  also  decon- 
trols the  following  portions  of  said 
Defense-Rental  Area:  in  Fayette  County, 
the  Townships  of  Henry  Clay.  Stewart 
and  Wharton;  in  Greene  County,  the 
Townships  of  Greene.  Washington  and 
Whitely;  and  in  Washington  County,  the 
Townships  of  East  Finley.  Morris.  South 
Franklin  and  West  Finley. 

18.  Schedule  A.  item  281a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

This  decontrols  from  §5  825.1  to  825  12 
all  of  the  Aberdeen.  South  Dakota.  De- 
fense-Rental Area  except  the  City  of 
Aberdeen.  South  Dakota. 

19.  Schedule  A.  item  283a.  is  amended 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Fall  River  County,  the  City  of  Hot 
Springs. 

This  decontrols  from  55  825  1  to  825  12 
all  of  the  Provo-Hot  Springs.  South  Da- 
kota, Defense-Rental  Area  except  the 
City  of  Hot  Springs.  South  Dakota. 

20.  Schedule  A.  item  284.  is  amended 
to  describe  the  counties  In  the  Defen.st- 
Rental  Area  as  follows: 

In  Meade  County,  the  City  of  Sturgls;  in 
Pennington  County.  Rapid  Valley  Town- 
ship and  that  portion  of  Pennington  County 
west  of  a  line  running  north  and  south  of 
the  western  border  of  Rapid  Valley  Town- 
ship. 

This  decontrols  from  55  825.1  to  825  12 
all  of  the  Rapid  City-Sturgis,  South 
Dakota.  Defense-Rental  Area  except 
those  portions  specifically  de.scribed  in 
Schedule  A.  Item  284.  as  hereby 
amended. 

21.  Those  portions  of  Schedule  A.  item 
285.  which  relate  to  Lyon  County,  low.t. 
and  Rock  County,  Minnesota,  are  deleted, 
and  the  description  of  the  counties  in 
the  Defense-Rental  Area  is  amended  to 
read  as  follows: 

Minnehaha. 

This  decontrols  from  55  825.1  to  825  12 
all  of  the  Sioux  Falls.  South  Dakota,  D  - 
fense-Rental  Area  except  Minnehaha 
County.  South  Dakota. 

22.  Schedule  A.  item  285b,  is  amend,  i 
to  describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

City  of  Vermillion  In  Clay  County,  and  t!.'- 
Town  of  Irene  In  Clay  and  Yankton  Count u> 

This  decontrols  from  §§  825.1  to  825  12 
all  of  the  Vermillion.  South  Dakota.  D  - 
fense-Rental  Area  except  the  City  of  Vn  - 
million  and  the  Town  of  Irene.  South 
Dakota. 

23.  Schedule  A.  item  290.  is  amend,  d 
to  describe  the  counties  In  the  Defen>e- 
Rental  Area  as  follows: 

Dver  and  Lauderdale. 


Wednesday,  April  13,  1949 

This  decontrols  from  55  825.1  to  825.12 
Crockett  County,  Tennessee,  In  the 
Dyersburg,  Tennessee,  Defense-Rental 
Area. 

24.  Schedule  A,  item  341,  is  amended 
to  read  as  follows: 

(341)    (Revoked  and  deconuolled.) 

This  decontrols  from  55  825.1  to  825.12 
the  entire  Cape  Charles,  Virginia.  De- 
fense-Rental Area. 

(Sec.  204  (d>,  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
«d>.  Applies  sec.  204,  61  Stat.  197,  as 
amended  by  62  Stat.  37.  by  62  Stat.  94  and 
by  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effective 
April  8.  1949. 

Issued  this  8th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49  2841;    Filed.    Apr.    11,    1949; 
10:21  a.  m.| 


TITLE  34 — NATIONAL 
MILITARY  ESTABLISHMENT 

Sub<hap>er    D — Military    Renegotiation 
Regulations 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

Part  424 — Determination  and  Elimina- 
tion OF  Excessive  Profits 

subpart  a — PRINCIPLES  AND  FACTORS  IN 
determining  excessive  PROFITS 
Sec. 
424  401         Scope  of  subpart. 

424.402  General  program. 

424.403  Specllic  consideration*. 
424.403-1     Profits  before  taxes. 

424  403-2  Separate  considerations  of  certain 
types  of  contracts.  , 

424  403-3     Comparisons. 

424  403-4     Factors  considered. 

424  403-5  Significance  of  settlements,  or 
profits  or  losses  of  other  years. 

424.403-6  Reserves  agalns-t  possible  renego- 
tiation refunds. 

424.403-7     Customer   furnished    materials. 

424  404        Adjustment  of  sales. 

424.405  Overextended  contractors. 

424.406  Minimum  refund. 

424.407  [Reserved.] 

4i'4  408  Uncompleted  portions  of  termi- 
nated contracts. 

424.408-1     Separate  consideration. 

424.408-2     Evaluation  of  performance. 

424  408-3  Effect  of  waivers  of  termination 
claims. 

424  4C9  Application  of  factors;  general 
policy. 

424  410         Efficiency  of  contractor. 

424.410-1     Statutory  provision. 

424  410-2     Comment. 

4J4.411  Rea.sonablene88  of  costs  and  prof- 
Its. 

421411-1     Statutory  provision. 

424  411-2     Comment. 

424.412         Capital  employed. 

424.412-1     Statutory  provision. 

424.412-2     Comment. 

424  413         Extetit  of  risk  assumed. 

424  413-1     Stfltutory  pro\l8lon. 

424  413-2     Comment. 

424.414  Contribution  to  the  national  se- 
curity. 

424  414-1     Statutory  provision. 

424  414-2     Comment. 

424  415        Character  of  buslneas. 

424.415-1     Statutory  provision. 

424.415-2     Comment. 
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See. 

424.416  Additional  factors. 

424.416-1  Statutory   provlalon. 

424.416-2  Factors  adopted  by  the  Board. 

8T7BPART    B — «ECOVEllT    OF    EXCISSIVE    PKOrlTS 
ALXZAOT  KZALIZED 

424.420  Scope  of  subpart. 

424.421  Collection  authority. 
424.421-1     Statutory  provision. 

424  421-2  Delegation  of  collection  authority. 

424  422  Recovery  by  voluntary  repayment. 

424.422-1  In  general. 

424  422-2  Relation  to  Income  tax  payments. 

424.422-3  Interest. 

424.423  Withholding  as  a  method  of  re- 

covery. 

424.424  Repayment  of  excessive  profits  de- 

termined by  order. 

BUBPAKT    C — JRESEKVED] 
StJBPART    D RENECOTTATION    AND    TAXES 

424.440         Scope  of  subpart. 

424  441         Statutory  provisions. 

424.441-1     Subsection    (b)    of  the   1948  Act. 

424  441-2  Section  3806  of  the  Internal  Rev- 
enue Code. 

424  442  Renegotiation  after  filing  of  Fed- 
eral tax  returns 

424.442  1  Allowance  of  credit  for  Federal 
taxes. 

424  442  2  Computation  of  credit  for  Federal 
taxes. 

424  442  3      [Reserved  | 

424.442-4  Determination  of  Federal  tax 
credit  for  partnerships  and 
Joint  ventures. 

424  442-5  Determination  of  Federal  tax 
credit  for  sole  proprietor,  part- 
nership and  Joint  venture  in 
community  property  States. 

424  442-6  Determination  of  Federal  tax 
credit  in  the  case  of  a  Joint 
return  by  husband  and  wife. 

424  443  Renegotiation  prior  to  filing  of 
Federal  tax  returns. 

424  443-1  Exclusion  of  excessive  profits 
from  returns. 

424  443  2     Effect  of  tentative  tax  return. 

424.444  Special  allocations  of  excessive 
profits  elimination  required  for 
Federal  tax  purposes. 

SUBPART    E — INTERIM    PREPAYMENT 
OP    EXCESSIVE    PROFITS 

424  450         Scope  of  subpart. 

424  451  Acceptance  of  prepayments  by 
renegotiating    agencies. 

424451-1     Repricing  of  specific  contracts. 

424  451-2     Voluntary  refunds. 

424.452  Procedtire  for  acceptance  of  pre- 
payments of  excessive  profits. 

424  463  Treatment  of  prepayment  for 
Federal  Income  tax  purposes. 

Authoritt:  ?5  424  401  to  424  453  Issued 
under  sec.  3  (f).  Pub.  Law  547,  80th  Cong., 
62  Slat.  260. 

SUBPART    A — PRINCIPLES    AND    FACTORS    IN 
DETERMINING  EXCESSIVE  PROFITS 

5  424.401  Scope  of  subpart.  This 
subpart  relates  to  the  general  principles 
to  be  applied  in  renegotiation  and  sets 
forth  the  factors  which  are  to  be  con- 
sidered in  the  determination  of  excessive 
profits  under  the  Renegotiation  Act  of 
1948. 

§424.402  General  program.  In  mak- 
Inpf  renegotiation  determinations,  the 
roncpotiating  agencies  uill  proceed  gen- 
erally as  foUow.s: 

<a)  All  of  the  Information  necessary 
to  a  sound  determination  shall  be  ob- 
tained. 

<b)  The  contractor  shall  be  given  an 
opportunity  to  develop  and  present  what- 
ever  Information    is   available   to   him 
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which  he  may  consider  pertinent  to  the 
determination. 

(c)  Requests  for  additional  informa- 
tion and  the  number  of  meetings  held 
with  the  contractor  or  his  representa- 
tives shall  be  kept  to  a  minimum. 

(d)  Financial  and  factual  information 
Is  to  be  reviewed  with  the  contractor  and 
his  agreement  to  its  accuracy  obtained. 

(e)  The  contractor  is  to  be  given  every 
reasonable  assistance  and  all  necessary 
information  with  respect  to  the  technical 
requirements  of  renegotiation,  the  Rene- 
gotiation Act  of  1948  and  the  regulations 
in  this  subchapter. 

(f )  The  facts  and  conclusions  with  re- 
spect to  the  contractor's  business  are  to 
be  fully  developed. 

S  424.403     Specific  considerations. 

5  424.403-1  Profits  before  taxes.  In 
renegotiation  the  amount  of  exce.ssive 
profits  is  to  be  determined  before  pro- 
vision for  Federal  taxe.s  on  income.  In 
arriving  at  a  determination  of  excessive 
profits,  if  any,  the  effect  of  Federal  in- 
come taxes  on  the  retained  profits  will 
not  be  considered. 

5  424.403-2  Separate  consideration  of 
certain  types  of  contracts.  While  rene- 
gotiation will  l>e  conducted  with  respect 
to  the  aggregate  of  the  contractor's  rene- 
gotiable  busine.ss  for  the  fi.scal  year, 
separate  consideration  will  be  given  in 
renegotiation  to  cost-plus-fixed-fee  con- 
tracts and  to  contracts,  whether  of  a 
fixed  price  or  a  cost-plus-fixed-fee  na- 
ture, which  contain  incentive  provisions 
or  provide  for  escalation,  redetermina- 
tion or  other  revision  of  the  contract 
price  during  the  life  of  the  contract.  Ac- 
cordingly, the  contractor  shall  set  forth 
.separately  the  amount  of  renegotiable 
business  done  under  tho.^e  contracts  to 
which  separate  consideration  Is  to  be 
given. 

5  424.403-3  Comparisons.  In  evaluat- 
ing a  contractor's  performance,  compari- 
sons will  be  made  with  the  prices,  costs 
and  profits  of  other  contractors  engaged 
in  the  production  of  the  same  or  simi- 
lar products  or  using  the  .same  or  simi- 
lar processes. 

§  424.403-4  Factors  considered.  The 
Renegotiation  Act  of  1948  docs  not  set 
forth  specifically  as  did  the  prior  act  the 
factors  to  be  taken  into  consideration  in 
determining  excessive  profit;^.  However, 
subsection  ff)  of  the  1948  Act  provides 
that  in  interpreting  and  applying  che 
1948  Act  and  in  prescribing  standards 
and  procedures  for  determinin:^  and  elim- 
inating excessive  proflt.s  thereunder, 
there  shall  be  used  :.o  far  a.>  i.s  deemed 
practicable,  "the  principles  and  proce- 
dures of  the  Renegotiation  Act  of  F  b- 
ruary  25th,  1944,  as  amended."  The 
factors  set  forth  In  the  prior  act  have 
been  found  adequate  for  f!  is  purpose. 
Therefore,  with  appropri-^to  revisions 
and  amendments  to  recognize  changed 
economic  conditions,  thef^e  factors  are 
adopted  and  .set  foith  hereinafter  to  be 
applied  In  renegotiation  under  the  1S48 
Act. 

5  424.403-5  Significance  of  settle- 
ments, or  profits  or  losses  of  other  years, 
(a)  Renegotiation  .<^ettlcmtnts  for  the 
war  years  have  no  bearing  upon  the  dt- 
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termination  of  proper  settlements  for 
years  covered  by  the  1948  Act.  On  the 
contrary,  determinations  for  years  under 
the  1948  Act  shall  be  predicated  solely  on 
the  facts  and  circumstances  for  these 

years. 

(b)  In  the  case  of  renegotiation  con- 
ducted on  a  fi.scal  year  basis,  losses  or  in- 
adequate profits  on  sales  made  in  a  year 
not  subject  to  the  1948  Act  shall  not  be 
compensated  for  by  an  increase  in  the 
allowable  profits  on  renegotiable  sales. 
Likewise    where    renegotiation    is    con- 
ducted on  a  fiscal  year  basis,  the  con- 
tractor's profits  or  losses  on  renegotiable 
sales  in  a  year  prior  or  subsequent  to  the 
year  subject  to  renegotiation  shall  not  be 
u.sed  as  an  offset  or  adjustment  in  the  de- 
termination of  profits  for  the  year  which 
is  the  subject  of  renegotiation.      How- 
ever, a  less  on  renegotiable  business  in  a 
prior  year  subject  to  the  1948  Act  may 
be  considered  in  determining  the  rea.son- 
ableness  of  profits  for  a  later  year.     (See 
S  423  301-2  (b)  of  this  subchapter.) 

§  424.403-6    Reserves  against  possible 
renegotiation  refunds.     It  is  recognized 
that   sound   accounting   principles   may 
make  it  desirable  for  contractors  to  es- 
tablish reserves  against  possible  renego- 
tiation refunds,  but  that  the  amount  of 
reserves  established  in  individual  situa- 
tions will  vary  widely  depending  upon  the 
policy  of  the  particular  contractor  con- 
cerned.    Neither  the  existence  nor  the 
amount  of  such  reserves  is  to  be  consid- 
ered directly  or  indirectly  in  connection 
with  the  determination  of  exce.ssive  prof- 
its  to   be   eliminated   in   renegotiation. 
The  renegotiating  agencies  will  recognize 
that  conservative  practice  may  result  in 
setting  up  such  reserves  in  excess  of  the 
anticipated  liability  and  will  not  directly 
or  indirectly  penalize  a  contractor  for 
such  action. 

§  424  403-7     Customer  furnished  ma- 
terials.   A  contractor  who  uses  customer 
furnished  materials  generally  is  not  en- 
titled to  as  large  a  profit  in  dollars  as 
that  to  which  he  would  have  been  en- 
titled  had  he  furnished  the  materials 
himself.     In  the  latter  case  he  would 
have  expended  effort  in  finding  or  ac- 
quiring the  materials,  would  have  had 
capital   invested   in   the   materials   and 
would  have  assumed  the  risks  of  obsoles- 
cence, spoilage  or  other  loss  inherent  in 
owning  such  materials.    These  circum- 
stances must  be  recognized  in  the  appli- 
cation   of    the    pertinent    factors    usee 
§§424  411  to  424.411-2'      Although  the 
aggregate  dollar  profit  allowed  the  con- 
tractor in  such  a  case  should  not  be  as 
great  as  it  would  have  been  had  he  fur- 
ni.shed  his  own  materials,  nevertheless. 
the  dollar  profit  allowed  will  usually  re- 
sult in  a  larger  percentage  of  his  sales 
than  the  dollar  profit  which  would  have 
been  allowed  if  the  materials  had  been 
purchased  by  him,  and.  therefore,  in- 
cluded in  his  sales  and  costs. 


§  424.404  Adjustment  of  sales.  The 
amount  of  the  excessive  profits  is  always 
deducted  from  the  renegotiable  business 
or  sales  as  well  as  from  the  profit  there- 
on, for  the  purpose  of  determining  the 
relation  of  retained  profits  to  sales. 

§  424.405  Orcrexti-ndcd  contractors. 
A  contractor  will  not  be  allowed  to  retain 
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excessive  pofits  because  he  lacks  ade- 
quate working  capital. 

( 424.406  Minimum  refund.  No  re- 
fund of  excessive  profits  should.  In  the 
absence  of  unusual  circumstances,  be  re- 
quired in  an  amount  less  than  $5,000. 
The  provisions  of  this  paragraph  shall 
not  apply,  however,  to  cases  where  the 
provisions  of  §  423.347-3  of  this  subchap- 
ter operate  to  limit  the  amount  of  the 
refund. 

§424.407     [Fleserved.] 

5  424.408      Uncompleted    portions    of 
termiiWLted  contracts. 

§  424.408-1      Separate    consideration. 
"Where  a  segregation  of  the  items  alloca- 
ble to  the  uncompleted  portions  of  ter- 
minated contracts  and  subcontracts  is 
made  in  accordance  with  the  principles 
set  forth  in  §§423.308  and  423.381-5  of 
this  subchapter,  separate  consideration 
will  be  given  to  such  items,  in  the  light 
of  the  applicable  factors  in  determining 
exce.ssive    profits.      The    evaluation    so 
made  of  the  contractor's  performance 
with  respect  to  the  uncompleted  portions 
of    terminated    contracts    and    subcon- 
tracts will  be  taken  into  consideration 
with  the  evaluation  of  the  contractor's 
performance  of  the  completed  portions 
of  such  contracts  and  subcontracts  and 
other  contracts  and  subcontracts  in  de- 
termining the  excessive  profits,  if  any. 
of  the  contractor  for  the  period  involved 
in  the  renegotiation. 

§  424.408-2     Evaluation    of    perform- 
ance.    The  evaluation  of  the  contractor's 
performance  with  respect  to  the  uncom- 
pleted portion  of  terminated  contracts 
and  subcontracts  will  be  measured  by  its 
nature  and  extent.    The  more  nearly  the 
nature  and  extent  of  such  performance 
approximate  the  nature  and  extent  of  the 
contractor's  performance  of  completed 
contracts  and  subcontracts  of  the  same 
type,  the  more  nearly  the  evaluation  of 
such    performance    will    approach    that 
given  to  the  contractor's  performance  of 
completed  contracts  and  subcontracts  of 
the  same  type.    On  the  other  hand,  if 
the  contractor's  performance  under  the 
uncompleted  portions  of  terminated  con- 
tracts  and   subcontracts   has   consisted 
largely  of  the  acquisition  of  inventory 
which  he  has  processed  only  slightly  or 
not  at  all,  then  the  value  placed  upon 
such  performance  must  be  expected  to  be 
substantially  le.ss  than  the  value  of  the 
contractor's  performance  in  processing 
such  inventory  into  finished  articles  de- 
livered under  completed  contracts  and 
subcontracts.    Rssentially   the   problem 
Is   no   different   from   that   involved   in 
evaluating  the  contractor's  performance 
under  contracts  or  subcontracts  the  per- 
formance of  which  has  been  affected  by 
cutbacks,  changed  requirements,  etc.,  re- 
sulting in  inventory  losses  or  write-downs 
allocable   to   renegotiable   business   but 
with  respect  to  which  the  contractor  had 
no  termination  claim  or  other  right  to 
reimbursement. 


or  any  part  of  his  right  to  compensation 
under  termination  claims.  Appropriate 
effect  will  be  given  to  the  evaluation  of 
such  performance  in  determining  the  ex- 
cessive profits,  if  any.  which  are  included 
In  the  contractor's  aggregate  receipts  or 
accruals  subject  to  renegotiation, 
whether  or  not  .such  receipts  or  accruals 
include  any  amounts  received  or  accrued 
under  termination  claims  (see  §  423  308 
of  this  subchapter). 


§  424  408-3  Effect  of  waivers  of  ter- 
mination claiyns.  The  evaluation  of  the 
contractor's  performance  with  respect  to 
the  uncompleted  portions  of  terminated 
contracts  and  subcontracts  Is  not  affected 
by  whether  he  has  or  has  not  waived  all 


§  424.409  Application  of  factors:  gen- 
eral policy.  Section  3  <f>  of  the  Rene- 
gotiation Act  of  1948  provides,  in  part,  as 
follows: 

The  Secretary  of  Defense  shall  promulgate 
and  publish  In  the  Fedehal  Recisteb  regula- 
tions Interpreting  and  applying  this  section 
and  prescribing  standards  and  procedures  for 
determining  and  eliminating  exces-slve  profiis 
hereunder  using  so  far  as  he  deems  practi- 
cable the  principles  and  procedures  of  the 
Renegotiation  Act  of  February  25.  1944.  as 
amended,  having  regard  for  the  different 
economic  conditions  existing  on  or  after  the 
effective  date  of  this  Act  from  tl.ose  prevail- 
ing during  the  period  1942  to  1945. 

It  is  deemed  practicable  to  use,  in  mod- 
ified form,  the  factors  set  forth  in  sub- 
section 'a)  (4)  fA>  of  the  Renegotiation 
Act  of  February  25.  1944,  as  amended, 
in  determining  and  eliminating  excessive 
profits  under  the  1948  Act.     The  specific 
methods   of    application    are   set    forth 
hereinafter  in  §  424.410  to  424  416-2,  in- 
clu.sive.    In  general,  rea.sonable  profits 
should  be  determined  by  over-all  evalua- 
tion of   the  particular  factors  present 
without  limitation  or  restriction  by  any 
fixed   formula  with  respect  to  rate  of 
profit,  or  otherwise.    Renegotiation  pro- 
ceedings should  not  result  in  a  profit 
based  on  the  principle  of  a  percentage  of 
cost.    Contractors    who    .sell    at    lower 
prices    and    produce    at    lower    costs 
through    good    management,    improved 
methods  of  production,  close  control  of 
expenditures,    and    careful    purchasing 
will  receive  a  more  favorable  determina- 
tion than  those  who  do  not.     Such  fa- 
vorable   or    unfavorable    determination 
will  be  reflected  in  the  profits  allowed  to 
be  retained  by  the  contractor  or  subcon- 
tractor as  non-excessive.     Claims  of  a 
contractor   for   favorable   consideration 
must  be  supported  by  established  facts, 
analyses,  and  appropriate  comparisons. 

5  424.410    Efficiency  of  contractor. 

§  424.410-1  Statutory  provision. 
Sub.section  (a)  (4>  (A)  of  the  Renegotia- 
tion Act  of  February  25,  1944,  as 
amended,  provides  that  in  determining 
excessive  profits  there  shall  be  taken  into 
consideration  the  following  factor: 

(1)  Efflclency  of  contractor,  with  particular 
regard  to  attainment  of  quantity  and  quality 
production,  reduction  of  costs  and  economy 
In  the  use  of  materials,  facilities  and  man- 
power. 

Subsection  (f)  of  the  Renegotiation 
Act  of  1948  provides  in  part: 

In  any  case  in  which  the  contract  price  of 
any  such  contract  or  subcontract  was  bused 
upon  estimated  costs,  then  the  Secretary  of 
Defense  shall  determine  the  difference  be- 
tween such  estimated  costs  and  actual  costs 
and  shall.  In  eliminating  excessive  profits. 
take  into  consideration  ns  an  element,  th; 
extent  to  which  such  difference  l.s  the  result 
of  the  eflicieucy  of  the  contractor  or  sub- 
contractor. 
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§  424.410-2  Comment.  Consideration 
is  to  be  given  to  the  contractor's  record 
for  efficiency  or  lack  of  efficiency  in  op- 
erations with  particular  attention  to  the 
following: 

(a)  The  quantity  of  production;  for 
example,  in  relation  to  available  physi- 
cal facilities;  the  meeting  of  production 
schedules;  the  expansion  of  facilities; 
the  maximum  use  of  available  produc- 
tion facilities. 

I  b '  The  quality  of  production ;  for  ex- 
ample, the  record  of  maintenance  of 
standards  of  quality;  the  rejection  rec- 
ord; reported  mechanical  or  other  dif- 
ficulties in  the  use  or  installation  of  the 
product. 

(c)  The  reduction  of  costs;  for  exam- 
ple, the  decrea.se  in  costs  per  unit  of  pro- 
duction or  per  unit  of  sales  as  between 
fiscal  years  and  as  compared  with  other 
contractors  produci.ig  the  same  or  simi- 
lar products  where  the  operations  are 
rea.sonably  comparable;  the  decrease  in 
ndmlnistrtrative,  selling  or  other  general 
and  controllable  expenses;  the  decrease 
in  prices  paid  venders  for  purcha.sed  ma- 
terials and  subcontracted  items  or  units. 
(See  §  424  411-2.) 

(d)  The  economy  in  the  use  of  mate- 
rials, facilities  and  manpower;  for  exam- 
ple, the  decrease  in  quantity  of  materials 
used  in  relation  to  production  and  the 
number  of  employees  in  relation  to  pro- 
duction; the  reduction  of  waste. 

(C  Particular  consideration  must  be 
given  to  contracts  and  subcontracts  the 
price  of  which  was  based  on  estimated 
costs.  Appraisal  of  the  attained  results 
a.s  contrasted  with  the  original  cost  esti- 
mates requires  separate  consideration  of 
those  elements  of  costs  which  are  wholly 
outside  the  control  of  the  contractor  and 
those  which  he  entirely  or  partly  con- 
trols. The  fact  that  the  realized  costs 
are  less  than  the  original  estimates  does 
not  necessarily  mean  that  the  contractor 
has  demonstrated  efficiency,  nor  does 
realization  of  actual  co.sts  in  excess  of 
the  original  estimates  necessarily  mean 
that  the  contractor's  performance  has 
been  inefficient.  In  this  connection  par- 
ticular attention  must  be  accorded  to 
costs  representing  subcontracts  espe- 
cially those  for  fabricated  parts  and  as- 
.semblles.  Similar  con.sideration  may 
al.so  be  required  of  costs  of  materials  and 
supplies.  In  con.sideration  of  the  com- 
position of  cost  estimates  u.sed  in  nego- 
tiating contract  prices,  it  mast  also  be 
recognized  that  such  estimates  will  nor- 
mally reflect  all  foreseeable  contingen- 
cies. The  fact  that  some  or  all  of  such 
contingencies  do  not  materialize,  so  that 
realized  costs  are  less  than  tho.se  esti- 
mated, may  indicate  not  that  the  con- 
tractor had  performed  efficiently,  but 
rather  that  the  circumstances  were  such 
as  substantially  to  eliminate  the  ri.sk  as- 
sumed (.see  §§424.413  to  424.413-2). 
ThtLs,  in  the  majority  of  cases,  the  ap- 
prai.sal  of  efficiency  by  analysis  of  co.st 
factors  will  require  consideration  of 
achieved  results  in  labor  costs  and  in 
manufacturing  and  administrative  over- 
head. A  change  in  cost  per  unit  of  direct 
labor  or  of  applied  overhead,  recognizing 
changes  in  volume  of  production 
achieved  from  that  on  which  the  cost 
estimates  were  based,  will  be  an  indica- 
tion of  performance  efficiency. 
No.  70 2 


FEDERAL  REGISTER 

5  424.411  Reasonableness  of  costs  and 
profits. 

§424.411-1  Statutory  provision.  Sub- 
section (a)  (4)  (A)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended, 
provides  that  in  determining  excessive 
profits  there  should  be  taken  into  ac- 
count the  following  factor: 

(11)  Reasonableness  of  costs  and  profits 
with  particular  regard  to  volume  of  produc- 
tion, normal  prewar  earnings,  and  compari- 
son of  war  and  peacetime  products. 

The  above  language  is  inapplicable,  in 
part,  to  the  changed  conditions  under  the 
1948  Act.  For  the  purposes  of  the  1948 
Act,  the  following  factor  is  to  be  applied 
In  litu  of  that  quoted  above: 

(11)  Reasonableness  of  costs  and  profits, 
with  particular  regard  to  volume  of  produc- 
tion, earnings  on  business  not  subject  to  re- 
negotiation both  for  the  year  under  review 
and  for  prior  years,  comparison  of  products 
under  subject  contracts  and  subcontracts 
with  products  not  subject  to  renegotiation 
and  the  different  economic  conditions  ex- 
isting on  or  after  tlie  effective  date  of  the 
1943  act  from  these  prevailing  during  the 
period  1942  througli  1945. 

§424  411-2  Comtncnt.  (a)  Consider- 
ation is  to  be  given  to  the  reasonablene.<^s 
or  the  excessiveness  of  costs  and  profits 
of  the  contractor.  Comparisons  will  be 
made  with  the  contractor's  own  costs  and 
profits  in  previous  years  and  with  cur- 
rent costs  and  profits  of  other  contrac- 
tors, if  the  information  is  available.  In 
comparisons,  uncontrollable  variations 
in  labor,  material  or  other  co.sts  should 
be  taken  into  account.  Particular  atten- 
tion will  be  given  to  relative  changes  in 
controllable  costs  .such  as  selling  and 
general  administrative  expenses.  Low 
costs  with  relation  to  other  contractors, 
where  clearly  established  and  shown  to 
be  the  result  of  efficiency  in  manage- 
ment, are  especially  significant  and 
should  receive  favorable  consideration. 

'b>  Consideration  for  comparative 
purposes  will  be  given  to  profits  of  the 
contractor,  and  of  the  industry,  on  prod- 
ucts and  services  not  subject  to  renego- 
tiation, especially  in  cases  where  the  re- 
negotiable business  Involves  products  or 
services  substantially  similar  to  those  not 
subject  to  renegotiation.  In  making 
comparisons  for  fiscal  periods  prior  to 
those  subject  to  the  Renegotiation  Act 
of  1948,  the  war  years  have  little  or  no 
significance.  Care  will  be  taken  also  to 
exclude  periods  during  which  the  type  of 
product  or  services  furnished  differ  from 
those  of  the  renegotiable  period,  and 
hence  make  the  circumstances  not  com- 
parable. The  profit  made  on  the  prod- 
ucts constituting  the  normal  business  of 
the  contractor,  distributed  by  normal 
channels  and  methods,  is  not  of  signifi- 
cance In  cases  where  the  renegotiable 
bu-siness  is  of  a  character  materially  dif- 
ferent from  non-renegotiable  business. 
However,  if  the  renegotiable  business  is 
not  fundamentally  different  from  non- 
renegotiable  business,  and  if  it  is  .sold  and 
distributed  by  the  contractor's  normal 
channels  and  methods,  the  profit  margin 
on  non-renegotiable  business  is  of  signif- 
icance in  renegotiation. 

(c)  Consideration  is  to  be  given  to  the 
effect  of  volume  on  costs  and  profits.  In- 
creased volume  usually  serves  to  reduce 
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average  unit  costs  and  increa.se  profits. 
Where  the  volume  has  been  created  by 
Government  purchasing  under  rcnepo- 
tiable  contracts  and  subcontracts,  the 
Government  should  receive  the  principal 
benefit  from  the  decreased  costs.  In 
general,  the  margin  of  profit  on  expanded 
renegotiable  sales  should  be  reduced  in 
rea.sonable  relationship  to  the^  expanded 
volume. 

(d>  Where  a  contractor  is  engaged  in 
more  than  one  class  or  type  of  business, 
the  varying  characteristics  of  the  sev- 
eral classes  of  business  should  be  taken 
into  consideration. 

§  424,412     Capital  employed. 

§  424.412-1  Statutory  provision.  Sub- 
section <a)  <4)  (A)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended, 
provides  that  in  determining  excessive 
profits  there  shall  be  taken  into  consid- 
eration the  following  factor: 

(lil)  Amount  and  source  of  public  and  pri- 
vate capital  employed  and  net  worth. 

§424.412-2  Comment.  Consideration 
is  to  be  given  to  the  amount  and  source 
of  capital  employed  as  well  as  to  the 
amount  of  net  worth  employed. 

(a)  The  amount  of  each  'employed. 
as  a  general  rule,  will  be  that  existing  at 
the  beginning  of  the  year.  However,  if 
significant  changes,  in  either  capital  or 
net  worth,  occur  during  the  year  they 
will  be  reflected  in  the  determination  of 
the  amount  employed  during  the  year. 

'b)  Capital  employed  consists  of  the 
total  of  net  worth,  debt,  and  any  assets 
furnished  by  the  Government  or  cus- 
tomers not  recorded  on  the  contractor's 
books.  The  source  of  capital  will  be 
established  .so  that  a  determination  can 
be  made  to  the  extent  to  which  capital 
employed  In  renegotiable  business  came 
from  public  sources,  from  customers,  or 
was  furnished  by  the  contractor. 

(c>  The  amount  of  net  worth  em- 
ployed in  renegotiable  business  will  be 
that  portion  thereof  which  it  is  e.sti- 
mated  was  employed  in  renegotiable 
busine.ss. 

(di  The  relationship  of  profit  real- 
ized on  renegotiable  business  to  the  cap- 
ital employed  and  net  worth  used  in  re- 
negotiable business  will  be  used  as  one  of 
the  considerations  in  the  final  determi- 
nation of  what  constitutes  non-exces- 
sive profits. 

( 1 )  A  contractor  who  is  not  dependent 
upon  Government  or  customer  financing 
of  any  type  is  entitled  to  more  favorable 
consideration  than  a  contractor  who  is 
largely  dependent  upon  these  sources  of 
capital.  Where  a  large  part  of  the  cap- 
ital employed  is  .supplied  by  the  Govern- 
ment or'customers,  the  contractor's  con- 
tribution tends  to  become  one  of  man- 
agement only  and  the  profit  should  be 
considered  accordingly. 

(2 )  A  contractor  using  facilities  large- 
ly or  wholly  v.rittcn  off  for  book  and  tax 
purposes  will  have  a  lower  cost  of  prod- 
uct with  respect  to  depreciation  than  a 
competitor  not  so  situated.  The  benefit 
due  to  such  a  contractor  or  subcontrac- 
tor under  §  424.411-1  uill  not  be  dupli- 
cated under  this  paragraph. 

§  424.413     Extent  of  risk  assumed. 
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S  424.413-1  Statutory  provision.  Sub- 
section (a)  (4)  (A)  of  the  Renegotiation 
Act  of  February  25.  1944,  as  amended, 
provides  that  in  determining  excessive 
profits  there  shall  be  taken  into  con- 
sideration the  following   factor: 

(iv)  Extent  of  risk  assumed.  Including 
the  risk  Incident  to  reasonable  pricing 
policies. 

§  424.413-2  Comment,  (a)  Consider- 
ation is  to  be  given  to  the  extent  of  risk 
assumed  by  the  contractor;  for  example, 
possible  increase  ixx  the  cost  of  materials 
and  wages;  delays  from  inability  to  ob- 
tain materials;  "cutbacks"  in  quantities; 
guarantees  of  quality  and  performance 
of  the  product;  and  such  other  risks  as 
may  be  clearly  determined. 

(b)  The  risks  assumed  by  a  contractor 
as  a  result  of  his  pricing  policy  will  be 
given  particular  consideration.  A  con- 
tractor whose  initial  prices  are  calculated 
to  yield  a  reasonable  profit  and  who 
revises  such  Initial  prices  downward 
periodically  when  circumstances  war- 
rant will  be  given  more  favorable  treat- 
ment under  this  factor  than  a  contractor 
who  does  not  follow  such  policy.  In  or- 
der that  proper  consideration  may  be 
given.  It  Is  suggested  that  contractors, 
when  making  such  periodic  price  revi- 
sions, notify  the  Military  Renegotiation 
Policy  and  Review  Board  of  the  action 
taken  in  this  respect. 

(c)   Consideration  of  the  pricing  pol- 
icy of  the  contractor  frequently  involves 
the  question  of  refunds  made  prior  to 
renegotiation  under  the  Renegotiation 
Act   of   1948.     As  stated   in    §§424.450- 
424.452.  such  refunds  may  be  made  as  an 
Integral  part  of  the  repricing  policy  of 
the   contractor   or   as   prepayments   of 
excessive  profits.    In  either  event,  the 
effect  upon  the  risk  a.ssumed  by  the  par- 
ticular contractor  depends  entirely  upon 
the   fact.'?   of   each   case,   including   the 
manner  in  which  the  refund  is  made. 
For  example,  a  contractor  who  executes 
a  legally  binding  agreement  to  pay  the 
Government  a  rebate  on  articles  deliv- 
ered during  a  particular  period  of  time 
has  incurred  a  greater  risk  than  the  con- 
tractor  who   gives   the   Government    a 
nonbinding  "statement  of  intention"  or 
"statement  of  policy"  Indicating  that  he 
will  make  refunds,  even  though  the  final 
profit  position  of  the  two  contractors  at 
the  end  of  the  fiscal  year  is  the  same. 
On  the  other  hand,  a  contractor  who 
makes  a  refund  pursuant  to  such  a  state- 
ment of  intention  or  statement  of  policy 
may  have  incurred  a  greater  risk  than 
one  who  simply  makes  a  refund.    Like- 
wise, a  contractor  who  makes  a  refund 
near  the  beginning  of  his  current  fiscal 
year  has  incurred  a  greater  risk  than  one 
who  makes  a  refund  near  the  end  of  his 
fiscal   year.    The  renegotiating   agency 
must,  therefore,  weigh  the  refund  in  the 
light  of  all  pertinent  facts. 

§  424.414  Contribution  to  the  national 
sceuritu. 

§424.414-1  Statutory  provision.  Sub- 
section (a>  (4)  (A)  of  the  Renegotiation 
Act  of  February  25,  1944,  as  amended, 
provides  that  in  determining  excessive 
profits  there  shall  be  taken  in  considera- 
tion the  following  factor: 
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(V)  Nature  and  extent  of  contributions  to 
the  war  effort.  Including  Inventive  and  de- 
velopmental contribution  and  cooperation 
with  the  Government  and  other  contractors 
in  supplying  technical  assistance. 

§  424.414-2     Comment.     This   factor 
applies  with  continued  force  to  contribu- 
tions to  the  national  security  by  con- 
tractors   and    subcontractors    through 
their  business  subject  to  the  Renegotia- 
tion  Act  of   1948.     Consideration  shall 
be  given  to  the  nature  and  extent  of  the 
contractor's     contribution.       Favorable 
consideration  for  unusual  contributions 
should  begin  at  a  high  level  of  perform- 
ance.   Ext>erimental  and  developmental 
work  of  high  value  to  national  security 
and    new    inventions,    techniques,    and 
processes  of  unusual  merit  are  examples 
of  special  contributions.    The  extent  to 
which  a  contractor  cooperates  with  the 
Government  and  with  other  contractors 
in  developing  and  supplying  technical 
assistance  to  alternative  or  competitive 
sources  of  supply  Is  a  fact  which  should 
be  given  favorable  consideration  and  the 
effect  of  such  sharing  of  knowledge  on 
the  contractor's  future  business  should 
also  be  taken  into  account. 

§  424.415    Character  of  business. 

§424.415-1  Statutory  provision.  Sub- 
section <a)  (4)  tA>  of  the  Renegotia- 
tion Act  of  February  25.  1944.  as 
amended,  provides  that  in  determining 
excessive  profits  there  shall  be  taken 
into  consideration  the  following  factor: 

(vl)  Character  of  business,  Including  com- 
plexity of  manufacturing  technique,  char- 
acter and  extent  of  subcontracting,  and  rate 
of  turn-over. 

§  424.415-2  Comynent.  (a>  Con.sider- 
ation  is  to  be  given  to  the  character  of 
the  business  of  the  contractor.  The 
manufacturing  contribution  will  vary 
with  the  nature  of  the  product  and  the 
degree  of  skill  and  precision  required 
in  the  work  performed  by  the  contrac- 
tor. The  relative  complexity  of  the 
manufacturing  technique  and  the  rela- 
tive integration  of  the  manufacturing 
process  are  the  basic  considerations  in 
evaluating  this  factor. 

(b)  The  decision  as  to  the  extent,  of 
subcontracting  will  generally  be  based 
on  the  extent  and  nature  of  the  con- 
tractor's own  facilities  available  for  re- 
negotiable  bu.siness.  Thus,  subcon- 
tracting of  a  major  portion  of  the  opera- 
tions involved  in  renegotiable  busine.ss 
will  be  reflected  in  the  consideration  of 
factors  of  risk  a.ssumed,  capital  em- 
ployed, and  reasonableness  of  costs  and 
profits.  However,  recognition  must  be 
given  to  situations  where  the  subcon- 
tractors  work  is  performed  under  the 
direction  and  control  of  the  subcon- 
tractor's customer  who  may  render  dif- 
ficult technical  services,  as  contrasted 
with  cases  in  which  the  subcontractor 
is  employed  because  of  his  accepted  skill 
and  ability  to  perform  the  work  required 
without  assistance  or  guidance. 

(c)  Rate  of  turn-over  will  indicate  the 
use  of  plant,  materials  and  net  worth. 
Low  rate  of  turn-over  may  indicate  more 
complete  integration  in  production  or 
be  related  to  the  type  of  product  and 
nature  of  manufacturing  process.  High 
rate  of  turn-over  may  Indicate  relatively 


smaller  manufacturing  contribution  or 
by  comparison  with  other  manufactur- 
ers of  similar  products  a  relatively 
greater  efficiency. 

9  424.416    Additional  factors. 

S  424.416-1  Statutory  provision.  Sub- 
section (a  >  (4)  (A)  of  the  Renegotiation 
Act  of  February  25.  1944.  as  amended, 
provides  that  in  determining  exce.ssive 
profits  there  shall  be  taken  into  consid- 
eration the  following  factor: 

(vin  Such  other  factors  the  consideration 
of  which  the  public  interest  and  fair  and 
equitable  dealing  may  require,  which  fac- 
tors shall  be  published  In  the  regulations  of 
the  Board  from  time  to  time  as  adopted. 

§  424.416-2  Factors  adopted  by  the 
Board.  No  additional  factors  have  been 
adopted  by  the  Military  Renegotiation 
Policy  and  Review  Board  to  the  date  of 
the  publication  of  the  regulations  In  this 
part. 

SUBPART  B — RECOVERY  OF  EXCESSIVE  PROFITS 
ALREADY    REALIZED 

§  424.420  Scope  of  subpart.  The  sub- 
part deals  with  the  repayment  of  exces- 
sive profits  already  realized. 

§  424  421    Collection  authority. 

§  424.421-1  Statutory  proiHsion.  Sub- 
section (b)  of  the  1948  act  provides  in 
part: 

If  no  such  agreement  is  reached,  the  Sec- 
retary shall  issue  an  order  determining  the 
amount,  If  any,  of  such  exce.ssive  profits  and 
shall  eliminate  them  by  any  of  the  methods 
set  forth  In  subsection  (c)  (2)  of  the  Re- 
negotiation Act  of  February  25,  1944,  as 
amended. 

With  respect  to  the  methods  of  elimi- 
nating excessive  profits,  subsection  (c) 
i2)  of  the  Renegotiation  Act  of  February 
25,  1944,  as  amended,  provides  as  fol- 
lows: 

(2)   Upon  the  making  of  an  agreement  ot 
the  entry  of  an  order,  under  paragraph  ( 1)  by 
the  Board,  or  the  entry  of  an  order  under 
subsection    (e)    by    The   Tax    Court    of    the 
United  States,  determining  excessive  profits, 
the  Board  shall  forthwith  authorize  and  di- 
rect the  Secretaries  or  any  of  them  to  elimi- 
nate such  excessive  profits  (A)  by  reductions 
In  the  amounts  otherwise  payable  to  the  con- 
tractor   under    contracts   with   the    Depart- 
ments, or  by  other  revisions  of  their  terms; 
or  (Bi  by  withholding  from  amounts  other- 
wise due  to  the  contractor  any  amount  of 
such  excessive  profits;  or  (C)  by  directing  a 
contractor  to  withhold  for  the  account  of  the 
United  States,  from  amounts  otherwise  duo 
to  a  subcontractor,  any  amount  of  such  ex- 
cessive profits  of  such  subcontractor;  or  (D) 
by  recovery  from  the  contractor,  through  re- 
payment, credit,  or  suit  any  amount  of  such 
excessive  profits  actually  paid  to  him;  or  (E) 
by  any  combination  of  these  methods,  as  Is 
deemed  desirable.     Actions  on  behalf  of  the 
United   States   may   be   brought   In   the   ap- 
propriate courts  of  the  United  States  to  re- 
cover from   the  contractor   any   amount   of 
such  excessive  profits  actually  paid  to  him 
and  not  withheld  or  eliminated  by  some  other 
method   under  this  subsection.     The  surety 
under  a  contract  or  subcontract  shall  not  be 
liable  for  the   repayment   of   any   excessive 
profits  thereon.     Each  contractor  and  sub- 
contractor   Is    hereby    Indemnified    by    the 
United  States  against  all  claims  by  any  sub- 
contractor on  account  of  amounts  withheld 
from  such  subcontractor   pursuant   to  this 
paragraph.     All  money  recovered  In  respect 
of  amounts  paid  to  the  contractor  from  ap- 
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proprlatlons  from  the  Treasury  by  way  of 
repayment  or  suit  under  this  subsection 
shall  be  covered  Into  the  Treasury  as  miscel- 
laneous receipts.  Upon  the  withholding  of 
any  amount  of  excessive  profits  or  the  credit- 
ing of  any  amount  of  excessive  profits  against 
amounts  otherwise  due  a  contractor,  the  Sec- 
retary shall  certify  the  amount  thereof  to 
the  Treasury  and  the  appropriations  of  his 
Department  shall  be  reduced  by  an  amount 
equal  to  the  amount  so  withheld  or  credited. 
The  amount  of  such  reduction  shall  be  trans- 
ferred to  the  surplus  fund  of  the  Treasury. 
In  eliminating  excessive  profits  the  Secretary 
shall  allow  the  contractor  or  subcontractor 
credit  for  Federal  Income  and  excess  profits 
taxes  as  provided  In  section  3806  of  the  Inter- 
nal Revenue  Code.  For  the  purposes  of  this 
paragraph  the  term  "contractor"  includes  a 
subcontractor. 

§  424  421-2  Delegation  of  collection 
authority.  The  powers,  duties,  and  func- 
tions conferred  upon  the  Secretary  of 
Defense  by  subsection  (b)  of  the  1948 
Act  to  collect  the  amounts  due  the  United 
States  under  agreements  and  orders  de- 
termining excessive  profits  have  been 
delegated  by  the  Secretary  of  Defense  to 
the  Secretaries  of  the  Departments  of  the 
Army.  Navy  and  Air  Force. 

$424,422  Recovery  by  voluntary  re- 
payment. 

§  424.422-1  In  generd^  In  renego- 
tiation with  respect  to  a  completed  fi.scal 
period,  the  elimination  of  excessive 
profits  primarily  will  be  effected  pursuant 
to  an  agreement  providing  for  a  refund. 
This  refund  may  be  made  by  the  con- 
tractor in  a  single  payment  or  in  install- 
ments as  the  agreement  may  provide  (see 
§  425.502-5  of  this  subchapter). 

?  424.422-2  Relation  to  income  tax 
payments.  In  any  ca.se  where  the  ex- 
cessive profits  have  been  or  may  be  ex- 
cluded from  income  for  Federal  income 
tax  purposes  for  the  year  to  which  rene- 
gotiation relates,  and  are  to  be  repaid  in 
installments,  the  installments  must  l>e  so 
arranged  that  the  total  cash  payments 
required  on  or  before  each  payment  date 
for  Federal  income  tax  upon  income  ^or 
such  year  are  at  least  ^qual  to  the  Fed- 
eral income  tax  the  contractor  would 
have  had  to  pay  by  each  such  date  upon 
the  excessive  profits  eliminated. 

J  424  422-3  Interest.  (a>  No  rene- 
gotiation agreement  when  originally 
made  shall  require  the  payment  of  in- 
terest on  installments  of  the  refund 
which  are  not  in  default  thereunder  and 
which  ale  provided  to  be  payable  within 
a  two-year  period  after  the  close  of  the 
fiscal  period  to  which  the  renegotiation 
relates.  A  renegotiation  agreement  pro- 
viding for  the  payment  of  a  refund  or 
portion  thereof  beyond  two  years  after 
the  close  of  the  fi.scal  period  to  which  the 
renegotiation  relates  shall  require  the 
payment  of  interest  at  the  rate  of  6'"'r  per 
annum  from  and  after  the  date  which  is 
two  years  after  the  la.st  day  of  the  fiscal 
period  to  which  the  renegotiation  relates 
or  30  days  after  execution  and  delivery 
of  the  agreement,  whichever  is  later. 

'b)  In  cases  of  default,  interest  accrues 
and  is  payable  upon  each  payment  due 
under  an  agreement  from  and  after  the 
due  date  thereof,  whether  or  not  the 
agreement  contain.s  a  contract  provision 
for  the  payment  of  interest.  The  rate 
thall  be  that  provided  by  law  in  the  Dis- 
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trJct  of  Columbia  as  the  rate  which  Is 
applicable  in  the  absence  of  express  con- 
tract as  to  the  rate  of  Interest.  <See 
§  425.502-5  <h)  and  §  428.807  of  this  sub- 
chapter.) 

§  424.423  Withholding  as  ^method  of 
recovery,  (a)  Exce.ssive  profits  may  be 
eliminated  by  the  withholding  'of  the 
amount  of  excessive  profits  from  amounts 
otherwise  due  to  a  contractor  or  by  di- 
recting a  contractor  to  withhold  for  the 
account  of  the  United  States  amounts 
otherwise  due  to  a  .subcontractor. 

(b)  Withholding  on  subcontracts  will 
be  effected  by  a  contractor  or  subcon- 
tractor upon  a  direction  issued  by  a  Sec- 
retary of  a  Department  or  pursuant  to 
his  authority.  The  contractor  should 
make  payment  to  his  subcontractor  in 
accordance  with  the  terms  of  the  sub- 
contract until  otherwise  so  directed. 
Any  amount  so  withheld  by  a  contractor 
or  subcontractor  shall  be  held  by  him  for 
the  account  of  the  United  States  and 
shall  be  paid  upon  a  direction  is.sued  by 
or  pursuant  to  the  authority  of  a  Secre- 
tary of  a  Department. 

«c)  Action  to  withhold  under  con- 
tracts and  subcontracts  may  be  taken 
upon  default  in  the  elimination  of  exces- 
sive profits  determined  by  agreement  as 
well  as  in  cases  of  determinations  of  ex- 
cessive profits  made  by  unilateral  order. 

§  424.424  Repayment  of  excessive 
profits  determined  by  order.  The  elimi- 
nation of  excessive  profits  determined  by 
unilateral  ordar  is  dealt  with  in  S  426.626 
of  this  subchapter. 

SUBPART  C — [reserved] 
SUBPART  D RENEGOTIATION  AND  TAXES 

§  424.440  Scope  of  subpart.  This  sub- 
part deals  with  the  effect  of  renegotia- 
tion upon  a  contractor's  Federal  income 
tax. 

§  424.441    Statutory  provisions. 

§  424.441-1  Sub.'icction  (b>  of  the  1948 
Act.  Sub.section  <b>  of  the  1948  Act  pro- 
vides in  part  as  follows: 

In  eliminating  excessive  profits  the  Secre- 
tary shall  allow  the  contractor  or  subcon- 
tractor credit  for  Federal  Income  and  excess 
profits  taxes  as  provided  In  Section  3806  of 
the  Internal  Revenue  Code. 

§  424.441-2  Section  3806  of  the  Inter- 
nal Revenue  Code.  Section  3806  of  the 
Internal  Revenue  Code  is  set  forth  in 
§  428.808-1  of  this  subchapter.  This  sec- 
tion requires,  as  a  general  rule,  that  the 
amount  of  a  contractor's  Federal  in- 
come tax.  which  has  been  assessed  for 
the  taxable  year  under  renegotiation  in 
respect  of  excessive  profits  realized  in 
such  year^e  allowed  as  a  credit  against 
the  total  "excessive  profits  to  be  elimi- 
nated. 

§  424.442  Renegotiation  after  filing  of 
Federal  tax  returns. 

§  424.442-1  Allou-ance  of  credit  for 
Federal  taxes,  'a)  The  allowance  of  a 
credit  for  Federal  taxes  is  provided  by 
section  3806  of  the  Internal  Revenue 
Code  for  the  purpose  of  relieving  con- 
tractors from  double  payments  of  exces- 
sive profits  to  the  United  States,  one  in 
the  form  of  taxes  and  again  as  excessive 
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profits,  and  to  avoid  the  necessity  for 
tax  refunds  by  the  Treasury. 

<b)  Where  excessive  profits  are  deter- 
mined for  a  taxable  year  for  which  com- 
plete Federal  income  tax  returns,  as  dis- 
tinguished from  tentative  returns,  have 
been  filed,  the  difference  between  the 
amount  of  Federal  income  tax  assessed 
in  respect  of  the  contractor's  income  for 
the  period  (including  the  excessive  prof- 
its) and  the  amount  of  Federal  income 
tax  which  would  have  been  assessed  if 
the  excessive  profits  had  been  excluded 
from  the  returns,  is  allowed  as  a  credit 
against  the  excessive  profits  determined. 

(c)  The  amount  of  the  credit  is  based 
upon  the  amount  of  taxes  asse.ssed  prior 
to  the  credit  computation.  If  the  a.s.sess- 
ment  based  upon  the  return  filed  has  not 
been  revi.sed  by  the  Bureau  of  Internal 
Revenue  then  the  credit  is  computed 
upon  the  basis  of  such  as.ses.sment.  If 
such  assessment  has  been  revised,  then 
the  credit  is  computed  upon  the  basis  of 
the  revised  a.ssessment. 

(d)  Adjustments  of  a  contractor's  re- 
turns to  reflect  the  reduction  of  taxable 
gross  and  net  income  and  the  amount  of 
tax  are  made  by  the  Bureau  of  Internal 
Revenue  after  tax  credits  have  been  al- 
lowed. Any  subsequent  changes  in  the 
contractor's  net  income  or  tax  liabilities 
are  based  upon  the.se  adjusted  figures. 
Amended  returns  are  not  to  be  filed. 

(e)  The  effect  of  this  credit  provision 
is  to  require  precisely  the  same  aggregate 
amount  of  payments  to  the  Government 
(as  taxes  and  excessive  profits)  where 
renegotiation  occurs  after  the  filing  of 
Federal  tax  returns,  as  would  have  been 
required  if  the  gross  amount  of  the  ex- 
cessive profits  had  been  repaid  to  the 
Government  prior  to  the  filing  of  the 
Federal  tax  returns  and  no  Federal  taxes 
had  been  assessed  thereon. 

§  424.442-2  Computation  of  credit  for 
Federal  taxes,  (a)  The  Bureau  of  In- 
ternal Revenue  computes  the  credit  al- 
lowable under  section  3806  of  the  In- 
ternal Revenue  Code  for  Federal  income 
tax  a.ssessed  for  a  prior  taxablj  year. 
The  contractor  must  submit  written  re- 
quests for  such  determinations  di- 
rectly to  the  Internal  Revenue  Agent  in 
Charge  of  the  Division  of  the  Bureau  of 
Internal  Revenue  where  the  contractor 
filed  its  tax  return  for  the  fiscal  year 
involved.  Form  for  requesting  compu- 
tation of  the  credit  appears  at  §  427.706 
of  this  subchapter.  The  requests  mu.st 
not  be  sent  to  the  Collector  of  Internal 
Revenue. 

(b>  Where  the  original  returns  have 
been  filed  so  recently  that  they  are  not 
available  to  the  office  of  the  Internal 
Revenue  Agent  in  Charge,  he  will  com- 
pute the  amount  of  the  tax  credit  from 
the  contractor's  retained  copies  of  the 
returns.  It  usually  requires  at  least  six 
months  after  filing,  for  a  return  to  reach 
the  office  of  the  Internal  Revenue  Agent 
in  Charge.  In  such  cases,  photostat  or 
certified  copies  of  the  returns  should 
accompany  the  requc;  ts  to  the  Internal 
Revenue  Agent  in  Charge. 

(c)  A  copy  of  the  contractor's  request 
to  the  Internal  Revenue  Agent  in  Charge 
must  be  mailed  to  the  Chairman  of  the 
cognizant  Division  of  the  A:mcd  Serv- 
ices Renetjolialion  Board. 
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S  424.442-3    [Reserved.] 

S  424.442-4  Determination  of  Federal 
tax  credit  for  partnerships  and  joint 
ventures,  (a)  Since  a  partnership  flies 
only  an  information  return  and  the  Fed- 
eral tax  is  imposed  on  the  individual 
Incomes  of  the  partners,  the  tax  credit 
to  which  a  partnership  Is  entitled  under 
section  3806  for  the  taxable  year  under 
renegotiation  is  the  aggregate  amount  of 
the  separate  credits  to  which  the  indi- 
vidual partners  are  entitled,  because 
their  shares  of  the  partnership's  income 
are  reduced  by  the  elimination  of  the 
excessive  partnership  profit.  A  request 
for  a  credit  computation  should  be  made 
for  each  partner. 

(b)  For  example,  if  A  and  B  are  part- 
ners with  60%  and  40^:0  interests  re- 
spectively, and  the  partnership  has 
realized  excessive  profits  of  $1,000,000  for 
a  prior  taxable  year,  then  the  elimina- 
tion of  $1,000,000  excessive  profits  of  the 
partnership  will  reduce  A's  taxable  in- 
come for  the  year  by  $600,000  and  B's  by 
$400,000.  Upon  request  for  a  determina- 
tion of  the  credit  under  section  3806.  the 
Internal  Revenue  Agent  in  Charge  will 
determine  the  amount  by  which  the 
elimination  of  these  excessive  profits 
would  reduce  A's  and  B's  individual  in- 
come tax  for  the  year.  The  aggregate 
amount  of  such  reductions  in  A's  and 
B's  individual  Federal  income  tax  will 
represent  the  credit  to  be  allowed  under 
section  3806.  against  the  partnership's 
obligation  to  refund  excessive  profits  of 
$1,000,000. 

§  424.442-5  Determination  of  Federal 
tax  credit  for  sole  proprietor,  partner- 
ship and  joint  venture  in  community 
property  States.  If  a  portion  of  the  ex- 
cessive profits  received  or  accrued  by  a 
sole  proprietor,  partner,  or  joint  ven- 
turer, was  included  in  the  Federal  in- 
come tax  return  of  his  or  her  spouse  by 
virtue  of  the  community  property  laws 
of  the  State  in  which  they  are  domiciled, 
the  tax  credit  allowed  under  section  3806 
will  Include  the  amount,  as  determined 
by  the  Internal  Revenue  Agent  in 
Charge,  by  which  the  spouse's  tax  is  de- 
crea.sed  by  the  elimination  of  the  ex- 
cessive profits.  In  such  ca.ses.  both  the 
husband  and  the  wife  should  submit  to 
the  Internal  Revenue  Agent  in  Charge  a 
written  request  for  a  determination  of 
tax  credit. 

§  424.442-6    Determination  of  Federal 
tas  credit  in  the  case  of  a  joint  return 
by  husband  and  vyife.    If  all  or  a  portion 
of  the  exces.sive  profits  received  or  ac- 
crued by  a  sole  proprietor,  partner,  or 
joint  venturer  was  included  in  a  Federal 
income  tax  return  made  jointly  with  his 
or  her  spouse  and  the  tax  is  computed 
with  respect  thereto  under  section  12  (d) 
of  the  Internal  Revenue  Code,  the  tax 
credit  allowed  under  section  3806  will  be 
the  amount,  as  determined  by  the  Inter- 
nal Revenue  Agent  in  Charge,  by  which 
the  tax  of  the  spouses  under  the  joint 
return  is  reduced  by  reason  of  the  elimi- 
nation of  the  excessive  profits.    In  such 
cases,  both  spouses  should  submit  to  the 
Internal    Revenue   Agent    in   Charge    a 
written  request  for  a  determination  of 
tax  credit.     (See  §  427.706  of  this  sub- 
chapter.) 


RULES  AND  REGULATIONS 

S  424.443  Renegotiation  prior  to  fil- 
ing of  Federal  tax  returns. 

5  424.443-1  Exclusion  of  excessive 
profits  from  returns,  (a)  When,  as  a 
result  of  renegotiation,  the  amount  of 
excessive  profits  is  determined  for  a  pe- 
riod for  which  Federal  income  tax  re- 
turns have  not  been  filed,  such  amount  of 
excessive  profits  may  be  excluded  from 
the  contractor's  returns  for  the  period. 

(b)  The  amount  of  excessive  profits 
eliminated  for  a  particular  taxable  year 
may  not  be  deducted  or  excluded  from 
taxable  Income  for  any  other  taxable 
year. 

(c)  For  the  tax  effect  of  renegotiation 
for  periods  for  which  Federal  income  tax 
returns  have  not  been  filed  see  IT  3577. 
IT  3611.  and  IT  3671  at  §5  428.812. 
428.813,  and  428.814  of  this  subchapter. 

§  424.443-2  Efjcct  of  tentative  tax  re- 
turn. When  a  contractor  has  filed  a 
tentative  return  for  the  year  involved 
and  has  been  granted  an  extension  of 
time  for  filing  his  completed  return,  the 
provisions  of  IT  3577.  IT  3611.  and 
IT  3671  as  noted  In  §  424.443-2  (O  will 
apply  if  the  renegotiation  takes  place 
before  the  filing  of  the  complete  return. 

§  424.444    Special   allocations   of   ex- 
cessive profits  elimination  required  for 
Federal  tax  purposes.      (a)  Where  the 
contractor  has  reported  earnings  for  Fed- 
eral tax  purposes  on  a  basis  different 
from  the  basis  upon  which  renegotiation 
is  conducted,  the  excessive  profits  to  be 
eliminated  shall,  for  puiposes  of  com- 
puting the   allowable  tax   credit  under 
section   3806   of   the   Internal   Revenue 
Code,  be  allocated  to  the  contractor's  tax- 
able year  or  years  In  which  the  renego- 
tiating agency  determines  that  such  ex- 
cessive profits  were  reported  as  Income 
in  the  tax  returns.     This  procedure  is 
applicable,  for  example.  In  cases  where 
renegotiation  has  been  conducted  on  a 
completed  contract  basis  although  the 
contractor  has  used  some  other  method 
of  accounting  for  Federal  tax  purposes  in 
reporting  income  from  some  or  all  of  the 
contracts  covered  by  the  renegotiation. 
(b>  Where    a    renegotiation    is    con- 
ducted on  a  con.solldated  basis,  excessive 
profits  to  be  eliminated  must  be  allocated 
between  the  entities  so  con.solidated  (see 
§  423.309-2  of  this  subchapter). 

(c>  The  allocation  of  excessive  profits 
Is  to  be  made  by  the  agency  conducting 
the  renegotiation  and  not  by  the  con- 
tractor. The  contractor  may,  however, 
furnish  or  be  required  to  furnl-sh  such 
supplementary  Information  in  explana- 
tion of  the  .sources  tf  taxable  income  re- 
ported for  any  year  as  may  be  pertinent 
to  .such  allocation. 

(d>  Allocations  of  excesslveprofits  to 
be  eliminated  under  paragrai^  (a)  and 
(b)  of  this  section  should  appear  in  the 
renegotiation  agreement  or  in  the  unilat- 
eral order  determining  excessive  profits 
and  al.so  in  any  request  to  an  Internal 
Revenue  Agent  in  Charge  for  tax  credit 

computations. 

SUBPART    E — INTERIM    PREP.AYMENT    OF 
EXCESSIVE  PROFITS 

5  424.450  Scope  of  subpart.  Exces- 
sive profits  are  determined  under  the  Re- 
negotiation Act  of  1948  only  pursuant  to 


a  renegotiation  proceeding  commenced 
and  conducted  in  the  manner  prescribed 
by  the  regulations  in  this  subchapter. 
Profits  refunded  prior  to  renegotiation 
will  be  deemed  to  be  excessive  profits  dt«- 
termlned  within  the  meaning  of  the  act 
only  if  such  refund  is  made  in  the  manner 
prescribed   In    §424.452   as   an   interim 
prepayment  of  excessive  profits  to  be  de- 
termined by  the  renegotiating  agency  in 
a  subsequent  renegotiation  and  only  to 
the  extent  that  the  amount  of  such  pre- 
payment is  determined  in  such  renego- 
tiation   to    constitute    excessive    profits 
within  the  meaning  of  the  act.     It  is  the 
purpose  of  this  subpart  to  discuss;  (a) 
The  circumstances  under  which  the  Sec- 
retaries will  accept,  such  interim  pre- 
payments; and  (b>  the  method  by  which 
prepayments  may  be  made.     Reference 
is  made  to  §  424.413-2  for  a  discussion 
of  the  effect  of  refunds  made  prior  to  re- 
negotiation upon  a  statutory  factor  of 
risk. 

5  424.451     Acceptance  of  prepayments 
by  renegotiating  agencies.- 


§  424.451-1  Repricing  of  specific  con- 
tracts. In  any  case  in  which  a  specific 
contract  is  amended  to  reduce  the  price 
charged  to  the  Government,  no  refund 
paid  as  a  resi^  of  such  amendment  will 
be  treated  as  a  payment  or  prepayment 
of  excessive  profits. 

§  424.451-2  Voluntary  refunds.  A 
contractor  or  subcontractor  may  wish  to 
refund  a  portion  of  his  profits  to  the 
Government  prior  to  renegotiation  with- 
out making  any  prior  binding  agreement 
or  prior  non-binding  statement  of  pol- 
icy to  make  such  refunds.  Such  a  re- 
fund will,  subject  to  the  conditions  here- 
inafter sets  forth,  be  accepted  by  a  re- 
negotlatin^gency,  as  a  prepayment  of 
f  xc-esslve  profits. 

424.452  Procedure  for  acceptance  of 
jh\'payments  of  excessive  profits.  Any 
renegotiating  agency  is  authorized  to  ac- 
cept a  refund  made  under  the  circum- 
stances set  forth  in  §  424.451-2.  subject 
to  the  following  renditions: 

(a)  Each  prepayment  muft  be  made 
pursuant  to  a  letter  aoireement  in  the 
form  prescribed  as  follows: 

(1)  If  the  refund  is  made  prior  to  the 
close  of  the  fiscal  year  to  which  it  relates, 
a  letter  agreement  in  the  form  set  forth 
In  §  427.707  of  this  subchapter  will  be 
used; 

(2)  If  the  refund  is  made  after  the 
close  of  the  fiscal  year  to  which  it  relates, 
but  before  the  Federal  tax  return  for 
such  year  has  been  filed,  a  letter  agree- 
ment in  the  form  set  forth  in  §  427.707 
of  this  subchapter  will  be  used  except 
that  the  word  "ending"  appearing  in  the 
first  sentence  of  such  form  will  be 
changed  to  "ended;" 

(3)  If  the  refund  Is  made  after  the 
Federal  tax  return  has  been  filed  for  the 
fiscal  year  to  which  the  refund  relates, 
a  letter  agreement  in  the  form  set  forth 
in  5  427.708  of  this  ."subchapter  will  he 
used.  In  tlus  latter  case.  It  will  be  neces- 
sary for  the  contractor  to  request  a  tax 
credit  under  section  3806  of  the  Internal 
Revenue  Code.  Reference  Is  made  to 
§  427.706  of  this  .subchapter  for  an  appro- 
priate form  of  letter  which,  with  the  fol- 
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lowing  change,  can  be  used  in  reque.<;t- 
ing  the  computation  of  tax  credit.  Be- 
fore using  such  form,  the  contractor 
.should  -.  insert  immediately  after  the 
words  "excessive  profits"  appearing  in  the 
first  sentence  of  such  form,  the  following 
phrase:  ",  as  such  term  is  defined  in  sec- 
tion 3806  of  the  Internal  Revenue  Code.". 

(b»  Payment  of  the  refund  must  be 
made  in  accordance  with  the  regulations 
prescribed  for  the  payment  of  refunds  re- 
ceived as  a  result  of  renegotiation  under 
the  act.  <See  5  425.502-5)  of  this  sub- 
chapter.) 

(c>  If  the  contractor  who  makes  a 
prepayment  Is  thereafter  renegotiated 
for  the  particular  fiscal  year  and  exces- 
sive profits  are  determined,  the  prepay- 
ment will  be  included  in  the  renegotlable 
receipts  or  accruals,  exce.sslve  profits,  if 
any,  will  be  determined  upon  such  basis, 
and  the  prepayment  will  be  applied  In 
elimination  of  the  excessive  profits  so 
determined. 

(d"  If  the  contractor,  for  any  reason, 
is  not  renegotiated  for  the  particular 
fi.scal  year,  the  prepayment  will  not  be 
refunded  to  the  contractor,  but  It  will 
not  be  deemed  to  be  excessive  profits 
determined  within  the  meaning  of  the 
act. 

(e)  If  the  contractor  Is  renegotiated 
for  the  particular  fiscal  year  but  If  the 
amount  of  excessive  profits  determined  is 
le.ss  than  the  prepayment,  the  prepay- 
ment will  be  applied  in  elimination  of 
the  excessive  profits  determined,  but  the 
cxce.ss  of  the  prepayment  over  the 
amount  of  excessive  profits  determined 
will  not  be  deemed  to  be  excessive  profits 
determined  within  the  meaning  of  the 
act.  However,  such  excess  cannot  be 
refunded  to  the  contractor. 

I  424.453  Treatment  of  prepayment 
for  Federal  ivco?ne  tax  purposes.  Any 
prepayment.  If  made  pursuant  to  the 
letter  agreement  set  forth  In  5  427.707  of 
this  subchapter  is  intended  to  constitute 
p.n  elimination  of  excessive  profits  within 
the  meaning  of  section  3806  of  the  In- 
ternal Revenue  Code,  and  to  be  treated 
as  a  reduction  of  taxable  income  for  the 
year  to  which  the  prepayment  relates. 
This  is  true  whether  or  not,  under 
?  424.452.  the  prepayment  Is  ultimately 
deemed  to  be  excessive  profits  deter- 
mined within  the  meaning  of  the  act. 

Adopted;  March  3,  1949. 

Prank  L.  Roberts, 
Chairman.  Military  Reneaotia- 
tion  Policy  and  Review  Board. 

Approved:  April  4,  1949. 

Louis  Johnson, 
Secretary  of  Defense. 

IF.  R.  Doc.  49  2890;  Filed,  Apr.  12,  1949; 
10:21  a.  m.| 


Chapter  V — Department  of  the  Army 

Subchapter  B — Claims  end  Accounts 

Part  533 — Gratuity  Upon  Death 

PAYMENT 

Section  533.3  Is  amended  by  changing 
paragraph  <a>,  adding  a  note  to  the  bot- 
tom of  figure  1  appearing  In  paragraph 
ibt  (2>.  and  changing  paragraph  (c),  to 
read  as  follows: 
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S  533.3  Payment — (a)  Beneficiaries. 
(1)  Pasmients  of  the  6  months'  gratuity 
pay  may  be  made  to  beneficiaries  in  the 
order  indicated  below. 

(I)  If  there  be  a  widow  (widower), 
payment  will  be  made  to  such  person 
only. 

(II)  If  there  be  no  widow  (widower), 
payment  will  be  made  to  the  child  or 
children,  If  there  are  any  entitled  to  pay- 
ment. 

(iil»  If  there  be  no  widow  (widower), 
or  child,  payment  will  be  made  to  the 
dependent  relative  previously  designated 
by  the  deceased  as  his  beneficiary  to 
whom  the  gratuity  Is  to  be  paid.  The 
classes  of  relatives  who  may  properly  be 
designated  as  beneficiaries  are  stated  in 
§  533.4. 

Note:  In  the  event  of  the  death  cf  any 
beneficiary  before  payment  to  and  collection 
by  Buch  beneficiary  of  the  amount  author- 
ized, payment  will  be  made  to  the  next  living 
beneficiary,  In  the  order  of  succession  above 
stated. 

<2)  Payment  of  6  months'  gratuity  pay 
may  not  be  made  to: 

<i>  Any  married  child  or  unmarried 
child  over  21  years  of  age  of  a  deceased 
ofiBcer  or  enlisted  person  who  is  not  actu- 
ally a  dependent  of  such  deceased  oflQcer 
or  enlisted  person.  Payment  may  not  be 
made  to  any  married  child,  notwith- 
standing the  allegation  of  dependency 
on  the  decea.sed  officer  or  enlisted  person. 

(ii»  A  person  who  takes  the  life  of  the 
deceased,  on  whose  account  death  gra- 
tuity would  otherwise  be  payable  to  such 
beneficiary. 

(Hi)  Stepparents  not  designated  and 
persons  other  than  dependent  relatives, 
standing  in  loco  parentis  to  decedent 
whether  or  not  designated. 

(3  I  If  the  deceased  per.son  had  desig- 
nated two  beneficiaries  to  receive  the 
6  months'  death  gratuity  payment,  and 
the  claim  of  the  first  designated  bene- 
ficiary has  been  disapproved  because  the 
evidence  submitted  did  not  clearly  estab- 
lish dependency  upon  him  for  support, 
or  olherwise  an  Insurable  interest  in  him, 
the  claim  of  the  second  designated  bene- 
ficiary may  not  be  con.sidered  unless  the 
first  beneficiary — who  may  desire  to  .sub- 
mit additional  evidence  tending  to  show 
dependency — has  relinquished  the  right 
to  claim  the  gratuity  payment. 

(4 1  If  there  be  no  widow  (widower^, 
child,  or  previously  designated  benefi- 
ciary, the  Finance  Officer.  St.  Louis 
Finance  Office,  U.  S.  Army.  Army  Finance 
Center.  OCF,  Building  205.  St.  Louis  20, 
Mis.souri,  will  determine  dependency  in 
accordance  with  approved  policies  and 
regulations  of  the  Department  of  the 
Army  and  the  Department  of  the  Air 
Force. 

(b»   Evidence.     •     *     • 

(2t    •     •     • 

Note:  The  offlce  administering  the  act  of 
December  17,  1919,  as  amended,  may  require 
any  additional  evidence,  other  than  that  set 
forth  above,  when  considered  necessary. 

(c)  By  whom  payment  made — (D 
Beneficiaries  residing  within  the  conti- 
nental limits  of  United  States  exclusive 
of  Alaska.  Payments  of  the  6  months' 
gratuity  pay  to  beneficiaries  residing 
within  the  continental  limits  of  the 
United  States,  exclusive  of  Alaska,  will 
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be  made  by  the  Finance  Officer,  St.  Louis 
Finance  Office.  U.  S.  Army.  Army  Finance 
Center,  OCF.  Building  205.  St.  Louis  20, 
Missouri. 

(2)  Beneficiaries  residing  in  Ala.yka  or 
outside  continental  limits  of  United 
States.  Payments  of  the  6  months' 
gratuity  pay  to  beneficiaries  residing  in 
Alaska  or  outside  the  continental  limits 
of  the  United  States  may  be  made  by  dis- 
bursing officers  designated  by  the  Chief 
of  Finance,  United  States  Army,  or  the 
Director  of  Finance.  Comptroller.  United 
States  Air  Force,  in  each  case  to  m?.ke 
the  payment. 

lAR  35-1370,  March  25.  1949]  <41  Stat. 
367.  766,  1385.  55  Stat.  796.  57  Stat.  599; 
10  U.  S.  C.  456.  903)' 

[SEAL]  Edward  F.  Witsell, 

Major  General. 
The  Adjutant  General. 

|F.    R.    Doc.    49  2810;    Filed,    Apr.    12,    1949; 
8:48a.m. I 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal    Communications 
Commission 

Part  12 — Ammeur  Radio  Service 
frequencies  and  types  of  emission  for 

USE  OF  amateur  STATIONS 

In  the  matter  of  the  amendment  of 
§  12.111  (a»  a>  of  the  Commission's  rules 
governing  amateur  radio  service  to  pro- 
vide for  restricted  amateur  radio  opera- 
tion In  the  frequency  band  1800  to  2000 
kc  on  a  shared  basis  with  the  radio  navi- 
gation (Lorant  service  .subject  to  certain 
conditions  and  limitations. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C.  on  the  6th  day  of 
April  1949: 

The  Commission  having  under  consid- 
eration the  matter  of  amending  S  12.111 
'a>  (1)  of  its  rules  governing  amateur 
radio  service  to  provide  for  restricted 
amateur  radio  operation  in  the  frequency 
band  1800  to  2000  kc  on  a  .shared  basis 
with  the  Loran  sy.stem  of  radio  naviga- 
tion and  to  delete  from  the  provisions  of 
.5  12  111  (a^  <1»  reference  to  the  band 
1750  to  1800  kc;  and 

It  appearing,  that  by  Commission  Or- 
der I  FCC  49-188)  dated  February  17. 
1949,  S  2.104  la'  of  the  Commis.sjon's 
rules  was  amended  to  show  the  United 
States  Service  allocation  of  the  frequency 
band  1800  to  2000  kc,  on  a  shared  basis, 
to  the  amateur  radio  service  and  the  ra- 
dio navigation  <Loran)  service  subject  to 
detailed  conditions  and  limitations  ap- 
plicable to  the  amateur  radio  service;  and 

It  further  appearing,  that  the  above 
mentioned  Commission  order  provided, 
among  other  things,  that  the  frequency 
band  1800  to  2000  kc  would  remain  un- 
available for  amateur  rodio  operation 
until  such  time  as  the  Commission's  rules 
governing  amateur  radio  service  had  been 
appropriately  amended  to  reflect  the  lim- 
itations and  conditions  imposed  by  the 
above  mentioned  Commission  order,  upon 
the  u.se  of  that  frequency  band  by  the 
amateur  radio  service  and  to  in.^ure  that 
all  possible  precautions  would  be  taken 
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to  observe  and  enforce  those  limitations 
and  conditions,  and  to  prevent  any  harm- 
ful interference  to  the  Loran  system  of 
radio  navigation;  and 

It  further  appearinR.  that  the  amend- 
ments herein  ordered  provide  that  the 
ase  of  this  band  by  the  amateur  service 
and  the  limitations  and  conditions  of 
such  use  as  set  forth  in  such  amend- 
ments may  be  cancelled  or  revised  with- 
out hearing  whenever  the  Commission 
shall  deem  it  necessary  or  desirable 
from  the  standpoint  of  the  priority  of 
the  Loran  system  of  radio  navigation, 
and  further  that  any  operation  by  an 
amateur  station  within  this  band  which 
causes  harmful  interference  to  the  Loran 
system  of  radio  n^vi^ation  may  be  or- 
dered terminated  immediately,  and  that 
under  these  circumstances  the  future 
use  of  this  band  by  the  amateur  service 
will  be  greatly  influenced  by  the  manner 
in  which  the  amateurs  themselves,  in- 
dividually and  collectively,  adhere  to  the 
terms  of  use  prescribed;  and 

It  further  appearing,  that  by  Commis- 
sion Order  <FCC  49-190'  dated  February 
17  1949.  §  2.104  <a)  of  the  Commission's 
rules  was  amended  to  show,  subject  to 
certain  conditions,  the  United  States  al- 
location of  the  band  1750  to  1800  kc  to 
certain    services   other   than    amateur: 

and  ^.  .„ 

It  further  appearing,  that  there  will 
be  no  substantive  changes  in  the  pro- 
visions of  §12.111  (a)  a)  of  the  Com- 
mission's rules  governing  amateur  serv- 
ice except  the  incorporation  of  the  above 
mentioned  substantive  provisions  of 
§  2  104  (a»  of  the  Commission's  rules  as 
now  in  effect  and  that  in  view  of  the  na- 
ture of  the  proposed  changes  section  4 
of  the  Administrative  Procedure  Act  is 
inapplicable;  and 

It  further  appearing,  that  authority 
for  the  amendments  herein  ordered  is 
contained  in  sections  301.  303  ta).  (b>. 
(c>.  <d>.  (p>.  <f).  *S)  and  *r)  of  the 
Communications  Act  of  1934.  as 
amended.  Article  7  of  the  general  radio 
regulations  (Cairo  Revision.  1938».  and 
Article  47  of  the  Atlantic  City  (1947' 
radio  regulations; 

//  is  ordered.  That  effective  immedi- 
ately §12.111  (a)  »1)  of  the  Commis- 
sion's rules  governing  amateur  radio 
service  Is  amended  as  set  forth  below. 

(Sec.  6  «b).  50  Stat.  191;  47  U.  S.  C. 
303  (r>.  Applies  sec.  301.  48  6tat.  1081. 
sec.  303>a>.  (b>.  (O.  (d).  <e).  >f'.  <g'. 
48  Stat.  1032.  47  U.  S.  C.  301,  303  (a». 
(b),  (C.  <d>.  <e).  (f),  and  <g).) 
Released:  April  7.  1949. 


i  SE.\L  1 


Federal  Communications 

Commission. 
T.  J.  Slowie. 

Secretary. 


Directions  for  altering  text :  Substitute 
the  following  text  for  the  present  text 
of  §  12.111  Frequencies  arid  types  of 
emission  for  use  of  amateur  stations, 
paragraph  (a >.  subparagraph  (D: 

(1»  1800  to  2050  kc.  Use  of  this  band 
by  amateur  radio  stations  Is  restricted 
as  follows: 


RULES  AND  REGULATIONS 

(i)  1800  to  2000  kc.  Use  of  this  band 
Is  on  a  shared  basis  with  the  Loran 
system  of  radio  navigation.  In  any 
particular  area  the  Loran  system  of  radio 
navigation  operates  either  on  1850  or 
1950  kc.  the  band  occupied  being  1800- 
1900  or  1900-2000  kc.  The  amateur  serv- 
ice may  use  in  any  area  whichever 
bands.  1800-1825  and  1875-1900  kc.  or 
1900-1925  and  1975-2000  kc.  are  not  re- 
quired for  Loran  in  that  area,  in  accord- 
ance with  the  following  limitations  and 
conditions: 

(a>  Mississippi  River  to  East  Coast 
U.  S.  (except  Florida  and  states  boarder- 
ing  Gulf  of  Mexico*:  1800  to  1825  kc 
and  1875  to  1900  kc.  using  type  A-1  or 
A-3  emission.  Power  input  to  the  plate 
circuit  of  the  tube  or  tubes  supplying 
power  to  the  antenna  shall  not  exceed 
500  watts  day.  200  watts  night. 

(b)  Mississippi  River  to  West  Coast 
U.  S.  "except  states  bordering  Gulf  of 
Mexico*:  1900  to  1925  kc  and  1975  to 
2000  kc.  using  type  A-1  or  A-3  emission. 
Power  input  to  the  plate  circuit  of  the 
tube  or  tubes  .supplying  power  to  the 
antenna  shall  not  exceed  500  watts  day. 
200  watts  night,  except  in  the  State  of 
Washington  where  daytime  power  is 
limited  to  200  watts  and  night-time  power 
to  50  watts. 

(ft  Florida  and  states  bordering  Gulf 
of  Mexico:  1800  to  1825  kc  and  1875  to 
1900  kc.  using  type  A-1  or  A-3  emission. 
Power  input  to  the  plate  circuit  of  the 
tube  or  tubes  supplying  power  to  the 
antenna  shall  not  exceed  200  watts  day. 
no  operation  at  night. 

(d»  Puerto  Rico  and  Virgin  Islands: 
1900  to  1925  kc  and  1975  to  2000  kc.  using 
type  A-1  or  A-3  emission.  Power  input 
to  the  plate  circuit  of  the  tube  or  tubes 
supplying  power  to  the  antenna  shall 
not  exceed  500  watts  day.  50  watts  night. 
(r>  Hawaiian  Islands;  1900  to  1925  kc. 
and  1975  to  2000  kc.  using  type  A-1  or 
A-3  emission.  Power  input  to  the  plate 
circuit  of  the  tube  or  tubes  supplying 
power  to  the  antenna  shall  not  exceed 
500  watts  day.  200  watts  night. 

(/»  The  use  of  these  frequencies  by 
stations  in  the  Amateur  Service  shall 
not  cau.se  harmful  interference  to  the 
Loran  system  of  radio  navigation.  If 
an  amateur  station  causes  such  inter- 
ference, the  station  licensee  shall,  as 
directed  by  the  Commission,  immediately 
cease  operation  on  the  frequencies 
involved. 

(g)  The  use  of  the.se  frequencies  by 
the  Amateur  Service  shall  not  be  a  bar 
to  expansion  of  the  radio  navigation 
( Loran  >  service,  and  such  use.  and  the 
limitations  and  conditions  of  such  use 
as  set  forth  above,  shall  be  considered 
temporary  in  the  sense  that  they  shall 
remain  subject  to  cancellation  or  to  re- 
vision, in  whole  or  in  part,  without  hear- 
ing, whenever  the  Commission  shall  deem 
such  cancellation  or  revision  to  be  neces- 
sary or  desirable  in  the  light  of  the 
priority  within  this  band  of  the  Loran 
system  of  radio  navigation. 

(ii)  2000  to  2050  kc.  Not  available  for 
use. 

(F.    R.    Doc.    49-2819;    Filed,    Apr.    12,    1949; 
8;50  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Comftierce 
Commission 

Part  125 — Railroad  Accidents;  Reports 
AND  Classification 

COMMON  carriers  BY  RAILROAD  ENG.\CED  IN 

interstate  or  foreign  commerce,  re- 
quired TO  MAKE  SPECIAL  REPORTS  BY 
TELEGRAM  OF  ACCIDENTS  CAUSING  DEATH 
OR  INJURY  TO  ONE  OR  MORE  PERSONS 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  3,  held  at 
its  office  in  Washington.  D.  C,  on  the 
6th  day  of  April  A.  D.  1949. 

The  Commission  having  under  further 
consideration  the  matter  of  informing 
itself  as  to  the  advisability,  in  particular 
cases,  of  investigating  "collisions,  derail- 
ments, or  other  accidents  resulting  in 
serious  Injury  to  persons"  occurring  on 
the  line  of  any  common  carrier  engaged 
in  interstate  or  foreign  commerce  by 
railroad,  as  authorized  by  section  3  of  tho 
act  of  May  6.  1910.  and  pursuant  to  the 
provisions  of  section  20  of  the  Interstate 
Coiemerce  Act : 

It  is  ordered.  That  the  requirements  of 
the  order  of  the  Commission  of  June  21. 
1911.  as  amended  by  order  of  December 
8.  1928.  be  further  amended  to  read  as 
follows; 

§  125.1  Telegraphic  reports  of  certain 
accidents.  (a>  On  and  after  June  1. 
1949.  every  common  carrier  engaged  in 
Interstate  or  foreign  commerce  by  rail- 
road shall  by  its  general  manager, 
.superintendent,  or  other  proper  offi- 
cer, immediately  after  the  occurrence 
thereof,  report  by  telegram  to  the  Inter- 
state Commerce  Commi-ssion,  at  its  ofiBco 
in  Washington,  D.  C.  any  collision  or 
derailent  of  a  train  or  of  a  hand  car. 
section  motor  car  or  other  self-propelled 
rail  car  upon  the  railroad  operated  by 
such  common  carrier  resulting  in  the 
death  or  serious  injury  of  one  or  more 
persons,  including  any  collision  with  a 
motor  vehicle  at  a  grade  crossing  result- 
ing in  the  death  or  serious  injury  of  any 
passenger,  employee,  or  other  person 
riding  on  the  train  or  on  the  hand  car. 
section  motor  car  or  other  self-propelled 
rail  car  involved  in  any  such  collision. 

(b>  The  words  "serious  injury"  as 
used  in  paragraph  <a>  of  this  section 
shall  mean  "an  Injury  to  any  person 
sufficient,  in  the  opinion  of  the  reporting 
officer,  to  incapacitate  the  Injured  per- 
.son  from  following  his  customary  voca- 
tion or  mode  of  life  for  a  period  of  moro 
than  three  days  in  the  aggregate  during 
the  ten  days  immediately  following  the 
accident."  <24  Stat.  386.  34  Stat.  593. 
35  Stat.  649.  36  Stat.  351.  556.  41  Stat 
493.  54  Stat.  916;  45  U.  S.  C.  38.  49  U.  S.  C. 
20  > 

By  the  Commission,  Division  3. 

ISEALl  W.  P.  Bartel. 

Secretary. 

IF.    R.    Doc.    49  2801:    Piled.    Apr.    12.    1343. 
8:43  a.  m.j 


Wednesday,  April  13,  1949 
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PROPOSED  RULE  MAKING 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR,  Port  1  ] 

(Docket  No.  9061] 

PROCEDURE    Relating    to    Handling    of 
Broadcast  Applications 

supplemental  notice  of  proposed  rule 
making 

1.  On  February  23.  1949  (14  F.R.  907) 
the  Commission  issued  a  notice  of  pro- 
posed rule  making  in  the  above-entitled 
matter.  Paragraph  5  of  that  notice  pro- 
vided that  Interested  iiersons  may  file 
statements  or  briefs  with  respect  to  the 
changes  proposed  on  or  before  April  4. 
1949. 

2.  By  letter  dated  March  21,  1949  the 
Federal  Communications  Bar  Associa- 
tion filed  a  request  for  extension  of  time 
within  which  to  file  a  brief  In  this  mat- 
ter, for  a  period  of  90  days  from  April  4, 
1949. 

3.  It  is  believed  that  a  90  day  exten- 
sion of  time  within  which  to  file  state- 
ments or  briefs  in  connection  with  this 
matter  would  unreasonably  delay  a  de- 
cision. However,  the  request  of  the  Fed- 
eral Communications  Bar  Association  is 
granted,  in  part,  and  the  time  within 
which  any  interested  person  may  file 
statements  or  briefs  In  the  above-en- 
titled matter  is  extended  to  May  4,  1949. 

Adopted:  March  30,  1949. 

Released:  March  31.  1949. 

Federal  Communications 

Commission, 
T.  J.  SLouaE. 

Secretary. 

IF.    R     Doc.    49-2811:    Filed.    Apr.    12.    1949; 
8:49  a.  m.l 


FEDERAL  SECURITY  AGENCY 

Food  and  Drug  Administration 

[  21    CFR,  Part  52  1 

|r>ocket  No.  FDC  53] 

Canned  Vegetabi.es  Other  Than  Those 
Specifically  Regul.\ted;  Definitions 
and  Standards  of  Identity 

notice  of  proposed  rule  m.^kino 

It  is  proposed,  by  virtue  of  the  author- 
ity vested  in  the  Federal  Security  Ad- 
ministrator by  the  provisions  of  the  Fed- 
eral Pood.  Drug,  and  Cosmetic  Act  (.sees. 
401.  701;  52  Stat.  1046,  1055;  21  U.  S.  C. 
341.  371 ) .  and  upon  the  basis  of  substan- 
tial evidence  received  at  the  public  hear- 
ing held  pursuant  to  the  notice  published 
in  the  Federal  Register  on  February  4. 
1949  tl4  F.  R.  491),  that  the  following 
order  be  made: 

Findings  of  fact.*  1.  Definitions  and 
standards  of  identity  for  canned  vege- 


'  Citations  following  each  finding  of  fact 
refer  to  the  pages  of  the  transcript  of  testi- 
mony and  the  exhibits  received  in  evidence 
at  the  hearing. 


tables  other  than  those  specifically  regu- 
lated (21  CFR,  Cum.  Supp.  52.990)  as 
promulgated  by  publication  In  the  Fed- 
eral Register  of  February  28,  1940,  es- 
tablished a  definition  and  standard  of 
Identity  for  canned  potatoes  without 
providing  for  the  use  of  calcium  salts  as 
optional  ingredients  of  such  food. 
(Ex.  2.) 

2.  In  canning  potatoes  difficulty  is 
sometimes  encountered  due  to  a  soften- 
ing of  the  potatoes  followed  by  breaking 
down  or  sloughing  off  of  the  outer  layers. 
These  effects  result  in  an  unattractive 
appearance  of  both  the  potatoes  and  the 
liquid  medium  in  which  they  are  packed. 
The  factors  responsible  for  this  condi- 
tion in  canned  potatoes  have  not  been 
established.  <R.  12,  13.  18-19,  20-21.  24. 
28.  32-33.  34,  45,  47.  49.  50.  53.  59-61. 
64-67.  75;  Ex.  4.) 

3.  Difficulties  similar  to  those  described 
In  finding  2  are  also  encountered  in 
canned  tomatoes  but  they  were  found  to 
be  overcome  to  a  large  extent  by  adding 
small  amounts  of  purified  calcium  chlo- 
ride, calcium  sulfate,  calcium  citrate, 
monocalcium  phosphate  or  mixtures  of 
these.  Experiments  have  also  shown 
that  calcium  salts  when  added  in  can- 
ning potatoes  serve  to  prevent  the  break- 
ing up  of  the  potatoes.  Investigators  be- 
lieve that  the  action  of  the  calcium  salts 
in  canned  potatoes  Is  analogous  to  the 
action  of  calcium  salts  In  canned  to- 
matoes and  that  the  firming  Is  related  to 
the  calcium  content  of  the  salts.  The 
investigations  indicate  that  the  quantity 
of  calcium  salts  needed  for  firming  po- 
tatoes varies  with  the  potatoes  being 
canned  but  that  a  quantity  expre.s.sed  in 
terms  of  the  calcium  contained  therein 
amounting  to  0,051  E>ercent  of  calcium 
by  weight  of  the  finished  canned  pota- 
toes is  sufficient  for  firming  potatoes. 
(R.  10.  12.  21.  26.  27.  29-30.  32-33.  34, 
37-38.  40-43.  47.  49-50.  52-55.  57-58.  62. 
63-68.  70-71,  74.  75.  79;  Ex.  2.  4> 

4.  In  addition  to  the  calcium  salts  u.sed 
with  canned  tomatoes  it  was  recom- 
mended that  calcium  gluconate  be  rec- 
ognized for  use  in  canned  potatoes.  The 
reasons  advanced  were  largely  theoreti- 
cal. No  evidence  that  calcium  gluconate 
Is  a  normal  constituent  of  food  was  ad- 
duced and  there  was  no  showing  that  ani- 
mal feeding  experiments  have  been  made 
to  determine  the  effect  of  long  time  u.se  of 
this  salt.  The  evidence  is  insufficient  to 
show  whether  calcium  gluconate  is  suit- 
able for  such  use.  iR.  10.  11-12.  16-17. 
28.  37-38.  39-40.  43-44.  70.  75) 

5.  Since  the  firming  of  potatoes  ap- 
pears to  depend  on  the  calcium  content 
of  the  calcium  salts  added,  a  reasonably 
Informative  label  statement  for  canned 
potatoes  to  which  one  or  more  of  the 
permitted  calcium  salts  have  been  added 

is   "Trace  of   Added,"  or 

"With  Added  Trace  o^ " 

the  blank  being  filled  with  the  words 
"Calcium  Salt"  or  "Calciiun  Salts."  as  the 
case  may  be,  or  with  the  name  or  names 


of  the  particular  "calcium  salt  or  salts 
added.     iR.  12,  30-31,  42.  69-72;  Ex.  2) 

Conclusions.  On  the  basis  of  the  sub- 
stantial evidence  of  record  and  the  fore- 
going findings  of  fact,  it  is  concluded  that 
it  will  promote  honesty  and  fair  deal- 
ing in  the  interest  of  con.sumers  to  amend 
the  definitions  and  standards  of  identity 
for  canned  vegetables  other  than  those 
specifically  regulated  to  provide  for  the 
optional  use  in  canned  E)otatoes  of  puri- 
fied calcium  chloride,  calcium  sulfate, 
calcium  citrate,  monocalcium  phosphate, 
or  any  mixture  of  two  or  more  of  these 
calcium  salts,  in  amounts  reasonably 
necessary  to  firm  the  potatoes,  but  in  no 
case  in  an  amount  such  that  the  calcium 
contained  in  such  salts  or  mixtures  is 
more  than  0.051  percent  of  the  weight  of 
the  finished  canned  potatoes,  and  to  pro- 
vide for  label  statement  of  such  optional 
ingredients. 

Wherefore,  it  is  ordered.  That  para- 
graphs (c»  (3'  and  (f»  d)  of  §  52.990  be 
re- written  to  read  as  follows: 

§  52.990    Canned  vegetables;  identity; 

label  statement  of  optional  ingredients. 

•     •     • 

(c)   •     •     • 

(3>  (i>  Starch,  in  the  xa.ses  of  white 
sweet  corn  (cream  style  or  crushed  form) 
and  yellow  sweet  corn  (cream  style  or 
crushed  form'  in  a  quantity  not  more 
than  sufficient  to  insure  smoothness. 

(ii)  In  the  case  of  potatoes,  purified 
calcium  chloride,  calcium  sulfate,  cal- 
cium citrate,  monocalcium  phosphate, 
or  any  mixture  of  two  or  more  such 
calcium  salts,  in  a  quantity  reasonably 
necessary  to  firm  the  potatoes,  but  in  no 
case  in  a  quantity  such  that  the  calcium 
contained  in  any  such  calcium  salt  or 
mixture  is  more  than  0.051  percent  of 
the  weight  of  the  finished  food. 
•  •  *  •  • 

(f)  (1)  If  optional  ingredient  para- 
graph (c)  (2>  of  this  section  is  present, 
the    label    shall    bear    the    statement 

" Oil    Added"    or    "With 

Added Oil"  <the  blank  to 

be  filled  in  with  the  common  or  usual 
name  of  the  oil » .  If  optional  ingredient 
paragraph  (c>  <3»  ui  of  this  section  is 
present,  the  label  shall  bear  the  state- 
ment "Starch  Added  to  Insure  Smooth- 
ness." If  optional  ingredient  paragraph 
(c)  (3)  (II)  of  this  section  is  present, 
the  label  shall  bear  the  statement  "Trace 

of Added  '  or  "With  Added 

Trace  of "  the  blank  being 

filled  in  with  the  words  "Calcium  Salt" 
or"  "Calcium  Salts"  as  the  case  may  be, 
or  with  the  name  or  names  of  the  par- 
ticular calcium  salt  or  salts  added.  If 
optional  ingredient  paragraph  <c>  (4»  of 
this  section  is  present,  the  label  shall 
bear  the  statement  "With  Snaps." 

Proposed  effective  date.  The  sea.son 
for  canning  potatoes  begins  in  .some  of 
the  important  canning  areas  In  the  latter 
part  of  May.  During  the  1948  packing 
season  It  was  observed  that  In   Tennes- 
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see  the  need  for  added  calcium  salts  for 
firming  potatoes  was  greater  at  the  start 
of  the  canning  season  than  it  was  later 
In  the  season.  The  proximity  of  the 
1949  packing  season  creates  an  emer- 
gency condition  in  the  matter  of  amend- 
ing the  definition  and  standard  of 
Identity  for  canned  potatoes  to  recognize 
the  addition  of  calcium  salts  as  optional 
Ingredients.  It  is  concluded  that  it  is 
necessary  for  this  amendment  to  become 
eflective  in  less  than  90  days  from  the 
date  of  publication  of  the  final  order 
in  the  Federal  Register. 

Any  Interested  person  whose  appear- 
ance was  filed  at  the  hearing  may,  within 
10  days  from  the  date  of  publication  of 
this    tentative    order    In    the    Federal 
Register,  file  with  the  Hearing  Clerk, 
Federal   Security   Agency,   Room   5109, 
Federal  Security  Building,  Fourth  Street 
.  and  Independence  Avenue,  SW.,  Wash- 
ington, D.  C.  written  exceptions  thereto. 
Exceptions  shall  point  out  with  partic- 
ularity the  alleged  errors  in  this  tenta- 
tive  order    and    shall    contain    specific 
references  to  the  pages  of  the  transcript 
of  the  testimony  or  to  the  exhibits  on 
which  such  exceptions  are  based.    Such 
exceptions   may   be   accompanied   by   a 
memorandum  or  brief  in  support  thereof. 
Exceptions  and  accompanying  memor- 
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anda  or  briefs  shall  be  submitted  in 
quintuplicate. 

Dated :  April  7,  1949. 

[SEAL]  J.  Donald  Kincsley, 

Acting  Administrator. 

I  p.   R.   Doc.   49-2820;    Filed,   Apr.    12,    1949; 
8:51  a.  m.] 


[21  CFR,  Part  146  1 

Exemption  of  Crystalline  Penicillin  G 
From  Certification 

notice  of  proposed  rule-making 

It  is  propa«:ed  that,  under  the  authority 
of  section  507  "O  of  the  Federal  Food, 
Drug  and  Cosmetic  Act  <52  Stat.  1040. 
1055.  as  amended  by  59  Stat.  463  and  61 
Stat.  11:  21  U.  S.  C.  357),  the  Federal  Se- 
curity Administrator  conclude  that  the 
requirements  of  section  502  (1)  and  507 
of  the  act  with  respect  to  crystalline 
penicillin  G  (sodium,  sodium  salt,  potas- 
sium, pota.ssium  salt)  are  no  longer 
necessary  to  insure  safety  and  efficacy  of 
use  of  such  drug,  and  that  the  following 
regulation  be  promulgated  exempting 
such  drug  from  such  requirements  by 
amending  21  CFR  146.24  by  adding  the 
following  new  paragraph: 

§  146.24  Sodium  penicillin.     •     •     * 
(f »   Eiernption  of  crystalline  penicil- 
lin   G    from    certification.    Crystalline 


penicillin  G  sodium,  crystalline  penicillin 
G  sodium  salt,  crystalline  penicillin  G 
jKJtassium,  crystalline  penicillin  G  potas- 
sium salt,  shall  be  exempt  from  the  re- 
quirements of  sections  502  <1)  and  507. 
No  provision  of  any  regulation  in  this 
part  shall  apply  to  such  drug  except  the 
standards  of  identity,  strength,  quality, 
and  purity  specified  for  Its  u.'^e  in  the 
manufacture  of  another  drug. 

It  Is  further  proposed  that  such 
amendment  shall  become  eflective  on  the 
effective  date  of  the  anticipated  recogni- 
tion of  such  drug  in  an  official  compen- 
dium through  a  monograph  pre.scribing 
standards  of  Identity,  strength,  quality, 
and  purity,  and  packaging  and  labeling 
requirements  for  .'^uch  drug. 

All  interested  per.sons  are  Invited  to 
submit,  within  30  days  from  the  date  of 
publication  of  this  notice,  comments  in 
writing  upon  the  proposed  amendatory 
regulation  addressed  to  the  Hearing 
Clerk.  Office  of  the  General  Counsel, 
Room  5109,  Federal  Security  Building. 
Fourth  Street  and  Independence  Avenue 
SW..  Washington.  D.  C. 

Dated:  April  6.  1949. 

(  seal  ]  J.  Donald  Kingslsy, 

Acting  Administrator. 

(P.    R.    Doc.    49  2804:    Filed,    Apr.    12,    1G-.9: 
8.47  a.  ml 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 

[CGFR49-€1 

Approval  of  Fquifment 

■  By  virtue  of  the  authority  vested  in  me 
as  Commandant.  United  States  Coa.st 
Guard,  by  R.  S.  4405  and  4491,  as  amend- 
ed; 46  U.  S.  C.  375.  489;  and  section  101 
of  Reorganization  Plan  No.  3  of  1946  <11 
F  R.  7875.  60  Stat.  1097.  46  U.  S.  C.  1  > ,  as 
well  as  the  additional  authorities  cited 
with  specific  items  below,  the  following 
approvals  of  equipment  are  prescribed 
and  shall  be  effective  for  a  period  of  five 
years  from  date  of  publication  in  the 
Federal  Register  unle.ss  sooner  canceled 
or  suspended  by  proper  authority: 

life  preservers,  kapok,  adult  and  child 
(jacket  tvpe) 

Approval  No.  160.002, 36  0,  Model  2. 
adult  kapok  life  preserver,  U.  S.  C.  G.. 
Specification  160.002,  manufactured  by 
General  Textile  Mills.  Inc..  Carbondale. 
Pa. 

(R  S  4417a.  4426.  4488.  4492,  35  Stat.  428, 
49  Stat.  1544,  54  Stat.  164,  166.  346,  and 
«:ec  5  <c>  55  Stat.  244.  as  amended:  46 
U  S  C  367,  391a.  396.  404.  481.  490.  526e. 
526p,  1333,  50  U.  S.  C.  1275;  46  CFR 
160.002  > 

buoyant  cushions,  kapok,  standard 

Note:  Cushions  are  for  use  on  motorboaU 
ol  classes  A,  1,  or  2  not  carrying  passengers 
r-jr  hire. 


Approval  No.  160.007/78  0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci- 
fication 160.007,  manufactured  by  Hin- 
shaw  Mattress  Co..  1913-19  Milam,  Tex- 
arkana,  Texas. 

Approval  No.  160.007; 79  0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci- 
fication 160.007,  manufactured  by  Green- 
wood Cowan  &  Piatt,  949  Asbury  Ave., 
Ocean  City.  N.  J. 

(54  Stat.  164.  166:  46  U.  S.  C.  526e,  526p; 
46  CFR  25.4-1.  160.007) 

buoyant  cushions,  non-standard 

Approval  No.  160.008,  405  0,  15"  x  15" 
x  2"  rectangular  buoyant  cushion,  20  oz. 
kapok,  flexible  plastic  film  cover  and 
straps,  stitched  seams,  specifications 
dated  March  12,  1949,  manufactured  by 
Hinshaw  Mattress  Company,  1913-19 
Milam,  Texarkana,  Texas. 

(54  Stat.  164.  166;  46  U.  S.  C.  526e.  526p: 
46  CFR  25.4-1,  160  008) 

buoyant  apparatus 

Approval  No.  160  010  3  1,  Buoyant  ap- 
paratus, pine  decking  with  copper  tanks, 
20-person  capacity,  Dwg.  No.  G-305-S, 
dated  January  2.  1947,  revised  January 
30.  1949,  manufactured  by  C.  C.  Gal- 
braith  and  Son.  Inc..  99  Park  Place.  New 
York.  N.  Y.  (Supersedes  Approval  No. 
160.010/3  0  published  in  the  Federal 
Register  of  Jul^  31.  1947.) 

Approval  No.  160.010  7/1,  Buoyant  ap- 
paratus, pine  decking  with  copper  tanks, 
5-person  capacity.  Dwg  No.  G-129,  dated 


January  20,  1937,  revised  January  31. 
1949  manufactured  by  C.  C.  Galbraith 
and '  Son.  Inc..  99  Park  Place.  New 
York,  N.  Y.  (Supersedes  Approval  No. 
160  010  7  0  published  in  the  Federal 
Register  of  July  31.  1C47.) 

Approval  No.  160  OlC  8  1,  Buoyant  ap- 
paratus, pine  decking  with  copper  tanks. 
U-person  capacity.  Dwg.  No.  G-129. 
dated  January  20.  1937,  revi.'-ed  Janu- 
ary 31  1949,  manufactured  by  C.  C.  Gal- 
braith and  Son,  Inc.,  99  Park  Place.  New 
York,  N.  Y.  (Suprr.sedes  Approval  No. 
160.010  8  0,  published  In  the  Federal 
Register  of  July  3-1,  1947.) 

(R.  S.  4417a.  4426.  4488,  49  Stat.  1544;  54 
Stat.  346.  and  sec.  5  •e>.  55  Stat.  244,  r.s 
amended:  46  U.  S.  C.  367,  391a,  404.  1333. 
50  U.  S.  C.  1275:  46  CFR  37.1-1,  59.54a. 
60.47a,  76.51a > 

mechanical  disengaging  apparatus, 
lifeboat 

Approval  No.  160.033  37  0,  Rottmer 
Type  R-50  releasing  gear,  approved  for 
maximum  working  load  of  10.000  pounds 
per  set  (5.000  pounds  per  hookt.  iden- 
tified by  General  Arrangement  Dwg.  No. 
3245-3,  dated  February  17,  1949,  manu- 
factured by  the  Welin  Davit  and  Boat 
Division  of  Continental  Copper  &  Steel 
Industries,  Inc.,  Perth  Amboy,  N.  J. 

(R  S.  4417a.  4426.  4488.  49  Stat.  1544.  54 
Stat.  346.  and  .sec.  5  (e).  55  Stat.  244,  as 
amended:  46  U.  S.  C.  367,  391a,  404.  481. 
1333.  50  U.  S.  C.  1275;  46  CFR  37.1-7. 
59.68,  76.62,  94.59) 


Wednesday,  April  13,  1949 

VALVES,  SAFETY 

Approval  No.  162.001/9  1.  Style  HN- 
MS-26.  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  600  pounds  per 
square  inch  primary  service  pressure  rat- 
ing, 750  F.  maximum  temperature;  Dwg. 
No.  HV-8-MS,  Issued  2/16  49,  and  Dwg. 
No.  D-28167,  Issued  3/11/47;  approved 
for  sizes  I'a".  2".  2>2".  3"  and  4"; 
manufactured  by  Crosby  Steam  Gage  and 
Valve  Co.,  10  Roland  St.,  Boston  29.  Mass. 
(Supersedes  Approval  No.  162.001,  9  0, 
published  In  Federal  Register  of  July 
31.  1947.) 

Approval  No.  162.001/10  1,  Style  HNA- 
MS-27,  alloy  steel  body  pop  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover.  600  pounds  per  square 
Inch  primary  .service  pressure  rating, 
900'  F.  maximum  temperature;  Dwg.  No. 
HV-IO-MS.  issued  2/16  49,  and  Dwg.  No. 
D-28167,  Is.sued  3/ 11  47;  approved  for 
sizes  I'j".  2",  2!2".  3"  and  4";  manu- 
factured by  Crosby  Steam  Gage  and 
Valve  Co..  10  Roland  St.,  Boston  29,  Mass. 
(Supersedes  Approval  No.  162.001  10  0, 
published  in  Federal  Register  July  31, 
1947.) 

Approval  No.  162.001/11/1.  Style  HNA- 
MS-37,  alloy  steel  body  pop  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover,  900  pounds  per  square 
incli.  primary  service  pressure  rating, 
900'^.  maximum  temperature:  Dwg.  No. 
HV-ll-MS,  i.s.sued  2  16  49,  and  Dwg.  No. 
28167,  issued  3  11  47;  approved  for  sizes 
I'z".  2  ',  2'2".  3"  and  4";  manufac- 
tured by  Crosby  Steam  Gage  and  Valve 
Co.,  10  Roland  St.,  Bo.ston  29,  Mass.  (Su- 
persedes Approval  No.  162.001  11  0,  pub- 
lished in  Federal  Register  July  31, 1947.) 

Approval  No.  162.001  12  1,  Style  HNA- 
MS-^8,  alloy  steel  body  pop  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover,  600  p)ounds  per  square 
inch  primary  service  pressure  rating, 
1,000'  F.  maximum  temperature;  Dwg. 
No.  HV-IO-MS.  issued  2  16  49,  and  Dwg. 
No.  D-28167,  i.s.sued  3  11  47;  approved 
for  sizes  1 '2".  2  ',2' 2".  3"  and  4";  man- 
ufactured by  Crosby  Steam  Gage  and 
Valve  Co..  10  Roland  St.,  Boston  29,  Mass. 
(Supersedes  Approval  No.  162.001  12  0, 
published  in  Federal  Register  July  31, 
1947.) 

Approval  No.  162.001  13  1.  Style  HNA- 
MS-38.  alloy  steel  body  pop  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover,  900  pounds  per  square 
inch  primary  service  pressure  rating, 
1.000'  F.  maximum  temperature:  Dwg. 
No.  HV-ll-MS.  i.-^sued  2  16  49.  and  Dwg. 
No.  EX-28167.  Issued  3  11  47;  approved 
for  sizes  1'2".2".2'2".3"  and  4";  man- 
ufactured by  Crosby  Steam  Gage  and 
Valve  Co..  10  Roland  St.,  Boston  29,  Mass. 
(Supersedes  Approval  No.  162.001  13  0, 
published  in  Federal  Register  July  31, 
1947.) 

Approval  No.  162.001  14  1,  Style  HS- 
MS-15.  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  300  pounds  per 
square  inch  primary  service  pressure 
rating,  650'  P.  maximum  temperature; 
Dwg.  No.  HV-6-MS.  issued  2,  18/49.  and 
Dwg.  No.  D-28167.  Issued  3/11/47;  ap- 
proved for  sizes  1'2".  2".  2' 2".  3  '  and 
4";  manufactured  by  Crosby  Steam 
No.  70 3 
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Gage  anJ  Valve  Co..  10  Roland  St., 
Boston  29,  Mass.  (Supersedes  Approval 
No.  162.001/14/0,  published  in  Federal 
Register  July  31.  1947.) 

Approval  No.  162.001/15/1.  Style  HS- 
MS-25,  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  450  pounds  per 
square  inch  maximum  allowable  pres- 
sure. 650°  F.  maximum  temperature, 
Dwg.  No.  HV-7-MS.  Issued  2/16  49.  and 
Dwg.  No.  D-28167,  Issued  3/11  47;  ap- 
proved for  .sizes  IVz".  2",  2^2".  3"  and 
4";  manufactured  by  Crosby  Steam 
Gage  and  Valve  Co.,  10  Roland  St.,  Bos- 
ton 29,  Mass.  (SuE>ersedes  Approval  No, 
162.001  15.  0,  published  in  Federal  Reg- 
ister July  31,  1947.) 

Approval  No.  162.001  16/1,  Style  HSA- 
MS-16,  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  300  pounds  per 
square  Inch  primary  service  pressure 
rating,  750'  F.  Maximum  temperature; 
Dwg.  No.  HV-12-MS.  Issued  2/16  49,  and 
Dwg.  No.  D-28167.  Issued  3  11  47;  ap- 
proved for  sizes  1'2",  2",  2>2".  3"  and 
4" ;  manufactured  by  Crosby  Steam  Gage 
and  Valve  Co.,  10  Roland  St.,  Boston  29, 
Ma.ss.  (Supersedes  Approval  No.  162- 
001  16  0,  published  In  Federal  Register 
July  31,  1947.) 

Approval  No.  162.001  17  1,  Style  HN- 
MS-36.  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  900  pounds  per 
square  inch  primary  service  pressure  rat- 
ing. 750'  F.  maximum  temperature; 
Dwg.  No.  HV-9-MS.  issued  2  16  49.  and 
Dwg.  No.  D-28167.  Issued  3  11  47;  ap- 
proved for  sizes  I'a".  2",  2'2",  3"  and 
4";  manufactured  by  Crosby  Steam  Gage. 
and  Valve  Co.,  10  Roland  St.,  Boston  29, 
Ma.ss.  (Supersedes  Approval  No.  162- 
001  17  0.  published  In  Federal  Register 
July  31,  1947.) 

Approval  No.  162.001  18  1,  Style  HSA- 
MS-17,  alloy  steel  body  F>op  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover,  300  pounds  per  .<;quare 
inch  primary  service  pressure  rating. 
900  F.  maximum  temperature;  Dwg.  No. 
HV-12-MS.  i.ssued  2/16  49,  and  Dwg.  No. 
D-28167.  Issued  3  11  47;  approved  for 
sizes  1'2".  2",  2'2".  3"  and  4":  manu- 
factured by  Crosby  Steam  Gage  and 
Valve  Co..  10  Roland  St.,  Boston  29, 
Ma.ss.  (Supersedes  Approval  No.  162.- 
001  18  0.  published  In  Federal  Regi.ster 
July  31,  1947.) 

Approval  No.  162.001  19  1,  Style  HSA- 
MS-27,  alloy  steel  body  pop  safety  valve, 
flanged  nozzle  type,  exposed  spring  fitted 
with  spring  cover.  450  pounds  per  square 
Inch  maximum  allowable  pressure,  900" 
F.  maximum  temperature:  Dwg.  No.  HV- 
13-MS,  issued  2  16  49.  and  Dwg.  No, 
D-28167,  is.sued  3  11  47;  approved  for 
sizes  1'2".  2".  2'2".  3"  and  4";  manu- 
factured by  Crosby  Steam  Gage  and 
Valve  Co.,  10  Roland  St.,  Boston  29,  Mass. 
(Supersedes  Approval  No.  162.00119  0, 
published  In  Federal  Register  July  31, 
1947.) 

Approval  No.  162.001  46  1,  Style  HSA- 
MS-26,  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  450  pounds  per 
square  inch  maximum  allowable  pres- 
sure, 750'  P.  maximum  temperature; 
Dwg.  No.  HV-13-MS,  issued  2/16  49,  and 
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Dwg.  No.  D-28167,  Issued  3/11,47 ;  ap- 
proved for  .sizes  1'2",  2".  2'2".  3"  and 
4";  manufactured  by  Crosby  Steam 
Gage  and  Valve  Co.,  10  Roland  St.,  Bos- 
ton 29,  Mass.  (Supersedes  Approval  No. 
162.001/46/0,  published  in  Federal  Reg- 
ister July  31,  1947.) 

Approval  No.  162.001  101/0,  Style  HS- 
MS-35.  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  600  pounds  per 
square  inch  primary  service  pressure  rat- 
ing, 650°  F.  maximum  temperature;  Dwg. 
No.  HV-7-MS,  Issued  2  16  49,  and  Dwg. 
No.  I>-28167,  Issued  3ai,47:  approved 
for  sizes  11,2",  2",  2'2",  3"  and  4"; 
manufactured  by  Crosby  Steam  Gage 
and  Valve  Co..  10  Roland  St..  Boston  29, 
Mass. 

Approval  No.  162.001 102  0.  Style 
HSA-MS-36,  carbon  steel  body  pop 
safety  valve,  fianged  nozzle  type,  exposed 
spring  fitted  with  spring  cover.  600 
pounds  per  square  Inch  primary  service 
pressure  rating.  750'  P.  maximum  tem- 
perature; Dwg.  No.  HV-13-MS.  issued 
2/16/49,  and  Dwg.  No.  D-28167,  Issued 
3/11/47;  approved  for  sizes  14",  2", 
2I2",  3"  and  4";  manufactured  by 
Crosby  Steam  Gage  and  Valve  Co.,  10 
Roland  St..  Boston  29,  Mass. 

Approval  No.  162.001  103  0,  Style 
HSA-MS-37,  alloy  steel  body  pop  safety 
valve,  fianged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  600  pounds  per 
square  inch  primary  service  pressure  rat- 
ing, 900°  P.  maximum  temperature; 
Divg.  No.  HV-13-MS,  issued  2/16  49,  and 
Dwg.  No.  D-28167,  Issued  3/11  47;  ap- 
proved for  sizes  1^2".  2  '.  2^",  3"  and 
4";  manufactured  by  Crosby  Steam  Gage 
and  Valve  Co..  10  Roland  St.,  Boston  29, 
Mass. 

Approval  No.  162.001  104  0.  Style  HN- 
MS-25,  carbon  steel  body  pop  safety 
valve,  fianged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  600  pounds  per 
.  square  inch  primary  service  pressure  rat- 
ing, 650'  F.  maximum  temperature; 
Dwg.  No.  HV-8-MS,  issued  2  16  49,  and 
Dwg.  No.  D-28167,  Is.sued  3  11/47;  ap- 
proved for  sizes  II2".  2",  2'2",  3"  and 
4";  manufactured  by  Crosby  Steam  Gage 
and  Valve  Co.,  10  Roland  St.,  Bo.ston  29. 
Mass. 

Approval  No.  162.001  105  0.  Style 
HN-MS-35,  carbon  steel  body  pop  safety 
valve,  flanged  nozzle  type,  exposed  spring 
fitted  with  spring  cover,  900  pounds  per 
square  Inch  primary  service  pressure 
rating,  650°  F.  maxffnum  temperature; 
Dwg.  No.  HV-9-MS,  issued  2/16  49,  and 
Dwg.  No.  D-28167,  issued  3  11  47;  ap- 
proved for  sizes  II2".  2",  2W ,  3",  and 
4" ;  manufactured  by  Crosby  Steam  Gage 
and  Valve  Co..  10  Roland  St.,  Boston  29. 
Ma.ss. 

(R.  S.  4417a,  4418,  4426.  4433,  49  Stat. 
1544,  54  Stat.  346,  and  .sec.  5  (c,  55  Stat. 
244,  as  amended:  46  U.  S.  C.  367.  391a, 
392.  404.  411,  1333,  50  U.  S.  C.  1275,  46 
CFR  52.65) 

valves,  pressure  vacuum  relief 

Approval  No.  162.017  59  0,  'VAC- 
REL"  Series  No.  1-N  pressure-vacuum 
relief  valve,  atmospheric  pattern,  weight 
loaded,  bronze  body,  fitted  with  flame 
screen;  for  u.se  with  inflammable  or  com- 
bustible liquids  of  Grade  "B"  or  lowe'- 
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In  direct  atmospheric  vent  system;  Dwg. 
No.  1N3-1A;  approved  for  2»2".  3"  and 
4"  sizes;  manufactured  by  Mechanical 
Marine  Co..  Inc..  17  Battery  Place.  New 
York  4.  N.  Y. 

Approval  No.  162  017/60/0.  '•VAC-REL 
Scries  No.  3-F-AT  pressure-vacuum  re- 
lief valve,  angle  type,  enclosed  pattern, 
weight  loaded,  bronze  body,  fitted  with 
flame  screen;  for  use  with  inflammable 
and  combustible  liquids  of  Grade  'A"  or 
lower  in  closed  vent  header  system;  Dwg. 
No  3F-AT-1A;  approved  for  4"  and  6" 
size':-  manufactured  by  Mechanical 
Marine  Co..  Inc.,  17  Battery  Place,  New 
Tork  4.  N.  Y. 

(R  S  4417a.  and  sec.  5  (e>.  55  Stat.  244. 
a.s  amended;  46  U.  S.  C.  391a.  50  U.  S.  C. 
1275;  46  CFR  32.7-4) 

Dated:  April  6.  1949. 

ISEALl  J.  F.  F.^RLEY, 

Admiral,  U.  S.  Coast  Guard. 

Commandant. 

|F.    R.    Doc.    49  2818:    Filed.    Apr.    12,    1949; 
8:50  a.  m.| 


NOTICES 

a  restriction  and.  therefore,  may  be  made 
effective  In  less  than  30  days  after  publi- 
cation thereof  In  the  Ffderal  Register. 
This  notice  shall  become  effective  upon 
publication  thereof  in  the  Federal  Regis- 
ter. 
(7U.  S.  C.  181  etseq.) 

Done  at  Washington.  D.  C,  this  Cth 
day  of  April  1949. 

I  SEAL  1  Preston  RiCH.\RDS, 

Acting  Director,  Livestock 
Branch.  Production  and  Mar- 
keting Administration. 

|F.    R.    Doc.    49-2821;    Filed.    Apr.  12,    1949; 
8:51  a.  m.l 


Dated  at  Washington.  D.  C.  April  8. 
1949. 
By  the  Civil  Aeronautics  Board. 

(seal!  M.  C.  Mulligan, 

Secretary. 

IF.   R.   Doc.   49-2845;    Filed.   Apr.    12.    1949; 
8:54  a.  m.) 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

shore  space  restoration  no.  414 

Correction 

In  Federal  Register  Document  49-2574, 
appearing  at  page  1651  of  the  issue  fcT 
Thur.'^day.  April  7.  1949.  the  sixth  land 
tlescription  should  read  as  follows: 

A  tract  of  land  located  on  Tee  Harbor,  an 
arm  of  Stevens  Passage.  Identified  as  Lot  'A." 
U  S.  survey  No.  2388.  containing  4  79  acres 
(HomeSite  application  of  Carls  Nils  Anderson. 
Anchorage  011332). 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

Iowa  Live  Stock  Exchange,  Cedar 
Rapids,  Iowa 

notice    REL.AT1VE   TO   POSTED   STOCKYARDS 

It  has  been  ascertained  that  the  Iowa 
Live  Stock  Exchange  at  Cedar  Rapids. 
Iowa,  originally  posted  on  November  22. 
1940.  as  being  subject  to  the  Packers  and 
Stockyards  Act.  liCl.  a.'^  amended  <7 
U.  S.  C.  181  et  seq.>  no  longer  comes 
within  the  definition  of  a  stockyard  un- 
der said  act.  Therefore,  notice  is  given 
to  the  owner  of  such  stockyard  and  to 
the  public  that  such  stockyard  is  no 
longer  subject  to  the  provisions  of  said 

act.  ,  . 

There  is  no  legal  justification  for  not 
deposting  promptly  a  stockyard  which  no 
longer  comes  within  the  definition  of  a 
stockyard  contained  in  said  act.  Delay 
in  depostinq  would  prevent  the  due  and 
timely  administration  of  the  act.  There- 
fore, good  cause  is  found  pursuant  to  sec- 
tion 4  •(a>  of  the  Administrative  Proce- 
dure Act  that  notice  and  public  procedure 
on  the  foregoing  rule  are  impracticable. 

The  foregoing  rule  is  in  the  nature  of 
a  rule  granting  an  exemption  of  relieving 
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[Docket  Nos.  1374,  2870) 

Western  Air  Lines.  Inc..  and  Inland  Air 
Lines.  Inc. 

NOTICE   OF   hearing 

In  the  matter  of  the  final  compensation 
for  the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
Western  Air  Lines.  Inc..  Docket  No.  1374 
over  its  routes  within  the  continental 
United  States  and  between  the  United 
States  and  terminal  points  in  Canada  for 
the  period  on  and  after  January  1.  1949; 
and  Inland  Air  Lines.  Inc..  Docket  No. 
2870.  over  Its  entire  system  for  the  period 
on  and  after  January  1. 1949. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, particularly  section  406  thereof, 
that  hearings  in  the  above-entitled  pro- 
ceedings are  assigned  to  be  held  on  April 
15.  1949,  at  9:30  a.  m.  (e.  s.  t.>  in  Room 
2015.  Temporary  Building  No.  5.  Six- 
teenth Street  and  Constitution  Avenue 
NW..  Washington.  D.  C,  before  Examiner 
.  James  M.  Verner. 

Dated  at  Washington,  D.  C,  April  8. 
1949. 
By  the  Civil  Aeronautics  Board. 

tSEALl  M.  C.  Mulligan, 

Secretary. 

[F.   R.    Doc.    49-2846:    Filed.    Apr.    12.    1949; 
8:54  a.m.] 


(Docket  No.  3357) 

Standard  Air  Lines.  Inc. 

notice  or  postponement  of  oral 
arcitment 

In  the  matter  fil  the  suspension  and 
revocation  of  Letter  of  Registration  No. 
826  issued  to  Standard  Air  Lines.  Inc. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amended, 
that  oral  argument  in  the  above-entitled 
proceeding,  now  assigned  to  be  held  on 
April  14.  is  postponed  to  April  18,  1949. 
at  10:00  a.  m.  <e.  s.  t.).  In  Room  5042 
Commerce  Building,  Fourteenth  Street 
and  Constitution  Avenue  NW..  Washing- 
ton, D.  C,  before  the  Board. 

Dated  at  Wa.shington.  D.  C.  April  8, 
1949. 

By  the  Civil  Aeronautics  Board. 

[SEALl  M.    C.    MULLIG/N. 

Secretai^ 

[F.   R.   Doc.    49-2843:    Filed,    Apr.    12.    1949; 
8:54  a.  m.) 


[Docket    No.    2741) 
Monarch  Air  Lines,  Inc. 

NOTICE  OF  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith,  of 
Monarch  Air  Lines,  Inc.,  over  its  entire 
system. 

Notice  ifi  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  that  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  April  14.  1949.  at  9:30  a.  m. 
(e.  s.  t.)  in  Room  2015,  Temporary  Build- 
ing No.  5,  Sixteenth  Street  and  Constitu- 
tion Avenue  NW.,  Washington,  D.  C, 
before  Examiner  Richard  A.  Walsh. 


[Docket  No.  3571]         -.- 

Chicago  and  Southern  Air  Lines,  Inc. 

liOTICE  OF  HEARING 

In  the  matter  of  the  application  of  Chi- 
cago and  Southern  Air  Lines.  Inc.,  under 
sections  401  (h>  and  401  (k)  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended,  for 
amendment  of  its  certificate  of  public 
convenience  and  necessity  for  route  No.  8 
so  as  to  eliminate  service  to  Bloomington. 
Peoria,  and  Springfield,  111.,  and  for  au- 
thority to  abandon  service  to  such  inter- 
mediate points. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amended, 
particularly  sections  401  and  1001  of  .said 
act,  that  the  above-entitled  proceeding  is 
a.ssigned  for  hearing  on  Wednesday,  April 
20,  1949.  at  10:00  a.  m.  (e.  s.  t.^  in  Room 
1011,  Temporary  Building  No.  5,  Six- 
teenth Street  and  Constitution  Avenue 
NW.,  Washington.  D.  C.  before  Ex- 
aminer Curtis  C.  Henderson. 

Without  limiting  the  scope  of  the  issues 
presented  bv  the  parties  in  this  proceed- 
ing, particular  attention  will  be  directed 
to  the  following  matters  and  questions: 

1.  Whether  exi.sting  surface  and  air 
transportation  to  Bloomington,  Peoria, 
and  Springfield  would  be  adequate  if  Chi- 
cago and  Southern  Air  Lines,  Inc..  should 
be  permitted  to  abandon  service  to  such 
cities;  and 

2.  Whether  the  direct  savings  and 
other  operating  economies  which  might 
be  effected  by  Chicago  and  Southern  Air 
Lines,  Inc.,  a;;  a  rc.^^nlt  of  the  abandon- 
ment of  service  to  Bloomington.  Peoria, 


Wednesday,  April  13,  1949 

and  Springfield  would  outweigh  benefits 
to  the  public  which  would  emanate  from 
the  continuance  of  such  service. 

Notice  is  further  given  that  any  person 
de.siring  to  be  heard  in  oppo.sition  to  the 
above  application  must  file  with  the 
Board  on  or  before  April  20,  1949,  a  state- 
ment .setting  forth  the  issues  of  fact  or 
law  which  he  desires  to  controvert. 

For  further  details  of  the  service  pro- 
posed to  be  abandoned,  interested  parties 
are  referred  to  the  application  on  file  with 
the  Civil  Aeronautics  Board. 

Dated  at  Washington.  D.  C.  April  8, 
1949. 

By  the  Civil  Aeronautic;  Board. 

I  seal  I  M.  C.  Mulligan, 

Secretary. 

|F     R     D.>c.    49  2844;     Filed.    Apr.    12,    1949; 
e:54  a.  ni.| 


FEDERAL  POWER  COMMISSION 

[Project  No.    1393] 

Pend  Oreille  Mines  &  Metals  Co. 

NOTICE  OF  APPLICATION  FOR   AMENDMENT  OF 
license    (MAJOR) 

April  7.  1949. 

Public  notice  i.s  hereby  given  that  Pend 
Oreille  Mines  &  Metals  Company  of  Spo- 
kane, Washington,  has  made  application 
under  the  Federal  Power  Act  <  16  U.  S.  C. 
791a-825r)  for  amendment  of  license  for 
major  Project  No.  1393  at  Metaline  Falls. 
Clark  Fork  of  Columbia  River,  in  order 
to  <  1  >  increase  the  diversion  tunnel  cro.ss 
section  to  provide  capacity  for  2,000  cubic 
feet  per  second  of  water  instead  of  1,000 
cubic  feet  per  second;  <2i  install  a  sec- 
ond 2.250-kilovolt-ampere  turbine  and 
generator;  and  •3i  modify  intake  gates* 
if  necessary. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  address 
of  the  party  or  parties  .so  protesting  or 
reque.^ting  should  be  submitted  on  or  be- 
fore May  11,  1949,  to  the  Federal  Power 
Commission  at  Washington.  D.  C. 


I  SEAL] 


Leon  M.  Puquay. 

Secretary. 


|F.    R.    Doc.    49  2805:    Filed.    Apr.    12.    1949; 
8:47  a.  m.l 


[Project  No.  20091 

Virginia  Electric  and  Power  Co. 

notice  of  amendment  to  application  for 
m\jor  license 

April  7,  1949. 
Public  notice  is  hereby  given  pursuant 
to  the  provision  of  the  Federal  Power  Act 
/16  U.  S.  C.  791-825r)  that  Virginia  Elec- 
tric and  Power  Company  of  Richmond, 
Virginia,  has  filed  an  amendment  of  its 
pending  application  for  major  license 
for  proposed  water  power  project  No. 
2009  to  De  located  on  the  Roanoke  River 
In  Halifax  and  Northampton  Counties. 
North  Carolina.  The  amendment  would 
increase  the  aggregate  of  the  proposed 
project's  installed  capacity  as  set  forth 
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In  the  original  application  from  98,000 
to  125,000  horsepower  and  would  provide 
for  deepening  the  tailrace  to  a  greater 
degree  than  as  contemplated  in  the  orig- 
inal application  and  extending  it  to  a 
point  about  8.000  feet  downstream  from 
the  powerhouse. 

Any  protest  against  the  approval  of 
this  application  as  amended,  or  request 
to  be  heard  thereon  at  the  public  hear- 
ing on  the  application  scheduled  to  be 
held  on  May  12,  1949,  at  10:00  a.  m.. 
(e.  d.  s.  t.>.  in  the  Hearing  Room.  Hur- 
ley-Wright Building,  1800  Pennsylvania 
Avenue.  NW..  Washington,  D.  C,  with 
the  reasons  for  such  protest  or  request, 
and  the  name  and  address  cf  the  party 
or  parties  so  protesting  or  reqaesting, 
should  be  .submitted  before  May  9.  1949, 
to  the  Federal  Power  Commission, 
Washington  25.  D.  C. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-2807;    Piled.    Apr.    12,    1949: 
8:48  a.  m.j 


[Docket  No.  G-874| 
United  Gas  Pipe  Line  Co. 

ORDER  FIXING  DATE  OF  HEARING 

On  December  27. 1948.  United  Gas  Pipe 
Line  Company  (Applicant*  filed  an  ap- 
plication for  an  amendment  to  the  cer- 
tificate of  public  convenience  and  neces- 
sity issued  previously  in  this  Docket  on 
September  2,  1947.  pursuant  to  section  7 
of  the  Natural  Gas  Act,  as  amended,  au- 
thorizing the  construction  and  opera- 
tion of  certain  natural-gas  transmission 
facilities,  subject  to  the  jurisdiction  of 
the  Commission. 

The  facilities  are  more  particularly  de- 
.scribed  in  the  application  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. 

Applicant  has  requested  that  its  appli- 
cation be  heard  under  the  shortened  pro- 
cedure provided  by  §§  1.32  (a)  and  1.3 
(b»  of  the  Commission's  rules  of  practi_^ 
and  procedure;  and  no  request  to  be 
heard  or  protest  has  been  filed  sub.se- 
quent  to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  pub- 
lication in  the  Federal  Register  on  Feb- 
ruary 15,  1949  (14  F.  R.  670). 

The  Commission  finds:  This  proceed- 
ing Is  a  proper  one  for  disposition  under 
the  provisions  of  §§  1.32  (a)  and  1.32  (b) 
of  the  Commission's  rules  of  practice  and 
procedure. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Na- 
tural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  April  22.  1949,  at 
9:30  a.  m.  (e.  s.  t.).  In  the  Hearing  Room 
of  the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue,  NW..  Washington, 
D.  C,  concerning  the  matters  Involved 
and  the  Issues  presented  by  such  appli- 
cation; Provided,  however,  That  the 
Commission  may,  after  a  non -contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
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§  1.32  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

<B»  Interested  State  commissions 
may  participate  as  provided  by  §§  1.8  and 
1.37  (f )  of  the  said  rules  of  practice  and 
procedure. 

Date  of  issuance:  April  7.  1949. 

By  the  Commission. 


1  seal ] 


Leon  M.  Fuquay, 

Secretary. 


(F.   R.   Doc.   49  2808:    Filed,    Apr.    12.    1949; 
8:48  a.  m.| 


(Docket  No.  G-1083I 

Citizens  Gas  &  Coke  Utility 

notice  of  amendment  to  application 

April  7,  1949. 

In  the  matter  of  City  of  Indianapolis 
by  and  through  its  Board  of  Directors  for 
Utilities,  a  municipal  corporation  of  the 
State  of  Indiana,  Successor  Trustee  of  a 
public  charitable  trust  doing  busine.ss 
under  the  registered  name  of  Citizens 
Gas  &  Coke  Utility.  Docket  No.  G-1083. 

Notice  Is  hereby  given  that  the  City  of 
Indianapolis  by  and  through  its  Board 
of  Directors  for  Utilities,  a  municipal 
corporation  of  the  State  of  Indiana.  Suc- 
cessor Trustee  of  a  public  charitable  trust 
doing  busine.ss  under  the  registered  name 
of  Citizens  Gas  and  Coke  Utility  (Appli- 
cant) filed  on  March  28.  1949.  an  amend- 
ment to  its  application  filed  July  15, 1948,' 
for  a  certificate  of  public  convenience 
and  necessity  pursuant  to  section  7  <c, 
e)  of  the  Natural  Gas  Act.  as  amended, 
authorizing  the  construction  and  opera- 
tion of  a  natural  gas  transmission  pipe- 
line hereinafter  described. 

Applicant  proposes  to  construct  a  16- 
Inch  O.  D.  ''i.i-inch  pipeline  approxi- 
mately 55  miles  in  length  extending  from 
a  point  on  the  transmission  pipeline  sys- 
tem of  the  Texas  Eastern  Transmission 
Corporation  "probably  in  the  vicinity  of 
Westport,  Decatur  County,  Indiana"  and 
thence  in  a  generally  northerly  direction 
to  its  Prospect  Street  plant  in  Indianap- 
olis. Indiana. 

The  application  also  recites  that  a 
commitment  has  been  received  from  a 
pipe-mill  for  an  early  1950  delivery  of 
pipe.  It  is  estimated  that  the  cost  of 
the  proposed  pipeline  will  not  exceed 
$2,400,000,  which  cost  will  be  paid  out  of 
company  funds. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooF>erative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and.  if 
so.  to  advise  the  Federal  Power  Com- 
mission as  to  the  nature  of  its  interest  in 
the  matter  and  whether  it  desires  a  con- 
ference, the  creation  of  a  board,  or  a  Joint 
or  concurrent  hearing,  together  with  rea- 
sons for  such  request. 

The  application  of  Applicant  is  on  file 
with  the  Commi.ssion  and  open  to  public 
inspection.  Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  refer- 
ence to  the  application  shall  file  with  the 

•  The  application  of  July  15.  1948,  was  filed 
under  section  7  (a)  of  the  Natiu-al  Gas  Act. 
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Federal  Power  Commission,  Washington 
25.  D.  C.  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  §§  1.8  or 
1.10.  whichever  is  applicable,  of  the  rules 
of  practice  and  procedure. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


|F.    R.    Doc.    49  2806;    Piled,    Apr.    12,    1949; 
8:47  a.  m.] 


IDocketNo.  G-11851 
EQtriTABLE  Gas  Co. 

NOTICE  OF  APPLICATION 


April  7,  1949. 
Notice  is  hereby  given  that  on  March 
29.  1949,  Equitable  Gas  Company  (Appli- 
cant ) .  a  Pennsylvania  corporation  hav- 
ing its  principal  place  of  business  at 
Pittsburgh,  Pennsylvania,  filed  an  appli- 
cation for  a  certificateH)f  public  conven- 
ience and  necessity,  pursuant  to  section 
7  (c)  of  the  Natural  Gas  Act,  as  amended, 
authorizing  the  construction  and  opera- 
tion of  the  following  natural-gas  pipe 
line  facilities. 

(1)  Approximately  15.000  feet  of  6- 
inch  pipe  line  extending  from  a  point 
near  Applicant's  Well  No.  M  484  on  the 
I.  S  Inghram  Farm  in  Center  Township, 
Greene  County.  Pennsylvania  in  a  gen- 
eral northeasterly  direction  to  various 
storage  wells  of  the  Applicant's  new 
Swarts  gas  storage  pool  in  Morris  and 
Washington  Townships,  Greene  County. 
Pennsylvania. 

(2)  Approximately  13.000  feet  of  12- 
inch  pipe  line  extending  from  a  point  on 
Applicant's  present  10-inch  pipe  line  on 
the  Jesse  Morris  Farm  in  Center  Town- 
ship, Greene  County.  Pennsylvania  in  a 
general  southerly  direction  to  Applicant's 
Rogersville  Compressing  Station  in  Cen- 
ter Township.  Greene  County,  Pennsyl- 
vania. 

Applicant  states  that  the  purpose  of 
the  proposed  facilities  described  in  <1). 
above,  is  to  enable  Applicant  to  pump  gas 
into  storage  in  said  new  Swarts  storage 
pool  and  to  remove  such  gas  therefrom. 
The  purpo.se  of  the  proposed  facilities  de- 
scribed in  1 2  > .  above,  the  Applicant  states. 
is  to  provide  Applicant  with  a  new  direct 
connection  whereby  it  can  pump  gas  re- 
ceived from  the  pipe  lines  of  Texas  East- 
ern Transmission  Corporation  through 
Applicant's  Rogersville  Compres.sing  Sta- 
tion either  to  be  placed  in  Applicant's 
underground  storage  system  or  to  be  re- 
layed at  higher  pressures  back  into  Ap- 
plicant's   transmission    system.       It    is 
stated  in  the  application  that  the  pro- 
posed facilities  do  not  involve  any  exten- 
sion of  Applicant's  service  area  but  are 
proposed  to  increase  Applicant's  ability 
to  render  dependable  service  to  present 
areas  served  as  well  as  to  serve  consumers 
coming  on  Applicants  lines  in  the  natural 
growth  of  such  areas. 

The  total  over-all  estimated  cost  of  the 
proposed  facilities  will  be  $105,700  which 
will  be  paid  by  Applicant  without  outside 
financing. 


NOTICES 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Tower  Commission  as 
to  the  nature  of  its  interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  concur- 
rent hearing,  together  with  reasons  for 
such  request. 

The  application  of  Equitable  Gas  Com- 
pany is  on  file  with  the  Commission  and 
Is  open  to  public  inspection.  Any  per- 
son desiring  to  be  heard  or  to  make  any 
protest  with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission, Washington  25,  D.  C.  not  later 
than  15  days  from  the  date  of  publication 
of  this  notice  in  the  Federal  Register,  a 
petition  to  intervene  or  protest.  Such 
petition  or  protest  shall  conform  to  the 
requirements  of  §§  1.8  or  1.10.  whichever 
is  applicable,  of  the  rules  of  practice  and 
procedure  (as  amended  on  June  16. 1947 ) . 


flcial  file  of  the  Commission  pertaining 
to  this  matter. 
By  the  Commission. 

[SEAL]  OrVAL   L.    DtjBcIS. 

Secretary. 

[F.   R.   Doc.   49-2796;    Filed,   Apr.    12.    1949; 
8:45  a.   m.) 


I  SEAL  1 


Leon  M.  Ftjquay. 

Secretary. 


I  p.    R.    Doc.    49-2809;    Filed.    Apr.    12.    1949; 
8:48  a.  ml 


SECURITIES  AND  EXCHANGE 
COMMISSION 

IFlle   No.   7-10951 
Columbia  Gas  System.   Inc. 

NOTICE  OF  APPLICATION  FOR  UNLISTED 
TRADING  PRrVILECES,  AND  OF  OPPORTUNITY 
FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.ssion,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  6th  day  of  April  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  tf)  <2)  of  the  Se- 
curities Exchange  Act  of  1934  and  Rule 
X-12F-1  thereunder,  has  made  appli- 
cation for  unlisted  trading  privileges  in 
^e  Common  Stock.  No  Par  Value,  of 
Columbia  Gas  System.  Inc..  a  security 
listed  and  registered  on  the  New  York 
Stock  Exchange  and  the  Pittsburgh 
Stock  Exchange. 

Rule  X-12F-1  provides  that  the 
applicant  shall  furnish  a  copy  of  the 
application  to  the  issuer  and  to  every  ex- 
change on  which  the  security  is  listed  or 
already  admitted  to  unlisted  trading 
privileges.  The  application  is  available 
for  public  inspection  at  the  Commission's 
principal  office  in  Washington,  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  May  5, 1949,  the  CommLssion  will 
set  this  matter  down  for  hearing.  In 
addition,  any  interested  person  may  sub- 
mit his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of 
the  Securities  and  Exchange  Commis- 
sion, Washington.  D.  C.  If  no  one  re- 
quests a  hearing  on  this  matter,  this 
application  will  be  determined  by  order 
of  the  Commission  on  the  ba-^ls  of  the 
facts  stated  In  the  appHcatilon.  and 
other  information  contained  in  the  of- 


[Flle  No.  7-1096] 
Sears,  Roebuck  L  Co. 

notice  of  application  for  unlisted  trad- 
ING PRIVILEGES,  AND  OF  OPPORTUNITY 
FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  6th  day  of  April  A.  D.  1946. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  (f)  <2)  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule  X- 
12F-1  thereunder,  has  made  application 
for  unlisted  trading  privileges  in  the 
Capital  Stock.  No  Par  "Value,  of  Sears. 
Roebuck  &  Company,  a  security  listed 
and  registered  on  the  Chicago  Stock  Ex- 
change, the  Los  Angeles  Stock  Exchange, 
the  New  York  Stock  Exchange,  and  the 
San  Francisco  Stock  Exchange. 

Rule  X-12F-1  provides  that  the  appli- 
cant shall  furnish  a  copy  of  the  applica- 
tion to  the  i.ssuer  and  to  every  exchange 
on  which  the  security  is  listed  or  already 
admitted  to  unlisted  trading  privileges. 
The  application  is  available  for  public 
inspection  at  the  Commission's  princi- 
pal office  in  Washington.  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  May  5. 1949,  the  Commission  will 
^et  this  matter  down  for  hearing.  In 
addition,  any  interested  person  may  sub- 
mit his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washington,  D.  C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facto  stated 
in  the  application,  and  other  informa- 
tion contained  in  the  official  file  of  the 
Commission  pertaining  to  this  matter. 

By  the  Commission. 

(SE\L]  Orval  L.  DuBo:s. 

Secretary. 

(F.    R.    Doc.    49-2797;    Filed,    Apr.    12.    1049; 
8:45  a.  m.| 


[File  No.  812  587] 

Bankers  Securities  Corp. 

NOTICE  OF  APPLIC.^TION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  7th  day  of  April  A.  D  1949. 

Notice  is  hereby  given  that  Bankers 
Securities  Corporation  ("Bankers")  lo- 
cated at  1315  Walnut  Street.  Philadel- 
phia 7.  Pa.,  a  registered  Investment  com- 
pany has  filed  an  applic:\tion  pursuant 
to  section  17  «b)  of  the  act  for  an  order 


Wednesday,  April  13,  1949 

of  the  Commission  exempting  from  the 
provisions  of  section  17  (a>  of  the  act, 
the  proposed  purchase  by  the  indenture 
trustee.  Continental  Bank  and  Trust 
Company  of  New  York  ^'Continental 
Bank  and  Trust"),  of  Sinking  Fund  De- 
bentures of  Albert  M.  Greenfield  Si  Co. 
("Greenfield  Company"),  pursuant  to 
tenders  which  may  be  made  by  Bankers 
In  response  to  a  general  call  for  tenders 
by  Continental  Bank  and  Trust  in  ac- 
cordance with  the  sinking  fund  provi- 
sions of  the  indenture.  Bankers  pro- 
poses to  tender  .such  number  of  Deben- 
tures as  will,  if  the  tender  is  accepted, 
exhaust  the  sinking  fund  < $168,347.15) 
at  a  price  not  yet  determined  but  within 
a  range  of  75  to  79  flat. 

Bankers  is  a  closed-end.  non-diversi- 
fied, management  investment  company. 
Bankers  owns  $2,135,700  of  the  $3.953.8'70 
In  principal  amount  of  Debentures  out- 
standing acquired  at  a  cost  of  $1,781,000. 
The  Greenfield  Company,  a  Delaware 
corporation,  is  engaged  in  the  real  estate 
manacement  and  brokerage  business. 
The  Greenfield  Company  and  Bankers 
are  under  common  control  and  are. 
therefore,  affiliated  persons  within  the 
meaning  of  section  2  <a>   <3>  of  the  act. 

The  acceptance  by  the  indenture 
trastee.  Continental  Bank  and  Trust,  of 
any  tenders  by  Bankers  of  the  Green- 
field Company  Debentures  constitutes  a 
purchase  of  such  Debentures  by  an  affili- 
ated person  (Greenfield  Company)  of  a 
registered  Investment  company  (Bank- 
ers) from  the  registered  Investment 
company  (Bankers)  and  Is  prohibited 
by  section  17  (a)  (2)  of  the  act  unle.ss 
an  exemption  therefrom  Is  granted  by 
the  Commission  pursuant  to  section  17 
(b)  of  the  act. 

All  Interested  persons  are  referred  to^ 
the  said  application  which  is  on  file  at 
the  Washington.  D.  C.  office  of  the  Com- 
mission for  a  m.ore  detailed  statement 
of  the  matters  of  fact  and  law  therein 
asserted. 

Notice  Is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commission  at  any  time  after 
April  21.  1949  unless  prior  thereto  a 
hearing  on  the  application  is  ordered 
by  the  Commission  as  provided  in  Rule 
N-5  of  the  rules  and  regulations  pro- 
mulgated under  the  act.  Any  interested 
person  may.  not  later  than  April  19. 
1949.  at  5:30  p.  m..  e.  s.  t..  In  writing, 
submit  to  the  Commission  his  views  or 
any  additional  facts  bearing  upon  the 
application,  or  the  desirability  of  a  hear- 
ing thereon  or  request  the  Commission, 
In  writing,  that  a  hearing  be  held 
thereon.  Any  such  communication  or 
request  should  be  addre.ssed:  Secretary, 
Securities  and  Exchange  Commi.ssion, 
425  Second  Street  NW..  Washington 
25,  D.  C.  and  should  state  briefly  the 
nature  and  Interest  of  the  person  sub- 
mitting such  Information  or  request- 
ing a  hearing,  the  reasons  for  such  re- 
quest and  the  issues  of  fact  or  law  raised 
by  the  application  which  he  desires  to 
controvert. 

By  the  Commission. 

[seal!  Orval  L.  DuBois, 

Secretary. 

IF.   R.   Doc.   49-2738;    Filed.    Apr.    12,    1949; 
8:45  a.  m.| 


FEDERAL  REGISTER 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411,  56  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
tJ.  S.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  P.  R.  11981. 

(Vesting  Order  12981] 

Erna  M.  Stoltze 

In  re:  Estate  of  Erna  M.  Stoltze,  de- 
ceased. File  No.  F-28-5576;  £.  T.  Sec. 
16771. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Elizabeth  Hahn  Drucklieb,  El- 
len Veronica  Hofling,  also  known  as  Ellen 
Veronica  Drucklieb,  and  Karl  Alfred 
Drucklieb,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Erna  M.  Stoltze.  de- 
ceased, is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany)  ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Viola  Barber  Fogg, 
as  Administratrix  with  the  Will  an- 
nexed, acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court  of  New 
York  County,  New  York; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  21,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[P.   R.   Doc.   49-2822;    Filed,   Apr.    12,    1949; 
8:51a.m.] 


1775 

{Vesting  Order  13026] 
Adolph  Fieseler 

In  re:  Estate  of  Adolph  Fieseler,  de- 
ceased. File  No.  D-28-12250;  E.  T.  sec. 
16476. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Christian  Fisseler  and  Adel- 
heid  Fisseler,  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  Estate  of  Adolph  Fieseler.  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  is  In  the  process 
of  administration  by  Roy  Fieseler,  as 
administrator,  acting  under  the  judicial 
supervision  of  the  County  Court,  Pen- 
nington County.  South  Dakota; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.    R.   Doc.    49-2823;    Filed,   Apr.    12.    1949; 
8:51  a.  m.J 


(Vesting  Order  13027] 
Cathep.ine  Heintz 

In  re:  Estate  of  Catherine  Heintz, 
deceased.  Pile  No.  D-28-9811;  E.  T.  sec. 
No.  13824. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Theresa  Heintz  (or  Fix) ,  mar- 
ried name  unknown,  and  Fritz  Meiniger, 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
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of  a  deslfmated  enemy  country   fCTer- 

many  ; 

2.  That  all  right.  Utle.  interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  esUte  of  Catherine  HeinU.  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nationals 
of   a  designated  enemy   country    *,Ger- 

many) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Benjamin  D.  Bur- 
dick,  as  administrator,  acting  under  the 
Judicial  supervision  of  the  Probate  Court 
of  Wayne  County.  Michigan; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  I  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  In- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  pre.scribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  194*' 

For  the  Attorney  General. 

[seal]  Malcolm  S  Mason, 

Acting  Dcputu  Director. 
Office  of  Alien  Property. 

|F.    R.    Doc.    49  2824:    Filed.    Apr.    12.    1949; 
8;51   a.  m  | 
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acting  under  the  Judicial  supervision  of 
the  Probate  Court  of  the  County  of  Mini- 
doka, SUte  of  Idaho; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Wa.shlngton,  D.  C,  on 
March  29,  1949. 

For  the  Attorney  General. 


est  of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 
All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  Uken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "deslpnated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[sEALl  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

[i      B.    Doc.    49-2826:    Filed.   Apr.    12.    1949: 
8:51  a.  m.] 


[s«ALl  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

IP.    R.    Doc.    49-2825:    Filed.    Apr.    12.    1949: 
8:51   a-  m.i 


IVesting  Order  13033] 
Karl  Lobusch 

In  re:  Estate  of  Karl  Lobusch,  also 
known  as  Karl  Lobush.  decea.sed.  File 
No.  D-28-12540;  E.  T.  sec.  16751. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Mina  Westphal  and  Erna 
Boltz.  abo  known  as  Erna  Bobka.  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
de.sipnated  enemy  country  ( Germany  > ; 

2.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Karl  Lobu.sch,  alt^o  known  as  Karl  Lo- 
bush, decea.sed,  is  property  payable  or 
deliverable  to  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany  > ; 

3.  That  such  property  is  In  the  process 
of  adminLstjaUon  by  The  Idaho  First 
National  Bank.  Boise.  Idaho,  as  trustee. 


fVestmg  Order   13047] 

EnNEST  Wolf 

In  re-  Estate  of  Ernest  Wolf,  deceased. 
File    No.    D-28-10234;    E.    T.    sec.    No. 

16736.  ^     rr.     ^ 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1  That  Karl  'Carl*  Wolf,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  the  heirs,  names  unknown,  of 
Ernest  Wolf,  deceased,  who  there  Is 
reasonable  cause  to  believe  are  residents 
or  Germany,  are  nationals  of  a  desig- 
nated enemy  country  "Germany) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Ernest  Wolf,  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by,  the  afore^^aid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  James  I.  Bowers, 
as  Administrator  Durante  Absentia,  act- 
ing under  the  judicial  supervision  of  the 
County  Court  of  Somerset  County,  Nev>- 
Jersey; 

and  it  Is  hereby  determined: 

5.  That  to  the  extent  that  the  person 
named  In  suparagraph  1  hereof  and 
the  heirs,  names  unknown,  of  Ernest 
Wolf,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 


IVestlriR  Order  13053] 

Anton  Fuerchtenicht 

In  re:  Bonds  owned  by  and  debt  owing 
to   Anton    Fuerchtenicht.     D-28-10301- 

G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  inve."=tiKation.  it  is  hereby  found: 

1.  That  Anton  Fuerchtenicht.  wlwse 
la.st  known  address  is  Johann  Wolf  Str. 
8.  Norten  Hardenberg.  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as 
follows: 

a.  Two  «2)  United  Slates  2»2'"t  Treas- 
ury Bonds,  of  $1,000  face  value,  each,  due 
1963-68,  bearing  the  numbers  43172B  and 
43172C  in  bearer  form,  presently  in  the 
custody  of  Henry  Southoff.  4  Court 
Street.  Bay  Park.  Long  Island.  New  York, 
and  any  and  all  rights  thereunder  and 
thereto,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Anton  Fuerchtenic!:t.  by 
James  J.  McCarthy.  32-22  79th  STeet. 
Jackson  Heights.  Long  Island.  New  York, 
and  Henrv  Southoff,  4  Court  Street.  Bay 
Park  Long  Wand.  Nrw  York,  in  the 
amount  of  $51  92  as  of  March  9.  1949.  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable'  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Ls  evi- 
dence of  ownership  or  control  by.  Anton 
Fuerchtenicht,  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
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national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|P.    R.    Doc.    49-2827;    Piled.    Apr.    12,    1949; 
8:52   a.  m.] 


(Vesting  Order  13071] 
LuDwic  Dreyfuss 

In  re:  Trust  under  will  of  Ludwig 
Dreyfass.  deceased.  File  No.  D-66-92; 
E.  T.  .sec.  1802. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found : 

1.  That  the  Mayor  (Burgomeister) 
and  the  President  of  the  Chamber  of 
Commerce  <Vorsitzender  de  Handel- 
skammer)  in  the  City  of  Mannheim,  in 
the  Grand  Duchy  of  Baden,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany" ; 

2.  That  the  person  or  persons,  names 
unknown,  who  are  the  beneficiaries  of 
the  trust  created  under  paragraph  2nd 
of  the  will  of  Lud\.  ig  Dreyfuss.  deceased, 
who.  if  Individuals,  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, and.  if  corporations,  partner- 
ships, associations  or  other  organiza- 
tions, there  Is  reasonable  cause  to  believe 
are  organized  under  the  laws  of  and 
maintain  their  principal  places  of  busi- 
ness in  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  the  person  or  persons,  names 
unknown,  having  the  management  of 
the  trust  created  under  paragraph  2nd 
of  the  will  of  Ludwig  Dreyfuss,  deceased, 
who.  If  Individuals,  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, and,  if  corporations,  partner- 
ships, associations  or  other  organiza- 
tions, there  is  reasonable  cause  to  be- 
lieve are  organized  under  the  laws  of 
and  maintain  their  principal  places  of 
biLsiness  in  Germany,  are  nationals  of 
a  designated  enemy  country  i Germany) ; 

4.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1,  2  and  3  hereof.  In  and  to 
the  trust  created  under  paragraph  2nd 
of  the  wUl  of  Ludwig  Dreyfuss.  deceased, 
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Is  property  payable  or  deliverable  to.  or 
claimed  by  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

5.  That  such  property  is  in  the  proc- 
ess of  administration  by  the  Conti- 
nental Bank  &  Trust  Company  of  New 
York,  as  substituted  trustee,  acting  un- 
der the  Judicial  supervision  of  the  Sur- 
rogate's Court,  County  of  New  York, 
New  York; 

and  it  is  hereby  determined: 

6.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof,  the 
person  or  persons,  names  unknown,  who 
are  the  beneficiaries  of  the  trust  created 
under  paragraph  2nd  of  the  will  of  Lud- 
wig Dreyfuss,  deceased,  and  the  person 
or  persons,  names  unknown,  having  the 
management  of  the  trust  created  under 
paragraph  2nd  of  the  will  of  Ludwig 
Dreyfuss.  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany* . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49-2828:    Piled.    Apr.    12.    1949; 
8:52   a.   m.] 


[Vesting  Order  13080] 
TSUNEO  AND  SUMERU  MiYAZAWA 

In  re :  Rights  of  Tsuneo  Miyazawa  and 
Sumeru  Miyazawa  under  Insurance  Con- 
tract.    Rle  No.  F-39-4914-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  T.suneo  Miyazawa  and  Sumeru 
Miyazawa,  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.042,108,  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal,  Quebec,  Canada,  to 
Tsuneo  Miyazawa.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (Including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  oflQces  and  legal  reserves 
maintained  in  the  United  States), 
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is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  hold  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Tsuneo  Miya- 
zawa or  Sumeru  Miyazawa,  the  aforesaid 
nationals  of  a  designated  enemy  coimtry 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan).  , 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-2829;    Piled,    Apr.    12,    1949; 
8:52  a.  m] 


[Vesting  Order  13082] 
Koto  Nag 


In  re:  Rights  of  Koto  Nao  under  In- 
surance Contract.  File  No.  F-39-4474- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Koto  Nao,  whose  last  known 
address  Is  Japan,  Is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  4.038,951,  i.ssued 
by  the  New  York  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Shigetaro 
Nao,  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  per.'-jon  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 
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All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certiflcatlon,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescrit>ed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P    R.    Doc.    49  2830;    Filed,    Apr.    12.    1949; 
8:52  a.  ir.  | 


NOTICES 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 
For  the  Attorney  General. 

[SKALl  David  L.  Bazelon. 

Assistant  Attorney  General 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.   49-2831;    Piled,   Apr.    W.    1949; 
e.b'i  a.  m.| 
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[Vesting  Order  13087] 

Fritz  Rocs 

In  re:  Rights  of  Fritz  Roo-.  under  in- 
surance contract.     Pile  No.  13-28-9334- 

H— 2 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Fritz  Roos.  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  <  Germany  > ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  87928,  is- 
sued by  the  Workmen's  Benefit  Fund. 
Brooklyn  27.  New  York,  to  Karl  Roos, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  ^ Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
namfd  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  ot 
Executive  Order  91S3,  as  amended. 


[Vesting  Order  130901 
William  Schade 

In  re:  Estate  of  William  Schade.  de- 
ceased. File  No.  I>-28-9429;  E.  T.  sec. 
12606. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Arthur  Schade.  Walter  Schade, 
Irma  Horstmann.  Arthur  Horstmann. 
Ella  Horstmann.  Gertrud  Porath,  Ger- 
trud  Starzak.  Willi  Schade.  and  Walter 
Schade,  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
•  Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  William  Schade.  deceased. 
Is  property  payable  or  deliverable  to.  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country   (Germany); 

3.  That  such  property  is  in  the  process 
of  admini.«;tration  by  Francis  J.  Mulligan. 
Public  Administrator  of  New  York  Coun- 
ty, as  Administrator,  acting  under  the 
judicial  supervision  of  the  Surrogate's 
Court.  New  York  County.  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  intere.st  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


f Vesting  Order  13096] 
Skitaro  and  Kiyome  Uyeda 

In  re:  Rights  of  Seitaro  Uyeda  and 
Kiyome  Uyeda  under  Insurance  Con- 
tract.    File  No.  F-39-4893-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Seitaro  Uyeda  and  Kiyome 
Uyeda.  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,016.231.  is.sued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Seitaro  Uyeda.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  re.serves  main- 
tained in  the  United  States). 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  Seitaro 
Uyeda  or  Kiyome  Uyeda.  the  afore.said 
nationals  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.<:crlbed  al)ove.  to  be  he'd.  u.<;ed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "de^ipnated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  30,  1949. 

For  the  Attorney  General. 

[  seal  1  David  L.  Ba  elow. 

Assistant  Attorney  Gcnc.ril, 
Director.  Office  of  Alien  Propcriy. 

[F.    R.    Doc.    49  2833;    Filed.    Apr.    12,    ICJO; 
8:£3  a.   m.| 


[F.    R.   Doc.    49-2832:    Filed,   Apr.    12. 
8  53  a.  m.) 


1949; 


[Vesting  Order  13097] 
Kanemasa  Wakam.\tsu 

In  re:  Rights  of  Kanemasa  Wakamatsu 
under  insurance  contract.  File  No.  F- 
39-1550-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
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utive  Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kanemasa  Wakamatsu.  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.042,190.  Issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal,  Quebec,  Canada,  to 
Kanemasa  Wakamatsu,  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds  (including  without  lim- 
itation the  right  to  proceed  for  collec- 
tion against  branch  offices  and  legal 
reserves  maintained  in  the  United 
States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|P.    R.    Doc.    49-2834;    Filed,    Apr.    12,  1949; 
8:53  a.  m.J 


(Vesting  Order  13100] 
Kichitaro  Yanagihara 

In  re:  Rights  of  Kichitaro  Yanagihara 
under  insurance  contract.  File  No.  F-39- 
3307-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  is  hereby  found: 

1.  That  Kichitaro  Yanagihara,  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,020,150,  issued 

No.  70 4 
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by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal,  Quebec,  Canada,  to 
Kichitaro  Yanagihara,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.    Doc.   49-2835:    PUed,   Apr.    12,    1949; 
8:53  a.  m.] 


(Vesting  Order  13101] 
Shichinosuke  Yesawa 

In  re:  Rights  of  Shichinosuke  Yesawa 
under  insurance  contract.  File  No. 
F-39-4924-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Ordei;9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Shichinosuke  Yesawa.  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1,022,808,  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal,  Quebec,  Canada,  to 
Shichinosuke  Yesawa.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States) , 

Is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  deliv- 
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erable  to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C  on 
March  30,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    492836;    Filed,    Apr.    12,    1949; 
8:53   a.   m.j 


(Vesting  Order  13102] 
Cheyo  Yosunaka 


In  re:  Rights  of  Cheyo  Yosunaka  un- 
der Insurance  Contract.  File  No  D-39- 
19179-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Cheyo  Yosunaka,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  5411324,  issued 
by  the  Pacific  Mutual  Life  Insurance 
Company.  Los  Angeles  14.  California,  to 
Nakazo  Yosunaka.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of.  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
'Japan); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 
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All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.   Doc.   4&-2837;    Filed,    Apr.    12.    1949; 
8:53  a.  m.l 


NOTICES 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   B.   Doc.   49-2786;    Filed,    Apr.    11,    1949; 
8:52  a.  m.) 


[Vesting  Order   13088] 
Kaztio   Sasada 


In  re:  Rights  of  Kazuo  Sasada  under 
Insurance  contract.    File  No.  F-39-4895- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kazuo  Sasada.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.018,248.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada,  Montreal,  Quebec,  Canada,  to 
Fukujiro  Sasada.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States), 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparasraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
( Japan >. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 


[Vesting  Order   13094] 
Mrs  Hana  Suzuki 

In  re:  Rights  of  Mrs.  Hana  Suzuki, 
under  insurance  contract.  File  No. 
F-39-6379-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Mrs.  Hana  Suzuki,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insurance 
evidenced  by  policy  No.  1.092.038.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Mrs.  Hana  Suzuki,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained  in  the  United  States), 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.  R.   Doc.  49-2788;    Filed,   Apr.    11.    1949; 
8:53  a.  m.) 


[Vesting  Order  11528.  Amdt.. 
Thusnelde  Heinzelmann 

In  re:  Stock  owned  by  Thusnelde 
Heinzelmann,  also  known  as  Thusnelda 
Heinzelmann,  as  Thusnelde  Heintzel- 
mann  and  as  Thusnelda  Heintzelmann. 

Vesting  Order  11528.  dated  June  25, 
1948,  is  hereby  amended  as.  follows  and 
not  otherwise: 

1.  By  deleting  from  Exhibit  A.  at- 
tached to  and  by  reference  made  a  part 
of  Vesting  Order  11528.  the  words  "no 
par  value",  the  certificate  number 
"014206"  and  the  number  of  shares  "10  '. 
get  forth  with  respect  to  capital  stock 
of  Spencer  Kellogg  b  Sons,  Inc.,  Buffalo. 
New  York,  and  sub.stituting  therefor  the 
par  value  "$1.00 ',  the  certificate  number 
"0478"  and  the  number  of  shares  "20  ', 
and 

2.  By  deleting  subparagraph  2-b  of 
said  Vesting  Order  11528,  and  substitut- 
ing therefor  the  following: 

b.  Four  (4>  .shares  of  $100  par  value 
capital  stock  of  Spencer  Kello^'g  L  Sons 
Inc..  Buffalo,  New  York,  a  corporation 
organized  under  the  laws  of  the  State  of 
New  York,  evidenced  by  a  certificate 
numbered  018924.  for  two  <2)  shares  of 
no  par  value  .stock,  registered  in  the  name 
of  Miss  Thusnelda  Heinzelmann.  and 
presently  in  the  custody  of  The  Marine 
Midland  Trust  Company  of  New  York, 
120  Broadway,  New  York  15.  New  York, 
together  with  all  declared  and  unpaid 
dividends  thereon,  and  all  rights  to  re- 
ceive a  new  certificate  for  shares  of  $1.00 
par  value  stock,  and 

All  other  provisions  of  said  Vesting 
Order  11528  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pursu- 
ant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal'  David  L.  Ba7elon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.   Doc.   49-2838:    Filed,    Apr.    12.    1949. 
8  54  a.  m.l 


[Vesting  Order  11614,  Amdt] 

Frank  Hesslinger  ex  al. 

In  re:  Stock  and  a  bank  account  owned 
by  Frank  Hesslinger.  Sophie  Hesslinpt  r. 
al.so  known  as  Sophia  HessUngcr  and 
Fanny  Hesslinger.  al.so  known  as  Fannie 
He.sslinger.     F-28-8295-A-1. 

Vesting  Order  11614.  dated  July  9. 
1948,  is  hereby  amended  as  follows  and 
not  otherwise: 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  piu-suant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Frank  Hesslinger.  Soph:-' 
He-sslinger,  also  known  as  Sophia  He--- 
linger  and  Fanny  Hesslinger,  also  known 
as  Fannie  Hesshnger,  each  of  whose  la^-t 
known  addre.^^s  is  13  (a)  Thundorf  Po  t 
Freystadt   Oberfalz,   Bayern,   Germany. 


Wednesday,  April  13,  1949 

are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Those  certain  shares  of  stock  de- 
scribed in  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  reg- 
istered in  the  names  of  the  F>ersons  set 
forth  in  Exhibit  A,  presently  In  the  cus- 
tody of  Bank  of  America  National  Trust 
and  Savings  Association,  Ventura,  Cali- 
fornia, together  with  all  declared  and 
unpaid  dividends  thereon, 

b.  One  himdred  ninety  one  (191) 
shares  of  $12.50  par  value  capital  stock 
of  Bank  of  America  National  Trust  and 
Savings  A.s.sociation,  300  Montgomery 
Street,  San  Francisco  20.  California,  evi- 
denced by  the  certificates  listed  below, 
registered  in  the  names  of  the  persons 
listed  below  in  the  amounts  appearing 
opposite  each  name  as  follows: 
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Ital  stock  of  Transamerlca  Corporation, 
Montgomery  Street  at  Columbus  Ave- 
nue, San  Francisco,  California,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  Delaware,  evidenced  by  the  cer- 
tificates listed  below,  registered  in  the 
names  of  the  persons  listed  below  in  the 
amounts  appearing  opposite  each  name 
as  follows: 


Registered  owner 

Ortifl- 
cate  No. 

Xuraf)er 
of  stiaros 

Sophie  Hes-'linger       .       

A82K)8 
As2HfW 

AH2>*7 
GU3H8 

12 

Frank  He.>uiIinKerand  Sophie  Hess- 
linger, jt.  ten. 

Frank     HesslinRpr,    trustee    for 
Fanny  Ile-vsliniJer. 

8 
01 

2 
62 
10 

6 

Reifistered  owner 

Certificate 
No. 

Num- 
ber of 
shares 

Sophie  He.v!ilnjer 

SFM27440 

8FTW41 

8FS24779 

SFA.SMfil 

NYA 14430 

8FA4022.'5 

8FE6410 

8FE6411 

SFE12857 

SFE21!»73 

SFE2I874 

.'^Ft244W 

8FHWII.-..V. 

8FS3772 

lIK) 

Frank    UessUiig^    and    6ophl« 
Hesslinger,  ]t.  t«n. 

Frank    Hesslinger,    trustee    for 
Fanny  Hesslinger. 

24 
IS 

KH 
IIKI 

101 
lOI 
1(X) 
100 

lOo 
m 

81 
34 

said  certificates  presently  In  the  cus- 
tody of  the  branch  oflBce  of  the  aforesaid 
bank  located  at  Ventura,  California,  to- 
gether with  all  declared  and  unpaid  div- 
idends thereon, 

c.  One  thousand  one  hundred  forty 
seven  (1147)  shares  of  no  par  value  cap- 


said  certificates  presently  In  the  custody 
of  Bank  of  America  National  Trust  and 
Savings  Association,  Ventura,  California, 
together  with  all  declared  and  unpaid, 
dividends  thereon,  and  all  rights  under  a 
stock  reclassification  of  July  29,  1937  by 
the  aforesaid  corporation,  and 

d.  That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association,  660  South 
Spring  Street,  Los  Angeles,  California, 
arising  out  of  a  commercial  account,  en- 
titled Frank  and  Sophie  Hesslinger. 
maintained  at  the  branch  oflflce  of  the 
aforesaid  bank  located  at  Ventura.  Call- 

EXRIBIT  A 
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fomla.  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
.erable  to,  held  on  behalf  of.  or  on  account 
Of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 
'  The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Niinie  an<l  a'ldress  of  i>>'Ulng  corporation 


Bancanicrlca-Blalr  Corp.  (name  changed  to  Blalr  4  Co.,  Ino.  (N.  Y.)), 
44  Wall  St.,  New  York  5,  N.  Y. 


Sunset  Pacific  Oil  Co.  (now  Sunset  Oil  Co.),  208  W.  8th  St.,  Los  Ange- 

lea  14.  Calif, 
Ford  Motor  (To.,  Ltd.,  88  Regent  St.,  London  W.  1,  England 


Hearst  Consolidated  Publications,  Inc.,  4.'>8  South  Spring  St.,  Los 
Angeles  1.1.  Calif. 


Julian  Oil  <1  Royalty  Co. 


State  of  Incorporation 


New  York. 


California 

Great  Britain. 
California 


Certifi- 
cate No. 


41923 

41924 
41925 
37359 

fiy204 
la-ikv? 

904 

11902$ 

4.1707 

6237 


Number 
of  shares 


Registered  owner 


18 

8 

34 

39 

■a 
a 

20 
20 
34 


Frank  Hesslinger  and  Sophie  Hesslinger,  in  Joint  tenancy. 

Frank  Hesslinger.  tnistee  for  Fanny  Hesslinger. 
bophle  Hesslinger. 
Do. 

Frank  Hesslinger  and  Mrs.  Sophie  Hesslinger. 

Do. 
Fra^  Hesslinger  ^nd  Sophie  Hesslinger,  as  Joint  lenanU 
with  the  right  of  survivorship. 

Do. 
Sophia  Hesslinger. 

Do. 


(P.  R.  Doc.  49-8839;  Filed.  Apr.  12.  1949;  8:54  a.  m.] 


IVestlng  Order  12251,  Amdt.] 
Deutsche  Ueberseeische  Bank  A.  G. 

In  re:  Stock,  bonds,  coupwns,  scrip 
certificate  and  bank  accounts  owned  by 
Deutsche  Ueberseeische  Bank  A.  G.,  also 
known  as  Banco  Aleman  Transatlantico 
and  Banco  Alemao  Transatlantico. 
F-28-1285-A-1. 

Vesting  Order  12251.  dated  October  27, 
1948,  is  hereby  amended  as  follows  and 
not  otherwise:  By  deleting  from  Exhibit 
A,  attached  to  and  by  reference  made  a 
part  of  said  Vesting  Order  12251  the  face 
value  $1,000  .set  forth  with  respect  to 
certificate  numbers  C058564.  058557  and 
049178  180  Conversion  Office  German 
Foreign  Debts  3%  Dollar  Bonds  and  sub- 
stituting therefor  the  face  value  of  $100 


each  for  certificate  numbers  C058564, 
058557  and  049178  180. 

All  other  provisions  of  said  Vesting 
Order  12251  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of 
the  United  States  in  reliance  thereon, 
pursuant  thereto  and  under  the  author- 
ity thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49  2840;    Filed,    Apr.    12,    1949; 
8:54  a.  m.j 


(Vesting  Order  13108] 
Samy  Takaichi  Saictoai 

In  re:  Stock  owned  by  Samy  Takaichi 
Sakurai,  also  known  as  Ryuichi  Sakural. 
Takaichi  Sakurai,  Samy  Sakural,  S.  T. 
Sakurai,  and  as  Takaichi  R.  Sakurai. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Samy  Takaichi  Sakurai,  al.so 
known  as  Ryuichi  Sakural,  Takaichi  Sa- 
kurai, Samy  Sakurai,  S.  T.  Sakurai.  and 
as  Takaichi  R.  Sakurai  whose  last  known 
address  Is  Yokohama,  Japan,  Is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan) ; 
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2.  That  the  property  described  as 
follows:  Five  thousand  (5,000)  shares 
of  capital  stock  of  Mother  Lode  Coali- 
tion Mines  Company,  New  York.  New 
York,  evidenced  by  certificates  num- 
bered 105079  105103.  106035/ 106056  and 
106725/106727  for  one  hundred  (100) 
shares  each,  presently  in  the  custody  of 
California  Bank.  City  Market  Office.  863 
S.  San  Pedro  Street.  Los  Angeles  14,  Cali- 
fornia, together  with  all  declared  and 
unpaid  dividends  thereon, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 


NOTICES 

national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 


erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazklom, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 


I  P.  R.  Doc. 
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VOLUME  14  'V/    '^^,'Lc,^^  ^ 

^A/ITEO  ^  NUMBER  71 

Washington,  Thursday,  April  14,  1949 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — OflRce  of  the  Housing 
Expediter 

(Rent  i^ocedural  Reg.  2] 

Part  840 — Procedure 

Rent  Procedural  Regulation  2 
(§§840  101  to  840  153)  is  hereby  issued 
to  read  as  follows; 

Pursuant  to  the  authority  of  the  Hous- 
ing and  Rent  Act  of  1947.  as  amended 
(Pub.  Laws  129.  422  and  464.  80th  Cong.; 
Pub.  Law  31.  81st  Cong.)  in  order  to  pro- 
vide for  orderly  procedures  the  following 
rules  are  prescribed  for  adjustments,  ad- 
ministrative review  and  interpretations 
under  the  maximum  rent  regulations : 
Sec. 

840.101     Purpose  of  (i  840.101  to  840.153. 

LANDLORDe'  PrrmoNS  and  Tenants'  Applica- 
tions   AND    Action    on    the    Area    Rent 

DiKECTOR'S    INITIATIVK 

840  102     Petitions  and  applications. 

840.103  Methods  of  filing,  form,  contents 
and  service. 

840  104  Response  to  landlord's  petition  or 
tenants'  application  and  service. 

840  105     Petitioner's  or  applicant's  rebuttal. 

840.106  Joint  petitions  and  applications; 
consolidations. 

840  107  Investigation  by  the  Area  Rent  Di- 
rector. 

840.108  Action  by  the  Area  Rent  Director  on 
his  own  initiative. 

840  1 09     Action  by  the  Area  Rent  Director. 

840.110  Evidence  not  subject  to  landlord's 

or  tenant's  control. 

840.111  Oral  testimony. 

Landlords'   and  Tenants'   Applications   roR 
Rkvikw  or  Area  Rent  Director  s  Action 

840.112  Landlords'  and  tenants'  applications 

for  review  and  service. 

840.113  Stay  of  landlord's  obligation  to  re- 

fund. 

840.114  Response  to  application  for  review 

and  service. 

840.115  Applicant's  rebuttal. 

840.116  Action  by  the  Regional  Housing  Ex- 

pediter on  application  for  review. 

840.117  Stay  of  certificates  relating  to  evic- 

tion. 

840.118  Evidence  not  subject  to  landlords' 

or  tenants'  control. 

840.119  Oral   testimony. 


Appeals  to  the  Housing  ExPEDrrcR 

general  provisions 
Sec. 

840.120  Right  to  appeal. 

840.121  Scope  of  appeals. 

840.122  "Hme  and  place  of  filing  appeals. 

840.123  Form  and  contents  of   appeals. 

840.124  Assignment   of   docket   number. 

840.125  Joint  appeals;  consolidation. 

840.126  Stay    of    landlord's    obligation    to 

refund. 

840.127  Stay     of     certificates     relating     to 

eviction. 
840  128     Response  to  appeals. 

evidence  and  briefs 

840.129  Submission  of  briefs. 

840.130  Introduction  of  evidence  Into  record 

of  appeal  proceeding. 

840.131  Receipt  of  oral  testimony  and  evi- 

dence    not    subject     to     party's 
control. 

840.132  Evidence     In    support    of    a     rent 

regulation. 

ACTION    BY    housing    EXPEDITER 

840.133  Action   by   the   Housing   Expediter. 

840.134  Opinion  and  order  entered  in   ap- 

peal proceeding. 

840.135  Relief   where    landlord's   obligation 

to  refund  has  been  stay  Hi. 

Interpretations 

840.136  Interpretations. 

840.137  Requests  for  Interpretations. 

840.138  Interpretation      to       be      written; 

authorized  officials. 

Miscellaneous  Provisions  and  Definitions 

840.139 
840.140 

840.141 
840.142 
840.143 
840.144 
840.145 
840.146 
840.147 
840.148 
840.149 


Contemptuous  conduct. 

Continuance  of  adjoxzrnment  of 
bearings. 

Filing  of  notices,  etc. 

Service  of  papers. 

Time  limitations. 

Official  notice. 

Subpoenas. 

Witness  fees. 

Action  by  representatives. 

Certifying  Officer;  office  hours. 

Confidential  information;  inspec- 
tion of  documents  filed  with 
Certifying  Officer. 

Appearance  of  employees  and 
former  employees. 

Definition.s. 

Amendment  to  11840.101  to 
840.153. 

Saving  provisions. 


840  150 

840.151 
840.152 

840.153 

Authority:  f5  840.101  to  840.153  Issued 
under  sec.  204  (d).  61  Stat.  197,  as  amended 
by  Pub.  Laws  422.  464.  80th  Cong.,  and  Pub. 
Law  31.  8l6t  Cong.;  60  U.  S.  C.  App.,  Sup., 
1894  (d). 
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§840.101  Purpose  of  11840.101 
840  153.  It  Is  the  purpose  of  §5  840.101 
to  840  153  to  prescribe  and  explain  the 
procedure  of  the  Office  of  the  Housmg 
Expediter  in  making  various  kinds  of  de- 
terminations in  connection  with  the  es- 
tablishment of  maximum  rents  and  the 
issuance  of  certificates  relating  to  evic- 

°(a)  Sections      840.102      to      840.111 

-:  -  ^-,.,  i«nq      ("Landlords' petitions,  tenants' applica- 

Central  Valley.  Calif J»"»      ^j^^^^  ^^^  ^^tion  on  the  Area  Rent  Dlrec- 

x^iniHnira    Triaho AO"o  ,  mitlatlve"')  deal  with  petitions  by 
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A  numerical  list  of  the  parta  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  m  this  Issue.  Proposed  rules,  as 
opposed  to  final  actions,  are  Identified  as 
such. 

Title  7 
Chapter  I: 

Part  52  (proposed) ^'^^ 

Chapter  IX: 

Part  974  (proposed) •^''"^ 

Title  24 
Chapter  vni: 
Part  840 ^^"^ 

Title  41 
Chapter  H: 

Part  202 \f^ 

Proposed  rules ^ou^ 

Title  43 

Chapter  I:  ^      ^ 

Appendix  (Public  land  orders) : 
125  (revoked  In  part  by  PLO 

581) -  ;!9} 

531 179* 


landlords  and  applications  by  tenants  for 
adjustment  of  maximum  rents,  certifi- 
cates relating  to  eviction,  and  other  re- 
lief provided  for  by  the  maximum  rent 
regulations.  An  adjustment  in  maxi- 
mum rent  or  any  other  relief  can  be 
granted  only  if  the  applicable  maximum 
rent  regulation  contains  specific  provi- 
sion for  the  adjustment  or  other  relief 

sought.  ^   „ 

(b>  Sections  840.112  to  840.119  ("Land- 
lords' and  tenants'  applications  for  re- 
view of  Area  Rent  Director's  action") 
deal  with  applications  for  review.  The 
procedure  governing  the  filing  and  de- 
termination of  applications  for  review  Is 
set  forth  in  these  sections. 

(c)  Sections  840.120  to  840.135  ("Ap- 
peals to  the  Housing  Expediter")  deal 
with  appeals.  The  procedure  governing 
the  filing  and  determination  of  appeals 
Is  set  forth  In  these  sections. 

(d)  Sections  840.136  to  840.138  explain 
the  way  In  which  Interpretations  of  the 
meaning  or  effect  of  provisions  of  the  act 
or  of  maximum  rent  regulations  are  given 
by  officers  of  the  Office  of  the  Housing 
Expediter. 

(e)  Sections  840.139  to  840.153  ("Mi^s- 
cellaneous  provisions  and  definitions"). 

Landlords'  Petitions.  Tenant's  Applica- 
tions AND  Action  on  the  Area  Rent 
Director's  Initiative 
Introduction.      Sections     840.102     to 
840.111   deal  with   administrative  pro- 
ceedings before  the  Area  Rent  Director. 
These  proceedings   ure  normally  com- 
menced by  the  filing  of  a  petition  by  a 
landlord  or  an  application  by  a  tenant. 
These  sections  then  provide  for  the  filing 
of  a  response  to  the  petition  or  applica- 
tion by  the  other  party,  and  thereafter 
the  petitioner  or  applicant  is  afforded  an 
opportunity  to  file  rebuttal  directed  to 
the  response.    It  is  intended  that  in  tha 
usual  petition  or  application  situation 
the  Area  Rent  Director  will  make  a  de- 
termination based  on  the  evidence  sub- 
mitted by  the  landlord  and  tenant.    Of 
course,  the  Area  Rent  Director  may  In 
his  discretion  Introduce  evidence  Into  the 
record  with  appropriate  opportunity  to 
the  parties  to  respond  thereto  or  take 
other  action  outlined  in  these  sections. 
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When  the  Area  Rent  Director  commences 
a  proceeding  on  his  own  initiative,  he  is 
required  to  serve  a  notice  on  both  the 
landlord  and  the  tenant  who  must  be 
afforded  an  opportunity  to  reply  to  the 
notice. 

Local  advisory  boards,  provided  by 
the  Housing  and  Rent  Act  of  1947.  as 
amended,  are  authorized  to  make  recom- 
mendations to  the  Area  Rent  Director 
with  resF>ect  to  individual  adjustment 
cases  (and  certificates  relating  to  evic- 
tion) and  to  the  Housing  Expediter  with 
respect  to  certain  other  matters.  Pro- 
visions governing  the  consideration  of 
such  recommendations  are  set  forth  In 
the  act  'and  regulations  promulgated 
thereunder).  Information  concerning 
these  provisions  may  be  obtained  from 
the  area  office. 

§  840.102  Petitions  and  applications. 
A  landlord's  petition  or  a  tenant's  ap- 
plication for  adjustment  or  other  relief. 
Including  a  petition  for  a  certificate  re- 
lating to  eviction,  may  be  filed  by  any 
landlord  or  tenant  who  reque.sts  such 
adjiLstment  or  relief  pursuant  to  a  pro- 
vLslon  of  the  maximum  rent  regulation 
authorizing  such  action.  Where  a  land- 
lord is  seeking  a  rental  adjustment  pur- 
suant to  the  provisions  of  an  applicable 
maximum  rent  regulation  he  must,  with 
his  petition,  file  upon  a  form  prescribed 
by  the  Housing  Elxpediter  a  certificate 
of  maintenance  of  the  services  which  he 
Is  required  to  provide. 

§  840.103  Method  of  filing,  form,  con- 
tents  and  service.  (a>  A  landlord's  peti- 
tion or  tenant's  application  for  adjust- 
ment or  other  relief  provided  by  a  max- 
imum rent  regulation  shall  be  filed  only 
with  the  Area  Rent  Director  of  the  Of- 
fice of  the  Housing  Expediter  for  the  de- 
fense-rental area  within  which  the  hous- 
ing accommodations  involved  are  lo- 
cated. Petitions  and  applications  shall 
be  filed  upon  forms  prescribed  by  the 
Housing  Expediter  and  pursuant  to  in- 
structions stated  on  such  forms  and  must 
be  accompanied  by  affidavits  or  other 
documents  setting  forth  all  of  the  evi- 
dence upon  which  the  petitioner  or  ap- 
plicant relies  in  support  of  the  facts  al- 
leged in  his  petition  or  application.  A 
landlord's  petition  and  tenant's  appli- 
cation and  all  accompanying  documents 
shall  be  filed  in  an  original  and  one  copy. 

(b)  Where  the  proceedings  involve 
only  one  landlord  and  one  tenant,  the 
copy  of  the  landlord's  petition  or  the 
tenant's  application  and  accompanying 
documents  shall  be  served  by  the  Area 
Rent  Director  upon  the  opposing  tenant 
or  landlord,  as  the  case  may  be.  Where 
the  proceedings  Involve,  or  may  Involve, 
more  than  one  landlord  or  tenant,  the 
copy  of  the  petition  or  application  and 
all  accompanying  documents  shall  be 
placed  in  a  public  Inspection  file,  and  the 
Area  Rent  Director  shall  serve  a  notice 
upon  each  affected  landlord  or  tenant 
Informing  him  that  such  petition  or  ap- 
plication has  been  filed  and  Is  available 
for  his  inspection  In  the  Area  Rent 
Office. 

§  840.104  Response  to  landlord's  peti- 
tion or  tenant's  application  and  service. 
(a)  Rerponding  parlies  shall  be  afforded 
a  period  of  seven  (7)  days  frcm  the  date 


of  mailing  by  the  Area  Rent  Office  of  the 
copy  of  the  petition  or  application,  or 
notice  of  opportunity  to  inspect,  as  the 
case  may  be,  within  which  to  present 
written  objections  to  the  petition  or  ap- 
plication, together  with  supporting  evi- 
dence. 

(b)  The  resp>onse  must  In  all  cases  be 
limited  to  the  grounds  presented  in  the 
petition  or  application.  The  response 
shall  be  filed  with  the  Area  Rent  Director 
in  an  original  and  one  (1)  copy.  Any 
affected  person  who  fails  to  file  such  a 
response  shall  be  deemed  to  have  waived 
his  right  to  become  a  party  to  the  pro- 
ceedings before  the  Area  Rent  Director 
except  upon  leave  granted  for  good  cause 
shown. 

(c)  Where  the  proceedings  involve 
only  one  landlord  and  one  tenant  the 
copy  of  the  tenant's  or  landlords  re- 
sponse shall  be  served  by  the  Area  Rent 
Director  upon  the  opposing  landlord  or 
tenant,  as  the  case  may  be.  Where  the 
proceedings  Involve  or  may  involve  more 
than  one  landlord  or  tenant,  the  copy  of 
the  response  shall  be  placed  in  the  pub- 
lic Inspection  file  and  the  Area  Rent 
Director  shall  serve  notices  upon  each 
affected  tenant  or  landlord  informing 
him  that  such  response  has  been  filed 
and  is  available  for  his  lnsf)ectlon  in  the 
Area  Rent  Office. 

§  840.105  Petitioner's  or  applicant's 
rebuttal,  (a)  Parties  shall  be  afforded 
a  period  of  seven  (7)  days  from  the  date 
of  mailing  by  the  Area  Rent  Office  of  the 
copy  of  the  response  or  notice  of  oppor- 
tunity to  inspect,  as  the  case  may  be, 
within  which  to  present  written  rebuttal 
to  the  response,  together  with  supporting 
evidence. 

(b>  The  rebuttal  must  be  strictly  lim- 
ited to  the  matters  set  forth  in  the  re- 
sponse and-  must  be  filed  with  the  Area 
Rent  Director  in  an  original  and  one  (1) 
copy.  The  copy  shall  be  served  or  made 
available  for  in.^pection  in  the  same 
manner  as  provided  in  §  840.104  (c)  for 
responses. 

I  840.106  Joint  petitions  and  applica- 
tions: consolidation.  Two  or  more  land- 
lords or  tenants  may  file  a  joint  petition 
or  application  for  adjustment  or  other 
relief  where  the  grounds  of  the  petition 
or  apphcation  are  common  to  all  land- 
lords or  tenants  joining  therein.  A  joint 
petition  or  application  shall  be  filed  and 
determined  in  accordance  with  the  rules 
governing  the  filing  and  determination 
of  petitions  and  applications  filed  by  one 
landlord  or  tenant.  A  petition  or  appli- 
cation may  include  as  many  hou.sing  ac- 
commodations as  present  common  ques- 
tions which  can  be  expeditiou.sly  deter- 
mined in  one  proceeding.  Whenever  the 
Area  Rent  Director  deems  it  necessary  or 
appropriate,  he  may  order  the  filing  of 
separate  petitions  or  applications  or  con- 
solidate separate  petitions  or  applica- 
tions presenting  common  questions 
which  can  be  determined  exp)editiously 
In  one  proceeding.  The  Area  Rent 
Director  may.  in  the  case  of  a  tenant's 
application,  when  he  deems  it  appropri- 
ate, join  tenants  of  other  units  in  the 
subject  building. 

5  840.1C7  Investigation  by  the  Area 
Rent  Director.     Upon   the   commence- 


ment of  any  proceeding,  the  Area  Rent 
Director  may  make  such  investigation  of 
the  facts,  hold  such  conferences,  and 
require  the  filing  of  such  reports,  evi- 
dence in  affidavit  form  or  other  mate- 
rial relevant  to  the  proceeding,  as  he  may 
deem  necessary  or  appropriate  for  the 
proper  disposition  of  the  proceeding. 

§  840.108  Action  by  the  Area  Rent 
Director  on  his  own  iJiitiative.  In  any 
case  where  the  Area  Rent  Director,  pur- 
suant to  the  provisions  of  a  maximum 
rent  regulation,  deems  it  necessary  or 
appropriate  to  enter  an  order  on  his  own 
initiative,  he  shall,  before  taking  such 
action,  serve  a  notice  upon  the  landlord 
and  tenant  of  the  housing  accommoda- 
tions involved  stating  the  proposed  ac- 
tion and  the  grounds  therefor.  The  pro- 
ceeding shall  be  deemed  commenced  on 
the  date  of  issuance  of  such  notice.  Both 
parties  shall  be  afforded  a  period  of  .seven 
(7 '  days  from  the  date  of  mailing  within 
which  to  respond  to  the  notice  of  pro- 
ceeding. The  response  must  in  all  cases 
be  limited  to  the  issues  raised  by  the 
notice  and  shall  be  filed  with  the  Area 
Rent  Director  in  an  original  and  one  (1) 
copy.  Any  person  so  notified  who  fails 
to  file  such  a  response  shall  be  deemed 
to  have  waived  his  right  to  become  a 
party  to  the  proceedings  before  the  Area 
Rent  Director  except  upon  leave  granted 
for  good  cau.se  shown. 

5  840.109  Action  by  the  Area  Rent  Di- 
rector, (a)  At  any  appropriate  stage  of 
a  proceeding  the  Area  Rent  Director 
may: 

(1)  Dismi.ss  the  petition  or  application 
if  it  fails  substantially  to  comply  with  the 
provision.s  of  the  applicable  maximum 
rent  regulation  or  of  this  Procedural 
Regulation;  or 

<2>  Grant  or  deny  the  petition  or  ap- 
plication in  whole  or  in  part  or  is.sue  an 
appropriate  order  in  proceecT'-igs  com- 
menced by  him;  or 

(3)  Serve  upon  or  make  available  for 
inspection  by  the  other  party  any  evi- 
dence presented  by  a  landlord  or  tenant 
and  not  otherwise  required  to  be  served 
and  afford  an  opportunity  to  file  rebuttal 
thereto  if  in  his  discretion  he  deems  .<:uch 
oppKjrtunity  necessary;  or 

<4)  Notice  such  proceeding  for  an  oral 
hearing  to  be  held  in  accordance  with 
§840.111;  or 

(5 1  Provide  for  the  introduction  into 
the  record  of  such  evidence  as  he  may 
deem  appropriate.  Any  evidence  intro- 
duced into  the  record  by  the  Area  Rent 
Director  mu.'^t  be  served  upon  or  made 
available  for  inspection  by  all  parties  to 
the  proceeding  who  shall  be  afforded  an 
opportunity  to  file  evidence  in  response 
thereto:  or 

(6)  "Up  to  the  date  of  entry  of  the  or- 
der, accept  for  filing  any  evidentiary  pa- 
pers, even  though  not  filed  within  the 
time  limited;  or 

<7)  Require  any  person  to  appear  and 
testify  or  to  produce  documents,  or  both. 

(b)  An  order  entered  by  an  Area  Rent 
Director  upon  a  petition  or  application 
for  adjustment  or  other  relief,  or  an  or- 
der entered  by  an  Area  Rent  Director  on 
his  own  initiative  or  upon  remand  of  a 
proceeding  to  t!ie  Area  Rent  Director  by 
the    Housing    Expediter    pursuant    to 
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{  840.133.  shall  be  effective  and  binding 
until  changed  by  further  order  and  shall 
be  final  subject  only  to  application  for 
review  or  appeal.  Unless  an  application 
for  review  thereof  has  been  filed,  an  order 
entered  by  an  Area  Rent  Director  may  be 
revoked  or  modified  at  any  time:  Pro- 
vided. That  due  notice  of  the  Intention 
to  revoke  or  modify  was  previously  given 
to  all  persons  affected  by  such  order.  A 
copy  of  an  order  entered  by  the  Area  Rent 
Director  shall  be  served  upon  all  parties 
to  the  proceeding.  Any  evidence  In  the 
record  which  has  not  been  previously 
served  upon  or  made  available  for  inspec- 
tion by  any  party  to  the  proceeding  shall 
be  served  upon  or  made  available  for  in- 
spection by  him  at  the  time  of  entry  of 
the  order. 

(c)  Upon  remand  of  a  proceeding  to 
the  Area  llent  Director  by  the  Housing 
Expediter  pursuant  to  §  840.133,  the  Area 
Rent  Director  shall  proceed  in  accord- 
ance with  the  order  of  remand  and  con- 
sistent with  the  matters  Involved  and  at 
the  conclusion  of  such  proceedings  shall 
Issue  an  appropriate  order.  Review  of 
an  Area  Rent  Director's  order  Issued 
after  remand  shall  be  only  by  appeal  to 
the  Housing  Expediter  pursuant  to 
SS  840  120  to  840.135. 

5  840.110    Evidence    not    subject    to 
landlord's  or  tenant's  control.     In  any 
proceeding  before  an  Area  Rent  Direc- 
tor, the  landlord  or  tenant  may  file  a 
statement  In  affidavit  form  setting  forth 
In  detail  the  nature  and  sources  of  any 
evidence  not  subject  to  his  control,  upon 
which  the  landlord  or  tenant  believes  he 
can  rely  In  support  of  the  facts  alleged 
by  him.     Such  statement  shall  be  ac- 
companied  by   an   application   for   as- 
sistance by  way  of  Interrogatories  or 
otherwise.    In    obtaining    documentary 
evidence  or  evidence  of  persons  not  sub- 
ject to  the  control  of  the  landlord  or 
tenant  showing  in  every  Instance  what 
material  facts  would  be  adduced  thereby. 
Such  application.  If  calling  for  the  evi- 
dence of  persons,  shall  specify  the  name 
and  address  of  each  person,  and  the  facts 
to  be  proved  by  him,  and  If  calling  for 
the  production  of  documents,  shall  spec- 
ify such  documents  with  sufBcient  par- 
ticularity   to    enable    Identification    for 
purposes  of  production.   If  the  Area  Rent 
Director  deems  the  evidence  necessary, 
he   shall   order   its   production.     When 
such   an   application   Is  denied  written 
notice  of  such  denial  shall  be  served 
upon  the  parties. 

J  840.111  Oral  testimony— (&)  Re- 
quests for  oral  hearing.  In  most  cases, 
evidence  In  proceedings  before  an  Area 
Rent  Director  will  be  received  only  in 
written  form,  since  this  procedure  Is 
most  conductive  to  the  fair  and  expedi- 
tious disposition  of  such  proceedings. 
However,  the  Area  Rent  Director  may, 
upon  his  own  Initiative,  direct  the  re- 
ceipt of  oral  testimony  or  the  landlord 
or  tenant  may  request  that  oral  testi- 
mony be  taken.  Such  request  shall  be 
accompanied  by  a  showing  as  to  why 
the  filing  of  affidavits  or  other  written 
evidence  will  not  permit  the  fair  and 
expeditious  disposition  of  the  proceed- 
ing. In  the  event  that  an  oral  hearing 
Is  ordered,  notice  thereof  shall  be  served 
on  the  landlord  and  tenant  not  less  than 
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flv«  (5)  days  prior  to  such  hearing.  The 
time  and  place  of  hearing  shall  be  stated 
In  the  notice.  A  presiding  officer  shall 
be  appointed  by  the  Area  Rent  Director 
with  all  necessary  powers  to  conduct 
the  hearing.  Any  such  oral  hearing  may 
be  limited  in  such  manner  and  to  such 
extent  as  is  deemed  appropriate  to  the 
expeditious  determination  of  the  pro- 
ceeding. Where  a  request  for  oral  hear- 
ing Is  denied,  written  notice  of  such  de- 
nial shall  be  served  upon  the  parties. 

(b)  Stenographic  report  of  oral  hear- 
ing. A  stenographic  report  of  the  oral 
hearing  shall  be  made  In  duplicate.  A 
copy  shall  be  available  for  Inspection 
during  business  hours  In  the  appropriate 
defense-rental  area  office.  In  cases 
where  a  public  Inspection  file  exists,  the 
copy  shall  be  added  to  such  file. 

Landlords'  and  Tenants'  Applications 
FOR  Review  or  Area  Rent  Director's 
Action 

Introduction.    Sections  840.112  to 
840.119  ("Landlords'  and  tenants'  appli- 
cations for  review  of  Area  Rent  Direc- 
tor's action")   deal  with  administrative 
proceedings  before  the  Regional  Housing 
Expediter.     These     proceedings     afford 
landlords  and  tenants  an  opportunity  to 
secure  de  novo  review  by  the  Regional 
Housing  Expediter  of  orders  entered  by 
Area  Rent  Directors.    The  proceedings 
are  commenced  by  the  filing  of  an  appli- 
cation for  review  of  an  Area  Rent  Direc- 
tor's order  by  a  landlord  or  tenant.    The 
other  party  Is  then  afforded  an  opportu- 
nity to  file  a  response  to  the  application 
for  review  and  thereafter  the  applicant 
may  file   rebuttal   directed   to   the   re- 
sponse.   Ordinarily,  the  Regional  Hous- 
ing Expediter  will  make  his  determina- 
tion on  the  basis  of  evidence  submitted 
by  the  landlord  and  tenant  and  the  rec- 
ord of  the  proceedings  before  the  Area 
Rent  Director  and  these  proceedings  will 
afford  the  last  opportunity  for  the  par- 
ties to  present  evidence.    The  Regional 
Housing  Expediter  may,  however,  on  his 
own  Initiative,  introduce  evidence  or  take 
other  action  outlined  In  these  sections. 

§840.112  Landlords' and  tenants' ap- 
plications for  review  and  service,  (a) 
Except  as  provided  in  §  840.109  (c).  any 
landlord  or  tenant  affected  by  an  order 
Issued  by  an  Area  Rent  Director  may  file 
with  the  Area  Rent  Director,  an  appli- 
cation for  review  of  such  order  by  the 
Regional  Housing  Expediter  for  the  re- 
gion In  which  the  defense-rental  area  Is 
located. 

(b)  An  original  and  one  copy  of  an 
application  for  review  and  all  accom- 
panying evidence  and  objections  shall 
be  filed  upon  forms  prescribed  by  the 
Housing  Expediter  and  pursuant  to  In- 
structions stated  on  such  forms:  Pro- 
vided, however.  That  evidence  submitted 
in  the  proceedings  before  the  Area  Rent 
Director  shall  not  be  resubmitted.  Upon 
the  filing  of  an  application  for  review 
with  respect  to  such  determination,  the 
Area  Rent  Director  shall  forward  the 
record  of  the  proceedings,  with  respect 
to  which  such  application  for  review  Is 
filed,  to  the  appropriate  Regional  Hous- 
ing Expediter. 

<c>  Applications  for  review  shall  be 
filed  within  fifteen  <15^  days  after  the 
date  of  issuance  of  the  determination  to 


be  reviewed.  An  application  for  review 
which  Is  not  filed  within  the  specified 
time  ordinarily  will  be  dismissed  unless 
special  circumstances  are  shown  to  Jus- 
tify a  later  filing. 

(d)  Where  the  proceedings  involve 
only  one  landlord  and  one  tenant,  a  copy 
of  the  application  for  review  and  ac- 
companying documents  shall  be  served 
by  the  Regional  Housing  Expediter  upon 
the  opposing  tenant  or  landlord,  as  the 
case  may  be.  Where  the  proceedings  In- 
volve or  may  Involve  more  than  one  land- 
lord or  tenant,  a  copy  of  the  application 
for  review  and  all  accompanying  docu- 
ments shall  be  forwarded  to  the  Area 
Rent  Office  and  there  made  a  part  of  the 
public  Inspection  file  and  the  Regional 
Housing  Expediter  shall  serve  a  notice 
upon  each  affected  party  Informing  him 
that  such  ajjpllcatlon  for  review  has 
been  filed  and  is  available  for  his  In- 
spection In  the  Area  Rent  Office. 

(e)  Joint  applications  for  review:  Con- 
solidations. Two  or  more  landlords  or 
tenants  may  file  a  Joint  application  for 
review  where  the  grounds  for  the  appli- 
cation are  common  to  all  landlords  or 
tenants  Joining  therein.  A  Joint  appli- 
cation shall  be  filed  and  determined  in 
accordance  with  the  rules  governing  the 
filing  and  determination  of  applications 
for  review  filed  by  one  landlord  or  ten- 
ant. An  application  for  review  may  in- 
clude as  many  housing  accommodations 
8LS  present  common  questions  which  can 
be  expeditiously  determined  In  one  pro- 
ceeding. Whenever  the  Regional  Hous- 
ing Expediter  deems  It  necessary  or  ap- 
propriate, he  may  order  the  filing  of  sep- 
arate applications  or  he  may  consolidate 
separate  applications  presenting  com- 
mon questions  which  can  be  determined 
expeditiously  In  one  proceeding. 

§  840.113  Stay  of  landlord's  obliga- 
tion to  refund,  (a)  Where  the  effect  of 
an  Area  Rent  Director's  order  Is  to  re- 
quire a  landlord  to  make  a  refund  to  the 
tenant,  the  obligation  to  refund  shall 
be  stayed  If  the  landlord,  within  fifteen 
(15)  days  after  the  date  of  Issuance  of 
said  order,  duly  files  an  application  for 
review  together  with  a  refund  transmit- 
tal memorandum  directed  to  the  Re- 
gional Budget  and  Finance  Officer  on 
forms  prescribed  by  the  Housing  Expe- 
ditor,  accompanied  by  a  certified  check 
or  money  order  in  the  amount  of  the  re- 
fund payable  to  the  U.  S.  Treasurer,  and 
such  additional  information  and  docu- 
ments as  may  be  required.  The  money 
so  deposited  shall  be  distributed  pur- 
suant to  the  order  of  the  Regional  Hous- 
ing Expediter  or  in  accordance  with  the 
final  disposition  of  the  proceedings. 

The  provisions  of  this  paragraph  shall 
apply  only  to  orders  of  refund  Issued  in 
accordance  with  the  provisions  of  §  825.4 
(c».  or  (e),  §  825.5  (b»  or  (c»  (1)  of  this 
chapter  (Controlled  Housing  Rent  Regu- 
lation), S  825.85  (b)  (2)  or  (c)  d)  (Rent 
Regulation  for  Controlled  Rooms  in 
Rooming  Houses  and  Other  Establish- 
ments). §825.24  (O  or  (e>.  §825.25  (b) 
or  (O  (1)  (Controlled  Housing  Rent 
Regulation  for  New  York  City  Defense- 
Rental  Area).  §825.105  (b)  (2)  or  (c) 
(1)  (Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  New  York  City  De- 
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fense-Rental  Area),  §825.44  (c)  or  (e). 
§  825.45  (b»  or  (c)  (1)  (Controlled  Hous- 
ing Rent  Regulation  for  Miami  Defense- 
Rental  Area),  §  825.125  (b)  (2)or(c)  (1) 
•  Rent  Regulation  for  Controlled  Rooms 
in  Rooming  Houses  and  Other  Establlsh- 
ment.«;  in  Miami  Defense-Rental  Area), 
or  §825.64  (c)  or  (e»,  5  825  65  <b)  or 
(c)  (1)  (Controlled  Housing  Rent  Regu- 
lation for  Atlantic  County  Defense- 
Rental  Area. 

(b)  Compliance  with  that  portion  of 
an  order  issued  by  a  Regional  Housing 
Expediter  upon  final  determination  of 
an  application  for  review,  which  specifies 
the  manner  in  which  the  money  de- 
posited pursuant  to  paragraph  (a)  of 
this  section  shall  be  distributed  to  a 
tenant,  shall  be  stayed  for  a  period  of 
thirty  (30)  days  from  the  date  of  Issu- 
ance of  said  order. 

§  840.114  Response  to  application  for 
review  and  service,  (a)  Responding 
parties  shall  be  afforded  a  period  of  ten 
(10)  days  from  the  date  of  mailing  by 
the  Regional  Office  of  the  copy  of  the 
application  for  review  or  notice  of  op- 
portunity to  inspect,  as  the  case  may  be, 
within  which  to  present  written  objec- 
tions to  the  application  for  review,  to- 
gether with  .supporting  evidence.  Such 
response  shall  be  filed  with  the  Regional 
Housing  Expediter  in  an  original  and  one 
copy. 

<b)  Where  the  proceedings  Involve 
only  one  landlord  and  one  tenant  a  copy 
of  the  response  and  accompanying  docu- 
ments shall  be  served  by  the  Regional 
Housing  Elxpediter  upon  the  opposing 
tenant  or  landlord,  as  the  ca.se  may  be. 
Where  the  proceedings  Involve  or  may 
Involve  more  than  one  landlord  or  tenant, 
a  copy  of  the  response  and  all  accom- 
panying documents  shall  be  forwarded 
to  the  Area  Rent  Office  and  there  made  a 
part  of  the  public  inspection  file  and  the 
Regional  Hou.sing  Expediter  shall  serve 
a  notice  upon  each  affected  party  In- 
forming him  that  such  respon.se  has  been 
filed  and  is  available  for  his  inspection  in 
the  Area  Rent  Office. 

(c)  Any  party  who  fails  to  respond  In 
the  appropriate  manner  In  the  applica- 
tion for  review  proceeding  shall  be 
deemed  to  have  waived  his  right  to  be- 
come a  party  to  the  proceedings  before 
the  Regional  Hou.sing  Expediter  except 
upon  leave  granted  for  good  cause 
shown. 

§  840.115  Applicant's  rebuttal.  Par- 
ties shall  be  afforded  a  period  of  ten  (10) 
days  from  the  date  of  mailing  by  the  Re- 
gional Office  of  the  copy  of  the  response 
or  notice  of  opportunity  to  inspect,  as 
the  case  may  be,  within  which  to  sub- 
mit written  rebuttal  to  the  response. 
The  rebuttal  must  be  strictly  limited  to 
the  matters  set  forth  in  the  response  and 
shall  be  filed  with  the  Regional  Hou.sing 
Expediter  in  an  original  and  one  copy. 

§  840.116  Action  by  the  Regional 
Housing  Expediter  on  application  for  re- 
view, (a)  At  any  appropriate  stage  of 
the  proceeding,  the  Regional  Housing 
Expediter  may: 

(1)  Di.smiss  the  application  If  It  falls 
substantially  to  comply  with  the  provi- 
sions of  this  Procedural  Regulation;  or 

(2)  Terminate  or  reinstate  a  stay  of  a 
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certificate  relating  to  eviction  pursuant 
to  §840.117;  or 

(3)  Affirm,  revoke,  or  modify  in  whole 
or  in  part,  the  order  of  the  Area  Rent 
Director  sought  to  be  reviewed;  or 

(4)  Serve  upon  or  make  available  for 
Inspection  by  the  other  party  any  evi- 
dence presented  by  a  landlord  or  tenant 
and  not  otherwise  required  to  be  served, 
and  afford  an  opportunity  to  file  rebut- 
tal thereto,  if,  in  his  discretion,  he  deems 
such  opportunity  necessary;  or 

(5)  Notice  such  proceeding  for  an 
oral  hearing  to  be  held  in  accordance 
with  §  840.119;  or 

(6)  I*rovide  for  the  introduction  Into 
the  record  of  such  evidence  as  he  may 
deem  appropriate.  Any  evidence  intro- 
duced into  the  record  by  the  Regional 
Housing  Expediter  must  be  served  upon 
or  made  available  for  Inspection  by  all 
parties  to  the  proceeding  who  shall  be 
afforded  an  opportunity  to  present  evi- 
dence In  response  thereto;  or 

(7)  Up  to  the  date  of  entry  of  the  or- 
der, accept  for  filing  any  evidentiary 
paper  even  though  not  filed  within  the 
time  limted;  or 

(8)  Require  any  person  to  appear  and 
testify  or  to  produce  documents,  or  both. 

(b)  Any  order  entered  by  a  Regional 
Housing  Expediter  dismissing,  granting 
or  denying  any  application  for  review.  In 
whole  or  in  part,  shall  be  accompanied  by 
a  statement  of  the  grounds  upon  which 
the  decision  is  based  and  shall  set  forth 
any  economic  data  or  other  facts  of 
which  the  Regional  Housing  Expediter 
has  taken  official  notice.  Such  order  and 
opinion  shall  be  served  upon  all  parties 
to  the  proceeding;  such  order  shall  be 
effective  and  binding  until  changed  by 
further  order  and  shall  be  final  subject 
only  to  appeal  as  provided  In  §§  840.120 
to  840.135.  Unless  an  appeal  therefrom 
has  been  filed,  an  order  entered  by  a 
Regional  Housing  Expediter  upon  an  ap- 
plication for  review  may  be  revoked  or 
modified  by  him  at  any  time,  provided 
that  due  notice  of  the  intention  to  revoke 
or  modify  was  previously  given  to  all 
parties  to  the  application  for  review  pro- 
ceeding. Any  evidence  In  the  record 
which  has  not  previously  been  served 
upon  or  made  available  for  inspection  by 
any  party  to  the  proceeding  shall  be 
served  upon  him  or  made  available  for 
inspection  by  him  at  the  time  of  entry 
of  the  order. 

(c)  In  tho.se  cases  where  a  stay  of  the 
obligation  to  refund  has  been  obtained 
in  accordance  with  §840.113  'a),  the 
modification  or  revocation  of  the  Area 
Rent  Director's  order  by  the  Reclonal 
Housing  Expediter,  as  It  affects  the  re- 
fund, shall  be  retroactive. 

§  840.117  Stay  of  certificates  relating 
to  eviction,  (a)  Where  a  tenant  files 
an  application  for  review  of  a  certificate 
relating  to  his  eviction  within  fifteen 
(15)  days  after  its  issuance,  the  certifi- 
cate shall  be  stayed  until  twenty  »20) 
days  after  Issuance  of  the  order  deter- 
mining the  application  for  review :  Pro- 
vided, however,  That  the  waiting  period. 
If  any,  provided  by  the  certificate  shall 
not  be  tolled  by  the  stay  and  that  the 
termination  or  expiration  of  a  stay  shall 
not  operate  to  curtail  such  waitinn  pe- 
riod; And  provided,  further.  That  where 
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the  tenant's  application  for  review  or  ob- 
jections are  dilatory,  frivolous  or  not 
made  In  good  faith,  the  stay  of  the  cer- 
tificate may  be  terminated. 

lb)  Where  a  certificate  relating  to 
eviction  is  granted  by  a  Regional  Hous- 
ing Expediter,  the  certificate  shall  be 
stayed  until  twenty  (20 »  days  after  the 
date  of  i.s.suance  of  the  Regional  Housing 
Expediter's  order. 

§  840.118  Evidence  not  subject  to 
landlords'  or  tenants'  control.  In  any 
proceeding  before  a  Regional  Kousmg 
Expediter,  the  landlord  or  tenant  may 
file  a  statement  in  affidavit  form  setting 
forth  In  detail  the  nature  and  sources 
of  any  evidence  not  subject  to  his  con- 
trol, upon  which  the  landlord  or  tenant 
believes  he  can  rely  in  support  of  the 
facts  alleged.  Such  statement  shall  be 
accompanied  by  an  application  for  as- 
sistance by  way  of  interrogatories  or 
otherwise,  in  obtaining  documentary  evi- 
dence or  evidence  of  persons  not  sub- 
ject to  the  control  of  the  landlord  or 
tenant,  showing  In  every  instance  what 
material  facts  would  be  adduced  thereby. 
Such  application.  If  calling  for  the  evi- 
dence of  persons,  shall  specify  the  name 
and  address  of  each  person,  and  the  facts 
to  be  proved  by  him,  and  if  calling  for 
the  production  of  documents,  .shall 
specify  such  docuriients  with  sufficient 
particularity  to  permit  identification  for 
purposes  of  production.  If  the  Regional 
Housing  Expediter  deems  the  evidence 
necessary,  he  shall  order  its  production. 
When  such  an  application  is  denied  writ- 
ten notice  of  such  denial  shall  be  served 
upon  the  parties. 

§840.119  Oral  testimojiy — (a)  Re- 
quests for  oral  hearing.  In  most  ca^es 
evidence  In  proceedings  before  the 
Regional  Housing  Expeditor  will  be  re- 
ceived only  in  written  form.  This  pro- 
cedure Is  most  conducive  to  the  fair  and 
expeditious  disposition  of  such  proceed- 
ings. However,  the  Regional  Housing 
Expediter  may,  upon  his  own  initiative, 
direct  the  receipt  of  oral  testimony  or 
the  landlord  or  tenant  may  request  that 
oral  testimony  be  taken.  Such  request 
shall  be  accompanied  by  a  showing  as 
to  why  the  filing  of  affidavits  or  other 
written  evidence  will  not  permit  a  fair 
and  expeditious  disposition  of  the  pro- 
ceeding. In  the  event  that  an  oral  hear- 
ing is  ordered,  notice  thereof  shall  be 
served  on  the  landlord  and  tenant  not 
less  that  five  <5)  days  prior  to  such 
hearing.  The  time  and  place  of  hearing 
shall  be  stated  in  the  notice.  A  presiding 
officer  shall  be  appointed  by  the  Regional 
Housing  Expediter  with  all  necessary 
powers  to  conduct  the  hearing.  Any 
such  oral  hearing  may  be  limited  in  such 
manner  and  to  such  extent  as  Is  deemed 
appropriate  to  the  expeditious  deter- 
mination of  the  proceeding.  Where  a 
request  for  oral  hearing  Is  denied,  the 
order  of  such  denial  shall  be  served  upon 
the  parties, 

(b)  Stenographic  report  of  oral  hear- 
ing. A  stenographic  report  of  the  oral 
hearing  .shall  be  made,  in  duplicate,  a 
copy  of  which  shall  be  available  for  in- 
spection during  business  hours  in  the 
appropriate  defense-rental  area  office. 
In  ca^es  v.hcre  a  public  irupcction  file 
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exists,  the  copy  shall  be  added  to  such 
file. 

Appe.\ls  to  thi  Housing  Expediter 

Introduction.  Sections  840.120  to 
840.135  ( "Appeals  to  the  Housing  Ex- 
pediter") deal  with  .appeals  to  the  Hous- 
ing Expediter.  An  appeal  is  the  means 
provided  for  landlords  to  obtain  review 
by  the  Housing  Expediter  of  a  maximum 
rent  regulation  or  of  any  provision  there- 
of and  for  landlords  and  tenants  to  ob- 
tain review  by  the  Housing  Expediter  of 
an  order  issued  by  the  Regional  Housing 
Expediter  or  by  the  Area  Rent  Director 
upon  remand  by  the  Housing  Expediter. 
In  the  case  of  an  appeal  from  an  order 
l.ssued  by  the  Regional  Housing  Expe- 
diter determining  an  application  for  re- 
view, no  new  evidence  may  be  introduced 
by  the  parties  in  the  appeal  proceeding 
and  ordinarily  the  Housing  Expediter 
will  make  his,  determination  on  the  basis 
of  the  evidential  record  made  in  the 
prior  proceedings  and  argument  pre- 
sented In  the  appeal  proceeding.  The 
Housing  Expediter  may.  however.  In  his 
discretion,  request  the  presentation  of 
evidence,  introduce  evidence  or  take 
other  action  outlined  in  these  sections. 
All  appeals  before  the  Housing  Expediter 
shall  be  decided  on  the  basis  of  a  de  novo 
review. 

Where  the  landlord  files  an  appeal 
against  a  regulation  or  from  an  order  is- 
sued by  an  Area  Rent  Director  upon  re- 
mand, the  appeal  may  be  accompanied 
by  supporting  evidence. 

The  filing  and  determination  of  a 
proper  appeal  is  ordinarily  a  prerequi- 
site to  obtaining  judicial  review  of  ad- 
ministrative determinations.  At  any 
time  during  the  administrative  consider- 
ation of  an  appeal  directed  solely  to  a 
regulation,  the  Housing  Expediter  may 
refer  the  appeal  to  the  Area  Rent  Di- 
rector for  the  area  from  which  the  ap- 
peal arises  and  request  such  Area  Rent 
Director  to  make  a  recommendation  with 
respect  to  the  disposition  of  the  appeal. 

GENERAL  PROVISIONS 

S  840.120  Right  to  appeal,  (a)  Any 
landlord  affected  by  any  provision  of  a 
maximum  rent  regulation,  or  any  land- 
lord or  tenant  affected  by  an  order  is- 
sued by  a  Regional  Housing  Expediter 
under  §  840.116  or  of  an  order  entered 
by  an  Area  Rent  Director  under  §  840.109 
■(c)  may  file  an  appeal  in  the  manner  set 
forth  below. 

(b)  Any  appeal  filed  by  a  landlord  or 
tenant  not  affected  by  the  order  or  the 
provision  appealed  from,  or  otherwise 
not  in  accordance  with  the  requirements 
of  this  Procedural  Regulation,  may  be 
dismissed  by  the  Housing  Expediter. 

S  840.121  Scope  of  appeals,  (a)  A 
party  who  files  an  appeal  from  an  order 
Issued  by  the  Regional  Housing  Expedi- 
ter shall  be  limited  to  the  presentation  of 
briefs  and  arguments  directed  to  the  ob- 
jections raised  and  the  evidence  pre- 
sented In  the  prior  proceedings.  No 
new  evidence  or  objections  shall  be  pre- 
sented, received,  or  considered  on  such 
an  appeal,  except  as  authorized  by  para- 
graph (b)  of  this  section.  An  appeal 
against  a  maximum  rent  regulation  or 
an  order  issued  by  an  Area  Rent  Director 
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upon  remand  may  be  accompanied  by 
any  relevant  supporting  evidence  In 
afBdavlt  form. 

(b)  An  appellant  may  request  leave 
to  present  further  specified  evidence  or 
objections  setting  forth  the  reasons  for 
the  request.  Such  request  will  be 
granted  only  upon  a  showing  that  such 
evidence  Is  newly  discovered  or  a  show- 
ing that  prior  presentation  was  not  pos- 
sible. Such  evidence  should  not  be  sub- 
mitted with  the  request  and  will  be  re- 
ceived only  upon  entry  of  an  order  au- 
thorizing Its  Introduction  into  the 
record.  The  order  may  limit  the  evi- 
dence In  any  manner  deemed  necessary. 

§  840.122  Time  and  place  of  filing 
appeals,  ta)  An  appeal  directed  against 
the  provisions  of  a  maximum  rent  regu- 
lation may  be  filed  at  any  title  after  the 
Issuance  thereof; 

(b)  An  appeal  directed  against  an 
order  must  be  filed  within  twenty  (20 > 
days  after  the  date  of  Issuance  of  the 
order  to  be  reviewed  unless  special  cir- 
cumstances are  shown  to  Justify  the 
delay; 

*K  I  An  appeal  shall  be  filed  in  an  orig- 
inal and  three  copies  with  the  Certifying 
Officer.  OfiQce  of  the  Housing  Expediter, 
Washington  25.  D.  C:  Provided,  however, 
That  an  appeal  directed  solely  against 
a  regulation  shall  be  filed  with  the  Area 
Rent  Director  of  the  area  out  of  which 
the  appeal  arises  and  the  Area  Rent 
Director  shall,  within  ten  (10)  days  of 
such  filing,  transmit  the  appeal  to  the 
Housing  Expediter.  In  such  case  the 
Area  Rent  Director  may  also  transmit 
such  pertinent  data  and  materials  as 
are  available. 

(d)  In  cases  where  the  appeal  is  from 
an  order  of  a  Regional  Housing  Expedi- 
ter, a  copy  of  the  appeal,  and  accom- 
panying documents  and  briefs,  shall  be 
filed  with  the  Regional  Housing  Expe- 
diter Issuing  the  order  being  appealed. 
In  cases  where  the  appeal  is  from  an 
order  of  an  Area  Rent  Director  Issued 
upon  remand,  a  copy  of  the  appeal,  ac- 
companying documents  and  briefs,  shall 
be  filed  with  the  Area  Rent  Director  is- 
suing the  order  being  appealed. 

(e)  Each  copy  of  the  appeal,  accom- 
panying documents  and  briefs,  shall  be 
printed,  typewritten,  mimeographed  or 
prepared  by  similar  process  and  shall  be 
plainly  legible.  Copies  shall  be  double- 
spaced  except  that  quotations  shall  be 
single-spaced  and  Indented. 

S  840.123  Form  and  contents  of  ap- 
peals—ia)  What  each  appeal  mmt 
contain.  Tliere  Is  no  printed  form  for 
use  in  making  an  appeal.  However, 
every  appeal  shall  be  clearly  designated 
"Appeal  to  the  Housing  Expediter"  and 
shall  set  forth  the  following: 

(H  The  name  and  post  ofiQce  address 
of  the  person  filing  the  appeal,  whether 
he  Is  the  landlord  or  tenant  of  the  ac- 
commodations, the  manner  In  which 
such  person  is  affected  by  the  provision 
of  the  maximum  rent  regulation  or  the 
order  appealed  from,  the  location,  by 
post  office  address  or  otherwise,  of  all 
housing  accommodations  Involved  In  the 
appeal  and  the  name  and  addresses  of 
all  other  parties  In  the  prior  proceedings; 

(2>  The  name  and  post  office  address 
of  any  person  filing  the  appeal  on  behalf 


of  the  landlord  or  tenant  and  the  name 
and  post  office  address  of  the  person  to 
whom  all  communications  from  the  Of- 
fice of  the  Housing  Expediter,  relating 
to  the  appeal  shall  be  sent; 

(3)  A  complete  identification  of  the 
provision  or  provisions  appealed  from, 
citing  the  number  of  the  maximum  rent 
regulation  or  the  order,  the  section  or 
sections  thereof  to  which  objection  Is 
made,  the  date  of  issuance  thereof,  and 
the  name  of  the  defense-rental  area 
involved; 

(4>  A  statement  that  a  copy  of  the 
appeal  and  all  accompanying  docu- 
ments and  briefs  has  been  filed  with 
the  Regional  Housing  Expediter,  or  the 
Area  Rent  Director,  as  provided  in 
S  840.122  (d>; 

(5>  A  simple  concise  statement  of  ob- 
jections pertinent  to  the  provision  or 
provisions  appealed  from  making  known 
the  precise  grievance  of  the  appellant; 
each  such  objection  to  be  separately 
stated  and  numbered; 

<6)  A  clear  and  concise  statement  of 
all  facts  supporting  each  objection.  The 
supporting  facts  must  be  limited  to  the 
objections  specified; 

(7)  A  statement  of  the  relief  re- 
quested and.  If  modification  of  a  provi- 
sion of  a  maximum  rent  regulation  Is 
sought,  a  statement  of  the  specific 
changes  which  the  landlord  seeks  to  have 
made  In  this  provision; 

(8>  A  statement  signed  and  sworn  to 
(or  affirmed)  before  an  officer  authorized 
to  take  oaths  either  by  the  person  filing 
the  appeal  personally,  or.  if  a  partner- 
ship, by  a  partner,  or.  If  a  corporation 
or  association,  by  a  duly  authorized  of- 
ficer, that  the  appeal  and  the  documents 
filed  therewith  are  prepared  In  good 
faith:  Provided,  however ,  That  In  the 
case  of  an  appeal  directed  against  a  reg- 
ulation or  against  an  order  Issued  by  an 
Area  Rent  Director  on  remand,  the  per- 
son filing  the  appeal  shall  file  an  oath 
or  affirmation  that  the  facts  alleged  are 
true  to  the  best  of  his  knowledge.  Infor- 
mation and  belief.  The  person  filing  the 
appeal  shall  specify  which  of  the  facts 
alleged  are  known  to  be  true  and  which 
are  alleged  on  Information  and  belief. 
Where  any  statement  is  filed  by  a  repre- 
sentative on  behalf  of  the  appellant,  the 
statement  must  be  accompanied  by  a 
power  of  attorney  as  provided  In 
S  840.147. 

§  840.124  Assignment  of  docket  num- 
ber. Upon  receipt  of  an  appeal  It  shall 
be  assigned  a  docket  number,  and  all  fur- 
ther papers  filed  In  the  proceedings  by 
either  the  appellant  or  other  parties  and 
all  correspondence  relating  thereto  shall 
contain  on  the  first  page  thereof  the 
docket  number  so  assigned. 

8  840.125  Joint  appeals:  consolida- 
tion. Two  or  more  landlords  or  tenants 
may  file  a  Joint  appeal.  Joint  appeals 
shall  be  filed  and  determined  In  accord- 
ance with  the  rules  governing  the  filing 
and  determination  of  appeals  filed  sev- 
erally. A  joint  appeal  shall  be  verified 
in  accordance  with  S  840.123  by  each 
person  Joining  in  the  appeal.  A  joint 
appeal  may  be  filed  only  where  at  least 
one  ground  Is  common  to  all  persons 
Joining  In  the  appeal.  Whenever  the 
Housing  Expediter  deems  It  necessary  or 
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appropriate  for  the  disposition  of  Joint 
appeals,  he  may  treat  such  Joint  appeals 
as  several,  and.  In  any  event,  he  may  re- 
quire the  filing  of  relevant  materials  by 
each  person  joining  therein.  Whenever 
necessary  or  appropriate  for  the  full  and 
expeditious  determination  of  common 
questions  raised  by  two  or  more  appeals 
the  Housing  Expediter  may  consolidate 
such  appeals. 

§  840.126  Stay  of  landlord's  obliga- 
tion to  refund,  (a)  Compliance  with 
that  portion  of  an  Area  Rent  Director's 
order  Issued  under  §  840.109  (c)  or  of  a 
Regional  Housing  Expediter's  order 
which  specifies  the  manner  In  which  the 
money  deposited  pursuant  to  §  840.113 
(a)  shall  be  distributed  to  a  tenant,  shall 
be  stayed  If  the  landlord,  within  twenty 
t,20)  days  after  the  date  of  Issuance  of 
said  order,  duly  files  an  appeal  In  the 
manner  herein  set  forth.  In  such  event, 
"the  money  so  deposited  shall  be  distrib- 
uted pursuant  to  the  order  of  the  Hous- 
ing Expediter  or  In  accordance  with  the 
final  disposition  of  the  proceedings. 

(b)  Compliance  with  that  portion  of 
an  order.  Issued  by  the  Housing  Expedi- 
ter upon  the  final  determination  of  an 
appeal  which  specifies  the  manner  In 
which  the  money  deposited  pursuant  to 
S  840.113  (a)  shall  be  distributed  to  a 
tenant,  shall  be  stayed  for  a  period  of 
twenty  (20*  days  from  the  date  of  Issu- 
ance of  .said  order. 

S  840.127  Stay  of  certificates  relating 
to  eviction,  (a)  Where  a  tenant  files  an 
appeal  from  an  order  with  resjject  to  a 
certificate  relating  to  his  eviction  within 
twenty  (20)  days  after  the  date  of  Its  is- 
suance and  such  certificate  has  been 
stayed  pursuant  to  S  840.117  (a) ,  the  cer- 
tificate shall  remain  stayed  until  ten  (10) 
days  after  the  determination  of  the  ap- 
peal: Provided,  however.  That  the  wait- 
ing period.  If  any,  provided  by  the  certifi- 
cate shall  not  be  tolled  by  the  stay  and 
that  the  termination  or  expiration  of  a 
stay  shall  not  operate  to  curtail  such 
waiting  period:  And  provided,  further, 
That  where  the  tenant's  appeal  or  objec- 
tions are  dilatory,  frivolous,  or  not  made 
In  good  faith,  the  stay  of  the  certificate 
may  be  terminated. 

(b)  Where  a  tenant  files  an  appeal 
from  an  order  of  a  Regional  Housing  Ex- 
pediter granting  a  certificate  relating  to 
his  eviction  within  twenty  (20»  days 
after  the  date  of  Its  Issuance,  the  certi- 
ficate shall  be  stayed  until  10  days  after 
the  determination  of  the  appeal,  subject, 
however,  to  both  proviso  clauses  con- 
tained In  paragraph  (a)  of  this  section. 

5  840  128  Response  to  appeals,  (a) 
Where  an  appeal  from  an  order  Issued 
by  a  Regional  Housing  Expediter  has 
been  filed  by  a  landlord  or  tenant  the 
Housing  Expediter  shall,  Immediately 
upon  receipt  of  the  appeal,  serve  the  ap- 
peal and  accompanying  documents  on 
the  responding  party  or  make  a  copy  of 
such  appeal  and  documents  available  In 
the  Area  Rent  Office  for  Inspection  by 
the  other  party  or  parties  who  shall  be 
afforded  a  period  of  fifteen  (15)  days 
from  the  date  of  mailing  of  such  appeal 
and  documents,  or  of  mailing  of  notice  of 
availability,  within  which  to  file  a  re- 
sponse to  the  appeal.     Such  response 
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shall  be  limited  to  the  presentation  of 
briefs  and  arguments  directed  to  the  ob- 
jections raised  and  the  evidence  pre- 
sented In  the  prior  proceedings.  No 
new  evidence  or  objections  shall  be  pre- 
sented, received,  or  considered  In  such 
response  except  a^ authorized  by  para- 
graph (b)  of  this  section. 

(b)  A  respondent  may  request  leave 
to  present  further  specified  evidence  or 
objections  setting  forth  the  reasons  for 
the  request.  Such  request  will  be 
granted  only  upon  a  showing  that  such 
evidence  Is  newly  discovered  or  a  show- 
ing that  prior  presentation  was  not  pos- 
sible. Such  evidence  should  not  be 
submitted  with  the  request  and  will  be 
received  only  upon  entry  of  an  order  au- 
thorizing its  introduction  into  the  rec- 
ord. The  order  may  limit  the  evidence 
in  any  manner  deemed  necessary. 

(c)' Where  an  appeal  from  an  order 
issued  by  an  Area  Rent  Director  upon 
remand,  has  been  filed,  the  Housing  Ex- 
pediter shall,  immediately  upon  receipt 
of  said  appeal,  serve  the  appeal  and  ac- 
companying documents  on  the  other 
party  or  make  a  copy  of  such  appeal  and 
documents  available  in  the  Area  Rent 
Office  for  inspection  by  the  other  party 
or  parties,  who  shall  be  afforded  a  period 
of  fifteen  (15)  days  from  the  date  of 
mailing  of  such  appeal  and  documents. 
or  of  mailing  of  notice  of  availability, 
within  which  to  file  a  response  to  the 
appeal.  The  response  may  contain  any 
objections  and  supporting  evidence 
which  are  relevant  to  the  appeal. 

EVIDENCE  AND  BRIEFS 

§  840.129  Submission  of  briefs.  The 
parties  to  an  appeal  proceeding  may  file 
briefs  In  support  of  their  contentions 
only  with  the  appeal  or  response,  as  the 
case  may  be,  unless  leave  is  granted  to 
file  a  brief  at  some  other  time.  An 
original  and  three  (3)  copies  shall  be 
submitted. 

§  840.130  Introduction  of  evidence 
into  record  of  appeal  proceeding.  The 
Housing  Expediter  may,  at  any  time.  In 
his  discretion.  Incorporate  such  evidence 
Into  the  record  of  any  appeal  proceeding 
or  direct  any  party  thereto  to  submit 
such  evidence,  In  the  form  of  affidavits 
or  otherwise,  as  he  deems  appropriate. 
In  the  event  any  such  new  evidence  Is 
Introduced  Into  the  record  of  the  appeal 
proceeding  It  must  be  served  upon  all 
parties  to  the  proceeding  or  be  made 
available  for  Inspection  by  them  and  such 
parties  shall  be  afforded  a  reasonable 
opportunity  to  file  evidence  In  rebuttal 
thereto. 

5  840.131  Receipt  of  oral  testimony 
and  evidence  not  subject  to  party's  con- 
trol. On  appeal,  additional  evidence 
will  be  received  from  the  parties  where 
the  appeal  is  directed  against  a  maximum 
rent  regulation  or  an  order  Issued  by  an 
Area  Rent  Director  upon  remand,  and  In 
cases  of  an  appeal  from  an  order  of  a 
Regional  Housing  Expediter,  only  where 
leave  has  been  granted  by  the  Housing 
Expediter  In  accordance  with  SS  840.121 
and  840.128,  or  where  the  Housing  Ex- 
pediter, on  his  own  Initiative  has  deter- 
mined that  additional  evidence  Is  neces- 
sary for  a  proper  determination. 
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(a)  Evidence  In  appeal  proceedings 
will  ordinarily  be  received  only  In  writ- 
ten form  because  this  procedure  is  most 
conducive  to  the  fair  and  expeditious 
disposition  of  appeals.  However,  a  re- 
quest for  the  receipt  of  oral  testimony 
may  be  made  in  the  circumstances  set 
forth  below.  Such  request  shall  be  ac- 
companied by  a  showing  as  to  why  the 
filing  of  affidavits  or  other  written  evi- 
dence will  not  permit  the  fair  and  ex- 
peditious disposition  of  the  appeal. 

In  the  event  that  the  Housing 
Expediter  orders  the  receipt  of  oral 
testimony,  notice  shall  be  served  on  all 
parties  to  the  appeal  proceeding  not  less 
than  five  (5)  days  prior  to  the  receipt 
of  such  testimony,  which  notice  shall 
state  the  time  and  place  of  the  hearing 
and  the  name  of  the  presiding  officer 
designated  by  the  Housing  Expediter. 
Any  such  oral  hearing  may  be  limited 
in  such  manner  and  to  such  extent  as  Is 
deemed  appropriate  to  the  expeditious 
determination  of  the  proceeding.  If  the 
Housing  Expediter  rejects  the  request 
for  receipt  of  oral  testimony  he  may,  if 
he  deems  It  appropriate,  permit  the  filing 
of  a  request  for  written  Interrogatories, 
as  provided  In  paragraph  <b)  of  this 
section.  Where  a  request  for  oral  hear- 
ing Is  denied  the  order  of  such  denial 
shall  be  served  upon  the  parties. 

(b)  A  request  for  the  receipt  of  evi- 
dence not  subject  to  the  party's  control 
may  be  made  only  upon  a  showing  that 
such  evidence  Is  necessary  to  the  disposi- 
tion of  the  appeal.  Such  request  must 
be  made  in  affidavit  form  setting  forth  In 
detail  the  nature  and  sources  of  any 
evidence,  not  subject  to  his  control,  upon 
which  the  party  believes  he  can  rely  In 
support  of  the  facts  alleged  In  his  appeal. 
Such  statement  shall  be  accompanied  by 
an  application  for  assistance  by  way 
of  Interrogatories,  or  otherwise,  in  ob- 
taining the  documentary  evidence  or 
evidence  of  persons  not  subject  to  the 
control  of  the  party,  showing  in  every 
Instance  what  material  facts  would  be 
adduced  thereby.  Such  applications,  if 
calling  for  the  evidence  of  persons,  shall 
specify  the  name  and  address  of  each 
person,  and  the  facts  to  be  proved  by 
him,  and  if  calling  for  the  production  of 
documents,  shall  specify  such  documents 
with  sufficient  particularity  to  permit 
identification  for  purposes  of  production. 
Any  order  Issued  with  respect  to  such 
request  shall  be  served  upon  all  parties  to 
the  proceeding. 

(c)  Landlords  who  have  filed  an  ap- 
peal directed  against  a  maximum  rent 
regulation  and  landlords  and  tenants 
who  are  parties  to  an  appeal  from  an 
Area  Rent  Director's  order  issued  pur- 
suant to  §  840.109  (c)  may  request  re- 
ceipt of  oral  testimony  and  assistance  in 
obtaining  evidence  not  subject  to  their 
control  in  the  manner  set  forth  In  para- 
graphs (a)  and  (b)  of  this  section. 
Landlords  and  tenants  who  are  parties 
to  an  appeal  proceeding  directed  against 
an  order  Issued  by  the  Regional  Housing 
Expediter  may  request  receipt  of  oral 
testimony  and  assistance  in  obtaining 
evidence  not  subject  to  their  control  only 
where:  (1)  Evidence  has  been  Introduced 
into  the  record  by  the  Housing  Expediter 
pursuant  to  §840.130;  <2)  where  such 
request  was  made  in  the  prior  proceed- 
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tags  and  denied;  or  (3)  where  the  re- 
quest could  not  reasonably  have  been 
made  at  a  prior  stage  of  the  proceedings, 
^d)  A  stenographic  report  of  the  oral 
hearing  shall  be  made  in  duplicate.  A 
copy  shall  be  available  for  inspection 
during  business  hours  in  the  appropriate 
defense-rental  area  oflBce.  In  cases 
where  a  public  inspection  file  exists,  the 
copy  shall  be  added  to  such  file. 

?  840.132  Evidence  in  support  of  a  rent 
regtUation.  Any  person  affected  by  a 
maximum  rent  regulation  may  submit 
evidence  in  support  of  the  regulation  in 
the  manner  hereinafter  set  forth. 

(a)  Written  evidence  in  support  of  the 
regulation.  Any  person  affected  by  the 
provisions  of  a  maximum  rent  regulation, 
may  at  any  time  after  the  issuance  of 
such  regulation  submit  to  the  Housing 
Expediter  a  statement  in  support  of  any 
such  provision  or  provisions.  Such 
statement  shall  include  the  name  and 
post  office  address  of  such  person,  the 
nature  of  his  business,  and  the  manner 
In  which  such  person  is  affected  by  the 
maximum  rent  regulation  and  may  be 
accompanied  by  affidavits,  and  other 
data  in  written  form.  In  the  event  that 
an  appeal  has  been,  or  is  subsequently, 
filed  against  a  provision  of  a  maximum 
rent  regulation  in  support  of  which  a 
statement  has  been  submitted,  the  Hous- 
ing Expediter  may  include  such  state- 
ment in  the  record  of  the  proceedings 
taken  in  connection  with  such  appeal. 
If  such  supporting  statement  is  incor- 
porated into  the  record  and  Is  not  so  in- 
corporated at  an  oral  hearing,  copies  of 
such  supportinp  statement  shall  be 
served  upon,  or  made  available  for  in- 
spection in  the  Area  Rent  Office  by  the 
person  filing  the  appeal,  and  he  shall  be 
given  a  reasonable  opportunity  to  pre- 
sent evidence  in  rebuttal  thereof. 

(b)  Receipt  of  oral  testimony  in  sup- 
port of  the  regulation.  Ordinarily,  ma- 
terial in  support  of  the  maximum  rent 
regulation,  like  material  In  support  of 
appeals,  will  be  received  only  in  written 
form.  Where,  however,  the  Housing  Ex- 
pediter is  satisfied  that  the  receipt  of  oral 
testimony  Is  necessary,  he  may,  on  his 
own  motion,  direct  such  testimony  to  be 
received. 

ACTION  BY  THE  HOUSING  EXPEDITER 

5  840.133  Action  by  the  Housing  Ex- 
pediter. At  any  appropriate  stage  of  an 
appeal  proceeding,  the  Housing  Expedi- 
ter may: 

(a )  Dismiss  any  appeal  which  does  not 
conform  in  a  substantial  respect  to  the 
provision  of  this  Procedural  Regulation; 
or  strike  from  the  record  or  reject  any 
evidential  material  which  does  not  con- 
form to  the  requirements  set  forth  in  this 
Procedural  Regulation:  Provided,  how- 
ercr.  That  the  failure  to  strike  or  reject 
such  evidence  submitted  in  contraven- 
tion of  §  840.121  shall  not  constitute  ac- 
ceptance thereof;  or 

(b)  Terminate  or  reinstate  a  stay  of  a 
certificate  relating  to  eviction;  or 

(c)  Grant  or  deny  such  appeal  in 
whole  or  In  part  or,  if  considered  neces- 
sary or  appropriate,  remand  the  pro- 
ceedings to  the  Area  Rent  Director  for 
further  action  not  inconsistent  with  the 
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determination  of  the  Housing  Expediter; 
or 

(d)  Notice  such  appeal  for  an  oral 
hearing  to  be  held  In  accordance  with 
5  840.131;  or 

(e)  Serve  upon  or  make  available  to 
the  other  party  or  parties  for  Inspection 
in  the  Area  Rent  Office  any  evidence  pre- 
sented by  the  landlord  or  tenant  and  not 
otherwise  required  to  be  served  or  made 
available,  and  afford  an  opportunity  to 
file  rebuttal  thereto.  If,  in  his  discretion, 
he  deems  such  opportunity  necessary;  or 

(f)  Provide  for  the  introduction  into 
the  record  of  the  appeal  proceeding  of 
such  evidence  as  he  may  deem  appro- 
priate, in  accordance  with  §  840.130;  or 

(g>  Require  any  person  to  appear  and 
testify  or  to  produce  documents,  or  both. 

§  840.134  Opinion  and  order  entered 
in  appeal  proceeding.  Any  order  dis- 
missing, granting  or  denying  any  appeal 
in  whole  or  in  part,  or  remanding  an  ap- 
peal proceeding  to  the  Area  Rent  Direc- 
tor, shall  be  accompanied  by  a  statement 
of  the  grounds  upon  which  the  decision  is 
based  and  shall  set  forth  any  economic 
data  or  other  facts  of  which  the  Housing 
Expediter  has  taken  official  notice.  Such 
order  and  opinion  shall  be  served  on  all 
parties  to  the  appeal  proceeding.  Any 
evidence  in  the  record  which  has  not 
previously  been  served  upon  or  made 
available  for  inspection  by  any  party 
to  the  proceeding  shall  be  served  upon 
or  made  available  for  inspection  by  him 
at  the  time  of  entry  of  the  order. 

§  840.135  Relief  where  landlord's 
obligation  to  refund  has  been  stayed. 
In  those  cases  where  a  stay  of  the  obliga- 
tion to  refund  has  been  obtained  in  ac- 
cordance with  §  840.126  <a\  the  modi- 
fication or  revocation  of  the  order  by 
the  Hoasing  Expediter  or  by  the  Area 
Rent  Director  upon  remand,  as  it  affects 
the  refund,  shall  be  retroactive. 

Interpretations 

5  840.136  Interpretations.  An  Inter- 
pretation given  by  the  Housing  Expediter 
or  an  officer  of  the  Office  of  the  Housing 
Expediter,  with  respect  to  any  provision 
of  the  act  or  any  maximum  rent  regula- 
tion or  order  promulgated  thereunder, 
will  be  regarded  as  official  only  if  such 
interpretation  was  requested  and  Issued 
in  accordance  with  §§840.137  and 
840.138.  or  was  issued  as  an  interpreta- 
tion of  general  applicability.  An  official 
interpretation  shall  t>e  applicable  only 
with  respect  to  the  particular  person  to 
whom,  and  to  the  particular  factual  sit- 
uation with  respect  to  which,  it  is  given, 
unless  issued  as  an  Interpretation  of 
general  applicability. 

§  840.137  Requests  for  interpreta- 
tions: form  and  contents.  Any  person 
desiring  an  official  Interpretation  of  the 
Housing  and  Rent  Act  of  1947.  as 
amended,  or  of  any  maximum  rent  regu- 
lation or  order  promulgated  thereunder, 
shall  make  a  request  in  writing  for  such 
interpretation.  Such  request  shall  set 
forth  in  full  the  factual  situation  out  of 
which  the  interpretative  question  arises 
and  shall,  so  far  as  practicable,  state  the 
names  and  post  office  addresses  of  the 
persons  and  the  location  of  the  housing 
accommodations  Involved.     If  the  In- 


quirer has  previously  requested  an  Inter- 
pretation on  the  same  or  substantially 
the  same  facts,  his  request  shall  so  indi- 
cate and  shall  state  the  official  or  office 
to  which  his  previous  request  was  ad- 
dressed. No  interpretation  shall  be  re- 
quested or  given  with  respect  to  any 
hypothetical  situation  or  in  response  to 
any  hypothetical  question. 

§  840.138  Interpretation  to  be  writ- 
ten: authorized  officials.  Interpretations 
involving  individual  ca-ses  shall  be  in 
writing  and  signed  by  the  Housing  Ex- 
pediter, or  by  one  of  the  following  offi- 
cers of  the  Office  of  the  Housing  E.x- 
pediter:  The  general  counsel,  any  a.s- 
sistant  general  counsel,  any  regional  at- 
torney, and  any  chief  rent  attorney  for 
a  defense-rental  area  office.  Interpreta- 
tions of  general  applicability  shall  be 
Issued  only  by  the  Housing  Expediter, 
the  general  counsel  or  an  assistant  gen- 
eral counsel. 

Miscellaneous  Provisions  and 
Definitions 

5  840.139  Contemptuous  conduct. 
Contemptuous  conduct  at  any  hearing 
shall  be  ground  for  exclusion  from  the 
hearing. 

§  840.140  Continuance  or  adjourn- 
ment of  hearing.  Any  hearing  may  be 
continued  or  adjourned  to  a  later  date 
or  a  different  place  by  announcement 
at  the  hearing  by  the  person  who 
presides. 

S  840.141  Filing  of  notices,  etc.  All 
notices,  reports,  registration  statements, 
notices  of  termination  of  lea.ses  and  other 
documents  which  a  landlord  or  tenant  is 
required  to  file  pursuant  to  the  provisions 
of  the  act,  any  maximum  rent  regula- 
tion or  these  sections  shall  be  filed  with 
the  appropriate  cefense-rental  area 
office  or  other  specifically  designated 
office,  and  shall  be  deemed  filed  on  the 
date  received  by  said  office:  Provided, 
however.  That  any  .such  notice,  report, 
registration  statement,  notice  of  ter- 
mination of  lease  or  other  document 
properly  addressed  to  and  received  by 
the  appropriate  office  shall  be  deemed 
filed  on  the  date  of  the  post  mark:  And 
provided,  further.  That  when  the  last 
day  for  filing  falls  on  a  Saturday,  Sun- 
day or  legal  holiday,  the  document  may 
be  physically  filed  at  the  appropriate 
office  on  the  next  business  day. 

§  840.142  Service  of  papers.  Notices, 
orders,  and  other  process  and  papers 
may  be  served  personally  or  by  leaving 
a  copy  thereof  at  the  residence  or  princi- 
pal office  or  place  of  business  of  the  per- 
son to  be  served,  or  by  mail,  or  by  tele- 
graph. When  service  is  made  personally 
or  by  leaving  a  copy  at  the  residence  or 
principal  office  or  place  of  business,  the 
verified  return  of  the  person  serving  or 
leaving  the  copy  shall  coiLstltute  suffi- 
cient proof  of  service.  When  service  Is 
by  registered  mail  or  telegraph  the  re- 
turn post  office  receipt  or  telegraph  re- 
ceipt shall  constitute  sufficient  proof  of 
service.  When  service  Is  by  unregi.'^tered 
mail,  proof  of  service  may  be  made  by 
an  affidavit  of  mailing  or  by  any  other 
acceptable  proof  or  testimony.  In  any 
proceeding  under  5  840.108.  or  In  any 
proceeding  to  revoke  or  modify  an  order, 
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any  notice,  order  or  other  process  or 
paper  directed  to  the  person  named  as 
landlord  on  the  registration  statement, 
filed  pursuant  to  the  registration  section 
of  the  applicable  maximum  rent  regula- 
tion at  the  mailing  address  given  there- 
on, or  where  a  notice  of  change  of  Iden- 
tity has  been  filed  pursuant  to  said  regis- 
tration section,  to  the  person  named  as 
landlord  and  at  the  address  given  In  such 
notice  of  change  of  identity  most  re- 
cently theretofore  filed,  shall  constitute 
notice  to  such  landlord;  notice  to  the 
tenant  may  be  given  by  mailing  to  the 
"occupant"  of  the  subject  housing  ac- 
commodations. 

§  840.143  Time  limitations.  All  time 
limitations  prescribed  In  §§840.101  to 
840.153  shall  be  strictly  observed  by  all 
parties  to  the  proceedings  and  exten- 
slon-s  or  waivers  will  be  afforded  as  a 
matter  of  right  only  upon  a  showing  of 
good  cause  for  inability  to  meet  the  time 
limitation. 

5  840.144  Official  notice.  The  Area 
Rent  Director,  the  Regional  Housing  Ex- 
pediter or  the  Housing  Expediter  may 
take  official  notice  of  economic  data  and 
other  facts.  Including  facts  found  as  a 
result  of  reports  filed  and  studies  and 
Investigations  made. 

§  840.145  Subpoenas.  Subpoenas 
shall  be  Issued  only  by  the  Housing  Ex- 
pediter and  may  require  the  production 
of  documents  or  the  attendance  of  wit- 
nesses at  any  designated  place.  Service 
of  a  subpoena  upon  a  person  named 
therein  shall  be  made  by  delivering  a 
copy  thereof  to  such  person  or  leaving 
a  copy  at  his  regular  place  of  business  or 
abode  and  by  tendering  to  him  the  fees 
and  mileage  specified  in  section  206  (f) 
(3)  of  the  act.  When  the  subpoena  Is 
Is.sued  on  behalf  of  the  Office  of  the 
Hou.sing  Expediter,  fees  and  mileage 
need  not  be  tendered  In  advance.  Any 
per.son  18  years  of  age  or  over  may  serve 
a  subfKiena.  The  person  making  the 
service  shall  make  an  affidavit  thereof 
describing  the  manner  in  which  service 
Is  made  and  return  such  affidavit  on  or 
with  the  original  subpoena  forthwith  to 
the  Certifying  Officer.  Office  of  the  Hous- 
ing Expediter.  Washington,  25.  D.  C.  In 
ca.se  of  failure  to  make  such  service,  the 
rea.sons  for  the  failure  .should  be  stated 
on  the  original  subpoena. 

5  840.146  Witness  fees.  Witnes.«;es 
summoned  to  give  testimony  pursuant  to 
§  840.145  shall  be  paid  the  fees  and  mile- 
age specified  by  .section  206  »f)  (3)  of  the 
act.  Such  fees  shall  be  paid  by  the  party 
requesting  the  subpoena  and  on  whose 
behalf  it  is  Issued.  The  Housing  Expe- 
diter shall  pay  such  fees  only  to  witnesses 
summoned  by  him  upon  his  own  Initia- 
tive. 

§  840.147  Action  by  representatives. 
Any  action  which  by  this  Procedural 
ReRulation  is  required  of.  or  permitted  to 
be  taken  by,  a  landlord  or  tenant  may. 
unless  otherwise  expressly  stated,  be 
taken  on  his  behalf  by  any  person  whom 
the  landlord  or  tenant  has  authorized  to 
represent  him.  Such  authority  shall  be 
given  by  written  power  of  attorney  where 
the  action  is  in  connection  with  an  ap- 
plication for  review  or  an  appeal.    In 
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such  cases  the  power  of  attorney,  signed 
by  the  landlord  or  tenant,  shall  be  filed 
at  the  time  action  on  his  behalf  Is  taken. 

8  840.148  Certifying  Officer;  office 
hours.  The  Office  of  the  Certifying  Of- 
ficer, Office  of  the  Housing  Expediter. 
Washington  25.  D.  C,  shall  be  open  on 
week  days,  except  Saturday,  from  9  a.  m. 
to  5  p.  m.  and  shall  be  closed  on  Satur- 
days. Any  persons  desiring  to  file  any 
papers,  or  to  Inspect  any  documents 
filed  with  such  office  at  any  time  other 
than  the  regular  office  hours  stated,  may 
file  a  written  application  with  the  Certi- 
fying Officer,  requesting  permission 
therefor. 

§840.149  Confidential  information: 
inspection  of  documents  filed  with  Certi- 
fying Officer.  Appeals  and  all  papers 
filed  In  connection  therewith  are  public 
records,  open  to  Inspection  In  the  Office 
of  the  Certifying  Officer  upon  such  rea- 
sonable conditions  as  the  Certifying  Of- 
ficer may  prescribe.  Except  as  provided 
above,  confidential  Information  filed  with 
the  Office  of  the  Housing  Expediter,  will 
not  be  dl-sclosed  unless  in  the  judgment 
of  the  Housing  Expediter  the  disclosure 
thereof  Is  in  the  public  Interest. 

1 840.150  Appearance  of  employees 
and  former  employees.  Appearance  of 
employees  and  former  employees  of  the 
Office  of  the  Housing  Expediter  or  of 
any  predecessor  agency,  in  a  representa- 
tive capacity  before  the  Office  of  the 
Housing  Expediter,  shall  be  governed  by 
any  provision  relating  thereto  promul- 
gated by  the  Housing  Expediter. 

§  840.151  Definitions.  As  used  In 
§5  840.101  to  840.153  unless  the  context 
otherwise  requires,  the  term: 

(a)  "Act"  means  the  Housing  and 
Rent  Act  of  1947.  as  amended; 

(b)  "Affected  by."  A  landlord  is  "af- 
fected by"  a  provision  of  i.  maximum  rent 
regulation  or  of  an  order  only  if  such 
provision  prohibits  or  requires  action  by 
him.  A  tenant  is  "affected  by"  an  order 
If  he  is  or  was  the  tenant  of  the  subject 
housing  accommodations  during  any  pe- 
riod of  time  concerned  in  the  order. 

(c)  "Date  of  issuance"  with  respect  to 
a  maximum  rent  regulation,  means  the 
date  on  which  such  maximum  rent  regu- 
lation was  or  is  filed  with  the  Division  of 
the  Federal  Register. 

(d)  "Federal  Register"  means  the 
publication  provided  for  by  the  act  of 
July  26.  1935  (49  Stat.  500) .  as  amended. 

(e)  "Maximum  rent  regulation"  means 
any  regulation  establishing  a  maximum 
rent. 

(f )  "Maximum  rent"  means  the  maxi- 
mum rent  established  by  any  maximum 
rent  regulation  or  order  issued  there- 
under. 

(g)  "Person"  Includes  an  Individual, 
corporation,  partnership,  association,  or 
any  other  organized  group  of  persons, 
or  legal  successor  or  representative  of 
any  of  the  foregoing,  and  includes  the 
United  States  or  any  agency  thereof,  or 
any  other  government,  or  any  of  Its  polit- 
ical subdivisions,  or  any  agency  of  any  of 
the  foregoing. 

(h)  "Landlord"  includes  an  owner,  les- 
sor, sublessor,  assignee  or  any  other  per- 
son receiving  or  entitled  to  receive  rent 
for  the  use  or  occupancy  of  any  housing 
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accommodations,  or  an  agent  of  any  of 
the  foregoing,  and  who  Is  affected  by  any 
provision  of  a  maximum  rent  regulation 
or  of  an  order. 

(1)  "Tenant"  Includes  a  subtenant,  les- 
see, sublessee,  or  other  person  entitled 
to  the  possession  or  to  the  use  or  occu- 
pancy of  any  housing  accommodations. 

(j)  "Housing  accommodations"  means 
any  building,  structure,  or  part  thereof, 
or  land  appurtenant  thereto,  or  any  other 
real  or  personal  property  rented  or  offer- 
ed for  rent  for  living  or  dwelling  pur- 
poses, together  with  all  privileges,  serv- 
ices, furnishings,  furniture,  equipment, 
facilities  and  Improvements  connected 
with  the  use  or  occupancy  of  such  prop- 
erty. 

(k)  "Area  Rent  Director"  means  the 
person  designated  by  the  Housing  Ex- 
pediter as  director  of  any  defense-rental 
area  or  such  person  or  persons  as  may 
be  designated  to  carry  out  any  of  the 
duties  delegated  to  the  Area  Rent  Direc- 
tor by  the  Housing  Expediter. 

(1)  "Regional  Housing  Expediter" 
means  the  person  designated  by  the 
Housing  Expediter  as  administrator  of 
any  regional  office  established  by  the 
Office  of  the  Housing  Expediter,  or  such 
person  or  persons  as  may  be  designated 
to  carry  out  any  of  the  duties  delegated 
to  the  Regional  Housing  Expediter  by  the 
Housing  Expediter. 

5  840.152  Amendment  to  ^^  840.101  to 
840.153.  Any  provision  of  §§840.101  to 
840.153  may  be  amended  or  revoked  by 
the  Housing  Expediter  at  any  time. 
Such  amendment  or  revocation  shall  be 
published  in  the  Federal  Register  and 
shall  take  effect  upon  the  date  of  its 
publication  unless  otherwise  specified 
therein. 

§840.153  Sat)  in  fir  provisions,  (a) 
Where  an  application  for  review  or  pro- 
test was  filed  on  or  before  June  30.  1947. 
all  administrative  consideration  thereon, 
to  the  extent  appropriate,  shall  be  gov- 
erned by  the  provisions  of  Revised  Pro- 
cedural Regulation  3.  as  amended  (12 
F.  R.  1143) .  and  for  that  purpose.  Rrjised 
Procedural  Regulation  3.  as  amended,  is 
hereby  reissued  and  remains  in  effect  un- 
til otherwise  ordered :  Provided,  however, 
That  no  administrative  proceedings  of 
any  nature  may  be  had  with  respect  to 
certificates  relating  to  eviction  issued  on 
or  prior  to  June  30,  1947. 

(b)  Insofar  as  offenses  committed,  or 
rights  or  liabilities  incurred  on  or  prior 
to  June  30,  1947,  are  concerned,  RevLsed 
Procedural  Regulation  3,  as  amended, 
promulgated  by  the  Office  of  Temporary 
Controls.  Office  of  Price  Administration, 
shall  be  treated  as  still  remaining  In 
force  for  the  purpose  of  sustaining  any 
proE>er  suit,  action,  or  prosecution  with 
respect  to  any  such  right,  liability,  or  of- 
fense arising  under  the  Emergency  Price 
Control  Act  of  1942.  as  amended. 

(c)  Revised  Procedural  Regulation  1. 
Issued  May  1,  1948.  shall  continue  to  ap- 
ply to  all  cases  where  the  first  maximum 
rent  order  in  the  proceeding  was  entered 
by  the  Area  Rent  Director  prior  to  April 
14,  1949.  It  shall  also  continue  to  apply 
to  administrative  proceedings  pending 
before  the  Area  Rent  Director  on  April 
14.  1949  until  the  Issuance  of  a  maximum 
rent  order  by  him  in  such  proceedings. 
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Revised  Procedural  Regulation  1,  Issued 
on  May  1,  1948,  is  hereby  reissued  and 
shall  remain  In  full  force  and  effect  for 
these  purposes. 

(d)  Sections  840.101  to  840  153  'Rent 
Procedural  Regulation  2  >  shall  apply  to 
all  cases  in  which  proceedings  before  the 
Area  Rent  Director  were  first  commenced 
on  or  after  April  14.  1949  and  to  all  pro- 
ceedings upon  application  for  review  or 
appeal  concerning  maximum  rent  orders 
issued  by  Area  Rent  Directors  on  or  after 
April  14.  1949  in  proceedings  commenced 
prior  to  that  date. 

This  Rent  Procedural  Regulation  2 
shall  become  effective  April  14,  1949. 

Note:  All  reporting  and  record-keeping 
requirements  of  this  Rent  Procedural  Regu- 
lation a  have  been  approved  by  the  Bureau  of 
the  Budget  In  accordance  with  the  Federal 
Reports  Act  of  1942. 

Issued  this  11th  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

IP.   B.   Doc.   4»-a881;    Filed.    Apr.    13.  1949; 
8:52  a.  m.\ 


TITLE    41— PUBLIC    CONTRACTS 

Chapter  II — Division   of   Public   Con- 
tracts, Department  of  Labor 

Part  202 — MmiirtJM  Wage 
Determinations 

■woolen  and  worsted  industry 

This  matter  is  before  me  pursuant  to 
the  Act  of  June  30.  1936  <49  Stat.  2036; 
41  U.  S.  C.  sees.  35-45)  entitled  "An  act 
to  provide  conditions  for  the  purcliase 
of  supplies  and  the  making  of  contracts 
by  the  United  States,  and  for  other  pur- 
poses." otherwise  known  as  the  Walsh- 
Healey  Public  Contracts  Act.  It  arises 
upon  the  petition  of  the  Textile  Workers 
Union  of  America  that  I  determine  the 
prevailing  minimum  wage  for  the 
Woolen  and  Worsted  Indu.stry  to  be  $1.05 
an  hour. 

The  Union  has  also  proposed  a  defini- 
tion of  the  Industry.  Such  definition 
Is  identical  with  that  adopted  by  the 
Administrator  of  the  Wage  and  Hour 
Division  as  the  definition  of  the  woolen 
Industry  in  wage  order.s  (29  CFR.  1940 
Supp..  Part  556;  29  CFR.  Cum.  Supp.. 
Part  612 »  issued  pursuant  to  section  8 
of  the  Pair  Labor  Standard.s  Act  of  1938 
(52  Stat.  1064;  29  U.  S.  C.  208). 

General.  Notice  of  a  hearing  on  the 
Union's  petition  was  published  in  the 
Federal  Register  (13  F.  R.  5346).  Copies 
of  the  notice  were  mailed  to  trade  asso- 
ciations, unions  and  Government  agen- 
cies. In  addition,  a  press  release  was 
distributed  to  newspapers,  trade  publi- 
cations and  trade  associations.  Copies 
of  this  notice  and  press  release  were  sent 
to  companies  in  the  industry  which  had 
been  awarded  contracts  since  January  1, 
1947. 

This  notice  and  release  advised  inter- 
ested parties  of  the  time  and  place  at 
which  they  could  appear  and  offer  testi- 
mony: tl>  for  or  against  the  proposals 
of  the  Textile  Workers  Union  of  Amer- 
ica; and  "2>  as  to  whether  any  deter- 
mination should  include  provision  for 
the  employment  of  learners  and/or  ap- 
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prentices  at  rates  lower  than  the  prevail- 
ing minimum.  The  notice  also  provided 
that  written  statements  in  lieu  of  per- 
sonal appearances  could  be  filed  at  any 
time  prior  to  the  hearing  or  with  the 
presiding  officer  at  the  hearing.  It  also 
stated  that  copies  of  lists  prepared  by 
the  Union,  showing  the  mills  now  paying 
the  proposed  minimum  wage  or  above, 
would  be  available  upon  request. 

The  hearing  was  held  on  October  14, 
1948.  the  date  scheduled  in  the  notice. 
Representatives  of  employees  and  of  em- 
ployers testified,  and  filed  a  number  of 
briefs  and  statements.  The  record  was 
kept  open  for  additional  data,  which  in- 
formation was  made  a  part  of  the  record. 
Minimum  wage.  The  record  contains 
evidence  indicating  that  the  overwhelm- 
ing majority  of  experienced  employees 
In  the  Industry  are  earning  at  lea.st  $1.05 
an  hour. 

Lists  of  mills  paying  plant  minimum 
rates  of  $1  05  or  more  an  hour  were  sub- 
mitted by  the  Union.  These  include 
mills  which  had  contracts  with  the  Tex- 
tile Workers  Union  of  America,  the 
United  Textile  Workers  of  America,  and 
the  Independent  Textile  Workers  Union 
of  Woonsocket.  as  well  as  companies  not 
under  union  contract.  These  lists  rep- 
resent an  employment  of  about  107,000 
workers  as  of  October  1948.  The  Union 
representative  testified  that  the  lists 
were  not  complete  due  to  the  obvious 
inability  of  the  Union  to  furnish  a  veri- 
fied statement  of  all  unorganized  mills 
paying  such  minima.  It  is  estimated 
that  employment  in  the  industry  was 
somewhat  in  excess  of  150.000  employees 
at  that  time. 

The  Union  representative  further  es- 
timated a  minimum  of  well  over  75  or 
80  percent  of  the  industry  workers  are 
governed  by  a  plant  minimum  of  $1.05 
an  hour,  and  he  considered  this  estimate 
to  be  conservative.  Later  in  his  testi- 
mony he  said  he  was  certain  that  about 
80  percent  of  the  industry  was  governed 
by  the  $1.05  minimum  rate,  and  that 
probably  an  additional  10  percent  also 
had  ."such  rate. 

The  accuracy  of  the  list  of  mills  hav- 
ing contracts  with  the  United  Textile 
Workers  of  America  was  verified  by  the 
testimony  of  a  representative  of  that 
union.  He  stated  that  of  the  30.000  em- 
ployees covered  by  the  contracts  of  his 
union  92  percent  were  working  under 
agreements  which  provide  plant  min- 
imum rates  ranging  from  $1.05  to  $1.65 
an  hour.  He  also  testified  that  there 
were  a  few  additional  mills  which  should 
have  appeared  on  the  li-sts. 

The  employer  representatives  at  the 
hearing  did  not  refute  the  testimony  of 
the  employee  representatives  on  these 
points.  One  employer  representative, 
who  stated  that  he  took  no  exception  to 
the  Union's  a.<^sertion  that  the  minimum 
of  $1.05  an  hour  prevails  for  at  least  80 
percent  of  the  Industry,  expressed  doubt 
that  a  great  deal  of  difference  in  mini- 
mum wages  would  be  found  between  or- 
ganized and  unorganized  plants,  thus 
apparently  minimizing  the  effect  on  the 
prevailing  minimum  wage  of  the  approx- 
imately 30  percent  of  employees  not  in- 
cluded on  the  Union  lists.  He  stated 
that  this  similarity  of  wage  standards  in 
the  two  classes  of  plants  was  due  to  the 


necessity  of  meeting  the  prevailing  mar- 
ket rate  for  labor. 

The  opposition  of  the  employer  repre- 
sentatives to  the  granting  of  the  Union's 
petition  was  based  primarily  on  argu- 
ments against  the  ls.suance  of  any  wage 
determination  at  this  time,  and  on  the 
Inadequacy  of  the  Union  data  to  sup- 
port a  finding  that  $1  05  was  the  prevail- 
Ing  minimum  In  the  industry. 

The  first  of  these  contentions  is  ba.<;ed 
on  arguments  of  public  policy.  These 
arguments  have  been  considered  and 
found  to  be  without  merit.  The  Supreme 
Court  has  said  ("Perkins  v.  Lukens  Steel 
Co  ,"  310  U.  S.  113  >  that  the  purpose  of 
the  Public  Contracts  Act  is  to  obviate  the 
possibility  of  national  expenditures  go- 
ing to  forces  which  tend  to  depress  wagts. 
It  also  said  in  the  same  opinion  that  in 
this  legislation  Congress  "did  no  more 
than  ln5<truct  Its  agents"  to  fix  condi- 
tions "under  which  the  Government  will 
permit  goods  to  be  sold  to  it"  and  that 
"the  Secretary  of  Labor  i.s  under  a  duty 
to  observe  the.se  Instructions." 

The  Industry  representatives'  second 
contention,  the  claim  that  the  Union 
data  Is  Inadequate  to  support  a  finding 
of  $1.05  as  the  prevailing  minimum  in 
the  Industry,  Is  based  mainly  on  the 
argument  that  In  numerous  localities  the 
prevailing  minimum  is  below  $1.05  an 
hour.  The  representative  of  the  Na- 
tional Association  of  Wool  Manufactur- 
ers referred  to  the  results  of  a  study  con- 
ducted by  the  Bureau  of  Labor  Stati.'^tics 
covering  approximately  18,000  plant 
workers  employed  during  April  1948  in 
selected  occupations  In  plants  located  in 
six  selected  areas. 

He  placed  particular  emphasis  upon 
that  portion  of  the  study  indicating  tl.e 
large  percentage  of  the  workers  .selected 
for  study  in  the  Philadelphia-Camdrn 
and  Virginia-North  Carolina  areas  wiio 
received  straight-time  average  hourly 
earnings  below  $1.05.  but  It  should  be 
noted  that  only  about  10  percent  of  all 
the  18.000  workers  selected  for  study  in 
the  six  areas  received  straight-time  aver- 
age hourly  earnings  below  $1.05.  The 
record  shows  that  the  study  is  not  rep- 
resentative of  the  earnings  of  all  workers 
employed  In  all  occupations  In  the  in- 
dustry, nor  does  It  reflect  the  Increases 
which  were  reported  by  the  Union  as 
having  been  made  In  a  number  of  the 
surveyed  mills  after  April  1948. 

The  Philadelphia  Textile  Manufactur- 
ers Association  presented  supplemental 
data  on  plant  minima  in  43  local  mills  in 
Philadelphia  and  vicinity.  In  only  17  of 
these  43  mills  were  the  rates  "established 
by  a  labor  contract."  These  data  show 
that  40  percent  of  the  workers  were  em- 
ployed In  mills  having  plant  minima  of 
$1  05  an  hour  or  higher,  and  that  an  ad- 
ditional 37  percent  were  employed  in 
mills  having  plant  minima  ranging  from 
95  cents  to  $1.04  an  hour.  In  evaluating 
the  significance  of  this  statement,  it  is 
noted  that  no  wage  data  were  offered 
which  would  show  the  actual  hourly 
earnings  of  the  workers  employed  in  the 
31  plants  with  plant  minimum  hourly 
rates  of  less  than  $1  05.  The  president 
of  the  Association  testified  at  the  hearing 
that  some  local  plants  with  minima  less 
than  $1  05  have  average  hourly  earnincrs 
In  excess  of  such  average  for  the  Industry 
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as  a  whole  and  that  Philadelphia  is  not  a 
low-wage  textile  center.  The  evidence 
therefore  Indicates  that  the  actual  earn- 
ings of  only  a  relatively  small  proportion 
of  the  workers  in  these  43  local  plants  are 
le.ss  than  $1.05  an  hour. 

The  listings  of  mills  presented  by  the 
Union  account  for  a  substantial  propor- 
tion of  the  workers  employed  in  plants  lo- 
cated In  the  surveyed  areas,  except  for 
the  Border  States  and  the  Southeast  Re- 
gion. The  Union  representative  testified 
that  the  Union  minima  for  organized 
mills  In  the  South  are  94  or  95  cents  an 
hour.  But,  as  in  the  case  of  the  Phila- 
delphia area.  It  does  not  follow  that  the 
actual  earnings  of  large  numbers  of  work- 
ers In  these  areas  are  not  at  least  $1.05 
an  hour.  The  Union  representative  also 
stated  that  only  about  6'2  percent  of  in- 
dustry production  is  located  in  Southern 
plants. 

On  the  other  hand,  approximately  80 
percent  of  the  plants,  workers,  and  value 
of  product  Is  concentrated  in  the  New 
England  and  the  Middle  Atlantic  areas, 
and  the  Union  lists  account  for  75  per- 
cent of  the  employees  in  these  two  areas. 
Particular  emphasis  must,  of  course,  be 
given  to  the  wages  In  the  predominant 
segments  of  the  industry.  To  do  other- 
wise would  be  to  ignore  one  of  the  basic 
considerations  underlying  the  Public 
Contracts  Act.  An  employer  representa- 
tive also  admitted  that  Pacific  Coast 
plants  are  now  meeting  the  $1.05  mini- 
mum. 

A  repre.sentative  of  the  American  Cot- 
ton Manufacturers  Association  re- 
quested that  a  provision  of  the  proposed 
industry  definition  be  amended  so  as  to 
exclude  the  manufacture  or  processing 
of  yarns  spun  from  wool  or  animal  fiber 
(other  than  silk)  in  combination  with 
cotton,  silk,  flax.  Jute,  or  any  synthetic 
fiber  on  systems  other  than  the  woolen 
system.  Under  the  proposed  definition, 
only  such  yarn  containing  not  more  than 
45  percent  by  weight  of  wool  or  animal 
fiber  (Other  than  silk)  are  to  be  ex- 
cluded. His  statement  shows  that  the 
Association's  primary  reason  for  re- 
questing the  amendment  was  avoidance 
of  the  confusion  which  would  be  caused 
by  the  applicability  of  an  additional 
minimum  wage  to  those  cotton  mills  that 
may  manufacture  such  part-wool  prod- 
ucts for  the  Government. 

The  representative  of  the  National  As- 
sociation of  Wool  Manufacturers,  how- 
ever, called  attention  to  the  fact  that 
there  was  also  involved  In  the  question 
of  amending  such  provision  the  matter 
of  competitive  advantage  between  the 
two  Industries,  and  he  reviewed  the 
background  of  this  provision  of  the  pro- 
posed Industry  definition.  He  stated 
that  the  provision  was  the  result  of  com- 
promise between  representatives  of  the 
cotton  and  woolen  industries  during  the 
wage  order  proceedings  under  the  Fair 
Labor  Standards  Act  of  1938.  The  rep- 
resentative of  the  American  Cotton 
Manufacturers  Association  attested  the 
accuracy  of  such  review  of  the  provi- 
sion's origin. 

The  perplexing  question  of  wage-order 
coverage  on  part-wool  yarns  was  con- 
sidered by  the  Administrator  of  the  Wage 
and  Hour  Division  as  early  as  September 
of  1938  (3  F.  R.  2314) ,    In  Administrative 
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Orders  No.  24  and  No.  25.  dated  May  22. 
1939  (4  P.  R,  2124 ) .  he  adopted  correlated 
amendments  to  the  proposed  wage-order 
definitions  for  the  Woolen  Industry  and 
the  Textile  Industry,  respectively,  estab- 
lishing the  45-percent  criterion  on  such 
combination  yarns.  He  took  this  action 
only  after  a  joint  subcommittee  of  the 
woolen  and  textile  Industry  committees 
had  considered  the  problem.  Including 
the  competitive  position  of  the  two  in- 
dustries on  such  products.  He  Informed 
the  two  industry  committees  that  the 
adopted  line  of  demarcation  was  the 
same  as  the  test  established  during  the 
period  of  the  National  Industrial  Recov- 
ery Administration  and  that  it  had 
worked  satisfactorily.  Thereupon,  the 
two  committees  voted  to  confirm  their 
previously  made  recommendations  on 
minima  for  their  respective  Industries. 

The  definition  for  the  Woolen  and 
Worsted  Industry  as  proposed  In  the  no- 
tice of  hearing  coincides  with  the  defi- 
nition In  the  wage  orders  for  the  woolen 
Industry  Issued  under  the  Pair  Labor 
Standards  Act.  as  above  noted.  It  con- 
tains the  provision  In  question.  And  the 
Administrator's  action  In  drawing  the 
line  of  demarcation  on  combination 
yarns  was.  on  petition  to  review  and  set 
aside  the  first  of  these  two  wage  orders. 
afBrmed  by  the  U.  S.  Court  of  Appeals 
for  the  District  of  Columbia,  "National 
Association  of  Wool  Manufacturers,  et  al. 
V.  Fleming."  122  F.  (2d>  617  (App.  D.  C). 
See  also  "Opp  Cotton  Mills  v.  Adminis- 
trator." 312  U.  S.  126;  and  "Southern 
Garment  Manufacturers  Association  v. 
Administrator."  122  F.  (2d)  622  (App. 
D.  C.) 

The  representative  of  the  National  As- 
sociation of  Wool  Manufacturers  testi- 
fied that  the  competitive  position  of  the 
two  Industries  on  combination  yarns  has 
not  changed.  He  said,  moreover,  that 
the  spread  in  average  wages  between  the 
two  Industries  is  considerably  greater  to- 
day in  favor  of  the  cotton  Industry.  No 
evidence  was  presented  showing  that  the 
competitive  position  of  the  two  Industries 
has  changed  since  the  original  wage  or- 
ders were  Issued  in  1939  (Textile  Indus- 
try. 4  P.  R.  4101)  and  1940  (Woolen  In- 
dustry. 5  F.  R.  1730)  containing  the  cor- 
related line  of  demarcation.  It  also  ap- 
pears that  the  problem  from  the  point  of 
view  of  Government  purchasing  Is  some- 
what academic  since  the  Government  has 
not  purchased  such  yarns  or  fabrics  made 
from  such  yarns  In  any  significant  qusui- 
tlty  and  is  not  likely  to  do  so  in  the  future. 

Analysis  of  the  record  as  above  sum- 
marized Indicates  quite  clearly  that  $1.05 
an  hour  Is  the  prevailing  minimum  wage, 
within  the  meaning  of  the  Public  Con- 
tracts Act.  In  the  Woolen  and  Worsted 
Industry  at  this  time.  From  75  to  90 
percent  of  the  workers  would  not  be  di- 
rectly affected  by  a  determination  of 
such  minimum  wage.  Only  a  small  per- 
centage of  the  remaining  10  to  25  per- 
cent of  the  workers  would  be  so  affected. 
Among  the  workers  whose  wages  would 
be  Increased  are  some  of  those  employed 
In  abnormally  low-wage  establishments. 
Such  firms  are  potential  bidders  and  re- 
quiring them  to  raise  wages  on  Govern- 
ment work  only  to  the  rate  found  to  be 
prevailing  for  the  Industry  Is  the  main 
reason  for  the  passage  of  the  Public  Con- 
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tracts  Act — In  the  Interest  of  other  em- 
ployers, as  well  as  In  the  Interest  of  the 
employees  and  the  public. 

As  hereinafter  set  forth,  the  prevail- 
ing minimum  wage  to  be  established  for 
this  Industry  applies  only  to  experienced 
employees. 

The  record  shows  that  there  is  a  pre- 
vailing practice  in  the  Industry  to  pay 
new  workers  during  a  specified  proba- 
tionary period  less  than  the  contract 
minima  applying  to  experienced  workers. 
Although  the  length  of  the  probationary 
period  and  the  subminimum  rates  vary 
somewhat  in  Individual  plants,  the  prac- 
tice generally  followed  under  union  con- 
tracts covering  from  75  to  80  percent 
of  the  employees  in  the  industry.  Is  to 
pay  new  employees  with  less  than  320 
hours  experience  in  the  industry  a  rate  of 
90  cents  an  hour  for  a  period  of  thirty 
calendar  days.  The  provision  for  learn- 
ers as  hereinafter  set  forth  Is  designed 
to  take  into  consideration  to  the  fullest 
possible  extent  the  practices  of  the  in- 
dustry as  a  whole.  The  record  does  not 
show  any  need  for  a  subminimum  rate 
for  apprentices  other  than  this  provision. 

Determination.  After  consideration  of 
the  entire  record  of  this  proceeding,  I 
hereby  make  the  following  determination 
for  the  Woolen  and  Worsted  Industry; 

§  202.47  Woolen  and  Worsted  Indus- 
try—(bl)  Definition.  The  Woolen  and 
Worsted  Industry  is  defined  as  follows: 

(1)  The  manufacturing  or  processing 
of  all  yarns  (other  than  carpet  yarns) 
spun  entirely  from  wool  or  animal  fiber 
(other  than  silk) ;  and  all  processes  pre- 
paratory thereto. 

(2)  The  manufacturing,  dyeing  or 
other  finishing  of  fabrics  and  blankets 
(other  than  carpets,  rugs  and  pile  fab- 
rics) woven  from  yarns  spun  entirely  of 
wool  or  animal  fiber  (other  than  silk). 

(3)  The  manufacturing,  dyeing,  or 
other  finishing  of  fulled  suitings,  coat- 
ings, topcoatings.  and  overcoatings  knit 
from  yarns  spun  entirely  of  wool  or  ani- 
mal fiber  (other  than  silk). 

(4)  The  picking  of  rags  and  clips  made 
entirely  from  wool  or  animal  fiber  (other 
than  silk),  and  the  garnettlng  of  wool 
or  animal  fiber  (other  than  silk)  from 
rags,  clips,  or  mill  waste;  and  other  proc- 
esses related  thereto. 

(5)  The  manufacturing  of  batting, 
wadding,  or  filling  made  entirely  of  wool 
or  animal  fiber  (other  than  silk). 

(6)  The  manufacturing  or  processing 
of  all  yarns  (other  than  carpet  yarns) 
spun  from  wool  or  animal  fiber  (other 
than  silk)  in  combination  with  cotton, 
silk.  flax.  jute,  or  any  synthetic  fiber; 
except  the  manufacturing  or  proces,sir.g 
on  systems  other  than  the  woolen  system 
of  yarns  containing  not  more  than  45 
percent  by  weight  of  wool  or  animal  fiber 
(other  than  silk)  in  combination  with 
cotton,  silk,  flax,  Jute  or  any  synthetic 
flber. 

(7)  The  manufacturing,  dyeing,  or 
other  finishing  of  the  products  enumer- 
ated in  subparagraphs  (2),  (3),  (4), 
and  (5)  of  this  paragraph  from  wool  or 
animal  fiber  (other  than  silk)  in  com- 
bination with  cotton,  silk,  flax.  Jute  or 
any  synthetic  fiber ;  except  products  con- 
taining not  more  than  25  percent  by 
weight  of  wool  or  animal  fiber  (other 
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than  silk),  with  a  margin  of  tolerance 
of  2  percent  to  meet  the  exigencies  of 
manufacture. 

(b)  Minimum  wage.  The  minimum 
wage  for  employees  engaged  in  the  per- 
formance of  contracts  with  agencies  of 
the  United  States  subject  to  the  provi- 
sions of  the  Walsh-Healey  Public  Con- 
tracts Act  for  the  manufacture  or  sup- 
ply of  products  of  the  Woolen  and  Wor- 
sted Industry  shall  be  $1.05  an  hour  or 
$42.00  In  straight-time  earnings  per 
week  of  40  hours,  arrived  at  either  upon 
a  time  or  piece-work  basis:  except  that 
learners  and  beginners  may  be  employed 
subject  to  the  following  terms  and  con- 
ditions ; 

(1)  Learners  and  beginners  may  be 
paid  a  submlnlmum  rate  of  90  cents  an 
hour  or  $36  In  straight-time  earnings 
per  week  of  40  hours,  unless  experienced 
workers  in  the  same  plant  and  occupa- 
tion are  paid  on  a  piece-rate  basis,  in 
which  case  learners  axKi  lieginners  must 
be  paid  the  same  piece  rates  paid  to  ex- 
perienced workers,  and  earnings  based 
upon  these  piece  rates  If  such  earnings 
are  In  excess  of  90  cents  per  hour; 

(2)  The  permitted  length  of  the  learn- 
ing period  for  learners  and  beginners 
shall  be  320  hours  unless  the  learner  or 
beginner  has  had  previous  experience  in 
the  industry,  in  which  case  the  number 
of  hours  of  such  experience  must  be 
deducted  from  the  320-hour  learning 
period; 

(3)  A  learner  or  beginner  for  the  pur- 
pose of  this  determination  is  a  person 
who  has  had  less  than  320  hours  experi- 
ence In  the  Industry. 

(c)  This  determination  shall  be  effec- 
tive and  the  minimum  wages  hereby  es- 
tablished shall  apply  to  all  contracts  sub- 
ject to  the  PubUc  Contracts  Act.  bids  for 
which  are  solicited  or  negotiations  other- 
wise commenced  on  or  after  May  14. 1949. 

(d)  Nothing  In  this  determination 
shall  affect  any  obligations  for  the  pay- 
ment of  minimum  wages  that  an  em- 
ployer may  have  under  any  law  or  agree- 
ment more  favorable  to  employees  than 
the  requirements  of  this  determination. 
(49  Stat.  2036;  41  U.  S.  C.  35-45) 

Dated:  April  6,  1949. 

MaUBICE  J.  TOBIN. 

Secretary  of  Labor. 

IF.    R.    Doc.    49-2795;    Filed.    Apr.    13.    1949; 
8:45  a.  m.) 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orderi 

I  Public  Land  Order  5811 

California 

kevoking  in  part  public  land  order  no. 
125  of  may  20.  1943.  withdrawing 
public  lands  for  use  of  war  depart- 
ment as  bombing  target  sites 

By  Virtue  oT  the  authority  vested  In 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  it  is 
ordered  as  follows: 


RULES  AND  REGULATIONS 

Public  Land  Order  No.  125  of  May  20. 
1943.  withdrawing  public  lands  for  the 
use  of  the  War  Department  as  bombing 
target  sites.  Is  hereby  revoked  so  far  as 
it  affects  the  hereinafter-described  pub- 
lic lands. 

The  jurisdiction  over  and  use  of  such 
lands  granted  to  the  War  Department  by 
Public  Land  Order  No.  125  shall  cease 
upon  the  date  of  the  signing  of  this 
order.  Thereupon,  the  Jurisdiction  over 
and  administration  of  such  lands  shall 
be  vested  in  the  Department  of  the  In- 
terior and  any  other  Department  or 
agency  of  the  Federal  Government  ac- 
cording to  their  respective  interests  then 
of  record. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  vmtil  10:00  a.  m.  on  May  12.  1949. 
At  that  time  the  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  May  12.  1949.  to  August  11.  1949. 
Inclusive,  the  public  lands  affected  by 
this  order  shall  be  subject  to  (1 )  applica- 
tion under  the  homestead  or  the  desert 
land  laws,  or  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C. 
682a) .  as  amended,  by  qualified  veterans 
of  World  War  II.  for  whose  service  rec- 
ognition is  granted  by  the  act  of  Septem- 
ber 27.  1944  (58  Stat.  747.  43  U.  S.  C.  279- 
283),  subject  to  the  requirements  of  ap- 
plicable law.  and  (2)  application  under 
any  applicable  public-land  law.  based  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  al- 
lowance and  confirmation.  Applications 
by  such  veterans  shall  be  subject  to 
claims  of  the  classes  described  in  sub- 
division (2). 

(b)  Twenty -day  advance  period  for 
simuitaneous  preference-right  filings. 
For  a  period  of  20  days  from  April  22, 
1949.  to  May  11.  1949,  Inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  May  12.  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public-land  laws. 
Commencing  at  10:00  a.  m.  on  August 
12.  1949.  any  of  the  lands  remaining 
unappropriated  shall  become  subject  to 
such  application,  petition,  location,  or 
selection  by  the  public  generally  as  may 
be  authorized  by  the  public-land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  July  23, 1949.  to  August  11. 1949, 
Inclusive,  and  all  such  applications,  to- 
gether with  those  presented  at  10:00 
a.  m.  on  Augast  12,  1949,  shall  be  treated 
as  simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 


wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  In  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office. 
Los  Angeles.  California,  shall  be  acted 
upon  in  accordance  with  the  regulatlon.s 
contained  in  {  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324.  May  22,  1914,  43  L.  D.  254) .  and 
Part  296  of  that  title,  to  the  extent 
that  such  regulations  are  applicable. 
Applications  under  the  homestead  laws 
shall  be  governed  by  the  regulations  con- 
tained In  Parts  166  to  170.  Inclusive,  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions and  applications  imder  the  desert 
land  laws  and  the  Small  Tract  Act  of 
June  1,  1938,  shall  be  governed  by  the 
regulations  contahied  in  Parts  232  and 
257.  respectively,  of  that  title. 

Inquiries  concerning  these  lands  .shall 
be  addressed  to  the  District  Land  Office. 
Los  Angeles.  California. 

The  lands  affected  by  this  order  are 
described  as  follows: 

San  Beknakdinc  Mibidian 

T.  2  N  .  R.  6  E.. 

Sec.  26.  W'i; 
T.  5  N.,  R.  1  E.. 

Sec.  4.  E'iSE'/«, 

Sec.  10,  NW'i; 
T.  6  N..  R.  2  W.. 

Sec.  33,  N'/iSEt^. 

The  area  described  aggregates  640 
acres. 

These  public  lands  are  generally  roll- 
ing to  mountainous  desert. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

April  7.  1949. 

{P.   R.   Doc.  49-2864:    Piled,   Apr.    13.    1949; 
8:40  a.  m.l 


TITLE  45~PUBLIC  WELFARE 

Subtitle  A — Federal  Security  Agency, 
General  Administration 

PART  5 — Availability  of  Final  Opinions. 
Orders  and  Official  Records 

Correction 

In  Federal  Register  Document 
48-11257,  appearing  on  page  8398  of  the 
l.ssue  for  Tuesday,  December  28,  1948, 
the  ninth  line  of  paragraph  <b)  of  §  52 
should  read  "ments  of  the  Federal  Secu- 
rity Agency  or". 

TITLE  50— WILDLIFE 

Chapter  I — Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Subchapter  F — Alotka  Commercial  Fitheiics 

Part  108 — Kodiak  Area 

Part  111— Prince  William  Sound  Ake\ 

Part    115 — Southe.^stern   Alaska   Area 
Fisheries  Other  Than  Salmon 

herring  catch  limitations 

Basis  and  purposes.    From  the  con.sid- 
eratlon  of  Information  developed  at  pub- 


Thursday,  April  14,  1949 

lie  hearings,  written  briefs  submitted  by 
representatives  of  the  fishing  Industry, 
and  data  resulting  from  continuing  sci- 
entific investigations  by  biologists  of  the 
Fi.sh  and  Wildlife  Service  indicating  a 
decline  in  abundance  of  herring  in  the 
Kodiak,  Prince  William  Sound  and 
Southeastern  Alaska  Areas,  it  is  deter- 
mined that  the  respective  catch  limita- 
tions should  be  reduced  by  calculated 
amounts  to  protect  and  conserve  the  re- 
source. In  order  to  establi.«:h  such  addi- 
tional protection  and  In  conformance 
with  the  Notice  of  Intention  to  Adopt 
Amendments  Issued  by  the  Secretary  of 
the  Interior  on  July  14.  1948  '13  F.  R. 
4128),  the  following  provisions  are 
adopted,  to  become  effective  30  days  after 
their  publication  in  the  Federal  Register. 

1.  Section  108  26  Is  amended  by  de- 
leting therefrom  "390,000  barrels"  and 
KUbstituting  in  lieu  thereof  "250,000  bar- 
rels." 

2.  Section  111.14  Is  amended  by  delet- 
ing therefrom  "180.000  barrels"  and  sub- 
stituting In  lieu  thereof  "150.000  barrels." 

3.  Section  115.3  is  amended  by  deleting 
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therefrom  "400,000  barrels"  and  substi- 
tuting In  lieu  thereof  "200,000  barrels." 

(44  Stat.  752;  48  U.  8.  C.  221  et  seq.) 

Dated:  April  7.  1949. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

[P.   R.   Doc.   49-2857;    Piled.   Apr,   13.    1949; 
8:47  a.  m.J 


Subchapter  G— Alaska  Aquatic  Mammals   Other 
Than  Whole* 

Part  142 — Protection  of  Alaska 
Sea  Lions 

KILUNG   of   sea   LIONS 

Basis  and  purposes.  On  the  basis  of 
widespread  complaints  from  fishermen. 
Information  produced  at  public  hearings, 
written  briefs  submitted  by  members  of 
the  fishing  industry,  observations  by  per- 
sonnel of  the  Fish  and  Wildlife  Service 
and  a  scientific  investigation  described  in 
Special  Scientific  Report  #28  of  the 
Fi.sh  and  Wildlife  Service,  it  has  been 
determined  that  sea  lions  occur  in  exces- 
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sive  numbers  in  the  waters  of  Alaska  and 
are  inflicting  serious  economic  loss  on  the 
fisheries.  The  protection  of  the  herd  at 
Bogaslof  Island  will  prevent  the  extinc- 
tion of  this  animal  as  a  species  of  inter- 
esting sea  life  In  such  manner  as  will  not 
be  detrimental  to  the  Alaskan  commer- 
cial fisheries.  Accordingly,  to  reduce  the 
abundance  of  sea  hons.  the  followinfj 
provision  is  adopted,  to  become  effective 
30  days  after  its  publication  in  the  Ped- 
ER.\L  Register. 

Section  142.1  Is  amended  to  read  as  fol- 
lows : 

§  142.1  Killing  of  sea  lions.  The  kill- 
ing of  sea  lions  in  the  Territory  of  Alaska, 
or  in  any  of  the  waters  of  Alaska  over 
which  the  United  States  has  jurisdiction. 
Is  permitted,  except  on  Bogaslof  Island 
and  within  one  statute  mile  of  the  shores 
of  Bogaslof  Island.  (48  Stat.  976;  16 
U.  S.  C.  659) 

Dated:  April  7.  1949. 

J.  A.  Krcg. 
Secretary  of  the  Interior. 

(P.    R.    Doc.    49-285«;    Piled.    Apr.    13.    1949; 
8:47   a.  m.| 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  52  1 

United  States  Standards  for  Grades  of 
Dried  Figs  ' 

notice  of  proposed  rule  making 

Notice  is  hereby  given  pursuant  to  the 
authority  contained  In  the  Agricultural 
Marketing  Act  of  1946  (60  Stat.  1087;  7 
U.  S.  C.  1621  et  seq.)  and  the  Department 
of  Agriculture  Appropriation  Act.  1949 
'Pub.  Law  712.  80th  Cong.,  approved 
June  19.  19481.  that  the  United  States 
Department  of  Agriculture  is  consider- 
ing the  revision.  a.«;  herein  proposed,  of 
the  United  States  Standards  for  Grades 
ot  Dried  Figs.  These  standard.s.  If  made 
fffectivc,  will  be  the  second  l.ssue  by  the 
Department  for  grades  of  dried  figs. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
•Mderation  In  connection  with  the  pro- 
I'osed  revision  shall  file  the  same  in 
quadruplicate  with  the  Chief,  Processed 
Products  Standardization  and  Inspection 
Division.  Fruit  and  Vegetable  Branch. 
Production  and  Marketing  Adminl.stra- 
t;on.  United  States  Department  of  Agri- 
culture. Wa.shington  25,  D.  C,  not  later 
than  30  days  after  publication  of  this 
notice  in  the  Federal  Register. 

The  propo.sed  standards  are  as  follows: 

5  52.312  Dried  figs.  Dried  figs  are 
tlu'  fruit  of  the  fig  tree  iFicus  carica) 
Irom  which  the  greater  portion  of  mois- 
ture has  been  removed.    Before  packing 

'  The  requirements  of  tliese  standards  shall 
ii't  excuse  failure  to  comply  with  the  pro- 
v'.Mon  of  the  Federal  Food,  Drug,  and  Coe- 
nutlc  Act. 


the  dried  figs  have  been  thoroughly 
cleaned.  The  figs  may  or  may  not  be 
sulphured  or  otherwise  bleached. 

I  a)  Types  ^  colors)  of  dried  figs.  (1) 
"White"  or  "white  figs"  are  white  to  dark 
brown  in  color  and  include  such  varieties 
as  Calimyrna,  Adriatic,  and  Kadota. 

(2)  "Black"  or  "black  figs"  are  black 
or  dark  purple  in  color  as  in  the  Mission 
varieties. 

(b>  Style.t  and  tupes  of  packs  of  dried 
figs.  (1  >  "Whole  figs"  or  "whole"  means 
dried  figs  In  the  following  types  of  packs: 

(1)  Style  I  <a>,  "Whole,  loo.se,  figs" 
are  whole  dried  figs,  not  materially 
changed  from  their  original  dried  form, 
that  are  packed  without  special  arrange- 
ment In  a  container. 

(11)  Style  I  (b),  "Whole,  pulled,  figs" 
are  whole  dried  figs  which  are  changed 
from  their  original  dried  form  by  pur- 
posely flattening  and  shaping  and  are 
placed  In  a  definite  arrangement  In  a 
container.  The  dried  figs  may  or  may 
not  be  split  slightly  acro.ss  the  eye  but 
are  not  split  to  the  extent  that  the  seed 
cavity  Is  materially  exposed. 

(lii>  Style  I  ic> ,  "Whole,  layered,  figs" 
are  whole  dried  figs  which  are  changed 
from  their  original  dried  form  by  pur- 
posely flattening  and  shaping  and  are 
placed  In  a  staggered-layer  arrangement 
in  a  container.  The  figs  are  split  acrops 
the  base  to  the  extent  that  the  seed  cav- 
ity may  be  materially  exposed. 

(2)  Style  II,  "Sliced  figs"  or  "sliced" 
means  dried  whole  figs  that  are  cut  Into 
slices  not  less  than  U  inch  in  thickness; 
such  slices  are  not  recut  showing  more 
than  two  cut  surfaces. 

<c)  Sizes  of  Style  I  (a),  whole,  loose, 
dried  figs,  d)  The  sizes  of  Style  I  ^a). 
whole,  loo.se.  dried  figs  for  the  following 
varieties  are; 


Black  Mission 


No.  1  size  (Jumbo  size) — l''io  inches  or 
larger  in  width. 

No.  2  size  (Extra  Fancy  size) — I'tm  Inches 
to,  but  not  Including,  I'm  Inches  In  width. 

No.  3  size  (Fancy  size) — I'm  Inches  to,  but 
not  Including,  I'ln  Inches  In  width. 

No.  4  size  (Extra  Choice  size) — '';:(i  inch  to. 
but  not  including,  l',r,  Inches  In  width. 

No.  5  size  (Choice  size) — 13,,;  inch  to,  but 
not  Including,  I'-m  Inch  In  width. 

No.  6  size  (Standard  size) — less  than  J-Vig 
inch  in  width. 

Adriatic  oh  Kadota 

No.  1  size  (Jumbo  size — I'^ifi  inches  or 
larger  in  width. 

No.  2  size  (Extra  Fancy  size) — l-ic  inches 
to,  but  not  including,  1^,,,  Inches  in  width. 

No.  3  sl?e  (Fancy  size) — l^in  Inches  to,  but 
not  Including.  V>,n  inches  In  width. 

No.  4  size  (Extra  Choice  size) — V\n  Inches 
to.  but  not  including,  l^iui  Inches  In  width. 

No.  5  size  (Choice  size) — "''k;  Inch  to,  but 
not  Including,  I'x,  Inches  In  width. 

No.  6  size  (Standard  size) — Less  than  i^ia 
inch  In  width. 

Calimyrna 

No.  1  size  (Jumbo) — l»i6  inches  or  larger 
in  width. 

No.  2  size  (Extra  Fancy  size) — I6i,i  inches 
to,  but  not  Including,  I'Jie  Inches  In  width. 

No.  3  size  (Fancy  size) — IMr,  Inches  to,  but 
not  Including,  I'Mr,  Inches  In  width. 

No.  4  size  (Extra  Choice  size) — I'l.,  Inches 
to,  but  not  including,  Ihn  Inches  In  width. 

No.  6  size  (Choice  size) — 'nn  inch  to,  but 
not  including,  Vm  Inches  In  width. 

No.  6  Elze  (Standard  size) — Less  than  i-v,^ 
Inch  in  width. 

(2)  In  determining  compliance  with 
size  requirements  listed  in  subparagraph 
(1)  of  this  paragraph.  Style  I  (a),  whole, 
loose,  dried  figs  will  be  considered  as  of 
one  size  if  not  more  than  10  percent  by 
count  of  the  figs  varies  from  the  size 
range.    "Uniformity  of  size,"  as  such,  is 
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not  a  requirement  for  Style  I  (a>,  whole. 
loose,  dried  f.g?. 

<d)  Grades  of  dried  figs  <ywt  for 
vanufactvrinQ).  <1)  "U.  S.  Grade  A" 
or  -U.  S.  Fancy"  is  the  quality  of  dried 
fig'i  that  are  of  one  variety;  are  well- 
matured  with  not  more  than  5  percent  by 
count  of  reasonably  well-matured  dried 
fus;  are  practically  uniform  in  size,  ex- 
cept for  Style  I  «a) .  whole,  loose,  flg.s  and 
Style  II.  sliced  figs;  pos.sess  a  practically 
uniform  typical  color;  po.ssess  a  good,  dis- 
tinct, typical,  and  normal  dried  fig  flavor 
and  odor:  are  free  from  foreicn  mate- 
rial ;  and  do  not  exceed  the  maximum  al- 
lowances and  limitations  as  specified  in 
Table  No.  I  (Moisture' ;  Table  No.  II 
•  Defects:  Styles  I  la).  I  <b>.  and  I  <c), 
whole  fl!?s);  or  Table  No.  Ill  (Defects: 
Style  II.  -sliced  figs)  in  paragraph  fe> 
<!•  of  this  section. 

.2)  "U  S  Grade  B"  or  "U.  S.  Choice 
Is  the  quality  of  dried  figs  that  are  of  one 
variety;  are  reasonably  well-matured 
with  not  more  than  10  percent  by  tount 
of  fairly  well-matured  dried  figs;  are 
r»*asonably  uniform  In  size,  except  for 
Style  I  f  a ) .  whole,  loose,  flgs  and  Style  II, 
sliced  figs;  possess  a  reasonably  uniform 
typical  color;  possess  a  reasonably  good, 
distinct,  typical,  and  normal  dried  fi'-X 
flavor  and  odor:  are  free  from  foreit^n 
materials;  and  do  not  exceed  the  maxi- 
mum allowances  and  limitations  as  spec- 
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ified  in  Table  No.  I  •  Moisture) ;  Table  No. 
rV  (Defects:  Styles  I  (a>.  I  <b>.  and  I 
(C).  whole  figs);  or  Table  No.  V  'De- 
fects: Style  II.  .sliced  figs>  in  paragraph 
(e)  fl)  of  this  section. 

(3)  "U.  S.  Grade  C"'  or  "U.  S.  Stand- 
ard" dried  figs  is  the  quality  of  dntd  figs 
that  are  of  one  variety  or  of  similar 
varieties;  are  fairly  well-matured;  are 
fafrly  uniform  in  size,  except  for  Style 
I  (a),  whole,  loose,  figs  and  Style  II, 
sliced  figs;  possess  a  fairly  uniform  typi- 
cal color;  possess  a  typical  and  normal 
dried  fig  flavor  and  odor;  are  free  from 
foreign  material:  and  do  not  exceed  the 
maximum  allowances  and  limitations  as 
specified  in  Table  No.  I  (Moisture); 
Table  No.  VI  (Defects:  Styles  I  <a\ 
I  lb',  and  I  <c>,  whole  figs);  or  Table 
No.  VII  'Defects:  Style  II,  sliced  figs» 
in  paragraph  (e)  (D  of  this  section. 


(4)  'U.  S  Grade  D"  or  "Substandard" 
is  the  quality  of  dried  figs  that  fail  to 
meet  the  requirements  of  "U.  S.  Grade  C' 
or  "U.  S.  Standard." 

<e>  Moisture  allowances  for  grades 
(not  for  manulacturing^  of  dried  ficis. 
( 1  >  Dried  figs  shall  not  exceed  the  mois- 
ture limits  for  the  grades,  types,  styles, 
and  groups  designated  in  Table  No.  I  of 
this  section.  Moisture  limits  are  not  ap- 
plicable to  U.  S.  Grade  D  mot  for  manu- 
iacturing»  or  Substandard  <not  for  man- 
ufacturing). Group  I  includes  fi:^s  pack- 
aged in  containers  which  do  not  com- 
pletely enclo.se  and  seal  the  figs;  such 
containers  include,  but  are  not  limited 
to.  wood  boxes  or  fiber  boxes.  Group  II 
includes  figs  packaged  in  completely 
sealed  packages;  .such  containers  include, 
but  are  not  limited  to,  cellophane,  plio- 
film, metal-foil  wrapped  bags  or  cartons. 


'Iabi.k  No    1— Mm|!«ti  Ri  Au.f.w.wrnt  r^n  hHim  Kii;« 
|M.t\inititn  (hy  wt-isliDl 


PtyUv 


r.  S.  fir;»do  \  (^  V  S.  Kiinoy  :iiid  T.  S. 
<;r;»df  H  <M  I  .  S,  Cliiiii'''  :>"d  I  .  S. 
(Ir.idf  ("  or  I  .  S.  Stuiuliird  (ii"!  for 
nianii'iKturitis). 


Black 

il  --. 

Black  rtiid  whhf  (miiird). 
do 


WhoV 

KlUT-l    .... 

WhoW 

SliciM 

.    Who!...... 

Sliwt 


Molsitiro  liiiiii> 
(irmip  I    flrotipll 


I'rrcrnl  ferrrn' 

•2i  ■£< 

21    . 

SI  I             ■> 

•a  ' 

a  •> 

a  


Taiwk  NC.  11— Ai.i<>\v.*vci£.s  roR  DErerrs 
[.style  I  (ai.  whol*.  loose.  «Ks;  style  1  (M.  whole.  |.ullod.  figs:  style  I  (O.  whole.  I»yerf<l.  fltcs) 


(irade 


r  S  Circle  A  (not  for  maiiufactiir 
II. <  or  V.  S.  Fancy  (not  for  iiiaiiu- 
frt.itiriiijt'. 


Limited  alUiwaiHv* 


I>am8ped  by: 

Sr.»rs  or  diM-a.'»e. 

Siiiihurti. 

Insect  injury. 

Mechaiiiciil  injury. 

Vi«ihlc  <ii|;arinK. 

Other  similar  defects 
linnialiire  Hes. 
AlTecled  1>\: 

.Sourinis. 

Mold. 
Dirt. 

.MTected  hv  decay. 
iWorthless  fltts. 


Not  more  iti m  '  m  of  the 
total  <ir  1";  ' 


Not  luftrr  than  ' 
total  ur  t"; 


I  of  t  he 


AITccted  hy: 

SouriiiK. 

.Mold. 
Dirt. 

Affected  by  decuy. 
Worthless  tig^. 


.\(Terted  l>v  doc^iy. 


Worthless  fli{< 


«  ref««nla«es  are  by  count. 


T.\BIK  No.  ni-Ai.i.owAS(  £.■«  roR  DerrrTs 
(Style  II.  slice<l  fl(!sl 


Grade 


Tot.il  allowance,  not  luorc  than  a 
total  of  10"^  ' 


I.iinilwl  allowamv* 


Not  more  th^jn  ^4  of  the 
total  or  f>'[  ' 


Not  more  than  im  of  I  he 
t'>tal  or  r ;  ' 


Not  more  than  '  !•>  of  th'' 
'  l<it:d  (11   V",.) 


■  H.  (Jrade  A  (not  (or  inannfac- 
riirmni  or  V.  S.  Fancy  (not  for 
mainifacturinU'. 


(Damaged  by: 
Scars  or  di.«ease, 

Suubiini. 

lii.s«>ct  Injury. 

Visible  stiftarintr. 

Other  siniiliU  defects. 
Immature  t[fi. 
.KfTected  by; 

Sourinn. 

Mold. 
Dirt. 

Affected  by  di-cHy. 
.Worthless  Ak'. 


AfTected  hy; 

douriiic. 

Mold. 
Dirt. 

Aflected  by  decay. 
Worthies*  flRs. 


AfTeoUd  by  decay. 


Worthless  Acs. 
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Tabli  No.  IV— Allowancm  for  Detects 
[Style  I  (a),  »bolc,  looee,  tg*-;  etyle  I  (b),  whole,  pulled,  flgg.;  style  I  (c),  whole,  layeird,  figs] 


Total  allovanrr,  not  more  tb«i  a 
total  of  157c ' 

Limited  allowances 

Grade 

Kot  more  than  >*it  of  the 
total  or  »%  ' 

Kot  more  than  i<»  of  the 
total  or  I'^'c  • 

Not  more  than  M.'«  oftbe 
total  or  2%  ' 

1 

V   P,  Gmde  B  ftiot  for  mnnufactiir- 
injri  or  r.  S.  Choice  (not  for  Uiami 
laiiuriiw. 

Damafted  by: 

.•^car'  or  disease, 

Sunburn. 

Insect  injury. 

Mechanical  inhiry. 

\isible  sii^ariii^.'. 

Other  similar  defects. 
Iimiiiiture  fU's. 
Allecle.1  by: 

.''niiiinit. 

Mokl. 
Dirt. 

.Affrdcd  by  decay. 
Worthless  V.^s. 

Affected  by: 

Sotiring. 

Mold. 
Dirt 

AtTccted  bv  decay. 
Worthless  Qks, 

A  ffeetwl  by  decay. 

Worthless  flgs. 

'  I'eirentaites  are  by  count. 


Table  No.  V-ALLOw*Nfi.s  for  Deffcts 
(:-tyle  n.  sliced  figs) 


Total  allow  unci',  not  more  than  a 

Limited  allowances 

Grade 

iMal  oi  1&< X  ' 

Not  more  than  •■<»  of  the 

No!  more  than  Vi*  of  the 

Not  more  than  'i»  of  tlie 

total  or  (»'';  1 

tuial  or  IVc  ' 

total  or  -i^l ' 

Daniai'id  by: 

.S(■a^^  or  du<-a.se. 
t^iuil.>uru. 
Insect  injury. 
Visible  .'ujrarinp. 

I     S.  OiiMle  B  (not  for  nianufactur- 

Other  similar  Uelc(ts. 

ii:iM  or  I  .  B.  Choice  (not  for  nianu 

Imnuiture  fip^. 

lactiirinft} 

1 

.\fTecle<t  by: 
Souring. 
Muld. 

Dirt. 

AfTecteii  by: 
Sauriiig 
Mold. 

Dirt. 

.^tTertciI  tiv  decay. 

Affected  by  decay. 

AfTected  by  decay. 

1 

Worthless  figs. 

\\  orlliless  flgs. 

\\  orthless  ftps. 

'  rercent«fws  are  by  ooimU 


Table  No.  VI— Allowances  for  DEFttTS 

8TVT.E  I  (a\  whole.  LOUISE.  FKiS 
STYLE  I  (b).  whole,  I'ILLEH.  n<.s 
BTVLB  I  (C),  WHOLE,  LAVEKEU,  Fl'..'" 


l.iiiiUed  allowances 

Grade 

Total  allciwancc.  not  more  than  a 

total  of  a)'. i  ' 

Not  more  than  ^  of  the 

Not  more  than  lioof  the 

Not  more  than  M9 

of  the 

total  or  Wi  ' 

total  or  ^'c  ' 

total  or  3',l ' 

1 

Serious  ly  damaged  by:  i^ctirs  or 

dis»'a.«i'. 

Damaged  by: 

Scars  or  disease 

.Sunburn. 

.«. 

liLMCi  injury. 

1.  .«.  Grade  C  (not  for  nianufactur-  ' 
inti   or   U.   P.   Standard   (not  for 

Mechanical  injury. 
Msible  sugaring. 
Other  similar  deiects. 

maniiffcturing). 

Immature  fics. 
Afle«-ted  by: 

Souring. 

.MoM. 
Dirt. 

Affected  by: 
Souring. 
-Mold. 

Dirt 

Alfeded  bv  decay. 

AlleiJed  by  decuy. 

Affected  by  decay. 

Worthless  figs. 

Wort hlcss  figs 

Worthless  figs. 

:i 


:3 


M 


:> 


'  Percentages  are  l)y  count. 


Table  No.  VII— Allowances  foe  Defects 
[Style  II,  sliced  flgsl 


lVre»"ntages  are  by  count. 


Total  allowance,  not  more  than  a 

Limited  allowances 

CtwU) 

total  of  atiTo  ' 

Not  more  than  M  of  the  total  or 

Not  more  than  t^o  of  the  total 

Not  more  than  H'o 

of  the  total 

107o' 

or  '/.c  ' 

or  3Vi,  ' 

Dainagcil  by: 

Snirs  or  disease. 

Suiil'Uin. 

In.sect  injury. 

j 

Visible  .sugaring. 

- 

f.  S.  Grade  C  (not  for  nianufactur-  i 

Other  similar  defects. 

ing)   or  V.   B.   Standard    (not   for 

Immature  figs. 

uiuimfact  tiring). 

1 

AlTecte.l  by: 
Hoiiring. 
Mold. 

Dirt. 

Affected  by: 
Souring, 
Mold, 

Dirt. 

A  ffecttMl  by  decay. 

Affected  by  decay. 

Affected  by  decay. 

■ 

,W  orthless  flgs. 

Worthless  figs. 

Worthless  flgs. 

'  Percentages  are  by  count. 


M 
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(f>  Gradex  of  dried  figs  for  manu- 
fartiirinp.  ( 1  >  "U.  S.  Grade  A  for  Man- 
ufacturing" or  "U.  S.  Fancy  for  Manufac- 
turing" is  the  quality  of  dried  figs  that 
are  of  one  variety  or  similar  varieties;  are 
reasonably  well-matured  with  not  more 
than  5  percent  by  count  of  fairly  well- 
matured  figs;  possess  a  reasonably  uni- 
form typical  color;  possess  a  good,  dis- 
tinct, typical,  and  normal  dried  fig  flavor 
and  odor;  are  free  from  foreign  material; 
and  do  not  exceed  the  maximum  allow- 
ances and  limitations  as  specified  in 
Table  No.  VIII  'Moisture)  ;  Table  No.  IX 
iDefects:  Styles  I  <a),  I  'b'.  and  I  'C 
whole  figs»;  or  Table  No.  X  (Defects: 
Style  II.  sliced  figs)  in  paragraph  (g) 
( 1  •  of  this  section. 

( 2  >  "U.  S.  Grade  B  for  Manufacturing" 
or  "U.  S.  Choice  for  Manufacturing"  is 
the  quality  of  dried  figs  that  are  of  one 
variety  or  mixed  varietal  types;  are 
fairly  well-matured;  may  possess  a  vari- 
able color;  po.s.sess  a  rea.sondbly  good,  dis- 
tinct, typical  and  normal  dried  fig  flavor 
and  odor;  are  free  from  foreign  material; 
and-  do  not  exceed  the  maximum  allow- 
ances and  limitations  as  specified  in  Table 


PROPOSED  RULF  MAKING 

No.  VIII  (Moisture) ;  Table  No.  XI  (De- 
fects- Styles  I  (a).  I  'b',  and  I  (c).  whole 
flgsi;  or  Table  No.  XII  (Defects:  Style 
II.  sliced  figs)  in  paragraph  (g)  (1»  of 
this  section. 

( 3 1  "U.  S.  Grade  D  for  Manufacturing" 
or  "Substandard  for  Manufacturing"  is 
the  quality  of  dried  figs  that  fail  to  meet 
the  requirements  of  '  U.  S.  Grade  B  for 
Manufacturing"  or  "U.  S.  Choice  for 
Manufacturing." 

(g )  Moisture  allowances  for  grades  for 
manufacturing  of  dried  figs.  (1»  Dried 
figs  shall  not  exceed  the  moisture  limits 
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for  the  grades,  types,  styles,  and  groups 
designated  in  Table  No.  I  of  this  section. 
Moisture  limits  are  not  applicable  to  U.  S. 
Grade  D  for  Manufacturing  or  Substand- 
ard for  Manufacturing.  Group  I  in- 
cludes figs  packaged  in  containers  which 
do  not  completely  enclose  and  seal  the 
figs;  such  containers  Include,  but  are  not 
limited  to,  wood  boxes  or  fiber  boxes. 
Group  II  includes  figs  packaged  in  com- 
pletely sealed  packages;  such  containers 
include,  but  are  not  limited  to.  cellophane, 
pliofilm,  metal-foil  wrapped  bags  or  car- 
tons. 


T.*BLt   VIU-MOISTIKI  AU.OWANCI.S  rOR   I)Rm>  Flrti 


OrA'tei 


[Maxiniiirn  by  wfiiclitl 


TypM 


Styles 


NTdHiiri-  Uiiili^ 


Group  1    ()i(>ii|>II 


U.  S.  Ora-lo  K  for  nimniU'luiinK  or 
r.  .S.  Kttiicy  fi)r  iimmifiKiiir iiiK  ainl 
I'.  8.  i'<T:v\f  H  tor  nianiifucliirinK  or 
V.  S.  Clioiif  li>i  iiKiiuifucturiiiK 


Whit.* 

.lo 

Bhick  

.  ilo       

Black  mill  white  (nilHtl) 
....do 


I 


Whole.... 
8liwd.... 
Whole... 
SlkwL... 
Whole... 
SUceJ.... 


I    Ptrcrnt 

•Si 
» 

11 


PtTcrni 


» 


•m 


T.MtlE  No.   IX-.Vl.l/>WANtFi  roR   DEFtXTS 

;Rlyle  I  (i»\  whole,  loos.^  Ux  style  I  (1»:  whole.  iMille.l,  n^s;  style  I  (c>.  whole,  tayeretl  H^\ 


OriKlo 


Total  i»lUiw:inoe.  tint  iiiorc  than  » 
lotrtlof  l.Vi  ' 


Limited  allow iiicc'* 


Not  more  tli;»n  Hi.i  of  the 
tot  il  or  »';.  ' 


Not  more  than  '  i »  of  the 
tot.ilor  r,  ' 


N'>t  tiiori-  Www  '  J  of  thi' 
l.il.il  or  r ;  > 


.  S.  r.trtile  A  for  maimfacliirin?  or 
I  .  S.  liiiicy  for  niaiuifatiuiiiiiJ. 


S«>rioii-!y  dfinisfred  l>y:  i^crti--  or 

disease. 
I)aiimi!<'d  by: 

fcHis  or  disease. 

t^imlmrn. 

Iiisict  injury. 

Mfchaiiiciil  iiiJMiy. 

\isil)lf  siitarint:. 

Ollu-r  similar  dcfi'its. 
Iiiiiiiatiirf  flis. 
AlTeclfrl  liy; 

SoiiriiiK. 

Mold. 
Hirt. 

\tTe<-ti'<l  \'y  decaf. 
Worthless  (l^s. 


.KfTerltvl  hy: 

.Souring. 

Mold. 
Dirt. 

.\tTeeti>.!  by  demy. 
A\  orthk'ssngj. 


Aflocied  l>y  decay. 


Worthlcsi  flp*. 


I  I'ercentaces  are  by  coinit. 


Tabi  e  No.  X-AllowaS(Ks  fob  Dkfeits 
{Style  II.  slieed  figs] 


Or.ide 


Total  allowntiee,  not  more  than  a 
total  of  lO'.i  > 


Limited  allowaticcs 


Not  more  than  *\  of  the 
total  or  8'  „  ' 


Not  more  than  lio  of  the 
total  or  I'i  ' 


No*  more  Ih^n  1-.  of  'ho 
total  or  2'  I  ' 


y .  S.  firade  A  for  nianiifaeturlng  or 
I .  s!.  fancy  tor  manulacturiin. 


Ill^iiaKed  by: 
»  Sears  or  disease. 

Sunburn. 

Insert  injury. 

VIsitile  suuarlng. 

Other  similar  defect?. 
{ InmiLiiure  figs. 
AlTecteil  by; 

Souring. 

Mold. 
Dirt. 

Affecteil  by  decty. 
.WoitliU'ss  Jigs. 


Affected  by. 

Souring. 

Mold, 
nirt. 

AlTected  by  Jeoay. 
\VoMtlloss  flg». 


Affected  by  decay. 


Worthies*  fljs. 


'  i\r.e!i tildes  are  I'y  count. 
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Limited  allowances 

Orad* 

Tot*l  allowance,  not  more  than  a 

total  ofScfii 

No4  more  than  U  of  the 

Kot  more  than  M.i  of  the 

Not  more  than  Mo  of  the 

tolai  or  lar^  I 

total  or  2^c  ' 

total  or  3',  ' 

/Serloiisly  damaged  by:  Scars  or 

diseii.se. 

l)anuige<l  by: 

Sunburn. 

Iiised  ijijurv. 

i 

Mi-<h8ni«il  iiiiurv. 

U.  8.  Onide  H  for  man  u  fart  tiring  or  \}        Other  .sinular  dcft-cfs. 

U.  S.  Clioii'e  for  nuuiufaituriug. 

Iiutnuturc  tits. 
AtTected  f>y: 

Souring. 

Mold, 
nirt. 

Affected  by: 
Poiirtng. 
Mold. 

r>irt. 

.\tTeet(>d  by  decay. 

A  tieered  by  decay. 

.Effected  hx  dccav. 

1 
1 

VW  orthle.ss  flj;>. 

\\  orthlesy  figs. 

Worthies."!  figs. 

'  rcrcontages  are  by  count. 


Tabi-k  No.  XII-rALLOWANTEf!  roB  Defects 

IPtylc  II.  .'Sliced  figs] 


Total  allowance,  not  more  tlian  a 
totaiofSU'.:  > 


Limited  allowances 


Not  more  tlian  '?  of  the 

total  or  lO*";  1 


Not  more  than  Mo  of  the 

total  or  r'l  1 


V .  F.  Grnde  B  for  nitiiiufHctiirinp  or 
U.  S.  ClxMce  for  mauufacturuig. 


I\  >aniaged  by: 

Sr.trs  or  disea.'-e. 

Sunl'um. 

In.'-eet  injury. 

Other  similar  defects. 

Immature  figs. 
Aflertol  by: 

Affected  by; 

Souring. 

Souring. 

Mold. 

Mold. 

Din. 

Dirl. 

V(Te<-ted  by  decay. 

A  fleeted  bv  decay. 

\\  orthlessflps. 

Worthless  figs. 

Not  more  than  H  of  tbe 
total  or  SC;  ' 


Wortlik'ss  figs. 


'  i'crctntages  ar*  by  count. 

fh)  Definitions  and  explanation  of 
terms — (1)  Defi^nitioris  of  varying  de- 
grees of  mat  urity.  <i»  A 'well-matured" 
dried  fig  means  a  dried  fig  which  is  well 
developed  and  in  which  the  Interior 
shows  very  good  sugary  tisi;ue  develop- 
ment that  i.<;  sirupy  and  gumlike  in  con- 
sistency and  texture. 

<li»  A  "reasonably  well-matured" 
dried  fig  means  a  dried  fig  which  is  rea- 
sonably well  developed  and  in  which  (a> 
the  Interior  shows  good  sugary  tissue 
development  that  is  gummy  but  slightly 
fibrous  in  con.sistency  and  texture  or  (b) 
one-third  or  less  of  the  interior  of  the 
fig  may  be  entirely  lacking  In  sugary 
tissue,  provided  that  the  remainder  of 
the  interior  of  the  fig  is  "well-matured" 
or  sirupy  and  gumlike  in  consistency  and 
texture. 

<iii)  A  "fairly  well-matured"  dried  fig 
means  a  dried  fig  which  is  fairly  well  de- 
veloped and  in  which  (a)  the  sugary  tis- 
sue in  the  Interior  of  the  fig  is  gummy  and 
fibrous  in  consistency  and  texture  or  (b) 
one-third  or  less  of  the  Interior  of  the 
fig  may  be  entirely  lacking  in  sugary 
ti&.«ue,  provided  that  the  remainder  of 
the  interior  of  the  fig  is  "reasonably  w  ell- 
matured"  or  is  gummy  but  slightly 
fibrous  in  consistency  and  texture  or  (c) 
more  than  one-third  but  less  than  one- 
half  of  the  interior  of  the  fig  may  be 
entirely  lacking  in  sugary  tissue,  provided 
that  the  remainder  of  the  interior  of  the 
fis  is  "well-matured"  or  sirupy  and  gum- 
like in  consistency  and  texture. 
No.  71 3 


Civ)  An  "immature"  fig  is  con.'^idered 
a  defect  i.<;ee  subparagraph  (4)  (viil>  of 
this  F»aragraph>. 

»v>  A  "worthless"  fig  is  considered  a 
defect  <see  subparagraph  (4)  (xii>  of 
this  paragraph ) . 

<2>  Definitions  of  varying  degrees  of 
uniformity  of  size.  Uniformity  of  size 
applies  only  to  Style  I  <b) ,  whole,  pulled, 
figs  and  Style  I  (c),  whole,  layered,  figs, 
where  the  original  shape  has  been  mate- 
rially changed. 

(i)  "Practically  uniform  in  size" 
means  that  not  moi-e  than  a  total  of  10 
percent  by  count  of  dried  figs  may  be 
conspicuously  larger  or  smaller  than  the 
approximate  average  size  of  the  dried  figs 
in  the  container. 

(iii  'Reasonably  uniform  in  size" 
means  that  not  more  than  a  total  of  15 
percent  by  count  of  dried  figs  may  be 
conspicuously  larger  or  smaller  than  the 
approximate  average  size  of  the  dried 
figs  in  the  container. 

(Iii)  'Fairly  uniform  In  size"  means 
that  not  more  than  a  total  of  20  percent 
by  count  of  dried  figs  may  be  conspicu- 
oiisly  larger  or  smaiJer  than  the  approxi- 
mate average  size  of  the  dried  flgs  in  the 
container. 

<8)  Definitions  of  varying  degrees  of 
uniformity  of  color.  (1)  "Practically 
uniform  In  color"  means,  with  respect 
to  white  varieties  of  dried  flgs  that  are 
light  in  color,  that  there  may  be  not  more 
than  5  percent  by  count  of  dried  figs 
that  are  markedly  dark  flgs;  and,  with 


respect  to  white  varieties  that  are  dark 
in  colors,  that  there  may  be  not  more 
than  5  percent  by  count  of  dried  figs  that 
are  markedly  light-colored  figs. 

(il)  "Practically  uniform  in  color" 
means,  with  respect  to  black  varieties 
of  dried  figs,  that  the  color  of  the  dried 
figs  is  a  practically  uniform  natural  black 
color  and  that  dried  figs  affected  by  very 
light-colored  scars  which  are  not 
calloused  and  which,  singly  or  in  the 
aggregate  on  a  whole  dried  fig,  are  less 
than  one-half  of  the  exterior  surface  of 
the  dried  fig  do  not  exceed  10  percent  by 
count  of  the  dried  figs. 

(iii)  "Reasonably  uniform  in  color" 
means,  with  respect  to  while  varieties  of 
dried  flgs  that  are  light  in  color,  tliat 
there  may  be  not  more  than  10  percent  by 
count  of  dried  figs  that  are  markedly 
dark  figs;  and.  with  respect  to  white 
varieties  that  are  dark  in  color,  tliat  there 
may  be  not  more  than  10  percent  by 
count  of  dried  figs  that  are  markedly 
light -colored  figs. 

(Iv)  "Reasonably  uniform  in  color" 
means,  with  respect  to  black  varieties  of 
dried  figs,  that  the  color  of  the  dried  figs 
Is  a  reasonably  uniform  natural  black 
color  and  that  dried  fig.s  affected  by  very 
light-colored  scar.s  which  are  not 
calloused  and  whicli,  singly  or  in  the  ag- 
gregate on  a  whole  dried  fig,  are  less  than 
one-half  of  the  exterior  surface  of  the 
dried  fig  do  not  exceed  15  percent  by 
count  of  the  dried  figs. 

'v>  'Tairly  Uniform  in  Color"  means, 
Willi  respect  to  wliite  vaiieiies  of  dried 
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flKs  that  are  light  in  color  or  are  very 
light  green  in  color,  that  there  may  be  not 
more  than  20  percent  by  count  of  dried 
flg.s  that  are  markedly  dark  figs;  and, 
with  respect  to  white  varieties  that  are 
dark  in  color,  that  there  may  be  not  more 
than  20  percent  by  count  of  dried  figs 
that  are  markedly  light-colored  figs. 

<vi)  "Fairly  uniform  in  color"  means, 
with  respect  to  black  varieties  of  dried 
figs,  that  the  color  of  the  dried  figs  is  a 
fairly  uniform  natural  black  color  and 
that  dried  figs  affected  by  very  light- 
colored  scars  which  are  not  callou.sed 
and  which,  singly  or  in  the  aggregate  on  a 
whole  dried  fig,  are  le.ss  than  one-half 
of  the  exterior  surface  of  the  dried  fig 
do  not  exceed  20  percent  by  count  of  the 
dried  figs. 

<4»  Definitions  of  defects,  (i)  "Dam- 
aged by  scars  or  disease"  means  that 
the  area  of  tough  or  calloused  scars, 
singly  or  in  the  aggregate  on  a  dried  fig 
or  portion  of  dried  fig,  is  equal  to.  or  ex- 
ceeds, the  area  of  a  circle  ^s  inch  in  diam- 
eter but  is  less  than  the  area  of  a  circle 
V2  Inch  in  diameter. 

(lit  "Seriously  damaged  by  scars  or 
di.sease"  means  that  the  area  of  tough 
or  calloused  scars,  singly  or  in  the  aggre- 
gate on  a  dried  fig  or  portion  of  dried 
fig.  is  equal  to.  or  exceeds,  the  area  of  a 
circle  '2  inch  in  diameter.  Very  light- 
colored  scars  which  are  not  calloused  are 
considered  as  "seriously  damaged  by 
scars"  If  such  scars,  singly  or  in  the  ag- 
gregate on  a  whole  dried  fig.  are  equal 
to  one-half  or  more  of  the  exterior  sur- 
face of  the  dried  fig. 

(ill)  "Damaged  by  sunburn"  means 
any  substantial  damage  from  exce.ssive 
heat  to  the  skin  evidenced  by  dry  and 
tough  surface  areas  and  which  damage 
is  accompanied  by  a  lack  of  sugary  ti.ssue 
affecting  one-third  or  more  of  the  inte- 
rior of  a  dried  fig. 

(iv>  "Damaged  by  insect  Injury" 
means  healed  or  unhealed  surface 
blemishes  or  unhealed  blemishes  in  the 
fiesh  which  affect  materially  the  appear- 
ance, edibility,  or  keeping  quality  of  the 
dried  figs. 

<v>  "Mechanical  injury"  means  injury 
to  the  styles  of  whole  dried  flg.s  as  fol- 
lows: (a>  In  Style  I  "a'.  Whole,  loose, 
figs  and  Style  I  »b\  Whole,  pulled-  figs. 
the  seed  tissue  is  mashed  out  beyond  the 
outer  wall  or  there  are  excessive  skin 
breaks  which  affect  materially  the  ap- 
pearance of  the  dried  figs  for  the  appli- 
cable style;  (b»  in  Style  I  tO,  Whole, 
layered,  figs,  there  are  excessive  s^kin 
breaks  (other  than  the  normal  splitting 
for  the  style'  to  the  extent  that  a  dried 
fig  cannot  be  identified  as  a  whole, 
layered,  fig. 

ivi>  "Damaged  by  visible  sugaring" 
means  white  sugar  crystals  which  form 
on  the  exterior  surface  of  a  dried  fig  .so  as 
to  damage  materially  the  appearance. 
Units  showing  a  few  lightly  sugared  spots 
are  not  considered  as  •'damaged  by  visible 
sugaring." 

<vii)  "Damaged  by  other  similar  de- 
fects" includes  any  injury  or  defect  not 
specifically  mentioned  which  affects  ma- 
terially the  appearance,  edibility,  or 
keeping  quality  of  the  dried  figs,  except 
that  stems  which  attach  the  fig  to  the 
twig  of  the  tree  are  not  considered  as 
•'other  similar  defects." 
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(vili)  An  "Immature"  fig  means  a  fig 
which  does  not  meet  the  requirements  of 
"fairly  well-matured"  (see  subparagraph 
(1)  (ili>  of  this  paragraph'  but  is  not 
worthle.ss. 

(ix)  "Affected  by  souring"  means  that 
a  dried  fig  is  (a»  fermented,  as  evidenced 
by  a  distinct  sour  taste  or  odor  or  by  the 
darkening  in  color  characteristic  of  fer- 
mentation or  souring;  or  <b)  Infested 
vith  internal  rot  tendosepsls*. 

IX)  "Affected  by  mold"  means  that  a 
dried  fig  shows  a  moldy  or  .smutty  con- 
dition, singly  or  in  the  aggregate  on  a 
dried  fig  or  portion  of  dried  fig.  that  is 
equal  to.  or  exceeds,  the  area  of  a  circle 
•"^irt  inch  in  diameter. 

(Xi»  "Affected  by  decay"  means  that 
the  fiesh  is  decompo.sed  by  rot. 

(xii>  A  "worthless"  fig  means  a  fig 
which  is  tough  and  fibrous  and  may 
contain  a  trace  of  sugary  tissue. 

(5>  Definition  of  varying  degrees  of 
flnvor  and  odor.  (1>  "Good,  distinct, 
typical,  and  normal  dried  fig  flavor  and 
odor  '  means  a  clean  and  distinct  dried 
fig  flavor  and  odor  free  from  any  flavors 
or  odors  such  as  are  characteristic  of 
scorching  or  caramelization  or  other 
slight  abnormal  flavors  or  odors. 

ili»  "Reasonably  good,  distinct,  typi- 
cal, and  normal  dried  fig  flavor  and 
odor"  means  a  clean  and  distinct  dried 
fig  flavor  and  odor  which  may  possess 
very  slight  flavors  or  odors  such  as  are 
characteristic  of  scorching  or  carameli- 
zation or  other  very  slight  abnormal 
flavors  or  odors. 

(iii»  "Typical  and  normal  dried  fig 
flavor  and  odor"  means  a  clean  and  dis- 
tinct dried  fig  flavor  and  odor  which  may 
po.ssess  slight  flavors  or  odors  such  as  are 
characteristic  of  scorching  or  caramel- 
ization but  may  not  possess  such  flavors 
In  amounts  resulting  in  objectionable  or 
off-flavors. 

(D  Work  sheet  for  grades  (not  for 
manufacturing)  of  dried  figs. 


Count  (per  sampled — Continued 

Mechanical  Injury' '• 

Damaged  by  sunburn.  Insect  In- 
Jury,  visible  sugaring,  other  sim- 
ilar defects,  and  Immature  flgs — '( 

Grand  total  all  defects % 

U.  S.  Grade  (Including  all  factors) 


» "Seriously  damaged  by  scars  or  disease" 
applies  to  U.  8.  Grade  C  (not  for  manufac- 
turing) or  U.  3.  Standard  (not  lor  manu- 
facturing) In  Style  I  (a).  Whole,  loose,  figs; 
Style  I  (b).  Whole,  pulled,  flgs;  and  I  (o. 
Whole,  layered,  flgs 

-'Damaged  by  mechanical  Injury"  Is  not 
applicable  to  any  grade  of  Style  II.  sliced  figs, 

(J»  Work  sheet  for  grades  for  manu- 
facturing of  dried  figs. 


size  and  kind  of  container... - 

Container  mark  or  Identification 

Label  or  brand - 

Net   weight 

Type    (color) - - 

Style  (type  of  packi 

Size  or  sizes  (whole.  looae,  flgs) 

Moisture  content 

Varietal  characteristics: 

Similar Mixed  ...:.. 

Uniformity  of  color: 

White:      Marked      variation      from 

Light D-irlc 

Black: Natural  black 

Very    light    scars     (uncalloused, 

etc.)    -   

Maturity  and  development: 

(.M    For    manufacturing  —  reason- 
ably well -matured 

(B)    For      manufacturing  —  fairly 

well  -mat  ured  — 

Flavor  and  odor:    (A),  (B) 


Size  and  kind  of  container 

Container    mark    or    Identification.. 

Label  or  brand 

Net  weight - 

Type    (color) 

Style  (type  of  pack) .- 

Size  or  sizes  ( whole,  loose,  flgs ) 

Moisture  content 

Varietal  characteristics: 

Similar Mixed 

Uniformity  of  color: 

White:      Marked     varlarlon     from 

LUht Dark "> 

Black: Natural  Black 

Very    light    scars     (uncalloused. 

etc.) '■'c 

Uniformity  of  size:  (whole,  pulled  and 

layered)  Conspicuously  larger ; 

smaller '  <■ 

Maturity  and  development: 

(A     Well-matured   "" 

(Bi    Reasonably  well-matured... -"'" 

(C)   Fairly  well-matured '0 

Flavor  and  odor:   (A).  (B).  (C) - 

Count  (per  sample): 

Worthless   flgs ""o 

Affected  by  decay % 

Affected  by  souring,  mold "'» 

Dirt - '^» 

Subtotal  above  defects % 

Seriously     damaged     by     scars     or 

disease' ''> 

Damaged  by  scars  or  disease % 


Count  (per  sample): 

Worthless   flijs 

Affected  by  decay. 

Affected  by  souring,  mold 

Dirt 

Subtotal  above  defects 

Seriously  damaged  by  scars  or  dis- 
ease '  

Damaged  by  scars  or  disease' 

Mechanical   Injury  ' 

Damaged    by    stmburn,    Insect    In- 
Jury,  other   similar  defects,   and 

Immature   fl?s 

Damaged  by  visible  sugaring  ' 

Grand  total  all  defects 

U    S    Grade  for  manufacturing   (In- 
cluding all   factors) 


'  "Seriously  damaged  by  scars  or  disease" 
applies  to  U.  S  Grade  A  for  Manufarturl::? 
or  U  S  Fancy  for  Manufacturing  and  U.  S. 
Grade  B  for  Manufacttinn:;  or  U.  S.  Cluure 
for  Manufacturing  in  Style  I  (a).  Whole, 
loose,  figs:  Style  I  (b).  Whole,  pulled,  flg.s; 
and  Siyle  I  to.  Whole,  layered,  figs. 

-  No  limit  for  "damaged  by  scars  or  dlsea.se "• 
In  U.  S.  Grade  B  for  Manufacturing  or  U.  S 
Choice  for  Manufacturing  In  all  styles. 

» "Damaged  by  mechanical  injury"  Is  not 
applicable  to  any  grade  of  Style  II.  sliced 
flgs. 

•  No  limit  for  "Damaged  by  visible  sugar- 
ing" In  U.  S.  Grade  B  for  Manufacturing  (<r 
U.  S.  Choice  for  Manufacturing  In  all  .styles. 

Issued  at  Washington  D.  C.  this  Uth 
day  of  April  1949. 

[SEAL1  S    R.  NEWELt. 

Acting  Assistant  Adjuinistra'.or. 
Production  and  Marketing 
Administration. 

[F    R    D;c.    49  28C3;    Filed.    Apr.    13,    1949; 
8:51  a.  m.J 


Thursday,  April  14,  1949 

[  7  CFR,   Part  974  1 

Handling  of  Milk  in  Columbus,  Ohio, 
Marketing  Area 

proposed  amendments  to  tentatively 
approved  marketing  agreement  and  to 
order.  as  amended 

Pursuant  to  the  Agricultural  Market- 
ing Agreement  Act  of  1937,  as  amended 
(7  U.  S.  C.  601  et  seq. ),  and  in  accord- 
ance with  the  applicable  rules  of  prac- 
tice and  procedure,  as  amended  ^7  CFR, 
Supps.  900.1  et  seq.;  11  P.  R.  7737. 
12  F.  R.  1159.  4904t,  notice  is  hereby 
given  of  a  public  hearing  to  be  held  at 
the  Knights  of  Columbus  Hall,  Corner 
of  Oak  and  South  Sixth  Streets.  Colum- 
bus. Ohio,  beginning  at  10:00  a.  m.,  e.  s.  t., 
April  18,  1949,  for  the  purpose  of  receiv- 
ing evidence  with  respect  to  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order,  as 
amended,  regulating  the  handling  of 
milk  in  the  Columbus,  Ohio,  marketing 
area  (7  CFR,  Supps.  974.0  et  seq.;  11 
F  R.  1081.  9424.  12  F.  R.  4245.  13  F.  R. 
2331.  5021.9295'.  The  propo.sed  amend- 
ments have  not  receivecl  the  approval  of 
the  Secretary  of  Agriculture. 

This  public  hearing  is  for  the  purpose 
of  receiving  evidence  with  respect  to  the 
economic  and  emergency  conditions 
which  relate  to  the  proposed  amend- 
ments hereinafter  set  forth: 

The  following  amendments  have  been 
propo.sed  by  the  handlers: 

1.  In  §974  4  <b>  (1)  after  the  word 
"feeding"  which  appears  within  the 
parentheses,  add  the  following  within  the 
parentheses:  "and  that  sold  In  bulk  for 
use  in  commercially  manufactured  food 
products  other  than  dairy  products." 

2.  In  §974.4  (bi  (2>  insert  after  the 
words  "disposed  of"  in  (D  the  following: 
"<  except  that  which  is  sold  in  bulk  for 
use  in  commercially  manufactured  food 
products  other  than  dairy  products >  "  and 
convert  the  semicolon  which  appears 
after  the  word  "butterfat"  to  a  period 
and  strike  out  the  following  which  now 
follows  said  semicolon:  "or  iil>  used  to 
produce  cottage  cheese." 

3.  In  §974,4  (b)  (3>  Insert  "<i)"  be- 
tween the  word  "be"  and  the  word  "all" 
and  strike  out  the  word  "or"  which  ap- 
pears after  the  comma  follovsing  the 
words  "imitation  Ice  cream";  convert  the 
period  following  the  words  "frozen 
cream"  to  a  comma,  and  add  the  fol- 
lowing: "cottage  cheese,  Reddi-Wip  top- 
ping and  other  products  similarly  con- 
Mitutcd  and  similarly  proces.sed;  and 
'ii)  all  skim  milk  and  butterfat  sold 
in  bulk  for  use  in  commercially  manu- 
factured food  products  other  than  dairy 
products." 

4.  In  8  974.4  (b)  f4)  strike  out  the  fol- 
lowing: "(ii)  having  been  dumped  or 
disposed  of  for  livestock  feeding;"  and 
convert  "(lil»"  to  "(11)". 

5.  In  §974  4  (f>  In.sert  the  following 
subparagraph  Immediately  after  sub- 
paragraph (1) : 

(2 1  For  the  delivery  periods  of  Octo- 
ber. November,  December  and  January 
subtract  from  the  pounds  of  skim  milk 
and  butterfat  In  Class  I,  the  smaller  of 
the  following:  (i)  the  pounds,  if  any,  by 
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which  the  skim  milk  and  butterfat  in 
milk  received  from  producers  is  less  than 
115%  of  the  pounds  of  skim  milk  and 
butterfat  in  handlers'  Class  I.  or  (11)  the 
pounds  of  skim  milk  and  butterfat  in 
other  source  milk  received;". 

In  the  same  paragraph  convert  "(2)" 
to  "(3>".  "(3)"  to  "(4)",  "(4>"  to  "(5)", 
"(5)"  to  "(6>",  "(6>"  to  "(7)"  and  "(7)" 
to  "(8)". 

6.  In  §  974.5  (a)  (2)  (i)  strike  out  the 
words  "subtract  3.5  cents"  which  app>cars 
after  the  comma  folio Aing  the  word  "re- 
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ceived"  and  in.sert  In  lieu  thereof  the 
words  ".subtract  5.5  cents". 

7.  In  §  974.5  (a)  (2)  (ii)  strike  out  the 
figure  "4"  which  follows  the  word  "de- 
duct" and  in.sert  in  lieu  thereof  "5.5". 

8.  In  §  974.5  (b'  strike  out  the  comma 
following  the  words  "classified  as  Class  I 
milk"  and  in.sert  the  word  "and";  and 
strike  out  the  words  "and  Cla.ss  III  milk." 
appearing  between  "Class  II  milk."  and 
"respectively,". 

Strike  out  the  present  schedule  ap- 
pearing in  §  974  5  (b)  and  insert  in  lieu 
thereof  the  follov,'ing: 


Sliim 

Butterfat 

Jan., 
Mar. 

Aim-., 
Way, 
J  line, 
July 

Aiie., 
Sfl>t. 

Oct., 
Nov., 
l>c-c. 

Jan., 
Fob.. 
Mar. 

Aor,, 
May. 
Jiuic, 
July 

Aue.. 
Sept. 

Oct., 
Nov., 
Dec. 

ria.<sl 

Clasc  II 

o.27!«i  ,     o.anoK 

0.27^K 
.  2li«S 

0. 34«R           2n.  Kfi 
.  27W           lb.  iA 

l.VM 

10.43 

20.  8e 
15.  M 

ai.  Mi 

The  minimum  price  per  htmdred- 
welght  to  be  paid  by  each  handler  for 
skim  milk  and  butterfat  in  producer  milk 
received  at  his  fluid  milk  plant  and 
classified  as  Class  III  milk,  shall  be  de- 


termined by  adding  the  appropriate 
amounts  as  set  forth  in  the  following 
schedule,  to  the  Cla.ss  IV  prices  per  hun- 
dredweight of  skim  milk  and  butterfat, 
respectively,  for  the  delivery  period. 


Stiim                                                           nuttorfat 

Jan., 
Feb., 
Mar. 

M^y". 
June. 
July 

Aup.. 
Pfpt. 

Or-t.. 
Nov.. 
Dec. 

Jan., 
Ki'l... 
Mar. 

/.nr.. 
Mav, 
Juns, 
July 

Aup., 
Sept. 

Oct., 
.N'ov.. 
IHy. 

riji55lll 0.1119  1      0.(M2 

1                          1 

ailipf      0.1818 

1 

8. 34  ,          3. 13            8. 3.1  !          1.1  .'.6 

9.  In  5  974.5  (O  (1)  strike  out  ";  and" 
which  follows  "0.965"  and  insert  in  lif^u 
thereof  the  following:  ":  Provided,  That 
the  price  of  skim  milk  u.sed  for  animal 
feed  or  accounted  for  as  dumped,  shall  be 
determined  as  follows:  from  the  average 
carlot  price  per  pound  of  nonfat  dry  milk 
solids  for  animal  feed,  roller  process, 
f.  0.  b.  manufacturing  plants,  as  pub- 
lished for  the  Chicago  area  for  the  de- 
livery period  by  the  Department  of  Agri- 
culture subtract  5.5(^  and  multiply  the 
remainder  by  8.5." 

10.  In  §974.5  (c)  <2)  strike  out  the 
figure  "$4.20  '  and  insert  in  lieu  thereof 
the  figure  "$6.60". 

11.  In  §  974.6  <a)  .strike  out  the  provi.so 
inserted  by  Amendment  No.  4  which 
amended  said  section  and  which  was 
eflfective  October  1.  1948. 

The  following  amendment  has  been 
proposed  by  the  Borden's  Hamilton  Milk 
Company  and  Borden's  Moores  and  Ross: 

12.  Amend  the  applicable  sections  of 
the  order  <  1 1  to  provide  that  Columbus- 
approved  milk  received  at  any  plant  ap- 
proved by  the  Columbus  Health  Authori- 
ties for  the  receipt  of  milk  for  fiuid  use 
shall  be  "producer  milk",  if  any  portion 
of  such  milk,  during  the  delivery  period, 
is  disposed  of  from  the  plant  where  re- 
ceived from  producers  by  delivery  to 
any  milk  plant  which  is  approved  by  the 
Columbus  Health  Authority  for  the  re- 
ceipt and  processing  of  fluid  milk,  and 
(2)  to  provide  an  adequate  handler  loca- 
tion adjustment  on  milk  which  is  received 
from  producers  at  a  plant  located  more 
than  40  miles  by  highway  from  the  Ohio 
Slate  capital,  Columbus,  and  is  classi- 


fied as  Class  I.  Class  II,  Class  III  or 
Class  IV  milk. 

The  following  amendment  has  been 
proposed  by  the  Ohio  Jersey  Breeders' 
As.<:ociation: 

13.  Delete  §  974  7  (f )  and  substitute, 
therefore,  the  following: 

(f )  Butterfat  differential.  In  making 
payments  pursuant  to  paragraph  <a»  of 
this  section  there  shall  bo  added  to  or 
subtracted  from,  the  uniform  price  per 
hundredweight,  for  each  onc-tcnth  of  1 
percent  of  such  butterfat  content  in  milk 
above  or  below  3.5  percent,  as  the  case 
may  be,  a  butterfat  differential  computed 
by  the  market  administrator  as  follows: 

( 1 '  Multiply  the  hundredweight  of 
butterfat  in  each  class  computed  pur- 
suant to  §  974.4  <f )  by  the  applicable 
minimum  price  for  butterfat  in  such 
class  computed  pursuant  to  §974.5; 

<2)  Add  into  one  total  the  butterfat 
values  obtained  in  subparagraph  (1)  of 
this  paragraph  and  divide  such  total  by 
the  total  hundredweight  of  butterfat  in 
all  classes  computed  pursuant  to  §  974  4 
(f>  to  determine  a  weighted  average 
price  for  butterfat; 

(3>  Subtract  from  the  weighted  aver- 
age price  per  hundredweight  of  butter- 
fat computed  in  subparagraph  (2)  of 
this  paragraph,  a  weighted  averapre  price 
per  hundredweight  of  skim  milk  com- 
puted as  follows : 

(i)  Multiply  the  hundredweight  of 
skim  milk  computed  in  each  class  pur- 
suant to  S  974.4  (f )  by  the  respective 
minimum  price  for  .skim  milk  In  .such 
class  computed  purstiant  to  §  974.5;  and 
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(11  >  Add  into  one  total  the  skim  milk 
values  so  obtained  for  all  classes  and 
divide  such  total  by  the  total  hundred- 
we:t;ht  of  skim  milk  in  all  classes  com- 
puted pursuant  to  S  974.4  (f);  and 

t4»  Divide  by  1.000  the  prices  of 
butterfat  resulting  pursuant  to  sub- 
paragraph t3>  of  this  paragraph,  and 
round  off  to  the  nearest  tenth  of  a  cent. 

The  following  amendments  have  been 
proposed  by  the  Central  Ohio  Co- 
operative Milk  Producers.  Inc.; 

14.  That  S  974.5  <b>  be  amended  so 
that  the  price  provided  in  said  section 
for  jkim  milk  and  butterfat  above  the 
basic  formula  prices  for  Class  I.  Class  II. 
and  Clas.s  III  milk  for  the  months  of 
April.  May.  June,  and  July.  1949.  remain 
the  same  as  for  the  month  of  March, 
1949. 

15.  Delete  J  974  2  «c>  (7>  and  substi- 
tute therefor  the  following: 

(71  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period  the  Mar- 
ket Administrator  shall  on  the  request 
of  the  producers'  association  supply  each 
association  of  producers,  with  respect  to 
each  producer  verified  by  the  Market 
Administrator  tc  be  a  member  of  such 
association  and  from  producers  who  are 
not  a  member  of  such  producers'  asso- 
ciation providing  said  producers'  asso- 
ciation has  received  written  authoriza- 
tion to  receive  such  information,  the 
amount  of  milk  received,  the  average 
butterfat  test  thereof,  the  amount  of 
any  advance  payment  to  such  producer 
and  the  deductions  and  charges  author- 
ized by  the  producers'  association,  made 
by  the  handler  subject  to  later  verifica- 
tion by  the  Market  Administrator. 

16  Delete  paragraph  (a»  of  -s  974  7 
and  substitute  therefor  the  following: 

(a>  Tittle  and  method  of  payment. 
Each  handler  shall  make  payment  sub- 
ject to  the  butterfat  differential  an- 
nounced pursuant  to  paragraph  (f  of 
this  section  for  all  milk  received  from 
producers  or  from  associations  of  pro- 
ducers during  each  month,  as  follows: 

(1>  Except  as  set  forth  In  subpara- 
graph '2'  of  this  paragraph  to  each 
producer  on  or  before  the  15th  day  after 
such  month  but  at  not  less  than  the 
uniform  price. 

<2'  To  an   association  of   producers. 
If  association  elects  to  receive  said  pay- 
ments, for  milk  of  its  members  as  veri- 
fied by  the  Market  Administrator  and  for 
producers  not  members  of  a  cooperative 
association  from  whom  a  cooperative  as- 
sociation has  received  written   author- 
ization to  collect  payment,  on  or  before 
the  14th  day  after  such  month  of  a  total 
amount  equal  to  not  less  than  the  sum 
of    the    individual    amounts    otherwise 
payable  to  such  producers  under  sub- 
paragraph  (1>    of  this  paragraph,  less 
aufliorized  deductions  for  supplies  and 
merciiandise:  Provided.  That  if  by  such 
date  such  handler  has  not  received  full 
payment  for  such  delivery  period  pur- 
suant to  paragraph  td>  of  this  section, 
he  shall  not  be  deemed  to  be  in  viola- 
tion  of   this   paragraph   if   he   reduces 
uniformly  for  all  producers  his  payments 
per  hundredweight  by  a  total   amount 
not  in  e:\cess  of  the  reduction  in  pay- 
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ment  from  the  Market  Administrator; 
however,  the  handler  shall  make  such 
balance  of  payment  uniformly  to  those 
producers  to  whom  it  is  due  on  or  before 
the  date  for  making  payments  pursuant 
to  this  paragraph  next  following  that  on 
which  such  balance  of  payment  is  re- 
ceived from  the  Market  Administrator. 

17.  Delete  ?  974.3  <b)    <2)     and  sub- 
stitute therefor  the  following: 

(2  •  On  or  before  the  5th  day  after  the 
end  of  each  delivery  period,  each  handler 
shall  submit  to  the  Market  Adminis- 
trator such  handler's  producer  pay  roll 
for  the  delivery  period,  which  shall  show 
(1)  the  total  pounds  of  milk  received  from 
each  producer  and  association  of  pro- 
ducers with  the  average  butterfat  test 
thereof,  and  <ii)  the  nature  and  amount 
of  each  deduction  or  charge  Involved  in 
said  pay  roll. 

18.  Add  to  §  974.2  (c)  (9'  after  the 
letter  (f)  the  following:  "<iii)  Monthly 
publicly  announce  by  sending  notice 
thereof  to  the  producers'  a.ssociation  and 
producers  not  members  of  the  association 
the  hauling  rates  charged  by  each 
hauler." 

19.  Add  to  §  974.2  fc»  (9>  after  the 
word  ""hauler"  in  proposed  amendment 
(18'  the  following:  "<iv)  Prepare  and 
disseminate  for  the  benefit  of  producers, 
consumers,  and  haulers,  such  statistics 
and  information  concerning  the  opera- 
tion hereof  as  do  not  reveal  confidential 
information." 

20.  At  the  beginning  of  §  974.2  (c)  (7) 
insert  '"<it."  Delete  the  semi-colon  fol- 
lowing the  word  "association"  at  the  end 
of  this  paragraph  and  add  the  following: 

(ii)  On  or  before  the  12th  day  of 
each  month,  report  to  each  cooperative 
association  for  the  preceding  month  with 
respect  to  each  handler  the  percent  of 
utilization  in  each  class  of  milk  of  pro- 
ducers as  qualified  in  accordance  with 
5  974  9  (b^: 

21.  Amend  §  974.9  as  approved  June  26. 
1947.  by  deleting  "not  exceeding  4  cents" 
and  substituting  therefor  the  following: 
"not  exceeding  5  cents." 

22.  Delete  from  §  974.9  as  approved 
June  26.  1947  between  the  words  "milk" 
and  "received"  the  following:  "i except 
such  handlers'  own  production'"  and 
substitute  the  following:  "(including 
such  handler's  own  production" ." 

23.  Insert  in  §974.3  <at  after  the 
word  'handler'  and  before  the  word 
"except "  the  following:  "<a  person  oper- 
ating more  than  one  fluid  milk  plant  shall 
report  as  one  plant'." 

24.  Insert  following  the  bracket  set 
up  in  paragraph  tb»  of  §974.5  as  ap- 
proved June  26.  1947.  the  following: 
"Provided.  That  the  Cla.^s  I.  Class  II  and 
Class  III  price  for  any  of  the  months  of 
September,  October,  November  and  De- 
cember of  each  year  shall  not  be  lower 
than  the  effective  Class  I,  Cla.ss  II  and 
Class  III  prices  for  the  immediate  pre- 
ceding month.  And.  provided  further, 
That  such  price  for  each  of  the  months 
of  January.  February  and  March  shall 
not  be  less  than  such  price  for  the  pre- 
ceding month  minus  $0.22." 

25.  Delete  §974.4  tb'  <2',  (3>,  and 
(4>  and  substitute  therefor  the  follow- 
ing: 


(2>  Class  II  milk  shall  be  all  skim  milk 
and  butterfat  <!>  disposed  of  in  fluid  milk 
form  for  consumption  as  sweet  or  sour 
cream  or  as  any  mixture  of  cream  and 
milk  (or  skim"  milk>  includins  eggnog, 
containing  more  than  6  percent  of  but- 
terfat. or  "ii»  used  to  produce  cottatre 
cheese,  <iii»  used  to  produce  condensed 
milk  and  conden.sed  skim  milk  (except 
evaporated  milk  or  skim  milk  hermeti- 
cally sealed  in  cans' ,  ice  cream,  ice  cream 
mix,  ice  cream  novelties,  ice  sherbets, 
imitation  ice  cream,  or  frozen  cream. 

(3»  Cla.ss  III  milk  shall  be  all  skim 
milk  and  butterfat  specifically  accounted 
for  as  <i»  having  been  used  to  produce 
any  milk  product  other  than  as  speci- 
fied in  subparagraph  (1>  (i>.  and  (2>  of 
this  paragraph:  (ii>  having  been  dumped 
or  disposed  of  for  livestock  feeding:  and 
(iii>  actual  plant  shrinkage  but  not  in 
excess  of  2  percent,  respectively,  of  the 
total  receipts  of  .skim  milk  or  butterfat, 
not  including  .skim  milk  or  butterfat  re- 
ceived from  other  handlers. 

26.  Amend  paragraph  (b)  of  J  974  5  by 
deleting  all  Class  III  prices. 

27.  Amend  paragraph  (c>  of  §  974.5 
by  changing  '"Class  IV  milk  prices"  to 
"Cla.ss  III  milk  prices". 

28.  Make  all  necessary  amendments 
to  provide  for  an  "individual  handler 
pool"  instead  of  a  "market  wide  pool". 

"Individual  handler'  pool  would  pro- 
vide for  a  uniform  price  for  each  handler 
computed  on  the  basis  of  his  particular 
utilization  of  milk. 

The  following  amendment  has  been 
proposed  by  the  Dairy  Branch.  Produc- 
tion and  Marketing  Administration: 

29.  Make  such  other  changes  as  may  be 
required  to  make  the  entire  marketing 
agreement  and  order  conform  with  any 
amendments  thereto  that  may  result 
from  this  hearing. 

Dated:  April  11.  1949,  at  Washington, 
D  C. 

I  seal!  S.  R.  Newell. 

Acting  Assistant  Administrator. 

(F.    R.    Doc.    48-2874:    Piled.    Apr.    13.    1949; 
8  50  a.  m  I 


DEPARTMENT  OF  LABOR 

Division  of  Public  Contracts 
[  41    CFR,   Part  202  1 

Prevailing  Minimum  Wage  for  Soap 
Industry 

NOTICI  OF  hearing  ON  PROPOSED 

amendment 

The  Secretary  of  Labor.  In  a  prevailing 
minimum  wage  determination  issued 
pursuant  to  the  provisions  of  the  Walsh- 
Healev  Public  Contracts  Act  <act  of  June 
30.  1936.  49  Stat.  2036:  U.  S.  C.  title  41. 
sees.  35-45'  and  dated  July  28,  1939 
(41  CFR.  1939  Supp.,  202.31),  deter- 
mined that  the  minimum  wage  for  per- 
sons engaged  in  the  performance  of  con- 
tracts with  agencies  of  the  United  States 
subject  to  the  act  for  the  manufacture  or 
supply  of  the  products  of  the  Soap  In- 
dustry was  40  cents  an  hour. 

A  wage  survey  of  soap  and  glycerin 
establishments  made  by  the  Bureau  of 
Labor  Statistics  as  of  August  1948  shows 


Thursday,  April  14,  1949 

clearly  that  the  40  cent  rate  now  in  effect 
no  longer  reflects  the  prevailing  mini- 
mum wages  In  the  Industry  and  it  is 
proposed  therefore  to  hold  a  hearing  for 
the  purpose  of  consideration  by  the  Sec- 
retary of  Labor  of  an  amendment  to  the 
current  determination. 

The  Soap  Industry,  as  defined  In  the 
current  determination,  is  that  industry 
which  manufactures  or  supplies  soap  In 
bars,  cakes,  chips,  and  flakes,  and  in 
granulated,  powdered,  paste,  and  liquid 
forms,  and  glycerin;  cleansers  contain- 
ing soap,  scouring  powders,  and  shaving 
.soaps,  and  creams  containing  roap,  and 
washing  compounds  containing  soap. 

Now,  therefore,  notice  is  hereby  given : 
That  a  public  hearing  will  be  held  on 
May  10,  1949.  at  10:00  a.  m.  in  Confer- 
ence Room  C.  Interdepartmental  Audi- 
torium. Constitution  Avenue  between 
Twelfth  and  Fourteenth  Streets  North- 
west, Washington.  D.  C.  before  the  Ad- 
ministrator of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  or  a  repre- 
sentative designated  to  preside  in  his 
place,  at  which  healing  all  interested 
persons  may  appear  and  submit  data, 
views  and  argument:  (1)  As  to  what  is 
the   prevailing   minimum   wage   In   the 
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Soap  Industry;  (2)  as  to  whether  the 
definition  of  the  Soap  Industry  should  be 
amended  to  include  synthetic  glycerin 
and  synthetic  detergents;  (3)  as  to  what 
are  the  prevailing  minimum  wages  in  the 
manufacture  of  synthetic  glycerin  and 
synthetic  detergents;  and  (4)  as  to 
whether  there  should  be  included  in  any 
amended  determination  for  this  Industry 
provi-sion  for  employment  of  learners 
and  or  apprentices  at  subminimum  rates, 
and  if  so,  in  what  occupations,  at  what 
subminimum  rates,  and  with  what  limi- 
tations, if  any,  as  to  length  of  period  and 
number  or  proportion  of  such  submini- 
mum-rate  employees. 

Persons  intending  to  appear  are  re- 
quested to  notify  the  Administrator  of 
their  intention  in  advance  of  the  hearing. 

Written  statements  In  lieu  of  personal 
appearance  may  be  filed  by  mail  at  any 
time  prior  to  the  date  of  the  hearing,  or 
may  be  filed  with  the  presiding  officer 
at  the  hearing.  An  original  and  four 
copies  of  any  such  statement  should  be 
filed. 

Copies  of  the  above-mentioned  wage 
survey  by  the  Bureau  of  Labor  Statii^tics 
(Soap  and  Glycerin.  1948 — Series  2.  No. 
89),  as  well  as  a  Bureau  of  Labor  Sta- 
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tistics  tabulation  titled  "Estimated  Dis- 
tribution of  Soap  and  Glycerin  Estab- 
lishments and  Workers  According  to  Per- 
centage of  Plant  Workers  Earning  Less 
Than  ftieeifled  Amounts  Per  Hour,  Au- 
gust 1948,"  will  be  made  available  to 
interested  persons  upon  request  to  the 
Wage  and  Hour  and  Pubhc  Contracts 
Divi-sions,  United  States  Department  of 
Labor,  Washington.  D.  C.  Interested  per- 
sons are  invited  to  submit  wage  data, 
including  data  as  to  changes  which  have 
taken  place  in  the  wage  structure  of  the 
Industry  since  the  time  of  the  survey. 

In  the  discretion  of  the  Presiding  Offi- 
cer, a  period  of  not  to  exceed  30  days 
from  the  close  of  the  hearing  may  be  al- 
lowed for  the  filing  of  comment  on  the 
evidence  and  statements  introduced  into 
the  record  of  the  hearing.  In  the  event 
such  supplemental  statements  are  re- 
ceived an  original  and  four  copies  of  each 
such  statement  should  be  filed. 

Signed  at  Washington,  D.  C,  this  8th 
day  of  April  1949. 

Wm.  R.  McComb, 
Administrator. 

|F.    R.   Doc.    49  2862;    FUed.    Apr.    13.    1949; 
8:47  a.  m.) 
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DEPARTMENT  OF  THE  INTERIOR 

Alaska  Roaci  Commission 

(Adminlstratlv*  Order  4] 

Redclecation  or  Authority  With 
Respect  to  Contracts 

Secttok  1.  Contracts.  Pursuant  to 
sections  50  and  52  of  Order  No.  2509,  14 
F.  R.  306,  and  subject  to  its  provisions, 
the  following  delegations  of  authority 
are  pranted  for  action  on  behalf  of  the 
Alaska  Road  Commission: 

<a»  The  following  oflBcials  are  au- 
thorized to  enter  Into  contracts  In  con- 
formity with  applicable  regulations  and 
statutory  requirements  and  subject  to 
the  availability  of  appropriations,  for 
construction,  supplies  and  .services,  and 
for  leases.  Irrespective  of  the  amount  in- 
volved and  may.  with  respect  to  any  such 
contract,  issue  Change  Orders  and  extra 
work  orders  pur5^uant  to  the  contract, 
enter  into  modifications  of  the  contract 
which  are  legally  permissible,  and  ter- 
minate the  contract  If  such  action  Is 
legally  authorized: 

•  1)  Chief  Engineer. 

i2i  Chief,  Administrative  Division. 

(b)  The  following  officials  are  au- 
thorized to  enter  into  contracts.  In  con- 
formity with  applicable  regulations  and 
statutory  requirements,  and  subject  to 
the  availability  of  appropriation,  for  con- 
struction,   supplies    and    services.    In 


amounts  not  exceeding  $10,000.00.  using 
United  States  standard  forms: 

(1)  District  Engineer.  Anchorage 
District. 

(2)  Assistant  District  Engineer,  An- 
chorage District. 

(3)  District  Engineer,  Fairbanks 
District. 

(4)  Assistant  District  Engineer,  Pair- 
banks  District. 

(5)  District  Engineer,  Valdez  District. 

(6)  Assistant  District  Engineer.  Val- 
dez District 

»7    District  Engineer.  Nome  District. 

(8)  Assistant  District  Engineer.  Nome 
District. 

(c>  The  authority  delegated  under 
subsections  (a)  and  (b)  of  this  section 
Includes  the  authority  to  enter  into  a 
contract  without  previous  advertisement 
for  proposals  in  any  case  where  entering 
into  a  contract  under  such  clrcimistances 
Is  authorized  by  R.  S.  sec.  3709  as 
amended  by  section  9  (a)  of  the  act  of 
August  2.  1946  (60  Stat.  806.  809;  41 
U.S.  C.  1946  ed..sec.  5). 

Sec.  2.  Revocations.  This  order  re- 
vokes all  other  delegations  or  redelega- 
tlons  relating  to  the  same  subject  matter. 

John  R.  Noyes. 
Commissioner  of  Roads  for  Alaska. 

(F.    R.    Doc.  48-2855;    Filed,  Apr.    13.    1949; 
8:46  a.  m.] 


Bureau  of  Reclamation 

(Public  Notice  581 

Heart    Mountain    Division.    Shoshone 
Irrigation  Project.  Wyoming 

PUBLIC    notice    announcing    AVAILABILITY 

or  water  for  public  and  private  lands 
and  opening  of  public  lands  to  entry 

March  18.  1949. 

Shoshone  Irrigation  Project,  Wyoming, 
Heart  Mountain  Division,  Part  III. 
Public  notice  announcing  availability  of 
water  for  public  and  private  lands  and 
opening  of  public  lands  to  entry, 

LANDS   covered 

Section  1.  Lands  for  which  irrigation 
water  will  be  axxiilable.  Water  will  be 
available  June  1,  1949,  and  thereafter  for 
certain  Irrigable  lands  on  the  Heart 
Mountain  Division  of  the  Shoshone  Irri- 
gation Project,  as  shown  on  approved 
farm  unit  plats  on  file  in  the  office  of 
the  Superintendent.  Bureau  of  Reclama- 
tion. Heart  Mountain,  Wyoming,  and  In 
the  District  Land  Office  at  Cheyenne. 
Wyoming. 

Application  may  be  made  in  ac- 
cordance with  this  notice,  bepinning  at 
2:00  p.  m.,  April  13.  1949,  lor  a  cer- 
tificate of  qualification  which  will  entitle 
the  holder  to  file  an  application  for 
entry  on  the  public  lands  shown  on  the 
plats. 

The  lands  to  which  this  notice  pertains 
are  described  as  follows: 
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Public  Lands 


Sixth  Prin(ipal  Mkrii'Ian,  Wtomino 
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N  \V  V4N  \N  ^4N  \VV«  of  Section  2«,  1-ot  Irt  of  s«-ction  .in. 

Lot  10  of  flection  2\T.5;JN.,  K.  102  V\ 

Toirnship  55  Sorlh,  Fangt  lOt  Wt$t 

Lot  :il  of  P^ftion  24;  IM^  ll.  .'2- J'- '>  ^tl^V^^^i*' 
SKW  of  Section  2.V  Lot  2y  of  >eclion  «>,  T  .  oJ  .N .,  ll. 
lUl  W 

7ow'iii*ip  55  .Vorffc.  tange  lOO  B>»< 

Lot  «.  S>i\\Vi«SF.'.4.  8HN'iNWk^KV«,  SW^^SEU 
of  Section  f.;  Lot  10  of  S*'Ction  ' -:------,f--.vv-"  "n" 

Lot  12  of  Section  7.    Lot  i  of  section  12,  T.  »  .N.,  K. 

Lots  11. 12' of  Sect  ion' »;  Lot' a'oV  Section  »;  Tract  1  of 

Lot'*'*!  oif  Section  5;S"KViSEii'6f  Section' 6: 'i-i>t«of  S.>c- 

tion  7;  Lot  H  of  Sections 

Lots  12.  1 »  of  Section  If. .   .  -  - ;  -  - ;:,-  -;.  ..-L  <  vV 

w  1  .E'iK'■J^\vH^^'^«.    ^\  'i-^^^  i4>K'.4,    ^^  ,'i»-Ja 

S\vk-<KA4.  \V»5K,'jK'.S\V>4SKl4  0f  taction  U> 

Lot  1»  of  S.-c'ion  ix;  Tract  2  of  I-ot  ■-'---•-      ^...,  " 

tion  15  S(,S'  ,N  KViSKJ^i.  K'  .SK'i^K-UN  \\  h>\'  •• 
KViE'iK'jSW^SF.-i,  SKl4'^K>4  of  Section  I..;  Lot 
2  an.l  N  K^4N  l"-U  of  Section  '.'l ;  Lot  7  of  section  SI.. 

I-ot  <■<  of  S«>c!  ion  22;  I-ot  icit  ^  of  Lot  lllO _.  -  -  -  -  _  - 

Lot  i:t  of  Section  l»;  Lot  la  of  Section  a»;  Tract  2  of 

Lots  17.  isof  s.-i tion  3(i;'Lot  16 of  Section  :ti ;  Tract  t< of 

Lot  41;  Tract  2  of  Lot  tiW... „,      ,-  Ti    .  V^. 

Lot  iiofScctlon:m;  lrucl2ofl^l41;  I  ra<  t  3  of  Lot  .*., 

Tract  :i  of  Lot  lo'j  -„-.-".".;";i   ".' 

Ix.ts  17.  IHof  Se.lion  .!1;  Tract  :»of  '-o' W  I '•"'.■^'."Ll'V 
1      «j     U)t  11  of  S.-ction  2.V.  Lot  IJ  and  NKUNK'4>h'4 
'      of  S,-clion  :«i.  T.  .V,  N .   l: .  lol  W    -  ■   ■;- -  -  -  -  -.    - 

Lots.'..!.  I.'of  .Nciion  M:  Tr.u  i  w.f  Lot  37:  Tract  .tot  Lot 
7(1  Tract  I  of  Lot  »,">:  Lots  1.  <  of  Lot  .^V  lA)ts  A.  1 
of  Lol  .VS,  T.  .M  N.,  K.  KKi  W  ,v;,,.,-  „- 

Lol  I  of  .STlion  .-y;  Lol  .'.of  Section  .)J;  I;Oi  ••;',■;*','' 
:tt;  Tra<i  1  ol  Lot  3»;  Iract  I  of  lx>t  :jy;  1  r.-»ct  l.tof  Lol 

Li.t'riof  S«"-ct"ioii':t'2";'Lo"f"6'o'f's«V'tioii.T3;  Tracts  2.  7of  I-ot 

.W;  I-ot  f,4A  of  Lot  «4 ;  .,.■■..•,■,  i  ■■,-.;. 

Lol  7of.s.ctioii;!.>;  Lot  7  of  Seel  ion :«;  1  ract  14of  Lot  o2; 

LolUi-tiof  LottU;  LotM  CofLotM  ■  ,  1    .   ,.. 

Tract  1  ol  Lot  :17;  Tract  4  of  Lot   'f  ,' f'"' ,"''';  ,!'• 

Tract  1  of  Lot  40;  Tract  3ol  Lot  41;  1  ract  lOof  Lol  4- 
Lot  1  .i  of  .S-ct  ion  :tO;  Iract  2  of  Lot  37;  1  ract  2  of  Lot  40; 

Irait  4  of  Lot  41     .•   "i."  .,.•.;    , 

Lots  iti  i9of  S«-<iioii:!0;  Lot  l.Tof  SeciionSl;  Irwt  Sot 

Lot  41;  Tra«t  1  of  Lot  r.H:  tract  1  of  Lot  70 

Tracts  I.  2.  :)  of  1-ot  42;   I  r:«t  4  of  Lot  4:t 

Tracts  4.  .^.  8  of  Lot  42:  Tract  1  of  Lot  il'     ■     j    .  .„"- 
1  ract  it  of  Lot  :iX.  Ir:«  I  2  of  Lot  3«;  1  ract  11  of  Lot  42.... 

Tracts  I,  2,  .t  of  Lot  4.f 

Tracts  ti.  7.  »  of  Lot  43 .---- 

Lot  ('.  Tracts  g,  S.  T.  V  of  Lot  .VJ 

Tracts  L.  V^  ,  4  of  Lot  53 

Llit'iic^sivJiJM^'l^Vract  Vof  i:ot  sii;  Tract  2of  I^.t  I02 

Lot  10  of  S,.ctioii  1»;  Trai  I  2  of  Lot  .W:  1  ract »,  of  Lol  .2. 

U.t  1 1  ol  Section  lit;  Trad  3  o(  Lot  .w        --.-.■  -  ..  , , 

Tract  e  of  U)t  3J*;  Trad  l.-i  of  Lot  .V2;  U)ts  iS-.K.  ^-r-q 

oTloI  5J;  Lot  f4-B  of  Lot  tU;  Lot  fi.V-.^  of  Lot  ...^ 

Lois  XV  SX,  5,Vl)I.  of  Lot  .v..  T.  .M  -N  •.«■'•"' ^  y, 

Tract  4  of  Lot  37;  Tract  r.  of  Lot  :tN  Lots  .^^H.  .Vr-.-  of 

Lot  .S.v  Lot  CVB  of  Lot  f..'.;  Lot  f.fi.    Lots.\5-/,  .V-HB 

of  l^t  .V.  T.MN..  K.nioW         > 

Tr.ut  2of  Lot  71;  Tract  4  of  Lot  72 --     --^.-.     -- 

I,ot  21  of  Section  Itt;  Lot  «  of  Scition  1»;  Tract  3 of  Lot 

I-.l's  It.HV  of  Sect  ioi>"  18;  'Tra»-t  4  of  Lot  79. .  ...^ ....  -  - 

Lot  17  of  Sect  ion  IH;  1  ract  B  of  I^t  IK  1  ract  1  of  Lot  *Hy. 

TtacI  3of  Lot  96 


Section, 
lot  or 
tract ' 


Farm 
unit 


Dt'stTiption 


100.00 

108.70 
lift.  SO 


109.  S2 

118.10 
129.40 
110.70 

ui.v  70 

S5.30 


107.40 

112.80 


lor.gii 
112.411 

140.70 
108.20 
14".  00 

134.  (X) 

11(1  fiO 

12fi.00 
MR.  ;«i 
125.30 
111.00 
119.20 

IIH'i.  HO 
12H  10 

i;t4.  2(1 

ll.VOO  , 
115.  7"t 

1  :!••..  70  I 
1  lit  Jit  I 
122.  in  ; 
rjn.  :o  I 
121.70 
ii;t.  10 
1 17.  M 

134.  ro 


121  30 
U.S.  90 

u:t.  .VI 
121  10 

123.70 


1  NuniKTs  36  and  Iwlow  ref-r  to  s.  .tlons;  m.uilM'rs  above  3.i  refer  to  lot  sor  tracts. 


82 
83 

83 

84 
84 
8A 

94 

94 

95 

9r> 

98 

100 

101 
101 

nn 


D 

B 
I) 


A 

F 
A 

A 

F 


D 
C 


A 

I) 
F 


10 
11 
11 
12 
12 
12 

1.1 
13 
13 
13 

13 

14 
14 
14 
14 
14 
14 
15 
15 
15 
15 
15 
15 
22 


23 
23 
23 
23 
23 
24 
24 
24 
24 
24 
24 
2'> 
25 
2.i 
2»". 
2fi 
20 
36 


lra<t  4  of  Lot  «2;  Tract  2  of  Lot  83; 
Tract  1  of  Lot  96 


r 
c 

F. 
A 
D 
O 

A 
B 
F 
O 

H 

A 
B 
C 
1> 
K 
F 
A 
B 
C 

n 

F 
O 

r 
r> 

E 
F 

o 

A 

B 
(' 
I> 
K 
A 
B 

r 

D 
E 
F 
A 
B 
0 
A 

r 
u 
E 


Totfn$hip  Si  XortK,  Hangt  100  H>»<- Continued 

Lot  18  of  Sect  ion  18;  Tract  1  of  Lot  71;  Trait  I  of  Lol  72; 

Tract  2<if  l^'l  80;  Lot  Ml  

Lot  10  of  Sect  ion  K  Tract  2  of  Lot  K2.   . .   - .  -  -  -  -  -  -  -  -  -   • 

Lot  14of.<e<lion7;  Lot  9  of  Sect  ion  8;  1  ract  3  of  1^1  82; 

1  racl  1  of  Lot  83 
Trmt  I  of  Lot  7X;  ' 
Trad  3  of  Lot  H4 
'IracI  3  of  Lot  78;  Trad  2  of  Lot  84 
Lot  13  of  Section  7;  Trad  1  of  Lol  84  ■■--•---•-■,■■■■-„ 
Lot  1  of  Sect  ion"  10;  Lot  10  of  .<cci  ion  15;  Tract  2  of  Lot  8«. 

Irad  2  of  l-oi  87  . -- 

Trad  4of  Lot  5H;   irad  2of  I.ot94..     ..... 

Tract  1  of  I.0I  .W:   I  ract  3  of  1/ot  71;  Tract  5  of  Lot  .2: 

Tract  1  of  Lot  94  .    ..   r^ - 

Lot  21  of  Sect  ion  31:  Lot  V  of  I-.t  .W;  Trad  4  of  Lot  ».9; 

Tract  2  of  Lot  70;  '1  ra.t  >  of  Lot  »:> 

Trad  2  of  Lot  7H:  Irad  2  of  Lot  Wt, . . ... 

Irad  4  of  Lot  Hfi;  Trad  3  of  Lot  K7;  Iract  10  of  I-ot  88; 
Trad  3  of  Lot  «h;  I  rail  1  <.f  Lol  100      ...... 

Lot  .1  of  S.'cti.m  22;  I^t  I  of  Se<-lion  27;  I-ot  J.  T  racis  1 . 

K  of  Lol  100 ...;,.-, 

Lots  <1,  H.  an.l  Tracts  r,.  N.  y.  1  of  Lot  101      ■         ,-- 
Trad  I  of  Lol  ,-;»;  Trads  2.  1.  K  ati-l  Lot  (  <if  Lot  101 
Trad  1  of  Lot  41:  Tract  9  of  I^t  *Z  Tract  2  of  I^t  98; 
Tract  1  of  l-ot  102 

7V.M  /Mdip  55  Sorlh.  llaiift  101  B>*f 

S'..\E'4SE'«.     E'  .SK'4SE'4.     E'jNW'«SKi4SE'4'. 

SW(.4SKJ4SEt^4  of  S-ciion  I;  I-ot    1  of  .Sction  12. 

lx>t  10  of  Section  tl;  Lot  11  of  Section  7,  T.  50  N..  K. 

UNI  W 

Lots  IMaiiil  aiof  Stctjon  10 .     ..   --. 

Lolsl.2,  HI  of  ."^'d  ion  II;  I^its  »>.  7  of  Section  12 

Lol  2101  .-'Kiioii  10;  I-ot  yof  .s<.<-iion  11  

I.4.1  .-..  SEi4N\\  ^4.  SE>«S\\>4N\Vi4  of  Section  12  .... 
Lor  Uof  .Srtion  12;  Lol  .'ofSedmn  13  _...  _.._.... 
I^)t  t  of  Se<-tion  12;  Lot  15 of  Section  7,  1 .  So  .N..  K. 

Lots  4.  7of  .S'dion  13 

Lot  8  of  Section  l:t "^ 

U>l  Kof  Seitioii  12;  f.ot  Sof  Section  13  ---j.- 

Lot  1  of  S<.dion  11:  Li'i  14,  I -".of  .S-ciion  1h,  1  .  .55  N.. 

1110  W.     Trad  .iof  U.t  7\  I  .  V.N.,  U,  lo<'^^,--. 
Lots  .1,  6  of  Si>ct!on  13;  Lol  20  of  Stn-tion  l\  T  .  55 

R.  lOOW      

Lots  3,  ti  (>i  .Section  14 

Lot  11  ol  S«'d  ion  11;  Ixit  1  of  ."Section  14 

I.oi.^  4,  ."iol  S«'di(in  14  

Lot  i2of  .Section  II;  Ix»t  2of  S«H-tion  14 

I.ot  H  of  Section  14   • 

Ix)t  7  of  Section  14 - 

l.ols  4,  5  of  .>-'edion  15 

i..oIs  3,  6  of  Seel  ion  15 

i>«)l  7  of  Section  15  

Lol  X  of  Si'dion  I.S - 

Lot  a  ol  .Section  10:  Lot  1  of  Section  15 

Lot  23  of  Section  in;  Lot  2  of  Section  15 

\'j\K'«.  .N'i 


Totil 

imu.iMe 

acres 

112 

JO 

124 

■ill 

132. 

UO 

lav 

10 

122 

:«i 

13(1 

S*) 

•M 

l'4l 

IN 

111 

u: 

HO 

127 

40 

llo 

to 

11(1 

:i) 

1211 

in 

lis 

•in 

11^ 

41 1 

Thursday,  April  14,  1949 


100 

R. 

N.. 


'.U  of  Sed  ion  22 


N'3.N\V'4.  N'jS'iN  \\  '4  of  Section  22 


S'jS'jN-W',.  \ljS\V'4  of  Sed  ion  22. 

SI  ,si.,SK'4    N'iSE'4  of  Sed  ion  22 

Lol  1  ."SEV4SE14  of  Sed i..ii  22;  Lot  1  of  Section  23; 

K  of  Sed  ion  2>>;  Lot   1  of  SimM  ion  27  

N'iNK'-4.  N' jS'jNK.J-*  of  Sed  ion  21 

Lot  |ofSedion23 

l-ot  2  of  Sed  ion  J3 

S'  jS'-N  K>,.  N  '  jSK'4  of  Section  23 

1,01  4anil  S'jSK. '4  of  Section  23  

Lot  3  of  Section  24 -- 

Lot  4  of  Sedi<in  24   

I.0I  1(1  of  StMtion  1.3:  Lot  1  of  Section  24 

Ixit  5  of  Section  24  

Lol  9of  Section  T.I:  l-«t  2of  .Sivlion24 

I^il  7  of  Siiiioii  J4;  \a>\  3  of  Section  25 

I.ot  4  of  Sed  ion  25 

l>ot  7  of  .Section  25 

Lot  8of  Section  24;  I-ot  2ol  S«-tion25  - 

I.x>t  6  of  Sed  ion  2''> 

I,ot  7  of  Sed  ion '26;  lx>t  2of  Section  27 

Lol  6  of  .Sed  ion  25;  Ixtl  11  of  .s«-di<>li  2i» 

Lot  Kiof  Section  2.'>;  Lois  1'..  1 1  of  Sed  ion  3« 


U\ 


I44.:ki 


11 2.  .VI 
114  ;ui 

llli.  ('lO 

II''.  mi 

1(1.1.  50 
lit.  90 

121  <ri 
yx  40 
n-  M 

l(«l  Ml 

102.90 

112.(4) 
101.40 

II.;.  «ii 
102  Id 
112  yii 
ii7.;i(i 
II'.  70 
loj  no 

KM  Id 
104.  M 
1I7..V) 

112.*! 

107.  :iH 
iiH  ;tii 

110  lid 
IHV  Jll 

U'v  111 

KK*,  •.m 
m.-jti 
111  "41 
114  yii 

IIH.  Id 

122  2(1 
iW.I»l 

111  7(1 
127  ("I 

y7  "(ll 
lot.  40 
TJJ  10 
11(1  't(i 
12-V(lo 
114  ••tl 
li:i  fill 
i2«;  10 

111  -jn 
ll'.i  111 


FEDERAL  REGISTER 

Private  Land 

tQTH  PXINCIPAL  MlBICUN,  WTOMINO 


1803 


Lot 


81 


Description 


'^(HfrwAip  55  Aoff*.  Kant*  100  Mtst 

NEV4NEK 

N\V'4.\E'i 

SW^4.\KV4 

Sfc>4.\E,''4 ....... .. . .. .... .. 

NFU.N\Vli.... 

.\\Vifi.\Wl< 

SWi^N  WI4 

SE'»N\V'4....*.'.*.'...V„„'.1„'.'. I....'. 

\Ki*>^Wl4' 

-NW'iSW.ii 


Total  It- 

rliiabic 

acres 

38.20 

40.68 

40.  Cli 

«».«« 

40.66 

39.75 

.">s.  no 

.40.04 

3y.  20 

:i8.  22 

Lot 


81 


44 


Description 


Tmcmhip  W  A'ortA,  Range  tOO  Wfrf— Continue»1 

P\V.ViS\Vi.i 

SK'4>Wi» 

KK.ViSEH 

SWUSV.H 

SV.J^SEii 

sE4st;,'i - 

st-o 

.Vl-U 

All 


Tola,  ir- 

rigable 

acres 

13.  SO 

4.04 

38. «» 

'Sti.bH 

11  74 

22.r.l 

31.1(1 

1(1  6^ 

1.53.35 

Sec.  2.  Lmit  of  acreage  for  which  en- 
try mail  be  made  or  water  secured.  The 
public  lands  covered  by  thLs-notice  have 
been  divided  Into  farm  units.  Each  of 
the  farm  units  represents  the  acreage 
which,  in  che  opinion  of  the  Secretary  of 
the  Interior,  may  reasonably  be  required 
for  the  support  of  a  family  upon  such 
land  The  areas  In  the  different  unit.s 
are  fixed  at  the  amounts  shown  upon  the 
farm  unit  plats  referred  to  in  section  1  of 
this  notice.  The  maximum  ac-f-eaae  of 
land  in  private  ownership  for  which  ap- 
plication for  delivery  of  water  may  be 
made  i.*;  160  acres  of  irrigable  land  for 
each  landowner. 

PREFEP.El^CE  EIGHTS  OF  VETERANS  OF  U'ORLD 
WAR   11 

Sec.  3.  Nature  of  preference.  The 
law  provides  that  when  public  lands  are 
opened  to  entry  preference  shall  be  given 
to  applicatiorxs  which  are  made  by  vet- 
erans of  World  War  II  (and  in  some  cases 
by  their  wives  or  hu.sbands  or  guardian.^ 
of  minor  children)  and  which  are  filed 
withiii  90  days  after  the  opening  of  the 
lands.  The  five  classes  of  persons  who 
are  entitled  to  this  veterans  preference 
are  set  forth  in  section  4  of  thi.i  notice. 

Therefore,  applications  for  farm  units 
on  public  lands  covered  by  this  notice 
which  are  made  by  persons  coming  with- 
in one  of  the  five  clas.ses  listed  in  section 
4  of  thi.>  notice  will  be  given  fust  consid- 
eration if  submitted  before  July  12,  1949. 

In  order  to  be  eligible  to  receive  farm 
units,  all  applicants,  whether  or  not  en- 
titled to  veterans  preference,  mu^t  pos- 
sess the  necessary  qualifications  a.s  to  In- 
dustry, experience,  character,  capital  and 
physical  fitness  (see  section  8  of  this 
notice*  and  (except  for  duly  appointed 
guardians)  must  be  qualified  to  make  en- 
try under  the  homestead  laws. 

Sec.  4.  Perso7is  entitled  to  veterans 
preference.  The  classes  of  per.sons  who 
are  entitled  to  the  veterans  preference 
described  in  section  3  of  this  notice  are 
as  follows: 

la)  Persons,  including  those  under  21 
years  of  age,  who  have  served  in  the 
Army.  Navy,  Marine  Corps,  or  Coast 
Guard  of  the  United  States  for  a  period 
of  at  least  90  days  at  any  time  on  or  after 
September  16,  1940,  and  prior  to  the  ter- 
mination of  World  War  II.  and  have  been 
honoi-ably  discharged. 
^-^  (b)  Persons.  Including  those  under  21 
j'ears  of  age.  who  have  served  in  the 
Army.  Navy.  Marine  Corps  or  Coast 
Guard  during  the  period  described  in 
subsection  ta)  of  this  section,  regardless 
of  length  of  service,  and  who  have  been 


discharged  on  account  of  w  ounds  received 
or  disabiiUy  incurred  during  such  period 
in  the  line  of  duty,  or,  suhstQuent  to  a 
regular  discharge,  have  been  furnished 
hospitalization  or  awarded  compensation 
by  the  Government  on  account  of  such 
wounds  or  disability. 

(c)  The  spouse  of  any  per.son  in  either 
of  the  first  tv%'o  classes  listed  in  this  sec- 
tion, if  the  spouse  has  the  consent  of  such 
person  to  exerci.^e  his  or  her  preference 
rifrht.  <See  section  11  of  this  notice  re- 
garding provision  thit  a  married  woman 
must  be  head  of  a  family.) 

(d)  The  suivivin?  spouse  of  any  per- 
son in  either  of  the  first  two  classes  listed 
In  tins  section,  or  in  the  case  of  the  death 
or  marrlarre  of  such  spouse,  the  minor 
child  or  children  of  such  person,  by  a 
guardian  duly  appointed  and  officially 
accredited  at  the  Department  of  the  In- 
tericr. 

<  e )  The  surviving  spouse  of  any  F>erson 
whose  de?.th  has  resulted  from  wounds 
received  or  di'^abllity  incurred  in  line 
of  duty  while  serving  in  the  Army,  Navy, 
Marine  Corps  or  Coast  Guard  during  the 
period  described  in  subsection  (a  •  of  this 
section,  or  in  the  case  of  tiie  death  or 
marriage  of  such  spouse,  the  minor  child 
or  children  of  such  person,  by  a  guardian 
duly  appointed  and  ofQcially  accredited 
at  the  Department  of  the  Interior. 

Sec  5.  Definition  of  honorable  dis- 
charge.   An  honorable  discharge  means ; 

<a>  Separation  from  the  service  by 
means  of  an  honorable  discharge  or  by 
the  acceptance  of  resignation  or  a  dis- 
charge under  honorable  conditions; 

<b»  Release  from  active  duty  under 
honorable  conditions  to  an  inactive 
status,  whether  or  not  in  a  reserve  com- 
ponent, or  retirement. 

Any  person  who  obtains  an  honorable 
discharge  as  herein  defined  shall  be  en- 
titled to  veterans  preference  even  though 
such  person  thereafter  resumes  active 
military  duty. 

Sec.  6.  Snbmisaion  of  proof  of  vet- 
erans status.  All  applicants  for  farm 
units  who  claim  veterans  preference  mu^t 
attach  to  their  applications  a  complete 
photostatic  or  other  copy  (both  sides)  of 
their  certificate  of  honorable  discharge, 
or  of  an  ofiBcial  document  of  their  re- 
spective branch  of  the  service  which 
shows  clearly  an  honorable  discharge,  as 
defined  in  section  5  of  this  notice,  or  con- 
stitutes evidence  of  other  facts  on  which 
the  claim  for  preference  is  based,  and 
which  clearly  shows  the  period  of  service. 

If  the  preference  is  claimed  by  a  sur- 
viving spouse  or  on  behalf  of  the  minor 
child  or  children  of  a  deceased  veteran, 


proof  of  the  relationship  asserted  and  of 
tlie  veteran's  service  and  death  must  be 
attached  to  the  application.  If  the  pref- 
erence is  claimed  by  the  spouse  of  a  living 
veteran,  proof  of  such  relationship  and  of 
the  veteran's  service  and  written  con.sent 
to  the  exercise  of  the  preference  right 
must  be  attached  to  the  application. 

QU.\LIFICATIONS  REQIJIFEU)  BY  THE  RECL.'\M.\- 
TION  AN»  HOME.STE.\D  LAWS 

Sec  7.  Exavtininq  board.  An  exam- 
ining board  of  three  members,  including 
the  Superintendent  of  Operation  and 
Development  of  the  Shoshone  Pro,ject, 
who  will  act  as  secretary  cf  the  board, 
has  been  approved  by  the  Commissioner 
of  Reclamation  to  determine  the  qualifi- 
cations and  fitness  of  applicants  to  un- 
dertake the  development  and  operation 
of  a  farm  on  the  Shoshone  Project.  The 
board  will  make  careful  investigations  to 
verify  the  statements  made  by  applicants. 
Any  false  statement  may  constitute 
grounds  for  rejection  of  an  application, 
cancellation  of  award  or  cancellation  of 
an  entry. 

Sec  8.  Minimum  qualifications. 
Tliis  section  stts  forth  the  minimum 
quaUflcations  which  are  necessary  to 
give  reasonable  assurance  of  success  of 
an  entrynian  or  entrywoman  on  a  recla- 
mation farm  unit.  Applicants  must,  in 
the  judgment  of  the  examining  board, 
meet  these  qualifications  in  order  to  be 
considered  for  entry.  Failure  to  meet 
them  in  any  single  respect  will  be  suffi- 
cient cause  for  rejection  of  an  appli- 
cation. No  credit  will  be  given  for  qual- 
ifications in  excess  of  the  required 
minimum.  The  minimum  qualifications 
are  as  follovvs: 

la)  Character  and  industry.  An  ap- 
licant  must  be  possessed  of  honesty,  tem- 
perate habits,  thrift,  industry,  serious- 
ness of  purpose,  record  of  good  moral 
conduct,  and  a  bona  fide  intent  to  engage 
in  faiming  as  an  occupation. 

(b)  Farm  experience.  Except  as  oth- 
erwise provided  in  this  subsection,  an  ap- 
plicant must  have  had  a  minimum  of  two 
years  (24  months)  full-time  farm  ex- 
perience, which  shall  consist  of  partici- 
pation in  actual  farming  operations,  after 
attaining  the  age  of  15  years.  Time  spent 
in  agricuJtmal  courses  in  an  accredited 
agricultiu-al  college  or  time  spent  in  work 
closely  as.sociated  with  farming,  such  as 
teaching  vocational  agriculture,  agricul- 
tural extension  work,  or  field  work  in  the 
pwoduction  or  marketing  of  farm  prod- 
ucts, which.  In  the  opinion  of  the  board, 
will  be  of  value  to  an  applicant  in  operat- 
ing a  farm,  may  be  substituted  for  full- 
time  farm  experience.   Such  substitution 
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shall  be  on  the  basis  of  one  year  (aca- 
demic year  of  at  least  nine  months)  of 
agricultural  college  courses  or  one  year 
(twelve  months)  of  work  closely  asso- 
ciated with  farming  for  .six  months  of 
full-time  farm  experience.  Not  more 
than  one  year  of  full-time  farm  experi- 
ence of  this  type  will  be  allowed.  A  farm 
youth  who  actually  resided  and  worked 
on  a  farm  after  attaining  the  age  of  15 
and  while  attendmg  .school  may  credit 
such  experience  as  full-time  experience. 
Applicants  who  have  acquired  their 
experience  on  an  irrigated  farm  will  not 
be  given  preference  over  those  whose  ex- 
perience was  acquired  on  a  non-irrigated 
farm,  but  all  applicants  must  have  had 
farm  experience  of  such  a  nature  as.  in 
the  judgment  of  the  examining  board, 
will  qualify  the  applicant  to  undertake 
the  development  and  operation  of  an 
irrigated  farm  by  modern  methods. 

<c>  Health.  An  applicant  must  be  in 
such  physical  condition  as  will  enable 
him  to  engage  in  normal  farm  labor. 
Any  person  who  is  physically  handi- 
capped or  afflicted  with  any  condition 
which  makes  such  ability  questionable 
must  attach  to  his  or  her  application 
the  detailed  statement  of  an  examining 
physician  which  defines  the  limitation 
upon  such  ability  and  its  cau.ses. 

(d»  Capital.    An  applicant  must  pos- 
sess at  least  $3,000.  consisting  of  cash 
or  assets  readily  convertible  into  cash, 
or  as.sets  such  as  livestock,  farm  machin- 
ery and  equipment,  which,  in  the  opinion 
of  the  board,  will  be  useful  in  the  devel- 
opment and  operation  of   a  new.   irri- 
gated farm.    In  considering  the  practical 
value  of  property  which  will  be  useful  in 
the  development  of  a  farm,  the  board 
will  not  value  hou.sehold  goods  at  more 
than  $500  or  a  passenger  car  at  more 
than  $500.    If  the  applicant  proposes  to 
convert  items  into  cash,  total  cash  value 
should  be  .shown  with  a  full  explanation. 
An  applicant  shall  furnish  in  section 
10  of  the  farm  application  blank  a  finan- 
cial statement  listing  all  of  his  a.ssets  and 
all  of  his  liabilities.    Prior  to  the  issuance 
of  a  certificate  of  qualification,  and  not 
later  than  at  the  time  of  the  personal 
interview,  the  applicant  will  be  required 
to  corroborate  his  statement  of  net  worth 
by  the  statement  of  an  officer  of  a  bank 
or    other    responsibile     and     reputable 
credit  agency  or  by  other  proof  satisfac- 
tory to  the  examining  board. 

Sec.  9..  References.  (a>  An  applicant 
shall  list  in  .section  12  of  the  farm  appli- 
cation blank  the  names,  occupations, 
positions  or  titles  and  complete,  current 
addresses  of  five  persons  who  are  quali- 
fied and  willing  to  give  their  frank  opin- 
ions as  to  the  applicant's  personal  quali- 
fications and  farm  experience.  Persons 
named  as  references  must  be  responsible 
citizens  who  are  permanent  residents  in 
their  communities. 

At  least  one  of  these  five  persons  must 
be  an  agricultural  leader  who  now  holds 
one  or  more  of  the  following  positions: 
County  Agent:  Farmers  Home  Adminis- 
tration County  Supervisor;  Production 
and  Marketing  Administration  County 
Committeeman:  Soil  Conservationist; 
Vocational  Agriculture  Teacher;  man- 
ager or  agricultural  representative  of  an 
agricultural    marketing    or    processing 
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association  or  institution;  loan  officer  or 
agricultural  representative  of  a  credit 
agency  or  institution  In  an  agricultural 
community,  or  an  officer  of  any  recog- 
nized farm  organization. 

The  other  four  persons  named  as  ref- 
erences may  be  successful  farmers  who 
own  and  operate  their  own  farms  and 
are  well  known  In  the  community  where 
the  farm  experience  was  acquired. 

Persons  In  occupations  other  than 
those  listed  in  this  subsection  and  rela- 
tives of  the  applicant  are  not  acceptable, 
(b)  The  applicant  shall  also  be  re- 
sponsible for  furnishing  to  at  least  three 
of  the  five  persons  listed  in  section  12  of 
the  farm  application  blank  the  reference 
forms  provided  with  this  notice  and  for 
the  return  by  these  persons  to  the  board 
of  three  complete,  signed  statements. 
At  least  one  of  these  three  statements 
must  be  prepared  and  signed  by  one  of 
the  agricultural  leaders  listed  In  subsec- 
tion <a»  of  this  section. 

Sec.  10.  Restriction  on  ownership  of 
project  lands.  Applicant-  for  farm  units 
must  not  hold  or  own.  within  any  Fed- 
eral reclamation  project,  irrigable  land 
for  which  construction  charges  payable 
to  the  United  States  have  not  been  fully 
paid,  except  that  this  restriction  does  not 
apply  to  small  tracts  used  exclusively  for 
residential  purposes. 

Prior  to  the  Issuance  of  a  certificate  of 
qualification  and  not  later  than  the  time 
of  the  personal  Interview,  an  applicant 
who  owns  land  in  a  Federal  reclamation 
project  must  furnish  satisfactory  evi- 
dence that  the  total  construction  charges 
allocated  against  the  land  owned  by  the 
applicant  have  been  paid  In  full. 

Sec  11.  Principal  qualifications  re- 
quired by  homestead  laus.  All  appli- 
cants (except  guardians"  must  meet  the 
requirements  of  the  homestead  laws. 
The  homestead  laws  require  that  an  en- 
tryman  or  entrywoman: 

(a>  Must  be  a  citizen  of  the  United 
States  or  have  declared  an  intention  to 
become  a  citizen  of  the  United  States: 

t  b  I   Must  not  have  exhausted  the  right 
to  make  homestead  entry  on  public  land: 
( c !   Must  not  own  more  than  160  acres 
of  land  in  the  United  States; 

<dt  Must,  if  a  married  woman,  or  a 
person  under  21  years  of  age  who  Is  not 
eligible  for  veterans  preference,  be  the 
head  of  a  family. 

The  head  of  a  family  is  ordinarily  the 
husband,  but  a  wife  or  a  minor  child  who 
Is  obliged  to  assume  major  responsibility 
for  the  support  of  a  family  may  be  the 
head  of  the  family.  Any  applicant  who 
is  required  to  be  the  head  of  a  family 
must  submit  with  the  application  evi- 
dence of  such  status  which  is  satisfactory 
to  the  board.  Complete  Information 
concerning  qualifications  for  homestead- 
Ing  may  be  obtained  from  District  Land 
Offices  or  from  the  Bureau  of  Land  Man- 
agement. Washington  25,  D.  C. 

WHERE  AND  HOW  TO  APPLY  FOR  A  F.ARM  VNIT 

Sec.  12.  Application  blanks.  Any  per- 
son desiring  to  enter  any  of  the  public 
land  farm  units  described  in  this  notice 
must  fill  out  the  attached  farm  applica- 
tion blank.  Additional  application 
blanks  may  be  obtained  from  the  Bureau 
of  Reclamation.  Cody,  or  Heart  Moun- 
tain. Wyoming;  the  Regional  Director. 


Bureau  of  Reclamation.  Billings.  Mon- 
tana: or  the  Commissioner  of  Reclama- 
tion, Department  of  the  Interior,  Wash- 
ington 25,  D.  C.  Full  and  frank  answers 
must  be  made  to  each  question  on  the 
farm  application  blank. 

Sec.  13.  The  filing  of  application  and 
supportinq  evidence.  An  application  for 
a  certificate  of  qualification  for  a  farm 
unit  listed  in  this  notice,  if  sent  by  mall, 
must  be  addressed  to  the  Superintendent, 
Shoshone  Project,  Box  900.  Cody,  Wy- 
oming, or  If  delivered  In  person  should 
be  delivered  at  the  project  office  at  Heart 
Mountain,  Wyoming.  No  advantage  will 
accrue  to  an  applicant  who  presents  an 
application  in  person.  Every  application 
must  be  accompanied  by: 

(a)  Proof  of  veteran's  status  if  vet- 
terans  preference  is  claimed  (see  section 
6  of  this  notice' ; 

( b )  Statement  of  examining  physician, 
in  ca.se  of  disability  (see  subsection  8(c) 
of  this  notice  I ; 

(c)  Evidence  of  citizenship  or  of  de- 
clared Intention  If  applicant  is  not  na- 
tive-born <see  subsection  11  (a)  of  this 
notice" ; 

(d)  Evidence  of  status  as  head  of  a 
family  If  applicant  Is  a  married  woman 
or  a  non-veteran  under  the  age  of  21 
(see  subsection  11  td)  of  this  notice). 

The  applicant  must  also  see  that  three 
of  his  references  submit  complete  signed 
statements  of  his  qualifications  (see  sub- 
section 9  <b)  of  this  notice). 

Sic  14.  Applications  become  Depart- 
ment records.  Each  application  sub- 
mitted, Including  corroborating  evidence, 
will  become  a  part  of  the  permanent 
records  of  the  Department  of  the  Interior 
and  cannot  be  returned  to  the  applicant. 
For  this  reason,  original  discharge  or 
citizenship  papers  should  not  be  sub- 
mitted. In  case  an  applicant  Is  awarded 
a  farm  his  discharge  papers  will  be  at- 
tached to  his  certificate  of  eligibility 
(see  section  22  of  this  notice*  for  sub- 
mission to  the  Bureau  of  Land  Manage- 
ment. 

Sec.  15.  Importance  of  complete  ap- 
plications. It  shall  be  the  sole  respon- 
sibility of  an  applicant  to  submit  a  com- 
plete application,  including  the  corro- 
borating evidence  required  by  this  no- 
tice. Failure  of  an  applicant  to  provide 
complete  answers  to  all  questions  in  the 
farm  application  blank  within  the  periods 
specified  In  this  notice,  or  failure  to  pro- 
vide all  other  information  required  by 
this  notice,  will  subject  an  application  to 
rejection. 

SELECTION   or  QUALIFIED   APPLICANTS 

Sec  16.  Priority  of  applications.  All 
applications  will  be  classified  for  priority 
purposes  and  considered  in  the  following 
order: 

<a'  First  priority  group.  All  com- 
plete applications  filed  prior  to  2:00  p.  m  . 
July  12.  1949.  which  are  accompanied  by 
proof  sufficient.  In  the  opinion  of  the 
examining  board,  to  establish  eligibility 
for  veterans  preference.  All  such  appli- 
cations will  be  treated  as  simultaneously 
filed. 

(b>  Second  priority  group.  All  com- 
plete applications  filed  prior  to  2:00  p.  m.. 
July  12.  1949.  from  applicants  without 
veterans   preference  or  which  are  not 
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accompanied  by  proof  sufficient,  In  the 
opinion  of  the  examining  board,  to  es- 
tablish eligibility  for  veterans  preference. 
All  such  applications  will  be  treated  as 
simultaneously  filed. 

(c>  Final  group.  All  complete  appli- 
cations filed  after  2:00  p.  m.,  July  12, 1949, 
whether  or  not  accompanied  by  proof  of 
veterans  preference.  Such  applications 
will  be  considered  in  the  order  in  which 
they  arc  filed  if  any  farm  units  are  avail- 
able for  award  to  applicants  within  this 
group. 

Sec.  17  Preliminary  examination  to 
determine  first  priority  group,  right  of 
appeal.  Each  application  will  be  exam- 
ined for  the  purpo.se  of  a.scertalnlng  (a> 
that  the  application  is  complete;  (b>  that 
all  of  the  corroborating  evidence  required 
by  this  notice  to  be  submitted  in  advance 
of  the  drawing  has  been  furnished:  and 
(c>  that  the  applicant's  right  to  veterans 
preference  has  been  fully  established. 
Any  Incomplete  application  or  any  appli- 
cation not  accompanied  by  the  required 
corroborating  evidence  will  be  rejected. 
Any  applicant  without  veterans  prefer- 
ence or  any  applicant  claiming  veterans 
preference*  but  failing  to  establish  proof 
of  eligibility  for  such  preference  shall  be 
placed  in  the  second  priority  group. 

In  case  of  rejection  or  placement  In 
the  second  priority  group,  the  applicant 
shall  be  notified  by  the  board  by  regis- 
tered mail,  with  return  receipt  requested, 
of  such  rejection  or  placement:  the  rea- 
sons therefor,  and  of  the  right  to  appeal 
In  writing  to  the  Regional  Director,  Bu- 
reau of  Reclamation.  All  appeals  must 
be  received  in  the  office  of  the  Superin- 
tendent of  the  Shoshone  Project,  Box  900, 
Cody.  Wyoming,  within  15  days  of  the 
applicant's  receipt  of  such  notice,  or,  In 
any  event,  within  30  days  from  the  date 
when  the  notice  Is  mailed  to  the  last  ad- 
dress furnished  by  the  applicant.  The 
Superintendent  will  forward  the  appeals 
promptly  to  the  Regional  Director.  If 
an  appeal  is  decided  by  the  Regional  Di- 
rector in  favor  of  the  applicant,  the  ap- 
plication will  be  referred  to  the  board  for 
Inclusion  in  the  drawing.  All  decisions 
on  appeals  will  be  based  exclusively  on 
information  obtained  prior  to  rejection 
of  the  application  or  placement  in  the 
second  priority  group.  The  Regional  Dl- 
rectors  decision  on  all  appeals  shall  be 
final. 

Sic.  18.  Public  drawing.  After  the 
expiration  of  the  appeal  periods  fixed  by 
the  above-mentioned  notices  and  after 
decision  on  all  appeals,  the  board  will 
conduct  a  public  drawing  of  the  names 
of  the  applicants  remaining  in  the  First 
Priority  Group  as  defined  In  subsection 
18  (a*  of  this  notice.  Applicants  need 
not  be  present  at  the  drawing  In  order 
to  participate  therein.  The  names  of  a 
sufficient  number  of  applicants  (not  less 
than  three  times  the  number  of  farm 
units  to  be  awarded)  shall  be  drawn  and 
numbered  consecutively  in  the  order 
drawn  for  the  purpose  of  establishing 
the  order  in  which  the  applications 
drawn  will  be  further  examined  by  the 
board  to  determine  whether  the  appli- 
cants meet  the  minimum  qualifications 
prescribed  in  this  notice,  and  to  estab- 
lish the  priority  of  qualified  applicants 
for  the  selection  of  farm  units.  After 
No.  71 i 
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such  drawing,  the  board  shall  notify  each 
applicant  of  his  respective  standing  as  a 
result  of  the  drawing. 

Sec  19.  Final  exayninat ion.  The  board 
shall  examine,  in  the  order  drawn,  a  suffi- 
cient number  of  applications  to  deter- 
mine the  applicants  to  whom  the  farm 
units  will  be  awarded.  This  examina- 
tion will  determine  the  sufficiency,  au- 
thenticity and  reliability  of  the  Infor- 
mation and  evidence  submitted  by  the 
applicants.  If  such  examination  indi- 
cates that  an  applicant  is  qualified,  such 
applicant  shall  be  so  notified  and  shall  be 
required  to  submit  the  statement  of  a 
credit  agency  corroborating  his  state- 
ment relative  to  his  net  worth,  described 
in  subsection  8  (d)  of  this  notice,  and  if 
an  applicant  owns  land  on  a  Federal  rec- 
lamation project,  satisfactory  evidence 
that  all  construction  charges  against 
such  land  have  been  paid  as  required  In 
section  10  of  this  notice. 

The  applicant  may  be  required  to  ap- 
pear for  a  personal  Interview  with  the 
board  for  the  purpose  of:  <a)  Affording 
the  board  any  additional  Information  it 
may  desire  relative  to  his  qualifications; 
<b>  affording  the  applicant  any  infor- 
mation desired  relative  to  conditions  in 
the  area  and  the  problems  and  obliga- 
tions relative  to  development  of  a  farm 
unit;  and  ic»  affording  the  applicant  an 
opportunity  to  examine  the  farm  units. 

If  the  board  finds  that  an  applicant's 
qualifications  fulfill  the  requirements 
prescribed  In  this  notice,  such  applicant 
shall  be  notified.  In  person  or  by  regis- 
tered mail,  that  he  is  a  successful  appli- 
cant and  shall  be  given  an  opportunity 
to  select  one  of  the  farm  units  then  avail- 
able. If  the  board  finds  that  an  appli- 
cant's qualifications  do  not  meet  the  re- 
quirements prescribed  in  this  notice,  or 
if  he  fails  to  supply  the  corroborating  evi- 
dence, the  applicant  shall  be  disqualified 
and  shall  be  notified  by  the  board,  by  reg- 
istered mail,  of  such  disqualification  and 
the  reasons  therefor  and  of  the  right  to 
appeal  to  the  Regional  Director  as  pre- 
scribed in  section  17  of  this  notice. 

SELECTION   or    FARM   UNITS 

Sec  20.  Order  of  selection.  The  ap- 
plicants who  have  been  notified  of  their 
qualification  for  the  award  of  a  farm  unit 
will  succe.ssively  exercise  the  right  to 
select  a  farm  unit  In  accordance  with 
the  priority  established  by  the  drawing. 
If  a  farm  unit  becomes  available  through 
failure  of  a  successful  applicant  to  exer- 
cise his  right  of  selection  or  failure  to 
complete  his  entry  filing  w  ith  the  Bureau 
of  Land  Management,  It  will  be  offered  to 
the  next  qualified  applicant  In  accord- 
ance with  the  priority  established  by  the 
drawing.  An  applicant  who  Is  considered 
to  be  disqualified  as  a  result  of  the  per- 
sonal interview,  will  be  permitted  to  exer- 
cise his  right  to  select,  notwithstanding 
his  dLsqualification.  unless  he  voluntarily 
surrenders  this  right  In  writing.  If,  on 
appeal,  the  action  of  the  board  In  dis- 
qualifying an  applicant  as  a  result  of  the 
personal  interview  Is  reversed  by  the  Re- 
gional Director,  the  applicant's  selection 
shall  be  effective,  but  If  such  action  of  the 
board  is  upheld  by  the  Regional  Director, 
the  farm  unit  selected  by  this  applicant 
will  become  available  for  selection  by 
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successful  applicants  who  have  not  ex- 
ercised their  right  to  select. 

If  any  of  the  farm  units  listed  In  this 
notice  remain  unselected  after  all  quali- 
fied applicants  whose  names  were  se- 
lected in  the  drawing  have  had  an  oppor- 
tunity to  select  a  farm  unit,  and  if  addi- 
tional applicants  remain  in  the  First 
Priority  Group,  the  board  will  follow  the 
same  procedure  outlined  in  section  18 
of  this  notice  In  the  selection  of  addi- 
tional applicants  from  this  group. 

If  any  of  the  farm  units  remain  unse- 
lected after  all  qualified  applicants  la 
the  First  Priority  Group  have  had  an 
opportunity  to  select  a  farm  unit,  the 
board  will  follow  the  same  procedure  to 
select  applicants  from  the  Second  Prior- 
ity Group  and  they  will  be  permitted  to 
exercLse  their  right  to  select  a  farm  unit 
in  the  manner  prescribed  for  the  success- 
ful applicants  from  the  First  Priority 
Group. 

Any  farm  units  remaining  unselected 
after  all  qualified  applicants  in  the  Sec- 
ond Priority  Group  have  had  an  oppor- 
tunity to  select  a  farm  unit  will  be  of- 
fered to  applicants  In  the  Final  Group 
in  the  order  in  which  their  applications 
were  filed,  subject  to  the  determination 
of  the  board,  made  In  accordance  with 
the  procedure  prescribed  herein,  that 
such  applicants  meet  the  minimum  quall- 
ficaHOns  prescribed  in  this  notice. 

Sec  21,  Failure  to  select.  If  any  ap- 
plicant refuses  to  select  a  farm  unit  or 
falls  to  do  so  within  the  time  specified 
by  the  board,  such  applicant  shall  for- 
feit his  position  in  his  priority  group 
and  his  name  shall  be  placed  last  In  that 
group. 

Sec  22.  Payment  of  charges  and  filing 
homestead  applications.  After  each 
successful  applicant  has  advised  the 
board  of  his  .selection  of  a  farm  unit  he 
shall  be  notified  by  the  board  of  the 
annual  construction,  water  rental,  or 
Other  charges,  payment  of  which  must 
be  received  at  the  office  of  the  Super- 
intendent, Shoshone  Project,  Box  900, 
Cody,  Wyoming,  within  15  days  of  the 
receipt  by  the  applicant  of  such  notice. 
Upon  receipt  by  the  Superintendent  of 
such  payment  from  the  applicant  be- 
fore the  expiration  of  said  15-day  period, 
the  board  shall  furnish  each  applicant, 
by  registered  mall  or  by  delivery  in  per- 
son, a  certificate  of  eligibility  stating 
that  the  applicant's  qualifications  to  en- 
ter public  lands  have  been  examined  and 
approved  by  the  board.  Such  certificate 
must  be  attached  by  the  applicant  to  the 
homestead  application,  which  applica- 
tion must  be  filed  at  the  District  Land 
Office,  Bureau  of  Land  Management, 
Cheyenne,  Wyoming.  Such  homestead 
application  must  be  filed  within  13  days 
from  the  date  of  the  receipt  by  the  ap- 
plicant of  such  certificate.  Failure  to 
pay  the  annual  construction,  water  rent- 
al, or  other  charges  required  and  to 
make  application  for  homestead  entry 
within  the  period  specified  herein  will 
render  the  application  subject  to  rejec- 
tion. 

GENERAL  PROVISIONS 

Sec  23.  Warning  against  unlawful 
settlement.  No  person  shall  be  permit- 
ted to  gain  or  exercise  any  right  under 
any  settlement  or  occupation  of  any  of 
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the  public  lands  covered  by  this  notice 
except  under  the  terms  and  conditions 
prescribed  by  this  notice. 

Sic.  24.  COTistruction  charges  aud  op- 
eration and  mainteTiance  charges — (a) 
Charges  payable  by  all  water  users.    The 
Reclamation  Law  provides  that  except 
during  a  "development  period"  fixed  by 
the  Secretary  ot  the  Interior  water  may 
not  be  delivered  for  the  irrigation  of 
lands  until  an  organization,  satisfactory 
In  form  and  powers  to  tiie  Secretary,  has 
entered  into  a  contract  with  the  United 
States  providing  for  the  repayment  of  the 
project    construction    co^ts    which    are 
allocated  to  such  Irrigated  lands.    Pur- 
suant to  section  2  (J)  and  7  (b»  of  the 
Reclamation  Project  Act  of  1939.  lands 
described  in  section  1  of  this  public  notice 
are   hereby   designated   a   development 
unit.    The  development  period  for  the 
lands  so  designated  is  fixed  at  a  period 
of  six  years  from  and  including  the  first 
year  in  which  water  is  delivered:  Pro- 
vided. That  such  period  may  be  extended 
by  supplemental  notice  should  the  Sec- 
retary determine  that  further  time   is 
reasonably  necessary  to  bring  such  lands 
under  Irrigation.     All  lands  described  in 
section  1  must,  therefore,  be  Included 
within  an  organization  of  the  type  de- 
scribed   and    such    organization    must 
execute  a  contract  covering  the  repay- 
ment of  the  con.struction  costs  allocated 
to  such  lands  before  the  end  of  the  de- 
velopment period. 

(b>  Charges  payable  before  execulio.i 
of  the  repayment  contract.  <  1 )  The  min- 
imum water  charge  for  1949  and  there- 
after until  further  notice  shall  be  one 
dollar  and  .seventy-five  cents  (SI. 75)  per 
acre   for   each   irrigable   acre   of   land. 
This  charge  is  due  and  payable  in  ad- 
vance on  or  before  January  1.  of  the 
year  in  which  water  is  to  be  delivered. 
Payment  of  this  charge  will  entitle  the 
entryman  or  landowner  to  a  farm  de- 
livery   of   2^2    acre-feet   of    water   per 
Irrigable  acre  for  each  irrigation  season. 
«2»   Additional  water  will  be  furnished 
during  the   1949  Irrigation  season   and 
thereafter  until  further  notice  at  the  rate 
of  seventy-five  cents  ($0.75)   per  acre- 
foot  for  the  first  acre-foot  above  24 
acre-feet    i?er    irrigable    acre    and    one 
dollar  and  twenty-five  cents  ($1.25>  per 
acre-foot  for  each  additional  acre-foot 
per  irrigable  acre  thereafter.     Charges 
for  tlie  additional  water  are  to  be  paid  on 
or  before  December  1,  of  the  year  in 
which  used.    No  water  shall  be  delivered 
to  the  water  user  in  subsequent  years 
until  all  such  charges  have  been  paid  in 

full. 

(3)  In  the  event  any  applicant  does 
not  receive  notice  of  the  award  of  a  farm 
unit  until  after  June  1. 1949,  or  Jime  1  of 
any  subsequent  year,  the  entryman's  pay- 
ment of  charges  under  this  subparagraph 
(b)  shall  be  applied  to  payment  of  water 
charges  for  the  succeeding  year. 

t4>  The  foregoing  charges  are  sub- 
ject to  all  provisions  of  the  Federal  Rec- 
lamation Law  relative  to  collections  and 
■penalties  for  delinquencies.  The  charges 
will  be  paid  at  the  office  of  the  Bureau 
of  Reclamation.  Heart  Mountain, 
Wyoming. 

(c>  Charges  payable  after  execution 
of  the  repayment  contract.  These 
charges  will  be  paid  by  the  water  users 
In  accordance  with  the  terms  of  the  re- 
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payment  contract.    They  will  Include  an 
annual  charge  per  acre  to  meet  opera- 
tion and  maintenance  costs  and  to  re- 
pay to  the  government  that  portion  of 
the  construction  costs  allocated  to  the 
Heart  Mountain  Division.    On  the  date 
of  issue  of  this  public  notice  it  Is  Im- 
practicable to  determine   (1)    the  total 
construction  cost  of  the  Heart  Mountain 
Division    distributary   system;    (2>    the 
allocation  of  costs  to  the  Heart  Moun- 
tain Division  of  the  Shoshone  Federal 
Reclamation  Project,  and  (3)  the  ulti- 
mate water-service  area  of  the  division. 
Accordingly,  no  exact  statement  as  to 
the    total    and    per    acre    construction 
charge  to  be  made  against  Ivids  opened 
In    this    public    notice    Is    practicable. 
However,   total   estimated  construction 
cost  of  the  Heart  Mountain  Division  is 
$9,393,000.     When   the  total  construc- 
tion charge  has  been  determined  and 
allocated  by  the  Secretary  of  the  In- 
terior, and  a  repayment  contract  nego- 
tiated with  the  irrigation  district,  a  sup- 
plementary notice  annoimcing  the  total 
and  per  acre  charges  will  be  issued. 

Sec.  25.  Reservation  of  rights-of-way 
for  pvblic  roads.  Rights-of-way  along 
section  lines  and  other  lines  shown  In 
red  on  the  farm  unit  plats  described 
In  section  1  of  this  notice  are  reserved 
for  county,  state  and  Federal  highways 
and  access  roads  to  the  farm  units 
shown  on  said  farm  unit  plats. 

Sec.  26.  Reservation  of  rights-of-way 
for  publicly-cwned  utilities.  Rights-of- 
way  are  reserved  for  government- 
owned  telephone,  electric  trammission, 
water  and  sewer  lines,  and  water  treat- 
ing and  pumping  plants,  as  now  con- 
structed, and  the  Secretary  of  the  In- 
terior reserves  the  right  to  locate  such 
other  government-owned  facilities  over 
and  across  the  farm  units  above  de- 
scribed as  hereafter.  In  his  opinion,  may 
be  necessary  for  the  proper  construc- 
tion, operation,  and  maintenance  oi  the 
said  project. 

Sec  27.  Waiver  of  mineral  rights.  All 
homestead  entries  for  the  above-de- 
scribed farm  units  will  be  subject  to  the 
laws  of  the  United  States  governing  min- 
eral land,  and  all  homestead  applicants 
under  this  notice  must  waive  the  right 
to  the  mineral  content  of  the  land.  If  re- 
quired to  do  so  by  the  Bureau  of  Land 
Management;  otherwise,  the  homestead 
applications  will  be  rejected  or  the  home- 
stead entry  or  entries  cancelled. 

Sec.  28  Effect  of  cancellation  of  entry 
by  relinquishment.  In  the  event  that 
any  entry  of  public  land  made  hereunder 
is  cancelled  by  relinquishment  at  any 
time  prior  to  full  compliance  with  the 
homestead  laws,  the  lands  In  the  entry 
so  relinquished  shall  become  available  to 
entry  by  the  next  numbered  qualified 
applicant  who  will  be  treated  as  a  stand- 
ing applicant  therefor  under  this  notice. 
Such  applicant  shall  be  required  to  fur- 
nish such  additional  Information  as  may 
be  necessary  to  satisfy  the  board  that  he 
is  still  qualified  under  the  terms  of  this 
notice. 

Sec.  29.  Federal  assistance  in  land  de- 
velopment. The  Bureau  of  Reclamation, 
as  an  Incident  to  the  completion  of  the 
project,  will  assist  entrymen,  In  appro- 


priate cases  and  on  a  reimbursable  barls. 
In  the  development  of  farm  units,  which 
assistance  will  Include  clearing  and 
rough  leveling  of.  land,  roughing-ln  of 
farm  Irrigation  and  surface  drainage 
system  beyond  the  farm  turnouts. 

Note:  Tlie  reportlnij  requirement  of  this 
public  notice  has  been  approved  by  tl.e 
Bureau  of  the  Budget  In  accordance  with 
the  Federal  Reports  Act  of  1942. 

WiLUAM  E.  WaRNE. 

Assistant  Secretary  of  the  Interior. 

[F.   R.   Doc.   48-2853;    Filed.    Apr.    13,    1948: 
8:51  a.  m.j 


Minidoka  Project.  Idaho 
rirst  form  reclamatiow  withdrawal 

M.ARCH  3,  1949. 
To    the    Sv-^cretary    of    the    Interior 
through  the  Director  ol  the  Bureau  of 
Land  Management. 

In  accordance  with  the  authority 
ve:ited  in  you  by  the  act  of  June  28.  1934 
(48  Stat.  1269).  as  amended,  it  Is  recom- 
mended that  the  following  described 
lands  be  withdrawn  from  public  entry 
under  the  first  form  of  withdrawal,  as 
provided  by  section  3  of  the  act  of  June 
17.  1902  <32  Stat.  388 1 .  and  that  Dv-part- 
mental  Order  of  December  4,  1940.  es- 
tablishing Idaho  Grazing  District  No.  5 
be  modified  and  made  subject  to  the 
withdrawal  effected  by  this  order. 
Minidoka  Pkojict 
boise  meridian,   idaho 

T.  7  S  .  R.  24  E.. 

Sec.  29,  S',NW»4.  swvi; 
Sec.  30.  SE14. 

The  above  areas  aggregate  400  acres. 

Michael  W.  Straus. 
Commissioner. 

I  concur:  March  22.  1949. 

RoscoE  E.  Bell, 

As.'^ociatc  Director,  Bureau  of 
Land  Management. 

The  foregoing  recommendation  Is 
hereby  approved,  as  recommended,  and 
the  Director  of  the  Bureau  of  Land  Man- 
agement  will  cau.  e  the  records  of  his 
office  and  the  District  Land  Office  to  be 
noted  accordingly. 

William  E.  Warne. 
Assistant  Secretary. 

M.^RCH  28.  1949. 

Notice  for  fHing  objections  to  order 
toithdrawing  public  lands  for  the  Mini- 
doka Project,  Idaho.  Notice  is  hereby 
given  that  for  a  period  of  30  days  from 
the  date  of  pubhcatlon  of  this  notice, 
persons  having  cause  to  object  to  the 
terms  of  the  above  order  withdrawing 
certain  public  lands  In  the  State  of 
Idaho,  for  use  In  connection  with  the 
Minidoka  Pioject  may  present  their  ob- 
jections to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In  dupli- 
cate In  the  Department  of  the  Interior, 
Washington  25,  D.  C. 

In  case  any  objection  Is  filed  and  the 
nature  of  the  opposition  Is  such  as  to 
warrant  It,  a  public  hearing  will  be  held 
at  a  convenient  time  and  place,  which 


Thursday,  April  U,  1949 

will  be  announced,  where  opponents  to 
the  order  may  state  their  views  and 
where  the  proponents  of  the  order  can 
explain  iu  purpose,  intent  and  extent. 
Should  any  objection  be  filed,  notice  of 
the  determination  by  the  Secretary  as 
to  whether  tiie  order  should  be  rescinded, 
modifl/'d  or  let  stand  will  be  given  to  all 
Interested  parties  of  record  and  the  gen- 
eral public. 

WiLLi.AM  E.  Warne, 
Assistant  Secretary  of  the  Interior. 

|F.    R.    Doc.    49-2849:    Filed.    Apr.    13.    1949; 
8:45  a    m  j 


S\LT  River  Project,  Arizona 

m 

rirst  form  reclamation  withdrawal 

March  9,  1949. 
Pur.su.int  to  the  authority  delegated  by 
Departmental  Order  No.  2238  of  Augu.n 
16.  1946  '43  CFR  4  410i,  I  hereby  with- 
draw the  following-described  land  from 
public  entry,  under  the  first  form  of  with- 
drawal. a.>  provided  by  section  3  of  the 
act  of  June  17,  19D2  '32  Stat.  388  • : 

Gila  .\n3  3\lt  Rivfr  Meridian,  Arizona 

T.  1  N.  R.  1  E. 

Sec.  20.  NE^^NW',. 

The  above  area  aggregates  40  acres. 

Michael  W.  Str».us. 

Commissioner. 

I  concur.  Tlie  records  of  the  Bureau  of 
Land  Mima  cement  and  the  District  Land 
Office  will  be  noted  accordingly. 

Roscoe  E.  Bell. 
Associate  Director. 

March  11.  1949. 

|F     R     D)C.    49-2850;    Filed.    Apr.    13.    1949; 
8:46  a.  m.| 


Belle  Fourche  Project,  Wyoming 

FIRST  FORM  RECL.AMATION  WITHDRAWAL 

February  17,  1949. 
Pursuant  to  the  authority  delegated  by 
Departmental  Order  No.  2238  of  August 
16.  1946  '43  CFR  4  410',  I  hereby  with- 
draw the  foliowin?  described  lands  from 
public  entry,  under  the  first  form  of 
withdrawal,  as  provided  by  section  3  of 
the  act  of  June  17,  1902  '  32  Stat.  388  > : 

Sixth  Princip.*l  Mehidian,  Wyoming 

T   .SO  N..  P.    66  W. 

Sec.  6.  S\V:4NE:i. 
T.  51  N..  R.  60  W  , 

Sec.  28.  NE'^NE  *; 

Sec   :?0,  Lo:  1 
T.  30  N  .  R.  67  W.. 

Sec.  1.  Lot  1: 

Sec.  12.  S^  .sw>;: 

Soc.  l:?.  SE'4NW>4. 
T.  51  N..  R    67  W  , 

Sec.   10,  SE'4NE:4: 

Sec.  14.  NE  4NE«4: 

Sec.  22.  EjNE,: 

Sec.  23.  SVV'^NW  ,,.  NWiSW;; 

Sec.  25.  S'^NW'i: 

Sec    20.  NE',NE'^.  SW^NE'i,  SE>4NWii, 
E'..SW'4.  W'.SEU; 

Sec.  33.  SWUNE-.4.  NE'^SW';.  NWl4SE'4. 


FEDERAL  REGISTER 

The  above  areas  aggregate  997.35 
acres. 

Michael  W.  Straus. 
Commissioner. 

I  concur.  The  records  of  the  Bureau 
of  Land  Management  and  the  District 
Land  Office  will  be  noted  accordingly. 


RoscoE  E.  Bell, 
Associate  Director. 


March  10.  1949. 


Notice  for  filing  objections  to  order 
withdrawing  public  lands  for  the  Belle 
Fourche  Project,  Wyoming.  Notice  is 
hereby  given  that  for  a  period  of  30  days 
from  the  date  of  publication  of  this  no- 
tice, persons  having  cause  to  object  to 
the  terms  of  the  above  order  withdraw- 
ing cer'.ain  public  lands  in  the  State  of 
Wyoming,  for  use  in  connection  with  the 
Belle  Fourche  Project,  Wyoming,  may 
present  their  objections  to  the  Secretary 
of  the  Interior.  Such  objections  should 
be  in  writing,  should  be  addressed  to  the 
Secretary  of  the  Inierior,  and  should  be 
filed  in  duplicate  in  the  Department  of 
the  Interior,  Washington  25.  D.  C. 

In  case  any  objection  is  filed  and  the 
nature  of  the  opposition  is  such  as  to 
warrant  it.  a  public  hearing  will  be  held 
at  a  convenient  time  and  place,  which 
will  be  announced,  where  opponents  to 
the  order  may  state  their  views  and 
where  the  proponents  of  the  order  can 
explain  its  purpose,  intent  and  extent. 
Should  any  objection  be  filed,  notice  of 
the  determination  by  the  Secretary  as 
to  whether  the  order  should  be  rescinded, 
modified  or  let  .stand  will  be  given  to  all 
Interested  parties  of  record  and  the  gen- 
eral public. 

Michael  W.  Straus, 
Co7nmissioncr. 

|F.    R     Doc.    49-2851;    Filed.    Apr.    13,    1949; 
8:46  a.  m.] 


Central  Valley  Project.  California 

first  form  reclamation  withdrawal 

Febru.ary  21,  1949. 
Pursuant  to  the  authority  delegated  by 
Departmental  Order  No.  2238  of  August 
16.  1946  '43  CFR  4  410'.  I  hereby  with- 
draw the  following  described  lands  from 
public  entry,  under  the  first  form  of 
withdrawal,  as  provided  by  section  3  of 
the  act  of  June  17.  1902  (32  Stat.  388'  : 

Mount  Diablo  Meridian,  California 

T.  10  S  .  R.  22  E.. 

Sec.  2.  Lots  14  and   16  to  21.  incl.,  SW'i 

NW'4.  NW'4SW'4; 
Sec    3.  Lots  5,  7.  9,  10,  13.  S'iNEU.  SE'4 

NW'4.  N'..SE'4: 
Sec.  4.  Lots  11,  12; 
Sec.  5.  S'..SEi4.SW'4; 
Sec.   11,  NW'4NW'4,  SW'iSW'i. 

The  above  areas  aggregate  917.89  acres. 

Kenneth  Markwell, 
Assistant  Commissioner. 

I  concur.  The  records  of  the  Bureau 
of  Land  Management  and  the  District 
Land  Office  will  be  noted  accordingly. 

RoscoE  E.  Bell, 
Associate  Director. 

March  17.  1949. 
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Notice  for  filinq  objections  to  order 
withdrawing  public  lands  for  the  Central 
Valley  Project.  California.  Notice  is 
hereby  given  that  for  a  period  of  30  days 
from  the  date  of  publication  of  this  no- 
tice, persons  having  cause  to  object  to  the 
terms  of  the  above  order  withdrawing 
certain  public  lands  in  the  State  of  Cali- 
fornia, for  u.se  in  connection  with  the 
Central  Valley  Project,  California,  may 
present  their  objections  to  the  Secretary 
of  the  Interior.  Such  objections  should 
be  in  writing,  should  be  addressed  to  the 
Secretary  of  the  Interior,  and  should  be 
filed  in  duplicate  in  the  Department  of 
the  Interior,  Wa-shington  25.  D.  C. 

In  case  any  objection  is  filed  and  the 
nature  of  the  opposition  is  such  as  to 
warrant  it,  a  public  hearing  will  be  held 
at  a  convenient  time  and  place,  which 
will  be  announced,  where  opponents  to 
the  order  may  state  their  views  and 
where  the  proponents  of  the  order  can 
explain  its  purpose,  intent  and  extent. 
Should  any  objection  be  filed,  notice  of 
the  determination  by  the  Secretary  as  to 
whether  the  order  should  be  rescinded, 
modified  or  let  stand  will  be  given  to  all 
interested  parties  of  record  and  the  gen- 
eral public. 

Ke.vneth  Markwell, 
A.ssi!:tau  t  Com missioner. 

Febru.\ry  21,  1949. 

|F.    R,    Doc.    49-2852;    Filed.    Apr.    13.    1949; 
8:46  a.  m,| 


DEPARTMENT  OF  COMMERCE 

Civil  Aeronautics  Administration 

[Amdt.  41 

Organization;  Office  of  Avi.\t:on 
Development 

The  Secretary  of  Commerce  is  author- 
ized to  prescribe  regulations,  not  incon- 
sistent with  law,  for  the  government  of 
his  Department,  the  conduct  of  its  offi- 
cers and  clerks,  the  distribution  and  per- 
formance of  its  business,  and  the  cus- 
tody, use,  and  preservation  of  the  rec- 
ords, papers,  and  property  appertaining 
to  it  (see  R.  S.  161;  5  U.  S.  C.  22'.  The 
Administrator  of  Civil  Aeronautics  Is 
empowered  to  perform  such  acts,  to  con- 
duct such  investigations,  to  issue  and 
amend  such  orders,  and  to  make  and 
amend  such  general  or  special  rules, 
regulations,  and  procedure,  pursuant  to 
and  consistent  with  the  provisions  of  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  as  he  shall  deem  necessary  to 
carry  out  such  provisions  and  to  exer- 
cise and  perform  his  powers  and  duties 
under  the  act  (see  sec.  205.  52  Stat.  984; 
49  U.  S.  C.  425;  5  P.  R.  2107,  2421 ' . 

Acting  pursuant  to  the  foregoing  au- 
thority, the  'Organization  of  the  Civil 
Aeronautics  Administration"  is  amended 
by  adding  a  new  section  19,  as  follows: 

organization  of  the  civil  aeronautics 

administration  ADMINI.STriATIVE  OFFICES 

Sec  19.  Office  of  Aviation  Develop- 
ment, 'a)  The  objective  of  the  Office 
of  Aviation  Development  shall  be  to  fos- 
ter the  development  of  civil  aviation.  In 
achieving  this  objective,  the  office  shall: 


''I 
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(V  Encourage  the  development  and 
adoption  of  Improved  aircraft,  equip- 
ment, and  related  products,  especially 
for  personal  and  agricultural  uses ; 

(2)  Encourage  the  expansion  and  Im- 
provement of  air  flight  facilities,  and  the 
elimination  of  unnecessary  restrictions 
and  regulations  hampering  aviation; 

(3 1  Sponsor  or  conduct  programs  for 
the  establishment  of  a  system  of  "Sky- 
ways" and  uniform  methods  of  marking 
ground  objects  as  visual  aids  to  naviga- 
tion; 

(4)  Develop  and  sponsor  programs 
designed  to  advance  civil  aviation 
through  educational  means; 

(5)  Sponsor  or  conduct  programs  for 
the  collection  and  dissemination  of 
flight  facility  Information  and  data  in 
the  Interest  of  scfe  Itinerant  flight. 

(b)  In  the  execution  of  these  pro- 
grams, the  Office  of  Aviation  Develop- 
ment   shall,    to    the    greatest    possible 

extent : 

( 1 »  Secure  the  utilization  of  the  per- 
sonnel and  facilities  of  other  CAA  offices; 

(2)  Stimulate  action  by  other  public 
or  private  agencies  to  accomplish  its 
program  objectives; 

(3)  Serve  as  a  primary  point  of  liai- 
son with  industry,  industry  associations, 
or  other  governmental  agencies. 

(c)  The  Office  of  Aviation  Develop- 
ment shall  be  under  the  direction  of 
a  Director.  Office  of  Aviation  Develop- 
ment, and  shall  consist  of  the  followmg 
principal  organizational  subdivisions: 

( 1 »   Aviation  Extension  Division 

(2)  Aviation  Education  Division 

(3)  Flight  Information  Division. 

(R    S.  161:  52  Stat.  984.  5  U.  S.  C.  22; 
49  U.  S.  C.  425 ;  5  P.  R.  2107,  2421 ) 

This  amendment  shall  become  effec- 
tive May  1.  1949. 

[SEALl  D.   W.    RJENTZIL. 

Administrator  of  Civil  Aeronautics. 
Approved : 

Charles  Sawyer, 

Secretary  of  Cormnerce. 

IF    R.    Doc.    49-2880;    FUed.    Apr.    13.    1949; 
8:52  a.  m] 


NOTICES 

IDocket  No.  E-fll971 

Georgia  Powm  Co.  and  Soxtth  Carolina 
Power  Co. 

NOTICE  or  ORDER  AUTHORHINO  AND  AP- 
PROVING DISPOSITION  AND  AC0U181TION 
AND  MERGER  OP  FACILITIES 

APRIL  8.   1949. 

Notice  is  hereby  given  that,  on  April 
6.  1949.  the  Federal  Power  Commission 
issued  its  order  entered  April  5.  1949.  au- 
thorizing and  approving  disposition  and 
acquisition  and  merger  of  facilities  in  the 
above-designated  matter. 


[SEAT.] 


Leon  M.  Fuquay. 
Secretary. 


IP    R.    Doc.    49  2859;    FUed.    Apr.    13.    1949; 
8:47  a.  m.J 


[Docket  No.  E  6198) 
Otter  Tail  Power  Co. 

notice  of  order  authorizing  AND  APPROV- 
ING ISSUANCE  of  securities 

April  8.  1949. 
Notice  Is  hereby  given  that,  on  April  7. 
1949.  the  Federal  Power  Commission  is- 
sued Its  order  entered  April  7.  1949.  au- 
thorizing and  approving  Issuance  of 
securities  In  the  above-designated  mat- 
ter. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 

IP    R.    Doc.    49-2858;    PUed.    Apr.    13.    1948; 
8:47  &.ni.] 


(Docket  No.  £-6208) 


FEDERAL  POWER  COMMISSION 

(Docket  No.  E-«193) 

Connecticut  Light  and  Power  Co. 

notice  or  order  approving  maintenance 
of  permanent  connection  for  emer- 
gency use  only 

April  8.  1949. 

Notice  is  hereby  given  that,  on  April  6. 
1949.  the  Federal  Power  Commission  Is- 
sued its  order  entered  April  5.  1949.  In 
the  above-designated  matter,  approving 
maintenance  of  permanent  connection 
for  emergency  use  only  of  transmission 
faciliUes  of  the  Connecticut  Light  and 
Power  Company  with  those  of  the  Con- 
necticut Power  Company  at  New  Britain. 
Connecticut. 


Lower  Colorado  River  Authority 
notice  of  finding  of  commission 
April  8.  1949. 
Notice  is  hereby  given,  that  on  April 
6.  1949.  the  Federal  Power  Commission 
Issued  its  finding  entered  April  5.  1949. 
in  the  above-designated  matter,  that  the 
Interests  of  Interstate  or  foreign  com- 
merce will  not  be  affected  by  the  proposed 
construction,  operation  and  maintenance 
of  the  Austm.  Marble  Palls  or  Granite 
Shoals  projects,  on  the  Colorado  River 
in  the  State  of  Texas. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-2861:    Piled,    Apr.    13.    1949 
8:47  a.  m.l 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


(F.   R.    Doc    40-2860;    Piled.   Apr.    13,   1949; 
8:47  a.  m) 


[Docket  Noa.  0-1068.  0-1070) 
East  Tennessee  Natural  Gas  Co.  and 

TENNESSEE  GaS  TRANSMISSION  CO. 

FINDINGS  AND  ORDER  TO  SHOW  CAUSE.  RE- 
OPENING PROCEEDINGS  AND  SETTING  HEAR- 
ING 

These  proceedings  concern  the 
amended  aj^Ucatlon  filed  in  Docket  No. 
G-1065  by  East  Tennessee  Natural  Gas 
Company  (East  Tennessee)  on  January 
14  1949.  and  the  application  filed  In 
Docket  No.  O-1070  by  Tennessee  Gas 
Transmission  Company  ITGT)  on  July 


2  1948.  for  certificates  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation  of  certain  natural  gas 
pipeline  facilities,  subject  to  the  Juris- 
diction Of  the  Commission,  for  the  pur- 
pose of  supplying  60.000  Mcf  per  day  of 
natural  gas  to  the  plant  of  the  United 
States  Atomic  Energy  Commission  at 
Oak  Ridge.  Tennessee. 

Pursuant  to  due  notice  public  hearings 
were  held  in  Washington.  D.  C.  on 
March  9,  10.  11.  16.  17.  18  and  21.  1949. 
and  oral  argument  was  had  before  the 
Commission  on  April  4.  1949.  concerning 
the  matters  involved  and  the  Issues  pre- 
sented in  the  proceedings.  Parties  were 
afforded  an  opportunity  for  filing  briefs, 
and  proposed  findings  and  conclusions, 
with  supporting  reasons. 

In    Its    original    application    filed    in 
Docket  No.  G-1065  on  June  30. 1948.  East 
Tennessee  sought  a  certificate  authoriz- 
ing construction  and  operation  of  a  22- 
inch  pipeline  extending  approximately 
164  miles  from  a  point  of  connection 
near  Mitchellville.  Tennessee,  with  the 
existing  main  pipeline  facilities  of  TGT, 
ea.stwardly  to  the  Atomic  Energy  Cc*ti- 
mlsslon's  plant  at  Oak  Ridge.  Tennessee, 
and  also,  approximately  117  miles  of  16- 
Inch  pipeline  extending  northea.stwardly 
from  Oak  Ridge  to  a  point  near  King.<- 
port.  Tennessee,  with  laterals  and  exten- 
sions to  Bristol  and  Johnson  Cily.  Ten- 
nessee.   It  was  stated  in  the  original  ap- 
plication that  these  facilities  would  In- 
crease the  delivery  capacity  of  East  Ten- 
nessee's previously  authorized   pipeline 
sy.stem  '  by  100.000  Mcf  per  day.  of  which 
amount  60.000  Mcf  was  proposed  to  be 
made  avaUable  to  the  Atomic  Energy 
Commls-sion  and  the  balance  was  pro- 
posed   for   natural    gas    service   to    the 
Klngsport.    Bristol    and    Johnson    City 
areas  in  northeastern  Tennessee. 

In   Its  amended   application   filed   in 
Docket  No.  G-1065  on  January  14.  1949. 
Ea.st  Tenne.<;see  seeks  a  certificate  au- 
thorizing the  construction  and  operation 
of  approximately  172  miles  of  22-inch 
pipe  line  extending  from  a  point  of  con- 
nection    near     Greenbriar,     Tenne.ssee. 
with  the  exl-stlng  main  pipe-line  facili- 
ties of  TGT.  eastwardly  to  Oak  Ridge. 
Tennes-see.  for  the  purpose  of  delivering 
and  selling  60.000  Mcf  of  natural  gas  per 
day  to  the  Atomic  Energy  CommLssion. 
for  use  by  that  Commission  as  a  fuel 
for  providing  power  for  operation  of  the 
Oak  Ridge  gaseoas  diffusion  plant  '  some- 
times called  K-25)    for  the  production 
of  Uranlum-235.  one  of  the  two  fission- 
able materials  utilized  in  atomic  weapons. 
The  service  proposed  by  East  Tennessee 
under  the  amended  application  Is  pursu- 
ant to  a  20-year  contract  between  that 


'The  Commission,  by  Its  Opinion  No  161 
and  accompHnving  order  Issued  February  .^ 
1948.  In  Docket  No.  0-889.  granted  East  Ten- 
nessee a  certificate  authorizing  cousiruciU  n 
of  certain  natural  gas  pipeline  facilities  ex- 
tending from  a  point  of  connection  with 
TOT'S  main  pipeline  facilities  near  Lobe!- 
vlUe.  Tennesaee.  to  Chattanooga,  and  thence 
to  Knoxvllle.  for  the  purpose  of  supplying 
natural  gas  service  to  certain  cities  and  tirei.s 
In  middle  and  eastern  Tenuease*.  Including 
Chattanooga  and  KuozvUl*. 


Thursday,  April  14,  1949 

Company  and  the  Atomic  Energy  Com- 
mission entered  into  June  19.  1948.  At 
a  later  date,  as  soon  as  critical  mate- 
rials become  available,  the  Company  pro- 
poses to  request  authorization  for  facili- 
ties to  serve  natural  gas  to  the  King.sport, 
Bristol  and  Johnson  City  areas  in  north- 
eastern Tennessee. 

Tennessee  Gas  Transmission  Company 
(TGT  > .  by  its  application  on  July  2.  1948. 
In  Docket  No.  G-1Q70.  seeks  a  certificate 
authorizing  the  construction  and  opera- 
tion of  approximately  156  miles  of  30- 
Inch  main  pipe-line  loops.  6.800  addi- 
tional compressor  H.  P.  to  be  installed  in 
existing  compressor  stations,  and  cer- 
tain miscellaneous  appurtenant  facili- 
ties, designed  to  increase  TGT's  system 
daily  delivery  capacity  by  60.000  Mcf 
for  the  purpose  of  delivering  and  selling 
that  volume  of  gas  to  East  Tennessee  for 
resale  tn  the  Atomic  Energy  Commission 
at  Oak  Ridge.  That  service  to  East  Ten- 
nessee is  proposed  pursuant  to  a  gas  re- 
quirements contract  entered  into  by  TGT 
on  September  6,  1946. 

The  Atomic  Energy  Commis.sion  Inter- 
vened In  these  proceedings  and  at  the 
hearings  presented  evidence  thjit  the 
natural  gas  supply  sought  to  be  obtained 
through  means  of  the  facilities  proposed 
by  East  Tennessee  In  Docket  No.  G-1065 
Is  es.sential  to  assure  continuity  of  op- 
eration of  the  Atomic  Energy  Commis- 
sion's facilities  at  Oak  Ridge.  Tennessee. 
for  u.se  as  a  fuel  for  providing  power  for 
the  operation  of  that  Commission's  Oak 
Ridge  facilities.  Including  the  only  facil- 
ity In  thi.s  country  for  the  production 
of  Uranium-233.  The  evidence  shows 
the  operations  at  the  Oak  Ridge  produc- 
tion plant  are  of  a  continuous  nature  and 
require  large  quantities  of  power,  a  sig- 
nificant proportion  of  which,  due  to  Its 
character,  must  be  generated  on  the  site. 
The  Oak  Ridge  steam  generating  plant 
which  now  supplies  this  vital  power  uses 
pulverized  coal  as  a  primary  fuel.  There 
was  presented  evidence  that  It  Is  Impera- 
tive that  this  generating  plant  operate 
without  any  interruption. 

The  evidence  of  record  shows  the 
Atomic  Energy  Commission,  after  giving 
careful  consideration  to  what  measures 
reasonably  would  be  required  In  order  to 
assure  the  continued  operation  of  the 
Oak  Ridge  facilities  under  emergency 
conditions  that  might  arise,  determined 
that  the  securing  of  a  firm  and  adequate 
.source  of  natural  gas  Is  essential  to  that 
Commission.  In  the  discharge  of  its  re- 
sponsibilities under  the  Atomic  Energy 
Act  of  1246,  and  In  assuring  the  common 
defense  and  security  of  the  people  of  the 
United  States.  Such  conclusion  was 
reached  by  the  Atomic  Energy  Commis- 
sion, the  evidence  shows,  after  giving 
consideration  to  a  number  of  factors, 
among  others,  the  vital  character  of  the 
need  for  continuous  operation  of  the  Oak 
Ridge  facility,  including  the  steam  gen- 
erating plant,  under  emergency  condi- 
tions: that  Commission's  experience  in 
the  past  in  attempting  to  build  up  and 
maintain  a  reserve  stockpile  of  coal;  and 
the  assurance  that  would  come  from  hav- 
ing two  sources  of  fuel  using  two  different 
transportation  media.  On  the  strength 
of  a  similar  statement  by  Commissioner 
Pike  of  ihe  AEG.  the  Department  of  Com- 
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merce.  after  hearings,  allocated  the  nec- 
essary steel  for  construction  of  the  line. 

Certain  coal,  railroad  and  labor  in- 
terests Intervened  in  these  proceedings 
in  opposition  to  the  use  of  natural  gas  for 
the  generation  of  electric  energy  at  Oak 
Ridge.  At  the  hearings  they  presented 
evidence  as  to  the  need  of  natural  gas  by 
distributing  companies  in  the  Appalach- 
ian area,  the  availability  of  coal  and  other 
fuels  and  the  economic  effect  of  coal  dis- 
placement as  the  primary  fuel  at  Oak 
Ridge.  At  the  present  time  the  Atomic 
Energy  Commission  is  using  about  2,000 
tons  of  coal  per  day  in  its  operations  at 
Oak  Ridge.  Should  natural  gas  be  made 
available,  as  proposed  in  the  Instant  pro- 
ceeding, the  Atomic  Energy  Commission's 
requirements  for  coal  would  decline  very 
substantially  notwithstanding  the  fact 
that  the  Commission  contemplates  hav- 
ing facilities  that  would  permit  coal  or 
natural  gas  to  be  used  Interchangeably, 
or  both  at  the  same  time,  and  further, 
that  It  plans  to  maintain  as  a  safeguard 
a  reserve  stockpile  of  coal,  for  a  limited 
use  In  its  everyday  operations,  but  prin- 
cipally for  use  as  a  standby  fuel. 

Fi'om  the  evidence  the  Commission 
finds  that  the  service  of  60,000  Mcf  per 
day  of  natural  gas  to  the  Atomic  Energy 
Commission  for  use  in  its  Oak  Ridge 
facilities,  as  proposed  in  the  amended 
G-1065  application,  is  necessary  in  the 
common  defense  and  security  .of  this 
nation,  and,  accordingly,  that  the  au- 
thorization of  such  service  is  required 
by  public  convenience  and  necessity. 
The  authorization  of  such  service  would 
be  in  the  national  public  Interest. 

Though  public  need  has  been  shown 
for  the  service  propo.sed  to  the  Atomic 
Energy  Commission,  the  record  discloses 
that  in  other  respects  the  showing  pre- 
sented Is  insufficient  to  warrant  the  issu- 
ance at  this  time  of  a  certificate  to  East 
Tenne.ssee  in  Docket  No.  G-1065.  In 
general  the  showing  in  support  of  that 
application  Is  satisfactory  except  in  re- 
spect of  the  matters  of  its  gas  supply  and 
plan  of  financing. 

On  the  opening  day  of  the  hearings 
In  the  consolidated  proceedings  herein. 
Tennessee  Gas  Transmission  appeared 
and  through  coun.sel  and  through  Its 
president,  stated  It  was  unable  to  pro- 
ceed with  the  showing  in  support  of  its 
G-1070  application,  that  it  would  be 
unable  to  proceed  with  such  showing 
except  in  conjunction  with  and  until  it 
was  prepared  to  proceed  with  further 
showings  necessary  In  respect  to  the 
remaining  facilities  sought  to  be  certifi- 
cated by  TGT's  pending  amended  appli- 
cation in  Docket  No.  G-962.  the  so-called 
'•G-962-B  facilities."  This  situation 
made  it  impo.ssible  for  East  Tennessee 
to  show  an  adequate,  firm  supply  of 
natural  gas  available  to  it. 

During  the  proceedings  TGT  filed  a 
motion  requesting  severance  of  its 
G-1070  application  from  Docket  No. 
G-1065  and  Its  consolidation  with  the 
remainder  of  Docket  No.  G-962  and  re- 
questing the  date  of  hearing  in  G-962 
and  G-1070  to  be  fixed  by  the  Com- 
mission upon  15  days  notice  by  TGT  of 
Its  readiness  to  go  forward  with  its  evi- 
dence. At  the  close  of  taking  of  evi- 
dence  herein   the   Presiding   Examiner 
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recessed  the  hearing  in  Docket  No. 
O-1070  to  a  date  to  be  fixed  later  by  the 
Commission. 

On  the  opening  day  of  these  proceed- 
ings Tennessee  Gas  Transmission  Com- 
pany stated  that  It  would  be  agreeable 
that  the  gas  supply  from  TGT,  allocated 
by  this  Commission  by  order  in  Docket 
No.  G-808  for  the  furnishing  of  the  serv- 
ice authorized  by  the  certificate  granted 
to  East  Tennessee  in  Docket  No.  G-889, 
involving  the  so-called  Lobelville-Chat- 
tanooga-Knoxville  pipeline  project,  be 
used  by  East  Tennessee  for  supplying 
natural  gas  to  the  Atomic  Energy  Com- 
mission. If  transferred,  TGT's  presi- 
dent represented  his  Company  would  re- 
place such  gas  from  the  G-962-B  or  G- 
1070  facilities  not  yet  certificated.  East 
Tennessee  later  In  the  hearings  filed  a 
motion  requesting  transfer  to  the  Oak 
Ridge  line  of  the  gas  supply  previously 
allocated  by  this  Commission  from  the 
TGT  system  for  supplying  East  Ten- 
nessee's G-889  Lobelville-Chattanooga- 
Knoxville  pipeline  project. 

This  proposed  transfer  was  opposed 
during  the  hearings  by  representatives  of 
the  public  to  be  served  by  the  G-889  proj- 
ect, on  the  grounds  that  such  transfer 
would  prejudice  the  G-889  service.  The 
position  was  taken  by  the  State  of 
Tennessee,  its  Railroad  and  Public  Utili- 
ties Commission  and  other  interveners 
that,  if  any  allocation  of  gas  should  be  re- 
quired which  might  affect  customers 
being  served  by  TGT.  such  allocation 
should  apply  generally  against  TGT's 
system  capacity,  and  be  borne  propor- 
tionately by  all  customers  and  areas 
served  with  natural  gas  supplied  by  TGT. 
inasmuch  as  the  need  for  service  to  the 
Atomic  Energy  project  is  national  in 
character. 

On  the  evidence  of  record  in  these  pro- 
ceedings it  is  the  view  of  the  Commission 
that,  in  the  circumstances  presented,  it 
would  not  be  in  the  public  interest  to 
transfer  the  gas  supply  which  has  been 
provided  for  the  service  authorized  by  the 
certificate  Issued  to  East  Tennessee  In 
E>ocket  No.  G-889.  to  service  for  the  Oak 
Ridge  line. 

The  Commission  considers  it  cannot  on 
this  record  make  the  necessary  findings 
required  by  section  7  of  the  Natural  Gas 
Act.  as  amended,  for  issuing  a  certificate 
for  East  Tennessee's  Atomic  Energy  pipe- 
line project. 

This  record  shows  that  the  economic 
feasibility  of  the  Oak  Ridge  line  and  the 
plan  presented  for  financing  that  project 
are  tied  in  with  the  operation  and  the 
financing  of  East  Tennessee's  project  au- 
thorized by  the  Commission  at  Docket  No, 
G-889.  The  record  also  shows  that  the 
plan  of  financing  presented  with  respect 
to  the  Docket  No.  G-1065  project  is  in 
many  respects  unsatisfactory.  Therefore. 
East  Tennessee  should  present  to  the 
Commission  a^  proper  and  feasible  plan 
of  financing  satisfactory  to  the  Commis- 
sion covering  both  projects,  or  for  the 
project  here  before  us. 

The  Commission  recognizes  that  little 
time  remains  for  completing  satisfac- 
tory arrangements  for  the  Greenbriar- 
Oak  Ridge  pipeline  If  that  project  Is  to  be 
completed  during  the  1949  construction 
season.    As  was  stated  in  the  Commis- 
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slon's  order  of  March  21.  1949,  omitting 
the  intermediate  decision  procedure  and 
fixing  the  date  for  fUing  briefs  and  for 
oral  argument,  part  of  the  required  22 
inch  pipe  for  the  Oak  Ridge  pipeline  is 
now  being  fabricated  by  one  of  two  steel 
producers  participating  under  a  Volun- 
tary Plan  approved  January  28,   1949. 
by  the  Secretary  of  Commerce  and  the 
Attorney  General  of  the  United  States 
under  Public  Law  No.  395,  80th  Congress. 
The  record  shows  that  the  present  tem- 
porary financing  arrangements  made  for 
that  pipe  would  require  East  Tennessee 
to  obtain  a  certificate  on  or  about  May 
1    1949.  and  thereafter  to  complete  Its 
further  financing  of  the  G-1065  project 
on  or  before  May  12.  1949.  the  date  of 
maturity  of  the  short-term  bank  loan 
covering  the  temporary  pipe  financing. 
Upon  the  record  before  It  the  Com- 
mission is  of  the  opinion  that  it  should  do 
everytliing  in  its  power  to  explore  the 
possiblity  that  a  gas  supply  for  the  Oak 
Ridge  pipeline  can  be  made  available 
through  the  faculties  applied  for  in  Doc- 
ket No.  G-1070  or.  if  need  be.  through 
an  allocation  applying  generally  against 
TGT's  entire  system  capacity  to  be  borne 
equitably  by   all  customers    and   areas 
served  by  TGT.    In  view  of  the  para- 
mount need  of  the  Atomic  Engery  Com- 
mission for  the  natural  gas  service  pro- 
posed to  be  rendered  to  it  by  East  Ten- 
nessee and  the  necessity  for  prompt  ac- 
tion, the  Commission  finds  that  it  Is  ap- 
propriate that  11  explore  these  possibili- 
ties at  once. 

The  Commission  further  finds:  <1> 
Natural  gas  service  to  the  Atomic  Energy 
Commission  for  use  In  its  Oak  Ridge  fa- 
cilities, as  proposed  In  the  amended 
application  of  East  Tennessee  Natural 
Gas  Company  in  Docket  No.  G-1065.  Is 
necessary  for  the  common  defense  and 
security  of  the  nation,  and  authorization 
of  such  service  Is  required  by  the  public 
convenience  and  necessity. 

(2)  Applicant  East  Tennessee  Natural 
Gas  Company  has  not  been  able  to  show 
that  the  Tennessee  Gas  Tran.smisslon 
Company,  from  which  It  proposes  to 
obtain  its  supply  of  natural  gas  with 
which  to  serve  Oak  Ridge,  has  an  un- 
committed capacity  in  its  pipeline  suCfl- 
cient  to  provide  a  firm  supply  of  natural 
gas  to  East  Tennessee  adequate  to  jastify 
authorization  of  the  pipeline  project  pro- 
posed. 

(3»  Any  curtailment  of  service  of  nat- 
ural gas  to  customers  of  Tennessee  Gas 
Transmission  Company,  which  the  Com- 
mission may  deem  it  appropriate  to  direct 
In  order  to  make  available  natural  gas 
service  to  Oak  Ridge,  should  apply  equi- 
tably to  all  customers  of  Tennessee  Gas 
Tran.smisslon  Company  and  all  areas 
served  by  that  company. 

(4>  East  Tennessee  and  Tennessee 
Gas  Transmission  should  be  afforded  a 
further  opportunity  to  present  evidence 
In  support  of  their  applications  In  Docket 
Nos  G-1065  and  G-1070,  respectively, 
and  accordingly  the  Tennessee  Gas 
Transmission  Company's  motion  for  sev- 
erance   of    these    Dockets    should    be 

denied. 

( 5 1  The  public  convenience  and  neces- 
sity and  the  common  defense  and  security 
of  the  nation  will  require  that  Tennessee 
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Gas  Transmission  Company  and  all  of 
Us  customers  be  required  to  show  cause 
why.  should  Tennessee  Gas  Transmission 
Company  fail  to  make  an  adequate  show- 
ing at  the  hearing  ordered  herein  in  sup- 
port  of   its   application   at   Docket   No. 
G-1070.  the  Commission  should  not  enter 
an  order  requiring  Tennessee  Gas  Trans- 
mission Company  to  allocate  equitably 
its  present  and  future  pipeline  capacity 
and   gas  supply.  If  such  allocation  be 
necessary,  so  as  to  make  available  to  East 
Tennessee  Natural  Gas  Company  60.000 
Mcf  of  natural  gas  per  day  for  service 
to  the  Oak  Ridge  facilities  of  the  Atomic 
Energy  Commission. 
The  Commission  orders: 
(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  4.  7.  15  and  16  of  the 
Natural  Gas  Act.  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  further  public  hearing  will  be 
held  in  these  consolidated  proceedings 
commencing  on  the  18th  day  of  April. 
1949.  at  10:00  a.  m.  (e.  s.  t.).  in  the  Hear- 
ing Room  of  the  Federal  Power  Com- 
mission. 1800  Pennsylvania  Avenue  NW.. 
Washington.  D.  C. 

(B)  At  said  hearing  East  Tennessee 
Natural  Gas  Company  shaU  present  such 
further  evidence,  in  conformity  with  this 
order,  as  it  shall  deem  appropriate  in 
support  of  its  application  in  Docket  No. 
G-1065. 

(C»   Also  at  such  hearing  Tennessee 
Gas  Transmission  Company  will  be  af- 
forded a  further  opportunity  to  present 
evidence  in  support  of  Its  application  in 
Docket  No.  G-1070.     Also  at  said  hear- 
ing Tennessee  Gas  Transmission  Com- 
pany and  all  of  its  customers  shall  show 
cause,  if  any  there  be.  why.  should  Ten- 
nessee Gas  Transmission  Company  fail 
to  make  adequate  showing  in  support  of 
its  application  in  Docket  No.  G-1070.  the 
Commission  should  not  enter  an  order 
providing  for  allocation  of  Tennessee  Gas 
Transmission  Company's  entire  pipeline 
capacity  among  all  persons  to  whom  it  Is 
now  committed  and  authorized  to  fur- 
nish natural  gas  service  so  as  to  make 
available  to  East  Tennessee  Natural  Gas 
Company  60.000  Mcf  of  natural  gas  per 
day  for  service  to  the  AEC  at  Oak  Ridge. 
Tennessee. 

(D>  Interested  state  commissions  may 
participate  as  provided  by  §5  18  and  1.37 
(f)  of  said  rules  of  practice  and  proce- 
dure, as  well  as  all  interveners  of  record 
in  these  proceedings. 

(E)  Copies  of  this  order  shall  be  served 
on  all  persons  to  whom  Tennessee  Gas 
Transmission  Company  Is  now  commit- 
ted and  authorized  to  furnish  natural 
gas  service  who  are  hereby  made  parties 
to  these  proceedings  and  on  all  parties 
to  these  consolidated  proceedings. 

(F)  The  motion  of  Tennessee  Gas 
Transmission  Company  to  sever  Docket 
No.  G-1070  from  G-1065  is  hereby  denied. 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File   No.   7-10431 

Beldit.c  Hemwway  Co. 

ORDER  DETERMINING  VALUE  OF  CERTAIN  STOCK 

At  a  regular  session  of  the  Securities 
and  Elxchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  8th  day  of  April  A.  D.  1949. 

The  Philadelphia-Baltimore  Stock  Ex- 
change has  made  application  under  Rule 
X-12F-2  <b)  for  a  determination  that 
the  $1  Par  Value  Capital  Stock  of  Beld- 
ing  Heminway  Company,  a  Delaware  cor- 
poration, is  substantially  equivalent  to 
the  No  Par  Value  Common  Stock  of 
Belding  Heminway  Company,  a  Connect- 
icut corporation,  which  has  heretofore 
t)een  admitted  to  unlisted  trading  priv- 
ileges on  the  applicant  exchange. 

The  Commission  having  duly  con.sid- 
ered  the  matter,  and  having  due  regard 
for  the  public  Interest  and  the  protection 
of  investors: 

It  is  ordered.  Pursuant  to  sections  12 
(f )  and  23  <  a>  of  the  Securities  Exchange 
Act  of  1934  and  Rule  X-12P-2  »b)  there- 
under, that  the  $1  Par  Value  Capital 
Stock  of  Belding  Heminway  Company,  a 
Delaware  corporation,  is  hereby  deter- 
mined to  be  substantially  equivalent  to 
the  No  Par  Value  Common  Stock  of 
Belding  Heminway  Company,  a  Con- 
necticut corporation,  which  has  hereto- 
fore been  admitted  to  unlisted  trading 
privileges  on  the  applicant  exchange. 

By  the  Commission. 


(SEAI.1 


Orval  L.  DtjBois. 

Secritary. 


|F.   R.   Doc.   4&^2864:    Piled,    Apr.    13,    1949; 
8:48  a.  m.] 


Date  of  Issuance:  April  7,  1949. 

By  the  Commission. 

[szM.]  Leon  M.  Fuquay. 

Secretary. 

[F.   R.    Doc.   4&-2873;    Filed,    Apr.    13,    1949; 
8:4U  a.  m.j 


(PlleNo.7-105«) 

American  Tobacco  Co.,  Inc. 

order  determining  value  or  certain 

STOCK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C. 
on  the  8th  day  of  April  A.  D.  1949. 

The  Boston  Stock  Exchange  has  made 
application  under  Rule  X-12F-2  (bi  for 
a  determination  that  the  Common  Stock. 
$25  Par  Value,  of  The  American  Tobacco 
Company.  Inc.  is  substantially  equiva- 
lent to  the  $25  Par  Value.  Class  B  Com- 
mon Stock  of  The  American  Tobacco 
Company.  Inc..  which  heretofore  has 
been  admitted  to  unlisted  trading  privi- 
leges on  the  applicant  exchange. 

The  Commission  having  duly  consid- 
ered the  matter,  and  having  due  regard 
for  the  public  Interest  and  the  protec- 
tion of  Investors; 

It  is  ordered,  Pursuant  to  sections  12 
(f)  and  23  (a)  of  the  Securities  Ex- 
change Act  of  1934  and  Rule  X-12F-2  (b» 
thereunder,  that  the  Common  Stock.  $25 
Par  Value,  of  The  American  Tobacco 
Company.  Inc.  Is  hereby  determined  to 
be  substantially  equivalent  to  the  $25  Par 
Value.  Class  B  Common  Stock  of  The 
American  Tobacco  Company.  Inc..  here- 


Thursday,  April  li,  1949 

tofore  admitted  to  unlisted  trading  privi- 
leges on  the  applicant  exchange. 

By  the  Commission. 

I  SEAL  1  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49  236o.    Filed,    Apr.    13.    ll>49; 
8:48a  m.j 


(File  No.  7-1097] 

Socony-Vacuum  Oil  Co..  Inc. 

notice    of    application    for    unlisted 
tr\dinc  privileges,  and  of  opportunity 

rOR   HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  8th  day  of  April  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  if'  <2t  of  the  Secu- 
rities Exchange  Act  of  1934  and  Rule  X- 
12F-1  thereunder,  has  made  application 
for  unlisted  trading  privileges  in  the 
Capital  Stock,  $15  Par  Value,  of  Socony- 
VaciiUm  Oil  Company,  Inc..  a  security 
listed  and  registered  on  the  New  York 
Stock  Exchange.  RuleX-12F-l  provides 
that  the  applicant  shall  furnish  a  copy 
of  the  application  to  the  Issuer  and  to 
every  exchange  on  which  the  security  is 
listed  or  already  admitted  to  unlisted 
trading  privileges.  The  application  is 
available  for  public  inspection  at  the 
Commissions  principal  office  in  Wash- 
ington. D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  May  9.  1949,  the  Commission 
will  set  this  matter  down  for  hearing. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of 
the  Securities  and  Exchange  Com- 
mission. Washington.  D  C.  If  no  one 
requests  a  hearing  on  this  matter,  this 
application  will  be  determined  by  order 
of  the  Commission  on  the  basis  of  the 
facts  stated  In  the  application,  and  other 
infoimation  contained  in  the  official  file 
of  the  Commission  pertaining  to  this 
matter. 

By  the  Commission. 

ISE'Ll  ORV.^L  L.  DuBois. 

Secretary. 

|F.    R     Doc.  49  2868.    Filed.    Apr.    13.    1949; 
8  48  a.  ml 


(File   Ni.   7-10981 

St\nd\rd  Oil  Co.  «N.  J.) 

notice  of  application  for  unlisted  trad- 
ing   privileges,    and   or   opportunity 

FOR  HEARING 

At  a  reguiar  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  8th  day  of  April,  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pursu- 
ant to  section  12  <  f  •  1 2  >  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12F-1 
thereunder,  has  made  application  for  un- 
listed trading  privileges  In  the  Capital 
Stock.  $25  Par  Value,  of  Standard  Oil 


FEDERAL  REGISTER 

Company  (New  Jersey),  a  security  listed 
and  registered  on  the  New  York  Stock 
Exchange.  Rule  X-12F-1  provides  that 
the  applicant  shall  furnish  a  copy  of  the 
application  to  the  Issuer  and  to  every 
exchange  on  which  the  security  is  listed 
or  already  admitted  to  unlisted  trading 
privileges.  The  application  is  available 
for  public  inspection  at  the  Commission's 
principal  office  in  Washington.  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  May  9.  1949.  the  Commission  will 
set  this  matter  down  for  hearing.  In 
addition,  any  interested  person  may  sub- 
mit his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washington,  D.  C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
in  the  application.  t.nd  other  information 
contained  in  the  official  file  of  the  Com- 
mission pertaining  to  this  matter. 

By  the  Commission. 

I  seal]  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.    49  2867;    Filed    Apr.    13.    1949; 
8:48  a.  ml 


(File  No.  70-16331 
Philadelphia  Co.  et  al. 

notice  of  and  order  for  hearing  on  .ap- 
plications FOR  fees  and  expenses  AND 
ON  ALLOCATION  OF  CHARGES  THEREFOR 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C  on 
the  8th  day  of  April  1949. 

In  the  matter  of  Philadelphia  Com- 
pany. Pittsburgh  and  West  Virginia  Gas 
Company,  Equitable  Gas  Company,  and 
Finley ville  Oil  and  Gas  Company,  File  No. 
70-1633. 

The  Commission,  by  order  dated  June 
30.  1948,  having  granted  and  permitted 
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to  become  efTective  a  Joint  application- 
declaration,  as  amended,  filed  by  Phila- 
delphia Company,  a  registered  public 
utility  holding  company  and  a  subsidiary 
of  Standard  Gas  and  Electric  Company 
and  Standard  Power  and  Light  Corpo- 
ration, both  registered  holding  compan- 
ies, and  certain  of  the  subsidiaries  of 
Philadelphia  Company,  to  wit.  Pittsburgh 
and  West  Virginia  Gas  Company  O'Pitts- 
burgh  and  West  Virginia"*,  Equitable 
Gas  Company  ('Equitable"),  and  Fin- 
leyville  Oil  and  Gas  Company  cFinley- 
ville"^  pursuant  to  the  applicable  pro- 
visions of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act"),  regarding  the 
reorganization  of  the  Pennsylvania  gas 
properties  in  the  Philadelphia  Company 
holding  company  system,  the  recapitali- 
zation of  and  issuance  of  securities  by 
Equitable,  the  dissolution  of  Finleyville, 
and  the  retirement  of  certain  senior  secu- 
rities by  Philadelphia  Company  and  hav- 
ing in  said  order  reserved  jurisdiction 
over  all  fees  and  expenses  in  connection 
therewith;  and 

The  Commission,  by  order  dated  Dec- 
ember 28.  1948  having  released  jurisdic- 
tion with  respect  to  fees  and  expenses  of 
Haskins  &  Sells,  accountants,  for  appli- 
cants-declarants and  of  Cahill.  Gordon. 
Zachry  L  Reindel.  counsel  for  the  under- 
writers and  having  specifically  continued 
jurisdiction  with  respect  to  the  fees  and 
expenses  of  Reed,  Smith,  Shaw  &  Mc- 
Clay.  counsel  for  applicants-declarants; 
Flynn,  Clerkin  L  Hansen,  other  counsel 
for  applicants-declarants;  Dillon.  Read 
&  Co.,  financial  advi.sers;  Public  Utility 
Engineering  &  Service  Company,  a  former 
service  company  subsidiary  of  Standard 
Gas  and  Electric  Company,  and  its  suc- 
ce.ssor.  Pioneer  Service  &  Engineering 
Company,  and  having  further  continued 
jurisdiction  with  respect  to  the  allocation 
of  charges  for  all  fees  and  expenses  in 
connection  with  the  transactions  as 
among  Philadelphia  Company.  Pitts- 
burgh and  West  Virginia.  Equitable,  and 
Finleyville;  and 

The  record  indicating  that  fees  and 
expen.ses  have  been  requested  as  follows: 


KtH'  rluinuiit 


<"apac'iry 


Rpod,  Siiiilh.  Sh.iw  A  McCby 

Fl.viiii,  ("l.rkin  &  lliiiv-ii 

Dillon  H.il  A  ('«> "][ 

riibllc  I  liliiv  Kiit:inp<>rinK  Jt  Service  Co.  and 

its  sucics-ot .  I'loiuiT  .S'ivi(v  A  F.ireiiivriing 

Co. 


Company  counsel. 

.  .  do •. ;. 

Fiimncial  :iilvi>^Ts 

StTviix'  nmipaiiy 


Fees 

Fxi>ens('s 

'  $42.  .■fKI  (10 
i      17.  "UNLdll 
;     31,  INK).  IN)  ' 
f>.  l»8o.  W 

$4.1.^1.70 
1.  ii-M.  46 

940  54 

Total 


$4fi.fi.'JI.7« 

lU.  1-Jli.  44 

•S\.  NOii  mi 

7,  HAi.  52 


and  the  record  further  indicating  that 
charges  for  fees  and  expen.ses  are  pro- 
po.sed  to  be  allocated  $2,500  against  Phil- 
adelphia Company  and  the  balance 
against  Equitable;  and 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  hearings  in  this  matter 
should  be  reconvened  and  the  record 
herein  reopened  and  that  a  hearing  be 
held  with  respect  to  the  nature  and  extent 
of  the  services  rendered,  the  reasonable- 
ness of  the  fees  and  expenses  requested, 
and  the  allocation  of  charges  for  fees 
and  expenses  as  among  Philadelphia 
Company,  Pittsburgh  and  West  Virginia, 
Equitable,  and  Finleyville: 

It  is  ordered.  That  the  record  herein 
be,  and  the  same  la,  hereby  reopened  and 


hearings  herein  be  and  hereby  are  re- 
convened and  that  a  hearing  on  such 
matters  under  the  applicable  provisions 
of  the  act  and  the  rules  and  regulations 
promulgated  thereunder  be  held  before 
the  hearing  officer  heretofore  designated 
to  preside  in  this  proceeding  or  any  other 
officer  or  officers  of  the  Commission  des- 
ignated by  it  for  that  purpose  on  April 
28.  1949,  at  10.00  a.  m.,  e.  s.  t.,  in  the 
office  of  this  Commission,  425  Second 
Street  NW.,  Wa.shington  25.  D.  C.  in 
such  room  as  may  be  designated  at  such 
time  by  the  hearing  room  clerk  in  room 
101.  Any  person  who  is  not  already  a 
party  or  given  leave  to  participate  here- 
in, who  desires  to  be  heard  or  otherwise 
wishes  to  participate  shall  file  with  the 
Secretary  of  the  Commission  on  or  before 
April  27,  1949,  a  request  relative  thereto 
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as  provided  by  Rule  X-VII  of  the  Com- 
mis.<;lon's  rules  of  practice. 

The  Division  of  Public  UtlUtles  of  the 
Commission  having  advised  the  Com- 
mission that  It  has  made  a  preliminary 
examination  of  the  said  applications  for 
fees  and  expenses  and  of  the  proposed  al- 
location of  charges  for  fees  and  expenses, 
and  that,  on  the  basis  thereof,  the  fol- 
lowing matters  and  questions  are  pre- 
sented for  consideration  without  preju- 
dice however,  to  the  presentation  of 
additional  matters  and  questions  upon 
further  examination: 

(1)  Whether  the  requested  amounts 
for  fees  and  expenses  were  Incurred  In 
rendering  services  which  were  necessary 
in  connection  with  the  transactions  here- 
in involved  and  whether  such  amounts 
are  reasonable: 

(2>  Whether  any  of  the  services  ren- 
dered herein  for  which  compensation  or 
reimbursement  is  being  sought  are  serv- 
ices for  which  the  applicants  or  any  of 
them  have  been  or  should  have  been 
otherwise  compensated  or  reimbursed,  by 
reason  of  exisLing  or  previously  existing 
retainer  agreements,  or  otherwis:: 

(3'  Whether  any  of  the  services 
claimed  to  have  been  rendered  herein 
by  any  of  the  claimants  constituted  p.n 
unnecessary  or  unreasonable  duplication 
of  services  rendered  by  others; 

(4»  Whether  all  of  the  said  fees  and 
expemes.  with  the  tJiception  of  the 
$"  500  proposed  to  be  allocated  by  appli- 
cants-declarants against  Philadelphia 
Company,  should  properly  be  borne  by 
Ecjuitable;  ^^      , 

(5>  Whether  there  are  any  other  fac- 
tors, apart  from  the  nature  and  value 
of  the  services  rendered  and  the  capacity 
in  which  rendered,  which  would  make 
any  of  the  requests  for  compensation  and 
reimbursement  improper; 

It  is  ordered.  That  particular  atten- 
tion be  directed  at  said  hearing  to  the 
foregoing  matters  and  questions; 

It  i.s  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a 
copy  of  this  notice  end  order  by  regis- 
tered mail  on  the  applicants-declarants 
herein,  and  the  applicants  for  fees  here- 
in and  on  the  Pennsylvania  Public  Util- 
ity Commission,  and  the  Public  Service 
Commission  of  the  State  of  West  Vir- 
ginia, and  that  notice  of  said  hearing 
shall  be  given  to  all  other  persons  by 
general  release  of  this  Commission  which 
shall  be  distributed  to  the  press  and 
mailed  to  the  mailing  list  for  releases 
Issued  under  the  Public  Utility  Holding 
Company  Act  of  1935  and  by  publication 
of  this  order  In  the  Federal  Recistm. 

.   By  the  Commission. 

ISEAL]  OVAl  L.   DTJBoIS. 

Secretarp. 

(F.    F     Doc.    4©  2866:    Filed.    Apr.    13.    1949: 
8:48  a.  m.i 


NOTICES 

Notice  is  hereby  given  that  The  Toledo 
Edison  Company  ("Toledo"),  a  public 
utility  subsidiary  of  aties  Service  Com- 
pany, a  registered  holding  company,  has 
filed  an  application  pur.suant  to  the 
Public  Utility  Holding  Company  Act  of 
1935.  Applicant  has  designated  section 
6  (bi  (-1  the  act  and  Rule  U-50  promul- 
gated thereunder  as  applicable  to  the 
proposed  transaction. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  April 
22.  1949  at  5:30  p.  m..  e.  s.  t.,  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reason  for  such  re- 
quest, and  the  Issues,  If  any.  of  fact  or 
law  raised  by  said  application  which  he 
desires   to   controvert,   or   may   request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.     Any 
such  request  should  be  addressed:  Sec- 
retary. Securities  and  Exchange  Com- 
mis-sion.  425  Second  Street  NW..  Wash- 
Inntcn  25.  D.  C.    At  any  time  thereafter 
said  pp.:lication,  as  filed  or  as  amended, 
may  be  granted  as  provided  In  Rule  U-23 
of  the  rules  and  rogulations  promulgated 
under  the  act.  or  the  Commission  may 
ex  -mpt  such  transaction  as  provided  in 
Rules  U-20  (a>  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  applicatloa.  on  file  in  the  ofTice  of 
the  Commi'^sion  for  a  statement  of  the 
proposed  transaction,  which  may  be 
summarized  as  follows: 

Toledo  proposes  to  Issue  and  sell  S2.- 
500  000  principal  amount  of  First  Mort- 
gage Bonds  .."'r.  due  1979.  pur.suant  to 
the  competitive  bidding  requirements  of 
Rule  U-50.    The  bonds  are  to  be  l.ssucd 
under  and  pursuant  to  the  company's 
Indenture  dated  as  of  April  1.  1947.  as 
supplemented,  and  a  Second  Supplemen- 
tal Indenture  to  be  dated  as  of  April  1. 
1949.    Toledo  states  that  It  proposes  to 
obtain  the  authentication  and  delivery 
of  the  bonds  upon  the  basis  of  property 
additions  as  provided  In  the  Indenture 
and  that  the  not  proceeds  from  the  pro- 
posed sale  will  be  added  to  the  general 
funds  of  the  company  and  used  to  pro- 
vide part  of  the  new  capital  required  by 
Toledo  for  Its  construction  program. 

The  proposed  Issue  and  sale  of  bonds 
will  be  .submitted  to  the  Public  Utilities 
Commission  of  Ohio  for  its  approval. 

By  the  Commission. 

IsEAL]  Orval  L.  Dubois. 

Secretary. 

[F.    R.    Doc.    49-3870;    Filed.    Apr.    IS.    1949; 
8:49  a.  m.) 


(File  No.  70-«0e31 

Wisconsin  Pubuc  Smvice  Corp. 
notick  of  filing 


(Pile  No.  70-30671 

Toledo  Edison  Co. 


ROnCI  OF  FIUNC 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
offlce  In  the  city  of  Washington.  D.  C, 
on  the  8th  day  of  April  A.  D.  1949. 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  8th  day  of  AprU  1949. 

Notice  is  hereby  given  that  a  declara- 
tion and  amendment  thereto  have  been 
filed  with  this  Commission  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935  ("act")  by  Wisconsin  Public  Serv- 
ice Corporation  ("Wisconsin"),  a  pub- 


lic utility  subsidiary  of  Standard  Gx';  and 
Electric  Company,  a  registered  holding 
company.  The  declarant  has  designated 
sections  6  (a)  and  7  of  the  act  as  applica- 
ble to  the  proposed  transactions. 

Notice  is  further  given  that  any  person 
may  not  later  than  April  25.  1949.  at 
12:30  p.  m..  e.  d.  s.  t.,  request  the  Com- 
mission in  writing  that  a  hearing  be  held 
on  such  matter,  stating  the  nattue  of  h.s 
intere.st.  the  reasons  for  such  request  and 
the  Issues,  if  any.  of  fact  or  law  raised 
by  said  declaration,  as  amended,  v.hicii 
he  desires  to  controvert  or  may  request 
that  he  be  notified  If  the  Commission 
should  order  a  hearing  thereon.     .Any 
such  reque.'^t  should  be  addressed  to  the 
Secretary',  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wa'h- 
inglon  25.  D.  C.    At  any  time  thereafter 
said  declaration,  as  amended,  may  bp 
permitted  to  become  effective  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act  or  the  Com- 
mission may  exempt  such  transactions  ?.s 
provided  in  Rulcus  U-20  <a)   and  U-100 
thereof. 

All  interested  persons  are  referr*^  to 
said  declaration,  as  amended,  which  is 
on  file  in  the  office  of  the  Commission  for 
a  statement  of  the  transactions  therein 
proposed  which  are  summarized  as  fol- 
lows: 

Wisconsin  propo.ses  to  Isfne  p.nd  sell 
notes  in  the  total  principal  amount  of 
$1,500,000  to  the  following  banks:    The 
Chase  National  Bank  of  the  City  of  New- 
York.  Now  York.  New  York;  Harris  Trust 
and    Savings    Bank,    Chicago.    Illinoiv; 
Irving  Trust  Company,  New  York,  New 
York;  Marshall  L  Ilsley  Bank.  MilWHUkee. 
Wisconsin;   Marine  National  Exchange 
Bnnk.  Milwaukee.  Wisconsin;   and  The 
Security  National  Bank.  Sheboygan.  Wis- 
consin.    ITie  notes  will  be  dated  May  1. 
1049.  to  be  due  November  1.  1949.  will 
bear  interest  at  the  rate  of  2^a''c  per 
annum  and  may  be  prepaid  by  the  com- 
pany without  penalty  when  permanent 
financing  Is  completed. 

The  company  states  that  It  will  need 
an  e.stlmated  amount  of  $10.000000  In 
1949  for  construction  expenditures  plus 
$850,000  for  Its  commitment  to  purchase 
common  stock  of  its  subsidiary,  Wiscon- 
sin River  Power  Company.  Of  these 
total  requii'ements,  It  is  estimated  that 
approximately  $2,850,000  will  be  secured 
from  depreciation  funds,  other  non-ca-^h 
items  and  retained  earnings.  The  com- 
pany represents  that  when  and  as  the 
1949  permanent  financing  is  authorized 
and  completed  the  proceeds  will  be  u.sed 
to  pay  bank  loans  then  outstanding. 

It  is  stated  In  the  declaration,  as 
amended,  that  no  commission  other  than 
this  Comml'^slon  has  Jurisdiction  over 
the  proposed  transactions. 

Wisconsin  has  requested  that  the  Com- 
mission's order  be  Lssued  as  soon  as  possi- 
ble and  that  it  become  effective  forthwith 
upon  issuance. 


By  the  Commission. 

[s»iLl  Orval  L.  I>uBois. 

Secretary 

IF    R.   Doc.   40-2871 ;    FUed,   Apr.    13,    10-19; 
8:49  a.  m.] 


Thursday,  April  14,  1949 

[Pile  No.  70-21001 

Kans.\s  Power  and  Light  Co.  and  Kansas 
Electric  Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exciunge  Commi.s.sion.  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  8:h  day  of  April  1949. 

Notice  IS  hereby  given  that  a  joint  dec- 
laration has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("act")  by  The 
Kan.sas     Power     and     Light     Company 

•  ■Kansas  Power")  and  its  subsidiary 
The  Kansa.s  Electric  Power  Company 
(  "Kansas  Electric"),  both  being  subsidi- 
aries ol  North  American  Light  L  Power 
Company,  a  registered  holding  company. 
Declarants   have   designated   sections   6 

•  a'  and  7  of  the  act  as  applicable  to  the 
proposed  transactions. 

Notice  IS  further  given  that  any  Inter- 
ested per^^on  may,  not  later  than  April 
25th,  19-;9.  at  5:30  p.  m  .  e.  d.  s.  t  ,  re- 
quest the  Commission  in  writing  that  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  iniere5t,  and  the  i.s.sues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.  Any 
such  request  should  be  addressed :  Secre- 
tary. Secu.-ities  and  Exchange  Commis- 
sion, 425  Second  Street  NW.,  Washing- 
ton 25.  D  C.  At  any  time  thereafter, 
said  declaraiion  as  filed,  or  as  amended, 
may  be  permitted  to  become  effective  as 
provided  by  Rule  U-23  of  the  rules  and 
regulation^  promulgated  under  the  act. 
or  the  Commission  may  exempt  such 
transactions  as  provided  by  Rule  U-20 
(a'  and  Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
ment of  the  tran.sactions  therein  pro- 
posed, which  are  summarized  as  follows: 

Declarants  propose  to  submit  at  meet- 
ings of  the:;-  respective  stockholders  pro- 
posals to  aTiend  their  respective  Articles 
of  Incorpo;  ation.  as  heretofore  amended, 
with  respect  to  the  voting  power  and 
other  rights  of  the  holders  of  their  pres- 
ently outstanding  Preferred  and  Com- 
mon Stocks,  which  propo.>ed  amend- 
ments in  their  most  important  aspects 
are  .summarized  below: 

Each  of  the  declarants  proposes  to 
change  the  provisions  of  Its  Preferred 
Stock  so  as  to  provide  that  the  holders 
thereof,  upon  default  in  the  payment  of 
four  or  mo:e  full  quarterly  dividends  on 
.such  stock,  shall  be  entitled,  as  a  class, 
to  elect  the  smallest  number  of  directors 
necessary  to  constitute  a  majority  of  the 
full  Board  of  Directors,  and  the  holders 
of  its  Common  Stock,  in  such  event,  shall 
be  entitled,  as  a  class,  to  elect  the  remain- 
ing directors.  In  addition,  each  pro- 
poses to  provide  t'nat  the  consent  of 
the  holders  of  at  least  two-thirds  of  the 
outstanding  shares  of  its  Preferred  Stock 
shall  be  required  before  the  corporation 
shall  d'  increase  the  amount  of  au- 
thorized Preferred  Stock,  or  authorize 
any  shares  ranking  prior  to  or  on  a  par- 
ity with  the  Preferred  Stock  as  to  divi- 
dends or  upon  liquidation,  or  authorize 
any  obligation  or  security  convertible 
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Into  such  other  shares;  (2)  amend,  alter, 
or  change  any  of  the  terms  or  provisions, 
priorities  or  special  rights  of  the  out- 
standing Preferred  Stock  in  a  manner 
substantially  prejudicial  to  the  holders 
thereof;  or  (3)  issue,  sell  or  dispose  of 
additional  shares  of  its  Preferred  Stock 
or  any  other  class  of  stock  ranking  prior 
to  or  on  a  parity  with  such  stock  as  to 
dividends  or  upon  liquidation,  unless  cer- 
tain tests  as  to  earnings  and  assets  are 
met.  Each  declarant  also  proposes  to 
provide  that  the  con.sent  of  at  least  a 
majority  of  the  holders  of  its  Preferred 
Stock  shall  be  required  before  the  cor- 
poration may  merge  or  consolidate;  or 
sell,  lease  or  exchange  all  or  substan- 
tially all  of  its  property  and  a.ssets;  or 
issue  or  as.sume  any  unsecured  notes  or 
other  securities  representing  unsecured 
indebtedness  in  excess  of  10  Tc  of  the 
aggregate  of  <1)  all  secured  indebtedness 
and  <2»  the  capital  and  surplus  as  then 
stated  on  the  books  of  the  corporation. 

With  respect  to  the  holders  of  its 
Common  Stock,  each  declarant  proposes 
to  provide  that  after  May  1,  1949,  and 
so  long  as  any  preferred  stock  is  out- 
standing, the  payment  of  Common  Stock 
dividends  (other  than  dividends  payable 
in  common  stock  i  shall  be  restricted  to 
50*7  of  net  income  available  for  the 
Common  Stock  when  the  ratio  of  the 
common  stock  equity  to  total  capitaliza- 
tion is  or  as  a  result  of  any  proposed 
payment  of  dividends  would  become  less 
than  20 '^i  ;  that  if  such  equity  ratio  is 
20':c  or  more,  but  less  than  25%  the  pay- 
ment of  common  stock  dividends  shall 
be  restricted  to  75%  of  net  income;  and, 
except  to  the  extent  so  permitted,  no 
dividends  shall  be  paid  which  will  re- 
duce such  capitalization  ratio  to  less 
than  25T(.  In  addition,  each  declarant 
proposes  to  provide  that  the  holders  of 
its  Common  Stock  shall  have  the  right 
to  subscribe,  in  proportion  to  their  hold- 
ings, for  other  .shares  of  Common  Stock 
when  i.ssued,  except,  where  the  Board 
of  Directors  determines  to  sell  the  en- 
tire i.ssue  to  underwriters  for  resale  to 
the  public. 

Stockholders  of  each  of  the  declarants 
are  presently  entitled  to  one  vote  per 
share  of  Preferred  and  Common  stocks, 
with  the  right  to  cumulate  such  votes  in 
the  election  of  directors.  These  rights 
are  not  affected  by  the  proposed  amend- 
ments. 

Declarants  request  that  the  Commis- 
sion's order  herein  issue  as  soon  as  prac- 
ticable. 

By  the  Commission. 

fsEAL]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-2872;    Filed,    Apr.    13.    1949; 
8:49  a.  m.| 


[File  No.  71^1 
Tex,\s  Power  k  Light  Co. 

ORDER    APPROVING    DISPOSITION    OF   ADJUST- 
MENTS relating  to  electric  plant 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
ofBce  In  the  city  of  Washington,  D.  C, 
on  the  8th  day  of  April  A.  D.  1949. 

Texas  Power  k  Light  Company  ("Texas 
Power">.  a  public  utility  company  and  a 
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subsidiary  of  American  Power  L  Light 
Company,  a  registered  holding  company 
subsidiary  of  Electric  Bond  and  Share 
Company,  also  a  registered  holding  com- 
pany, having  filed  studies  and  amend- 
ments thereto,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935. 
particularly  sections  15  and  20  <b"  there- 
of and  Rule  U-27  thereunder,  relative  to 
the  original  cost  and  reclassification  of 
its  electric  plant  accounts  as  at  Decem- 
ber 31.  1941,  including  proposals  for  the 
disposition  of  adjustments  relating  to 
electric  plant,  which  propo.sals  are  sum- 
marized as  follows: 

On  November  16.  1945.  Texas  Power  In- 
itially filed  original  cost  and  reclassifica- 
tion studies  of  the  company's  electric 
plant  accounts  as  at  E>ecember  31.  1941. 
The  studies  were  filed  in  accordance  with 
Plant  Instruction  2-D  of  the  Uniform 
System  of  Accounts  prescribed  by  the 
Federal  Power  Commission  for  electric 
utilities.  The  Federal  Power  Commis- 
sion's Uniform  System  of  Accounts  for 
electric  utihties  Is  applicable  to  Texas 
Power  by  virtue  of  this  Commi.ssion's 
Rule  U-27.  promulgated  under  the  Public 
Utilities  Holding  Company  Act  of  1936. 
In  said  studies  Texas  Power  represented 
that  53,143.038.28  had  been  reclas.sified 
to  Account  100.5— Electric  Plant  Acqui- 
sition Adjustments,  and  820,482.306  88 
to  Account  107— Electric  Plant  Adjust- 
ments. 

The  staff  of  the  Commission  made  a 
field  examination  and  filed  its  report  in 
connection  therewith.  Copies  of  the 
staffs  report  were  submitted  to  the  com- 
pany. Texas  Power  has  amended  Its 
studies  to  give  effect  to  the  recommenda- 
tions contained  in  the  staff's  report  and 
now  proposes  to  classify  an  amount  of 
$3,089,718.28  in  Account  100.5— Electric 
Plant  Acquisition  Adjustments,  and  an 
amount  of  $20,535,626.88  in  Account 
107— Electric  Plant  Adjustments. 

Between  the  effective  date  of  Its 
original  cost  study  and  the  date  of  filing 
thereof,  Texas  Power  disposed  of  a  total 
of  $19,925,961.10  of  Account  107.  either 
upon  its  own  initiative  or  pur.suant  to 
proposals  which  were  authorized  by  an 
order  of  this  Commi.ssion.  Also  pur- 
suant to  proposals  authorized  by  the 
above-mentioned  order  Texas  Power 
established  a  "Reserve  for  Electric  Plant 
Adjustment"  in  the  total  amount  of 
$556,345.78  for  the  disposition  of  such 
capitalized  intra-system  profits  as 
might  properly  be  recla.ssified  to  Ac- 
count 107. 

Pur.suant  to  the  terms  of  the  Com- 
mission's order  of  May  15.  1945.  Texa.s 
Power  was  ordered  for  a  period  of  fifteen 
years,  beginning  on  June  1,  1945,  to 
charge  annually  to  Account  537 — Mis- 
cellaneous Amortization,  an  amount  of 
at  least  $209,643.34  and  to  credit  such 
amount  to  Account  252 — Reserve  for 
Amortization  of  Electric  Plant  Acquisi- 
tion Adjustments. 

Texas  Power  propo.ses  to  charge  an- 
nually to  Account  537,  Miscellaneous 
Amortization,  an  amount  of  at  least 
$209,643.34  and  to  credit  such  amount 
to  Account  252 — Reserve  for  Amortiza- 
tion of  Electric  Plant  Acquisition 
Adjustments,  but  in  no  event  for  a 
period  exceeding  that  necessar^  to  ac- 
cumulate the  adjusted  amount  of  $3.- 
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089,718.28.  However,  Texas  Power  re- 
serves all  rights  with  respect  to  such 
items. 

Texas  Power  proposes  to  charge  Ac- 
count 270 — Capital  Surplus  with  an 
amount  of  $53,320.00,  and  to  credit 
Account  107— Electric  Plant  Adjust- 
ments with  an  equal  amount.  The  re- 
sult of  such  proposals  will  be  to  eliminate 
all  except  $556,345.78  from  Account  107. 
again.st  which  a  reserve  account  of  like 
amount  has.  as  hereinbefore  described, 
been  established. 

Notice  of  filing  of  said  studies,  and 
amendments  thereto,  having  been  duly 
given  and  the  Commission  not  having 
received  a  reque.st  for  hearing  with  re- 
spect to  said  matter  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 

and 

It  appearing  to  the  Commission  that 
the  proposals  for  the  disposition  of  the 
amounts  established  in  Account  100.5 
and  Account  107.  in  the  manner  de- 
scribed above,  are  consistent  with  the 
requirements  of  Rule  U-27  of  the  general 
rules  and  regulations  promulgated  under 
the  Act:  It  is  ordered.  That: 

iA>  Texas  Power  record  on  its  books 
the  proposed  reclassification  entries  sub- 
milted  with  its  studies  and  amendments 
thereto,  relative  to  the  original  cost  and 
reclassification  of  its  electric  plant 
accounts. 

(B'  Texas  Power  record  the  proposed 
entries  on  its  books  in  order  to  establish 
an  amount  of  $556,345.78  in  Account  107 
against  which  a  reserve  account  of  like 
amount  has  previously  been  established 
and  accumulate  a  reserve  in  Account  252 
for  amortization  of  the  amount  of 
$3,089,718.28  established  In  Account 
100.5,  both  in  accordance  with  the  pro- 
posals described  above.  The  Commis- 
sion's order  of  May  15,  1945  which  pro- 
vided for  the  creation  of  a  reserve  in  Ac- 
count 252  Is  hereby  modified  to  the 
extent  that  the  charges  to  Account  637 
of  not  less  than  $209,643  34  per  annum 
shall,  in  no  event,  be  made  for  a  period 
exceeding  that  necessary  to  accumulate 
the  amount  of  $3,089,718.28  in  Account 
252.  without  prejudice,  however,  to  res- 
ervation by  Texas  Power  of  all  rights 
with  respect  to  such  items. 

iC)  Texas  Power  submit  certified  cop- 
ies of  the  Immediate  entries  required  by 
paragraphs  (A)  and  tB)  hereof  within 
sixty  days  from  the  date  of  this  order. 

By  the  Commission. 

[seal]  Orval  L.  DtjBois, 

Secretary. 

|F.   R.   Doc.    49-2869:    Filed,    Apr.    13.    1949; 
8:48  a.  ml 


NOTICES 


Name  of  article 


Filberts,  not  gheUed  (par.  757,  Tariff  Act 

0(  1«30;. 


Purjose  o(  request 


Increase  In  duty... 


Date  received 


Jan.    24,1949 


Name  and  address  of  asiplicant 


Northwest  Nut  Growcrs.DuiKlec. 
Oreg. 


By  direction  of  the  Commission. 

[SEAL]  Sidney  Morgan, 

Secretary. 

|F.    R.    Doc.    49-2848:    Filed.    Apr.    13,    1949; 
8:45  a.  m.j 


UNITED  STATES  TARIFF 
COMMISSION 

[List  No.  D-e-i) 

Northwest  Nut  Growers 
appucation  denied  and  dismissed 

April  8,  1949, 
Application  as  listed  below  heretofore 
filed  with  the  Tariff  Commission  for  In- 
vestigation under  the  provisions  of  sec- 
^ion  336  of  the  Tarifl  Act  of  1930  has  been 
denied  and  dismi.si.ed. 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat.  50,  925:  50 
U.  S.  C.  and  Supp.  App.  1.  618;  E.  O.  9193. 
July  6.  1942,  3  CFR,  Cum.  Supp..  E.  O.  9567, 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  13075] 

Edward  Jacob 

In  re:  Estate  of  Edward  Jacob,  de- 
ceased. Pile  E>-28-10019:  E.  T.  sec. 
14220. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Rosa  Mattmueller.  Anna  Jacob 
Blrmelli.  Otto  Jacob,  Christina  Jacob. 
Emilia  Buhler  Koebele,  Paul  Sitt  and  Al- 
fred Buhler,  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany  > ; 

2.  That  the  children,  names  unknown, 
of  Karl  Jacob  and  of  Maria  Jacob  Buhler, 
except  Albert  Buhler,  a  resident  of  the 
United  States,  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  "Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  subpara- 
graphs 1  and  2  hereof,  except  Albert 
Buhler.  a  resident  of  the  United  States, 
In  and  to  the  estate  of  Edward  Jacob, 
deceased.  Is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Joseph  Zaehrlnger. 
as  Executor,  acting  under  the  Judicial 
supervision  of  the  Probate  Court,  West 
Haven,  Connecticut; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  .subparagraph  1  hereof  and  the 
children,  names  unknown  of  Karl  Jacob 
and  of  Maria  Jacob  Buhler.  except  Al- 
bert Buhler,  a  resident  of  the  United 
States,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  < Germany » . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 


described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  coimtry"  as  used  herein  shall 
have  the  meanings  prescribed  in  Sec- 
tion 10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington.  D.  C  ,  on 
March  30,  1949. 


For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.    R     Doc.    49  2876;    Filed.    Apr.    13.    1919; 
8:51  a.  m.] 


(Vesting  Order  13085] 
John  Rrrz 

In  re:  Estate  of  John  Rltz.  decea.^cd. 
Pile  No.  D-28-7659;  E.  T.  sec.  8342. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  inve.stigation.  It  is  hereby  found: 

1.  That  Otto  Hofstetter.  Lioba  Maier. 
nee  Hofstetter.  Bettina  Plscher,  nee  Hof- 
stetter, Karollna  Wipfler,  nee  Hofstetter, 
Elisabeth  Haberkorn,  nee  Hofstetter,  So- 
fle  Wipflcr,  nee  Ritz,  Anton  Jakob  Ritz. 
Agnes  Stadter.  nee  Ritz.  Emilie  Ritz.  nee 
Ritz.  Adolf  Jakob  Ritz,  Ernest  Hofstetter, 
Oswald  Hofstetter,  Herman  Reichcnsper- 
ger,  Joseph  Reichensperger,  Adolf  Reich- 
ensperger  and  Gertrude  Krotz,  nee 
Reichensperger,  whose  last  known  ad- 
dresses are  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country,  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  estate  of  John  Ritz,  deceased.  Is 
property  payable  or  deliverable  to,  or 
claimed  by,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  such  property  is  In  the  process 
of  administration  by  the  Treasurer  of 
Erie  County,  as  depositary,  acting  under 
the  Judicial  .supervision  of  the  Surro- 
gate's Court.  Erie  County.  Nev/  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons Identified  in  subparagraph  1  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 


Thumdny,  April  II,  I9i9 

wise  dealt  with  in  the  Interest  of  and 
for  the  bei:eflt  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F    R     Doc.    49-2877:    Filed,    Apr.    13.    194«; 
8  52  a.  m] 


(Vesting  Order  12999] 
Maric  W.  Bergmann 

In  re:  Stock  owned  by  and  debts  owing 
to  the  personal  representatives,  heirs, 
next  of  kin.  legatees  and  distributees  of 
Marie  W.  Bergmann,  deceased.  P-28- 
3765-D-l  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9783,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  the  personal  repre.sentatives. 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Marie  W.  Bergmann.  deceased, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  "Ger- 
many • ; 

2.  That  the  property  described  as 
follows: 

<a>  Four  hundred  seventy  <470) 
shares  of  $20  par  value  capital  stock  of 
the  Corn  Exchange  Bank  Trust  Com- 
pany, 13  William  Street,  New  York.  New 
York,  evidenced  by  certificates  numbered 
and  in  the  amounts  set  forth  below,  regis- 
tered in  the  name  of  Marie  W.  Berg- 
mann: 

Number  of 
Certlflcate  number:  shares 

8848 _ 100 

8849 100 

8850 100 

8851 100 

025226 15 

028101 5 

018107 50 

together  with  ail  declared  and  unpaid 
dividends  thereon. 

<bi  All  tho.se  debts  or  other  obliga- 
tion.s  of  the  Corn  Exchange  Bank  Trust 
Company.  13  William  Street.  New  York. 
New  York,  evidenced  by  issued  and  out- 
standing checks  payable  to  Marie  W. 
Bt-rgmann.  numbered,  dated  and  in  the 
amounts  as  set  forth  in  Exhibit  A,  at- 
tached hereto,  and  by  reference  made  a 
part  hereof,  said  checks  representing 
dividends  on  shares  of  stock  described  in 
.subparagraph  2a  above,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
aforesaid  debts  or  other  obligations  and 
any  and  all  accruals  thereto,  and  any 
and  all  rights  in,  to  and  under  the  afore- 
said checks,  and 

'c  >  All  those  debts  or  other  obligations 
of  the  Corn  E^xchange  Bank  Trust  Com- 
pany. 13  William  Street.  New  York,  New 
York,  evidenced  by  those  checks  payable 
to  Marie  W.  Bergmann,  numbered,  dated 
and  in  the  araounts  ai  sat  forth  in  Exhibit 
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B,  attached  hereto,  and  by  reference 
made  a  part  hereof,  said  checks  presently 
in  the  custody  of  the  aforesaid  Corn  Ex- 
change Bank  Trust  Company  and  rep- 
resenting dividends  on  shares  of  stock 
described  in  subparagraph  2a  above,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  aforesaid  debts  or  other 
obligations  and  any  and  all  accruals 
thereto,  and  any  and  all  rights  In,  to 
and  under.  Including  particularly  the 
right  to  possession  of  the  aforesaid 
checks. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or 
deliverable  to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  is 
evidence  of  ownership  or  control  by,  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Marie 
W.  Bergmann,  deceased,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany! ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal repre.sentatlves,  heirs,  next  of  kin. 
legatees  and  distributees  of  Marie  W. 
Bergmann,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many'. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

Exhibit  \ 
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Exhibit  B 


Chfok  No. 


Date 


.Amount 


<'S !  Auk.  1.  IW.'S 

*^ .Nov.  l,l«« 

•■ii" ;  Kr»i.  i.ivm 

M« 1  Miiy  l.IVBfi 

*'^» '  Auk.  l.ioifi 

•'•''■- I  Nov.  2,IKifi 

••>«<» ;  Fci..  i.ia:i7 

••«"> M:l.V  i,ii«; 

'X'l  Auk.  2,liW7 

«)5 Nov.  I,ig37 

•■<••> K.'l>.  MttW 

**» '  May  2,l»:w 

♦ilS '  Auk.  1,1«« 

t'i'> '  Nov.  i,ig8K 

•y4 '  ¥e\>.  1,  IWW 

<«•> 1  May  1,1K$« 

<>-•■-' - An»!.  1,1«:«9 

««7 Nov.  1,W9 

fas I  F.b.  l,ltM4l 

•y4 1  May  l.iwo 

•i-*- '  Auk.  1,194(1 

W4 1  Nov.  I,UM<l 

M2 1  Teh.  1,1»4I 

f'V) '  May  l.lWl 

»'M '  Auk.  1,1941 

M.'> Nov.  l.llMl 


»3.V2  .M) 

.•i.sa.  .V) 

3.W.  .10 
3.V2.  M 

;ii7.a'; 
;ii7.  a 

:U7.  25 

:u7.  zi 
317.  2.-; 
;<i  7. 2.S 
:»-  2s 

317  2.5 
317.2.1 
317.  Zi 
317.2.5 
317  2.5 
317  2.5 
317  2.5 
317.2.5 
294.  34 
2fM  34 
294  :<4 
294  :<4 
294  ;<4 
2lM.  4.5 


Check  No. 

I 

lale 

Amount 

63.5 

Feb. 
May 
Auk. 
Feb. 
May 
Auk. 
Nov. 
Feb. 
Mav 

2.1942 
1. 1942 
1,1942 

1,  1943 
1,1943 

2,  1943 
1,1943 
1,1944 
1,1944 
I.  VMl 
1,  1944 
1,194.-. 
1,194.-. 
1.194.5 
1,1945 
1.194t. 
1.  194i'. 
1.194'-. 
1,1 94t-. 
1.1947 

1,  1947 
1,1947 
1,1947 
2, 194K 
1,194K 

2.  194^1 
1,194K 
1,1949 

$204  43 

6.1,5 

0)11    ^ij 

045 

13H  2H 

t>4«. 
f..5« 
«ifi,5. 
672 

197.  40 
197.40 
197  40 
197  40 

«7,5 

197  441 

t.H5 

197  40 

701. 

71.5 

7.«l 

Auk. 
Nov. 
Feb. 
May 
Auk. 
Nov. 
Feb. 
May 
Auk. 
N.iv. 
Feb. 
May 
Auk. 
Nov. 
Feb. 
Mav 
Auk. 
Nov. 
Feb. 

197.  40 
197  40 
197  40 

72K 

197  44 

722 
707. 
7IH 

197.  4<1 
197.40 
197  40 

722 

71.5 

197.  40 
197.  40 
197  10 

f22:::;:::::::::::::::-: 

72K 

7:« 
731 
731 
7:ui 



2;t<i  :m» 

•£»).  .30 
ZVt  30 

Zfo.  :iO 
230  ;<o 

735 
732 
730 
72** 

230  ;«i 
•Mi :«» 

230.30 
230  30 

, 

|F     R.    Doc.    49-2875:    Filed.    Apr. 
8:51   a.  m.| 


13.    1949; 


fVeSttng  Order  130921 
Harriett  Reynolds  Spaeth 

In  re :  Trust  under  the  will  of  Harriett 
Reynolds  Spaeth,  deceased.  File  No. 
I>-28-12602;  E.  T.  .sec.  16792. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gertrude  E.  Shuster  (Mrs. 
Alois  Shuster  i ,  whose  last  known  ad- 
dress is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  de.signated 
enemy  country  i Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what.so- 
ever  of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  trust  created 
under  the  will  of  Harriett  Reynolds 
Spaeth,  deceased,  is  property  payable  or 
deliverable  to,  or  claimed  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  Fidelity-Philadel- 
phia Trust  Company,  as  trustee,  acting 
under  the  judicial  supervision  of  the  Or- 
phans' Court  of  Philadelphia  County. 
Pennsylvania; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof,  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  .States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
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wise  dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanines  prescribed  in  secUon  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  B.kzelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Properiv. 

IF    R.    Doc.    49-2878;    Filed.    Apr.    13.    1949; 
8:52  a.  m.) 


[Vesting  Order  130981 

Frances  E.  Wilkkns 

In  re-  Estate  of  Frances  E.  Wilkens.  de- 
ceased.   File  No.  D-28-10536;  E.  T.  sec. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 


NOTICES 

tive  Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  invesUgaUon.  it  is  hereby  found: 

1  That  Mary  C.  Beck,  who.^e  last 
known  address  is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  estate  of 
Prances  E.  Wilkens.  deceased,  is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by.  the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

3  That  such  property  is  In  the  process 
of  adminLstratlon  by  Frances  V.  Bonner 
as  Executrix,  acting  under  the  judicial 
supervision  of  the  Surrogate's  Court. 
We.stchester  County.  White  Plains.  New 
York; 

and  It  Is  hereby  determined: 

4  That  to  the  extent  that  the  person 
named  in  subparagrai^  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 


national  of  a  designated  enemy  country 

(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed     necessary     in     the     national 

Interest,  ^     .^^ 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

E:xecuted  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF    R    Doc.   49-2879;    Piled,   Apr.    13.    1949; 
8:52  a.  xn-l 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  Prom  the 
Competitive  Service 

national  military  establishment;  office 
of  secretary  of  defense 

Under  authority  of  §  6.1  (a)  of  Execu- 
tive Order  9830.  and  at  the  request  of  the 
Secretary  of  Defense,  the  CommLssion  has 
determined  that  25  positions  of  Scientific 
Warfare  Advi.sor  in  the  Weapons  Sy.stems 
Evaluation  Group  should  be  excepted 
from  the  competitive  service.  Eflective 
upon  publication  in  the  Federal  Register. 
J  6.104  (a)  is  amended  by  the  addition  of 
a  subparagraph,  as  follows; 

§  6.104  National  Military  Establish- 
ment—(&)  Office  of  the  Secretary  of  De- 
fense.    •     •     • 

(6 )  Twenty-five  positions  of  Scientific 
Warfare  Advisor  in  the  Weapons  Systems 
Evaluation  Group. 

<R.  S.  1753,  sec.  2.  22  Stat.  403;  5  U  S  C 
631.  633.  E.  O  9830.  Feb  24.  1947  12  P  R 
1259;  3  CPR  1947  Supp.,  E  O.  9973  June 
28. 1948,  I>P.  R.  3600;  3  CPR  1948  Supp.) 

United  States  Ctvil  Serv- 
ice Commission, 
[seal]     H.  B.  Mitchell, 

President. 

[F.    R.    Doc.    49  2926;    Filed.    Apr.    14.    1949; 
8  M  a.  m  I 


TITLE  7— AGRICULTURE 

Chapter  VIII — Production  and  Market- 
ing Administration  (Sugar  Branch), 
Department  of  Agriculture 

|S.  D.  861  2.  Amdt.  1.  1949] 

Part   861— Determination   of   Wagb 
Rates;  Sugar  Beets;  Caufornia 

WAGE  rates 

Pursuant  to  the  provisions  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948.  the 
determination  of  "Pair  and  Reasonable 
Wage  Rates  for  Persons  Employed  in  the 
Production.  Cultivation,  or  Harvesting  of 
the  1949  Crop  of  Sugar  Beets  in  Califor- 
nia," Issued  January  12.  1949.  as  Part 
802.  §  802.13a  <14  P.  R.  217),  and  redes- 
ipnated  as  §  861.2  on  February  3.  1949 
'14  F.  R.  466),  is  hereby  amended  by 


deleting  paragraph  (a)  and  .substituting 
In  lieu  thereof  the  following: 

<a)  Wage  rates.  All  persons  employed 
on  the  farm,  or  part  of  the  farm  covered 
by  a  separate  labor  agreement,  in  the 
production,  cultivation,  or  harvesting  of 
the  1949  crop  of  sugar  beets  in  California 
shall  have  been  paid  in  full  for  all  such 
work  and  shall  have  been  paid  wages  in 
cash  therefor  at  rates  as  agreed  upon 
between  the  producer  and  laborer:  Pro- 
vided. That  such  rates  during  the  period 
January  12.  1949.  to  the  date  of  issuance 
of  this  amendment  shall  be  not  less  than 
those  .set  forth  in  the  determination  of 
"Pair  and  Reasonable  Wage  Rates  for 
Persons  Employed  in  the  Production. 
Cultivation,  or  Harvesting  of  the  1949 
Crop  of  Sugar  Beets  In  California." 
issued  January  12.  1949:  And  provided 
further.  That  after  the  date  of  issuance 
of  this  amendment  such  wages  shall  be 
not  less  than  the  following: 

<1)  For  work  performed  on  a  time 
basis.  (1)  Thinning,  hoeing  or  weeding: 
60  cents  per  hour.  , 

(ii)  Pulling,  topping  or  loading;  65 
cents  per  hour. 

(lii)  For  workers  between  14  and  16 
years  of  age  the  above  rates  may  be 
reduced  by  not  more  than  one-third. 
(Maximum  employment  for  such 
workers.  "Without  deduction  from  Sugar 
Act  payments  to  the  producer,  is  8  hours 
per  day.) 

(2)  For  work  performed  on  a  piece- 
work basis.  (1)  1949  basic  piecework 
rates  per  acre  for  thinning,  hoeing  and 
weeding  by  wage  districts: 


Oi>er«lion8 


Thinninp: 
Uw  aiKl  finjffr  tliinnlnp  f rldp 
pl!iiit*«l    with   wpni^nted 

Wiihout  machine  lilotkln^ 

With  niM'hiiif-  Mocking 

lioeiiif!  and  wceclinp: 

First  hopinp 

Focond  and  each  suKseguciit 
hoeing  or  weeding 


Wage  diyfrlct 


Talifomla 

(other  than 

Imjwrial 

ValJey) 


Ptr  acre 

10.00 

4.00 

3.00 

Wide  row  planting:  The  above  thinning,  hoeing  and 
weeding  rate,*  may  be  reduced  hy  not  more  than  the 
Indicated  percentage?  for  the  following  row  sitacings- 
28  inches  or  more  hut  lcs.s  than  31  inches,  20  pcrwotj 

(Continued  on  next  page) 
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11.00 
4.00 

too 
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31  InrhM  Of  more  but  l«w  than  34  Inches.  28  percent; 
34  Inches  or  more.  30  [xrcwnt 
Comhlne.l  ojwatlons:  Whore  •>  written  ap-wrnpnt  pro- 
vides for  a  combined  nite  for  "summer  work  the  rate 
for  ^»i(  h  work,  regar.lless  of  the  number  of  hootngs  or 
weedinus  rp<)ulre«1.  shall  (h'  the  mm  of  the  applirable 
thlnnlne.  flmt  hoeing  and  s»>cond  hoeing  or  weeding 
rates  s|H"cll1ed  above. 

Ezplanatiom 

Hoe  and  flneer  thinning:  Consists  of  removing  eicess 
beet  I'laiiLs  from  rows  by  u*  of  a  hoe  in  conibmatiou 
with  fluKi-r  work.  „u„,k„ 

.SeKmente<l  seed:  Includes  all  procesvd  seed  whether 
sheared,  decorticated  or  otherwise  processed  contain- 
ing less  than  15  percent  multiple  germ  seeds  (3  or  mora 
»<>edllngs)  Such  seed  shall  be  no  larger  than  will  pass 
through  a  «*i«  Inch  screen  and  the  Mie  variations  In 
any  lot  of  seed  shall  bo  within  ?«4  of  an  inch. 

Mivhliie  blocking:  The  almve  rale  for  machine  blocke.1 
flelils  is  applicable  where  the  thinning  can  l)e  don.- 
shortly  after  the  machine  blocking  is  i)erformed  and 
while  the  plants  are  of  normal  sUe  for  thinning. 

(11)  1949  piecework  rates  for  puUitj^, 
topping  and  loading:  The  piecework 
rate  for  pulling,  topping  and  loading 
shall  be  as  agreed  upon  between  the  pro- 
ducer and  laborer:  Provided,  That  the 
average  earnings  for  the  time  involved 
on  each  separate  imlt  of  work  for  which 
a  piecework  rate  Is  agreed  upon  shall  be 
not  less  than  the  applicable  hourly  rate 
provided  under  subparagraph  (1)  of  this 
paragraph. 

(ill)  Other   piecework   rates.    In   In- 
stances in  which  the  use  of  mechanical 
equipment   for  planting  or   cultlvatini? 
(other  than  cases  for  which  rates  are 
specified   or  reductions  otherwise  pro- 
vided) reduces  the  amount  of  labor  re- 
quired as  compared  with  the  amount  re- 
quired without  the  use  of  such  mechani- 
cal  equipment,   or   where   the  planting 
of  seed  other  than  processed  seed.  In- 
creases the  amoimt  of  work  required,  the 
piecework  rate  for  the  operation  involved 
shall   be   as   agreed   upon   between   the 
producer  and  laborer:   Provided,  hou- 
ever.  That  the  average  earnings  for  the 
time  involved  on  each  separate  unit  of 
work  for  which  a  piecework  rate  is  agreed 
upon  shall  be  not  less  than  the  appli- 
cable hourly  rate  provided  under  sub- 
paragraph (1)  of  this  paragraph. 

(3)  Work  not  (covered  by  specific  pro- 
vision. For  any  other  operations  in  the 
production,  cultivation  or  harvesting  of 
sugar  beets  for  which  a  time  or  a  piece- 
work rate  Is  not  provided  for  In  tills  par- 
agraph, such  as  fertilizing,  plowing,  pro- 
paring  seed  bed.  irrigating,  or  work  in 
connection  with  mechanical  harvest  in  n 


Friday,  April  15,  1949 

the  rate  shall  be  as  agreed  upon  between 
the  producer  and  the  laborer. 

Statement  of  Bases  and  Considerations 

The  1949  wape  determination  issued 
January  12,  1949.  was  changed  from 
previous  Wage  determinations  for  Cali- 
fornia in  that  specific  piecework  rates 
were  not  provided  for  the  so-called  "con- 
tract labor"  operations.  In.stead.  piece- 
work rates  were  to  be  as  agreed  upon  be- 
tween  the  producer  and  the  laborer  with 
the  provisions  that  the  hourly  earnings  of 
laborers  were  to  be  not  le.s.s  than  the 
minimum  hourly  rates  provided  In  the 
determination.  The  primary  rea.son  for 
eliminating  specific  piecework  rates  In 
the  1949  wage  determination  was  to  pro- 
vide for  greater  flexibility  in  the  setting 
of  piecework  rates  under  the  varying 
field  conditions  which  are  typical  of  Cali- 
fornia. Recent  information  indicates 
that  the  provisions  of  the  1949  wage  de- 
termination have  not  accomplished.  In 
some  localities,  the  desired  results  with 
respect  to  the  oF>erations  of  thinning  and 
hoeing,  and  that  the  determination  Is 
proving  to  be  impractical  of  operation  in 
those  localities.  For  this  rea.«;on,  this 
amendment  reinstates  the  customary 
piecework  rates  for  the  operations  of 
thinning,  hoeing,  and  weeding  sugar 
beets  In  California  and  eliminates  the 
guarantee  of  hourly  earnings  for  workers 
employed  to  perform  .such  operations. 
The  piecework  rates  for  the  specific 
operations  are  unchanged  from  those 
which  were  established  in  1948. 

This  amendment  continues  the  pro- 
visions of  the  1949  wage  determination 
Issued  on  January  12.  J949.  with  respect 
to  piecework  rates  for  harvesting.  Such 
rates  are  to  be  as  agreed  upon  between 
the  producer  and  fhe  laborer  but  the 
hourly  earnings  of  individual  workers  are 
to  be  not  less  than  the  applicable  hourly 
rate  specified  for  work  performed  on  a 
time  basis. 

Accordingly,  I  hereby  find  and  con- 
clude that  the  foregoing  amendment  to 
the  1949  wage  determination  will  effecu- 
ate  the  wage  provisions  of  the  Sugar  Act 
of  1948. 

'Sees.  301.  403.  61  Stat.  929.  932;  7  U.  S.  C. 
Sup.  1131,  1153) 

Issued  this  12th  day  of  April  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 
\F.   R.    Doc.   4»  2827;    Piled.   Apr.    14,    1»49; 
8:57  a.  m.) 


Chapter  IX — Production  and  Market- 
ing Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  955 — Grapefrxht  Grown  in  Ari- 
zona; Imperial  County.  Calif.,  and 
That  Part  of  Riverside  County,  Calif., 
Situated  South  and  East  or  San  Gor- 
coNio  Pass 

DETERMINATION  RELATIVE  TO  BUDGET  OF  EX- 
PENSES AND  FIXING  OF  RATE  OF  ASSESS- 
MENT FOR  1948-49  FISCAL  PERIOD 

On  November  19,  1948  (13  F.  R.  6904), 
the  Acting  Secretary  of  Agriculture  ap- 
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proved  the  rate  of  assessment  for  the 
1948-49  fiscal  period  under  Marketing 
Agreement  No.  96  and  Order  No.  55  <7 
CPR,  Cum.  Supp.,  Part  955),  regulating 
the  handling  of  grapefruit  grown  in  the 
State  of  Arizona;  in  Imperial  County, 
California;  and  in  that  part  of  Riverside 
County.  California,  situated  south  and 
east  of  the  San  Gorgonio  Pass.  Such  ap- 
proval was  given  after  consideration  of 
all  relevant  matters  presented.  One  of 
the  factors  considered  as  a  basis  for  the 
approved  rate  of  assessment  was  that 
interstate  shipments  of  grapefruit  for 
the  1948-49  fiscal  period  would,  accord- 
ing to  the  estimate  of  the  Administra- 
tive Committee  i  established  pursuant  to 
the  provisions  of  the  aforesaid  market- 
ing agreement  and  order  •.  aggregate 
1.085.000  standard  boxes  of  grapefruit. 
It  has  become  necessary,  since  that  time, 
to  revise  such  e.'^timate  to  650,000  stand- 
ard boxes  due  to  the  heavy  loss  of  grape- 
fruit during  the  freeze  in  early  January. 

Order  No.  55  provides,  in  iS  955.3  there- 
of, that  at  any  time  during  or  after  a 
fiscal  period  the  Secretary  may  increase 
the  rate  of  assessment  in  order  to  secure 
sufficient  funds  to  cover  any  later  find- 
ing by  the  Secretary  relative  to  the  ex- 
penses of  the  aforesaid  committee;  and 
such  increase  shall  be  applicable  to  all 
grapefruit  handled  during  the  fiscal 
period. 

Pursuant  to  the  provisions  of  such  or- 
der and  on  the  basis  of  available  in- 
formation, it  is  hereby  found  that  the 
necessary  expenses  to  be  incurred  by  the 
Administrative  Committee  for  Its  main- 
tenance and  functioning  during  the  fis- 
cal period  beginning  on  August  1,  1948, 
and  ending  on  July  31.  1949.  both  dates 
inclusive,  will  amount  to  $13,000.00. 

It  is,  therefore,  ordered.  That  the  pro- 
visions in  paragraph  (a)  of  §955.203 
Budget  of  expenses  and  rate  of  assess- 
ment for  the  1948-1949  fiscal  period  <13 
F.  R.  6904 1  be.  and  the  same  are  hereby, 
amended  to  read  as  follows: 

(a)  The  expenses  necessary  to  be  in- 
curred by  the  Administrative  Committee, 
established  pursuant  to  the  provisions 
of  the  aforesaid  marketing  agreement 
and  order,  for  the  maintenance  and  func- 
tioning, during  the  fiscal  period  begin- 
ning August  1.  1948.  and  ending  July  31, 
1949.  both  dates  inclusive,  of  the  Ad- 
ministrative Committee,  established 
under  the  aforesaid  marketing  agree- 
ment and  order,  will  amount  to  $13,000, 
and  the  rate  of  assessment  to  be  paid  by 
each  handler  who  first  ships  fruit  shall 
be  two  cents  ($0.02)  per  standard  box  of 
fruit  (as  such  box  is  defined  In  the  afore- 
said agreement  and  order)  shipped  by 
such  handler  as  the  first  shipper  thereof 
during  the  said  fiscal  period;  and  such 
rate  of  assessment  Is  hereby  approved  as 
each  such  handler's  pro  rata  share  of 
the  aforesaid  expenses. 

It  Is  hereby  further  found  that  It  Is 
impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
amendment  until  30  days  after  publi- 
cation thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  1001  et  seq.)  In 
that  the  extent  of  the  damage  to  grape- 
fruit by  freezing  has  just  been  ascer- 
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tained  and:  (a)  The  rate  of  assessment 
is  applicable,  pursuant  to  the  marketing 
agreement  and  order,  tc  all  grapefruit 
handled  during  the  fiscal  period  begin- 
ning on  August  1.  1948.  and  ending  on 
July  31.  1949.  both  dates  inclu.sive;  (b) 
the  expenses  of  operating  this  regulatory 
program  since  August  1,  1948.  have  been 
paid,  in  accordance  with  the  applicable 
provisions  of  the  marketing  agreement 
and  order,  with  funds  representing  as- 
sessments collected  on  the  basis  of  the 
rate  of  assessment  approved  on  November 
19.  1948  (13  F.  R.  6904);  (c)  a  substan- 
tial operating  deficit  now  exists  which 
must  be  liquidated  at  the  earliest  po.ssible 
date  .so  that  current  operations  may  be 
carried  on  satisfactorily;  (d)  sufficient 
funds  also  must  be  provided,  as  soon  as 
possible,  to  cover  all  current  expenses 
and  assure  a  reserve  for  contingencies; 
(e)  inasmuch  as  the  shipping  season  for 
desert  grapefruit  is  rapidly*approaching 
the  end  and  assessments  are  much  easier 
to  collect  at  the  time  of  shipment  than 
at  some  future  date,  it  is  essential  thatr 
the  specification  of  the  amended  assess- 
ment rate  be  issued  immediately,  effec- 
tive upon  publication  in  the  Federal 
Register,  in  order  for  the  amended 
regulatory  assessments  to  be  collected  so 
as  to  enable  the  AdminLstrative  Com- 
mittee to  perform  its  duties  and  func- 
tions under  the  aforesaid  marketing 
agreement  and  order;  and  (f)  no  addi- 
tional time  is  needed,  by  the  persons  af- 
fected hereby,  to  prepare  for  such 
effective  date. 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.;  7  CPR,  Cunx  Supp.,  Part  955) 

Done  at  Washington,  D.  C,  this  12th 

day  of  April  1S49. 

fSEAL]  Charles  F.  Brannan 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-2928;    Piled.    Apr.    14.    1949; 
8:57  a.  m.| 


TITLE   14— CIVIL  AVIATION 
Chapter    I — Civil    Aeronautics    Board 

Subchapter  B — Economic  Regutotiont 

(Reps  .  Serial  No.  ER-141I 

Part  224— Tariffs 

filing.  posting  and  publishing  of  tariffs 
by  air  carriers  and  foreign  air 

carriers 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington.  D.  C,  on  the 
11th  day  of  April  1949. 

Section  224.1  (n)  authorizes  the  filing 
of  rates  or  rules  for  application  from  and 
to  points  on  new  routes,  and  from  and  to 
new  points  on  existing  routes  on  not  less 
than  one  day's  notice.  The  Board's  staff 
has  found  that  more  time  is  required  to 
discharge  its  responsibilities  in  connec- 
tion with  the  review  of  tariffs  under  sec- 
tion 403  (at  of  the  act.  By  notice  of  pro- 
posed rule  making  (Draft  Release  No. 
36—14  F.  R.  383 »  the  Board  recently 
proposed  that  a  filing  of  initial  tariffs 
be  made  30  days  prior  to  their  effective 
date  instead  of  one  day.  The  wording  of 
the  amendment  of  paragraph  (n)  herein 
Is  identical  to  the  revision  heretofore  pro- 
posed In  14  F.  R.  383. 
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After  receiving  and  reviewing  com- 
ments on  the  proposed  rule  It  has  been 
determined  that  In  addition  to  a  30-day 
filing  requirement  for  initial  tariffs,  a 
provision  In  the  regulations  Is  desirable 
to  authorize  requests  for  special  permis- 
sion to  file  initial  tariffs  on  shorter  notice 
In  special  cases.  Such  authority  would 
be  comparable  to  the  existing  authoriza- 
tion to  apply  for  special  short  notice  fil- 
ing permission  with  respect  to  changes 
In  tariffs  on  less  than  30  days'  notice. 
Accordingly,  paragraph  <v)  has  also  been 
amended  to  permit  application  for  special 
short  notice  fUing  permission  with  re- 
spect to  Initial  tariffs  as  well  as  revised 
tariffs.  This  amendment  has  not  been 
proposed  heretofore. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  malt- 
ing of  the  amendment  of  paragraph  (n) 
and  due  consideration  has  been  given  to 
all  relevant  matter  submitted.  Since  the 
amendment  of  paragraph  (p^  Imposes  no 
additional  burden  but  makes  the  existing 
previsions  easier  to  comply  with,  and  is 
made  In  response  to  public  comment, 
notice  and  public  procedure  thereon  are 
unnecessary. 

In  consideration  of  the  fore^'olng.  the 
Civil  Aeronautics  Board  hereby  amends 
5  224.1  of  the  Economic  Regulations  (14 
CFR  224.1.  FilinQ.  postirtQ  and  publishing 
of  tariffs  by  air  carriers  and  foreign  air 
carriers)    as  follows,  effective  May   15. 

1949: 

1.  By  amending  paragraph  (n)  to  read 

as  follows: 

(n>  Filing  of  initial  tariffs.  Initial 
tariffs  shall  be  fUed  with  the  Board  at 
least  30  days  prior  to  their  effective  date. 

2.  By  amending  paragraph  (pMo  read 
as  follows: 

(p>  Application  for  special  tariff  per- 
mission.     (1)  The  Civil  Aeronautics  Act 
of  1938.  authorizes  the  Board  in  Its  dis- 
cretion and  for  good  cause  shown  to  per- 
mit changes  In  rates  on  less  than  statu- 
tory notice,  and  also  to  permit  departure 
from  the  Board's  regulations.   The  Board 
will   exercise  the  power  only  In   cases 
where  actual  emergency  and  real  merit 
are  shown.     Desire  to  meet  the  rates  of 
a  competing  carrier  that  has  given  statu- 
tory notice  of  change  In  rates  will  not  of 
Itself  be  regarded  as  good  cause  for  per- 
mitting change  In  rates  or  other  provi- 
sions on  less  than  statutory  notice.    Cler- 
ical or  typographical  errors  in  tariffs  con- 
stitute good  cause  for  the  exercise  of  this 
authority,  but  every  application  based 
thereon  must  plainly  specify  the  error  to- 
gether with  a  full  statement  of  the  at- 
tending circumstances,  and  must  be  pre- 
sented with  reasonable  promptness  after 
discovery  of  the  error. 

(2)  Applications  for  permission  to 
make  changes  or  additions  in  tariffs  on 
less  than  statutory  notice,  or  to  establish 
rates,  fares,  charges,  rules  and  regula- 
tions m  an  Initial  tariff  on  less  than  30 
days'  notice,  or  for  waiver  of  the  provi- 
sions of  this  section,  must  be  made  by 
the  carrier  or  agent  that  holds  authority 
to  file  the  proposed  publication. 

(3)  If  the  application  requests  per- 
mission to  make  changes  In  Joint  tariffs 
it  must  be  filed  for  and  on  behalf  of  all 
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carriers  parties  to  the  proposed  change, 
and  must  so  state. 

(4)  Two  copies  of  applications  (In- 
cluding amendments  thereto  and  exhibits 
made  a  part  thereof)  shall  be  sent  to  th« 
Civil  Aeronautics  Board.  Bureau  of  Eco- 
nomic Regulation.  Tariffs  and  Service 
Division.  Washington  25.  D.  C. 

(5)  Applications  for  permission  to  pub- 
lish on  less  than  statutory  or  30  days' 
notice  shall  be  made  on  paper  8*2  by  11 
Inches,  shall  be  In  substantially  the  form 
shown  herein  below,  and  shall  give  all 
the  Information  required  by  this  rule, 
together  with  any  other  pertinent  facts. 
They  shall  be  numbered  consecutively 
and  must  bear  the  signature  of  the  car- 
rier's agent  or  officer,  specifying  his  title. 
When  the  application  Is  made  by  an 
agent,  appropriate  change  should  be 
made  In  the  Introductory  and  closing 
paragraphs  of  this  form. 

(Address) 


(Date) 

To  th«   CIVIL  ADU3NAUTICS   BOARD 

Bureau  of  Economic  Regulation 
Tariffs  and  Service  Division 
Washington  25.  D.  C. 
Special  Tariff  Permission  Application  No.  .. 

__^___ ^ .--•.----.---» 

(Name  of  carrier) 

By - - - - 

(Name  of  officer,  specifying  title) 
for    and   on    behalf   of    all    carriers    parties 

to  Its  tariff  O.  A.  B.  No.' applies  to 

the  Civil  Aeronautics  Board  for  permission 
under  section  403  of  the  Civil  Aeronautics 
Act  of  1938  and  the  Economic  Regulations 
adopted  pursuant  thereto,  to  put  In  force 
the    following    tariff    provisions    to    become 

effective days  after  the  filing  thereof 

with  the  ClvU  Aeronautics  Board: 

(Here  show  matter  as  directed  by  par.  (p) 

(6i   (D) 
Your  applicant  further  represents  that  the 
said: 

(Here  state  In  numbered  paragraphs  the  data 
required  by  par.  (p)  (6) ) 


By 


(Name  of  carrier) 
(Name  and  title) 


(6)  Applications  for  permission  to 
publish  on  less  than  statutory  or  30  days' 
notice  shall  show  the  following  informa- 
tion: 

(1)  The  proposed  tariff  provisions, 
clearly  and  completely.  For  that  pur- 
pose, an  accompanying  exhibit  may  be 
used  if  properly  Identified  and  referred 
to  in  the  application.  If  the  proposed 
provisions  consist  of  rates,  all  points  of 
origin  and  destination  must  be  shown  or 
definitely  Indicated;  If  permission  Is 
sought  to  establish  or  change  a  rule,  the 
exact  wording  of  the  proposed  rule  must 
be  given. 

(ii  >  The  C.  A.  B.  numbers  of  the  tariffs 
In  which  the  proposed  rates  or  rules  will 
be  published.  If  publication  Is  to  be 
made  in  supplements  or  revised  pages, 
this  fact  shall  be  shown. 

(Ill)  The  rates  or  rules  which  It  Is 
desired  to  Initiate  or  change,  and  the 


•The  form  may  be  modified  to  the  extent 
necessary  to  describe  tariffs  or  name  carriers 
but  both  shall  be  epeclflcally  set  forth  in 
application. 


C.  A.  B.  numbers  of  the  tariffs  (showing 
supplement  and  looseleaf  page  numbers) 
In  which  they  are  currently  effective. 
Where  the  matter  to  be  shown  Is  volu- 
minous, or  for  other  reasons  is  difficult 
of  presentation.  It  may  be  Included  in 
an  accompanying  exhibit  properly  identi- 
fied and  referred  to  in  the  application. 
The  extent  to  which  cancellations  will 
be  made  must  be  definitely  Indicated. 

(iv)  The  names  of  all  air  carriers  and 
agents  advised  of  the  proposed  rates  or 
rules  and  whether  they  have  been  ad- 
vised that  it  Is  proposed  to  establish 
such  rates  or  rules  on  less  than  statutory 
or  30  days'  notice.  If  such  carriers  or 
agents  have  expressed  their  views  in 
regard  to  the  proposed  provisions,  a 
brief  statement  of  their  views  shall  be 
given. 

(v)  The  special  circumstances  or  un- 
usual conditions  which  are  relied  upon 
as  justifying  the  requested  permission, 
together  with  any  related  facts  or  cir- 
cumstances which  may  aid  the  Board  In 
determining  -whether  the  requested  per- 
mission is  Justified.  (See  subparagraph 
(1)  of  this  paragraph.) 

(7)  Application  seeking  waiver  of  the 
provisions  of  this  tariff  regulation  must 
conform  to  the  requirements  of  this 
paragraph  Insofar  as  appropriate,  and 
such  waiver  may  be  permitted  by  the 
Bureau  of  Economic  Regulation  of  the 
Board. 

(8)  A  Special  Tariff  Permission  must 
be  used  in  its  entirety  and  in  the  manner 
set  forth  therein.  If  it  is  not  desired 
to  use  the  permission  as  granted,  and 
less  or  more  extensive  or  different  per- 
mission is  desired,  a  new  application 
complying  with  the  provisions  of  this 
paragraph  in  all  respects  and  referring 
to  the  previous  permission  must  be  filed. 

(9)  Any  air  carrier  or  foreign  air 
carrier  is  hereby  authorized  to  file  Initial 
tariffs  upon  less  than  30  days'  notice  or 
to  make  tariff  changes  upon  less  than 
statutory  notice  without  further  action 
by  the  Board  upon  the  following  con- 
ditions having  been  fulfilled: 

(I)  An  application  for  permission  to 
make  tariff  changes  upon  less  than 
statutory  notice  or  file  an  Initial  tariff 
upon  less  than  30  days'  notice  has  been 
duly  filed  in  the  form,  and  setting  forth 
the  Information,  required  by  this 
paragraph; 

(II)  Such  application  has  been  ap- 
proved in  writing  by  the  Director  of  the 
Bureau  of  Economic  Regulation  of  the 

Board;  and  ^     -.,  j 

(ill)  The  initial  tariffs  shall  be  filed, 
and  changes  in  tariffs  shall  be  made, 
upon  such  notice  as  is  approved  by  the 
Director  of  the  Bureau  of  Economic 
Regulation,  and  shall  be  only  those  spe- 
cifically approved.  „  ^  ,, 
In  all  other  cases,  initial  tariffs  shall 
be  filed,  and  tariff  changes  shall  be  made, 
upon  less  than  30  days'  notice  only  when 
and  to  the  extent  that  a  particular  ap- 
plication therefor  has  been  approved  by 
the  Board. 

The  Director  of  the  Bureau  of  Eco- 
nomic Regulation  will  approve  or  dis- 
approve In  writing  (a)  any  application 
which  has  as  its  only  purpose  the  cor- 
rection of  mechanical,  clerical  or  ad- 
ministrative errors,  or  (b)  any  applica- 
tion the  disposition  of  which  does  not 
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involve  new  and  substantial  questions 
of  policy,  but  in  acting  upon  any  such 
application  the  Director  will  be  gov- 
erned by  and  act  in  accordance  with  the 
provisions  of  this  paragraph.  The  Di- 
rector can  refer  any  application  to  the 
Board  for  disposition,  and  will  so  refer 
any  application  which  he  Is  not  author- 
ized to  approve  or  disapprove. 

Any  application  di.sapproved  by  the 
Director  pursuant  to  this  subparagraph 
is  thereby  denied,  subject  to  review  by 
the  Board  as  hereinafter  provided.  In 
the  event  of  such  disapproval,  an  appli- 
cant may  within  5  days  after  it  has  re- 
ceived written  notice  thereof  file  a  writ- 
ten request  for  review  of  the  denial  re- 
sulting from  such  disapproval.  The 
Board  will  thereupon  review  the  matter 
and  enter  an  order  finally  disposing  of 
the  application. 

(Sees.  205  (a).  403;  52  Stat.  984,  992;  49 
U.  S.  C.  425.  483) 

By  the  Civil  Aeronautics  Board. 

[SKALl  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  2906:    Piled.    Apr.  14.    1948; 
8:52  a.  ra.l 


TITLE  24 — HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  Housing 
Expediter 

IControUed  Housing  Rent  Reg.,'  Amdt.  84) 

Part  825— Rent  Regttlations  Under  the 
HotrsiNG  AND  Rent  Act  op  1947,  As 
Amended 

contholled  housrng  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion <  §5  825.1  to  825  12)  Is  amended  in 
the  following  respect: 

Schedule  B  Is  amended  by  incorporat- 
ing Item  47  as  follows: 

47.  Provisions  relating  to  certain  munici- 
palities In  the  Ea.'^tern  Massachusetts  De- 
fense-Rental Area.  State  of  Massachusetts. 

Increase  in  maiimuTn  rents  based  upon 
the  recommendation  of  the  Local  Advisory 
Board,  (a)  Effective  April  13,  1949.  an  In- 
crease In  maximum  rents  is  hereby  author- 
ized for  housing  accommodations  located  in 
each  municipality  listed  below  (in  the 
Eastern  Massachusetts  Defense-Rental  Area, 
State  of  Mi»«sachusetts)  In  the  amount  listed 
with  respect  to  such  municipality,  said  In- 
crease to  apply  only  to  housing  accommo- 
dations for  which  (1)  the  maximum  rent 
was  first  determined  under  section  4  (ai  or 
4  (b)  of  the  Rent  Regulation  for  Housing 
issued  pursuant  to  the  Emergency  Price 
Control  Act  of  1942,  as  amended,  or  (2)  the 
maximum  rent  was  fixed  by  an  order  entered 
under  the  applicable  rent  regulation  fixing 
the  maximum  rent  on  the  basis  of  the  rent 
generally  prevailing  in  the  defense-rental 
area  for  comparable  housing  accommoda- 
tions on  March  1,  1942:  Provided,  however . 
That  where  any  adjustment  was  heretofore 
ordered  on  or  after  August  22,  1947,  under 
$825  5  (a)  (12)  or  825  5  (a)  (16)  the  amount 
of  such  adjustment  shall  be  excluded  in  de- 
termining the  Increased  maximum  rent: 
i4nd  provided  further,  That  where  housing 
accommodations   are   or   were   covered   by   a 

'  13  F.  R.  B706,  6788,  5877,  5937,  6248,  8283, 
6411,  aS56,  6881,  6910,  7299,  7671,  7801,  7862. 
8217,  8327,  8386;  14  P.  R  17,  93,  143,  271, 
337,  456.  627,  632,  698.  866,  918,  979,  1005, 
1083,  1343,  1394.  1619.  1570.  1671,  1667,  1666, 
1667. 
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•Ututory  lease,  as  defined  In  |  826.4  (b).  the 
Increase  hereby  authorized  shall  not  apply 
until  after  the  termination  of  such  lease, 
and  after  such  termination  the  maximum 
rent  shall  be  determined  by  the  provisions 
of  j  825.4  (b)  (2). 

Massachusetts 

Percent' 
Municipal-     age  in- 
Ity :  crecfe 

Acton 10 

Arlington 6 

Ashland 12 

Avon 6 

Ayer    6 

Bedford 10 

Bellingham 2 

Belmont    4 

Billerlca 14 

Boston 8 

Bralntree 6 

Brookllne 6 

Burlington 10 

Canton  ... 8 

Carlisle    6 

Chelmsford  ..  12 

Chelsea    7 

Cohasset 14 

Concord 11 

Dedham    6 

Dracut  3 

Everett 2 

Foxboro  9 

Framlngham  _  9 

Franklin 12 

Groton 4 

Holbrook 3 

Holllston 9 

Hopklnton 10 

Hudson    9 

Lexington 14 

Lincoln    9 

Littleton 4 

Lowell    5 

Maiden 3 

Marlborough  _  5 

Maynard 13 

Medfleld    13 


Percent- 
Municipal-     age  in- 
Ity:  crease 

Medford 12 

Medway 10 

Melrose    8 

Minis    6 

Milton 7 

Natlck B 

Needham 8 

Newton    5 

Norwood 3 

Pcpperell 4 

Plalnville 6 

Qulncy 6 

Randolph 14 

Reading 9 

Revere    4 

Sharon 13 

SomervUle 11 

Btoneham 9 

Stoughton    ._     11 

Stowe 14 

Sudbury    14 

Tewksbury    _.     11 

Townsend 14 

Tyngsboro 9 

Wakefield    ...       7 

Walpole 9 

10 

6 

10 

14 

5 


Waltham 
Watertown    . 
Wayland    ... 
Weileslev  ... 
West  ford   ... 

Weston    10 

West  wood 11 

Weymouth 8 

Wilmington    _     17 
Winchester  _.     10 

Wlnthrop 8 

Wrantham 13 


(b)  Any  maximum  rent  for  housing  ac- 
commodations in  any  municipality  listed 
above  which  Is  substantially  lower  than  the 
rent  generally  prevaUlng  In  the  defense- 
rental  area  for  comparable  housing  accom- 
modations on  March  1,  1942,  plus  the  per- 
centage of  Increase  listed  above  for  said 
municipality,  shall  be  eligible  for  adjust- 
ment on  the  basis  of  such  generally  prevail- 
ing rent  plus  said  percentage,  on  the  filing 
of  an  Individual  petition  for  adjustment 
under  ?  825.5  (a)    (11). 

(c )  The  provisions  of  this  Schedule  B.  Item 
47,  shall  not  apply  to  housing  accommoda- 
tions located  In  any  structure  or  premises 
which,  on  April  13.  1949,  contained  more  than 
four  dwelling  units.  For  purposes  of  this 
paragraph,  the  term  "dwelling  unit"  shall 
include  any  room  or  group  of  rooms  rented 
or  offered  for  rent  for  living  or  dwelling  pur- 
poses at  a  single  rent,  and  any  room  or  group 
of  rooms  occupied  for  such  purposes  by  an 
owner  or  lessee. 

(d)  All  provisions  of  ??  825.1  to  825  12  in- 
sofar as  they  are  applicable  to  the  municipal- 
ities listed  above  are  hereby  amended  to  the 
extent  necessary  to  carry  these  provisions 
Into  effect. 

fSec.  204  (d>,  61  Stat.  197.  as  amended  bv 
62  Stat.  37,  by  62  Stat.  94  and  by  Pub.  Law 
31.  81st  Cong. :  50  IT.  S.  C.  App.  1894  « d « . 
Applies  sec.  204,  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong. ;  50  U.  S.  C.  App.  1894  i 

This  amendment  shall  become  effective 
AprU  13.  1949. 

Issued  this  12th  day  of  April  1949. 

TiCHE  E.  Woods. 
Mousing  Expediter. 

[F.   SL   Doo.    49-2905;    FUed.    Apr.    14,    1949; 
8:52  a.  m.l 
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TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — BureatTVf  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public   Land   Orders 

[Public  Land  Order  582] 

Alaska 

withdrawing  public  lands  for  use  op 
alaska  railroad  for  explosives  stor.^ce 
purposes;  revoking  in  part  public  land 
order  no.  95  of  march  12,  1943 

By  virtue  of  the  authority  vested  in  the 
President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  it  is 
ordered  as  follows: 

Subject  to  valid  exi.<>ting  rights  and 
existing  withdrawals  for  power  purposes, 
the  following-described  public  lands  are 
hereby  withdrawn  from  all  forms  of  ap- 
propriation under  the  public-land  laws, 
including  the  mining  and  mineral-leas- 
ing laws,  and  reserved  for  the  use  of  The 
Alaska  Railroad.  Department  of  the  In- 
terior, for  the  storage  of  explosives: 
Seward  Meridian 

T.  15  N  ,  R,  1  W..  (partly  unsurveyed) 
Sec.  17.  W'^;  • 

Sec.  18; 

Sec.  19,  lots  1.  2.  E',4NW«4.  NE^; 
Sec.  20,  NW'i. 

The  areas  described  aggregate  1,399 
acre.<^. 

Public  Land  Order  No.  95  of  March  12. 
1S43.  withdrawing  certain  public  lands 
for  the  a-^e  of  the  War  Department  for 
military  purposes,  is  hereby  revoked  so 
far  as  it  affects  the  above-described 
lands. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 
April  11.  1949. 

IF.    R.    Doc.    49-2881;    Filed,    Apr.    14.    1949; 
8:48  a.  m.l 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal    Communicaticns 
Commission 

Part    2 — Frequency    Allocations     and 
Radio  Treaty  Matters;  General  Rules 

.  AND  RECULATIO.NS 

service  allocation  or  frequency  bands 

In  the  matter  of  amendment  of  Part  2 
of  the  Commission's  rules  in  regard  to 
the  service  allocation  of  the  frequency 
band,-;  1750-1800  kc  and  1800-2000  kc. 

At  a  se.'^.^ion  of  the  Federal  Communi-     * 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  6th  day  of 
April.  1949; 

The  Commission  having  under  con- 
.sideration  §  2.104  of  Part  2  of  Its  rules 
and  regulations;  and 

It  appearing,  that  the  Commission  on 
February  17,  1949  adopted  United  States 
service  allocations  with  respect  to  the 
frequency  band.<:  1750-1800  kc  and  1800- 
2000  kc;  and 

It  further  appearing,  that  it  is  de- 
sirable to  codify  these  allocations;  and 


[¥. 
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It  further  appearing,  that.  In  view  of 
the  nature  of  this  codification,  notice 
and  procedure  required  by  section  4  of 
the  Adminlstratiiir  Procedure  Act  are 
unnecessary ; 


RULES  AND  REGULATIONS 

Now,  therefore,  it  is  ordered.  That 
effective  immediately  paragraph  (a) 
of  9  2.104  Frequency  allocations,  be 
amended  to  read  as  follows: 


United  States 


Federal  Communications  Commlssioa 


Band  kc. 
i 


17NM800 


Allooatlon 
6 


Band  kc. 


Service 


Class  of 
station 


Frequency 
kc. 

10 


1750-1800 


18UU  aOOO 


1*)0-20U) 


a.    Kixed.i 

1).  Mobile.' 

c.    Radiolocation.* 


a.  Amateur.'  • 

b.  KailiouaviKatlon.' 


Loraa. 


^'"'""•C! 


OF  SKUVICE 

Stat  ioti 


(Sec.  6  (b).  60  Stat.  191;  47  U.  S.  C. 
303  (D) 
Released:  April  8.  1949. 

Federal   CoidMUNicATioNS 
Commission, 

[SEAL]  T.  J.  SLOWIE. 

Secretary. 

[P.    R.    Doc     49  2896:    Filed.    Apr.    14.    1949; 
8:51  ft.  m-l 


n 


LOHAN'. 


are  i-rovidiKl  \,y  rule  making  proceedings  ff/'l"''""''^'" '^^i^Hnd  i  .vernnieut  Kr..u|.s  oi^.rallnK  fixed,  land  and 
Xk:^^:X^l^:^^'^^^^^^^^^^^^^^^^^  ""^-^^^-^^  co„.n,u.ncat.o..  in  tunes 
»';'-i^!r[>and  U  teniporarily  all..ated  to  t'-e  radio..^..^n  seryic.  |or  a  ^ 

of  this  order  (Orler  K(;C  4«-19"'.  f^^"!'''^'  '•,:;^"'*  >  (VJ^^^o  n  ay  fin.  necessary;  hoJed.  ftou^rr.  That  tl...i 
that  time  for  such  additional  in-ri.^l  or  l-'"  "•;«'«  ,tZ>of1ha  1  N-  subject  to  the  u.se-in-<l.-roKaiion  j.rovisL.ns  of 
temporary  all.K^ation.  or  any  'r'"l'""'^^"V   '    onV  and  S  <>f  the  Atlantic  City  Uadlo  Reifulations;  And 

Article  7  of  the  Cairo  Uen.-ral  Kadio  «^PJ^'".   ''";»"^,\X"rar^^^^  "'•'"^''-  ''^''"  »""'•"*''  "«'  1"7 

prortdfd  further.  That  this  I'-'ni^rary  all.H;ation.  or  any  temiRrar>  ^^,„,^^  effective  as  provideil  by  Article 

than  the  date  on  which  the  Atlantic  (  ity  1  »>'';•  ^'f/.^'l*' 7,  p'' ^or   that  this  temporary  allocation,  or  any  tetn- 

47  of  the  Atlantic  City  Ka.lio  K.-culations;  and  5^^'; '•'•'*'*•!;"'  .yn'J^jflre^^^^^    hy  the  Commission,  without  the 

;j,«ry  mntinuation  there<.f.  shall  be  ^"''i  ^VhVn's  reh'alS  n  Vin "fle  M  shall,  in  the  n.urse  of 

.«ye.s.sity  of  a  hearing,  if  during  any  V*''«'VhMh«  a  radiXa  "^  should  l>e  provide.l  on  a  ,*rmanen   basis. 

oflhetlulfofMeuo..  ,„  ..,v  «r.„  whichever  band^  imKViW-i  and  1875-19«iO  kc.  or  1900-1925  and  197.V200 

'%SS£S:EES'SHSr.±^^^^  -<-'« 

%.rThe  amateur  ^rvlce  shall  not  cause  harmf.il  Interference  to  the  ra.1ionaviga.ion  (Ix.ran)  .ervic. 
c)  Only  cla.sses  Al  and  A:i  emission  shall  l)e  employed. 
(d)  AmaleiiT  operation  shall  be  limited  to:  


Area 


Mls*is8lppl  River  to  East  Coast  T  .  S  (except  Florida 
and  Sljites  tMuderiiig  Oulf  of  Meuco^ ;i;"",;; 

Ml."sUippl  River  to  Vest  Coast  L.  S.  (extvpt  States 
IwwderingOulf  of  Mexico 

Florida  and  States  bordering  Qulf  of  Mexico 


Band  ko. 


Pay  power 


1,100  watu. 


1S1IIV1H25 
1S7.V1«I)0    . 
lumy-ltfi's  llvm  w*tu* 


Hawallan  Inlands 

Puerto  Rioo  and  Virgin  Islands. 


|j^|«^!}a)0  watts. 


N'lght  power 


l«iiii-ltf2A 
l«:.V2U0O 


500  watts. 


aoo  watts. 
200  watts." 
No  operation. 
200  watta. 
50  watts. 


•Kicept  m  SUte  of  Washington  where  daytime  power  limited  to  .00  watts  and  night  time  power  to  ^  waU. 

The  provUlons  of  this  f...t note  shall  1.  --f  •^^-^^X^^f'f.^'^i^-'-o'wh^^ 

^Xr-^n^n  ::;^iTir.r^':.e^Xor  dU';Si;'n  SeSight  of  the  priority  within  this  band  of  the  I.ran 

system  of  radionavigalion.  ,    ,  v  .  s,,  iiwa)  fl)  of  Part  12  of  the  Commission". 

.The  frequency  band  1^0.^-2000  kc  '^hall.  a^^  Presem  ^  P^";^^^^^^  such  time  as  Part  12 

rule*  governing  Amateur  Radio  .--ervu-e.  remain  "'V^V''*'''® '7  limitaiions  imiH»sed  upon  the  u.se  of  that  band  by  the 

h"alrtK^n  apf.r.'Jpriately  *n.ended  to  reHec,  ^';;;  J™  ,;" ^^ .^^  ^  ,*  and  ',o  I'^Sre  ,'hat  all  i.>s,sible  l."';-autions  w^U 

*^^r"'ar/y'^r;■."urr  the  l^ran  system  of  radio«.vig.tion  operates  either  on  1<V)  or  1950  kc.  th*  band  occupied 
being  IHOO  l*xi  or  1«00  aiHH)  kc. 


7IJLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

SubchopUr    D — Freight    Forwarder* 
[No.   294931 

Part    400 — Agreements.    Forwarders — 
Motor  Common  Carriers 

FREIGHT    forwarders;     POSTPONEMENT    OF 
EFFECTIVE   DATE 

At  a  general  session  of  the  Interstate 
Commerce  Commls.slon,  held  at  Its  ofBce 
In  Washington.  D.  C.  on  the  11th  day  of 
April  A.  D.  1949. 

Upon  further  consideration  of  the 
record  In  the  above-entitled  proceeding, 
and  upon  consideration  of  petitions  of 
respondent  motor  common  carriers, 
members  of  Central  States  Motor  Freight 
Bureau.  Inc.,  and  respondent  freight  for- 
warders, members  of  Freight  Forwarders 
Institute,  to  postpone  eCfectlve  date  of 
order;  and  for  good  cause  appearing: 

It  is  ordered.  That  the  order  entered 
herein  on  September  24.  1948  (13  F.  R. 
5861).  which,  by  Its  terms  was  to  have 
become  effective  January  22.  1949.  upon 
notice  provided  therein,  as  modified  by 
order  entered  December  22. 1948  <  13  F.  R. 
8713 ».  to,  become  effective  April  22.  1949. 
upon  notice  provided  In  the  order  of 
September  24,  1948,  Is  hereby  further 
modified  to  become  effective  August  1. 
1949,  upon  like  notice. 

Notice  of  this  order  shall  be  given  to 
the  general  public  by  depositing  a  copy 
hereof  In  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C. 
and  by  filing  It  with  the  Director  of  the 
Division  of  the  Federal  Register. 
(60  Stat.  21;  49  U.  S.  C.  1009  (a)  (2)) 
By  the  Commission. 

I  SEAL]  W.  P.  B ARTEL. 

Secretary. 

IF    R.    Doc.    49-2893:    Piled.    Apr.    14.   ie49; 
8:48  a.  m.l 


PROPOSED  RULE  MAKlMG 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 
I  26  CFR,   Part  81  1 

Estate  Tax;  Transfers  Intended  to  Take 

Effect  at  or  After  Death 

notice  of  proposed  rule  m.xkino 

Notice  Is  hereby  given,  pursuant  to  the 
Admlnl.stratlve  Procedure  Act,  approved 
June  11.  1946.  that  the  regulations  set 


forth  In  tentative  form  in  the  attached 
appendix  are  oroposed  to  be  prescribed 
by  the  Commissioner  of  Internal  Reve- 
nue with  the  approval  of  the  Secretary 
of  the  Treasury.  The  proposed  regula- 
tions contain  such  amendments  to  exist- 
ing regulations  as  are  considered  to  be 
required  to  conform  the  regulations  to 
the  decision  of  the  United  States  Su- 
preme Court  in  -Commissioner  v.  Estate 
of  Francois  L.  Church,"  335  U.  S.  632.  No 
amendments  are  required  as  a  result  of 


the  decision  In  "Estate  of  Sidney  M.  Spie- 
gel v.  Commi.ssioner."  335  U.  S.  701. 
Prior  to  the  final  adoption  of  such  regu- 
lations, consideration  will  be  given  to  any 
data  views,  or  arguments  pertaining 
thereto  which  are  submitted  In  writing 
in  duplicate  to  the  Commissioner  of  In- 
ternal Revenue,  Washington  25,  D.  C.. 
within  the  period  of  30  days  from  the 
date  of  publication  of  this  notice  In  the 
Federal  Register.  The  proposed  regula- 
tions are  to  be  Issued  under  the  authority 


Friday,  April  15,  1949 

of  section  3791  of  the  Internal  Revenue 
Code  (53  Stat.  467,  26  U.  S.  C.  3791). 

I  SEAL  I  Geo.   J.   SCHOENEMAN. 

Commissioner  of  Internal  Revenue. 

Regulations  105  (26  CFR,  Part  81)  are 
amended  as  follows: 

Paragraph  1.  Section  81.17.  as  amended 
by  Treasury  Decision  5512,  approved  May 
1.  1946.  Is  further  amended  as  follows; 

(Al  By  striking  from  the  first  para- 
graph thereof  the  sentence  reading  "The 
decedent  shall  not  be  deemed  to  possess 
a  right  or  Intere.st  In  the  property  If  his 
richt  or  Intere.st  consists  solely  of  an  es- 
tate for  his  life."  and  Inserting  In  lieu 
thereof  the  following:  "A  right  to  the 
po.«:.session  or  enjoyment  of  the  property 
or  a  right  to  the  income  therefrom  con- 
.stitutes  a  right  or  Interest  in  the  prop- 
erty." 

(B)  By  striking  from  the  fourth  sen- 
tence In  example  (5)  the  word  "ako", 
and  by  Inserting  immediately  preceding 
the  period  at  the  end  cf  such  sentence 
the  following:  ",  and  is  also  satisfied  by 
reason  of  the  decedent's  life  estate". 

(O  By  striking  out  example  (6>  in  Its 
entirety  and  Inserting  in  lieu  thereof  the 
following  example: 

Example  («>.  The  decedent,  during  his 
life,  transferred  property  In  trust,  providing 
that  the  Income  be  accumulated  and  added 
to  corpus  until  his  death,  and  that  the  corpiu 
be  paid  at  decedent's  death  In  equal  shares 
to  his  surviving  children.  The  share  of  any 
child  who  should  predecease  the  decedent  waa 
to  be  paid  to  his  Issue,  or.  If  no  Issue  sur- 
vived the  decedent,  to  other  children  of  the 
decedent  or  their  Issue.  If  no  children  and 
no  ISEue  of  any  child  should  survive  the  de- 
cedent, the  corpus  was  to  be  paid  to  the  next 
of  kin  of  the  decedent.  In  this  case,  the 
decedent  has  parted  with  every  right  and 
Interest  In  the  property  and  hence  require- 
ment (2)  U  not  satisfied.  Accordingly,  no 
part  of  the  property  Is  Includible  In  the  de- 
cedent's gross  estate  under  this  section. 

(D)  By  inserting  at  the  end  of  such 
section  the  following:  "In  the  case  of  a 
decedent  who  died  on  or  before  January 
17,  1949,  the  date  of  the  decision  of  the 
United  States  Supreme  Court  in  'Com- 
missioner v.  Elstate  of  Francois  L. 
Church,'  335  U.  6.  632.  property  trans- 
ferred before  10:30  p.  m..  eastern  stand- 
ard time,  March  3.  1931.  shall  not  be  in- 
cluded In  the  gross  estate  under  this  sec- 
tion If  the  Commissioner,  whose  determi- 
nation shall  be  conclusive,  shall  deter- 
mine that  the  decedent's  only  right  or  in- 
terest in  the  property  consisted  of  an 
estate  for  his  life." 

Par.  2.  Section  81.18  Is  amended  by  in- 
serting immediately  before  the  sentence 
beginning  "The  use.  possession,  right  to 
the  Income"  the  following:  "For  regula- 
tions concerning  the  separate  provision 
of  the  statute  relating  to  inter  vivos 
transfers  of  the  decedent  Intended  to  take 
'ffect  in  possession  or  enjoyment  at  or 
after  his  death,  as  applicable  to  a  case 
In  which  the  decedent  retained  posses- 
sion or  enjoyment,  see  {  81.17. ' 
IP  R.  Doc.  49-2964;  Piled,  Apr.  14.  194«; 
9:00  a.  m.) 


FEDERAL  REGISTER 

DEPARTMENT  OF  AGRICULTURE 

Production    and    Marketing 
Administration 

[  7  CFR,  Part  961  ] 

Milk  in  Philadelphia,  Pa..  Marketing 
Area 

DECI.SION  with  respect  TO  PROPOSED  MAR- 
KETING AGREEMENT  AND  TO  PROPOSED 
AMENDMENT  TO  ORDER,  AS  AMENDED 

Pursuant  to  Public  Act  No.  10,  73d 
Congress  (May  12.  1933 •,  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended,  gov- 
erning proceedings  to  formulate  market- 
ing agreements  and  marketing  orders  (7 
CFR,  Supps.,  900.1  et  seq. ) ,  a  public  hear- 
ing was  held  at  Philadelphia,  Pennsyl- 
vania. March  9,  1949,  pursuant  to  a  no- 
tice published  in  the  Federal  Register  on 
March  2,  1949  (14  F.  R.  1811).  upon  cer- 
tain proposed  amendments  to  the  tenta- 
tively approved  marketing  agreement  and 
to  the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Philadelphia. 
Pennsylvania,  marketing  area. 

A  recommended  decision,  based  on  the 
record  of  such  hearing,  was  issued  by  the 
Assistant  Administrator.  Production  and 
Marketing  Admini.'^tration,  on  March  25 
1949  (14  P.  R.  1442 ».  Exceptions  have 
been  filed  to  that  recommended  decision 
and  were  considered  in  arriving  at  the 
findings  and  conclusions  contained  here- 
in. The  material  exceptions  are  dis- 
cussed specifically  in  the  findings  and 
conclusions  with  respect  to  the  points  to 
wlilch  such  exceptions  refer.  However, 
to  the  extent  that  the  findings  and  con- 
clusions contained  herein  are  at  variance 
with  any  exception  pertaining  thereto, 
such  exception  Is  overruled. 

The  material  Issues  presented  on  the 
record  were  concerned  with  the  follow- 
ing: 

1.  The  consideration  of  appropriate 
cream  prices  to  be  used  as  a  basis  for  es- 
tablishing the  value  of  Class  II  milk  and 
the  butterfat  differential. 

2.  The  use  of  midpoints  of  daily  price 
ranges  in  butter  prices  in  lieu  of  the  high 
of  the  range  In  computing  Class  II  prices. 

3.  An  Increase  In  the  factor  represent- 
ing the  difference  In  the  value  of  Class 
n  milk  at  various  distances  from  market. 

4.  The  elimination  of  an  optional  al- 
lowance of  3  cents  on  Class  II  milk. 

5.  The  amount  to  be  subtracted  from 
cream  prices  and  prices  for  nonfat  dry 
milk  solids  to  determine  the  price  to  be 
paid  producers  for  Class  II  milk. 

6.  Establishing  a  price  for  certain  Class 
n  milk  during  April.  May  and  June  some- 
what lower  than  the  regular  Class  n 
price. 

7.  A  proposed  Increase  In  the  butterfat 
differential  relative  to  cream  prices. 

8.  The  amount  to  be  subtracted  from 
butter  prices  in  determining  a  floor  price 
for  the  value  of  Class  n  milk. 

9.  The  extension  of  the  prohibition 
against  substituting  nonproducer  milk 
for  producer  milk  In  Cla5s  I  uses  to  the 
months  of  July,  August  and  September. 
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10.  Revision  of  producer  plant  list. 

11.  General. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  material 
issues  are  based  upon  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof. 

1.  Cream  prices  to  be  used  in  establish- 
ing Class  II  prices.  It  was  proposed  at 
the  hearing  that  Class  II  prices  be  com- 
puted on  the  basis  of  prices  reported  for 
cream  sold  in  the  Philadelphia  market 
exclusive  of  the  sales  of  cream  which  Is 
approved  for  Newark  and  Lower  Merion 
Township.  The  provision  of  the  order 
for  establishing  the  Class  II  price  re- 
quires that  an  average  price  for  cream  In 
the  Philadelphia  market  be  computed  by 
a  simple  average  of  the  prices  reported 
weekly  for  sales  of  cream  which  Is  ap- 
proved for  Pennsylvania  and  for  sales  of 
cream  approved  for  Newark  and  Lower 
Merion  Township  as  well  as  Pennsyl- 
vania. The  prices  reported  for  cream 
approved  for  Newark  and  Lower  Merion 
Township  as  well  as  Pennsylvania  range 
from  $1.00  to  as  much  as  $3.40  higher 
per  can  than  prices  for  cream  approved 
for  Pennsylvania.  The  record  Indicates 
that  nearly  two-thirds  of  the  milk  re- 
ceived from  producers  by  handlers  Is  ap- 
proved for  sale  in  milk  control  di-strict 
No.  1  of  which  Lower  Merion  Township 
is  a  part.  This  district  designates  an 
area  in  which  milk,  cream,  and  Ice  cream 
in.spection  standards  are  similar  to  the 
Lower  Merion  Town.^hip  requirements. 
In  addition  to  the  cream  made  from  milk 
received  at  producer  plants,  substantial 
quantities  of  cream  approved  for  Lower 
Merion  Township  are  received  by  han- 
dlers as  cream  at  their  producer  milk 
plants. 

In  view  of  the  large  quantity  of  cream 
actually  priced  at  the  reported  prices  for 
cream  approved  for  Newark  and  Lower 
Merion  Township,  any  determination  of 
Class  II  prices  In  relation  to  the  market 
value  for  fluid  cream  must  take  Into  ac- 
count the  prices  at  which  such  cream  is 
sold.  The  record  Indicates  that  at  least 
the  50  percent  weight  given  to  Newark 
and  Lower  Merion  approved  cream  prices 
by  the  simple  average  is  nece.s.sary  to 
reflect  the  average  value  of  cream  sold  in 
the  Philadelphia  market. 

A  determination  by  the  Secretary 
dated  August  4,  1945,  has  nullified  the 
effect  of  the  word  "only"  as  a  part  of  the 
designation  of  the  "Approved  for  Penn- 
sylvania" cream  for  which  prices  are 
reported.  This  term  should  be  deleted 
from  the  order.  The  prices  reported  for 
cream  approved  for  Pennsylvania  and 
approved  for  Pennsylvania.  Newark  and 
Lower  ^ferion  Town.ship  should  be  re- 
tained In  the  Class  II  price  formula. 

2.  Use  of  midpoint  or  high  of  the  range 
of  daily  butter  prices.  The  use  cf  the 
midpoint  Instead  of  the  high  of  any  range 
reported  dally  for  butter  .sold  wholesale 
at  New  York  for  the  purpose  of  comput- 
ing an  average  butter  price  was  proposed 
at  the  hearing.  Since  all  other  average 
price  computations  require  the  use  of 
midpoints,  it  Is  advisable  to  use  the  aver- 
age of  midpoints  in  the  case  of  butter. 
The  amount  by  which  such  a  c||ange 
would  affect  the  price  for  certain  Class  il 
milk  is  small. 
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3.  Transportation  factor  in  Class  II 
price.  The  record  indicates  that  trans- 
portation rates  have  increased  since  the 
rates  were  established  in  the  order  for 
adjusting  the  price  of  Class  II  milk  re- 
ceived at  plants  various  distances  from 
Philadelphia.  The  record  shows  that  the 
cost  of  transporting  Class  II  milk  In  the 
form  of  cream  and  nonfat  dry  milk  solids 
is  about  9  '2  cents  per  hundredweight  for 
a  distance  of  about  150  miles.  The  pres- 
ent allowance  for  that  distance  is  6  cents. 
The  record  also  shows  costs  of  transport- 
ing Class  II  milk  in  the  form  of  con- 
densed products  and  cheese  but  since  no 
data  is  available  in  this  record  to  indicate 
the  comparative  prices  of  these  products 
and  nonfat  dry  milk  solids  it  is  impos- 
sible to  evaluate  the  importance  of  such 
rates  in  terms  of  a  price  for  nonfat  dry 
milk  solids. 

Since  the  record  fails  to  show  the  rep- 
resentativeness of  the  transportation 
costs  reported,  a  precise  computation  of 
the  cost  of  moving  Class  II  milk  in  the 
form  of  cream  and  nonfat  solids,  the 
basic  formula  factors  in  the  Class  II 
price,  cannot  be  made  on  the  evidence 
on  hand.  However,  since  the  requested 
Increase  in  the  transportation  allowance 
would  establish  a  rate  substantially 
lower  than  the  meager  cost  data  would 
support,  the  proposed  Increase  of  one 
cent  per  hundredweight  should  be 
granted. 

4.  Optional  allowance  on  Class  II 
viilk.  The  record  Indicates  that  an  op- 
tional allowance  is  a  confusing  part  of  a 
minimum  price  regulation.  However, 
the  proposal  at  this  hearing  dealt  with 
the  elimination  of  this  factor  only  with 
respect  to  Class  II  milk  received  at  plants 
31  miles  or  more  from  Philadelphia. 
The  elimination  of  this  factor  on  Class  II 
milk  would  complicate  the  order  unnec- 
essarily. Recognition  is  given  to  the  fact 
that  handlers  are  taking  the  optional  al- 
lowance in  establishing  the  allowances 
under  I.ssue  No.  5.  No  change  should  be 
made  in  this  provision  at  this  time. 

5.  Allowance  deducted  from  cream  and 
nonfat  dry  milk  solids  prices.  The  order 
contains  several  factors  which  are  de- 
ducted from  the  combined  prices  of 
cream  and  nonfat  dry  milk  solids  to  ar- 
rive at  the  Class  II  price  to  be  paid  pro- 
ducers. The  deductions  of  28  cents  per 
can  of  cream.  23  4  cents  per  hundred- 
weight of  milk  and  4 '2  cents  per  pound 
of  nonfat  dry  milk  solids  totals  60.595 
cents  per  hundredweight  of  milk  which 
Is  subtracted  in  computing  the  price  at 
city  plants. 

Handlers  excepted  to  the  seeming  loss 
of  0.345  cent  in  the  total  allowance  which 
results  from  the  division  of  the  allow- 
ance Into  two  factors.  The  major  part 
of  the  3  345  cents  per  hundredweight  of 
milk  containing  4  percent  butterfat  rep- 
resented by  28  cents  per  40-quart  can  of 
cream  containing  40  percent  butterfat 
is  added  to  the  23'2-cent  factor  to  make 
it  26 '2  cents.  The  consideration  of  al- 
lowances has  been  directed  toward  the 
sum  of  all  the  deductions  made  in  com- 
puting the  price.  The  precise  sum  of  the 
three  factors  mentioned  above  is  60.595 
centli  The  sum  of  the  comparable  fac- 
tors 26 '2  cents  and  44  cents  in  this  deci- 
sion is  70 '2  cents,  10  cents  of  which  is 
Identified  as  the  adjustment  factor  for 
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eliminating  the  use  of  prices  of  nonfat 
dry  milk  solids  for  animal  feed  products 
In  the  Class  II  price  formula. 

The  net  difference  of  less  than  one- 
tenth  of  one  cent  Is  more  than  offset 
by  other  changes  made  by  this  decision. 
Adjustments  made  in  amounts  less  than 
one-half  cent  would  impart  an  exactness 
of  calculation  in  the  allowance  which  is 
greater  than  the  evidence  supports.  The 
exception  on  this  point  is  therefore 
denied. 

In  computation  of  prices  at  plants  31- 
70  miles  from  the  Philadelphia  market 
7  cents  more  is  deducted.  This  factor  is 
increased  1  cent  for  each  additional  70 
miles.  With  the  increase  in  the  trans- 
portation factor  in  Issue  No.  3,  the  de- 
duction at  plants  141-210  miles  from 
Philadelphia  would  be  10  cents  more 
than  the  deduction  at  city  plants  or  a 
total  of  about  70 '2  cents. 

In  addition  to  the  above  allowances 
which  are  set  forth  specifically  In  the 
order,  the  effect  of  averaging  nonfat  dry 
milk  solids  prices  for  animal  feed  prod- 
ucts equally  with  the  prices  of  such  prod- 
ucts for  human  food  products  results 
In  an  additional  allowance  on  all  milk 
which  Is  utilized  in  human  food  products. 
Only  about  one-ninth  of  the  nonfat  dry 
milk  solids  manufactured  in  Pennsyl- 
'vanla  In  1948  was  for  animal  feed  use. 
Nonfat  dry  milk  solids  represented  only 
about  13  percent  of  the  Class  II  use  dur- 
ing May  1948,  the  month  in  which  the 
greatest  quantity  of  Class  II  milk  was 
used  In  nonfat  dry  milk  solids.  The  ef- 
fect of  the  animal  feed  factor  on  the 
basis  of  this  data  should  be  about  1  per- 
cent Instead  of  50  percent. 

Since  the  effect  of  including  the  ani- 
mal feed  price  at  a  1  percent  weight 
would  be  so  small,  it  Is  more  reasonable 
to  let  the  small  effect  of  that  factor  be 
Included  in  the  allowance  factor  to  be 
established.  The  amount  by  which  the 
inclusion  of  the  animal  feed  prices  in- 
creased the  allowance  on  Class  II  milk 
In  February  1949  was  approximately  10 
cents  per  hundredweight.  This  10-cent 
factor  should  be  added  to  the  other  al- 
lowances and  set  forth  In  Its  proper  form 
In  the  order.  The  total  allowances  would 
then  become  70 '2  cents  at  city  plants  and 
inclusive  of  the  Increase  In  transporta- 
tion allowances,  80 '2  cents  at  plants  141- 
210  miles  from  Philadelphia. 

The  handlers'  representative  at  the 
hearing  stated  that  he  had  summarized 
data  showing  that  costs  of  receiving  and 
manufacturing  Class  II  milk  were  73.4 
cents  per  hundredweight.  The  data 
were  not  adjusted  to  reflect  any  differ- 
ence between  the  average  prices  re- 
ceived for  the  products  manufactured 
and  the  price  of  nonfat  dry  milk  .solids. 
The  allowance  at  country  plants  estab- 
lished by  this  decision  amounts  to  73 'ii 
cents  exclusive  of  the  transportation  al- 
lowance of  7  cents. 

No  change  should  be  made  in  the 
amount  of  the  allowance  other  than  the 
change  based  on  transportation  costs 
and  a  special  seasonal  allowance  de- 
scribed In  connection  with  Issue  No.  6. 

6.  Lower  Class  II  price  for  certain 
Class  II  milk.  Handlers  proposed  two 
alternative  methods  of  pricing  certain 
Cla.ss  II  milk  during  April.  May  and 
June.    Either  of  these  proposed  price 


plans  according  to  the  handlers  would 
facilitate  the  movement  of  the  seasonally 
greater  quantity  of  Class  II  milk  in  these 
months.  The  plans  differed  substan- 
tially and  could  be  expected  to  affect  in- 
dividual handlers  very  differently.  One 
plan  proposed  to  price  nearly  all  milk 
used  In  Class  II  products  other  than 
cream  and  ice  cream  during  April,  May 
and  June  at  a  price  about  5  cents  lower 
than  the  present  Cla.ss  II  formula.  This 
lower  price  was  to  be  based  on  butter 
value  Instead  of  cream  value.  Although 
the  proposed  price  was  Intended  to  re- 
sult in  a  somewhat  lower  price  for  milk 
used  In  certain  Class  II  products,  the 
proposed  formula  would  not  result  In  a 
price  lower  than  regular  Class  II  by  any 
constant  amount.  Since  the  real  prob- 
lem appears  to  be  the  larger  volume  of 
Class  II  milk  available  during  these  three 
months  and  the  inability  of  handlers  to 
utilize  the  entire  amount  in  those  Class 
II  uses  which  they  find  most  profitable, 
an  additional  allowance  on  regular  Class 
II  milk  during  these  months  would  tend 
to  compensate  handlers  for  the  costs  of 
assembling  Cla.ss  II  milk  and  manufac- 
turing and  storing  Cla.ss  II  products  dur- 
ing the  flush  milk  production  season. 

The  alternative  formula  proposed  by 
handlers  for  pricing  certain  Class  II  milk 
would  have  resulted  In  a  5-cent  reduction 
according  to  February  butter  and  cream 
prices.  A  seasonal  adju.stment  of  5  cents 
per  hundredweight  should  apply  to  all 
Class  II  milk.  This  adjustment  should 
be  set  forth  In  the  allowance  deducted 
from  the  skim  milk  factor  for  the  months 
of  April.  May  and  June. 

A  part  of  the  seasonal  excess  of  Class  II 
milk  is  utilized  In  evaporated  milk,  milk 
chocolate,  butter  and  cheese.  The  prices 
paid  for  milk  by  manufacturers  of  the.se 
products  are  generally  In  line  with  the 
special  Cla.ss  II  formula  price  based  on 
market  prices  of  butter  and  nonfat  dry 
milk  solids  although  there  Is  some  indi- 
cation that  most  recent  prices  are  some- 
what lower.  IJurlng  the  months  of  April. 
May  and  June  1949  Cla.ss  II  milk  utilized 
\fi  such  products  .should  be  priced  at  this 
"butter  plus  nonfat  solids"  value  less  a 
10-cent  adjustment. 

Exceptions  were  filed  by  handlers  to 
the  failure  to  Include  sweetened  con- 
densed skim  milk  In  the  special  lower 
price  established  for  certain  products 
In  April.  May  and  June  1949.  The  basis 
in  the  record  for  establishing  a  5-cent 
higher  allowance  on  all  Cla.ss  II  milk  dur- 
ing the  months  of  April.  May  and  June  Is 
the  larger  volume  of  milk  u.sed  In  such 
products  as  sweetened  condensed  .skim 
milk  during  those  months.  The  excep- 
tors pointed  out  that  representatives  of 
producers  said  they  would  not  object  to 
the  Inclusion  of  products  such  as  sweet- 
ened condensed  skim  milk  in  the  special 
lower  price.  The  same  producer  repre- 
sentatives indicated  that  no  adjustment 
should  be  made  in  the  regular  Cla.ss  II 
price.  Most  handlers  would  find  then' 
total  charges  for  Cla.ss  II  milk  higher 
If  we  were  to  eliminate  the  5-cent  sea- 
sonal reduction  on  all  Class  II  milk  and 
add  sweetened  conden.sed  .skim  milk  to 
the  list  of  special  Class  II  products. 
This  re.sult  Is  probably  not  contemplated 
by  handlers.  The  exception  is  therefore 
denied. 
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Handlers  excepted  to  the  level  of  the 
formula  price  established  for  milk  uti- 
lized in  butter,  cheese  other  than  cottage 
cheese,  evaporated  milk  and  milk  choco- 
late. In  .this  exception,  too,  handlers 
point  out  that  a  producers'  witness  sug- 
gested a  lower  price.  The  suggestion  of 
that  lower  price  on  a  limited  quantity  of 
Class  II  milk  must  be  considered  In  the 
light  of  the  producers'  contention  that 
no  price  concession  should  be  granted 
on  regular  Cla.ss  II  milk.  The  exception 
is  denied. 

Handlers  excepted  to  the  elimination 
of  a  special  Class  II  price  for  butterfat 
u.sed  to  make  butter  during  the  months 
July  to  March,  inclusive.  A  review  of 
the  record  in  the  light  of  this  exception 
indicates  that  the  special  pricing  of  such 
butterfat  should  be  retained  during  those 
month.";. 

7.  Ciianqe  in  butterfat.  The  elimina- 
tion of  the  factor  "minus  0.67  cent"  m 
the  butterfat  differential  provision  is  not 
supported  by  the  evidence  in  the  record. 
No  change  should  be  made  in  that  provi- 
sion. 

8.  Class  II  floor  price.  It  was  proposed 
that  the  make  allowance  factor  in  the 
butter  value  floor  for  the  Class  II  price 
be  revised  from  4  cents  to  5  cents.  This 
floor  price  was  adopted  to  make  the  Cla.ss 
II  price  provision  comparable  to  a  simi- 
lar provision  applicable  to  the  pricing  of 
milk  under  the  New  York  marketing  or- 
der. Recent  amendments  to  the  New 
York  order  have  revised  the  pricing  un- 
der that  order  substantially.  Since  this 
floor  provision  has  never  been  used  and 
It  is  no  longer  useful  in  relating  prices 
to  those  established  by  the  New  York 
order,  the  provision  should  be  deleted. 

9.  Classification  of  nonproducer  milk 
in  July,  August  and  September.  During 
recent  years  in  which  regular  milk  sup- 
plies have  been  insufficient  to  meet  the 
fluid  milk  requirements  of  the  Philadel- 
phia market,  the  order  has  provided  that 
receipts  of  milk  from  nonproducer 
sources  may  be  classified  In  Class  I  and 
Class  II  pro  rata  with  milk  received  from 
regular  producers,  except  that  In  April. 
May  and  June  such  nonproducer  milk 
must  first  be  classified  in  Class  II  up  to 
the  amount  of  Class  II  milk  handled. 
Producers  maintained  at  this  hearing 
that  supplies  of  producer  milk  are  now 
sufficient  to  fill  Class  I  requirements  of 
the  market  except  for  a  very  limited 
period  In  the  fall  short  producton  season. 
During  the  months  of  July,  August  and 
September  the  indicated  supplies  will  be 
ample  to  meet  Class  I  requirements  and 
also  a  good  margin  of  Cla.ss  II  for  reserve. 

The  order  should  be  amended  at  this 
time  to  provide  for  classification  of  non- 
producer  milk  in  Class  II  during  those 
months,  and  further  appraisal  of  the 
supply  situation  should  be  made  to  de- 
termine the  possible  need  for  emergency 
nonproducer  milk  for  Class  I  use  in  the 
months  October  through  March. 

10.  Producer  plant  list.  A  handler 
propo.sed  that  his  plant  at  Pottstown. 
Pennsylvania  be  deleted  from  the  list  of 
producer  milk  plants  named  In  the  Or- 
der. This  plant  does  not  receive  milk 
from  producers  nor  ship  fluid  milk  to  the 
marketing  area.  Since  no  milk  Is  re- 
ceived at  this  plant  from  producers  and 
No.  72 2 
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no  milk  Is  received  at  this  plant  from 
other  plants  for  sale  as  Class  I  in  the 
marketing  area,  the  plant  name  should 
be  removed  from  the  list  of  producer 
plants. 

11.  General,  (a)  The  proposed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 

(b»  The  propo.sed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  propo.sed  to  be  further  amended, 
regulates  the  handling  of  milk  In  the 
same  manner  and  is  applicable  only  to 
persons  In  the  respective  classes  of  in- 
dustrial and  commercial  activity  speci- 
fied in  the  said  tentatively  approved  mar- 
keting agreement  upon  which  hearings 
have  been  held;  and 

'O  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  .said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8  <e »  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feed,  available  sup- 
plies of  feeds,  and  other  economic  con- 
ditions which  affect  market  supply  and 
demand  for  .such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amended 
and  as  hereby  proposed  to  be  further 
amended,  are  such  as  will  reflect  the 
aforesaid  factors,  in.sure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  In  the  public  Interest. 

Determination  of  representative  pe- 
riod. The  month  of  December  1948  is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
ing whether  the  issuance  of  an  order 
amending  the  order,  as  amended,  regu- 
lating the  handling  of  milk  in  the  Phila- 
delphia. Pennsylvania,  marketing  area, 
in  the  manner  set  forth  in  the  attached 
amending  order  is  approved  or  favored 
by  producers  who  during  such  represen- 
tative period  were  engaged  In  the  pro- 
duction of  milk  for  sale  in  the  marketing 
area  specified  in  such  marketing  order, 
as  amended. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled  "Order 
Amending  the  Order,  As  Amended.  Reg- 
ulating the  Handling  of  Milk  in  the  Phil- 
adelphia. Pennsylvania.  Marketing  Area" 
and  "Marketing  Agreement  Regulating 
the  Handling  of  Milk  in  the  Philadelphia, 
Pennsylvania,  Marketing  Area"  which 
have  been  decided  upon  as  the  appro- 
priate and  detailed  means  of  effecting  the 
foregoing  conclusions.  These  documents 
shall  not  become  effective  unless  and 
until  the  requirements  of  §  900.14  of  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  this  de- 
cision, except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order,  as 
amended,  and  as  hereby  further  amend- 
ed by  the  atached  order  which  will  be 
published  with  this  decision. 
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This  decision  filed  at  Wa.shington,D  C 
this  12th  day  of  April  1949. 

ISEALJ  Charles  F.  Brann-'ji. 

Secretary  of  AgricuLu  c. 

Order '  Amending  the  Order,  as  Amended, 
Regulating  the  Handling  of  Milk  in  the 
Philadelphia,  Pennsylvania, -Marketing 
Area 

5  961.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  of  each 
of  the  previously  i.ssued  amendments 
thereto;  and  all  of  .said  previous  findings 
and  determinations  are  hereby  ratified 
and  affirmed,  except  injofar  as  such 
findings  and  determinations  may  be  in 
conflict  with  the  findings  and  determina- 
tions set  forth  herein. 

<at  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933  >,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  •hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  orders  (7  CFR. 
Supps.  900.1  et  seq.  > .  a  public  hearing  was 
held  on  March  9.  1949  upon  certain  pro- 
posed amendments  to  the  tentative  mar- 
keting agreement  and  to  the  order,  as 
amended,  regulating  the  handling-of  milk 
in  the  Philadelphia.  Pennsylvania,  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearings  and 
the  record  thereof,  it  Is  found  that: 

<1>  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

«2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e) 
of  the  act  are  not  reasonable  In  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  factors. 
Insure  a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
Interest;  and 

(3 »  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  In  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  Indu.-^trial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  relative  to  handling.  It  Is  there- 
fore ordered  that  on  and  after  the  effec- 


•  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  $  900  14  of 
the  rule*  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu- 
late marketing  agreement*  end  marketing 
orders  have  been  met. 


1828 

live  date  hereof,  the  handling  of  milk 
In  the  Philadelphia.  Pennsylvania,  mar- 
keting area  shall  be  In  conformity  to 
and  in  compliance  with  the  terms 
and  conditions  of  the  aforesaid  order, 
as  amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  as 
follows: 

1.  In  §  961.1  fa)  (6)  (i)  delete  from  the 
list  the  plant  designation:  "Philadelphia 
Dairy  Products  Company.  Inc.,  Potts- 
town.  Pennsylvania." 

2.  In  §961.3  (e)  (1>  delete  the  word 
•■July"  and  substitute  the  word  "October." 

3.  In  §  961.3  (e)  (2)  delete  the  word 
"June"  and  substitute  the  word  "Sep- 
tember." 

4.  Delete  §  961.4  (a)  (2)  and  sub- 
stitute: 

(2)  Class  H  milk.  The  price  per  hun- 
dredweight during  each  month  shall  be 
the  sum  of  the  values  calculated  as  fol- 
lows by  the  market  administrator: 


PROPOSED  RULE  MAKING 

(1)  Butter  fat.    Add  all  market  quota- 
tions   (using   midpoint   of   any   weekly 
range  as  one  quotation)  of  prices  for  a 
40-quart  can  of  sweet  cream  approved 
either  for  Pennsylvania,  or  for  Pennsyl- 
vania. Newark,  and  Lower  Merion  Town- 
ship, in  the  Philadelphia,  Pennsylvania, 
market,  reported  for  each  week  ending 
within  the  month  by  the  United  States 
Department    of    Agriculture    (or    such 
other  Federal  agency  as  is  authorized  to 
perform  this  price  reporting  function), 
divide    by   the    number   of    quotations, 
divide  by  33.48,  multiply  by  4  and  sub- 
tract 26^2  cents:  Provided.  That  for  but- 
terfat    established    as    used    in    butter, 
cheese  other  than  cottage  cheese,  evap- 
orated milk,  and  milk  chocolate,  in  April, 
May  and  June,  and  for  butterfat  estab- 
lished   as    used    in    butter    during    U«e 
months   July   to   March,   inclusive,   the 
price  shall  be  4  times  120  percent  of  the 
average  of  the  prices  reported  daily  by 
the  United  States  E>epartment  of  Agri- 
culture for  U.  S.  Grade  A  (92-score)  but- 
ter for  the  month  for  which  payment  is 


to  be  made,  but  in  no  event  shall  this 
butter-value  be  greater  than  the  butter- 
fat  value  established  otherwise  by  this 
subdivision. 

(11)  Ski7n  milk.  Multiply  by  7.5  the 
average  of  all  the  prices  per  pound  quot- 
ed for  nonfat  dry  milk  solids  under  the 
designation  "other  brands,  human  con- 
sumption." carlots.  bags,  or  barrels  (us- 
ing midpoint  of  any  range  as  one  quota- 
tion* as  published  for  such  month  in  the 
"Producers'  Price  Current",  and  subtract 
49  cents  in  the  computation  of  prices  for 
the  months  of  April.  May  and  June  and 
44  cents  in  other  months:  Provided. 
That  for  milk  or  skim  milk  established 
as  used  in  evaporated  milk,  milk  choco- 
late, or  cheese  other  than  cottage  cheese, 
the  prices  for  April,  May  and  June  1949 
shall  be  reduced  by  10  cents  per  hun- 
dredweight of  such  milk  or  skim  milk. 

5.  In  §  961.4  (c)  (2)  delete  the  number 
"4"  and  substitute  the  number  "5." 

[P.   R.   Doc.   49-2943:    Filed,    Apr.    14,    1949; 
8:48  a.  m.l 


NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

United  States  Military  Government  for 
Germany 

export-import  information 

Instructions  and  Memoranda  control- 
ling exports  from  Germany  and  imports 
into  Germany,  published  in  14  F.  R.  244, 
January  18, 1949.  amended  in  14  F.  R.  660, 
February  15.  1949,  14  F.  R.  1066.  March 
9,  1949,  and  14  F.  R.  1302,  March  23.  1949, 
are  further  amended  by  the  addition  of 
Amendments  A  and  B  to  JEIA  Instruc- 
tion No.  24,  as  follows: 

JEIA  Instruction  No.  24 

[Amdt.  A] 

(Effective  date.  January  6.  1949) 

Subject:  Procedure  for  Filing  Applications 
for  Patents  and  Registration  of  Trade-marks, 
De8lgn.s  and  Copyrights. 

Paragraph  3  of  JEIA  Instruction  No.  24  Is 
amended  to  read: 

3.  The  following  countries  have  amended 
their  war  time  regulations  to  permit  filing 
of  applications  for  patents,  designs  and 
trade-marks  and  to  assure  such  protection: 


Avistrla. 

Belgium. 

Canada. 

Ecuador. 

France. 

Hondura.s. 

New  Zealand. 


Panama. 

Peru. 

Portugal. 

Sweden. 

Switzerland. 

United  Kingdom. 

United  Stales. 


Paragraph  3  of  JEIA  Instruction  No.  24  as 
amended  Is  hereby  further  amended  to  read 
as  follows: 

3.  The  following  countries  have  amended 
their  wartime  regulations  to  permit  filing  of 
applications  for  patents,  designs,  and  trade- 
marks and  to  assure  such  protections: 


Notification  will  be  given  as  information 
Is  received  regarding  the  regulations  in  other 
countries 

JEIA   Instruction    No.   24 

[Amdt.  B) 

(Effective  date.  March    21,   1949) 

Subjkt:  Procedure  for  Filing  Applications 
for  Patents  and  Registration  of  Trade-marks, 
Designs  and  Copyrights. 


Australia. 

Austria. 

Belgium. 

Canada. 

Denmark. 

Ecuador. 

El  Salvador. 

France. 

Haiti. 

Honduras. 

Hungary. 

Japan. 

Luxemburg. 


New  Zeland. 
Norway. 
Panama. 
Peru. 
Portugal. 
■  Sweden. 
Syria. 

Switzerland. 
Turkey. 

United  Kingdom. 
United  States. 
Venezuela. 


Notification  will  be  given  as  Information 
Is  received  regarding  the  regulations  In 
other  countries. 

In  addition,  German  nationals  may  apply 
for  International  registration  of  designs  and 
models  to  the  International  Bureau  for  the 
Protection  of  Industrial  Property,  Berne, 
Switzerland. 

Date  of  Issuance:  March  21.  1949. 

For  the  Director  General. 

C.  E.  Bingham,     " 
Director, 
Foreign  Trade  Division. 

[SEAL]  Edward  F.  Witsell, 

Ma;or  General, 
The  Adjutant  General. 

[P.   B.    Doc.    49-2901:    Filed,   Apr.    14.    1949; 
8:32  a.  m.l 


Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b>  i3'  13 
P.  R.  4278  >.  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Slat. 
609  >.  as  amended  July  14.  1945  <59  Stat. 
467.  43  U.  S.  C.  sec.  682  a),  as  hereinafter 
indicated,  the  following  described  land 
in  the  Carson  City.  Nevada,  land  district, 
embracing  70  acres. 

Ne\'Ada  Small  Tract  Classification   No.   23 
For  lease  and  sale  for  homesltes  only: 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Nevada 
classification  order 

April  6.  1949. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 


N^swuswu. 


T.  21  8.,  R  61  E.,  M.  D.  M. 

Sec.       35,       NW'^SWU. 
N^S'^SWUSWU- 

This  land  is  situated  along  a  county 
highway  2  miles  from  the  main  highway 
leading  from  Las  Vegas.  Nevada,  to  Los 
Angeles.  California,  and  is  within  ap- 
proximately 6  miles  from  the  center  of 
the  town  of  Las  Vegas. 

2.  As  to  applications  regularly  filed 
prior  to  8:30  a.  m..  March  18.  1946,  and 
are  for  the  type  of  site  for  which  the  land 
is  cla.ssified.  this  order  shall  become  ef- 
fective upon  the  date  it  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  June  8.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a>  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  June  8,  1949,  to  the  close 
of  business  on  September  6,  1949. 

(b>  Advance  period  for  •  veterans* 
simultaneous  filings  from  8  30  a.  m.. 
March  18.  1946,  to  the  close  of  business 
on  June  8.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  September  7.  1949. 


Friday,  April  15,  1949 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a.  m.. 
March  18,  1946,  to  the  close  of  business 
on  September  7,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraphs  3  cb)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  2*2  acres,  each 
being  approximately  165  by  330  feet,  the 
longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions 
specified  in  paragraph  6. 

8.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5  00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Lea.ses  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$100.00  an  acre,  application  for  which 
may  be  filed  at  or  after  the  expiration 
of  one  year  from  date  the  lease  is  issued. 

9.  Tracts  will  be  subject  to  rights-of- 
way  for  road  purposes  and  public  utili- 
ties as  follows: 

33  feet  along  the  east  and  west  sides  of  the 
tract, 

16  ■  2  feet  along  the  east  side  of  the 
E'2W4NWi4SW'4.  EV2NW!4SW',^SWli  and 
N>2SW'4SWUSW'4. 

16' 2  feet  along  the  west  side  of  the 
W'2Ei2NW',4SW'4,  W'2NE'4SWi4SW>4   and 

N'2SE'4SWl4SWl4. 

16 > 2  feet  along  south  side  of  the  N^>« 
6W'4. 

16' a  fact  along  the  north  side  of  the  8WV4 

BW>4. 

Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State, 
county,  or  municipality  In  which  the 
tract  is  situated,  or  by  any  agency  there- 
of. The  rights-of-way  may.  In  the  dis- 
cretion of  the  authorized  oflBcer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  issuance  of  the 
patent.  If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  issued. 
The  right  Is  reserved  to  M.  R,  Mc- 
Cann  to  use  the  well  located  on  approxi- 
mately the  W'2NW»4SW>4SWJ4  Sec.  35, 
T.  21  S..  R.  61  E..  M.  D.  M..  and  to  trans- 
port water  from  said  well  to  adjoining 
lamds  in  the  E'^SE'i  Sec.  34,  T.  21  S..  R. 
61  E.  M.  D.  M. 

10.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office,  Carson  City, 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

|F.    R.    Doc.    49-2902;    Filed.    Apr,    14.    1949; 
8:52  a.  m.J 


Alaska 

notice  for  filing  objections  to  order 
withdrawing  public  lands  for  use  of 
alaska  railroad  for  explosives  stor- 
AGE purposes:  REVOKING  IN  PART  PUBLIC 
LAND  ORDER   NO.   99   OF  MARCH    12,    1943.' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 


'  See  F.  R.  Doc.  49  2891,  Title  43.  Chapter 
I,  Appendix,  supra.  ^ 


FEDERAL  REGISTER 

der.  persons  havlng^  cause  to  object  to 
the  terms  thereof  may  present  their  ob- 
jections to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addre.ssed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In 
duplicate  In  the  Department  of  the  In- 
terior. Washington  25.  D.  C.  In  case 
any  objection  Is  filed  and  the  nature  of 
the  opposition  is  such  as  to  warrant  It, 
a  public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  order 
may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose.  Intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing Is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
should  be  rescinded,  modified  or  let 
stand  will  be  given  to  all  Interested 
parties  of  record  and  the  general  public. 

Mastin  G.  Whiti. 
Acting  Assistant  Secretary 
of  the  Interior. 
April  11.  1949. 

I  p.    R.    Doc.    49  2892;    Filed.    Apr.   14,   1949; 
8  48  a.  m] 

CIVIL  AERONAUTICS  BOARD 

•      (Docket  No.  1102  etal.J 
Braniff   Airways   et   al. 

SOUTHERN  service  TO  THE  WEST  CASE; 
NOTICE    OF   HEARING 

In  the  matter  of  (&)  the  application  of 
Branlfl  Airways,  Inc.,  and  other  appli- 
cants for  certificates  of  public  con- 
venience and  necessity  or  amendments 
thereof  under  section  401  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended,  (b) 
the  proceeding  instituted  by  the  Civil 
Aeronautics  Board  to  determine  whether 
the  public  convenience  and  necessity  re- 
quire the  establi.'^hment  of  through  air 
transportation  service  by  means  of  In- 
terchange arrangements  or  otherwise 
between  certain  carriers,  and  (c)  the 
joint  application  of  Delta  Air  Lines.  Inc.. 
and  American  Airlines,  Inc.,  for  perma- 
nent approval  under  section  412  and.  if 
such  approval  is  necessary,  under  section 
408  of  the  Civil  Aeronautics  Act  of  an 
agreement  relating  to  the  interchange  of 
equipment. 

Notice  Is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  the  above-entitled  pro- 
ceeding Is  assigned  for  hearing  on  May 
2,  1949,  at  10:00  a.  m.  (e.  d.  s.  t.)  in  Con- 
ference Room  "A",  Departmental  Audi- 
torium, Constitution  Avenue  between 
Twelfth  and  Fourteenth  Streets  NW., 
Washington.  D.  C,  before  Examiner  J. 
Earl  Cox. 

Without  limiting  the  scope  of  the 
Issues  presented  by  the  pleadings  in  this 
con.solidated  proceeding,  particular  at- 
tention will  be  directed  to  (a)  whether 
the  public  convenience  and  necessity  re- 
quire in  whole  or  in  part  amendments 
of  present  certificates  or  the  issuance 
of  new  certificates  of  public  convenience 
and  necessity  as  requested  by  (1>  Braniff 
Airways.  Inc.,  In  Docket  No.  1102.  <2) 
Delta  Air  Lines,  Inc..  in  Docket  No.  1716. 
(3)  Continental  Air  Lines,  Inc..  In  Docket 
No.  2086.  (4;  Eastern  Air  Lines,  Inc.,  in 
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Docket  No.  2148,  ^5)  Chicago  and 
Southern  Air  Lines,  Inc.,  In  Docket  No. 
2452,  (6)  National  Airlines,  Inc..  in 
Docket  No.  2758.  (7)  Peninsular  Air 
Transport  In  Docket  No.  2819.  (8>  Ameri- 
can Airlines.  Inc.,iin!(ocket  No.  2923,  (9) 
Pacific  Internatiohal  Airways  In  Docket 
Nos.  3348  and  3349;  (b)  the  investigation 
of  whether  the  public  convfenience  and 
necessity  require  the  establishment  of 
through  air  transportation /service  by 
means  of  interchange  arrangements  or 
otherwise  between  certain  cawiers ;  and. 
If  required,  the  terms  and  (Conditions 
under  which  such  through  service  shall 
be  operated  and  whether  the  Civil  Aero- 
nautics Board  shall  order  or  direct,  pur- 
suant to  section  1002  (I)  of  the  Act  the 
establishment  of  any  such  service  so  re- 
quired, as  more  specifically  set  forth  In 
the  Board's  orders  incorporated  in 
Docket  No.  3505.  and  <c>  whether  the 
agreement  for  interchange  of  equipment 
between  Delta  Air  Lines,  Inc..  and  Ameri- 
can Airlines.  Inc..  approval  of  which  is 
requested  in  Docket  No.  3562.  meets  the 
public  interest  and  other  tests  of  sec- 
tions 408  and  412  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended. 

For  further  details  of  the  services  pro- 
posed, the  route  modifications  requested, 
and  the  interchange  operations  to  be  in- 
vestigated or  proposed  by  the  carriers, 
Interested  parties  are  referred  to  the  pre- 
hearing conference  reports  of  the  exam- 
iners, the  Board's  orders,  the  applica- 
tions and  other  pleadings  which  are  on 
file  with  the  Civil  Aeronautics  Board  and 
to  be  found  In  the  dockets  hereinabove 
li.sted. 

Notice  Is  further  given  that  any  per.son 
other  than  parties  of  record  desiring  to 
be  heard  in  this  proceeding  must  file 
with  the  Civil  Aeronautics  Board  on  or 
before  May  2,  1949  a  statement  setting 
forth  the  Lssues  of  fact  or  law  he  desires 
to  controvert. 

Dated  at  Washington.  D.  C,  April  11. 
1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49-2907;    Filed.    Apr.    14,    1949; 
8:64  R.  m.l 


rtDERAL  COMMUNICATIONS 
COMMISSION 

Bermuda  Telecobtmunications 
Agreement  of  1945 

public  notice   regarding   consideration 
OF  proposals  for  revision 

April  6.  1949. 

The  United  States  has  proposed  to  the 
various  British  Commonwealth  countries 
that  a  conference  be  held  to  revise  the 
Bermuda  Telecommunications  Agree- 
ment '  of  1945.  so  as  to  remove  the  rate 
limitations  contained  therein.  It  is  ex- 
pected that  such  a  conference  will  be 
held  sometime  this  year. 

In  the  Commission's  Report  of  Janu- 
ary 26,  1949.  In  Docket  No.  8230,  involving 


'  Department  of  State  Publication  2648.  for 
sale  by  Superintendent  of-Documents,  U.  S. 
Government  Printing  Office,  Wasblngiton  28, 
D.  C;  price  5  cents. 


1830 

International  telegraph  rates,  the  Com- 
mission stated: 

Because  of  the  demonatrated  revenue  needs 
of  the  carriers,  the  Commission  Is  now  au- 
thorizing rates  In  excess  of  30c  per  full  rat« 
word  and  e'jC  per  ordinary  press  word  to 
certain  places  In  the  world,  excluding,  how- 
ever, points  In  the  British  Commonwealth. 
The  reason  for  |hl3  exception  Is  the  Bermuda 
Telecommunications  Agreement  of  Decem- 
ber 4,  1945,  between  the  United  States  and 
certain  British  Commonwealth  governments. 
The  Commission  is  of  the  opinion  the  inter- 
national telegraph  communications  situa- 
tion has  changed  so  substantially  since  De- 
cember 1945.  that  steps  should  be  taken  aa 
soon  as  possible  to  remove  the  rate  limita- 
tions of  the  Bermuda  Agreement.  Accord- 
ingly, the  Commission  Is  now  Instituting 
procedures  to  that  end. 

Thereafter,  this  Government  made  its 
proposal  to  the  British  Commonwealth 
countries  for  a  conference  to  revise  the 
Bermuda  Agreement. 

In  cooperation  with  the  Department 
of  State,  the  Federal  Communications 
Commission  is  inviting  all  interested 
Government  agencies,  telegraph  users 
and  telegraph  carriers  to  submit.  In  writ- 
ing to  the  Commission,  any  proposals 
they  desire  to  make  for  revision  of  the 
rate  provisions  of  the  Bermuda  Agree- 
ment. Twenty  (20)  copies  of  the  pro- 
posals should  be  submitted  no  later  than 
April  18.  1949. 

A  meeting  of  the  Interested  parties  to 
dl-scuss  the  proposals  and  related  ques- 
tions will  be  held  on  April  25.  1949.  at 
10:00  a.  m.  at  the  oflQces  of  the  Commis- 
sion, in  Washington.  D.  C. 

Any  person,  organization  or  Govern- 
ment agency  Intending  to  participate  In 
the  meeting  should  notify  the  Commis- 
sion, at  the  time  the  written  proposals 
are  filed,  of  the  names  of  the  persons  who 
will  represent  them  at  the  meeting. 


fSEALl 


Federal  Communications 

COMBtlSSlON. 

T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49-2897;    Filed.   Apr.    14.    1949; 
8:51  a.  ml 


Afro    American    Broadcasting    System, 

INC.ETAL. 

SCHEDULE  or  HEARINGS  FOR  MAY,  JUNE^AND 
JULY,  1949 

April  8.  1949. 

The  Commission  released  today  a  hear- 
ing schedule  for  all  standard  and  FM 
broadcast  applications  designated  for 
hearing  subsequent  to  September  1.  1948. 
and  prior  to  March  25. 1949.  The  Sched- 
ule is  composed  of  two  parts.  Part  I  con- 
tains an  alphabetical  list  of  all  the  ap- 
plications scheduled  for  hearing.  In 
Part  I  the  applications  that  are  to  be 
heard  in  the  field  are  marked  with  an 
'•(P)"  after  the  date,  all  others  are  to  be 
heard  in  Washington.  Part  II  is  a 
chronological  list  of  hearings  containing 
first  the  list  of  hearings  to  be  held  in  the 
field  and  second  the  hearings  to  be  held 
in  Washington.  D.  C. 

In  accordance  with  established  prac- 
tice, the  field  hearings  will  be  held  in 
the  cities  where  operation  is  proposed. 
If  a  field  hearing  is  upon  applications  for 


NOTICES 

stations  In  two  or  more  cities,  the  hear- 
ing* will  be  held  in  the  various  cities  In 
the  order  listed  on  the  data  scheduled. 
The  hearings  In  the  District  of  Columbia 
will  be  heard  in  order  of  docket  numbers, 
the  lowest  docket  number  being  heard 
first.  Certain  hearings  which  have  here- 
tofore been  continued  to  dates  In  May, 
June  and  July  have  not  been  Included  in 
this  calendar. 

Federal  Commitnications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

Part  I 


Name 

Dock- 
et No. 

Fre- 
quen- 
cy 

Date 

Afro    .\niorican    Broad- 

eiM 

610 

June  13. 

ca.stinK    System,    Inc.. 
Uo[)tcms  I'ark.  III. 

Helen  Ruth  Allen,  execu- 

0250 

TC    June  22  (F). 

trix  of  estate  (KQIL). 

San   FemanJo.  Calif. 

All  Nations  Broftdcasting 

9077 

1300   June  23. 

Co..  Boston.  Mass. 

L.    Vt.    Anilrews.    Inc., 

8M9 

1580   June  2). 

DaveniH>rt.  Iowa. 

Anftelus        Broa(l«wtin» 

0115 

TOO    May  23. 

Co..  Temple  City,  Calif. 
Anthony   VVnyne   Radio 

0238-30 

AL    May  1«  (F). 

Co.,  Inc.  (W  QL).  Fort 

Wayne.  Ind. 

Associates    Broadcast ing 

0220 

1270 

July   18. 

Corp.,    New    Bedford. 

Mass. 

Bakersfleld  Broadcast  inn 

02S2 

sa)   May  24. 

Co.,  (KAFY),  Bakers- 
fleld. Calif. 

Baraberner  Broadca-sting 

0275 

710 

June  23. 

Servic.   Inc.    (WOK), 
New  York.  N.  Y. 

Baranof  Kiitorprlscs.  Inc.. 

0250 

1400 

June  27  (F). 

Sitka,  Alaska. 

Beschview  Broadcasting 

02OU 

1350 

June  6. 

Corp.,  Norfolk,  Va. 

Bluff  City  Broadcasting 

8S70 

1240 

June  16. 

Co.,    (WDIA),    Mem- 

nhi.s,  Tenti. 
John  A.  Bohn,  Martinet. 

8oei 

1330 

June  30. 

Calif. 

Haygood      8.      Bowden 
(VVACA\       Camden. 

0247-48 

L-AP 

June  13  (F). 

8.  C. 

Bowling     t'trwn      State 

02:* 

730i  May  18. 

I'nivcrslty.      Bowling 

Green.  Ohio. 

Bruce  Johnson  Co..  An- 

eiMi 

1400  June  7(F). 

derson.  S.  C. 

Camden       Broadcasting 

0248 

AP 

June  13  (F). 

Corp.  (WACA),  Cam- 

den, S.  C. 

Cavalier       Broailcasting 

0100 

1350 

June  6. 

Corp.   (WCAV),  Nor- 

folk, Va. 

Central       Bri>ail  casting, 

0272 

1450 

June  27. 

Inc.     (KIND).     Inde- 

' 

I)eiideiKf,  Kans. 

Chanute       Broadcasting 

bOOO 

1460 

Do. 

Co.,  Chanute,  Kans. 

Charles  River  Broailinsl- 

0IH5 

1330 

Do. 

IngCo.  (^VCRB),^Val- 

tham,  Mass. 

Coeton-Tonipklns  Bmad- 

VZM) 

1230 

July  6. 

casting    Co.,    Iroiitun, 

Ohio. 

Cashing    Broadcasting 

01U2 

1600 

June  A. 

Co.,  CiishitiR,  Okla. 

Custer    County    Briia<l- 

0252 

1400 

July  21. 

caiting     Co.,     Broken 

Bow,  Nehr. 

Delta  Broadcasters.  Inc.. 

8r>02 

800 

June  20. 

ThitxHlaux,  l,a. 

Wilhani  -M.  Urace,Ori'er, 

S.  C. 
Kasley    Broadcast    Co., 

0271 

1400 

June  9(F). 

027(1 

1400 

June  8  (F). 

Kasloy.  S.  C. 

The  Kverett    Broadcast- 

83U8 

1380 

June  9. 

ing  Co.,  Inc.  (KRKt)j, 

Kverelt,  Wash. 

Farnswoith  Television  & 

0238-30 

AL 

.May  16(F). 

Radio   Corp.    (WUL), 

Fort  Wayne,  Ind. 

'1  he   Fori    Industry  Co. 

0224 

1240 

July  11. 

(WLOKi.  Lima.  Ohio. 

Glens     F.ills     ruhlicily 

8404 

128C 

Do. 

Corp.  (\V(»LN).  Ulens 

Falls.  N.  v. 

HarlH-nito    Bri>a<1casting 

«m 

85( 

.May  16. 

Co.  (KOBS),  Harling- 

Carl  K.Haymond  (KIT). 

9171 

128( 

:  June  17. 

Yakima.  Wash. 

1 

Pabt  I— Continued 


Name 


Dock- 
et No. 


Fre- 
quen- 
cy 


1340 

1320 

610 


Date 


Radio     Cor|ioration     of 

Ariiona.  Itic  .  Phoenix, 

Aril. 
Radio    Fitchburg.    Inc.. 

Fitch fmrg,  Ma<.s. 
Radio    St.    Clair.    Inc., 

Marine  City,  Mich. 
Railio    .-Jtation     KTB.'^, 

Inc.    (KTBSi,   Shreve- 

ixjft.  l.a. 
Radio    Siiition    KWBW 

(KWBW).HuIohinsoii. 

Kans. 
Mrs.   .lane   Kascoe.  Cor- 
pus Christi.  Tex. 
Ri.lson,    Inc.,    Sujierlor,, 

Wis.  ^ 

Ripley  Broadcasting  Co., 

Ripley,  Term. 
Roanoke   Broadcasting 

Co.,  Roanoke,  Ala. 
Rohstown     BriKidC'.isting 

Co.,  Rohstown.  Tex. 
San      Fern:»nd(»     Valley 

Broadcasting  Co. 

(KOIL)  San  Fernando, 

Calif. 
Silver  City  Cryst.nl  Co. 

(WM.MV),     Menden. 

Conn. 
Fayette   J.   Snialley,   Jr. 

(KOIL)  San  Fernando, 

Calif. 
Patrick  O.  Smith.  Bi.sh- 

op,  C;ilif. 
Southland    Bro^ulcLsting 

Co..  Lung  Beach.  Calif. 

/ 


9145 
9270 


9212 


niehlands    Broadcasting        0O7O 

Co.,  Sehrlng,  Fla. 
JackAOn  Associates,  Inc.,        9184 

Attleboro,  Mavs, 
Kankee    Daily    Journal        9105 

Co.  (WKA.N).  Kanka- 
kee, III. 
Jame-s  L.   Kllliam,   Fort        0177 

Payne,  .Ma. 
Lake  Broadcasting  Co.,        7185 

Inc.,  Oary,  ln<l. 
Lake  County  Brosilcast-        0245 

Ing  Corp  .  Chicago,  III 
Lamar    County    Broad-        0255 

casting  Co..  Paris.  Tex. 
At>e    Lapide-s,     Pontile,         7042 

Mich. 
Lemoyne  College.  Mem-         9196 

phis.  Tenii. 
Dr.    Francisco   A.    Mar-        8138 

quet.  Aquadilla.  P.  R.  | 

Massasolt     Broadcasting        9160 

Corp..  Taunton.  Mass. 
Midwest       Broadcasting   9263-64 

Co.    (WMAW),    Mil- 
waukee, Wis. 
The  Mobile  Press  Regis-        0260 

ter.  Inc.  (W  A BBi,  Mo- 
bile, Ala. 
M orris ville  Broadcasting         92*4 

Co.  (WBID),  Morrls- 

vllto.  Pa. 
Motley  Bros..  Picayune,         0268 

Miss. 
National      Broadcasthig         9261 

Co.    (K0A>,    Denver, 

Colo. 
New  Be<irord  Broadcast-         0221 

ing   Corp..   New   Bed- 
ford. Mass. 
News-Sentinel        Broed-   0238-39 

casting        Co.,        Inc. 

(WGL>.  Fort  Wayne, 

Ind. 
Richard  O'Connor,  Sara-        •I70{      1280 

tof*  Springs,  .v.  Y. 
Overlook  Hills  Develop-        0IS2'      1430 

ment  Co..  Steubeovllle, 

Ohio. 
J.  O.  Paltrldge  (K0IL1,         0251 

San  Fernando.  Calif. 
Pasadena      Presbyterian         013' 

Church  (KPPC), Pasa- 
dena, Calif. 
S.  H.  Patterson  (KJAY),         888fi, 

To()eka.  Kaiu. 
Payne     County     Broad-         0103 

casters,  Cushing.  Okla. 
Peninsula    Broadcasting         9005, 

Corp.,   Pontiac,   Mich. 
Piedmont     Broadcastmg         7024 

Co.,  (Ireenville,  S.  C. 
Pontiac     Broadcasting        0060 

Corn.,  Pontiac,  III. 
Port  Frere  Broadcasting        9236 

Co.,     Inc.     (WTIX), 

Wilmington,  Del. 
Portsmouth  Radio  Corp.         0301 

(WSAP),  Portsmouth, 

01641 


June  2. 
June  27. 
June  13. 


1290 

June  27. 

1-270 

June  2. 

FM 

June  13  (F) 

1250 

June  20. 

730 

May  IS. 

1400 

•June  29(F). 

550 

June  10. 

1330 

June  27. 

L-TC 

.May  19  (F). 

1330 

July  18. 

12tJ0 

July  11. 

133U 

July  18. 

85* 

June  0. 

1270 


AL 


TC 


July  18. 


May  16  (F). 


July  11. 
July  6. 


June  22  (F). 


I24«)  June  6. 

MP  May  23. 

IfiOO  June  6. 

I 

l.-^Hii  May  25. 

1400  June  6(F). 

1430  June  29. 

R  May  23  (F). 

1350  JuneA, 

1450  June  13. 


0108        1280 


Do. 


1500  JuneL 
MP   July2L 


1450 


I>0. 


0186 

15X1) 

July  14. 

8301 

710 

June  23. 

9197 

1400 
930 

June  31  (F). 
June  30. 

9266 

I4H0 

Da 

H24'.t 

K 

June  22   (F) 

8832 

1470 

.May  18. 

92.VI 

TC 

June  22  (F). 

8702 

.S50 

May  :4. 

<Jli: 

7111 

May  23. 

Friday,  April  IS,  1949 
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out  of  a  contract  of  February  18,  1949 
pursuant  to  which  the  sellers  agree  to 
convey  all  the  assets  of  said  station 
KDLK  for  $32,000.  Further  Informa- 
tion as  to  the  arrangements  may  be 
found  with  the  application  and  asso- 
ciated papers  which  are  on  file  at  the 
offices  of  the  Commission  in  Washington, 
D.  C. 

Pursuant  to  S  1321  which  sets  out 
the  prooldure  to  be  followed  in  such 
cases  including  the  requirement  for 
public  notice  concerning  the  filing  of  the 
application,  the  Commission  was  ad- 
vised by  applicant  on  March  17,  1949 
that  starting  on  February  27.  1949  notice 
of  the  filing  of  the  application  would  be 
inserted  in  the  Del  Rio  News-Herald,  a 
newspaper  of  general  circulation  at  Del 
Rio.  Texas  in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  February  27.  1949  within 
which  time  other  persons  desiring  to 
apply  for  the  facilities  involved  may  do 
so  upon  the  same  terms  and  conditions 
as  set  forth  In  the  above  described 
contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
810  (b)) 


[seal! 


Federal  CoMiffUNiCATiONt 

Commission. 
T.  J.  Slowie. 

Secretary. 


IF.   R.    Doc.   40-2900:    Filed.    Apr.    14.    1949; 
8:61  a.  m.) 


FEDERAL  POWER  COMMISSION 

(Docket  No.  E-62001 

Mountain  States  Power  Co. 
WOTICE  or  supplemental  order  authoriz- 

INC  ISSUANCE  or  SECURITIES 

April  11.  1949. 

Notice  is  hereby  given  that,  on  April 
6.  1949.  the  Federal  Power  Commission 
Issued  its  order  entered  April  6.  1949. 
supplementing  order  dated  March  30. 
1949  (published  In  the  Federal  Register 
on  April  8.  1949.  Vol.  14.  No.  67.  P.  1694) 
authorizing  and  approving  issuance  of 
•ecurities  in  the  above  designated  matter. 


[sealI 


Leon  M.  Fuquay. 
Secretary. 


IF.    R.    Doc.    49-2882;    Filed.    Apr.    14.    1949; 
8:45  a.  m.j 


[Docket    No.    G-1169I 
Potomac  G.\s  Co. 

ORDER  FIXING  DATE  OF  HEARING 

On  February  11,  1949.  Potomac  Gas 
Company  (Applicant'  filed  an  applica- 
tion for  a  certificate  of  public  convenience 
and  necessity,  pursuant  to  section  7  of 
the  Natural  Gas  Act.  as  amended,  au- 
thorizing the  acquisition  and  operation 
of  certain  natural-gas  transmission 
facilities,  subject  to  the  Jurisdiction  of 
the  Commission. 

The  facilities  are  more  particularly 
described  In  the  application  on  file  with 


NOTICES 

the    Commission    and    open    to    public 
Inspection. 

Applicant  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  §§132  (a>  and 
1.32  (b)  of  the  Commission's  rules  of 
practice  and  procedure;  and  no  request 
to  be  heard  or  protest  has  been  filed  sub- 
sequent to  the  giving  of  due  notice  of 
the  filing  of  the  application,  including 
publication  in  the  Federal  Register  on 
March  18,  1949  (14  F.  R.  1232 ». 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provLsions  of  5§  1.32  (a)  and  1.32  (b) 
of  the  Commission's  rules  of  practice  and 
procedure. 

The  Commission  orders: 

<Ai  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  _7  and  15  of  the 
Natural  Gas  Act,  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  April  22, 
1949.  at  9:45  a.  m.,  (e.  s.  t.).  in  the  Hear- 
ing Room  of  the  Federal  Power  Commis- 
sion. 1800  Pennsylvania  Avenue  NW.. 
Washington,  D.  C,  concerning  the  mat- 
ters involved  and  the  Issues  presented 
by  such  application;  Provided,  however. 
That  the  Commission  may,  after  a  non- 
contested  hearing,  forthwith  dispose  of 
the  proceeding  pursuant  to  the  provisions 
of  §  1.32  of  the  Commission's  rules  of 
practice  and  procedure. 

(B>  Interested  State  commissions  may 
participate  as  provided  by  SS  18  and  1.37 
(f)  of  the  said  rules  of  practice  and 
procedure. 

Date  of  issuance:  April  8,  1949. 

By  the  Commission. 

[seal]  Leon  M.  Fuquay. 

Secretary. 

|F.    R.    Doc.    49-2883;    Piled.    Apr.    14,    1949; 
8:45  a.  m.l 


[Docket  No.  0-1186[ 
West  Texas  Gas  Co. 

NOTICE  or  APPLICATION 

April  11.  1949. 

Notice  is  hereby  given  that  on  March 
30.  1949.  West  Texas  Gas  Company  (Ap- 
plicant ) .  a  Delaware  corporation  having 
Its  principal  place  of  business  at  Lub- 
bock, Texas,  filed  an  application  for  a 
certificate  of  public  convenience  and  ne- 
cessity, pursuant  to  section  7  (c>  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing the  installation  of  two  additional  400 
horsepower  compressor  units  at  Appli- 
cant's Turkey  Creek  Compressor  Station 
In  Potter  County.  Texas,  and  the  replace- 
ment of  approximately  10.75  miles  of 
6^8  Inch  CD  tran.smission  pipe  line  with 
10^4  inch  OD  pipe  between  Llttlefield. 
Lamb  County.  Texas,  and  Anton,  Shock- 
ley  County,  Texas. 

Applicant  states  that  In  order  to  re- 
ceive peak-day  deliveries  of  55^300  Mcf 
of  natural  gas  at  a  pressure  base  of  16.4 
poimds  from  the  Red  River  Gas  Com- 
pany, two  additional  400  horsepower 
compressor  units  are  required  at  its  Tur- 
key Creek  Compressor  gtation.    It  is  in- 


tended to  operate  this  station  with  a 
suction  pressure  not  in  excess  of  215 
pounds  per  square  inch  gauge.  Applicant 
states  that  this  method  of  operation  will 
be  necessary  to  allow  Red  River  Gas 
Company's  weak  or  low  pressure  wells 
to  participate  on  peak  days.  With  the 
Installation  of  the  additional  800  horse- 
power the  capacity  of  the  Turkey  Creek 
Station  will  aggregate  3.150  horsepower. 

Applicant  further  states  that  with  the 
replacement  of  10.76  miles  of|B*i  Inch 
OD  pipe  by  a  10^4  inch  OD  line  l)€tween 
Littlefleld  and  Anton.  Texas,  a  total  of 
18,000  Mcf  of  natural  gas  at  a  16.4  pound 
pressure  base  can  be  taken  from  El  Pa.«o 
Natiual  Gas  Company's  pipe"  line  into 
Its  system  near  Amherst.  Lamb  County. 
Texas. 

The  total  overall  cost  of  the  facilities 
proposed  is  estimated  in  the  application 
to  approximate  the  sum  of  $291,480.00 
which  will  be  financed  from  the  sale  of 
stock  or  notes  resulting  from  negotia- 
tions presently  being  carried  on  between 
Applicant  and  Southwestern  Develop- 
ment Company,  its  parent  organization. 

Any  Interested  State  Commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1  37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  West  Texas  Gas 
Company  is  on  file  with  the  Commission, 
and  is  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  ap- 
plication shall  file  with  the  Federal 
Power  Commission.  Wai«hlngton  25, 
D.  C,  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  5§  1.8  or 
1  10.  whichever  is  applicable,  of  the  rules 
of  practice  and  procedure  <as  amended 
on  June  16.  1947). 


[SEALl 


Leon  M.  Fuquay. 

Secretary. 


[F.    R.    Doc.    49-2895;    Filed.    Apr.    14.    1949; 
8:49  a.  m.| 


[Project   No    346) 

Minnesota  Power  L  Light  Co. 

order  further  postponing  date  of 
rehearing 

April  11,  1949. 
By  its  opinion  and  order  dated  Sep- 
tember 2.  1948.  the  Commission  deter- 
mined the  actual  legitimate  original  cost 
of  Project  No.  346.  Minnesota  Power  & 
Light  Company.  Licensee,  to  be  $2,664- 
674.68  as  of  May  31,  1927.  and  disallowed 
claimed  amounts  aggregating  $786,500  57. 
Pursuant  to  application  for  rehearing 
seasonably  filed,  rehearing  was  granted 
by  order  dated  October  28.  1948.  as  to  two 
of  the  disallowed  Items,  i.  e..  $201,883  €4. 
claimed   as   land   cost,   and   $41,539.69. 


Friday,  April  15,  1949 

claimed  as  cost  of  reinforcing  bridge 
piers,  said  rehearing  being  originally  set 
for  January  17.  1949.  but  postponed  by 
order  of  December  1.  1948,  to  April  18, 
1949. 

Representatives  of  Minnesota  Power 
k  Light  Company  and  the  staff  have  de- 
termined, as  a  result  of  a  prehearing 
conference  held  on  April  8,  1949.  that  a 
further  field  investigation  by  the  staff 
will  be  required  before  disposition  can 
be  made  of  the  two  claimed  cost  items 
on  which  rehearing  has  been  granted. 
Such  investigation,  which  is  about  to  be 
undertaken,  will  require  a  further  post- 
ponement of  the  rehearing  now  set  for 
April  18.  1949. 

The  Commission  orders:  The  rehear- 
ing on  the  items  of  $201,883,64  and  $41.- 
539.69  now  set  for  April  18.  1949,  be  and 
the  same  is  hereby  postponed  subject 
to  further  order  of  the  Commission. 

Date  of  Issuance:  April  12.  1949. 

By  the  Commission. 

I  seal  I  Leon  M.  Fuquay, 

Secretary. 

\V.    R.    Doc.    49-2894;    Filed.    Apr.    14.    1949; 
8:49  a.  m.l 


OFFICE  OF  DEFENSE    - 
TRANSPORTATION 

[Supplementary  Order  ODT  1-2.  Revocation] 
Wabash  Railroad  Co.  et  al. 

MfRCHANDISE  TRAFFIC 

Upon  further  consideration  of  the  ap- 
plication for  authority  to  pool  merchan- 
dise traffic,  filed  with  this  Office  by  Wa- 
ba.sh  Railroad  Company.  The  Atchison, 
Topeka  and  Santa  Fe  Railway  Company. 
Union  Pacific  Railroad  Company,  and 
Southern  Pacific  Company,  as  contem- 
plated by  General  Order  ODT  1.  as 
amended  (7  P.  R.  3046.  3213.  3753.  9744". 
and  good  cause  appearing  therefor.  It 
is  hereby  ordered.  That  Supplementary 
Order  ODT  1-2  (9  F.  R.  952)  be.  and 
it  is  hereby,  revoked  effective  at  11:59 
o'clock  p.  m.  April  16.  1949. 

Lssued  at  Washington.  D.  C.  this  12th 
day  of  April  1949. 

J.  M.  Johnson. 
Director,  Office  of  Defense 
Transportation. 

(F.    R.    Doc.    49-2904;    Piled,    Apr.    14,    1949; 
8  52  a.  ml 


(Supplementary  Order  ODT  1-1,  Revocation] 
St.  Louis-San  Francisco  Railway  Co. 

ET  AL. 
merchandise  TRAFFIC 

Upon  further  consideration  of  the  ap- 
plication for  authority  to  pool  merchan- 
dise traffic,  filed  with  this  Office  by  St. 
Louis-San  Francisco  Railway  Company 
<  J.  M.  Kurn  and  John  G.  Lonsdale.  Trus- 
tees).  Atlantic  Coast  Line  Railroad  Com- 
,  pany.  Seaboard  Air  Line  Railway  Com- 
pany (L.  R.  Powell.  Jr..  and  Henry  W. 
Anderson.  Receivers),  and  Central  of 
Georgia  Railway  Compaiyt  (M.  P.  Calla- 
way, Trustee),  as  contemplated  by  Gen- 
eral Order  ODT  1,  as  amended  (7  F.  R. 
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3046,  3213.  3753,  9744).  and  good  cause 
appearing  therefor.  It  is  hereby  ordered, 
That  Supplementary  Order  ODT  1-1  (7  F. 
R.  9441)  be,  and  it  is  hereby,  revoked 
effective  at  11:59  o'clock  p.  m.  April  16, 
1949. 

Issued  at  Washington.  D.  C,  this  12th 
day  of  April  1949. 

J.  M.  Johnson, 
Director,  Office  of  Defense 

Transportation. 

(F.    R.    Doc.    49-2903;    Filed.    Apr.    14.    1949; 
8:52  a.  m.j 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File   No.   7-10921 

Gulf  Oil  Corp. 

notice  of  application  for  unlisted  trad- 
ING privileges,  AND  OF  OPPORTUNITY  FOR 
HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  nth  day  of  April  A.  D  1949. 

The  Boston  Stock  Exchange,  pursuant 
to  section  12  (f)  (2)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12F-1 
thereunder,  has  made  application  for  un- 
listed trading  privileges  in  the  Capital 
Stock,  $25  Par  Value,  of  Gulf  Oil  Cor- 
poration, a  security  listed  and  registered 
on  the  New  York  Stock  Exchange. 

Rule  X-12F-1  provi/es  that  the  appli- 
cant shall  furnish  a  copy  of  the  applica- 
tion to  the  issuer  and  to  every  exchange 
on  which  the  security  is  listed  or  already 
admitted  to  unlisted  trading  privileges. 
The  application  is  available  for  public 
inspection  at  the  Commission's  principal 
office  in  Washington.  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  interested  person  received 
prior  to  May  11.  1949.  the  Commission 
will  set  this  matter  down  for  hearing. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of 
the  Securities  and  Exchange  Commission, 
Washington,  D.  C.  If  no  one  requests 
a  hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mission on  the  basis  of  the  facts  stated 
in  the  application,  and  other  information 
contained  in  the  official  file  of  the  Com- 
mi.ssion  pertaining  to  this  matter. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.    R.    Doc.    49-2888;    Filed.    Apr.    14,    1949; 
8:47  a.  m.) 


[File  No.  70-1529] 
Rochester  Gas  and  Electric  Corp. 

ORDER   granting  APPLICATION  AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  11th  day  of  April  1949. 
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Rochester  Gas  and  Electric  Corpora- 
tion ("Rochester"),  a  subsidiary  of 
General  Public  Utilities  Corporation 
("GPU"),  a  registered  holding  company, 
having  filed  an  application-declaration, 
and  amendments  thereto,  pursuant  to 
the  provisions  of  sections  6  (a)  (2),  6 
(b),  and  7  of  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  and  Rule 
U-50  promulgated  thereunder  regarding 
the  following  proposed  transactions: 

1.  Rochester  will  transfer  $1,100,000 
(being  a  sum  received  from  its  parent. 
GPU»  from  a  deferred  credit  account  to 
the  stated  value  of  its  common  stock 
and  $3,346,792  (being  the  sum  of  cash 
capital  contributions  received  from  its 
parent,  GPU<  from  capital  surplus  to 
the  stated  value  of  its  common  stock. 

2.  Rochester  will  issue  and  sell,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  $16,677,000  principal 
amount  of  --%,  Series  L  first  mortgage 
bonds  due  1979,  and  50,000  shares  of  its 
$100  par  value  ._%.  Series  G,  cumula- 
tive preferred  stock. 

3.  The  proceeds  from  the  sale  of  the 
bonds  and  the  preferred  stock  will  be 
employed  (a)  to  repay  $19,350,000  of  out- 
standing short-term  notes  (as  of  April 
4,  1949)  issued  to  banks  for  construction 
purposes,  and  (b)  to  repay  such  addi- 
tional outstanding  short-term  notes 
Issued  to  banks  as  may  be  issued  for 
construction  purpo.ses  between  April  4. 
1949  and  the  i.ssue  and  sale  of  the  bonds 
and  preferred  stock.  The  balance.  If 
any.  of  the  proceeds  will  be  deposited  In 
a  special  account  to  be  applied  to  the 
payment  of  new  construction. 

Rochester  having  been  authorized  by 
the  Public  Service  Commission  of  the 
State  of  New  York  to  invite  proposals  for 
the  purchase  of  the  first  mortgage  bonds 
and.  subsequent  thereto,  to  Invite  pro- 
posals for  the  purchase  of  the  preferred 
stock;  and 

Applicant-declarant  having  requested 
that  the  ten  day  period  for  inviting  bids 
on  the  new  bonds,  as  provided  by  Rule 
U-50.  be  shortened  so  as  to  permit  the 
opening  of  bids  on  April  19.  1949;  and 

Such  application-declaration,  as 
amended,  having  been  duly  filed,  and  no- 
tice of  said  filing  having  been  duly  given 
in  the  form  and  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  said 
act.  and  the  Commission  not  having  re- 
ceived a  request  for  hearing  with  respect 
to  said  application-declaration,  as 
amended,  within  the  period  specified  in 
said  notice,  or  otherwi.se,  and  not  having 
ordered  a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  it 
appropriate  in  the  public  interest  and 
in  the  interest  of  investors  and  con- 
sumers that  said  application-declaration, 
as  amended,  be  granted  and  permitted 
to  become  effective  forthwith  subject  to 
certain  conditions,  and  deeming  it  ap- 
propriate to  grant  the  request  of  appli- 
cant-declarant to  shorten  the  period  for 
inviting  bids  on  the  new  bonds  .so  as  to 
permit  the  opening  of  bids  on  April  19, 
1949: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act,  that  the  application-declaration,  as 
amended,  be  granted  and  permitted  to 
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become  effective  forthwith,  subject  to  the 
following  conditions: 

1.  The  terms  and  conditions  prescribed 
by  Rule  U-24  of  the  general  rules  and 
regulations  under  the  act. 

2.  The  proposed  'ssue  and  sale  of  the 
first  mortgage  bondk  and  preferred  stock 
shall  not  be  consummated  until  the  re- 
sults of  the  competitive  bidding  pursu- 
ant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered 
by  this  Commission  in  the  light  of  the 
record  so  completed,  which  order  may 
contain  further  terms  and  conditions  as 
may  then  be  deemed  appropriate,  juris- 
diction being  reserved  for  this  purpose. 

3.  That  so  long  as  any  shares  of  the 
..T  Preferred  Stock.  Series  G  'the  series 
permitted  to  be  issued  pursuant  to  this 
order)  are  outstanding.  Rochester  Gas 
and  Electric  Corporation  .«;hall  not,  with- 
out the  con.sent  (given  in  writing  or  by 
vote  at  a  meeting  called  for  that  pur- 
pose) of  the  holders  of  two-thirds  of 
the  total  number  of  shares  of  the  -.% 
Preferred  Stock,  Series  G  <the  series 
permitted  to  be  l.ssued  pursuant  to  this 
order  >.  then  outstanding,  issue,  sell,  or 
otherwise  dispose  of  any  shares  of  the 
Preferred  Stock,  in  addition  to  the  120,- 
000  shares  of  Preferred  Stock  now  out- 

*  standing  and  the  50,000  shares  of  Pre- 
ferred Stock  permitted  to  be  issued  pur- 
suant to  this  order,  or  of  any  other  class 
of  stock  ranking  prior  to.  or  on  a  parity 
with,  the  series  of  Preferred  Stock  per- 
mitted to  be  Issued  pursuant  to  this 
order,  as  to  dividends  or"  distributions, 
unle.ss  the  Common  Stock  Equity  of  the 
Company  shall  be  not  less  than  the  ag- 
gregate amount  payable  on  the  involun- 
tary dissolution,  liquidation  or  winding 
up  of  the  Company,  in  respect  of  all 
shares  of  the  Preferred  Stock  and  all 
shares  of  stock.  If  any,  ranking  prior 
thereto,  or  on  a  parity  therewith,  as  to 
dividends  or  distributions,  which  will  be 
outstanding  after  the  issue  of  the  shares 
proposed  to  be  Issued;  provided  that  if, 
tor  the  purposes  of  meeting  the  re- 
quirements of  this  condition,  it  becomes 
necessary  to  take  into  consideration  any 
surplus  of  the  Company,  the  Company 
shall  not  thereafter  pmy  any  dividends  on 
shares  of  the  Common  Stock  which 
would  result  in  reducing  the  Company's 
Common  Stock  Equity  to  an  amount  less 
than  the  aggregate  amount  payable,  on 
Involuntary  di.ssolution,  liquidation  or 
winding  up  of  the  Company,  on  all 
shares  of  the  Preferred  Stock  and  of  any 
stock  ranking  prior  to.  or  on  a  parity 
with,  the  Preferred  Stock,  as  to  dividends 
or  other  distributions,  at  the  time  out- 
standing. The  term  "Common  Stock 
Equity"  shall  mean  the  sum,  as  shown  by 
the  books  of  the  Company,  of  the  par  or 
stated  value  of  the  issued  and  outstand- 
ing shares  of  Common  Stoclv  and  the 
surplus  (including  capital  or  paid-in  sur- 
plus of  any  kind  however  designated) 
and  premimum  on  Common  Stock  of  the 
Company. 

4.  That  so  long  as  any  shares  of  the 
__'T  Preferred  Stock,  Series  G  "the  series 
permitted  to  be  issued  pursuant  to  this 
order),  are  outstanding: 

•  A)  If  and  so  long  as  the  Common 
Stock  Equity,  as  hereinafter  defined,  at 
the  end  of  the  calendar  month  imme- 
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diately  preceding  the  date  on  which  a 
dividend  on  Common  Stock  Is  proposed 
to  be  declared  Is.  or  as  a  result  of  such 
dividend  would  become,  less  than  twenty 
per  centum  (20%)  of  Total  Capitaliza- 
tion, as  hereinafter  defined,  the  Com- 
pany shall  not  declare  dividends  on  the 
Common  Stock  in  an  amount  which,  to- 
gether with  all  other  dividends  on  Com- 
mon Stock  declared  within  the  year  end- 
ing with  (and  including)  the  date  of 
such  dividend  declaration,  exceeds  fifty 
per  centum  (50%)  of  the  Net  Income  of 
the  Company  Available  for  Dividends 
on  the  Common  Stock,  as  hereinafter 
defined,  for  the  twelve  full  calendar 
months  immediately  preceding  the 
month  in  which  such  dividend  is  de- 
clared; and 

(B)  If  and  so  long  as  the  Common 
Stock  Equity  at  the  end  of  the  calendar 
month  immediately  preceding  the  date 
on  which  a  dividend  on  Common  Stock 
is  proposed  to  be  declared  is.  or  as  a  re- 
sult of  such  dividend  would  become,  less 
than  twenty-five  per  centum  (25%  )  but 
not  less  thaa  twenty  per  centum  (20%  > 
of  Total  Capitalization,  the  Company 
shall  not  declare  dividends  on  the  Com- 
mon Stock  in  an  amount  which,  together 
with  all  other  dividends  on  Common 
Stock  declared  within  the  year  ending 
with  (and  including)  the  date  of  such 
dividend  declaration,  exceeds  seventy- 
five  per  centum  (75%)  of  Net  Income  of 
the  Company  Available  for  Dividends  on 
the  Common  Stock  for  the  twelve  full 
calendar  months  immediately  preceding 
the  month  In  whWh  such  dividend  is  de- 
clared; and 

(C>  At  any  time  when  the  Common 
Stock  Equity  at  the  end  of  the  calendar 
month  immediately  preceding  the  date 
on  which  a  dividend  on  Common  Stock 
is  declared  is  twenty-five  per  centum 
(25''f )  or  more  of  Total  Capitalization, 
the  Company  shall  not  declare  dividends 
on  the  Common  Stock  in  an  amount 
which  would  reduce  the  Common  Stock 
Equity  below  25%  of  Total  Capitaliza- 
tion unless  the  dividends  so  declared 
shall  meet  the  requirements  set  forth  in 
paragraphs  (A)  and  (B)  above,  which- 
ever may  be  applicable. 

For  the  purpose  of  this  condition: 

(a>  The  words  "dividend"  and  "divi- 
dends" when  used  with  reference  to  the 
Common  Stock  shall  include  dividends 
or  other  dl.stributions  on  or  the  purchase 
or  other  acquisition  for  value  of  shares 
of  Common  Stock,  but  shall  not  include 
any  portion  of  dividends  payable  in 
shares  of  the  Common  Stock; 

(b>  The  term  "Common  Stock  Equity" 
shall  mean  the  sum,  as  shown  by  the 
books  of  the  Company,  of  the  par  or 
stated  value  of  the  issued  and  outstand- 
ing shares  of  common  stock  and  the  sur- 
plus (including  capital  or  paid-in  sur- 
plus and  surplus  of  any  kind  however 
designated)  and  premium  on  Common 
Stock  of  the  Company; 

(c)  The  term  "Total  Capitalization" 
shall  mean  the  aggregate  of  the  par  value 
or  stated  value  of  the  Issued  and  out- 
standing shares  of  stock  of  all  classes  of 
the  company  and  the  surplus  (including 
capital  or  paid-in  surplus  and  surplus  of 
any  kind  however  designated)  and  pre- 
mium on  capital  stock  of  the  Company  as 
shown  by  the  books  of  the  Company, 


plus  the  principal  amount  of  all  out- 
standing debt  maturing  more  than 
twelve  months  from  the  date  of  the 
determination  of  Total  Capitalization; 

(d»  The  term  "Net  Income  of  the 
Company  Available  for  Dividends  on  the 
Common  Stock"  shall  mean  for  any 
twelve-month  period  an  amount  equal  to 
the  sum  of  the  operating  revenues  and 
income  from  investments  and  other  mis- 
cellaneous income  for  such  period,  less 
all  deductions  (Including  accruals)  for 
operating  expenses  for  such  period,  in- 
cluding maintenance  and  provision  for 
re.serves  for  retirements,  renewals,  re- 
placements, and  for  any  depreciation 
(which,  with  reference  to  any  period  of 
time,  shall  mean  an  amount  equal  to  the 
provisions  for  depreciation  as  recorded 
on  the  books  of  the  Company,  but  not 
less  than  an  amount  equal  to  two  and 
one-quarter  per  centum  (2 '4%  )  of  de- 
preciable utility  property  as  shown  by 
the  books  of  the  Company  at  the  begin- 
ning of  such  period),  income  and  excess 
profits  and  other  taxes,  interest  charges, 
other  amortization  charges  and  other 
income  deductions,  all  as  shall  be  deter- 
mined in  accordance  with  sound  ac- 
.  counting  practice,  and  less  also  current 
and  accrued  dividends  on  all  outstand- 
ing shares  of  stock  of  the  Company  rank- 
ing prior  to  the  Common  Stock  as  to  divi- 
dends or  a.<;sets; 

(e)  If.  at  the  time  when  any  calcula- 
tion of  Common  Stock  Equity,  Total  Cap- 
italization or  Net  Income  of  the  Company 
Available  for  Dividends  on  the  Common 
Stock  is  required  to  be  made,  the  Com- 
pany shall  have  one  or  more  subsidiaries 
whose  accounts  may.  in  accordance  with 
sound  accounting  practice,  properly  be 
consolidated  with  the  accounts  of  the 
Company,  such  calculation  shall,  in  ac- 
cordance with  sound  accounting  practice, 
be  made  for  the  Company  with  .such 
sub.sidiaries  on  a  consolidated  basis. 

It  is  further  ordered.  That  the  ten-day 
period  for  inviting  bids  on  the  new  bonds 
as  provided  by  Rule  U-50,  be,  and  the 
same  hereby  Is,  shortened  so  as  to  permit 
the  opening  of  bids  on  the  new  bonds  on 
April  19.  1949. 

It  is  further  ordered.  Tliat  jurisdiction 
be,  and  hereby  is,  reserved  over  the  pay- 
ment of  the  fees  and  expenses  of  all 
counsel. 

By  the  Commission. 


I  SEAL  I 


Orval  L.  EfeBois. 

Secretary. 


\F.    R.    Doc.    49-2885:    Piled,    Apr.    14,    1949; 
8:46  a.  m.| 


I  Pile  No.  70^2029] 
New  York  Sta^IJ  Electric  and  Gas  Corp. 

ET  AL. 

SUPPLEMENTAL  ORDE1  GRANTING  AND  PEP- 
MITTING  AMENDMENT  TO  BECOME  EFFEC- 
TIVE AND  EXCEPTING  SALE  OF  STOCK  FROM 
COMPETITIVE  BIDDING  REQUIREMENTS 

At  a  regular  session  of  the  Securitie.*? 
and  Exchange  Commission,  held  at  Us 
office  in  the  city  of  Washington.  D.  C,  on 
the  11th  day  of  April  1949. 

In  the  matter  of  New  York  State  EUec- 
tric  ii  Gas  Corporation,  Associated  Elec- 


Friday,  April  15,  1949 

trie  Company.  General  Public  Utilities 
Corporation;  File  No.  70-2029. 

General  Public  Utilities  Corporation 
("GPU"».  a  registered  holding  company, 
having  filed  a  post-effective  amendment 
to  its  application-dQclaration,  pursuant 
to  section  12  (d>  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act") 
and  Rules  U-44  and  U-50  promulgated 
thereunder,  with  respect  to  the  follow- 
ing transaction: 

Pursuant  to  an  order  of  this  Commis- 
sion entered  March  11.  1949,  transferable 
warrants  evidencing  rights  to  subscribe 
to  an  aggregate  of  787,644  shares  of  the 
common  stock  of  New  York  State  Electric 
&  Gas  Corporation  ("New  York  State") 
were  issued  to  GPU's  stockholders,  giving 
them  until  3:00  p.  m.  on  April  11,  1949. 
to  exercise  their  rights  at  a  price  of  $41 
per  .share.  The  sale  was  not  underwrit- 
ten but  GPU  entered  into  an  agreement 
with  a  dealer-manager  group  which 
agreed  to  use  its  best  efforts  to  form  and 
manage  a  group  of  securities  dealers  to 
enable  GPU  to  dispo.se  of  the  shares  of 
New  York  State  common  stock  covered 
by  the  warrants.  GPU  agreed  to  pay 
each  participating  dealer  a  fee  of  $1.25 
per  share  for  each  .share  .^Id  through 
such  participating  dealer  and  to  pay  the 
dealer-manager  group  a  fee  of  12 '2  cents 
for  each  share  sold.  Some  of  the  rights 
were  not  exercised  so  that  GPU  now  holds 
shares  of  the  common  stock  of  New  York 
State  (which  shares  are  hereafter  re- 
ferred to  as  "balance  shares").  GPU 
proposes  to  sell  the  balance  shares  during 
the  period  commencing  3:00  p.  m.  on 
April  11,  1949,  and  terminating  at  the 
clo.se  of  business  on  April  20, 1949,  by  em- 
ploying the  same  machinery,  and  upon 
the  same  terms,  as  it  employed  to  dispose 
of  the  shares  of  common  stock  of  New 
York  State  covered  by  the  rights,  and  re- 
quests an  exception  from  the  provisions 
of  Rule  U-50.  if  it  be  applicable,  for  the 
purpose  of  effecting  the  contemplated 
transaction.  Prom  time  to  time  GPU 
will  advise  the  dealer-manager  group  as 
to  the  number  of  balance  shares  which  It 
wishes  to  sell  to  participating  dealers. 
The  price  at  which  such  balance  shares 
will  be  sold  by  GPU  to  participating  deal- 
ers will  be  the  price  applicable  to  such 
sales  as  determined  and  announced  by 
GPU  on  the  date  of  such  sale,  but  will  not 
be  in  exce.ss  of  the  closing  a.^^ked  price  of 
such  shares  on  the  preceding  busine.ss  day 
plus  30c  per  share  and  will  not  be  less 
than  the  higher  of  the  closing  bid  price 
for  such  shares  on  such  preceding  busi- 
ness day  or  the  subscription  price  of  $41 
per  share;  and 

GPU  having  requested  that  the  Com- 
mission find  that  the  carrying  out  of  the 
proposed  sale  of  the  balance  shares  of 
the  common  stock  of  New  York  State  is 
necessary  and  appropriate  to  effectuate 
the  provisions  of  section  11  (b*  of  the 
act  and  that  the  order  of  the  Commis- 
sion entered  herein  contain  appropriate 
recitals  conforming  to  sections  371-373. 
inclusive,  and  1808  (f)  of  the  Internal 
Revenue  Code,  as  amended;  and 

Such  post-effective  amendment  to  the 
application  -  declaration  having  been 
filed,  and  notice  of  said  filing  having 
been  duly  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Cominis- 
No.  72 3 
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slon  not  having  received  a  request  for 
hearing  with  respect  to  said  post-effec- 
tive amendment  within  the  period  speci- 
fied In  said  notice,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  are  satisfied,  and  deeming  it 
appropriate  in  the  public  interest  and 
in  the  interest  of  investors  and  consum- 
ers that  said  p>ost-effective  amendment 
be  granted  and  permitted  to  become  ef- 
fective forthwith,  and  that  the  requests 
of  GPU  be  granted  that  (a)  the  sale  of 
the  balance  shares  be  excepted  from  the 
competitive  bidding  requirements  of 
Rule  U-50,  and  (b)  the  order  contain 
appropriate  recitals  conforming  to  the 
requirements  of  the  Internal  Revenue 
Code,  as  amended: 

It  is  hereby  ordered.  Pursuant  to  the 
applicable  provisions  of  the  act  and  the 
rules  and  regulations  promulgated  there- 
under, that  the  po.st-effective  amend- 
ment be,  and  the  same  hereby  is,  granted 
and  permitted  to  become  effective  forth- 
with, subject  to  the  conditions  pre.scribed 
in  Rule  U-24. 

It  is  further  ordered.  That  the  .sale  of 
the  balance  shares  of  the  common  stock 
of  New  York  State  Is  excepted  from  the 
competitive  bidding  requirements  of 
Rule  U-50. 

It  is  further  ordered  and  recited,  That 
the  transfer,  sale  and  delivery  by  GPU. 
during  the  period  beginning  at  3 :00  p.  tn. 
on  April  11.  1949  and  expiring  at  the 
close  of  business  on  April  20.  1949.  to  any 
person  (including  the  dealer-managers 
and  the  participating  dealers  under  the 
terms  of  the  Agreement  with  dealer- 
managers,  dated  March  10,  1949,  and  the 
F>articipating  dealers'  Agreement,  dated 
March  11,  1949.  as  supplemented  by  the 
Supplemental  Agreement  with  dealer- 
managers,  dated  March  15.  1949)  of  the 
balance  of  the  787.644  shares  of  common 
stock  of  New  York  State  offered  for  sale 
by  GPU  under  the  Subscription  Offer  is- 
sued pursuant  to  the  order  of  the  Com- 
mission, dated  March  11.  1949,  which 
remain  unsold  at  the  expiration  of  such 
offer,  are  necessary  or  appropriate  to 
the  integration  or  simplification  of  the 
GPU  system,  of  which  GPU  and  New 
York  State  are  a  part,  and  are  necessary 
or  appropriate  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  Public  Util- 
ity Holding  Company  Act  of  1935. 

By  the  Commi.ssion. 

I  SEAL  1  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.   49-2886;    Piled,    Apr.    14.    1949; 
8:46  a.  m.j 


[File  No.  70-2103] 

Cincinnati  Gas  &  Electric  Co. 
notice  regarding  filing 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  th»  city  of  Washington,  D.  C, 
on  the  8th  day  of  April  1949. 

Notice  Is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  the 
Cincinnati    Gas    &    Electric    Company 


1835 

("Cincinnati"),  a  subsidiary  of  The 
United  Corporation,  a  registered  holding 
company.  Applicant  has  designated  sec- 
tion 6  (b)  of  the  act.  or  in  the  alterna- 
tive, sections  6  <a)  (1)  and  7  of  the  act 
as  applicable  to  the  proposed  transaction. 

Notice  is  further  given  that  any  Inter- 
ested person  may.  not  later  than  April 
27.  1949,  at  5:30  p.  m.,  e.  d.  s.  t.,  reque.st 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
rea.sons  for  such  request,  the  nature  of 
his  intere.st,  and  the  issues.  If  any,  of 
fact  or  law  raised  by  said  application 
propo.sed  to  be  controverted,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addre.s.scd : 
Secretary.  Securities  and  Exchange 
Commi.ssion.  425  Second  Street  NW., 
Washington  25.  D.  C.  At  any  time  after 
April  27.  1949.  said  application,  as  filed 
or  as  amended,  may  be  granted  as  pro- 
vided in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act. 
or  the  Commission  may  exempt  such 
transaction  as  provided  in  Rules  U-20 
(a)   and  U-100  thereof. 

All  interested  p>erson.s  are  referred  to 
said  application  which  is  on  file  In  the 
oflBce  of  this  Commi.ssion  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows: 

Cincinnati  has  presently  outstanding 
2,244,000  shares  of  common  stock  having 
a  par  value  of  $8  50  per  share.  C  ncin- 
nati  proposes  to  offer  an  additional  249.- 
334  shares  of  common  stock  to  its  own 
common  stockholders  at  the  rate  of  one 
share  of  such  common  stock  for  each 
nine  shares  of  common  stock  held  by 
them.  The  price  at  which  Cincinnati 
proposes  to  offer  such  shares  will  be  sup- 
plied by  amendment  to  the  present  ap- 
plication. The  proceeds  from  the  sale  of 
such  additional  shares  of  common  stock 
will  be  used  by  Cincinnati  to  finance,  in 
part,  its  construction  program. 

The  rights  of  the  common  stockholders 
of  Cincinnati  will  be  evidenced  by  trans- 
ferable warrants  entitling  them  to  pur- 
chase one  full  share  of  the  common  stock 
of  Cincinnati  for  each  nine  shares  of 
common  stock  held.  Fractional  war- 
rants will  be  is.sued.  but  no  sub.scription 
will  be  accepted  for  fractional  shares  of 
common  stock,  and  the  fractional  war- 
rants may  be  exercised  only  when  com- 
bined with  other  fractions  which,  in  the 
aggregate,  entitle  the  holder  to  pur- 
chase not  less  than  one  full  share  of  com- 
mon stock.  The  application  states  that 
the  di-sposition  of  such  shares  of  the  com- 
mon stock  as  are  not  sold  through  the 
exercising  of  such  warrants  will  be  made 
at  a  time  and  in  a  manner  to  be  de- 
termined at  a  later  date,  with  the  consent 
of  the  regulatory  bodies  having  jurisdic- 
tion. 

It  is  stated  that  the  proposed  trans- 
action is  subject  to  the  jurisdiction  of 
the  Public  Utilities  CommLssion  of  Ohio, 
and  that  the  order  of  that  Commi.ssion 
approving  such  transaction  will  be^  filed 
by  amendment. 

By  the  Commi.ssion. 

I  SEAL]  Orval  L.  DuBois, 

Sccretarr/. 
(P.    R.    Doc.    49-2884;    Filed,    Apr.    14,    191.9; 
8:45  a.  m.j 
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[Pile  No.  70-2107) 

Michigan  Gas  Storage  Co. 

NOTICE  or  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  nth  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  (the  "act")  by 
Michigan  Gas  Storage  Company  ("Stor- 
age Company") ,  a  subsidiary  of  Con- 
sumers Power  Company  ("Consumers"). 
a  public  utility  subsidiary  of  The  Com- 
monwealth ti  Southern  Corporation 
("Commonwealth"),  a  registered  hold- 
ing company.  The  applicant  has  desig- 
nated section  6  (b)  of  the  act  as  applica- 
ble to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may,  not  later  than  April  25, 
1949,  at  5:30  p.  m..  e.  d.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est and  the  Issues  of  fact  or  law  raised  by 
said  application,  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order  a 
hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW..  Washington  25.  D.  C. 
At  any  time  after  April  25.  1949,  said 
application,  as  filed  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act,  or  the  CommLscion  may 
exempt  such  transaction  as  provided  In 
Rule  U-20  (a)  and  Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows : 

Storage  Company,  a  Michigan  Cor- 
poration, Is  engaged  In  the  operation  of 
facilities  for  the  transmission  and  un- 
derground storage  of  natural  gas.  It 
buys  natural  gas  from  Panhandle  East- 
ern Pipe  Line  Company  and  supplies 
most  oi  the  gas  requirements  of  Con- 
sumers. Storage  Company  proposes  to 
Issue  privately  to  banks  during  1949  its 
notes,  each  maturing  not  more  than  nine 
months  after  the  date  of  issue,  up  to  an 
aggregate  amount  of  $2,200,000.  The 
Issuance  of  the  notes  Is  for  the  stated 
purpose  of  financing  the  purchase  of 
gas  for  storage  during  the  off-peak 
months  from  April  until  November.  The 
company  states  that  it  prefers  the  use  of 
temporary  capital  because  of  the  sea- 
sonal nature  of  the  operation  and  be- 
cause there  is  .some  doubt  whether,  under 
orders  of  the  Federal  Power  Commission, 
Storage  Company  Is  entitled  to  include 
In  Its  rates  for  gas  any  return  on  money 
required  for  the  purchase  of  gas  for  stor- 
age except  during  the  time  such  moneys 
are  actually  so  invested. 

The  application  Indicates  that  the 
capital  structure  of  Storage  Company 
presently  consists  entirely  of  150,000 
shares  of  common  stock  of  a  par  value 
of  $100  per  share  of  which  112.500  shares, 
or  75*"r  thereof,  are  owned  by  Consum- 
ers and  37.500  shares,  or  25 '^r  thereof, 
are  owned  by  Panhandle  Eastern  Pipe 
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Line  Company.  The  aggregate  principal 
amount  of  such  shares  Is  $15,000,000. 
The  sum  of  $2,200,000  representing  the 
notes  proposed  to  be  Issued,  represents 
14.7%  of  said  $15,000,000.  The  company 
requests  authorization,  pursuant  to  the 
first  sentence  of  section  6  »b>  of  the 
act,  to  issue  Its  notes  as  above-stated. 
The  application  states  that  no  State 
Commission  has  jurisdiction  over  the 
proposed  transaction. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

(F.    R.    Doc.    49-2887;    Piled.    Apr.    14,    1949: 
8:47  a.  m] 


I  File  No.  812-584) 

American  General  Corp.  et  al. 

NOTICE  OF  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  nth  day  of  April  A.  D.  1949. 

In  the  matter  of  American  General 
Corporation,  Hawkeye  Casualty  Com- 
pany. Seventh  and  Grand  Company,  and 
George  Olm.sted;  File  No.  812-584. 

Notice  is  hereby  given  that  Hawkeye 
Casualty  Company  (Hawkeye),  1017 
Walnut  Street.  Des  Moines.  Iowa,  has 
filed  an  amended  application  pursuant 
to  section  17  (b)  of  the  Investment  Com- 
pany Act  of  1940  for  an  order  exempting 
from  the  provisions  of  section  17  (a)  of 
the  act  the  proposed  purchase  by  Hawk- 
eye  from  Seventh  and  Grand  Company 
(Company).  1017  Walnut  Street.  Des 
Moines.  Iowa,  of  certain  real  estate  lo- 
cated at  1020  Locust  Street.  Des  Moines. 
Iowa,  for  the  sum  of  $131,000. 

Section  17  (a»  of  the  act.  among  other 
things,  makes  it  unlawful  for  an  affili- 
ated person  of  a  registered  investment 
company,  acting  as  principal,  knowingly 
to  sell  any  security  or  other  property  to 
any  company  controlled  by  such  regis- 
tered Investment  company,  with  certain 
exceptions  not  here  pertinent. 

American  General  Corporation,  103 
Park  Avenue.  New  York  City,  New  York, 
is  a  closed-end.  non-diversified  manage- 
ment Investment  company  registered 
under  the  act.  American  General  Cor- 
poration owns  approximately  61%  of  the 
common  stock  of  The  Morris  Plan  Cor- 
poration of  America,  the  only  class  of 
stock  of  The  Morris  Plan  Corporation  of 
America  entitled  to  vote.  The  Morris 
Plan  Corporation  of  America.  103  Park 
Avenue.  New  York  City.  Hfw  York,  owns 
all  of  the  voting  stock  of  National  Indus- 
trial Credit  Corporation.  National  In- 
dustrial Credit  -Corporation.  103  Park 
Avenue.  New  York  City,  New  York,  owns 
all  of  the  voting  stock  of  Industrial  In- 
surance Company.  Industrial  In.surance 
Company.  103  Park  Avenue.  New  York 
City,  New  York,  owns  approximately 
26  6%  of  the  voting  common  stock  of 
Hawkeye  and  approximately  78.6%  of 
the  $10  preferred  stock  of  Hawkeye  which 
Is  not  presently  possessed  of  voting 
rights. 

George  Olmsted.  139  37th  Street,  Des 
Moines,  Iowa,  owns  either  directly  or  in- 
directly 23.5%   of  the  voting  stock  of 


Hawkeye  and  all  of  the  voting  stock  of 
Company.  He  is  Chairman  of  the  Board 
and  a  Director  of  Hawkeye.  President 
and  Director  of  Company,  a  Director  of 
American  General  Corporation  and  The 
Morris  Plan  Corporation  of  America  and 
President  and  a  Director  of  National  In- 
dustrial Credit  Corporation  and  Indus- 
trial Insurance  Company. 

The  proposed  sale  of  property  by  Com- 
pany to  Hawkeye  involves  the  sale  by 
an  affiliated  person  of  an  affiliated  per- 
son of  a  registered  investment  company 
of  property  to  a  company  controlled  by 
such  registered  investment  company. 
The  amended  application,  therefore,  re- 
quests an  order  of  the  Commission  ex- 
empting the  proposed  transaction  from 
the  provisions  of  section  17  (a)  of  the 
act. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  a.sserted.  all  per- 
sons are  referred  to  said  amended  ap- 
plication which  is  on  file  In  the  offices 
of  the  Commission  in  Washington.  D.  C. 

Notice  Is  further  given  that  an  order 
granting  the  amended  application,  in 
whole  or  in  part  and  upon  such  condi- 
tions as  th«  Commission  may  deem  nec- 
essary or  appropriate,  may  be  l.«:sued  by 
the  Commission  at  any  time  after  April 
29.  1949.  unless  prior  thereto  a  hearing 
upon  the  amended  application  is  ordered 
by  the  Commission,  as  provided  in  Rule 
N-5  of  the  rules  and  regulations  promul- 
gated under  the  act.  Any  Interested 
person  may.  not  later  than  April  27. 
1949.  at  5:30  p.  m..  submit  to  the  Com- 
mission in  writing  his  views  or  any  ad- 
ditional facts  bearing  upon  this  amended 
application  or  the  desirability  of  a  hear- 
ing thereon,  or  request  the  Commi.ssion 
in  writing  that  a  hearing  be  held  there- 
on. Any  such  communication  or  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25. 
D.  C.  and  should  state  briefly  the  na- 
ture of  the  Interest  of  the  person  sub- 
mitting such  Information  or  requesting 
a  hearing,  the  reasons  for  such  request, 
and  the  issues  of  fact  or  law  raised  by 
the  amended  "application  which  he  de- 
sires to  controvert. 

By  the  Commission. 

[seal]  Orval  L.  DuBots. 

Secretary. 

(P.    R.    Doc.    49-2889:    Piled.    Apr.    14.    1949; 
8:48  a.  m.j 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411.  66  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong..  60  Stat.  60.  926;  60 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945.  3  CFR.  1946  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  P.  R.  11981. 

•  [Vesting  Order  12989) 

Bank  or  Der  Deutschen  Arbeit  A.  G. 

In  re:  Bonds  and  stock  owned  by  and 
debt  owing  to  Bank  of  Der  Deutschen 
Arbelt-A.  G..  also  known  as  Bank  Der 
Deutschen  Arbeit  A.  G.    F-28-1118-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Exccu- 


Friday,  April  15,  1949 

live  Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  Bank  of  Der  Deutschen 
Arbeit- A.  G.,  also  known  as  Bank  Der 
Deutschen  Arbeit  A.  G.,  the  last  known 
address  of  which  is  26-34  Marklsches 
Ufer-61-65.  Wallstrasse-Berlin  C.  2,  Ger- 
many, is  a  corporation,  partnership,  as- 
sociation or  other  business  organization, 
organized  under  the  laws  of  Germany 
and  which  has  or  since  the  effective  date 
of  Executive  Order  8389.  as  amended,  has 
had  Its  principal  place  of  business  in 
Berlin.  Germany,  and  is  a  national  of  a 
designated  enemy  country,  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  One  Atlantic  City  Ambassador 
Hotel  Corporation,  20  Year  Income  Bond 
of  $200  face  value  bearing  the  number 
A14586,  registered  In  the  name  of  Lena 
Pirner  and  presently  In  the  custody  of 
The  Chase  National  Bank  of  the  City  of 
New  York,  11  Broad  Street,  New  York  15, 
New  York,  for  the  account  of  Bank  Der 
Deutschen  Arbelt-A.  G.,  Berlin.  Ger- 
many, together  with  any  and  all  rights 
thereunder  and  thereto, 

b.  One  New  York  Ambassador  Incor- 
porated, 20  Year  Income  Bond  of  $200 
face  value  bearing  the  number  A14641, 
registered  In  the  name  of  Lena  Pirner, 
and  presently  in  the  custody  of  The 
Chase  National  Bank  of  the  City  of  New 
York,  11  Broad  Street,  New  York  15,  New 
York,  for  the  account  of  Bank  Der 
Deutschen  Arbeit  A.  G..  Berlin.  Germany, 
together  with  any  and  all  rights  there- 
under and  thereto, 

c.  Those  certain  debts  or  other  obliga- 
tions evidenced  by  checks  drawn  on  The 
Central  Hanover  Bank  &  Trust  Company 
of  New  York,  payable  to  the  order  of 
Lena  Pirner.  numbered  69972  and  69969. 
for  $28  and  $60.  respectively,  represent- 
ing payments  on  the  bonds  described  in 
.subparagraphs  (a)  and  <b)  hereof,  and 
presently  In  the  custody  of  The  Chase 
National  Bank  of  the  City  of  New  York. 
11  Broad  Street.  New  York  15.  New  York, 
for  the  account  of  Bank  Der  Deutschen 
Arbeit-A.  G..  Berlin,  Germany,  and  any 
and  all  accruals  to  the  aforesaid  debts 
or  other  obligations  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same,  together  with  any  and  all 
rights  in,  to  and  under  the  aforesaid 
checks.  Including  the  right  to  presenta- 
tion and  collection  for  payment  thereof, 

d.  Ten  (10)  shares  of  $0.10  par  value 
common  capital  stock  of  Atlantic  City 
Amba.ssador  Hotel  Corporation,  2  West 
55th  Street,  New  York  19.  New  York,  a 
corporation  organized  under  the  laws  of 
the  State  of  New  Jersey,  evidenced  by  a 
certificate  numbered  AF5279,  registered 
in  the  name  of  Lena  Pirner,  and  pres- 
ently In  the  custody  of  The  Chase  Na- 
tional Bank  of  the  City  of  New  York.  11 
Broad  Street,  New  York  15,  New  York, 
for  the  account  of  Bank  Der  Deutschen 
Arbeit-A.  G..  Berlin.  Germany,  together 
with  all  declared  and  unpaid  dividends 
thereon,  and 

e.  Ten  (10)  shares  of  $0.10  par  value 
common  capital  stock  of  New  York  Am- 
bassador, Incorporated,  Suite  2310.  14 
Wall  Street.  New  York  5.  New  York,  a 
corporation  organized  under  the  laws  of 
the  State  of  New  York,  evidenced  by  a 
certificate  niunbered  NF5231,  registered 


FEDERAL  REGISTER 

In  the  name  of  Lena  Pirner  and  presently 
In  the  custody  of  The  Chase  National 
Bank  of  the  City  of  New  York,  11  Broad 
Street,  New  York  15.  New  York,  for  the 
account  of  Bank  Der  Deutschen  Arbeit - 
A.  G.,  Berlin,  Germany,  together  with  all 
declared  and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  Bank 
of  Der  Deutschen  Arbelt-A.  G.,  also 
known  as  Bank  Der  Deutschen  Arbeit 
A.  G.,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  24,  1949. 

For  the  Attorney  General. 

[seal]      ^    Malcolm  S.  Mason, 
Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2908:    Filed.    Apr.    14.    1949; 
8:34  a.  m.) 
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[Vesting  Order  12997] 
Seizo  Yamamoto 


In  re:  Bank  account  owned  by  Seizo 
Yamamoto.  F-39^2076-C-l.  F-39-2076- 
E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Seizo  Yamamoto,  whose  last 
known  address  is  Tokyo,  Japan,  is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: An  undivided  one-half  interest  in 
and  to  that  certain  debt  or  other  obliga- 
tion of  Bank  of  Hawaii.  King  and  Bish- 
op Streets.  Honolulu.  T.  H.,  arising  out 
of  a  savings  account,  account  number 
169410,  entitled  Dalzo  Sumida  and  Seizo 
Yamamoto,  Trustees,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 


of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Seizo  Yama- 
moto, the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

Ail  determinations  and  all  action  re- 
quited by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  24,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2909;    Filed,   Apr.    14.    1849; 
8:64  a.  m.j 


[Vesting  Order   13000] 
Charles  S.  Bihler 

In  re:  Stock  owned  by  the  personal 
representatives,  heirs,  next  of  kin.  lega- 
tees and  distributees  of  Charles  S.  Bihler 
al.so  known  as  Karl  Bihler,  deceased. 
F-28-29553-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Charles  S.  Bihler  also  known  as 
Karl  Bihler,  deceased,  who  there  Is  rea- 
sonable cause  to  believe  are  residents  of 
Germany  are  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as 
follows: 

a.  Two  hundred  <200)  shares  of  $1  par 
value  common  capital  stock  of  Goldfield 
Consolidated  Mines  Company,  Reno. 
Nevada,  a  corporation  organized  under 
the  laws  of  the  State  of  Wyoming,  evi- 
denced by  a  certificate  numbered  S-723. 
registered  in  the  name  of  Charles  S. 
Bihler,  and  presently  in  the  custody  of 
Rhode  Island  Hospital  Trust  Company, 
15  Westminster  Street.  Providence, 
Rhode  Island,  together  with  all  declared 
and  unpaid  dividends  thereon,  and 

b.  Two  hundred  thirty  (230)  shares 
of  $0.05  par  value  common  capital  stock 
of  Goldfield  Deep  Mines  Company  of 
Nevada,  Goldfield.  Nevada,  a  corporation 
organized  under  the  laws  of  the  State  of 
Nevada,  evidenced  by  certificates  num- 
bered 48111  and  48112  for  thirty   (30) 


1838 

and  twQ  hundred  (200)  shares  respec- 
tively, registered  In  the  name  of  Charles 
S.  Bihler,  and  presently  In  the  custody 
of  Rhode  Island  Hospital  Trust  Company. 
15  Westminster  Street.  Providence, 
Rhode  Island,  together  with  all  declared 
and  unp>aid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or 
deliverable  to,  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  CTwrles 
S.  Bihler  also  known  as  Karl  Bihler,  de- 
ceased, the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Charles  S. 
Bihler  also  known  as  Karl  Bihler,  de- 
ceased, referred  to  in  subparagraph  1 
hereof  are  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

s 

[SXAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.   R.   Doc.    4&-2910;    Filed,    Apr.    14.    11M9; 
8:54  a.  m.) 


(Vesting   Order   13006) 
KiNCORO  KaWASHIMA 

In  re:  Debts  owing  to  Kingoro  Ka- 
washima,  also  known  as  K.  Kawashima. 
F-39-1851-C-1,  F-39-1851-C-3. 

Under  the  authority  vif  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Kingoro  Kawashima,  also 
known  as  K.  Kawashima,  whose  last 
known  address  is  Osaka,  Japan,  is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  <  Japan >; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion evidenced  by  a  check  number  9620, 
dated  March  1,  1948,  payable  to  K.  Ka- 
v.'ashima,  by  Sumlo  Kawashima  and 
f^rawn  on  the  Bishop  National  Bank  of 
Kawail.  King  and  Bishop  Streets.  Hono- 
lulu. T.  H..  which  check  Is  presently  In 


NOTICES 

the  custody  of  the  Trustees  of  Pacific 
Bank  In  Dissolution,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  aforesaid  debt,  and  any  and  all  ac- 
cruals thereto,  together  with  any  and 
all  rights  in.  to  and  under.  Including 
particularly  the  right  to  possession  of 
the  aforesaid  check,  and 

b.  That  certain  debt  or  other  obligation 
of  the  Bishop  National  Bank  of  Hawaii 
at  Honolulu,  King  and  Bishop  Streets, 
Honolulu.  T.  H..  arising  out  of  a  savings 
account,  account  number  37775,  en- 
titled Sumio  Kawashima.  Trustee  for 
Kingoro  Kawashima,  maintained  at  the 
aforesaid  bank,  together  with  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by, 
Kingoro  Kawashima,  also  known  as  K. 
Kawashima,  the  aforesaid  national  of 
a  designated  enemy  country  (Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mascn. 

Acting  Deputy  Director. 
Office  of  Alien  Property 

|F    R.    Doc.    49  2911;    Filed,    Apr.    14.    10.9; 
8:54  a.  m.l 


(Vesting  Order  13009) 

Louise  Ldeckhoff 


In  re:  Claim  owned  by  the  personal 
representatives,  heirs,  next  of  kin,  lega- 
tees and  di.stributees.  names  unknown,  of 
Louise  LueckhofT,  deceased.  F-28-12874 
A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Louise  Lueck- 
hofT. deceased,  who  there  is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 


2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  the  personal  representa- 
tlves,  heirs,  next  of  kin,  legatees  and  dis- 
tributees, names  unknown,  of  Louise 
LueckhoCT,  deceased,  by  Lawyers  Mort- 
gage Corporation.  115  Broadway,  New 
York  6,  New  York,  arising  out  of  inter- 
est and  principal  payments  heretofore 
collected  on  account  of  mortgages  cov- 
ering real  property  situated  at  7  and  15 
Filbert  Street,  Valley  Stream,  Long  I.-^- 
land.  New  York,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  sanje, 

is  proF)erty  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  t)ehalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin,  lepa- 
tees  and  distributees,  names  unknown, 
of  Louise  LueckhofT,  deceased,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  a? 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property- 
described  above,  to  be  held,  used,  ad- 
mlYiistered,  liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[SEAil  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

(F.    R.    Doc.    49-2912;    Filed,    Apr.    14,    1919; 
854  a.  m] 


(Vesting  Order  13010) 
FnsAxo  Murakami  and  Saburo  Tanisako 

In  re:  Bank  accounts  owned  by  Fu- 
sako  Murakami  and  Saburo  Tanisako. 
F-39-6100-E-1,  D-39-17709-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  E.x- 
ecutlve  Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  F\isako  Murakami  and  Sabuio 
Tanisako,  each  of  whose  last  known  ad- 
dress is  Japan,  are  residents  of  Japan 
and  nationals  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  Bank  of  Hawaii,  King  and  Bishop 
Streets,  Honolulu,  T.  H.,  arising  out  of  a 
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savings  account,  account  number  163793, 
entitled  Fusako  Murakami,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  Bank  of  Hawaii,  King  and  Bishop 
Streets,  Honolulu,  T.  H.,  arising  out  of 
a  savings  account,  account  number 
158450.  entitled  Saburo  Tanisako,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Fusako 
Murakami  and  Saburo  Tanisako,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest-, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  coimtry"  as  used  herein  shall 
have  the  meanings  prescribed  In  sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  25.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason. 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

(F.    R.    Doc.    49-2913;    Filed.    Apr.    14,    1949; 
8  54  a.  m.) 


(Vesting  Order  13011] 
Yemiko  Nakayama 


In  re:  Debts  owing  to  Yemiko  Na- 
kayama.    D-39-840-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  Investigation.  It  Is  hereby  found: 

1.  That  Yemiko  Nakayama,  whose  last 
known  address  Is  Kumamoto,  Japan.  Is 
a  resident  of  Japan  and  a  national  of 
a  designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as 
follows:  Those  certain  debts  or  other 
obligations  evidenced  by  two  checks  pay- 
able to  Yemiko  Nakayama  and  drawn  on 
the  Bishop  National  Bank  of  Hawaii, 
King  and  Bishop  Streets,  Honolulu.  T. 
H..  numbered,  dated  and  In  the  amounts 
set  forth  below: 
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Check  No.  and  date :  Amount 

4042  Oct.  28.  1942 $501.  63 

11292  Mar.  1,  1948 -       23.  53 

and  presently  In  the  custody  of  ttie  Trus- 
tees for  the  Creditors  and  Stockholders 
of  the  Pacific  Bank  In  Dissolution.  P.  O. 
Box  1200.  Honolulu.  T.  H..  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  aforesaid  debts,  and  any  and  all 
accruals  thereto,  together  with  any  and 
all  rights  In,  to  and  under.  Including 
particularly  the  right  to  possession  of 
the  aforesaid  checks, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.    R.    Doc.    49-2914:    Piled,    Apr.    14.    1949; 
8:54  a.  m.) 


(Vesting  Order  13012) 
C.  Hermann  Ohse  and  Flora  Ohse 

In  re:  Bank  account  owned  by  C. 
Hermann  Ohse,  also  known  as  Herman 
Ohse,  and  stock,  bonds  and  coupons 
owned  by  and  debts  owing  to  C.  Hermann 
Ohse,  also  known  as  Herman  Ohse,  and 
the  personal  representatives,  heirs,  next 
of  kin,  legatees  and  distributees  of 
Flora  Ohse.  deceased,  also  known  as 
Flora  Jahn  Ohse.  F-28-11884-E-1, 
F-28-11884-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  C.  Hermann  Ohse,  also  known 
as  Herman  Ohse,  whose  last  known  ad- 
dress Is  Postschliessfach  18,  Kelheim, 
Bavaria,  Germany,  is  a  resfdent  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 
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2.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distribu- 
tees of  Flora  Ohse.  deceased,  also  known 
as  Flora  Jahn  Ohse.  who  there  Is  reason- 
able cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation of  The  First  National  Bank  and 
Trust  Co.,  Woodbury,  New  Jersey,  arising 
out  of  a  savings  account,  entitled  Amos 
J.  Peaslee,  Special  Attorney  Account  No. 
2,  maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is 
evidence  of  ownership  or  control  by,  C. 
Hermann  Ohse,  also  known  as  Herman 
Ohse,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

4.  That  the  property  described  as 
follows: 

(a)  Sixty  (60)  shares  of  $20.00  par 
value  common  capital  stock  of  Inspira- 
tion Consolidated  Copper  Company.  25 
Broadway.  New  York  4.  New  York,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  Maine,  presently  in  the  custody 
of  Swiss  Bank  Corporation.  New  York 
Agency.  19  Nassau  Street,  New  York, 
New  York,  In  an  omnibus  stock  account 
entitled  Swiss  Bank  Corporation.  Ge- 
neva, together  with  all  declared  and 
unpaid  dividends  thereon, 

(b)  Forty  (40)  shares  of  No  par  value 
capital  stock  of  Holeproof  Hosiery  Co., 
Milwaukee,  Wisconsin,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Wisconsin,  presently  In  the  custody  of 
Swiss  Bank  Corporation,  New  York 
Agency,  15  Nassau  Street.  New  York. 
New  York,  In  an  omnibus  stock  account 
entitled  Swiss  Bank  Corporation,  Ge- 
neva, together  with  all  declared  and  un- 
paid dividends  thereon. 

(c)  Twenty-five  (25)  shares  of  $10.00 
par  value  Class  B  Common  capital  stock 
of  R.  J.  Reynolds  Tobacco  Company, 
Winston-Salem  1,  North  Carolina,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  New  Jersey,  presently  In  the 
custody  of  Swiss  Bank  Corporation,  New 
York  Agency,  15  Nassau  Street,  New 
York,  New  York,  in  an  omnibus  stock 
account  entitled  Swiss  Bank  Corpora- 
tion. Geneva  together  with  all  declared 
and  unpaid  dividends  thereon. 

(d)  These  certain  bonds  described  in 
Exhibit  A,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  presently  in 
the  custody  of  Swiss  Bank  Corporation, 
New  York  Agency,  15  Nassau  Street,  New 
York,  New  York,  in  an  account  entitled 
Swiss  Bank  Corporation,  Geneva,  ST) 
600  41071,  together  with  any  and  all 
rights  thereunder  and  thereto, 

(e)  One  (1)  Piactional  Certificate  for 
Konversionskasse  fuer  Deutsche  Aus- 
landsschulden  1946  3%  Bonds,  said  cer- 
tificate of  the  face  value  of  $62.50,  and 
presently  In  the  custody  of  Swiss  Bank 
Corporation.  New  York  Agency,  15  Nas- 
sau Street,  New  York,  New  York,  In  an 
account  entitled  Swi.ss  Bank  Corpora- 
tion,  Geneva  B/T)   600/41071,   together 
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with  any  and  all  rights  thereunder  and 
thereto, 

(f)  Pour  (A^  Coupons  detached  from 
5'2%  American  I.  G.  Chemical  Corp.. 
1949  Guaranteed  Convertible  Debenture 
Bonds,  said  coupons  presently  In  the 
custody  of  Swiss  Bank  Corporation,  New 
York  Agency.  15  Nassau  Street,  New 
York,  New  York,  in  an  account  entitled 
Bwiss  Bank  Corporation,  Geneva.  S  D 
600/41071,  together  with  any  and  all 
rights  thereunder  and  thereto. 

<g)  That  certain  debt  or  other  obliga- 
tion of  Swiss  Bank  Corporation,  New 
York  Agency.  15  Nassau  Street,  New 
York,  New  York,  in  the  amount  of  $7,- 
329.00  as  of  February  28,  1949,  on  de- 
posit in  an  account,  entitled  "Ordinary 
Recount,  Swiss  Bank  Corporation,  Ge- 
neva, Switzerland",  together  with  any 
and  all  accruals  thereto,  representing  in 
whole  or  in  part  any  accretions  from  or 
allocable  to  the  securities  set  forth  In 
subparagraphs  4  (a),  (b),  (c).  (d).  (e). 
and  (f),  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

(h>  That  certain  debt  or  other  obliga- 
tion of  Swiss  Bank  Corporation.  New 
York  Agency,  15  Nassau  Street.  New 
York.  New  York,  In  the  amount  of 
$435.70,  as  of  February  28,  1949,  on  de- 
ix>8it  in  a  Principal  Account,  entitled 
••Geneva  S  A  600  41071",  together  with 
any  and  all  accurals  thereto,  represent- 
ing In  whole  or  In  part  any  accretions 
from  or  allocable  to  the  securities  set 
forth  in  subparagraphs  4  (a),  (b).  (c). 
(d),  (e),  and  <f),  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

U)  That  certain  debt  or  other  obliga- 
tion of  Swiss  Bank  Corporation,  New 
York  Agency.  15  Nassau  Street.  New 
York.  New  York,  in  the  amount  of  $4,- 
609  99.  as  of  February  28.  1949,  on  de- 
posit In  an  income  account  entitled 
"Geneva  S  A  600  41071,"  together  with 
any  and  all  accruals  thereto,  represent- 
ing In  whole  or  In  part  any  accretions 
from  or  allocable  to  the  securities  set 
forth  in  subparagraphs  4  (a).  (b>,  (c>. 
(d).  <e),  and  (f),  and  any  and  all  right 
to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Flora 
Ohse.  deceased,  also  known  as  Flora  Jahn 
Ohse,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) : 

5.  That  the  property  described  as 
follows: 

(a)  Those  certain  bonds  described  In 
Exhibit  B,  attached  hereto,  and  by 
reference  made  a  part  hereof,  presently 
In  the  custody  of  Irving  Trust  Company, 
One  Wall  Street.  New  York  15.  New  York, 
In  a  blocked  omnibus  security  account 
entitled  Union  Bank  of  Switzerland, 
Zurich,  Switzerland,  together  with  any 
and  all  rights  thereunder  and  thereto. 

<b)  Those  certain  Hungarian  4' 2% 
<7>2'''r>  Bonds  of  1924  of  the  aggregate 
face  value  of  $2,000.00.  said  Bonds  pres- 
ently in  the  custody  of  The  Chase  Na- 
tional Bank  of  the  City  of  New  York,  in 
an  omnibus  security  account  entitled 
Union    Bank    of    Switzerland,    Zurich, 


Switzerland,  together  with  any  and  all 
rights  thereunder  and  thereto. 

ic)  That  certain  debt  or  other  obli- 
gation of  Irving  Trust  Company.  One 
Wall  Street,  New  York  15.  New  York,  in 
the  amount  of  $291.65,  as  of  November 
30,  1947,  on  deposit  In  an  Omnibus  Dol- 
lar Account  entitled  "Union  Bank  of 
Switzerland,  Zurich.  Switzerland,"  to- 
gether with  any  and  all  accruals  thereto, 
representing  In  whole  or  In  part  any  ac- 
cretions from  or  allocable  to  the  secu- 
rities set  forth  in  subparagraph  5  la), 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

(d)  That  certain  debt  or  other  obliga- 
tion of  Irving  Trust  Company,  One  Wall 
Street,  New  York  15,  New  York,  in  the 
amount  of  $2,956.64,  as  of  November  30. 
1947.  on  deposit  In  a  Dollar  General 
Ruling  6  Account  entitled  "Union  Bank 
of  Switzerland,  Zurich.  Switzerland."  to- 
gether with  any  and  all  accruals  thereto, 
representing  In  whole  or  In  part  any 
accretions  from  or  allocable  to  the  se- 
curities set  forth  In  subparagraph  5  <a). 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  C. 
Hermann  Ohse.  also  known  as  Herman 
Ohse,  and  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees of  Flora  Ohse.  deceased,  also  known 
as  Flora  Jahn  Ohse,  the  aforesaid  na- 
tional.s  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

6.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany) ; 

7.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Flora  Ohse. 
deceased,  also  known  as  Flora  Jahn  Ohse. 
referred  to  in  subparagraph  2  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  witn  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  25,  1949. 

For  the  Attorney  General. 

[sxal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 


Eehtbit  a 

Aggregate 
Description  o/  issue  face  value 

Konverslonslcasse     fuer     Deutsche 

AuBlandsschulden   1940.  S% $100.  (X) 

Kingdom  of  Norway  1965.  4'/«% B.  000.  CO 

Republic  of  Bolivia  1947  Ext.  26  yr. 

Sec.  Refunding  Loan  8%  red 2.000.00 

Chile  1942  Ext.  8/P  Assented  rep. 

7%    4. 000. 00 

Republic  of  Peru  1959  Ext.  8/P  1%.  1, 000.  00 

Republic  of  Uruguay  1978  Ext.  Re- 
adjusted Sinking  Fund  i%%- 
4'2^r 2,000.00 

Siemens  Halske  A.  O..  Blemens- 
Schuckertwerke  G.  m.  b.  H.  1981 
S  P  Deb.  314% 1.000.  CO 

Exhibit  B 

Aggregate 

Description  of  issue  face  value 

City  of  Budapest  1927/1962.  6%..  fa.  000  00 

Republic  of  Bolivia  8'i 1,000.00 

Republic  of  Bolivia  1938/1969.7%.     1.000.00 

Republic  of  Chile  of  1922,  7% 3.  000  00 

Republic  of  Columbia  6% 4.  0(X).  00 

[P.   R.   Doc.   49-2915:    Piled.    Apr.    14.    1949; 
8:M  a.  m.| 


[Vesting  Order  13016] 
Rosa  Singer 


In  re:  Bank  account  and  bonds  owned 
by  Rosa  Singer.  F-2&-€044-A-l,  F-28- 
6044-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Rosa  Singer,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  t Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  State  Bank  and  Trust  Company, 
1603  Orrington  Avenue.  Evanston,  Illi- 
nois, arising  out  of  a  safekeeping  ac- 
count, entitled  Elizabeth  Oerst.  main- 
tained at  the  aforesaid  bank,  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same,  and 

b.  Receipt  #4517  for  four  (4)  Evans- 
ton  Real  Estate  Board  First  Mortgage. 
6'^r  Bonds,  dated  August  21,  1923.  due 
Augu-st  21,  1933.  of  $50000  face  valur 
each,  bearing  the  numbers  29,  30.  31  and 
32.  registered  in  the  name  of  Mrs.  Her- 
man Gerst,  Privatlere,  Pfaffenhofen ' 
Ilm.  Horlstras.se  4,  Bavaria,  Germany, 
said  receipt  presently  in  the  custody  of 
State  Bank  and  Trust  Company,  1603 
Orrington  Avenue.  Evanston.  Illinois,  to- 
gether with  any  and  all  rights  there- 
under and  thereto, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Ro.«a 
Singer,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 


All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  25.  1949. 

For  the  Attorney  General. 

I  seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.    49  2916:    Filed.    Apr.    14,    1919; 
8:56  a   m] 


(Vesting  Order  13032] 
Charles  L.  Krause 


In  re:  Estate  of  Charles  L.  Krau.<;e.  de- 
ceased. File  No.  I>-28-9559;  E.  T.  sec. 
No.   13136. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Agnas  Gr6nd.  Merle  Grond. 
Tishlarin  Anna  Exner,  Franz  Grond. 
Robert  Grond.  Maria  Simon.  Martha 
Kastl  and  Klcmens  Grond.  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  Pius  Grond  and  Joseph  Grond. 
who  there  Is  reasonable  cause  to  believe 
are  re.sidents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatsover 
of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  estate  of  Charles  L.  Krause, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  In  the  process 
of  administration  by  Louisa  O'Hanlon 
and  Mississippi  Valley  Trust  Company, 
as  executors,  acting  under  the  judicial 
supervision  of  the  Probate  Court  City  of 
St.  Louis.  Missouri; 

and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and 
Pius  Grond  and  Joseph  Grond,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
.sultatlon  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 


There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

|F.    R.    Doc.   49-2917;    Filed.    Apr.    14.    1949; 
8:56  a.  m.] 


the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.   49-2920;    Filed,    Apr.    14,    1949: 
8:56  a.  m.] 


[Vesting  Order   13105] 
Ko  MoRISHITA 

In  re:  Bank  account  owned  by  Ko 
Morishita.  also  known  as  Koo  Morishita. 
I>-39-9234-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ko  Morishita,  also  Icnown  as 
Koo  Morishita,  whose  last  known  ad- 
dress is  Osaka,  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association,  300  Montgom- 
ery Street,  San  Francisco,  California, 
arising  out  of  a  commercial  checking  ac- 
count, .entitled  Koo  Morishita.  main- 
tained at  the  VacaviUe  Branch  Office 
Number  51  of  the  aforesaid  bank  located 
at  Vacaville,  California,  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  Ko 
Morishita,  also  known  as  Koo  Morishita. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


(Vesting  Order   13078] 
Agnes  La  Croix 

In  re:  Trust  under  the  Will  of  Agnes 
La  Croix,  deceased.  File  No.  D-28-2232; 
E.  T.  sec.  2973. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ida  Hackenmuller.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  Trust 
created  under  the  Will  of  Agnes  La  Croix, 
deceased,  is  property  payable  or  de- 
liverable to,  or  claimed  hy,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  is  in  the  proce.ss 
of  administration  by  The  National  Bank 
of  New  Jersey.  New  Brunswick,  New 
Jersey,  as  Trustee,  acting  under  the  judi- 
cial supervision  of  the  Orphans'  Court, 
Middlesex  County,  New  Brunswick.  New 
Jersey; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
witliin  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[  SEAL ]  David  L.  Bazelon , 

Assistant  Attorney  General, 
Director,  Office  qf  Alien  Property. 

[F.   R.   Doc.   49-2918;    Filed,   Apr.    14.    1949; 
8:56  a.  m.] 
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[Vesting  Order  13104] 
Paul  Martin 

In  re:  Bank  account  owned  by  Paul 
Martin.     D-28-8461-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Paul  Martin,  whose  last  known 
address  is  Tuttlingen.  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a  des- 
ignated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Paul  Martin  by  Mellon 
National  Bank  and  Trust  Company.  Phil- 
adelphia. Pennsylvania,  arising  out  of  a 
savings  account.  Account  Number  4540, 
entitled  Paul  Martin,  maintained  at  the 
branch  ofBce  of  the  aforesaid  bank  lo- 
cated at  6112  Penn  Avenue.  Pittsburgh  6, 
Pennsylvania,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
mentioned  In  subparagraph  1  hereof  is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[SKAL]  David  L.  Bazklon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49  2919:    Piled.    Apr.    14s    1949; 
8:56  a.  m.] 


(Vesting  Order   13106] 
KiSAXU   NiSHIMTTRA 

In  re:  Bank  accounts  owned  by  Kisaku 
Nishimura.     D-39-19192-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Kisaku  Nishimura,  whose  last 
known  address  is  Hiroshima.  Japan,  is  a 


resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan); 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Kisaku  Nishimura.  by  Bank 
of  America  National  Trust  and  Savings 
Association.  300  Montgomery  Street.  San 
Francisco.  California,  arising  out  of  a 
savings  account,  entitled  Kisaku  Nishi- 
mura. maintained  at  Sanger  Branch 
Office  Number  78  of  the  aforesaid  bank 
located  at  Sanger.  California,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Kisaku  Nishimura,  by 
Bank  of  America  National  Trust  and 
Savings  A.ssociation.  300  Montgomery 
Street,  San  Francisco,  California,  aris- 
ing out  of  a  savings  accou[it,  entitled 
Kisaku  Nishimura.  maintained  at  West 
Fresno  Branch  Office  Number  80  of  the 
aforesaid  bank  located  at  Fresno.  Cali- 
fornia, and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by.  Kisaku  Nishi- 
mura. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a« 
national  of  a  designated  enemy  country 
(Japan ) . 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scrlbed  in  section  10  of 
Executive  Order  9193.  as  timended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   49-2821:    Piled,    Apr.    14.    1949; 
8:56  a.  m.| 


(Vesting  Order  10979,  Amdt.] 

Christine  EmreRLiNO 

In  re:  Estate  of  Christine  Emmerllng. 
deceased.  File  No.  D-28-1936;  E.  T.  sec. 
1872. 

Vesting  Order  10979  dated  March  31, 
1948;  is  hereby  amended  to  read  as 
follows: 

1.  That  Lilli  (a/k/a  Lilly,  Elizabeth) 
Beidermuehle,  Bernhardine  Elisabeth 
Helene  (Hella)  Clegfeld.  Theodor  Anton 


Eugen  Dorfmueller.  August  Adolph  Hu- 
bert Dorfmueller,  Wilhelm  Herman  Hein- 
rlch  (Heinz)  Dorfmueller.  Caspar  Em- 
merllng. Gustav  Eduard  Emmerllng,  Ar- 
thur Franz  Johann  Emmerllng,  Johannes 
Boese,  Anna  Elisabeth  Boese,  Bernhard 
Boese.  Albert  Boese.  Anna  Klueter.  The- 
rese  (Theresla)  Neuhaus,  Bernhardine 
(Dina)  Dahl  (Dohl).  Hermann  Christian 
Bernhard  (a  k,  a  Christoph  Bernhard 
(Hermann) )  Schroeder.  Anton  Luig.  Hil- 
degard  Brueser,  Maria  Hartmann,  Fran- 
zLska  Quast,  ElKsabeth  Tump,  Johanna 
Kayser.  Friedrlch  Wilhelm  Emmerllng, 
Toni  (Antonla)  Panne.  Franz  Hermann 
Emmerllng,  Agnes  Herziger,  Joseph 
(Josef)  Emmerllng,  Maria  Martha  Neu- 
haus, Maria  Theresia  Plassman,  Maria 
Schuetz.  Christina  Schmilnik,  Johanna 
Knust,  Wilhelm  Wlx.  Rudolf  Schroeder. 
Klara  Sophia  Maria  Emmerllng,  Karl 
Willi  Friedrlch  Emmerllng,  Franz  Fried- 
rich  (a/k  a  Friedrlch  Franz)  Emmerllng, 
Rolf  Georg  (a/k/a  George  Rolf)  Emmer- 
llng. Agnes  Steinberg.  Franz  Emmerllng. 
Wilhelhi  Emmerllng.  Anna  Maria  Em- 
merllng. Paul  Emmerllng,  Hedwig  Hen- 
sen.  Walter  Wrocklage,  Werner  Wrock- 
lage.  Else  Wrocklage.  Willie  (Willy  > 
Wrocklage,  Heinz  Wrocklage,  and  Arnold 
Wrocklage,  whose  last  known  address  Is 
Germany,  are  resident  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Christine  Emmerllng,  deceased,  is  prop- 
erty payable  or  deliverable  to,  of  claimed 
by,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  The  First  National 
Bank  of  Cincinnati,  Cincinnati.  Ohio,  an- 
cillary administrator  c.  t.  a.,  acting  under 
the  Judicial  supervision  of  the  Probate 
Court  of  Hamilton  County.  Ohio; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[SEAL]  Malcolm  S.  Mason. 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doo.   49-2926;    Filed.  Apr.    14.    1949; 
8:56  a.  m.] 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreement  and  Orders),  Depart- 
ment of  Agriculture 

[Lemon  Reg,  315] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

UMITATION  OF  SHIPMENTS 

5  953.422  Lemon  Regulation  315— (a) 
Findings.  <  1 »  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  53,  as  amended  (7  CFR,  Cum. 
Supp.,  953  1  et  seq.;  13  F.  R.  766),  regu- 
lating the  handling  of  lemons  grown  in 
the  State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  Is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  It 
Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  no- 
tice, engage  in  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  section  until  30  days  after  publi- 
cation thereof  in  the  Feder.\l  Register 
<60  Stat.  237;  5  U.  S.  C.  1001  et  seq.)  be- 
cause the  time  interveninB  between  the 
date  when  Information  upon  which  this 
section  Is  based  became  available  and 
the  time  when  this  section  must  become 
effective  in  order  to  effectuate  the  de- 
clared policy  of  the  Agricultural  Market- 
ing Agreement  Act  of  1937.  as  amended, 
is  InsufHclent,  and  a  reasonable  time  Is 
permitted,  under  the  circumstances,  for 
preparation  for  such  effr-ctlve  date. 

(b)  Order,  d)  The  quantity  of  lem- 
ons grown  in  the  State  of  California  or 
In  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t..  April  17.  1949.  and 
ending  at  12:01  a.  m.,  P.  s.  t..  April  24, 
1949.  is  hereby  fixed  as  follows: 


(I)  District  1:  400  carloads; 

(ii)  District  2:  Unlimited  movement. 

•  2 1  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order.  Is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  to  Lemon  Regula- 
tion 314  ( 14  F.  R.  1705 ) ,  and  made  a  part 
hereof  by  this  reference. 

'3)  As  used  in  this  section,  "handled," 
"handler."  "carloads,"  "prorate  base," 
'•District  1."  and  "District  2"  shall  have 
the  same  meaning  as  Is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31, 
as  amended:  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  14th 
day  of  April  1949. 

fsEALl  S.R.Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

[P.   R.   Doc.   49-3001:    Filed.   Apr.    16,    1949; 
10:19  a.  m.] 


Part  961— Milk  in  the  Philadei  phia. 
Pennsylvania,  Marketing  Area 

miscellaneous  amendments 

5  961.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  determi- 
nations made  In  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  l.ssued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Conpress  (May  12,  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"  • ,  and  the  rules  of 
practice  and  procedure,  as  amended,  gov- 
erning proceedings  to  formulate  market- 
ing agreements  and  orders  (7  CFR, 
(Continued  on  next  page) 
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Supps..  900.1  et  .seq.>,  a  public  hearing 
was  held  on  March  9,  1949  upon  certain 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Philadelphia,  Penn.sylvania. 
marketing  area.  Upon  the  basis  of  the 
evidence  Intioduced  at  such  hearings  and 
the  record  thereof.  It  Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  eqtiivalent  to  the  pur- 
chasing power  of  such  milk  as  determined 
pursuant  to  sections  2  and  8  (e)  of  the 
act  are  not  reasonable  In  view  of  the  price 
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of  feeds,  available  supplies  oT  feeds,  and 
other  economic  conditions  which  affect 
n-arket  supplies  of  and  demand  for  such 
milk,  and  the  minimum  prices  specified 
in  the  order,  as  amendt-d  and  a.s  hereby 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a  suf- 
ficient quantity  of  pui-e  and  wholesome 
milk,  and  be  in  the  public  Interest ;  and 

•  3)  The  said  order.  ?s  amended  and 
as  hereby  further  amended,  regulates 
the  handlin-?  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  In 
the  respective  cla.sses  of  industrial  and 
commercial  activity  specified  in  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

•  b>  Additional  findings.  (1)  It  is  nec- 
essary to  make  the  present  amendment 
to  the  said  order,  as  amended,  effective 
not  later  than  April  16.  1949,  to  reflect 
current  marketing  conditions.  Any  fur- 
ther delay  in  the  effective  date  of  this 
order,  amending  the  .«aid  order,  as 
amended,  will  seriously  disrupt  the  or- 
derly marketing  of  milk  for  the  Phila- 
delphia. Pennsylvania,  marketing  area. 
The  changes  effected  by  this  oider, 
amending  the  order,  as  amended,  do  not 
require  of  persons  affected  substantial 
or  extensive  preparation  prior  to  the 
fffective  date.  In  view  of  the  foregoing 
it  Is  Impracticable,  unnecessary,  and 
contrary  to  the  public  Interest  to  delay 
the  effective  date  of  this  order  for  30 
days  after  its  publication  isec  4  (c*. 
Administrative  Procedure  Act,  Pub.  Law 
404,  79th  Cong.  60  Stat.  237  >. 

<c)  Determinations.  It  is  hereby  de- 
termmed  that  handlers  (excluding  co- 
operative a.s.soclations  of  pioducers  who 
are  not  engaged  In  processing,  distrib- 
uting or  shipping  the  milk  covered  by 
this  order,  as  amended,  and  as  hereby 
further  amended)  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by 
this  order,  as  amended,  and  as  hereby 
further  amended,  which  is  marketed 
within  the  Philadelphia,  Pennsylvania, 
marketing  area,  refused  or  failed  to  sign 
the  proposed  marketing  agreement  regu- 
lating the  handling  of  milk  in  the  Phila- 
delphia. Pennsylvania,  marketing  area, 
and  it  is  hereby  further  determined  that: 

<!)  The  lefusal  of  such  handlers  to 
sign  .said  proposed  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  pohcy  of  the  act; 

(2)  The  Issuance  of  this  order  further 
amending  the  order,  as  amended.  Is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act,  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  In  the  Philadelphia, 
Pennsylvania,  maiketing  area; 

<3)  The  Issuance  of  this  order  further 
amending  the  order,  as  amended.  Is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers,  who  during  the  deter- 
mined representative  period  (December 
19481  were  engaged  in  the  production  of 
milk  for  sale  in  the  Philadelphia,  Penn- 
sylvania, marketing  area. 

Order  relative  to  handlinq.  It  is  there- 
fore ordered  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  Philadelphia,  Pennsylvania,  market- 
ing area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
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aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows: 

1.  In  5  9611  'a»  «6'  d)  delete  from 
the  list  the  plant  designation:  "Phila- 
delphia Dairy  Products  Company,  Inc., 
Pottstown.  Penn.';ylvania." 

2.  In  §961,3  <e'  'li  delete  the  wo:d 
"July"  and  substitute  the  word 
"October." 

3.  In  .5  9613  (e>  (2)  delete  the  word 
"June"  and  substitute  the  word 
"September." 

4.  Delete  S  S6I  4   (a> 
tute: 

<2>  Class  II  mUk.  The  price  per  hun- 
dredv/eight  during  each  month  shall  be 
the  sum  of  the  values  calculated  as  fol- 
lows by  the  market  administrator: 

(i>  Butter lat.  Add  all  market  quota- 
tions (u.'^ing  midpoint  of  any  weekly 
range  as  one  quotation*  of  prices  for  a 
40-quart  can  of  sweet  cream  approved 
either  for  Pennsylvania,  or  for  Pennsyl- 
vania. Newark,  and  Lower  Merion  Town- 
ship, in  the  Philadelphia,  Pennsylvania, 
market,  leporttd  for  each  week  ending 
within  the  month  by  the  United  States 
Department  of  Agriculture  <or  such 
cthrr  F.:'deral  agency  as  is  author.zcd 
to  perform  this  price  reporting  func- 
tion), divide  by  the  number  of  quota- 
tions, divide  by  33  48.  multioly  by  4  and 
.subtract  26 '2  cents:  Provided,  That  for 
butterfat  established  as  u.sed  in  buttor. 
cheese  other  than  cottage  cheese,  evap- 
orated milk,  and  milk  chocolate,  in 
April.  May  and  Jine.  and  for  butterfat 
established  as  used  in  butter  during  the 
months  July  to  March,  inclusive,  the 
price  .shall  be  4  times  120  percent  of  the 
average  of  the  prices  reported  daily  by 
the  United  States  Department  of  Agri- 
culture for  U.  S.  Grade  A  <92-scorei 
butter  for  the  month  for  which  pay- 
ment is  to  be  made,  but  in  no  event  shall 
this  butter-value  be  greater  than  the 
butterfat  value  established  otherwise  by 
this  subdivision. 

(ii»  Skim  milk.  Multiply  by  7.5  the 
average  of  all  the  prices  per  pound 
quoted  for  nonfat  dry  milk  solids  under 
the  designation  "other  brands,  human 
consumption."  carlots.  bags,  or  barrels, 
(using  midpoint  of  any  range  as  one 
quotation!  as  published  for  such  month 
In  the  "Producers'  Price  Current",  and 
subtract  49  cents  in  the  computation  of 
prices  for  the  months  of  April,  May  and 
June  and  44  cents  in  other  months: 
Provided,  That  for  milk  or  skim  milk 
established  as  used  in  evaporated  milk, 
milk  chocolate,  or  cheese  other  than  cot- 
tage cheese,  the  prices  for  April.  May  and 
June  1949  shall  be  reduced  by  10  cents 
per  hundredweight  of  such  milk  or  skim 
milk. 

5.  In  §  961.4  I cM2)  delete  the  number 
"4"  and  substitute  the  number  "5." 

Issued  at  Washington,  D.  C,  this  13th 
day  of  April  1949  to  be  effective  on  and 
after  the  16th  day  of  April  1949. 

<48  Stat.  31.  as  amended;  7  U.  S.  C.  601  et 
."^eq.:  sec.  102,  Reorg.  Plan  1  of  1947,  12 
P.  R.  4534,  3  CFR,  1947  Supp.) 

IsE.^Ll  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

|F.   R.   Doc.   48-2979;    Piled,    Apr.    15,    1949; 
0:01  a.  m.J 


(Orange  Reg    275.  Amdt.  1] 
P/.RT  966 — Granges  Grown  in  California 

AND  AKI/ONA 
tIMlTATlON  OF  SHIPMENTS 

Findings,  d)  Pur.'-uart  to  the  provi- 
sions of  Older  No.  66  i7  CFR,  Cum.  Supp.. 
966.1  et  .seq.)  regulating  the  handling  of 
oranges  grown  in  the  State  of  California 
or  in  the  State  of  Arizona,  effective  under 
the  applicable  provisions  of  the  Agricul- 
tural Marketing  Apreement  Act  of  19.v7. 
as  amended,  and  upon  the  basis  of  the 
recoriimendation  and  information  sub- 
mitted by  the  Oranre  Administrative 
Committee,  e-tabli.'.hed  under  the  said 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  lound  that  the  limita- 
tion of  the  quantity  of  such  oranjies 
which  may  be  handled,  a^  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  funher  found  that 
compliance  with  the  preliminary  notice, 
public  rule-makiiig  pioccaure  and  post- 
ponement of  the  effective  date  of  this 
regulation  until  30  days  after  publication 
in  the  Fezer.-l  Register  as  rociuired  by 
the  Administrative  Procedure  Act  <60 
Stat.  237:  5  U.  S.  C.  1001  et  seq.)  is  im- 
practicable and  contrary  to  the  public  in- 
terest in  that  the  time  intervening  be- 
tween th.e  date  when  information  upon 
which  this  amended  regulation  is  based 
became  available  and  the-  time  when  this 
amended  regulation  must  become  effec- 
tive in  order  to  effectuate  the  declared 
policy  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  is 
insufficient  for  such  compliance. 

Order,  as  amended.  The  p:ovi.sions  in 
paragraph  (b)  il»  iii<  of  ?  966  421  (Or- 
ange Regulation  275.  14  F.  R.  1706)  are 
hereby  amended  to  read  as  foiiOAs: 

(ii)  Oranges  other  than  Valencia  or- 
anges. <a»  Prorate  D;.<trict  No.  1,  un- 
limited movement;  <b'  Prorate  District 
No.  2,  600  carloads:  and  <c>  Proiate  Dis- 
trict No.  3.  unlimited  movement. 

(48  Siat.  31.  as  amended;  7  U.  S  C.  and 
Sup.  1.  601  et  seq.» 

Done  at  Washington.  D.  C.  this  15th 
day  of  April  1949. 

[SEAL]  S.R.Smith, 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mc- 
kcting  Admini.'^tration. 


|F.    R.    Dc)c. 


49-3016:    Filed, 
11:41  a.  m.l 


Apr.    15,    1949; 


TITLE    24— HOUSING    AND 
HOUSING    CREDIT 

Chapter  Ii  —  Federci  Housing  Ad- 
ministrcticn,  Housing  end  Heme 
Finance   Agency 

Subchapter  C — Mutuol   V,or;goge  Insurance 

Part  221 — Mutual  MohTC-.cE  Insurance; 
Eligibility  Requipemcms  of  Mort- 
gage Covering  One  lo  Four  Family 
Dwellings 

fee  to  accompany  application 

Section  221.11.  as  amended,  is  hereby 
aniended  by  adding  at  the  end  thereof 
the  following  new  paragraph: 


1846 

5  221.11  Fee  to  accompany  applica- 
tion. •  •  •  If  the  application  is  made 
on  behalf  of  a  member  of  a  non-profit 
corporation  of  the  character  described  in 
5  232.4  (f )  of  Subchapter  D  of  this  chap- 
ter for  the  insurance  of  a  mortgage  to 
finance  the  purchase  of  a  home  con- 
structed by  such  corporation  for  sale  to 
such  member,  which  property  is  to  be 
released  from  a  mortgage  executed  by  the 
corporation  and  insured  under  section 
207  of  the  National  Housing  Act.  the  fee 
herein  provided,  or  any  part  thereof,  may 
be  waived  by  the  Comml.ssioner  If  he  finds 
that  the  collection  of  such  fee.  or  any 
part  thereof,  would  be  Inequitable. 

Issued  at  Washington,  D.  C.  April  11. 
1949. 

Franklin  D.  Richards. 
Federal  Housing  Commissioner. 

|F     R.    Doc.    49  2947;    Filed.    Apr.    15.    1949; 
8.49  a.  m.l 


TITLE  20— EMPLOYEES' 
BENEFITS 

Chapter  III — Bureau  of  Old  Age  and 
Survivors  Insurance,  Social  Security 
Administration,  Federal  Security 
Agency 

I  Reg.  No.  3.  Further  Amended  1 

Part  403 — Federal  Old-Age  and 

Survivors  Insurance 

BENErrrs  in  case  of  deceased  world  war  ii 

VETERANS 

Section  403.1004  (a)  and  (O  of  Regula- 
tions No.  3.  as  amended  ^20  CFR,  1947 
Sup..  403.1004  (a)  and  (O).  is  amended 
as  follows: 

5  403  1004     Meaning    of    terms.     (a> 
An   Individual   who  has  served  in   the 
active  military  or  naval  service  of  the 
United  States  includes  any  person,  male 
or  female,  commissioned,  enlisted,  en- 
rolled or  drafted,  who  served  In  any  of 
the  armed  forces  of  the  United  States, 
Including   the  Army.  Air  Force.  Navy. 
Marine  Corps.  Coast  Guard,  or  any  of  the 
components  thereof.     It  does  not  include 
a  member  of  units  such  as  the  Women's 
Army  Auxiliary  Corps   (WAAC'.  Coast 
Guard  Auxiliary.  Coast  Guard  Reserve 
(Temporary)     (except    those    members 
who    served    on    active    full-time    duty 
with   military  pay  and  allowances^,  or 
the  Civil  Air  Patrol. 

(c)  Conditions  other  than  dishonor^ 
able.  An  honorable  discharge  or  sepa- 
ration from  the  active  military  or  naval 
service  is  a  discharge  under  "conditions 
other  than  dishonorable."  Any  other 
dl.scharge  or  release  from  the  active  mili- 
tary or  naval  service  of  the  United  States 
Is  under  "conditions  other  than  dishon- 
orable"  except   a   discharge  or   release 

which  Is: 

(1)  A  dishonorable  discharge  or  a  bad 

conduct  discharge  Issued  pursuant  to  a 
sentence  of  a  general  court  martial  of  the 
Army,  Air  Force.  Navy,  Marine  Corps  or 
Coast  Guard;  or 

(2)  For  desertion:  or 

(3)  In  the  case  of  an  ofScer.  by  resig- 
nation accepted  for  the  good  of  the  serv- 
ice; or 


nULES  AND  REGULATIONS 

(4i  On  the  ground  that  the  individual 
was  a  conscientious  objector  who  refused 
to  perform  military  duty  or  refused  to 
wear  the  uniform  or  otherwise  to  comply 
with  lawful  orders  of  competent  military 
authority;  or 

(5>  By  reason  of  a  conviction  by  a 
civil  court  for  treason,  sabotage,  espion- 
age, murder,  rape,  arson,  burglary,  rob- 
bery, kidnaping,  assault  with  intent  to 
kill,  assault  with  a  dangerous  weapon,  or 
of  an  attempt  to  commit  any  of  these 
crimes. 

•  Sec  205  (a>,  53  Stat.  1368.  sec.  1102.  49 
Stat.  647 ;  42  U.  S.  C.  405  <  a  - .  1302 ;  sec.  4 
of  Reorg.  Plan  No.  2  of  1946, 11  F.  R.  7873, 
3  CFR  1946  Supp.  Interprets  or  ap- 
plies sec.  210  (a> ,  60  Stat.  979.  42  U.  S.  C. 
410  (a) 

[SEAL]  A.  J.  ALTMKYER, 

Commissioner  for  Social  Security. 

Approved:  April  12.  1949. 

J.  Donald  Kincsley, 
Acting  Federal  Security 
Administrator. 

|P.    R.   Doc.   49-2948;    Filed.    Apr.    15.    1940; 
8;60  a.  m.] 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

[CGFR  49-101 

Pilot  Rules  and  Navigation  Require- 
ments roR  Great  Lakes.  St.  Marys 
River,  Mich.,  and  Western  Rivers 


Notices  regarding  proposed  changes  In 
the  lights  for  barges,  canal  boats,  scows, 
and  other  vessels  of  nondescript  type  not 
otherwise   provided   for.   when   being 
towed  by  being  pushed  ahead  of  a  steam 
vessel  while  navigating  on  Great  Lakes' 
waters,  were  published  in  the  Federal 
Register  dated  February  26  and  March 
12.  1949.  14  F.  R.  898.  1128.     A  notice  re- 
garding proposed  changes  for  vi.sual  sig- 
nals at  lookout  stations,  visual  signals  on 
vessel  aground  in  channel,  and  sound 
signal  for  a  vessel  aground  In  a  channel 
during  good  visibility,  on  the  St.  Marys 
River,  as  well  as  a  proposed  change  in 
§  95.33.  regarding  lights  for  barges  tem- 
porarily   operating    within    or    without 
Western  Rivers  to  limit  its  application, 
was  published  in  the  Federal  Register 
dated  March  12.  1949,  14  F.  R.  1128.     In 
accordance  with  these  notices  a  public 
hearine  was  held  by  the  Merchant  Ma- 
rine Council  on  March  29. 1949,  at  Wash- 
ington. D.  C. 

The  purpose  of  the  amendment  lor 
pusher  tows  on  Great  Lakes"  waters 
(?90.19a>  is  to  specifically  prescribe 
such  lights  which  are  not  presently  cov- 
ered by  regulations.  The  purpose  of  the 
amendments  in  the  navigation  regula- 
tions for  the  St.  Marys  River.  Mich.,  re- 
garding visual  signals  at  lookout  sta- 
tions, visual  signals  on  a  vessel  aground 
in  a  channel,  and  sound  signal  for  a  ves- 
sel aground  in  a  channel  (§S  92.07  «b>, 
92  10.  and  92.11)  is  to  make  the  masters 
of  vessels  responsible  for  determining 
the  passibility  of  the  channel  when  an- 


other vessel  is  aground  In  the  channel 
and  to  reduce  the  distance  between  the 
light  signals  for  a  vessel  aground  from 
six  feet  to  three  feet  so  that  the  provi- 
sions  in  §  92.10  are  the  same  as  the  pro- 
visions oir  Rule  30.  subparagraph  (c>.  in 
Public  Law  448.  80th  Congress. 

These  amendments  are  to  be  eflectlve 
on  and  after  the  date  of  publication  in 
the  Federal  Register.    The  effective  date 
requirement  in  .section  4  <c)  of  the  Ad- 
ministrative Procedure  Act  (5  U.  S.  C. 
1003)    in   connection   with   the   amend- 
ments in  this  document  is  hereby  found 
to  be  contrary  to  the  public  Interest  be- 
cause the  1949  navigation  season  on  the 
Great  Lakes  is  starting  and  incorporation 
of  the  equipment  changes  necessary  as 
well  as  Instructions  for  personnel  operat- 
ing the  vessels  can  be  more  easily  carried 
out  at  this  time  rather  than  awaiting 
the  statutory  period  and  then  requiring 
that  signals  be  changed. 

By  virtue  of  the  authority  vested  in 
me  as  Commandant.  United  States  Coa.st 
Guard,  by  R.  S.  4405.  as  amended,  and 
section  101  of  Reorganization  Plan  No.  3 
of  1946.  46  U.  S.  C.  1.  375.  as  well  as  the 
statutes  cited  with  the  regulations  below, 
the  following  amendments  to  the  regula- 
tions are  prescribed: 

Subchopler  E — Novigotion   Requirement*  for  the 
Great  Lakes  and  St.   Maryt  River 

Part  90— Pilot  Rules  for  the  Great 
Lakes 

Part  90  is  amended  by  adding  a  new 
5  90.19a,  to  follow  9  90.19,  reading  as 
follows: 

5  90.19a    Lights  for  canal  boats  totced 
by  being  pushed  ahead.    When  a  tow  of 
one  or  more  canal  boats  is  towed  by  being 
pushed   ahead  of  a  steam  vessel  such 
tow  shall  carry  a  green  light  on  the  star- 
board side  and  a  red  light  on  the  port 
side  so  placed  that  they  mark  the  tow  at 
Its  maximum  projection  to  starboard  and 
port,   respectively,   and   may   carry   an 
amber  light  at  the  extreme  forward  end 
of  the  tow  as  near  the  centcrline  as  it  is 
practicable  to  carry  such  light.   The  term 
"canal  boats"  as  used  In  this  section  shall 
be  construed  to  Include  barges,  scows, 
and  other  craft  of  nondescript  type  not 
otherwise  provided  for  by  statute  or  reg- 
ulations In  this  part.    The  amber  light 
described  shall  show  an  unbroken  light 
over  an  arc  of  the  horizon  of  twenty 
points  of  the  compass,  so  fixed  as  to  throw 
the  light  ten  points  on  each  side,  namely, 
from  right  ahead  to  two  points  abaft  the 
beam  on  either  side,  and  be  of  such  a 
character  as  to  be  visible  at  a  distance  of 
at  least  three  miles.    The  colored  side 
lights  shall  be  fitted  with  inboard  screen.^ 
so  as  to  prevent  them  from  being  seen 
across  the  bow.  and  of  such  a  character 
as  to  be  visible  on  a  dark  night,  with  a 
clear  atmosphere,  at  a  distance  of  at 
least  2  miles,  and  so  constructed  as  to 
show  a  uniform  and  unbroken  light  over 
an  arc  of  the  horizon  of  10  points  of  the 
compass,  and  so  fixed  as  to  throw  the 
light  from  right  ahead  to  2  points  abaft 
the  beam  on  either  side.     (Sees.  1,  3.  23 
Stat.  646.  as  amended,  649.  as  amendi-I. 
Pub.  L-^w  448.  80th  Cong.;  33  U.  S.  C. 
243.  2^6 » 


Saturday,  April  16,  1949 

Part  92 — Anchorage  and  Na\7cation  Reg- 
ulations; St.  Marys  River,  Michigan 

1.  Section  92.07  (b)  Is  amended  to  read 
as  follows: 

§  92.07  Visual  signals  at  lookout  sta- 
tions.    •     •     • 

(b>  Channel  partially  obstructed.  In- 
dicated by  a  red  ball  over  a  white  ball  by 
day.  a  red  light  over  a  white  light  by 
night,  hoisted  vertically  about  6  feet 
ft  part. 

'Sec.    1,   29  Stat.   54,  as  amended;   33 
U.  S.  C.  474 » 

2.  Section  92.10  is  amended  to  read  as 
follows: 

5  92.10  Visual  signals  on  vessel 
aground  in  channel.  A  vessel  aground 
in  a  dredged  channel  shall  carry  from 
.sunset  to  sunrise  in  addition  to  the  white 
light  or  lights  prescribed  for  a  ves.scl  at 
anchor,  two  red  lights  hoisted  vertically 
not  less  than  3  feet  apart.  In  such  position 
and  height  as  to  be  readily  visible  to  ves- 
sels bound  up  and  down  the  channel. 
•Sec.  1.  29  Stat.  54,  as  amended;  33 
U.  S.  C.  474) 

3.  Section  92.11  Is  amended  to  read  as 

follows: 

§92.11  Sound  signal  for  a  vessel 
anround  in  a  channel.  A  vessel  aground 
in  a  channel  shall  sound  several  short 
and  rapid  blasts  of  her  whistle,  not  less 
than  five,  upon  the  approach  of  another 
vessel  bound  up  or  down  the  channel.  If 
the  approaching  vessel  cannot  pa.ss  with 
safety,  she  shall  stop  and  make  projjer 
dispositions  to  avoid  fouling  the  grounded 
ve.ssel,  and  shall  upon  the  approach  of 
another  vessel  coming  up  astern  sound 
the  same  signal.  Should  additional  ves- 
sels approach  from  that  same  direction. 
it  shall  be  the  duty  of  the  last  vessel  In 
Ime  to  sound  this  signal.  In  times  of  low 
visibility,  the  signal  described  herein  shall 
be  in  addition  to  the  prescribed  fog  sig- 
nal. (Sec.  1.  29  Stat.  54,  as  amended;  33 
U.  B.C.  474) 


Subchapter  F — Navigation  Requirements  for 
Western    River* 

PnRT  95 — Pilot  Rules  for  Western 
Rivers 

Section  95.33  is  amended  to  read  as 

fnilows: 

§  95  33  Lights  for  barges  temporarily 
fpcrating  within  or  without  Western 
lowers.  Nothing  in  5$  95.29  and  95.31 
shall  be  construed  as  compeiling  barges 
being  towed,  when  passing  through  any 
^^aters  coming  within  the  scope  of  any 
rt.cuJation  where  lights  for  barges  are 
diflfcrent  from  those  of  the  waters 
whereon  .<^uch  barges  are  usually  em- 
ployed, to  chafjge  their  lights  from  those 
rpquired  on  the  waters  from  which  their 
tup  begins  or  terminates;  but  should 
such  barges  engage  in  local  employment 
on  waters  requiring  different  lights  from 
those  where  they  are  customarily  em- 
ployed, they  shall  comply  with  the  local 
rules  where  employed:  Provided.  That 
J^uch  barges  (including  canal  boats)  be- 
ing towed  on  the  Great  Lakes  and  their 
connecting  waters  and  the  St.  Marys 
River  shall  comply  with  the  rules  pre- 


FEDERAL  REGfSTER 

scribing  lights  for  craft  being  towed  on 
such  waters.  (Sec.  1,  3.  28  Stat.  646.  as 
amended,  649  as  amended,  sec.  2.  30  Stat. 
102.  as  amended,  sec.  4233A.  Pub.  Law 
544.  80th  Cong.;  33  U.  S.  C.  157,  243,  256) 

Dated:  April  12,  1949. 

[SEAL]  J.  F.  Farley, 

Admiral.  U.  S.  Coast  Guard. 
Commandant. 

I  P.    R.    Doc.    49  2953;    Filed.    Apr.    15.    1949; 
8:51  a.  m.| 


TITLE  34— NATIONAL 
MILITARY  ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchapter  B — Claims  and   Accounts 

Part  535 — Payment  of  Bills  and 
accouwts 

payment    of    TRANSPORTATION    ACCOUNTS 

Paragraph  (a »  of  5  535.22  is  rescinded 
and  the  following  substituted  therefor: 

if  535.22  B;/  v.hom  pajcf— (a)  Within 
continental  limits  of  United  States  and 
Alaska — d)  Washington  Finance  Office. 
U.  S.  Army,  (i)  All  transportation  ac- 
counts for  Department  of  the  Army  and 
Department  of  the  Air  Force  bills  of 
lading  and  transportation  requests  issued 
for  service  to  and  from  and  within  the 
continental  limits  of  the  United  States 
and  Alaska  (except  those  payable  from 
appropriations  for  civil  functions  of  the 
Corps  of  Engineers)  will  be  paid  by  the 
Finance  Oflacer.  Washington  Finance 
Office.  U.  S.  Army.  Transportation  Di- 
vision. Washington  25,  D.  C. 

fil)  Bills  for  miscellaneous  charges 
such  as  demurrage,  icing,  salting,  switch- 
ing, reweighing.  storaRe,  etc.,  accruing 
In  connection  with  shipments  under  De- 
partments of  the  Army  and  the  Air  Force 
bills  of  lading  and  or  transportation  re- 
quests will  be  paid  by  the  Finance  Officer. 
Washington  Finance  Office,  U.  S.  Army, 
Washington  25.  D.  C. 

*2)  Local  disbursing  officer.  Bills  for 
miscellaneous  charges  such  as  demur- 
rage, icing,  salting,  switching,  reweigh- 
ing. storage,  etc..  accruing  on  shipments 
under  prepaid  commercial  bills  of  lading 
or  where  no  bill  of  lading  or  actual  trans- 
portation movement  is  involved  will  be 
paid  by  the  local  disbursing  officer  with- 
out the  necessity  of  obtaining  a  purchase 
order  or  other  contractual  instrument. 
Carrier  s  bill  certified  by  the  transporta- 
tion officer  or  other  authorized  .official  of 
the  Government  as  to  performance  of 
service  and  citing  the  appropriation 
chargeable  will  be  accepted  In  lieu  of 
purchase  order  or  other  contractual 
instrument. 

•  •  •  •  • 

rC  2.  AR  35-61201    'R.  S.  161;  5  U.  S  C 
22) 

I  SEAL]  EdV^'ARD  F.  WITSELL. 

Major  General, 
The  Adjutant  General. 

|F.    R.    Doc.    49-2951;    Filed.    Apr.    15.    1949; 
8:60  a.  m.l 
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Subchapter  F — Personnel 

Part  714 — Former  Personnel 

representative  activities  of  former 
departmental  personnel 

A  new  Part  714  is  added  to  Subchapter 
F,  as  set  forth  above,  and  §  714.1  is  added 
thereto,  as  follows: 

?  714.1  Representative  activities  of 
former  departmental  personnel — (a) 
General.  No  pK*rson  who  was  formerly 
a  member  of  the  military  establishment 
(military  or  civilian)  shall  be  allowed  to 
appear  in  a  representative  capacity  be- 
fore the  Department  of  the  Army  or  any 
of  its  agencies  in  a  particular  matter.  If 
such  person  or  one  associated  with  him 
in  the  particular  matter  personally  con- 
sidered it  or  gained  personal  knowledge 
of  the  facts  thereof  while  connected  with 
the  Department  of  the  Army. 

<b>  Approval  for  appearance.  No 
former  departmental  officer  (military  or 
civilian ) ,  clerk,  or  employee  will  be  al- 
lowed to  appear  in  a  repre.sentative  ca- 
pacity before  the  Department  of  the 
Army  or  any  of  its  agencies  or  subdi- 
visions within  2  years  after  termination 
of  his  incumbency  of  such  position,  unless 
he  obtains  prior  approval  from  the  As- 
sistant Secretary  of  the  Army  in  each 
matter.  To  obtain  .such  approval  he 
must  submit  an  affidavit  stating: 

<1»  His  former  connection  with  the 
Department  of  the  Army  or  any  of  its 
subdivisions,  giving  the  date  of  termina- 
tion of  incumbency. 

(2^  That  while  he  was  connected  with 
the  Department  of  the  Army  the  matter 
was  not  pending  therein  or,  if  it  was  so 
pending — 

(i»  That  he  gave  no  personal  consid- 
eration to  it  and  gained  no  personal 
knowledge  of  the  facts  thereof  while  so 
connected. 

<ii)  That  he  Is  not  and  will  not  be  as- 
sociated in  the  particular  matter  with 
any  person  who  has  personally  consid- 
ered it  or  gained  personal  knowledge  of 
the  facts  thereof  while  connected  with 
the  Department  of  the  Army. 

(ill)  That  hLs  employment  in  the  mat- 
ter is  not  prohibited  by  revised  statute, 
section  190  (5  U.  S.  C.  99»;  41  Statute 
131  (5  U.  S.  C.  100) ;  or  by  section  19  (e) 
of  the  Contract  S'^ttlement  Act  of  1944 
(41  U.  S.  C.  119 1  ;  or  by  section  27  of  the 
Surplus  Property  Act  of  1944  i50  U.  S.  C. 
App.  1636'. 

(SR  600-785-1.  March  31,  1949]    <R    S 
161:  5  U.  S.  C.  22  I 

[SEAL]  Edward  F.  Witsell. 

Major  General 
The  Adjutant  General. 

|P    R.    Doc.    49-2950;    Filed,    Apr.    15,    1143; 
8  50  a.  ni.| 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

germany  and  poland 

1.  In    S  127.264    Germany    (13    F.    R. 
9155>  amend  paragraph  (b>  (4)  Obser- 
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vations  by  adding  a  new  subdivision  (vi) 
to  read  as  follows: 

(vi)  A  delivery  fee  based  on  the  Ger- 
man domestic  parcel-post  rates,  is  col- 
lected by  the  German  postal  service  from 
addressees  for  delivery  of  parcels  at  their 
homes. 

2.  In  §  127.331  Poland  '13  P.  R.  9205) 
amend  paragraph  (b)  <5)  Observations 
by  adding  a  new  subdivision  (vii)  to  read 
as  follows: 

(vii)  Customs  clearance  fees  up  to 
1000  zlotys  may  be  charged  in  Poland  on 
parcels  sent  to  individuals,  including 
parcels  sent  as  gifts. 
(R  S  161.396.  398,  sees.  304.  309,  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 

[SEAL]  J.  M.  Donaldson, 

Postmaster  General 

|F     R     Doc.    4»^2934;    Filed.    Apr.    15,    1949; 
8:46  a.  m.| 


RULES  AND  RcGULATIONS 

This  reservation  is  made  subject  to  an 
existing  power  transmission-line  reser- 
vation known  as  Federal  Power  Project 
No.  1152.  established  February  26,  1931, 
under  section  24  of  the  act  of  June  10. 
1920,  41  Stat.  1075. 

It  is  intended  that  the  public  land 
described  herein  shall  be  returned  to  the 
administration  of  the  Department  of  the 


Interior  when  It  Is  no  longe    needed  for 
the  purpose  for  which  it  is  reserved. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 

April  11.  1949. 

IF.    R.    Doc.    49-2932;    Filed.    Apr.    15,    1949; 
8:46  a.  m.) 
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TITLE  43 — PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Ord«r» 

[Public  Land  Order  583) 
Oregon 

REVOKING  EXECUTIVE  ORDER  NO.  5160  OF 
JULY  19,  1929,  AND  WITHDRAWING  LAND 
FOR  USE  OF  DEPARTMENT  OF  COMMERCE  IN 
MAINTENANCE  OF  AIR-NAVIGATION  FACILI- 
TIES 

By  Virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943.  and  by 
virtue  of  the  authority  vested  in  the  Sec- 
retary of  the  Interior  by  .section  4  of  the 
act  of  May  24.  1928.  45  Stat.  729  «49 
U.  S.  C.  214)  it  is  ordered  as  follows: 

1.  Executive  Order  No.  5160  of  July  19. 
1929.  which  modified  the  Executive  order 
of  July  31.  1916.  to  the  extent  of  au- 
thorizing the  Secretary  of  the  Interior 
to  withdraw  the  NEUSW'4.  sec.  3.  T.  31 
S.,  R.  5  W.,  Willamette  Meridian.  Ore- 
gon, for  the  use  of  the  Department  of 
Commerce  in  the  maintenance  of  air- 
navigation  facilities,  is  hereby  revoked. 

2.  Air-Navigation  Site  Withdrawal  No. 
32.  established  August  21.  1929.  is  hereby 
revoked. 

3.  The  following-described  land,  which 
Is  within  the  withdrawal  made  by  the 
said  Executive  order  of  July  31.  1916.  is. 
subject  to  valid  existing  rights,  hereby 
withdrawn  from  all  forms  of  appropria- 
tion under  the  public-land  laws  and  re- 
served for  the  use  of  the  Civil  Aeronau- 
tics AdminLstration.  Department  of 
Commerce,  in  the  maintenance  of  air- 
navigation  facilities,  the  reservation  to 
be  known  as  Air-Navigation  Site  With- 
drawal No.  32;  and  the  said  Executive 
order  of  July  31.  1916.  is  modified  ac- 
cordingly: 

WnxAMETTi:   Meridian 

T.  31  S..  R.  6  W.. 
Sec,  3.  lot  7. 

The  area  described  contains  55.98 
acres. 


DEPARTMENT  OF  AGRICULTURE 

f        Production  and  Marketing 
Administration 

i  [7CFR,  Ch.  1X1 

i  [AMA  Docket  No.  AO-194] 

Handling  of  Milk  in  Rockford-Pree- 
PORT,  III..  Marketing  Area 

NOTICE  of  extension  OF  TIME  FOR  FILING 
WRITTEN  EXCEPTIONS  TO  RECOMMENDED 
DECISION 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
(7  CFR  Supps.  900.1  et  seq.K  notice  is 
hereby  given  that  the  time  within  which 
interested  parties  may  file  exceptions  to 
the  recommended  decision  of  the  Assist- 
ant Administrator.  Production  and  Mar- 
keting Administration.  United  States 
Department  of  Agriculture,  with  respect 
to  a  proposed  marketing  agreement  and 
order  regulating  the  handling  of  milk 
in  the  Rockford-Freeport.  Illinois,  milk 
marketing  area,  which  recommended 
decision  was  published  in  the  Federal 
Register  of  March  25.  1949  (14  F.  R. 
1356)  is  hereby  extended  .so  that  such 
exceptions  may  be  filed  not  later  than  the 
close  of  business  on  the  30th  day  after 
such  publication. 

Dated:    April   13,   1949.  Washington. 
D.  C. 

[seal!  S.  R.  Newell. 

Acting  Assistant  Administrator. 

[F.   R.    Doc.   49-2969;    Filed.    Apr.    15.    1949; 
8:33  a.  m.) 


[  7  CFR,  Part  934  1 

Handling  of  Milk  in  Lowell-Lawrence. 
Mass..  Marketing  Area 

notice  of  public  meeting  for  considera- 
tion of  proposed  AMENDED  RULES  AND 
REGULATIONS 

Notice  is  hereby  given  that  pursuant  to 
authority  contained  in  Order  No.  34.  as 
amended,  regulating  the  handling  of  milk 
In  the  Lowell-Lawrence.  Massachusetts, 
marketing  area,  a  public  meeting  will  be 
held  at  the  market  administrator's  office 
In  the  National  Bank  Building.  21  Main 
Street.  Andover.  Massachusetts,  on  April 
20.  1949.  at  2  p.  m..  to  consider  proposed 
amended  rules  and  regulations  to  .super- 
sede the  rules  and  regulations '  issued 


•  The.se  rules  and  regulations  were  not  filed 
With  the  Division  of  the  Federal  Register. 


September  6.  1946.  by  the  market  ad- 
ministrator to  effectuate  the  terms  and 
provisions  of  the  order.  All  persons  who 
desire  to  submit  oral  data,  views,  or  areu- 
ments  in  connection  with  the  propo.sed 
amended  rules  and  regulations  will  be 
given  an  opportunity  to  do  so  at  the 
meeting.  All  persons  who  desire  to  sub- 
mit written  data,  views,  or  arguments  in 
connection  with  the  proposed  amended 
rules  and  regulations  shall  submit  them 
to  the  market  administrator  at  Room  403. 
230  Congress  Street.  Boston.  Massachu- 
setts, by  mail  or  otherwise,  in  time  to  be 
received  not  later  than  5:15  p.  m.  on 
April  20.  1949. 

The  market  administrator  propo.'^es 
that  the  rules  and  regulations  be 
amended  to  read  as  follows.  All  refer- 
ences to  provisions  of  Order  No.  34  relate 
to  Order  No.  34  as  amended  effective 
April  1.  1949  (14F.  R.  1478). 

§  934  101  General.  The.se  rules  and 
regulations  are  made  by  the  market  ad- 
ministrator pursuant  to  §934.2  <b)  <2> 
of  "Order  No.  34.  as  Amended.  Is.sued  by 
the  Secretary  of  Agriculture.  Regulating 
the  Handling  of  Milk  in  the  Lowell-Law- 
rence. Ma.ssachusetts.  Marketing  Area", 
hereinafter  referred  to  as  "the  order". 
Each  term  used  in  the.se  rules  and  recu- 
lations  which  is  defined  in  Order  No.  34 
shall  have  the  same  meaning  that  it  has 
In  the  order.  In  addition,  the  term 
"dealer",  as  used  in  these  rules  and  repu- 
lations.  shall  mean  any  person  who  en- 
gages in  the  business  of  distributing  fluid 
milk  products,  or  manufacturing  milk 
products,  whether  or  not  he  disposes  of 
any  fluid  milk  products  in  the  marketing 
area. 

§  934.102  Milk  handled  for  pasteuriz- 
ing or  bottling.  The  status  and  the  pay- 
ment obligations,  under  the  order,  of  a 
handler  or  dealer  who  pasteurizes  or  bot- 
tles milk  for  another  handler  or  dealer, 
without  acquiring  it  for  marketing,  shall 
not  change  because  of  the  handling  of 
the  milk.  Similarly,  there  shall  be  no 
change  In  the  status  and  the  payment 
obligations  of  the  handler  or  dealer  for 
whom  the  pasteurizing  or  bottling  service 
is  performed.  However,  handlers  in- 
volved in  such  service  transactions  shall 
Include  in  their  reports  to  the  market 
administrator  information  regarding  the 
quantities  so  handled. 

§  934  103  Classification  of  milk  and 
other  fluid  milk  products — (a)  Applica- 
tion of  this  section.  The  provisions  of 
this  section  shall  apply  only  to  fluid  milk 
products  which  are  not  required  to  be 
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cla.ssified  a.^  Class  I  mflk  under  §5  934.3 
(bi  (4)  and  934.3  (c)  of  the  order. 

(b)  Fluid  milk  products  disposed  of  to 
consumers.  For  the  purpose  of  this  para- 
graph, "consumer"  means  any  person  to 
whom  fluid  milk  products  are  disposed  of. 
except  a  dealer.  The  term  includes,  but 
Is  not  limited  to.  stores,  re.staurants. 
hotels,  bakeries,  hospitals  and  other  insti- 
tutions, candy  manufacturers,  soup  man- 
ufacturers, livestock  farmers,  and  similar 
persons  who  are  not  necessarily  the  ulti- 
mate users.  It  also  includes  any  dealer 
in  his  capacity  as  the  operator  of  any  of 
these  establishments,  and  in  connection 
with  any  other  use  or  disposition  of  fluid 
milk  products  not  directly  related  to  his 
operations  as  a  dealer.  Fluid  milk  prod- 
ucts disposed  of  by  a  handler  or  dealer 
to  consumers  shall  be  classified  as 
follows: 

<1»  Milk,  flavored  milk,  cultured  or 
flavored  .skim  milk,  and  buttermilk  shall 
be  classified  as  Class  I  milk,  except  as 
provided  in  subparagraphs  (3)  and  (4) 
of  this  paragraph. 

'2)  Cream  and  skim  milk  shall  be 
cla.ssified  as  Class  II  milk. 

<3)  Sour  milk  and  milk  otherwise  un- 
suitable for  human  consumption  as  milk, 
which  is  disposed  of  to  a  livestock  farmer 
and  used  by  him  for  animal  feed,  shall 
be  cla.ssified  as  Class  II  milk. 

'  4 )  Flavored  milk,  cultured  or  flavored 
5kim  milk,  and  buttermilk,  which  is  dis- 
posed of  to  a  livestock  farmer  and  .used 
by  him  for  animal  feed,  shall  be  classifled 
as  Class  II  milk.  ' 

<c)  Fluid  milk  products  manufactured 
into  other  milk  products.  Fluid  milk 
products  manufactured  by  a  handler  or 
dealer  Into  other  milk  products  shall  be 
classified  as  Class  II  milk,  unless  the 
resulting  milk  product  is  subsequently 
reconverted  Into  fluid  milk  products  for 
which  Class  II  utilization  is  not  estab- 
lished. Specifically,  the  following  shall 
be  considered  to  be  milk  products: 

Acidophilus  milk. 
Butter. 

Buttermilk  powder. 
Ciiseln. 

Cheese  and  cheese  paste. 
Condensed  milk. 
Condensed  buttermilk. 
Condensed  skim  milk. 
Q?gnog. 

E\aporated  milk. 
Evaporated  skim  milk. 
Ice    cream.    Ice    cream    mix,    and    similar 
frozen  desserts. 
Milk  powder. 

Nonfat  dry  milk  solids   (skim  powder). 
Whey  and  whey  products. 
Yarhout  (BulgRrlan  milk). 

(d)  Miscellaneous  uses.  Fluid  milk 
products  used  or  disposed  of  by  a  handler 
or  dealer  in  accordance  with  this  para- 
graph shall  be  classified  as  follows: 

'1)  Milk  dumped  or  discarded  shall 
be  classifled  as  Class  I  milk,  unless  es- 
tablished as  sour  milk  or  milk  otherwise 
un.suitable  for  human  consumption  as 
milk. 

'2)  Fluid  milk  products  dumped  or 
discarded,  except  milk  suitable  for  hu- 
man consumption  as  milk,  shall  be  classi- 
fied as  Class  II  milk. 

<3)  Fluid  milk  products  destroyed  or 
spilled    under    •xtraordlnary    clrcum- 


FEDERAL  REGISTER 

stances  shall  be  classifled  as  Class  II 
milk. 

<4)  Plant  shrinkage  in  excess  of  2 
percent  of  the  volume  of  fluid  milk  prod- 
ucts handled  shall  be  classifled  as  Class 
I  milk. 

<e)  Inventories.  All  milk  products  on 
hand  at  any  plan  at  the  close  of  the 
month  may  be  classifled  tentatively  as 
Class  II  milk.  Final  cla.sslfication  .shall 
be  made  when  disposition  of  the  milk 
products  takes  place. 

5  934.1C4  Plant  shrinkage— (A)  Ap- 
plication of  this  section.  The  provisions 
of  this  section  shall  apply  in  determining 
the  quantity  of  plant  shrinkage  to  be 
classified  as  Class  II  milk  pursuant  to 
8  934.3  <a)  (2)  (ii)  of  the  order. 

(b'  Requirement  to  establish  plant 
shrinkage,  d)  Plant  shrinkage  may  be 
considered  as  established  only  if  both  the 
volume  of  fluid  milk  products  handled 
during  the  month  and  the  total  of  spe- 
ciflc  uses  of  fluid  milk  products  during 
the  month  are  established. 

(21  If  plant  shrinkage  Is  not  estab- 
lished, the  total  quantity  of  fluid  milk 
products  not  specifically  accounted  for 
shall  be  cla.ssified  as  Class  I  milk. 

(c)  Computation  of  volume  handled 
and  of  total  of  specific  uses,  d)  The 
volume  of  fluid  milk  products  handled 
by  a  handler  during  the  month  shall 
consist  of  the  total  receipts  of  fiuid  milk 
products  at  the  handler's  regulated 
plants,  plus  the  opening  Inventory,  and 
minus  the  closing  inventory,  at  such 
plants. 

<2)  Each  handler's  total  of  specific 
uses  of  fluid  milk  products  during  the 
month  shall  consi.st  of  the  total  quantity 
of  fluid  milk  products  the  .specific  dis- 
position of  which  Is  established  at  the 
handler's  regulated  plants,  minus  the 
quantity  of  syrup  or  other  flavoring  ma- 
terial disposed  of  in  flavored  milk  or 
flavored  skim  milk. 

(d)  Determination  and  classification 
of  plant  shrinkage.  (1)  Plant  shrinkage 
shall  be  determined  by  deducting  the 
total  of  speciflc  uses  from  the  volume 
handled.  The  remainder.  If  it  can  rea- 
sonably be  considered  to  represent  the 
loss  or  shrinkage  in  fluid  milk  products 
normally  Incurred  by  the  handler  in  the 
receiving,  processing,  packaging,  and 
distribution  of  the  milk  and  milk  pro- 
ducts handled  by  him,  shall  be  considered 
his  plant  shrinkage. 

(2)  The  classification  of  plant  shrink- 
age shall  be  determined  by  computing 
2  percent  of  the  volume  handled  and 
comparing  the  result  with  the  plant 
shrinkage.  Plant  shrinkage  not  in  ex- 
cess of  such  result  shall  be  classifled  as 
Class  II  milk.  Plant  shrinkage  in  excess 
of  such  result  shall  be  classified  as  Class 
I  milk. 

§934.105  Due  dates  of  reports  of 
handlers  who  receive  no  milk  from  pro- 
ducers—(a)  Application  of  this  section. 
Pursuant  to  5  934.5  (b)  of  the  order,  the 
provisions  of  this  section  shall  apply  with 
respect  to  the  reports  of  handlers  who  re- 
ceive no  milk  from  producers. 

(b)  Reports  of  buyer -handlers  and  pro- 
ducer-handlers. (1)  Except  as  provided 
In  subparagraph  (2)  of  this  paragraph, 
buyer-handlers   (handlers  whose  entire 
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supply  of  fluid  milk  products  Is  received 
from  other  handlers)  and  producer- 
handlers  shall  file  a  report  for  each  cal- 
endar quarter  of  the  year.  The  report 
for  each  quarterly  period  shall  be  filed 
within  eight  days  after  the  end  of  the 
period. 

'2)  Within  eight  days  after  the  end  of 
any  month  in  which  a  buyer-handler  or 
producer-handler  receives  Class  II  milk 
other  than  cream  from  an  unregulated 
plant  not  subject  to  the  Boston  or  New 
York  orders,  he  shall  file  a  separate  re- 
port for  that  month  and  for  any  prior 
months  of  the  same  quarterly  period. 
He  shall  al.so  file  a  separate  report  for 
each  subsequent  month  of  the  quarterly 
period,  within  eight  days  after  the  end 
of  such  month. 

§  934.106  Detail  and  form  of  handlers' 
reports — <a)  Application  of  this  section. 
Pursuant  to  §934.5  (a)  and  (b)  of  the 
order,  the  following  provisions  shall  apply 
with  respect  to  the  detail  and  form  of 
handlers'  reports  of  receipts  and  utiliaa- 
tion  of  fluid  milk  products. 

(b)  Requirements  applicable  to  all 
handlers.  Each  handler's  report  shall 
contain  the  following  information: 

*1 )  The  receipts  of  milk  at  each  plant 
from  producers  and  from  other  dairy 
farmers,  including  receipts  from  his  own 
production. 

(2)  The  receipts  of  fluid  milk  products 
from  other  handlers  and  dealers,  and 
from  any  of  the  handler's  unregulated 
plants. 

<3)  The  quantities  of  Class  I  milk  dis- 
posed of  in  and  outside  the  marketing 
area,  showing  the  respective  quantity 
disposed  of  in  each  outside  market  and  to 
each  plant  of  a  handler  or  dealer. 

<4)  The  quantity  of  Class  II  milk  dis- 
posed of  to  each  plant  of  a  handler  or 
Tlealer. 

<c)  Additional  requirements  applica- 
ble to  handlers  who  receive  milk  from 
producers.  The  report  of  each  handler 
who  receives  milk  from  producers  shall 
contain  the  following  additional  infor- 
mation : 

(1)  Separate  totals  of  receipts  from 
producers  whose  farms  are  located  in 
Massachusetts  and  producers  who.se 
farms  are  located  outside  Mas.sachu.setts. 

(2)  Separate  totals  of  receipts  at  each 
plant  from  producers  who  are  members 
of  each  association  of  producers  and 
from  nonmembers;  and  the  number  of 
producers  in  each  group. 

J  934.107  Averaging  of  producers'  but- 
terfat  tests.  In  making  payments  for 
milk  to  each  producer,  pursuant  to 
§  934.8  of  the  order,  each  handler  may 
determine  the  average  butterfat  content 
of  the  milk  by  using  the  simple  average 
of  the  butterfat  tests  of  semimonthly 
composite  samples  of  the  milk,  unle.ss  the 
difference  between  the  semimonthly  tests 
is  more  than  two  points  (0.2%).  or  the 
quantity  of  milk  delivered  by  the  pro- 
ducer in  either  semimonthly  period  is  as 
much  as  three  times  as  large  as  his  deliv- 
eries in  the  other  semimonthly  period. 

§  934.108  Deductions  from  payments 
to  producers— (bl)  Authorization  for  de- 
ductions. In  making  payments  to  pro- 
ducers as  required  by  §  934.8  of  the  order, 
the  burden  shall  rest  upon  the  handler 
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making  deductions  from  such  payments 
to  prove  that  each  deduction  is  properly 
authorized,  and  properly  chargeable  to 
the  producer. 

(b)  Deductions  for  cooperative  asso- 
ciations. The  following  provisions  shall 
apply  with  respect  to  the  deductions 
which  are  provided  for  in  §  934.9  (b)  of 
the  order: 

( 1 )  Each  handler  shall  be  obligated  to 
make  deductions  for  an  association  of 
producers  if  the  association  files  a  claim 
with  the  handler  for  amounts  to  be  de- 
ducted from  the  handler's  payments  to 
Its  members.  The  claim  shall  contain  a 
list  of  the  producers,  an  agreement  to 
indemnify  the  handler  in  the  making  of 
the  deductions,  and  a  certification  that 
the  a.ssociation  has  an  unterminated 
membership  contract  with  each  produc- 
er, authorizing  the  claimed  deduction. 

(2)  Upon  receipt  of  notice  from  the 
market  administrator  that  there  Is  an 
error  in  the  claim  filed  by  an  association 
of  producers  pur.-^uant  to  subparagraph 
(1)  of  this  paragraph,  the  handler  shall 
be  relieved  of  the  obligation  to  make  that 
part  of  the  deductions  which  was  claimed 
In  error,  as  determined  by  the  market 
administrator. 

5  934.109  Weights  of  fluid  milk  prod- 
ucts—  la)  Application  of  this  section. 
The  provisions  of  this  section  shall  apply 
in  determining  the  respective  quantities 
of  fluid  milk  products  received  or  used 
by  each  handler  or  dealer. 

(b)  Basis  for  determination  of  quan- 
tity. The  determination  of  the  quantity 
of  fluid  milk  products  received  or  used  by 
each  handler  or  dealer  shall  be  on  the 
basis  of  the  weight,  in  pounds,  of  the 
fluid  milk  products. 

(c)  Standard  weights.  In  the  absence 
of  specific  weights,  the  weight  of  fluid 
milk  products  received  or  dispo.sed  of  in 
a  quart  or  40-quart  container  shall  be 
determined  according  to  the  following 
table.  The  weight  of  such  products  in 
any  other  container  shall  be  determined 
by  multiplying  the  equivalent  number  of 
quarts  by  the  respective  standard  weight 
per  quart  container,  except  that,  in  the 
ab.sence  of  specific  weights,  the  weight  of 
such  products  in  a  20-quart  container 
shall  be  considered  to  be  one-half  of  the 
applicable  standard  weight  per  40-quart 
can. 
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DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

|T.  D.  521901 

Newfoundland 

m\rktnc  of  articles  to  indicate  n.ame  of 
country  of  origin 

April  11.  1949. 
The  Department  of  State  has  informed 
the  Bureau  of  Customs  that  effective  at 
midnight  March  31.  1949.  under  the 
agreement  entitled  "Terms  of  Union  of 
Newfoundland  with  Canada"  Newfound- 


Creara. 


1« 
17 
IS 
\<t 
■JO 

21 

r.i 

24 
2.S 
2fi 
27 
28 
29 

;u) 
:ii 
;« 
:« 
:u 
:«.■) 
:w 
:t7 
;« 
;iu 

40 
41 
42 
43 
44 
45 
4« 
47 
4S 
44 
50 
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2.18 

2.136 

2.134 

2. 132 

2.i;Jl) 

2.12H 

2.12fi 

2.124 

2.  122 

2.  12lt 

2.  IH 

2.  IW 

2.113 

2.111 

2. 10« 

2.108 

2.  UW 

2. 1().i 

2.1(13 

2.  102 

2.  int) 

2.  (W9 

2.097 

2.(W« 

2.(W 

2.(m3 

2.(lUI 

2.(Wn 

2.»« 

2.I1K7 

2.  m4 
2.  (tH2 
2.  iM 
2.  079 
2.078 


85.0 


S«.0 

S.V  42 
85.34 
85.  art 
H5.  is 

8.V  10 
H5.  02 
H4.  94 
H4.  Hil 
H4.  7h 
S4.  70 
84.fi2 

m.M 

H4.  42 
84.  3i; 
81.30 
X4.  21 
H4.  IS 
S4.  12 
84.n<i 

84.00 
H3  »4 
S3.  >W 
K3.  H2 
Ki.  7t> 
H.X70 
S.3.fl4 
83.  5H 

83..^2 

S3  4« 

K.3  40 
S3  34 
83.28 
K.3.  2^2 
h3.  14 
83.10 


'  .\ny  to,>t. 

Issued  at  Boston.  Massachusetts,  this 
13th  day  of  April  1949. 

[sEALl  Richard  D.  Aplin,  * 

Market  Administrator. 

[F.    R.    Doc.    49  2970;    Filed,    Apr.    15.    1940; 
8;53  a.  m.l 

FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No.  92811 

Class  B  FM  Broadcast  Stations 

notice  or  proposed  rule  making 

In  the  matter  of  amendment  of  revised 
tentative   allocation   plan    for  Cla.ss  B 


FM  broadcast  stations  to  add  Channel 
No.  295  to  LaSalle-Peru.  Illinois. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  It  is  proposed  to  amend  the  Revised 
Tentative  Allocation  Plan  for  Class  B  FM 
Broadcast  Stations  to  the  extent  that 
Channel  No.  295  will  be  allocated  to  La- 
Salle-Peru. Illinois,  for  the  purpo.se  of 
providing  for  a  more  equitable  and  effi- 
cient utilization  of  FM  facilities. 

3.  Authority  for  the  adoption  of  the 
proposed  amendment  is  contained  in  sec- 
tions 303  (c>.  (d).  (f),  and  (r)  and 
307  (b>  of  the  Communications  Act  of 
1934.  as  amended. 

4.  Any  Interested  party  who  Is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted  or  should  not  be 
adopted  in  the  form  set  forth  herein,  may 
file  with  the  Commission,  on  or  before 
May  9.  1949,  a  written  statement  or  brief 
setting  forth  his  comments.  At  the  same 
time  persons  favoring  the  amendment  as 
proposed  may  file  statements  in  support 
thereof.  The  Commission  will  consider 
all  comments  that  are  received  before 
taking  flnal  action  In  the  matter,  and  if 
any  comments  are  received  which  ap- 
pear to  warrant  the  Commission  in  hold- 
ing an  oral  argument  before  flnal  action 
Is  taken,  notice  of  the  time  and  place  of 
such  oral  argument  will  be  given  in- 
terested parties. 

5.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:    April   6.    1949. 

Released:  April  11.  1949. 


NOTICES 


IF.    R.   Doc. 


49-2929:    Filed, 
8:45  a.  m.) 


land  became  a  province  of  Canada  known 
as  the  Province  of  Newfoundland. 

Articles  manufactured  or  produced  in 
Newfoundland  shall  hereafter  be  marked 
to  indicate  "Newfoundland"  or  "Canada" 
as  the  country  of  origin. 

The  entry  for  Newfoundland  in  item 
3  of  Bulletin  of  Marking  Ruling— 3  shall 
be  changed  to  conform  with  this  decision. 

fSEALl  Frank  Dow. 

Acting  Commissioner  of  Custotns. 


Apr.    15.    1949; 


[seal] 


Federal  Comi^unications 

Commission. 
T.  J.  Slowie. 

Secretary. 


|F.    R.    Doc.    49  2955;    Filed.    Apr.    15. 
8:51  a.  m.| 
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Fiscal  Service,  Bureau  of  Accounts 

|Dept.    Clrc.    570.   Rev.    Apr.    20,    1943,    1949, 
23d  Supp  I 

Kansas  City  Fire  and  Marine  Insurance 
Co. 

surety  companies  acceptable  on  fede:?\l 
bonds 

April  12,  1949. 

A  certificate  of  authority  has  been  is- 
sued by  the  Secretary  of  the  Trea.^ury 
to  the  above  company  under  the  act  of 
Congress  approved  August  13.  1894.  28 
Stat.  279-80.  as  amended  by  the  act  of 


Saturday,  April  16,  1949 

Congress  approved  March  23,  1910.  38 
Stat.  241.  (6  U.  S.  C.  6-13)  as  an  accept- 
able surety  on  Federal  bonds.  An  un- 
derwriting limitation  of  $161,000.00  has 
been  established  for  the  company.  Fur- 
ther details  as  to  the  extent  and  lo- 
calities with  re.<;pect  to  which  the  com- 
pany is  acceptable  as  surety  on  Federal 
bonds  will  appear  in  the  next  issue  of 
Treasury  Department  Form  356,  copies 
of  which,  when  issued,  may  be  obtained 
from  the  Treasury  Department,  Bureau 
of  Accounts,  Section  of  Surety  Bonds. 
Washington  25,  D.  C. 

[SEALl  E.  H.  Foley,  Jr.. 

Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-2952;    Filed.   Apr.    16.    1949; 
8:51   a.  m.j 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretory  of  Defense 

ITr-insfer  Order  33] 

Order  Transferring  From  Department  of 
the  Army  to  Department  of  the  Air 
I\)RCE  Functions  Relating  to  Estab- 
lishment and  Operation  or  Discipli- 
nary Barracks,  and  Custody  and  Con- 
trol. Including  Clemency,  Parole  or 
Restoration,  of  Persons  Convicted  by 
Military  Courts 

Pursuant  to  the  authority  vested  in  me 
by  the  National  Security  Act  of  1947  (act 
of  July  26.  1947;  Public  Law  253.  80th 
Congress*  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein, 
it  is  hereby  ordered  as  follows: 

1.  There  are  hereby  transferred  to  and 
vested  in  the  Secretary  of  the  Air  Force 
and  Department  of  the  Air  Force  func- 
tions, powers,  and  duties  relating  to  the 
establishment,  operation,  and  control  of 
United  States  Disciplinary  Barracks  or 
Branches  thereof,  including  custody  and 
control  of  prisoners  therein,  equal  to 
those  vested  in  the  Secretary  of  the  Army 
and  the  Department  of  the  Army,  or  any 
officer  of  that  Department  in  regard  to 
.such  matters,  and  all  functions,  powers, 
and  duties,  including  the  exercise  of 
clemency,  parole,  or  restoration,  with  re- 
-spect  to  any  person  convicted  by  a  mili- 
tary court  who  comes  under  the  jurisdic- 
tion of  the  Department  of  the  Air  Force, 
which  are  vested  in  the  Secretary  of  the 
Army  and  the  Department  of  the  Army, 
or  any  officer  of  that  Department  by  the 
following  laws,  parts  of  laws,  including 
applicable  portions  of  appropriation  acts, 
and  Executive  Orders: 

a.  Act  of  March  4,  1915,  c.  143,  sec.  1.  2. 
38  Stat.  1074,  1075.  1084.  1085.  1086;  <10 
U.  S.  C.  1452.  1454,  1455,  1456,  1457,  1457a. 
1457b.  1458». 

b.  Act  of  March  4.  1915.  c.  143.  sec.  2. 
38  Stat.  1085.  as  amended  by  the  act  of 
May  29.  1928.  c.  901.  sec.  1.  i33>.  45  Stat. 
988;  <10U.  S,  C.  1453). 

c.  Act  of  March  3.  1879.  c.  182,  sec.  1, 
20  Stat.  389 ;  ( 10  U.  S.  C.  1459  • . 

d.  All  other  laws  or  parts  of  laws  now 
in  effect.  Including  applicable  provisions 
of  appropriation  acts,  and  Executive  or- 
ders which  vest  in  the  Secretary  of  the 
Army,  the  Department  of  the  Army  or 
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any  ofBcer  of  that  Department,  any  func- 
tion, power,  or  duty  relating  to  the  es- 
tablishment, operation,  or  control  of  a 
United  States  Disciplinary  Barracks  or 
Branch  thereof,  Including  custody  and 
control  of  prisoners  therein,  or  func- 
tions, powers,  and  duties  relating  to  the 
exercise  of  clemency,  parole,  or  restora- 
tion, of  any  person  convicted  by  a  mili- 
tary court. 

2.  Each  general  prisoner  now  under 
sentence  who  at  the  time  of  his  convic- 
tion was  a  member  of  the  Aviation  Sec- 
tion. Signal  Corps,  United  States  Army; 
the  Air  Service,  United  States  Army;  Air 
Corps.  United  States  Army;  the  Army 
Air  Forces  (except  Army  personnel  of 
other  Arms  and  Services  who  were  as- 
signed to  or  attached  for  duty  with  the 
Army  Air  Forces  or  the  United  States 
Air  Force  at  the  time  of  their  convic- 
tion )  ;  or  the  United  States  Air  Force  is 
transferred  in  like  status  from  the  De- 
partment of  the  Army  to  the  Depart- 
ment of  the  Air  Force  and  the  functions, 
powers  and  duties  over,  and  the  juris- 
diction of  each  of  the  aforementioned 
general  prisoners  which  were  vested  this 
date  in  the  Secretary  of  the  Army  and 
the  Department  of  the  Army  or  any  of- 
ficer thereof  are  hereby  transferred  to 
and  vested  in  the  Secretary  of  the  Air 
Force  and  the  Department  of  the  Air 
Force. 

3.  The  Department  of  the  Army  and 
the  United  States  Army  shall  continue 
to  perform  for  the  Department  of  the  Air 
Force  and  the  United  States  Air  Force 
the  functions  of  administering  the 
United  States  Disciplinary  Barracks  and 
its  Branches,  maintaining  custody 
thereat  of  personnel  who  at  the  time 
of  their  confinement  were  members  of 
the  Aviation  Section,  Signal  Corps, 
United  States  Army;  the  Air  Service, 
United  States  Army;  the  Air  Corps, 
United  States  Army;  the  Army  Air 
Forces:  or  the  United  States  Air  Force 
(including  any  future  members  of  the 
United  States  Air  Force  or  the  Depart- 
ment of  the  Air  Force)  ;  and  providing 
the  administrative  services  heretofore 
performed  by  the  Correction  Branch,  Of- 
fice of  the  Adjutant  General;  the  Adju- 
tant General:  and  the  Commandants. 
United  States  Disciplinary  Barracks  and 
its  Branches  with  respect  to  such  per- 
sonnel; all  subject  to  such  adjustment 
or  transfers  of  responsibilities  as  from 
time  to  time  are  Jointly  determined  by 
the  Secretaries  of  the  two  Departments 
to  be  necessary  or  desirable. 

4.  It  is  expre.scly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

5.  The  Secretary  of  the  Army,  the 
Secretary  of  the  Air  Force  or  their  rep- 
resentatives are  hereby  authorized  to 
issue  such  orders  as  may  be  necessary  to 
effectuate  the  purposes  of  this  order.  In 
this  respect,  the  transfer  of  such  related 
personnel,  property,  records,  installa- 
tions, agencies,  activities,  and  projects  as 
the  Secretaries  of  the  Army  and  the  Air 
Force  shall  from  time  to  time  Jointly  de- 
termine to  be  necessary,  is  authorized. 

6.  Nothing  contained  in  this  order 
shall  operate  as  a  transfer  of  funds. 
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7.  This  order  shall  be  effective  as  of 
12:00  noon.  March  26,  1949. 

James  Forrestal, 
Secretary  of  Defense. 
March  26.  1949. 

(P.    R.    Doc.    49-2930;    Filed,    Apr.    16,    1949; 
8:45  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Alaska 
shore  space  restoration  no.  415 

April  5,  1949. 

By  virtue  of  the  authority  contained 
in  the  act  of  June  5.  1S20  <41  Stat.  1059, 
48  U  S.  C.  372),  and  in  accordance  with 
43  CFR,  4.275  (56)  (Departmental  Or- 
der No.  2325  of  May  24,  1S47,  12  F.  R. 
3566  I .  and  Order  No.  319  of  July  19,  1948 
(43  CFR  50  451,  13  F.  R.  4278  i ,  it  is  or- 
dered as  follows: 

Subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals, 
the  80-rod  shore  space  reserve  created 
under  the  act  of  May  14.  1898  (30  Stat. 
409 ' .  as  amended  by  the  act  of  March  3. 
1903  (32  Stat.  1028.  48  U.  S.  C.  371).  is 
hereby  revoked  as  to  the  following  de- 
scribed lands: 

T.  30  S  .  R.  59  E  .  Copper  River  Meridian. 
Sec.   10:   Lot  2    (trade  and  manulacturing 
site  application  of  Eugene  B.  Lowman. 
Anchorage  012189). 
T.  60  S..  R.  79  E. 

Sec.    14:    Lot    1    (homeslte   application    of 
Ralph  E.  Wooton,  Anchorage  011142). 
T   30  S  .  R    59  E. 

Sec.  9:  All  that  portion  within  80  rods  of 
Chllkoot  Inlet    (unsurveyed). 

A  tract  of  land  located  on  Thlmbleberry 
Bay,  Identified  as  U.  8.  Survey  No.  2447 
(homestead  application  of  Harold  Sulser, 
Anchorage   09252 ) . 

The  areas  described  aggregate  approx- 
imately 105  acres. 

No  application  for  these  lands  may  be 
allowed  under  the  Small  Tract  Att  of 
June  1,  1938  <52  Stat.  609;  43  U.  S.  C. 
682a).  unless  the  land  has  already  been 
classified  as  valuable  or  suitable  for  such 
type  of  application  or  shall  be  so  classi- 
fied upon  consideration  of  an  applica- 
tion. 

At  10:00  a.  m.  on  June  7,  1949,  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows : 

<a)  Ninety -day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  June  7,  1949,  to  September  6,  1949, 
Inclusive,  the  public  lands  affected  by 
this  order  shall  be  subject  to  (1)  awll- 
cation  under  the  homestead  or  home- 
site  laws,  or  the  Small  Tract  Act  of  June 
1,  1938  (52  Stat.  609.  43  U.  S.  C.  682a) 
as  amended  by  qualified  reterans  of 
World  War  II,  for  whose  service  recog- 
nition is  granted  by  the  act  of  Septem- 
ber 27.  1944  «58  Stat.  747,  43  U.  S.  C. 
279-283),  as  amended,  subject  to  the  re- 
quirements of  applicable  law,  and  <2) 
application  under  any  applicable  public- 
land  law,  based  on  prior  existing  valid 
settlement  rights  and  preference  rights 
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conferred  by  existing  laws  or  equitable 
clainxs  subject  to  allowance  and  con- 
firmation. Applications  by  such  vet- 
erans shall  be  subject  to  claims  of  the 
classes  described  in  subdivision  <2). 

(b)  Twenty-day  advance  period  for 
gimultaneous  preference-right  filings. 
For  a  period  of  20  days  from  May  18. 
1949.  to  June  6,  1949  Inclusive,  such 
veterans  and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  together  with  those 
presented  at  10:00  a.  m.  on  June  7.  1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  larid  laus. 
Commencing  at  10:00  a.  m.  on  September 
7,  1949.  any  of  the  lands  remaining  un- 
appropriated shall  become  subject  to 
such  application,  petition,  location,  or 
selection  by  the  public  generally  as  may 
be  authorized  by  the  public  land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous  non-preference-right  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day 
period  from  August  18.  1949,  to  Septem- 
ber 6.  1949,  inclu-slve,  and  all  such  appli- 
cations, together  with  those  presented  at 
10:00  a.  m.  on  September  7.  1949.  shall 
be  treated  as  simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

Applications  for  the.se  lands,  which 
shall  be  filed  in  the  District  Land  Offlce 
at  Anchorage.  Alaska,  shall  be  acted 
upon  in  accordance  with  the  regulations 
contained  in  §  295.8  of  Title  43  of  the 
Code  of  Federal  Regulations  (Circular 
No.  324.  May  22,  1914.  43  L.  D.  254),  to 
the  extent  that  .such  regulations  are 
applicable.  Applications  under  the 
homestead  and  homesite  laws  shall  be 
governed  by  the  regulations  contained  in 
Parts  64.  65  and  66,  of  Title  43  of  the  Code 
of  Federal  Regulations  and  applications 
under  the  Small  Tract  Act  of  June  1. 
1938.  shall  be  soverned  by  the  regulations 
contained  in  Part  257  of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office 
at  Anchorage.  Alaska. 

Lowell  M.  Puckett. 
Regional  Administrator. 

\F     R.    Doc.    49-2935;    Filed.    Apr.    15.    1949; 
8  46  a.  m] 


NOTICES 

CFR  50.451,  13  F.  R.  4278>.  it  is  ordered 
as  follows: 

Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  the 
80-rod  shore  space  reserve  created  under 
the  act  of  May  14. 1898  <30  Stat.  409).  as 
amended  by  the  act  of  March  3.  1903  (32 
Stat.  1028.  48  U.  S.  C.  371).  Is  hereby 
revoked  as  to  the  following  described 
lands: 
T.  1  S..  R.  2  W..  Falrbank.s  Meridian. 

Sec.  12:  Lot  2  (petition  for  restoration  of 
John  Gustafson,  Fairbanks  06044). 
T.  4  S  .  R.  4  E. 

Sec.  32:  N'^SEU  andS'.NE'i  (Homestead 
application  of  Joseph  C.  Balch.  Fair- 
banks 06235). 

Sec.  22:  Lot  6  and  N' jSE'i  (Homestead  ap- 
plication   of    Eugene    Bruce.    Fairbanks 
06282  I . 
T.  5  S..  R.  4  E. 

Sec.  22:  Lots  2  and  5  (Homestead  applica- 
tion of  Sherman  L.  Edwards.  Fairbanks 
06431 ) . 


Al.^ska 
shore  space  restoration  no.  416 

APRIL    5.  1949. 

By  virtue  of  the  authority  contained  in 
the  act  of  June  5.  1920  (41  Stat.  1059.  48 
U.  S.  C.  372'.  and  in  accordance  with  43 
CFR  4  275  (56)  (Departmental  Order 
No:  2325  of  May  24.  1947.  12  F.  R.  3566). 
and  Order  No.  319  of  July  19.  1948  (43 


The  areas  described  aggregate  approx- 
imately 342  acres. 

No  application  for  these  lands  may  be 
allowed  under  the  Small  Tract  Act  of 
June  1.  1938  <52  Stat.  609;  43  U.  S.  C. 
682a).  unless  the  land  has  already  been 
classified  as  valuable  or  siutable  for  such 
type  of  application  or  shall  be  so  cla.ssl- 
fied  upon  consideration  of  an  application. 
At  10:00  a.  m.  on  June  7.  1949.  the 
lands  shall,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows: 

(at  Ninety-day  period  for  preference- 
right  filings.     For  a  period  of  90  days 
from    June    7.    1949.    to    September    6. 
1949.  inclusive,  the  public  lands  affected 
by  this  order  shall  be  subject  to  (1  >  ap- 
plication under  the  homestead  or  home- 
site  laws,  or  the  Small  Tract  Act  of  June 
1.  1938  <52  Stat.  609.  43  U.  S.  C.  682a)  as 
amended  by  qualified  veterans  of  World 
War  II,  for  whose  service  recognition  Is 
granted  by  the  act  of  September  27.  1944 
.58  Stat.  747,  43  U.  S.  C.  279-283',  as 
amended,  subject  to  the  requirements  of 
applicable  law.  and  (2i  application  un- 
der any  applicable  public-land  law.  base(i 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to 
allowance  and  confirmation.     Applica- 
tions by  such  veterans  shall  be  subject  to 
claims  of  the  classes  described  in  sub- 
division (2). 

(b)  Twenty -day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  May  18. 
1949.  to  June  6.  1949.  inclusive,  such  vet- 
erans and  persons  claiming  preference 
rights  superior  to  those  of  such  veterans, 
may  present  their  applications,  and  all 
such  applications,  tos^ether  with  tho.se 
presented  at  10:00  a.  m.  on  June  7.  1949, 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  September 

-7.  1949.  any  of  the  lands  remaining  un- 
appropriated .shall  become  subject  to 
such  application,  petition,  location,  or 
selection  by  the  public  generally  as  may 
be  authorized  by  the  public  land  laws. 

(d)  Twenty-day  advance  period  for 
simultaneous    non-prcicrcnce-right    fil- 


ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  August  18.  1949.  to  September 
6.  1949.  inclusive,  and  all  such  applica- 
tions, together  with  those  presented  at 
10:00  a.  pi.  on  September  7.  1949.  shall 
be  treated  as  simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rights,  through  settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  In  support 
thereof,  setting  forth  In  detail  all  facts 
relevant  to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office 
at  Fairbanks.  Alaska,  shall  be  acted  upon 
in  accordance  with  the  regulations  con- 
tained in  ?  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324, 
May  22,  1914,  43  L.  D.  254) ,  to  the  extent 
that  such  regulations  are  applicable. 
Applications  under  the  homestead  and 
homesite  laws  shall  be  governed  by  the 
regulations  contained  in  Parts  64.  65 
and  66,  of  Title  43  of  the  Code  of  Federal 
Regulations  and  applications  under  the 
Small  Tract  Act  of  June  1.  1938,  shall  be 
governed  by  the  regulations  contained 
in  Part  257  of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office 
at  Fairbanks.  Alaska. 


Lowell  M.  Puckett. 
Regional  Administrator. 

IF.  R.  Doc.    49-2936;    Filed.    Apr.   15.    1949; 
8:47  a.  m.] 


Arizona 

SMALL  tract  CLASSIFICATION   ORDER   NO.    15 

Correction 

April  8.  1949. 
In  Federal  Register  Document  49-2012. 
appearing  on  Page  1219  of  the  issue  of 
Thursday.  March  17.  1949  (Vol.  14.  No. 
51).  the  21st  line  of  Section  1  of  the 
original  document  is  corrected  to  read 
N'2S' .SW'4NW!4    instead    of    N'-N'.. 

SWUNWU. 

E.  R.  Smith. 
Regional  Administrator. 

I  p.    R.    Doc.   49-2931;    Filed,    Apr.    15.    1949; 
8:46  a.  m  I 


DEPARTMENT  OF  COMMERCE 

OflRce  of  Industry  Cooperation 

Amended  Voluntary  Plan  Under  Public 
Law  395.  80th  Congress,  as  Amended. 
FOR  Allocation  of  Steel  Products  for 
Requirements  of  Feder.\l  Aeron.auti- 
cal  Agencies  ' 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  as  amended,  and 
Executive  Order  9919  (after  consultation 

'This  plan  was  originally  designated  as 
"Allocation  of  Steel  Products  for  Require- 
ments of  the  National  Advisory  Comnitr'^'e 
for  Aeronautics." 


Saturday,  April  16,  1949 

with  representatives  of  the  steel  produc- 
ing Industry,  and  with  the  interested 
government  agencies,  and  after  giving 
opportunity  for  the  expre.ssion  of  the 
views  of  industry,  labor  and  public  gen- 
erally at  an  open  public  hearing  held  on 
February  14.  1949).  has  determined  that 
the  following  amendment  of  the  existing 
amended  plan  of  voluntary  action  for  al- 
location of  steel  products  for  require- 
ments of  the  National  Advisory  Com- 
mittee for  Aeronautics,  in  order  to  pro- 
vide for  requirements  of  the  Civil  Aero- 
nautics Administration,  is  practicable 
and  is  appropriate  to  the  successful  car- 
I  ying  out  of  the  policies  set  forth  in  Public 
Law  395.  as  amended. 

Therefore,  the  said  amended  voluntary 
plan  is  re-designated  as  the  "Amended 
Voluntary  Plan,  under  Public  Law  395, 
80th  Congress,  as  Amended,  for  Require- 
ments of  Federal  Aeronautical  Agencies" 
and  is  further  amended,  in  its  entirety, 
to  read  as  follows: 

1.  What  this  plan  docs.  This  plan  sets 
up  the  procedure  under  which  steel  pro- 
ducers participating  in  this  plan  (herein- 
after called  producers)  agree  vo'.untarlly 
to  make  steel  products  available  for  the 
construction,  repair,  maintenance,  and 
operation  of  aeronautical  facilities  of  the 
following  statutory  aeronautical  agencies 
(hereinafter  called  the  Aeronautical 
Agencies)  :  Civil  Aeronautics  Adminis- 
tration (hereinafter  called  the  CAA  i  and 
the  National  Advi.sory  Committee  for 
Aeronautics  (hereinafter  called  the 
N.ACA ) .  Tlie  steel  products  provided  for 
herein  are  to  be  made  available  either 
directly  to  the  Aeronautical  Agencies  or 
to  persons  who  need  them  to  fill  con- 
tracts for  the  Aeronautical  Agencies  and 
who  comply  with  the  provisions  of  this 
plan.  Such  persons  (hereinafter  col- 
lectively called  participating  contrac- 
tors' Include  prime  contractors  for  the 
Aeronautical  Agencies,  their  .subcon- 
tractors, and  steel  fabricators  .supplying, 
or  under  contract  to  supply,  steel  prod- 
ucts to  such  prime  contractors  or  their 
subcontractors. 

2.  Agreement  by  steel  producers.  Be- 
ginning with  the  month  of  March  1949 
and  continuing  during  the  period  this 
plan  remains  in  eflect.  producers  will,  out 
of  their  own  production  or  that  of  their 
producing  subsidiaries  or  affiliates,  make 
available  to  the  Aeronautical  Agencies 
and  to  their  participatin;::  contractors  a 
total  of  1.926  net  tons  of  steel  products 
per  month,  distributed  by  types  approxi- 
mately as  set  out  in  the  schedule  hereto, 
as  it  may  be  amended  by  the  Secretary 
of  Commerce  from  time  to  time. 

Distribution  Of  the.se  tonnages  between 
the  Aeronautical  Agencies  will  be  deter- 
mined by  those  agencies  in  consultation 
with  each  other. 

3.  Determination  of  quantities  to  be 
furnished  by  respective  producers.  Un- 
less otherwise  specified  In  its  acceptance 
of  this  plan,  the  quantities  to  be  made 
available  by  each  producer,  as  its  com- 
mitment under  this  plan,  will  be  such  as 
the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
Offlce  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  determines  to  be 
fair  and  equitable.  Each  producer  will 
from  time  to  time,  however,  upon  request 
of  the  Secretary  of  Commerce,  give  con- 
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sideration  to  making  additional  quanti-  able  to  use.  for  the  purposes  of  this  plan, 

ties  available.    Producers  will  take  credit  any  products  obtained  under  the  plan, 

against  their  commitments  under  this  hp  shall  be  further  obligated  to  hold 

plan  only  for  deliveries  to  the  Aeronau-  them  subject  to  such  other  use  or  dis- 

tical  Agencies  and  to  participating  con-  position  (including  reallocation  to  other 

tractors  on  orders  certified  in  accordance  consumers   or   return   to   the    producer 

with  Paragraph  9  below.  from  whom  purcha.sed '  as  shall  be  au- 

4.  Contractual  arrangements.  Such  tlwrized  by  the  Office  of  Industry  Co- 
products  will  be  made  available  under  operation  of  the  Department  of  Com- 
.such  contractual  arrangements  as  may  merce. 

be  made  by  the  respective  producers,  or         9.  Procedure  for  placing  crdcrs  under 

their  producing  subsidiaries  and  affiliates,  this  plan.    Purcha.se  orders  placed  under 

with  the  Aeronautical  Agencies  and  the  this  plan  for  steel   products  are  to  be 

respective  participating  contractors.     No  placed  with  participating  producers  or 

request  or  authorization  will  be  made  by  their  producing  .subsidiaries  or  affiliates, 

the  Department  of  Commerce  relating  to  Each  purchase  order  or  contract  placed 

the  allocation  of  orders  or  cu.stomers,  the  by  the  CAA  or  NACA,  with  producers  or 

delivery  of  products,  the  allocation  of  with    participating    contractors,    under 

business   among   participating   contrac-  this  plan  will  be  specifically  identified  as 

tors,  or  any  limitation  or  re.striction  on  being  so  placed.     Each  purchase  order 

the  production  or  marketing  of  any  prod-  placed    by    a    participating    Contractor 

uct.s.    This  plan  does  not  authorize  nor  imder  this  plan  shall  be  placed  in  ac- 

approve  any  fixing  of  prices,  and  partici-  cordance  with  instructions  i.ssued  by  the 

patlon  in  this  plan  does  not  affect  the  Aeronautical   Auencies,   after  consulta- 

prlces  or  terms  and  conditions  on  which  tion  with  the  Offlce  of  Indu.stry  Coopera- 

any  product  is  actually  sold  and  deliv-  tion  of  the  Department  of  Commerce, 

ered.  and  .shall  bear  the  following  certification 

5.  Limitations  as  to  types,  .sizes  and  by  the  participating  contractor: 
quantities.    A  producer  need  make  avail-  ^he  undersigned  certifies  to  the  seller  and 
able  under  this  plan  only  tho.se  products  to  the  Department   of  Commerce  that  the 
which  are  within  the  type  and  size  limi-  products  specified  in  this  order  will  be  u.sed 
tations  of  the  mill  or  mills  which  it  may  solely  to  fill  the  undersigned's  requirements 

select  for  the  fulfillment  of  Its  commit-  under  Contract  No. |  insert  number 

ment  under  this  plan.     The  quantities  "f    contract     and     name     of    Aeronautical 

Which  It  may  have  undertaken  to  mako  Agency  |    which  has  been  designated  by  said 

,1    1.1     ■  11.  V.  .         .  Aeronautical  Aeencv  as  having  been  placed 

avallab  e  in  any  month  may  be  reduced.  ^„^„   Department   of   Commerce   Amended 

or  at  Its  option  their  delivery  may  be  voluntary  Plan  under  Public  Law  395.  80th 

postponed,   in   direct  proportion  to  any  congress,  for  Allocation  of  Steel  Products  for 

production  losses  during  the  month  due  Requirements  of  Federal  Aeronautical  Agen- 

to  cau.ses  beyond  Its  control.  <"les.   with   which  plan   the   undersigned    Is 

6.  Reports  from  steel  producers.  Each  familiar. 

producer  will.  If  requested  by  the  Office  _," 

of  Indtustry  Cooperation  of  the  Depart-  JsignaVu'rVand  tTtieoYduly 

ment  of  Commerce  (subject  to  approval  authorized  officer) 

of  the  Bureau  of  the  Budget  under  the  

Federal  Reports  Act  of  1942),  submit  to  (Date) 

that  Offlce  periodic  reports  of  the  total  /-»^j....^   .....„..,„..i.,   „  >«;«  ^    i    r         ^i. 

quantities,  by  types,  of  products  shipped.  ,    ^''^''''   f\l^,'''^'    ^^'^i^'^^'^   ^,"^1?'^   ^« 

and  accepted  fo7  shipment,  under  this  ^■'^■"^"ance  of  this  amendment  of  the  plan 

pjjjj^  need  not  be  re-certified  to  conform  with 

7.  Reports  from  parMcipating  contrac-  ^^^  modified  certification  above. 

tors.  The  Offlce  of  Indu.stry  Cooperation  10-  Procedure  for,  and  effect  of,  be- 
at the  Department  of  Commerce  (sub-  coming  a  participant.  After  approval  of 
ject  to  the  approval  of  the  Bureau  of  this  plan  by  the  Attorney  General  and 
the  Budget  under  the  Federal  Reports  by  the  Secretary  of  Commerce,  and  after 
Act  of  1942)  may  require  any  partici-  requests  for  compliance  with  it  have 
pating  contractor  to  furnish  reports  with  been  made  of  steel  producers  by  the 
respect  to  steel  products  on  hand  and  Secretary  of  Commerce,  any  such  steel 
under  arrangements,  or  any  other  in-  producer  may  become  a  participant  in 
formation  pertinent  to  any  orders  placed  this  plan  by  advising  the  Secretary  of 
under  this  plan.  Commerce.  In  writing,  of  its  acceptance 

8.  Obligations  of  participating  con-  of  such  request.  ~Such  requests  for  com- 
tracturs.  By  participation  in  this  plan,  pliance  will  be  effective  for  the  purpose 
each  participating  contractor  shall  be  of  granting  certain  immunity  from  the 
obligated  as  follows:  To  use  all  products  anti-trust  laws  and  the  Federal  Trade 
obtained  under  this  plan  solely  for  fill-  Commi.ssion  Act.  as  provided  in  section 
Ing  contracts  with  or  for  the  Aeronautl-  2  (c)  of  Public  Law  395.  only  with  respect 
cal  Agencies;  not  to  resell  or  transfer  to  such  producers  as  notify  the  Secre- 
any  such  products  in  the  form  received  tary  of  Commerce  In  writing  that  they 
by  the  participating  contractor,  except  will  comply  with  such  requests. 

to  such  subsidiary,  affiliate,  subcontrac-  H.  Effective  date  and  duration.    This 

tor  or  fabricator  as  may  be  designated  plan  shall  become  effective  upon  the  date 

for  the  manufacture  or  fabrication  of  of  its  final  approval  by  the  Secretary  of 

products    needed    for    delivery    to    the  Commerce  and  shall  cease  to  be  effective 

Aeronautical  Agencies  or  for  Incorpora-  at  the  close  of  bu.sincss  on  September 

tion  Into  products  for  delivery  to  the  30.   1949.     However,  the  plan   may   be 

Aeronautical  Agencies;  and  not  to  build  terminated  on  such  earlier  date  as  may 

up,  beyond  current  needs,  any  Inven-  be  determined  by  the  Secretary  of  Com- 

torles  of  products  obtained  or  end  prod-  merce,  upon  not  le.ss  than  60  days'  notice 

ucts  manufactured,  under  this  plan.    If  by  letter,  telegram,  or  publication  in  the 

a  participating  contractor  becomes  un-  Federal  Register. 


isrvi 


NOTICES 


12.  Withdrawal  from  plan.  Any  pro- 
ducer may  withdraw  from  this  plan  by 
giving  not  less  than  60  days  written  no- 
tice to  the  Secretary  of  Commerce. 

13.  Clarifying  interpretations.  Any  In- 
terpretation l.ssued  by  the  Secretary  of 
Commerce  (after  consultation  with  the 
Attorney  General),  in  writing,  to  clarify 
the  meaning  of  any  terms  of  provisions 
In  this  plan,  shall  be  bindmp  upon  all 
participants  notified  of  such  Interpreta- 
tion. 

Approved:  March  21.  1949. 

Chari.es  Sawyer, 
Secretary  of  Commerce. 

Approved:  March  16.  1949. 

Tom  C.  Clark, 
Attorney  General. 

Stheduli— ^Distribution   or  Products 

Net  tomt 
Type:  per  month 

Hot  rolled  bars 10 

Reinforcing    bars 530 

Structural  shapes 600 

Plates 575 

Sheets 88 

Ralls 11 

Seamless  pipe  and  tubing 80 

Rigid  conduit 34 

Total  net  tons  per  month 1.926 

This  schedule  may  be  amended  by  the 
Secretary  of  Commerce  from  time  to  time. 

Date:  March  21.  1949. 

/»/     Charles  Sawyer. 
Secretary  of  Commerce. 

March  24.  1G49. 

Gentlemen:  Enclosed  Is  a  copy  of  the 
above  amended  Voluntary  Plan  which  has 
been  approved  by  the  Attorney  General  and 
myself  pursuant  to  Public  Law  395.  80th 
Congress  (as  amended  by  Public  Law  6.  81st 
Congress),  and  Executive  Order  9919. 

Acting  pursuant  to  said  Law  and  Executive 
Order.  I  hereby  request  compliance  by  you 
with  the  amended  voluntary  plan.  This 
request  will  not  be  effective  for  the  purpose 
of  granting  Immunity  from  the  antitrust 
laws  of  the  United  States  and  the  Federal 
Trade  Commission  Act.  as  provided  in  section 
2  (c)  of  Public  Law  395.  80th  Congress,  as 
amended,  unless  you  promptly  agree  in  writ- 
ing to  comply  herewith. 

Two  copies  of  a  suggested  form  for  your 
use  In  evidencing  acceptance  of  this  request 
are  enclosed.  One  copy  Is  to  be  returned  to 
me  and  the  other  retained  for  your  flies. 

Sincerely  yours. 

CHARLES  Sawyer. 

Secretary  of  Commerce. 

Note:  The  above  request  for  compliance 
with  Department  of  Commerce  voluntary 
plan  for  allocation  of  steel  products  for  re- 
quirements of  Federal  aeronautical  agencies 
was  sent  to  steel  companies  listed  In  an  at- 
tachment filed  with  the  original  document. 

|F.    R.   Doc.   49  2933;    Filed.    Apr.    16.    1949; 
8  46  a.   ml 


CIVIL  AERONAUTICS  BOARD 

I         ,  (Docket  Nos.  3048,  3251) 
I         i 
MlD-CONTINENT  AlKLINES,  INC. 

NOTICI  OF  HEARINO 

In  the  matter  of  the  compensation  for 
the  transportation  of  mall  by  aircraft,  the 


facilities  used  and  useful  therefor,  and 
the  services  connected  therewith,  of  Mid- 
Continent  Airlines,  Inc.,  over  routes  26, 
48.  and  80. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amended, 
particularly  sections  406  and  1001  of  said 
act.  that  a  hearing  in  the  above-entitled 
proceeding  is  a.ssigned  to  be  held  on  April 
18.  1949.  at  9:30  a.  m.  (eastern  standard 
time  > .  in  Room  2015.  Temporary  Building 
No.  5.  south  of  Constitution  Avenue  be- 
tween Sixteenth  and  Seventeenth  Streets 
NW..  Washington.  D.  C,  before  Examiner 
R.  Vernon  Radcliffe. 

Dated  at  Washington.  D.  C,  April  12, 
1949. 

By  the  Civil  Aeronautics  Board. 

[  SEAL  1  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  2944:    Filed.    Apr.    15.    1949: 
8  49  a.  m.j 


(Docket  No.  2849] 
American  Airlines,  Inc.,  et  al. 

NOTICE  OF  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft,  the 
facilities  used  and  useful  therefor,  and 
the  services  connected  therewith,  of 
American  Airlines,  Inc.,  Transcontinental 
&  Western  Air.  Inc.,  and  United  Air 
Lines,  Inc..  over  their  routes  within  the 
continental  United  States,  and  between 
the  United  States  and  terminal  points 
in  Canada:  and  the  order  to  show  cause 
published  by  the  Board  in  Order  Serial 
No.  E-2484. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  406  and 
1001  of  said  act.  that  a  hearing  in  the 
above-entitled  proceeding  is  a.ssipned  to 
be  held  on  April  18.  1949,  at  10:00  a.  m. 
"eastern  standard  time».  in  Room  2015, 
Temporary  Building  No.  5,  Sixteenth 
Street  and  Constitution  Avenue  NW.. 
Washington,  D.  C,  before  Examiner 
James  M.  Verner. 

Dated  at  Washington.  D.  C,  April  12. 
1949. 

By  the  Civil  Aeronautics  Board. 

(seal]  M.  C.  Mulligan. 

Secretary. 

(F.   R    Doc.   49^2948;    Filed,   Apr.   15.    1949; 
8:60  a.-m.J 


(Docket  No.  SA-190( 

Accident  Near  Brandywine,  Md. 

I 

NOTICE  OF  HEARING  I 

1 

In  the  matter  of  investigation  of  acci- 
dent involving  aircraft  of  United  States 
Registry  NC-53210,  which  occurred  near 
Brandywine,  Maryland,  January  6,  1949. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  Section  702  of  said  act. 
In  the  above-entitled  proceeding  that 
hearing  is  hereby  assigned  to  be  held  on 


Thursday.  April  21.  1949,  at  9:30  a.  m. 
(Local  Time)  in  Room  1011.  T-5  Building, 
Seventeenth  and  Constitution  Avenue 
NW.,  Washington.  D.  C. 

Dated  at  Washington.  D.  C.  April  12. 
1949. 


I  SEAL 1 


Russell  A.  Potter, 
Presiding  Oficer. 


|F.   R.   Doc.   49-2956;    Filed,   Apr.    15.    IQ-sg; 
8:51   a.  ml 


FEDERAL  POWER   COMMISSICN 

(Docket  No.  G-1178| 

Southern  Union  Gas  Co. 
order  fixing  date  of  hearing 

April  12,  1949. 

On  March  10.  1949,  Southern  Union 
Ga.s  Company  'Applicant),  a  Delaware 
corporation  having  its  principal  place  of 
business  at  Dallas.  Texas,  filed  an  appli- 
cation for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  .sec- 
tion 7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  acquisition  of 
certain  natural-gas  facilities,  subject  to 
the  juri.'>diction  of  the  Commi.ssion,  as 
fully  described  in  such  application  on  file 
with  the  Commission  and  open  to  public 
inspection. 

The  Commission  finds:  This  proceed- 
ing Is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  procedure. 
Applicant  having  requested  that  its  ap- 
plication be  heard  imder  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petition 
having  been  filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the 
application,  including  publication  in  the 
Federal  Register  on  March  26.  1949  (14 
F.  R.  1387'. 

The  Commi.s.vion  orders : 
(A>  Pursuant  to  the  authority  con- 
tained in  and  .subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  Act,  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  April  18,  1949.  at 
9:30  a.  m.  le.  s.  t. »,  In  the  Hearing  Room 
of  the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW..  Washington. 
D.  C.  concerning  the  matters  Involved 
and  the  i.ssues  presented  by  such  appli- 
cation: Provided,  however.  That  the 
Commission  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
5  1.32  <b>  of  the  Commission's  rules  of 
practice  and  procedure. 

(Bi  Interested  State  commissions 
may  participate  as  provided  by  §§  1.8  and 
1.37  (f )  of  the  said  rules  of  practice  and 
procedure. 

Date  of  Issuance:  April  13,  1949. 


By  the  Commission. 


[SEAL] 


Leon  M.  Puquay. 
Secretary. 


(F.    R.    Doc.    49  2946;    Filed.    Apr.    16,    1949; 
8.49  a.  m.( 


Saturday,  April  16.  1949 
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(Docket    No.    E-6210J 

Montana-Dakota  Utilities  Co. 

notice  or  application 

April  12,  1949. 

Notice  Is  hereby  given  that  on  April 
8.  1949.  an  application  was  filed  with 
the  Federal  Power  Commission,  pursuant 
to  sections  233  and  204  of  the  Federal 
Power  Act.  by  Montana-Dakota  Utilities 
Co..  (hereinafter  called  "Applicant"),  a 
corporation  organized  under  the  laws  of 
the  State  of  Delaware  and  doing  business 
In  the  States  of  Minnesota.  Montana. 
North  Dakota,  South  Dakota  and  Wyo- 
ming, with  its  principal  business  office 
at  Minneapolis,  Minnesota,  seeking  an 
order  authorizina:  Applicant  to  acquire 
the  facilities  of  Dakotas  Electric  Coop- 
erative, Inc.,  (hereinafter  called  "Co- 
operative"", a  cooE>erative  organization 
financed  In  whole  or  In  part  by  the 
United  States  under  the  laws  relating  to 
rural  electrification,  which  facilities  are 
to  be  constructed  In  accordance  with  a 
Loan  Contract  entered  into  between  Co- 
operative and  the  United  States  of 
America.  The  facilities  are  to  be  con- 
structed originally  by  Applicant  and 
Applicant  Is  to  be  reimbursed  for  all 
costs  of  construction  up  to  $4.033  000, 
and  Applicant,  after  construction,  is  to 
take  over  and  operate  the  facilities  as  an 
Integral  part  of  Applicant's  Dakota 
electric  system.  Applicant  is  to  main- 
tain the  facilities  and  to  mako  payments 
to  Cooperative  in  the  amount  necessary 
to  enable  Cooperative  to  make  payments 
on  its  obligations  to  the  United  States 
of  America.  When  the  principal  amount 
of  the  Indebtedness  of  Cooperative  to  the 
United  States  of  America,  which  will  be 
incurred  in  connection  with  the  original 
construction  (not  to  exceed  S4.033.000>, 
Is  reduced  to  $2,419,800.  Applicant  will 
thereupon  assume  the  obligatlon.s  of  Co- 
operative to  the  United  States  of 
America  and  will  make  payments  there- 
after directly  to  the  United  States  of 
America,  in  consideration  of  which  as- 
sumption Cooperative  will  transfer  all 
of  the  facilities  to  Applicant.  The  fa- 
cilities to  be  acquired  by  Applicant  arc 
to  consist  of  an  electric  generating  plant, 
consisting  of  a  steam  turbine  generat- 
ing unit  and  boiler  capacity,  properly 
housed,  together  with  a  10.000  KVA.  69 
KV,  step-up  substation,  said  plant  to  be 
located  at  or  near  Beulah.  North  Dakota, 
and  a  69  KV  electric  transmission  line 
running  from  said  plant  at  or  near 
Beulah.  North  Dakota,  to  Bismarck,  Lin- 
ton. Wishek.  Ashley  and  EUendale.  all 
In  North  Dakota,  with  substations  at 
each  of  the  points  listed  other  than 
Beulah.  the  line  to  be  a  three-phase 
wood  pole.  H-frame  line,  initially  with 
a  single  circuit  thereon  but  so  con- 
structed that  a  .second  69  KV  circuit  may 
be  added  thereto  on  the  portion  from 
Beulah  to  Bismarck.  North  Dakota.  Co- 
op)eratlve  has  executed  two  notes,  eacli 
dated  March  1.  1949.  payable  to  the 
United  States  of  America,  one  In  the 
principal  amount  of  $3,000,000  and  one 
In  the  principal  amoimt  of  $1,033,000. 
each  bearing  interest  at  the  rate  of  2% 
per  annum,  each  payable  in  Installments 
of  principal  and  interest  over  a  period 
of  35  years:  Provided,  That  no  payments 
are  required  on  the  $3,000,000  note  for 


a  period  of  two  years  from  its  date  and 
provided  that  no  payments  are  required 
on  the  $1,033,000  note  for  a  period  of 
three  years  from  the  date  thereof.  Each 
note  Is  secured  by  an  Indenture  or  D^ed 
of  Trust  dated  as  of  March  1.  1949.  and 
given  by  Cooperative  to  the  First  Na- 
tional Bank  and  Trust  Company  of 
Fargo,  as  Trustee,  by  which  the  facilities 
referred  to  are  mortgaged  as  security  in 
payment  of  said  notes.  In  addition.  It 
Is  contemplated  that  if  necessary  to  con- 
struct a  second  69  KV  circuit  on  the 
transmission  line  to  be  built  between 
Beulah  and  Bismarck,  North  Dakota.  Co- 
operative will  borrow  funds  from  the 
United  States  of  America  and  give  a 
note  or  notes  therefor  on  the  same  or 
similar  terms  except  that  they  are  ex- 
pected to  mature  on  the  same  maturity 
date  as  the  notes  above  referred  to.  It 
is  not  expected  that  the  amount  of  such 
notes.  If  any,  will  be  In  excess  of  S300.000. 
Payments  on  such  notes  are  to  be  made 
with  respect  only  to  the  amount  of  ad- 
vances made  by  the  United  States  of 
America  to  the  Cooperative  and  charged 
against  said  notes,  such  payments  are 
to  be  made  quarter-yearly  on  an  amor- 
tized basis.  By  the  agreement  between 
Applicant  and  Cooperative,. Applicant  Is 
to  as.<;ume  all  of  .such  notes  on  the  date 
when  the  unpaid  principal  amount  of 
the  notes  evidencing  the  indebtedness  of 
Cooperative  to  the  United  States  of 
America  with  respect  to  the  electric  gen- 
erating plant  and  the  transmission  line 
(not  including  the  second  69  KV  circuit. 
If  any)  shall  first  be  reduced  to  not  more 
than  $2,419,800.  It  Is  contemplated  that 
this  will  take  place  in  about  eighteen 
years.  At  the  time  of  such  as.sumption 
the  facilities  are  to  be  transferred  to 
Applicant.  Applicant,  however,  has  the 
option  to  purchase  such  facilities  at  any 
time  prior  to  that  date  upon  assumption 
by  Applicant  of  the  notes,  mortgage  and 
Loan  Contract  with  respect  thereto:  all 
as  more  fully  appears  In  the  application 
on  file  with  the  Commission. 

Any  person  desiring  to  be  heard,  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  2d 
day  of  May  1949,  file  with  the  Federal 
Power  Comml.ssion,  Washington  25,  D.  C, 
a  petition  or  protest  in  accordance  with 
the  Commission's  rules  of  practice  and 
procedure. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[F.   R.   Doc.   49-2945;    Filed.    Apr.    15.    1949; 
8:49  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  1-2562 [ 

American  Silver  Corp. 

order  granting  application  to  strike 
from   listing  and  registration 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C,  on 
the  12th  day  of  April  A.  D.  1949. 

The  San  Francisco  Mining  Exchange, 
pttfsuant  to  section  12  (d)  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule  X- 
12D2-1  (b)  promulgated  thereunder,  has 


made  application  to  strike  from  regis- 
tration and  listing  the  Common  Capital 
Stock.  10c  Par  Value,  Non-assessable,  of 
American  Silver  Corporation. 

The  rca.sons  for  striking  this  security 
from  registration  and  listing  on  this  ex- 
change that  are  stated  in  the  application 
are:  <1»  The  American  Silver  Corpora- 
tion has  filed  a  petition  in  bankruptcy  in 
the  District  Court  of  the  United  States 
for  the  Southern  District  of  California: 
1 2)  these  shares  of  stock  no  longer  can 
be  transferred  on  the  stock  transfer  rec- 
ords of  the  American  Silver  Coporation; 
and  (3'  on  April  14.  1948  the  S:in  Fran- 
cisco Mining  Exchange  suspended  the 
above  security  from  trading  on  that  ex- 
change. 

Appropriate  notice  and  opportimlty 
for  hearing  have  been  given  to  interested 
I>er.sons  and  the  public  generally.  No 
request  has  been  received  from  any  in- 
terested per.son  for  a  hearing  in  thl.s 
matter.  The  rules  of  the  San  Francisco 
Mining  Exchange  with  respect  to  strik- 
ing a  security  from  registration  and 
listing  have  been  complied  with. 

The  Commission  having  considered  the 
facts  stated  in  the  application,  and  hav- 
ing due  regard  for  the  public  interest 
and  the  protection  of  investors: 

It  is  ordered.  That  the  application  of 
the  San  FrancLsco  Mining  Exchange  to 
strike  the  Common  Capital  Stock,  10c 
Par  Value,  Non-a.ssQssable,  of  American 
Silver  Corporation  from  registration  and 
listing  be.  and  the  same  is,  hereby 
granted,  effective  at  the  close  of  the 
trading  session  on  May  11.  1949. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49-2941:    Filed.    Apr.    15,    1949; 
8:47  a.  ml 


(File  Nos.  54-25.  59-11.  59-171 
United  Light  and  R.mlways  Co.  et  al. 

SUPPLEMENTAL  ORDER  RELEA.SING  PARTIAL 

jurisdiction  over  fees 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  11th  day  of  April  A.  D.  1949. 

In  the  matter  of  the  United  Light  and 
Railways  Company,  American  Llglit  & 
Traction  Company,  et  al.  File  Nos. 
59-11,  59-17,  54-25. 

The  Commission  by  order  dated  Feb- 
ruary 7,  1949  having  granted  and  per- 
mitted to  become  effective  an  applica- 
tion-declaration, as  amended,  filed  by 
the  United  Light  and  Railways  Company 
("Railways"),  a  registered  holding  com- 
pany, with  respect  to  the  Issuance  by 
Railways,  pursuant  to  the  section  11  (e) 
plan  approved  by  the  Commission's  or- 
der dated  December  30,  1947,  to  its  com- 
mon stockholders  of  Rights  evidenced 
by  transferable  warrants  to  purchase  at 
$12  per  share  634,667  shares  of  $25  par 
value  common  stock  of  American  Light 
&  Traction  Company  ("American  Light") 
on  the  basis  of  one  share  of  American 
Light  common  .stock  for  each  five  shares 
of  Railways'  common  stock  owned:  and 
the  Commi-ssion  having  in  said  order  re- 
served jurisdiction,  among  other  things, 
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with  respect  to  the  feej  and  expenses  to 
be  paid  in  connection  with  the  proposed 
transactions;  and 

Railways  having  filed  an  amendment 
to  said  application-declaration,  as 
amended,  stating  that  Railways  has  in- 
curred fees  and  expenses  estimated  at 
an  aggregate  of  $158,500  in  connection 
with  the  application-declaration,  as 
amended,  and  in  consummation  of  the 
transactions  proposed  therein.  Including 
fees  for  accounting  services  in  the 
amount  of  $30,000  payable  to  Arthur 
Andersen  &  Co..  fees  for  services  of 
Bankers  Trust  Company  for  acting 
as  agent  in  connection  with  the  program 
In  the  amount  of  $35,000.  fees  in  the 
amount  of  $3,500  payable  to  the  United 
Light  and  Railways  Service  Company, 
and  fees  for  legal  services  aggregating 
$35,000  payable  $20,000  to  Sidley.  Austin. 
Burgess  &  Harper,  counsel  for  applicant- 
declarant,  an  aggregate  of  $6,500  to 
counsel  in  Michigan  and  Wisconsin,  and 
$8,500  to  Chadbourne,  Hunt.  Jaeckel  & 
Brown,  counsel  for  prospective  purchas- 
ers of  unsubscribed  shares  of  American 
Light  common  stock;  and 

It  appearing  that,  except  for  the  fees 
payable  to  Sidley,  Austin.  Burgess  & 
Harper  and  Arthur  Ander.^en  &  Co.  with 
respect  to  which  the  record  is  incom- 
plete, the  fees  and  expenses  are  not  un- 
reasonable, and  the  Commission  deem- 
ing it  appropriate  to  release  the  jurisdic- 
tion heretofore  reserved  with  respect  to 
such  fees  and  expen.ses  as  to  which  the 
record  is  complete,  and  to  continue  the 
reservation  of  jurisdiction  with  respect 
to  the  fees  payable  to  Sidley,  Austin. 
Burgess  ti  Harper  and  Arthur  Andersen 
kCo.: 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  by  the  Commission 
In  its  order  of  February  7.  1949  with  re- 
spect to  the  fees  and  expenses  in  con- 
nection with  subject  application-dec- 
laration, as  amended,  be  and  the  same 
hereby  is.  released,  except  with  respect 
to  the  fees  payable  to  Sidley.  Austin. 
Burgess  ti  Harper,  counsel  for  applicant- 
declarant,  and  to  Arthur  Andersen  & 
Co.,  for  which  the  jurisdiction  hereto- 
fore reserved  in  the  said  order  of  Feb- 
ruary 7,  1949.  is  hereby  continued. 

By  the  Commission. 


I  SEAL  I 


Orval  L.  Dubois. 
Secretary. 


|F.    R.    Doc.    49  2939:    Piled.    Apr.    15,    1949; 
8:47  a.  m.] 


(Pile  No9.  70-1828,  70-2091] 

Narragansett  Electric  Co.  et  al. 

hotice  or  filing.  notice  of  and  order  for 
hearing  and  order  for  consolidation 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C. 
on  the  12th  day  of  April  A.  D.  1949. 

In  the  matter  of  the  Narragansett 
Electric  Company,  Pile  No.  70-2091;  At- 
tleboro  Steam  and  Electric  Company. 
Beverly  Gas  and  Electric  Company.  Cen- 
tral Massachusetts  Electric  Company, 
Eastern  Massachusetts  Electric  Com- 
pany, Gardner  Electric  Light  Company, 


NOTICES 

Gloucester  Electric  Company.  Gloucester 
Gas  Light  Company,  Granite  State  Elec- 
tric Company,  Haverhill  Electric  Com- 
pany, Lawrence  Gas  and  Electric  Com- 
pany, The  Lowell  Electric  Light  Corpor- 
ation, Maiden  and  Melrose  Gas  Light 
Company.  Worcester  Suburban  Electric 
Company,  New  England  Power  Company. 
Northampton  Electric  Lighting  Com- 
pany, Northern  Berkshire  Gas  Company. 
Quincy  Electric  Light  and  Power  Com- 
pany, Salem  Gas  Light  Company, 
Southern  Berkshire  Power  k  Electric 
Company,  Suburban  Gas  and  Electric 
Company.  Wachusett  Electric  Company. 
Weymouth  Light  and  Power  Company. 
Worcester  County  Electric  Company, 
File  No.  70-1825. 

The   Narragansett   Electric   Company 
("Narragansett"),     a    subsidiary    com- 
pany of  New  England  Electric  System 
("NEES"),   a   registered   holding   com- 
pany, has  filed  an  application  with  this 
Commission  pursuant  to  section  6   (b) 
of  the  Public  Utility  Holding  Company 
Act  of  1935.     It  is  stated  in  this  appli- 
cation that  Narragansett  expects  to  have 
outstanding  as  of  the  end  of  March.  1949. 
$3,750,000  of  unsecured  short-term  prom- 
issory notes  pursuant  to  the  exemption 
provided  by  the  first  sentence  of  section 
6  ib>  of  the  act.    Narragansett  seeks  ap- 
proval to  issue  from  time  to  time,  but 
not  later  than  July  31.  1949.  additional 
unsecured  short-term  promi.ssory  notes, 
due   six   months   after   their   respective 
dates  and  bearing  an  effective  rate  of 
.interest    of    2 ',2%.    in     an    aggregate 
amount  not  in  excess  of  $3,750,000.    Nar- 
ragansett also  proposes  in  its  application 
that  the  total  maximum  amount  of  un- 
secured short-term  promissory  notes  out- 
standing   at    any    one    time    prior    to 
August  1.  1949  be  not  In  excess  of  $5.- 
800.000.     It  is  stated  that  the  proceeds 
to  be  derived  from  said  unsecured  short- 
term  promi.ssory  notes  will  be  used  to  pay 
$1,700,000   of   notes   maturing   prior   to 
July  31.  1949.  to  finance  construction  re- 
quirements through  July  31.  1949  and  to 
reimburse  the  treasury   for  prior  con- 
struction expenditures.     It  Is  indicated 
in  the  application  that,  prior  to  the  ma- 
turity of  said  notes,  the  short-term  in- 
debtedness would  be  retired  by  Narra- 
gansett with  the  proceeds  from  the  sale 
of  bonds  and   common  stock   in   equal 
amounts.    An  exhibit  to  the  application 
showing  the  consolidated  debt  and  pre- 
ferred stock  of  NEES  as  related  to  its 
assets  at  December  31.  1948.  and  esti- 
mated  to  indicate  such   relation  as  of 
July  31.   1949  a.ssumed  the  issuance  of 
sufficient  shares  of  NEES  common  stock 
to  raise  approximately  $5,000,000  prior 
to  July  31.  1949. 

The  Commission,  by  orders  entered 
June  10.  1948  and  March  14.  1949,  per- 
mitted twenty-three  subsidiary  com- 
panies of  NEES.  identified  In  Commis- 
sion's Pile  No.  70-1825,  to  issue  from  time 
to  time,  but  not  later  than  July  31.  1949, 
unsecured  promissory  notes  in  the  maxi- 
mum total  amount  of  $28,170,000  to  be 
outstanding  at  any  one  time.  The  ap- 
plications of  said  subsidiary  companies 
seeking  such  Commission  authorization 
Indicated  that  (a)  said  notes  were  pro- 
posed as  a  temporary  step  In  connection 
with  a  permanent  financing  program  of 
NEES  and  its  subsidiary  companies  to 


provide  the  necessary  funds  for  construc- 
tion purposes,  (b)  said  subsidiary  com- 
panies would  obtain  a  substantial  amount 
of  cash  to  retire  a  portion  of  such  note 
Indebtedness  from  the  proceeds  of  the 
sale  of  a  substantial  amount  of  common 
shares  to  NEES,  and  (c)  NEES  would 
seek  a  part  of  the  cash  for  such  purpo.se 
through  the  Issuance  and  sale  of  addi- 
tional common  shares,  of  which  a  suffici- 
ent number  of  shares  would  be  Issued  to 
rai.se  $5,000  000  for  this  purpose  prior  to 
July  31.  1949. 

On  April  6.  1949.  NEES  filed  an  amend- 
ment to  a  pending  declaration  (Commis- 
sion's File  No.  70-2078)  regarding,  among 
other  things,  proposals  to  reduce  the  par 
value  of  Its  common  shares  and  to  in- 
crease the  number  of  Its  authorized  com- 
mon shares.  Indicating  therein  that  there 
is  presently  In  progress  a  reappraisal  of 
the  sy.stem's  construction  program  and 
the  cash  requirements  therefor,  and  fur- 
ther indicating  that,  although  NEES  pro- 
poses to  Is«:ue  additional  common  shares. 
It  Is  not  able  to  state,  under  the  circum- 
stances now  exi.stlng.  that  any  additional 
common  shares  will  be  issued  promptly 
upon  authorization  by  Its  shareholders  or 
to  determine  the  approximate  time  when 
additional  common  shares  will  be  Issued 
and  sold,  or  the  amount  thereof. 

The  Commission  Is  required  under  the 
act,  before  it  approves  the  issuance  of  un- 
secured promissory  notes  by  public  utility 
companies  subject  to  Its  jurl.sdiction.  to 
consider  whether  such  issuance  and  sale 
Is  necessary  and  appropriate  In  the  public 
interest  and  for  the  protection  of  invest- 
ors and  consumers.  The  Commi.sslon 
has  reconsidered  the  record  in  the  above 
entitled  matter  identified  by  Pile  No.  70- 
1825  in  the  light  of  the  Information  now 
available  to  It  as  summarized  above,  and 
is  of  the  opinion  that  NEES  and  the  ap- 
plicant companies  In  said  matter  should 
show  cause  why  the  Commission's  order 
of  March  14,  1949.  should  not  be  amend- 
ed pursuant  to  section  20  <a)  of  the  act, 
to  the  extent  necessary  to  terminate,  in 
whole  or  in  part,  the  authorization  con- 
tained In  the  Commission's  order  of 
March  14.  1949.  with  respect  to  notes  not 
already  Issued  at  the  time  of  any  such 
termination,  or  to  impose  additional 
terms  and  conditions  with  respect  to  such 
notes,  and  that  an  opportunity  for  a  pub- 
lic hearing  should  be  afforded  for  that 
purpo.se.  'The  Commission  also  has  con- 
sidered the  proposal  of  Narragansett  to 
issue  additional  unsecured  short-term 
promi.ssory  notes  and  Is  of  the  opinion 
that  It  Is  appropriate  In  the  public  In- 
terest and  in  the  interest  of  Investors  or 
consumers  that  a  public  hearing  be  held 
with  respect  to  said  Issuance  and  sale  of 
additional  notes. 

It  appears  to  the  Commission  that  the 
above  entitled  matters  Identified  by 
Commission's  Pile  Nos.  70-1825  and  70- 
2091.  respectively.  Involve  common  ques- 
tions of  law  and  fact  and  that  the  same 
may  properly  be  consolidated  for  hearing 
and  determination  and  that  NEES  should 
be  made  a  party  to  the  consolidated  pro- 
ceedings.   It  is  therefore  ordered: 

(1)  That  the  above  entitled  matters. 
Identified  by  File  Nos.  70-1825  and 
70-2091  be,  and  the  same  hereby  arc, 
consolidated  without  prejudice,  however, 
to  the  right  of  the  Commission  to  sever, 
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either  for  hearing,  in  whole  or  in  part, 
or  for  disposition,  either  In  whole  or  in 
part,  either  of  the  matters  or  any  of 
the  Issues  or  questions  Involved  therein 
and  to  take  such  other  action  as  may 
appear  conducive  to  an  orderly  and 
prompt  disposition  of  said  matters; 

(2)  That  NEES  be,  and  hereby  is, 
made  a  party  to  said  consolidated  pro- 
ceedings; 

(3)  That  a  hearing  upon  said  con- 
solidated matters  shall  be  held  under 
the  applicable  provisions  of  the  act  and 
the  rules  promulgated  thereunder  on 
April  27,  1949  at  10:00  a.  m.,  e.  d.  s.  t.,  at 
the  offices  of  the  Seciu-ities  and  Ex- 
change Commission,  425  Second  Street, 
NW.,  Washington  25,  D.  C,  In  such  room 
as  may  be  designated  on  said  date  by 
the  hearing  room  clerk  In  Room  No.  101. 

(4»  That  Harold  B.  Teegarden,  or  any 
other  officer  or  officers  of  the  Commission 
designated  by  It  for  that  purpose  shall 
preside  at  the  hearings  in  such  matter. 
The  officer  so  designated  to  preside  at 
any  such  hearing  Is  hereby  authorized 
to  exercise  all  powers  granted  to  the 
Commission  under  section  18  'c)  of  said 
act,  and  to  a  trial  examiner  under  the 
CommLssion's  rules  of  practice; 

<5)  That  any  person  desiring  to  be 
heard  In  connection  with  these  proceed- 
ings or  proposing  to  Intervene  herein 
shall  file  with  the  Secretary  of  the  Com- 
mission, not  later  than  April  25,  1949.  his 
request  therefor,  as  prescribed  by  Rule 
XVII  of  the  rules  of  practice  of  the  Com- 
mission. Such  request  shall  set  forth  the 
nature  of  the  applicant's  interest  in  the 
proceedings,  his  reasons  for  requesting 
to  be  heard  or  to  intervene,  which  of  the 
allegations  and  Issues,  as  set  forth 
herein,  applicant  proposes  to  controvert, 
together  with  a  statement  of  any  addi- 
tional Issues  which  the  applicant  pro- 
poses to  raise  with  respect  to  the 
proposed  transactions; 

It  is  further  ordered,  That  at  said  con- 
solidated hearing;  (a>  NEES  and  ap- 
plicant companies  Identified  in  Commis- 
sion's File  No.  70-1825  show  cause  why 
the  Commi-ssion's  order  of  March  14, 
1949,  should  not  be  amended,  pursuant 
to  section  20  (a)  of  the  act,  to  the  ex- 
tent necessary  to  terminate.  In  whole  or 
In  part,  the  authorization  contained  in 
the  Commission's  order  of  March  14, 
1949  with  respect  to  notes  not  already 
Issued  at  the  lime  of  any  such  termina- 
tion, or  to  Impose  additional  terms  and 
conditions  with  respect  to  such  notes.  In 
the  light  of  the  absence  of  an  immediate 
program  on  the  part  of  NEES  to  re- 
finance said  unsecured  promissory  notes 
In  part  through  the  Issuance  and  sale 
of  common  shares,  and  tb)  NEES  and 
Narragansett  show  cause  why  the  is- 
suance of  additional  unsecured  short- 
term  promissory  notes  by  Narragansett 
is  necessary  or  appropriate  In  the  public 
Interest  or  for  the  protection  of  Investors 
or  consumers  In  the  absence  of  a  per- 
manent system  financing  program. 

It  is  further  ordered,  That  the  Secre- 
tary of  the  Commission  shall  serve  no- 
tice of  the  aforesaid  hearing  by  mailing 
a  copy  of  this  notice  and  order  by  reg- 
istered mall  to  NEES,  to  the  applicant 
companies  identified  in  Commission's 
FUe  No.  70-1825,  the  Narragansett  Elec- 


tric Company.  Federal  Power  Commis- 
sion, Department  of  Public  Utilities  of 
the  Commonwealth  of  Massachusetts, 
Public  Service  Commission  of  the  State 
of  New  Hampshire,  and  Public  Utility 
Administrator  in  the  Department  of 
Business  Regulation  of  the  State  of 
Rhode  Island,  and  that  notice  be  given 
to  all  other  persons  by  publication  of  a 
copy  of  this  notice  and  order  In  the 
FEDERAL  REGISTER  and  by  general  release 
of  the  Commission  distributed  to  the 
press  and  mailed  to  the  mailing  list  for 
releases  under  the  Public  Utility  Hold- 
ing Company  Act  of  1935. 

By  the  Commission. 

fsEAL]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-2942:    Filed,    Apr.    15,    1949; 
8:47  a.  m.j 


[Pile  No.  70-2094] 


Electric    Power    &    Light    Corp.    and 
Mississippi  Power  &  Light  Co. 

ORDER   granting  APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECXJME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  nth  day  of  April  A.  D.  1949. 

Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany sub.sidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  and  Electric's  utility  sub- 
sidiary, Mississippi  Power  &  Light  Com- 
pany ("Mississippi"),  having  filed  a  joint 
application-declaration  and  amendment 
thereto  under  the  Public  Utility  Holding 
Company  Act  of  1935,  particularly  sec- 
tions 6  (a),  7.  12  (c)  and  12  (f)  thereof 
and  Rule  U-43  of  the  rules  and  regula- 
tions promulgated  thereunder  with  re- 
spect to  the  following  proposed  trans- 
actions: 

Mississippi  proposes  to  issue  and  sell 
to  Electric  300,000  shares  of  its  common 
stock  of  the  stated  value  of  $10  per  share 
for  an  aggregate  cash  consideration  of 
$3,000,000. 

Mississippi  presently  has  authorized 
1,500.000  shares  of  common  stock  of 
which  150,000  shares  have  not  as  yet 
been  issued.  Mississippi  proposes  to 
issue  and  sell  to  Electric  said  150,000 
shares  as  soon  as  practicable  after  Issu- 
ance of  an  order  by  the  Commission 
herein.  Before  issuing  the  remaining 
150.000  shares  Mississippi  proposes  to 
amend  Its  charter  as  promptly  as  may 
be  practicable  so  as  to  Increase  its 
authorized  shares  of  common  stock  to 
2,500,000  shares  and  to  Issue  and  sell  an 
additional  150,000  shares  to  Electric. 

The  proceeds  from  the  sale  of  the  com- 
mon stock  will  be  used  by  Mississippi  in 
connection  with  its  construction  program 
and  other  corporate  purposes.  The  ap- 
plication-declaration Indicates  that  the 
present  construction  program  of  Missis- 
sippi will  require  the  expenditure  of 
approximately  $12,000,000  during  the 
year  1949,  and  that  necessary  funds  will 
be  raised  through  the  sale  of  first 
mortgage  bonds  or  other  securities  later 
In  the  year. 


The  application  -  declaration  states 
that  the  proposed  transaction  is  compre- 
hended by  the  plan  of  Electric  for  com- 
pliance with  section  11  of  the  act  (File 
No.  54-139)  approved  by  the  Commission 
on  March  7,  1949  (Holding  Company  Act 
Release  Nos.  8889  and  8906)  which  con- 
templates additional  Investments  in  the 
subsidiaries  of  the  proposed  Middle  South 
Utilities,  Inc.  ("Middle  South"),  prior  to 
consummation  of  the  Plan.  That  Plan 
provides,  in  effect,  that  Electric  Is  to  re- 
ceive 4.400,000  shares  of  common  stock  of 
Middle  South  In  return  for  Its  present 
holdings  of  the  common  stocks  of  Middle 
South's  subsidiaries  plus  $20,000,000  in 
working  capital  to  be  supplied  to  Middle 
South.  As  provided  in  the  Plan.  Electric 
will  receive  for  additional  investments, 
such  as  the  one  herein  proposed,  addi- 
tional shares  of  common  stock  of  Middle 
South  in  an  amount  to  be  subsequently 
determined  upon  application  to  the  Com- 
mission by  Electric. 

The  application  -  declaration  having 
been  filed  on  March  22,  1949.  an  amend- 
ment thereto  having  been  filed  on  April 
8,  1949,  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act,  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  joint  application-declara- 
tion, as  amended,  within  the  period  speci- 
fied In  said  notice  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  joint  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  are  satisfied,  and  that 
no  adverse  findings  are  necessary  there- 
under, the  Commission  deeming  it  ap- 
propriate that  said  joint  application- 
declaration,  as  amended,  be  granted  and 
permitted  to  become  effective,  and  also 
deeming  it  appropriate  to  grant  appll- 
cants'-declarants'  request  that  the  order 
herein  become  effective  forthwith  upon 
its  Issuance: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  subject  to  the  terms  and  condi- 
tions contained  In  Rule  U-24  that 
said  Joint  application-declaration,  as 
amended,  be,  and  the  same  hereby  is. 
granted  and  permitted  to  become  effec- 
tive forthwith. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois, 

Secretary. 

(F.    R.Voc.    49-2938:    FUed,    Apr.    15.    1949; 
8:47  a.  m.] 


[Pile  No.  70-2095] 

General  Public  Utilities  Corp.  and 
Staten  Island  Edison  Corp. 

notice  of  filing  and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  nth  day  of  April  1949. 

Notice  is  hereby  given  that  General 
Public  Utilities  Corporation  ("GPU"),  a 
registered  holding  company,  and  its  sub- 
sidiary, Staten  Island  EdLson  Corpora- 
tion  ("Edison"),  a  public  utility  com- 
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pany.  have  filed  a  joint  application-dec- 
laration pursuant  to  section  6  'a),  6  <h) . 
7.  9  (a>.  10  and  12  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  Rules 
U-42.  U-43  and  U-50  promulgated  there- 
under. 

All  Interested  persons  are  referred  to 
said  Joint  application-declaration  which 
Is  on  file  In  the  office  of  the  Commission 
for  a  statement  of  the  transactions  there- 
in proposed  which  may  be  summarized 
as  follows: 

(1)  Edison  proposes  to  Issue  and  sell 
at  competitive  bidding,  pursuant  to  Rule 
U-50,  $2,750,000  principal  amount  of  its 
30-year  first  mortgage  bonds.  The  pro- 
ceeds from  the  sale  of  bonds  will  be 
used  In  part  to  retire  $1,750,000  principal 
amount  of  bank  notes  outstanding  and 
the  balance  will  be  utilized  In  connection 
with  Edison's  construction  program. 

( 2 )  GPU  proposes  to  surrender  to  Edi- 
son all  of  the  latters  outstanding  pre- 
ferred and  common  stock  consisting  of 
2,725  shares  of  voting  preferred  stock 
without  par  value  and  260,000  shares  of 
non-voting  common  stock  without  par 
value,  which  stocks  have  an  aggregate 
unsegregated  stated  value  of  $10,574,912. 
for  a  consideration  consisting  of  cash 
and  common  stock  as  set  out  below. 

(3)  Edison  proposes  to  issue  and  sell, 
at  competitive  bidding  pursuant  to  Rule 
U-50.  40,000  shares  of  a  newly  created 
series  of  preferred  stock,  par  value  $100 
per  share,  and  to  pay  over  to  GPU 
$4,000,000  of  the  proceeds  thereof. 

(4>  Edison  proposes  to  issue  and  de- 
liver to  GPU  325,000  shares  of  new  voting 
common  stock,  par  value  $20  per  share. 

(5)  Edison  proposes  to  eliminate  from 
Its  plant  account  $979,405,  being  the 
amount  classified  therein  at  December 
31,  1948  as  Electric  Plant  Acquisition  Ad- 
justments, by  charging  the  same  to 
earned  surplus  as  of  that  date.  Addi- 
tionally. Edison  win  transfer  the  balance 
in  Its  earned  surplus  accounts,  as  of  De- 
cember 31.  1948,  plus  the  sum  of  $74,- 
912  from  Its  capital  stock  account,  to  a 
new  account  entitled.  "Unearned  Sur- 
plus-Special," which  account  is  to  be 
available  for  further  adjustments  of  Edi- 
son's plant  account  and  related  reserves 
and  other  balance  sheet  accounts,  or  to 
the  extent  that  It  Is  not  utilized  for  such 
purposes,  to  be  generally  available  as 
surplus. 

The  proposed  Issuance  and  sale  of  se- 
curities has  been  submitted  to  the  Public 
Service  Commission  of  the  State  of  New 
York  for  its  approval. 

Applicants-declarants  request  that  the 
Commi.ssion  find  the  proposed  transac- 
tions necessary  to  effectuate  the  provi- 
sions of  subsection  (b»  of  .section  11  of 
the  act  within  the  meaning  of  sections 
373  and  1808  (f)  of  the  Internal  Revenue 
Code,  as  amended. 

It  appearing  to  the  Commission  that  It 
Is  appropriate  In  the  public  Interest  and 
in  the  Interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  proposed  transactions  and 
that  said  joint  application-declaration 
should  not  be  permitted  to  become  effec- 
tive except  pursuant  to  the  further  order 
of  this  Commission: 

It  is  ordered.  Pursuant  to  the  applica- 
ble provisions  of  the  act  and  rules  and 
regulations     promulgated     thereunder. 


NOTICES 

that  a  hearing  with  respect  to  said  Joint 
application-declaration  be  held  on  April 
27.  1949,  at  10  a.  m..  e.  d.  s.  t.,  at  the 
offices  of  this  Commission.  425  Second 
Street  NW.,  Washington  25.  D.  C.  On 
such  date  the  hearing  room  clerk  In 
Room  101  will  advise  as  to  the  room  In 
which  such  hearing  will  be  held.  Any 
person  desiring  to  be  heard  or  otherwise 
participate  in  this  proceeding  shall  file 
with  the  Secretary  of  the  Commission,  on 
or  before  April  25.  1949.  a  written  request 
therefor  as  provided  by  Rule  XVII  of  the 
Commission's  rules  of  practice. 

It  is  further  ordered.  That  Edward  C. 
Johnson  or  any  other  officer  or  oflficeri;  of 
this  Commission  designated  by  It  for  that 
purpose,  shall  preside  at  such  hearing. 
The  officer  so  designated  to  preside  at 
such  hearing  is  hereby  authorized  to 
exercL<=e  all  powers  granted  to  the  Com- 
ml.s.slon  under  section  18  'c)  of  the  act 
and  to  a  hearing  officer  under  the  Com- 
mission's rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  application-declaration 
and  that,  upon  the  basis  thereof  and 
without  prejudice  to  additional  matters 
or  questions  being  specified  upon  further 
examination,  the  following  matters  or 
questions  are  presented  for  considera- 
tion: 

(1)  Whether  the  i.ssuance  and  sale  of 
preferred  stock  are  solely  for  the  purpose 
of  financing  the  business  of  Edison. 

(2)  Whether  the  Issuance  and  sale  of 
the  preferred  stock  are  necessary  and 
appropriate  to  the  economical  and  effi- 
cient operation  of  Edison's  business. 

( 3 )  Whether  the  terms  and  conditions 
of  the  Issuance  and  .sale  of  said  mortgage 
bonds,  preferred  stock,  and  common 
stock  are  detrimental  to  the  public  in- 
terest or  the  interests  of  Investors  or 
consumers. 

(4»  Whether  the  accounting  treat- 
ment of  the  propo.sed  transactions  Is 
proper  and  In  conformity  with  sound 
accounting  principles. 

(5>  Whether  the  fees,  commissions  or 
other  remunerations  to  be  paid  In  con- 
nection with  the  issuance  and  sale  of  said 
mortgage  bonds,  preferred  stock  and 
common  stock  are  reasonable. 

(6 1  What  terms  and  conditions,  if 
any,  with  respect  to  the  proposed  trans- 
actions should  be  prescribed  in  the  pub- 
lic interest  or  for  the  protection  of  in- 
vestors and  consumers. 

a*  Generally  whether  the  proposed 
transactions  comply  with  the  applicable 
provisions  of  the  act.  rules  and  regula- 
tions and  orders  promulgated  there- 
under. 

It  is  further  ordered,  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered,  Tliat  the  Secre- 
tary of  the  Commission  shall  serve  no- 
tice of  the  aforesaid  hearing  by  mailing 
a  copy  of  this  notice  of  filing  and  order 
for  hearing  to  GPU  and  Edison  and  to 
the  Public  Service  Commission  of  the 
State  of  New  York  and  that  notice  of 
said  hearing  shall  be  given  to  all  other 
persons  by  general  release  of  this  Com- 
mission which  shall  be  distributed  to 


the  press  and  mailed  to  the  mailing  list 
for  releases  issued  under  the  Public 
Utility  Holding  Company  Act  of  1935; 
and  that  further  notice  be  given  to  all 
persons  by  publication  of  this  notice  and 
order  In  the  Federal  Register. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.   R.   Doc.   49  2940;    Filed.   Apr.    15.    ltt-49; 
8:47  a.  m.j 


IFUe  No.  70-2099] 

United  Corp. 

notice  regarding  riiiNQ 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  nth  day  of  April  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utihty  Holding 
Company  Act  of  1935  by  the  United 
Corporation  ("United'',  a  registered 
holding  company.  Declarant  has  desig- 
nated section  7  of  the  act  as  applicable 
to  the  propo.sed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  April 
20,  1949,  at  5:30  p.  m..  e.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest  and  the  i.ssues  of  fact  or  law 
raised  by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary. 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25. 
D,  C.  At  any  time  after  April  20.  1949. 
said  declaration,  as  filed  or  as  amended, 
may  be  permitted  to  become  effective  as 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act 
or  the  Commission  may  exempt  such 
tran.sactlon  as  provided  In  Rules  U-20  »a) 
and  U-100  thereof. 

All  Interested  persons  are  referred  to 
.said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  summarized  as  follows: 

On  August  9.  1948,  the  Commission 
entered  its  order  approving  a  Plan  filed 
by  United  for  the  retirement  of  all  the 
outstanding  shares  of  Uniteds  $3  cum- 
ulative prefered  stock  and  on  February 
15.  1949  the  District  Court  of  the  United 
States  for  the  District  of  Delaware  en- 
tered an  order  approvmg  and  enforcing 
the  Plan.  Notices  of  appeal  from  the 
Order  of  the  DLstrict  Court  have  been 
filed,  but  no  motion  to  stay  United  from 
consummating  the  Plan  has  been  made. 
The  Board  of  Directors  of  United  has 
set  April  30.  1949  as  the  effective  date 
of  the  Plan  imless  a  stay  of  the  Order 
of  the  District  Court  shall  meantime 
have  been  granted. 

The  Plan  Involves  the  distribution  to 
preference  stockholders  of  certain  of 
Uniteds  portfolio  securities,  together 
with  about  $6,900,000  in  cash.  In  order 
to  cover  cash  payments  under  the  Pii?.^ 


Saturday,  April  16,  1949 

and  to  replenish  working  capital  United 
propo.ses  to  issue  to  each  of  the  fol- 
lowing banks  a  note  In  the  amount  of 
$1,000,000  (or  an  aggregate  amount  of 
$4,000,000)  : 

Bankers  Trust  C!o. 
Chemical  Bank  it  Trust  Co. 
The   First   National   Bank  of   the  City  of 
New  York. 

The  National  City  Bank  of  New  York. 

Each  note  will  mature  one  year  from 
the  date  of  execution  and  Interest  on  the 
unpaid  balance  of  the  notes  will  be  pay- 
able quarterly  at  the  rate  of  2'4l  per 
annum. 

By  the  Commission. 

(seal]  Orval  L.  DuBois, 

Secretary. 

|F,    R.    Doc.    49-2937;    Filed.    Apr.    13.    1949; 
8:47  a.  m.j 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 
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June  8  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946.  11  F  R.  11981 

(Vesting  Order  13 107 J 
Masao  Oshima 

In  re:  Bank  account  owned  by  Masao 
Oshima.    D-39-15406-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Masao  O.shima,  whose  last 
known  address  Is  Hiroshima.  Japan,  is 
a  resident  of  Japan  and  a  national  of  a 
designated  enemy  country  <  Japan »: 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  A.ssociation,  300  Montgom- 
ery Street.  San  Francisco.  California, 
arisint?  out  of  a  checking  account,  en- 
titled M.  H.,  or  C.  O.shima,  maintained 
at  the  branch  office  of  the  aforesaid  bank 
located  at  Isleton.  California,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  with  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  Masao  O.'^hima. 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan  • ; 

and  it  Is  hereby  determ'ncd: 

3.  That  to  the  exteui  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
No.  73 3 
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erty  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

I  seal  I  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-2922;    Filed,    Apr.    14.    1949; 
8.56  a.  m] 


[Vestliur  Order  131091 
Minna  Spitzfaden 

In  re:  Bank  account  owned  by  Minna 
Spitzfaden  also  known  as  Miss  Wllhel- 
mine  Spitzfaden.    F-28-29407-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Minna  Spitzfaden  also  known 
as  Miss  Wilhelmine  Spitzfaden,  whose 
last  known  address  is  Bethesda,  Landau 
Pf alz,  Germany,  is  a  resident  of  Germany 
and  a  national  of  a  de.signated  enemy 
country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Minna  Spitzfaden  also 
known  as  Miss  Wilhelmine  Spitzfaden, 
by  The  First  National  Bank  of  Miami, 
P.  O.  Box  2500.  Miami  30,  Florida,  aris- 
ing out  of  a  blocked  cash  account.  Es- 
crow No.  14365,  entitled  Kranken.schwes- 
ter  Minna  Spitzfaden.  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
afore.sald  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 
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Executed   at   Washington,   D.   C,   on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49  2923;    Filed,    Apr.    14,    1349; 
6:56  a.  m.] 


(Vesting  Order  131101 
HiRANORI   YaSUDA 

In  re:  Bank  account  owned  by  Hiranorl 
Yasuda.  al.o  known  as  H.  Ya-suda. 
D-39-19201-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Elxec- 
utlve  Order  9788,  and  pursuant  to  law. 
after  lnve.stlgatlon,  it  is  hereby  found: 
'1.  That  Hiranorl  Yasuda,  also  known 
as  H.  Yasuda,  whose  last  known  address 
is  Kumamoto,  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Hiranorl  Yasuda,  also 
known  as  H.  Ya.suda,  by  Bank  of  America 
National  Trust  and  Savings  Association, 
300  Montgomery  Street,  San  Francisco, 
California,  arising  out  of  a  savings  ac- 
count, account  number  625.  entitled  H. 
Ya.suda,  maintained  at  the  branch  office 
of  the  aforesaid  bank  located  at  Concord, 
California,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

ISEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Properly. 

(F.    R.    Doc.    49  2924;    Filed.    Apr.    14.    1949; 
8:56  a.  m.] 
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(Vesting  Order   130691 
Caroline  Beuttenmuller 

In  re:  Estate  of  Caroline  Beuttenmul- 
ler. also  known  as  Karoline  Beutten- 
muller, deceased.  File  No.  D-28-12170; 
E.  T.  sec.  16377. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Fredericka  Beuttenmuller  and 
Clara  Herkommer,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country,  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Caroline  Beuttenmuller, 
also  known  as  Karoline  Beuttenmuller, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country, 
(Germany  > ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Emma  H.  Beutten- 
muller, as  administratrix,  acting  under 
the  judicial  supervision  of  the  Orphans' 
Court  of  Union  County,  New  Jersey; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  thai  the  per- 
sons identified  in  subparagraph  1  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany^ 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  .sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed    at   Washington,   D.   C,   on 
March  30,  1949. 
For  the  Attorney  General. 

I  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49  2958;    Filed,   Apr.    15,    1949; 
8:51  K.  m.) 


[Vesting  Order  130341 


State  Street  Trust  Co.  and  Prida  Ludwig 

In  re:  Declaration  of  trust  dated  Aug- 
u.st  19.  1938,  by  State  Street  Trust  Com- 
pany, tru.stee.  for  the  benefit  of  Prida 
(FYiedat  Ludwig.  File  No.  D-28-2414- 
G-1 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9733.  r.'^cl  pursuant  to  law, 
after  invctigat.on.  ii  is  hereby  found: 


NOTICES 

1.  That  Prida  < Frieda)  Ludwig  and 
Charlotte  Muller,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Frida  (Frieda)  Ludwig,  except 
Herbert  E.  Sa.sse.  a  resident  of  the  United 
States,  and  i.ssue,  names  unknown,  of 
Charlotte  Muller,  who  there  is  reason- 
able cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  except  Herbert  E. 
Sa.sse.  a  resident  of  the  United  States,  in 
and  to  and  arising  out  of  or  under  a  Dec- 
laration of  Trust  executed  by  State 
Street  Trust  Company,  on  August  19, 
1938.  presently  being  administered  by 
State  Street  Trust  Company.  Boston  1, 
Massachusetts,  trustee. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of,  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs  at  law.  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Frida 
(Frieda*  Ludwig,  except  Herbert  E. 
Sa.sse.  a  resident  of  the  United  States. 
and  issue,  names  unknown,  of  Charlotte 
Muller,  are  not  within  a  designated  en- 
emy country,  the  national  Interest  of 
the  United  States,  requires  that  such 
persons  be  treated  as  nationals  of  a  des- 
ignated enemy  country  (Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sulfation  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D  C.  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Ofnce  of  Alien  Property. 

[F.   R.   Doc.   49  2957;    Filed,   Apr.    15,    1949; 
8:51  a.m.] 


[Vesting  Order  130791 
DWIGHT  M    LoWREY 


In  re:  Declaration  of  Trust  of  Dwir'U 
M.  Lowrev.  dated  June  23.  1925.  File 
No.  D-28-12536;  E.  T.  sec.  No.  1074;. 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  inve.stigation,  it  is  hereby  found: 

1.  That  M.  Kleopha  Geigcr,  Walbtrga 
Fi.scher    (Walburga    Fisher),    Theobald 
Vogler,  Josepha  Vogler  Kugelmann,  Lid- 
wina  Euzen.<;berger  (Enzensberger),  Lit- 
wina   Knittel  Settele.  Andreas  Knittel, 
Clemens     (Klemcnt)     Knittel.    Johann 
Knittel,  Peter  Knittel,  Ludwig  Knittel, 
Andreas  Mayer.  Victoria  Bader,  Johann 
Mayer,    Walberga    (Walburga^    May»r, 
Wilhelmina  Mayer.  Philomena  B?llmund. 
Andreas  Mayer.  Vcronika  Lerf,  Theresa 
Schmid,     Kre.szcnzia     Mayer,     Nikoaus 
Mayer,     Jo.seph    Mayer.     George    Otto 
Mayer,  Jo.sepha  Mayer,  Ignaz  dgnazius* 
Mayer,    Josef    Georg    Mayer,    Andreas 
Mayer  and  Veronika  Mayer,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany*; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
distributees  and  legatees,  names  un- 
known, of  Sebastian  Mayer,  deceased; 
of  Andreas  Mayer,  deceased:  of  Ignatz 
Mayer,  deceased:  of  Otto  Mayer,  de- 
ceased, and  of  Nikolaus  Mayer,  deceased, 
who  there  is  reasonable  cause  to  bellev.^ 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  "Ger- 
many* : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.sons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  nri.sing  out  of  a 
declaration  of  trust  of  Dwight  M.  Lowrev, 
dated  June  23.  1925.  is  property  payable 
or  deliverable  to.  or  claimed  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  ( Germany  >; 

4.  That  such  property  is  in  the  process 
of  administration  by  Land  Title  Bank 
and  Trust  Company,  as  substituted 
trustee,  acting  under  the  judicial  super- 
vision of  the  Court  of  Common  Pleas  No. 
4  in  and  for  the  City  and  County  of 
Philadelphia,  Pennsylvania: 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs-at-law.  next-of-kin.  distributees 
and  legatees,  names  unknown,  of  Se- 
bastian Mayer,  decea.sed:  of  Andreas 
Mayer,  deceased;  of  Ignatz  Mayer,  de- 
cea.sed; of  Otto  Mayer,  deceased:  and  of 
Nikolaus  Mayer,  deceased,  are  not  within 
a  designated  enemy  country,  the  na- 
tional interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certificfition,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "de.slgnated 
enemy  ccuntry"  as  used  herein  shall  have 


Saturday,  April  16,  1949 

the  rieanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at   Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[  seal  ]  Davi  d  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-2959;    Piled,   Apr.    13,    1949; 
8:52  a.  m.l 


[Vesting  Order   13095| 

Valerie   Gertrud   Swoyer    and   Miners 
Bank  of  Wilkes-Bahre 

In  re:  Trust  agreement  dated  July  6, 
1921  between  Valerie  Gertrud  Swoyer, 
trustor,  and  Miners  Bank  of  Wilkes- 
Barre.  trustee.    Pile  No.  D-28-2384  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Valerie  Gertrude  < Gertrud) 
Swoyer  Reichow,  whose  last  known  ad- 
dress is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany*  ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs-at-law,  next-of-kin, 
legatees  and  distributees,  names  un- 
known, of  Valerie  Gertrud  Swoyer,  de- 
ceased, who  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany* ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  and 
arising  cut  of  or  under  that  certain  trust 
agreement  dated  July  6.  1921,  by  and 
between  Valerie  Gertrud  Swoyer,  trustor, 
and  Miners  Bank  of  Wilkes-Barre, 
trustee,  presently  being  administered  by 
Miners  National  Bank  of  Wilke.s--Barre, 
trustee,  Wilkes-Barre,  Pennsylvania, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives, 
heirs-at-law,  next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Valerie 
Gertrud  Swoyer,  deceased,  are  not  within 
a  designated  enemy  country,  the  na- 
tional interest  of  the  United  States  re- 
quires that  such  persons  bo  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admln- 
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Istered,  liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  Sec- 
tion 10  of  Executive  Order  9193,  as 
amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.^elon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-2960;    Piled,    Apr.    18,    1949; 
8:52  a.  m.j 


[Vesting  Order  131 12) 
Frederick  F^ey 


In  re:  Estate  of  Frederick  Prey,  de- 
ceased. Pile  Nc.  D-28-12604;  E.  T.  sec. 
16793. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found; 

1.  That  Julius  Prey;  Katherine  Frey 
Herold,  al.so  known  as  Catherine  Prey 
Herold  and  as  Katherine  Harold;  El- 
frieda  Blinn  Jo.^t.  also  known  as  Elfrieda 
Blinn;  and  Emma  Frey  Wekenmann. 
also  known  as  Emma  Frey  Wickenen  and 
as  Emma  Wcckenmann,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany*; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  Estate  of 
Frederick  Prey,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  is  In  the 
process  of  administration  by  Fred  Frey. 
as  executor,  acting  under  the  Judicial 
supervi-sion  of  the  Probate  Court  of  the 
State  of  Ohio,  in  and  for  the  County  of 
Hamilton; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national 
interest. 

There  is  hereby  vested  In  the  Attorney 
G  neral  of  the  United  States  the  prop- 
c;  y  described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  Urilted  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 
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Executed   at   Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   49-2961;    Filed,    AprU    15,    1949; 
8:52  a.  m.j 


[Vesting  Order   13160] 

Florenz  Friedrick  Carl  and  Arnold 
Hillen  Ziecfeld 

In  re:  Rights  of  Florenz  Friedrick  Carl 
Ziegfeld  and  Arnold  Hillen  Ziegfeld  under 
insurance  contract.  Pile  No.  F-28-3979- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Florenz  Friedrick  Carl  Zieg- 
feld and  Arnold  Hillen  Ziegfeld,  whose 
last  known  address  is  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  350.707, 
issued  by  The  Mutual  Life  Insurance 
Company  of  New  York,  New  York.  New 
York,  to  Frederick  H.  H.  Ziegfeld.  to- 
gether with  the  right  to  demand,  receive 
and  collect  said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Florenz 
Friederick  Carl  Ziegfeld  and  Arnold 
Hillen  Ziegfeld.  the  aforesaid  nationals 
of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined; 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
witlxin  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  B.azelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2962;    Filed,   Apr.    15,    1943; 
8:52  a.  m.j 
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IReturn  Order  294) 
Selma  Mangem 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return   Published,  and   Property 

Selma  Mangen.  New  York,  N.  Y..  Claim  No. 
8964;  March  3.  1939  (14  P.  R.  974);  $350  00 
In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-2963:    Piled.    Apr.    16,    1949; 
8:C2  a.  m.) 


[Return  Order  297] 
Arthur  Weidenfeld 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Arthur  Weidenfeld,  26  Manchester  Square. 
London  W.  1.  England.  Claim  No.  1930;  March 
4.  1949  (14  P.  R.  997):  Property  to  the  extent 
owned  by  claimant  Immediately  prior  to  the 
vesting  thereof,  described  In  Vesting  Order 
No.  1758  (9  P.  R.  13773,  November  17.  1944), 
relating  to  the  literary  work  entitled  "The 
Gocbbels  Experiment"  (listed  In  Exhibit  A 
of  said  vesting  order ) .  including  royalties  per- 
taining thereto  in  the  amount  of  $223.70. 

Appropriate    documents    and    papers 
effectuating  this  order  will  issue. 

Executed   at  Washington,  D.   C,   on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    *6  2964:    Piled.    Apr.    15.    1949; 
8.52  a.  ml 


NOTICES 

Benguet  Consolidated  Mining  Co. 

NOTICE  or  intention  to  retdrn  vested 
property 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington.  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  recov- 
erable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 

Benguet  Consolidated  Mining  Co.,  Port 
Area.  ManUa,  Philippine  Islands,  12650: 
Property  described  In  Vesting  Order  No.  295 
(8  P.  R.  9481,  November  26.  1942)  relating 
to  Patent  Application  8er.  No.  383,888  (now 
U.  S.  Letters  Patent  No.  2,316,330). 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.   49  2966;    Piled,    Apr.    15,    1949; 
8:53  «.  m.] 


Enrique  Herman  Esser 

notice  or  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  follow- 
ing property,  subject  to  any  Increase 
or  decrease  resulting  from  the  admin- 
istration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Enrique  Herman  Esser,  Colomba,  Quezal- 
tenango,  Guatemala,  7801;  324  shares  of  the 
capital  stock  of  Central  America  Plantations 
Corporation,  registered  In  the  name  of  the 
Attorney  General  of  the  United  States,  cur- 
rently In  the  custody  of  Chase  National  Bank 
of  New  York,  N.  Y.  $23,652  In  the  Treasury 
of  the  United  States  representing  liquidat- 
ing dividends  from  said  shares. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Allen  Property. 

|F.    R.    Doc.    49  2967;    Filed,    Apr.    15,    1949; 
8:53  a.  m.) 


Margarethe  Bousek  and  Frieda  Weitzl 
NOTICE  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  if)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  followiiitj 
property,  subject  to  any  increa.se  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 
Claimant,  Claim  No.,  Property,  and  Locatwi 

Margarethe  Bousek,  Frieda  Weitzl.  Wlenc r- 
Neustadt.  Ungargasse  39,  Austria;  33755; 
33763;  $15,328.41  In  the  Treasury  of  the 
United  States,  to  each  claimant.  All  right, 
title  and  Interest  of  any  kind  or  character 
whatsoever  of  Margarethe  Bousek  and  Prled.i 
Weitzl  and  each  of  them  In  and  to  the  Trust 
created  under  the  Will  of  Henry  Schaefer. 
deceased,  and  All  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatsoever  of 
Margarethe  Bousek  and  Frieda  Weitzl  and 
each  of  them  In  and  to  Certificate  No.  C-4622, 
Guarantee  Mortgage  Certificate,  Mortga>;8 
No.  605  for  $50,000,  Issued  by  The  Western 
Connecticut  Title  A  Mortgage  Company  to 
Daniel  Schnakenberg  and  Corn  Exchange 
Bank  Trust  Company,  as  Trustees  under  the 
WUl  of  Henry  Schaefer,  deceased. 

Executed   at  Washington.   D.   C.  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F     R.    Doc.    49  2966:    Piled,    Apr.    15,  1949; 
8:53  8.  m.) 


Emilie  Polek 


NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  <  f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  lo 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 
Claimaiit,  Claim  No.,  Property  and  Location 

Emllle  Polek,  Vienna,  Austria.  5889;   $32,- 
122.12  In  the  Treasury  of  the  United  States. 

Executed   at  Washington.   D.   C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Dec.    49  2968;    Filed,    Apr.    15.    1C19; 
8::<3  a.  m.j 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2835 

Child  Health  Day.  1949 

BY    the    president   OF   THE    UNITED    STATES 

OF  AMERICA 

A   PROCLAMATION 

WHEREAS  the  Congress,  by  joint 
re.solution  of  May  18,  1928  '45  Stat.  617), 
has  autliorizcd  and.^reque.sted  the  Presi- 
dent to  Lssue  annually  a  proclamation 
setting  apart  May  1  as  Child  Health 
Day:  and 

WHEREAS  every  citizen  should  do  his 
utmost  toward  safeguarding  and  improv- 
ing the  health  of  the  Nation's  children: 

NOW,  THEREFORE,  I.  HARRY  S. 
TRUMAN,  President  of  the  United 
States  of  America,  do  hereby  designate 
May  1,  1949,  as  Child  Health  Day;  and 
I  Invite  all  agencies,  organizations,  and 
citizens  intere.sted  in  the  physical  and 
mental  well-being  of  children  to  con- 
sider on  that  day  how  best  to  promote  in 
their  own  communities  during  the  com- 
ing year  definite  programs  of  action  de- 
signed to  help  our  children  to  grow  into 
healthy  and  responsible  Individuals 
dedicated  to  the  principles  of  democracy 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 

16th  day  of  April  In  the  year  of  our  Lord 

nineteen    hundred    and    forty- 

fSEALl     nine,  and  of  the  Independence 

of  the  United  States  of  America 

the  one  hundred  and  seventy-third. 

Harry  S.  Truman 
By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

IP.   R.   Doc.   49-3102;    Piled.    Apr.    18     1949- 
11:22  a.  m.J 


EXECUTIVE  ORDER  10051 

Creating  an  Emergency  Board  To  Inves- 
tigate A  Dispute  Between  the  Ali- 
«uippA  AND  Southern  Railroad  Com- 
pany AND  Certain  of  Its  Employees 

WHEREAS  a  dispute  exists  between 
the  Aliquippa  and   Southern  Railroad 


Company,  a  carrier,  and  certain  of  its 
employees  represented  by  the  Brother- 
hood of  Railroad  Trainmen,  a  labor  or- 
ganization; and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  provi- 
sions of  the  Railway  Labor  Act.  as 
amended;  and 

WHEREAS  this  dispute,  in  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  Interrupt  in- 
terstate commerce  within  the  State  of 
Pennsylvania  to  a  degree  .such  as  to  de- 
prive that  portion  of  the  country  of  es- 
sential transportation  service: 

NOW,  THEREFORE,  by  virtue  of  the 
autliority  vested  in  me  by  section  10  of 
the  Railway  Labor  Act.  as  amended  (45 
U.  S.  C.  160).  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me.  to 
Investigate  the  .said  dispute.  No  mem- 
ber of  the  said  board  shall  be  pecuniarily 
or  otherwise  interested  in  any  organiza- 
tion of  railway  employees  or  any  carrier. 

The  board  shall  report  Its  findings  to 
the  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act,  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
has  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  AliqiUppa  and  Southern 
Railroad  Company  or  Its  employees  in 
the  conditions  out  of  which  the  said  dis- 
pute arose. 

Harry  S.  Truman 
The  White  House, 

April  15,  1949. 

[P.    R.   Doc.   49-3085;    FUed,   Apr.    15.    1949; 
5:08  p.m.) 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter   III — Farmers   Home   Admin- 
istration, Department  of  Agriculture 

Sobthopter  B — Form  Ownership  Loont 

Part  311— Basic  Regulations 

SUBPART    B— LOAN    LIMITATIONS 

For   the   purposes   of   title  I   of   the 

Bankhead-Jones  Farm  Tenant  Act,  as 

amended,    average    values    of    efficient 

family-type     farm-management     units 

(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
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Title  6  ($3.00). 

Title  7,  Ports   I -20 1   ($4.25). 

These  books  may  b«  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment  Printing  Office,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 
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and  Investment  limits  for  the  counties 
identified  below  are  determined  to  be 
as  herein  set  forth.  The  average  values 
and  investment  limits  heretofore  estab- 
lished for  said  counties,  which  appear  in 
the  tabulations  of  average  values  and 
Investment  limits  under  9  311.30.  Chap- 
ter HI.  Title  6  of  the  Code  of  Federal 
Regulations,  as  reorganized  and  revised 
(13  F.  R.  9376).  are  hereby  superseded 
by  the  average  values  and  investment 
limits  set  forth  below  for  said  counties. 


COI.ORAI>0 

Qounty 

Aversjce 
value 

Investment 
limit 

Fl  pa<»)         

SIS.OOO 
IS.  000 

11 2.(1011 

l*rowers       .. ..-..-.------ 

12.  WW 

•  Sec.  41  (i>.  60  Stat.  1066;  7  U.  S.  C.  1015 
(i).  Applies  sees.  3  (a>.  44  (b>.  60  Stat. 
1074.  1069;  7  U.  S.  C.  1003  (a).  1018  (b)) 

Issued  this  14th  day  of  April  1949. 

[SEALl  A.  J.  LOVELAND, 

Acting  Secretary  of  Aqriculture. 

Apr.    18.    1949; 


IF.    R.    E>oc. 


49-2982;    Filed. 
8:47  a.  m.] 
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Part  311— Basic'Regulations 

subpart  b — loan  limitations 

For  the  purposes  of  title  I  of  the  Bank- 
head-Jones     Farm     Tenant     Act.     as 
amended,  the  average  value  of  efficient 
family-type  farm-management  units  and 
the    investment    limit    for    the    county 
identified  below  are  determined  to  be  as 
herein  set  forth.    The  average  value  and 
the  Investment  limit  heretofore  estab- 
lished for  said  county,  which  appear  in 
the  tabulations  of  average  values  and  in- 
vestment limits  under  5  311.30,  Chapter 
III.  Title  6  of  the  Code  of  Federal  Regu- 
lations, as  reorganized  and  revi.sed  <13 
F.  R.  9376),  are  hereby  superseded  by 
the  average  value  and  the  Investment 
limit  set  forth  below  for  said  county. 
New  York 

County:  Orange.     Average  value:  $15,000. 
Investment  limit:  $12,000. 

(Sec.  41  (i) .  60  Stat.  1066;  7  U.  S.  C.  1015 
(1».    Applies  sees.  3  (a).  44  (b).  60  Stat. 
1074.  1069;  7  U.  S.  C.  1003  (a)  (1018  (b) ) 
Issued  this  14th  day  of  April  1949. 

fSEALl  A.  J.  LOVELAND. 

Acting  Secretary  oj  Agriculture. 


IF.    R.    Doc. 


49-2983.    Filed. 
8:47  a.  m.] 


Apr.    18,    1949; 


Tuesday,  April  19,  1949 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commod- 
ity Credit  Corporation,  Depart- 
ment of  Agriculture 


Subchapter 


ncral  Regulations  end 
Policies 


Part  400— Rules  of-  Contract  Disputes 
Board  for  Commodity  Credit  Corpora- 
tion 

Pursuant  to  the  authority  contained 
In  sections  4  (j).  4  (k).  9  and  10  of  the 
Commodity  Credit  Corporation  Charter 
Act  IP.  L.  806,  80th.  Cong.,  62  Stat.  1070) 
the  following  rules  of  the  Contract  Dis- 
putes Board  for  Commodity  Credit  Cor- 
poration are  hereby  issued : 
See. 

400.1 
400.2 
400  3 
400.4 
400.5 


General  matters. 
Manner   of   taking   appeals. 
Procedure  on  appeal. 
Presentations  before  the  Board. 
Determinations   upon   appeals. 


Authobity:  J?  400.1  to  400.5  Issued  under 
sees.  4  (J».  4  (k).  9  and  10,  Pub.  Law  806 
80th  Cong.,  62  Stat.  1070. 

5  400.1  General  matters — (a^  Mem- 
bership of  the  Contract  Disputes  Board. 
The  Contract  Disputes  Board  for  Com- 
modity Credit  Corporation  was  estab- 
lished on  April  4.  1946,  by  the  Board  of 
Directors  of  the  Corporation.  The  Con- 
tract Disputes  Board  is  composed  of 
three  members,  appointed  by  the  Board 
of  Directors  of  the  Corporation,  one  of 
whom  Is  designated  to  act  as  Chairman, 
and  an  alternate  member  designated  to 
act  on  any  matter  for  any  member  of 
the  Contract  Disputes  Board  In  the  event 
of  his  inability  for  any  reason  to  act 
thereon. 

(b>  Correspondence.  All  communica- 
tions should  be  directed  to  the  •Secre- 
tary. Contract  Disputes  Board  for 
Commodity  Credit  Corporation,  U.  S. 
Department  of  Agriculture,  Washington 
D.  C." 

(o  Jurisdiction.    The  Contract  Dis- 
putes Board:   d)   Is  authorized  by  the 
Manager  of  Commodity  Credit  Corpora- 
tion (as  "the  head  of  agency"'  and  as  the 
successor  to  any  officer  of  the  Corpora- 
tion to  whom  appeals  may  be  taken  under 
contract  disputes  provisions)  and  by  the 
Board  of  Directors  of  the  Corporation  to 
act    for    the    Manager    and    on    behalf 
of  the  Corporation,  to  consider  and  de- 
termine appeals  from  findings  of  fact  of 
an  officer  of  the  Corporation  within  the 
scope  of  any  contract  disputes  provision 
which  provides  a  method  for  final  and 
conclusive    determination    of    disputed 
questions    of    fact    (including    but    not 
limited  to  article  22  of  PMA  Form  100, 
Standard  Contract  Conditions,  and  raw 
material   cost   adjustment   provisions); 
and    (2»    is  responsible  for  considering 
and  determining  appeals  by  claimants  on 
all  other   contract   claims   against   the 
Corporation  where  settlement  and  ad- 
justment cannot   otherwise   be  effected 
under    established    policies    and    pro- 
cedures.   As  to  claims  of  this  .second 
category,  a  claimant  is  not  required  to 
appeal  to  the  Contract  Disputes  Board 
for  the  purpose  of  exhausting  his  ad- 
ministrative remedy  before  recourse  to 
courts.     The  jurisdiction  of  the  Board 
does  not  extend  to  any  claims  resulting 
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from  Sixe  termination  of  war  contracts 
or  claims  filed  under  section  17  of  the 
Contract  Settlement  Act  of  1944. 

(d)  Recommendations.  Prior  to  dis- 
position of  any  matter  by  the  Contract 
Disputes  Board,  it  will  obtain  the  recom- 
mendation of  the  Director  of  the  Branch 
or  PMA  Commodity  Office  having  juris- 
diction over  the  officer  from  whose  de- 
cision, the  appeal  Is  taken. 

<e)  Legal  advice  from  Solicitor's  Of- 
fice. If  any  matter  involves  any  doubt- 
ful questions  of  law,  the  Contract  Dis- 
putes Board  will  obtain  the  advice  of 
the  Office  of  the  Solicitor,  U.  S.  Depart- 
ment of  Agriculture  with  respect  thereto. 
>  f »  Procedure.  The  provisions  of  the 
Admirti.<:trative  Procedure  Act  <Piib  Law 
404.  79lh  Cong..  5  U.  S.  C,  sees.  1001- 
1011 »  are  not  applicable  to  proceedings 
before  the  Board  except  those  require- 
ments of  section  1002  thereof  as  to  pub- 
lication of  descriptions  of  organization, 
statements  as  to  channelling  of  func- 
tions, substantive  rules  and  statements 
of  gertejal  policy.  The  Board  does  not 
is.sue  opinions.  Matters  of  official  rec- 
ord are  available  in  accordance  with  the 
regulations  of  the  Department  relating 
to  official  records  which  are  set  forth 
in  7  CfTl  5?  1.1-1.10. 

<g>  Set-off.  The  Board  may  take  ac- 
count of  claims  of  Commodity  Credit 
Corporation  or  of  the  United  States  or 
agencie.s  thereof  by  way  of  set-off  or 
counterclaim  whether  such  claims  arise 
from  the  same  transaction  or  otherwise. 

§  400.J2  Manner  of  taking  appeals — 
(a  I  Furriishing  copy  of  rules.  When- 
ever any  dispute  which  may  be  appealed 
to  the.  Contract  Disputes  Board  arises 
under  a  contract,  the  contracting  officer 
or  claims  officer,  upon  his  own  Initiative 
or  upon  request,  will  furnish  the  con- 
tractor with  a  copy  of  these  rules. 

(b)  Form  and  time  for  appeal.  An 
appeal  from  the  decision  of  a  contract- 
ing of5cer  or  claims  officer  shall  be  in 
writinB  signed  by  the  petitioner,  a  bona- 
fide  officer  or  partner  thereof,  or  by 
counsel,  and  need  not  be  under  oath. 
An  original  and  four  copies  of  the  ap- 
peal shall  be  filed  with  the  Secretary 
of  the  Board  and  must  be  received  by 
the  Board  within  the  time  allowed  by  the 
contract  for  appeal.  Where  no  time  for 
appeal  is  provided  In  the  contract,  peti- 
tioner may  file  his  appeal  at  any  time 
prior  to  the  claim  being  barred  under 
the  applicable  statutory  period  of  limita- 
tion. The  filing  of  an  appeal  with  the 
Board  does  not  toll  any  statute  of 
limitation. 

(c)  Submi.'ision  by  petitioner.  Each 
appeal  sjiall  clearly  identify  the  decision 
from  which  the  appeal  is  taken.  The 
appeal  should  contain  a  full  statement  of 
the  exact  nature  of  the  dispute,  the  spe- 
cific relief  .sought  by  the  petitioner,  the 
pertinent  facts  and  reasons  In  support 
of  the  petitioner's' contentions.  Addi- 
tional information  supporting  the  appeal 
may  be  incorporated  in  the  appeal,  or  be 
submitted  witliin  thirty  days  of  the  filing 
of  such  appeal,  unless  the  Board  for  good 
cause  sliown  expressly  permits  otherwise. 

(d)  Additional  information.  When  an 
appeal  is  taken  from  the  decision  of  a 
contracting  officer  or  claims  officer,  the 
Secretary  of  the  Board,  upon  receipt  of 
such  appeal  shall  call  upon  the  officer 
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making  the  decision  for  information  and 
copies  of  files  related  thereto.  The 
Board  may  at  any  time  call  upon  any 
employee  of  the  Department  for  addi- 
tional information  deemed  necessary  by 
it.  The  Board  may  also  call  upon  the 
petitioner  for  the  production  of  any 
papers,  documents,  affidavits,  or  specific 
Information  relevant  to  the  dispute 
which  is  in  the  petitioner's  possession 
control,  or  available  to  it. 

§  400.3  Procedure  on  appeal — (a) 
Furnishing  copy  of  appeal  to  Directors. 
Upon  the  filing  of  an  appeal  with  the 
Board,  the  Secretary  of  the  Board  shall 
furnish  a  copy  thereof  to  the  Director  of 
the  Branch  or  PMA  Commodity  office 
having  jurisdiction  over  the  officer  from 
whose  decision  the  appeal  is  taken. 

(b»   Procedure  uiider  1400.1   (c)    (1). 
Where  the  appeal  arises  under  the  au- 
thority of  a  disputes  article  in  a  contract 
as  provided  for  in  5  400.1   (c)    (1*.  the 
Director  of  the  Branch  or  PMA  Com- 
modity office  shall  furnish  to  the  Board  a 
copy  of   the  officer's   determination   or 
decision  from  which  the  appeal  is  taken 
and   if   the  determination   or   decision 
does  not  so  recite,  shall  also  furnish  a 
statement  which  fully  discloses  the  con- 
siderations and  facts  upon  which  the  de- 
cision is  ba.sed,  and  may  add  any  com-  ■ 
ments  as  to  the  matter  contained  in  the 
appeal.     The    Secretary    of    the    Board 
shall  furnish  a  copy  of  such  statement  to 
the  petitioner  who  shall  have  the  right 
to  file  a  reply  thereto,  if  he  so  desires, 
within  ten  days  from  the  date  of  the 
tran.smittal   letter   of   the   Secretary   of 
the  Board. 

(c)  Procedure  under  ft  400.1  (c)  (2). 
Where  the  appeal  arises  under  the  juris- 
diction of  the  Board  under  §400.1  (ct 
<2>.  the  Director  of  the  Branch  or  PMA 
Commodity  Office  shall  furnish  such  in- 
formation and  material  as  may  be  re- 
quired by  the  Board  for  disposition  of  the 
appeal.  All  such  information  and  mate- 
rial supplied  In  connection  with  such 
appeals  shall  be  eoasidered  to  be  confi- 
dential files  of  the  Department,  and  only 
such  information  shall  be  disclosed  to  the 
petitioner  as  he  is  otherwi.se  entitled  to 
receive  or  as  the  Board  In  its  discretion 
deems  necessary  In  disposition  of  the  ap- 
peal. 

§400.4  Presentations  before  the 
Board — (a'  Opportunity  for  oral  pres- 
entation. Upon  timely  written  request 
or  upon  its  own  motion,  the  Board,  in 
its  discretion,  may  afford  the  petitioner 
an  opportunity  to  make  an  oral  presen- 
tation before  it. 

(b>  Place  of  oral  presentation.  Such 
oral  presentation,  if  granted,  shall  be 
held  in  Washington,  D.  C,  unless  other- 
wise directed  by  the  Board. 

(c)  Notice  of  oral  presentation.  The 
petitioner  ordinarily  will  be  given  at  least 
ten  days'  notice  of  the  time  and  place 
of  the  meeting  for  oral  presentation. 

(d)  Representation  before  the  Board. 
The  petitioner  may  appear  before  the 
Board  in  person,  may  be  represented  by 
counsel,  or  otherwise. 

(e)  Manner  of  presentation  of  proof. 
(1)  In  such  oral  presentation,  the  strict 
rules  of  evidence  as  required  in  courts  of 
law  will  not  be  invoked.  The  Board  will 
receive  matter  deemed  material  and  rele- 
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vant  to  the  Issues  raised  In  the  appeal 
but  may  exclude  that  which  it  considers 
remote  or  cumulative. 

(2)  The  decision  or  findings  appealed 
from  shall  be  accepted  by  the  Board  as 
prima  facie  correct. 

(3)  Witnesses  will  be  heard  before  the 

Board  only  in  connection  with  such  oral 
presentation:  any  other  matter  which 
the  petitioner  wishes  to  submit  shall  be 
In  written  form.  In  Its  discretion,  the 
Board  may  require  any  matter  submitted 
to  It  to  be  put  under  oath. 

(f)  Reporting.   Oral  presentations  will 
be  stenographically  reported  and  tran- 
'scrlptions  thereof  shall  be  made  when 
deemed  necessary  by  the  Board.    One 
copy  of  the  transcription  will  be  made 
available  to  the  petitioner  upon  request. 
5  400.5    Determination  upon  appeals. 
(a)   The  Secretary  of  the  Board  will  ad- 
vise the  petitioner  as  to  the  Boards  de- 
termination upon  the  appeal. 

(b>  Where  the  determination  of  the 
Board  results  in  settlement  or  adjust- 
ment of  claims  by  or  against  the  peti- 
tioner, the  Board  will  prepare  a  settle- 
ment agreement  which  will  be  executed 
on  behalf  of  the  Commodity  Credit  Cor- 
poration by  the  Secretary  of  the  Board 
upon  direction  of  the  Board. 

Done  at  Washington.  D.  C.  this  13th 
day  of  April  1949. 

[seal!  Harry  B.  Wirin. 

Chairman.  Contract  Disputes 
Board  for  Commodity  Credit 
Corporation. 

Approved : 

Elmer  P.  Kruse. 
Manager.  Commodity  Credit 
Corporation. 

IF.    R.    Doc.    49  3002:    Filed.    Apr.    18.    1949; 
8:51  a.  m.| 


TITLE  7— AGRICULTURE 

Chapter  III— Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

(B.  E.  P.  Q.  6T7] 

Part  301— Domestic  Quarantine  Notices 

ADMINISTRATIVE  INSTRUCTIONS  DESIGNATING 
RUST-RESISTANT  SPECIES  AND  VARIETIES 
OF  BARBERRY,  MAHONIA,  AND  MAHOBER- 
BERIS 


Pursuant  to  the  authority  conferred 
by  §  301  38-5  of  the  regulations  supple- 
mental to  Black  Stem  Ru.st  Quarantine 
No   38  (7  CFR  §  301.38-5.  14  F.  R.  999  >. 
the  following  administrative  instructions 
are  hereby  issued  to  designate  the  rust- 
re.slstant  species  and  horticultural  varie- 
ties of  barberries,  mahonias.  and  maho- 
berberls  (1)  the  plants  of  which  may  be 
moved  Interstate  under  permit,  and  (2) 
the  seeds  and  fruits  of  which,  if  pro- 
duced In  any  of  the  States  of  Colorado. 
Illinois.  Indiana.  Iowa.  Kansas.  Michi- 
gan. Minnesota.  Missouri.  Montana.  Ne- 
braska. North  Dakota.  Ohio.  Pennsylva- 
nia. South  Dakota.  Virginia,  Washing- 
ton. West  Virginia.  Wisconsin,  and  Wyo- 
ming, may  be  moved  between  or  from 
such  States  only  under  permit  or.  where- 
ever  produced,  may  be  moved  between 
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States  other  than  those  named,  without 
restriction: 

S  301.38-5a  Administrative  instruc- 
tions;  designation  of  rust-resistant  bar- 
berry, mahonia.  and  mahoberberis 
plants.  The  following  species  and  horti- 
cultural varieties  of  barberries,  maho- 
nias. and  mahoberberis  are  hereby  desig- 
nated as  rust-reslstant: 

Berberls   beanlana. 

Berberls  buxlfolla. 

Berberls  buxifolla  nana. 

Berberls  candldula. 

Berberls  chenauUil. 

Berberls  clrcumserrata. 

Berberls  conclnna. 

Berberls  darwlnll. 

Berberls  gagnepalnl. 

Berberls  gllgiana. 

Berberls  horvathU, 

Berberls  Jullanae. 

Berberls  koreana. 

Berberls  llnearlfolla  var.  Orange  King. 

Berberls  mentorensls. 
Berberls  potanlnl. 

Berberls  sangulnea. 

Berberls  sargentlana. 

Berberls  stenophylla.  .->   " 

Berberls   stenophylla  dlverslfoUa. 

Berberls  stenophylla  nana  compacU. 

Berberls  thunbergll. 

Berberls  thunbergll  atropurpurea. 

Berberls  thunbergll  erecta. 

Berberls  thunbergll  "globe." 

Berberls  thunbergll  "golden." 

Berberls  thunbergll  maxlmowlczU. 

Berberls  thunbergll  minor. 

Berberls  thunbergll  plurlflora. 

Berberls  thunbergll  "thornless." 

Berberls  thunbergll  "varlegata." 

Berberls  trlacanthophora. 

Berberls  verruculosa. 

Mahonia  aqulfoUum. 

Mahonia  bealel. 

Mahonia  dlctyota. 
Mahonia  nervosa. 
Mahonia  plnnata. 
Mahonia  repens. 

The  purpose  of  these  administrative 
Instructions  is  to  relieve  commerce  by 
designating    the    rust-resistant    species 
and  horticultural  varieties  of  barberries, 
mahonias.  and  mahoberberis  which  are 
eligible  for  interstate  movement  under 
permit.     In  order  to  be  of  maximum 
benefit  to  the  public  the  designation  of 
these  rust-resistant  species  and  varieties 
of  barberries,  mahonias.  and  mahober- 
beris should  be  made  effective  as  soon  as 
possible.    Since  these  administrative  in- 
structions relieve  restrictions,  they  are 
within  the  exception  In  section  4  (c)  of 
the  Administrative  Procedure  Act  and 
may  properly  be  made  effective  less  than 
30  days  after  their  r'Jblication  In  the 
Federal  Register. 

Accordingly,  these  Instructions  shall 
become  effective  on  May  1.  1949.  when 
they  shall  supersede  B.  E.  P.  Q.  385. 
Fourth  Revision,  effective  January  24. 
1945  (7  CFR  1945  Supp.  §  301.38a).  and 
B  E  P.  Q.  385.  Fourth  Revision.  Supple- 
ment 1.  effective  March  15.  1948  (7  CFR 
§  301.38a,  13  F.  R.  1503). 


(Quarantine  No.  48] 
Part  301— Domestic  Quarantine  Notices 

JAPANESE  BEETLE  QUARANTINE 

On  March  16.  1949.  there  was  pub- 
lished In  the  Federal  Register  (14  P.  R. 
1176  >    a  notice  of  proposed  rule  making 
to  amend  the  regulations  supplemental 
to  Quarantine  No.  48  relating  to  the  Jap- 
anese beetle   (7  CFR  §5  301.48  through 
30148-10:    13    F.    R.    2250).     After    due 
consideration  of  all  relevant  matters  pre- 
sented, including  the  proposals  set  forth 
In  the  notice,  and  pursuant  to  the  au- 
thority conferred  upon  me  by  section  8 
of  the  Plant  Quarantine  Act  of  August 
20    1912    as  amended  <7  U.  S.  C.  161  >, 
and  sections  1  and  3  of  the  Insect  Pest 
Act  of  March  3.   1905   (7  U.  S.  C.   141. 
143>    §?  301.48-2,  30148-4  (a>.  301.48-5. 
301.48-8,  and  301.48-9  are  hereby  amend- 
ed to  read  as  follows: 


(Sec.  8.  37  Stat.   318.  as  amended;   7 
U.  S.  C.  161) 

Done  at  Washington.  D,  C.  this  8th 
day  of  April  1949. 

[SEALl  Avery  S.  Hoyt, 

Acting  Chief,  Bureau  of 
Entomology  and  Plant  Quarantine. 

IF.   R.   Doc.   49-3003;    Filed.    Apr.    18,    19i9\ 
S:51  ».  m.] 


§  301.48-2  Regulated  areas.  The  fol- 
lowing States.  Districts,  counties,  town- 
ships, cities,  towns,  boroughs,  and  mag- 
isterial districts  or  parts  thereof,  are 
hereby  designated  as  regulated  areas: 

Connecticut.    The  entire  State. 
Delaware.     The   entire  State. 
District  of  Columbia.    The  entire  District. 
Maine.     County  of  York,  towns  of  Auburn 
and  Lewlston,  In  Androscoggin  County,  towns 
of  Cape  Elizabeth.  Oorham,  Gray,  New  Glou- 
cester.   Raymond.    Scarboro.    Standlsh,    and 
cities    of    Portland.    South    Portland,    West- 
brook,  and  Windham,  In  Cumberland  Coun- 
ty; city  of  WatervUle.  In  Kennebec  County; 
and  city  of  Brewer.  In  Penobscot  County. 
Maryland.    The  entire  State. 
Massachusetts.    The  entire  State. 
Sew    Hampshire.     Counties    of    Belknap, 
Cheshire,  HUlsboro,  Merrimack.  Rockingham. 
SUafTord,  and  Sullivan;  towns  of  Brookfleld. 
Eaton.  Effingham.  Freedom.  Madison,  Moul- 
tonboro,  Ossipee.  Sandwich.  Tamworth.  Tuf- 
tonboro,  Wakefield,  and  Wolfeboro,  in  Carroll 
County;     towns     of     Alexandria,     Ashland. 
Brldgewater.    Bristol.    Canaan.    Dorchester. 
Enfield,  Grafton.  Oroton.  Hanover.  Hebron. 
Holderness,    Lebanon.    Lyme.    Orange,    and 
Plymouth,  In  Grafton  County. 
New  Jersey.    The  entire  State. 
New    York.     Counties    of    Albany.    Bronx. 
Broome.     Chemung,     Chenango.     Columbia. 
Cortland.  Delaware,  Dutchess,  Fulton,  Greene. 
Kings.   Madison.   Montgomery.   Nassau.   New 
York,    Oneida.    Onondaga.    Orange,    Otsego, 
Putnam,     Queens,     Rensselaer.     Richmond, 
Rockland.  Saratoga,  Schenectady.  Schoharie. 
Suffolk.  Sullivan,  Tioga,  Ulster.  Washington, 
and  Westchester;   towns  of  Red  House  and 
Salamanca,   and  cities   of   Olean   and   Sala- 
manca,    in     Cattaraugus    County;     city    of 
Auburn,  and  towns  of  Fleming.  Owasco.  and 
Sennett,  In  Cayuga  County;   towns  of  Am- 
herst.   Cheektowaga,    and    Tonawanda.    and 
cities   of   Buffalo   and   Lackawanna,   In   Erie 
County;   towns  of  Columbia,  Danube,  Fair- 
field,   Frankfort.    German    Flats,    Herkimer. 
Litchfield.   Little   Falls.   Manhelm.   Newport. 
Salisbury,  Schuvler,  Stark,  Warren,  and  Wln- 
fleld.  and  city  of  Little  Falls.  In  Herkimer 
County;    town    of    Watertown    and    city    of 
Watertown.    in    Jefferson    County;    town    of 
Mount  Morris  and  village  of  Mount  Morris, 
in    Livingston    County;    city    of    Rochester, 
towns  of  Brighton.  Irondequolt,  and  Pitts- 
ford,  and  village  of  East  Rochester,  in  Monroe 
County;    town    of    Manchester,    In    Ontario 
County;   town  of  Schroeppel.  and  cities  of 
Fulton    and    Oswego.    In    Oswego    County; 
towns    of    Catherine,    Cayuta.    Dlx,    Hector. 
Montour,    and    Reading,    and    borough    of 
Watklns  Glen,  In  Schuyler  County;  town  of 
Waterloo,  In  Seneca  County;  towns  of  Caton. 
Corning.   Erwln,   Hornby,   and   HornellsvUle, 
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and  cities  of  Corning  and  Hornell,  In  Steuben 
County;  towns  of  Caroline,  Danby,  Dryden, 
Ernfield,  Ithaca,  Newfleld,  and  city  of  Ithaca. 
In  Tompkins  County;  town.t  of  Luzerne  and 
Queensbury  aivl  city  of  Glens  Palis.  In 
Warren  County. 

Ohio.  Counties  of  Belmont.  Carroll  Co- 
lumbiana. Cuyahoga.  Guernsey,  Harrison, 
Jefferson.  Mahoning,  Medina,  Portage,  Stark. 
Summit.  Tuscarawas,  and  Wayne;  cities  of 
Ashtabula  and  Conneaut.  In  Ashtabula 
County;  city  of  Coshocton.  In  Coshocton 
County;  township  of  Marlon,  city  of  Colum- 
bus and  vUlages  of  Bexley.  Grandvlew. 
Grendvlew  Heightn.  Hanford,  Marble  Cliff, 
and  Upper  Arlington,  in  Franklin  County; 
townships  of  Kirtland.  Mentor,  and  Wil- 
loughby,  and  villages  of  Kirtland  Hills. 
Lnkellne.  Mentor,  Mentor -on-the-Lake,  Walte 
Hill,  Wickllffe.  Wllloughby,  and  Wlllowlck, 
in  Lake  County;  townships  of  Madison  and 
Newark  and  city  cf  Newark,  In  Licking 
County:  city  of  Toledo  and  township  of 
Washington,  In  Lucas  County;  township  of 
Madison  and  city  of  Mansfield,  in  Richland 
County;  town.<;hlps  of  Bazetta,  Bracevllle. 
Brockfleld.  Champion,  Fowler,  Hartford. 
Howland.  Hubbard,  Liberty.  Lordstown,  New- 
ton. Southington,  Warren,  Weathersfield.  and 
Vienna,  cities  of  NUes  and  Warren,  and 
villages  of  Cortland,  Girard,  Hubbard,  Mc- 
Donald, Newton  Falls,  and  OrangcvUIe.  In 
T:umbull  County;  and  city  and  town  of 
Marietta,   In   WaBhington   County. 

Penmylvania.     The  entire  State  except  the 
townships    of    Athens,    Beaver,    Bloomfield, 
Cambridge.  Conneaut,  Cussewago.  East  Falr- 
tiPld,  East  Fallowfleld,  East  Mead.  Fairfield, 
Greenwood.  Hayfield.  North  Shenango.  Pine. 
Randolph.    Richmond.    Rockdale,    Sadsbury, 
South  Shenango,  Spring.  Steuben.  Summer- 
lilll,  Summit,  Troy,  Union,  Venango,  Vernon, 
Wayne.  West  Fallowfleld.  West  Mead,  West 
Shenango,  and  Woodcock,  and  the  boroughs 
tf     Blcjomlng     Valley,     Cambridge     Springs. 
C:)chranton,  Conneaut  Lake,  Conneautvllle. 
Ltnesville.   Saegerstown.   Sprlngboro.   Town- 
viUe.  Venango,  and  Woodcock,  In  Crawford 
County:  the  townships  of  Amity,  Conneaut. 
E'k  Creek.  Palrvlew,  Franklin.  Girard,  Greene, 
Greenfield,  Harborcreek,  Lawrence  Park,  La- 
boeuf,  M-Ktaii,  North  East,  Springfield,  Sum- 
mit,    Union.     Venango.     Washington,     and 
W.'.tcrford.    and    the    boroughs    of    Albion, 
Crar.esville,  East  Springfield.  Edlnboro,  Fair- 
Mew,  Girard,  Middleboro,  Mill  Village.  North 
East,    North    Girard,    Platea.    Union     City, 
Waterford  and  Wattsburg.  Jn   Erie  County; 
townships    of    Deer    Creek.    Delaware.    Falr- 
\lew.  Frenr-h  Creek.  Greene,  Hempficld.  Lake, 
Mill  Creek.  New  Vernon,  Otter  Creek,  Perry. 
Pymatuning,    Salem.    Sandy    Creek.    Sandy 
I-ukc,  South  Pymatuning,  Sugar  Grove,  and 
West  Salem,  and  boroughs  of  Clarksvillc.  Fre- 
donla,  Greenville,  Jamestown,  New  Lebanon, 
Sandy  Lake.  SheukleyvUle.  and  Stoneboro,  In 
fiercer  County. 
Rhode  Island.     The  entire  State. 
Vermont.     Counties   of  Bennington.   Rut- 
land. Windham,  and  Windsor;   and  town  of 
Burlington.  In  Chittenden  County. 

Virginia.  Counties  of  Accomac,  Arling- 
ton, Brun.swlck.  Caroline,  Charles  City. 
Chesterfield.  Clarke,  Culpeper,  Dinwiddle. 
Elizabeth  City,  Essex,  Fairfax.  Frederick, 
Fauquier,  Gloucester,  Goochland,  Greens- 
ville, Hanover,  Henrico,  Isle  of  Wight,  James 
City,  King  and  Queen,  King  George,  King 
William,  Lancaster,  Loudoun,  Louisa. 
Mathews,  Middlesex,  Nansemond,  New  Kent. 
Not  folk.  Northampton.  Northumberland, 
Orange.  Powhatan.  Prince  George,  Prince 
William,  Princess  Anne.  Rappahannock. 
Richmond.  Southampton.  Spotsylvania,  Staf- 
ford, Surry.  Sussex,  Warren,  Warwick, 
Westmoreland,  and  York;  magisterial  dis- 
trict of  Elon.  in  Amherst  County:  magis- 
terial district  of  Forest,  In  Bedford  County; 
magisterial  district  of  Brookvllle,  ^In  Camp, 
bell  County;  town  of  Shenandoah,  In  Page 
County;    vUlage    of    Schoolfleld,    in    Plttsyl- 
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vanla  Cotthty;  town  of  Pulaski,  In  Pulaski 
County;  and  cities  of  Alexandria,  Char- 
lottesvUJe.  .Danville.  Fredericksburg,  Hamp- 
ton, Hopewell.  Lynchburg,  Newport  News. 
Norfolk,  Petersburg,  Portsmouth,  Radford. 
Richmond,  Roanoke,  South  Norfolk,  Suffolk. 
WllliamsbUJ^g,  and  Winchester. 

West  Virginia.  Counties  of  Barbour. 
Berkeley,  Brooke,  Hancock,  Harrison.  Jeffer- 
son. Lewis,  Marion.  Mineral.  Monongalia, 
Morgan.  Ohio,  Preston.  Taylor,  Tucker,  and 
Upshur:  magisterial  districts  of  Blue  Sulphur 
and  Fort  Spring,  In  Greenbrier  County; 
magisterial  districts  of  Charleston,  Elk, 
Loudon,  and  Maiden,  city  of  Charleston,  and 
town  of  South  Charleston,  In  Kanawha 
County;  magisterial  districts  of  Sand  Hill, 
Union.  Washington  and  Webster,  In  Marshall 
County;  city  of  Princeton.  In  Mercer 
County;  magisterial  district  of  Wolf  Creek. 
In  Monroe  County;  city  of  Hinton  and 
magisterial  districts  of  Greenbrier  and  Tal- 
cott.  In  Summers  County:  magisterial  district 
of  Lincoln,  In  Tyler  County:  town  of  Peden 
City,  In  Tyler  and  Wetzel  Counties;  cities 
of  Parkersburg  and  Willlanistown  and  magis- 
terial districts  of  Lubeck,  Parkersburg, 
Tygard,  and  Willams.  In  Wood  County. 

§301.48-4  Conditions  governing 
movement  of  regulated  articles — (a) 
Certification.  Articles  designated  in 
§  301.48-3  may  be  moved  either  on  direct 
billing,  diversion  or  reconsignment  from 
a  regulated  area  to  or  through  any  point 
outside  thereof  only  after  a  certiflcale 
or  limited  permit  has  been  Issued  there- 
for In  compliance  with  J  301.48-5.  except 
as  follows: 

(DA  certificate  or  limited  permit  will 
not  be  required  for  the  movement  of 
regulated  articles  when  tran.sported  via 
mail  or  by  a  common  carrier  on  a  through 
bill  of  lading  from  a  regulated  area 
through  a  nonregulated  area  to  another 
regulated  area. 

<2)  A  certificate  or  limited  permit  will 
be  required  for  the  movement  of  any 
or  all  of  the  articles  described  in 
S  301.48-3  (b).  (3)  and  <4)  only  when  an 
Inspector's  observations  in  regulated 
areas  disclose  either  that  adult  beetles 
have  emerged  In  large  numbers  and  are 
actively  flying  In  such  quantities  that 
they  may  Infest  shipments  of  these 
articles  to  be  moved  from  such  areas  to 
nonregulated  points,  or  that  such 
emergence  and  flight  are  imminent. 
Common  carriers,  shippers,  and  other 
interested  persons  will  be  informed  in 
advance  by  appropriate  notice  of  the 
areas  in  which  these  conditions  exist. 
the  articles  affected,  the  dates  of  the 
imminence  or  beginning  and  cessation  of 
adult  flights  during  which  certificates  or 
limited  permits  will  be  required,  and  the 
places  where  Inspections  will  be  made 
and  certificates  and  permits  Issued. 
•  •  •  •  « 

§  301.48-5  Conditions  governing  the 
issuance  of  certificates  and  permits — (a) 
Certification  of  regulated  articles.  Cer- 
tificates may  be  Lssued  for  the  movement 
of  the  reeulated  articles  under  any  one 
of  the  following  conditions: 

(1)  When,  In  the  judgment  of  the  in- 
spector, they  have  not  been  exposed  to 
Infestation. 

(2)  When  they  have  been  examined 
by  an  Inspector  and  found  to  be  free  of 
infestation. 

<3)  When  they  have  been  treated 
under  the  observation  of  an  inspector 
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and  in  accordance  with  methods  selected 
by  him  from  administratively  authorized 
procedures  known  to  be  effective  under 
the  condition.s  applied. 

<b>  Safeguards  against  reinfestatlon. 
Subsequent  to  certification,  as  providftd 
in  paragraph  (a)  of  this  section,  the 
regulated  articles  must  be  loaded,  han- 
dled, and  shipped  under  such  protection 
and  safeguards  against  reinfestation  as 
are  required  by  the  inspector. 

(O  Limited  permits.  Limited  permits 
may  be  is.sued  by  the  inspector  for  the 
movement  of  noncertified  regulated  ar- 
ticles to  specified  destinations  for  lim- 
ited handling,  utilization,  or  processing. 
Per.sons  shipping,  transporting,  or  re- 
ceiving such  articles  may  be  required  by 
the  inspector  to  enter  into  written  agree- 
ments with  the  Bureau  of  Entomology 
and  Plant  Quarantine  to  maintain  .'^ucli 
sanitation  safeguards  again.'^t  the  estab- 
lishment and  spread  of  infestation  and 
to  comply  with  such  conditions  as  to  the 
maintenance  of  Identity,  handling,  or 
."subsequent  movement  of  regulated  prod- 
ucts and  to  the  cleaning  of  cars,  aircraft, 
trucks,  and  other  vehicles  used  in  the 
transportation  of  such  articles  as  may  be 
required  by  the  inspector. 

§  301.48-8  Cleaning  or  treatment  of 
trucks,  wagons,  cars,  aircraft,  boats,  and 
other  vehicles  and  containers.  When  in 
the  judgment  of  the  inspector  a  hazard 
of  spread  of  infestation  is  presented, 
thorough  cleaning  or  treatment  of  trucks', 
wagons,  cars,  aircraft,  boats,  and  other 
vehicles  or  other  means  of  transporta- 
tion, and  containers  may  be  required  by 
the  inspector  before  movement  to  points 
outside  of  the  regulated  areas. 

§  301.48-9  Inspection  in  transit.  Any 
car,  aircraft,  vehicle,  or  container  of  any  ' 
kind  moved  interstate  or  offered  for  ship- 
ment interstate,  which  contains  or  which 
the  inspector  has  probable  cause  to  be- 
lieve contains  either  infestations,  in- 
fested articles,  or  articles  the  movement 
of  which  is  controlled  by  the  regulations 
in  this  subpart  .shall  be  subject  to  inspec- 
tion by  an  inspector  at  any  time  or  place, 
and  when  actually  found  to  involve  dan- 
ger of  dissemination  of  Japanese  beetles 
to  noninfested  localities,  measures  to 
eliminate  infestation  may  be  required  by 
the  Inspector  as  a  condition  of  further 
tran.sportation  or  delivery. 

'Sees.  1.  3,  33  Stat.  1269,  1270,  sec.  8,  37 
Stat.  318,  as  amended;  7  U.  S.  C.  141   143 
161) 

These  amendments  shall  be  effective 
April  18.  1949. 

The  primary  purpose  of  these  amend- 
ments is  to  add  new  territory  to  the  regu- 
lated areas.  Prompt  action  on  this 
change  is  necessary  In  order  to  control 
the  movement  of  articles  therefrom 
which  might  spread  the  Japanese  beetle. 
It  Is  also  imperative  that  the  amend- 
ments changing  the  procedure  for 
inaugurating  the  fruit  and  vegetable  cer- 
tlficr.tloa  requirements,  and  adding  air- 
craft to  the  types  of  vehicles  regulated, 
be  made  effective  at  once  in  order  to  per- 
mit adequate  advance  notice  to  shippers 
and  common  carriers  involved.  There- 
fore, good  cau.se  is  found,  in  accordance 
with  section  4  (c>  of  tr.c  Administrative 
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Procedure  Act  (5  U.  S.  C.  1003  (O).  for 
making  the  foregoing  amendments  ef- 
fective less  than  30  days  after  their  pub- 
lication. 

Done  at  WashinRton,  D.  C.  this  14th 
day  of  April  1949.  Witness  my  hand  and 
the  seal  of  the  United  States  Department 
of  Agriculture. 

I  SEAL  1  A.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

|P     R.    Doc.    49-2980;    Filed.    Apr.    18.    1949; 
847  a.  ml 


TITLE  24 — HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIM — Office  of  Housing 
Expediter 

(Controlled  Housing  Rent  Reg..'  Corr.l 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

CONTROLLED  HOUSING  RENT  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  i.s  corrected  in 
the  following  re.spect: 

Schedule  B.  Item  46.  incorporated  into 
the  Regulation  by  Amendment  80  is  cor- 
rected by  changing  the  second  proviso 
clau.se  to  read  as  follow.s:  "Provided 
further.  That  where  housing  accommo- 
dation.s'  are  or  were  covered  by  a  statu- 
tory lease,  a.s  defined  in  §  825.4  (b>,  the 
Increase  hereby  authorized  shall  not  ap- 
ply until  after  the  termination  of  such 
lease,  and  after  such  termination  the 
maximum  rent  shall  be  determined  by 
the  provisions  of  §  825.4  (b)   (2)  :" 

This  correction  shall  become  effective 
as  of  April  6,  1949. 

Issued  this  14th  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

(F.    R.    Doc.    49  2986;    Filed.    Apr.    18.    1949; 
8:48  a.  m.] 


RULES  AND  REGULATIONS 

eviction  or  removal  of  a  tenant  from 
housing  accommodations:  Provided, 
however.  That  the  provislohs  of  this 
section  shall  apply  unless  said  judgment 
was  obtained  in  accordance  with  the  pro- 
visions of  the  Housing  and  Rent  Act  of 
1947,  as  amended  by  the  Housing  and 
Rent  Act  of  1948. 

(Sec.  209.  61  Stat.  197.  as  amended  by  62 
Stat  37  by  62  Stat.  94  and  by  Pub.  Law 
31,  81st  Cong.;  50  U.  S.  C.  App.  1899) 

This  amendment  shall  become  effec- 
tive April  15,  1949. 

Issued  this  15th  day  of  April  1949. 

TiGHE  B.  Woods, 
Housing  Expediter. 

IF     R.    Doc.    49  3053;    Filed.    Apr,    15.    1949; 
3:48  p.  m.l 


(Controlled  Housing  Rent  Reg.,'  Amdt.  85] 

Part  825 — Rent  Regulations  under  the 
Housing   and   Rent   Act   of    1947,   as 
Amended 
controlled  housing  rent  regulation 

•  The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respect: 

S.>ction  825.6  ih)  (2)  is  amended  to 
read  as  follows: 

(2>  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 
was  entered  prior  to  April  1,  1949  by  a 
court  of  competent  jurisdiction  for  the 

"isV^R  5706.  5788.  5877.  5937.  6246.  6283, 
6411  6556.  6881.  6910.  7299.  7671,  7801.  7862. 
8217'  8327.  8386;  14  F.  R.  17.  93.  143.  271.  337. 
45(5  627  632  695.  856.  918.  979,  1005,  1083. 
1345  W04.  1519.  1570.  1571,  1587.  1666.  1667. 

"  13  F  R  5706.  5788.  6877.  5937,  6246,  6283, 
6411  6556.  6881.  6910,  7299,  7671.  7801.  7862, 
B-'n"  8327.  8386:  14  F.  R.  17.  93,  143.  271,  337. 
456  627  632  695.  856.  918.  979.  1005.  1083,  1345, 
•  13*4.  1519,  1570.  1571.  1587,  1666.  1667,  1733, 
1760. 


[Controlled   Housing   Rent   Reg..   New    York 
City  Defense-Rental  Area.'  Amdt.   131 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

CONTROLLED  HOUSING  RENT  REGUT..ATION  FOR 
NEW  YORK  CITY  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regu- 
lation for  the  New  York  City  Defense- 
Rental  Area  (5§  825.21  to  825.32)  is 
amended  in  the  following  respect: 

Section  825.26  (h)  (2)  Is  amended  to 
read  as  folows: 

(2)  The  provisions  of  this  section 
shall  not  apply  to  any  ca.se  In  which 
judgment  was  entered  prior  to  April  1. 
1949  by  a  court  of  competent  jurisdic- 
tion for  the  eviction  or  renwval  of  a 
tenant  from  housing  accommodations: 
Provided,  hoicever.  That  the  provisions 
of  this  section  shall  apply  unless  said 
Judgment  was  obtained  in  Accordance 
with  the  provisions  of  the  Housing  and 
Rent  Act  of  1947.  as  amended  by  the 
Housing  and  Rent  Act  of  1948. 
(Sec  209  61  Slat.  197,  as  amended  by 
62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1899) 

This  amendment  shall  become  effec- 
tive April  15,  1949. 

Issued  this  15th  day  of  April  1949. 

TiCHE  E.  Woods, 
Housing  Expediter. 

IF    R     nx.    49  3054;    Filed.    Ap/.'  15,    1949; 
3:48  p.    u.J     ,       . 


(55  825.41  to  825.52)  Is  amended  In  the 
following  respect: 

Section  825.46  (h)   (2)  is  amended  to 
read  as  follows: 

(2)  The    provisions    of    this    section 
shall  not  apply  to  any  case  In  which 
Judgment  was  entered  prior  to  April  1. 
1949  by  a  court  of  competent  Jurisdiction 
for  the  eviction  or  removal  of  a  tenant 
from    housing    accommodations:     Pro- 
vided, however,  That  the  provisions  of 
this  section  shall  apply  unless  said  judg- 
ment was  obtained  In  accordance  with 
the  provisions  of  the  Housing  and  Rent 
Act  of  1947.  as  amended  by  the  Housing 
and  Rent  Act  of  1948. 
(Sec.  209,  61  Stat.  197,  as  amended  by  62 
Stat  37  by  62  Stat.  94  and  by  Pub.  Law. 
Slst  Cong.;  50  U.  S.  C.  App.  1899) 

This  amendment  shall  become  effec- 
tive April  15.  1949. 

Issued  this  15th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

(F.    R.    Doc.    49  3056;    Filed.    Apr.    15,    1919; 
3:48  p.  m.l 


[Controlled  Housing  Rent  Reg.,  Miami 
Defense-Housing  Area,'  Amdt.  16] 

PART  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  RENT  REGULATION  FOR 
MIAMI  defense-rental  AREA 

The  Controlled  Housing  Rent  Regu- 
lation for  Miami  Defense-Rental  Area 


« 13  F.  R.  5727.  8388;   14  P.  R.  ,18.  93,  144, 

^'^'Is  F.  R    5735.  6246.  8389;   14  F.  R-  20.  93, 
145,  978.   1395.   1588. 


(Controlled  Housing  Rent  ReR.,  Atlantic 
County  Defense-Rental  Area,'  Amdt.  13] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  housing  rent  regulation  for 

ATLANTIC    county   DEFENSE-RENTAL   AREA 

The  Controlled  Hoasing  Rent  Regula- 
tion for  Atlantic  County  Defense-Rental 
Area  (§5  825.61  to  825.71)  Is  amended  in 
the  following  re.spect: 

Section  825.66  (h)  (2>  Is  amended  to 
read  as  follows : 

(2)  The    provisions    of    this    section 
shall  not  apply  to  any  case  In  which 
judgment  was  entered  prior  to  April  1, 
1949  by  a  court  of  competent  jurisdiction 
for  the  eviction  or  removal  of  a  tenant 
from    housing    accommodations:    Pro- 
vided, however.  That  the  provisions  of 
this  section  shall  apply  unless  said  judg- 
ment was  obtained  In  accordance  with 
the  provisions  of  the  Housing  and  Rent 
Act  of  1947,  as  amended  by  the  Housing 
and  Rent  Act  of  1948. 
(Sec.  209,  61  Stat.  197,  as  amended  by  62 
Stat.  37,  by  62  Stat.  94  and  by  Pub.  Law 
31.  81st  Cong.;  50  U.  S.  C.  App.  1899) 
This  amendment  shall  become  effec- 
tive April  15.  1949. 
Issued  this  15th  day  of  April  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 

(P,   R.   Doc.   49-3055;    Filed,    Apr.    15,    1919; 
3  48  p.  m.  I 


«  13  F.  R.  5743,  8390;  14  F.  R.  19.  94.  145, 
1395.  1577. 


Tuesday,  April  19,  1949 

(Controlled  Rooms  in  Rooming  Houses  and 
CXher  Establlshmenu  Rent  Reg.,'  Amdt 
80( 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  op  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  houses  ANO  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Kstablishments  (§§825.81  to  825.92)  is 
amended  in  the  following  respect : 

Section  825  86  (g>  (2*  is  amended  to 
read  as  follows : 

<2)  The  provisions  of  this  section 
shall  not  apply  to  any  case  in  which 
judgment  was  entered  prior  to  April  1, 
1949  by  a  court  of  competent  jurisdic- 
tion for  the  eviction  or  removal  of  a 
tenant  from  housing  accommodations: 
Provided,  houever.  That  the  provisions 
of  this  section  shall  apply  unle.ss  said 
judgment  was  obtained  in  accordance 
with  the  provisions  of  the  Hou.^ing  and 
Rent  Act  of  1947.  as  amended  by  the 
Housing  and  Rent  Act  of  1943. 

(Sec.  209.  61  Stat.  197.  as  amended  by  62 
Stat.  37.  by  62  Stat.  94  and  by  Pub.  Law 
31.  Sl.'^t  Cong.;  50  U.  S.  C.  App.  18S9» 

This  amendment  shall  become  effec- 
tive April  15,  1949. 

Issued  this  15th  day  of  April  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 

|F.    B.    Doc.    48  3057;    FUed,    Apr.    15,    1949- 
3:49  p.  m.J 


I  Controlled  Rooms  In  Rooming  Houses  end 
Other  Establishments.  Rent  Rtg  .  New  York 
City  Defense-Rental  Area.=  Amdt.  10] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947  as 
Amended 

pent  regulation  for  controlled  rooms 
in  rooming  houses  and  othlr  estab- 
lishments IH  NEW  YORK  CITY  DEFENSE- 
RENTAL  AREA 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other 
Establishments  in  the  New  York  City  De- 
fense-Rental Area  (§5  825.101  to  825.112 1 
is  amended  In  the  following  respect : 

Section  825.106  (g)  (2)  Is  amended  to 
read  as  follows: 

(2)  The  provisions  of  this  section  shall 
not  apply  to  any  case  in  which  judgment 
was  entered  prior  to  April  I,  1949  by  a 
court  of  competent  jurisdiction  for  the 
(Victlon  or  removal  of  a  tenant  from 
housing  accommodations:  Provided, 
however,  That  the  provisions  of  this  sec- 
tion shall  apply  unless  said  Judgment  wa^ 
obtained  In  accordance  with  the  pro- 
visions of  the  Housing  and  Rent  Act  of 
1947.  as  amended  by  the  Housing  and 
Rent  Act  of  1948, 


'  13  P.  R.  5750.  5789.  6875,  5937,  5938,  6247, 

6283,  6411,  6556.  6882,  6911,  7299.  7672.  7801 

7862,  8218.  8219,  8328.  8388;  14  F.  R.  18  272* 

337,  457,  627,  682.  695,  867,  918,  978,  1083* 

1345,  1520.  1670.  1582.  1587.  1669.  1670.  1734! 
17.59. 

•  13  F.  R.  5770,  8391;  14  F.  R.  19,  1580. 


.t^- FEDERAL  REGISTER 

'Sec.  209,  61  Stat.  197,  as  amended  by  62 
Stat.  37.  by  62  Stat.  94  and  by  Pub.  Law 
31,  81st  Cong.;  50  U.  S.  C.  App.  1899* 

This  amendment  shall  become  effective 
April  15,  1949. 

Issued  this  15th  day  of  April  1949. 

TicHE  E.  Woods, 
Housing  Expediter. 

|F.    R.   Do(^    49  3058;    Piled,    Apr.    16,    1949; 
{  8:49  p.  m.| 


[ContixpllPd  Rooms  In  Rooming  Houre"?  and 
Other  Establishments  Rent  Reg.,  Miami 
Deferlee-ftental  Area."    Amdt.  12 1 

Part  8?5— Rent  Regulations  Undeh  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 

IN  rooming  houses  and  OTHfR  ESTAB- 
LISHMENTS IN  MIAMI  DEFEN-.-^E- RENTAL 
AREA 

The  R^nt  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establi.^hments  in  Miami  Defense-Rental 
Area  (&§  825.121  to  825.132  <  Is  amended 
In  the  foJlowing  respect: 

Section  625.126  (g)  (2)  is  amended  to 
read  as  follows: 

(2)  The  provisions  of  this  section 
shall  not  apply  to  any  case  in  which 
judgment  was  entered  prior  to  April  1, 
1949  by  a  court  of  competent  jurisdiction 
for  the  eviction  or  removal  of  a  tenant 
from  housing  accommodations:  Pro- 
vided,  however.  That  the  provisions  of 
this  section  shall  apply  unless  said 
Judgment  was  obtained  in  accordance 
with  the  provisions  of  the  Hou.sing  and 
Rent  Act  of  1947,  as  amended  by  the 
Housing  tnd  Rent  Act  of  1948. 

'Sec.  209.  61  Stat.  197.  as  amended  bv  62 
Stat.  37,  Uy  62  Stat.  94  and  by  Pub  Law 
31.  81st  Cong.;  50  U.  S.  C.  App.  1899' 

This  amendment  shall  become  effec- 
tive April  15,  1949. 

Issued  this  15th  day  of  April  1949. 

TiGHE  E.  Woods. 
Hovjiing  Expediter. 

(F.    R.    Doc.    49  3059;    Filed,    Apr.    15,    1949; 
3:49  p.  m.[ 


TITLE  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department  of  the  Interior 

SulKhoptcr  L — Irrigation  Prejectt,  Operation  and 
Maintenance 

Part   130 — Operation  and  Maintenance 
Charges 

flathead  indian  irrigation  project, 

MONTANA 

April  11, 1949. 
On  March  2,  1949,  there  was  published 
In  the  dally  issue  of  the  Federal  Register 
notice  of  Intention  to  amend  8?  130.16 
and  130.17  of  Title  25,  Code  of  Federal 
Regulations,  dealing  with  irrigable  lands 
of  the  Flathead  Indian  Irrigation  Project 

» 13  P.  R.,  6777,  8392;  14  F.  R.  20,  978,  1584. 
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not  subject  to  the  Jurisdiction  of  the  sev- 
eral irrigation  districts. 

Interested  persons  were  thereby  given 
opportunity  to  participate  in  prepaiing 
the  amendments  by  submitting  data  or 
written  arguments  within  30  days  from 
date  of  publication  of  the  notice.  No 
objections  were  submitted.  Accord- 
ingly. §5  130  16  and  130,17.  Charges,  are 
amended  as  follows  to  be  effective  for  the 
.season  of  1949  and  thereafter  until 
further  order. 

Pursuant  to  .-section  4  <a)  of  the  Ad- 
ministrative Procedure  Act  of  June  11 
1946  (Pub.  Law  404.  79th  Cong.,  60  Siat.' 
238  >  and  authority  contained  in  the  acts 
of  Congress  approved  August  1,  1914- 
May  18.  1916  and  March  7.  1928  '38  Si  at' 
583.  25  U.  S.  C.  385;  39  Stat.  1942;  and 
4o  Stat.  210,  25  U.  S.  C.  387 » .  and  by  vr!  ue 
of  authority  delegated  by  the  Secretary 
of  the  Interior  to  the  Commls.sioner  of 
Indian  Affairs  September  11,  1916  (11 
F.  R.  10279  >,  and  by  virtue  of  authority 
delegated  by  the  Commi.s.sioner  of  Indian 
Affairs  to  the  Regional  Director  Secfem- 
be;  14.  1946,  §<S  130  16  and  130.17  are 
amended  as  follows: 

Charges  applicable  to  all  irrigable 
lands  In  the  Flathead  Irrigation  Project 
but  which  are  not  included  in  the  various 
Irrigation  District  Organizations. 

?  130.16  Charge,  Jocko  Division.  An 
annual  minimum  charge  of  $2.31  per  acre 
shall  be  made  against  all  assessable  ir- 
rigable lands  not  included  in  the  Irriga- 
tion District  within  the  Jocko  Division 
to  which  water  can  be  delivered,  regard- 
le.<js  of  whether  water  is  used. 

The  minimum  charge  when  paid  shall 
be  credited  on  the  delivery  of  water  at 
the  following  acre-foot  rates: 

(at  For  a.s.'^es.sable  irrigable  lands  re- 
ceiving water  from  the  Lower  Jocko  and 
Revais  Creek  laterals,  water  will  be  de- 
livered in  amounts  equal  to  one  acre-foot 
per  acre  for  the  entire  assessable  area 
of  the  farm  unit,  allotment,  or  tract,  at 
the  rate  of  one  dollar  ($1.00)  per  acre- 
foot,  and  additional  water  will  be  de- 
liveied  at  the  rate  of  fifty  cents  (50(') 
per  acre-foot. 

(b>  For  assessable  irrigable  lands  in 
the  Upper  Jocko  area  receiving  water 
fiom  Pinley.  East  Finley.  Agency,  and 
Big  Knife  Creeks,  water  will  be  delivered 
at  the  rate  of  seventy-five  cents  (750 
per  acre-foot  at  any  time  during  the 
irrigation  season. 

ici  For  assessable  irrigable  lands  In 
the  Upper  Jocko  area  receiving  water 
from  the  Jocko  River  through  the  Jocko 
K  Lateral  system,  water  will  be  delivered 
at  the  rate  of  fifty  cents  (50?')  per  acre- 
foot  at  any  time  during  the  irrigation 
season. 

5  130.17  Charges.  Mis.'iion  Valley  and 
Camas  Divisions.  A  minimum  charge  of 
$1.95  per  acre  shall  be  made  against  all 
assessable  irrigable  land  not  included  in 
the  Irrigation  District  Organizations 
within  these  two  divisions  to  which  water 
can  be  delivered,  regardless  of  whether 
water  is  used.  This  charge  shall  entitle 
the  farm  unit,  allotment  or  tract  of  land 
to  receive  one  and  one-half  (I'/a)  acre- 
feet  of  water  per  a.ssessable  irrigable  acre 
or.  in  case  of  .shortage,  the  proportionate 
share  of  the  available  supply.  Fcr  water 
delivered  in  excess  of  one  and  one-half 
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(V/i)   acre-feet  per  assessable  irrigable 
acre  there  shall  be  an  additional  charge 
of  one  dollar  ($1.00 »  per  acre-foot. 
(Sees  1  3.  36  Stat.  270.  272.  as  amended. 
45  Stat.  210:  25  U.  S.  C.  385.  387) 

The  foregoing  amendments  of  §§  130.16 
and  130.17  of  the  non-di.strict  operation 
and  maintenance  assessment  rate  order 
for  the  season  of  1948  are  to  become 
effective  for  the  irrigation  season  of  1949 
and  continue  in  effect  thereafter  until 
further  notice.  All  other  provisions  of 
the  1948  order  shall  continue  in  effect 
for  the  1949  irrigation  season  and  there- 
after until  further  notice. 

Amendment  to  order  dated  May  4, 1948 
<\2  P.  R.  2581)  signed  by  Paul  L. 
Pickinger,    Regional    Director.    Region 

No.  2. 

Paul  L.  Fickinger. 

Regional  Director,  Region  No.  2. 

|F.    R.    Doc.    49-2985;    Filed.    Apr.    18.    1949; 
8.47  a.  m.] 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  land  Orders 

(Public  Land  Order  584] 

Wisconsin 

P.1RTIALLY   REVOKING    EXECUTIVE   ORDER   NO. 
8331  OF  JANUARY  24.   1940 

By  virtue  of  the  authority  vested  in  the 
President,  and  pursuant  to  Executive 
Order  No.  9337  of  April  24.  1943,  it  is  or- 
dered as  follows: 

Executive  Order  No.  8331  of  January 
24  1940,  reserving  certain  lands  as  a  part 
of  the  Upper  Mississippi  River  Wildlife 
and  Pi.sh  Refuge,  is  hereby  revoked  so  far 
as  it  affects  the  following  described 
lands: 

Fourth  Principal  Meridian 

Lock  and  Dam  iVo.  5 
T  21  N..  R   13  W. 

Part  of  Tract  So.  B-31S 

All  that  part  of  the  north  600  feet  of  Oov- 
ertiment  lot  8,  sec.  13.  lying  west  of  the  west- 
erly right-of-way  line  of  the  Chicago.  Bur- 
lUikjton  and  Qulncy  Railroad: 

Excepting  therefrom  that  portion  described 
as  follows; 

Betjlnnlng  at  the  northwest  corner  of  said 

Lot  8.  .       .^ 

Thence  East  along  the  north  line  of  Bald 
Lot  8.  70.0  feet; 

S.  51'  56'  E..  162.4  feet; 
N.  70  >  45"  E..  102  8  feet; 
N.  43°  33'  E..  117  4  feet,  more  or  less,  to  a 
point  on  the  north  line  of  said  Lot  8.  880.0 
feet   east  of   the   northwest   corner  thereof; 

East  along  the  north  line  of  said  lot  8.  560  0 
feet,  more  or  less,  to  the  Intersection  with 
the  westerly  right-of-way  line  of  the  Chicago, 
Burlington  and  Qulncy  Railroad; 

Southeasterly  along  the  westerly  right-of- 
way  line  of  said  railroad  466.0  feet; 

S    82'   11'  W..  51.5  feet; 

S   31"  19'  W..  140.5  feet; 

West   77.0   feet: 

N.  9"  03'  W..  2734  feet; 

N.  81'  02'  W..  480  9  feet: 

N.  69'  44'  W..  277  1  feet,  more  or  less,  to  • 
point  on  the  west  line  of  said  Lot  8.  140.0 
leet  south  of  the  northwest  corner  thereof; 
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North  along  the  west  line  of  satd  Lot  8, 
140.0  feet  to  the  point  of  beginning. 

The    area    described    contains    6.75    acres, 
more  or  less.  ^•^ 

Tract  No.  B-316 

All  of  Government  Lot  1  sec.  14.  containing 
1.52  acres,  more  or  less. 

Tract  No.  B-31S 
Allof  Government  Lot  2.  sec.  11,  cgotaln- 
Ing  1.73  acres,  more  or  less. 

As  shown  on  War  Department  Map  entitled 
"Mississippi  River,  9-Foot  Project.  Lock  and 
Dam  No.  5  (Fountain  City)  Land  and  Flow- 
age  Rights"  99  Mis  112. 

Lock  and  Dam  No.  S 
T.  14  N..  R.  7  W. 

Part  of  Tract  V-153A 

That  portion  of  the  NEUSW'/^  sec,  38.  de- 
scribed as  follows: 

Commencing,  for  the  purpose  of  locating 
the  point  of  beginning,  at  a  point  on  the 
South  line  of  said  NEI4SWU.  342  feet  East  of 
the  SW  corner  thereof,  said  point  being 
marked  by  Monument  No.  34;  thence 

N.  16  18'  E..  495.1  feet  to  Monument  No. 
223  marking  the  point  of  beginning  erf  tract 
to  be  described: 

Thence  continuing 

N.  16'  18'  E.,  286.3  feet  to  Monument  No. 

33' 

S.  49'  06'  E.,  304.7  feet  to  Monument  No. 

32' 

S.  76'  22'  W..  319  65  feet,  more  or  less,  to 
the  point  of  beginning,  containing  OM  of  an 
acre,  more  or  less. 

As  shown  on  War  Department  Map  entitled 
"Upper  Mississippi  River.  Lock  and  Dam  No.  8 
(Genoa)  Land  and  Flowage  Rights."  99  Mis 
109. 

Mastin  G.  White. 
Acting  Assistant  Secretary 
of  the  Interior. 
April  12.  1949. 

|F.    R.    Doc.   49-2971;    Piled.    Apr.    18.    1949; 
8:45  a.   m.l 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

(Docket  No.  9154] 

Part  3 — Radio  Bro.\dcast  Services 

standards  of  good  engineering  prac- 
tice concerning  standard  bro.^dcast 
stations 

On  October  1.  1948.  the  Commission 
released  a  notice  of  proposed  rule  making 
(adopted  September  30.  1948>  in  Docket 
No.  9154  looking  toward  amendment  of 
the  Standards  of  Good  Engineering 
Practice  Concerning  Standard  Broadcast 
Stations.  It  was  proposed  to  change  the 
title  of  Annex  I  to  "Groundwave  Signals" 
and  delete  paragraph  4  of  Annex  I  and 
substitute  therefor  a  different  method  of 
computing  distances  to  groundwave  field 
intensity  contours. 

The  period  In  which  interested  parties 
were  afforded  an  opportunity  to  submit 
comments  expired  November  10.  1948. 
During  that  period  the  Commission  re- 
ceived statements  from  four  consulting 
radio  engineers;  John  CreuU.  A.  Earl 
Cullum.  Jr.,  Charles  Dorris,  and  Archer 
8.  Taylor.  Each  supported  adoption  of 
the  proposed  change  In  the  Btandardi. 
John  Creutz.  however,  felt  it  Important 


that  there  be  certain  additions  to  the 
text.  These  suggestions  and  a  dis- 
cussion thereof  follow.  Mr.  Creutz  sug- 
gests the  following  language  be  added 
to  the  text: 

(a)  The  present  state  of  the  radio  art  does 
not  provide  an  accurate  or  theoretically  Justi- 
fied method  of  calculating  propagation  over 
a  path  of  more  than  one  conductivity.  It 
la  felt  the  above  method  will  generally  ^r 
on  the  safe  side  In  considering  problems  of 
groundwave  Interference. 

The  proposed  method  of  calculating 
groundwave  signal  intensity  is  not  ba.sed 
on  a  rigorous  mathematical  formula,  but 
Is.  however,  a  simple  formula  which  will 
give  a  solution  to  the  problem  with  an 
acceptable  degree  of  accuracy.  With  full 
knowledge  of  Its  shortcomings  It  Is  be- 
lieved that  the  proposed  rule  will  be  a 
satisfactory  administrative  tool.  Ac- 
cordingly a  statement  regarding  the  re- 
sults obtainable  by  the  proposed  method 
has  been  included  in  the  text  considered 
for  adoption  as  follows: 

Reasonably  accurate  results  may  be  ex- 
pected In  determining  field  Intensities  at  a 
distance  from  the  antenna  by  application  of 
the  equivalent  distance  method  when  the 
unattenuated  field  of  the  antenna,  the  vari- 
ous ground  conductivities,  and  the  locations 
of  discontinuities  are  known. 

However,  the  Commission  cannot  con^ 
elude  from  data  observed  that  the 
"method  will  generally  err  on  the  safe 
side"  nor  are  data  submitted  by  Mr. 
Creutz  to  support  the  contention.  A 
further  addition  to  the  proposed  rule 
suggested  by  Mr.  Creutz  Is  as  follows: 

(b)  This  method  Is  not  applicable  when 
It  Is  deslied  to  determine  the  conductivity 
at  a  distance  from  a  transmitter  by  the  Mse 
at  measured  data. 

and 

The  Klrke  method  is  not  to  be  used  when 
the  exact  shape  of  the  propagation  curve 
at  the  discontinuity  Is  critical,  as  In  the  case 
of  fitting  measured  data  to  computed  curves 
In  determining  the  effective  field  of  a  trans- 
mitting antenna. 

Although  the  proposed  change  in  the 
Standards  gives  the  purpose  for  which 
the  method  Is  Intended  as  that  of  de- 
termining distance  to  field  intensity  con- 
tours, it  now  appears  desirable  to  stre.ss 
the  point  that  the  method  is  not  In- 
tended for  use  In  analyzing  measured 
data  for  the  determination  of  unat- 
tenuated field  and  ground  conductivity. 
A  change  along  these  lines  has  been  in- 
cluded in  the  text  considered  for  adop- 
tion as  follows: 

The  technique  Is  not  Intended  to  be  used 
as  a  means  of  evaluating  unattenuated  field 
or  ground  conductivity  by  the  analysis  of 
measured  data.  The  technique  to  be  used 
for  such  determinations  is  given  In  section 
2  of  these  Standards. 

Mr.  Creutz  also  suggested  the  follow- 
ing language  be  added  to  the  proposed 
text: 

(c)  In  all  cases  It  will  be  realized  that  the 
Klrke  Method  Is  an  approximation,  and  that 
observed  propagation  data  need  not  be  ex- 
pected to  support  calculations  as  described 
above. 

This  statement  Is  largely  In  effect  a  reit- 
eration of  what  is  already  In  the  Stand- 
ards and  need  not  be  Included  again. 


Tuesday,  April  19,  1949 

The  Standards  specifically  provide  that 
"actual  measurements  will  take  prece- 
dence over  theoretical  values  provided 
such  measurements  are  properly  taken 
and  presented." 

Since  the  expiration  of  the  time  al- 
lowed for  filing,  several  addition  com- 
ments have  been  received  by  the  Com- 
mission.   Two  of  the  comments  were  in 
the    nature    of    statements    supporting 
adoption    of   the   proposed   method   of 
calculation.    These  were  from  Guy  C. 
Hutcheson  and  Dixie  B.  McKey,  consult- 
ing radio  engineers.    A  third  statement 
from  A.  D.  Ring,  Secretary  of  the  Asso- 
ciation of  Federal  Communications  Con- 
sulting Engineers,  contained  a  list  of 
replies  to  eight  questions  making  up  a 
questionnaire    relating    to    methods    of 
groundwave   field   intensity   calculation 
which  was  circulated  among  consulting 
radio  engineers.    Of  the  thirteen  con- 
sultants  responding   to   Question    :s:l- 
"Do  you  think  the  Klrke  method  is  an 
improvement  of  the  presently  specified 
db  method?",  ten  answered  in  the  af- 
firmative, two  thought  it  was  debatable, 
and  one  had  no  opinion.    Question  5r2: 
"Do  you  recommend  it  should  be  adopted 
now  or  held  for  further  comments  and 
study?",  resulted  In  an  even  division  of 
opinion,  six  for  adoption,  six  for  further 
study,  and  one  recommended  Its  use  only 
as  a  guide.     In  respon.se  to  Question  srS: 
"Do  you  have  a  method  other  than  the 
above  for  determining   these  contours 
and  if  so  explain  fully;   for  example, 
there  ha.s  been  a  suggestion  that  the 
c!b  or  Kirke  method  be  applied  in  both 
directions,  the  computed  field  Intensity 
lieing  the  geometric  mean  of  the  two 
results.",  ten  consultants  had  no  other 
method    of    computation,    one    had    a 
method  which  required  measured  data 
and  one  suggested  a  "60 '"r"  method  when 
going  from  a  given  conductivity  to  con- 
ductivity  of    lower   value    (there    were 
twelve   replies  to  this   question).    An- 
swers to  the  remaining  five  questions 
were  dependent  in  general  upon  those 
iiiven  above  or  related  to  reciprocity  in 
groundwave  transmission. 

Subsequent  to  November  15.  1948.  a 
report  entitled  "Reciprocity  Method" 
was  furnished  the  Commi.s.sion  by  Frank 
H.  Mcintosh.  Consulting  Radio  Engineer. 
The  method  of  predicting  groundwave 
field  Intensities  over  paths  of  varying 
conductivity  embodied  in  the  report  de- 
rives by  graphical  means  what  Is  termed 
an  average  conductivity  to  any  point  of 
interest  along  a  path  and  the  signal  at 
any  point  is  predicted  upon  the  use  of 
the  derived  conductivity,  the  radiated 
power  and  the  Commission  curves  for  a 
homogeneous  earth  of  that  conductivity. 
Without  pas.sing  upon  the  merits  of  the 
system  it  must  be  considered  that  at  this 
time  It  has  not  had  the  widespread  ap- 
plication and  consideration  among  engi- 
neers that  the  equivalent  distance 
method  ha.s  enjoyed.  Furthermore, 
engineers  are  in  disagreement  recarding 
the  applicability  of  reciprocity  in 
groundwave  transmission. 

The  notice  of  proposed  rule  msking 
ascribed  the  method  of  computing 
groundwave  field  intensity  contours, 
where  the  transmitted  signal  traverses  a 
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path  over  which  diflferent  ground  con- 
ductivities exist,  to  H.  L.  Klrke.  It  now 
appear,  desirable  to  refer  to  this  method 
as  the  "equivalent  distance  method"  for 
the  reason  that  the  name  is  descriptive 
of  the  method. 

From  consideration  of  the  statements 
filed  with  the  Commission  and  on  the 
basis  of  its  own  studies,  It  now  appears 
proper  to  make  final  the  adoption  of  the 
amendment  to  the  Standards  described 
in  the  notice  of  proposed  rule  making, 
adopted  September  30,  1948,  with  certain 
changes  which  dp  not  alter  the  method 
of  computation.  The  changes  made  in 
the  text  set  out  In  the  Public  Notice  are 
as  follows: 

1.  Footnote  14  has  been  deleted. 

2.  "Equivalent  distance"  has  been  sub- 
stituted for  the  word  "Kirke"  through- 
out the  text. 

3.  After  the  first  sentence  In  the  first 
paragj-aph  there  has  been  added  a  new 
.sentence:  "Rea.sonably  accurate  results 
may  be  expected  in  determining  field  in- 
tensities at  a  di.stance  from  the  antenna 
by  application  of  the  equivalent  distance 
method  when  the  unattenuated  field  of 
the  antenna,  the  various  ground  con- 
ducti\itlcs  and  the  location  of  discon- 
tinuities are  known". 

4.  The  first  eight  words  of  the  second 
sentence  In  the  first  paragraph  of  text 
has  been  deleted  and  "This  method  con- 
siders a  wave"  substituted  therefor. 

5.  After  the  last  sentence  of  the  first 
paragraph  there  has  been  added  "The 
technique  is  not  intended  to  be  used  as 
a  means  of  evaluating  unattenuated  field 
or  ground'  conductivity  by  the  analysis 
of  mea.suted  data.  The  technique  to  be 
used  for  .«;uch  determinations  Is  given  In 
section  2  of  the.se  Standards." 

Accordinqly.  it  is  ordered,  This  6th 
day  of  April  1949.  that  pursuant  to  303 
<b).  <c>.-4e«,  (f ».  (g)  and  (r»  of  the  Com- 
munications Act  of  1934.  as  amended, 
the  Cottjaission's  Standards  of  Good  En- 
gineering Practice  Concerning  Standard 
Broadcast  Stations,  be  and  are  hereby 
amended,  effective  May  16.  1949.  as  set 
forth  below: 

<a)  The  title  of  Annex  I  of  Section  1 
which  reads:  "Interference  from 
Groundwave  Signals"  Is  deleted  and  the 
following  substituted:  "Groundwave  Sig- 
nals". 

•  (b)  The  fourth  paragraph  of  Annex  I 
of  Section  1  which  reads:  "If  an  in- 
terfering signal  traverses  areas  for 
which  more  than  one  conductivity  is 
given  •  ♦  V  is  deleted  with  its  as- 
sociated footnote  14  and  the  following 
substituted; 

Where  a  signal  traverses  a  path  over 
which  different  conductivities  are  shown 
to  exist  or  are  given  by  the  map.  the 
distance  to  a  particular  groundwave 
field  Intensity  contour  shall  be  deter- 
mined by  the  u.«e  of  the  equivalent  dis- 
tance method.  Reasonably  accurate 
results  may  be  expected  in  determining 
field  intensities  at  a  distance  from  the 
antenna  by  application  of  the  equiva- 
lent distance  method  when  •  the  unat- 
tenuated I^cld  of  the  antenna,  the  vari- 
ous ground  conductivities  and  the  loca- 
tion of  dl-scontinuitles  are  known.  This 
method  considers  a  wave  to  be  propa- 
gated across  a  given  conductivitiy  ac- 
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cording  to  the  curve  for  a  homogeneous 
earth  of  that  conductivity.     When  the 
wave  crosses  from  a  region  of  one  con- 
ductivity into  a  region  of  a  second  con- 
ductivity the  equivalent  distance  of  the 
receiving    point    from    the    transmitter 
changes  abruptly,  but  the  field  Intensity 
does  not.    From  a  point  Just  Inside  the 
second  region  the  transmitter  appears 
to  be   at   that   distance  where  on   the 
curve  for  a  homogeneous  earth  of  the 
second  conductivity  the  field  intensity 
equals  the  value  that  occurred  just  across 
the  boundary  in  the  first  region.    Thus 
the  equivalent  distance  from  the  receiv- 
ing point   to  the   transmitter  may  be 
either  greater  or  less  than  the  actual 
distance.    An  Imaginary  tran.smltter  is 
considered  to  exist  at  that  equivalent  dis- 
tance.    The  technique  is  not  Intended 
to  be  used  as  a  means  of  evaluating  un- 
attenuated field  or  ground  conductivity 
by  the  analysis  of  measured  data     The 
technique  to  be  used  for  such  determina- 
tions  is    given    In   section    2    of    these 
Standards. 

As  an  example  of  the  use  of  the  equiv- 
alent distance  method  suppose  on  a  fre- 
quency of  lOOOkc  an  unattenuated  field 
of  100  mv  m  at  one  mile  is  radiated  and 
that  over  a  path  having  a  conductivity 
of  10x10-'*  e.  m.  u.  for  a  distance  15 
miles,  5  x  lO-'*  e.  m.  u.  for  the  next  20 
miles  and  ISxlO-'*  e.  m.  u.  thereafter 
it  Is  desired  to  determine  the  distance  to 
the  0.5  mv  m  and  0.025  mv/m  contours. 
By  the  use  of  the  appropriate  curves  in 
figure  4  It  Is  seen  that  at  a  distance  of 
15  miles  on  the  curve  labeled  10xio-i< 
e.  m.  u.  the  field  Is  3.45  mv/m.  The  equiv- 
alent distance  to  this  field  Intensity  for 
a  conductivity  of  5xl0-i*  e.  m.  u.  Is  11 
miles.     Continuing  on  the  propagation 
curve  for  the  second  conductivity  the 
0.5  mv/m  contour  Is  encountered  at  a 
distance  of  27.9  miles  from  the  imagi- 
nary transmitter.     Since  the  Imaginary 
transmitter  was  4  miles  nearer  (15—11 
miles*  to  the  0.5  mv  m  contour,  the  dis- 
tance from  the  contour  to  the  actual 
tran.smitter  Is  31.9  mile^  (27-i-4  miles) 
The  distance  to  the  0.025  mv  m  contour 
is  determined  by  continuing  on  the  prop- 
agation curve  for  the  second  conductiv- 
ity to  a  distance  of  31   miles    (11+20 
miles)  at  which  point  the  field  is  read 
to  be  0.39  mv  m.    At  this  point  the  con- 
ductivity changes  to  15x10-'*  e.  m.  u. 
and  from  this  curve  the  equivalent  dis- 
tance is  determined  to  be  58  miles  which 
Is  27  miles  more  di.stant  than  would  ob- 
tain   had    a    conductivity    of    5xl0-'« 
e.  m.  u.  prevailed.    Using  now  the  curve 
representing   the   conductivity   of 
15x10-1*  e.  m.  u.  the  0.025  mv  m  con- 
tour is  determined  to  be  at  an  equivalent 
distance  of  172  miles.    Since  the  Imagi- 
nary tran.smitter  was  considered  to  be  4 
miles  closer  at  the  first  boundary  and  27 
miles  farther  at  the  second  boundary 
the  net  effect  Is  to  con.sider  the  imagi- 
nary tran.smitter  23  miles  (27-4  miles) 
more  distant  than  the  actual  tran.smitter 
so  that  the  actual  distance  to  the  0.025 
mv/m  contour  is  determined  to  be  149 
miles  (172-23  miles). 

(Sec.  6  (b).  50  Stat.  191;  47  U.  8.  C.  303 
(r).    Interprets  or  applies  sees.  303  <b). 
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(c) .  (e> .  (f ) .  (g> .  48  Stat.  1082 ;  47  U.  S.  C. 
303'<b).  (c).  (e).  (f).  (g)) 

Released:  April  8.  1949. 

Federal  Communicattons 
commissiow, 
I  SEAL  1         T.  J.  Slow  IE, 

Secretary. 

IP.  R.  Doc.  49-2988;    Filed.    Apr     18.    1049; 
8:48  a.  ml 


Part  8 — Ship  Radio  Service 
Part   13 — Commercial   Radio   Operators 

miscellaneous  amendments 

At  a  se.ssion  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C  .  on  the  6th  day  of 
April  1949; 

The   Commi.s.<;ion   having   under   con- 
sideration   its   previous   actions   of   De- 
cember 15,  1947.  March  15.  1948.  June  15, 
1948.  and  November  15.  1948.  whereby, 
under  the  provisions  of  section  318  of 
the   Communications   Act   of    1934.    as 
amended,   the   requirement   of   licensed 
radio  operators  for  ship  radar  stations 
licensed  in  the  Ship  Service  was  waived, 
subject  to  certain  provisions,  for  a  con- 
tinuous over-all  period  from  December 
15.  1947  to  April  15.  1949.  and  whereby 
temporary  rules  in  line  with  and  of  the 
same   duration   as   the   aforesaid   tem- 
porary waiver  were   promulgated;    and 
having  before  It  a  proposal  to  extend  the 
duration   of   the   aforesaid   waiver   and 
temporary  rules  to  November  15.  1949,  or 
the   effective   date  of   permanent   rules 
governing  operator  licen.se  requirements 
for    such    stations,    whichever    date    is 
earlier; 

It  appearing,  that  on  January  24  and 
25,  1949,  a  general  public  hearing  and 
oral  argument  was  held  in  the  matter  of 
proposed  permanent  rules  to  govern 
operator  llcerse  requirements  for  ship 
radar  stations  licensed  in  the  Ship  Serv- 
ice but  prior  to  the  conclusion  thereof 
the  hearing  and  oral  argument  were 
continued  to  an  as  yet  undetermined 
date:  and 

It  further  appearing,  that  pending  the 
final  adoption  of  permanent  rules  gov- 
erning operator  license  requirements  as 
aforesaid.  It  Is  neces.sary  to  continue 
beyond  April  15.  1949.  the  temporary 
rules  governing  operator  license  require- 
ments for  ship  radar  stations  licensed  in 
the  Ship  Service:  and 

It  further  appearing,  that  because  of 
the  temporary  nature  of  the  proposed 
extension,   and   because   of   the   oppor- 
tunity  which   heretofore   has   been   af- 
forded and  will  be  afforded  to  all  inter- 
ested persons  to  submit  comments  on 
the  subject  of  operator  requirements  for 
ship  radar  stations  licensed  in  the  Ship 
Service,  as  well  as  the  opportunity  which 
has  been  and  will  be  afforded  to  all  such 
persons    to    participate    In    the    above- 
mentioned  general  public  hearing  and 
oral  argument,  and  because  the  need  for 
the  continuance  of  the  temporary  rules 
Is  urgent,  the   public   notice   and   pro- 
cedure provided  for  in  section  4  of  the 
Administrative  Procedure  Act  are  found 
to    be    impracticable    and    unnecessary 
herein,  and  for  the  same  reasons,  and 
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because  the  extension  of  the  temporary 
rules  In  question  will  continue  to  relieve 
a  restriction  such  extension  should  be 
made  effective  Immediately:  and 

It  further  appearing,  that,  unless  the 
waiver  hereinabove  referred  to  of  the 
requirements  of  section  318  of  the  act  is 
extended,  the  provisions  of  that  section 
will,  after  April  15.  1949.  require  ship 
radar  stations  licensed  in  the  Ship 
Service  to  be  operated  by  licensed  radio 
operators;  and  ; 

It  further  appearing,  that  under  the 
provisions  of  section  318  aforesaid,  the 
Commission  may  waive  the  requirement 
of  licen.«;ed  radio  operators  for  ship  radar 
stations  licensed  in  the  Ship  Service  if 
the  Commission  first  shall  find  that  .>-uch 
a  waiver  will  serve  the  public  interest, 
convenience,  or  nece.'^sity;  and 

It  further  appearing,  that  under  Com- 
mission Order  133.  dated  May  10.  1946, 
the  Commission  waived  to  a  limited  ex- 
tent the  licensed  radio  operator  r^cfuire- 
ments  of  section  318  aforesaid  wUh  re- 
gard to  shipboard  radar  stations  licensed 
in  the  Experimental  Service;  and 

It  further  appearing,  that  during  the 
interim  period  preceding  the  final  adop- 
tion and  effectiveness  of  permanent  rules 
governing  operator  license  requirements 
for  ship  radar  stations  licensed  In  the 
Ship  Service,  radar  stations  so  licensed 
can  be  as  well  operated  by  unlicensed 
personnel  as  can  radar  stations  Ikensed 
in  the  Experimental  Service;  and 

It  further  appearing,  that  under  the 
foregoing  circumstances  It  will  serve  the 
public  Interest  and  convenience  tempo- 
rarily to  waive,  to  the  same  extent  as 
now  provided  in  the  Experimental  Serv- 
ice by  Order  133,  the  licensed  radio  oper- 
ator requirements  with  regard  \o  ship 
radar  stations  licensed  in  the  Shtp'Serv- 
ice;  and 

It  further  appearing,  that  authority  to 
accomplish  the  aforesaid  objective  is 
contained  in  sections  303  <f).  («>.  <1>. 
and  318  of  the  Communications  Act  of 
1934,  as  amended; 

It  is  ordered.  That,  effective  April  15, 
1949  the  provisions  of  section  318.  afore- 
mentioned, are  hereby  waived  ini-ofar  as 
such  provisions  require  any  person  to 
hold  a  radio  operator  license  Issued  by 
this  Commission  in  order  to  operate  ship 
radar  stations  licensed  by  this  Commis- 
sion In  the  Ship  Service:  Provided.  That 
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this  waiver  shall  extend  only  to  the  nor- 
mal operation  of  such  radar  stations  on 
board  ship  and  shall  not  be  construed  to 
permit  unllcen.sed  personnel  to  make  any 
adjustments  or  to  do  any  servicing  or 
maintenance  that  may  affect  the  proper 
operation  of  this  station:  Provided  fur- 
ther.  That  this  waiver  shall  not  be  con- 
strued to  affect  in  any  way  the  responsi- 
bility  of   the   station   licensee    for   the 
proper  operation  of  the  station ;  i4nd  p.o- 
vided  further.  That  the  waiver  herein 
ordered  may.  In  the  discretion  of  the 
Commission    and    without    hearing,    be 
changed  or  cancelled  by  order  of  tlie 
Commi.ssion.  and  shall  in  no  event  extend 
bcvond  the  effective  date  of  permanent 
rules  adopted  by  the  Commission  govern- 
ing  operator   license   requirements    for 
ship  radar  stations  licen.<;ed  in  the  Ship 
Service,  or  beyond  November  15.  1949, 
whichever  is  earlier: 

//  is  further  ordered.  That  efftctive 
April  15.  1949.  Parts  8  and  13  of  the  Com- 
mission's rules  governing  S-.ip  Service 
and  Commercial  Radio  Operators  respec- 
tively, are  amended  as  follows: 

1.  Footnote  71  to  §  8,195  is  amended  as 
follows: 

(a)  By  deleting  in  the  first  sentence 
the  phrase  "and  November  15,  1948"  and 
substituting  therefor  the  phrase  "Novem- 
ber 15,  1948  and  April  15,  1949", 

b.  By  deleting  in  the  last  sentence 
thereof  the  phrase  "April  15,  1949"  and 
substituting  therefor  the  phrase  "No- 
vember 15.  1949-. 

2.  The  fourth  footnote  appended  to 
§  13.1  which  footnote  commences  "By 
order  dated  and  effective  December  15, 
1947     •     •     •',  is  amended  as  follows: 

a.  By  deleting  the  phrase  "and  No- 
vember 15.  1948",  substituting  the  phra.se 
"November  15.  1948  and  April  15.  1949", 

(Sec,  6  <b>.  50  Stat,  191;  47  U.  S.  C.  303 
tr).  Interprets  or  applies  .<=ecs.  303  «f) 
(g)  (1).  318.  48  Stat.  1082.  1089.  as 
amended;  47  U.  8.  C.  303  <f),  (g>.  d). 
318* 

Released:  April  8,  1949. 


[seal] 


Federal  Communications 

COMMISSICIf, 

T.  J.  Slowie, 

Secretary. 


IF     R.    Doc.    49  2987;    Filed.    Apr.    18,    1949; 
8:48  a.  in.| 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  57  1 

United  States  Standards  for  Hay  and 
Straw 

extension  or  time  for  eiunc  comments 

RE  PROPOSED  standards 

Notice  Is  hereby  given  that  the  time 

within  which  any  interested  person  may 

file  written  data,  views,  or  arguments 

'  conccrninK  the  proposed,  standards  for 


hay  and  straw,  set  forth  in  a  notice  of 
rule  making  published  In  the  Federal 
Register  of  March  8,  1949  <14  F.  R. 
1040 ' ,  has  been  extended  to  May  7.  1949. 

(60  Stat.  1087.  62  Stat.  607:  7  U.  8.  C. 
1621-1627.  7  U.  S.  C.  Supp.  414) 

Done  at  Washington,  D.  C.  this  13th 
day  of  April  1949,  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

[seal]  Charles  F,  Brannan. 

Secretary  of  Agriculture. 

[F.    R,    Doc,    49  2981;    Piled,    Apr.    18,    1949; 
8:47  a.  m.J 


DEPARTMENT  OF  THE  TREASURY 
Bureau  of  Customs 

IT,  D.  62193] 

Coal.  Coke,  and  Briquets  Imported  From 
Certain  Countries 

taxable  status 

April  13.  1949. 
Coal,  coke  made  from  coal,  and  coal  or 
coke  briquets  imported  from  the  follow- 
ing countries  and  entered  for  consump- 
tion or  withdrawn  from  warehouse  for 
consumption  during  the  period  from 
January  1  to  December  31,  1949.  inclu- 
sive, will  not  be  subject  to  the  tax  of 
10  cents  per  100  pounds  prescribed  in  the 
Internal  Revenue  Code,  section  3423: 


Canada, 


Chile. 


Coal,  coke  made  from  <?oal.  and  coal  or 
coke  briquets  produced  in  the  following 
countries.  Imported  Into  the  United 
States  directly  or  indirectly  therefrom, 
and  entered  for  consumption  or  with- 
drawn from  warehouse  for  consumption 
durintj  the  calendar  year  1949  will  be 
exempt  from  the  tax  by  virtue  of  the 
Internal  Revenue  Code,  section  3420 : 

Mexico,  Colombia, 

Argentina.  Netherlands. 

United  Kingdom.  Poland. 
Union  of  South  Africa. 

The  above  list  does  not  include  coun- 
tries from  which  there  have  been  no 
Importations  of  coal  or  allied  fuels  sifice 
January  1.  1947.  Further  Information 
concerning  the  taxable  status  of  such 
fuels  imported  during  the  calendar  year 
1949  will  be  furnished  upon  application 
therefor  to  the  Bureau, 

fsEALl  Frank  Dow. 

Acting  Commissioner  of  Customs. 

I  P.    R.    Doc.    49  2989;    Filed.    Apr,    18.    1949; 
8:48a  ml 


FEDERAL  POWER   COMMISSION 

IDocket  No.  E-6211] 

Virginia  Electric  and  Power  Co.  et  al. 

notice  of  application 

April  12.  1949. 
Notice  Is  hereby  given  that  on  April 
11. 1949.  a  Joint  application  was  filed  with 
the  Federal  Power  Commls,slon,  pursuant 
to  section  203  of  the  Federal  Power  Act, 
by  Virginia  Electric  and  Power  Company, 
(hereinafter     called     "Virginia     Com- 
pany"), and  Herbert  Trotter.  Executor 
of  Joseph  I.  Triplett.  Decea.sed,  (herein- 
after called  "Triplett  Estate").    Virginia 
Company    Is    a    corporation    organized 
under  the  laws  of  the  Commonwealth  of 
Virginia  and  doing  business  In  the  States 
of  Virginia.  West  Virginia   and   North 
Carolina,    with    Its    principal    business 
office  at  Richmond.  Virginia.     Triplett 
Estate  Is  a  fiduciary  created  under  the 
will  of  Jo.seph  I.  Triplett.  Decea.sed.  act- 
ing under  the  jurisdiction  of  the  Circuit 
Court  of  Shenandoah  County.  Virginia. 
and  the  address  of  Herbert  Trotter.  Ex- 


!'•   FEDERAL  REGISTER 

NOTICES 


ecutor.  Is  Woodstock.  Virginia.  ApplI- 
cants  seek  an  order  of  the  Commi.ssion 
authorizing  and  approving  the  purcha.se 
and  consolidation  by  and  with  Virginia 
Company  from  Triplett  Estate  of  all  of 
the  physical  properties  that  may  be  ac- 
quired by  Triplett  Estate  from  Wood- 
stock Electric  Light  and  Power  Company. 
In  the  event  the  latter  Is  dissolved,  to- 
gether with  a  hydro-electric  generating 
station  of  252  KW  name  plate  rating, 
and  a  dlesel  electric  generating  .sta- 
tion of  400  KW  name  plate  rating. 
located  on  the  North  Fork  of  the  Shenan- 
doah River  near  the  Town  of  Woodstock. 
Virginia,  operated  in  connection  with  the 
business  of  the  Woodstock  Electric  Light 
and  Power  Company  and  now  owned  by 
Tiiplett  Estate.  The  consideration  for 
the  properties  to  be  acquired  and  con- 
solidated is  $170,000  in  cash;  .all  as  more 
fully  appears  in  the  application  on  file 
with  the  Commis.sion. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the 
3d  day  of  May  1949,  file  with  the  Federal 
Power  Commission,  Washington  25. 
D,  C,  a  petition  or  protest  In  accordance 
with  the  Commission's  rules  of  practice 
and  procedure. 

I  seal  ]  Leon  M.  Fuquay. 

Secretary. 

|F.    R.    Doc.    49-2984;    Filed,    Apr.    18,    1949; 
8:47  a.  m] 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.   70-2061] 

Cities  Service  Co.  and  Ohio  Public 
Service  Co. 

SECOND  supplemental  ORDER  RELEASING 
JURISDICTION  AND  GRANTING  AND  PERMIT- 
TING JOINT  APPLICATION-DECLARATION  TO 
BECOME  EFFECTIVE 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commi.ssion  held  at  its 
office  in  Ihe  city  of  Washington,  D.  C.  on 
the  12th  day  of  April  A.  D.  1949. 

The  Commission,  by  Order  dated 
March  15, 1949,  having  granted  and  per- 
mitted to  become  effective  a  joint  appli- 
cation-declaration, as  amended,  of  Cities 
Service:Ct)mpany  ("Cities"),  a  registered 
holding  company,  and  The  Ohio  Public 
Service  Company  ("Public  Service"),  a 
subsidiary  of  Cities,  regarding  among 
other  thfngs.  the  sale  by  Cities  of  638,160 
shares  of- $7.50  par  value  common  stock 
of  Public  Service  and  the  Issuance  and 
sale  by  Public  Service  of  361.840  addi- 
tional shares  of  its  $7.50  par  value  com- 
mon stock  and  $10,000,000  principal 
amount  of  First  Mortgage  Bonds  __% 
Series,  due  1979.  all  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule  U- 
50  promulgated  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935, 
subject,  among  other  things,  to  the  con- 
ditions that  the  proposed  sale  of  common 
stock  by  Cities  and  the  proposed  Issuance 
and  sale  of  common  stock  and  bonds  by 


Public  Service  shall  not  be  consummated 
until  the  results  of  the  competitive  bid- 
ding, pursuant  to  Rule  U-50.  shall  have 
been  made  a  matter  of  record  in  this  pro- 
ceeding and  a  further  order  shall  have 
been  entered  in  the  light  of  the  record  .so 
completed,  jurisdiction  being  reserved 
for  such  purpose;  and  the  Commission 
having  reserved  jurisdiction  in  said  or- 
der with  respect  to  all  fees  and  expen.ses 
to  be  paid  to  counsel,  including  inde- 
pendent counsel  for  the  prospective  bid- 
ders, and  to  the  financial  adviser  of  the 
applicants-declarants;  and 

The  Commission,  by  order  dated  April 
5,  1949.  having  granted  and  permitted 
to  become  effective  the  joint  application- 
declaration  as  further  amended  by  an 
amendment  filed  on  April  5,  1949.  show- 
ing the  action  taken  to  comply  with  the 
requirements  of  Rule  U-50  with  respect 
to  the  sale  of  the  common  stock  and  hav- 
ing released  jurisdiction  with  respect  to 
the  matters  to  be  determined  as  a  result 
of  competitive  bidding  for  said  common 
stock,  continuing  the  reservation  of  ju- 
risdiction in  the  Commi.ssions  Order  of 
March  15.  1949,  with  respect  to  the  re- 
sults of  competitive  bidding  under  Rule 
U-50  as  to  the  bonds  of  Public  Service 
and  with  respect  to  all  fees  and  expenses 
of  counsel  and  of  the  financial  adviser 
of  the  applicants-declarants;  and 

Cities  and  Public  Service  now  having 
filed  a  further  amendment  to  the  joint 
application-declaration,  setting  forth 
the  action  taken  to  comply  with  the 
Commission's  Order  of  March  15.  1949, 
and  the  requirements  of  Rule  U-50  with 
respect  to  the  First  Mortgage  Bonds  stat- 
ing that  said  bonds  of  Public  Service 
have  been  offered  for  sale  pursuant  to 
the  competitive  bidding  requirements  of 
Rule  U-a  and  that  the  following  bids 
have  been  received. 


Bidding  Rroup  headed  by — 


Price  to 

Inlor-  ^""Pany 

est       (IXTo^nt 

rate      »'  .'•""• 
C'lpal 

amount) 


Kquifftble  S«>curitie,s  Corp. 
HaUy,  smart  &  Co.,  Inc.. 
Ix'htnan  Hros 
W.  C.  Laniiley  &  Co'.'.'.'.'.','.'. 

Olore,  Forgan  A  Co 

Vnlon  .'Securities  Corp  .,"" 
Salomon  Hros.  A  llutiler 
Wyth  &  Co.,  Inc '.'.'. 


Per- 
cent 

.■< 

3 

3 


3 

3H 


10n.33« 
l(l(i.,'<099 
UK).  25000 

100. 137 

10(1.114 

102,17 

102.11 


Cost  to 
com- 
pany 


Per- 

Cfnt 
2,08208 

2,  9H4.10 
2.0M82 

Z  00305 

2,gv»4'22 

3.  01  l.VJ 
8,01760 


The  said  amendment  having  stated 
that  Public  Service  has  accepted  the  bid 
of  Equitable  Securities  Corporation  for 
the  First  Mortgage  Bonds  as  set  out 
above  and  that  the  said  bonds  will  be 
offered  for  sale  to  the  public  at  a  price 
of  100,750%  of  the  principal  amount 
thereof,  plus  accrued  Interest,  resulting 
In  an  underwriting  spread  equal  to 
0.414%  of  the  principal  amount  of  the 
bonds  and 

It  appearing  that  the  fees  and  ex- 
penses Incurred  In  connection  with  the 
sale  of  the  common  stock  and  bonds  in- 
clude a  fee  of  $15,000  payable  by  Cities 
to    The    First    Boston    Corporation    as 
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financial  adviser  on  the  sale  of  the  com- 
mon stock,  lenal  fees  of  $2,000  payable 
to  Ohio  counsel  for  services  in  connec- 
tion with  ♦he  sale  of  the  common  stock 
of  which  $1,300  Is  to  be  paid  by  Cities 
and  $700  by  Public  Service,  and  legal 
fees  of  $3,000  payable  by  Public  Service 
to  Ohio  counsel  for  services  in  connec- 
tion with  the  sale  of  the  bonds  and  fees 
of   Beekman    &   Bogue   as   independent 
counsel  for  purchasers  of  the  stock  and 
bonds   In   the   amounts   of    $8,000    and 
$7  000  respectively,  payable  by  the  suc- 
cessful bidders;  and  it  appearing  that 
said  fees  and  expenses  do  not  appear 
to  be  unreasonable,  and  the  Commission 
deeming  it  appropriate  to  release  juris- 
diction with  respect  thereto,  and  to  con- 
tinue   the    reservation    of    jurisdiction 
over    the    payment    of    legal    fees    to 
Prueauff.  Burns.  Ruch  k  Farrell;  and 

The  Commission  having  examined  said 
amendment,  and  having  considered  the 
entire  record,  and  finding  no  basis  for 
Imposing  terms  and  conditions  with 
respect  to  the  Issue  and  sale  of  the  bonds 
of  Public  Service: 

It  is  ordered.  That   the   jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  for  said  bonds  under 
Rule  U-50  and  with  respect  to  the  legal 
fees  and  the  fee  of  the  financial  adviser 
be    and   the   same  hereby   Is.   released, 
except  as  to  the  fees  payable  to  FrueaufT. 
Burns.  Ruch  &  Parrell  over  which  juris- 
diction is  continued,  and  that  the  joint 
application-declaration,    as    further 
amended,  be.  and  the  same  hereby  is. 
granted  and  permitted  to  become  efTec- 
tive  forthwith,  subject  to  the  terms  and 
conditions  prescribed  in  Rule  U-24. 

By  the  Commission. 

[seal!  Orval  L.  Dubois. 

Secretary. 

IF.    R.    Doc.    49  2977;    Filed.    Apr.    18.    1»49; 
8;46  a.  m.) 


NOTICES 


and  regarding  the  issuance  and  sale  to 
Its  parent.  Southern,  and  the  proposed 
purchase  by  Southern,  of  100.000  addi- 
tional shares  of  the  authorized  and  un- 
issued common  stock  wilhoirt  par  value 
of  Mississippi  for  a  cash  consideraUon 
of  $2,000,000;  and 

The  Commission  by  its  order  dated 
March  23.  1949.  having  granted  and  per- 
mitted to  become  effective  said  applica- 
tion-declaration, as  amended,  subject  to 
the  conditions,  among  others,  that  the 
proposed  issuance  and  sale  of  bomJs  of 
Mississippi  should  not  be  consummated 
until  the  results  of  competitive  bidding 
for  the  bonds  pursuant  to  Rule  U-50  had 
been  made  a  matter  of  record  in  this 
proceeding  and  a  further  order  had  been 
entered  by  this  Commission  in  the  light 
of  the  record  so  completed  and  the  Com- 
mission having  further  reserved  jurisdic- 
tion with  respect  to  the  fees  and  expenses 
of  all  counsel  to  be  paid  in  connection 
with  the  proposed  transactions;  and 

Mississippi  having  filed  a  further 
amendment  herein  setting  forth  the  ac- 
tion taken  to  comply  with  Rule  U-50  and 
•stating  that,  pursuant  to  the  invitation 
for  competitive  bids,  the  following  bids 
for  the  bonds  have  been  received: 


matters  to  be  determined  as  the  result  of 
competitive  bidding  in  connection  with 
the  sale  of  bonds  under  Rule  U-50.  be, 
and  the  same  hereby  is.  relea.-^ed  and  that 
the  said  joint  application-declaration  of 
Missi.sslppi  and  Southern,  as  further 
amended  herein  be.  and  the  same  hereby 
is  granted  and  permitted  to  become 
effective  forthwith,  sub.'ect  however  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24. 

It  is  further  ordered.  That  the  juris- 
diction heretofore  reserved  with  respect 
to  the  payment  of  fees  and  expenses  of 
counsel  In  connection  with  the  afore- 
mentioned tran-sactions  be,  and  the  same 
hereby  is,  released. 

By  the  Commission. 

[sEALl  Obval  L,  Dubois. 

Secretary. 

IF.    R.   Doc.   49-2975.    Piled.    Apr.    13,    19:9: 
8:46  a.  m.) 
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(File  No.  70^2073] 

SOUTHERJJ  Co.  AND  MISSISSIPPI  POWER  CO. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION AND  GR^NTING  AND  PERMITTING  JOINT 
APPLICATION -DECLARATION  TO  BECOME 
ErrECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  12th  day  of  April  A.  D.  1949.     ^ 

The  Southern  Company  ("Soutiiern  ) . 
a  registered  holding  company  and  a 
wholly  owned  subsidiary  of  The  Com- 
monwealth b  Southern  Corporation,  also 
a  registered  holding  company,  and  Mis- 
sissippi Power  Company  rMississippi"), 
a  direct  public  utility  subsidiary  of 
Southern,  having  filed  a  joint  applica- 
tion-declaration and  amendments  there- 
to pursuant  to  sections  6  (a^  7.  9  (a>, 
10  and  12  if)  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  and  Rules  U- 
43  and  U-50  thereunder,  regarding  the 
proposed  issuance  and  sale  by  Missis- 
sippi, pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50.  of  $2.- 
000.000  principal  amount  of  its  First 
Mortgi^ge  Bonds.  ..'"c   Series  due   1979 


I  Plus  accru»<l  Intcrert  from  April  1,  1940  t«  date  "' 
do'.ivrry. 
:  Ilea"!  of  (irnup.  -^ 

Said  amendment  having  further  stated 
that  Mississippi  has  accepted  the  bid  of 
Otis  &  Co..  as  set  out  above,  and  that  said 
bonds  will  be  offered  for  sale  to  the  pub- 
lic at  a  price  of  100.50' c  of  the  principal 
amount  thereof  plus  accrued  interest, 
resulting  in  an  underwriting  spread  of 
0.40*:;  of  the  principal  amount  of  said 
bonds;  and 

It  appearing  to  the  Commission  that 
the  fees  and  expenses  of  coun«el  pro- 
posed to  be  paid  in  connection  with  the 
financing  of  Mississippi  and  of  Southern 
are  not  unrea.sonable.  said  fees  being  as 
follows: 


In  conupction  willi 
the- 


Coninion 
itork 


Counirl  for  Mi«iiS5il>pi  Wln- 
ihrop.  Silmson,  ruiiiiMn  A 
UoNrt^ 

(  (.iinsfl  f»x  Pout  turn :  Winthrop, 
Stinison,  I'ulnani  A  R«l>rrl8 

CoHiust  1  titt  Ibe  purchasers:  Kekl 
A  Priest 


The  Commission  having  examfned  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for 
imposing  terms  and  conditions  with  re- 
spect to  such  matters; 

It  is  ordered.  That  the  Juri.sdiction 
heretofore  reserved  with  respect  to  the 


[File  No.  70-2079) 

Illinois  Power  Co. 


SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION AND  GRANTING  AND  PERMITTING  AP- 
PLICATION TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi.ssion  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  12th  day  of  April  1949. 

Illinois  Power  Company  ("Illinois"),  a 
subsidiary  of  North  American  Light  & 
Power  Company  and  The  North  Ameri- 
can. Company,  both  registered  holding 
companies,  having  filed  an  application 
and  amendments  thereto  pursuant  to 
.section  6  (b>  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935.  regarding  the 
Issuance  and  sale,  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule 
U-50  of  the  rules  and  regulations  pro- 
mulgated under  .said  act.  of  200.000 
shares  of  a  new  series  of  --%  Cumula- 
tive Serial  Preferred  Stock  ("Preferred 
Stock"),  par  value  $50  per  share;  and 

The  Commission,  by  order  dated 
March  25.  1949,  having  granted  said  ap- 
plication subject,  among  other  things,  to 
the  condition  that  the  propo.sed  issue 
and  sale  of  Preferred  Stock  shall  not  be 
consummated  until  the  results  of  com- 
petitive bidding  pursuant  to  Rule  U-50 
have  been  made  a  matter  of  record  In 
these  proceedings  and  a  further  order 
.shall  have  been  entered  by  the  Commis- 
sion In  the  light  of  the  record  so  com- 
pleted, which  order  shall  contain  such 
further  terms  and  conditions  as  then 
may  be  deemed  appropriate;  and 

Illinois,  on  April  12.  1949.  having  filed 
a  further  amendment  to  its  amended 
application  setting  forth  the  action 
taken  by  it  to  comply  with  the  require- 
ments of  Rule  U-50  and  stating  that 
pursuant  to  the  invitation  for  competi- 
tive bids,  one  bid  was  received,  to  wit, 
that  of  a  bidding  group  headed  by  Mer- 
rill Lynch.  Pierce.  Fenner  &  Beane.  such 
bid  providing  for  a  dividend  rate  of 
4.70%  and  a  price  to  Illinois  of  $50  02 
per  share,  resulting  in  a  cost  of  money  to 
Illinois  of  4.8981%  ;  and 

Illinois  having  further  stated  that  it 
has  accepted  such  bid.  and  that  the  Pre- 
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ferred  Stock  Is  to  be  offered  to  the  pubHo 
at  a  price  of  $51  65  per  share,  plus  ac- 
crued dividends  from  date  of  delivery  to 
the  bidding  group,  resulting  in  an  under- 
writers' spread  of  $1.63  per  share;  and 

The  Commission  having  examined  the 
amendment  herein  filed  April  12.  1949, 
and  having  considered  the  record  here- 
in and  finding  no  basis  for  imposing 
terms  and  conditions  with  respect  to  the 
price  to  be  received  for  the  Preferred 
Stock,  the  underwriters'  spread  or  other- 
wise, and  It  appearing  appropriate  to  the 
Commission  that  Jurisdiction  heretofore 
reserved  to  consider  the  results  of  the 
competitive  bidding  be  released: 

It  is  ordered.  That  Jurisdiction  hereto- 
fore reserved  to  consider  the  results  of 
the  competitive  bidding  with  respect  to 
the  issuance  and  sale  of  said  Preferred 
Stock  be.  and  the  same  hereby  is,  re- 
leased and  that  said  application',  as 
amended,  be  and  the  same  hereby  is 
granted,  effective  forthwith,  subject  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24. 

By  the  Commission. 


I SEALl 


Orval  L.  DuBois, 
Secretary. 


IF.   R.   Doc.   49-2974;    Filed,   Apr.    18.    1949; 
8:45  a.  m.l 


(File  No.  70-2089] 
Harrisburc  Gas  Co. 

NOTICE  OF  nLINQ 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C 
on  the  13th  day  of  April  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act"),  by  The 
Harrisburg     Gas     Company     ("Harris- 
burg"),  a  public  utility  subsidiary  of  the 
United  Gas  Improvement  Company,  a 
registered  holding  company.    Declarant 
has  de.signated  section  6  (b)  of  the  act 
as  applicable  to  the  proposed  transaction. 
Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  April 
21.  1949.  at  5:30  p.  m.,  e.  s.  t.,  request 
the  Commi.ssion  in  writirfg  that  a  hearing 
be   held    on   such    matter,   stating   the 
reasons  for  such  request,  the  nature  of 
his  interest,  and  the  issues  of  fact  or  law 
raised  -by  said  declaration  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
Older  a  hearing  thereon.    Any  such  re- 
quest  should   be   addressed:  Secretary. 
Securities    and    Exchange    Commission.' 
425  Second  Street  NW..  Washington  25, 
D.  C.     At  any  time  after  April  21,  1949 
said  declaration  as  filed,  or  as  amended.' 
may  be  permitted  to  become  effective  as 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act, 
or  the  Commission   may  exempt  such 
transaction  as  provided  in  Rules  U-20  (a) 
and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  Is  on  file  in  the 
offices  of  this  Commission  for  a  state- 
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ment  of  the  transaction  therein  pro- 
posed, which  Is  summarized  as  follows t 

Harrisburg  proposes  to  Issue  and  sell 
to  The  Penn  Mutual  Life  Insurance  Com- 
pany $1,000,000  principal  amount  of  first 
mortgage  bonds  of  3»^8%  series  due  1971 
at  a  price  of  99»/2%  of  the  principal 
amount. 

The  proceeds  from  the  sale  of  the 
bonds  u-lll  be  used  to  repay  certain  notes 
and  open  account  Indebtedness  and  to 
finance  Harrisburg  construction  pro- 
gram during  1949. 

The  proposed  issuance  and  sale  of 
bonds  by  Harrisburg  has  been  approved 
by  Pennsylvania  Public  Utility  Commis- 
sion. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.    R.    Doc.    49-2973;    Filed.    Apr.    18.    1949; 
8:45  a.  m.] 


[File  No.  70-20961 
Public  Service  Coordinated  Transport 

ORDER  PERRBTTING  DECLARATION  TO 
BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
olBce  In  the  city  of  Washington.  D.  C, 
on  the  12th  day  of  April  1949. 

Public  Service  Coordinated  Transport 
("Transport"),  an  Indirect  subsidiary  of 
The  United  Corporation,  a  registered 
holding  company,  having  filed  a  declara- 
tion, pursuant  to  sections  9  (a)  and  10 
of  the  Public  Utility  Holding  Company 
Act  of  1935,  with  respect  to  the  following 
transaction: 

Transport  proposes  to  purchase  and 
acquire  200,000  shares  of  the  no  par  value 
common  stock  of  Public  Service  Inter- 
state Transportation  Company  ('Inter- 
state"), for  a  cash  consideration  of  $2,- 
000.000.  Transport  owns  all  the  out- 
standing securities  of  Interstate.  The 
proceeds  of  the  sale  of  the  common  stock 
will  be  utilized  by  Interstate  in  connec- 
tion with  Its  construction  program  and 
principally  In  the  purchase  of  new  buses. 

The  proposed  sale  by  Interstate  has 
been  approved  by  the  Interstate  Com- 
merce Commission  and  Is,  pursuant  to 
Rule  U-8.  exempt  from  the  provisions  of 
the  act. 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been 
duly  given  In  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
.suant  to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
with  respect  to  said  declaration  within 
the  period  specified,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon- 
and 

Tht  Commission  finding  with  respect 
to  said  declaration  that  the  requirements 
of  the  applicable  provisions  of  the  act 
and  rules  thereunder  are  satisfied  and 
deeming  it  appropriate  In  the  public  in- 
terest and  in  the  Interests  of  Investors 
and  consumers  that  said  declaration  be 
permitted  to  become  effective: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act. 
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that  the  said  declaration  be,  and  hereby 
Is,  permitted  to  become  effective  forth- 
with, subject  to  the  terms  and  conditions 
prescribed  In  Rule  U-24. 

By  the  Commission. 


rsEAL] 


Orval  L.  DuBois. 
Secretary. 


IF.   R.   Dcxr.   49-2972:    Filed.   Apr.    18.    1949; 
8:46  a.  m.] 


(Pile  No.  70-2098] 

General  Public  Utilities  Corp. 

NOTICE  or  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C.  on 
the  12th  day  of  April  1949. 

Notice  Is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act") .  by  General 
Public  Utilities  Corporation  ("GPU"),  a 
registered  holding  company.  E>eclarant 
has  designated  section  12  (b)  of  the  act 
and  Rule  U-45  thereunder  as  applicable 
to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may  not  later  than  April 
28,  1949.  at  5:30  p.  m..  e.  d.  s.  t.  request 
the  Commission  In  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  Interest,  the  reasons  for  such 
request  and  the  Issues,  if  any,  of  fact  or 
law  raised  by  said  declaration  proposed 
to  be  controverted,  or  may  request  that 
he  be  notified  If  the  Commls.sion  should 
order  a  hearing  thereon.     Any  such  re- 
quest should  be  addressed:  Secretary,  Se- 
curities and  Exchange  Commission,'  425 
Second  Street  NW..  Washington  25,  D.  C 
At  any  time  after  April  28,  1949,  said 
declaration  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act  or  the 
Commission  may  exempt  such  transac- 
tion as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  the  CommLsslon  for  a  statement 
of  the  transaction  therein  proposed 
which  Is  summarized  as  follows: 

GPU  proposes  to  make  a  cash  capital 
contribution  to  Its  utility  subsidiary. 
Northern  Pennsylvania  Power  Company 
("North  Penn">.  of  $500,000  which  will 
be  employed  by  North  Penn  for  construc- 
tion purposes.  North  Penn  will  credit 
the  $500,000  to  its  capital  stock  account. 
Declarant  states  that  no  commission, 
other  than  this  Commission,  has  juris- 
diction over  the  proposed  transaction. 

Declarant  requests  that  the  Commis- 
sion's order  permitting  the  declaration 
to  become  effective  be  Issued  as  soon  as 
possible  and  be  effective  forthwith. 
By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 
|F.    R.    Doc.    49  2976:    Filed.    Apr.    18.    1949; 
8:46  a.  in. J 
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[Pile  No.  70-2 ;oe'. 


Columbia  Gas  SYsrai.  Inc.,  and  Unitid 
TuKL  Gas  Co. 

NOTICE  REGARDING  FIUNG 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C 
on  the  13th  day  of  April  1949. 

Notice  is  hereby  given  that  a  joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  by  the  Columbia  Gas  System.  Inc. 
("Columbia"),  a  registered  holding  com- 
pany, and  its  subsidiary.  United  Fuel  Gas 
Company  « "United").  Applicants-de- 
clarants have  designated  .ejections  6  <bi. 
9.  10.  and  12  of  the  act  as  applicable  to 
the  i^oposed  transaction. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  May 
2.  1949.  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  in- 
terest and  the  Issues  of  the  fact  or  law 
raised  by  said  Joint  application-declara- 
tion which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  If  the 
Commission    should    order    a    hearing 
thereon.     Any  such  request  should  be 
addres.sed:     Secretary.    Securities    and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.    At  any  time 
after  May  2.  1949,  said  Joint  application- 
declaration,  as  filed  or  as  amended,  may 
be    granted    and   permitted    to   become 
effective  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transaction  as  provided  In  Rules 
U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  joint  application-declaration  which 
Is  on  file  in  the  offices  of  this  Commission 
for  a  statement  of  the  transaction 
therein  proposed,  which  Is  summarized 
as  follows: 

United  proposes  to  Issue  and  sell  to 
Columbia  $1,000,000  principal  amount  of 
3V4%  Installment  Promissory  Notes. 
Such  notes  are  to  be  unsecured  and  are 
to  be  paid  In  equal  annual  Installments 
on  February  15  of  each  of  the  years  1952 
to  1976.  inclusive.  It  Is  stated  that  the 
proceeds  to  be  obtained  through  the  issue 
and  sale  of  the  notes  will  be  utilized  by 
United  in  connection  with  Its  construc- 
tion program,  which  program,  it  Is  esti- 
mated, will  require  approximately  $6.- 
400.000  of  additional  financing  during 
1949.  The  Public  Service  Commis.sion  of 
West  Virginia,  by  order  dated  March  28. 
1949  approved  the  proposed  issue  and  sale 
of  notes  by  United. 

Applicants-declarants  have  requested 
that  the  Commission's  order  granting 
and  permitting  the  joint  application- 
declaration  to  become  effective  be  Issued 
as  soon  as  possible  and  that  it  become 
effective  forthwith. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois, 

Secretary. 

IF.    R.    Doc.    49  2978:    Filed,    Apr.    18.    1949; 
8:46  a.  in.| 


NOTICES       .. 

DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

ATTTHOHmr:  40  Stat.  411,  66  Stat.  839,  Pub. 
Laws  322.  671,  7»th  Ctong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  SHpp.  App.  1.  616.  E.  O.  9193. 
July  6.  1942,  8  CPR,  Cum.  Supp..  E.  O.  9667. 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

I  Vesting  Order   13070)    • 

Margarethe  Claussen 

In  re:  Estate  of  Margarethe  Claussen. 
deceased.  File  No.  D-28-12057;  E.  T. 
sec.  16241. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Wilhelm  Klunder  and  Fred- 
erick Wilhelm  Otto  Picard.  who^e  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  •  Germany. 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  *ln  sybpara- 
graph  1  hereof,  in  and  to  the  estate  of 
Margarethe  Claussen.  deceased,  is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  admini.straiion  by  William  Gallagher, 
as  administrator  c.  t.  a.,  acting  under  the 
Judicial  supervision  of  the  Orphans' 
Court  of  Philadelphia  County,  Pennsyl- 
vania; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  be\ps  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  med.  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

■  Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.    49^2990:    Piled,  .Apr.    18,    1949; 
8:49  a.  m.J 


Tuesday,  April  19,  1949 


tion  allowing  the  claim,  which  Is  Incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
lor  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Nordisk  Insullnlaboratorlum.  Gentofte, 
Denmark,  CTalra  No.  1142,  July  21.  1948  (13 
P  R  4169):  Prop)erty  described  In  Ve.'tlng 
Order  No.  664  (8  F  R.  4989,  April  17.  1943). 
relatlnK  to  United  States  Letters  Patent  No. 
2,076,082. 

This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  abo\e 
patent. 

In  connection  with  this  return,  the  Insulin 
Committee  of  the  University  of  Toronto  has 
made  a  commitment  to  the  Attorney  Gen- 
eral of  the  United  States  In  a  letter  dated 
Aupust  6.  1948.  a  copy  of  which  Is  attached 
as  Exhibit  "A"  to  the  determination  filed 
herewith.  A  copy  of  a  supplementary  letter 
of  March  3,  1949  Is  attached  to  the  determi- 
nation as  Exhibit  "A-1".  In  addition,  Nor- 
disk Insullnlaboratorlum  has  furnished  the 
Attorney  General  certain  covenants  con- 
tained In  a  letter  dated  December  8.  1948,  a 
copy  of  which  Is  attached  as  Exhibit  "B"  to 
the  said  determination. 

Appropriate    documents    and    papers 
effectuating  this  order  will  Issue. 

Eyecuted   at   Washington.  D.   C,  on 
April  13.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2991:    Piled.   Apr.    18.    1949; 
6:49  a.  m] 


(Return  Order  176} 
NORDISK  LNStJLINLABORATOnnjM 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  dctermina- 


[Rcturn  Order  2701 
Anna  Luise  Blume  Kohlstock 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Anna  Luise  Blume  Kohlstock,  New  York. 
N.  Y.,  Claim  No.  13309.  January  27,  1949  (14 
F.  R.  376);  $2,948  14  In  the  Treasury  of  the 
United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at   Washington,   D.   C,   on 
April  12.  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property 

[F.    R.    Doc,    49  2932:    Filed.    Apr.    18,    19 i9: 
8:49  a.  m.) 


(Return  order  290] 
Lotns  Graveurh 

Having  considered  the  claim  set  forth 
below  and  having  i.ssued  a  determina- 
tion allowing  the  claim,  which  Is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention 
To  Return  Published,  and  Property 

Louis  Graveure.  114-73  178th  Street.  St. 
Albans.  Loni;  Island,  N.  Y.,  Claim  No.  31100. 
February  22.  1949  (14  F.  R.  814);  Property  to 
the  extent  owned  by  claimant  Immediately 
prior  to  the  vesting  thereof,  described  In 
Vesting  Order  No.  4031  (9  F.  R.  13780,  No- 
vember 17.  19441,  relating  to  the  literary 
work  Super-Dictlon  (Twelve  Studies  In  the 
Art  of  Song)  (listed  in  Exhibit  A  of  said 
vesting  order),  including  royalties  pertain- 
ing thereto  In  the  amount  of  $120  18. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-2993;    Filed.    Apr.    18.    1949; 
8.49  a.  ml 


(Return  Order  2961 
Wilhelm  Hansen  Musik-Forlac 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  In- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Wilhelm  Hansen  Mu.slk-Porlag,  Gothers- 
eade  9-11,  Copenhagen  K.  Denmark,  Claim 
No.  31038,  March  4,  1949  (14  P.  R.  996); 
Property  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof, 
described  In  Vesting  Order  No.  4034  (9  F.  R. 
H781.  November  17.  1944).  relating  to 
musical  compositions  and  literary  works 
entitled  "Valse  Chevaleresque",  "Valse  Fln- 
landalse",  "Slumber  Song".  "Humorous 
Dance  II '.  "Chord  Grasps'.  "Studies  for  Left 
Hand",  "Legato  and  Staccato",  "Rhythmic 
and  Polyrhythmlc  Studies".  "Alternation", 
"Octaves".  "Shakes  and  Tremelo",  "Broken 
Chords".  "Energy",  "Elegance".  "Festival 
March".  "Old  Melody".  "6  Violin  Pieces". 
'  Homance",  "Bravura".  "Lyric  Quality", 
"Prelude".  "Sketches  from  Finland".  "Mel- 
ody". "Joys  of  Youth",  "25  Ea.sy  Studies", 
'Middle  Grade  (Bks.  1,  2.  it  3)",  "Preparatory 
Hradc  (Bk.  1  &  2)",  "6  Cello  Pieces",  "Tech- 
hical  Piano  Pieces".  "10  Easy  Transcriptions", 


FEDERAL  REGISTER 

'Forty  Pddal  Studies".  "Major  &  Minor 
(Books  1-4)",  "Triumphal  Entry",  "rhe 
Swan",  "Brother's  Song",  "Isle  of  Shadows", 
"Serenatft  (Opus  51  it2)".  "Second  Romance", 
"Valse  Lyrl«[ue".  "Etude  (Opus  76  it2)'\  "Tlie 
Spruce",  "Six  Lyric  Pieces",  "Valse 
Mlgnonne",  "For  Little  Folks",  "Tales  and 
Fables".  "Easy  and  Characteristic".  "Musical 
Pictures",  and  "Pedal  Studies"  (attached  as 
exhibits  to  said  vesting  order).  Including 
royalties  i>ertalnlng  thereto  In  the  amount 
of  $1074  59. 

Appropriate    documents    and    papers 
effectuating  this  order  will  Issue. 

Executed   at  Washington,   D.   C,  on 
April  12.  1949. 

For  th«  Attorney  General. 

I  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.    49-2995;    Filed.    Apr.    18,    1949; 
8:50  a.  m.) 


[Return  Order  292 J 
Eleonore  Sohre  Vallery 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return    Published,    and    Property 

Eleonore  Sohre  Vallery.  Waverly,  Ohio. 
Claim  No.  3940,  March  1.  1949.  (14  F.  R.  930). 
•  115.81  In  the  Treasury  of  the  United  States. 
All  right,  title.  Interest  and  claim  (Including 
but  not  limited  to,  the  right  of  access)  to 
safety  deposit  box  No.  305  In  the  vaults  of 
the  Bank  for  Commerce  and  Trtists,  Ninth 
and  Main  Streets,  Richmond.  Va. 

Two  acres  of  land  In  Hanover  County,  Vir- 
ginia, conveyed  by  George  E.  Crawford  and 
Addle  S.  Crawford,  his  wife,  to  Eleonore  Sohre 
by  warranty  deed  executed  April  19.  1922  and 
recorded  in  the  Clerk's  OfBce  of  the  Circuit 
Court  of  Hanover  County,  Virginia,  April  24. 
1922  In  Deed  Book  73.  page  454;  2.93  acres* 
of  land  described  as  lot  "C"  on  map  recorded 
In  the  Clerk's  Office  of  the  Circuit  Court  of 
Hanover  County.  Virginia  in  Plot  Book  7. 
Page  34,  Plot  1. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doo.   43-2994;    Filed.   Apr.    18.    1949; 
8:50  a.  m.) 


[Return  Order  298 ( 
Gabriel  Scott 


1877 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Gabriel  Scott.  Tromoy.  Arendal,  Norway, 
Claim  No.  36469.  March  4,  1949  (14  F.  R.  997);' 
Property  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof, 
described  In  Vesting  Order  No.  4034  (9  F.  r! 
13781,  November  17,  1944)  relating  to  the 
literary  work  entitled  "Karl"  (listed  In  Ex- 
hibit A  of  said  vesting  order).  Including  roy- 
alties pertaining  thereto  In  the  amount  of 
•204.57. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed   at   Washington,  D.   C,   on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General,  . 
Director,  Office  of  Alien  Property. 

(P.   R.    Doc.    49-2996;    Filed.    Apr,    18.    1949; 
8:50  a.  m.J 


[Return  Order  299] 
CORNELIS  BeVCX)RT 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  de- 
termination. Including  all  royalties 
accrued  thereunder  and  all  damages  and 
profits  recoverable  for  past  Infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Cornells  Bevoort,  Amsterdam,  The  Nether- 
lands, Claim  No.  6426,  March  1.  1949  (14 
F.  R.  930);  Property  described  In  Vesting 
Order  No.  671  (8  P.  R.  5004,  AprU  17.  1943) 
relating  to  United  States  Letters  Patent  No' 
2.270,104.  This  return  shall  not  be  deemed 
to  Include  the  rights  of  any  licensees  under 
the  above  patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington.  D.   C     on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  E.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.    49-2997;    Piled,    Apr,    18,    1949; 
8:50  a.  m.J 


Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  Is  Incorpora- 
ted by  reference  herein  and  filed  here- 
with, 


Edward  V.  Killeen 

NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act,  as 
amended,  notice  Is  hereby  given  of  in- 


1878 

tention  to  return,  on  or  after  30  days 
from  the  date  of  the  publication  hereof, 
the  following  property,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No.,  and  Property  and 
Location 

Edward  V.  Killeen,  executor  under  the  last 
will  and  testament  of  I>ragol  Batzouroff.  de- 
ceased. New  York.  N.  Y..  1737;  »82. 108.67  In 
the  Treasury  of  the  United  States. 

Executed  at  Washington.  D.  C.  on 
April  13.  1949. 


NOTICES 


For  the  Attorney  General. 


[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  OSfice  of  Alien  Property. 

(P.    R.    Doc.    49-2998:    Filed.    Apr.    18,    1949; 
8;50  a.  m.| 


MaRVALDI   BIANCA   ET   AL. 

NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  certain  shares  of 
the  common  and  third  preferred  capital 
stock  of  the  De  Nobili  Cigar  Company, 
Long  Lsland  City,  New  York,  now  regis- 
tered in  the  name  of  the  Alien  Property 
Custodian  and  in  the  custody  of  the 
Federal  Reserve  Bank  of  New  York.  New 
York  City,  New  York,  which  are  identified 
below  as  to  the  claimant,  number  of 
shares  claimed,  and  stock  certificate 
number.  The  return  will  be  subject  to 
any  increase  or  decrease  resulting  from 
the  administration  of  such  property  prior 
to  return  and  after  adequate  provision 
for  taxes  and  conservatory  expenses,  and 
will  not  Include  any  dividends  or  other 
sums  accruing  to  the  shares  prior  to  the 
effectuation  of  the  return. 


riahii 
No. 


39771 
.•WTTi 
3«77;» 
39774 
39778 

89777 
39781 

39782 

39783 


Claimant 


:.( 


Msrvakli  Dlanra,  Ka()«llo, 

luly..  — 

Maria     PadovanI     Fran- 

rhcttl,  Kom*,  Italy 

Mnria     liiuitta,     Genoa, 

Italy 

Vittoria  (IrlmaWI,  Renie, 

Italy 

Anisrla    Maria    Uras    in 

(Uniiarinl,  Oenna,  Italy. 

Enrico  Oras,  Genoa,  Italy. 
Olorrio    Medina,    (lenoa, 

luly 

Maskinio  Medina,  Oenoa, 

Italy 
Curl"  Maila  Carli.  Konie. 

Italy  - 


Shares 


Com-   Pr*- 
mon    (erred 


i-. 


18 


Cor- 
tifl- 
tale 
Nos. 


362 

217 

2IS 
2M 

219 
221) 
2IW 
222 
2«7 
227 


228 
229 


39784 

39785 

39787 

39788 

39789 

39790 

397U3 

39794 

39796 

397t>7 

TO799 
39tlUI 


398()3 
5WM 

:i9«05 
3i*()7 

:^S(«io 
.1*11 

<(»)13 

39814 
;i9H8 
;981ft 
39817 
3»t8 


aianfilippo  CarettonI,    f 

Kuuir,  Italy \ 

Lucit    Callaicna,    Genoa, 

Italy 
EiiBpnio  Chiappe,  0»>no«, 

Italy. ..  

Maria    C'os'a    Starico    in 

Canepa,  (leni«.  Italy... 

Ten  iirio  Del  Chicca,  Spe- 

lia.  Italy 

GiiiM'|i|>>iia  De  Ui'lli-garde, 

IVscia,  Italy .-.'l 

Oius«'i>iio       Dc       Fj-rrari,  i(      7 

(itiKPM,  Italy ,\ 

(iia<-<itno       \>e       Ferrari, 

Ociioa.  Itnly 

Gladys  De  Rlsei5,  Genoa, 

Italy    

M  aria  G  iii!<«'|>pina  M  ieone, 

Genoa,  Italy 

Ir«i»'  Miirio.  <i«>n,'B.  Ilnly 
AnKflica  Mazzutti,  Milan, 

I      It-tly  ..   

39M12  i  A<l»lf     Maria     Marenpo, 

i      (iciiiia.  Italy — 

Anna    .Marazza,    Pallanza 

(Virl'Sniat,  Italy     

Maria     Tticsa     Mnrarza, 
I'allanta   (Verbania), 

Italy  

Giovanni    Mamiui,    Spe- 

7.if»,  ItHly 

Giaiina  Nissim,  Florence, 

Italy 

NinaI^vive<1.0tlolenKhl,  l|    10 

Vciiio'.  Italy 11 

HiceOldoini  Ros-si,  Sprzia,  '/      7 

Italy  ..  

Livi<  tla  Ollandini,  Genoa, 

Italy 

Alberto  Ponpiclione,  Ppe- 

zia.  Italy 

Paolo  I'ontrcnioli,  Pp<'iia, 

Italy    

Bice    Hertolini    Pairanini, 

(ienoa,  Italy 

Elieio     Pens*,     Varenna, 

Italy 

Amalia  Paganini,  La  Ppe- 

r.ia,  Italy 

Elena  i'untrenioli,  Speiia, 
Italy 

I>ea  Pavio,  Rome.  Italy... 
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Maria  Oiacle  Savio.  Rome. 

luly. 
Nereo   Stiarrctta,   Genoa, 

Italy.  - 

l^eone     Soniiino.     Rome. 

Italy. 
Altierto    Sonnino,    Rome, 

Italy 

G.     H.     CosU     SUrlcco. 

Genoa,  Italy 

Gorolamo  Co5ta  Staricco. 

SHVona,  Italy 

GiusepiH'    Ptarico    Costa, 

Genua,  Italy 

Franct  SCO  Staricco,  Genoa, 

Italy 

Giorvio    Htaricco,    Genoa, 

lulv 

Mario    Alberto    Staricco, 

Genoa,  Italy |l 

Barrio     Tasrara,     Genoa,  if    13 

lt»ly \\ 

Teresa  Ciixilllna  Ta.v<ara,  If    13 

Genoa,  Italy 

Antonio  TavonI,  Modena, 

Italy.. 

Liiipi      Vifrnolo,      Genoa, 

Italy..  

Angelo  Viglien«onl,  Genoa, 

Italy 

Eugenio     RmfTo,     Milan, 

Italy 

Gaetana  RasponI,  Rome, 

lUly  

Afnstmo    Paredo    ParodI, 

Genoa,  Italy 

Alfri.lo      I'ensa,      Genoa, 

Italy 
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2.V 
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2.V< 
•2»- 
Z*i7 
2<J7 
2.VH 
29H 
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2tiO 
299 

261 

2«2 
300 
2Rt 
301 
2M 
3ir2 
Zfi'i 
3lti 
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301 
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269 
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314 
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39842 

Maria  Lulsa  Clurlo  Poll, 
Oi'Mon    UhIv 

10 
f     10 
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6 
f    34 

I 

10 


2S 

"io' 
'"x 

■  "24 

"io 
20 

277 

39843 
39844 

Eleua  Poll.  Genoa,  Italy... 
Alberto    Paolettl.   Genoa, 

Italy                      

27H 

aiti 

279 

40643 

39670 
-39723 

.39809 
39813 

Lttizia  Costa  ve<l.  Furlan 

elli.  Genoa,  Italy. 
Maria<.>vazza  Moniifdiano, 

Torino,  Italy. 
Emma     Ran<lone     Tapll- 

avini,  Banea  Conimerd- 

ale      luliana.      Naples, 

Italy. 
Franco  Oliva,  a/li/a  Fran- 

OMiiDliva,  SiKiia.  ItHly. 
Adelina  l^iireci  Ua  I'uccii', 

ak/a    Allele    l,aurc(i'Ua 

10 
14.*; 
119 
J  72 

170 
22.') 

24^ 
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Executed   at   Washington.  D.   C 
April  13.  1949. 
For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.    R.   Poc.    49-3000;    Filed    Apr.    18,    1949; 
8:51  a.  m.l 


August  Steiner 


NOTICE    OF    intention    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  adminis- 
tration thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 
Claimant.  Claim  No..  Property,  and  Location 

August  Steiner.  San  Antonio,  Tex.,  10714; 
$12,068.22  In  the  Treasury  of  the  United 
States. 

The  following  parcels  of  real  estate  situ- 
ated In  the  City  of  San  Antonio,  County  of 
Bexar,  State  of  Texas:  Lot  4  In  New  City 
Block  1760  fronting  60  feet  on  the  North- 
west side  of  Avenue  B,  between  Fifth  and 
Sixth  Streets,  and  running  back  between 
parallel  lines  at  right  angles  with  Avenue 
B  to  the  San  Antonio  River  for  depth.  Lot 
2  and  the  West  9  feet  of  Lot  3  in  Block  1, 
New  City  Block  1269.  Lot  1,  Block  1,  New 
City  Block  1269. 

Executed  at  Washington,  D.  C  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-2999:    Filed,   Apr.    18,    1949; 
'8:61  a.  m.| 


,X0NAI^ 


FEDERAL 


REGISTER 


VOLUME   14  '^'^Ol^^jto'^^^  ^"'^«"  75 

Washington,  Wednesday,  April  20,  1949 


TITLE  14— CIVIL  AVIATION 
Chapter  I — Civil  Aeronautics  Board 

Subchapter  ft— Economic  Rogulationt 
I  Regs.,  Serial  No.  ER-1421 

Part   292 — Classifications  and 
Exemptions 

irregular  air  carriers 

Adopted  by  the  Civil  Aeronautics 
Board  at  it.s  office  in  Washington,  D.  C, 
on  the  13th  day  of  April  1949. 

The  Civil  Aeronautics  Board,  having 
circulated  for  comment  a  draft  of  pro- 
posed regulation  amending  §  292.1  of  Its 
Economic  Regulations  relating  to  Irregu- 
lar Air  Carriers,'  having  considered  writ- 
ten comments  and  oral  argument 
thereon,  and  having  also  considered 
other  data  and  Information '  available 
to  the  Board,  finds  as  follows: 

1.  Since  1938  there  has  been  In  effect 
an  exemption  regulation  of  the  Board 
which  exempts  Irregular  Air  Carriers 
from  certain  provisions  of  Title  IV  of  the 
Civil  Aeronautics  Act.  By  various 
amendments  since  1938  the  extent  of 
economic  regulation  of  such  carriers  has 
been  gradually  extended  by  the  Board. 
The  last  general  revision  of  the  regula- 
tion occurred  in  May  1947,  at  which  time 
the  Board  found  that  both  the  protec- 
tion of  the  public  from  Improper  prac- 
tices by  the  noncertlficated  carriers  and 
protection  of  the  certificated  carriers 
against  unregulated  competition  re- 
quired that  additional  regulatory  pro- 
visions of  the  act  be  made  applicable  to 
such  carriers. 

2.  Experience  since  May  of  1947  has 
demonstrated  the  need  for  further  re- 
vision of  the  regulation,  particularly  with 
respect  to  the  regulation  of  Large  Ir- 

'  The  term  "Irregular  Air  Carrier"  as  used 
herein  Is  defined  In  paragraph  (b)  of  J  292  1 
below. 

'Such  data  and  Information  Include, 
among  other  things,  the  reporu  heretofore 
filed  with  the  Board  by  the  Irregular  Air 
Carriers  pursuant  to  J I  292  1  and  202  1;  data 
obtained  In  Investigations  made  by  the  en- 
forcement staff  of  the  Board,  particularly  In 
Docket  No.  3450,  "In  the  Matter  of  the  In- 
vestigation of  the  Activities  and  Practices 
of  Large  and  Irregular  Carriers";  and  formal 
and  Informal  complaints  filed  against  Ir- 
regular Air  Carriers, 


regular  Carriers.'  Although  a  substantial 
number  of  Large  Irregular  Carriers  have 
attempted  to  comply  with  the  regulation 
and  to  meet  such  need  as  exists  for 
Irregular  service,  the  regulation  has 
served  as  a  cloak  for  operations  which 
are  not  within  the  intent  and  purpose 
of  the  regulation.  Purporting  to  oper- 
ate pursuant  to  the  regulation  some  of 
the  Large  Irregular  Carriers  have  con- 
ducted a  substantial  amount  of  regular 
operations,  although  the  Board  intended 
to  authorize,  and  did  authorize,  only  the 
rendition  of  irregular,  limited  and 
sporadic  operations. 

3.  The  temptation  on  the  part  of  the 
Large  Irregular  Carrier  which  has  no 
other  means  of  livelihood  to  violate  the 
regulation  Is  very  great,  because  such 
carrier  tends   for  economic  reasons   to 
gravitate  to  the  more  lucrative  routes 
and  to  operate  with  Increasing  regularity 
thereon  in  order  to  obtain  full  utilization 
of  large  aircraft.    Route  operations  also 
permit  the  development  of  return  loads, 
thus     eliminating     the     less    profitable 
flights  to  off-route  points  on  which  little 
or  no  payload  is  developed.    To  obtain 
sufficient    utilization    of    large    aircraft 
for  an  economical  operation  based  on  air 
transportation  alone  a  substantial  num- 
ber of  flights   between  definite   points 
becomes  necessary  or  desirable,  even  if 
only  one  or  two  large  aircraft  are  being 
used.    The  need  for  route  operations  Is 
further  emphasized  by  operational  fac- 
tors, such  as  considerations  of  mainte- 
nance, overhaul,  fueling  and  crew  change 
for  large  aircraft. 

4.  The  Large  Irregular  Carriers  them- 
selves have  recognized  the  difficulty  of 
attempting  to  conduct  irregular  services 
profitably  with  large  aircraft.  In  the 
oral  argument  before  the  Board  in  this 
proceeding  and  in  recent  applications  for 
further  exemption  authority  to  conduct 
scheduled  operations  the  carriers  have 
emphasized  this  difficulty.  As  stated  by 
three  recent  applicants :  * 

Large  aircraft  are  costly  and  are  expensive 
to  maintain  and  operate.  Safety  and  other 
applicable  regulations  require  substantial  ex- 

•An  Irregular  Air  Carrier  is  classified  as 
a  Large  Irregular  CarHer  If  the  allowable 
gross  weight  of  the  aircraft  units  utilized 
In  the  transportation  services  of  the  carrier 
exceeds  10,000  pounds  for  any  one  unit  or 
25.000  pounds  for  the  total  of  such  units 
(disregarding  units  of  6.000  or  less). 

'Dockets  Nos.  8430,  8433  and  3434. 

(Continued  on  next  page) 
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pendltures.  Traffic  in  volume  and  regularity 
sufficient  to  support  operations  for  such 
aircraft  and  under  such  conditions  is  in- 
evitably traffic  between  fairly  large  popula- 
tion centers.  The  number  of  such  popula- 
tion centers  Is  necessarily  limited.  [The 
applicant)  has  found,  over  a  period  of  some 
two  and  one-half  years  of  operations  as  a 
nonscheduled  carrier,  that  profitable  opera- 
tions under  i  292  I  are  Impossible  If  that 
regulation  Is  strictly  construed  to  limit 
seriously  the  number  of  flights  between 
named  points. 

This  is  not  an  isolated  statement  of  the 
difficulty,  for  it  represents  the  view  held 
and  expressed  In  different  ways  by  other 
Large  Irregular  Carriers. 

5.  In  addition  to  regular  operations 
conducted  by  Individual  carriers,  the 
operations  of  groups  of  such  carriers 
have  sometimes  been  conducted,  either 
by  agreement  or  by  accident.  In  such  a 
manner  as  to  result  In  the  holding  out  to 
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the  public,  by  means  of  advertis4nents 
and  otherwise,  of  an  integrated  s.3rvice 
ofTerlng  regular  daily  flights  b«  Veen 
specified  points.  This  is  most  freq-tently 
accomplished  through  the  device  of  a 
ticket  or  travel  agent  which  represents 
a  number  of  Large  Irregular  Carriers 
and  advertises  the  fact  that  It  sells 
tickets  between  designated  points  as 
agent  for  them.  Even  though  the  opera- 
tions of  a  particular  irregular  carrier 
represented  by  the  agent  are  irregular 
and  infrequent,  judicious  spacing  and  ar- 
rangement of  such  flights  by  a  sufficient 
number  of  carriers  results  in  the  opera- 
tion of  a  frequent  and  regular  service 
by  the  group.  When  the  prcspective 
passenger  presents  himself  to  the  ticket 
agent  through  whom  the  service  Is 
offered,  it  is  thus  pc-^sible  to  accommo- 
date the  passenger  on  any  date  desired. 
Apart  from  the  question  of  the  legal 
propriety  of  such  an  arrangement,  it  Is 
difficult  to  Imagine  an  arrangement 
which  more  fully  and  completely  violates 
the  purpose  and  Intent  of  §  292.1.' 

6.  In  addition  to  the  regularity  and 
frequency  of  operations,  the  wide-spread 
abuses  noted  by  the  Board  in  its  findings 
attached  to  the  revision  of  §  292.1  in 
May  of  1947  have  not  only  continued, 
bat  In  many  respects  have  become 
greater  and  more  flagrant.  Rate  cutting 
and  departures  from  published  tariffs 
have  occurred,  and  have  and  will  neces- 
sitate criminal  action  against  agents 
and  carriers  whenever  such  practices 
become  known  to  the  Board. 

7.  On  the  basis,  therefore,  of  our  ex- 
perience to  date  we  conclude  that  large 
aircraft  have  a  limited  and  restricted 
utility  In  meeting  the  need  for  irregular 
air  service,  and  that  carriers  which  pur- 
chase and  attempt  to   use  substantial 
numbers  of  such  aircraft  in  Irregular  air 
service  are  likely  to  be  driven  by  eco- 
nomic compulsion  to  the  operation  of  a 
regular    service    on    heavily    travelled 
routes  already  being  served  by  certifi- 
cated carriers.    Thus,  violation  of  law- 
Is  brought  about  and  the  operations  con- 
ducted go  beyond  the  need  for  Irregular 
services  authorized  by  the  Board.    The 
Board  has  concluded,  therefore,  that  the 
public  interest  requires  that  permission 
to   use   large  aircraft  In   irregular  air 
service  should  be  granted  only  in  cases  in 
which    (a)    It  is   demonstrated  that  a 
need  for  Irregular  air  service  exists  and 
will  be  met  by  the  use  of  such  aircraft, 
and  (b)  the  Board  can  define  the  scope  of 
the  carrier's  authority  with  more  partic- 
ularity than  Is  possible  under  a  blanket 
exemption    authority   such    as    §  292.1. 
Accordingly,  the  Board  finds  that  the 
repeal  of  5  292.1.  Insofar  as  it  pertains 
to  Large  Irregular  Carriers,  is  required 
as  soon  as  feasible  without  causing  un- 
due hardship. 

8.  The  desirability  of  terminating  the 
blanket  exemption  authority  does  not 
mean  that  there  is  not  some  need  for  the 
use  of  large  aircraft  in  irregular  air  serv- 
ice, or  that  some  of  the  Large  Irregular 
Carriers  have   not  been   meeting  such 

'  A  proposal  for  further  amendment  of  the 
regulation  dealing  with  this  and  related  de- 
vices used  to  evade  the  purpose  of  the  regu- 
lation Is  being  circulated  to  the  public  for 
comment  concurrently  herewith. 
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need  under  the  present  regulation.    We 
believe,  on  the  contrary,  that  a  definite 
need  exists  for  the  use  of  such  aircraft 
under  proper  circumstances.     In  view  of 
the  diflSculty  of  complying  with  section 
401  of  the  act  with  respect  to  services 
of  this  character,  it  may  be  that  In  par- 
ticular cases  and  after  examination  of 
all  of  the  facts  the  Board  will  find  that 
enforcement  of  the  act  would  be  an  un- 
due burden  on  the  carrier  and  is  not  in 
the    public    interest.     Accordingly,    the 
Board  finds  that  the  regulation  should 
provide   that   Large   Irregular   Carriers 
may  file  applications  for  Individual  ex- 
emption orders,  and  may  continue  to  op- 
erate pursuant  to  §  292.1  pending  final 
determination     of     such     applications. 
One   of   the    factors    which   the   Board 
would   take   into   consideration   in   dis- 
posing of  .such  applications  Ls  the  ex- 
tent to  which  the  applicant  had  engaged 
in  regular  operations  and  had  otherwise 
failed  to  comply  with  the  requirements 
of  the  act  and  the  Board's  regulations. 
In  any  orders  of  approval  of  individual 
exemption  the  Board  will  expect  to  in- 
sert appropriate  conditions  relating  to 
the  term  of  the  exemption,  the  nature 
of  the  services  to  be  rendered,  the  areas 
within  which  such  services  may  be  fur- 
nished, and  other  appropriate  conditions 
intended  to  confine  the  carrier  to  the 
rendition  of  an  irregular  service. 

9.  In  harmony  with  the  finding  that 
exemption  from  section  401  (a)  should 
be  withdrawn,  the  Board  finds  that  the 
existing  partial  exemption  of  Large  Ir- 
regular Carriers  from  sections  408.  409 
<a)  and  412  should  be  withdrawn  and 
that  such  carriers  should  be  made  sub- 
ject to  said  sections  408.  409  la)  and 
412.  In  view  of  the  scope  of  opera- 
tions being  conducted  by  the  Large  Ir- 
regular Carriers,  the  extent  of  viola- 
tions, and  the  nece.sslty  of  protecting  the 
public  interest  and  providing  for  uni- 
form application  of  the  act  to  carriers 
conducting  similar  or  comparable  opera- 
tions, the  Board  is  unable  to  find  that 
enforcement  of  the  provisions  of  sec- 
tions 408.  499  (a)  and  412  with  respect 
to  such  carriers  Is  not  In  the  public 
interest,  and.  on  the  contrary,  finds  that 
enforcement  of  such  provisions  Is  in  the 
public  Interest.  For  the  same  reasons 
the  Board  is  unable  to  find  that  enforce- 
ment of  those  provisions  of  section  404 
(»>  which  require  each  air  carrier  to 
establish,  observe  and  enforce  just  and 
reasonable  individual  rates,  fares, 
charges,  classifications,  rules,  regulations 
and  practices  relating  to  interstate  and 
overseas  air  transportation  Is  not  In  the 
public  Interest,  and,  on  the  contrary, 
finds  that  enforcement  of  such  provisions 
Is  In  the  public  Interest. 

10.  Certain  additions  and  changes 
have  been  found  necessary  in  the  regula- 
tion as  applied  to  Small  Irregular 
Carriers  alone.  The  combined  or  co- 
ordinated operations  referred  to  In 
paragraph  5  above  with  regard  to  the 
Large  Irregular  Carriers  would  also  vio- 
late the  Intent  and  purpose  of  the  regu- 
lation If  used  by  Small  Irregular  Car- 
riers. Because  the  Small  Irregular  Car- 
riers are  exempt  from  certain  sections 
of  the  act,  specifically  section  412.  which 
would  otherwise  cover  agreements  to 
conduct  combined  operations,  the  Board 
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finds  It  is  necessary  to  directly  prohibit 
such  agreements  by  the  Small  Irregular 
Carriers  In  order  to  prevent  violation 
of  the  standard  of  irregularity  estab- 
lished by  the  regulation.  Another  change 
prohibits  issuance  of  a  Letter  of  Regis- 
tration to  a  Small  Irregular  Carrier  if 
certain  owners  or  officials  of  the  Com- 
pany were  associated  with  certain  clashes 
of  air  carriers  whose  Letter  of  Registra- 
tion was  suspended  or  revoked  unlei^s  the 
Board  finds  there  will  be  no  adverse 
effect  on  the  applicant's  operations.  The 
Board  finds  the  method  by  which  certain 
individuals  have  evaded  the  effect  of  a 
suspension  or  revocation  by  altering  the 
corporate  form  or  by  securing  another 
letter  should  be  prevented  and  that  this 
regulatory  means  is  appropriate  for  that 
purpose.  An  additional  .'suspension  pro- 
vision has  been  placed  in  the  Small  Ir- 
regular Carrier  section  which  allows  the 
Board  to  suspend  such  Letters  on  10 
days'  notice,  but  without  hearing,  for 
failure  to  file  tariffs  or  reports.  Such 
suspension  continues  until  the  Board 
finds  that  the  Small  Irregular  Carrier 
has  complied  or  will  comply  with  the  re- 
quirements. The  Board  finds  such  pro- 
vision neces.';ary  because  of  the  great 
difficulty  which  has  been  encountered  In 
obtaining  compliance  with  the  require- 
ments for  filing  reports  and  tariffs  by 
Small  Irregular  Carriers. 

11.  Certain  minor  amendments,  which 
apply  to  both  Large  and  Small  Irregular 
Carriers  have  been  included  In  the 
amended  regulation.  Most  of  these  re- 
late to  termination  or  cancellation  of 
outstanding  Letters  of  Registration  and 
are  required  In  order  that  Letters  of  Reg- 
istration shall  not  continue  to  be  out- 
standing long  after  operations  there- 
under have  ceased. 

12.  In  view  of  the  foregoing  considera- 
tions, the  present  enforcement  of  the 
provisions  of  Title  IV,  except  to  the  ex- 
tent required  In  §  292.1  below,  would  be 
an  undue  burden  on  Irregular  Air  Car- 
riers by  reason  of  the  limited  extent  of. 
and  the  unusual  circumstances  affecting 
the  operations  of  such  carriers,  and 
would  not  be  in  the  public  Interest. 

On  the  basis  of  the  foregoing  findings 
and  pursuant  to  the  Civil  Aeronautics 
Act  of  1938.  as  amended,  particularly 
sections  2Q5  'a>  and  416  <b)  thereof,  and 
for  the  purpose  of  providing  for  the  eco- 
nomic regulation  of  services  conducted 
on  an  Irregular  basis  by  noncertlficated 
air  carriers,  the  Civil  Aeronautics  Board 
hereby  amends  §  292.1  (14  CFR  292.1)  of 
the  Economic  Regulations  in  its  entirety 
to  read  as  follows,  effective  May  20, 1949: 

5  292.1  Irregular  air  carriers — (a)  Def- 
initions. The  term  "point"  as  used  in  this 
section  shall  mean  any  airport  or  place 
where  aircraft  may  be  landed  or  taken 
off.  including  the  area  within  a  25-mile 
radius  of  such  airport  or  place. 

<b»  Classification.  There  is  hereby  es- 
tablished a  classification  of  noncertlfi- 
cated air  carriers  to  be  designated  as 
"Irregular  Air  Carriers."  The  term  "Ir- 
regular Air  Carrier"  means  any  air  car- 
rier which  <1>  directly  engages  in  air 
tran.sportation,  (2)  does  not  hold  a  cer- 
tificate of  public  convenience  and  neces- 
sity under  section  401  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended,  and  <3) 
does  not  operate,  or  hold  out  to  the  public 
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expressly  or  by  course  of  conduct  that  It 
operates,  one  or  more  aircraft  between 
designated  points,  or  within  a  designated 
point,  regularly  or  with  a  reasonable  de- 
gree of  regularity,  upon  which  aircraft 
It  accepts  for  transportation,  for  com- 
pensation or  hire,  such  members  of  the 
public  as  apply  therefor  or  such  property 
as  the  public  offers.    No  air  carrier  shall 
be  deemed  to  be  an  Irregular  Air  Carrier 
unless  the  air  transportation  services  of- 
fered and  performed  by  It  are  of  such  in- 
frequency  as  to  preclude  an  implication 
of  a  uniform  pattern  or  normal  consist- 
ency of  operation  between,  or  within. 
such  designated  points. 

(1)  Small  Irregular  Carrier  a.  Any  ir- 
regular air  carrier,  as  classified  above, 
which  does  not  use  in  Its  transportation 
services  aircraft  units  having  a  gross 
take-off  weight  In  excess  of  10.000  pounds 
for  any  one  unit  or  of  25.000  pounds  for 
the  total  of  such  units  (disregarding 
unlUs  of  6.000  pounds  or  less),  shall  be 
cla.'vsifled  as  a  Small  Irregular  Carrier. 

(2)  Large  Irregular  Carriers.  Any  ir- 
regular air  carrier  other  than  a  Small 
Irregular  Carrier  shall  be  classified  as  a 
Large  Irregular  Carrier:  Provided.  That 
no  air  carrier  shall  be  so  classified  unless 
it  holds  a  Letter  of  Registration  issued 
to  It  as  a  Large  Irregular  Carrier  pur- 
suant to  application  therefor  filed  with 
the  Board  before  August  6.  1948,  and 
not  revoked  or  canceled  as  of  May  20. 

1949. 

(c)  Small  Irregular  Carriers— d)  Ex- 
emptions. Except  as  otherwise  provided 
in  this  section,  each  Small  Irregular 
Carrier,  falling  within  the  classification 
above,  shall  be  temporarily  exempt  from 
the  following  provisions  of  Title  IV  of 
the  Civil  Aeronautics  Act  of  1938.  as 
amended : 

(1)  Subsection  401  (a) : 
(11>  Section  403; 

(iiH  Subsection    404    (a);    Provided. 
That  Small  Irregular  Carriers  shall  abide 
by  those  provisions  of  this  subsection 
which  require  air  carriers  to  provide  safe 
service,  equipment  and  facilities  in  con- 
nection with  air  transportation; 
(iv)   Subsection  404  (b); 
(V)  Subsection  405  (e) : 
(vi>  Subsection  407  (b) ; 
(vli)  Section  408; 
(viii)  Subsection  409  (a);  and 
(ix>  Section  412. 

(2)  Duration.  The  temporary  exemp- 
tion from  any  provision  of  Title  IV  of 
the  act  provided  by  this  paragraph  shall 
continue  in  effect  only  until  such  time  as 
the  Board  shall  find  that  enforcement 
thereof  would  be  in  the  public  interest 
or  would  no  lonser  be  an  undue  burden 
on  the  Small  Irregular  Carriers:  Pro- 
vided That  upon  such  a  finding  as  to 
any  Small  Irregular  Carrier  or  class  of 
Small  Irregular  Carriers,  such  exemp- 
tion shall  to  that  extent  terminate  with 
respect  to  such  carrier  or  class  of 
carriers. 

i3)  Approval  of  certain  interlocking 
relationships.  To  the  extent  that  any 
officer  or  director  of  a  Small  Irregular 
Carrier  would,  without  prior  approval  of 
the  Board,  be  in  violation  of  any  provi- 
sions of  subsection  409  <a>  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended, 
by  reason  of  any  interlocking  relation- 
ship directly  Involving  such  Small  Ir- 


regular   Carrier,    such    relationship    Is 
hereby  approved. 

(4)  Effect  on  other  statutes.  The  tem- 
porary exemption  hereinabove  granted 
from  section  408.  409  (a)  and  412  shall 
not  constitute  an  order  made  under  such 
sections,  within  the  meaning  of  section 
414.  and  shall  not  confer  any  Immunity 
or  relief  from  operation  of  the  "anti- 
trust laws."  or  any  other  statute  (except 
the  Civil  Aeronautics  Act  of  1938.  as 
amended),  with  respect  to  any  trans- 
action. Interlocking  relationship,  or 
agreement  otherwise  within  the  purview 
of  such  section. 

(5)  Conditions  to  exercise  of  tempo- 
rary exemption  privilege— (i)  Necessity 
for  Letter  of  Registration.     No  person 
shall  exercise  the  temporary  exemption 
privilege  conferred  by  this  paragraph 
unless  there  is  in  effect  with  respect  to 
such   person   a   Letter   of   Registration 
issued  by  the  Board,  acknowledging  that 
such  person  has  been  duly   registered 
with  the  Board  as  a   Small   Irregular 
Carrier  under  the  provisions  of  this  sec- 
tion relating  to  irregular  air  transporta- 
tion   Any  Small  Irregular  Carrier  which 
holds  a  Letter  of  Registration  Issued  to 
it  and  not  revoked  or  canceled,  prior  to 
May  20,  1949,  Is  not  required  to  obtain 
another  Letter  of  Registration. 

(II)  Prohibition  against  combined  op- 
erations. No  Small  Irregular  Carrier 
shall  make  or  maintain  any  agreement 
or  arrangement  with  any  other  air  car- 
rier or  air  carriers  with  respect  to  the 
conduct  of  air  transportation  services 
which  if  conducted  by  a  single  carrier 
would  take  It  out  of  the  classification  of 
an  Irregular  Air  Carrier  as  set  forth 

(6)  Letters  of  Registration— n)  Issu- 
ance of  Letter  of  Registration.   Except  as 
provided  In  subdivision  (ID  of  this  sub- 
paragraph, upon  the  filing  of  proper  ap- 
plication therefor  the  Board  will  issue  to 
any  Small  Irregular  Carrier  a  Letter  of 
Registration.    Such  application  shall  be 
certified  as  correct  by  a  responsible  offi- 
cial of  such  carrier,  and  shall  contain 
the   following   information:    <a)    Date; 
(b)  name  of  carrier;  (c)  mailing  address: 
(d)  location  of  principal  operating  base; 
(e*  if  a  corporation,  the  place  of  incor- 
poration, the  name  and  citizenship  of 
officers  and  directors  and  a  statement 
that  at  least  75  per  centum  of  the  voting 
interest  is  owned  or  controlled  by  persons 
who  are  citizens  of  the  United  States'or 
of  one  of  its  possessions;  (/)  if  an  indi- 
vidual or  partnership,  the  name  and  citi- 
zenship of  owners  or  partners;   (g)  the 
types  and  numbers  of  each  type  of  air- 
craft    utilized    In     air     transportation. 
Such  application  shall  be  submitted  in 
duplicate  in  letter  form  or  on  CAB  Form 
No.  2789.  which  is  available  on  request 
for  the  convenience  of  applicants. 

(li)  Restrictions  on  issuance  of  Letter 
of  Registration.  An  application  filed 
pursuant  to  subdivision  d)  of  thus  sub- 
paragraph will  be  denied  and  no  Letter 
of  Regi.'^t ration  as  a  Small  Irregular  Car- 
rier will  be  issued  to  an  applicant  which 
has,  or  proposes  to  have,  as  owner,  part- 
ner officer,  director,  or  stockholder  hold- 
ing'a  controlling  Interest,  any  perscon 
who  was  or  Is  connected  in  any  such  ca- 
pacity with  any  Irregular  Air  Carrier. 
Noncertificated   Cargo   Carrier    or   Air 


Freight  Forwarder.  If  the  Letter  of  Reg- 
istration or  exemption  privilege  of  such 
carrier  or  forwarder  was  suspended  or 
revoked  by  the  Board  on  account  of  acts 
or  omissions  which  occurred  during  the 
time  of  such  connection,  unless  It  has 
been  shown  to  the  Board  by  such  appli- 
cant and  the  Board  finds,  that  the  public 
Interest  and  applicant's  intention  and 
ability  to  conform  to  the  provisions  of 
the   act   and   requirements   thereunder 
will  not  be  adversely  affected  by  such 
relationship  or  former  relationship.    For 
the  purpose  of  carrying  out  the  Intent  of 
this  provision,  the  Board  may.  before  or 
after  the  Issuance  of  a  Letter  of  Regis- 
tration, require  the  applicant  to  furnish 
information  in  addition  to  that  required 
to  be  set  forth  In  Its  application  filed 
pursuant  to  subdivision  (I)  of  this  sub- 
paragraph. 

(ill)  Effective  period.    Each  Letter  of 
Registration  of  a  Small  Irregular  Carrier 
shall   become   effective  only   upon   the 
date  specified  therein  and  shall  continue 
In  effect  until  suspended,   revoked,   or 
canceled,  or  until  the  temporary  exemp- 
tion privilege  conferred  by  this  para- 
graph shall  terminate  or  otherwise  cease 
to  be  effective  with  respect  to  such  Small 
Irregular  Carrier,  whichever  occurs  first. 
(Iv)  Nontransferability   of   Letter   of 
Registration.    A  Letter  of  Registration 
shall  be  nontransferable  and   shall  be 
effective  only  with  respect  to  the  person 
or  persons  named  therein. 

(V)  Suspension  of  Letter  of  Registra- 
tion.   Letters  of  Registration  shall  be 
subject  to  Immediate  suspension  when, 
in  the  opinion  of  the  Board,  such  action 
is    required     In     the     public     Interest. 
Letters  of  Registration  shall  be  further 
subject  to  suspension,  without  hearing 
or    other    proceedings,    for    continuing 
failure  to  file  tariffs  or  reports  as  re- 
quired by  provisions  of  the  act  or  any 
order,  rule,  or  regulation  l.ssued  there- 
under after  not  less  than  10  days'  notice 
to  the  Small  Irregular  Carrier  within 
which    to    comply    with    such    require- 
ment.    Such  suspension  shall  continue 
until   the  Board  finds  that  such  sus- 
pended carrier  has  complied  with  or  sub- 
mitted satisfactory  evidence  and  assur- 
ance that  it  will  comply  with  the  provi- 
sions of  the  act.  or  such  rules,  regula- 
tions, or  orders.    Failure  to  seek  rein- 
statement of   a  Letter   of   Registration 
suspended  pursuant  to  the  provisions  of 
this  subparagraph  within  a  period  of  60 
days  after  notice  to  the  carrier  of  such 
.su-spension    shall    automatically    termi- 
nate all  rights  under  such  Letter  of  Reg- 
istration: Provided.  That  in  the  case  of 
a  Letter  of  Registration  suspended  prior 
to  May  20,  1949.  failure  to  seek  reinstate- 
ment  of   such   Letter   of   Registration, 
prior  to  July  20.  1949,  .shall  automatically 
terminate  all  rights  under  such  Letter 
of  Registration. 

(vi)  Revocation  of  Letter  of  Registra- 
tion. Letters  of  Registration  shall  be 
subject  to  revocation,  after  notice  and 
hearing,  for  knowing  and  willful  viola- 
tion of  any  provisions  of  the  act  or  of  any 
order,  rule,  or  regulation  issued  under 
any  such  provision  or  of  any  term,  con- 
dition, or  limitation  of  any  authority 
Issued  under  said  act  or  regulations,  or 
for  any  cause  which,  at  the  time  of  revo- 
cation, would  Justify  the  Board  In  refus- 
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Ing  to  Issue  to  the  holder  of  such  Letter 
a  like  Letter. 

<vii)  Cancellation  of  Letter  of  Regis- 
tration, (a)  The  Letter  of  Registration 
of  any  Small  Irregular  Carrier  shall  be 
canceled  without  prejudice  upon  the 
filing  by  such  carrier  of  a  written  request 
for  cancellation:  Provided.  That  the 
Board  may  refuse  to  grant  such  request 
if  any  proceeding  or  action  is  pending  In 
which  the  Small  Irregular  Carrier's  Let- 
ter of  Regi.>;tration  may  be  subject  to 
suspension  or  revocation. 

<5)  In  any  case  In  which  the  Board 
has  reason  to  believe  that  a  Small  Ir- 
rfjnilar  Carrier  has  ceased  to  operate 
pursuant  to  the  temporary  exemption 
privilege  conferred  by  this  paragraph, 
the  Board  may,  by  registered  letters 
mniled  to  the  carrier  at  its  last  known 
address  and  to  the  designated  agent  of 
.^uch  carrier,  if  any.  request  such  carrier 
to  advi.se  the  Board,  within  60  days  after 
receipt  thereof,  whether  such  carrier 
wi.vhes  to  continue  such  operations  or 
to  have  its  Letter  of  Registration  can- 
celled. Failure  to  reply  within  a  period  of 
60  days  after  receipt  thereof,  or  return  of 
,>^uch  letters  unclaimed,  shall  automat- 
ically terminate  all  rights  under  such 
Letter  of  Registration. 

'  d )  Large  Irregular  Carriers — ( 1 )  Ex- 
emptions. Except  as  otherwise  provided 
In  this  section,  each  Large  Irregular 
Carrier,  falling  within  the  cla.ssification 
above,  shall  be  temporarily  exempt  from 
the  following  provisions  of  Title  IV  of 
the  Civil  Aeronautics  Act  of  1938,  as 
amended: 
<1)  Sub.section  401  ^a); 
<ii)  Subsection  404  (a):  Provided, 
however.  That  each  such  Large  Irregiilar 
Carrier  shall  abide  by  those  provisions 
of  this  subsection  which  require  air 
carriers  to  provide  safe  service,  equip- 
ment and  facilities  In  connection  with 
Interstate  and  overseas  air  transporta- 
tion; and  to  establish,  ob.serve  and  en- 
force just  and  reasonable  individual 
rates,  fares  and  charges  and  just  and 
reasonable  classifications,  rules,  regula- 
tions and  practices  relating  to  such  air 
transportation. 

Uii)  Sub.section  405  (e). 
(2)  Duration.  The  temporary  exemp- 
tion conferred  by  this  paragraph  shall 
terminate  and  cease  to  be  effective  with 
re.spect  to  each  Large  Irregular  Carrier 
at  12:01  a.  m.,  e.  s.  t.,  on  June  20.  1949: 
Provided,  That  any  Large  Irregular  Car- 
rier which  before  such  time  has  on  file 
with  the  Board  pursuant  to  section  416 
<b»  of  the  act  an  application  for  an  In- 
dividual exemption  from  Title  IV  of  the 
act  extending  to  all  or  part  of  the  air 
tran.sportation  which  such  Large  Irregu- 
lar Carrn?r  Is  authorized  to  perform  as 
of  June  19.  1949.  pursuant  to  the  tem- 
porary exemption  conferred  by  this 
paragraph,  may  continue,  except  during 
any  such  time  as  its  Letter  of  Registra- 
tion may  be  suspended,  to  exercise  such 
privilege  until,  but  only  until,  the  date 
.'^peoified  in  the  Boards  order  finally  dis- 
posing of  Its  application  for  individual 
exemption,  or  until  its  Letter  of  Regis- 
tration Is  revoked  or  cancelled,  which- 
ever shall  be  earlier.  Suspension  of  the 
Letter  of  Registration  of  a  Large  Irregu- 
lar Carrier  shall  not  render  such  carrier 


FEDERAL  REGISTER 

Ineligible  to  file  an  application  for  In- 
dividual exemption  hereunder. 

(3)  Condition  to  exercise  of  tem- 
porary exemption  privilege.  No  person 
shall  exercise  the  temporary  exemption 
privilege  conferred  by  this  paragraph 
unless  there  is  in  effect  with  re.spect  to 
such  person  a  Letter  of  Registration  Is- 
sued by  the  Board,  acknowledging  that 
such  person  has  been  duly  registered 
with  the  Board  a.s  a  Large  Irregular  Car- 
rier under  the  provisions  of  this  section, 
relating  to  irregular  air  transportation. 
<4)  No7itransfcrability  of  Letter  of 
Registration.  A  Letter  of  Registration 
shall  be  nontran.sferable  and  .shall  be 
effective  only  with  re.spect  to  the  person 
or  persons  named  therein. 

<5)  Suspension  of  Letter  of  Registra- 
tion. Letters  of  Registration  shall  be 
subject  to  immediate  suspension  when. 
In  the  opinion  of  the  Board,  such  action 
is  required  in  the  public  interest. 

i6)  Revocation  of  Letter  of  Registra- 
tion. Letters  of  Registration  shall  be 
subject  to  revocation,  after  notice  and 
hearing,  for  knowing  and  willful  viola- 
tion of  any  provisions  of  the  act  or  of 
any  order,  rule,  or  regulation  i.s.sued  un- 
der any  such  provisions  or  of  any  term, 
condition  or  limitation  of  any  authority 
is.sued  under  said  act  or  regulations. 

(7)  Cancellation  of  Letter  of  Regis- 
tration. <i)  The  Letter  of  Registration 
of  any  Large  Irregular  Carrier  shall  be 
cancelled  without  prejudice  upon  the  fil- 
ing by  such  carrier  of  a  written  request 
for  cancellation:  Provided.  That  the 
Board  may  refuse  to  grant  such  request 
If  any  proceeding  or  action  Is  pending 
in  which  the  carrier's  Letter  may  be  sub- 
ject to  suspension  or  revocation. 

(ii»  In  any  case  in  which  the  Board 
has  reason  to  believe  that  a  Large  Ir- 
regular Carrier  has  cea.sed  to  operate 
pursuant  to  the  temporary  exemption 
conferred  by  this  paragraph,  the  Board 
may,  by  registered  letters  mailed  to  the 
carrier  at  its  last  known  address  and 
to  the  designated  agent  of  such  carrier, 
if  any,  request  such  carrier  to  advise 
the  Board,  within  60  days  after  receipt 
thereof,  whether  such  carrier  wishes  to 
continue  such  operations  or  to  have  its 
Letter  of  Registration  cancelled.  Failure 
to  reply  within  a  period  of  60  days  after 
receipt  thereof,  or  return  of  such  letters 
unclaimed,  shall  automatically  terminate 
all  rights  under  such  Letter  of 
Registration. 

(8)  Interlocking  relationships.  If  an 
application  by  any  Large  Irregular  Car- 
rier for  approval  of  an  Interlocking  re- 
lation.ship  in  existence  on  May  20,  1949, 
and  heretofore  exempt  from  the  provi- 
sions of  .section  409  (a)  Is  filed  with  the 
Board  on  or  before  June  20,  1949,  such 
carrier  may  retain  the  officer,  director, 
member  or  stockholder  Involved  In  such 
relationship  pending  final  disposition  by 
the  Board  of  said  application,  and  such 
relationship  Is  hereby  approved  pending 
such  final  disposition. 

<9)  Operational  limitations  for  Large 
Irregular  Carriers.  Large  Irregular  Car- 
riers sh^ll  not  engage  In  the  foreign  air 
transportation  of  persons,  and  are  not 
granted  any  exemption  by  this  regula- 
tion from  the  provisions  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended. 
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with  respect  to  such  foreign  air  trans- 
portation of  persons. 

(e)  Non -applicability.  This  section 
shall  not  apply  to  any  air  carrier  au- 
thorized by  a  certificate  of  public  con- 
venience and  neces.sity  to  engage  in  air 
transportation,  to  Alaskan  Air  Carriers, 
to  operations  within  Alaska,  or  to  any 
noncertificated  air  carrier  engaged  in 
air  transportation  pur.^^uant  to  .sptc.al 
or  Individual  exemption  by  the  Board 
or  pursuant  to  exemption  created  by 
any  other  section  of  the  Economic 
Regulations. 

<f»  Separability.  If  any  provisions  of 
this  section  or  the  application  thereof  to 
any  air  transportation,  person,  class  of 
persons,  or  circumstances  is  held  invalid, 
the  remainder  of  the  section  and  the  ap- 
plication of  such  provisions  to  other  air 
transportation,  persons,  clas.ses  of  per- 
sons, or  circumstance  shall  not  be  af- 
fected thereby. 

<g)  Past  violations.  All  those  provi- 
sions of  this  section  in  efftct  prior  to  this 
amendment  which  are  included  in  the 
amendment  without  substantial  change 
are  hereby  affirmed  and  continued  in 
effect  and  all  such  provisions  are  in- 
tended to  speak  from  the  time  of  their 
first  enactment.  All  references  to  viola- 
tions of  the  Board's  regulations  Include 
any  violations  at  any  time  of  the  provi- 
sion.s  of  this  section  as  then  in  effect,  and 
this  amendment  shall  In  no  way  affect 
any  pehding  enforcement  proceeding  or 
action,  or  any  enforcement  action  taken 
subsequent  to  the  effective  date  of  this 
amendment  with  respect  to  violations 
which  occurred  prior  to  such  effective 
date.  (Sec.  205.  409.  416;  52  Stat  984 
1002.  1004;  49  U.  S.  C.  425,  489,  496) 
By  the  Civil  Aeronautics  Board. 

'SEAL]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  3086:    Filed,    Apr.    19,    19:9- 
8:58  a.  ml 


(Regs.,  Serial  No.  ER-143| 

Part  292 — Classifications  and 
Exemptions 

applications  for  exemptions 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  In  Washington.  D.  C. 
on  the  13th  day  of  April  1949. 

Section  292.4  of  the  Economic  Regu- 
lations states  the  Boards  requirements 
for  applying  for  exemptions  from  the 
provisions  of  Title  IV  of  the  Civil  Aero- 
nautics Act  and  the  requirements  of 
notice  thereof  to  Interested  parties.  The 
purpose  of  the  present  amendment  Is  to 
relieve  from  the  notice  requirements  of 
this  section  all  Large  Irregular  Carriers 
which  file  applications,  prior  to  June 
20.  1949,  for  Individual  exemptions  for 
authority  to  engage  In  irregular  air  serv- 
ice other  than  between  specified  points. 
This  Is  believed  necessary  since  such 
applications  will,  by  their  very  nature, 
involve  indeterminate  points,  thus 
making  it  virtually  impossible  to  fulfill 
the  notice  requirements  of  §  292.4  in  its 
present  form.  The  Board  Is  prepared  to 
give  appropriate  notice  of  such  applica- 
tions to  such  interested  parties  through 
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Its  own  facilities:  consequently.  In- 
terested persons  will  have  notice  of  such 
applications,  although  not  from  appli- 
cants. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
S  292.4  (14  CFR  §  292.4  •  of  the  Economic 
Regulations,  effective  May  20.  1949,  as 

follows: 

By  amending  the  Introductory  text  ot 
paragraph  (a)  to  read  as  follows: 

5  292.4     Applications  for  exemptions — 
(a)   Notice  of  application.     Prior  to  or 
coincident  with  the  filing  of  any  applica- 
tion for  exemption  from  the  require- 
ments of  Title  IV  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended,  or  any  provision 
thereof,  or  any  rule,  regulation,  term, 
condition,  or  limitation  prescribed  there- 
under   the  applicant,  unless  otherwise 
authorized  by  the  Board,  shall  cause  a 
notice  of  such  filing  to  be  served  by  per- 
sonal service  or  registered  mall  upon  all 
persons  who  may  have  an  Interest  in  the 
subject  matter  of  the  application:  Pro- 
vidpd  however.  That  any  Large  Irregular 
Carrier,  as  defined  In  5  292.1.  filing  such 
application  for  exemption  prior  to  June 
20    1949    shall  not  be  required  to  caase 
a  notice' of  such  filing  to  be  served  upon 
any  of  the  persons  having  an  Interest 
therein  If  such  application  requests  ex- 
emption authority  to  engage  in  Irregular 
air  transportation  other  than  between 
specified  points.    In  the  case  of  any  ap- 
plication which  proposes  the  furnishing 
or  discontinuance  of  air  transportation 
to   or   from    any   point,   the    following 
persons  shall  be  presumed  to  have  an 
interest   in   the  subject   matter   of   the 
application:     *     *     *. 
(Sees.  205.  416.  52  Stat.   984.   1004;    49 
U.  S.  C.  425.  496) 

By  the  Civil  Aeronautics  Board. 

(seal]  M-  C.  Mulligan, 

Secretary. 

IF     R.    Doc.    49-3098;    Filed.    Apr    19,    1949; 
8:58  a.  m.) 
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said  code.  Sections  276.201  to  276.224 
have  been  redesignated  as  §5  603.1  to 
603.24. 

In  §603.22  (formerly  §  276.222 >,  De- 
livery of  beans  to  CCC,  the  first  para- 
graph under  paragraph  (e).  Charges.  Is 
amended  to  read  as  follows: 

All  charges.  Including  storage,  clean- 
ing, bagging.  Inspection  fees,  etc..  In- 
curred on  beans  up  to  the  time  of  de- 
livery to  CCC,  shall  be  paid  by  the  pro- 
ducer prior  to  such  delivery,  or  shall  be 
deducted  from  the  settlement  value; 
Provided,  however.  That  on  the  quan- 
tity of  eligible  beans  stored  in  an  eligible 
warehouse  and  delivered  under  a  pur- 
chase agreement,  CCC  wUl  assume  ware- 
house storage  charges  (not  In  excess  of 
those  allowed  under  the  storage  agree- 
ment, C.  C.  C.  Bean  and  Pea  Form  H), 
except  receiving  and  loading  out  charges, 
accruing  from  May  1.  1949. 

(Sec.  4  (d>.  Pub.  Law  806.  80th  Cong.) 

Issued  this.  15th  day  of  April  1949. 

I  SEAL]  Elmer  F.  Kruse, 

Manager, 
Commodity  Credit  Corporation. 

Approved: 

Ralph  S.  Trigg, 
President,  Commodity 
Credit  Corporation. 

[F.   R.   Doc.   49-3082;    Piled,   Apr.    19.    1949; 
8:57  a.  m.l 


Issued  this  15th  day  of  April  1949. 

[SEAL]  Elmer  P.  Kruse, 

Manager, 
Commodity  Credit  Corporation. 

Approved: 

Ralph  8.  Trigg. 

President.  Commodity 
Credit  Corporation. 

[P.    R.    Doc.    49-3081:    Filed.    Apr.  19.    1949; 
8:57  a.  m.] 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Deparment  of 
Agriculture 

Subchapter    C — Loans,    Purchases,    ond    Other 
Operations 

11948  C.  C  C.  Dry  Edible  Bean  Bulletin   1. 
Amdt.   41 

Part  603 — Beans.  Dry  Edible 

subpart — 1948   DRY  EDIBLE  BEAN  LOAN  AND 
PURCHASE    AGREEMENT    PROGRAM 

A  Statement  In  the  Federal  Register 
of  December  23.  1948  ( 13  F.  R.  8248  • .  has 
redesignated  Part  276.  Dry  Edible  Bean 
Loans  and  Purchase  Agreements  In 
Chapter  II  of  Title  6  of  the  Code  of  Fed- 
eral Regulations,  published  In  13  P.  R. 
5256.  6348  and  8175.  and  14  F.  R.  121. 
containing  the  requirements  of  the  1948 
Dry  Edible  Bean  Price  Support  Program, 
as  Part  603.  Beans.  Dry  Edible.  Subpart— 
1948  Dry  Edible  Bean  Loan  and  Purchase 
Agreement  Program,  in  Chapter  IV  of 


(1948  C.  C.  C.  Grain  Sorghums  Bulletin   1, 
Supp.  1,  Amdt.  3 1 

Part  621 — Grain  Sorghums 

subpart — 194  8  grain  sorghums  purchase 
agreement  program 

A  Statement  in  the  Federal  Register 
of  December  23.  1948  (13  F.  R.  8248) .  has 
redesignated  Part  263.  Grain  Sorghums 
Loans  and  Purchase  Agreements  In 
Chapter  II  of  Title  6  of  the  Code  of  Fed- 
eral Regulations,  published  In  13  F.  R. 
4784.  5807.  and  6719,  containing  the  re- 
quirements of  the  purchase  agreement 
program  on  grain  sorghums  produced  In 
1948.  as  Part  621,  Grain  Sorghums,  Sub- 
part—1948  Grain  Sorghums  Purchase 
Agreement  Program,  in  Chapter  IV  of 
said  code.  Sections  263.225  to  263.238 
have  been  redesignated  as  §§  621.31  to 
621.44. 

Under  §621.42  (formerly  §263.236), 
Purchase  price,  the  second  paragraph  is 
amended  to  read  as  follows: 

In  the  case  of  grain  sorghums  stored 
In   an   eligible   warehouse   delivered   to 
CCC  under  a  purchase  agreement,  evi- 
dence mu.st  be  submitted  with  the  ware- 
house receipt  that  all  warehouse  charges, 
except  receiving  charges,  have  been  paid 
through  April  30.  1949.  or  a  deduction  of 
9  cents  per  100  pounds  will  be  made  from 
the  applicable  purchase  price  and  CCC 
will    assume    the    accrued    warehouse 
charges   on   the   grain   sorghums:    Pro- 
vided, That  CCC  will  not  assume  any 
charges  in  excess  of  those  provided  under 
the  Uniform  Grain  Storage  Agreement, 
CCC  Form  H,  Revised,  for  the  1948  crop. 

(Sec.  4  (d) ;  Pub.  Law  806.  80th  Cong.) 


[1948    C.    C.    C.    Oats    Bulletin    1,    Supp.    1, 
Amdt.   II 

Part  642— Oats 

subpart— 1948  OATS  PURCHASE  AGREEMENT 
PROGRAM 

A  statement  in  the  Federal  Register  of 
December  23,  1948  (U  F.  R.  8248 ».  has 
redesignated  Part  268.  Oats  Loan  and 
Purchase  Agreements  In  Chapter  II  of 
Title  6  of  the  Code  of  Federal  Regula- 
tions, published  in  13  P.  R.  4439.  con- 
taining the  requirements  of  the  purchase 
agreement  program  on  oats  produced  in 
1948.  as  Part  642.  Oats,  Subpart— 1948 
Oats  Purchase  Agreement  Program,  in 
Chapter  IV  of  said  code.  Sections 
268.225  to  268  238  have  been  redesignated 
as  5  J  642.31  to  642.44. 

Under  §642.42  "formerly  5  268  236>. 
Purchase  Price,  the  second  paragraph  Is 
amended  to  read  as  follows: 

In  the  case  of  oats  stored  In  an 
eligible  warehouse  delivered  to  CCC  under 
a  purchase  agreement,  evidence  mu.st 
be  submitted  with  the  warehouse  receipt 
that  all  warehouse  charges,  except  re- 
ceiving charges,  have  been  paid  to  the 
beginning  date  of  the  30-day  period  In 
which  the  producer  may  elect  to  sell 
oats  to  CCC,  or  a  deduction  of  7  cents 
per  bushel  will  be  made  from  the  appli- 
cable purchase  price  and  CCC  will 
assume  the  accrued  warehouse  charges 
on  the  oats:  Provided.  That  CCC  will  not 
assume  any  charges  In  excess  of  tho.se 
provided  under  the  Uniform  Grain  Stor- 
age Agreement,  CCC  Form  H,  Revised, 
for  the  1948  crop. 

(Sec.  4  (d> ,  Pub.  Law  806,  80th  Cong.> 

Issued  this  15th  day  of  April  1949. 


[SEALl  Elmer  F.  Kruse. 

Manager, 
Commodity  Credit  Corporation. 

Approved: 

Ralph  S.  Trigg, 

President,  Commodity 
Credit  Corporation. 

[P.    R.    Doc.    49-3084;    Filed.    Apr.    19.    19W; 
8:57  a.  m.J 


Wednesday,  April  20,  1949 

Pea  Loans  and  Purchase  Agreements  In 
Chapter  II  of  Title  6  of  the  Code  of  Fed- 
eral Regulations,  published  In  13  P.  R. 
4995.  containing  the  requirements  of  the 
1948  Dry  Edible  Smooth  Pea  Price  Sup- 
port Program,  as  Part  647,  Peas,  Dry  Edi- 
ble, Subpart— 1948  Dry  Edible  Smooth 
Pea  Loan  and  Purchase  Agreement  Pro- 
(Jram.  In  Chapter  IV  of  said  code.  Sec- 
tions 280.201  to  280.224  have  been  redes- 
ignated as  5§  647.1  to  647.24. 

In  §647.22  (formerly  §280.222),  De- 
livery of  peas  to  CCC.  paragraph  (e), 
Charges.  Is  amended  to  read  as  follows: 

(e)  Charges.  Storage,  cleaning,  bag- 
ging, inspection  fees  and  all  other  charges 
(except  receiving  and  loading  out 
charges).  Incurred  on  peas  up  to  the 
time  of  delivery  to  CCC,  shall  be  paid  by 
the  producer  prior  to  such  delivery  or 
.shall  be  deducted  from  the  settlement 
value:  Provided,  however.  That  on  the 
quantity  of  eligible  peas  stored  In  an 
eligible  warehouse  and  delivered  to  CCC 
under  a  purchase  agreement,  CCC  will 
assume  warehouse  storage  charges  (not 
in  excess  of  those  allowed  under  the 
.storage  agreement,  C.  C.  C.  Bean  and 
Pea  Form  H) ,  accruing  from  May  1.  1949. 

(Sec.  4  (d).  Pub.  Law  806.  80th  Cong.) 

Issued  this  15th  day  of  April  1949. 

[seal!  Elmer  F.  Kruse. 

Manager. 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Tricc, 
President,  Commodity 
Credit  Corporation. 

IF.  R.   Doc.   49-3083:    Piled,   Apr.   19.    1949; 
8:67  a.  m.J 


[1948  C.  C.  C.  Dry  Edible  Smooth  Pea 
Bulletin  1,  Amdt.  1| 

Part  647— Peas.  Dry  Edible 

SUBPART— 1948     DRY     EDIBLE     SMOOTH     PEA 
LOAN  AND  PURCHASE  AGREEMENT  PROOTAM 

A  statement  in  the  Federal  Register  of 
December  23.  1948  (13  P.  R.  8248  >.  has 
redesignated  Part  280,  Dry  Edible  Smooth 


[1948  C.  C.  C.   Wheat  Bulletin   1.  Supp.  8. 
Amdt.  1] 

Part  671— Wheat 

subpart — 1848  wheat  purchase 
agreement  program 

A  Statement  in  the  Federal  Register 
of  December  23,  1948  <  13  P.  R.  8248) ,  has 
redesignated  Part  251,  Wheat  Loan  and 
Purchase  Agreements  in  Chapter  II  of 
Title  6  of  the  Code  of  Federal  Regula- 
tions, published  in  13  F.  R.  4782,  contain- 
ing the  requirements  of  the  purchase 
agreement  program  on  wheat  produced 
in  1948.  as  Part  671.  Wheat.  Subpart— 
1948  Wheat  Purchase  Agreement  Pro- 
pram.  In  Chapter  IV  of  said  code.  Sec- 
tions 251.228  to  251.242  have  been  re- 
designated as  §§  671.41  to  671.55. 

Under  §671.54  (formerly  §251.241). 
Storage  allowance,  the  first  paragraph 
is  amended  to  read  as  follows: 

CCC  will  assume  warehouse  charges 
accrued  from  May  15.  1948,  or  the  date 
of  the  warehouse  receipt,  whichever  is 
later,  on  wheat  in  eligible  warehouse 
storage  (except  that  any  such  charges  In 
excess  of  those  provided  under  the  Uni- 
form Grain  Storage  Agreement,  CCC 
Form  H,  Revised,  for  the  1948  crop,  shall 
be  for  the  account  of  the  producer),  or 
make  a  payment  of  7  cents  per  bushel  to 
the  producer  on  wheat  In  such  storage  if 
it  is  shown  that  all  warehouse  charges, 
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other  than  receiving  charges  not  In  ex- 
cess of  those  provided  under  the  Uniform 
Grain  Storage  Agreement,  have  been 
paid  by  the  producer  up  to  the  begin- 
ning date  of  the  30- day  period  in  which 
the  producer  may  elect  to  sell  wheat  to 
CCC.  A  storage  payment  of  7  cents  per 
bushel  will  be  made  to  the  producer  on 
wheat  delivered  from  other  than  eligible 
warehouse  storage  pursuant  to  delivery 
Instructions  Issued  by  the  county  com- 
mittee. 

(Sec.  4  (d).  Pub.  Law  806,  80th  Cong.) 

Issued  this  15th  day  of  April  1949. 

[SEAL]  Elmer  P.  Kruse, 

Manager, 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Trigg, 
President,  Commodity 
Credit  Corporation. 

IF.    R.    Doc.   49-3080;    Filed,    Apr.    19,    1949; 
8:57  a.  m.l 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  !V — Joint  Regulations  of  the 
Armed  Forces 

Sulxhopter   D — Mililory   Renegotiation 
Regulations 

Part  427 — Military  Renegotiation 
Forms 

Foreword.  On  December  29,  1948. 
Parts  421  and  422  of  the  Military  Rene- 
gotiation Regulations  were  published  In 
the  Federal  Register  (13  P.  R.  8640). 
These  were  followed  by  Part  423  In  the 
Federal  Register  on  April  7,  1949  (14 
P.  R.  1635 ) ,  and  by  Part  424  in  the  Fed- 
eral Register  on  April  13,  1949  (14  F.  R. 
1761 ) .  The  foregoing  are  parts  of  Sub- 
chapter D  of  Chapter  IV  of  the  Joint 
Regulations  of  the  Armed  Forces  and  are 
for  use  by  all  three  Departments  of  the 
National  Military  Establishment. 

There  follows  hereinafter  the  publica- 
tion of  the  Seventh  Part  of  the  Military 
Renegotiation  Regulations  which  is  des- 
ignated as  Part  427  of  Subchapter  D  of 
Chapter  IV  of  the  Joint  Regulations  of 
the  Armed  Forces.  This  part  also  Is  for 
use  by  all  three  Departments  of  the  Na- 
tional Military  Establishment. 

This  Part  427  of  th£  regulations  desig- 
nates the  content  of  certain  forms  which 
will  be  u.sed  in  renegotiation  under  the 
Renegotiation  Act  of  1948  and  al.so  in- 
cludes instructions  for  their  use.  None 
of  this  part,  however,  is  to  be  used  for 
reporting  data  to  the  Renegotiation 
Boards  becau.se  it  is  only  a  summary  of 
the  content  of  these  forms.  With  the 
exception  of  Forms  MRR  706.  707.  and 
708  which  by  reason  of  their  content  are 
not  report  forms  and  therefore  are  not 
available  for  distribution  at  the  present 
time,  the  forms  described  In  this  part  are 
now  ready  for  distribution  and  may  be 
obtained  by  writing  to  the  Military  Re- 
negotiation Policy  and  Review  Board. 
National  Defense  Building,  Washington 
25,  D.  C.  It  Is  necessary  that  requests 
for  these  forms  show  the  Military  Re- 
negotiation Regulation  (MRR)  number. 
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The  Military  Renegotiation  Policy  and 
Review  Board  has  extended  the  time  for 
filing  the  Standard  Form  of  Contrac- 
tor's Report  (MRR  702,  §  427.702).  with 
respect  to  business  entities  whose  fiscal 
year  ended  between  May  21.  1948,  and 
January  31,  1949,  beyond  the  time  set 
forth  in  §  422.222-3  of  these  regulations. 
If  a  contractor's  or  subcontractor's  fiscal 
year  ended  between  May  21,  1948,  and 
January  31,  1949,  a  filing  of  this  man- 
datory statement  on  or  before  July  31, 
1949,  will  satisfy  the  time  requirement 
of  §  422.222-3  of  these  regulaUons. 
Bee. 
427.701 


Letter  of  Preliminary  Inquiry 
(MRR   701). 

Standard  Form  of  Contractor's 
Report  (MRR  702;  NME  166). 

Instructions  for  -Preparing 
Standard  Form  (NME  leeA). 

Statement  by  Contractor  as  to 
Non-AppllcabUIty  of  the  Re- 
negotiation Act  of  1948  (MRR 
703;    NME   167). 

Contractor's  Information  and 
Work  Sheet  (MRR  704;  NME 
168). 

Exhibit  1— Statement  of  Income 
(MRR  704.1;  NME  169). 

Details  of  Exhibit  1  (MRR  704.1a; 
NME  169). 

Instructions  for  Preparing  Ex- 
hibits 1.  la  (MRR  704.1b;  NME 
169A). 

Exhibit  2— Statement  of  Renego- 
tlable  Contracts  Terminated  In 
"the  Fiscal  Year  Under  Review 
(MRR  704,2;  NME  170). 

Exhibit  3 — Statement  of  Royal- 
ties for  the  Use  of  Inventions 
Received  or  Accrued  and  Paid 
or  Incurred  (MRR  704.3;  NME 
171). 

Contractor's  Tentative  Report 
(MRR  706;  NME  172). 

Letter  from  Contractor  to  Inter- 
nal Revenue  Agent  In  Charge 
Relating  to  Computation  of 
Federal  Income  Tax  Credit 
(MRR   706). 

Letter  Agreement  Transmitting 
Interim  Prepayment  of  Exces- 
Bive  Rpeflts  Prior  to  Close  of 
Fl.scal  Year  (MRR  707). 

Letter  Agreement  Providing  for 
Prepayment  of  Excessive  Prof- 
Its  after  Close  of  Fiscal  Year 
(MRR   708). 

Ain-HORrrT:    5  5  427.701     to    427.708    Issued 
under  sec.  3   (f),  Pub.  Law  547,  80th  Cona 
62  Stat.  260. 

Note:  When  requesting  copies  of  the  above 
forms,  it  is  necessary  to  give  the  NME  (Na- 
tional MUltary  Establishment)  form  number 
as  well  as  the  MRR  (Military  Renegotiation 

Regulations)  number. 

§  427.701  Letter  of  Preliminary  In- 
quiry <MRR  701).  The  Military  Re- 
negotiation Policy  and  Review  Board 
may  send  to  contractors  and  subcon- 
tractors a  Letter  of  Preliminary  Inquiry 
requesting  either  (a)  a  .<?tatement  from 
the  contractor  or  subcontractor  that 
he  does  not  believe  his  business  Is  sub- 
ject to  renegotiation,  or  'b)  data  and 
information  which  will  enable  the  Board 
to  determine  whether  renegotiation  pro- 
ceedings should  be  conducted  and,  if 
so,  to  which  of  the  three  Divisions  of 
the  Board  the  case  should  be  a.«;signed. 
Inclosed  with  the  letter  will  be  copies 
of  section  3,  Public  Law  547,  80lh  Con- 
gress, cited  as  the  Renegotiation  Act  of 
1948;  section  401,  Public  Law  785,  80th 


427.702 

427.702-1 

427.703 

427.704 

427.704-1 

427.704-la 

427,704-lb 

427.704-2 
427.704-3 

427.705 
427.706 

427.707 
427.708 
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Congress;  section  403  I  (1>  of  the  Re- 
negotiation Act  of  February  25,  1944, 
as  amended;  Form  for  Statement  by 
Contractor  as  to  Non-Applicability  here- 
inafter described  in  §427.703:  and 
Standard  Form  of  Contractor's  Report 
hereinafter  described  in  §  427.702.  This 
Letter  of  Preliminary  Inquiry,  however, 
does  not  constitute  the  beginning  of  re- 
negotiation proceedings. 

The  text  of  the  letter  Is  as  follows: 

Re:  Fiscal  Year  Ended 

Oentlemen: 

The  purpose  of  this  letter  is  to  obtain 
Information  which  will  enable  the  Military 
Kenegotlatlon  Policy  and  Review  Board  to 
determine  whether  renegotiation  proceedings 
should  be  conducted  with  your  concern. 

If  you  had  gross  receipts  or  accruals  from 
renegotlable  business  which  aggregated 
tlOO.OOO  or  more  In  your  latest  fiscal  year, 
the  filing  of  the  Inclosed  "Standard  form 
of  Contractor's  Report'  Is  required.  In 
such  case  this  Report  must  be  filed  on  or 
before  the  last  day  of  the  fifth  month  fol- 
lowing the  close  of  your  fiscal  year. 

If  your  receipts  or  accruals  from  rene- 
gotlable business  did  not  aggregate  $100,000 
for  your  fiscal  year  you  are  not  subject  to 
renegotiation  for  such  year,  and  the  'Stand- 
ard Form  of  Contractor's  Report"  need  not 
be  filed.  It  will  be  very  helpful  to  the  Board, 
however,  to  have  such  fact  reported  on  the 
Inclosed  form  entitled  "Statement  of  Con- 
tractor, Non-appUcablllty  of  the  Renegotia- 
tion Act  of  1948." 

Neither  thU  letter  nor  your  reply  w'H  con- 
stitute the  commencement  of  ^renegotiation 
proceedings.  Upon  the  receipt  of  the  "Stand- 
ard Form  of  Contractors  Report"  a  determl. 
nation  will  be  made  as  to  whether  such  pro- 
ceedings are  necessary.  The  filing  of  this 
Report  satUfles  the  requirements  of  para- 
graph 422.222  of  the  Military  Renegotiation 
Regulations. 

For  your  convenience  and  Information 
there  are  Inclosed  copies  of  the  Renegotiation 
Act  of  1948;  Section  401  of  Public  Law  785— 
80th  Congress;  section  403  1  (1)  of  the  Rene- 
gotiation Act  of  February  25.  1944.  as 
amended;  and  excerpts  from  Military  Rene- 
gotiation Regulations. 

Copies  of  the  Military  Renegotiation  Regu- 
lations may  be  obtained  from  the  Superin- 
tendent of  Documents,  U.  S.  Government 
Printing  Office,  Washington  25.  D.  C.  at  a 
nominal  price. 
Yours  very  truly. 


Chief,  Assignments  Section. 

Inclasures : 

Standard  Form  of  Contractor's  Report 
(MRR  702)  with  Instructions  attached  and 
W(wk  Sheet. 

Statement  by  Contractor.  Non-appUcabll- 
Ity  of  the  Renegotiation  Act  of  1948  (MRR 
703). 

Copies  of  section  3.  Public  Law  547— 80th 
Congress. 

Section  401.  Public  Law  785 — 80th  Congress. 

Section  I  (1).  Renegotiation  Act  of  Feb- 
ruar^25.  1944,  as  amended. 

Excerpts  from  Military  Renegotiation  Reg- 
ulations. 


§  427.702  Standard  Form  of  Con- 
tractors Report  (MRR  702;  NME  166 K 
In  accordance  with  the  statutory  au- 
thority contained  in  subsections  (o. 
(f)  and  <h)  of  the  Renegotiation  Act  of 
1948  quoted  in  §  422.221  of  this  subchap- 
ter, the  Standard  Form  of  Contractor's 
Report  is  prescribed  as  the  form  of  man- 
datory statement  generally  required  to 
be  filed  by  contractors  or  subcontractors 
subject  to  the  act. 

Filing,  in  duplicate,  of  the  mandatory 
statement  in  satisfactory  form  on  or  be- 
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fore  the  last  day  of  the  fifth  month  fol- 
lowing the  close  of  the  fiscal  year  is  re- 
quired of  contractors  and  subcontractors 
subject  to  the  Act. 

If  the  Information  called  for  by  the 
Standard  Form  of  Contractor's  Report 
has    been    furnished    by    the    business 
entity  to  which  It  is  addressed,  or,  on  Its 
behalf,  by  a  parent  or  affiliated  organi- 
zation, to  the  Division  of  the  Armed 
Services  Renegotiation  Board  to  which 
the  contractor  has  been  assigned,  this 
Report  can  be  completed  by  reference, 
stating  specifically  the  name  and  ad- 
dress  of    the    entity    which    submitted 
such  data  and  the  place  and  date  of 
filing.     When  Informed  by  the  appro- 
priate Division  of  the  Armed  Services 
Renegotiation  Board  that  it  has  received 
such  Information,  the  Military  Renego- 
tiation Policy  and  Review  Board  will  ac- 
cept such  report  as  compliance  by  the 
contractor    with    the    requirement    for 
mandatory  filing. 

No  special  form  is  prescribed  for  con- 
struction contractors,  architects  and  en- 
gineers. Such  contractors  should  adapt 
this  "Standard  Form  of  Contractor's  Re- 
port"  to   the   particular   needs   of   the 

The  content  of  the  form  (designated 
as  MRR  702;  NME  166)  is  as  follows: 

To:  The  Military  Renegotiation 
Policy  and  Review  Board. 
Washington  25.  D.  C. 

(Note:  This  form  Is  to  be  submitted  In  du- 
plicate except  for  schedules  called  for  In  Item 
I,  In  which  case  single  copies  of  each  are 
sufficient  ) 

I.  We  attach  hereto  a  copy  of  our  Federal 
Income  Tax  Return  for  our  fiscal  year  ended 

19 ;  also  a  copy  of  each  of  the 

following  financial  statements: 

Income  or  Profit  and  Loss  Statement  for 
the  fiscal  year. 

Statement  of  Surplus  for  the  fiscal  year. 

Balance  Sheet  as  of  the  close  of  the  fiscal 

year. 

The  financial  sUtements  appear  In  either 
our  annual  report  or  audit  report,  or.  as 
noted  thereon,  were  prepared  from  our  books 
for  filing  with  this  Report.  If  an  annual  re- 
port  or  audit  report  Is  not  Inclosed,  we  do  not 
have  either  of  such  reports. 

II.  We  estimate  that  our  total  business, 
exclusive  of  that  under  Cost-Plus-Flxed-Fee 
(CPFF)  contracts,  during  this  fiscal  year 
consisted  of  the  following: 

A.  Subject  to  Renegotiation: 
1.  Direct  sales  (prime  contracts  and  pur- 
chase orders) 

a.  Indirect  sales  (subcontracts  of  any  tier, 
purchase  orders,  etc..  except  those  shown  in 
3  below) 

3.  Other  Income  subject  to  renegotiation 

4.  Total  sales,  etc.,  subject  to  renegotiation 
(Exclusive  of  CPFF) 

B.  Not  Subject  to  Renegotiation 
Sales  subject  to  permissive  exemptions  in- 
cluded in  II-B  above  were  • (Note: 

this  amount  Is  required  only  In  cases  where 
the  total  renegotlable  sales  as  shown  In  Item 
II-A-4  above  did  not  exceed  $200,000  In  the 
fiscal  year  under  review.) 

C.  Total  sales,  etc..  for  period  (exclusive  of 
CPFF) 

(Sales  are  referred  to  In  the  Renegotiation 
Act  of  1948  as  'the  aggregate  of  the  amounts 
received  or  accrued.") 

ni.  We  (did)  (did  not)  have  CPFF  con- 
tracts subject  to  renegotiation  during  this 
fiscal  year.  (If  answer  Is  affirmative,  a  state- 
ment of  total  billings,  costs,  net  fees  or  profit 
applicable  thereto  U  to  be  attached.) 

IV.  1.  Estimated  profits  arising  from  re- 
negotlable  fixed-price  business,  per  II-A-4. 


stated  before  deduction  of  items  (a)  through 
(e) .  below,  were 

(a)  Inventory  write-downs  applicable  to 
renegotlable  business. 

(b)  Cost  of  discontinuing  renegotlable 
business. 

(c)  Provision  for  Reserves  applicable  to  re- 
negotlable business,  not  deducted  for  tax 
purposes. 

(d)  Other  charges  applicable  to  renegotla- 
ble fixed-price  business,  not  deducted  for  tax 
purposes. 

(e)  Taxes  on  Income  allocated  to  renego- 
tlable business. 

2.  Estimated  salaries  of  officers  or  part- 
ners Included  as  a  cost  In  determining  profits 
in  IV-1,  above,  were 

V.  We  attach  a  description  of  the  methods 
used  In  segregating  sales,  eto.  and  allocating 
costs  and  expenses  between  renegotlable  and 
non-renegotlable  business. 

VI.  Listed  below  are  the  principal  producU 
sold  or  services  rendered  entering  Into  rene- 
gotlable business  for  this  fiscal  year  and  the 
functions  performed  by  us  with  respect  to 
each,  such  as  manufacturing,  assembling, 
distributing,  etc. 


Product  or 
Service 


E-itlmsted 

dollar 

smouut 


QuantitiM 
(If  readily 
available) 


Functloa 


VII.  A.  There  (were)  (were  no)  changes  in 
the  form  or  control  of  our  organization,  such 
as  reorganization,  acquisition,  disposal  or 
dissolution  of  subsidiaries,  etc..  during  this 
fiscal  year.  (An  Mplanatlon  of  any  changes 
Is  attached.) 

B.  A  statement  is  attached  showing  names 
and  addresses  of  our  parent,  subsidiary,  con- 
trolled and  affiliated  companies  or  organisa- 
tions with  a  brief  description  of  the  charac- 
ter of  their  business  and  the  nature  and  ex- 
tent of  their  affiliation. 

CniTincATioN 

The  undersigned  certifies  that  the  repre- 
sentations and  supporting  data  hereby  sub- 
mitted are  true  and  correct  and  In  accord- 
ance with  Instructions  furnished  with  this 
form  to  the  best  of  his  knowledge  and  belief, 
subject  to  such  qualifications  as  are  spe- 
cifically set  forth. 

(Exact  name  of  contractor,  not 
abbreviated) 

(State  of  Incorporation) 

(Date  of  certification) 

By: 

(Principal  officer,  partner,  or 
proprietor ) 

.....y. - 

(Title) 

S  427.702-1  Instructions  for  Prepar- 
ing the  Standard  Form  of  Contractor's 
Report  (NME  166 A). 

General  Comments.  Receipts  or  accruals 
(sales,  etc.)  realized  under  prime  contracts, 
purchase  orders  (direct  sales)  and  subcon- 
tracts of  any  tier  (Indirect  sales)  which  are 
required  to  contain  the  standard  renegotia- 
tion article  (whether  or  not  such  article  is 
actually  Incorporated  In  the  contract  or  sub- 
contract) are  subject  to  renegotiation.  (As 
to  treatment  of  CPFF  contracts,  see  Instruc- 
tion 5.  Item  III.) 

K  sales  of  materials,  products  or  services 
were  made  under  contract,  purchase  orders 
or  subcontracts  subject  to  profit  limitations 
Imposed  by  statute,  the  total  billings  under 
such  agreements  should  be  Included  as  part 
of  renegotlable  sales,  unless  specifically  ex- 
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empted  by  terms  of  the  contract  or  other- 
wise, and  should  also  be  shown  In  separate 
schedules  In  which  the  amount  so  Included 
should  be  stated. 

Subcontract;  Part  423.  Subpart  C.  of  the 
Regulations:  Under  the  definition  of  "sub- 
contract" as  given  In  the  Regulations,  profits 
on  the  production  and  sale,  or  the  sale,  of 
articles  and  services  required  for  the  per- 
formance of  a  related  contract  or  subcontract 
are  subject  to  renegotiation,  as  well  as  profits 
on  the  production  and  the  sale  of  all  ma- 
terials, down  to  and  Including  raw  materials, 
except  products  exempted  under  paragraph 
423  343  of  the  Regulations. 

instructions.  There  follow  specific  In- 
structions by  the  Item  numbers  appearing 
on  the  form  MRR  702— Standard  Form  of 
Contractor's  Report.  Where  the  space  pro- 
vided on  the  accompanying  form  Is  not  suffi- 
cient, the  Information  requested  may  be 
submitted  on  additional  sheets. 

1.  Item  I.— (a)  A  copy  of  your  Federal  In- 
come Tax  Return  (latest  amended  return. 
If  amended )  for  the  fiscal  year  under  review 
Is  required. 

(b)  A  copy  of  your  published  annual  re- 
port, and 

(c)  A  copy  of  report  by  Independent  pub- 
lic accountants  covering  the  fiscal  year  under 
review  should  be  submitted.  If  available. 

If  you  do  not  have  an  annual  report  or  a 
report  by  Independent  public  accountants, 
or  If  either  of  these  reports  does  not  Include 
any  or  all  of  the  financial  statements  listed 
In  (d).  (e)  and  (f)  below,  such  statements, 
or  any  of  them  not  Included  In  one  of  the 
aforementioned  reports,  should  be  prepared 
from  your  books  and  submitted: 

(di    Income  or  Profit  and  Loss  Statement; 

(ei  Statement  of  Surplus; 

(f)  Balance  Sheet  as  of  the  close  of  the 
fiscal  year. 

The  balance  sheet  should  show.  In  addi- 
tion to  the  usual  analysis  of  current  assets 
niid  current  liabilities,  the  gross  plant  ac- 
count and  related  reserve  for  depreciation, 
t'ther  major  reserves  stated  as  separate 
nmounte  and  their  purposes  Indicated,  and 
details  of  the  capital  accounts.  The  Income 
statement  should  show  sales,  analysis  of  cost 
of  sales,  and  a  classified  list  of  exjjenses  and 
miscellaneous  Items.  Unaudited  statements 
may  be  filed  If  the  contractor  certifies  that 
the  statements  are  correct  to  the  best  of  his 
knowledge  and  belief. 

2.  Item  II — For  the  purpose  of  this  re- 
port, a  careful  estimate  by  the  contractor 
as  to  the  segregation  of  his  renegotlable  and 
nonrenegotlable  business  will  be  accepted 
and  received  without  prejudice.  Include  all 
receipts  and  accruals  attrlbuuble  to  termi- 
nation claims  and  rettlements  arising  from 
renegotlable  contracts  and  subcontracts 
which  have  been  cancelled  or  terminated  In 
this  fiscal  year.  Attention  Is  directed  to  the 
paragraph  In  the  General  Comments  relative 
to  the  Inclusion  of  renegotlable  subcontracts. 

3.  Item  II-A-3.— Receipts  or  accruals  of  In- 
come, such  as  royalties,  commissions,  man- 
i-gement  fees,  etc.,  not  Included  In  II-A-1  & 
2.  but  which  are  subject  to  renegotiation, 
should  be  entered  on  this  line. 

4.  Item  II-B.— If  the  total  renegotlable 
sales,  etc.,  shown  In  Item  II-A-4  did  not  ex- 
ceed $200,000.  state  In  the  space  provided  the 
amount  of  sales,  etc..  subject  to  permissive 
exemptions  Included  In  II-B  and  give  the 
authority  for  these  exemptions.  (See  Regu-  • 
latlons.  paragraphs  423.350-423.354) 

5.  Item  III — Cost-plus-fixed-fee  (CPFF) 
contracts:  If,  during  this  fiscal  year,  the  con- 
tractor performed  under  one  or  more  coet- 
pl".s-flxed-fee  or  Incentive  type  contracts  or 
subcontracts  subject  to  the  Renegotiation 
Art,  separate  sUtements  showing  total  blll- 
'•igs,  costs,  and  net  fees  for  each  contract 
should  be  submitted.  All  renegotlable  re- 
ceipts and  accruals  attrtbuUble  to  termina- 
tion claims  and  settlements  arising  from  re- 
negotiable  contracts  and  subcontracts  which 
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T^^^r  ^:^'iLs.  sL-riu'dV?;  frTc\?rrinVoratrof  r;'vj-^  ?%^h°"; 

the  statements.  tractor  s  Information  and  Work  Sheet 

6.  Item  IV-l-(c)  and  (d).— Separate  state-  ^^ch  is  designed  to  assist  him  in  prepar- 

ments  showing  charges  for  reserves  and  other  ^"8:  and  pre.senting  information  and  d£ta 

Items   included   In   coeU   and   expenses   for  which  are  pertinent  to  the  considera^n 

which  no  deduction  Is  allowed  for  Federal  of  his  case  (see  §§  422.224  and  422  242  Of 

Income  Tax  purposes,  and  the  bases  for  such  this  subchapter) 

'^"Tem''v  TSude  a  de«cHnt,nn     ,.H  While   the    Contractor's    Information 

balis'rmnhiT'rd^lrlcT^rr  hoi's'  ^'^^  "^^^  ^hoet  is  sufficiently  broad  in 

cost  of  goods  sold,  etc.)   In  allocating  costs.'  ^^ope    tO    apply    to    most    businesses.    It 

expenses  and  other  Income  and  deductions  "^^^   ^0*-   ^^"d   Itself   readily   to   use   by 

between    renegotlable    and    nonrenegotlable  certain  contractors,  such  as  construction 

business.    Explain     fully     any     significant  contractors,    architects    and    engineers 

changes  made  during  the  subject  fiscal  year  These   contractors   should   consult   with 

n  the  basis  or  method  of  allocating  costs  the   Military   Renegotiation   Policy   and 

to  company  products  or  to  renegotlable  and  Review  Board  as  to  an  arreDtflhlP  form 

non-renegotlable  business  rvcwfw  xjuaru  as  lo  an  accepiaOJe  lorm 

8.  A  work  sheet,  captioned  Exhibits  1  and  ^orPresenting  the  necessary  data. 

lA,  Is  furnished  for  your  guidance  and  as-  -^"^  content  of  the  Contractor's  Infor- 

slstance  In  preparing  the  Standard  Form  of  nation  and  Work  Sheet  is  as  follows: 

not"be  flre'd'wTthTh.  pT!^n%"'°'''  """"'  ""^  Introductory  Note:     Information  request- 
not  be  filed  with  the  Report.  ed  In  Sections  A  to  P.  inclusive,  and  In  the 

5  427.703     Statement  by  Contractor  as  ^"^'^^^  attached  hereto,  is  required  for  re- 

to  Non-Applicabilitu  of   the  Reneaotia-  "^^0*'^"°"    1^"^"    ^^e    Renegotiation    Act. 

Hon  Act    (MRR   7fl?-   WMF    r^7,        A  ^"^^  P"^  °^  ^^^^  information  which  has  teen 

LinLl^H  r                  '    ^  I   ^l   ■     ^   ^  submitted   In   the   "Standard   Form  of  Con- 

guide  in  determining  whether  this  State-  tractors  Report"  may  be  omitted,  provided 

ment  may  be  used,  reference  should  be  reference  is  made  to  the  manner,  time  and 

made   to   the   "Standard   Form  of  Con-  place  of  its  submission,     if   any  statement 

tractor's   Report"   and   the   Instructions  °^  information  requested  is  Inapplicf.b.'e  in  a 

appended  thereto.     If  the  total  receipts  particular  case,  so  state  and  give  the  reason 

or  accruals  subject  to  the  Renegotiation  '•^^refor.     In  financial  statements  all  cents 

Act  of  1948  as  designated  in  Item  II-A-4  ![!^rt*'^,f°t'^"^^''  Contractors  should  so  In- 
nf  fho  Ror./^,.f  o„^  «v,  J.  »  V  dicate  If  they  prefer  to  discuss  with  the  re- 
of  the  Report  and  the  amounts  of  per-  negotiation  authorities  methods  of  se-rega- 
mi.ssive  exemptions  and  total  billings  un-  tlon  of  sales  and  allocation  of  costs  and 
der  COst-plus-flxed-fee  contracts  sub-  exi^enses  (Sections  G  and  H).  In  such  case. 
Ject  to  renegotiation  under  the  Act  ag-  the  Contractors  information  and  Work  Sheet 
gregate  a  sum  in  excess  of  $100,000.  the  ^'-^^  Renegotiation,  completed  In  all  other 
contractor  Is  subject  to  the  Act  and  must  respects,  should  be  submitted, 
file  the  "Standard  Form  of  Contractor's  All  dat^  requested  herein  should  be  sub- 
Report"  and  should  not  file  this  "State-  }  71  ^^"^^  ''^^'''^  ^°  ''"^  previous  filings 
ment  of  Non-ADnl^ahimv  -  ^"'**''  ^^^  Renegotiation  Acts  of  1942  and 
ment  oi  XMOn- Applicability.  j  ebruary  25.  1944,  as  Rntbhded. 

A  r^  u*"  ^"^  Statement  of  Non-  All  information  and  data  Eubmltted  (sub- 
Applicability  additional  receipts  or  ac-  Ject  to  qualifications,  if  any.  specifically  set 
cruals  applicable  to  the  same  fiscal  year  forth)  must  be  certified  as  true  and  correct 

the  contractor  s  or  subcontractor's  total  r^                .       ^    - 

receipts  or  accruals  to  an  amount  in  ex-  be     frnuhL  f^^'^^v,    «^*/'-"°'^'"^  "^""''^ 

rp«  nf  tinnnnn    ♦h^  -ci.,^^^^r-D             *  ^   furnished   for  the  fiscal   year  under  re- 

Sro.fi?°  D  •      f-   Standard  Form  of  view  unless  previously  filed  pursuant  to  this 

Contractor  s  Report '  must  be  filed  to  re-  Act: 

place  this  Statement.  l.  Published  annual  report 

The  content  of  the  statement  is  as  fol-  ^    Audit  report  by  independent  public  ac- 

lows:  countants 

to:  Ije  Military  Renegotiation  Policy  and  am'en?ed%eturn.Tamen'ded ,"'"'"      *"''"' 

^w       .^''"^;  Washington.  D.  C.  4.  Latest  brochure,  catalog   or  other  ma- 

tlo?3  ?^"bircliw  Z."^?    r°P'''  °'  I*'-  ''''^'  describing  the  company's  business  and 

lion  3.  Public  Law  547 — 80th  Congress.  Sec-  products 

tlon  401.  Public  Law  785— 80th  Congress  and  Instructions:     If    an     annual     reoort     to 

Section  403  1.  (1 )   of  the  Renegotiation  Act  security  holders  or  an  audit  report  by  Indc- 

wf  r^rViL' tH'^tv."^  amended.  pendent   public    accountants    has   no\    b^n 

«r!J*«u  o!V        i     /^^^^"^  receipts  or  prepared,  the  following  financial  statements, 

accruals  of  the  undersigned  under  contracts  prepared  from  your  books,  should  be  sub- 

and  subcontracts  and  commissions  and  other  mltted:     (•)    statement  of   profit  and   loss 

a^o'lJf.'"  ^^'^^  *°  ^^^  Renegotiation  Act  of  (b)  statement  of  surplus  for  the  fiscal  year' 

1948  did  not  exceed  •100.000  for  the  fiscal  year  and  (c)  balance  sheet  as  of  the  clc^  of  tie 

1-H         ; -.19---     We  represent  that  fiscal  year.     These  statements  should  be  in 

we  do  not  expect  to  receive  or  accrue  any  fur-  reasonable  detail.     The  balance  sheet  sh  ud 

ther  amounts  subject  to  renegotiation  for  the  show.  In  addition  to  the  usual  analvsi-  of 

reported  fiscal  year  which  will  bring  the  total  current    assets    and    current    liabilities     the 

receipts  or  accruals  to  more  than  $100,000.  gross  plant  account  and  related  reserve  for 

'~jr"r -  depreciation,    all    major    reserves    stated    as 

(Exact  name  of  contractor,  not  separate  amounts  and  details  of  the  capital 

abbreviated)  account.     The     Income     statement     should 

"■'Jcr:'"V: *^°'"  ^*'®^-  analysis  of  cost  of  sales,  and  a 

(Stete  of  Incorporation)  classified  list  of  expenses  and  miscellaneous 

items.     It  Is  essential  that  a  reconciliation 

(MaUlng  address)  between  Income  per  books  and   Income  for 

By: Federal  tax  purposes  be  provided. 

(Principal  officer,  partner,  or 

proprietor)  Section  B.    Organization.  Ownership 
and  Affiliations 

(Title)  1.  A  brief  history  of  the  business  showing 

§427.704      Contractor's      Information  Jf«^^^d  state  of  organization,  changes   in 

and  Work  Sheet  (MRR  7114    NAT viJs^  ^'  *  e^"*'^*'  statement  as  to  character 

ana   WOrK  ^neet  (MRR  704.  NME  168).  of  operations,  and  a  list  of  plants  and  branch 

in  certain  cases  the  Board  may  send  to  a  offices  is  required. 
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a.  State  whether  request  for  renegotiation 
on  a  consolidated  basis  has  been  approved 
by  the  Military  Renegotiation  Policy  and 
Review  Board.  If  the  financial  statement! 
are  submitted  on  a  consolidated  basis,  finan- 
cial statements  for  each  subsidiary  having 
renegotlable  business  and  Included  In  such 
consolidation  should  also  be  submitted.  A 
conaolidating  statement  of  Income  Is  re- 
quired. This  may  be  substituted  for  Ex- 
hibit 1.  if  the  same  line  captions  and  column 
headings  are  used.  The  amount  of  Inter- 
company sales  or  other  transactions,  and 
whether  or  not  eliminated  In  consolidation, 
should  be  reported,  and  the  method  of  set- 
ting Inter-company  prices  explained.  (See 
Section  H-3-(C) ). 

Instructions:  The  terms  ■afflUates"  and 
"affiliated  companies  and  organizations" 
mean  all  i>er3ons.  firms  or  corporations  under 
the  control  of.  or  controlling,  or  under  com- 
mon control  with,  a  contractor.  Indicate  any 
changes  during  the  period  under  review  In 
the  form  or  control  of  organization,  such 
as  reorganization,  the  acquisition,  disposal 
or  dissolution  of  subsidiaries,  etc.  In  no 
case  shall  any  entity  be  Included  among  the 
entitles  consolidated  for  purposes  of  re- 
negotiation. If  more  than  25  per  cent  of  the 
Interest  In  such  entity  Is  owned  by  an  outside 
minority   group. 

Section  C.     Business  of  Contractor 

1.  List  for  the  period  under  review,  as 
to  renegotlable  business,  the  principal  prod- 
ucts sold  or  the  principal  services  rendered 
lind  the  approximate  amount  of  sales,  (a) 
In  quantity  (If  readily  available)  and  (b) 
In  dollars,  of  each  principal  type  or  group 
of  products,  and  the  functions  performed 
with  respect  to  each,  such  as  manufactur- 
ing, assembling,  distributing.  Renegotlable 
business  should  also  be  separated  as  to 
prime  contracts  (by  contract  number  and 
Interested  Government  agencies)  and.  if 
feasible,  as  to  subcontracts.  It  Is  Important 
to  indicate  which  of  these  prime  contracts 
and  subcontracts.  If  any.  are  subject  to  the 
Vinson-Trammell  Act.  or  subject  to  profit 
limitations  other  than  as  provided  in  Vinson- 
Trammell  Act. 

2.  If  a  subcontractor,  list  major  custom- 
ers for  renegotlable  business,  the  types  of 
products  or  services  furnished  to  them  and 
their   approximate  dollar  amount. 

3.  Furnish  a  .statement  In  dollar  amount 
of  rencKOtiable  business  with  subcontractors, 
giving  a  list  of  principal  suppliers  of  ma- 
terial, subassemblies,  and  finished  parts. 
Also,  a  statement  of  materials  and  subassem- 
blies furnl-shed  to  subcontractors.  Show  re- 
lations with  subcontractors  as  to  the  amount 
of  supervision,  inspection  and  financing  fur- 
nl.shed. 

4  List  major  products  or  services  sold  dur- 
ing the  seal  year  under  review  and  during 
thi  two  fiscal  years  Immediately  preceding 
the  one  under  review. 

5.  Furni.sh  a  copy  of  your  Income  State- 
ment, preferably  in  comparative  form,  for 
each  of  the  two  f .seal  years  immediately  pre- 
ceding the  year  under  review. 

Section  D.     Price  Record 

1.  If  feasible,  list  the  dollar  unit  prices  of 
Important  products  and  services  included  In 
renegotlable  business.  List  any  unit  price 
reductions,  giving  dates  and  volume  of  busi- 
ness to  which  applicable,  together  with  an 
estimate  of  the  total  amount  involved. 

2  Furnish  details  of  rebates  and  refunds 
a:)pllcable  to  renegotlable  business  Includ- 
ing the  dates  such  rebates  and  refunds  were 
made  and  state  whether  they  are  reflected 
In  the  financial  statements  for  the  fiscal  year 
under  review. 

3.  Explain  purcl.asljig  policy  with  respect 
to  suppliers  and  subcontractors  and  state 
what  efforts  are  made  to  reduce  purchase 
prices. 
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4.  Explain  any  price  Increases  made  or  re- 
quested, giving  dates  and  reasons. 

6.  Explain  any  material  difference  between 
profit  margins  on  renegotlable  and  non-re- 
negotlable  business. 

8.  List  maj«r  competitors  and  the  articles 
In  competition. 

7.  Give  the  status  of  any  price  redetermi- 
nation commitment  applying  to  renegotia- 
ble  contracts,  including  the  amount  and  the 
contract  under  which  the  commitment  was 
made. 

Section  E-    Governmental  and  Other 
Assistance 

1.  Explain  assistance  received  (estimated 
If  necessary),  such  as: 

(a)  Value  of  machinery  loaned; 

(b)  Value  of  plants  provided; 

(c)  Value  of  customer  furnished  ("free 
Issue")   materials  received; 

(d)  Advances  on  contracts; 

(e)  Other  financial  or  technical  assistance 
received,  and  amount  of  former. 

Instructions:  The  above  refers  to  both 
Governmental  assistance  and  that  received 
from  other  contractors;  however,  they  should 
be  shown  separately.  The  amount  of  rentals 
paid  for  Government  plant  should  be  given; 
also,  estimated  dollar  volume  of  renegotlable 
production  therefrom. 

Section  F.  Plant  Facilities 

1.  If  not  previously  furnished,  summarize 
In  tabular  form  the  gross  values,  related  re- 
serves and  net  values  of  property,  plant  and 
equipment,  showing  beginning  balances,  ad- 
ditions and  retirements  during  the  period 
under  review  and  closing  balances.  Values 
of  the  facilities  should  be  set  forth  on  the 
basis  of  original  costs.  If  there  have  been 
appraisals,  any  resultant  changes  in  book 
value  should  be  commented  upon. 

2.  Give  an  estimate  of  the  cost  of  plant  and 
equipment  additions  occasioned  by  renego- 
tlable business  during  the  fiscal  year  under 
review. 

3.  Submit  a  statement  of  losses  from  sale, 
exchange  or  other  disposal  of  facilities  used 
In  the  performance  of  renegotlable  contracts 
or  subcontracts.  (See  Regulations  para- 
graphs 423  384.2  (b)  and  423.3854.) 

Instructions:  Detailed  lists  need  not  be  pre- 
pared. It  will  be  sufficient  to  report  by  classi- 
fications, such  as  buildings,  machinery,  etc. 

Section  G.  Income  Account 

1.  An  Income  statement  of  the  contractor 
for  the  fiscal  year  under  review,  separated  as 
to  renegotlable  and  non-renegotiable  busi- 
ness as  defined  In  the  Regulations.  Is  required. 

Instructions:  The  attached  Exhibits  1  and 
la,  with  instructions,  are  provided  for  use 
In  this  connection.  The  Income  data,  sep- 
arated as  between  renegotlable  and  non-re- 
negotiable business,  may  be  submitted  In 
some  other  form,  but  Exhibits  1  and  1-a 
should  be  used  as  guides.  In  order  that  proper 
consideration  of  the  Items  thereon  may  be 
given.     (See  Section  B-2.) 

Sales  and  cost  of  sales  should  be  stated 
net  of  discounts  and  other  pertinent  allow- 
ances. Supporting  schedules  of  Items  requir- 
ing further  analysU  should  be  provided.  If 
there  are  several  types  of  widely  divergent  op- 
erations. It  may  be  desirable  to  supplement 
Exhibits  1  and  1-a  with  schedules  showing 
operating  results  by  separate  fields  of  ac- 
tivity. 

Federal  and  State  taxes  measured  by  In- 
come are  to  be  excluded  from  expenses  and 
shown  below  the  basic  profit  line  as  Indicated 
In  Exhibit  1. 

For  an  Interpretation  of  Items  entering  Into 
renegotlable  and  non-renegotlable  business, 
refer  to  Part  423  of  the  Regulatlonl; 

Section  H.  Segregation 

1.  Unless  previously  filed  with  the  Military 
Renegotiation  Policy  and  Review  Board,  in- 
clude a  description  of  the  methods  followed 


in  segregating  renegotlable  and  non-renego- 
tiable sales  shown  In  ExhlblU  1  and  la 
(MBR  Forms  7(M.l  and  704.1  (a)). 

2.  Descrilje  the  methods  followed  (direct 
labor  hours,  cost  of  goods  sold,  etc.)  In  allo- 
cating costs,  expenses  and  other  Income  and 
deductions  applicable  to  renegotlable  and 
non-renegotiable  business  shown  In  Exhibits 
1  and  1-a.  Explain  fully  any  significant 
changes  made  during  the  subject  fiscal  year 
In  the  basis  or  method  of  allocating  costs 
to  company  products  or  to  renegotlable  and 
non-renegotlable  business.  If  this  Informa- 
tion has  already  been  supplied  in  Item  V  of 
the  Standard  Form  of  Contractor's  RepKirt.  it 
Is  unnecessary  to  duplicate  It  here,  but  refer- 
ence as  to  date  of  filing  of  this  form  should 
be  made. 

3.  Explain  or  furnish  schedules  with  re- 
spect to  each  of  the  following: 

(a)  In  the  case  of  an  Integrated  producer, 
a  computation  supporting  the  exemption  of 
raw  materials  or  agricultural  commodities 
(see  par.  423.343  of  the  Regulations) ; 

(b)  Sales  to  subcontractors  of  materials 
entering  Into  repurchases  from  them; 

(c)  Interdepartmental  sales  not  eliminated 
(see  sec.  B  2i; 

(d)  A  breakdown  and  allocation  of  nor- 
mal depreciation,  accelerated  depreciation 
and  depreciation  on  Idle  plant; 

(e)  Methods  of  Inventory  valuations; 
character  of  charges  Included  In  such  valu- 
ation; date  as  of  which  physical  Inventory 
was  taken,  and  Information  as  to  whether  or 
not  supervised  by  Independent  public  ac- 
countants; writedowns  and  losses,  by  types 
and  values,  on  disposal  of  Inventory  Items, 
giving  basis  for  determination  of  losses; 

(f)  Basis  of  allocation  of  selling  and  ad- 
vertising expenses  unless  previously  fur- 
nished. 

Instructions:    Adequate    explanations    are 
essential   to  the  equitable  consideration   of 
your   case.     Reference   should    be    made   to 
Par.  423  of  the  Regulations. 
Section  J.     Salaries  and  Other  Compensation 

1.  A  schedule  showing  salaries  and  all  other 
compensation  (Including  commissions,  bo- 
nuses, royalties,  and  other  forms  of  extra 
compensation)  paid  or  accrued  to  the  10 
highest  paid  officers  and  employees,  or  to 
those  who  received  In  excess  of  $10,000  per 
annum  (whichever  Is  the  lesser  In  number) 
for  the  period  under  review,  and  each  of  the 
two  fiscal  years  Immediately  preceding,  la 
required. 

2.  Described  briefly  any  bonus,  pension 
trust,  or  other  employee  compensation  plans 
In  effect  or  provided  for,  with  comment  as 
to  how  they  are  applicable  to  personnel  listed 
under  Item  1,  preceding,  showing  the  dates 
that  such  plans  were  adopted  and  whether 
approved  by  the  Bureau  of  Internal  Revenue. 

3.  Detail  compensation  of  whatever  char- 
acter (fees,  commissions,  etc.)  aggregating 
$10,000  or  more  per  payee,  to  other  Indi- 
viduals or  organizations,  paid  or  accrued  dur- 
ing the  period  under  review,  and  the  two 
fiscal  periods  Immediately  preceding.  In- 
dicate the  basis  for  computation  of  such  com- 
pensation. 

Instructions:  The  Statements  of  compen- 
sation should  show  for  each  Individual  or 
organization:  Name,  title  or  relationship, 
duties  (unless  self-explanatory),  time  de- 
voted to  business,  total  compensation;  por- 
tion of  the  compensation  paid  to  any  of  the 
Individuals  listed  dteallowed  by  the  Bureau 
of  Internal  Revenue  as  a  taxable  deduction 
In  the  two  latest  years  examined.  Any  com- 
pensation, based  on  sales  or  profits,  which 
has  been  or  will  be  affected  by  renegotiation 
should  be  reported. 

Section  K.     Reserves 

1.  If  any  portion  of  an  amount  Included 
in  costs  and  expenses  as  provision  for  a  re- 
serve was  allocated  to  renegotlable  business, 
although  part  or  all  of  such  provision  was 
not   deducted   for   tax   purposes,   state    the 
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amount  allocated  to  renegotlable  business 
and  explain  the  basis  for  such  allocation  and 
the  purpose  of  the  related  reserve.  If  no 
such  charges  were  made,  so  state. 

Section  L.  CPFF  and  Incentive  Type 
Contracts 

1.  The  following  data  should  be  submitted 
for  each  CPFF  and  Incentive  type  contract 
subject  to  the  Renegotiation  Act  of  1948: 

(a)  Date,  product  and  contract  number, 
for  prime  contracts;  for  sub-contracts,  name 
of  prime  contractor  and  prime  contract  num- 
ber, if  known; 

(b)  Total  cost  and  fee  as  originally  esti- 
mated, stated  separately; 

(c)  Change  In  original  cost  estimates; 

(d)  Adjustments  to  fee  for  changes  and 
re:.sons  therefor; 

(et  Fees  earned  or  accrued  In  year  under 
review; 

ff )  Cost  incurred  or  accrued  In  year  under 
re\lew; 

(g)   E.stlmate  of  cost  to  complete; 

(h)  Disallowed  and  non-reimbursable  costs 
by  major  classifications; 

(I I  An  explanation  of  variations.  If  any, 
between  estimated  and  actual  costs. 

Instructions:  Estimates  should  be  made 
If  artual  figures  cannot  be  presented.  The 
nature  of  the  disallowances  should  be  ex- 
plained. Indicate  whether  the  rate  of  fixed 
fee  decreased  as  the  volume  of  the  same 
product  to  be  produced  on  successive  con- 
tracts increased. 

Section  M.  Terminated  Contracts 

1.  Furnish  a  statement  of  the  aggregate 
receipts  or  accruals  (exclusive  of  those  based 
on  the  termination  claims  of  own  subcon- 
tractors) applicable  to  claims  related  to  un- 
completed portions  of  renegotlable  contracts 
and  subcontracts  during  the  period  under 
review  and  a  statement  as  to  the  status  of 
the  respective  claims. 

2.  Include  an  estimate  of  the  total  amount 
involved  In  terminations  during  the  period 
under  review  on  which  claim  for  compensa- 
tion has  been  waived  (so-called  "no  cost " 
settlements)  together  with  the  percentages 
thereof  represented  by  (a)  raw  materials 
and  (b)  fabricated  or  seml-fabrlcated  mate- 
rials. 

Instructions:  The  attached  Exhibit  2  Is 
provided  for  use  in  reporting  the  informa- 
tion and  data  called  for  under  Item  1  above. 
Separate  statements  should  be  submitted  for 
terminations  under  fixed  price  operations 
and  cost-plus-fixed-fee   operations. 

Section  N.  Incomve  Tax  Data 

1.  State  the  latest  taxable  year  examined 
by  the  Bureau  of  Internal  Revenue  and  re- 
port any  significant  adjustments  resulting 
in  a  change  In  taxable  Income  or  capital  as- 
sets as  a  result  of  such  examination. 

a.  If  state  taxes  measured  by  income  (In- 
cluding so-called  franchise  taxes)  are  sig- 
nificant In  amount,  submit  a  schedule  show- 
ing the  states  to  which  such  taxes  were  paid 
and  the  amounts  paid.  Explain  the 
«ccountln»5  treatment  ordinarily  accorded 
this  type  of  tax.  and  the  basis  of  allocation 
between  renegotlable  and  non-renegotlable 
business  (line  14.  Exhibit  1). 

3.  If  unincorporated,  copies  of  all  in- 
dividual tax  returns  reflecting  renegotlable 
Income  should  be  submitted;  If  a  partnership, 
submit  copies  of  all  partnership  returns  re- 
flecting renegotlable  Income. 

Section  O.     Statement  of  Factors 

1.  Furnish  a  statement  of  the  salient  facts 
with  regard  to  each  of  the  following  factors 
(Which  must  be  taken  into  consideration  in 
renegotiation) : 

(a)  Efficiency  of  contractor,  with  partic- 
ular regard  to  attainment  of  quantity  and 
quality  production,  reduction  of  cosU  and 
economy  in  the  use  of  materials,  facilities 
and  manpower; 
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(b)  Reasonableness  of  costs  and  profits, 
with  particular  regard  to  volume  of  produc- 
tion, earnings  on  business  not  subject  to 
renegotiation  both  for  the  year  under  review 
and  for  prior  years,  comparison  of  products 
under  subject  contracts  and  subcontracts 
with  products  not  subject  to  renegotiation — 
giving  equitable  consideration  to  the  differ- 
ent economic  conditions  existing  on  or  after 
the  effective  date  of  the  1948  Act  from  those 
prevailing  during  the  period  1942  through 
1945; 

(c)  Amount  and  source  of  public  and 
private  capital  employed  and  net  worth; 

(d)  Extent  of  risk  assumed,  including  the 
risk  Incident  to  reasonable  pricing  policies; 

(e)  Nature  and  extent  of  contribution  to 
the  defense  effort.  Including  inventive  and 
developmental  contribution  and  cooperation 
with  the  Government  and  other  contractors 
In  supplying  technical  assistance; 

(f)  Character  of  business.  Including  com- 
plexity of  manufacturing  technique,  charac- 
ter and  extent  of  subcontracting,  and  rate 
of  turn-over. 

Instructions:  Only  facts  relevant  to  re- 
sults for  the  fiscal  year  under  review  should 
be  submitted,  and  generalizations  avoided. 
If  any  information  In  connection  with  the 
foregoing  has  been  provided  In  preceding 
sections  of  this  report,  it  need  not  be 
repeated,  but  should  be  cross-referenced. 
Part  424  of  the  Regulations  pertains  to 
factors. 

Section  P.    Miscellaneojis 

1.  Include  a  statement  relative  to  each 
of  the  following: 

(a)  Royalties  paid  or  Incurred,  or  received 
or  accrued.  (Exhibit  3  may  be  used  to  pre- 
sent this  Information.) 

(b)  Any  recapitalization  during  the  pe- 
riod under  review. 

(c)  The  types  of  escalator  clauses  In  con- 
tracts subject  to  renegotiation. 

(d)  Any  price  revision  clauses  contained 
In  renegotlable  contracts  and  Information 
as  to  any  action  taken  thereon.  (Identify 
contracts  ) 

(e)  A  list  of  any  claims  against  the  Gov- 
ernment arising  out  of  contracts  and  sub- 
contracts subject  to  renegotiation  under  the 
Renegotiation  Act  of  1948. 

(f)  Such  additional  comments  and  ex- 
planations as  you  deem  essential  to  a  proper 
evaluation  of  your  business  and  profiu  will 
be  considered. 

5  427.704-1  Exhibit  1— Statement  of 
Income  (MRR  704.1:  NME  169 i.  This 
form  Is  generally  referred  to  as  Exhibit 
1  and.  together  with  the  detail  support- 
ing this  statement  on  its  reverse  side 
which  is  known  as  Exhibit  la.  accom- 
panies-the  Contractor's  Information  and 
Work  Sheet  described  in  §  427.704.  The 
contractor  Is  reque.'^ted  to  submit  on  this 
form  his  income  statement  for  the  fiscal 
year  under  review  showing  total  busi- 
ness, separated  as  in  lines  1  to  15  In- 
clusive as  to  (a)  Renegotlable  bu.siness. 
and  (b)  Non-renegotiable  business. 

The  content  of  the  form  Is  as  follows: 

1.  Net  sales'  (excluding  sales  or  billings 
under    cost-plus-fixed-fee    contracts) . 

2.  Cost  of  Sales. 

3.  Gross  Profit. 

4.  Selling  and  Advertising  Expenses. 

5.  General  and  Administrative  Expenses. 

6.  Operating  Profit. 

7.  Percent  Margin  (ratio  line  6  to  line  1). 

8.  Other   Applicable   Items: 

(a)  Interest  paid  or  accrued. 

(b)  Other  applicable  deductions. 


'  Sales  are  referred  to  in  the  act  as  "the 
aggregate  of  the  amounts  received  or  ac- 
crued". 
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(c)   other  applicable  Income. 

9.  Basic  Profit  on  Fixed  Price  Business. 

10.  Percent  Margin  (ratio  line  9  to  line  IJ. 

11.  Other  Income: 

(a)  Net  fees  earned  under  CPFF  contracts 
(see  detail  below) . 

(b)  Other. 

12.  Other  Deductions. 

13.  Net  Profit  before  Federal  and  State 
Taxes  Measured  by  Income  and  Previsions 
for  Extraordinary  Reserves 

14.  State  Taxes  Measured  by  Income. 

15.  Net  Profit  before  Provisions  for  Fed- 
eral Taxes  en  Income  and  for  Extraordinary 
Re.'-erves. 

16.  Provision  for  Federal  Taxes  on  Income. 

17.  Net  Profit  before  Extraordinary  Re- 
serves. 

18.  Per  Cent  of  Net  Profit  (line  17)  to  Net 
Worth  at  Start  of  Period. 

19.  Provision  for  Extraordinary  Reserves. 

20.  Net  Income  per  Books. 

Analysis  of  cost-plus-flxed-fee  contracts- 
subject  to  renegotiation: 

(a)  Total  Incurred  or  Accrued  Costs. 

(b)  Fees  Received  or  Accrued. 

(c)  Total  lines  (a)   and  (b). 

(d)  Nonreimbursable  Costs. 

(e)  Net  Fees  or  Profit  ((b)  minus  (d))  per 
line  11a  above. 

(f)  Per  Cent  Margin  (ratio  of  (e)  to  (o). 

§  427.704-la  Details  of  Exhibit  1 
(MRR  704.1a:  NME  169).  The  contrac- 
tor is  requested  to  furnish  on  Exhibit  1 
•a)  detailed  data  to  substantiate  certain 
items  appearing  in  Exhibit  1.  These 
details  are  to  be  separated  in  Exhibit  1 
ta)  as  to  <a>  Renegotlable  business,  and 
<b>  Non-renegotiable  business. 

The  content  of  this  form,  generally  re- 
ferred to  as  Exhibit  la.  Is  as  follows: 

Analysis  of  sales: 

21.  Prime  contracts  and  purchase  orders. 

22.  Subcontracts  of  any  tier  and  purchase 
orders. 

23.  Total  (per  Col.*A,  line  1,  Exhibit  1). 

24.  Cost  of  Sales: 
(a I   Materials. 

(b)  Goods  purchased  for  resale. 

( c )  Direct  labor. 

(d)  Maintenance  and  repairs, 
(ei    Rents. 

(f)  Royalties. 

(g)  Depreciation. 

(h)  Other  costs  (to  be  itemized  on  sep- 
arate schedule  i . 

(1)  Inventory  variations  (in  detail.  If 
available) 

(J)   Total   (per  line  2,  Exhibit  1). 

25.  Approximate  amount  of  work  subcon- 
tracted, included  in  cost  of  sales. 

26.  Selling  and  Advertising  Expenses. 

(a)  Salaries  (other  than  Branch  office  sal- 
aries). 

(b)  Commissions  paid  to  cutsiders. 

(c)  Branch  office  salaries  and  expenses. 

(d)  Advertising.  (See  i  423.387-2  of  Regu- 
lat4ons.)  , 

(e)  Other  Including  depreciation. 

(f)  Total   (i)er  line  4,  Exhibit  1). 

27.  General  and  Administrative  Elxpenses. 

(a)  Officers  salaries. 

(b)  Other  office  salaries. 

(c)  to  (f)   are  additional  spaces  provided. 

(g)  Total  (per.llne  5,  Exhibit  1). 

28.  Other  Applicable  Deductions, 
(a)   to  (e)   are  spaces  provided. 

(f)   Total  (per  line  8  (b).  Exhibit  1).  ^ 

29.  Other  Applicable  Income, 
(a)  to  (d)  are  spaces  provided. 

(e)   Total  (per  line  8  (c).  Exhibit  1). 

30.  Depreciation  Included  above. 

(a)  Normal  (b)  Accelerated  (c)  Idle  Plant 
(d(  Total. 

31.  Other  charges  Included  above:  (a) 
Amortization  of  emergency  facilities. 
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§  427  704-lb     Instructions  for  Exhibits 
1  and  la  (MRR  704.1b;  NME  169A). 

Line  1. — Enter  as  renegotlable  business 
(Column  A)  the  total  amount  of  contractors 
net  billings  on  sales  subject  to  the  Renegotia- 
tion Act  of  1948.  Sales  under  subcontracts 
of  any  tier,  or  purchase  orders  falling  within 
the  definition  of  "subcontracts'  should  like- 
wise be  included  In  renegotlable  business. 
(See  Section  G  of  the  Information  and  Work 
Sheet  and  Part  423  of  the  Military  Renego- 
tiation Regulations.)  When  the  contractor 
Is  engaged  In  two  or  more  types  of  renego- 
tlable business  of  a  widely  divergent  nature. 
It  Is  preferable  that  the  sales,  costs  and  ex- 
penses should  be  listed  separately.  In  such 
cases.  Exhibits  1  and  la  may  be  expanded  to 
embrace  additional  columns. 

RecelpU  and  accruals,  estimated  If  neces- 
sary, relative  to  the  uncompleted  portions  of 
terminated  contracts  or  subcontracts  should 
be  included  In  line  1.  If  these  Include 
amounts  based  on  own  subcontractor's 
claims,  the  aggregate  of  the  latter  should  be 
shown  as  a  footnote  to  Exhibit  1. 

Lines  2.  4,  5  and  8.— In  allocating  costs  and 
expenses  between  renegotlable  and  non-re- 
negotlable  business,  the  contractor's  cost 
system.  If  adequate,  should  be  employed. 
Otherwise,  percentages  or  other  formulae 
may  have  to  be  used,  either  on  Individual 
products  or  groups  of  products,  or  by  de- 
partments, divisions,  etc.  Each  major  Item 
of  selling  and  general  expenses  should  be  al- 
located in  accordance  with  the  most  equi- 
table method  In  view  of  the  particular  sltua- 
tlrn.  (See  Section  H-2  of  the  Information 
and  Work  Sheet.) 

Llnei  a  {h).8  {O.  It  ib)  and  12.— Amounts 
representing  non-operating  expenses  and  In- 
come, which  In  the  light  of  circumstances 
are  wholly  or  partially  applicable  to  rene- 
gotlable business,  should  be  entered  on  lines 
8  (b»  and  8  (c).  respectively.  Losses  from 
write-downs  and  disposal  of  Inventory  Items 
(If  significant)  and  costs  of  discontinuing 
renegotlable  business  should  be  entered  on 
line  8  (b)  and  not  merged  with  cost  of  sales. 
Non-operating  Items  not  applicable  to  rene- 
gotlable business  should  be  entered  on  lines 
11  (b)  and  12.  Examples  of  these  are  profit 
on  disposal  of  fixed  assets,  adjustments  ap- 
plicable to  prior  years.  Interest  and  dividends 
received,  write-off  of  Intangibles,  etc. 

Line  It  (a).— Enter  on  this  line  only  the 
net  fees  applicable  to  all  cost-plus-fixed-fee 
contracts,  and  In  the  space  for  the  Analysis 
of  Cost-Plus-Flxed-Fee  Contracts  at  the  bot- 
tom of  Exhibit  1.  the  pertinent  costs  and 
profits  as  Indicated.  These  contracts  are 
considered  separately  for  renegotiation  pur- 
poses. The  gross  sales  or  billings  under  con- 
tracts of  this  nature  should  not  be  Included 
In  Net  Sales  (line  1).  (See  Section  L  of  the 
Information  and  Work  Sheet.) 

For  Exhibit  la:  Coat  of  Salet  (line  24  (a) 
to  (;),  inclusive)  —li  the  contractor's  cost 
system  does  not  lend  itself  readily  to  the 
captions  provided  under  this  heading,  the 
contractor  may  submit  In  lieu  thereof  a 
schedule  prepared  from  his  own  classifica- 
tion of  accounts.  Where  unit  costs  are  com- 
piled, an  over-all  approximation  (expressed 
either  in  dollars  or  per  cent)  of  the  material, 
labor,  and  overhead  elements  will  be  suffi- 
cient. While  It  Is  desired  that  columns  A 
and  B  In  the  schedule  of  cost  of  sales  be 
filled  in.  It  Is  not  required  If  the  allocation 
would  cause  an  undue  arnount  of  work  on 
the  part  of  the  contractoV.  or  If  the  cost 
of  sales  Is  allocated  In  proportion  to  the 
dollar  value  of  sales,  but  the  reasons  for 
omissions  should  be  stated. 

Selling  and  Advertising  Erpenses  (line  26 
(a)  to  (/),  inclu.iive).—If  the  contractor's  ac- 
counts contain  any  significant  amounts  In- 
cluded under  captions  not  listed,  a  separate 
schedule  should  be  submitted.  Salaries 
ihould   Include   all   forma  of  compensation 
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paid  to  contractor's  ofBcers  and  employees. 
Line  28  (b)  appllss  only  to  commissions  paid 
to  non-employees,  such  as  brokers,  manu- 
facturers' agents,  etc.  As  to  advertising.  It 
is  Important  that  5  423  387-2  of  the  Regula- 
tions be  reviewed. 

General  and  Administrative  Expenses  (line 
27  (a)  to  (g),  inclusive. — Four  lines  have 
been  provided  for  the  insertion  of  any  rela- 
tively large  Items.  Should  the  number  of 
lines  be  considered  InsufBclent,  a  separate 
schedule  should  be  submitted,  containing  the 
classifications  customarily  used  by  the  con- 
tractor. 

Other  Applicable  Deductions  and  Income 
(lines  28,  29  inclusive). — Significant  Items 
should  be  Inserted  in  the  spaces  provided. 
Care  should  be  taken  that  the  allocation  of 
each  Item  between  renegotlable  and  non- 
renegotlable  business  be  properly  made,  as 
the  nature  of  these  items  may  be  such  that 
allocation  should  be  made  on  a  basis  dif- 
ferent from  that  used  for  other  classes  of 
expenses.  (See  Section  H-2  of  the  Con- 
tractors Information  and  Work  Sheet.) 

Depreciation  (line  30  (a)  to  (d).  inclu- 
sive).— The  total  amount  of  depreciation  ex- 
penses (Including  depletion)  should  be  ac- 
cumulated under  this  caption,  regardless  of 
the  accounts  to  which  it  may  be  charged 
on  the  contractor's  books  and  reconciled  In  a 
separate  schedule  with  the  total  amount  de- 
ducted for  purposes  of  Federal  Income  Taxes. 
Other  Charges  (line  31  (a)). — Indicate  on 
this  line  the  amount  of  amortization  of 
emergency  facilities  acquired  or  constructed 
under  certificate  of  necessity  If  election  to 
accelerate  was  not  made. 

5  427.704-2  Exhibit  2— Statement  of 
Reneootiable  Contracts  Terminated  in 
the  Fiscal  Year  Under  Review  (MRR 
704.2:  NME  170K  This  form  is  generally 
referred  to  as  Exhibit  2  and  Is  in  the 
form  of  a  statement  of  sales,  costs,  and 
profits  with  respect  to  uncompleted  por- 
tions of  renegotlable  contracts  and  sub- 
contracts terminated  In  the  fiscal  year 
under  review.  The  content  of  the  form 
is  as  follows: 

1.  Receipts  and  accruals  (exclusive  of 
those  based  on  termination  claims  of  own 
subcontractors)— Fixed  Price  Contracts. 

2.  Costs  and  Expenses  (exclusive  of  claims 
of  own  subcontractors) :  (a)  direct  material, 
(b)  direct  labor,  (c)  other. 

3.  Total. 

4.  Profit  (loss)  before  taxes  measured  by 
income. 

5.  Receipts  and  accruals  based  on  own  sub- 
contractors' claims  (excluded  above). 

8.  It  is  estimated  that  of  the  costs  and 
expenses  shown  by  line  3  above,  the  amount 
deducted  (or  properly  deductible)  for  Federal 
Income  Tax  purposes  for  the  year  in  which 
the  terminations  occurred  was  ($)   

7.  Amount  of  "no  cost"  settlements  in- 
cluded in  line  3. 

8.  Explain  fully  the  difference  between 
lines  3  and  6. 

If  any  cost-plus-flxed-fee  contracts  were 
terminated,  submit  information  similar  to 
the  above  for  each  such  CPFF  contract,  speci- 
fying contract  number  and  Government  de- 
partment or  prime  contractor  involved. 

Instructions  for  Exhibit  2:  Lines  2  and  3. 
etc.  Lines  2  and  3  should  Include  all  costs 
and  expenses  refiected  in  claims  relative  to 
terminated  portions  of  contracts,  whether 
or  not  incurred  In  the  year  under  review. 

If  exact  figures  as  to  the  elements  of  cost 
and  expenses  are  not  available,  estimates 
should  be  used  and  a  brief  explanation  of 
their  basis  submitted. 

It  is  recognized  that  the  exact  amount  of 
own  subcontractors'  claims  may  not  be  avail- 
able, and  In  this  case  an  estimate  will  be 
accepted.      • 


Additional  data  to  be  submlted  with  Ex- 
hibit 2: 

1.  A  separate  statement  for  each  major 
termination  Included  below  showing  (a)  the 
Government  agency  or  prime  contractor  in- 
volved, (b)  the  contract  number,  in  termi- 
nation of  a  prime  Government  contract,  (c) 
the  Government  contract  n-umber  (If 
known) ,  in  the  termination  of  a  subcontract, 
(d)  the  Government  office  handling  the  ter- 
mination, (e)  the  status  of  each  termination 
claim  as  of  the  close  of  the  fiscal  year  cov- 
ered by  the  statement  above,  and  as  of  the 
date  of  filing  Exhibit  2. 

2.  A  reconcilatlon  of  accruals  as  of  the 
close  of  the  year  under  review  with  any 
subsequent  settlement. 

In  submitting  separate  data  on  individual 
trrmlnatlons.  there  may  be  omitted  any 
termination  involving  a  claim  aggregating 
less  than  $10,000.  or  representing  less  than 
10  percent  of  the  receipts  and  accruals 
shown  in  line  1  of  Exhibit  2  whichever  is 
greater.  If  the  entire  estimated  value  of  the 
claim  applicable  to  any  specific  terminated 
contract  has  not  been  accrued  at  the  end  of 
the  year  under  review,  an  explanation  should 
be  furnished. 

5  427.704-3  Exhibit  3— Statement  of 
Royalties  for  the  Use  of  Inventions  Re- 
ceived or  Accrued  and  Paid  or  Incurred 
(MRR  704.3:  NME  171).  This  form  is 
generally  referred  to  as  Exhibit  3.  If 
the  information  requested  in  this  form 
has  previously  been  filed  with  a  Royalty 
Adjustment  Board  or  oCBcer.  an  Indica- 
tion of  the  time  and  place  of  filing  may 
be  made  In  lieu  of  completing  this  form. 
(See  5§  421.141  and  423,388-1  of  this  sub- 
chapter.) The  content  of  the  form  Is 
as  follows: 

A.  Royalties  Received  or  Accrued: 
Licensee.  Address,  Amount. 
All  other  under  »5.000  each   (number  In- 
volved). 

Total  amount  per  Statement  of  Income. 

B.  Royalties  Paid  or  Incurred: 
Licensor.  Address,  Amount. 
All  other  under  $5,000  each   (number  In- 
volved ) . 

Total  amount  per  Statement  of  Income. 

Under  A  above,  list  individually  the  en- 
titles from  which  royalties  in  excess  of  $5,000. 
together  with  the  aggregate  amounts,  were 
received  or  accrued.  Under  B  above,  list 
Individually  the  entitles  to  which  royalties 
In  excess  of  $5,000.  together  with  the  aggre- 
gate amounts,  were  paid  or  incurred.  All 
others  may  be  grouped  as  indicated. 

§  427  705  Contractor's  Teyitative  Re- 
port <MRR  705:  NME  172).  In  accord- 
ance with  S  422.222-2  (b)  of  this  sub- 
chapter." if  a  contractor  represents  that 
it  is  Impossible  for  him  to  furnish  all  of 
the  information  provided  for  in  the 
Standard  Form  of  Contractor's  Report 
on  or  before  the  due  date,  or  that  it  will 
impose  severe  hardship  upon  him  to  do 
so.  such  contractor  may  be  authorized 
to  file  a  Contractor's  Tentative  Report." 
The  content  of  the  Report  Is  as  follows: 

We  estimate  that  the  financial  results  of 

our  operations  for  our  fiscal  year 

19 were  as  follows: 

Estimated  aggregate  receipts  or  accruals. 

Estimated  total  expenses  paid  or  Incurred 

Estimated  profit  before  Federal  taxes  on 
income  and  before  any  reserves. 

We  agree  to  file  on  or  before 

__. with  the  Military  Renegotiation 

Policy  and  Review  Board  the  Standard  Form 
of  Contractor's  Report  in  duplicate  and  all 
Information  and  data  called  for  by  such 
Standard  Form  of  Contractor's  Report.  We 
acknowledge  receipt  of  copies  of  such  Stand- 


Wednesday,  April  20,  1949 

ard  Form  of  Contractor's  Report  for  our  use 
In  this  connection. 

(Exact  name  of  contractor,  not 
abbreviated ) 


FEDERAL  REGISTER 


1891 


By 


(State  of  Incorporation) 
(Mailing  address) 


(Authorized  corporate  officer, 
partner,  or  proprietor) 


Date 


19. 


(Title) 


5  427.706  Letter  from  Contractor  to 
Internal  Revenue  Agent  in  Charge  Re- 
lating to  Computation  of  Federal  Income 
Tax  Credit  (MRR  706 K  The  following 
letter  addres.sed  to  the  Internal  Revenue 
Agent  in  charge  (not  to  the  Collector  of 
Internal  Revenue)  of  the  District  In 
which  the  contractor's  return  was  filed 
will  enable  the  contractor  to  obtain  the 
amount  of  tax  credit  allowable  under 
.«:ection  3806  of  the  Internal  Revenue 
Code  for  a  federal  income  tax  assessed 
for  a  prior  taxable  year.  (Reference  Is 
made  to  5§  424.442-1  and  424.442-2.) 

Dear  Sir: 

The  Military  Renegotiation  Policy  and  Re- 
view Board  requests  your  advice  as  to  the 
amount  of  the  credit  as  defined  by  Section 
3806  of  the  Internal  Revenue  Code  with  re- 
spect to  a  proposed  elimination  of  excessive 

profits  by 

(Contractor  Inserts  his  name 

- ,  in  the 

and  full  address  here) 

amount  of  $ .  Included  in  its  in- 
come tax  return  for  the  taxable  year  ended 

19 as    filed    with    the 

Collector  of  Internal  Revenue  at 


Certified  (photostat)  copies  of  the  returns 
as  filed  for  such  taxable  year  are  enclosed 
for  your  assistance  In  computing  the  amount 
of  credit.  If  you  require  copies  of  schedules 
or  other  papers  attached  to  the  returns, 
they  will  be  furnished  promptly  upon  request. 

Please  forward  your  reply  directly  to  the 
Military  Renegotiation  Policy  and  Review 
Board.  National  Defense  Building.  Washing- 
ton 25.  D.  C.  with  a  copy  to  the  undersigned. 

Very  truly  yours. 

(Contractor's  signature) 
(Contractor's  address) 

S  427.707  Letter  Agreement  Trans- 
mitting Interim  Prepayment  of  Excessive 
Profits  Prior  to  Close  of  Fiscal  Year 
(MRR  707).  Interim  prepayment  of  ex- 
ce.ssive  profits  are  discussed  in  5§  424  450 
and  424.452  of  this  subchapter.  The 
following  Is  a  letter  agreement  trans- 
mitting interim  prepayment  of  excessive 
profits  prior  to  the  close  of  a  fiscal  year: 

Date 

To: 

(Cognizant  Renegotiation  Division) 


Gentlemen:  There  is  herewith  (or  has  been) 
transmitted  to  you  a  check  payable  to  the 
Treasurer  of  the  United  States,  In  the  amount 

of  $ representing  profits  received  or 

accrued  In  our  fiscal  year  ending 

(hereinafter  referred  to  as  "such 

fiscal  year")  derived  from  contracts  and  or 
subcontracts  subject  to  the  provisions  of  the 
Renegotiation  Act  of  1948. 

This  prepayment  Is  made  on  the  under- 
■tanding    (i)    that  such   amount   abaU   be 


deemed  to  be  a  payment  In  elimination  of       derived  from  contracts  and /or  subcontracts 
"excessive   profits"    within    the   meaning    of       subject  to  the  provisions  of  the  R^SegoUa 
such  term  as  defined  in  «?ctlon  3806  of  the       tlon  Act  of  1948.  we  intend  to  pay  to  you  ai  a 
Internal  Revenue  Code;  and  (2).  that  such       prepayment  of  excessive  profits   the  sunTof 
amount  will  not  be  Included  in  income  In       »  /wlf^.V*  pronts,  the  sum  of 

the  compuutlon  of  taxable  Income  for  such       "ir"o"^-VrVpVyment"  '      "      '°  ""  '''' 

fiscal  year  under  the  Internal  Revenue  Code  Thfs  nren/v^pnt  I  ♦.  k.        . 

and.  accordingly,  no  Ux  credit  is  allowable  deSlnSIne  n  th«t  th^.""""^'  °"  '*""  """ 
against  such  amount.  The  undersigned  rep-  Jha  li  ieemi  to  ^  «  rf  F  .  P'^Pf/'"^"* 
resents  that  this  payment   Is  not   made  In       tinn  n^"--^  «  Payment  In  ellmlna- 

i^tlsfactlon  or  discharge,  in  whole  or^n  par  ig  o?  such  t?rm  HTf  ZTV'  '"*'•'^"- 

of^any  legally  binding  obligation  hereto^fore       S^jj  iTernZ'le^reTo.l'^.  ^'TJZ 

It  is  agreed  that  acceptance  of  this  prepay-  u^'peSeral  ■'l'!^cnm.''rH  "^'^  *"''"*''^  '" 
ment  does  not  constitute  a  commencement  of  J'turns  flitrt  Z^^  ""^^ ^''''^^^  P""""'"  ^^^ 
renegotiation  pursuant  to  the  Renegotiation  SSvear  ^^7  .,  ♦  underslpned  for  *=urh 
Act  and  that,  except  as  provided  herein,  re-       Snmnm    «nn?J   r  ^^   undersigned   will 

negotiation  may  be  conducted  in  all  respects  BiS  of  imlrnl?',,"  computation  by  the 
as  though  thU  prepayment  had  not  been  ^^tsmpntl  IIh  .  l^*"".*^'  *"^*^  "P^"  '^^ 
made.     It  Is  further  agreed  that  if  renegotla-       Si?«tinn    S  T  'h*  date  of  such  com- 

tlon   pursuant  to  the  Renegotiation  Act  of       ^r  tJi  ,  „h      ,      ''J^^""^  ^^'  '^'^^''^  ^^^  ^"""^^  ~ 
1948  shall  hereafter  be  concluded  with  respect       able  under  rS         ,  'o^.^  ^^''''^  '^^^  P'"'"  * 
to  such  fiscal  year.  (1)    the  amount  of  this       Tntlrn^i%.^JlTn\^-  ^^j  ^"^  ^D.  of  the 
prepayment  will,  for  the  purpose  of  such  re-        Jeasm'of  th?  .11^     i."     .^'  decreased  bv 
negotiation,  be  Included  in  renegotlable  re-       the    "   ««   nr.^o,  f    °"   ^'°"'   '"'^'"^  °' 

celpts  or  accruals.  ,2)  upon  such  basis.  ^Je  of  the'^  n^^rnJ"^  ^'''^^^J^^Jo  Section 
excessive  profits,  if  any.  will  be  determined  ^^  the  undir^n^^"  m"'  ^'^'•'  ""^  "*> 
under  the  Renegotiation  Act  and  the  regula-       J  eh  comnm«Mon^  V^;^^""^   receiving 

tions  promulgated  thereunder  and  (3)  upon  Se  Iro^^nT  '  ?7  *°  ^^^  Government 
such  determination  of  excessive  profits,  the  J«,^  ^'^^^,7^  '^^"^-  '^^  ^^^  ^'""'"'^^  °^  ^^^ 
prepayment  will  be  applied  In  elimination  of  S  imSnal  Relem?/"  t^'"'' h^  ?'  ^"'^"^^ 
the  excessive  profits  so  determined,  and.  to       ?ese   !l  thit^hu  nrn  ""'^"^'^^^cl  rep- 

the  extent  so  applied,  this  prepayment  will  Slsf^ctlon  nr  iu^h?^T"'  ^  ,''°'  '"**^^  '" 
be  deemed  to  be  "excessive  profits  deter-  o?  ^nv  WaMv  S  nJ^f  ^^k,'?  ^^^'^  Z'  '"  P'^'"' 
mined'  within  the  meaning  of  the  Renego-       exist  L  ''•"^ing  obligation  heretofore 

nation  Act.     It  Is  Intended   that,  if  any   of  jt  i=  !oT*<.rt  fhof  „  i,k 

this  prepayment,  or  if  for  any  reason  rene-  letter  no^rc,Pnt.n^!.r,r^''P'^""  °'  ^^^^ 
gotiatlon  pursuant  to  the  Renegotiation  Act  vfJ  1!,„h  I  ^'^'^^P^''"*'^  o^  ^he  prepayment  to 
Shall  not  be  concluded  with  respect     o  such        ^Zifr"Z'lf^\  *^°"«^""^«'  «  commence- 

fiscal  year,  then  the   excess  of  the   prepay-  ^otStlon  Act'of  m^a^^^T^"?'  '°  '1'  '^"'- 

ment,  or  the  full  amount  thereof,  as  the  case •  vMph  h»r«t«  !.?.''  ^^^^-  """^P*  "  P'"' 

may  be,  shall  constitute  a  payment  ^n  ellml!  a^resTect's   L'TouPh  "iWs  "^  ^°"^"*^^^^ 

nation  of  "excessive  profits"  as  such  term  Is  had   not   been   TJ.      ft,     ,'   P^^P^^'"^*"^ 

defined  In  section  3806  of  the  Internal  Reve-  fh„t  ff  Lnff^t.^f^*-     "   ^   ^''''^^^'  '^^^^^ 

nue  code  even  though  not  constituting  an  gotla    o  fAc't  of  SS  El"hp'  'n'^^t  ""'"'- 

elimination  of  "excessive  profits  determined'  Jluded  with  resnicft^  -n.^fl^^^^^^^    "^  '^'^: 

wlth^the  meaning  of  the  Renegotiation  Act  ZVn^oTt  o^l^^lr^Zl^lnlZ,  \Vr 

pa?n^s^r^-r^srs;^x:  iHS~^T— - 

signed,  provided,  however,  that  if  this  pre-  ^mT6etermS.T\Z^^Z  P^°«^«' 'f  f""' 

respect  to  the  excessive  profits  so  determined.  determined"  within  the  meaning  of  the  Re 

If  this   prepayment   is   acceptable  on   the  negotiation  Act  of  1948     It  is  intended  that 

foregoing   terms,   please   so  indicate   by   in-  ,f  the  amount  of  excessive  profit!^  deter 

fnJfnTr*  h'   ?"*   °'   'u*   '"^'^    <^>    '^^P'^'  '"'"^d  1«  1^^  than  the  inoSnt  o?  tVgr^ 

inclosed  and  -t-n  such  copy  to  us.  prepayment,  or  If  for  any  reason 'rS:g'oS! 

I  ours  very  truly,  tlon  pursuant  to  the  Renegotiation  Act  of 

:Zj"'"'J'"l~ ^^*^  ^^^^^  "°*  ^  concluded  with  respect  to 

(Name  of  contractor)  such  fiscal  year,  then  the  excess  of  thlTgross 

'7^7"' prepayment,  or  the  full  amount  thereof,  as 

Arrent^rt-  »*"«)  the  Case  may  bei  Shall  constitute  a  payment 

Bv  *"  elimination  of  "excessive  profits"  as  rtach 

PhV,""""-- - ;;:"■."  *^™  ^*  defined  In  section  3806  of  the  Internal 

Chairman  of  ----- Division.  Revenue  Code,  even  though  not  constltutlnK 

Tf..o  M^"''i?*^"^^°"^*'°"^°"''-  ^''   elimination   of   "excessive   profits   deter- 

If  a  corporation  add  (Corporate  Seal ) .  mined"  within  the  meaning  of  the  Renegotl- 

'*^^"-  .  Btlon  Act  of  1948. 

i'<^^JJtVr-'r,\ ^^  '^  further  agreed  that  no  part  of  this 

(oecreiary)  prepavTnent  shall  be  refunded  to  the  under- 

§  427.708    Letter  Agreement  Providing  *'^"*'^'  P'"°^'^«'i'  however,  that  if  this  gross 

for  Prepayment  of  Excessive  Profits  nitPT  P^^^Pav^^ent-  or  a  portion  thereof,  shall   be 

Close  of  Fiscal  YPnriMPP  7n«f      ^b  '^^^"'^**  ^°  ^'^  "excessive  profits  determined  " 

ttTL  Ik  InTLl  *     A^^^  ^^J  V       * ^^'  *'"^'"  ^^^  meaning  of  the  Renepotiatlon  Act 

rer  to   ?§  424.450  to  424.452  of  this  sub-  of  1948.  nothing  herein  contained  shall  prej- 

Chapter).  udlce  any  right  which  the  undersigned  may 

have  to  receive  any  refund  or  rebate  provided 

" "VDate^ ^°^  '"  ^^^  Renegotiation  Act  of  1948  with  re- 

Xq.  *  '  spect  to  the  excessive  profits  sp  determined. 

( oi'iiiMm" RVnVKOtTation'Dl virion V  '^^^^  undersigned  further  agrees  that  If  this 

KK^  i«ini  nenegoiiaiion  Division)  gross  prepayment,  or  a  portion  thereof,  shall 

j^   deemed   to   be"exces6lve   profit*   deter- 

OenVlimenrbf'th'e'proflti";;^TvVd"or  ac-  J?i!^^f' ♦  "^^o  ^^v*  meaning  of  the  Renego- 

crued  m  our  fiscal  vtrmr^aZi   ^'  *°  °^  **  ^lon  Act  of  1948,  the  undersigned  shall  not  be 

cruea  m  our  nscai  ytar  ended entitled  to  any  tax  credit  with  resnect  to  the 

(hereinafter  referred  to  a.  "such  fiscal  year")  gross  prepayment,  or  portion  th«!S!  m  ml 


1392  RULES  AND  REGULATIONS 

case  may  be.  other  than  the  tax  credit  com-  and  for  souvenirs,  ornamental  Jewelry 

puted  as  provided  In  the  second  paragraph  of  and  articles  acquired  to  be  disposed  of  as 

thU   agreement,   and   that   the   undersigned  gjf^g  ^re  not  payable  hereunder. 

will  8Q  Inform  the  Bureau  of  Internal  Reve-  ^j)     All    other    persons.      Claims    for 

nue  at  the  time  It  applies  for  a  computation  damage  to  or  loss  or  destruction  of  per- 

If  thla  prepayment  Is  acceptable  on  the  firms,  partnerships,  or  other  claimants 

foregoing  terms,  please  so  Indicate  by  indorse-  may  be  payable  under  the  provisions  of 

ment  of  one  of  the  three  (3)  copies  Inclosed  these  regulations,  except  those  cogniza- 

and  return  such  copy  to  us.  jjjg  under  the  Federal  Tort  Claims  Act 

Yours  very  truly  ^^  codified  In  the  act  of  June  25.  1948 

mVmVof  contractor)' <62  Stat.  983:  28  U.  S.  C.  2672).  except 

(Name  of  contractor)^ ^^^^  ^^^^^^  ^^^  clothing  being  worn  at 

(Title)  the  time  when  damaged,  lost,  or  de- 
Accepted:  stroyed.  and  for  souvenirs,  ornamental 

By: Jewelry,  and  articles  acquired  to  be  dis- 

Chairmanof -—  posed  of  as  gifts  are  not  payable  here- 

( cognizant)  ^ 

Division,  Armed  Services  Re-  ""u*^'- 

negotiation  Board.  •               •              •              •              • 

Attest: 
_ _ [SEAL]           Edward  P.  Witsell, 

' (Secretary)  Major  General, 

.^     .J     .     1,  1    1QAQ  The  Adjutant  General. 
Adopted:  April  1.  1949. 

x^          T     t3^„wo«,  IF.    R.    Doc.    49-3052;    Filed.    Apr.    19.    1949; 

FRANK  L.  Roberts.  '                         a  65  a.  m.) 

Chairman.  Military  Renegotiation 

Policy  and  Review  Board. 

Approved:  April  15.  1949.  TITLE   39 POSTAL   SERVICE 

Louis  Johnson  Chapter  I — Post  Office  Department 

Secretary  of  Defense.  ^""»' 

(P.    R.   Doc.    49-3089;    Filed.    Apr.    19.    1949;  Swbthopter   L — ln»«rnalional    Potfol   S«rvlc« 

® ^®  *•  ™  '  Part  127— International  Postal  Service: 

Postage  Rates,  Service  Available,  and 

"^^■"^^""■^^  Instructions  for  Mailing 


Chapter  V — Department  of  the  Army 

Subchapter  B — Claims  and  Accounts 

Part  536— Claims  Against  the  United 
States 

property  claims 

Paragraph  «a)  of  S  536.17  is  rescinded 
and  the  following  substituted  therefor: 

S  536.17     Claims  of  or  pertaining   to 
military     personnel     or     civilian     em- 
ployees—(&)    Property    claims;    excep- 
tions—(D  Military    personnel    and    ci- 
vilian employees  of  the  Department  of 
the   Army.     Claims   for   damage   to  or 
lo.ss  or  destruction  of  personal  property 
of    military   personnel   or   civilian   em- 
ployees of  the  Department  of  the  Army 
occurring  incident  to  their  service  will 
be  considered  first  under  the  provisions 
of    S  536.27    which,    if    applicable,    take 
precedence     over     the     provisions     of 
§§536  12  to  536.23.    Such  claims  found 
not  to  be  payable  under  the  provisions  of 
§  536.27  then  may  be  considered  under 
the  provisions  of  §§  536.12  to  536  23  ex- 
cept those  cognizable  under  the  Federal 
Tort  Claims  Act  as  codified  in  the  act 
of  June  25.  1948  (62  Stat.  983;  28  U.  S.  C. 
2672).     Claims  of  such  personnel   and 
employees  for  damage  to  or  loss  or  de- 
struction   of   property   not   incident   to 
their  service  (see  the  Military  Personnel 
Claims  Act  of  1945  and  §  536.27  • .  are  pay- 
able under  the  provisions  of  these  regu- 
lations on  the  same  basis  as  are  claims 
of  persons  not  military  personnel  or  ci- 
vilian employees  of  the  Department  of 
the  Army,  except  that  claims  of  such 
persons  for  clothing  being  worn  at  the 
time  when  damaged,  lost,  or  destroyed. 


miscellaneous  amendments 

In  Part  127.  International  Postal  Serv- 
ice: Postage  rates.  Service  Available  and 
Instructions  for  Mailing  (13  F.  R.  9072) 
make  the  following  changes: 

1.  In  Alphabetical  Index  to  Subpart  D 
a3  F.  R.  9072)  delete  "127.312  New- 
foundland (including  Labrador)."  and 
Insert  '•  (Including  Newfoundland  and 
Labrador)"  after  "127.227  Canada." 

2.  In  §  127.1  Postage  rates,  limits  of 
weight,  and  dimensions  (13  F.  R.  9073) 
make  the  following  changes: 

a.  Amend  the  heading  of  Table  No.  2 
by  deleting  "Newfoundland  (including 
Labrador"."  and  inserting  "(Including 
Newfoundland  and  Labrador)",  after 
"Canada." 

b.  Amend  footnote  2  of  Table  No.  2  by 
deleting  "and  Newfoundland  (including 
Labrador)"  and  substituting  "(Includ- 
ing Newfoundland  and  Labrador)"  in 
lieu  thereof. 

c.  Amend  footnote  3  of  Table  No.  2  by 
deleting  "and  Newfoundland  (including 
Labrador)"  in  sentences  two  and  three 
thereof  and  substituting  "(Including 
Newfoundland  and  Labrador)"  in  lieu 
thereof. 

d.  Amend  footnote  4  of  Table  No.  2  by 
deleting  "and  Newfoundland  (including 
Labrador);"  and  substituting  "(Includ- 
ing Newfoundland  and  Labrador)  ;"  in 
lieu  thereof  in  the  first  sentence. 

e.  Amend  footnote  4  of  Table  No.  2  by 
deleting  "Newfoundland  (including  Lab- 
rador)," and  inserting  "(Including  New- 
foundland and  Labrador)"  after  "Can- 
ada" in  the  third  sentence  thereof. 

f.  Amend  footnote  5  of  Table  No.  2  by 
deleting  "and  Newfoundland  (including 


Labrador)"  and  substituting  "(Including 
Newfoundland  and  Labrador)"  in  lieu 

thereof. 

3.  In  S  127.3  Letters  and  letter  pack- 
ages (13  F.  R.  9074)  amend  paragraph 
(f)  by  deleting  "Newfoundland  (includ- 
ing Labrador)."  in  alphabetical  list  of 
countries. 

4.  In  §  127.10  Small  packets  (13  F.  R. 
9078)  amend  paragraph  (e)  by  deleting 
"Newfoundland  (including  Labrador)." 
in  alphabetical  list  of  countries. 

5.  In  S  127.11  Eight-ounce  merchan- 
dise packages  (13  P.  R.  9079)  delete 
"Newfoundland.  (Including  Labrador)." 
from  the  group  of  countries  therein 
listed. 

6.  In  §  127.12  Combination  packages 
(13  P.  R.  9079)  amend  paragraph  (a)  by 
deleting  "Newfoundland  (including  Lab- 
rador)," from  the  group  of  countries 
therein  listed. 

7.  In  §  127.19  Special  deHveri/  (Expris) 
service  (13  F.  R.  9080)  make  the  follow- 
ing changes: 

a.  Amend  paragraph  (a)  by  deleting 
"Newfoundland  (including  Labrador)." 
from  the  list  of  countries. 

b.  Amend  paragraph  (b)  by  deleting 
"and  Newfoundland  (including  Labra- 
dor)" and  substituting  "(Including  New- 
foundland and  Labrador)"  in  lieu  there- 
of. 

8.  In  S  127.30  Matter  entitled  to  ad- 
mission in  the  international  mails  free  of 
postage  (13  F.  R.  9083)  amend  para- 
graph (f)  by  deleting  "Newfoundland 
(Including  Labrador)."  and  inserting 
"(Including  Newfoundland  and  Labra- 
dor)," after  "Canada." 

9.  In  S  127.38  Prepayment  of  customs 
duties  (13  F.  R.  9086)  amend  paragraph 
(a)  to  read  as  follows: 

(a)  Customs  duties  can  be  prepaid  by 
mailers  on  advertising  matter  sent  to 
Canada  and  the  Union  of  South  Africa. 
For  further  information  see  Regular  Mall 
"Observations"  under  the  country  head- 
ings of  the  above-named  countries. 

10.  In  8  127.39  General  foreign  sepa- 
rating scheme  (13  F.  R.  9086)  amend 
paragraph  (e)  New  York  "Bureau  Sepa- 
ration" of  letters  and  post  cards  and  of 
newspaper  (prints)  mail,  by  deleting 
"Labrador"  and  "Newfoundland"  under 
the  column  heading  "Country"  and  by 
deleting  "Boston.  N.  Y..  and  Sault  Sainte 
Marie"  opposite  "Labrador"  and  "New- 
foundland" under  the  column  heading 
"Slip  or  label." 

11.  In  §  127.47  Undeliverable  articles, 
charges  (13F.  R.  9087)  amend  paragraph 
(c)  by  deleting  "(except  Newfoundland. 
Including  Labrador),". 

12.  In  §  127.102  Special  provisions  ap- 
plicable to  international  insurance  serv- 
ice (13  F.  R.  9102)  amend  paragraph  (a) 
by  deleting  "Newfoundfand  (Including 
Labrador)."  from  the  li.st  of  countries. 

13.  In  §  127.108  Indemnity  for  insured 
parcel  post  (13  F.  R.  9105*  amend  para- 
graph (b)  by  deleting  "and  Newfound- 
land (including  Labrador),"  and  substi- 
tuting "(Includlne  Newfoundland  and 
Labrador)"  In  lieu  thereof. 

14.  In  S  127.110  Principal  exceptions 
to  indemnity  (13  F.  R.  9106)  make  the 
following  changes: 

a.  Amend  paragraph  (1)  by  deleting 
"and  Newfoundland"   and  substituting 
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"(Including  Newfoundland  and  Labra- 
dor)" in  lieu  thereof. 

b.  Amend  paragraph  (n)  by  deleting 
"and  Newfoundland,  including  Labra- 
dor." and  substituting  "(Including  New- 
foundland and  Labrador),"  in  lieu 
thereof. 

15.  In  5  127.199  Alphabetical  index  to 
Subpart  D  (13  P.  R.  9106)  make  the  fol- 
lowing changes: 

a.  Insert  "(Including  Newfoundland 
and  Labrador)"  between  "Canada"  and 
"127  227."  in  the  list  of  countries. 

b.  Delete  "Newfoundland  (including 
Labrador).  127.312."  from  the  list  of 
countries. 

16.  In  §  127.227  Canada  (13  F.  R. 
9124)  amend  the  section  headnote  to 
read  as  follows: 

§  127  227  Canada  (Including  New- 
foundland arid  Labrador). 

17.  All  of  5  127.312  Newfoundland  (in- 
cluding Labrador)  (13  P.  R.  9192)  Is 
hereby  rescinded. 

(R.  S.  161,  396.  398.  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R.    Doc.    49-3007;    Filed.    Apr.    19.    1949; 
8:46  a.  m.] 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

inSCELLANEOUS  AMENDMENTS 

1.  In  8  127.240  Dahomey  (13  F.  R. 
9140)  amend  paragraph  (a)  (7)  Prohibi- 
tions to  read  as  follows: 

(7)  Prohibitions.  (1)  Piasters  and 
small  silver  ingots  not  bearing  the  stamp 
of  an  authorized  assayer  and  an  Indica- 
tion of  their  fineness. 

(II)  Arabic  books  or  prints  are  admit- 
ted conditionally,  subject  to  special  con- 
trol.    (Certificate  of  origin  required.) 

(III)  Also  all  articles  prohibited  In  the 
form  of  parcel  post. 

dv)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mall  only  if  accompanied  by  a  pennit 
l.-^sued  by  the  French  exchange-control 
authorities,  or  If  Imported  by  a  bank. 

2.  In  5  127.252  France  (including  Mo- 
naco) (13  F.  R.  9149)  amend  paragraph 
(a)  (8)  Prohibitions  to  read  as  follows: 

(8)  Prohibitions.  (D  Coins  unless  im- 
ported by  the  Bank  of  France  or  other 
designated  banks  under  special  authori- 
zation. Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  Imported  by 
mall  only  If  accompanied  by  a  permit  is- 
.sued  by  the  French  exchange-control  au- 
thorities, or  If  imported  by  a  bank. 

(il)  Manufactured  or  unmanufactured 
platinum,  gold  or  silver;  precious  stones. 
Jewelry,  or  other  precious  articles. 

(ill)  .However,  gold  or  silver  articles 
will  be  accepted  in  registered  letters  un- 
der the  following  conditions: 

(a)  All  such  registered  letters  must  be 
directed  to  the  addressees  In  care  of  the 
Bureau  de  la  Garantie,  4  Rue  Guenegaud, 
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Paris,  and  must  bear  the  green  label. 
Form  2976  (CD. 

(b)  The  French  postal  authorities 
wiy  assume  only  the  ordinary  responsi- 
bility provided  by  the  international  regu- 
lations in  case  of  loss  of  registered 
articles. 

(iv)  Also  all  articles  prohibited  as 
parcel  post. 

3.  In  §  127.253  French  Cameroons  (13 
P.  R.  9151)  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions,  d)  Coins;  pjatinum, 
gold  and  silver,  manufactured  or  not; 
precious  stones.  Jewelry,  and  other 
precious  articles. 

(ID  AI.so  all  articles  prohibited  in  the 
form  of  parcel  post. 

(ill)  Paper  money  and  other  Instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  bv 
mail  only  If  accompanied  by  a  permit 
Issued  by  the  French  exchange-control 
authorities,  or  if  imported  by  a  bank. 

4.  In  §  127.254  French  Equatorial  Af- 
rica (Gabon,  Moyen  (Middle)  Congo, 
Oubangui-Chari,  and  Tchad)  (13  P.  R. 
9152)  amend  paragraph  (a)  (7)  Prohibi- 
tions to  read  as  follows: 

(7)  Prohibitions,  (i)  Coins;  manu- 
factured or  unmanufactured  platinum. 
gold  or  sliver;  precious  stones.  Jewelry, 
and  other  precious  articles. 

(11)  Also  all  articles  prohibited  in  the 
form  of  parcel  post. 

(lil)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mail  only  if  accompanied  by  a  permit  is- 
sued by  the  French  exchange-control 
authorities,  or  If  imported  by  a  bank. 

5.  In  §  127.255  French  Guiana  (13 
P.  R.  9152)  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions,  (i)  Coins;  manu- 
factured or  unmanufactured  platinum, 
gold  or  sliver;  precious  stones;  jewelry 
and  other  precious  articles. 

(ii)  Other  articles,  same  as  "Prance 
(Including  Monaco)."  §  127.252  (a)  (7), 
except  that  tobacco  is  admitted  subject 
to  payment  of  customs  duty  and  other 
charges. 

(ill)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mall  only  if  accompanied  by  a  permit  is- 
sued by  the  French  exchange-control 
authorities,  or  If  imported  by  a  bank. 

6.  In  5  127.257  French  Indo-China 
(Annam,  Cambodia.  Cochin-China,  Laos 
and  Tonkin)  (13  P.  R.  9153)  amend 
paragraph  (a)  (7)  to  read  as  follows: 

(7)  Prohibitions,  (i)  Coins;  manu- 
factured or  unmanufactured  platinum, 
gold,  or  silver;  precious  stones,  jewelry,' 
or  other  prtcious  articles. 

(ID  AL-^o  all  articles  prohibited  in  the 
form  of  parcel  po.st. 

(ill)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mail  only  If  accompanied  by  a  permit  is- 
sued by  the  French  exchange-control 
authorities,  or  if  imported  by  a  bank. 

7.  In  5  127.258  French  settlements  in 
India   (Chandernagore.  Karikal,  Mahc, 
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Pondichery  and  Yanaon)  (13  P.  R.  9153) 
amend  paragraph  (a)  (7)  Prohibitions. 
by  adding  subdivision  (Iv)  to  read  as 
follows : 

(iv)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  Imported  by 
mall  only  If  accompanied  by  a  permit  is- 
sued by  the  French  exchange-control 
authorities,  or  if  imported  by  a  bank. 

8.  In  5  127.259  French  Settlements  of 
Oceania  (Society  Islands  (Tahiti  and 
Moorea),  Marquesas  Islands  (Nukahita 
and  Hivaoa),  the  Tuamotou  Group,  Lee- 
ward Islands  (French)  (Huahine,  Rai- 
aiea.  Tahaa.  and  Borabora) ,  Gambicr. 
Tubuai,  and  Rapa  Islands)  (13  P.  R.' 
9154)  amend  paragraph  (a)  (7)  Prohi- 
bitions by  adding  a  new  subdivision  (vii) 
to  read  as  follows: 

(vii)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  Imported  by 
mail  only  if  accompanied  by  a  permit 
Issued  by  the  French  exchange-control 
authorities,  or  If  Imported  by  a  bank. 

9.  In  8  127.260  French  Somaliland  (13 
P.  R.  9154)  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions.  (1)  Coins;  gold  or 
silver  bullion,  precious  stones,  jewelry, 
and  other  precious  articles. 

(ID  Articles  containing  live  parasites 
and  predators  of  harmful  Insects  in- 
tended for  the  control  of  those  in.sects, 
unless  addressed  to  institutions  officially 
recognized  and  authorized  by  the  local 
authorities. 

(ill)  Also  all  articles  prohibited  in  the 
parcel  post  mails. 

(iv)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  secu- 
rities, or  deeds  mal^be  imported  by  mall 
only  If  accompanied  by  a  permit  Issued 
by  the  French  exchange-control  aut'hor- 
itles,  or  If  imported  by  a  bank. 

10.  In  5  127.261  French  Sudan  (13  P.  R. 
9154)  amend  paragraph  (a)  (7)  Prohi- 
bitions to  read  as  follows: 

(7)  Prohibitions.  (I)  Coins,  gold  or 
silver  bullion,  precious  stones,  jewelry, 
and  other  precious  articles. 

(ID   Live  bees. 

(ill)  Also  all  articles  prohibited  in  the 
form  of  parcel  post. 

(iv)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  secu- 
rities, or  deeds  may  be  Imported  by  mall 
only  if  accompanied  by  a  permit  i.ssued 
by  the  French  exchange-control  author- 
ities, or  if  Imported  by  a  bank. 

11.  In  8  127.262  French  Togoland  (13 
P.  R.  9154)  amend  paragraph  (a)  (8) 
Prohibitions  to  read  as  follows: 

(8)  Prohibitions.  (I)  Coins;  manu- 
factured platinum,  gold,  and  silver; 
precious  stones,  jewelry,  and  other  pre- 
cious articles. 

(ID  Also  all  articles  prohibited  in  the 
form  of  parcel  post. 

(ill)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  secu- 
rities, or  deeds  may  be  Imported  by  mail 
only  if  accompanied  by  a  permit  i.ssued 
by  the  French  exchange-control  author- 
ities, or  if  Imported  by  a  bank. 
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12.  In  S  127.271  Guadeloupe  (including 
the  Islands  of  Desirade,  Les  Saintes.  Ma- 
rie Galante,  Petite  Terre,  St.  Bartholo- 
mew (Barthelemy),  and  the  French  port 
of  St.  Martin)  (13  F.  R.  9163)  amend 
paragraph  (a)  (7)  Prohibitions  to  read 
as  follow.s: 

(7)  Prohibitions,  d)  Paper  money 
and  other  instruments  of  payment,  let- 
ters of  credit,  securities,  or  deeds  may  be 
Imported  by  mail  only  if  accompanied  by 
a  permit  Issued  by  the  French  exchange- 
control  authorities,  or  if  Imported  by  a 
bank. 

(ii)  Also  all  articles  prohibited  in  the 
form  of  parcel  po.st. 

13.  In  §  127.297  Madagascar  and  de- 
pendencies {Madagascar,  Ste.  Marie-de- 
Madagastar.  Nossi-Be.  Comora  Islands 
iMayotte.  Grand  Comoro.  Anjouan,  and 
Moheli)  (13F.  R.  9183)  amend  paragraph 
(a)   (7>  Prohibitions  to  read  as  follows: 

(7)  Prohibitions.  (i.»  Coins;  manu- 
factured or  unmanufactured  platinum, 
gold,  and  silver;  jewels  and  other  pre- 
cious article.s. 

(ii)  Also  all  articles  prohibited  in  the 
form  of  parcel  post. 

(iii)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  secu- 
rities, or  deeds  may  be  imported  by  mail 
only  if  accompanied  by  a  permit  is.sued 
by  the  French  exchange-control  authori- 
ties, or  if  imported  by  a  bank. 

14.  In  §127.301  Martinique  tl3  F.  R. 
9184>  amend  paragraph  (a)  «7)  Prohibi- 
tions to  read  as  follows: 

(7>  Prohibitions,  (i)  Gold,  .silver. 
Jewelry,  and  other  precious  articles. 

(ii>  All  articles  prohibited  in  the  form 
of  parcel  post. 

(Hi)  Papor  money  and  other  instru- 
ments of  payment,  letters  of  credit,  secu- 
rities, or  deeds  may  be  imported  by  mail 
only  if  accompanied  by  a  permit  issued 
by  the  French  exchange-control  authori- 
ties, or  if  imported  by  a  bank. 

15.  In  §  127.306  Morocco  (French)  (13 
P.  R.  9188 >  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions,  (i)  Manufactured 
or  unmanufactured  platinum,  gold,  or 
silver;  jewelry,  or  other  precious  articles. 

(ii)  Coins  may  be  imported  only  by  the 
State  Bank  of  Morocco  and  banking  es- 
tablishments approved  by  the  French 
Protectorate. 

(iii>  All  articles  prohibited  importation 
or  subject  to  restrictions  when  sent  in 
the  form  of  parcel  post  are  subject  to 
the  same  prohibitions  and  restrictions 
when  sent  in  the  regular  mails. 

(iv>  For  information  concerning  the 
sanitary  police  regulations  covering  veg- 
etables, see  Parcel  post,  paragraph  (b) 
(5)  of  this  section. 

(v)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mall  only  if  accompanied  by  a  permit 
Issued  by  the  French  exchange-control 
authorities,  or  if  Imported  by  a  bank. 

16.  In  S  127.311  New  Caledonia  and 
dependencies  (including  Isle  of  Pines, 
Loyalty  Islands.  Huan  Islands,  Futuna 


RULES  AND  REGULATIONS 

and  Alofi  Islands  and  the  Wallis  Islands) 
(13  F.  R.  9192)  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions,  (i)  Same  as  Parcel 
post,  paragraph  (b»  (5)  of  this  section. 
However,  articles  who.se  importation  Is 
prohibited  may  be  sent  in  the  regular 
mails  if  authorization  is  first  obtained 
from  the  Director  General  of  Customs; 
with  the  exception  of  bills  of  the  Bank 
of  Venice,  which  are  absolutely  pro- 
hibited. 

(ii )  The  only  coins  admitted  are  those 
which  are  no  longer  in  circulation. 

(iii)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  cfedit.  se- 
curities, or  deeds  may  be  imported  by 
mail  only  if  accompanied  by  a  permit 
issued  by  the  French  exchange-control 
authorities,  or  if  Imported  by  a  bank. 

17.  In  §  127.317  Niger  (13  F..R  9196) 
amend  paragraph  (a)  (7)  Prohibitions 
to  read  as  follows: 

(7)  Prohibitions.  (D  Registered  arti- 
cles containing  coins;  manufactured  or 
unmanufactured  platinum,  gold,  or 
silver;  precious  stones,  jewelry,  and  other 
precious  articles  are  not  admitted. 

(ii)  Also  all  articles  prohibited  in  the 
form  of  parcel  post. 

(iii)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mall  only  if  accompanied  by  a  permit 
Issued  by  the  French  exchange-control 
authorities,  or  if  imported  by  a  bank. 

18.  In  5  127,344  St.  Pierre  and  Miqucl- 
on  <13F.  R.  9213)  amend  paragraph  (a) 
(7)  Prohibitions  to  read  as  follows: 

(7)  Prohibitions.  (D  Paper  money 
and  other  instruments  of  payment,  let- 
ters of  credit,  securities,  or  deeds  may  be 
imported  by  mail  only  if  accompanied  by 
a  permit  i.ssued  by  the  French  exchange- 
control  authorities,  or  if  imported  by  a 
bank. 

(ii)  Al.so  all  articles  prohibited  in  the 
form  of  parcel  post. 

19.  In  §127.349  Senegal  (13  F.  R  9216) 
amend  paragraph  (a)  (7)  Prohibitions 
to  read  as  follows: 

(7»  Prohibitions.  (!>  Paper  money  and 
other  instruments  of  payment,  letters  of 
credit,  securities,  or  deeds  may  be  im- 
ported by  mall  only  if  accompanied  by  a 
permit  issued  by  the  French  exchange- 
control  authorities,  or  if  imported  by 
a  bank. 

(ii)  Al.so  all  articles  prohibited  in  the 
form  of  parcel  post. 

20.  In  ?  127.369  Tunisia  (Tunis)  (13 
F.  R.  9226)  amend  paragraph  (a)  (7) 
Prohibitions  to  read  as  follows: 

(7)  Prohibitions,  (i)  Coins;  manu- 
factured or  unmanufactured  platinum, 
gold,  or  sliver;  precious  stones.  Jewelry, 
and  other  precious  articles. 

(ID  Also  all  articles  prohibited  In  the 
form  of  parcel  post. 

(Ill)  Paper  money  and  other  instru- 
ments of  payment,  letters  of  credit,  se- 
curities, or  deeds  may  be  imported  by 
mall  only  If  accompanied  by  a  permit 
Issued  by  the  French  exchange-control 
authorities,  or  if  imported  by  a  bank. 


(R.  S.  161,  396.  398.  sees.  304,  309,  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22, 
369.  372) 

[sEALl  J.  M.  Donaldson, 

Postmaster  General. 

[F.    R.    Doc.    49-3008;    Filed,    Apr.    19.    1949; 
8:46  a.  m.l 


TITLE  42— PUBLIC  HEALTH 

Chaper  I — Public  Health  Service, 
Federal   Security  Agency 

Part  61— Fellowships 

awards  and  benefits 

1.  Section  61.8  is  amended  to  read  as 
follows: 

§  61  8  Awards.  Awards  of  regular  and 
service  fellowships  shall  be  made  by  the 
Surgeon  General.  Individuals  desig- 
nated to  receive  the  service  fellowship 
shall  become  employees  of  the  Public 
Health  Service. 

2.  Section  61.9,  benefits,  is  amended  as 
follows : 

a.  Subparagraph  (2)  of  paragraph  (b) 
of  such  section  is  amended  to  read: 

(2)  Individuals  awarded  regular  fel- 
lowships may  take  vacations  in  accord- 
ance with  the  cu-stom  of  the  institution 
at  which  they  are  working,  but  not  In 
excess  of  one  month  per  year.  If  they 
are  located  at  a  laboratory  or  other  fa- 
cility of  the  Federal  Goverrunent.  vaca- 
tions may  be  taken  as  authorized  by  the 
Public  Health  Service.  Stipends  will  not 
be  Increased,  or  be  paid  beyond  the  term 
of  a  fellowship,  on  account  of  vacation 
an  individual  might  be  entitled  to  but 
does  not  take. 

b.  Paragraph  (c)  of  such  section  is 
amended  to  read: 

(c»  Traveling  expenses;  service  fellow- 
ships. Individuals  awarded  service  fel- 
lowships shall  be  entitled  to  transporta- 
tion and  subsistence  expenses  while 
traveling  on  oflBcial  business  on  the  same 
basis  as  other  civilian  employees  of  the 
Public  Health  Service. 

c.  Paragraph  (d)  of  such  section  is 
amended  to  read: 

(d)  Travel  expenses;  regular  fellow- 
ships. Any  individual  awarded  a  regu- 
lar fellowship  may,  when  authorized  in 
advance  by  the  Public  Health  Service, 
be  granted  separate  allowances  for  trans- 
portation and  subsistence  expenses,  not 
exceeding  those  authorized  by  the 
Standardized  Government  Travel  Regu- 
lations, on  account  of  (1)  travel  to  the 
place  at  which  he  is  to  be  located  during 
the  term  of  the  fellowship;  (2)  travel 
required  In  carrying  out  the  purposes  of 
the  fellowship,  including  attendance  at 
meetings;  and  (3)  travel  to  return  him 
at  the  end  of  the  fellowship  term  to  his 
home  or  other  place  he  left  to  carry  out 
the  fellowship,  provided  such  return 
travel  is  to  or  from  a  place  outside  the 
continental  United  States.  Allowance 
will  not  be  made  for  transportation  ex- 
penses of  dependents  or  for  shipping 
charges  for  personal  effects  or  house- 
hold goods. 


Wednesday,  April  20,  1949 

3.  These  amendments  are  adopted  un- 
der authority  of  sections  208  (d),  301  (c), 
402  (d).  58  Stat.  686.  692,  707;  section  3 
(b»,  62  Stat.  464;  and  section  3  (b).  62 
Stat.  598;  42  U.  S.  C.  209  (d) .  241  (c) .  282 
(di.  287  a  (g),  288  a  (c),  and  shall  be 
effective  upon  publication  In  the  Federal 
Register. 

Dated:  April  12,  1949. 

[seal]  Leonard  A.  Scheele. 

Surgeon  General. 

Approved:  April  14.  1949. 

J.  Donald  Kincsley, 
Acting  Federal  Security 
Administrator. 

|F     R.    Doc     49-3050:    Piled.    Apr.    19.    1949; 
8:55   a.  m  | 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public   Land  Orders 
I  Public  Land  Order  585] 

Alaska 

withdrawing  public  lands  for  classifi- 
cation      AND       IN       AID      OF       PROPOSED 

legislation 

By  virtue  of  the  authority  vested  in  the 
President  by  the  act  of  June  25.  1910,  c. 
421.  36  Stat.  847.  as  amended  by  the  act 
of  August  24,  1912.  c.  369.  37  Stat.  497 
(43  U.  S.  C.  141-142',  and  pursuant  to 
Executive  Order  No.  9337  of  April  24. 
1943,  it  is  ordered  as  follows: 

Subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals, 
the  public  lands  within  the  following- 
described  areas  In  Alaska  are  hereby 
temporarily  withdrawn  from  settlement, 
location,  sale,  and  entry  under  the  pub- 
lic land  laws  except  the  applicable  coal 
or  other  mineral  leasing  laws,  for  clas- 


FEDERAL  REGISTER 

slflcatlon  and  examination,  and  in  aid 
of  proposed  legislation: 

Homer   Area 

sewaro  meridian 

T.  5  S..  R    11  W., 

Sees.  7.  8.  9.  16,  17,  18.  19,  and  20, 
T.  5  S  ,  R.  13  W., 

Sees.  1  and  2; 

Sees.  9  to  17.  Inclusive: 

Sees.  19  to  28,  Inclusive; 

Sees.  33,  34,  and  35. 
T.  6  S.,  R.  12  W.. 

Sec.  4. 

The  areas  described  aggregate  17,- 
270.31  acres.  Including  public  and  non- 
public lands. 

NiNiLCHiK  Area 

SEWARD    meridian 

T.  1  S,.  R.  13  W.. 

Sees.  30  and  31. 
T.  1  S.,  R.  14  W. 
T.  2  S  ,  R.  14  W  . 

Sees.  1  to  4,  inclusive,  and  * 

Sees.  8  to  17,  Inclusive. 

The  areas  described  aggregate  13,754.03 
acres,  including  public  and  non-public 
lands. 

Chena  Area 

FAIRBANKS   meridian 

All  unsurveyed  lands  within  two  miles 
north  of  the  Chena  River  from  the  range  line 
between  Tps.  1  S.,  Rs.  1  and  2  E ,  east  to 
longitude  146  40'  W  ; 

All  unsurveyed  lands  within  two  miles 
south  of  the  Chena  River  from  longitude 
147'  W.  to  longitude  146  40'  W.; 

All  unsurveyed  lands  within  two  miles  of 
the  Little  Chena  River  from  its  mouth,  north- 
easterly to  latitude  64  55'  N. 

The  areas  described  aggregate  approxi- 
mately 86,000  acres. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

April  14,  1949. 

|F.    R.    Doc.    49-3004:    Filed,    Apr.    19,    1949; 
8:45  a.  m.] 
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TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal   Communications 
Commission 

(Docket  No.  9126| 

Part   13 — Commercial  Radio  Operators 
examination  elements 

The  following  correction  should  be 
made  in  the  Tue.sday,  April  5,  1949,  issue 
of  the  Federal  Register: 

At  page  1601.  column  3.  §  13.21  Exami- 
nation elements  should  read : 

§  13.21  Examination  elemerits.  Writ- 
ten examinations  will  comprise  questions 
from  one  or  more  of  the  following  ex- 
amination elements: 

1.  Basic  law.  Provisions  of  law  and 
regulation  with  which  every  operator 
should  be  familiar. 

2.  Basic  theory  and  practice.  Tech- 
nical matters  appropriate  for  every  class 
of  license  except  restricted  radiotele- 
phone operator  p>ermit. 

3.  Radiotelephone.  Additional  mat- 
ters, both  legal  and  technical,  including 
radiotelephone  theory  and  practice. 

4.  Advanced  radiotelephone.  Theory 
and  practice  applicable  to  broadcast  sta- 
tion oi>eratlon. 

5.  Radiotelegraph.  Additional  mat- 
ters, both  legal  and  technical,  including 
radiotelegraph  theory  and  practice. 

6.  Advanced  radiotelegraph.  Radio- 
telegraph theory  and  practice  of  wider 
scope,  particularly  with  respect  to  ship 
radio  matters  (direction  finders,  ship 
radiotelephone  stations,  spark  transmit- 
ters, etc.). 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-3106;    FUed,    Apr.    19,    1949; 
9:36  a.  m.l 


PROPOSED  RULE  MAKING 


CIVIL  AERONAUTICS  BOARD 

[  14  CFR,  Parts  202,  292  1 

(Draft  Release  No.  38] 

Accounts,  Records,  and  Reports;  Classi- 
fications and  EJxemptions;  Reporting 
Requirements  for  Irregular  Air  Car- 
riers 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  considera- 
tion the  amendment  of  §§202.1  (b), 
202.3  and  292.1  of  the  Economic  Regula- 
tions. The  proposed  amendments  are 
designed  to  supply  the  Board  with  addi- 
tional information  concerning  the  oper- 
ations of  Large  Irregular  Carriers  in 
their  relations  with  ticket  agencies, 
brokers  or  other  trafiBc  soliciting  or 
traffic  generating  instrumentalities.  The 
Board  has  found  that  the  adequate  en- 
forcement of  the  act  and  Its  regulations 
has  been  hampered  through  a  lack  of  in- 
No.  76 3 


formation  in  this  area  of  Irregular  Air 
Carriers'  operations. 

The  Board  proposes  a  regulation  along 
the  following  lines: 

1.  Each  Large  Irregiilar  Carrier  will  be 
required,  to  reduce  to  writing  and  to  file 
true  and  complete  duplicate  original 
copies  of  each  contract,  agreement,  un- 
derstanding and  other  working  arrange- 
ment (Including  all  amendments,  modi- 
fications, or  renewals,  cancellations  or 
terminations  thereof)  between  itself  and 
any  other  person  with  respect  to  the 
following  subjects:  (1)  The  furnishing 
of  passengers  or  groups  of  passengers; 
(2)  the  making  of  arrangements  for 
flights  for  the  accommodation  of  pas- 
sengers or  groups  of  passengers;  (3)  the 
solicitation  or  generation  of  passenger 
traffic  to  be  transported  by  a  Large  Ir- 
regular Carrier;  or  (4)  the  charter  or 
lease  of  aircraft. 

2.  Each  Large  Irregular  Carrier  will  be 
required  to  file  with  the  Board  copies  of 
all  advertisements,  pamphlets,  brochiires 


or  other  publicity  material  and  all  an- 
nouncements or  notices  it  issues  pertain- 
ing to  its  air  transportation  services. 
Each  Large  Irregular  Carrier  will  also  be 
required  to  obtain  and  file  copies  of  all 
such  material  Lssued  by  any  person  with 
which  it  has  a  contract,  agreement,  ar- 
rangement or  understanding  which  Is 
required  to  be  reduced  to  writing  and 
filed  with  the  Board  as  provided  in  1, 
above.  This  amendment  is  intended  to 
broaden  the  coverage  of  subdivision  uv) 
of  §202.1  (b)  (3)  of  the  Board's  Eco- 
nomic Regulations  and  to  the  extent  that 
the  existing  provisions  cover  the  same 
requirements  they  will  be  superseded  by 
the  new  amendment.  The  remaining 
paragraphs  of  §  202.1  will  not  be  changed. 
3.  Each  Large  Irregular  Carrier  will  be 
required  to  preserve  for  a  period  of  at 
least  one  year  copies  of  all  billings,  in- 
voices, receipts  or  other  documents  evi- 
dencing transactions  pertaining  to  air 
transportation  with  any  f>erson  furnish- 
ing such  Large  Irregular  Carrier  with 
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passengers  or  groups  of  passengers  or 
availing  itself  of  the  services  of  such 
Large  Irregular  Carrier  for  air  transpor- 
tation purposes  whether  by  prearrange- 
ment  or  not.  Each  Large  Irregular  Car- 
rier will  also  be  required  to  preserve  for 
a  period  of  at  least  one  year  certain 
other  records  particularly  the  original 
tickets  or  passes  issued  to  passengers, 
receipts.  Invoices,  bills  or  cancelled 
checks  pertaining  to  passenger-carrying 
operations.  This  amendment  extends 
the  coverage  of  §  202.3  with  respect  to 
Items  listed  to  the  extent  they  are  not 
already  covered  by  the  fifst  paragraph 
of  the  present  §  202.1  (bK 

4.  It  Is  also  proposed  to  amend  §  292  1 
to  require  that  each  Large  Irregular  Air 
Carrier    <1)    shall    not    transport    pas- 
sengers or  groups  of  passengers  furnished 
or  made  available  to  it  by  any  person 
(other  than  through  Its  own  staff  or  fa- 
cilities)    unle.ss    the    arrangement    for 
soliciting  and  furnishing  such  passen- 
gers  is   reduced   to  writing:    (2)    shall 
issue  tickets  at  the  time  of  sale,  or  passes, 
for  the  transportation  by  air  of  each 
passenger  carried  by  each  Large  Irregu- 
lar Carrier,  .showing  thereon  the  name 
of  the  carrier,  the  name  and  address  of 
the   passenger,   the  date   of   issue,   the 
origin  and  destination  of  the  flight,  the 
date  of  sale,  the  amount  paid  by  the 
passenger,  and  a  validation  or  other  ac- 
ceptance  thereon   by   the   carrier;    (3) 
shall  receive  payment  from  or  make  pay- 
ment to  any  person  furnishing  passen- 
gers or  groups  of  passengers  for  trans- 
portation only  upon  the  basis  of  a  bill, 
invoice,    or    other    written    In.strument 
showing  (a>  the  same  Information  con- 
tained in  tickets  sold  and  (b>  the  amount 
of  commission  and  other  compensation 
paid  to  or  retained  by  such  persons.    - 

5.  It  is  also  proposed  to  amend  §  292.1 
in  order  to  clarify  this  section  by  clearly 
stating  that  a  Large  Irregular  Carrier  is 
prohibited  from  entering  into  any  con- 
tract, agreement  or  other  arrangement 
which  has  the  effect  of  holding  out  to  the 
public  that,  or  creating  conditions  under 
which,  aircraft  of  the  Large  Irregular 
Carrier  or  any  combination  of  such  car- 
riers operate  between  designated  points 
or  within  a  designated  point  regularly  or 
with  a  reasonable  degree  of  regularity. 
This  amendment  Is  proposed  under  the 
authority  of  sections  205  (a^ ,  407  and  416 
of  the  Civil  Aeronautics  Act  of  1938.  as 
amended. 

Interested  per.sons  may  participate  In 
the  proposed  rule-making  by  .submitting 
three  copies  of  written  data,  views  or  ar- 
guments pertaining  thereto,  addressed  to 
the  Secretary,  Civil  Aeronautics  Board. 
Wa.shington  25,  D.  C.  All  relevant  mat- 
ter in  communications  received  on  or  be- 
fore May  20.  1949,  will  be  con.sldered  by 
the  Board  before  taking  final  action  on 
the  proposed  rule. 

By  the  Civil  Aeronautics  Board. 


PROPOSED  RULE  MAKING 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  9277) 
Class  B  FM  Broadcast  Stations 

NOTICE  of  proposed  RtlLE  MAKING 

In  the  matter  of  amendment  of  revised 
tentative  allocation  plan  for  Class  B  FM 
Broadcast  Stations  to  delete  Channel  No. 
274  from  Ann  Arbor,  Michigan,  and  to 
add  Channel  No.  274  to  Adrian,  Michi- 
gan. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  It  is  proposed  to  amend  the  Revised 
Tentative  Allocation  Plan  for  Cla.ss  B 
FM  Broadcast  Stations  to  the  extent  that 
Channel  274  will  be  deleted  from  allo- 
cation to  Ann  Arbor,  Michigan  and  al- 
located to  Adrian,  Michigan  for  the  pur- 
pos'e  of  providing  for  a  more  equitable 
and  efficient  utilization  of  FM  frequen- 
cics. 

3.  Authority  for  the  adoption  of  the 
proposed  amendment  is  contained  in 
sections  303  <c).  (d),  (f)  and  (r)  and 
307  (b)  of  the  Communications  Act  of 
1934.  as  amended. 

4.  Any  interested  party  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  set  forth  herein, 
may  file  with  the  Commission  on  or  be- 
fore April  29.  1949.  a  statement  or  brief 
setting  forth  his  comments.  At  the 
same-'time  persons  favoring  the  amend- 
ment as  proposed  may  file  statements  in 
support  thereof.  The  Commission  will 
consider  all  such  comments  that  are 
presented  before  taking  action  in  the 
matter,  and  if  any  comments  are  sub- 
mitted which  appear  to  warrant  the 
holding  of  a  hearing  or  oral  argument, 
notice  of  the  time  and  place  of  such 
hearing  or  oral  argument  will  be  given. 

5.  In  accordance  with  the  provisions 
of  5  1.784  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  shall 
be  furnished  the  Commission. 

Adopted:  March  30.  1949. 

Released:  April  1,  1949. 

^DERAL  Communications 
Commission, 

[SEALl  T.  J.  SLOWIE. 

Secretary. 

[F.    R.    Doc.    49  30«4;    Filed,    Apr.    19.    1949; 
8:55  a.  m.1 


[seal! 


M.  C.  Mtji-LICAn, 

Secretary. 


(F.    R.    Doc.    49  3087:    Filed,    Apr.    19,    1949; 
8:58  a.  m.| 


[  47  CFR,  Part  3  1 

[Docket  No.  9287) 

Radio  Broadcast  Services 

notice  or  PROPOSED  RULE  MAKING 

In  the  matter  of  amendment  of  8  3.23 
of  the  Commission's  rules  and  regula- 
tions. 


1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  It  is  proposed  to  amend  5  3.23  of 
the  Commission's  rules  and  regulations 
to  provide  that  no  further  share-time  or 
speclfied-hours  stations  will  be  author- 
ized.    The  Commission  is  of  the  opinion 
that  sharing  time  between  stations  is  un- 
desirable in  that  it  creates  a  confusing 
and  difficult  situation  which  Is  likely  to 
lead  to  controversy  and  also  In  that  It 
complicates  the  interference  picture  on 
the  channel  where  time  Is  being  shared. 
The  latter  is  true  particularly  in  cases 
where  the  stations  sharing  time  are  not 
located  in  the  same  city  or  utilize  differ- 
ent powers.    Speclfied-hours  stations  are 
believed  to  be  wasteful  of  spectrum  space 
and  particularly  undesirable  in  view  of 
the    increasing    crowding    of    the    AM 
broadcast    band.      The    proposed    rule 
would   not   affect   continuation   of   the 
present   operations   of    existing    share- 
time  and  specifled-hours  stations,  but 
would  prevent  such  stations  from  seeking 
to  extend  such  share-time  or  specified- 
hour  facilities. 

3.  The  proposed  amendment,  author- 
ity for  which  is  contained  In  section  303 
(b)  of  the  Communications  Act  of  1934, 
as  amended,  would  add  a  new  paragraph 
([I  to  §  3.23  to  read  as  follows: 

(f)  After 1949.  standard 

broadcast  stations  will  be  licensed  only 
for  unlimited  time,  limited  time,  or  day- 
time operation  as  defined  above:  Pro- 
vided. That  this  section  shall  not  pre- 
clude renewal  of  licenses  of  stations  pre- 
viously authorized  to  share  time  or  to 
ojjerate  specified  hours. 

4.  Any  Interested  party  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  In  the  form  set  forth,  may  file 
with  the  Commission,  on  or  before  May 
23.  1949.  a  written  statement  or  brief 
setting  forth  his  comments.  Persons  de- 
siring to  support  the  proposed  amend- 
ments may  also  file  comments  by  the 
same  date.  The  Commission  will  con- 
sider any  such  comments  that  are  re- 
ceived before  taking  final  action  regard- 
ing proposed  amendments,  and  if  any 
comments  are  received  which  appear  to 
warrant  the  holding  of  an  oral  argument 
before  final  action  is  taken,  notice  of  the 
time  and  place  of  such  oral  argument 
will  be  given. 

5.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  fourteen 
copies  of  all  statements,  briefs  or  com- 
ments filed,  shall  be  furnished  the  Com- 
mission. 
Adopted:  April  13.  1949. 
Released:  April  13,  1949. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F    R.    Doc.   49-3066;    Filed,    Apr.    19,    1949; 
8:56  a.  ni.l 


Wednesday,  April  20,  1949 
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NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

kotice  for  filing  objections  to  order 
withdrawing  public  lands  for  classi- 
fication and  in  aid  of  proposed 
legislation  ' 

For  a  period  of  60  days  from  the  date 
of  publication  of  the  above  entitled  or- 
der, persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25,  D.  C.  In  case  any  ob- 
jection is  filed  and  the  nature  of  the 
opposition  Is  such  as  to  warrant  it.  a 
public  hearing  will  be  held  at  a  conveni- 
ent time  and  place,  which  will  be  an- 
nounced, where  opponents  to  the  order 
may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  its 
purpose,  intent,  and  extent.  Should  any 
objection    be   filed,   whether   or   not   a 


hearing  is  held,  notice  of  the  determina- 
tion by  the  Secretary  as  to  whether  the 
order  should  be  rescinded,  modified  or 
let  stand  will  be  given  to  all  Interested 
parties  of  record  and  the  general  public. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

April  14,  1949. 

I  P.    R.    Doc.    49-3005;    Filed.    Apr.   19,   1949; 
8:46  a.  m.j 

DEPARTMENT  OF  AGRICULTURE 

Rural  Electrification  Administration 

I  General  Memorandum  64] 

Allocation  of  Funds  for  Loans 

March  30,  1949. 
The  allocations  specified  below  were 
made  by  Executive  Orders  under  the 
Emergency  Relief  Appropriation  Act  of 
1935.  inasmuch  as  Executive  Orders 
cannot  be  amended  by  Administrative 
Order,  such  allocations  shall,  for  the  pur- 
poses of  our  records,  be  deemed  to  be 
reduced  as  follows: 


Project  dctsicnatioa 

Date  of  Kxpc- 
Utivo  order 

Amount  of 
allocation 

Amount  of 
reduction 

Amount  of 
reduced  allo- 
cation 

OeorgU  2  Crisp 

July     7, 1936 

July   27.1936 

Oct.    24.193.') 
Sept.  24,  ims 
May  la,  1«.»6 

Nov.  23.  lft'^.^ 
May  21,  1936 

Apr.   2.M936 
Nov.  Ifi.  I93rt 
May  1.3.1936 

$85,000.00 

237, 800.  00 

109,  200. 00 
81,500.00 
37, 000. 00 

30,000.00 
40,000.00 

10,  000.  00 
7H,00r).00 
13, 000. 00 

»25,000.00 
(7/27/36) 

SIO,  000. 00 

(7/1 V37) 

OeoDjI*  7  Catooia 

$6.  990.  7« 
.10 

1,793.53 

327.28 

M22.39 

260.18 
324.57 

3,822.28 

1.00 

111.00 

$43,  009  24 
237,  .■HW  90 

107,  406.  47 
81,172.72 
31,  877.  61 

29,  739.  82 
39,  675.  43 

6.177.72 
77,  999. 00 
12,889.00 

Omnia    16    O.   P.   A  L.    (aUooat«d   as    "Oeorgia    io 

I-owikIp.s") 

Illinois  4  8.  K.  (allo<9il<Hl  m  "lUtnois  4  Peoria")". 

low«  12  A.  3.  8.  (allocalcl  a*  "Iowa  12  Iowa")..    . 
Oklahoma  8  K.   W.   H.  U.  (allocated  as  ••Oklahoma's 
Oklahoma'") 

Do 

Tenn«s.iBo  2  Dayton  Public  (allocated  as  '•Tennessee's' 

Rhea") 

Tonnessee  9  Mawn 

Washington  14  KliiK 

(SEALl 


Claude  R.  Wickard, 
Administrator. 

[F.  R.  Doc.  49-3017;  Filed,  Apr,  19.  1949;  8;48  a.  m.] 


f  AdmtnlatratlTe  Order  1950] 

Loan  Announcement 

March  25,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Nebraska  82C,  D  Furnas. 


Amount 
$1,769,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

IF.    R.   Doc.    49-3018:    Filed.   Apr.    19,    1949; 
8:49  a.  m.l 


•See  F.  R.  Doc.  49-3004.  Title '43.  Chapter  I, 
Appendix,  supra. 


[Administrative  Order  1951] 
Loan  Announcement 

March  28, 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Nebraska  92C  Sheridan $558,  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[P.   R.    Doc,   49-3019;    Piled.    Apr,    19,    1949; 
8:49  a.  m.] 


(Administrative  Order   1952] 
Loan  Announcement 

March  28.  1949. 

PursiAnt  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 
Loan  designation :  Amount 

Arkansas  30P  Arkansas.. $lo,  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

(P.   R.    Doc.    49-3020;    Filed,    Apr.    19,    1949; 
8:49  a.  m.J 


(Administrative  Order  1953] 
Loan  Announcement 

M.ARCH  28.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Kansas  48E  Ford 


Amount 
•496,  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 

[P.    R,    Doc.    49-3021;    Filed,    Apr.    19,    1949; 
8:49  a.  m.] 


(Administrative  Order  1954] 
Loan  Announcement 

March  28,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation :  Amount 

Louisiana  9U  Lafayette $860,  000 

(SEAL]  Claude  R.  Wickard. 

Administrator. 

(F.    R.    Doc.    49-3022;    Filed.    Apr.    19,    1949; 
8:49  a.  m.\ 


(Administrative  Order  1955] 
Loan  Announcement 

March  29.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation : 
Texas  95T  Medina. 

[SEAL] 


Amount 
$825,000 

Claude  R.  Wickard, 
Administrator. 

(F.   R.    Doc.    49-3023;    Filed,    Apr.    19,    1949; 
8:49  a,  m.J 
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lAdmlnlstratlve  Order  19561 
Loan  Announcement 

March  29.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Eectrlflcatlon  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Iowa  82E  Monroe 


Amount 
♦320,  000 


[SZALI 


Clattde  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    4&-3024:    Piled,    Apr.    19,    1949; 
8:49  a.  m.) 


[Administrative  Order  1957] 
Loan  Anhottncement 

March  29,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
fallowing  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation: 

Georgia  83M  Jackson 


Amount 
$535,000 


[SKALl 


Clatjde  R.  Wickard, 
Adminiitrator. 


|F.    R.    Doc.    49-3025:    Filed,   Apr.    19,    1949; 
8:49  a.  m.) 


NOTICES 

[Administrative  Order   19601 
Loan  Annoxtnceiixnt 

March  30,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Oregon   34D   Weston |150,  000 


[Administrative  Order  1958] 
Loan  Announcement 

March  29, 1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 


Loan  designation: 
Texas  69W  Erath. 


Amount' 
♦50,000 


(SKALl  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-3026;    Filed,    Apr.    19,    1949; 
8:49  a.  ml 


[Administrative  Order  19591 

Recission  of  Allocation  of  Funds  for 
Loans 

March  30,  1949. 
I  hereby  amend  Administrative  Order 
No.  1392,  dated  November  26,  1947.  by 
rescinding  the  allocation  of  $400,000 
therein  made  for  "Washington  60A 
Okanogan  District  Public." 

[seal]  Claude  R.  Wickard. 

Administrator. 

[F.    B.   Doc.    49^3027;    Filed,    Apr.    19.    1949; 
8:60  a.  m.l 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[P.    B.   Doc.    49^3028;    Plied,    Apr.    19,    1949; 
8:50  a.  m.\ 


[Administrative  Order  1961) 

Loan  Announcement 

March  30,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  l)earing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation :  Amount 

South  Dakota  31C  Walworth $1,515,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-3029;    Filed,    Apr.    1».    1949; 
8:50  a.  m.] 


[Administrative  Order  1964] 
Loan  Announcement 

March  30,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


[Admlntetratlve  Order  1962) 
Loan  Announcement 

March  30.  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  deeli^natlon :  Amount 

Texas  61R  Coleman ---  $46,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


|F.    R. 


Doc.    49-3030;    Piled,    Apr.    19, 
8:50  a.  m.| 


1949; 


Loan  designation: 

Maryland  4AB  8t.  Mary's. 


[Administrative  Order  1963] 

Loan  Announcement 

March  30,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 
Texas    103N   Polk 


Amount 
$635,  000 


Amount 
„ $250,000 

[seal]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-3031;    Piled,    Apr.    19,    1949; 
8:51  a.  m.] 


[SEAL] 


IF.    R.    Doc. 


Claude  R.  Wickard, 
Administrator. 


49-3032;    Piled. 
8:61  a.  m.] 


Apr.    19,    1949; 


[Administrative  Order  19681 

Loan  Announcement 

March  30.  1949. 

Pursuant  to  the  provLsions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 
Florida   26N   Hardee 


Amount 
$180,000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

(F    R.    Doc.    49  3033;    Piled.    Apr.    19,    1949; 
8:51  a.  m.| 


[Administrative  Order  19661 
Loan  Announcement 

March  30. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following  des- 
ignation has  been  sighed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan   designation: 

Georgia  81P  Towns 


Amount 
$355.  COO 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49-3034;    PUed.    Apr.    19,    1949; 
8:51  a.  ml 


[Administrative   Order    1967] 
Loan  Announcement 

March  30.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

North  Carolina  38H  Carteret $10,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49  3035;    Filed,    Apr.    19.    1949; 
8:51  a.  m.l 


Wednesday,  April  20,  1949 

(Administrative   Order    1968] 

Loan  Announcement 

March  30,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Texas  104L  Mitchell. 


Amount 
$28,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.   49-3036;    Filed,    Apr.    19,    1949; 
8:51  a.  m.j 


[Administrative  Order  1969] 

Loan  Announcement 

March  30,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration:} 

Loan  designation: 
Iowa   70H   Osceola 


Amount 
$151,000 


[ SEAL  1 


Claude  R.  Wickard. 
Administrator. 

|F,    R.    Doc.    49-3037;    Filed.    Apr.    19,    1949; 
8:61  a.  m.) 


(Administrative  Order  1970] 
Loan  Announcement 

March  30,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

South  Carolina  33M  Cherokee $230.  000 

ISBAL]  Claude  R.  Wickard, 

Administrator. 


FEDERAL  REGISTER 

(Administrative  Order  1972] 
Loan  Announcement 

April  1.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Georgia  78G  Habersham $330.  000 

[SEAL]  William  J.  Neal, 

Acting  Administrator. 

[F     R.    Doc.    49-3040;    Filed,    Apr.    19.    1949; 
8:52  a.  m] 


[Administrative  Order  1973] 
Loan  Announcement 

April  1,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 


Loan  designation: 
Nebraska  84C  Grant. 


Amount 
$800,000 

[seal!  William   J.   Neal. 

Acting  Administrator. 

(F.    R.    Doc.   49-3041;    Filed.    Apr.    19,    1949; 
8:52  a.  m.l 


[Administrative  Order  1974] 
Loan  Announcement 

April  1,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 
Alabama  20L  Baldwin 


Amount 
$280. 000 


[seal] 


IF.    R. 


Doc.    49-3038;    Filed. 
8:52  a.  m.j 


.  William  J.  Neal, 
Acting  Administrator. 

Apr.    19.    1949;         (F.    R.    Doc.    49-3042;    Filed,    Apr.    19,    1949; 

8:52  a.  m.] 


I  Administrative  Order  1971] 

Loan  Announcement 

April  1,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Arkansas  30M  Arkansas 


Amount 
$370.  000 


(Administrative  Order  1975] 

Loan  Announcement 

April  1. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Florida  30H  Walton 


[SEAL]  William  J.  Neal. 

Acting  Administrator. 

(P.    R     Doc.    49  3039:    Filed.    Apr.    19.    1944; 
8:52  a.  m.] 


Amount 
$180,000 

[seal]  William  J.  Neal. 

Acting  Administrator. 

[P.   R.   Doc.   49-3043;    Piled,   Apr.    19,    1949; 
8:62  a.  m.l 
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[Administrative  Order  1976] 

Loan  Announcement 

April  1,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Virginia  22AA  Caroline $635,000 


[SEAL] 


William  J.  Neal. 
Acting  Administrator. 

1949; 


(F.    R.    Doc.    49-3044;    Filed,    Apr.    19 
8:52  a.  m] 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

notice  of  issuance  of  speci.al 
certificates 

Notice  Is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
handicapped  clients  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates  ap- 
plicable under  section  6  of  the  Pair  Labor 
Standards  Act  of  1938  and  section  1  (b) 
of  the  Walsh-Healey  Public  Contracts 
Act  have  been  Issued  to  the  sheltered 
workshops  hereinafter  mentioned,  under 
section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (Sec.  14,  52  Stat.  1068;  29 
U.  S.  C.  214)  and  Part  525  of  the  regula- 
tions issued  thereunder  (29  CPR,  Cum. 
Supp..  Part  525,  amended  11  F.  R.  9556), 
and  under  sections  4  and  6  of  the  Walsh- 
Healey  Public  Contracts  Act  <Secs.  4,  6, 
49  Stat.  2038;  41  U.  S.  C.  38,  40)  and 
Article  1102  of  the  Regulations  Issued 
pursuant  thereto  (41  CFR,  Cum.  Supp.. 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  Issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Syracuse  Association  of  Workers  for 
the  Blind.  Inc.,  425  James  Street,  Syra- 
cuse 3.  New  York;  at  a  wage  rate  of  not 
less  than  the  piece  rate  paid  non-handi- 
capped employees  engaged  in  the  same 
occupation  In  regular  commercial  indu.s- 
try  maintaining  approved  labor  stand- 
ards, or  not  less  than  20  cents  per  hour, 
whichever  Is  higher,  and  a  rate  of  not 
less  than  15  cents  for  each  new  client 
during  his  Initial  4-week  evaluation 
period  in  the  workshop;  certificate  is 
effective  April  5,  1949,  and  expires  March 
31.  1950. 

Goodwill  Union  Mission  and  Industries. 
713  East  Tuscarawas  Street,  Canton  2, 
Ohio;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  Industry  main- 
taining approved  labor  standards,  or  not 
less  than  30  cents  per  hour,  whichever  is 
higher,  and  a  rate  of  not  less  than  20 
cents  for  each  new  client  during  his  Ini- 
tial 4-week  evaluation  period  In  the  work- 
shop; certificate  is  effective  April  1, 1949, 
and  expires  May  31.  1949. 


1900 

Louisville  Goodwill  Industries.  Inc.,  214 
South  8th  Street,  Louisville  2,  Kentucky; 
at  a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  in  the  same  occupation  in  regu- 
lar commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
25  cents  per  hour,  whichever  is  higher, 
and  a  rate  of  not  less  than  20  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  in  the  workshop:  cer- 
tificate is  effective  May  1,  1949,  and  ex- 
pires April  30.  1950. 

The  employment  of  handicapped  cli- 
ents in  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  Is  .-subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  a.s  defined  in  the 
regulations  and  that  special  .services  are 
provided  their  handicapped  clients.  A 
sheltered  workshop  is  defined  as.  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the 
purpase  of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  is  impaired  by 
age  or  physical  or  mental  deficiency  or 
Injury,  and  to  provide  such  individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

The.se  certificates  may  be  cancelled 
In  the  manner  provided  by  the  regula- 
tions. Any  person  aggrieved  by  the  issu- 
ance of  any  of  these  certificates  may 
seek  a  review  or  recon.slderation  thereof 
within  fifteen  days  after  publication  of 
this  notice  in  the  Federal  Register. 

Signed  at  Washington,  D.  C.  this  Uth 
day  of  April  1949. 

Raymond  G.  Garceau, 
Director.  Field  Operations  Branch. 

IP     R.    Doc.    49  30C6;    Filed,    Apr.    19,    1949: 
8:46   a.  m.  I 


NOTICES 

Washington,  D.  C.  before  Examiner  Paul 
N.  Pfeiffer. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  said  application,  par- 
ticular attention  will  be  directed  to  the 
following  questions: 

1.  Whether  the  proposed  amendment 
Is  in  the  public  interest  in  accordance 
with  section  402  <g»  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

2.  Whether  the  applicant  is  fit,  willing, 
and  able  to  perform  the  proposed  foreign 
air  transportation  and  to  conform  to 
the  provisions  of  said  act  and  the  re- 
quirements of  the  Board  thereunder. 

3.  Whether,  and  to  what  extent,  the 
relationship  between  Overseas  Scandi- 
navian Airlines  Sy.stem  and  European 
Scandinavian  Airlines  System  affects  the 
fitness,  willingness,  and  ability  of  the  ap- 
plicant as  aforesaid. 

4.  Whether  the  proposed  amendment 
is  consistent  with  any  obligations  as- 
sumed by  the  United  States  in  any 
treaty,  convention,  or  agreement  be- 
tween it  and  foreign  countries  in  ac- 
cordance with  section  1102  of  the  said 
act. 

Notice  is  further  given  that  any  per- 
son desiring  to  be  heard  in  this  proceed- 
ing must  file  with  the  Board,  on  or  before 
April  21.  1949,  a  statement  setting  forth 
the  issues  of  fact  or  law  raised  by  said 
application  which  he  desires  to  contro- 
vert. 

For  further  details  of  the  service  pro- 
posed and  authorization  requested,  in- 
terested parties  are  referred  to  the  ap- 
plication on  file  with  the  Civil  Aeronau- 
tics Board. 

Dated  at  Washington,  D.  C,  April  14. 
1949. 

By  the  Civil  Aeronautics  Board. 

(SEALl  M.  C.  Mt'LLlGAN, 

Secretary. 

IF.    R     Doc.    49^3051;    Filed.    Apr.    19.    1949; 
8:55  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

I  Docket  No.  3680 1 

Scandinavian  Airlines  System;  Amend- 
ment OF  Foreign  Air  Carrier  Permit 

NOTICE  or  hearing 

In  the  matter  of  the  application  of 
Scandinavian  Airlines  System  pursuant 
to  section  402  (g>  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended,  for  an  amend- 
ment to  its  foreign  air  carrier  permit 
authorizing  the  inclusion  of  Germany 
as  one  of  the  countries  within  which  it 
can  serve  one  or  more  intermediate 
points  in  the  performance  of  foreign  air 
transportation  of  persons,  property  and 
mail  between  coterminal  poir-U:  in  the 
Scandinavian  countries  and  the  United 
States. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, particularly  sections  402  *g>.  801  and 
1102  of  said  act.  that  a  hearing  in  the 
above-entitled  proceeding  is  assigned 
to  be  held  on  April  21.  1949,  at  10:00 
a.  m.  (e.  s.  t.).  in  room  2049.  Temporary 
Building  No.  4.  Sixteenth  Street  between 
Constitution  and  Independence  Avenues, 


[Docket  No.  3321) 

All  American  Airways.  Inc. 

notice  of  hearing 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor, 
and  the  services  connected  therewith  of 
All  American  Airways.  Inc.  (formerly  All 
American  Aviation,  Inc.)  over  its  entire 
system. 

Notice  is  hereby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  that  hearing  in  the 
above-entitled  proceeding  is  assigned  to 
be  held  on  April  21.  1949.  at  9:30  a.  m.. 
e.  s.  t..  In  Room  2065.  Temporary  Build- 
ing No.  4.  Seventeenth  Street  and  Con- 
stitution Avenue  NW..  W^hington.  D.  C. 
before  Examiner  Lawrence  J.  Kosters. 

Dated  at  Washington.  D.  C.  April  15. 
1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

[F.    R.    Doc.   49  3088;    Filed,    Apr.    19,    1949; 
8:68  a.  m.J 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  No8.  7844,  8652,  8704) 

Belleville  News-Democrat  et  al. 

order  scheduling  oral  argutjent 

In  re  applications  of  Belleville  News- 
Democrat,  Belleville,  Illinois,  Docket  No. 
7844.  File  No.  BP-5176:  Hobart  G.  Steph- 
enson. Jr..  St.  Louis.  M:s^ouri.  Docket  No. 
8652.  File  No.  BP-5702;  On  The  Air.  Inc. 
(WTMV' .  East  St.  Louis.  Illinois.  Docket 
No.  8704.  File  No.  BP-6497:  for  construc- 
tion permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  lis  offices  in 
Washington.  D.  C.  on  the  24th  day  of 
March  1949: 

The  Commi.'-.sion  having  under  con- 
sideration the  al)ove-entitled  proceed- 
ing; a  petition,  filed  March  18,  1949.  by 
On  The  Air.  Inc.  (WTMV»  requesting 
that  the  Commission  set  aside  the  pro- 
posed decision  in  this  proceeding  and 
reopen  the  record  for  further  hearing;  a 
petition,  filed  March  24.  1£49.  by  Belle- 
ville News-Democrat  to  dismiss  the 
WTMV  petition  to  reopen  the  record:  a 
petition,  filed  March  22.  1949.  by  On  The 
Air.  Inc.  "WTMV)  to  continue  oral  argu- 
ment now  scheduled  for  March  25.  1949; 
and  an  opposition  to  the  WTMV  petition 
to  continue  oral  argument,  filed  March 
24.  1949.  by  Belleville  News-Democrat; 
and 

It  appearing,  that  oral  argument  on 
the  exceptions  filed  in  the  above  proceed- 
ing is  now  scheduled  for  March  25,  1949; 
that  the  issues  raised  in  the  foregoing 
petition  to  set  aside  the  proposed  deci- 
sion and  to  reopen  the  record  and  the 
petition  to  dismiss  that  petition  can  best 
be  disposed  of  after  affording  the  parties 
oral  argument  before  the  Commission  en 
banc  on  such  issues;  that  said  petitions 
should  be  designated  for  oral  argument 
with  the  exceptions  filed  in  this  proceed- 
ing; and  that  a  continuance  of  the  oral 
argument  now  scheduled  for  March  25. 
1949,  would,  therefore,  not  be  In  the  pub- 
lic interest: 

It  is  ordered.  That  the  petition  by  On 
The  Air,  Inc.  tWTMV)  to  continue  oral 
argument  now  scheduled  for  March  25, 
1949,  is  denied:  and 

It  is  further  ordered.  That  the  above- 
described  petition  to  set  aside  the  pro- 
posed decision  and  to  reopen  the  record 
by  On  The  Air,  Inc.  (WTMV»  and  the 
petition  to  dismiss  that  petition  by  Belle- 
ville News-Democrat  are  scheduled  for 
oral  argument  on  March  25,  1949,  at 
10:00  a.  m.  before  the  Commission  en 
banc,  together  with  the  exceptions  filed 
In  this  proceeding,  and  that  the  parties 
are  afforded  an  opportunity  to  address 
themselves  not  only  to  the  proposed  deci- 
sion and  the  exceptions  filed,  but  to  the 
Issues  raised  in  the  foregoing  petitions. 

Federal  Communications 
Commission, 
[SEAL]         T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.   49  3065;    Filed,    Apr.    19.    1949; 
8:55  a.  m.J 


Wednesday,  April  20,  1949 

[Docket  Nos.  8209.  9284] 

Coast  Broadcasters,  Inc..  et  al. 

order  designating  application  for  con- 
solidated hearing  on  stated  issues 

In  re  applications  of  Coast  Brodacast- 
ws.  Inc.,  Astoria,  Oregon,  Docket  No. 
8209.  File  No.  BP-5460:  Kenneth  D.  Juh- 
liij^and  Mary  I.  Juhlin.  Long  Beach, 
Washington.  Docket  No.  9284,  File  No. 
BP-6600;  for  construclion  permits. 

At  a  se&iion  of  the  Federal  Communi- 
cations Commission,  held  at  ILs  offices  in 
Washington.  D.  C.  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tions each  requesting  authority  to  con- 
struct a  new  standard  broadcast  station 
on  the  frequency  1230  kilocycles,  with  250 
watts  power,  unlimited  time  one  at  As- 
toria. Oregon  and  the  other  at  Long 
Beach.  Washington; 

It  us  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
individual  applicant  (husband  and  wife) 
and  of  the  applicant  corporation,  its  oflB- 
cers,  directors  and  stockholders  to  con- 
4ruct  and  operate  the  proposed  stations. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lo.se  primary  service  from  the  operation 
of  the  proposed  stations  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  Interference  with  any  other 
existing  broadcast  stations  and,  if  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  aflfected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  proposed 
operations  would  Involve  objectionable 
Interference  with  each  other  or  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

7.  To  determine  on  a  comparative 
basis  which.  If  either,  of  the  applications 
In  this  consolidated  proceeding  should 
be  granted. 

Federal  Communications 
Commission, 
fsEAL]        T.  J.  Slowie. 

Secretary. 

IP.    R     Doc     49  3062;    Filed,    Apr.    19,    1949; 
8:55  a.  m.] 


FEDERAL  REGISTER 

[Docket  No.  8594] 

News  Publishing  Co.  (WLAQ) 
order  deleting  issues 

In  re  application  of  News  Publishing 
Company   (WLAQ ) .  Rome,  Georgia 
Docket  No.  8594.  File  No.  BP-6406;  for 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration a  petition  filed  by  News  Publish- 
ing Company  requesting  deletion  of  issues 
1,  3,  and  7  from  the  Commission's  order 
of  November  13,  1947  designating  for 
hearing  the  above  entitled  application  for 
a  construction  permit  to  change  fre- 
quency, power,  and  hours  of  operation  of 
Station  WLAQ:  to  move  the  place  of 
hearing  from  Rome,  Georgia  to  Wash- 
ington, D.  C;  and  for  postponement  of 
hearing  date; 

It  appearing,  that  said  application  was 
designated  for  hearing  November  13. 
1947  in  a  consolidated  proceeding  with 
the  application  of  Dean  Covington,  J.  W. 
Tromerhouser  and  Edward  Nixon  McKay! 
a  partnership  d  b  as  Coosa  Valley  Radio 
Company  (WROM)  and  that  General 
Newspapers.  Inc..  licensee  of  Station 
WGNH,  Gadsden,  Alabama  was  made  a 
party  to  the  proceeding;  and 

It  further  appearing,  that  the  applica- 
tion of  Coosa  Valley  Radio  Company  was 
dismissed  without  prejudice  March  4. 
1949  and  that  issue  Number  7  of  the  Com- 
mission's order  of  November  13,  1947  is 
no  longer  applicable  to  this  proceeding; 
and 

It  further  appearing,  that.  News  Pub- 
lishing Company  Is  technically,  finan- 
cially and  otherwise  qualified  to  con- 
struct and  operate  Station  WLAQ  as 
proposed  and  that  the  type  and  character 
of  program  service  proposed  to  be  ren- 
dered would  meet  the  requirements  of 
the  populations  and  areas  proposed  to  be 
served:  and 

It  further  appearing,  that,  on  March 
4,  1949,  and  March  18,  1949.  the  Commis- 
sion on  its  own  motion  continued  the 
hearing  on  the  above  entitled  application 
to  March  24.  and  April  27.  1949  respec- 
tively; 

It  is  ordered.  That,  the  petition  of  News 
Publishing  Company  is  granted  Insofar 
as  Jt  requests  defetion  of  issues  1,3.  and  7 
from  the  Commission's  order  of  Novem- 
ber 13. 1947.  and  for  removal  of  the  hear- 
ing from  Rome.  Georgia  to  Washington, 
D.  C.  and  Is  denied  Insofar  as  It  requests 
postponement  of  the  hearing  date:  and 

It  is  further  ordered.  That,  the  Com- 
mission's order  dated  November  13.  1947, 
designating  for  hearing  In  a  consolidated 
proceeding  the  applications  of  News  Pub- 
lishing Company  and  Coosa  Valley  Radio 
Company  Is  amended  to  show  deletion  of 
Issues  1.3.  and  7  therefrom  and  to  show 
the  removal  of  the  application  of  Coosa 
Valley  Radio  Company  from  said  hearing 
with  respect  to  all  issues  therein. 

Federal  Communications 
*     Commission. 
[SEAL]        T.  J.  Slowie. 

Secretary. 

[P.   R.   Doc.   49-3063;    FUed.   Apr.    19.    1949; 
8:S6  a.  m.l 


1901 

[Docket  No.  91781 
Fort  Payne  on  the  Air 

ORDER  DESIGNATING  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Glenn  M.  Gravitt. 
J.  C.  Vessels  and  H.  V.  Roberts,  d/b  as 
Fort  Payne  on  the  Air.  Port  Payne.  Ala- 
bama Docket  No.  9178.  Pile  No.  BP-^863 ; 
for  c6nstruction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
which  requests  a  permit  to  construct  a 
new  standard  broadcast  station  to  oper- 
ate on  the  frequency  1250  kilocycles,  with 
250  watts  power,  daytime  only  in  Port 
Payne,  Alabama; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  <a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  application 
Is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission,  upon  the  follow- 
ing l-ssues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob- 
jectionable Interference  with  any  exist- 
ing broadcast  stations  and,  if  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  statfbn  would  involve  ob- 
jectionable Interference  with  the  services 
proposed  In  any  other  pending  applica- 
tions for  broadcast  facilities  and.  If  so. 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations,  particu- 
larly with  reference  to  the  assignment 
of  a  Class  IV  station  to  a  regional 
channel. 

Federal   Communications 
Commission. 
rsEAL]         T.  J.  Slowie. 

Secretary. 

[F.   R.   Doc.   49-3060;    Filed.   Apr.    19,    1949; 
8:55  a.  mj 


[Docket  No.  9283] 
Lawrence  Broadcasting   Co. 

order  designating  application  for 
hearing  on  stated  issues 

In  re  application  of  Loula  Mae  Harri- 
son. Executrix  of  the  Estate  of  L.  C. 
Harrison,  tr/as  Lawrence  Broadcasting 
Company,  Lawrence.  Kansas.  Docket  No 
9283.  File  No.  BP-6827;  for  constructioa 
permit. 


1902 

At  a  session  of  the  Federal  Commu- 
nications Commission,  held  at  its  office 
in  Washington,  D.  C,  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
requesting  a  construction  permit  for  a 
new  standard  broadcast  station  to  op- 
erate on  1320  kilocycles,  with  a  power  of 
500  watts,  daytime  only,  at  Lawrence, 
Kansas ; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  <a)  of  the  Communications  Act 
of  1934.  as  amended,  the  said  applica- 
tion is  designated  for  hearing  at  a  time 
and  place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain  • 
or  lose  primary  service  from  the  oper- 
ation of  the  proposed  station  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  interference  with  station 
KCKN.  Kansas  City,  Kansas,  or  with  any 
other  existing  broadcast  stations  and,  if 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve 
objectionable  interference  with  the  serv- 
ices proposed  in  any  other  pending  ap- 
plications for  broadcast  facilities  and. 
If  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tion would  be  in  compliance  with  the 
Commissions  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

It  is  further  ordered.  That,  the  KCKN 
'     Broadcasting  Company,  licensee  of  Sta- 
tion   KCKN.    Kansas   City,    Kansas,    is 
made  a  party  to  the  proceeding. 


I SEAL  I 


Federal  Commttnications 

coicmission, 
T.  J.  Slowie, 

Secretary. 


NOTICES 

IDocket  Nos.  G-713.  0-863] 
Mississippi  River  Fuel  Corp. 

NOTICE   or  riNDINGS   AND   ORDER   AMENDING 

orders  issuing  cehtificatss  of  public 
convenience  and  necessity 

April  15.  1949. 
Notice  is  hereby  given  that,  on  April 
12,  1949,  the  Federal  Power  Commission 
Issued  its  findings  and  order  entered 
Issued  its  findings  and  order  entered  April 
12,  1949,  amending  orders  issuing  certifi- 
cates of  public  convenience  and  necessity 
in  the  above-designated  matters. 


Docket  No.  ID-1108;   M    P    McGlone, 
Docket  No.  ID-1111. 

Notice  is  hereby  given  that,  on  April 
13.  1949,  the  Federal  Power  Commission 
issued  Its  orders  entered  April  12.  1949, 
In  the  above-designated  matters,  author- 
izing Applicants  to  hold  certain  positions 
pursuant  to  section  305  tb)  of  the  Federal 
Power  Act.  -, 


[seal] 


L«ON  M.  FUQUAY, 

Secretary. 


I  P.    R.    Doc.    49-3061:    FUed.    Apr.    19.    1949; 
8:56  a.  ml 


FEDERAL   POWER   COMMISSION 

IDocket  Nos.  E-6189.  E-6206) 

Black  Hills  Power  and  Light  Co.  and 
Idaho  Power  Co. 

NOTICE    OF    ORDERS    AUTHORIZING    ISSUANCE 
OF  SECURITIES 

April  15,  1949. 
Notice  is  hereby  given  that,  on  April 
12.  1949.  the  Federal  Power  Commission 
Issued  Its  orders  entered  April  12,  1949. 
authorizing  Issuance  of  securities  in  the 
above-designated  matters. 


I  p.   R.   Doc.    49-3046;    Piled,    Apr.    19.    1949; 
8:52  a.  m.| 


(Docket  No.  G-11651 
Wisconsin  Southern  Gas  Co. 

NOTICE  OF  findings  AND  ORDER  ISSUING 
certificate  OF  public  CONVENIENCE  AND 
NECESSITY   AND  DIRECTING   EXTENSION  OF 

FACILITIES 

APRIL  15,  1949. 

Notice  is  hereby  given  that,  on  April 
13.  1949.  the  Federal  Power  Commission 
Issued  its  findings  and  order  entered 
April  12.  1949.  issuing  certificate  of  pub- 
lic convenience  and  necessity  in  the 
above-designated  matter;  and  directing 
Natural  Gas  Pipeline  Company  of  Amer- 
ica to  extend  its  facilities  to  establish 
connection  with  those  of  Wisconsin 
Southern  Gas  Company. 

[SEAL]  Leon  M.  Puquay, 

Secrefary. 

t 

I  p.    R.    Doc.    49-3047;    Piled.    Apr.    19,    1949; 
8:53  a.  m.| 


(seal] 


Leon  M.  Fuquay. 

Secretary. 


[Project  No.  1966,  Docket  No.  rr-56431 
Wisconsin  Pubuc  Service  Corp. 

NOTICE  of  order  GRANTING  APPLICATION  FOR 
RECONSIDERATION  AND  AMENDING  ORDER 
AUTHORIZING  ISSUANCE  OF  LICENSE 
(MAJOR) 

April  15,  1949. 
Notice  is  hereby  given  that,  on  April 
13,  1949.  the  Federal  Power  Commission 
Issued  its  order  entered  April  12.  1949, 
In  the  above-designated  matters,  grant- 
ing application  for  reconsideration  and 
amending  order  dated  February  17.  1949 
(published  in  the  Federal  Register  on 
February  25,  1949  <Vol.  14.  No.  37.  P.  871) 
authorizing  issuance  of  license  (major). 

[seal!  Leon  M.  Fuquay. 

Secretary. 

[P.    R.   Doc.   49-3048;    PUed,   Apr.    19,    1949; 
8:64  a.  m.| 


[P.   R.    Doc.    49  3049;    Piled.    Apr.    19.    1949; 
8:65  a.  m.] 


[SEAL] 


I«ON  M.  Fuquay, 
Secretary. 


[F.    R.   Doc.    49-3045;    Filed,    Apr.    19.    1949; 
8:52  a.  m.J 


[Docket  Nos.  ID-1080,  ID-1108,  ID-llll] 
Richard  R.  Dunn  et  al. 

NOTICE  OF  AUTHORlZA*nONS 

April  15.  1949. 

In  the  matters  of  Richard  R.  Dunn. 
Docket  No.  ID-1080;  Philip  H.  Powers. 


[Docket  No.  G-1187| 

Louisiana-Nevada  Transit  Co. 

notice  of  application 

April  14.  1949. 

Notice  is  hereby  given  that  on  March 
30.  1949,  Louisiana-Nevada  Transit 
Company  'Applicant),  a  Nevada  corpo- 
ration having  its  principal  place  of  busi- 
ness at  Ada,  Oklahoma,  filed  an  applica- 
tion with  the  Federal  Power  Commis- 
sion for  a  certificate  of  public  conven- 
ience and  necessity  pursuant  to  section 
7  ( c  >  of  the  Natural  Gas  Act.  as  amended, 
authorizing  A,pplicant  to  construct  and 
operate  the  following  described  natural 
gas  facilities: 

(a)  Metering  station  and  auxiliary 
equipment  on  the  Arkansas  Louisiana 
Gas  Company's  (Arkansas  Louisiana)  6- 
inch  pipe  line  '■AM-39'  in  the  SW'i  of 
Section  31,  Township  15  South.  Range  24 
West.  Lafayette  County,  Arkansas. 

(b)  Metering  station  and  auxiliary 
equipment  on  Arkansas  Louisiana's  16- 
inch  pipe  line  "A"  In  the  SE'^  of  Section 
25,  Township  15  South,  Range  25  West, 
Lafayette  County.  Arkansas. 

(c)  5.913  feet  of  4-inch  O.  D.  pipe 
line,  together  with  metering  station  and 
other  appurtenances  and  equipment  in 
the  Haynesville  Field  in  northern 
Louisiana,  for  the  delivery  of  gas  at 
Arkansas  Louisiana's  dehydration  plant 
located  in  the  SW"4  of  the  NW>4  of  Sec- 
tion 22,  Township  23  North,  Range  8 
West.  Claiborne  Parish.  Loui.^iana. 

Applicant  states  that  the  facilities 
above  described  will  be  used  by  it  to  de- 
liver a  maximum  total  of  300.000  Mcf.  of 
surplus  gas  per  month  to  Arkansas 
Louisiana  under  the  terms  of  a  contract 
entered  into  between  the  parties  on 
November  19,  1948. 

The  estimated  total  over-all  capital 
cost  of  the  proposed  facilities  is  $7  427.42. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and.  if 
so,  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  Interests  irt 
the  matter  and  whether  it  desires  a  con- 
ference, the  creation  of  a  board,  or  a 
joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Louisiana-Nevada 
Transit  Company  is  on  file  with  the  Com- 
mission and  is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 


Wednesday,  April  20,  1949 

application  shall  file  with  the  Federal 
Power  Commission,  Washington  25,  D.  C. 
not  later  than  15  days  from  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or 
1,10,  whichever  is  applicable,  of  the 
Commission's  rules  of  practice  and 
procedure. 


[SEAL] 


Leon  M.  Fuquay, 

Secretary. 


[F.    R.    Doc.    49-3009;    Piled.    Apr.    19,    1949; 
8:47  a.  m.J 


[Docket  No.  O-1170] 
Cities  Service  Gas  Co. 

ORDER  fixing  DATE  OF  HEARING 

April  14.  1949. 

On  February  15,  1949.  Cities  Service 
Gas  Company  (applicant),  a  Delaware 
corporation  with  its  principal  place  of 
business  at  Oklahoma  City,  Oklahoma, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity  pur- 
suant to  section  7  of  the  Natural  Gas  Act, 
as  amended,  to  construct  and  operate 
certain  facilities  consisting  of  two  com- 
pressor stations  and  equipment  together 
with  additional  compressors  and  equip- 
ment at  other  stations  already  built 
along  its  pipeline  system,  also  for  per- 
mission to  abandon  and  remove  its  com- 
pressor station  and  equipment  located  at 
Section  20.  Township  23  South.  Range  5. 
West  Reno  County,  Kansas,  as  more  fully 
describea  in  the  application  on  file  and 
open  to  public  Inspection. 

Applicant  has  requested  that  its  appli- 
cation be  heard  under  the  shortened 
procedure  provided  by  §  1.32  (b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure for  non-contested  proceedings, 
and  this  proceeding  appears  to  be  a 
proper  one  for  disposition  under  the  pro- 
visions of  the  aforesaid  rule,  provided  no 
request  to  be  heard,  protest  or  petition 
raising  an  issue  of  substance  is  filed  sub- 
sequent to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  pub- 
lication In  the  Federal  Register  on 
March  3.  1949  (14  F.  R.  967 ». 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  proce- 
dure, a  hearing  be  held  on  April  28.  1949. 
at  9:30  a.  m.  (d.  s.  t.).  In  the  Hearing 
Room  of  the  Federal  Power  Commi-ssion, 
1800  Pennsylvania  Avenue,  N.  W..  Wash- 
ington. D.  C,  concerning  the  matters  in- 
volved and  the  issues  presented  by  such 
application :  Provided,  however,  That  the 
Commission  may.  after  a  non-contested 
hearing, "forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
5  1.32  <b)  of  the  Commission's  rules  of 
practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  5S  1.8  and  1.37 
(f )  of  the  said  rules  or  practice  and  pro- 
cedure. 

Date  of  issuance:  April  14.  1949. 
No.  75 4 


FEDERAL  REGISTER 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

(P.    R    Doc.   49-3010;    Filed,    Apr.    19,    1949; 
8:47  a.  m.] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  No.  70-2078) 

New  England  EJlectric  System 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  13th  day  of  April  A.  D.  1949. 

New  England  Electric  System 
("NEES") ,  a  registered  holding  company, 
having  filed  a  declaration  and  amend- 
ments thereto  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935. 
particularly  section  7  thereof  and  Rules 
U-62  and  U-65  promulgated  thereunder 
with  respect  to  the  following  proposed 
transactions : 

NEES  proposes  to  reduce  the  par  value 
of  its  authorized  and  outstanding  com- 
mon shares  from  a  par  value  of  $20  per 
share  to  a  par  value  of  $1  per  share.  The 
share  capital  of  NEES  after  the  reduc- 
tion in  par  will  be  stated  at  (a)  $20  for 
each  common  share  issued  prior  to  May 
17, 1949  (the  date  on  which  the  reduction 
in  par  would  become  effective),  (b)  the 
consideration  received  for  each  common 
share  issued  after  said  date  and  (c)  any 
balances  remaining  in  capital  surplus 
accounts  not  Included  in  (a)  or  (b).  An 
affirmative  vote  of  a  majority  of  the 
shares  outstanding  and  entitled  to  vote 
is  required  under  the  Agreement  and 
Declaration  of  Trust  of  NEES  in  order  to 
make  such  a  reduction  in  the  par  value 
of  the  common  shares. 

NEES  also  proposes  to  increase  the  au- 
thorized shares  of  beneficial  Interest 
from  7.500.000  shares  to  8,500,000  shares. 
An  affirmative  vote  of  a  majority  of  the 
common  shares  present  or  represented 
at  the  meeting  is  necessary  to  Increase 
the  number  of  authorized  shares. 

NEES  also  proposes  to  amend  Its 
Agreement  and  Declaration  of  Trust  in 
order  to  effect  the  reduction  in  par  and 
to  effect  the  Increase  in  the  number 
of  authorized  common  shares.  This 
amendment  will  provide,  in  effect,  that 
the  consideration  in  excess  of  par  value 
received  by  NEES  for  the  issue  of  com- 
,mon  shares  in  the  future  must  be  cred- 
ited to  paid-in  surplus  and  that  the  paid- 
in  surplus  arising  out  of  such  future  issu- 
ances of  shares  and  from  the  reduction 
In  the  par  value  of  the  common  shares 
now  outstanding  Is  not  available  for  the 
payment  of  dividends  and  cannot  other- 
wise be  reduced  except  by  the  same 
shareholders'  vote  required  to  reduce  the 
par  value.  An  affirmative  vote  of  a  ma- 
jority of  the  common  shares  outstanding 
and  entitled  to  vote  Is  considered  to  be 
required  In  order  to  amend  the  Agree- 
ment and  Declaration  of  Trust  of  NEES. 

The  above  proposals  are  to  be  submit- 
ted by  NEES  to  its  shareholders  at  the 
annual  shareholders'  meeting  to  be  held 
on  May   17,   1949,   at   which  time  the 
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shareholders  also  will  elect  directors. 
The  solicitation  material  proposed  to  be 
used  by  NEES  in  connection  with  the 
shareholder  meeting  has  been  submitted 
pursuant  to  Rule  U-62  promulgated  un- 
der the  act. 

NEES  also  proposes  to  retain  the  serv- 
ices of  Georgeson  L  Co.  to  solicit  proxies 
for  said  annual  meeting.  The  fixed  fee 
for  retention  of  Georgeson  &  Co.  is  esti- 
mated by  NEES  at  $5,000  while  the  serv- 
ices of  their  field  men  in  contacting 
shareholders  and  out  of  pocket  expenses 
Is  estimated  not  to  exceed  $15,000. 

The  declaration,  as  amended,  now 
states: 

NEES  desires  to  consummate  the  proposed 
transactions  In  order  to  place  Itself  In  a  posi- 
tion to  finance  permanently  a  portion  of  the 
construction  program  of  its  subsidiaries. 

At  the  beginning  of  1949  the  subsidiaries 
had  $21,604,700  of  bank  debt  Issued  to  finance 
temporarily  prior  additions  to  plant  and  prop- 
erty, and  construction  expenditures  for  th« 
years  1949,  1950  and  1951  were  estimated  at 
that  time  to  total  over  $100,000,000.  Actual 
construction  expenditures  will  be  determined 
In  large  measure  by  general  economic  condi- 
tions and  In  view  of  recent  developments 
bearing  on  the  availability  of  capacity  In  re- 
lation to  load  In  the  New  England  area,  as 
well  as  some  reduction  In  Industrial  sales,  a 
reappraisal  of  probable  requirements  and 
construction  schedules  Is  now  In  progress. 
In  addition  to  funds  to  be  obtained  from 
depreciation  and  other  non-cash  charges 
against  Income,  excess  of  net  income  over 
dividends,  etc..  and  sale  of  senior  securities 
by  subsidiaries,  it  Is  proposed  that  substan- 
tial amounts  be  Invested  by  NEES  in  com- 
mon shares  of  its  subsidiaries.  NEES  pro- 
poses to  secure  the  cash  for  such  purpose 
through  ( 1 )  the  sale  of  assets  now  held  which 
may  not  be  retainable  as  part  of  its  Inte- 
grated utility  system.  (2)  the  Issue  of  addi- 
tional funded  debt  as  permitted  under  the 
terms  of  debenture  Indentures,  and  (3)  the 
Issue  and  sale  of  additional  common  shares, 
subject  In  each  instance  to  approvals  of  reg- 
ulatory authorities  having  Jurisdiction. 

As  a  first  step  toward  financing  such  In- 
vestments in  subsidiaries.  NEES  projKMes  to 
sell,  as  soon  as  arrangements  are  completed, 
three  blocks  of  common  shares  constituting 
minority  Interests  In  Boston  Edison  Com- 
pany. Lynn  Gas  and  Electric  Company  and 
Western  Massachusetts  Companies  which 
have  a  current  market  value  in  the  aggre- 
gate of  about  $6,500,000.  It  also  proposes 
to  sell  Its  funded  debt  and  common  shares 
from  time  to  time  as  the  Board  of  Directors 
may  determine,  having  in  mind  the  neces- 
sity of  a  balanced  capital  structure  and  th» 
requirements  of  regulatory  commissions  hav- 
ing Jurisdiction  over  such  matters,  fnas- 
much  as  the  timing  and  the  total  amount 
of  funds  required  to  be  raised  by  NEES  are 
dependent  upon  actual  construction  expendi- 
tures. It  is  not  feasible  at  this  time  to  deter- 
mine the  amount,  price  and  time  of  issue 
of  additional  common  shares. 

The  declaration  having  been  filed  on 
March  1,  1949  and  the  last  amendment 
thereto  having  been  filed  on  April  13. 
1949,  notice  of  said  filing  having  been 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act,  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  the  declaration,  as  amended, 
within  the  period  specified  in  said  notice 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  the  said  declaration,  as  amended,  that 
the  requirements  of  the  applicable  pro- 
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visions  of  the  act  and  the  rules  pro- 
mulgated thereunder  have  been  satisfied, 
the  Commission  being  of  the  opinion  that 
it  Is  appropriate  to  permit  said  declara- 
tion, as  amended,  to  become  effective, 
subject  to  the  terms  and  conditions  of 
Rule  U-24  promulgated  under  the  act. 
and  deeming  it  appropriate  to  grant 
Declarant's  request  that  the  order  herein 
become  effective  forthwith  upon  the  is- 
suance thereof; 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act.  that  said  declaration,  as  amend- 
ed, be.  and  the  same  hereby  is.  permitted 
to  become  effective  forthwith,  subject 
to  the  terms  and  conditions  contained  in 
Rule  U-24. 

By  the  Commission. 

[sEAt]  Orval  L.  EmBois. 

Secretary. 

IP.   R.   Doc,   49-3011;    Piled,    Apr.    19,    1949; 
8:47  a.  m.] 


(Pile  No   70-2093] 


Electric  Poww  k  Ljght  Corp.  and 
Arkansas  Power  &  Light  Co. 

order  granting  application  and  per- 
mitting declaration  to  become  effec- 
rrvE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  13th  day  of  April  A.  D.  1949. 

Electric  Power  &  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  &  Share 
Company,  also  a  registered  holding  com- 
pany, and  Electric's  utility  subsidiary. 
Arkansas  Power  It  Light  Company  ("Ar- 
kansas"), having  filed  a  joint  applica- 
tion-declaration and  amendment  there- 
to under  the  Public  Utility  Holding  Com- 
pany Act  of  1935,  particularly  sections 
6  (b).  7.  12  (c)  and  12  (f»  thereof  and 
Rule  U-43  of  the  rules  and  regulations 
promulgated  thereunder  with  respect  to 
the  following  proposed  transactions: 

Arkansas  proposes  to  issue  and  sell 
to  Electric  320.000  shares  of  its  common 
stock  of  the  par  value  of  $12.50  per  share 
for  an  aggregate  cash  consideration  of 
$4,000,000. 

Arkansas  presently  has  authorized  2.- 
000,000  shares  of  common  stock  of  which 
220.000  shares  have  not  as  yet  been  Is- 
sued. Arkansas  proposes  to  issue  and 
sell  to  Electric  said  220,000  shares  as 
soon  as  practicable  after  issuance  of  an 
order  by  the  Commission  herein.  Ar- 
kansas proposes  to  issue  and  sell  an 
additional  100,000  shares  of  common 
stock  to  Electric  upon  effectuation  of 
the  proposed  amendment  to  Arkansas' 
charter  increasing  its  authorized  com- 
mon stock  to  3,000,000  shares  (File  No. 
70-2056  > . 

The  proceeds  from  the  sale  of  the 
common  stock  will  be  used  by  Arkansas 
In  connection  with  its  construction  pro- 
gram and  other  corporate  p  irposes. 
The  application-declaration  indicates 
that  the  present  construction  program 
of  Arkansas  will  require  the  expendi- 
ture of  approximately  $23,000,000  during 
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the  ytar  1949  and  that  further  funds 
will  be  raised  through  the  sale  of  $8,300,- 
000  principal  amount  of  --^c  Sinking 
Fund  Debentures  due  1974  (which  is  the 
subject  of  a  separate  application  under 
File  No.  70-2088).  and  First  Mortgage 
Bonds. 

The  application  states  that  the  pro- 
posed transaction  Is  comprehended  by 
the  plan  of  Electric  for  compliance  with 
section  11  of  the  act  (File  No.  54-139)  ap- 
proved by  the  Commission  on  March  7, 
1949  (Holding  Company  Act  Release  Nos. 
8889  and  8906)  which  contemplates  addi- 
tional Investments  In  the  subsidiaries  of 
the  proposed  Middle  South  Utilities.  Inc. 
("Middle  South"),  prior  to  consumma- 
tion of  the  Plan.  That  Plan  provides,  in 
effect,  that  Electric  Is  to  receive  4,400.000 
shares  of  common  stock  of  Middle  South 
In  return  for  Its  present  holdings  of  the 
common  stocks  of  Middle  South's  sub.<;Id- 
laries  plus  $2,000,000  In  working  capital 
to  be  supplied  to  Middle  South.  As  pro- 
vided In  the  Plan.  Electric  will  receive 
for  additional  Investments,  such  as  the 
one  herein  proposed,  additional  shares 
of  common  stock  of  Middle  South  in  an 
amount  to  be  subsequently  determined 
upon  application  to  the  Commission  by 
Electric. 

The  proposed  issuance  and  sale  of  com- 
mon stock  have  been  specifically  author- 
ized by  the  Public  Service  Commission  6f 
the  State  of  Arkansas,  the  State  in  which 
Arkansas  Is  organized  and  Is  doing  busi- 
ness. 

The  joint  application-declaration  hav- 
ing been  filed  on  March  22,  1949.  an 
amendment  thereto  having  been  filed  on 
April  11,  1949.  notice  of  said  filing  hav- 
ing been  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act.  and  the  Commission 
not  having  received  a  request  for  hearing 
within  the  time  specified,  or  otherwise, 
and  not  having  ordered  a  hearing  there- 
on: and 

The  Commission  finding  that  the  Issu- 
ance and*  sale  of  the  common  stock  are 
exempt  from  the  provisions  of  section  7 
by  reason  of  the  express  approval  of  the 
Arkansas  Public  Service  Commission,  the 
Commission  finding  that  the  proposed 
transactions  satisfy  the  applicable  stand- 
ards of  the  act.  and  that  no  adverse  find- 
ings are  necessary  thereunder,  and  the 
Commission  deeming  It  appropriate  to 
grant  and  permit  to  become  effective 
said  joint  application-declaration,  as 
amended,  without  the  Imposition  of 
terms  and  conditions,  and  also  deeming 
It  appropriate  to  grant  appllcants'-de- 
clarants'  request  that  the  order  herein 
become  effective  forthwith  upon  Its  Issu- 
ance: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  subject  to  the  terms  and  condi- 
tions contained  in  Rule  U-24  that  said 
joint  application-declaration,  as 
amended,  be.  and  the  same  hereby  Is. 
granted  and  permitted  to  become  effec- 
tive forthwith. 

By  the  Commission. 


[SEAL] 


Orval  L.  DtjBois. 

Secretary. 


[P.    R.   Doc.   49-3013;    Piled.   Apr.    19,    1949; 
8:47  a.  m.] 


[Pile  Noe.  M-aS,   69-11.   69-171 

United  Light  and  Power  Co.  et  al. 

order  granting  and  permitting  applica- 
tion-declaration TO  become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  13th  day  of  AprU  A.  D.  1949. 

In  the  matter  of  The  United  Light  and 
Power  Company,  et  al..  Respondents  and 
Applicants,  File  Nos.  59-11,  59-17.  54-25. 
The  United  Light  and  Railways  Com- 
pany ("Railways"),  a  registered  holding 
company,  having  filed  an  application- 
declaration  and  amendments  thereto  in 
accordance  with  the  applicable  provi- 
sions of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  the  rules  and  regu- 
lations promulgated  thereunder  with  re- 
spect to  the  transactions  summarized 
below : 

Pursuant  to  the  section  11  (e)  plan  of 
Railways  and  its  registered  holding  com- 
pany subsidiary.  American  Light  It  Trac- 
tion Company  ("American  Light") .  Rail- 
ways proposes  to  distrlbJte  to  Its  com- 
mon stockholders  Its  holdings  of  132.991 
shares  of  common  stock  of  Madison  Gas 
and  Electric  Company  ("Madison")   on 
the  basis  of  one  share  of  Madison  for 
each    twenty-five    shares    of    Railways 
common  stock  owned,  and  to  sell,  in  such 
manner   as  the  Commission   shall   ap- 
prove, the  remainder  of  such  shares  as 
are  not  required  for  such  distribution. 
It  Is  also  proposed  to  distribute,  in  lieu 
of  fractional  shares  of  Madison  stock, 
cash  equal  to  one  twenty-fifth  of  the 
market  value  per  share  of  Madison  stock 
on  the  record  date  of  the  distribution 
which  shall  be  the  tenth  business  day 
(excluding  Saturdays.  Sundays  and  legal 
holidays)  following  the  date  of  the  entry 
of  the  Commission's  order  approving  the 
application-declaration,     as     amended. 
The  distribution  Is  to  be  made  on  the 
twentieth  business  day  (excluding  Sat- 
urdays. Sundays  and  legal  holidays)  fol- 
lowing the  record  date. 

Notice  of  the  filing  of  said  application- 
declaration,  as  amended,  having  been 
duly  given  in  the  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935.  and  the  Commission  not  having 
received  a  request  for  a  hearing  with 
respect  to  said  application-declaration 
within  the  period  specified  In  said  notice 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

It  appearing  that  the  fees  and  ex- 
penses to  be  incurred  and  paid,  esti- 
mated at  an  aggregate  of  $10,365.  in- 
cluding the  fees  and  expenses  of  Bankers 
Trust  Company,  estimated  at  $7,000.  for 
services  In  connection  with  the  proposed 
distribution,  are  not  unreasonable  If  they 
do  not  exceed  the  estimates;  and 

The  Commission  finding  with  respect 
to  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  the 
rules  promulgated  thereunder  are  satis- 
fled  and  that  no  adverse  findings  are 
necessary,  and  deeming  It  appropriate  In 
the  public  Interest  and  In  the  Interest 
of  Investors  and  consumers  to  grant  ap- 
plicant-declaranfs  requests  for  acceler- 
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ation  of  the  entry  of  this  order  and 
that  said  application-declaration,  as 
amended,  be  granted  and  permitted  to 
become  effective  forthwith: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
Public  Utility  Holding  Company  Act  of 
1938.  and  subject  to  the  terms  and  pro- 
visions of  Rule  U-24,  that  said  applica- 
tion-declaration, as  amended,  be.  and  it 
hereby  Is.  granted  and  permitted  to  be- 
come effective  forthwith. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


I  p.    R.    Doc.    49-3013;    Piled,    Apr.    19.    1949; 
8:47  a.  m] 


[File  No«.  64-26,  69-11.  69-17] 

Qntfed  Light  and  Power  Co.  et  al. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oCBce  In  the  city  of  Washington.  D.  C,  on 
the  14th  day  of  April  A.  D.  1949. 

In  the  matter  of  The  United  Light  and 
Power  Company,  et  al..  Respondents  and 
Applicants;  File  Nos.  59-11.  59-17.  54-25. 

Notice  is  hereby  given  that  the  United 
Light  and  Railways  Company  ("Rail- 
ways"), a  registered  holding  company, 
has  filed  an  application-declaration,  pur- 
suant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935  ("act")  and  the  rules 
and  regulations  promulgated  thereunder, 
with  respect  to  a  proposed  bank  loan  of 
$19,500,000  principal  amount,  the  pro- 
ceeds thereof  to  be  used  for  the  redemp- 
tion of  all  of  Its  outstanding  Prior  Pre- 
ferred Stock. 

Notice  Is  hereby  given  that  any  Inter- 
ested person  may.  not  later  than  April  28, 
1949  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commis.slon  In  writing  that  a  hearing  be 
held  with  respect  to  said  application- 
declaration,  stating  the  nature  of  his  In- 
terest, the  reason  for  such  request  and 
specifying  In  detail  the  Issues.  If  any.  of 
fact  or  law  raised  by  said  application- 
declaration  proposed  to  be  controverted, 
or  may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed :  Secretary,  Securities  and  Ex- 
change Commission.  425  Secorld  Street 
NW..  Washington  25.  D.  C.  At  any  time 
after  April  28.  1949.  such  application- 
decluration.  as  filed  or  as  amended,  may 
be  granted  and  permitted  to  become  ef- 
fective as  provided  In  Rule-23  of  the 
rules  and  regulations  promulgated  under 
said  act  or  the  Commission  may  exempt 
such  transactions  as  permitted  in  Rules 
U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration,  which  Is  on 
file  In  the  offices  of  this  Commission,  for 
a  statement  of  the  transactions  therein 
proposed  which  are  summarized  as  fol- 
lows : 

The  section  11  (e)  plan  of  Railways  and 
Its  registered  holding  company  subsid- 
iary. American  Light  &  Traction  Com- 
pany ("American  Light"),  heretofore  ap- 
proved by  Order  of  the  Commission  dated 
December  CO.  1947.  provides,  among  other 
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things,  that  as  soon  as  practicable  after 
approval  by  the  Commission  Railways 
shall  redeem,  at  the  voluntary  redemp- 
tion prices  applicable  thereto,  all  shares 
of  its  outstanding  Prior  Preferred  Stock 
consisting  of  37.933  shares  of  7%  First 
Series,  52.329  shares  of  6.36%  Series  of 
1929  and  99.516  shares  of  6%  Series  of 
1928  having  an  aggregate  par  value  of 
$18,983,800.  The  shares  of  all  Series 
have  a  par  value  of  $100  each  and  are  re- 
deemable upon  60  days'  notice  at  par  plus 
accrued  dividends  to  the  date  of  redemp- 
tion plus  a  premium  of  5%  In  the  case 
of  the  7%  and  8.36%  Series  and  1%  In 
the  case  of  the  6%  Series. 

Railways  proposes,  pursuant  to  a  loan 
agreement,  to  borrow  from  the  banks  In 
the  amounts  set  forth  below  $19,500,000. 
the  proceeds  of  which,  together  with 
treasury  cash,  shall  be  used  to  redeem  all 
the  outstanding  Prior  Preferred  Stock  of 
the  company: 

National  City  Bank  of  New  York.  $5.  850,  000 

Hanover  Bank  &  Truat  Company.  6. 850. 000 
Mellon    National    Bank   &   Trust 

Company 5.  850.  000 

Harris  Trust  &  Savings  Company.  1,  950,  000 


Total _ 19,  500,  000 

Such  loans  will  be  evidenced  by  unse- 
cured promissory  notes  which  will  mature 
August  1.  1950.  and  will  be  renewable,  at 
the  option  of  Railways  with  the  approval 
of  the  Commission,  for  two  additional  pe- 
riods of  one  year  each.  Interest  until 
August  1.  1050.  will  be  payatfle  at  the 
rate  of  2\^%  per  annum  and  during  the 
first  extension  period  the  Interest  rate 
will  be  2%%  per  annum.  During  the 
second  extension  period  the  rate  will  be 
1V4%  above  the  prevailing  Federal  Re- 
serve Rediscount  rate,  but  not  less  than 
2%%  nor  more  than  3%.  Upon  execu- 
tion of  the  loan  agreement,  the  banks 
will  be  committed  until  September  1. 
1949  to  make  available  the  funds  as 
needed  for  the  retirement  of  the  said 
stock,  subject  to  a  commitment  fee  at 
the  rate  of  one-half  of  1%  per  annum 
on  the  unborrowed  funds,  computed  from 
the  date  of  the  bank  loan  agreement  to 
the  dates  of  borrowing.  The  notes  may 
be  prepaid,  In  whole  or  In  part,  at  any 
time  without  premium  unless  prepay- 
ment Is  made  with  other  borrowed  funds. 
The  bank  loan  agreement  permits  dis- 
tribution of  assets  to  common  stockhold- 
ers and  the  sale  of  assets  to  such  stock- 
holders at  prices  substantially  below  the 
market  value  of  such  assets  as  long  as 
the  underlying  book  value  of  the  invest- 
ments of  Railways  and  its  subsidiary 
registered  holding  company.  Continental 
Gas  and  Electric  Company  ("Continen- 
tal"), equals  at  least  200%  of  the 
amounts  outstanding  under  their  bank 
loan  agreements. 

Under  the  provisions  of  the  section  11 
(e)  plan.  Railways  proposed  to  borrow 
$28,500,000  from  banks  and  insurance 
companies  by  issuing  fifteen-year  serial 
notes  and  to  apply  the  proceeds  to  re- 
deem its  outstanding  Prior  Preferred 
Stock  and  to  retire  the  bank  loan  of  Con- 
tinental presently  outstanding  in  the 
principal  amount  of  $7,444,700.  The  ap- 
plication-declaration states  that  the 
Board  of  Directors  of  Railways  has  re- 
cently determined  that  the  interests  of 
Its  common  stockholders  would  be  best 
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served  by  eliminating  Railways  and 
Continental  as  holding  companies,  and 
that  a  plan  providing  for  the  liquidation 
of  those  companies  is  being  prepared  for 
early  filing  with  the  Commission.  It  Is 
further  stated  that  since  a  liquidation 
program  Is  contemplated.  It  Is  no  longer 
necessary  or  advisable  for  Railways  to 
Issue  fifteen-year  obligations  or  to  bor- 
row funds  to  pay  off  the  existing  Conti- 
nental bank  loan,  and  that,  accordingly. 
Railways  now  proposes  to  borrow  from 
banks  on  the  terms  Indicated  above,  only 
sufficient  funds  to  enable  It  to  redeem 
Its  outstanding  Prior  Preferred  Stock. 
According  to  the  application-declaration 
It  Is  contemplated  that  the  proposed 
notes  together  with  the  other  Indebted- 
ness of  Railways  and  Continental  are 
to  be  retired  by  the  application  of  re- 
tained earnings  and  the  proceeds  re- 
ceived from  the  sale  to  Railways'  com- 
mon stockholders,  pursuant  to  rights  of- 
ferings, of  the  common  stock  of  one  or 
more  of  the  major  operating  subsidiaries. 

In  support  of  the  application-declara- 
tion It  Is  stated  that  redemption  of  the 
Prior  Preferred  Stock  is  required  by  the 
section  11  (e)  plan  and  may  have  been 
relied  upon  by  the  holders  of  such  stock. 
It  Is  further  stated  that  If  the  Prior 
Preferred  Stock  is  not  promptly  re- 
deemed serious  questions  of  fairness  to 
holders  of  such  stock  would  arise  In  con- 
nection with  the  proposed  liquidation, 
and  that  redemption  of  such  stock  and 
the  execution  of  the  bank  loan  agree- 
ment will  make  It  po-sslble  to  accelerate 
and  simplify  the  liquidation.  It  Is  also 
stated  that  the  dividends  on  the  Prior 
Preferred  Stock,  which  are  payable 
monthly,  aggregate  $1,195,859.44  per 
year,  and  that  the  common  stockholders 
will  benefit  by  the  substitution  of  the 
low-lnterest-bearlng  bank  Indebtedness 
for  the  hlgh-dlvidend-bearing  Prior 
Preferred  Stock.  On  the  basis  of  cur- 
rent corporate  Income  tax  rates  It  Is 
claimed  that  net  .savings  from  the  pro- 
posed program  will  exceed  $70,000  per 
month  and  that  the  entire  redemption 
premium  can  be  saved  In  less  than  eight 
months. 

It  Is  stated  that  the  consent  of  the 
banks  who  are  parties  to  the  existing 
Railways'  bank  loan  agreement,  dated 
November  24,  1945,  is  required  to  permit 
Railways  to  borrow  funds  under  the  pro- 
posed new  loan  agreement  and  to  permit 
the  redemption  of  the  Prior  Preferred 
Stock,  and  that  such  consent  will  be  ob- 
tained before  the  new  loan  agreement 
Is  executed.  The  Indebtedness  under 
Railways'  existing  loan  agreement  has 
been  reduced  to  $4,744,047  and  will  be 
paid  in  full  from  the  proceeds  to  be 
realized  by  Railways  upon  the  .second 
ofTering  of  common  stock  of  American 
Light  to  common  stockholders  of  Rail- 
ways pursuant  to  the  provisions  of  the 
section  11   (e)   plan. 

Applicant-declarant  waives  the  30-day 
waiting  period  between  the  issuance  of 
the  Commission's  order  and  Its  effective 
date,  requests  acceleration  of  the  effec- 
tive date  of  the  order  and  requests  that 
the  order  contain  an  appropriate  recital 
conforming  to  the  requirements  of  .sec- 
tion 1808  (f)  of  the  Internal  Revenue 
Code,  as  amended,  with  respect  to  the 
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Issuance  and  sale  by  Railways  of  $19,- 
500.000  principal  amount  of  Its  promis- 
sory notes  under  the  loan  agreement. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Doc.    49-3014;    Filed.    Apr.    19.    1949,' 
8:48  a.  m.| 


[Pile  No,  70-2092 J 

Texas  Electric  Service  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C,  on 
the  14th  day  of  April  A.  D.  1949. 

Texas  Electric  Service  Company 
("Texas  Electric"),  a  direct  subsidiary  of 
Texas  Utilities  Company  ("Texas  Utili- 
ties") ,  a  regLstered  holding  company  and 
an  indirect  subsidiary  of  American  Power 
ti  Light  Company  and  Electric  Bond  and 
Share  Company,  also  registered  holding 
companies,  having  filed  a  declaration 
and  amendments  thereto  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935,  particularly  sections  6(a)  and  7 
thereof,  and  Rule  U-50  thereunder,  with 
respect  to  the  following  proposed  trans- 
actions: 

Texas  Electric  proposes  to  issue  and 
sell  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50  $8,000,000 
principal  amount  of  Its  First  Mortgage 
Bonds.  -.%  Series,  due  1979.  Said  bonds 
are  to  be  Issued  under  and  secured  by  the 
company's  existing  Mortgage  and  Deed 
of  Trust  dated  a.s  of  March  1.  1945,  as 
supplemented  by  First,  Second,  and 
Third  Supplemental  Indentures  dated, 
respectively,  as  of  October  1,  1947.  as  of 
April  1.  1948.  and  as  of  April  1.  1949. 

The  declaration  states  that  the  pro- 
ceeds from  the  sale  of  the  bonds,  together 
with  the  proceeds  to  be  received  by  the 
company  from  the  proposed  sale  of 
2.000.000  shares  of  no  par  common  stock 
will  be  used  to  carry  forward  the  com- 
pany's construction  program,  to  repay 
short-term  advances  and  for  other  cor- 
porate purposes.  The  aforementioned 
sale  of  common  stock  is  to  be  made  to 
Texas  Utilities  at  a  price  of  $2.00  per 
share,  prior  to  or  concurrently  with  the 
proposed  Issuance  and  sale  of  bonds,  as 
authorized  by  the  Commission's  order  of 
April  4,  1949.  Pile  No.  70-2082  (Holding 
Company  Act  Relea.se  No.  8975).  The 
advances  to  be  repaid,  e.stimated  as 
$5,100,000  as  of  April  30.  1949.  were  or 
will  be  made  by  Texas  Utilities  for  the 
purpose  of  temporarily  financing  the 
company's  construction  program. 

The  declaration  having  been  filed  on 
March  21. 1949.  and  amendments  thereto 
having  been  filed  on  April  8.  1949.  and 
April  13, 1949.  notice  of  .said  filing  having 
been  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hearing 
v.'ith  respect  to  the  declaration,  as 
amended,  within  the  period  specified  in 
jfaid  notice  or  otherwi.se.  and  not  having 
ordered  a  hearing  thereon ;  and 
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The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  the  rules  thereunder  have 
been  satisfied,  the  Commission  being  of 
the  opinion  that  It  Is  appropriate  to  per- 
mit said  declaration,  as  amended,  to  be- 
come effective  without  the  imposition  of 
terms  and  conditions  other  than  those 
hereinafter  ordered,  and  the  Commission 
also  deeming  it  appropriate  to  grant  de- 
clarant's request  that  the  order  herein 
become  effective  forthwith  upon  the  Is- 
suance thereof: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
.said  act.  that  .said  declaration,  as 
amended,  be,  and  the  same  hereby  is, 
permitted  to  become  effective  forthwith, 
subject  to  the  terms  and  conditions  con- 
tained In  Rule  U-24  and  subject  to  the 
following  additional  conditions: 

(1>  That  the  proposed  sale  of  bonds 
of  Texas  Electric  shall  not  be  con.sum- 
mated  until  the  results  of  competitive 
bidding  pursuant  to  Rule  U-50  shall  have 
been  made  a  matter  of  record  in  this  pro- 
ceeding and  a  further  order  shall  have 
been  entered  by  the  Commission  in  the 
light  of  the  record  so  completed,  which 
order  may  contain  .such  further  terms 
and  conditions  as  may  then  be  deemed 
appropriate. 

(2)  That  juri."!dIction  be  reserved  with 
respect  to  all  fees  and  expenses  to  t>e  paid 
In  connection  with  the  proposed  transac- 
tions. 

By  the  Commi.s.sion. 

[seal!  Orval  L.  DuBois, 

Secretary. 

|F     R.    Doc.    49  3015;    Filed.    Apr.    19.    1949: 
8:48  a.  m.l 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

Authoritt:  40  Stat.  411.  65  Stat.  839.  Pub. 
L.1W8  322.  671,  79th  Cong..  60  Stat.  50.  925:  50 
U.  S.  C.  and  Supp  App.  1.  616.  E.  O  9193. 
July  6.  1942,  3  CPR.  Cum.  Supp..  E.  O.  9567. 
June  8.  1945.  3  CFR.  1948  Supp.,  E.  O.  9788. 
Oct.  14,  1946.  11  F.  R.  11981. 

(Vesting  Order  13099] 

James  C.  Wilson 

In  re:  E-^tate  of  James  C.  Wilson,  de- 
ceased. Pile  No.  D-28-12563;  E.  T.  sec. 
No.  16763. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Elizabeth  W.  Kallhardt  and 
Hannah  W.  Romer.  whose  last  known 
address  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany)  ; 

2.  That  all  right,  title.  Intere.st  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  in  and  to  the  estate  of 
James  C.  Wilson,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  In  the  process 
of  administration  by  The  Pennsylvania 


Company  for  Banking  and  Trusts  and 
Adele  Beatrice  Wilson,  as  executors,  act- 
ing under  the  judicial  supervision  of  the 
Orphans'  Court  of  Philadelphia  County. 
Pennsylvania; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  inter- 
est. 

There  Is  hereby  ve.sted  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty describe  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  intercut  of  and 
for  the  benefit  of  the  United  States. 

The  terms  'national"  and  "designated 
enemy  country "  as  used  herein  shall 
have  the  meanings  prescribed  In  .section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
March  30.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F    R.    Doc.    49-3067;    filed,    Apr.    19.    1949; 
8:56  a.  m.) 


(Vesting  Order  131411 

Christian  Wilkens 

In  re:  Real  property,  property  Insur- 
ance policies  and  a  claim  owned  by 
Christian  Wilkens. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Christian  Wilkens.  whose  last 
known  address  Is  Casper  David  Fried- 
rlchstra.sse  7.  Dresden  A  20.  Germany,  is 
a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many^ ; 

2.  That  the  property  described  as 
follows : 

a.  Real  property,  situated  In  the  City 
of  Baltimore.  State  of  Maryland,  partic- 
ularly described  In  Exhibit  A,  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures.  Improvements  and  appurte-, 
nances  thereto,  and  any  and  all  claims 
for  rents,  refunds,  benefits  or  other  pay- 
ments, arising  from  the  ownership  of 
such  property, 

b.  All  right,  title  and  Interest  of 
Christian  Wilkens  in  and  to  the  prop- 
erty Insurance  policies  described  In  Ex- 
hibit B.  attached  hereto  and  by  reference 
made  a  part  hereof,  which  policies  Insure 
the  Improved  real  property  described  In 
subparagraph  2-a.  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Christian  Wilkens  by  the 
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Mercantile  Trust  Company  of  Baltimore, 
Baltimore.  Calvert  and  Redwood  Streets, 
Baltimore.  Maryland,  arising  out  of  the 
rents  collected  on  the  property  described 
in  subparagraph  2-a  hereof,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraph  2-a  here- 
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of,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-b  and 
2-c  hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  Section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

F\5r  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

All  thos«  certain  lots  and  parcels  of  real 
estate  situate,  lying  and  being  in  the  City 
of  Baltimore.  State  of  Maryland  and  particu- 
larly described  aa  follows: 

Parcel  No.  1:  217  8.  Bentalou  Street  12'  x 
60'  City  Reg  Ward  20  Sect  9  Block  239  Folio 
340  Line  14. 
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Parcel  No.  2:  810  Furrow  Street  13'  x  52' 
City  Reg  Ward  20  Sect  0  Block  271  Folio 
343  Line  17. 

Parcel  No.  5:  312  Furrow  Street  13'  z  82' 
City  Reg  Ward  20  Sect  9  Block  271  Folio  343 
Line  18. 

Parcel  No.  4:  8  Wlllard  Street  (formerly 
Wilkens  Street)  12'  x  90'  City  Reg  Ward  20 
Sect  7  Block  2174  B  Folio  249  Line  21. 

Parcel  No.  5:  1913  WUhelm  Street  ll'S"  x 
59'  City  Reg  Ward  20  Sect  12  Block  274  Folio 
411  Line  9. 

Parcel  No.  6:  1915  Wllhelm  Street  ir6"  x 
59'  City  Reg  Ward  20  Sect  12  Block  274  Folio 
411  Line  8. 

Parcel  No.  7:  SE  side  of  Ramsay  Street  now 
called  Ashton  Street  130'  x  165'  City  Reg 
Ward  20  Sec  8  Block  2110  Folio  314  Line  3. 

Parcel  No.  8:  East  side  of  Wlllard  Street 
(formerly  Wilkens  Street)  124  feet  North  of 
Frederick  Avenue  42'  x  170'  City  Reg  Ward 
20  Sect  7  Block  2173  Folio  251  Line  12. 

Parcel  No.  9:  328  S  Monroe  Street  14'9"  x 
100'  City  Reg  Ward  20  Sect  12  Block  274 
Polio  407  Line  15. 

Parcel  No.  10:  330  S  Monroe  Street  14'9"  x 
100'  City  Reg  Ward  20  Sect  12  Block  274  Folio 
407  Line  16. 

Parcel  No.  11:  1924  Wilkens  Avenue  17'11' 
X  100'  Ward  20  Sect  11  Block  699  Folio  387 
Line  21. 

Parcel  No.  12:  1926  Wilkens  Avenue  17'9"  x 
100'  City  Reg  Ward  20  Sect  11  Block  699 
Folio  387  Line  22. 

Parcel  No.  13:  1932  Wilkens  Avenue  17'7"  x 
100'  City  Reg  Ward  20  Sect  11  Block  699 
Folio  387  Line  28. 


EXUIBIT  B 

V 

Name  of  company  and  address 

Type 

No. 

Amount 

Expiration 
date 

Property  covered 

In.iiiranoe  Company  of  North  America.  Ilolliday  and  Fay- 
ette 8U.,  Baltimore  2,  .Md. 

In<lpmni(y  In.«urance  Company  of  America,  1(S00  Arch  St., 
rhiladelphia,  Pa. 

Fire     and     extended 
coverage. 

Public   liability   and 
proi>eriy  damage. 

104700 
FMLS16 

$28,500 

Jan.    li.mz 
Dec.  1M950 

$2,000  on  217  South  Bentelou  St.,  $2,000  on  810 
Furrow  St.,  $2,0(10  on  312  Furrow  St.,  $2,000  on 
8  Wlllard  St..  $2,000  on  !913  Wilhelm  8t., 
$2,000  on  1915  Wilhelm  St.,  $3,000  on  328  .^outh 
Monroe  St.,  $:),000  on  330  South  Monroe  St., 
$3,500  on  1924  Wilkens  Ave.,  $3,.500  on  WM 
Wllkenj  Ave.,  $3,.5O0  on  1932  Wilkens  Ave. 

This  policy  covers  all  of  the  alwve-listed  proper- 
ties In  the  limits  of  25/50.000  for  public  1  ability 
and  $10,000  for  property  damage. 

(F.  R.  Doc.  49-3068;  Filed.  Apr.  19.  1949;  8:56  a.  m.] 


Elizabeth  Deg 

notict  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
including  all  royalties  accrued  there- 
under and  all  damages  and  profits  recov- 
erable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  and  Property 

Elizabeth  Deg.  Balaton,  Blckley  Park  Road, 
Bickley,  England,  37808;  an  undivided  one- 
el^hth  remainder  Interest  In  and  to  United 
Stat<-3  Letters  Patent  No.  2.225.267.  referred 
t'j  In  Vesting  Order  No.  201  (8  F.  R.  625, 
January  16,  1943);  an  undivided  one-fourth 
remainder  Interest  In  the  interests  and  rights 
created  In  The  Attorney  General  of  the 
United  States  by  virtue  of  an  agreement 
dated  July  20,  1948  by  and  between  J.  Las- 
kin  &  Son*  Corporation.  The  Attorney  Gen- 
eral of  the  United  States,  and  Bertalan 
Mafyar.  relating,  among  other  things,  to  the 
above  mentioned  patent,  to  which  agreement 
the  proposed  return  shall  be  subject. 


Executed   at  Washington,  D.  C,   on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.   49-3071;    Filed,    Apr.    19,    1949; 
8:56  a.  m.] 


(Vesting  Order  CE  4661 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Cook 
County,  III.,  Court 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  having  been  found: 

1,  That  each  of  the  persons  named  in 
Column  1  of  Exhibit  A,  attached  hereto 
and  by  reference  made  a  part  hereof, 
was  a  person  within  the  designated 
enemy  country  or  the  enemy-occupied 
territory  Identified  in  Column  2  of  said 
Exhibit  A  opposite  such  person's  name; 


2.  That  it  was  in  the  Interest  of  the 
United  States  to  take  measures  in  con- 
nection with  representing  each  of  said 
persons  in  the  court  or  administrative 
action  or  proceeding  identified  in  Col- 
umn 3  of  said  Exhibit  A  opposite  such 
person's  name,  and  such  measures  hav- 
ing been  taken ; 

3.  That  as  a  result  of  such  action  or 
proceeding  each  of  said  persons  obtained 
or  was  determined  to  have  the  property 
particularly  described  In  Column  4  of 
said  Exhibited  A  opposite  such  person's 
name; 

4.  That  such  property  is  in  the  pos- 
session or  custody  of,  or  under  the  con- 
trol of,  the  person  described  in  Column 
5  of  said  Exhibit  A  opposite  such 
property; 

5.  That,  in  taking  such  measures  In 
each  of  such  actions  or  proceedings, 
costs  and  expenses  have  been  incurred 
in  the  amount  stated  In  Column  6  of 
said  Exhibit  A  opposite  such  action  or 
proceeding; 

Now,  therefore,  there  is  hereby  vested 
in  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt  with 
In  the  interest  of  and  for  the  benefit  of 
the  United  States,  interests  in  the  prop- 
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erty  In  the  possession  or  custody  of,  or 
under  the  control  of,  the  persons  de- 
scribed In  Column  5  of  said  Exhibit  A 
In  amounts  equal  to  the  sums  stated  in 
Column  6  of  said  Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  In  section  10  of  Executive  Or- 
der 9193,  as  amended.  The  term  "enemy- 
occupied  territory"  as  used  herein  shall 


NOTICES 

have  the  meaning  prescribed  in  rules  of 
procedure.  OlBce  of  Allen  Property, 
S  501.6  (8  CFR.  Cum.  Supp..  603.6). 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


ExmniT  A 


Column  1 
Name 

Column  3 

Country  or 
territory 

Column  8 
Action  or  prowetllng 

Column  4 
Property 

Column  8 
Depositary 

Column  6 

Bum 
ve!'te<i 

Margaret  Wagner 
(Koi.->a). 

Hungary 

Hungary 

Hem  1 

Estate  of  John  J.  V,'ag- 
uvT,  dcccasecl,  In  pro- 
hate   Court  of  Cook 
County,  111.,  File  No. 
42  P  4.M:?.  Docket  413, 
V&fv  462. 

llemi 
Same       

$1,000 
$1,000 

Charlee    Molnar,    1306 
North    Flston    Ave., 
Chicago,  111.,  executor 
of  the  E»>t«te  of  John 
J.  Wagner,  deceased. 

Same 

•73 
T3 

[P.  R.  Doc.  49-3069;  Filed.  Apr.  19,  1949;  8  66  a.  m.J 


[Return  Order  809) 
Mrs.  Erminia  Locatelli 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return. 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Mrs.  Ermlnla  Locatelli.  Cambridge.  Mary- 
land. Claim  No.  5188.  March  11.  1949  (14  F.  R. 
1117);  $1.26826  In  the  Treasury  of  the 
United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  14,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49  3070;    Filed.    Apr.    19,    1949; 
8:56  a.  m.) 


Aage  Gerstenberg 


NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington,  D.  C,  Includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 


provision    for    taxes    and    conservatory 
expenses: 

Claimant,  Claim  No.,  and  Property 

Aage  Gerstenberg.  Copenhagen,  Denmark, 
8541;  property  described  In  VeBting  Order  No. 
664  (8  F.  R.  4989.  April  17,  1943 »,  relRtlng 
to  United  States  Letters  Patent  Nos,  1,928.- 
173;    1,993,056;    2.039,162   and   2.050,654. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.   49-3072;    Filed,    Apr.    19,    1949; 
8:66  a.  m.J 


Johanna  P.  C.  Goerner 

NOTICE  or  intention  TO  return  vested 

PROPERTY 

Pursuant  to  section  32  (f)  of  the 
Trading  With  the  Enemy  Act,  as  amend- 
ed, notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No.,  Property,  and  Location 

Johanna  P.  C.  Goerner,  Philadelphia,  Penn- 
sylvania. 6535;  $3,264.79  In  the  Treasury  of 
the  United  States. 

Executed  at  Washington,  D.  C,  on 
April  14,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.  Doc.   49-3073;    Filed,   Apr.   19.   1949; 
8:57  ».  m.] 


Maxtrice  Goudard 

notici  or  intention  to  return  vested 
property 

Pursuant  to  section  32  <f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  In  Washington,  D.  C, 
Including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 

Maurice  Goudard.  Paris  (Seine),  France. 
31752;  property  described  in  Vesting  Order 
No.  666  (8  P.  R.  6047,  April  17.  1943),  relating 
to  United  States  Letters  Patent  Nos.  1.756,- 
988;   1,768.061  and  1.842,866. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-3074;    Piled.   Apr.    19,    1949; 
8:57  a.  m.] 


Paula  L.  Mannheim er 
NOTICE  or  intention  to  return  vested 

PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Paula  L.  Mannhelmer.  Los  Angeles,  Cali- 
fornia. 6648:  $15626  In  the  Trea.sury  of  the 
United  States.  All  right,  title.  Interest  and 
claim  of  *ny  kind  or  character  whatsoever 
of  Paula  L.  Mannhelmer  in  and  to  a  trust 
established  under  an  Indenture  of  trust  exe- 
cuted by  Josephine  Zlmmermann  as  Settler 
and  Maryan  H.  Hauser  and  Samuel  B.  New- 
man as  Trustees  on  December  16,  1931. 

Executed  at  Washington.  D.  C.  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.   48-3075;    Piled,    Apr.    19.    1949; 
8:57  a.  m.  I 


Richard  Oswald  and  Katharina  Oswald 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
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erty  located  in  Washington.  D.  C.  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No.,  and  Property 

Richard  Oswald  and  Katharina  Oswald, 
6831  Odlu  Street.  Hollywood.  California; 
3317;  $3,000.00  In  the  Treasury  of  the  United 
States.  All  physical  prints,  both  negati%e 
and  positive.  In  the  possession  of  the  Attor- 
ney General  and  stored  In  Washington,  D.  C, 
and  New  York.  New  York,  together  with  all 
other  rights  and  Interests  owned  by  the 
Attorney  General  In  six  German  films  Iden- 
tified as  follows:  "Alraune."  "Schubert's 
Fruhllngstraum,"  "Unhelmllche  Geschlch- 
ten."  "Vlktoria  und  Ihr  Husar,"  "Der  Haupt- 
inan  von  Kopenick,"  "Eln  Lied  geht  urn  die 
Welt."  All  rights  and  interests,  presently 
owned  by  the  Attorney  General.  In  and  to 
the  following  German  films,  the  physical  lo- 
cation of  which  la  unknown:  "Gauovenehre." 
"Blume  von  Hawaii."  "Arm  wle  elne  Klrchen- 
maus."  "Countess  Marltza." 

EScecuted  at  Washington,  D.  C,  on 
April  14.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.   49  3076;    Filed,    Apr.    19,    1949; 
8:57  a.  m] 


Amedeo  Pieronz 


NOTICE  OF  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing with  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
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crease  resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory exfjenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Amedeo  Pleronl,  Barga.  Italy.  26021.  $109,- 
978.21  In  the  Treasury  of  the  United  States. 
All  right,  title.  Interest  and  claim  of  any 
name  or  nature  whatsoever  of  Amedeo  Pler- 
onl In  and  to  Pleronl  Bros.  &  Company,  a 
Massachusetts  partnership.  The  following 
securities  presently  In  the  custody  of  the 
Safekeeping  Department  of  the  Federal  Re- 
serve Bank  of  New  York:  80  shares  of  Pleronl 
Building  Trust  (a  Massachusetts  Trust),  and 
40  shares  of  no  par  value  capital  stock  of 
Pleronl  Inc.,  a  Massachusetts  corporation. 

Executed  at  Washington,  D.  C.  on 
April  13.  1949. 

For  the  Attorney  General. 

I  seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3077;    Filed,    Apr.    19.    1949; 
8:57  a.  m.] 


~    Olga  Pohanka  and  Grete  Glass 

NOTICE    of    intention    TO    RETURN    VESTED 

property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property,  and  Location 

Olga   Pohanka    and   Gret«    Glass,    Vienna, 
Austria,    36691;    $22,931.30    In    tb«    Treasury 


1909 

of  the  United  States,  $19,000  returnable  to 
claimants  Jointly.  $3,931.30  to  Grete  Glass. 

Executed   at   Washington,   D.   C,   on 
April  13,  1949. 

For  the  Attorney  General. 

[SE.AL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.   Doc.    49-3078;    Filed,    Apr.    19,    1949; 
8:57  a.  m.j 


Frederik  Hendrik  Stieltjes 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington,  D.  C, 
Including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  Infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant.  Claim  No.,  and  Property 

Frederik  Hendrik  Stieltjes.  Oostslngel  203, 
Delft,  The  Netherlands,  6428;  property  de- 
scribed In  Vesting  Order  No.  671  (8  F.  R.  5004, 
AprU  17.  1943)  relating  to  United  States 
Letters  Patent  No.  2,226.026. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.    49-3079;    Piled,   Apr.    19,    1949; 
8:57  a.  m.J 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  970— Milk  in  the  Clinton,  Iowa, 
Marketing  Area 

ORDER    amending    ORDER,    AS    AMENDED, 

regulating  handling 

5  970.0  Findings  and  determinations. 
Tile  findings  and  determinations  herein- 
after set  forth  are  supplementary  and  in 
addition  to  the  findings  and  determina- 
tions previously  made  in  connection  with 
the  Issuance  of  the  aforesaid  order  and 
of  each  of  the  previously  issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  insofar  as 
such  findings  and  determinations  may 
be  in  conflict  with  the  findings  and  deter- 
minations set  forth  herein. 

<a>  Findings  upon  the  basis  of  the 
hearivg  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933).  as 
amended  and  as  recnacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure  governing  the 
formulation  of  marketing  agreements 
and  orders  (7  CFR,  Supps.  900.1  et  scq.). 
a  public  hearing  was  held  upon  certain 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Clinton.  Iowa,  marketing 
area.  Upon  the  basis  of  the  evidence  In- 
troduced at  such  hearing  and  the  record 
thereof,  it  Is  found  that: 

<1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act ; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
cf  the  act  are  not  reasonable  in  view 
of  the  price  of  feeds,  available  supplies 
of  feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended, 


and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  factors, 
insure  a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  in  the  public  In- 
tere.st;  and 

<3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  In  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  In  a  marketing 
agreement  upon  which  hearing  has  been 
held. 

(b)  Additional  findings.     It  is  neces- 
sary, in  the  public  interest,  to  make  this 
amendment  effective  not  later  than  May 
1. 1949.    Any  delay  beyond  May  1, 1949,  in 
the  effective  date  of  this  amendment  will 
seriously  threaten  the  orderly  marketing 
of  milk  in  the  Clinton,  Iowa,  marketing 
area  for  the  month  of  May  and  subse- 
quent months,  because  of  the  provision  in 
the  existing  order  whereby  20  cents  per 
hundredweight  would  be  deducted  from 
the  uniform  price  during  the  months  of 
May  and  June.     The  nature  and  provi- 
sions of  the  amendment  are  well  known 
to  the  handlers  in  the  market  since  the 
hearing  was  held  on  January  10,  1949,  the 
recommended    decision    was    filed    on 
March   1,   1949.   and   the   final   decision 
was  executed  by  the  Secretary  on  April 
6.  1949,  which  final  decision  sets  forth 
the  need  for  the  amendment.     Compli- 
ance with  the  amendatory  order  will  not 
require  any  preparation  on  the  part  of 
handlers  which  cannot  be  completed  by 
May  1,  1949.    Il  is  hereby  found  and  de- 
termined, in  view  of  these  facts  and  cir- 
cumstances, that  good  cause  exists  for 
making  this  amendment  effective  May  1, 
1949;  and  that  it  would  be  contrary  to 
the  public  interest  to  delay  the  effective 
date  of  this  amendment  to  a  date  later 
than  May  1,  1949. 

(O  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  coop- 
erative a.ssociations  of  producers  who  are 
not  engaged  in  processing,  distributing, 
or  shipping  milk  covered  by  this  order, 
as  amended  and  as  hereby  further 
amended)  of  more  than  50  percent  of  the 
volume  of  milk  covered  by  this  order,  as 
amended  and  as  hereby  further  amended, 
which  is  marketed  within  the  Clinton. 
Iowa,  marketing  area  refused  or  failed  to 
sign  the  proposed  marketing  agreement 
regulating  the  handling  of  milk  in  the 
(Continued  on  next  page) 
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REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  In  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  books 
ore    now    available: 

Tif/e  3,  1948  Supplement  ($2.75). 

Titles  4-5  ($2.25). 

Tif/e  6  ($3.00). 

Ti»/e  7,  Parts  I-20I  ($4.25). 

These  book!  may  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  Office,  Washington  25,  D.  C, 
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said  marketing  area;  and  it  Is  hereby 
further  determined  that : 

( 1 )  The  refusal  or  failure  of  such  han- 
dlers to  sign  said  proposed  marketing 
agreement  tends  to  prevent  the  effectu- 
ation of  the  declared  policy  of  the  act: 

(2)  The  issuance  of  this  order,  further 
amending  the  order,  as  amended  is  the 
only  practical  means  pursuant  to  the  act. 
of  advancing  the  Interests  of  producers 
of  milk  which  is  produced  for  sale  in  tne 
said  marketing  area;  and 

»3)  The  issuance  of  this  order,  further 
amending  the  order,  as  amended,  is  ap- 
proved or  favored  by  at  least  two-th  rds 
of  the  producers,  who,  during  the  deter- 
mined representative  period  (December 
1948)  were  engaged  in  the  production  of 
milk  for  sale  in  the  said  marketing  area. 
Order    relative    to    handling.    It    is 
therefore    ordered    that    on    and    after 
the    effective    date    hereof,    the    han- 
dling of  milk  m  the  Clinton,  Iowa  mar- 
keting area  shall  be  In  conformity  to 
and  m  compliance  with  the  terms  and 
conditions   of   the   aforesaid   order    as 
amended,     and      as     hereby     further 
amended;   and  the  aforesaid  order    as 
amended.  Is  hereby  further  amended  as 
follows:  .       ,    ., 

1   Delete  5  970.4  (a)    (1)   and  substi- 
tute therefor  the  following: 

(1)  For  Class  I  milk.  The  price  shall 
be  the  price  for  Class  II  milk  for  the 
previous  delivery  period  plus  90  cents 
during  the  months  of  January.  February, 
and  March;  plus  70  cents  during  the 
months  of  April,  May,  and  June;  and  plus 
$1.15  during  the  remaining  months  oi 
each  year. 

2.  Delete  5  970.4  (a)  (3)  and  substi- 
tute therefor  the  following : 

(3)  For  Class  III  milk.  The  price  shall 
be  the  higher  of  the  prices  resulting  from 
the  fol'  )wlng  computations  by  the  mar- 
ket administrator: 

(1)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  tht;  Wisconsin  Cheese  Ex- 
change at  Plymouth.  Wisconsin,  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period  in  which  such 
milk  was  received  and  multiply  such  re- 
sult by  3.5.  If  there  are  no  sales  on  the 
Exchange  during  any  week,  the  last  pre- 
viously quoted  price  shall  be  used  as  the 
price  for  that  week  In  making  these  com- 
putations. ..  .      ,        , 

(ID  From  the  average  wholesale  price 
per  pound  of  92-score  butter  at  Chicago 
as  reported  by  the  United  States  Depart- 
ment of  Agriculture  (or  such  other  Fed- 
eral agency  as  may  be  authorized  to  per- 
form this  price  reporting  function)  dur- 
ing the  delivery  period  In  which  such 
milk  was  received,  subtract  3  cents,  add 
20  percent  thereof  and  multiply  the 
resulting  amount  by  3.5 


3.  Amend  5  970.4  (b)  (1)  to  read  as 
follows: 

(1)  If  the  average  butterfat  content  of 
the  milk  disposed  of  as  net  pooled  Class  I 
milk  by  any  handler  computed  pursuant 
to  S  970.3  (e)  Is  more  or  less  than  3.5 
percent  such  handler  shall  add  to  the 
Class  I  price  per  hundredweight  com- 
puted pursuant  to  paragraph  (a)  (1)  of 
this  section  for  each  one-tenth  of  1  per- 


Thursday,  April  21,  1949 

cent  that  the  average  butterfat  content 
of  such  milk  is  above  3.5  percent,  or  shall 
subtract  from  such  Class  I  price  for 
each  one-tenth  of  1  percent  that  the 
average  butterfat  content  of  such  Class  I 
milk  is  below  3.5  percent  an  amount  com- 
puted as  follows:  To  the  average  whole- 
sale price  per  pound  of  92-score  butter 
at  Chicago  as  reported  by  the  United 
States  Depffrtment  of  Agriculture  (or 
such  other  Federal  agency  as  may  be 
authorized  to  perform  this  price  report- 
ing function)  during  the  delivery  period 
preceding  that  in  which  the  milk  was 
received,  add  40  percent,  and  divide  the 
resulting  sum  by  10. 

4.  Amend  §  970.7  (b)  (2)  by  deleting 
therefrom  the  phrase:  "exclusive  of  the 
amount  retained  in  such  fund  pur.«;uant 
to  subparagraph  (3)  of  thic  paragraph." 

5.  Delete  subparagraphs  <3)  and  <4>  of 
8  970.7  <b)  and  renumber  subparagraphs 
(5».  (6),  and  (7)  thereof  as  subpara- 
graphs (3),  (4).  and  (5). 

6.  Amend  §970.8  (e)  to  read  as  fol- 
lows : 

(e)  Producer -settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraphs  (a)  (3), 
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(b) .  and  (f )  of  this  section,  together  with 
the  amounts  subtracted  from  the  uniform 
price  computation  pursuant  to  §  970.7  (b) 
(5).  and  out  of  which  he  shall  make  all 
payments  to  producers  and  handlers 
pursuant  to  paragraphs  (c)  and  <f)  of 
this  section  as  well  as  the  amount  added 
In  the  computation  of  the  uniform  price 
pursuant  to  §970.7  (b)  (2). 

(48  Stat.  31,  a.s  amended;  7  U.  S.  C.  601 
et  seq.;  sec.  102,  Reorg.  Plan  1  of  1947, 
12  F.  R.  4534) 

Issued  at  Wa.shington,  D.  C,  this  15th 
day  of  April  1949,  to  be  effective  on  and 
after  the  1st  day  of  May  1949. 

[  SEAL  1  Char les  P.  Brannan. 

Secretary  of  Agriculture. 

IF.    R.    Dec.    49-3100;    Filed,    Apr.    20,    1949- 
8  47   a.   m.| 


TITLE   14--CIVIL  AVIATION 
Chapter    I — Civil    Aeronautics    Board 

[Supp.  7) 

Part  60— Air  Traffic  Rules 

danger  areas 

Under  sections  205  and  601  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended  and 
§  60.103  of  the  Civil  Air  Regulations,  the 

Alabama 


1913 

Administrator  of  Civil  Aeronautics  Js 
authorized  to  designate  as  a  danger  area 
any  area  within  which  he  has  determined 
that  an  Invisible  hazard  to  aircraft  in 
flight  exists,  and  no  person  may  operate 
an  aircraft  within  a  danger  area  unle.ss 
permission  for  such  operation  has  been 
Issued  by  appropriate  authority. 

The  following  danger  areas  were  co- 
ordinated with  the  civil  operators  in- 
volved, the  Army,  the  Navy,  and  the  Air 
Force,  through  the  Air  Coordinating 
Committee,  Airspace  Subcommittee,  and 
thereafter  defined.  These  areas  should 
be  designated  without  delay,  in  order  to 
promote  safety  of  the  flying  public. 
Compliance  with  the  notice,  procedures, 
and  effective  date  provisions  of  section  4 
of  the  Administrative  Procedure  Art 
would  be  impracticable  and  contrary  to 
the  public  Interest,  and  therefore  is  not 
required. 

Acting  pursuant  to  sections  205  and 
601  of  the  Civil  Aeronautics  Act  of  1S33, 
as  amended,  and  §  60.103  of  the  Civil  Air 
Regulations,  and  in  accordance  with  .<-ec- 
tions  3  and  4  of  the  Administrative  Pro- 
cedure Act,  the  rules  appearing  herein- 
after are  adopted: 

?;  60,103-1  Danger  areas  'CAA  rules). 
The  following  areas  are  hereby  desig- 
nated as  danger  areas: 


Namr  an<l  loration  (rhart) 


I>rs<Tiption  hy  gcopraiihiral  coorciinairs 


Kort  Mrrjrilan  (Birming- 
ham I' hart  J. 


lIuiiLiville 
t  liart;. 


iChatUuiooffa 


Bepinnmp  at  laf.  .•0''45'n(>"  \.  loiip.  K.',^4«.',W"  W-  E  to  lone 
NV4.r3(»;'  W  ;  ,<  i„  Lit.  Xi'MiW  S:  W  to  lonp.  s>4«,'(tll"  \v' 
C"t.'",'"'.-  ^  «•;«'"  N.  It>nc-  »r4',';j(,"  \\  ;  N  ,„  i;,t.  .■o'41'li" 

b'i/:.^?,  ?"'•  '••■  <■  >"^"  '^v:  NF.  to  lat.  Xiu:/ii, 

Si  4«i  .*r   w  ,  jioini  of  lirgiiininp. 


N,   long. 


SlrHi((hl  lin«-soi>iinFttinf!  the  following  i>oints    ht   M^j^'tnV  « 
loiip,  w,'4l';«."  W  :  lat.  M'iTixr  S.  long.  8ti'4I'ao"  W-  la 


lat. 


Dpsipnated  altitudes 


Surface  to  30,UUU  /<«(. 


Surface  to.'',UOU  fwt. 


Time  of  design.'ition 


Using  agtncy 


Continuous. 


Daylight  hoiirsonly.. 


Arizona 


Hq.,  3d  Army,  Fort  Mc- 
J'hcrson,  0«. 


Huntsville  Arsenal,  Hunt 

villi',  Ala. 


AJO    (I'hnenix    and    tjan 
Diego  Charts). 


Fahuarita     (Doupla.":    and 

I'liiK'Mix  fh:irt."ii. 
W  lUtxix  Dr>  Lake  U'hoinii 

CbuX). 


%'''""'"«;,"'   '••'•  S^^'^V'.WJ"  N.   lonp.   112"^l!,'(xr  \\  ;   S  to  lat 
.fj^  A')4lP     .\;  \\    to  lonp.  Iir3<.':«)"  \\  ;  .>;  to  lat    :i2''M'W  \' 

n■.^'.«wf«"^^''' ''."•"  ^^  *^  '"  '"'•  ;<^'^«'"<J"  .<•;  W  to  long! 

n,n«'(i«r  w  ;  s  to  hn.  x-'i.vik,"  N:  w  to  lonp.  iio'^^tw  w- 
r.Jc'  ,^V:.V',?"  """''•^:  -\^^'  »'"">:  McxiiHi.  Hor.l.r  to  long! 

N    o  tit.  .W  4b'4<)"  .\;  to  lat.  :«'•(;<';«»"  .\;  long    urzi'dO"  w' 

to  lat.  ;«Mj.'.«i"  \.  Uinp.  u:;'  ji,',,,"  \V.  poml  of  1..  pinning  ' 
.\  l^inu-lajy:  lat.  31"(i-r(«>"  .\;  K  lK.un<iarv:  U.i.p.  lI(i"'5I'(K("  W- 

.'•  iK.umlary .  lat.  .^i'  .M'0(i"N ;  W  boiin.lar% :  lonp.  I  I(l^^7'(•0"  W ' 
.N  JKJundary:  lat.  ;«i'14'(i<r'  N;  K  iH.undiirv":  lonp.  l(l<.":«,'(«i"  \V- 

b  boundary,  lat.  32'o«'30"  N ,  \\  boundary :  long  I  lO^OO'.iO"  W" ' 


Surface  to  40,00fJ  fi*t., 


Surface  to30,fi00  feet. 
—  .do 


Continuous. 


-do 

-do 


Air  Force  Training  Com- 
mand, Ajo,  Aril. 


Davi.f-Monthan  AFU. 
Tucyon,  Arir. 
Do. 


Califorma 


Antloch     (i^Bcramento 

(hart). 
C"urnp  Hcalc  (San  Francisco 
Chart;. 


Cat/ip      ren<llcton      (Sao 
Diego  Chart;. 


Carrizro  Valley  (San  Diego 

Chartt. 
China  iMkt  (.Mt.  Whitney 
and  Los  Angeles  Charts;. 


Chocolate  Mountains  (San 
Diego  Ctuirt;. 


El    Centro     (San     Diego 
Chart). 


El  Toro  (San  Diego  Chart). 


A  circular arcn  ha\  inp a radiuf  of 2 niiU j cttitcnd at  lat. Sb^ua'tX/' 
•N.  long.  i2r;«;'(K)"  \v. 

Bepinniiigat  lat.  .tb'  15'()0"  .\,  long.  121'W'n)"  W;  tolat.  S^^OtroO" 
-N,  lonp.  Ivtl^ti^'OO"  W;  to  lat.  :«*'(in'0()"  .\ ,  lonp  i;'ri5'(lO"  W- 
to  lat.  M'm'tnr  s,  lonp.  i2i^2K'.to-'  w ,  i,,  ii.i.  jw'i.Vdo"  \' 
long.  12r;«.'(Ki"  W;  to  lat.  Ji'lSW  .\,  long.  l^rob'OO"  \\' 
pouit  of  bcpinninp.  ' 

Begitiningat  lat.,«°l'4'23"  .V,  lonp.  117=  I.VI.V'W:  tolat  33'1*'(K)" 
-N,  long.  117M»>'iih"  W;  tolat.  3:iM7'IHi"  .\,  lonp  117M7'.30"  W- 
to  liit.  3;fM7';«)"  N,  lonp.  117°  2r.S()"  W:  to  lat    .■i;t'27'14"  .\' 

to  lat.  .U«24  Zl"  .\.  lonp.  117M.S'i:,"  W,  |K>inI  ol  Ixpinninp. 
N  l«<>undary:  laf.  ;{2'.V.'.'*"  N;  K  U.undarv:  lonp.  W,5VW'  \V 
h  boundary:  lat,  ;i2S'.0'24"  N:  W  boun<larv :  lonp.  I  lt.'04'36"  W 

^lo^i^'.Z,  ■:;•}"  '«'•  »-f-«''lW"  N.  lotip.  117':!7'(iO"  W;  to  lat. 
f,-*^"-  .,^:'^''v""^.•  """«■'>«•"  ^V;  W  to  lonp.  117'47'O0"  W;  to 
n-ilV.. '  «•  ^-  ""''•  V"-,*^''"'"  "  :  to  lat.  :«•.■  14'(K)"  .V,  lonp. 
li'  iiinin  "■  **  "  "^    •'^''  '""K-  J'^^^^'W"  \V,  piinl  of 

Bepn.ninp  at  lat.  XVK'W  X.  long,  ll.^^^r5(l"  W;  SE  along  a 
road  to  lat.  Xi'ZVW  S,  lonp.  ll.VM'.Ml"  W.  to  lat  .a^^'hS" 
N.  long,  urnr'm,-'  W;.<K  and  .\K  alonparoa.l  tolHt.,W22'.'i(t" 
C- !'"!>!•  ll.VfK.t'.Ss"  W;  to  lat.  ;mi7':«l"  .\.  lonp.  1I4'55'35"  W 
SU  aloiip  a  road  to  lat.  .U'dli'flo"  N.  l„np.  1 1.1^04  (lO"  W-  .NW 
••?"','.?. /.''',''':'."<^,'"  '•"•  •■"'0»'4<l"  .\,  lonp.  ll.-iMy'*!"  W;  to  lat 
f" ''i.vw,.' »••  '""!■'•  "'''^Vrt*"  W:  to  lat.  :«'»':«."  N,  long. 
11..  42   0     W  ,  to  lat.  33'3^'40"  .\,  lonp.  llS-'aj'iO"  W,  point  of 

Bcpinninp   at   lat.   32"5.V4.V'   N,   lonp.    llfl'firSd"   W;   to  lat 
32\Wtt"  N,  long.  n.V4-'00"  W;  to  lat.  82^'.(.'(•.^"  N.  long' 

.'.'.c^-^",',  ^^  • '"  *»'■  •■^2^'>.V4.V'  N,  long.  ny.'.5'(Ki"  W;  to  i«t 

32'.M  4.V'  .\,  lonp.  lIS'.M'.ld"  W,  jKiint  of  beginning. 

A  circular  .irca  ha\  inp  a  radiusoia  ujikscentertd  at  lat.Sa^aT'lS" 
N,  long.  117"30'UU"  W. 


Surface  to  10,000  feet . 
Surface  to  16,000  feet. 

do 


Surface  to  10,000  feet.. 
Unlimited 


Surface  to  30,000  feet... 


0900  to  1700  daily 

Continuous 


Surface  to  10,000  feet... 


Continuous     Monday 
through  Saturday. 


Daylight  hours  only 

Daylipht  hours  only 
Monday  through  1- ri- 
day. 


0900  to  IbOO  daily... 


12th    Naval   DiHrict.   San 

I'iipo,  Calif. 
USAK    llonibardnicnt 

School,    Mather    AKH. 


CSMC,  Camp  Pendkton. 
Calif. 


I2th   Naval   District,   San 
Dicpo,  Calif. 
Do. 


11th   Naval    District,  San 
Diego,  Calif. 


Continuous. 


Surface  to  15,000  feet....   0630  to  1(30  daily. 


Do. 


12th   Naval   District,  San 
Dii-to,  Calif. 
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Thursday,  April  21,  1949 


CALiroRNiA — Contlnnp<l 


Ntme  and  location  (cliart) 


Description  by  geographical  coordinates 


Fort  Ord  (San  Francisco 
Chart). 


Holtvillc    (San    Diego 
Chart). 


Muroc  Take  (Ixw  Angeles 

I'liart). 

Offshore  o(  California  (Han 

DicKo  Chart). 
I'etaliinia   (dacraraento 

Chart). 
I'oiiit   Kcyes   (Sacramento 

Ctiart).  .  . 

Sal  ton    Sea    (San     Diego 

Chart). 


Designated  altitude* 


Pan     T>ieK0 
Chart). 


(San     Diego 


San  NTigtiel  Island.  Off- 
Shore,  Calif.  (San  Kran- 
(is«i>  Chart*. 

1  rona  (Mount  Whitney 
ami  l,<>».\iiKiiesCliarts). 


Beeinning  at  bt.  36'40'.M)"  N;.  lon^iljl'^rf '.^V'^'f^n-' '  W '• 
K  Ion/  12P45'19"  W;  to  lat.  3fi='3T':t.V'  N,  long.  121  41  1.  «  , 
ro'luifi^V.^''  NMong.  12l^4?'01"  W ;  to  lat  S6"34  .«)"  N .  long 
l"l^"7'4<)"  W  «loi  P  the  are  of  a  rircle  of  A  mile  radius  rentered 
at  1  »t  ^y:\h-M''  N .  long.  121^5<)':«)"  W ;  to lat.  3i;':wW'  N ..long 
?21*.^'2.V-\v;  to  lat.  3«'4t)'5»"  N.  long.  121°4S'4a"  W.  ,K,int  of 

(ll^A  "?r"ular  area  with  a  1.000  yard  radius  centered  at  lat. 
•?2"5»;'4.^"  N    long.  UI^IS'OO"  \V.                                         .     ,   ,   . 

(2)  \  rircuiar  area  with  a  l.ooo  yard  radius  centered  at  lat. 
32^,i5'l(/'  .\'.  long,  ll^^lii'li"  W.                                           ,      .1, 

(3)  A  circular  ar»a  with  a  1.0<"»  yard  ratlius  centered  at  lat. 

33»or:«i"  N.  long.  ^1^"}^'}^ ''•''':  ,,.o.,.vm"  \V  S  to  lat 

Beginning  at  lat.  S-S^OO'inr  N.  long.  1°:  r"^  J*.,,  J^\\.^  V*'- 
aV4'*':«»"  N";  to  lat.  34'=4H'00"  N.  long.  II.  '•«  ("»  «  .  «  J."  "'«• 
117°5.V(«)"  \V;  N  to  lat.  3.'i^00'(X)"  N;  to  lat.  35^0U'0O"  N,  long. 

Il7';r.>'(l0"  W.  iwint  of  beginning.  nn'm-M"  V 

A  circular  area  with  a  300  yard  radius  centered  at  lat.  33  V£W    .N, 

A  circular'I?i^'w.th  a  radius  of  2> i  miles  centered  at  lat.  38«1 1'OO" 

N.  long.  iri-'Xl'dO"  \\.  .,     .,  .       1.,  i.t  mooo-uv' 

A  cimilar  area  hav  ing  a  ri«liU3  of  7  miles  centered  at  lat.  38  OyJC 

(1^  \""inuht^'^area  having  a  3  miles  radius  centered  at  lat. 
■.tni'iio"  -N,  long.  ur.^iW':***"  W. 

(2)  Beginning  at  lat.  ;«°lH'{|(y'  .N. 
:«^lh'On"  N-,  long.  ll.S°.Vl'a»"  \\ 
ll.i^''0':l(("  \V;  to  lat.  :it°n'i)0"  .\ 
33"11'0<I"  N,  long.  U.'.°44'l)0"  W 
ll.i°44'(iO"  W,  iM)int  of  beginning.  .  ..  i.. 

(1)   \  circular  area  having  a  ra<lius  of  3  miles  centered  at  lat. 
•«2°C)':t,i"  \'    long.  1H'>°.T»'>'21"  W.  ,        .  , 

("■  V  c  rcular  area  having  a  radius  of  3  miles  centered  at  at 
xAltriw''  N.  loiig.  117°i^'4H"  W,  excluding  that  portion  that 
lies  within  Blue  Civil  Airway  No.  14.  ,     .  i„. 

(3)  A  circular  area  having  a  rarliui  of  S  miles  centered  at  lat. 
32°.>i'0.')"  N.  long.  117''m'l.')"  \\  .  tonoi-'in" 

W  U.undary:  long.  12<)°:fO'()..'' W;  K  boundary,  long^mh 
W;Nboundary:lat.:t4°07'00".N;Sboundary.lat.XJ  MM   N. 


Surface  to  1,500  feet. 
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Time  of  designation 


Contlnuoui. 


Using  agency 


Surface  to  15,000  feet.... 
do 


long.  115°44'()0"  W;  to  lat. 

;   to  lat.  W^ll'3<i"   N,  long. 

long.  ll.'>^4a'4<)"  W,  to  lat. 

to  lat.  SS'IS'OO"  N.  long. 


....do 

Surface  to  45.000  feet., 

Surface  to  15,000  feet. 
Surface  to  10,000  feet. 
do 

Surface  to  15,000  feet. 

Vnliniltetl • 


0830  to  1530  dally 

....do 

.....do 

Daylight  hours  only. 


Continuous. 


0900  to  1700  daily. 
do • 


Surface  to  15,000  feet. 
do • 


ContiniKNis. 
....do 


nq.,  «th  Amiy,  Pre.sldlo, 
San  Francisco,  Calif. 


12th  Naval  District,  saa 
Diego,  Calif. 
Do. 

Do. 

Muroc  I.alte  AFB.  Muroc 
Lake.  Calif. 

nth  Naval  District,  Pan 

I)iego,  Calif. 
12th   Naval   District,  San 

Diego,  Calif. 
Do. 

nth  Naval  District,  San 

Diego,  Calif. 
National  Defen-sc  Agencies. 


Beginnings  lat.. 3.-.W40''N  long  116^^^.jO''W^^^^^^ 
N    lone    nr.^.WoO'    W  :  W    to  long.  11.  00  OO:    "  ••^J\  "'■ 
l<my-  \W  to  long.  1 17°19'0<."  W  ;  to  lat .  3fiW«  '  .\  ..long 
nr^mio"  \V;  to  lat.  -MmyW  N,  long.  UO^ol'SO"  \\  ,  |K)int  of 

beginning^ 

' Color  A  no 


.do. 


Surface  to .•»0,000 feet. 
Vnlimited 


a„  nth    Naval   DisUict,   San 

■^° Di.-Ro.  Calif. 


.do. 


.do. 


Daylight  hours  only 
VKK  conditions. 

Dayhght  hours  only 
Monday  through  Fri- 
day. 


Do. 

Do. 

nth   Naval  District.  Ssn 
Diego.  Calif. 

12th   Naval   District.   San 
Diego,  Calif. 


Camp     Carson      (Denver 
Chart). 


I'arkcr  (Denver  Chart). 


Straight  lines  connecting  the  follov^n'S  1,'"""^,  J  iw^yJ-V^y  ,^,' 
long  ltl4'4S'U«l"  W;  lat.  HH^irriXl"  N,  long.  104 /••■K  "  .  »'• 
.W32'tVr  N,  long.  llM\5i;'U0"  W;  lat.  3s^3«'U0"  N.  long.  104 

Ndndary:  lat.  39N1'0.)';  N;  K  boundary:  long.  W^-y^;>f^^ 
S  boundary ;  lat.  3»°34'00"  N ;  VN  boundary:  long.  KM  4..  U)    «  . 


Surface  to  14,M)0 feet. 


do 


Dayligiit  hours  only 


do 


C  8.  Army,  Mountain 
Training  Center,  lamp 
Car.soii.  Colo. 

NAS  BuckUy  Field,  Den- 
ver, Colo. 


Kl.uRlDA 


Banana    Hiver     (Orlando 
Chart) 


Jack.sonvillc    (Jacksonville 
Chart). 


Miami  (Miami  Chart) 

I'eusaiola  (Mobile  Chart). 


Beginning  at  lat.  2«^^0•00"  N.  long.  »«>;^''^«'"  ^y,' ^;,IV.C"\,=! 
iriotical  miles  from  the  shoreline  at  long.  H0°41  3..    W  .  Mmtli 

er.erly  Ziu  a  line  l>ara»«i'»?, '>'^^''-'i'"":.. ?.l,;/;'^.•»^;'^^^"^ 
3  naiitual  mile.s  to  lat,  2^;l4  4.r  N,  '""t;,., 'j!' ^;,f| .  vw  to  la 
,he  shoreline  at  lat.  2H-17'()0"N,  long  M   ■»" j»     ^^  •  ^^^  "*  '"'• 
2H^1»)'tK)"  N,  long.  hO°.M('()0"  W  ,  |)oin   ';';<;»"'"  "fj,  .,„o„)'4V' 

W:  N  to  lat.  i'9°-«'i»>"  N:  ^\'",.'V;'«v  f  i  -loow.,;^^'  v  to 
:5o^  u'u."  N:  w  to  long.  H2-2;)'<M."  \\ ;  St..  la'- 3o^2o«^,  -V  i«' 
iHt  Sd^'TlO"  N,  long.  Hl^1»l'^)<)"  W  ;  to  lat.  ■"'  '^*»^  •7'  ""5- 
HVV-W-'  \V-  to  lat.  ;tO°l.■.'4.^"  N.  long.  M^V.'l.'."  M  .  K  to. long 
uAvW'  W;  to  lat.  30=ltf'20"  N.  long.  SI°3S'1U"  W  .  |K,int  of 
beginning. 
See --Addenda"  for  Miami  area  ,  i>,  wnui"  N   lone 

111  \rei  1-  Beginning  on  the  .shoreline  at  lat.  30  23  .M)  N,  long. 
8.VMv'» r  \V  due  S  to  a  i«int  3  nautiail  miles  from  he  sh<|re- 
hne  at  lat  :«i-ai';«)"  N ;  westerly  along  a  line  i.aralleling  the 
ihord  nl  at  a  distan.r  of  3  nautio.1  miles  to  the  .'^^ <•-:.'  edge 
o(  1-e  '  .'Ola  Control  Area  at  lat.  3()=lN'00"  N.  loiig.  «.  02  .«^ 
W    ndrthedy  .»long  the  lK>unda,y  of  'j»"f •J'-.M';',"'  W  w 

,0  Its  inters..el.on  at  1="- •■"-'■-' I''?'    ^-.J'^f,-  %'^yll'  N   long 
uririiilar  arcof  2mileradiuscentereil  at  l.it..J<t  -i  4-    .n,hm>k. 

K-4>'«r  W-    heD,v  cUHkwi.s..  around  that  arc  to  Ms, '"fr- 

's;.T^;.;i  with'  and  cl-K-kwise  around  a  nrailar  arc  o  .  2  ni  U- 

1  ........1  ..,  I. It    ■{(i^'>'>  ()ti     N    long.  W>  .W  4^     »v  ,  to  iiu 

7:  r'!um  \t         •W-'-"(Hr  N  Tonfe  »W^V.'40"  W;  easterly  along 

flir^ireiuic-'lo  tat:-3i;'2.'36''  N,  Ion,.  *=45'00"  W,  i>oint  of 

(2^1"!"' 2- -Beginning  at  the  intersection  of  the  shoreline  with 

^^,r""K;'^•'Vr"^{h!^.JX"^-^^^ 

\Z  mrXlf.  g    he'shor'eline'at  a  dis.an.v  of  3  nautic-al  miles 

K'  he  •-Vr.d  a,;rexteJrn^»>un.lary  ,0  the  stw.^ 
V  t    aO^l.VOO"  N.  long.  H7"4r:«i"  W;  easterly  along  the  shore- 
uiet  lit    3t.^^HVl.V'   N.   long.  ^'^^■■■}^:?^  ^.^p"?' 
around  a  circular  arc  of  2  mile  radius  .•.•ntercl  at  !^'  ■«":',  *^. 
X    lone    ?«T°t''10"  W    to  the  shoreline  at   kit.  .«)  1.  •«>     '^,. 
long  K7-;«i'n(r\\:ea.sterly  along  the  shoreline  to  lat.  ;iO  1.  20 
N    loni  S7=.VOO"W;  thencecl.K-kwis..aroun<l  a  circu  ar  arc  of 
?mile  radius  centered  at  lat.  :«)M7'47"  N- l-'.'l^•,^   -''  ^ ,:\- 
to    he  Shoreline  at  lat.  :«I'17'.V>''  N,  ^'^l^f^^^f^.^^^'^. 
ni„MU'  the  shoreline  to  lat.  SO^lH'i:."   N.  long.  H.  Zl  30     W. 
?Sv  e U^w  s.' aro un.l  a  circular  arc  of  2  mile  radius  cen- 
I       1   .t  i^t    Jii^u'>4"  \    lone   H7''2l-2i)"  \V;  to  the  shoreline 

:rw,   un«'t*^''  N  long•8rT«^«r  w:  k  to  ut.  3n"is»'2o"  n. 

ni'.'HriHW''  U^i'rly  along  '^c  shoreline  |,>  the  w.^tern 
edge    of    I'ensacola  Contro  1  Area  at  lat.  30  li^UO     N.  '<"'«• 
x7"13'30"  NV.  iH)int  of  N'ginnlng. 
(3)  tx<e     -'.\ddcuda"  for  Area  3. 


8th  Naval  District,  Charles- 
ton, S.  C. 


Jack.sonville  Naval  Air  Sta 
lion,  Jai-ksonville.  FU. 


Name  and  location  (chart) 

]  Vscription  by  geographical  coordinates 

Designated  altitudes 

Time  of  designation 

Using  agency 

Valparaiso  (Mobile  Chart). 

Beginning  nt  a  point  on  the  southern  edge  of  Red  Civil  Airway 
No.  *l  lit  hit.  :«i"4:i'.'i()"  N,  long.  W,°l(i:«)"  \V;  thence  counter- 
do*  kwi><-  around  a  circular  src  of  3  mile  radius  centered  at  lat. 
3(i'4.'i'(Ki"  .\,  long.  hr,'(i7'40"  W;  to  lat.  ;«)M2':>(l"  N,  long. 
W,''n7'10"  W:  southerly  along  the  De  Funiak  Springs-Frecport 
Ilit'hway  (Slate  Highway  .No.  KW  to  the  toviii  ol  FreeiMirt  at 
lat.  ;i<  1' ;«.•(«)"  N,  long.  H,'(»>'(Ki"W;  dues  to  the  shoreline  Ht  lat. 
:«lMy'(Ki"  N,  long.  S(r(is'00"  W;  Miiithea>^terlv  along  the  shore- 
line to  lat.  :«iMs'(m"  N,  long.  sr,-o.'.'l(i"  \\  .  SK  to  a  poitit  3 
nautical  miles  from  the  shoreline  at  laf.  :iOM3'4()"  N,  long. 
Ni'or.'iti"  \V;  westeily  along  a  line  par;.llel  to  the  shoreline  at 
n  dlsl;ince  of  3  nautical  miles  to  \M.'W2X\'W  .N.  long.  (!ifi'4v"lK)' 
W;  due  \  to  V.  S.  llii^hway  No.  5*»  at  lat.  :«!' ^4'4(i"  N.  long. 
H,  4S'(K)"  \V:  »(sterlvidong  Highway  No.  9S  to  its  intersccti<.ii 
with  the  N.iViiire-Millon  Highwuv  (Strtte  Hi?hw:'.y  No.  S7) 
r.t  lat.  M^'-H'X:,"  N,  long.  H,'- 1.2' Vo"  \V;  iiorlhi  rlv  and  westerly 
along    State    Highwav    No.    S7    to    lat.    ;«l^3.3'4(i"    N,    long. 
H>M,'\U-  W;  NK  to  lat.:Uj''43'00"  N.   l<ing.  W.'^3>'30"  \\ .    K 
to  a  tK'Int  on  the  S  edge  of  Red  Civil   Airvvav    .No.  :tf»   at 
hit.  .-Hi'  43'a)"  ,\,  long,  m;  X''il()"  W;  tine  S  to  l!.t.";i0"29'0(t"  .N; 
due  K  to  long.  f<r,°2^'(»)"  W:  due  N  to  the  S  edge  of  Red  Civil 
Airway  .No.  M)  nt  lat.  .•U)"=4:i'2.V'  .S'.  long.  W.'  iS'm"  W;  eastiTly 
hloiig  the  »M>iindary(.l  Red  Civil  Aiivay  No.30tolut.30'4.;'iO" 
N,  long.  Mj'lU'oO"  \V,  jK)int  of  beginning. 

Unlimited 

Continuous ........ 

Air  Provirg  Oroimd,  Kglin 

Field,  Valparaiso,  Fla. 

GCUKdIA 


Fi'rt    Benning    (Birming 
hum  Chart). 


Liiiesvllle  (Jacksonvillt 
I  hart). 


Beginning  nt  laf.  32=,32'1.V'  N,  long.  M'=37'.'«l"  W:  S  to  lat  .32*18' 
««)"  N,  norlhwc-terlv  along  the  r;iilioad  to  lat.  .'il'  2()'4.'i"  N, 
long.  MM7'(i«i"  W:  s<iutherly  along  the  roa<l  to  lat.  IC^IVOO"  N, 
long.  M  4ii  :;n"  \V;  S  along  the  highwav  to  lat.  ATXh'-.W  N, 
l<iiig.  M"4S';<4i"  W;  due  W  to  long.  K4'.'.:r;s<l"  \V:  SW  alotig  the 
river  to  lat.  .32'M'4.'."  N.  long.  K4'.V,'n()"  \V:  due  \V  to  long. 
M^'>7'•«)"  W;  S  to  laf.  .32'IS'3(i"  N.  long.  MS'>7'4.'."  \V;  N\V 
along  the  north  brink  of  the  river  to  lat.  32'is'4."i"  N.  long. 
MS'^'.Mi"  \V:  due  N  to  lat.  WTWW  N:  N  K  to  lat.  :t2''2ri(i"  N, 
long.  h4".V.'4.'i"  \V;  due  .N  to  lat.  .32'22';Mi"  N,  long.  M'-'.'i«i'4.'." 
W ,  NK  along  the  creek  to  lat.  :t2'24'14"  N,  long.  .»4\';i'21"  W; 
northerly  to  lat.  32  »'10"  N,  long.  M'52'2«l"  \V;  due  N  to  lat. 
32"3()'.V)"  N:  ea-^terly  along  the  railroad  to  la!.  32^32'15"  N, 
long.  H4''37':«i"  W,  fioint  o(  tx'ginning. 

Beginning  at  lat.  32*il,*)'(K)"  N,  long.  M^.HS'nti"  W:  SF  to  \a\. 
32'nnin"  .N.  long.  hl''27'.30"  W;  .^W  to  hi.  3l'.W(Kl"  .\,  1.  ng. 
»t|*2tt'ti<i'M\  :  SW  tolat.31''."ll'.3(l".N',long.si'';{r.'(i<p"  \V;  NVV  to 
lat.  3lSV.'(j(p"  .\,  long.  M'Sl'SO"  W;  .NK  to  lat.  3-''(i.'.'(l(i"  W, 
long.  8r4.S'(IO"  W;  E  to  lat.  32O0.V(i<j"  N,  long.  M-^SS'lKy  \V, 
point  of  iN'ginning. 


Surface  to  17,0ti()  feet.....!  Continuous 


Unlimited. 


.do- 


U.  P.  Arniv,  Fort  Benning. 
Oa. 


Camp  Stewart  AFB, 
Iliiiesville,  Ua. 


Idaho 


1  ocatello  (I'ocatello  Chan). 


Beginning  at  lat.  43"'4.V(Kt"  N.  long.  I12'40'(i()"  AV:  SW  to  lat. 
43'':«riin"  N,  long.  n2''S2'fl<)"  W;  to  lat.  4.3"2S'(iO"  N,  long. 
lU^ni'lKl"  W;  N  to  lat.  «3''33'()0"  N:  NK  to  lat.  4.3'=4.V(m"  N, 
long.  \\r:>XW  W;  E  to  lat.  43'=4.V00"  N.  long.  U2'40'00"  W, 
|Hiint  of  K'ginning. 


Illinois 


Continuous 


I'ooutello  AFB,  Pocafello, 

Idatio. 


NAS,  I'ensacoU.  Fla. 


Do. 


(JU'nvlew     (Chicago     and 
NKIwatikte  t  hunsj. 


Beginning  at  lat.  42';t5'0(l"  N,  long.  >.:'47'3o"  W;  E  to  long. 
h-'-Xi'ltf  W:  S  to  lat.  42'0>>'n(l"  N:  W  to  long.  ».7'=4(t'(K»"  W;  N 
and  W  along  the  e;i.>.t  and  nonh  edge  of  Rid  Civil  Airwav  ♦'43 
to  lat.  41!''17':«i"  N,  long.  S7'4:';',0"  W;  .\  lo  lat.  M''i'oW  N, 
king.  h7'47'30"  W,  iM.ini  of  Ixginning. 


Surface  to  lfi,000  feet. .. 


Continuous. 


NAS,  Glenview,  111. 


Inpiana 


(amp  Afterbury  (Cincin- 
nati Chart). 


Beginning  at  lat.  39'2r3n"  N,  long.  Wi^nf/IKi"  W;  E  to  lat. 
3H'21';«t"  N,  long.  KS'.sy'Sn"  W:  S  to  lat.  3V'=13'IKK'  N,  long. 
W'-,W;<0"  W;  W  to  lat.  SH'^ia'CiO"  N.  long.  Mi^'tr.'dO"  W;N  to  lat. 
•JM^iVM"  .N,  long.  8<i°O«.'0U"  W,  point  of  U'gii'ning. 


Surface  to  22,000  feet.... 


Dayllght  hours  only. 


Joint  use  by  U.  8.  Army 
and  Indiana  Air  Na- 
tional (.iu;ird. 


Iowa 


Klk.ider  (Dubuque  Chart). 


1  naiit  leal  mile  radius  centered  at  lat.  42''48'24"  N.  k)ng.  »1"=25'12" 


Continuous 


Collins  Radio  Co.,  Cc<lar 
RiipiilF,  Iowa. 


Kansas 


Brookville  (Salina  Chart). 


.Manhattan 
Chart). 


(Salina 


Beginning  at  lat.  38*^4.V20"  .N.,  ktng.  67'=43'55"  W;  6  to  laf. 
a,s"43'li(i"  N;  SW  alotig  railroad  to  lat.  ;*'3S'2»"  N,  long. 
»7°47':«l"  W;  W  to  long.  H7SM'22"  W;  N  to  lat.  »4.V20"  N;  to 
lat.  ;*'4,r2<i"  N,  long.  H7'43'.''5"  W.  fK'int  of  beginning. 
leginningat  lat.  .3<*'=13'(iO"N,  long.  W>'4ri.'i"  W  ;  to  lat.  .Wn8'3<l" 
N,  long.  Wi'44':«l"  W:  W  lo  long.  «i''47'30"  W:  WNW  to  lat. 
.3«'^(«*'<Ki"  N,  long.  W'.'^4W';«)"  W;  to  lat.  .3»'1.r(«i"  N,  long. 
<*"47'.'yi"  W:  to  lat.  3'/lo'lK)"  N,  long.  9C°4no"  W.  fjoint  of 


licgiiiiiing. 


UnLniited Continuous 

Surface  to  10,000  feet 0700  to  2200  daily. 


Smoky  Hill  AFB,  Salina, 
Kaiis. 


Mar-^iiall  A  FB,  Fort  Riley, 
Kalis. 


1916 


RULES  AND  REGULATIONS 


Kenuckt 


Name  and  location  (chart) 


Camp    Campbell    (Nash- 
ville Chart). 


Kort       Knox      (Nashville 
Chart). 


Description  by  ({cographical  coordinates 


Designated  altitudes 


Time  of  designation 


Using  agency 


BeeinninR  at  lat.  Sfi'SSW'  N.  loM  srffiW  W;  to  long 
87='5(>'(K)"  \V;  N  to  lat.  3f.''44'Ul>"  N:  K  to  long.  87°40flN»  \\  . 
8  to  lat.  M^mn)"  N;  K  to  long.  ST-.JTW  W;  to  lat.  SG^aS'OO" 
W  lone  HT'-ii'ito"  W.  point  of  beginning. 

Begi'nninK  «t  »  \xni\t  nf  lat.  .•i7''»)'(«"  N.  long.  S.'>''45'00  \\  ;  due  S 
to  lat  ^r^:■i^r'  S:  due  W  to  lone.  85=55':«)"  \\  (Intersmiori 
of  IJ  S  Highway  31-W );  northerly  along  V.  S.  Highway  31-\\ 
to  lat  37°.iO'4.V'  N.  long.  So^iT'OO"  W  (Intersection  of  I  .  h. 
Hlchwav  31-\V  and  Wilson  Road):  northerly  along  \\  il.son 
Koad  to"  hit.  37=.«'(X)"  N.  long.  S.i^^.7'45"  W  (Inteisection  of 
WiNon  Road  and  ICRR);  northerly  along  ICRR  to  lit  . 
.■47'5»'iK)"  \.  long.  H,')°,';7'(>0"  W  (fros,<ing  ICRRand  LAN  RKi, 
northeiistfrlv  to  lat.  SS^Ol'iKI"  N,  long.  H.i'.'^';**!"  W  (Inlers.-c- 
tion  of  I-.V  NR  H  and  K  v.  Route  #44);  easterly  along  Ky.  Route 
#44  to  lat  Ilh'lXl'.'W)"  N,  long.  H.'^^'i2'(l«J"  W;  due  S  to  Int. 
37" .WK)"  \:  due  K  tobt.  37°5»'0O"  N.  long.  H5M5'U0"  W,  point 
of  lK>ginning. 


Unlimited. 


Surface  to  22,000  feet. 


Continuous. 


U.  8.  Army,  Camp  Camp- 
bell, Ky. 


U.     8.     Army     Armored 
Center,  Kort  Knox,  Ky. 


M.\I.SB 


G^<^at      Pond 
Chart). 


(Lcwiston 


Beginning  at  laf .  44°.W0O"  N,  long.  fW^ax':!*)"  \\  :  to  lat  44'.>y4(r 
N  U)ng  tiH=2.V0«r  W;  to  bt.  44'',i7'0(r  .\.  Iotik.  tW»24'0«l"  \\  ; 
to  lat.  44°.Vi'.'«>"  N,  long.  WiH'dO"  W;  to  ht.  44'o»'OU"  N.  long. 


68°ai'30"  \\,  point  of  iH-ginning. 


VFR  conditions  day- 
light hours  only, 
through  June  30.  1»4». 


Dow  AFB,  Bangor,  Maine. 


M.\RY1..\ND 


A.Hsatwaguo  Lsliind  (\Va.sh- 
ington  and  Norfolk 
Charts). 


Bloodsworth  Island  (Ches- 
aiieake  Bay)  (Washing- 
ton Chart). 

Ctie.sapoalco  Bay  (Washing- 
ton Chart). 


Chinooteague  Bay  (Wash- 
ington Chart). 

Patuxent  River  (Washing- 
ton Chart). 


Ptiarps  Island  (Washington 

CKart). 
Smeiiuxont  Bay  (Wa-shtng- 

ton  Chart). 


Beginning  at  bt.  3H'3()'0O"  X,  long.  T.VM'lKV  W;  due  east  3  nau- 

ticiil  miles  to  approT.  lat.  38^W'()0"  N.  long.  V4^5»'llO^   VV  ;  .sW 

along  u  line  imralleling  the  coastline  to  lat.  37  51   Z'l  -N,  long. 

lyuVHY'  W;  NW  to  the  coastline  at  Ut.  37^'i3'0O"  N,  long. 

7-S='20'(lO"  W;  N W  along  the  nrostline  to  lat.  3S''ao'00'   .N ,  long. 

7.'i''o;roo"  W,  iH)int  of  iH'ginning.  ,oo,,.nn// xr 

Straight  lines  i-onnecting  the  following  points:  lat.  «  iJ""    •^. 

long.  7>\°mW  W;  lat.  3«=08'i)O"  N.  long.  7ti"00W    \\  ;  lat. 

ax^OS'OO"  N.  long.  7G=08'50"  W;  lat.  3sM3'(X)"  N,  long.  7t>°ll  20 

St>ctor  of  a  circle  with  17.f.00  yard  radius  cenlero.l  at  lat.  .■J8W.T0" 
N  long  7il^34':«)"  W.  I)etween  31^  true  ami  122'  true,  excluding 
that  ;>ortion  within  the  confines  of  Civil  Airways  and  Sharp  s 

Circle  with  radius  of  3  miles  centered  at  Ut.  38°06'42"  N,  long. 

(n'^BeiinninVat  lat.  38"3()'no"  N.  I"n5- "''ra^'^'r.o!);;.,'?;"!]:.*::}^ 
following  the  railroad  to  lat.  3S^'22'tl<)"  -N .  long.  ..i^tb  00  .  south- 
ea.stprlv  following  .Maryland  State  Highway  No.  12  to  the 
western  edge  of  Anit>er  Civil  Airway  No.  9  (approx.  lat. 
3HMH'lo"  N,  long.  7o°32'00"  W;  southwesterly  following  the 
western  edge  of  Aml>er  Civil  Airway  No.  a  to  lat.  3.  45  iW  N, 
long  7.')°.V>'3«)"  W;  W  to  the  ea.stern  edge  of  Blue  C  ivil  Airway 

•  No  5«  (approx.  lat.  37'4.V00"  N,  long.  7r.°:«)'U)';  W  ):  northwes- 
terly following  the  ea,stern  boundary  of  Blue  (  ivil  Airway  .No. 
N)  to  the  point  of  intersection  with  the  western  twundary  ot 
Red  Civil  Airwav  No.  77;  northeasterly  following  the  western 
Iwmdarv  of  Red"  Civil  Airway  No.  77  to  the  s<iuth  boundary 
of  Red  Civil  Airway  No.  20;  southeasterly  along  southern 
N)undarv  of  Red  Civil  Airway  No.  20  to  the  eastern  boundary 
of  Red  (Mvil  Airwav  No.  77;  northeasterly  following  the  eiks- 
lern  t)onndary  ot  Re.l  Civil  Airway  No  77  to  lut.]W  :«i  m  N, 
U.ng.  7i-.°a-!':U)"  W;  due  K  to  lat.  38°30'00"  N ,  long.  .o''34  .10    \\  , 

(21'tginnlT.g  at'lTt;  3,sn2'20"  N.  '"n^.."!--'''''"",^;- o^i^V  ^Jl'^V" 
west  Imun.larv  of  Bhie  Civil  Airway  No.  ;^  to  lat.  3HJ'  M  50  N. 
long  7.'i''41'.-.0"  W ;  N  W  to  lat.  3«"20'.50"  N ,  long.  7t.'U  40  \>  , 
NK  along  the  east  lK)undary  of  Red  Civil  Airway  No.  .-to 
lat  3^4' IV'  N.  long.  76W10"  W;  SE  to  lat.  38"12'20"  N, 
lone  75^3tV10"  W,  iKiint  of  beginning.  

(3  Beg  tuiing  at  lat.  .WMh-.Y,"  N,  long  7fi^j4  .30  '  V, .  SF  to  te  . 
SHnii'iiO"  N,  long.  7il^ir20"  W;  K  to  lat.  70^00'00  '  N ;  ^  tolat . 
3.S'l)H'U0"  N-  W  to  long.  7«''l>s'00"  W;  SK  to  lat.  3<  o._>  l.i 
N."^lone.  7W.>'ir  W;  SW  tojat.  3T°52'45"  N  '.ng. 
76Mr<W"  W;  NW  to  lat.  38''02'2O"  X.  long,  -h"!,  24  W  , 
N  to  lat.  3.SW41"  N.  long.  7f  17'2.V'  W  ;  .N  U  to  the  east 
boundarv  of  Re<l  Civil  Airway  No. . .  (approx.  Ut.  3h  14  ..ON 
long  76^20'4.V'  Wi;  NK  along  southern  Uiundary  of  Red 
Civil  Airway  No.  77,  to  Ut.  :«'is'lli"  N.  long.  7tlM6  10  V\  ; 
E  to  Ut   3.s°1>>'J»>"  N,  long.  7ii^l4'30"  W,  jK.iiit  of  beginning. 

(4)  Circle  with  radius  of  5  nautical  miles  centered  at  Ut. 
37''47'.>4"  N,  long.  7tro;<'4S"  W.  ^     ,.  v   Wv 

Circle  with  radius  of  3U  miles  centered  at  Ut.  38''37  16    N ,  long. 

Circle  with  rndiiLs  of  3  miles  ceniere<l  at  Ut.  38''12'42"  X.  long. 
7jM«'0O"  W. 


Unlimited.. 


do. 


Surface  to  20,000  feet... 


Surface  to  10,000  feet. 


Continuous.. 


..do 


Daylight  hours  only. 


.do. 


3,.V)0  feet  to  unlimited 
except  iwrtion  in  Red 
Civil  Airway  No.  77 
which  is  surface  to 
5,000  feet. 


Continuous. 


3,500  feet  to  unlimited. 


Surface  to  unlimited do 


Naval  Air  Station,  Palui- 
ent.  Md. 


CinC  Ijint.  Fit,  Norfolk. 
Va. 


Potomac  River  Naval 
Command,  Washington, 
D.  C. 

ClnC  I^nt.  Fit,  Norfolk. 

Va. 
Patuxcnt  Naval  Air  Sla 

lion,  Md. 


.do. 


do. 


Surface  to  30.000  feet. 
Surface  to  10,000  feet. 


.do. 


Daylight  hours  only. 
do 


Patuxpnt  Naval  Air  .''ta 
lion.  Md.,  and  Andrews 
Field,  .Md. 


Paluxent  Naval  Air  Sta- 
tion, .Md. 


Do. 

NATC,    Patuxent    River, 

Md. 
CliiC  Lant.  Fit,  Norfolk, 

Va. 


Massacuisetts 


Camp    Edwards    (Boston 
Chart.) 


Ootuit  (Boston  Chart) 

Cuttyhunk  (Boston  Chart) 


Long  Pond  (Boston  Chart) 


(1)  Circle  with  radius  of  3  miles  centered  at  Ut.  41''43'30"  N,  long. 

(2>^'*Bcginningat  Ut.  41''39'00"  N.  long.  70'.35'0O"  W:  XE  to  Ut. 
41'41'Oti"  N  long.  7o°:«'45"W;  clockwLs«'  followmg  the  |ht- 
inieterof  thei\lr«idv  dcMgnale-l  Caini>  K.dwards  Dancer  .\rea 
to  Ut  4l  =  42'lli"  N.'long.  70-35':»0"  W;  SW  to  Ut.  41  •<«■«'  >•.. 
long.  70  ;«,;«)"  W;  SE  to  Ut.  4l°3«'0O"  N,  long.  70''3o  00'  W  , 
|>oint  of  iH'Cinning.  ,    ,  ,  .   M,o-,n>iv 

A  circuUr  area  with  a  radius  of  2  miles  centere<l  at  Ut.  41  30  42* 
N    long  70''22'24"  W. 

Straight  lines 'c^miiecling  the  following  points:  Ut.  41*2.V45"  X, 
long  70  >'21"  W;  Ut.  ir-2:i'.-.4"  .N.  long.  71 '01  08'  ^  ;  Ut. 
41^J1'4.V'  N.  long.  70^i>'2U  "  W;  Ut.  il^Si'M,"  N,  long.  70='.>5  44 

Circ'e  with  radius  of  2  miles  centered  at  Ut.  4l'46'18"  N,  long. 
70-jl'l!>"  W. 


Surface  to  20,000  feet . . . 
do 

do - — . — 


Daylight  hours  only 

Continuous 


Daylight  hours  &  VFR 

conditions  only. 
Continuous  Nov.  W  to 

Apr.  30,  annually. 


Daylight  hours  only. 
.Monday  through  Fri- 
day. 


Dei)t.    of    Army, 
Edwards,  Mass. 
Do. 


Cai'np 


ComNab,  1st  Naval  Dis- 
trict. Boston,  Mass. 
Do. 


Do. 


Thursday,  April  21,  1949 
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Massaciifsetts — Continued 


Name  and  location  (chart) 


Description  by  geofrapblcal  coordinates 


^fonomy    Point     (Boston 

Chart). 
Nashawcna  (Boston  Chart). 


No    Man  "5    Land    Island 

(Boston  Chan). 
Ncrih    Eattham    (Boston 

Chart), 
giiiibbin  Reservoir  (.Albany 

Chart). 


Wcllflcet  (Boston  Chart)-. 


West  port     Point     (Boston 

(h.irt). 
\\  (kmIs        Hole       (Boston 

Chart). 


Circle  w  ith  radius  of  2  miles  centered  at  Ut.  tl'ift'W  N,  long. 

«-,»'.S9'(IO"  W. 
A  circular  area  with  a  radius  of  m  nautical  mile?  centered  at  Ut. 

4I''27'W)"  N.  long.  70'^54'10"  W. 

A  circiiUr  danger  area  having  a  radius  of  3  miles  and  centered  at 

Ut.  4ri.'>':«i"  N,  long.  70'=4h'4tl"  W. 
Circle  with  a  radius  of  2  miles  ccnterc<i  at  lat.  41''5roO"  N,  long. 

7()'-(i.rii(i"  w. 

Triangular  art-a  with  the  following  coordinates:  long.  72°19'00" 
W.  Ut.  42  .froo"  N;  long.  72M5'30"  W,  Ut  42'30'yO"N:  long. 
7r  IK'OO"  W ,  Ut.  WTD'M"  X . 

The  are.t  within  tl:e  sector  of  a  circle  with  radius  of  20,000  vards 
rntercl  ut  lut.  41'.'.«l'(it)"  N.  long.  t;s<S'*'.(t"  W.  extending  clock- 
wise  from  n  bearing  of  M!."  true  to  a  bearing  iV,"  true  and 
8«ay  from  the  center  of  the  circle. 

A  cjicular  an  a  with  radius  of  I  'j  nautical  miles  centered  at  Ut. 
4r2H'l2"  N.  long.  7l^01'42"  W. 

Circle  with  radius  of  2  miles  centeriHl  at  lat.  il'M't*,"  X,  lone. 
70"44'«-"  W. 


Designated  altitudes 


Time  of  designation 


Surface  to  20,000  feet... 
.-..do 


Unlimite«1 

Surface  to  20,000  feet-. 
...do 


UnlimiUnl. 


Surface  to  2n,CiO0  feet. 
-..-do 


Daylight  hours  only 

Daylight  hours  only, 
Monday  through  Fri- 
day. 

Continuous 

Daylight  hours  only 

Daylight  hours  VFR 
conditions  oiilv. 


Continuous  June   I    to 
8ei>t.  30  annually. 


Continuous 

Daylitht  hours  only 
Monday  through  Fii- 
duv. 


Using  agency 


ComFaIr  Quo,   1st  Naval 
District,  Boston,  Ma.s.s. 
Do. 


Do. 

ComXah,  1st  Naval  Dis- 
trict. Boston,  Ma.ss. 

ConiNab,  1st  Naval  Div- 
tri<i,  Boston,  Mass. 
(niiiiimuni  cciline  K,0»K) 
ft-et,  visibility  fi  miles). 

H<|s,  1st  Army  Area, 
(jovernors  Island,  N.  Y. 


ConiNah.  Isf   Naval   Dis 
trici,  Boston,  Miu-^s. 
Do. 


MlN.SESOTA 


fJrand      Marals 
Chart). 


(Duluth 


Upper  Red  Lake  (Lake  of 
Woods  Chan). 


Bepinninc  nt  lat.  47'=.37'4.'."  N,  long,  ff»*:!0'a'."  W:  SE  to  lat 
47':i(.'.'li"  N,  long.  Wr21';i0"  W;  .<W  to  lat.  47Mo'i;"  X,  long' 
W)'.'.S'20"  W:  NW  to  laf.  47M:'.3.S"  N,  long.  9r()7'l()"  W;  NE 
to  lat.  47^3r'45"  N,  long.  IWao'oS"  W,  point  of  beginning. 

N  l>oundary:  lat.  48'".W00"  X;  S  boundarv:  lat.  4>><^08'00"  N;  E 
boundaiy:  long.  W">3.^'00"  W;  W  boundary:  long.  yS^lO'Oi*"  W. 


Daylight  hours  only 


do. 


Org.iniied  Naval  Air  Re- 
serve Squadrons,  Naval 
Air  .station  (Wold 
Chamberlain  Field), 

Minnca|H)lis.  Minn. 

Naval  Air  Station  (Wol<l 
.Chamberlain  Field), 
Miiiiica|K)lis,  Minn. 


MiSSOfRI 


Fort  T.<-onaid  Wood  (Tulsa 
Chart;. 


to  lat.  37043' 


Beginning  nt  lut.  .37''4S'1.',"  X,  long.  92'"02'0<l"  W;  S  t( 
««l"  N:  lolat..H7'=42'm".\,lonLM*l''(r.'(l(!"  W;S  to  hit   .•i7^U»'.'i(»" 
N;  to  lat.  :t7^ifi':!0"  N,  long.  H2°11'00"  W;  to  lut.  .CSti'lS"  N, 
lone.  H2'=l.^':><l"  W;  N  to  lat.  M^Vi'Mt"  X,  to  lat.  ;i7"'42'flO"  .N 
long.  VZ'\*'M)"  W;  to  lat.  37'4S'15"  ,N.  lone.  <*2'04'00"  W    to 
Ut.  37'48'15"  N,  long.  Woroo"  W,  point  of  betinning. 


Surface  to  10,000  feet 


Daylight  hours  only- 


Naval  Air  Station,  Lam- 
bert   Field,    St.    Louis, 
Mo. 


Nevada 


Fallon  (Reno  Chart).. 


T.no|iah  (.Mount  Whitney 
Chart). 


(1)  Beginning  at  Int.  .■?r4«/00"  X.  long.  !1k'44'(«i"  W:  to  lat 
3«S'J.:i.t"  N,  long.  n(j<^12'0f)"  W;  to  hit.  3<»^>'on"  N,  lone 
ll«'2r4(("  W;  W  to  long.  ll>>'44'(io"  W;  to  lat.  39''46'00"  N 
lone.  llh'44'(i(i"  W,  iK]int  of  Uginning. 

(2)  Target  No.  17:  A  circular  area  having  a  railiiis  of  5  miles 
centered  at  lat.  Sy'^l.S'OO"  X.  long.  Ilh''4«'00"  W. 

(3)  Tarpt  t  N'<i.  Ih:   A  circular  area  ha\  iiig  a  radius  of  5  miles  cen- 
tered at  Lit.  .■i'j'Wdd"  .N",  long.  1  1k'4<j'(X)"  \V. 

(4i  Target  No.  Id:  A  circular  area  having  a  radius  of  5  miles  cen- 
tered at  lat.  .('.iMcno"  N,  long.  I|s"=:<»i'4.'."  W. 

B<i.'inninE  at  lat.  ;^7^^^'0ll"  .\,  long.  ILS'^itf/im"  W;  W  fo  long 
117'^orui"  W;  to  lat.  37'=2S'00"  .N,  long.  I17'=ii:<iii)"  W;  to  lat' 
»/4(i'oo"  N,  lone.  !lfi^l'7'(iO"  W;  to  lat.  3(i^X^(iO"  X  lone' 
ll.'.'41'«)"  W;  to  lat.  •lf.''4!'ll(l"  N,  long.  U^'\'All\"  W:  N  to  Ut' 
37'17i«i"  N:  to  Ut.  .•;7'2>»'i)0"  N.  long.  115^;!fi'(«l"  W;  to  lat 
37', WOO"  N.  long.  ll.'.'3f.'00"  W,  point  of  K ginning. 


Surface  to  30,000  feet- 

Surface  to  15,000  feet-... 

do 

do 

Surface  to  30,000  feet... 


Continuous 

...do 

.—do 

-...do 

Daylight  hours  only  dur- 
ing \  FR  conditions. 


12th   Xaval   District,   San 
Diego,  Calif. 


Do. 

Do. 

Do. 

Las  Vegas  Air  Force  Base. 
Nev. 


New  HAMrsiiiRE 


Isles     of  Shoals     (Boston 
Chait). 

New       Boston       (Boston 
Chajt). 


Simicht  lines  ronnecling  the  follmvinp:  lat  42''.''i!''.54"  X  long 
7(>':<>'21"  W:  lat.  4;(^(i2'21"  N,  long.  7o":r'14"  W:  Ut.  4:m'30'' 
N,  long.  7o"^;o'4<("  W;  Ut.  42^'.M'o:i"  .N,  long.  7ii^;i.'.'(IO"  W. 

N  lioundary:  lat.  42^^7'I5"  N;  S  boundarv:  Ut.  4 2*^ .WOO" N"  E 
bounduiy:  long.  7ro6'30"  W;  W  boundary:  7l'3'..'3(j"  W. 


Surface  to  20,000  feet. 
do 


Daylight  hours  only 

.....do. 


S<)iiantum  Naval  Air  Pta 
tion,  Mu.ss. 

1st  Naval  Di.ctrirt  Boston, 
Miuss. 


New  Jersey 


F  rt  nil  (New  York  and 
Wa.«hington  Charts). 


New  Oretna  (Washington 

Chart). 
(>c<;ifivlllc       (Washington 

Chaii). 


Beginning  at  Inf.  40^)2'4.V'  N.  long.  74°25','iO"  W:  to  lat.  3V^V.'45" 
N.  long.  74'=24'00"  W;  along  a  rmlroad  to  laf.  ,(»'  .V.tlO"  .N,  long 
74'  2«i'(r.  "  W  ;  to  lat.  :<<('.57'20"  .V.  lone.  74'27'40"  W;  along  a  road 
to  lat.  3i»'.'i7'2li"  N,  long.  74'':ii':«l"  W;  .N  to  lat  4il'02'45"  N"  E 
to  lal.  40'o:''4.'."  .N,  long.  74^25',Vi"  W,  point  of  l«  ginning. 

CIn  le  w  itii  radius  of  3  nautical  miles  centered  at  lat.  39''34'30"  N. 
long.  74^24':!(i  "  W. 

Circle  Willi  ra<lius  of  3  miles  centered  at  lat.  3'J^2i.'48"  X.  lone 
T4'24'00"W.  '         * 


Unlimited 

Surface  to  10,000  feet.. 
Surface  to  20,000  feet. 


Continuous 


Daylight  hours  only. 
....do 


U.    S.    Aniiy,    Fort    Dix. 
N.J. 


4th  Naval  District,  I'hila 
d<  Ipliia,  Pa. 
Do. 


X»w  Mexico 


Deming  (Ropwdl  Chart). 


While  .'"ands  Proving 
•  iroiimls  i.Matnogordo) 
(lto!:Well  Ch;ul>. 


Straight  lin<s  conne<tiiie  the  following:  lat.  .32''2r3.5"  N    long 
lor^t^'tio'  w  :  lat.:ir;£r;if." .N.iong.  lor'-ds'io "  W: lat.32'20'1.5''' 
N,  long.  I07"^t*'l(i"  W;  lat.  :<2"20'1S"  N.  long.  107°(HOO"  W 

Beginning  iit  lat.  32'=l*i'IK("  N.  long.  10li°,J4'0O"  W;  N  to  laf 
o2'2yiX)"N.  long.  UnnUlO"  W;  NW  fo  Ut.  32^'■>o'(K>"  X,  long 
1(r,'^4(.'(io"  W;  N  to  lat  S.J^.Vi'l.V'  X,  long.  W.^V.W  W;  E  to 
lat  M^Ufiy  .\.  long.  lOti'^O.l'.'iO"  W:  S  to  Ut.  32°.V(X)"  N,  long 
M.'{ii'r<y  W:  W  to  Ut.  32*.VV(i()"  N,  long.  m,H*:(Kl"  W;  S  to 
lat.  32'/2'(«i"  X,  lone.  lOe'Ofi'tO"  W;  SW  to  Ut.  32°00'00"  N, 
long.  idJ/jy.iO"  W;  \S  to  Ut.  32'00'00"  N,  long.  106''34'00"  W, 
l>oinl  of  U'ginning. 


800  fo  25,000'. 


Unlimited. 


0700    (o    1«00    Monday 
through  Friday. 

Continuous 


Biprs     Air     Force     Ba.«e. 
Fl  Pa.so,  Tex. 

Hollonian  Air  Force  Base, 
AlaUiogordo,  N.  Mex. 


1918 


RULES  AND  REGULATIONS 


New  York 


Name  and  location  (chart) 


pine  Camp  (Burlinjtton 
and     Albany      Ctiarts). 

Vwt  Point  (U.  S.  Military 
Ai^ailfiny)  (New  York 
Chart). 


Description  by  geographical  coordinates 


BoKlnninK  at  lat.  44Ol5'00"  N.  long.  7.■i°3^3()"\^  ;  to  lat  «2Vir 
N  lone  Tr.-a.vwr  W;  to  lat.  44'>fl<r30"  N.  long.  T.-i'SS'SO"  W; 
to' lat   44''02'lo"  N.  long.  TS'S/IS"  W,  to  point  of  beKlnninu 

noKinnIng  at  lat.  41->ltf'4<i^  N,  long,  nyxi"  VV;  to  a  dLslance  of 
approx  2.H4  inil.-s  on  a  l^arhiR  of  DO'  true  to  lat.  4l°l»'4(r  N. 
I.mit  74°()0'26"  W;  toadl-stameofapprox.  1.12  miles  on  a  bear- 
ing of  n"  true  to  lat.  A\'"2WM)"  N,  long.  74°00'a)''  W;  to  a  dus- 
tame  of  ap(>rox.  1.12  miles  on  a  l»arinK  of  W  true  to  lat. 
41='a)'40"  N.  lonif.  7a°5«'58"  VV;  to  a  distance  of  approx.  2.:» 
miles  on  a  bearing  of  0»  true  to  lat.  41'"22'40"  N.  long.  73''58'.W  ' 
W,  whirh  iHiint  Is  on  the  \\  e<lKe  of  V.  S.  IliKhwav  ^o.m; 
in  a  northwesterly  din-ctlon  along  the  west  side  of  V.  S.  High- 
way No.  «\V,  to  lat,  i\°£i'i)li"  N.  long.  7;i°.VW'42"  W;  to  a  dis- 
l:ui<e  of  approx.  .35  miles  on  a  bearing  of  271)°  true  to  lat. 
il''Zi'i1H"  N,  long.  74''(K»'0()"  W,  which  point  Lson  the  east  edge 
of  New  York  State  Highway  No.  2«5,  thenoe  in  a  southwesterly 
direction  along  the  east  side  of  New  York  State  Highway  No. 
2«1  to  l:it,  4\''-2lYW  N.  long.  74"ar3.r'  V\  ;  to  a  distance  of  ap- 
l>rox.  1.17  miles  on  a  tearing  of  ISO'  true  to  the  i>oint  of  begin- 
ning. 


De-tlgnated  altttudei 


Tltneof  designatloa 


UnUmlted.. 


Surface  to  4,000  feet.... 


Conflnuoiu. 


Using  agency 


Daylight  hours  only. 
Mar.  1  through  Nov. 
1  annually. 


Hn.,   1st   Armv,   Oourer- 
nor's  Island,  N.  Y. 

U.  9.  Military  Academy, 
West  PoUit.  N.  Y. 


North  CAROLtNi 


All>emarle  Sound  (Norfolk 
Chart). 


Bojtuo      Sound      (Norfolk 

Chart). 
Bogue     Sound      (Norfolk 

Chart). 
Camp  !.«  Jeune  (Norfolk 

Chart). 


Cherry      Point      (Norfolk 
Charts  (Area  I). 


Cherry    Point    (Area    II) 
(Norfolk  Chart), 


Core    Sound    (Norfolk 

(hart). 
Currituck  Sound  (Norfolk 

Chart). 


Fort      Bragg 
Chart). 


(Charlotte 


(It  Circle  with  3  mile  radius  centere<l  at  lat.  36"»01'0O"  N.  long. 

(2)  Circle  with  3  mile  radius  centered  at  lat.  36''03'30"  N,  tong. 

(3'  Circle  with  3  mile  radius  centered  at  lat.  36''03'30"  N,  tong. 
7fi''2l)'(X)"  W.  •  ,     ,  ^„  _   , 

(4)  Circle  with  3  mile  radius  centered  at  lat.  30'0<;'46"  N,  long. 

(5)  Circle  with  3  mile  radius  centered  at  lat.  36°07'5i."  N.  long. 
7r,'o;V40"  w.  „,.„»,! 

{f,)  Circle  with  3  mile  radius  centered  at  lat.  SS'od  44    N,  long. 

T  "*91  "I  i"  W 

(7)  Circle  witli  3  mile  railius  centered  at  lat.  35='59'16"  N,  long. 
76^1  VSS"  VV 

(8)  Circle  witli  3  mile  radius  centered  at  lat.  36'00'05"  N,  long. 

(urtArc'le  witli  3  mile  radius  centered  at  lat.  Sfi'-OO'Sa"  N,  tong. 

(1)  circle  with  3  mile  radius  centered  at  lat.  34°4l'00"  N,  tong. 

(2)  Circle  witli  3  mile  radius  centered  at  lat.  34"'42'00"  N,  long. 

Beginning  at  a  point  3  nautical  miles  from  the  I'.  S.  Shoreline  at 
lat  34^3H'40"  N,  long.  7t>°44'tlO"  W;  southwesterly  3  nauticil 
iiiiies  from  and  paralleling  tho  Shoreline  to  the  northeastern 


Hog  Island  (Norfolk  Chart) 

Kiltv      Hawk       (Norfolk 

Chirti. 
North     Carolina     Coastal 

(Norfolk  Chart). 


Virginia  Capos  (North  Car- 
olina C<>a.stal  Area)  Nor- 
folk Chart). 


Surface  to  20,noo  feet. 
do 


nautical  miles  from  the  I'.  S.  Shoreline  at  lat 

long.  7t)''44'00"  W,  point  of  beginning.  ,.    ,.  „  c.       i- 

Beginning  at  a  point  three  nautiril  miles  from  the  i  .  S.  Shoreline 
at  approximate  lat.  3,VOti'0O"  N.  long.  76^'•.O'40"  VV;  south- 
westerly 3  nautical  miles  from  and  parallel  to  the  Shoreline  to 
approximate  lat.  34=54'30"  N,  long.  7e,-0h'45"  VV;  due  VV  to  a 
iK.int  on  the  Shoreline  at  long.  7ti°18'30"  VV;  along  the  shoreline 
to  lat  34°42':«)"  N,  long.  76°57'30"  W;  to  lat  34^42'00"  N,  tong. 
76=>57'4.V'  VV;  due  west  to  long.  77°23'4(»"  VV;  southwest  to 
lat  33'2r30"  N,  long.  77°41'40"  VV;  clockwise  along  the  arc  of 
a  circle  with  a  radius  of  m  miles  centered  at  lat.  34\M'30"  N. 
long.  7»>°r.:j'lX)"  VV;  to  lat.  SS'Oti'OO"  N,  long.  7d'50'40"  VV,  iwiut 
of  iH'itinninK. 

Beginning  at  a  point  3  nautical  miles  from  tho  V.  S.  Shoreline  at 
lat  34  i4'30"  N ,  long.  7tPtW'45"  VV;  southwesterly  and  westerly 
3  nautical  miles  from  and  parallel  to  the  Shoreline  to  approxi- 
mate lat  31°3M'4(l"  .V.  long.  7t")°44'00"  VV;  north-northwest  to  a 
point  on  the  Shoreline  at  lat.  34='42'I10"  N.  long.  7(1''4<)'(»0"  W  ; 
west  to  long.  7f)°.'i7'45"  VV;  tolat.  34='42':W"  N.  long.  7ti^'i7'3<»" 
VV;  along  the  Shoreline  to  \M.  34^'t4'3()"  N.  tong.  7ti=18'.T(i"  VV; 
to  lat.  34^54':«)"  N.  long.  7ti=OH'4.S"  VV,  iK)int  of  lieginning. 

Circli-  with  radius  of  3  miles  centered  at  lat.  S4''53'20"  N,  long. 

(1)  circle  with  3  mile  radius  centered  at  lat.  SCSl'OO"  N,  long. 

(2)  Circle  with  3  mile  radius  centered  at  lat.  36''27'16"  N,  long. 
75'J<;';!0"  VV.  .        ,. ».  . 

Ci)  Circle  with  3  mile  radius  centered  at  lat.  36"'25'24"  N,  long. 

75°50'09"  VV, 
(4)  Circle  with  3  mile  radius  centered  at  lat.  36»ia'2S"  N,  long. 

75**4.')'tM"  VV. 
(.il  Circle  with  3  nautical  mile  radius  centered  at  lat.  36°12'15"N, 

long.  7.V45'.i7"  VV. 


e;i.sterly  along  Little  lUver  to  lat.  3.^='lu'4«"  N,  long.  7«''01'i'i" 

VV,  iHiiiit  of  Ivginning.  _,  ,  ^    ,    „  „, 

A  radius  of  3  miles  trntered  at  lat.  34'59'0O"  N ,  long.  7t.'»lf/00  '  VV  . . 

Circle  with  radius  of  3  miles  centered  at  lat.  36''02'42"  N,  long. 
"'>^4^'21''  VV 

Beginning  at  the  Shoreline  at  lat.  Sfi'OO'OO"  N,  long.  7.5''39'00"  W: 
ea.st  to  long  7.i'';{4'10"  VV,  in  a  southerly  direction  3  nautie-.il 
miles  ea.st  of  and  [laralUd  to  the  Shoreline  to  lat.  35»l,V3"i"  N. 
long  7,^''2t.'40"  VV;  west  to  tong.  7S'':«i'.'i<»"  W;  In  northerly  direc- 
tii>n  along  the  Slroreline  to  lat.  3ti°lX)'0O"  N,  tong.  75'3«'00  '  V\  , 
i)oint  of  In-ginning.  „,-o.,,,,>„  x' 

B«  ginning  on  the  .North  Carolina  Shoreline  at  lat.  30-33  10  N, 
long  7.i^52'(K»"  VV;  east  to  long.  75='48'0t»"  VV;  In  a  southeasterly 
tlirection  3  naiiti<-al  miles  of  and  parallel  to  the  shoreline  to  lat. 
3..  (iiriK>"  N.  long.  7.'i"34'lil"  VV;  west  to  long.  7.=i-'3i>'(Jit"  VV  ;  In  t 
norihw.storlv  direction  along  the  shoreline  to  lat.  30^33'10"  N, 
louB.  7J''i2'0O"  VV,  point  of  beginuiug. 


.do. 


.do. 


.do. 


.do. 


.do. 


.do. 


....do 

Surface  to  10,000  feet. 

....do 

rnlimlted 


Daylight  hours  only. 

....do 

....do 

....do 

....do 

.....do 

. do 

do 

do 

do 

do 

Continuous 


10,000  to  IS.OOO  feet. 


Sunset  to  sunrLse  dally.. 


CinO  Lant  Tit,  Norfolk, 
Va. 

1)0. 

I>o. 

Do, 

Do. 

Do. 

Do. 

Do. 

Do. 

Marine  Corps  Air  Station, 
Cherry  Point,  N.  C. 
Do.  « 

Navy  Department,  Camp 
I.e  Jeune.  N.  C,  Cherry 
Point,  N.  C,  Camp 
Davis,  N.  C. 


Marine  Corp^  Air  Btatlon, 
Cherry  i'oint,  N.  C. 


Surface  to  1R,000  feet. 


Surface  to  10,000  feet. 
Surface  to  20,000  feet.. 


-do. 


Surface  to  10,000  feet.. 
do . . ..... 

....do................ 

Surface  to  40,00i»  feet.. 


.do. 


Do. 


Surface  to  10,000  feet. 
Surface  to  20.000  feet. 
UnUmlted 


.....do.. 


Daylight  hours  only,. 

....do 

....do 

....do_ 

Continuous 


Daylight  hours  only. 


.do. 


Continuous. 


Do. 
CInO  Lant   Fit,  Norfolk. 
Do. 
Do. 
Do. 

Naval   Air   Station,   Nor 

folk,  Va. 
U.  S.  Army,  Fort  Bragg, 

N.  C. 


Marine  Corps  Air  Station, 
Cherry  Point,  N.  C. 

CInC  Lant  Fit,   Norfolk. 
Va. 
Do. 


...do. 


Do. 


Thursday,  April  21,  19 !0 


FEDERAL  REGISTER 

North  Caroi.in.* — Continued 


1919 


Name  and  location  (chart) 


WanchcKc  (Norfolk  Chart) 


Description  by  geofiraphical  coordinates 


Circle  w  hh  radius  of  3  miles  centered  »t  lat.  35'5r44"  N,  long.     Sarfoce  to  20,000  feet . . 
76'34'47"  VN  .  I 


Desiftnated  altitudes 


Time  of  designation 


Daylight  hours  only. 


Using  agency 


ClnC  Lant  Fit,  Norfo\k, 
Va. 


Ohio 


I  acnrne  (Lake  Fri*-;  (CUve- 
land  ChailK 


.-'andii.'-ky    (V\  rieht    Field) 
(Clevditiid  Charts 


V\  ilmington     (Huntington 
(  hurtj. 


Brginiilng  at  hit.  4I'4«'(i(i"  N.  long.  M'^d.V.'ii"  VV;  soiithea.st  to 
lat.  4r4r2ll"  .\.  long.  (>2'J>«;<U"  W;  southwest  to  Iwt  4r3,'?'40" 
N,  long.  Wirai)"  VV;  norlhwest  to  lat.  iV,a';*i"  \,  long 
M'ai'iiO"  VV;  northwest  to  lat.  4r4C.'4.'/'  .\.  long.  Wirat"  VV; 
southeast  to  lat.  41'4V'00"  N.  long.  Vi%U':u"  W,  point  of  begin- 
ning. 

licKinning  at  lat.  4r.Vfui"  N.  long.  Kmt/4.'."  VV;  southea.st  to 
lat.  4I';«i'r."  .\.  long.  K.''Xi':«)"  \V;  southwest  to  Int.  41°X<'2.V' 
N,  long.  ><2'.>'ii(i"  W;  northwist  lo  i;il.  4r;«'4.V'  N,  long. 
MMC'*."  VV;  iioithw(>st  to  liit.  4r:«.':«i"  .\.  long.  W1.V15"  W; 
northwest  to  l.it.  4r4y:«."  .\.  long.  WI<l'4.V'  W;  northeast  to 
Int.  41'.V(«I"  .\.  long.  Ki'(«i'4.V'  W,  |M>lnt  of  h.  chiniiip. 

Begiimifig  iit  lat.  .■it''4I'(»."  .\,  long.  Ki^dl'.TO"  VV;  8  to  l.it.  .W4t(' 
4o"  N.  long.  W^o-i'.^i"  VV:  NVV  to  bt.  :W  H'JIi"  N.  long.  M*^*)' 
IXi"  VV;  N  to  hit.  39'42'10"  N:  E  lo  lat.  WiVKf,"  N,  long. 
h3'ur:«j"  V\  ,  point  o(  I  (ginning. 


Surfact"  to  65,000  feet. 


do 


Unlimiu^d... 


Daylight  hours  only. . . 


..do 


Continuous 


Erie  Or<lnance  Dejxjt,  La- 
carnc,  Ohio. 


Joint  use  by  Armament 
Liihoii.tory  and  Klicht 
Test  IM\ision  VViiglit 
unit  I'iitIirM)ii  Kidds. 
Olini,  and  Naval  AirSla- 
lion.  <  irosM'  He,  M  idi 

Air  Koitr  All  VVti.ihrr 
Flying  Center,  ClintDii 
<"<.Hiity  Air  Forc)>  h.u<\ 
VVilminpion,  Ohio. 


Oi^LilHOMA 


i  (Tt  Sill  (Oktohonia  City 
(.hart). 


I.iv. ten    (Oklahoma    City 
t-  hart). 


Uepinning  at  lat.  34^47'(¥)"  N.  long.  W\-'m"  VV;  .«  to  lat.  :-4° 
:»hU»"  N.  VV  to  long.  <»«'22'(i(l"  VV;  N  to  lat.  34'4:«'(i(r"  N;  to  lat. 
34'44'(lli"  N.  long  «v'2nit)"  \V ;  .\  lo  lat.  :i4'47'll0"  .N  E  to  lat 
.•M'47'(i<t"  N,  long.  !»>>'  I7'(i0"  VV,  \Mr,\.  (,f  beginnint.'. 

lJl^:inllilu•  at   lat.   34'43'liO"   N.   long,  ys'24'iili"   V\  ;   S  to  lat 
34':4K'«>"  .V;  VV  to  long.  W.";4»i'(l(."  W;  N  lo  lat.  M'.Vx'i*)"  .\ ;  VV 
I"  h.ng.  K^'4t.'(«."  V\  ;  .\  to  lat.  M'iVi*Y'  N  :  K  to  loni;.  ys^Sh'Oli" 
VV;  .s  to  lal.  :i4'44'(iU"  .\ ;  E  to  long.  bh'^;«.'l)(."  \V;  .>^  to  lat 
34'4.rio"  .\;  E  lo  lat.  34'43'(«("  .N,  tonj-.  i».^.Vi»i'    \V.  point  of 
li«|tinning. 


Surface  to  45,000  f«t 


... do- 


Continuous 


do 


Fort  Sill  Artillery  School, 
-    Fort  Sill,  Okla. 


Do. 


Pennsylvama 


Indiantt'Wn     (Jap     (New 
\»t\t  Chart). 


t^traight  lines  connecting  the  following:   lat    Mfa'M)"  N,  long.  I  Surface  to  18,000 fett 

7l.'-i./l'<i"  \x  ;  lat    4(i''i;.'Hl"  .\.  Inn,'.  7i.M."/IK;"  \V;  Ut    4<)''L'«'0(J" 
N.  long.  7(-'3<.'t<i"  VV;  lai.  ^u'■■J.^^'\'^,"  N,  long.  7t)'3/W."  VV. 


Continuous 


Hq..     2nd     Army, 

Meaile.  .Md. 


Fort 


KiioiiE  Island 


Cormorant    l:t<-k    (Boston 
(  hart). 

Jattestown  (boston  Chan) 

Warwick  (Boiiton  Chart)... 


Circle  w  it h  radius  of  2  nautical  iiiiUs  « nterol  at  lat.  4I'27'42"  N, 
tong.  :P14'.'-4"  VV. 

Circuter  ana  with  a  radius  of  I'-j  nautical  miles  ccn'ercd  at  lat. 

41'3li'li"  .\,  long.  7I*24(Kj"  VV. 
Circle  with  radius  of  iij  nautical  miles  centered  at  lat.  41'41'00" 

N,  tong.  71''1V30"  V\  . 


Surf.aoe  to  20,(iO()  feet 

Surfiu-e  to  l(',iK)(i  feet 

Surface  to  20,000  feet 


Daylight  hours  only 
Monday  through  Fri- 
day. 

Duyiighi  hours  VFK 
only. 

Daylight  hours  only 
Monday  through  Fri- 
day. 


Conidr.    NAB    1st    Naval 
Lii.sirict,  Boston,  Mass. 

Naval  Air  Station,  Quon- 

.sct  lOii.t.  K.  I. 
Conidr.    N.\H    1st    Naval 

District,  Boston,  Mass. 


Sot  Til  Carolina 


liTt     Jackson     (Charlotte 
uiiO  SuNaiinah  Charts;. 


Beginning  at  lal.  .■'.4''(i3'.*il"  N,  U.ng.  N)"^4'.'12"  VV;  souilierly  to  lat 
34'^lil'4ip"  .N.  long.  Nj'-41!'1.V'  VV,  we.strrlv  to  hit.  ;i4'or2(l"  .N, 
long.  Ni'.'.4'.'.(."  W:  NVV  to  lat.  :U'=(li'iil"  N,  long.  S<l^Vl'(l2"  VV; 
NE  to  lat.  34'-ti4'4.V'  .\.  long.  Nl^^ru2"  VV ;  .S  K  to  lat.  34''Ofi'ltf" 
N,  long.  Ni'-4K'47"  VV;  e;jsterly  lo  lat.  34Si.V,>"  N,  long. 
Nl'4«.'li.V'  VV;  .SE  to  lat.  34''03'51"  N,  tong.  Hi" it Vi"  W,  \Mni 
ol  beginning. 


Conin:anding  Oflittr,  Fort 
Jackson,  8.  C. 


South  Dakota 


Newell  (Rapid  City  Chart) 
Scenic  (Caspar  Chart) 


N  botindaiy    lat.  44^44'.t<i"  .V,  E  toundary:  long.  1112' .WOO"  W. 
B  t)ouudnry:  lat.  44"4(>'45"N,  VV  boundary:  long.  loa''04'25"  W. 

N  boundary:  bt.  4.3*  4I'(X)"N,  E  boundary:  long.  102* 01' 00"  W, 
S  boundary ;  lat.  43*^ aO'OO"  N.  W  boundary :  long.  102*  50' 00"  W . 


Unliniit*^! 

Surface  to  14,000  fwt. 


Continuous. 
do 


Rapid 

Bas< 

l>ak 
Kcatnry  \  FH 

Kanid    City 

Dak. 


("iiy     Air     Force 
Kaiiid    City.    S. 


Ncbr  .  ;.n  1 
AFB.    N. 


Texas 


Corpus     Chrisll     (Corpus 

Ciiil.<ii  liiid  San  Antonio 
Cllurts^ 


Five  poiuth  (Dalla.s  Chart). 

Matagorda  Island  (Sau  An- 
toiiio  Chart). 


Midland  (Fl  Paso  and  Roe- 
well  Cti!irts> 


Beginning  at  Int.  27'"4W20"  N,  long.  l»7''(K)'(iii"  VV  :  southerlv  3 
njiles  (  (T.shore  to  lat.  2<i'' l.'.'Wi"  ,N,  long.  St7'^17(lli"  VV;  VV"  to 
U.ng.  bT'ar.'Ui"  V\';  .NVV  to  lat.  27'2ir(Ki"  N,  long  !)7'=4h'(IO"  VV  • 
N  tolat.  27'^2t.';«i"  N;  NE  lolat.  27'47'(>0"N,  long  '^'."■AVm"  w' 
to  lat.  27S'4t'(Kt"  N,  tong.  «7°n7'("0"  V\';  E  to  lal.  27'4V20"  N, 
long.  «7*lKi'(iO"  VV,  point  of  beginning. 

A  ( irculai  area  w  itli  a  radius  of  3  luites  centered  at  lat  32*37'10" 
.N,  long.  97*:*'0O"  VV. 

Beginning  at  Matagorda  Island  at  lat.  28°20'00"  N,  tong.  9(;*2,V20" 
VV;  to  lat.  2H'12'40"  N,  lone.  «»i''20'(W"  VV;  to  lat.  27°.WOO"  N, 
long.  W.'44'«) '  V\  ;  tolal.  28*0,'/(H/'  N,  tong.  Wl'.'iO'lKi"  VV;  jjorth- 
t».stcrly  along  outer  shoreline  of  Matagorda  Inland  to  lat. 
2^'^20'(Ki"  N,  hiiig.  ti»i'25a)"  VV,  point  of  liegiiining,  excluding 
the  [H.rtion  which  lies  Ixyond  the  3  nautical  nulc  limit  of  the 
shoreline. 

Target  #14:  An  area  3  miles  square  (Entered  at  lat.  31''43'42"  N, 
long.  lli2'^12'ir'V\'.  Target  #21:  AnareaSmilessquareoentercd 
at  lat.  3I'30'12"N,  tout.  l(:2Hi2'n"VV. 


Unlimited. 


-do. 


..do. 


.do. 


Continuous - 


Daylight  hours  only, 
—  do 


do. 


Naval  Air  Station.  Corpus 
Ciiristi,  Ttx 


Nav;il  Air  Station,  Dallas, 

Tex. 
Randolph  Air^Forcc  Pase, 

San  Antonio 


Itos«i-ll    Air   Force   Field, 
Koswcll,  N   Mtx. 


No.  76- 


1920 


RULES  AND  REGULATIONS 


T!iuy 


f^dai:. 


April  2U  10^9 


FEDERAL  REGISTER 


1921 


Utah 


Alaska 


Name  and  location  (chart) 


DMcription  by  geographical  coordinates 


Designated  altitude! 


Time  ol  dMignallun 


CarrinKton     Island     (Salt 

LhIcc  City  Chtirt). 
Wendox-^r  (Salt  Lake  City, 

Orand      Junction,     and 

Elko  t'harU). 


A  circular  aroa  with  a  radiua  of  8  miles  centered  at  lat.  41°0O'3O" 
N   loDK.  lir':!4'30"  w. 

An-i  I  B.-Kinning  at  lat.  41''ir.W'  X.  lonit.  US'.V.W  W;  to  lat. 
*t^47lll)"  N.  loiilJ.  Iir52'00"  W;  W  to  long.  114^HJ3'U<>"  W;  N  to 
Ut.4Pir:<0"N;tolat.41''ll'30"N,long.  iWSe'OO"  W,  point  o/ 

l)CKinninB.  .    „ 

Area  II:  Beuinning  at  lat.  41°ir30"  NMoiig.  I12°.V>'30"  W  ;  3  to  lat. 
*)°4W15"  N,  to  lat.  4<)<'47'30"  N.  long.  li;j°4«'i)0"  W;  to  lat. 
4ni'.W  N,  long.  Ii:)''4.r3()"  W;  to  lat.  4l"'ll'  30"  N,  long. 
11 2°5«'30"  W,  iwint  of  beginning. 
Southern  Area  Beginning  at  lat.  40''4<)'30"  N.  long.  113°M»'(M"  W; 
S  to  lat  M)'~H)'in)"  N;  K  to  long.  llL*°4(l'l)0"  \V;  -S  to  lat.  :W''4.Vu>" 
N  W  to  long.  \\2°M'i»Y'  W;  to  lat.  Wtr2'(IO"  N.  long.  H2°4«'(IU" 
W  .-^W  aloHK  west  boundary  of  Amber  Civil  Airway  No.  2  to 
lat  rW;M'(«>"  .N'.  long.  W.i^iri'Mt"  W;  thenr*  counterclockwi.He 
around  the  arc  of  a  circle  with  a  radiu.s  of  10  miles  centered  at 
lat  ;«"»':«)"  N.  long.  II :.•<)! '()(>"  W;  to  lat.  .•«*<'27'(IO"  N.  long. 
IKt^irilO"  W;  northwesterly  along  Highway  No.  21  to  lat. 
;iH^15'()0"  N.  long.  li:{°4H'0t)"  W;  N  to  lat.  MfOtfi»r  N;  W  to 
long.  II4°Ol)'<)0"  W:  N  to  lat.  nrHYiMY'  N;  W  to  long.  IH'nH'IXC' 
\V  N  to  lat.  uraVinr  N;  K  to  long.  114''no'00"  W;  to  lat. 
4(l^3»':«)"  N.  long.  lH'imty  W;  to  lat.  40''40'30"  N.  long. 
IIS^'OO'OO"  W,  point  ol  beginning. 


Surface  to  40,000  feet. 
do 

do 


....do 


Using  agency 


Continuous. 
do 

....do 


.do.. 


15th  Air  Force,  Wendover, 

rtah. 
Wendover  Air  Force  Baae, 

Wendover,  L'lah. 


Do. 


Lto. 


Vermont 


linderhlll 
Chart). 


(Burlington  Beginning  at  lat.  44-«n5"  N.  long  72;m':«);'  W;  to  lat.  44')fr'0o;; 
N.  long  72^.^(f(li>"  W;  to  lat.  44=r':«>"  N.  long.  72".vl'l.V  W  ; 
to  lat  44°2S':i«"  N.  long.  72''.ifi'.i<)"  W;  to  lat.  44=':«)'(IO"  N.  long. 
Vy'.V/Sn"  W;  to  lat.  44^30'15"  N.  long.  72^51'30"  W,  iwinl  of 
beginning. 


Surface  to  lO.OOO  fe«t 


Continu(KU  June  1 
through  Seiit.  M  an- 
nually. 


Ilq.,   1st   Air   Force, 
Slocutn,  N.  Y. 


Port 


ViRr,iNi\* 


Camp  A.  r.  Hill  (Washing- 
ton Chart). 


Camp     I'ickett     (Norfolk 
Chart). 


Chincoteague  Iiilot  (Wa.sh- 
ingtoii  and  Norfolk 
Ch.irts). 


Dahlgrcn     (Washington 
Chart). 


Beginning  at  lat.  .■W''07';«»"  N.  long.  77''07'()o"  W;  S.-^W  to  lat. 

3H°0''.=>()"  N    long   77='(W'00"  W;  westtTly  following  the  county 

roa<l  to  lat.  :W'>m'2,S"  N.  long.  77'>16':«i"  W;  N  W  to  lat.  ;i«^tr2'4,V' 

N    long   77°2<)'2tl"  W;  NE  to  l.it.  3H°lft':tti"  N.  long.  77='1»>20' 

W;  thence  southeasterly  along  C.  S.  Highway  No.  17  to  lat. 

SS''()7':{<)"  \   long  -77°o7'(*)"  W,  jMiInt  of  iM-t'imiing. 
Beginning  at  lat.  rCtW':!!!"  N.long.  77°.>t'W)"  W; along  Highway. 

No    4(1  to  lat.  H7°0:{':(0"  N.  long.  77"'.t<)'(K»"  W,  due  S  to  lat. 

37°ori)0"  .N.  long.  77''."i<)'00"  W;  along  AuiImt  Civil  Airway  No. 

7  to  lat   .V.'.'.y':*)"  N.  long.  77''5r;«t"  W;  W  along  a  creek  to  lat. 

3«°,\9'(10"  N,  long.  ""S.'t-M)"  W;  due  N  to  Int.  :t7°ii2'l.V'  N.  long. 

77''S.')':Mt"  W,  theniv coiintercUxkwise around  Blackstoiie  .\A i 

Control  Zone  to  ixtint  of  beginning. 
Beginning  at  lat.  ;17°,V.'».V'  N.  long.  7.i'27':?0"  W  ;  SE  to  a  iK.int 

H  nautical  miles  from  the  shoreline  at  lat.  37''.sr2i)"  N.  long. 


Surface  to  22,000  feet. 


do 


Tendleton  (Norfolk  Chart) 


(,'  u  a  n  t  i  c  o    (Washington 

Cl;arl). 


lotiK.  .^     .      . 

long    7.'i°27':W>"  W,  iKiiiit  of  begiiuung. 

(1)  Beginning  at  lat.  ;«='()7'0ii"  N.  long.  70='24'.-«)"  W;  to  lat. 
lU^.^S'lO"  N.long.  7t)''14't)(»"  W;  thence  along  the  south  shore 
of  the  Totoiiiac  Hiver  to  lat.  .17''.'.«'2l)"  N,  long.  7ti''2tl':«i"  >\  ;  to 
lut  :w^().s'lKt"  N.  long.  7fi''3.T;«)"  W:  to  lat,  »4»(W'm)"  N.  long. 
Tti^Ti'*)"  W;  to  lat.  :<K''07'00"  N.  long.  7tl''2S':t(l'  W;  to  lat. 
38°07'("0"  N,  long.  Ift'H'M"  W.  iwint  of  beginning. 

(2)  Bfginning  at  lat.  .■W''2»'20"  .\.  long.  7.,o,S7'(l«)"  W;  to  lat 
;t8°ls'U0"  N.  long.  7tl°M'0n"  W;  to  the  western  lH>umlary  of 
Blue  Civil  \irway  No.  56  (Norfolk  to  Wa,shing!on)  at  approxi- 
mate lat.  iWM'.lt)"  N.  long.  7rt''42'4<)"  W;  Iheiiiv  southerly 
along  western  Imiindary  of  said  airway  to  its  Intersection  with 
the  northwestern  Iwiundary  of  Red  Civil  Airway  .No.  77  (Rich- 
mond to  Millville)  at  approximate  lat.  ;W12'00"  N,  long. 
7(>''41'2n"  W:  SW  along  s:»i<l  airway  to  lat.  ;{H''oy'.>it"  N,  long. 
7f.''44';{0"  W;  to  lat.  :i«''l()'()0"  N,  long.  7t.°4f.'ll(l"  W;  thence 
along  south  shore  of  I'olomac  River  to  l.it.  :W°li;'ll)"  N.  long. 
7f.''.W'(l«)"  W;  to  lat.  .IhojU'III"  N.  long.  77°il7'il0"  W:  to  lat. 
:«°22'.«)"  N.  long.  77''10'10"  W;  to  lat.  3x*2ti':«t"  N,  long. 
77°(»Hlii"  W;  to  lat.  3S''28'20"  N.  long.  7ti"'57'0O"  W.  iwint  of 
i>egiiiiiinp.  

Beginning  at  lat.  3t■.''4<)'4^"  N.  long.  75'.'i7'24"  W  ;  thence  north- 
east erlv  along  a  line  N-aring  31)°  true  to  its  inlerswlKin  with  a 
line  paralleling  the  C  .S.  Coivst  line  at  a  distance  of  3  nautical 
miles  at  approximate  lat.  .3r,',iri(Kl"  N.  long.  7,V,M';!(»"  W; 
thence  soiitherlv  along  the  line  paralleling  the  coast  line  to  it.s 
intersection  with  a  line  t>eatjng  I. so"  true  from  the  |>oinl  of 
origin,  at  approximale  lat.  36°34'(i»l"  N,  long.  7.S='4h'10"  W; 
thenc-e  northwesterly  to  lat.  36°4tl'4S"  N,  long.  75''.')7'24"  \\  , 
IMiint  of  beginning. 

Beginning  at  lat.  3s»:«'o(t"  N.  long.  77°20'(«)"  W  ;  SW  to  lat. 
3S-'2\('i)«)"  N.  long.  77''2V45"  W;  .NW  along  Slate  Higliway  No. 
213  to  lat.  .iH'M-Ml"  N.  long.  77'33'1'n"  W;  \  to  lat.  3S'>32'*t" 
N.  long.  ""Xi'W"  W:  NE  to  lat.  3.<s''3s'2n"  N,  long.  77''3ti'U»l" 
w"  E  to  long  77°2i'i':«l"  W;  SE  along  the  truant i«>-Mana.s.sas 
Highway  to  lat.  3b°33'U0"  N.  long.  77''20'tX*"  W.  point  of  Ingin 
ning. 


Unlimited. 


Surface  to  ."(,000  feet  be- 
neath |)ortion  on  Re<l 
Civil  .\lrway  No.  77. 
Other  portion  unlim- 
ited. 


Continuous... 


do... 


do.... 


do. 


Unlimited. 


.do..... 


do. 


Camp  A.  P.  Hill  Military 
Reservation,  \a. 


Joint  use:  CinC  I>ant  Fit, 
Norfolk,  Va.,  an<l  H')., 
2d  Army,  Fort  Meade, 
Md. 


Naval  Aviation  Ordnance 
Test  Station,  Chlnco- 
teague,  Va. 


Naval    Proving   Grounds, 
Udhlgreu,  Va. 


Do. 


Surface  to  10,000  feet . 


....do. 


I>aylight  hours  only 
Monday  through  Sat- 
urday. 


CinC   Lant   Fit.   Norfolk, 
Va. 


Marine  Corps  Air  Station, 
(juanticn,  Va. 


WA.SIIINf.TOH 


M  os»'s      l.aWe 
Chart). 


(Spokane 


Beginning  at  lat.  47<'04'.W  N.  long.  119°-22'0<)"  W;  W  to  lat. 
47"m','i«i"  N.  long.  Il«^5r2l)"  W;  SW  to  lat.  47''02'20"  N.  long. 
ll«  :-uVm-  W:  S  to  lat.  4«i"4<>'4<»"  N,  long.  lia-^.SS'llO"  W';  E  to 
lat .  4t.^49'4(i"  N.  long.  ll«'22'tK»"  W ;  N  to  lat.  47''04'50"  N,  long. 
11»°22'U()"  W,  iH)int  of  l)eginning. 


Unlimited 


Daylight     hours    only 
VFK  condilions. 


Ogden  Air  Materiel  Area, 
Hill  Field,  Ogden,  tlali. 


Wi9roN.<«m 


Camp   Mc(\>y    (Diibuqiie 
and  Twin  Cities  Charts). 


Beginning  at  lat.  44°10'00"  N.  long.  80°lf.'li0"  W  ;  F.  to  long. 
wV35'liO"  W.  S  to  lat.  43''.-r4'l)<t"  N;  W  to  long.  WI<'4(1'(I0"  W; 
N  to  lat.  44°10'00"  .%,  lonj'.'.0''4«i'tV'  W,  jwintof  Ixguuiing. 


Surface  to  20,000  fet-t.... 


Continuous.. 


Department      of     Army. 
Camp  McCoy,  Wis. 


Name  and  locution  (chart) 


I't.stiiption  by  geographical  coordinates 


Ada.sk     Island     (AUutiiin 
Islandj;    (Adak    Chun  J. 


Attn  Mr.i.i!  (Aleutian 
IsIhiii's;  (Near  Islands 
Chaii;. 


Cliinink   Bay   (Kodlak   Is- 
land Chart). 


Crxik  Inlet  (McKinley  118 
Chartj. 


Fairbanks    (Yukon 
77  CliartJ. 


River 


Kodiak  Island  (.Aleutian 
Islands;  (Kudiak  Island 
Chart). 


Pea  Mon  Rock 

'I'Hiiiiga  Island  (Aleutian 
Isbiudsj  (lanaga  Island 
Chart). 


(1)  Begliming  at  lot.  S1''44'I0"  N,  long.  17f.^23V«"  W;  8  to  lat 
,'l'.:y'«o"  N;  to  Int.  .'.r.d'ui"  N,  long.  l7^i^■.f>'lKl"  W    N  to  lat 
fil'3:.'.«)"  N;  to  lat.  f<rii'Hi-  N,  long.  176'^23'.'i<i"  W,  j)oint  of 
beginning.    (Center  of  area:  lat.  61"37'UJ"  N,  long.  17C'=40'00" 

(2)  Beginning  at  lat.  .'il«44'.TO"  N.  long.  176'=ur4fl"  W;  8  fn  lat. 
UVrA'M)"  .N;  W  (o  long.  17t,"=17'4()"  W;  N  to  lat.  '>1'44':<0"  N; 
K  to  lat.  ,'l'^44';to"  .N.  long.  17t."^tir4(i"  W.  i dint  of  beginning. 
(Cenirr  of  aiei.:  bt.  .'il'24':tli"  N,  long.  17fi' lli'IKl"  \V). 

(3)  A  ciriiihr  nrea  having  a  radius  of  3  niiies  (entered  at  lat 
.MS* '4.'."  N.  long.  I7.1'=;(2'4<)"  W. 

(4)  A  circiilsr  area  having  a  rndius  of  3  miles  centered  at  lat. 
.'.2Sii'4.'."  N.  I<,rig.  17.'>'.''4'1.''."  W. 

(.■>!  Beginning  ot  lat.  .'2'0I':«i"  N.  long.  17f)M.'''.!0"  W:  to  lat 
51<.>':ili"  N,  long.  17»iM0'(HI"  \\  ,  to  Ut.  .M'-,'.2'4.'."  N,  long 
I7f.' I7':«i"  W;  to  lat.  51^^'.':«)"  N,  |(,np.  17l^2,('l.'."  W;  to  lat 
.'.2"i.r:«)"  N,  long.  \:i\'>]r,':W'  W,  i  oint  of  beginning.  (Center 
of  area:  lat.  ."ir.'i.'.tu"  N,  long.  I7ti' ir.'.Jii"  W  ). 

(1)  Beginning  at  lat.  .'^^^«^l!(l"  .N,  long.  l74^(Ki'(Ki"  W;  S  fn  lat 
MMoiK."  N:  W  to  long.  17.3"^:!.''iHi"  W:  N  to  lat.  .'a\«i'iHi"  N; 
E  to  iRt.  .\-r.ii,'(Ht"  N,  long.  l74'<Hi'oi)"  W.  i  ojnt  of  t<eginning. 
(Center  of  area:  lat.  .'J'ao'uo"  N.  long.  173''47'1.')"  \V  i 

(2)  Bej!iiininp  at  lat.  .'i2'4<)'0(i"  .\,  long.  I73''10'lK)"  \V;  S  to  lat. 
.',2'3li'iHi"  .N;  W  to  long.  17;r.W(Ki"  W;  N  to  lat.  .'i2'"4(i'0()"  N- 
E  u>  lat.  .V2'=4(i'ii<i"  .\,  long.  I73°l(i'im"  W,  jK.int  of  beginning. 
(Center  of  area:  lal.  .'.2Si4'l.'i"  N.  long.  173''02'iHi"  W  i 

Begimdnp  at  lat.  .'.7''4.'.'2n"  .V,  lonp.  i.'i2'll'3o"  W;  SE  to  lat 
i7"4<)'4.."  N.  lonp.  i:.2t)7'30"  W;  NE  to  lat.  .'.7''44'.'i.'."  N.  kmg 
1,51 '.'.(.'4(1"  W;  .NW  to  lat.  .''7'4«':',(i"  N.  long.  l.Sl'.'^4'45"  W; 
SW  u<  lat.  .')7'4.'.'20"  N,  lonp.  l.iy^lI'SO"  W.  i,oii,t  of  bepinning. 

Bepinninp  .".t  a  |h  int  2  miles  inland  from  the  west  shore  of  CiKik 
Inlet  aiKl  I'j  miles  north  of  the  light  at  the  ni<.ui)i  of  Beluga 
Iii\erap|iro\iiiiaie  lat.  (il'14'o<)"N,  long.  l.'i<i^.'..'.'(Kt'  W;  thence 
southwesterly  2  miles  inland  and  parallel  to  the  shoreline  to  a 
ixiint  WNW  of  Harriet  I'oint.  approvininte  lat.  ti<i'24'(Ki"  N, 
long.  l.'.2'l.v'(H."  W;  WNW  Hi  miles  to  the  highest  ixdni  <in 
Mount  He<!(.ubf.  approximate  lat.  (ii)''29'(lo"  N,  long. 
l.'>2'44'(»(i"  W:  NNE  .Sh  miles  to  the  highest  iniint  on  Mount 
Spur  approxinateiat.i'l'  lh'0n"N:  long.  l.')2'17'(lli"  W;  KNE  to 
the  fiMii  of  'Iriunuiiate  (ilacier.  a|iproximate  lat.  f.l"=24'.30"  N, 
long.  I.M'37'(»(i"  W;  SE  to  the  mouth  of4he  Beluga  River  ap- 
proximate lat.  61'13'00"  N,  long,  ISO^SS'OO"  W,  iK.iut  of  \>e- 
ginning. 

Beginning  at  lat.  «4'4.Vn(f'  N.  lonp.  l47'3(t'(Ki"  W;  SK  along  the 
s«)Uih  shore  of  the  Tanana  River  to  lat.  (V4"^2(i'iMr'  K,  long. 
m.'M'm"  W;  W  to  the  north  shore  of  the  WiKjd  Kiver  at  lat. 
(M'^an'OO"  N,  long.  147°.WtHI"  W,  .N  W  alonp  the  north  shore  of 
the  W(K>d  River  t-i  lat.  64  34'(N)"  N.  lonp.  \4h  ■l^'\»■"  W;  NE 
to  lat.  M^4.5'u(i"  .N.  long.  147';«i'lK)"  W,  jK.int  if  beginning 

(1)  Beginning  at  lal.  .■*'4(i'(iO"  .N,  lonp.  i,'.2M2'oo"  \V:  to  lat 
58"'2«':«t"  N,   long.   152'4S'lfr"  W;  to  lat.  .V>''3.V(Hl"  N     lonp 
l.V3'=32'.'«i"  W;  to  lat.  fth^4t.'iK)"  N,  king.  l.S3'lt/(i(i"  W;  to  lat. 
5^^^'«)'^^^<"  N,  long.  I52'32'00"  W.  jwint  of  t^eginninp.     (Center 
of  area:  lat.  .'*^37'iK)"  N.  lonp.  I.'>;i°(t2'00"  W.) 

(2)  North  lioundary:  1st.  .57';«'llO"  N.  E  l)Oun.iarv:  long 
150'.^^'(Kl"  W,  S  Uundarv;  lat.  S7'^00'U0"  N.  W  t>oundar\ 
lonp.  l.',i'24'nn"  W. 

(3)  Circular  area  having  a  railius  of  6  miles  centered  at  lat. 
.'>h'2r(IO"  N,  lonp.  l.^l'4^'(Kl"  W. 

Circular  area  having  a  radius  of  3  miles  c-enteted  at  lat. 
6r39'05"  N,  tong.  17ht)»J'0U"  W. 


Designated  altitudes 


Time  of  designation 


Unlimited.. 

....do 

.-..do 

....do 

....do 


-..do , 


.do 


Surface  to  3,000  feet 


Continuous. 

do 

do 

do 

do 


...do. 


-do 


0W)0to  1700  daily 


Between 3,500 and  25,000     Daylight  hours  only 
feet. 


Unlimited. 


-do 


Surface  to  10,000  feet... 

Surface  to  3,000  feet - 
Unlimited. 


U.sing  agency 


Hq.,  17th  Naval  District, 
Kodiak,  Alaska. 


Do. 

Do. 
Do. 
Do. 

Do. 
Do. 
Do. 


Alaskan    Air    Conim.ind, 
Fort  Richardson,  A lusUa. 


Continuous - 


.do 


0800  to  1700  daily 


Do. 


Hq..  17th  Naval  District, 

Ko'liak,  Alu.sku. 


I>0. 

Do. 
Do. 


Hawau 


Ilio  Point  (Molokal,  Oahu) 
(Ualiu  51W  Chart). 


Island  of  Kahoolawe  (Is- 
land of  Oahu  .S9H  Chartl. 

Kaena  Point  (Oahu  bW 
Chart). 


Kahuku   Point   (Island  of 
Oahu  Chart). 

Kamaln  (Molokal)  (Island 

of  Oahu  Chart). 
Mana     (Kauaii      Barking 

Sands  Danger  Area 

(Oahu  Chart). 


Mokuhoonlkl  Rock  (Molo- 
kal) (Oaliu  Chart). 

Mokuleia    (Oahu)    (Oahu 
Cbart). 


Beginning  at  lat.  2l''l.'.'(iO"  N,  lonp.  157''(if,';«i'  W;  to  lat.  2n.r40" 
.N,  long.  187''ttS'(*"  W;  to  lat.  21'=(i7'2,V'  N,  l<mg.  I.':'ir2S"  W; 
W  to  long.  1.57M«'10"  W;  to  lat.  21M»i'I5"  N,  long.  157'=U>'4fi" 
W:  to  lat.  2n.".'no"  .\,  long.  I57''If.'4S"  W;  to  lat,  sns'OO"  N, 
long.  l.S7''0fi'3O"  W,  |)oiut  of  beginning. 


Entliv  island  area,  centered  at  lat.  20'32'.W  N,  lonp.  156''37'10" 
W,  including  a  1  mile  (nautical)  boun^av  thereof. 

Beginning  at  lal.  2r;«'O0"  .\,  long.  I.-^'lfiW'  W;  to  iat.  2r38'0r)" 
N,  long.  l.S>>'^a2'tlU"  W.thenee  clockwise  along  the  arc  of  a  circle 
with  a  I(i.5  mile  ra<lius  centered  on  lat.  21'3.'i(io"  .N,  long. 
l.-^Mt.'OW"  W,  |H)int  of  l^ginninp:  to  lat.  21'44'(iO"  .N,  long. 
liHHti'lH)"  W;  to  lal.  21^i'.'(lo"  N,  lonp.  158'^1(^'00''  W,  point  of 
l-eginnnig,  excluding  portion  l>eyond  3  mile  limit  o(  shoreline. 

Centere<l  at  lat.  21''43'00"  X,  long.  I57''56'30"  W,  with  a  circular 
radius  of  1.5  miles. 

Centered  at  lat.  2r03'05"  N,  long.  15C»54'20"  W,  with  a  circular 

radius  of  I.S  miles. 
Beginning   at   lat.   22*04'l.'i"   N,   long.    l.'.«''4.Vio"   W,   to   lat 

22*'0fi';«»"  N,  long.  15«'.'.(l'0()"  W;  to  lat.  22'10'30"  N,  long. 

15»*47';«)"  W;  to  lat.  22"'(IV;40"  N,  lonp.  15»S4'10'  W;  to  lat. 

22'm'I5"  N,  long.  15(*'=45'10"  W,  jwint  of  beginning,  excluding 

that  |)ortion  lying  Wyond  the  3  mile  limit  of  the  shoreline. 
Centered  at  lat.  21*0b'lO"  .N,  long.  15 


1.5mik>s. 


15<i'^42'20"  W.  with  a  radius  of 


Beginning  at  the  firing  point,  lat  21''35'00"  N,  long  l.WU'OO"  W 
to  lat.  21'',-«.(H)"  N,  lonp.  158'18'00"  W;  thence  clotkwbe  along 
the  arc  of  a  circle  w  ith  a  6.8  mll»'  radius  centered  on  lat.  21''35'00" 
N,  long.  lft8*13'(IO"  W,  point  of  origin,  to  lat.  21'=39'(iO"  N,  long 
Iftfc'^Oh'liO"  W:  to  lal.  21''35'(iO"  N,  long.  ISS'lSdn"  W,  point  of 
beginning,  excluding  j)oriion  beyond  3  mile  limit  of  shoreline. 


Surface  to  15,000  ft-et. 


Continuous. 


Unlimited 

Surface  to  40,000  feet. 


Surface  to  15,000  feet 

...do 

Surface  to  10,000  feet 


Unlimited 

Surface  to  30,000  feet. 


.do. 


0700  to  1700  and  1U30  to 
200U  daily. 


Continuous. 


0.700  to  1800 

Daylight  hours  only. 


Contlnuoas 

0700  to  1700  daily. 


Jointly  ased  by  Depart- 
ment of  Navy  and  Air 
F'orcc.  Comdr.  Naval 
Air  Bas«f!,  14tli  Naval 
Dtst  ,  JeJirl  llHiU)r, 
T.  H.,  and  Pacific  Air 
Command,  Hickara 
Field,  Honolulu,  J'.  H. 
Do. 

U.  8.  Army,  Pacific,  Fori 
Shttflcr,  Oaliu,  T.  II. 


Comdr.   Naval   Air   Base, 
14lh       Naval       I>i.slrict, 
Pearl  Harbor,  T.  H. 
I>o. 

Pa<ific  Air  ComnuuKl, 
Hickam  field,  Honolulu, 
T.  H. 


Comdr.  Naval  Air  Bases, 
14fh  Navjil  Dislrict, 
Pearl  Harbor,  T.  H. 

U.  S.  Army,  Pa«:ific,  Fort 
Shaffer.  Oahu,  T.  H. 


1922 


RULES  AND  REGULATIONS 


ADDENDA 

ThOKlPk 


Name  and  location  (chart) 


Miami  (Miami  Chart) 


Description  by  geographical  coordinates 


Deslgnatod  altitudet 


Pensacola  (Mobile  Chart).. 


BoglnninR  at  west  eae?  of  Amber  Civil  Airway  No.  7  at  4at. 
,*)»1V(H)"  V.  long.  mfWdtV  W.  SSW  along  the  west  edge  of 
Amber  Civil  Airway  No.  7  to  lat.  2li''()0'00"  N.  long.  *I°1KUV' 
W;  west  to  the  edge  of  Blue  Civil  Airway  No.  Itf  at  long. 
80°23'*»"  W;  nortli-northwest  along  the  east  e<lge  of  Blue 
Civil  Mrway  .No.  IP  to  lat.  2»l='15'(l()"  N,  long.  Wi'2.V4,V'  W; 
tlience  esus*  to  lat.  2ti°15'00"   N.  long.  tWlO'SH"  W,  jwint  of 

beginning  ,  ,      ,       ,,  ,  .u 

(3)  .\rea  3.  Beginnine  at  the  Intersection  of  tlie  shoreline  and  the 
western  edge  of  the  .Mobile,  .Mabaraa  control  area  exten.<>lon  at 
lat  ilO^LTW)"  .N,  long.  87''4»'30"  W;  southea-sterly  along  the 
control  area  exten.sion  boundary  to  a  point  i  nautical  miles 
from  the  shoreline  at  lat.  30°ir(X)"  N.  long.  »7''47'0()"  W;  west- 
erly along  a  line  paralleling  the  shoreline  at  a  distance  of  3 
nautical  miles  to  lat.  .-JlflO'OS"  N.  long.  (Wor.iO"  W;  due  N  to 
the  shoreline  at  lat.  3«t^i:tUt"  .N.  easterly  along  the  shoreline 
to  the  western  edge  of  the  Mobile  control  area  extension  at 
lat.  aiClSmt"  .N,  long.  87'49'3(y'  \V,  t)oinl  of  h«'ginning. 
N.  B.  For  other  Pensacola,  Florida,  areas  see  under  "!•  lorld* 
tupra. 


Unlimited. 


Surface  to  10,000  feet. 


(Sees.  205.  601.  52  Stat.  984.  1007;  Pub. 
Law  872.  80th  Cong.;  49  U.  S.  C.  425.  551; 
Reorg.  Plan  IV  of  1940,  3  CFR.  Cum. 
Supp.,  5F.  R.  2421) 

These  rules  shall  become  effective  on 
May  1.  1949. 

[SEAL]  p.  B.  Lee. 

Acting  Administrator 
of  Civil  Aeronautics. 

|F     R.    Doc.    49  3115:    Filed.   Apr.    20.    1949; 
8:47  a.  m.l 


TITLE    32— NATIONAL   DEFENSE 

Chapter  I — National  Guard  and  State 

Guard,  Department  of  the  Army 

Part  101— National  Guard  Regulations 

miscellaneous  amendments 

In  §  101.2.  paragraphs  (c)  (1)  (ii)  (d^ 
(d)  (6)  and  te»  (8),  are  added,  and 
paragraphs  (cY  <2)  (vii),  (d>  (3)  (it). 
(e>  (2),  (f)  (5)  are  amended;  in  §  101.3. 
paragraphs  (d).  (e)  (2),  (O  (7),  and 
(g)  (1»  are  amended;  in  §101.4,  para- 
graph (c)  is  amended;  and  in  §  101.6, 
paragraph  tc)  is  amended,  as  follows: 

5  101.2    Federal  recognition.     •     •     • 
(c)   Persons  eligible.     •     •     * 

(1)  Initial  procurement.     •     •     • 
(ii)    From   warrant   officers,   aviation 

cadets,  and  enlisted  men.     •     •     • 

(d»  Former  aviation  cadets.  Former 
aviation  cadets  with  a  total  of  six  or 
more  months  of  honorable  service,  and 
who  may  be  nominated  for  appointment 
as  second  lieutenants,  in  Air  units,  may 
be  exempted  from  attendance  at  an  offi- 
cer candidate  school  by  examining 
boards  when  they  meet  the  qualifications 
prescribed  for  the  grade  of  second  lieu- 
tenant. 

•  •  •  •  • 

(2)  Continuing  procurement.  After 
Initial  reorganization,  commissioned  of- 
ficers will  be  obtained  from  the  follow- 
ing sources: 

•  •  •  •  • 

(vii)  (a)  Warrant  officers  and  enlisted 
men  of  Army  units,  not  less  than  21  nor 
more  than  32  years  of  age.  who  have 
completed  a  minimum  of  one  year's  .serv- 
ice with  the  armed  forces,  or  the  Na- 
tional Guard,  or  a  combination  of  the 
two.  prior  to  the  date  of  appointment, 
and  have  successfully  completed  such 
sub-courses  as  are  contained  in  the  10- 


series  of  the  Army  extension  courses,  and 
have  been  recommended  by  an  examin- 
ing board  for  appointment  or  commission 
with  waiver,  and  are  otherwise  qualified: 
Provided.  That  effective  July  15.  1950, 
no  such  warrant  officer  or  enlisted  man 
shall  be  appointed  or  commissioned  if  he 
has  passed  his  28th  birthday. 

(b)  By  reason  of  non-availability  of 
extension  courses  with  which  to  qualify, 
warrant  officers  and  enlisted  men  whose 
32d  birthday  is  subsequent  to  July  15. 
1948  but  not  later  than  July  15.  1949,  are 
granted  a  time  extension  of  one  year, 
effective  July  15,  1S49.  These  warrant 
officers  and  enlisted  men  may  be  ap- 
pointed or  commissioned  on  or  t)efore 
July  15.  1950  under  the  provisions  of 
this  subparagraph  upon  successful  com- 
pletion of  the  prerequisites  set  forth  in 
subdivision  (a)  of  this  subparagraph, 
nothwithstanding  the  fact  that  they  will 
have  passed  their  32d  birthday  at  time 
of  appointment. 

•  •  •  •  • 

(d)  Requirements  for  recognition.  The 
Chief.  National  Guard  Bureau,  will  not 
grant  Federal  recognition  to  an  officer 
until  he  has  evidence  that  the  following 
requirements  have  been  met: 

•  •  •  •  • 

f3)  Age.  (Effective  until  January  1. 
1951.) 

•  •  •  •  • 

(il)  For  continued  recognition.  The 
following  maximvn  age-in-grade  limita- 
tions are  established  for  officers  of  the 
National  Guard  except  those  assigned  to 
State  Headquarters  and  Headquarters 
Detachments.  An  officer  will  be  consid- 
ered over  the  maximum  age  for  his  grade 
upon  reaching  the  birthday  anniversary 
of  the  year  prescribed. 


Time  of  desiignaUoa 


Continuous. 


.do. 


Using  agency 


Naval  Air  SUtlon,  Miami, 
Fla. 


Peasacola  Naval   Air  Sta- 
tion, Pensacola.  Fla. 


Assignment 

Lt. 

36 
36 

33 
43 

Capt. 

41 
42 

42 

46 
46 

MaJ. 

44 

48 

47 

51 
61 

T.t.l 
Col.  , 

CoL 

Kated  officers   a.s,signed   to 
tactical  flying  uriii.s  and 
t.-Mtical   Ivj.   lielow    wing 
le  vcl             . .   - 

47 
AS 

52 

55 
55 

49 

All  other  .Mr  officers  assign- 
ed to  TO  &  K  units   

Army  unit.s.except  Medical, 
Dental.  Chaplain,  and 
Judge  .\dvo<-ate  llenerar* 
C')ri)«              

00 

55 

Medical     (including     flight 
.surKeiin.si,     I>ent;il.    aii<l 
Chaplains  Coriw  

Judge    .\dv(K-ate    tienoral's 
Corps    

60 
60 

(6)  As  chaplain— (\)  Civilian  experi- 
gnce — (a)  For  first  lieutenant.  Appli- 
cant must  be  actively  engaged  in  the 
ministry  as  his  principal  vocation  In  life. 

(b)  For  captain.  Applicant  must  be 
actively  engaged  In  the  ministry  as  his 
principal  vocation  In  life  for  a  minimum 
of  four  (4>  years,  including  at  least  one 
year's  experience  as  a  clergyman  In  the 
denomination  by  which  accredited. 

(II)  Ecclesiastical  indorsement.  Each 
applicant  must  be  regularly  ordained, 
duly  accredited  by,  and  in  good  stahd- 
Ing  with  a  religious  denomination  or  or- 
ganization holding  an  apportionment  of 
chaplains  In  accordance  with  the  needs 
of  the  service.  This  Indorsement  should 
be  requested  by  the  applicant  from  his 
appropriate  Indorsing  agency  and  sub- 
mitted with  NGB  Form  62  (Application 
for  Federal  Recognition). 

(III)  Educational  qualifications. 
Transcript  of  credits  to  accompany  ap- 
plication must  Indical^e: 

(a)  A  minimum  of  120  semester  hours 
credit  of  undergraduate  study  performed 
In  a  recognized  college. 

(b)  A  minimum  of  90  semester  hours 
credit  of  graduate  study  performed  in  a 
recognized  theological  school. 

(e)  Termination  of  recogni- 
tion.    •     •     • 

(2)  When  his  commission  In  the  Na- 
tional Guard  of  the  United  States  or  the 
Air  National  Guard  of  the  United  States 
is  vacated  by  order  of  the  Secretary  of 
the  Army  or  the  Secretary  of  the  Air 
Force. 

•  •  •  •  •       ' 

(8)  When  dismissed  pursuant  to  a 
courts-martial  sentence. 

(f)  Withdrawal  of  recogni- 
tion.    •     •     • 

(5)  When  an  Inspection  conducted 
under  the  provi-sions  of  section  93.  Na- 
tional Defense  Act.  as  amended,  shows 
that  the  Individual  Is  lacking  In  the  re- 
quired qualifications.  In  such  cases  the 
Department  of  the  Army  or  the  Depart- 
ment of  the  Air  Force  may  summarily 
withdraw  Federal*  recognition. 

*  •  •  •  • 

§  101.3  Examination.  •  ♦  • 
(d)  Determination  of  general  qualifi- 
cations. The  board  will  determine 
whether  or  not  the  general  qualifications 
of  the  candidate  indicate  suitability  for 
the  military  service.  To  this  end  the 
'  board  will  carefully  consider  his  general 
education,  personality,  appearance,  and 
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bearing,  and  his  business,  professional, 
and  military  experience.  It  will  also  take 
into  consideration  the  efficiency  of  any 
military  unit  which  may  have  been  un- 
der his  command.  In  determining  suffi- 
ciency of  education  the  board  should 
bear  in  mind  the  duties  and  responsibili- 
ties that  will  devolve  upon  the  candidate. 
Should  any  doubt  exist  as  to  the  suffi- 
ciency of  the  candidate's  education,  he 
will  be  examined  in  such  subjects  as  the 
board  deems  necessary.  This  examina- 
tion will  be  conducted  in  the  manner 
prescribed  for  the  professional  examina- 
tion and  the  result  will  be  incorporated 
in  the  report  of  that  examination.  Each 
applicant  not  previously  commi.ssioned 
In  the  armed  forces  of  the  United  States 
mu.st  have  completed  a  minimum  of  high 
school  or  an  accredited  preparatory 
school  of  equal  educational  level,  or  have 
passed  the  General  Educational  Develop- 
ment Test  'high  .school  level  or  above) 
given  under  the  authority  of  ihe  United 
States  Armed  Forces  Institute  or  of  the 
educational  authorities  of  a  State.  <See 
paragraph  (e>  < 7)  of  this  section. »  Each 
applicant  examined  under  the  provisions 
of  §  101.2  (c)  (2)  (vii)  mu.st  have  at- 
tained a  score  of  110  or  higher  in  the 
AGCT. 

(e)  Professional  examination.  •  •  • 
(2)  Scope — (il  Subjects.  In  deter- 
mining the  subjects  under  professional 
qualifications  in  which  a  candidate  (ex- 
cept a  general  officer,  chaplain  or  medi- 
cal officer)  is  to  be  examined  and  scope 
of  the  examination  in  each  subject,  the 
board  will  be  governed  by  the  subjects 
included  in  the  military  knowledge  qual- 
ification requirements  corresponding  to 
those  contained  In  Department  of  the 
Army  Pamphlet  No.  200-100  (Announce- 
ment of  Army  Extension  Courser*.  In 
the  case  of  a  chaplain  or  medical  officer 
the  board  will  be  governed  by  the  pro- 
visions of  Circular  210.  Department  of 
the  Army.  1948. 

(ii)  Texts.  Applicable  field  manuals 
and  technical  manuals  will  be  u.sed  as 
reference  texts  in  the  conduct  of  the 
professional  examination. 

•  *  •  •  • 

(7)  Evidence  of  graduation  from  high 
school  or  higher  educational  institution 
or  equivalent.  When  a  candidate  pro- 
duces satisfactory  evidence  of  gradua- 
tion from  a  standard  high  school  or  from 
an  equivalent  or  higher  institution  of 
learning,  or  evidence  of  having  pas.sed 
the  General  Educational  Development 
Test  (high  school  level  or  above >  given 
unaer  the  authority  of  the  United  States 
Armed  Forces  Institute  or  of  the  educa- 
tional authorities  of  a  State,  the  board 
may  accept  this  evidence  in  lieu  of  any 
tests  designed  to  determine  the  candi- 
date's general  education. 

•  •  •  •  • 

fg)  Professional  examination  for  gen- 
eral officers— (1>  General.  In  the  ex- 
amination of  candidates  for  appoint- 
ment as  general  officers,  the  board  will 
determine  whether  the  candidate  meets 
the  requirements  of  J  101  2  (c)  (1)  (1), 
and  may  in  addition  give  appropriate 
consideration  to  the  candidate's  service 
in  the  National  Guard  in  the  pasitlon  for 
which  he  is  being  examined,  or  In  a  posi- 


FEDERAL  REGISTER 

tion  of  equal  and  corresponding  respon- 
sibility. If  It  Is  clearly  established  that 
the  candidate  possesses  abilities  deter- 
mined by  consideration  of  the  present 
state  of  organization  and  training  of  the 
unit  to  which  he  is  assigned,  and  that  the 
candidate  is  fully  qualified  for  extended 
active  Federal  .'ervice  in  the  grade  and 
position  for  which  being  examined,  the 
board  may  recommend  Federal  recogni- 
tion notwithstanding  the  provisions  of 
§  101.2  (c)  (1)  (i)  except  that  a  candi- 
date for  commi.<;sion  as  a  general  officer 
of  the  line  mu.'t  have  served  honorably 
in  active  Federal  service  at  least  six 
months  since  December  7,  1941.  The 
board  will  take  such  .steps  as  deemed  nec- 
essary to  Inquire  into  the  candidate's 
fitness,  and  is  authorized  to  call  on  the 
Chief.  National  Guard  Bureau,  and  the 
appropriate  Army  commander  for  such 
reports  as  may  required. 

*  •  •  •  • 

§  101.4     Waivers.     •     *     • 

to  Waiter  of  age  limit ation.<i.  Max- 
imum age-in-prade  requirements  pre- 
scribed in  5  101.2  (d)  (3)  d)  and  (li>  will 
not  be  waived. 

*  *  •  •  • 

§  101  6  Officers  of  the  National  Guard 
of  the  United  States.     *     *     * 

(c>  Authorized  grades.  Authorized 
grades  in  which  appointment  may  be 
made  are  major  general  and  brigadier 
general  of  the  line,  and  of  the  Adjutant 
General's  Department,  and  second  lieu- 
tenant to  colonel,  inclusive,  in  all  sections 
except : 

11)  Chaplains— first  lieutenant  to  col- 
onel, inclusive. 

(2»  Medical  Corps— first  lieutenant  to 
colonel,  inclusive. 

(3)  Dental  Corps— first  lieutenant  to 
colonel,  inclusive. 

(4)  Rescinded. 

(5)  Rescinded. 

(6)  Judge  Advocate  General's  Corps — 
captain  to  colonel,  inclusive. 

*  •  •  •  • 

fC   3.    4.    NGR    201     (48    Stat.    155;    32 
U.  S.  C.  4) 

f  SEAL]  Edward  F.  Witsell. 

Major  General, 
The  Adjutant  General. 

[F.    R.    Doc.   49-3105;    Piled,    Apr.    20,    1949; 
8:47  a.  m.] 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  IV — Joint  Regulations  of  the 
Armed   Forces 

Subchapter  A — Armed  Servicef  Procurement 
Regulation 

Part  408 — Patents  and  Copyrights 

Preamble.  Sections  I  through  VI 
(codified  as  Parts  400-405)  of  the  Armed 
Services  Procurement  Regulation  were 
republished  in  the  Federal  Register  (14 
F.  R.  522)  together  with  the  addition  of 
Sections  X  and  XI  (Parts  409  and  410.  14 
P  R.  541).  Section  XV  (Part  414,  14  F.  R. 
683),  and  Section  XII  (Part  411, 14  F.  R. 


408. ICO 

4C8101 

408.101- 

1 

408.101- 

2 

408.101- 

-3 

408.101-4 

408.102 

408.103 

408.104 

408.105 

408  106 

408.107 

408.107- 

1 

408.107 

2 

408.107- 

3 

408  107^ 

408.107- 

5 

409  108 

408  1C9 

408.110 

408.111 

ir:3 

1346  > .     Section  IX  (codified  as  Part  4:8) . 
Is  added  as  set  forth  bclo'v. 

Gordon  Gray. 
The  Assistant  Secretary  of  the  Army. 
M.  E.  Andrews. 
As.'dstajit  Secretary  of  the  Navy. 

A.  S.  Barrows, 
Under  Secretary  of  the  Air  Force. 

See. 

408001         Effective  date  of  part. 

SUCPART    A — PATFNTS 

Scope  of  subpart. 

Definitions. 

Research  or  development  contract. 

Supply  contract. 

ForegroTind  patent. 

Background  patent. 

Notice  and  assistance. 

Reporting   of   royalties. 

Classified  contrarts. 

Patent  Indemniflcatlon  of  Gov- 
ernment by  contractor. 

Authorization  and  consent. 

Patent  rights  under  research  or 
development  contracts. 

License  under  foreground  patents. 

Title  to  foreground  patents. 

Reproduction  rights  under  back- 
ground patents. 

Foreign  patent  rights. 

Contracts  relating  to  atomic  en- 
erg>-. 

Follow-up  of  patent  rights. 

Adjustment  of  rcyallies. 

Patent  Interchange  agreement. 

Processing  of  infringement  claims. 

SUBPART  B COPYRIGHTS 

408  200         Scope  of  subpart. 

408201  Government  use  and  publication 
of  copyrighted  material. 

408.202  License  under  copyrightable  ma- 
terial. 

408  203  Material  in  which  no  adverse  copy- 
right should  be  established. 

408.204         Contracts  for  motion  pictures. 

AtTTHORiTY:  5 §408.001  to  408  204  ls.sv.ed 
under  sees.  1  (a),  (b).  54  Stat.  712.  55  Stat. 
838.  rub.  Law  413.  80th  Cong..  41  U.  S.  C.  pie- 
ceding  sec.  1  note,  50  U.  S.  C.  App.  601-622; 
E.  O.  9001.  Dec.  27.  1941,  3  CFR.  Cum.  faupp. 

5  408.001  Effective  date  of  part.  This 
part  shall  be  complied  with  on  and  after 
July  1.  1949;  and  the  contract  clauses  set 
forth  in  this  part  shall  be  inserted,  when- 
ever applicable,  in  all  contracts  executed 
as  of  a  date  on  or  after  July  1,  1949. 
Compliance  with  this  part,  and  use  of  the 
contract  claa^^es  set  forth  herein,  is  au- 
thorized from  the  date  of  issuance. 

SUBPART  A — patents 

§408  100  Scope  of  subpart.  This  sub- 
part sets  forth  the  policy  of  the  Depart- 
ments in  connection  with  patents  and 
related  matters,  and  prescribes  contract 
clauses  for  the  purposes  of  protectin.q 
the  Government  against  patent  risks  in 
supply  contracts  and  securing  to  the 
CJovernment  the  patent  rights  to  which  it 
Is  entitled  under  research  or  development 
contracts. 

§  408.101  Definitions.  As  used  in  this 
subpart,  the  following  terms  have  the 
meanings  set  forth  below,  irrespective  of 
the  type  or  form  of  contract,  the  method 
of  contracting,  or  the  source  of  funds 
obligated  thereby. 

§  408.101-1  Research  or  development 
contract.  The  term  "research  or  devel- 
opment contract"  means  any  contract 
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under  which  payment  Is  to  be  made  for 
experimental,  developmental  or  research 
work. 

5  408.101-2  Supply  contract.  The  term 
"supply  contract"  means  any  contract 
for  supplies  as  defined  in  5  400.201-8  of 
this  chapter,  but  does  not  Include  any 
research  or  development  contract  as 
defined  in  5  408  101-1. 

5  408.101-3  Foreground  patent.  The 
term  "foreground  patent"  means  a  patent 
based  upon  inventions,  improvements  or 
discoveries  conceived  or  first  actually  re- 
duced to  practice  In  the  course  of  per- 
forming a  research  or  development  con- 
tract, or  in  the  course  of  performing  any 
prior  experimental,  developmental  or  re- 
search work  done  upon  the  understand- 
ing that  a  contract  would  be  awarded. 

S  408.101-4  Background  jyatent.  The 
term  "background  patent"  means  a 
patent,  other  than  a  foreground  patent, 
based  upon  inventions  which  relate  spe- 
cifically to  the  manufacture,  construc- 
tion or  u.se  of  the  subject  matter  of  the 
contract  and  under  which  the  contrac- 
tor has  acquired,  or  prior  to  completion 
or  final  settlement  of  the  contract  may 
acquire,  the  right  to  grant  a  license  with- 
out obligation  to  pay  compensation  to 
others  solely  on  account  of  such  grant. 

§  408.102  Notice  and  assistance.  In 
order  that  the  Government  may  be  noti- 
fied of  claims  of  infringement  asserted 
against  a  contractor  or  Its  subcontractor 
in  connection  with  the  performance  of 
Government  contracts,  and  in  order  that 
the  Government  may  obtain  necessary 
a-s-sistance  from  a  contractor  in  the  event 
of  patent  Infringement  litigation,  the  fol- 
lowing clause  shall  be  included  in  all 
research  or  development  contracts  and 
all  supply  contracts,  in  excess  of  $1,000: 

NOTICE   AND  AStSISTANOE   REGARDING   PATENT 
INFRINGEMENT 

(a)  The  Contractor  agrees  to  report  to  the 
Contracting  Officer,  promptly  and  In  reason- 
able written  detail,  each  claim  of  patent  In- 
fringement based  on  the  performance  of  this 
contract  and  asserted  against  It,  or  against 
any  of  Its  subcontractors  if  It  has  notice 
thereof. 

(b)  In  the  event  of  litigation  against  the 
Government  on  account  of  any  claim  of  In- 
fringement arising  out  of  the  performance 
of  this  contract  or  out  of  the  use  of  any 
supplies  furnished  or  construction  work  per- 
formed hereunder,  the  Contractor  agrees  that 
It  will  furn'sh  to  the  Government,  upon  re- 
quest, all  evidence  and  Information  In  Its 
possession  pertaining  to  the  defense  of  such 
litigation.  Such  Information  shall  be  fur- 
nished at  the  expense  of  the  Government 
except  In  those  cases  In  which  the  Contractor 
has  a.?reed  to  Indemnify  the  Government 
against  the  claim  being  asserted. 

§  408.103  Reporting  of  royalties.  The 
Government  has  acquired  patent  rights 
under  a  large  number  of  inventions  as 
a  result  of  Government -sponsored  re- 
search and  development  or  by  other 
means.  It  is  not  equitable  that  royalties 
be  charged  to  the  Government  In  con- 
nection with  procurement  by  the  Depart- 
ments where  the  Government  has  a  li- 
cense or  other  patent  rights  under  the 
Inventions  for  which  the  royalties  are 
charged.  In  order  that  the  Departments 
may  be  informed  regarding  royalty  pay- 
ments to  be  made  by  a  contractor  In  con- 
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nection  with  any  procurement  in  excess 
of  $10,000.  the  amount  of  which  royalty 
payments  is  reflected  in  the  contract 
price  to  the  Government  or  is  to  be  re- 
imbursed by  the  Government,  the  Con- 
tracting Officer  shall.  In  the  case  of  nego- 
tiated  contracts  In  excess  of   $10,000. 
either  (a)  obtain  from  the  contractor  in- 
formation concerning  royalty  payments 
expected  to  be  made  In  connection  with 
the  proposed  procurement,  together  with 
the  names  of  the  licensors  and  either  the 
patent  numbers  Involved  or  such  other 
information  as  will  permit  identification 
of  the  patents  or  other  basis  on  which 
royalties  are  to  be  paid,  or  (b)  obtain 
from  the  contractor  a  certificate  that  the 
contract  price  includes  no  amount  repre- 
senting the  payment  of  any  royalty  by 
the  contractor  directly  to  others  in  con- 
nection  with  the   performance  of   the 
contract,  or  (c)  insert  in  the  contract  the 
clause  set  forth  below,  entitled  "Report- 
ing of  Royalties."    With  respect  to  any 
advertised  contract  which  may  Involve 
the  payment  of  royalties  by  a  contractor 
in  the  performance  thereof,  the  clause 
set  forth  below,  entitled  "Reporting  of 
Royalties,"  shall  be  Included  in  the  solic- 
itation of  bids  as  one  of  the  general  con- 
tract   provisions    or    conditions.      The 
clause  referred  to  Is  as  follows: 

REPORTING    or    BOTALTIES 

If  this  contract  la  In   an   amount   which 
exceeds  $10,000.  the  Contractor  agrees  to  re- 
port In  writing  to  the  Contracting  Officer. 
during  the  performance  of  this  contract  and 
prior  to  Its  completing  or  final  settlement, 
the  amount  of  any  royalties  or  royalty  rates 
paid  or  to  be  paid  by  It  directly  to  others 
In  connection  with  the  performance  of  this 
contract,  together  with  the  names  and  ad- 
dresses of  licensors  to  whom  such  payments 
are   made   and  either  the  patent   numbers 
Involved  or  such  other  information  as  will 
permit  Identification  of  the  patents  or  other 
basis   on    which   royalties    are   to   be   paid. 
Where  the  Contractors  compliance  with  the 
foregoing  reporting  requirement  Is  found  by 
the  Contracting  Officer  to  be  Impracticable 
because  of  the  size  of  the  Contractor's  busi- 
ness or  because  of  the  nature  of  Its  account- 
ing procedures,  the  Contractor  may  furnish 
one  or  more  reports,  based  on  its  established 
accounting  periods  and  covering  the  entire 
contract  period,  of  royalties  In  excess  of  $1,000 
(If  computed  on  an  annual  basis)   paid  or 
to  be  paid  to  each  licensor  on  the  Contrac- 
tor's over-all   business,   together  with  such 
other  Information  as  will  permit  Identifica- 
tion of  the  patents  or  other  basis  on  which 
royalties  are  to  be  paid.  In  which  event  the 
Contractor    shall    furnish    the    Contracting 
Officer,  upon  his  request  and  at  Government 
expense,  an  allocation  of  such  royalty  pay- 
ments to  Government  business  or  to  the  work 
or  supplies  covered   by  this  contract;    ref- 
ernce  to  any  such  periodic  royalty  reports, 
previously    furnished    to    any    Government 
agency  and  covering  the  period  of  perform- 
ance of  this  contract,  shall  constitute  com- 
pliance  with  the  reporting  requirement   of 
this  clause. 

The  following  provision  may  be  added 
to  the  above  clause,  at  the  option  of  the 
Contracting  Officer: 

If  this  contract  is  In  an  amount  which 
exceeds  $10,000.  and  no  royalties  or  royalty 
rates  are  paid  or  to  be  paid  directly  to  others 
under  the  circumstances  set  forth  above,  the 
Contractor  agrees  so  to  report  in  writing  to 
the  Contracting  Officer  prior  to  completion 
or  final  settlement  of  this  contract. 


§  408.104  Classified  contracts.  Un- 
authorized disclosure  of  classified  subject 
matter,  whether  in  a  patent  application 
or  resulting  from  the  issuance  of  a 
patent,  may  be  a  violation  of  the  Espio- 
nage Act  (18  U.  S.  C.  Chapter  37)  and 
related  statutes,  and  may  be  contrary 
to  the  Interests  of  national  security.  In 
order  that  necessary  security  may  be  ade- 
quately preserved,  the  following  clause 
shall  be  included  in  every  classified  re- 
search or  development  contract  and 
every  classified  supply  contract: 

PILING   OF   PATENT   APPLICATIONS 

(a)  While  and  so  long  as  the  subject  mat- 
ter of  thU  contract  Is  classified  "Secret '  or 
higher,  the  Contractor  agrees  that,  before 
filing  or  causing  to  be  filed  a  patent  applica- 
tion disclosing  any  of  said  subject  matter.  It 
win  refer  the  proposed  application  to  the 
Contracting  Officer  for  determination 
whether,  for  reasons  of  national  security, 
such  application  should  be  kept  secret  or 
the  Issuance  of  a  patent  thereunder  other- 
wise delayed,  under  pertinent  statutes  or 
regulations;  and  the  Contractor  agrees  to 
observe  any  Instructions  given  by  the  Con- 
tracting Officer  In  this  regard,  which  instruc- 
tions may  include  a  direction  not  to  file 
such  application  so  long  as  the  Contracting 
Officer  considers  that  such  filing  would 
Jeopardize  national  security. 

(b)  While  and  so  long  as  the  subject  mat- 
ter  of    this    contract    la    classified    "Confi- 
dential" or  higher,  and  If  the  Contracting 
Officer   determines   that   there    is   no   other 
practical  means  for  maintaining  the  security 
of  said  subject  matter,  the  Contractor  agrees 
to    assign    and   convey    to    the   Government 
upon  request  the  entire  right,  title  and  In- 
terest in  and  to  each  United  States  patent 
application    disclosing    said    subject    matter 
and  filed  by  or  on  behalf  of  the  Contractor, 
the  title  to  the  assigned  patent  application 
to  be  held  In  trust  by  the  Government,  sub- 
ject to  reversion  of  the  entire  right,  title  and 
Interest  therein  to  the  Contractor  (I)  upon 
allowance  of  the  said  application  and  pay- 
ment of  the  final  fee.  or  (11)  upon  the  mail- 
ing of  notice  by  the  Contracting  Officer  to 
the  Contractor  that  disclosure  of  the  subject 
matter    of    the    application    will    no    longer 
Jeopardize  security.     Nothing  contained   In 
thU  paragraph  shall  (A)  apply  to  any  patent 
application  assigned  to  the  Government  un- 
der any  other  provision  of  this  contract,  or 
(B)    enlarge  or  diminish  the  rights  granted 
to  or   reserved    by   the   Government   or   the 
Contractor  with  respect  to  said  application 
or  the  Invention  covered  thereby,  except  to 
the  extent  expressly  provided  In  this  clause, 
(o)  While  and  so  long  as  the  subject  mat- 
ter   of    this    contract    Is    classified    "Confi- 
dential."  the   Contractor   agrees   to   furnish 
to  the  Contracting  Officer,  at  the  time  of  or 
prior  tcr  filing  or  causing  to  be  filed  a  patent 
application   disclosing   any  of  said   subject 
matter,  a  copy  of  such  application  for  de- 
termination whether,  for  reasons  of  national 
security,   such   application   should    be    kept 
secret  or  the  Issuance  of  a  patent  thereunder 
otherwise  delayed,  under  pertinent  statutes 
or  regulations;  and  the  Contractor  agrees  to 
observe  any  instructions  of  the  Contracting 
Officer  In  this  regard. 

(d)  While  and  so  long  as  the  subject  mat- 
ter of  this  contract  is  classified  "Restricted," 
the  Contractor  shall  be  governed  by  the  pro- 
visions of  the  clause  of  this  contract  entitled 
"Military  Security  Requirements." 

S  408.105  Patent  indemnification  of 
Government  by  contractor.  In  order 
that  the  Government  may  be  protected 
from  liability  for  patent  infringement,  a 
contract  clause  providing  for  appropriate 
Indemnification  shall  be  used  in  accord- 
ance with  the  provisions  set  forth  below : 
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(a)  The  following  clause  shall  be  in- 
cluded in  every  supply  contract  in  excess 
of  $1,000  which  calls  exclusively  for 
standard  commercial  supplies: 

PATENT    JNDEMNrrY 

The   Contractor   agrees  to   Indemnify   the 
Government  and  Its  officers,  agents  and  em- 
ployees against  liability.  Including  costs  and 
expenses,  for  infringement  upon  any  Letters 
Patent  of  the  United  States  (except  Letters 
Patent  issued  upon  un  application  which  Is 
now  or  may  hereafter  be.  for  reasons  of  na- 
tional security,  ordered  by  the  Government 
to  be  kept  secret  or  otherwise  withheld  from 
Issue )  arising  out  of  the  performance  of  this 
contract  or  out  of  the  use  or  disposal  by  or 
for  the  account  of  the  Government  of  sup- 
plies  furnished   or   construction    work   per- 
formed   hereunder.    The    foregoing    indem- 
nity Ehall  not  apply  unless  the  Contractor 
shall  have  been  Informed  as  soon  as  prac- 
ticable  by   the  Government   of   the  suit   or 
action  alleging  such  Infringement,  and  shall 
have  been  given  an  opportunity  to  present 
recommendations  as  to  the  defense  thereof; 
and  further,  such  Indemnity  shall  not  apply 
in  any  one  of  the  following  situations:    (I) 
Any  Infringement  resulting  from  the  addi- 
tion to  any  such  supplies  of  other  supplies 
not  furnished  by  the  Contractor  for  the  pur- 
pose of  such  addition;  (11)  any  settlement  of 
a  claim  of  infringement  made  without  the 
consent  of  the  Contractor,  unless  required  by 
final  decree  of  a  court  of  competent  Jurisdic- 
tion; (ill)  any  claim  of  Infringement  arising 
from  use  or  disposal  outside  the  scope  of  any 
license    limitation    under    which    the    Con- 
tractor  is    bound,    provided   that    the    Con- 
tractor has  notified  the  Government  of  the 
limitation  prior  to  first  delivery  under  this 
contract;    (Iv)    any  Infringement  necessarily 
resulting  from  changes  (other  than  the  sub- 
stitution   of    another    standard    commercial 
part  or  component  manufactured  or  supplied 
by  the  Contractor)  ordered  pursuant  to  this 
contract,  or  from  specific  written  Instructions 
given  by  the  Contracting  Officer  directing  a 
manner  of  performing  the  contract  not  nor- 
mally utilized  by  the  Contractor. 

(b)  Certain  supply  contracts  call  for 
Items  or  parts  thereof  which  are  stand- 
ard commercial  supplies  and  also  for 
items  or  parts  thereof  which  are  not 
standard  commercial  supplies.  In  any 
such  contract  the  Indemnity  clau.se  set 
forth  in  paragraph  (a)  of  this  section 
shall  be  inserted,  and  the  following  para- 
graph shall  be  added  at  the  end  of  such 
clause,  for  the  purpose  of  excluding  from 
its  application  such  specific  Items  or 
parts  thereof  as  are  not  standard  com- 
mercial supplies: 

The  foregoing  shall  not  apply  to  the  fol- 
lowing contract  Items  or  parts  thereof,  which 
are  not  standard  commercial  supplies: 

(List  the  items  or  parts  thereof  to  be  ex- 
cluded.) 

§  408  106  Authorization  and  consent. 
Under  the  act  of  June  25. 1948  (28  U.  S.  C. 
1498  >  which  replaces  the  act  of  June 
25, 1910,  as  amended  (35  U.  S.  C.  68),  any 
suit  for  infringement  of  a  patent  by  a 
contractor  or  by  any  subcontractor  (in- 
cluding lower-tier  subcontractors)  In  the 
performance  of  a  Government  contract 
must  be  brought  against  the  Government 
In  the  Court  of  Claims,  and  not  against 
the  contractor.  If  the  Government  gives 
its  authorization  or  consent  to  the  manu- 
facture or  use  of  the  patented  invention. 
The  contractor  is  thereby  protected  from 
Injunctive  action  In  the  performance  of  a 
Government  contract,  although  the  Gov- 
ernment mav  not  tear  the  ultimate  li- 


ability In  the  event  of  recovery  in  the 
Court  of  Claims,  such  liability  being  de- 
pendent upon  whether  or  not  there  is  a 
Patent  Indemnity  clause  In  the  contract. 
Therefore,  both  a  Patent  Indemnity 
clause  (as  set  forth  in  §  408.105)  and  an 
Authorization  and  Consent  clause  may  be 
Included  in  the  same  contract.  The  fol- 
lowing Authorization  and  Con.sent  clause 
is  approved  for  use  in  any  contract; 

AirrHORIZATION  AND  CONSENT 

The  Government  hereby  gives  Its  authoriza- 
tion and  consent  (without  prejudice  to  Its 
rights  of  Indemnlflcatlon,  If  such  rights  are 
provided  for  In  this  contract)  for  all  use  and 
manufacture.  In  the  performance  of  this  con- 
tract or  any  part  hereof  or  any  amendment 
hereto  or  any  subcontract  hereunder  (in- 
cluding any  lower-tier  subcontract),  of  any 
patented  invention  (1)  embodied  In  the  struc- 
ture or  composition  of  any  article  the  delivery 
of  which  Is  accepted  by  the  Government  un- 
der this  contract,  or  (11)  utilized  In  the  ma- 
chinery, tools  or  methods  the  use  of  which 
necessarily  results  from  compliance  by  the 
Contractor  or  the  using  subcontractor  with 
(a)  specifications  or  written  provisions  now 
or  hereafter  forming  a  part  of  this  contract, 
or  (b)  specific  written  Instructions  given  by 
the  Contracting  Officer  directing  the  man- 
ner of  performance. 

The  word  "necessarily"  In  "(ii)"  of  the 
above  clause  may  be  deleted  in  any  re- 
search or  development  contract,  or  in  any 
contract  which  includes  a  patent  in- 
demnity clause  as  set  forth  in  §  408.105. 

5  408.107  Patent  rights  under  research 
or  development  contracts. 

5  408.107-1  License  under  foreground 
patents.  Under  any  research  or  de- 
velopment contract,  the  Government 
should  receive  at  least  a  royalty-free 
license  to  practice  or  have  practiced  any 
invention  conceived  or  first  actually  re- 
duced to  practice  in  the  course  of  per- 
forming the  contract  or  In  the  course 
of  performing  any  prior  experimental, 
developmental  or  research  work  done 
upon  the  understanding  that  a  contract 
would  be  awarded.  In  certain  circum- 
stances, however,  as  where  (a)  a  con- 
tractor has  spent  large  sums  of  money 
in  developing  an  invention  to  the  point 
that  Its  practicability  has  been  estab- 
lished or  has  otherwise  established  Its 
practicability  as  by  engineering  design, 
or  (b)  the  use  of  a  basic  material  de- 
veloped entirely  outside  of  any  Govern- 
ment contract  is  involved,  It  Is  proper 
to  exclude  any  such  invention  or  material 
from  a  general  license  to  the  Government 
or  otherwise  to  negotiate  with  respect 
to  the  Government's  rights  in  such  in- 
vention or  material.  The  contract  cost 
or  price  should  in  no  event  be  increased 
merely  by  reason  of  the  Inclusion  of  a 
Patent  Rights  clause.  For  the  purposes 
of  this  section,  the  following  clause  shall 
be  included  in  all  research  or  develop- 
ment contracts  except  as  is  provided  in 
§  408.107-2: 

PATENT    BIGHTS 

(a)  As  used  In  this  clause,  the  following 
terms  shall  have  the  meanings  set  forth 
below: 

(1)  The  term  "Subject  Invention"  means 
any  Invention,  Improvement  or  discovery 
(whether  or  not  patentable)  conceived  or 
first  actually  reduced  to  practice  either  (A) 
In  the  performance  of  the  experimental,  de- 
velopmental   or    research    work    called    for 


under  this  contract,  or  (B)  In  the  perform- 
ance of  any  experimental,  developmental  or 
research  work  relating  to  the  subject  matter 
of  this  contract  which  was  done  upon  the 
understanding  that  a  contract  would  be 
awarded. 

(II)  The  term  "Technical  Personnel" 
means  any  person  employed  by  or  working 
under  contract  with  the  Contractor  (other 
than  a  subcontractor  whose  responsibilities 
with  respect  to  rights  accruing  to  the  Gov- 
ernment In  Inventions  arising  under  sub- 
contracts are  set  forth  In  paragraphs  (f), 
(g)  and  (h)  of  this  clause)  :  Provided.  That 
such  person,  by  reason  of  the  nature  of  his 
duties  In  connection  with  the  performance 
of  this  contract,  would  reasonably  be  expect- 
ed to  make  Inventions. 

(III)  The  terms  "subcontract"  and  "eub- 
contractor"  mean  any  subcontract  or  sub- 
contractor of  the  contractor,  and  any  lower- 
tier  subcontract  or  subcontractor  under  this 
contract. 

(b)  The  Contractor  aprees  to  and  does 
hereby  grant  to  the  Government  an  Irrev- 
ocable, nonexclusive,  nontransferable  and 
royalty-free  licenpe  to  practice,  and  cause  to 
be  practiced  for  the  Governments  through- 
out the  world,  each  Subject  Invention  In  the 
manufacture,  use,  and  disposition  according 
to  law.  of  any  article  or  material,  and  in  the 
use  of  any  method:  Provided,  however.  That 
with  respect  to  (1)  any  Subject  Invention 
made  by  other  than  Technical  Personnel, 
(11)  any  Subject  Invention  conceived  prior 
to  any  performance  of  this  contract  as  set 
forth  in  paragraph  (a)  above  but  first  actu- 
ally reduced  to  practice  In  the  course  of  any 
such  performance,  and  (lii)  the  practice  of 
any  Subject  Invention  In  foreign  countries, 
the  said  license  and  other  rights  hereinafter 
provided  shall  be  to  the  extent  of  the  Con- 
tractor's right  to  grant  the  same  without 
Incurring  any  obligation  to  pay  royalties  or 
other  compensation  to  others  solely  on  ac- 
count of  said  grant.  Nothing  contained  In 
this  paragraph  shall  be  deemed  to  grant  any 
licen.se  under  any  Invention  other  than  a 
Subject  Invention.  Any  license  granted 
herein  shall  not  convey  any  right  to  the  Gov- 
ernment to  manufacture,  have  manufac- 
tured, or  use  any  Subject  Invention  for  the 
purpose  of  providing  services  or  supplies  to 
the  general  public  In  competition  with  the 
Contractor  or  the  Contractor's  commercial 
licensees  in  the  licensed  fields. 

(c)  The  Contractor  agrees  as  follows:  (1) 
To  make  written  disclosure  promptly  to  the 
Contracting  Officer  of  each  Subject  Inven- 
tion which  reasonably  appears  to  be  patent- 
able and  to  exert  all  reasonable  effort  to  make 
such  disclosure  not  later  than  six  months 
after  first  publication,  public  use  or  sale; 
(11)  to  si>ecify.  at  the  time  cf  such  disclosure, 
whether  or  not  said  Subject  Invention  has 
been  or  will  be  claimed  In  a  United  States 
patent  application  and  unless  it  thereafter 
notifies  the  Government  to  the  contrary  not 
later  than  eight  months  after  first  publica- 
tion, public  use  or  sale,  to  file  or  cause  to 
be  filed  in  due  form  and  time  a  United  States 
patent  application  covering  each  Subject  In- 
vention so  specified:  (ill)  to  the  ex'tent  of 
the  Contractor's  rlpht  to  do  so.  to  deliver  to 
the  Contracting  Officer  such  duly  executed 
Instruments  (prepared  by  the  Government) 
cf  assignment,  application  papers  and  right- 
ful oaths  as  are  necessary  to  vest  in  the  Gov- 
ernment the  sole  and  exclusive  ownership, 
and  the  right  to  apply  for  and  prosecute  pat- 
ent applications  covering,  each  Subject  In- 
vention which  the  Contractor  does  not  spec- 
ify as  aforesaid  (or  having  so  specified,  there- 
after notifies  the  Government  to  the  con- 
trary), subject,  however,  to  the  reservation  of 
a  nonexclusive  and  royalty-frre  license  there- 
under to  the  Contractor  (and  to  Its  asso- 
ciated and  affiliated  companies,  if  any.  within 
the  corporate  structure  of  which  the  Contrac- 
tor is  a  part),  which  license  shall  be  assign- 
able to  the  successor  of  that  part  of  the  Con- 
tractor's business  to  which  it  pertains;   (iv) 
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to  furnish  promptly  to  the  Contracting  Offi- 
cer on  request  an  Irrevocable  power  of  at- 
torney to  Inspect  and  make  copies  of  each 
United  States  patent  application  as  filed  by 
or  on  behalf  of  the  Contractor  covering  any 
Subject  Invention;  (v)  In  the  event  the  Con- 
tractor elects  not  to  continue  prosecution  of 
any  such  United  States  patent  application 
filed  by  the  Contractor,  to  so  notify  the  Con- 
tracting Officer  not  less  than  sixty  days  before 
the  expiration  of  the  response  period,  and 
upon  wrltte!!  request,  to  deliver  to  the  Con- 
tracting Officer,  to  the  extent  of  the  Con- 
tractor's right  to  do  so.  a  duly  executed  as- 
signment to  the  Government  of  the  entire 
rights  to  such  patent  application  and  any 
Subject  Invention  claimed  therein  subject  to 
a  reservation  as  specified  In  (HI)  above;  and 
(vl)  to  deliver  to  the  Contracting  Officer  duly 
executed  Instruments  fully  confirmatory  of 
any  license  rights  herein  agreed  to  be  granted 
to  the  Oovernmer.t.  If,  to  the  best  of  the 
Contractor's  knowledge  and  belief,  no  Inven- 
tloiis  have  been  conceived  or  first  actually 
reduced  to  practice  under  this  contract,  the 
Contractor  shall  so  certify  to  the  Contracting 
Officer. 

(dt  The  Contractor  agrees  to  and  does 
hereby  grant  to  the  Government,  to  the  full 
extent  of  the  Contractor's  right  to  do  so 
without  pay;r.ent  of  compensation  to  others, 
the  rlRht  to  reproduce,  use  and  disclose  for 
governmental  purjjoses  (Including  the  right 
to  give  to  foreign  governments  for  their  use 
as  the  national  interest  of  the  United  States 
may  demand)  all  or  any  part  of  the  reports, 
drawmg.s.  blueprints,  data  and  technical  in- 
formation specified  to  be  delivered  by  the 
Contractor  to  the  Government  under  ♦his 
contract:  Provided,  however.  That  nothing 
contained  In  tMs  paragraph  shall  be  deemed, 
directly  or  by  implication,  to  grant  any  li- 
cense under  any  patent  now  or  hereafter 
Issued  or  to  giant  any  right  to  reproduce 
anything  else  called  for  by  this  contract. 

(e)   Until  the  Contractor  has  delivered  to 
the  Government  the  disclosures  required  by 
.    paragraph  (c)   (li  of  this  clause  and  the  in- 
formation as  t  J  any  subcontractor  required 
by  paragraph  (gi  of  this  clause,  there  shall 
be  withheld  from  final  payment  under  this 
contract  ten  percent  (10' :  )  of  the  contract 
price,  or  S5,00a.  whichever  Is  smaller:   Pro- 
vided however.  That  the  withholding  of  the 
aforesaid    amount,   or   subsequent   payment 
thereof  to  the  Contractor,  shall  not  be  con- 
strued as  a  wiUver  of  any  rights  accruing  to 
the   Government   under  this  contract:    And 
provided  further.  That  any  amount  so  with- 
held under  thii  paragraph  shall  not  be  In 
addition    to    any    amounts   withheld   under 
other     provisions     of    this    contract       This 
paragraph  shall  not  be  construed  as  requiring 
the    Contractor    to    withhold    any    amounts 
from  a  subcontractor  to  enforce  compliance 
with  the  patent  provisions  of  n  subcontract. 
^)   The    Contractor    agrees    to    exert    all 
reasonable    effort    to   negotiate   for   the   In- 
clusion   in    any    subcontract    hereunder    of 
$3,000  or  more,  In  which  payment  is  to  be 
made    for    experimental,    developmental    or 
research  work,  of  this  patent  rights  clause 
or  one  approved  by  the  Contracting  Officer. 
In  the  event  of  refusal  by  a  subcontractor  to 
accept  such  patent  rights  clause,  the  Con- 
tractor shall  obtain  the  written  authoriza- 
tion of  the  Contracting  Officer   (which  au- 
thorization may  be  granted  with  respect  to 
a   particular  subcontract)    to  proceed  with 
the   subcontract,    and  shall   cooperate   with 
the  Government  In  the  negotiation  with  such 
BUbontractor  of  a  mutually  acceptable  pat- 
ent rights  clause:  Provided  hoxcever.  That  the 
Contractor  shall   In   any  event   require   the 
subcontractor  to  grant  to  the  Government 
patent   rights  under  Subject   Inventions  of 
no  less  scope  and  on  no  less  favorable  terms 
than  those  which  the  Contractor  haa  under 
such  subcontracts,  except  that  In  no  event 
shall  the  subcontractor  be  required  to  grant 
to  the  Government  patent  rights  In  excess 
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of  those  herein  agreed  to  be  granted  to  the 
Government  by  the  Contractor. 

(g)  The  Contractor  agrees  to  notify  the 
Contracting  Officer  In  writing  of  any  sub- 
contract containing  a  patent  rights  clause, 
to  furnish  to  the  Contracting  Officer  a  copy 
of  such  clause,  and  promptly  to  notify  the 
Contracting  Officer  when  such  subcontract  is 
completed.  It  is  understood  that  with  re- 
spect to  such  subcontract  clause,  the  Gov- 
ernment is  a  third  party  beneficiary;  and 
the  Contractor  hereby  assigns  to  the  Gov- 
ernment all  the  rights  that  the  Contractor 
would  have  to  enforce  the  obligations  of  the 
subcontractor  with  resjject  to  Subject  In- 
ventions. The  Contractor  shall  not  be  obli- 
gated to  enforce  the  agreements  of  any  sub- 
contractor hereunder  relating  to  a  patent 
rights  clause  in  any  subcontract. 

(h)    When   the  Contractor  shows   that   it 
haa  been  delayed  in  the  performance  of  this 
contract  by  reason  of  Its  inability  to  obtain, 
under  terms  that  include  a  suitable  patent 
rights  clause,  a  qualified  subcontractor  for 
any  particular  part.  Item  or  function  of  this 
contract  for  which  the  Contractor  Itself  does 
not  have  available  facilities  or  qualified  per- 
sonnel, the  Contractor's  delivery  dates  shall 
be  extended  for  a  period  of  time  equal  to 
the  duration  of  such  delay;   and,  upon  re- 
quest   of    the    Contractor,    the    Contracting 
Officer   shall   determine   to   what   extent,   if 
any.  un  additional  extension  of  the  delivery 
dates,  and  an  Increase  In  contract  price  based 
upon   additional  costs  Incurred,  are  projjer 
under  the  circumstances;   and  the  contract 
shall  be  modified  accordingly.     If  the  Con- 
tractor, after  exerting  all  reasonable  effort, 
is  unable  to  obtain  a  qualified  subcontractor, 
as  set  forth  above,  the  Contractor  may  sub- 
mit to  the  Contracting  Officer  a  written  re- 
quest for  waiver  or  modification  of  the  re- 
quirement   that    a    suitable    patent    rlKhts 
clause  be  Included  in  the  subcontract.    Such 
request  shall  specifically  state  that  the  Con- 
tractor   has    used    all    reasonable    efforts    to 
obtain    such    qualified    subcontractor    and 
shall   cite   the   waiver   or   termination   pro- 
vision   hereinafter    set    forth.      If.    within 
thirty-five  (35)  days  after  the  date  of  receipt 
of  such  request  for  a  waiver  or  modification 
of  said  requirement,  the  Contracting  Officer 
shall  fall  to  grant  such  request,  the  require- 
ment shall  be  deemed  to  have  been  waived 
by  the  Government.     If  within  such  period 
the  Contractor  shall  receive  a  written  denial 
of  such  request  by  the  Contracting  Officer, 
this  contract  shall  thereupon  automatically 
terminate  and  the  rie;ht8  and  obligations  of 
the  parties  shall  be  governed  by  the  provi- 
sions of  the  clause  of  this  contract  entitled 
"Termination   for   the    Convenience   of    the 
Government"  Just  as  if  a  notice  of  termina- 
tion had  been  delivered  to  the  Contractor 
specifying  that  the  contract  was  terminated 
for  the  convenience  of  the  Government. 

§  408.107-2  Title  to  foreground  pat- 
ents. Although  with  respect  to  fore- 
ground patents  it  is  the  poUcy  of  the  De- 
partments normally  to  acquire  only  li- 
cense rights  thereunder,  nevertheless  in 
some  circumstances  the  Government 
should  obtain  full  title  to  such  patents, 
subject  in  most  cases  to  a  license  to  the 
contractor.  Ordinarily,  however,  in  such 
circumstances  there  should  be  no  In- 
crease In  the  contract  cost  or  price, 
merely  because  the  Government  acquires 
title. 

Examples  of  instances  where  it  Is 
proper  and  desirable  for  the  Government 
to  acquire  title  are  as  follows : 

(a)  Where  the  contractor  does  not 
normally  seek  patent  protection  for  its 
development  projects; 

(b)  Where  one  contractor  has  assem- 
bled   a    group    of    research    scientists 


through  the  cooperation  of  other  similar 
firms,  institutions  or  organizations; 

(c)  Where  the  contractor.  In  com- 
pleting a  final  phase  of  a  development 
project,  utilizes  the  work  of  other  coop- 
erating persons,  institutions  or  organiza- 
tions, and  it  would  be  unfair  to  such  other 
persons,  institutions  or  organizations  to 
allow  the  contractor  to  retain  title  to  in- 
ventions resulting  from  such  develop- 
ments ; 

(d>  Where  the  major  portion  of  the 
work  under  the  contract  is  to  be  done  In 
Government-operated  laboratories  and 
with  Government-furnished  equipment; 

(e)  Where  the  contractor  is  an  or- 
ganization, the  principal  business  ot 
which  is  doing  re.«;earch  or  development 
work  for  the  public,  and  which  does  not 
customarily  retain  patent  rights  under 
Inve^^ions  made  by  it  in  the  research  or 
development  work  conducted  for  others: 
Provided.  That  the  contractor  may  be 
permitted  to  retain  title  in  .such  case 
(.subject  to  a  license  to  the  Government 
as  .set  forth  in  §  408  107-1  >  if  proper  ad- 
justment therefor  is  made  in  the  con- 
tract cost  or  price: 

(f)  Where  the  Contracting  Officer  as- 
certains that  title  to  foreground  patents 
is  necessary  for  military  security  and  so 
notifies  the  contractor  prior  to  it5  bogin- 
ninc  performance. 

When  it  is  desirable,  as  set  forth  above, 
for  the  Government  to  acquire  title  to 
foreground  patents,  the  following  para- 
graphs (a),  (b)  and  (c)  shall  be  sub.stl- 
tuted  for  the  corresponding  paragraphs 
of  the  Patent  Rights  clause  set  forth  In 
§408.107-1: 

(a)  As  used  In  this  clause,  the  following 
terms  shall  have  the  meanings  set  forth 
below: 

(I)  The  term  "Subject  Invention"  means 
any  invention.  Improvement  or  discovery 
(whether  or  not  patentable)  conceived  or 
first  actually  reduced  to  practice  (unless  dis- 
closed In  a  patent  application  filed  prior  to 
beginning  the  jierformances  hereinafter  set 
forth)  either  (A)  in  the  performance  of  the 
experimental,  developmental  or  research  work 
called  for  under  this  contract,  or  (B)  In  the 
performance  of  any  experimental,  develop- 
mental or  research  work  relating  to  the  sub- 
ject matter  of  this  contract  which  was  done 
upon  the  understanding  that  a  contract 
would  be  awarded. 

( II )  The  term  "Technical  Personnel"  means 
any  person  employed  by  or  working  under 
contract  with  the  Contractor  (other  than  a 
subcontractor  whose  responsibilities  with  re- 
spect to  rights  accruing  to  the  Government 
in  inventions  arising  under  subcontracts  are 
set  forth  in  paragraphs  (f).  (g)  and  (h)  of 
this  clause) :  Provided.  That  such  person,  by 
reason  of  the  nature  of  his  duties  in  connec- 
tion with  the  performance  of  this  contract, 
would  reasonably  be  expected  to  make 
inventions. 

(Ill)  The  terms  "subcontract"  and  "sub- 
contractor" mean  any  subcontract  or  sub- 
contractor of  the  contractor,  and  any  lower- 
tier  subcontract  or  subcontractor  under  this 
contract. 

(b)  The  Contractor  agrees  to  and  does 
hereby  grant  to  the  Government  all  right, 
title  and  interest  in  and  to  each  Subject 
Invention  subject  to  the  reservation  of  a 
nonexclusive  and  royalty-free  license  to  the 
Contractor  to  practice  any  such  Invention: 
Provided,  however.  That  with  respect  to  any 
Subject  Invention  made  by  other  than  Tech- 
nical Personnel  and  with  respect  to  the  prac- 
tice of  any  Subject  Invention  in  foreign 
countries,  said  grant  and  other  rights  herein- 
after provided  shall  be  limited  to  the  Con- 
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tractor's  right  to  assign  or  grant  the  same 
without  incurring  any  obligation  to  pay  roy- 
alties or  other  compensation  to  others  solely 
on  account  of  said  grant.  The  Contractor 
further  agrees  to  and  does  hereby  grant  to 
the  Government  with  respect  to  any  Inven- 
tion disclosed  in  a  patent  application  of 
the  Contractor  filed  prior  to  beginning  the 
performances  set  forth  above  and  first  ac- 
tually ••educed  to  practice  by  the  Contractor 
In  any  such  performance,  an  Irrevocable,  non- 
exclusive, nontransferable  and  royalty-free 
license  to  practice,  and  cause  to  be  practiced 
for  the  Government  throughout  the  world. 
each  such  invention  in  the  manufacture, 
use,  and  disposition  according  to  law,  of  any 
article  or  material,  and  in  the  use  of  any 
method:  Provided,  however.  That  with  re- 
spect to  (l»  any  such  invention  made  by 
other  than  Technical  Personnel  and  (11)  the 
practice  of  any  such  Invention  In  foreign 
countries,  the  said  license  shall  be  to  the 
extent  of  the  Contractor's  right  to  grant  the 
same  without  incurring  any  obligation  to  pay 
royalties  or  other  compensation  to  others 
solely  on  account  of  said  grant. 

(c)  The  Contractor  agrees  as  follows:  (1) 
To  make  written  disclosure  promptly  to  the 
Contracting  Officer  of  each  Subject  Inven- 
tion, and  of  each  invention  under  which  a 
license  is  acquired  pursuant  to  paragraph  (b) 
above,  which  reasonably  appears  to  be  pat- 
entable, and  to  exert  all  reasonable  effort 
to  make  such  disclosure  not  later  than  six 
months  after  first  publication,  public  use  or 
sale;  (11)  to  deliver  to  the  Contracting  Officer 
such  duly  executed  Instruments  (prepared 
by  the  Government)  of  assignment,  applica- 
tion papers  and  rightful  oaths  relating  to 
each  Subject  Invention,  title  to  which  vests 
In  tlie  Government  pursuant  to  this  clause, 
as  the  Contracting  Officer  may  require  to  en- 
able the  Government  to  file  and  prosecute 
patent  applications  therefor  in  any  country, 
and  to  assign  and  record  title  to  such  appli- 
cations; (111)  to  disclose  to  the  Contracting 
Officer  (either  by  giving  the  patent  number 
or  a  copy  of  the  patent  application),  prior  to 
completion  or  final  settlement  of  this  con- 
tract, each  invention  under  which  the  Gov- 
ernment has  been  granted  a  license  pursu- 
ant to  the  second  sentence  of  paragraph  (b) 
above,  and  to  deliver  to  the  Contracting  Offi- 
cer duly  executed  Instruments  fully  con- 
firmatory of  such  license  rights.  If,  to  the 
best  of  the  Contractor's  knowledge  and  be- 
lief, no  inventions  liave  been  conceived  or 
first  actually  reduced  to  practice  under  this 
contract,  the  Contractor  shall  so  certify  to 
the  Contracting  Officer. 

§  408.107-3  Reproduction  rights  un- 
der background  patents.  The  grant  of 
a  license  or  title  to  the  Government  un- 
der foreground  patents,  as  hereinabove 
in  this  subpart  set  forth,  does  not  give 
the  Government  a  free  right  to  practice 
such  foreground  patenti=rlf  the  contractor 
owns  or  has  control  of  a  dominant  back- 
ground patent.  It  is  therefore  proper 
and  desirable  in  the  case  of  certain  re- 
search or  development  contracts  that  the 
Government  should  obtain,  under  cer- 
tain equitable  circumstances  as  herein- 
after set  forth,  a  reproduction  right  (a 
limited  license  right*  under  such  back- 
ground patent  or  patents  In  addition  to 
title  or  license  under  foreground  patents 
as  provided  in  §§  408.107-1  and  408.107-2. 
Thus,  reproduction  rights  should  be  ob- 
tained where  there  are  benefits  to  the 
contractor,  such  as  those  set  forth  below, 
and  where  it  is  believed  that  the  manu- 
facture or  use  of  the  subject  matter  of  the 
contract,  or  parts,  modifications  or  im- 
provements thereof,  will  Involve  the 
practice  of  Inventions  covered  by  con- 
tractor's background  patent*.  The  con- 
tract price  should  not  be  Increased  by 
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reason  of  the  acquisition  of  such  repro- 
duction rights.  Representative  equitable 
circumstances  which  should  be  taken  into 
account  by  the  Contracting  OfiQcer  in  this 
connection  are  as  follows : 

(a)  A  new  re.search  objective  or  idea, 
either  new  generally  or  new  to  the  con- 
tractor's fields  of  activity,  particularly 
when  the  Government  furnishes  the  con- 
tractor with  valuable  technical  Infor- 
mation; 

(b)  Aid  to  the  contractor  in  conduct- 
ing experimental,  developmental  or  re- 
search work  which  the  contractor  would 
otherwise  have  to  conduct  at  his  own  ex- 
pense and  which  leaves  the  contractor 
with  valuable  commercial  rights; 

(c)  Opportunity  for  the  contractor  to 
explore  fields  too  speculative  to  be  under- 
taken commercially  but  which  have  com- 
mercial possibilities; 

(di  Aid  to  the  contractor  through  the 
furnishing  of  the  knowledge  and  experi- 
ence of  the  Government  or  of  scientific  or 
technical  personnel  in  connection  with 
the  work  to  be  performed  under  the  con- 
tract, together  with  substantial  aid  and 
a.ssi.stance  by  such  personnel,  beyond  that 
normally  furnished  in  a  research  or  de- 
velopment contract  of  the  type  involved; 

<ei  Use  of  Government  facilities  for 
working  upon  or  testing  new  develop- 
ments in  connection  with  the  contract  to 
a  degree  beyond  that  normally  provided 
in  a  research  or  development  contract 
of  the  type  involved. 

While  the  particular  wording  of  a  pro- 
vision granting  such  rights  to  the  Gov- 
ernment is  a  matter  of  negotiation  in 
each  case,  an  approved  paragraph  for 
addition  to  the  Patent  Rights  clause  pre- 
scribed by  §  408.107-1  or  §  408.107-2, 
whichever  is  applicable.  Is  as  follows: 

(l)  In  addition  to  the  rights  granted  to 
the  Government  In  the  foregoing  paragraphs 
of  this  clause,  the  Contractor  hereby  grants 
to  the  Government,  under  any  patents  now 
or  hereafter  issued  with  respect  to  which  the 
Contractor  now  has,  or  prior  to  completion 
or  final  settlement  of  the  contract  may  ac- 
quire, the  right  to  grant  licenses  without  be- 
coming liable  to  pay  compensation  to  others 
because  of  such  grant,  the  right  to  reproduce 
or  to  have  reproduced  articles  or  materials 
substantially  the  same  as  those  delivered  to 
the  Government  hereunder,  and  any  modi- 
fications or  Improvements  thereof,  and  to 
practice  or  cause  to  be  practiced  processes 
developed  in  the  performance  of  this  con- 
tract, and  to  use  In  their  entirety  and  dis- 
pose of  in  accordance  with  law  articles  or 
materials  so  reproduced.  The  acceptance  or 
exercise  by  the  Government  of  the  aforesaid 
right  shall  not  prevent  the  Government  at 
any  time  from  contesting  the  enforceability, 
validity  or  scope  of,  or  title  to,  any  patent  un- 
der which  a  right  Is  granted  by  this  para- 
graph. Any  rights  granted  to  the  Govern- 
ment by  this  paragraph  shall  not  convey  any 
right  to  the  Government  to  reproduce  or 
have  reproduced  any  article  or  material,  or 
to  practice  or  cause  to  be  practiced  any  proc- 
ess, for  the  purpose  of  providing  services  or 
supplies  to  the  general  public  in  competition 
with  the  Contractor  or  the  Contractor's  com- 
mercial licensee  In  the  licensed  fields.  This 
paragraph  shall  not  be  required  to  be  in- 
cluded In  any  subcontracts  hereunder. 

§  408.107-4  Foreign  patent  rights. 
Executive  Order  9863  of  June  14,  1947, 
requires  that  all  Government  depart- 
ments and  agencies  shall,  whenever  prac- 
ticable, acquire  the  right  to  file  foreign 
patent  applications  on  Inventions  result- 
ing from  research  conducted  or  financed 
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by  the  Government.  Pursuant  to  such 
Executive  order,  the  Departments  shall, 
whenever  practicable,  include  in  re- 
search or  development  contracts  (other 
than  contracts  containing  the  Patent 
Rights  clause  prescribed  by  §  408.107-2) 
a  commitment  by  the  contractor  to  con- 
vey to  the  Government  the  rights  neces- 
sary to  enable  the  Government  to  prose- 
cute applications  and  obtain  patents  on 
such  Inventions  in  foreign  countries.  For 
the  purposes  of  this  section,  the  follow- 
ing clause  is  approved  for  use: 

FOREIGN  PATENT  RIGHTS 

The  Contractor  agrees,  notwithstanding 
any  other  provision  in  this  contract  to  the 
contrary,  (1)  to  grant  to  the  Government, 
upon  request,  title  to  the  foreign  rights  in 
each  Subject  Invention  (as  defined  in  the 
clause  of  this  contract  entitled  "Patent 
Rights").  (11)  to  Inform  the  Contracting  Of- 
ficer, at  the  time  of  making  the  disclosure 
provided  for  under  the  terms  of  paragraph 
(c)  (I)  of  the  clause  of  this  contract  en- 
titled "Patent  Rights."  whether  or  not  there 
has  been  a  publication  of  such  invention 
and  If  so.  the  date  and  Identity  of  such 
publication  and  (iii)  to  deliver  to  the  Con- 
tracting Officer  such  duly  executed  instru- 
ments (prepared  by  the  Government)  of  as- 
signment, application  papers  and  rightful 
oaths  as  are  necessary  to  vest  in  the  Gov- 
ernment with  respect  to  each  Subject  Inven- 
tion (A)  the  sole  and  exclusive  ownership 
in  any  foreign  patent  application  and  any 
patent  that  may  isiue  thereon,  and  (B)  the 
right  to  apply  for  and  prosecute  such  for- 
eign patent  applications. 

§  408.107-5  Contracts  relating  to 
atomic  energy.  The  provision  set  forth 
below  shall  be  Inserted  as  part  of  the 
Patent  Rights  clause  prescribed  by 
§  408.107-1  In  all  research  or  develop- 
ment contracts  relating  to  atomic  energy. 
Any  request  for  deviation  from  the  fol- 
lowing provision  shall  be  forwarded  by 
the  Contracting  Officer  to  the  designated 
section  of  the  Department  concerned  for 
reference  to  the  Atomic  Energy  Commis- 
sion for  determination  by  it  as  to  whether 
the  provision  set  forth  below  must  be 
included  in  the  contract  or  whether  such 
provision  may  be  modified.  The  provi- 
sion referred  to  Is  as  follows: 

(  )  With  respect  to  any  Subject  Invention 
made  by  employees  of  the  Contractor  (ex- 
cept clerical  and  manual  labor  personnel 
who  do  not  have  access  to  technical  data), 
and  relating  to  the  production  or  utiliza- 
tion of  fissionable  material  or  atomic  energy 
within  the  purview  of  the  Atomic  Energy 
Act  of  1948  (42  U.  S.  C.  1801-1819).  the 
Contractor  agrees  ( I )  to  furnish  to  the  United 
States  Atomic  Energy  Commission  (herein- 
after in  this  paragraph  referred  to  as  'the 
Commission")  through  the  Contracting  Offi- 
cer complete  Information  regarding  such 
Subject  Invention,  the  Commission  to  have 
the  sole  and  conclusive  power  to  determine 
whether  and  where  a  patent  application  shall 
be  filed,  and  to  determine  the  disposition 
of  the  title  to  and  rights  under  an^r  such 
application  or  any  patent  that  may  issue 
thereon;  (11)  to  obtain  the  execution  of  and 
deliver  to  the  Commission  all  documents  re- 
lating to  each  such  Subject  Invention  and  to 
do  all  things  necessary  or  proper  to-.carry 
out  any  determination  of  the  Commission, 
made  under  subparagraph  (1)  above;  (iii) 
unless  otherwise  authorized  in  writing  by  the 
Commission,  to  obtain  patent  agreements 
from  all  such  employees  to  effectuate  the 
purposes  of  this  paragraph;  and  (Iv)  unless 
otherwise  authorized  in  writing  by  the  Com- 
mission, to  Insert  this  paragraph  In  all  sub- 
contracts.    No  claim  for  pecunisu-y  award 
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or  compensation  \ir.der  the  provisions  of  the 
Atomic  Energy  Act  of  1946  shall  be  asserted 
by  the  Contractor  or  Its  employees  with  re- 
spect to  any  Subject  Invention  covered  by 
this  paragraph. 

§  408.108  Follow-up  of  patent  rights. 
Appropriate  systems  of  follow-up  in  con- 
nection with  research  or  development 
contracts  should  be  maintained  by  the 
Departments  in  order  that  inventions  in 
which  the  Government  may  have  an  In- 
terest may  be  properly  identified,  and 
formal  agreements  evidencing  the  Gov- 
ernment's right  therein  be  obtained. 

§  408.109  Adjustment  of  royalties. 
The  Royalty  Adjustment  Act  of  1942  (35 
U.  S.  C.  89-96)  provides  a  means  of  re- 
ducing royalties  charged  as  an  incident 
of  cost  in  Government  procurement 
when  in  the  opinion  of  the  Secretary  of 
any  Department  or  his  authorized  rep- 
resentative such  royalties  are  excessive. 
Action  to  be  taken  under  said  act  shall  be 
in  accordance  with  procedures  prescribed 
by  each  respective  Department. 

§408.110  Patent  interchange  agree- 
ment. The  Governments  of  the  United 
States  and  of  the  United  Kingdom  have 
entered  into  a  patent  interchange  agree- 
ment which  provides,  among  other 
things,  for  the  use  of  patented  informa- 
tion within  the  respective  countries  for 
the  effective  period  of  the  agreement 
and  a  method  of  processing  claims  aris- 
ing thereunder.  Patent  claims  by  na- 
tionals of  the  United  Kingdom  asserted 
against  any  of  the  Departments  shall  be 
referred  to  the  Interdepartmental  Patent 
Interchange  Committee  in  accordance 
with  procedures  prescribed  by  each  re- 
spective Department. 

5  408.111  Processing  of  infringement 
claiyns.  The  Departments  shall  process 
claims  for  alleged  unauthorized  use  of 
inventions  in  accordance  with  Instruc- 
tions of  each  respective  Department. 

SUBPART    B — COPYRIGHTS 

§  408.200  Scope  of  subpart.  This  sub- 
part sets  forth  (a)  the  policy  of  the  De- 
partments as  to  use  and  publication  of 
copyrighted  materials  and  (b)  approved 
contract  clauses  In  connection  with  the 
procurement  of  material  subject  to  copy- 
right. 

5  408.201  Government  u-se  and  publi- 
cation of  copyrighted  material.  The  De- 
partments recognize  that  the  owner  of 
copyrighted  material  has  a  property  right 
in  such  material  and  it  Is  the  policy  of 
the  Departments  that  copyrighted  matter 
will  not  knowingly  be  incorporated  In 
publications  prepared  by  or  for  the  De- 
partments, except  with  the  written  con- 
sent of  the  copyright  owner.  The  at- 
tention of  copyright  owners  should  be  in- 
vited in  appropriate  instances  to  the  act 
of  July  30.  1947  (17  U.  S.  C.  8),  providing 
that  "the  publication  or  republication  by 
the  Government,  either  separately  or  in 
a  public  document,  of  any  material  in 
which  copyright  is  subsisting  shall  not  be 
taken  to  cause  any  abridgement  or  an- 
nulment of  the  copyright  or  to  authorize 
any  u.se  or  appropriation  of  such  copy- 
Tiv.ht  material  without  the  consent  of  the 
copyright  proprietor." 

5  4C8  202  License  under  copyrightable 
material.    In  any  contract  under  which 
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material  subject  to  copyright  is  fur- 
nished, the  Government  should  receive 
at  least  a  royalty-free,  nonexclusive  and 
Irrevocable  license  with  respect  to  such 
material  first  produced  or  composed  un- 
der the  contract.  Except  under  the  cir- 
cumstances described  in  §§408.203  and 
408.204.  it  shall  be  the  policy  of  the  De- 
partments to  acquire  only  such  license 
right  in  any  copyrightable  material,  leav- 
ing the  Contractor  free  to  take  out  a 
copyright  in  his  own  name  if  he  so  de- 
sires. In  the  event  the  contractor  should 
incorporate  copyrighted  or  copyrightable 
material  already  owned  by  it  or  others  in 
the  material  furnished  to  the  Govern- 
ment, the  license  should  contain  a  provi- 
sion whereby  the  Government  is  also 
granted  a  royalty-free  license  with  re- 
spect to  such  material  if  the  contractor 
may  grant  such  a  license  without  becom- 
ing liable  to  pay  compensation  because  of 
such  grant.  The  foregoing  generally  ap- 
plies whether  the  material  subject  to  cop- 
yright is  the  main  item  of  a  contract  or  is 
merely  Incidental.  For  the  purposes  of 
this  section,  the  following  contract  clause 
is  approved  for  use: 

COFTRIGHT 

(a)  The  Contractor  agrees  to  and  does 
hereby  grant  to  the  Government,  and  to  Its 
officers,  agents  and  employees  acting  within 
the  scope  of  their  official  duties,  (1)  a  royalty- 
free,  nonexclusive  and  Irrevocable  license  to 
reproduce,  translate,  publish,  use,  and  dispose 
of,  and  to  authorize  others  so  to  do,  all  copy- 
rightable material  first  produced  or  com- 
posed and  delivered  to  the  Government  under 
this  contract  by  the  Contractor,  Its  employees 
or  any  Individual  or  concern  specifically  em- 
ployed or  assigned  to  originate  and  prepare 
such  material:  and  (II)  a  license  as  aforesaid 
under  any  and  all  copyrighted  or  copyright- 
able work  not  first  produced  or  composed  by 
the  Contractor  In  the  performance  of  this 
contract  but  which  is  incorporated  In  the  ma- 
terial furnished  under  the  contract:  Provided. 
That  such  license  shall  be  only  to  the  extent 
the  Contractor  now  has,  or  prior  to  comple- 
tion or  final  settlement  of  the  contract  may 
acquire,  the  right  to  grant  such  license  with- 
out becoming  liable  to  pay  compensation  to 
others  solely  because  of  such  grant. 

(b)  The  Contractor  agrees  that  It  will  exert 
all  reasonable  effort  to  advise  the  Contract- 
ing Officer,  at  the  time  of  delivering  any 
copjrrlghtable  or  copyrighted  work  furnished 
under  this  contract,  of  any  adversely  held 
copyrighted  or  copyrightable  material  In- 
corporated In  any  such  work  and  of  any 
Invasion  of  the  right  of  privacy  therein 
contained. 

(c)  The  Contractor  agrees  to  report  to 
the  Contracting  Officer,  promptly  and  In 
reasonable  written  detail,  any  notice  or 
claim  of  copyright  infringement  received  by 
the  Contractor  with  respect  to  any  material 
delivered  under  this  contract. 

§  408.203  Material  in  which  no  ad- 
verse copyright  should  be  established. 
In  some  Instances  it  may  be  desirable 
that  copyrightable  material  produced 
under  contract  for  the  Government  shall 
either  be  placed  in  the  public  domain  or 
a  copyright  established  in  the  name  of 
the  author  and  assigned  to  the  Govern- 
ment. In  such  in.stances,  an  appropri- 
ate clause  should  be  included  in  the  con- 
tract, in  accordance  with  Department 
procedures.  Representative  instances 
are  the  following: 

(a)  Histories  of  the  respective  De- 
partments or  services  or  units  thereof; 


(b)  Publications  pertaining  to  recruit- 
ing, morale,  training  or  career  guidance 
prepared  for  use  by  the  Armed  Services 
for  general  distribution; 

(c)  Copyrightable  material  furnished 
in  the  performance  of  a  contract  for  per- 
sonal  services. 

§  408.204  Contracts  for  motion  pic- 
tures. The  clause  set  forth  below  is  ap- 
proved for  use  in  all  contracts  for  motion 
pictures  or  the  production  of  motion 
pictures,  and  in  all  contracts  for  the 
preparation  of  motion  picture  scripts, 
translations,  adaptations  and  the  like: 

COPTRICHTS 

(a^  The  Contractor  agrees  that  all  ma- 
terial forming  the  subject  matter  of  this  con- 
tract aiKi  first  produced  In  the  performance 
of  this  contract  shall  be  the  sole  property 
of  the  Government,  and  may  not  be  pub- 
lished or  reproduced.  In  whole  or  In  part, 
or  In  any  manner  or  form,  other  than  by 
the  Government  or  with  Its  express  consent. 
The  Contractor  further  agrees  that  no  ri^ht 
at  common  law  or  In  equity  shall  be  asserted 
and  no  claim  to  copyright  by  statute  shall 
be  established  by  the  Contractor  In  any  ma- 
terial first  produced  In  the  performance  of 
this  contract. 

(b)  The  Contractor  agrees  to  grant  and 
does  hereby  grant  to  the  Government  a 
royalty-free,  nonexclusive  and  irrevocable 
license  (1)  to  publish,  translate,  reproduce, 
use,  and  dispose  of,  in  any  manner,  any 
apd  all  copyrighted  or  copyrightable  material 
not  first  produced  or  composed  in  the  per- 
formance of  this  contract  but  which  Is  In- 
corporated In  the  material  furnished  under 
the  contract;  and  (U)  to  authorize  others 
so  to  do. 

(c)  The  Contractor  agrees  to  Indemnify  and 
save  and  hold  harmless  the  Government,  Us 
officers,  agents  and  employees  acting  within 
the  scope  of  their  official  duties  against  any 
liability.  Including  costs  and  expenses,  for 
H)  violation  of  proprietary  rights,  copy- 
right or  right  of  privacy,  arising  out  of  the 
reproduction,  use  or  disposition  of  any  copy- 
righted or  copyrightable  material  furnished 
under  this  contract,  or  (11)  based  upon  any 
libelous  or  other  unlawful  matter  con- 
tained In  said  material. 

IF.    R.   Doc.   4&-3090:    Filed,    Apr.    20.    1949; 
8:49  a.  m.] 


Chapter  V — Department  of  the  Army 

Subchapter   F — Personnel 

Part  583 — Former  Personnel 

representative  activities  of  former 
departmental  personnel 

Correction 

Federal  Register  Document  49-2950, 
appearing  on  page  1847  of  the  issue  for 
Saturday,  April  16,  1949,  Incorrectly  des- 
ignated as  Part  714,  should  have  been 
designated  Part  583.  Section  714.1 
therein  is  redesignated  S  583.1. 


Thursday,  April  21,  1949 

F.  R.  8751.  pertaining  to  applicability  of 
certain  portions  of  Army  Regulations  to 
the  Department  of  the  Air  Force  is 
hereby  amended  by  revoking  the  refer- 
ence of  Chapter  VII,  Part  805,  Depart- 
ment of  the  Air  Force  to  Chapter  V,  Part 
505,  Department  of  the  Army  and  sub- 
stitu:ing  therefor  Part  805  as  follows: 

8ec. 

805.1  Purpose. 

805.2  Definitions. 

805.3  Responsibility. 

805  4  Authority  to  classify. 

805  5  Precautions  necessary  for  safeguard- 
ing. 

805.8  Access  to  classified  matter. 

805.7  Dissemination. 

805.8  Invitations  for  bids  and  contracts. 

805.9  Restrictions  on  release  of  Informa- 

tion or  sale  of  materiel. 

805.10  Reproduction    and    photographs    of 

classified  matter. 

605.11  Loss  or  subjection  to  compromise. 

805.12  Classification    of    proprietary    proc- 

esses. 
805  13     Legislation  pertaining  to  Department 

of  the  Air  Force. 
805  14     Marking  of  classified  matter. 

805.15  Cryptosystems. 

805.16  Visitors. 

805. 17  Authority  for  admission  of  visitors. 

809.18  Control  of  visitors. 

805.19  Individual    responsibility    In    troop 

movements. 

805.20  Embarkation. 

805.21  Movements  by  air, 

805.22  Restricted  areas. 


Chapter  VII — Department  of  the 
Air   Force 

Subchapter  A — Aid  of  Civil  Authorities  and 
Public   Relaiiont 

Part  805 — Safeguarding  Military 
Information 

REVISION  OF  regulations 

The   material   contained   in   Chapter 
Vll,  Department  of  the  Air  Force.   13 


AuTHoarrT:  ij  805.1  to  805.22  Issued  under 
R.  S.  161;  5  U.  S.  C.  22. 

Derivation:   AFR  205-1.  March  14,  1949. 

§805.1  Purpose.  The  regulations  in 
this  part  prescribe  policies  and  proce- 
dures for  the  safeguarding  of  military 
information  which  requires  protection 
and  to  achieve  uniformity  In  the  grading 
and  assignment  of  classification. 

§  805.2  Definitions.  For  the  purpose 
of  the  regulations  in  this  part,  the  fol- 
lowing definitions  will  apply: 

(a)  Classified  matter.  Information 
or  material  in  any  form  or  of  any  nature 
which  In  the  public  Interest  must  be 
safeguarded  in  the  manner  and  to  the 
extent  required  by  Its  importance. 

(b»  Document.  Any  recorded  Infor- 
mation regardless  of  its  physical  form  or 
characteristics,  and  Includes  but  Is  not 
limited  to  the  following: 

(1 )  All  written  material  whether  hand- 
written, printed,  or  typed. 

<2)  All  painted,  drawn,  or  engraved 
material. 

(3)  All  sound  or  voice  recordings. 

(4>  All  printed  photographs  and  ex- 
po.sed  or  printed  film,  still  or  moving. 

<5)  All  reproductions  of  the  foregoing 
by  whatever  process. 

(c)  Foreign  nationals.  All  persons 
not  citizens  of  the  United  States,  and  all 
citizens  of  the  United  States  who  are 
acting  either  in  the  United  States  or  in 
a  foreign  country  as  representatives,  of- 
ficials, or  employees  of  a  foreign  govern- 
ment, firm,  corporation,  or  Individual. 

(d)  Material.  Any  document,  prod- 
uct, or  material  on  or  in  which  informa- 
tion may  be  recorded  or  embodied. 

(e)  Materiel.  Any  article,  substance, 
or  apparatus.  It  comprises  military 
arm.s.  armament,  and  equipment,  both 
complete  and  in  process  of  research,  de- 
velopment, experimentation,  and  con- 
struction, and  includes  elements,  com- 
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ponents.  accessories,  models,  fixtures, 
mock-ups.  Jigs,  and  dies  associated  there- 
with. 

(f)  Military  information.  All  infor- 
mation (Including  Intelligence)  under 
the  control  and  jurisdiction  of  the  De- 
partment of  the  Air  Force  or  of  primary 
Interest  to  it.  This  meaning  rests  pri- 
marily on  the  idea  of  control,  jurisdic- 
tion, origin,  or  degree  of  interest,  rather 
than  on  substance  of  the  Information. 

(g)  Munitions  of  war.  Any  and  all 
items  required  for  war,  inclusive  of  food 
as  well  as  all  other  supplies  and  equip- 
ment, but  exclusive  of  manpower. 

(h)  Security.  The  protected  condi- 
tion of  classified  matter  which  prevents 
unauthorized  persons  from  obtaining 
information  of  direct  or  Indirect  mili- 
tary value.  It  is  a  condition  which  re- 
sults from  the  establishment  and  main- 
tenance of  protective  measures  which 
insure  a  state  of  Inviolability  from  hos- 
tile acts  or  Influences. 

(I)  Theater  of  operations.  A  term 
used  to  designate  that  portion  of  a 
theater  of  war  necessary  for  military 
operations,  either  offensive  or  defensive, 
pursuant  to  an  assigned  mission,  and  for 
the  administration  Incident  to  such  mil- 
itary operations.  Theater  limits  are 
usually  designated  by  competent  au- 
thority. An  inactive  theater  of  opera- 
tions is  one  in  which  organized  enemy 
resistance  has  ceased.  Normally,  com- 
petent authority  will  announce  when  a 
theater  of  operations  becomes  Inactive. 

(j)  Top  secret  matter.  Information 
and  material  ^matter),  the  security  as- 
pect of  which  is  paramount,  and  the  un- 
authorized disclosure  of  which  would 
cause  exceptionally  grave  damage  to  the 
Nation. 

(k)  Secret  matter.  Information  and 
material  (matter),  the  unauthorized 
disclosure  of  which  would  endanger  Na- 
tional security,  cause  serious  injury  to 
the  Interest  or  prestige  of  the  Nation,  or 
would  be  of  great  advantage  to  a  foreign 
nation. 

(1)  Confidential  matter.  Information 
and  material  (matter),  the  unauthorized 
disclosure  of  which  w^ould  be  prejudicial 
to  the  Interests  or  prestige  of  the  Nation 
or  would  cause  unwarranted  Injury  to  an 
Individual,  or  be  of  advantage  to  a  for- 
eign nation. 

(m)  Restricted  matter.  Information 
and  material  (matter)  which  requires 
security  protection,  other  than  that  de- 
termined to  be  top  secret,  secret,  or  con- 
fidential. (The  term  "restricted"  as 
used  In  the  regulations  In  this  i>art  as  a 
military  security  classification  is  not  to 
be  confused  with  the  term  "restricted 
data"  as  defined  in  the  Atomic  Energy 
Act  of  1946  (60  Stat.  755;  42  U.  S.  C. 
1801-1819) ). 

5  805.3  Responsibility — (a)  Individ- 
ual. The  safeguarding  of  classified 
military  Information  is  the  responsibility 
of  all  military  personnel,  civilian  em- 
ployees of  the  Department  of  the  Air 
Force,  and  of  management  and  em- 
ployees of  all  commercial  firms  engaged 
in  classified  work  or  projects  for  the  De- 
partment of  the  Air  Force. 

(b)  Air  Force  representatives.  Air 
Force  representatives  are  the  local  rep- 
resentatives of  the  Department  of  the 
Air  Force,  and  will  take  the  necessary 
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measures  to  Insure  the  safeguarding  of 
classified  matter  In  the  hands  of  con- 
tractors and  subcontractors  or  in  the 
process  of  manufacture  in  their  plants. 
Air  Force  representatives  will  advise  con- 
tractors and  subcontractors  as  to  their 
responsibilities  and  the  practical  meas- 
ures to  be  taken  to  safeguard  classified 
matter. 

(c)  Government  contractors.  A  pri- 
vate Individual,  firm,  or  corporation 
which  enters  into  a  contract  to  engage 
in  work  for  the  Department  of  the  Air 
Force  becomes  responsible  in  matters 
within  his  or  Its  control  for  the  safe- 
guarding of  all  classified  matter  received 
or  developed  In  connection  therewith. 
Contractors  are  also  responsible  that  all 
classified  projects  allotted  to  subcontrac- 
tors or  agents  are  fully  protected  by  a 
security  agreement.  A  clause  to  this  ef- 
fect will  be  Included  in  all  contracts,  but 
Its  omission  will  not  release  the  contrac- 
tor or  subcontractor  from  responsibility 
under  the  Espionage  Laws  and  other  per- 
tinent laws. 

§805.4  Authority  to  classify — (a)  Top 
secret  and  secret.  Matter  may  be  classi- 
fied as  top  secret  or  secret  only  by  or  by 
authority  of  the  Secretary,  Under  Secre- 
tary, or  an  assistant  Secretary  of  the  Air 
Force;  the  Chief  of  Staff;  commanding 
generals  of  major  air  commands  and 
major  subdivisions  thereof:  commanding 
generals  or  commanding  ofiBcers  of  num- 
bered air  forces,  independent  commands, 
services.  Air  Force  bases,  air  divisions, 
wings,  groups,  or  depots;  chiefs  of  air 
missions;  air  Attaches;  air  Observers;  or 
general  oflBcers. 

(b)  Confidential  and  restricted.  Mat- 
ter may  be  classified  as  confidential  or  re- 
stricted by  or  by  authority  of  those  named 
in  paragraph  (a)  of  this  section,  or  by  a 
commissioned  officer. 

(c)  Designation  of  persons  to  classify. 
The  designation  of  persons  within  a 
headquarters,  unit,  or  other  activity  to 
classify  or  downgrade  matter  within  such 
agencies  will  be  made  in  writing  by  au- 
thorities listed  in  paragraph  (a)  of  this 
section. 

(d)  Changes  in  classification.  The 
authority  making  the  original  classifica- 
tion, the  authority  that  has  succeeded  or 
assumed  the  functions  of  the  original  au- 
thority which  no  longer  exists,  or  higher 
authority  within  the  same  chain  of  com- 
mand, may  cancel  or  change  the  classi- 
fication of  a  document  or  article  of 
materiel. 

§  805.5  Precautions  necessary  for 
safeguarding — (a)  Di.'icussions.  (1)  The 
discussion  of  classified  military  informa- 
tion, either  public  or  private,  with  or  In 
{he  presence  or  hearing  of  any  person  not 
authorized  to  have  knowledge  thereof,  is 
strictly  forbidden.  Care  must  be  exer- 
cised at  all  times  not  only  to  refrain  from 
discussing  classified  military  informa- 
tion with  or  In  the  presence  or  hearing 
of  unauthorized  persons,  but  also  to  pre- 
vent inspection  of  or  access  to  such  in- 
formation by  unauthorized  persons. 

(2)  When  classified  military  informa- 
tion is  discussed  with  persons  who  are 
not  subject  to  military  law  or  employed 
within  the  National  Military  Establish- 
ment, they  will  be  Informed  that  it  affects 
the  National  defense  of  the  United  States 
within  the  meaning  of  the  Espionage 
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Laws  and  that  Its  revelation  to  an  unau- 
thorized person  is  prohibited  by  law. 

<b)   Telephone  conversations.     Infor- 
mation classined  higher  than  restricted 
will  not  be  discussed  over  the  telephone. 
Restricted  matter  may  be  discus.sed  over 
the  telephone  with  authorized  persons 
when  necessary  in  the  conduct  of  offi- 
cial   business.    In    addition,    restricted 
messapes  discussed  over  the  telephone 
must  be  paraphrased  unless  the  nota- 
tion "Paraphrase  not  required"  appears 
on   the   message.    It   Is   permissible   to 
make  reference  over  the  telephone  to  ma- 
terial in  the  higher  categories,  provided 
such  references  do  not.  in  the  course  of 
the  conversation,  reveal  the  substance  of 
those  portions  of  the  material  under  dis- 
cussion which  are  so  classified.    Refer- 
ence to  file  numbers,  dates,  and  subject 
(provided  the  subject  Itself  is  not  classi- 
f  ed  higher  than  restricted  >  may  be  made 
over  the  telephone,  but  great  care  will  be 
exercised  not  to  reveal  substantive  mat- 
ter classified  higher  than  restricted. 

(c)  Personal  correspondence.  Classi- 
fied military  information  will  not  be  in- 
cluded in  personal  correspondence  or 
messages.  . 

(d)  Commercial  publications.  The  m- 
clusion  of  classified  military  information 
In  any  article,  thesis,  boolc,  or  other  prod- 
uct written  for  publication,  distribution, 
or  use  beyond  the  control  of  the  Depart- 
ment of  the  Air  Force  by  military  or 
civilian  personnel  of  the  Department  of 
the  Air  Force,  is  prohibited.  The  con- 
tribution in  any  manner  of  classified 
military  information  by  Department  of 
the  Air  Force  military  or  civilian  per- 
sonnel to  other  persons  for  use  In  publi- 
cations described  above  constitutes  un- 
authorized disclosure  of  classified  mili- 
tary information  and  is  expressly  pro- 
hibited. These  prohibitions  apply 
equally  to  management  and  employees 
of  commercial  firms  engaged  in  cla.ssified 
work  for  the  Department  of  the  Air  Force. 

(e)  Legal  instruments.  The  disclosure 
of  a  place  of  execution  or  acknowledge- 
ment on  a  legal  Instrument  by  one  in  or 
with  the  armed  forces  overseas  is  author- 
ized: Provided,  That  In  wartime  the  mili- 
tary necessity  for  secrecy  of  strength  and 
location  of  troops  does  not  require  sup- 
pression of  such  information,  the  execu- 
tion of  the  instrument  cannot  be  deferred 
without  undue  hardship,  and  the  Infor- 
mation disclosed  will  be  of  no  substantial 
value  to  the  enemy  when  and  if  it  may 
reach  him. 

<f)  Rescission.  Classified  documents 
which  have  been  rescinded  or  superseded 
will  be  afforded  the  protection  required 
for  their  category  until  destroyed. 

8  805.6  Access  to  classified  matter.  No 
person  is  entitled  solely  by  virtue  of  his 
grade  or  position  to  knowledge  or  pos- 
session of  classified  matter.  Such  mat- 
ter will  be  entru-sted  only  to  those  in- 
dividuals whose  official  military  or  other 
Governmental  duties  require  such  knowl- 
edge or  possession.  This  principle  ap- 
plies equally  to  command  control  over 
the  dissemination  or  distribution  of  clas- 
sified matter  as  well  as  to  individual 
discussions. 

i  805.7  Dissemination — fa>  To  ci- 
vilian requesters.  Clas.sified  military  In- 
formation  of   primary   interest   to   the 
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Department  of  the  Air  Force  may  be  re- 
leased as  hereinafter  set  forth  to  private 
Individuals,  firms,  corporations,  organi- 
zations, and  Federal  or  State  agencies, 
provided  possession  of  the  information 
by  such  persons  or  agencies  is  necessary 
for  Its  or  his  performance  of  an  official 
military  or  other  Governmental  func- 
tion. A  receipt  will  be  obtained  when 
documents  are  released  to  persons  or 
agencies  referred  to  herein. 

(b)  Action  on  requests.  All  requests 
for  classified  military  information  from 
persons  or  agencies  referred  to  in  para- 
graph (a)  of  this  section,  and  all  pro- 
posals originating  within  the  Depart- 
ment of  the  Air  Force  to  release 
classified  information  to  such  persons  or 
agencies  will  be  forwarded  for  necessary 
action  to  the  Chief  of  Staff.  United  States 
Air  Force,  except  as  otherwise  herein- 
after set  forth: 

(1)  Congressional  requests.  All  re- 
quests by  the  Congress,  its  committees 
or  members  for  classified  military  infor- 
mation will  be  referred  to  the  Secretary 
of  the  Air  Force. 

(2)  Testimony  before  committees  of 
the  Government.     Whenever  a  person 
under  the  jurisdiction  of  the  Department 
of  the  Air  Force  appears  before  a  com- 
mittee of  the  Congress  or  executive  com- 
mission,  board,   committee,   or  similar 
group  in  either  executive  or  public  ses- 
sion, and  is  called  upon  to  give  testimony 
which  Includes  Information  classified  top 
secret,  secret,  or  confidential,  he  will  not 
divulge  the  information  unless  he  has 
been  authorized  by  the  Secretary  of  the 
Air  Force  to  do  so.    The  Secretary  of  the 
Air  Force  may,  from  time  to  time,  au- 
thorize certain  officers  or  other  persons 
to  disclose  such  Information  without  his 
specific    prior    approval.      Any    person, 
when  called  upon  to  testify,  will  imme- 
diately endeavor  to  obtain  necessary  au- 
thority from  the  Secretary  of  the  Air 
Force  to  divulge  Information  which  he 
anticipates  will  be  desired.    If  he  does 
not  have  the  authority  to  give  such  in- 
formation, he  will  respectfully  state  to 
the  committee  that  he  is  not  authorized 
to  disclose  the  information  desired  and 
that  he  will  endeavor  to  obtain  the  nec- 
essary authority.    When  a  person  is  re- 
quested to  give  testimony  Including  in- 
formation classified  top  secret,  secret,  or 
confidential  which  he  has  been  author- 
ized by  the  Secretary  of  the  Air  Force  to 
give,   or   information   classified   as   re- 
stricted, he  will  respectfully  request  that 
the  testimony  be  given  in  executive  ses- 
sion only  and  not  appear  in  the  record 
of  hearings,  the  Congressional  Record, 
or    other    document    open    to    public 
inspection. 

<3)  Activities  involving  industrial  mo- 
bilization. Applications  for  Information 
or  records  originated  at  the  request  of 
the  Department  of  the  Air  Force  for  Its 
use  in  connection  with  the  mobilization 
of  materiel  and  industrial  organizations 
essential  to  wartime  needs  will  be  re- 
ferred to  the  Under  Secretary  of  the  Air 
Force  for  necessary  action.  The  service 
of  any  process  or  subpoena  for  the  pro- 
duction of  any  such  record  will  be  re- 
ported immediately  by  the  person  on 
whom  It  Is  served  to  the  United  States 
Attorney  for  the  district  In  which  the 
service  Is  made,  and,  at  the  same  time. 


directly  to  the  Under  Secretary  of  the 
Air  Force.  Pending  instructions  from 
the  Under  Secretary  of  the  Air  Force, 
the  requested  information  will  not  be 
furnished. 

(4)  Contractors.  Commanding  gen- 
erals, major  air  commands,  are  respon- 
sible for  the  release  of  classified  military 
information  to  Air  Force  contractors  un- 
der their  supervision  or  control  who  re- 
quire it  in  the  performance  of  specific 
contracts,  in  accordance  with  the  appli- 
cable provisions  of  9  805.8. 

(c)  Foreign  nationals.  Exchanges  of 
classified  or  unclassified  military  infor- 
mation with  foreign  nationals  or  govern- 
ments will  be  made  only  through  or  with 
the  express  permission  of  the  Chief  of 
Staff.  United  States  Air  Force.  Except 
as  otherwise  authorized  in  specific  in- 
structions furnished  to  interested  com- 
mands or  offices,  requests  received  from 
foreign  nationals  or  governments  for 
military  information,  and  all  proposals 
originating  within  the  Department  of 
the  Air  Force  to  disclase  military  in- 
formation to  them,  will  be  forwarded  for 
necessary  action  through  military  chan- 
nels to  the  Chief  of  Staff.  United  States 
Air  Force. 

§  805.8    Invitations  for  bids  and  con- 
tracts.    »a)    In  order  to  prevent  the  re- 
lease of  any  classified  information  to  a 
prospective  bidder,  subbidder,  contrac- 
tor, or  subcontractor,  prior  to  adequate 
check  of  facilities  or  Interest  to  contract- 
ing agencies  of  the  Department  of  the 
Air  Force,  clearance  will  be  obtained  in 
accordance  with  separate  regulation  on 
this  subject.    After  clearance  has  been 
granted,  and  prior  to  furnishing  a  pros- 
pective bidder,  subbidder.  contractor,  or 
subcontractor  with  drawings,  specifica- 
tions,   or    other   clas.sjfied    Information 
concerning  any  project  or  projects  of  a 
classified    nature,    a    general    security 
agreement  will  be  signed  by  the  individ- 
ual or  by  a  responsible  officer  on  behalf 
of  the  firm  or  corporation  concerned. 
The  execution  of  the  general  security 
agreement  with  any  Individual,  firm,  or 
corporation  will  be  In  force  so  long  as  the 
Individual,  firm,  or  corporation  retains 
possession  of  classified  matter,  and  will 
constitute  authority  for  delivery  to  such 
Individual,   firm,   or    corporation    from 
time  to  time  of  other  or  additional  cla.ssi- 
fied  information  required  for  the  sub- 
mission of  bids  or  performance  of  con- 
tracts, without  the  necessity  of  executing 
a  specific  security  agreement  In  each 
case.    A  receipt  will  be  obtained  when 
classified  matter  Is  submitted  to  those 
who     have     entered     Into     such     an 
agreement. 

(b)  Upon  termination  of  contracts, 
commanding  generals  of  major  air  com- 
mands may  authorize  Department  of  the 
Air  Force  contractors  under  their  super- 
vision to  retain  confidential  and  re- 
stricted matter  when  the  retention 
thereof  Is  determined  to  be  In  the  in- 
terest of  the  Air  Force,  provided  surh 
retention  Is  not  prejudicial  to  National 
security  and  the  material  will  be  appro- 
priately safeguarded. 

8  805.9  Restrictions  on  release  of  in- 
formation or  sale  of  materiel— (a.)  Gen- 
eral. Domestic  sale,  divulging  informa- 
tion In  connection  with  negotiations  for 
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foreign  sale,  and  foreign  manufacture  of 
Items  of  Air  Force,  Army,  and  Navy  ma- 
teriel and  equipment  are  not  permitted 
unless  the  Departments  of  the  Air  Force. 
Army,  and  Navy  are  agreed  that  military 
secrecy  is  not  comproml.sed  thereby. 

(b)  International  traffic  in  arms.  (1) 
The  State  Department  administers  In- 
ternational traffic  In  arms  and  military 
materiel  coming  within  the  scope  of  the 
Regulations  Governing  the  International 
Traffic  In  Arms,  Ammunitions,  and  Im- 
plements of  War  and  Other  Munitions  of 
War. 

(2>  The  State  Department  will  not  re- 
lea.se  for  foreign  sale  any  Item  coming 
within  the  scope  of  the  above-mentioned 
regulations  until  the  Departments  of  the 
Air  Force,  Army,  and  Navy  have  stated 
that  there  is  no  objection  to  the  release 
on  grounds  of  secrecy  affecting  the 
National  defense. 

9  805.10  Reproduction  and  photo- 
graphs of  classified  matter — (a)  Repro- 
duction. Classified  matter  will  be  repro- 
duced only  when  necessary  to  satisfy 
military  or  other  official  Governmental 
requirements. 

(b)  Photographs.  Photographs  or 
similar  reproduction  of  classified  features 
of  military  equipment,  documentary  ma- 
terial, or  any  other  classified  object  or 
item  is  prohibited,  except  as  may  be  made 
by  persons  specifically  directed  or  au- 
thorized by  proper  authority  for  military 
or  other  official  Governmental  purposes. 
The  resulting  product  will  be  appro- 
priately classified. 

§  805.11  Loss  or  subjection  to  com- 
promise. Any  person,  civilian  or  mili- 
tary, who  may  have  knowledge  of  the 
lo.ss  or  subjection  to  compromise  of  clas- 
sified matter,  or  release  or  disclosure  of 
classified  information  to  any  unauthor- 
ized person,  will  promptly  report  such 
fact  to  his  immediate  superior  or  com- 
manding officer. 

9  805.12  Classification  of  proprietary 
processes.  Information  obtained  from 
civilian  manufacturers  or  individuals 
concerning  proprietary  processes  will  be 
classified  as  confidential  unless  other- 
wise authorized  by  the  firm  or  individual 
concerned. 

9  805.13  Legislation  pertaining  to 
Department  of  the  Air  Force.  Recom- 
mendations for  legislation  pertaining  to 
the  I>epartment  of  the  Air  Force  and  the 
nature  and  content  of  reports  of  the  Ete- 
partment  of  the  Air  Force  on  bills  sub- 
mitted to  it  by  committees  of  the  Con- 
gress will  be  classified  until  released  by 
the  Secretary  of  the  Air  Force.  Prior  to 
such  release,  no  information  as  to  any 
legislative  recommendations  or  reports 
will  be  revealed  to  any  individual  or 
agency  outside  the  National  Military  Es- 
tablishment except  as  authorized  by  the 
Secretary  of  the  Air  Force  or  as  may  be 
required  by  law. 

9  805  14  Marking  of  classified  matter. 
Documents  containing  classified  military 
Information  furnished  persons  other 
than  those  of  or  in  the  employ  of  agencies 
of  the  National  Military  Establishment, 
will.  In  addition  to  being  marked  top 
secret,  secret,  confidential,  or  restricted, 
bear  the  following  notation: 
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"This  document  contains  Information 
affecting  the  National  defense  of  the 
United  States  within  the  meaning  of  the 
Espionage  Act,  50  U.  8.  C.  31  and  32.  as 
amended.  Its  transmission  or  the  rev- 
elation of  Its  contents  In  any  manner  to 
an  unauthorized  person  Is  prohibited  by 
law." 

When  classified  Items  of  materiel  or 
material  which  does  not  lend  Itself  to 
marking  are  furnished  to  such  persons, 
they  will  be  specifically  notified  in  writ- 
ing of  the  above  notation. 

9  805.15  Cry ptosy stems.  Messages 
may  be  encrypted  in  authorized  crypto- 
systems  for  other  departments  of  the 
Government  or  for  commercial  firms  en- 
gaged In  producing  war  materials  under 
Government  contract,  provided  the  text 
as  supplied  by  the  commercial  firm  or 
other  Government  Department,  except 
the  Departments  of  the  Army  and  Navy. 
Is  paraphrased  without  being  referred  to 
the  originator,  prior  to  encryption  and 
also  after  decryption,  prior  to  delivery  to 
an  addressee  outside  the  National  Mili- 
tary Establishment,  except  as  provided 
In  instructions  pertaining  to  the  specific 
cryptosystem  used.  Dissemination  of 
copies  of  encrypted  messages  to  agencies 
or  individuals  outside  the  National  Mili- 
tary Establishment  will  be  governed  by 
the  applicable  provisions  of  this  part  per- 
taining to  the  release  of  classified  matter. 

§  805.16  Visitors,  (a)  For  the  pur- 
pose of  the  regulations  In  this  part,  a  vis- 
itor Is  any  person  admitted  to  Air  Force 
Installations  or  commercial  facilities  un- 
der Air  Force  supervision  or  control,  ex- 
cept those  persons  on  duty  at  or  employed 
thereat,  or  who  are  directly  and  officially 
concerned  with  the  activities  at  such 
places. 

(b>  Authorization  to  visit  does  not 
constitute  authority  for  release  of  docu- 
ments to  visitors. 

8  805.17  Authority  for  admission  of 
visitors — (a)  Foreign  nationals.  (1> 
Subject  to  the  approval  of  the  facility 
concerned,  foreign  nationals  may  be  au- 
thorized by  local  authority  to  visit  com- 
mercial facilities,  provided  no  classified 
Information,  work,  or  project  is  shown  or 
discussed. 

(2 )  Foreign  nationals  may  be  admitted 
to  Air  Force  Installations  for  social  pur- 
po.ses.  for  activities  open  to  the  general 
public,  for  authorized  medical  treatment, 
and  in  connection  with  emergehcy  land- 
ing, by  authority  of  the  commanding  offi- 
cer, provided  no  classified  matter  Is 
shown  or  discussed. 

(3)  Except  as  provided  in  paragraph 
(b)  of  this  .section,  foreign  nationals  may 
be  admitted  to  Air  Force  installations  or 
commercial  facilities  where  classified 
work,  projects,  or  features  will  be  shown 
or  di.scu.s.sed,  only  on  written  authority 
of  the  Chief  of  Staff,  United  States  Air 
Force.  Requests  for  such  visits  should 
be  addressed  to  the  Chief  of  Staff.  Head- 
quarters. United  States  Air  Force.  Wash- 
ington 25.  D.  C.  and  will  Include  the 
following  information: 

(i)  Name  in  full. 
(ID  Official  title  or  position, 
(ill)  Nationality. 

(iv)  Name  of  in.stallation.  facility,  or 
activity  to  which  admission  Is  desired. 
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(v)  Date  of  visit  or  dates  between 
which  visits  are  desired. 

(vl)  Purpose  of  visit  In  detail, 
(vll)   Sponsor. 

(b)  Visits  by  alien  employees  of  Air 
Force  contractors.  Aliens  employed  by 
Department  of  the  Air  Force  contractors 
may  visit  Air  Force  Installations  and 
commercial  facilities  where  classified 
work,  projects,  or  features  will  be  shown 
or  discussed  on  authority  of  command- 
ing generals,  major  air  commands,  with- 
out reference  to  higher  authority,  under 
the  following  conditions: 

(1)  The  authority  of  commandingf 
generals,  major  air  commands,  to  approve 
such  visits  will  be  limited  to  employees  of 
contractors  under  their  respective  Juris- 
diction who  have  been  granted  Secretary 
consent  for  employment  on  classified 
work,  for  visits  to  installations  or  facil- 
ities under  their  Jurisdiction,  provided 
the  visits  are  nece.ssary  In  the  further- 
ance of  Department  of  the  Air  Force 
projects  or  contracts. 

(2)  Authorization  for  such  visits  will 
be  in  writing  and  will  specify  the  pur- 
post  of  the  visit,  limitations  on  clear- 
ance or  degree  and  type  of  Information 
which  will  be  shown  or  discussed,  time 
and  place  of  visits.  The.se  visitors  will 
not  be  permitted  access  to  Information 
classified  higher  than  that  indicated  In 
the  letter  granting  consent  for  employ- 
ment on  classified  work. 

(3)  Approval  of  the  Departments  of 
the  Army  and /or  Navy  will  be  obtained 
In  all  cases  of  joint  projects  or  contracts 
being  performed  at  the  place  to  be  visited, 
or  recommendations  of  said  Depart- 
ments where  the  facility  to  be  visited  Is 
engaged  In  the  performance  of  Army 
and/or  Navy  contracts  In  addition  to  Air 
Force  contracts. 

(4)  Approval  of  the  facility  to  be  vis- 
ited will  be  obtained. 

(c)  United  States  citizens.  United 
States  citizens,  except  those  employed  by 
or  representing  a  foreign  government, 
individual,  firm,  or  corporation,  may  be 
permitted  to  visit  Department  of  the  Air 
Force  installations  and  commercial  facil- 
ities engaged  on  classified  work  or  proj- 
ects, under  the  following  conditions: 

(1)  Casual  visitors,  accredited  report- 
ers, photographers,  and  other  repre- 
sentatives of  publicity  agencies  may  be 
admitted  on  the  authority  of  command- 
ing officer.  Air  Force  representative,  or 
contractor  concerned,  provided  classified 
matter  is  not  shown  or  discussed  with 
them. 

(2)  Representatives  of  other  United 
States  Government  agencies,  manufac- 
turers and  their  representatives,  engi- 
neers, inventors  and  other  persons  coop- 
erating in  Department  of  the  Air  Force 
work  and  having  a  legitimate  Govern- 
ment Interest  therein,  may  be  shown 
such  classified  works  or  projects  as  are 
considered  necessary  and  desirable  on 
authority  of  the  commanding  general, 
major  air  command  concerned,  provided 
they  have  been  cleared  for  access  to  such 
classified  matter.  Authority  for  admis- 
sion will  be  in  writing  and  subject  to  the 
approval  of  the  contractor  concerned  In 
the  event  it  Involves  visits  to  commercial 
facilities. 

§  805.18  Control  of  visitors— (sl)  Re- 
sponsibility.   The  commanding  officer  of 
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an  Air  Force  Installation  or  the  Air  Force 
representative  at  a  commercial  facility 
is  the  local  representative  of  the  Depart- 
ment of  the  Air  Force  in  matters  regard- 
ing the  admission  of  visitors.  If,  in  his 
opinion,  the  situation  at  the  time  makes 
the  admission  of  a  visitor  inadvisable,  he 
Is  empowered  to  postpone  the  visit  and 
promptly  reque-^t  Instructions  from  the 
oflQce  which  authorized  the  visit. 

(b)  Eestriction.s  on  viovemejits  of  vis- 
itors. The  commanding  officer  of  an  Air 
Force  Installation,  the  Air  Force  repre- 
sentative at  a  commercial  facility,  and 
Department  of  the  Air  Force  contractors 
must  place  such  nece-ssary  restrictions 
on  the  movement  of  visitors  entering 
their  installations  or  facilities  as  will  in- 
sure adequate  rccurity  of  top  secret, 
secret,  confidential,  and  restricted  mat- 
ter in  their  possession,  custody,  or  con- 
trol. In  view  of  the  wide  diflerences  in 
organization,  area,  arrangement,  and 
physical  make-up  of  individual  installa- 
tions and  facilities,  no  specific  rules  are 
practicable.  Therefore,  local  conditions 
and  the  classification  of  the  material  will 
determine  the  security  measures  to  be 
adopted.  The  following  general  proce- 
dures in  regard  to  visitors  are  prescribed: 

( 1 )  Vi.sltors  to  facilities  engaged  in 
classified  work  or  projects  for  the  De- 
partment of  the  Air  Force  will  be  accom- 
panied during  their  stay  by  the  Air  Force 
representative,  a  member  of  his  office,  or 
other  respon.sible  per.son.  who  is  specifi- 
cally informed  as  to  the  nece.ssary  limi- 
tations or  re.strictions,  the  scope  of  the 
visit,  and  the  information  which  may  be 
furnished. 

(2)  Visitors  to  Air  Force  Installations 
who  have  been  specifically  authorized  ac- 
ce.ss  to  classified  matter  will  be  accom- 
panied by  the  commanding  officer  or  his 
designated  representative,  who  will  be 
Informed  as  to  the  necessary  limitations 
or  restrictions  placed  upon  the  visitor. 

<3)  Unless  specifically  authorized  by 
the  authorities  mentioned  in  5  805.17. 
visitors  will  not  be  allowed  in  any  shop, 
laboratory,  drafting  room,  section,  or 
area  where  cla.ssifled  work  is  in  progress, 
nor  will  they  be  permitted  to  take  photo- 
graphs therein. 

5  805.19  Individual  responsibility  in 
troop  movements.  <a)  All  persons  con- 
nected with  the  military  service  who  re- 
ceive information  concerning  movements 
of  personnel  or  supplies  are  forbidden  to 
make  public  or  to  inform  unauthorized 
persons  of  any  classified  element  of  such 
Information. 

(b)  When  it  is  necessary  to  advise  rel- 
atives or  other  persons  of  approaching 
departure.  Individuals  connected  with 
the  military  service  will  not  disclose  any 
classified  information. 

<c>  Arrival  In  a  theater  of  operations 
does  not  diminish  the  necessity  for  safe- 
guarding classified  elements  of  informa- 
tion concerning  the  movement.  After 
such  arrival,  no  Information  will  be  given 
to  unauthorized  persons  concerning 
names,  destinations  or  organizations, 
names  of  ve.<:sels.  data  concerning  con- 
voys, routes  pursued,  measures  taken  to 
avoid  attack,  date  of  arrival,  debarkation 
or  departure,  number  of  troops,  or  kinds 
oX  cargoes  carried. 
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SS  805  20  Embarkation,  (a)  All  per- 
sons not  on  official  business  will  be  ex- 
cluded from  the  piers  at  all  times. 

<b>  Members  of  families,  relatives,  or 
friends  of  personnel  under  oversea  move- 
ment or  travel  orders  will  not  be  allowed 
in  the  vicinity  of  the  piers  on  the  day  of 
sailing. 

5  805  21  Movements  by  air.  Gen- 
erally, the  same  requirements  for  water 
movements  apply  to  movements  by  air 
of  units  or  .subdivisions  thereof  to  a 
theater  of  operations. 

?  805.22  Restricted  areas.  The  com- 
manding officer  of  a  military  installation, 
reservation,  post.  camp,  or  station  will 
cause  any  person  not  subject  to  military 
law  who  enters  a  restricted  area  or  build- 
ing to  be  detained,  warned  of  his  rights, 
and  interrogated  by  proper  authority. 
If  it  is  a  first  offense  and  there  is  no  evi- 
dence of  deliberate  Intent,  the  offender 
may  be  warned  against  repetition  and 
released  upon  the  surrender  of  any  un- 
lawful photograph,  sketch,  picture,  draw- 
ing, map.  or  graphic  representation  in 
his  posses.sion.  Otherwise,  the  offender 
will  be  delivered  without  unnecessary 
delay  to  the  nearest  United  States 
marshal. 

[seal]  L.  L.  Judge, 

Colonel,  U.  S.  Air  Force. 
Air  Adjutant  General. 

I  P.    R.    Doc.   49-3091;    Piled,    Apr.    20,    1949; 
8:49  a.  m.| 


TITLE   24 — HOUSING   AND 
HOUSING  CREDIT 

Chapter  VIII — OfRce  of  Housing 
Expediter 

(Controlled   Housing  Rent  Reg.'   Amdt.  86] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  As 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§1:825.1  to  825.12)  is  amended  in 
the  following  respect: 

A  new  Item  48  is  hereby  incorporated 
in  Schedule  B,  to  read  as  follows: 

48.  Provisions  relating  to  Orange  County, 
California,  a  portion  of  the  Loe  Angeles, 
California,  Defense-Rental  Area: 

Increase  in  maximum  rents  based  upon 
the  recommendation  of  the  local  advisory 
board.  Effective  April  20,  1949,  an  Increase 
of  7  percent  Is  hereby  authorized  In  the 
maximum  rent.s  of  those  housing  accommo- 
dations In  Orange  County,  California,  a  por- 
tion of  the  Los  Angeles,  California,  Defense- 
Rental  Area,  for  which  (a)  the  maximum 
rent  was  first  determined  under  section 
4  (a)  or  4  (b)  of  the  Rent  Regulation  for 
Housing  Issued  pursuant  to  the  Emergency 
Price  Control  Act  of  1042,  as  amended,  or 
(b)  the  maximum  rent  was  fixed  by  an 
order  entered  under  the  applicable  rent 
regulation  fixing  the  maximum  rent  on  the 
basis  of  the  rent  generally  prevailing  In  the 
defense-rental  area  for  comparable  housing 
accommodations  on  March  1,  1942,  or  on  the 


basis  of  such  generally  prevailing  rent  plus 
the  7  percent  increase  heretofore  granted  by 
Schedule  B,  Item  28;  Provided,  houcier. 
That  where  any  adjustment  was  heretolc  re 
ordered  on  €«■  after  August  22,  1947  undrr 
{825.5(a)  (12)  or  825  5  (a)  (16)  the  amount 
of  such  adjustment  shall  be  ixcluded  In 
determining  the  Increased  maximum  rent: 
And  provided  further,  That  whore  housing 
accommodations  are  or  were  covered  by  a 
statutory  lease  as  defined  In  J  823.4  (b).  the 
Increase  hereby  authorized  shall  not  apply 
until  after  the  termination  of  such  lease, 
and  after  such  termination  the  maximum 
rent  shall  be  determined  by  the  provisions 
of  5  825.4   (b)    (2). 

Any  maximum  rent  for  hou.slng  accom- 
modations In  said  Orange  County  which  Is 
substantially  lower  than  comparability  shall 
be  eligible  for  adjustment  on  the  basts  of 
comparability  on  the  filing  of  an  lndlvldu.il 
petition  for  adjustment  under  §825  5  (n) 
(11).  As  applied  to  housing  accommoda- 
tions In  said  Orange  Coimty.  ••comparability" 
means  the  rent  generally  prevalilnj;  In  the 
defense-rental  area  for  comparable  housing 
accommodations  on  March  1.  1942.  plus  (a) 
the  7  percent  Increase  heretofore  granted 
by  Schedule  B.  Item  28.  and  (b)  the  addi- 
tional 7  percent  Increase  granted  by  this 
Item  48  of  Schedule  B. 

All  provisions  of  5§  825.1  to  825  12  inso- 
far as  they  are  applicable  to  said  Orange 
County  are  hereby  amended  to  the  extent 
necessary  to  carry  these  provisions  into 
effect. 

(Sec.  204  (d\  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App. 
1894  (d).  Applies  sec.  204.  61  Stat.  197. 
as  amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894 » 

This  amendment  shall  become  effec- 
tive April  20.  1949. 

Issued  this  18th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49  3113:    Filed,   Apr.    20,    1949; 
8:54  a.  m.) 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg..'  Amdt.  81] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (55  825.81  to  825.92)  is 
amended  in  the  following  respect: 

A  new  Item  48  is  hereby  incorporated 
In  Schedule  B,  to  read  as  follows: 

48.  Provisions  relating  to  Orange  County, 
California,  a  portion  of  the  Los  Angeles,  Cali- 
fornia. Defense-Rental  Area: 

Increase  in  maximum  rents  based  upon 
the  recommendation  of  the  local  advisory 
board.  Effective  April  20,  1949,  an  lncrea.se 
of  7  percent  Is  hereby  authorized  In  the  max- 
imum rents  of  those   housing   accommoda- 
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tlons  In  Orange  County,  California,  a  portion 
of  the  Los  Angeles,  California,  Defense- 
Rental  Area,  for  which  (a)  the  maximum 
rent  was  first  determined  under  section  4 
(a)  of  the  Rent  Regulation  for  Transient 
Hotels.  Residential  Hotels,  Rooming  Houses 
and  Motor  Courts  issued  pursuant  to  the 
Emergency  Price  Control  Act  of  1942.  as 
amended,  or  (b)  the  maximum  rent  was  fixed 
by  an  order  entered  under  the  applicable 
rent  regulation  fixing  the  maximum  rent  on 
the  b€Uils  of  the  rent  generally  prevailing  in 
the  defense-rental  area  for  comparable  hous- 
ing accommodations  on  March  1.  1942,  or  on 
the  basla  of  such  generally  prevailing  rent 
plus  the  7  percent  Increase  heretofore 
granted  by  Schedule  B.  Item  29:  Provided, 
however.  That  where  any  adjustment  was 
heretofore  ordered  on  or  after  August  22 
1947  under  8  825.83  (a)  (9)  the  amount  of 
•uch  adjustment  shall  be  excluded  In  deter- 
mining the  Increased  maximum  rent:  And 
provided  further.  That  where  housing  ac- 
commodatlooB  are  or  were  covered  by  a  stat- 
utory lease,  as  defined  In  J  825  84  (b).  the 
Increase  hereby  authorized  shall  not  apply 
until  after  the  termination  of  such  lease, 
and  after  such  termination  the  maximum 
rent  shall  be  determined  by  the  provisions 
of  i  825.84  (b)    (2). 

Any  maximum  rent  for  housing  accommo- 
dations In  said  Orange  County  which  is  sub- 
stantially lower  than  comparability  shall  be 
eligible  for  adjustment  on  the  basis  of  com- 
parability on  the  filing  of  an  Individual  pe- 
tition for  adjustment  under  §  825  85  (a)  (8). 
As  applied  to  housing  accommodations  In 
■aid  Orange  County,  "comparability"  means 
the  rent  generally  prevailing  In  the  defense- 
rental  area  for  comparable  housing  ac- 
commodations on  March  1.  1942.  plus  (a) 
the  7  percent  Increase  heretofore  granted  by 
Schedule  B.  Item  29.  and  (b)  the  additional 
7  percent  Increase  granted  by  this  Item  48  of 
Schedule  B. 

All  provisions  of  §§  825  81  to  825.92  In- 
sofar as  they  are  applicable  to  said 
Orange  County  are  hereby  amended  to 
the  extent  necessary  to  carry  these  pro- 
visions Into  effect. 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204.  61  Stat.  197.  as 
amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive April  20.  1949. 

Issued  this  18th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

(P.  R.  Doc.  49-3114;  Filed.  Apr.  20,  1949; 
8:55  a.  m.] 


'  13  P.  R.  5706,  6788,  5877,  5937,  6246,  6283, 
6411,  6556.  6881,  6910.  7299,  7671,  7801.  7862, 
8217,  8327.  8386;  14  F.  R.  17.  93.  143.  271.  337, 
456.  627,  632,  695.  856,  918.  979.  1005,  1083. 
1345,  1394.  1519,  1570,  1571,  1587,  1666,  1667, 
1733,  1760. 


>  13  F.  R.  6750.  6789.  5875,  5937.  6938,  6247. 
6283.  6411.  6556,  68«2.  6911,  7299,  7672,  7801, 
7862,  8218,  8219.  8828.  8388;  14  F.  R.  18,  272. 
337,  457,  627,  682.  695,  857,  918,  978.  1083. 
1345,  1620.  1570.  1582.  1587,  1669.  l'-70.  1734. 
1759. 


TITLE  38— PENSIONS,  BONUSES, 

AND   VETERANS'    RELIEF 
Chaptftr  I — Veterans'  Administration 

Part  3— Veterans'  Claims 

Part  4 — Dependents  and  Beneficiaries 
Claims 

miscellaneous  amendments 

1.  In  Part  3,  5  3.48  is  amended  to  read 
as  follows: 

§  3.48  Secondary  evidence — fa)  Birth 
or  marriage.  The  classes  of  evidence  to 
be  requested  for  the  purpose  of  estab- 
lishing age  or  relationship  or  marriage 
are  indicated  in  §§  3.46  and  3,^0  in  the 
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order  of  preference.  Failure  to  furnish 
the  higher  class,  however,  does  not  pre- 
clude the  acceptance  of  a  lower  class  If 
the  evidence  furnished  Is  sufficient  to 
prove  the  point  involed. 

(b)  Birth,  marriage  or  death.  A  cer- 
tified copy  or  abstract  of  a  record  referred 
to  in  5§  3.46.  3.50  and  3.55  which  is  not 
certified  over  the  signature  and  official 
seal  of  the  person  having  custody  of  the 
record  will  nevertheless  be  accepted  If: 

( 1 »  The  person  having  custody  of  the 
record  has  no  official  seal  and  the  copy 
or  abstract  bears  his  signature  and  is 
either  sworn  to  by  him  or  Is  on  a  blank 
printed  especially  for  that,  purpose;  or 

<2>  The  copy  is  made  by  a  field  ex- 
aminer or  other  employer  of  the  Veter- 
ans' Administration  to  whom  VA  Form 
5-4505  has  been  Issued. 

(c>  Photostats.  Photostats  of  orig- 
inal documents  or  of  certified  copies  of 
records  of  birth,  marriage  or  death  will 
be  accepted  if  the  original  would  be  ac- 
ceptable. <Sec.  5,  43  Stat.  608.  .sees,  1.  2. 
46  Stat.  1016.  .sec.  7.  48  Stat.  9;  38  U.  S.  C. 
11,  11a.  426.  707) 

2.  In  Part  4.  5  4.0  Is  amended  to  read 
as  follows: 

9  4  0  Application  for  death  benefits — 
(a)  General.  A  specific  claim  on  the 
form  prescribed  by  the  Administrator  of 
Veterans'  Affairs  must  be  filed  by  the 
widow,  child  or  children  and/or  depend- 
ent mother  or  father  applying  for  pen- 
sion or  compensation  or  by  the  claimant 
for  accrued  benefits.  A  claim  for  com- 
pensation under  the  General  Law  based 
on  service  prior  to  April  21,  1898,  must  be 
executed  before  a  notary  public  or  other 
officer  authorized  to  administer  oaths  for 
general  purposes,  or  before  an  employee 
of  the  Veterans'  Administration  to  whom 
authority  to  administer  oaths  has  been 
delegated  by  the  Administrator.  A 
claim  for  pension  or  compensation  filed 
by  a  widow  or  by  the  next  friend  or 
guardian  of  a  child  or  by  a  parent  will 
also  be  considered  as  a  claim  for  any 
accrued  amount  due:  Provided.  That  a 
claim  filed  by  a  widow  In  which  addi- 
tional pension  or  compensation  is 
claimed  on  account  of  a  child  or  children 
In  her  custody,  who  herself  does  not  have 
title,  will  be  accepted  as  a  valid  claim  on 
behalf  of  the  child  or  children. 

(b)  Furnishing  of  claim  forms  by  Vet- 
erans' Administration — (1)  General. 
Upon  receipt  of  notice  of  death  of  a 
veteran,  the  appropriate  application 
blank  (VA  Form  8-534  or  8-535)  will  be 
forwarded  for  execution  by  or  on  behalf 
of  any  dependent  who  has  apparent  en- 
titlement to  death  compensation  or  pen- 
sion. If  the  potential  claim  involves 
establishment  of  foster  relationship.  VA 
Form  8-524  will  also  be  sent.  If  it  is  not 
Indicated  that  any  person  would  be  en- 
titled to  receive  death  compensation  or 
pension,  but  there  Is  payable  accrued 
disability  compensation,  disability  pen- 
sion, retirement  pay,  subsistence  allow- 
ance or  readjustment  allowance,  not  paid 
during  the  veteran's  lifetime,  VA  Form 
8-614  or.  where  appropriate.  VA  Form 
8-551.  will  be  forwarded  to  the  preferred 
dependent.  In  all  letters  transmitting 
applications  for  accrued  benefits,  no- 
tice of  the  time  limit  for  filing  claim  will 
be  Included. 
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(2)  Accrued  readjustment  allowance. 
A  claim  for  accrued  readjustment  al- 
lowance will  be  Initiated  only  upon  re- 
ceipt of  a  certification  from  the  readjust- 
ment allowance  agent  showing  the 
amount  payable  and  the  period  covered 
thereby. 

(3)  Death  due  to  Veterans'  Adminis- 
tration hospital  treatment,  etc.  An  ap- 
plication for  benefits  imder  section  31. 
Public  No.  141,  73d  Congress,  section  12, 
Public  No.  866,  76th  Congress,  or  section 
4,  Public  Law  16.  78th  Congress,  will  not 
be  initiated.  A  statement  on  VA  Form 
8-534  or  8-535  showing  an  intent  to  file 
a  claim  under  those  specific  provisions 
of  the  law  may  be  accepted  as  a  claim; 
otherwise  it  will  be  necessary  for  the 
claimant  to  complete  and  file  VA  Form 
8-577.  in  addition  to  VA  Form  8-534  or 
8-535. 

(c)  Informal  claims.  The  provisions 
of  §  3.27  of  this  chapter  are  for  appli- 
cation under  any  law  authorizing  the 
payment  of  death  pension  or  death  com- 
pensation where  the  claim  is  based  upon 
service  rendered  on  or  after  April  21. 
1898.    (Sec.  1,  Pub.  Law  144.  78th  Cong.) 

(d)  New  and  material  evidence.  For 
the  purposes  of  any  law  authorizing  the 
payment  of  death  pension  or  death  com- 
pensation based  on  service  rendered  on 
or  after  April  21.  1898.  new  and  material 
evidence  relating  to  the  same  factual 
basis  as  that  of  a  finally  disallowed  claim 
shall  be  accepted  as  a  claim  in  deter- 
mining the  commencing  date  of  an 
award,  when  such  'evidence  or  accom- 
panying communication  meets  the  re- 
quirements of  an  informal  claim.  (38 
U.  S.  C.  ch.  12,  Veteran's  Reg.  No.  2  (d). 
pt.  I.  par,  I  (a)  (3».  and  sec.  1.  Pub.  Law 
144,  78th  Cong.)  (See  §§  3.201  and  3.205 
of  this  chapter.) 

(e)  Time  limit— (1)  Notice  of  time 
limit  for  filing  evidence.  In  the  event 
the  claimant's  application  is  not  com- 
plete at  the  time  of  original  submission, 
the  Veterans'  Administration  will  no- 
tify the  claimant  of  the  evidence  neces- 
sary to  complete  the  application  and  if 
such  evidence  is  not  received  within  one 
year  from  the  date  of  request  therefor, 
pension  or  compensation  may  not  be  paid 
by  virtue  of  that  application  (Veteran's 
Reg.  No.  2  (d).  Part  I,  par.  I  (a)  (2)) 
(38  U.  S.  C.,ch.  12). 

(2)  Failure  to  furnish  claim  or  notice 
of  time  limit.  Failure  to  furnish  a  po- 
tential claimant  any  form  or  information 
concerning  the  right  to  file  claim  for 
pension  or  compensation,  or  to  furnish 
notice  of  the  time  limit  for  the  submis- 
sion of  evidence,  or  to  furnish  notice  of 
the  time  limit  for  the  filing  of  an  appeal 
(see  §  3.7  of  this  chapter),  will  not  ex- 
tend the  period  allowed  for  these  actions 
(17  Stat.  566.  567,  sees.  1,  2.  27  Stat.  272 
sec.  5,  43  Stat.  608,  sees.  1,  2,  46  Stat! 
1016,  sees.  7.  9.  20,  48  Stat.  9,  10,  309; 
38  U.  S.  C.  11,  Ua.  42.  151,  152.  426.  707. 
709,  722) 

3.  In  Part  4,  the  cross  references  fol- 
lowing §  4.0  are  changed  to  read  as  fol- 
lows: 

Cross  RrrERENCES:  Appeals.  See  Part  II, 
Veteran's  Reg.  No.  2  series  (38  U.  S.  C,  ch. 
12)   and  {{  3.328  to  3.333  of  this  chapter. 

Computation  of  time  limit.  See  i  3.29  ol 
this  chapter. 
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Execution  of  papers  in  a  foreign  country. 
See  i  3  32  of  this  chapter. 

Written  and  oral  testimoriy  to  he  under 
oath:  administration  of  oath  by  employees. 
See  f  3.30  of  this  chapter. 

4.  In  Part  4,  the  cross  reference  Im- 
mediately preceding  5  4.17  and  the  cross 
reference  immediately  following  §  4.17 
are  deleted. 

5.  In  Part  4,  §  4.17  is  amended  to  read 
as  follow.s: 

§  4  17  Determination  of  domestic  re- 
lations questions— (&)  Jurisdiction  over 
determinations.  (1)  Determinations  of 
dome.vtic  relations  questions  other  than 
those  indicated  in  §  14.502  of  this  chap- 
ter may  be  made  by  the  adjudicating  of- 
fice in  district  office  and  central  oflRce 
cases  where,  as  contemplated  by  the  last 
sentence  of  §  3.6  of  this  chapter,  the  cir- 
cumstances involved  are  on  all-fours 
with  those  in  a  case  in  which  a  formal 
opinion  has  been  rendered  by  the  solici- 
tor or  by  a  chief  attorney.  Except  as 
provided  in  paragraph  (d)  (2)  of  this 
section,  determinations  made  by  the  ad- 
judicating offices  will  be  approved  In 
cases  under  the  jurisdiction  of  a  district 
office,  by  the  director,  claims  service:  in 
cases  under  the  jurisdiction  of  central 
office,  by  the  chief,  adjudicating  division. 

(2)  Within  the  limitations  described 
In  subparapraph  (1)  of  this  paragraph, 
determinations  may  be  made  by  the  ad- 
judicating office  of  domestic  relations 
question.'',  including  the  legality  of  adop- 
tion except  where  the  letters  of  adop- 
tion are  not  regular  on  their  face  or  cir- 
cumstances surrounding  the  adoption 
sugge.st  that  the  procedure  was  not  ac- 
complished in  conformity  with  the  law 
of  the  state  involved. 

(3)  Determinations  involving  applica- 
tion of  the  doctrine  of  estoppel  to  deny 
remarriage  or  the  effect  of  annulment 
decrees  which  might  operate  to  grant 
benefits  to  a  person  whose  marriage  or 
remarriage  since  the  death  of  the  vet- 
eran has  been  annulled  will  be  submitted 
to  the  .solicitor. 

(b  >  Evidence  requirements  to  establish 
marital  status.  Where  the  evidence  of 
marital  status  meets  the  requirements  of 
§  3.50  of  this  chapter,  a  determination 
will  be  made  by  the  adjudicating  office. 
If  such  evidence  cannot  be  furnished,  the 
claimant  will  be  required  to  explain  the 
rea.<;on.  This  explanation  will  be  con- 
sidered evidence  and  the  time  limit  for 
the  submission  of  evidence  will  be  appli- 
cable. 

(c>  Determinations  where  evidence  of 
marital  status  is  incomplete.  Claims 
will  not  be  disallowed  merely  because  a 
claimant  is  unable  to  furni.sh  satisfac- 
tory evidence  of  the  di.s.solution  of  prior 
marriages  of  either  spou.se.  In  such  in- 
stances, after  all  facts  affecting  the  va- 
lidity of  the  marriage  are  established  by 
the  best  obtainable  evidence,  a  determi- 
nation of  the  validity  of  the  marriage 
will  be  made  on  the  evidence  of  record  by 
the  adjudicating  agency  or  the  case  will 
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be  referred  to  the  chief  attorney  of  the 
regional  office  in  whose  area  the  district 
office  is  located  or  to  central  office  for 
consideration. 

(d)   Common-law       marriages.       (1) 
When  a  common-law  marriage  is  alleged, 
the  claimant  will  be  required  to  establish 
a  prima  facie  case  of  marriage  by  sub- 
mitting an  affidavit  setting  out  in  detail 
all  of  the  facts  and  circum.stances  con- 
cerning the  alleged  common-law  mar- 
riage such  as  the  agreement  between  the 
parties  at  the  inception  of  their  cohabita- 
tion, the  period  of  cohabitation,  places 
and  dates  of  residence,  and  whether  or 
not  children  were  born  as  the  result  of 
such  relationship.    This  affidavit  should 
also  show  whether  the  parties  were  mem- 
bers of  any  church  or  organization  as 
hasband  and  wife,  had  jointly  entered 
into  any  basine.ss  transaction  or  jointly 
executed  any  legal  document,  or  had  held 
title  jointly  to  any  real  estate.    There 
should  al.so  be  required  similar  affidavits 
of  two  or  more  per.sons  who  know  as  the 
result  of  personal  observation  the  reputed 
relationship  which  existed  between  the 
parties  of  the  allejted  common-law  mar- 
riape,  including  the  periods  of  cohabita- 
tion, places   of   residence,   whether   the 
parties  held  themselves  out  as  husband 
and  wife  and  whether  they  were  generally 
accepted  as  such  In  the  communities  In 
which    they    lived.     In    the    event    that 
children  were  born  as  the  re.sult  of  such 
cohabitation,  the  claimant  .should  fur- 
ni.sh the  birth  certificates  of  such  chil- 
dren. 

(2>  In  any  ca.se  in  which  it  is  .shown 
that  the  parties  to  an  alleged  common- 
law  marriage  have  at  all  times  during 
their  cohabitation  resided  only  in  Juris- 
dictions which  do  not  now  recognize 
common-law  marriages  and  have  not 
recognized  such  marriages  since  the 
time  of  the  inception  of  their  cohabita- 
tion, the  claim  based  on  common-law 
marriage  may  be  disallowed  by  the  ad- 
judicating office  without  submission. 

(e)  Submission  of  questions  for  orig- 
inal opinion.  Requests  for  legal  opinions 
concerning  domestic  relations  of  doubt- 
ful legality  involving  circumstances 
other  than  those  outlined  in  paragraph 
(a>  (1)  and  (2)  of  this  .section  will  be 
made  in  memorandum  form,  setting 
forth  the  question  upon  which  an  opin- 
ion is  desired,  together  with  a  complete 
and  accurate  statement  of  the  facts  In- 
volved. The  request,  accompanied  by 
the  claims  folder,  will  be  addressed  In 
di.strict  office  cases,  by  the  director, 
claims  service,  to  the  chief  attorney  of 
the  regional  office  in  whose  area  the 
district  office  Is  located :  In  central  office 
cases,  by  the  director  of  the  service  con- 
cerned to  the  solicitor.  (R.  S.  4705.  sec. 
5  43  Stat.  608.  sees.  1,  2.  46  Stat.  1016, 
sec.  7.  48  Stat.  9;  38  U.  S.  C.  11.  Ha,  198. 
426,  707) 

6.  In  Part  4,  the  cross  reference  imme- 
diately following  ?  4.19  is  changed  to  in- 
clude the  following: 
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Cross  Refctences:  Proof  of  birth  or  rela- 
tionship.   See  §  3.46  of  this  chapter. 

Proof  of  marriage.  See  $  3  bO  of  this  chap- 
ter. 

Proof  of  death.     See  |  3.66  of  this  chapter. 

Conditions  which  determine  dependency. 
See  S  3.57  of  this  chapter. 

7.  In  Part  4,  §  4.20  is  amended  t»  read 
as  follows: 

§  4.20    Death  of  veteran  due  to  serv- 
ice: general  law.     For  the  purpcses  of 
sections  4702  and  4707,  Revised  Statutes. 
as  amended,  the  widow,  child  or  chil- 
dren, or  dependent  mother  or  dependent 
father  of  any  person  embraced  within 
sections  4692  and  4693.  Revised  Statutes. 
or  the  remarried  widow  of  any  such  per- 
son who  served  in  the  Civil  War,  an  In- 
dian War.  Spanish  American  War,  Boxer 
Rebellion,  or  Philippine  Insurrection,  who 
died  of   a  disability  contracted  in  the 
service  in  line  of  duty,  regardless  of  the 
character  of  discharge,  shall  be  entitled 
to  receive  pension  at  the  monthly  rates 
specified  in  5  4122  (a)  or  (b),  or  4.124. 
I  Sec.  5,  43  Stat.  608.  .sees.  1.  2,  46  Stat. 
1016    .sec.  7,  48  Stat.  9,  sees.  1.  2,  3,  56 
Stat.  731;  38  U.  S.  C.  11.  Ha.  426.  707, 
ch.  12  note) 

[SEALI  O.  W.  Clark. 

Executive  Assistant  Administrator. 

|F.    R.    Doc.    49-3103:    Filed,    Apr.    iO,    1949; 
8:47  a.  ml 
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TITLE  45— PUBLIC  WELFARE 

Chapter  I — Office  of  Education, 
Federal  Security  Agency 

Part  102— Vocational  Education;  Poli- 
cies Applying  to  Use  or  Feder/l 
Funds 

training  for  service  occupations 

Section  102.163  is  amended  to  read  as 
follows: 

§  102.163  Training  for  service  occu- 
pations. Training  may  be  given  in  serv- 
ice occupations  which  are  trade  and  in- 
dustrial in  nature,  such  as:  (a)  Fire  pre- 
vention and  fire  fighting;  <bi  plant 
maintenance:  <c)  water  supply  and  sew- 
age disposal:  (d)  construction  and  repair 
of  .streets  and  highways;  <e)  inspection 
In  the  lntere.«:t  of  health  and  safety;  and 
(f)  domestic  and  personal  .service  occu- 
pations for  wages  in  homes  or  service 
establishments. 

Dated:  April  14.  1949. 

[seal]  Earl  J.  McGrath, 

Commissioner  of  EducaLon. 

Approved : 

J.  Donald  Kincsley. 
Acting  Federal  Security 
Administrator. 

IP.    R.    Doc.   49-3099;    Filed.    Apr.    20.    1949; 
8:49  a.  m.j 
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Handling  of  Milk  in  the  Duluth- 
Superior  Marketing  Area 

DECISION  with  respect  TO  PROPOSED  MAR- 
KETING AGREEMENT  AND  PROPOSED  AMEND- 
MENT TO  ORDER 

Pursuant  to  Public  Act  No.  10,  73d 
Congress  (May  12, 1933)  as  amended  and 
as  reenacted  and  amended  by  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (hereinafter  referred 
to  as  the  "act")  and  the  rules  of  prac- 
tice and  procedure,  as  amended,  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  orders  (7  CFR  Supps., 
900.1  et  seq.).  a  public  hearing  was  held 
at  Duluth,  Minnesota,  on  March  30. 1949, 
pursuant  to  the  notice  thereof  which 
was  published  in  the  Federal  Register 
on  March  26,  1949  (14  F.  R.  1384).  upon 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Duluth-Superior  marke^ng 
area. 

The  only  issue  presented  at  the  hear- 
ing was  the  amounts  of  the  Class  I  and 
Cla.ss  II  differentials  during  the  months 
of  May,  June.  July,  and  August  1949. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  this 
l.ssue  are  based  uF>on  the  evidence  intro- 
duced at  the  hearing  and  the  record  per- 
taining thereto. 

(1)  The  Cla.ss  I  differential  should  be 
$1.00  and  the  Cla.ss  II  differential  should 
be  60  cents  per  hundredweight  during 
the  months  of  May,  June.  July,  and 
August   1949. 

Precipitation  in  the  milkshed  from 
July  1947  to  September  1948  was  far  be- 
low normal.  Figures  from  the  Duluth 
Weather  Bureau  show  precipitation  dur- 
ing the  period  July  1947  through  August 
1948,  inclusive,  of  29.21  inches  as  com- 
pared with  a  normal  precipitation  of 
34.88  inches.  This  is  a  shortage  of  5.67 
inches. 

This  shortage  of  precipitation  resulted 
In  a  hay  crop  approximately  30  to  50  per- 
cent of  normal.  Producers  expended  ap- 
proximately $1,000,000.00  more  in  pur- 
chasing hay  than  is  normally  expended 
for  this  purpose.  The  poor  quality  of 
hay  available  necessitated  larger  ex- 
penditures than  usual  for  grain  feeds  to 
supplement  tlie  poor  hay.  The  short  hay 
crop  further  resulted  in  serious  damage 
to  pasture  fields  and  hay  meadows  be- 
cause of  the  attendant  over-grazing.  The 
record  of  precipitation  shows  that  this 
drought  condition  continued  after  Au- 
gust 1948.  The  precipitation  from  Sep- 
tember 1948  through  February  1949.  in- 
clusive, was  only  6.84  Inches  as  compared 
with  an  average  of  10.24  inches  for  the 
same  months.  This  Is  a  deficit  of  3.40 
Inches.  This  results  in  a  condition  more 
sasceptible  to  drought  conditions  this 
coming  summer  than  was  the  case  last 
year.  Testimony  of  county  agents  from 
No.  76 4 


the  three  counties  in  Minnesota  and 
Wisconsin  within  which  a  large  per- 
centage of  the  milk  for  the  market  is 
produced  revealed  that  prospects  for  pas- 
ture and  hay  this  year  are  not  favorable 
not  only  because  of  damage  to  the  old 
fields  due  to  lack  of  precipitation  but 
also  because  the  program  of  pasture 
renovation  and  seeding  of  new  hay  mead- 
ows in  1948  was  almost  a  complete 
failure.  The  dryness  of  last  year  pre- 
vented proper  growth  of  the  seed.  The 
pasture  renovation  and  seeding  work 
should  be  repeated  this  year  with  more 
labor,  lime,  fertilizer  and  feed  and  the 
land  must  again  be  prepared  for  seeding. 
Some  producers  will  be  financially  un- 
able to  make  the  necessary  outlay  of 
money  this  year  because  of  the  extra 
cost  of  hay  in  1948. 

Statistics  show  that  the  number  of 
producers  on  the  market,  excluding  pro- 
ducer-handlers, was  1241  in  1946.  1232 
in  1947,  and  1180  in  1948.  The  milk  re- 
ceived from  these  producers  amounted 
to  81.301,118  pounds  in  1946,  84,016.833 
pounds  in  1947,  and  80,903.074  pounds  in 
1948.  The  number  of  producer-handlers 
in  the  market  has  been  decreasing.    In 

1946  there  were  25  producer-handlers 
handling   4,423.151   pounds  of  milk,   in 

1947  there  were  16  handling  3,036.135 
pounds  of  milk,  and  In  1948  there  were  9 
handling  1,892,770  pounds  of  milk.  This 
results  in  more  demand  for  milk  of  pro- 
ducers who  are  not  producer-handlers. 
Although  the  receipts  of  producer  milk  in 
January  and  February  1949  were  greater 
than  those  during  the  corresponding 
months  of  1948,  they  were  less  than  those 
during  the  same  months  of   1947.     In 

1948  there  were  6  months  when  receipts 
of  milk  did  not  equal  105  percent  of  the 
total  Class  I  and  Class  II  utilization. 

Class  I  sales  were  51,161,977  pounds  In 
1946.  54548.466  pounds  in  1947,  and 
56,204,880  pounds  in  1948.  Class  I  sales 
were  4  199.326  pounds  in  January  1946, 
4.558.161  pounds  in  January  1947, 
4.597.856  pounds  in  January  1948,  and 
4,843.521  pounds  in  January  1949.  Class 
I  sales  were  3.808.465  pounds  in  February 
1946.  4.092.013  pounds  in  February  1947, 
4,250,216  pounds  In  February  1948,  and 
4,452.675  pounds  in  February  1949. 

The  price  received  for  milk  by  pro- 
ducers in  January  1949  was  87  cents  and 
in  February  1949  was  $1.01  per  hundred- 
weight less  than  the  price  for  the  respec- 
tive months  one  year  earlier.  The  pres- 
ent order  provides  for  a  Class  I  differen- 
tial of  60  cents  and  a  Class  II  differential 
of  35  cents  over  the  Class  III  price  dur- 
ing the  months  of  May,  June,  July,  and 
August  of  each  year. 

All  witnesses  testified  that  because  of 
the  extra  money  expended  by  producers 
for  hay  and  feed  grains,  the  necessity  for 
again  renovating  pastures  and  reseeding 
hay  fields,  and  the  decrease  of  approxi- 
mately $1.00  per  hundredweight  in  the 
price  of  milk,  the  prevention  of  a  de- 
crease In  the  Class  I  and  Class  II  differ- 
entials May  1,  1949.  Is  necessary  to  pre- 
vent the  selling  of  young  replacements, 
the  reduction  or  liquidation  of  herds  and 
to  insure  a  supply  of  pure  and  wholesome 


milk  suflBclent  to  meet  the  market  de- 
mands. 

(2)  The  due  and  timely  execution  of 
the  function  of  the  Secretary  under  the 
act  imperatively  and  unavoidably  re- 
quires the  omission  of  a  recommended 
decision  by  the  A.ssLstant  Administrator. 
Production  and  Marketing  Administra- 
tion, and  exceptions  thereto. 

The  hearing  record  established  that 
immediate  action  must  be  taken  if  an 
amendment  is  to  meet  effectively  the  ur- 
gent supply  and  demand  problem  sought 
to  be  alleviated.  With  respect  to  such 
problem,  the  critical  situation  w-ill  be 
aggravated  on  and  after  May  1.  1949. 
The  delay  necessarily  involved  in  the 
preparation,  filing  and  publication  of  a 
recommended  decision  and  exceptions 
thereto  would  defeat  the  purpose  of  the 
amendment. 

The  omission  of  the  recommended  de- 
cision and  filing  of  exceptions  was  re- 
quested on  the  record.  There  was  no 
testimony  In  opposition  to  this  request. 
No  briefs  or  proposed  findings  and  con- 
clusions were  filed  within  the  time  al- 
lowed. 

(3)  General  findings  and  conclusions. 
(a)  The  proposed  marketing  agreement 
and  the  order,  as  amended  and  as  hereby 
proposed  to  be  further  amended  and  all 
of  the  terms  and  conditions  thereof  will 
tend  to  effectuate  the  declared  policy  of 
the  act: 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  of  and  demand  for 
such  milk,  and  the  minimum  prices  speci- 
fied in  the  proposed  marketing  agreement 
and  order,  as  amended,  and  as  hereby 
proposed  to  be  further  amended,  are  such 
prices  as  will  refiect  the  aforesaid  fac- 
tors, insure  a  suflBcient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  public 
Interest:  and 

(c)  The  proposed  marketing  agree- 
ment and  order,  as  amended  and  as  here- 
by proposed  to  be  further  amended,  regu- 
late the  handling  of  milk  in  the  same 
manner  as  and  are  applicable  only  to  per- 
sons In  the  respective  classes  of  industrial 
and  commercial  activity  specified  in  a 
marketing  agreement  upon  which  a  hear- 
ing has  been  held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  Duluth-Superior  Marketing 
Area"  and  "Order  Amending  the  Order, 
As  Amended,  Regulating  the  Handling 
of  Milk  In  the  Duluth-Superior  Market- 
ing Area,"  which  have  been  decided  upon 
as  the  appropriate  and  detailed  means 
of  effecting  the  foregoing  conclusions. 
These  documents  shall  not  become  effec- 
tive unless  and  until  the  requirements  of 
§  900.14  of  the  rules  of  practice  and  pro- 
cedure, as  amended,  governing  proceed- 
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Ings  to  formulate  marketing  agreements 
and  orders  have  been  met. 

It  Is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  thase  contained  In  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended  by  the  attached  or- 
der which  will  be  published  with  this 
decision. 

This  decision  filed  at  Washington. 
D.  C.  this  15th  day  of  April  1949. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

Order '  Amending  the  Order,  as  Amended, 
Regulating  the  Handling  of  Milk  in  the 
Duluth-Superior  Marketing  Area 

§  954.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  and  in 
addition  to  the  findings  and  determina- 
tions previously  made  in  connection  with 
the  issuance  of  the  aforesaid  order  and 
of  each  of  the  previously  Issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  insofar  as 
such  findings  and  determinations  may  be 
In  conflict  with  the  findings  and  de- 
terminatlms  set  forth  herein. 


(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR.  Supps.  900.1 
et  seq.),  a  public  hearing  was  held  upon 
certain  propo.sed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Duluth-Superior 
marketing  area.  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof.  It  Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  section  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supplies  of  and  demand 
for  such  milk,  and  the  minimum  prices 
specified  in  the  order,  as  amended,  and 
as   hereby  further  amended,  are  such 


prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufiQcient  quantity  of  pure 
and  wholesome  milk  and  be  in  the  public 
interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  Industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Duluth-Superior  marketinc; 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended ;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows: 

1.  Add  at  the  end  of  §  954.5  (a)  (1)  the 
following:  "Provided,  That  for  each  of 
the  delivery  periods  of  May,  June,  July, 
and  August  1949  the  price  for  Class  III 
milk  for  such  delivery  period  plus  $1.00." 

2.  Add  at  the  end  of  §954  5  (a)  (2) 
the  following:  "Provided,  That  for  each 
of  the  delivery  periods  of  May.  June. 
July,  and  August  1949  the  price  for  Cla.ss 
III  milk  for  such  delivery  period  plus 
60  cents." 

[F.   R.   Doc.   49-3101;    Filed,    Apr.    20,    1949; 
8:47  a.  m.j 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Reclamation 

[No.  4) 

Kendrick  Irrigation  Project,  Wyoming 
notice  of  temporary  water  service 

April  1.  1949. 
1.  Water  rental.  Irrigation  water  will 
be  furnished,  when  available  upon  a 
rental  basis  under  approved  applications 
for  temporary  water  service  during  the 
Irrigation  season  of  1949  (May  1  to  Sep- 
tember 30.  inclusive) ,  where  the  progress 
of  construction  will  permit,  to  the  irri- 
gable lands  In  the  first  unit  of  the  Casper- 
Alcova  Irrigation  District  described 
below. 

Sixth  Principal  Meridian 

T.  33  N.,  R.  80  W. 

Sec.   1,  W'jNE'i.  N'jNW;: 

See.  2.  NE'4,  NE'4NW',4.  NWUNW',4.  NE',4 

SE'4,  SE!4SE!4; 
Sec.  3.  4; 
Sec.  5.  NE'4.  NE'4NW'4.  SW'^NW';.  SE'i 

rfW'4.SW'4,NE>4SE'4,NW'4SE>4; 
Sec.  7.  NE'4.  NE'4NW'4.  NW'4NW',4,  SE',4 

NW'4.  NE!4SWU.  SEUSEV4; 
Sec.  8: 
Sec.     10.     NE'4.     NW'4NWii.     SEI4SWV4. 

NE'4SE'4.  NW'4SE'4.  SW'4SE'.4; 
Sec.  17,  NE'4,  NEi4NW!4. 


*  This  order  shall  not  become  effective 
unless  and  until  the  requirements  of  S  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  orders  have  been  met. 


T.  34  N.,  R.  80  W. 
Sec.  5,  SpSW',4: 
Sec.  7,  SE'4; 
Sec.    8.    W',2NE'4.    NW'4,    N'/aSW/*.    N<'a 

SE'4; 
Sec.  9.  NE'4SW'4.  NW'4SW'4: 
Sec.   18.  NE14,  NE',4SEi4,  NW'4SE',4; 

Sec.  ae.  s'jSW'4: 

Sec.  27,  SW'4NE'4.  NWV4.  SW>4.  SE'4: 
Sec.  28.  NE'4,  NENW'^,  SWNWi4.  SENWV4. 

SW'4.  SE';*; 
Sec.  29; 
Sec.  30.  NE'4,  NW'4.  NE'4SW'4,  W'.iSW',4, 

SE'4; 
Sec.  31.  NE'4.  SW',4.  SE'4; 
Sec.  32; 
Sec.  33.  NE'4,  NW'/4.  NEV4SW14.  W',-4SW',4, 

SE'4; 
Sec.  34; 

Sec.  35.  SW'4NE'4.  NW'4,  SW'4,  8E',4: 
Sec.  36.  NW'4SW'4,  S'/iSW',4. 
T.  33  N.,  R.  81  W. 
Sec.  5,  sw'4SW'4: 
Sec.  6.  SENW'4,  SW'4.  6E'/4: 
Sec.    7,    E!2NE'4.    SW',4,    N!^SE14.    SWI4 

SE'4; 
Sec.    8,    NE'4.   NW',4,   N'/2SW',4,    Ny2SE'/4, 

SE'4SE'4; 
Sec.  9,  W'iSW'4,  SESW'4: 
Sec.  19.  S'jNE',4,  S',2NW',4.  E!/2SW»,4.  N'i 

SE'4; 
Sec.  20,  NWi4NE'.4,  NE ',4 NW',4,  W'/2NW'^, 

SW'4,8E'4; 
Sec.  21.  SE'4NE'4,  NW',4NW',4.  W'.iSW'/*, 

NE'4SE'4.  S'jSE'4; 
Sec.  22,  NW'4  NW',4.  S!2NW!4.  SW14,  W',i 

SE'4: 
Sec.  26.  SW'4NW'4.  SW'4: 
Sec.  27,  NE'4.  NW'4.  NE'4SW'4.  SE'4: 
Bee.  28.  Ni2NE'/4.  SW'/tNE'/*.  NW',.4,  SW'/4, 

WiaSEi*.  SEUSE',4; 


Sec.   29,   N'iNE'4,    SE'4NE',4.   NE'4NW'/4. 

SE'4; 
Sec.  32,  NE'4NE'4,  S'/aNE',4,  8W',4.  SE',4; 
Sec    33' 
Sec!  34.'nE'4.  NW',4 NW«/4,  S'/i NW',4,  BWV4. 

sw'4SE'4: 

Sec.  35.  NW'4.  SE'4. 
T.  34  N..  R.  81  W. 

Sec.  1,  SW'4SW',4.  SESW'A; 

Sec.    2,    W'2NE'4.    NW'4.    8E',4; 

Sec.    10,    NE'4NW'^,   BEV^U-W^A; 

Sec.  12,  N'jNW^*; 

Sec.  13; 

Sec.  14,  S'.,jSW'4.  W'^SE'A,  8EUSE',4; 

Sec.  16.  SW'4,  SE',4; 

Sec.  23; 

Sec.    24.    E';iNE'4,    W'/aNWU.    8WV4SWV4. 
SE>4; 

Sec.      25.      W'2NE'4,      8E'/4NE',4.      KW'4, 
N'2SE'4.  SE',4SE'4; 

Sec.  26,  NE'4.  NW',4.  SWV4,  8 '^ SE',4: 

Sec.  27.  NE'4.  SE'^; 

Sec.  34,  Ei2SE'4; 

Sec.  35. 
T.  35  N.,  R.  81  W. 

Sec.  13.  N''iSW'4.  SE'4SW',4.  6E'/4; 

Sec.  15.  S'jNEU.  S'/^NW'/*.  S\V:4.  pt.  N!i 

Sec.  22,'SW'4SW'4.  E':;SW'/4.  W',2SE'4; 

Sec.  24.  N'2NE',4.  SE'^NE'A; 

Sec.  25.  E'2SW'4,  SE'4; 

Sec.     26.     S'2NE',4.     S^iNW'4.     Nl^SW'*. 

N',SE'4: 
Sec.  27.  SE'4  NE'4,  SE',4: 
Sec.   34.   NE'4.  NW'4.   NE'/4SW'4,   8E'4; 
Sec.  35,  SW'4. 
T.  30  N..  R.  82  W. 
Sec.  2.  NW',4NW!4; 
Sec.    3.   N'2NE'4.   SW',4NEV4.   NW'A.   N', 

SW',4.  NW'4  SE'4; 
Sec.   4,   NE'4,   W'/2NW'/4.   SENW',4,   SW'4. 


Sec.  8.  NE>4.  8E>4: 

Sec.  9.  NE«/4.  NW'^.  N','28E',4,  SW'ASBVi: 

Sec.  10.  NWi.48Wy4; 

Sec.  18. 
T.  31  N..  R.  82  W. 

Sec.  33.  SE'4NE'/4.  NESE'4; 

Sec.  35.  SE<4- 
T.  35  N..  R.  80  W. 

Sec.  18,  SW',4,  W'iSE'A; 

Sec.  19,  NW',4.  8WV4,  S',i8E'4: 

Sec.  30.  NE'/4.  N',iNW«4.  SE',4NW',4.  W',', 
SW'4; 

Sec.   31.   N'/iNE',4,   8E',4NW',4.    SW!4.   8',i 

SEU: 
Sec.    32.    N!iNE'4.    8W',4NE^4,    N',2NWi4. 
8' i SW',4.  SW ',4 SE',4. 

2.  Charges  and  terms  of  payment. 
The  minimum  water  rental  charge  shall 
be  $2.00  per  Irrigable  acre  for  each  Ir- 
rigable acre  of  land  for  which  water  serv- 
ice Is  requested,  payment  of  which  will 
entitle  the  applicant  to  2  acre-feet  of 
water  per  irrigable  acre.  Additional 
water,  if  available,  will  be  furnished  dur- 
ing the  irrigation  season  at  the  rate  of 
$1.50  per  acre-foot.  All  charges  shall 
be  payable  in  advance  of  the  delivery 
of  water,  and  no  part  thereof  shall  be 
refunded. 

3.  Water  will  be  delivered  and  meas- 
ured by  Government  forces  at  the  nearest 
available  measuring  device  to  the  Indi- 
vidual farm. 

4.  No  water  will  be  delivered  to  isolated 
tracts  where  such  service  would  result 
in  excessive  canal  losses  or  excessive 
co.sts. 

5.  Water  will  be  delivered  only  to  lands 
the  owners  of  which  have  executed  and 
delivered  recordable  contracts  as  re- 
quired by  articles  38  and  39  of  the  con- 
tract of  August  3,  1935,  between  the 
United  States  and  the  Casper-Alcova  Ir- 
rigation District. 

6.  Individual  applications  for  water 
and  the  payments  required  by  this  notice 
will  be  received  at  the  office  of  the  Dis- 
trict Manager.  Bureau  of  Reclamation, 
Room  520.  Con.solidated  Royalty  Build- 
ing. Casper,  Wyoming.  The  United 
States  reserves  the  right  to  reject  any 
applications. 

(Act   of   June    17,    1902,   Stat.   388,   as 
amended  or  supplemented) 

[SEAL]  W.  E.  Blomgren. 

Assistant  Regional  Director. 

[F.  R.   Doc.   49-3092;    Filed.   Apr.   20,    1949; 
8:49  a.  m.] 


Office  of  the  Secretary 

[Order  2515) 

Reclamation  Withdrawals 

delegation  of  authority 

Section  1.  Authority  to  withdraw.  The 
Commissioner  or  an  Assistant  Commis- 
sionjr  of  Reclamation,  with  the  concur- 
rence of  the  Bureau  of  Land  Manage- 
ment, may  (a)  withdraw  lands  and 
revoke  orders  of  withdrawal  under  the 
act  of  June  17. 1902  (43  U.  S.  C,  sec.  416) 
the  act  of  April  16.  1906.  as  amended, 
(43  U.  S.  C.  sec.  561),  and  the  act  of 
October  5.  1914  (43  U.  S.  C.  sec.  569); 
(b>  eliminate  from  grazing  districts 
lands  deemed  necessary  for  use  In  con- 
nection with  reclamation  projects  under 


the  act  of  June  28,  1934,  as  amended, 
(43  U.  S.  C,  sees.  315  et  seq.).  and.  (c) 
survey,  subdivide,  appraise,  and  sell  lands 
withdrawn  for  townsite  purposes  pur- 
suant to  the  act  of  April  16.  1906.  as 
amended,  (43  U.  S.  C,  sees.  561  et  seq.). 

Sec.  2.  Clearance.  Proposed  orders  of 
withdrawal  shall  be  cleared  by  the  Bu- 
reau of  Reclamation  with  all  agencies  of 
the  Department  which  the  records  indi- 
cate may  be  Interested.  No  order  of 
withdrawal  shall  be  Issued  if  objected  to 
by  any  agency  of  the  Department.  If  an 
objection  Is  raised,  the  matter  shall  be 
submitted  to  the  Secretary. 

Sec.  3.  Revocation.  43  CFR,  1946 
Supp..  4.410  (Order  No.  2238,  11  F.  R. 
9082)  Is  revoked. 

(5  U.  S.  C.  sec.  22;  16  U.  S.  C,  sec.  590&- 
11;  43  U,  S.  C.  sec.  315a) 

Dated:  April  7.  1949. 

[SEAL]  J.  A.  Krug, 

Secretary  of  the  Interior. 

[P.   R.   Doc.   49-3093;    Piled,    Apr.   70.    1949; 
8:48  a.  m.J 


[Order  2616] 

Alaska  Railroad 

delegation  or  authority 

April  14,  1949. 
Section  1.  The  General  Manager. 
(a)  Except  as  such  authority  Is  limited 
by  the  Secretary,  the  General  Manager 
of  the  Alaska  Railroad  Is  authorized  to 
act  for  the  Secretary  of  the  Interior  with 
respect  to  any  matter  having  to  do  with 
the  operation  of  the  Railroad  and  its 
related  activities. 

(b)  The  folowing  matters  must  be 
presented  to  and  receive  the  approval 
of  the  Secretary  before  becoming  effec- 
tive : 

(1)  Proposed  Important  changes  in 
the  policy  of  the  Railroad.  Its  operation 
and  management,  or  In  all  or  part  of  a 
service  previously  rendered,  such  as  the 
extension  of  main  lines  or  branches,  the 
construction  of  additional  branches,  the 
discontinuance  of  terminal  facilities,  the 
opening  of  new  stations,  the  extension 
or  abandonment  of  river-boat  service  or 
coal  mining  activities,  the  construction 
of  major  bridges  or  buildings,  or  the 
operation  of  tourist  facilities  In  Mc- 
Kinley  Park; 

(2)  Proposed  extension  of  the  service 
of  the  Railroad  into  a  new  field  or  crea- 
tion of  a  new  kind  or  character  of 
service  rendered  by  or  to  the  Railroad; 

(3)  Proposed  general  Increases  or  re- 
ductions in  freight  rates  or  passenger 
fares. 

(c)  (1)  The  General  Manager  shall 
exercise  such  authority  with  respect  to 
personnel  matters  as  the  Secretary  may 
prescribe. 

(2)  The  authority  of  the  General 
Manager  with  respect  to  contracts  for 
construction,  supplies,  or  services  and 
leases  of  space  In  real  estate  Is  set  out 
in  sections  50  and  52.  re.spectively,  of 
Order  No.  2509  (14  P.  R.  306). 

(d)  (1)  The  General  Manager  shall 
submit  to  the  Secretary   (through  the 


Director,  Division  of  Territories  and  Is- 
land Possessions)  a  monthly  report 
covering  the  operation  of  the  Railroad 
and  an  annual  report  at  the  close  of  each 
fiscal  year. 

(2)  Upon  the  request  of  the  Secretary 
or  the  Director,  Division  of  Territories 
and  Island  Possessions,  the  General 
Manager  shall  furnish  such  data  relative 
to  the  operation  of  the  Railroad  and  its 
related  activities  or  concerning  the  ex- 
ercise of  the  authority  granted  to  him 
by  this  section  as  the  Secretary  or  Di- 
rector may  require. 

Sec.  2.  Surplus  property.  The  Di- 
rector and  Assistant  Director,  Division  of 
Territories  and  Island  Possessions,  and 
the  General  Manager  and  Assistant  Gen- 
eral Manager  of  the  Alaska  Railroad  are 
severally  authorized  to  make  any  certifi- 
cation, required  under  any  Interior  De- 
partment Appropriation  Act  or  other 
law,  in  connection  with  the  transfer 
without  charge  to  the  Alaska  Railroad, 
by  the  Department  of  the  Army  or  any 
other  agency  of  the  United  States  hav- 
ing title  to  such  property,  of  materials, 
roadway  and  bridge  maintenance  and 
other  necessary  equipment,  locomotives 
and  spare  parts,  shop  facilities  and  ma- 
chinery, supplies,  rolling  stock,  and 
buildings  and  docks  which  are  needed 
for  the  improvement,  maintenance,  or 
operation  of  the  Railroad. 

Sec.  3.  Revocations:  saving  clause. 
(a)  This  order  supersedes  Subpart  F  of 
Part  4,  Title  43.  Code  of  Federal  Regu- 
lations, as  amended  (Orders  Nos.  2327, 
2348). 

(b)  Subdelegations  of  authority  which 
have  been  made  pursuant  to  43  CFR, 
Part  4.  Subpart  F.  and  which  are  in 
force  on  the  effective  date  of  this  order 
shall  remain  in  force  until  revoked  or 
suspended  by  subdelegations  made  pur- 
suant to  this  order. 

(5  U.  S.  C,  sec.  22;  48  U.  S.  C,  sec.  301 
et  seq.) 

tsEALl  J.  A.  Krug. 

Secretary  of  the  Interior. 

[P.    R.    Doc.    49-3094;    Filed.    Apr.    20,    1949; 
P:48  a.  m.] 

DEPARTMENT  OF  THE 
TREASURY 

Bureau  of  Customs 

IT.  D.   621981 

Additions  to  "No  Consul"  List 

April  14,  1949. 

In  accordance  with  a  recommendation 
from  the  Department  of  State,  Nuevitas, 
Jucaro.  and  Santa  Cruz  del  Sur  in 
Camaguey  Province,  Cuba,  are  hereby 
added  to  the  "No  consul"  list  (1947), 
T.  D.  51797.  as  amended. 

Consular  invoices  covering  merchan- 
dise from  the  above-named  places  will 
be  accepted  if  certified  under  the  pro- 
visions of  section  482  (f).  Tariff  Act  of 
1930. 

[sEAtl  W.  R.  Johnson. 

Deputy  Commissioner. 

[P.   R.  Doc.   49-3107;    Piled.   Apr.   20.    1949; 
8:52  a.  m.] 


1938 

FEDERAL   POWER   COMMISSION 

IDccket  No.  G-11611 

Tennessee  Gas  Transportation  Co. 

order  postponing  hearing 

On  April  14.  1949.  East  Tennessee  Gas 
Company  and  Tennessee  Natural  Gas 
Lines,  Inc..  filed  a  motion  for  continu- 
ance until  May  12,  1949.  of  the  hearing 
set  for  April  19,  1949.  by  order  of  the 
Commission  Lssued  in  the  above-entitled 
docket  On  March  15.  1949.  As  grounds 
for  the  po.stponememt,  the  moving  com- 
panies state  that  there  is  another  pro- 
ceeding involving  the  same  parties  and 
their  respective  coun.^el  scheduled  for 
April  18.  1949,  by  the  Commi.«;sion  in 
Docket  Nos.  G-1065  and  G-1070;  that 
the  hearing  may  not  be  concluded  at 
the  time  fixed  for  the  commencement  of 
the  hearing  herein;  and  that,  conse- 
quently, a  conflict  will  exist.  It  Is  de- 
sirable, if  not  necessary,  that  the  April 
18  hearing  be  concluded  and  determina- 
tion on  the  merits  be  made  of  the  Issues 
therein  before  the  second  hearing  is 
commenced. 

The  Commi-ssion  finds:  Good  cause  has 
been  shown  for  postponing  the  date  for 
h'^aring  as  set  in  Commi.ssion's  order 
Issued  March  15,  1949.  to  May  12,  1949, 
but  that  -said  order  should  not  be  other- 
wise modified. 

The  Commission  orders:  The  hearing 
now  set  for  April  19,  1949,  at  9:30  o'clock 
a.  m.  be  and  the  same  is  hereby  post- 
poned until  May  12.  1949.  at  9:30  o'clock 
a.  m.  (d.  s.  t.)  in  the  Hearing  Room  of 
the  Federal  Power  Commission.  Hurley- 
"Wright  Building.  1800  Pennsylvania 
Avenue  NW.,  Washington,  D.  C. 

Date  of  Lsuance:  April  15,  1949. 

By  the  Commission, 

Leon  M.  Fuquay. 
Sccretari/. 

|F.    R.    Doc.    4&-3096;    Filed.    Apr.    20,    1949; 
8:48  a.  m.l 


i  Docket  No.  G- 1191] 
Hagerstown  Gas  Co. 
notice  of  application 

April  15.  1949. 

Notice  Is  hereby  given  that  on  April  6, 
1949.  an  application  was  filed  with  the 
Federal  Power  Commission  by  Hagers- 
town Gas  Company  (Applicant) .  a  Mary- 
land corporation,  with  its  principal  office 
at  Hagerstown,  Maryland,  for  an  order 
directing  The  Manufacturers  Light  and 
Heat  Company  (Manufacturers',  a  sub- 
sidiary of  The  Columbia  Gas  System.  Inc., 
to  establish  a  physical  connection  of  its 
natural-gas  transmission  facilities  with 
the  distribution  mains  of  Applicant  for 
the  purpwse  of  supplying,  transmitting 
and  delivering  natural  gas  to  Applicant. 

The  application  states  that  Applicant 
and  Manufacturers  executed  a  contract 
on  May  2.  1946.  whereby  Manufacturers 
agreed  to  sell  and  deliver  natural  gas  to 
Applicant  in  quantities  sufficient  for  its 
recjuirements.  Applicant  is  engaged  In 
tlie  distribution  of  550  B.  t.  u.  water  gas  in 
the  city  of  Hagerstown,  Maryland,  and 


NOTICES 

vicinity  and  desires  to  change  over  to  the 
distribution  of  straight  natural  gas  in 
view  of  the  fact  that  requirements  aris- 
ing from  normal  customer  use  are  ex- 
ceeding the  capacity  of  the  existing  man- 
ufacturing facilities  and  the  distribution 
system  and  serious  difficulties  in  financ- 
ing would  arise  in  the  event  any  capital 
investment  were  made  to  add  to  plant 
and  facilities.  Applicant  states  that  its 
rates  have  been  increased  recently  but 
the  operating  income  is  insufficient  to 
provide  a  fair  return.  Applicant  fur- 
ther states  that  it  has  endeavored  with- 
out success  to  procure  deliveries  of  nat- 
ural gas  from  Manufacturers.  Appli- 
cant further  states  that  it  is  ready  to 
construct  the  portion  of  the  facilities 
described  in  the  gas  supply  contract 
which  are  neces.sary  for  Applicant  to 
receive  the  natural  gas. 

Peak  day  requirements  of  Applicant 
for  the  year  1947  were  900  Mcf  of  550 
Btu  gas,  and  for  the  year  1948  were  952 
Mcf.  Applicant  estimates  that  its  peak 
day  requirements  of  straight  natural  gas 
for  the  year  1950  will  be  525  Mcf  and 
with  normal  growth  Increases  will  be 
750  Mcf  in  1953.  At  the  end  of  the  year 
1948  Applicant  had  7.811  customers  and 
by  1953  Applicant  estimates  the  number 
of  its  customers  to  be  8,352. 

Applicant  avers  that  service  to  Appli- 
cant can  be  rendered  by  Manufacturers 
without  impairment  in  the  ability  of 
Manufacturers  to  render  adequate  .serv- 
ice to  its  present  customers. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  if  so,  to  advise  the  Federal  Power 
Commis.sion  as  to  the  nature  of  its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  a  request. 

The  application  of  Hagerstown  Gas 
Company  is  on  file  with  the  Commission 
and  open  to  public  inspection.  Any  per- 
son desiring  to  be  heard  or  to  make  any 
protest  with  reference  to  the  applica- 
tion shall  file  with  the  Federal  Power 
Commission,  Washington  25,  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. 


tSE.ALl 


Leon  M.  Fuquay. 
Secretary. 


[F.    R.    Doc.    49  3C95;    Filed,    Apr.    20.    1949; 
8  48  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  70-20971 
Kansas  Power  and  Light  Co. 

ORDER  permitting  DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  14th  day  of  April  1949. 

The  Kansas  Power  and  Light  Company 
("Kansas  Power"),  a  subsidiary  of  North 


American  Light  fc  Power  Company,  and 
The  North  American  Company,  both  reg- 
istered holding  companies,  has  filed  an 
application  or  declaration,  and  amend- 
ments thereto,  pursuant  to  .sections  6  'b) 
or  7  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  regarding  the  following 
proposed  transactions: 

Kansas  Power  proposes  to  Issue  and 
sell  $10,000,000  principal  amount  of  its 
First  Mortgage  Bonds,  _.%  Series  due 
1979  ("New  Bonds")  at  competitive  bid- 
ding pursuant  to  the  provisions  of  Rul(> 
U-50  promulgated  under  said  act.  Tlie 
coupon  rate  per  annum  for  the  New 
Bonds  (to  be  a  multiple  of  Is  of  1*:^ » 
and  the  price,  exclusive  of  accrued  inter- 
est, to  be  received  by  the  company  (to  bo 
not  less  than  100 ':^r.  nor  more  than 
102. 75*"^  of  the  principal  amount  of  the 
New  Bonds)  are  to  be  determined  by  the 
competitive  bidding.  The  New  Bonds 
will  be  Issued  under  the  provisions  of 
an  existing  Mortgage  and  Deed  of  Trust 
dated  July  1. 1939.  between  Kan<;as  Power 
and  Harris  Trust  and  Savings  Bank,  Chi- 
cago. Illinois.  Trustee,  as  supplemented 
by  a  Second  Supplemental  Indenture 
thereto  to  be  dated  April  1.  1949. 

The  net  proceeds  from  the  issue  and 
sale  of  snid  New  Bonds  will  be  apclied 
toward  the  payment  of  the  cost  of  the 
company's  construction  prof-Tr.m  for 
1949-50.  estimated  in  the  amounts  of 
.S15.914.540  for  1949.  and  $8  077  917  for 
1950.  and  to  the  reimburstmt-nt  of  the 
company's  treasury  for  capital  expendi- 
tures previously  made. 

Said  application  or  declaration  having 
been  filed  on  March  28. 1949.  and  amend- 
ments thereto  having  brrn  filed  on 
March  30  and  April  11.  1949.  and  notice 
of  such  filing  having  been  duly  given  in 
the  form  and  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act 
and  the  Commission  not  having  received 
a  request  for  hearing  with  respect  to  .«aid 
application  or  declaration  within  the 
period  specified  in  said  notice,  or  other- 
wl.se.  and  not  having  ordered  a  hearing 
thereon:  and 

The  Commission  deeming  it  appro- 
priate to  consider  the  aforesaid  applica- 
tion or  declaration  as  a  declaration 
pursuant  to  sections  6  (a)  and  7  of  .said 
act:  and  the  Commission  finding  that, 
the  requirements  of  the  applicable  pro- 
visions of  the  act  and  rules  promulgated 
thereunder  are  satisfied,  that  no  adverse 
findings  are  necessary,  and  deeming  it 
appropriate  in  the  public  interest 
and  In  the  Interest  of  investors  and 
consumers  that  said  declaration,  as 
amended,  be  permitted  to  become  effec- 
tive forthwith: 

It  Is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  .said  act, 
that  said  declaration,  as  amended,  be. 
and  the  same  hereby  is.  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  prescribed  by  Rule 
U-24,  and  subject  to  the  further  condi- 
tion that  the  issue  and  sale  of  said  New- 
Bonds  shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  have  been  made  a 
matter  of  record  in  th^^se  proceedings 
and  a  further  order  shall  have  been  en- 
tered by  the  Commis.sion  in  the  light  of 
the  record  so  completed,  which  ordor 
may  contain  such   further   terms  and 


Thursday,  April  21,  1949 

conditions  as  may  then  be  deemed  ap- 
propriate, jurisdiction  being  hereby 
reserved  for  such  purpose. 

It  is  further  ordered.  That  jurisdiction 
be,  and  the  same  hereby  Is,  reserved  with 
respect  to  fees  and  expenses  of  company 
counsel,  accountants  and  engineers,  and 
independent  counsel  for  the  under- 
writers.     ' 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.   Doc.   49-3097;    Filed,   Apr.   20.    1949; 
8:48  a.  m.) 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

Authoritt:  40  Stat.  411.  65  Stat.  839,  Pub. 
Laws  323,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  O.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  8.  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8.  1943,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 

[Vesting  Order   13021] 

Hans  von  Flotow 

In  re:  Personal  property  owned  by 
Hans  von  Flotow.      F-28-29149-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby  found: 

1.  That  Hans  von  Flotow,  whose  last 
known  address  Is  9  Schiller  Str.,  Berlin, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: One  unfinished  oil  sketch  on  card 
c.  36"  x  24"  of  a  man  with  two  horses  by 
Liebermann,  dated  1906.  presently  In  the 
custody  of  Luther  Gulick,  14  Sussex  Av- 
enue. Bronxville.  New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany!. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29,  1949. 


FEDERAL  REGISTER 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alieyi  Property. 

[P.   R.   Doc.   49-3108;    Piled,   Apr.   20,    1949; 
8:52  a.  tn.] 


[Vesting  Order  12892.  Amdt.] 
Liza  Keller  et  al. 

In  re:  Bank  account  owned  by  and 
debt  owing  to  the  personal  representa- 
tives, heirs,  next  of  kin.  legatees  and  dis- 
tributees of  Liza  Keller,  also  known  as 
Lisa  Keller  and  as  Louisa  Keller,  de- 
ceased. 

Vesting  Order  12892,  dated  March  2. 
1949,  Is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  from  subparagraph  2-b  of 
said  Vesting  Order  12892  the  figures 
"$264.41",  and  substituting  therefor  the 
figures  "$164.41". 

All  other  provisions  of  said  Vesting 
Order  12892  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of 
the  United  States  In  reliance  thereon, 
pursuant  thereto  and  under  the  author- 
ity thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-3109;    Piled,  Apr.  20,   1949; 
8:53  a.  m.] 


[Return  Order  280) 
G.  RiCORDI  AND  Co. 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  Is  in- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Clairnant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

G.  Rlcordl  and  Co..  Milan,  Italy,  Claim  No. 
28214.  Feb.  8,  1949,  (14  F.  R.  560):  $313,339.57 
In  the  Treasury  of  the  United  States. 

All  of  the  capital  stock  of  G.  Rlcordl  and 
Company.  Inc..  a  New  York  corporation,  con- 
sisting of  300  shares  of  $100  par  value  com- 
mon capital  stock  presently  registered  In 
the  name  of  the  Attorney  General  of  the 
United  States. 

All  right,  title  and  interest  of  the  claim- 
ants In  and  to  a  certain  contract  by  and 
between  Dr.  Renato  TasselU,  acting  as  attor- 
ney-in-fact for  the  claimant,  and  Broadcast 
Music.  Inc.  of  New  York  City,  executed  under 
date  of  October  7,  1940.  and  all  income, 
profits,  royalties  and  other  property  here- 
tofore accrued  and  not  received  by  the  Attor- 
ney General  of  the  United  States,  or  which 
may  hereinafter  accrue,  to  or  in  favor  of  said 
claimant  by  virtue  of  the  aforesaid  contract. 


1939 

Property  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof,  de- 
Bcrlbed  In  Vesting  Order  Nos.  730  and  1174 
(8  P.  R.  15917,  November  24,  1943).  relating 
to  compositions  listed  In  the  Rlcordl  cata- 
logues "Catalogue  of  Piano  Music.  Classic 
and  Modern",  "Vocal  Catalogue",  "Catalogue 
of  Music  for  String  Instruments",  "Catalogue 
of  Orchestral  Music",  "Catalogue  of  Music 
for  Harp,  Guitar,  Banjo,  Oetra  and  Mando- 
lin", "Catalogue  of  Music  for  Woodwind. 
Reed,  Brass  and  Percussion  Instruments", 
"Vocal  Scores  and  Vocal  Excerpts  from 
Operas",  "Orchestrlna",  "Corl",  "Banda  e 
Fanfara",  "Supplement  to  General  Catalogue, 
September  80,  1940".  "Rental  Library  of  G. 
Rlcordl  and  Co..  Milan.  Italy",  and  "Novel- 
ties—April  9.  1941"  (attached  as  exhibits  to 
said  vesting  orders). 

This  return  Is  subject  to  the  limitations 
contained  In  the  Memorandum  of  Under- 
standing between  the  Government  of  the 
United  States  of  America  and  the  Govern- 
ment of  Italy,  dated  August  14.  1947.  relating 
to  literary,  artistic  or  Industrial  property  to 
be  returned. 

Appropriate  documents  and  papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
April  15,  1949. 

For  the  Attorney  General. 

I  seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-3110;    Piled.   Apr.   20,    1949; 
8:64  a.  m.] 


[Return  Order  300] 
SOCIETE  DES  USINES  ChIMIQUES 

Having  considered  the  claims  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claims  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  (a)  all  royalties  ac- 
crued thereunder  and  all  damages  and 
profits  recoverable  for  past  Infringement 
thereof  and  (b)  all  damages  and  profits 
recoverable  for  breach  of  the  agreement 
Included  therein,  be  returned  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and   Property 

Soclete  des  Uslnes  Chlmlques,  Rhone- 
Poulenc,  Paris,  France,  Claims  Nos.  6542, 
6543.  6544,  6545,  6546,  6547,  6548  and  29527, 
March  3,  1949  (14  F.  R.  974);  Property  de- 
scribed In  Vesting  Order  No.  293  (7  P.  R. 
9836,  November  26,  1942).  relating  to  United 
States  Patent  Application  Serial  Nos.  118.258 
(now  United  States  Letters  Patent  No.  2.- 
309,841);  285,266  (now  United  States  Letters 
Patent  No.  2,309.860);  378,061  (now  United 
States  Letters  Patent  No.  2,449,036)  and  383,- 
056;  property  described  In  Vesting  Order  No. 
666  (8  P.  R.  5047,  AprU  17.  1943),  relating 
to  United  States  Letters  Patent  Nos.  1.573,- 
738:  1,582,775;  1,582,776;  1.591,958;  1,598,141; 
1.598.370;  1,599.508;  1.606.624;  1.608.288;  1,- 
623,896;  1,643,692;  1.677,964;  1.700.756;  1,- 
798,030;  1,896,039;  1.904.696;  1.909.798;  1,994,- 
213:  2,009.  295:  2.041,528;  2,056,046;  2.060,181; 
2,070,163;  2,111,768;  2,115,576;  2,219,796;  2,- 
262,544  and  2.274,593;  property  described  In 
Vesting  Order  No.  677  (8  P.  R.  7029,  May  27, 
1943),  relating  to  United  States  Letters 
Patent  No.  1,912,189;  property  described  In 
Vesting  Order  No.  2107  (8  F.  R.  13853,  October 
9,  1943),  relating  to  United  States  Letters 


1940 


NOTICES 


Patent  No.  1,609,520;  property  described  In 
Vesting  Order  No.  3515  (9  P.  R.  6844,  May  SO. 
1944).  relating  to  United  States  Letters 
Patent  Nos.  1,627.881;  1,738,563;  1.826.594; 
1.854.762;  1.889.002;  1.882.651;  1.908,746;  1.- 
»6«,570;  1,956.571:  1,969.882;  1.988,166;  1,992,- 
167;  2,082.946;  2,102,282;  2.122,735;  2,175.842; 


2.213.717;  2.342,322  and  3,278.468;  property 
described  In  Vesting  Order  No.  3565.  relating 
to  United  States  Letters  Patent  No.  2,273,633; 
property  described  In  Vesting  Order  No.  1601 
(8  P.  R.  8566,  June  21.  1943)  ns  Transaction 
Controls,  relating  to  disclosures  of  the  fol- 
lowing Inventions: 


T.  C.  No 


Title 


Inventor 


195  (DOW  serial  No.  623.WH) 

m.'.  (a)  (now  serial  No.  f.23,S&l)  .. 
19.";  (h)  (now  -vetiul  No.  »)2:t.sr(7)  .. 
1»S  (ct  (now  srrial  No.  fi2i,««li  .. 
It6  (d;  (now  serial  No.  6ZS,Kuri).. 

IK  (e)  (now  serial  No.  623,8!*))... 

19r.  (p)  (now  sfriiil  No.  f>2r;.S<i2>.  . 
IK  (h)  (now  serial  No.  623,894).. 


New  Polyniori.<i»ble  Pro<lutt  and  Its  Process 

of  Maiujt:«cnire. 

SubstitiiU'^i  Alkylene-niamines 

IMvKrsions  r)f  Synthetic  KesiM 

lns«>rtiii(lal  ('oni|K»itioM 

A'ljuvants  of  Technical  Orpanic  Substances 

an<l  Methods  of  Usinjr  the  Same. 
Protective  Coiitinfts  for  Mctiil  Surfaces  and 

Method  of  Producing  the  Same. 
Method  tor  the  Preparstion  of  Hydroquinone 
Derivatives  of  l/2/.i  Pentanetrlol I  Orunleld  and  lourtet. 


M.  Grunfcld. 

M.  Mosnier. 

K.  ("ott<  f. 

J.  Motle  uimI  J.  Lamliert. 

Urunfeld  and  Cottet 

E.  Coltet. 

M.  Tlannion  and  I.  Fcriabine. 


All  Interests  and  rights  created  In  Les 
EtabUssemcnts  Poulenc  Freres  (now  known 
as  Societe  des  Uslnes  Chimiques  Rhone- 
Poulenc)  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  2107.  by  virtue  of  an  agree- 
ment dated  April  15.  1927  (including  all 
modifications  thereof  and  supplements  there- 
to) by  and  between  Les  Etabllssements 
poulenc  Freres  and  Abbott  Laboratories,  relat- 
ing among  other  things  to  United  States 
Letters  Patent  No,  1,609,520. 

All  Interests  and  rights  created  in  Societe 
dcs  Uslnes  Chimiques  Rhone-Poulenc  to  the 
extent  owned  by  claimant  immediately  prior 
to  the  vesting  thereof  by  Vesting  Order  No. 
S515,  by  virtue  of  an  agreement  dated  Octo- 
ber 30.  1931  (Including  all  modifications 
thereof  and  supplements  thereto)  by  and  be- 
tween Societe  des  Uslnes  Chimiques  Rhone- 
Poulenc.  E.  I.  du  Pont  de  Nemours  &  Com- 
pany and  Newport  Chemical  Corporation,  re-, 
lating  among  other  things  to  United  States 
Letters  Patent  No,  2.279,468. 

All  Interests  and  rights  created  In  Societe 
Chlmique  des  Uslnes  du  Rhone  (now  known 
as  Societe  des  Uslnes  Chimiques  Rhone- 
Poulenc)  to  the  extent  owned  by  claimant 
Immediately  prior  to  the  vesting  thereof  by 
Vesting  Order  No.  3608  (9  F.  R.  6939.  May  31, 
1944)  by  virtue  of  (a)  an  agreement  dated 
December  31.  1927  (including  all  modifica- 
tions thereof  and  supplements  thereto)  by 
and  between  Societe  Chlmique  des  Uslnes 
du  Rhone  and  E.  I.  du  Pont  de  Nemours  & 


Company,  relating  among  other  things  to 
United  States  Letters  Patent  No.  2,172,447; 
and  (b)  an  agreement  dated  August  4.  1928 
(including  all  modifications  thereof  and  sup- 
plements thereto)  executed  by  E.  I.  du  Pont 
de  Nemours  &  Company  on  June  16.  1928  and 
by  Societe  Chlmique  des  Uslnes  du  Rhone  on 
August  4.  1928  relating  among  other  things  to 
United  States  Letters  Patent  No.  1.898,213. 

In  connection  with  this  return,  claimant 
has  furnished  the  Attorney  General  certain 
covenants  contained  In  a  letter  dated  January 
25.  1949  and  Societe  Rhodlaceta  has  furnished 
the  Attorney  General  certain  covenants  (as- 
sented to  by  the  claimant)  contained  in  a 
letter  dated  November  18.  1948,  These  cove- 
nants are  attached  to  the  Determination  filed 
herewith  as  Exhibits  Al  and  A2,  respectively. 

This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  alx)ve 
patents  and  contracts. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  15,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-3112;    Filed,   Apr.   20,    1919; 
8:54  a.  m.] 


(Return  Order  2931 
Josephine  R.  Worden  et  al. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return   Published,    and    Property 

Josephine  R.  Worden.  New  York.  N.  Y  . 
Anna  Johanna  Edelhelm,  Philadelphia.  Pa  , 
E.  Swift  Newton.  Anselma,  Pa.,  Caroline  E. 
Newton.  Berwyn,  Pa,.  Claim  No.  13743.  March 
1,  1949  (14  F.  R.  930);  »3492.43  in  the  Treas- 
ury of  the  United  States;  one-third  thereof 
payable  to  Josephine  R.  Worden;  one-third 
thereof  payable  to  Anna  Johanna  Edelhelm: 
one-sixth  thereof  payable  to  E.  Swift  New- 
ton: and  one-sixth  thereof  payable  to  Caro- 
line E.  Newton.  All  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatsoever 
of  Louis  August  Edelhelm  In  and  to  the 
trusts  created  under  the  will  of  Carl  Edel- 
helm. deceased;  a  one-third  Interest  therein 
to  Josephine  R.  Worden;  a  one-third  interest 
therein  to  Anna  Johanna  Edelhelm;  a  one- 
sixth  interest  therein  to  E.  Swift  Newton: 
and  a  one-sixth  interest  therein  to  Caroline 
E.  Newton,  heirs  and  successors  of  Louis 
August  Edelhelm,  deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington.  D.  C,  on 
April  15,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-3111;    Filed,    Apr.   20,    1949, 
8:54  a.  m.) 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER  10052 

Enlarging  Naval  Pitrolcum  Reserve  No. 
1:  Revoking  in  Part  Public  Land 
Order  No.  460  of  April  1,  1948 

california 

By  virtue  of  the  authority  vested  In 
me  a.s  Pre.sident  of  the  United  States, 
and  In  effectuation  of  the  purpo.ses  of 
the  act  of  June  17.  1944.  58  Stat.  280  (34 
U.  S.  C.  524),  relating  to  the  conserva- 
tion, care,  custody,  protection,  and  oper- 
ation of  the  naval  petroleum  and  oil 
shale  reserves,  it  is  ordered  as  follows: 

Section  1.  The  exterior  boundaries  of 
Naval  Petroleum  Reserve  No.  1  are  hereby 
extended  to  Include  the  following-de- 
scribed public  lands  and  private  lands  In 
Kern  County.  California: 

MOUNT    DIABLO    MKXTDIAN 

T.  80  8..  R.  22  E . 

Sees.  12  and  14; 
Sec.  13.  S4SW>4: 
8ec.  23,  N'jNEU.  6E'4NK>4: 
Sec.  26.  NE'4. 
T.  30  8.,  R.  23  K.. 
Sec.  8. 

The  areas  described,  including  both 
public  and  non-public  lands,  aggregate 
2,280  acres. 

Sec.  2.  Subject  to  valid  existing  rights, 
the  public  lands  within  the  above-de- 
.*;cribed  areas  are  hereby  withdrawn  from 
all  forms  of  appropriation  under  the  pub- 
lic-land laws,  including  the  mining  and 
mineral-leasing  law^  and  reserved  as  a 
part  of  the  said  Naval  Petroleum  Reserve 
No.  1. 

Sec.  3.  Public  Land  Order  No.  460  of 
April  1.  r948.  which  was  revoked  In  part 
by  Public  Land  Order  No.  643  of  De- 
cember 30,  1948,  is  hereby  revoked  so  far 
as  it  affects  any  of  the  above-described 
lands. 

Harry  S.  Truman 

The  White  House, 

April  20.  1949. 

IF.    R.    Doc.    49-3170;    Filed.    Apr.    20,    1949; 
3:27  p.  m.J 


EXECUTIVE  ORDER  10053 

Regulations  Governing  the  Transporta- 
tion or  Household  Goods  of  Members 
of  the  Air  Force.  Army.  Navy,  Marine 
Corps.  Coast  Guard.  Coast  and  Geo- 
detic Survey,  and  Public  Health 
Service 

By  virtue  of  and  pursuant  to  the  au- 
thority vested  In  me  by  section  12  of  the 
Pay  Readjustment  Act  of  1942.  56  Stat. 
364,  as  amended  by  section  205  of  the  act 
approved  August  2.  1946.  60  Stat.  860. 
and  as  President  of  the  United  States.  I 
hereby  approve  the  attached  regulations 
prescribed  by  the  heads  of  the  depart- 
ments and  agencies  concerned,  governing 
the  tran.^portation  of  household  goods  of 
members  of  the  Air  Force,  Army.  Navy. 
Marine  Corps,  Coast  Guard,  Coast  and 
Geodetic  Survey,  and  Public  Health 
Service. 

The  provisions  of  these  regulations 
shall  be  applicable,  with  respect  to  such 
household  goods,  to  (1)  packing,  crating, 
and  unpacking  performed,  (2)  shipments 
and  drayage  commencing,  and  (3)  stor- 
age accruing,  on  or  after  February  1, 
1949. 

Harry  S.  Truman 

The  White  House, 

April  20.  1949. 

regulations  governing  the  transporta- 
tion OF  household  goods  of  members 
OF  the  air  force,  army,  navy,  marine 
corps,  coast  guard,  coast  and  geodetic 

SURVEY  and  public  HEALTH  SERVICE 

Prescribed  Pursuant  to  Section  12  of  the 
Pay  Readjustment  Act  of  June  16, 
1942,  56  Stat.  364,  as  Amended  by  Sec- 
tion 205  of  the  Act  of  August  2,  1946. 
60  Stat.  860 

Section  Paragraphs 

I.  Definitions  and  Allowances 1-14 

II.  Shipping  procedures 15-19 

III.  E^xcess  costs 20-21 

IV.  Claims 22-23 

Section  I — Definitions  and  Allowances 

Paragraph 
Definitions 1 

Authorized   weight    allowances a 

Professional  books,  papers,  and  equip- 
ment        8 

Shipment  of  household  goods  for  per- 
■onnel  not  having  a  prescribed  weight 
allowance 4 

(Continued  on  next  page) 


CONTENTS 

THE  PRESIDENT 

Executive  Order  p  ge 

California;  enlargement  of  Naval 
Petroleum  Reserve  1  and  partial 
revocation  of  PLO  460 1941 

Members  of  Air  Force,  Army,  Navy, 
Marine  Corps,  Coast  Guard, 
Coast  and  Geodetic  Survey,  and 
I*ublic  Health  Service:  transpor- 
tation of  household  goods 1S41 

EXECUTIVE  AGENCIES 

Agriculture  Department 
Proposed  rule  making: 

Texas    Livestock    Auction    Co., 

Amarillo,  Tex 1992 

Rules  and  regulations: 

Potatoes,  U.  S.  standards 1955 

Alien  Property,  Office  of 
Notices : 
Vesting  orders,  etc.: 

Abele,  Ella  M 1995 

Anton,      Anna,      and      Rosa 

Anton 1997 

Barzen,  Wilhelm,  and  Kath- 

erina  Barzen 1998 

Bluhm,  Erich 1993 

Butzke,  Charlotte 1993 

Copyrights  of  certain  German 

nationals 2003 

Das  Diktat  Der  Menschenver- 

achtung 2003 

Gesellschaft  Zur  Vorbereitung 

Des   Deutschen    Volgswag- 

ens 1999 

Godecke.  Lena 1999 

Hellmann.  Richard,  and  Title 

Guarantee  and  Trust  Co__.     1997 

Herrling.  Rose 2003 

Huissel.  Paul 1993 

Jimusho.  Nomura 2000 

Kohler,  William  Bruno 2000 

Krugel,  Lothar 2000 

Pfeutzenreuter,  Bertha .     2001 

Saegusa,  M.,  and  Mrs.  Eileen 

Saegusa 2C01 

Schacht,  Carl 2C01 

Stueven,  Claus  R.,  et  al 1997 

Von  Eltz,  Kuno 2001 

Weber,  Walter 2C02 

Wilken,  Gertrude 2C02 

Wilier,  Carl,  and  Margaretha 

Rosskopf 2002 

1941 


1942 


THl  PRESIDENT 
CONTENTS — Continued 


Paragrep'i 
unpacking,    and    un 


FEDERAL^S&REGISTER 


Page 


Published  dally,  except  Sundays  Mondays, 
and  days  following  official  Federal  holidays, 
by  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  af  horlty 
contained  In  the  Federal  Register  Act  ap- 
proved July  26.  1935  (49  Stat.  500.  as 
amended;  44  U.  S.  C.  ch.  8B).  under  regula- 
tlons  prescribed  by  the  AdmlnlstratUe  Com- 
mlttee.  approved  by  the  President  Distribu- 
tion 18  made  only  by  the  Superintendent  of 
Documents.  Government  Printing  Office. 
Washington  25.  D.  C.  .        »,  .«.„ 

The  reKtilatory  material  appearing  herein 
is  keyed  to  the  Code  of  Federal  Regulations 
which  U  publtehed.  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act.  as 
amended  June  19.  1937.  v,  ^  kb 

The  FtDEEAL  REGisTix  win  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  «1  50 
per  month  or  $15.00  per  year,  payable  In  ad- 
vance. The  charge  for  Individual  copies 
(minimum  ISO  varies  In  proportion  to  the 
size  of  the  Issue.  Remit  check  or  money 
order,  made  payable  to  the  Superintendent 
of  DocumenU.  directly  to  the  Government 
Printing  Office.  Washington  25.  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  In  the  Fideral 
rbcistbi. 


1958 


1994 
1994 
1994 


]  949  Edition 

CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after   January    1,    1949. 

The  following  books 
are    now    available: 

Ti»/e  3,  1948  Supplement  ($2.75). 

rifles  4-5  ($2.25). 

Tifle  6  ($3.00). 

Tifle  7,  Parfs  1-201  ($4.25). 

These  books  may  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  OfRce,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 


Customs  Bureau 

Rules  and  regulations: 

Articles  conditionally  free,  sub- 
ject to  reduced  rate.  etc. ;  reg- 
istration of  valuable  effects— 

Federal  Power  Commission 

Notices: 

Hearings,  etc.: 

Kings  County  Lighting  Co-- 

Mountaln  Fuel  Supply  Co 

Piedmont  Natural  Gas  Corp. 

Federal  Security  Agency 

See  Food  and  Drug  Admlnlstras.- 

tlon. 
Food  and  Drug  Administration 

Proposed  rule  making:  _ 
Cheeses,  processed  cheeses  etc.. 
definitions  and  standards  of 
Identity ^^"^ 

Industry  Cooperation,  OfRce  of 

Voluntary  steel  allocation  plan 

for  baseboard  radiation i»w^ 

Justice  Department 

See  Allen  Property.  OfBce  of. 
Securities  and  Exchange  Com- 
mission 

Notices: 

Hearings,  etc.: 

Arkansas  Power  L  Light  co.- 
Cambrldge  Electric  Light  Co. 
Kentucky  and  West  Virginia 
Power  Co..  Inc.  and  Ameri- 
can Gas  and  Electric  Co.- 

Treasury  Department 

See  Coast  Guard;  Customs  Bureau. 

CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  FederarRegulatlor^s  aftected  brdocument 

published  m  this  issue.     P^°P°f  .^J  T^ed   as 
opposed   to   final   actions,   are    Identified   as 

such. 
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Chapter  II  (Executive  orders) 

10052  

10053  

Title  7 
Chapter  I: 

Part    51 
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Coast  Guard 

RuU'.s  and  regulations: 
Merchant  marine: 
Officers  and  motorboat  opera- 
tors, hcenslng.   and   regis- 

tratlon  of  staff  officers 1958 

Seamen,  certification !»»» 

Pa.s.senger  vessels  of  U.  S.  of  100 
gross  tons  and  over  propelled 
by  machinery;  construction 
or  material  alteration iy3» 

Commerce  Department 

See  Industry  Cooperation.  Office 

Of. 


Title  19 
Chapter  I: 
Part    10 

Title  21 
Chapter  I: 

Part  19  (proposed) 

Title  34 

Chapter  VI:  , 

Part  702  (see  EO  10052) 

Title  43 

Chapter  I:  .      ^      ^. 

Appendix  (Public  land  orders)  i 

460  (revoked  by  EO  10052)  — 

Title  46 

Chapter  I: 

Part    10 

Part    12__ — 

Part    144 


Packing,   crating 

crating "" 

Drayage  and  hauling 

IhTpmenV'undVr'VemporaVy  "change'  of 
station  or  temporary  duty  orders       . 
Shipment  when  detached  from  perma- 
nent duty  station  to  await  orders.  -  -  — 
Shipment   under   permanent   change   of     ^^ 

station   orders. -- -— *-     j^ 

Shipment  upon  decease ^.^ 

Time    limitations ',ll'^\i^\n 

Reshlpment  of  the  same  property  within     ^^ 

one  allowance 

When  shipment  not  authorized 

1  Df/lni<lons.-Unless  otherwise  In- 
dicated, m  these  regulations  the  follow- 
ing terms  are  used  as  defined  m  tms 

^V^Hlmehold  goods:  Household  goods 
clothing,  baggage,  and  all  other  personal 
effects  of  a  similar  character  'including 

professional   books.  PaPe''f^^"'*,,;S: 

ment-see  par.  3).  except  the  following^ 

(1)  Personal    baggage    wVen    carried 

free  on  tickets.  „  on    iqi9- 

(2>   Automobiles   (act  June  30.   19S£. 

47  Stat.  405). 

(3)  Other  motor  vehicles. 

(4>  Trailers,  with  or   without   other 

property.  *  . 

(5)   Boats. 

(6>  Wines  and 'or  liquors. 

(7)  Animals  not  necessary  In  the  per- 
formance of  official  duties. 

(8>   Birds.  „*v,or 

(9)  Groceries  and  provisions  other 
than  those  for  consumption  by  the  owner 
and  his  Unmediate  family. 

(10)  Articles  acquired  after  tbe  enec- 
tlve  date  of  change  of  station  orders,  ex- 
cept that  household  goods  Include  other- 
wise proper  articles  purchased  In  the 
United  States,  when  shipped  overseas  af- 
ter approval  by  the  Service  of  which  the 
owner  Is  a  member  (27  Comp.  Gen.  171). 

(11)  Articles  Intended  directly  or  in- 
directly for  persons  other  than  the  owner 
and  his  immediate  family,  or  articles  for 

b'  Professional  books,  papers,  and 
equipmenf. -Professional  books,  and 
papers.  Including  standard  works  of  fic- 
tion •  profes.slonal  Instruments  (not  of- 
fice equipment) ;  and  professional  equip- 
ment of  chaplains,  including  but  not  re- 
stricted to  communion  sets,  stereopticons 
and  slides,  folding  organs,  motion  pic- 
ture projectors  and  film,  and  printing 
outfits.  All  Items  must  be  required  by 
the  individual  for  reference  or  other 
purposes  In  the  performance  of  official 

duties.  .       .  .  , „ 

c    Duty  Station.— A.  place  to  which  an 
individual  is  actually  assigned  for  duty, 
including  a  place  from  which  he  com- 
mutes dally  to  his  assigned  station  or.  for 
personnel  on  sea  duty,  the  home  yard  or 
home  port  of  the  vessel  or  mobile  unit 
to  which  the  individual  Is  assigned    Tho 
place  where  a  vessel  is  building  or  flttinc 
out  will  be  considered  as  the  home  yard 
or  the  home  port  of  the  vessel  until  the 
date  of  commissioning,  at  which  time  the 
home  yard  or  home  port  assigned  to  sucu 
vessel  will  be  the  new  duty  station. 

d.  Home.— The    place    presently    re- 
corded as  the  home  of  the.indiv  du  i 
1958      when  ordered  to  the  relevant  tour    -I 
IQSR      active  duty  <see  Comp.  Gen.  B-4l.i8i.  i- 
llll      July  1944; ;  except  tKat.  in  connection 
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Fridajf,  April  22,  1949 

with  retirement  of  members  of  the  Regu- 
lar Services  subject  to  these  regulations 
the  term,  '•home"  means  the  place  which 
the  individual,  within  the  time  limit, 
selects  as  his  home  for  the  purpose  of 
receiving  mileage  allowance  or  transpor- 
tation, as  the  case  may  be.  for  his  per- 
sonal travel  (see  MS  Comp.  Gen.  A-92607. 
29  March  1938  and  26  Comp.  Gen.  18). 

e.  United  States.— The  area  included 
within  the  boundaries  of  the  forty-eight 
states  and  the  District  of  Columbia. 

f.  Permanent  change  of  s/ah'on.— As- 
signment, detail,  or  transfer  of  an  indi- 
vidual or  unit  to  a  different  duty  station 
(even  though  within  the  same  city,  town 
or  metropolitan  area),  under  competent 
orders  which  neither  specify  the  duty  as 
temporary,  nor  provide  for  further  as- 
signment to  a  new  station,  or  direct  re- 
turn to  the  old  duty  station  (see  24  Comp. 
Gen.  667).  It  includes  a  change  in  the 
home  yard  or  home  port  of  a  vessel  or 
mobile  unit.  For  certain  individuals  (see 
paragraph  10).  it  also  includes  the 
change  from  home  to  the  first  permanent 
duty  station  when  ordered  to  active  duty 
other  than  training  duty,  and  from  the 
last  permanent  duty  station  to  home  upon 
relief  from  such  active  duty,  including 
retirement  (see  d  above),  or  transfer  to  a 
Reserve  Component. 

g.  Place  of  Storage.— The  term  "stor- 
age" refers  to  the  place  where  household 
goods  are  stored,  whether  in  a  storage 
warehouse  or  residence  or  at  any  point 
other  than  the  duty  station. 

h.  Services. — Air  Force.  Army.  Navy, 
Marine  Corps,  Coast  Guard.  Coast  and 
Geodetic  Survey,  and  Public  Health 
Service. 


FEDERAL   REGISTER 

1.  Reserve  Components.— The  National 
Guard  of  the  United  States.  Organized 
Reserve  Corps,  Regular  Army  Reserve, 
Air  Force  Reserve,  Naval  Reserve.  Marine 
Corps  Reserve.  Coast  Guard  Reserve,  Re- 
serve Corps  of  the  Public  Health  Service, 
and  persons  inducted  in  the  service  of  the 
United  States  under  the  Selective  Train- 
ing and  Service  Act  of  1940  (Public  Law 
783— 76th  Congress)  as  amended. 

J.  Shipment  of  household  goods. — 
Transportation,  including  packing,  crat- 
ing, drayage  (at  point  of  shipment  and 
at  destination),  temporary  storage,  and 
unpacking,  at  Government  expense,  un- 
less otherwise  stated. 

2.  Authorized  weight  allowances. — 
Household  goods  of  Air  Force,  Army, 
Navy.  Marine  Corps,  Coast  Guard,  Coast 
and  Geodetic  Survey,  and  Public  Health 
Service  personnel,  not  in  excess  of  the 
weight  limits  In  pounds  herein  prescribed, 
may  be  shipped  at  Government  expense 
in  accordance  with  the  provisions  of 
these  regulations.  The  weight  allow- 
ances set  forth  are  exclusive  of  baggage 
that  is  transported  free  of  charge  on  a 
commercial  ticket.  The  allowances  set 
forth  are  intended  to  represent  the  actual 
net  weights  of  household  goods  author- 
ized to  be  shipped  at  Government  ex- 
pense. When  any  portion  of  the  move- 
ment is  made  by  water  the  allowance  is 
increased  40  percent  to  cover  the  weight 
of  materials  used  In  packing  for  water 
shipment.  When  shipment  is  made  by 
rail,  or  motor  freight  (general  freight 
haulers,  as  di.^tinpuished  from  specialized 
household  goods  motor  carriers) ,  or  com- 
bination thereof,  the  allowance  Is  In- 
creased 25  percent  to  cover  the  weight  of 
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materials  u.sed  in  packing  and  crating  for 
freight  shipment.  When  shipment  is 
forwarded  by  commercial  van,  such  al- 
lowance is  increased  5  percent  to  cover 
the  weight  of  materials  used  in  packing 
and  crating  for  van  shipment.  If  the 
actual  weight  of  a  van  shipment  is  un- 
obtainable, weight  of  shipment  will  be 
determined  by  cubic  measurement  on 
the  basis  of  7  pounds  per  cubic  foot. 
Whenever  shipment  is  by  mixed  method, 
a  portion  by  freight  and  a  portion  by  van, 
the  total  net  unpacked  weights  will  be 
compared  with  the  net  weight  allowance 
to  determine  the  amount  of  excess 
weight,  if  any.  On  any  occasion  when  it 
is  necessary  to  ascertain  the  net,  un- 
packed weight  of  household  goods  al- 
(40T  \ 
j^Q^J  will  be  subtracted 

from  gross  weight  of  such  household 
goods  when  shipped  by  means  involving  ' 

water  movement,  or  'f.  ^^2^^'^^.  )  from  gross 

weight  of  such  household  goods  shipped 

by  rail  or  motor  freight,  or  ' -i  (  ^'^^  ) 

from  gross  weight  of  .such  household 
goods  shipped  by  van.  Where  shipments 
involve  weights  in  excess  of  the  pre- 
scribed allowance  and,  or  contain  unau- 
thorized articles  the  transportation 
charges  on  such  excess  weights  and  or 
unauthorized  articles  will  be  borne  by 
the  owner.  When  the  prescribed  weight 
allowance  has  been  exhausted  by  previ- 
ous shipments  any  subsequent  shipments 
on  the  same  orders  will  be  arranged  at 
the  expense  of  the  owner  and  will  be 
made  under  commercial  bills  of  lading. 


Army,  Air  Force,  aiid  Marine  Corps 


("n'lifral  and  ficiMrnl  of  the  Army 

Lieuu-riaiit  (itiural '.'.'.'.'.'. 

Major  (Icneral ""!" 


Bricadier  Genoral 

Colonel .„ 

I.ieutriiant  Colour! "'"""'" 

Major.  Coimiiissioned  Warrant  Omwr  fMarJne 
Corp^)  after  ill  >fars  (tininiissione<l  service  and 
Chief  Warrant  Ollnvr.  4th  pay  iH-ricKJ  (Arniv  and 
Air  For(i->. 

Ca|)tain.  Cornmi.vionrd  Warrant  Oflicer  (Marine 
Corps)  after  lu  years  commissioned  s«t\  li-e  and 
Chief  Warrant  Offiwr.  .id  pay  i>erio«l  (.\rniy  and 
Air  Korce). 

Firvt  I.ieiiti  nant.  Contraet  Sureeon,  Coramis- 
sione<I  Warrant  Officer  (Marine  Corp>^>  with  less 
thi.n  1(1  years  commisMoned  service,  atid  Chief  War- 
rant Ollieer  (Army  and  Air  Forct- ). 

Second  Lieutenant.  Ollieer  (Jradiiaie  of  the  I'.  S.  M 
A..  FliKhl  Officer.  Warrant  Ollieer  (Marine 
Corps)  and  Warrant  Offiwr,  Junior  Urude  (Army 
and  Air  Foroi. 

Noncommlsfioned  Officer  (first,  second,  and  third 
trAt\v). 

-Noncommissioned  OITicer  (fourt h  (trade) 

Aviation  Cadet 


Services  and  grade  ' 


Navy.  Coajt  Uuard.  an<l  Co;i>t  and  Geodetic 
Survey 


Admiral 

Viiv  .^dmi>al "      

Rear  Admiral  (upper  hnV) ../.'.'."'.'..'," '_'/_ 

Rear  Admiral  (lower  half)  Commodore 

Captain 

Commander .""" 

Lieiifenant  Ccminiander  ftn<l  C^ommissloried 

Warrant   oMicir  alt.  r  ai  years  oommiv 

sioiH'd  st-rvice. 
t 
Lieutenant    and    Commissioned    Warrant 

OHicer     after     10     years     commissioned 

service. 

Lieutenant  (Junior  Graded  and  Commis- 
sioned Warrant  OfTuvr  with  less  than  10 
years  commissioned  service. 

Ensijrn.  Omcer  Graduate  of  the  U.  S.  N'ava) 
Academy,  Oflicer  Graduate  of  the  Coast 
Guard  Academy,  and  Warrant  Officer. 

Enlisted  Personnel  (first,  second,  and  third 
pay  grades). 

Enli-sted  l'ers<mnel  (fourth  pav  grade) 

Aviation  Cadet '  . 


Public  Health  Service 


Temporary 

change 
of  station 


Permanent 

chanpe 
of  station 


weight  allow-  weight  allow 
ance  ance 


Surgeon  General.  Deputy  Surgeon  General, 
and  AssLstant  Surgeon  General  (Maj.  Gen. 
grade). 

Assistant  Surgeon  General  (Brig!  Gen. 
grade). 

Director 

Senior  grade '"' 

Full  grade '.'.'../.'. 


Senior  Assistant. 


Assistant. 


Junior  Assistant. 


MemlxTs  of  K.sf rve  Components  of  the  .'Services  concerned,  and  officers  holding 
teniiK.rary  commissions  in  the  Army  of  Ihr  liiit,  d  States,  are  entitled  to  weight  allow- 
ftiics  for  corresimiiding  r.-hitive  gra.les  listed.    The  weight  allowanc«.  of  an  indivi.iual 

fw  ?? .. "'"*"  !','^  '^'■"''''  '"■  '■^'  "'>^  •"  ' '"' '  ""<^  ""!'•  detachment  from  the  last  duty  station. 
(.M/b  tomp.  Gen.  A»151'i-H  Nov.  IWli. 
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8.1500 


7.500 


0,000 


4,500 

3,000 
400 


r-ii  7**P'o*'"J''  "''*  l'™i'a"tm  raay  be  authorlwd  hy  the  respective  Secretaries  for  the 
t  niefs  of  Staff,  V.  S,  Air  Force,  and  Army,  and  Chief  of  Naval  0[)eratlons  in  such 
Mdjticmal  amounts,  not  exceeding  2,000  pounds,  as  ihey  may  consider  appropriate. 


3.  Professional  books,  papers,  and 
equipment.-V/hen  certified  by  the  indi- 
vidual as  necessary  in  the  performance  of 
his  official  duties,  shipment  of  profes- 
sional books,  papers,  and  equipment 
under  these  regulations  shall  be  in  the 


same  manner  and  under  the  same  condi- 
tions as  other  household  goods  except 
that  the  weight  thereof  shall  be  without 
charge  against  the  prescribed  weight 
allowance.  As  used  in  these  regulations, 
authorizations  and  limitations  pertain- 


ing to  household  goods  within  prescribed 
weight  allowances  shall  be  considered  as 
applying  to  professional  books,  papers 
and  equipment  under  the  same  condi- 
tions but  without  limitation  as  to  the 
weight  of  such  books,  papers,  and  eqtilp- 
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ment  unless  otherwise  specified.  Such 
books,  papers,  and  equipment  will  be 
packed  separately  and  the  containers 
will  be  marked.  "Professional  books,  pa- 
pers, and  equipment."  The  weight  of 
such  containers  will  be  shown  separately 
on  the  bills  of  lading  or  other  shipping 
documents. 

4.  Shipment  of  household  goods,  for 
personnel  not  having  a  prescribed  weight 
allowance. — Persons  for  whom  no  weight 
allowance  has  been  prescribed  in  para- 
graph 2.  will  make  every  reasonable  effort 
to  check  personal  baggage  in  baggage 
service  on  their  personal  transportation 
tickets.     If.   despite  such  efforts,   it   is 
impracticable  for  personal   baggage  to 
accompany   the  individual,   checked   in 
baggage  service,  such  baggage  not  to  ex- 
ceed two  hundred  (200)  pounds,  may  be 
shipped     at     Govfernment     expense     by 
means  ordinarily  used  for   such  ship- 
ments.    If  necessary  in  a  particular  case, 
shipment  may  be  made  at  Government 
expense  by  railway  express  rather  than 
by  ordinary  means  if  specifically  author- 
ized or  approved  in  writing  by  the  com- 
manding officer  of  the  Installation  from 
which  the  individual  departs,  or  by  a 
member  of  his  Immediate  staff  authorized 
to  issue  travel  orders.     Reference  to  such 
authorization,  including  its  date,  will  be 
indicated    under    "Authority    for    Ship- 
ment" on  bills  of  lading  issued  for  ship- 
ments under  these  provisions. 

5.  Packing,    crating,    unpacking,    and 
uncrating — a.  At  Government  expense. — 
Upon  temporary  or  permanent  change  of 
station,  the  prescribed  change  of  sta- 
tion weight  allowance  of  household  goods 
will  be  packed,  crated,  unpacked,  and 
uncrated      at      Government      expense. 
Where    any    existing    facilities    of    the 
Services  subject  to  these  regulations  are 
available  and  adequate  for  such  pack- 
ing, crating,  unpacking,  and  uncrating. 
those  facilities  may  be  used  reciprocally 
by    any    such   Services.     The    requiring 
Service  will  submit  written  application 
to  the  commanding  officer  of  the  instal- 
lation at  which  the  facilities  are  located. 
b.  Bills    to    be    rendered. — <1)   When 
such  functions  are  performed  by  a  Serv- 
ice other  than  the  requiring  Service,  the 
Service   performing   the  work   will   bill 
the  requiring  Service  for  the  actual  cost 
of  materials  and  all  labor  and  service 
incident    thereto.     In    computing    such 
cost,  overhead  charge  will  not  be  includ- 
ed.   Such  bill  should  be  rendered  within 
ten  days  alter  completion  of  the  work 
and  will  be  paid  promptly  by  the  requir- 
ing Service.     The  requiring  Service  will 
be  responsible  for  the  computation  and 
collection  of  excess  costs,  if  any,  from  the 
owner. 

(2)  The  cost  of  packing,  crating,  un- 
packing, and  uncrating  professional 
books,  papers,  and  equipment,  will  be 
computed  separately  from  the  cost  of 
such  functions  in  connection  with  house- 
hold goods.  When  such  cost  is  billed 
between  Services,  it  will  appear  as  a  sep- 
arate item  on  the  bill. 

c.  Record  of  cost  to  be  kept.— A  care- 
ful record  of  all  property  packed,  either 
with  Government  labor  or  by  commercial 
firms,  with  all  costs  pertaining  thereto, 
will  be  kept  by  the  installation  at  which 
performed,  in  accordance  with  dircciives 
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of  the  Services  concerned.  When  the 
packing  is  performed  by  use  of  Govern- 
ment owned  materials  and/or  Govern- 
ment labor,  the  record  will  be  complete 
as  to  the  period  of  labor,  the  quantities 
of  all  materials  used,  and  the  itemized 
value  thereof. 

d.  Property  packed  by  owner.— The 
Government  will  assume  no  risk  for  dam- 
age to  property  attributed  to  faulty  pack- 
ing or  crating  when  packed  or  crated  by 
the  owner  or  his  agents  and  accepted  by 
carriers  for  transportation. 

e.  Method  of  pacfcing.— Packing  and 
crating  of  all  household  goods  will  be 
performed  or  contracted  for  by  the 
Services  in  accordance  with  their  respec- 
tive current  directives. 

f.  Excess  costs.— The  cost  of  packing, 
crating,  and  unpacking  any  unauthor- 
ized articles  or  weight  in  excess  of  pre- 
scribed weight  allowance  will  be  borne  by 
the  owner.  See  also  paragraphs  20  and 
21  below. 

6.  Drayage  or  hauling — a.  Author- 
ized.— Necessary  drayage  or  hauling  of 
household  goods  within  prescribed  weight 
allowances,  is  authorized  at  Government 
expense  in  connection  with  temporary  or 
permanent  change  of  station.  Such 
drayage  or  hauling  includes  handling 
into  or  out  of  quarters,  and.  if  necessary, 
the  employment  of  special  rigging  and 
equipment  in  connection  with  heavy  or 
delicate  articles.  It  also  Includes  but  is 
not  limited  to  the  following  (either  sin- 
gly or  in  combination)  at: 

( 1 )   Point  of  origin,  such  as — 

(a)  Prom  quarters  to  packing  and 
crating  facility  and/or  to  storage. 

(b)  From  packing  and  crating  facility 
to  quarters,  when  a  portion  of  the  prop- 
erty, after  being  packed  and  crated,  is 
to  be  joined  with  the  remainder  of  the 
property. 

(c)  From  packing  and  crating  facility 
to  place  of  storage. 

(d)  To  carrier's  station,  from  quar- 
ters, packing  and  crating  facility,  and,  or 
place  of  storage. 

(2>  En  route  or  intransit,  when  the 
cost  is  not  absorbed  by  carrier  concerned, 
such  a.s — 

(a>  Prom  incoming  carrier's  station  to 
place  of  storage. 

(b)  From  place  of  storage  to  outgoing 
carrier's  station. 

(c>  Prom  incoming  carrier's  station 
direct  to  outgoing  carrier's  station. 

(3»   Destination,  .such  as — 

(a)  Prom  carrier's  station  to  quar- 
ters and  or  place  of  storage. 

(b)  From  place  of  storage  to  quarters. 

(4»  Intracity. — From  one  area  to  an- 
other area  within  the  same  city.  town,  or 
metropolitan  area,  when  in  connection 
with  a  permanent  change  of  station  or 
upon  the  retirement  or  death  of  the 
owner. 

b.  How  procured.— Unless  carriers'  free 
pick-up  and  delivery  service  includes 
handling  into  or  out  of  quarters,  pack- 
ing and  crating  facility,  and  or  place  of 
storage,  such  carriers'  free  service  will 
not  be  utilized.  When  carriers'  free 
pick-up  or  delivery  is  not  used,  such  dray- 
age or  hauling  will  be  performed  by  Gov- 
ernment owned  vehicles  of  the  respec- 
tive Services,  whenever  available.  When 
such  Government  vehicles  are  not  avail- 
able, commercial  vehicles  may  be  used. 


c.  Bills  of  lading  to  be  annotated  — 
Where  drayage  service  for  household 
goods  is  not  furnished  by  the  carrier,  bills 
of  lading  issued  in  connection  with  rail 
shipments  will  be  annotated  to  show  that 
pick-up  service  at  point  of  origin  or  de- 
livery at  destination  (as  the  case  may 
be)  was  by  the  Government  or  its  agent. 

d.  Excess  costs— The  cost  of  draying 
or  hauling  unauthorized  articles  or  any 
weight  in  excess  of  prescribed  weight  al- 
lowances will  be  borne  by  the  owner. 
See  al.so  paragraphs  20  and  21  below. 

7.  Storage — a.  Temporary   Storage. — 

(1)  When  authorized.— Whenever  nec- 
essary In  connection  with  a  permanent 
change  of  station,  because  of  condi- 
tions beyond  control  of  the  owner  (in- 
cluding but  not  limited  to  directed  sur- 
render of  quarters,  arrival  of  shipment 
at  destination  before  arrival  of  owner, 
or  non-availability  of  quarters  at  desti- 
nation) temporary  storage  of  household 
goods  within  prescribed  weight  allow- 
ances is  authorized  at  Government  ex- 
pense. Such  storage  includes  all  neces- 
sary in  and  out  handling  charges.  Gov- 
ernment facilities  of  the  respective  Serv- 
ices will  be  used  for  such  storage  in  all 
cases  when  available.  In  case  such  Gov- 
ernment facilities  are  not  available,  com- 
mercial facilities  may  be  used.  Owners 
will  not  arrange  for  temporary  storage  in 
contemplation  of  subsequent  storage 
under  provisions  of  b  below.  Temporary 
storage  at  Government  expense  will  not 
exceed  a  total  of  six  months  in  connec- 
tion with  one  permanent  change  of  sta- 
tion and  must  accrue  during  any  one  or 
combination  of  the  following  periods: 

(a)  After  pick-up  of  property  at 
quarters  and  before  dispatch  of  ship- 
ment from  carrier's  station  at  point  of 
origin. 

(b»  While  shipment  Is  In  transit  or 
en  route,  and  storage  is  not  furnished 
free  of  charge  by  carrier  concerned. 

(c)  After  arrival  of  shipment  at  car- 
rier's destination  station  and  before  de- 
livery of  shipment  into  quarters. 

(2)  Excess  cos^s.— Storage  costs  on 
weight  in  excess  of  prescribed  allow- 
ances or  for  time  in  excess  of  six  months 
will  be  borne  by  the  owner.  See  also 
paragraphs  20  and  21  below. 

(3)  Notation  on  payment  voucher.— 
Vouchers  covering  payment  of  commer- 
cial storage  at  Government  expense  will 
be  supported  by  a  certificate  of  properly 
designated  authority  that  such  storage 
Is  necessary. 

b.  Non-temporary  storage. 

(1)  Household  goods. — Persons  for 
whom  a  weight  allowance  has  been  pre- 
scribed may  apply  for  storage,  at  an  in- 
stallation of  the  Service  concerned,  of 
their  household  goods  (see  also  pars.  8 
e  and  /  and  10b  i2)  and  (7)  below). 
Storage  of  automobiles  is  not  author- 
ized. The  granting  of  a  request  will 
depend  upon  whether  facilities  are  avail- 
able and  any  storage  furnished  will  be 
subject  to  the  time  limit  prescribed  in 

(2)  below.  Owners  will  not  ar  ange  for 
temporary  storage  mentioned  in  a  above 
in  contemplation  of  subsequent  storage 
under  these  provisions.  Applications  for 
storage  will  contain  owners  agreement 
that  whenever  household  goods  are  not 
withdrawn  within  the  prescribed  time 
limit  or  tror.p'.ly  upon  request  of  the 
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commanding  officer  of  the  storage  fa- 
cility concerned,  such  household  goods 
will  be  placed  in  commercial  storage  to 
the  account  and  in  the  name  of  the 
owner.  Applications  for  storage  will  be 
made  only — 

•  a)   Upon  retirement. 

<b)  Upon  being  detached  under  orders 
from  a  permanent  duty  .station — 

1.  And  ordered  to  temporary  duty. 

2.  And  ordered  to  temporary  duty 
pending  further  a.ssignment. 

3.  For  further  a.s.signment  to  .sea  duty. 

4.  For  further  assignment  to  duty  out- 
.slde  the  United  States,  as  a  permanent 
change  of  station. 

5.  To  await  further  orders  or  detail. 

6.  To  proceed  to  the  United  States. 
«c»   Upon   assignment   as   student   to 

pursue  a  course  of  study  of  5  months  or 
more  duration. 

'd)  Upon  being  ordered  direct  to  sea 
duty  or  direct  to  duty  out.slde  the  United 
States. 

'e)  Upon  discharge  for  personnel 
mentioned  In  paragraph  lOf  below. 

•  2  >  Time  limit.— Except  as  provided  In 
'3'  below,  .storage  herein  authorized  will 
not  extend  beyond  the  following  dates: 

"a)  Upon  retirement. — One  year  from 
date  of  retirement,  or  one  year  after  the 
termination  of  World  War  II,  whichever 
Is  later. 

<b)  Upon  detachment  under  orders 
from  a  permanent  duty  station— One 
year  from  date  of  detachment  under  or- 
ders from  permanent  duty  station. 

< c )  Sea  duty. — One  year  from  the  date 
of  return  from  .sea  duty. 

(d>  Duty  outside  the  United  States.— 
One  year  from  date  of  return  from  over- 
sea service. 

(e)  Upon  assignment  as  student. — 
One  year  from  date  of  separation  from 
school. 

»f)  Upon  discharge.— One  year  from 
date  of  discharge  under  paragraph  lOf 
below. 

(3)  Exceptions  to  fixed  periods  of  time 
limit — (a)  Hospitalization. — If  the  indi- 
vidual Is  confined  in  a  hospital  or  in  its 
vicinity  undergoing  medical  treatment 
on  the  date  of  retirement,  and  continu- 
ously thereafter  during  the  period  de- 
fined in  1 2)  (a)  above,  the  duration  of 
storage  may  be  extended  60  days  from 
the  date  of  dl.scharge  from  such  medical 
treatment.  When  the  owner  requests 
.such  extension  of  time,  he  will  furnish 
the  officer  in  charge  of  the  storage  facil- 
ity concerned.  If  so  requested,  a  copy  of 
the  statement  of  hospitalization  by  the 
re.-.ponslble  medical  officer. 

c.  Household  goods  not  withdrawn 
from  Service  storage  within  the  pre- 
scribed time  limit,  or  not  withdrawn 
upon  request  of  the  commanding  officer 
of  the  storage  facility  concerned,  will  be 
placed  In  commercial  storage  to  the  ac- 
count and  In  the  name  of  the  owner,  at 
owner's  expense. 

8.  Ship7tients  under  Temporary 
Change  of  Station  or  Temporary  Duty 
Orders.— SL.  The  weight  allowances  indi- 
cated may  be  shipped  at  Governmen.  ex- 
pense for  individuals  under  temporary 
change  of  station  orders  or  temporary 
Quty  orders  as  described  in  the  following 
paragraphs: 

r,.  When  a  member  of  a  Reserve  Com- 
ponent  is   ordered   to   active   duty   for 
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training  purposes,  .shipment  of  his  tem- 
porary change  of  station  weight  allow- 
ance is  authorized  from  his  home  to  the 
place  ordered  for  training  duty  and  re- 
turn to  his  home  upon  completion  of 
such  training  duty. 

c.  When  under  competent  temporary 
duty  orders,  temporary  additional  duty 
orders,  temporary  to  permanent  duty 
orders,  or  a  combination  thereof,  indi- 
viduals for  whom  a  weight  allowance  has 
been  prescribed  may  have  their  tempo- 
rary change  of  station  weight  allowance 
of  household  goods  shipped  between  any 
points,  subject  to  the  following  limita- 
tions In  cost  as  applicable. 

•  D  From  permanent  duty  station  to 
temporary  duty  station; 

'2»   Between  temporary  duty  stations; 

<3i  From  last  temporary  duty  station 
to  old  permanent  duty  station,  provided 
a  new  permanent  duty  station  has  not 
been  a.sslgned;  otherwise  to  the  new  per- 
manent duty  station.  When  an  Indi- 
vidual is  ordered  from  a  temporary  duly 
station  to  a  new  permanent  duty  station 
or,  when  a  temporary  duty  station  be- 
comes a  new  permanent  duty  station,  the 
shipments  authorized  herein  are  in  addi- 
tion to  the  weight  authorized  for  such 
permanent  change  of  station. 

d.  When  an  individual  is  ordered  to 
temporary  duty  In  connection  with  the 
building,  fitting  out.  or  conversion  of  a 
ve.ssel.  and  such  orders  direct  duty  on 
board  when  commissioned,  the  perma- 
nent change  of  station  weight  allowance 
of  household  goods  may  be  shipped  from 
the  old  permanent  duty  station  to  any 
point  in  the  United  States,  a-s  desired  by 
the  owner.     (See  also  par.  9  below.) 

e.  When  an  Individual  Is  detached 
under  orders  from  a  permanent  duty  sta- 
tion and  ordered  to  temporary  duty 
pending  further  assignment  to  duty 
abroad,  or  to  temporary  duty  pending 
further  asslgn.Tient  to  sea  duty,  hl.s 
household  goods  within  the  pre.scrlbed 
permanent  change  of  station  weight  al- 
lowance may  be  .shipped  to  any  point  in 
the  United  States,  or  such  household 
goods  may  bf  packed,  drayed.  and  placed 
in  storage  facilities  of  the  Service  con- 
cerned under  provisions  of  paragraph  7  b 
above.  When  such  facilities  are  not 
available,  his  household  goods  may  be 
packed,  drayed.  and  placed  In  commer- 
cial storage.  In  which  case  all  costs  other 
than  those  of  packing  and  draying  will 
be  at  owner's  expense. 

f.  When  an  individual  is  detached 
under  orders  from  a  permanent  duty 
station  and  ordered  to  temporary  duty, 
or  to  temporary  duty  for  further  assign- 
ment, his  hou.sehold  goods,  within  pre- 
scribed permanent  change  of  station 
weight  allowance,  may  be  packed,  drayed. 
and  placed  in  storage  under  storage  pro- 
visions of  e  above. 

f.  Household  goods  which  have  been 
placed  in  storage  under  provisions  of  e 
or  f  above,  may  be  shipped  to  any  subse- 
quent permanent  duty  station.  Ship- 
ment may  also  be  made  to  any  point  in 
the  United  States  under  provisions  of 
paragraph  10  b  (2)  below,  when  applica- 
ble. 

9.  Shipment  when  detached  from  per- 
manent station  to  await  orders,  detail, 
or  assignment,  or  to  proceed  to  the 
United  States.— a.  When  an  Individual  is 
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detached  from  a  permanent  station 
within  the  United  State.s  and  directed  to 
await  orders,  detail,  or  assignment, 
household  goods,  within  the  prescribed 
permanent  change  of  station  weight  al- 
lowance, may  be  packed,  crated,  drayed, 
and  placed  In  storage  facilities  of  the 
Service  concerned,  If  available,  under 
provisions  of  paragraph  7b.  When  such 
facilities  are  not  available,  household 
goods  may  be  packed,  crated,  drayed,  and 
commercially  stored  at  Government  ex- 
pen.se  within  the  time  limit  prescrit>ed 
for  temporary  storage  In  paragraph  7a 
above.  Upon  receipt  of  orders  assigning 
the  new  permanent  duty  station,  ship- 
ment of  such  household  goods  Is  author- 
ized from  point  of  storage  or  previous 
permanent  duty  stat  on  to  the  new  per- 
manent duty  station. 

b.  When    an    Individual    is    detached 
from  an  overseas  permanent  duty  sta- 
tion   and    directed    to    proceed    to    the 
United  States,  hou.sehold  goods,  within 
the  prescribed  permanent  change  of  sta- 
tion weight  allowance,  may  be  shipped 
at  government  expen.se  from  the  perma- 
nent duty  station  to  the  point  In   the 
United  States  to  which  ordered  to  report. 
The  movement  of  household  goods  Is  thus 
permitted  even  though  the  new  perma- 
nent duty  station  Is,  for  the  time  be- 
ing,   indeterminate.     If    orders    to   new 
permanent  duty  station  are  not  avail- 
able upon  arrival  of  the  hou.sehold  goods 
at  the  point  to  which  shipped,  and  such 
household   goods   cannot   be   placed   in 
storage    facilities    of    the    Service    con- 
cerned,   the    household    goods    may    be 
placed  in  commercial  storage  at  Govern- 
ment expense  within  the  time  limit  pre- 
scribed for  temporary  storage  In  para- 
graph 7a  above.     Upon  receipt  of  fur- 
ther orders  fixing  the  new  permanent 
duty  station,  the  same  property  may  be 
reshlpped,  the  allowable  cost  being  lim- 
ited to  the  transportation  cost  from  the 
reshipplng  point  to  the  new  permanent 
duty   station.     In   these   circumstances, 
the  orders  Involving  detachment  and  the 
orders  fixing  the  new  permanent  duty 
station  are  considered  to  be  one  set  of 
orders  for  a  permanent  change  of  sta- 
tion.    Therefore,    if    the    owner    takes 
physical    possession    of    the    household 
goods  at  the  re.shipping  point,  the  Gov- 
ernment  will    not    assume   the    cost   of 
shipping  such  household  goods  from  the 
reshipplng  point,  since  household  goods 
may  not  be  re.shipped  under  identical  or- 
ders for  the  convenience  of  the  owner. 
See  also  c  and  paragraph  13  below. 

c.  All  commercial  storage  furnished  at 
Government  expense  under  provisions  of 
a  or  b  above  will  not  exceed  a  total  of 
six  months  duration  In  connection  with 
one  transfer  between  the  last  permanent 
duty  station  and  the  nhw  permanent 
duty  station. 

10.  Shipment  under  penuanent  change 
of  station  orders.  — The  permanent 
change  of  station  weight  allowance  of 
household  goods  may  be  shipped  at  Gov- 
ernment expense  for  the  classes  of  per- 
sonnel Indicated  below  under  the  follow- 
ing terms  and  conditions: 

a.  Upon  being  ordered  to  active  duty. 

(1)  For  contract  surgeons  of  the  Serv- 
ices subject  to  these  regulations;  mem- 
bers of  Reserve  Components  of  .such 
Services  when  ordered  to  active  Quty  for 
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not  less  than  six  months;  members  of 
the  National  Guard  when  inducted  into 
Federal    service   for   not   les-s   than    six 
months;  civilians  commissioned  as  tem- 
porary officers  or  appointed  as  tempo- 
rary  warrant   officers   in   the   Army   of 
the  United  States  when  ordered  to  ac- 
tive duty  for  a  period  of  not  less  than 
six  months;  from  home  to  the  first  or 
any  subsequent  permanent  duty  station. 
(2»   For  retired  personnel  recalled  to 
active  duty,  to  the  first  permanent  duty 
station  from  home  or.  in  the  case  of  per- 
sonnel recalled  to  active  duty  within  one 
year  after  retirement  who  did  not  ship 
their  household  goods  in  connection  with 
such  retirement,  from  the  last  perma- 
nent duty   station   or   place   of   storape 
prior  to  retirement.     The  provisions  of 
this  subparagraph  apply  to  .such  per- 
sonnel ordered  to  or  relieved  from  active 
duty  in  connection  with  Organized  Re- 
serves and  or  Citizens  Military  Training 
activities  only  when  and  to  the  extent 
that  transportation  of  household  poods 
In  such  circumstances  is  permissible  un- 
der applicable  appropriation  acts. 

b.  Upon  permanent  change  of  sta- 
tion.—  (1)  For  personnel  on  active  duty, 
from  the  last  duty  station  to  the  new 
duty  station.  In  ca-se  an  individual  does 
not  desire  to  ship  his  authorized  weipht 
allowance,  or  any  portion  thereof  to  his 
new  permanent  duty  station,  he  is  not 
thereby  precluded  from  making  later 
shipment  thereof,  from  that  former  per- 
manent station  to  some  subsequent  per- 
manent duty  station  within  authorized 
weight  allowance  under  travel  orders  to 
the  latter  station.  As  used  in  this  sub- 
paragraph "former  permanent  duty  sta- 
tion" includes  the  home  of  an  individual 
for  whom  shipment  from  home  is  au- 
thorized under  subparagraph  a  above. 

(2»  On  transfer  or  assignment  to  sea 
duty;  to  duty  in  connection  with  build- 
ing, fitting  out.  or  conversion  of  a  vessel; 
to  duty  overseas;  or  to  places  where  their 
dependents  are  not,  for  military  reasons, 
permitted  to  accompany  then"  or  join 
them  within  five  months  or  where  the 
commanding  officer  has  determined  that 
quarters  for  dependents,  if  authorized, 
are  not  available;  from  the  last  duty  sta- 
tion to  such  locations  in  the  United  States 
as  may  be  designated  by  the  person  con- 
cerned. Upon  sub.sequent  transfer  to  a 
duty  station  which  is  not  subject  to  .such 
military  restrictions  or,  upon  removal  of 
such  restrictions  without  change  of  sta- 
tion, from  such  de.signated  locations  to 
the  current  duty  station. 

(3>  For  officers  commis.sioned  and 
warrant  officers  appointed  permanently 
or  temporarily  In  the  Regular  Services 
from  the  ranks  (including  graduates 
from  Officer  Candidate  Schools),  from 
home  and  or  the  last  permanent  duty 
station  to  the  new  permanent  duty  sta- 
tion. 

(4)  For  officers  commissioned  and 
warrant  officers  appointed  permanently 
or  temporarily  in  the  Reserve  compo- 
nents of  the  Services  concerned  from  the 
ranks  (including  graduates  from  Officer 
Candidate  Schools »,  from  home  and  or 
last  permanent  duty  station  to  the  new 
permanent  duty  station  (see  8  Comp. 
Gen.  507 ». 

(5>  For  members  of  the  graduating 
classes,  of  the  Acr.u.raies  of  the  Services 
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concerned  who  are  commissioned  as  offi- 
cers, from  home  of  the  individual  and  or 
the  academy  from  which  the  individual  is 
graduated  to  the  fir.st  permanent  duty 
station  (see  act  June  27.  1944;  58  Stat. 
288  >. 

(6>  For  hospital  patients.  (The  pro- 
visions of  paragraph  15c  (3)  below  do  not 
apply  to  shipments  author:z?d  in  this 
subparagraph.  • 

<a>   To   hospitals. — For  personnel   on 
active  duty  who  are  transferred   from 
either  a  permanent  or  temporary  duty 
station,  or  from  a  ho.spital  where  they 
are  listed  as  patients,  to  a  hospital  for 
further  obsenation  and  treatment,  from 
the  last  or  any  previous  permanent  duty 
station  and  or  points  of  storage  to  the 
city  or  town  In  which  such  hospital  Is 
located,  but  not  to  the  hospital  it.self, 
as  for  a  permanent  change  of  .'=;tation, 
provided  that  the  commanding  officer  of 
the  hospital,  after  an  evaluation  of  the 
ca.se.  certifies  that  the  period  of  treat- 
ment in  that  ho.-^pital  can  be  expected  to 
be   prolonged.     This  certificate  will   be 
furnished  in  addition  to  other  support- 
ing papers   required  with   the   applica- 
tion   for    transportation    of    household 
goods  I  Form  OF  1.  1  March  1948  i  Armed 
Forces'  '.    See  also  paragraphs  15f  and 
16c  below. 

(b»   From  outside  the  United  States.— 
For  personnel  on  active  duty  who  are 
transferred  as  patients  from  outside  the 
United  States  to  a  hospital  within  the 
United   States   for   further  observation 
and  treatment,  from  foreign  or  over.sea 
points  to  the  city  or  town  in  which  the 
hospital  is  located,; but  not  to  the  hos- 
pital it.self.    At  the  owner's  option,  ship- 
ment may  instead  be  forwarded  to  an- 
other  point   within    the   United   States 
designated  by  him.     In  the  case  of  ship- 
ment from  overseas,  the  owner  will  bear 
the  cost  of  transportation  from  the  port 
through  which  the  .shipment  entered  the 
United  States  to  the  point  designated,  in 
excess  of  that  which  would  have  been 
allowed    at    Government    expense    had 
shipment  been  made  from  the  same  port 
to  the  city  or  town  in  which  the  hos- 
pital   is    located.    In    connection    with 
overland    shipments    from    Canada    or 
Mexico,  the  owner  will  bear  the  cost  of 
transportation  from  the  original  point  of 
shipment  to  the  point  designated,  in  ex- 
cess  of    that    which   would    have   been 
allowed    at    Government    expense    had 
shipment    been    made   from    the    same 
point  of  origin  to  the  city  or  town  in 
which  the  hospital  is  located.     The  cer- 
tificate prescribed  in   (a)   above  is  not 
required  to  support  these  types  of  ship- 
ments.    In  the  case  of  an  individual  who 
did  not  take  his  household  goods  with 
him  overseas,  shipment   may   be   made 
from  the  place  of  storage  <  see  <  2  •  above  > 
or  from  any  previous  permanent  duty 
station  to  the  city  or  town  in  which  the 
hospital  is  located,  but  not  the  hospital 
itself.    The  certificate  prescribed  in  (a) 
above  Is  required  to  support  this  type  of 
shipment. 

(c)  When  discharge  from  hospital  is 
ordered. — For  personnel  on  active  duty, 
who  are  di.scharged  as  patients  from  a 
hospital  and  ordered  home  for  separa- 
tion from  the  service,  or  restored  to  duty, 
from  the  city  or  town  in  which  the  hos- 
pital  is   located   or   from   a   designated 


place  in  lieu  thereof  (see  (b)  above)  to 
such  home  or  to  any  subsequently  as- 
signed permanent  duty  station.  The 
owner  will  bear  the  cost  of  transporta- 
tion from  the  designated  place  to  the 
home  or  permanent  duty  station,  in  ex- 
cess of  that  which  would  have  been  al- 
lowed at  Government  expense  had  ship- 
ment been  made  from  the  city  or  town 
in  which  the  hospital  is  located  to  .such 
home  or  permanent  duty  station.  Ship- 
ment to  the  home  of  the  individual  un- 
der this  .subparagraph  is  limited  to  those 
Individuals  for  whom  .shipment  from  the 
la.st  permanent  duty  station  to  home  is 
authorized.  See  also  d  and  /  below  and 
paragraph  15  e. 

(7 1  Upon  assignment  as,  student. — 
(a)  For  all  personnel  on  active  duty, 
when  ordered  upon  change  of  station 
to  a  Service  school  or  civilian  educational 
institution  as  a  student  to  pursue  a  pre- 
.scribed  course  of  study  therein  of  not  less 
than  five  months'  duration,  from  the  last 
permanent  duty  .station  to  .such  school 
or  to  a  designated  place  of  .storage  when 
no  Service  storage  facilities  are  avail- 
able therefore  at  the  last  permanent 
duty  .station. 

<b)  Upon  subsequent  transfer  from 
said  school  or  institution,  from  the 
school,  former  permanent  duty  station, 
and  or  place  of  storage  to  the  new  per- 
manent duty  .station,  within  authorized 
weight  allowance  to  the  new  permanent 
duty  station. 

c.  Upon   termination   of   active   duty 
other    than    by    resignation,    discharge 
from    the  {iegular   Services,   or   retire- 
jnent.— For    contract    surgeons    of    the 
Regular  Services  subject  to  these  regula- 
tions; members  of  Reserve  components 
of  such  Services  who  were  ordered  to  ac- 
tive duty  for  not  less  than  six  months: 
members  of  the  National  Guard  in  the 
service  of  the  United  States  for  a  period 
of  not  le.ss  than  six  months;  temporary 
commissioned   and   temporary   warrant 
officers  of  the  Army  of  the  United  States 
reverting  to  civilian  status  from  a  tour 
of    active    duty    of    not   less    than    six 
months;  from  the  last  or  any  previous 
permanent  duty  station  to  home.      For 
time  limitation,  see  paragraph  12  below, 
d    Upon  being  ordered  home  for  dis- 
(.fiarge—n^    From  stations  outside  the 
United  States.— Fo  •  enlisted  personnel  of 
the  first  four  grades  who  are  detached 
from  permanent  duty  stations  outside  the 
United  States,  for  discharse.  from  points 
outside  the  United  States  to  the  place  to 
which  ordered  for  discharge   (see  also 
par.  15r  below.     If  -such  personnel  re- 
(  nlist  in  a  grade  for  which  shipment  of 
household  goods  is  authorized  under  con- 
tinuous service  (within  90  days  from  date 
of  discharge)  at  the  place  of  discharge, 
then,  upon  receipt  of  orders  assigning; 
them  to  a  new  permanent  duty  station, 
from  such  place  of  di.scharpe  to  the  new 
permanent  duty  .station.    For  time  lim- 
itation see  pragraph  12  below. 

(2)  From  stations  icithin  the  United 
Sta.es— For  enlisted  per.sonnel  of  the 
first  four  grades  who  are  detached  from 
a  permanent  duty  station  within  the 
United  States  for  discharge,  but  reenlist 
in  a  grade  for  which  shipmen*  of  house- 
hold goods  is  authorized  under  continu- 
ous service  (within  90  days  from  date  of 
discharge"   at  place  of  discharge,  upon 
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receipt  of  orders  asjlgning  them  to  a 
new  permanent  duty  station,  from  the 
last  permanent  duty  station  to  the  new 
permanent  duty  station. 

e.  Upon  retirement  or  transfer  to  the 
Fleet  Reserve. — For  all  per.sonnel  on 
active  duty,  under  retirement  orders, 
orders  to  home  to  await  retirement,  or 
orders  to  transfer  to  the  Fleet  Reserve, 
from  the  last  and /or  any  previous  per- 
manent duty  station  to  home.  If  the  in- 
dividual is  retired  or  transferred  to  the 
Fleet  Reserve  at  a  permanent  duty  sta- 
tion outside  the  United  States  or  is  or- 
dered from  such  station  to  the  United 
States  for  retirement  or  transfer  to  the 
Fleet  Reserve,  from  the  last  and  or  any 
previous  permanent  duty  station  and  any 
one  or  more  places  of  storage  to  home. 
For  time  limitation,  see  paragraph  12 
below.  Officers  wholly  retired  under 
R.  S.  1252  are  not  entitled  to  shipment 
of  household  goods. 

f.  Upo7i  discharge  under  honorable 
conditions.— (It  From  the  last  or  any 
previous  permanent  dut  station  to  home 
for — 

<a)  Enlisted  persons  of  the  first  four 
grades  on  active  duty  who,  having  served 
ten  or  more  years  in  the  Service  con- 
cerned, are  discharged  on  account  of 
disability  incurred  in  the  line  of  duty. 
See  Sec.  1.  act  29  August  1916  (29  Stat. 
633;  lOU.  S.  C.  823;  M.  L.,  1939secl461). 

<bi  Individuals  inducted  in  the  Serv- 
ice of  the  United  States  under  the  Selec- 
tive Training  and  Service  Act  tsee  also 
par  15  below). 

<2)  No  exce.ss  weight  will  be  shipped 
under  the  provisions  of  this  subpara- 
graph. 

(3>  For  time  limitation,  see  para- 
graph 12  below. 

11.  Shipment  upon  decease. — Effects 
of  per.sonnel  who  die  while  on  active  duty, 
other  than  training  duty,  may  be  trans- 
ported only  if  authorized  by.  and  subject 
to  the  provisions  of.  regulations  issued  by 
the  Service  concerned  under  pertinent 
laws. 

12.  Time  limitations. — a.  Subject  to 
exceptions  shown  in  b  below,  a  period 
ending  one  year  after  the  termination  of 
World  War  II  or  one  year  after  the  date 
specified  below,  whichever  Is  later,  is 
fixed  as  the  time  within  which  household 
poods  or  personal  effects  will  be  turned 
over  by  the  owner  to  a  transportation 
officer  or  to  a  carrier  for  shipment  at 
Government  expense  (25  Comp.  Gen  6>. 

«1)  Termination  of  active  du/i/.— Date 
of  relief  frpm  active  duty  under  provi- 
sions of  paragraph  10  c  above. 

<2)   Ordered    home    for    discharge. 

Date  orders  to  liome  for  discharge  are 
efTective  under  provisions  of  paragraph 
10  d  above. 

<3)  Retirement  or  transfer  to  Fleet 
Reserve— Date  of  retirement  or  transfer 
to  Fleet  Reserve  under  provisions  of 
paragraph  10  e  above. 

f4>  Discharge— Date  of  discharge 
under  provisions  of  paragraph  10  /  above. 

b.  Exceptions  to  time  limitations— (.1) 
Hospitalization.— U  the  individual  is  con- 
fined in  a  hospital  or  in  its  vicinity  un- 
dergoing medical  treatment  on  the  date 
of  termination  of  active  duty  status,  or 
on  the  date  ordered  to  home  for  dis- 
charge, retirement,  or  transfer  to  Fleet 
Reserve,  or  on  the  date  of  dlscharcc  and 
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continuously  thereafter  during  the  pe- 
riod defined  in  a  above,  shipment  of 
household  goods  may  be  made  within  60 
days  from  the  date  of  discharge  from 
such  medical  treatment  as  shown  in  a 
certificate  of  the  responsible  medical  of- 
ficer stating  the  period  of  such  medical 
treatment. 

13.  Reshipment  of  same  property  with- 
in one  allowance. — a.  Unle.ss  otherwise 
specifically  provided  herein,  authority 
contained  in  these  regulations  for  ship- 
ment of  household  goods  at  Government 
expense  extends  only  to  the  through  ship- 
ment to  authorize  ultimate  destination  of 
th  .same  lot  of  household  goods.  Ship- 
ment may  not  be  made  for  the  conven- 
ience of  the  owner  to  some  other  place 
for  re-shipment  later  to  such  authorized 
ultimate  destination. 

b.  When  household  goods  within  pre- 
scribed weight  allowance,  or  personal 
bagpape  not  to  exceed  200  pounds  for 
personnel  not  having  a  pre.scribed  weight 
allowance,  have  been  improperly  shipped 
or  otherwise  unavoidably  .separated  from 
the  owner,  not  because  of  fault  of  the 
owner.  It  may  be  forwarded  to  the  proper 
destination  at  Government  expense  upon 
approval  of  the  Service  concerned. 

c.  In  case  personal  baggage  is  shipped 
as  part  of  an  organized  troop  movement 
but  the  name  of  the  individual  owner  of 
such  baggage  has  been  deleted  from  the 
movement  order,  railway  express  instead 
of  means  ordinarily  required  may  be  u.^ed 
to  return  or  forward  such  baggage  to  the 
duty  station  of  surh  owner  when  author- 
ized or  approved  in  writing  by  the  com- 
manding officer  of  the  installation  or  area 
at  which  received.  Where  an  officer  on 
the  Immediate  staff  of  the  commanding 
officer  is  authorized  to  Issue  travel  orders, 
the  commanding  officer  may  delegate  tcj 
such  staff  officer  the  authority  to  author- 
ize the  return  or  forwarding  of  such 
shipments  by  express.  Reference  to  such 
authorization,  including  its  date,  will  be 
indicated  under  "Authority  for  Ship- 
ment" on  bills  of  lading  issued  for  ship- 
ments made  under  these  provisions. 

d.  Shipment  of  household  goods,  made 
after  receipt  of  competent  change  of  sta- 
tion orders  but  before  the  effective  date 
thereof,  will  be  forwarded  or  returned  to 
proper  destination  at  Government  ex- 
pense in  case  such  orders  are  subse- 
quently amended  or  cancelled,  provided 
such  shipment  is  made  in  the  best  for- 
seeable  interest  of  Ihe  Government  and 
the  owner     (See  also  par  15  below). 

14.  When  shipment  not  authorized. — 
Shipment  of  household  poods  at  Govern- 
ment expense  is  not  authorized  in  the 
following  cases: 

a.  Prior  to  receipt  of  orders. 

b.  Upon  joining  for  duty  on  first  ap- 
pointment in  the  Regular  Services,  except 
for  contract  surgeons  (see  also  par.  10 
above ) . 

c.  Permanent  change  of  .station  weight 
allowance  for  members  of  Reserve  com- 
ponents when  ordered  to  active  duty  for 
less  than  six  months  (see  also  pars.  8  b 
and  10  above  I.  Shipm(nt  of  temporary 
chanpe  of  station  weight  allowance  is 
not  prohibited  under  these  provisions. 

d.  Foi  retired  members  ordered  tcr ac- 
tive duty,  or  upon  relief  therefrom  after 
having  been  ordered  to  active  duty,  when 
shipment  is  not  permissible  under  appli- 
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cable  appropriation  acts   (sec  also  par. 
10  above). 

e.  Upon  reinstatement  or  reappoint- 
ment, for  all  members  of  Regular 
Services. 

f.  Upon  transfer  from  one  .station  to 
another,  solely  for  the  convenience  and 
at  the  written  request  of  the  individual 
transferred,  when  travel  orders  indicate 
shipment  Is  not  authoriz?d  at  Govern- 
ment expense. 

g.  By  commercial  means  of  transpor- 
tation to  hom;.  upon  retirement  where 
the  place  selected  as  home  is  in  the  same 
city  or  town  as  the  last  permanent  duty 
station  (see  also  par.  6  above). 

h.  Upon  resignation,  for  all  m^m'oers 
on  active  duty. 

1.  For  all  officers  wholly  retired  under 
R.  S.  1252  (.^ee  also  par  10  above). 

J.  Upon  discharge,  for — 

iD  AH  members  when  disoharped  un- 
der conditions  other  than  honorable. 

(2)  Members  of  the  Regular  Services, 
except — enlisted  men  of  the  first  four 
grades  on  active  duty.  who.  having 
served  ten  or  more  years  in  the  Service 
concerned,  are  discharged  on  account  of 
disability  incurred  in  the  line  of  duty 
(see  also  par.  10  above  •. 

k.  For  members  who  are  dropped,  dis- 
missed, sent  to  prison  under  .sentence, 
or  transferred  as  prisoners  to  a  place  of 
detention. 

1.  Pursuant  to  furlough  or  recall 
therefrom. 

m.  For  deserters  or  stragglers. 

n.  For  members  transferred  to  a  dif- 
ferent ship  or  station  to  await  trial  by 
court-martial. 

o.  Permanent  chanpe  of  station  weight 
allowance  for  students  detailed  to  pursue 
courses  of  less  than  5  months'  duration 
at  Service  schools  or  civilian  educational 
institutions  <see  also  par.  10  above). 
Shipment  of  temporary  change  of  sta- 
tion weight  allowance  is  not  prohibited 
under  these  provisions. 

p.  By  commercial  means  of  transjx)r- 
tation  upon  chanpe  of  assignment  or 
duty  without  change  of  station. 

Section  II — Shipping  Procedtjres 

Paragraph 
Requirements,  responsibilities,  and  priv- 
ileges of  owner 15 

Application  for  sliipment 16 

Metliod  of  shipment 17 

Shipment  by  Government  vessel 18 

Shipment  by  commercial  vessel 19 

15.  Requirements,  responsibilities,  and 
privileges  of  owner. — a.  Except  as  pio- 
vided  in  c  below,  the  owner  is  required  to 
turn  over  at  one  time  to  the  shipping 
officer  at  each  point  of  origin  all  of  his 
household  goods  (except  articles  of  gold 
and  silver  and  articles  of  extraordinary 
value)  thereat,  which  he  expects  to  ship 
within  any  prescribed  weipht  allowance 
and  under  the  terms  and  conditions 
therefor,  in  connection  with  his  orders 
for  change  of  station,  retirement,  or  to 
heme  for  discharge. 

b.  In  the  event  there  should  be  a 
change  in  orders  after  shipment  has  been 
requested,  it  is  the  responsibility  of  the 
owner  upon  receipt  of  such  riiange  to 
notify  immediately  shipping  officers  at 
point  of  origin  <or  port,  if  any*,  and 
destination,  requesting  that  such  .slVp- 
ment  be  diverted  or  reconsigiied  to  any 
new  destination  which  may  be  necessi- 
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tated  by  reason  of  the  change  In  orders. 
Certified  copies  of  such  changed  orders 
will  be  forwarded  by  the  owner  Imme- 
diately upon  request. 

c.  Subject  to  d  and  e  below,  and  upon 
owner's  written  request  and  agreement 
to  pay  any  additional  cost  occasioned 
thereby,  the  owner  may,  if  he  so  desires, 
deviate  from  these  regulations  by: 

(1)  Turning  over  his  household  goods 
to  a  shipping  officer  for  shipment  at  dif- 
ferent times  to  the  same  destination. 

<2)  Having  special  services  employed 
such  as — 

(a)  additional  valuation. 

(b)  specific  routing. 

(c)  special  loading. 

(A)  any  other  special  or  accessorial 
services  which  may  Involve  additional 
expen.se. 

(3)  Having  shipments  made  from  any 
points  to  any  points  (This  privilege  does 
not  apply  to  provisions  of  pars.  10  b  (6) 
and  17  a  (1)).  The  tran.<:portation  cost 
at  Government  expense  of  all  shipments 
other  than  those  from  a  previous  duty 
station  to  the  new  duty  station  is  lim- 
ited to  that  which  would  have  been  al- 
lowed on  a  like  weight  of  household  goods 
within  prescribed  weight  allowance 
shipped  in  one  lot  from  the  last  duty 
station  to  the  new  duty  station. 

d.  The  officer  designated  by  the  Serv- 
ice concerned,  will  determine  any  cost 
In  cxce.ss  of  authorized  allowances  for 
weight,  distance,  and  method  of  ship- 
ment and  will  notify  the  owner  of  the 
amount  payable  and  the  method  of  pay- 
ment. Amounts  determined  by  persons 
other  than  such  designated  officer  will  be 
considered  as  mere  estimates  and  will  not 
be  used  to  dispute  the  amount  deter- 
mined by  him. 

e.  Shipments  likely  to  Involve  excess 
costs  will  not  be  made  upon  separation 
from  active  duty  of  personnel  who  will 
not  thereafter  be  in  pay  status  of  the 
Service  concerned.  Such  persons  may 
arrange  for  shipment  of  their  household 
goods  out  of  personal  funds  and  apply 
for  reimbursement  of  the  amount  which 
would  otherwise  be  allowable  under  these 
regulation."!,  in  accordance  with  para- 
graph 22  below. 

f.  Advance  arrangements  for  Immedi- 
ate acceptance  of  the  household  goods 
from  the  carrier  at  destination  are  the 
responsibility  of  the  owner.  The  owner 
Is  responsible  for  any  demurrage,  un- 
authorized storage,  or  other  charges  In- 
curred because  correct  delivery  addre.ss 
was  not  furnished  or  because  shipment 
Is  not  accepted  promptly  from  the  car- 
rier by  such  owner  or  his  authorized 
agent.  Shipments  will  be  forwarded  to 
the  owner  or  his  authorized  agent  as  des- 
ignated in  his  application  for  transporta- 
tion of  household  goods.  OF  Form  No.  1, 
1  Mar.  48  (Armed  Forces). 

g.  These  regulations  are  Intended  to 
encompa!>s  all  contingencies  and  circum- 
stances In  connection  with  shipments  of 
household  goods  at  Government  expense. 
In  the  event  a  shipment  is  made  under 
conditions  not  mentioned  In  these  regu- 
lations as  permitting  or  prohibiting  pay- 
ment therefor  at  Government  expense, 
the  owner  will  be  notified  that  he  may 
be  called  upon  to  bear  the  cost.  The  case 
will  be  referred  to  the  appropriate  au- 
thority of  the  Service  concerned  for  ad- 
No.  n 2 


vice  in  the  premises.  The  owner  will  not 
be  called  upon  for  reimbursement  to  the 
Government  until  Instructions  to  that 
effect  are  received  from  such  appropriate 
authority. 

16.  Application  for  shipment — a.  Form 
iLsed,  and  by  whom  submitted. — Applica- 
tion for  transportation  of  household 
goods  for  individuals  entitled  to  a  weight 
allowance  under  these  regulations  will 
be  prepared  whenever  possible  on  OF 
Form  No.  1,  1  Mar.  48  (Armed  Forces). 
Application  for  Transportation  of  House- 
hold Goods.  ( See  Figs.  1  and  2. )  A  sep- 
arate application  will  be  prepared  and 
submitted  to  cover  each  shipment  in 
chronological  order.  A  separate  applica- 
tion Is  required  for  articles  of  gold  or 
silver,  paintings,  and  other  precious  arti- 
cles of  extraordinary  value.    Each  appli- 


cation will  be  prepared  In  the  number  of 
copies  required  by  the  Service  concerned, 
and  will  Indicate  that  advance  arrange- 
ments have  been  made  at  destination  for 
Immediate  acceptance  of  the  household 
goods  from  the  carrier  upon  arrival  at 
destination.  The  owner  is  responsible 
for  any  ^demurrage,  unauthorized  stor- 
age, brother  charges  incurred  bec£U.se 
correct  delivery  address  was  not  fur- 
nished or  because  shipment  is  not  ac- 
cepted promptly  from  the  carrier  by  such 
owner  or  his  authorized  agent  designated 
upoji  the  request.  When  the  owner  of 
household  goods  is  at  an  overseas  station 
or  it  is  not  feasible  for  him  to  submit  such 
application.  It  may  be  submitted  by: 

(1)  Any  person  acting  under  the  own- 
er's power  of  attorney  or  Informal  letter 
of  authority. 


INVENTORy 

OF  HOUSEHOLD  6000S 

1 

5€>/f    SHERIO/ttn     To>f* 

'"-    64  2  y    52*-'  sr/rt^r    4^1^ 

riorciTr  OF 

PXCfE 

CiTE   SKIMCMT   UguESTtO 

//fFR  re  SfiFR  i/S 

iMtPWUT   ■U«4IEI                 1 

2 

Cvt' 

fiici  '^^^^^          »»tiai 

f.ta 

•  •tlCLI             '"'   rifCM  '"" 

AITl^Lt 

ai»ir 

itvric  looii 

lf«C»,  '.•lit  M 

9 

^Q 

iwiM  mm 

1« 

/ 

30 

OOlMfttl  5u.  If  C»0' 

' 

fiKfLUVfon  fcorr. 

»ICI\'»i. 

t 

-) — 

tc«>c«ti,nti»u  »ot 

K 

/ 

C**ll,     Ckt 

• 

' 1- 

Pi*i  »(«  •  fvi  eii«t 

J 

w«a:«»i.  ttcT.n*.  wc 

J 

Uitia,    tutifcpT 

1 

t. 

io 

•  W(Mt»«ePs,  itHis.i 

'i  ^ 

V 

»C«C»    ("ill 

IC 

V 

fO 

ico«  s*riiii 

IC 

Ci"»«    ttOSI* 

ii 

f 

?5 

C>«i  1 

5 

/ 

^ 

fOlCl   Ca«1iP«»T 

V 

r«.n.    >w 

le 

^ 

39 

•i»r»i  fc-MiT 

.-c 

•  t(#    Ci>*'« 

i      ■ 

PC«CI   IOC  If* 

M 

vho;   cecaitt 

J5 

•♦■I"!    €•'••    ClOSIT 

:? 

M'  n«M 

J 

^/ 

A 

rC"C«    »^■^..    1  •MLf 

ic 

/  0 

0«>«.    tCCftliO«« 

1) 

9. 

io 

•lafTii   lAiLi 

» 

IMIIM6   MAM 

POlC*    ••*.     a-aki 



A 

t 

tji«>%  Avrttn'fMv 

2\ 

< 

ti 

W4.1'MI 

10 

/ 

10 

fi'Cfti  e»»^r 

»0 

»••(«      VflTII 

„ 

^ 

Cm  ■■,    lie  1  <kik4 

1% 

•w(,     t«<t,l 

) 

LlMllua 

K 

r«IC*     SVIKi 

l" 

f- 

C««  '■.     *»•!  '•►T 

1 

Silvia 

1! 

/ 

ts 

- 

SM0   Ml 

-^- 

xo 

i  lOca.    tU-B'«vaf  ■ 

1 

t 

T*iii.    fiMiKti 

)• 

■  ••tl.     lifC'l    ( 

M*r«'r«T,   J  tirt^'Cii* 

1' 

/ 

■  rH>«ll«*M,MMOi 

•« 



sf«<«(  rA«ii|T 

_»_ 

~9 

I/O 

»«WI«I<MT.     >    fwS*)*') 

1     >C 

1 

so 

ifPitMia^M.    dec 

J» 

/ 

a> 

^•••t    K*C*II| 

tf  11,    k«e  11 V 

u 

1 

/2 

H»  MM 

1 

•  {rii6t«*f«a.    iCI 

:■ 

S||>«t,a4CP      l«l<4«t  1 

m»,     ••».     •l«T»«0» 

JC 

•  •SSniTTf 

•(fl   (fia'OI   l«    » 

0 

11  (C 

•    •»»ii(l    tC     "••(•T 

• 

1 

s 

■  in  »»u«iT*.  toutLi 

tfi 

1 

^0 

i  '00 . 

« 

/ 

1 

11  IP     t  •»f  1 

3 

t«*p,  »i0Pi  (sa  s'tet 

3 

7. 

<r 

*l%yfk.    »  aat'.  si«« 

.* 

% 

%0 

'»»ii 

; 

/       3 

tMl    C»I<T 

.  t 

10 

U«»,  '•■II  •••C»*«'i*'l^       . 

Ml  SP«l.«««Mt.  lie 

r- 

/ 

?5 

(»m  itt    trtiaiT 

a.  !20 

»l'C»Ctl 

5 

1 



«(^:  >>4    !•(• 

J 

Ml    Vfci.   PCI    Uk  Its 

u 

a. 

d(. 

'«.• 

•.■s  tr  («•  '■»? 

It 

■  bllM 

.-? 

% 

75 

■  •Cl<.«     (      t*k>> 

"^ 

9\%»t.    •»»?    t*«*t 

%: 

C>li<«.     CL«f»li 

!• 

} 

?o 

PIKOLIICWf 

•  •tiM.     t-'ifl 

1 

»ia«r,    Miipi   (•«•• 

i: 

f»n«.  »evo»<i 

;« 

u 

40 

%s*  c*« 

' 

a 

'f 

••1*   Mlfl 

^ 

Piavr.    •M'fctT 

*e 

CMtl,    lOC^II 

1 

( 

b 

»i*    rf**i*tl 

•c 

/I 

as 

»'**'•.    Jfif  '    (,«  tc-t 

«t 

CMii,  «r««it«r 

» 

V 

HO 

lAMlL   Ite  ftJV'  C^-** 

"     tf-  ISO 

•Ola    ■!•(• 

' 

t"*tH  tOua«e 

Ji 

l»i«|T     tlwtPli,  ' 

•    y 

/3 

■•i*cii  int.* 



•  -ft«i«ta  91, 

_i: 

("Iff.  cie*a 

» 

■•WIT     iCllTplM 
•  •CiClI 

.    J»     /o 

•*Cif.    f«l'»f» 

u 

Cli|}T   •*    MIWII 

n 

/ 

>J 

10 

~" 

4 

*«eK.  i(  x*   f»f( 

1 

cmn  •!• 

;c 

!<••   Ca«|    t    I'MS 

» 



**C  '(.    '••.(    •{«(  I 

: 

/ 

i. 

CHIP'S    tiw 

10 

1 

trria 

C««>l,     IM 

f 

•  «■(■ 

1.' 

i_ 

CliLt'S   MCBfl 

) 

J 

•V«,     l«*C( 

11 

uIlo, 

Cli  te*»  MMI  1    Cll. 

u 

• 

1 

3 

/^ 

<*■'■,     !■  |a»Lla»#|l 

•l*.     1-411 

}e 

X 

fr 

CIIFfVll tl 

i? 

• 

II- 

/ 

/^ 

CVBII.      11    (II 

ir 

■  w.   •%t,  utt^v 

i 

/• 

CDPPMMC 

ij 

• 

- 

f^ 

•*••.       Ml     Ml.  Pit. 

1 

1 

30 

}(C»| T«4l 

^ 

UMOCI 

» 

/ 

(O 

• 

JO 

\ii^\ 

^i 

COl^Wlll 

2 

M4»f.     ••!• 

;c 

•111.       Ml. CM     Pf  I. 

'i* 

»"«tff,    u«* 

1^ 

1 

1 

i 

Bicsiei 

.i 

?^ 

^0 

MC«*,    Mil 

, 

Mt«,      »iafci( 

"'••     Hi. HI   p<e. 

it 

>»•><■•  sri«| 

1 

1 

e*(sii«.   ttiiTi 

70 

VUM*.    f»tpi«« 

i 

'.Toci.     'M' 

1 

_i 

MfStl*.  rMiTi  tcaca 

) 

X 

(p 

C«l«    Taiil 

1 

V 

V 

•M>.       Mt.Mi.  P(«. 

—   - 

iitft >e  cc-ra 

)•> 

■  aail.    clCOIt 

> 

/ 

^ 

CilTMS 

7 

MSI.      M^L    <M 

I'Ifcll    P|»ll*4l 

«< 

'••tr,  coMd 

' 

/ 

-i 

J 

4» 

/J5 

- 

1 

u«.(.  eavr-fCMT 

1) 

3L  Y  i»r,i.M|iHS>o.ira>{ 

1 

- 

'    r 

?L   S 

•ntM    PlSI^'ai 

^ 

Ti#^( ,  •■e»ir*' 

17 

/ 

i 

lOtM«».    »M» 

» 

. 

10 

111  lit    (•!   1(1 

1 

/a 

T«t   l(,     fhO 

-i 

aiT.iiTa<.Ha  mim 

n 

»!'(>•(• 

} 

/ 

s 

STt^  <Oi|l(    CMial* 

1« 

f«i  ii»,  AiTf  tri 

Ifl 

MT,  tlTU-««M(|n 

It 

a 

ao 

DB*.     POLO'IC 

10 

3   30  1 

TWIMKII 

/ 

;i 

*«rt(,    I'Paalf 

jr 

■t(>T    VSIll 

» 

3 

^^ 

Mr   !!• 

:•, 

*TP|«lit|«    •Mil*' 

1 

'**lt.     ftiT 

1 

•  •«   UWI 

10 

/ 

io 

IMll. 

13 

^ 

9L0 

llPtMt  Ml   )ta«t 

1 

/ 

"T 

Ti».r .  »ff»s  <f  •  I 

1> 

( 

/? 

•ca  luu 

J 

J 

XI 

"OH'^t    C««'l 

1 

4 

(, 

^•■u,  «cT««e« 

n 

IMH.     U*^ 

?, 

5 

10      »•.!.   .OW.TW,, 

IC 

/    /  0 



TaUlf,     TtiT>T«» 

« 

IHS,  |lTI*.«tl    »(» 

11 

ditl* 

K 

1    ac 



'U*'.-,;^   *»«•)!  CMK 

J 

\*\\,     llTlA'Ibl     •(• 

10 

Ulf  t« 

; 

f 

;{ 

3 

lltTCftSf 

J 

lO 

10 

l«TH,     c«»l 

« 

I 

1* 

1 

10 

MTCI.    t«5 

1 

-^_ 

►Ji^/C   hoi 

«■ 

f 

^  '- -'          i 

n 

2  30  k.-—..              1 

< 

f 

-^ 

T0t*i-C«i4>a«   * 

Ji/  a«* 

__  , 

Law    )••«» 

?C 

fftai-sivM   ) 

sa  j/f 

— 

•■•11,     lllflit 
••Ul,    ••» 

11 

— 

T«»»t-MliH««   3 
t*iat-c«ivM  1 

7f  7/r 
at  ;k3 

IITiUCMJM  ( 

^n« 

tvrn-cmjM  1 

T>  [771 

V»T«i-€«u»a  9 

5;^  5(V 

■■WD  i«rii 

*^'   » 

a 

<t*ll  «KIU 


1950 

(2)  Commanding  Officers  of  Installa- 
tions or  their  authorized  representatives, 
who  will  execute  certificate  showing  ne- 
cessity for  shipment,  reasons  for  non- 
availability of  the  owner's  application 
and  will  indicate  determination  that 
property  to  be  shipped  Is  household  goods 
or  effects  authorized  to  be  shipped  at 
Government  expanse  In  case — 

(a)  Personal  property  of  evacuees  Is 
received  at  ports  of  embarkation  or  other 
seaports  and  is  required  to  be  forwarded 
to  inland  points. 

(b)  Personal  property  has  been  left 
at  Installations  because  compliance  Vith 
proper  orders  has  allowed  Insufficient 
time  for  the  owner  to  submit  the  appli- 
cation and  the  owner  has  furnished  in- 
formal information  as  to  disposition. 

(c>  Other  Service  exigencies  preclude 
the  preparation  and  submission  of  the 
application  by  the  owner. 

b.  To  whom  submitted.— Except  for 
shipments  under  the  Missing  Persons 
Act.  the  applications  for  which  will  be 
submitted  as  directed  by  the  Service 
concerned,  applications  will  be  submitted 
to  the  nearest  shipping  officer.  A  ship- 
ping officer  receiving  an  application  for 
transportation  of  household  goods  which 
does  not  pertain  to  his  Jurisdiction  will 
Immediately  forward  It  by  Indorsement 
to  the  proper  shipping  officer  having  ju- 
risdiction. If  known,  otherwise  to  ship- 
ping officer  as  directed  by  the  Serv- 
ice concerned.  Shipping  officers  will 
promptly  inform  applicants  of  action  to 
be  taken  and  of  papers  and  documents 
required  to  support  their  applications 
In  accordance  with  these  regulations. 

c.  Supporting  papers  required. — 
Among  supporting  documents  and  papers 
required  to  support  applications  are: 

(1)  Certified  copies  of  orders  or  other 
authority  for  shipment. 

(2)  Certified  copies  of  authority  for 
shipment  at  Government  expense  by 
means  other  than  that  ordinarily  re- 
quired in  cases  wherein  reference  on  bill 
of  lading  does  not  constitute  complete 
evidence  of  such  authority. 

(3)  Certified  copies  of  the  Power  of 
Attorney,  time  extension  certificate,  hos- 
pitalization certificate,  or  any  other  cer- 
tificate or  document  required  in  special 
cases. 

(4)  Copies  of  OF  Form  No.  2.  1  Mar  48 
(Armed  Forces)  Inventory  of  household 
goods,  prepared  by  the  applicant  (see 
Fig.  3'.  This  form  Is  required  only 
when  more  than  three  different  articles 
are  Involved  in  the  application.  In  lieu 
cf  OF  Form  No.  2,  Forms  presently  used 
by  the  Services  concerned  will  continue 
in  u.se  until  existing  supply  is  exhausted. 

17.  Method  of  shipment — a.  By  rail- 
way express  (see  par.  15c  (3)>. —  (D 
When  certain  articles  are  required  for 
use  in  carrying  out  assigned  duties  and 
shipment  by  ordinary  means  will  not 
serve  the  purpose,  shipment  of  not  to 
exceed  a  total  of  500  pounds  is  authorized 
to  be  made  by  railway  express  at  Govern- 
ment expense  within  the  United  States. 
This  authority  is  limited  to  shipments 
from  the  old  duty  station,  points  of  stor- 
age, or  both,  to  the  new  duty  station  or  to 
or  from  ports  of  embarkation  in  connec- 
tion therewith.  Specific  designation  of 
the  method  of  shipment  is  not  required 
to  be  made  by  the  shipping  officer  in  such 
cases.    Shipment  will  be  made  at  the 
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valuation  prescribed  in  carriers'  tariffs 
for  the  lowest  applicable  transportation 
rate.  Such  express  shipment  may  con- 
sist of  household  goods,  or  of  professional 
books,  papers,  and  equipment,  or  of  both. 
Whenever  a  combination  of  household 
goods  and  professional  books,  papers  and 
equipment  Is  shipjaed,  the  weight  of  each 
type  of  property  will  be  shown  separately 
on  the  bill  of  lading.  The  weight  of 
household  goods  shipped  by  express 
under  these  provisions  will  be  charged 
against  the  prescribed  change  of  station 
weight  allowance. 

(2)  Articles  of  gold  or  silver,  paint- 
ings, and  other  articles,  the  extraordi- 
nary value  of  which  prohibits  shipment 
by     ordinary     means     under     carriers' 
tariffs,  may  be  shipped  by  railway  ex- 
press.   The  weight  of  such  articles  Is  a 
part  of    (not  in   addition  to)    the  500 
pound  weight  allowance  by  express  pro- 
vided In  (1)  above  and  when  such  type 
shipment  is  authorized.    Such  articles 
may  be  shipped  under  a  commercial  ex- 
press receipt  or  a  Government  bill   of 
lading  as  part  of  the  authorized  change 
of    station    weight    allowance.    Unless 
extra  charges  for  excess  valuation  are 
paid,  carriers'  liability  for  express  ship- 
ments is  normally  limited  to  50  cents  a 
pound.    Any     such     excess     valuation 
charges  will  be  borne  by  the  owner,  not 
by  the  Government,  regardless  of  the 
type  of  bill  of  lading  used.    A  Govern- 
ment bill  of  lading  covering  an  express 
shipment   of  precious   articles  will   be 
separate  from  that  ased  for  the  other 
household  goods,  and  professional  books, 
papers,  and  equipment.    Shipment  will 
not  be  made  through  any  installation  of 
the  Services  concerned,  but  will  be  made 
direct   from  and  to  the  owner  or  his 
agent  at  points  of  origin  and  destina- 
tion. 

(3>  Unless  the  shipping  officer  desig- 
nates railway  express  as  the  method  of 
shipment  under  provisions  of  b  below, 
the  entire  transportation  cost  on  weight 
in  excess  of  the  500  pound  weight  al- 
lowance by  express  will  be  borne  by  the 
owner.     It  will  be  borne  by  the  owner 
even  though  the  authorized  change  of 
station  weight  allowance  is  not  exceeded, 
(b)  By  ordinary  means — (1)  By  whom 
and  how  selected. — Under  provisions  of 
section  205,  Public  Law  604— 79th  Con- 
gress, shipment  may  be  made  by  rail, 
water,  or  van  without  regard  to  com- 
parative  cost.    Unless   shipped   by   ex- 
press as  authorized  by  these  regulations, 
any  household  goods  for  shipment  be- 
tween the  same  point  of  origin  and  desti- 
nation may  be  shipped  as  consolidated 
shipments   or   as  separated   shipments, 
whichever  manner  Is  considered  by  the 
shipping  officer  as  most  advantageous  to 
the  Government  and  the  owners,  with- 
out delaying  the  arrival  of  shipment  at 
destination.    The   shipping   officer   will 
select  the  means  of  transportation,  ordi- 
nary rail  and/or  water  freight,  ordinary 
motor  freight   (general  freight  haulers 
as  distinguished  from  specialized  house- 
hold goods  motor  carriers),  railway  ex- 
press, freight  forwarders,  or  commercial 
van  carrier,  which  in  his  judgment  will 
serve  the  best  forseeable  interest  of  the 
Government    and    the    owners    of    the 
property.    Among  the  particulars  to  be 
considered  are: 


(a>  Location  of  the  property  at  point 
of  origin  and  the  availability  of  packlnf, 
crating,  drayage.  and  handling  facilities 

thereat. 

(b)  The  condition  of  the  property  pre- 
sented for  transportation,  that  is. 
whether  already  In  packed  and  crated 
form. 

(c)  Final  destination  of  the  property 
and  the  availability  of  drayage.  unpack- 
ing, uncrating,  and  handling  facilities 

(2)  Method  authorized  at  Govern- 
ment expense,  how  established. — The 
selection  by  the  shipping  officer  of  the  ap- 
propriate means  of  transportation  estab- 
lishes the  method  of  shipment  author- 
ized at  Government  expense.  The  ship- 
ping officer  will  Inform  the  person  re- 
questing shipment  of  the  means  of  trans- 
portation authorized  at  Government  ex- 
pense, and  that  the  use  of  a  different 
method  may  result  in  excess  cost  to  the 
owner. 

c.  By  air. — Shipment  may  be  made  by 
air  when  most  economical,  or  upon  own- 
er's request  and  written  agreement  to 
pay  excess  costs,  if  any,  thereby  in- 
curred. 

d.  Routing. — When  necessary  to  pro- 
vide timely  arrival  of  household  goods  at 
ultimate  destination,  .shipment  may 
move  via  a  route  or  port  different  from 
that  used  by  the  traveler. 

e.  Valuation. — Shipment  will  be  made 
at  the  valuation  prescribed  In  carriers' 
tariffs  for  the  lowest  applicable  trans- 
portation rate. 

18.  Shipment  by  Government  vessel. — 
a.  Water  shipment  of  household  goods 
normally  will  be  made  by  Government 
vessel.  When  a  Service  Is  unable  to  use 
its  vessels  for  this  purpose,  shipments 
may  be  made  on  vessels  of  another  Serv- 
ice; the  actual  cost,  if  any,  will  be  reim- 
bursed by  the  recjuesting  Service.  The 
requesting  Service  will  advise  the 
weight  and  cubic  measurements  of  the 
household  goods  to  be  shipped.  The 
Service  whose  vessel  is  used  will  furnish 
appropriate  shipping  Instructions. 
Weight  shipped  by  Government  vessel 
will  be  counted  toward  exhausting  the 
owner's  authorized  weight  allowance. 
When  no  actual  or  reasonably  comput- 
able cost  arises  thereby,  weight  in  excess 
of  prescribed  allowances  may  accompany 
household  goods  on  Government  vessels. 

b.  When  available  space  on  Govern- 
ment vessels  will  not  meet  the  needs  of 
the  requiring  Service,  shipment  of  house- 
hold goods  within  prescribed  welg^it  al- 
lowance may  be  made  by  commercial 
means,  at  Government  expense. 

c.  Shipments  forwarded  by  Govern- 
ment vessel  are  not  subject  to  general 
average.    Se«  paragraph  19  below. 

19.  Shipment  by  commercial  vessel — a. 
When  permitted. — When  space  on  Gov- 
ernment vessel  is  not  available,  or,  when 
space  which  Is  available  will  not  meet  the 
needs  of  the  requiring  Service,  household 
goods  within  the  prescribed  weight  al- 
lowance may  be  shipped  at  Government 
expense  by  commercial  vessel.  Trans- 
portation costs  on  unauthorized  articles 
or  on  weight  in  excess  of  prescribed 
weight  allowances  will  be  borne  by  the 
owner.  Bills  of  lading  covering  shipment 
by  commercial  vessel  will  bear  a  notation 
with  reference  to  this  paragraph.  Such 
reference  will  constitute  complete  evi- 
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dence  of  authority  for  shipment  by  com- 
mercial vessel. 

b.  General  average. — Shipments  by 
commercial  vessel  are  subject  to  general 
average.  General  average,  in  maritime 
law.  is  a  contribution  by  the  several  in- 
terests engaged  in  a  maritime  adventure 
to  make  good  the  loss  of  one  of  them  for 
voluntary  sacrifices  of  part  of  the  ship 
or  cargo  to  save  the  residue  of  the  prop- 
erty and  or  the  lives  of  those  on  board 
from  an  impending  peril,  or  for  extraor- 
dinary expenses  necessarily  incurred  for 
the  common  benefit  and  safety  of  all  the 
interests  in  the  adventure.  The  doc- 
trine of  general  average  is  founded  upon 
the  principle  that  whatever  is  sacrificed 
for  the  benefit  of  all  should  be  made  good 
by  the  contribution  of  ?.ll.  The  obliga- 
tion to  contribute  in  general  average  re.sts 
upon  the  vessel,  the  cargo  and  freight, 
and  the  owners  of  such  Interests. 

c.7n.swrance.— Under  a  decLslon  of  the 
Comptroller  General  (18  Comp.  Gen. 
164).  the  owner  of  the  property  l^,  the 
party  liable  for  contribution  in  general 
average  and  this  rule  is  applicable  to 
shipments  of  household  goods  of  officers 
and  enlisted  men  on  change  of  station. 
It  is,  therefore,  advisable  for  owners  of 
household  goods  to  procure  insurance 
covering  the  risk  for  their  protection. 

d.  Required  action.— When  a  vessel 
and  cargo  which  includes  household 
goods  shipped  at  Government  expense 
becomes  subject  to  general  average,  the 
consignee,  upon  receipt  of  such  inform?:- 
tion,  will  notify  the  owner  cf  household 
goods  or  his  agent.  The  owner  must  take 
action  along  the  following  lines  in  order 
to  obtain  relea.se  of  the  household  goods 
at  the  port  of  discharge: 

'D  an  average  agreement  which  Is 
submitted  by  the  average  adjuster  must 
be  promptly  executed ; 

<2)  if  insurance  is  carried,  the  aver- 
age agreement  Including  the  statement 
as  to  the  value  of  the  household  goods 
should  be  signed  and  forwarded  to  the 
In.surance  company  for  direct  handling 
with  the  average  adjuster; 

'3)  if  no  insurance  is  carried,  the 
owner  must  make  a  deposit  by  cash  or 
check  to  the  average  adjusters  in  such 
amount  as  is  determined  by  using  the 
percentage  furnished  by  the  average  ad- 
justers times  the  value  of  the  household 
goods  stated  in  the  average  agreement. 
The  Transportation  Officer,  or  other 
congeneric  officer,  of  the  installation  to 
which  the  household  goods  have  been 
consigned  should  be  notified  of  the  action 
taken. 

Section  III— Excess  Costs 


Paragraph 

20 

21 


Excess  costs 

Payment  of  excess  costs 

20.  Excess  costs — a.  Circumstances  in 
which  incurred.— Costs  in  excess  of  those 
authorized  in  these  regulations  will  be 
paid  by  persons  for  whom  shipments  are 
made  (For  examples  of  computations, 
see  par.  22  below).  Among  the  circum- 
stances in  which  such  excess  costs  may 
be  incurred  are: 

(1)  When  tran.sportation  co.st  of 
method  used  at  request  of  applicant  ex- 
ceeds the  cost  of  method  designated  by 
shipping  officer. 

(2)  When  special  services,  specific 
routing,   or  specific   loading,   not   pro- 
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vlded  under  ordinary  rates,  are  furnished 
at  the  request  of  applicant. 

(3)  When  shipments  are  made  in  sep- 
arate lots  between  the  same  points. 

(4)  When  shipments  are  made  from 
and/'or  to  points  other  than  those  au- 
thorized in  these  regulations. 

(5)  When,  at  the  request  of  applicant, 
shipments  are  released  at  a  valuation 
which  exceeds  that  prescribed  for  the 
lowest  applicable  transportation  rate  in 
carriers'  tariffs. 

<6>  When  household  goods  in  excess 
of  the  prescribed  weight  allowance  are 
packed,  unpacked,  drayed,  stored,  or 
shipped  (See  also  b  and  c  below). 

(7)  When  unauthorized  articles  are 
shipped. 

b.  Cost  equalization  prohibited. 
Whenever  weight  in  excess  of  the  pre- 
scribed weight  allowance  is  shipped  at 
a  transportation  rate  which  is  less  than 
that  applicable  from  the  authorized 
point  of  origin  to  the  authorized  destina- 
tion, equalization  of  cost  is  not  allowed. 
An  excess  of  weight  remains  an  excess. 
A  lesser  transportation  rate  than  that 
authorized  is  a  Government  gain.  The 
same  principle  is  applicable  in  connec- 
tion with  a  shipment  of  less  than  the  pre- 
scribed weight  allowance  which  is  for- 
warded to  a  de.stination  subject  to  a 
higher  transportation  rate  than  that  ap- 
plicable to  the  authorized  destination. 
The  lesser  weight  than  that  prescribed  is 
a  Government  gain.  The  higher  rate 
remains  an  excess. 

c.  Shipments  charged  chronologically 
against  prescribed  weight  allowance. 
Whenever  there  are  two  or  more  ship- 
ments on  the  same  change  of  station  or- 
ders, they  will  be  numbered  on  Form  OF 
1.  1  Mar  48,  (Armed  Forces)  Applica- 
tion for  Transportation  of  Household 
Goods,  in  the  chronological  order  of  ap- 
plication dates.  See  also  paragraph  16 
above.  In  the  event  excess  weight  is 
shipped,  the  excess  cost  will  be  com- 
puted on  the  shipment  which  contained 
the  excess  weiglit  as  determined  from 
the  chronological  sequence  of  the  appli- 
cation.   For  example: 

(1)  An  officer  has  a  prescribed  weight 
allowance  of  7,500  pounds  and  submits 
applications  as  follows: 

Pounds 
Application    marked    "Shipment    No. 
1"  (shipment  moved  via  Navy  ves- 
sel)      6  000 

Application  marked  "Shipment  No.  2" 

(Shipment  moved  via  rail  carrier).     5,  OCO 

Total  weight  shipped 10,000 

Minus  prescribed  weight  allowance..     7,  500 

Excess  weight _.     2,500 

"Excess  cost  of  transp>ortatlon  will  be  com- 
puted on  shipment  No.  2. 

(2)  An  officer  has  a  prescribed  weight 
allowance  of  7.500  pounds  and  submits 

applications  as  follows: 

Pounds 

Application  marked  "Shipment  No.  1" 

(shipment  moved  via  rail  carrier).     5,000 

Application  marked  "Shipment  No.  2" 
(shipment  moved  via  Navy  vessel 
as  authorized  by  the  Service  con- 
cerned)  6,000 

Total  weight  shipped.. 10,000 

Minus  prescribed  weight  allowance..     7,  500 

Excess   weight 2,  tOO 
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Excess  weight  was  included  in  shipment 
No.  2.     See  provisions  of  paragraph  18  above. 

(3)  If  both  shipments  in  the  above  ex- 
amples had  been  made  by  commercial 
carrier,  transportation  cost  on  excess 
weight  would  have  been  computed  In  con- 
nection with  shipment  No.  2.  Such  com- 
putation would  have  been  based  on  the 
transportation  rate  applicable  to  ship- 
ment No.  2.  Therefore,  when  different 
rates  apply  to  shipments  made,  and  ex- 
cess weight  is  involved,  it  is  in  the  in- 
terest of  the  owner  to  forward  lower- 
rated  shipments  after  higher-rated  ship- 
ments, thereby  incurring  the  least  exce.ss 
cost. 

21.  Payment  of  excess  coais.  a.  The 
officers  designated  by  the  Service  con- 
cerned will  determine  any  excess  costs 
incurred  in  connection  with  shipments 
of  household  goods  and  will  notify  owners 
of  the  amount  payable  and  method  of 
payment.  See  also  paragraphs  5,  6,  and 
15  above. 

b.  Promptly  upon  receipt  of  such  noti- 
fication, the  owner  will  remit  the  amount 
so  determined  in  the  manner  prescribed. 
If,  after  making  remittance,  the  owner 
for  any  reason  considers  the  amount  re- 
mitted to  be  erroneous,  he  may  file  a 
claim  with  the  General  Accounting  Of- 
fice, Washington  25,  D.  C,  for  refund  of 
.'^uch  amount  as  he  may  consider  to  be 
due  him. 

Section  IV — Claims 

Paragraph 

Claims  for  reimbursement 22 

Claims  for  loss  or  damage 23 

22.  Clai7}}s  for  reimbursement — a.  Not 
ordinarily  authorized.  The  reimburse- 
ment of  individuals  who  have  shipped 
their  household  goods  at  their  personal 
expense  is  not  ordinarily  authorized.  Ex- 
cept for  shipments  likely  to  involve  excess 
costs  upon  separation  from  active  duty 
of  persons  who  will  not  thereafter  be  in 
a  pay  status  of  the  Service  concerned 
(which  shipments  at  personal  expen.se 
and  reimbursement  therefor  are  directed 
in  par.  15  e  above),  .shipments  of  house- 
hold goods  will  ordinarily  be  made 
through  a  shipping  officer.  In  ca.«;e  an 
emergency  or  other  compelling  rea.son 
existed  for  failure  to  have  the  shipping 
officer  arrange  for  shipment  of  tne 
hou.«ehold  goods,  the  appropriate  au- 
thority of  the  Service  concerned  may 
ratify  the  shipment  and  direct  reim- 
bursement of  transportation  charges  to 
the  owner. 

b.  Form  used:  how  prepared  and  sub- 
mitted. Claims  for  reimbur.'-ement  will 
be  stated  on  Standard  Form  No.  1012, 
Voucher  for  Per  Diem  and  or  Reim- 
bursement of  Expenses  Incident  to  Offi- 
cial Travel  (see  fig.  4).  Such  forms  v.'ill 
be  prepared  in  the  number  of  copies  re- 
quired by  the  Service  ccncer»ed,  prop- 
erly executed,  and  submitted  through 
official  channels  to  the  appropriate  au- 
thority of  the  Service  concerned.  When 
the  owner  of  household  goods  is  at  an 
overseas  station,  has  been  transferred  to 
sea  duty,  or  transferred  to  places  whti-e 
his  dependents  are  not  for  military  rea- 
sons permitted  to  accom^gfiy  him,  claims 
for  reimbur.'-ement  may  b?  submitted  by 
his  wife  or  other  dependent  member  of 
the  household.  Th^  claim  will  ba  sub- 
mitted and  signed  in  the  name  of  the 
owner  by  ^e  wife  or  other  dependent 
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member  of  the  household,  thus:  "Cap- 
tain N.  A.  Helfrich.  60400.  by  Mary  Bald- 
win Helfrlch,  wife."  Charges  for  all 
services,  such  as  packing,  crating,  dray- 
ing,  storing,  transportation,  and  unpack- 
ing, in  connection  with  one  shipment  of 
household  goods  may  be  included  In  one 
claim  for  reimbursement.  » 

c.  Supporting  papers.    Each  claim  for 

reimbursement  will  be  supported  by  the 

following  papers  In  duplicate: 

(1)  In  connection  with  shipments  by 

rail  or  motor  freight  (ordinary  freight. 

approved  freight  forwarders,  or  express) , 

Including  packing,  crating,  storing,  dray- 

Ing.  and  unpacking: 

Ui  Cejlified  copy  of  orders  or  other 

authority  Tor  shipment. 

(b)  Original  bills  for  any  packing, 
crating,  draying.  storing,  and  unpacking. 
Such  documents  will  be  receipted  as  paid 
in  full,  in  the  original  handwriting  of  the 
contractor,  or  of  an  authorized  agent  of 
such  contractor,  who  performed  the  serv- 
ices. The  ofBcial  capacity  of  such  agent 
will  be  indicated. 

(c)  Original  of  the  carrier's  bill  for 
transportation,  showing  the  date  ship- 
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meat  was  made:  point  of  origin  and  des- 
tination; weight  of  professional  books, 
papers  and  equipment;  weight  of  other 
articles,  and  total  weight  shipped;  and 
amount  of  charges  paid;  and  receipted 
as  paid  in  full,  in  the  original  handwrit- 
ing of  the  carrier's  agent. 

(d)  Two  bids  for  packing,  crating, 
draying.  storing,  and  unpacking  involved 
or.  if  only  one  bid  was  obtainable,  a 
signed  statement  describing  the  circum- 
stances. 

(e>  Application  for  Transportation  of 
Household  Goods.  Form  No.  OP  1.  1  Mar 
48,  (Armed  Forces). 

(f)  Explanation  of  the  emergency  or 
reason  why  transportation  could  not  have 
been  arranged  by  or  through  a  shipping 
officer  of  the  Service  concerned. 

(g)  Copy  of  time  extension  certificate, 
power  of  attorney,  or  other  appropriate 
document  when  required  in  special  cases. 

(2)  In  connection  with  shipments  by 
commercial  van  carrier,  the  documents 
indicated  below  will  be  furnished  in  ad- 
dition to  those  prescribed  in  (1)  above. 

(a)  An  attested  scale  ticket.  When 
less  than  the  required  number  of  scale 
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tickets  can  be  furnished  by  the  carrier, 
an  additional  required  copy  will  be  cre- 
ated and  certified  by  a  commissioned 
officer  of  the  Service  concerned.  In  lieu 
of  such  scale  ticket,  in  cases  where 
charges  are  based  on  cubic  measurement, 
the  owner  will  obtain  from  the  carrier  a 
certificate  as  follows:  'No  scale  within  10 

miles.    Shipment  used -_-  cubic 

feet  of  properly  loaded  van  space." 

(b)  Bids.  When  required  by  the  Serv- 
ice concerned  in  connection  with  com- 
mercial van  shipments  exceeding  a  dis- 
tance of  1.200  miles,  two  bids  for  pack- 
ing, crating,  and  draying  at  point  of  ori- 
gin and  draying  and  unpacking  at  des- 
tination, even  though  such  services  were 
not  used.  If  only  one  bid  was  obtainable 
for  any  such  service,  a  written  statement 
describing  the  circumstances  will  also  be 
furnished. 

d.  Basis  of  reimbursement.  Reim- 
bursement will  be  directed  to  be  made 
on  the  basis  of  cost  had  shipment  been 
made  by  a  shipping  officer  under  the  pro- 
vi.<rtons  of  paragraph  17  above.  After  due 
consideration,  the  appropriate  authority 
of  the  Service  concerned  will  determine 
and  specify  such  basis  of  cost.  The  basis 
so  determined  will  be  used  regardless  of 
the  means  of  transportation  utilized  by 
the  owner  for  the  shipment.  If,  after 
settlement,  the  owner  for  any  reason 
considers  the  amount  received  in  such 
settlement  to  be  erroneous,  he  may  file 
claim  with  the  General  Accounting  Of- 
fice. Washington  25.  D.  C.  for  the  addi- 
tional amount  he  considers  due. 

e.  Basis  used  in  settlemetit  of  reim- 
bursement claims.  The  basis  used  in 
settlement  of  reimbursement  claims  in 
certain  sets  of  circumstances  are  shown 
below: 

(1)  Shipment  made  by  commercial 
van  carrier:  rail  freight  designated  as 
basis  of  cost  at  Government  expense. 
When  the  owner  has  shipped  his  house- 
hold goods  by  commercial  van  carrier, 
whereas  rail  freight  for  the  shipment 
has  been  designated  by  the  appropriate 
authority  of  the  Service  concerned  as 
basis  of  cost  authorized  at  Government 
expense,  the  following  comparison  fac- 
tors will  be  used: 

(a>  Estimated  weight  when  actual 
weight  or  cubic  measurement  is  not  avail- 
able. The  owner  will  furnish  a  state- 
ment, certified  by  the  carrier,  in  tho.se 
rare  cases  where  the  actual  weight  or 
cubic  measurement  of  the  shipment  is 
not  available.  Such  statement  will  show 
the  estimated  total  weight  of  the  ship- 
ment, and  the  estimated  weight  of  pro- 
fessional books,  papers,  and  equipment 
separately  from  that  of  other  articles. 
See  al.so  <b)  below. 

(b>  Relative  gros.<i  weight  for  rail 
shipment.— In  order  to  approximate  the 
gro.ss  weight  when  packed  and  crated  for 
shipment  as  ordinary  freight  by  rail,  the 
gross  weight  of  the  household  goods  in  a 
van  shipment  will  be  reduced  to  its  not 
weight,  and  .such  net  weight  Increased 
by  25  percent.  The  actual  weight  of 
professional  books,  papers,  and  equip- 
ment will  be  added  to  the  result  .so  as  to 
give  a  relative  gross  weight  by  rail.  See 
also  paragraph  2  above  and  <d)  below. 

(c)  Comparative  cost  factors.  The 
rate  per  hundred  pounds  of  each  cost 
factor  will  be  ascertained  in  the  manner 
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Friday,  April  22,  1949 

within  9  months  after  delivery  of  the 
shipment  or,  If  no  portion  of  the  ship- 
ment was  delivered,  within  9  months 
after  the  date  when  delivery  would  have 
been  made  in  the  normal  course.  The 
liability  of  the  carrier  Is  governed  by 
the  terms  of  the  bill  of  lading,  contract, 
or  other  shipping  document,  and  is  usu- 
ally limited  to  a  specified  amount  per 
pound  according  to  the  valuation  at 
which  released  by  the  owner.  It  is  Im- 
portant that  the  owner  accept  from  the 
carrier   any   payment   correctly   deter- 
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mined  In  satisfaction  of  the  carrier's  lim- 
ited liability  as  above  outlined.  Copies 
of  the  claim  and  any  subsequent  de- 
mands with  related  correspondence,  as 
well  as  the  originals  of  any  replies,  should 
be  retained  by  the  owner  for  presenta- 
tion with  any  claim  subsequently  filed 
against  the  Government  under  provi- 
sions of  e  below. 

b.  Form  0/  demand  on  carrier.  It  Is 
suggested  that  demands  on  carriers  be 
made  by  letter  in  substantially  the  fol- 
lowing form: 


Demand  on  Carkieb 


(Date) 


(Name  of  fwrh-r) 
(Address) 

Oentlkmln:  Claim  is  prrficnted  hy  thr  undemgned  for  . 

m  (Hinncclion  with  the  following  Khipmrnt 
from , 

(CoDslcnor) 


(Loss  or  damapf) 
(City,  town  or  station) 


(City,  town  or  station) 
,  datid 


(Consimw) 

in  connection  with No ., 

(Hill  of  lading,  contract,  or  twiKgaiix  check) 
(OvrriuK  shipment  of.. •. 

(Household  Koods.  ftiotlocker,  fliph'  bag,  etc.) 
ile.scriU'd  as  follows: 


Description  of  rontulner  (or  of  article                 Approximate  weight 
uncTsted)                                                   (Itis.) 

Nature  and  rxtent  of 
damapc 

Aniiiunl 
chiinu-d 

1                                            1 

$ 

1 

1 

Total  amount  of  (laim 

Detailed  description  of  pro|*rty  lost  or  damaged,  including  identifying  mark;;  on  fontainers: 


Remarks 


Yours  very  truly 


(Name) 
(Address) 


c.  Surveying  officer  not  to  be  ap- 
pointed. A  surveying  officer  will  not  be 
appointed  in  cases  of  damage  to  or  less 
of  household  goods  in  transit:   but  an 


officer  will  In  each  case  investigate  the 
matter  and  maice  report  in  the  manner 
prescribed  by  the  Service  concerned. 
d.  Payment  to  carrier  not  to  be  sus- 
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pended  or  withheld.  Payment  t«  carrier 
cannot  be  suspended  nor  can  money  due 
carriers  be  withheld  for  the  purpose  of 
adjusting  claims  or  reimbursing  owners 
for  loss  or  damage  (15  Comp.  Dec.  38; 
MS  Comp.  Gen.  B-11970.  9  September 
1940;  and  B-14598,  17  February  1941). 
The  consignee  will  annotate  bills  of  lad- 
ing, contracts,  or  other  shipping  docu- 
ments as  prescribed  by  the  Service  con- 
cerned, and  will  notify  the  owner  that 
this  has  been  done.  So  as  not  to  delay 
paj-ment.  owners  will  promptly  certify 
such  bills  as  may  be  required  in  con- 
nection with  any  accessorial  services. 

e.  Claims  payable  by  Government  in 
certain  circumstances.  In  certain  cir- 
cumstances, the  Air  Force.  Army.  Navy, 
Marine  Corps.  Coast  Guard  and  Public 
Health  Service  are  permitted  by  law  to 
pay  claims  for  loss  of  or  damage  to 
household  goods.  Such  claims  may  be 
filed,  in  the  manner  and  in  circum.stances 
prescribed  by  the  Service  concerned,  for 
amounts  not  recoverable  from  the  car- 
rier. In  the  event  the  carrier  denies 
liability  it  will  be  presumed  that  no 
amount  is  recoverable,  and  if  the  carrier 
fails  to  reply  to  the  owner's  demand  or 
claim  within  a  reasonable  time  it  will 
be  presumed  that  the  carrier  denies  lia- 
bility. Copies  of  such  demand  and  of 
any  subsequent  demands  and  related 
correspondence,  as  well  as  originals  of 
any  replies,  will  accompany  claims  filed 
with  the  Service  concerned.  In  cases 
where,  under  the  provisions  of  a  above, 
demand  on  a  carrier  is  required  and  the 
owner  fails  to  make  such  demand  sea- 
sonably or  fails  to  make  reasonable  ef- 
forts to  collect  the  amount  recoverable 
from  the  carriers,  the  amount  otherwise 
payable  under  these  provisions  will  be 
reduced  by  the  maximum  amount  recov- 
erable from  the  carrier  if  claim  there- 
for had  been  filed  with  such  carrier  with- 
in the  time  limit,  provided  that  it  is  not 
found  that  a  demand  in  any  event  was 
impracticable  or  would  have  been  un- 
availing. 

[F.    R.    Doc.   49-3169:    Filed.    Apr.    20,    1949; 
3:27  p.  m.) 


1 


RULES  AND  REGULATIONS 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  inspec- 
tion, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  51 — Pruits,  Vegetables  and  Other 
Products  'Grading.  Certification  and 
Standards) 

united  states  standards  for  potatoes 

On  March  4,  1949,  a  notice  of  rule 
making  was  published  In  the  Federal 
Register  (F.  R.  Doc.  49-1618;  14  F.  R. 
988)  regarding  propased  revision  of 
United  States  Standards  for  Potatoes. 
After  consideration  of  all  relevant  mat- 


ters. Including  the  proposals  set  forth  In 
the  aforesaid  notice,  the  following  revised 
United  States  Standards  for  Potatoes  are 
hereby  promulgated  under  the  authority 
contained  in  the  Department  of  Agricul- 
ture Appropriation  Act,  1949  (Pub.  Law 
712,  80th  Cong..  2d  Sess..  approved  June 
19,  1948). 

§  51.366  Standards  for  potatoes— 
(a)  General.  (1)  All  percentages  shall 
be  calculated  on  the  basis  of  weight. 

(2)  The  tolerances  for  the  standards 
are  on  a  container  basis.  However,  indi- 
vidual packages  in  any  lot  may  vary 
from  the  specified  tolerances  as  stated 
below,  provided  the  averages  for  the  en- 
tire lot,  based  on  sample  inspection,  are 
within  the  tolerances  specified. 


(3)  When  the  tolerance  specified  is  10 
percent  or  more,  individual  packages  in 
any  lot  may  contain  not  more  than  one 
and  one-half  times  the  tolerance  speci- 
fied, except  that  at  least  one  defective 
and  one  off-size  specimen  shall  be  per- 
mitted in  a  package. 

(4)  When  the  tolerance  specified  is 
less  than  10  percent,  individ^ial  packages 
in  any  lot  may  contain  not  more  than 
double  the  tolerance  specified,  except 
that  for  frozen  potatoes  or  those  affected 
by  soft  rot  or  wet  breakdown,  not  more 
than  one-tenth  of  the  packages  may  con- 
tain more  than  double  the  tolerance  but 
not  more  than  four  times  the  tolerance 
specified,  and  except  that  one  defective 
and  one  off-sized  specimen  shall  be  per- 
mitted in  a  package. 
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(b)  Grades— (1)  U.  S.  Fancy.  U.  S. 
Fancy  shall  consist  of  potatoes  of  one 
variety  or  similar  varietal  character- 
istics which  are  firm,  mature,  bright, 
well  shaped,  npt  frozen;  which  are  free 
from  freezing  injury,  blackheart.  late 
blight,  southern  bacterial  wilt,  ring  rot. 
shriveling,  sprouting,  soft  rot  or  wet 
break-down,  hollow  heart,  and  internal 
discoloration,  and  free  from  Injury 
caused  by  dirt  or  other  foreign  matter, 
sunburn,  second  growth,  growth  cracks, 
air  cracks,  cuts,  external  discoloration, 
scab,  dry  rot.  rhizoctonia,  other  disease, 
wireworm.  other  insects  or  mechanical 
or  other  means. 

(i>  The  diameter  of  each  potato  shall 
be  not  less  than  2  inches. 

(ii>  For  long  varieties  such  as  Bur- 
bank,  Rus.set  Burbank.  Early  Ohio.  White 
Rose,  or  other  similar  varieties,  not  less 
than  40  percent  of  the  potatoes  in  any 
lot  shall  be  6  ounces  or  more  in  weight. 

(iil>  •For  round  or  intermediate  shaped 
varieties  such  as  Irish  Cobbler,  Katahdin. 
Btiss  Triumph.  Green  Mountain,  or  other 
similar  varieties,  not  less  than  60  percent 
of  the  potatoes  in  any  lot  shall  be  2*4 
inches  or  larger  in  diameter. 

(iv)  The  size  of  the  potatoes  may  be 
stated  in  terms  of  minimum  diameter  or 
minimum  weight,  or  of  range  in  diameter 
or  weight,  or  of  a  certain  percentage  over 
a  certain  size,  following  the  grade  name, 
but  in  no  case  shall  the  potatoes  be  below 
the  sizes  specified  for  this  grade.  (See 
Tolerance  for  Size.) 

(V)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  in- 
cident to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  po- 
tatoes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown. 

(2>  U.  S.  Extra  No.  1.  U.  S.  Extra 
No.  1  shall  consist  of  potatoes  of  one 
variety  or  similar  varietal  characteristics 
which  are  fairly  well  shaped,  fairly  clean, 
not  frozen:  which  are  free  from  freezing 
injury,  blackheart,  late  blight,  southern 
bacterial  wilt,  ring  rot.  and  soft  rot  or 
wet  breakdown,  and  from  damage  caused 
by  sunburn,  second  growth,  growth 
cracks,  air  cracks,  hollow  heart,  internal 
discoloration,  external  discoloration,  cuts, 
shriveling,  sprouting,  scab,  dry  rot, 
rhizoctonia.  other  disease,  wireworm. 
other  insects  or  mechanical  or  other 
means.     (See  Skinning  Cla.ssification.) 

(i>  Unless  otherwise  specified,  size  of 
potatoes  (See  Size  Classification  and  Tol- 
erance for  Size>  shall  be  as  follows: 

(ii>  The  diameter  of  each  potato  shall 
be  not  less  than  Vs  inches. 

(iii>  For  long  varieties  such  as  Bur- 
bank.  Rus.set  Burbank.  Early  Ohio.  White 
Rose,  or  other  similar  varieties,  not  less 
than  60  percent  of  the  potatoes  in  the  lot 
shall  be  6  ounces  or  larger,  of  which  not 
less  than  one-half,  or  30  percent,  shall 
be  10  ounces  or  more  in  weight. 

(iv)  For  round  or  intermediate  shaped 
varieties.'such  as  Irish  Cobbler.  Katah- 
din. Bliss  Triumph.  Green  Mountain  or 
other  similar  varieties,  not  less  than  60 
percent  of  the  potatoes  in  the  lot  shall 
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be  2>/4  Inches  or  larger,  of  which  not 
less  than  one-half,  or  30  percent,  shall 
be  2%  Inches,  or  larger  In  diameter. 

(V)  Tolerance  for  defects:  In  order 
to  allow  for  variations  other  than  size, 
hollow  heart,  and  internal  discoloration, 
incident  to  proper  grading  and  handling, 
not  more  than  a  total  of  6  i)ercent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.  In  addition,  not  more  than 
5  percent  may  be  damaged  by  hollow 
heart,  and  internal  discoloration. 

(3)  U.S.No.l.  U.  S.  No.  1  shall  con- 
sist of  potatoes  of  one  variety  or  similar 
varietal  characteristics  which  are  fairly 
well  shaped,  not  frozen:  which  are  free 
from  freezing  injury,  blackheart.  late 
blight,  southern  bacterial  wilt,  ring  rot. 
and  soft  rot  or  wet  breakdown,  and  from 
damage  caused  by  dirt  or  other  foreign 
matter,  sunburn,  second  growth,  growth 
cracks,  air  cracks,  hollow  heart,  internal 
discoloration,  external  discoloration, 
cuts,  shriveling,  sprouting,  scab,  dry  rot. 
rhizoctonia.  other  disease,  wireworm. 
other  insects  or  mechanical  or  other 
means.    (See  Skinning  Classification.) 

(i)  Unless  otherwise  specified  the  di- 
ameter of  each  potato  shall  be  not  less 
than  I'^a  inches.  (See  Size  Classifica- 
tion and  Tolerance  for  Size.) 

(ii)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  hol- 
low heart,  and  internal  discoloration, 
incident  to  proper  gradhig  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.  In  addition,  not  more  than 
5  percent  may  be  damaged  by  hollow 
heart  and  internal  discoloration. 

(4)  U.  S.  Commercial.  U.  S.  Com- 
mercial shall  consist  of  potatoes  which 
meet  the  requirements  for  U.  S.  No.  1 
grade  except  that  they  shall  be  free  from 
serious  damage  by  dirt  and  except  for 
the  increased  tolerance  for  defects  speci- 
fied below.  (See  Skinning  Classifica- 
tion.) 

(i)  Unless  otherwise  specified,  the 
diameter  of  each  potato  shall  be  not  less 
than  I'^a  inches.  (See  Size  Classifica- 
tion and  Tolerance  for  Size.) 

(ii)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size  and 
sprouting,  incident  to  proper  grading  and 
handling,  not  more  than  a  total  of  20 
percent  of  the  potatoes  in  any  lot  may 
fail  to  meet  the  requirements  of  the 
grade,  but  not  more  than  5  percent  may 
be  seriously  damaged  by  hollow  heart 
and  internal  discoloration  and  not  more 
than  6  percent  may  fail  to  meet  the  re- 
maining requirements  of  U.  S.  No.  2 
grade,  but  not  more  than  one-half  of 
this  amount,  or  3  percent,  shall  be  al- 
lowed for  potatoes  affected  by  southern 
bacterial  wilt,  ring  rot,  or  late  blight  and 
including  not  more  than  1  percent  for 
potatoes  which  are  frozen,  or  affected  by 


soft  rot  or  wet  breakdown.  In  addition, 
not  more  than  10  percent  of  the  potatoes 
may  have  sprouts  over  ^4  inch  long,  but 
which  are  not  seriously  damaged  by 
shriveling,  provided,  that  If  all  of  the  20 
percent  tolerance  is  not  used  for  other 
defects,  the  unused  part  of  the  tolerance 
may  also  be  used  for  potatoes  having 
sprouts  over  ^4  Inch  long  but  which  are 
not  seriously  damaged  by  shriveling. 

(5)  U.  S.  No.  2.  U.  S.  No.  2  shall  consLst 
of  potatoes  of  one  variety  or  similar 
varietal  characteristics  which  are  not 
seriously  misshapen,  or  frozen;  which 
are  free  from  freezing  Injury,  blackheart. 
late  blight,  southern  bacterial  wilt,  ring 
rot.  and  soft  rot  or  vet  breakdown,  and 
from  serious  damage  caused  by  dirt  or 
other  foreign  matter,  sunburn,  second 
growth,  growth  cracks,  air  cracks,  hollow 
heart,  internal  discoloration,  external 
discoloration,  cuts,  shriveling,  sciib.  dry 
rot,  other  disease,  wirewprm,  other  in- 
sects or  mechanical  or  other  means. 
(See  Skinning  Classification.) 

(i)  Unless  otherwise  specified  the 
diameter  of  each  potato  shall  be  not  less 
than  1  ^ 2  Inches.  (See  Size  Classification 
and  Tolerance  for  Size.) 

(11)  Tolerance  for  defects:  In  order  to 
allow  for  variations  other  than  size,  hol- 
low heart,  and  Internal  dlscoforatlon.  in- 
cident to  proper  grading  and  handling, 
not  more  than  a  total  of  6  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet  the 
requirements  of  the  grade,  but  not  more 
than  3  percent  shall  be  allowed  for  pota- 
toes affected  by  southern  bacterial  wilt, 
ring  rot.  or  late  blight,  and  Including  not 
more  than  1  percent  for  potatoes  which 
are  frozen,  or  affected  by  soft  rot  or  wet 
breakdown.    In  addition,  not  more  than 
5  percent  may  be  seriously  damaged  by 
hollow  heart  and  Internal  discoloration, 
(c)  Size  classification  for  all  grades 
except  U.  S.  Fancy.    (1)  When  the  pota- 
toes are  designated  as  "U.  S.  No.   1." 
*U.  S.  commercial."  or  "U.  S.  No.  2"  with- 
out specifying  a  size  classification,  it  Is 
understood  that  the  potatoes  meet  the 
minimum  size  specified  In  the  grade  but 
that  no  definite  percentage  of  the  pota- 
toes Is  required  to  be  larger  than  this 
minimum  size. 

(2)  When  potatoes  meet  the  require- 
ments of  Size  A  or  Size  B  as  described 
below,  the  size  classification  may  be 
specified  In  connection  with  any  of  the 
U.  S.  grades  except  U.  S,  Fancy,  as: 
"U.  S.  No.  1.  Size  A";  "U.  S.  Extra  No.  1. 
Size  A":  "U.  S.  Commercial.  Size  B"; 
"U.  S.  No.  1.  Size  B';  "U.  S.  No.  2.  Size 
A";  or  "U.  S.  No.  2.  Size  B";  In  accord- 
ance with  the  facts.  When  Size  A  or 
Size  B  Is  used  in  connection  with  the 
grade,  it  is  not  permissible  to  .specify  any 
smaller  sizes  than  those  specified  under 
these  designations. 

(3)  Size  A:  (1)  For  long  varieties  such 
as  Burbank.  Russet  Burbank.  Early  Ohio, 
White  Rose,  or  other  similar  varieties, 
the  diameter  of  each  potato  shall  be  not 
less  than  I'^s  inches  and  not  less  than 
40  percent  of  the  potatoes  in  the  lot  shall 
be  6  ounces  or  more  In  weight. 

(ID  For  round  or  Intermediate  shaped 
varieties  such  as  Irish  Cobbler.  Katahdin, 
Bliss  Triumph.  Green  Mountain,  or  other 
similar  varieties,  the  diameter  of  each 
potato  shall  be  not  less  than  Va  inches 
and  not  less  than  60   percent  of  the 
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potatoes  In  the  lot  shall  be  2'/4  inches 
or  larger  in  diameter. 

(4)  Size  B:  For  all  varieties  the  size 
shall  be  from  I'i  inches  to  not  more 
than  2  inches  In  diameter. 

(5)  Other  sizes:  When  any  of  the 
above  size  designations  are  not  used  in 
connection  wth  U.  S.  Extra  No.  1.  U.  S. 
No.  1.  U.  S.  Commercial,  or  U.  S.  No.  2 
grades,  it  is  permissible  to  specify  any 
other  minimum  size  such  as  "I'a 
inches  minimum."  "2  inches  minimum"; 
or  both  a  minimum  and  a  maximum 
size  as  "Va  inches  to  3  inches."  "6  to  10 
ounces";  or  to  specify  a  certain  percent- 
age over  a  certain  size  as  "25  percent  or 
more  2'i  inches  and  larger."  "50  per- 
cent or  more  6  ounces  and  larger." 

(6)  Tolerance  for  size:  (I)  In  order 
to  allow  for  variations  incident  to  proper 
sizing,  not  more  than  3  percent  of  the 
potatoes  in  any  lot  may  fail  to  meet 
the  specified  minimum  size  except  that 
a  tolerance  of  5  percent  shall  be  allowed 
for  potatoes  packed  to  meet  a  minimum 
size  of  2*4  Inches  or  more  in  diameter, 
or  6  ounces  or  larger  In  weight.  In  addi- 
tion, not  more  than  15  percent  may  fall 
to  meet  any  specified  maximum  size. 

( ii )  When  a  percentage  of  the  potatoes 
Is  specified  to  be  of  a  certain  size  and 
larger,  no  part  of  any  tolerance  shall  be 
used  to  reduce  such  a  percentage  for  the 
lot  as  a  whole,  but  individual  containers 
may  have  not  more  than  15  percent  less 
than  the  percentage  required  or  speci- 
fied, provided  that  the  entire  lot  averages 
within  the  percentage  specified.  For  ex- 
ample, a  lot  specified  as  25  percent  2'/a 
Inches  and  larger  may  have  containers 
with  not  less  than  10  percent  2'2  mches 
and  larger  provided  the  lot  as  a  whole 
averages  25  percent  2 '.^2  inches  and 
larger. 

(d)  Skinning  cla.'<sification.  (1) 
"Practically  no  skinning"  means  that  not 
more  than  5  percent  of  the  potatoes  In 
any  lot  have  more  than  one-tenth  of  the 
skin  mi.ssing  or  "feathered." 

(2 •  "Slightly  .skinned"  means  that  not 
more  than  10  percent  of  the  potatoes  in 
any  lot  have  more  than  one-fourth  of  the 
skin  missing  or  "feathered." 

(3t  "Moderately  skinned"  means  that 
not  more  than  10  percent  of  the  potatoes 
in  any  lot  have  more  than  (Jne-half  of 
the  skin  mi.ssing  or  "feathered." 

(4)  "Badly  skinned"  means  that  more 
than  10  percent  of  the  potatoes  In  any 
lot  have  more  than  one-half  of  the  skin 
mi.ssing  or  "feathered." 

(e)  Unclassified.  Uncla.ssified  shall 
consist  of  potatoes  which  have  not  been 
classified  in  accordance  with  any  of  the 
foregoing  grades.  The  term  "unclassi- 
fied" is  not  a  grade  within  the  meaning 
of  these  standards  but  is  provided  as  a 
designation  to  show  that  no  definite 
grade  has  been  applied  to  the  lot. 

(f)  Definitions,  d)  "Mature"  means 
that  the  outer  skin  (epidermis)  does 
not  loo.sen  or  "feather"  readily  during 
ordinary  handling  and  that  practically 
no  skin  has  been  removed  from  the  po- 
tatoes. 

( 2  )V  "Bright"   means   practically   free 
from  dirt  or  other  foreign  matter,  and 
that  the  outer  skin  (epidermis)  has  the 
attractive  color  normal  for  the  variety. 
No.  77 3 
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(3)  "Well  shaped"  means  the  normal 
shape  for  the  variety  and  that  the  po- 
tato Is  not  pointed,  dumbbell-shaped,  ex- 
cessively elongated,  or  otherwise  Ill- 
formed. 

(4)  "Soft  rot  or  wet  breakdown" 
means  any  soft,  mushy,  or  leaky  condi- 
tion of  the  tissue  such  as  slimy  soft  rot. 
leak,  or  wet  breakdown  following  freez- 
ing Injury  or  sunscald. 

(5i  "Internal  discoloration"  means 
discoloration  such  as  is  caused  by  net 
necro.sis  or  any  other  type  of  necroSis. 
stem-end  browning,  internal  brown  spot, 
or  other  similar  types  of  discoloration 
not  visible  externally,  except  blackheart. 

(6)  "Injury"  means  any  defect  which 
more  than  slightly  affects  the  edible  or 
shipping  quality,  or  the  appearance  of 
the  Individual  potato  or  the  general  ap- 
pearance of  the  potatoes  In  the  container, 
or  which  cannot  be  removed  without  a 
loss  of  more  than  2  percent  of  the  total 
weight  of  the  potato  Including  peel  cov- 
ering defective  area. 

(7)  "Diameter"  means  the  greatest 
dimension  at  right  angles  to  the  longi- 
tudinal axis.  The  long  axis  shall  be  used 
without  regard  to  the  position  of  the 
stem  (rhizome). 

(8)  "Fairly  well  shaped"  means  that 
the  appearance  of  the  individual  potato 
or  the  general  appearance  of  the  potatoes 
in  the  container  i.*^  not  materially  injured 
by  pointed,  dumbbell-shaped  or  other- 
wise ill-formed  potatoes. 

(9)  "Fairly  clean"  means  that  from 
the  viewpoint  of  general  appearance,  the 
potatoes  in  the  container  are  reasonably 
free  from  dirt  or  other  foreign  matter 
and  that  individual  potatoes  are  not  ma- 
terially caked  with  dirt  or  materially 
stained. 

(10)  "Damage"  means  any  Injury  or 
defect  which  materially  Injures  the  edi- 
ble or  shipping  quality,  or  the  appearance 
of  the  individual  potato  or  the  general 
appearance  of  the  potatoes  in  the  con- 
tainer, or  which  cannot  be  removed  with- 
out a  loss  of  more  than  5  percent  of  the 
total  weight  of  the  potato  Including  peel 
covering  defective  area.  Any  one  of  the 
following  defects  or  any  combination  of 
defects  the  seriousness  of  which  exceeds 
the  maximum  allowed  for  any  one  defect 
shall  be  considered  as  damage: 

(i)  Second  growth  or  growth  cracks 
which  have  developed  to  such  an  extent 
as  to  materially  injure  the  appearance  of 
the  Individual  potato  or  the  general  ap- 
pearance of  the  potatoes  in  the  con- 
tainer. 

(ii)  Air  cracks  which  are  deep,  or  shal- 
low air  cracks  which  materially  Injure 
the  appearance  of  the  Individual  potato 
or  the  general  appearance  of  the  potato 
In  the  container. 

(ill)  External  discoloration,  when 
skinned  areas  on  individual  potatoes  are 
materially  affected  by  dark  discoloration, 
or  when  the  general  appearance  of  the 
lot  is  materially  affected  by  discoloration. 

(iv)  Shriveling,  when  the  potato  is 
more  than  moderately  shriveled,  spongy, 
or  flabby. 

(V)  Sprouting,  when  more  than  10 
percent  of  the  potatoes  have  sprouts  over 
three-fourths  of  an  Inch  long. 

(vi)  Surface  scab  which  covers  an  area 
of  more  than  5  percent  of  the  surface  of 
the  potato  in  the  aggregate. 
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(vil)  Pitted  scab  which  affects  the  ap- 
pearance of  Uie  potato  to  a  greater  ex- 
tent than  the  amount  of  surface  scab 
permitted  or  causes  a  loss  of  more  than 

5  percent  of  the  total  weight  of  the  potato 
Including  peel  covering  defective   area. 

(viii)  Rhizoctonia,  when  the  general 
app>earance  of  the  potatoes  in  the  con- 
tainer is  materially  injured  or  when  in- 
dividual potatoes  arc  badly  infected. 

(ix)  Wireworm.  grass  root  or  similar 
Injury,  when  any  hole,  on  potatoes  rang- 
ing In  size  from  6  to  8  ounces,  is  longer 
than  ^4  inch  or  when  the  aggregate 
length  of  all  holes  is  more  than  lU 
inches.  Smaller  potatoes  shall  have 
lesser  amounts  and  larger  potatoes  may 
have  greater  amounts,  provided  that  the 
removal  of  the  injury  by  proper  trim- 
ming does  not  cause  the  appearance  of 
such  potatoes  to  be  injured  to  a  greater 
extent  than  that  caused  by  the  proper 
trimming  of  such  injury  permitted  on  a 

6  to  8  ounce  potato. 

(X)  Dirt,  when  the  general  appearance 
of  the  potatoes  in  the  container  is  more 
than  slightly  dirty  or  stained,  or  when 
individual  potatoes  are  badly  caked  with 
dirt  or  badly  stained:  or  other  foreign 
matter  which  materially  affects  the  ap- 
pearance of  the  potatoes. 

(11)  "Serious  damage"  means  any  in- 
jury or  defect  which  seriously  injures  the 
edible  or  shipping  quality,  or  the  appear- 
ance of  the  Individual  potato  or  the 
general  apoearance  of  the  potatoes  in 
the  container,  or  which  cannot  be  re- 
moved without  a  loss  of  more  than  10 
percent  of  the  total  weight  of  the  potato 
including  peel  covering  defective  area. 
Any  one  of  the  following  defects  or  any 
combination  of  defects  the  seriousness 
of  which  exceeds  the  maximum  allowed 
for  any  one  defect  shall  be  considered  as 
serious  damage: 

d)  Dirt,  when  the  general  appear- 
ance of  the  potatoes  in  the  container  is 
seriously  affected  by  tubers  badly  caked 
with  dirt;  or  other  foreign  matter  which 
seriously  affects  the  appearance  of  the 
potatoes. 

(II)  External  discoloration,  when 
skinned  areas  on  individual  potatoes  are 
seriously  affected  by  very  dark  discolora- 
tlen,  or  when  the  general  appearance  of 
the  lot  is  seriously  affected  by  discolora- 
tion. 

(ill)  Fairly  smooth  cuts  such  as  are 
made  by  the  digger  or  by  a  knife  to  re- 
move injury,  when  both  ends  are-clipped, 
or  when  more  than  an  estimated  one- 
fourth  of  the  potato  Is  cut  away.  or.  in 
the  case  of  long  varieties,  when  the  re- 
maining portion  of  the  clipped  potato 
weighs  less  than  6  ounces.  Irregular 
types  of  cuts  which  seriously  affect  the 
appearance  of  the  individual  potato,  or 
which  cannot  be  removed  without  a  loss 
of  more  than  10  percent  of  the  total 
weight  of  the  potato  Including  peel  cov- 
ering defective  area. 

(iv)  Shriveling,  when  the  potato  is  ex- 
cessively shriveled,  spongy  or  flabby. 

(v)  Surface  scab  wh'ch  covers  an  area 
of  more  than  50  percent  of  the  surface 
of  the  potato  in  the  aggregate. 

(vl)  Pitted  scab  which  affects  the  ap- 
pearance of  the  potato  to  a  greater  ex- 
tent than  the  amount  of  surface  scab 
permitted  or  causes  a  loss  of  more  than 
10  percent  of  the  total  weight  of  the 
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potato  Including  peel  covering  defective 
area. 

(vii)  Wireworm.  grass  root  or  similar 
Injury,  when  any  hole,  on  potatoes  rang- 
ing in  size  from  6  to  8  ounces,  is  longer 
than  1'4  inches  or  when  the  aggregate 
length  of  all  holes  is  more  than  2  inches. 
Smaller  potatoes  shall  have  lesser 
amounts  and  larger  potatoes  may  have 
greater  amounts,  provided  that  the  re- 
moval of  the  injury  by  proper  trimming 
does  not  cause  the  appearance  of  such 
potatoes  to  be  injured  to  a  greater  ex- 
tent than  that  caused  by  the  proper  trim- 
ming of  such  injury  permitted  on  a  6  to  8 
ounce  potato. 

(g)  Effective  time.  The  revised  United 
States  Standards  for  Potatoes  contained 
In  this  .section  shall  become  effective 
June  1,  1949  <Pub.  Law  712.  80th  Cong). 

E>one  at  Washington.  D.  C,  this  18th 
day  of  April.  1949. 

ISEALl  John  I.  Thompson. 

Assistant  AdministratOT,  Pro- 
duction and  Marketing  Ad- 
ministration. 

|F    R     Doc.   4&-3150;    Filed.    Apr.    21.    1949; 
8:62  a.  m.| 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

(T.  D.  52194) 

Part  10 — Articles  Conditionally  Free, 
Subject  to  a  Reduced  Rate,  Etc 

registration  of  valuable  effects 

Section  10.28,  Customs  Regulations  of 
1943,  relating  to  the  registration  of  val- 
uable effects  of  foreign  origin  by  the  own- 
er prior  to  his  departure  from  the  United 
States,  amended. 

Section  10  28,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  10.28),  as 
amended,  is  hereby  further  amended  by 
designating  the  first  paragraph  there- 
under as  "(a>,"  by  deleting  the  paren- 
thetical matter  at  the  end  of  that  para- 
graph, and  by  adding  a  new  paragraph 
reading  as  follows: 

(b>  In  the  case  of  resident  seamen 
and  airmen  who  make  recurrent  voyages 
while  pursuing  their  occupation,  customs 
Form  4457  may  be  Issued,  in  lieu  of  cus- 
toms Form  4455.  to  cover  cameras  and 
photographic  equipment,  binoculars, 
sextants,  radios,  and  other  valuable  ef- 
fects of  foreign  origin.  This  certificate 
shall  be  effective  for  a  period  of  2  years 
from  the  date  of  its  issuance.  (Sees. 
498.  624,  46  Stat.  728,  759;  19  U.  S.  C. 
1498.  1624) 

I  seal!  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  November  8,  1948.  i 

John  S.  Oraham, 

Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.    49-3123:    Filed.    Apr.    21.    1949; 
8:49  a.  m.] 


TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

ICGFR   49-21] 

MoTORBOAT  Operators'  Ex.aminations; 
Examinations  fcr  Certificates  of  Ef- 
ficiency or  Service;  Electrical  Con- 
trol OF  Ventilation  Systems  on 
Merchant  Vessels 

A  notice  regarding  proposed  changes 
in  the  requirements  for  professional  ex- 
aminations to  obtain  licen.ses  as  motor- 
boat  operators,  proposed  changes  in  re- 
quirements for  applicants  for  certificates 
of  service  or  efficiency,  other  than  for  en- 
try ratings,  and  proposed  changes  In  the 
electrical  control  of  ventilation  systems 
on  passenger  ves.sels  was  published  in 
the  Federal  Register,  dated  February  26. 
1949  1 14  F.  R.  8981 ,  and  a  public  hearing 
was  held  by  the  Merchant  Marine  Coun- 
cil on  March  29.  1949,  at  Washington. 
D.  C. 

The  purpose  for  canceling  the  exemp- 
tion for  an  applicant  for  a  motorboat  op- 
erator's license  who  is  not  able  to  read 
or  write,  if  he  is  qualified  in  all  other  re- 
spects and  possesses  extensive  experience 
in  the  operation  of  small  vessels,  is  to 
promote  safety.  Many  written  regula- 
tions, recommended  practices,  construc- 
tions, safety  hints,  etc.,  are  being  distrib- 
uted to  motorboat  operators  for  their 
guidance.  An  operator's  inability  to 
read  may  result  in  his  Ignorance  of  prac- 
tices essential  to  safety. 

The  purpose  of  the  amendments  re- 
garding Ekiglish  language  requirements 
for  applicants  for  certificates  of  service 
or  efficiency,  other  than  for  entry  ratings, 
Is  to  improve  safety  of  life  at  sea,  and 
will  require  future  applicants  for  ratings 
as  able  seaman,  lifeboatman,  qualified 
member  of  engine  department,  and  tank- 
erman  to  be  able  to  speak  and  understand 
the  English  language,  and  that  any  ex- 
amination conducted  in  connection 
therewith  will  be  given  only  In  the  Eng- 
lish language. 

The  purpo.se  of  the  amendment  re- 
garding the  electrical  control  of  ventila- 
tion systems  on  passenger  vessels  is  that 
present  requirements  have  .specific  ref- 
erence to  the  control  of  machinery  space 
ventilation  from  the  fire  control  room 
or  wheelhouse,  which  may  prove  to  be 
hazardous,  and  further  that  such  loca- 
tion of  said  control  Is  unnecessary. 

These  amendments  shall  become  ef- 
fective ninety  days  after  date  of  publica- 
tion of  this  document  in  the  Federal 
Register,  except  for  the  amendment  to 
46  CFR  144  25  (j),  which  shall  become 
effective  upon  date  of  publication  in  the 
Feder.\l  Register  because  it  is  a  relaxa- 
tion from  present  requirements. 

By  virtue  of  the  authority  vested  in  me 
as  Commandant.  United  States  Coast 
Guard,  by  R.  S.  4405,  as  amended,  and 
section  101  of  Reorganization  Plan  No.  3 
of  1946.  46  U.  S.  C.  1,  375,  as  well  as  the 
statutes  cited  with  the  regulations  below, 
the  following  amendments  to  the  regula- 
tions are  prescribed: 


Subchapter  B — Merchant  Marine   Officert  and 
Seamen 

Part  10 — Licensing  of  Officers  and 
Motorboat  Operators  and  Registra- 
tion OF  Staff  Officers 

SUBPART     10.20 — MOTORBOAT     OPERATORS* 
LICENSES 

Section  10.20-5  (c)  Is  amended  to  read 
as  follows: 

5  10.20-;5  Professional  examinations. 
•     •     •    ' 

(c>  If  the  applicant  has  operated 
motorboats  under  the  license  issued 
under  the  act  of  June  9,  1910.  he  shall 
be  held  to  possess  the  required  experience 
but  must  qualify  in  all  other  respects. 
(Sec.  17.  54  Stat.  166.  as  amended;  46 
U.  S.  C.  526  p) 


Part  12 — Certification  of  Seamen 
subpart  12.05 — able  seamen 

1.  Section  12  05-3  (a>  is  amended  by 
deleting  the  word  "and"  from  the  end  of 
subparagraph  (3>.  by  changing  the 
period  at  the  end  of  subparagraph  (4)  to 
a  semicolon,  and  by  adding  the  word 
"and"  immediately  thereafter,  and  by 
adding  the  following  new  subparagraph 
(5): 

5  12.05-3     General  requirements,     (a) 

•     •     * 

(5>  Be  able  to  speak  and  understand 
the  English  language  as  would  be  re- 
quired in  the  rating  of  able  seaman  and 
in  an  emergency  aboard  ship.  (R.  S. 
4417a.  4451.  as  amended,  sec.  13,  38  Stat. 
1169.  49  Stat.  1544.  1936.  and  sec.  5  (e>. 
55  Stat.  244.  as  amended;  46  U.  S.  C.  367, 
391a.  643!  672.  689.  and  50  U.  S.  C.  1275) 

2.  Section  12.05-9  (b)  is  amended  by 
changing  the  first  sentence  to  read  as 
follows: 

§  12.0&-9  Examination  and  demon- 
stration of  ability.     •     •     • 

(b)  The  oral  or  written  examination 
shall  be  conducted  only  In  the  English 
language  and  shall  consist  of  questions 
regarding:  •  •  •  (R.  S.  4417a,  4451, 
as  amended,  sec.  13.  38  Stat.  1169.  49 
Stat.  1544.  193§.  and  .sec.  5  (e).  55  Stat. 
244.  as  amended;  46  U.  S.  C.  367.  391a, 
643.  672.  ^9.  and  50  U.  S.  C.  1275) 

SUBPART    12.10 — LIFEBOATMAN 

3.  Section  12.10-3  is  amended  by  add- 
ing a  new  paragraph  (b»,  reading  as 
follows: 

5  12.10-3  Serrtce  or  trainiug  require- 
ments.    •     •     • 

(b)  An  applicant,  to  be  eligible  for 
certification  as  lifeboatman,  shall  be  able 
to  speak  and  understand  the  Engli.sh 
language  as  would  be  required  in  the 
rating  of  lifeboatman  and  in  an  emer- 
gency aboard  ship.  (R.  S.  4417a,  4488, 
as  amended,  49  Stat.  1544.  and  sec.  5  <e>, 
55  Stat.  244.  as  amended;  46  U.  S.  C.  367. 
391a,  481.  and  50  U.  S.  C.  1275) 

4.  Section  12.10-5  (b)  Is  amended  by 
changing  the  first  sentence  thereof  to 
read  as  follows: 
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§  12.10-5  Examination  and  demon- 
stration of  ability.     •     •     • 

(b>  The  T)ral  examination  shall  be 
conducted  only  in  the  English  langyage 
and  shall  consist  of  questions  regaid- 
ing:  •  •  •  <R.  S.  4417a.  4488.  as 
amended.  49  Stat.  1544.  and  sec.  5  (e>. 
55  Stat.  244.  as  amended;  46  U.  S.  C.  367.. 
391a,  481,  and  50  U.  S.  C.  1275) 

SUBPART   12.15 — QUALIFIED  MEMBER  OF 
ENGINE   DEPARTMENT 

5.  Section  12.15-3  is  amended  by 
adding  a  new  paragraph  (c),  reading  as 
follows : 

5  12.15-3  General  requirements.  •  •  • 
<c)  An  applicant,  to  be  eligible  for 
certification  as  qualified  member  of  the 
engine  department,  shall  be  able  to  speak 
and  understand  the  English  language  as 
would  be  required  in  the  rating  of  quali- 
fied member  of  the  engine  department 
and  in  an  emergency  aboard  ship.  (R.  S. 
4417a.  49  Stat.  1544.  1936.  and  sec.  5  <e), 
55  Slat.  244.  as  amended;  46  U.  S.  C.  367, 
391a.  672.  and  689.  50  U.  S.  C.  1275) 

6.  Section  12.15-9  (a)  is  amended  to 
read  as  follows: 

§  12.15-9  Eiaminaton  requirements. 
(a  »  Applicants  for  certification  as  quali- 
fied members  of  the  engine  department 
in  the  ratings  of  oiler,  watertender,  fire- 
man, deck  engineer,  refrigerator  engi- 
neer, junior  engineer,  electrician,  and 
machinist  shall  be  examined  orally  or  in 
writing  and  only  in  the  English  language 
on  the  subjects  listed  in  pararaph  (b) 
of  this  section.  The  applicants  general 
knowledge  of  the  subjects  mu.^t  be  suffi- 
cient to  satisfy  the  examiner  that  he  is 
qualified  to  perform  the  duties  of  the 
rating  for  which  he  makes  application. 
•  •  •  (R.  S.  4417a.  49  Stat.  1544, 
1936.  and  sec.  5  <e),  55  Stat.  244.  as 
pmended;  46  U.  S.  C.  367.  391a,  672,  and 
689,  50  U.  S.  C.  1275) 


•  SUBPART  12.20 — TANKERMAN 

7.  Section  12.20-1  Is  amended  by  add- 
ing a  new.  paragraph  (d),  reading  as 
follows: 

§12.20-1  General  requirements.  •  *  • 
(d)  An  applicant,  to  be  eligible  for 
certification  a.s  tankerman.  shall  be  able 
to  speak  and  understand  the  English 
language  as  would  be  required  in  the 
rating  of  tankerman  and  in  an  emer- 
gency aboard  ship.  (R.  S.  4417a.  49 
Stat.  1544.  and  sec.  5  (e>.  55  Stat.  244,  as 
amended;  46  U.  S.  C.  367,  391a,  and  50 
U.  S.  C.  1275) 

8.  Section  12.20-5  is  amended  to  read 
as  follows: 

§  12.20-5  Examination  requirements. 
Any  applicant  for  certification  as  tank- 
erman must  prove  to  the  satisfaction  of 
the  Coast  Guard  by  an  oral  or  written 
examination  conducted  only  in  the  Eng- 
lish language  that  he  is  familiar  with  the 
general  arrangement  of  cargo  tanks,  suc- 
tion and  discharge  pipe  lines  and  valves, 
cargo  pumps  and  cargo  hose,  and  has 
been  properly  trained  in  the  actual  oper- 
ation of  cargo  pumps,  all  other  opera- 
tions connected  with  the  loading  and 
discharging  of  cargo,  and  the  use  of  fire 
extinguishing  equipment.  (R.  S.  4417a. 
49  Stat.  1544.  and  sec.  5  (e).  55  Stat.  244. 
as  amended;  46  U.  S.  C.  367.  391a,  and  50 
U.  S.  C.  1275) 


Subchapter  M — Construction  or  Material  Altera- 
tion of  Passenger  Vessels  of  the  United  States 
of  100  Grett  Tons  and  Over  Propelled  by 
Machinery 

Part  144 — Construction  or  Material  Al- 
teration OF  P.ASSENGER  VESSELS  OF  THE 

United  States  of  100  Gross  Tons  and 
Over  Propelled  by  Machinery 

Section  144.25  (j)  is  amended  to  read 
as  follows: 


§  144.25  Ventilation. ,  •  •  • 
(j )  All  electrical  ventilation  systems 
shall  be  provided  with  remote  control 
means  for  stopping  the  motors  in  case 
of  fire  or  other  emergency.  For  the  ma- 
chinery space  ventilation  there  shall  be 
provided  a  control  located  in  the  pas- 
sageway leading  to.  but  outside  of.  the 
space;  for  all  other  ventilation  systems, 
two  stations  shall  be  provided,  one  lo- 
cated in  the  fire  control  room  or  wheel- 
house,  and  the  second  located  as  distant 
as  practicable,  except  that  the  main  bus 
feeding  power  to  the  equipment  for  these 
systems  may  be  considered  as  the  .second 
station.  These  emergency  control  push 
button  stations  shall  be  protected  by  in- 
stalling glass  doors  on  which  there  will 
be  marked  "In  case  of  fire  break  gla.ss 
and  push  button  to  stop  ventilation." 
Each  push  button  shall  be  provided  with 
a  name  plate  identifying  the  system  with 
which  it  is  associated.  This  remote  con- 
trol system  shall  be  of  the  under-voltage 
protection  type  and  so  arranged  that 
damage  to  the  master  switch  or  cable 
will  automatically  stop  the  fans.  Steam 
powered  ventilation  sy.stems  shall  have 
a  remote  control  for  the  .steam  valve  lo- 
cated in  an  accessible  location  outside 
the  space  affected  by  the  ventilation 
system.  "See.  5.  49  Stat.  1384.  sec.  2. 
54  Stat.  1028.  and  sec.  5  <e) .  55  Stat.  244. 
as  amended;  46  U.  S.  C.  369.  463a.  and 
50  U.  S.  C.  1275) 

Dated:  April  18,  1949. 

fSEALl  Merlin  O'Neill. 

Rear  Admiral,  V.  S.   Coast  Guard, 
Acting  Commandant. 

[P.    R.    Doc.    49-3124:    Filed.    Apr.    21.    1949; 
8:49  a.  m.) 
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PROPOSED  RULE  MAKING 


FEDERAL  SECURITY  AGENCY 

Food  and  Drug  Administrotion 

[  21  CFR,  Part  19] 

[Docket  No.  FDC  46 1 

Cheeses.  Processed  Cheeses,  Cheese 
Poods.  Cheese  Spreads,  and  Related 
Foods;  Definitions  and  Standards  of 
Identity 

notice  of  proposed  rule  making 

In  the  matter  of  amending  the  defini- 
tions and  standards  of  identity  for  Ched- 
dar cheese,  washed  curd  cheese,  and 
colby  cheese  and  to  establish  definitions 
and  standards  of  identity  for  other 
cheeses,  processed  cheeses,  cheese  foods, 
cheese  spreads,  and  related  foods: 

It  Is  proposed  that,  by  virtue  of  the 
authority  vested  in  the  Federal  Security 
Administrator  by  the  provisions  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act 
(.sees.  401,  701;  52  Stat.   1046.  1055;   21 
U.  S.  C.  341,  371).  and  upon  the  basis  of 
substantial  evidence  received  at  the  pub- 
lic hearing  held  pursuant  to  the  notice 
published   in   the  Federal  Register   on 
February  21,  1947  <  12  F.  R.  1192 ».  and 
upon  consideration  of  proposed  findings 
of  fact  filed  by  interested  parties  which 
are  adopted  in  part  and  rejected  in  part 
as  Is  apparent  from  the  detailed  findings 
made  below,  the  following  order  be  made : 
Findings  of  fact.'     1.  Definitions  and 
standards   of    identity   have   heretofore 
been  adopted  for  a  number  of  varieties 
of  cheese.    There  are  in  addition  to  these 
a  large  number  of  other  varieties  sold 
in  the  United  States.    Some  varieties  of 
cheese    manufactured    in    the    United 
States  are  also  made  in  other  parts  of 
the  world  and  imported  into  the  United 
States.     There   are   a   few   varieties   of 
cheese    obtained    only    by    importation. 
Many  varieties  of  cheese  now  manufac- 
tured in  the  United  States  originated  in 
foreign   countries   and   the  methods   of 
manufacture    after    Introduction    here 
were  modified  to  suit  domestic  conditions. 
A  particular  variety  of  cheese,  whether 
of  domestic  or  foreign  manufacture,  is 
generally  sold  under  the  same  designa- 
tion.  (R.  322.  557.  709.  1365,  1475.   1499. 
2994.    3411,    3414-3415.    3995.    3999-4000. 
4258-4264.   4305.   4550.   4598.   5005.   5062, 
5255.  5258.  5264,  5315;  Ex.  25.  94,  21  CFR. 
Part  19) 

2.  Many  varieties  of  cheese  are  well 
known  and  widely  distributed  and  used. 
Others  have  limited  distribution  and  are 
known  to  relatively  small  numbers  of 
consumers.  It  is  impracticable  to  adopt 
a  definition  and  standard  of  identity  for 
every  known  variety  of  cheese,  but  it  Is 
practicable  to  adopt  definitions  and 
^  standards  of  Identity  for  important  va- 
'  rieties  and  to  adopt  class  standards 
which  will  include  most  of  the  varieties 
for  which  no  specific  standards  are 
adopted.     <R.     322.     699-701,     719-720, 


•  The  citations  following  each  finding  of 
fact  refer  to  the  pages  of  the  transcript  of 
the  testimony  and  the  exhibits  received  in 
evidence  at  the  hearing. 


1292-1296.  1423.  2994.  4258;  Ex.  26.  75B 
94) 

3.  The  basis  for  classifying  cheeses 
differs  according  to  the  purpose  of  the 
classification.  A  reasonable  and  prac- 
tical method  of  classifying  cheeses  for 
standardization  purposes  which  is  in- 
formative to  consumers  is  one  based  on 
differences  in  the  consistency  of  the  fin- 
ished cheese.  Under  such  a  classifi- 
cation there  are  five  main  classes: 

(1^   Hard  grating  cheese. 
(2>   Hard  chee.se. 
(3>   Semisoft  cheese. 
(4t  Soft  uncured  cheese. 
(5)  Soft  cured  cheese. 

(R.  719-720.  1292-1296.  1315-1428.  2983. 
2987.  2989.  3395.  3514-3515,  3517-3518. 
3966) 

4.  Cheeses  in  each  class  may  be  made 
from  whole  milk  or  partly  skimmed  milk. 
Generally  speaking,  hard  grating  cheeses 
are  made  from  partly  skimmed  milk, 
while  cheeses  in  thje  other  classes  are  gen- 
erally made  from  whole  milk.  However, 
there  are  a  number  of  varieties  of  cheese 
in  the  semisoft  cla.ss  which  hare  been 
made  from  partly  skimmed  milk  for 
many  years.  It  is  impracticable  to  adopt 
separate  standards  for  all  these,  but  it  is 
rea.sonable  to  subdivide  the  semisoft 
cheeses  into  two  cla.s.ses,  semisoft  cheeses 
and  .semisoft  part-skim  cheeses.  (R.  731, 
1316.  1366.  1375-1376.  1460.  2917.  2973. 
3421.  3529.  3901-3902.  3966-3967.  4134. 
4155;  Ex.  95) 

5.  There  are  a  number  of  varieties  of 
cheese  which  are  rendered  distinctive 
by  spices  added  to  them  rather  than  by 
their  consistency.  Some  varieties  of 
spiced  cheeses  are  made  from  whole 
milk,  and  other  well-known  varieties  are 
made  from  partly  skimmed  milk.  It  is 
impracticable  to  adopt  separate  stand- 
ards for  all  varieties  of  spiced  cheeses,  but 
it  is  rea.sonable  to  subdivide  spiced 
chee.ses  into  two  classes,  spiced  cheeses 
and  part -skim  spiced  cheeses.  »R.  1087. 
1094-1096.  1130-1131.  1139-1140.  1162. 
1169-1170.  1683,  1687.  1705-1106.  3832. 
4904-4905,  5014-5015.  5247,  5281) 

6.  In  addition  .to  foods  that  may  be 
accurately  classified  as  cheeses,  there  are 
a  number  of  foods  made  largely  from 
cheese  whey  which  do  not  belong  to  any 
of  the  classes  named  in  finding  3,  al- 
though their  names  indicate  that  they 
are  some  kind  of  cheese.  These  foods 
may  be  classed  as  whey  cheeses  and  are 
discussed  in  other  findings.  <R.  5243. 
5249-5250.  5254.  5256,  5277.  5312. 5319 • 

7.  In  each  class  there  are  a  number  of 
varieties  of  cheese  having  different 
names.  It  is  impracticable  from  the  evi- 
dence of  record  to  adopt  definitions  and 
standards  of  identity  for  each  of  these 
cheeses.  It  will  be  of  advantage  to  con- 
sumers to  adopt  definitions  and  stand- 
ards of  identity  for  the  more  irpportant 
varieties,  leaving  the  varietTes  of  lesser 
importance  subject  to  regulation  by  the 
provisions  of  the  definitions  and  stand- 
ards of  identity  for  the  class.  (R.  311, 
1018-1019.  1102.  1111,  1292-1294.  1310- 
1311,  1322,  1374-1376.  3428-3429.  4512; 
Ex.  26  > 


8.  If  a  variety  of  cheese  which  falls  into 
one  of  the  classes  for  which  standards 
are  adopted  has  a  common  or  usual  name 
that  has  become  generally  recognized,  it 
is  proper  to  use  such  name  in  addition  to 
the  class  name  in  designating  tliat 
variety  of  cheese.  As  new  cheeses  are 
developed  which  fall  into  the  class  stand- 
ards there  will  be  no  common  name  gen- 
erally recognized  for  such  cheeses,  and 
in  such  cases  a  brand  or  fanciful  name 
may  be  used  (in  addition  to  the  class 
name)  if  it  is  not  false  or  misleading. 
In  order  to  insure  that  the  purchaser  will 
know  that  the  cheese  is  a  member  of  a 
class  for  which  there  is  a  standard,  the 
class  name  should  immediately  precede 
or  follow  the  brand  or  fanciful  name. 
(R.  731.  nil.  1133-1134,  1322-1323.  1374. 
1459.  1638.  3414,  3428-3429.  3440.  5006) 

9.  Definitions  and  standards  of  iden- 
tity have  heretofore  been  adopted  for  all 
the  most  important  varieties  of  soft  un- 
cured cheeses,  and  no  cla.ss  standard  is 
needed  at  the  present  time.  <21  CFR 
19515-19530) 

10.  The  basic  constituents  of  all 
varieties  of  cheese,  except  the  so-called 
whey  cheeses,  are  the  coagulated  pro- 
teins of  milk,  with  more  or  less  milk  fat 
and  water.  The  water  holds  in  solution 
some  of  the  soluble  constituents  present 
in  milk,  particularly  milk  sugar  and  min- 
eral matter.  In  making  most  varieties  a 
curd  is  prepared,  drained,  salted,  and 
shaped.  Usually  this  curd  is  aged  or 
cured;  some  varieties  are  further  treated 
to  Impart  to  the  cheese  the  characteris- 
tics of  the  particular  variety.  The  ani- 
mal origin  of  the  milk.  Its  fat  and  mois- 
ture content,  variations  in  the  methods 
of  preparing  the  curd,  and  the  different 
treatments  to  which  the  curd  is  subjected 
are  some  of  the  factors  which  result  in 
different  physical  and  chemical  proper- 
ties in  the  cheese  artd  give  rise  to  the 
large  number  of  varieties  of  cheese 
known  to  consumers.  iR.  147,  1060. 
1112.  1114.  1296-1297.  1366.  2915.  3288. 
3370.  3395.  3583.  3924.  3961.  3963.  3981. 
3983.  5351-5352;  Ex.  26' 

11.  Ba.sically.  the  staring  point  for  all 
varieties  of  cheese  Is  milk.  Most  vari- 
eties are  made  from  cow's  milk,  but  some 
are  made  from  sheep's  milk,  some  from 
goat's  milk,  and  some  from  a  mixture  of 
one  or  both  of  the.se  milks  with  cow's 
milk.  The  animal  origin  of  the  milk  has 
some  effect  on  the  characteristics  of  the 
cheese,  and  when  .sheep's  milk  or  goat's 
milk  is  ased  In  combination  with  cow's 
milk  consumers  are  Interested  and 
should  be  informed  of  this  fact.  *R. 
1320  1324.  1552.  1611.  1661-1662.  1702 
2913.  2970.  2974.  3369-3370.  3583,  3961. 
3963.  3981.  3983.  4015.  5063.  5354;  Ex.  26) 

12.  In  preparing  milk  for  use  in  cheese 
making,  it  Is  customary  to  adjust  the 
milk  so  that  the  ratio  of  milk  fat  to  the 
nonfat  milk  solids  will  be  at  a  desired 
and  predetermined  level.  Such  adju-st- 
mlnt  may  be  made  by  removing  part  of 
the  milk  fat  in  the  form  of  cream  or  by 
adding  fresh  skim  milk.  A  few  varieties 
of  cheese  are  made  from  milk  from  which 
practically  all  the  fat  has  bten  separated. 


In  areas  of  the  United  States  where  no 
fresh  skim  milk  is  readily  available,  milk 
is  adjusted  for  cheese  making  by  adding 
nonfat  dry  milk  solids  and  water,  or  con- 
centrated skim  milk  and  water.  Milk  so 
adjusted  is  suitable  for  cheese  making. 
.R  329,  393.  448-450.  875.  881-882.  2658- 
2660.  2882-2883.  2887.  2896.  3102,  3507. 
4345-4346.  5054;  Ex.  64.  65, 67) 

13.  In  preparing  milk  for  cheese  mak- 
ing, a  process  known  as  "clarification"  is 
sometimes  used.  In  this  process  the 
milk  is  centrifuged  for  the  primary  pur- 
pose of  removing  small  particles  natu- 
rally present  in  the  milk  and  which  might 
later  have  an  adverse  effect  on  the 
chee.se.  Clarification  is  widely  used  in 
preparing  milk  for  making  swiss  cheese. 
Clarified  milk  is  also  .suitable  for  making 
other  cheeses.  'R.  439-440.  447-448. 
674-675,  952-953,  955) 

14.  In  the  manufacture  of  all  types 
of  chee.<:e  for  which  standards  are  now 
being  considered,  it  Is  the  general  custom 
to  bring  about  a  coagulation  of  the  casein 
of  the  milk  with  an  enzyme  known  as 
rennin.  which  Is  obtained  from  the  stom- 
ach of  the  calf.  Commercially  prepared 
preparations  of  this  enzyme  are  com- 
monly known  as  rennet.  In  the  manu- 
facture of  a  few  varieties  of  cheese 
coagulation  of  the  casein  is  accomplished 
by  the  use  of  rennet  paste  or  an  extract 
of  rennet  paste.  Rennet  paste  is  the 
ground  stomach  of  a  calf  or  kid.  Ex- 
tract of  rennet  paste  is  the  water  extract 
of  either  such  material.  In  addition  to 
the  en2ymes  that  coagulate  the  milk, 
commercial  rennet  and  rennet  paste  also 
contain  other  enzymes  which  aid  In  cur- 
ing some  types  of  cheese.  At  times  seme 
milk  Is  deficient  in  calcium  content. 
This  condition  retards  its  coagulation 
with  rennet.  The  addition  of  small 
amounts  of  calcium  chloride  often  aids 
coagulation  in  such  instances.  If, 
through  the  u.se  of  calcium  chloride,  the 
amount  of  rennet  Is  substantially  re- 
duced the  curing  of  some  types  of  cheeses 
may  be  retarded.  In  manufacturing 
cheeses  from  milk  which  is  deficient  In 
calcium,  the  advantages  gained  from 
using    calcium    chloride    outweigh    the 

J  possibility  of  undesirable  results  from  re- 
!  duced  amounts  of  rennet.  It  is  reason- 
able to  require  that  when  calcium  chlo- 
ride Is  u.sed  that  it  be  purified,  and  that 
no  more  than  0.02  percent  (calculated  as 
anhydrous  calcium  chloride)  of  the 
weight  of  the  milk  be  used.  «R.  216. 
225.  228.  332-333.  374-375.  742-743.  756, 
1352.  1408.  1721-1723.  1746-1747.  1753. 
1757.  3068-3071,  3759-3760,  4106,  4992. 
5299;  Ex.  14.  26) 

15.  One  of  the  factors  which  serves,  in 
part,  to  dilTerentlate  one  variety  of 
cheese  from  another  is  the  moisture  con- 
tent of  the  cheese.  The  moisture  comes 
from  the  water  content  of  the  milk,  or 
adjusted  milk,  used,  and  sometimes  from 
the  water  used  in  treating  the  curd.  The 
amount  of  water  in  the  finished  cheese 
can  be  regulated  to  a  great  extent  by 
the  method  of  manufacture.  Often  a 
cheese  otherwise  similar  to  a  normal 
cheese  of  a  given  variety  is  produced  with 
excessive  moisture.  This  excess  mois- 
ture is  worthless  and  as  a  makeweight 
tends  to  defraud  the  consumer.  Where- 
ever  reasonably  po.sslble  it  is  in  the  in- 
terest of  the  consumer  to  set  a  maximum 


limit  on  the  moisture  content  of  each 
variety  or  class  of  cheese.  (R.  719, 
1059-1060,  1114.  12S3-1294.  1313.  1344, 
1463.  1485.  1509) 

16.  Among  the  factors  which  deter- 
mine the  fat  content  of  a  cheese  are  the 
fat  content  of  the  milk  used,  the  method 
of  manufacture,  and  the  moisture  con- 
tent of  the  cheese.  It  has  become  the 
custom  to  measure  the  fat  content  of 
most  cheeses  in  terms  of  the  percent  of 
fat  in  the  solids  of  the  cheese.  This  is 
usually  an  accurate  index  of  the  fat  con- 
tent of  the  milk  used.  In  the  United 
States  most  chec-cs  are  made  from  what 
is  geneially  referred  to  as  "whole  milk" 
to  distinguish  it  from  skimmed  milk  or 
partly  skimmed  milk.  The  term  'whole 
milk  chee.se"  has  come  to  mean  in  the 
United  States  a  cheese  of  not  less  than 
50  percent  milk  fat  in  the  dry  matter  of 
the  cheese.  In  other  countries  the  milk 
used  for  chee.'-e  making  is  in  general  of 
the  same  composition  as  milk  U'^ed  in  thi? 
United  States,  but  it  is  customary  in 
many  countries  to  remove  some  cream 
before  making  cheese,  and  in  some  Euro- 
pean countries  a  cheese  is  considered  to 
have  been  made  from  whole  milk  if  It 
contains  not  less  than  454)ercent  of  milk 
fat  in  the  dry  matter.  Certain  varieties 
of  cheese  have  long  been  made  only  from 
skimmed  milk  or  partly  skimmed  milk, 
and  in  adopting  standards  for  such 
cheeses  it  is  customary  to  prescribe  a 
minimum  of  less  than  50  percent  fat  In 
the  dry  matter.  The  actual  minimum 
limit  varies,  depending  on  the  variety. 
(R.  709.  828.  1028-1029,  1296-1297.  1317. 
1333.  1344.  1428,  1460.  1485.  1493-1494. 
1497,  1699.  3402.  3409.  3.507.  3525.  4345- 
4346.  4374.  5004-5005.  5054,  5247.  5303- 
53C4;  Ex.  242) 

17.  The  properties  and  characteristics 
which  differentiate  one  variety  of  cheese 
from  another  are  often  difficult  to  define 
and  measure  objectively.  They  result 
from  variations  in  raw  materials  and  in 
methods  of  preparation.  By  prescribing 
the  raw  materials  to  be  used  and  the 
method  of  manufacture  which  produces 
cheese  of  the  variety  desired,  together 
with  limits  for  the  fat  and  moisture  con- 
tent of  the  finished  cheese,  a  practicable 
and  reasonable  definition  and  standard 
of  identity  can  be  formulated.  The  crit- 
ical points  in  the  method  of  manufac- 
ture should  be  sufficiently  definite  for  an 
experienced  cheese  maker  to  follow  and. 
under  normal  conditions,  to  obtain  a 
chee.se  of  the  variety  defined.  Variations 
from  the  prescribed  method  of  manufac- 
ture should  be  permitted  provided  the 
physical  and  chemical  properties  of  the 
finished  cheese  are  the  same  as  when  th" 
prescribed  method  of  manufscture  is 
used.  <R  27.  34-35,  144.  149.  562-563. 
669-670.  692.  758.  850,  855,  1025.  1402. 
1428,  1456-1457,  1497,  3395-3398.  3517, 
3520;  Ex.  26) 

18.  The  characteristics  of  a  particular 
variety  of  cheese  depend  to  a  great  ex- 
tent on  the  method  of  manufacture  and 
conditions  of  curing  and  the  length  of 
curing  time.  Certain  enzymes  pre.sent 
In  the  milk  or  in  the  coagulating  agent 
or  developed  by  microorganisms  during 
manufacture  contribute  to  the  develop- 
ment of  flavor  and  texture.  In  addition, 
enzymes   from   other   animal   or   plant 


sources  may  be  useful.  The  use  of  such 
enzymes  may  facilitate  and  accelerate 
the  curing  and  flavor  development  of 
,«ome  varieties  of  cheese  and  reduce  the 
cost  of  manufacture.  Although  added 
enzymes  are  now  known  to  be  used  only 
in  a  few  varieties  of  cheese,  they  may 
prove  to  be  useful  in  other  varieties,  and 
there  appears  to  be  no  rea.son  to  refuse 
to  permit  tiie  use  of  harmless  enzymes 
in  the  manufacture  of  all  types  of  cheese. 
It  is  impracticable  at  the  present  time 
to  name  the  individual  ezymes  which 
may  be  useful.  It  is  reasonable  to  permit 
harmless  enzymes  of  animal  or  plant 
origin.  The  amount  of  tnzymes  that 
may  be  u.sed  should  be  limiied,  and  it 
is\reasonable  to  require  that  the  .solids 
content  of  the  enzymes  preparation 
should  not  exceed  0.1  percent  of  the 
weight  of  the  milk  used.  'R  211.  218. 
225,  227-228.  235.  240.  242.  246A.  5G4. 
743-744.  756.  759.  1070.  1308.  1352:  1353. 
1408.  1720,  1737,  3071-3072.  3395-3398. 
3761,  4106) 

19.  Milk  obtained  from  infected  ani- 
mals may  and  often  does  contain  mi- 
croorganisms capable  of  causing  disea.se 
in  humans.  At  present  it  is  practically 
impossible  to  in.sure  the  use  in  cheese 
making  of  milk  free  from  such  micro- 
organisms. Milk  may  also  become 
contaminated  with  pathogenic  micro- 
organisms from  persons  handling  it. 
Pasteurization  of  the  milk  destroys  such 
microorganisms.  Milk  is  pasteurized  if 
it  is  held  at  a  temperature  of  143'  F. 
for  not  less  than  30  minutes,  or  at  a  time 
and  temperature  equivalent  thereto  in 
phosphatase  destruction.  Sufficiently 
high  temperatures  to  destroy  pathogenic 
microorganisms  are  not  reached  in 
cheese  manufacturing,  and  any  present 
in  the  milk  are  usvially  carried  over  into 
the  cheese.  Such  cheese  may  transmit 
infections  to  consumers.  Investigations 
in  recent  years  have  disclosed  that 
cheese  freshly  made  from  unpasteurized 
milk  was  the  source  of  infection  in  sev- 
eral outbreaks  of  disease.  No  outbreak 
has  been  reported  from  cheese  held  60 
davs  or  more.  <R.  171-172.  178.  180.  190. 
196.  1312.  1349,  1408.  2035.  2111.  2116, 
3352-3353;  Ex.  51.  52.  53.  54.  55.  56' 

20.  Viable  pathogenic  microorganisms 
in  cheese,  even  when  present  to  .such  an 
extent  as  to  be  capable  of  causing  dis- 
ease in  humans,  tend  to  die  when  the 
cheese  Is  held  for  some  time  at  tempera- 
tures above  35'  F.  It  is  not  known  with 
certainty  how  long  cher  es  must  be  held 
before  they  become  safe.  Under  certain 
conditions  pathogenic  organisms  remain 
viable  In  cheese  for  several  months,  al- 
though they  may  not  be  present  in  suf- 
ficient numbers  or  be  of  such  virulence 
as  to  cause  disease.  It  would  be  unrea- 
sonable under  the  present  state  "of  knowl- 
edge to  require  that  all  cheeses  be  held 
for  a  period  necessary  to  give  ab.-^olute 
assurance  that  all  pathogenic  organisms 
would  expire.  If  cheese  made  from  un- 
pasteurized milk  is  held  for  60  days  after 
its  manufacture  at  temperatures  of  35° 
F.  or  above,  it  is  reaonable  to  expecl^ 
that  the  cheese  will  be  safe  for  human 
consumption.  When  chee.se  is  made 
from  pasteurized  milk  no  holding  period 
is  considered  necessary  to  insure  its 
safety  with  respect  to  cipanisms  derived 
from  the  mill:.    Hov.c.ci,  a  holding  pe- 
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rlod  may  be  necessary  to  develop  identity 
characteristics  which  result  from  curing 
the  cheese.  (R.  141.  143-146.  165.  180- 
181  270-271.  275.  281-282,  292.  317.  372. 
690"  1073-1074.  1103-1104,  1203.  1213. 
1308-1309.  1408.  1409.  1413-1414.  1424. 
2991  3065.  3415-3416,  4550.  4991.  5023; 
Ex.  51,  52.  53.  54.  55.  56) 

21.  Con.sumers    expect,    and    have    a 
right  to  expect,  that  manufacturers  of 
cheese  shall  take  reasonable  precautions 
to  render  the  finished  cheese  safe  for 
human     consumption.     Under     present 
conditions    reasonable    caution    on    the 
part  of  manufacturers  of  cheese  intended 
for  human  consumption  without  further 
processing:  requires  that  the  milk  used  be 
pasteurized,  or  in  the  alternative  that 
such    cheese,   after   manufacturing,    be 
held  for  a  period  whereby  it  can  be  rea- 
sonably expected  that  it  will  be  safe  for 
human   consumption.     It  will  promote 
honesty  and  fair  dealing  in  the  interest 
of  consumers  to  include  in  the  defini- 
tions and  standards  of  identity  of  the 
different  varieties  and  classes  of  cheese 
requirements  that  the  milk  used  be  pas- 
teurized or  the  cheese  held  for  a  period 
whereby  it  may  be  reasonably  expected 
that  the  cheese  will  be  rendered  safe. 
Based  .on   the   best   evidence   available 
now.  it  Is  reasonable  to  require  that  when 
the  milk  used  in  manufacturing  cheese 
Is  not  pasteurized  the  cheese  be  held  after 
It  is  manufactured  for  not  less  than  60 
days  at  temperatures  of  not  less  than 
35    F     'R  140-146.  159.  165-166.  180.  198. 
270-271.    275.    1038.    1072A.    1167.    3521. 

3415) 

22.  Milk  contains  an  enzyme,  known 
as  phosphatase,  which  is  destrpyed  when 
the  milk  is  sufficiently  heated.  The  ex- 
tent of  the  destruction  of  phosphatase 
depends  on  the  time  and  temperature  of 
heating.  When  milk  is  pasteurized  the 
destruction  of  phosphatase  is  practically 
complete.  Cheeses  made  from  properly 
pasteurized  mUk  contain  practically  no 
phosphatase.  Chemical  tests  for  deter- 
mining the  amount  of  phosphatase  in 
milk  and  in  products  made  from  milk 
have  been  devised.  The  method  most 
suitable  for  testing  for  the  presence  of 
phosphatase  in  diflerent  classes  and  va- 
rieties of  cheese  is  that  devised  by 
Sanders  and  Sager.  and  Is  as  follows: 

Rcagent.i—l.  Buffers:  a.  barium  borate- 
hydroxide  buffer.  Dissolve  25.0  gm.  of  C.  P. 
barium  hydroxide  (Ba(OH),-8Hp,  Iresh. 
not  deteriorated)  In  distilled  water  and 
dilute  to  500  ml.  Dissolve.  In  another  flask 
or  cylinder.  110  gm.  of  C.  P.  boric  acid 
(RBO,)  and  dilute  to  500  ml.  Warm  each 
to  50  C  (122' F.l.  mix  the  two  together,  stir, 
cool  to  approximately  20'  C.  (68  F.).  filter. 
and  stopper  the  filtrate  tightly  (pH  approxi- 
mately 10.6).  The  buffer  prepared  thus  Is 
designated  as  the  25-11  buffer,  the  figures  In- 
dicating the  grams  per  liter  of  each  of  the 
respective  reagents. 

b.  Color  development  buffer.  Dissolve  6.0 
gm.  of  sodium  metaborate  (NaBO  )  and  20 
gm.  of  sodium  chloride  In  water  and  dilute  to 
a  liter  with  water  (pH  9.8). 

c.  Color  dilution  buffer.  Dilute  100  ml.  of 
color  development  buffer  1-b  to  a  liter  with 

water. 

d  Standard  borax  buffer.  0.01-Molar,  for 
checking  pH  meter— pH  9.18  at  25'  C     DU- 


•  All  pH  values  reported  herein  were  deter- 
mined at  25^  C.  or  corrected  to  that  tem- 
perature. 


PROPOSED  RULE   MAK'IMG 

solve  0  9603  gm.  of  pure  borax  (Bureau  of 
Standards  Sample  187)  In  distilled  water 
(distilled  recently  or  freshly  boiled  and 
cooled )  and  dUute  to  250  ml.     Keep  stoppered 

tightly.  ^       ,  , 

2.  Bu^er  substrates:     Specify  phenol-free 

crystalline  dlsodlum  phenyl  phosphate. 

a.  For  evaluating  pasteurization.  Dis- 
solve 0.10  gm.  of  the  phenyl  phosphate  In 
100  ml.  of  the  appropriate  (table  1)  barium 
borate-hydroxide  buffer  1-a. 

b  For  quantitative  results  uith  raw-milk 
chee.'ie  Dissolve  0.20  gm.  of  the  phenyl  phos- 
phate in  100  ml.  of  the  appropriate  (table 
1)  barium  borate-hydroxide  buffer  1-a. 

3  Protein-precipitants:  a.  Zinc-copper 
precipitant  for  unripened  cheese.  Dissolve 
6  0  gm  of  zinc  sulfate  (ZnSO.-THO)  and 
0  1  gm.  of  copper  sulfate  (CuSO,-5Hp  In 
water  and  dilute  to  100  ml.  with  water.  The 
precipitant  prepared  thus  Is  designated  as 
the  6.0-0.1  precipitant. 

4.  BQC  {2.6-dibromoquinonectiloroimine 
solution)  {Gibba-  reagent):  Dissolve  40  mg. 
of  BQC  powder  in  10  ml.  of  absolute  ethyl  or 
methyl  alcohol  and  transfer  to  a  dark-colored 
dropper  bottle.  This  reagent  remains  stable 
for  at  least  a  month  If  kept  In  the  Ice  tray 
of  a  refrigerator.  Do  not  use  It  after  It 
begins  to  turn  brown. 

5.  Other  reagents:  a.  Copper  sulfate, 
0.05%.  for  standards.  Dissolve  0.05  gm.  of 
copper  sulfate  In  water  and  dilute  to  100  ml. 

b  Butyl  alcohol.  Specify  n-butyl  alcohol, 
boiling  point  116-118'  C.  To  adjust  the  pH. 
mix  50  ml.  of  the  color  development  buffer 
1-b  with  a  liter  of  the  butyl  alcohol. 

6.  Phenol  standards:  (a)  Stock  solution. 
Weigh  accurately  1.000  gm.  of  pure  phenol 
and  transfer  to  a  liter  flask  with  700  ml.  of  * 
water.  Add  150  ml.  of  color  development 
buffer  1-b  to  adjust  the  pH  to  approximately 
9  25.  dilute  to  a  liter  with  water,  and  mix. 
One"  ml.  contains  1  mg.  (0.001  gm.)  of  phenol. 
Use  this  stock  solution  to  prepare  standard, 
solutions.  It  is  stable  for  several  months  in 
the  refrigerator. 

b.  Preparation  of  standards.  Dilute  10  0 
ml.  of  the  stock  solution  6-a  to  a  liter  with 
water,  and  mix.  One  ml.  contains  10  micro- 
grams (0.00001  gm..  10  gamma,  or  10  units) 
of  phenol.  Use  this  standard  solution  to 
prepare  more  dilute  standard  solutions;  e.  g., 
dilute  5,  10,  30,  and  50  ml.  to  100  ml.  with 
water  to  prepare  standard  solutions  contain- 
ing 0.5.  1.0.  3.0.  and  5.0  gamma  or  units  of 
phenol  per  milliliter,  respectively.  Keep 
standard  solutions  In  the  refrigerator. 

In  a  similar  manner,  prepare  from  the 
stock  solution  such  more  concentrated 
standard  solutions  as  may  be  needed,  con- 
taining, for  example.  20,  30.  and  40  units  per 
milliliter. 

Measure  appropriate  quantities  of  the 
phenol  standard  solutions  Into  a  series  of 
tubes  (preferably  graduated  at  5.0  and  10.0 
ml.)  to  provide  a  suitable  range  of  stand- 
ards as  needed,  containing  0  (control,  blank) , 
0.5,  1.0.  30.  5.0.  10.0.  etc..  to  30  or  40  units. 
To  Increase  the  brightness  of  the  blue  color 
and  Improve  the  stability  of  the  standards, 
a'd  1.0  ml.  of  0.05'vo  copper  sulfate  solution 
5-a  to  each. 

Add  50  ml.  of  color  dilution  buffer  1-c 
and  add  water  to  bring  the  volume  to  10.0  ml. 
Add  4  drops  (0.08  ml.)  of  BQC  4.  mix.  and 
all(  w  to  develop  for  30  minutes  at  room 
temperature.  If  the  butyl  alcohol  extrac- 
tion method  Is  to  be  used  In  the  test,  extract 
the  standards  as  described  under  "Conduct- 
ing the  test." 

Read  the  color  Intensities  with  a  photo- 
meter, subtract  the  value  of  tly  blank  from 
the  value  of  each  phenol  standard,  and  pre- 
pare a  standard  curve  (straight  line) .  When 
the  standards  are  to  be  used  for  visual  com- 
parisons, they  should  be  stored  In  a 
refrigerator. 

Sampling— 1.  Hard  cheese:  Take  a  sample 
from  the  Interior  with  a  clean  Roquefort  trier. 


placft  in  a  sm^U  tube,  stopper  the  tube,  and 
keep  It  In  a  refrigerator. 

2  Soft  and  semisoft  ripened  cheese: 
Harden  the  cheese  by  chilling  It  In  the  freez- 
ing chamber  of  a  refrigerator.  Taking  special 
precautions  to  avoid  contaminating  the 
sample  with  phosphatase  that  may  be  present 
on  the  surface,  use  either  of  the  following 
methods  for  sampling: 

a.  Cut  a  portion  from  the  end  of  the  loaf 
or  from  the  side  of  the  cheese,  extending  in 
at  least  2  Inches  If  possible  or  to  a  point 
somewhat  beyond  the  center  in  the  case  of  a 
small  cheese.  Cut  a  silt  U  to  '^  Inch  deep 
at  least  halfway  around  the  portion  and  mid- 
way between  the  top  and  bottom.  Break 
the  portion  Into  two  parts,  pulling  It  apart 
so  that  It  breaks  on  a  line  with  the  silt, 
being  careful  not  to  contaminate  the  freshly 
exposed,  broken  surface.  Remove  the  sample 
from  the  freshly  exposed  surface  at  or  near 
the  center  of  the  cheese. 

b.  Remove  the  surface  of  the  area  to  be 
sampled,  e,  g.,  the  end  and  the  adjacent 
sides— with  a  clean  knife  or  spatula,  to  a 
depth  of  '4  Inch.  Clean  the  Instrument  and 
hands  with  hot  watrt  and  soap  and  wipe 
them  dry.  Remove  the  freshly  exposed  sur- 
face to  a  similar  or  greater  depth,  and  repeat 
the  cleaning.  Then  take  the  sample  from 
the  center  of  the  freshly  exposed  area,  prefer- 
ably at  or  near  the  center  of  the  cheese  In  the 
case  of  a  small  cheese. 

3.  Process  cheese,  spreads,  etc.:  Take  the 
sample  from  beneath  the  surface  with  a 
clean  knife  or  spatula. 

Avoid  the  use  of  samples  contaminated 
with  mold. 

Conducting  the  te.it— \.  Weigh,  on  a  clean 
balance  pan  or  watch  glass,  a  0.50-gm.  sample 
(preferably  two  samples  in  duplicate)  and 
place  in  a  culture  tube  16  or  18  x  150  mm. 
SlmUarly.  weigh  another  sample  and  place 
In  a  tube  as  a  control  or  blank.  If  the 
cheese  Is  sticky,  weigh  the  sample  on  a  piece 
of  wax  paper  about  1  x  1  Inch  and  Insert  the 
paper  with  the  sample  Into  the  tube.  Macer- 
ate the  blank  and  the  test  with  a  glass  rod 
about  8  x  180  mm. 

2.  Add  to  the  blank  10  ml.  of  the  appro- 
priate (table  1)  barium  buffer  la  (without 
substrate  added),  macerate  with  the  rod, 
leave  the  rod  in  the  tube,  heat  for  about  a 
minute  to  at  least  90°  C.  (194°  F.)  In  a 
beaker  of  boiling  water  with  the  beaker  cov- 
ered so  that  the  entire  tube  becomes  heated 
to  approximately  90°  C.  cool  to  room  tem- 
perature, and  macerate  again  with  the  rod. 

3.  Add  to  the  test  1.0  ml.  of  the  appropriate 
(table  1)  barium  buffer  substrate  2-a  or 
2-b.  and  macerate. 

From  this  point,  treat  the  blank  and  the 
test  lia  a  similar  manner. 

Add  9.0  ml,  of  the  appropriate  barium 
buffer  substrate  2-a  or  2-b  (total.  10  0  ml. 
added) .  and  mix.  The  rod  may  be  left  In  the 
tube  during  Incubation;  or.  If  removing  It 
at  this  point,  cut  a  piece  of  filter  paper  ap- 
proximately 1x1  Inch,  wrap  and  hold  it  tight- 
ly around  the  rod.  rotate  the  rod  while  with- 
drawing It  from  within  the  tube  so  as  to  wipe 
the  rod  clean.  Insert  the  paper  with  the  ad- 
hering fat  Into  the  tube,  and  stopper  the 
tube. 

4.  Incubate  In  a  water  bath  at  37° -38°  C. 
(99''-100^  F.)  for  1  hour,  mixing  or  shaking 
the  contents  occasionally. 

5.  Place  In  a  beaker  of  boiling  water  for 
nearly  a  minute,  heating  to  85'  C.  (185'  F.), 
and  cool  to  room  temperature. 

6.  Plpet  In  10  ml.  of  the  zinc  precipitant 
3-b  for  ripened  cheese,  or  the  zinc-copper 
precipitant  5-a  for  unripened  cheese,  and 
mix  thoroughly  (pH  of  mixture.  9  0-9.1). 

7.  Filter  (5-cm.  funnel.  9-cm.  Whatman 
No.  42  or  No.  2  paper  recommended),  and 
collect  5.0  ml.  of  filtrate  In  a  tube,  preferably 
graduated  at  5  0  and  10.0  ml. 

8.  Add  5  0  ml.  of  color  development  buffer 
1-b  (pH  of  mixture.  9.3  9.4). 
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0.  Add  4  drops '  of  BQC  4.  mix.  and  allow 
the  color  to  develop  for  30  minutes  at  room 
temperature. 

10.  Determine  the  amount  of  blue  color  by 
either  of  two  methods:  a.  With  a  photome- 
ter: Read  the  color  Intensity  of  the  blank 
and  that  of  the  test,  subtract  the  reading  of 
the  blank  from  that  of  the  test,  and  convert 
the  result  Into  phenol  equivalents  by  refer- 
ence to  the  standard  curv^  described  under 
"phenol  standards."  The  butyl  alcohol  ex- 
traction method  Is  ordinarily  unnecessary 
when  using  a  photometer. 

b.  With  visual  standards:  For  quantiitatlve 
results  In  borderline  Instances,  e.  g..  tests 
yielding  0  5  to  5  units  of  color,  extract  with 
butyl  alcohol  5-b.  Add  5.0  ml.  of  the  alcohol 
and  Invert  the  tube  slowly  several  times. 
Centrifuge  If  necessary  to  Increase  the  clear- 
ness of  the  alcohol  layer.  Compare  the  blue 
color  with  the  colors  of  standards  In  the 
alcohol. 

With  samples  yielding  more  than  5  units, 
compare  the  colors  in  aqueous  tests  with 
those  of  aqueous  standards. 

11.  Dilution  method  for  quantitative  re- 
sults: In  tests  that  are  observed  during  color 
development  to  be  strongly  positive,  e.  g..  20 
units  or  more.  In  which  four  drops  cf  BQC 
may  be  much  less  than  sufficient  to  combine 
with  all  of  the  phenol,  pipct  an  appropriate 
proportion  of  the  contents  Into  another  tube, 
make  up  to  10.0  ml.  with  color  dilution  buffer 
1-c,  and  add  2  drops  more  of  BQC  in  the  case 
of  unripened  cheese  or  four  drops  In  the  case 
of  ripened  cheese.  With  each  test,  dilute 
and  treat  the  blank  In  the  corresponding 
manner.  Dilute  each  strongly  positive  test 
thus  until  the  final  color  Is  within  the  range 
of  the  standards  or  photometer.  Allow  30 
minutes  for  color  development  after  the  last 
addition  of  BQC,  and  make  the  reading  at 
the  end  of  the  30-mlnute  period.  Multiply, 
for  example,  by  2  for  a  5  f  5  dilution,  10  for  a 
1  •  9  dilution,  and  50  for  a  1  •  9  followed  by 
a  2  <  8  dilution. 

Alternatively,  to  reduce  the  amount  of  yel- 
low off-color,  add  two  Instead  of  four  drops 
of  BQC  after  each  dilution,  and  allow  the 
color  to  develop.  Then  test  the  completeness 
of  color  development  by  adding  a  third  drop; 
repeat  the  dilution  procedure  untU  the  addi- 
tion of  an  extra  drop  does  not  cause  any 
further  Increase  In  the  amount  of  blue  color. 

12.  Calculation  and  evaluation  of  result: 
When  using  0.5  gm.  of  sample  and  adding  a 
total  of  110  ml.  of  liquid,  multiply  the  value 
of  the  reading  by  1.1  to  convert  It  to  units  of 
color  or  phenol  equivalents  per  0.25  gm.  of 
cheese.  The  result  may.  If  desired,  be  con- 
verted to  phenol  equivalents  per  1  gm.  by 
multiplying  by  4.4.  Evaluate  the  result  by 
comparing  It  with  the  criteria  of  pasteuriza- 
tion in  table  1. 

Photometric  determination.  To  read  the 
color  In  aqueous  solution,  use  a  filter  with 
maximum  light  transmission  In  the  region 
of  610  m^  wavelength. 

To  read  the  color  in  butyl  alcohol,  extract 
the  color  as  described  above  and  centrifuge 
the  sample  for  6  minutes  to  break  the  emul- 
sion and  to  remove  the  moisture  suspended 
In  the  alcohol  layer.  A  Babcock  centrifuge 
can  be  adapted  for  this  purpose  by  making 
special  tube  holders  as  follows:  Slice  a  sec- 
tion \"  thick  from  a  rubber  stopper  of  suit- 
able diameter  to  fit  In  the  bottom  of  the  cen- 
trifuge cup.  Glue  together  two  cork  stoppers 
of  appropriate  diameter,  bore  through  the 
center  a  hole  of  proper  size  to  hold  the  tube 
snugly,  and  Insert  the  double  cork  section 
Into  the  cup.  After  centrlfuglng.  remove 
nearly  all  of  the  butyl  alcohol  by  means  of 
a  plpet  with  a  rubber  bulb  on  the  top  end. 
Filter  the  alcohol  Into  the  photometer  cell 
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and  read  with  a  filter  with  maximum  light 
transmission  In  the  region  of  650  m^  wave 
length. 

If  more  than  approximately  4  ml.  of  butyl 
alcohol  Is  required  for  the  photometer  used, 
conduct  the  test  In  a  larger  tube  and  extract 
the  color.  In  both  the  test  and  the  standards, 
with  the  necessary  quantity  of  butyl  alcohol 
rather  than  with  5  ml.  specified  above. 

Precautions.  The  length  of  time  that  the 
crystalline  dlsodium  phenyl  phosphate  and 
the  EQC  powder  will  remain  stable  can  be 
Increased  greatly  by  keeping  them  in  the 
freezing  chamber  of  a  refrigerator. 

The  glassware,  stoppers,  and  sampling  tools 
should  be  scrupulously  clean  and  It  Is  de- 
sirable to  soak  them  In  hot.  running  water 
after  cleaning;. 

The  solid  barium  hydroxide  and  the  ba- 
rium buffer  must  be  kept  stoppered  tightly 
to  prevent  absorption  of  carbon  dioxide. 

Phenolic  contamination  from  plastic  clo- 
sures on  reagent  bottles  has  been  encoun- 
tered, and  therefore  the  use  of  plastic  clo- 
sures should  be  avoided.  Rubber  stoppers 
should  not  be  used  in  fla.sks  In  which  butyl 
alcohol  is  stored.  Glass  or  cork  stoppers 
should  be  used. 

Modifications  .  ir  different  cheeses.  Dif- 
ferent kinds  of  chee:  e  and  cheeses  of  dif- 
ferent ages  have  different  buffering  capaci- 
ties, and  therefore  some  of  them  require  mod- 
ification of  concentrations  of  the  reagents. 
The  modifications  of  the  barium  buffer 
needed  to  produce  optimal  pH  conditions 
during  incubation  i9  85-10  20).  and  of  the 
precipitant  to  yield  uniformly  clear  filtrates 
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and  to  minimize  Interference  during  color 
development  under  optimal  pH  conditions 
(9.3  9.4),  are  specified  In  table  1. 

With  some  samples,  especially  those  of 
unknown  history,  slight  deviations  from  the 
optimal  pH  range  may  occur,  but  such  de- 
viations do  not  very  materially  effect  the 
results.  For  example,  pH  values  as  low  as 
9r  or  as  high  as  10  35  during  Incubation 
have  been  found  to  result  in  an  average  de- 
crease of  not  more  than  20  percent  below 
the  maximum  In  the  quantity  of  phenol  lib- 
erated. The  use  of  the  25  11  buffer  sub- 
strate with  samples  for  which  the  27-11 
buffer  substrate  is  speciUe'1  yields  pH  values 
not  lower  than  9  3. 

In  testing  chce.-e  of  unknown  hi.^tory  or 
ag?.  Information  as  to  the  percentage  of 
solids,  especially  the  nonfat  solids,  is  use- 
ful as  an  indication  of  the  correct  buffer  to 
use;  cheese  with  a  relatively  high  percent- 
age of  nonfat  sol:ds  generally  requires  the 
use  of  a  relatively  concentrated  buffer  to  ad- 
Just  the  pH  of  the  mixture  correctly. 

Fcr  precise  quantitative  results  on  un- 
known samples,  adjust  the  pH  to  10.0-10  05 
for  the  incubation. 

Cottage  cheese  curd  Is  heated  in  the  pres- 
enc  of  considerable  acid  during  nianufr.r- 
ture,  and  therefore  its  phosphatase  values 
are  comparatively  low.  Alternatively,  to  in- 
crease the  sensitivity  of  the  test  on  cottage 
cheese,  apply  the  following  modifications: 
Use  a  1.0-gm.  sample.  27-11  buffer  sub- 
strate. 2-hour  incubation;  6.0-0.1  precipi- 
tant, and  a  pasteurization  criterion  of  2  units 
per  0.5  gm. 


*  For  merely  detecting  under-pastcurlza- 
tlon.  In  testing  unripened  cheese,  2  drop*  is 
■ufllclent,  provided  the  visual  standards  are 
prepared  likewise  with  2  drops. 


TaBI  E  1  — rHOSPHATASK    Ifn  Mot>iriCATION8  FOR  DirFKRBNT  KiNDS  Or  ClIEE.SE  AM)  ClIEESE  Of  DirFERENT  A<iES 

Kind  of  che<'<ie 

Age  or  extent  o(  cunnp;  other  detads 

MutTer  for 

<i|>t.  pil 

('t.K'.- 1(1.21.0 

rrecipi- 
lant 

CluHlilar.  tranu  ar  stirred  rurd.  hard  ctio-se: 

1  we<k 

l.Vll 

y.vii 
21HI 

V7- 1 1 
2.V  1 1 
2.^11 
2fi-ll 

•^.vii 

2.V11 
2fi-U 
27-11 
2.^-11 
2.'-.- 11 
2.V11 
2ft-11 
2.VI1 
2.V11 
2«-ll 
2T-11 
25-11 
2ft-ll 
27-11 
2»-H 
2.'.- 11 
25-11 
20-11 
27-11 
2.1-11 
25-11 
26-11 
25-11 
2.VI1 
26-11 
2.V11 
2.1-11 
26-11 
27-11 
2.1-11 
26-11 
27-11 
2S-I1 

'b.U-0  1 

1  wci  k-l'v  monih.« 

'6.0 

l'.-4mnnilis 

6.11 

4  nionth.« 

(k.n 

\\  lishcii  cuid.   oakid  curd.  t«Jby 

1  week              . 

f,  ()-(i  I 

1  W(rk-2  months 

6.0 

2  months 

6.1* 

.'  wi  f.  pruycrc 

1  Week 

r..o-».  1 
6.0 

1  wp<k-I  month 

l-.'J  months 

6.0 

.3  monIh.<i 

6.0 

Brick.  inu«n>ter 

1  wctk 

1  wwk-1  month 

C.O-0. 1 
6.0 

1-2  months 

(bO 

2  months 

6  0 

Kdam,  rouda 

1  weok 

6  (Hi  I 

1  »eek-2  months 

6.0 

2-t  months 

6  0 

4  monili.s 

6  0 

Ulue  mold,  blue 

1  week 

&0-0  1 

1  week-I  month 

6  0 

1-4'^  months    

A  0 

■ 

4'.'  months 

6.0 

Csmmibert,  linihurger 

1  week 

fl.0-0. 1 

1  wivk-l  month 

6.0 

1-2  months... 

6.0 

2  months ...  . 

61) 

Monterey.. 

1  week 

;  o_()  J 

1  week  2  months 

ti.  0 

2  month;: 

6  0 

HiF)iraol5iiir»  'ark 

1  week.   ... 

6.0-0  1 

1  wrek-2'*i  months 

6.0 

2i'.-  months 

6.0 

I'rovolonc,  pa«Ui  filata 

1  week 

''.0-0  1 

1  week-1  month 

r>.  0 

1-3  months 

<>  0 

3  months 

6  0 

I'arniesan,     irppiaiio,     niontc.     modena. 

1  week 

G.  0-0  1 

Konianu.  usiapo  old 

1  week-2  months 

6.0 

2-6  months 

6.0 

6  months- 1  year 

6  (. 

1  year 

6.0 

Asiagolre«:h  

R«me  as  choddar 

.\!!iafo  medium 

1  week 

2.1-11 
2.1-11 
26-11 
27-11 

<!.  0-0  1 

1  »wk-l  month 

6.(1 

1-3  months 

6.0 

3  months 

6.U 

(iorgonwla 

Same  as  blue. 

Cottage,  cook  cheese,  koch  kaese 

Drv '..  .'. 

25-11 
25-11  fS-f-2) 
2i-ll   (7+3) 
2.1-11 
2.'- 11 
U-11 

6. 0-0.  1 

Moist 

4. 5-0.  1 

Cream  chees* 

4.8-0  I 

Semisoft  cheese 

1  week 

6.  (Ml.  1 

1  week-l  month 

6.(1 

1  month -. 

6.(1 

'  Oraras  Ba(OH)!.!>niO  and  HiBOi  per  liter  respectively. 

» (iranis  ZnSO..-  Ha(J  and  CuSO^.S  H|0  per  100  ml.,  resiJectivdy. 

•  (iranis  ZnS04.7  11:0  i*r  100  ml. 

•  EiKht  parts  of  35-11  buffer  plus  2  parts  of  water. 
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TABLB    1 PHOSPHATASB    TEST    MOt-IFirATIONS    FOB    DirFERENT    KlNLS    OF    CHEBSE    AM*  ClIKKSB    OF 

UiFFKRENT  AoBS — Continued 


Kind  of  cheese 


Boft  ripened  cheese 

Nokke'.ost.  kunilnost,  sage  cheese. 


Age  or  extent  of  curing;  other  details 


1  we«'k 

I  wet-k-l  month. 

1  month 

1  w.-fk. 


rasteiiriied    process,    pastpurlicd    process 

piiiiioiito,  pasteur^ied  process,  w  ith  fruits, 

mei»ts,  Ptc. 
I*a8l«uriie<l  process  chees«-  (oo<ls;  jiasteunzed 

process  cheese  foods  with  fruits,  meats,  etc. 
I'lvsteuriif'l  proarss  cheese sprciids;  pa'^teur- 

ite<l  process  cheese  spreads  with  fruits. 

(old  pack,  cluh;  cold  pack  cheese  foods;  cold 
Itack  cheese  foods  with  fruits,  meats,  etc. 


1  week-Ui  months 

IVs-l  mouths 

4  months 

1.<oft,  mild 
.Medium,  firm - — 
Firm,  sharp  (Indudinit  swlss,  Rruyere) — 

isame  as  r>asteuriied  process 

:*oft,    hlRh    moisture,    including    cream 
spreads. 

,Less  soft,  includiiift  hleu  

f  Mild  to  medium  flavored,  soft 

\Sharp.  firm...: 


Bufter  for 

opt.  pH 

(9.85-10.20) 


25-11 
2,VM 
2«.  11 
2.5-11 
25-11 
2»>-ll 
27-11 
25-11 
2rt-ll 
27-11 


25-11 

2»V11 
2tV-ll 
27-11 


Precipi- 
tant 


6. 0-0. 1 
6.11 
6.0 

6.0-0.1 

t).0 

«.o 

ft.0 
6.0 
6.0 
6.0 


6.0 

6.0 
6.0 
•>.  0 


(R.  62-71;  Ex.  10,  11.  12.  13,  58.  59,  60.  62, 
252) 

23.  When  cheese  is  examined  by  the 
method  described  in  finding  22  and  the 
phosphatase  found  is  more  than  the 
amount  equivalent  to  3  micrograms  of 
phenol  per  0.25-gm.  portion  of  cheese  it 
can  be  definitely  concluded,  except  with 
some  ripened  cheeses,  that  the  heat 
treatment  of  th'^  milk  used  was  not  suffi- 
cient for  proper  pasteurization.  Some 
varieties  of  cheese  are  subjected  to  cur- 
ing agents  which  produce  phosphatase. 
In  such  cases  it  is  necessary  to  make  pro- 
vision for  distinguishing  between  the 
phosphatase  derived  from  unpasteurized 
milk  and  the  phosphatase  produced  by 
the  curing  agents.  This  is  accomplished 
In  most  cases  by  the  method  of  taking 
and  preparing  the  sample  of  cheese  to  be 
tested,  as  described  in  the  method  out- 
lined in  finding  22.  In  some  varieties  of 
cheese  the  extent  of  the  development  o*! 
pho.sphatase  during  curing  has  not  been 
established,  and  the  standards  for  such 
cheeses  do  not  provide  for  the  use  of  the 
phosphatase  test.  <R.  95-111.  127,  129. 
131-132,  133,  945,  1237.  2175-2207:  Ex. 
10,  11.  12.  13) 

24.  The  amount  of  moisture  and  the 
amount  of  milk  fat  in  each  variety  of 
cheese  for  which  standards  are  now 
being  considered  can  be  accurately  de- 
termined by  the  methods  of  analysis  for 
cheese  described  in  the  publication  en- 
titled "Offlclal  and  Tentative  Methods  of 
Analysis  of  the  Association  of  Offlclal 
Agricultural  Chemists."  6th  edition,  1945. 
The  method  for  the  determination  of 
moisture  content  appears  under  the 
heading  "Moisture— Offlclal,"  page  336, 
5  22.124.  and  the  method  for  the  deter- 
mination of  milk-fat  content  under  the 
heading  "Fat —  Official."  page  337, 
§  22.130.  Such  methods  are  accmate 
and  widely  used  and  are  recognized  by 
food  chemists  as  reliable.  The  publi- 
cation referred  to  is  well  known  and 
readily  available  to  food  chemists.  (R. 
563.  1408) 

25.  Proposals  were  made  concerning 
the  enrichment  of  cheeses  by  the  addi- 
tion of  vitamin  A,  thiamine,  riboflavin, 
and  niacin.  In  the  manufacture  of 
cheese  some  of  the  water-soluble  vita- 
mins present  in  milk  are  carried  off  in 
the  whey.  Thiamine,  riboflavin.  .  and 
niacin  are  such  water-.soluble  vitamins. 
It  was  proposed  that  standards  be  estab- 
lished for  enriched  cheese,  to  which  a 
sufficient    amount    of    these    vitamins 


would  be  added  to  give  the  finished 
cheese  approximately  the  same  amount 
of  these  vitamins  as  the  milk  from  which 
it  was  made.  The  annual  per  capita 
consumption  of  cheese  In  the  United 
States  Is  relatively  small.  The  evidence 
does  not  establi.*;h  that  those  whose  diets 
are  deficient  In  the  above  vitamins  con- 
sume cheese  regularly  or  In  such  quan- 
tities that  the  consumption  of  enriched 
cheese  would  constitute  any  material 
contribution  toward  the  correction  of 
dietary  deficiencies.  The  public  gen- 
erally Is  not  Informed  as  to  the  specific 
functions  of  the  various  vitamins.  Ad- 
vertising and  labeling  claims  for  a  food 
which  stress  the  presence  of  particular 
vitamins,  even  though  such  claims  are 
literally  true,  may  readily  cause  the  pub- 
lic to  attach  an  exaggerated  importance 
to  such  food,  and  would  be  likely  to  con- 
fuse and  mislead  consumers.  It  would 
not  promote  honesty  and  fair  dealing  In 
the  Interest  of  consumers  to  establish  a 
separate  definition  and  standard  of  iden- 
tity for  enriched  cheese  of  any  of  the 
varieties  or  classes  for  which  standards 
are  already  In  existence  or  which  are 
now  being  considered.  <R.  808-814. 1807, 
3621-3628.  3635.  5430-5431.  5453,  5479. 
5481.  5487.  5535,  5538;  Ex.  82,  246.  247) 

26.  It  will  promote  honesty  and  fair 
dealing  In  the  Interest  of  consumers  to 
amend  the  definitions  and  standards  of 
identity  for  Cheddar  cheese  (5  19.500). 
washed  curd  cheese  (§  19.505) .  and  colby 
cheese  (§19.510i,  to  Include  provisions 
that,  the  procedures  now  specified  for 
their  preparation  may  be  varied:  Pro- 
vided. The  chemical  and  physical  prop- 
erties of  the  finished  cheeses  are  the 
same  as  when  the  methods  now  pre- 
scribed in  these  standards  are  used,  and 
to  further  amend  to  provide  for  the  use 
of  calcium  chloride  under  the  conditions 
described  In  finding  14  and  to  provide 
for  the  optional  use  of  enzymes  as  de- 
scribed In  finding  18.  It  will  also  pro- 
mote honesty  and  fair  dealing  In  the  in- 
terest of  the  consumer  to  require  that 
where  these  cheeses  are  not  made  from 
pasteurized  milk  they  be  held  for  not  less 
than  60  days  at  a  temperature  of  not  less 
than  35  F.  and  to  provide  for  the  use  of 
the  phosphatase  test,  under  the  condi- 
tions described  In  finding  22.  as  a  means 
of  determining  when  these  cheeses  have 
not  been  made  from  pasteurized  milk. 

27.  A  type  of  cheese  known  as  granular 
cheese  or  stirred  curd  cheese  is  manu- 
factured in  substantial  quantities  in  the 


United  States.  This  cheese  Is  similar  in 
many  respects  to  cheddar  cheese  and  to 
colby  cheese,  but  diflers  In  some  ways 
from  each.  The  method  of  manufactur- 
ing granular  cheese  Is  essentially  the 
same  as  that  of  cheddar  chee.se  through 
the  time  that  the  coagulated  mass  Is  cut, 
stirred,  and  heated.  After  this.  In  the 
case  of  granular  cheese,  a  part  of  the 
whey  Is  drained  off  and  the  curd  Is  al- 
ternately stirred  and  (Jralned  to  prevent 
matting  and  to  remove  the  whey  from 
the  curd.  The  curd  Is  then  salted, 
drained,  and  pressed  into  forms.  Granu- 
lar cheese  differs  from  colby  cheese  In 
that  the  curd  Is  not  cooled  by  adding 
water.  The  moisture  content  of  granu- 
lar cheese  is  not  more  than  39  percent, 
and  its  solids  contain  not  less  than  50 
percent  of  milk  fat.  (R.  54-58.  339-341, 
355,  369-370* 

28.  A  considerable  proportion  of  the 
Cheddar,  washed  curd,  colby,  granular, 
Swiss,   and   brick   cheeses   made   In   the 
United  States  are  u.sed  for  manufactur- 
ing Into  pasteurized  process  cheeses,  pas- 
teurized process  cheese  foods,  and  other 
foods  In  which  the  method  of  manufac- 
ture employed  re.sults  in  the  application 
of  heat  to  such  chee.ses  for  a  time  and 
at  a  temperature  sufficient  for  the  de- 
struction of  any  pathogenic  microorgan- 
isms   which    may    be    present    In    the 
original  cheese  Ingredients  used.    To  re- 
quire that  cheeses  for  manufacturing  be 
made  from  pasteurized  milk  or  be  held 
60  days  before  shipment  is  unnecessary 
to  Insure  safety  of  the  foods  Into  which 
they    are    manufactured.     Cheeses    for 
manufacturing  should  be  definitely  dis- 
tinguished from  cheeses  suitable  for  all 
purposes  to  prevent  persons  in  the  food 
Industry  who  handle  cheeses  from  mis- 
taking them  for  cheeses  suitable  for  use 
as  such.    No  such  distinction  Is  made  at 
the  pre.sent  time.    In  order  to  make  this 
distinction  It   Is  reasonable  to  require 
that    a    cheese    for    manufacturing    be 
clearly    identified    by    its    appearance 
rather  than  by  a  label  alone.    A  coating 
of  a  distinctive  color  for  cheeses  for  man- 
ufacturing will  accomplish  this  purpose. 
No  cheeses  are  now  normally  covered 
with    green-colored    paraffin.    Such    a 
coating   will   effectively  differentiate   a 
cheese  for  manufacturing  from  a  chee-se 
suitable    for    unrestricted    use.    Other 
harmle.ss  green  coatings  which  adhere 
firmly  to  the  cheese  will  serve  the  same 
purpose  as  green-colored  paraffin.     <R. 
270.  379.  402-403,  943-944,  1166-1168) 

29.  Cheddar  cheese  for  manufactur- 
ing, washed  curd  cheese  for  manufactur- 
ing, colby  cheese  for  manufacturing, 
granular  chee.se  for  manufacturing,  and 
brick  cheese  for  manufacturing  comply 
with  requirements  for  cheeses  of  tho.se 
names,  but  are  made  from  unpasteurized 
milk  and  are  not  cured  for  60  days.  <See 
finding  28.) 

30.  A  variety  of  cheese  commonly 
known  as  swiss  cheese  Is  manufactured 
In  large  quantities  In  the  United  States 
and  In  many  foreign  countries.  In 
Switzerland  where  this  variety  of  cheese 
originated,  and  where  It  Is  now  exten- 
sively made.  It  is  known  as  "emmentaler" 
cheese,  and  that  designation  has  been 
used  extensively  In  the  United  States. 
The  name  emmentaler  cheese  is  a  syn- 
onym for  swlss  cheese.    This  variety  of 
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cheese  is  characterized  by  holes,  which 
are  called  "eyes,"  that  develop  through- 
out the  body  of  the  chee.se  during  the 
curing.  (R.  458,  532,  535-536,  541.  610, 
681.  2139.  3372.  4129.  4262,  4274,  4508. 
4589.  4976.  5050;  Ex.  14) 

31.  Swiss  chee.se  Is  made  from  cow's 
milk  from  which  a  small  amount  of 
cream  usually  Is  removed,  and  the  fat 
content  in  the  solids  usually  ranges  from 
43  to  47  percent.  The  moisture  content 
of  swlss  chee.se  ranges  from  39  to  43  per- 
cent and  Is  usually  not  more  than  41  per- 
cent. It  Is  reasonable  to  require  that 
the  minimum  fat  content  of  the  solids  of 
swiss  cheese  be  not  less  than  43  percent, 
and  that  the  maximum  moisture  content 
be  not  more  than  41  f>ercent.  <R.  342- 
343.  360-365,  459.  462.  465.  468.  475-476, 
479,  486-531,  572,  575.  595-596.  598-599, 
609,  612,  620-621,  631,  711,  750,  754,  831- 
832,  839,  857-858,  874-875.  881-883,  916- 
917.  920.  C26,  2731,  5029:  Ex.  14.  16.  17) 

32.  Wherever  swiss  chee.se  Is  made,  the 
basic  manufacturing  process  Is  essen- 
tially the  same.  A  few  variations  in  pro- 
cedure have  been  noted,  .some  of  which 
are  deslpned  to  take  advantage  of  labor- 
saving  devices.  The  basic  procedure  is 
as  follows:  Milk,  which  may  be  pasteur- 
ized or  clarified  or  both,  and  which  may 
be  warmed,  is  subjected  to  the  action  of 
harmle.ss  lactlc-acld-produclng  bacteria 
present  In  such  milk  or  added  thereto; 
harmless  propionlc-acld-produclng  bac- 
teria may  also  be  added,  Sufficient  ren- 
net (with  or  without  purified  calcium 
chloride  in  a  quantity  not  more  than  0.02 
percent,  calculated  as  anhydrous  calcium 
chloride,  of  the  weight  of  the  milk)  Is 
added  to  set  the  milk  to  a  semisolid  mass. 
The  mass  Is  cut  into  particles  similar 
in  size  to  wheat  kernels.  For  about  30 
minutes  the  particles  are  alternately 
stirred  and  allowed  to  settle.  The  tem- 
perature Is  rai-sed  to  about  126"  P.  Stir- 
ring Is  continued  until  the  curd  becomes 
firm.  The  acidity  of  the  whey  at  this 
point,  calculated  as  lactic  acid,  does  not 
exceed  0.13  percent.  The  curd  is  trans- 
ferred to  hoops  or  forms  and  pressed 
until  the  desired  shape  and  firmness  are 
obtained.  The  cheese  is  then  salted  by 
immersing  it  in  a  saturated  salt  solution 
for  about  3  days.  It  is  then  held  at  a 
temperature  of  about  50"  P.  to  60"  F.  for 
a  period  of  5  to  10  days,  after  which  it  Is 
held  at  a  temperature  of  about  75°  P. 
until  it  Is  approximately  30  days  old  or 
until  the  so-called  "eyes"  form.  Salt, 
or  a  solution  of  salt  in  water,  is  added  to 
the  surface  of  the  cheese  at  some  time 
during  the  curing  process.  The  cheese 
is  then  stored  at  a  lower  temperature  for 
further  curing.  (R.  439-453.  537.  611- 
612,  623.  667-668.  670-671,  674-675  849 
£52.  855-856.  863.  868.  887-889.  951-955 
4275-4278.  4301-4303,  4312-4315,  4977- 
4981;  Ex.  14) 

33.  Swiss  cheese  is  generally  cured  for 
not  less  than  6  to  8  weeks  and  more  often 
for  as  long  as  10  or  12  weeks.  It  is  rea- 
sonable to  require  that  swiss  cheese  be 
held  under  proper  curing  conditions  for 
not  less  than  60  days.  Such  a  holding 
period  will  bring  about  sufBclent  curing, 
and  It  also  can  be  reasonably  expected 
that  the  chee.se  will  be  safe  for  consump- 
tion.    (R.  672.  681,  682.  693.  863) 

34.  At  times  the  so-called  "eyes"  do 
not  form  In  swlss  cheese,  and  the  result- 
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Ing  cheese  Is  known  as  "blind  swlss." 
Such  a  cheese,  if  cured  for  60  days,  will 
have  the  fiavor  of  swl-ss  cheese,  and  Is 
suitable  for  manufacturing  purposes  but 
not  for  distribution  for  consumer  con- 
sumption. The  adoption  of  a  definition 
and  standard  of  identity  for  swiss  cheese 
for  manufacturing  which  requires  that 
such  cheese  conform  to  the  definition 
and  .standard  of  Identity  for  swlss  cheese, 
except  that  the  eyes  have  not  formed, 
will  reasonably  assure  use  of  "blind 
swlss"  for  manufacturing  purposes  only. 
Since  the  lack  of  eyes  will  effectively  dis- 
tinguish swiss  cheese  for  manufacturing 
from  swlss  chee.<;e,  no  special  colored 
coating  is  necessary  for  swiss  cheese  for 
manufacturing.  (R.  613.  625,  629,  751- 
752,  859-861,  906 i 

35.  The  process  of  curing  swLss  cheese 
Is  be.st  effected  In  warehouses  having  fa- 
cilities for  regulating  the  temperature 
and  humidity.  Many  small  swiss-cheese 
factories  do  not  have  such  facilities  and 
ordinarily  ship  partly  cured  swlss  cheeses 
to  especially  equipped  warehouses,  for 
completion  of  the  process.  Often  Inter- 
state shipments  of  such  partly  cured 
SWLSS  cheeses  are  made.  An  additional 
regulation  under  the  provisions  of  sec- 
tion 405  '2)  of  the  Federal  Food.  Drug, 
and  Cosmetic  Act  should  be  made  to 
place  this  procedure  under  such  addi- 
tional safeguard?;  as  the  special  condi- 
tions require.  iR.  537.  903-904.  906; 
finding  31) 

36.  A  type  of  cheese  known  as  gruyere 
cheese  Is  manufactured  extensively  in 
Switzerland  and  In  FYance.  It  is  not 
known  to  be  made  in  the  United  States 
at  the  present  time.  Gruyere  cheese  Is 
similar  to  swl.ss  cheese,  but  there  are 
some  differences  In  flavor  and  texture. 

Gruyere  cheese  Is  characterized  by  a 
flavor  resembling  that  of  a  very  mild 
limburger  cheese.  This  flavor  comes 
from  the  growth  of  curing  agents  on  the 
surface  of  the  cheese.  Gruyere  chee.se 
has  a  smoother  and  more  buttery  texture 
than  swlss  cheese  and  the  eyes  that  de- 
velop are  not  as  large  as  those  that 
develop  In  swiss  cheese.  Gruyere  cheese 
Is  used  to  some  extent  In  Switzerland  as 
a  natural  cheese,  and  It  Is  widely  used 
as  an  Ingredient,  together  with  swiss 
chee.<;e,  for  making  a  process  cheese  com- 
monly known  as  "process  gruyere 
cheese."  The  fat  content  of  the  solids  of 
gruyere  cheese  Is  not  less  than  45  per- 
cent, and  Its  moisture  content  does  not 
exceed  39  percent.  It  Is  cured  for  not 
le.ss  than  90  days.  (R.  536.  549.  552-557. 
632.  683-685.  698.  2150,  2153-2154,  2275, 
4263,  4277-4279.  4289,  4301,  4315,  4341- 
4342.  4360.  4372-4373;  Ex.  45A) 

37.  Gruyere  cheese  Is  made  from  whole 
milk  or  partly  skimmed  milk.  The 
usual  method  of  manufacture  is  as  fol- 
lows: Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  be 
warmed,  Is  subjected  to  the  action  of 
harmless  lactlc-acid-producing  bacteria 
present  In  such  milk  or  added  thereto; 
harmless  propionic-acid-producing  bac- 
teria may  also  be  added.  Sufficient  ren- 
net (with  or  without  purified  calcium 
chloride  in  a  quantity  not  more  than 
0.02  percent,  calculated  as  anhydrous 
calcium  chloride,  of  the  weight  of  the 
milk)  is  added  to  set  the  milk  to  a  semi- 
solid m{iss.    The  mass  is  cut  into  par- 


ticles similar  in  size  to  wheat  kernels. 
For  about  30  minutes  the  particles  are 
alternately  stirred  and  allowed  to»  settle. 
The  temperature  is  raised  to  about  126° 
P.  Stirring  is  continued  until  the  c  ud 
becomes  firm.  The  curd  is  transferred 
to  hoops  or  forms  and  pressed  until 
the  desired  shape  and  firmness  are  ob- 
tained. The  cheese  is  surface-salted 
while  held  at  a  temperature-  of  48"  to 
54'  P.  for  a  few  days.  It  is  soaked  for 
1  day  In  a  saturated  salt  solution.  It 
is  then  held  for  3  weeks  in  a  salting 
cellar  and  wiped  every  2  days  with  "brine 
cloth"  to  Insure  growth  of  biological 
curing  agents  on  the  rind.  It  is  then 
removed  to  a  heating  room  and  held  at 
progressively  higher  temperatures, 
finally  reaching  65°  P..  with  a  relative 
humidity  of  85  to  90  percent,  for  several 
weeks,  during  which  time  small  holes 
or  so-called  "eyes"  form.  The  cheese 
Is  then  stored  at  a  lower  temperature 
for  further  curing.  <R.  549.  554,  558- 
560.  4263,  4274-4277,  4304-4305.  4315 » 

38.  Brick  cheese  is  the  common  or 
usual  name  of  a  type  of  cheese  manufac- 
tured and  sold  in  considerable  quantities 
In  the  United  States.  It  has  a  charac- 
teristic flavor  somewhat  similar  to  lim- 
burger cheese,  but  less  pronounced.  The 
flavor  is  due  to  the  action  of  .surface- 
curing  organisms  and  the  inten.sity  of  the 
flavor  depends  on  the  length  of  time  the 
cheese  Ls  held  under  conditions  favorable 
to  the  growth  of  these  organisms.  <R. 
942-043.  948,  970.  1007-1C08> 

39.  Brick  cheese  is  manufactured  from 
whole  milk.  The  usual  procedure  for 
manufacturing  it  Is  as  follows:  M  !k. 
which  may  be  pasteurized  or  clarified  or 
both.  Is  brought  to  about  88  P.  and 
subjected  to  the  action  of  one  or  more 
harmle.ss  lactic-acid-producing  bacteria 
present  in  such  milk  or  added  thereto. 
Harmless  artificial  co'oring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set  the 
milk  to  a  .semisolid  ma.s.s.  The  mass  is 
cut  Into  cubes  wlth'sldes  approximately 
^8  inch  long  and  stirred  and  heated  so 
that  the  temperature  slowly  rises  to 
about  96"  F.  The  stirring  is  continued 
until  the  curd  is  sufficiently  firm.  Part 
of  the  whey  Is  then  removed  and  the  mix- 
ture diluted  with  water  or  salt  brine  to 
control  the  acidity.  The  curd  is  trans- 
ferred to  forms  and  drained.  During 
drainage.  It  Is  pressed  and  turned.  After 
drainage  the  curd  is  salted  and  the  bio- 
logical curing  agents  characteristic  of 
brick  cheese  applied  to  the  surface.  Tne 
chee.se  Is  then  cured  to  develop  the  char- 
acteristics of  brick  cheese.  (R.  289  r.06 
307, 931-937.  942.  945-946.  971.  10C4-1C06, 
1008,  1010-1011,  1014-1015,  1057;  Ex.  14) 

40.  Brick  cheese  is  usually  made  in 
rectangular  or  loaf  form  and  of  such  s  ze 
that  each  cheese  weighs  between  4  and  6 
pounds.  Recent  developments  in  the 
making  of  this  cheese,  however,  have  led 
to  Its  succe.ssful  manufacture  In  smaller 
units,  and  there  is  no  rea.<;on  to  restrict 
brick  cheese  to  specific  sizes  or  shapes. 
(R.  936A;  Ex.  14) 

41.  Due  to  the  growth  of  surface-cur- 
ing organisms,  the  phosphatase  test  to 
determine  whether  the  milk  used  has 
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been  pasteurized  must  be  applied  to  a 
portion  of  the  cheese  taken  from  beneath 
the  surface  and  so  as  not  to  include  any 
surface  portion.  It  is  reasonable  to 
specify  5  micrograms  instead  of  3  as  the 
limiting  phenol  equivalent  in  the  case 
of  brick  cheese.     (R.  942.  945.  1008) 

42.  The  moisture  content  and  the  fat 
content  of  the  solids  of  brick  cheese  are 
important  factors  In  maintaining  its 
Identity.  A  reasonable  maximum  limit 
on  moisture  is  44  percent,  and  a  reason- 
able limit  on  the  percent  of  milk  fat  in 
its  solids  is  50  percent.  (R.  937-938.  941, 
948.  1058;  Ex.  14) 

43.  Muenster  cheese  Is  the  common  or 
usual  name  of  a  type  of  cheese  made 
from  whole  milk  and  sold  in  substantial 
quantities  in  the  United  States.  This 
type  of  cheese  is  made  by  the  same  pro- 
cedure as  that  used  for  brick  cheese,  but 
It  is  not  treated  so  as  to  promote  the 
growth  on  the  surface  of  organisms 
which  aid  in  the  curing  process  and  de- 
velopment of  flavor.  The  surface  of  the 
cheese  may  be  rubbed  with  vegetable  oil. 
Muenster  cheese  is  normally  handled 
quickly  after  manufacture,  and  for  this 
reason  it  is  impracticable  to  store  it  60 
days  to  render  it  safe  against  the  pres- 
ence of  pathogenic  microorganisms. 
Most  muenster  cheese  now  made  in  the 
United  States  is  made  from  pasteurized 
milk,  and  it  is  reasonable  to  require  that 
muenster  cheese  be  made  from  pasteur- 
ized milk.  (R.  289,  306-307.  970.  3045- 
3046.  3051-3053.  3056.  3058.  3060;  Ex.  14) 

44.  Muenster  cheese  is  usually  made 
In  cylindrical  forms  weighing  between  4 
and  6  pounds.  It  is  not  necessary,  how- 
ever, to  restrict  this  cheese  solely  to  such 
size  and  shape.  The  moisture  content  of 
muenster  cheese  and  the  fat  content  of 
the  solids  are  important  factors  in  main- 
taining its  identity.  A  reasonable  maxi- 
mum limit  on  moi-sture  is  44  percent,  and 
a  reasonable  minimum  limit  on  the  fat 
content  of  the  solids  is  50  percent.  (R. 
902.  1024.  2911.  3044.  3047.  3050) 

45.  A  variety  of  cheese  commonly 
known  as  edam  cheese  Is  manufactured 
in  considerable  quantities  In  the  United 
States,  and  is  also  imported  in  substan- 
tial quantities  from  the  Netherlands, 
where  it  originated,  and  from  other 
countries.  In  some  foreign  countries  this 
cheese  is  known  by  other  names  in  addi- 
tion to  the  name  "edam."  The  common 
name  of  this  variety  of  cheese  in  the 
United  States  is  edam  cheese,  and  to 
recognize  other  names  as  synonyms 
might  lead  to  confusion.  «R.  1397.  1500. 
2912.  4130.  4890-4891.  4989.  4993-4995. 
5030;  Ex.  22) 

46.  Edam  cheesj  is  made  in  the  United 
Slates  from  cow's  milk  from  which  a  por- 
tion of  the  cream  has  been  removed,  and 
the  minimum  fat  content  of  its  solids  is 
about  40  percent.  The  fat  content  of 
edam  cheese  made  in  foreign  countries 
varies  somewhat  but  is  usually  more  than 
40  percent  of  the  solids.  The  moisture 
content  of  edam  cheese  varies  to  some 
extent  in  various  countries.  In  the 
United  States  this  cheese  has  not  more 
than  45  percent  moisture,  and  it  is  rea- 
sonable to  require  that  edam  cheese  con- 
tain not  more  than  45  percent  moisture. 
Edam  cheese  has  for  many  years  been 
coated  with  a  red-colored  paraffin  or 
similar  red  coating.    The  red  coating  has 
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come  to  be  a  characterizing  factor  used 
by  consumers  in  selecting  this  type  of 
cheese.  It  Is  made  in  ball  or  loaf  shape. 
(R.  701.  1077-1080.  1092.  1098.  1101.  1118, 
1129.  2612.  3003.  4897,  5283;  Ex.  22) 

47.  The  method  by  which  edam  cheese 
is  manufactured  is  basically  the  same  In 
whatever  country  made.  The  procedure 
is  as  follows:  Milk,  which  may  be  pas- 
teurized and  which  may  be  warmed,  is 
subjected  to  the  action  of  harmless 
lactlc-acid-producing  bacteria  present  in 
such  milk  or  added  thereto.  Harmless 
artificial  coloring  may  be  added.  Puri- 
fied calcium  chloride  may  be  added  in  a 
quantity  of  not  more  than  0.02  percent 
(calculated  as  anhydrous  calcium  chlo- 
ride) of  the  weight  of  such  milk.  Suffi- 
cient rennet  is  added  to  set  the  milk  to  a 
semisolid  mass.  After  coagulation,  the 
mass  is  divided  into  smaller  portions  (^s- 
Inch  cubes'.  The  mass  is  stirred  and 
heated  to  about  90"  F.  and  so  handled  by 
stirring,  heating,  dilution  with  water  or 
salt  brine,  or  salting,  as  to  promote  and 
regulate  the  separation  of  whey  and 
curd.  When  the  desired  curd  is  pro- 
duced it  is  transferred  to  forms  permit- 
ting drainage  of  the  whey.  During 
drainage  the  curd  may  be  pressed  and 
turned.  After  drainage  the  curd  is  re- 
moved from  the  forms  and  is  usually 
salted,  although  salt  may  be  applied  at 
any  time  in  the  making  or  curing  process. 
It  is  then  cured  under  suitable  conditions 
until  ready  for  marketing.  Curing  for 
not  less  than  60  days  is  a  reasonable  pre- 
cautionary measure  for  edam  cheese 
made  from  raw  milk.  <R.  289,  306-307. 
1081-1083.  1086-1087,  1090.  1103-1105, 
1121-1122.  1127.  3520,  4894,  4898.  4912) 

48.  Gouda  chee.se,  like  edam  cheese, 
originated  in  the  Netherlands  and  is  now 
also  made  in  other  countries,  consider- 
able quantities  being  produced  In  the 
United  States.  Gouda  cheese  is  similar 
to  edam  cheese  in  that  the  ingredients 
used  in  Its  manufacture,  the  manufac- 
turing procedure,  and  the  fat  and  mois- 
ture limits  are  the  same,  and  when  made 
from  raw  milk  should  be  aged  not  less 
than  60  days.  Gouda  cheese  is  made  in 
modified  ellipsoidal  shape,  having  two 
opposite  flat  sides,  and  in  this  respect 
differs  from  edam  cheese.  Gouda  cheese 
is  at  times  coated  with  red  paraffin,  but 
this  Is  not  an  identifying  characteristic 
as  in  the  case  of  edam  cheese.  Gouda 
cheese  is  known  in  some  parts  of  the 
world  by  other  names,  but  its  common 
name  in  the  United  States  is  gouda 
cheese,  and  the  use  of  other  names  might 
be  confusing.  IR.  701.  1077-1080.  1086. 
1098.  1118-1120.  2913;  Ex.  23> 

49.  Limburger  cheese  is  the  common 
and  usual  name  of  a  variety  of  semisoft 
cheese  of  characterLstic  odor  and  taste. 
Limburger  cheese  was  first  made  In 
Europe  but  now  Is  manufactured  In  large 
quantities  in  the  United  States,  particu- 
larly in  Wisconsin.  It  Is  made  from 
whole  milk.  This  may  be  raw  or  pas- 
teurized. When  made  from  raw  milk, 
the  usual  procedure  is  as  follows:  Milk 
Is  brought  to  about  92'  P.  and  subjected 
to  the  action  of  one  or  more  types  of 
harmless  lactic-acid-producing  bacteria 
present  In  such  milk  or  added  thereto. 
Purified  calcium  chloride  may  be  added 
In  a  quantity  of  not  more  than  0.02  per- 
cent  (calculated  as  anhydrous  calcium 


chloride)  of  the  weight  of  such  milk. 
Sufficient  rennet  is  added  to  set  the  milk 
to  a  semisolid  mass.  The  mass  Is  cut  Into 
cubes  with  sides  approximately  *2  inch 
long.  After  a  few  minutes  the  mass  Is 
stirred  and  heated,  gradually  raising  the 
temperature  to  96°  to  98'  F.  The  curd 
Is  then  allowed  to  settle,  most  of  the  whey 
Is  drawn  off.  and  the  remaining  curd  and 
whey  dipped  into  molds.  During  drain- 
age the  curd  may  be  pressed.  It  is  turned 
at  regular  intervals.  After  drainage  Is 
completed,  the  curd  Is  cut  Into  pieces  of 
desired  size  and  dry-salted  at  Intervals 
for  24  to  48  hours.  The  cheese  is  then 
cured  with  frequent  applications  of  a 
weak  brine  solution  to  the  surface  until 
the  proper  growth  of  surface-curing  or- 
ganisms is  obtained.  It  is  then  wrapped 
and  held  in  storage  for  development  of 
as  much  additional  flavor  as  is  desired. 

When  made  from  pasteurized  milk, 
slight  changes  are  made  in  this  proce- 
dure, as  follows:  The  milk  is  adjusted  to 
89'  F.  to  90'  P.  after  pasteurization  and 
a  culture  of  harmle.ss  lactic-acid-produc- 
ing bacteria  added.  Calcium  chloride 
may  be  added  as  to  raw  milk.  The  pro- 
cedure then  is  the  same  as  with  raw  milk, 
except  that  heating  is  to  94°  F.  and  brine 
at  a  temperature  of  66'  F.  to  70°  F.  is 
added  so  that  the  pH  of  the  cheese  will 
be  4.8.  The  mixed  curd,  whey,  and  brine 
is  dipped  into  molds  and  the  same  pro- 
cedure followed  as  when  raw  milk  is  u.sed. 

(R.    958-962.    972-977.    1009,    1014-1015, 

1069;  Ex.  14.  26  > 

50.  The  characteristic  odor  and  flavor 
of  limburger  cheese  are  due  to  the  action 
of  surface-curing  organisms.  The  in- 
tensity of  flavor  depends  on  the  extent  to 
which  surface  curing  has  developed.  It 
Is  jjo.sslble  to  cure  limburger  cheese  for 
60  days  and  have  a  strong-flavored 
though  still  desirable  chee.se.  Curing 
for  not  less  than  60  days  is  a  reasonable 
precautionary  measure  where  limburger 
cheese  is  made  from  raw  milk,  (R.  289. 
295.  973.  980-981.  985-986,  993.  995-996. 
1009-1012) 

51.  Due  to  the  extensive  development 
of  surface-curing  organisms  on  some  lim- 
burger cheese,  there  Is  production  of 
phosphatase  which  may  penetrate  the 
cheese  to  such  an  extent  that  the  phos- 
phatase test  may  not  be  a  reliable  method 
for  determining  whether  limburger 
cheese  is  made  from  pasteurized  milk. 
(R.   104,  111.  128-130.  135.  1016-1017* 

52.  The  moisture  content  and  the  fat 
content  of  the  .solids  of  limburger  cheese 
are  Important  factors  in  maintaining  its 
Identity.  A  reasonable  limit  on  moisture 
is  50  percent  and  a  reasonable  limit  on 
the  percent  milk  fat  in  the  .solids  Is 
50  percent.  (R.  963-967,  980.  989,  1019; 
Ex.  21> 

53.  There  are  a  number  of  different 
varieties  of  cheese  made  In  the  United 
States  and  in  other  countries  of  the 
world  that  are  characterized  by  the 
growth  throughout  the  cheese  of  blue 
or  bluish-green  molds  of  the  penicillium 
group.  Such  cheeses  are  of  the  class 
generally  known  as  "blue-mold"  cheese. 
These  cheeses  may  be  made  from  the 
milk  of  cows  or  sheep.  All  such  cheeses 
have  a  distinctive  appearance,  odor,  and 
flavor.  The  growth  of  the  mold  through- 
out  the   cheese   Imparts   the   principal 
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distinguishing  characteristics  to  the 
cheeses  in  this  cla.ss.  The  usual  peni- 
cillium molds  in  such  cheeses  are  Peni- 
cillium roquefortii  and  Penicillium  glau- 
cum.  Most  of  the  distinguishing  flavor 
of  this  class  of  chee.se  results  from  en- 
zvmatic  action  on  the  fat  of  the  cheese. 
<R.  1552-1556.  1560-1561.  1617.  1653- 
1654.  1658-1659.  1663.  1672.  1702.  1714. 
1736.  1758.  1773.  1768,  1792.  2913-2914. 
3"68.  3400-3402,  3415.  3438-3439,  3527, 
4660.  4709;  Ex.  26,  138-152,  160-165) 

54.  The  best  known  of  the  blue-mold 
cheeses  is  that  made  from  sheep's  milk 
In  France  and  known  as  roquefort 
cheese,  being  named  after  a  village  near 
which  are  natural  caves  in  which  the 
chee.se  is  cured.  Other  varieties  of  blue- 
mold  cheese  are  made  in  foreign  coun- 
tries from  cows  milk.  Some  of  these 
varieties  have  common  names  in  the 
country  of  origin  but  all  are  sold  in  the 
United  States  under  the  name  of  blue 
cheese,  except  in  the  case  of  gorgonzola 
cheese.  A  blue-mold  chee.se  made  in 
France  from  cow's  milk  in  accordance 
with  French  law  is  known  as  "fromage 
bleu."  This  variety  of  cheese  has  been 
Imported  Into  the  United  States  and  sold 
under  the  name  of  blue  cheese.  <R.  1552- 
1553.  1560-1561.  1611.  1629.  1702,  1731. 
1758,  1773,  2913-2914,  3253,  3366-3369, 
3402.  3449.  3517,  3526.  3712.  4711.  4725. 
4».33.  4999.  5037,  5040-5041,  5044-5045. 
5202;  Ex.  80.  85.  86.  153.  155-157.  159. 
164) 

55.  The  principal  variety  of  blue-mold 
cheese  made  in  the  United  States  is  pre- 
pared from  cow's  milk  and  is  known  as 
"blue  cheese."  At  times  it  was  called 
American  roquefort  cheese  and  roque- 
fort-type  cheese.  Another  important 
variety  made  from  cow's  milk,  manu- 
factured in  the  United  States  and  Im- 
ported from  Italy  and  other  countries, 
is  known  as  gorgonzola  cheese.  Gor- 
gonzola cheese  differs  from  blue  cheese 
in  that  it  has  a  lower  moisture  content, 
is  made'  in  larger  sizes,  and  is  character- 
ized by  the  growth  of  the  mold  known 
as  Penicillium  glaucum  rather  than  the 
mold  Penicillium  roquefortii.  Gorgon- 
zola cheese  may  be  made  from  cow's  milk 
or  goat's  milk  or  mixtures  of  these.  It 
is  made  In  loaves  weighing  between  14 
and  17  pounds,  and  is  cured  for  not  less 
than  90  days.  (R.  1552-1553.  1560-1561, 
1614.  1661.  1714.  1716.  1773.  1782.  1786, 
1793.  3517.  3534.  3551-3552.  3556-3557, 
3970,  4059-4062.  4660.  4710.  5175;  Ex.  84, 
88-93,  130-137.  199-214.  233-239) 

56.  The  basic  procedure  for  manufac- 
turing blue-mold  cheese  Is  as  follows: 
Cow's  milk  or  sheep's  milk,  which  may 
be  pasteurized.  Is  subjected  to  the  action 
of  harmless  lactic-acid-producing  bac- 
teria present  in  such  milk  or  added 
thereto.  Sufficient  rennet  is  added  to 
set  the  milk  to  a  semisolid  mass.  Small 
amounts  of  calcium  chloride  may  be 
added.  The  mass  Is  cut  into  small  por- 
tions and  held  in  the  whey  for  a  time, 
then  the  mixed  curd  and  whey  is  re- 
moved and  placed  In  forms  and  further 
drained.  At  some  time  during  prepara- 
tion of  the  curd  mold  spores  of  Penicil- 
lium roquefortii  or  Penicillium  glaucum 
are  thoroughly  mixed  Into  it.  The  curd 
Is  salted  by  dipping  In  brine  or  dry- 
salting  or  both.    The  shaped  curd  is  per- 
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forated  In  many  places  to  facilitate  the 
growth  of  mold,  and  is  held  at  a  tem- 
perature and  humidity  which  favor  the 
growth  of  the  mold  throughout  the 
cheese.  A  temperature  near  50°  F.  and 
a  humidity  of  above  95  percent  are  com- 
monly used.  The  curing  Is  continued 
to  develop  flavor.  In  no  case  is  it  held 
less  than  60  days.  Due  to  the  length  of 
curing  time  it  can  reasonably  be  expected 
that  blue-mold  cheeses  are  safe  for  con- 
sumption when  made  from  raw  milk. 
(R.  1582,  1585-1586,  1624,  1650-1656. 
1720.  1760.  1768-1773,  1780.  1782.  1786, 
3254.  3268,  3273,  3281,  3459-3460.  3677- 
3684.  4999.  5046:  Ex.  69  > 

57.  When  a  blue-mold  cheese  is  made 
from  cow's  milk  in  spring  and  summer, 
the  carotene  content  of  the  milk,  which 
Is  usually  relatively  higher  than  at  other 
times.  Is  carried  over  to  the  chee.se  and 
tends  to  give  the  curd  a  yellowish  color 
It  is  generally  considered  by  dealers  that 
blue-mold  cheese  with  a  white  curd  is  of 
better  appearance  than  a  blue-mold 
cheese  with  a  yellowish  curd,  and  many 
consumers  prefer  blue-mold  cheeses 
which  have  a  white  curd.  In  some 
European  countries  chlorophyll,  a  green 
color  of  plant  origin,  is  added  to  the 
milk  In  small  amounts  for  the  purpose 
of  obscuring  the  yellow  color  of  the  caro- 
tene. Chlorophyll  Is  harmless  and  has 
no  adverse  effect  on  the  nutritional 
properties  of  the  cheese,  and  such  use  is 
not  objectionable.  In  the  United  States 
some  manufacturers  have  adopted  the 
practice  of  separating  the  cream  from 
the  milk  and  treating  the  cream  with 
benzoyl  peroxide,  gn  oxidizing  agent, 
which  Is  used  in  bleaching  flour.  The 
amount  of  benzoyl  peroxide  used  does 
not  exceed  0  002  percent  by  weight  of 
the  milk.  As  normally  sold  for  bleach- 
ing flour,  benzoyl- peroxide  is  mixed  with 
harmless  carriers,  magnesium  carbon- 
ate, potassium  alum,  and  calcium  sul- 
fate, the  weight  of  which  may  be  six 
times  the  weight  of  benzoyl  peroxide. 
Oxygen  refea.'^ed  from  the  benzoyl  per- 
oxide oxidizes  the  carotene  in  the  cream 
to  colorless  compounds.  The  bleached 
cream  and  skim  milk  are  recombined 
and  used  in  preparing  blue-mold  cheese. 
iR.  1582-1584.  1626-1628.  1719-1720. 
1737-1738.  1757-1759.  1761-1764.  1789- 
1790.  3537-3540.  3600-3601.  3605.  3607- 
3609.  3611.  3669-3671,  4997.  4999.  5002, 
5043) 

58.  Carotene  is  a  precursor  of  vitamin 
A  and  Is  responsible  for  about  one-half 
of  the  vitamin  A  potency  of  milk  and 
of  the  cheese  made  therefrom.  To  the 
extent  that  the  carotene  is  destroyed  by 
oxidation  in  bleaching  with  benzoyl 
peroxide,  the  nutritional  quality  of 
cheese  made  with  milk  so  bleached  is 
lowered.  The  vitamin  A  potency  can  be 
restored  to  the  cheese  by  the  addition 
of  colorless  vitamin  A  from  other  sources. 
This  Is  not  now  done,  but  a  requirement 
that  the  vitamin  A  potency  of  blue-mold 
cheese  made  from  bleached  milk  be  re- 
stored by  the  addition  of  vitamin  A 
would  Impose  no  unrea.sonable  difficulty 
on  cheese  makers  and  would  promote 
honesty  and  fair  dealing  In  the  interest 
of  consumers  of  blue-mold  cheese. 
Sheep's  milk  is  naturally  white  and  no 
color  nor  bleach  Is  used  In  such  milk 
when  It  Is  manufactured  Into  a  blue- 
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mold  cheese.     (R.  1626.  1742-1743,  1758, 
1763.  1765,  3612-3615) 

59.  Blue-mold  cheese  contains  not  less 
than  50  percent  fat  in  the  solids  and 
not  more  than  46  percent  moisture. 
Gorgonzola  cheese  contains  not  less  than 
50  percent  fat  in  the  solids  and  not  more 
than  42  percent  moisture.  (R.  1578- 
1579.  1718.  1756,  1774-1776.  1786,  5038, 
506?) 

60.  For  many  years  a- variety  of  blue- 
mold  cheese  made  of  sheep's  milk  has 
been  cured  in  natural  caves  in  the  area 
of  Roquefort,  France,  and  has  been 
shipped  extensively  to  all  parts  of  the 
world.  Such  cheese  has  long  been  known 
as  Roquefort  cheese.  The  use  of  sheep's 
milk  is  the  most  Important  factor  which 
Imparts  the  distinctive  characteristics  to 
this  variety  of  blue-mold  cheese.  Stor- 
age in  the  caves  is  only  for  the  purpose 
of  obtaining  proper  temjjeraturc.  hu- 
midity, and  ventilation.  A  blue-mold 
cheese  made  in  a  similar  manner  of 
sheep's  milk  which  is  cured  elsewhere 
than  in  the  caves  near  Roquefort,  under 
properly  controlled  curing  conditions, 
would  undoubtedly  result  in  a  cheese  in- 
distinguishable from  the  blue-mold 
cheese  made  near  Roquefort.  No  find- 
ing is  made  as  to  whether  the  name 
roquefort  cheese  has  acquired  and  re- 
tains a  secondary  meaning  so  that  Its 
use  should  be  re.strlcted  to  de.signate  the 
blue-mold  cheese  cured  in  the  area  of 
Roquefort.  Accurate  descriptive  names 
for  such  cheeses  are  sheep's  milk  blue- 
mold  cheese  and  blue-mold  cheese  from 
sheep's  milk.  This  variety  of  chee.se 
contains  not  less  than  50  percent  fat  in 
the  dry  matter,  and  Its  moisture  Is  not 
more  than  45  percent.  It  is  cured  for 
not  less  than  60  davs.  (R.  3336.  3370 
3398.  3406,  3445.  3447-3449.  3461-3462, 
3467-3468,  3472,  3501-3502,  3568.  3582- 
3583,  3675-3676.  3686-2695.  3714-3716 
4708.  4858.  4862-4863;  Ex  71.  80.  166  167, 
169.  170,  171.  173. 174,  176,  185,  186) 

61.  Camembert  cheese  is  a  type  of  soft 
cured  cheese  made  from  cow's  milk, 
which  is  characterized  by  the  growth  of 
a  typical  white  mold  on  the  surface. 
This  type  of  cheese  originated  in  France, 
and  in  the  years  before  the  second  world 
war  sub.stantial  amounts  were  shipped  to 
the  United  States.  In  France  a  cheese 
known  as  carre  de  Test  is  quite  similar 
to  camembert  chee.se.  but  is  made  by  a 
process  which  differs  in  some  respects 
from  the  traditional  process  for  making 
camembert.  In  the  United  States  a 
cheese  has  been  made  for  many  years  by 
a  process  almost  identical  with  that  used 
In  Prance  for  making  carre  de  Test  and 
sold  under  the  name  of  camembert 
cheese.  The  cheese  known  as  camem- 
bert in  France  may  be  cured  longer  than 
camembert  made  in  the  United  States. 
The  former  is  characterized  by  the 
growth  of  .surface  microorganisms  in  ad- 
dition to  the  white  mold.  These  are  in 
part  yeasts  which  give  the  surface  of  the 
chee.se  a  pink  color.  Camembert  and 
similar  cheeses  are  now  made  In  many 
countries,  but  at  present  practically  all 
cheese  sold  as  camembert  in  the  United 
States  Is  of  dome.stlc  manufacture.  Un- 
der favorable  conditions,  cheese  manu- 
facturers in  France  and  other  foreign 
countries  may  wish  to  ship  camembert 
cheese  to  the  United  States.     (R.   316, 
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1184-1187.  1189-1193.  1196-1197.  1207. 
1220-1227.  1229.  1233-1235.  3287.  3375- 
3378.  3381-3383.  3386-3888.  3394.  3422- 
3423.  3471.  3474.  3509.  3695;  Ex.  72.  75) 

62.  In  France  a  small  amount  of  cream 
is  removed  from  the  milk  to  be  used  for 
making  camembert  cheese  or  carre  de 
rest,  and  the  fat  content  in  the  solids 
Is  usually  between  45  and  50  percent.  In 
the  United  States  camembert  is  made 
from  whole  mifk,  and  the  fat  in  the 
solids  is  not  less  than  50  percent.  'R. 
1189.  1193,  1396-1397,  1422.  3384-3388. 
3421) 

63.  Camembert  cheese  is  quite  perish- 
able, and  when  held  for  60  days  may  not 
be  acceptable  to  consumers  In  France 
camembert  cheese  is  usually  made  from 
raw  milk  and  was  so  made  in  the  United 
States  until  a  few  years  ago.  In  recent 
years,  due  to  regulations  of  some  states 
requiring  that  cheese  be  made  from  pas- 
teurized milk  or  aged  for  not  less  than 
60  days,  camembert  cheese  in  the  United 
States  is  now  made  from  pasteurized 
milk.  The  manufacture  of  camembert 
cheese  in  France  from  pasteurized  milk 
has  not  been  thoroughly  tried.  There 
are  some  points  of  difference  in  the 
manufacturing  procedure,  depending  on 
whether  raw  or  pasteurized  milk  is  used. 
(R.  282-283.  383.  1190-1192,  1202,  1233- 
1234.  3386-3387.  3417) 

64.  The  difTerences  In  the  finished 
products  between  camembert  cheese  and 
carre  de  Test,  as  made  in  France,  are  not 
extensively  treated  in  the  record.  Carre 
de  Test  was  said  to  be  softer  than  cam- 
embert and  to  sell  at  a  lower  price. 
Insofar  as  consumers  in  the  United 
States  are  concerned  at  the  present  time, 
there  is  no  need  for  specific  standards  to 
distinguish  between  these  cheeses  and 
the  camembert  cheese  made  in  the 
United  States.  Sufficient  protection  to 
consumers  for  the  present  will  be  afford- 
ed by  the  class  standard  for  soft  cured 
cheese.  (R.  3386-3388,  3394.  3474,  3480. 
3510-3512) 

65.  Monterey  cheese  is  the  common  or 
usual    name   of   a  variety   of   semisoft 
cheese    that    originated    in    Monterey 
County,  California,  and  is  now  made  in 
a  few  areas  of  the  United  States,  prin- 
cipally    in     Cahfornia     and     adjoining 
States.    It  Is  made  by  the  granular  or 
stlrred-curd  process  similar  to  that  de- 
scribed in  finding  26.    Monterey  cheese 
differs  from  granular  cheese,  however.  In 
that  it  has  a  higher  moisture  content  and 
the  body  of  the  cheese  is  not  as  firm.    It 
is  uncolored  and  is  molded  und.^r  pres- 
sure into  characteristic  forms  and  shapes 
of  less  than  12  pounds  in  weight.    Mon- 
terey cheese  for  table  use  is  made  from 
whole  milk,  and  has  not  less  than  50  per- 
cent  fat   in  the  solids.    The  moisture 
content    does    not    exceed    44   percent. 
Some   monterey   cheese   is   made   from 
partly  skimmed  milk,  and  is  dried  for 
grating  purposes.    Such  cheese  made  for 
grating  will  be  covered  by  the  definition 
and  standard  of  Identity  for  the  class 
known  as  grating  cheese,  and  no  separate 
standard  is  needed  for  it.     (R.  1247-1253. 
1265.    1269-1271.    1273-1274,    1277-1279, 
1281.  2764.  2770,  2771;  Ex.  25) 

66.  The  method  commonly  used  for 
manufacturing  monterey  cheese  is  as 
follows:  Milk,  which  may  be  pasteurized 
and  which  may  be  warmed,  is  subjected 
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to  the  action  of  harmless  lactic-acid-pro- 
ducing bacteria  present  in  such  milk  or 
added  thereto.  Purified  calcium  chloride 
may  be  added  in  a  quantity  of  not  more 
than  0.02  percent  (calculated  as  anhy- 
drous calcium  chloride)  of  the  weight  of 
such  milk.  Sufficient  rennet  is  added  to 
set  the  milk  to  a  semisolid  mass.  The 
mass  is  divided  into  smaller  portions  and 
so  handled  by  stirring,  heating,  diluting 
with  water  or  salt  brine,  or  salting,  as 
to  promote  and  regulate  the  separation 
of  whey  and  curd.  The  curd  is  then 
placed  in  muslin  or  sheeting  cloths  and 
formed  into  a  ball,  and  pressed.  It  may 
be  placed  in  a  cheese  hoop  and  pressed. 
The  cloths  are  removed  the  following 
day,  and  the  cheese  is  placed  on  trucks 
or  racks  and  turned  frequently  to  pre- 
vent checking  and  to  form  a  rind.  The 
cheese  may  then  be  parafiBned,  or  it  may 
be  dipped  in  vegetable  oil  and  sprinkled 
with  rice  flour.  (R.  1247-1248.  1284. 
1286.  2765;  Ex.  25) 

67.  Mc.terey  cheese  is  usually  made 
from  pasteurized  milk,  and  after  its 
manufacture  it  is  ordinarily  sold  as  a 
fresh  cheese.  It  is  rarely  held  for  more 
than  30  days,  and  if  held  for  as  long  as 
60  days  it  develops  a  flavor  that  would 
render  it  unacceptable  to  consumers. 
Since  this  cheese  cannot,  under  normal 
conditions,  be  held  for  as  long  as  60  days, 
it  is  reasonable  to  require  that  it  be 
made  from  pasteurized  milk.  (R.  1249, 
1271-1272.  1284.  2767-2768;  Ex.  25) 

68.  High-moisture  jack  cheese  is  a 
variety  of  semisoft  cheese  made  by  the 
same  method  from  pasteurized  milk  as 
monterey  cheese,  ar^  has  similar  physi- 
cal and  chemical  properties,  except  that 
the  moisture  content  is  more  than  44 
percent  but  less  than  50  percent.  (R. 
1249-1250,  1273,  1290-1291;  Ex.  25) 

69.  There  are  sevieral  varieties  of 
cheese,  now  made  in  the  United  States 
by  procedures  which  originated  in  Italy, 
which  are  commonly  known  by  their 
Italian  names.  One  of  these  varieties  is 
provolone  cheese,  also  kno^tn  as  pasta 
filata  cheese.  This  variety  of  cheese  has 
a  stringy  curd  texture,  and  it  is  made  in 
a  number  of  different  shapes  and  sizes 
which  are  customarily  designated  by 
words  of  Italian  origin.  The  common 
size  and  shape  designations  used  in  this 
country  are:  provoletti,  provoloncinl, 
provolontinl.  salamlnl.  salami,  boccini. 
mandarinl.  orancini.  cacciacavallo,  mon- 
teche,  scamorze.  gravanese.  Some  shapes 
are  encased  in  rope  or  twine  before  dry- 
ing. (R.  3756-3757,  3758.  3780,  3783- 
3785.  3790) 

70.  The  procedure  for  manufacturing 
provolone  cheese  is  similar  to  that  of 
Cheddar  cheese  until  the  curd  is  matted 
and  cut.  In  making  provolone  cheese, 
after  the  curd  is  matted  and  cut  it  is 
immersed  in  hot  water  and  kneaded  and 
stretched  until  it  is  smooth  and  free  from 
lumps.  This  treatment  results  in  a  curd 
of  stringy  appearance  which  is  charac- 
teristic of  provolone  cheese.  The  curd  is 
then  cut  and  molded  Into  shapes  of  vary- 
ing sizes.  EHirlng  this  molding  the  curd 
Is  kept  suflBclently  warm  so  that  it  sticks 
together  and  forms  a  smooth  surface. 
The  molded  curd  is  then  firmed  by  im- 
mershing  in  cold  water.  The  units  are 
salted  in  brine,  are  often  encased  in 
twine,  and  are  dried.    Provolone  cheese 


is  often  smoked  by  the  smoke  from  burn- 
ing hardwood.  The  cheese  is  coated  with 
paraffin  or  other  similar  wax  and  cured 
for  varying  lengths  of  time.  (R.  3758, 
3763,  379^3799,  3824,  3951) 

71.  Provolone  cheese  may  be  made 
from  either  raw  milk  or  pasteurized  milk. 
Rennet  paste  or  an  extract  of  rennet 
paste  is  ordinarily  used  to  coagulate  the 
milk.  However,  rennet  Yias  been  found 
to  be  satisfactory  for  this  purpose  when 
used  together  with  certain  enzymes.  (R. 
701.  3760-3762,  3765.  3845,  3900) 

72.  In  the  manufacture  of  provolone 
cheese  considerable  fat  is  lost  in  the 
whey,  and  .some  is  also  lost  in  the  manip- 
ulation and  handling  of  the  curd.  Pro- 
volone cheese  contains  not  less  than  45 
percent  milk  fat  in  the  solids,  and  the 
moisture  content  is  not  more  than  45  per- 
cent.    (R.  3758.  3793) 

73.  Some  manufacturers  of  provolone 
cheese  expressed  a  desire  to  bleach  the 
milk  from  which  it  is  made,  using  method 
described  in  finding  57.  Purchasers  of 
provolone  cheese  have  not  been  accus- 
tomed to  purchasing  such  cheese  having 
a  uniformly  white  curd.  No  reasons  for 
consumer  preference  for  a  white  cheese 
are  disclosed  by  the  evidence  nor  does 
there  appear  in  the  evidence  any  basis  for 
a  finding  that  bleaching  the  milk  used 
In  making  provolone  cheese  would  pro- 
mote honesty  and  fair  dealing  in  the 
interest  of  consumers.  (R.  3762.  3793, 
3898) 

74.  A  variety  of  hard  cheese  which 
originated  in  Italy  is  now  manufactured 
in  the  United  States  and  is  known  as 
parmesan    cheese    or    reggiano    cheese. 
Whatever  differences  that  may  have  ex- 
isted between  cheeses  of  these  two  names 
have  disappeared.    This  variety  of  cheese 
has  a  hard  and  brittle  rind,  a  granular 
texture,   and  a   mellow   and  somewh^ 
nutty  fiavor;  it  grates  readily.   It  Is  mau* 
from  cow's  milk,  from  which  part  of  the 
cream  has  been  removed.   The  procedure 
for  the  manufacture  of  parmesan  cheese 
is  as  follows:  Milk,  which  may  be  pas- 
teurized and  may  be  warmed,  is  subjected 
to  the  action  of  harmless  lactic-acid-pro- 
ducing bacteria  present  in  such  milk  or 
added  thereto.    Purified  calcium  chloride 
may  be  added  in  a  quantity  of  not  more 
than  0.02  percent  (calculated  as  anhy- 
drous calcium  chloride)  of  the  weight  of 
such  milk.    Harmless  artificial  coloring 
may  be  added.    Rennet  is  added  in  suffi- 
cient quantity  to  set  the  milk  to  a  semi- 
solid mass.    The  mass  is  cut  into  pieces 
no  larger  than  wheat  kernels,  heated,  and 
stirred  until   the  temperature   reaches 
between  115°   to  125'  F.     The  curd  is 
allowed  to  settle,  and  is  then  removed 
from  the  kettle  or  vat,  drained  for  a  short 
time,  placed  in  hoops,  and  pressed.    The 
pressed  curd  is  removed  and  salted  in 
brine  or  dry-salted.    The  cheese  is  cured 
in  a  cool,  ventilated  room.    The  rind  of 
the  cheese   may   be  coated   or   colored. 
(R.  702. 3901-3904.  3723.  3728,  3739,  3757- 
3758.  3972.  3978,  5344-5345) 

75.  In  order  to  obtain  a  cheese  having 
the  characteristics  associated  with  par- 
mesan cheese,  it  is  necessary  to  cure  the 
cheese  for  a  long  period  of  time.  It  is 
cured  generally  for  at  least  14  months 
and  often  for  as  long  as  two  years.  Tes- 
timony was  introduced  concerning  a 
method    of    manufacturing    parmesan 
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cheese  whereby  the  curing  period  could 
be  reduced  to  5  or  6  months.  In  this 
method  the  cream  separated  from  the 
milk  is  homogenized  and  then  recom- 
blned  with  the  skim  milk.  An  enzyme 
preparation  containing  a  lipase  is  also 
added  during  the  manufacturing  process. 
Cheeses  that  have  not  been  cured  for  14 
months  do  not  have  all  the  characteris- 
tics associated  with  parmesan  cheese.  It 
would  not  promote  honesty  and  fair 
dealing  in  the  interest  of  consumers  to 
permit  hard  grating  cheese  cured  for  less 
than  14  months  to  be  included  in  the 
definition  and  standard  of  identity  for 
parmesan  cheese.  Such  a  cheese  should 
be  given  a  new  name.  It,  would  then 
come  under  the  class  standard  for  hard 
grating  cheese.  <R.  3905-3906.  3919. 
3939-3940.  3718-3722.  4120-4121) 

76.  Parmesan  cheese  made  In  the 
United  States  usually  contains  on  the 
average  36  or  37  percent  of  milk  fat  in 
the  solids.  It  is  reasonable  to  require 
that  such  cheese  contain  not  less  than 
34  percent  of  milk  fat  in  the  solids.  Dur- 
ing the  curing  period  the  moisture  con- 
tent of  the  cheese  is  reduced,  and  the 
cheese  when  14  months  old  contains  not 
more  than  32  percent  of  moisture.  (R. 
3902,  3940.  3724) 

77.  Romano  cheese  is  the  common  or 
usual  name  of  another  variety  of  hard 
cheese  which  originated  in  Italy.  In  the 
past  considerable  quantities  have  been 
shipped  from  Italy  to  the  United  States. 
In  recent  years  this  type  of  chee.'^e  has 
also  been  manufactured  In  the  United 
Statrt.  In  Italy  cheeses  of  this  variety 
are  also  known  by  other  means  Such 
names  are  usually  descriptive  of  the  lo- 
cality of  manufacture.  In  the  United 
States  this  variety  of  cheese  has  been 
known  to  a  limited  extent  as  toscano 
cheese,  sardo  cheese,  and  incanestrato 
cheese.  TTiese  names  are  not  the  com- 
mon or  usual  names  of  this  cheese,  and 
to  permit  their  use  as  synonyms  for 
romano  cheese  might  result  In  consumer 
confusion.  (R.  3769.  3802.  2515-2916. 
3961. 3965) 

78.  In  Italy  this  variety  of  cheese  was 
originally  made  from  sheep's  milk,  and 
was  called  pecorino  (from  the  Italian 
word  pecora.  meaning  sheep)  romano. 
Subsequently,  the  same  type  of  cheese 
was  also  made  from  cow's  milk,  and  was 
called  vaccino  (from  the  Italian  word 
vacca.  meaning  cow)  romano.  This  va- 
riety of  cheese  is  also  sometimes  made 
from  goat's  milk,  and  is  called  caprino 
(from  the  Italian  word  capra.  meaning 
goat)  romano.  In  the  United  States 
practically  all  this  variety  of  cheese  has 
been  made  from  cows  milk  and  sold  and 
distributed  under  the  name  romano 
cheese.  No  cheese  of  this  variety  Is 
known  to  be  made  In  the  United  States 
from  sheep's  milk,  although  it  has  been 
made  to  a  limited  extent  in  some  western 
States  from  either  goat's  milk  or  a  mix- 
ture of  goat's  milk  and  cow's  milk.  Ro- 
mano cheese  is  the  common  name  of  the 
variety,  whether  made  from  cow's  milk, 
sheep's  milk,  goats'  milk,  or  mixtures  of 
these.  When  milk  other  than  cow's  milk 
Is  used,  consumers  should  be  Informed  of 
the  animal  origin  of  the  milk.  (R.  1320, 
1325-1326.  2915.  2971.  3961-3964,  3981, 
3990.  4012-4015.  5345-5346) 


79.  The  procedure  for  making  romano 
cheese,  wherever  made,  is  basically  as  fol- 
lows: Milk,  which  may  be  pasteurized 
and  which  may  be  warmed,  is  subjected 
to  the  action  of  harmless  lactic-acid-pro- 
ducing bacteria  present  in  such  milk  or 
added  thereto.  Purified  calcium  chloride 
may  be  added  in  a  quantity  not  more 
than  0.02  percent  ^calculated  as  anhy- 
drous calcium  chloride)  of  the  weight  of 
such  milk.  Harmless  artificial  coloring 
may  be  added.  Rennet,  rennet  paste,  or 
extract  of  rennet  paste  is  added  in  suflB- 
cient  quantity  to  set  the  milk  to  a  semi- 
solid mass.  The  mass  is  cut  Into  pieces 
no  longer  than  corn  kernels,  heated,  and 
stirred  until  the  temperature  reaches 
about  120°  F.  The  curd  is  allowed  to 
settle,  then  removed  from  the  kettle  or 
vat,  drained  for  a  short  time,  placed  in 
hoops,  and  pressed.  The  pressed  curd  Is 
removed  and  salted  by  immer.<:ing  in 
brine  for  about  24  hours  and  Ls  then  re- 
moved from  the  brine  and  the  surface  is 
allowed  to  dry.  It  Is  then  alternately 
rubbed  with  salt  and  washed,  and  It  may 
be  perforated  with  needles.  It  is  dry- 
cured.  During  the  curing  it  is  turned 
and  scraped.  The  surface  may  be  rubbed 
with  vegetable  oil.     (R.  3771,  3908.  3909) 

80.  Romano  cheese  is  used  principally 
as  a  grating  chee.^e,  but  it  is  also  used  to 
some  extent  as  a  table  cheese.  It  has  a 
granular  texture,  a  rather  piquant  fiavor, 
and  a  hard,  brittle  rind.  It  is  usually 
cured  for  6  months  or  more,  but  some  of 
the  rmaller  sizes  are  cured  for  about  5 
months.  When  made  from  cow's  milk, 
some  of  the  fat  Is  removed.  If  too  much 
fat  is  removed,  however,  there  Is  not 
enough  left  for  proper  flavor  develop- 
ment. A  reasonable  minimum  limit  for 
fat  in  the  solids  Is  38  percent.  During 
curing  the  moisture  content  of  the  cheese 
is  reduced  and  a  reasonable  maximum 
limit  for  moisture  content  is  34  percent. 
(R.  703.  3769-3771,  3803,  5345) 

81.  Three  related  varieties  of  cheese 
are  made  in  the  United  States  from 
cow's  milk,  and  are  known  as  asiago 
fresh  cheese  <or  asiago  soft  chee.se) 
asiago  medium  cheese,  and  asiago  old 
cheese,  respectively.  Asiago  fresh  cheese 
is  used  as  a  table  cheese ;  asiago  medium 
cheese  is  used  both  as  a  grating  cheese 
and  as  a  table  cheese;  and  asiago  old 
cheese  is  a^ed  as  a  grating  cheese.  The 
procedure  for  manufacturing  these  three 
varieties  of  cheese,  which  is  basically 
the  same  except  for  the  fat  content  of 
the  milk  and  length  of  curing  time,  is  as 
follows:  Milk,  which  may  be  pasteurized 
and  which  may  be  warmed,  is  subjected 
to  the  action  of  harmless  lactic-acid- 
producing  bacteria  present  in  such  milk 
or  added  thereto.  Purified  calcium  chlo- 
ride may  be  added  in  a  quantity  of  not 
more  than  0.02  percent  (calculated  as 
anhydrous  calcium  chloride)  of  the 
weight  of  such  milk.  Rennet  is  added  in 
sufficient  quantity  to  set  the  milk  to  a 
semisolid  mass.  'The  mass  is  cut,  stirred, 
and  heated  to  promote  lactic-acid  de- 
velopment and  regulate  separation  of 
the  whey  from  the  curd.  The  whey  is 
drained.  When  the  curd  is  sufficiently 
firm  it  is  removed  from  the  kettle  or  vat, 
further  drained  for  a  short  time,  packed 
into  hoops,  and  pressed.  The  pressed 
curd  is  salted  in  brine,  then  cured  in  a 


well-ventilated  room.  During  curing  the 
surface  of  the  cheese  is  occasionally 
rubbed  with  a  vegetable  oil.  <R.  3819. 
3821-3825.3829.3838) 

82.  Asiago  fresh  cheese  is  made  from 
whole  milk  and  has  not  less  than  50  per- 
cent of  fat  in  Its  solids.  Consumers  of 
this  tjTJe  of  cheese  desire  a  cheese  that 
is  relatively  soft,  and  the  moisture  con- 
tent is  usually  above  40  percent  but  not 
over  45  percent.  This  cheese  is  cured 
for  not  less  than  60  days.  (R.  3818-3821, 
3826,  3909-3910) 

83.  Asiago  medium  cheese  is  usually 
made  from  milk  from  which  some  cream 
has  been  removed,  and  contains  not  le.'-s 
than  45  percent  fat  in  the  solids.  This 
cheese  is  cured  for  not  less  than  6 
months,  and  due  to  this  long  curing 
period  the  moisture  content  is  not  more 
than  35  percent.  (R.  703,  3821-3823, 
3829-3830) 

84.  Asiago  old  cheese  is  made  from 
partly  skimmed  milk  and  is  cured  for  not 
less  than  12  months.  Due  to  the  longer 
curing  period  there  is  a  reduction  in  fat 
and  moisture,  and  this  cheese  contains 
not  less  than  42  percent  fat  in  the  solids 
and  not  more  than  32  percent  moisture. 
(R.  703.  3823-3825,  3831-3832,  3910-3911) 

85.  A  type  of  hard  cheese  made  from 
skim  milk  to  which  is  added  a  species  of 
clover  which  has  been  dried  and  ground 
is  made  in  Switzerland  and  other  parts 
of  the  world.  It  is  made  in  the  shape 
of  a  truncated  cone  and  has  a  pale- 
green  color,  and  is  known  as  sap  sago 
cheese.  The  method  of  manufacturing 
sap  sago  cheese  is  essentially  as  follows: 
Soured  skimmed  cow's  milk  is  heated  to 
boiling  temperature,  with  stirring.  Cold 
buttermilk  may  be  added.  Sufficient 
sour  whey  Is  added  to  give  the  curd  the 
desired  consistency.  The  curd  is  spread 
out  in  boxes  and  is  allowed  to  drain  and 
ferment  while  being  pressed.  It  is  al- 
lowed to  ripen  and  dry  for  not  less  than 
5  weeks.  "The  dried  and  ripened  curd  is 
ground,  and  to  each  100  parts  are  added 
about  5  parts  of  salt  and  25  parts  of 
dried,  aromatic  clover  of  the  species 
Melilotus  coerulea.  The  mixture  is 
formed  into  the  characteristic  shape  by 
forcing  it  into  molds.  It  is  cured  for 
not  less  than  5  months.  Due  to  the  heat- 
ing of  the  milk  prior  to  precipitation 
of  the  curd  and  to  the  length  of  curing 
time  of  sap  sago  cheese,  it  can  reason- 
ably be  expected  that  pathogenic  organ- 
isms are  destroyed  and  that  it  is  safe 
for  consumption.  The  moisture  content 
of  sap  sago  cheese  is  not  more  than  38 
percent.  The  fat  content  is  low,  and 
there  is  no  need  to  set  a  minimum  re- 
quirement. (R.  1298.  2283-2284,  2389- 
2390,  4258.  4637-4643,  4598-4599;  Ex. 
26.  63) 

86.  Cook  cheese,  sometimes  called  koch 
kaese,  is  a  variety  of  soft  cheese  made 
from  cottage  cheese  curd.  This  is  cured, 
often  with  the  addition  of  a  white  mold, 
then  heated  so  that  it  melts,  and  is  then 
poured  Into  containers.  To-  the  melted 
cheese  may  be  added  cream,  salt,  cara- 
way seed,  or  a  mixture  of  two  or  more 
of  these.  The  method  of  manufactur- 
ing cook  cheese  Is  essentially  as  follows: 
Skim  milk  Is  subjected  to  the  action  of 
harmless  lactlc-acld-producing  bacteria 
present  In  such  milk  or  added  thereto. 
A  culture  of  a  harmless  white  mold  may 
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be  added.  Sufficient  rennet,  with  or 
without  purified  calcium  chloride  in  a 
quantity  not  more  than  0.02  percent 
(calculated  a.s  anhydrous  calcium  chlo- 
ride* of  the  weight  of  the  milk,  may  be 
added  to  aid  in  setting  the  skim  milk  to 
a  semi.solid  ma.ss.  The  mass  is  cut  and 
heated,  with  continued  stirring  so  as  to 
promote  and  regulate  the  separation  of 
the  curd  and  whey.  The  whey  is  drained, 
and  the  curd  is  cured  for  2  or  3  days. 
It  is  then  heated  to  a  temperature  of 
not  less  than  180°  F.  until  the  hot  curd 
drops  from  a  ladle  with  a  consistency 
similar  to  that  of  honey.  The  hot  cheese 
Is  filled  into  packages  and  cooled. 
Cream,  salt,  or  caraway  seed  or  any 
mixture  of  two  or  more  of  these  may  be 
added.     (R.  3072-3074,  3081) 

87.  In  place  of  all  or  part  of  the  skim 
milk  used  in  making  cook  cheese,  a  satis- 
factory product  can  be  made  by  using 
concentrated  .skim  milk,  that  is,  skim 
milk  from  which  a  portion  of  the  water 
has  been  removed  by  evaporation,  or  non- 
fat dry  milk  solids,  or  both,  with  water 
In  a  quantity  not  in  excess  of  that  suffl- 
cient  to  reconstitute  such  concentrated 
skim  milk  or  nonfat  dry  milk  solids 
which  may  be  used    (R.  2658.  2660.  2666) 

88.  Due  to  the  heating  of  the  curd  for 
the  purpose  of  melting  it,  in  the  manu- 
facture of  cook  cheese,  it  can  reasonably 
be  expected  that  pathogenic  organisms 
are  destroyed  and  that  it  is  safe  for  con- 
sumption. The  moisture  content  of  cook 
cheese  Is  not  more  than  80  percent.  The 
fat  content  is  low,  and  there  is  no  need 
to  set  a  minimum  requirement.  (R.  3073. 
3081) 

89.  A  type  of  cheese  prepared  from  the 
skim  milk  of  cows  is  made  in  Norway 
and  known  as  gammelost.  This  type  of 
chee.se  is  sometimes  shipped  to  the  United 
States  and  may  be  made  at  times  in  the 
United  States.  The  procedure  used  is  as 
follows:  A  starter,  consisting  of  a  cul- 
ture of  harmless  lactic-acid-producing 
bacteria,  is  added  to  skim  milk,  and  the 
mix  is  allowed  to  stand  until  it  has  be- 
come quite  acid.  The  mixture  is  heated 
to  about  145  F.  and  maintained  at  this 
temperature  for  not  less  than  '2  hour. 
IXiring  heating  the  curd  Is  occasionally 
stirred.  The  whey  is  drained  off.  and 
the  curd  is  filled  into  forms  and  pressed; 
the  shaped  curd  is  then  placed  in  the 
whey  and  heated  for  3  or  4  hours.  It  is 
removed  and  may  again  be  pressed.  It  is 
then  stored  until  sufBciently  cured. 

Gammelost  is  a  hard  cheese  and  usu- 
ally contains  about  52  percent  water. 
The  fat  content  is  low,  and  there  is  no 
need  in  a  standard  to  set  limits  on  fat 
or  moi.sture.     (R.  5296-5299;  Ex.  26) 

90.  Because  of  the  many  varieties  of 
cheese  that  will  be  included  in  the  differ- 
ent class  standards,  some  of  which  may 
be  made  from  sheep's  milk  or  goat's  milk. 
It  is  reasonable  to  provide  that  cheeses 
falling  within  the  class  standards  may  be 
made  from  the  milk  of  cows,  sheep,  or 
goats,  or  mixtures  of  these  (finding  ID. 
It  is  reasonable  to  permit  the  adjustment 
of  the  milk  by  separating  part  of  the  fat 
therefrom  or  by  adding  thereto  one  or 
more  of  the  following:  cream,  skim  milk, 
concentrated  skim  milk  or  nonfat  dry 
milk  solids,  or  the  corresponding  prod- 
ucts prepared  from  sheep's  milk  or  goat's 
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milk.  It  is  reasonable  to  permit  the  use 
of  calcium  chloride  as  described  in  find- 
ing 14.  and  harmless  enzymes  as  described 
in  finding  18.  For  the  reasons  set  forth 
in  findings  19,  20  and  21,  it  is  reasonable 
to  require  that  such  cheeses  be  made  from 
pasteurized  milk,  or  in  the  alternative 
be  held  for  not  less  than  60  days  at  a 
temperature  of  not  less  than  35  F. 
(R.  699-670,  709.  719-720.  731,  733-734. 
1231. 1292-1295, 1313.  5062 ) 

91.  In  order  to  prevent  the  substitu- 
tion of  skimmed  milk  or  partly  .skimmed 
milk  cheeses,  for  cheeses  made  in  the 
United  States  from  whole  milk  (finding 
16),  it  is  reasonable  to  require  that 
cheeses  known  as  hard,  semisoft,  and 
soft  ripened,  for  which  there  is  no  spe- 
cific definition  and  standard  of  identity, 
contain  not  less  than  50  percent  fat  in 
the  dry  matter.  Manufacturers  of 
cheeses  outside  the  United  States  can 
readily  modify  their  manufacturing 
processes  so  that  their  cheeses  will  com- 
ply with  standards  based  on  American 
methods  of  manufacture,  or  in  unusual 
cases  may  apply  for  a  specially  appli- 
cable standard.  It  would  not  promote 
honesty  and  fair  dealing  in  the  interest 
of  consumers  in  the  United  States  to 
lower  the  class  standards  to  permit  the 
general  use  of  partly  skimmed  milk  for 
making  these  cheeses.  (R.  1019-1020. 
1028-1029,  1103,  1340-1341.  1344,  1347. 
1351-1352.  1359.  1447-1448,  1476,  1638- 
1642.  1646.  1700) 

92.  The  amount  of  moisture  In  a 
cheese  is  one  of  the  factors  which  deter- 
mines into  which  class  it  falls.  In  the 
United  States  hard  cheeses  produced  In 
the  greatest  quantity  have  not  more  than 
39  percent  moisture,  and  it  Is  reasonable 
to  set  this  limit  for  moisture  in  hard 
cheeses  for  which  there  is  no  specified 
definition  and  standard  of  Identity.  The 
moisture  content  of  semisoft  cheeses  is 
necessarily  higher,  and  a  reasonable 
range  of  moisture  for  such  cheese  for 
which  there  is  no  specific  definition  and 
standard  of  identity  is  from  39  to  50  per- 
cent. In  the  case  of  soft  ripened  cheeses 
for  which  there  is  no  specific  definition 
and  standard  of  idrtitity.  there  are  wide 
variations  of  moisture  content,  and  it  is 
Impracticable  to  set  a  moisture  limit  for 
this  class  of  cheese.  (R.  302,  1016,  1019, 
1056,  1060.  nil.  1292.  1294-1295.  1302- 
1304.  1322-1323,  1338.  1360.  1376,  1638, 
1645.  4512-4513;  Ex.  26) 

93.  The  procedure  for  manufacturing 
all  hard  cheeses  cannot  be  described  in 
great  detail  owing  to  the  variations  prac- 
ticed, but  it  is  essentially  as  follows: 
Milk,  which  may  be  pasteurized  and 
which  may  be  warmed,  is  subjected  to 
the  action  of  harmless  lactic-acid-pro- 
ducing bacteria,  with  or  without  other 
harmless  fiavor-producing  bacteria  pres- 
ent in  such  milk  or  added  thereto.  Puri- 
fied calchim  chloride  may  be  added  in 
a  quantity  not  more  than  0.02  percent 
(calculated  as  anhydrous  calcium  chlo- 
ride) of  the  weight  of  such  milk.  Harm- 
less artificial  coloring  may  be  added. 
Rennet,  or  rennet  paste,  or  extract  of 
rennet  paste.  Is  added  in  sufficient  quan- 
tity to  set  the  milk  to  a  semisolid  mass. 
The  mass  Is  cut  Into  small  particles, 
stirred,  and  heated.  The  curd  is  sepa- 
rated from  the  whey,  drained,  shaped 
Into  forms,  and  may  be  pressed.    The 


curd  is  salted  at  some  stage  of  the  manu- 
facturing process.  The  shaped  curd  Is 
cured  to  develop  flavor.  The  rind  may 
be  coated  with  paraffin,  or  rubbed  with 
vegetable  oil.  or  both.  (R.  1294-1295, 
1338.  1428;  Ex.  26) 

94.  As  is  the  case  in  hard  cheeses, 
there  are  many  variations  practiced  in 
the  manufacture  of  semisoft  cheeses,  and 
It  is  impossible  to  describe  in  detail  the 
manufacturing  procedure  for  semisoft 
cheese.  In  general,  the  manufacturing 
procedure  is  similar  to  that  used  for 
making  hard  cheeses,  except  that  the 
curd  is  not  neces.sarily  cut  or  heated. 
Semisoft  cheeses  may  be  cured  under 
suitable  conditions  for  the  development 
of  biological  curing  agents  on  the  sur- 
face of  the  cheese.  (R.  1016-1019.  1088. 
1102.  1338,  1352-1359.  1428.  1638-1642) 

95.  The  procedure  for  manufacturing 
soft  ripened  cheeses  is  similar  to  that 
used  in  making  semisoft  cheeses,  except 
that  heat  may  not  be  used,  and  the  curd, 
after  the  whey  has  been  separated  from 
it.  is  cured  under  suitable  conditions  for 
the  development  of  the  biological  curing 
agents  which  Impart  to  the  particular 
variety  of  cheese  their  distinctive  char- 
acteristics. This  is  usually  effected  by 
the  development  of  such  curing  agent 
on  the  surface  of  the  cheese  and  con- 
ducting the  process  so  that  the  cheese 
cures  from  the  surface  toward  the  cen- 
ter. Sufficient  data  on  the  phosphatase 
content  of  soft  ripened  cheeses  is  not 
■available  for  use  as  a  basis  for  incorpo- 
rating a  test  for  phosphatase  in  the  defi- 
nition and  standard  of  Identity  foj^  this 
class  of  cheeses.  (R.  318.  1230-1231. 
1330-1331. 1428) 

96.  Definitions  and  standards  of  iden- 
tity were  proposed  for  some  of  the  more 
Important  varieties  of  cheese  Intended 
primarily  for  grating  purposes.  In  ad- 
dition to  such  cheese  there  are  other 
varieties  of  lesser  importance  made  in 
the  United  States  and  elsewhere  which 
are  also  Intended  primarily  for  grating 
purposes.  It  Is  impracticable  to  adopt 
specific  definitions  and  standards  of 
Identity  for  each  of  such  cheeses.  (R. 
685.  2917.  4050.  4155,  4260;  findings  74. 
80,  81:  Ex.  26) 

97.  Hard  grating  cheeses  are  usually 
made  from  cow's  milk,  but  at  times  they 
may  be  made  from  sheep's  milk  or  goat's 
milk,  or  mixtures  of  these  with  cow's 
milk.  In  making  such  cheeses,  a  por- 
tion of  the  fat  is  generally  removed  from 
the  milk.  A  minimum  amount  of  fat  is 
necessary  for  development  of  desirable 
fiavor.  In  order  to  prevent  the  ase  of 
milk  from  which  more  fat  has  been  re- 
moved than  is  customary  in  such  cheeses, 
and  to  make  sure  that  there  is  sufficient 
fat  for  proper  fiavor  development,  it  is 
reasonable  to  require  that  hard  grating 
cheeses  contain  at  least  32  percent  of 
milk  fat  in  the  solids.  Hard  grating 
cheeses  are  relatively  low  in  moisture 
content.  The  maximum  moisture  con- 
tent compatible  with  the  characteristics 
of  hard  grating  cheese  is  34  percent.  (R. 
1316,  2917,  2973,  2987-2990,  3996-3997. 
4134.  4156;  Ex.  26.  94-96,  220) 

•  98.  Hard  grating  cheeses  are  cured  for 
relatively  longer  periods  of  time  than 
other  cheeses.  In  order  to  develop  sharp 
flavor.  The  minimum  curing  time  com- 
patible  with   the   development   of   the 
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characteristic  sharp  flavor  Is  6  months. 
Due  to  the  long  cuxing  period,  such 
cheese  may  reasonably  be  expected  to  be 
safe  for  consumption  even  when  made 
from  unpasteurized  milk.  (R.  2987. 
3908.  4545.  5215-5216;  finding  20;  Ex. 
26) 

99.  It  is  Impossible  to  describe  with 
great  particularity  the  manufacturing 
procedure  for  hard  grating  cheese,  but 
In  general  it  Is  similar  to  that  used  In 
manufacturing  hard  cheese.  Rennet, 
rennet  paste,  or  extract  of  rennet  paste 
may  be  used.  The  rind  may  be  colored 
or  rubbed  with  vegetable  oil  or  both. 
The  use  of  partly  skimmed  milk;  the 
amount  of  cutting,  stirring,  and  drain- 
ing; the  heating  temperature,  and  the 
long  curing  period  are  .some  of  the  factors 
which  give  hard  grating  cheese  Its  char- 
acteristics. <R.  3727.  3731-3732,  3843- 
3845,  3904,  3907.  5215-5216;  Ex.  26,  94, 
96  > 

100.  Separate  specific  definitions  and 
standards  of  identity  were  proposed  for 
hard  grating  cheeses  under  the  names  of 
monte  cheese  and  modena  cheese.  The 
distribution  of  these  cheeses  Is  limited. 
A  definition  and  standard  of  identity 
for  monte  chee.se  or  modena  cheese,  or 
the  Inclusion  of  products  of  such  com- 
position in  the  class  standard  for  hard 
grating  cheeses,  would  in  effect  provide 
for  manufacturing  a  hard  grating  cheese 
deficient  In  fat  and  woulcl  not  promote 
honesty  and  fair  dealing  In  the  interest 
of  consumers.  (R.  621,  2974,  3888.  3906, 
3941-3942.  3944.  5216;  finding  97) 

101.  Several  varieties  of  cheeses  are 
made  in  various  parts  of  the  world  which 
resemble  members  of  the  class  for  which 
a  standard  is  proposed  under  the  class 
name  semisoft  cheeses.  They  differ 
from  the  cheeses  for  which  this  standard 
Is  applicable  In  that  they  are  made  from 
partly  skimmed  milk,  and  the  fat  con- 
tent of  their  solids  ranges  from  45  to 
50  percent.  Many  of  these  cheeses  have 
obtained  popularity  under  specific 
names,  and  cheeses  of  this  cla.ss  vary 
from  each  other  due  to  the  conditions 
under  which  they  are  made  and  stored, 
although  the  basic  procedure  used  for 
their  preparation  Is  essentially  the  same. 
This  procedure  Is  the  same  as  that  de- 
scribed for  preparing  semisoft  cheeses, 
except  that  partly  skimmed  milk  is 
used.  (R.  1028.  1102.  1374-1376,  3425. 
3529.  4512-4513.  5003-5004,  5006;  Ex.  26. 
29-33) 

102.  There  are  a  number  of  varieties 
of  cheese,  some  made  In  the  United 
States  and  others  shipped  Into  the 
United  States,  which  are  characterized 
by  the  presence  of  certain  spices.  Such 
cheeses  fall  into  one  of  the  general 
cla.sses  of  "spiced  cheeses,"  rather  than 
a  class  based  on  the  texture  of  the  cheese. 
Cheeses  of  this  class  are  particularly 
popular  in  the  Scandinavian  countries 
and  with  consumers  in  this  country  who 
are  familiar  with  cheeses  as  made  in  such 
countries.  Spiced  cheeses  are  usually 
made  from  partially  skimmed  cow's  milk, 
although  a  few  varieties  are  also  made 
from  whole  milk.  The  spices  added  may 
be  caraway  seed,  cloves,  cumin  seed, 
ani.se  seed,  sage,  or  other  spices.  In  some 
varieties  of  cheese  more  than  one  spice 
Is  used.  The  oil  extracts  of  such  spices 
are  sometimes  u.sed  in  addition.  Some 
of  the  cheeses  of  this  clciss  are  known  as 


noekkelost,  kumlnost,  leyden.  frlsian 
clove.  Christian  IX,  caraway,  p)ei>ato,  and 
sage.  The  use  of  certain  spices  and 
combinations  of  them  by  long^ontlnued 
practice  has  become  associated  with  the 
name  of  a  particular  variety  of  spiced 
cheese.  It  would  be  deceptive  to  con- 
sumers to  permit  the  use  of  spice  or  spice 
oil  which  simulates  the  flavor  of  aged 
cheese.  (R.  1087-1088.  1093-1094,  1096, 
1130-1131,  1139.  1141.  1162-1164,  1683- 
1689,  1697-1699.  2919,  3832-3855,  3840- 
3841,  4904-4906.  5014.  5058.  5280;  Ex. 
198) 

103.  It  Is  impracticable  to  adopt  a  spe- 
cific definition  and  standard  of  identity 
for  each  of  the  varieties  of  spiced  cheese. 
The  flavor  of  such  cheeses  Is  due  pri- 
marily to  the  spices  used,  and  satisfac- 
tory spiced  cheeses  can  be  made  from 
partly  skimmed  milk.  In  order  to  differ- 
entiate spiced  cheeses  made  from  partly 
skimmed  milk  from  those  made  from 
whole  milk,  two  separate  class  standards 
should  be  established:  one  for  spiced 
cheese  and  one  for  part-skim  spiced 
cheese.  Spiced  cheese  has  not  less  than 
50  percent  milk  fat  In  Its  solids,  and 
part-skim  spiced  cheese  has  less  than  50 
percent  but  not  less  than  20  percent  fat 
In  its  solids.  The  record  does  not  fur- 
ni.sh  a  basis  for  setting  moisture  limits 
for  spiced  chee.ses.  (R.  1141-1142.  1169- 
1170.  1683.  1705-1706.  4904-4907.  5015. 
5058,  524&-5248.  5281.  5298-5299;  Ex.  26, 
156.  160) 

104.  The  method  of  manufacturing 
spiced  cheese  is  similar  to  that  used  in 
manufacturing  hard  cheese,  except  that 
during  the  procedure  spices  are  added. 
In  general,  not  less  than  1^2  ounces  of 
spices  are  added  for  each  100  pounds  of 
cheese,  and  this  is  a  reasonable  minimum 
requirement  for  the  total  amount  of 
spices  to  be  used  in  these  cheeses.  (R. 
1087-1088,  1095.  1128.  1142.  1163.  1169, 
5016-5018,  5297) 

105.  A  number  of  foods  which  resemble 
cheese  in  some  respects  are  made  in 
whole  or  in  part  from  cheese  whey.  Milk 
or  cream  or  both  are  sometimes  added. 
Such  foods,  although  not  cheese  as  that 
word  is  commonly  understood,  are  gen- 
erally referred  to  as  whey  cheeses.  Such 
foods  may  be  made  from  the  whey  of 
cow's  milk  or  goat's  milk  or  mixtures  of 
these,  to  which  may  be  added  cow's  milk 
or  goat's  milk  or  cream  or  mixtures  of 
these.  Some  of  the  names  under  which 
whey  cheeses  are  known  are  mysost, 
flotost,  primost.  ricotta,  and  gjetost.  Due 
to  the  extremely  variable  composition  of 
these  foods  it  is  impracticable  to  adopt 
a  class  standard  which  will  be  of  value 
in  promoting  honesty  and  fair  dealing  In 
the  interest  of  consumers,  and  the  rec- 
ord does  not  give  a  basis  for  establishing 
the  multiplicity  of  standards  that  would 
be  required  to  cover  the  many  varieties 
of  whey  cheese  made.  By  designating  a 
food  of  this  kind  as  "whey  cheese."  the 
possibility  of  consumers'  confusing  it 
with  a  cheese  made  from  milk  will  be 
minimized.  (R.  5249-5251.  5254-5255. 
5261,  5295,  5310,  5312,  5319;  Ex.  26.  242, 
243.  244) 

106.  A  variety  of  cheese  which  resem- 
bles Cheddar  cheese  and  some  other  va- 
rieties of  hard  cheese  is  made  in  the 
United  States  from  separated  milk.  It 
contains  very  .small  amounts  of  milk  fat. 
Skim  milk  normally  contains  only  about 


^io  of  1  percent  of  fat,  and  cheese  made 
therefrom  may  contain  about  1  percent, 
or  slightly  more,  milk  fat.  This  variety 
of  cheese  Is  suitable  for  use  as  an  In- 
gredient In  preparing  certain  other  foods, 
particularly  bakery  products.  It  has  also 
been  used  as  an  Ingredient  of  cheese 
foods  and  cheese  spreads,  although  Its 
use  for  these  purp)oses  Is  not  to  be  recom- 
mended. (R.  2902-2904.  2906.  2910-2911, 
2976) 

107.  Skim  milk  cheese  for  manufactur- 
ing is  entirely  unsuitable  for  general 
cheese  use.  Due  to  its  resemblance  to 
other  cheeses,  which  are  more  costly  and 
generally  more  desirable.  It  could,  to 
some  extent,  be  substituted  for  them.  It 
will  promote  honesty  and  fair  dealing  in 
the  interest  of  consumers  to  establish  a 
definition  and  standard  of  identity  for 
this  variety  of  cheese  containing  provi- 
sions designed  to  lessen  the  possibility  of 
deception  to  consumers.  The  name  "skim 
milk  cheese  for  manufacturing"  accu- 
rately describes  the  product.  Such  a 
cheese  should  be  identified  in  such  a  way 
as  to  prevent  its  being  substituted  for,  or 
confused  with,  varieties  of  hard  cheese 
which  it  resembles.  This  can  be  accom- 
plished by  requiring  that  skim  milk 
cheese  for  manufacturing  be  coated  with 
blue-colored  paraffin  or  other  firmly  ad- 
hering material,  colored  blue.  (R.  2902, 
2904, 2909, 2930-2931,  2969,  2999. 5364) 

108.  The  procedure  used  for  prepar- 
ing skim  milk  cheese  for  manufacturing 
is  similar  to  that  used  for  preparing  hard 
cheese.  The  moisture  content  of  such 
a  cheese  is  not  more  than  50  percent. 
Since  this  variety  of  cheese  is  suitable 
only  for  manufacturing.  It  Is  not  neces* 
sary  that  its  standard  require  that  the 
skim  milk  used  be  pasteurized  or  that 
the  skim  milk  cheese  for  manufacturing 
made  therefrom  be  held  for  not  less 
than  60  days.  IR.  2905-2906,  2908-2909. 
5365) 

109.  There  was  testimony  relative  to 
abuses  in  the  sale  of  foods  purporting 
to  be  grated  cheeses.  It  was  recom- 
mended that  a  standard  which  would 
curtail  or  prevent  these  abuses  be 
adopted.  It  is  clear  that  there  are  abuses 
in  this  regard  and  that  it  would  be  de- 
sirable to  adopt  regulations  which  would 
curtail  or  prevent  them.  However,  the 
evidence  does  not  establish  sufficient 
basis  for  adopting  definitions  and  stand- 
ards of  identity  for  such  foods  which 
would  pronjote  honesty  and  fair  dealing 
in  the  interest  of  consumers.  (R.  3855- 
3856,  3874-3875,  3882-3883.  4017-4020 
4022-4027,  4109-4112,  4599-4600) 

110.  There  was  testimony  proposing 
a  standard  for  a  cheese  made  from  milk 
and  buttermilk.  The  testimony  showed 
that  this  type  of  cheese  had  so  far  been 
made  only  in  small  quantities  on  an  ex- 
perimental basis.  The  evidence  does  not 
warrant  the  adoption  of  a  standard  for 
such  a  cheese.    <R.  3074-3116) 

111.  A  number  of  foods  now  being 
marketed  are  made  by  grinding  and  mix- 
ing cheeses  of  the  same  or  more  than 
one  variety,  with  the  addition  of  emulsi- 
fying agents,  salt,  water,  and  coloring, 
and  heating  the  mix  to  make  a  pasteur- 
ized product  of  uniform  texture  and 
composition.  These  foods  are  commonly 
known  as  pasteurized  process  cheese.  A 
similar  food  is  occasionally  made  in  the 
same  way.  except  that  no  emulsifying 
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agent  Is  employed.  Such  a  food  is  com- 
monly known  as  pasteurized,  blended 
cheese.  (R.  1806.  1858-1859.  1989-1991. 
1993-1994.  2013-2014,  2016.  2023.  2030. 
2553-2554.  2573-2574.  2604-2606;  Ex.  14. 
46) 

112.  The  heat  treatment  necessary  to 
melt  the  cheese  and  to  give  a  consistency 
suitable  for  packaging  requires  a  tem- 
perature of  150^  F.  for  about  30  seconds, 
or  longer.  This  heat  treatment  is  suf- 
ficient to  destroy  dangerous  microorgan- 
isms which  may  have  been  present  in  the 
Ingredients  u.sed.  and  also  to  destroy  any 
phosphatase  in  cheese  made  from  un- 
pasteurized milk.  The  phosphatase  test 
for  a  properly  made  pasteurized  process 
cheese  may  be  entirely  negative,  and  in 
no  case  does  a  pasteurized  process  cheese, 
when  tested  by  the  method  de.scribed  in 
finding  22.  show  a  phenol  equivalent  of 
more  than  3  micrograms  per  0.25-gram 
portion.  The  heat  treatment  stops  fur- 
ther curing  of  the  cheese,  and  the  fin- 
ished foods  retain  the  characteristics 
present  at  the  time  of  manufacture.  (R. 
1808-1809.  2284-2291.  2297-2301.  2185- 
2191.  3063-3067.  4039-4042;  Ex.  13.  61) 

113.  Since  pasteurization  is  effected 
during  manufacture.  Cheddar  cheese  for 
manufacturing,  washed  curd  cheese  for 
manufacturing,  colby  cheese  for  manu- 
facturing, granular  cheese  for  manufac- 
turing. Swiss  cheese  for  manufacturing, 
and  brick  cheese  for  manufacturing  are 
suitable  ingredients  for  pasteurized  proc- 
e.ss  cheese.  «R  401.  411.  1995-1996.  2024. 
2724.  2727,  4038-4039) 

114.  Processing  or  blending  operations 
may  increase  the  moisture  content  of  the 
mix  because  of  condensation  of  steam 
used  for  heating  the  mass  and  through 
the  addition  of  ingredients  in  aqueous 
solution.  The  water  so  added  ordinarily 
Increases  the  moisture  content  by  less 
than  1  percent,  and  an  allowance  of  1 
percent  moisture  above  the  maximum 
permitted  in  the  cheese  ingredient  is  rea- 
sonable.    (R.  1964.  1996. 2002, 2025, 3913) 

115.  Pasteurized  process  cheese  may 
be  made  from  different  varieties  of  cheese 
which  do  not  have  the  same  moisture  and 
fat  contents.  With  certain  exceptions. 
It  is  rea.sonable  in  such  cases  that  the 
moisture  content  be  the  arithmetical  av- 
erage of  the  maximum  moisture  contents 
prescribed  for  the  varieties  of  cheeses 
used,  plus  the  allowance  of  1  percent  nec- 
essary for  the  reasons  given  in  finding 
114.     (R. 1993. 2002. 2025. 2605. 2758) 

116.  Establishment  of  a  general  maxi- 
mum limit  on  moisture  in  pasteurized 
process  cheese  will  promote  honesty  and 
fair  dealing  in  the  interest  of  consumers, 
since  varieties  of  natural  cheese  of  very 
high  moisture  content  may  be  used  in 
mixtures  and  would  Introduce  excessive 
amounts  of  water.  A  reasonable  maxi- 
mum limit  on  moisture  is  43  percent,  ex- 
cept as  noted  in  other  findings.  (R. 
1964.  2002.  2025) 

117.  One  type  of  pasteurized  process 
Aeese  made  from  cheddar  cheese, 
washed  curd  cheese,  colby  cheese,  gran- 
ular cheese,  or  mixtures  of  two  or  more 
of  these  varieties  Is  commonly  known  as 
pasteurized  process  American  cheese. 
Consumers  expect  a  pasteurized  process 
chee.se  so  designated  to  possess  charac- 
teristics commonly  associated  with  pas- 


PROPOSED  RULE  MAKING 

teurized  process  cheddar  cheese.  It  is 
reasonable  that  the  maximum  moisture 
content  of  pasteurized  process  American 
cheese  be  40  percent,  and  that  cheddar 
cheese  constitute  at  least  75  percent  of 
the  cheese  Ingredients.  (R.  2002-2004. 
2026,  5079.  5162.  5166) 

118.  A    type    of    pasteurized    process 
cheese  made  from  a  mixture  of  gruyere 
cheese  and  swlss  cheese  was  introduced 
Into  the  United  States  from  Switzerland. 
At  times  it  may  have  been  made  from 
Swiss    cheese    alone.    Later,    processed 
Swiss  cheese  made  in  the  United  States 
was  labeled  at  times  as  process  gruyere 
cheese.    It  was  believed  by  many  in  the 
United   States   that   swiss   cheese   and 
gruyere  cheese  were  the  same  cheese,  but 
made  in  different  areas.    The  evidence 
showed  (fmding  36)  that  gruyere  cheese 
is  a  different  variety  of  cheese  from  swiss 
cheese.    It  will  not  promote  honesty  and 
fair  dealing  in  the  interest  of  consumers 
to    permit    pasteurized     process     swiss 
cheese  to  be  labeled  pasteurized  process 
gruyere  cheese.    Processed  mixtures  of 
gruyere  cheese  and  swiss  chee.se  having 
not  less  than  30  percent  gruyere  cheese 
are    sufficiently    characterized    by    the 
presence  of  gruyere  cheese  to  be  known 
as  pasteurized  process  gruyere  cheese. 
The  fat  content  of  the  solids  of  pasteur- 
ized process  gruyere  cheese  Is  not  less 
than   45   percent.     <R.   536.   2127.  2271. 
4319.    4327-4328.   4331.   4342-4344.   4354. 
4358.  4368.  4621,  5162;  Ex.  26.  76.  79,  112- 
121,  124-127,  223-224) 

119.  Pasteurized  process  gruyere 
cheese  is  sometimes  packaged  In  separate 
units  weighing  less  than  2  ounces.  The 
packaging  of  such  small  sizes  requires  a 
higher  degree  of  fiuidity  than  packaging 
larger  sizes,  and  this  fiuidity  can  at  the 
present  time  be  obtained  only  by  increas- 
ing the  moisture  content  of  these  prod- 
ucts to  not  over  44  percent.  <R.  548-561. 
698-699,  2025.  2127,  2129.  2135.  4338.  4347; 
Ex.  76.  79) 

120.  It  is  not  passible  to  manufacture 
a  generally  acceptable  pasteurized  proc- 
ess limburger  cheese  with  a  moisture 
content  not  exceeding  43  percent,  since 
consumers  expect  pasteurized  process 
limburger  cheese  to  resemble  the  natural 
limburger  chee.se,  whicn  has  a  high  mois- 
ture content  and  is  somewhat  soft.  A 
reasonable  maximum  moisture  content 
of  pasteurized  process  limburger  cheese 
is  51  percent.     (R.  2002.  2025) 

121.  The  fat  content  of  the  solids  of 
pasteurized  process  cheese  made  of  one 
variety  of  cheese.  In  practice,  has  been 
equal  to  that  of  the  variety  of  cheese 
used,  and  it  is  reasonable  to  require  that 
this  practice  be  continued.  It  is  reason- 
able to  require  that  the  fat  content  of 
the  solids  of  a  pasteurized  process  cheese 
made  from  two  or  more  varieties  of 
cheese  be  not  less  than  the  arithmetical 
average  of  the  prescribed  minimum  fat 
contents  of  the  solids  of  the  varieties 
used,  and  in  no  case  less  than  47  percent, 
except  in  case  of  pasteurized  process 
gruyere  cheese  made  from  a  mixture  of 
gruyere  cheese  and  swiss  cheese,  the 
solids  of  which  should  contain  not  less 
than  45  percent  fat.     (R.  2002,  2025) 

122.  The  addition  of  salt  and  emulsi- 
fying agents  during  processing  reduces 
the  fat  content  of  the  solids  of  the  fin- 
ished product.    It  is  customary  to  com- 


pensate, wlien  necessary  for  this  reduc- 
tion in  fat.  by  the  addition  of  cream. 
Since  the  addition  of  large  amounts  of 
cream  would  alter  the  characteristics  of 
the  product,  it  is  reasonable  to  limit  the 
addition  of  cream  to  a  quantity  which 
will  not  lncrea.se  the  fat  content  of  the 
product  by  more  than  5  percent.  (R.  1872. 
1880.  1934-1936.  1980-1981.  1997.  2024) 

123.  Cheeses  of  unusually  low  moisture 
content  are  sometimes  used  in  making 
pasteurized  process  cheese.  To  avoid 
undue  hardness  In  the  resulting  product, 
water  may  be  added  to  the  mix.  The 
use  of  water  in  such  amounts  that  the 
moisture  content  of  the  finished  pasteur- 
ized process  cheese  does  not  exceed  the 
limits  prescribed  is  reasonable.  (R.  1964. 
1996,  2002) 

124.  Abuses  may  arise  when  pasteur- 
ized process  cheese  is  made  from  two  or 
more  varieties  and  named  after  all  va- 
rieties. If  any  variety  is  present  In  only 
a  very  .small  amount.  In  case  a  pas- 
teurized process  cheese  is  made  from  two 
varieties,  it  is  reasonable  to  require  that 
the  weight  of  each  be  at  least  25  percent 
of  the  total  weight  of  cheese  used;  and 
in  case  three  or  more  varieties  are  used. 
It  Is  rea.sonable  that  the  weight  of  each 
variety  be  not  less  than  15  percent  of  the 
total  cheese  weight,  except  when  certain 
highly  flavored  varieties  are  used.  Lim- 
burger cheese,  blue  cheese,  roquefort 
cheese,  and  gorgonzola  chee.se  possess 
very  definite  flavors  which  are  imparted 
to  pasteurized  process  cheese  by  use  of 
lesser  amounts.  Desirable  character- 
istics from  blue,  roquefort.  and  gor- 
gonzola cheeses  are  imparted  by  u.se  of 
10  percent  or  more  of  one  of  these  va- 
rieties in  a  cheese  mix  containing  two 
varieties,  and  by  use  of  5  percent  of  any 
of  these  varieties  in  a  cheese  mix  made 
of  three  or  more  varieties.  The  desired 
flavor  from  limburger  cheese  may  be  im- 
parted if  it  constitutes  5  percent  of  the 
cheese  weight  when  two  varieties  are 
used,  and  if  It  constitutes  3  percent  of 
the  cheese  weight  when  three  or  more 
varieties  are  used.  (R.  2002-2003.  2025. 
2732-2733) 

125.  Salt  and  harmless  artificial  col- 
oring are  used  in  making  pasteurized 
process  cheese,  to  produce  uniformity  in 
seasoning  and  color.     (R.  1996) 

126.  Spices  and  fiavorings  are  some- 
times used  to  produce  characteristic 
flavors  desired  by  certain  consumers. 
The  simulation  of  the  flavor  of  a  cheese 
or  an  aged  cheese  through  addition  of 
spices  or  flavorings  would  be  deceptive, 
and  is  not  in  the  consumer's  interest. 
Consumers  are  interested  in  having  the 
presence  of  spices  or  flavorings  declared 
on  the  label.  <R.  1872-1873.  1875.  1936. 
1942.  1958.  1969.  2001.  2024.  2245) 

127.  Smoked  cheeses  may  be  used  in 
making  pasteurized  proce.ss  cheeses,  or 
the  pasteurized  process  cheeses  may  be 
smoked.  Substances  obtained  by  con- 
densing and  precipitating  wood  smoke 
are  sometimes  added  to  Impart  charac- 
teristics similar  to  those  of  smoked 
cheese.  Appropriate  label  designation  of 
such  added  substance  Is  the  statement 

"With  Added "  the  blank  being 

filled  in  with  the  name  of  the  added  In- 
gredient.   (R.  1984-1985. 2004, 2026. 2876) 

128.  It  is  necessary  for  the  fat  of  pas- 
teurized process  cheese  to  be  uniformly 
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dispersed  and  held  In  suspension.  The 
casein  of  aged  cheeses  Is  In  suitable  form 
to  hold  the  fat  after  processing.  The 
casein  of  many  cheeses  used  does  not 
possess  this  property,  but  It  may  be  ren- 
dered suitable  by  the  action  of  certain 
emulsifying  agents.  Chemicals  which 
have  been  found  suitable  for  this  pur- 
pose are:  monosodium  phosphate,  diso- 
dium  phosphate,  trisodlum  phosphate, 
dipotassium  phosphate,  sodium  citrate, 
potassium  citrate,  calcium  citrate,  so- 
dium tartrate,  sodium  acid  pyrophos- 
phate, tetrasodium  pyrophosphate,  so- 
dium metaphosphate  (sodium  hexameta- 
phosphate),  and  sodium  potassium  tar- 
trate. The  emulsifying  agents  named 
are  used  singly  and  as  mixtures,  but  the 
total  weight  of  emulsifying  agents  re- 
quired does  not  exceed  3  percent  of  the 
weight  of  the  pasteurized  process  cheese. 
Since  emulsifying  agents  may  contain 
combined  water,  or  be  used  In  aqueous 
solution,  It  is  reasonable  that  the  amount 
of  such  agent  used  be  calculated  on  the 
basis  of  its  solids.  Sufficient  evidence 
was  not  adduced  during  the  hearing  to 
determine  the  suitability  of  ammonium 
salts  as  emulsifying  agents.  A  provision 
in  a  definition  and  standard  of  Identity 
for  use  of  any  suitable  harmless  emul- 
sifying agent  would  not  be  In  the  Inter- 
est of  consumers,  since  it  would  not  in- 
sure adequate  prior  testing  of  chemicals 
which  might  be  useful  as  emulsifying 
agents,  and  so  might  result  in  long-con- 
tinued u.se  of  harmful  agents  before  their 
unsuitability  became  known.  <R.  147, 
183.  206,  1859-1863.  1879.  1901.  1910- 
1911.  1923.  1963.  1998-1999.  2024,  2157. 
2161.  2234.  2243.  2276.  2329-2330.  2378- 
2379.  2531-2533,  2638-2639;  Ex.  46-50) 

129.  The  action  of  emulsifying  agents 
may  be  incomplete  If  the  pH  of  the  mix 
being  processed  Is  excessively  high.  The 
pH  can  be  adjusted  by  the  addition  of 
acids,  thereby  Increasing  the  efficiency 
of  the  action  of  the  emulsifying  agent. 
Lactic  acid,  citric  acid,  acetic  acid,  and 
phosphoric  acid  have  been  found  suit- 
able for  pH  adjustment.  Vinegar  may 
be  used  Instead  of  acetic  acid,  but  should 
be  considered  as  acetic  acid  rather  than 
vinegar  as  an  optional  acidifying  In- 
gredient. Reduction  of  the  pH  below 
5.3  does  not  Improve  emulsifying-agent 
action,  and  may  alter  the  characteristic 
flavor  of  the  product.  It  Is  reasonable 
that  the  use  of  acids  be  limited  to  such 
amounts  that  the  pH  of  the  finished 
product  Is  not  below  5.3.  The  proposed 
acidifying  agent,  hydroxy-acetic  acid.  Is 
unsuitable  for  use  in  foods.  tR.  1914- 
1915.  1941.  1947.  1965. 2024.  2873. 4242  » 

130.  The  common  name  of  a  pasteur- 
ized process  cheese  made  from  one  vari- 
ety of  cheese  is  the  name  of  the  variety  of 
cheese  used,  qualified  by  the  words  "pas- 
teurized process."  <R.  2004.  2026.  2273, 
2573-2574.  2612) 

131.  In  the  case  of  pasteurized  process 
cheese  made  from  two  or  more  varieties, 
the  common  or  usual  name  Is  "pasteur- 
ized process."  followed  by  the  names  of 
the  varieties  of  cheese  used.  In  the  order 
of  their  predominance  by  weight;  or 
the  name  may  be  "pasteurized  process." 
followed  by  the  name  of  the  principal 
cheese  used,  this  followed  by  the  words 
"blended  with"   and  the  name  of  the 
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varieties  present  In  lesser  amount.     (R. 
2004,  2021,  2026.  2758) 

132.  The  cheeses  ordinarily  used  for 
processing  are  hard  cheeses,  although 
sometimes  the  semisoft  cheeses  are  used. 
Cream  cheese  and  neufchatel  cheese  are 
often  packed  by  what  Is  called  the  "hot 
pack"  process.  In  the  course  of  which 
the  curd  of  these  cheeses  Is  melted  and 
mixed,  and  gum  used.  It  Is  unnecessary 
to  use  any  chemical  to  soften  the  casein 
of  these  cheeses.  When  so  made,  the 
finished  cheese  Is  not  known  as  a  process 
cheese.  Cream  cheese  and  neufchatel 
cheese  are  not  therefore  proper  starting 
cheeses  for  the  manufacture  of  pasteur- 
ized process  cheeses,  but  may  be  used 
In  pa.steurlzed  blended  cheeses.  (R. 
1820.  1992) 

133.  The  methods  for  determining 
moisture  content  and  fat  content  de- 
scribed In  finding  24,  and  for  determin- 
ing phosphatase  described  In  finding  22. 
are  suitable  for  analysis  of  pasteurized 
process  cheese  and  pasteurized  blended 
cheese.     (R.  2003,  2026) 

134.  There  are  a  few  blended  cheeses 
made  by  comminuting  and  mixing  cheese 
of  the  same  or  two  or  more  varieties 
with  the  aid  of  heat  sufficient  to  pas- 
teurize the  mix  where  no  emulsifying 
agent  is  used.  The  names  of  pasteurized 
blended  cheeses  correspond  to  those  of 
pasteurized  process  cheeses,  except  that 
the  word  "blended"  replaces  the  word 
"process"  In  the  name.  They  are  com- 
monly known  as  paste\n"lzed  blended 
cheese,  and  are  identical  with  pasteurized 
process  chee.se.  except  that  no  emulsify- 
ing agents  or  acidifying  agents  are  used. 
With  the  exception  of  findings  relative 
to  emulsifying  agents  and  acids,  the  find- 
ings with  respect  to  pasteurized  process 
cheese  are  applicable  to  pasteurized 
blended  cheese.     (R.  2604-2607) 

135.  A  number  of  foods  closely  re- 
sembling pasteurized  process  cheese,  but 
differing  from  them  In  that  they  contain 
varying  amounts  of  fruits,  vegetables,  or 
meats  or  mixtures  of  these,  are  now  be- 
ing marketed.  The  number  of  such 
foods  is  Increasing.  The  addition  of 
fruits,  vegetables,  or  meats  Is  for  the 
purpose  of  altering  the  fiavor  and  eating 
characteristics  of  the  pasteurized  process 
cheese  to  varying  degrees.  The  amounts 
of  the  fruits,  vegetables,  or  meats  added 
vary.  and.  except  in  the  case  of  pimentos 
and  canned  and  cooked  meats,  there  is 
Insufficient  evidence  in  the  record  to 
use  as  a  basis  for  establLshlng  limits  on 
the  amounts  which  may  be  added.  The 
minimum  amount  of  a  meat  product 
necessary  to  bring  about  a  change  in 
fiavor  and  eating  quality  Is  about  10  per- 
cent. (R.  1936.  1956-1957,  1970-1971, 
2006.  2326) 

136.  The  fruits  or  vegetables  added 
must  be  properly  prepared,  and  either 
cooked,  canned,  or  dried  before  addition 
to  the  pasteurized  process  cheese.  Meats 
must  be  properly  prepared  and  cooked 
or  canned.    (R.  1972,  1974^975.  2006) 

137.  The  moisture  content  of  pasteur- 
ized process  cheese  may  be  Increased  and 
the  percent  of  milk  fat  in  the  solids  de- 
creased by  the  addition  of  fruits,  vege- 
tables, or  meats.  An  increase  of  1  per- 
cent over  the  maximum  percent  of  mois- 
ture permitted  in  the  pasteurized  process 


cheese  and  a  decrease  of  1  percent  of 
the  milk  fat  content  of  the  solids  are 
sufficient  to  allow  for  the  changes  due  to 
the  addition  of  the  fruits,  vegetables,  or 
meats.  cR.  1961.  1964.  1968.  2007-2008, 
2023) 

138.  Such  foods  are  commonly  desig- 
nated by  the  name  of  the  pasteurized 
process  cheese,  followed  by  the  common 
names  of  the  added  fruits,  vegetables,  or 
meats.  In  order  to  provide  a  uniform 
system  of  designating  these  foods,  it  is 
reasonable  that  the  name  specified  be 
the  name  provided  in  the  definition  and 
standard  of  Identity  for  pasteurized 
process  cheese  for  the  cheese  portion  of 
the  food,  to  which  Is  added  the  state- 
ment "with ,"  the  blank  being 

filled  in  with  the  name  or  names  of  the 
added  fruits,  vegetables,  or  meats.  In 
order  to  prop>erly  Inform  consumers  of 
the  optional  Ingredients  used,  the  re- 
quirement for  label  statement  of  op- 
tional Ingredients  prescribed  for  pas- 
teurized process  cheese  should  also  be 
prescribed  In  the  definition  and  standard 
of  Identity  for  pasteurized  process  cheese 
with  fruits,  vegetables,  or  meats.  (R. 
1956-1957.  2006) 

139.  Where  fat,  other  than  milk  fat. 
is  introduced  Into  the  pasteurized  proc- 
ess cheese  with  fruits,  vegetables,  or 
meats  by  the  addition  of  vegetables  or 
meats,  a  special  method  of  analysis  for 
the  determination  of  the  milk  fat  must 
be  used  instead  of  that  named  in  finding 
133  for  pasteurized  process  clieese.  A 
competent  chemist  can  make  the  deter- 
mination with  reasonable  accuracy.  The 
same  situation  exists  with  respect  to  pas- 
teiu"lzed  process  cheese  foods  with  fruits, 
vegetables,  or  meats,  and  with  respect  to 
pasteurized  process  cheese  spreads  with 
fruits,  vegetables,  or  meats.  (R.  2323- 
2324) 

140.  A  particular  type  of  pasteurized 
process  cheese  is  made  with  pimentos, 
sometimes  spelled  pimientos.  The  pre- 
ferred spelling  appears  to  be  pimento. 
This  food  is  commonly  known  as  pas- 
teurized process  pimento  cheese.  The 
cheese  Ingredient  is  that  commonly 
known  as  pasteurized  process  American 
cheese.  To  this  Is  aded  properly  pre- 
pared pimentos  In  such  quantity  that 
the  weight  of  the  solids  of  the  pimentos 
Is  not  less  than  0.2  percent  of  the  weight 
oT  the  finished  food.  The  moisture  con- 
tent of  pasteurized  process  pimento 
cheese  is  slightly  Increa.sed  over  that  of 
the  pasteurized  process  American  cheese, 
but  Is  not  more  than  41  percent.  The 
fat  content  of  the  solids  is  reduced  .some- 
what by  the  addition  of  the  pimentos, 
but  Is  not  less  than  49  percent.  No 
other  fruit,  vegetable,  or  meat  is  used, 
and  fiavors  and  spices  are  not  used.  <R. 
1936-1937.  1941.  1948.  2007.  2028.  2325) 

141.  In  making  pasteurized  blended 
cheese  with  fruits,  vegetables,  or  meats, 
pasteurized  blended  cheese  Is  used  In- 
stead of  pasteurized  process  cheese. 
Findings  135-139,  with  respect  to  pas- 
teurized process  cheese  with  fruits,  veg- 
etables, or  meats,  are  applicable  to  pas- 
teurized blended  cheese  with  fruits,  veg- 
etables, or  meats. 

142.  A  class  of  foods  similar  in  appear- 
ance and  taste  to  pasteurized  process 
cheese  was  developed  many  years  ago 
and  has  been  sold  in  large  quantities 
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over  a  period  of  years  under  the  name 
"pasteurized  process  cheese  food."  The 
foods  of  this  class  are  essentially  pas- 
teurized process  cheeses  to  which  have 
been  added  milk  or  certain  milk  prod- 
ucts. The  reason  for  this  addition  In 
the  beginning  was  to  create  a  softer 
product  of  somewhat  milder  taste  than 
pasteurized  process  cheese,  and  to  re- 
turn to  the  cheese  food  some  of  the  nu- 
trients of  milk  normally  eliminated  in 
the  manufacture  of  cheese.  The  flavor 
of  these  foods  has  been  further  modified 
at  times  by  the  addition  of  salt  and  of 
sweetening  agents,  and  their  appearance 
has  been  standardized  by  the  addition 
of  artmcial  coloring.  (R.  1813-1815. 
1836.  2294-2295.  2313.  2500.  2536-2537, 
2555. 2709,  4164;  Ex.  14.  97-108) 

143.  The  addition  of  milk  products  in 
liquid  form  tends  to  increase  the  mois- 
ture content  of  a  pasteurized  process 
cheese  and  render  It  softer.  When  milk 
products  are  added  in  the  dry  form, 
additional  water  is  also  usually  added. 
Generally,  the  additional  water  serves 
to  make  a  pasteurized  process  cheese 
food  softer  than  the  corresponding  pas- 
teurized process  cheese.  (R.  2587-2588. 
2591) 

144.  Due  to  the  similarity  of  pasteur- 
ized process  cheese  foods  to  pasteurized 
process  cheeses,  findings  112.  113.  124. 
128.  129.  132.  and  133,  having  to  do  with 
the  preparation  of  pasteurized  process 
cheeses,   are   applicable   to   pasteurized 
proce.ss  cheese  foods.     (R.  147.  183.  206. 
401  411. 1808-1809.  1820.  1859-1863, 1879. 
1901.    1910-1911,    1914-1915,    1923.   1941. 
1947    1963.  1965.  1992.  1995-1996,  1998- 
1999,   2002-2003,   2024,  2025.   2026.   2157. 
2161.  2185-2191.  2234,  2243,  2276,  2297- 
2301.   2309,   2S18.    2319-2320,   2329-2330. 
2378-2379.    2531-2533.    2638-2639.    2724. 
2727.  2732-2733,  2843.  2844.  2873,  3063- 
3067!  4032-4034.  4038-4042.  4242;  Ex.  13. 
61.  46,  50) 

145.  The  characteristics  of  pasteurized 
process  cheese  foods  depend  upon  the 
quantity  of  the  cheese  ingredients  used, 
and  the  total  weight  of  the.se  cheese  in- 
gredients should  be  not  less  than  51  per- 
cent of  the  weight  of  the  finished  food. 
In  general,  the  proportion  of  the  vari- 
tles  of  cheese  In  mixtures  should  be  the 
same  as  In  pasteurized  process  cheeses, 
except  that  the  minimum  for  limburger 
cheese  should  be  the  same  as  for  blue 
cheese  and  gorgonzola  cheese.  (R.  2266, 
2312-2313.  2319-2321) 

146.  Incrca.'^ing  the  moisture  content 
of  a  pasteurized  process  cheese  food  over 
that  of  the  corresponding  pasteurized 
process  cheese  might  result  in  consum- 

'ers'  purchasing  water  In.stead  of  the  more 
expensive  food.  A  maximum  limit  on 
moisture  which  will  permit  sufficient 
softness  but  prevent  the  use  of  excessive 
water  is  44  percent.    (R.  2321.  2485.  2566) 

147.  The  addition  of  such  milk  prod- 
ucts as  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  and  cheese 
whey  lowers  the  fat  content.  In  order 
to  maintain  the  character  of  these  foods. 
It  is  necessary  that  they  contain  sub- 
stantial amounts  of  milk  fat.  A  reason- 
able minimum  limit  for  milk  fat  is  23 
percent.     <R.-a321,  2483.  2485.  2566) 

148.  Milk  products  added  to  pasteur- 
ized process  cheese  in  preparing  pasteur- 
ized process  cheese  foods  vary,  and  var- 


ious mixtures  of  these  Ingredients  are 
used.  Those  in  common  use  are  cream, 
milk,  skim  milk,  or  cheese  whey  or  such 
products  from  which  part  or  most  of  the 
water  has  been  removed.  The  lactose  in 
whey  is  affected  by  long  drying.  Since 
a  pasteurized  process  cheese  food  usually 
contains  some  form  of  whey,  the  method 
for  determining  moisture  prescribed  for 
pasteurized  proce.ss  cheese  is  not  suit- 
able for  a  pasteurized  process  cheese  food 
so  far  as  it  requires  drying  to  a  constant 
weight.  The  method  will  be  suitable  for 
a  pasteurized  process  cheese  food  if  dry- 
ing is  restricted  to  5  hours.  <R.  2281. 
2294-2295.  2486.  2525.  2601.  4034.  4037. 
4043-4045) 

149.  Proposals  were  made  to  permit 
the  addition  to  process  cheese  foods  of  a 
product  prepared  from  cheese  whey 
known  as  "albumin."  This  is  a  normal 
constituent  of  milk,  has  significant  nu- 
tritive value,  and  appears  to  be  suitable 
for  such  use.  It  was  also  proposed  to 
permit  the  addition  of  lactose.  No  show- 
ing was  made  as  to  how  this  would  be  of 
any  advantage  to  the  consumer.  (R. 
2315.  2483.  2521-2522.  3173) 

150.  It  was  proposed  that  foods  made 
wholly  of  skim  milk  and  designated  as 
skim  milk  cheese  for  manufacturing  be 
permitted  to  be  used  as  an  optional  dairy 
Ingredient  in  the  manufacture  of  pas- 
teurized process  cheese  foods.  The  use 
of  such  a  product  in  a  pasteurized  process 
cheese  food  could  result  in  the  produc- 
tion of  a  food  which  would  have  the  same 
composition  as  a  pasteurized  process 
cheese  made  from  a  part-skim  milk 
cheese.  This  differs  from  the  normal 
pasteurized  process  cheese  food  prepared 
by  adding  to  the  cheese  ingredient  con- 
stituents of  milk  other  than  the  casein. 
(R.  2902.  2910.  2999.  5223,  5225.  5392) 

151.  In  addition  to  the  milk  products 
primarily  used  for  their  nutritive  prop- 
erties, certain  sweetening  agents  were 
proposed  as  optional  ingredients  of  pas- 
teurized process  cheese  foods.  There  is 
no  need  for  such  ingredients  in  pas- 
teurized proce.ss  chee.se  foods.  <R.  2315, 
2483.  2485.  2523,  2587.  2596-2597,  2828- 
2829) 

152.  The  Ingredients  used  In  addition 
to  the  natural  cheese  in  manufacturing 
pasteurized  process  cheese  foods  are  less 
expensive  than  cheese,  and  a  pasteurized 
process  cheese  food  on  a  pound  basis 
ordinarily  sells  for  less  than  a  corre- 
sponding pasteurized  process  cheese. 
Because  pasteurized  process  cheese  foods 
are  similar  in  appearance  and  taste  to 
pasteurized  process  cheese,  the  less  ex- 
pensive product  at  times  has  been  in- 
tentionally substituted  for  the  more  ex- 
pensive product  in  sales  to  consumers. 
This  type  of  substitution  is  a  form  of 
unfair  competition  and  a  fraud  on  con- 
sumers. Proposals  were  made  to  in- 
clude in  the  definition  and  standard  of 
Identity  for  pasteurized  process  cheese 
foods  specifications  for  regulating  the 
shape  and  j>ize  of  pasteurized  process 
cheese  foods  so  as  to  lessen  the  possibility 
of  substitution.  It  is  recognized  that  the 
abuse  complained  of  does  exist  to  some 
extent.  If  effective  measures  could  be 
adopted  to  curb  this  deceptive  practice. 
It  would  be  in  the  interest  of  consumers. 
However,  the  evidence  does  not  show 
that  shape  or  size  specifications  for  pas- 


teurized process  cheese  foods  would  be 
more  likely  to  accomplish  the  desired 
purpose  than  proper  labeling  require- 
ments. *R.  2264-2265,  2321.  2339.  2360. 
2434.  2500-2501.  2585-2586.  3187-3188, 
3195.  3199-3200.  3238-3239.  5230) 

153.  The  differentiation  of  pasteurized 
process  cheese  foods  from  pasteurized 
process  cheese  has  not  always  been  sat- 
isfactory.   Several  years  ago  by  statute 
Wisconsin  set  up  certain   labeling  re- 
quirements which  have  been  generally 
observed  by  manufacturers  of  pasteur- 
ized process  cheese  foods.    Among  other 
things   these  regulations   required   the 
names  of  the  different  ingredients  used 
to  be  stated  on  labels.     This  type  of 
labeling  has  been  helpful  in  enabling 
consumers  to  differentiate  between  pas- 
teurized process  cheese  foods  and  pas- 
teurized process  cheese.    It  will  promote 
honesty  and  fair  dealing  in  the  interest 
of    consumers    for   the    definition    and 
standard  of  identity  for  pasteurized  proc- 
ess cheese  foods  to  provide  those  labeling 
requirements  as  to  optional  ingredients 
which  are  provided  in  the  definition  and 
standard    of    identity    for    pasteurized 
process  cheese  and  In  addition  thereto  to 
provide  that  the  labels  for  pasteurized 
process  cheese  foods  show  the  names  of 
the   cheese    Ingredients,    the    milk    in- 
gredients, the  emulsifying  agents,  and 
the  acidifying  agents,  if  any.  which  are 
used.      (R.   2264-2265,  2340,   2360.   2492, 
2506.  2562;  Ex.  14) 

154.  The  amount  of  acidifying  agent 
added  is  commonly  calculated  upon  the 
basis  of  its  effect  on  the  pH  of  the  finished 
food.  The  quantity  added  may  be  some- 
what greater  than  in  pasturized  proce.ss 
cheese  but  should  not  exceed  the  amount 
necessarv  to  reduce  the  pH  to  5  0.  (R, 
2313-2314.2483) 

155.  By  adding  fruits,  vegetables,  or 
meats  or  mixtures  of  these  to  pasteur- 
ized process  cheese  foods,  other  foods  of 
different  flavor  and  eating  characteristics 
are  prepared.  The  amounts  of  added  in- 
gredients used  vary,  and  there  is  InsufiB- 
cient  evidence  in  the  record  to  use  as  a 
basis  for  prescribing  limits  on  the 
amounts  of  fruits  or  vegetables  added. 
The  minimum  percent  of  a  meat  product 
neces-sary  to  bring  about  a  change  In 
flavor  and  eating  quality  is  about  10 
percent.  (R.  1936.  1957.  1970-1975.  2006, 
2326) 

156.  The  addition  of  these  ingredients 
may  affect  the  moisture  content  of  a 
pasteurized  process  cheese  food.  The 
effect  of  such  addition  on  the  moisture 
content,  however,  is  easily  compensated 
by  altering  the  proportions  of  other 
non-cheese  ingredients,  and  an  allow- 
ance for  additional  moisture  is  not 
necessary,  and  would  not  be  in  the  inter- 
est of  consumers.  It  Is  reasonable  to 
require  that  the  maximum  moisture  con- 
tent of  a  pasteurized  process  cheese  food 
with  fruits,  vegetables,  or  meats  be  44 
percent.  The  percent  of  milk  fat  is 
decreased  by  the  addition  of  such  in- 
gredients, and  a  decrease  of  1  percent 
in  the  milk-fat  content  is  sufficient  to 
allow  for  the  effect  of  the  addition  of 
fruits,  vegetables,  or  meats,  giving  a 
minimum  milk-fat  content  of  22  per- 
cent.    (R.  2323-2324) 

157.  The  name  of  this  class  of  food 
Is  "pasteurized  process  cheese  food  with 
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"  the  blank  being  filled  in  with 

the  name  or  names  of  the  added  fruits, 
vegetables,  or  meats.  (R.  1956-1957, 
1975.2006) 

158.  Finding  153  with  respect  to 
label  declaration  of  optional  ingredients 
In  pasteurized  process  cheese  foods  Is 
applicable  to  pasteurized  process  cheese 
foods  with  fruits,  vegetables,  or  meats. 
(R.  2264-2265.  2340,  2360.  2492,  2506. 
2562;  Ex.  14) 

159.  A  class  of  food  similar  to  pasteur- 
ized process  cheese  food,  but  somewhat 
softer  and  easier  to  spread  (largely  by 
reason  of  a  higher  moisture  content)  has 
been  manufactured  and  sold  for  several 
years.  The  common  name  for  such  a 
food  is  pasteurized  process  cheese  spread. 
(R.  1817-1818,  2234-2236.  2240.  2246- 
2247,  2249.  2327.  2557-2558) 

160.  Pasteurized   process   cheese 
spreads  can  be  made  so  that  they  resem- 
ble pasteurized  process  cheese  or  pas- 
teurized process  cheese  foods.    However, 
the  texture  of  the   pasteurized  cheese 
spreads  and  the  form  of  package  are  in 
general   sufiBcient   to   distinguish   them 
from  such  other  foods.    Since  pasteur- 
ized  process  cheese  spreads  contain  a 
larger  proportion  of  water,  it  is  desirable 
that  they  be  readily  distinguishable  from 
pasteurized  process  cheeses  and  pasteur- 
ized proce.ss  cheese  foods,  to  prevent  de- 
ception of  consumers  and  unfair  com- 
I>etltlve  practices.    Proposals  were  made 
to  have  the  definition  and  standard  of 
Identity  for  pasteurized  process  cheese 
spreads    specify    distinctive    sizes    and 
shapes  which  would  tend  to  lessen  or 
make  impossible  the  substitution  of  pas- 
teurized process  cheese  spreads  for  other 
foods  containing  cheese.    Although  It  is 
very  desirable  to  lessen  the  likelihood  of 
deception  in  connection  with  the  sale  of 
similar  foods,  the  evidence  does  not  show 
that  prescribing  any  of  the  forms  and 
shapes    recommended    for    pasteurized 
process  cheese  spreads  would  be  more 
likely  to  accomplish  the  desired  purpose 
than   proper   labeling.    Proposals   were 
also  made  to  specify  that  pasteurized 
process  cheese  spreads  be  spreadable.  but 
no  evidence  was  entered  in  the  record 
that  would  afford  a  basis  for  providing 
an  objective  measurement  of  this  prop- 
erty.    (R.    2237.    2257.    2262-2263.   2327. 
2338-2339.  2371.  2644-2645.  2847.  2877 » 

161.  The  findings  numbered  112.  113. 
124.  128.  129.  132.  133.  and  148  dealing 
with  pasteurization,  use  of  cream,  use  of 
cheese  for  manufacturing,  phosphatase 
test,  fat  and  moisture  tests,  amount  and 
character  of  chee.se  ingredients,  emulsi- 
fiers.  and  optional  dairy  ingredients  are 
applicable  to  pasteurized  process  cheese 
.spreads.  (R.  270,  379.  402-403.  943-944. 
1166-1168.  2246.  2255,  2262.  2263.  2266. 
2337. 2475.  2603. 2616. 2644.  2781. 2801) 

162.  The  softer  texture  characteristic 
of  pa.steurized  process  cheese  spreads  Is 
largely  due  to  the  addition  of  water.  Un- 
limited use  of  water  would  not  be  in  the 
Interest  of  con.sumers.  A  limit  on  mois- 
ture which  will  permit  .sufficient  .softness 
Is  a  maximum  of  60  percent.  <R.  1818, 
2235.  2240.  2248-2249.  2273) 

163.  In  order  to  prevent  leakage  of  wa- 
ter from  cheese  spreads,  gums  or  similar 
Water-retaining  sub.stances  may  be  used. 
The  following  substances,  or  mixtures  of 
two  or  more  of  these  substances,  are  suit- 
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able  for  such  use:  Carob  bean  gum,  gum 
karaya,  gum  tragacanth.  guar  gum.  gela- 
tin, carboxymethylcellulose,  carrageen, 
oat  gum.  algin  (sodium  alginate),  and 
propylene  oxide  ester  of  alglnlc  acid. 
The  total  amount  of  water-retaining 
substances  used  should  not  exceed  0.8 
percent.  (R.  2210.  2214.  2222.  2224-2225. 
2250.  2333-2338.  2618.  2639,  3123-3132) 

164.  Instead  of,  or  In  addition  to, 
changes  in  flavor  brought  about  by  use 
of  one  or  more  optional  dairy  ingredients, 
a  sweetening  agent  may  be  added,  in 
small  amounts.  Suitable  for  such  use 
are:  Sugar,  dextrose,  corn  sugar,  corn 
sirup,  corn  sirup  solids,  maltose,  malt 
sirup,  and  hydrolyzed  lactose.  (R.  2223- 
2224.  2315.  2597-2598.  2645-2646.  2829, 
2839-2840.  3154) 

165.  Since  the  moisture  content  of  pas- 
teurized process  cheese  spreads  is  higher 
than  that  of  pasteurized  process  cheese 
foods,  the  fat  content  is  reduced.  In 
order  to  prevent  abuses,  it  is  necessary  to 
prescribe  a  minimum  limit  for  milk  fat. 
It  is  reasonable  to  require  that  it  be  not 
less  than  20  percent.  ( R.  2234.  2248,  2783 ) 

166.  If  pasteurized  process  cheese 
spread  were  made  by  adding  emulsifying 
agents,  water,  and  additional  milk  prod- 
ucts to  cream  Cheese,  it  would  be  essen- 
tially a  diluted  cream  cheese  which  failed 
to  comply  with  the  standard  for  cream 
cheese,  since  by  definition  several  milk 
products  containing  water  may  be  added 
to  cream-cheese  curd  to  make  the  .so- 
called  hot-pack  cream  cheese,  provided 
the  finished  food  contains  not  more  than 
55  percent  moisture  and  not  less  than  33 
percent  milk  fat.  There  Is  no  need  for 
an  emulsifying  agent  In  this  type  of 
cheese.  The  situation  with  respect  to 
neufchatel  cheese  Is  similar.  It  Is  there- 
fore rea.sonable  to  provide  that  neither 
cream  cheese  alone  nor  neufchatel  cheese 
alone  nor  combinations  of  these  two 
cheeses  without  other  cheeses  be  used  in 
preparing  pasteurized  process  cheese 
spreads.  (R. 1820-1822. 1827-1828. 2230- 
2231.  2248,  2327-2330.  2475.  2615) 

167.  Acidifying  ingredients  used  in 
pasteurized  process  cheese  spreads  im- 
part a  flavor,  enhance  the  actlqn  of 
emulslfiers.  and  also  act  as  a  preservative 
to  inhibit  the  growth  of  certain  bacteria 
in  the  product.  They  may  be  added  in 
such  amount  that  the  pH  of  the  product 
is  not  below  4.  The  acids  named  in  find- 
ing 129  are  suitable.  Vinegar  may  be 
used  Instead  of  acetic  acid,  but  should 
be  considered  as  acetic  acid  rather  than 
vinegar,  as  an  optional  acidifying  in- 
gredient. (R.  2225.  2234.  2246.  2248. 2255, 
2331-2332,  2616) 

168.  It  is  necessary  that  the  consumer 
be  Informed  regarding  the  optional  in- 
gredients of  pasteurized  proce.ss  cheese 
spreads,  to  avoid  confusion  with  other 
similar  foods.  Label  declaration  of  the 
cheese  ingredient;  the  dairy  Ingredient; 
any  emulsifying  agent,  water,  and  water- 
retaining  substance;  acidifying  agent. 
and  sweetening  agent  by  their  common 
or  usual  names  will  adequately  inform 
the  consumer  in  this  respect.  When  an 
acidfying  agent  is  used,  a  supplementary 
statement  that  It  is  a  chemical  preserva- 
tive is  required  by  section  403  (k)  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act. 
(R.  2231.  2255) 
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169.  A  number  of  foods  closely  re- 
sembling pasteurized  process  cheese 
spreads,  but  differing  from  them  in  that 
they  contain  varying  amounts  of  fruits, 
vegetables,  or  meats,  are  now  being  mar- 
keted. These  foods  form  a  large  pro- 
portion of  the  spreadable  foods  made  in 
part  from  cheese.  (R.  2225,  2246.  2331- 
2332.  2616) 

170.  The  addition  of  fruits,  vege- 
tables, or  meats  is  for  the  purpo.se  of 
altering,  in  varying  degrees,  the  appear- 
ance, flavor,  and  eating  characteristics 
of  the  pasteurized  process  cheese  spreads. 
Otherwise,  they  are  similar  in  all  re- 
spects to  pasteurized  process  cheese 
spread.  The  amounts  of  fruits,  vege- 
tables, or  meats  added  vary,  and  there  is 
suflBcient  evidence  in  the  record  to  use 
as  a  basis  for  establishing  limits  on  the 
amounts  of  fruits  or  vegetables  added. 
The  minimum  amount  of  meat  neces- 
sary to  bring  about  a  change  in  flavor 
and  eating  quality  is  about  10  percent. 
(R.  1936.  1956-1957.  1970-1971.  2373) 

171.  The  addition  of  fruits,  vege- 
tables, or  meats  to  a  pasteurized  process 
cheese  spread  affects  the  moisture  and 
fat  contents  of  the  finished  food.  Any 
increase  in  moisture  or  decrease  in  fat 
content  due  to  addition  of  these  ingredi- 
ents can  readily  be  offset  by  varying  the 
proportions  of  other  ingredients,  without 
altering  the  identity  of  the  food,  and  no 
allowance  for  changes  of  moisture  con- 
tent or  fat  content  is  nece.ssary.  (R. 
2225-2226,  2246.  2263.  2620.  2643) 

172.  The  common  name  of  a  food  of 
this  type  is  the  name  of  the  pasteurized 
process  cheese  spread,  combined  with  the 
common  names  of  the  added  fruits,  vege- 
tables, or  meats.  In  order  to  provide  a 
uniform  system  of  designating  these 
foods,  it  is  reasonable  that  the  name 
specified  be  the  name  provided  In  the 
definition  and  standard  of  identity  for 
pasteurized  process  cheese  spreads,  to 
which   is   added   the   statement   "With 

••  the  blank  being  filled  in  with 

the  name  or  names  of  the  added  fruits, 
vegetables,  or  meats.  In  order  to  prop- 
erly inform  con.sumers.  the  require- 
ments for  label  statement  of  optional 
Ingredients  provided  for  pasteurized 
process  cheese  spreads  should  also  be 
made  applicable  to  pasteurized  process 
cheese  spreads  with  fruits,  vegetable,  or 
meats.    (R.  2373.  2617) 

173.  There  are  on  the  market  a 
number  of  foods  prepared  by  adding 
fruits,  vegetables,  or  meats  to  cream 
cheese  or  neufchatel  cheese.  At  the 
present  time  there  are  no  definitions  and 
standards  of  identity  for  such  foods. 
In  the  case  of  tho.se  foods  made  in  part 
from  cream  cheese,  they  may  be  desig- 
nated on  their  labels  as  cream  cheese, 
with  the  name  of  the  added  vegetable, 
fruit,  or  meat,  for  example.  "Cream 
Cheese  and  Pineapple";  or  they  may  be 
designated  as  some  type  of  cream  cheese 
spread.  If  cream  cheese  is  not  per- 
mitted to  be  used  in  foods  designated  as 
pasteurized  process  cheese  spreads  with 
fruits,  vegetables,  or  meats,  the  status 
of  these  foods  is  uncertain.  To  leave 
them  without  standards  might  result  in 
abuses.  To  provide,  however,  that  a 
cheese  spread  prepared  from  cream 
cheese  and  fruits,  vegetables,  or  meats 
may    have    as    much    as    60    percent 
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moisture  and  as  little  as  20  percent  milk 
fat  would  make  It  possible  to  dilute  a 
cream  cheese  into  a  range  of  neufchatel 
cheese,  which  is  not  In  the  interest  of 
consumers,  since  It  would  break  down 
the  distinction  between  cream  cheese 
and  neufchatel  cheese.  It  is  reason- 
able, therefore,  to  provide  a  definition 
and  standard  of  identity  for  these  pas- 
teurized soft  uncured  cheese  spreads 
with  fruits,  vegetables,  or  meats.  These 
foods  are  commonly  made  either  from 
cream  cheese  or  neufchatel  cheese,  with- 
out the  use  of  emulsifying  agents.  The 
cheese  ingredient  Is  either  cream  cheese 
alone  or  neufchatel  cheese  alone.  Find- 
ing 139  with  respect  to  pasteurized 
process  cheese  spreads  is  applicable  to 
these  spreads.  Where  cream  cheese  is 
the  cheese  Ingredient,  the  moisture 
should  not  exceed  56  percent,  and  the 
milk-fat  content  should  not  be  less  than 
32  percent;  where  neufchatel  cheese  is 
used,  the  moisture  content  does  not  ex- 
ceed 65  percent,  and  the  milk-fat  con- 
tent is  not  less  than  20  percent.  The 
name  of  these  foods,  where  cream  cheese 
Is  the  cheese  ingredient,  is  "Pasteurized 
Cream  Cheese  With  ."  or  "Pas- 
teurized   Cream    Cheese    Spread    With 

"  the  blank  being  filled  In  with 

the  name  or  names  of  the  fruit,  vege- 
table, or  meat  used.  In  case  neufchatel 
cheese  is  the  cheese  ingredient,  the  name 
Is  "Pasteurized  Neufchatel  Cheese  With 

,"     or     "Pasteurized     Neufchatel 

Cheese  Spread  With "  the  blank 

In  either  case  being  filled  in  with  the 
name  or  names  of  the  fruit,  vegetable,  or 
meat  used.  (R.  1822.  1827-1828.  2252. 
2273.  2327-2328.  2330.  2333.  2338.  2475. 
2615.  2617.  2644,  2782-2783,  2963.  4040, 
4042) 

174.  It  is  customary  to  add  acidifying 
agents  for  the  purpose  of  affecting  the 
flavor  and  acting  as  a  preservative.  The 
adds  listed  In  finding  129  are  suitable 
for  this  purpose,  and  such  acids  may  be 
added  In  an  amount  so  that  the  pH  of 
the  product  Is  not  less  than  4.  Water- 
retaining  substances  in  addition  to  those 
provided  for  in  cream  cheese  and  neuf- 
chatel cheese  by  J§  19.515  and  19.520  are 
suitable  for  use  In  these  spreads.  They 
are  guar  gum.  oat  gum.  carrageen,  and 
propylene  oxide  ester  of  alginic  acid. 
<R.  1829.  222&-2226.  2234-2235.  2331- 
2333.  2616) 

175.  A  food  prepared  by  comminut- 
ing and  mixing  cheese  of  one  or  more 
varieties,  without  the  aid  of  heat.  Is  com- 
monly known  as  cold-pack  cheese,  club 
cheese,  or  comminuted  cheese.  The  soft 
cheeses,  such  as  cream  cheese,  neufcha- 
tel cheese,  cottage  cheese,  creamed  cot- 
tage cheese,  and  skim  milk  cheese  for 
manufacturing,  are  not  used.  A  primary 
purpose  of  the  manufacturer  of  cold- 
pack  cheese  Is  to  make  a  product  which 
can  be  readily  packaged,  possessing  uni- 
form flavor  and  texture,  and  easily 
handled  by  users.  The  curing  of  the 
cheeses  continues  after  mixing.  (R. 
1819-1820.  2227-2228 > 

176.  The  manufacture  of  cold-pack 
cheese  does  not  Include  pasteurization 
of  the  food.  Cheeses  which  have  not 
been  made  from  pasteurized  milk,  or 
which  have  not  been  stored  for  at  least 
60  days  at  a  temperature  of  not  less  than 
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35*  P.,  are  not  suitable  for  use  as  in- 
gredients.    (R.  1819;  finding  21) 

177.  If  cold-pack  cheese  is  made  from 
one  variety  of  cheese.  It  Is  reasonable  to 
require  that  the  fat  and  moisture  limits 
be  the  same  as  those  of  the  variety  from 
which  it  Is  made.  If  cold-pack  cheese 
is  made  from  two  or  more  varieties  of 
cheese,  it  is  reasonable  to  require  that 
the  moisture  content  of  the  finished  food 
not  exceed  the  arithmetical  average  of 
the  maximum  moisture  contents  pre- 
scribed by  definitions  and  standards  of 
identity,  if  any  there  be,  for  the  varieties 
of  cheese  used,  and  that  the  fat  content 
of  the  solids  be  not  less  than  the  arith- 
metical average  of  the  minimum  fat 
contents  prescribed  for  the  varieties  of 
cheese  used.  Moisture  and  fat  can  be 
accurately  determined  by  the  method 
prescribed  with  respect  to  cheddar  cheese 
(5  19.500  (d) ).     <R.  2227,  2374-2375) 

178.  Finding  124.  with  respect  to  use 
of  various  proportions  of  cheese  of  dif- 
ferent varieties  In  pasteurized  process 
cheese,  is  applicable  to  cold-pack  cheese. 
(R.  2374) 

179.  Water  Is  sometimes  used  in  pre- 
paring cold-pack  cheese,  to  give  uniform 
composition  and  texture  In  the  finished 
food.  Salt  is  sometimes  used  for  season- 
ing, and  color  Is  sometimes  used  to  give 
uniformity  in  appearance  to  the  finished 
food.  Cold-pack  cheese  is  subject  to 
spoilage,  even  when  refrigerated.  Its 
keeping  qualities  are  Improved  by  adjust- 
ing the  acidity  to  a  pH  of  not  less  than 
4.5  by  use  of  the  acidifying  agents  used 
in  pasteurized  process  cheese  spreads. 
(R.  1942-1943.  1949-1951,  2227-2228. 
2374:  finding  129) 

180.  Cold-pack  cheese  may  be  smoked, 
or  contain  substances  prepared  by  con- 
densing or  precipitating  wood  smoke. 
Finding  127,  with  respect  to  the  use  of 
cheese  Ingredients  which  have  been 
smoked  or  to  which  have  been  added  sub- 
stances prepared  by  condensing  or  pre- 
cipitating wood  smoke  and  to  label  dec- 
laration of  these  Ingredients  in  pasteur- 
ized process  cheeses,  are  applicable  to 
cold-pack  cheeses.     (R.  1985) 

181.  The  common  name  of  this  food  Is 

"Cold  Pack Cheese"  or  " 

Club  Cheese"  or  "Comminuted   

Cheese."  the  blanks  being  filled  In  with 
the  name  of  the  variety  or  varieties,  In 
order  of  predominance  by  weight,  of 
cheese  used.  (R.  1819.  1949.  2227-2228, 
2691.  2847) 

182.  Definitions  and  standards  of  Iden- 
tity were  proposed  for  cold-pack  cheese 
foods  and  cold-pack  cheese  foods  with 
fruits,  vegetables,  or  meats.  The  evi- 
dence showed  that  a  cold-pack  product 
having  a  composition  similar  to  that  pro- 
posed for  a  cold-pack  cheese  food  is  made 
and  sold  under  a  trade  name.  The  evi- 
dence does  not  show  that  consumers  are 
aware  of  the  composition  of  such  a  prod- 
uct. The  need  for  definitions  and  stand- 
ards of  Identity  for  these  foods  was  not 
clearly  shown.  (R.  1821.  2378.  2832- 
2833.  2847.  3136-3138) 

Conclusions.  Upon  consideration  of 
the  whole  record  and  the  foregoing  find- 
ings of  fact,  it  Is  concluded  that  the 
adoption  of  the  following  definitions  and 
standards  of  identity  for  various  varie- 
ties of  cheese,  classes  of  cheese,  proc- 
essed   cheese,    cheese     foods,     cheese 


spreads,  and  related  products  will  pro- 
mote honesty  and  fair  dealing  in  the  in- 
terest of  consumers: 

I  19.500    Cheddar     cheese,     cheese; 
identity,     (a)  Cheddar  cheese,  cheese, 
is  the  food  prepared  from  milk  and  other 
Ingredients  specified  In  this  section,  by 
the  procedure  set  forth  In  paragraph  <b) 
of  this  section,  or  by  another  procedure 
which  produces  a  finished  cheese  having 
the  same  physical  and  chemical  proper- 
ties as  that  produced  when  the  procedure 
set  forth  In  paragraph  (b)  of  this  sec- 
tion Is  used.    It  contains  not  more  than 
39  percent  of  moisture,  and  its  solids  con- 
tain not  less  than  50  percent  of  milk  fat, 
as  determined  by  the  methods  prescribed 
in  paragraph  (c)  of  this  section.    If  the 
milk  used  Is  not  pasteurized,  the  cheese 
so  made  is  cured  at  a  temperature  of  not 
less  than  35'  F.  for  not  less  than  60  days, 
(b)  Milk,  which  may  be  pasteurized  or 
clarified   or   both,   and   which   may   be 
warmed,  is  subjected  to  the  action  of 
harmless  lactlc-acld-producing  bacteria, 
present  In  such  milk  or  added  thereto. 
Harmle.ss    artificial    coloring    may    be 
added.    Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  Is  added  to  set 
the  milk  to  a  seml-solld  mass.    The  mass 
Is  so  cut.  stirred,  and  heated,  with  con- 
tinued stirring,  as  to  promote  and  regu- 
late the  separation  of  whey  and  curd. 
The  whey  Is  drained  off.  and  the  curd 
is  matted  Into  a  cohesive  mass.     The 
mass  is  cut  into  slabs,  which  are  so  piled 
and  handled  as  to  promote  the  drainage 
of  whey  and  the  development  of  acidity. 
The  slabs  are  then  cut  Into  pieces,  which 
may  be  rinsed  by  sprinkling  or  pouring 
water  over  them,  with  free  and  continu- 
ous drainage;  but  the  duration  of  such 
rin-slng  Is  so  limited  that  only  the  whey 
on  the  surface  of  such  pieces  Is  removed. 
The    curd    Is    salted,    stirred,    further 
drained,    and    pressed    into    forms.    A 
harmless  preparation  of  enzymes  of  ani- 
mal or  plant  origin,  which  Is  capable  of 
aiding  In  the  curing  or  development  of 
flavor  of  Cheddar  cheese,  may  be  added 
during  the  procedure.  In  such  quantity 
that  the  weight  of  the  solids  of  such 
preparation  Is  not  more  than  0.1  percent 
of  the  weight  of  the  milk  used. 

(c)  Determine  moisture  by  the  method 
prescribed  on  page  336  (22.124),  under 
"Moisture — Official,"  and  milk  fat  by  the 
method  prescribed  on  page  337  (22.130) 
under  "Fat— Official,"  of  "Official  and 
Tentative  Methods  of  Analysis  of  the  As- 
sociation of  Official  Agricultural  Chem- 
ists," Sixth  Edition,  1945.     Subtract  the 
percent  of  moisture  found  from  100;  di- 
vide the  remainder  Into  the  percent  milk 
fat  found;   the  quotient   multiplied  by 
100  shall  be  considered  to  be  the  percent 
of  milk  fat  contained  In  the  solids. 
(d>  For  the  purposes  of  this  section: 
(1)  The  word  "milk"  means  cow's  milk, 
which  may  be  adjusted  by  separating 
part  of  the  fat  therefrom  or  by  adding 
thereto  one  or  more  of  the  following: 
Cream,   skim   milk,   concentrated   skim 
milk,  nonfat  dry  milk  solids,  water  In  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  used. 
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(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  If  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  F. 
for  a  period  of  not  less  than  30  minutes, 
or  at  a  time  and  temperature  equivalent 
thereto  in  phosphatase  destruction. 
Ch'^ddar  chee.se  shall  be  deemed  not  to 
have  been  made  from  pasteurized  milk 
If  0.25  gm.  shows  a  phenol  equivalent 
of  more  than  3  micrograms,  when  tested 
by  the  method  prescribed  in  paragraph 
(e)  of  this  section. 

(e)  The  method  referred  to  in  para- 
graph (d)  (2)  of  this  section  is  as  fol- 
lows: 

Reagents — 1.  Buffers:  a.  Barium  horate- 
hydroxide  buffer.  Dissolve  25  0  gm.  of  C.  P. 
barium  hydroxide  (Ba(OHi,-8H  O.  fresh,  not 
deteriorated)  in  distilled  water  and  dilute  to 
600  ml.  Dissolve.  In  another  flask  or  cylin- 
der, 110  gm.  of  C.  P.  boric  acid  (H,BO,)  and 
dilute  to  500  ml.  Warm  each  to  50"  C.  (122" 
P.).  mix  the  two  together,  stir,  cool  to  ap- 
proximately 20"  C.  (68*  P.).  filter,  and  stop- 
per the  filtrate  tightly  (pH  approximately 
10.6).  The  buffer  prepared  thus  Is  desig- 
nated as  the  25-11  buffer,  the  figures  indi- 
cating the  grams  per  liter  of  each  of  the 
respective  reagents. 

b.  Color  development  buffer.  Dissolve  6  0 
gm.  of  sodium  metaborate  (NaBO  )  and  20 
gm.  of  sodium  chloride  In  water  and  dilute 
to  a  liter  with  water  (pH  9.8i . 

c.  Color  dilution  buffer.  Dilute  100  ml.  of 
color  development  buffer  1-b  to  a  liter  with 
water. 

d.  Standard  borax  buffer,  O.Ql-Molar,  for 
checking  pH  meter— pH  9.18  at  25°  C  Dis- 
solve Q9603  gm.  of  pure  borax  (Bureau  of 
Standards  Sample  187)  In  distilled  water 
(distilled  recently  or  freshly  boiled  and 
cooled)  and  dilute  to  250  ml.  Keep  stop- 
pered tightly. 

2.  Buffer  substrates:  Specify  phenol-free 
crystalline  dlsodlum  phenyl  phosphate. 

a.  For  evaluating  pasteurization.  Dissolve 
0.10  gm.  of  the  phenyl  phosphate  In  100  ml. 
of  the  appropriate  (taft>le  1)  barium  borate- 
hydroxlde  buffer  1-a. 

b.  For  quantitatii^e  results  with  raW'milk 
cheese.  Dissolve  0.20  grti.  of  the  phenyl  phos- 
phate In  100  ml.  of  the  appropriate  (table  1) 
barium  borate-hydroxlde  buffer  1-a. 

3.  Protein  precipitants:  a.  Zinc  -  copper 
precipitant  for  unripened  cheese.  Dissolve 
6.0  gm.  of  zinc  sulfate  (ZnSO.-THO)  and 
0.1  gm.  of  copper  sulfate  (CuSO,-5HO)  In 
water  and  dilute  to  100  ml.  with  water.  The 
precipitant  prepared  thus  is  designated  as 
the  6  0-0.1  precipitant. 

4.  BQC  {2.6-dibromoquinonechloroimine 
solution)  (Gibbs'  reagent):  Dissolve  40  mg. 
of  BQC  powder  In  10  ml.  of  absolute  ethyl 
or  methyl  alcohol  and  transfer  to  a  dark- 
colored  dropper  bottle.  This  reagent  remains 
stable  for  at  least  a  month  If  kept  in  the  ice 
tray  of  a  refrigerator.  Do  not  use  It  after  It 
begins  to  turn  brown. 

6.  Other  reagents:  a.  Copper  sulfate, 
0.05 ""'r.  for  standards.  Dissolve  0.05  gm.  of 
copper  sulfate  in  water  and  dilute  to  100  ml. 

b.  Butyl  alcohol.  Specify  n-butyl  alcohol, 
boiling  point  116'-118°  C.  To  adjust  the 
pH,  mix  50  ml.  of  the  color  development 
buffer  1-b  with  a  liter  of  the  butyl  alcohol. 

6.  Phenol  standards:  (a)  Stock  solution. 
Weigh  accurately  1.000  gm.  of  pure  phenol 
and  transfer  to  a  liter  flask  with  700  ml.  of 
water.  Add  150  ml.  of  color  development 
buffer  1-b  to  adjust  the  pH  to  approximately 
9.25.  dilute  to  a  liter  with  water,  and  mix. 
One  ml.  contains  1  mg.  (0.001  gm.)  of  phenol. 
Use  this  stock  solution  to  prepare  standard 
solutions.  It  Is  stable  for  several  months  In 
the  refrigerator. 


'  All  pH  values  reported  herein  were  deter- 
mined at  25'  C.  or  corrected  to  that  tempera- 
ture. 


b.  Preparation  of  standards.  Dilute  10.0 
ml.  of  the  stock  solution  6-a  to  a  liter  with 
water,  ani  mix.  One  ml.  contains  10  micro- 
grams (0.00001  gm..  10  gamma,  or  10  units) 
of  phenol.  Use  this  standard  solution  to  pre- 
pare more  dilute  standard  solutions;  e.  g.. 
dilute  5,  10,  30.  and  50  ml.  to  100  ml.  with 
water  to  prepare  standard  solutions  contain- 
ing 0.5.  1.0,  3.0,  and  5.0  gamma  or  units  ol 
phenol  per  milliliter,  respectively.  Keep 
standard  solutions  in  the  refrigerator. 

In  a  similar  manner,  prepare  from  the 
stock  .solution  such  more  concentrated  stand- 
ard solutions  as  may  be  needed,  containing, 
for  example,  20,  30,  and  40  units  per  milli- 
liter. 

Measure  appropriate  quantities  of  the 
phenol  standard  solutions  Into  a  series  of 
tubes  (preferably  graduated  at  5.0  and  10.0 
ml.)  to  provide  a  suitable  range  of  stand- 
ards as  needed,  containing  0  (control,  blank), 
0.5,  1.0,  3.0,  5.0,  10.0.  etc..  to  30  or  40  units. 
To  Increase  the  brightness  of  the  blue  color 
and  Improve  the  stability  of  the  standards, 
add  1.0  ml.  of  0.05 '.'c  copper  sulfate  solution 
5-a  to  each. 

Add  5.0  ml.  of  color  dilution  buffer  1-c 
and  add  water  to  bring  the  volume  to  10.0 
ml.  Add  4  drops  (0.08  ml.)  of  B(5C  4.  mix. 
and  allow  to  develop  for  30  minutes  at  room 
temperature.  If  the  butyl  alcohol  extraction 
method  Is  to  be  used  In  the  test,  extract  the 
standards  as  described  under  "Conducting 
the  test." 

Read  the  color  Intensities  with  a  photom- 
eter, subtract  the  value  of  the  blank  from  the 
value  of  each  phenol  standard,  and  prepare  a 
standard  curve  (straight  line).  When  the 
standards  are  to  be  used  for  visual  compari- 
sons, they  should  be  stored  In  a  refrigerator. 

Sampling — 1.  Hard  cheese:  Take  a  sample 
from  the  interior  with  a  clean  Roquefort 
trier,  place  In  a  small  tube,  stopper  the  tube, 
and  keep  it  in  a  refrigerator. 

2.  Soft  and  semisoft  ripened  cheese: 
Harden  the  cheese  by  chilling  It  in  the  freez- 
ing chamber  of  a  refrigerator.  Taking  spe- 
cial precautions  to  avoid  contaminating  the 
sample  with  phosphatase  that  may  be  piesent 
on  the  surface,  use  either  of  the  following 
methods  for  sampling: 

a.  Cut  a  portion  from  the  end  of  the  loaf 
or  from  the  side  of  the  cheese,  extending  In 
at  least  2  Inches  If  p>osslble  or  to  a  point 
somewhat  beyond  the  center  In  the  case  of  a 
small  cheese.  Cut  a  slit  Vi  to  'i  Inch  deep 
at  least  halfway  around  the  portion  and  mid- 
way between  the  top  and  bottom.  Break  the 
portion  Into  two  parts,  pulling  it  apart  so 
that  it  breaks  on  a  line  with  the  slit,  being 
careful  not  to  contaminate  the  freshly  ex- 
posed, broken  surface.  Remove  the  sample 
from  the  freshly  exposed  surface  at  or  near 
the  center  of  the  cheese. 

b.  Remove  the  surface  of  the  area  to  be 
sampled,  e.  g.,  the  end  and  the  adjacent 
sides,  with  a  clean  knife  or  spatula,  to  « 
depth  of  '4  Inch.  Clean  the  Instrument 
and  hands  with  hot  water  and  soap  and 
wipe  them  dry.  Remove  the  freshly  exposed 
surface  to  a  similar  or  greater  depth,  and 
repeat  the  cleaning.  Then  take  the  sample 
from  the  center  of  the  freshly  exposed  area, 
preferably  at  or  near  the  center  of  the  cheese 
In  the  case  of  a  small  cheese. 

3.  Process  cheese,  spreads,  etc.:  Take  the 
sample  from  beneath  the  surface  with  a 
clean  knife  or  spatula. 

Avoid  the  use  of  samples  contaminated 
with  mold. 

Conducting  the  test — 1.  Weigh,  on  a  clean 
balance  pan  or  watch  glass,  a  0.50-gm.  sam- 
ple (preferably  two  samples  In  duplicate) 
and  place  In  a  culture  tube  16  or  18  x  150 
mm.  Similarly,  weigh  another  sample  and 
place  in  a  tube  as  a  control  or  blank.  If 
the  cheese  Is  sticky,  weigh  the  sample  on  a 
piece  of  wax  paper  about  1x1  Inch  and 
Insert  the  paper  with  the  sample  Into  the 
tube.  Macerate  the  blank  and  the  test  with 
a  glass  rod  about  8  z  180  mm. 


2.  Add  to  the  blank  1.0  ml.  of  the  ap- 
propriate (table  1)  barium  buffer  1-a  (with- 
out substrate  added ) ,  macerate  with  the 
rod,  leave  the  rod  in  the  tube,  heat  for 
about  a  minute  to  at  least  90°  C.  (194^  F.) 
In  a  beaker  of  boiling  water  with  the  beaker 
covered  so  that  the  entire  tube  becomes 
heated  to  approximately  90'  C,  cool  to  room 
temperature,  and  macerate  again  with  the 
rod. 

3.  Add  to  the  test  1.0  ml.  of  the  appropriate 
(table  1)  barium  buffer  substrate  2-a  or 
2-b,  and  macerate. 

Prom  this  point,  treat  the  blank  and  the 
test  In  a  similar  manner. 

Add  9.0  ml.  of  the  appropriate  barium 
buffer  substrate  2-a  or  2-b  (total,  10.0  ml. 
added),  and  mix.  The  rod  may  be  left  in 
the  tube  during  incubation;  or.  If  removing 
It  at  this  point,  cut  a  piece  of  filter  pajier 
approximately  1x1  Inch,  wrap  and  hold  It 
tightly  around  the  rod.  rotate  the  rod  while 
withdrawing  It  from  within  the  tube  so  as 
to  wipe  the  rod  clean.  Insert  the  paper  with 
the  adhering  fat  Into  the  tube,  and  stopper 
the  tube. 

4.  Incubate  In  a  water  bath  at  37 '-38*  C. 
(99 '-100°  F.)  for  1  hour,  mixing  or  shaking 
the  contents  occasionally. 

5.  Place  In  a  beaker  of  boiling  water  for 
nearly  a  minute,  heating  to  85°  C.  (185°  P.), 
and  co^l  to  room  temperature. 

6.  Pipet  In  1.0  ml.  of  the  zinc  precipitant 
3-b  for  ripened  cheese,  or  the  zinc-copper 
precipitant  5-a  for  unripened  cheese,  and 
mix  thoroughly  (pH  of  mixture,  9.0-9.1). 

7.  Filter  (5-cm.  funnel,  9-cm.  Whatman 
No.  42  or  No.  2  paper  recommended ) ,  and 
collect  5.0  ml.  of  filtrate  In  a  tube,  preferably 
graduated  at  5.0  and  10.0  ml. 

8.  Add  5.0  ml.  of  color  development  buffer 
1-b  (pH  of  mixture.  9.3-9.4). 

9.  Add  4  drops  •  of  BQC  4.  mix,  and  allow 
the  color  to  develop  for  30  minutes  at  room 
temperature. 

10.  Determine  the  amount  of  blue  color 
by  either  of  two  methods:  a.  With  a  pho- 
tometer: Read  the  color  Intensity  of  the 
blank  and  that  of  the  test,  subtract  the 
reading  of  the  blank  from  that  of  the  test, 
and  convert  the  result  Into  phenol  equiva- 
lents by  reference  to  the  standard  curve 
described  under  "phenol  standards."  The 
butyl  alcohol  extraction  method  Is  ordinar- 
ily unnecessary  when  using  a  photometer. 

-b.  With  tnsual  standards:  For  quantita- 
tive results  In  borderline  Instances,  e.  g., 
tests  yielding  0.5  to  5  units  of  color,  extract 
with  butyl  alcohol  5-b.  Add  5.0  ml.  of  the 
alcohol  and  Invert  the  tube  slowly  several 
times.  Centrifuge  If  necessary  to  Increase 
the  clearness  of  the  alcohol  layer.  Com- 
pare the  blue  color  with  the  colors  of  stand- 
ards In  the  alcohol. 

With  samples  yielding  more  than  5  units, 
compare  the  colors  In  aqueous  tests  with 
those  of  aqueous  standards. 

11.  Dilution  method  for  quantitative  re- 
sults: In  tests  that  are  observed  during 
color  development  to  be  strongly  positive, 
e.  g..  20  units  or  more,  in  which  four  drops 
of  BQC  may  be  much  less  than  sufficient  to 
combine  with  all  of  the  phenol,  pipet  an  ap- 
propriate proportion  of  the  contents  Into 
another  tube,  make  up  to  10.0  ml.  with 
color  dilution  buffer  1-c,  and  add  2  drops 
more  of  BQC  In  the  case  of  unripened  chee.se 
or  four  drops  In  the  case  of  ripened  cheese. 
With  each  test,  dilute  and  treat  the  blank 
In  the  corresponding  manner.  Dilute  each 
strongly  positive  test  thus  until  the  final 
color  Is  within  the  range  of  the  standards  or 
photometer.  Allow  30  minutes  for  color 
development  after  the  last  addition  of  B(^, 
and  make  the  reading  at  the  end  of  the  30- 
mlnute  period.     Multiply,  for  example,  by  2 


•For  merely  detecting  under-pasteurlza- 
tlon.  In  testing  unripened  cheese,  2  drops  Is 
sufficient,  provided  the  visual  standards  are 
prepared  likewise  with  2  drops. 
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for  ft  5-5  dilution.  10  for  a  1  +  9  dilution, 
and  50  for  a  1  +  9  followed  by  a  2  r  8  dilution 
Alternatively,  to  reduce  the  amount  of 
yellow  off-color,  add  two  Instead  of  four 
drops  of  BQC  after  each  dilution,  and  allow 
the  color  to  develop.  Then  -est  the  com- 
pleteness of  color  development  by  adding  a 
third  drop;  repeat  the  dilution  procedure 
until  the  addition  of  an  extra  drop  does  not 
cause  any  further  Increare  in  the  amount  of 
blue  color. 

12.  Calculation  and  evaluation  of  result: 
When  using  0.5  gm.  of  sample  and  adding  a 
total  of  110  ml.  of  liquid,  multiply  the 
value  of  the  reading  by  1.1  to  convert  It  to 
units  of  color  or  phenol  equivalents  per  0  25 
gm.  of  cheese.  The  result  may.  If  desired, 
be  converted  to  phenol  equivalents  per  1  gm. 
by  multiplying  by  4.4.  Evaluate  the  result 
by  comparing  It  with  the  criteria  of  pas- 
•  teurlzatlon  In  table  1. 

Photometric  determination.  To  read  the 
co!or  In  aqueous  solution,  use  a  filter  with 
maximum  light  transmission  In  the  region 
of  610  m,i  wavelength. 

To  read  the  color  In  butyl  alcohol,  extract 
the  color  as  described  above  and  centrifuge 
the  sample  for  5  minutes  to  break  the  emul- 
Bion  and  to  remove  the  moisture  suspended 
In  the  alcohol  layer.  A  Babcock  centrifuge 
can  be  adopted  for  this  purpose  by  making 
Bpeclal  tube  holders  as  follows:  SUCe  a  sec- 
tion 'i"  thick  from  a  rubber  stopper  of  suit- 
able diameter  to  fit  In  the  bottom  of  the 
centrifuge  cup.  Glue  together  two  cork 
stoppers  of  appropriate  diameter,  bore 
through  the  center  a  hole  of  proper  size  to 
hold  the  tube  snugly,  and  Insert  the  double 
cork  section  Into  the  cup.  After  centrl- 
Xuglng.  remove  nearly  all  of  the  butyl  alcohol 
by  means  of  a  plpet  with  a  rubber  bulb  on 
the  top  end.  Filter  the  alcohol  Into  the 
photometer  cell  and  read  with  a  filter  with 
maximum  light  transmission  in  the  region  of 
eso  m^  wavelength. 

If  more  than  approximately  4  ml.  of  butyl 
alcohol  Is  required  for  the  photometer  used, 
conduct  the  test  In  a  larger  tube  and  ex- 
tract the  color.  In  both  the  test  and  the 
etandaids.  with  the  necessary  quantity  of 
butyl  alcohol  rather  than  with  5  ml.  speci- 
fied above. 

Precautions.  The  length  of  time  that  the 
crystalline  distxlium  phenyl  phosphate  and 
the  BQC  powder  will  remain  sUble  can  be 
Increased  greatly  by  keeping  them  In  the 
freezing  chamber  of  a  refrigerator. 

The  glassware,  stoppers,  and  sampling 
tools  should  be  scrupulously  clean  and  It  Is 
desirable  to  soak  them  In  hot,  running  water 
after   cleaning. 

The  solid  barium  hydroxide  and  the  barium 
buffer  must  be  kept  stoppered  tightly  to  pre- 
vent absorption  of  carbon  dioxide. 

Phenolic  contamination  from  plastic  clo- 
sures on  reagent  bottles  has  been  encoun- 
tered, and  therefore  the  use  of  plastic 
closures  should  be  avoided.  Rubber  stoppers 
Bhotild  not  be  used  In  flasks  in  which  butyl 
alcohol  Is  stored.  Glass  or  cork  stoppers 
should  be  used. 

Modifications  for  different  cheeses.  Dif- 
ferent kinds  of  cheese  and  cheeses  of  dif- 
ferent ages  have  different  buffering  capaci- 
ties, and  therefore  some  of  them  require 
modification  o;  concentrations  of  the  re- 
agents. The  modifications  of  the  barium 
buffer  needed  to  produce  optimal  pH  condi- 
tions during  Incubation  (9.85-10.20),  and  of 
the  precipitant  to  yield  uniformly  clear  fil- 
trates and  to  minimize  Interference  during 
dolor  development  under  optimal  pH  condi- 
tions (9.3-9.4).  are  specified  In  table  1. 

With  some  samples,  especially  these  of 
unknown  history,  slight  deviations  from  the 
optimal  pH  range  may  occur,  but  such  de- 
vlatlonB  do  not  very  materially  affect  the 
results.  For  example.  pH  values  as  low  as 
9.6  or  as  high  as  10.35  dvirlng  Incubation 
•  have  been  found  to  result  In  an  average 
decrease  of  not  more  than  20  percent  below 
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the  maximum  In  the  quantity  of  phenol 
liberated.  The  use  of  the  25-11  buffer  sub- 
Btrate  with  samples  for  which  the  27-11 
buffer  BUbetrate  Is  specified  yields  pH  values 
not  lower  than  9.8. 

In  testing  cheese  of  unknown  history  or 
age.  Information  as  to  the  percentage  of 
solids,  especially  the  nonfat  solids.  Is  useful 
as  an  Indication  of  the  correct  buffer  to  vise: 
cheese  with  a  relatively  high  percentage  of 
nonfat  solids  generally  requires  the  use  of 
a  relatively  concentrated  buffer  to  adjust  the 
pH  of  the  mixture  correctly. 


For  precise  quantitative  results  on  un- 
known samples,  adjust  the  pH  to  100-10.05 
for  the  Incubation. 

Cottage  cheese  curd  Is  heated  In  the  pres- 
ence of  considerable  acid  during  manufac- 
ture, and  therefore  its  phosphatase  values 
are  comparatively  low.  Alternatively,  to  In- 
crease the  sensitivity  of  the  test  on  cottage 
cheese,  apply  the  following  modifications: 
Upe  a  1.0-?m.  sample.  27-11  buffer  substrate. 
2  hcur  Incubation.  6.0-0.1  precipitant,  and  a 
pasteurization  criterion  of  2  units  ptr 
0.5  gm. 


Table  l-raosPHATASE  Test  Moditications  ron  DirrtRE.sT  Kind?  or  Cheese  anp  Ciieeme  or  DirrERENi  Aoes 


Kind  of  cheese 


Ape  or  extent  of  etirine:  other  <1ot»lts 


C'he<l<lar. Fraiiulnr.Mirredcurd  bardchee'e. 

Wa-obcd  curd    oaked  curd,  eolby 

Swis,«.  pruyer* 


Brick.  muen-Mrr. 


Fdani  pouda 

Blue  mold  blue. 


Monterey... 

Hlph-inolsturi  jack 

I'rovolone.  pasta  fllatn. 


Partiiesan.   recpiano   romnno.   asiaco,   old, 

liard  pr'itiiip. 


.\8iapo  fresh 

Asiaeo  medium. 


Gorponrola  

Cottai-'e.  c*>ok  cheese,  koch  kaese. 


1  week 

1  wei'k-1'2  morjihs.. 

I't-I  nionth.o 

4  niiinths... ... 

1  ucek 

1  »»'ek-i  months 

2  months 

I  week 

1  week-l  month 

1-3  months ... 

:<  month" 

1  week 

1  »pek-l  month 

1-2  months 

2  months 

1  week 

1  *i'ck-2  months 

2-1  months 

4  months 

I  week , 

1  wi-ek-l  month 

1-4'a  months 

4}-j  months. 

1  wo<*k .. 

1  week-2  months... 

2  month.-; 

1  week 

1  w<H'k-2.'j  months. 

2'^  months 

1  »«ek 

1  wi'«k-l  month 

1-S  months. 

.1  months 

I  week.  . .   

1  week-2  months... 

2-fi  months 

•i  months-l  year.... 

I  year 

Same  as  cheddar. .. 

1  week 

I  \vc«'k-l  month 

l-.t  months 

i  months 

.'^ame  us  blue 

Dry 

Moist 


Butlei  for 

opt.  pll 

(9.K.V  10.20) 


rre<>ii>l 
Unt 


Cream  cheese 

i^emisoft  che«-se,  part-ckim  wniisoft  cheese. 


Soft  rirene«l  cheese. 


rastcuriie<l    prffcss.    pasteurited    process 

plmu-nti'.  pasturiMMl, process  with  fruits. 

meats,  etc. 
l'(»sleurite<l,  processeil  rl'.eese  foods;  pa^teur- 

iwmI  process ctiees*- foods  w  ith  fruits,  meats, 

etc. 
F'asteurlxe<l  process  cheese  sprewls:  pasteiir- 

ire<l   pnxess  cheese  spicads  with  fruits, 

meals,  etc. 
Cold  pack,  club 


1  week 

I  week-1  month 

1  month 

I  week      

1  week-1  month 

1  month 

{<ot\,  mild 
Moilium,  firm 
Firm,  sharp  (including  swi.«s,  (truycre). 
Same  as  p»steuriie<l  process 


26-11 
25-11 
2R-11 
27-11 
2.^11 
I'.Vn 
»-ll 
26- M 
55-11 
Zfi-ll 
27-11 

y.vu 

2.VI1 
25-11 
2R-11 
25-11 
2.1-11 
tft-ll 
27-11 
25-11 
2R-11 
27-11 
2K-1I 
2.V11 
2.1-11 

■:t>-ii 

25-11 
25-11 

av-ii 

2.V11 
25-U 
2»i-ll 
27-11 
25-11 
2fV-ll 
27  11 
2t^ll 
2V-I1 


25-11 
25-11 
26-11 
27-11 


•fi.(M).l 

•  tt.n 

I'..  (MK  1 

r..o 

f.  0 
6.0-0.1 

A.n 

fi.O 

s.o 
«.rMi.  I 

A.0 
fi.0 

r..o 

«.(Ht.  1 

f).0 

«.o 

f..  o 

f..0-0. 1 

fi.O 

fl.0 

fi.o 

fi.(Hi.  1 

A.0 

f..O 

IV.  0-0. 1 

I'l.  O 

n.o 

f,.  0-0.  1 
0.11 

r.n 

ti.O 

6. 0-*>.  1 

ti  0 
6.0 
ti.l) 
6.0 


-<nft.  high  moisture,  includinp  cream 
sprea<fs. 

I>esssoft.  including  blue  

Mild  to  nitMlium  llavore«l,  soft 

Sharp,  firm 


25-11 
•25-11  («-f2) 
25-11  (7-1-3) 
2.V1I 
25-11 
36-11 
2S-I1 
2V11 
26-11 
25-11 
25-11 
27-11 


8.  tt  -0.  1 

6.  0 
6.0 
6.0 


25-11 

2IM1 
2r>-ll 
27-11 


6.  <M).  1 

4.  .1-0.  1 

4.  .V-0  I 

(i.0-41.  I 

6.0 

6  0 

6.  (Ml.  1 

6.11 

6.0 

6.0 

6.0 

6.0 


6.0 

6.0 
6.0 
6.  0 


I  Orams  Ba  (OH^i.8  HiO  juid  HiBOjjier  liter.  re.s|>eitivrly. 

s  Cirams  7.n>0,.7  11:0  and  CuSOi.S  IfiO  i*r  100  ml.,  respectively. 

1  ( ira"i>  /.n.>^t>,.:  H:t»  i*r  100  ml. 

•Kight  parts  of  ZVl  1  butTt r  plus  2  parUs  of  water. 


S  19.502  Cheddar  cheese  for  manu- 
facturing: identity,  (a)  Cheddar  chee.>^e 
for  manufacturing  conform.s  to  the  defi- 
nition and  .standard  of  identity  pre- 
scribed for  Cheddar  cheese  by  §  19.500. 
except  that: 

(1)  The  milk  Is  not  pasteurized,  and 
curing  is  not  required. 

(2>  The  cheese  is  coated  with  preen- 
colored  paraffin  or  other  like  tightly  ad- 
hering coating,  colored  green. 

5  19.505  Washed  curd  cheese,  soaked 
cured  cheese;  identity,      (a)      Washed 


curd  cheese,  soaked  curd  cheese,  Is  the 
food  prepared  from  milk  and  other  in- 
gredients specified  in  this  section,  by  the 
procedure  set  forth  in  paragraph  (b)  of 
this  section,  or  by  another  procedure 
which  produces  a  finished  cheese  having 
the  same  physical  and  chemical  proper- 
ties as  that  produced  when  the  proce- 
dure set  foMh  in  paragraph  (b)  of  this 
section  is  used.  It  contains  not  more 
than  42  percent  of  moi.sture,  and  its  solids 
ccfitain  not  less  than  50  percent  of  milk 
fat,  as  determined  by  the  methods  pi-- 
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scribed  in  paragraph  (c)  of  §  19  500.  If 
the  milk  u.sed  is  not  pasteurized,  the 
cheese  so  made  is  cured  at  a  temperature 
of  not  less  than  35°  F.  for  not  less  than 
60  days. 

(bi  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Harmless  artificial  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  mass.  The  mass 
Is  so  cut,  stirred,  and  heated,  with  con- 
tinued stirring,  as  to  promote  and  regu- 
late the  separation  of  whey  and  curd. 
The  whey  is  drained  off,  and  the  curd  is 
matted  into  a  cohesive  ma.ss.  The  mass 
Is  cut  into  slabs,  which  are  so  piled  and 
handled  as  to  promote  the  drainage  of 
whey  and  the  development  of  acidity. 
The  slabs  are  then  cut  into  pieces,  cooled 
In  water,  and  soaked  therein  until  the 
whey  is  partly  extracted  and  water  is  ab- 
sorbed. The  curd  Ls  drained,  salted, 
stirred,  and  pressed  into  forms.  A 
harmle.ss  preparation  of  enzymes  of  ani- 
mal or  plant  origin,  which  is  capable  of 
aiding  in  the  curing  or  development  of 
flavor  of  washed  curd  cheese,  may  be 
added  during  the  procedure,  in  such 
quantity  that  the  weight  of  the  solids 
of  such  preparation  is  not  more  than  0.1 
percent  of  the  weight  of  the  milk  used, 

(c)  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cow's  milk, 
which  may  be  adjasted  by  separating 
part  of  the  fat  therefrom  or  by  adding 
thereto  one  or  more  of  the  following: 
Cream,  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  if  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  F. 
for  a  period  of  not  less  than  30  minutes 
or  at  a  time  and  temperature  equiva- 
lent thereto  In  phosphatase  destruction. 
Washed  curd  cheese  shall  be  deemed  not 
to  have  been  made  from  pasteurized  milk 
if  0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested  by 
the  method  prescribed  In  paragraph  (e) 
of  §  19.500. 

5  19.507  Washed  curd  cheese  for  man- 
ufacturing; identity,  (ai  Washed  curd 
cheese  for  manufacturing  conforms  to 
the  definition  and  standard  of  identity 
prescribed  for  washed  curd  cheese  by 
9  19.505,  except  that: 

(1)  The  milk  is  not  pasteurized,  and 
curing  is  not  required. 

(2)  The  cheese  is  coated  with  green- 
colored  paraffin  or  other  like  tightly  ad- 
hering coating,  colored  green. 

S  19.510  Colby  cheese;  identity,  (a) 
Colby  cheese  Is  the  food  prepared  from 
milk  and  other  Ingredients  specified  in 
this  section,  by  the  procedure  set  forth 
In  paragraph  (b)  of  this  section,  or  by 
another  procedure  which  produces  a  fin- 
ished cheese  having  the  same  physical 
and  chemical  properties  as  that  produced 
when  the  procedure  set  forth  in  para- 


graph (b)  of  this  section  is  used.  It  con- 
tains not  more  than  40  percent  of  mois- 
ture, and  its  solids  contain  not  less  than 
50  F>ercent  of  milk  fat.  as  determined  by 
the  methods  prescribed  in  paragraph  (c) 
of  §  19.500.  If  the  milk  used  is  not  pas- 
teurized, the  cheese  so  made  Is  cured  at 
a  temperature  of  not  less  than  35"^  F.  for 
not  less  than  60  days. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Harmless  artificial  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  mass.  The  mass 
Is  so  cut,  stirred,  and  heated,  with  con- 
tinued stirring,  as  to  promote  and  regu- 
late the  separation  of  whey  and  curd.  A 
part  of  the  whey  is  drained  off,  and  the 
curd  Is  cooled  by  adding  water,  the  stir- 
ring being  continued  so  as  to  prevent 
the  pieces  of  curd  from  matting.  The 
curd  is  drained,  salted,  stirred,  further 
drained,  and  pressed  into  forms.  A 
harmless  preparation  of  enzymes  of  ani- 
mal or  plant  origin,  which  is  capable  of 
aiding  in  the  curing  or  development  of 
flavor  of  colby  cheese,  may  be  added  dur- 
ing the  procedure.  In  such  quantity  that 
the  weight  of  the  .solids  of  such  prepara- 
tion is  not  more  than  0.1  percent  of  the 
weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cow's 
milk,  which  may  be  adjusted  by  sepa- 
rating part  of  the  fat  therefrom  or  by 
adding  thereto  one  or  more  of  the  fol- 
lowing: Cream,  skim  milk,  concentrated 
skim  milk,  nonfat  dry  milk  solids,  water. 
In  a  quantity  sufficient  to  reconstitute 
any  concentrated  skim  milk  or  nonfat 
dry  milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  If  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143^ 
F.  for  a  period  of  not  less  than  30  minutes 
or  at  a  time  and  temperature  equivalent 
thereto  In  phosphatase  destruction.  Col- 
by cheese  shall  be  deemed  not  to  have 
been  made  from  pasteurized  milk  if 
0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested 
by  the  method  prescribed  In  paragraph 
(e)  of  §  19.500. 

S  19.512  Colby  cheese  for  manufac- 
turing; identity,  (a)  Colby  cheese  for 
manufacturing  conforms  to  the  defini- 
tion and  standard  of  Identity  prescribed 
for  colby  cheese  by  §  19.510,  except  that: 

(1)  The  milk  Is  not  pasteurized,  and 
curing  Is  not  required. 

(2)  The  cheese  Is  coated  with  green- 
colored  paraffin  or  other  like  tightly  ad- 
hering coating,  colored  green. 

§  19.535  Granular  cheese,  stirred  curd 
cheese;  identity,  (a)  Granular  cheese, 
stirred  curd  cheese,  is  the  food  prepared 
from  milk  and  other  Ingredients  specified 
In  this  section,  by  the  procedure  set  forth 
In  paragraph  (b)  of  this  section,  or  by 
another  procedure  which  produces  a 
finished  cheese  having  the  same  physi- 
cal and  chemical  properties  as  that  pro- 
duced when  the  procedure  set  forth  in 


paragraph  (b)  of  this  section  is  used. 
It  contains  not  more  than  39  percent  of 
moisture,  and  its  solids  contain  not  less 
than  50  percent  of  milk  fat,  as  deter- 
mined by  the  methods  prescribed  in  par- 
agraph (c)  of  §  19.500.  If  the  milk  used 
Is  not  pasteurized,  the  cheese  so  made  is 
cured  at  a  temperature  of  not  less  than 
35'  P.  for  not  less  than  60  days. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed.  Is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Harmless  artiflcial  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  Is  added  to  set 
the  milk  to  a  semisolid  mass.  The  mass 
is  so  cut,  stirred,  and  heated,  with  con- 
tinued stirring,  as  to  promote  and  regu- 
late the  separation  of  whey  and  curd. 
A  part  of  the  whey  Is  drained  off.  The 
curd  Is  then  alternately  stirred  and 
drained  to  prevent  matting  and  to  re- 
move whey  from  curd.  The  curd  is  then 
salted,  stirred,  drained,  and  pressed  into 
forms.  A  harmless  preparation  of 
enzymes  oi  animal  or  plant  origin,  which 
Is  capable  of  aiding  In  the  curing  or  de- 
velopment of  flavor  of  granular  cheese, 
may  be  added  during  the  procedure,  in 
such  quantity  that  the  weight  of  the 
solids  of  such  preparation  Is  not  more 
than  0.1  percent  of  the  weight  of  the 
milk  used. 

(c)  For  the  purposes  of  this  section: 
(D  The  word  "milk"  means  cow's  milk, 

which  may  be  adjusted  by  separating 
part  of  the  fat  therefrom  or  by  adding 
thereto  one  or  more  of  the  following: 
Cream,  skim  milk,  concentrated  .skim 
milk,  nonfat  dry  milk  solids,  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  used, 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  If  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  F. 
for  a  period  of  not  less  than  30  minutes. 
or  at  a  time  and  temperature  equivalent 
thereto  In  phosphatase  destruction. 
Granular  cheese  shall  be  deemed  not  to 
have  been  made  from  pasteurized  milk 
if  0.25  gm,  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested 
by  the  method  prescribed  In  paragraph 
(e)  of  §  19.500. 

§  19.537  Granular  cheese  for  manu- 
facturing; identity,  (a)  Granular  cheese 
for  manufacturing  conforms  to  the  defi- 
nition and  standard  of  Identity  pre- 
scribed for  granular  cheese  by  §  19.535, 
except  that: 

(1)  The  milk  Is  not  pasteurized,  and 
curing  is  not  required. 

(2)  The  cheese  is  coated  with  green- 
colored  paraffin  or  other  like  tightly  ad- 
hering coating,  colored  green. 

§  19.540  Sunss  cheese,  emmentaler 
cheese:  identity,  (a)  SwLss  cheese,  em- 
mentaler cheese,  is  the  food  prepared 
from  milk  and  other  ingredients  speci- 
fied In  this  section,  by  the  procedure  set 
forth  in  paragraph  (b)  of  this  section, 
or  by  another  procedure  which  produces 
a  finished  cheese  having  the  same  physi- 
cal and  chemical  properties  as  that  pro- 
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duced  when  the  procedure  set  forth  in 
paragraph   <b)   of  this  section  is  used. 
It    has    holes,    or    "eyes,"     developed 
throughout  the  cheese.    It  contains  not 
more  than  41  percent  of  moi.<;ture,  and 
its  solids  contain  not  less  than  43  per- 
cent of  milk  fat.  as  determined  by  the 
methods  pre.scribed  in  paragraph  <c)  of 
5  19.500.    It  is  not  less  than  60  days  old. 
(b>   Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  be 
warmed,  is  subjected   to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto; 
harmle.ss  propionic-acid-producing  bac- 
teria may  also  be  added.    Sufficient  ren- 
net   "With   or  without   purified  calcium 
chloride  in  a  quantity  not  more  than  0.02 
percent,  calculated  as  anhydrous  calcium 
chloride,  of  the  weight  of  the  milk)   is 
added  to  set  the  milk  to  a  semisolid  mass. 
The  mass  is  cut  into  particles  similar  in 
size   to   wheat   kernels.     For   about   30 
minutes    the    particles    are    alternately 
stirred  and  allowed  to  settle.    The  tem- 
perature is  raised  to  about  126    F.    Stir- 
ring is  continued  until  the  curd  becomes 
firm.    The  acidity  of  the  whey  at  this 
point,  calculated  as  lactic  acid,  does  not 
exceed  0.13  percent.    The  curd  is  trans- 
ferred to  hoops  or  forms  and  pressed  un- 
til the  desired  shape  and  firmness  are 
obtained.    The  chee.se  is  then  salted  by 
Immersing  it  in  a  saturated  salt  solution 
for  about  3  days.    It  is  then  held  at  a 
temperature  of  about  50°  F.  to  60°  F. 
for  a  period  of  5  to  10  days,  after  which 
it  is  held  at  a  temperature  of  about  75^ 
F.  until  it  is  approximately  30  days  old, 
or  until  the  so-called  "eyes"  form.    Salt, 
or  a  solution  of  salt  in  water,  is  added  to 
the  surface  of  the  cheese  at  some  time 
during  the  curing  process.    The  cheese 
is  then  stored  at  a  lower  temperature  for 
further  curing.    A  harmless  preparation 
of  enzymes  of  animal  or  plant  origin, 
which  is  capable  of  aiding  in  the  curing 
or  development  of  flavor  of  swiss  cheese, 
may  be  added  during  the  procedure,  in 
such   quantity  that  the  weight  of   the 
solids  of  such  preparation  is  not  more 
than  0.1  percent  of  the  weight  of  the 
milk  u.sed. 

(c)  For  the  purpo.ses  of  this  section, 
the  word  "milk  *  means  cow's  milk,  which 
may  be  adjusted  by  separating  part  of 
the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  Cream, 
skim  milk,  concentrated  skim  milk,  non- 
fat dry  milk  .solids,  water  in  a  quantity 
sufiBcient  to  reconstitute  any  concen- 
trated skim  milk  or  nonfat  dry  milk 
solids  used. 

§  19.542  Swiss  cheese  for  manufac- 
turing: identity,  (a)  Swiss  cheese  for 
manufacturing  conforms  to  the  defini- 
tion and  standard  of  identity  prescribed 
for  swiss  cheese  by  §  19.540.  except  that 
the  holes,  or  "eyes."  have  not  developed 
throughout  the  entire  cheese. 

§  19  543  Gruyere  cheese;  identity. 
(a>  Gruyere  cheese  is  the  food  prepared 
from  milk  and  other  Ingredients  speci- 
fied in  this  section,  by  the  procedure  set 
forth  in  paragraph  «b)  of  this  section, 
or  by  another  procedure  which  produces 
a  finished  cheese  having  the  same  physi- 
cal and  chemical  properties  as  that  pro- 
duced when  the  procedure  set  forth  in 
paragraph  (b)   of  this  section  is  used. 


propos:d  rule  making 

It  contains  not  more  than  39  percent  of 
moisture,  and  its  solids  contain  not  less 
than  45  percent  of  milk  fat.  as  deter- 
mined by  the  methods  prescrit>ed  in 
paragraph  (O  of  §  19.500.  It  contains 
small  holes,  or  "eyes."  It  has  a  mild 
flavor,  due  in  part  to  the  growth  of  sur- 
face-curing agents.  It  is  not  less  than 
90  days  old. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified   or   both,   and   which   may   be 
warmed.  Is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto; 
harmless  propionic-acid-producing  bac- 
teria may  al.so  be  added.    Sufficient  ren- 
net  (With  or  without  purified  calcium 
chloride  In  a  quantity  not  more  than 
0.02   percent,  calculated   as   anhydrous 
calcium  chloride,  of  the  weight  of  the 
milk)  is  added  to  set  the  milk  to  a  semi- 
solid mass.    The  mass  is  cut  into  par- 
ticles similar  in  size  to  wheat  kernels. 
For  about  30  minutes  the  particles  are  al- 
ternately stirred  and  allowed  to  settle. 
The  temperature  is  raised  to  about  126' 
F.    Stirring  is  continued  until  the  curd 
becomes  firm.     The  curd  is  transferred 
to  hoops  or  forms,  and  pressed  until  the 
desired  shape  and  firmness  are  obtained. 
The  cheese  is  surface-salted  while  held 
at  a  temperature  of  48   P.  to  54    F.  for 
a  few  days.     It  is  soaked  for  1  day  in  a 
saturated  salt  solution.    It  is  then  held 
for  3  weeks  in  a  salting  cellar  and  wiped 
every  2  days  with  "brine  cloth"  to  insure 
growth  of  biological  curing   agents  on 
the  rind.     It  is  then  removed  to  a  heat- 
ing   room    and    held    at    progressively 
Jiigher    temperatures,    finally    reaching 
65'  F..  with  a  relative  humidity  of  85  to 
90    percent,   for  several    weeks,  during 
which    time   small   holes,   or   so-called 
"eyes,"  forip.     The  cheese  is  then  stored 
at  a  lower  temperature  for  further  cur- 
ing.    A    harmle.ss    preparation    of    en- 
zymes of  animal  or  plant  origin,  which 
is  capable  of   aiding  in   the   curing   or 
development  of  flavor  of  gruyere  cheese, 
may   be   added   during   the   procedure, 
in  such  quantity  that  the  weight  of  the 
solids  of  such  preparation  is  not  more 
than  0.1   percent  of  the  weight  of  the 
milk  used. 

(C)  For  the  purposes  of  this  section, 
the  word  "milk"  means  cow's  milk,  which 
may  be  adju.sted  by  separating  part  of 
the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  Cream, 
skim  milk,  concentrated  skim  milk,  non- 
fat dry  milk  solids,  water  in  a  quantity 
sufficient  to  reconstitute  any  concen- 
trated skim  milk  or  nonfat  dry  milk 
solids  used. 

S  19.545  Brick  cheese;  identity.  (a> 
Brick  cheese  is  the  food  prepared  from 
milk  and  other  ingredients  specified  in 
this  section,  by  the  procedure  set  forth 
In  paragraph  (b)  of  this  section,  or  by 
another  procedure  which  produces  a  fin- 
ished cheese  having  the  same  physical 
and  chemical  properties  as  that  produced 
when  the  procedure  set  forth  in  para- 
graph (b)  of  this  section  is  used.  It 
contains  not  more  than  44  percent  of 
moisture,  and  its  solids  contain  not  less 
than  50  percent  of  milk  fat.  as  deter- 
mined by  the  methods  prescribed  in 
paragraph  (c)  of  5  19.500.  If  the  milk 
used  is  not  pasteurized,  the  cheese  so 


made  is  cured  at  a  temperature  of  not 
less  than  35"  F.  for  not  less  than  60  days. 

(b)   Milk,  which  may  be  pasteurized 
or  clarified  or  both,  is  brought  to  a  tem- 
perature of  about  88    F.  and  subjected 
to  the  action  of  one  or  more  harmless 
lactic-acid-producing   bacteria,   present 
in  such  milk  or  added  thereto.    Harmless 
artificial  coloring  may  be  added.    Suffi- 
cient rennet   (with  or  without  purified 
calcium  chloride  in  a  quantity  not  more 
than  0.02  percent,  calculated  as  anhy- 
drous calcium  chloride,  of  the  weight  of 
the  milk)  is  added  to  set  the  milk  to  a 
semisolid  mass.     The  mass  is  cut  into 
cubes  with  sides  approximately  ^a  inch 
long,  and  stirred  and  heated  so  that  the 
temperature  rises  slowly  to  about  96'  F. 
The  stirring  is  continued  until  the  curd 
is  sufficiently  firm.    Part  of  the  whey  is 
then  removed,  and  the  mixture  diluted 
with  water  or  salt  brine  to  control  the 
acidity.      The    curd    is    transferred    to 
forms,  and  drained.    During  drainage  it 
is  pressed  and  turned.     After  drainage 
the  curd  is  salted,  and  the  biological  cur- 
ing agents  characteristic  of  brick  cheese 
are  applied  to  the  surface.    The  cheese 
is  then  cured  to  develop  the  character- 
istics of  brick  cheese.    A  harmless  prep- 
aration of  enzymes  of  animal  or  plant 
origin,  which  is  capable  of  aiding  in  the 
curing  or  development  of  flavor  of  brick 
cheese,  may  be  added  during  the  proce- 
dure, in  such  quantity  that  the  weight 
of  the  solids  of  such  preparation  is  not 
more  than  0.1  percent  of  the  weight  of 
the  milk  used. 

(c)  For  the  purpo.ses  of  this  .section: 
(1»  The  word  "milk"  means  cow's 
milk,  which  may  be  adjusted  by  separat- 
ing part  of  the  fat  therefrom  or  by  add- 
ing thereto  one  or  more  of  the  following: 
Cream,  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  in 
a  quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 

milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have  been 

pasteurized  if  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143*  P. 
for  a  period  of  not  less  than  30  minutes, 
or  at  a  time  and  temperature  equivalent 
thereto  in  phosphatase  destruction. 
Brick  cheese  shall  be  deemed  not  to  have 
been  made  from  pasteurized  milk  if  0.25 
gm.  shows  a  phenol  equivalent  of  more 
than  5  micrograms,  when  tested  by  the 
method  prescribed  in  paragraph  (e)  of 
5  19.500. 

§  19  547  Brick  cheese  for  manufac- 
turing; identity,  (a)  Brick  chee.se  for 
manufacturing  conforms  to  the  defini- 
tion and  standard  of  identity  prescribed 
for  brick  cheese  by  §  19.545.  except  that: 

(1)  The  milk  is  not  pa.steurized.  and 
curing  is  not  required. 

(2)  The  chee.se  is  coated  with  green- 
colored  paraffin  or  other  like  tightly  ad- 
hering coating,  colored  green. 

5  19.550  Mtienster  chee.se.  munster 
cheese;  identity,  (a)  Muenster  cheese, 
munster  cheese,  is  the  food  prepared 
from  pasteurized  milk  and  other  in- 
gredients specified  In  this  section,  by 
the  procedure  set  forth  in  paragraph 
<b)  of  this  section,  or  by  another  pro- 
cedure which  produces  a  finished  cheese 
having  the  same  physical  and  chemical 
properties  as  that  produced  when  the 
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procedure  set  forth  in  paragraph  (b) 
of  this  section  is  used.  It  contains  not 
more  than  44  percent  of  moisture,  and 
its  solids  contain  not  less  than  50  per- 
cent of  milk  fat,  as  determined  by  the 
methods  prescribed  in  paragraph  (c)  of 
9  19.500. 

(b)  Milk,  which  is  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Harmless  artificial  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  mass.  After  co- 
agulation the  mass  is  divided  Into  small 
portions,  stirred,  and  heated,  with  or 
without  dilution  with  water  or  salt  brine, 
so  as  to  promote  and  regulate  the  sep- 
aration of  whey  and  curd.  The  curd  is 
transferred  to  forms  permitting  drain- 
age of  the  whey.  During  drainage  the 
curd  may  be  pressed  and  turned.  After 
drainage  the  curd  is  removed  from  the 
forms  and  is  salted.  The  surface  of  the 
cheese  may  be  rubbed  with  vegetable  oil. 
A  harmless  preparation  of  enzymes  of 
animal  or  plant  origin,  which  is  capable 
of  aiding  in  the  curing  or  development 
of  flavor  of  muenster  cheese,  may  be 
added  during  the  procediu-e.  In  such 
quantity  that  the  weight  of  the  solids  of 
such  preparation  Is  not  more  than  0.1 
percent  of  the  weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cows 
milk,  which  may  be  adjusted  by  separat- 
ing part  of  the  fat  therefrom  or  by 
adding  thereto  one  or  more  of  the  fol- 
lowing: Cream,  skim  milk,  concentrated 
skim  milk,  nonfat  dry  milk  solids,  water 
in  a  quantity  sufficient  to  reconstitute 
any  concentrated  skim  milk  or  nonfat 
dry  milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  if  It  has  been  held  at  a  time 
and  temperature  of  not  less  than  143'  F. 
for  a  period  of  not  less  than  30  minutes. 
or  at  a  time  and  temperature  equivalent 
thereto  in  phosphatase  destruction. 
Muenster  cheese  shall  be  deemed  not  to 
have  been  made  from  pasteurized  miJk  If 
0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested  by 
the  method  prescribed  in  paragraph  (e) 
of  I  19  500. 

S  19.555  Edam  cheese;  identity,  (a) 
Edam  cheese  Is  the  food  prepared  from 
milk  and  other  Ingredients  specified  in 
this  section,  by  the  procedure  set  forth  in 
paragraph  ib)  of  this  section,  or  by  an- 
other procedure  which  produces  a  fin- 
ished cheese  having  the  same  physical 
and  chemical  properties  as  that  pro- 
duced when  the  procedure  set  forth  In 
paragraph  (b)  of  this  section  Is  used. 
It  contains  not  more  than  45  p>ercent  of 
moisture,  and  its  solids  contain  not  less 
than  40  percent  of  milk  fat,  as  deter- 
mined by  the  methods  prescribed  in  para- 
graph <c>  of  §  19.500.  If  the  milk  used 
is  not  pa.steurized,  the  cheese  .so  made  is 
cured  at  a  temperature  of  not  less  than 
35°  P.  for  not  less  than  60  days.  Edam 
cheese  is  made  in  ball  or  loaf  shapes,  and 
the  surface  is  covered  with  a  red-colored 
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paraffin  or  other  tightly  adhering  coating, 
colored  red. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  Is  subjected  to  the  action  of 
harmless  lactic-acid-produclng  bacteria, 
present  in  such  milk  or  added  thereto. 
Harmless  artificial  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  In  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calciiun  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  mass.  After  co- 
agulation the  mass  is  cut  Into  small  cube- 
shaped  pieces  with  sides  approximately 
?8  inch  long.  The  mass  Is  stirred  and 
heated  to  about  90'  P..  and  so  handled 
by  further  stirring,  heating,  dilution  with 
water  or  salt  brine,  and  salting  as  to 
promote  and  regulate  the  separation  of 
curd  and  whey.  When  the  desired  curd 
is  obtained.  It  Is  transferred  to  forms 
permitting  drainage  of  whey.  During 
drainage  the  curd  is  pressed  and  turned. 
After  drainage  the  curd  Is  removed  from 
the  forms  and  Is  salted  and  cured.  A 
harmless  preparation  of  enzymes  of  ani- 
mal or  plant  origin,  which  Is  capable  of 
aiding  in  the  curing  or  development  of 
flavor  of  edam  cheese,  may  be  added 
during  the  procediu-e,  in  such  quantity 
that  the  weight  of  the  solids  of  such 
preparation  Is  not  more  than  0.1  percent 
of  the  weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section: 
(1)  The    word    "milk"    means    cow's 

milk,  which  may  be  adjusted  by  .separat- 
ing part  of  the  fat  therefrom  or  by  add- 
ing thereto  one  or  more  of  the  follow.^ 
Ing:  Cream,  skim  milk,  concentrated 
skim  milk,  nonfat  dry  milk  solids,  water 
In  a  quantity  sufficient  to  reconstitute 
any  concentrated  skim  milk  or  nonfat 
dry  milk  solids  used. 

(2»  Milk  shall  be  deemed  to  have  been 
pasteurized  if  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  P. 
for  a  period  of  not  less  than  30  minutes, 
or  at  a  time  and  temperature-  equivalent 
thereto  In  phosphatase  destruction. 
Edam  cheese  shall  be  deemed  not  to  have 
been  made  from  pasteurized  milk  if  0.25 
gm.  shows  a  phenol  equivalent  of  more 
than  3  micrograms,  when  tested  by  the 
method  prescribed  in  paragraph  (e)  of 
9  19.500. 

§19.560  Gouda  cheese;  identity,  fa) 
Gouda  cheese  conforms  to  the  definition 
and  standard  of  Identity  prescribed  for 
Edam  cheese  by  §  19.555,  except  that  it 
is  made  in  the  shap)e  of  a  compressed 
sphere,  in  which  the  compressed  sides 
are  parallel  and  fiat;  and  the  surface 
may  or  may  not  be  covered  with  red- 
colored  paraffin  or  similar  tightly  ad- 
hering coating. 

8  19.565  Blue  cheese;  identity,  (a.) 
Blue  cheese  Is  the  food  prepared  from 
milk  and  other  Ingredients  specified  in 
this  section,  by  the  procedure  set  forth 
In  paragraph  (b)  of  this  section,  or  by 
another  procedure  which  produces  a 
finished  cheese  having  the  same  physical 
and  chemical  properties  as  that  pro- 
duced when  the  procedure  set  forth  in 
paragraph  (b)  of  this  section  is  used. 
It  is  characterized  by  the  presence  of 
bluish-green  mold  throughout  the 


cheese.  It  contains  not  more  than  46 
percent  moisture,  and  its  solids  contain 
not  less  than  50  percent  of  milk  fat,  as 
determined  by  th^  methods  prescribed  in 
paragraph  (c)  of  5  19.500.  It  Is  not  less 
than  60  days  old. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be  ho- 
mogenized, is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  In  such  milk  or  added  thereto. 
Harmless  coloring  may  be  added.  Suffi- 
cient rennet  (with  or  without  purified 
calcium  chloride  In  a  quantity  not  more 
than  0.02  percent,  calculated  as  anhy- 
drous calcium  chloride,  of  the  weight  of 
the  milk)  is  added  to  set  the  milk  to  a 
semisolid  mass.  The  mass  is  cut  into 
smaller  portions  and  allowed  to  stand 
for  a  time.  The  mixed  curd  and  whey 
Is  placed  in  forms  permitting  further 
drainage.  While  being  placed  in  forms, 
spores  of  the  mold  Penicllllum  roque- 
fortll  are  added.  The  forms  are  turned 
several  times  during  drainage.  When 
sufficiently  drained,  the  shaped  curd  is 
removed  from  the  forms  and  salted  with 
dry  salt  or  brine.  Perforations  are  then 
made  In  the  shaped  curd,  and  It  is  held 
at  a  temperature  of  approximately  50' 
P.,  at  90  to  95  percent  relative  humidity, 
until  the  characteristic  mold  growth  has 
developed.  During  storage  the  surface 
of  the  cheese  may  be  scraped  to  remove 
surface  growth  of  undesirable  microor- 
ganisms. A  harmless  preparation  of  en- 
zymes of  animal  or  plant  origin,  which  is 
capable  of  aiding  In  the  curing  or  de- 
velopment of  flavor  of  blue  cheese,  may 
be  added  during  the  procedure,  in  such 
quantity  that  the  weight  of  th  ;  .solids  of 
such  preparation  is  not  more  than  0.1 
percent  of  the  weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cow's 
milk. 

(2)  Such  milk  may  be  bleached  by  the 
use  of  benzoyl  peroxide  or  a  mixture  of 
benzoyl  peroxide  with  pota.ssium  alum, 
calcium  sulfate,  and  magnesium  car- 
bonate; but  the  weight  of  the  benzoyl 
peroxide  Is  not  more  than  0.002  percent 
of  the  weight  of  the  milk  being  bleached, 
and  the  weight  of  the  potassium  ahlm, 
calcium  sulfate,  and  magnesium  carbon- 
ate, singly  or  combined,  is  not  more  than 
six  times  the  weight  of  the  benzoyl  perox- 
ide u.sed.  If  milk  is  bleached  in  this 
manner,  vitamin  A  is  added  to  the  curd 
In  such  quantity  as  to  compen.sate  for  the 
vitamin  A  or  its  precursors  which  are 
destroyed  In  the  bleaching  process. 

(3  •  Such  milk  may  be  adjusted  by  sep- 
arating part  of  the  fat  therefrom  or  by 
adding  one  or  more  of  the  following: 
cream,  cream  which  has  been  treated  in 
the  manner  provided  In  subparagraph 
(2)  of  this  paragraph,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  suffi- 
cient to  recoiLstltute  any  concentrated 
skim  milk  or  nonfat  dry  milk  solids  used. 

§  19.567  Gorgonzola  cheeses;  iden- 
tity. <a)  Gorgonzola  cheese  is  the  food 
prepared  from  cow's  milk  or  goat'.s  milk 
or  mixtures  of  the.se,  and  other  ingre- 
dients specified  In  this  section,  by  the 
procedure  set  forth  In  paragraph  <b»  of 
this  .section,  or  by  another  procedure 
which  produces  a  flnl.shed  cheese  having 
the  same  physical  and  chemical  proper- 
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ties  as  that  produced  when  the  procedure 
set  forth  in  paragraph  (b)  of  this  section 
Is  used.  It  ts  characterized  by  the  pres- 
ence of  bluish-green  mold  throughout 
the  cheese.  It  is  made  in  loaves  weigh- 
ing between  14  and  17  pounds.  It  con- 
tains not  more  than  42  percent  moisture. 
and  its  solids  contain  not  less  than  50 
percent  milk  fat  as  determined  by  the 
methods  prescribed  in  paragraph  (c)  of 
5  19  500.  It  is  not  less  than  90  days 
old. 

tb)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
homogenized,  is  subjected  to  the  action 
of  harmle.ss  lactic-acid-producing  bac- 
teria, present  In  such  milk  or  added 
thereto.  Harmless  coloring  may  be 
added.  Sufficient  rennet  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  cal- 
culated as  anhydrous  calcium  chlor- 
ide, of  the  weight  of  the  milk)  is  added 
to  .set  the  milk  to  a  semisolid  mass.  The 
mass  is  cut  into  smaller  portions  and  al- 
lowed to  stand  for  a  time.  The  mixed 
curd  and  whey  is  placed  Into  forms  per- 
mitting further  drainage.  While  being 
placed  in  forms,  spores  of  the  mold  Peni- 
cillium  glaucum  are  added.  The  forms 
are  turned  several  times  during  drainage. 
When  sufiRciently  drained,  the  shaped 
curd  is  removed  from  the  forms  and 
salted  with  dry  salt  or  brine.  Perfora- 
tions are  then  made  in  the  shaped  curd, 
and  it  is  held  at  a  temperature  of  approx- 
imately 50  F  .  at  90  to  95  percent  relative 
humidity,  until  the  characteristic  mold 
growth  has  developed.  During  storage 
the  surface  of  the  cheese  is  scraped,  if 
necessary  to  remove  surface  growth  of 
undesirable  microorganisms.  A  harm- 
le!!s  preparation  of  enzymes  of  animal 
or  plant  origin,  which  is  capable  of  aiding 
In  the  curing  or  development  of  flavor  of 
gorgonzola  cheese,  may  be  added  during 
the  procedure,  in  such  quantity  that  the 
weight  of  the  solids  of  such  preparation 
Is  not  more  than  0.1  percent  of  the  milk 
used. 

(c)  For  the  purposes  of  this  section: 
a)  The  word  "milk"  means  cow's 
milk  or  goat's  milk  or  mixtures  of  these. 
(2^  Such  milk  may  be  bleached  by  the 
use  of  benzoyl  peroxide  or  a  mixture  of 
benzoyl  peroxide  with  potassium  alum, 
calcium  sulfate,  and  magnesium  car- 
bonate, but  the  weight  of  the  benzoyl 
peroxide  is  not  more  than  0.002  percent 
of  the  weight  of  the  milk  being  bleached, 
and  the  weight  of  the  potassium  alum, 
calcium  .sulfate,  and  magnesium  car- 
bonate, singly  or  combined,  is  not  more 
than  six  times  the  weight  of  the  benzoyl 
peroxide  used.  If  milk  is  bleached  in 
this  manner,  vitamin  A  is  added  to  the 
curd  In  such  quantity  as  to  compensate 
for  the  vitamin  A  or  its  precursors  which 
are  destroyed  in  the  bleaching  process. 

(3)  Such  milk  may  be  adjusted  by 
separating  part  of  the  fat  therefrom  or 
by  adding  one  or  more  of  the  following: 
Cream,  cream  which  has  been  treated  in 
the  manner  provided  in  subparagraph 
(2>  of  this  paragraph,  concentrated  skim 
milk,  nonfat  dry  milk  solids  (or  corre- 
sponding products  made  of  goafs  milk>, 
water  sufficient  to  reconstitute  any  con- 
centrated skim  milk  or  nonfat  dry  milk 
solids  used. 


(d)  When  gorgonzola  cheese  is  made 
solely  from  cow's  milk  the  name  of  such 
cheese  is  "Gorgonzola  Cheese";  when 
made  solely  from  goat's  milk,  the  name 
is  "Gorgonzola  Cheese  Made  From  Goat's 
Milk";  and  when  made  from  a  mixture 
of  cow's  milk  and  goat's  milk,  the  name 
is  "Gorgonzola  Cheese  Made  In  Part 
From  Goat's  Milk. " 

5  19  570  Roquefort  cheese,  sheep's 
milk  blue  mold  cheese,  blue  mold  cheese 
from  sheep's  milk;  identity,  (a)  Roque- 
fort chee.se,  sheep's  milk  blue  mold 
cheese,  blue  mold  cheese  from  sheep's 
milk,  is  the  food  prepared  from  sheep's 
milk  and  other  Ingredients  specified  in 
this  section,  by  the  procedure  set  forth 
In  paragraph  »b)  of  this  section,  or  by 
another  procedure  which  produces  a  fin- 
ished cheese  having  the  same  physical 
and  chemical  properties  as  that  produced 
when  the  procedure  set  forth  in  para- 
graph 'b)  of  this  section  is  used.  It  is 
characterized  by  the  presence  of  bluish- 
green  mold  throughout  the  cheese.  It 
contains  not  more  than  45  percent  mois- 
ture, and  its  solids  contain  not  less  than 
50  percent  milk  fat.  as  determined  by 
the  methods  prescrit>ed  in  paragraph  (c  i 
of  §  19.500.  It  is  not  less  than  60  days 
old. 

(b>  Milk,  which  may  be  pa.steurized. 
Is  subjected  to  the  action  of  harmless 
lactic-acid-producing  bacteria,  present 
in  such  milk  or  added  thereto.  Suffi- 
cient rennet  is  added  to  set  the  milk  to 
a  semi-solid  mass.  The  mass  is  cut  into 
smaller  portions  and  allowed  to  stand 
for  a  time.  The  mixed  curd  and  whey 
Is  placed  in  forms  permitting  further 
drainage  of  whey.  Sp>ores  of  the  mold 
Penicillium  roquefortii  are  added.  The 
forms  are  turned  several  times  during 
drainage.  When  sufficiently  drained, 
the  shaped  curd  Ls  removed  from  the 
forms  and  salted  with  dry  salt  or  brine. 
Perforations  are  then  made  in  the  shaped 
curd,  and  it  is  held  at  a  temperature  of 
approximately  50"  F.,  with  relative  hu- 
midity of  90  to  95  percent,  until  the 
characteristic  mold  growth  has  devel- 
oped. During  storage  the  surface  of  the 
cheese  is  scraped,  if  necessary.  16  re- 
move surface  growth  of  undesirable 
microorganisms.  A  harmless  prepara- 
tion of  enzymes  of  animal  or  plant  origin, 
which  is  capable  of  aiding  in  the  curing 
or  development  of  flavor  of  roquefort 
cheese,  may  be  added  during  the  pro- 
cedure, in  such  quantity  that  the  weight 
of  the  solids  of  such  preparation  is  not 
more  than  0.1  percent  of  the  weight  of 
the  milk  used. 

(c)  For  the  purposes  of  this  section, 
the  word  "milk"  means  sheep's  milk, 
which  may  be  adjusted  by  separating 
part  of  the  fat  therefrom  or  by  adding 
thereto  sheep's  milk  cream  or  skimmed 
sheep's  milk. 

5  19.575  Limburger  cheese;  identity. 
(a)  Limburger  cheese  is  the  food  pre- 
pared from  milk  and  other  ingredients 
.<^pecified  in  this  section,  by  the  procedure 
set  forth  in  paragraph  (b)  of  this  section, 
or  by  another  procedure  which  produces 
a  finished  cheese  having  the  same  physi- 
cal and  chemical  properties  as  that  pro- 
duced when  the  procedure  set  forth  in 
paragraph  <b>  of  this  section  is  u.'^ed. 
It  contains  not  more  than  50  percent  of 


moisture,  and  Its  solids  contain  not  le.ss 
than  50  percent  of  milk  fat,  as  deter- 
mined by  the  methods  prescribed  in  par- 
agraph (c)  of  §  19.500.  If  the  milk  used 
is  not  pasteurized,  limburger  cheese  Is 
held -at  a  temperature  of  not  less  than 
35'  F.  for  not  le.ss  than  60  days. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both.  Is  brought  to  a  tem- 
perature of  about  92°  F.  and  subjected 
to  the  action   of   harmless  lactic-acid- 
producing  bacteria,  present  in  such  milk 
or  added  thereto.   Sufficient  rennet  (with 
or  without  purified  calcium  chloride  in  a 
quantity  not  more  than  0.02  percent,  cal- 
culated as  anhydrous  calcium  chloride, 
of  the  weight  of  the  milk)   is  added  to 
set  the  milk  to  a  semisolid  mass.     The 
mass  is  cut  into  cubes  with  sides  approxi- 
mately "2  Inch  long.    After  a  few  min- 
utes the  mass  is  stirred  and  heated,  grad- 
ually raising  the  temperature  to  96'  F. 
to  98°  F.     The  curd  is  then  allowed  to 
settle,  most  of  the  whey  is  drawn  off.  and 
the  remaining  curd  and  whey  dipped  into 
molds.     During  drainage  the  curd  may 
be  pressed.    It  is  turned  at  regular  inter- 
vals.   After  drainage  the  curd  is  cut  into 
pieces  of  desired  size  and  dry-salted  at 
intervals  for  24  to  48  hours.    The  cheese 
is  then  cured  with  frequent  applications 
of  a  weak  brine  solution  to  the  surface, 
until  the  proper  growth  of  surface-curing 
organisms    is    obtained.      It    is    then 
wrapped  and  held  in  storage  for  develop- 
ment of  as  much  additional  flavor  as  is 
desired.     When  made  from  pasteurized 
milk,  the  milk  is  brought  to  a  tempera- 
ture of  89°  F.  to  90°  F.  after  pasteuriza- 
tion.   A  culture  of  harmle.ss  lactic-acid- 
producing  bacteria  is  added.     Calcium 
chloride  may  be  added,  as  to  raw  milk. 
The  procedure  then  Is  the  same  as  with 
raw  milk,  except  that  heating  is  to  94°  F. 
After  most  of  the  whey  is  drained  off, 
salt  brine  at  a  temperature  of  66"  F.  to 
70°  F.  is  added,  so  that  the  pH  of  the 
curd  is  about  4  8.    The  mixed  curd.  whey, 
and  brine  is  dipped  into  molds  and  the 
same  procedure  followed  as  when  raw 
milk  is  used. 

Whether  pasteurized  or  unpasteurized 
milk  is  used,  a  harmless  preparation  of 
enzymes  of  animal  or  plant  origin,  which 
is  capable  of  aidinc  in  the  curing  or  de- 
velopment of  flavor  of  limburger  cheese, 
may  be  added  during  the  procedure,  in 
such  quantity  that  the  weight  of  the  sol- 
ids of  such  preparation  Is  not  more  than 
0.1  percent  of  the  weight  of  the  milk 
used. 

(c>  For  the  purposes  of  this  section: 
a)  The  word  "milk"  means  cow's 
milk,  which  may  be  adjusted  by  separat- 
ing part  of  the  fat  therefrom  or  by  add- 
ing thereto  one  or  more  of  the  following: 
Cream,  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  If  It  has  been  held  a  time  and 
temperature  of  not  le.ss  than  143°  F.  for 
a  period  of  not  less  than  30  minutes,  or 
at  a  time  and  temperature  equivalent 
thereto  In  phosphata.«e  destruction. 

§  19  580  Monterey  cheese;  identity. 
(a)  Monterey  cheese  Is  the  food  pre- 
paied  from  milk  and  other  ingredients 
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specified  in  this  section,  by  the  procedure 
set  forth  in  paragraph  (b)  of  this  sec- 
tion, or  by  another  procedure  which  pro- 
duces a  finished  cheese  having  the  same 
physical  and  chemical  properties  as  that 
produced  when  the  procedure  .set  forth 
In  paragraph  (b)  of  this  section  is  used. 
Monterey  chee.se  is  made  in  sizes  not  ex- 
ceeding 12  pounds  In  weight.  It  con- 
tains not  more  than  44  percent  of  mois- 
ture, and  its  .solids  contain  not  less  than 
50  percent  of  milk  fat,  as  determined  by 
the  methods  prescribed  in  paragraph  (c) 
of  S  19  590. 

(b)  Milk,  which  is  pasteurized,  and 
which  may  be  clarified,  is  subjected  to 
the  action  of  harmless  lactic-acid-pro- 
duclng  bacteria,  present  in  such  milk  or 
added  thereto.  Sufficient  rennet  (with 
or  without  purified  calcium  chloride  in  a 
quantity  not  more  than  0.02  percent, 
calculated  as  anhydrous  calcium  chlor- 
ide, of  the  weight  of  the  milk)  is  added 
to  set  the  milk  to  a  semisolid  ma.ss.  The 
mass  is  so  cut,  stirred,  and  heated,  with 
continued  stirring,  as  to  promote  and 
regulate  the  separation  of  whey  and 
curd.  Part  of  the  whey  is  drained  off, 
and  water  or  salt  brine  may  be  added. 
The  curd  is  drained  and  placed  in  a 
muslin  or  sheeting  cloth,  formed  into  a 
ball,  and  pressed;  or  it  Is  placed  in  a 
cheese  hoop  and  pressed.  Later,  the 
cloth  bandage  Is  removed,  and  the  cheese 
Is  covered  with  paraffin  or  dipped  in  veg- 
etable oil  and  rice  flour  sprinkled  on  the 
siu-face.  A  harmless  preparation  of  en- 
zymes of  animal  or  plant  origin,  which 
Is  capable  of  aiding  in  the  curing  or  de- 
velopment of  flavor  of  monterey  cheese, 
may  be  added  during  the  procedure.  In 
such  quantity  that  the  weight  of  the 
solids  of  such  preparation  is  not  more 
than  0.1  percent  of  the  weight  of  the 
milk  u.sed. 

(c)  For  the  purposes  of  this  section: 
(1)  The    word    "milk"    means    cow's 

milk,  which  may  be  adjusted  by  separat- 
ing part  of  the  fat  therefrom  or  by  add- 
ing thereto  one  or  more  of  the  follow- 
ing: Cream,  skim  milk,  concentrated 
skim  milk,  nonfat  dry  milk  solids,  water 
In  a  quantity  sufficient  to  reconstitute 
any  concentrated  skim  milk  or  nonfat 
dry  milk  .solids  used. 

<2)  Milk  shall  be  deemed  to  have  been 
pasteurized  if  it  has  been  held  at  a  time 
and  temperature  of  not  less  than  143'  F. 
for  a  period  of  not  less  than  30  minutes. 
or  at  a  time  and  temperature  equivalent 
thereto  in  phosphatase  destruction. 
Monterey  cheese  shall  be  deemed  not  to 
have  been  made  from  pasteurized  milk  If 
0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested 
by  the  method  prescribed  In  paragraph 
(e)  of  §  19.500. 

5  19.585  1 1  ioh -moisture  jack  cheese; 
identity.  <a)  High  -  moisture  jack 
cheese  conforms  to  the  definition  and 
standard  of  identity  prescribed  for  mon- 
terey cheese  by  §  19.580,  except  that  its 
moi.sture  content  Is  not  less  than  44 
percent,  but  less  than  50  percent. 

§  19.590  Provolone  cheese,  pasta 
filata  cheese;  identity,  (a)  Provolone 
cheese,  pasta  fllata  chee.se.  is  the  food 
prepared  from  milk  and  other  ingredi- 
ents specified  in  this  section,  by  the  pro- 
cediu-e  set  forth  in  paragraph  <b)  of  this 
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section,  or  by  another  procedure  which 
produces  a  finished  cheese  having  the 
same  physical  and  chemical  properties  as 
that  produced  when  the  procedure  set 
forth  in  paragraph  (b)  of  this  section  is 
used.  It  has  a  stringy  texture,  and  may 
be  made  in  several  shapes.  It  contains 
not  more  than  45  percent  of  moisture, 
and  Its  solids  contain  not  less  than  45 
percent  of  milk  fat.  as  determined  by  the 
methods  prescribed  in  paragraph  (c)  of 
§  19.500.  If  the  milk  used  is  not  pas- 
teurized, the  cheese  so  made  is  held  at 
a  temperature  of  not  less  than  35'  F.  for 
not  less  than  60  days. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactlc-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Sufficient  rennet,  rennet  paste,  or  ex- 
tract of  rennet  paste  (with  or  without 
purified  calcium  chloride  In  a  quantity 
not  more  than  0.02  percent,  calculated  as 
anhydrous  calcium  chloride,  of  the 
weight  of  the  milk)  Is  added  to  set  the 
milk  to  a  semisolid  mass.  The  ma.ss  is 
cut,  stirred,  and  heated  so  as  to  promote 
and  regulate  the  separation  of  whey  from 
the  curd.  The  whey  Is  drained  off.  and 
the  curd  is  matted  and  cut,  immersed  in 
hot  water,  and  kneaded  and  stretched 
until  it  is  smooth  and  free  from  lumps. 
Then  it  is  cut  and  molded.  During  the 
molding  the  curd  Is  kept  sufficiently 
warm  to  cause  proper  sealing  of  the  sur- 
face. The  form  is  then  firmed  by  im- 
mersion in  cold  water,  salted  in  brine, 
and  dried.  Some  shapes  may  be  encased 
In  rop)es  or  twine  before  drying.  Provo- 
lone cheese  may  be  smoked.  It  Is  given 
some  additional  curing  and  covered  with 
paraffin  or  similar  wax.  A  harmless 
preparation  of  enzymes  of  animal  or 
plant  origin,  which  Is  capable  of  aiding 
In  the  curing  or  development  of  fiavor  of 
provolone  cheese,  may  be  added  during 
the  procedure,  in  such  quantity  that  the 
weight  of  the  solids  of  such  preparation 
is  not  more  than  0.1  percent  of  the 
weight  of  the  milk  used. 

( c  >   For  the  purpo.ses  of  this  section : 

(1 )  The  word  "milk"  means  cow's  milk, 
which  may  be  adjusted  by  separating 
part  of  the  fat  therefrom  or  by  adding 
thereto  one  or  more  of  the  following: 
Cream,  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  u.sed. 

(2)  Milk  shall  be  deemed  to  have  been 
pasteurized  if  if  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  F. 
for  a  period  of  not  less  than  30  minutes, 
or  at  a  time  and  temperature  equivalent 
thereto  in  phosphata.se  .  destruction. 
Provolone  cheese  shall  be  deemed  not  to 
have  been  made  from  pasteurized  milk  if 
0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms,  when  tested  by 
the  method  prescribed  in  paragraph  (e) 
of  §  19.500. 

(d)  In  the  labeling  of  this  food,  the 
name  "Provolone  Cheese"  ("Pasta  Filata 
Cheese"),  may  be  accompanied  by  the 
common  name  of  the  shape  of  the  cheese, 
such  as  "Salami  Provolgne."  If  provo- 
lone cheese  Is  smoked,  the  word 
"Smoked"  shall  precede  or  follow  the 
name. 
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5  19.5^5  Parmesan  cheese,  reggiano 
cheese;  identity.  (a»  Parmesan  cheese, 
reggiano  cheese.  Is  the  food  prepared 
from  milk  and  other  ingredients  speci- 
fied in  this  section,  by  the  procedure 
set  forth  in  paragraph  (b»  of  this  sec- 
tion, or  by  another  procedure  which  pro- 
duces a  finished  cheese  having  the  same 
physical  and  chemical  proF>erties  as  that 
produced  when  the  procedure  set  forth 
in  paragraph  <b)  of  this  section  is  used. 
It  is  characterized  by  a  granular  texture 
and  a  hard  and  brittle  rind.  It  grates 
readily.  It  contains  not  more  than  32 
percent  of  moisture,  and  its  solids  con- 
tain not  less  than  34  percent  of  milk  fat. 
as  determined  by  the  methods  prescribed 
in  paragraph  (c)  of  5  19.500.  It  is  cured 
for  not  less  than  14  months. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Sufficient  rennet  (with  or  without  puri- 
fied calcium  chloride  in  a  quantity  not 
more  than  0.02  percent,  calculated  as 
anhydrous  calcium  chloride,  of  the 
weight  of  the  milk)  Is  added  to  set  the 
milk  to  a  semisolid  mass.  The  ma.ss  is 
cut  into  pieces  no  larger  than  wheat  ker- 
nels, heated,  and  stirred  until  the  tem- 
perature reaches  between  115'  F.  and 
125'  F.  The  curd  is  allowed  to  .settle 
and  Is  then  removed  from  the  kettle  or 
vat,  drained  for  a  short  time,  placed  in 
hops,  and  pressed.  The  pressed  curd 
Is  removed  and  salted  In  brine,  or  dry- 
salted.  The  chee.se  is  cured  in  a  cool, 
ventilated  room.  The  rind  of  the  cheese 
may  be  coated  or  colored.  A  harmle.ss 
preparation  of  enzymes  of  animal  or 
plant  origin,  which  is  capable  of  aiding 
In  the  curing  or  development  of  flavor 
of  parmesan  cheese,  may  be  added  dur- 
ing the  procedure,  in  .such  quantity  that 
the  weight  of  the  solids  of  such  prepara- 
tion Is  not  more  than  0.1  percent  of  the 
weight  of  the  milk  used. 

(c)  For  the  purpo.ses  of  this  section, 
the  word  "milk"  means  cow's  milk,  which 
may  be  adjusted  by  separating  part  of 
the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  cream, 
skim  milk,  concentrated  skim  milk,  non- 
fat dry  milk  solids,  water  in  a  quantity 
sufficient  to  reconstitute  any  concen- 
trated skim  milk  or  nonfat  dry  milk 
solids  used. 

§  19.610  Romano  cheeses;  identity. 
Ca)  Romano  chee.se  is  the  food  prepared 
from  cow's  milk  or  sheep's  milk  or  goat's 
milk  or  mixtures  of  two  or  all  of  these 
and  other  ingredients  specified  in  this 
section,  by  the  procedure  set  forth  In 
paragraph  (b)  of  this  section,  or  by  an- 
other procedure  which  produces  a  fin- 
ished cheese  having  the  same  physical 
and  chemical  properties  as  that  produced 
when  the  procedure  set  forth  in  para- 
graph (b)  of  this  .section  Is  used.  It 
grates  readily,  and  has  a  granular  tex- 
ture and  a  harfl  and  brittle  rind.  It  con- 
tains not  more  than  34  percent  of  mois- 
ture, and  Its  solids  contain  not  less  than 
38  percent  of  milk  fat.  as  determined  by 
the  metliods  prescribed  in  paragraph  (c) 
of  §  19.500.  It  Is  cured  for  not  less  than 
5  months. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified   or   both,   and   which   may   be 
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warmed,  Is  subjected  to  the  action  of 
harmless  lactic-acld-producing  bacteria, 
present  In  such  milk  or  added  thereto. 
Harmless    artificial    coloring    may    be 
added.    Rennet,  rennet  paste,  or  extract 
of  rennet  paste  'with  or  without  purified 
calcium  chloride  in  a  quantity  not  more 
than  0.02  percent  calculated  as  anhy- 
drous calcium  chloride,  of  the  weight  of 
the  milk)  is  added  to  set  the  milk  to  a 
semisolid  mass.    The  mass  is  cut  Into 
particles  no  larger   than   corn   kernels, 
stirred,  and  heated  to  a  temperature  of 
about   120'   P.     The  curd  is  allowed  to 
settle  to  the  bottom  of  the  kettle  or  vat, 
and  Is  then  removed  and  drained  for  a 
short  time,  packed  in  forms  or  hoops,  and 
pressed.    The  pressed  curd  is  salted  by 
immersing  in  brine  for  about  24  hours 
and  is  then  removed  from  the  brine  and 
the  surface  allowed  to  dry.     It  is  then 
alternately  rubbed  with  salt  and  washed 
at  intervals.     It  may  be  perforated  with 
needles.    It  Is  finally  dry-cured.    Dur- 
ing curing  it  is  turned  and  .scraped.    The 
surface  may  be  rubbed  with  vegetable  oil. 
A  harmless  preparation  of  enzymes  of 
animal  or  plant  origin,  which  Is  capable 
of  aiding  In  the  curing  or  development 
of  fiavor  of  romano  cheese,  may  be  added 
during  the  procedure,  in  such  quantity 
that  the  weight  of  the  solids  of  such  prep- 
aration is  not  more  than  0.1  percent  of 
the  weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section, 
the  word  "milk"  means  cow's  milk  or 
goat's  milk  or  sheep's  milk  or  mixtures  of 
two  or  all  of  these,  which  may  be  ad- 
Justed  by  separating  part  of  the  fat 
therefrom  or  by  adding  thereto  one  or 
more  of  the  following :  Cream,  skim  milk, 
concentrated  skim  milk,  nonfat  dry  milk 
solids,  or  the  corresponding  products 
prepared  from  goat's  milk  or  sheep's 
milk,  water  in  a  quantity  sufficient  to 
reconstitute  any  concentrated  skim  milk 
or  nonfat  dry  milk  solids  used. 

(d)  When  romano  cheese  is  made 
solely  from  cow's  milk  the  name  of  such 
cheese  is  "Romano  Cheese";  when  made 
solely  from  sheep's  milk,  the  name  Is 
•  Romano  Cheese  Made  Prom  Sheep's 
Milk"  and  may  be  preceded  by  the  word 
"Pecorino";  when  made  solely  from 
goat's  milk,  the  name  is  "Romano  Chee.>^e 
Made  From  Goat's  Milk  "  and  may  be  pre- 
ceded by  the  word  "Caprlno";  and  when 
a  mixture  of  two  or  all  of  the  milks  spec- 
ified in  this  section  is  used,  the  name  of 
the   cheese   Is   "Romano  Cheese   Made 

From ."  the  blank  being  filled  In 

with  the  names  of  the  milks  used,  in  order 
of  predominance  by  weight. 

§  19  615  Asiaoo  fresh  cheese,  asiaqo 
soft  cheese:  identity.  (a>  Asiago  fre.sh 
cheese,  asiago  soft  cheese.  Is  the  food 
prepared  from  milk  and  other  ingredi- 
ents specified  in  this  section,  by  the  pro- 
cedure set  forth  in  paragraph  (b»  of  this 
section,  or  by  another  procedure  which 
produces  a  finished  cheese  having  the 
same  phy.sical  and  chemical  properties 
as  that  produced  when  the  procedure  set 
forth  in  paragraph  (b)  of  this  section  is 
used.  It  contains  not  more  than  45  per- 
cent of  moisture,  and  Its  solids  contain 
not  less  than  50  percent  of  milk  fat.  as 
determined  by  the  methods  prescribed  in 
paragraph  <c)  of  5  19  500.  It  is  cured 
for  not  less  than  60  days. 
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(b)   Milk,  which  may  be  pasteurized 
or  clarified  or  twth,  and  which  may  be 
warmed.  Is  subjected  to  the  action  of 
harmless  lactlc-acid-producing  bacteria, 
present  in  such  milk  or  added  thereto. 
Sufficient  rennet  (with  or  without  puri- 
fied calcium  chloride  In  a  quantity  not 
more  than  0.02  percent,  calculated  as 
anhydrous    calcium    chloride,    of    the 
weight  of  the  milk)  Is  added  to  set  the 
milk  to  a  semisolid  mass.    The  mass  Is 
cut.  stirred,  and  heated  to  promote  and 
regulate  separation  of  the  whey  from  the 
curd.     The  whey  is  drained  off.     When 
the  curd  is  sufficiently  firm,  it  is  removed 
from  the  kettle  or  vat,  further  drained 
for  a  short  time,  packed  into  hoops,  and 
pressed.     The  pressed  curd  is  salted  in 
brine    and    cured    in    a    well-ventilated 
room.    During  curing  the  surface  of  the 
cheese    is    occasionally    rubbed    with    a 
vegetable  oil.    A  harmless  preparation  of 
enzymes  of  animal  or  plant  origin,  which 
is  capable  of  aiding  in  the  curing  or  de- 
velopment   of    flavor    of    asiago    fresh 
cheese,  may  be  added  during  the  proce- 
dure, in  such  quantity  that  the  weight  of 
the  solids  of  such  preparation  is  not  more 
than  0.1  percent  of  the  weight  of  the 
milk  used. 

(c)  For  the  purposes  of  this  section, 
the  word  "milk"  means  cow's  milk,  which 
may  be  adjusted  by  separating  part  of 
the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  Cream, 
skim  milk,  concentrated  skim  milk,  non- 
fat dry  milk  solids,  water  in  a  quantity 
sufficient  to  reconstitute  any  concen- 
trated skim  milk  or  ponfat  dry  milk 
solids  used. 

§  19.620  Asiago  medium  cheese;  iden- 
tity. Asiago  medium  cheese  conforms  to 
the  definition  and  standard  of  identity 
prescribed  by  §  19.615  for  asiago  fresh 
cheese,  except  that  it  contains  not  more 
than  35  percent  moisture,  its  solids  con- 
tain not  less  than  45  percent  of  milk  fat. 
and  it  is  cured  for  not  less  than  6  months. 

§  19  625  Asiago  old  cheese;  identity. 
Asiago  old  cheese  conforms  to  the  defini- 
tion and  standard  of  identity  prescribed 
by  §  19.615  for  asiago  fresh  cheese,  ex- 
cept that  it  contains  not  more  than  32 
percent  moisture,  its  solids  contain  not 
less  than  42  percent  of  milk  fat,  and  it 
is  cured  for  not  less  than  1  year.. 

§  19.635  Cook  cheese,  koch  kaese; 
identity.  <a)  Cook  cheese,  koch  kaese, 
h?  the  food  prepared  from  milk  and  other 
ingredients  specified  in  this  section,  by 
the  procedure  set  forth  in  paragraph  <bi 
of  this  section,  or  by  another  procedure 
which  produces  a  finished  cheese  having 
the  same  physical  and  chemical  proper- 
ties as  that  produced  when  the  pro- 
cedure set  forth  in  paragraph  (b>  of 
this  section  is  ased.  It  contains  not 
more  than  80  percent  moisture  as  de- 
termined by  the  method  therefor  pre- 
scribed in  paragraph  (c)  of  $  19.500. 
When  tested  for  phosphatase  by  the 
method  prescribed  in  paragraph  (e>  of 
§  19.500.  0.25  gm.  of  cook  cheese  shows  a 
phenol  equivalent  of  not  more  than  3 
micrograms. 

(b)  The  optional  dairy  ingredients 
specified  in  paragraph  (c>  of  this  section, 
which  may  be  pasteurized,  and  which 
may  be  warmed,  are  subjected  to  the 


action  of  harmless  lactic-acld-produclng 
bacteria,  present  in  such  dairy  ingredi- 
ents or  added  thereto.  A  culture  of  a 
harmless  white  mold  may  be  added. 
Sufficient  rennet  (with  or  without  puri- 
•fled  calcium  chloride  In  a  quantity  not 
more  than  0  02  percent,  calculated  as 
anhydrous  calcium  chloride,  of  the 
weight  of  the  milk)  may  be  added  to  aid 
In  setting  the  mix  to  a  semisolid  mass. 
The  mass  Is  cut,  stirred,  and  heated, 
with  continued  stirring,  so  as  to  separate 
the  curd  and  whey.  The  whey  is  drained 
from  the  curd,  and  the  curd  Is  cured  for 
2  or  3  days.  It  is  then  heated  to  a  tem- 
perature of  not  less  than  180'  P.  until 
the  hot  curd  will  drop  from  a  ladle  with 
a  consistency  like  that  of  honey.  Tho 
hot  cheese  Is  filled  into  packages  and 
cooled.  Cream,  salt,  or  caraway  seed  or 
any  mixtu'-e  of  two  or  more  of  these  may 
be  added. 

(c)  The  optional  dairy  Ingredients 
referred  to  in  paragraph  (b>  of  this  sec- 
tion are:  Skim  milk  or  concentrated 
skim  milk  or  nonfat  dry  milk  solids  or  a 
mixture  of  any  two  or  more  of  these, 
with  water  in  a  quantity  not  in  excess  of 
that  sufficient  to  reconstitute  any  con- 
centrated skim  milk  or  nonfat  dry  milk 
solids  used. 

id)  For  the  purposes  of  this  section, 
"skim  milk"  means  cows  milk  from 
which  the  milk  fat  has  been  separated, 
and  "concentrated  skim  milk"  means 
skim  milk  from  which  a  portion  of  the 
water  has  been  removed  by  evaporation. 

§  19.637  Sap  sago  cheese;  identity. 
(&>  Sap  sago  chee.se  is  the  food  prepared 
from  the  skim  milk  of  cows  and  other 
Ingredients  specified  in  this  section,  by 
the  procedure  set  forth  in  paragraph 
(b)  of  this  section.  It  has  a  pale-green 
color,  and  is  made  in  the  shape  of  a  trun- 
cated cone.  It  contains  not  more  than 
38  percent  of  moisture,  as  determined  by 
the  method  prescribed  in  paragraph  (c) 
of  5  19.500. 

tb)  Skim  milk  is  allowed  to  become 
.sour,  and  is  heated  to  boiling  tempera- 
ture, with  stirring.  Cold  buttermilk  may 
be  added.  Sufficient  sour  whey  is  added 
to  precipitate  the  casein.  The  curd  is 
removed,  spread  out  in  boxes,  and 
pres-sed,  and  while  under  pressure  is  al- 
lowed to  drain  and  ferment.  It  is 
ripened  for  not  less  than  5  weeks.  The 
ripened  curd  is  dried  and  ground,  and  to 
each  100  parts  of  the  ground  curd  are 
added  about  5  parts  of  salt  and  25  parts 
of  dried  Melllotus  coerulca.  The  mix- 
ture is  shaped  into  truncated  cones.  It 
is  then  cured  for  not  less  than  5  months. 

§  19.639  Gammelost  cheese;  identity. 
(a)  Gammelost  cheese  is  the  food  pre- 
pared from  the  skim  milk  of  cows  and 
the  other  ingredients  specified  in  this 
section,  by  the  procedure  set  forth  in 
paragraph  <b)  of  this  section.  It  con- 
tains not  more  than  52  percent  of  mois- 
ture, as  determined  by  the  method  pre- 
scribed in  paragraph  'c'  of  5  19  500. 

(b>  Skim  milk,  which  may  be  pas- 
teurized, is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
present  in  such  skim  milk  or  added 
thereto.  The  development  of  acidity  is 
continued  until  the  skim  milk  coagulates 
to  a  ■semisolid  mass.  The  mass  is. stirred 
and  heated  until  a  temperature  cf  a'jout 
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145°  P.  is  reached,  and  is  held  at  that 
temperature  for  not  less  than  '2  hour. 
The  whey  is  drained  off  and  the  curd  re- 
moved and  placed  in  forms  and  pressed. 
The  shaped  curd  is  placed  in  whey  and 
heated  for  3  or  4  hours.  It  Is  then  re- 
moved from  the  whey  and  may  again  be 
pressed.  It  is  then  stored  under  con- 
ditions suitable  for  curing. 

§  19.650  Hard  cheeses;  identity.  fa> 
The  chee-ses  for  which  definitions  and 
standards  of  identity  are  prescribed  by 
this  section  are  hard  cheeses  for  which 
specifically  applicable  definitions  and 
standards  of  identity  are  not  prescribed 
by  other  sections  of  these  regulations. 
They  are  made  from  milk  and  the  other 
ingredients  specified  in  this  section,  by 
the  procedure  set  forth  in  paragraph  (b) 
of  this  section.  They  contain  not  more 
than  39  percent  of  moisture,  and  their 
.solids  contain  not  less  than  50  percent  of 
milk  fat.  as  determined  by  the  methods 
prescribed  in  paragraph  <c)  of  S  19.500. 
If  the  milk  used  is  not  pasteurized,  the 
cheese  so  made  is  cured  at  a  temperature 
of  not  less  than  35°  P.  for  not  less  than 
60  days. 

(b)  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria, 
with  or  without  other  harmle.ss  flavor- 
producing  bacteria,  present  in  such  milk 
or  added  thereto.  Harmless  artificial 
coloring  may  be  added.  Sufficient  ren- 
net, rennet  paste  or  extract  of  rennet 
paste  (with  or  without  purified  calcium 
chloride  in  a  quantity  not  more  than 
0.02  percent,  calculated  as  anhydrous 
calcium  chloride,  of  the  weight  of  the 
milk)  is  added  to  set  the  milk  to  a  semi- 
solid ma.ss. 

The  mass  is  cut  into  small  particles, 
stirred,  and  heated.  The  curd  is  sepa- 
rated from  the  whey,  drained,  and  shaped 
into  forms,  and  may  be  pressed.  The 
curd  is  salted  at  .some  stage  of  the  manu- 
facturing process.  The  shaped  curd 
may  be  cured.  The  rind  may  be  coated 
with  paraffin  or  rubbed  with  vegetable 
oil.  A  harmless  preparation  of  enzymes 
of  animal  or  plant  origin,  which  is 
capable  of  aiding  in  the  curing  or  de- 
velopment of  flavor  of  hard  cheese,  may 
be  added  during  the  procedure,  in  such 
quantity  that  the  weight  of  the  solids  of 
such  preparation  is  not  more  than  0.1 
percent  of  the  weight  of  the  milk  used. 

(c»   For  the  purposes  of  this  section: 

( 1 )  The  word  "milk"  means  cow's  milk, 
sheep's  milk,  or  goat's  milk,  or  a  mixture 
of  two  or  all  of  these.  Such  milk  may  be 
adjasted  by  .separating  part  of  the  fat 
therefrom  or  by  adding  thereto  one  or 
more  of  the  following:  Cream,  skim  milk. 
concentrated  .skim  milk,  nonfat  dry  milk 
solids  <or  the  corresponding  products 
prepared  from  goat's  milk  or  sheep's 
milk),  water  in  a  quantity  sufficient  to 
reconstitute  any  concentrated  skim  milk 
or  nonfat  dry  milk  solids  used. 

<2)  Milk  shall  be  deemed  to  have  been 
pa.steurized  if  it  has  been  held  at  a  tem- 
perature of  not  less  than  143'  P.  for  a 
period  of  not  le.ss  than  30  minutes,  or 
at  a  time  and  temperature  equivalent 
thereto  in  phosphatase  destruction.  A 
hard  cheese  shall  be  deemed  not  to  have 
been  made  from  pasteurized  milk  if  0.25 
gm.  shows  a  phenol  equivalent  of  more 
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than  3  micrograms,  when  tested  by  the 
method  prescribed  in  paragraph  (e)  of 
,  S  19.500. 

(d)  The  name  of  each  hard  cheese  for 
which  a  definition  and  standard  of  iden- 
tity is  prescribed  by  this  section  is  "Hard 
Cheese,"  preceded  or  followed  by : 

(1)  The  specific  common  or  usual 
name  of  such  hard  cheese,  if  any  such 
name  has  become  generally  recognized 
therefor;  or 

(2)  If  no  such  specific  common  or 
usual  name  has  become  generally  recog- 
nized therefor,  an  arbitrary  or  fanciful 
name  which  is  not  false  or  misleading  in 
any  particular. 

(e>  When  milk  other  than  cow's  milk 
is  used  in  whole  or  in  part,  the  name  of 
the  cheese  includes  the  statement  "Made 

Prom ."  the  blank  being  filled  in 

with  the  name  or  names  of  the  milk  used, 
in  order  of  predominance  by  weight. 

§  19.655  Semisoft  cheeses;  identity; 
label  statement  of  optional  ingredients. 
(a)  The  cheeses  for  which  definitions 
and  standards  of  Identity  are  prescribed 
by  this  section  are  semisoft  cheeses  for 
which  specifically  applicable  definitions 
and  standards  of  identity  are. not  pre- 
scribed by  other  sections  of  these  regu- 
lations. They  are  made  from  milk  and 
other  ingredients  specified  in  this  sec- 
tion, by  the  procedure  set  forth  in  para- 
graph 'b)  of  this  section.  They  contain 
more  than  39  percent,  but  not  more  than 
50  percent,  of  moisture,  and  their  solids 
contain  not  less  than  50  percent  of  milk 
fat,  as  determined  by  the  methods  pre- 
scribed in  paragraph  (c)  of  §  19.500.  If 
the  milk  used  is  not  pasteurized,  the 
chee.se  so  made  is  cured  at  a  temperature 
of  not  le.ss  than  35°  P.  for  not  less  than 
60  days. 

(b)  Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmle.ss  lactic-acid-producing  bacteria 
or  other  harmless  fiavor-producing  bac- 
teria, present  in  such  milk  or  added 
thereto.  Sufficient  rennet,  rennet  paste, 
or  extract  of  rennet  paste  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  .semisolid  ma.<;s.  Harmless 
coloring  may  be  added.  After  coagula- 
tion the  mass  is  so  treated  as  to  promote 
and  regulate  the  separation  of  whey  and 
curd.  Such  treatment  may  include  one 
or  more  of  the  following:  Cutting,  stir- 
ring, heating,  dilution  with  water  or 
brine.  The  whey,  or  part  of  it,  is  drained 
off.  and  the  curd  is  collected  and  shaped. 
It  may  be  placed  in  forms,  and  may  be 
pressed.  It  may  be  cured  in  a  manner 
to  promote  the  growth  of  biological  cur- 
ing agents  on  the  surface.  Salt  may 
be  added  during  the  procedure.  A  harm- 
le.ss preparation  of  enzymes  of  animal  or 
plant  origin,  which  is  capable  of  aiding 
in  the  curing  or  development  of  fiavor 
of  semisoft  cheese,  may  be  added,  in  such 
quantity  that  the  weight  of  the  solids 
of  such  preparation  is  not  more  than 
0.1  percent  of  the  weight  of  the  mflk 
used. 

(c)  For  the  purpo.ses  of  this  section: 
(1)  The    word    "milk"    means    cow's 

milk,  sheep's  milk,  or  goat's  milk  or  a 
mixture  of  two  or  all  of  these.     Such 
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milk  may  be  adjusted  by  separating  part 
of  the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  Cream, 
skim  milk,  concentrated  skim  milk,  non- 
fat dry  milk  solids  (or  the  corresponding 
products  prepared  from  goat's  milk  or 
sheep's  milk),  water  in  a  quantity  suffi- 
cient to  reconstitute  any  concentrated 
skim  milk  or  nonfat  dry  milk  .solids  used. 
(2)  Milk  shall  be  deemed  to  have  been 
pasteiu-ized  if  it  has  been  held  at  a  tem- 
perature of  not  less  than  143"  P.  for  a 
period  of  not  less  than  30  minutes,  or  at 
a  time  and  temperature  equi\*alent 
thereto  in  phosphatase  destruction.  A 
semisoft  cheese  shall  be  deemed  not  to 
have  been  made  from  pasteurized  milk 
if  0.25  gm.  shows  a  phenol  equivalent  of 
more  than  3  micrograms  when  tested  by 
the  method  prescribed  In  paragraph  (e) 
of  §  19.500. 

(d)  The  name  of  each  semisoft  cheese 
for  which  a  definition  and  standard  of 
Identity  is  pre.scribed  by  this  section  is 
"Semisoft  Cheese,"  preceded  or  followed 
by: 

(1)  The  specific  common  or  usual 
name  of  such  semisoft  cheese,  if  any 
such  name  has  become  generally  recog- 
nized therefor;  or 

(2)  If  no  such  specific  common  or 
usual  name  has  become  generally  recog- 
nized therefor,  an  arbitrary  or  fanciful 
name  which  is  not  false  or  misleading  in 
any  particular. 

(e)  When  milk  other  than  cow's  milk 
Is  used  in  whole  or  in  part,  the  name  of 
the  cheese  shall  Include  the  statement 

"Made  Prom  "  the  blank  being 

filled  in  with  the  name  or  names  of  the 
milk  used,  in  order  of  predominance  by 
weight. 

§  19.660  Semisoft  part-skim  cheeses: 
identity;  label  statement  of  optional 
ingredients.  <a)  The  cheeses  for  which 
definitions  and  standards  of  Identity  are 
prescribed  by  this  section  are  semisoft 
part-skim  cheeses  for  which  specifically 
applicable  definitions  and  standards  of 
Identity  are  not  prescribed  by  other  sec- 
tions of  these  regulations.  They  are 
made  from  partly  skimmed  milk  ^d 
other  ingredients  .specified  in  this  sec- 
tion, by  the  procedure  .set  forth  in  para- 
graph (b»  of  this  .section.  They  contain 
not  more  than  50  percent  of  moisture, 
and  their  solids  contain  Mot  less  than  45 
percent,  but  le.ss  than  50  percent  of  miik 
fat,  as  determined  by  the  methods  .set 
forth  in  paragraph  <c)  of  §  19.500.  If 
the  milk  used  is  not  pasteurized,  the 
cheese  so  made  is  cured  at  a  temperature 
of  not  less  than  35  P.  for  not  less  than 
60  days. 

(b)  Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria 
or  other  harmle.ss  flavor-producing  bac- 
teria, present  in  such  milk  or  added 
thereto.  Sufficient  rennet,  rennet  paste. 
or  extract  of  rennet  paste  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  cal- 
culated as  anhydrous  calcium  chloride, 
of  the  weight  of  the  milk)  is  added  to 
set  the  milk  to  a  semisolid  mass.  Harm- 
less coloring  may  be  added.  After  co- 
agulation the  mass  is  .so  treated  as  to 
promote  and  regulate  the  separation  of 
whey  and  curd.     Such  treatment  may 
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Include  one  or  more  of  the  following: 
cutting,  stirring,  heating,  dilution  with 
salt  water  or  brine.  The  whey,  or  part 
of  it.  is  drained  off,  and  the  curd  is  col- 
lected and  shaped.  It  may  be  placed  in 
forms,  and  it  may  be  pressed.  It  may 
be  cured  in  a  manner  to  promote  the 
growth  of  biological  curing  agents  on 
the  surface.  Salt  may  be  added  during 
the  procedure  A  harmless  preparation 
of  enzymes  of  animal  or  plant  origin, 
which  is  capable  of  aiding  in  the  curing 
or  development  of  flavor  of  semisoft 
part-skim  cheese,  may  be  added  in  such 
quantity  that  the  weight  of  the  solids  of 
such  preparation  is  not  more  than  0.1 
percent  of  the  weight  of  the  milk  used. 

(c>  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cows  milk, 
sheep's  milk,  or  goat's  milk  or  a  mixture 
of  two  or  all  of  the.'^e.  Such  milk  may 
be  adjusted  by  separating  part  of  the  fat 
therefrom  or  by  adding  thereto  one  or 
more  of  the  following:  Cream,  .skim  milk, 
concentrated  skim  milk,  nonfat  dry  milk 
solids  <or  the  corresponding  products 
prepared  from  goat's  milk  or  sheep's 
milk),  water  in  a  quantity  sufficient  to 
reconstitute  any  concentrated  skim  milk 
or  nonfat  dry  milk  solids  used. 

(2>  Milk  shall  be  deemed  to  have  been 
pasteurized  if  it  has  been  held  at  a  time 
and  temjjerature  of  not  le.ss  than  143° 
F.  for  a  period  of  not  less  than  30  min- 
utes, or  at  a  time  and  temperature  equiv- 
alent thereto  in  phosphatase  destruction. 
A  semisoft  part-.skim  cheese  shall  be 
deemed  not  to  have  been  made  from 
pasteurized  milk  if  0.25  gm.  shows  a 
phenol  equivalent  of  more  than  3  micro- 
grams when  tested  by  the  method  pre- 
scribed in  paragraph  (e)  of  §  19.500. 

<d)  The  name  of  each  semisoft  part- 
skim  cheese  for  which  a  definition  and 
standard  of  identity  is  pre.scribed  by  this 
section  is  "Semisoft  Part-Skim  Cheese," 
preceded  or  followed  by: 

<1)  The  specific  common  or  usual 
name  of  such  semisoft  cheese,  if  any  .such 
name  has  become  generally  recognized 
therefor;  or 

i2i  If  no  such  specific  common  or 
usual  name  has  become  generally  recog- 
nized therefor,  an  arbitrary  or  fanciful 
name  which  is  not  false  or  misleading  in 
any  particular. 

<e»  When  milk  other  than  cow's  milk 
is  used  in  whole  or  in  part,  the  name  of 
the  cheese  shall  include  the  statement 

'Made  From  "  the  blank  being 

filled  in  with  the  name  or  names  of  the 
milk  used,  in  order  of  predominance  by 
weight. 

5  19.665  Soft  ripened  cheeses:  iden- 
tity: label  statement  of  optional  ingredi- 
ents, ta)  The  cheeses  for  which  defini- 
tions and  standards  of  identity  are  pre- 
scribed by  this  section  are  soft  ripened 
cheeses  for  which  specifically  applicable 
definitions  and  standards  of  identity  are 
not  prescribed  by  other  sections  of  these 
regulations.  They  are  made  from  milk 
and  the  other  ingredients  specified  in  this 
section,  by  the  procedure  .set  forth  in 
paragraph  (b)  of  this  section.  Their 
solids  contain  not  less  than  50  percent  of 
milk  fat,  as  determined  by  the  method 
prescribed  therefor  in  paragraph  <c)  of 
$  19.500.  If  the  milk  lused  is  not  pa.steur- 
ized,  the  cheese  so  made  is  cured  at  a 


temperature  of  not  less  than  35°  F.  for 
not  less  than  60  days. 

(b)  Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria 
or  other  harmless  flavor- producing  bac- 
teria, present  in  such  milk  or  added 
thereto.  Sufficient  rennet  (with  or 
without  purified  calcium  chloride  in  a 
quantity  not  more  than  0.02  percent, 
calculated  as  anhydrous  calcium  chlo- 
ride, of  the  weight  of  the  milk)  is  added 
to  set  the  milk .  to  a  semisolid  ma.'^s. 
Harmless  coloring  may  be  added.  After 
coagulation  the  mass  is  so  treated  as  to 
promote  and  regulate  the  separation  of 
whey  and  curd.  Such  treatment  may 
include  one  or  more  of  the  following: 
cutting,  stirring,  heating,  dilution  with 
water  or  brine.  The  whey,  or  part  of 
it.  is  drained  off.  and  the  curd  is  col- 
lected and  shaped.  It  may  be  placed  in 
forms  and  pressed.  Harmless  flavor- 
producing  microorganisms  may  be 
added.  It  is  cured  under  conditions 
suitable  for  development  of  a  biological 
curing  agent  on  the  surface,  and  the 
curing  is  conducted  so  that  the  cheese 
cures  from  the  surface  towards  the 
center.  Salt  may  be  added  during  the 
procedure.  A  harmless  preparation  of 
enzymes  of  animal  or  plant  origin,  which 
is  capable  of  aiding  in  the  curing  or  de- 
velopment of  flavor  of  soft  ripened 
cheese,  may  be  added,  in  such  quantity 
that  the  weight  of  the  solids  of  such 
preparation  is  not  more  than  0.1  percent 
of  the  weight  of  the  milk  used. 

(c)  For  the  purposes  of  this  section: 

(1)  The  word  "milk"  means  cow's 
milk,  sheep's  milk,  or  goat's  milk  or  a 
mixture  of  two  or  all  of  these.  Such 
milk  may  be  adjusted  by  separating  part 
of  the  fat  therefrom  or  by  adding  thereto 
one  or  more  of  the  following:  Cream, 
skim  milk,  concentrated  -skim  milk, 
nonfat  dry  milk  solids  (or  the  corre- 
sponding products  prepared  from  goat's 
milk  or  sheep's  milk),  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  skim  milk  or  nonfat  dry 
milk  solids  used. 

(2)  Milk  shall  be  deemed  to  have 
been  pasteurized  if  it  has  been  held  at 
a  temperature  of  not  less  than  143°  F. 
for  a  period  of  not  less  than  30  minutes, 
or  at  a  time  and  temperature  equivalent 
thereto  In  phosphatase  destruction. 

(d)  The  name  of  each  soft  ripened 
cheese  for  which  a  definition  and  stand- 
ard of  Identity  is  prescribed  by  this 
section  Is  "Soft  Ripened  Cheese."  pre- 
ceded or  followed  by: 

(1)  The  specific  common  or  usual 
name  of  such  soft  ripened  cheese,  if  any 
such  name  has  become  generally  recog- 
nized therefor;  or 

(2)  If  no  such  specific  common  or 
usual  name  has  become  generally  rec- 
ognized therefor,  an  arbitrary  or  fanciful 
name  which  is  not  false  or  misleading  in 
any  particular. 

(e)  When  milk  other  than  cow's  milk 
Is  used  in  whole  or  in  part,  the  name  of 
the  chee.se  shall  Include  the  statement 

"Made  From _."  the  blank  being 

filled  in  with  the  name  or  names  of  the 
milk  used,  in  order  of  predominance  by 
weight. 


§  19.670  Spiced  cheeses:  identity: 
label  statement  of  optional  ingredients. 
<a)  The  cheeses  for  which  definitions 
and  standards  of  identity  are  prescribed 
by  this  section  are  spiced  cheeses  for 
which  specifically  applicable  definitions 
and  standards  of  identity  are  not  pre- 
scribed by  other  sections  of  these  regu- 
lations. They  are  m.ade  from  milk  and 
other  ingredients  specified  in  this  .sec- 
tion, by  the  procedure  set  forth  in^para- 
graph  (b)  of  thi^  section.  Their'.solids 
contain  not  less  than  50  percent  of  milk 
fat  as  determined  by  the  methods  there- 
for prescribed  in  paragraph  ici  of 
§  19.500.  They  contain  any  spites  or 
spice  oils,  except  any  which  sintily  or  in 
combination  with  other  ingredients  sim- 
ulate the  flavor  of  a  cheese  of  any  age 
or  variety,  in  an  amount  not  less  than 
0.015  ounce  per  pound  of  cheese.  If 
the  milk  used  is  not  pasteurized,  the 
cheese  so  made  is  cured  at  a  tempera- 
ture of  not  less  than  35'  F.  for  not  less 
than  60  days. 

(b)  Milk,  which  may  be  pasteurized 
or  clarified  or  both,  and  which  may  bo 
warmed,  is  subjected  to  the  action  of 
harmless  lactic  -  acid- producing  bac- 
teria, present  In  such  milk  or  addt-d 
thereto.  Harmle.ss  coloring  may  be 
added.  Sufficient  rennet  <with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  ma.ss.  The  ma.^s 
is  divided  into  smaller  portions,  and  so 
handled  by  stirring,  heating,  and  dilut- 
ing with  water  or  salt  brine  as  to  pro- 
mote and  regulate  the  separation  of 
whey  and  curd.  The  whey  is  drained 
off.  The  curd  is  removed,  and  may  be 
further  drained.  The  curd  is  then 
shaped  into  forms  and  may  be  pressed. 
At  some  time  during  the  procedure, 
spices  are  added  so  as  to  be  evenly  dis- 
tributed through  the  finished  cheese. 
Spice  oils  may  be  added.  A  harmle.ss 
preparation  of  enzymes  of  animal  or 
plant  origin,  which  is  capable  of  aidmg  in 
the  curing  or  development  of  flavor  of 
spiced  cheese,  may  be  added  during  the 
procedure,  in  such  quantity  that  the 
weight  of  the  solids  of  such  preparation 
is  not  more  than  0.1  percent  of  the  weight 
of  the  milk  u.sed. 

(c)  For  the  purposes  of  this  section: 
(1)  The    word    "milk"    means    cows 

milk,  which  may  be  adjusted  by  separat- 
ing part  of  the  fat  therefrom  or  by  add- 
ing thereto  one  or  more  of  the  followins: 
Cream,  skim  milk,  concentrated  skim 
milk,  nonfat  dry  milk  solids,  water  in  a 
quantity  sufficient  to  reconstitute  any 
concentrated  .skim  milk  or  nonfat  dry 
milk  solids  used. 

(2»  Milk  shall  be  deemed  to  have  been 
pasteurized  if  It  has  been  held  at  a  time 
and  temperature  of  not  less  than  143°  F. 
for  not  less  than  30  minutes,  or  at  a  time 
and  temperature  equivalent  thereto  in 
phosphatase  destruction.  A  spiced 
cheese  shall  be  deemed  not  to  have  been 
made  from  pasteurized  milk  if  0  25  gm. 
shows  a  phenol  equivalent  of  more  than 
3  micrograms  when  tested  by  the  method 
prescribed  In  paragraph  <e)  of  S  19.500. 

<d)  The  name  of  each  spiced  cheese 
for  which  a  definition  and  standard  of 
Identity  is  prescribed  by  this  section  is 
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"Spiced  Cheese,"  preceded  or  followed 
by: 

(1)  The  specific  common  or  usual 
name  of  such  spiced  cheese,  if  any  such 
name  has  become  generally  recognized 
therefor;  or 

(2»  If  no  such  specific  common  or 
usual  name  has  become  generally  recog- 
nized therefor,  an  arbitrary  or  fanciful 
name  which  is  not  false  or  misleading  in 
any  particular. 

5  19.675  Part-skim  spiced  cheese; 
identity:  label  statement  of  optional  in- 
gredients. <a)  Part-skim  spiced  cheeses 
conform  to  the  definition  and  .standard  of 
Identity,  and  are  subject  to  the  require- 
ments for  label  statement  of  optional 
Ingredients,  prescribed  for  spiced  cheeses 
by  §  19.670.  except  that  their  solids  con- 
tain less  than  .50  percent,  but  not  less 
than  20  percent,  of  milk  fat. 

i  19.680  Hard  grating  cheeses:  iden- 
tity: label  statement  of  optional  ingredi- 
ents, (a)  The  cheeses  for  which  defi- 
nitions and  standards  of  identity  are 
prescribed  by  this  section  are  hard  grat- 
ing cheeses  for  which  specifically  appli- 
cable definitions  and  standards  of  iden- 
tity are  not  prescribed  by  other  sections 
of  these  regulations.  They  are  made 
from  milk  and  the  other  Ingredients 
specified  in  this  section,  by  the  procedure 
set  forth  in  paragraph  (b)  of  this  section. 
They  contain  not  more  than  34  percent 
of  moisture,  and  their  solids  contain  not 
less  than  32  percent  of  milk  fat,  as  deter- 
mined by  the  methods  prescribed  in 
paragraph  (c>  of  §  19.500.  Hard  grating 
cheeses  are  cured  for  not  less  than 
6  months. 

(b>  Milk,  which  may  be  pasteurized  or 
clarified  or  both,  and  which  may  be 
warmed,  is  subjected  to  the  action  of 
harmless  lactic-acid-producing  bacteria 
or  other  harmless  flavor-producing  bac- 
teria, present  in  such  milk  or  added 
thereto.  Sufficient  rennet,  rennet  paste, 
or  extract  of  rennet  paste  (with  or  with- 
out purified  calcium  chloride  in  a  quan- 
tity not  more  than  0.02  percent,  calcu- 
lated as  anhydrous  calcium  chloride,  of 
the  weight  of  the  milk)  is  added  to  set 
the  milk  to  a  semisolid  mass.  Harmless 
coloring  may  be  added.  The  mass  is  cut 
into  small  particles,  stirred,  and  heated. 
The  curd  is  separated  from  the  whey, 
drained,  shaped  into  forms,  pressed, 
salted,  and  cured.  The  rind  may  be  col- 
ored or  rubbed  with  vegetable  oil  or  both. 
A  harmless  preparation  of  enzymes  of 
animal  or  plant  origin,  which  Is  capable 
of  aiding  in  the  curing  or  development 
of  flavor  of  hard  grating  cheese,  may  be 
added  during  the  procedure.  In  such 
quantity  that  the  weight  of  the  solids 
of  such  preparation  Is  not  more  than 
0.1  percent  of  the  weight  of  the  milk 
u.sed. 

(c)  For  the  purpo.ses  of  this  section: 

(1)  The  word  "milk"  means  cow's  milk, 
sheep's  milk,  or  goat's  milk  or  a  mixture 
of  two  or  all  of  these.  Such  milk  may 
be  adjusted  by  separating  part  of  the  fat 
therefrom  or  by  adding  thereto  one  or 
more  of  the  following:  Cream,  skim  milk, 
concentrated  skim  milk,  nonfat  dry  milk 
solids  (or  the  corresponding  products 
prepared  from  goat's  milk  or  sheep's 
milk),  water  in  a  quantity  sufficient  to 


reconstitute  any  concentrated  skim  milji 
oi:  nonfat  dry  milk  solids  used. 

(d)  The  name  of  each  hard  grating 
cheese  for  which  a  definition  and  stand- 
ard of  identity  is  prescribed  by  this 
section  Is  "Hard  Grating  Cheese,"  pre- 
ceded or  followed  by: 

(1)  The  specific  common  or  usual 
name  of  such  hard  grating  cheese,  if 
any  such  name  has  become  generally 
recognized  therefor;  or 

(2)  If  no  such  specific  common  or 
usual  name  has  become  generally  recog- 
nized therefor,  an  arbitrary  or  fanciful 
name  which  Is  not  false  or  misleading  in 
any  particular. 

(e)  When  milk  other  than  cow's  milk 
is  used  in  whole  or  in  part,  the  name 
of  the  cheese  shall  Include  the  statement 

"Made  From ,"  the  blank  being 

filled  in  with  the  name  or  names  of  the 
milk  used.  In  order  of  predominance  by 
weight. 

S  19.685  Skim  milk  cheese  for  manu- 
facturing: identity.  (a)  Skim  milk 
cheese  for  manufacturing  is  the  food  pre- 
pared from  skim  niilk  and  other  ingredi- 
ents specified  In  this  section,  by  the  pro- 
cedure seX  forth  In  paragraph  (b>  of  fchls 
section,  or  by  another  procedure  which 
produces  a  finished  cheese  having  the 
same  physical  and  chemical  properties  as 
that  produced  when  the  procedure  set 
forth  in  paragraph  (b)  of  this  section  is 
used.  It  contains  not  more  than  50 
percent  of  moisture,  as  determined  by 
the  method  therefor:  prescribed  in  para- 
graph (c)  of  §  19.500.  It  is  coated  with 
blue-colored  paraffin  or  other  tightly  ad- 
hering coating,  colored  blue. 

(b)  Skim  milk,  which  may  be  pas- 
teurized, and  which  may  be  warmed,  is 
subjected  to  the  action  of  harmless  lac- 
tlc-acid-producing  bacteria;  present  in 
such  milk  or  added  thereto.  Harmless 
artificial  coloring  may  be  added.  Suffi- 
cient rennet  (with  or  without  purified 
calcium  chloride  in  a  quantity  not  more 
than  0.02  percent,  calculated  as  anhy- 
drous calcium  chloride,  of  the  weight  of 
the  milk)  is  added  to  set  the  milk  to  a 
semisolid  ma.ss.  The  mass  is  so  cut, 
stirred,  and  heated,  with  continued  stir- 
ring, as  to  promote  and  regulate  the 
.separation  of  whey  and  curd.  The  whey 
is  drained  off,  and  the  curd  is  matted  Into 
a  cohesive  mass.  The  mass  Is  cut  into 
slabs  which  are  so  piled  and  handled  as 
to  promote  the  drainage  of  whey  and  the 
development  of  acidity.  The  slabs  are 
then  cut  into  pieces,  which  may  be  rinsed 
by  pouring  or  .sprinkling  water  over  them, 
with  free  and  continuous  drainage;  but 
the  duration  of  such  rinsing  is  so  limited 
that  only  the  whey  on  the  surface  of  such 
pieces  is  removed.  The  curd  Is  salted, 
stirred,  further  drained,  and  pressed  into 
forms.  A  harmless  preparation  of  en- 
zymes of  animal  or  plant  origin,  which  Is 
capable  of  aiding  in  the  curing  or  devel- 
opment of  flavor  of  skim  milk  cheese  for 
manufacturing,  may  be  added  during  the 
procedure,  in  sueh  quantity  that  the 
weight  of  the  solids  of  such  preparation 
is  not  more  than  0.1  percent  of  the  weight 
of  the  milk  used. 

(O  For  the  purposes  of  this  section, 
"skim  milk"  means  cow's  milk  from  which 
the  milk  fat  has  been  separated. 


§  19.750  Pasteurized  process  cheese: 
identity:  label  statement  of  optional  in- 
gredients, (a)  (1)  Pasteurized  process 
cheese  is  the  food  prepared  by  comminut- 
ing and  mixing,  with  the  aid  of  heat,  one 
or  more  cheeses  of  the  same  or  two  or 
more  varieties,  except  cream  cheese, 
neufchatel  cheese,  cottage  cheese, 
creamed  cottage  cheese,  cook  cheese,  or 
skim  milk  cheese  for  manufacturing, 
with  an  emulsifying  agent  prescribed 
by  paragraph  (c)  of  this  section,  into  a 
homogeneous  plastic  mass.  One  or  more 
of  the  optional  Ingredients  designated  in 
paragraph  (d)  (1),  (2),  (3),  (4).  (5). 
and   (6)    of  this  section  may  be  used. 

(2)  During  its  preparation,  pasteur- 
ized process  cheese  is  heated  for  not  less 
than  30  seconds  at  a  temperature  of  not 
less  than  150°  F.  When  tested  for  phos- 
phatase by  the  method  prescribed  In 
§19.500  <e),  the  phenol  equivalent  of 
0.25  gm.  of  pasteurized  process  cheese  is 
not  more  than  3  micrograms. 

(3)  (1)  The  moisture  content  of  a  pas- 
teurized process  cheese  made  from  a  sin- 
gle variety  of  cheese  is  not  more  than  1 
percent  greater  than  the  maximum 
moisture  content  prescribed  by  the  defl- 
nition  and  standard  of  identity,  if  any 
there  be,  for  the  variety  of  cheese  used; 
but  in  no  case  Is  more  than  43  percent, 
except  that  the  moisture  content  of  pas- 
teurized process  washed  curd  cheese  or 
pasteurized  process  colby  cheese  is  not 
more  than  40  percent;  the  moisture  con- 
tent of  pasteurized  process  swiss  cheese 
or  pasteurized  process  gruyere  cheese  is 
not  more  than  44  percent;  and  the  moist- 
ure content  of  pasteurized  process  lim- 
burger  cheese  is  not  more  than  51  per- 
cent. 

(11)  The  fat  content  of  the  solids  of  a 
pasteurized  process  cheese  made  from  a 
single  variety  of  cheese  is  not  less  than 
the  minflnum  prescribed  by  the  defini- 
tion and  standard  of  Identity,  if  any  there 
be,  for  the  variety  of  cheese  used,  but  in 
no  ca.se  is  less  than  47  percent;  except 
that  the  fat  content  of  the  solids  of  pas- 
teurized process  swiss  cheese  is  not  le.ss 
than  43  percent,  and  the  fat  content  of 
the  solids  of  pasteurized  process  gruyere 
cheese  is  not  less  than  45  percent. 

(4)  (I>  The  moisture  content  of  a 
pasteurized  process  cheese  made  from 
two  or  more  varieties  of  cheese  is  not 
more  than  1  percent  greater  than  the 
arithmetical  average  of  the  maximum 
moisture  contents  prescribed  by  the  defi- 
nitions and  standards  of  Identity,  if  any 
there  be.  for  the  varieties  of  cheese  used; 
but  In  no  case  Is  the  moisture  content 
more  than  43  percent;  except  that  the 
moisture  content  of  a  pasteurized  proc- 
ess cheese  made  from  two  or  more  of  the 
varieties  cheddar  cheese,  washed  curd 
cheese,  colby  cheese,  and  granular  cheese 
is  not  more  than  40  percent,  and  the 
moisture  content  of  a  mixture  of  swiss 
cheese  and  gruyere  cheese  is  not  more 
than  44  percent. 

(ii)  The  fat  content  of  the  solids  of 
a  pasteurized  process  cheese  made  from 
two  or  more  varieties  of  cheese  is  not 
le.ss  than  the  arithmetical  average  of  the 
minimum  fat  contents  prescribed  by  the 
definitions  and  standards  of  identity,  if 
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any  there  be  for  the  varieties  of  cheese  4W)ther  ingredients  simulate  the  flavor  of  cheese  conforms  to  the  definition  and 
used,  but  in  no  case  is  less  than  47  per-  a  cheese  of  any  age  or  variety.  standard  of  identity,  and  is  subject  to 
cent  except  that  the  fat  content  of  the  (e)  The  name  of  a  pasteurized  process  the  requirements  for  label  .'statement  of 
solidk  of  a  pasteurized  process  gruyere  cheese  for  which  a  definition  and  stand-  optional  Ingredients,  prescribed  for  pas- 
cheese  made  from  a  mixture  of  swiss  ard  of  identity  is  prescribed  by  this  sec-  teurized  process  cheese  by  §  19  750.  ex- 
cheese  and  gruyere  cheese  is  not  less  tion  is  as  follows:  cept  that:  _  , 
than  45  percent  <1)  In  case  it  is  made  from  a  single  tl>  In  mixtures  of  two  or  more  cheeses. 
(<>)  Mnistnre  and  fat  are  determined  variety  of  cheese,  its  name  is  'Pasteur-  cream  cheese  and  neufchatel  cheese  may 
by  the  meS.  p'refc/med  m  uS  ?ct  l^d  Process  ,-—  Cheese/  the  blanl.  be  used,  bu.  "o  ble"d  °'  c'e^^^^^^^^^ 

,6.  ,.,  The  weight  or  each  var.et,  ot  S„"  1h  ese'^^"'  "°    '  <2>  None  c",  mV^reKtiXSS 

cheese  in  a  pasteurized  process  cheese  variety  oi  cneese  u^eu.  rvrmittprt    for    na^trurizpd    orocess 

mnH«.  frnm  tu.r.  vnriPtiPt;  nf  rhpf>«;p  u  not  <2)  In  casc  it  is  made  from  two  or  or    permiitca    lor    pasteunzea    process 

made  from  two  varieties  oi  cneese  is  not  varieties  of  cheese  its  name  is  "Pas-  chee.se  by  §  19.750  ■  c)  and  « d  >  <  1  >  is  used, 

less  than  25  percent  of  the  total  weight  ^ore  varieties  oi  cneese.  us  name  is   i-jw  .o)   rZ.  pasp  of  mixtures  of  two  or  more 

of  both    pxrpDt  that  the  weieht  of  blue  teurized  Process and 'J'   in  case  oi  mixiures  oi  iwo  or  moic 

?heeserSort  cheese   or  gorgonzSa  Cheese."  or  "Pasteurized  process cheeses  containing  cream  cheese  or  neuf- 

cheesMs3  lei  than  id  ircent  o"The  Blended  With Cheese."  or  "Pas-  chatel  cheese  the  moisture  content  is  no 

chee.se  is  not  'ess  tnan  lu  percent  oi  me  .       j    ^  Process  Blend  of               -  and  more  than  the  arithmetical  average  of 

otal  weight  of  both,  and  the  weight  of  teurized  ^'J'^^;^f  J^^j,  °^^^^^^            ^11^^  t^e   maximum   moisture   contents   pre- 

'rTfZ^Vy..TJS Z!'.^  o7'wh"  '  """'  rn'with'the  names  of  the  varieUes  of  scribed  by  the  definitions  and  standards 

? .  ?  ii             Z^^        H         ,  ♦        f  cheese  used,  in  order  of  predominance  of  Identity  for  such  cheeses,  if  any  there 

(li)    The   weight  of   each   variety   of  ^         i  ht-  exceot  that'  be 

cheese  m  a  pasteurized  process  cheese  ^  *^ «     •         ^       ^^     j^^^  -,4,  The  word  "Process"  Is  replaced  by 

made  from  three  or  more  varieties  of  „  "'  '"  ^  3^5s  cheese  and  the  weight  the  word  "Blended"  in  the  name  pre- 

cheese  is  not  less  than  15  percent  of  the  ^J^^f.^.^JJ^  chS^ris  not   less  than   30  scribed  by  §  19.750  (e). 

oriTresl'^S^tresfoTi'^  ^pirc'e^n^ro?  tr:^ight"o}  iif  St  may  5  19  755    Pa.teumea    process    cHeese 

gL^wla  cheese^sTfless  th^^^^^^^  be     designated     "Pasteurized     Process  mtn  fruits,  vegetables,  or  meats:  iden. 

^f?^Ltaf!!!ilH??,f  on   o„^  th/^l^fhJ  Gruyere  Cheese";  and  tity:  label  statement  of  optional  ingre- 

°f^^^K              H  1      .     •    ?,        r^  i  Ui)   Id    ca.se   it   is   made   of   cheddar  dients.     *a)     Unless    a    definition    and 

^ri^^n^fL'tnfof  Jpi.M  J^«u  cheese  or  a  mixture  of  cheddar  cheese  standard  of  Identity  specifically  appll- 

perceni  01  tne  total  weigni  01  an.  ^^^^  washed  curd  cheese.  coJby  cheese,  cable  is  establishad  by  another  section  of 

(7)  i-or  tne  puriK)ses  01  tms  section,  granular  cheese,  or  two  or  more  of  these,  these  regulations,  a  pasteurized  process 
Cheddar  cheese  for  manu  actunng,  ^^^  ^^^  ^.^^g^t  of  the  cheddar  cheese  cheese  with  fruits,  vegetables,  or  meats 
washed  curd  cheese  for  manufacturing.  j^  ^^^  j^^^  ^^^^^  75  percent  of  the  weight  or  mixture  of  these  is  a  food  which  con- 
colby  cheese  for  manufacturing,  granu-  ^j  ^^^  mixture,  it  may  be  designated  forms  to  the  definition  and  standard  of 
lar.  cheese  for  manufacturing  brick  ..pasteurized  Process  American  Cheese";  identity,  and  is  subject  to  the  require- 
cheese  for  manufacturing  and  swiss  ^^  ^^^^  cheddar  cheese  or  such  a  mix-  ments  for  label  statement  of  optional  in- 
ch eese  for  manufacturing  shall  be  con-  ^^^^  ^^  combined  with  other  cheese  In  gredients.  prescribed  for  pasteurized 
sidered  as  cheddar  cheese,  washed  curd  ^^^  ^^^^^^  ingredient,  such  cheddar  process  cheese  by  8  19.750.  except  that: 
cheese,  col  by  cheese,  granular  cheese.  cheese  In  such  mixture  may  be  desig-  d)  Its  moisture  content  may  be  1  per- 
brick  cheese,  and  swiss  cheese,  respec-  ^^^^ed  as  "American  Cheese."  cent  more,  and  the  milk  fat  content  of 
w^' n     .J                 1-                  .-  (f)     (1)    If    the    pasteurized    process  its  solids  may  be  1  percent  less,  than  the 

(b)  Pasteurized  process  cheese  may  be  ^.j^^^^g  j^  sj^oked.  or  made  from  cheeses  limits  prescribed  by  5  19  750  for  moisture 
^"l"!  ^:.  ?"■  !,  cheese  or  cheeses  from  ^.^^^^  ^^^^.^  ^^^^  smoked,  the  word  and  fat  In  the  corresponding  pasteurized 
which  it  is  made  may  be  smoked  before  ..gmoked"  shall  precede  or   follow  the  process  cheese. 

comminuting  and  mixing,  or  It  may  con-  ^^^^  ^j  ^^^  pasteurized  process  cheese  (2)  It  contains  one  or  any  mixture  of 
tain  substances  prepared  by  condensing  ^^  ^^^^  ^^  ^^^  ^^^^^^  ingredient  which  two  or  more  of  the  following:  Any  prop- 
er precipitating  wood  smoke.  «•  ^,^^  smoked.  erly  prepared  cooked,  canned,  or  dried- 

(c)  The  emulsifying  agent  referred  to  ,2)  If  it  contains  a  substance  prepared  fruit:  any  properly  prepared  cooked. 
In  paragraph  (a)  of  this  section  is  one  or  jjy  condensing  or  precipitating  wood  canned,  or  dried  vegetable;  any  properly 
any  mixture  of  two  or  more  of  the  follow-  smoke,   the   label  shall   bear  the   term  prepared  cooked  or  canned  meat.   Where 

Ing:   monosodium  phosphate,  disodium  "With  Added ,"  the  blank  being  meat  is  added,  the  weight  of  the  canned 

phosphate,  dipotassium  phosphate,  tri-  ^jj^^j  jj^  ^j^^  the  common  or  usual  name  or  cooked  meat,  or  combination  of  these, 

sodium    phosphate,   sodium    metaphos-  qj  g^^j^  ingredient.  Js  not  le.ss  than  10  percent  of  the  weight 

phate  (sodium  bexametaphosphate>.  so-  ^3,  jj  ^^  contains  spice  the  label  shall  of  the  finished  food. 

dium   acid   pyrophosphate,   tetrasodium  bear  the  term  "Spiced"  or  "Spice  Added"  <3>   When  the  added  fruits,  vegetables, 

pyrophosphate,   sodium   citrate,    potas-  ^j.  ..-y^jj^  Added  Spice  "  or  in  heu  of  the  or  meats  contain  fat.  the  method  pre- 

sium  citrate,  calcium  citrate,  sodium  tar-  ^.^^^  "Spice"  the  common  or  usual  name  scribed  for  the  determination  of  fat  by 

.trate.  and  sodium  potassium  tartrate,  in  ^^  ^^xe  spice  8  19  500  <c)  is  not  applicable, 

such  quantity  that  the  weight  of  the  ^^j  If  It  contains  added  flavoring  the  <b)  The  name  of  a  pasteurized  process 

solids  of  such  emulsifying  agents  is  not  j^j^^j   ^^isA]    bear   the    term    "Flavoring  cheese  with  fruits,  vegetables,  or  meats 

more  than  3  percent  of  the  weight  of  the  ^dded  "    "With    Added    Flavoring  "    or  Is  the  name  prescribed  by  §  19. 750  for  the 

pasteurized  process  cheese.  "Flavored  With              "  the  blank  being  applicable    pasteurized    process    cheese. 

(d)  The  optional  ingredients  referred  fj„p(j  ,„  ^-ith  the'common  or  usual  name      followed  by  the  terms  "With "  the 

to  in  paragraph  (a)  of  this  section  are:  ^j  ^^^  flavoring;  If  the  flavoring  is  artifl-  blank  being  filled  In  wtth  the  common 

(1)  An  acidifying  agent  consisting  of  pjaj    ^^e  word  "Artificial"  shall  precede  or  usual  name  or  names  of  the  fruits 

one  or  any  mixture  of  two  or  more  of  the  word  "Flavoring,"  or  the  word  "Arti-  vegetables,  or  meats  used,  in  order  of 

the  following:    lactic   acid,   citric  acid,  fically"  shall  precede  the  term  "Flavored  predominance  by  weight. 

acetic  acid  and  phosphoric  acid,  in  such      ^ith "  5  19.76O    Pasteurized  process  pimento 

quantity  that  the  pH  of  the  pasteurized  ,5,  wherever  the  name  of  the  food  cheese- identity    (a)  Pasteurized  process 

process  chee.se  is  not  below  5.3.    For  the  appears  on  the  label  so  conspicuously  as  pimento  cheese  is  the  food  which  con- 

Tidered'to  be  icetic  S          •''  ^°  ""'  '^'''  ^^^"  ""^^'^  ^"^^^^^^^^  '''''''■  ^o^m"  to  the  definition  and  standard  of 

<2.Crear^.rsuch  quantity  that  the  rPnL'^Trei^\necmertLw"inf 'tt  *'^""^^  ''''  pasteurized  process  cheese 

weiRht  of  the  fat  derived  therefrom  Is  '"^"^    ^^^^^^    specified,    showing    the  ^.^h  fruits,  vegetables,  or  meats,  except 

weignt  01  tne  lat  aerivea  inereirom  is  ^j^^al  ingredients  used,  shall  Imme-  thaf 

less  than  5  percent  of  the  weight  of  the       .    .  ,    ,Z,^„^„i  ,,«„ei^  ^-«/.«Ha  «^  f«i  i"ai- 

nn^tPiiri7Pd  nrorps^  rhppsp  diately  and  conspicuously  precede  or  fol-  q.  Its  moisture  content  is  not  more 

<3)  Water  ^^^^    *"^^    "^'"^'    *"ho"t    Intervening  ^^an  41  percent,  and  the  fat  content  of 

(4)   sajt     ■                         .  written,  printed  or  graphic  matter.  j^g  sou^^  is  not  less  than  49  percent. 

(5>  Harmle.ss  artificial  coloring.  §  19  751    Pasteurized  blended  cheese:  (2)  The  cheese  Ingredient  is  cheddar 

t6»  Spices  or  flavorings  other  than  any  identity:  label  statement  of  optional  in-  cheese  or  a  mixture  of  cheddar  cheese 

which  singly  or  in  cojnbination  with  gredients.     (a)      Pasteurized      blended  with  washed  curd  cheese,  colby  cheese. 
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granular  cheese,  or  two  or  more  of  these 
varieties.  In  which  mixture  the  weight  of 
the  cheddar  cheese  is  not  less  than  75 
percent  of  the  weight  of  the  mixture. 

(3»  For  the  purposes  of  this  section, 
cheddar  cheese  for  manufacturing, 
washed  curd  cheese  for  manufacturing, 
colby  cheese  for  manufacturing,  and 
granular  cheese  for  manufacturing  shall 
be  considered  as  cheddar  cheese.  waslWd 
curd  cheese,  colby  cheese,  and  granular 
cheese,  respectively. 

(4»  The  only  fruit,  vegetable,  or  meat 
ingredient  Is  pimentos  in  such  quantity 
that  the  weight  of  the  solids  thereof  Is 
not  less  than  0.2  percent  of  the  weight 
of  the  finished  pasteurized  process 
pimento  cheese. 

(4)  The  optional  Ingredients  desig- 
nated in  §  19.750  (b)  and  (c)  <6)  are 
not  used. 

§  19.763  Pasteurized  blended  cheese 
with  fruits,  vegetables,  or  7ticats:  label 
statement  of  optional  ingredients,  (a) 
Pasteurized  blended  cheese  with  fruits, 
vegetables,  or  meats  or  mixtures  of  these 
Is  the  food  which  conforms  to  the  defini- 
tion and  standard  of  identity,  and  is  sub- 
ject to  the  requirements  for  label  state- 
ment of  optional  Ingredients,  prescribed 
for  pasteurized  blended  cheeses  by 
S  19.751.  except  that: 

(1 )  Its  moisture  content  may  be  1  per- 
cent more,  and  the  milk  fat  content  of 
Its  solids  may  be  1  p>ercent  less,  than  the 
limits  prescribed  by  §  19.751  for  moisture 
and  milk  fat  in-the  corresponding  pas- 
teurized process  cheese. 

(2)  It  contains  one  or  any  mixture  of 
two  or  more  of  the  following:  Any  prop- 
erly prepared  cooked,  canned,  or  dried 
fruit;  any  properly  prepared  cooked, 
canned,  or  dried  vegetable;  any  properly 
prepared  cooked  or  canned  meat.  Where 
meat  Is  added,  the  weight  of  the  canned 
or  cooked  meat  or  combination  of  these 
Is  not  less  than  10  percent  of  the  weight 
of  the  finished  food. 

( 3 )  When  the  added  fruits,  vegetables, 
or  meats  contain  fat.  the  method  pre- 
scribed for  the  determination  of  fat  by 
S  19.500  <c)  Is  not  applicable. 

(b)  The  name  of  a  pasteurized  blended 

cheese  with  fruits,  vegetables,  or  meats 

-  Is  the  name  prescribed  by  §  19.751  for  the 

applicable   pasteurized   blended   cheese, 

followed  by  the  term  "With "  the 

blank  being  filled  in  with  the  common  or 
usual  name  or  names  of  the  fruits,  vege- 
tables, or  meats  used,  In  order  of  pre- 
dominance by  weight. 

§  19.765  Pasteurized  process  cheese 
food:  identity;  label  statenicJit  of  op- 
tional ingredients.  (a>  (D  A  pasteur- 
ized process  cheese  food  Is  the  food  pre- 
pared by  comminuting  and  mixing,  with 
the  aid  of  heat,  one  or  more  of  the  op- 
'  tional  cheese  Ingredients  prescribed  In 
paragraph  (c>  of  this  section  with  one 
or  more  of  the  optional  dairy  ingredi- 
ents prescribed  In  paragraph  (d)  of  this 
section,  into  a  homogeneous  plastic  mass. 
One  or  more  of  the  optional  ingredients 
specified  in  paragraph  (e)  of  this  section 
may  be  used. 

(2»  During  Its  preparation,  a  pasteur- 
ized process  cheese  food  is  heated  for  not 
less  than  30  seconds  at  a  temperature  of 
not  le.ss  than  150°  F.  When  tested  for 
phosphatase  by  the  method  prescribed 
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In  S  19.500  ^e).  the  phenol  equivalent  of 
0.25  gm.  of  pasteurized  process  cheese 
food  is  not  more  than  3  micrograms. 

(3>  The  moisture  content  of  a  pas- 
teurized process  cheese  food  is  not  more 
than  44  percent,  and  the  fat  content  is 
not  less  than  23  percent. 

(4>  Moi.sture  and  fat  are  determined 
by  the  methods  prescribed  in  §  19.500  (c) . 
except  that  in  determining  moisture  the 
loss  in  weight  which  occurs  in  drying  for 
5  hours,  under  the  conditions  prescribed 
in  such  method,  is  taken  as  the  weight 
of  moisture. 

(5)  The  weight  of  the  cheese  ingredi- 
ent prescribed  by  paragraph  (a)  (1)  of 
this  section  constitutes  not  less  than  51 
percent  of  the  weight  of  the  finished  pas- 
teurized process  cheese  food. 

(6»  The  weight  of  each  variety  of 
cheese  in  a  pasteurized  process  cheese 
food  made  with  two  varieties  of  cheese 
Is  not  less  than  25  percent  of  the  total 
weight  of  both,  except  that  the  weight 
of  blue  cheese,  roquefort  cheese,  gorgon- 
zola  cheese,  or  limburger  cheese  is  not 
le.ss  than  10  percent  of  the  total  weight 
of  both.  The  weight  of  each  variety  of 
cheese  in  a  pasteurized  process  cheese 
food  made  with  three  or  more  varieties 
of  cheese  Is  not  less  than  15  percent  of 
the  total  weight  of  all,  except  that  the 
weight  of  blue  cheese,  roquefort  cheese, 
gorgonzola  chee.se,  or  limburger  cheese 
Is  not  less  than  5  percent  of  the  total 
weight  of  all. 

(7)  For  the  purposes  of  this  section. 
Cheddar  cheese  for  manufacturing, 
washed  curd  cheese  for  manufacturing, 
colby  cheese  for  manufacturing,  granu- 
lar cheese  for  manufacturing,  brick 
cheese  for  manufacturing,  and  swiss 
cheese  for  manufacturing  shall  be  con- 
sidered as  Cheddar  cheese,  washed  curd 
cheese,  colby  cheese,  granular  cheese, 
brick  cheese,  and  swiss  cheese,  respec- 
tively. 

<b»  Pasteurized  process  cheese  food 
may  be  smoked,  or  the  cheese  or  cheeses 
from  which  It  is  made  may  be  smoked, 
before  comminuting  and  mixing,  or  it 
may  contain  substances  prepared  by  con- 
den.slng  or  precipitating  wood  smoke. 

(O  The  optional  cheese  ingredients 
referred  to  in  paragraph  (a)  of  this  sec- 
tion are  one  or  more  cheeses  of  the  same 
or  two  or  more  varieties,  except  cream 
cheese,  neufchatel  cheese,  cottage  cheese, 
creamed  cottage  cheese,  cook  cheese,  and 
skim  milk  cheese  for  manufacturing. 

(d)  The  optional  dairy  Ingredients  re- 
ferred to  in  paragraph  (a)  of  this  section 
are  cream,  milk,  skim  milk,  cheese  whey, 
or  any  mixture  of  these,  or  any  of  the 
foregoing  from  which  part  of  the  water 
has  been  removed,  and  albmnin  from 
cheese  whey. 

(e>  The  other  optional  ingredients  re- 
ferred to  in  paragraph  (a)  of  this  section 
are: 

(1)  An  emulsifying  agent  consisting 
of  one  or  any  mixture  of  two  or  more  of 
the  following:  Monosodium  phosphate, 
djsodium  phosphate,  dipotassium  phos- 
phate, trisodium  phosphate,  sodium 
metaphosphate  (sodium  hexametaphos- 
phate>,  sodium  acid  pyrophosphate, 
tetrasodium  pyrophosphate,  sodium 
citrate,  potassium  citrate,  calcium  cit- 
rate, sodium  tartrate,  and  sodium  potas- 
sium tartrate,  in  such  quanity  that  the 
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weight  of  the  solids  of  such  emulsifying 
agent  is  not  more  than  3  percent  of  the 
weight  of  the  cheese  Ingredient  in  the 
pasteurized  process  cheese  food. 

(2)  An  acidifying  agent  consisting  of 
one  or  any  mixture  of  two  or  more  of 
the  following:  Lactic  acid,  citric  acid, 
acetic  acid,  and  phosphoric  acid,  in  such 
quantity  that  the  pH  of  the  pasteurized 
process  cheese  food  is  not  below  5  0.  For 
the  purposes  of  this  section,  vinegar  is 
considered  to  be  acetic  acid. 

(3»  Water. 

(4>   Salt. 

(5»  Harmless  artificial  coloring. 

(6)  Spices  or  flavorings  other  than 
any  which  singly  or  in  combination  with 
other  ingredients  simulate  the  flavor  of 
cheese  of  any  age  or  variety. 

(f  I  The  label  of  a  pasteurized  process 
cheese  food  shall  bear  the  comnion  or 
usual  names  of  the  optional  ingre"ciients 
used,  as  specified  in  paragraphs  (c) .  'd) , 
and  <e)  d).  (2),  <3).  and  i4>  of  this  sec- 
tion, and; 

(1)  If  the  pasteurized  process  cheese 
food  Is  smoked,  or  made  from  cheeses 
which  have  been  smoked,  the  word 
"Smoked"  shall  precede  or  follow  the 
name  of  the  pasteurized  process  cheese 
food  or  the  name  of  the  cheese  ingredi- 
ent which  was  smoked. 

(2)  If  it  contains  a  .sub.stance  pre- 
pared by  condensing  or  precipitating 
wood  smoke,  the  label   shall  bear  the 

statement    "With    Added    "    the 

blank  being  filled  in  with  the  common  or 
usual  name  of  such  Ingredient. 

(3)  If  it  contains  spice,  the  label  .'^hall 
bear  the  statement  "Spiced"  or  "Spice 
Added"  or  "With  Added  Spice."  or  in  lieu 
of  the  word^"spice"  the  common  or  usual 
name  of,the  spice  used. 

<4>  If  it  contains  added  flavoring,  the 
label  shall  bear  the  statement  "Flavoring 
Added."    "With    Added    Flavoring."    or 

"Flavored  With "  the  blank  being 

filled  in  with  the  common  or  usual  name 
of  the  flavoring  used;  if  the  flavoring  is 
artificial,  the  word  "Aitificial"  shall  pre- 
cede the  word  "Flavoring"  or  the  word 
"Artificially"  shall  precede  the  state- 
ment "Flavored  With " 

(5)  If  It  contains  added  artificial  col- 
oring, the  label  shall  bear  the  statement 
"Artificially  Colored"  or  "Contains  Artifi- 
cial Color." 

(6)  If  the  cheese  ingredient  contains 
Cheddar  cheese  or  a  mixture  of  cheddar 
cheese  with  washed  curd  cheese,  colby 
cheese,  granular  cheese,  or  two  or  more 
of  these,  and  the  weight  of  the  cheddar 
cheese  is  not  less  than  75  percent  of  the 
weight  of  the  mixture,  such  cheddar 
cheese  or  such  mixture  may  be  desig- 
nated as  "American  Cheese." 

(g)  Wherever  the  name  of  the  food  ap- 
pears on  the  label  so  conspicuously  as  to 
be  easily  seen  under  cu.stomary  conditions 
of  purchase,  the  words  and  statements 
herein  specified,  showing  the  optional 
ingredients  used,  shall  immediately  and 
conspicuously  precede  or  follow  such 
nsone.  without  intervening  written, 
prifited.  or  graphic  matter. 

§  19.770  Pasteurized  process  cheese 
food  with  fruits,  vegetables,  or  meats; 
identity;  label  statement  of  optional 
ingredients,  (a)  Pasteurized  process 
cheese  food  with  fruits,  vegetables,  or 
meats,  or  mixtures  of  these  is  the  food 
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which  conforms  to  the  definition  and 
standard  of  Identity,  and  Is  subject  to 
the  requirements  for  label  statement  of 
optional  Ingredients,  prescribed  for  pas- 
teurized process  cheese  food  by  S  19.765. 
except  that: 

( 1 )  Its  milk  fat  content  Is  not  less  than 
22  percent. 

(2)  It  contains  one  or  any  mixture  of 
two  or  more  of  the  following:  any  prop- 
erly prepared  cooked,  canned,  or  dried 
fruit;  any  properly  prepared  cooked, 
canned,  or  dried  vegetable;  any  properly 
prepared  cooked  or  canned  meat.  When 
meat  is  added,  the  weight  of  the  cooked 
or  canned  meat  or  combination  of  these 
Is  not  less  than  10  percent  of  the  weight 
of  the  finished  food. 

(3)  When  the  added  fruits,  vegetables, 
or  meats  contain  fat.  the  method  pre- 
scribed for  the  determination  of  fat  by 
5  19  500  <c)  is  not  applicable. 

(b)  The  name  of  a  pasteurized  process 
cheese  food  with  fruits,  vegetables,  or 
meats    is    "Pasteurized   Process    Cheese 

Pood  With "  the  blank  being  filled 

in  with  the  common  or  usual  name  or 
names  of  the  fruits,  vegetables,  or  meats 
used,  in  order  of  predominance  by  weight. 

§  19.775  Pasteurized  process  cheese 
spread:  identity:  label  statement  of 
optional  ingredients,  (a)  (DA  pas- 
teurized process  cheese  spread  is  the  food 
prepared  by  comminuting  and  mixing, 
with  the  aid  of  he^t,  one  or  more  of  the 
optional  cheese  IngVedients  prescribed  in 
paragraph  (c)  of  this  section,  with  or 
without  one  or  more  of  the  optional  dairy 
Ingredients  prescribed  in  paragraph  (d) 
of  this  section,  with  one  or  more  of  the 
emulsifying  agents  prescribed  In  para- 
graph (e>  of  this  section,  and  with  or 
without  one  or  more  of  the  optional  in- 
gredients prescribed  by  paragraph  (f) 
of  this  section,  into  a  homogeneous  plas- 
tic mass. 

(2)  During  its  preparation,  a  pas- 
teurized process  cheese  spread  is  heated 
for  not  less  than  30  seconds  at  a  tem- 
perature of  not  less  than  150°  F.  When 
tested  for  phosphatase  by  the  method 
pre.scribed  in  §  19.500  (e)  the  phenol 
equivalent  of  0.25  gm.  of  pasteurized 
process  cheese  spread  is  not  more  than 
3  micrograms. 

(3)  The  moisture  content  of  a  pas- 
teurized process  cheese  spread  is  more 
than  44  percent  but  not  more  than  60 
percent,  and  the  milk  fat  content  Is  not 
less  than  20  percent. 

(4)  Moisture  and  fat  are  determined 
by  the  methods  described  in  §  19.500 
(c).  except  that  in  determining  moisture 
the  loss  in  weight  which  occurs  In  drying 
for  5  hours  under  the  conditions  pre- 
scribed in  such  methods  is  taken  as  the 
weight  of  the  moisture. 

(5)  The  weight  of  the  chee.se  Ingredi- 
ent referred  to  in  paragraph  (a)  (1)  of 
this  section  constitutes  not  less  than  51 
percent  of  the  weight  of  the  pasteurized 
process  cheese  spread. 

(6>  The  weight  of  each  variety  of 
cheese  in  a  pasteurized  proce.'^s  cheese 
spread  made  with  two  varieties  of 
cheese  is  not  less  than  25  percent  of  the 
total  weight  of  both,  except  that  the 
weight  of  blue  cheese,  roquefort  cheese, 
gorgonzola  cheese,  or  limburger  cheese 
is  not  less  than  10  percent  of  the  total 
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weight  of  both.  The  weight  of  each 
variety  of  cheese  in  a  pasteurized  process 
cheese  spread  made  with  three  or  more 
varieties  of  cheese  is  not  less  than  15 
percent  of  the  total  weight  of  aU,  except 
that  the  weight  of  blue  cheese,  roquefort 
cheese,  gorgonzola  cheese,  or  limburger 
cheese  is  not  less  than  5  percent  of  the 
total  weight  of  all. 

(7)  For  the  purposes  of  this  section, 
Cheddar  cheese  for  manufacturing, 
washed  curd  cheese  for  manufacturing, 
colby  cheese  for  manufacturing,  granu- 
lar cheese  for  manufacturing,  brick 
cheese  for  manufacturing,  and  swiss 
cheese  for  manufacturing  shall  be  con- 
sidered as  Cheddar  cheese,  washed  curd 
cheese,  colby  cheese,  granular  cheese, 
brick  cheese,  and  swiss  cheese,  respec- 
tively. 

(b)  Pasteurized  process  cheese  spread 
may  be  smoked,  or  the  cheese  or  cheeses 
from  which  it  is  made  may  be  smoked, 
before  comminuting  and  mixing,  or  it 
may  contain  substances  prepared  by 
condensing  or  precipitating  wood  smoke. 

(c)  The  optional  cheese  Ingredients 
referred  to  in  paragraph  (a)  of  this  sec- 
tion are  one  or  more  cheeses  of  the  same 
or  two  or  more  varieties,  except  that  the 
skim  milk  cheese  for  ma,nuf acturing  may 
not  be  used,  and  except  that  cream 
cheese,  neufchatel  cheese,  cottage  cheese, 
creamed  cottage  cheese,  and  cook  cheese 
are  not  used,  alone  or  in  combination 
with  each  other,  as  the  cheese  ingredient. 

(d)  The  optional  dairy  ingredients  re- 
ferred to  in  paragraph  <a)  of  this  sec- 
tion are  cream,  milk,  skim  milk,  cheese 
whey,  or  any  mixture  of  these,  or  any 
of  the  foregoing  from  which  part  of  the 
water  has  been  removed,  and  albumin 
from  cheese  whey. 

(e)  The  emulsifying  agents  prescribed 
in  paragraph  (a)  of  this  section  are  one 
or  any  mixture  of  two  or  more  of  the 
following:  mono.sodium  phosphate,  di- 
sodium  phosphate,  dipotassium  phos- 
phate, trisodium  phosphate,  sodium 
metaphosphate  (sodium  hexameta- 
phosphate),  sodium  acid  pyrophosphate, 
tetrasodium  pyrophosphate,  sodium  cit- 
rate, pota.s.sium  citrate,  calcium  citrate, 
sodium  tartrate,  and  sodium  potassium 
tartrate,  in  such  quantity  that  the  weight 
of  the  solids  of  .such  emulsifying  agent 
is  not  more  than  3  percent  of  the  weight 
of  the  cheese  ingredient  in  the  pasteur- 
ized process  cheese  spread. 

(f )  The  other  optional  ingredients  re- 
ferred to  in  paragraph  (a)  of  this  sec- 
tion are: 

(1)  One  or  any  mixture  of  two  or 
more  of  the  following:  carob  bean  gum, 
gum  karaya,  gum  tragacanth,  guar  gum, 
gelatin,  (ca.boxymethylcellulose,  carra- 
geen, oatgum,  algin  (sodium  alginate  >, 
and  propylene  oxide  ester  of  alginic  acid. 
The  total  weight  of  such  substance  is 
not  more  than  0  8  percent  of  the  weight 
of  the  finished  food. 

(2)  An  acidifying  agent  con.sisting  of 
one  or  any  mixture  of  two  or  more  of  the 
following:  Lactic  acid,  citric  acid,  acetic 
acid,  and  phosphoric  acid,  in  such  quan- 
tity that  the  pH  of  the  pasteurized  proc- 
ess cheese  spread  is  not  below  4.0.  For 
the  purposes  of  this  section,  vinegar  shall 
be  considered  to  be  acetic  acid. 

(3)  A  sweetening  agent  consisting  of 
one  or  any  mixture  of  two  or  more  of  the 


following:  Sugar,  dextrose,  com  sugar, 
corn  sirup,  corn  sirup  solids,  maltose, 
malt  sirup,  and  hydrolyzed  lactose,  in  a 
quantity  necessary  for  seasoning, 

(4)  Water. 

(5)  Salt. 

(6)  Harmless  artificial  coloring. 

(7>  Spices  or  flavoring  other  than  any 
which  singly  or  in  combination  with 
•her  ingredients  simulate  the  flavor  of 
a  cheese  of  any  age  or  variety. 

(g)  The  label  of  a  pasteurized  process 
cheese  spread  shall  bear  the  common  or 
usual  names  of  the  optional  ingredients 
which  are  used,  as  specifled  in  para- 
graphs (c>.  (d),  (e).  and  (f)  (1>,  (2), 
(3),  (4>.  and  (5)  of  this  section,  and: 

(1)  If  the  pasteurized  process  cheese 
spread  is  smoked,  or  made  from  cheeses 
which  have  been  smoked,  the  word 
"Smoked"  shall  precede  or  follow  the 
name  of  the  pasteurized  process  cheese 
spread  or  name  of  the  cheese  ingredient 
which  was  smoked. 

(2>  If  it  contains  a  substance  pre- 
pared by  condensing  or  precipitating 
wood   smoke,  the   label   sh^ll   bear  the 

statement  'With  Added  __ -.•'  the 

blank  being  filled  in  with  the  common 
or  usual  name  of  "such  ingredient. 

(3)  If  it  contains  spice,  the  label  shall 
bear  the  statement  "Spiced"  or  "Spice 
Added"  or  "With  Added  Spice,"  or  in  lieu 
of  the  word  spice  the  common  or  usual 
name  of  the  spice  used. 

(4)  If  it  contains  added  flavoring,  the 
label  shall  bear  the  statement  'Flavor- 
ing Added,"  "With  Added  Flavoring,"  or 
"Flavored  With ,"  the  blank  be- 
ing filled  in  with  the  common  or  usual 
name  of  the  flavoring  used:  and  if  the 
flavoring  is  artificial,  the  word  "Artifi- 
cial" shall  precede  the  word  "Flavoring" 
or  the  word  "Artificially"  shall  precede 
the  statement  "Flavored  With " 

(5)  If  it  contains  added  artificial 
coloring,  the  label  shall  bear  the  state- 
ment "Artificially  Colored"  or  "Contains 
Artificial  Color." 

(6>  If  the  cheese  ingredient  contams 
Cheddar  cheese  or  a  mixture  of  cheddar 
cheese  with  washed  curd  cheese,  colby 
cheese,  granular  cheese,  or  two  or  more 
of  these,  and  the  weight  of  the  cheddar 
cheese  is  not  less  than  75  percent  of  the 
weight  of  the  mixture,  such  cheddar 
cheese  or  such  mixture  may  be  designated 
as  "American  Cheese." 

(7)  If  an  optional  acidifying  ingredi- 
ent is  used,  there  shall  appear  after  its 
common  name  the  words  "A  Chemical 
Preservative." 

(h>  Wherever  the  name  of  the  food 
appears  on  the  label  so  con.^picuously  as 
to  be  easily  seen  under  customary  condi- 
tions of  purchase,  the  words  and  state- 
ments herein  specified,  showing  the  op- 
tional ingredients  u.sed.  shall  immedi- 
ately and  conspicuously  precede  or  follow 
such  name,  without  Intervening  written, 
printed,  or  graphic  matter. 

5  19.776  Pasteurized  cheese  spread: 
identity:  label  statement  of  optional  in- 
gredients, (a)  Pasteurized  cheese 
spread  is  the  food  which  conforms  to  the 
definition  and  standard  of  identity,  and 
Is  subject  to  the  requirements  for  label 
statement  of  optional  Ingredients,  pre- 
scribed for  pasteurized  process  cheese 
spread  by  S  19.775.  except  that  no  emulsi- 
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fying  agent  as  prescribed  by  §  19.775  (e) 
is  used. 

5  19.780  Pasteurized  process  cheese 
spread  with  fruits,  vegetables,  or  meats; 
identity:  label  statement  of  optional  in- 
gredients, (a)  Pasteurized  process 
cheese  spread  with  fruits,  vegetables,  or 
meats  or  mixtures  of  these  is  the  food 
which  conforms  to  the  definition  and 
standard  of  identity,  and  is  subject  to  the 
requirements  for  label  statement  of  op- 
tional Ingredients,  prescribed  for  pas- 
teurized process  cheese  spread  by  §  19.775, 
except  that: 

(1)  It  contains  one  or  any  mixture  of 
two  or  more  of  the  following:  Any  prop- 
erly prepared  cooked,  canned,  or  dried 
fruit;  any  properly  prepared  cooked, 
canned,  or  dried  vegetable;  any  properly 
prepared  cooked  or  canned  meat.  Where 
meat  is  added,  the  weight  of  the  cooked 
or  canned  meat  or  combination  of  these 
Is  not  less  than  10  percent  of  the  weight 
of  the  finished  food. 

(2)  When  the  added  fruits,  vegetables, 
or  meats  contain  fat,  the  method  pre- 
scribed for  the  determination  of  fat  by 
S  19.500  (O  is  not  applicable. 

(b)  The  name  of  a  pasteurized  process 
cheese  spread  with  fruits,  vegetables,  or 
meats   is   "Pasteurized   Process   Cheese 

Spread  With  "  the  blank  being 

filled  in  with  the  name  or  names  of  the 
fruits,  vegetables,  or  meats  used,  in  order 
of  predominance  by  weight. 

§  19  781  Pasteurized  cheese  spread 
trith  fruits,  vegetables,  or  meats;  iden- 
tity; label  statement  of  optional  ingre- 
dients, (a)  Pasteurized  cheese  spread 
with  fruits,  vegetables,  or  meats  or  mix- 
tures of  these  is  the  food  which  conforms 
to  the  definition  and  standard  of  identity, 
and  is  subject  to  the  requirements  for 
label  statement  of  optional  Ingredients, 
prescribed  for  pasteurized  cheese  spread 
by  5  19.776.  except  that: 

(1)  It  contains  one  or  any  mixture  of 
two  or  more.of  the  following:  Any  prop- 
erly prepared  cooked,  canned,  or  dried 

■^ruit;  any  properly  prepared  cooked, 
canned,  or  dried  vegetable;  any  prop- 
erly prepared  cooked  or  canned  meat. 
Where  meat  is  added,  the  weight  of  the 
canned  or  cooked  meat  or  combination 
of  these  is  not  less  than  10  percent  of  the 
weight  of  the  finished  food. 

(2)  When  the  added  fruits,  vegetables, 
or  meats  contain  fat.  the  method  pre- 
scribed for  the  determination  of  fat  by 
§  19.500  <c)  is  not  applicable. 

(b)  The  name  of  a  pasteurized  cheese 
spread  with  fruits,  vegetables,  or  meats 
is    "Pasteurized    Cheese    Spread    With 

,"  the  blank  being  filled  in  with 

the  name  or  names  of  the  fruits,  vege- 
tables, or  meats  used,  in  order  of  pre- 
dominance by  weight. 

5  19.782  Pasteurized  cream  cheese 
spread  or  pasteurized  neufchatel  cheese 
spread  with  fruits,  vegetables,  or  meats; 
identity:  label  statement  of  optional  in- 
gredients, ia)  (1»  Pasteurized  cream 
cheese  spread,  or  pasteurized  neufchatel 
cheese  spread,  with  fruits  vegetables,  or 
meats  or  mixtures  of  these  is  the  food 
prepared  by  mixing,  with  the  aid  of  heat, 
cream  cheese  alone  or  neufchatel  cheese 
alone  with  one  or  a  mixture  of  two  Ct 
more  of  the  following:  any  properly  pre- 
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pared  cooked,  canned,  or  dried  fruit;  any 
properly  prepared  cooked,  canned,  or 
dried  vegetable;  any  properly  prepared 
cooked,  canned,  or  dried  meat.  Where 
meat  Is  added,  the  weight  of  the  cooked 
or  canned  meat  or  combination  of  these 
is  not  less  than  10  percent  of  the  weight 
of  the  finished  food.  One  or  more  of  the 
optional  ingredients  specified  in  para- 
graph (b)  of  this  section  may  be  used. 

(2)  During  its  preparation  the  mix- 
ture is  heated  for  not  less  than  30  seconds 
at  a  temperature  of  not  less  than  150°  F. 
When  tested  for  phosphatase  by  the 
method  prescribed  in  paragraph  (e)  of 
§  19.500  the  phenol  equivalent  of  0.25  gm. 
of  such  food  is  not  less  than  3  micro- 
grams. 

(3)  In  case  cream  cheese  is  the  cheese 
Ingredient  used,  the  moisture  content  is 
not  more  than  56  percent,  and  the  milk 
fat  content  Is  not  less  than  32  percent. 
In  case  neufchatel  cheese  Is  the  cheese 
Ingredient  used,  the  moisture  content  Is 
not  more  than  65  percent,  and  the  milk 
f^t  content  Is  not  less  than  20  percent. 

(4)  Moisture  and  fat  are  determined 
by  the  methods  prescribed  in  paragraph 
(c)  of  §  19.500,  except  when  the  added 
fruits,  vegetables,  or  meat  contain  fat 
the  method  prescribed  for  the  determi- 
nation of  fat  Is  not  applicable. 

(b)  The  optional  ingredients  referred 
to  In  paragraph  (a)  of  this  section  are: 

(1)  An  acidifying  agent  consisting  of 
one  or  a  mixture  of  two  or  more  of  the 
following.  In  such  quantity  that  the  pH 
of  the  finished  food  is  not  below  4:  Lactic 
acid,  citric  acid,  acetic  acid,  phosphoric 
acid.  For  the  purposes  of  this  section, 
vinegar  shall  be  considered  to  be  acetic 
acid. 

(2 )  One  or  any  mixture  of  two  or  more 
of  the  following  water-retaining  sub- 
stances: carob  bean  gum,  gum  karaya, 
gum  tragacanth.  guar  gum.  gelatin, 
carboxy-methylcellulose.  carrageen,  oat 
gum.  algin  (sodium  alginate),  propylene 
oxide  ester  of  alginic  acid.  The  total 
weight  of* such  substances  is  not  more 
than  0.8  percent  of  the  weight  of  the 
finished  food. 

(3)  A  sweetening  agent  consisting  of 
one  or  any  mixture  of  two  or  more  of  the 
following:  sugar,  dextrose,  corn  sugar, 
corn  sirup,  corn  sirup  solids,  maltose 
sirup,  and  hydrolyzed  lactose. 

(c »  In  case  cream  cheese  is  the  chee.se 
Ingredient  used,  the  name  of  the  food 
is   "Pasteurized  Cream   Cheese   Spread 

With "  the  blank  being  filled  in 

with  the  name  or  names  of  the  fruit, 
vegetables,  or  meats  used,  in  order  of 
predominance  by  weight.  In  case  neuf- 
chatel cheese  is  the  cheese  ingredient 
ased.  the  name  of  the  food  is  "Pasteur- 
ized   Neufchatel    Cheese    Spread    With 

."  the  blank  being  filled  in  with 

the  name  or  names  of  the  fruits,  vege- 
tables, or  meats  used,  in  order  of  pre- 
dominance by  weight. 

(d)  The  label  shall  bear  the  common 
or  usual  names  of  any  of  the  optional 
ingredients  designated  in  paragraph  (b) 
of  this  section  which  are  used.  In  case 
an  acidifying  agent  is  used,  its  name  shall 
be  accompanied  on  the  label  by  the  words 
"A  Chemical  Preservative." 

(e)  Wherever  the  name  of  the  food 
appears  on  the  label  so  conspicuously  as 
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to  be  easHy  seen  under  customary  condi- 
tions of  purchase,  the  words  and  state- 
ments herein  specified,  showing  the  op- 
tional ingredients  used,  shall  immedi- 
ately and  conspicuously  preced  or  follow 
such  name,  without  intervening  written, 
printed,  or  graphic  matter. 

5  19.785  Cold  -  pack  cheese,  club 
cheese,  comminuted  cheese;  identity:  la- 
bel statement  of  optional  ingredients. 
(a)  (1>  Cold-pack  cheese,  club  cheese, 
comminuted  cheese,  is  the  food  prepared 
by  comminuting,  without  the  aid  of  heat, 
one  or  more  cheeses  of  the  same  or  two 
or  more  varieties,  except  cream  cheese, 
neufchatel  cheese,  cottage  cheese, 
creamed  cottage  cheese,  and  skim  milk 
cheese  for  manufacturing.  Into  a  homo- 
geneous plastic  mass.  One  or  more  of 
the  optional  Ingredients  designated  in 
paragraph  (c)  of  this  section  may  be 
used. 

(2)  All  cheeses  used  In  a  cold-pack 
cheese  are  made  from  pasteurized  milk 
or  are  held  for  not  less  than  60  days  at  a 
temperature  of  not  less  than  35°  F.  be- 
fore being  comminuted. 

(3)  (I)  The  moisture  content  of  a 
cold-pack  cheese  made  from  a  single 
variety  of  cheese  Is  not  more  than  the 
maximmn  moisture  content  prescribed 
by  the  definition  and  standard  of 
Identity,  if  any  there  be.  for  the  variety 
of  cheese  used.  If  there  is  no  applicable 
definition  and  standard  of  Identity,  or  if 
such  standard  contains  no  provision  as 
to  maximum  moisture  content,  no  water 
is  used  in  the  preparation  of  the  cold- 
pack  cheese. 

(11  >  The  fat  content  of  the  solids  of 
a  cold-pack  cheese  made  from  a  single 
variety  of  cheese  Is  not  less  than  the 
minimum  prescribed  by  the  definition 
and  standard  of  identity,  if  any  there 
be,  for  the  variety  of  cheese  u.sed,  but  in 
no  case  is  less  than  47  percent,  except 
that  the  fat  content  of  the  solids  of  cold- 
pack  swiss  cheese  is  not  less  than  43 
percent,  and  the  fat  content  of  the  solids 
of  cold-pack  gruyere  cheese  is  not  less 
than  45  percent. 

(4»  (i)  The  moi.sture  content  of  a 
cold-pack  cheese  made  from  two  or  more 
varieties  of  cheese  is  not  more  than  the 
arithmetical  average  of  the  maximum 
moisture  contents  prescribed  by  the  defi- 
nitions and  standards  of  identity,  if  any 
there  be,  for  the  varieties  of  cheese  used, 
but  in  no  case  is  the  moisture  content 
more  than  42  percent,  except  that  the 
moisture  content  of  a  cold-pack  cheese 
made  from  two  or  more  of  the  varieties 
Cheddar  cheese,  washed  curd  cheese, 
colby  cheese,  and  granular  cheese  is  not 
more  than  39  percent. 

(li)  The  fat  content  of  the  solids  of 
a  cold-pack  cheese  made  from  two  or 
more  varieties  of  chee.se  is  not  less  than 
the  arithmetical  average  of  the  min- 
imum percent  of  fat  prescribed  by  the 
definitions  and  standards  of  identity,  if 
any  there  be,  for  the  varieties  of  chee.se* 
u.sed,  but  in  no  case  is  less  than  47  per- 
cent, except  that  the  fat  content  of  the 
solids  of  a  cold-pack  cheese  made  from 
swiss  cheese  and  gruyere  cheese  is  not 
less  than  45  percent. 

(5)  Moisture  and  fat  are  determined 
by  the  methods  prescribed  in  §  19.500 
(c). 
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(6)  The  welRht  of  each  variety  of 
cheese  in  a  cold-pack  cheese  made  from 
two  varieties  of  cheese  is  not  less  than  25 
percent  of  the  *otal  weight  of  both,  ex- 
cept that  the  weight  of  blue  cheese, 
roquefort  cheese,  or  gorgonzola  cheese  is 
not  less  than  10  percent  of  the  total 
weight  of  both,  and  the  weight  of  lim- 
burger  cheese  is  not  less  than  5  percent 
of  the  total  weight  of  both.  The  weight 
of  each  variety  of  cheese  in  a  cold-pack 
cheese  made  from  three  or  more  varie- 
ties of  cheese  is  not  less  than  15  percent 
of  the  total  weight  of  all,  except  that  the 
weight  of  blue  cheese,  roquefort  cheese, 
or  gorgonzola  cheese  Is  not  less  than  5 
percent  of  the  total  weight  of  all,  and  the 
weight  of  limburger  cheese  is  not  less 
than  3  percent  of  the  total  weight  of  all. 

(b)  Cold-pack  cheese  may  be  smoked. 
or  the  cheese  or  cheeses  from  which  it 
Is  made  may  be  smoked,  before  com- 
minuting and  mixing,  or  it  may  contain 
substances  prepared  by  condensing  or 
precipitating  wood  smoke. 

(c)  The  optional  ingredients  referred 
to  in  paragraph  la)  of  this  section  are: 

(1»  An  acidifying  agent  consisting  of 
one  or  any  mixture  of  two  or  more  of  the 
following:  Lactic  acid,  citric  acid,  acetic 
acid,  and  phosphoric  acid,  in  such  quan- 
tity that  the  pH  of  the  finished  cold-pack 
cheese  is  not  below  4.5.  For  the  purposes 
of  this  section,  vinegar  shall  be  consid- 
ered to  be  acetic  acid. 

(2>   Water. 

(3)  Salt. 

(4)  Harmless  artificial  coloring. 

(5>  Spices  or  flavorings  other  than 
any  which  singly  or  in  combination  with 
other  ingredients  simulate  the  flavor  of 
a  cheese  of  any  age  or  variety. 

(d)  The  name  of  a  cold-pack  cheeese 
for  which  a  definition  and  standard  of 
Identity  is  prescribed  T)y  this  section  Is 

as  follows:  "Cold-Pack Cheese" 

or  •• Club  Cheese"  or  "Commi- 
nuted   Cheese,"  the  blanks  being 

filled  in  with  the  name  or  names  of  the 
varieties  of  cheese  used,  in  order  of  pre- 
dominance by  weight. 

If  the  cheese  ingredient  contains  Ched- 
dar cheese  or  a  mixture  of  Cheddar 
cheese  with  washed  curd  cheese,  colby 
cheese,  granular  cheese,  or  two  or  more 
of  these,  and  the  weight  of  the  Cheddar 
cheese  is  not  less  than  75  percent  of  the 
mixture,  such  Cheddar  cheese  or  mixture 


may  be  designated  as  "American 
Cheese." 

(e)  (D  If  cold-pack  cheese  is  smoked, 
or  made  from  cheeses  which  have  been 
smoked,  the  word  "Smoked"  shall  pre- 
cede or  follow  the  name  of  the  cold-pack 
cheese,  or  the  name  of  the  cheese  in- 
gredient which  was  smoked. 

(2)  If  it  contains  a  substance  pre- 
pared by  condensing  or  precipitating 
wood  smoke,  the  label  shall   bear  the 

statement    "With    Added    "    the 

blank  being  filled  in  with  the  common  or 
usual  name  of  such  ingredient. 

(3)  If  it  contains  spice,  the  label  shall 
bear  the  statement  "Spiced,"  or  "Spice 
Added,"  or  "With  Added  Spice,"  or  in 
lieu  of  the  word  spice,  the  common  or 
usual  name  of  the  spice  used. 

i4»  If  it  contains  added  flavoring,  the 
label  shall  bear  the  statement  "Flavoring 
Added."    "With    Added    Flavoring."    or 

"Flavored  With ."  the  blank  being 

filled  in  with  the  common  or  usual  name 
of  the  flavoring  used;  if  the  flavoring  is 
artiflcial.  the  word  "Artificial"  shall  pre- 
cede the  word  "Flavoring"  or  the  word 
"Artifically  '  shall  precede  the  statement 
"Flavored  With " 

(5)  If  it  contains  an  added  acidifying 
agent  prescribed  in  paragraph  (c)  <1)  of 
this  section,  the  label  shall  bear  the 
statement  " Added  as  a  Chemi- 
cal Preservative."  the  blank  being  filled 
In  with  the  name  or  names  of  the  acid 
or  acids  used. 

(f )  Wherever  the  name  of  the  food  ap- 
pears on  the  label  so  conspicuously  as  to 
be  easily  seen  under  customary  condi- 
tions of  purchase,  the  words  and  state- 
ments herein  specified,  showing  the  op- 
tional ingredients  used,  shall  immedi- 
ately and  conspicuously  precede  or  fol- 
low such  name,  without  intervening 
written,  printed,  or  graphic  matter. 

Any  interested  person  whose  appear- 
ance was  filed  at  the  hearing  may,  within 
90  days  from  the  date  of  publication  of 
this  tentative  order  in  the  Federal  Reg- 
ister, file  with  the  Hearing  Clerk.  Fed- 
eral Security  Agency,  Room  5109.  Fed- 
eral Security  Building,  Fourth  Street  and 
Independence  Avenue,  SW.,  Washing- 
ton, D.  C,  written  exceptions  thereto. 
Exceptions  shall  point  out  with  particu- 
larity the  allegpd  errors  in  this  tentative 
order  and  shall  contain  specific  refer- 
ences to  the  pages  of  the  transcript  of 


the  testimony  or  to  the  exhibits  on  which 
such  exceptions  are  based.  Such  excep- 
tions may  be  accompanied  by  a  memo- 
randum or  brief  in  support  thereof. 
Exceptions  and  accompanying  memo- 
randa or  briefs  shall  be  submitted  in 
quintuplicate. 

Dated:  April  15.  1949. 

fsE.\Ll  J.  Donald  Kincsley. 

Acting  Adyninistrator. 

|F.    R.    Doc.    49-3104:    Filed.    Apr.    21.    1949; 
8  51  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

Texas  Livestock  Auction  Co..  Amarillo, 
Tex. 

notice  of  proposed  rule  making 

The  Secretary  of  Agriculture  has  infor- 
mation that  the  Texas  Livestock  Auction 
Company  stockyards  at  Amarillo.  Texas, 
owned  and  operated  by  Hugh  W.  Ford 
and  Blythe  Lane,  as  partners,  is  a  stock- 
yard as  defined  by  section  302  of  the 
Packers  and  Stockyards  Act.  1921.  as 
amended  (7  U.  S.  C.  202).  and  should  be 
made  subject  to  the  provisions  of  that 
act. 

Therefore,  notice  is  hereby  given  that 
the  Secretary  of  Agriculture  proposes  to 
issue  a  rule  designating  the  stockyard 
named  above  as  a  posted  stockyard  sub- 
ject to  the  provisions  of  the  Packers  and 
Stockyards  Act.  1921,  as  amended  '7 
U.  S.  C.  181  et  seq.).  as  is  provided  in 
section  302  of  that  act.  Any  interested 
person  who  desires  to  do  so  may  submit, 
within  15  days  after  the  publication  of 
this  notice,  any  data,  views,  or  argu- 
ment, in  writing,  on  the  proposed  rule  to 
the  Director  of  the  Livestock  Branch, 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture, Washington  25,  D.  C. 

Done  at  Washington.  D.  C.  this  12th 
day  of  April  1949. 

[se.\l]  H    E.  Reed, 

Director,  Livestock  Branch,  Pro- 
duction and  Marketing  Ad- 
ministration. 

IF.    R.    Doc.    49-3149;    Filed.    Apr.    21.    19  9; 
8:52  a.  ml 
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DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Steel  Allocation  Plan  For 
Baseboard  Radiation 

The  Secretary  of  Commerce,  pursuant 
to  the  authority  vested  in  him  by  Public 
Law  395.  80th  Congress,  as  amended,  and 
Executive  Order  9919.  after  consultation 
with  representatives  of  the  steel  produc- 
ing and  steel  baseboard  radiation  manu- 
facturing industries,  and  with  the  Inter- 
c'led  government  agencies,  and  after 
expression  of  the  views  of  industry,  labor 


and  the  public  generally  at  an  open 
public  hearing  held  on  March  14,  1949, 
has  determined  that  the  following  plan 
of  voluntary  action  Is  practicable  and  is 
appropriate  to  the  successful  carying  out 
of  the  policies  set  forth  in  Public  Law 
395,  as  amended: 

1.  Scope  and  purpose  of  plan.  This 
plan  sets  up  the  procedure  under  which 
steel  producers  (hereinafter  called  pro- 
ducers) agree  voluntarily  to  make  steel 
products  available  to  steel  baseboard 
radiation  manufacturers  who  comply 
with  the  provisions  of  this  plan  (here- 
inafter   called    participating    manufac- 


turers>,  for  use  In  the  manufacture  of 
steel  baseboard  radiation,  which,  for  the 
purposes  of  this  plan,  is  defined  as  steel 
baseboard  sections  for  the  conveyance  of 
hot  water  or  steam  heat  In  residential 
housing. 

2.  Agreement  by  steel  producers. 
During  the  months  of  April.  May  and 
June  1949,  producers  will,  out  of  their 
own  production  or  that  of  their  produc- 
ing subsidiaries  or  affiliates,  make  avail- 
able to  participating  manufacturers  up 
to  a  total  of  approximately  950  net  tons 
of  steel  products  per  month,  di.'-tributcd 
by  types  approximately  as  follows: 


Friday,  April  22,  1949 

Net  tons 
Xypt :  per  month 

1  f,nd  1*,4  Inch  steel  pipe 60 

C.  R.  "Heet  and  strip 890 

Total  net  tons  per  month 950 

3.  Determination  of  quantities  to  be 
furnished  by  respective  producers. 
Unless  otherwise  specified  in  its  accept- 
ance of  this  plan,  the  quantities  to  be 
made  available  by  £ach  producer,  as  Its 
commitment  under  this  plan,  will  be  such 
as  the  Secretary  of  Commerce,  after  con- 
sulting the  Steel  Task  Committee  of  the 
office  of  Industry  Cooperation  of  the  De- 
partment of  Commerce,  determines  to  be 
fair  and  equitable.  However,  upon  re- 
quest of  the  Secretary  of  Commerce  from 
time  to  time,  each  producer  will  give 
consideration  to  making  additional 
quantities  available.  Producers  will 
take  credit  against  their  commitments 
under  this  plan  only  for  quantities  de- 
livered on  orders  certified  in  accordance 
with  Paragraph  10  below. 

4.  Contractual  arrangements.  Such 
products  will  be  made  available  under 
such  contractual  arrangements  as  may 
be  made  by  the  respective  producers,  or 
their  producing  subsidiaries  and  affili- 
ates, with  the  respective  participating 
manufacturers.  No  request  or  authori- 
zation will  be  made  by  the  Department  of 
Commerce  relating  to  the  allocation  of 
orders  or  customers,  the  delivery  of  prod- 
ucts, the  allocation  of  business  among 
participating  manufacturers,  or  any  lim- 
itation or  restriction  on  the  production  or 
marketing  of  any  products.  This  plan 
does  not  authorize  nor  approve  any  fix- 
ing of  prices,  and  participation  in  this 
plan  does  not  affect  the  prices  or  terms 
and  conditions  on  which  any  product  Is 
actually  sold  and  delivered. 

5.  Limitations  as  to  types,  sizes  and 
quantities.  A  producer  need  make  avail- 
able under  this  plan  only  those  products 
which  are  within  the  type  and  size  limi- 
tations of  the  mill  or  mills  which  it  may 
select  for  the  fulfillment  of  its  commit- 
ment under  this  plan.  The  quantities 
which  it  may  have  undertaken  to  make 
available  in  any  month  may  be  reduced, 
or  at  Its  option  their  delivery  may  be 
postponed,  in  direct  proportion  to  any 
production  los.ses  during  the  month  due 
to  causes  beyond  its  control. 

6.  Reports  from  steel  producers.  Each 
producer  will,  if  requested  by  the  Office 
of  Industry  Cooperation  of  the  Depart- 
ment of  Commerce  (subject  to  the  ap- 
proval of  the  Bureau  of  the  Budget  under 
the  Federal  Reports  Act  of  1942),  submit 
to  that  office  periodic  reports  of  the  total 
quantities,  by  types,  of  products  shipped, 
and  accepted  for  shipment,  under  the 
plan. 

7.  Reports  from  participating  manu- 
facturers. Each  participating  manufac- 
turer will  submit  the  following  to  the 
Secretary  of  Commerce: 

(a)  Requirements  report.  A  report 
showing  the  quantities  of  steel  baseboard 
radiation  scheduled  for  production  dur- 
ing each  month  under  this  plan  and  the 
steel  products  required  for  that  scheduled 
production. 

(b)  Other  reports.  Such  other  rele- 
vant reports  as  may  be  requested  from 
time  to  time  by  the  Secretary  of  Com- 
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merce   (subject  to  the  approval  of  the  pending  acceptance,  by  participating  steel 

Bureau  of  the  Budget  under  the  Federal  producers. 

Reports  Act  of  1942).  '""(NameoYcompany] 

8.  Determination  of  allocations  for  re-  gy 

spective     participating     manufacturers.  (^Duiy  authorized  officer) 
The  quantities  and  types  of  steel  prod- 
ucts to  be  made  available  monthly  under      (iSate) 

the  plan  to  Individual  participating  man-  ,,    „         .         ,            ^     «    *  ^/    k^ 

ufacturers  will  be  determined  by  the  Sec  H;  Procedure  for    and  etfect  of    be- 

retary  of  Commerce  after  consultation  coming  a  partictpan       After  appro  al  of 

with  the  Steel  Baseboard  Radiation  Ad-  ^his  plan  by  the  Attorney  General  and 

visory  Committee,  subject  to  such  revi-  by  the  Secretary  of  Commerce  and  after 

sion.  if  any,  from  time  to  time,  as  may  be  requests   for   compliance   with  it   have 

deemed  necessary  by  the  Secretary  of  ^een  made  of  steel  producers  and  steel 

commerce  after  consultation  with  that  baseboard   radiation  manufacturers  by 

Committee  ^^^  Secretary  of  Commerce,  any  such 

9.  Obligations  of  participating  manu-  Producer  or  manufacturer  niay  become 
facturers.  By  participation  in  this  plan  a  participant  in  this  plan  by  advising 
each  participating  manufacturer  shall  be  the  Secretary  of  Conimerce  in  writing,  of 
obMgated  as  follows:  To  use  all  prod-  its  acceptance  of  such  request.  Such  re- 
ucts  obtained  under  this  plan  solely  for  Quests  for  compliance  will  be  effective  for 
and  in  the  manufacture  of  steel  base-  the  purpose  of  granting  certain  im- 
board  radiation;  not  to  resell  or  transfer  munity  from  the  anti-trust  law-s  and 
any  steel  products  obtained  under  this  the  Federal  Trade  Commission  Act  as 
plan  in  the  form  received  by  the  partici-  Provided  In  section  2  (c)  of  Public  Law 
pating  manufacturer;  and  not  to  build  395  as  amended,  only  with  respect  to 
up.  beyond  current  needs,  any  inven-  such  producers  and  manufacturers  as 
tones  of  products  obtained,  or  end  prod-  notify  the  Secretary  of  Commerce  in 
ucts  manufactured,  under  this  plan.  writing  that  they  will  comply  with  such 

If  a  participating  manufacturer  be-  ^^^"^^i^-     ,.      _,  ,        _,  ^       ,.         _.  , 

comes  unable  to  use.  for  the  purposes  of  12.  Effective  date  and  duration     This 

this  plan,  any  products  obtained  under  Plan  shall  become  effective  upon  the  date 

this  plarr  he  shall  bfe  further  obligated  o'  its  final  approval  by  the  Secretary  of 

to  hold  them  subject  to  such  other  use  Commerce.    It  shall  cease  to  be  effective 

or  disposition  (Including  re-allocation  to  at  the  close  of  business  on  September  30. 

other  consumers  or  return  to  the  pro-  ^^^'  or  on  such  earlier  date  as  may  be 

ducer  from  whom  purchased)   as  shall  determined  by  the  Secretary  of  Com- 

be  authorized  by  the  Office  of  Industry  merce,  upon  not  less  than  60  days  notice 

Cooperation     of     the     Department    of  by  letter,  telegram,  or  publication  In  the 

Commerce  Federal  Register. 

Participation  In  the  benefits  In  this  13.  Withdrawal  from  plan.  Any  pro- 
plan  shall  at  all  times  be  contingent  ducer  or  participating  manufacturer 
upon  each  participating  manufacturer's  "lay  withdraw  from  this  plan  by  giving 
continued  strict  compliance  with  the  pro-  not  less  than  60  days'  written  notice  to 
visions  hereof.  In  the  event  of  any  ac-  the  Secretary  of  Commerce, 
tual  or  prospective  non-compliance  by  14-  Clarifying  interpretations.  Any 
any  participating  manufacturer,  the  Interpretation  Issued  by  the  Secretary  of 
Secretary  of  Commerce  may.  after  writ-  Commerce  (after  consultation  with  the 
ten  notice  to  the  participating  manu-  Attorney  General),  in  writing,  to  clarify 
facturer.  take  such  action  as  he  deems  the  meaning  of  any  terms  or  provlsion.s 
warranted  with  respect  to  the  manufac-  In  this  plan  shall  be  binding  upon  all 
turer's  participation  In  the  plan,  includ-  Participants  notified  of  such  interpreta- 
ing  partial  or  total  suspension  or  termi-  tlon. 

nation   of  participation   privileges   and  Approved:  April  4.  1949. 

notification   to   the   participating   steel  ' 

producers  not  to  make  any  or  certain  Charles  Sawyer, 

further  shipments  under  the  plan  to  such  Secretary  of  Commerce. 

manufacturer.  Approved:  April  4.  1949. 

10.  Procedure  for  placing  orders  under  _   -, 

this  plan.    Purchase  orders  under  this  .fp"  ^  Clark. 

plan  are  to  be  placed  with  participating  Attorney  Qreneral. 

producers  or  their  producing  subsidiaries  Apkil  4, 1949. 

or  affiliates.     Each  such  purchase  order  gentlemen:    Enclosed   is   a   copy  of  the 

shall  bear  the  following  certification  by  above  Voluntary  Plan  which  has  been  ap- 

the  participating  manufacturer:  proved  by  the  Attorney  General  and  myself 

„           .                      „  pursuant  to  Public  Law  395,  80th  Congress 

Voluntary  Steel  Allocation   Plan  for  (as  amended  tav  Public  Law  6.  81st  Congress). 

Baseboard  Radiation  g^^d  Executive  Order  9919. 

The  undersigned  certifies  to  the  seller  and  Acting  pursuant  to  said  Law  and  Executive 

to   the  Department   of  Commerce   that   the  Order.  I  hereby  request  compliance  by  you 

products  specified  in  this  order  will  be  used  with  the  Voluntary  Plan.     This  request  will 

solely  for  and  In  the  manufacture  of  steel  "ot  be  effective  for  the  purpose  of  granting 

baseboard  radiation,  and  that  this  order  is  immunity   from   the   antitrust   laws   of   the 

placed  under,  and  in  strict  compliance  with.  United  States  and  the  Federal  Trade  Com- 

the  above  voluntary  plan,  with  which  the  mission  Act.  as  provided  In  section  2  (c)  of 

undersigned   Is   familiar   and   In   which   the  Public  Law  395,  80th  Congress,  as  amended, 

undersigned    Is   a   participant.     The    under-  unless    you    promptly    agree    In    writing    to 

signed    further    certifies    that    It    has    been  comply  herewith. 

granted  a  specific  allocation  under  the  plan  Two  copies  of  a  suggested  form  for  yocr 

and    that    the    quantity    hereby    ordered    Is  use  In  evidencing  acceptance  of  this  request 

within  that  allocation,  after  taking  Into  ac-  are  enclosed.     One  copy  is  to   be  returned 

count  all  other  certified  orders  accepted,  or  to  me  and  the  other  retained  for  your  ties. 
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May  we  have  your  reply  within  ten  daya 
from  the  date  of  this  letter? 
Sincerely  yours, 

Charles  Sawyih, 

Secretary  of  Commerce. 

NoTi:  The  above  request  for  compliance 
with  Department  of  Commerce  voluntary 
steel  allocation  plan  for  baseboard  radiation 
was  sent  to  steel  companies  listed  in  an 
attachment  filed  with  the  original  document. 

|F.    R.    Doc.    49-3122;    Piled.    Apr.    21,    1949; 
8:47  a.  m.| 


FEDERAL   POWER   COMMISSION 

I  Docket  No.  G-1105| 

Piedmont  Natural  Gas  Corp. 
wotice  of  amendment  to  application 

April  18,  1949. 

Notice  Is  hereby  given  that  the  Pied- 
mont Natural  Gas  Corporation  (Appli- 
cant), a  Delaware  corporation  with  its 
principal  place  of  business  at  Spartan- 
burg. South  Carolina,  filed  on  April  5. 
1949,  an  amendment  to  its  application 
filed  August  24,  1948,  for  a  certificate  of 
public  convenience  and  necessity  pur- 
suant to  sedtion  7  of  the  Natural  Gas  Act, 
as  amended,  to  authorize  the  construc- 
tion and  operation  of  certain  transmis- 
sion pipeline  facilities  hereinafter 
described. 

Applicant  by  its  amendment  to  its  ap- 
plication of  August  24.  1948,  seeks  au- 
thorization to  construct  and  operate  a 
natural  gas  pipeline  approximately  1.290 
miles  In  length,  originating  in  the  upper 
Gu:f  Coast  gas  fields  of  Texas  and  south- 
west Louisiana,  and  extending  through 
the  States  of  Louisiana.  Mississippi.  Ala- 
bama. Georgia,  South  Carolina  and 
North  Carolina  to  its  eastern  termini 
at  Richmond  and  Norfolk  in  the  State 
of  Virginia.  The  proposed  pipeline  will 
be  26  inches  in  diameter,  commenc- 
ing at  a  point  in  the  upper  Gulf  Coast 
gas  fields  of  Texas  and  extending  to 
a  point  in  the  vicinity  of  Charlotte, 
North  Carolina,  a  distance  of  approxi- 
mately 980  miles.  Prom  CharloUe. 
North  Carolina,  the  pipeline  will  be 
reduced  to  24  inches  in  diameter  and 
continue  approximately  140  miles  to  a 
point  near  Durham.  North  Carolina, 
where  it  will  be  further  reduced  to  18 
inches  in  diameter,  thence.it  will  con- 
tinue 110  miles  in  a  northeasterly  di- 
rection to  a  point  from  where  two  pipe 
lines  will  diverge:  One  with  a  diameter 
of  14  inches  extending  approximately  40 
miles  in  a  northerly  direction  to  Rich- 
mond. Virpinia.  and  the  other  with  a 
diameter  of  16  inches  extending  approxi- 
mately 60  miles  in  an  easterly  direction 
to  Norfolk,  VirRinia.  The  proposed  pro- 
ject includes  the  installation  of  9  com- 
pressor stations  having  a  total  of  48.000 
H.  P.  with  an  initial  line  capacity  of  ap- 
proximately 275,000  Mcf  per  day. 

The  estimated  cost  of  the  propased 
pipeline  with  compressor  stations,  river 
crossings  and  appurtenant  facilities  is 
approximately  $97,380,000.  The  appli- 
cation recites  that  the  financing  of  the 
proposed  project  will  be  through  the  is- 
suance of  bonds,  preferred  stock,  bank 
loans  and  additional  common  stock. 

Applicant  proposes  to  operate  its  pro- 
poicd  transmission  pipeline  for  the  trans- 
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portatlon  of  natural  gas  for  resale  to  dis- 
tributing companies  in  the  States  of 
South  Carolina.  North  Carolina  and  Vir- 
ginia. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure,  and.  If 
so.  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  its  interest  in  the 
matter,  whether  it  desires  a  conference, 
the  creation  of  a  board,  or  a  joint  or  con- 
current hearing,  together  with  reasons 
for  such  request. 

The  application  of  the  Piedmont  Nat- 
ural Gas  Corporation  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. Any  person  desiring  to  be  heard 
or  to  make  any  protest  with  reference  to 
the  application  shall  file  with  the  Fed- 
eral Power  Commission.  Washington  25. 
D.  C.  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register,  a  petition  to  intervene 
or  protest.  Such  petition  or  protest  shall 
conform  to  the  requirements  of  §§  1.8  or 
1.10.  whichever  is  applicable,  of  the  rules 
of  practice  and  procedure. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


IP.    R.    Doc.    49-S120;    Piled.    Apr.    21.    1949; 
8:47  a.  m.] 


IDocket  No.  0-11901 

Kings  County  Lighting  Co. 

notice  of  appucation 

April  18.  1949. 

Notice  is  hereby  given  that  on  April  6. 
1949,  an  application  was  filed  with  the 
Federal  Power  Commission  by  the  Kings 
County  Lighting  Company  (Applicant), 
a  New  York  corporation  having  its  princi- 
pal place  of  business  In  the  Borough  of 
Brooklyn.  City  and  State  of  New  York, 
requesting  ( I  >  that  the  Commi.s.<;ion  de- 
termine that  the  aforementioned  com- 
pany will  net  become  a  "natural-gas 
company"  within  the  meaning  of  the 
Natural  Gas  Act  by  reason  of  its  con- 
struction and  operation  of  certain  pro- 
posed facilities,  and  (2)  should  the  Com- 
mission determine  the  company  .subject 
to  the  act.  that  it  issue  to  the  Applicant 
a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  author- 
izing Applicant  to  construct  and  oper- 
ate certain  transmission  pipeline  facili- 
ties hereinafter  described. 

The  facilities  proposed  to  be  construc- 
ted by  the  Applicant  will  consist  of  ap- 
proximately 2.9  miles  of  12-inch  pipe 
extending  from  57th  Street  and  7th  Ave- 
nue, which  is  the  end  of  the  facilities 
proposed  to  be  constructed  by  the  Brook- 
lyn Union  Gas  Company  (Docket  No. 
G-1171>,  through  their  territory,  thence 
across  the  franchise  territory  of  the  Ap- 
plicant to  the  boundary  line  between 
the  Applicant  and  the  Brooklyn  Borough 
Gas  Company  located  at  62d  Street  and 
Bay  Parkway,  Brooklyn.  The  applica- 
tion recites  that  such  facilities  are  neces- 
sary in  order  to  deliver  to  the  facilities 


of  the  Brooklyn  Borough  Gas  Company 
7,000  Mcf  of  natural  gas,  such  volume  of 
natural  gas  purchased  from  the  Trans- 
continental Gas  Pipeline  Corporation 
pursuant  to  an  agreement  with  said  com- 
pany which  gas  is  to  be  delivered  daily 
by  Transcontinental  at  132d  Street  and 
the  Hud.son  River  in  New  York  City. 
The  gas  so  purchased  by  Kings  County 
Lighting  Company  will  be  transported 
through  Consolidated  Edison's  propo.sed 
pipeline  project  (Docket  No.  G-1167i 
and  the  project  of  Brooklyn  Union 
(Docket  No.  G-1171),  the  latter  project 
interconnecting  with  the  project  of 
Kings  County  Lighting  Company. 

The  estimated  cost  of  the  proposed 
project  approximates  $700,000.  a  portion 
of  which  has.  already  been  financed  and 
the  balance  will  be  forthcoming  from 
short-term  borrowings  from  banks  which 
Applicant  contemplates  refunding  on  a 
permanent  basis  by  the  issuance  of 
securities. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  S  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and,  if  so,  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  interest  in  the  matter, 
whether  it  desires  a  conference,  the  crea- 
tion of  a  board,  or  a  joint  or  concurrent 
hearing,  together  with  reasons  for  such 
request. 

The  application  of  the  Kings  County 
Lighting  Company  is  on  file  with  the 
Commission  and  open  to  public  inspec- 
tion. Any  person  desiring  to  be  heard  or 
to  make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission,  Washington  25,  D.  C  , 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or  1.10. 
whichever  is  applicable,  of  the  rules  of 
practice  and  proc^Ture. 


[ seal ] 


Leon  M.  Fdquav. 
Secretary. 


IF.   R.    Doc.   49-3121:    Piled.    Apr.    21.    1943; 
8:47  a.  m.l 


(Docket  No.  0-11921 

Mountain  Fuel  Supply  Co. 

notice  of  application 

April  15,  1949. 

Notice  is  hereby  given  that  on  April 
7.  1949,  Mountain  Fuel  Supply  Company 
(Applicant),  a  Utah  corporation  with  its 
principal  place  of  business  at  Salt  Lake 
City,  Utah,  filed  an  application  with  the 
Federal  Power  Commission  for  a  certifi- 
cate of  public  convenience  and  necessity 
pursuant  to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  Applicant 
to  construct  and  operate  approximately 
32  miles  of  20-inch  O.  D.  natural-gas  pipe 
line  between  Applicant's  tran.smis8ion 
stations  at  Coalville,  Utah,  and  Salt  Lake 
City,  Utah,  together  with  appropriate 
block  valves,  regulators,  meters  and  con- 
nections to  Applicant's  existing  facilities. 
The  proposed  line  will  parallel  an  cxistint; 


Friday,  April  22,  1949 

16-inch  O.  D.  natural-gas  pipe  line  of 
Applicant. 

Applicant  states  that  the  proposed  fa- 
cilities will  increase  the  short  period  peak 
delivery  to  Utah  for  the  winter  season 
1949-1950  by  23.600  Mcf  per  day  in  ex- 
cess of  the  amount  available  during  the 
winter  season  1948-1949.  by  increasing 
Applicant's  present  system  sales  capacity 
of  approximately  111,000  Mcf  per  day  to 
134,600  Mcf  per  day.  Applicant  propo.<;es 
to  begin  construction  of  the  facilities  for 
which  authorization  is  sought  herein  not 
later  than  June  15.  1949,  and  to  complete 
con.strtiction  not  later  than  September 
15    1949. 

Applicant  states  that  the  primary  pur- 
pose of  the  proposed  facilities  is  to  im- 
prove the  existing  service  in  the  Salt  Lake 
Valley  by  Increasing  the  safety  of  the 
operation  due  to  paralleling  the  natural- 
gas  pipe  line  over  the  Wa.satch  Mountain 
Range  and  by  making  up  a  present  deficit 
In  supply  during  peak  periods  to  firm 
customers. 

The  estimated  total  over-all  capital 
cost  of  the  proposed  facilities  is  Sl.- 
750,000.  Applicant  proposes  to  finance 
this  co.st  of  construction  with  available 
cash  funds  of  the  Company. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  137  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  .so.  to  advise  the  Federal  Power 
Commis.sion  as  to  the  nature  of  its  In- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 
The  application  of  Mountain  Fuel 
Supply  Company  is  on  file  with  the  Com- 
mission and  is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C, 
not  later  than  15  days  from  date  of 
publication  of  this  notice  In  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or 
1.10.  whichever  is  applicable,  of  the  Com- 
ml.ssion's  rules  of  practice  and  procedure. 

I  seal]  Leon  M.  Fuquay. 

Secretary. 

IF.    R     Doc.    49-3116;    Filed.    Apr.    21.    1949; 
8:46  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No.  70-2088] 

Arkansas  Power  &  Light  Co. 

order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oflBce  In  the  city  of  Washington,  D.  C.  on 
the  15th  day  of  April  A.  D.  1949 

Arkansas  Power  &  Light  Company 
("Arkan.sas").  an  electric  utility  subsidi- 
ary of  Electric  Power  b  Light  Corpora- 
tion ("Electric"),  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  which  is  also  a  regis- 
tered holding  company,  having  filed  an 
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application  under  the  Public  Utility  Hold- 
ing Company  Act  of  1935,  particularly 
sections  6  (b)  and  7  thereof  and  Rule 
U-50  of  the  rules  and  regulations  pro- 
mulgated thereunder,  with  respect  to  the 
following  proposed  transactions: 

Arkansas  proposes  to  issue  and  sell 
pursuant  to  the  competitive  bidding  re- 
quirements  of    Rule   U-50,    $8,300,000 

principal    amount    of    25-year.    % 

Sinking  Fund  Debentures  due  1974.  The 
Debentures  are  to  be  issued  under  a  De- 
benture Agreement  to  be  dated  as  of  May 
1,  1949.  between  Arkansas  and  Central 
Hanover  Bank  and  Trust  Company,  as 
Trustee. 

The  application  states  that  the  pro- 
ceeds from  the  sale  of  the  Debentui:es. 
together  with  $4,000,000  proposed  to  be 
raised  from  the  sale  of  common  stock  to 
Electric  (which  Is  the  subject  of  a  sepa- 
rate application  under  File  No.  70-2093) 
and  further  funds  which  may  be  ob- 
tained from  the  sale  of  First  Mortgage 
Bonds  or  other  securities  later  in  the 
year,  will  be  used  in  connection  with  the 
company's  construction  program,  which 
is  estimated  to  require  the  expenditure 
of  approximately  $23,100,000  during  the 
year  1949. 

An  amendment  having  been  filed  indi- 
cating that  the  company  has  obtained 
the  aflBrmative  vote  of  two-thirds  of  its 
outstanding  preferred  stock  authorizing 
the  amendment  of  its  charter  so  as  to 
increase  the  amount  of  unsecured  in- 
debtedness which  the  company  may  in- 
cur and  also  setting  forth  that  the  pro- 
posed transactions  have  been  expressly 
authorized  by  the  Public  Service  Com- 
mission of  the  State  of  Arkansas,  the 
State  Commission  of  the  State  in  which 
Arkansas  is  organized  and  doing  busi- 
ness; and 

The  application-declaration  having 
been  filed  on  March  18,  1949.  and  an 
amendment  thereto  having  been  filed  on 
April  14.  1949,  notice  of  said  filing  having 
been  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing within  the  time  specified  in  said 
notice  or  otherwise  and  not  having 
ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission  that 
the  issuance  and  sale  of  the  Debentures 
is  exempt  from  the  provisions  of  sec- 
tion 7  of  the  act  by  reason  of  the  ap- 
proval of  the  State  Commission  of  the 
State  in  which  Arkansas  is  organized 
and  doing  business  and  the  Commission 
deeming  it  appropriate  to  grant  said  ap- 
plication without  the  imposition  of  terms 
and  conditions  other  than  those  speci- 
fied below,  and  the  Commission  further 
deeming  it  appropriate  to  grant  appli- 
cant's request  that  the  order  herein  be- 
come effective  forthwith  upon  its  is- 
suance: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  subject  to  the  terms  and  con- 
ditions contained  in  Rule  U-24,  that  the 
application-declaration,  as  amended,  be, 
and  the  same  hereby  is.  granted  and  per- 
mitted to  become  effective  forthwith, 
subject  to  the  following  conditions: 

(I)  That  the  proposed  sale  of  the  De- 
bentures shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
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a  matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered 
by  the  Commission  in  the  light  of  the 
record  so  completed,  which  order  may 
contain  such  terms  and  conditions  as 
may  then  be  deemed  appropriate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be  paid 
in  connection'  with  the  proposed  trans- 
actions. 

By  the  Commission. 

I  SEAL]  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Doc.    49-3117:    Filed.    Apr.    21,    1949; 
8:46  a.  m.| 


[File  No.  70-20691 

Cambridge  Electric  Light  Co. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  18th  day  of  April  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  Cambridge 
Electric  Light  Company  ("Cambridge"). 
a  subsidiary  of  New  England  Gas  and 
Electric  Association,  a  registered  hold- 
ing company.  Applicant  has  designated 
section  6  (b)  of  the  act  as  applicable  to 
the  proposed  transaction. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  April 
26.  1949,  at  5:30  p.  m.,  e.  d.  s.  t..  request 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  Interest  and  the  issues  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW..  Washington  25, 
D.  C.  At  any  time  after  April  26.  1949. 
said  application,  as  filed,  or  as  amended, 
may  be  granted  as  provided  In  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  in 
Rules  U-20  (a  )and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
po.sed,  which  is  summarized  as  follows: 
Cambridge  proposes  to  Issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $2,750,000 
principal  amount  of  notes  due  1974. 
The  proceeds  from  the  sale  of  said  notes 
are  to  be  used  for  the  purpo.se  of  fund- 
ing the  following  presently  outstanding 
borrowings,  the  proceeds  of  which  have 
been  Invested  by  Cambridge  In  Its  plant 
and  property: 

Notes  payable — The  First  Na- 
tional Bank  of  Boston $1,750,003 

Advance  from  plant  replEwrement 

fund    assets 1.000.000 

Cambridge  also  proposes  to  increase 
the  Interest  rate  from  2y2%  to  3%  on  all 
or  part  of  $1,098,000  to  be  borrowed  dur- 


19% 

ing  1949  from  the  First  National  Bank 
of  Boston  under  a  General  Loan  Agree- 
ment, which  borrowing  under  such  agree- 
ment was  heretofore  permitted  by  order 
of  this  Commission  dated  December  18, 
1947.  Under  the  terms  of  said  agree- 
ment, Cambridge  covenanted  that  It 
would  not,  without  prior  written  consent 
of  the  bank,  incur  any  Indebtedness  other 
than  the  indebtedness  covered  by  the 
said  agreement.  Cambridge  states  that 
the  bank  has  given  its  written  consent  to 
the  proposed  issue  and  sale  of  notes  and 
as  a  condition  to  such  consent  it  is  re- 
quired that  any  borrowings  made  under 
the  loan  agreement  subsequent  to  the 
sale  of  the  notes  shall  be  at  an  interest 
rate  of  3%  per  annum. 

The  Department  of  Public  Utilities  of 
Massachusetts  has  approved  the  pro- 
posed issue  and  sale  of  notes  and  increase 
in  Interest  rate  on  borrowings  under  the 
loan  agreement  subsequent  to  the  issue 
and  sale  of  notes. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois, 

Secretary. 

|P.    R.   Doc.   49-3119;    Filed,    Apr.    21.    1949: 
8:47  a.  m.] 


(Pile  No.  70-2102] 

Kentttcky  and  West  Virginia  Powep  Co.. 
Inc..  and  American  Gas  and  Electric 
Co. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Elxchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  18th  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Kentucky 
and  We.st  Virginia  Power  Company.  In- 
corporated ("Kentucky"),  an  electric 
utility,  and  its  parent,  American  Gas  and 
Electric  Company  ("American") ,  a  regis- 
tered holding  company,  have  filed  a  joint 
application-declaration  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  and  have  designated  sections  6,  10 
and  12  of  the  act  and  Rules  U-42,  43.  44 
and  50  of  the  rules  and  regulations  pro- 
mulgated thereunder  as  applicable  to  the 
proposed  transactions  which  are  sum- 
marized as  follows: 

Generally,  the  proposed  transactions 
concern  (a)  the  authorization  by  Ken- 
tucky of  440,000  additional  shares  of 
common  stock  and  the  Issuance  and  de- 
livery of  372,040  shares  of  such  common 
stock  to  American  in  exchange  for  its 
presently  outstanding  Rrst  Mortgage 
Bonds  and  Preferred  istock,  both  issues 
being  owned  by  American;  (b)  the  issu- 
ance and  sale  by  Kentucky  to  the  public 
of  $10,000,000  principal  amount  of  First 
Mortgage  Bonds  and  (c)  the  prepayment 
without  premium  of  $5,500,000  principal 
amount  of  notes  payable  to  banks. 

Kentucky  now  has  outstanding  $8.- 
499.000  principal  amount  of  First  Mort- 
gage Gold  Bonds.  5%  Series,  due  1956; 
8.020  shares  of  6%  Cumulative  Preferred 
Stock  of  a  par  value  of  $100  per  share; 
and  133,821  shares  of  common  stock  hav- 
ing a  par  value  of  $25  per  share.  All  of 
these  securities  are  owned  by  American. 


NOTICES 

American  proposes  to  deliver  to  Ken- 
tucky all  of  said  Bonds  In  exchange  for 
339,960  shares  of  common  stock  of  Ken- 
tucky and  all  of  said  Preferred  Stock  in 
exchange  for  32,080  shares  of  such  com- 
mon stock.  Such  common  stock  will  be 
made  available  by  a  charter  amendment 
Increasing  the  amount  of  Kentucky's 
authorized  common  stock  from  160,000 
to  600,000  shares.  The  Bonds  and  Pre- 
ferred Stocks  delivered  by  American  to 
Kentucky  will  be  cancelled.  Thereafter, 
a  second  charter  amendment  will  be  filed 
by  Kentucky  eliminating  the  authorized 
Preferred  Stock  and  the  present  debt 
limitation.  Kentucky  proposes  to  issue 
and  sell  pursuant  to  the  competitive  bid- 
ding requirements  of  Rule  U-50  $10,000,- 
000  principal  amount  of  its  First  Mort- 
gage Bonds,  --%  Series,  due  1979.  Said 
Bonds  are  to  be  issued  under  and  secured 
by  the  company's  Mortgage  and  Deed  of 
Trust  to  be  dated  as  of  May  1,  1949. 

The  proceeds  from  the  sale  of  the 
Bonds  are  to  be  applied,  in  part, 
to  the  prepayment  without  premium 
of  $5,500,000  principal  amount  of 
notes  payable  to  banks  due  December 
31.  1950.  The  application-declaration 
states  that  the  remaining  proceeds  will 
be  added  to  Kentucky's  treasury  funds 
and,  together  with  other  funds  of  Ken- 
tucky, will  be  used  for  construction 
purpo.ses. 

Applicants-declarants  request  that  the 
period  for  competitive  bidding  be 
shortened  so  as  to  allow  the  receipt  of 
bids  pursuant  to  competitive  bidding  on 
May  3,  1949. 

Applicants-declarants  request  that  the 
Commission's  order  herein  be  Issued  as 
promptly  as  may  be  practicable  and  that 
It  become  effective  forthwith  upon  the 
Issuance  thereof. 

Notice  is  further  given  that  any  In- 
terested person  may,  not  later  than 
April  26,  1949.  at  5:00  p.  m.,  e.  d.  s.  t.. 
request  the  Commission  in  writing  that 
a  hearing  be  held  on  such  matter,  stating 
the  nature  of  his  Interest,  the  reasons 
for  such  request  and  the  issues,  if  any. 
of  fact  or  law  raised  by  said  application - 
declaration  which  he  desires  to  contro- 
vert, or  may  request  that  he  be  notified 
if  the  Commission  should  order  a  hear- 
ing thereon.  Any  such  request  should 
be  adressed:  Secretary.  Securities  and 
Exchange  Comml.sslon,  42S  Second 
Street  NW.,  Washington  25,  D.  C.  At 
any  time  after  5:00  p.  m.,  e.  d.  s.  t., 
April  26,  1949.  said  application-declara- 
tion, as  filed  or  as  amended,  may  be 
permitted  to  become  effective  as  provided 
In  Rule  U-23  of  the  rules  and  regula- 
tions promulgated  under  said  act.  or  the 
Commis-sion  may  exempt  such  trans- 
actions as  provided  in  Rule  U-20  (a)  and 
Rule  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration  which  Is  on 
file  with  this  Commission  for  a  statement 
of  the  transactions  therein  prof>osed. 

By  the  Commission, 

[seal]  Orval  L.  DuBois. 

Secretary. 

(P.   R.    Doc.    49-3118:    Filed.    Apr.    21,    1949; 
8:46  a.  m.] 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Property 

AcTHORn-T:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat  50,  925:  50 
U.  S.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
July  6,  1942.  3  CFR,  Cum.  Supp..  E.  O.  9567, 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

(Vesting  Order  131141 

Ella  M.  Abeli 

In  re:  Stock  and  bank  account  owned 
by  Ella  M.  Abele  also  known  as  Ella  May 
Abele  and  as  Ella  Abele  and  as  Ella 
Abelle.     F-28-9096-A-1  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  It  Is  hereby  found: 

1.  That  Ella  M.  Abele  also  known  as 
Ella  May  Abele  and  as  Ella  Abele  and 
as  Ella  Abelle,  whose  last  known  address 
is  8  Muehlstrasse,  Suessen.  Wuerttem- 
l>erg,  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  county  < Germany) : 

2.  That  the  property  described  as  fol- 
lows: 

a.  Fifty-six  f56)  shares  of  preferred 
capital  stock  of  Flint  Mortgage  Company, 
evidenced  by  certificate  numbered  AP- 
183.  registered  in  the  name  of  Ella  M. 
Abele,  and  presently  In  the  custody  of 
D.  E.  Newcombe,  Jr.,  13353  Orr's  Point. 
Fenton,  Michigan,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 

b.  Forty  <40>  shares  of  common  cap- 
ital stock  of  Flint  Mortgage  Company, 
evidenced  by  certificate  numbered  AC- 
193,  registered  In  the  name  of  Ella  M. 
Abele,  and  presently  In  the  custody  of 
D.  E.  Newcombe.  Jr.,  13353  Orr's  Point, 
Fenton,  Michigan,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and 

c.  That  certain  debt  or  other  obliga- 
tion of  Citizens  Commercial  L  Savings 
Bank.  Flint.  Michigan,  arising  out  of  a 
savings  account,  account  number  71722. 
entitled  Ella  Abele.  D.  E.  Newcombe  or 
Alletta  Earle,  Agents,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  cr  which  is  evi- 
dence of  ownership  or  control  by,  Ella 
M.  Abele  als  known  as  Ella  May  Abele 
and  as  Ella  Abele  and  as  Ella  Abelle,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 


Friday,  April  22,  1949  * 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.   Doc.   49-3127;    Filed,   Apr.    21.    1949; 
8:49  a.  m.l 


[Vesting  Order  13028] 

Richard  Heli-mann  and  Title  Gu.^rantee 
AND  Trust  Co. 

In  re:  Trust  under  agreement  dated 
January  5,  1926.  between  Richard  Hell- 
mann,  grantor,  and  Title  Guarantee  and 
Trust  Company,  trustee,  as  amended. 
File  No.  F-28-3627  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Paul  Hellmann,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany)  ; 

2.  That  the  widow  and  children,  names 
unknown,  of  Paul  Hellmann,  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  in  and  to  and 
arising  out  of  or  under  that  certain  trust 
agreement  dated  January  5.  1926.  by  and 
between  Richard  Hellmann,  grantor,  and 
Title  Guarantee  and  Trust  Company, 
trustee,  as  amended  December  29,  1927 
and  February  15,  1928,  presently  being 
administered  by  Title  Guarantee  and 
Trust  Company,  as  trustee,  176  Broad- 
way, New  York  7,  New  York, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
widow  and  children,  names  unknown,  of 
Paul  Hellmann  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country   "Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 


FEDERAL  REGISTER 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  29,  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director. 
Office  of  Alien  Property. 

|F.   R.   Doc.   49-3125;    Filed,   Apr.   21,    1949; 
8:49  a.  m.| 


[Vesting  Order  130931 
Claus  R.  AND  Elizabeth  Stueven 

In  re:  Mortgage  Participation  Certifi- 
cate No.  116984,  Series  F-8,  issued  to 
Claus  R.  Stueven  and  Elizabeth  Stueven 
by  Bond  and  Mortgage  Guarantee  Com- 
pany, Issue  No.  211579.  File  No.  F-28- 
14255. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Claus  R.  Stueven  and  Eliza- 
beth Stueven,  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 

2.  That  all  rights  and  interests  evi- 
denced by  a  Mortgage  Participation  Cer- 
tificate No.  116984  issued  and  guaranteed 
by  Bond  and  Mortgage  Guarantee  Com- 
pany under  guarantee  No.  211579  and 
the  right  to  transfer  and  possession  of 
any  and  all  instruments  evidencing  such 
rights  and  Interest,  is  property  payable 
or  deliverable  to,  or  claimed  by  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Manufacturers 
Trast  Company,  as  trustee,  acting  under 
the  judicial  supervision  of  the  Supreme 
Court  of  the  State  of  New  York.  County 
of  Kings,  New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  ve.sted  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


1997 

the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C.   on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.  R.   Doc.   49-3126;    Filed.   Apr.  21,    1949; 
8:49  a.  m.) 


(Vesting  Order  13115] 
Anna  and  Rosa  Anton 

In  re:  Bank  accounts  owned  by  Anna 
Anton  and  Rosa  Anton.  F-28-29937- 
E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Anna  Anton  and  Rosa  Anton, 
whose  last  known  address  Is  Altenmitt- 
lau  (County  Gelnhausen),  Sandweg  1. 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Anna  Anton,  by  the  Ger- 
mania  Permanent  Loan  and  Savings  As- 
sociation, Baltimore,  Maryland,  arising 
out  of  a  free  share  account,  account 
number  1235.  entitled  Anna  Anton, 
maintained  at  the  aforesaid  loan  and 
savings  association,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Rosa  Anton,  by  the  Ger- 
mania  Permanent  Loan  and  Savings  As- 
sociation, Baltimore,  Maryland,  arising 
out  of  a  free  share  account,  account 
number  1468,  entitled  Rosa  Anton,  main- 
tained at  the  aforesaid  loan  and  savings 
association,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 
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The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9^93,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General. 

(seal!  David  L,  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49  3128:    Filed,    Apr.    21.    1949; 
8:49  a.  ml 


(Vesting  Order  13116] 
WiLHELM    AND    KaTHERINA    BaRZEN 

In  re:  Debt  owing  to  Wilhelm  Barzen 
and  Katherina  Barzen  also  known  as 
Katherine  Barzen.  D-28-3773-G-1.  F- 
28-9195,  F-28-9196. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  purusant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Wilhelm  Barzen,  whose  last 
known  addre.ss  is  Pagenstecher  Str.  5. 
Wiesbaden.  Germany,  is  a  resident  of 
Germany  and  a  nationa'  of  a  designated 
enemy  country  (Germany) ; 

2.  That  Katherina  Barzen  also  known 
as  Katherine  Barzen.  whose  last  known 
address  is  Reil.  An  Der  Mosel,  Germany, 
Is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many* ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  First  National  Bank,  14  West 
10th  Street.  Kansas  City.  Missouri,  aris- 
ing out  of  a  special  account  entitled  "In- 
come Sub-Account  No.  249  for  Wilhelm 
and  Katherina  Barzen,"  maintained  in 
the  Trust  Department  of  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Wil- 
helm Barzen  and  Katherina  Barzen  also 
known  as  Katherine  Barzen,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  pessons 
named  in  subparagraphs  1  and  2  hereof 
are  :iot  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  sucji  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  '"nationar'  and  "designated 
enemy   country"  as   used   herein   shall 
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have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,   on 
April  12.  1949. 

For  the  Attorney  General. 

I  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3129:    Filed,   Apr.   21,    1949; 
849  a.   m.l 


[Vesting  Order  131 19 1 
Erich  Bluhm 


In  re:  Stock  owned  by  and  debt  owing 
to   Erich    Bluhm.     P-63-2260-A-1,   E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Ordf^r  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Erich  Bluhm,  whose  last 
knov.n  address  is  Loschwitz^rstra.sse  7, 
Die.sden-Blasewitz,  Postleitzahl  10  a, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  country 
(Germany  I ; 

2.  That  the  property  described  as 
follows: 

a.  Thirty-four  <34)  shares  of  no  par 
value  common  stock  of  the  Montgomery 
Ward  &  Co.,  Inc..  619  W.  Chicago  Ave- 
nue, Chicago,  Illinois,  evidenced  by  cer- 
tificates numbered  522655  and  176843.  for 
four  (4>  and  thirty  (30>  shares,  respec- 
tively, registered  in  the  name  of  Hurley 
&  Co..  55  Wall  Street.  New  York.  New- 
York,  and  presently  In  the  custody  of 
The  National  City  Bank  of  New  York.  55 
Wall  Street.  New  York.  New  York,  in  an 
account  of  Banque  Cantonale  des  Ori- 
sons. Coire.  Switzerland,  together  with 
all  declared  and  unpaid  dividends 
thereon. 

b.  One  Hundred  Twenty-five  il25> 
shares  of  no  par  value  common  stock  of 
the  General  Cigar  Company.  Inc..  119 
W.  40th  Street.  New  York.  New  York,  evi- 
denced by  certificates  numbered  29498 
and  23080  for  Twenty-five  (25»  and  One 
Hundred  ilOO*  shares,  resp>ectively,  reg- 
istered in  the  name  of  Hurley  k  Co..  55 
Wall  Street,  New  York,  New  York,  and 
presently  in  the  custody  of  The  National 
City  Bank  of  New  York,  55  Wall  Street. 
New  York.  New  York,  in  an  account  of 
Banque  Cantonale  des  Grisons.  Coire, 
Switzerland,  together  with  all  declared 
and  unpaid  dividends  thereon, 

c.  Nine  and  Fifty-eight  one  hundredths 
(9.58)  of  a  share  of  $100  no  par  value 
common  stock  of  the  Sheraton  Corpo- 
ration of  America.  31  State  Street,  Bos- 
ton 9.  Massachusett;?,  a  corporation 
organized  under  the  laws  of  the  State  of 
New  Jersey,  evidenced  by  a  certificate 
numbered  50159  for  Twenty-five  <25> 
shares  of  no  par  value  common  stock  of 
the  United  States  Realty  &  Improve- 
ment Co.,  registered  in  the  name  of  Hur- 
ley and  Co.,  55  Wall  Street,  New  York, 
New  York  and  presently  in  the  custody 
of  The  National  City  Bank  of  New  York, 
55  Wall  Street,  New  York,  New  York,  in 
an  account  of  Banque  Cantonale  des 
Gri.sons,  Coire.  Switzerland,  together 
with  all  declared  and  unpaid  dividends 


thereon,  and  any  and  all  rights  to  ex- 
change the  aforesaid  certificate  for  a 
new  certificate  for  shares  of  $100  par 
value  common  stock  of  the  Sheraton 
Corporation  of  America,  and 

d.  That  certain  debt  or  other  obliga- 
tion of  The  National  City  Bank  of  New 
York.  55  Wall  Street,  New  York.  New 
York,  in  the  amount  of  $1,148  26  as  of 
February  8.  1949  on  depasit  In  an  account 
entitled  "Banque  Cantonale  des  Grisons. 
General  Ruling  No.  6  Account  Coire, 
Switzerland",  together  with  any  and  all 
accruals  thereto  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  <  r  control  by.  Erich 
Bluhm.  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  it  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  Slates 
requires  that  .such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sflltation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
neces.sary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States, 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General. 

f  SEAL  I  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F     R.    Doc.    49  3130:    Filed,    Apr.    21.    1949; 
8:49  a.  m.| 


(Vesting  Order  13120] 
Charlotte  Butzki 


In  re:  Debt  owing  to  Charlotte  Bulzke. 
F-28-29628-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1.  That  Charlotte  Butzke,  who.se  last 
known  address  is  Nuernberg.  Tilatystr 
49  IV..  CO  Baier.  Deutschland,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country   (Germany*: 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Charlotte  Butzke,  by  Fres- 
ton  &  Files.  650  South  Spring  Street.  Los 
Angeles  14,  California,  in  the  amount  of 
$243.33.  as  of  December  31,  1945.  together 
With  any  and  all  accruals  thereto,  and 


Fnday,  April  22,  1949 

any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
con-sultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  th»^  benefit  of  the  United  States. 

The  rms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

(SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-3131:    Filed.    Apr.    21.    1949; 
8:50  a.  m.l 
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1949.  together  with  any  and  all  accruals 
thereto  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
referred  to  in  subparagraph  1  hereof  is 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  tfeneflt 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3132;    Filed,    Apr.  21,   1949; 
8:50  a.   m.l 


[Vesting  Order  13121] 

Ge.sellschaft  Zur  Vorbereitunc  Des 
Detjtschen  Volkswagens 

In  re:  Debt  owing  to  Gesellschaft  Zur 
Vorbereltung  E>es  Deut.schen  Volkswa- 
gens, also  known  as  Volkswagen  Gesell- 
schaft.    F-28-6984-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found : 

1.  That  Ge.sell.schaft  Zur  Vorbereltung 
Des  Deutschen  Volkswagens  also  known 
as  Volkswagen  Gesellschaft.  the  last 
known  address  of  which  Is  24  Kronen- 
strasse.  Stuttgart,  N.  Germany,  Is  a  cor- 
poration, partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Germany,  and  which 
has  or,  since  the  effective  date  of  Execu- 
tive Order  8389.  as  amended,  has  had  Its 
principal  place  of  business  in  Stuttgart, 
Germany  and  Is  a  national  of  a  desig- 
nated enemy  country  (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Gesellschaft  Zur  Vorberelt- 
ung Des  Deutschen  Volkswagens  also 
known  as  Volkswagen  Gesellschaft,  by 
The  Bullard  Company,  286  Canfield  Ave- 
nue, Bridgeport  2.  Connecticut,  In  the 
amount  of  $26,128.52  as  of  January  19. 
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said   national   of   a   designated   enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designat&d  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3133;    Filed,    Apr.    21,    1949; 
8:50  a.  m] 


(Vesting  Order  13122] 
Lena  Godecke 

In  re:  Bank  account  owned  by  Lena 
Godecke.  also  known  as  Lena  Goedecke. 
F-28-8103-C-1.  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Older  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Lena  Godecke,  also  known  as 
Lena  Goedecke.  whose  la.st  known  ad- 
dress is  Ritterhude-vei,  Bremen.  Ger- 
many, Schulstrass,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation of  The  East  New  York  Savings 
Bank.  2644  Atlantic  Avenue.  Brooklyn  7, 
New  York,  arising  out  of  a  savings  ac- 
count, account  number  214987,  entitled 
J.  Edwin  Fries  in  trust  for  Lena  Godecke, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  L?na  Godecke, 
alco  known  as  Lena  Goedecke.  the  afore- 


[Vesting  Order  13123] 
P.MTL  HUISSEL 

In  re :  Bank  accoimt  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Paul  Huissel, 
deceased.     D-28-12430-E-1. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  distrib- 
utees of  Paul  Hui.ssel,  deceased,  who 
there  Is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Ger- 
many ; 

S.  That  the  property  described  as 
follows:  That  certain  debt  or  other 
obligation  of  The  Manufacturers  Tru.st 
Company  of  New  York,  55  Broad  Street. 
New  York  15,  New  York,  arising  out  of  a 
Special  Interest  Dept.  Account,  account 
number  Y  192386,  entitled  Paul  Hui.ssel, 
maintained  at  the  branch  office  of  the 
aforesaid  bank  located  at  1511  Third 
Avenue,  New  York,  New  York,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Paul 
Hui.ssel,  deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many); 
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and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Paul  Huissel. 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such 
persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany)  . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
u.sed.  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12.  1949. 

For  the  Attorney  General. 

I  SEAL  1  D.AVID  L.  B^ZELor:. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49  3134;    Filed.    Apr     21,    1949; 
8:50  a.  m.l 


NOTICES 

national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  aH  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General 

IsEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F     R.    Doc.    49-3135;    Filed,    Apr.    21,    1949; 
8:50  a.   m.l 


[Vesting  Order    13124] 
Nomura  Jimusho 

In  re:  Debt  owing  to  Nomura  Jimusho. 
F-39-2160-C-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Nomura  Jimusho.  the  last 
known  address' of  which  is  Maranouchi 
Building.  Tokyo,  Japan,  is  a  corporation, 
partnership,  association  or  other  business 
organization,  organized  under  the  laws  of 
Japan,  and  which  has  or,  since  the  ef- 
fective date  of  Executive  Order  8389,  as 
amended,  has  had  its  principal  place  of 
business  in  Japan,  and  is  a  national  of  a 
designated  enemy  country  <  Japan* ; 

2.  That  the  property  de.scribed  as  fol- 
lows: That  certain  debt  or  other*obli- 
gation  owing  to  Nomura  Jimusho,  by 
California  Texas  Oil  Company  (Over- 
seas'.  Limited,  551  Fifth  Avenue,  New 
York  17.  New  York,  in  the  amount  of 
$331.87.  as  of  December  31. 1945,  together 
with  any  and  all  accruals  thereto  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  o/  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 


otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 
The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  &193,  as  amended. 

Executed   at   Washington,   D.   C,   on 
Aprill2,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  B.azelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49  3136;    Filed,    Apr.    21,    1949; 
8:50   a.  m.] 


William  Bruno  Kohier 
[Vesting   Order    13125 1 

In  re:  VotinK  Trust  Certificate  owned 
by  William  Bruno  Kohier.  F-28-23177- 
D-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found : 

1.  That  William  Bruno  Kohier,  whose 
last  known  address  is  Palmstr.  16  Chem- 
nitz. Germany  is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  "Germany); 

2.  That  the  property  described  as 
follows:  AH  rights  and  interests  evi- 
denced by  one  '1)  voting  trust  certificate 
for  2 '2  shares  of  prior  preferred  stock 
of  Oregon  Paramount  Corporation,  Port- 
land, Oregon,  a  corporation  organized 
under  the  laws  of  the  State  of  Oregon, 
said  voting  trust  certificate  bearing  the 
number  489,  registered  in  the  name  of 
William  Bruno  Kohier, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  dcierminalions  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
ter e.'^t. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,   administered,   liquidated,  solJ  or 


[Vesting  Order   131261 
LOTH.'vR  Krugel 

In  re:  Debt  owing  to  Lolhar  Krugel. 
F-28-29655-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law.  after  investigation,  it  is  hereby 
found : 

1.  That  Lothar  Krugel,  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country   'Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Lothar  Krugel.  by  Radio 
Corporation  of  America.  RCA  Labora- 
tories Division,  Princeton.  New  Jer.sey. 
in  the  amount  of  $200.00,  as  of  Decem- 
ber 31,  1945,  together  with  any  and  all 
accruals  thereto,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  w  hich  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  <  Germany »; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per.son 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  a.> 
a  national  of  a  designated  enemy  coun- 
try 'Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national '  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General. 

I  SEAL  1  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    n.    Doc.    49-3137;    Filed,    Apr.    21,    1949; 
8:50  a.  m.] 


Friday,  April  22,  1949 

[Vesting  Order  13131] 
Bertha  Pfeutzenreuter 

In  re:  Stock  owned  by  Bertha  Pfeut- 
zenreuter, also  known  as  Bertha  Hart- 
mann  Pfeutzenreuter  and  a.s  Bertha 
Pfutzenreuter.     F-28-23465-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Bertha  Pfeutzenreuter.  also 
known  as  Bertha  Hartmann  Pfeutzen- 
reuter and  as  Bertha  Pfutzenreuter, 
whose  last  known  address  is  10  Regierung 
Strasse.  Erfurt  15,  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  'Germany); 

2.  That  the  property  described  as  fol- 
lows : 

a.  Thirty  (30i  shares  of  $10  par  value 
common  capital  stock  of  The  North 
American  Company,  60  Broadway,  New 
York  4,  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  New 
Jersey,  evidenced  by  a  certificate  num- 
bered M  355,  registered  in  the  name  of 
Ada  Hartmann,  in  trust  as  trustee  for 
Bertha  Pfutzenreuter.  and  presently  in 
the  custody  of  the  Attorney  General  of 
the  United  States,  together  with  all  de- 
clared   and    unpaid   dividends   thereon, 

^nd 

b.  Six  i6>  .shares  of  $50  par  value  6 
percent  cumulative  preferred  stock  of 
The  North  American  Company,  60 
Broadway,  New  York  4,  New  York,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  New  Jersey,  evidenced  by  a  cer- 
tificate numbered  F  1294,  registered  in 
the  name  of  Ada  Hartmann,  in  trust  as 
trustee,  for  Bertha  Pfutzenreuter.  and 
presently  in  the  custody  of  the  Attorney 
General  of  the  United  States,  together 
with  all  declared  and  unpaid  dividends 
thereon,  and  any  and  all  rights  to  the 
proceeds  of  redemption  thereof, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  Bertha 
Pfeutzenreuter.  also  known  as  Bertha 
Hartmann  Pfeutzenreuter  and  a."?  Bertha 
Pfutzenreuter,  the  aforesaid  national  of 
a  designated  enemy  country  'Germany), 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany". 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney Geneva!  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,   on 
April  12,  1949. 


For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3138;    Filed.    Apr.    21,    1949; 
8:50  a.  m.j 


[Vesting  Order  13133] 

Carl  Sch.\cht 

In  re:  Bank  account  owned  by  Carl 
Schacht.     F-28-8619-E-1;  F-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Carl  Schacht.  whose  last 
known  address  is  iiber  Halle  Westfalen. 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Carl  Schacht,  by  Farmers 
Bank  of  Carson  Valley,  Inc.,  Minden, 
Nevada,  arising  out  of  a  Savings  Account, 
account  number  593,  entitled  Carl 
Schacht,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property'  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
^Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wLse  dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-3140;    Filed.   Apr.   21.    1949; 
8:50  a.  m.j 
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(Vesting  Order  13132] 
M.  ANL  Mrs.  Eileen  Saegusa 

In  re:  Bank  account  owned  by  M.  Sae- 
gusa and  Mrs.  Eileen  Saegusa.  F-39- 
4537-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  M.  Saegu.sa  and  Mrs.  Eileen 
Saegusa,  whose  last  known  address  is 
859-3  Chome  Setakaya,  Kamikitazawa"^ 
machi.  Tokyo.  Japan,  are  residents  of 
Japan  and  nationals  of  a  designated  en- 
emy country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Wells  Fargo  Bank  &  Union  Trust 
Co.,  4  Montgomery  Street,  San  Francisco. 
California,  arising  out  of  a  savings  ac- 
count, account  number  2994,  entitled  M. 
Saegusa  or  Mrs.  Eileen  Saegusa,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  M. 
Saegusa  and  Mrs.  Eileen  Saegusa.  the 
aforesaid  nationals  of  ^  designated  en- 
emy country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan » . 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
'  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-3139;    Filed.    Apr.    21,    1949; 
8:50  a.   m.| 


(Vesting  Order  13136]' 
KUNO  Von  Eltz 


In  re:  Bank  account  owned  by  Kuno 
Von  Eltz.  also  known  as  K.  von  Eltz. 
I>-28-6319-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
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utive  Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kuno  Von  Eltz,  also  known 
as  K.  von  Eltz.  whose  last  known  ad- 
dress is  7  Vor  Dem  Leetor.  Linz  am 
Rhein,  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  "Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation owning  to  Kuno  Von  Eltz.  also 
known  as  K.  von  Eltz,  by  The  Chase  Na- 
tional Bank  of  the  City  of  New  York.  18 
Pine  Street.  New  York  5.  New  York,  aris- 
ing out  of  a  checking  account,  entitled 
K.  von  Eltz,  maintained  at  the  Garfield 
branch  office  of  the  aforesaid  bank  lo- 
cated at  5th  Avenue  at  23d  Street.  New 
York.  New  York,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(p.    R.    Doc.    49-3141;    Piled.   Apr.    21,    1949; 
8:51  a.  m.) 


[Vesting  Order  13137) 
Walter  Webeh 


In  re:  Bank  account  owned  by  Walter 
Weber,  also  known  as  Walther  Weber 
and  as  Walther  Hermann  Weber.  F-28- 
7949-A-l.  F-28-7949-E-1. 

Under  the  authority  -of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Walter  Weber,  also  known  as 
Walther  Weber  and  as  Walther  Her- 
mann Weber,  whose  last  known  address 
is  Germany,  is  a  resident  of  Germany 


NOTICES 

and  a  national  of  a  designated  enemy 
country  (Germany); 

2.  T-hat  the  property  described  as  fol- 
lows: 

That  certain  debt  or  other  obligation 
owing  to  Walter  Weber,  also  known  as 
Walther  Weber  and  as  Walthe'r  Hermann 
Weber,  by  The  Chase  National  Bank  of 
the  City  of  New  York,  18  Pine  Street.  New 
York.  New  York,  arising  out  of  a  special 
account  entitled  Walter  Weber,  main- 
tained in  the  Trust  Department  of  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  national  of  a  designated  enemy 
country  i Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49  3142;    Piled,    Apr.    21,    1949; 
8:61  a.  m.l 


(Vesting  Order  13138] 
Gertrude  Wilken 

In  re:  Bank  account  owned  by  Ger- 
trude Wilken.     F-28-29439-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gertrude  Wilken.  whose  last 
known  address  is  Rustingen  6ldenberg. 
Germany,  is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Manufacturers  Bank  &  Trust 
Company  of  Saint  Louis.  1731  South 
Broadway,  Saint  Louis  4,  Missouri,  aris- 
ing out  of  an  account  entitled  Lafayette- 
South  Side  Bank  k  Trust  Company, 
Trustee  under  the  Will  of  Julius  Anton 


Wilken,  Deceased,  maintained  at  the 
aforesaid  bank  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

is  property  within  the  United  Slates 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  Ger- 
trude Wilken.  the  aforesaid  national  of 
a  designated  enemy  country  i Germany  i  ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  fhe  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  pf 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  12,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  B.^zELON.    - 

Assistant  Attorney  General. 
Director,  Office  of  Alien   Property. 

[P.    R.    Doc.   49  3143;    Filed.    Apr.    21.    1949; 
8:51  a.  m.J 


IVesllng  Order   13139] 


Carl  Willer  and  Marcaretha  Rosskopf 

In  re:  Bank  accounts  owned  by  Carl 
Wilier  and  Margaretha  Rosskopf.  F- 
28-29630-E-l.   P-28-29964-E-1. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Carl  Wilier,  whose  last  known 
address  Is  Gerbergasse  4.  Kempten.  All- 
gau,  Germany,  and  Margaretha  Ross- 
kopf, whose  last  known  address  is 
Neurneberg  A.  Altershelm,  Hcilig-Geist 
Spital,  Spitalgasse  14,  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Carl  Wilier,  by  Bank  of 
America  National  Trust  and  Savings  As- 
sociation. 660  South  Spring  Street,  Los 
Angeles.  California,  arising  out  of  a  sav- 
ings account,  account  number  18531,  en- 
titled Carl  Wilier,  maintained  at  the 
branch  oflHce  of  the  aforesaid  bank,  lo- 
cated at  8th  and  J  Streets.  Sacramento. 
California,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect, the  same. 

Is   property   within   the   United   States 
owned  or  controlled  by,  payable  or  de- 
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liverable  to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Carl 
Wilier,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Margaretha  Ro.sskopf,  by 
Bank  of  America  National  Trust  and 
Savings  A.ssociation.  660  South  Spring 
Street.  Los  Angeles,  California,  arismg 
out  of  a  savings  account,  account  num- 
ber 18532.  entitled  Margaretha  Ros.skopf . 
maintained  at  the  branch  office  of  the 
aforesaid  bank,  located  at  8th  and  J 
Streets.  Sacramento.  California,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  Slates 
owned  or  controlled  by.  payible  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  Margaretha 
Ro.s.skopf,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany); 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  12.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   49-3144;    Piled.    Apr.    21.    1949; 
8:51  a.  m.| 
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nationals  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  chaarcter  what- 
soever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  estate  of  Rose  Herrling.  also 
known  as  Mrs.  Rose  ShefTold.  deceased, 
is  property  payable  or  deliverable  to.  or 
claimed  by.  the  aforesaid  nationals  of  a 
designated  enemy  country   (Germany)  ; 

3.  That  such  property  is  in  the  process 
of  administration  by  James  W.  Brown. 
Public  Administrator  of  Bronx  County, 
as  Administrator,  acting  under  the  judi- 
cial supervision  of  the  Surrogate's  Court 
of  Bronx  County,  New  York; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemj  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3145;    PUed.   Apr.    21,    1949; 
8:51  a.  m.l 


(Vesting  Order  13145] 
Rose  Herrling 

In  re:  Estate  of  Rose  Herrling,  also 
known  as  Mrs.  Rose  ShefTold,  deceased. 
File  No.  D-28-12601 ;  E.  T.  sec.  16791. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law.  after  investigation,  it  is  hereby 
found : 

1.  That  "John"  Baun  (the  name 
"John"  being  fictitious,  his  true  first 
name  being  unknown),  and  "Mary" 
Moeck  (the  name  "Mary"  being  ficti- 
tious, her  true  first  name  being  un- 
known), whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 


(Vesting  Order  13062] 

Das  Diktat  Der  MENSCHENVERACHTtrNG 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  No.  9193.  as  amended,  and 
Executive  Order  No.  9788,  and  pursuant 
to  law,  after  investigation,  it  is  hereby 
found: 

1.  That  Alexander  Mitscherlich,  Fied 
Mielke  and  Lambert  Schneider,  each  of 
whose  last  known  address  Is  Heidelberg. 
Germany,  are  residents  of  Germany  and 
are  nationals  of  a  designated  enemy 
country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature  under 
the  statutory  and  common  law  of  the 
United  States  and  of  the  several  states, 
possessions  and  territories  thereof,  in, 
to  and  under  the  following: 

(a)  Every  right,  copyright,  claim  of 
copyright,  right  to  copyright,  and  right 
to  renewal  of  copyright  in  the  work  Das 
Diktat  Der  Menschenverachtung,  writ- 
ten by  Alexander  Mitscherlich  and  Fred 
Mielke  and  published  by  Lambert  Schnei- 
der, and  in  all  of  th4  works  subject  to 


2003 

copyright  incorporated  in  said  work  to 
the  extent  embodied  therein, 

(h)  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect  to 
the  foregoing,  including,  but  not  lim- 
ited to.  the  right  to  sue  for  and  recover 
all  damages  and  profits  and  to  request 
and  receive  the  benefits  of  all  remedies 
provided  by  common  law  or  statute  for 
the  infringement  of  any  copyright,  or 
the  violation  of  any  right,  described  in 
or  affecting  the  foregoing, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ovvnership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany)  and  is  property  of,  and  is 
property  payable  or  held  with  respect  to 
copyrights  or  rights  related  thereto  In 
which  interests  are  held  by,  and  such 
property  itself  const  itut>es  interests  held 
by,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country   (Germany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered,  liquidated, 
sold  or  otherwise  dealt  with  in  the  inter- 
e.iit  of  and  for  the  benefit  of  the  United 
States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  No.  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3146;    Piled.    Apr.    21.    1949; 
8:51   a.  m.] 


[Vesting  Order  500A-251] 

Copyrights  of  Certain  German 
Nationals 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law,  after  investigation,  It  is  hereby 
found: 

1.  That  the  persons  (including  indi- 
viduals, partnerships,  associations,  cor- 
porations or  other  business  organiza- 
tions) referred  to  or  named  in  Column  5 
of  Exhibit  A  attached  hereto  and  made 
a  part  hereof  and  whose  last  known  ad- 
dresses are  listed  in  said  Exhibit  A  as 
being  in  a  foreign  country  (the  names 
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of  which  persons  are  listed  (a)  In  Col- 
umn 3  of  said  Exhibit  A  as  the  authors 
of  the  works,  the  titles  of  which  are 
listed  In  Column  2,  and  the  copyright 
numbers.  If  any,  of  which  are  listed  In 
Column  1,  respectively,  of  said  Exhibit 
A,  and/or  (b)  In  Column  4  of  said  Exhibit 
A  as  the  owners  of  the  copyrights,  the 
numbers,  if  any,  of  which  are  listed  in 
Column  1,  and  covering  works  the  titles 
of  which  are  listed  In  Column  2.  respec- 
tively, of  said  Exhibit  A,  and/or  (c)  in 
Column  5  of  said  Exhibit  A  as  others 
owning  or  claiming  interests  in  such 
copyrights)  are  residents  of,  or  are  or- 
ganized under  the  laws  of,  or  have  their 
principal  places  of  business  in,  such  for- 
eign country  and  are  nationals  thereof; 
2.  That  all  right,  title,  interest  and 
claim  of  whatsoever  kind  or  nature, 
under  the  statutory  and  common  law  of 
the  United  States  and  of  the  several 
States  thereof,  of  the  persons  referred 
to  in  Column  5  of  said  Exhibit  A.  and 
also  of  all  other  persons  (including  in- 
dividuals, partnerships,  associations, 
corporations  or  other  business  organiza- 
tions), whether  or  not  named  elsewhere 
In  this  Order  including  said  Exhibit  A, 
who  are  residents  of,  or  which  are  or- 
ganized under  the  laws  of  or  have  their 
principal  places  of  business  in.  Germany 
or  Japan,  and  are  nationals  of  such  for- 
eign countries,  In,  to  and  under  the 
following: 


Column  1 


Copyright 
DUiubiTs 


NOTICES 

(a)  The  copyrights,  if  any.  described 
in  said  Exhibit  A, 

(b)  Every  copyright,  claim  of  copy- 
right and  right  to  copyright  in  the  works 
described  in  said  Exhibit  A  and  in  every 
issue,  edition,  publication,  republication, 
translation,  arrangement,  dramatization 
and  revision  thereof.  In  whole  or  in  part, 
of  whatsoever  kind  or  nature,  and  of  all 
other  works  designated  by  the  titles 
therein  set  forth,  whether  or  not  filed 
with  the  Register  of  Copyrights  or  other- 
wise asserted,  and  whether  or  not  specifi- 
cally designated  by  copyright  number. 

(c)  Every  license,  agreement,  privilege, 
power  and  right  of  whatsoever  nature 
arising  under  or  with  respect  to  the  fore- 
going, 

(d)  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  royalty,  shaie  of  profits  or 
other  emolument,  accrued  or  to  accrue, 
whether  arising  pursuant  to  law,  contract 
arising  ynder  or  with  respect  to  the  fore- 
going, 

(e)  All  rights  of  renewal,  reversion  or 
revesting,  if  any,  in  the  foregoing,  and 

(f)  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  foregoing.  Including  but  not  limited 
to  the  rights  to  sue  for  and  recover  all 
damages  and  profits  and  to  request  and 
receive  the  benefits  of  all  remedies  pro- 
vided by  common  law  or  statute  for  the 

Exhibit  A 


Infringement  of  any  copyright  or  the  vio- 
lation of  any  right  or  the  breach  of  any 
obligation  described  in  or  affecting  the 
foregoing, 

Is  property  of,  and  is  property  payable  or 
held  with  respect  to  copyrights  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  itself  con- 
stitutes Interests  held  therein  by.  the 
aforesaid  nationals  of  foreign  countries. 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  ir- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  h^ld,  used,  administered,  liqui- 
dated, sold  or  otherwise  dealt  with  in 
the  interest  of  and  for  the  benefit  of  the 
United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribeo  in 
section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C.  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 
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Colnnin  2 
Titles  of  workt 


Ilandbuch  der  Mikroskopiwhen  Anatomif  des  Menschen  (the 

leveral  volumes,  and  part.s,  of  which  are  as  follows): 
Erster  Bund.  Die  Ixbendij^e  Masse;  Erstrr  Teil,  All«rinein« 

Mikroskopi!<che  Anatoinie  and  orKanisatioii  der  I^bendipen 

Masse.     \in». 
Erster  Band,  Die  I/fbendiite  Masse;  Zweiter  Teil.  \\achstum 

uud  Verniehriinf!  der  Leboiidlpen  Masse.    15*29 
Zweiter  Band,  DieOewebe;  Erster  Tell,  Epithel-  und  Dril.sen- 

gewebe,    Bindegewebe   imd    Blutbildende  Gewebe,   Bhit. 

1«27. 
Zweiter  Bond.  Die  Oewel*;  Zweiter  Tell,  Stiitipewcbe,  Knoi'h- 

enpewf be,  Skelet system.     1930. 
Zweiter  Band,  Die  Gewebe;  Drltter  Tell,  Gewef>c  und  Systeme 

der  Mu.skulatur.     1H31. 
Drltter  Band,  Haut  und  Sinnesoriiane;  Erster  Teil,  Haut, 

Milcbdriise,  Geruchsorgan,  Gescbmark.^rgan,  Gehcrorgan. 

1«27. 
Drltter  Band,  Haut  und  Sinnesorgane;   Zweiter  Tell,    Auge. 

1«C. 
Vlerter  Band,  N'erven.'system:  Erster  Teil,  Xervengewehe.  das 

IVriplienstlic    Nervensystem,    das    Zentralnerxensystem. 

IWX. 
Funfter  Band.  Verdauiingsapparat;  Erster  Teil.  Mundhfthle, 

Sjieicheiarusen.    Tonsillen    Uaohen.    Speiserohre,    gernsii. 

1!«7. 
Filuftcr  Band.   Verdauungsapparat;  Zweiter  Teil,   Magen, 

I^Nt,  Oallenwege,  l<»;t2. 
Fiinfier    B;in<l.    Verdauunc-iapparat;    Drltter    Tell:  Zahne, 

Darm,  Atmungsappamt.  l«3ri. 
Sechster    Biiiid.    Rliitirefass-   luid    Lymphgefas-sanparaf,    At- 

mung-sapparat  und  Inuerst-kretori.sehe  Drusi-n;  Erster  Tell. 

Blutgefiv*  und  Herr,  Lymphgefasse  und  Lympbatische 
•  Organe,  Mill.  I'Jao. 
Seehster  Bnnd,  Blulgefftss-  und   I.ymphgefftssapparat,  Inner- 

sekretorlsche     Driison;     Zwiter     Ted,     InnerMkrefori.'iche 

Drusen  I,  Schildrflse,  Epithelkor;iercben  Laugerhanssche 

Inseln.  IMO. 
Scvbster  Band,  Blutgefftss-  und  Lympbgef»s«apparat  Inner- 

sektetorische    DrOsen:     Drittcr    Teil,    Innersekretorlsthe 

Driisen  II,  Hvpaphyse.    IMO. 
Sechster  Band,  Bliilgefa.s»-  und  Lymphgefft-osapparat  Inner- 

sekretorlsihe     Drusen;     Vierter    Teil,    Innersekretoristhe 

Dru.son   111.   Thymus.    Paragangllen,   Ejiiphyse,   Lymph- 

gefissapparat  Erg&niung  lu  Band  VII.    liH3. 
eiebenter  Hand,  Ilarn-  und  Ue-schlectsapparat;   Erster  Tell, 

Exkretioiisapparat  und  WelMiche  Oenitalorgane.    IKIO. 
8iebenter  Baud.  Ilani-  und  Geschlectsapparat,  Zweiter  T«ll. 

M&imliche,  Oeuilalorgane.    itUO. 


Column  3 


Names  and  last  known  nationalities 
uf  authors 


Wilhelm  v.  Mollendorff  (editor)  (na- 
tionality not  established). 
do 


.do. 
.do. 


Column  4 

Names  and  last  known  addresses 
of  ow  iierk  of  copyrights 


Verlag  von  Julius  Kpringer.   Berlin. 

Germany  (nationality,  Oernuui). 
do 


Column  i 

Identifle<l 

jiersons  whose 

interests  are 

being  vested 


.do. 
.do. 
.do. 


.do. 


.do. 


.do. 
.do. 

.do. 
.do. 
.do. 


.do. 


.dQ. 


.do. 


.do. 
.do. 


.do. 
.do. 


do. 
.do. 
.do. 


.do. 


.do. 
.do. 


.do. 

.do. 
.do. 
.do. 


.do. 


.do. 


Springer- Verlag,    Berlin,    Germany, 

(nationality,  (.iertuan). 


Verlac  von  Julius  Springer,   Berlin, 

Germany  (nationality,  German). 
do 


Owner. 
Do. 

Do. 
Do. 

Do. 
Do. 
Do. 


Do. 

Do. 
Da 

Da 


Da 
Da 
Da 

Da 

Do. 
Da 

Da 
Do. 
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Washington,  Saturday,  April  23,  1949 


TITLE  5--ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  CommissTon 

Part   6 — E.xceptions  From   the 
Competitive  Service 

FEDERAL  SECTTRITY  AGENCY;  FREEDMEN'S 
HOSPITAL 

Under  authority  of  5  6.1  ^a>  of  Exec- 
utive Order  9830,  and  at  the  request  of 
the  Federal  Security  Agency,  the  Com- 
mission has  determined  that  positions  of 
pharmaceutical  interns  should  be  ex- 
cepted from  the  competitive  service.  Ef- 
fective upon  publication  in  the  Federal 
Register.  §6,123  (f)  (1)  is  amended  to 
read  as  follows: 

J  6.123  Federal  Security  Agency.  •  ♦  • 
<f)  Freedmen's  Hospital.  (1)  NC  PD: 
Pupil  nurses,  interns,  and  cxterns  (med- 
ical and  dental),  student  dietitians,  resi- 
dent physicians  and  pharmaceutical  in- 
terns. 

<R.  S  1753.  .sec.  2.  22  Stat.  403:  5  U.  S.  C. 
631.  633.  E.  O.  9830.  Feb.  24.  1947,  12 
F.  R.  1259;  3  CFR  1947  Supp.  E.  O.  9973, 
June  28.  1948.  13  P.  R.  3600;  3  CFR  1948 
Supp.) 

United  States  Civil  Serv- 
ice Commission, 
I  seal]        H.  B.  Mitchell. 

President. 

IF.    R.    Doc.   49-3167:    Filed.    Apr.    22,    1949: 
8:59  a.  m.l 


IF.  R.  Doc.  49-3147;  Piled.  Apr.  81,  1949;  6:51  a.  m.) 


Part  22 — Appe.\ls  of  Prefepence  Emci- 
BLEs  Under  the  Veterans  Preference 
Act  of  1944 

miscellaneous  amendments 

Effective  upon  publication  In  the  Fed- 
eral Register.  §?  22.10  (a)  and  22.11  (e) 
are  amended  as  follows: 

5  22.10  Decision  in  the  Cojnmi.ssion — 
•  at  By  whom  made;  contents.  The  deci- 
.^ion  on  the  aopeal  shall  be  made  by  the 
Chief  Law  OfBcer  or  the  regional  director. 
a.s  appropriate.  In  a  finding  consisting  of 
an  analy.sis  of  the  evidence,  the  reasons 
for  the  conclusions  reached  and  the  rec- 
ommendation for  action  to  be  taken  by 


the  employing  agency  concerned.  A  rec- 
ommendation may  be  made  to  the  em- 
ploying agency  for  corrective  action,  in- 
cluding restoration  of  the  employee  to 
duty  retroactively  to  the  effective  date  of 
the  di.'^charge,  suspension  for  more  than 
30  days,  furlough  without  pay,  or  reduc- 
tion in  rank  or  compensation,  as  the  case 
may  be. 

§  22.11  Further  appeals  to  the  Com- 
missioners.    •     •     • 

(e)  Reopened  appeals,  d)  The  Com- 
missioners may  in  their  discretion,  when 
in  their  judgment  such  action  appears 
warranted  by  the  circumstances,  reopen 
an  appeal  at  the  request  of  the  appellant 
or  his  designated  representative  or  the 
employing  agency,  and  may  grant  a  hear- 
ing before  them.  In  connection  with 
such  appeal,  both  parties  to  the  proceed- 
ing shall  be  accorded  opportunity  to  make 
written  representations  and  to  participate 
in  any  hearing  which  may  be  held. 

(2 1  The  Commission  will  reopen  cases 
In  which  restoration  has  been  recom- 
mended on  or  after  August  4,  1947,  at  the 
request  of  the  individual  concerned,  for 
the  purpose  of  considering  the  advis- 
ability of  a  supplemental  recommenda- 
tion that  the  restoration  be  made  retro- 
actively as  of  the  effective  date  of  the  dis- 
charge, suspen.sion  for  more  than  30  days, 
furlough  without  pay,  or  reduction  in 
rank  or  compen.sation,  as  the  case  may 
be.  Requests  for  the  reopening  of  ap- 
peals under  this  subparagraph  shall  be 
submitted  to  that  oflBce  of  the  Commis- 
sion from  which  the  last  previous  decision 
on  the  appeal  was  received  by  the  appel- 
lant. Such  requests  must  be  received  by 
the  appropriate  office  of  the  Commission 
not  later  than  July  1,  1949. 

(Sec.  11.  58  Stat.  390;  5  U.  6.  C.  860) 

Note:  Because  tlie  above  amendments  make 
provision  for  new  rights  for  veterans,  the 
Commission  has  found  that  good  cause  exists 
for  mailing  them  effective  upon  publication 
in  the  Federal  Registek. 


[seal] 


[P.   R.   Doc. 


United  States  Civil  Serv- 
ice Commission, 
H.  B.  Mitchell. 

President. 


49-3166;    Filed. 
8:58  a.  m.] 


Apr.    22.    1949; 
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Title  7,  Parts  1-201  ($4.25). 
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TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  II — Rural  Electrification  Ad- 
ministration, Department  of  Agri- 
culture 

Part  200 — Procedures 

applications  for  loans 

Effective  April  1. 1949.  Part  200  of  Title 
6.  issued  September  11.  1946  (11  F.  R. 
177A— 294-296.  inclusive*,  is  hereby 
amended  to  read  as  follows: 

1.  By  deleting  the  la.st  two  sentences 
of  paragraph  (b)  of  §200.1  and  substi- 
tuting therefor  a  new  sentence  reading 
as  follows:  "If  the  Administration  ap- 
proves a  loan  proposal,  the  applicant  is 
immediately  notified,  and  loan  papers 
are  forwarded  for  the  signature  of  the 
borrower." 

2.  By  deleting  the  last  sentence  of  par- 
agraph (b)  of  §200.2  and  substituting 
therefpr  a  new  sentence  reading  as  fol- 
lows: "If  the  Administrator  approves  a 
loan  proposal,  the  applicant  is  immedi- 
ately notified,  and  loan  papers  are  for- 
warded for  the  signature  of  the  bor- 
rower." 

(49  Stat.  1363.  as  amended;  7  U.  S.  C.  and 
Sup.  901-915) 

Issued  this  14th  day  of  April  1949. 
[seal] 


Claude  R.  Wickard. 

Administrator. 


Saturday,  April  23,  1949 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subdiapler  C — Loans,  furchoMt,  end  Oth«r 
OpwroHoTM 

(1949  C.  C.  C.  Flaxseed  Bulletin  1] 
Part  643 — Oilseeds 

subpart — 1949    TEXAS    FLAXSEED    PURCHASE 

program 
Sec. 
C43  101 
643.102 
643.103 
643.104 
643.105 
643.106 
643  107 
043.108 
643.109 

643  no 

643  111 
643  112 
643  113 
643.114 


General. 

Administration. 

Period  and  area  oi  operation. 

Purchase  price. 

Basis  of  purchase. 

Eligible   producer. 

Eligible   flaxseed. 

Authorized   dealer. 

Purchase  documents. 

Determination  of  quantity. 

Lleiis. 

Service  fee. 

Set-offs. 

Pnyments. 


IP.   R.   Doc. 


4&-3189;    Filed. 
0:03  a.  m.] 


Apr.   22.    1949; 


Authouty:  {{643.101  to  643  114  Issued 
under  sec.  1  (b»  Pub.  Law  897.  80th  Cong., 
sec.  4  (d)  and  5  (a)  Pub.  Law  806,  80th  Cong. 

?  643  101  General.  As  part  of  the 
over-all  program  of  Commodity  Credit 
Corporation  (hereinafter  referred  to  as 
CCC I  to  support  the  farm  price  of  1949- 
crop  flaxseed  at  90  percent  of  the  parity 
price  as  of  the  beginning  of  the  market- 
ing year  (April  1.  1949).  CCC.  through 
authorized  flaxseed  dealers  and  from  the 
time  of  harvest  through  July  31.  1949. 
will  stand  ready  to  make  purchases,  from 
eligible  producers,  of  1949-crop  Texas 
flaxseed  grown  In  the  counties  and  at 
the  prices  listed  In  5  643  104.  All  such 
purchases  will  be  made  in  accordance 
with  this  bulletin. 

J  643.102  Administration.  This  pro- 
gram will  be  administered  In  the  field 
through  the  PMA  Commodity  Office. 
Dallas.  Texas,  the  Texas  State  PMA 
Committee  and  county  agricultural  con- 
servation committees  (hereinafter  re- 
faffed  to  as  county  committees).  An 
elii^lble  producer  desiring  to  sell  flaxseed 
under  this  program  must  apply  to  the 
county  committee  of  the  county  in  which 
the  flaxseed  was  produced  for  written 
delivery  instructions  on  the  quantity  of 
flaxseed  he  wishes  to  deliver.  Such  ap- 
plication must  be  made  sufBclently  in 
advance  of  the  date  of  the  Intended  de- 
livery to  enable  the  county  committee 
to  schedule  deliveries  In  an  orderly  man- 
ner. Delivery  instructions  issued  by  the 
county  committee  will  set  forth  the  ap- 
proximate quantity  of  flaxseed  and  the 
time  and  place  of  delivery  to  an  au- 
thorized dealer  for  the  account  of  CCC. 
The  county  committee  may  authorize  in 
writing  certain  employees  of  the  county 
agricultural  conservation  as.sociation  to 
execute  on  behalf  of  the  committee  any 
forms  and  documents  in  connection  with 
this  program. 

§  643.103  Period  and  area  of  opera- 
tion. This  program  will  be  available  on 
eligible  flaxseed  from  harvest  through 
July  31,  1949.  in  the  Texas  counties 
listed  in  5  643.104.  Deliveries  of  flaxseed 
to  authorized  dealers  under  this  program 


No.l 

County 

flaX'ieed 

Aransas    ... 

...  $3.48 

Atascosa    _. 

.-_     3.43 

Bee    

...     3.46 

Bexar    

...     8.41 

Blanco   

...     3.36 

CaldweU  _.. 

...     3.39 

Calhoun  — 

...     3.42 

Cameron    _ 

...     3.35 

Comal 

...     3.37 

DeWitt  ... 

...     3  42 

Goliad    

—     3.43 

Gonzales   _. 

...     3.40 

Guadalupe 

_.     3.38 

Hays 

...     3.37 

Jackson   ._ 

3.42 

Jim  Wells. 

...     3  45 

FEDERAL  REGISTER 

must  be  completed  on  or  before  July  31, 
1949. 

S  643.104  Purchase  price  in  designated 
counties,  (a)  The  price  per  bushel  paid 
for  flaxseed,  grading  U.  6.  No.  1,  de- 
livered under  this  program  to  authorized 
dealers  for  the  account  of  CCC,  shall  be 
as  follows  in  the  counties  for  which  this 
program  is  authorized: 

Texas 

No.l 
County        flaxseed 

Karnes $3.43 

Kleberg    3. 44 

Lavaca 3.42 

Lee    3.41 

Uve  Oak 3.45 

Matagorda...  3.43 

Medina 3.  36 

Nueces    3.48 

Refugio    3.45 

San   Patricio  .  3.  49 

Travis 3.38 

Victoria 3.43 

Wharton 3.43 

Willacy 3.36 

Wilson    3.41 

Zavala    3.31 

(b)  The  purchase  price  for  No.  2  flax- 
seed shall  in  all  instances  be  5  cents  per 
bushel  less  than  the  price  indicated  for 
No.  1  flaxseed. 

(c)  The  price  of  $3.69  per  bushel  will 
be  paid  by  CCC  for  No.  1  flaxseed  deliv- 
ered to  the  Corpus  Christi  and  Houston 
terminal  markets  in  carload  lots  which 
have  been  shipped  by  rail  on  a  domestic 
interstate  freight  rate  basis,  from  a 
country  shipping  point  to  the  said  ter- 
minal markets,  as  evidenced  by  freight 
bills  duly  registered  for  transit  privileges 
and  other  documents  as  required  herein: 
Provided.  That  all  charges,  including  re- 
ceiving charges,  have  been  prepaid,  and 
provided  further  that,  in  the  event  the 
amount  of  paid-in  freight  is  insufficient 
to  guarantee  the  minimum  projKjrtional 
freight  rate  from  the  aforesaid  terminal 
markets,  there  shall  be  deducted  from 
the  applicable  terminal  purchase  price 
the  difference  between  the  amount  of 
freight  actually  paid  in  and  the  amount 
required  to  be  paid  in  to  guarantee  out- 
bound movement  at  the  minimum  pro- 
portional freight  rate.  The  terminal 
warehouse  receipts  must  be  accomi>anied 
by  the  registered  freight  bills,  or  by  ( 1  >  a 
statement  in  the  following  form  signed 
by  the  terminal  warehouseman.  (2i  a 
certificate  of  such  warehouseman  con- 
taining such  an  undertaking,  or.  (3)  such 
other  form  of  certification  as  may  be 
approved  by  CCC. 

Freight  CERTmcATx  ro*  Terminals 

The  flaxseed  represented  by  attached  ware- 
house receipt  No. was  received  by  rail 

freight  from 

(Town)  (County) 

. point  of 

(State) 
origin,  as  evidenced  by  freight  bill  described 
as  follo^rs: 
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paragraph  19  of  the  Uniform  Grain  Storage 
Agreement. 


Way  bill,  date -  No.  

Car  No. Inlt. 

Freight  bUl,  date No. _ 

Carrier .  Transit  weight  ._ 

Freight  rate  In ,  Amount  collected 

Number  unused  transit  stops . 


The  above-described  paid  freight  bUls  have 
been  ofBclally  registered  for  transit  and  will 
be  held  In  accordance  with  the  provisions  of 


(Date  of  signature ) 

(Terminal  warehouseman's 
signature) 

(Address) 

Flaxseed  delivered  at  the  aforesaid  ter- 
minal markets  by  rail  in  carload  lots  for 
which  neither  registered  freight  bills  nor 
such  freight  certificates  are  presented, 
will  be  purcha.sed  at  the  terminal  pur- 
chase price  of  $3.69  minus  8  cents  per 
bushel,  provided  that  all  charges,  includ- 
ing receiving  charges,  have  been  prepaid. 
Flaxseed  delivered  by  truck  at  the  desig- 
nated terminals  in  the  state  of  Texas  w  ill 
be  purchased  by  CCC  under  this  pro- 
gram at  the  applicable  county  price. 

?  643.105  Basis  of  purchase.  Eligible 
flaxseed  will  be  purchased  on  the  basis  of 
weight  and  grade.  The  grade  shall  be 
determined  in  accordance  with  the  Offi- 
cial Grain  Standards  of  the  United  States 
for  flaxseed,  by  a  grain  insF>ector  licensed 
by  the  Secretary  of  Agriculture.  Wher- 
ever the  services  of  a  licensed  inspector 
are  not  available,  the  PMA  Commodity 
Office  shall  designate  in  writing  a  per- 
son qualified  to  determine  the  grade  of 
flaxseed  in  accordance  with  the  Official 
Grain  Standards  of  the  United  States  for 
flaxseed.  Such  designation  may  be  re- 
voked in  writing  by  the  PMA  Commodity 
Office  at  any  time. 

§  643.106  Eligible  producer.  An  eli- 
gible producer  shall  be  any  individual, 
partnership,  association,  corporation  or 
other  legal  entity  which  (a>  has  pro- 
duced the  flaxseed  in  1949  in  one  of  the 
counties  named  in  5  643.104  as  land- 
owner, landlord,  tenant,  or  sharecropper, 
and  (b)  has  applied  to  the  appropriate 
county  office  for  delivery  instructions. 

?  643.107  EliQible  flaxseed.  Eligible 
flaxseed  shall  meet  the  following  require- 
ments: 

(a)  The  flaxseed  must  be  produced  by 
an  eligible  producer  in  1949  in  one  of  the 
counties  named  in  S  643.104. 

(b)  The  beneficial  interest  in  the  flax- 
seed must  be  in  the  person  tendering  the 
flaxseed  for  purchase  and  must  always 
have  been  In  him,  or  must  have  been  In 
him  and  a  former  producer  whom  he  suc- 
ceeded before  the  flaxseed  was  harvested. 

(c)  The  flaxseed  must  grade  No.  1  or 
No.  2.  Flaxseed  which  contains  more 
than  30  percent  damage  or  more  than  11 
p>ercent  moisture,  or  which  is  musty, 
sour,  heating,  hot,  or  which  has  any  com- 
mercially objectionable  odor  or  which  is 
otherwise  of  low  quality,  is  not  eligible 
for  purchase. 

(d)  Sample  grade  flaxseed  will  not  be 
purchased  under  this  program. 

5  643.108  Authorized  dealer.  An  au- 
thorized dealer  shall  be  any  individual, 
partnership,  association  or  corporation 
operating  under  an  agreement  with  CCC, 
which  authorizes  such  dealer  to  accept 
delivery  of  flaxseed  under  this  program 
for  the  account  of  CCC.  A  list  of  au- 
thorized dealers  to  whom  flaxseed  may 
be  delivered  for  the  account  of  CCC  un- 
der this  program  may  be  obtained  from 
the  offices  indicated  in  §  643.102. 
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5  643.109  Purchase  documents,  (a) 
The  purchase  documents  shall  consist  of 
the  "non-negotiable  flaxseed  dealer's  re- 
ceipt and  grade  certificate"  issued  to  the 
producer  by  the  authorized  dealer  for 
flaxseed  delivered,  the  purchase  settle- 
ment form  and  such  other  forms  as  may 
be  prescribed  by  CCC. 

(b)  The  receipt  must  be  issued  in  the 
name  of  the  producer  and  must  be  dated 
on  or  before  July  31.  1949.  The  receipt 
shall  indicate  the  percentage  of  moisture, 
the  percentage  of  test  weight,  the  grosa 
weight  of  flaxseed  in  pounds,  the  per- 
centage of  dockage,  the  number  of  net 
pounds  of  clean  seed  and  the  grade  of 
flaxseed  at  time  of  delivery,  and  such 
other  information  as  Is  required  on  the 
receipt  form. 

§643.110  Determination  of  quantity. 
(a)  The  number  of  bushels  of  flaxseed 
delivered  shall  be  determineii  by  weight 
by  the  dealer  at  the  time  of  delivery  to 
him.  A  bushel  shall  be  56  pounds  of  flax- 
seed free  of  dockage. 

(b>  The  percentage  of  dockage  shall 
be  determined  in  accordance  with  the 
OfBcial  Grain  Standards  of  the  United 
States  for  flaxseed,  and  the  weight  of 
said  dockage  shall  be  deducted  from  the 
gross  weight  of  the  flaxseed  in  determin- 
ing the  net  quantity  for  purchase. 

5  643.111  Liens.  The  flaxseed  must 
be  free  and  clear  of  all  liens  and  encum- 
brances or.  if  liens  and  encimibrances 
exist  on  the  flaxseed,  proper  waivers  must 
be  presented  to  the  county  committees 
at  the  time  of  application  for  delivery 
Instructions. 

§643.112  Service  fee.  A  service  fee  of 
one-half  cent  per  bushel  or  a  minimum 
of  $1.50,  whichever  is  greater,  shall  be 
charged  the  producer  on  each  purchase 
of  flaxseed  made  by  CCC  under  this  pro- 
gram. The  amount  of  the  fee  shall  be 
deducted  from  the  purchase  price  at  the 
time  of  settlement. 

§  643.113  Set-offs.  A  producer  who 
Is  indebted  to  any  Agency  or  Corporation 
of  the  United  States  Department  of  Agri- 
culture, or  who  is  listed  on  the  county 
debt  register  as  indebted  to  any  Agency 
or  Corporation  of  the  United  States,  shall 
designate  the  agency  or  corporation  to 
which  he  is  indebted  as  payee  of  the  pro- 
ceeds of  the  purchase  to  the  extent  of 
5uch  indebtedness,  but  not  to  exceed  that 
portion  of  the  proceeds  remaining  after 
deduction  of  the  service  fees  and  amounts 
due  prior  lienholders.  Indebtedne.<5S 
owing  to  the  CCC  shall  be  given  first  con- 
sideration after  claims  of  prior  lienhold- 
ers. 

§  643.114  Payments.  Payment  to  the 
producer  for  flaxseed  delivered  under  this 
program  shall  be  made  by  the  PMA  State 
office  through  sight  drafts  drawn  on  CCC, 
and  on  the  basis  of  the  purchase  docu- 
ments Indicated  in  §643.109  subject  to 
the  provisions  for  set-offs  and  service 
fees. 


RULES  AND  REGULATIONS 

Issued  this  20th  day  of  April  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Thigo. 
President,  Commodity 
Credit  Corporation. 

|F.   R.   Doc.   49-3190;    nied,   Apr.   22,    1949; 
9:03  a.  m.| 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  26 — Grain  Standards 

subpart — official  grain  standards  of  thl 
united  states  for  soybeans  ' 

On  April  22.  1947.  there  was  published 
in  the  Federal  Register  ( 12  F.  R.  2573 1  a 
notice  of  proposed  amendments  of  the 
official  grain  standards  of  the  United 
States  for  soybeans  (7  CFR.  Part  26). 
and  an  invitation  was  extended  to  the 
public  to  participate  in  the  proposed  rule 
making  by  submitting  written  date, 
views,  or  arguments,  or  by  presenting 
their  views  and  opinions  orally  at  hear- 
ings which  were  held  In  Toledo,  Ohio; 
Peoria.  Illinois;  Chicago.  Illinois;  and 
Cedar  Rapids,  Iowa.  On  June  2,  1948, 
there  was  published  in  the  Federal  Reg- 
ister (13  F.  R.  2953)  a  second  notice  of 
proposed  amendments  of  those  stand- 
ards, and  a  similar  invitation  was  ex- 
tended to  the  public  to  participate  in  the 
proposed  rule  making  by  submitting  writ- 
ten data,  views,  or  arguments,  or  by  pre- 
senting their  views  and  opinions  at  hear- 
ings which  were  held  in  Toledo,  Ohio; 
Chicago,  Illinois;  Cedar  Rapids,  Iowa; 
and  Decatur,  Illinois. 

From  the  Information  received  at  these 
hearings  and  In  written  submissions,  and 
from  other  Information  available  in  the 
United  States  Department  of  Agriculture, 
It  appears  that  the  ofilcial  grain  stand- 
ards for  soybeans  should  be  revised  in 
order  to  meet  present  usages  of  the 
trade.  Including  producers,  country  and 
terminal  handlers,  and  processors.  Ac- 
cordingly, by  virtue  of  the  authority 
vested  In  the  Secretary  of  Agriculture  by 
the  United  States  Grain  Standards  Act 
of  1916,  as  amended  <39  Stat.  482-485; 
54  Stat.  765;  7  U.  S.  C.  71  et  seq.),  the 
following  revised  official  grain  standards 
of  the  United  States  for  soybeans  are 
fixed  and  promulgated: 

Bee. 

26  601     Terms  defined. 

26.602  Principles  governing  applications  of 

standards 

26.603  Grade  requirements.  ^ 

AuTHORrrT:  5§  26.601  to  26.603  Issued  under 
sec.  8,  39  Stat.  485;  7  U.  S  C.  84.  Interpret  or 
apply  sec.  2,  39  Stat.  482,  54  Stat.  7C5:  7  U.  8  O 
74. 


'  The  specifications  of  these  standards 
shall  not  excuse  failure  to  comply  with  the 
provisions  of  the  Federal  Food.  Drug,  and 
Cosmetic  Act  (21  U.  S.  C.  301  ct  seq.). 


§  26.601  Terms  defined.  For  the 
purposes  of  the  oflBcial  grain  standards 
of  the  United  States  for  soybeans: 

<a)  Soybeans.  Soybeans  shall  be  any 
grain  which  consists  of  50  percent  or 
more  of  threshed  soybeans  and  not  more 
than  10.0  percent  of  other  grains. 
Threshed  soybeans  shall  be  whole  or 
broken  soybeans  which  are  not  removed 
In  the  determination  of  foreign  material. 

(b)  Classes.  Soybeans  shall  be  di- 
vided Into  the  following  five  classes: 
yellow  soybeans,  green  soybeans,  brown 
soybeans,  black  soybeans,  and  mixed  soy- 
beans. 

(c)  Yellow  soybeans.  Yellow  soy- 
beans shall  be  any  soybeans  with  yellow 
or  green  seed  coats,  which  in  cross  sec- 
tion are  yellow  or  have  a  yellow  tinge, 
and  may  include  not  more  than  10.0 
percent  of  soybeans  of  other  classes. 

(d)  Green  soybeans.  Green  soybeans 
shall  be  any  soyl)eans  with  green  seed 
coats  which  In  cross  section  are  green, 
and  may  Include  not  more  than  10.0 
percent  of  soybeans  of  other  classes. 

<e)  Brown  soybeans.  Brown  soy- 
beans shall  be  any  soybeans  with  brown 
seed  coats,  and  may  Include  not  more 
than  10.0  percent  of  soybeans  of  other 
classes. 

(f)  Black  soybeans.  Black  soybeans 
shall  be  any  soybeans  with  black  seed 
coats,  and  may  Include  not  more  than 
10.0  percent  of  soybeans  of  other  classes. 

(g)  Mixed  soybeans.  Mixed  soy- 
beans shall  be  any  mixture  of  soybeans 
which  does  not  meet  the  requirements 
for  the  classes  yellow  soybeans,  green 
soybeans,  brown  soybeans,  or  black  soy- 
beans. Bicolored  soybeans  shall  be 
classified  as  mixed  soybeans. 

<h)  Grades  and  grade  designations. 
Grades  shall  be  the  numerical  grades. 
Sample  grade,  and  special  grades  pro- 
vided for  in  §  26.603. 

(i)  Bicolored  soybeans.  Bicolored 
soybeans  shall  be  any  soybeans  with  .seed 
coats  of  two  colors,  one  of  which  is  black 
or  brown. 

(j)  Splits.  Splits  shall  be  pieces  of 
soybeans. 

<k)  Damaged  kernels.  Damaged 
kernels  shall  be  soybeans,  pieces  of  soy- 
beans, and  kernels  and  pieces  of  kernels 
of  other  grains  which  are  heat-damaged, 
sprouted,  frosted,  badly  ground-dam- 
aged, badly  weather-damaged,  moldy, 
diseased,  or  otherwise  materially  dam- 
aged. 

(1)  Other  grains.  Other  grains  shall 
be  barley,  corn,  flaxseed,  grain  sorghums, 
oats,  rye.  wheat,  buckwheat,  einkorn. 
emmer,  Polish  wheat,  popcorn,  poulard 
wheat,  rice,  spelt,  sweet  corn,  and  wild 
oats. 

(m)  Foreign  material.  Foreign  ma- 
terial shall  be  all  matter.  Including  soy- 
beans and  pieces  of  soybeans,  which  will 
pass  readily  through  a  sieve  0.032  inch 
thick  with  round  perforations  0.125  (*"-■.») 
Inch  in  diameter,  and  all  matter  other 
than  soybeans  remaining  on  such  sieve 
after  sieving. 

(n>  Stones.  Stones  shall  be  con- 
creted earthy  or  mineral  matter  and 
other  substances  of  similar  hardness 
that  do  not  disintegrate  readily  in  water. 

5  26  602  Principles  governing  appli- 
cation    of    standards.    The     following 
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principles  shall  apply  in  the  determina- 
tion of  the  classes  and  grades  of  soy- 
beans: 

(a)  Basts  of  determinations.  Each 
determination  of  class,  splits,  and  dam- 
aped  kernels,  shall  be  upon  the  basis  of 
the  grain  when  free  from  that  part  of 
foreign  material  which  can  be  removed 
readily  by  the  use  of  a  sieve  0.032  inch 
thick  with  round  perforations  0.125 
(^,,)  inch  in  diameter.  All  other  de- 
terminations shall  be  upon  the  basis  of 
the  grain  as  a  whole. 

(bi  Percentages.  Percentages  shall 
be  upon  the  basis  of  weight. 

(c>  Percentage  of  moisture.  Per- 
centage of  moisture  shall  be  ascertained 
by  the  air  oven  and  the  method  of  use 
thereof  described  In  Service  and  Regula- 
tory Announcements  No.  147  (revised 
August  1941).  l.ssued  by  the  Agricultural 
Marketing  Service  <now  Production  and 
Marketing     Administration)      of     the 
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United  States  Department  of  Agricul- 
ture, or  ascertained  by  any  device  and 
method  which  give  equivalent  results. 

(d)  Percentage  of  splits.  The  per- 
centage of  splits  shall  be  expressed  in 
whole  percent  and  any  fraction  of  a 
percent  shall  be  disregarded. 

(e)  Test  weight  per  bushel.  Test 
weight  per  bushel  shall  be  the  weight  per 
Winchester  bu.shel,  as  determined  by  the 
testing  apparatus  and  the  method  of  use 
thereof  described  in  Bulletin  No.  1065, 
dated  May  18,  1922.  issued  by  the  United 
States  Department  of  Agriculture,  or  as 
determined  by  any  device  and  method 
which  give  equivalent  results. 

§  26.603  Grade  requirements.  The 
following  grade  requirements  are  appli- 
cable under  these  standards: 

(a»  Numerical  grades,  sample  grade, 
and  grade  requirements  for  all  classes  of 
soybeans. 


(;n»<le 


Ma\1muni  limit."!  of— 
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No.  1  ' 
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t  Soyhrtins  which  arr  mHwislb  weathpro^l  rtiall  iwt  be  gran™  higher  than  .No.  4. 


(bt  Special  grades,  special  grade  re- 
quirements, and  special  grade  designn- 
tions  for  all  classes  of  soybeans — <1) 
Garlicky  soybeans — (1)  Requirements. 
Garlicky  soybeans  shall  be  soybeans 
which  contain  5  or  more  garlic  bulblets 
in  1 .000  grams  of  soybeans. 

(ii>  Grade  designation.  Garlicky  soy- 
beans shall  be  graded  and  designated  ac- 
cording to  the  grade  requirements  of  the 
standards  applicable  to  such  soybeans 
if  they  were  not  garlicky,  and  there  shall 
be  added  to  and  made  a  part  of  the  grade 
designation  the  word  "Garlicky." 

(2)  W eerily  soybeans — (D  Require- 
ments. Weevily  soybeans  shall  be  soy- 
beans which  are  Infested  with  live 
weevils  or  other  live  Insects  Injurious 
to  stored  grain. 

(11)  GroNle  designation.  Weevily  soy- 
beans shall  be  graded  and  designated  ac- 
cording to  the  grade  requirements  of  the 
standards  applicable  to  such  soybeans  if 
they  were  not  weevily.  and  there  shall 
be  added  to  and  made  a  part  of  the  grade 
designation  the  word  "Weevily." 

The  foregoing  standards  shall  become 
effective  September  1,  1949.  and  on  that 
date  shall  supersede  the  standards  for 
soybeans  theretofore  fixed  and  promul- 
gated (7  CFR,  Cum.  Supp.,  26.601 
et  seq.). 

Done  at  Washington,  D.  C.  this  19th 
day  of  April  1949.    Witness  my  hand  and 


the  seal  of  the  United  States  Department 
of  Agriculture. 


(SEAL] 


IF.   R.   Doc. 


CH.^RLES  F.  Brannan. 
Secretary  of  Agriculture. 


49-3163;    Filed. 
6:57  a.  m.| 


Apr.    22,    1949; 


Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment df  Agriculture 

{Grapefruit  Reg.  Ill] 

Part  933 — Oranges,  GaAPEFRtnT,  and 
Tangerines  Grown  in  Florida 

limitation  of  shipments 

S  933.435  Grapefruit  Regulation 
111 — (a)  Findings.  (1»  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  33.  as  amended  (7  CFR  and 
Supps.  Part  933  >,  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tanger- 
ines grown  In  the  State  of  Florida,  effec- 
tive under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, It  is  hereby  found  that  the  limi- 
tation of  shipments  of  grapefruit,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 
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(2)  It  is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Registtr  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.*  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effec- 
tive in  order  to  effectuate  the  declared 
policy  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended,  is 
Insufficient,  and  a  reasonable  time  is  F>er- 
mitted.  under  the  circumstances,  for 
prejMiration  for  such  effective  date. 

( b )  Order.  <  1  •  Grapefruit  Regula- 
tion 110  (14  F.  R.  881 1  is  hereby  termi- 
nated as  of  the  effective  time  of  this 
section. 

<2»  During  the  period  beginning  at 
12:01  a.  m.,  e.  s.  t..  April  25.  1949,  and 
ending  at  12:01  a.  m.,  e.  s.  t..  May  9.  1949, 
no  handler  shall  ship : 

(i»  Any  grapefruit  of  any  variety, 
grown  In  the  State  of  Florida,  which 
grade  U.  S.  No.  3,  or  lower  than  U.  S. 
No. 3  grade; 

t  ii )  Any  seeded  grapefruit,  other  than 
pink  grapefruit,  grown  in  the  State  of 
Florida  which  are  of  a  size  that  will  pack 
96  grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box  unless  such  grape- 
fruit grade  U.  S.  Fancy,  U.  S.  No.  1 
Bright,  U.  S.  No.  1,  U.  S.  No.  1  Golden, 
U.  S.  No.  1  Bronze,  or  U.  S.  No.  1  Russet; 
(ili>  Except  as  provided  in  subdivi- 
sion (ID  of  this  paragraph,  any  seeded 
grapefruit,  other  than  pink  grapefruit, 
grown  in  the  State  of  Florida  which  are 
of  a  size  smaller  than  a  size  that  will 
pack  80  grapefruit,  packed  in  accordance 
with  the  requirements  of  a  standard 
pack,  in  a  standard  nailed  box; 

(iv)  Any  pink  seeded  grapefruit,  grown 
in  the  State  of  Florida,  which  are  of  a 
size  smaller  than  a  size  that  wiH  pack 
96  grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box; 

(V)  Any  seedless  grapefruit,  grown  In 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  126 
grapefruit  unless  such  grapefruit  grade 
U.  S.  Fancy.  U.  S.  No.  1  Bright,  U.  S. 
No.  1,  U.  S.  No.  1  Golden,  U.  S.  No.  1 
Bronze,  or  U.  S.  No.  1  Russet. 

(3)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  mean- 
ing as  is  given  to  each  such  term  In  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  Fancy,"  "U.  S. 
No.  1  Bright,"  "U.  S.  No.  1,"  "U.  S.  No. 
1  Golden,"  "U.  S.  No.  1  Bronze,"  "U.  S. 
No.  1  Russet."  "U.  S.  No.  3,"  "standard 
pack."  and  "standard  nailed  box"  shall 
each  have  the  same  meaning  as  when 
used  In  the  United  States  Standards  for 
Grapefruit  (13  F.  R.  4787).  (48  Stat. 
31,  as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  20th 
day  of  April  1949. 

[SEAL]  6.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
kettng  Administration. 

(F.  R.   Doc.   49-3204;    PUed.   Apr.  22,    1»49: 

8:07  a.  m.l 


:itt, 
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[Orange  Reg.  164] 

Pakt    933 — Oranges.    Grapefruit,     and 
Tangerines  Gro^yn  in  Florida 

limitation  of  shipments 

5  933.434  Orange  RcGUlation  164— 
(a)  Findings.  (1)  Pursuant  to  the 
marketing  aKreement.  as  amended,  and 
Order  No.  33.  as  amended  (7  CFR  and 
Supps.  Part  933),  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tange- 
rines grown  in  the  State  of  Florida,  effec- 
tive under  the-  applicable  provisions  of 
the  Asrlcultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendatiorus  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limita- 
tion of  shipments  of  oranges,  as  herein- 
after provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2>   It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  Is 
based  became  available   and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended.  Is  insufficient 
and  a  reasonable  time  is  permitted,  under 
the    circumstances,    for    such    effective 
date. 

(b)  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m.,  e.  s.  t.,  April  25, 
1949,  and  ending  at  12:01  a.  m.,  e.  s.  t.. 
May  9,  1949.  no  handler  shall  ship: 

(i>  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I 
which  grade  U.  8.  No.  2  Bright.  U.  S.  No. 
2.  U.  S.  No.  2  Rus.set.  U.  S.  No.  3,  or  lower 
thanU.  S.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S.  No.  3, 
or  lower  than  U.  S.  No.  3  grade ; 

(iiii  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unle.ss  such  oranges  (a »  are  in  the 
same  container  with  oranges  which  grade 
at  least  U.  S.  No.  1  Russett  and  (b»  are 
not  in  excess  of  50  percent,  by  count,  of 
the  number  of  all  oranges  in  such  con- 
tainer; or 

(iv)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I  or 
Regulation  Area  II  which  are  of  a  size 
larger  than  a  size  that  will  pack  126 
oranges,  packed  in  accordance  v.ith  the 
requirements  of  a  standard  pack,  in  a 
standard  nailed  box. 

(2 1  As  used  in  this  section,  the  terms 
"handler,"  'ship,"  "Regulation  Area  I." 
and  "Regulation  Area  II"  shall  each  have 
the  same  meaning  as  when  used  in  said 
amended  marketing  agreement  and  or- 
der: and  the  terms  "U.  S.  No.  1  Russet," 
"U.  S.  No.  2  Bright,"  "U.  S.  No.  2,"  "U.  S. 
No.  2  Russet,"  "U.  S.  No.  3,"  "standard 
pack."  "container,"  and  "standard  nailed 
box  •  shall  each  have  the  same  meaning  as 
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when  used  in  the  United  States  Stand- 
ards for  Oranges  (13  F.  R.  5174.  5306). 
Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  159  <  14 
F  R.  501,  637 >.  <48  Stat.  31,  as  amend- 
ed; 7  U.  S.  C.  601  et  seq.;  7  CFR  and 
Supps.  Part  933) 

Done  at  Washington.  D.  C,  this  20th 
day  of  April  1949. 

IsE.\Ll  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

I  p.    R.    Doc.  49-3205;   PUed.    Apr.    22,    1949; 
9:07  a.  m.| 


[Lemon  Reg.   316] 

Part  953— Lemons  Grown  in  Californu 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  953.423     Lemon  Regulation  316— (a) 
Findtngit.     (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  t7  CFR.  Cum.  Supp.. 
953.1  et  seq.;  13  F.  R.  766),  regulating  the 
handling  of  lemons  grown  in  the  State 
of  California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Aq^  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Lemon  Admin- 
istrative  Committee,   established   under 
the  said  amended  marketing  agreement 
and  order,  and  upon  other  available  in- 
formation, it  is  hereby  found  that  the 
limitation  of  the  quantity  of  such  lemons 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Feder.\l  Register  <  60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  un- 
der the  circum.stances,  for  preparation 
for  such  effective  date. 

(b»  Order.  d)  The  quantity  of 
lemons  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t..  April  24.  1949,  and 
ending  at  12:01  a.  m.,  P.  s.  t..  May  1,  1949. 
Is  hereby  fixed  as  follows: 

(D  District  1:     400  carloads. 

(ii)  District  2:    Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  am^ded  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  hereto  and  made 
a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler."   "carloads."   "prorate   base," 


"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  In  the  said  amended  market- 
ing agreement  and  order.  <48  Stat.  31, 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C.  this  21st 
day  of  April  1949. 

[SEALl  S.  R.  SMITH. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting  Administration. 

PEORATE    BaSI    SCHEDULl 
DISTRICT   NO.    1 

Storage  Date:    AprU   17.   1949 

112  01  a.  m.  Apr.  24,  1949.  to  12:01  a.  m. 
Mays.  1949) 

Prorate  base 
Handler                         {percent) 
ToUl - 100.000 

American      Prult      Growera,      Inc.. 

Corona •  ^^^ 

American  Fruit  Growers.  Inc.,  Ful- 

lerton 1-451 

Hazeltlne  Packing  Co -  -850 

Ventura  Coastal  Lemon  Co 1.461 

Ventura  Pacific   Co 2.097 

Total  A.  P.  G 6.415 

r  ^ 

Klink  Citrus  Association 045 

Lemon  Cove  Association.. —  .062 

Olendora    Lemon    Growers    Associa- 
tion  1  0«2 

La  Verne  Lemon  Association .559 

La  Habra,  Citrus  Association.  Tlie..  1.697 

Yorba  Linda  Citrus  Association.  The  1.  388 

Escondldo  Lemon  Association 6.434 

Alta  Loma  Heights  Citrus  Association  .  385 

Etlwanda  Citrus  Fruit  Association..  .401 

Upland  Lemon  Growers  Association.  2.  413 

Central   Lemon   Association 1.945 

Irvine  Citrus  Association.  The .964 

Placentla  Mutual  Orange  Association  1.  185 

Corona  Citrus  Association.  — --  -949 

Corona  FoothUl  Lemon  Co.— 2.  571 

Jameson  Co -701 

Arlington  Heights  Citrus  Co 1.498 

College  Heights  Orange  &  Lemon  As- 
sociation  1.  312 

Chula  Vista  Citrus  Association.  The.  .  962 

El  Cajon  Valley  Citrus  Association..  .  156 

Fallbrook  Citrus  Association 1.599 

Lemon    Grove    Citrus    Association..  .375 

San  Dlmns  Lemon  Association 1.840 

Carplnterla    Lemon    Association 2.237 

Carplnterla  Mutual  Citrus  Associa- 
tion...  - 2.674 

Goleta  Lemon   Association 2.  661 

Johnston   Fruit   Co. 4.565 

North  Whlttler  Heights  Citrus   As- 
sociation   -714 

San  Fernando  Heights  Lemon  Asso- 
ciation    1-736 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   1  686 

Tulare  County  Lemon  &  Grapefruit 

Association -360 

Brlggs   Lemon   Association ^'^^^ 

Culbertson  Lemon  Association 1.  173 

Fillmore  Lemon  Association 1.781 

Oxnard  Citrus  Association 8.  C63 

Rancho  Sespe 1.551 

Santa  Clara  Lemon  Association 3.  060 

Santa  Paula  Citrus  Fruit  Associa- 
tion   *  315 

Satlcoy  Lemon  Association 2.512 

Seaboard  Lemon  Association 3.762 

Somls  Lemon  Association 3.280 

Ventura  Citrus  Association 868 

LlmoneU-a   Co 2.824 

Teague-McKevctt   Association 1.216 

East  Whlttler  Citrus  Association...  1.043 
Lefflngwell  Rancho  Lemon  Associa- 
tion   - •  '^'^^ 

Murphy  Ranch   Co 1.313 

Whlttler  Citrus  Association .91^ 


Saturday,  April  23,  1949 

Pkoratk  Base  Scheoulx — Continued 

DISTRICT  NO.  1 — continued 

Prorate  base 
Handler  (percent) 

Whlttler  Select  Citrus  Association..      0. 160 

Total  C.  P.  G.  E 86.  292 

Chula  Vista  Mutual  Lemon  Associa- 
tion   594 

Escondldo  Cooperative  Citrus  Asso- 
ciation   397 

Index  Mutual  Association .195 

La  Verne  Cooperative  Citrus  Associa- 
tion .--, 1.371 

Orange   Belt   Fruit  Distributors 1.250 

Orange  Cooperative  Citrus  Associa- 
tion   .100 

Ventura   County   Orange    &    Lemon 

Association 2.  565 

Whlttler   Mutual  Orange  ft  Lemon 

Association .  358 

Total  M.  O.  D- 6.830 

Banks,  L.  M .059 

Evans  Bros.  Packing  Co .013 

Hill.  Emma  H ,000 

Johnson,    Pred .079 

LorJjeer,  Carroll  W.  C 007 

MacDonald.  Hugh  J 000 

Manos,  Gus  &  William —         .000 

Paramount   Cltriis  Association .004 

Robb,  Homer  F .016 

Robinson,  A.  A .045 

Sachs.  Maurice  A .000 

San  Antonio  Orchard  Co .060 

Scbaefer,  Charles  A .004 

Table  Praise  Avocado  Co.,  Inc .077 

Tetley.  P.  A.  Jr .079 

Winkler.  WUUam 020 

Total  Independents .463 

(P.    R.   Doc.    49-3243;    Piled    Apr.    22,    1949; 
12:09  p.  m.| 


TITLE   12— BANKS  AND 

BANKING 

Chapter  II — Federal   Reserve  System 

Subchapter  A — Board  of  Governors  of  tho 
Federal  Retervt  System 

(Reg.  Wl 

Part  222 — Consumer  Instalment  Credit 

"lay-away"  plans 

§  222.126  "Lay-away"  plans.  Section 
222.6  (e)  provides  that  in  the  case  of  a 
bona  fide  "lay-away"  or  other  similar 
plan,  the  Registrant  m.ay  treat  the  ex- 
tension of  credit  in  connection  therewith 
as  occurring  at  the  date  of  the  delivery. 
It  will  be  seen  that  if  the  extension  of 
credit  had  to  be  treated  as  occurring  on 
the  earlier  date  when  the  lay-away  ar- 
rangement is  initiated,  there  could  be  no 
effective  lay-away,  since  it  would  be 
necessary  to  obtain  the  full  down  pay- 
ment required  by  this  part  on  such 
earlier  date  and  to  have  the  Instalment 
payments  on  the  remaining  amount 
scheduled  to  begin  shortly  thereafter. 
There  is,  of  course,  no  basis  under  this 
part  for  using  the  delivery  date  for  some 
purposes  and  the  earlier  date  for  other 
purposes  in  connection  with  such  a 
transaction.  Accordingly,  if  the  Regis- 
trant wishes  to  use  a  lay-away  plan,  the 
Board's  view  is  that  the  down  payment 
or  maximum  loan  value  must  be  cal- 
culated in  accordance  with  the  provisions 
of  this  part  as  of  the  date  of  delivery 
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of  the  article.  The  Registrant  may,  of 
course,  calculate  the  maximum  maturity 
for  the  transaction  as  of  the  same  date 
under  {  222.6  (e),  or,  at  his  option,  use 
a  date  not  more  than  fifteen  days  sub- 
sequent to  such  date  in  acordance  with 
§222.6  (b). 

(Sec.  ill,  38  Stat.  262,  sec.  5  (b),  40  Stat. 
415,  as  amended;  12  U.  S.  C.  95a,  248  (1) ; 
E.  O.  8843,  Aug.  9.  1941,  6  P.  R.  4035,  3 
CFR,  1943  Cum.  Supp.  Interprets  or  ap- 
plies Pub.  Law  905.  80th  Cong.) 

Board  of  Governors  of  the 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter. 

Secretary. 

[P.   R.   Doc.   49-3151:    Filed.   Apr.    22,    1949; 
8:55  a.  m.l 

TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 

[Docket  No.  3666) 

Parts  71-77 — Tr.ansportation  of 
Explosives 

bciscellaneous  amendments 

In  the  matter  of  regulations  for  trans- 
portation of  explosives  and  other  danger- 
ous articles. 
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At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  3.  held  at  its 
office  In  Washington,  D.  C.  on  the  14th 
day  of  April  A.  D.  1949. 

It  appearing,  that  pursuant  to  the 
Transportation  of  Explosives  Act  of 
March  4,  1921  (41  Stat.  1444).  sections 
831-835  of  Title  18  of  the  United  States 
Code  approved  June  25,  1948,  and  Part  II 
of  the  Interstate  Commerce  Act,  as 
amended,  the  Commission  has  hereto- 
fore formulated  and  published  certain 
regulations  for  the  transportation  of  ex- 
plosives and  other  dangerous  articles. 

It  further  appearing,  that  In  applica- 
tion received  we  are  asked  to  amend  the 
aforesaid  regulations  as  set  forth  in  pro- 
visions made  a  part  thereof. 

It  is  ordered.  That  the  aforesaid  regu- 
lations for  the  transportation  of  ex- 
plosives and  other  dangerous  articles  be, 
and  they  are  hereby,  amended  as  follows: 

Part  72 — Commodity  List  of  Explosives 
AND  Other  Dangerous  Articles  Con- 
taining THE  Shipping  Name  or  Descrip- 
tion of  all  Articles  Subject  to  Parts 
71-77 

The  following  amendments  are  made 
to  §  72.5  <  formerly  part  of  section  4,  List 
of  Explosives  and  Other  Dangerous  Ar- 
ticles, orders  August  16,  1940,  and  Feb- 
ruary 3,  1948) : 

§  72.5  List  of  explosives  and  other 
dangerous  articles.     •     •     • 


Articles 

Classed  as— 

Exemptions  and  packing 
(.Section   references  are 
to    Part    73    (formerly 
Part  3)) 

Label  required 
if  not  exempt 

Maximum 
quantity  in 
one  outsidn 
oontAiner  by 
rail  express 

Changp: 

Uattcries  olrctrlc  .stnr«f!e,  wet 

Cor.  L 

Expl.  C 

245  (o).260      

White 

fiOO  pounds. 

No  exemption  68 

300  pounds. 

Part  73 — Regulations  Applying  to 
Shippers 

subpart  d — inflammable  (flammable) 
solids  and  oxidizing  materials 

1.  In  §  73.163  paragraph  (c)  notes  1 
and  2  (formerly  section  163  (c)  notes  1 
and  2,  order  March  7,  1949)  note  1  is 
canceled,  and  note  2  Is  designated  as 
note  1  to  read  as  follows: 

Note  1:  Spec.  37E  and  37F  metal  drums 
for  export  service,  marked  for  an  authorized 
gross  weight  of  160  pounds,  must  be  at  least 
24  gage  metal  throughout. 

SUBPART  E — ACIDS  AND  OTHER  CORROSIVE 
LIQUIDS 

2.  In  I  73.260  paragraph  (b)  (3)  (for- 
merly section  260  (b)  (3),  order  August 
16.  1940)  Is  amended  to  read  as  follows: 

(3)  (1)  Single  batteries  not  exceeding 
75  pounds  each  may  be  shipped  in  5-slded 
slip  covers  as  prescribed  herein,  of  solid 
or  double-faced  corrugated  fiberboard 
complying  with  the  following:  (See 
§  73.260  (a)  (2)  for  more  than  one  bat- 
tery in  an  outside  container.) 

(ii)  Slip  cover  must  fit  snugly  and 
provide  inside  top  clearance  of  at  least 
\'2  inch  above  battery  terminals  and  filler 
caps  with  reinforcement  in  place.  As- 
sembled for  shipment,  the  bottom  edges 
of  the  slip  cover  must  not  extend  to  the 


base  of  the  battery  but  must  not  expose 
more  than  V2  Inch  thereof. 

(iii)  Top  of  slip  cover  must  have  in- 
terior reinforcement  (insert  or  saddle) 
of  fiberboard,  wood,  or  other  material  of 
equal  strength  and  rigidity  so  formed 
that  any  superimposed  weight  will  bear 
only  and  directly  downward  on  the  top 
edges  of  the  battery  case  or  intercell  con- 
nectors (straps) ,  When  top  of  slip  cover 
consists  of  only  one  thickness  of  mate- 
rial, reinforcement  must  have  a  plane 
surface  of  same  interior  dimensions  and 
thickness.  Reinforcement  must  be  of  a 
height  to  provide  minimum  clearance  re- 
quired above  and  must  be  constructed  to 
remain  securely  In  place  or  be  fastened 
to  slip  cover, 

(iv)  All  fiberboard  must  be  at  least  200 
pounds  test  (Mullen)  and  completed 
package  (battery  and  slip  cover)  must' 
be  capable  of  withstanding  top-to-bot- . 
torn  compression  test  of  at  least  500 
pounds  without  damage  to  battery  ter- 
minals or  filler  caps. 

3.  In  §  73.261  paragraph  (a)  (3)  (for- 
merly section  261  (a)  (3),  order  March 
7,  1949)  Is  amended  to  read  as  follows: 

(3)  Spec.  21  A.  Fiber  drums  with  a 
single  inside  container  consisting  of  a 
glass  bottle  not  over  64  fluid  ounces  ca- 
pacity filled  with  not  over  six  pounds  by 
weight  of  sulfuric  acid  (approximately 
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50  fluid  ounces  by  volume) .  Bottle  must 
be  suspended  in  center  of  outside  con- 
tainer by  means  of  adequate  supports 
and  surrounded  by  bicarbonate  of  soda 
m  sufficient  quantity  to  fill  drum  and 
neutralize  contents  in  the  event  of 
brealcage. 

4  In  8  73.265  paragraph  (a)  (*>  (for- 
merly section  265  <a>  «4).  order  August 
16,  1940)  is  amended  to  read  as  follows: 

(4>  Spec.  lOA.  Wooden  barrels  or 
kegs  lined  with  asphaltum  or  other  ma- 
terial of  equal  efflciency  resistant  to  hy- 
drofluosilicic  acid. 

5  In  5  73.278  paragraph  (d>  (formerly 
section  276  (d».  order  July  22.  1948)  is 
amended  to  read  as  foUows: 

(di  Spec.5.5A.5C.5G.orl7E.  Metal 
drums  which  shall  be  of  type  304  or  347 
stainless  steel. 

6  In  J  73^77  paragraph  (e)  (formerly 
section  277  (e>.  order  October  19.  1948) 
is  amended  to  read  as  follows: 

(e)  Containers  of  5  gallons  capacity 
and  over,  of  a  type  in  service  for  trans- 
portation of  this  material  prior  to  Sep- 
tember 1. 1948.  and  of  a  design  and  vent- 
ing arrangement  approved  by  the  Bureau 
of  Explosives,  may  be  continued  in  use 
until  further  order  of  the  Commission. 

7  Section  73.277  (formerly  section  277. 
order  October  19.  1948)  is  amended  by 
adding  paragraph  (g»  to  read  as  follows: 

(g)  Shipments  by  Unk  motor  vehicle 
are  exempt  from  the  regtUations  in  this 
part. 

SUBPAIT  r — COMPRESSED  CASES 

8  In  §73.303  paragraph  (i>  (2)  (for- 
merly section  303  (i>  (2) .  order  March  7. 
1949)  is  amended  to  read  as  follows: 


(2)  Cylinders  with  a  water  capacity  of 
200  pounds  or  more  and  for  use  with  a 
liquefied  petroleum  gas  with  a  specific 
gravity  at  W  P.  of  0.504  or  greater  may 
have  their  contents  determined  by  using 
a  fixed  length  dip  tube  gauging  device. 
The  length  of  the  dip  tube  shall  be  such 
that  when  a  liquefied  petroteum  gas  with 
a  specific  volume  of  0.03061  cu.  ft ''lb.  at 
a  temperature  of  40'  P.  is  charged  into 
the  cyUnder  It  just  reaches  the  bottom 
of  the  tube.    The  weight  of  this  liquid 
shall  not  exceed  42  percent  of  the  water 
capacity  of  the  cylinder,  which  must  be 
stamped  thereon.    The  length  of  the  dip 
tube,  expressed  in  inches  carried  out  to 
one  decimal  place  and  prefixed  with  the 
letters  DT,  shall  be  stamped  on  the  cylin- 
der and  on  the  exterior  of  removable 
t>'pe  dip  tube;  for  the  purpose  of  this 
requirement  the  marked  length  shall  be 
expressed  as  the  distance  measured  along 
the  axis  of  a  straight  tube  from  the  top 
of  the  boss  through  which  the  tube  is  In- 
serted to  the  proper  level  of  the  liquid  in 
the  cvllnder.     The  length  of  each  dip 
tube  shall  be  checked  when  instaUed  by 
weighing  each  cylinder  after  filling  ex- 
cept when  instaUed  in  groups  of  sub- 
stantially identical   cyUnders  in  which 
case  one  of  each  25  cylinders  shall  be 
weighed.    The  quantity  of  liquefied  gas 
In  each  container  must  be  checked  by 
means  of  the  dip  tube  aft«r  disconnect- 
ing from  the  charging  line.    The  ouUet 
from  the  dip  tube  shall  not  be  larger  than 
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a  No.  54  drm  size  orifice.  A  container 
representative  of  each  day's  filling  at 
each  charging  plant  shall  have  Its  con- 
tents checked  by  weighing  after  discon- 
necting from  the  charging  line. 

9  In  §  73.303  paragraph  (j)  (3>  and 
note  (formerly  secUon  303  (j)  (3)  and 
note,  orders  August  16,  1940.  and  Peb- 
ruary  26.  1942)  are  amended  to  read  as 
follows : 

(3)  The  pressure  in  the  cylinder  at  70' 
F  must  not  exceed  the  service  pressure 
for  which  the  container  is  designed  <see 
paragraph  (p)  (1>,  of  this  section  ex- 
cept as  provided  in  subparagraph  (4>  of 
this  paragraph. 

Not5:  Because  of  tlie  present  emergency 
and  until  June  1.  19S0,  or  further  order  of 
the  CommisBton.  the  requiremeuU  of  Bub- 
paragraph  (4)  of  this  paragl^ph  are  waived 
and  ICC-3A  and  3AA  cylinders  may  be 
charged  with  compressed  gases,  other  than 
liquefied  or  dissolved  gases,  to  a  pressure  10 
percent  In  excess  of  their  marked  service 
pressures. 

10  In  §  73.303  paragraph  (J)  (4)  (for- 
merly section  303  (j)  (4),  order  August 
16.  1940)  is  amended  to  read  as  follows: 

(4)  Spec.  3A  and  3AA  cylinders  may 
be  charged  with  compressed  gases,  other 
than  liquefied,  dissolved,  poisonous,  or 
Inflammable  ^ flammable)  gases,  to  a 
pressure  10  percent  in  excess  of  their 
marked  service  pressure:  Prorided. 

(D  That  such  cylinders  are  equipped 
with  frangible  disc  safety  devices  (with- 
out fusible  metal  backing)  having  a 
bursting  pressure  not  exceeding  the  min- 
imum prescribed  test  pressure. 

(ID  That  the  elastic  expansion  shall 
have  been  determined  at  the  time  of  the 
last  test  or  retest  by  the  water  Jacket 
method. 

(lii)  That  either  the  average  wall  stress 
(see  note  D  or  the  maximum  wall  stress 
(sec  note  2)  shall  not  exceed  the  wall 
stress  limitation  shown  in  the  following 
table: 


typt  of  ttM 


Average  Maviiuiim 
wan  stress  1  w»ll  Ktrcss 
iimiutiaa  |  Lnitsti 


Main  carbon  rterk  ovit  0.85 
curVjoii  and  uu'<iiiim  mas- 
gatieM'  stwl* 

tu«^  of  ■ual}-si5  and  Jieat- 
trpatment  spc'Cif\ed  in  Spec. 
SA.\ 

riain  cartxin  stwb  less  tlian 
0.:i.'.  i-artKjn  iiiudf  jjrior  lo 

i«a) 


Note  1:  The  average  wall  stress  shall  be 
computed  from  the  elasUc  expansion  data 
ijslng  the  following  formula: 

where 

N>  vail  fUvst:  paut-ds  \>ei  square  inch 
E£-f laMJc  tipunsioii  (total  less  permanent^  in  cuMc 

<«jtiiiirters  ... 

A'-fartorxU»-"  t  xi»tTlm<ctaU.v  dett-rmiaeJ  for  the 

partinilar  tvp*-  of  pylindrr  N-hiR  trflrrt 
V-iBtenial  volar  >   hi  cuhic  oHJilineters  (1  cnbic 

ln(A«>lC:ib7  i-ubk  oMitiinetprsi 
P-1»st  pTeflBorp,  TxnmOs  per  stniiire  Inch 

NoT«:  Formula  derived  from  formula  of 
Note  S  and  the  following : 

NoT«  a :  The  maximum  wan  ■treia  ahaU  be 
computed  from  tbe  formula: 


whera  .     . 

S^wall  »t«aa.  pounds  per  aquare  Inch 
Potest  pressure,  pounds  per  square  Inch 
D  =  outside  diameter.  Inches 
fl=Z3-it,  where  f  =  minimum  wall  thick- 
ness determined  by  a  suitable  method 

(lv>  That  an  external  and  Internal 
visual  examination  made  at  the  time  of 
test  or  retest  shows  the  cylinder  to  be 
free  from  excessive  corrosion,  pitting,  or 
dangerous  defects.  ^^  ^  ,  , 

( v )  That  a  plus  sign  ( + )  be  added  fol- 
lowing tte  test  date  marking  on  the 
cylinder.  *- 

11  In  5  73.303  (formerly  secUon  303. 
order  August  16.  1940)  is  amended  by 
adding  paragraph  (j>  (5>.  and  note  to 
read  as  follows: 

(5)  The  pressure  In  the  cylinder  at 
130°  F.  must  not  exceed  one  and  one- 
fourth  times  the  service  pressure  for 
which  the  container  Is  designed,  except 
in  the  ca.<;e  of  acetylene,  nitrous  oxide, 
and  liquefied  carbon  dioxide  (see  para- 
graph <p)  (1)  of  this  section). 

NoTi:  When  a  cylinder  Is  charged  In  ac- 
cortlance  with  noU  to  subparaRrap^s  (S)  or 
(4)  of  thU  paragraph,  the  i^esBure  In  the 
cylinder  at  IJO*  K.  must  not  exceed  one 
and  one-fourth  times  the  filling  preaaure 
authorized  therein. 

12.  In  §  73.303  paragraph  (p)  (2)  (vii) 
< formerly  secUon  303  (p>  (b)  (7>.  order 
February  13,  1946)  is  amended  to  read 
as  follows: 

(vll)  Cylinders,  other  than  those  made 
under  Spec.  ICC-B  or  IOC-40.  not  over 
12  inches  long,  exclusive  of  neck,  nor 
over  4'^  Inches  outside  diameter,  unless 
containing  a  liquefied  gas  for  which  the 
regulations  in  this  part  prescribe  a  serv- 
ice pressiu-e  of  1800  pounds  per  square 
Inch  or  higher  or  containing  a  nonllque- 
fied  gas  having  a  pressure  In  the  cylinder 
of  1800  pounds  per  square  Inch  or  higher 
at  70"  F. 

Hon:  Cyllwlers  nuinufactured  prtar  to 
Julv  1.  1&49  and  not  orlgiiially  equipped  with 
a  safety  device  may  be  continued  In  service 
without  device  until  July  1,  1951. 

StTBPART  C — POISONOUS  ARTICLES 

13.  In  5  73.332  paragraph  (a)  (5)  (for- 
merly section  332  (R>  <5» .  order  July  28. 
1948>  is  amended  to  read  as  follows: 

<  5)  Meiai  drums  of  not  over  20  galkms 
capacity  consUucted  of  not  less  than  20 
gauge  bodies  with  welded  side  seams  and 
not  less  than  18  gauge  heads  double 
seamed  or  welded  to  bodies.  Sheets  for 
bodies  and  heads  shall  be  low  carbon 
open  hearth  or  electric  steel,  or  monel. 
Openings  over  2.3  inches  diamet«r  not 
permitted.  Flanges  shall  be  welded,  or 
riveted  and  soldered,  or  pressed  in  and 
soldered,  to  drums.  Closures  to  be  of 
the  threaded  plug  or  cap  type  and  to  be 
gas  tight  but  may  be  equipped  with  suit- 
able venting  device  Shipments  are  au- 
thorized for  intrastate  transportation  by 
private  and  qualified  contract  carriers 
by  motor  Tchicle  only. 
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metal  inside  containers,  not  over  one 
pound  each,  securely  cushioned  when 
necessary  to  prevent  breakage,  and 
packed  in  outside  wooden  or  fiberboard 
boxes,  or  in  wooden  barrels.  Net  weight 
of  cyanides  or  cyanide  mixtures  in  any 
outside  container,  not  over  25  pounds. 


14.  In  I  73.357  paragraph  <b>  (2> 
(formerly  section  357  <b)  (2).  order  Au- 
gust 16,  1940)  is  amended  to  read  as  fol- 
lows: 

<2)  Cfanides,  or  cyanide  mixtures,  in 
tightly    closed    glass,    earthenware,    or 


Part    73a — Shipping   Container 
Specifications  ' 

1.  Section  73a.3A-13  (b)  (formerly 
paragraph  13  (b)  of  Spec.  3A,  order  Au- 
gust 16.  1940)  is  amended  to  read  as  fol- 
lows: 

(b)  Pressure  must  be  maintained  for 
30  seconds  and  sufficiently  longer  to  in- 
sure complete  expansion.  Any  internal 
pressure  applied  after  heat-treatment 
and  previous  to  the  official  test  must  not 
exceed  90  percent  of  the  test  pressure. 
If,  due  to  failure  of  the  test  apparatus, 
the  test  pressure  cannot  be  maintained, 
the  test  may  be  repeated  at  a  pressure 
increased  by  10  percent  or  100  pounds 
per  square  Inch,  whichever  is  the  lower. 

2.  Section  73a.3AA-5  note  1  (formerly 
paragraph  5  note  1  of  Spec.  3AA,  order 
March  7,  1949 »  Is  amended  to  read  as 
follows : 

Note  1 :  A  heat  of  steel  made  under  any  of 
the  above  specifications,  chemical  analysis  of 
which  Is  slightly  out  of  the  specified  range,  Is 
acceptable.  If  satisfactory  In  all  other  re- 
spects, provided  the  standard  permissible 
variations  from  specified  chemical  ranges  and 
limits  published  in  the  American  Iron  and 
Steel  Institute  Products  Manual.  Section  10, 
dated  June  1945,  are  not  exceeded  or  are  ap- 
proved by  the  Bureau  of  Explosives. 

3.  Section  73a.4BA-19  note  1  (formerly 
paragraph  19  note  1  of  Spec.  4BA,  order 
March  7,  1949*  is  amended  to  read  as 
follows: 

Note  1 :  A  heat  of  steel  made  under  any 
of  the  above  specifications,  chemical  analysis 
of  which  Is  slightly  out  of  the  specified  range, 
is  acceptable,  if  satisfactory  In  all  other  re- 
spects, provided  the  standard  permissible 
variations  from  specified  chemical  ranges 
and  limits  publlsljed  in  the  American  Iron 
and  Steel  Institute  Products  Manual,  Sec- 
tion 10,  dated  June  1943,  are  not  exceeded 
or  are  approved  by  the  Bureau  of  Explosives. 

4.  Section  73a.8-22  (a)  note  1  (for- 
merly paragraph  22  (a)  note  1  of  Spec. 
8,  order  March  7,  1949)  is  amended  to 
read  as  follows: 

Note:  A  heat  of  steel  made  under  any  of 
the  above  specifications,  chemical  analysis 
of  which  Is  slightly  out  of  the  specified 
range,  is  acceptable.  If  satisfactory  in  all 
other  respects,  provided  the  standard  per- 
missible variations  from  specified  chemical 
ranges  and  limits  published  in  the  Ameri- 
can Iron  and  Steel  Institute  Products  Man- 
ual, Section  10,  dated  June  1945,  are  not 
exceeded  or  are  approved  by  the  Bureau 
of  Explosives. 

5.  Section  73a.l2B-ll  and  note  (for- 
merly paragraph  11  of  Spec.  12B,  order 
August  16,  1940  and  note  order  July  14, 
1£42)  is  amended  to  read  as  follows: 

§73a.l2B-ll  Tape.  Except  as  au- 
thorized in  §  73a.l2B-l6  (c  > )  coated  with 
animal  glue  at  least  equal  to  No.  1^4 
Peter  Cooper  standard.  Cloth  tape  of 
strength,  across  the  woof,  at  least  70 
units,  Elmendorf  test.    Sisal  tape  of  2 


'  Formerly  part   of   pa;  t  3. 
No.  78 2 
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sheets  of  No.  1  Kraft  paper,  total  weight 
80  pounds  per  ream  (480  sheets,  24"  x 
36");  sheets  to  be  combined  with  as- 
phalt and  reinforced  by  unspun  sisal 
fibers  completely  embedded  in  the  as- 
phalt and  extending  across  the  tape. 

Non:  Because  of  the  present  emergency 
and  until  further  order  of  the  Commission, 
a  ream  may  consist  of  500  sheets. 

6.  Section  73a.l2B-16  (formerly  para- 
graph 16  of  Spec.  12B,  order  August  16, 
1940)  is  amended  by  adding  paragraph 
(c)  to  read  as  follows: 

(c)  For  corrugated  fiberboard  only. 
One  butt  joint  taped  inside  and  out- 
side with  strips  of  one  thickness  of  sul- 
phate paper  not  less  than  2  Inches  wide 
extending  entire  length  of  joint  and 
firmly  glued  to  box.  For  boxes  not  ex- 
ceeding 65  pounds  gross  weight,  out- 
side strip  of  sulphate  paper  to  be  of 
basis  weight  not  less  than  40  pounds  test- 
testing  not  less  than  60  pounds  and  In- 
side strip  of  sulphate  paper  to  be  of 
basis  weight  not  less  than  40  pounds  test- 
ing not  less  than  40  pounds.  For  boxes 
exceeding  65  pounds  gross  weight,  out- 
side and  inside  with  strips  of  sulphate 
paper  which  must  each  be  of  basis  weight 
not  less  than  90  pounds  testing  not  less 
than  90  pounds.  Basis  weight  of  paper 
shown  is  for  500  sheets,  24  x  36  inches. 

7.  Section  73a.l5D-20  (formerly  para- 
graph 20  of  Spec.  15D,  order  April  19, 
1946"  Is  amended  to  read  as  follows: 

§  73a.l5D-20  Boxes  over  500  pounds 
gross  weight  are  authorized  for  shipments 
of  wet  electric  storage  batteries  when  the 
batteries  are  contained  In  a  rigid  cradle 
or  box,  or  are  securely  fastened  together 
so  as  to  form  a  single  unit,  and  not  more 
than  one  such  cradle,  box,  or  unit  is 
packed  in  the  outside  container.  Skids 
required :  runners  to  be  at  least  2  inches 
by  4  inches  commercial  thickness,  mini- 
mum of  three,  except  that  two  runners 
are  authorized  when  width  of  case  does 
not  exceed  24  Inches ;  or  two  runners  may 
be  used,  minimum  of  4  Inches  by  4  inches 
commercial  thickness,  when  case  does  not 
exceed  36  inches  In  width.  Runners  to 
be  beveled  at  ends  to  facilitate  use  of 
rollers.  Bottom  boards,  minimum  of 
1  inch  commercial  thickness,  to  be  nailed 
across  runners:  bracing  of  parts  and 
thickness  of  lumber  to  be  sufficient  to 
protect  contents  In  transit. 

8.  Section  73a.l6B-21  is  added  to  read 
as  follows: 

§  73a.l6B-21  Special  box.  Gross 
weight  not  over  500  pounds.  Must  com- 
ply with  this  specification  except  as  fol- 
lows: Sides,  top.  bottom,  and  ends,  to  be 
of  group  2  or  3  wood  having  minimum 
thickness  of  ^4"  for  boxes  not  over  315 
pounds  gross  weight,  ^ir,"  for  boxes  not 
over  400  pounds  gross  weight,  and  \"  for 
boxes  not  over  500  pounds  gross  weight. 
Size  of  end  cleats  must  be  at  least  '  S,," 
X  "h"  and  ends  must  have  horizontal  sup- 
porting battens  at  least  1''h"  x  ^■^W-  One 
batten  is  required  for  boxes  not  over  200 
pounds  gross  weight  and  three  battens 
for  others.  Ends  must  be  held  In  place 
by  one  metal  strap  at  least  %"  x  0.020" 
completely  around  the  box  stapled  to  the 
middle  end  battens.    When  size  of  box 
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will  not  r>ermit  the  application  of  all 
prescribed  binding  wires  during  manu- 
facture, the  additional  binding  wires  of 
prescribed  number  and  size,  or  metaJ 
straps  of  equal  number  and  strength, 
must  be  applied  after  closing.  At  least 
three  binding  wires  must  be  applied  to 
boxes  not  over  200  pounds  gross  weight 
and  at  least  four  to  boxes  over  200 
pounds  gross  weight  by  the  box  manu- 
facturer. Binding  wires  for  boxes  over 
400  pounds  gross  weight  must  be  of  size 
and  number  prescribed  for  boxes  not  over 
400  pounds  gross  weight. 

9.  Section  73a.l7E-9  (formerly  para- 
graph 9  of  Spec.  17E,  order  August  16. 
1940 »  is  amended  by  adding  paragraph 
(b)  to  read  as  follows: 

(b)  Closing  part  (plug,  cap,  plate, 
etc.)'  must  be  of  metal  as  thick  as  pre- 
>scrit)ed  for  head  of  container:  Provided, 
That  thinner  metal  closures  or  closures 
of  other  material  are  authorized  for  con- 
tainers of  12  gallons  capacity  or  less 
when  opening  to  be  closed  is  not  over 
2.3"  diameter  and  closures,  except 
threaded  metal  closures,  are  fitted  with 
outside  sealing  devices  which  cannot  be 
removed  without  destroying  the  closure 
or  sealing  device.  Closures  of  a  ma- 
terial other  than  metal  must  be  of  a  type 
approved  by  the  Bureau  of  Explosives 
for  use,  after  satisfactory  proof  of  effi- 
ciency. 

10.  Section  73a.l7X-2  (formerly  par- 
agraph 2  of  Spec.  17X,  order  March  31, 
1941)  is  amended  to  read  as  folows: 

§  73a.l7X-2  Rated  capacity.  As 
marked,  see  §  73a.l7X-10  <c».  Actual 
capacity  of  containers  shall  not  be  less 
than  rated  (marked)  capacity  plus  2  per- 
cent, nor  greater  than  rated  capacity 
plus  2  percent,  plus  1  quart,  except  that 
for  containers  over  30  gallons  marked 
capacity  actual  capacity  shall  be  not  less 
than  rated  capacity  plus  2  percent,  nor 
greater  than  rated  capacity  plus  2  per- 
cent plus  1  gallon. 

11.  Section  73a.23P-13  (formerly  par- 
agraph 13  of  Spec.  23F,  order  August  16, 
1940)  Is  amended  to  read  as  follows: 

§  73a.23P-13  Type  of  box  authorized. 
Of  solid  fiberboard;  1-piece.  or  3-piece 
without  recessed  heads,  fitted  with  lining 
tubes.  Boxes  having  handholes  are  au- 
thorized when  approved  by  the  Bureau 
Of  Explosives. 

12.  Section  73a.23G-5  (formerly  par- 
agraph 5  of  Spec.  23G.  order  January  23, 
1946*  is  amended  to  read  as  follows: 

§  73a.23G-5  Tape.  Coated  with  ani- 
mal glue  at  least  equal  to  No.  1^4  Peter 
Cooper  standard  or  other  adhesive 
equivalent  in  tensile  properties  and  re- 
sistance to  deterioration.  Cloth  tape  of 
strength,  across  the  woof,  at  least  70 
units,  Elmendorf  test.  Sisal  tape  of  2 
sheets  of  No.  1  Kraft  paper,  total 
weight  80  pounds  per  ream  *480  sheets, 
24"  X  36") ;  sheets  to  be  combined  with 
asphalt  and  reinforced  by  unspun  sisal 
fibers  completely  embedded  in  the  as- 
phalt and  extending  across  the  tape. 
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•  This  does  not  apply  to  cap  seal  over  a 
closure  which  complies  with  all  require- 
ments. 
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13.  Section  73a.230-13^d)  (formerly 
paragraph  13  <cl)  of  Spec.  23G,  order 
January  23,  1946)  is  amended  to  read  as 
follows : 

(d)  Three  loaded  samples  to  be  tested. 
Each  must  withstand,  without  rupture. 
four  4-foot  drops  diagonally  on  the  end 
more  likely  to  cause  rupture  on  impact. 

14.  Section  73a.23G-13  (e)  (formerly 
paragraph  13  <e)  of  Spec.  23G.  order 
January  23.  1946 )  Is  amended  to  read  as 
follows : 

(e)  Three  loaded  samples  to  be  tested. 
Each  must  be  dropped  once,  flat  on  Its 
side,  across  another  similar  package  lying 
flat  upon  the  ground  with  its  longitudinal 
axis  at  right  angles  to  container  dropped. 
Drops  must  be  made  from  a  height  four 
feet  above  the  topmost  point  of  the  con- 
tainer on  the  ground. 


RULES  AND  REGULATIONS 

and  by  filing  it  with  the  Director,  Division 
of  Federal  Register. 

(49  Stat.  546.  as  amended,  sees.  831-835, 
Pub.  Law  772,  80th  Cong..  62  SUt.  738; 
49  U.  S.  C.  S04) 

By  the  Commission.  Division  S. 

[SEAL]  W.  P.  BaRTEL. 

Secretary. 

[F.    R.    Doc.    49-81S9:    Filed.    Apr.   22,    1M9; 
8:60  a.  ml 


Part  74 — Regulations  Applying  Par- 
ticularly TO  Carriers  by  Rail 
Freight  ' 

subpart  d — unloading  from  cars 

Section  74.560  paragraph  (a)  (formerly 
section  560  <a>,  order  August  16.  1940' 
is  amended  to  read  as  follows: 

(a)  Tank  cars  containing  Inflammable 
(flammable)  liquids  having  a  flash  point 
of  80°  F.  or  below,  except  liquid  road 
asphalt  or  tar.  must  not  be  delivered, 
unless  originally  consigned  or  subse- 
quently reconsigned  to  parties  having 
private-siding  (see  note  D  or  railroiwl- 
siding  facilities  equipped  for  piping  the 
liquid  from  tank  cars  to  permanent 
storage  tanks  of  sufficient  capacity  to 
receive  contents  of  car. 


Part  77— Regulations  Applying  to  Ship- 
ments OT  Common.  Contract,  or  Pri- 
vate Carriers  by  Public  Highway  '' 

Section  77  824  paragraph  if)  <3) 
(formerly  section  824  (f)  »3).  order  No- 
vember 8.  1941)  is  amended  to  read  as 
follows: 

(3)  Storage  batteries.  In  addition  to 
the  requirements  set  forth  in  i  77.824  (f ) 
(2),  all  storage  batteries  containing  any 
electrolyte  shall  be  so  loaded,  if  loaded 
with  other  lading,  that  all  such  batteries 
will  be  protected  against  other  lading 
falling  onto  or  against  them;  and  ade- 
quate means  shall  be  provided  in  all  cases 
for  the  protection  and  insulation  of  bat- 
tery terminals  agsdrvst  short  circuits. 

It  is  further  ordered.  That  the  forego- 
ing amendments  to  the  aforesaid  regula- 
tions shall  have  full  force  and  effect  on 
July  14th,  1949,  and  that  such  regula- 
tions as  herein  amended  shall  thereafter 
be  observed  until  further  order  of  the 
Commission. 

It  is  further  ordered,  That  compliance 
with  the  aforesaid  regulations  as  herein 
amended  is  hereby  authorized  on  and 
after  the  date  of  service  of  this  order. 

And  it  is  further  ordered,  That  copies 
of  this  order  be  served  upon  all  parties 
of  record  herein,  and  that  notice  shall 
be  given  to  the  general  public  by  deposit- 
ing a  copy  in  the  ofTlc?  of  the  Secretary 
of  the  Commission  at  Washington.  D.  C, 


•Pormrt-ly  Part  4. 
» Formerly  Fart  7. 


TITLE  39— POSTAL  SERVICE 
Chapter    I — Post    Office    Department 

Part  35 — Provisions  Applicable  to  the 
Several  Classes  of  Mail  Matter 

MATTER  UABLE  TO  DAMAGE  MAILS  OR  INJURE 
person;  PREPARATION  AND  PACKING 
WHERE    admissible;    PLANT    QUARANTINE 

In  Part  35  (13  P.  R.  8906)  make  the 
following  changes: 

1.  Add  a  new  section  to  read  S  35.16a 
Radioactive  material  between  {§  35.16 
and  35.17  in  the  list  of  sections. 

2.  Add  a  new  section  §  35.16a  Radio- 
active material  in  text  between  §§  35.16 
and  35.17  (13  F.  R.  8915'  to  read  as 
follows : 

§  35.16a  Radioactive  material— (a^ 
When  maUable.  Radioactive  materiaLs 
(liquid,  solid  or  gaseous;  manufactured 
articles  such  as  instrument  or  clock  dials 
of  which  radioactive  materials  are  a 
component  part:  luminous  compounds; 
ores  and  residues)  which  fulfill  all  the 
following  conditions  shall  be  accepted 
for  mailing  provided  they  are  properly 
packed  in  a  strong  tight  outside  con- 
tainer and  marked  "Radioactive  Mate- 
rial— Oamma  Radiation  at  Surface  of 
Parcel  Less  than  10  Milliroentgens  for 
24  hours— No  Significant  Alpha.  Beta  or 
Neutron  Radiation." 

(b)  Leakage.  The  package  must  be 
such  that  there  can  be  no  leakage  of 
radioactive  material  under  conditions 
normally  Incident  to  transportation  in 
the  malls  In  sacks. 

(c>  Maximum  contents.  The  package 
must  contain  not  more  than  0.1  milli- 
curles  of  radium,  or  polonium,  or  that 
amount  of  strontium  89.  strontium  90,  or 
barium  140  which  disintegrates  at  a  rate 
of  more  than  5  million  atoms  per  second; 
or  that  amount  of  any  other  radioactive 
substance  which  disintegrates  at  a  rate 
of  more  than  50  million  atoms  per 
second. 

«d)  Amount  of  radiations  at  surface. 
The  package  must  be  such  that  no  sig- 
nificant alpha,  beta  or  neutron  radia- 
tion is  emitted  from  the  exterior  of  the 
package  and  the  gamma  radiation  at  any 
surface  of  the  package  must  be  less  than 
10  milliroentgens  for  24  hours. 

(e)  SpeciAcations  of  container.  The 
design  and  preparation  of  the  package 
of  radioactive  material  must  be  such 
that  there  will  be  no  significant  radio- 
active surface  contamination  of  any  part 
of  the  container.  Liquids  must  be 
packed  In  tight  glass,  earthenware  or 
other  suitable  inside  containers  sur- 
rounded by  an  absorbent  material  sufB- 
cient  to  absorb  the  entire  liquid  contents 
and  of  such  nature  that  Its  efficiency  will 


not  be  Impaired  by  chemical  reaction 
with  the  contents. 

Note;  The  amounU  of  radioacUve  maU- 
rtals  shown  are  based  on  exemption*  to  I.  C. 
C  Regulation  367.  while  packaging  require- 
ments are  baaed  on  I.  C.  C.  Regulation  868. 

(R  S  161.  396.  sec.  24,  20  Stat.  361.  sec. 
2  33  SUt.  440.  sec.  13,  39  SUt.  162,  sec. 
5'  41  Stat.  583.  sees.  304.  309,  42  Stat. 
24  25.  sec.  206.  43  Stat.  1067,  sec.  6,  45 
Stat.  941,  46  Stat.  526,  62  Stat.  781;  5 
U  S.  C.  22,  369.  18  U.  S.  C.  1716.  39 
U    S.  C.   250.  273,   291,  291a.   295) 


I SEAL  I 


J.  M.  Donaldson, 
Postmaster  General. 


(F.    R.    Doc.   49-3154;    Piled.    Apr.    22,    1949; 
8:55  a.  m.) 


Part  41 — The  Privacy  and  Safecuardinc 
or  the  Mails 

CORRECTION  OF  MAILING  LISTS 

In  §  41.8  Correction  of  mailing  lists  (13 
P.  R.  8929)  amend  the  first  sentence  In 
paragraph  (d)  Allowable  corrections,  to 
read  as  follows: 

(d)  Allou)able  corrections.  Correc- 
tions shall  consist  of  crossing  off  the 
names  of  persons  to  whom  mail  cannot 
be  delivered  or  forwarded,  the  correction 
of  incorrect  street  names,  the  correction 
of  incorrect  local  street,  rural,  or  post- 
offlce  box  numbers;  in.<;ertion  of  delivery 
zone  numbers  where  applicable;  the  cor- 
rection of  initials  where  apparently  there 
has  been  a  bona  fide  Intention  to  unite 
a  name  known  to  the  owner  of  the  list, 
and  the  indication  of  the  head  of  the 
family,  if  known,  when  two  or  more 
names  are  shown  for  the  same  address. 

(R.  S.  161.  396,  sees.  304,  309.  42  Stat  24, 
25;  5U.  S.  C.  22.  369 » 


[SEAL] 


J.  M.  Donaldson, 
Postmaster  General. 


IF.    R.   Doc.   46-3153;    Filed,    Apr.    22,    1949; 
8:55  a.  m.l 


Part  63 — Indemnity  for  Losses 

Section  63.6  When  no  indemnity  uHU 
be  paid  '13  F.  R.  8977),  Is  amended  by 
adding  a  new  paragraph  (k>.  to  read  as 
follows : 

Ck)  For  the  loss  or  Injury  to  any  mat- 
ter mailed  in  the  execution  of  any  fraud- 
ulent scheme  or  enterprise.  The  finding 
of  the  Po.stmaster  General  under  S  36.9. 
that  the  scheme  or  enterprise  is  carried 
on  by  means  of  false  or  fraudulent  rep- 
resentations shall  relieve  the  Post  Office 
Department  of  liability  for  indemnity  as 
to  matter  mailed  after  notice  of  the  in- 
stitution of  proceedings  pursuant  to 
5  36.9  has  been  given  to  the  person  con- 
ducting the  scheme  or  enterprise.  As  to 
matter  mailed  before  such  notice,  the 
findings  of  the  Postmaster  General  will 
be  regarded  as  evidence  that  the  scheme 
or  enterprise  Is  fraudulent. 
(R.  8.  161,  396,  3926,  as  amended,  sec.  1. 
29  Stat.  559.  sec.  8,  37  Stat.  558.  as 
amended,  sees.  304.  309,  42  Stat.  24.  25, 


Saturday,  April  23,  1949 

sec.  3.  45  Stat.  469.  as  amended;  5  U.  S.  C. 
22.  369,  39  U.  S.  C.  244.  381.  381a) 

[seal]  J.  M.  Donaldson. 

Postmaster  General. 

[P.   R.   Doc.   49-3156;    Filed.   Apr.    22.    1949; 
8:56  a.  m.] 


Fart  120 — Ocean  Mail  Service 

noncontract  service 

In  §  120.7  Compensation  for  transpor- 
tation of  foreign  mails  (13  F.  R.  9068) 
amend  paragraph  (3)  by  adding  the  fol- 
lowing subparagraph  (d) ; 

(d)  Free  transportation  of  foreign 
mails.  As  an  exception  to  paragraphs 
(b)  and  (c)  of  this  section  and  in  ac- 
cordance with  the  free  transit  provisions 
of  the  Convention  of  the  Postal  Union  of 
the  Americas  and  Spain,  no  compensa- 
tion will  be  paid  by  the  United  States 
Post  Office  Department  for  the  transpor- 
tation of  letters  and  prints  mails  origi- 
nating in  the  United  States  and/or  coun- 
tries signatory  to  the  Convention  of  the 
Postal  Union  of  the  Americas  and  Spain 
when  dispatched  on  vessels  of  the  regis- 
try or  flag  of  a  signatory  country,  other 
than  the  United  States  or  Canada,  as 
their  conveyance  by  such  vessels  is  an 
obligation  of  the  country  In  which  the 
vessel  Is  registered. 


FEDERAL  REGISTER 

(1)  The  following  listed  countries  are 
signatory  to  the  Convention  of  the  Postal 
Union  of  the  Americas  and  Spain: 

Guatemala. 

Haiti. 

Honduras  (Republic). 

Mexico. 

Nicaragua. 

Panama. 

Paraguay. 

Peru. 

Spain. 

United  States. 

Uruguay. 


Argentina. 

Bolivia. 

Brazil. 

Canada. 

Colombia. 

Costa  Rica. 

Cuba. 

Chile. 

Dominican  Republic. 

Ecuador. 

El  Salvador. 
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(b)  Parcel  Post.    (Portuguese  Timor.) 
(1)   Table  of  rates,     (i)  Surface  par- 
cels. 

(Rates  Include  transit  charges) 


Pounds : 


Rate       Pounds: 


Rate 


(R.  S.  4007.  4009,  as  amended.  44  Stat. 
900.  as  amended;  39  U.  S.  C.  652,  654) 


1 $0.43 

2—- ---       .57 

3 .78 

4. .92 

5 1.06 

6 

7_ 

8 — 

9 

10 

11 


1.20 

17 

1.34 

18 

1.56 

19 

1.70 

20 

1.84 

21 

1.98 

22 

12.. $2.45 

13. 2.59 

14 2.73 

15 2.87 

16 3.01 

3.15 

3.29 

3.43 

3.57 

3.71 

3.85 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[P.   R.    Doc.   49-3157;    Filed.    Apr.    22,    1949; 
8:56  a.  m.] 


Part  127 — International  Postal  Services 
Postage  Rates.  Service  Available,  and 
Instructions  Fon  Mailing 

PORTUGUESE  TIMOR 

In  §  127.335  Portuguese  Timor  (13 
P.  R.  9209)  amend  the  table  of  rates  con- 
tained in  subparagraph  (1)  of  paragraph 
(b)  Parcel  post.  (Portuguese  Timor.), 
to  read  as  follows; 


Weight  limit:  22  pounds. 

Customs  declarations :  2  Form  2966. 

Dispatch  note:  1  Form  2972. 

Parcel-post  sticker:  1  Form  2922. 

Sealing:  Compulsory. 

Group  shipments:  Limited  to  S  parcels 
(see  I  127.76). 

Registration:  No. 

Insurance:  No,  — 

C.o.d.:  No. 

Consular  Invoice:  Yes.  (See  Observations, 
subparagraph  4  of  this  paragraph.) 

(R.  S.  161.  396.  398.  sees.  304,  309.  42 
Stat.  24,  25,  48  Stat.  94.i;  5  U.  S.  C.  22.  369, 
372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


[P.   R.   Doc.   49-3158;    Piled,   Apr.   22,    1949; 
8:56  a.  m.] 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production    and    Morketing 
Administration 

[  7  CFR,  Parts  725,  726  1 

BURLEY     AND     FlUE-CURED     TOBACCO     AND 

Fire-Cured  and  Dark  Air-Cured  To- 
bacco 

NOTICE  or  formulation  of  REGULATIONS 
RELATING  TO  MARKETING  OF  TOBACCO.  COL- 
LECTION OF  MARKETING  PENALTIES,  AND 
RECORDS  AND  REPORTS  1949-50  MARKET- 
ING   YEAR 

Pursuant  to  the  authority  contained  in 
the  applicable  provisions  of  th«  Agricul- 
tural Adjustment  Act  of  1938.  as  amended 
(7  U.  S.  C.  1301,  1311-1314,  1372-1375). 
the  Secretary  of  Agriculture  is  preparing 
to  formulate  marketing  quota  regulations 
governing  the  issuance  of  marketing 
cards,  the  Identification  of  tobacco,  the 
collection  and  refund  of  penalties,  and 
the  records  and  reports  incident  thereto 
on  the  marketing  of  Burley,  fiue-cured, 
fire-cured,  and  dark  air-cured  tobacco 
for  the  1949-50  marketing  year. 

Consideration  is  being  given  to  a 
change  in  the  provisions  of  the  1949-50 
regulations  from  those  of  the  19^8-49 
regulations  which  would  require  com- 
pany tobacco  buyers  or  other  tobacco 
buying  interests,  including  purchasers  of 
scrap  tobacco,  to  file  reports  on  Tobacco 
25,  Dealer's  Record,  of  any  purchases  of 
tobacco  other  than  purchases  at  public 
auctie»^rough  a  warehouse  in  the  reg- 
ular course  of  business. 


Prior  to  the  final  adoption  and  is.su- 
ance  of  such  regulations,  consideration 
will  be  given  to  any  data,  views,  and  rec- 
ommendations pertaining  thereto  which 
are  submitted  In  writing  to  the  Director. 
Tobacco  Branch.  Production  and  Mar- 
keting Administration,  United  States  De- 
partment of  Agriculture.  Washington  25, 
D.  C.  All  submissions  must  be  post- 
marked not  later  than  May  7.  1949. 

Issued  at  Washington,  D.  C,  this 
20th  day  of  April  1949. 


[seal] 


Ralph  S.  Trigg. 
Administrator. 


IP.   R.   Doc.    49-3191;    Filed,    Apr.   22,    1949; 
9:03  a.  m.l 


[7  CFR,  Ch.  IX] 

Handling  of  Milk  in  Lima,  Ohio, 
Marketing  Area 

notice  of  recommended  decision  and  op- 
portunity TO  file  written  exceptions 
thereto  with  respect  to  proposed  mar- 
keting agreement  and  order. 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR.  Supps..  900.1 
et  seq.),  notice  is  hereby  given  of  the 
filing  with  the  Hearing  Clerk  of  this  rec- 
ommended decision  of  the  Assistant  Ad- 
ministrator, Production  and  Marketing 
Administration,  United  States  Depart- 
ment of  Agriculture,  with  respect  to  a 
proposed  marketing  agreement  and  or- 


der regulating  the  handling  of  milk  In 
the  Lima,  Ohio,  marketing  area,  to  be 
made  effective  pursuant  to  the  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.). 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk,  Room  1844,  South  Build- 
ing. United  States  Department  of  Agri- 
culture, Washington  25,  D.  C,  not  later 
than  the  close  of  business  on  the  20th 
day  after  the  publication  of  this  recom- 
mended decision  in  the  Federal  Register. 

Preliminary  statement.  A  public 
hearing,  on  the  record  of  which  the  pro- 
posed marketing  agreement  and  the  pro- 
posed order  were  formulated  was  called 
by  the  Production  and  Marketing  Ad- 
ministration, United  States  Department 
of  Agriculture,  following  receipt  of  a  pe- 
tition filed  by  the  Northwestern  Cooper- 
ative Sales  Association,  Inc.,  and  was 
held  at  Lima,  Ohio,  from  November  15 
to  19,  1948.  Inclusive,  pursuant  to  notice 
duly  published  in  the  Federal  Register 
(13  F.  R.  6020.  Doc.  No.  AO-197.)  The 
period  from  November  19,  1948.  to  Febru- 
ary 15,  1949,  was  reserved  to  interested 
parties  for  the  filing  of  briefs  on  the 
record. 

The  major  issues  developed  at  the 
hearing  were  concerned  with  the  follow- 
ing matters: 

1.  Whether  milk  produced  for  the 
Lima  fluid  market  is  in  the  current  of  in- 
terstate commerce  or  directly  burdens, 
obstructs  or  affects  Interstate  commerce 
In  milk  or  Its  products; 
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2.  Whether  marketing  conditions  jus- 
tify the  Issuance  of  a  milk  marketing 
agreement  or  order; 

3.  The  proper  size  of  the  marketing 
area: 

4.  What  milk  should  be  covered  for 
pricing  purposes; 

5.  The  classification  of  milk; 

6.  The  level  of  class  prices  to  be  paid 
and  the  methods  for  determining  such 
prices ; 

7.  The  type  of  pool  to  be  used  in  dis- 
tributing returns  to  producers;  and 

8.  Administrative  provisions. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  Issues  decided  herein  are  here- 
by made  upon  the  basis  of  the  record  of 
the  hearing: 

(1)  Milk  to  be  regulated  under  the 
proposed     marketing     agreement     and 
order  Is  in  the  current  of  interstate  com- 
merce, or  directly  burdens,  obstructs,  or 
affects  Interstate  commerce  in  milk  or  Its 
products.    The  fluid  milk  supply  for  the 
city  of  Lima  Is  produced  In  a  produc- 
tion  area  extending  approximately   40 
miles  In  each  direction  from  the  city. 
This    area    is    principally  an    agricul- 
tural   district    In   which    milk   produc- 
tion Is  a  major  enterprise.    The  farms 
of  producers  supplying  milk  to  the  Lima 
market  fur  consumption  as  fluid  milk  are 
Interespersed    among    those    of    other 
dairymen  delivering  milk  to  manufac- 
turing plants.    Located  within  or  near 
this  production  area  and  drawing  a  large 
proportion   of   their   supplies   from   the 
area,  are  14  dairy  manufacturing  plants. 
All  of  these  plants  manufacture  dairy 
products  that  are  shipped  interstate.    Of 
the  14  plants  three  make  regular  ship- 
ments of  sweet   cream   and  occasional 
shipments  of  milk  In  fluid  form  to  other 
states.    Five  of  these  14  plants  receive 
milk  from  producers  whose  farms  are 
located  In  Indiana.    Four  of  such  five 
plants  are  located  In  Ohio  and  the  other 
In    Indiana.    Milk    products    manufac- 
tured by  the  14  plants  and  moved  to 
other  states  Include  evaporated  and  con- 
densed milk  (bulk  and  in  hermetlcBlly 
sealed  cans) .  nonfat  dry  milk  solids,  dried 
whole  milk,  cheese,  butter,  Ice  cream. 
milk  sugar,  and  baby  food.     All  of  these 
manufacturing  plants  compete  actively 
with  Lima  fluid  milk  distributors  in  the 
purchase  of  milk  from  dairy  farmers. 

The  evidence  showed  frequent  shift- 
ing of  producers  between  manufacturing 
plants  and  Lima  f.uld  milk  plants,  and 
among  the  manufacturing  plants  them- 
selves. The  addition  of  producers  by 
Lima  distributors  often  results  from  a 
shift  of  dairy  farmers  from  manufactur- 
ing plants.  There  was  evidence  to  the 
effect  that  a  portion  of  the  milk  pur- 
chased from  dairy  farmers  by  Lima  dis- 
tributors during  the  season  of  normally 
high  production  is  In  excess  of  the  mar- 
ket's needs  for  fluid  sales.  The  past  ex- 
perience of  the  market  Indicates  that 
tliere  will  be  a  seasonal  excess  of  Grade 
A  milk  In  the  months  of  fiush  produc- 
tion when  the  supply  of  Grade  A  milk 
for  the  market  becomes  sufficient  to 
meet  the  fluid  milk  and  c.eam  demands 
during  the  months  of  seasonally  low  pro- 
duction. The  testimony  discloses  that 
excesses  of  milk  above  the  market  needs 
are  disposed  of  to  manufacturing  plants 
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for   manufacture   Into   dairy   products. 
This  excess  usually  Is  disposed  of  to  two 
manufacturing    plants.     One   of   these 
plants,    the   Fisher   Dairy    and   Cheese 
Company  of  Wapakoneta,  Ohio,  uses  this 
excess  milk  In  conjunction  with  milk 
purchased  directly  from  its  own  dairy 
farmers  In  the  manufacture  of  cheese. 
The    cheese    so   manufactured    at    this 
plant,  together  with  cheese  purchased  In 
the  states  of  Wisconsin,  Illinois,  Indiana 
and  Missouri,  is  used  by  this  company  In 
the    preparation    of    processed    cheese 
which  is  sold  In  every  state.    The  other 
plant.  Swift  and  Company  of  Lima.  Ohio, 
manufactures    butter    and    nonfat    dry 
milk  solids,  and  both  of  these  products 
are  shipped  from  this  plant  Into  other 
states.     The   volume   of   manufactured 
dairy  products   available  for  shipment 
Interstate  from  manufacturing  plants  lo- 
cated in  or  near  the  Lima  production 
area  is  directly  affected  by  the  quantity 
of  milk  used  in   the  Lima   fluid   milk 
market. 

A   plant   located   at   Bowling   Green. 
Ohio,  distributes  bottled  milk  In  Lima 
and  actively  competes  for  this  trade  with 
Lima  distributors  whose  primary  outlet 
Ls  the  Lima  fluid  milk  markets.     This 
plant  purchases  milk  from  dairy  farmers 
located  in  the  mllkshed  of  the  Toledo. 
Ohio,  marketing  area.    It  handles  milk 
for  sale  as  fluid  milk  in  Cleveland,  Ohio, 
and  Is  a  pool  plant  under  the  Federal 
order  regulating  the  handling  of  milk  In 
the  Cleveland  marketing  area.    Milk  and 
cream  sales  by  this  plant  in  Lima  are 
included  in  Class  I  utilization  under  the 
Cleveland    order.     Dairy   products    are 
manufactured  In  this  plant  and  are  dis- 
tributed in  states  outside  of  Ohio.    There 
have  been  times  when  fluid  milk  and 
cream  also  were  disposed  of  by  this  plant 
to  other  states  than  Ohio.    The  volume 
of  fluid  milk  disposed  of  by  this  plant  in 
Lima  affects  the  price  to  all  producers 
supplying  the  Cleveland  m%iket  and  may 
affect  also  the  volume  of  milk  supplied 
to  the  Cleveland  market  and  the  volume 
of  manufactured  dairy  products  dispo-sed 
of  in  states  outside  of  Ohio. 

The  Lima  Board  of  Health  has  ap- 
proved for  distribution  as  Grade  A  fluid 
milk  and  cream  In  Lima,  milk  produced 
by  a  group  of  over  260  dairy  farmers  who 
deliver  their  milk  to  a  milk  manufactur- 
ing plant  located  at  New  Bremen,  Ohio. 
A  number  of  the  farms  of  this  group  of 
dairy  farmers  are  located  in  the  State  of 
Indiana.  Milk  produced  on  these  In- 
diana farms  is  commingled  with  milk 
produced  on  farms  In  the  State  of  Ohio 
and  part  of  this  milk  so  commingled  at 
the  New  Bremen  plant  Is  shipped  to  the 
plant  of  a  Lima  fluid  milk  distributor. 
This  distributor  regularly  uses  such  milk 
for  bottled  milk  purposes,  and  during  the 
season  of  short  supplies,  he  transfers  a 
portion  of  such  supply  to  other  Lima 
distributors  for  resale  as  fluid  milk  and 
cream  In  the  Lima  market.  Milk  In  fluid 
form  also  Is  distributed  from  the  New 
Bremen  plant  to  other  States,  formerly 
to  North  Carolina  and  more  recently  to 
Texas. 

Furthermore,  prices  paid  to  Lima  pro- 
ducers for  milk  used  for  fluid  purposes 
are  closely  related  to  prices  paid  dairy 
farmers  for  milk  used  In  the  production 
of  manufactured  milk  products.    This 


results  from  the  fact  that  milk  produced 
for  manufacturing  purposes  can  be  made 
available  quite  readily  for  Grade  A  milk 
outlets  by  certain  changes  In  methods  of 
production,  and  all  Grade  A  milk  In  ex- 
cess of  that  actually  used  for  purnoses 
requiring  the  use  of  such  a  quality  of 
milk,  Is  available  automatically  and  with- 
out any  further  change  In  production 
methods  for  use  in  any  manufacturing 
outlet.     Such  relationship  further  results 
from  the  lmpos.sibility  of  being  able  to 
forecast  accurately  the  dally  production 
of  producers  and  the  dally  requirements 
of  fluid  milk  In  the  market,  so  that  some 
milk  intended  for  fluid  distribution  will 
become  surplus  and  will  be  used  In  the 
manufacture    of    dairy    products.    The 
quantities  of  milk  purchased  by  nearby 
manufacturing  plants  are  directly  af- 
fected by  the  market  opportunities  of  the 
dairy  farmers  supplying  the  Lima  fluid 
milk  plants.    This  kind  of  price  relation- 
ship Is  recognized  In  the  Lima  market  by 
both  producers  and  distributors  as  dem- 
onstrated by  the  proposals  made  at  the 
hearing  for  pricing  Class  I  milk  and  Class 
II  milk  as  discussed  later  In  this  decision 
and  by  the  brief  filed  by  the  handlers  in 
this  proceeding.    There  was  testimony  to 
the  effect  that  prices  paid  by  Lima  dis- 
tributors to  producers  for  milk  are  closely 
related,  in  a  similar  manner,  to  prices 
paid  to  dairy  farmers  supplying  nearby 
fluid  milk  markets  now  operating  under 
Federal   regulation   such   as  Cleveland, 
Dayton-Springfield  and  Toledo  In  Ohio 
and  Fort  Wayne  in  Indiana. 

(2)  Marketing  conditions  Justify  the 
Issuance  of  a  market  agreement  and 
order. 

The  history  of  milk  prices  in  the  Lima 
market  shows  that  until  recently  when  a 
Grade  A  milk  ordinance  became  effective 
In  Lima  distributors  paid  dairy  farmers 
lower  prices  on  the  average  than  pre- 
vailed In  other  Ohio  fluid  milk  markets 
for  milk  for  similar  uses.  Milk  produc- 
ers have  no  voice  In  setting  prices  of  milk 
sold  to  distributors.  The  only  arrange- 
ment for  pricing  producer  milk  is  such  as 
the  distributors  may  care  to  adopt  and 
announce  to  producers.  This  situation 
led  to  organization  of  the  dairy  farmers 
furnishing  milk  to  Lima  for  the  purpose 
of  negotiating  more  satisfactory  prices 
and  marketing  conditions.  Producers 
have,  for  the  past  five  years,  attempted 
to  reach  a  voluntary  marketing  agree- 
ment with  distributors.  However,  re- 
peated attempts  to  negotiate  with  Lima 
milk  distributors  regarding  prices  and 
marketing  problems  have  been  unsuc- 
cessful. 

The  production  of  Grade  A  milk  in- 
volves a  heavier  Investment  and  added 
co.sts  not  incurred  In  the  production  of 
milk  of  the  type  permitted  to  be  sold  in 
Lima  prior  to  the  Introduction  of  the 
Grade  A  ordinance.  Producers  are  being 
asked  at  this  time  to  assume  such  heavier 
Investment  although  tlie  market  lacks 
any  definite  plan  which  will  assure  them 
a  dependable  price  for  Grade  A  milk  over 
any  period  of  time,  or  any  .stability  of 
the  market.  Distributors  pointed  to  the 
fact  that  prices  currently  being  paid  for 
Lima  milk  compare  favorably  with  prices 
paid  to  producers  in  competing  fluid 
milk  markets.  Including  those^  Toledo 
and  Cleveland  which  are  under  minimum 
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price  regulation,  and  contended  thusly 
that  producers  are  receiving  sufficient  re- 
ward for  their  investment  and  effort  In 
preparing  Grade  A  milk  for  the  market. 
They  alleged  further  that  competition 
with  buyers  In  other  fluid  markets  pro- 
vides Lima  producers  with  an  adequate 
guarantee  of  fair  prices.  However,  re- 
view of  the  price  pattern  which  has  ex- 
isted in  the  market  Indicates  that  the 
current  relationship  of  prices  at  Lima 
to  prices  in  competing  fluid  milk  mar- 
kets has  not  been  of  long  duration  and 
does  not  reflect  the  full  use  value  of  the 
producers'  milk.  A  substantial  Increase 
in  producer  prices  was  granted  at  Lima 
a  short  time  prior  to  the  effective  date 
of  the  Grade  A  ordinance,  which  resulted 
in  the  recent  favorable  relationship  of 
prices  at  Lima  to  those  in  competing  fluid 
milk  markets.  Such  a  relationship  pre- 
vailed at  the  time  of  the  hearing.  On 
the  other  hand,  producer  milk  prices 
have  no  relation  to  the  use  made  of  the 
milk  by  the  buyer.  The  current  practice 
of  all  distributors  to  pay  for  all  Grade  A 
milk  at  a  flat  price  based,  according  to 
their  testimony,  mainly  on  competition 
with  other  markets  seems  certain  to  lead 
to  market  Instability  and  disorganiza- 
tion. In  several  months  of  the  year  the 
cost  of  milk  for  fluid  purposes  varies 
widely  among  distributors.  When  milk 
supplies  are  plentiful  differences  in  mar- 
gins encourage  wide-margin  distributors 
to  cut  prices  to  consumers  creating  pres- 
sure on  narrow-margin  distributors  to 
reduce  prices  to  producers,  even  without 
signiflcant  changes  in  the  total  demand 
for  fluid  milk  and  cream.  It  seems  evi- 
dent also  from  the  record  that  In  the 
past  payments  by  Lima  handlers  have 
not  been  uniform  among  producers  of 
a  similar  quality  of  milk  and  various 
price  premiums  and  bonuses  to  Individ- 
ual producers  have  been  added  and  re- 
moved without  any  apparent  economic 
justification. 

Past  events  of  a  market  do  have  a 
direct  relatlon.shlp  to  the  current  situa- 
tion. If  this  were  not  so.  the  temporary 
improvement  of  marketing  conditions  by 
voluntary  action  on  the  part  of  handlers 
just  prior  to  a  hearing  on  a  proposed 
order  might  defeat  completely  the  pur- 
poses and  benefits  to  producers  of  this 
type  of  regulation.  It  would  not  be  rea- 
sonable to  conclude  from  the  record  of 
the  hearing  that  recent  price  levels  offer 
assurance  of  the  maintenance  of  reason- 
able prices  based  upon  economic  condi- 
tions In  the  market  when  the  history  of 
prices  paid  by  distributors  indicates 
price-making  largely  by  whim  rather 
than  by  decision  based  on  the  avail- 
ability of  market  data  to  both  producers 
and  distributors. 

Lima  milk  distributors  also  determine 
the  weights  and  butterfat  tests  of  the 
producer's  milk.  This  has  resulted  in 
several  Instances  of  dls.satlsfactlon 
among  producers.  The  testimony  Indi- 
cates that  In  numerous  cases  butterfat 
tests  made  by  the  distributors  may  not 
be  relied  upon  as  being  accurate.  No 
satisfactory  check  on  the  accuracy  of 
these  tests  is  available  to  producers.  All 
efforts  of  organized  producers  to  set  up 
a  regular  system  of  check  testing  have 
failed  for  lack  of  cooF>eration  by  distribu- 
tors.   The  record  indicates  further  that 
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in  some  cases  when  individual  producers 
were  In  a  position  to  verify  their  tests, 
reimbursement  for  adjustments  in  tests 
were  made  by  distributors.  Additional 
evidence  showed  that  in  many  cases  but- 
terfat tests  were  not  representative  of 
the  producer's  milk.  Often  the  samples 
of  milk  taken  for  testing  purposes  were 
found  to  be  in  a  moldy  and  deteriorated 
condition  and  not  suitable  for  an  ac- 
curate determination  of  the  butterfat 
content.  It  was  testified  that  the  ac- 
curate reading  of  a  test  made  from  a 
sample  of  milk  in  such  a  condition  could 
not  be  relied  upon  as  being  an  accurate 
test  of  the  producer's  milk.  Since  but- 
terfat content  is  an  important  deter- 
minant of  the  return  received  by  the  pro- 
ducer for  his  milk,  the  present  situation 
In  this  respect  at  Lima  makes  It  difficult 
for  producers  to  judge  the  reasonable- 
ness of  the  prices  they  receive  and  would 
indicate  a  need  for  a  more  accurate 
sampling  and  testing  of  the  producer's 
milk  for  butterfat. 

No  market  information  is  available  for 
use  of  producers  In  forming  a  judgment 
as  to  what  prices  reflect  market  .supply 
and  demand  conditions  at  any  given  time 
and  will  encourage  an  adequate  supply  of 
milk.  There  are  no  market  statistics 
available  concerning  the  amounts  of  milk 
disposed  of  to  Lima  consumers  or  as  to 
the  quantities  of  milk  delivered  by  Grade 
A  producers.  There  appears  to  be  no 
probability  that  such  Information  will  be 
made  available  except  through  a  milk 
marketing  order. 

(3)  The  marketing  area  should  be  de- 
fined to  Include  the  territory  within  the 
corporate  limits  of  the  city  of  Lima. 

Producers  originally  proposed  to  In- 
clude In  the  marketing  area  the  city  of 
Lima  and  the  adjoining  townships  of 
American.  Bath.  Perry  and  Shawnee. 
Under  the  Lima  health  ordinance  only 
Lima  approved  Grade  A  milk  Is  permitted 
to  be  sold  within  the  city  limits  while 
the  small  towns  and  communities  in  the 
townships  outside  the  city  of  Lima  per- 
mit the  sale  of  various  grades  of  milk. 
The  proposed  marketing  agreement  and 
order  submitted  for  hearing  by  producers 
was  designed  to  price  both  Grade  A  and 
"non-Grade  A"  milk.  Since  it  is  pro- 
posed herein  to  price  under  the  order 
only  Grade  A  milk  from  farms  inspected 
by  the  Lima  health  department,  the  in- 
clusion of  such  adjoining  townships  in 
the  marketing  are  would  be  without 
purpose. 

<4)  It  Is  concluded  that  only  Grade  A 
milk  from  producers  who  hold  Grade  A 
certificates  i.ssued  by  the  Lima  health  de- 
partment should  be  subject  to  the  mini- 
mum price  provisions  of  the  order. 

Grade  A  milk  is  relatively  new  to  the 
Lima  market.  The  health  department 
began  enforcement  of  a  Grade  A  ordi- 
nance on  July  1,  1948.  The  market  is 
supplied  with  Grade  A  milk  from  three 
sources:  Farms  holding  Grade  A  certifi- 
cates issued  by  the  Lima  health  depart- 
ment, a  plant  at  New  Bremen,  Ohio,  sup- 
plied with  milk  from  a  number  of  farms 
approved  by  the  health  department  of 
another  community  and  presently  ac- 
cepted by  the  Lima  health  department  as 
Grade  A,  and  a  plant  at  Bowling  Green, 
Ohio,  receiving  some  milk  approved  r^ 
Grade  A  by  the  Wood  County  health  zn- 
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thorltles.  It  Is  anticipated  that  the  New 
Bremen  supply  will  be  discontinued 
whenever  a  sufficient  number  of  farms 
have  been  approved  by  the  Lima  health 
department  to  supply  fully  the  needs  of 
the  market.  Handlers  al.so  receive  non- 
Grade  A  milk  but  such  milk  Is  limited, 
under  the  applicable  health  regulations 
within  the  marketing  area,  to  manufac- 
tured uses.  The  latter  type  of  milk  may 
be  sold  as  fluid  milk  in  many  communi- 
ties outside  the  city  limits  of  Lima  where 
Grade  A  milk  Is  not  required  for  fluid 
purposes.  Handlers  proposed,  and  pro- 
ducers later  concurred,  to  price  only  the 
Grade  A  milk  that  is  produced  on  farms 
holding  Grade  A  certificates  from  the 
Lima  health  department. 

Although  producers  originally  pro- 
posed that  both  Grade  A  and  non-Grade 
A  milk  should  be  priced  on  equivalent 
class  price  basis,  it  appears  that  their  pri- 
mary purpose  in  pricing  the  non-Grade 
A  milk  supply  was  to  assure  equity  in  the 
cost  of  Class  I  milk  to  all  handlers  in  the 
event  some  milk  not  meeting  Grade  A 
quality  requirements  might  be  disposed 
of  as  Class  I  milk  within  the  marketing 
area.  There  is  no  information  in  the 
record  from  which  it  might  reasonably 
be  concluded  that  an  appreciable  amount 
of  non-Grade  A  milk  actually  finds  its 
way  Into  Class  I  milk  uses  witliin  the 
marketing  area.  It  was  the  opinion  of 
the  proponents  that  most,  if  not  all,  of 
the  milk  now  being  sold  within  the  mar- 
keting area  is  of  Grade  A  quality.  Since 
It  has  been  concluded  that  the  marketing 
area  should  be  hmited  to  the  City  of  Lima 
where  Grade  A  requirements  are  in  force, 
and  because  the  evidence  indicates  that 
most.  If  not  all.  of  the  milk  being  sold  In 
the  marketing  area  is  of  Grade  A 
quality,  it  does  not  appear  necessary  or 
desirable  to  Include  non-Grade  A  milk 
under  the  class  price  or  uniform  price 
provisions.  Producers  indicate  agree- 
ment with  this  position  in  their  brief. 

The  Lima  health  department  indicated 
that  it  Intends  within  the  not  too  distant 
future  to  have  the  entire  milk  supply  for 
the  city  come  from  farms  holding  Lima 
Grade  A  certificates.  It  is  felt  that  an 
additional  number  of  local  dairy  farmers 
should  be  encouraged  to  change  to  Grade 
A  milk  production  so  as  to  insure  the 
market  of  an  adequate  supply  of  pure  and 
wholesome  milk.  Such  increase  In  local 
production  presumably  would  replace 
gradually  the  Grade  A  milk  from  New 
Bremen  that  is  inspected  by  another 
health  authority  and  Is  being  received 
presently  in  the  Lima  market  on  a  tem- 
porary basis.  Hence,  it  would  not  be  ap- 
propriate to  price  the  New  Bremen  milk 
because  the  evidence  Indicates  that  it 
would  dLsplace  a  large  volume  of  Lima 
in.spected  milk  in  the  higher-valued  uses 
and  that  there  will  be  no  permanent  need 
for  it  for  svch  uses  in  the  Lima  market. 
However,  because  this  milk  is  being 
shipped  regularly  to  the  market  at  the 
present  time  as  milk  of  acceptable  qual- 
ity and  is  commingled  with  producer  milk 
in  supplying  the  fluid  milk  and  cream 
trade  of  the  marketing  area,  it  is  neces- 
sary to  provide  in  the  regulation  certain 
provisions  for  its  allocation  in  the  classi- 
fication of  milk.  It  is  proposed  that  such 
"other  .source"  milk  be  allocated  in  a 
manner  such  that  It  may  not  replace  pro- 
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ducer  milk  in  the  higher-valued  uses  and 
tend  to  decrease  producer  returns.  In 
this  and  in  certain  other  respects  other 
source  milk  will  be  subject  to  regulation, 
but  not  to  the  extent  that  the  dairy 
farmers  producing  such  milk  will  share 
In  the  pricing  and  pooling  benefits  of  the 
program.  The  dairy  farmers  shipping 
to  Bowling  Green  receive  a  minimum 
uniform  price  computed  under  the  terms 
of  the  order  regulating  the  handling  of 
milk  in  the  Cleveland,  Ohio,  marketing 
area.  The  definitions  of  "producer", 
"handler",  "Grade  A  milk",  and  "fluid 
milk  plant"  provided  are  designed  to 
carry  out  the  above  conclusion. 

<  5 )  It  is  concluded  that  two  classes  of 
milk  should  be  established.  Glass  I  milk 
should  include  all  skim  milk  and  butter- 
fat  disposed  of  in  fluid  form  for  consump- 
tion as  milk,  skim  milk,  flavored  milk, 
flavored  milk  drinks  and  buttermilk  (ex- 
cept where  it  is  necessary  to  dispose  of 
certain  items  for  livestock  feed » ;  sweet  or 
sour  cream;  any  other  products  defined 
as  "milk  products"  by  the  Lima  Board  of 
Health;  and  any  skim  milk  and  butterfat 
not  accounted  for  as  Class  II  milk.  Class 
II  milk  should  include  all  skim  milk  and 
butterfat  used  to  produce  &.iy  other  prod- 
uct than  those  specified  in  Class  I  milk; 
actual  plant  shrinkage  of  skim  milk  and 
butterfat  received  in  producer  milk  'but 
not  to  exceed  2  percent  of  such  receipts) : 
and,  actual  plant  shrinkage  with  respect 
to  "other  source"  milk  received. 

Producers  proposed  classification  into 
two  classes,  approximately  as  outlined 
above.  Handlers,  on  the  other  hand. 
proiDosed  three  classes  with  fluid  cream 
classified  separately  from  fluid  milk. 
Under  the  handlers'  plan  fluid  milk 
would  be  placed  in  Class  I,  fluid  cream 
In  Class  II,  and  manufactured  milk  prod- 
ucts in  Class  III. 

The  products  included  in  Class  I  milk 
are  those  required  to  be  made  or  proc- 
e.ssed  from  Grade  A  milk.  In  view  of 
the  fact  that  fluid  cream  must  be  ob- 
tained from  Grade  A  milk  and  the  adop- 
tion of  the  weight  of  butterfat  and  skim 
milk  method  for  computing  the  volume 
so  utilized,  it  is  concluded  that  the 
handlers'  proposal  should  not  be  adopted. 
Having  reached  this  conclusion  it  fol- 
lows that  the  designation  of  certain  uses 
as  Class  III  milk  is  not  necessary.  The 
products  included  in  Class  II  milk  are 
those  which  the  health  department  does 
not  require  to  be  made  or  processed  from 
Grade  A  milk.  Such  products,  although 
they  may  contain  Grade  A  milk,  must  be 
disposed  of  in  the  same  competitive  field 
as  product.*!  made  from  non-Grade  A 
milk.  It  is  considered  necessary  to 
classify  certain  products  as  Cla.ss  II  milk 
In  order  to  permit  the  free  movement 
of  any  exce.ss  of  milk  into  manufacturing 
channels  without  burdensome  competi- 
tive disadvantage  to  handlers  when  pro- 
ducer receipts  are  in  excess  of  the  market 
demand  for  Grade  A  milk. 

On  the  matter  of  milk  shrinkage  pro- 
ducers presented  evidence  with  respect 
to  other  representative  fluid  milk 
markets  to  indicate  that  the  shrink- 
age on  producer  milk  allowed  as  Class 
II  milk  should  be  limited  to  2  percent 
of  the  volume  of  milk  received  from  pro- 
ducers.   Handlers   proposed   that   such 


shrinkage  allowance  be  established  at  a 
limit  of  2'2  percent  of  producer  receipts, 
but  did  not  present  convincing  evidence 
either  in  support  of  their  position  or  in 
opposition  to  the  proposal  made  by  pro- 
ducers. It  is  concluded  that  the  allow- 
able plant  shrinkage  on  producer  milk 
should  be  limited  to  2  percent.  Such  al- 
lowance would  be  in  line  with  the  evi- 
dence as  to  the  experience  in  other 
markets  under  regulation  and  would  ap- 
pear to  be  equitable  to  handlers.  Any 
shrinkage  in  excess  of  that  allowed 
should  be  classified  as  Class  I  milk.  No 
limit  was  proposed  or  has  been  adopted 
with  respect  to  the  amount  of  shrinkage 
on  other  source  milk  allowed  as  Class  II 
milk  since  such  milk  would  be  deducted 
from  the  lowest  available  use  classifica- 
tion under  the  allocation  provisions. 

In  the  case  of  transfers  or  diversions 
of  milk,  it  Is  proposed  that  the  respon- 
sibility for  correct  classification  be 
placed  on  the  handler  who  first  receives 
the  milk.  In  the  event  milk  is  trans- 
ferred without  adequate  proof  of  utiliza- 
tion such  milk  should  be  classified  as 
Class  I  milk. 

To  determine  the  utilization  of  pro- 
ducer milk  by  each  handler,  it  is  con- 
cluded that  other  source  milk  should  be 
subtracted  In  sequence  beginning  with 
Class  II  milk.  Since  Lima  inspected 
Grade  A  milk  is  the  principal  source  for 
the  Cla.ss  I  milk  requirements  of  the  mar- 
ket, this  sequence  in  allocation  is  ap- 
propriate to  give  adequate  protection  to 
producers  relative  to  the  returns  for  milk 
used  as  Class  I  milk. 

(6)  Class  I  milk  prices  should  be  de- 
termined by  adding  certain  differentials 
to  a  basic  formula  price  representing  a 
general  level  of  mantlfacturing  milk 
prices.  Class  II  milk  prices  should  be 
based  on  the  average  of  prices  paid  for 
milk  by  certain  nearby  milk  manufac- 
turing plants. 

All  parties  participating  in  the  hear- 
ing concurred  in  all  pricing  proposals, 
except  as  to  the  amount  of  the  Class  I 
price  differentials  to  be  employed  and 
to  the  prices  of  skim  milk  and  butterfat 
disposed  of  as  cream  for  fiuid  consump- 
tion. The  monthly  average  price  paid  to 
dairy  farmers  for  milk  by  18  selected 
milk  manufacturing  plants  in  Michigan 
and  Wisconsin  was  proposed  by  the  pro- 
ducers as  an  appropriate  basic  price  for- 
mula for  use  in  determining  the  Class 
I  price.  The  stated  purpose  of  such  basic 
price  formula  is  to  take  into  account  the 
economic  factors  underlying  the  price  of 
milk  for  manufacturing  uses  which  bear 
relation  to  local  market  prices.  It  was 
pointed  out  further  that  the  18  plant 
price  proposed  has  been  the  effective 
basic  formula  price  in  most  months 
under  Federal  orders  in  effect  in  compet- 
ing markets  (Toledo,  Dayton  and  Cleve- 
land). 

As  indicated  earlier  the  record  dis- 
closes the  overlapping  of  the  milksheds 
of  the  Lima  and  Cleveland  markets.  It 
also  reveals  price  competition  between 
Lima  and  other  fluid  milk  markets  un- 
der Federal  regulation.  Such  markets 
employ  alternate  basic  price  formulas 
based  on  the  market  prices  of  butter  and 
cheese,  and  butter  and  nonfat  dry  milk 
.solids.  The  evidence  shows  in  addition 
that  plants  manufacturing  the  principal 


milk  products,  such  as  butter,  cheese, 
evaporated  milk,  and  nonfat  dry  milk 
solids  also  draw  supplies  from  the  same 
general  area  as  do  Lima  milk  distributors. 

Because  manufacturing  milk  may  shift 
readily  from  one  of  these  products  to 
another,  the  differentials  for  Class  I  milk 
should  be  set  so  that  when  added  to  the 
highest  price  for  milk  for  manufactur- 
ing purposes  they  will  provide  the  nec- 
essary incentive  to  producers  to  assume 
the  added  costs,  effort  and  risk  involved 
In  producing  milk  under  Lima  Grade  A 
milk  inspection.  It  is  imp>ortant  also 
that  the  basic  formula  price  at  Lima  be 
aligned  closely  with  those  in  the  com- 
peting fiuid  milk  markets.  In  view  of 
the  fact  that  a  plant  located  at  Lima 
receives  milk  from  the  same  producing 
area  as  Lima  for  shipment  to  Cleveland 
it  is  determined  that  basic  price  changes 
at  Lima  should  follow  closely  those  oc- 
curring under  the  Cleveland  order.  It 
Is  concluded  that  this  can  be  best  ac- 
complished by  adopting  the  alternate 
basic  price  formulas  (butter — cheese  and 
butter — nonfat  dry  milk  solids)  em- 
ployed in  the  Cleveland  order  to  operate 
In  conjunction  with  the  type  of  formula 
proposed  by  producers.  A  closer  align- 
ment of  the  basic  formula  price  at  Lima 
with  those  in  the  other  regulated  fiuid 
markets  should  result  also  from  this 
action. 

Producers  proposed  that  Cla.ss  I  prices 
be  determined  by  adding  to  the  basic  for- 
mula price  a  differential  of  $1.00  for  the 
months  of  July,  August,  February  and 
March.  SO. 90  for  the  months  of  April,  May 
and  June  and  $1.25  for  all  other  months. 
Distributors  proposed  the  substitution  of 
differentials  of  $0  80,  $0.70  and  $1.00. 
The  producers'  proposal  would  provide 
an  annual  average  Class  I  price  differ- 
ential 3  cents  above  the  corresponding 
differential  In  the  Cleveland  market  and 
10  cents  above  those  in  the  Dayton  and 
Toledo  markets. 

The  testimony  Indicates  that  general 
economic  conditions  and  business  activ-, 
Ity  in  the  Lima  area  point  to  a  continued 
good  demand  for  fiuid  milk  and  milk 
products.  The  record  indicates  that  the 
cost  of  labor,  building  material,  machin- 
ery, equipment  and  supplies  have  shown 
an  upward  trend  recently.  Although 
there  has  been  a  recent  decline  in  the 
cost  of  feed  grains  this  decline  has  been 
off.set  to  a  high  degree  by  increased  costs 
of  other  materials  and  labor  which  must 
be  incurred  by  Lima  producers  to  qualify 
for  Grade  A  certificates  and  to  maintain 
the  production  of  high  quality  milk  at  a 
more  uniform  level  than  is  generally  re- 
quired of  farmers  producing  milk  for 
manufacturing  purposes.  Consequently, 
recent  increa.ses  in  the  costs  of  the  latter 
Items  have  affected  the  farmers  produc- 
ing Lima  Grade  A  milk  to  a  greater  ex- 
tent than  those  farmers  supplying  manu- 
factiu-ing  plants.  The  record  Indicates 
that  a  substantial  Initial  investment  is 
required  to  provide  facilities  to  meet  the 
requirements  for  the  production  of  Grade 
A  milk  for  the  Lima  market.  Further- 
more, the  day-to-day  expense  of  prop- 
erly caring  for  the  necessary  equipment, 
cooling  and  caring  for  the  milk,  and  the 
care  of  the  milk  barn  and  milk  house 
now  are  substantially  greater  than  those 
required  for  producing  milk  for  manufac- 
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turing  purposes.  To  the  present,  the 
level  of  local  production  of  Grade  A  milk 
has  been  InsufBcient  to  meet  the  de- 
mands of  Class  I  milk  in  the  Lima  mar- 
ket. It  has  been  necessary  for  the  Lima 
health  department  to  approve  substan- 
tial supplies  of  Grade  A  milk  inspected 
by  another  health  department  in  order 
that  handlers  might  supplement  tJieir 
locally  produced  Grade  A  milk  receipts. 
To  reflect  these  additional  costs  in  the 
production  of  Grade  A  milk  and  to  fur- 
nish the  necessary  incentive  for  other 
dairy  farmers  to  prepare  for  the  produc- 
tion of  Grade  A  milk  so  as  to  provide  a 
sufficient  quantity  of  pure  and  wholesome 
milk  for  the  marketing  area,  the  prices  of 
Grade  A  milk  should  be  established  at  a 
substantially  higher  level  than  the  price 
of  milk  produced  for  manufacturing  pur- 
poses. ALso.  under  present  conditions 
prices  In  the  Lima  market  should  be 
somewhat  higher  than  in  the  other  fluid 
milk  markets  drawing  milk  .supplies  from 
the  same  area.  The  evidence  indicates 
that  costs  of  producing  milk  to  conform 
to  Lima  Grade  A  requirements  are  some- 
what greater  currently  than  those  of 
producing  milk  for  such  other  markets. 
Differentials  proposed  by  distributors 
would  result  in  prices  lower  than  those  in 
competing  markets,  although  it  must  be 
concluded  from  testimony  regarding 
competing  market  prices  that  such  lower 
prices  would  not  be  adequate  to  Insure 
a  suflBcient  supply  of  producer  milk  of 
Grade  A  quality  for  the  Lima  market. 

Class  I  prices  resulting  from  the  addi- 
tion to  the  proposed  basic  formula  price 
of  differentials  of  $1.15  for  the  delivery 
periods  September  through  January,  in- 
clusive. $0.85  for  April.  May.  and  June, 
and  $1.00  for  all  other  months  should 
establish  producer  prices  at  a  reasonable 
level  that  will  maintain  a  sufficient  quan- 
tity of  approved  milk.  However,  as 
stated  previously,  the  record  indicates  a 
deficiency  of  Lima  Inspected  Grade  A 
milk  for  the  balance  of  this  year.  In  or- 
der to  provide  an  incentive  for  produc- 
ers to  qualify  for  Grade  A  milk  produc- 
tion to  thus  insure  a  sufficient  supply. 
It  is  considered  necessary  that  the  price 
differential  of  Class  I  milk  be  set  at  the 
level  of  $1.15  for  the  balance  of  1949. 

A  seasonal  change  in  the  differentials 
seems  desirable  to  encourage  relatively 
lower  spring  and  higher  fall  production 
In  order  to  encourage  a  closer  correla- 
tion of  production  and  demand.  Sea- 
sonal variation  in  differentials  also  would 
bring  about  a  closer  alignment  each 
month  between  milk  prices  In  Lima  and 
In  surrounding  fiuid  milk  markets  since 
the  seasonal  pattern  of  prices  proposed 
herein  follows  closely  that  used  in  these 
surrounding  markets. 

Distributors  testified  that  cream  dis- 
tribution costs  are  higher  than  for  milk 
and.  therefore,  that  the  producer  prices 
for  skim  milk  and  butterfat  used  to  pro- 
duce cream  for  fluid  consumption  should 
be  lower  than  those  established  in  con- 
nection with  fluid  milk.  Producers  con- 
tended any  such  higher  costs  should  be 
reflected  in  the  price  of  cream  to  con- 
sumers. In  consideration  of  the  fact 
that  cream  and  most  fluid  milk  by-prod- 
ucts disposed  of  for  fluid  consumption 
must  be  made  from  Grade  A  milk,  a  lower 
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producer    price    with    respect   to    such 
cream  has  not  been  adopted. 

Lima  milk  distributors  have  very  lim- 
ited manufacturing  facilities  and  milk 
received  in  excess  of  fluid  market  needs 
is  disposed  of  mostly  to  nearby  manu- 
facturing plants.  Producers  proposed 
that  the  price  for  Class  U  milk  be  de- 
termined by  averaging,  for  each  month, 
the  prices  paid  dairy  farmers  by  three 
local  dairy  manufacturing  plants.  Han- 
dlers proposed  use  of  the  same  prices 
and  also  those  paid  by  two  additional 
plants  which  customarily  handle  a  large 
proportion  of  the  seasonal  surplus  of 
the  market  which  would  be  classified  as 
Class  n.  Differences  In  prices  paid  by 
the  five  plants  usually  do  not  exceed  five 
cents  per  hundredweight  In  any  month. 
It  is  therefore  concluded  that  the  price 
for  such  milk  (Class  II  milk)  should  be 
determined  by  averaging  for  each  month, 
the  prices  paid  for  milk  received  from 
dairy  farmers  by  five  local  dairy  manu- 
facturing plants,  Including  the  two 
plants  involved  in  handling  surplus  milk. 
Prices  to  producers  would  be  an- 
nounced on  the  basis  of  milk  testing  3.5 
percent  of  butterfat.  with  a  butterfat 
differential  to  apply  to  milk  testing  other 
than  3.5  percent  in  making  payments  to 
producers.  The  announcement  of  prices 
on  this  basis  follows  the  custom  of  the 
market  and  is  consistent  with  the  posi- 
tions taken  by  both  producers  and 
handlers. 

Producers  proposed  a  butterfat  dif- 
ferential formula  which  produces  a  rela- 
tively high  return  for  butterfat  over  3.5 
percent  and  a  relatively  large  deduction 
from  the  price  of  3.5  percent  milk  for 
milk  testing  less  than  3.5  percent.  The 
provision  establishes  the  butterfat  dif- 
ferential on  a  basis  equivalent  to  the 
weighted  average  value  of  all  butterfat 
in  producer  milk  according  to  its  use  in 
the  two  classes.  The  testimony  indicates 
that  most  of  the  available  butterfat  in 
milk  of  producers  will  be  utilized  in  the 
higher- valued  class  (Class  I  milk)  and 
that  relatively  minor  quantities  will  be 
disposed  of  as  surplus  In  view  of  the  fact 
that  fiuid  cream  for  the  market  must  be 
derived  from  producer  milk  and  Is  in- 
cluded in  Class  I  milk.  This  requirement 
differs  from  those  In  many  other  mar- 
kets. The  formula  will  reflect  th«  aver- 
age value  of  butterfat  In  all  uses  made 
by  handlers. 

The  purchasing  power  of  milk  during 
the  base  period  August  1909-July  1914 
cannot  be  satisfactorily  determined  from 
available  statistics  of  the  Department  of 
Agriculture.  There  are  no  available 
records  of  prices  paid  to  dairy  farmers 
for  milk  for  the  Lima  market  for  either 
the  August  1909-July  1914  or  the  Au- 
gust 1919-July  1929  base  periods.  Prices, 
however,  are  available  for  the  nearby 
fluid  milk  market  of  Toledo.  Ohio,  for 
the  base  period  August  1919-July  1929, 
and  are  included  in  record  of  the  Lima 
hearing.  General  production  conditions 
In  the  Toledo  milk  shed  are  very  similar 
to  those  prevailing  In  the  Lima  milk  shed. 
It  is  therefore  determined  that  the  pur- 
chasing power  of  milk  can  be  satisfac- 
torily determined  from  available  sta- 
tistics of  the  Department  of  Agricultture 
for  the  period  August  1919-July  1929. 
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Prices  being  paid  to  dairy  farmers  for 
milk  at  the  time  of  the  hearing  as  testi- 
fied by  Lima  distributors  were  close  to 
prices  paid  for  milk  for  corresponding 
uses  In  the  Toledo  market.  The  latest 
Issue  of  the  Ohio  Monthly  Dairy  Report 
available  in  the  record  shows  that  the 
market  average  price  to  producers  for  all 
milk,  including  premiums,  for  May  1948 
was  .'55.18  for  the  Lima  market  and  $5  10 
for  the  Toledo  market.  The  parity  price 
for  all  milk  (3.5  percent  butterfat  basis) 
at  Lima  was  $4.51  per  hundredweight  in 
September  1948. 

It  is  estimated  that  the  uniform  price 
resulting  from  the  proposed  class  price 
formulas  would  average  slightly  above 
the  average  of  uniform  prices  which  will 
prevail  in  the  Toledo  market.  This 
difference  is  justified  by  production  con- 
ditions peculiar  to  the  Lima  market  as 
explained  hereinabove.  To  the  extent 
that  the  recommended  class  prices  will 
result  In  uniform  prices  for  Lima  pro- 
ducers exceeding  such  parity  level,  they 
are  fully  justified  on  the  ba.<;is  of  evi- 
dence concerning  the  price  and  supolies 
of  feeds  and  other  economic  conditions 
affecting  market  supply  and  demand  for 
milk,  and  to  such  extent  the  parity  price 
level  is  not  reasonable. 

(7)  It  is  concluded  that  a  "market- 
wide"  pool  should  be  established  for  the 
purpose  of  distributing  among  producers 
the  returns  for  their  milk. 

Under  the  market-wide  type  cf  pool  all 
producers  would  receive  a  unlfonn  price 
computed  on  the  basis  of  the  combined 
classification  value  of  producer  milk  of 
all  handlers.  The  "Individual  handler" 
pool  also  was  considered  at  the  hearing. 
Under  the  latter  type  of  pool  a  uniform 
price  for  each  handler  would  be  com- 
puted on  the  basis  of  his  particular  utili- 
zation of  milk. 

Producers  discussed  the  relative  merits 
of  both  the  individual  handler  pool  and 
the  market-wide  f>oo1.  They  alleged  the 
following  in  regard  to  the  two  types  of 
pools:  The  individual  handler  pool  Is 
simpler  to  operate;  lends  to  prompt  de- 
termination of  the  uniform  prices;  does 
not  require  an  adjustment  fund  to 
equalize  the  handler's  payments;  and, 
does  not  attract  large  market  surplases  as 
might  be  possible  under  the  market-wide 
pool.  The  market-wide  pool  contributes 
to  the  stability  of  the  market  In  that  It 
does  not  induce  producers  to  shift  be- 
tween handlers;  it  permits,  however,  an 
easier  shift  of  producers  in  the  event  It 
Is  necessary  to  adjust  supplies  between 
handlers;  all  producers  receive  the  same 
uniform  price;  and.  handlers  who  have 
facilities  and  who  ordinarily  carry  the 
market  surplus  would  be  able  to  pay  to 
producers  the  same  uniform  price  as 
other  handlers. 

Distributors  made  the  following  points 
In  their  support  of  a  market-wide  pool: 
Handlers  are  primarily  in  the  fluid  milk 
distribution  business  and  dispose  of  .sur- 
plus milk  to  manufacturing  plants  rather 
than  to  one  particular  handler  for  use  In 
his  manufacturing  operations;  and.  there 
probably  would  be  very  little  difference 
In  the  uniform  prices  paid  by  handlers 
under  an  individual  handler  pool  al- 
though whatever  differences  might  oc- 
cur would  be  just  sufficient  to  create  dis- 
satisfaction among  producers. 
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The  testimony  indicates  that  his- 
torically all  distributors  In  the  market 
have  tended  to  pay  approximately  the 
same  price  to  producers.  It  Is  possible 
that  an  individual-handler  pool  would 
establish  as  many  different  uniform 
prices  as  there  are  handlers  in  the  mar- 
ket. This  would  tend  to  Induce  pro- 
ducers to  shift  from  handlers  with  rela- 
tively low  uniform  prices  to  handlers 
with  relatively  high  uniform  prices. 
There  was  no  evidence  to  indicate  that 
there  is  any  need  at  this  time  for  re- 
apportionment of  milk  supplies  between 
handlers.  In  the  absence  of  operating 
experience  in  the  market,  it  is  concluded 
that  a  greater  degree  of  stability  of  sup- 
ply and  price  is  more  likely  if  the  market- 
wide  pool  Is  adopted  at  the  outset  of  the 
program. 

There  was  testimony  also  to  the  effect 
that  a  handler  who  distributes  milk  in 
this  market  area  Is  regulated  already  by 
the  Federal  milk  order  in  effect  in  the 
Cleveland,  Ohio,  marketing  area.  Inas- 
much as  such  handler  is  engaged  In  the 
distribution  of  fluid  milk  in  the  other 
regulated  market,  it  Is  concluded  that 
he  may  continue  as  a  handler  regulated 
primarily  under  such  order.  In  order  to 
prevent  any  competitive  disadvantage  to 
handlers  under  the  Lima  order;  it  is 
provided,  however,  that  such  handler  be 
required  to  pay  into  the  producer-settle- 
ment fund  under  the  Lima  order  any 
amount  by  which  the  Lima  Class  I  milk 
price  exceeds  the  comparable  price  un- 
der the  other  regulation  with  respect  to 
Class  I  milk  disposed  of  from  his  plant 
directly  or  indirectly  into  the  Lima  mar- 
keting area. 

(8)  Certain  other  provisions  should 
be  adopted  in  order  to  carry  out  admin- 
istratively the  purposes  of  the  regulation. 

(a)  Administrative  assessments.  Each 
handler  should  be  required  to  pay  to  the 
market  administrator,  as  his  prorata 
share  in  the  costs  of  administration  of 
the  order,  not  more  than  three  cents  per 
hundredweight,  or  such  lesser  amount  as 
the  Secretary  may  from  time  to  time  pre- 
scribe, on  receipts  of  (D  producer  milk 
and  (2)  other  source  milk  classified  as 
Class  I  milk. 

The  market  administrator  is  required 
to  verify  the  disposition  of  all  milk  re- 
ceived, and  therefore  other  source  milk, 
as  well  as  producer  milk,  should  bear  an 
aproprlate  share  of  the  administrative 
cost.  Substantial  quantities  of  other 
source  milk  are  received  by  handlers  and 
sold  in  direct  competition  with  Grade  A 
milk  from  producers  in  Class  I  uses,  the 
primary  outlet  for  producer  milk.  A 
charge  on  other  source  milk  used  as  Class 
I  milk  will  apportion  the  expenses  more 
equitably  among  handlers.  Both  han- 
dlers and  producers  recognize  that  the 
market  administrator  must  have  the  nec- 
essary funds  to  enable  him  to  administer 
properly  the  terms  of  the  order.  A  wit- 
ness with  experience  in  the  administra- 
tion of  other  orders  testified  as  to  the 
functions  of  the  market  administrator 
and  estimated  the  costs  of  administra- 
tion in  a  market  such  as  Lima.  In  view 
of  the  anticipated  volume  of  milk  on 
which  the  rate  would  apply,  a  maximum 
rate  of  three  cents  per  hundredweight 
should  be  adopted  to  guarantee  sufficient 
administrative  income.    In  the  event  a 


lesser  amount  proves  upon  experience  to 
be  sufficient  for  proper  administration, 
provision  should  be  made  to  enable  the 
Secretary  to  reduce  the  assessment  ac- 
cordingly without  the  necessity  of 
amending  the  order.  The  act  provides 
that  such  assessments  shall  l>e  the  means 
of  financing  costs  of  administration. 

(b)  Deductions  for  m,arketing  services. 
In  conformity  with  the  act,  provision 
should  be  Included  for  furnishing  mar- 
keting services  for  producers  who  do  not 
belong  to  a  cooperative  as.sociatlon  per- 
forming such  services,  with  appropriate 
deductions  therefor.  Such  provision  is 
specifically  authorized  by  the  act,  and  the 
proponents  of  the  order  proposed  a  rate 
of  assessment  of  4  cents  pen  hundred- 
weight with  respect  to  the  milk  of  such 
producers  to  cover  expenses  in  connec- 
tion with  the  services  to  be  rendered. 
The  cost  of  performing  services  with  re- 
spect to  the  milk  of  producers  affected 
by  this  provision  will  vary  witfi  the 
amount  of  milk  involved  at  any  given 
time.  The  evidence  shows  that  the  rate 
of  four  cents  F>er  hundredweight  as  pro- 
posed by  producers  is  similar  to  that  cur- 
rently provided  in  the  order  at  Columbus. 
Ohio.  The  proponents,  who  have  had 
experience  with  such  check-sampling, 
weighing  and  testing  programs  under 
another  similar  regulation  at  Toledo, 
Ohio,  expressed  the  opinion  based  on 
such  experience  that  these  services  could 
be  accomplished  within  the  four-cent 
rate.  No  testimony  was  offered  to  show 
the  propriety  of  another  rate  of  assess- 
ment. The  deductions  for  these  services 
from  payments  to  producers  should  be  at 
the  rate  of  four  cents  per  hundredweight 
of  milk.  The  balance  of  the  amount 
received  would  be  used  to  cover  costs  of 
market  Information  to  be  furnished  by 
the  market  administrator.  In  the  event 
any  qualified  coop>erative  association  of 
producers  is  determined  to  be  perform- 
ing such  services  for  its  members,  han- 
dlers would  be  required  to  pay  to  the 
cooperative  association  such  deductions 
as  are  authorized  by  the  members  of  the 
association. 

(c)  Reports  and  records.  Provisions 
should  be  included  in  the  order  for  the 
purpose  of  requiring  handlers  to  main- 
tain adequate  records  and  to  make  cer- 
tain reports.  Such  records  and  reports 
are  necessary  for  the  purpose  of  deter- 
mining proper  classification,  pricing  and 
payment  relative  to  the  milk  of  produc- 
ers. Producers  proposed  that  such  re- 
ports be  filed  with  the  market  adminis- 
trator on  or  before  the  5th  da|r  after  the 
end  of  the  delivery  period.  Handlers,  on 
the  other  hand,  suggested  filing  on  or 
before  the  7th  day  following  the  delivery 
period.  It  is  necessary  to  allow  sufficient 
time  following  the  delivery  period  for  the 
compiling  and  filing  of  reports  by  the 
handler.  On  the  other  hand,  the  com- 
putation of  the  uniform  price  and  pay- 
ments to  producers  should  not  be  unduly 
delayed.  It  is  concluded  that  the  7th 
day  following  the  delivery  period  is  the 
latest  date  on  which  such  reports  should 
be  filed  with  the  market  administrator. 

(d)  Audits.  Provisions  should  be  in- 
cluded In  the  order  to  provide  for  the 
auditing  of  each  handler's  reports  and 
records  to  Insure  producers  the  proper 
returns  for  milk  as  provided  for  in  the 


other  sections  of  the  order.  It  Is  neces- 
sary that  the  handler  provide  also  what- 
ever facilities  are  necessary  to  verify 
reports  or  to  ascertain  the  correct  Infor- 
mation regarding  the  receipts  and 
utilization  of  milk  and  payments  to 
producers. 

(e)  Payments  to  producers.  Although 
the  uniform  price  is  computed  only  once 
a  month,  provision  should  be  made  for 
payment  to  producers  semi-monthly. 
Producers  proposed  an  "advance  "  pay- 
ment covering  mHk  delivered  during  the 
first  15  days  of  the  delivery  period  to  be 
made  on  or  before  the  last  day  of  the 
delivery  period.  Producers  customarily 
have  been  paid  twice  a  month  and  It  is 
concluded  that  this  practice  should  be 
continued  in  the  interest  of  prompt  pay- 
ment. Handlers  offered  no  opposition 
to  this  plan  of  payment.  The  record 
Indicates  that  the  mid-delivery  period 
payment  should  be  fixed  at  the  rate  of 
the  uniform  price  for  the  preceding  de- 
livery period.  The  final  payment  for 
each  delivery  period  should  be  made  on 
or  before  the  18th  day  after  the  end  of 
such  delivery  period.  Dates  for  the  fil- 
ing of  handler  repwrts  and  for  the 
computation  and  announcement  of  the 
uniform  price  have  been  adjusted  In  a 
manner  which  will  permit  handlers  to 
make  required  payments  both  to  pro- 
ducers and  the  producer — settlement 
fund  within  the  respective  dates  pre- 
scribed. Thus,  a  rca.sonably  adequate 
time  is  allowed  handlers  in  which  to 
make  final  payments  to  producers. 
Since  no  uniform  price  would  be  avail- 
able on  which  to  compute  the  "advance" 
payment  for  the  first  delivery  period,  it 
Is  concluded  that  the  average  price  paid 
by  handlers  covered  by  a  similar  regula- 
tion at  Toledo,  Ohio,  should  be  employed 
In  making  the  first  of  such  "advance" 
payments. 

(f)  Other  administrative  provisions. 
The  marketing  agreement  and  order 
should  Include  other  general  adminis- 
trative provisions  which  are  common  to 
all  orders  and  have  been  found  from  ex- 
perience to  be  necessary  for  proper  and 
efficient  administration.  These  provi- 
sions provide  for  the  selection  of  a  market 
administrator,  define  his  powers  and 
duties,  prescribe  the  information  to  be 
reported  by  handlers  each  month,  set 
forth  the  rules  to  be  followed  by  the 
market  administrator  In  making  compu- 
tations required  by  the  order,  and  provide 
for  a  plan  for  liquidation  of  the  order 
in  the  event  of  its  suspension  or 
termination. 

It  is  provided  further  that  a  "pro- 
ducer-handler" shall  be  exempt  from 
regulation  for  all  practical  purposes  ex- 
cept for  the  requirement  that  he  shall 
file  reports  as  may  be  requested  by  the 
market  administrator.  The  producer- 
handler  maintains  control  of  his  milk 
until  ultimate  disposition  and  in  this  re- 
spect his  .situation  differs  from  the  regu- 
lar producer.  Unlike  the  producer  who 
delivers  milk  to  a  handler,  he  Is  In  a 
position  to  know  how  his  milk  Is  being 
used  and  to  have  a  voice  in  the  terms  on 
which  it  Is  sold.  On  the  other  hand, 
such  persons  frequently  change  their 
status.  It  Is  necessary  therefore  for  the 
market  administrator  to  have  authority 
to  require  reports  from  the  producer- 
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handler  in  order  to  ascertain  whether 
such  a  person  has  become  a  handler  pur- 
chasing milk  from  other  producers. 

The  order  provides  also  for  the  reten- 
tion of  necessary  records  by  handlers  and 
for  the  ultimate  termination  of  obliga- 
tions. It  is  necessary  for  handlers  to  re- 
tain records  in  order  to  prove  the  utili- 
zation of  milk  and  the  payments  made  to 
producers.  It  Is  necessary  that  these 
records  be  kept  for  a  substantial  period 
of  time  since  some  transactions  with  re- 
spect to  the  handling  of  the  producers' 
milk  are  not  completed  and  audited  until 
several  months  after  producers  have  de- 
livered the  milk  to  the  handler's  plant. 
Detailed  records  of  this  kind  soon  as- 
sume tremendous  physical  proportions 
and  become  burdensome  for  this  reason. 
It  is  necessary  that  a  definite  time  period 
be  provided  within  which  handlers  must 
maintain  their  records  and  after  which 
they  will  he  relieved  of  so  doing.  The 
order  should  provide  that  handlers  shall 
retain  records  for  three  years  after  the 
end  of  the  delivery  period  or  month  to 
which  such  records  relate.  In  terms  of 
the  volume  of  records  which  would  be  re- 
tained and  the  types  of  transactions  in- 
volved in  disposing  of  milk,  the  retention 
of  records  for  three  years  is  concluded 
to  be  a  reasonable  requirement.  If  liti- 
gation is  in  progress,  it  may  be  necessary 
to  require  records  to  be  retained  for  a 
longer  period  and  provision  should  be 
made  for  this  contingency. 

The  order  should  provide  for  the  ter- 
mination of  obligations  to  handlers  after 
a  reasonable  period  of  time  has  elapsed. 
Without  such  a  provision  handlers  may 
file  claims  which,  because  the  period  In- 
volved  might   extend  back   over  many 
years,  could  be  in  substantial  amounts. 
This  creates  uncertainties  which  could 
endanger  the  stability  of  the  market  and 
lead  to  serious  inequities.     The  order 
should  provide  that  any  obligation  to  pay 
a    handler   shall   terminate   two    years 
after  the  month  in  which  the  milk  was 
received  if  an  underpayment  Is  claimed, 
or  within  two  years  after  payment  was 
made  if  a  refund  is  claimed,  unless  within 
such  period  of  time,  the  handler  files  a 
petition,  pursuant  to  section  8c  (15>  <A) 
of  the  act,  claiming  such  money.    Han- 
dlers also  need  the  protection  of  provi- 
sions  terminating   their  obligations  to 
make  payments.    Since  handlers  cannot 
be  forewarned  always  as  to  contingent 
liabilities,  it  Is  extremely  difficult  and 
burdensome  for  them  to  make  adequate 
provision  therefor  by  setting  up  reserves 
or  by  taking  other  precautionary  meas- 
ures.   The  obligation  of  any  handler  to 
pay  money  should,  except  under  certain 
extraordinary  conditions,  such  as  litiga- 
tion, terminate  two  years  after  the  last 
day  of  the  month  during  which  the  mar- 
ket administrator  receives  the  handler's 
report  of  utilization  of  the  milk  involved 
In  such  obligation,  unless  within  such 
two-year  period  the  market  administra- 
tor notifies  the  handler  in  writing  that 
such  money  Is  due  and  payable.     It  is 
concluded  that  In  general  a  period  of  two 
years  is  a  reasonable  time  within  which 
a  market  administrator  should  complete 
his  auditing  and  inspection  work  and 
render  any  billings  for  money  due  under 
the  order.    Provisions  are  necessary  also, 
as  contained  in  the  order  included  in 
No.  78 3 


this  decision,  to  meet  such  contingencies 
as  failure  of  the  handler  to  submit  re- 
quired books  and  records  and  to  deal 
with  situations  where  fraud  or  willful 
concealment  of  information  may  be  in- 
volved. 

It  was  proposed  that  if  a  handler  fails 
to  make  the  required  reports  or  pay- 
ments, his  name  will  be  publicly  an- 
nounced by  the  market  administrator, 
unless  otherwise  directed  by  the  Secre- 
tary. Such  a  provision  is  provided  for 
by  the  act  and  it  Is  concluded  that  its 
adoption  will  facilitate  the  enforcement 
of  the  terms  of  the  order. 

General  findings,  (a)  The  propo.sed 
marketing  agreement  and  the  order  and 
all  of  the  terms  and  conditions  thereof 
will  tend  to  effectuate  the  declared  policy 
of  the  act; 

<b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  .section  2  and 
section  Be  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feeds,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  proposed 
marketing  agreement  and  the  order  are 
such  prices  as  will  reflect  the  aforesaid 
factors,  insure  a  sufficient  quantity  of 
pure  and  wholesome  milk,  and  be  in  the 
public  interest ;  and 

(c)  The  proposed  marketing  agree- 
ment and  the  order  will  regulate  the 
handling  of  milk  in  the  same  manner  as, 
and  will  be  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  spec.fled  In,  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

Proposed  findings  and  conclusions. 
Briefs  were  filed  on  behalf  of  both  the 
producers'  association  and  the  majority 
of  the  handlers.  The  briefs  contained 
proposed  findings  of  fact,  conclusions 
and  argument  with  respect  to  the  pro- 
posals discussed  at  the  hearing.  Every 
point  covered  in  the  briefs  was  carefully 
considered  along  with  the  evidence  In 
the  record  in  making  the  findings  and 
reaching  the  conclusions  hereinbefore 
set  forth.  To  the  extent  that  such  sug- 
gested findings  and  conclusions  con- 
tained In  the  briefs  are  Inconsistent  with 
the  findings  and  conclusions  contained 
herein  the  request  to  make  such  findings 
or  to  reach  such  conclusions  are  denied 
on  the  basis  of  the  facts  foimd  and 
stated  in  connection  with  the  conclusions 
in  this  decision. 

Recommended  marketing  agreement 
and  order.  The  following  order  is 
recommended  as  the  detailed  and  appro- 
priate means  by  which  these  conclusions 
may  be  carried  out.  The  proposed  mar- 
keting agreement  is  not  included  be- 
cause the  regulatory  provisions  thereof 
would  be  the  same  as  those  contained  In 
the  order: 

Section  1.  Definitions.  The  following 
terms  as  used  herein  shall  have  the  fol- 
lowing meanings: 

(a)  "Act"  means  Public  Act  No.  10, 
73d  Congress,  as  amended  and  as  reen- 
acted  and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.  S.  C,  1946  ed.  601  et  seq.) , 


(b)  "Secretary"  means  the  Secretary 
of  Agriculture,  or  such  other  officer  or 
employee  of  the  United  States  authorized 
to  exercise  the  powers  or  to  perform  the 
duties  of  the  said  Secretary  of  Agricul- 
ture. 

<c)  "U.  S.  D.  A."  means  the  United 
States  Department  of  Agriculture. 

(d)  "Person"  means  an  individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(e>  "Lima.  Ohio,  marketing  area" 
hereinafter  called  the  "marketing  area" 
means  the  territory  within  the  corporate 
limits  of  Lima,  in  the  Ccimty  of  Alien, 
State  of  Ohio. 

<f>  "Delivery  period"  means  the  cal- 
endar month,  or  that  portion  of  the  crl- 
endar  month,  during  which  the  p:cvi- 
slons  of  this  order  or  of  any  amendment 
thereto  are  effective. 

(g)  "Grade  A  milk"  means  milk  pro- 
duced by  a  person  holding  a  dairy  fcrm 
inspection  permit  issued  by  the  Lima, 
Ohio,  Board  of  Health  for  the  produc- 
tion of  Grade  A  milk,  which  is  permitted 
by  such  health  authority  to  be  disposed 
of  as  Grade  A  milk. 

»h)  "Fluid  milk  plant"  means  a  plant 
or  other  facilities  used  in  the  preparation 
or  processing  of  Grade  A  milk  all  or  a 
portion  of  which  is  sold  or  disposed  of 
In  the  marketing  area  as  Class  I  milk. 

(i)  "Producer"  means  any  person  who 
produces  Grade  A  milk  received  <  1 )  at  a 
fluid  milk  plant,  or  (2 )  at  any  other  plant 
by  diversion  from  a  fluid  milk  plant  for 
the  account  of  a  handler  or  a  cooperative 
association. 

(j)  "Producer  milk"  means  milk  pro- 
duced by  one  or  more  producers  under 
the  conditions  set  forth  in  <i)  of  this 
section. 

<k)  "Handler"  means  any  person  who 
(1)  operates  a  fluid  milk  plant;  (2)  either 
directly  or  indirectly  disposes  of  milk, 
skim  milk,  buttermilk,  or  flavored  milk 
drink  to  a  wholesale  or  retail  stop's) 
in  the  marketing  area  other  than  a  fluid 
milk  plant;  or  <3)  any  cooperative  a.sso- 
ciation  with  respect  to  producer  miik 
diverted  by  it  from  a  fluid  milk  plant  to 
any  plant  not  a  fluid  milk  plant  for  the 
account  of  such  association. 

(1)  "Producer-handler"  means  any 
person  who  is  both  a  producer  and  a 
handler  and  who  receives  no  milk  from 
other  producers:  Provided,  That  <1)  the 
maintenance,  care  and  management  of 
the  dairy  animals  and  other  resources 
necessary  to  produce  milk  is  the  per- 
sonal enterprise  of  and  at  the  personal 
risk  of  such  person  in  his  capacity  as 
a  producer  and  (2)  the  processing,  pack- 
aging, and  distribution  of  the  milk  Is  the 
personal  enterprise  of  and  at  the  per- 
sonal risk  of  such  person  in  his  capacity 
as  a  handler. 

(m)  "Other  source  milk"  means  all 
skim  milk  and  butterfat  received  other 
than  producer  milk,  except  (1)  receipts 
from  a  producer-handler,  and  (2)  any 
non-fluid  milk  product  received  and  dis- 
posed of  In  the  same  form. 

(n)  "Cooperative  Association"  means 
any  cooperative  marketing  association  of 
producers  which  the  Secretary  deter- 
mines, after  application  by  the  associa- 
tion: (1)  To  be  qualified  under  the  pro- 
vi-sions  of  the  act  of  Congress  of  Febru- 
ary 18.  1922,  as  amended,  known  as  the 
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"Capper-Volstead  Act";  (2>  to  have  full 
authority  in  the  sale  of  milk  of  its  mem- 
bers and  to  be  engaged  in  making  col- 
lective sales  or  marketing  milk  or  Its 
products  for  its  members;  and  O)  to 
have  all  of  its  activities  under  the  control 
of  its  members. 

Sec.  2.  Market  Administrator — (&) 
Designation.  The  agency  for  the  admin- 
istration hereof  shall  be  a  market  ad- 
ministrator, selected  by  the  Secretary, 
who  shall  be  entitled  to  such  compensa- 
tion as  may  be  determined  by.  and  shall 
be  subject  to  removal  by  the  Secretary. 

(b)  Powers.  The  market  administra- 
tor shall  have  the  following  powers  with 
respect  to  this  order: 

a )  To  administer  its  terms  and  pro- 
visions; 

(2)  To  receive,  investigate,  and  report 
to  the  Secretary,  complaints  of  viola- 
tions ; 

(3>  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

( 4 )  To  recommend  amendments  to  the 
Secretary. 

(c)  Duties.  The  market  administrator 
shall  perform  air  duties  necessary  to  ad- 
minister the  terms  and  provisions  of  this 
order.  Including,  but  not  limited  to,  the 
following: 

( 1 )  Within  30  days  following  the  date 
on  which  he  enters  upon  his  duties, 
execute  and  deliver  to  the  Secretary  a 
bond,  effective  as  of  the  date  on  which 
he  enters  upon  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary; 

(2)  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  Its  terms  and 
provisions: 

(3>  Obtain  a  bond  In  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator; 

(4)  Pay  out  of  the  funds  provided  by 
section  8: 

(i)  The  cost  of  his  bond  and  of  the 
bonds  of  his  employees; 

(11)  His  own  compensation;  and 

<lii)  All  other  expenses,  except  those 
incurred  under  section  9.  necessarily  in- 
curred by  him  in  the  maintenance  and 
functioning  of  his  office  and  in  the  per- 
formance of  his  duties; 

(5>  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  herein,  and  upon  request  by  the 
Secretary  surrender  the  same  to  such 
other  person  as  the  Secretary  may  des- 
ignate; 

i6)  Publicly  announce,  unless  other- 
wise directed  by  the  Secretary,  by  post- 
ing in  a  conspicuous  place  in  his  office 
and  by  such  other  means  as  he  deems 
appropriate,  the  name  of  any  person 
who,  within  10  days  after  the  day  upon 
which  he  is  required  to  perform  such 
acts,  has  not  made  (i)  reports  pursuant 
to  section  3.  or  (ii>  payments  pursuant 
to  sections  7.  8.  9.  10,  or  11  (a) ; 

(7>  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish such  information  and  reports  as 
may  be  requested  by  the  Secretary; 

(8»  Audit  records  of  all  iiandlers  to 
verify  the  reports  and  payments  required 
'  pursuant  to  the  provisions  hereof ;  and 
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(9)  Publicly  announce,  by  posting  In  a 
conspicuous  place  in  his  office  and  by 
such  other  means  as  he  deems  appropri- 
ate, the  prices  determined  for  each  de- 
livery period  as  follows : 

ti)  On  or  before  the  5th  day  after  the 
end  of  such  delivery  period,  the  mini- 
mum prices  for  skim  milk  and  butterfat 
for  each  class  computed  pursuant  to  sec- 
tion 5.  and 

(11)  On  or  before  the  12th  day  after 
the  end  of  such  delivery  period,  the  uni- 
form price  computed  pursuant  to  section 
6  »b)  and  the  butterfat  differential  com- 
puted pursuant  to  section  7  (f ). 

Sec.  3.  Reports,  records,  and  facili- 
ties— (a>  Delivery  period  reports  of  re- 
ceipts and  utilization.  On  or  before  the 
7th  day  after  the  end  of  each  delivery 
period,  each  handler,  except  a  producer- 
handler,  shall  report  to  the  market  ad- 
ministrator, in  the  detail  and  on  forms 
prescribed  by  the  market  administrator, 
the  following  information  with  respect  to 
all  milk  received  from  producers,  all  milk, 
skim  milk,  cream,  and  milk  products  re- 
ceived from  other  handlers,  all  other 
source  milk  received  during  the  delivery 
period  at  his  fluid  milk  plant  (s),  and 
milk  diverted  pursuant  to  sections  1  (i) 
(2>  and  11  <c)  : 

(1)  The  quantities  of  butterfat  and 
skim  milk  contained  in  such  receipts, 
and  their  sources; 

(2)  The  utilization  of  such  receipts; 
and 

(3»  Such  other  information  with  re- 
spect to  such  receipts  and  utilization  as 
the  market  administrator  may  prescribe. 

(b)  Other  reports.  Each  handler  shall 
report  to  the  market  administrator,  in 
the  detail  and  on  forms  prescribed  by 
the  market  administrator,  as  follows,  ex- 
cept that  each  producer-handler  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  In  such  manner  as 
the  market  administrator  may  request: 
On  or  before  the  22d  day  after  the  end 
of  each  delivery  period  his  producer  pay- 
roll for  the  delivery  period,  which  shall 
show  (1)  the  pounds  of  milk  and  the 
percentages  of  butterfat  contained 
therein  received  from  each  producer;  t2) 
the  amounts  and  dates  of  payments  to 
each  producer  or  cooperative  associa- 
tion; and  i3>  the  nature  and  amount  of 
each  deduction  or  charge  involved  In 
the  payments  referred  to  in  subpara- 
graph (2)  of  this  paragraph. 

(c)  Records  and  facilities.  Each  han- 
dler .shall  maintain,  and  make  available 
to  the  market  administrator  during  the 
usual  hours  of  business,  such  accounts 
and  records  of  all  of  his  operations  and 
such  facilities  as,  in  the  opinion  of  the 
market  administrator,  are  necessary  to 
verify  reports,  or  to  ascertain  the  correct 
information  with  respect  to  (1>  the  re- 
ceipts and  utilization  of  all  skim  milk 
and  butterfat  received,  including  all  milk 
products  received  and  disposed  of  in  the 
same  form;  (2)  the  weights  and  tests  for 
butterfat.  and  for  other  contents,  of  all 
milk  and  milk  products  handled;  and 
(3)  payments  to  producers  and  coopera- 
tive associations. 

(d)  Retention  of  records.  All  books 
and  records  required  under  this  order 
to  be  made  available  to  the  market  ad- 
ministrator shall  be  retained  by  the  han- 
dler for  a  period  of  three  years  to  begin 


at  the  end  of  the  calendar  month  to 
which  such  books  and  records  pertain: 
Provided.  That  if.  within  such  three-year 
period,  the  market  administrator  notifies 
a  handler  in  writing  that  the  retention  of 
such  books  and  records  or  of  specified 
books  and  records  is  necessary  in  con- 
nection with  a  proceeding  under  section 
8c  (15)  (A)  of  the  act  or  a  court  action 
specified  in  such  notice,  the  handler  shall 
retain  such  books  and  records,  or  speci- 
fied books  and  records,  until  further 
written  notification  from  the  market  ad- 
ministrator. The  market  administrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  the  termina- 
tion of  the  litigation  or  when  the  records 
are  no  longer  necessary  in  connection 
therewith. 

Sec.  4.  Classification — fa)  Basis  of 
classification.  All  skim  milk  and  butter- 
fat (in  any  form)  received  at  a  fluid  milk 
plant  as  (1)  producer  milk.  (2)  a  transfer 
from  another  fluid  milk  plant,  and  <3) 
other  source  milk,  shall  be  classified  in 
the  classes  set  forth  in  paragraph  (b)  of 
this  section. 

(b»  Classes  of  utilization.  Subject  to 
the  conditions  set  forth  In  paragraphs 
(c).  (d),  (e)  and  (f)  of  this  section,  the 
classes  of  utilization  of  milk  shall  be : 

(1)  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  (i)  in  fluid 
form  as  milk,  skim  mUk,  buttermilk  (ex- 
cept for  livestock  feed),  flavored  milk, 
flavored  milk  drinks  and  sweet  or  sour 
cream;  (il»  as  any  other  milk  product 
defined  by  the  Lima,  Ohio.  Board  of 
Health;  and  (Hi)  as  all  skim  milk  and 
butterfat  not  accounted  for  as  Class  II 
milk. 

(2)  Class  II  milk  shall  be  all  skim  milk 
and  butterfat  accounted  for  as  (1)  used 
to  produce  a  product  other  than  those 
specified  in  subparagraph  (1)  of  this 
paragraph.  (11)  actual  plant  shrinkage 
of  skim  milk  and  butterfat  received  In 
producer  milk  but  not  to  exceed  2  per- 
cent of  such  receipts  of  skim  milk  and 
butterfat,  respectively,  and  (ill)  actual 
plant  shrinkage  of  skim  milk  and  butter- 
fat in  other  source  milk  received:  Pro- 
vided. That  If  producer  milk  ^s  utilized 
as  milk,  skim  milk,  or  cream  in  conjunc- 
tion with  other  source  milk,  the  shrink- 
age allocated  to  each  shall  be  computed 
pro  rata  according  to  the  proportions  of 
the  volume  of  skim  milk  and  butterfat, 
respectively,  received  from  each  such 
source  to  their  total. 

(c)  Interplant  transfers  of  milk, 
cream  and  skim  milk.  Skim  milk  and 
butterfat  disposed  of  in  the  form  of  milk, 
cream,  or  skim  milk  by  a  handler  to  any 
milk  processing  or  milk  manufacturing 
plant,  including  any  other  fiuld  milk 
plant,  shall  be  Class  I  milk,  unless  (D 
Class  II  use  is  indicated  in  writing  to  the 
market  administrator  by  both  the  trans- 
ferring handler  and  the  receiver  on  or 
before  the  7th  day  after  the  end  of  the 
delivery  period  within  which  such  dis- 
position was  made,  and  (2)  the  receiver 
maintains  books  and  records  showing  the 
utilization  of  all  skim  milk  and  butter- 
fat at  his  plant  which  are  made  avail- 
able If  requested  by  the  market  adminis- 
trator for  the  verification  of  such 
reported  utilization:  Provided.  That  In 
no  event  shall  the  amount  so  reported  be 
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greater  than  the  total  amount  so  ur^ed  by 
the  receiver. 

(d)  Responsibility  of  handlers  and  re- 
classification of  viilk.  tl)  All  skim  milk 
and  butterfat  shall  be  classified  as  Class 
I  milk  unless  the  handler  who  first  re- 
ceived such  skim  milk  or  butterfat  proves 
to  the  market  administrator  that  such 
.'kim  milk  or  butterfat  should  be  classi- 
fied otherwLse. 

(2)  Any  skim  milk  or  butterfat  classi- 
fied in  one  class  shall  be  reclassified  if 
used  or  reused  by  such  handler  or  by 
another  handler  in  another  class. 

»e)  Computation  of  skim  milk  and 
butterfat  in  each  class.  For  each  de- 
livery period  the  market  administrator 
shall  correct  for  mathematical  and  for 
obvious  errors  the  delivery  period  report 
.submitted  by  each  handler  and  compute 
the  total  pounds  of  skim  milk  and  but- 
terfat. respectively.  In  Class  I  milk  and 
Class  II  milk  for  such  handler. 

(f)  AUocalion  of  skijn  milk  and  but- 
terfat clas.'iificd.  Tlie  market  adminis- 
trator shall  determine  the  classification 
of  Fkim  milk  and  butterfat  received  from 
producers  as  follows: 

( I )  Butterfat  shall  be  allocated  in  the 
following  manner:  (D  Subtract  from  the 
total  pounds  of  butterfat  in  Class  II  milk 
the  total  pounds  of  butterfat  shrinkage 
pursuant  to  paragraph  <b)  (2)  (iH  and 
(111)  of  this  section. 

(II)  Subtract  from  the  pounds  of  but- 
terfat remaining  In  each  class  the 
pounds  of  butterfat  received  from  other 
handlers  and  used  In  such  class. 

(Hi)  Subtract  from  the  pounds  of  but- 
terfat remaining  in  each  cla.ss.  In  series 
beginning  with  the  Class  n  utilization, 
the  pounds  of  butterfat  in  other  source 
milk  other  than  butterfat  shrinkage  in 
other  source  milk  subtracted  pursuant  to 
subdivision  (1)  of  this  subparagraph. 

(iv)  Add  to  the  pounds  of  butterfat 
remaining  in  Class  II  the  pounds  of  but- 
terfat shrinkage  in  producer  milk  sub- 
tracted pursuant  to  subdivision  (i)  of  this 
subparagraph;  and  If  the  remaining 
pounds  of  butterfat  In  all  cla.sses  exceed 
the  pounds  cf  butterfat  received  In  pro- 
ducer milk,  subtract  such  excess  from  the 
remaining  pounds  of  butterfat  In  each 
class.  In  series  beginning  with  the  Class 
II  utilization.  The  pounds  of  butterf-at 
remaining  shall  be  the  pounds  in  each 
class  allocated  to  producer  milk. 

(2)  Skim  milk  shall  be  allocated  to 
each  class  in  accordance  with  the  same 
procedure  as  outlined  for  butterfat  In 
subparagraph  (1)  of  this  paragraph. 

Sec.  5.  Minimum  class  prices  —  (a> 
Basic  formula  price.  The  basic  formula 
price  per  hundredweight  of  milk  to  be 
used  in  computing  the  minimum  prices 
for  Class  I  milk  provided  in  this  section 
shall  be  the  highest  of  the  prices  com- 
puted by  the  market  administrator  pur- 
.suant  to  subparagraphs  (1),  (2),  and 
(3)  of  this  paragraph: 

(1)  Tl^  average  of  the  basic  (or  field) 
prices  per  hundredweight  (computed  to 
the  nearest  tenth  of  a  cent)  reported  to 
have  been  paid,  or  to  be  paid,  for  milk 
of  3.5  percent  butterfat  content  received 
from  farmers  during  the  calendar  month 
within  which  the  delivery  period  occurs 
at  the  following  plants  or  places  for 
which  prices  arc  reported  to  the  market 
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p.dmlnlstrator  by  the  U.  S.  D.  A.  or  by 
the  companies  listed  below: 

Company  and  Location 

Borden  Co..  Black  Creek.  Wis. 
Borden  Co.,  Greenville,  Wis. 
Borden  Co.,  Mount  Pleasant.  Mich. 
Borden  Co..  New  London,  Wis. 
Borden  Co.,  Orfordville,  Wis. 
Carnation  Co.,  Berlin.  Wis. 
Carnation  Co.,  Jefferson.  Wis. 
Carnation  Co.,  Chilton,  Wis. 
Carnation  Co.,  Oconomowoc,  Wis. 
Carnation  Co..  Richland  Center.  Wis. 
Carnation  Co.,  Sparta,  Mich. 
Pet  Milk  Co..  Belleville,  Wis. 
Ptt  MUk  Co.,  CoopersvUle,  Mich. 
Pet  Milk  Co..  Hudson,  Mich. 
Pet  Milk  Co.,  New  Glarus.  Wis. 
Pet  Milk  Co.,  Wayland.  Mich. 
White  House  Milk  Co.,  Manitowoc.  Wis. 
White  House  Milk  Co.,  West  Bend,  Wis. 

(2)  The  price  per  hundredweight 
computed  by  the  market  administrator 
from  the  following  formula: 

(1)  Multiply  by  6  the  arithmetic  aver- 
age of  the  daily  wholesale  prices  per 
pound  of  92-score  butter  en  the  Chicago 
market  a?  reported  by  the  U.  S.  D.  A.  dur- 
ing the  calendar  month  within  which  the 
delivery  period  occurs; 

(ii)  Add  an  amount  equal  to  2.4  times 
the  average  weekly  prevailing  price  per 
pound  of  "Twins"  during  the  calendar 
month  within  which  the  delivery  period 
occurs  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin:  Pro- 
vided, That  if  the  price  of  "Twins"  is 
not  quoted  on  the  Wisconsin  Cheese  Ex- 
change the  weekly  prevailing  price  per 
pound  of  "Cheddars"  shall  be  used ;  and 
(ill »  Divide  by  7.  add  30  percent  there- 
of, and  then  multiply  by  3.5. 

<  3 )  The  price  per  hundredweight  com- 
puted by  the  market  administrator  by 
adding  together  the  plus  amounts  calcu- 
lated pursuant  to  subdivisions  d)  and 
(ill  of  this  subparagraph: 

<l)  Prom  the  arithmetic  average  of 
the  daily  wholesale  prices  per  pound  of 
92-.score  butter  on  the  Chicago  market 
as  reported  by  the  U.  S.  D.  A.  during  the 
calendar  month  within  which  the  de- 
livery period  occurs,  subtract  3  cents, 
add  20  percent  thereof,  and  then  multi- 
ply by  3  5;  and 

(ii)  From  the  arithmetic  average  of 
the  carlot  prices  per  pound  of  nonfat  dry 
milk  .solids  for  human  consumption, 
spray  and  roller  process,  f.  o.  b.  Chicago 
area  manufacturing  plants,  as  reported 
by  the  U.  S.  D.  A.  during  the  calendar 
month  within  which  the  delivery  period 
occurs,  deduct  5.5  cents,  multiply  the  re- 
sult by  8.2. 

(b)  Class  I  milk  prices.  The  mini- 
mum prices  per  hundredweight  to  be 
paid  by  each  handler  for  skim  milk  and 
butterfat  In  producer  milk  received  at 
his  fluid  milk  plant  during  the  delivery 
period,  which  is  classified  as  Class  I  milk, 
shall  be  determined  by  the  market  ad- 
ministrator as  follows: 

(1)  To  the  basic  formula  price  add 
the  following  amounts  for  the  delivery 
jseriods  indicated: 

April,   May,   June. $0.85 

July,  August,  February,  March 100 

All  others — 1- 15 

Provided,  That  the  amount  added  pur- 
suant to  this  subparagraph  shall  be  CI  15 
for  each  delivery  period  In  1949. 
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(2>  Add  together  the  amounts  de- 
termined in  paragraph  (a)  (3)  <i)  and 
(ii)  of  this  section  and  divide  the  sum 
Into  the  amount  determined  in  subdivi- 
sion (i)   of  such  subparagraph. 

(3)  Multiply  the  price  determined  In 
subparagraph  (1)  of  this  paragraph  by 
the  percent  determined  in  subparagraph 
(2)  of  this  paragraph  and  then  divide 
by  0.035.  The  resulting  amount  shall  be 
the  Class  I  butterfat  price  per  hundred- 
weight. 

( 4 )  From  the  price  determined  In  sub- 
paragraph (1)  of  this  paragraph  sub- 
tract the  amount  computed  in  subpara- 
graph (3)  of  this  paragraph  timer,  0.0"5. 
and  divide  the  remainder  by  0.965.  The 
resulting  amount  shall  be  the  Cla.'^s  I 
skim  milk  price  per  hundredweight. 

(c)  Class  II  milk  prices.  The  mini- 
mum prices  per  hundredweight  to  be 
paid  by  each  handler  for  skim  milk  and 
butterfat  in  producer  milk  received  at 
his  fluid  milk  plant  during  the  delivery 
period,  which  is  cla-ssified  as  Class  II 
milk,  shall  be  determined  by  the  market 
administrator  as  follows: 

(1)  Compute  an  arithmetic  average  of 
the  basic  (or  field)  prices  per  hundred- 
weight (computed  to  the  nearest  tenth  of 
a  cent)  reported  to  have  been  paid,  or 
to  be  paid,  for  milk  of  3.5  percent  butter- 
fat content  received  from  farmers 
during  the  calendar  month  in  which  the 
delivery  period  occurs  at  the  following 
plants  or  places  for  which  prices  have 
been  reported  to  the  market  administra- 
tor by  the  U.  S.  D.  A.  or  by  the  companies 
listed  below: 

Company  and  Location 

Defiance  Milk  Product?  Co..  Defiance.  Ohio. 

Pet  Milk  Co..  Coldwater.  Ohio. 

Nestles  Milk  Products  Co..  (uninspected 
milk  price).  Marysville.  Ohio. 

Fisher  Dairy  and  Cheese  (3o..  Wapakoneta, 
Ohio. 

Swift  and  Co.,  Lima,  Ohio. 

(2)  Multiply  the  price  computed  in 
.subparagraph  (D  of  this  paragraph  by 
the  percentage  computed  in  paragraph 
(b)  (2)  of  this  section,  and  then  divide 
by  .035.  The  resulting  amount  shall  be 
the  Class  II  butterfat  price  per  hundred- 
weight. 

(3)  Subtract  from  the  price  computed 
In  subparagraph  (D  of  this  paragraph 
the  amount  computed  in  .<;ubparagraph 
(2)  of  this  paragraph  times  0.035  and 
divide  the  remainder  by  0.965.  The  re- 
sulting amount  shall  be  the  Class  II  skim 
milk  price  per  hundredweight. 

Sec.  6.  Determination  of  uniform  price 
to  producers — (a)  Value  of  producer 
milk.  Except  as  provided  in  section  11 
(a)  the  value  of  producer  milk  received 
by  each  handler  during  the  delivciy  pe- 
riod shall  be  the  sum  of  money  computed 
by  the  market  administrator  by  multiply- 
ing the  hundredweight  of  skim  milk  and 
butterfat  in  each  class  by  the  applicable 
class  prices  and  adding  together  the  re- 
sulting amounts,  and  adding  or  subtract- 
ing, as  the  case  may  be,  the  amount  nec- 
essary to  correct  errors  in  clas.sification 
for  previous  delivery  periods  as  disclosed 
by  audit  of  the  market  administrator: 
Provided,  That  if  a  handler  after  the  sub- 
traction of  other  source  milk  and  receipts 
from  other  handlers,  has  disposed  of  skim 
milk  or  butterfat  which  on  the  basis  of 
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his  reports  for  the  delivery  period,  pur- 
suant to  section  3  (a),  has  been  credited 
to  his  producers  as  having  been  received 
from  them,  there  shall  be  added  to  the 
value  of  his  producer  milk  a  further 
amount  computed  by  multiplying  the 
pounds  In  each  class  as  subtracted  pur- 
suant to  paragraph  (f)  (1)  (iv)  and  (2) 
of  section  4  by  the  applicable  class  price. 

(b)  Computation  of  uniform  price. 
For  each  delivery  period  the  market  ad- 
ministrator shall  compute  a  uniform 
price  per  hundredweight  for  producer 
milk  by: 

« 1  >  Combining  into  one  total  the  values 
computed  pursuant  to  paragraph  (a)  of 
this  section  for  all  handlers  who  reported 
pursuant  to  section  3(a)  for  such  deliv- 
ery period,  except  those  in  default  in 
payments  required  pursuant  to  section  7 
(d)  for  the  preceding  delivery  period; 

(2)  Adding  an  amount  representing 
the  monies  received  in  payment  of  obliga- 
tions arising  for  the  delivery  period  un- 
der section  11  <a) ; 

(3)  Subtracting,  if  the  weighted  aver- 
age butterfat  test  of  all  producer  milk 
represented  by  the  amounts  included  un- 
der subparagraph  (1)  of  this  paragraph 
is  greater  than  3.5  percent  or  adding,  if 
the  weighted  average  butterfat  test  of 
such  milk  is  less  than  3.5  percent,  an 
amount  computed  by  multiplying  the 
total  pounds  of  butterfat  represented  by 
the  difference  of  such  weighted  average 
butterfat  test  from  3.5  percent,  by  the 
butterfat  differential  computed  pursuant 
to  .section  7  if>  multiplied  by  10; 

(4)  Adding  or  subtracting,  as  the  case 
may  be,  the  amount  necessary  to  correct 
errors  in  cla-s.-^iflcation  for  previous  de- 
livery periods  as  disclosed  by  audit  of 
the  market  administrator; 

(5)  Adding  an  amount  representing 
not  less  than  one-half  of  the  unobli- 
gated balance  in  the  producer-settle- 
ment fund; 

(6)  Dividing  the  result  by  the  total 
hundredweight  of  producer  milk  rep- 
resented by  the  amounts  computed  pur- 
suant to  paragraph  (a)  of  this  section; 
and 

(7)  Subtracting  not  less  than  4  cents 
nor  more  than  5  cents. 

(c»  Notification.  On  or  before  the 
12th  day  after  the  end  of  each  delivery 
period,  the  market  administrator  shall 
mp.'I  to  each  handler,  at  his  last  known 
rddress,  a  statement  showing  for  the 
delivery  period: 

(1»  The  amount  and  value  of  his  pro- 
ducer milk  in  each  class; 

(2>  The  uniform  price  computed  pur- 
suant to  paragraph  <b»  of  this  section, 
and  the  butterfat  differential  computed 
pursuant  to  .«;ect!on  7  «f ) ; 

«3>  The  amount  to  be  paid  by  such 
handler  to  the  producer-settlement  fund 
purtuint  to  sections  7  id'  or  11  ta>,  or 
the  amount  due  such  handler  from  the 
producer-.settlement  fund,  pursuant  to 
section  7  (e) ;  and 

(4)  The  amouhts  to  be  paid  by  such 
handler  pursuant  to  sections  8  and  9. 

Sec  7.  Pai/ment  for  milk — (a)  Time 
and  method  of  final  payment.  On  or 
before  the  18th  day  after  the  end  of  each 
delivery  period,  each  handler  shall  pay 
to  each  producer  or  to  a  cooperative  as- 
sociation,  with   respjct   to   milk   which 


was  caused  to  be  delivered  to  him  by 
such  association  either  directly  or  from 
producers  who  have  authorized  such  as- 
sociation to  collect  payment  for  them, 
for  milk  received  from  each  producer  or 
from  a  cooperative  association,  respect- 
ively, during  such  delivery  period  at  not 
less  than  the  uniform  price  adjusted  by 
the  butterfat  differential  pursuant  to 
paragraph  (f)  of  this  section,  less  the 
amount  of  payment  made  pursuant  to 
paragraph  (b)  of  this  section. 

(b)  Partial  payment.  On  or  before 
the  last  day  of  each  delivery  period,  each 
handler  shall  pay  to  each  producer,  or 
to  a  cooperative  association  authorized 
to  receive  payment,  at  not  less  than  the 
uniform  price  for  such  handler  for  the 
preceding  delivery  period,  for  milk  re- 
ceived from  such  producer  or  cooperative 
association  by  such  handler  during  the 
first  15  days  of  the  delivery  period:  Pro- 
vided. That  such  price  for  the  first  de- 
livery period  shall  be  the  average  price 
adjusted  to  3.5  percent  butterfat  content 
paid  to  producers  by  handlers  in  the 
Toledo,  Ohio,  marketing  area  during  the 
preceding  delivery  period  as  reported  by 
the  Toledo  market  administrator:  And 
provided  further.  That  in  the  event  any 
producer  discontinues  shipping  to  such 
handler  during  the  delivery  period,  such 
partial  payments  shall  not  be  made  and 
full  payment  for  all  milk  received  from 
such  producer  during  the  delivery  period 
shall  be  made  on  the  18th  day  after  the 
end  of  the  delivery  period  pursuant  to 
paragraph  (a)  of  this  section. 

(c>  Producer-settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraph  (d>  of 
this  section  and  out  of  which  he  shall 
make  all  payments  to  handlers  pursuant 
to  paragraph  (e)  of  this  section. 

(d)  Payments  to  the  producer-settle- 
ment fund.  On  or  before  the  14th  day 
after  the  end  of  each  delivery  period  each 
handler  shall  make  full  payment  to  the 
market  administrator  of  any  pool  debit 
balance  shown  on  the  account  rendered 
pursuant  to  section  6  (c)  for  such  de- 
livery period. 

(e>  Payments  out  of  the  producer-set- 
tlement fund.  On  or  before  the  16th  day 
after  the  end  of  each  delivery  period, 
the  market  administrator  shall  pay  to 
each  handler  any  pool  credit  balance 
shown  on  the  account  rendered  pursuant 
to  section  6  (c>  for  such  delivery  period, 
less  any  unpaid  obligations  of  the  han- 
dler: Provided,  That  if  the  balance  in 
the  producer-settlement  fund  is  insuffi- 
cient to  make  all  payments  to  such  han- 
dlers pursuant  to  this  paragraph,  the 
market  administrator  shall  reduce  uni- 
formly such  payments  and  shall  com- 
plete such  payments  as  soon  as  the 
necessary  funds  become  available. 

(f>  Producer  butterfat  differential. 
In  making  payments  pursuant  to  para- 
graph (a)  of  this  section  the  uniform 
price  shall  be  adjusted  for  each  one- 
tenth  of  one  percent  of  butterfat  content 
in  the  milk  of  each  producer  above  or 
below  3.5  percent,  as  the  case  may  be.  by 
a  butterfat  difirwential  (computed  to  the 
nearest  tenth  of  a  cent)  computed  as  fol- 
lows: Divide  the  total  value  of  all  butter- 


fat. computed  pursuant  to  section  6  (a) 
by  the  total  pounds  of  butterfat  used  in 
such  computation  and  divide  the  result 
by  10. 

Sec  8.  Expense  of  administration.  A* 
his  pro  rata  share  of  expense  incurred 
pursuant  to  section  2  (c)  (4),  each  han- 
dler shall  pay  the  market  administrator, 
on  or  before  the  14th  day  after  the  end 
of  each  delivery  period.  3  cents  per  hun- 
dredweight, or  such  lesser  amount  as  the 
Secretary  may  from  time  to  time  pre- 
scribe, with  respect  to  receipts,  during 
such  delivery  period,  of  (1)  producer 
milk  (including  any  milk  of  such  han- 
dler's own  production),  and  (2)  other 
source  milk  at  a  fluid  milk  plant  and 
classified  as  Class  I  milk:  Provided,  That 
a  handler  who  receives  only  other  source 
milk  shall  make  such  payments  with  re- 
spect to  all  milk  disposed  of  as  Class  I 
milk  within  the  marketing  area. 

Sec.  9.  Marketing  services — (a)  De- 
ductions for  marketing  services.  Except 
as  set  forth  in  paragraph  (b)  of  this  sec- 
tion, each  handler,  in  making  payments 
to  prodircers  pursuant  to  section  7  (a), 
with  respect  to  all  milk  received  from 
each  producer  (except  milk  of  such  han- 
dler's own  production)  at  a  plant  not 
operated  by  a  cooperative  a.ssociation  of 
which  such  producer  is  a  member,  shall 
deduct  4  cents  per  hundredweight  of 
milk,  or  such  lesser  amount  as  the  Secre- 
tary may  from  time  to  time  prescribe, 
and  on  or  before  the  14th  day  after  the 
end  of  such  delivery  period,  shall  pay 
such  deductions  to  the  market  adminis- 
trator. Such  moneys  shall  be  expended 
by  the  market  administrator  to  verify 
weights,  samples  and  tests  of  milk  of 
such  producers  and  to  provide  such  pro- 
ducers with  market  information,  such 
services  to  be  performed  by  the  market 
administrator,  or  by  an  agent  engaged 
by  and  responsible  to  him. 

(b)  Cooperative  association.  In  the 
case  of  producers  whose  milk  is  received 
at  a  plant  not  operated  by  a  cooperative 
association  of  which  such  producers  are 
members,  and  for  whom  a  cooperative  as- 
sociation is  actually  performing  the  serv- 
ices described  in  paragraph  (a»  of  this 
section,  as  determined  by  the  market  ad- 
ministrator, each  handler  shall  make.  In 
lieu  of  the  deductions  specified  in  para- 
graph (a)  of  this  section,  such  deduc- 
tions from  payments  required  pursuant 
to  section  7  <a>  as  may  be  authorized  by 
the  membership  agreement  or  contract 
between  such  cooperative  association  and 
such  producers,  and  pay  such  deductions 
on  or  before  the  14th  day  after  the  end 
of  such  delivery  period  to  the  coopera- 
tive association  rendering  such  services 
of  which  such  producers  are  members. 

Sec.  10.  Errors  in  payments.  When- 
ever audit  by  the  market  administrator 
of  any  handler's  reports,  books,  records, 
or  accounts  discloses  errors  resulting  in 
moneys  due  (1>  the  market  administra- 
tor from  such  handler,  or  smh  handler 
from  the  market  administrator  pursuant 
to  sections  7.  8.  9,  or  11  (a)  or  (2)  any 
producer  or  cooperative  as.sociation  from 
such  handler  pursuant  to  section  7.  the 
market  administrator  shall  promptly  no- 
tify such  handler  of  any  ."^uch  amount 
due;  and  payment  thereof  shall  be  made 
on  or  before  the  next  date  for  making 


payment  set  forth  In  the  provision  under 
which  such  error  occurred,  following  the 
6th  day  after  such  notice. 

Sec  11.  Application  of  provisions — 
(a)  Exempt  milk.  Milk  received  by  a 
handler  the  handling  of  which  is  subject 
to  the  pricing  and  payment  provisions  of 
any  other  Federal  milk  market  order  is- 
sued pursuant  to  the  act  shall  not  be  sub- 
ject to  the  pricing  and  payment  provi- 
sions hereof,  except  that  for  any  delivery 
period  for  which  the  Class  I  milk  price 
determined  pursuant  to  section  5  (b)  (1) 
exceeds  the  corresponding  minimum 
Class  I  milk  price  (adjusted  by  any  ap- 
plicable location  differential)  provided 
by  such  other  order,  the  handler  shall 
pay  into  the  producer-settlement  fund, 
with  respect  to  all  skim  milk  and  butter- 
fat disposed  of  in  the  marketing  area 
during  the  delivery  period  as  Class  I  milk, 
an  amount  computed  as  follows:  From 
the  total  value  of  such  skim  milk  and 
butterfat  at  the  prices  determined  pur- 
suant to  sections  5  (b)  <5)  and  (6)  sub- 
tract the  total  value  of  such  skim  milk 
and  butterfat  at  prices  computed  by  ap- 
plying the  procedures  prescribed  in  sub- 
paragraphs (2»  to  <6»  of  section  5  <b», 
inclusive,  to  the  Class  I  price  provided 
by  such  other  order. 

(b»  Milk  caused  to  be  delivered  by  co- 
operative associations.  Milk  referred  to 
herein  as  received  from  producers  by  a 
handler  shall  include  milk  of  producers 
caused  to  be  delivered  directly  from  the 
farm  to  the  fluid  milk  plant  of  such 
handler  by  a  cooperative  association 
which  Is  authorized  to  collect  payment 
for  such  milk. 

(c)  Diverted  milk.  (1)  Producer  milk 
diverted  by  an  operator  of  a  fluid  milk 
plant  from  such  plant  to  a  plant  not  a 
fluid  milk  plant  shall  be  deemed  to  have 
been  received  by  the  fluid  milk  plant 
from  which  such  milk  was  diverted. 

(2)  Producer  milk  diverted  by  <a  co- 
operative as.sociation  from  a  fluid  milk 
plant  to  a  plant  not  a  fluid  milk  plant 
shall  be  deemed  to  have  been  received 
by  such  association. 

(d)  Producer-handlers.  Sections  4,  5, 
6.  7,  8.  9  and  10  shall  not  apply  to  the 
milk  of  a  producer-handler. 

Sec  12.  Effective  time.  The  provisions 
hereof,  or  of  any  amendment  hereto, 
shall  become  effective  at  such  time  as  the 
Secretary  may  declare  and  shall  con- 
tinue in  force  until  suspended  or  termi- 
nated. 

Sec  13.  Termination  of  obligation. 
(a  >  The  obligation  of  any  handler  to  pay 
money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided In  paragraphs  (b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  report  of  utilization  of  the 
milk  involved  in  such  obligation,  unless 
within  such  two-year  period  the  market 
administrator  notifies  the  handler  In 
writing  that  such  money  is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handlers 
last  known  address,  and  it  shall  contain 
but  need  not  be  limited  to,  the  following 
Information: 

(1)  The  amount  of  the  obligation; 


(2)  The  month (s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3)  If  the  obligation  Is  payable  to  one 
or  more  producers  or  to  a  cooperative 
association,  the  name  of  such  producers 
or  association,  or  if  the  obligation  is 
payable  to  the  market  administrator,  the 
account  for  which  it  is  to  be  paid. 

(b)  If  a  handler  falls  or  refuses,  with 
respect  to  any  obligation  under  this 
order,  to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  or  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may,  within  the  two-year  period 
provided  for  in  paragraph  (a)  of  this 
section,  notify  the  handler  In  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two-year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  such 
books  and  records  pertaining  to  such  ob- 
ligation are  made  available  to  the  mar- 
ket administrator  or  his  representatives. 

(c)  Notwithstanding  the  provi.«;ions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  order  to 
pay  money  shall  not  be  terminated  with 
respect  to  any  transaction  Involving 
fraud  or  wilful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part  of 
the  handler  against  whom  the  obligation 
Is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  admini.^trator  to  pay  a  handler 
any  mcney  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  order 
shall  terminate  two  years  after  the  end 
of  the  calendar  month  during  which  the 
milk  involved  in  the  claim  was  received 
if  an  underpayment  is  claimed,  or  two 
years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15)  (A)  of  the  act,  a  peti- 
tion claiming  such  money. 

Sec.  14.  Suspension  or  termination — 
(a)  When  suspended  or  terminated. 
Whenever  the  S?cretary  finds  this  order 
or  any  provision  thereof  obstructs  or 
does  not  tend  to  effectuate  the  declared 
policy  of  the  act.  he  shall  terminate  or 
suspend  the  operation  of  this  order  or 
any  such  provision  thereof. 

(b)  Continuing  obligations.  If,  upon 
the  suspension  or  termination  of  any  or 
all  provisions  of  this  order  there  are  any 
obligations  thereunder  the  final  accrual 
or  ascertainment  of  which  requires  fur- 
ther acts  by  any  person  (Including  the 
market  administrator),  such  further 
acts  shall  be  performed  notwithstanding 
such  susj)ension  or  termination. 

(c)  Liquidation.  Upon  the  suspension 
of  the  provisions  hereof,  except  this  sec- 
tion, the  market  administrator,  or  such 
other  liquidating  agent  as  the  Secretary 
may  designate,  shall,  If  so  directed  by 
the  Secretary,  liquidate  the  business  of 
the  market  administrator's  office,  dis- 
pose of  all  property  In  his  possession  or 
control.  Including  accounts  receivable, 
and  execute  and  deliver  all  assignments 


or  other  Instruments  neces.cary  or  appro- 
priate to  effectuate  any  such  disposition. 
If  a  liquidating  agent  is  so  designated  all 
assets,  books,  and  records  of  the  market 
administrator  shall  be  transferred 
promptly  to  such  liquidating  agent.  If, 
upon  such  liquidation,  the  funds  on  hand 
exceed  the  amounts  required  to  pay  out- 
standing obligations  of  the  office  of  the 
market  administrator  and  to  pay  neces- 
sary expen.ses  of  liquidation  and  distri- 
bution, such  excess  shall  be  distributed  to 
contributing  handlers  and  producers  in 
an  equitable  manner. 

Sec  15.  Agents.  The  Secretary  may, 
by  designation  in  writing,  name  any 
officer  or  employee  of  the  United.  States 
to  act  as  his  agent  or  representative  in 
connection  with  any  of  the  provisions 
hereof. 

Sec.  16.  Separability  of  provisions. 
If  any  provision  hereof,  or  Its  applica- 
tion to  any  person  or  circumstances,  is 
held  invalid  the  application  of  such  pro- 
visions, and  of  the  remaining  provisions 
hereof,  to  other  F>ersons  or  circumstances 
shall  not  be  effected  thereby. 

Piled  at  Washington,  D.  C,  this  :0:h 
day  of  April  1949. 

IsEAL]  JOHN  I.  Thompson, 

Assistant  Administrc.ior. 

(F.   R.    Doc.   49-3196;    Piled,    Apr.    22,    19<9: 
9:05  a.  m.) 
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Handling  of  Grapefruit  Ghown  in  Ari- 
zona; IN  Imperial  County,  Calif.;  and 
IN  That  Paht  of  Riverside  County, 
Calif.,  Situated  South  and  East  of  the 
San  cioRGOKio  Pass 

DE.^ISICN  WITH  RESPECT  TO  PROPOSED  AMEND- 
MENTS TO  MARKETING  AGREEMENT  AND 
ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  order.';  (7  CFR  and 
Supps.  Part  900;  13  F.  R.  8585),  a  p-.'blic 
hearing  was  held  at  Phoenix.  Arizona, 
beginning  on  December  13.  1948.  and  at 
Coachella.  California,  beginning  on  De- 
cember 15,  1948.  pursuant  to  notice 
thereof  published  in  the  Federal  Regis- 
ter (13  F.  R.  6922).  upon  proposed 
amendments  to  Marketing  Agreement 
No.  96.  hereinafter  referred  to  as  the 
"marketing  agreement."  and  to  Order  No. 
55  (7  CFR.  Cum.  Supp..  Part  955),  here- 
inafter referred  to  as  the  "order,"  regu- 
lating the  handling  of  grapefruit  grown 
in  the  State  of  Arizona;  In  Imperial 
County.  California;  and  in  that  part  of 
Riverside  County,  California,  situated 
south  and  east  of  the  San  Gorgonio  Pass, 
effective  pursuant  to  the  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (7  U.  S.  C.  601 
et  seq.). 

Upon  the  ba.sis  of  the  evidence  intro- 
duced at  the  hearing  and  record  thereof, 
the  Acting  Assistant  Administrator,  Pro- 
duction and  Marketing  Administration, 
on  March  1.  F49,  filed  vith  the  He^-.ring 
Clerk,  United  S.atcs  Dep-'-^cnt  of  Agri- 
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culture,  his  recommended  decision  In  this 
proceeding.  The  notice  of  the  filing  of 
such  recommended  decision,  affording 
opportunity  to  file  written  exceptions 
thereto,  was  published  In  the  Federal 
Register  (F.  R.  Doc  49-1683;  14  F.  R. 
1009).  No  exception  to  the  recom- 
mended decision  has  been  filed. 

The  material  issue,  findings  (includ- 
ing the  general  findings),  and  conclu- 
sions of  the  aforesaid  recommended  de- 
cision are  hereby  approved  and  adopted 
as  the  material  issues,  findings  (includ- 
ing the  general  findings),  and  conclu- 
sions of  this  decision  as  if  set  forth  in 

full  herein. 

Amendments  to  the  marketing  agree- 
ment and  order.     Annexed  hereto  and 
made  a  part  hereof  are  two  documents 
entitled,        respectively.       "Agreement 
Amending    the    Marketing    Agreement 
Regulating  the  Handling  of  Grapefruit 
Grown  in  the  State  of  Arizona;  In  Im- 
perial Covmty,  California;  and  in  that 
Part  of  Riverside  County.  California.  Sit- 
uated South  and  East  of  the  San  Gor- 
gonlo  Pass";  and  "Order  Amending  the 
Order  Regulating  the  Handling  of  Grape- 
fruit Grown  In  the  State  of  Arizona;  in 
Imperial  County.  California;  and  in  that 
Part  of  Riverside  County.  California.  Sit- 
uated South  and  East  of  the  San  Gor- 
gonio  Pass"  which  have  been  decided 
upon  as  the  appropriate  and  detailed 
means  of  effectuating  the  foregoing  con- 
clusions.   The  aforesaid  agreement  and 
amendatory  order  shall  not  become  ef- 
fective unless  and  until  the  requirements 
of  S  900.14  of  the  aforesaid  riles  of  prac- 
tice and  procedure  governing  proceed- 
ings to  formulate  marketing  agreements 
and  marketing  orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  agreement, 
be  published  in  the  Federal  Register. 
The  regulatory  provisions  of  said  agree- 
ment are  Identical  with  those  contained 
in  the  attached  amendatory  order  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington. 
D.  C.  this  19th  day  of  AprU  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order  •  Amending  the  Order  Regulating 
the  Handling  of  Grapefruit  Grown  in 
the  State  of  Arizona:  in  Imperial 
County.  California:  and  in  That  Part 
of  Riverside  County.  California  Situ- 
ated Sojith  and  East  of  the  San  Gor- 
gonio  Pass 

5  955.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the 
Issuance  of  this  order;  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  inso- 
far as  such  findings  and  determinations 
may  be  in  confiict  with  the  findings  and 
determinations  set  forth  herein. 


PROPOSED  RULE  MAKING 


(a)  Findings  upon  the  basis  of  the 
hearing  record.    Pursuant  to  the  Agri- 
cultural  Marketing   Agreement   Act   of 
1937,  as  amended  (48  Stat.  31,  as  amend- 
ed; 7  U.  S.  C.  and  Sup.  I  601  et  seq.». 
hereinafter  referred  to  as  the  "act."  and 
the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  mar- 
keting orders   <7  CFR  and  Supps.  Part 
900;  13  F.  R.  8585) .  a  public  hearing  was 
held  at  Phoenix.  Arizona,  beginning  on 
December   13.   1948.   and   at  Coachella, 
California,  beginning  on  December  15. 
1948.  upon  proposed  amendments  to  the 
marketing  agreement  and  to  Order  No.  55 
17  CFR  Cum.  Supp..  Part  955).  regulat- 
ing the  handling  of  grapefruit  grown  in 
the  State  of  Arizona;  in  Imperial  County. 
California;  and  In  that  part  of  Riverside 
County.  California,  situated  south  and 
east  of  the  San  Gorgonlo  Pass.   Upon  the 
basis  of  the  evidence  Introduced  at  such 
hearing,  and  the  record  thereof,  it  Is 

found  that: 

(1)  The  said  order  as  hereby  amended 

and  all  of  the  terms  and  conditions  there- 
of will  tend  to  effectuate  the  declared 
policy  of  the  act; 

(2)  The  said  order  as  hereby  amended 
regtUates  the  handling  of  grapefruit 
grown  In  the  State  of  Arizona:  In  Im- 
perial County.  California :  or  in  that  part 
of  Riverside  County.  California,  situated 
south  and  east  of  the  Ban  Gorgonlo  Pass. 
In  the  same  manner  as  the  aforemen- 
tioned marketing  agreement  as  amended, 
and  the  said  order  as  hereby  amended  is 
applicable  only  tp  persons  in  the  respec- 
tive classes  of  industrial  and  commercial 
activity  specified  in  a  marketing  agree- 
ment upon  which  hearings  have  been 
held; 

(3)  The  said  order  as  hereby  amended 
prescribes,  so  far  as  practicable,  such  dif- 
ferent terms,  applicable  to  different  pro- 
duction areas,  as  are  necessary  to  give 
due  recognition  to  the  difference  In  pro- 
duction and  marketing  of  grapefruit 
grown  in  the  State  of  Arizona;  in  Im- 
perial County.  California;  or  In  that  part 
of  Riverside  County.  California,  situated 
south  and  east  of  the  San  Gorgonlo  Pass ; 

(4)  The  said  order  as  hereby  amended 
is  limited  In  Its  application  to  the  smallest 
regional  production  area  that  is  prac- 
ticable, consistent  with  carrying  out  the 
declared  policy  of  the  act.  and  the  is- 
suance of  several  orders  applicable  to  any 
subdivision  of  such  regional  production 
areas  would  not  effectively  carry  out  the 
declared  policy  of  the  act. 

It  is  therefore  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  grapefruit  grown  In  the  State  of 
Arizona;  In  Imperial  County.  California; 
or  in  that  part  of  Riverside  County.  Cali- 
fornia, situated  south  and  east  of  the  San 
Gorgonlo  Pass,  shall  be  In  conformity  to. 
and  In  compliance  with,  the  terms  and 
conditions  of  the  aforesaid  order  as  here- 
by amended;  and  such  order  Is  hereby 
amended  as  follows: 

1.  Delete  paragraph  (b)  of  §  955.1 
and  substitute  therefor  the  following : 


(48  Stat.  31.  as  amended;  7  U.  S.  C  and 
Sup.  I  601.  et  seq.). 

2.  Add  to  S  955.1  the  following  new 
paragraph: 

(k)  "Variety"  or  "varieties"  means 
either  or  both  of  the  following  cla.ssifi- 
catlons  or  groupings  of  fruit:  d)  White 
seeded  grapefruit,  and  white  seedless 
grapefruit,  and  (2>  pink  seeded  grape- 
fruit, and  pink  seedless  grapefruit. 

3.  Delete  §  955.4  and  substitute  there- 
for the  following: 


» This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  i  900.14  of 
the  rules  of  practice  and  procedure  governing 
proceedinKs  to  farmul;\te  marketing  agree- 
ments and  marketing  orders  have  been  met. 


(b)  "Act"  means  the  Agricultural  Mar- 
keting Agreement  Act  of  1937.  as  amend- 
ed and  further  amended  by  Public  Law 
305.  80th  Cong.,  approved  August  1,  1947 


5  955.4    Regulations  —  (Si)  Marketing 
policy.     Before  submitting  any  recom- 
mendation to  the  Secretary  for  the  regu- 
lation of  the  shipment  of  any  variety  of 
fruit  during  any  fiscal  period,  the  Admin- 
istrative Committee  shall  prepare  a  re- 
port setting  forth  a  marketing  policy  with 
respect  to  the  shipment  of  the  varieties  of 
fruit  which  the  committee  deems  advis- 
able for  the  current  shipping  season. 
Additional  reports  shall   be  submitted, 
from  time  to  time.  In  the  event  that  It  Ls 
deemed  advisable  to  adopt  new  market- 
ing policies  In  view  of  changed  demand 
and  supply  conditions  with  respect  to  any 
variety    of    fruit.    The    Administrative 
Committee  shall  publicly  announce  the 
Issuance  of  any  such  report  and  copies 
thereof  shall  be  made  available  for  in- 
spection by  any  producer  or  handler  at 
the  office  of  the  Administrative  Commit- 

(b)  Recommendation  for  grade  and 
size  regulation.    (D  It  shall  be  the  duty 
of  the  Administrative  Committee  to  In- 
vestigate the  supply  and  demand  condi- 
tions for  grades  and  sizes  of  the  varieties 
of  fruit.    Whenever  the  committee  finds 
that  such  conditions  make  It  advisable 
to  regulate  the  shipment  of  particular 
grades  or  sizes  of  any  variety  of  fruit 
during  any  period,  it  shall  recommend 
the  particular  grades  or  sizes  thereof 
deemed  advisable  by  it  to  be  shipped  dur- 
ing such  period;  and  any  such  recom- 
mendation may  include  a  proposal  that 
shipments  of  such  variety  to  Canada 
shall  be  limited  to  sizes  different  from  the 
proposed  size   limitation   applicable  to 
shipments  of  the  same  variety  In  Inter- 
state commerce.    Thereafter,  the  com- 
mittee shall  promptly  report  such  find- 
ings    and     recommendation,     together 
with  supporting  Information,  to  the  Sec- 

rctflrv 

(2)  In  determining  the  grades  and 
sizes  of  any  variety  of  f rult>>  deemed  ad- 
visable to  be  regulated  In  view  of  the 
prospective  demand  therefor,  the  com- 
mittee shall  give  due  consideration  to 
the  following  factors:  (i)  Market  prices, 
including  market  prices  by  grades  and 
sizes  of  each  variety  of  fruit;  (11)  the 
fruit  of  each  variety  on  hand  in  mar- 
ket areas,  as  evidenced  by  supplies  en 
route  and  on  track  at  the  principal  mar- 
kets; (Hi)  available  supply,  maturity,  and 
condition  of  each  variety  of  fruit  in  the 
producing  area,  including  the  grade  and 
size  composition  of  each  variety  of  fruit 
remaining  in  the  producing  area;  (iv) 
supplies  from  competitive  areas  produc- 
ing citrus  fruits  and  other  competitive 
fruits;  and  (v)  trend  in  consumer  Income. 

(c)  Recommendation  for  regulation  by 
minimum  standards  of  quality  and  ma- 
turity.   Whenever    the    Administrative 
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Committee  deems  It  advisable  to  regulate 
during  any  period  the  shipment  of  fruit 
by  establishing  minimum  standards  of 
quality  and  maturity,  it  shall  so  recom- 
mend to  the  Secretary.  With  each  such 
recommendation  the  committee  shall 
submit  to  the  Secretary  the  Information 
and  data  on  which  such  recommendation 
Is  predicated;  and  the  committee  shall 
also  submit  to  the  Secretary  such  other 
information  as  he  may  request. 

(d)  Issuance  of  regulation.  (1)  When- 
ever the  Secretary  shall  find,  from  the 
recommendation  and  information  sub- 
mitted by  the  Administrative  Committee 
or  from  other  available  information, 
that  to  limit  the  shipment  of  any  va- 
riety or  varieties  of  fruit  to  particular 
grades  and  sizes  thereof  would  tend  to 
effectuate  the  declared  policy  of  the  act, 
he  shall  so  limit  the  shipments  of  such 
variety  or  varieties  during  a  specified 
period;  and  any  such  regulation  may 
provide  that  shipments  of  such  variety 
or  varieties  to  Canada  shall  be  limited 
to  sizes  different  from  the  size  limitation 
applicable  to  shipments  of  the  same  va- 
riety or  varieties  in  interstate  commerce. 
The  Administrative  Committee  shall  be 
informed  immediately  of  any  such  regu- 
lation issued  by  the  Secretary;  and  the 
said  committee  shall  promptly  give  ade- 
quate notice  thereof  to  handlers. 

(2)  Whenever  the  Secretary  finds 
from  the  recommendation  and  Informa- 
tion submitted  by  the  committee,  or  from 
other  available  Information,  that  to  es- 
tablish and  maintain  in  effect  minimum 
standards  of  quality  or  maturity,  or  both, 
for  the  shipment  of  fruit  during  any  pe- 
riod would  tend  to  effectuate  the  de- 
clared policy  of  the  act  and  be  In  the 
public  interest,  he  shall  e.-^tablish  such 
standards,  designate  such  period,  and  so 
limit  the  shipment  of  such  fruit.  The 
Secretary  shall  Immediately  notify  the 
committee  of  the  Issuance  of  any  such 
regulation;  and  the  said  committee  shall 
promptly  give  adequate  notice  thereof  to 
handlers. 

(ei  Notice  of  meeting.  The  Adminis- 
trative Committee  shall  give  public  no- 
tice of  at  least  forty-eight  hours  of  any 
meeting  to  be  held  for  the  purpose  of 
making  any  recommendation  pursuant 
to  this  section. 

(f)  Inspection  and  certification.  Dur- 
ing any  period  In  which  the  Secretary 
has  regulated  the  shipment  of  any  vari- 
ety or  varieties  of  fruit  pursuant  to  this 
section,  each  handler  shall,  prior  to  mak- 
ing each  shipment  of  such  variety  or 
varieties,  cause  such  shipment  to  be  in- 
spected by  an  authorized  representative 
of  the  Federal-State  Inspection  Service. 
Promptly  thereafter,  such  handler  shall 
submit  to  the  Administrative  Committee 
a  copy  of  the  inspection  certificate  is.sued 
thereon:  Provided,  That  this  provision 
shall  not  be  applicable  to  a  handler  who 
ships  any  variety  of  fruit  which  has  been 
so  inspected  and  a  copy  of  such  Inspec- 
tion certificate  has  been  submitted  to 
the  Administrative  Committee. 

4.  D  e  1  e  t  e  5  955.5  and  substitute 
therefor  the  following: 

S  955.5  Reports — (a)  Shipping  mani- 
fest report.  The  Administrative  Com- 
mittee may  require  information  from 
each  handler  regarding  the  grade,  size. 
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and  variety  of  each  standard  box  con- 
tained in  each  Individual  shipment  made 
by  such  handler,  and  may  require  such 
Information  to  be  delivered  to  the  said 
committee  within  twenty-four  hours  af- 
ter such  shipment  is  made,  in  such  man- 
ner as  the  said  committee  may  prescribe 
and  upon  forms  prepared  by  It. 

(b)  Disposition  report.  The  Admin- 
istrative Committee  may.  from  time  to 
time,  require  each  handler  to  furnish  the 
following  information  with  respect  to 
fruit:  (1)  Quantity  of  each  variety 
shipped  in  interstate  commerce  and  to 
Canada;  (2)  quantity  of  each  variety 
shipped  by  express  and  parcel  post;  '3) 
quantity  of  each  variety  shipped  for  dis- 
tribution to  per-sons  on  relief.  Including 
donations  for  charitable  purposes;  <4) 
quantity  of  each  variety  sold  for  con- 
sumption in  fresh  form  within  the  State 
of  origin;  (5)  quantity  of  each  variety 
exported  to  countries  other  than  Can- 
ada; (6)  quantity  of  each  variety  sold 
or  otherwise  disposed  of  for  canning  or 
for  manufacturing  into  by-products; 
and  <7)  quantity  of  each  variety  dispc-sed 
of  otherwise. 

(c)  Other  reports.  Upon  request  of 
the  Administrative  Committee,  made 
with  the  approval  of  the  Secretary,  every 
handler  shall  furnish  to  such  committee. 
In  such  manner  and  at  such  times  as  It 
prescribes,  such  other  information  as  will 
enable  It  to  perform  Its  duties  and  to 
exercise  Its  powers  hereunder. 

5.  D  e  1  e  t  e  §  955.7  and  substitute 
therefor  the  following: 

§  955.^  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  ship  any 
variety  of  fruit,  the  shipment  of  which 
has  been  prohibited  by  the  Secretary  in 
accordance  with  the  provisions  hereof; 
and  no  handler  shall  ship  any  variety  of 
fruit  except  in  conformity  with  the  pro- 
visions hereof. 

|F.    R.    Doc.    49  3165;    FUed.    Apr.    22.    1940; 
8:58  a.  m.] 
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Handling  of  Grapefruit  Grown  in  Ari- 
zona; IN  Imperial  County.  Calif.;  and 
in  That  Part  or  Riverside  County, 
Calif.,  Situated  South  and  East  of 
San  Gorgonio  Pass 

order  directing  that  referendum  be  con- 
ducted; DESIGNATION  OF  AGENT  TO  CON- 
DUCT   referendum;    determination    of 

REPRESENTATIVE  PERIOD 

Pursuant  to  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (7  U.  S.  C. 
601  et  seq.;  61  Stat.  208,  707) .  It  is  hereby 
directed  that  a  referendum  be  conducted 
among  the  producers  who,  during  the 
period  August  1.  1947.  to  July  31,  1948. 
both  dates  Inclusive  (which  period  is 
hereby  determined  to  be  a  representa- 
tive period  for  the  purpose  of  such  ref- 
erendum), were  engaged  in  the  State  of 
Arizona;  In  Imperial  County,  California; 
or  in  that  part  of  Riverside  County.  Cal- 
ifornia, situated  south  and  east  of  the 
San  Gorgonlo  Pass  In  the  production  of 
grapefruit  for  market,  to  determine 
whether  such  producers  favor  the  issu- 


2027 

ance  of  an  order  amending  Order  No.  55 
(7  CFR.  Cum.  Supp..  955.1  et  seq.),  reg- 
ulating the  handling  of  grapefruit  grown 
in  the  State  of  Arizona;  in  Imperial 
County,  California;  and  in  that  part  of 
Riverside  County,  California,  situated 
south  and  east  of  the  San  Gorgonio  Pass, 
which  is  attached  to  the  decision  of  the 
Secretary  of  Agriculture  filed  simulta- 
neously herewith;  and  M.  T.  Ccogan, 
Field  Representative,  Fruit  and  Vegeta- 
ble Branch,  Production  and  Marketing 
Administration,  United  States  Depart- 
ment of  Agriculture,  1206  Santee  Street, 
12th  Floor,  Los  Angeles  15,  California.  Is 
hereby  designated  agent  of  the  Secre- 
tary of  Agriculture  to  perform  the  fol- 
lowing functions: 

(1)  Conduct  .said  referendum  in  ac- 
cordance with  the  rules  and  limitations 
herein  set  forth,  giving  an  opportimity 
to  each  producer  of  grapefruit  grown  In 
the  State  of  Arizona ;  in  Imperial  County. 
California;  or  in  that  part  of  Riverside 
County,  California,  situated  south  and 
east  of  the  San  Gorgonio  Pass  to  cast  his 
ballot  relative  to  the  aforesaid  propo.sed 
amendment  on  forms  furnished  by  the 
designated  agent  of  the  Secretary  of 
Agriculture.  A  cooperative  association 
of  such  producers,  bona  fide  engaged  In 
marketing  such  grapefruit  may  vote  for 
the  producers  who  are  members  of,  stock- 
holders in,  or  under  contract  with,  such 
cooperative  association,  and  the  vote  of 
such  cooperative  association  shall  be  con- 
sidered as  the  vote  of  all  such  producers. 

<2)  Determine  the  time  of  commence- 
ment, duration,  and  termination  of  the 
period  of  the  referendum :  Provided,  That 
the  referendum  shall  be  completed  prior 
to  June  30,  1949. 

(3)  Determine  the  necessary  number 
of  polling  places  and  designate  and  an- 
nounce such  polling  places,  the  area  to 
be  served  by  each  such  polling  place,  and 
the  hours  during  which  such  pollinf^ 
places  will  be  open:  Provided,  That 
all  of  such  polling  places  shall  remain 
open  not  less  than  four  '4)  con.secutive 
daylight  hours  during  each  day  an- 
nounced. 

(4)  In  addition  to  the  designation  and 
announcement  of  polling  places.  If  the 
said  agent  determines  it  advisable,  ar- 
range for  balloting  by  mail,  in  which 
event  the  said  agent  shall  designate  the 
plac  or  places  to  which  such  ballots  shall 
be  mailed  and  shall  give  notice  of  the  last 
date  on  which  such  ballots  must  be  placed 
in  the  mail. 

(5)  Give  public  notice  of  the  time  and 
place  of  balloting  (a)  by  posting  a  notice 
thereof  at  least  three  (3)  days  in  advance 
of  the  first  voting  day  at  each  polling 
place,  <h)  by  Issuing  a  press  relea.se  In 
newspapers  having  general  circulation  in 
the  grapefruit  producing  districts  of  the 
State  of  Arizona;  Imperial  County,  Cali- 
fornia; and  that  part  of  Riverside 
County,  California,  situated  south  and 
east  of  the  San  Gorgonio  Pass,  and  <c) 
by  such  other  means  as  the  said  agent 
may  deem  advisable. 

<6)  Appoint  any  of  the  County  Agri- 
cultural Agents,  or  any  member  of  the 
State  Production  and  Marketing  Admin- 
istration Committees,  or  any  member 
of  County  Agricultural  Conservation 
As.sociation  Committees  in  the  Stat(;s  of 
California  and  Arizona,  or  any  ether  per- 
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sons  deemed  necessary  or  desirable,  to 
assist  the  said  agent  In  carrying  out  his 
duties  hereunder:  Provided,  That  such 
persons  so  appointed  shall  serve  without 
compensation  and  may  be  authorized,  by 
the  said  agent,  to  perform  the  following 
functions  in  accordance  with  the  rules  set 
forth  herein: 

(a)  Give  public  notice  of  the  refer- 
endum in  the  manner  specified  herein. 

(b>  Preside  as  a  poll  officer  at  a  des- 
ignated polling  place. 

(c)  Distribute  ballots  to  producers 
and  receive  such  ballots  after  they  are 
cast. 

(d)  Secure  the  name  and  address  of 
each  person  casting  a  ballot  and  Inquire 
into  the  eligibility  of  each  such  person 
to  vote. 

(e)  Forward  to  M.  T.  Coogan.  1206 
Santee  Street.  12th  Floor,  Los  Angeles  15. 
California,  immediately  after  the  close  of 
the  referendum  the  following:  <i)  The 
name  and  address  of  each  producer  who 
cast  a  ballot  at  the  polling  place  desig- 
nated for  such  poll  oflQcer  and  whose  bal- 
lot was  received  by  such  officer;  (li)  all 
of  such  ballots  which  were  received  by 
the  officer,  together  with  his  certificate 
that  the  ballots  forwarded  are  all  of  the 
ballots  cast  and  received  during  the  ref- 
erendum period  at  the  designated  polling 
place;  (ill)  a  statement  showing  the  time 
and  place  the  notice  of  referendum  was 
posted  and.  If  the  notice  was  mailed  to 
producers,  the  mailing  list  showing  the 
names  and  addresses  to  which  the  notice 
was  mailed  and  the  time  of  such  maUing; 
and  (Iv)  a  detailed  statement  explaining 
the  method  used  In  giving  publicity  to 
such  referendum. 

(7)  Upon  receipt  by  the  designated 
agent  of  all  ballots  cast  and  such  other 
documents  as  are  required  pursuant 
hereto,  the  ballots  shall  be  canvassed  by 
him  and  the  results  of  the  referendum 
shall  be  forwarded  with  the  ballots  and 
other  required  documents  to  the  Fruit 
and  Vegetable  Branch.  Production  and 
Marketing  Administration.  United  States 
Department  of  Agriculture.  Washington 

25.  DC.  ^    ^  „ 

The  Fruit  and  Vegetable  Branch  shall 
prepare  and  submit  to  the  Secretary  a 
detailed  report  covering  the  results  of  the 
referendum,  the  manner  In  which  the 
referendum  was  conducted,  the  extent 
and  kind  of  public  notice  given,  and  all 
other  Information  pertinent  to  the  full 
analysis  of  the  referendum  and  its  re- 
sults. 

The  designated  agent  and  any  ap- 
pointee pursuant  hereto  shall  not  refuse 
to  accept  a  ballot  submitted  or  cast;  but 
should  they,  or  any  of  them,  deem  that 
a  ballot  should  be  challenged  for  any  rea- 
son, or  if  such  ballot  shall  be  challenged 
by  any  other  person,  said  agent  or  ap- 
pointee shall  endorse,  above  his  signa- 
ture, on  the  back  of  said  ballot  a  state- 
ment to  the  effect  that  such  ballot  was 
challenged,  by  whom  challenged,  and  the 
reasons  therefor;  and  the  number  of  such 
challenged  ballots  shall  be  stated  when 
they  are  forwarded  as  provided  herein. 

All  ballots  shall  be  treated  as  confiden- 
tial and  the  contents  thereof  shall  not  be 
divulged  except  to  (1)  the  Secretary  of 
Agriculture.  (2>  his  agent  designated 
herein  to  conduct  such  referendum.  (3) 
members  of  the  Production  and  Market- 
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ing  Administration.  United  States  De- 
partment of  Agriculture.  (4)  members  of 
the  Office  of  the  Solicitor,  United  States 
Department  of  Agriculture,  and  (5)  such 
other  persons  as  the  Secretary  may  here- 
after designate. 

The  Director  of  the  Fruit  and  Vege- 
table Branch,  Production  and  Marketing 
Administration.  United  States  Depart- 
ment of  Agriculture.  Is  hereby  authorized 
to  prescribe  additional  Instructions,  not 
Inconsistent  with  the  rules  and  the  limi- 
tations herein  set  forth,  to  govern  the 
procedure  to  be  followed  by  the  said 
agent  and  appointees  In  conducting  said 
referendum. 

Done  at  Washington.  D.  C,  this  19th 
day  of  April  1949. 

I  seal]  Charles  F.  Brannan. 

Secretary  of  AQriculture. 

|P.   B.   Doc.   49-3164;    Filed.   Apr.   22.    1949; 
8:38  a.  m.l 
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Handling  of  Milk  in  Cincinnati,  Ohio, 
Marketing  Area 

decision  with  respect  to  proposed 
marketing  agreement  and  proposed 
amendment  to  order.  as  amended 

Pursuant  to  Public  Act  No.  10.  73d  Con- 
gress (May  12.  1933),  as  amended,  and 
as  reenacted  and  amended  by  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (hereinafter  referred 
to  as  the  "act"),  and  the  rulesof  prac- 
tice and  procedure,  as  amended,  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  orders  (7  CFR,  Supps., 
900.1  et  seq.),  a  public  hearing  was  held 
at  Cincinnati,  Ohio,  on  February  10  and 
11.  1949,  after  the  issuance  of  a  notice  on 
February  1.  1949  (14  F.  R.  487). 

Upon  the  basis  of  the  evidence  Intro- 
duced Pt  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  March  21.  1949.  filed  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  in  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  exceptions 
thereto  was  published  In  the  Federal 
Register  (14  F.  R.  1327). 

Exceptions  were  filed  on  behalf  of  the 
Cincinnati  Sales  Association,  Inc.,  The 
Cooperative  Pure  Milk  Association,  and 
the  Matthews  Frechtllng  Dairy  Co. 
These  exceptions  have  been  considered, 
and  In  view  thereof  the  findings  and 
conclusions  of  the  recommended  de- 
cision have  been  carefully  examined 
In  connection  with  the  evidence  con- 
tained in  the  hearing  record.  The  find- 
ings and  conclusions  of  the  recommended 
decision  with  respect  to  the  proposal  to 
modify  the  pricing  of  milk  made  Into 
specified  manufactured  products  under 
certain  conditions  should  be  revised  to 
Include  milk  made  Into  Cheddar  cheese 
as  well  as  butter.  The  revised  findings 
and  conclusions  with  respect  to  this  is- 
sue are  hereinafter  set  forth.  As  to  all 
other  issues  considered  at  the  hearing, 
the  exceptions  Indicate  that  Interested 
parties  should  be  given  a  further  oppor- 


tunity to  adduce  additional  evidence  In 
connection  therewith.  Hence,  no  find- 
ings and  conclusions  in  connection  with 
these  issues  are  contained  in  this  deci- 
sion. Since  the  hearing  Is  to  be  re- 
opened with  respect  to  these  Issues,  op- 
portunity should  be  afforded  interested 
parties  to  submit  additional  or  supple- 
mental proposals  for  the  amendment  of 
the  order.  The  issuance  of  the  notice 
for  the  re-opened  hearing  will  be  de- 
ferred for  a  period  of  20  days  from  the 
date  of  the  publication  of  this  decision 
In  the  Federal  Register  to  give  interested 
parties  sufficient  time  to  file  proposals 
for  inclusion  in  the  notice  of  the  re- 
OF>ened  hearing. 

Certain  of  the  issues  covered  by  the 
hearing  on  February  10  and  11.  1949, 
were  considered  in  light  of  contentions 
that  an  emergency  condition  prevailed 
in  the  market.     It  was  argued  in  the 
exceptions    that    emergency    procedure 
should  have  been  employed  in  the  Issu- 
ance of  a  decision  on  such  Issues.    Al- 
though a  hearing  notice  may  be  Issued 
on  the  basis  of  minimum  notice  require- 
ments and  Include  provision  for  receiv- 
ing evidence  with  respect  to  both  eco- 
nomic and  emergency  conditions  which 
relate  to  the  proposals  to  be  heard,  the 
determination  to  use  emergency  proce- 
dure In  taking  action  on  the  subsequent 
conclusions  reached  must  be  based  upwn 
the  evidence  adduced  at  the  hearing.    It 
is  not  to  be  Inferred  from  the  statement 
In  the  hearing  notice  concerning  the  tak- 
ing of  evidence  on  the  emergency  char- 
acter of  the  proposals  that  the  fact  of 
an  emergency  has  been  established.  Sup- 
port for  a  claim  of  an  emergency  there- 
fore must  rest  in  the  evidence  In  a  man- 
ner similar  to  the  support  for  any  pro- 
posed provision   to  be  Included   In   an 
order.    It  Is  determined  on  the  basis  of 
the  evidence  presented  at  the  hearing  of 
February  10  and  11.  1949.  that  existing 
conditions  would  not  have  Justified  the 
waiving  of  a  recommended  decision  and 
opportunity  to  file  exceptions  thereto. 

To  the  extent  that  the  rulings,  find- 
ings and  conclusions  of  this  decision  are 
at  variance  with  the  exceptions  filed  In 
this  proceeding,  such  exceptions  are  over- 
ruled. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the  ma- 
terial Issue  decided  In  this  decision  are 
based  upon  the  evidence  in  the  record 
of  the  hearing: 

The  pricing  of  milk  made  Into  butter 
and  Cheddar  cheese  should  be  modified 
imder  certain  conditions. 

Handlers  proposed  that  a  lower  price 
should  be  applied  to  producer  milk  made 
Into  butter  and  Cheddar  cheese  whenever 
the  seasonal  surplus  of  producer  milk  be- 
comes burdensome.  It  was  suggested  by 
the  proponents  that  a  burden  of  surplus 
occurs  when  the  total  deliveries  of  pro- 
ducer milk  exceed  130  percent  of  total 
Class  I  and  Class  II  usage  for  the  market. 
When  the  above  supply  condition  pre- 
vails, producer  milk  made  into  butter  and 
Cheddar  cheese  would  be  priced  by  the 
following  formula :  Subtract  4  cents  from 
the  price  of  92  score  butter  at  Chicago, 
multiply  by  4.8.  and  add  an  amount  com- 
puted by  substracting  8.6  cents  from  the 
average  price  of  spray  and  roller  process 
nonfat  dry  milk  solids  and  then  multl- 
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plying  by  8.5.  A  producers'  organization 
suggested  that  such  proposed  formula 
price  be  applied  only  when  producer  milk 
receipts  exceed  140  percent  of  Class  I  and 
Class  n  milk  and  handlers  Indicated 
agreement  with  such  a  change  In  per- 
centage. A  similar  price  level  for  milk 
used  as  butter  was  made  a  part  of  the 
order  for  the  months  of  June  and  July 
1945. 

In  support  of  their  proposal,  it  was  in- 
dicated that  many  handlers  having  sur- 
plus milk  have  no  other  outlets  than  the 
manufacture  of  butter  by  the  handler  or 
the  sale  of  milk  or  cream  to  a  butter  or 
Cheddar  cheese  manufacturing  plant. 
They  pointed  also  to  Increased  producer 
receipts  as  compared  with  a  year  ago  and 
to  a  less  attractive  market  for  nonfat  dry 
milk  solids.  It  was  alleged  that  the  pro- 
vision proposed  is  necessary  to  prevent 
extreme  losses  to  many  handlers  at- 
tempting to  market  surplus  milk. 

The  Cincinnati  market  experiences 
substantial  seasonal  fluctuations  In  pro- 
duction In  relation  to  Class  I  and  Class 
II  milk  sales.  In  1948.  the  percentage 
of  producer  milk  in  Class  III  varied 
from  6.2  percent  of  total  producer  re- 
ceipts In  November  to  43.5  percent  in 
May.  The  record  also  contains  produc- 
tion voliune  figures  from  1943  to  1948. 
Such  data  indicate  that  production  vol- 
ume In  the  flush  production  months  of 
recent  years  reached  its  highest  level  in 
the  summer  months  of  1948.  Handlers 
who  have  no  outlet  for  butterfat  except 
to  dispose  of  it  In  butter  or  Cheddar 
cheese  manufacture  may  experience  dis- 
advantage as  compared  with  those  han- 
dlers who  are  in  a  position  to  dispose 
of  butterfat  in  other  manufactured  uses 
such  as  ice  cream  or  to  store  butterfat 
In  the  form  of  cream  for  later  disposi- 
tion. It  is  concluded  that  a  provision 
reducing  the  price  on  milk  made  into 
butter  or  Cheddar  cheese  as  proposed 
when  producer  receipts  for  the  market 
exceed  140  percent  of  the  Class  I  and 
Class  II  uses  of  producer  milk  will  assist 
orderly  marketing.  However,  since  the 
provision  is  adopted  as  a  means  of  alle- 
viating the  problem  of  disposing  of  ex- 
cess butterfat  currently,  it  Is  not  In- 
tended that  the  lower  price  provided  un- 
der the  above  conditions  shall  apply  to 
butterfat  stored  In  the  form  of  cream 
and  utilized  as  butter  In  a  subsequent 
delivery  period. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively, 
"Order  Amending  the  Order,  As 
Amended.  Regulating  the  Handling  of 
Milk  In  the  Cincinnati.  Ohio.  Marketing 
Area,"  and  "Marketing  Agreement  Reg- 
ulating the  Handling  of  Milk  In  the  Cin- 
cinnati. Ohio.  Marketing  Area."  which 
have  been  decided  upon  as  the  appro- 
priate and  detailed  means  of  effecting 
the  foregoing  conclusions.  These  docu- 
ments shall  not  become  effective  unless 
and  until  the  requirements  of  §  900.14 
of  the  rules  of  practice  and  procedure 
covering  proceedings  to  formulate  mar- 
keting agreements  and  orders  have  been 
met. 

Determination   of  representative   pe- 
riod.   The  month  of  February.  1949.  is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
No.  78 i 
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Ing  whether  the  Issuance  of  an  order 
amending  the  order,  as  amended,  regu- 
lating the  handling  of  milk  in  the  Cin- 
cinnati, Ohio,  marketing  area  is  ap- 
proved or  favored  by  producers  who 
during  such  period  were  engaged  In  the 
production  of  milk  for  sale  in  the  mar- 
keting area  specified  in  such  order,  as 
amended. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  In  the  attached 
order  which  will  be  published  with  the 
decision. 

This  decision   filed   at  Washington, 
D.  C,  this  19th  day  of  April  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order, ^  Amending  the  Order,  as  Amend- 
ed. Regulating  the  Handling  of  Milk 
in  the  Cincinnati,  Ohio,  Marketing 
Area 

§  965.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  In  connection  with 
the  Issuance  of  this  order  and  of  each 
of  the  previously  Issued  amendments 
thereto;  and  all  of  said  previous  find- 
ings and  determinations  are  hereby  rati- 
fied and  affirmed  except  Insofar  as  such 
findings  and  determinations  may  be  In 
conflict  with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933).  as 
amended,  and  as  reenacted  and  amend- 
ed by  the  Agricultiu-al  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  cover- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR.  Supps..  900.1 
et  seq.;  12  F.  R.  1159,  4904).  a  public 
hearing  was  held  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Cincinnati,  Ohio,  milk  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence Introduced  at  such  hearing  and 
the  record  thereof.  It  Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  such  milk,  and  the  minimum  prices 
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specified  in  the  order,  as  amended,  and 
as  hereby  further  amended,  are  suqJ) 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  pub- 
lic interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  Industrial  and 
commercial  activity  specified  In  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

Order  relative  to  handling.  It  Is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Cincinnati,  Ohio,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and 
the  aforesaid  order,  as  amended,  is 
hereby  further  amended  as  follows: 

1.  Replace  the  period  (.)  at  the  end 
of  §965.6  (a)  (3)  with  a  colon  C)  and 
add  the  following  proviso:  "Provided 
further.  That  for  any  delivery  period 
when  the  total  receipts  of  milk  from  pro- 
ducers by  all  handlers  exceed  140  percent 
of  Class  I  and  Class  H  milk,  the  price 
for  milk  made  Into  Cheddar  cheese  and 
butter,  except  butter  made  from  storage 
cream,  during  such  delivery  period  shall 
be  that  resulting  from  the  following 
computation  by  the  market  administra- 
tor: Subtract  4  cents  from  the  average 
price  per  pound  of  92-score  butter  (com- 
puted In  the  manner  provided  above  In 
this  subparagraph)  for  the  delivery 
period  during  which  such  producer  milk 
was  received,  multiply  the  result  by  4.8; 
and  add  an  amount  computed  by  sub- 
tracting 8.6  cents  from  the  average  price 
of  spray  and  roller  process  nonfat  dry 
milk  solids  (computed  In  the  manner 
provided  above  in  this  subparagraph), 
and  multiplying  the  result  by  8.5.  The 
price  computed  pursuant  to  this  proviso 
shall  not  be  construed  to  be  the  Class  HI 
price  as  applied  In  any  other  section  of 
this  order." 

[P.   R.   Doc.   49-3192;    Filed.    Apr.   22.    1949; 
9:04  arm.] 


'  This  order  Bliall  not  become  effective 
Unless  and  until  the  requlrementa  of 
{  900.14  of  the  rules  of  practice  and  pro- 
cedure governing  proceedings  to  formulate 
marketing  agreements  and  marketing  orders 
have  been  met. 
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Handling  of  Milk  in  Dayton-Spring- 
FiELD,  Ohio.  Marketing  Area 

decision  with  respect  to  proposed  mar- 
keting AGREEMENT  AND  PROPOSED  AMEND- 
MENT TO   ORDER,   AS   AMENDED 

Pursuant  to  Public  Act  No.  10.  73d 
Congress  (May  12.  1933),  as  amended, 
and  as  reenacted  and  amended  by  the 
Agrlcultiu-al  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  orders  (7  CFR, 
Supps..  900.1  et  seq.).  a  public  hearing 
was  held  at  Dayton,  Ohio,  on  January 
17,  18.  and  19.  1949.  after  the  Issuance 
of  a  notice  on  January  7,  1949  (14  F.  R, 
185). 

Upon  the  basis  of  the  evidence  Intro- 
duced at  the  hearing  and  the  record 
thereof,    the    Assistant    Administrator, 
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Production  and  Marketing  Administra- 
tion, on  March  21.  1949.  filed  with  the 
Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  in  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  exceptions 
thereto  was  published  in  the  Federal 
Register  (14  F.  R.  1330). 

Exceptions  were  filed  on  behalf  of  the 
Miami  Valley  Cooperative  Milk  Pro- 
ducers Association.  Inc..  and  by  the 
Dayton  and  Springfield  handlers. 
These  exceptions  have  been  considered 
and  appropriate  revisions  made.  To  the 
extent  to  which  the  findings  and  conclu- 
sions of  the  recommended  decision  as 
hereinafter  modified,  are  at  variance 
with  the  exceptions,  such  exceptions  are 
hereby  overruled. 

The  material  Issues  and  the  findings 
and  conclasions  of  the  recommended  de- 
cision (F.  R.  Doc.  49-2204;  14  P.  R.  1330) 
are  hereby  approved  and  adopted  as  the 
material  issues  and  the  findings  and 
conclusions  of  this  decision  as  If  set  forth 
In  full  herein  subject  to  the  following 
amendments : 

1.  Add  Immediately  after  the  first 
paragraph  beginning  in  column  3. 14  P.  R. 
1331  (P.  R.  Doc.  49-2204)  the  following 
paragraphs: 


The  pricing  of  Grade  A  milk  requires 
also  a  revision  of  the  definition  of  "pro- 
ducer" for  the  purpose  of  distinguishing 
a  producer  not  meeting  Dayton  Grade  A 
milk  requirements  from  one  who  does 
comply   with   such   requirements.    The 
requirements  of  the  Springfield  market 
differ  from  the  recently  adopted  Dayton 
requirements.    Accordingly   the   defini- 
tion of   producer  has  been  revised   to 
make  the  necessary  distinctions  and  to 
provide  that  at  such  time  as  plants  in- 
volved with  the  Dayton  Grade  A  re- 
quirements no  longer  distribute  milk  In 
the  marketing  area  for  consumption  as 
fluid  milk  (in  Class  I  milk)  except  imder 
a  Grade  A  label,  a  producer  whose  milk 
does  not  meet  the  Grade  A  standard  but 
Is  received  at  such  a  plant  shall  be  con- 
sidered as  a  producer  only  for  the  pur- 
poses of  the  administrative  assessment 
provisions  (§  971.9)  of  the  order. 

The  Dayton  health  department  stated 
Its  intention  to  degrade  after  July   1. 
1949  milk  not  meeting  Grade  A  bacterial 
standards  and  to  limit  its  use  by  Dayton 
handlers  to  cottage  cheese  and  manu- 
factured milk  products.    It  Is  concluded 
that  dairy  farmers  producing  such  milk 
should  not  qualify  as  producers  when  de- 
livery is  made  to  a  handler's  plant  from 
which  no  milk  is  distributed  in  the  mar- 
keting area  for  consumption  as  fluid  milk 
(in  Class  I  milk)  except  under  a  Grade 
A  label,  since  In  such  circumstances  the 
degraded  milk  necessarily  would  not  be 
eligible  for  fluid  milk  use.    However,  it 
Is  expected  that  Dayton  handlers  will 
continue  to  receive  degraded  milk  in  an- 
ticipation of  its  recertlfication  as  Grade 
A  milk.    If  the  degrading  of  such  milk 
from  the  Grade  A  standard  is  temporary 
and  the  milk  remains  in  the  plant,  the 
necessary  accounting  in  connection  with 
such  milk  will  increase  somewhat  rather 
than  decrease.    It  is  concluded,  there- 
fore, that  the  administrative  assessment 
applicable  to  producer  milk  shoiild  ap- 
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ply  to  any  such  degraded  milk  which  Is 
received  in  the  handler's  plant. 

It  is  concluded  further  that  the  par- 
ticular amendments  set  forth  in  the  rec- 
ommended decision  as  the  detailed 
means  for  carrying  the  above  conclusions 
into  effect  should  be  modified  for  simpli- 
fication and  clarification  but  without 
modification  of  their  intended  effect. 

2  Delete  the  second  paragraph  begin- 
ning in  column  1.  14  P.  R.  1332  (F.  R. 
Doc.  49-2204)  in  its  entirety  and  substi- 
tute therefor  the  following: 

In  view  of  the  increased  supply  of  Class 
ni  milk  expected  in  the  spring  and  sum- 
mer months  of  1949  and  the  indicated  un- 
willingness of  dairy  product  manufac- 
turers to  buy  additional  milk  in  those 
months  except  at  prices  lower  than  those 
paid  regular  supply  sources,  it  is  con- 
cluded that  the  price  of  skim  milk  utilized 
in  Class  III  milk  should  be  determined 
for  the  months  of  April  through  August 
by  subtracting  20  cents  per  hundred- 
weight from  the  price  of  Class  III  skim 
milk  as  now  provided  in  the  order.  The 
Class  HI  skim  milk  price  is  based  on  the 
market  price  of  nonfat  dry  milk  solids 
at  Chicago  less  an  appropriate  manufac- 
turing allowance. 

Use  of  the  average  price  of  nonfat  dry 
milk  solids  at  Chicago  area  manufactur- 
ing plants  would  result  In  a  price  for  skim 
milk  16  to  17  cents  per  hundredweight 
lower  than  that  resulting  from  use  of  the 
price  quoted  f .  o.  b.  Chicago.    Most  Day- 
ton-Springfield handlers  have  no  manu- 
facturing facilities   for  handling  skim 
milk  and  have  no  outlet  for  skim  milk 
during    the    flush    production    months 
which  will  yield  a  return  equivalent  to 
the  price  of  nonfat  dry  milk  solids  deliv- 
ered   at    Chicago.     Considering    these 
facts  and  transportation  and  other  costs 
involved  in  disposing   of  surplus   skim 
mUk.  a  reduction  of  20  cents  per  hundred- 
weight   Is    reasonable    for   the    surplus 
months.    The  order  now  provides  for  a 
somewhat  seasonally  lower  Class  HI  skim 
milk    price    for    the    months    of    April 
through  July.    Records  Indicate,  how- 
ever, that  August  also  is  a  heavy  surplus 
month  (in  1948,  29.75  percent  of  all  skim 
milk  was  utilized  in  Class  HI  in  August) 
and  therefor  a  Class  HI  skim  milk  price 
20  cents  per  hundredweight  lower  than 
currently  provided  is  recommended  for 
the  months  of  April  through  August, 
inclusive. 


Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively. 
-Order  Amending  the  Order.  As  Amend- 
ed. Regulating  the  Handling  of  Milk  in 
the  Dayton-Springfield.  Ohio.  Marketing 
Area."  and  "Marketing  Agreement  Regu- 
lating the  Handling  of  Milk  in  the  Day- 
ton-Springfield. Ohio.  Marketing  Area." 
which  have  been  decided  upon  as  the 
appropriate  and  detailed  means  of  effect- 
ing the  foregoing  conclusions.  These 
documents  shall  not  become  effective  un- 
less and  until  the  requirements  of  §  900.14 
of  the  rules  of  practice  and  procedure 
covering  proceedings  to  formulate  mar- 
keting agreements  and  orders  have  been 
met. 

Determination  of  representative  period. 
The  month  of  February,  1949.  is  hereby 


determined  to  be  the  representative  pe- 
riod for  the  purpose  of  ascertaining 
whether  the  Issuance  of  an  order  amend- 
ing the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Dayton-Spring- 
field, Ohio,  marketing  area  in  the  man- 
ner set  forth  in  the  attached  amending 
order  is  approved  or  favored  by  produc- 
ers who  during  such  period  were  engaged 
in  the  production  of  milk  for  sale  in  the 
marketing  area  specified  in  such  order, 
as  amended. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  attached 
order  which  will  be  published  with  the 
decision. 

This  decision  filed  at  Washington, 
D.  C.  this  19th  day  of  April  1949. 

(SEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order,'  Amending  the  Order,  as  Amended, 
Regulating  the  Handling  of  Milk  in  the 
Dayton-Springfield.  Ohio.  Marketing 
Area 

5  971.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
Issuance  of  this  order  and  of  each  of  the 
previously  Issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed except  insofar  as  such  findings  and 
determinations  may  be  in  confiict  with 
the  findings  and  determinations  set  forth 
herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933),  as 
amended,  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure  covering  the 
formulation  of  marketing  agreements 
and  orders  (7  CFR.  Supps..  900.1  et  seq.) . 
a  public  hearing  was  held  upon  certain 
proposed  amendments  to  the  tentatively 
approved  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Dayton-Spring- 
field. Ohio,  marketing  area.  Upon  the 
basis  of  the  evidence  introduced  at  such 
hearing  and  the  record  thereof,  it  Is 
found  that: 

(1)  The  said  order,  as  amended  and  as 

hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amended, 
will  tend  to  effectuate  the  declared  policy 
of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the  pur- 
chasing power  of  such  milk  as  determined 
pursuant  to  sections  2  and  8e  of  the  act 
are  not  reasonable  in  view  of  the  price 


'  This  order  shall  not  become  effective  un- 
le.S5  and  until  the  requirements  of  5  900.14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceeding  to  formulate  marketing 
agreements  and  marketing  orderi  have  been 
met. 


•4.     • 
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of  feeds,  available  supplies  of  feeds,  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  such  milk, 
and  the  minimum  prices  specified  in  the 
order,  as  amended,  and  as  hereby  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors.  Insure  a  suCBcient 
quantity  of  pure  and  wholesome  milk,  and 
be  in  the  public  Interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  relatit>e  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  Dayton-Springfield.  Ohio,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows : 

1.  Delete  5  971.1  (e)  and  substitute 
therefor  the  following: 

(e)  "Producer"  means  any  person  who 
produces,  under  a  dairy  farm  inspection 
permit  or  other  equivalent  certification 
issued  by  the  appropriate  health  author- 
ity in  the  marketing  area,  milk  which  is 
(1)  received  at  a  plant  from  which  Class 
I  milk  is  disposed  of  in  the  marketing 
area,  or  (2)  caused  by  a  handler  to  be 
delivered  to  a  plant  from  which  Class  I 
milk  is  not  disposed  of  in  the  marketing 
area:  Provided.  That  any  such  person 
who  is  not  certified  as  a  Grade  A  producer 
but  who  produces  milk  which  is  received 
at  a  handler's  plant  from  which  no  milk 
is  distribute'd  in  the  marketing  area  for 
consumption  as  fluid  milk  (in  Cla.ss  I 
milk)  except  under  a  Grade  A  label,  shall 
be  considered  a  producer  for  the  purpose 
of  5  971.9  only. 

"Grade  A  producer"  means  any  pro- 
ducer so  certified  to  the  market  adminis- 
trator by  an  appropriate  health  author- 
ity in  the  marketing  area  if  such  certifi- 
cation has  been  In  effect  for  not  less  than 
16  days  during  the  calendar  month  in 
vhich  the  delivery  period  occurs. 

2.  Delete  5  971.4  (b)  (3)  d)  and  sub- 
stitute therefor  the  following: 

(1)  Used  to  produce,  or  disposed  of  as. 
ice  cream.  Ice  cream  mix,  frozen  cream, 
condensed  milk,  condensed  skim  milk. 
(tJttage  cheese,  any  other  milk  product 
not  specified  In  Class  I  milk  and  Cjass  II 
milk,  or  any  commercially  manufactured 
food  product; 

3.  Delete  §  971.5  (a)  (3)  and  substitute 
therefor  the  following: 

(3)  The  price  computed  by  the  mar- 
ket administrator  by  adding  together  the 
plus  amounts  calculated  pursuant  to  sub- 
divisions (i)  and  (ii)  of  this  subpara- 
graph: 

(1)  FVom  the  arithmetic  average  of 
the  daily  wholesale  prices  per  pound  of 
92-score  butter  on  the  Chicago  market 
as  reported  by  the  Department  of  Agri- 
culture during  the  calendar  month  with- 
in which  the  delivery  period  occurs,  sub- 


tract 3  cents,  add  20  percent  thereof,  and 
then  multiply  by  3.5;  and 

(11)  Prom  the  arithmetic  average  of 
the  carlot  prices  per  pound  of  nonfat 
dry  milk  solids  for  human  consumption, 
roller  process,  delivered  at  Chicago,  as 
reported  by  the  Department  of  Agricul- 
ture during  the  calendar  month  within 
which  the  delivery  period  occurs,  deduct 
5.5  cents,  multiply  the  result  by  8.2. 

4.  Delete  §  971.5  (d)  (1)  and  substitute 
therefor  the  following: 

(1)  The  price  per  himdredwelght  of 
such  skim  milk  shall  be  computed  by  di- 
viding the  amount  computed  pursuant 
to  5  971.5  (a)  (3)  (11)  by.  .965.  and  (i) 
for  the  months  of  April.  May.  June,  and 
July,  subtracting  20  cents,  (ii)  for  all 
other  months  except  August,  adding  20 
cents. 

5.  Delete  5  971.5  (e)  and  substitute 
therefor  the  following:  ^ 

(e)  Grade  A  milk  prices.  Each  han- 
dler shall  pay.  in  ad(iitlon  to  the  prices 
provided  in  paragraphs  (b),  (c).  and  (d) 
of  this  section.  SO. 25  per  hundredweight 
with  respect  to  all  skim  milk  and  butter- 
fat  in  milk  received  from  Grade  A  pro- 
ducers up  to  an  amount  equivalent  to 
such  handler's  total  quantity  of  producer 
milk  classified  as  Class  I  milk  and  Class 
n  milk  pursuant  to  5  971.4  (e)   (10). 

6.  Delete  §971.7  (c)  (1)  and  substi- 
tute therefor  the  following: 

(1)  Combining  into  one  total  the 
values  for  skim  milk  and  butterfat  of 
all  handlers  who  made  payments  pur- 
suant to  §  971.8  (b)  for  the  previous 
month,  except  the  values  provided  by 
5  971.5  (e); 

7.  Add  the  following  as  §  971.7  (c)  (7) : 

(7)  To  the  uniform  price  computed 
pursuant  to  subparagraph  (6)  of  this 
paragraph  add  an  amount  computed  (to 
the  nearest  cent  p>er  hundredweight)  by 
dividing  the  total  of  the  amounts  added 
with  respect  to  milk  received  from  Grade 
A  producers  pursuant  to  §  971.5  (e)  by 
the  total  hundredweight  of  milk  re- 
ceived from  Grade  A  producers.  The 
result  shall  be  known  as  the  "Grade  A 
uniform  price"  per  hundredweight  for 
milk  of  3.5  percent  butterfat  content. 

8.  Delete  §  971.8  (a)  (1)  and  substitute 
therefor  the  following: 

(1)  Except  as  set  forth  in  subpara- 
graph (2)  of  this  paragraph,  on  or  be- 
fore the  17th  day  after  such  month,  to 
each  producer  not  a  Grade  A  producer 
at  not  le.ss  than  the  uniform  price  and 
to  each  Grade  A  producer  at  not  less 
than  the  Grade  A  uniform  price, 

[P.    R.   Doc.    49-3193;    Filed,    Apr.    22,    1949; 
9:04  a.  m.] 
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decision  with  respect  to  proposed  mar- 
keting agreement  and  proposed 
amendment  to  order,  as  amended 

Pursuant  to  Public  Act  No.   10.  73d 
Congress  (May  12,  1933),  as  amended, 


and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  pr(Jcedure.  as  amended,  gov- 
erning proceedings  to  formulate  market- 
ing agreements  and  orders  (7  CFR., 
Supps.,  900.1  et  seq.;  12  F.  R.  1159.  4904) , 
a  public  hearing  was  held  at  Gallipolis, 
Ohio,  on  February  16  and  17.  1949.  after 
the  issuance  of  a  notice  on  January  31, 
1949,  (14F.  R.  488). 

Upon  the  basis  of  the  evidence  Intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  March  11.  1949,  filed  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  In  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  excep- 
tions thereto  was  published  In  the  Fed- 
eral Register  (14  F.  R.  1215) . 

Exceptions  were  filed  on  behalf  of  The 
Scioto  County  Cooperative  Milk  Pro- 
ducers Association,  The  Athens  Milk 
Sales.  Inc..  The  Marietta  Cooperative 
Milk  Producers  Association  and  Hunt- 
ington Interstate  Milk  Producers  Asso- 
ciation. These  exceptions  have  been 
considered  and  appropriate  revisions 
made.  To  the  extent  to  which  the  find- 
ings and  conclusions  of  the  recommended 
decision  as  hereinafter  modified,  are  at 
variance  with  the  exceptions,  such  ex- 
ceptions are  hereby  overruled. 

The  material  Issues  and  the  findings 
and  conclusions  of  the  recommended  de- 
cision (F.  R.  Doc.  49rl994.  14  F.  R.  1215) 
are  hereby  approved  and  adopted  as  the 
material  Issues  and  the  findings  and  con- 
clusions of  this  decision  as  if  set  forth  in 
full  herein  subject  to  the  following 
amendments: 

1.  Insert  the  following  paragraph  im- 
mediately after  line  10  in  column  two, 
14  F.  R.  1215  (F.  R.  Doc.  49-1994) : 

Certain  of  the  issues  covered  by  the 
hearihg  on  February  16  and  17. 1949.  were 
considered  In  light  of  contentions  that 
an  emergency  condition  prevailed  in  the 
market.  It  was  argued  in  the  exceptions 
that  emergency  procedure  should  have 
been  employed  in  the  issuance  of  a  de- 
cision on  such  i-ssues.  Although  a  hear- 
ing notice  may  be  issued  on  the  basis  of 
minimum  notice  requirements  and  in- 
clude provision  for  receiving  evidence 
with  respect  to  both  economic  and  emer- 
gency conditions  which  relate  to  the 
proposals  to  be  heard,  the  determination 
to  use  emergency  procedure  in  taking 
action  on  the  subsequent  conclusions 
reached  must  be  based  upon  the  evi- 
dence adduced  at  the  hearing.  It  is  not 
to  be  inferred  from  the  statement  in  the 
hearing  notice  concerning  the  taking  of 
evidence  on  the  emergency  character  of 
the  proposals  that  the  fact  of  an  emer- 
gency has  been  established.  Support  for 
a  claim  of  an  emergency  therefore  must 
rest  in  the  evidence  in  a  manner  similar 
to  the  support  for  any  proposed  provi- 
sion to  be  included  in  an  order.  It  Is  de- 
termined on  the  basis  of  the  evidence 
presented  at  the  hearing  of  February 
16  and  17.  1949.  that  existing  conditions 
would  not  have  justified  the  waiving  of 
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a    recommended    decision    and    oppor 
tunity  to  file  exceptions  thereto. 

2  Delete  the  fourth  paragraph  begin- 
ning in  column  two.  14  P.  R.  1215  »F.R. 
Doc.  49-1994)  and  substitute  therelor 
Uie  following: 

The  witness  for  the  proponents  on  this 
proposal  testified  that  he  was  not  famil- 
iar with  the  reason  for  the  3-cent  deduc- 
tion from  the  price  of  butter  in  the  ''but- 
ter-powder" formula,  but  that  he  did  not 
think  it  was  Justified.    With  respect  to 
the  proposed  reduction  of  the  5  5  cent 
deduction  from  the  price  of  nonfat  dry 
milk  solids  such  witness  stated  that  he 
was  not  qualified  to  testify.    In  support 
of  the  proposed  change  In  the  nonfat  dry 
milk  solids  portion  of  the  formula  pro- 
ponents   requested    that    certain    testi- 
mony contained  in  the  record  of  a  hear- 
ing at  Columbus.  Ohio,  be  incorporated 
m  the  record  by  reference.    This  request 
was  denied,  as  explained  above,  and  s^uch 
testimony  therefore  may  not  be  used  as 
a  basis  for  making  the  proposed  revision. 
No  other  testimony   was   presented   in 
support  of  these  proposed  changes  ex- 
cept for  general  statements  in  the  testi- 
mony that  a  higher  price  level  for  pro- 
ducer milk  is  desirable. 

Marketing  agreement  and  order.    An- 
nexed hereto  and  made  a  part  hereof  are 
Uo    documents    entitled,    respectively 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Tri-State  Mar- 
keting Area,"  and  "Order  Amending  the 
Order     as    Amended.    Regulating    the 
Handling  of  Milk  in  the  Tri-State  Mar- 
keting Area."  which  have  been  decided 
ui^n  as  the  appropriate  and  detai  ed 
means  of  effecting  the  foregoing  conclu- 
sions    These  documents  shall  not  be- 
come effective  unless  and  until  the  re- 
quirements of   §900.14  of  the  rules  of 
practice   and   procedure   covering   pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  have  been  met 

Determination   of   representative   pe- 
riod    The  month  of  February  1949  is 
hereby  determined  to  be  the  representa- 
tive period  for  the  purpose  of  ascertain- 
ing whether  the  Issuance  of  an  order 
amending  the  order,  as  amended   regu- 
lating the  handling  of  milk  in  the  Tri- 
State  milk  marketing  area  in  the  manner 
set    forth    in    the    attached    amending 
order  is  approved  or  favored  by  pro- 
ducers  who   during   such   period   were 
engaged  in  the  production  of  milk  for 
«;ale  in  the  marketing  area  specified  In 
such  marketing  order,  as  amended 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
REGISTER.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  In  the  attached  or- 
der which  will  be  published  with  the 
decision. 

This    decision    filed    at    Washington, 
D  C.  this  19th  day  of  April  1949. 

IsEALl  Charles  F.  Brannan. 

Secretary  of  AgriciUture. 


PROPOSED  RULE  MAKING 

Order '  Amending  the  Order,  as  Amend- 
ed R-gulatinq  the  Hindling  of  Milk  in 
the  Tri-State  Marketing  Area 


§  972.0    Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection   with  the 
issuance  of  this  order  and  of  each  of  the 
previously  Issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations   are    hereby    rat^fird    and 
affirmed  except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a>  Findings  upon  the  basis  of  the 
hearing  record.    Pursuant  to  Public  Act 
No   10   73d  Congress  (May  12,  1933).  as 
amended,  and  ?s  reenacted  and  amended 
by  the   Agricultural  Marketing   Agree- 
ment Act  of  1937.  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  covering 
the  formulation  of  marketing  agreements 
and  orders  (7  CFR.  Supps..  SOO.l  et  seq.; 
12  F.  R.  1159.  4904  > .  a  public  hearing  was 
held  upon  certain  proposed  amendments 
to  the  tentative  marketing  agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  in  the  Tri-State 
milk  marketing  area.    Upon  the  basis  of 
the  evidence  introduced  at  such  hearing 
and  the  record  thereof,  it  is  found  that: 

(1 )  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amended, 
will  tend  to  effectuate  the  declared  policy 

of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  foods,  available  supplies  of  feeds, 
and   other   economic   conditions   which 
affect  market  supplies  of  and  demand  for 
Buch  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  refiect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  In  the  public 
interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  cpeclfied  In  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Tri-State  marketing  area 
shall  be  In  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  amended,  and  as 
hereby  further  amended;  and  the  afore- 


said order,  as  amended.  Is  hereby  fur- 
ther amended  as  follows: 

1     Delete  from  §  972.5  (b)   the  pro- 
viso  contained   therein   and   substitute 
therefor  the  following:  "Promded,  That 
If  as  computed  by  the  market  adminis- 
trator (1)  the  total  quantity  of  producer 
milk  classified  as  Class  HI  milk  is  less 
than  12  percent  of  total  producer  milk 
receipts   at  either  Huntington   district 
plants  or  all  fiuld  milk  plants  of  handlers 
for  the   12-month  period  ending   with 
the  month  of  August  in  any  year,  the 
prices  of  Class  I  milk  and  Class  H  milk 
for   the    following   October,   November. 
December,    and    January    shall    be    in- 
creased 25  cents  per  hundredweight  over 
the  price  otherwise  applicable  pursuant 
to  this  paragraph  and  paragraph   (c) 
of  this  .section;  or  (2)  the  total  quantity 
of  producer  milk  classified  as  Class  ill 
milk  is  more  than  18  percent  of  total 
producer  milk  receipts  at  either  Hunt- 
ington district  plants  or  all  fiuld  milk 
plants   of   handlers   for   the    12-month 
period  ending  with  the  month  of  Feb- 
ruary (not  February  1949)  in  any  year 
the  prices  of  Class  I  milk  and  Class  II 
milk  for  the  following  April.  May.  June 
and  July  shall   be   decreased   25  cents 
under    the    price    otherwise    applicable 
pursuant  to  this  paragraph  and  para- 
graph (c>  of  this  section:     And  provided 
further.  That  the  prices  for  Class  I  milk 
and  Class  H  milk  for  the  months  of 
October     through     January,     inclusive, 
shall  not  be  lower  than  the  respective 
prices  computed  for  such  classes  pur- 
suant to  this  section  for  the  preceding 
September,  and  the  prices  for  Class  I 
milk  and  Class  II  milk  for  the  months  of 
April  through  July,  inclusive,  shall  not  be 
higher  than  the  respective  prices  com- 
puted for  such  classes  pursuant  to  this 
section  for  the  preceding  March." 
IF.    R.    Doc.    49  3194:    Filed.    Apr.    22.    1949; 
9:05  a.  m.) 


1  Thl8  order  shall  not  become  effective  un- 
less and  until  the  requirements  ol  J  900.14  of 
the  rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  markctUig  orders  have  been 
met.. 


FEDERAL  COMUN!CAT!ONS 
COMMISSION 

[Docket  No.  9289] 
Class  B  FM  Broadcast  Stations 
notice  of  proposed  rule  making 
In  the  matter  of  amendment  of  re- 
vised tentative  allocation  plan  for  Class 
B  FM  broadcast  stations  to  add  Channel 
No.  254  to  Albertville.  Alabama;  Docket 

No.  9289.  ,  . 

1    Notice  Is  hereby  given  of  proposed 

rule  making  in  the  abovo  entitled  mat- 

ter. 

2.  It  is  proposed  to  amend  the  revised 
tentative  allocation  plan  for  Class  B  FM 
broadcast  stations  to  the  extent  that 
Channel  No.  254  will  be  allocated  to  Al- 
bertville. Alabama  for  the  purpose  of 
providing  for  a  more  equitable  and  effi- 
cient utilization  of  FM  facilities. 

3.  Authority  for  the  adoption  of  the 
proposed  amendment  is  contained  in  sec- 
tions 303  (c>.  (d>.  <f).  and  (r)  and  307 
(b)  of  the  Communications  Act  of  1934. 
as  amended. 

4.  Any  Interested  party  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted  or  should  not  be 
adopted  in  the  form  set  forth  herein,  may 


Saturday,  April  23,  1949 

file  with  the  Commission,  on  or  before 
May  16.  1949.  a  written  statement  or 
brief  setting  forth  his  comments.  At 
the  same  time  persons  favoring  the 
amendment  as  proposed  may  file  state- 
ments in  support  thereof.  The  Commis- 
sion will  consider  all  comments  that  are 
received  before  taking  final  action  in 
the  matter,  and  if  any  comments  are 
received  which  appear  to  warrant  the 
Commission  in  holding  an  oral  argument 
before  final  action  is  taken,  notice  of  the 
time  and  place  of  such  oral  argument 
will  be  given  Interested  parties. 

5.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  April  13.  1949. 

Released:  April  14.  1949. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

IP.    R.   Doc.   49-3176:    Piled.   Apr.   22,    1949; 
8:59  a.  m.J 


[Docket  No.  9288] 

[47  CFR,  Part   15  1 

Restricted   Radiation  Devices 
notice  of  proposed  rule  making 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  The  Commission's  rules  governing 
Restricted  Radiation  Devices.  §§  15.1- 
15.4  of  the  rules  and  regulations,  pro- 
vide in  substance  that  any  apparatus 
generating  a  radio  frequency  electro- 
magnetic field  not  exceeding  15  micro- 
volts per  meter  at  a  distance  of  lambda 
over  two  pi  <  157,000  feet  divided  by  the 
frequency  of  operation  in  kilocycles;  i.  e., 
98  to  285  feet  from  the  point  or  line 
radiator  in  the  standard  broadcast 
band)  is  not  subject  to  the  other  rules 
of  the  Commission:  Provided,  That  no 
objectionable  interference  to  the  rje- 
ception  of  authorized  radio  signals  re- 
sults. In  accordance  with  these  rules 
many  types  of  unlicensed  operation  are 
presently  being  carried  on.  Among 
these  are:  low  power  "broadcasting." 
notably  by  college  campus  carrier  sys- 
stems.  phono-oscillator  operation,  con- 
trol of  doors,  model  aircraft,  lights,  elec- 
trical equipment,  etc..  use  in  stage 
prompting,  coaching,  church  and  school 
activities,  transmission  of  music  through- 
out industrial  plants  and  other  buildings, 
warning  devices,  power  line  maintenance. 
Intercommunication  at  mines,  oil  fields 
and  large  construction  projects,  traffic 
control  at  railway  marshalling  yards,  re- 
mote control  of  public  address  systems, 
plant  guard  systems,  and  in  connection 
with  spraying,  pollinating  and  other  ag- 
ricultural application.  Low  power  radi- 
ation may  also  exist  as  an  unwanted  re- 
sult of  receiver  oscillation,  and  from 
other  causes. 

3.  It  will  be  noted  that  the  proposed 
amendments  of  Part  15  of  the  Commis- 
sion's rules  may  involve  subsequent 
amendments  of  Part  3  (Broadcast)  and 
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Part  18  (Industrial.  Scientific  and  Medi- 
cal) of  the  Commission's  rules,  to  include 
certain  types  of  operation  presently  car- 
ried on  under  the  existing  Part  15. 

4.  The  Commission  is  especially  desir- 
ous of  obtaining  information  concerning 
the  nature  of  devices  presently  being 
operated  under  Part  15  of  the  rules,  as 
well  as  obtaining  views  regarding  revi- 
sion of  the  rules  as  proposed  in  this 
proceeding.  The  proposed  amendments 
contained  below,  accordingly,  set  forth 
only  the  broad  administrative  and  engi- 
neering factors  to  be  considered  by  the 
Commission  in  its  proposed  changes  in 
the  present  rules.  Under  these  circum- 
stances the  receipt  of  views  and  com- 
ments filed  In  connection  with  this  pro- 
ceeding may  provide  a  basis  for  certain 
changes  and  enlargements  In  the  text 
as  it  now  appears  t>elow. 

5.  This  notice  is  issued  pursuant  to  the 
provisions  of  sections  301  and  303  (a), 
(b) .  (c) .  (e) ,  (f ) ,  (g) .  (n)  and  (r)  of  the 
Communications  Act  of  1934.  as  amended. 

6.  Any  Interested  person  may  file  with 
the  Commission  on  or  before  June  1, 
1949.  a  statement  or  brief  setting  forth 
his  comments  in  regard  to  the  proposed 
amendments  of  the  Commission's  rules. 
The  Commission  will  consider  all  such 
comments  before  taking  action  In  the 
matter,  and  if  any  comments  are  submit- 
ted which  appear  to  warrant  the  holding 
of  a  hearing  or  oral  argument,  notice  of 
the  time  and  place  of  such  hearing  or 
oral  argument  will  be  given. 

7.  In  accordance  with  the  provisions  of 
§  1.764  of  the  Commission's  rules,  an 
original  and  14  copies  of  all  statements, 
briefs  or  comments  filed  shall  be  fur- 
nished to  the  Commission. 

Adopted:  April  13.  1949. 

Released:  April  13.  1949. 

Federal  Communications 
Commission, 
rsEAL]        T.  J.  Slowie, 

Secretary. 

1.  In  recognition  of  its  continuing 
rest>onsibillty  under  section  301  of 
the  Communications  Act  of  1934,  as 
amended,  to  promulgate  rules  and  tech- 
nical standards  aimed  at  the  suppres- 
sion of  radio  energy  which,  regardless  of 
source,  is  an  actual  or  potential  source 
of  interference  to  authorized  radio 
signals  in  interstate  commerce,  the  fol- 
lowing are  approaches  which  will  be  con- 
sidered by  the  Commission  in  drafting 
and  adopting  formal  rules  and  standards 
for  those  radio  frequency  devices  which 
are  not  at  present  specifically  governed 
by  any  part  of  the  Commission's  rules 
and  regulations  except  in  so  far  as  the 
provisions  of  the  existing  Part  15  of  the 
rules  may  be  applicable.' 


'Persons  operating  restricted  radiation 
devices  or  incidental  radiation  devices  in 
accordance  with  the  proposed  rules  shall  not 
be  deemed  to  have  any  vested  or  recogniz- 
able right  to  the  continued  use  of  any  given 
frequency,  by  virtue  of  prior  registration  or 
certtflcation  of  equipment  thereunder. 
Such  operation  will  be  subject  to  the  con- 
dition that  no  harmful  interference  will  be 
caused  to  any  radio  service  or  station  and 
will  be  subject  to  such  mutual  Interference 
as  may  be  caused  by  other  restricted  radia- 
tion or  Incidental  radiation  devices,  or  from 
any  authorized  source. 
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2.  In  the  proposed  adoption  of  such 
rules  and  standards,  the  mentioned 
radio  frequency  devices  will  be  divided 
into  two  categories: 

(a)  Incidental  radiation  devices.  De- 
vices which  radiate  energy  substantially 
from  a  point  source  which  radiations 
are  incidental  to  the  work  to  be  ac- 
complished, and  which  devices  do  not  re- 
quire the  use  of  associated  receivers. 
An  exception  shall  be  made  in  the  case 
of  laboratory  test  equipment  using  as- 
sociated receivers. 

(b)  Restricted  radiation  devices.  All 
other  devices  which  radiate  energy  and 
are  not  covered  by  the  definition  of  Inci- 
dental Radiation  Devices  or  are  not 
otherwise  specifically  covered  in  the 
rules  and  regulations  of  the  Commis- 
sion. 

3.  Illustrative  of  some  Incidental 
Radiation  Devices  are  laboratory  signal 
generators,  beat  frequency  audio  oscilla- 
tors and  radio  receiver  oscillators.  The 
Commission  will  consider  the  desirability 
of  including  regulations  governing  in- 
cidental radiation  devices  within  the 
provisions  of  Part  18  of  the  Commission's 
rules  and  regulations  relating  to  indus- 
trial, scientific  and  medical  service  as 
appropriately  amended,  or  of  including 
the  provisions  regulating  such  devices 
under  a  separate  rule.  Since  the  pri- 
mary consideration  involved  in  the  regu- 
lation of  the  use  of  this  type  of  ap- 
paratus is  the  actual  or  potential  inter- 
ference to  other  services,  the  Commis- 
sion will  consider  and  promulgate  rules 
under  which  such  devices  may  be  per- 
mitted to  operate  without  registration  or 
licensing  requirements,  subject  however, 
to  one  or  both  of  the  following  radiation 
limitations: 

(a)  Limit  the  field  to  fixed  value  at  a 
fixed  distance  from  the  radiating  ele- 
ment, e.  g.  15  uv  m  at  100  feet;  and/or 

(b)  Limit  the  field  to  values  which 
vary  with  frequency  because  of  practical 
limitations  upon  suppression  which  can 
be  obtained,  e.  g.  15  uv  m  at  a  distance  of 
lambda  over  two  pi  or  157,000  frequency 
in  kilocycles  feet. 

4.  Illustrative  of  .some  restricted  radia- 
tion devices,  as  defined  in  paragraph  2 
(b)  above,  are  wireless  record  players, 
carrier  current  communications  systems! 
and  remote  control  devices  using  radio. 
Since  restricted  radiation  devices  will,  by 
definition,  be  used  for  the  accomplish- 
ment of  some  -specific  purpose,  and  since 
the  use  of  such  devices  will  be  a  potential 
source  of  harmful  interference  to  recog- 
nized radio  services.  It  will  be  necessary 
that  some  system  of  regulation  be 
adopted.  Such  regulation  may  take  the 
form  of  certification,  type  approval,  reg- 
istration and/or  licensing,  whichever  ap- 
pears to  be  the  most  practicable  for  any 
given  type  of  operation.  It  is  also  pro- 
posed that  no  "low  power  broadcasting" 
be  permitted  on  any  frequency  other 
than  in  the  band  535-1605  kc.  and  then 
only  in  accordance  with  the  Commis- 
sion's rules  governing  broadcast  services, 
as  appropriately  amended.  Use  of  the 
radio  spectrum  by  restricted  radiation 
devices  will  be  subject  to  the  provisions 
Indicated ; 

(a)  10-200  kc.  I.  Carrier  current  sys- 
tems operating  in  this  band  v. ill  be  lim- 
ited to  radiation  of  15  uv/m  at  a  distance 
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of  lambda  over  two  pi  feet  computed  from 
the  line  radiator. 

11.  Restricted  radiation  devices  not  em- 
ploying carrier  current  techniques  will 
not  be  permitted  on  these  frequencies. 

(b)  200-535  kc.  i.  No  restricted  radia- 
tion devices  will  be  permitted  on  these 
frequencies. 

(c)  535-1605  kc.  1.  Because  of  the 
social  impact  of  broadcasting  upon  the 
general  public  and  the  responsibilities  of 
the  Commission  in  regard  to  the  regu- 
lation of  broadcasting:  and 

ii.  Becau.se  of  the  probability  of  inter- 
ference  being  caused  to  reception  in  the 
standard  broadcast  services  by  the  oper- 
ation of  devices  in  this  band  In  view 
of  the  number  of  broadcast  receivers 
and  transmitters  now  in  operation : 

A.  Broadcasting  on  these  frequencies 
will  only  be  permitted  in  compliance  with 
such  rules  and  limitations  covering  eli- 
gibility, licensing,  technical  standards 
and  other  subjects  as  may  now  be  found 
in  the  Commission's  rules  governing  the 
standard  broadcast  services,  or  as  they 
may  hereafter  be  amended; 

B.  Because  of  the  present  number  of 
wireless  record  players  in  operation  and 
their  necessity  for  using  standard  broad- 
cast receivers,  such  devices  will  be  per- 


PROPOSED  RULE  MAKING 

mitted  to  operate  on  these  frequencies 
subject  to  the  following  provisions: 

I.  Power  input  to  the  f^nal  radio  fre- 
quency stage  shall  not  exceed  .1  watt. 

n.  The  field  Intensity  measured  at  a 
distance  greater  than  lambda  over  two  pi 
feet  shall  not  exceed  15  uv/m  as  meas- 
ured from  the  re.strlcted  radiation  device 
or  a.ssociated  apparatus. 

III.  No  harmful  interference  shaU  be 
permitted  to  any  radio  service. 

rv.  No  broadcasting  shall  be  per- 
mitted. 

V.  After  January  1,  1950  compliance 
with  this  part  <4  (c)  li  B>.  shall  be  cer- 
tified by  a  competent  engineer  or  the 
wireless  record  player  shall  have  been 
type  approved  by  the  Commission. 

C.  No  other  restricted  radiation  de- 
vices will  be  permitted  to  operate  In  this 
band. 

(d)  1605-kc-27.23  Mc.  1.  No  restricted 
radiation  devices  will  be  permitted  to 
operate  on  these  frequencies. 

(e)  27.23-27.28  Mc.  I.  No  broadcast 
services  will  be  permitted  on  these  fre- 
quencies. 

11.  All  restricted  radiation  devices  not 
used  for  broadcasting  purposes  will  be 
permitted  subject  to  the  following  pro- 
visions : 


A.  Power  Input  to  the  final  radio  fre- 
quency stage  .shall  not  exceed  0.1  watt. 

B.  The  field  Intensity  measured  at  a 
distance  greater  than  100  feet  shall  not 
exceed  15  uv.  m.  as  measured  from  the 
restricted  radiation  device  or  associated 
apparatus. 

C.  No  harmful  Interference  shall  be 
permitted  to  any  other  radio  service  op- 
erating on  other  frequency  band. 

D.  After  January  1.  1950.  compliance 
with  this  part.  '4  <e)  din .  shall  be  cer- 
tified by  a  competent  engineer  or  the 
device  shall  have  been  type  approved  by 
the  Commi.<;sion. 

ill.  The  Commission  has  under  consid- 
eration the  use  of  these  frequencies  by 
similar  devices  with  power  In  excess  of 
that  hereabove  set  forth  subject  to  eli- 
gibility requirements,  licen.<;ing  require- 
mentjs  and  technical  standards  to  be 
hereafter  determined  and  to  be  Incorpo- 
rated In  such  rules  and  services  as  the 
Commi.^sion  shall  deem  advisable. 

(f)  27.28  Mc  and  above.  I.  No  re- 
stricted radiation  devices  or  broadcast 
devices  except  as  otherwise  provided  by 
the  Commis.'^ion's  rules  will  be  permitted 
on  these  frequencies. 

|F.   R.   Doc.   49-3177;    Filed,    Apr.    22,    1049; 
9:00  a.  ml 


NOTICES 


POST  OFFICE  DEPARTMENT 

Newfoundland 
change  in  mailing  address  and  air  ratf 

1.  Effective  date.  As  Newfoundland 
will  become  one  of  the  provinces  of  Can- 
ada beginning  April  1.  1B49,  the  rates  and 
conditions  applicable  to  Canada  will  ap- 
ply to  Newfoundland  (including  Labra- 
dor*, effective  that  date.  Mail  articles 
should  be  addressed  to  "Canada"  as 
country  of  destination. 

2.  Air  rate.  It  is  to  be  noted  specially 
that  air  parcel-post  service  to  Newfound- 
land will  be  discontinued  March  31,  1949. 
Merchandise  may  be  sent  by  air  at  the 
letter  rate  of  six  cents  per  ounce ;  weight 
limit  60  pounds. 

(R  S.  161,  396,  398,  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat,  943;  5  U.  S.  C.  22.  369, 
372) 


[sealI 


J.  M.  Donaldson. 
Postmaster  General. 


I  p.    R.    Doc.    49-3155;    Filed    Apr.    22.    1949; 
8:55  a.  ml 


DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

Panhandle  Livestock  Commission  Co. 

NOTICE  RELATIVE  TO  POSTED  STOCKYARDS 

It  has  been  ascertained  that  the  Pan- 
handle Livestock  Commission  Company 
at  Amr.rillo,  Texas,  originally  posted  on 
September  21.  1939.  as  being  subject  to 


the  Packers  and  Stockyards  Act.  1921,  as 
amended.  (7  U.  S.  C.  181  et  seq.).  no 
longer  comes  within  the  definition  of  a 
stockyard  under  said  act.  Therefore, 
notice  is  given  to  the  owner  of  such 
stockyard  and  to  the  public  that  such 
stockyard  is  no  longer  subject  to  the  pro- 
visions of  said  act. 

There  is  no  legal  justification  for  not 
deposting  promptly  a  stockyard  which 
no  longer  comes  within  the  definition  of  a 
stockyard  contained  In  said  act.  Delay 
In  deposting  would  prevent  the  due  and 
timely  administration  of  the  act.  There- 
fore, good  cause  is  found  pursuant  to 
section  4  (a)  of  the  Administrative 
Procedure  Act  that  notice  and  public 
procedure  on  the  foregoing  rule  are 
impracticable. 

The  foregoing  rule  is  in  the  nature  of  a 
rule  granting  an  exemption  or  relieving  a 
restriction  and,  therefore,  may  be  made 
effective  in  less  than  30  days  after  publi- 
cation thereof  in  the  Federal  Register, 
This  notice  shall  become  ffTectlve  upon 
publication  thereof  In  the  Federal  Regis- 
ter. 
(7  U.  S.  C.  181  et  seq.) 

Done  at  Washington,  D.  C.  this  18th 
day  of  April  1949. 

[SEAL]  Pheston  Richards. 

Acting  Director .  Livestock 
Branch,  Production  and  Mar- 
keting Administration. 

(P.    R     Doc.    49-3195;    Piled,    Apr.    22.    1949; 
9:05  a.  m.] 


FEDERAL  COMUNICATIONS 
COMMISSION 

I  Docket  No.  9282) 

Southern  California  Broadcasting  Co. 
AND  Southern  California  Trade  Unions 
Broadcasting  Assn. 

order  designating  application  for 

HEARING 

In  re  application  of  Marshall  S.  Neal. 
Paul  Buhlig.  E.  T.  Foley  and  Edwin  Earl, 
d  b  as  Southern  California  Broadca.sting 
Company  ( assignor  >,  Southern  Califor- 
nia Trade  Unions  Broadcasting  A.ssocia- 
tion  (assignee) .  Pile  No.  BAL-797.  Docket 
No.  9282 ;  for  a.ssignment  of  license  of  sta- 
tion KWKW.  Pasadena,  California. 

At  a  .session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above  entitled  application  for 
consent  to  assignment  of  license  of  sta- 
tion KWKW,  Pasadena.  California  from 
Marshal  S.  Neal.  Paul  Buhlig,  E.  T.  Foley 
and  Edwin  Earl,  d,  b  as  Southern  Cali- 
fornia Broadcasting  Company  to  South- 
ern California  Trade  Unions  Broadcast- 
ing A.s.soclatlon,  and  not  being  satisfied 
that  It  Is  In  full  possession  of  Informa- 
tion as  is  required  by  the  Communica- 
tions Act  of  1934.  as  amended,  and  act- 
ing pursuant  to  section  310  cb)  of  said 

It  is  ordered.  That  the  above-entitled 
application  be  designated  for  hearing  at 
a  tune  and  place  to  be  designated  Ly  sub- 


Saturday,  April  23,  1949 


FEDERAL  REGISTER 


2033 


sequent  order  of  the  Commission,  upon 
the  following  Issues: 

1.  To  determine  whether  the  proposed 
assignee  is  legally,  financially  and  other- 
wise qualified  to  operate  or  control  sta- 
tion KWKW.  Pasadena,  California. 

2.  To  determine  the  contractual  agree- 
ments existing  between  the  proposed  as- 
signor and  as.signee  regarding  station 
KWKW.  the  nature  and  terms  of  such 
agreements  and  the  effect  thereof  up>on 
the  operation  of  the  station  by  the  pro- 
posed assignee. 

3.  To  determine  whether  the  method 
of  payment  by  assignee  to  assignor  of  the 
purchase  of  station  KWKW  would  In  any 
way  affect  the  proposed  program  service 
of  station  KWKW  or  conduce  to  the  over- 
commercialization  thereof. 

4.  To  determine  whether  the  contrac- 
tual agreement  existing  between  the 
proposed  assignor  and  assignee  In  any 
way  provides  for  the  continued  exercise 
of  control  by  the  assignor  over  the  op- 
erations, policies  or  management  of  sta- 
tion KWKW  and  whether  such  agree- 
ment constitutes  in  any  way  a  delega- 
tion or  surrender  to  the  assignor,  by  the 
assignee,  of  the  duties  and  responsibili- 
ties required  to  be  undertaken  by  the 
licensee  of  a  broadcast  station. 

5.  To  determine  whether.  In  the  event 
of  default  of  payment  by  the  assignee 
under  the  terms  of  the  contract  of  sale 
for  station  KWKW,  any  right  to  rever- 
sion of  the  license  of  that  station  will 
exist  In  the  assignor  or  Its  nominee. 

6.  To  determine  the  financial  ability 
of  the  Joint  Council  of  Teamster  No.  42 
of  Los  Angeles,  California  to  underwrite 
the  assignee  In  the  event  of  default  In 
payment  by  the  assignee  and  the  plans 
of  that  Council  with  respect  to  station 
KWKW  In  event  of  such  default. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretarff. 

IF.   R.    Doc.   49-3171;    Piled,   Apr,    22,    1949; 
8:58  a.  m.] 


E  F.  Peffir  (KGDM-TV) 

ORDER    DESIGNATING    APPLICATION    FOR 
HEARING 

In  re  application  of  E.  F.  Peffer 
(KGDM-TV  I .  Stockton,  California,  Pile 
No.  BMPCT-473;  for  additional  time  in 
which  to  complete  construction  of  TV 
station  KGDM-TV  at  Stockton,  Cali- 
fornia. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  oflBces  in 
Washington,  D.  C,  on  the  6th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
E.  P.  Peffer  (File  No.  BMPCT-473)  for 
additional  time  in  which  to  complete  con- 
struction of  TV  broadcast  station 
KGDM-TV,  Stockton.  California;  and 

It  appearing,  that,  on  July  21,  1948.  the 
Commission  granted  E.  F.  Peffer  a  con- 
struction permit  for  a  TV  broadcast  sta- 
tion at  Stockton.  California  (BPCT-56) ; 
and 

It  further  appearing,  that  the  con- 
struction of   the  TV  broadcast  station 


authorized  on  July  21, 1948;  has  not  been 
completed,  and  the  Commission  being 
fully  advised  In  the  premises; 

It  is  ordered.  That  pursuant  to  sections 
309  and  319  of  the  Communications  Act 
of  1934,  as  amended,  the  above-entitled 
application  (File  No.  BMPCT-473)  Is 
designated  for  hearing  at  a  time  and 
place  to  be  specified  in  a  subsequent  order 
upon  the  following  Issues: 

1.  To  determine  whether  E.  F.  Peffer 
has  been  diligent  In  proceeding  with  the 
construction  of  the  television  station 
KGDM-TV  at  Stockton,  California,  as 
authorized  by  the  construction  permit 
granted  July  21. 1948  (File  No.  BPCT-56 ) . 

2.  To  determine  whether  it  would  be  In 
the  public  Interest,  convenience  and 
necessity  to  grant  the  application  of  E.  F. 
PefTer  (File  No.  BMPCT-473)  for  addi- 
tional time  In  which  to  construct  the  TV 
Broadcast  Station  at  Stockton,  Califor- 
nia, as  authorized  by  the  Commission  on 
July  21, 1948  (File  No.  BPCT-56) . 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

I  P.    R.   Doc.    49-3172;    Filed,   Apr.   22,    1949; 
8:58  a.  m.j 
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[Docket  No.  8675] 
Black  Hawk  Broadcasting  Co.  (KWWL) 

ORDER  DESIGNATING  APPLICATION   FOR 
HEARINC  ON  STATED  ISSUES 

In  re  application  of  Black  Hawk  Broad- 
casting Company  (KWWL),  Waterloo, 
Iowa.  Docket  No.  8675,  File  No.  BMP- 
3224;  for  modification  of  construction 
permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington,  D,  C,  on  the  14th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tion to  change  the  facilities  of  Station 
KWWL,  Waterloo,  Iowa,  from  frequency 
1320  kilocycles,  1  kilowatt  power,  day- 
time only  to  frequency  1330  kilocycles, 
5kw  power,  unlimited  time,  to  change 
transmitter,  Install  directional  antenna 
system,  and  to  specify  studio  location; 

It  is  ordered,  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application  is 
designated  for  hearing,  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  KWWL  as  proposed,  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  Station  KWWL  as  proposed  would  in- 
volve objectionable  interference  with 
Stations  WLOL,  Minneapolis.  Minne.sota ; 
WHBL.  Sheboygan.  Wisconsin;  WJPS. 
Evansville,  Indiana,  or  with  any  other 
existing  broadcast  stations  and.  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 


3.  To  determine  whether  the  operation 
of  Station  KWWL  as  proposed  would 
Involve  objectionable  Interference  with 
the  services  proposed  In  any  other  pend- 
ing applications  for  broadcast  facilities 
and,  if  so,  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KWWL 
as  proposed  would  be  In  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  Engineering  Practice  concern- 
ing standard  broadcast  stations  with 
particular  reference  to  the  areas  and 
population  to  receive  satisfactory  service. 

5.  To  determine  whether  the  expected 
maximum  fields  provide  tolerances  suffi- 
ciently In  excess  of  the  theoretical  fields 
to  permit  satisfactory  adjustment  and 
maintenance  of  the  array. 

It  is  further  ordered,  That  Independ- 
ent Merchants  Broadcasting  Co.,  licensee 
of  Radio  Station  WLOL,  Minneapolis. 
Minnesota;  WHBL,  Inc.,  licensee  of 
Radio  Station  WHBL,  Sheboygan,  Wis- 
consin; and  WJPS.  Inc..  licensee  of  Radio 
Station  WJPS,  Evansville,  Indiana,  are 
made  parties  to  this  proceeding. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

[P.   R.   Doc.   49-3173;    Piled.   Apr.   22,    1949; 
8:59  a.  m.] 


(Docket  Nos.  8187.  9291] 

Felix  H.  Morales  and  John  P.  Cooke 

order  designating  application  for  con- 
solidated  HEARING   on  STATED   ISSUES 

In  re  applications  of  Felix  H.  Morales, 
Houston.  Texas.  Docket  No.  8187,  File 
No.  BP-5397;  John  P.  Cooke,  Houston, 
Texas.  Docket  No,  9291,  File  No.  BP- 
7158;  for  construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  14th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  In  Hous- 
ton, Texas.  Felix  H.  Morales  requests 
the  facilities  1510  kc.  1  kw.  D  and  John 
P.  Cooke  requests  the  facilities  1480  kc, 
1  kw.  D; 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  applica- 
tions are  designated  for  hearing  in  a 
consolidated  proceeding  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of 
each  of  the  two  individual  applicants 
to  construct  and  operate  the  'proposed 
Stations. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  stations  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 
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3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served, 

4  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  in- 
volve objectionable  interference  with  any 
existing  broadcast  stations  and.  If  so.  the 
nature  and  extent  thereof,  the  areas  and 
populations  afTected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5  To  determine  whether  the  operation 
of  the  proposed  stations  would  involve 
objectionable  interference  with  the  serv- 
ices proposed  in  any  other  pending  ap- 
plications for  broadcast  facilities  and.  If 
so.  the  nature  and  extent  theerof.  the 
areas  and  populations  afTected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

6.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  on  a  comparative 
basis  which.  If  either,  of  the  applications 
in  this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered,  That.  if.  as  a  re- 
sult of  the  consolidated  proceeding.  It 
appears  that,  were  it  not  for  the  issues 
pending  in  the  hearing  regarding  clear 
channels  (Docket  No.  6741  >  and  in  the 
hearing  regarding  daytime  skywave 
transmissions  (Docket  No.  8333)  and  the 
Commission's  policy  pertaining  thereto 
as  announced  in  the  public  notices  of 
August  9.  1946.  and  May  8.  1947.  the 
public  interest  would  be  best  served  by  a 
grant  of  the  above-entitled  application 
of  Felix  H.  Morales,  then  such  applica- 
tion shall  be  returned  to  the  pending 
file  until  after  conclusion  of  the  said 
hearings  regarding  clear  channels  and 
daytime  skywave  transmissions. 


NOTICES 

him  or  his  assigns  of  690  shares  of  stock 
in  said  corporation ;  stockholders  in  said 
corporation  are:   Clyde  E.  Wilson   (as- 
signor)—10    shares;    N.    B.    Burch— 90 
shares:  Frank  A.  Browne— 10  shares;  he 
also  proposes  to  assign  and  cause  to  be 
Issued  500  of  said  690  shares  of  stock  to 
N   B   Burch.  Frank  A.  Browne  and  his 
wife.  Catherine  Burch  Browne.  Jointly, 
for  a  consideration  of  $50,000  payable 
by  a  promissory  note,  over  a  period  of 
approximately  nine  years,  more  or  less. 
In  equal  monthly  payments  and  that  he 
shall  retain,  at  least.  25%  of  the  capital 
stock  in  said  corporation.    Further  in- 
formation as  to  the  arrangements  may 
be  found  with  the  application  and  asso- 
ciated papers  which  are  on  file  at  the 
offices  of  the  Commission  in  Washington. 

DC. 

Pursuant  to  5  1  321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filing  of  the  ap- 
plication, the  Commission  was  advised  by 
applicant  on  March  20.  1949.  that  start- 
ing on  March  31,  1949.  notice  of  the  fil- 
ing of  the  application  would  be  Inserted 
in  a  newspaper  of  general  circulation  at 
Hot  Springs.  Arkansas,  in  conformity 
with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
davs  from  March  31,  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  In  the  above  described  contract. 
(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 

310  (b)) 

Federal  Commxinications 

Commission, 

[SEAL]  T.   J.    SLOWIE. 

Secretary. 

[F.   R.   Doc.    49-3175:    Filed.    Apr.   22.    1949: 
8:50  a.  m.) 


the  matters  presented  and  the  Issues  In- 
volved in  such  amended  application. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  §§  18  and  137 
(f)  of  the  Commission's  rules  of  prac- 
tice and  procedure  as  well  as  all  inter- 
veners of  record  In  this  proceeding. 

Date  of  Issuance:  April  19.  1949. 

By  the  Commission. 

[si^l]  Leon  M.  Ftjqtiay, 

Secretary. 

IF    R     Doc.    49-3162:    Filed.    Apr.    22.    1649; 
8:56  a.  m.| 


[sealI 


Federal  Communications 
Commission. 
T.  J.  Slowie. 

Secretary. 


IF.    R.   Doc.   49-3174:    Filed.   Apr.   22.    1949; 
8:59  a.  m.) 


KWFC 

rXTBUC   NOTICE   CONCERNING   THE   PROPOSED 
assignment  of  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  March  20.  1949.  there  was  filed 
with  it  an  application  (BAL-853)  for  its 
consent  under  section  310  (b>  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  KWFC, 
Hot  Springs.  Arkan.sas.  from  Clyde  E. 
Wilson  to  Spa  Broadcasting  Co..  Inc. 
The  proposal  to  assign  the  license  arises 
out  of  two  contracts  of  March  1,  1949. 
and  March  2. 1949.  pursuant  to  which  the 
assignor  proposes  to  transfer  and  sell 
said  broadcast  facilities  to  Spa  Broad- 
casting Co..  Inc..  of  Hot  Springs.  Ar- 
kansas, the  proposed  assignee,  for  the 
consideration  of  $11,000  and  issuance  to 

■Section   1321,  Part   1,  Rules  of  Practice 
and  Procedure. 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-962) 

Tennessee  Gas  Transmission  Co. 
order  fixing  date  of  hearing 

April  18,  1949. 
On    April    18.    1949.    Tennessee    Gas 
Transmission  Company  filed  a  motion 
requesting  that  Its  amended  application 
under  the  above  docket  be  set  for  further 
hearing  and  Invited  attention  to  the  fact 
that  the  Commi.ssion  on  December  23. 
1948.  acting  pursuant  to  a  motion  filed 
by   Applicant   postponed   the   date   for 
hearing  to  a  date  and  place  to  be  fixed 
by  further  order  of  the  Commission  upon 
not  less  than  15  days'  notice. 
The  Commission  orders: 
(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  section  7  and  15  of  the  Nat- 
ural Gas  Act  and  the  Commission's  rules 
of  practice  and  procedure  a  public  hear- 
ing   be   held   commencing    on   May    4. 
1949   at  10:00  a.  m.  (e.  d.  s.  t.)  in  the 
Hearing   Room   of   the   Federal   Power 
Commission.  1800  Pennsylvania  Avenue 
NW.,  Washington  25.  D.  C,  concerning 


(Docket  No.  G-11891 

Arkansas-Oklahoma  Gas  Co. 

notice  of  application 

April  19.  1949. 

Notice  is  hereby  given  that  on  April  5. 
1949  Arkansas-Oklahoma  Gas  Company 
(Applicant),    a    Delaware    corporation, 
having  Its  principal  place  of  business  at 
Fort  Smith,  Arkansas,  fUed  an  applica- 
tion   for   a    certificate    of    public    con- 
venience and  necessity,  pursuant  to  sec- 
tion   7    of    the    Natural    Gas    Act,    as 
amended,  authorizing  the  construction 
and    operation    of    approximately    112 
miles  of  12-lnch  natural  gas  pipeline  ex- 
tending from  the  terminus  of  Applicant  s 
existing  12-lnch  pipeline  near  the  Town 
of  Splro,  Oklahoma  to  the  Arkansas- 
Oklahoma  State  line,  near  South  Fort 
Smith,  Arkansas,  to  improve  service  in 
the  Fort  Smith  area. 

Applicant  states  that  the  proposed 
facilities  will  be  an  extension  of  Appli- 
cant's existing  12-lnch  pipeline  looping 
Applicant's  existing  10-lnch  line  from 
the  Splro  gas  field,  Le  Flore  County, 
Oklahoma,  to  the  Arkansas-Oklahoma 

state  line. 

Applicant  recites  that  the  Increased 
withdrawals  of  natural  gas  from  the 
Splro  gas  field  have  lowered  the  rock 
pressures  of  the  wells;  that  the  increased 
quantities  of  natural  gas  to  meet  Appli- 
cant's expanding  market  requirements 
have  necessitated  an  increase  in  the 
pres.^ures  in  the  pipelines  leading  from 
the  Splro  field;  and  that  the  pressure  in 
the  existing  10-inch  line  should  not  be 
increased.  The  proposed  loop  line  ex- 
tension will  enable  Applicant  to  operate 
the  Fort  Smith  line  at  lower  pressures. 

Applicant  estimates  that  the  over-all 
capital  cost  of  the  proposed  facilities 
will  be  approximately  $193,000,  to  be 
financed  out  of  company  funds. 

Any  interested  State  commission  Is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  137  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so.  to  advise  the  Federal  Power 
Commi.ssion  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  it  desires  a 
conference,  the  creation  of  a  board,  or 
a  Joint  or  concurrent  hearing,  together 
with  reasons  for  such  a  request. 

The  application  of  Arkansas-Okla- 
homa Gas  Company  Is  on  file  with  the 
Commission  and  open  to  public  Inspec- 
tion. Any  person  desiring  to  be  heard 
or  to  make  any  prote.st  v.'i^h  rrference 
to  the  application  shall  file  with  the 


Saturday,  April  23,  1949 

Federal  Power  Commission.  Washington, 
D.  C,  not  later  than  15  days  from  the 
date  of  publication  of  this  notice  In  the 
Federal  Register,  a  petition  to  Intervene 
or  protest.  Such  petition  or  protest 
shall  conform  to  the  requirements  of 
8S  1.8  or  1.10.  whichever  is  applicable,  of 
the  rules  of  practice  and  procedure. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

|F.    R.    Doc.    49  3168:    Filed.    Apr.    22.    1949; 
8:59  a.  m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2070] 

Dallas  Power  &  Light  Co. 

order   releasing  jurisdiction  over 
payment  of  legal  fees 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  19th  day  of  AprU  A.  D.  1949. 

The  Commission  having,  by  orders 
dated  March  17,  1949  and  March  29, 
1949,  permitted  to  become  effective  an 
amended  declaration  filed  by  Dallas 
Power  Si  Light  Company  ("Dallas"),  an 
electric  utility  subsidiary  of  Texas  Util- 
ities Company,  a  subsidiary  of  American 
Power  &  Light  Company,  In  turn  a  sub- 
sidiary of  Electric  Bond  and  Share  Com- 
pany, the  three  latter  companies  being 
registered  holding  companies,  regarding 
the  Issue  and  sale  by  Dallas,  pursuant 
to  the  competitive  bidding  requirements 
of  Rule  U-50,  of  $10,000,000  principal 
amount  of  First  Mortgage  Bonds,  238% 
Series,  due  1979;  and 

Said  order  of  March  29.  1949  having 
contained  a  reservation  of  Jurisdiction 
over  the  proposed  payment  by  Dallas  and 
by  the  successful  bidders  for  said  bonds 
of  legal  fees,  as  follows: 

Reld  tt  Priest  (New  York  counsel)...  $9,500 
Beekman  &  Bogue  (counsel  for  suc- 
cessful  bidders) 8,000 

and  this  Commission  having  examined 
the  evidence  submitted  with  respect  to 
the  legal  services  rendered  in  these  pro- 
ceedings, and  said  law  firms.  Dallas,  and 
the  succesful  bidders  having  agreed  upon 
the  payment  of  fees  in  the  amounts 
listed  above,  subject  to  this  Commission  s 
order;  and 

The  Commission  on  the  basis  of  Its 
examination  of  the  record  finding  that 
the  payment  of  legal  fees  to  the  firms  In- 
dicated in  the  amounts  proposed  Is  not 
unreasonable,  and  finding  It  appropriate 
In  the  public  interest  to  release  Jurisdic- 
tion over  the  payment  of  such  fees: 

It  is  ordered.  That  Jurisdiction  hereto- 
fore reserved  with  respect  to  the  payment 
of  fees  and  expenses  of  counsel  In  con- 
nection with  the  Issuance  and  sale  of 
said  bonds  by  Dallas,  Including  fees  and 
expenses  payable  to  counsel  for  the  suc- 
cessful bidders  be,  and  the  same  hereby 
Is,  released. 

By  the  Commission. 


[seal] 


Orval  L.  DtjBois, 

Secretary. 


IP.   R.    Doc.    49-3162;    Filed,    Apr.   22.    1949; 
8:57  a.  m.] 

No.  78 5 


FEDERAL  REGISTER 

(File  70-2084] 

Utah  Power  &  Light  Co. 

order   granting  application  and  PERBtlT- 
TING  declaration  to  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C. 
on  the  18th  day  of  April  A.  D.  1949. 

Utah  Power  &  Light  Company 
("Utah"),  a  registered  holding  company 
and  an  electric  utility  company,  having 
filed  an  application-declaration  and 
amendment  thereto  pursuant  to  the  Pub- 
lic UtUity  Holding  Company  Act  of  1935. 
particularly  sections  6  (a)  and  7  thereof, 
and  Rule  U-50  of  the  rules  and  regula- 
tions promulgated  thereunder,  with  re- 
spect to  the  following  proposed  transac- 
tions: 

Utah  proposes  to  issue  and  sell  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50.  $3,000,000  principal 
amount  of  __%  First  Mortgage  Bonds 
due  1979  to  be  issued  under  and  secured 
by  the  Company's  presently  existing 
Mortgage  and  Deed  of  Trust  dated  as  of 
December  1. 1943  as  supplemented  by  the 
Rrst.  Second  and  Third  Supplemental 
Indentures  and  as  further  supplemented 
by  a  Fourth  Supplemental  Indenture  to 
be  dated  as  of  May  1,  1949. 

The  appllcatlon-d eclaratlon.  as 
amended.  Indicates  that  the  construction 
program  of  Utah  and  Its  wholly-owned 
subsidiary.  The  Western  Colorado  Power 
Company,  for  the  year  1949  will  re- 
quire the  expenditure  of  approximately 
$11,000,000.  which  will  be  met  In  part  by 
the  proceeds  from  the  sale  of  the  pro- 
posed Bonds  together  with  the  proceeds 
from  sales  of  common  stock  and  addi- 
tional bonds  to  be  made  later  In  the  year. 
The  applicant-declarant  requests  that 
the  Commission's  order  Herein  be  issued 
as  promptly  as  may  be  practicable,  and 
that  It  become  effective  forthwith  upon 
the  Issuance  thereof. 

The  application-declaration  having 
been  filed  on  March  1,  1949  and  an 
amendment  thereto  having  been  filed 
on  April  1,  1949.  notice  of  said  filing 
having  been  given  in  the  form  and  man- 
ner prescribed  by  Rule  U-23  promulgated 
pursuant  to  the  said  act.  and  the  Com- 
mission not  having  received  a  request 
for  hearing  with  respect  to  the  applica- 
tion-declaration, as  amended,  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  the  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commission  being  of  the  opinion  that 
it  is  appropriate  to  grant  and  permit  to 
become  effective  said  application-decla- 
ration, as  amended,  without  the  Imposi- 
tion of  terms  and  conditions  other  than 
those  hereinafter  ordered,  and  the  Com- 
mission also  deeming  it  appropriate  to 
grant  applicant-declarant's  request  that 
the  order  herein  become  effective  forth- 
with upon  the  issuance  thereof; 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  arolicable  provi^ns  of 
said  act.  that  said  appjication-declara- 
tion.  as  amended,  be,  and  the  same  here- 
by is,  granted  and  permitted  to  become 
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effective  forthwith,  subject  to  the  terms 
and  conditions  contained  In  Rule  U-24 
and  subject  to  the  following  additional 
conditions: 

(1)  That  the  proposed  sale  of  bonds 
of  Utah  shall  not  be  consummated  vuitU 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered 
by  the  Commission  in  the  light  of  the 
record  so  completed,  which  order  may 
contain  such  further  terms  and  condi- 
tions as  may  then  be  deemed  appropriate. 

(2)  That  Jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be 
paid  In  connection  with  the  proposed 
transactions. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

(P.    R.    Doc.   49-3161:    Filed,   Apr.   22,    1949; 
8:67  a.  m.] 


(File  No.  70-2103] 
Cincinnati  Gas  &  Electric  Co. 

NOTICE  regarding  FILING  OF  AMENDMENT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  19th  day  of  April  1949. 

The  Cincinnati  Gas  ii  Electric  Com- 
pany ("Cincinnati"),  a  subsidiary  of  The 
United  Corporation,  a  registered  holding 
company,  having  filed  an  application 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  section^  (b)  thereof, 
with  respect  to  the  Issue  and  sale  by 
Cincinnati  of  an  additional  249,334  shares 
of  common  stock,  par  value  of  $8.50  per 
share,  to  its  common  stockholders  at  the 
rate  of  one  share  of  common  stock  for 
each  nine  shares  of  common  stock  held 
by  them,  the  offering  price  of  such  shares 
to  be  supplied  by  amendment;  and  notice 
of  said  filing  having  been  duly  given  in 
the  form  and  manner  prescribed  by  Rule 
U-23  piomulgated  pursuant  to  said  act 
(Public  Utility  Holding  Company  Act 
Release  No.  8986) : 

Notice  is  hereby  given  that  an  amend- 
ment to  said  application  has  been  filed 
with  this  Commission  by  Cincinnati. 

Notice  is  further  given  that  any  Inter- 
ested person  may  not  later  than  April  27. 
1949,  at  5:30  p.  m.,  e.  d.  s.  t.,  request  the 
Commission  In  writing  that  a  hearing  be 
held  with  respect  to  said  amendment, 
stating  the  reasons  for  such  request,  the 
nature  of  his  interest  and  the  issues,  if 
any,  of  fact  or  law  raised  by  said  amend- 
ment proposed  to  be  controverted,  or  may 
request  that  he  be  notified  if  the  Commis- 
sion should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wash- 
ington 25,  D.  C.  At  any  time  after  April 
27, 1949,  said  amendment  may  be  granted 
as  provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  £u:t  or 
the  Commission  may  exempt  such  trans- 
actions as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  interested  ijer.sons  are  referred  to 
said  amendment  which  is  on  file  in  the 
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office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  are  summarized  as  follows: 

Cincinnati    proposes    to    reserve    the 
right  to  stabilize  the  price  of  the  com- 
mon stock  proposed  to  be  sold  for  the 
purpose  of  facilitating  the  distribution 
and   offering    thereof    to   the    common 
stockholders  of  Cincinnati.    In  order  to 
effect  such  stabilizing  purchases.  Cin- 
cinnati proposes  to  acquire  shares  of  its 
common   stock   on   the    respective   ex- 
changes  on  which  said  stock  is  traded 
and  listed.     Cincinnati  further  proposes 
to  sell  the  shares  of  stock  so  acquired 
either  by  sale  on  the  exchanges  through 
brokers  with  the  payment  of  the  usual 
brokerage  commission  or  by  sale  on  or 
off  the  exchanges  through  brokers  or 
dealers  with  the  payment  to  them  or 
commissions  or  allowances  or  conces- 
sions.   Cincinnati  states  that  It  ^11    at 
no  time  acquire  a  net  long  position  (ex- 
clusive of  shares  presently  owned  by  the 
company  and  not  being  offered  to  its 
stockholders)     of    shares    of    common 
stock  of  Cincinnati  in  excess  of  10  per- 
cent of  the  aggregate  number  of  shares 
of  common  stock  being  offered  to  its  com- 
mon   stockholders.    Cincinnati    further 
propcses  to  purchase  the  rlRhts  evidenced 
by  the  warrants  to  be  Issued  to  its  com- 
mon stockholders,  through  brokers  on 
the  exchanges  where  such  rights  are  to  be 
traded,  and  to  sell  through  brokers  any 
rights  so  acquired  at  prices  not  to  ex- 
ceed the  current  price  of  the  rights  as 
quoted  on  the  New  York  Exchange  or 
to  retain  such  rights  at  the  option  of  the 
company. 

By  the  Commission 


(SXALl 


Orval  L.  Dubois. 
Secretary. 


IF    R    Doc.   48-3160:    Filed.   Apr.   22.    1949; 
8:67  a.  m.j 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 


AxTTHORrrr:  40  Stat.  411.  55  Stat.  839.  Pub 
Laws  322.  671,  79th  Cong..  60  S^f  • /O' ^^S-  60 
U.  S.  C.  and  Supp.  App.  1.  616.  E^  O.  919J. 
July  6,  1942,  3  CFR.  Cum.  Supp..  E.  O.  9667. 
June  8,  1946.  3  CFR.  1945  Supp..  E.  O.  9788, 
Oct.  14.  1940,  11  F.  R.  11981. 

[Vesting  Order  12988) 

Frieda  Sen  ft 

In  re-  Estate  of  and  Trust  under  the 
will  of  Frieda  Senft.  deceased.  File  I>- 
28-10048.  E.  T.  sec.  14262. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1  That  Catherine  Easier.  Ida  Miller, 
and  Camilla  Ganter.  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany) ; 

2  That  the  children,  names  unknown, 
of  Irvin  Senft.  deceased,  the  domiciliary 
personal  representatives,  heirs,  next-of- 
kin  legatees  and  distributees,  names  un- 
known, of  Ida  Miller,  the  domiciliary 
personal  representatives,  heirs,  next-of- 
kin  legatees  and  distributees,  names  un- 
known of  Camilla  Ganter.  who  there  is 
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reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  the  estate  of  Frieda 
Senft  deceased,  and  the  trust  under  the 
will  of  Frieda  Senft.  deceased,  is  prop- 
erty payable  or  deliverable  to.  or  claimed 
by.  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

4  That  such  property  is  in  the  process 
of  administration  by  Clarence  H.  Hall- 
man  as  Executor,  acting  under  the  judi- 
cial supervision  of  the  Probate  Court  of 
Hamilton  County.  Ohio; 

and  it  is  hereby  determined: 

5  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
children  names  unknown,  of  Irvin  Senft. 
deceased,  the  domiciliary  personal  rep- 
resentatives, heirs,  next-of-kin.  legatees 
and  distributees,  names  unknown,  of  Ida 
Miller    the  domiciliary  personal  repre- 
sentatives, heirs,  next-of-kin.  legatees 
and   distributees,    names   unknown,    of 
Camilla  Ganter  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  In- 
terest. .      ... 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  24.  1949. 

For  the  Attorney  General. 


Main  Street.  Louisville  2.  Kentucky.  In 
the  amount  of  $539.17.  as  of  December 
31    1945.  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 
Is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3  That  to  the  extent  that  the  person 
n-imed  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 

(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal!  Malcolm  S.  Masok, 

Acting  Deputy  Director. 
Office  of  Alien  Proverty. 

[F.   R.   Doc.   49-3179:    FUed.   Apr.   22.    1949; 
S:(X)  a.  m.j 


tSEAL]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.    Doc.   49-3178;    Filed.   Apr.   22.    1949; 
9:00  a.  m.l 


(Vesting  Order  130591 
Ernst  Thorletjchter 
In  re:  Debt  owing  to  Ernst  Thorleuch- 
ter.    F-28-29967-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Ernst  Thorleuchter.  whose  last 
known  address  is  Prlesterweg  70.  Berlin- 
Sudende.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated  en- 
emy country  (Germany) : 

2  Thnt  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Ernst  Thorleuchter.  by 
Tobacco  Trading  Corporation.  1113  West 


[Vesting  Order  13072) 
Alice  G.  Fosdick 


In  re:  Trust  under  the  will  of  Alice  O. 
Fosdick.  deceased.  File  No.  D-28-12524. 
E.  T.  sec.  16731. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Rudolf  Udo  Slattery.  whose 
last  known  address  is  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) : 

2  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  Trust  crea- 
ted under  the  wiU  of  Alice  G.  Fosdick, 
deceased.  Is  property  payable  or  deliver- 
able to.  or  claimed  by.  the  aforesaid  na- 
tional of  a  designated  enemy  country 

(Germany);  .    .     .». 

3  That  such  property  is  in  the  proc- 
ess of  administration  by  United  States 
Trust  Company  of  New  York,  as  Sub- 
tituted  Trustee,  acting  under  the  Judi- 
cial supervision  of  the  Surrogate's  Court. 
County  of  New  York.  New  York; 

and  It  Is  hereby  determined: 

4  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof,  is  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  30.  1949. 

For  the  Attorney  Gener.jil. 

[seal]  David  L.  Ba'zelon. 

Assistant  Attorney  General,       » 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3180:    Filed.    Apr.    22,    1949; 
9:00  a.  m.| 


[Vesting  Order  131511 
Edv^'ard  Gunther  Peters 

In  re:  Trust  under  will  of  Edward 
Gunther  Peters,  deceased.  Pile  No.  D- 
28-2345  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Maria  Peter,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, helrs-at-law,  next-of-kin, 
legatees    and    distributees,    names    un- 

^    known,  of  Franzlska  Peter,  who  there  is 
I      reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  .sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them.  In  and  to  the  trust  created  under 
paragraph  II  of  the  will  dated  July  30. 
1930  of  Edward  Gunther  Peters,  deceased, 
and  paragraph  I  of  the  codicil  thereto 
dated  Augu.st  15.  1932,  and  paragraph  I 
of  the  codicil  thereto  dated  January  18. 
1934.  and  paragraph  V  of  the  codicil 
thereto  dated  February  13.  1934.  pres- 
ently being  administered  by  The  First 
National  Bank  of  Rome.  Rome.  Georgia, 
Trustee. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
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domiciliary  personal  representatives, 
heirs-at-law,  'next-of-kin,  legatees  and 
distributees,  names  unknown,  of  Fran- 
zlska Peter  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons-toe treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  Getieral. 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.   49-3181;    Piled,   Apr.    22.    1949; 
9:01  a.  m.] 


[Vesting  Order   13127) 
Karl  Lautz 

In  re :  Stock  owned  by  personal  repre- 
sentatives, heirs,  next  of  kin.  legatees  and 
distributees  of  Karl  Lautz,  deceased.  F- 
28-23495-A-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law,  after  investigation,  it  is  hereby 
found : 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Karl  Lautz.  deceased,  who  there 
Is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a  des- 
ignated enemy  country  (Germany) ; 

2.  Tliat  the  property  described  as  fol- 
lows: One  (1)  share  of  $10  par  value 
common  capital  stock  of  Potomac  Elec- 
tric Power  Company.  Washington.  D.  C. 
evidenced  by  certificate  number  58233 
registered  in  the  name  of  Karl  Lautz, 
and  presently  In  the  possession  of  the 
Attorney  General  of  the  United  States 
in  account  number  28-31170.  together 
with  all  declared  and  unpaid  dividends 
thereon. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Karl  Lautz. 
decea.sed,  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the-  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Karl  Lautz. 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
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the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-4^83;    FUed,    Apr.    22.    1949; 
9:D1  a.  m.] 


[Vesting  Order  13128] 
Mathilda  Miltenberger 

In  re:  Voting  Trust  Certificate  owned 
by  Mathilda  Miltenberger.  F-28-25634- 
A-1,  D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  Mathilda  Miltenberger.  whose 
last  known  address  is  Oberhausen,  Ros- 
enstrasse  189,  Rhineland,  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: One  (1)  Voting  Trust  Certificate 
for  ten  (10)  shares  of  Terminals  Corpo- 
ration capital  stock,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Illinois,  said  Voting  Trust  Certificate 
numbered  128.  Issued  by  and  presently  in 
the  custody  of  the  City  National  Bank  and 
Trust  Company  of  Chicago.  208  South  La 
Salle  Street,  Chicago  90,  Illinois,  agent 
for  the  Voting  Trustees  under  a  voting 
trust  agreement  In  a  plan  of  reorganiza- 
tion of  the  aforesaid  Terminals  Corpo- 
ration, registered  In  the  name  of  Ma- 
thilda Miltenberger,  and  any  and  all 
rights  thereto  and  thereunder. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  cou- 
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sultation  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  ii\the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.    49-3184;    Filed.    Apr.   23.    1949: 
9:01  a.  m.] 


f  Return  Order  314] 
Rosa  Pratos  Simonelli 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Publisned.  and  Property 

Rosa  Pratos  Simonelli.  a'k'a  Rose  Pratos. 
228  Lafayette  Street.  New  York,  N.  Y.,  Claim 
No.  4797.  December  2,  1948  (13  P.  R.  7378); 
$14,794.64  In  the  Treasury  of  the  United 
States.  The  beneficial  Interest  of  Rosa 
Pratos  Simonelli  In  the  following  Insurance 
Policies  on  Life  of  Pasquale  I.  Simonelli; 
Equitable  Life  Assurance  Society,  Policy  Nos. 
1714690.  2713870.  2899280.  and  2901183;  New 
York  Life  Insurance  Company,  Policy  No. 
4586630;  Metropolitan  Life  Insurance  Com- 
pany. Policy  No.  1641477A;  and  Travelers  In- 
surance Company,  Policy  No.  1627262:  said 
policies  In  ciistody  Real  Estate  Section.  Of- 
fice of  Allen  Property.  Washington,  D.  C;  50 
shares  NVP  capital  stock  2380  Arthur  Avenue 
Corp.,  registered  In  name  of  Allen  Property 
Custodian,  presently  in  custody  Safekeeping 
Department,  Federal  Reserve  Bank,  New 
York:  50  shares  NVP  capital  stock  Moeholu 
Realty  Corp.,  Inc.,  registered  in  name  of 
Rose  Simonelli,  a/k/a  Rose  Pratos.  $26,000 
6'r  non-accumulative  debenture  bonds 
Mosholu  Realty  Corp.,  Inc.,  registered  In 
name  of  Rose  Pratos  Simonelli,  presently  in 
possession  Custody  and  Clearance  Section, 
Office  of  Allen  Property,  120  Broadway,  New 
York,  New  York. 

Real  property  described  as  follows: 

First  parcel.  That  certain  lot  or  parcel  of 
land  situate,  lying  and  being  In  the  Borough 
of  the  Bronx,  County  of  Bronx,  City  and 
State  of  New  York,  being  known  as  and  by 
the  street  number  2394  Belmont  Avenue. 

Second  parcel.  That  certain  plot  of  land 
in  the  Borough  of  the  Bronx.  County  of 
Bronx.  City  and  State  of  New  York,  being 
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known  as  and  by  the  street  number  652  East 
187th  Street. 

Third  parcel.  That  certain  lot  or  parcel  of 
land  In  the  Borough  of  the  Bronx,  County  of 
Bronx,  City  and  State  of  New  York,  being 
known  as  and  by  the  street  numbers  660-662 
East  187th  Street. 

Fourth  parcel.  All  that  certain  piece  or 
parcel  of  land  situate,  lying  and  being  In  the 
Town  of  Long  Branch,  In  the  County  of  Mon- 
mouth, State  of  New  Jersey,  being  the  west- 
erly two-thirds  of  lot  thirty  (30)  on  the  map 
entitled  '"Map  of  Section  One  (1)  on  the 
lands  of  John  Hoey,  deceased"  duly  recorded 
In  the  County  Clerk's  Oflice  of  said  County 
and  bounded  and  described  as  follows:  Be- 
ginning at  the  southeast  corner  of  Brighton 
Avenue  and  Monmouth  Place,  as  shown  on 
said  map,  running  thence  (1)  southerly 
along  the  easterly  side  of  Monmouth  Place, 
three  hundred  and  seven  (307)  feet  and  six 
(6)  Inches  to  the  northeasterly  corner  of  said 
Monmouth  Place  and  Brookdale  Avenue  as 
shown  on  said  map;  thence  (2)  easterly 
along  Brookdale  Avenue  seventy-five  (75) 
feet;  thence  (3)  northerly  and  parallel  with 
Monmouth  Place  three  hundred  and  six  (306) 
feet  be  the  same  more  or  less,  to  the  south- 
erly side  of  Brighton  Avenue;  thence  (4) 
westerly  along  said  Brighton  Avenue  seventy- 
five  (75)  feet  to  the  point  or  place  of  begin- 
ning. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington,   D.   C,   on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.«elon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.    Doc.    49-3186;    Filed,    Apr.    22.    1949; 
9:01  a.  m.] 


Jozo  Suoihara 


Hewny  Monheimer  Sternberg  and 

LiSELOTTE-LlLO    STERNBERG 

NOTICE    OF    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No.,  Property  and  Location 

Henny  Monheimer  Sternberg,  New  York. 
N.  Y.;  13340;  $1,669.39  In  the  Treasury  of  the 
United  States.  All  right,  title,  and  Interest 
of  Henny  Monheimer  Sternberg  In  and  to  a 
trust  created  under  paragraph  "Ninth"  cf  the 
will  of  Sara  M.  Prank,  deceased,  for  the  bene- 
fit of  Henny  Monheimer  Sternberg  for  her 
life,  remainder  to  Lllo  Sternberg.  One-third 
of  all  right,  title,  and  interest  In  and  to  a 
trust  created  under  paragraph  "Ninth"  of  the 
will  of  Sara  M.  Frank,  deceased,  for  the  bene- 
•  fit  of  Heinrich  Monheimer  and  his  issue. 

Liselotte-Lllo  Sternberg,  a/k/a  Lllo  Stern- 
berg. New  York,  N.  Y.;  13340;  all  right,  title. 
and  Interest  of  LUo  Sternberg  In  and  to  a 
trust  created  under  paragraph  "Ninth"  of 
the  will  of  Sara  M.  Prank,  deceased,  for  the 
benefit  of  Henny  Monheimer  Sternberg  for 
her  life,  remainder  to  Lllo  Sternberg. 

Executed  at  Washington.  D.  C.  on 
April  19,  1949. 

For  the  Attorney  General. 

[ SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3188;    Filed,    Apr.    22,    1949; 
9:02  a.  m.) 


NOTICE    OP    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  Increase 
or  decrease  resulting  from  the  adminis- 
tration thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Jozo  Suglhara,  4715;  100  shares  of  Pacific 
Trading  Company  (California)  $20.00  par 
value  capital  stock  registered  in  the  name  of 
the  Alien  Property  Custodian,  Washington, 
D.  C,  presently  In  the  custody  of  the  safe- 
keeping department  of  the  Federal  Reserve 
Bank  of  New  York. 

Executed  at  Washington,  D.  C,  on 
April  15,  1949. 

For  the  Attorney  General. 

[s£Al]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.    R.   Doc.    49-3148;    Filed.    Apr.    21,    1949; 
8:52  a.  m.j 


[Return  Order  245,  Amdt  ] 
Walter  Hinrichsen  et  al. 

Return  Order  No.  245.  dated  January 
3, 1949,  is  hereby  amended  as  follows  and 
not  otherwise:  By  deleting  "Selected 
Works.  Orchestra  Works.  Choral  Works '. 
and  "Selected  Works  1939  40"  and  sub- 
stituting therefor  "Selected  List,  Orche.'^- 
tra  Works.  Choral  Works",  and  "Stand- 
ard Works  1939  40"  under  "Property". 

All  other  provisions  of  said  Return  Or- 
der No.  245  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of 
the  United  States  in  reliance  thereon, 
pursuant  thereto  and  under  the  author- 
ity thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C.  on 
April  15.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Properly. 

IF.    R.   Doc.   49-3187;    Filed.   Apr.    22.    1919; 
8:02  a.  zn.J 


jgCHCl 


APR  2d  •49 


FEDERAL 


V^ 


REGISTER 


VOLUME   14 


\,    '^^^    cA^ 


^/V/TED 


NUMBER  79 


Washington,  Tuesday,  April  26,  1949 


TITLE  6— AGRICULTURAL 
CREDIT 

Chapter  I — Farm   Credit  Administra- 
tion,  Department  of  Agriculture 

Sutxhapter  G — Regional  Agricultural  Credit 
Corporation 

Transfer  of  Assets.  Contracts.  Etc.. 
From  Regional  Agricultural  Credit 
Corporation 

Cross  Reference:  For  order  consum- 
mating transfers  of  all  assets,  contracts, 
property,  claims  and  rights,  records,  per- 
sonnel and  liabilities  of  the  Regional  Agri- 
cultural Credit  Corporation  to  the  Farm- 
ers Home  Administration  necessitated  by 
Public  Law  38.  81st  Congress,  which  pro- 
vides for  the  abolishment  of  the  Regional 
Agricultural  Credit  Corporation,  .see  Fed- 
eral Register  Document  49-3228  under 
the  Department  of  Agriculture,  Office  of 
the  Secretary,  in  the  Notices  Section, 
infra.  Regulations  of  the  Regional  Agri- 
cultural Credit  Corporation  appear  In 
Parts  92  to  97  of  this  chapter. 


Chapter  IV — Production  and  Mar- 
keting Administration  and  Com- 
modity Credit  Corporation,  Depart- 
ment of  Agriculture 

Subchapter     C — Loom,     Purchases,     and     Other 

Operations 

[1948  C.  C.  C.  Barley  Bulletin  1,  Amdt.  3) 

Part  602— Barley 

subpart — 1943  barley  loan  program 

Tlae  regulations  i.ssued  by  Commodity 
Credit  Corporation  and  Production  Mar- 
kcins  Administration  (13  F.  R.  3998,  4913 
and  5524  ',  governing  the  making  of  loans 
on  1943-crop  barley,  are  amended  by 
adding  the  following  §  602.25: 

§  602.25  Notice  of  final  date  of  re- 
demption of  barley  under  warehoUse- 
storage  loans.  All  loans  mature  and  are 
due  and  payable  on  April  30,  1949.  Un- 
less repayment  of  loans  covering  ware- 
house-stored barley  is  made  prior  to  May 
3,  1949,  to  either  the  county  committee 
or  the  PMA  commodity  office  serving  the 
area,  or  the  producer  has  notified  the 
county  committee  or  the  PMA  commod- 
ity office  in  writing  that  the  funds  have 


been  placed  in  the  mail,  CCC,  pursuant 
to  the  provisions  of  the  note  and  loan 
agreement,  will  purchase  the  barley  at 
the  higher  of  <1)  the  loan  value,  plus 
interest  and  charges,  or  (2)  the  market 
value  as  determined  by  CCC.  as  of  the 
close  of  the  market  on  May  2,  1949, 
whichever  is  higher.  In  the  event  such 
market  value  is  in  excess  of  the  loan 
value,  plus  Interest  and  charges,  the  ex- 
cess amount  will  be  paid  to  the  producer 
•Sec.  6  (d).  Pub.  Law  806,  80th  Cong.) 

Issued  this  21st  day  of  AprU  1949. 

fSEAL]  Harold  K.  Hill. 

Acting  Manager, 
Commodity  Credit  Corporation. 
Approved : 

Frank  K.  Woolley, 
Vice  President, 
Commodity  Credit  Corporation. 

[P.    R.    Doc.    49-3220;    Filed,    Apr.    25,    1949; 
8:49  a.  zn.l 


11948  C.  C.  C  Dry  Edible  Bean  Bulletin  1, 
Amdt.  6 1 

Part  603— Be.ans,  Dry  Edible 

SUBPART — 1948  DRY  EDIBLE   BEAN  LOAN  AND 
PURCHASE    AGREEMENT    PROGRAM 

The  regulations  issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  (13  F.  R  5256 
6348,  8175,  and  14  F.  R.  121  and  1884)] 
governing  loans  and  purchase  agree- 
ments made  available  on  1948-crop  dry 
edible  beans,  are  amended  by  adding  the 
following  5  603.25: 

§  603.25  Notice  of  final  date  of  re- 
demption of  beans  under  warehouse- 
storage  loans.  All  loans  mature  and  are 
due  and  payable  on  April  30,  1949. 
Unless  repayment  of  loans  covering  ware- 
house-stored beans  is  made  prior  to  May 
3,  1949,  to  either  the  county  committee 
or  the  PMA  commodity  office  serving  the 
area,  or  the  producer  has  notified  the 
county  committee  or  the  PMA  commod- 
ity office  in  writing  that  the  funds  have 
been  placed  in  the  mail.  CCC  pursuant  to 
the  provisions  of  the  note  and  loan  agree- 
ment, will  purchase  the  beans  at  the 
higher  of  (1)  the  loan  vaKie.  plus  inter- 
est and  charges,  or  (2)  the  market  value 
(Continued  on  next  page) 
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as  determined  by  CCC,  as  of  the  close  of 
the  market  on  May  2.  1949.  In  the  event 
such  market  value  Is  In  excess  of  the 
loan  value,  plus  interest  and  charges,  the 
excess  amount  will  be  paid  to  the  pro- 
ducer. (Sec.  6  (d>,  Pub.  Law  806.  80th 
Cong.) 

Issued  this  21st  day  of  April  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Frank  K.  Woolley. 
Vice  President, 
Commodity  Credit  Corporation. 

25,    1919; 


IF.    R.    Doc. 


49-3222;    Filed. 
8:49  a.  m.J 


Apr. 


(1948  C.  C.   C. 


Grain  Sorghums 
Amdt.  61 


Bulletin  1, 


CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulation*  aftected  by  documents 
published  in  thl«  Issue,  Proposed  rules,  as 
opposed  to  final  ftctlons,  are  Identified  as 
such. 

Title  6  ^"«« 

Chapter  I : 

Parts  92-97 

Chapter  rVr 

Part  602 2041 

Part  603 - 2041 


2041 


Part  621 — Grain  Sorghums 
sitbpart — 1948  grain  sorchtms  loan 

PROGRAM 

The  regulations  issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  (13  F.  R.  3880. 
4659.  5524,  5807.  6949.  and  14  F.  R.  517). 
governing  the  making  of  loans  on  1948- 
crop  grain  sorghums  are  amended  by 
adding  the  following  §  621.25: 

S  621.25  Notice  of  final  date  of  re- 
demption of  grain  sorghums  under  ware- 
house-storage loans.  All  loans  mature 
and  are  due  and  payable  on  April  30. 
1949.     Unless  repayment  of  loans  cover- 


Tuesday,  April  26,  1949 

ing  warehouse-stored  grain  sorghums  Is 
made  prior  to  Mav  3.  1949.  to  either  the 
county  committe«)r  the  PMA  commodity 
oflBce  serving  the  area,  or  the  producer 
has  notified  the  county  committee  or  the 
PMA  commodity  ofiBce  in  writing  that  the 
funds  have  been  placed  In  the  mail,  CCC 
pursuant  to  the  provisions  of  the  note 
and  loan  agreement,  will  purchase  the 
grain  sorghums  at  the  higher  of  d)  the 
loan  value,  plus  Interest  and  charges,  or 
(2)  the  market  value  as  determined  by 
CCC.  as  of  the  close  of  the  market  on 
May  2,  1949.  In  the  event  such  market 
value  Is  in  excess  of  the  loan  value,  plus 
Interest  and  charges,  the  excess  amount 
will  be  paid  to  the  producer.  (Sec.  4  (d) . 
Pub.  Law  806.  80th  Cong.) 

L«;sued  this  21st  day  of  April  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Prank  K.  Woolley. 
Vice  President, 
Commodit^Credit  Corporation. 

(F.    R.    Doc.    49-3219;    Piled.    Apr.    25,    1949; 
8:48  a.  ml 


fl948  C.  C.  C.  Oats  Bulletin  1.  Amdt.  1] 
Part  642 — Oats 

SUBPART — 1948   OATS   LOAN    PROGRAM 

The  regulations  Issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  (13  F.  R. 
3884).  governing  the  making  of  loans  on 
1948-crop  oats,  are  amended  by  adding 
the  following  §  642.25: 

§  642.25  Notice  of  final  date  of  re- 
demption of  oats  under  uarehouse- 
storage  loans.  All  loans  mature  and  are 
due  and  payable  on  April  30,  1949.  Un- 
less repayment  of  loans  covering 
warehou.'^e-stored  oats  Is  made  prior  to 
May  3.  1949.  to  either  the  county  com- 
mittee or  the  PMA  commodity  offlce 
serving  the  area,  or  the  producer  has 
notified  the  county  committee  or  the 
PMA  commodity  offlce  In  writing  that 
the  funds  have  been  placed  In  the  mail. 
CCC  pursuant  to  the  provisions  of  the 
note  and  loan  agreement,  will  purchase 
the  oats  at  the  higher  of  (1)  the  loan 
value,  plus  Interest  and  charges,  or  (2) 
the  market  value  as  determined  by  CCC, 
as  of  the  close  of  the  market  on  May  2, 
1949.  In  the  event  such  market  value 
is  in  excess  of  the  loan  value,  plus  Inter- 
est and  charges,  the  excess  amount  will 
be  paid  to  the  producer.  (See  6  (d). 
Pub.  Law  806.  80th  Cong.) 

Issued  this  21st  day  of  April  1949. 

[seal]  Harold  K.  Hill. 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Frank  K.  Woolley, 
Vice  President, 
Commodity  Credit  Corporation. 

IP.  R.  Doc.  49—3226:   Filed.  Apr.  85.   1949; 
8:60  a.  m.] 


FEDERAL  REGISTER 

[1948  C.  O.  C.  Dry  Sdlble  Smooth  Pea 
Bulletin  1.  Amdt.  8] 

Part  647— Peas,  Dry  Edibli 

subpart^l»48  dry  edible  smooth  pea 
loan  and  puhchase  agreement  pro- 
CRAM 

The  regulations  Issued  by  Commodity 
Credit  Corporation  and  Production  and 
'  Marketing  Administration  (13  F.  R.  4995 
and  14  F.  R.  1885),  governing  loans  and 
purchase  agreements  made  available  on 
1948-crop  dry  edible  smooth  i>eas.  are 
amended  by  adding  the  following 
§647.25: 

§  647.25  Notice  of  final  date  of  redemp- 
tion of  peas  under  warehouse-storage 
loans.  All  loan.s  mature  and  are  due  and 
payable  on  April  30.  1949.  Unless  repay- 
ment of  loans  covering  warehouse-.stored 
peas  is  made  prior  to  May  3,  1949.  to 
either  the  county  committee  or  the  PMA 
commodity  office  serving  the  area,  or  the 
producer  has  notified  the  county  commit- 
tee or  the  PMA  commodity  office  in  writ- 
ing that  the  funds  have  been  placed  in 
the  mall,  CCC  pursuant  to  the  provisions 
of  the  note  and  loan  agreement,  will  pur- 
chase the  peas  at  the  higher  of  ( 1  >  the 
loan  value,  plus  interest  and  charge^;,  or 
(2»  the  market  value  as  determined  by 
CCC.  as  of  the  close  of  the  market  on 
May  2,  1949.  In  the  event  such  market 
value  is  in  excess  of  the  loan  value,  plus 
Interest  and  charges,  the  excess  amount 
will  be  paid  to  the  producer.  (Sec.  6  (d), 
Pub.  Law  806,  80th  Cong.) 

Issued  this  21st  day  of  April  1949. 

[SEAL]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved: 

Prank  K.  Woolley. 
Vice  President. 
Commodity  Credit  Corporation. 

IF.    R.   Doc.    49-3221;    Piled.   Apr.    25.    1949; 
8:49  a.  m.) 


1 1948  C.  C.  C.  Rice  Bulletin  1,  Amdt.  1] 
Part  655 — Rice 

subpart — 194  8  rice  loan  and  purchase 
agreement  program 

The  regulations  issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  (13  F.  R. 
5109).  governing  loans  and  purchase 
agreements  made  available  on  1948-crop 
rice,  are  amended  by  adding  the  follow- 
ing §  655.25: 

S  655.25  Notice  of  final  date  of  re- 
demption of  rice  under  warehouse-stor- 
age loans.  All  loans  mature  and  are  due 
and  payable  on  April  30,  1949.  Unless 
repayment  of  loans  covering  warehouse- 
stored  rice  is  made  prior  to  May  3,  1949, 
to  either  the  county  committee  or  the 
PMA  commodity  oflBce  serving  the  area, 
or  the  producer  has  notified  the  county 
committee  or  the  PMA  commodity  offlce 
In  writing  that  the  funds  have  been 
placed  in  the  mall.  CCC  pursuant  to  the 
provisions  of  the  note  and  loan  agree- 
ment, will  purchase  the  rice  at  the  higher 
of  (1)  the  loan  value,  plus  interest  and 
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charges,  or  (2)  the  market  value  as  de- 
termined by  CCC.  as  of  the  close  of  the 
market  on  May  2,  1949.  In  the  event 
such  market  value  Is  In  excess  of  the  loan 
value,  plus  Interest  and  charges,  the  ex- 
cess amount  will  be  paid  to  the  producer. 
(Sec.  6  (d).  Pub.  Law  806.  80th  Cong.) 

Issued  this  21st  day  of  April  1949. 

[seal]  Harold  K.  Hill. 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Frank  K.  Woolley, 
Vice  President, 
Commodity  Credit  Corporation. 

IF.    R.    Doc.    49-3224;    Piled,    Apr.    25,    1949; 
8:49  a.   m.l 


[1948  C.  C.  C.  Rye  Bulletin  1,  Amdt.  6] 
Part  656 — Rye 

subpart— 1948     rye     LOAN    AND    PURCHASE 
PROGRAM 

The  regulations  issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  ( 13  F.  R.  4989, 
5525,  7291.  and  14  F.  R.  405  and  1732 », 
governing  loans  and  purchase  agree- 
ments made  available  on  1948-crop  rye. 
are  amended  by  adding  the  following 
§656.25: 

§  656.25     Notice  of  final  date  of  re- 
demption of  rye  under  warehouse-stor- 
age loans.    All  loans  mature  and  are  due 
and  payable  on  April  30,  1949.     Unless 
repayment  of  loans  covering  warehou.<;e- 
stored  rye  is  made  prior  to  May  3.  1949. 
to  either  the  county  committee  or  the 
PMA  commodity  office  serving  the  area, 
or  the  producer  has  notified  the  county 
committee  or  the  PMA  commodity  offlce 
In   writing   that   the   funds  have  been 
placed  in  the  mail.  CCC  pursuant  to  the 
provisions  of  the  note  and  loan  agree- 
ment, will  purchase  the  rye  at  the  higher 
of  (1)  the  loan  value,  plus  interest  and 
charges,  or  (2)  the  market  value  as  de- 
termined by  CCC.  as  of  the  close  of  the 
market  on  May  2,  1949.     In  the  event 
such  market  value  is  in  excess  of  the 
loan  value,  plus  interest  and  charges,  the 
excess  amount  will  be  paid  to  the  pro- 
ducer.    (Sec.  6  (d).  Pub.  Law  806,  80th 
Cong. ) 

Issued  this  21st  day  of  April  1949. 

[SEAL]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Frank  K.  Woolley, 
Vice  President, 
Commodity  Credit  Corporation. 
|F.    R.    Doc.   49-S225;    Filed,    Apr.    25.    1943; 
8:50  a.  m.l 


11948  C.  C.  C.  Wheat  Bulletin    1,   Supp.   2, 
Amdt.  3 1 

Part  671— Wheat 

subpart — 1948  wheat  loan  program 

The  regulations  issued  by  Commodity 
Credit  Corporation  and  Production  and 
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Marketing  Administration  a3  F*.  R.  3212, 
3989,  3992,  4587,  4911.  and  5524,  govern- 
ing the  making  of  loans  on  1949-crop 
wheat,  are  amended  by  adding  the  fol- 
lowing §  671.28: 

8.671.28  Notice  of  final  date  of  re- 
demption of  tcheat  under  warehouse' 
storage  loans.  All  loans  mature  and  are 
due  and  payable  on  April  30. 1949.  Unless 
repayment  of  loans  covering  warehou.se- 
stored  wheat  is  made  prior  to  May  3. 
1949.  to  either  the  county  committee  or 
the  PMA  commodity  office  serving  the 
area,  or  the  producer  has  notified  the 
county  committee  or  the  PMA  commodity 
office  in  writing  that  the  funds  have  been 
placed  in  the  mail.  CCC  pursuant  to  the 
provisions  of  the  note  and  loan  agree- 
ment, will  purchase  the  wheat  at  the 
higher  of  (1)  the  loan  value,  plus  inter- 
est and  charges,  or  (2)  the  market  value 
as  determined  by  CCC,  as  of  the  close  of 
the  market  on  May  2,  1949.  In  the  event 
such  market  value  is  In  exce.ss  of  the 
loan  value,  plus  interest  and  charges,  the 
excess  amount  will  be  paid  to  the  pro- 
ducer. (Sec.  6  (d).  Pub.  Law  806,  80lh 
Cong.) 

Issued  this  21st  day  of  April  1949. 

[sEALl  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Frank  K.  Woolley, 
Vice  President, 
Commodity  Credit  Corporation. 

IF.    R.    Doc.    49-3223:    Filed.    Apr.    25.    1949; 
8:49  a.  m.] 


RULES  AND  REGULATIONS 

pending;  and.  if  under  the  terms  of  the 
plan  security  holders'  authorization  is 
required,  that  such  authorization  has 
been  obtained;  and 

(Sec.  23.  48  Stat.  901,  as  amended;   15 
U.  S.  C.  78w) 
By  the  Commission. 

[ SEALl  Or v AL  L.  Dubois, 

Secretary. 

April  19.  1949. 

[F.    R.    Doc.    49  3203;    Filed.    Apr.    S6.    1949; 
8:46  a.  m.] 


TITLE   17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  240 — General  Rules  and  Regula- 
tions. Securities  Exchange  Act  or 
1934 

registration  of  unissued  securities  for 

"WHEN  issued"  DE.\LING 

The  text  of  §  240.12d3-10  (Rule  X- 
12D3-10)  under  the  Securities  Exchange 
Act  of  1934  as  published  on  April  1.  1949 
Is  hereby  corrected  by  deleting  the  semi- 
colon after  the  word  'expired"  in  para- 
graph (a)  (1)  U). 

§  240.12d3-10  Registration  of  an  un- 
issued security,  other  than  a  warrant,  to 
be  issued  under  a  plan  of  reorganization 
pursuant  to  court  order.     (a>    •     *     * 

(1)    •     •     * 

(1)  That  the  plan  of  reorganization 
has  been  finally  approved  or  required  to 
be  put  Into  effect  (or.  in  the  case  of  a  pro- 
ceeding under  the  Bankruptcy  Act,  has 
been  finally  confirmed)  by  order  of  the 
court  m  which  the  proceeding  is  pending; 
and  if  there  has  been  substantial  oppo- 
sition to  such  order,  that  the  time  during 
which  an  appeal  may  be  taken  from  such 
order  has  expired  and  that  no  appeal  is 


TITLE  20— EMPLOYEES* 
BENEFITS 

Chapter  II — Railroad  Retirement 
Board 

Part  335 — Sickness  Benefits  and 
Maternity  Benefits 

execution  of  statement  of  sickness  and 

supplemental    doctors   STATEMENT 

Pursuant  to  the  general  authority  con- 
tained in  .section  12  of  the  act  of  June 
25,  1933  '52  Stat.  1107;  45  U.  S.  C.  362 
(1) ),  §  335.103  of  the  regulations  of  the 
Railroad  Retirement  Board  under  such 
act  tl2  F.  R.  5610)  is  amended  by  Board 
Order  49-91.  dated  April  6,  1949,  to  read 
as  follows: 

§  335.103    Execution  of  statement  of 
sickness  and  supplemental  doctor's  state- 
ment.   A  statement  of  sickness,  and  any 
supplemental  doctor's  statement  which 
may  be  required  by  the  Board,  shall  be 
executed  by  an  individual  who  (a)  is  a 
doctor  trained  in  medical  and  surgical 
diagnosis  and  licensed  to  practice  his  pro- 
fession in  the  State  or  foreign  jurisdic- 
tion in  which  the  form  Is  executed;  or 
<b)  is  the  superintendent  or  other  super- 
visory official  of  a  hospital,  clinic,  group 
health  a?.sociation.  or  other  similar  or- 
ganization, in  which  all  examination  and 
treatment  are  conducted  under  the  su- 
pervision of  licensed  doctors  trained  in 
medical  and  surgical  diagnosis  and  In 
which  medical  records  are  maintained 
for  each  patient.    Such  individual  shall 
execute  the  statement  of  sickness,  and 
any    supplemental    doctor's    statement 
which  may  be  required,  on  the  forms  pro- 
vided by  the  Board,  and  shall  furnish  the 
Information  required  by  such  forms:  Pro- 
vided, however,  That  a  statement  of  sick- 
ness or  supplemental  doctor's  statement 
furnishing  the  required  information  may 
be  executed  on  forms  or  official  station- 
ery provided  by  a  hospital,  clinic,  group 
health  association,  or  other  similar  or- 
ganization for  transcription  of  medical 
records  of  such  organization.     (Sec.  12. 
52  Stat.  1107;  45  U.  S.  C.  362  (1) ) 

By  authority  of  the  Board. 
Dated:  April  20.  1949. 

Mary  B.  Linkins. 
Secretary  of  the  Board. 

(F.    R.    Doc.   49-3232;    Filed,   Apr.   26.    1949; 
8:31  a.  m.] 


TITLE  24— HOUSING  AND 

HOUSING  x:redit 

Chapter  VIII — Office  of  Housing 
Expediter 

[Controlled  Housing  Rent  Reg..   Amdt.  83) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

Correction 

In  Federal  Register  Document  49-2841. 
appearing  at  page  1760  of  the  issue  for 
Wednesday,  April  13.  1949,  the  following 
description  in  Item  18  should  be  inserted: 

In  Brown  County,  the  City  of  Aberdeen. 


TITLE  46— SHIPPING 

Chapter   II — United   States   Maritime 
Commission 

Subchapter    B — Regololions    Affecting    Moritime 
Carrier! 

fGeneral  Order  69.  Amdt.  1] 

Part  226 — Free  Time  and  Demurrage 
Charges  on  Import  Property  Applica- 
ble TO  All  Common  Carriers  by  Water 

port  or  NEW  YORK 

At  a  session  of  the  United  States  Marl- 
time  Commission,  held  at  its  office  in 
Washington.  D.  C.  on  the  14th  day  of 
April  1949. 

The  Commission  having  published  in 
the  Federal  Register  of  March  4.  1949 
(14  F.  R.  992  >.  a  notice  of  proposed 
amendment  to  Finding  No.  2  (§  226.1  (a) 
(2))  of  its  report  and  order  of  October 
19.  1948.  in  this  proceeding  <13  F.  R. 
6538  >,  and  the  thirty-day  period  pro- 
vided in  said  publication  for  the  submis- 
sion to  the  Commission  of  written  views 
and  suggestions  on  said  amendment  hav- 
ing expired,  and  none  having  been  re- 
ceived objecting  to  the  amendment  or 
which  would  require  any  change  in  the 
wording  of  the  amendment: 

It  is  ordered.  That  Finding  No.  2 
(§226.1  <a)  (2»)  be  amended  to  read 
as  follows: 

8  226.1  Free  time  and  demurrage 
charges    at    the    Port    of    New    York. 

(a)     •     •     • 

(2)  Free  time  on  Import  property  at 
New  York  shall  not  be  le.ss  than  five  days, 
except  on  property  of  such  a  special  na- 
ture as  to  require  earlier  removal  becaus^e 
of  local  ordinances  or  other  governmen- 
tal regulations,  or  because  piers  are  not 
equipped  to  care  for  such  property  for 
such  period,  or  except  as  the  Commis- 
sion may  hereafter  direct. 

It  is  further  ordered.  That  the  said 
amendment  shall  be  binding  upon  all 
common  carriers  by  water  in  foreign 
commerce  with  respect  to  regulations 
and  practices  affecting  free  time  and  d  - 
murrage  on  import  property  at  the  port 
of  New  York; 


Tuesday,  April  26,  1949 

It  is  further  ordered.  That  the  said 
amendment  be  published  In  the  F^ebal 
Register,  to  become  effective  thirty  days 
thereafter;  and 

It  is  further  ordered.  That  any  or  all 
of  the  exceptions  authorized  by  the 
amendment  herein  used  by  any  common 
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carrier  by  water  In  foreign  commerce 
shall  be  published  In  the  tariffs  of  such 
carrier  on  or  before  the  effective  date  of 
said  amendment  or  prior  to  the  date  of 
a  later  initiation  of  such  use. 

(Sees.  17,  22-24.  39  Stat.  734.  736;  46 
U.  6.  C.  816.  821-823) 


By  the  Commission 
[seal] 


April  14,  1949. 
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A.  J.  Williams, 
Secretary. 


(P.    R.   Doc.    49-3229;    Filed.    Apr.    25.    1949; 
8:50  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production   and    Marketing 
Administration 

[  7  CFR,  Part  971  ] 

Handling  of  Milk  in  Dayton-Spring- 
field, Ohio,  Marketing  Area 

notice  of  recommended  decision  and  op- 
portunity to  file  written  exceptions 

WITH  respect  to  PROPOSED  AMENDMENT 
TO  TENTATIVELY  APPROVED  MARKETING 
AGREEMENT  AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure,  a.s  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR.  Supps.,  900.1 
et  seq.> .  notice  is  hereby  given  of  the  fil- 
ing with  the  Hearing  Clerk  of  this  rec- 
ommended decision  of  the  As.si.stant 
Administrator.  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture,  with  respect  to 
proposed  amendments  to  the  tentatively 
approved  marketing  agreement  and  to 
the  order,  as  amended.  reG;ulatlng  the 
hanclling  of  milk  in  the  Dayton-Spring- 
field, Ohio,  marketing  area,  to  be  effec- 
tive pur.«;uant  to  the  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.  S.  C.  601  et 
seq. » . 

Interested  parties  may  file  exceptions 
to  this  recommended  decision  with  the 
Hearing  Clerk,  Room  1844.  South  Build- 
ing. United  States  Department  of  Agri- 
culture, Wa.shington  25,  D.  C,  not  later 
than  the  close  of  business  on  the  7th  day 
after  Its  publication  In  the  Federal 
Register. 

Preliminary  statement.  A  public 
hearing  was  called  by  the  Production 
and  Marketing  Administration,  United 
States  Department  of  Agriculture,  on 
the  request  filed  by  the  Miami  Valley 
Cooperative  Milk  Producers  Association, 
Inc.,  and  was  held  on  January  17,  18, 
and  19,  1949. 

The  material  Issues  presented  on  the 
record  of  such  hearing  were  whether  the 
order  should  be  amended  to  provide  for: 

1.  A  price  increase  to  producers  for 
milk  meeting  the  standards  for  Grade  A 
milk  as  defined  in  a  health  ordinance 
of  the  City  of  Dayton,  Ohio; 

2.  The  allocation  of  Dayton  "Grade  A" 
milk  to  the  highest-valued  use  classifica- 
tions; 

3.  The  adoption  of  a  provision  to  miti- 
gate contrasea.sonal  price  movements; 

4.  An  increase  in  "cooperative  pay- 
ments" made  from  the  producer-settle- 
ment fund; 

5.  Clarification  of  the  definition  of 
Class  III  milk; 


6.  Revision  of  the  method  of  comput- 
ing the  basic  formula  price; 

7.  Revision  of  the  method  of  comput- 
ing the  price  of  Class  III  milk. 

8.  The  computation  of  separate 
"pools"  and  uniform  prices  for  Dayton 
plants  and  Springfield  plants;  and 

9.  Revision  of  the  definition  of  "dehv- 
ery  period." 

Findings  and  conclusions  relative  to 
issues  numbered  1.  2,  5,  and  7  above  were 
made  in  a  recommended  decision  issued 
March  21.  1949.  The  remaining  issues 
<3,  4,  6,  8,  and  9)  are  covered  by  the 
findings  and  conclusions  set  forth  in  this 
decision. 

Findings  and  conclusions.  The  pro- 
posed findings  and  conclusions  with  re- 
spect to  the  material  issues  presented  at 
the  hearing  and  covered  by  this  decision 
are  hereby  made  upon  the  basis  of  the 
record  of  the  hearing: 

<  1 )  A  "contraseasonal '  price  provision 
relative  to  Class  I  and  Class  II  prices 
should  be  adopted. 

Producers  propo.sed  that  the  minimum 
prices  for  Clas.s  I  and  Class  II  milk  for 
any  of  the  months  of  October.  November, 
and  December  should  not  be  less  than 
such  prices,  respectively,  for  the  preced- 
ing month,  and  that  for  each  of  the 
months  of  January.  February,  and  March 
such  prices  should  not  be  less  than  the 
corresponding  prices  for  the  preceding 
month  less  22  cents. 

The  utilization  of  Class  I  milk  and 
Class  II  milk  has  been  relatively  uniform 
throughout  the  seasons  of  the  year, 
whereas  the  record  indicates  substantial 
variations  in  the  seasonal  production 
pattern  with  the  lowest  production  gen- 
erally occurring  in  the  months  of  October 
through  December  and  the  highest  pro- 
duction usually  occurring  in  the  months 
of  May  through  July.  Conversely,  the 
cost  of  producing  milk  is  considerably 
higher  during  the  low  production  period 
of  October  through  December  than  dur- 
ing the  fiush  production  months  of  May 
through  July.  On  the  other  hand,  in 
October  through  December  1948  the 
prices  for  Class  I  milk  and  Class  II  milk 
were  below  the  prices  for  such  milk  dur- 
ing the  fiush  production  months  of  May 
through  July. 

In  order  to  mitigate  contraseasonal 
price  movements  to  achieve  a  closer 
alignment  of  prices  seasonally  with  sea- 
sonal cost  changes  and  to  encourage  the 
production  of  milk  in  those  months  when 
It  is  needed  most,  it  is  concluded  that  a 
provision  should  be  adopted  under  which 
the  minimum  prices  for  Class  I  and  Class 
n  milk  in  delivery  periods  occurring  in 
October,  November  and  December  shall 
not  be  less  than  the  arithmetic  average 


of  the  minimum  prices  in  effect  for  such 
classes,  respectively,  in  the  tv.'o  calendar 
months  immediately  preceding  the  de- 
livery period  and  the  minimum  prices 
for  such  classes  in  delivery  periods  oc- 
curring in  May,  June  and  July  shall  not 
be  higher  than  the  arithmetic  average 
of  those  in  effect  for  the  two  immediately 
preceding  calendar  months.  The  record 
does  not  contain,  however,  sufficient  evi- 
dence to  justify  adoption  of  the  prorosal 
that  the  price  of  Class  I  and  Cla.-s  II 
milk  during  each  of  the  months  of  Jan- 
uary. February  and  March  should  not  be 
less  than  the  corresponding  price  for  the 
preceding  month  less  22  cents. 

(2)  Decision  on  the  proposal  to  in- 
crea.se  the  rate  of  payments  to  coopera- 
tive associations  from  the  producer-set- 
tlement fund  should  be  deferred  until  the 
evidence  in  the  record  v.ith  respect  to 
this  proposal  is  given  further  study  and 
consideration.  Therefore,  findings  and 
conclusions  on  this  issue  are  reserved. 

^3)  The  basic  formula  price  should 
not  be  changed  from  the  highest  to  the 
average  of  the  three  alternate  formula 
prices  provided  by  the  order. 

The  order  provides  that  the  highest 
of  three  alternate  formula  prices  shall 
be  used  as  a  basic  formula  price  to  which 
appropriate  differentials  are  added  to  de- 
termine the  Class  I  and  Class  n  prices. 
The  three  formula  prices  are  based  on 
the  prices  of  t  utter  and  nonfat  dry  milk 
solids,  the  prices  of  butter  and  cheese, 
and  the  prices  paid  dairy  farmers  by  18 
dairy  manufacturing  plants  in  Michigan 
and  Wisconsin.  Handlers  proposed  that 
the  basic  formula  price  be  changed  to  an 
average  of  such  three  formula  prices. 

The  proposal  does  not  give  recognition 
to  the  considerations  which  determine 
the  appropriate  level  of  the  basic  for- 
m.\ila  price.  This  price  represents  the 
value  of  milk  for  manufacturing  uses  to 
which  fixed  differentials  are  added  to 
determine  the  Class  I  and  Class  II  prices. 
These  differentials  are  so  set  that  when 
added  to  highest  value  of  milk  for  manu- 
facturing use  the  resulting  prices  v.ill 
provide  the  necessary  incentive  to  pro- 
ducers to  assume  the  added  costs,  effort 
and  risk  involved  in  producing  milk 
under  Dayton-Springfield  inspection. 
Testimony  indicated  that  in  the  Dayton- 
Springfield  area  there  are  plants  manu- 
facturing butter,  nonfat  dry  milk  solids, 
cheese  and  evaporated  milk.  Because 
milk  may  be  diverted  readily  from  ore 
milk  product  to  another  the  highest  value 
of  milk  for  any  manufactured  use  rep- 
resents the  most  appropriate  level  for 
the  basic  formula  price,  and  such  level 
is  now  provided  by  use  of  the  highest  of 
the  three  alternate  formulas.    In  a  de- 
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cision  of  the  Secretary  of  Agriculture 
dated  August  29.  1947.  it  was  found  that 
the  method  of  determining  the  basic  for- 
mula price  then  in  effect  seemed  to  have 
provided  a  reasonably  accurate  index  of 
the  value  of  milk  for  manufacturing  pur- 
poses.    No  evidence  was  given  in  this 
hearing     to    indicate    any    significant 
change  in  marketing  conditions  since  the 
present  method  of  determining  the  basic 
formula  price  was  adopted,  or  to  show 
that  the  basic  formula  prices  so  d«ter- 
mined  have  not  provided  a  reasonably 
accurate  index  of  the  value  of  milk  for 
manufacturing   purposes.     Adoption   of 
the  proposal  would   result  in  lowering 
Cla.ss  I  and  Class  II  prices  3  to  42  cents 
per  hundredweight  under  the  levels  now 
■    provided  if  price  relationships  under  the 
current  basic  price  formulas  were  to  con- 
tinue as  in  recent  years.    Proponents  ex- 
pressed the  view  that  adoption  of  their 
propo.sal  should  not  consequently  be  the 
means   of   decreasing   the   Class   I   and 
Class  II  prices  and  that  an  offsetting  ad- 
justment   to    class    price    differentials 
should  be  made.    It  appears  doubtful  if 
such  an  adjustment  may  be  made  as  the 
result  of  this  hearing,  or.  if  made,  that  an 
Improved  formula  would  be  the  result. 
It  is  therefore  concluded  that  the  method 
of  determining  the  basic  formula  price 
should  not  be  changed  at  this  time. 

(4)  Provi-sions  of  the  order  for  com- 
puting payments  to  producers  should 
not  be  changed  to  provide  separate  mar- 
ket pools  and  uniform  price.^  for  the  Day- 
ton and  Springfield  markets. 

Dayton   handlers  proposed   that   sep- 
arate producer  prices  be  computed  for 
Dayton   and   Springfield   based   on   the 
utilization  of  producer  milk  by  handlers 
in  the  respective  areas.    Springfield  han- 
dlers did  not  object  to  the  proposal  but 
did  not  advocate  it.    Producers  opposed 
the    proposal    and    requested    that    no 
change  of  this  kind  be  made  in  present 
order    pooling    provisions.      Conditions 
which  make  separate  pools  for  the  two 
cities  desirable  were  stated  by  the  pro- 
ponents to  be  differences  in  milk  hauling 
rates,  health  department  requirements, 
and  types  of  handler  operations.    They 
pointed  also  to  the  purchase  of  milk  in 
different  areas  and  a  smaller  total  milk 
supply  in  relation  to  market  needs  for 
Dayton  th^n  for  Springfield.    Opponents 
of    the    change    pointed    out    that    the 
shorter  supply  of  Dayton  handlers  and 
differences  in  handler  operations  in  the 
two  areas  have  had  only  a  very  minor 
effect  on  the  uniform  price. 

Uniform  prices  computed  on  the  basis 
of  a  separate  Diyton  pool  would  have 
averaged  v.ithin  1.8  cents  in  1947  and  2 
cents  in  1948  of  the  average  of  uniform 
prices  announced  for  the  entire  market- 
intj   area.     It  was  shown   further  that 
while  the  supply  of  milk  in  relation  to 
market  needs  has  been  much  larger  in 
Springfield  than  in  Dayton,  this  situation 
'       is  changing.    Producer  milk  in  Class  III 
in  1347  averaged  12.6  percent  in  Dayton 
"»l)hints  and   24  Gr  percent   in  Springfield 
plants,   but   the.-^e   percentages   in    1948 
were  15.8  and  24.4.  respectively.    Such 
change  reflects  an  increase  from  Janu- 
ary    1947    to    December     1948    of    290 
in  the  number  of  producers  supplying 
D.iyton  handlers  while  the  number  sup- 
plying Springfield  handlers  decreased  24. 
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Dayton  handlers  received  11,2  percent 
more  producer  milk  in  the  latter  month 
while  Springfield  handlers  received  5 
percent  less.  A  Springfield  handler  an- 
ticipated that  two  separate  uniform 
prices  would  result  only  in  creating  dis- 
satisfaction among  producers.  Another 
dififlculty  noted  by  opponents  is  the  fact 
that  handlers  in  one  market  sell  milk  in 
the  other  and  would  be  involved  in  both 
pools  if  two  were  provided. 

It  has  been  recommended  in  a  recent 
decision  that  the  price  provisions  of  the 
order  be  revised  to  adjust  prices  on  the 
basis  of  differences  in  health  require- 
ments between  the  two  markets,  taking 
into  account  the  new  regulations  to  be 
applied  in  the  near  future  by  the  City  of 
Dayton.    Some  differences  in  milk  haul- 
ing rates  and  retail  prices  prevailed  at 
the  time  of  the  hearing  on  which  the 
original  order  was  promulgated.  The  evi- 
dence does  not  indicate  a  lesser  overlap- 
ping of  milksheds  than  was  the  ca.se  when 
the  order  first  became  effective.    It  has 
not  been  shown  that  the  differences  in 
conditions  which  then  prevailed,  or  now 
obtain,  have  tended  to  disrupt  the  or- 
derly marketing  of  milk  or  have  created 
hardship  on  handlers  in  either  market  in 
any  manner  that  might  be  corrected  by 
the    computation    of    separate    uniform 
prices.    Similarly,  the  testimony  does  not 
indicate  that  the  payment  of  the  same 
minimum  uniform  price  by  both  markets 
has  resulted  in  a  burdensome  situation 
to  handlers  in  either  community.    On  the 
other  hand,  it  appears  that  the  creation 
of  separate  pools  for  the  two  markets 
would  complicate  the  order  unnecessarily 
since  there  is  no  basis  in  the  record  on 
which  it  might  be  concluded  that  mar- 
keting conditions  would  be  improved  by 
such  action.    For  these  reasons,  it  is  de- 
termined that  the  requested  change  in 
the    pooling   provisions   should   not   be 
made  under  present  circumstances. 

(5)  A  definition  of  "delivery  period" 
should  be  adopted  in  lieu  of  the  defini- 
tion of  'month".  The  definition  of 
"month"  included  in  the  order  at  present 
reads  as  follows:  "Month"  means  calen- 
dar month.  The  meaning  of  this  defini- 
tion may  not  be  clear  in  connection  with 
amendments  in  effect  for  only  part  of  a 
month.  It  i5  proposed  to  sub.stitute  a 
definition  of  "delivery  period"  for  the 
purpose  of  clarifying  the  order  with  re- 
spect to  the  application  of  amendments 
which  may  be  placed  in  effect  on  a  date 
other  than  the  first  day  of  a  calendar 
month. 

Gau^ral  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 
ib>  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  section  2  and 
section  8e  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feeds,  available 
supplies  of  feeds,  and  other  economic 
conditions  which  affect  market  supply 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  In  the  proposed 
me.rketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 


further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
sufficient  quantity  of  pure  and  wholesome 
milk,  and  be  in  the  public  interest;  and 
(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  propQsed  to  be  further  amended, 
will  regulate  the  handling  of  milk  in 
the  same  manner  as.  and  will  be  applica- 
ble only  to  persons  in  the  respective 
classes  of  industrial  and  commercial 
activity  specifled  in.  a  marketing  agree- 
ment upon  which  hearings  have  been 

held. 

Proposed    findinas    and    conclusions. 
Briefs  were  filed  on  behalf  of  both  the 
producers'  associations  and  the  majority 
of  the  handlers  subject  to  Order  No.  71. 
The  briefs  contained  proposed  findings 
of  fact,  conclusions  and  argument  with 
respect  to  the  proposals  di-scussed  at  the 
hearing.     Every   point  covered   in   the 
briefs  was  carefully  considered  along  with 
the  evidence  in  the  record  in  making  the 
findings  and  reaching  the  conclu.sions 
hereinbefore  set  forth.     To  the  extent 
that  such  suggested  findings  and  conclu- 
sions contained  in  the  briefs  are  incon- 
sistent with  the  findings  and  conclusions 
contained  herein   the  request  to  make 
such  findings  or  to  reach  such  conclusions 
are  denied  on  the  basis  of  the  facts  found 
and  stated  in  connection  with  the  con- 
clusions in  this  recommended  decision. 
Recommended    marketing    agreement 
and  amendments  to  the  order.    The  fol- 
lowing   amendments   to   the    order,   as 
amended,  are  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
the.se   conclusions   may  be  carried   out. 
The  proposed  marketing  agreement  is  not 
included    because    the    regulatory    pro- 
visions thereof  would  be  the  same  as  those 
contained  in  the  order,  as  amended,  and 
as  proposed  to  be  further  amended; 

1.  Delete  §  971.1  (i)  and  substitute 
therefor  the  following: 

(1)  "Delivery  period"  means  the  cal- 
endar month,  or  that  portion  of  the 
calendar  month,  during  which  the  pro- 
visions of  this  order  or  of  any  amend- 
ment thereto  are  effective. 

2.  Delete  from  §  971.5  (b)  (1)  the  pro- 
viso contained  therein  and  substitute 
therefor  the  following:  'Provided.  That, 
the  price  of  Class  I  milk  for  any  delivery 
period  occurring  in  the  months  of  Octo- 
ber through  December,  inclusive,  shall 
not  be  lower  than  the  arithmetic  average 
of  the  price  computed  for  such  class  pur- 
suant to  this  section  for  the  two  calendar 
months  immediately  preceding  such  de- 
livery period;  and  the  price  of  Class  I 
milk  for  any  delivery  period  occurring  in 
the  months  of  May  through  July,  inclu- 
sive, shall  not  be  higher  than  the  arith- 
metic average  of  the  prices  computed  for 
such  class  pursuant  to  this  section  for 
the  two  calendar  months  immediately 
preceding  such  delivery  period." 

3.  Delete  from  §  971.5  (O  (D  the  pro- 
viso contained  therein  and  substitute 
therefor  the  following:  -Provided.  That 
the  price  of  Class  II  milk  for  any  delivery 
period  occurring  in  the  months  of  O.^to- 
ber  through  December,  Inclusive,  shall 
not  be  lower  than  the  arithmetic  average 
of  the  prices  computed  for  such  cla.ss 
pursuant  to  this  section  for  the  two  cal- 
endar   months    immediately    preceding 
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such  delivery  period;  and  the  price  of 
Class  II  milk  for  any  delivery  period  oc- 
curring in  the  months  of  May  through 
July.  Inclusive,  shall  not  be  higher  than 
the  arithmetic  average  of  the  prices  com- 
puted for  such  class  pursuant  to  this  sec- 
tion for  the  two  calendar  months  Imme- 
diately preceding  such  delivery  period." 

Piled  at  Wa.shington.  D.  C.  this  21st 
day  of  April  1949. 

[seal]  John  I.  Thompson. 

Assistant  Administrator. 

|F.    R.    Doc.    49  3227;    Flltd.    Apr.    25,    1949; 
8:60  a.  m.| 


DEPARTMENT  OF  LABOR 

Division  of  Public  Contracts 

[  41  CFR,  Part  202  1 

Prevailing  Minimum  Wage  for  Seamless 
Hosiery  Industry 

notice  of  hearing  on  proposed 
amendment 

The  Secretary  of  Labor,  in  a  prevail- 
ing minimum  wage  determination  issued 
pursuant  to  the  provisions  of  the  Walsh- 
Kealey  Public  Contracts  Act  (act  of  Jime 
30.  1936.  49  Stat.  2036;  41  U.  S.  C.  35-45) 
and  dated  June  8,  1943  (41  CFR.  1943 
Supp..  202  6",  determined  that  the  min- 
imum wage  for  persons  engaged  in  the 
performance  of  contracts  with  agencies 
of  the  United  States  subject  to  the  act 
for  the  manufacture  or  supply  of  the 
products  of  the  Seamless  Hosiery  indus- 
try, which  Include  all  tj-pes  of  seamless 
hosiery  for  men,  women,  or  children,  was 
40  cents  an  hour. 

The  American  Federation  of  Hosiery 
Workers  has  requested  that  the  above  de- 
termination be  reconsidered  and  that  a 
rate  of  85  cents  an  hour  be  found  to  be 
the  prevailing  minimum  wage  in  the  in- 
dustry, and  that  provision  be  made  for 
rmployment  at  a  subminimum  rate  of 
75  cents  an  hour  in  auxiliary  occupations. 
Such  auxiliary  occupations  are  desig- 
nated by  the  Union  as  those  occupations 
other  than  all  types  of  adjusters  and 
fixers,  knitters,  loopers.  and  boarders. 

A  wage  survey  of  seamless  hosiery  es- 
tablishments by  the  Bureau  of  Labor  Sta- 
tistics in  October  1948  shows  clearly  that 
the  40-cent  rate  now  in  effect  no  longer 
reflects  the  prevailing  minimum  wages  in 
the  Industry  and  It  Is  proposed  there- 
fore to  hold  a  hearing  for  the  purpose  of 
consideration  by  the  Secretary  of  Labor 
of  an  amendment  to  the  current  deter- 
mination. 

Now.  therefore,  notice  is  hereby  given : 
That  a  public  hearing  will  be  held  on 
May  25,  1949  at  10:00  a.  m.  hi  Room  7129. 
U.  S.  I>epartment  of  Labor  Building.  Con- 
stitution Avenue  at  Fourteenth  Street, 
Northwest,  Washington.  D.  C.  before  the 
Administrator  of  the  Wage  and  Hour  and 
Public  Contracts  Divisions  or  a  represent- 
ative designated  to  preside  In  his  place, 
at  which  hearing  all  Interested  persons 
may%)pear  and  submit  data,  views  and 
argument:  (1 )  As  to  what  is  the  prevail- 
ing minimum  wage  in  the  Seamless  Ho- 
siery Industry;  and  (2)  as  to  whether 
there  should  be  Included  in  any  amended 
determination  for  this  industry  provision 


FEDERAL  REGISTER 

for  employment  of  auxiliary  workers,  or 
of  learners  or  apprentices  at  submini- 
mum rates,  and  if  so,  In  what  occupa- 
tions, at  what  submlntraum  rates,  and 
with  what  limitations.  If  any,  as  to  length 
of  period  and  the  number  or  proportion 
of  such  subminimum  rate  employees. 

Persons  Intending  to  appear  are  re- 
quested to  notify  the  Administrator  of 
their  intention  in  advance  of  the  hearing. 

Written  statements  in  lieu  of  personal 
appearance  may  be  filed  by  mail  at  any 
time  prior  to  the  date  of  the  hearing,  or 
may  be  filed  with  the  presiding  officer  at 
the  hearing.  An  original  and  four  copies 
of  any  such  statement  should  be  filed. 

Copies  of  the  following  tabulation  by 
the  Bureau  of  Labor  Statistics  will  be 
available  to  interested  persons.  Requests 
for  these  tabulations  should  be  addressed 
to  the  Wage  and  Hour  and  Public  Con- 
tracts Divisions,  United  States  Depart- 
ment of  Labor,  Washington,  D.  C.  and 
should  specify  the  tabulations  desired. 

1.  Release  OWR  23.  Part  I— Straight-Time 
Hourly  Earnings  for  Selected  Occupations  In 
Selected  Areas.  October  1948. 

2.  Reica.'^e  LS  49-26.32— Job  Earnings  In 
8camle.ss  Hosiery  Mills.  October  1948. 

3.  Release  LS  49-2705— Earnlnes  In  the 
Manufacture  of  Men's  Seamless  Hosiery. 
October  1948 

4  Percentage  Distribution  of  All  Workers 
In  Men's  Senmles.s  Hosiery  Establishments  by 
Straight-Time  Average  Hourly  Earnings, 
United  States  and  Selected  Regions.  October 
1948. 

Interested  persons  are  Invited  to  sub- 
mit wage  data.  Including  data  as  to 
changes  which  have  taken  place  in  the 
wage  structure  of  the  industry  since  the 
time  of  the  survey. 

In  the  discretion  of  the  presiding  offi- 
cer, a  period  of  not  to  exceed  30  days  from 
the  close  of  the  hearing  may  be  allowed 
for  the  filing  of  comment  on  the  evidence 
and  statements  introduced  into  the  rec- 
ord of  the  hearing.  In  the  event  such 
supplemental  statements  are  received, 
an  original  and  four  copies  of  each  state- 
ment should  be  filed. 

Signed  at  Wa.-^hington.  D.  C.  this  21st 
day  of  April  1949. 

Wm.  R  McComb, 
Administrator. 

[P.   R.    Doc.    49  3208;    Piled.   Apr.    25,    1949; 
8:47  a.  m.l 


CIVIL  AERONAUTICS  BOARD 
[  14  CFR,  Parts  40,  61  ] 

LONG-DlSTANCE  DOMESTIC  SCHEDiaED  AlR 

Carrier  Operations 
notice  of  proposed  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau 
of  Safety  Regulation,  notice  Is  hereby 
given  that  the  Bureau  will  propose  to 
the  Board  a  Special  Civil  Air  Regulation 
as  hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 
munications should  be  submitted  to  the 
Civil  Aeronautics  Board,  attention 
Bureau  of  Safety  Regulation,  Washing- 
ton 25,  D.  C.    All  communications  re- 
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celved  within  15  days  after  the  date  of 
this  publication  will  be  considered  by  the 
Board  before  taking  further  action  on  the 
proposed  rule. 

Special  Civil  Air  Regulation  SR-323  as 
amended  by  SR-323-A  expires  June  15. 
1949.  This  regulation  provides  special 
operating  rules  for  flights  of  scheduled 
air  carrier  aircraft  at  altitudes  in  cxcf^.<^s 
of  12,500  feet  east  of  longitude  100"  W. 
and  at  altitudes  In  exres'^  of  14.500  fret 
west  of  longitude  100°  W.  In  long-dis- 
tance operations. 

A  proposed  revision  of  current 
scheduled  air  carrier  operation  rules 
which  will  be  circulated  for  comment  by 
interested  persons  in  the  near  future 
will  provide  for  these  operations.  It  will 
be  noted  that  Annex  6  to  the  Interna- 
tional Civil  Aviation  Convention  which 
becomes  effective  on  Janupry  1,  1950.  will 
also  require  some  revisions  of  the 
.scheduled  operation  rules,  and  it  is  al.<^o 
Intended  to  meet  these  requirements  in 
the  proposed  revision  above  referred  to. 
Therefore.  It  is  deemed  adv<raWe  to  ex- 
tend the  effective  date  of  SR-323  until 
Jp.nuary  1.  1950.  or  .such  earlier  date  as 
such  revision  may  become  effective. 

It  Is  therefore  proposed  to  postpone 
the"  termination  date  of  SR-323  from 
June  15.  1949.  to  December  31.  1949. 

This  repu'ation  Is  proposed  under 
authorrty  of  Title  VI  of  the  Civil  Aero- 
na'itics  Act  of  1938,  as  amended. 

(Sees.   205    'a>.   601-610.   52   Stat.    9P4, 
1007-1010;  49  U.  S.  C.  425  (a),  551-550 • 

Dated:  April  20,  1949,  at  Washington, 
D.  C. 

By  the  Bureau  of  Safety  Regulation. 

fsEALl  John  M.  Chamberlain. 

Director. 

(F.    R.    Doc.    49-3207;    Filed,    Apr.    25.    1949; 
8:47  a.  m] 


FEDERAL  COMMUNMCATIONS 
COMMISSION 

[Docket  No.  9297] 
[  47  CFR,  Part  64  1 

Charges  for  U.  S.  Government  Telegraph 
Communicaticns 

notice  of  proposfd  rule-making 

In  the  matter  of  charges  for  United 
States  Government  Telegraph  Commu- 
nications. Amendment  of  Part  64  of  the 
Commission's  rules  and  regulations  (Mis- 
cellaneous Rules  Relating  to  Common 
Carriers). 

1.  Notice  is  hereby  given  of  proposed 
rule-making  in  the  above-entitled  mat- 
ter. 

2.  It  is  proposed  to  amend  85  64.305 
Priority  and  64.310  Term  of  Subpart  C 
(United  States  Government  Foreign  and 
Overseas  Telegraph  Communications), 
of  Part  64  of  the  Commission's  rtiles  and 
regulations,  to  read,  respectively,  as  fol- 
lows: 

S  64.305  Priority.  Every  Government 
ordinary  and  code  message  to  which  the 
rules  In  this  part  apply  and  for  which 
priority  has  been  specifically  requested 
by  the  sender,  shall  have  priority  over 
all  other  messages  regardless  of  the  clas- 
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siflcatlon:  and  every  Government  mes- 
sage shall,  unless  otherwise  provided 
herein,  be  subject  to  the  classifications, 
practices  and  regulations  applicable  to 
the  corresponding  commercial  commu- 
nications. 

§64  310  Term.  The  provisions  of  Sub- 
part C  shall  continue  in  effect  through 
June  30.  1950.  unless  changed  by  order 
of  the  Commission. 

3.  The  amendment  to  §  64.310  Term 
Is  necessary  because  the  section  in  its 
present  form  provides  that  the  provisions 
of  Subpart  C  shall  continue  in  effect 
through  June  30.  1949,  unless  changed 
by  order  of  the  Commission,  and  it  is  nec- 
essary under  the  applicable  cable  land- 
ing licenses  that  the  Cwnmission  act  an- 
nually in  this  matter. 

4.  Section  64  305  Priority  would  be 
amended  by  making  Its  provisions  con- 
form with  the  requirements  of  Article  36 
of  the  International  Telecommunication 


PROPOSED  RULE   MAKING 

Convention  (Atlantic  City  1947).  effec- 
tive January  1,  1949.  that,  subject  to  the 
provisions  of  Article  45  of  the  Convention 
(Distress  Calls  and  Messages),  Govern- 
ment telegrams  shall  enjoy  priority  over 
other  telegrams  when  priority  is  re- 
quested for  them  by  the  sender. 

5.  No  changes  are  now  being  proposed 
In  the  other  provisions  of  Subpart  C. 

6.  The  proposed  amendment  is  issued 
under  the  authority  of  sections  4  U)  and 
601  <b>  of  the  Communications  Act  of 
1934.  as  amended,  and  pursuant  to  the 
provisions  of  the  permits  or  licenses 
granted  by  the  President  of  the  United 
States,  giving  the  Postmaster  General 
authority  to  fix  rates  and  charges  for 
United  States  Government  telegraph 
communications  transmitted  by  any  car- 
rier or  carriers  subject  to  the  terms  of 
such  permits  or  licenses,  which  authority 
was  transferred  to  the  Commission  by 
section  601  lb)  of  the  Communications 
Act. 


7.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth,  may  file 
with  the  Commission  on  or  before  May 
16.  1949,  a  written  statement  or  brief 
setting  forth  his  comments.  Persons  de- 
siring to  support  the  amendment  may 
also  file  comments  by  the  same  date. 
The  Commission  will  consider  all  com- 
ments, briefs  and  arguments  presented 
before  taking  final  action  with  respect 
to  the  propo-sed  amendment. 

Adopted:  April  20.  1949. 

Released:  April  21,  1949. 


[SEAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[F.    R.    Doc.    49-3294;    Filed.    Apr.    25.    1949; 
10:10  a.  m.] 


NOTICES 


DEPARTMENT  OF  AGRICULTURE 
Office  of  the  Secretary 

Order  Consummating  Transfers  Necessi- 
tated BY  Public  Law  38,  81.st  Congress, 
Approved  April  6.  1949,  and  Providing 
Certain  Authorities 

Pursuant  to  the  authority  contained  in 
Public  Law  38,  81st  Congress,  approved 
April  6.  1949.  and  in  R.  S.  161  (5  U.  S.  C. 
22).  it  Is  hereby  ordered,  effective  April 
16.  1949.  as  follows: 

1.  All  assets  (except  funds  made  avail- 
able to  the  Secretary  under  Public  Law 
38  >.  contracts,  property,  claims  and 
rights,  all  records,  all  personnel,  and  all 
liabilities  of  the  Regional  Agricultural 
Credit  Corporation  of  Washington.  Dis- 
trict of  Columbia,  shall  be  transferred  to 
the  Farmers  Home  Administration.  The 
Secretary  will,  from  time  to  time,  allocate 
funds  made  available  under  Public  Law 
38  to  Farmers  Home  Administration  for 
the  performance  of  the  functions  trans- 
ferred hereunder. 

2.  Subject  to  the  limitations  contained 
herein,  all  authorities,  powers,  functions 
and  duties  vested  in  the  Secretary  of  Ag- 
riculture by  Public  Law  38.  shall  be  trans- 
ferred to  the  Farmers  Home  Administra- 
tion to  be  exercised  by  the  Administrator 
thereof,  except  the  power  and  authority 
to  designate  areas  or  regions  where  pro- 
duction disasters  have  caused  a  need  for 
agricultural  credit. 

3.  The  Administrator  of  the  Farmers 
Home  Administration  may  Is.sue  rules 
and  regulations  necessary  for  the  proper 
exercise  of  the  authorities  and  powers 
and  for  the  performance  of  the  functions 
and  duties  herein  transferred. 

4.  In  his  discretion,  the  Administrator 
of  the  Farmers  Home- Administration 
may  redelegate.  upon  such  terms  and 
conditions  as  he  may  prescribe,  the  pow- 
ers and  authorities  herein  conferred  upon 
him.  In  his  absence,  or  in  the  event  of 
his  disability,  such  powers  and  authori- 


ties may  be  exercised  by  the  Acting  Ad- 
ministrator. 

5.  The  transfers  ordered  herein  and 
the  exercise  of  authorities  delegated 
herein  shall  be  subject  to  the  limitations 
and  requirements  of  regulations  of  the 
Department  of  Agriculture. 

Done  at  Wa.shington.  D.  C,  this  15th 
day  of  April  1949. 

[SEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49-3228;    Filed,    Apr.    25,    1949; 
8:60  a.  m.) 


DEPARTMENT  OF  COMMERCE 
Office  of  Industry  Cooperation 

Voluntary  Steel  Allocation  Pl.\n  for 
Baseboard  Radiation 

notice  of  proposed  amendment 

Notice  Is  hereby  given  that  It  is  pro- 
posed to  amend  paragraph  2  of  the  Vol- 
untary Steel  Allocation  Plan  for  Base- 
board Radiation,  approved  April  4.  1949, 
under  Public  Law  395.  80th  Congress,  as 
follows  <new  matter  in  brackets) : 

2.  Agreement  by  steel  producers. 
(During  the  period  April  through  Sep- 
tember 19491.  Producers  will,  out  of  their 
own  production  or  that  of  their  produc- 
ing subsidiaries  or  aflBliates.  make  avail- 
able to  participating  Manufacturers  up 
to  a  total  of  approximately  950  net  tons 
of  steel  products  per  month,  distributed 
by  types  approximately  as  follows: 

Net  tons 
Type;  per  month 

1"  and  1'4"  steel  pipe 60 

C.  R.  sheet  and  strip 890 

Total  net  tons  per  month 950 

The  proposed  amendment  has  been 
discussed  with  and  approved  by  repre- 
sentatives of  the  steel  producing,  and 
steel  baseboard  radiation  manufactur- 
ing, industries. 


Members  or  representatives  of  indus- 
try, labor,  and  the  public  generally,  who 
wish  to  present  their  views  with  respect 
to  the  proposed  amendment  may  do  so 
by  filing  written  statements  of  such  views 
with  the  Director  of  the  Office  of  Indus- 
try Cooperation.  Room  5847,  Department 
of  Commerce  Btillding.  Washington  25, 
D.  C,  not  later  than  5  p.  m.,  e.  d.  t..  on 
Friday.  May  6.  1949. 

Dated:  April  21,  1949. 

fSEAL]  Charles  Sawyer. 

Secretary  of  Commerce. 

[F.   R.   Doc.    49-3230;    Filed,   Apr.   25.    1949; 
8:51  a.  m.] 


Voluntary  Steel  Allocation  Plan 
for  Warm  Air  Heating  Equipment 
(Amended) 

notice  of  proposed  amendment 

Notice  Is  hereby  given  that  it  Is  pro- 
posed to  amend  Paragraph  1  of  the  Vol- 
untary Steel  Allocation  Plan  for  Warm 
Air  Heating  Equipment  (Amended),  ap- 
proved April  4.  1949.  under  Public  Law 
395.  80th  Congress,  as  amended,  as  fol- 
lows (new  matter  in  brackets) : 

1.  Scope  and  purpose  of  plan.  In  or- 
der to  provide  for  the  minimum  required 
supply  of  building  materials  for  il)  the 
construction  of  new  residential  housing 
and  (2)  the  essential  maintenance,  re- 
pair and  conversion  of  existing  residen- 
tial housing,  the  steel  producers  partici- 
pating herein  will.  In  addition  to  the 
quantities  made  available  before  Febru- 
ary 28.  1949.  make  steel  products  avail- 
able, or  will  cau.se  such  steel  products  to 
be  made  available  <out  of  the  production 
of  their  own  mills  or  the  mills  ||  their 
subsidiaries  or  affiliates  >.  at  the  rate  of 
approximately  26,400  tons  per  month  for 
the  months  of  April.  May.  sCnd  June.  1949, 
to  manufacturers  of  the  kinds  of  warm 
air   heating   equipment  for  resldcniial 


Tuesday,  April  26,  1949 

housing  listed  In  Schedule  A  hereto  who 
comply  with  the  provisions  of  this 
amended  plan  land  at  the  rate  of  ap- 
proximately 9,000  tons  of  galvanized  and 
coated  sheets  per  month  for  the  months 
of  July.  August,  and  September,  1949,  to 
manufacturers  of  residential  furnace 
pipe,  fittings,  and  duct  work  who  comply 
with  the  provisions  of  this  amended 
plan].  Such  manufacturers  are  herein- 
after referred  to  as  participating  manu- 
facturers. 

The  proposed  amendment  has  been 
dlscassed  with  and  approved  by  repre- 
sentatives of  the  steel  producing,  and 
warm  air  heating  equipment,  industries, 

Memt>ers  or  representatives  of  indus- 
try, labor,  and  the  public  generally,  who 
wish  to  present  their  views  with  respect 
to  the  propcsed  amendment  may  do  so 
by  filing  written  statements  of  such  views 
with  the  Director  of  the  Office  of  Indus- 
try Cooperation,  Room  5847.  Department 
of  Commerce  Building.  Washington  25. 
D.  C.  not  later  than  5  p.  m.,  e.  d.  t.,  on 
Friday.  May  6.  1949. 

Dated:  April  21.  1949 

fsiALl  Charles  Sawyer, 

Secretary  of  Commerce. 

|F.    R.   Doc.    49-3231;    Filed.    Apr.    25.    1949; 
8:51  a.  m  I 

CIVIL  AERONAUTICS  BOARD 

(Docket  No,  651  et  al.J 

Hawaiian  Airlines.  Ltd.;  Reopened 

Hawaiian  Case 

notice  of  hearing 

In  the  matter  of  the  application  of 
Hawaiian  Airlines,  Ltd.,  and  other  appli- 
cations for  certificates  of  public  conven- 
ience and  necessity  under  section  401 
of  the  Civil  Aeronautics  Act  of  1938.  as 
amended,  and  application  for  approval 
of  control  under  section  408  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended, 
known  as  the  Hawaiian  Case. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed, that  the  above-Indicated  proceeding 
Is  a.sslgned  for  hearing  on  May  2,  1949, 
at  10:00  a.  m.  (e.  d.  s.  t.)  In  Room  1011, 
Temporary  Building  No.  5,  Sixteenth 
Street  and  Constitution  Avenue  NW.. 
Washington,  D.  C.  before  Examiner 
Ralph  L.  Wiser. 

The  above-Indicated  proceeding  has 
been  reopened  for  further  public  hearing 
on  the  Issue  of  additional  certificated  air 
transportation  service  between  Los  An- 
geles, Calif.,  and  Hawaii.  Applications 
filed  by  Mat.son  Navigation  Company, 
Docket  No.  1065,  Pacific  Overseas  Air- 
lines Corporation,  Docket  No.  2448.  and 
United  Air  Lines.  Inc..  Docket  No.  1385. 
proposing  such  service,  are  pending  for 
determination  in  this  reopened  proceed- 
ing. 

Without  limiting  the  scope  of  the  Is- 
.sues  to  be  considered,  particular  atten- 
tion will  be  directed  to  the  following  mat- 
ters: 

<1)  Whether  the  proposed  air  trans- 
portation is  required,  in  whole  or  in  part, 
by  the  public  convenience  and  necessity, 

<2)  Whether  the  applicants  are  fit. 
willing,  and  able  to  perform  the  proposed 
No.  79 a 
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air  transportation  properly  and  to  con- 
form to  the  provisions  of  the  Civil  Aero- 
nautics Act  and  the  rules,  regulations, 
and  requirements  of  the  Civil  Aero- 
nautics Board  thereunder. 

For  further  details  of  the  Issues  In- 
volved In  this  reopened  phase  of  the  pro- 
ceeding, the  parties  are  referred  to  the 
applications  and  other  pleadings,  the 
various  orders  entered  In  this  proceeding, 
and  the  examiner's  prehearing  confer- 
ence report,  which  are  on  file  with  the 
Civil  >\eronautics  Board. 

Notice  Is  further  given  that  any  per- 
son, other  than  parties  of  record,  desir- 
ing to  be  heard  in  this  proceeding  shall 
file  with  the  Board  on  or  before  May  2. 
1949,  a  statement  setting  forth  the  issues 
of  fact  or  law  raised  by  this  proceeding 
which  he  desires  to  controvert. 

Dated  at  Washington.  D.  C,  April  19, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  MULLIGAN, 

Secretary. 

fP.    R.    Doc.   49-3197:    Filed.    Apr.    25.    1949; 
8:45  a.  m.| 


FEDERAL  POWER   COMMISSION 

(Docket  NoM*:-6202.  E-6203.  E-6204.  E-6205I 

Nantahala  Power  and  Light  Co. 
notice  or  declarations  of  intention 

April  20.  1949. 

Notice  is  hereby  given  that  Nantahala 
Power  and  Light  Company  of  Franklin, 
N.  C,  has  filed  declarations  of  intention 
pursuant  to  section  23  (b)  of  the  Federal 
Power  Act  (16  U.  S.  C.  817)  to  construct 
four  water  power  projects  on  the  East 
Pork  of  Tuckasegee  River  and  some  of 
Its  feeder  streams.  Tuckasegee  River  is 
a  tributary  of  the  Little  Tennessee  River. 
All  of  the  proposed  plants  would  sup- 
ply additional  energy  for  transmission 
throuph  the  declarant's  existing  system 

Docket    No.    E-6202.      This    proposed 
project,  designated  as  the  Island  Ford 
project,   would   consist   of  a   dam   with 
crest  length  of  425  feet  and  maximum 
height  of  80  feet  on  East  Fork  of  Tuck- 
asegee River  about  7.7  miles  upstream 
from  the  village  of  Tuckasegee,  North 
Carolina;  a  reservoir  with  surface  area 
of  64  acres,  total  storage  capacity  of  2.000 
acre-feet  and  usable  storage  capacity  of 
680  acre-feet  with  a  drawdown  of  12  feet  ; 
a  tunnel  2.200  feet  long  from  the  reservoir 
to  the  powerhouse;  an  auxiliary  diversion 
dam  60  feet  long  and  10  feet  high  on 
Robinson  Creek  about  0.3  mile  upstream 
from  its  confluence  with  the  East  Fork; 
a  canal  or  flume  4,200  feet  long  from  the 
auxiliary  dam  to  the  reservoir;  a  power- 
house on  the  East  Fork  containing  one 
turbine,   operating   under   a   maximum 
gro.ss  head  of  120  feet,  and  a  3,200-kllo- 
volt-ampere  generator;  a  transmission- 
line  connection  with  the  declarant's  ex- 
isting system ;  and  appurtenant  facilities. 
Docket    No.    E-6203.     This    proposed 
project,   designated  as  the  Bear  Creek 
project,   would   consist   of   a   dam   with 
crest  length  of  300  feet  and  maximum 
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height  of  95  feet  approximately  4.8  miles 
Upstream  from  the  village  of  Tuckasegee, 
North  Carolina;  a  reservoir  with  surface 
area  of  99  acres,  total  storage  capacity 
of  3,050  acre-feet,  and  usable  storage  ca- 
pacity of  452  acre-feet  with  a  5-foot 
drawdown;  a  tunnel  1.900  feet  long  and 
a  canal  1,400  feet  long;  a  powerhouse 
containing  one  turbine,  operating  under 
a  maximum  gross  head  of  155  feet,  and  a 
4,900-kilovolt-ampere  generator;  a  trans- 
mission-line connection  with  the  declar- 
ant's existing  system;  and  appurtenant 
facilities. 

Docket  No.  E-6204.  This  propo.sed 
project,  designated  as  the  Cedar  Cliff 
project,  would  consist  of  a  dam  with 
crest  length  of  340  feet  and  maximum 
height  of  90  feet  approximately  2.9  miles 
upstream  from  the  village  of  Tuckasegee, 
North  Carolina;  a  reservoir  with  surface 
area  of  34  acres,  total  storage  capacity 
of  930  acre-feet,  and  usable  storage  ca- 
pacity of  157  acre-feet  with  a  5-foot 
drawdown;  a  tunnel  2,000  feet  long;  a 
powerhouse  containing  a  turbine,  op- 
erating under  a  maximum  gross  head  of 
120  feet,  and  a  4,000-kilovolt-ampere 
generator;  a  transmission-line  connec- 
tion with  the  declarant's  existing  system: 
and  appurtenant  facilities. 

Docket    No.    E-6205.     This    proposed 
project,  designated  as  the  Wolf  Creek 
project,  would  consist  of  two  main  dams 
one  with  crest  length  of  450  feet  and 
maximum  height  of  125  feet  on  East  Pork 
of  Tuckasegee  River  about  10.9  miles  up- 
stream from  the  village  of  Tuckasegee 
North  Carolina,  and  the  other  with  crest 
length  of  800  feet  and  maximum  height 
of  170  feet  on  Wolf  Creek  about  1.7  miles 
upstream  from  its  confluence  with  the 
East    Fork;    three    auxiliary    diversion 
dams,  each  10  feet  high,  on  an  unnamed 
stream.  Slickens  Creek,  and  Doe  Branch 
respectively,  all  tributaries  of  the  East 
Fork;   two  reservoirs,   which   would   be 
created  by  the  main  dams  and  would  be 
connected  by  a  tunnel  and  operated  as  a  . 
single  reservoir  with  surface  area  of  252 
acres,   total   storage  capacity  of   15,700 
acre-feet,  and  total  usable  storage  capac- 
ity  of   8.300    acre-feet   with   a   50-foot 
drawdown;  conduits  con.sisting%  4  800 
feet  of  tunnel.  2,500  feet  of  pipe  line,  and 
3.100  feet  of  canals;  a  powerhouse  on  the 
East  Fork  containing  one  turbine,  oper- 
ating under  a  maximum  gross  head  of 
545  feet,  and  a   10.000-kilovolt-ampere 
generator:  a  transmission-line  connec- 
tion with  the  declarant's  existing  system; 
and  appurtenant  facilities. 

Each  of  these  proposed  projects  will  be 
separately  investigated  by  the  Commis- 
sion and  if.  upon  such  Investigation,  the 
Commission  finds  that  any  of  the  proj- 
ects will  affect  the  Interests  of  interstate 
or  foreign  commerce,  the  proposed  con- 
struction may  not  be  commenced  until 
a  license  is  applied  for  and  received. 
Such  of  the  proposed  projects  as  do  not 
require  license  authority  from  the  Com- 
mission may  be  constructed  merely  upon 
compliance  with  applicable  state  law. 

rsEAL]  Leon  M.  Fuquay, 

Secretary. 
[F.    R.    Doc.    49  3193:    Filed.    Apr.    25,    1949; 
8:45  a.  m.J 
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(Docket  No.  0-11691 

Potomac  Gas  Co. 

OMDES  POSTPONING  AND  nxiMG  HEW  DAT! 

for  hearing 

April  20.  1949. 
On  April  8.  1949.  the  application  for  the 
acqui.'^iuon  and  operation  of  certain 
natural-gas  pipeline  facilities  as  de- 
scribed In  this  docket  was  set  for  hearing 
on  April  22.  1949;  and.  on  April  19.  1949. 
the  Arlington  County  Board  of  Arlington. 
Virginia,  filed  a  petition  to  intervene  and 
was  for  good  cause  shown  permitted  to 
Intervene  in  the  proceeding. 

The  Commission  finds:  Among  the  Is- 
sues involved  in  the  application  and  the 
petition  for  intervention  filed  in  connec- 
tion therewith  are  the  following: 

( 1  >  Whether  the  acquisition  and  op- 
eration of  the  natural-gas  pipeline  fa- 
cilities proposed  to  be  acquired  by  the 
Applicant  are  in  the  public  interest. 

•  2)  Whether  the  service,  including 
cost  of  service,  to  the  customers  now 
served  by  Rosslyn  Gas  Company  will  be 
adversely  aflected  by  the  proposed  acqui- 
sition. 

(3)  Whether  the  acquisition  of  the 
proposed  facilities  will  result  in  undue 
preference  or  advantage  to  any  person 
or  subject  any  person  to  any  unreason- 
able difference  in  rates,  charges,  service, 
or  in  any  other  respect. 
The  Commission  erders: 

(A)  The  order  for  hearing  heretofore 
entered  in  this  matter  for  April  22.  1949. 
Is  hereby  rescinded  and  the  hearing  in 
this  matter  Is  postponed  as  hereinafter 
provided. 

(B)  Pursuant  to  authority  contained 
In  and  subject  to  the  jurLsdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  the  Natural  Gas  Act.  as  amended, 
and  the  Commb;sions  rules  of  practice 
and  procedure,  a  public  hearing  in  the 
above-entitled  proceeding  be  held  on  the 
18th  day  of  May  1949  at  10:00  a.  m. 
(e.  d.  s.  t.).  in  the  Hearing  Room  of  the 
Federal  Power  CommLsslon.  1800  Penn- 
sylvania Avenue  NW..  Washington.  D.  C. 
concerning  the  matters  presented  and 
the  is^es  involved  in  the  application  and 
other  pleadings  including  intervening  pe- 
tition in  this  proceeding. 

( C )  Interested  State  commissions  may 
participate  as  provided  in  Rules  8  and  7 
(f)  of  said  rules  of  practice  and  proce- 
dure. 

Date  of  issuance:  April  21,  1949. 

By  the  Commission. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

|F.    R.    Doc.    49-3233:    Filed.    Apr.    25,    1949; 
8  61  a.  m.j 


NOTICES 

the  Commission  should  not  find  and  de- 
termine that  Arizona  Edison  is  a  "public 
utility"  within  the  meaning  of  that  term 
as  used  In  the  Federal  Power  Act.  and 
why,  if  so  determined.  It  should  not  com- 
ply with  the  provisions  of  the  Federal 
Power  Act  and  the  rules  and  regulations. 
Including  the  Uniform  System  of  Ac- 
counts, promulgated  thereunder,  appli- 
cable to  public  utilities,  and  why  It  should 
not  charge  to  earned  surplus  an  amount 
representing  excess  over  depreciated 
book  cost  paid  by  Arizona  Edison  to  Cali- 
fornia Electric  Power  Company  for  the 
latter  company's  Arizona  properties. 

Concurrently  with  the  order  of  Febru- 
ary 15,  1949.  the  Commission  served  on 
Arizona  Edison  a  copy  of  a  report  by 
members  of  the  staff  of  a  field  study  of 
the  facilites  and  energy  flow  on  Arizona 
Edison's  system,  from  which  report  it 
appears  that  Arizona  Edison  may  be  a 
'•public  utility." 

Arizona  Edison,  through  Its  counsel, 
advised  the  Commission  by  letter  dated 
March  28.  1949.  that  it  would  make  m 
response  to  the  order  of  February  15. 
1949.  or  enter  any  appearance  whatever 
in  the  proceeding. 
The  Commission  orders: 
(A)  A  public  hearing  be  held  com- 
mencing on  June  6.  1949.  at  an  hour  and 
place  later  to  be  designated,  respectinc 
the  matters  Involved  and  the  issues  pre- 
sented In  this  proceeding. 

( B  >  Interested  State  commissions  may 
participate  as  provided  by  §5  1.8  and  1.37 
(f>  of  the  Commission's  general  rules 
and  regulations.  Including  rules  of  prac- 
tice and  procedure,  dated  January  1. 
1948. 
Date  of  issuance:  April  21,  1949. 


(Docket  No.  E-6194) 

Arizona  Edison  Co..  Inc. 
order  setting  hearing 

April  20,  1949. 
By  order  dated  February  15.  1949.  the 
Commission  directed  Arizona  Edison 
Company.  Inc.  (Arizona  Edison>,  within 
45  days  from  the  date  of  service  of  the 
order,  to  show  cause.  If  any  there  be,  why 


By  the  Commission 

[SEAL] 


Leon  M.  Fuquay, 
Secretarij. 

|P    R.    Doc.    49-3234;    Filed;    Apr.   25.    1949; 
8:52  a.  m.l 


[Docket  No.  E«212| 

Central  Arizona  Light  and  Power  Co. 

ORDER  TO  show  CAUSE  AND  SETTING  HEARING 

April  20.  1949. 

Under  the  provisions  of  Electric  Plant 
Accounts  Instruction  2-D  of  the  Com- 
mission's Uniform  Ssrstem  of  Accounts 
Prescribed  for  PubUc  Utilities  and  Li- 
censees, effective  January  1.  1937.  and 
the  Commissions  order  of  May  11,  1937, 
electric  utilities  subject  to  the  Jurisdic- 
tion of  the  Commission  were  required  to 
complete  and  file  with  the  Commission 
reclassification  and  original  cost  studies 
of  electric  plant  not  later  than  two  years 
after  the  effective  date  of  the  system  of 
accounts,  namely,  January  1.  1939. 

By  letter  dated  October  19.  1945.  the 
Commission  advised  Central  Arizona 
Light  and  Power  Company  ("Central 
Arizona  ">  that  on  the  basis  of  informa- 
tion then  available  the  company  had 
been  classified  for  administrative  pur- 
poses as  a  "public  utility"  within  the 
meaning  of  that  term  as  used  in  the 
Federal  Power  Act.  Central  Arizona's  at- 
tention was  directed  by  the  letter  to  the 
requirements  of  the  system  of  accounts 


and  advice  requested  as  to  the  date  the 
required  studies  would  be  finished  and 
transmitted  to  the  Commission  for  filing. 
Central  Arizona  by  letter  dated  Novem- 
ber 5.  1945.  denied  the  Commission's 
Juri.sdiction. 

On  September  10.  1946.  the  Commis- 
sion addres.sed  a  letter  to  Central  Arizona 
advising  that  a  field  examination  of  the 
company's  plant  accounts  was  contem- 
plated. By  letter  dated  September  16. 
1946  Central  Arizona  again  denied  that 
it  was  subject  to  the  jurisdiction  of  this 
Commission  and  therefore  was  unwillmp 
to  comply  with  the  provisions  of  this 
Commission's  system  of  accounts  or  to 
permit  a  field  examination  by  Commis- 
sion staff. 

From  available  data  it  appears  that 
Central  Arizona  owns  and  operates  facil- 
ities in  the  State  of  Arizona  for  the  trans- 
mission and  sale  at  wholesale  of  e'ectric 
energy  which  Is  generated  In  the  States 
of  California  and  Nevada,  transmitted 
therefrom  by  means  of  facilities  which 
include  facilities  of  the  United  States  Bu- 
reau of  Reclamation,  and  consumed  at 
points  outside  the  State  in  which  it  i.s 
g^'nerated:   and  that  such  facilities  of 
Central  Arizona  Include  facilities  which 
are  In  addition  to,  and  do  not  include 
facilities  for  the  generation  of  electric 
energy   facilities  used  In  local  distribu- 
tion, or  only  for  the  transmission  of  elec- 
tric energy  in  Intrastate  commerce,  or 
facilities  for  the  transmission  of  electric 
energy  consumed  wholly  by  the  trans- 
mitter    Central  Arizona  may,  therefore, 
be  a  public  utility  within  the  meaning 
of  that  term  as  used  In  the  Federal  Power 

Act 

Central  Arizona  has  failed  and  refused 
to  comply  with  the  provisions  of  the  Fed- 
eral Power  Act,  the  rules  or  regulations 
promulgated  thereunder.  Including  the 
requirements  of  the  Uniform  System  of 
Accounts. 

The  Commission  orders: 

(A>  Within  21  days  from  the  date  of 
Issuance  of  this  order.  Central  Arizona 
show  cause  In  writing  under  oath.  If  any 
cause  there  be,  why  the  Commission 
should  not  find  and  determine  that: 

(i>  Central  Arizona  owns  and  oper- 
ates facilities,  among  others,  for  the 
transmission  and  sale  at  wholesale  of 
electric  energy  which  Is  generated  In  the 
States  of  California  and  Nevada  and  con- 
sumed at  points  outside  the  State  in 
which  It  Is  generated,  which  facilities 
are  In  addition  to  and  do  not  Include  fa- 
cilities used  for  the  generation  of  electric 
energy,  facilities  used  in  local  dl.stribu- 
tlon  or  only  for  the  transmission  of  elec- 
tric energy  In  Intrastate  commerce  or 
facilities  for  the  transmission  of  electric 
energy  consumed  wholly  by  the  trans- 
mitter; 

(il)  Central  Arizona  Is  now  and  has 
been  a  public  utility  within  the  meaning 
of  that  term  as  used  In  section  201  of  the 
Federal  Power  Act  and  is  subject  to  the 
juri.sdiction  of  the  Commission; 

(iii>  Central  Arizona  has  failed  and 
refused  to  comply  with  the  requirements 
of  the  Uniform  System  of  Accounts,  and 
particularly  Electric  Plant  Accounts  In- 
struction 2-D  thereof,  and  with  the  Com- 
mission's order  adopted  May  11,  1937. 

(B)  Central  Arizona's  response  shall 
be  In  the  form  of  an  offer  of  proof,  shall 


Tuesday,  April  26,  1949 

set  forth  with  particularity  the  facts 
upon  which  it  relies,  and  shall  state  upon 
what  facts,  if  any,  or  upon  what  conclu- 
sions, it  desires  opportunity  to  introduce 
evidence  and  to  be  heard.  Denials  of  the 
allegations  of  this  order  which  are  gen- 
eral and  un.supported  by  specific  facts 
upon  ^'hich  Central  Arizona  relies  will 
not  be  considered  as  complying  with  this 
order, 

>C>  A  public  hearing  be  held  com- 
mencing on  June  6,  1949,  at  an  hour  and 
place  later  to  be  designated,  respecting 
the  matters  involved  and  the  issues  pre- 
sented in  this  proceeding. 

(D»  Interested  State  commissions  may 
participate  in  the  hearing  ordered  in 
paragraph  <C).  as  provided  by  §S  1.8  and 
1.37  (f)  of  the  Commission's  general 
rules  and  regulations,  including  rules  of 
practice  and  procedure,  dated  January 
1.  1948. 

Date  of  i.ssuance:  April  21.  1949. 

By  the  Commission. 

I  SEAL]  Leon  M  Fuqtjay, 

Secretary. 

|F.    R.    Doc.    49  3235;    Filed.    Apr.    25,    1949; 
8:52  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  No8.  69-54.  30-161] 

Kentucky  Utilities  Co.. 

ORDER      granting      APPLICATION,      DENYING 

request,  and  releasing  jurisdiction 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  April  A.  D.  1949. 

Kentucky  Utilities  Company  ('Ken- 
tucky"), a  registered  holding  company, 
having  filed  an  application,  and  amend- 
ments thereto,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935,  on 
behalf  of  itself  and  its  subsidiaries,  re- 
questing that  Kentucky  and  its  sub- 
sidiaries, as  such,  be  granted  an  exemp- 
tion from  the  provisions  of  the  act,  pur- 
suant to  section  3  (a)  (2)  thereof,  and 
having  also  requested  that  the  effective- 
ness of  its  Notification  of  Registration 
be  determinated;  and 

A  public  hearing  having  been  held 
after  appropriate  notice,  and  the  Com- 
mission having  considered  the  record  and 
having  this  day  is.sued  Its  findings  and 
opinion  herein,  and  on  the  basis  of  said 
findings  and  opinion: 

It  is  ordered,  Effective  forthwith,  that 
the  application,  as  amended,  of  Ken- 
tucky Utilities  Company  on  behalf  of  It- 
self and  Its  subsidiaries,  as  such,  for 
exemption  from  the  provisions  of  the  act 
pursuant  to  section  3  (a*  (2)  thereof,  be, 
and  the  same  hereby  Is,  granted. 

It  is  further  ordered.  That  the  request 
of  Kentucky  Utilities  Company  that  the 
effectiveness  of  Its  Notification  of  Regis- 
tration be  terminated  be,  and  the  same 
hereby  Is.  denied. 

It  is  further  ordered.  That  the  juris- 
diction heretofore  reserved  with  respect 
to  the  section  11  (b»  (1)  Issues  affecting 
Kentucky  in  the  Commission's  order  of 
January  24.  1944.  entered  in  a  proceed- 
ing directed  to  the  Middle  West  Corpo- 
ration and  its  subsidiaries  pursuant  to 


FEDERAL  REGISTER 

section  11  (b>  (1)  of  the  act  (File  No. 
59-5)  be,  and  the  same  hereby  is,  re- 
Iea.sed. 

By  the  Commission. 

fsEAL]  Orval  L.  Dubois, 

Secretary. 

IF.    R.   Doc.    49  3201;    Filed.    Apr.   25,    1949; 
8:46  a.  m.] 


I  File  No.  70-1529] 

Rochester  Gas  and  Electric  Corp. 

supplemental  order  granting  application 
and  releasing  jurisdiction  over  re- 
sults of  competitive  bidding 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  20th  day  of  April  1049. 

Rochester  Gas  and  Electric  Corpora- 
tion ("Rochester"),  a  subsidiary  of  Gen- 
eral Public  Utilities  Corporation,  a  regis- 
tered holding  company,  having  filed  an 
application,  and  amendments  thereto, 
pursuant  to  section  6  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935 
(  "act")  and  Rule  U-50  promulgated 
thereunder,  wherein,  among  other 
things,  Rochester  proposes  to  Issue  and 
sell  $16,677,000  pincipal  amount  of  _.% 
Series  L  First  Mortage  bonds,  due  March 
1.  1979,  and  50,000  shares  of  its  $100  par 
value  ..^0  Series  G  Cumulative  Preferred 
Stock;  and 

The  Commission  having  by  order  dated 
April  11,  1949,  granted  said  application, 
as  amended,  subject  to  the  conditions, 
among  others,  that  (1)  Rochester  obtairi 
from  the  Public  Service  Commission  of 
the  State  of  New  York  a  final  order  ex- 
pressly authorizing  the  issue  and  sale  of 
said  bonds  and  preferred  stock,  and  (2) 
the  proposed  issuance  and  sale  of  securi- 
ties not  be  consummated  until  the  results 
of  the  competitive  bidding,  pursuant  to 
Rule  U-50,  have  been  made  a  matter  of 
record  In  the  proceeding  and  a  further 
order  shall  have  been  entered  in  the  light 
of  the  record  .so  completed,  jurisdiction 
being  reserved  for  this  purpose,  and  the 
Commission  having  reserved  Jurisdiction 
over  (he  payment  of  the  fee  and  expenses 
of  all  counsel;  and 

Rochester  having  filed  a  further 
amendment  to  its  application,  as  amend- 
ed, in  which  is  contained  a  final  order  of 
the  Public  Service  Commission  of  the 
State  of  New  York  authorizing  the  issue 
and  sale  of  the  bonds  and  in  which  in 
accordance  with  the  permission  granted 
by  said  order  of  the  Commission  dated 
April  11,  1949.  It  has  offered  its  bonds  for 
sale  pursuant  to  the  competitive  bidding 
requirements  of  Rule  U-50  and  has  re- 
ceived the  following  bids: 


Bidder 

Price  to 
com- 
pany 

Int«re,<st 
rate 
(l»or- 
cenl) 

Cost  to 
cimi- 
I«»ny 
(l»er- 
ccnt) 

Ix-hmsn  nro« 

100. 07377 

102.418 
102.3099 

102  20 
102.  IS 

3 

2.99a3 

3.0023 
3.0076 

3.0131 
8.0156 

The  First  Bo.ston  Corp. 
and  Smith,  Barnoy  A  (Jo. 

Hal.'^ey  Stuart  A  Co..  Inc.. 

Union  Securities  Corp. 
and  Equitable  Securities 
Corp. 

Salomon  Broi.  ii  Battler... 

2351 

The  amendment  further  stating  that 
Rochester  has  accepted  the  bid  of  Leh- 
man Brothers  for  the  first  mortgage 
bonds  as  set  out  above  and  that  the 
bonds  will  be  offered  for  sale  to  the  pub- 
lic at  a  price  of  100.59%.  resulting  in 
an  underwriter's  spread  of  0.51623% ,  and 

The  Commission  having  examined  said  ' 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for 
imposing  terms  and  conditions  with  re- 
spect to  such  matters: 

It  is  ordered.  That  the  application,  as 
amended,  be  granted  and  that  the  juris- 
diction heretofore  reserved  with  re:spect 
to  the  results  of  competitive  bidding  for 
the  first  mortgage  bonds  be,  and  the 
same  hereby  is,  released,  subject,  how- 
ever, to  the  terms  and  conditions  pre- 
scribed in  Rule  U-24  and  to  the  other 
conditions  and  reservations  of  jurisdic- 
tion set  forth  in  the  order  dated  April  11, 
1949. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(F.    R.    Doc.    49-3202;    Piled.    Apr.    25.    1949; 
8:46  a.  m.l 


(File  No.  70-1967) 

Michig.^n-Wisconsin  Pipe  Line  Co. 

supplemental   order    releasing    partial 
jurisdiction  over  fees  and  expenses 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C., 
on  the  19th  day  of  April  A.  D.  1949. 

The  Commission  by  order  dated  Oc- 
tober 27,  1948  having  approved  an  appli- 
cation, as  amended,  filed  by  Michigan- 
Wisconsin  Pipe  Line  Company  ('■Michi- 
gan-Wisconsin"), a  subsidiary  of  Amer- 
ican Light  &  Traction  Company,  a  reg- 
istered holding  company,  with  respect 
to  the  issue  and  sale  by  Michigan-Wis- 
consin of  $66,000,000  principal  amount 
of  3^8%  First  Mortgage  Pipe  Line  Bonds 
to  Metropolitan  Life  Insurance  Com- 
pany and  the  Mutual  Life  Insurance 
Company  of  New  York.  $12,000,000  prin- 
cipal amount  of  which  bonds  were  is- 
sued on  October  29,  1948.  and  the  re- 
maining $54,000,000  principal  amount  of 
which  are  to  be  issued  during  the  year 
1949  in  not  more  than  four  Installments; 
and  the  Commission  having  in  said  or- 
der reserved  jurisdiction,  among  other 
things,  with  respect  to  the  fees  and  ex- 
penses to  be  incurred  and  paid  In  con- 
nection with  the  proposed  issue  and  sale 
of  bonds ;  and   , 

Michigan-Wisconsin  having  filed  an 
amendment  to  said  application  stating 
that  fees  and  expenses  aggregating 
$142,997.60  have  been  incurred  for  serv- 
ices rendered  prior  to  December  30,  1948, 
requesting  that  the  Commission  approve 
the  payment  of  such  fees  and  expenses, 
and  stating  that  additional  fees  and  ex- 
penses are  expected  to  be  incurred  in 
connection  with  the  Issue  of  the  remain- 
ing $54,000,000  principal  amount  of  said 
bonds;  and 

It  appearing  that  the  fees  and  ex- 
penses include  fees  for  accounting  serv- 
ices in  the  amount  of  $2,300  payable  to 
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Arthur  Andersen  and  Company,  fees  for 
engineering  services  in  the  amount  of 
$7,500  payable  to  Ralph  E.  Davis,  and 
counsel  fees  aggregating  $46,630.  $10,000 
of  which  Is  payable  to  Sullivan  &  Crom- 
well as  independent  counsel  for  purchas- 
ers of  the  bonds,  an  aggregate  of  $11,630 
to  local  counsel  in  eight  states  for  serv- 
ices In  connection  with  the  problems 
arising  under  the  various  state  laws,  and 
$25,000  payable  to  Sidley.  Austin,  Bur- 
gess and  Harper,  counsel  for  applicant; 

and 

It  appearing  that,  except  for  the  fees 
payable  to  counsel  for  applicant  with  re- 
spect to  which  the  record  is  incomplete. 
the  fees  and  expenses  are  not  unreason- 
able if  they  do  not  exceed  the  estimates, 
and  the  Commission  deeming  it  appro- 
priate to  release  the  Jurisdiction  hereto- 
fore reserved  with  respect  to  such  fees 
and  expenses  as  to  which  the  record  is 
complete,  and  to  continue  the  reservation 
of  jurisdiction  with  respect  to  the  fees 
payable  to  counsel  for  applicant  and  with 
respect  to  any  additional  fees  and  ex- 
penses which  are  to  be  incurred  and  paid 
In  connection  with  future  services  to  be 
rendered   in  the  consummation   of  the 
transactions  proposed  in  the  application: 
It   is   ordered.   That   the   jurisdiction 
heretolorc  reserved  by  the  Commission  in 
Its  order  of  October  27.  1948,  with  respect 
to  the  fees  and  expenses  in  connection 
with  the  subject  application  be,  and  the 
same  hereby  is.  released,  except  With  re- 
spect to  the  fees  payable  to  Sidley,  Aus- 
tin.  Burgess    and    Harper,    counsel    for 
applicant,  and  with  respect  to  any  addi- 
tional fees  to  be  incurred  and  paid  in 
connection   with   future   services   to   be 
rendered  in  the  consummation  of  the 
transactions  proposed  in  the  application, 
for  which  the  jurisdiction  heretofore  re- 
served in  the  said  order  of  October  27, 
1948  is  hereby  continued. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 

[F.    R.    Doc.    49-3200;    Filed,    Apr.    25,    1949; 
8:46  a.  m.] 


I  File  No.  70-2086] 
Interstate  Power  Co. 

CRDER  PERMITTING  DECU^RATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  19th  day  of  April  A.  D.  1949. 

Interstate  Power  Company  ("Inter- 
state"', a  registered  holding  company 
and  an  operating  public  utility  company, 
has  filed  a  declaration  and  amendments 
thereto  pursuant  to  sections  6  and  7  of 
the  Public  Utility  Holding  Company  Act 
of  1935. 

Interstate  proposes  to  Issue  and  sell  at 
par  from  time  to  time  between  June  1, 
1949  and  December  15,  1949  collateral 
promissory  notes  in  the  aggregate  prin- 
cipal amount  of  $2,400,000.  Said  notes, 
bearing  an  Interest  rate  of  3  To  per  annum 
and  maturing  on  or  before  June  30,  1950, 
will  be  Issued  to  the  Chase  National  Bank 
of  the  City  of  New  York  and  Manufac- 
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turers  Trust  Company,  respectively.  In 
equal  amounts  not  to  exceed  $1,200,000  to 
each  of  said  banks  In  accordance  with 
the  terms  of  a  loan  agreement  which  ex- 
pires December  15,  1949.  The  notes  may 
be  prepaid  in  who>e  or  in  part  at  any 
time  without  premium. 

Interstate  further  proposes  to  Issue  and 
pledge,  as  collateral  security  for  each  of 
the  above  mentioned  notes,  an  equal  prin- 
cipal amount  (not  exceeding  $2,400,000) 
of  its  First  Mortgage  Bonds.  4  4'":-  Series 
due  1978,  to  be  authenticated  and  issued 
for  such  purposes,  on  the  basis  of  prop- 
erty additions  in  accordance  with  the 
trust  indenture  securing  said  bonds. 

Interstate  has  requested  the  Commis- 
sion to  authorize,  at  this  time,  the  issu- 
ance and  sale  of  only  $1,900,000  aggregate 
principal  amount  of  its  3^o  collateral 
promissory  notes  as  described  herein- 
above in  equal  amounts  to  the  order  of 
the  two  above  named  banks  from  time  to 
time  up  to  December  15.  1949.  and  the 
issue  and  pledge  as  collateral  security 
therefor  of  an  equal  principal  amount  of 
First  Mortgage  Bonds.  4»'2%  Series  due 
1978. 

Interstate  has  further  requested  that 
the  Commission  reserve  jurisdiction  un- 
til* later  date  but  prior  to  December  15. 
1949  with  respect  to  the  proposed  i'^- 
suance  and  sale  of  the  additional  $500,000 
principal  amount  of  its  3^©  collateral 
promissory  notes  and  the  issuance  and 
pledge  of  $500,000  principal  amount  of 
its  First  Mortgage  Bonds.  Vz'^'c  Series 
due  1978,  as  collateral  security  for  said 
additional  notes. 

Notice  of  the  filing  of  the  transactions 
proposed  therein  was  given  in  tlie  man- 
ner prescribed  by  Rule  U-23  promulgated 
under  the  act,  and  the  Commission  not 
having  received  a  request  for  hearing 
within  the  time  specified  In  said  notice, 
or  otherwise,  and  not  having  ordered  a 
hearing  with  respect  to  said  declaration; 
and 

Interstate  having  requested  that  the 
Commission's  order  with  respect  to  said 
declaration  issue  at  the  earliest  date  p>os- 
sible  and  become  effective  upon  issuance; 
and 

The  Commission  finding  with  respect 
to  said  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  Public  Utility  Holding  Company 
Act  of  1935  and  the  rules  and  regulations 
thereunder  are  satisfied  and  that  no  ad- 
verse findings  are  necessary  thereunder, 
and  deeming  it  appropriate  in  the  public 
interest  that  said  declaration,  as 
amended,  be  permitted  to  become  effec- 
tive forthwith; 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  Pub- 
lic Utility  Holding  Company  Act  of  1935 
that  said  declaration,  as  amended,  with 
respect  to  the  issuance  and  sale  by  Inter- 
state of  $1,900,000  aggregate  principal 
amount  of  its  3%  collateral  promissory 
notes  and  the  Issuance  and  pledge  of  a 
like  amount  of  Its  First  Mortgage  Bonds. 
4'/2%  Series  due  1978.  be  and  the  same 
hereby  is  permitted  to  become  effective 
forthwith  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24. 

It  is  further  ordered.  That  jurisdiction 
is  reserved  over  the  issuance  and  sale  by 
Interstate  of  an  additional  $500,000  prin- 
cipal amount  of  its  3%  collateral  promis- 


sory notes  and  the  Issuance  and  pledge 
of  an  additional  $500,000  principal 
amount  of  Its  First  Mortgage  Bonds. 
4»2%  Series  due  1978,  as  collateral  secu- 
rity for  said  additional  notes  until  a  fur- 
ther order  Ls  Issued  with  respect  thereto 
by  this  Commission. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49^3199;    Filed,    Apr.    26,    1919; 
8:45  a.  m.l 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 
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Alaska 

restoration  to  homeste.^d  entry  of  lamds 
within  tongass  national  forest 

April  18,  1949. 

Pmsuant  to  the  authority  delegated  to 
me  by  the  Secretary  of  the  Interior  <43 
CFR  4.275  <a)  <38),  Order  No.  2238. 
August  16,  1S46,  11  F.  R.  9030) ,  and  upon 
the  request  of  the  Department  of  Agri- 
culture, the  lands  described  below,  within 
the  Tongass  National  Forest,  Alaska,  are 
hereby  opened  to  homestead  settlement 
and  entry  in  accordance  with  the  pro- 
visions of  the  act  of  June  11.  1906,  34 
Stat.  233  <16  U.  S.  C.  506-509  >,  as 
amended,  and  the  regulations  thereun- 
der in  43  CFR,  Part  170,  in  the  manner 
hereinafter  described: 


Urid 


A  trirt  of  4?  97  arrets,  dMrrii>*<l  by 
nicips  aii'l  Ixmiiils,  l<H-»ie<l  on 
rmrlhiMSt  shurt'  nf  ToliKaii  Sloufh, 
Hi.|>ro\iniatp  hiiHure  56°(J6'  N., 
lorieiluflo  \M°\*<    W.     . 

A  I  rait  f>(  «'«>!  mrrs,  (U'S<rlbe«l  by 
n.ctos  iind  hounds,  loratnlon  the 
north  hank  of  Anchor  Sloiurh,  a 
|»art  of  Chukaiiiin  Kiver,  u|>|>riiii- 
nirilr  latiliulr  io"*'/  N..  longitude 
130-M'30"  W     

A  tract  of  W  TV  »<Tr8.  descritxsl  by 
nu't*'";  and  hound!!.  lc«itlid  un  the 
south  batik  of  Anchor  Sloiiph.  an<l 
on  an  Ulannt  Iwtween  Anchor 
i^lou^h  and  the  n:aui  Chickaniin 
Kivcr.  8Tit>"'»''"«'P  Intiiude 
.•i5^V»'  N..  U.nriludc  \VffA'  \V 

A  tritft  of  iJy.W  acTi-s.  (Ii-scrilxiil  by 
nu'tcs  anil  bounds,  Unulod  un  the 
slKire  of  an  uiiuumod  Ul.aid  be- 
tween Anchor  Kkxigh  and  Chicka- 
ndn  River.  «i>pro\itnate  latitude 
Ki'M  N  .  longitude  1*1* .W  W 

A  tract  of  lifi.tifi  acres,  de«r1be<l  by 
metes  utirl  hounds,  ItKali'l  on  the 
shore  of  an  unnuiiKd  !s!iind  lie- 
t ween  Anchor  .'^loujrh  and  ('bi(  ka- 
Diin  Ulver.  a|H>roxiui!ii<'  latitude 
WXf  N.,  lonpitudr  \H^''hh•  W 

A  trurt  of  1W.7S  acres.  describe<l  by 
D>etes  and  bounds.  ltK-ate<l  on  the 
fhores  of  an  unn;\riie<l  Islainl  K"- 
twr*-!!  Anchor  Sloutfh  and  Chicka- 
min  Klvcr,  api'roiiniate  latiliide 
.V,°SO'  N.,  lonpilu«le  ISU'W  W 
K  triu't  of  Wi.W  acre*.  (loscriNMt  hy 
metes  and  boun<ls.  located  on  the 
east  sJ>ore  of  an  island  between 
Anchor  8lou|th  and  Chickainln 
Kiver,  approxiniRte  latitude  bi^M 
N.,  lonsiiujie  130'65'  W 


Preferred 
applicant 


(') 


None 


None 


None 


None 


None 


None 


List 
No. 


MO-3 


10-11 


10  13 


10  11 


10-15 


10- Pi 


10-17 


iptanley   A.   Bishop,    Bell    Island,    via   KctcJdkiin, 
Alaska 
'  Amended. 

1.  The  person  named  after  the  first 
tract,  on  whose  application  the  land  was 
listed,  will  be  accorded  a  preference  right 
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for  60  days  from  June  20,  1949  to  August 
19. 1949,  Inclusive,  within  which  to  make 
entry  of  such  tract  under  the  said  act 
of  June  11,  1906. 

For  a  period  of  90  days  from  August 
20.  1949.  to  November  18,  1949,  Inclusive, 
this  tract.  If  remaining  unentered,  will 
be  subject  to  entry  by  qualified  veterans 
of  World  War  II  and  other  qualified  per- 
sons entitled  to  preference  under  the  act 
of  September  27,  1944,  (58  Stat.  747;  43 
U.  S.  C.  279-284)  as  amended. 

This  tract.  If  remaining  unentered  at 
the  expiration  of  the  90-day  preference 
right  period  Will,  on  the  following  busi- 
ness day,  become  subject  to  homestead 
settlement  and  entry  under  the  provi- 
sions of  the  act  of  June  11,  1906.  by  any 
qualified  persons. 

2.  For  a  period  of  90  days  from  June 
20,  1949,  to  September  19,  1949  the 
tracts  for  which  no  preferred  applicant 
is  listed  will  be  subject  to  entry  by  quali- 
fied veterans  of  World  War  II  and  other 
qualified  persons  entitled  to  preference 
under  the  said  act  of  September  27,  1944. 

Of  these  tracts,  any  which  remain  un- 
entered at  the  expiration  of  the  90-day 
preference  right  period  will,  on  the  fol- 
lowing business  day,  become  subject  to 
homestead  settlement  and  entry  under 
the  provisions  of  the  act  of  June  11, 1906. 
by  any  qualified  persons. 

RoscoE  E.  Bell. 
Associate  Director. 

|F.    R.    Doc.    49-3206;    Filed,    Apr.    25,    1949; 
8:47  a.  ml 


DEPARTMENT  OF  JUSTICE 

OflRce  of  Alien  Property 

AuTHORmr:  40  Stat.  411.  63  Stat.  839,  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616,  E.  O.  9193, 
July  6.  1942,  3  CFR.  Cum.  Supp..  E.  O.  9567. 
June  8,  1945,  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

(Vesting  Order  13043] 

John  Schraufstetter 

In  re:  Estate  of  John  Schraufstetter, 
deceased.  File  No.  I>-28-12413 ;  E.  T.  sec. 
16631. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Martin  Schraufstetter,  Frank 
Schraufstetter,  Barabara  Dunz,  and 
Joseph  Ostermcier.  whose  last  known  ad- 
dress was,  on  February  25,  1949,  Ger- 
many, were  on  such  date  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany* : 

2.  That  the  sum  of  $6,964.07  was  paid 
to  the  Attorney  General  of  the  United 
States  by  Peter  F.  McNamee.  Adminis- 
trator of  the  estate  of  John  Schraufst- 
ter.  deceased; 

3.  That  the  said  sum  of  $6,964.07  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  February  25.  1949,  pur- 
suant to  the  Trading  with  the  Enemy 
Act,  as  amended; 

4.  That  the  said  sum  of  $6,964.07  Is 
presently  in  the  possession  of  the  Attor- 
ney General  of  the  United  States  and  was 
property  within  the  United  States  owned 


or  controlled  by.  payable  or  deliverable 
to,  held  on  behalf  of  or  on  account  of.  or 
owing  to,  or  which  was  evidence  of  own- 
ership or  control  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were 
not  within  a  designated  enemy  country 
on  February  25,  1949,  the  national  in- 
terest of  the  United  States  required  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  coimtry  (Germany) 
on  such  date. 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

This  vesting  order  is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.   Doc.    49-3209;    Filed.   Apr,    25,    1949; 
8:47  a.  m.J 


[Vesting  Order  13048) 
Ferdinand  C.  Wolter 

In  re:  Estate  of  Ferdinand  C.  Wolter 
deceased.  File  No.  D-28-11781 ;  E.  T.  sec. 
15985. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found : 

1.  That  Matilda  Wolter.  Erich 
Minch(s)      (Minx),    Martha    Minch(s) 

•  Minx)  Vanselow,  Johanna  Henke,  Emll 
Neuenfeldt,  Anna  Neuenfeldt.  Margareta 
Schuschled.  and  Gustav  Neuenfeldt, 
whose  last  known  address  Is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  children,  names  unknown, 
of  Augusta  Wolter,  deceased,  the  chil- 
dren and  descendants,  names  unknown, 
of  Matilda  Wolter,  and  the  domiciliary 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees,  names  un- 
known, of  Erich  Minch(s)  (Minx),  who 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  perstffis  identified  In  subpara- 
graphs 1  and  2  hereof,  and  each  of  them. 
In  and  to  the  estate  of  Ferdinand  C. 


Wolter,  deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

4.  That  such  property  Is  in  the  process 
of  administration  by  Erich  Wolter,  as 
executor,  acting  under  the  judicial  super- 
vision of  the  Probate  Court  of  Martin 
County,  Minnesota; 

and  It  Is  hereby  determined : 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
children,  names  unknown,  of  Augusta 
Wolter,  deceased,  the  children  and  de- 
scendants, names  unknown,  of  Matilda 
Wolter,  and  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Erich  Minch(s)  (Minx)  are  not  within 
a  designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  -country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  nation^  Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  propertjj 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  In  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
March  29.  1949. 

For  the  Attorney  General. 

[seal]  Malcolm  S.  Mason, 

Acting  Deputy  Director, 
Office  of  Alien  Property. 

IF.   R.   Doc.   49-3210;    Filed,   Apr.   25.    1949; 
8:47  a.  m.l 


[Vesting  Order  13084] 
Fred  REtriER 

In  re:  Estate  of  Fred  Reuter.  deceased. 
File  D-28-6324;  E.  T.  sec.  15876. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Christoph  Reuter.  Christian 
Reuter,  Carolina  Langendorfer,  Magda- 
lena  Wackershauser.  Lissette  Hartmann. 
Paula  Koch  and  Berta  Weide.  whose  last 
known  address  Is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  estate  of  Fred  Reuter,  deceased.  Is 
property  payable  or  deliverable  to,  or 
claimed  by  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  Hal  G.  Weaver, 
Alma.  Kansas,  trustee,  acting  under  the 
judicial  supervision  of  the  Probate  Court 
of  Wabaunsee  County,  Topeka.  Kansas, 
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and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persona 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
neces."?ary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
March  30.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.    Doc.   4&-3211;    Filed,   Apr.   35,    1949; 
8:47  a.  m.| 


fVesting  Order   13129) 
Paul  Johann  Mohr 

In  re:  Bank  account  owned  by  and 
debt  owing  to  Paul  Johann  Mohr.  F- 
28-13139-E-l;  E-2- 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Paul  Johann  Mohr,  whose  last 
known  address  Is  Am  Nordhafen  2A  IV. 
Berlin,  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion represented  by  Claim  No.  2-4630 
against  the  First  National  Bank-Detroit, 
Detroit,  Michigan,  and  a  check  drawn  by 
the  Comptroller  of  the  Currency  on  the 
National  Bank  of  Detroit,  Detroit,  Mich- 
igan,   payable    to    Paul    Johann    Mohr. 

I  dated  December  7,  1942.  numbered  R- 
8160.  in  the  amount  of  $301.61,  represent- 
ing the  sixth  (final*  dividend  on  the 
aforesaid  claim  and  presently  In  the  cus- 
tody of  the  OfiQce  of  the  Comptroller  of 
the  Currency,  Treasury  Department, 
Washington  25,  D.  C,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
thft  aforesaid  debt  or  other  obligation 
and  any  and  all  rights  in,  to  and  under. 
Including  particularly,  but  not  limited 
to.  the  right  to  possession  and  presenta- 
tion for  collection  and  payment  of  the 
aforesaid  check,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Paul  Johann  Mohr.  by  the 
National  Bank  of  Detroit,  660  Woodward 
Avenue,  Detroit  32,  Michigan,  arising  out 
of  a  savings  account,  account  number 
40381,  entitled  Paul  Johann  Mohr,  main- 


tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by,  Paul  Johann 
Mohr,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.   Doc.    49-3213;    Filed,    Apr.    25.    1949; 
8:48  a.  m.l 


(VeBtlng  Order   131351 
Emma  Tschechni  and  Icnatz  Heinz 

In  re:  Stock  owned  by  Emma 
Tschechne  and  Ignatz  Heinz.  F-28- 
29482-I>-l,  F-28-29924-I>-l. 

Under  the  authority  of  the  Trading 
With  the  Ehemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  It  is  hereby  found: 

1.  Thai  Emma  Tschechne.  whose  last 
known  address  is  Sulldorfer  Landstr,  159 
Altona-Sulldorf,  Germany,  and  Ignatz 
Heinz,  whose  last  known  address  is 
Saarstr  129,  Trior,  Germany,  are  resi- 
dents of  Germany  and  nationals  of  a 
de.signated  enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Two  hundred  (200t  shares  of  $5.00 
par  value  capital  stock  of  Marine  Mid- 
land Corporation.  100  West  Tenth  Street. 
Wilmington.  Delaware,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Delaware,  evidenced  by  certificates  num- 
bered N.  Y.  22939  and  N.  Y.  24240,  for  a 
hundred  (100)  shares  each,  and  regis- 
tered in  the  name  of  (Mrs.)  Emma 
Tschechne.  together  with  all  declared 
and  unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  br.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Emma 


Tschechne.  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: One  (1)  share  of  $5.00  par  value 
capital  stock  of  Marine  Midland  Corpo- 
ration. 100  West  Tenth  Street.  Wilming- 
ton, Delaware,  a  corporation  organized 
under  the  laws  of  the  State  of  Delaware, 
evidenced  by  a  certificate  numbered 
BUG  13625,  and  registered  in  the  name 
of  Ignatz  Heinz,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Ignatz 
Heinz,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

4.  That  to  the  pxtent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.    49-3214;    Filed.    Apr.    26,    1949; 
8:48  a.  m.] 


(Vesting  Order   13164] 
Marie  Emma  Schmidt 

In  re:  Estate  of  Marie  Emma  Schmidt. 
a/k/a  Marie  E.  Schmidt,  deceased.  File 
No.  D-28-12090;  E.  T.  sec.  No.  16282. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Helene  Schmidt  and  Emmi 
Simon,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  In  and  to  the  estate  cf 
Marie  Emma  Schmidt,  also  known  as 
Marie  E.  Schmidt,  deceased,  Is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  nationals  of  a  designatrd 
enemy  country  (Germany); 


3.  That  such  property  is  in  the  process 
of  administration  by  Hedwig  Ottilie  Preg- 
ler.  as  executrix,  acting  under  the  judi- 
cial supervision  of  the  Orphans'  Court  of 
Allegheny  County,  Pennsylvania; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  F>crsons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  .sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

ISEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  P.    R.   Doc.   49-3215;    Filed,    Apr.    25,    1949; 
8:48  a.  m.j 


/ 


(Vesting  Order  13155] 

Security-First  National   Bank  or 
Los  Angeles 

In  re:  Declaration  of  Trust  of  Security- 
First  National  Bank  of  Los  Angeles  dated 
November  23,  1929  as  amended  and 
agreement  dated  August  2,  1939  between 
beneficiaries  regarding  distribution.  File 
No.  D-28-4280  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Phillip  AdlofT.  Ludyig  <Lud- 
wig)  Adloff,  Hermann  Kohlmann,  Maria 
Kohlmann  Marbe,  Anna  Kohlmann. 
Friedrich  Kohlmann,  Adam  Adloff  II. 
Helnrirh  Adloff.  Wilhelm  Adloff,  Fried- 
rich  Adloff.  Martin  Adloff,  Anna  Maria 
Ruth  Stapf,  Vorbert  Jakob  Stapf,  Jacob 
Stapf,  Maria  (Marie)  Rocmer  Jost.  Wil- 
helm Rocmer,  Dorothea  Roemer-Hoch- 
stein.  Pauline  Roemer-Bleser,  Frieda 
Roemcr-Weinerth  (Weinarth)  and  Anna 
Roemer  Jutzler.  whose  last  known  ad- 
dress Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  descendants,  names  un- 
known, of  Ludyig  (Ludwig)  Adloff,  of 
Hermann  Kohlmann.  of  Maria  Kohl- 
mann Marbe,  of  Anna  Kohlmann,  of 
Friedrich  Kohlmann.  of  Adam  Adloff  II, 
of  Heinrich  Adloff,  of  Wilhelm  Adloff,  of 
Friedrich  Adloff.  of  Martin  Adloff,  of 
Anna    Maria    Ruth    Stapf,    of    Vorbert 


Jakob  Stapf,  of  Maria  (Marie)  Roemer 
Jost,  of  Wilhelm  Roemer,  of  Dorothea 
Roemer-Hochstein,  of  Pauline  Roemer- 
Bleser,  of  Frieda  Roemer-Weinerth 
(Weinarth)  and  of  Anna  Roemer  Jutzler, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  the  property  described  as  fol- 
lows: 

a.  All  right,  title,  interest  and  claim  of 
any  kind  or  character  whatsoever  of  the 
persons  identified  in  subparagraphs  1 
and  2  hereof  in  and  to  and  arising  out  of 
or  under  a  Declaration  of  Trust  by  and 
between  Elisabeth  Bixel  and  the  Secur- 
ity-First National  Bank  of  Los  Angeles. 
Los  Angeles.  California,  dated  November 
23.  1929.  as  amended  August  10,  1934  by 
said  Elisabeth  Bixel,  presently  being  ad- 
ministered by  Security-First  National 
Bank  of  Los  Angeles.  Trustee.  Sixth  and 
Spring  Streets,  Los  Angeles  54,  Califor- 
nia, and 

b.  All  right,  title,  interest  and  claim  of 
any  kind  or  character  whatsoever  of  the 
persons  identified  in  said  subparagraphs 
1  and  2  other  than  Phillip  Adloff,  in  and 
to  and  arising  out  of  or  under  an  agree- 
ment dated  August  2,  1939  by  and  be- 
tween the  persons  named  in  subpara- 
graph 1  hereof  except  Phillip  Adloff. 
with  re.spect  to  distribution  under  para- 
graph III  (a)  (16)  of  the  aforesaid  dec- 
laration of  Trust,  presently  being  admin- 
istered by  said  Security-First  National 
Bank  of  Los  Angeles,  Trustee, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
Identified  in  subparagraphs  1  and  2  here- 
of are  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.   49-3216;    Filed,    Apr.    25.    1949; 
8:48  a.  m.J 


[Vesting  Order  9617,  Amdt.] 
Otto  Kuhl  et  al. 

In  re:  Stock  owned  by  Otto  Kuhl  and 
others.     F-28-6137-D-2. 

Vesting  Order  9617.  dated  August  7. 
1947,  as  amended,  is  hereby  amended  as 
follows  and  not  otherwise: 

A.  By  deleting  from  subparagraph  2 
of  said  Vesting  Order  9617,  as  amended, 
the  words  and  figures  "Two  hundred  and 
ten  and  five-tenths  (210.5)"  and  .substi- 
tuting therefor  the  words  and  figures 
"Two  hundred  and  one  and  five-tenths 
(201.5)".  and 

B.  By  deleting  from  Exhibit  A  attached 
to  and  by  reference  made  a  part  of  Vest- 
ing Order  9617,  as  amended,  the  number 
"10"  set  forth  opposite  the  name  "Aima 
Maehl,"  under  the  heading  'Number  of 
Shares,"  and  substituting  therefor  the 
number  "1," 

All  other  provisions  of  said  Vesting 
Order  9617,  as  amended,  and  all  actions 
taken  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  In  reliance 
thereon,  pursuant  thereto  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
April  12,  1949. 

For  the  Attorney  General. 

[ SEAL  ]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.   49-3217;    Filed,    Apr.   25.    1949; 
8:48  a.  m.] 


[Vesting  Order  13117] 
Bayerische  Vereinsbank 

In  re:  Banks  accounts,  stock,  stock 
warrants  and  bonds  owned  by  and  a  debt 
owing  to  Bayerische  Vereinsbank  P- 
28-1133-A-l,  E-2  3/5,  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  fotmd: 

1.  That  Bayerische  Vereinsbank.  the 
last  known  address  of  which  Is  Munich, 
Germany,  Is  a  corporation,  partnership, 
association  or  other  business  organiza- 
tion, organized  under  the  laws  of  Ger- 
many and  which  has.  or  since  the  effec- 
tive date  of  Executive  Order  8389,  as 
amended,  has  had  Its  principal  place  of 
business  in  Munich,  Germany,  Is  a  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  the  Bankers  Trust  Company,  16 
Wall  Street.  New  York,  New  York,  arising 
out  of  a  customers  dollar  drafts  payable 
account,  entitled  "Bayerische  Verein.s 
Bank,  Munich.  Germany,"  maintained 
with  the  aforesaid  company,  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same, 

b.  That  certain  debt  or  other  obliga- 
tion of  the  Guaranty  Trust  Company  of 
New  York,  140  Broadway,  New  York,  New 
York,  arising  out  of  a  current  account, 
entitled  "Bayeri.sche  Vereinsbank,  Nurn- 
berg."   maintained   with   the    aforesaid 
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company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

c.  That  certain  debt  or  other  obliga- 
tion of  the  Guaranty  Trust  Company  of 
New  York,  140  Broadway,  New  York,  New 
York,  arising  out  of  an  unpresented  for- 
eign drafts  account,  entitled  "Bayerische 
Vereinsbank,  Nurnberg."  maintained 
with  the  aforesaid  company,  and  any  and 
all  rights  to  demand,  enforce  and  col- 
lect the  same, 

d.  That  certain  debt  or  other  obliga- 
tion of  the  Guaranty  Trust  Company  of 
New  York,  140  Broadway,  New  York,  New 
York,  arising  out  of  an  unpresented  for- 
eign drafts  account,  entitled  "Bayerische 
Vereinsbank.  Coburg,"  maintained  with 
the  aforesaid  company,  and  any  and  all 
lights  to  demand,  enforce  and  collect  the 
same, 

e.  That  certain  debt  or  other  obliga- 
tion of  the  Guaranty  Trust  Company  of 
New  York.  140  Broadway,  New  York, 
New  York,  arising  out  of  a  dollar  drafts 
account,  entitled  "Bayerische  Vereins- 
bank, Munich,"  maintained  with  the 
aforesaid  company,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

f.  That  certain  debt  or  other  obliga- 
tion of  The  New  York  Trust  Company. 
100  Broadway,  New  York.  New  York,  aris- 
ing out  of  a  checking  account,  entitled 
"Bayerische  Vereinsbank,"  maintained 
with  the  aforesaid  company,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

g.  Those  certain  shares  of  stock  repre- 
sented by  the  certificates  described  in 
Exhibit  A,  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  registered  in 
the  names  of  the  persons  set  forth  in 
the  aforesaid  Exhibit  A,  and  presently  in 
the  custody  of  The  Chase  National  Bank 
of  the  City  of  New  York.  18  Pine  Street. 
New  York,  New  York,  in  an  account  en- 
titled 'Bayerische  Vereinsbank.  Clients 
Account.  Munich.  Germany."  and  num- 
bered F86076  together  with  all  declared 
and  unpaid  dividends  thereon. 

h.  Two  (2>  purchase  warrants  for 
shares  of  common  stock  of  the  Davison 
Chemical  Corporation,  20  Hopkins  Place, 
Baltimore  3,  Maryland,  a  corporation  or- 
ganized under  the  laws  of  the  State  of 
Maryland,  said  warrants  bearing  the 
numbers  01443  and  01444,  for  1  share 
each,  in  bearer  form  and  presently  in 
the  custody  of  The  Chase  National  Bank 
of  the  City  of  New  York,  18  Pine  Street, 
New  York,  New  York,  in  an  account,  en- 
titled "Bayerische  Vereinsbank,  Clients 
Account,  Munich,  Germany,"  numbered 
P86076  together  with  any  and  all  rights 
thereunder  and  thereto, 

1.  Four  (4)  Republic  of  Chile,  Stamped 
6%  Sinking  Fimd  Gold  Bonds,  of  the  face 
value  of  $500  each,  bearing  the  numbers 
D  248,  D  249,  D  250  and  D  251,  presently 
in  the  custody  of  The  Chase  National 
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Bank  of  the  City  of  New  York.  18  Pine 
Street,  New  York.  New  York,  in  an  ac- 
count, entitled  "Bayerische  Vereinsbank, 
Special  Clients  Account,  Munich,  Ger- 
many," and  numbered  P86075  together 
with  any  and  all  rights  thereto,  and 

J.  That  certain  debt  or  other  obliga- 
tion owing  to  Bayerische  Vereinsbank.  by 
the  American  Express  Co.,  Inc.,  New  York 
Agency,  65  Broadway,  New  York,  New 
York,  in  the  amount  of  $41.17  as  of  E>e- 
cember  31,  1945,  together  with  any  and 
all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Bayer- 
ische Vereinsbank,  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 


national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  l)enefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  12.  1949. 

For  the  Attorney  General. 

tSEALl  D.-KVID  L.   BaZELON, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Exhibit  A-Sicuritiks  Own«d  By  Bateri.othi  Vkreinsbank,  Minich,  Oirmant 


Name  and  address  of  Issuer 

Place  of  incor- 
IwratioM 

Type  o(  securities 

Par  or 
face 
value 

Certificate 
Nos. 

Nirni- 
Nr  of 
shares 

BepLvtcrod 
owner 

Chicaeo,  Milwaukee,  Ft.  Paul  * 
Pacific  R.  H.  Co.,  .Mfi  Jackson 
Blvd.,  Chicajfo  6,  111. 

Tide  Water  As-VH-latrd  Oil  Co., 
17  Battery  PI.,  New  York  4, 
N.  Y. 

Wisconsin 

Delaware 

Common  stock 

do 

None 
$10 

C04«038 
C04Wa9 
Cn4«O40 

N/COMW 

f.0 
30 
28 
25 
12 

E^cr  *  Co. 
l>o. 
I>o. 
Do, 
Do. 

[P.  R.  Doc.  49-3182;  Filed,  Apr.  22.  1949;  9:01  a.  m.] 


[Return  Order  3011 
Frida  Kurz  rr  al. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  de- 
termination, including  all  royalties 
accrued  thereunder  and  all  damages  and 
profits  recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  end  Property 

Frlda  Kurz,  Jamaica,  Long  Island,  N.  Y.. 
Hanna  Kurz,  Jamaica,  Long  Island,  N.  Y., 
Renate  Pedersen,  nee  Kurz.  Floral  Park.  N.  Y., 
Claim  No.  5930,  March  3  1949  (14  F.  R.  074); 
Property  described  In  Vesting  Orders  No.  201 
(8  F.  R.  625.  January  16.  1943)  and  No.  661 
(8  F.  R.  2161,  February  18,  1943)  relative  to 
United  States  Letters  Patent  No.  1.7M,3fl4 
and  property  described  in  Vesting  Ordtr  No. 
201  relating  to  United  States  Letters  Patent 


No.  2.212,178,  Frlda  Kurz  to  receive  a  life  In- 
terest in  an  undivided  one-fourth  of  each 
patent  and  Hanna  Kurz  and  Renate  Pedersen 
nee  Kurz  to  receive  each  an  undivided  one- 
half  part  of  all  right,  title  and  Interest  In 
and  to  both  patents,  subject  to  said  life 
Interest  of  Frlda  Kurz;  (5,267.79  In  the  Trea- 
sury of  the  United  States,  one-fourth  ('i  )  to 
Frlda  Kurz;  three-eighths  (*4)  to  Hanna 
Kurz;  and  three-eighths  (%)  to  Renate 
Pedersen;  $2,387.78  In  the  Treasury  of  the 
United  States,  In  equal  parts  to  Hanna  Kurz 
and  Renate  Pedersen,  subject  to  the  life 
estate  of  Frlda  Kurz  in  one-fourth  (.^ )  part 
thereof.  This  return  shall  not  be  deemed  to 
Include  the  rights  of  any  licensees  under  the 
above  patents. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at  Washington,  D.   C,   on 
April  19.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.    Doc.   49-3185;    Filed,    Apr.    22,    1949; 
9:01  a.  m.) 
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TITLE  6~AGRICULTURAL  CREDIT 
Chapter   III — Farmers   Home   Admin- 
istration,   Department    of    Agricul- 
ture 

Subchapter   E — Account  S*rvicin« 

Part  363— Farm  Ownership  Taxes 

Subpart  A— County  Office  routine  and 
Subpart  B — State  Office  routine  of  Part 
363  are  hereby  revoked  and  Part  363  is 
amended  as  follows: 
Sec. 

363  1     General. 
363.2     Detinltlon  of  tax. 
363  3     Servicing  delinquent  taxes. 

Acthoritt:    i{  363.1  to  363.3  Issued  under 
MC.  41  (1).  60  Stat.  1066;  7  U.  S.  C.  1015  (i). 
Interprets  and  applies  sec*.  3  (b)  (4)  and  (5) 
60  Stat.  1074;  7  U.  S.  C.  1003  (b)   (4)  and  (5) 

Derivation:  S J  363.1  to  363.3  contained  In 
FHA  Instructions  425.1  and  425.2. 

5  363.1  General,  (a)  Each  borrower 
who  obtains  a  direct  or  insured  Farm 
Ownership  loan  will  be  responsible  for 
paying  taxes  on  his  farm  to  the  proper 
taxing  authorities.  This  obligation  of  the 
borrower  is  Included  in  the  mortgage 
(deed  of  trust)  securing  his  loan. 

(b)  The  County  Supervisor  will  en- 
courage Farm  Ownership  borrowers  to 
pay  taxes  promptly  in  order  to  obtain 
any  discount  and  to  avoid  any  penalties. 

S  363.2  Definition  of  tax.  A  tax.  as 
used  in  this  chapter  pertaining  to  Farm 
Ownership  loans,  means  all  taxes,  assess- 
ments, levies,  or  other  similar  obligations 
which  will  become  a  lien  upon  the  real 
estate  and  which  are  included  on  one 
statement  Issued  by  a  tax-levying  body. 

§363.3  Servicing  delinquent  taxes,  (a) 
The  County  Supervisor  will  be  respon- 
sible for  ascertaining  that  all  Farm  Own- 
ership properties  are  listed  properly  on 
the  tax  rolls  and  will,  with  respect  to 
each  Farm  Ownership  borrower  who  is 
unwilling  or  unable  to  pay  a  delinquent 
tax  from  his  own  funds,  submit  a  com- 
plete report  thereon  to  the  State  Office. 

<b)  Upon  a  determination  by  the  State 
Director  that  every  practicable  efTort  has 
been  made,  without  success,  to  have  the 
borrower  pay  the  delinquent  tax  with  his 
own  funds,  payment  of  such  taxes  by  the 
Government  will  be  accomplished  by  the 
use    of    Standard   Form    1034    "Public 


Voucher  for  Purchases  and  Services 
other  than  Personal."  The  amount  so 
advanced  will  be  charged  against  the 
borrower's  account  and  will  bear  interest 
at  the  lowest  rate  specified  in  any  exist- 
ing mortgage  (deed  or  trust)  securing 
the  borrower's  Farm  Ownership  indebt- 
edness. 

Dated:  April  12,  1949. 

[seal!  Dillabd  B.  Lasseter. 

Administrator. 
Farmers  Home  Administration. 

Approved:  April  22,  1949. 

Charles  F.  Brannan, 
Secretary  of  Agriculture. 

(F.    R.    Doc.    49-3240;    Piled,    Apr.    26,    1949; 
8:46  a.  m.I 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  162— Regulations  for  the  Enforce- 
ment OF  the  Federal  Insecticide,  Fun- 
gicide, AND  RodeNTICIDE  AcT 

permit  for  economic  poisons  for 
experimental  use 

By  virtue  of  the  authority  vested  in  the 
Secretary  of  Agriculture  by  the  Federal 
Insecticide,  Fungicide,  and  Rodenticide 
Act,  approved  June  25,  1947  (7  U.  S.  C. 
Sup.  1.  sees.  135  et  seq.),  and  pursuant 
to  the  notice  of  rule  making  published  in 
the  Federal  Register  on  February  18 
1949  (14  F.  R.  737),  §  162.17  (7  CFR.  194-7 
Supp.  162.17)  of  the  regulations  Lssued 
under  said  act  is  hereby  amended  by  des- 
ignating as  paragraph  (d)  the  provisions 
now  appearing  under  paragraph  (c)  and 
by  Inserting  a  new  paragraph  (c)  to  read 
as  follows: 

(c)  General  permit  for  economic  poi- 
sons  for  experimental  use  which  are  also 
subject  to  the  new  drug  requirements  of 
the  Federal  Food,  Drug,  and  Cosmetic 
Act.  (1)  Notwithstanding  the  provi- 
sions of  paragraph  (b)  of  this  section,  a 
general  permit  is  hereby  issued  under 
section  7a  (4)  of  the  act  to  the  manufac- 
turers and  shippers  of  economic  poisons 
(Continued  on  next  page) 
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for  experimental  use  only,  to  ship  such 
economic  poisons:   Provided,   (1)    That 
the  product  Is  a  "new  drug"  within  the 
meaning  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (21  U.  S.  C.  1946  ed.  sec. 
355).  t2)  that  it  is  subject  to.  and  the 
manufacturer  or  shipper  complies  with, 
the  provisions  of  section  505  <i)  of  said 
act  (21  U.  S.  C.  1946  ed.  sec.  355  (i> )  and 
§  1.114  of  the  regulations  (21  CFR  Cum. 
Supp    2  114,   as   amended   and   redesig- 
nated by  13  F.  R.  6555  and  13  F.  R.  6969  • 
thereunder,  as  presently  in  effect  and 
(3)   that  the  documents  referred  to  in 
said  S  1.114  shall  be  made  available  for 
Inspection  upon  the  request  of  any  officer 
or  employee  of  the  Production  and  Mar- 
keting   AdminLstration    of    the    United 
States  Department  of  Agriculture  at  any 
reasonable  time  within  three  years  after 
the   Introduction   of    the   product   into 
interstate  commerce. 

(2)  The  general  permit  referred  to  in 
the  preceding  paragraph  shall  apply  only 
Insofar  as  the  experimental  uses  are  for 
drug  purposes  within  the  meaning  of  the 
Federal  Food.  Drug,  and  Cosmetic  Act. 
It  shall  not  apply  to  other  experimental 
uses  even  though  the  product  may  be 
intended  for  both  drug  and  non-drug 
uses. 

The  foregoing  amendment  shall  be- 
come effective  30  days  after  publication 
thereof  in  the  Federal  Register. 


Wednesday,  April  27,  1949 

(Sec.  6.  61  Stat.  168;   7  U.  S.  C.  Sup. 
135d) 

Done  at  Washington,  D.  C,  this  22d 
day  of  April  1949. 

[  seal  ]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

I  P.    R.    Doc.    49  3241;    Piled,    Apr.    26,    1949: 
8.47  a.  m.J 


Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

Part  301— Domestic  Quarantine  Noticis 

pink  bollworm  quarantine 

On  March  26, 1949,  there  was  published 
In  the  Federal  Register  (14  F.  R.  1384). 
a  notice  of  proposed  rule  making  to 
amend  !S  301.52-2  of  the  regulations  s^up- 
plemental  to  Quarantine  No.  52  relating 
to  the  pink  bollworm  (7  CFR  301.52-2;  13 
F.  R.  3175).  After  due  consideration  of 
all  relevant  matters  presented.  Including 
the  proposals  .set  forth  in  the  notice,  and 
pursuant  to  the  authority  conferred  upon 
me  by  section  8  of  the  Plant  Quarantine 
Act  of  AuRU.st  20,  1912,  as  amended  i7 
U.  S.  C.  161).  ?  301.52-2  is  hereby  amend- 
ed to  read  as  follows: 

§  301.52-2  Regulated  areas.  The  fol- 
lowing areas  are  hereby  designated  as 
regulated  areas  within  the  meaning  of 
the  regulations  in  this  subpart  and  are 
further  classed  as  heavily  or  lightly  In- 
fested : 

(a)  Hedvilp  infested  areas. 

Trxaf.  Counties  of  Brewster,  Cameron, 
Culberson.  Jeff  Davis.  Hidalgo,  Hudspeth. 
Presidio,  Terrell.  Willacy,  and  that  part  of  El 
Paso  County  lying  east  of  an  Imaginary  line 
extending  due  north  from  the  Texas-Mexico 
boundary  to  the  point  near  U.  S.  Highway  80, 
where  sees.  4.  5.  8.  and  9.  T.  29  S.,  R.  4  E.  have 
a  common  corner,  thence  due  north  to  the 
Texas-New  Mexico  boundary. 

(b)  Lightly  infested  areas. 

Arizona.  Counties  of  Cochise.  Graham, 
Greenlee.  Maricopa,  Pinal,  and  Santa  Cruz, 
and  all  of  Pima  County  '  except  that  part  ly- 
ing west  of  the  western  boundary  line  of 
range  8  east. 

New  Mexico.  Counties  of  Chaves.  Curry, 
De  Baca.  Dona  Ana.  Eddy,  Grant.  Hidalgo. 
Lea.  Luna.  Otero,  Quay,  Roosevelt,  Sierra,  So- 
corro, and  Valencia. 

Oklahoma.  Beckham.  Caddo,  Greer,  Har- 
mon, Jackson,  Kiowa,  Tillman,  and  Washita. 

Texas.  Counties  of  Andrews,  Aransas, 
Atascosa,  Bailey,  Baylor,  Bee.  Bexar.  Borden. 
Brooks,  Brown,  Burnet,  Caldwell,  Calhoun, 
Callahan,  Childress,  Cochran.  Coke,  Coleman, 
Collingsworth,  Comanche,  Concho.  Coryell, 
Cottle,  Crane,  Crockett,  Crosby,  Dawson.  De 
Witt,  Dickens,  Dimmit.  Donley,  Duval,  East- 
land, Ector,  Erath.  Fisher,  Floyd ,  Foard, 
Frio.  Gaines,  Garza,  Glasscock.  Goliad,  Gon- 
zales. Gray.  Guadalupe.  Hale.  Hall,  Hamilton, 
Hardeman,  Haskell,  Hays,  Hockley.  Howard. 
Irlon.  Jackson,  Jim  Hogg,  Jim  Wells,  Jones, 
Karnes.  Kenedy.  Kent,  King,  Kleberg.  Knox, 
Lamb,  Lampasas,  La  Salle.  Live  Oak,  Loving, 
Lubbock,  Lynn.  Martin.  Mason.  Matagorda, 


'  Part  of  the  lightly  Infested  area  In  Arizona 
Is  regulated  on  account  of  the  Thurberla 
weevil  under  Quarantine  No.  61.  and  ship- 
ments therefrom  must  also  comply  with  the 
requirements  of  that  quarantine  (7  CFR 
301.61  et  seq). 
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Maverick,  McCulloch,  McMullen,  Medina. 
Menard,  Midland,  Mills,  Mitchell,  Motley. 
Nolan.  Nueces.  Pecos.  Reagan.  Reeves.  Re- 
fugio. Runnels,  San  Patricio.  San  Saba. 
Schleicher.  Scurry,  Shackelford,  Starr,  Ster- 
ling, Stonewall,  Taylor,  Terry.  Throckmor- 
ton, Tom  Green,  Upton,  Uvalde,  Victoria, 
Ward.  Webb,  Wharton,  Wheeler.  Wichita. 
Wilbarger.  Wilson.  Winkler.  Yoakum,  Zapata, 
and  Zavala;  and  that  part  of  El  Paso  County 
lying  west  of  an  imaginary  line  extending 
due  north  from  the  Texas-Mexico  boundary 
to  the  point  near  U.  S.  Highway  80  where 
sees.  4.  5,  8.  and  9.  T.  29  S..  R.  4  E  have  a 
common  corner,  thence  due  north  to  the 
Texas-New  Mexico  boundary. 

^Ser.  8,  37  Stat.  318.  as  amended;  7 
U.  S.  C.  161  • 

This    amendment    shall    be    effective 
April  27.  1949. 

The  purpose  of  this  amendment  is  to 
add  to  the  lightly  Infe.sted  area  several 
counties  in  New  Mexico  and  Texas  in 
which  pink  bollworm  Infestations  have 
been  found,  and  to  remove  from  that 
area  several  Texas  counties  in  which  in- 
tensive annual  field  surveys  and  inspec- 
tion of  trash  from  gins  handling  cotton 
produced  therein  have  failed,  during  the 
past  three  years,  to  disclose  any  further 
evidence  of  pink  bollworm  infestation 
there.    Prompt  action  on  this  change  is 
necessary  in  order  to  control  the  move- 
ment from  the  newly  Infested  counties 
of  articles  that  might  spread  the  pink 
bollworm.    Shippers  in  the  counties  re- 
moved  from   the  lightly  infested  area 
should  also  promptly  be  relieved  of  the 
requirements  to  which  they  are  subject. 
Therefore  good  cause  is  found,  in  ac- 
cordance with  section  4  (c)  of  the  Ad- 
ministrative Procedure  Act,  for  making 
the  foregoing  amendment  effective  less 
than  30  days  after  its  publication. 

Done  at  Washington.  D.  C.  this  22d 
day  of  April  1949.  Witness  my  hand  and 
the  seal  of  the  United  States  Department 
of  Agriculture. 


[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49  3287;    Filed,   Apr.   26.    1949; 
8:55  a.  m.) 


TITLE   12— BANKS  AND 
BANKING 

Chapter  II — Federal   Reserve  System 

Subchapter  A — Board  of  Governors  of  the 
Federal  Reserve  System 

I  Reg.  W) 

Part  222— Consumer  Instalment  Credit 

miscellaneous  amendments 

1.  Effective  April  27.  1949.  Part  222  is 
hereby  amended  In  the  following  re- 
spects : 

a.  By  changing  "$50.00"  In  Part  I  of 
5  22.9  to  read  "$100.00". 

b.  By  changing  "15  per  cent"  and  "85 
per  cent"  in  Part  1.  Group  B  of  §  222.9  to 
read,  respectively.  "10  per  cent"  and  "90 
per  cent". 

c.  By  changing  Part  2  of  5  222.9  to  read 
as  follows: 

Part  2.  Maturities.  The  maximum  ma- 
turity for  all  listed  articles  and  for  unclas- 
tifled  Instalment  loans  Is  24  months. 
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d.  By  changing  the  figure  *'24"  to  "27" 
in  Part  3  of  §  222.9. 

2.  a.  The  purposes  of  the  amendments 
are  to  change  from  15  percent  to  10  per 
cent  and  from  85  per  cent  to  90  percent, 
respectively,  the  down  payment  and 
maximum  loan  value  for  articles  listed 
In  Part  1,  Group  B  of  §  222.9;  to  change 
the  maximum  maturity  specified  in  Part 
2  of  §  222.9  from  21  months  to  24  months, 
and  make  related  modification  of  the 
maximum  maturity  contained  in  Part  3 
of  §  222.9;  and  to  change  the  exemption 
in  Part  1  of  §  222.9  from  $50  to  $100. 

b.  The  notice,  public  participation, 
and  deferred  effective  date  described  In 
section  4  of  the  Administrative  Procedure 
Act  are  not  followed  In  connection  with 
this  amendment  for  the  reasons  and 
good  cause  found,  as  stated  in  section 
2  (e)  of  the  Board's  rules  of  procedure 
<12  CFR  262.2  (e)>.  and  especially  be- 
cause in  connection  with  this  permi.«sive 
amendment  such  procedures  are  unnec- 
essary as  they  would  not  aid  the  persons 
affected  and  would  serve  no  other  useful 
purpose. 

'Sec.  11  (1^  38  Stat.  262.  sec.  5  (b>.  40 
Stat.  415.  as  amended;  12  U.  S.  C.  248  (i » . 
95a;  E.  O.  8843,  Aug.  9,  1941.  6  F.  R.' 
4025.  3  CFR,  1943,  Cum.  Eupp.  Interprets 
or  applies  Pub.  Law  905,  80th  Cong.) 

Board  of  Governors  or  the 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter. 

Secretary. 

IF.    R.    Doc.    49-3252;    Filed.    Apr.    26,    1949; 
10:13  a.  m.] 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — OflRce  of  the  Housing 
Expediter 

[Controlled  Housing  Rent.  Reg..>  Amdt.  87 1 

Part  825;— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (?§  825.1  to  825.12)  is  amended  in 
the  following  respect: 

A  new  Item  49  is  hereby  incorporated 
in  Schedule  B,  to  read  as  follows: 

49.  Provisions  relating  to  Marlon  County. 
Missouri,  a  portion  of  the  Quincy.  Illinois. 
Defense-Rental  Area. 

Increase  in  maximum  rents  based  upon 
the  recommendation  of  the  Local  Advisory 
Board.  Effective  April  22.  1949.  an  Increase 
of  12  percent  Is  hereby  authorized  In  the 
maximum  rents  of  those  housing  accommo- 
dations in  Marlon  County,  Mis^>ourl,  a  por- 
tion of  the  Quincy.  Illinois.  Defense-Rental 
Area,  for  which  (a)  the  maximum  rent  was 
first  determined  under  section  4  (a)  or  4 
(b)  of  the  Rent  Regulation  for  Housing  is- 
sued pursuant  to  the  Emergency  Price  Con- 
trol Act  of  1942,  as  amended,  or  (b)  the 
maximum  rent  was  fixed  by  an  order  entered 
under  the  applicable  rent  regulation  fixing 
the  maximum  rent  on  the  basis  of  the  rent 


'  13  F.  R.  5706.  5788,  5877,  5937,  6246,  6283 
6411.  6556,  6881.  6910,  7299,  7671,  7801.  7862* 
8217.  8327,  8386;  14  F.  R.  17,  93,  143,  271," 
337.  456,  e27,  632,  695,  856,  918,  979,  1005 
10R3.  1345.  1394,  1519.  1570,  1571.  1587,  ieC6. 
1C67.  1733,  1760. 
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generally  prevailing  in  the  defense-rental 
area  for  comparable  homing  accommoda- 
tions on  March  1.  1942:  Provided,  however. 
That  where  any  adjustment  was  heretofore 
ordered  on  or  after  August  22.  1947  under 
11825.5(a)  (12)  or  825.5  (a)  (16)  the  amount 
of  such  adjustment  shall  be  excluded  in 
determining  the  increased  maximum  rent; 
And  provided  further.  That  where  housing 
accommodations  are  or  were  covered  by  a 
statutory  lease  as  defined  in  §  825.4  (b),  the 
Increase  hereby  authorized  shall  not  apply 
until  after  the  termination  of  such  lease, 
and  after  such  termination  the  maximum 
rent  shall  bo  determined  by  the  provisions 
of  §825.4  (b)   (2). 

Any  maximum  rent  for  housing  accom- 
modations In  said  Marion  County,  which  is 
substantially  lower  than  the  rent  generally 
prevailing  In  said  defense-rental  area  for 
comparable  housing  accommodations  on 
March  1,  1942.  plus  12  percent,  shall  be  eligi- 
ble for  adjustment  on  the  basis  of  such 
generally  prevailing  rent  plus  12  percent,  on 
the  filing  of  an  individual  petition  for  ad- 
justment under  5  825.5  (a)   (11). 

All  provisions  of  §5  825.1  to  825.12  inso- 
far as  they  are  applicable  to  said  Marion 
County  are  hereby  amended  to  the  extent 
necessary  to  carry  these  provisions  into 
efTect. 

(Sec.  204  (d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204. 
61  Stat.  197.  as  amended  by  62  Stat.  37, 
94,  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  22.  1949. 

Issued  this  22d  day  of  April  1949. 

TiCHE  E.  Woods. 
Housing  Expediter. 

IF.    R.   Doc.    49-3255;    Filed.   Apr.   26.    1949; 
8:58  a.  m.| 


RULES  AND  REGULATIONS 

the  accommodations  as  provided  In 
§  825.7,  except  that  In  the  case  of  con- 
trolled housing  accommodations  (other 
than  accommodations  in  hotels  to  which 
paragraph  (f)  of  this  .section  applies) 
which  were  not  included  as  controlled 
housing  accommodations  on  March  31. 
1949.  such  registration  shall  be  made  by 
the  end  of  such  30  day  period,  or  by  May 
15.  1949,  whichever  date  is  later.  The 
Expediter  may  order  a  decrease  In  the 
maximum  rent  as  provided  in  §  825  5  <c) 
a)  and  <6). 

3.  The  following  unnumbered  para- 
graph is  added  immediately  after  §  825.4 
(f): 

Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed in  this  paragraph  (f)  shall,  no 
later  than  May  31,  1949.  file  in  the  Area 
Rent  Offlce  a  registration  statement  on 
Form  DD-HU.  provided  by  the  Expediter. 
Such  statement  shall  be  deemed  to  be  a 
registration  statement  within  the  mean- 
ing of  §  825.7  and,  except  for  the  time 
prescribed  for  the  filing  thereof,  shall  be 
subject  to  the  provisions  of  S  825.7. 

(Sec.  204  fd>.  61  Stat.  198:  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204,  61 
Stat.  197.  as  amended  by  62  Stat.  37.  94. 
Pub.  Law  31,  81st  Cong.;  50  U.  S.  C.  App. 
1894   (d)  ) 

This  amendment  %hall  become  effec- 
tive April  27.  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

[P.    R.    Doc.    49-3261:    Piled.    Apr.    26.    1949; 
8:59  a.  m.) 


61  Stat.  197.  as  amended  by  62  Stat.  37, 
94.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  25,  1949. 

Issued  this  22d  day  of  April  1949. 

TiCHE  E.  Woods, 
Housing  Expediter. 

(P.   R.   Doc.    49-3263:    Filed.    Apr.   26.    1949; 
8:59  a.  m.] 


[Controlled  Housing  Rent  Reg.,'  Amdt.  88] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (5S  825.1  to  825.12)  is  amended  in 
the  following  respects: 

1.  The  following  unnumbered  para- 
graph is  added  immediately  after  §  825.1 
(b)    (2)    (i)    (b) : 

Reporting  requirements.  Every  land- 
lord of  housing  accommodations  de- 
scribed In  this  subdivision  (b)  shall,  no 
later  than  May  15.  1949,  file  in  the  Area 
Rent  OfBce  a  report  on  Form  D-95A, 
provided  by  the  EScpediter. 

2.  Section  825.4  (c)  is  amended  to  read 
as  follows: 

(c)  First  rent  after  June  30,  1947  (see 
also  paragraph  (e)  of  this  section).  For 
controlled  hou-sing  accommodations  first 
rented  on  or  after  July  1. 1947,  the  maxi- 
mum rent  shall  be  the  first  rent  for  such 
accommodations.  Within  30  days  after 
so  renting,  the  landlord  shall   register 


»  13  P.  R.  5706.  5788.  5877.  5937.  6246.  6283. 
6411  6556.  6881.  6910.  7299.  7671.  7801.  7862. 
8217.  8327.  8386.  14  F.  R.  17.  93.  143.  271.  337. 
456.  627.  632.  695.  856.  918,  979.  1005.  1083. 
1345.  1394.  1519.  1570.  1571.  1587.  1666,  1667, 
1733,  1760,  1823.  1868,  1932. 


[Controlled  Housing  Rent  Reg.'  Amdt.  89] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  Is  amended  in 
the  following  respects: 

1.  Schedule  A.  item  129,  Is  amended  to 
read  as  follows: 

(129)     [Revoked   and   decontrolled.] 

This  decontrols  from  §5  825.1  to  825.12 
all  of  the  Alexandria-Leesville.  Louisi- 
ana. Defense-Rental  Area. 

2.  Schedule  A.  item  162,  is  amended 
to  describe  the  counties  in  the  E>efense- 
Rental  Area  as  follows: 

Harrison;  and  in  Jackson  County,  the 
Town  of  Ocean  Springs. 

This  decontrols  from  §§  825.1  to  825.12 
all  of  Jackson  County.  Mississippi,  except 
the  Town  of  Ocean  Springs,  in  the 
Biloxi-Pascagoula,  Mississippi.  Defense- 
Rental  Area. 

(Sec.  204  (d).  61  Stat.  198:  50  U.  8.  C. 
App.  Sup.  1894   (d».     Applies  sec.  204. 


[Controlled   Housing  Rent  Reg.,   New  York 
City  Defense-Rental  Area."  Amdt.  14) 

Part  825 — Rent  Regul.^tions  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled   housing   rent   regulation 
for  new  york  city  defense-rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  New  York  City  Defense-Rental 
Area  (5§  825.21  to  825.32)  is  amended  in 
the  following  re.spects: 

1.  The  following  unnumbered  para- 
graph is  added  immediately  after  §  825.21 
(b)  (2)  (i)  (b): 

Reporting  requirements.  Every  land- 
lord of  housing  accommodations  de- 
.scribed  In  this  subdivision  (b»  shall,  no 
later  than  May  15.  1949.  file  in  the  Area 
Rent  Office  a  report  on  Form  D-95A, 
provided  by  the  Expediter. 

2.  Section  825.24  (c)  Is  amended  to 
read  as  follows: 

(c)  First  rent  after  June  30,  1947  (see 
also  paragraph  (e)  of  this  section.  For 
controlled  housing  accommodations  first 
rented  on  or  after  July  1, 1947,  the  maxi- 
mum rent  shall  be  the  first  rent  for  such 
accommodations.  Within  30  days  after 
so  renting,  the  landlord  shall  register 
the  accommodations  as  provided  in 
5  825.27,  except  that  in  the  case  of  con- 
trolled housing  accommodations  (other 
than  accommodations  in  hotels  to  which 
paragraph  (f)  of  this  section  applies) 
which  were  not  included  as  controlled 
housing  accommodations  on  March  31, 
1949,  such  registration  shall  be  made  by 
the  end  of  such  30  day  period,  or  by  May 
15,  1949,  whichever  date  is  later.  The 
Expediter  may  order  a  decrease  in  the 
maximum  rent  as  provided  in  §  825.25 
(c)   (1)  and  (6». 

3.  The  following  unnumbered  para- 
graph is  added  immediately  after 
§  825.24  (f): 

Registration  requirements.  Every 
landlord  of  housing  accommodations 
described  in  this  paragraph  (f )  shall,  no 
later  than  May  31.  1949.  file  in  the  Area 
Rent  Office  a  registration  statement  on 
Form  DD-HU.  provided  by  the  Expediter. 
Such  statement  shall  be  deemed  to  be  a 
registration  statement  within  the  mean- 
ing of  §  825.27  and,  except  for  the  time 
prescribed  for  the  filing  thereof,  shall  be 
subject  to  the  provisions  of  §  825.27. 

(Sec.  204  (d).  61  Stat.  198:  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204. 
61  Stat.  197,  as  amended  by  62  Stat.  37, 


•  13  P.  R.  5727.  8388;    14  P.  R.  18,  93.  144 
1395    1574.  1868. 


Wednesday,  April  27,  1919 

94,  Pub.  Law  31,  81st  Cong.;  50  U.  S  C 
App.  Sup.  1894  (d)) 

This  amendment  shall  become  eflfective 
April  27.  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

jP.    R.   Doc.   49-3254;    Filed,    Apr.    26,    1949; 
8:58  a.  m.j 


JControlled  Housing  Rent  Reg  ,  Miami 
Defense-Rental  Area.'  Amdt.  171 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation  for 

MIAMI    defense-rental    AREA 

The  controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
<?§  825.41  to  825.52)  Ls  amendec  in  the 
following  respect: 

Section  825.44  (c)  Is  amended  to  read 
as  follows: 

(c)  Fir.^t  rent  after  June  30.  1947  (see 
also  paragraph  (c)  of  this  section  K  For 
controlled  housing  accommodation.s  first 
rented  on  or  after  July  1.  1947.  the  maxi- 
mum rent  shall  be  the  first  rent  for  tuch 
accommodations.  Within  30  days  after 
50  renting,  the  landlord  shall  register  the 
accommodations  as  provided  in  5  825.47, 
except  that  in  the  case  of  controlled 
housing  accommodations  which  were  not 
included  as  controlled  housing  accom- 
modations on  March  31,  1949,  such  reg- 
istration shall  be  made  by  the  end  of 
such  30-day  period,  or  by  May  15.  1949. 
whichever  date  is  later.  The  Expediter 
may  order  a  decrease  in  the  maximum 
rent  as  provided  in  §  825.45  (o  (1»  and 
(6). 

(Sec.  204  (d).  61  Stat.  198;  50  U  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204.  61 
Stat.  197.  as  amended  by  62  Stat.  37.  94; 
Pub.  Law  31.  Slst  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  cffec- 
tlve  April  27.  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

[F.   R.   Doc.   49-3256;    Filed,   April    26,    1949; 
8:68  a.  m.J 


[Controlled  Housing  Rent  Reg.,  Atlantic 
County  Defense-Rental  Area."  Amdt.  14] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

controlled  housing  rent  regulation  for 

ATLANTIC    county   DEFENSE-RENTAL    AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Defense-Rental 
Area  (5§  825.61  to  825.72)  is  amended  in 
the  following  resp>ect: 


FEDERAL  REGISTER 

Section  825.64  (c)  Is  amended  to  read 
as  follows: 

(O  First  rent  after  June  30.  1947  (see 
also  paragraph  (e)  of  this  sections  For 
controlled  housing  accommodations  first 
rented  on  or  after  July  1.  1947.  the  maxi- 
mum rent  shall  be  the  first  rent  for  such 
accommodations.  Within  30  days  after 
so  renting,  the  landlord  shall  register  the 
accommodations  as  provided  in  §  825,67, 
except  that  in  the  case  of  controlled 
housing  accommodations  which  were  not 
included  as  controlled  housing  accommo- 
dations on  March  31.  1949.  such  registra- 
tions shall  be  made  by  the  end  of  such 
30  day  period,  or  by  May  15,  1949.  which- 
ever date  is  later.  The  Expediter  may 
order  a  decrease  In  the  maximum  rent 
as  provided  in  §825  65  (c)   (1)  and  (6). 

(Sec.  204  ^d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d).    Applies  sec.  204,  61 
Stat.  197.  as  amended  by  62  Stat.  37   94 
Pub.  Law  31,  81.st  Cong.;  50  U.  S.  C.  App' 
Sup.  1894) 

This  amendment  shall  become  effective 
April  27,  1949. 

Issued  this  22d  day  of  April  1949 

TicHE  E.  Woods. 
Housing  Expediter. 

[F.    R.    Doc.    49  3253;    Piled.    Apr.    26,    1949; 
8:58  a.  m.] 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Ree..'  Amdt 
821 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Hou.ses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
amended  in  the  following  respect: 

A  new  Item  49  is  hereby  incorporated 
In  Schedule  B.  to  read  as  follows: 

49.  Provisions  relating  to  Marion  County, 
Missouri,  a  portion  of  the  Qulncy,  Illinois, 
Defense-Rental  Area. 

Increase  in  maximum  rents  based  upo7i  tlie 
recommendation  of  the  Local  Advisory  Board. 
Effective  April  22.  1949.  an  Increase  of  12 
percent  is  hereby  authorized  In  the  maximum 
rents  of  those  housing  accommodations  in 
Marion  County.  Missouri,  a  portion  of  the 
Quincy,  nilnois,  Defense-Rental  Area,  for 
which  (a)  the  maximum  rent  was  first  de- 
termined under  section  4  (a)  of  the  Rent 
Regulation  for  Transient  Hotels,  Residen- 
tial Hotels.  Rooming  Houses  and  Motor 
Courts  issued  pursuant  to  the  Emergency 
Price  Control  Act  of  1942,  as  amended,  or 
(b)  the  maximum  rent  was  fixed  by  an  order 
entered  under  the  applicable  rent  regulation 
fixing  the  maximum  rent  on  the  basis  of 
the  rent  generally  prevailing  In  the  defense- 
rental  area  for  comparable  housing  accom- 
modations en  March  1.  1942:  Proiidcd, 
however.  That  where  any  adjustment  was 
heretofore  ordered  on  or  after  August  22.  1947 
under  {  825JB6  (a)    (9)   the  amount  of  such 
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adjustment  shall  be  excluded  In  determining 
the  Increased  maximum  rent;  i4nd  prot^ded 
further.  That  where  housing  accommodations 
are  or  were  covered  by  a  statutory  lease  as 
defined  in  8  825.84  (b),  the  increase  hereby 
authorized  shall  not  apply  until  after  the 
termination  of  such  lease,  and  after  such 
termination  the  maximum  rent  shall  be  de- 
termined by  the  provisions  of  J  825  84  (b) 
(2i. 

Any  maximum  rent  for  housing  accommo- 
dations in  said  Marlon  County  which  is  tub- 
stantially  lower  than  the  rent  generally 
prevailing  In  said  defense-rental  area  for 
comparable  housing  accommodations  on- 
March  1.  1942,  plus  12  percent,  shall  be 
eligible  for  adju.stment  on  the  basis  of  such 
generally  prevailing  rent  plus  12  percent,  on 
the  filing  of  an  Individual  petition  for  ad- 
justment under  ?  825.85  (a)    (8). 

All  provisions  of  §§  825  81  to  825.92  in- 
sofar as  they  are  applicable  to  said 
Marion  County  are  hereby  amended  to 
the  extent  necessary  to  carry  the.«5e  pro- 
visions into  effect. 

(Sec.  204  (d),  61  Stat.  198;  50  U.  S  C 
App.  Sup.  1834  (di.  Applies  sec.  204.  61 
Stat.  197.  as  amended  by  62  Stat.  37  94 
Pub.  Law  31.  81.st  Cong.;  50  U.  S.  C.  App" 
Sup.  1894) 

This  amendment  shall  become  effective 
April  22.  1949. 

Issued  this  22d  day  of  April  1949 

TiGHE  E.  Woods, 
Housing  Expediter. 

[F.    R.    Doc.    49  3258:    Piled,    Apr.    26.    1949; 
8:59  a.  m.J 


[Controlled  Rooms  in  Rooming  Houses  and 

Other    Establishments    Rent    Reg. '    Amdt 
83 1  6  .  • 

Paf.t  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS  IN 
rooming  houses  and  OTHER  ESTABLISH- 
MENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§§825.81  to  825.92)  is 
amended  in  the  following  resp>ects: 

1.  In  §  825.81  (b)  (2i  (i)  (b)  (2),  the 
word.s  "75  percent  or  more  of  the  occu- 
pied rooms'  are  changed  to  "75  percent 
or  more  of  the  occupied  housing  accom- 
modations." 

2.  The  following  unnumbered  para- 
graph is  added  immediately  after  §  825  81 
(b)    (2)    (i)    (b) : 

Reporting  requirements.  Every  land- 
lord of  housing  accommodations  de- 
scribed In  this  subdivision  (b)  shall,  no 
later  than  May  15,  1949,  file  in  the  Area 
Rent  Office  a  report  on  Form  EX-95A. 
provided  by  the  Housing  Expediter. 

3.  Section  825.84  (c)  is  amended  to 
read  as  follows: 

(c)  Maximum  rents  established  on  or 
after  July  1, 1947.    For  a  room  subject  to 


'  13  p.  R.  6735.  6246.  8389.  14  F.  R.  20  Q3 
145.  978.  1395.  1588.  1868 

'  13  F  R.  5743,  8390;  14  P.  R.  19.  M.  146. 
1395.  1577.  1868. 


'  13  F.  R.  6750,  5789,  6875,  5937.  6938  6247 
6283.  6411.  6556,  6882.  6911,  7299,  7672  7801* 
7862,  8218,  8219.  8328.  8388:  14  P.  R  18  272* 
337.  457.  627.  682.  698.  867,  918,  978,  1083  1345' 
1520,  1570,  1682.  1587,  1669,  1670,  1734  '  1759' 


'  13  P.  R.  6750,  578P,  5875,  5937,  6938,  6347 
6283,  6411,  6556.  6882.  6911.  7299.  7672  7801 
7862.  8218.  8219.  8328.  8388:  14  F.  R.  18  272* 
337.  457.  627,  682.  695.  857,  918.  978,  1083,  1345' 
1520.  1570,  1582,  1637.  1669.  1670.  1734,  1759. 
1869,  1932. 
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§§  825.81  to  825.92.  first  rented  or  offered 
for  rent  on  or  after  July  1.  1947,  the  rent 
for  each  term  or  number  of  occupants 
for  which  It  is  first  offered  for  rent;  If 
such  room  is  thereafter  offered  for  rent 
for  ether  terms  or  numbers  of  occupants, 
the  rents  for  which  it  is  first  offered  for 
such  other  terms  and  numbers  of  occu- 
pants. The  landlord  shall  file  a  regis- 
tration .statement  within  10  days  after 
any  maximum  rent  is  established  under 
this  section  as  provided  in  §  825  87.  ex- 
cept that  in  the  case  of  controlled  rooms 
(other  than  rooms  In  hotels  to  which 
paragraph  (h>  of  this  section  applies) 
which  were  not  included  as  controlled 
rooms  on  March  31.  1949,  such  registra- 
tion statement  shall  be  filed  by  the  end  of 
such  10  day  period,  or  by  May  15,  1949, 
whichever  date  Is  later.  The  Expediter 
may  order  a  decrease  in  the  maximum 
rent  as  provided  in  §825.85  (c>. 

4.  The  following  unnumbered  para- 
graph is  added  immediately  after  §  825.84 
(h>: 

Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed in  this  paragraph  (h)  shall,  no 
later  than  May  31.  1949.  file  in  the  Area 
Rent  OfBce  a  registration  statement  on 
Form  DE>-HU.  provided  by  the  Expediter. 
Such  statement  shall  be  deemed  to  be  a 
registration  statement  within  the  mean- 
ing of  §  825.87  and.  except  for  the  time 
prescribed  for  the  filing  thereof,  shall  be 
subject  to  the  provisions  of   §  825.87. 

(Sec.  204  (d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204. 
61  Stat.  197,  as  amended  by  62  Stat.  37. 
94,  Pub.  Law  31.  81.st  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  27.  1949. 

Issued  this  22d  day  of  April  1949. 

TicHE  E   Woods, 
Housing  Expediter. 

IF    R.    Doc.    49-3260;    Filed,   Apr.   26,    1949; 
8;  59  a.  m.) 
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the  Town  of  Ocean  Springs,  In  the  Biloxl- 
Pascagoula.  Mississippi.  Defense-Rental 
Area. 

(Sec.  204  (d>.  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204.  61 
Stat.  197.  as  amended  by  62  Stat.  37.  94. 
Pub.  Law  31.  81st  Cong.;  50  U.  S.  C.  App. 
Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  25.  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49-3262:    Filed,    Apr.    26,    1949; 
8:59  a.  m.l 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,'  Amdt. 
84] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and. Other 
E.stabllshments  (S5  825.81  to  825  92)  is 
amended  in  the  following  respect : 

Schedule  A,  item  162,  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Harrison;  and  In  Jackson  County,  the  Town 
Of  Ocean  Springs. 

This  decontrols  from  J§  825.81  to  825.92 
All  of  Jackson  County,  Mississippi,  except 


•  13  F.  R.  5750.  5789.  5875.  5937.  5938.  6247. 
6283.  6411.  6556.  6382.  6911.  7299.  7672,  7801. 
7802  8218.  8328.  8338:  14  F.  R  18.  272,  337. 
457.  627.  682.  6s)>.  857.  918.  978.  1083.  1345. 
1620.  1570,  1582,  1587. 


[Controlled  Rooms  In  Rooming  Hou.ses  and 
Other  Establishments  Rent  Reg.,  New  York 
City  Defense-Rental  Area.'  Amdt.  11] 

Part  825 — Rent  Regulations  Under  the 
Hou-siNG  AND  Rent  Act  of  1947,  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOU.SES  AND  OTHER  ESTAB- 
LISHMENTS IN  THE  NEW  YORK  CITY  DE- 
FENSE-RENT.\L  AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  for  the  New  York  City 
Defense-Rental  Area  <S5  825.101  to 
825.112)  is  amended  in  the  following 
respects : 

1.  In  5  825.101  <b)  (2>  (D  (b)  (IK  the 
words  "75  percent  or  more  of  the  oc- 
cupied rooms"  are  changed  to  "75  per- 
cent or  more  of  the  occupied  housing 
accommodations." 

2.  The  following  unnumbered  para- 
graph is  added  immediately  after 
§  825.101  (b)   <2)  (i)   (b) : 

Reporting  requirements.  Every  land- 
lord of  housing  accommodations  de- 
scribed in  this  .subdivision  (b)  shall,  no 
later  than  May  15.  1949.  file  in  the  Area 
Rent  Office  a  report  on  Form  D-95A, 
provided  by  the  Expediter. 

3.  Section  825.104  (c)  is  amended  to 
read  as  follows: 

(c>  Maximum  rents  established  on  or 
after  July  1.  1947.    For  a  room  subject 
to  §5  825.101  to  825.112.  first  rented  or 
offered  for  rent  on  or  after  July  1.  1947. 
the  rent  for  each  term  or  number  of 
occupants  for  which  It  is  first  offered  for 
rent;  if  such  room  is  thereafter  offered 
for  rent  for  other  terms  or  numbers  of 
occupants,  the  rents  for  which  it  is  first 
offered  for  such  other  terms  and  num- 
bers of  occupants.    The  landlord  shall 
file  a  registration  statement  within  10 
days  after  any  maximum  rent  is  estab- 
lished under  this  section  as  provided  in 
.§  825.107.  except  that  in  the  case  of  con- 
trolled rooms  (other  than  rooms  in  hotels 
to  which  paragraph  (h)  of  this  section 
applies)  which  were  not  included  as  con- 
trolled rooms  on  March  31.  1949.  such 
registration  statement  shall  be  filed  by 
the  end  of  such  10  day  period,  or  by  May 
15.  1949.  whichever  date  Is  later.     The 
Expediter  may  order  a  decrease  In  the 
maximum  rent  as  provided  In  §  825.105 
(c). 


4.  The  following  unnumbered  para- 
graph is  added  immediately  after 
S  825.104  (h) : 

Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed in  this  paragraph  <h)  shall,  no 
later  than  May  31.  1949.  file  in  the  Area 
Rent  Office  a  registration  statement  on 
Form  DI>-HU.  provided  by  the  Expediter. 
Such  statement  shall  be  deemed  to  be 
a  registration  statement  within  the 
meaning  of  §  825.107  and.  except  for  the 
time  prescribed  for  the  filing  thereof, 
shall  be  subject  to  the  provisions  of 
§  825.107. 

(Sec.  204  (d>.  61  Stat.  198.  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204. 
61  Stat.  197.  as  amended  by  62  Stat.  37. 
94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  27,  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

(F.   R.    Doc.    49  3257:    Filed.    Apr.    26,    1949; 
8:59  a.  m.] 


»  13  F.  R.  5770,  8391:  14  F.  R.  19,  1580,  1869. 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,  Miami 
Defense-Rental  Area,'  Amdt.  IS) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 

IN  ROOMING  houses  AND  OTHER  ESTAB- 
LISHMENTS IN  MIAMI  DEFENSE-RENTAL 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Hou-ses  and  Other 
Establishments  in  Miami  Defense-Rental 
Area  (§§  825.121  to  825.132)  is  amended 
in  the  following  respect: 

Section  825.124  (c)  is  amended  to  read 
as  follows:  \ 

<c)  Maximum  rents  established  on  or 
after  July  1.  1947.    For  a  room  subject 
to  §§825.121  to  825.132.  first  rented  or 
offered  for  rent  on  or  after  July  1,  1947, 
the  rent  for  each  term  or  number  of  oc- 
cupants for  which  It  Is  first  offered  for 
renti  if  such  room  is  thereafter  offered 
for  rent  for  other  terms  or  numbers  of 
occupants,  the  rents  for  which  it  is  first 
offered  for  such  other  terms  and  num- 
bers of  occupants.     The  landlord  shall 
file  a  registration  statement  within  10 
days  after  any  maximum  rent  is  estab- 
lished under  this  section  as  provided  in 
§  825.127,  except  that  in  the  case  of  con- 
trolled rooms  which  were  not  included 
as  controlled  rooms  on  March  31.  1949. 
such  registration  statement  shall  be  filed 
by  the  end  of  such  10  day  period,  or  by 
May  15.  1949.  whichever  date  is  later. 
The  Expediter  may  order  a  decrease  in 
the    maximum    rent    as    provided    in 
§  825.125  (C). 

(Sec.  204  (d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d'.  Applies  .sec.  204. 
61  Stat.  197.  as  amended  by  62  Stat.  37, 

•  13  F.  R.  5777.  8392;  14  F.  R.  20.  978.  1584, 
1869. 


Wednesday,  April  27,  1949 

94.  Pub.  Law  31,  81st  Cong.;  50  U   S.  C. 
App.  Sup.  1894) 

This  amrndmen.  shall  become  effec- 
Uve  April  27.  1949. 

Issued  this  22d  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    R.    Doc.   49-3259;    Piled,   Apr.    26.    1949; 
8:59  a.  m.| 


TITLE    26— INTERNAL    REVENUE 

Chapter   I — Bureau   of   Internal    Rev- 
enue, Department  of  the  Treasury 

Subchapter  F^-*etords  and  Procedure 

Part  601— Procedurk 
miscellaneous  amendments 

P.  R.  Doc.  46-15357,  appearing  at  page 
177A-22.  Part  II.  section  1.  of  the  issue 
for  September  11.  1946.  as  amended  prior 
to  January  1.  1948  <26  CFR.  Subchapter 
P.  1946  and  1947  Supps. ) .  and  as  amended 
subsequently  to  December  31,  1947  <  13 
F.  R.  2195,  2426.  4121,  4122,  4870.  and 
7710).  is  hereby  further  amended  as  fol- 
lows : 

1.  Section  601.1.  General  procedure  is 
amended  by  changing  paragraph  (d) 
Disputed  liability  by  inserting  in  subpar- 
agraph (5)  Rulings,  immediately  preced- 
ing the  final  paragraph  thereof  another 
paragraph  as  follows: 

In  any  case  in  which  the  internal  rev- 
enue agent  in  charge  refers  an  issue  to 
Washington  for  technical  advice  <  except 
In  matters  primarily  of  internal  concern. 
or  in  Instances  where  it  would  be  preju- 
dicial to  the  Interests  of  the  Bureau  of 
Internal  Revenue  to  apply  such  pro- 
cedure, for  example,  cases  involving 
fraud  or  jeopardy  assessment)  the  tax- 
payer or  his  representative  may.  if  he  so 
desires,  be  granted  a  hearing  in  Wash- 
ington in  the  event  of  an  adverse  deci- 
sion, before  a  representative  of  the  Dep- 
uty Commissioner  of  the  Income  Tax 
Unit  or  a  representative  of  the  Deputy 
Commissioner  of  the  Miscellaneous  Tax 
Unit,  depending  upon  the  character  of 
the  tax  involved. 

2.  Section  601.2  Income  and  excess 
pro/its  taxes  is  amended  as  follows : 

<A)  By  changing  paragraph  (at  Gen- 
eral as  follows: 

1.  By  inserting  in  the  third  paragraph 
thereof  tRegulations  111)  immediately 
preceding  the  closing  parenthesis  the 
following:  ";  T.  D.  5645,  13  F.  R.  4255- 
T.  D.  5649.  13  P.  R.  5049;  T.  D.  5657.  13 
P.  R.  5877". 

li.  By  inserting  in  the  fourth  para- 
graph (Regulations  112)  immediately 
preceding  the  closing  parenthesis  the  fol- 
lowing: '• ;  T.  D.  5643.  13  F.  R.  4013". 

lii.  By  inserting  in  the  seventh  para- 
graph (Regulations  116)  immediately 
preceding  the  closing  parenthesis  the  fol- 
lowing: *';  T.  D.  5644.  13  F.  R.  4121;  T  D 
6645.  13  P.  R.  4255;  T.  D.  5650,  13  P.  R. 
5049". 

iv.  By  adding  at  the  end  of  such  para- 
graph a  new  paragraph  reading  as  fol- 
lows : 

T.  D.  5642.  13  F.  R.  3861.  relating  to 
carry-overs  of  net  operating  losses  and 
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unused  excess  profits  credits  in  the  case 
of  successor  railroad  corporations  as  pro- 
vided in  Public  Law  189  (80th  Congress). 
61  Stat.  324,  approved  July  15,  1947. 

(B)  By  changing  paragraph  (c)  Ex- 
amination  of  reiurns  and  determination 
of  correct  liability  by  amendment  of  sub- 
paragraph (1)  General  thereof,  as  fol- 
lov.s : 

i.  By  altering  the  first  sentence  of  the 
third  paragraph  to  read  as  follows:  "In- 
dividual returns  on  Form  1040A  are  re- 
tained in  the  collector's  office  for  the  com- 
putation of  the  tax  due  and  payable." 

ii.  By  changing  the  fourth  paragraph 
by  striking  therefrom  "(except  those  au- 
dited by  collectors) "  and  inserting  in  lieu 
thereof  "(except  those  on  Form  1040  au- 
dited by  collectors  and  those  on  Form 
1040A>". 

<C>  By  changing  paragraph  (d) 
Claims  for  credit  or  refund  by  striking 
from  the  last  sentence  of  the  first  para- 
graph the  words  "withholding  statement 
as  a  return"  and  inserting  in  lieu  there- 
of the  following:  "employee's  optional 
return  Form  1040A". 

<D)  By  changmg  paragraph  (g)  De- 
scription of  forms  as  follows: 

I.  By  striking  from  the  paragraph 
headed  -Form  W-2"  the  last  sentence 
thereof  and  inserting  in  lieu  of  such  sen- 
tence another  sentence  reading  as  fol- 
lows: "The  original  must  be  attached  to 
the  employee's  income  tax  return." 

II.  By  amending  the  paragraph  headed 
"Form  1040"  by  striking  from  the  sec- 
ond sentence  thereof  "W-2"  and  insert- 
ing in  lieu  thereof  "1040A". 

lii.  By  Inserting  immediately  following 
the  paragraph  headed  "Form  1040"  an- 
other paragraph  reading  as  follows: 

Form  1040A.  Employee's  optional  in- 
dividual income  tax  return.  A  return 
may  be  made  by  a  citizen  or  resident  of 
the  United  States  on  this  form  in  lieu  of 
Form  1040  if  the  total  income  for  the 
calendar  year  was  less  than  $5,000  and 
consisted  entirely  of  wages  reported  on 
withholding  statements  (Forms  W-2), 
or  of  such  wages  and  not  more  than  $100 
total  of  other  wages,  dividends,  and  in- 
terest. 

(53  Stat.  467;  26  U.  S.  C.  3791) 

[SEAL]  Thomas  J.  Lynch, 

Acting  Secretary  of  the  Treasury. 

[F.   R.   Doc.   49-3249;    Filed.   Apr.   26,    1949; 
9:00  a.  m  ) 
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mitting  greater  latitude  in  the  manner 
in  which  reporting  may  be  required. 
Part  128  is  hereby  amended  to  read  as 
lollows: 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Chapter  I — Monetary  Offices,  Depart- 
ment of  the  Treasury 

Part  128— Transactions  in  Foreign  Ex- 
change. Transfers  of  Credit,  and 
Export  of  Coin  and  Cihirency 

April  27,  1949. 
After  consideration  of  all  relevant  mat- 
ter presented  pursuant  to  notice  of  pro- 
posed rule  making  published  on  April 
2,  1949.  14  F.  R.  1520.  and  for  the  pur- 
pose of  providing  for  the  reporting  of 
Information  requested  by  the  Interna- 
tional Monetary  Fund  under  the  Articles 
of  Agreement  of  the  Fund;  and  of  per- 
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SUBPART   A REGULATIONS 

General  license. 

Reports. 

Modification  or  revocation. 


28  10     Copies. 

28.11  Foreign  Exchange  Form  B-1:  Lia- 
bilities to  "foreigners". 

28  12  Foreign  Exchange  Form  B-l-A: 
Chaiiges  of  domicile. 

28.13  Foreirrn  Exchange  Form  B-l-G: 
Liabilities;  "offlcial  foreign"  ac- 
counts. 

28  14  Fc  reign  Exchange  Form  B-2:  Claims 
on  "foreigners". 

28.15  Foreign  Exchange  Form  B-3:  Out- 
standing forward  exchange  con- 
tracts. 

28  16  Foreign  Exchange  Form  C-1 :  Liabil- 
ities to  "foreigners"  and  sales  of 
forward  foreign  exchange. 

28.17  Foreign  Exchange  Form  C-2:  Claims 
on  "foreigners  '  and  purchases  of 
forward  foreign  exchange. 

28  18  Foreign  Exchange  Forms  S-1  3:  Pur- 
chase and  sale;  of  "long-term" 
securities  by  "foreigners". 

128.19  Foreign    Exchange    Form    S-4:   For- 
eign debit  and  credit  balances. 

128.20  Form      IMF-B:      Foreign      currency 
claims. 

128.21  Form     IMF-C;  Dollar    liabilities    to 
"foreigners". 

AtrrHOEiTT:  Sections  128.1  to  128.21  Issued 
under  sec.  5  (b).  40  Stat.  415.  966,  sec.  2.  48 
Stat.  1.  sec.  301.  55  Stat.  633;  12  U.  S.  C.  I5a, 
50  U  S.  C.  App.  Sup.,  5  (b) ,  sec.  8.  59  Stat.  515* 
22  U.  8.  C  286r.  E  O.  No.  6568.  Januar\-  15.* 
1934.  31  CFR  127,  E.  O.  No.  10G33,  Febru.iry 
9.  1949,  14  F.  R.  561. 

SXTBPART  A — RECULAIIONS 

§128.1  General  license.  Licenses 
may  be  granted,  and  a  general  license  is 
hereby  granted,  to  all  individuals,  part- 
nerships, associations,  and  corporations, 
authorizing  any  and  all  transactions  in 
foreign  exchange,  transfers  of  credit, 
and  exports  of  currency  (other  than  gold 
certificates)  and  silver  coin.  The  gen- 
eral license  herein  granted  authorizes 
transactions  toj3e  carried  out  which  are 
permitted  by  the  Executive  order  of  Jan- 
uary 15,  1934  (Part  127),  under  license 
therefor  issued  pursuant  to  such  Execu- 
tive order;  but  does  not  authorize  any 
transaction  to  be  carried  out  which,  at 
the  time.  Is  prohibited  by  any  other  order 
or  by  any  law.  ruling,  or  regulation. 

§  128.2  Reports.  In  order  to  effectu- 
ate the  purposes  of  the  Executive  order  rf 
January  15.  1934  (Part  127) ,  and  in  order 
that  information  requested  by  the  Inter- 
national Monetary  Fund  under  the  Arti- 
cles of  Agreement  of  the  Fund  may  be 
obtained  in  accordance  with  section  8 
<a)  of  the  Bretton  Woods  Agreements 
Act  (Sec.  8  (a)  59  Stat.  515;  22  U.  S.  C. 
286f  and  Executive  Order  No.  10033.  14 
F.  R.  561),  every  person  subject  to  the 
jurisdiction  of  the  United  States  engag- 
ing in  any  transaction,  transfer,  export 
or  withdrawal  referred  to  in  §  127.1  of 
this  chapter  .shall  furnish  to  the  Federal 
Re.serve  bank  of  the  district  in  which 
such  person  has  his  principal  place  of 
business  in  the  United  States  informa- 


tion  relative  thereto,  including  informa- 
tion relative  to  claims  and  liabilities  aris- 
ing therefrom,  and  Information  deter- 
mined to  be  essential  to  comply  with  offi- 
cial requests  for  data  made  by  the  Inter- 
national Monetary  Fund,  to  such  extent 
and  in  such  manner  and  at  such  intervals 
as  is  required  by  report  forms  and  in- 
structions prescribed  by  the  Secretary  of 
the  .Treasury.  In  the  event  that  such 
person  has  no  principal  place  of  business 
within  a  Federal  Reserve  district,  the  in- 
formation shall  be  furnished  directly  to 
the  Office  of  International  Finance, 
Treasury  Department,  Washington  25, 
D.  C,  or  to  such  agency  as  the  Treasury 
Department  may  designate. 

5  128.3  Modification  or  revocation. 
The  regulations  in  this  part  and  the 
general  license  herein  granted  may  be 
modified  or  revoked  at  any  time. 

STTBPART    B — DESCRIPTION    OF   FORMS 
PRESCRIBED  UNDER  THIS  PART 

9  128  10  Copies.  Copies  of  the  forms 
described  in  this  subpart  with  instruc- 
tions may  be  obtained  from  any  Federal 
Reserve  bank  or  the  Office  of  Interna- 
tional Finance.  Treasury  Department. 
Washington  25.  D.  C. 

S  128.11  Foreign  Exchange  Form  B-1: 
Liabilities  to  "foreigners".  On  this  form 
banks,  bankers,  etc.,  are  required  to  re- 
port monthly  to  a  Federal  Reserve  Bank 
liabilities,  primarily  short-term,  to  "for- 
eigners" or  assets  held  on  behalf  of 
"foreigners"  which  represent  claims  on 
Institutions  or  individuals  in  the  United 
States,  as  of  the  last  day  of  business  of 
the  month. 

5  128.12  Foreign  Exchange  Form 
B-l-A:  Changes  of  doviicile.  On  this 
form  banks,  bankers,  etc..  reporting  on 
Form  B-1  are  required  to  report  monthly 
to  a  Federal  Reserve  bank  data  con- 
cerning changes  of  domicile  resulting  In 
additions  to  or  eliminations  from  ac- 
counts reported  on  Form  B-1. 

S  128 13  Foreign  Exchange  Form 
B-l-G:  Liabilities:  "official  foreign"  ac- 
counts. On  this  form  banks,  bankers, 
etc.,  are  required  to  report  monthly  to  a 
Federal  Reserve  bank  liabilities,  prima- 
rily .short-term,  to  official  foreign  insti- 
tutions or  assets  held  on  behalf  of  offi- 
cial foreign  institutions  which  represent 
claims  on  Institutions  or  individuals  In 
the  United  States,  as  of  the  last  day  of 
business  of  the  month. 

§  128.14  Foreign  Exchange  Form  B-2: 
Cla::ns  on  "foreigners".  On  this  form 
banks,  bankers,  etc.,  are  required  to  re- 
port monthly  to  a  Federal  Reserve  bank 
a.ssets,  primarily  short-term,  owned  by 
the  reporter  or  a  domestic  client  which 
represent  claims  on  "foreigners",  as  of 
the  last  day  of  business  of  the  month. 

§  128.15  Foreign  Exchange  Form  B-3: 
Outstanding  foruHird  exchange  con- 
tracts. On  this  form  banks,  banker*, 
etc..  are  required  to  report  monthly  to  a 
Federal  Reserve  bank  all  outstanding 
forward  contracts  for  the  purchase  or 
sale  of  foreign  exchange  to  which  they 
are  parties,  as  of  the  last  day  of  business 
of  the  month. 

§  128.16  Foreign  Exchange  Form  C-1 : 
Liabilities  to  "foreigners"  and  sales  of 
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forward  foreign  exchange.  On  this  form 
exporters,  importers.  Industrial  and 
commercial  concerns  are  required  to  re- 
port quarterly  to  a  Federal  Reserve  bank 
liabilities,  primarily  short-term,  to  "for- 
eigners" which  represent  claims  on  insti- 
tutions or  individuals  in  the  United 
States  and  outstanding  forward  con- 
tracts to  sell  foreign  exchange,  as  of  the 
last  day  of  business  of  the  quarter. 

5  128.17  Foreign  Exchange  Form  C-2: 
Claims  on  "foreigners"  and  purchases  of 
forward  foreign  exchange.  On  this  form 
exporters,  importers,  industrial  and  com- 
mercial concerns  are  required  to  report 
quarterly  to  a  Federal  Reserve  bank  their 
assets,  primarily  short-term,  which  rep- 
resent claims  on  "foreigners"  and  their 
outstanding  forward  contracts  to  pur- 
chase foreign  exchange,  as  of  the  last 
day  of  business  of  the  quarter. 

8  128.18  Foreign  Exchange  Form  S- 
1/3:  Purchase  and  sales  of  "long-term" 
securities  by  "foreigners".  On  this  form 
banks,  bankers,  brokers,  dealers,  etc..  are 
required  to  report  monthly  to  a  Federal 
Reserve  bank  transactions  in  long-term 
securities  executed  in  the  United  States 
for  account  of  "foreigners"  and  trans- 
actions in  long-term  securities  executed 
abroad  for  their  own  account  and  for  the 
account  of  their  domestic  clients. 

5  128.19  Foreign  Exchange  Form  S-4: 
Foreign  debit  and  credit  balances.  On 
this  form  brokers,  dealers,  etc.,  are  re- 
quired to  report  monthly  to  a  Federal 
Reserve  bank  the  debit  and  credit  bal- 
ance in  their  accounts  carried  by  or  for 
"foreigners",  as  of  the  last  day  of  busi- 
ness of  the  month. 

S  128  20  Form  IMF-B:  Foreign  cur- 
rency claims.  On  this  form  banks, 
bankers,  etc..  are  required  to  report  an- 
nually, as  of  April  30th.  to  a  Federal  Re- 
serve bank  short-term  foreign  currencj 
claims  against  "foreigners", 

§  128.21  Form  IMF-C:  Dollar  liabili- 
ties to  "foreigners".  On  this  form  banks, 
bankers,  etc..  are  required  to  report  an- 
nually, as  of  April  30th.  to  a  Federal 
Reserve  bank  short-term  dollar  liabilities 
to  "foreigners". 

Notk:  The  reporting  requirements  de- 
scribed In  Subpart  B  of  this  part  have  been 
approved  by  the  Bureau  of  the  Budget  In 
accordance  with  the  Federal  Reports  Act  of 
1942. 

APPENDIX 

I.  Determination  of  the  National  Advisory 
Council.  March  18.  1949,  pursuant  to  section 
2  (a)  of  E.  O.  10033. 

The  National  Advl.sory  Council,  having 
con.sulted  with  the  Director  of  the  Bureau 
of  the  Budget,  determines  that  information 
with  respect  to  gold  holdings,  foreign  cur- 
rency claims  on  and  dollar  liabilities  to  for- 
eigners of  banks,  brokers,  corporations  and 
others  In  the  United  States,  including  the 
United  States  Government.  Is  essential  an- 
nually In  order  that  the  United  States  Gov- 
ernment may  comply  with  the  ofBclal  request 
of  the  International  Monetary  Fund. 

II.  Designation  of  the  Treasury  Depart- 
ment by  the  Director  of  the  Bureau  of  the 
Budget.  AprU  21.  1949,  pursuant  to  section 
2  (b)  of  E.  O.  10033. 

Collection  of  information  for  International 
Monetary  Fund.  The  National  Advisory 
CouncU  on  International  Monetary  and  Fi- 
nancial Problems  having  determined,  in  ac- 
cordance with  section  2  (a)  of  Executive 
Order  No.  10033,  that  Information  with  re- 


spect to  gold  holdings,  foreign  currency 
claims  on  and  dollar  liabilities  to  foreigners, 
of  banks,  brokers,  corporations,  and  others 
In  the  United  States,  Including  the  United 
States  Government,  Is  essential  annually  in 
order  that  the  United  States  Government 
may  comply  with  an  official  request  for  In- 
formation which  has  been  made  to  It  by 
the  International  Monetary  Fund  under 
Article  VIII.  section  5.  of  the  Articles  of 
Agreement  of  the  said  organization,  and  after 
due  consultation  and  consideration  as  re- 
quired by  section  3  of  the  said  Executive 
order. 

It  is  hereby  determined  that  the  aforesaid 
information  shall  be  collected  nnd  made 
available  by  the  Treasury  Department  for 
transmittal  by  the  National  Advisory  Coun- 
cil to  the  International  Monetary  Fund. 

It  Is  contemplated  that  the  required  In- 
formation will  be  obtained,  in  part  through 
the  Federal  Reserve  Banks  and  In  part  di- 
rectly by  the  Treasuiy  Department,  on  Treas- 
ury Forms  C-1  and  C-2  from  commercial  and 
Industrial  corporations,  on  Treasury  Form 
8-4  from  brokers,  and  on  Treasury  Forms 
IMF-B  and  IMF-C  from  banks  and  bankers, 
and  that  Information  relative  to  the  United 
States  Government  will  be  assembled  from 
appropriate  sources  within  the  Government. 

[SEAL]  Wm.  McC.  Martin.  Jr.. 

Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.   49-3247;    Filed.    Apr.    26.    1949; 
8:54  a.  m.] 


TITLE  46— SHIPPING 

Chapter  I — Coast  Guard,  Department 
of   the   Treasury 

Subchapter  Q — Speciflcationi 
[CGFR   49-13] 

Part  160 — Lifesavinc  Equipment 
distress  signals 

The  purpose  of  the  following  amend- 
ments to  the  specification  requirements 
for  hand  red  flare  distress  signals,  float- 
ing orange  smoke  distress  signals,  and 
hand  orangt  smoke  distress  signals  Is 
to  relax  the  present  requirements  to 
permit  easier  manufacture,  obtain  test- 
ing conditions  comparable  to  those  en- 
countered In  service  use.  and  provide  an 
alternate  method  for  the  chemical  sta- 
bility test  required. 

These  amendments  to  the  sprcifica- 
tlons  are  published  without  prior  general 
notice  of  their  propo.sed  issuance  for  the 
reason  that  notice,  public  rule  making 
procedure,  and  effective  date  require- 
ments In  connection  therewith  are  hereby 
found  to  be  unnecessary  because  the 
amendments  are  relaxations  of  present 
requirements. 

By  virtue  of  the  authority  vested  In 
me  as  Commandant,  United  States  Coast 
Guard,  by  R.  S.  4405,  as  amended,  and 
section  101  of  Reorganization  Plan  No.  3 
of  1946.  46  U.  S.  C.  1,  375.  the  following 
amendments  to  the  regulations  are  pre- 
scribed which  shall  become  effective  on 
and  after  the  date  this  document  is 
published  in  the  Federal  Register  : 

SUBPART  160.021 — SIGNALS,  DISTRESS.  FLARE, 
RED,  HAND,  FOR  MERCHANT  VESSELS 

1.  Section  160.021-3  (1)  is  amended  to 
read  as  follows: 

S  160.021-3  Materials,  workmanship, 
construction  and  performance  require- 
ments.    •     •     • 


Wednesday,  April  27,  1949 

(1)  Burning  time.  Test  specimens 
shall  burn  in  air  not  less  than  2  min- 
utes nor  more  than  2  minutes  and  40 
seconds  when  the  time  Is  mea.sured  as 
described  in  §  160.021-4  (k).  Test  spec- 
imens shall  burn  under  water  not  less 
than  5  seconds  when  tested  as  described 
by  5  160.021-4  <f). 

2.  Section  160.021-4  Is  amended  by 
changing  paragraphs  <e)  and  d)  to  read 
as  follows: 

8  160  021-4  Sampling,  inspections, 
conditioning,  and  tests.     •     •     • 

<e>  Conditioning;  elevated  tempera- 
ture, humidity  and  storage.  Place  spec- 
imen in  a  thermostatically  controlled 
even-temperature  oven  held  at  90°  C. 
With  not  less  than  90  percent  relative 
humidity  for  72  hours.  Remove  speci- 
mens and  store  at  room  temperature 
•  20"  to  25°  C.)  with  approximately  65 
percent  relative  humidity  for  ten  days. 
If  for  any  reason  it  is  not  pos.sible  to 
operate  the  oven  continuously  for  the 
72-hour  period,  it  may  be  operated  at 
the  required  temperature  and  humidity 
for  8  hours  out  of  each  24  during  the  72- 
hour  conditioning  period.  <Total  of  24 
hours  on  and  48  hours  off.  > 

<f )  Tcsi  method;  underwater  burning. 
Ipnite  the  flare  and  let  it  burn  5  sec- 
onds in  air.  Submerge  burning  flare  in 
water  in  a  vertical  position  with  head 
down.  Obtain  underwater  burning  time 
by  stop  watch  measurements  from  time 
of  submersion  until  positive  flame  emis- 
sion ceases. 

<R.  S.  4417a,  4426,  4488.  49  Stat.  1544. 
54  Stat.  346,  and  sec.  5  <e>.  55  Stat.  244, 
as  amended;  46  U.  S.  C.  367,  391a,  404 
481,  50  U.  S.  C.  1275) 

SUBPART  160.022 — SIGNALS,  DISTRESS, 
SMOKE.  ORANGE,  rLOATINC,  FOR  MERCHANT 
VESSELS 

3.  Section  160.022-3  <g)  is  amended 
to  read  as  follows: 

5  160.022-3  Materials,  workmanship, 
construction  and  performance  require- 
ments.    •     •     • 

(g)  Temperature  of  ignition  of  signal 
materials.  When  tested  as  described  by 
§160.022-4  (g),  the  temperature  of  ig- 
nition of  the  signal  materials  shall  be  not 
less  than  320°  F.  (160°  C). 

4.  Section  160  022-4  Is  amended  by 
changing  paragraphs  (e)  and  (g)  to  read 
as  follows: 

!  160.022-4  Santpling,  inspections, 
conditioning,  and  tests.     •     •     • 

(e)  Conditioning;  elevated  teinpera- 
ture,  humidity,  and  storage.  Place  spec- 
imen In  a  thermostatically  controlled 
even-temperature  oven  held  at  90°  C. 
with  not  less  than  90  percent  relative 
humidity  for  72  hours.  Remove  speci- 
mens and  store  at  room  temperature  (20* 
C.  to  25'  O  with  approximately  65  per- 
cent relative  humidity  for  ten  days.  If 
for  any  reason  It  Is  not  possible  to  oper- 
ate the  oven  continuously  for  the  72-hour 
period.  It  may  be  operated  at  the  required 
temperature  and  humidity  for  8  hours 
out  of  each  24  during  the  72-hour  con- 
ditioning period.  (Total  of  24  hours  on 
and  48  hours  off. ) 
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(g)   Test  method;  temperature  of  igni- 
tion of  signal  materials.    The  test  shall 
be  conducted  in  a  uniformly  heated  gas 
or  electric  oven  with  a  chamber  of  at 
least  6  Inches  by  6  Inches  by  9  inches 
Inside  measurement.    If  gas  heated,  the 
oven  should  be  of  jacketed  type  with  the 
products  of  combustion  of  the  heating 
gas  excluded  from  the  inner  chamber. 
The  oven  should  be  provided  with   an 
opening  or  openings  at  the  top  of  at  least 
='»  square  inch  in  area  to  give  air  circula- 
tion within.     A  .«:uitable  600°  F.  3-inch 
immersion  thermometer  or  thermocouple 
shall  be  inserted  through  a  sleeve  in  the 
top  of  the  oven.    A  shelf  of  perforated 
sheet  metal  shall  be  provided  at  the  mid- 
height  of  the  oven.     A  wire  screen  cup 
'  J  inch  In  diameter  by  •■•,  inch  high  shall 
be  provided.     The  materials  to  be  tested 
shall  be  placed  to  a  depth  of  '2  inch  In 
the  wire  screen  cup.     (Ordinarily,  mate- 
rials adjacent  to  each  other  in  the  as- 
sembled sicnal  will  be  blended  together 
for  the  test;  materials  nonadjacent  ordi- 
narily will  not  be  blended  together  for 
the  test.)     The  cup  then  shall  be  placed 
on  the  shelf  so  as  to  be  within  ^2  inch  to 
'4  inch  from  the  bulb  of  the  thermom- 
eter or  the  junction  of  the  thermocouple. 
The  temperature  of  the  oven  is  to  be 
raised  to  about  266°  F.   (130=  O   at  a 
convenient  rate,  after  which  the  temper- 
ature is  to  be  raised  at  a  rate  not  to 
exceed  2'  F.  per  minute  until  ipnition 
occurs  or  320°   F.    (160°   C.)    has   been 
reached.     Time  and  temperature  read- 
ings at  30  second  intervals  and  al.so  time 
at  which  ignition,  if  such  occurs,  are  to 
be  recorded.     If  ignition  occurs,  the  ap- 
proximate ignition  temperature,  to  be 
reported,  can  be  obtained  by  extrapola- 
tion  from   the   time-temperature   date. 
Alternate  test  methods  will  be  given  spe- 
cial consideration  by  the  Coast  Guard. 

<R.  S.  4417a,  4426,  4488,  49  Stat.  1544.  54 
Stat.  346.  and  sec.  5  (ei,  55  Stat.  244   as 
amended;  46  U.  S.  C.  367,  391a.  404   481 
50  U.  S.  C.  1275* 

SUBPART  160.037 — SIGNALS,  DISTRESS, 
SMOKE.  ORANGE,  HAND,  FOR  MERCHANT 
VESSELS 

5.  Section  160.037-3  (h)  is  amended 
to  read  as  follows: 

?  160.037-3  Materials,  workmanship, 
construction  and  performance  require- 
ments.    •     •     • 

(h)  Temperature  of  ignition  of  signal 
materials.  When  tested  as  described  by 
§  160.037-4  (j».  the  temperature  of  igni- 
tion of  the  signal  materials  shall  be  not 
less  than  320'  F.  (160°  C). 

6.  Section  160037-4  Is  amended  by 
changing  paragraphs  (e)  and  (J)  to  read 
as  follows: 

§  160.037-4  Sampling,  inspections, 
conditioning  and  tests.     •     •     • 

(e)  Conditioning;  elevated  tempera- 
ture, humidity,  and  storage.  Place  spec- 
imen In  a  thermostatically  controlled 
even-temperature  oven  held  at  90°  C. 
with  not  less  than  90  percent  relative 
humidity  for  72  hours.  Remove  speci- 
men and  store  at  room  temperature  (20° 
to  25°  C.)  with  approximately  65  percent 
relative  humidity  for  ten  days.  If  for 
any  reason  it  is  not  po.ssible  to  operate 
the  oven  continuously  for  the  72-hour 
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period.  It  may  be  operated  at  the  re- 
quired temperature  and  humidity  for  8 
hours  out  of  each  24  during  the  72-hour 
conditioning  period.  (Total  of  24  hours 
on  and  48  hours  off.) 

•  •  •  •  • 

(j »  Test  method;  temperature  of  igni- 
tion of  signal  materials.    The  test  shall 
be  conducted  in  a  uniformly  heated  gas 
or  electric  oven  with  a  chamber  of  at 
least  6  inches  by  6  inches  by  9  inches  in- 
side measurement.     If  ga.-,  heated,  the 
oven  should  be  of  jacketed  type  with  the 
products  of  combustion  of  the  heating 
gas  excluded  from  the  inner  chanbcr. 
The  oven  should  be  provided  with  an 
opening  or  openings   at   the  top  of   at 
least  ='4  square  inch  in  area  to  give  air 
circulation  within.     A  .suitable  600°  P. 
3-inch  immersion  therm.omrtcr  or  th-^r- 
mocouple  shall   be  inserted  through   a 
sleeve  in  the  top  of  the  oven.     A  shelf 
of  perforated  sheet  mttal  shall  be  pro- 
vided at  the  mid-heipht  of  the  oven.    A 
wire  screen  cup  '2  inch  in  diameter  by 
'4  inch  high  shall  be  provided.    The  ma- 
terials to  be  tested   shell  be  placed   to 
a  depth  of  '2  inch  in  the  wire  screen  cup. 
(Ordinarily,  materials  adjacent  to  each 
other  in  the  assembled  signal   will   be 
blended  together  for  the  test,  materials 
nonadjacent     ordinarily    will     not     be 
blended  together  for  the  test. )     The  cup 
then  .shall  be  placed  on  the  shelf  so  as  to 
be  within  •_.  inch  to  '4  inch  from  the  bulb 
of  the  thermometer  or  the  junction  of 
the  thermocouple.     The  temperature  of 
the  oven  is  to  be  raised  to  about  266°  F. 
(130°   C.>    at   a   convenient   rate,   after 
which  the  temperature  is  to  be  raised 
at  a  rate  not  to  exceed  2°  F.  per  minute 
until  ignition  occurs  or  320°  F.  (160°  C.) 
has  been  reached.     Time  and  tempera- 
ture readings  at  30  second  intervals  and 
al.so  time  at  which  Ignition.  If  such  oc- 
curs,  are    to    be   recorded.     If    ignition 
occurs,   the  approximate  ignition   tem- 
perature, to  be  reported,  can  be  obtained 
by  extrapolation  from  the  time-tempera- 
ture data.    Alternate  test  methods  will 
be  given  special   consideration   by   the 
Coast  Guard. 

'R.  S.  4417a.  4426,  4488.  4491,  49  Stat. 
1544,  54  Stat.  346,  and  .>^rc.  5  'ei,  55 
Stat.  244,  as  amended.  46  U.  S.  C.  367 
391a,  404.  481.  489,  50  U.  S.  C.  1275) 

Dated:  April  22.  1949. 

fsEALl  Merlin  O'Neill, 

Rear  Admiral.  U.  S.  Coast  Guard, 
Acting  Commandant. 

[F.    R.    Doc.    49-3246:    Piled.    Apr.    26,    1949; 
8:54  a.  m.l 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  I — Interstate  Commerce 
Commission 


Subchopter  B — Carriers   by   Motor  Vehicle 

I  Ex  Parte  No.  MC-19) 

Part  176 — Transportation  of  Hoitse- 
HOLD  Goods  in  Interstate  or  Foreign 
Commerce 

practices  of  motor  common  carriers  of 
household  goods 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  5,  held  at  its 
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office  In  Washington.  D.  C.  on  the  31st 
day  of  March  A  D.  1949. 

It  appearing,  that  by  order  of  July  17, 
1939,  In  this  proceeding,  rules  and  regu- 
lations governing  the  practices  of  motor 
common  carriers  engaged  in  the  trans- 
portation of  household  goods,  in  Inter- 
state or  foreign  commerce  (49  CFR. 
Cum.  Supp.,  Part  176),  were  approved 
and  prescribed: 

It  further  appearing,  that  by  order  en- 
tered April  25,  1947  ( 12  F.  R.  3151  >  In  the 
said  proceeding,  as  modified  by  orders  of 
July  14.  1947  <  12  F.  R.  4790',  August  20, 
1947  (12  F.  R.  610),  and  December  30, 
1947  a3  F.  R.  90  >.  to  the  extent  only 
that  it  relates  to  5  176.10  (Estimates  of 
charoes) ,  additional  rules  and  regula- 
tions governing  the  practices  of  motor 
common  carriers  of  household  goods,  In 
interstate  or  foreign  commerce,  were  ap- 
proved and  prescribed: 


RULES  AND  REGULATIONS 

It  further  appearing,  that  by  order  en- 
tered on  March  22.  1948,  the  said  order 
of  April  25. 1947  (12  F.  R.  3151 ) ,  as  modi- 
fled  by  the  orders  of  July  14,  1947  "12 
F.  R.  4790)*  August  20,  1947  (12  F.  R. 
610),  and  December  30.  1947  (13  F.  R. 
90  >,  to  the  extent  only  that  it  relates  to 
S  176.10,  Estimates  of  charges,  of  the 
rules  and  regulations  prescribed  In  the 
said  order  of  April  25,  1947,  was  further 
modified  so  as  to  become  effective  on 
April  1,  1949; 

It  is  ordered.  That  the  said  order  of 
April  25.  1947  (12  F.  R.  3151),  as  modi- 
fied by  the  orders  of  July  14.  1947.  (12 
P.  R.  4790'>.  August  20.  1947  (12  F.  R. 
610 »,  December  30.  1947  (13  F.  R.  90), 
and  March  22.  1948  (13  F.  R.  1916).  to 
the  extent  only  that  it  relates  to  §  176.10. 
Estimates  of  charges,  of  the  rules  and 
regulations  prescribed  in  the  said  order 
of  April  25.  1947.  is  hereby  further  modi- 


fied so  as  to  become  effective  on  October 
1,  1949. 

Arid  it  is  further  ordered.  That  this 
proceeding  is  reopened  for  further  hear- 
ing with  respect  only  to  §  176.10,  Esti- 
mates of  charges,  before  Examiner  C.  W. 
Bennett,  at  the  olTice  of  the  Interstate 
Commerce  Commission,  Washington, 
D.  C,  at  8:30  o'clock  a.  m..  United  States 
Standard  Time  (9:30  o'clock  a.  m..  Dis- 
trict of  Columbia  Daylight  Saving  Time) 
on  June  14,  1949. 

(49  Stat.  547,  558.  560;  49  U.  S.  C.  304  (c), 
316  (e>.  317  (a)) 

By  the  Commission,  Division  5. 

[SEAL]  W.  P.  Bartel. 

Secretary. 

[P.    R.    Doc.    49-3236;    Filed,   Apr.    26.    1949; 
8:45  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 
[  19  CFR,  Part  61  1 

[192-26.32) 

Airports  of  Entry 

notice  of  proposed  designation  of  bisbee- 
douglas  airport,  douglas,  arizona,  as 
an  airport  of  entry  without  time 
limit,  and  revocation  of  designation 
of  dougl.as  airport,  douglas,  arizona, 
as  an  airport  of  entry 

Notice  Is  hereby  given  that,  pursuant  to 
the  authority  contained  in  section  7  (b) 
»f  the  Air  Commerce  Act  of  1926,  as 
amended  (49  U.  S.  C,  177  (b) ),  It  Is  pro- 
posed to  designate  the  Blsbee-Douglas 
Airport,  I>)uglas,  Arizona,  as  an  airport 
of  entry  without  time  limit  for  civil  air- 
craft and  for  merchandisa  carried  there- 
on arriving  from  places  outside  the 
United  States,  as  defined  In  section  9  <b) 
of  said  act  (49  U.  S.  C,  179  (b)),  and 
revoke  the  designation  of  the  Douglas 
Airport.  Douglas.  Arizona,  as  an  airport 
of  entry.  It  is  further  proposed  to 
amend  the  list  of  airports  of  entry  in 
§6  12,  Customs  Regulations  of  1943  (19 
CFR.  Cum.  Supp.,  6.12) ,  by  adding  there- 
to the  location  and  name  of  the  Bisbee- 
Douglas  Airport  and  deleting  therefrom 
the  location  and  name  of  the  Douglas 
Airport. 

This  notice  Is  published  pursuant  to 
section  4  of  the  Administrative  Proce- 
dure Act  (5  U.  S.  C.  1003).  Data,  views. 
or  arguments  with  respect  to  the  pro- 
posed action  may  be  addressed  to  the 
Commissioner  of  Customs,  Bureau  of 
Customs,  Washington  25.  D.  C,  In  writ- 
ing. To  assure  consideration  of  such 
communications,  they  must  be  received 
in  the  Bureau  of  Customs  not  later  than 
20  days  from  the  date  of  publication  of 
this  notice  in  the  Pediral  Register. 

fsEALl  John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

April  21.  1949. 

[F.    R.    Doc.    49  32.'>l:    Filed.    Apr.    26,    1949; 
8:53  a.  m.l 


[  19  CFR,  Part  6] 

(192-30.31) 

Airports  of  Entry 

NOTICE  OF  proposed  DESIGNATION  OF 
DOROTHY  SCOTT  JffUNICIPAL  AIRPORT  AND 
DOROTHY  SCOTT  SEAPLANE  BASE.  ORO- 
VILLE,  WASHINGTON,  AS  AIRPORTS  OF 
ENTRY  WITHOUT  TIME  LIMIT 

Notice  is  hereby  given  that,  pursuant 
to  authority  contained  In  section  7  (b) 
of  the  Air  Commerce  Act  of  1926.  as 
amended  (49  U.  S.  C,  Sup.,  177  (b) ),  it 
is  proposed  to  designate  the  Dorothy 
Scott  Municipal  Airport  and  the  Dorothy 
Scott  Seaplane  Base,  Orovlile,  Washing- 
ton, as  airports  of  entry  for  civil  aircraft 
and  for  merchandise  carried  thereon  ar- 
riving from  places  outside  the  United 
States,  as  defined  in  section  9  (b)  of  said 
act  (49  U.  S.  C.  179  (b)),  without  time 
limit,  effective  June  1,  1949;  and  it  is 
further  proposed  to  amend  the  list  of 
airports  of  entry  In  §  6.12,  Customs  Reg- 
ulations of  1943  (19  CFR,  Cum.  Supp., 
6.12  >.  by  adding  thereto  the  locations 
and  names  of  such  airport  and  base,  and 
to  amend  the  list  of  temporary  airports 
of  entry  in  §  6.13,  Cu-itoms  Regulations 
of  1943  (19  CFR,  Cum.  Supp.,  6.13 »,  as 
amended,  by  deleting  therefrom  the  lo- 
cations, names  thereof,  and  dates  and 
periods  of  the  designations. 

This  notice  Is  published  pursuant  to 
section  4  of  the  Administrative  Proce- 
dure Act  (5  U.  S.  C.  1003 ».  Data,  views, 
or  arguments  with  respect  to  the  pro- 
posed designations  of  the  above-men- 
tioned airport  and  seaplane  base  as  air- 
ports of  entry  may  be  addressed  to  the 
Commissioner  of  Customs,  Bureau  of 
Customs,  Washington  25,  D.  C.  In  writ- 
ing. To  assure  consideration  of  such 
communications,  they  must  be  received 
in  the  Bureau  of  Customs  not  later  than 
20  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

[sEALl  John  S.  Graham, 

Acting  Secretary  of  the  Treasury. 

April  21.  1949. 

(F.    R.   Doc.    49-3250:    Filed.    Apr.    26.    1949; 
8:5d  a.  m.l 


United  States  Coast  Guard 

[  46  CFR,  Parts  30,  31,  32,  33,  34,  35, 
37,38,  39,  162  1 

ICGFR  49-171 

Tank  Vessel  Regulations 
merchant  marine  council  public 

HEARING 

1.  The  Merchant  Marine  Council  will 
hold  a  public  hearing  on  May  26.  1949,  in 
Room  4120,  Coast  Guard  Headquarters, 
13th  and  E  Streets  NW.,  Washington, 
D.  C,  at  9:30  a.  m.,  to  consider  all  the 
comments,  data,  and  views  of  persons 
having  an  interest  in  the  revision  of  the 
"Tank  Vessel  Regulations"  as  set  forth 
in  46  CFR,  Parts  30  to  38.  Inclusive;  to 
establish  regulations  governing  trans- 
portation of  combustible  or  inflammable 
poisonous  liquids  in  bulk;  and  to  estab- 
lish specifications  for  fiame  arresters, 
pressure  vacuum  relief  valves,  and  spill 
valves  for  vents  on  tank  vessels.  Most  of 
the  proposed  revisions  have  been  re- 
viewed by  the  Committee  on  Tank  Ves- 
sels of  the  American  Petroleum  Institute 
and  are  in  general  agreement  with  the 
recommendations  of  the  Committee.  ^ 

2.  The  proposed  changes  in  the  regu- 
lations together  with  the  authorities  for 
making  such  changes  are  generally  de- 
scribed by  subjects  In  paragraphs  4  to 
22.  Inclusive,  below.  Copies  of  the  pro- 
posed changes  In  the  regulations  have 
been  mailed  to  persons  and  organizations 
directly  connected  with  the  petroleum 
industry  and  others  who  have  expressed 
an  active  Interest  in  the  subjects  under 
consideration.  Copies  of  the  proposed 
regulations  may  be  obtained  from  the 
Commandant  (CMC),  Coast  Guard 
Headquarters,  Washington  25.  D.  C.  so 
long  as  they  are  available.  After  the 
extra  copies  available  for  distribution  are 
exhausted,  copies  will  be  available  for 
reading  purpo.ses  only  In  Room  4104, 
Coast  Guar(i  Headquarters,  or  at  the 
Offlces  of  the  various  Coast  Guard  Dis- 
trict Commanders. 

3.  Comments  on  the  proposed  changes 
in  the  regulations  may  be  submitted  in 
writing  for  receipt  prior  to  May  26  by 


Wednesday,  April  27,  1949 

the  Commandant  (CMC),  Coast  Guard 
Headquarters,  Washington  25,  D.  C,  or 
may  be  presented  orally  or  In  writing  at 
the  hearing.  In  order  to  Insure  thorough 
consideration  and  to  facilitate  checking 
and  recording  of  comments,  it  is  re- 
quested that  each  reworded  proposed 
regulation  be  submitted  on  a  separate 
sheet  of  letter  size  paper  showing  the 
section  number  as  given  in  the  agenda 
of  Tank  Vessel  Regulations  (If  any) ;  the 
subject;  the  proposed  change;  the  rea- 
son or  basis  (If  any) ;  and  the  name,  busi- 
ness firm  (if  any),  and  address  of  the 
submitter.  The  written  comments,  data, 
and  views  should  be  submitted  as  .soon 
as  po-ssible  so  that  they  will  be  received 
prior  to  May  26  in  order  to  insure  con- 
sideration at  the  hearing  and  before 
recommendations  are  made  concerning 
the  proposed  regulations. 

GENERAL   PROVISIONS   RE   TANK   VESSELS 

4.  It  is  proposed  to  amend  the  defini- 
tions of  "cofferdam,"  "combustible 
liquid,"  and  "inflammable  liquid"  in 
S  30.3  to  agree  with  changes  proposed 
or  additions  to  be  made  to  the  other 
Tank  Vessel  Regulations. 

INSPECTION  and  CERTIFICATION  OF  TANK 
VESSELS 

5.  It  is  proposed  to  amend  §  31.3-7 
regarding  inspection  of  wood  hull  tank 
vessels,  as  well  as  to  add  requirements 
for  sea  chests,  sea  valves,  sea  strainers, 
and  bilge  injection  valves,  formerly  in 
§32.1-5  <c). 

6.  It  Is  proposed  to  cancel  5§  31.6-la 
to  31.6-4,  inclusive,  regarding  general 
Inspections,  reports,  and  procedure,  since 
these  regulations  are  administrative 
Instructions. 

REQUIREMENTS  FOR  HULLS.   MACHINERY, 
AND  EQUIPMENT  OF  TANK  VESSELS 

7.  It  Is  proposed  to  delete  requirements 
regarding  hull  fittings,  boilers,  appurten- 
ances thereto,  pumps,  piping  fuel 
systems,  etc..  and  administrative  Instruc- 
tions In  5§  32.1-5,  32.5-1  to  32.5-5,  in- 
clusive, since  the  requirements  are  con- 
tained in  the  "Marine  Engineering  Regu- 
lations and  Material  Specifications"  (46 
CFR  Parts  50  to  57,  Inclusive),  and  the 
administrative  instructions  are  not  of 
Interest  to  the  public. 

8.  It  Is  proposed  to  clarify  the  regula- 
tions in  §§32.2-3,  32.2-4.  32.4-2.  32.5-6 
32.5-11.  32.8-4.  32.9-4.  32.9-5.  and  32.9-8,' 
regarding  segregation  of  cargo,  pump 
rooms,  cargo  tanks,  engines,  steering  ap- 
paratus, cargo  piping,  alarm  bells,  and 
puards  at  dangerous  places.  These  re- 
visions are  Intended  to  clarify  the  intent 
of  the  present  regulations  and  the  lan- 
guage proposed  is  similar  to  that  of  the 
American  Bureau  of  Shipping  Rules  for 
corresponding  items. 

9.  It  Is  proposed  to  revise  the  require- 
ments for  the  electrical  Installations  In 
tank  vessels  in  S§  32.6-1  to  32.6-6.  inclu- 
sive, if  the  recommendations  of  a  Com- 
mittee on  Tank  Vessels,  composed  of  rep- 
resentatives of  the  American  Bureau  of 
Shipping  and  the  Coast  Guard,  are  re- 
ceived before  or  at  the  public  hearing. 
The  rapid  advancement  in  the  use  of 
electrical  equipment  in  the  operation  of 
tank  vessels  increases  the  necessity  for  a 
complete   revision   of    present   require- 
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ments  to  assure  that  hazards  incident  to 
the  operation  and  installation  of  electri- 
cal equipment  are  minimized. 

10.  It  Is  proposed  to  revise  the  require- 
ments regarding  ventilation  of  new  tank 
vessels  as  set  forth  In  5§  32.7-1  to  32.7-8, 
Inclusive.  The  proposed  changes  are  to 
clarify  the  Intent  and  to  add  safety  re- 
quirements needed  in  the  handling  of 
inflammable  liquids. 

LIFESAVING    APPLIANCES    FOR    TANK    VESSELS 

11.  It  Is  proposed  to  amend  §§  33.1-2 
33.1-4.  33.3-1  (e).  33.3-6  (i)  and  33.3-8 
(c).  regarding  lifesaving  appliances  re- 
quired, distress  signals,  and  water  lights, 
to  clarify  their  Intent  and  correct  cross 
references. 

12.  It  is  proposed  to  add  5§  33.1-5, 
33.1-6,  33.2-9.  33.2-10.  33.2-11.  33.2-12. 
and  33.2-13  which  contain  requirements 
regarding  inspection,  approvals  of  life- 
boats and  rafts,  davits,  mechanical 
means  for  lowering,  blocks  and  falls,  and 
disengaging  apparatus,  previously  set 
forth  in  §§37.1-2,  37.1-3,  37.1-4,  37.1-5, 
37.1-6,  and  37.1-7.  These  changes  trans- 
fer operating  or  building  requirements 
for  lifesaving  appliances  from  Part  37  to 
Part  33. 

13.  It  Is  proposed  to  amend  §§  33  3-1 
(t),  and  (w»,  33  3-2  (r),  and  33.3-3  (m), 
regarding  rudders  and  hand-operated 
propellers  In  lifeboats,  by  cancelling 
construction  details  and  Inserting  ref- 
erences to  appropriate  specifications  in 
Part  160  of  Subchapter  Q — Specifica- 
tions. It  Is  proposed  to  add  §  33.3-2  (v), 
to  require  hand-operated  propellers  for 
lifeboats  having  a  capacity  of  60  or  more 
persons. 

14.  It  Is  proposed  to  amend  §  §  33  9-1. 
33.9-2,  33.9-3.  and  33.9-5.  regarding  line- 
throwing  appliances,  to  include  rocket 
appliances,  stowage  of  pyrotechnics,  and 
requirements  formerly  contained  In 
§  37.1-2.  as  well  as  to  clarify  service 
recommendations. 

FIRE-FIGHTING    EQUIPMENT    FOR    TANK 
VESSELS 

15.  It  is  proposed  to  amend  §  34.2-8 
to  require  fire  hydrants  to  be  located 
near  machinery  spaces,  to  add  require- 
ments regarding  all  purpose  nozzles  by 
adding  a  new  S  34.2-8.  and  to  add  to 
5  34.3-5  (b)  requirements  regarding 
main  lines  of  steam  fire  extinguishing 
systems  for  cargo  spaces  which  was  un- 
intentionally cancelled  by  an  amend- 
ment made  June  26,  1948. 

OPERATION  OF  TANK  VESSELS 

16.  It  Is  proposed  to  amend  §  35.5-12 
(b ' .  regarding  transfer  of  other  cargo  or 
stores,  by  eliminating  references  to  cof- 
ferdam stowage,  whuch  Is  now  ade- 
quately covered  in  the  proposed  revision 
of  §  32.2-3. 

SPECIFICATIONS   FOR    LIFESAVING 
APPLIANCES 

17.  It  is  proposed  to  cancel  all  the  re- 
quirements regarding  specifications  as 
set  forth  in  Part  37.  The  operating  or 
construction  requirements  of  general 
applicability  have  been  transferred  by 
proposed  regulations  to  Part  33,  as  In- 
dicated in  paragraphs  12,  13,  and  14, 
above.  The  specification  requirements 
for  construction  or  Installation  of  cer- 
tain  equipment   generally   followed   by 
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the  manufacturers  or  shipbuilders  have 
been  transferred  to  Subchapter  Q. 
Specifications,  and  are  Incorporated  in 
the  specifications  set  forth  for  each  Item 

of  equipment. 

TRANSPORTATION  OF  LIQUEFIED 
INFLAUK.\BLE   GASES 

18.  It  Is  proposed  to  revise  the  entire 
Part  38  regarding  transportation  of  liq- 
uefied inflammable  gases.  This  revision 
modernizes  the  regulations  to  conform 
with  present  practices  and  to  agree  with 
recommendations  of  the  National  Board 
of  Pire  Underwriters,  American  Petro- 
leum Institute — American  Society  of  Me- 
chanical Engineers  Code,  and  Interstate 
Commerce  Commission  requirements. 

TR.^NSPORTATION  IN  BULK  OF  INFLAMMABLE 
OR  COMBUSTIBLE  LIQUIDS  HAVING  LETHAL 
CHARACTERISTICS 

19.  It  is  proposed  to  add  a  new  Part  39 
to  provide  for  the  transportation  of  com- 
bustible or  inflammable  liquids  with  le- 
thal qualities.  The  proposed  regulations 
speciflcally  Include  the  transportation  of 
acetone  cyanohydrin  which  is  classifled 
as  a  class  B  poison  In  46  CFR  146.25-3 
and  146.25-5.  The  cargo  tanks  are  to  be 
constructed  and  tested  In  accordance 
with  requirements  in  46  CFR  Parts  50  to 
57,  Inclusive,  for  class  2  unfired  pressure 
vessels  of  welded  construction.  The 
minimum  requirements  for  valves  and 
acces.sories,  piping  and  fittings,  venting. 
Installation,  inspection  by  the  Coa.st 
Guard,  and  indorsement  on  the  certifi- 
cate of  inspection  are  provided. 

SPECIFICATIONS 

20.  It  is  proposed  to  add  a  new  spec- 
ification designated  Subpart  162.016.  in 
Part  162,  Engineering  Equipment,  In  Sub- 
chapter Q.  Specifications,  regarding 
flame  arresters  for  tank  vessels.  This 
specification  covers  the  type  intended  for 
use  In  venting  systems;  materials,  con- 
struction, and  workmanship  required  In 
manufacture;  inspection  and  testing  at 
plant  of  manufacture;  marking  required 
of  manufacturer;  and  procedure  for 
approval. 

21.  It  is  also  proposed  to  add  a  new 
specification  as  Subpart  162.017.  regard- 
ing pressure  vacuum  relief  and  spill 
valves  in  vent  systems  for  tank  vessels. 
This  specification  covers  the  design  and 
construction  of  pressure  vacuum  relief 
valves  and  spill  valves  intended  for  use 
in  venting  system;  the  types  required; 
materials,  construction,  and  workman- 
ship required  In  manufacture;  Inspec- 
tions and  testing  at  plant  of  the  manu- 
facturer; marking  required  of  manufac- 
turer; and  procedure  for  approval. 

EDITORIAL    REVISIONS    IN    TANK    VESSEL 
REGULATIONS 

22.  In  accordance  with  the  proposed 
format  for  all  regulations  published  by 
the  Coast  Guard  in  Chapter  I  of  Title 
46.  Code  of  Federal  Regulations,  all  the 
regulations  in  Subchapter  D — Tank  Ves- 
sels, covering  Parts  30  to  38.  inclusive.  ^ 
will  be  republished  in  the  Federal  Regis- 
ter and  renumbered  in  a  manner  similar 
to  the  regulations  set  forth  in  "Marine 
Engineering  Regulations  and  Material 
Speclflcations,"  Parts  50  to  57,  Inclu.sive. 
The  necessary  editorial  changes  will  be 
made  in  the  regulations  to  eliminate  ad- 
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minlstratlve  Instructions,  as  well  aa  re- 
quirements also  appearing  in  "Marine 
Engineering  Regulations  and  Material 
Specifications"  or  in  specifications  con- 
tained in  Subchapter  Q. 

AUTHORITY   FOR   TANK   VESSEL   REGULATIONS 

23.  The  authority  for  Tank  Vessel 
Regulations  and  specifications  as  de- 
scribed in  the  previous  paragraphs  is  In 
R.  S.  4405.  4417a,  and  sec.  5  (e).  55  Stat. 
244  as  amended,  and  sec.  101  of  Reor- 
ganization Plan  No.  3  of  1946,  46  U.  S.  C. 
1,  375,  391a.  and  50  U.  S.  C.  1275. 

Dated :  April  22.  1949. 

[SEAL]  Merlin  O'Neill, 

Rear  Admiral.  U.  S.  Coast  Guard, 
Acting  Commandant. 

(P.    R.    Doc.    49-3248;    Filed,    Apr.    26,    1949; 
8:55  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7   CFR,   Part  52  ] 

United  States  Standards  for  Grades  of 
Canned  Red  Sour  (T.art)  Pitted 
Cherries  ' 

notice  of  proposed  rule  making 

Notice  Is  hereby  given,  pursuant  to  the 
authority  contained  in  the  Agricultural 
Marketing  Act  of  1946  (60  Stat.  1087; 
7  U.  S.  C.  1621  et  seq.)  and  the  Depart- 
ment of  Agriculture  Appropriation  Act, 
1949  (Pub.  Law  712,  80th  Cong.,  approved 
June  19,  1948),  that  the  United  States 
Department  of  Agriculture  is  considering 
the  revision,  as  herein  proposed,  of  the 
current  United  States  Standards  for 
Grades  of  Canned  Red  Sour  Pitted  Cher- 
ries. This  revision,  if  made  effective,  will 
be  the  fifth  Issue  by  the  Department  of 
standards  for  this  product. 

All  persons  who  desire  to  submit 
written  data,  views,  or  arguments  for 
consideration  in  connection  with  the 
proposed  revision  should  file  the  same, 
in  duplicate,  with  the  Chief,  Processed 
Products  Standardization  and  Inspection 
Division.  Fruit  and  Vegetable  Branch. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture. Washington  25.  D.  C,  not  later 
than  30  days  after  publication  hereof  in 
the  Federal  Register. 

The  proposed  revision  is  as  follows: 

§  52.241  Canned  red  sour  (tart)  pitted 
cherries.  "Canned  red  sour  t tart)  pitted 
cherries"  means  the  canned  product  pre- 
pared from  mature  pitted  cherries  of  the 
red  sour  varietal  group,  as  such  prod- 
uct is  defined  In  the  standard  of  Identity 
for  canned  cherries  (21  CFR.  Cum.  Supp., 
27.30;  13  P.  R.  6377.  6969),  i.ssued  pursu- 
ant to  the  Federal  Food.  Drug,  and  Cos- 
metic Act. 

(a)  Grades  of  canned  red  sour  (tart) 
pitted  cherries.  (1>  "U.  S.  Grade  A" 
or  "U.  S.  Fancy"  Is  the  quality  of  canned 
red  sour  Uart)  pitted  cherries  that  pos- 
sess similar  varietal  characteristics;  that 


•The  requirements  of  these  standards 
shall  not  excu-se  failure  to  comply  with  the 
provisions  of  the  Federal  Food.  Drug,  and 
Cosmetic  Act. 
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possess  a  good,  bright  typical  color;  that 
are  practically  free  from  defects;  that 
possess  a  good  character;  that  possess  a 
normal  flavor;  and  that  score  not  less 
than  85  points  when  scored  in  accord- 
ance with  the  scoring  system  outlined 
In  this  section.  In  addition  to  the  fore- 
going requirements,  such  canned  red  sour 
(tart)  pitted  cherries  may  contain  not 
more  than  5  percent,  by  count,  of  cher- 
ries that  are  less  than  »ifl  inch  in 
diameter. 

(2)  '  U.  8.  Grade  C"  or  "U.  S.  Stand- 
ard" is  the  quality  of  canned  red  sour 
(tart)  pitted  cherries  that  possess  simi- 
lar varietal  characteristics;  that  possess 
a  fairly  good  typical  color;  that  are  fairly 
free  from  defects:  that  possess  a  fairly 
good  character;  that  possess  a  normal 
flavor;  and  that  score  not  less  than  70 
points  when  scored  In  accordance  with 
the  scoring  system  outlined  in  this  sec- 
tion. There  Is  no  size  requirement  for 
such  canned  red  sour  (tart)  pitted 
cherrie.s. 

(3)  'U.  S.  Grade  D"  or  "Sub.stand- 
ard"  Is  the  quality  of  canned  red  sour 
(tart)  pitted  cherries  that  fall  to  meet 
any  requirement  of  "U.  S.  Grade  C"  or 
"U.  S.  Standard." 

•  Canned  cherries  of  this  grade,  how- 
ever, may  be  designated  as  "U.  S.  Grade 
D  or  Substandard— Below  Standard  In 
Quality— Blemished"  or  "U.  S.  Grade  D 
or  Substandard— Below  Standard  in 
Quality— Partially  Pitted"  in  accordance 
with  the  facts.  (See  paragraph  (f)  (2) 
dx)  of  this  section).) 

(b)  Designations  of  liquid  media  and 
Brix  measurements.  "Cut-out"  require- 
ments for  packing  media  are  not  incor- 
porated in  the  grades  of  the  finished 
product  since  sirup  or  any  other  packing 
medium,  as  such,  is  not  a  factor  of  qual- 
ity for  the  purpose  of  these  grades. 
Canned  red  sour  (tart)  pitted  cherries 
are  packed  In  the  optional  packing  media 
referred  to  in  the  aforesaid  standard  of 
Identity  for  canned  cherries  and  such 
packing  media  include,  but  are  not  lim- 
ited to.  the  followine.  which  have  the 
indicated  "cut-out"  Brix  measurement: 

Designation  of  Brix 

liquid  media  measurement 

'Extra  heavy  sirup". 28"     or     more 

but  less  than 
45=". 

"Heavy  sirup" 22"     or     more 

but  less  than 
28^. 

"Light  sirup" 18"     or     more 

but  less  than 

-Slightly  sweetened  water"-.  Less  than  18'. 
"Water"  (water  or  any  mixture  of  water  and 
cherry  Juice). 

(c)  Recommended  fill  of  container. 
The  recommended  fill  of  container  is  not 
incorporated  in  the  grades  of  the  finished 
product  since  fill  of  container,  as  such,  is 
not  a  factor  of  quality  for  the  purpose  of 
these  grades.  It  Is  recommended  that 
each  container  of  canned  red  sour  (tart) 
pitted  cherries  be  filled  as  full  as  prac- 
ticable without  impairment  of  quality 
and  that  the  product  and  packing  me- 
dium occupy  not  less  than  90  percent  of 
the  total  capacity  of  the  container. 

(d)  Recommended  drained  weight. 
The  drained  weight  recommendations  in 
Table  No.  I  of  this  section  are  not  incor- 
porated in  the  grades  of  the  finished 


product  since  drained  weight,  as  such.  Is 
not  a  factor  of  quality  for  the  purpose  of 
these  grades.  The  drained  weight  of 
canned  red  sour  (tart)  pitted  cherries  is 
determined  by  emptying  the  contents  of 
the  container  upon  a  circular  sieve  of 
proper  diameter  containing  8  meshes  to 
the  inch  (0.097-inch  square  openings) 
and  allowing  to  drain  for  two  minutes. 
A  sieve  8  Inches  in  diameter  is  used  for 
No.  3  size  cans  (404  x  414)  and  smaller, 
and  a  sieve  12  Inches  in  diameter  Is  used 
for  containers  larger  than  the  No.  3  size 
can. 

TABI.K  No.  I— RKCOmiBNbED  UKAINED  WkkUITS 


Containpr  sire 

Over-all  dlnien- 
si»n.H 

rackoil 

Packed  in 
any  sirup 
or  •slldhily 

or  desiRiiaiiwi 

Width 

Iloight 

»ttler" 

No.  303 

No.  2 

No.  10 

Inchft       Ivthft 
3-«i«!          4«i« 
3'i«          4!>i. 
6.»,«           7 

Ouncft 
11 

mi 

U 

Ounces 

lOU 
704 

(e)  Ascertaining  the  grade.  (1)  The 
grade  of  canned  red  sour  (tart)  pitted 
cherries  Is  ascertained  by  considering,  in 
addition  to  the  requirements  for  size  in 
U.  S.  Grade  A  or  U.  S.  Fancy  and  the 
minimum  score  of  a  particular  grade,  the 
respective  ratings  of  the  factors  of  color, 
absence  of  defects,  and  character. 

(2)  The  relative  importance  of  each 
factor  Is  expressed  numerically  on  the 
scale  of  100.  The  maximum  number  of 
points  that  may  be  given  each  factor  Is: 

Factors  Points 

(I)  Color - 20 

(II)  Absence  of  defects.... 40 

(III)  Character z^-    *0 

Total  score 100 

(3)  "Normal  flavor"  means  that  the 
flavor  Is  characteristic  of  canned  red 
sour  (tart)  pitted  cherries  and  that  the 
canned  cherries  are  free  from  objection- 
able flavors  of  any  kind. 

(f)  Ascertaining  the  rating  for  each 
factor.  The  essential  variations  within 
each  factor  are  so  described  that  the 
value  may  be  ascertained  for  each  factor 
and  expressed  numerically.  The  nu- 
merical range  for  the  rating  of  each  fac- 
tor Is  Inclusive  (for  example,  "17  to  20 
points"  means  17,  18.  19,  or  20  points). 

(I)  Color.  (I)  Canned  red  sour  (tart) 
pitted  cherries  that  possess  a  good,  bright 
typical  color  may  be  given  a  score  of  17 
to  20  points.  "Good,  bright  typical  color" 
means  that  the  canned  red  sour  (tart) 
pitted  cherries  po.ssess  a  practically  uni- 
form color  that  Is  bright  and  typical  of 
the  color  of  canned  red  sour  (tart) 
pitted  cherries  which  had  been  properly 
prepared  and  properly  processed  from 
properly  ripened  red  sour  cherries. 

(II)  If  the  canned  red  sour  (tart)  pitted 
cherries  possess  a  fairly  good  typical 
color,  a  score  of  14  to  16  points  may  be 
given.  Canned  red  sour  (tart)  pitted 
cherries  that  fall  into  this  cla'^sification 
shall  not  be  graded  above  U.  S.  Grade  C 
or  U.  S.  Standard,  regardle.ss  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule) .  "Fairly  good  typical  color"  means 
that  the  canned  red  sour  (tart)  pitted 
cherries  possess  a  fairly  uniform  typical 
color  of  canned  red  sour  (tart)  pitted 
cherries  which  had  been  properly  pre- 
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pared  and  properly  processed  and  which 
color  may  range  from  a  brownish  cast 
to  mottled  shades  of  brown. 

(ill)  Canned  red  sour  (tart)  pitted 
cherries  that  are  definitely  off  color  or 
fail  to  meet  the  requirements  of  subdivi- 
sion (11)  of  this  subparagraph  may  be 
given  a  score  of  0  to  13  points  and  shall 
not  be  graded  above  U.  S.  Grade  D  or 
Substandard,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule). 

(2>  Absence  of  defects.  The  factor  of 
absence  of  defects  refers  to  the  degree 
of  freedom  from  harmless  extraneous 
material,  pits,  mutilated  cherries,  blem- 
ished cherries,  and  cherries  that  are  seri- 
ou.sIy  blemished. 

(I)  "Cherry*  means  a  whole  cherry, 
whether  or  not  pitted,  or  portions  of  such 
cherries  which  in  the  aggregate  are 
equivalent  in  size  to  that  of  a  cherry. 

(II)  'Harmless  extraneous  material" 
means  any  vegetable  substance  (includ- 
ing, but  not  being  limited  to.  a  leaf  or  a 
stem  and  any  portions  thereof)  that  is 
harmless. 

(Hi)  "Pit"  means  a  whole  pit  or  por- 
tions of  pits  computed  as  follows: 

(a)  A  single  piece  of  pit  shell,  whether 
or  not  within  or  attached  to  a  cherry, 
that  is  larger  than  one-half  pit  shell  is 
considered  as  one  pit; 

<b>  A  .single  piece  of  pit  shell, 
whether  or  not  within  or  attached  to  a 
cherry,  that  is  not  larger  than  one-half 
pit  shell  is  considered  as  one-half  pit; 

(c)  Pieces  of  pit  shell,  within  or  at- 
tached to  a  cherry,  when  their  combined 
size  is  larger  than  one-half  pit  shell  is 
considered  as  one  pit;  and 

(d)  Pieces  of  pit  shell,  within  or  at- 
tached to  a  cherry,  when  their  combined 
size  Is  not  larger  than  one-half  pit  shell 
is  considered  as  one-half  pit. 

(iv)  'Mutilated  cherry"  means  a 
cherry  that  Is  so  pitter-torn  or  damaged 
by  other  means  that  the  entire  pit  cav- 
ity Is  exposed  and  the  appearance  of  the 
cherry  Is  seriously  affected. 

(v)  "Blemished  cherry"  means  a 
cherry  the  skin  of  which  is  blemished  by 
scab,  hail  injury,  discoloration,  scar  tis- 
sue, or  other  means  and  the  flesh  be- 
neath any  such  blemishes  is  materially 
discolored.  The  term  "blemished  cherry" 
also  means  any  cherry  the  skin  of  which 
is  blemished  by  scab,  hall  Injury,  discol- 
oration, scar  tissue,  or  other  means  when 
the  aggregate  area  covered  by  such 
blemishes  exceeds  the  area  of  a  circle 
"nj  inch  in  diameter  and  the  flash  be- 
neath none  of  such  blemishes  Is  mate- 
rially discolored.  Such  term  does  not 
Include  a  cherry  that  po.s.sesses  very  light 
discoloration  or  insignificant  discolora- 
tion of  any  size  which  does  not  extend 
Into  the  flesh  and  which  does  not  mate- 
rially affect  the  appearance  or  eating 
quality  of  the  cherry. 

(vi)  "Seriously  blemished"  means  that 
a  blemished  cherry  is  blemished  to  such 
an  extent  that  the  aggregate  blemished 
area  on  a  cherry  exceeds  the  area  of  a 
circle  Sj  inch  in  diameter  and  such  blem- 
ish seriously  affects  the  appearance  or 
eating  quality  of  the  cherry. 

(vii)  Canned  red  sour  (tart)  pitted 
cherries  that  are  practically  free  from 
defects  may  be  given  a  score  of  34  to  40 
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points.  "Practically  free  from  defects" 
means  that  there  may  be  present  (a)  not 
more  than  1  piece  of  harmless  extrane- 
ous material  for  each  60  ounces  of  net 
contents:  (b)  not  more  than  1  pit  for 
each  20  ounces  of  net  contents:  and  (o 
not  more  than  a  total  of  10  percent,  by 
count,  of  cherries  that  are  mutilated 
cherries  and  blemished  cherries  of  which 
not  more  than  4  percent,  by  count,  of 
all  cherries  are  seriously  blemished. 

(viii)  If  the  canned  red  sour  (tart) 
pitted  cherries  are  fairly  free  from  de- 
fects, a  score  of  28  to  33  points  may  be 
given.  Canned  red  sour  (tart)  pitted 
cherries  that  fall  into  this  classification 
shall  not  be  graded  above  U.  S.  Grade  C 
or  U.  S.  Standard,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule).  "Fairly  free  from  defects"  means 
that  there  may  be  present  (a)  not  more 
than  1  piece  of  harmless  extraneous  ma- 
terial for  each  20  ounces  of  net  contents; 
(b)  not  more  than  1  pit  for  each  20 
ounces  of  net  contents;  and  (c)  not  more 
than  a  total  of  20  percent,  by  count,  of 
cherries  that  are  mutilated  cherries  and 
blemished  cherries  of  which  not  more 
than  15  percent,  by  count,  of  all  cherries 
are  blemished. 

(ix)  Canned  red  sour  (tart)  pitted 
cherries  that  fail  to  meet  the  require- 
ments of  subdivision  (vil)  of  this  sub- 
paragraph with  respect  to  pits  or  the 
requirements  of  subdivision  (viii)  of  this 
subparagraph  for  any  reason  may  be 
given  a  score  of  0  to  27  points  and  shall 
not  be  graded  above  U.  S.  Grade  D  or 
Substandard,  regardless  of  the  total 
score  for  the  product  (this  Is  a  limiting 
rule). 

"U.  S.  Grade  D  or  Substandard — Below 
Standard  in  Quality— Blemished"  means 
that  there  is  present  more  than  15  per- 
cent, by  count,  or  cherries  that  are  blem- 
ished cherries." 

"U.  S.  Grade  D  or  Substandard— Below 
Standard  in  Quality— Partially  Pitted" 
means  that  there  is  present  more  than  1 
pit  for  each  20  ounces  of  net  contents.' 

(3)  Character.  The  factor  of  char- 
acter refers  to  the  degree  of  maturity  of 
the  cherries  and  the  physical  character- 
istics of  the  flesh  of  the  cherries  In 
canned  red  sour  (tart)  pitted  cherries. 

(I)  Canned  red  sour  (tart)  pitted 
cherries  that  possess  a  good  character 
may  be  given  a  score  of  34  to  40  polnt.s. 
"Good  character"  means  that  the  canned 
red  sour  (tart)  pitted  cherries  possess  a 
firm,  fleshy  texture  typical  of  canned  red 
sour  (tart)  pitted  cherries  which  had 
been  properly  prepared  and  properly 
processed  from  properly  ripened  red  sour 
cherries. 

(II)  If  the  canned  red  sour  (tart)  pitted 
cherries  possess  a  fairly  good  character, 
a  score  of  28  to  33  points  may  be  given. 
Canned  red  sour  (tart)  pitted  cherries 
that  fall  into  this  classification  shall  not 
be  graded  above  U.  S.  Grade  C  or  U.  S. 
Standard,  regardless  of  the  total  score 
for  the  product  (this  Is  a  limiting  rule), 
"Fairly  good  character"  means  that  the 
canned  red  sour  (tart)  pitted  cherries  are 

•  Palls  to  meet  the  standard  of  quality  pro- 
mulgated under  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (21  CFR.  Cum.  Supp.,  27.31;  13 
P.  R.  6377,  6969). 
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not  soft,  tough,  very  thin-fleshed,  or 
leathery  In  character  but  may  possess  a 
fairly,  firm,  fairly  fleshy  texture. 

(Hi)  Canned  red  sour  (tart)  pitted 
cherries  that  fall  to  meet  the  require- 
ments of  subdivision  (ii)  of  this  subpara- 
graph may  be  given  a  score  of  0  to  27 
points  and  shall  not  be  graded  above  U.  S. 
Grade  D  or  Substandard,  regardless  of 
the  total  score  for  the  product  (this  is  a 
limiting  rule).  — 

(g)  Tolerances  for  certification  of  of- 
ficially drawn  samples.  (1)  When  certi- 
fying samples  that  have  been  officially 
drawn  and  which  represent  a  specific  lot 
of  canned  red  sour  (tart)  pitted  cherries, 
the  grade  for  such  lot  will  be  determined' 
by  averaging  the  total  .scores  of  the  con- 
tainers comprising  the  sample.  If: 

(i)  Not  more  than  one-sixth  of  such 
containers  fails  to  meet  all  the  require- 
ments of  the  grade  indicated  by  the  aver- 
age of  such  total  scores,  and,  with  re- 
spect to  such  containers  which  fail  to 
meet  the  requirements  of  the  indicated 
.grade  by  reason  of  a  limiting  rule,  the 
average  score  of  all  containers  in'  the 
sample  for  the  factor,  subject  to  such 
limiting  rule,  must  be  within  the  range 
for  the  grade  Indicated; 

(11)  None  of  the  containers  compris- 
ing the  sample  falls  more  than  4  points 
below  the  minimum  score  for  the  grade 
indicated  by  the  average  of  the  total 
scores;  and 

(Hi)  All  containers  comprising  the 
sample  meet  all  applicable  standards  of 
quality  promulgated  under  the  Federal 
Food.  Drug,  and  Co.smetic  Act  and  In  ef- 
fect at  the  time  of  the  aforesaid  cer- 
tification. 

(h)  Score  sheet  for  canned  red  sour 
(tart)  pitted  cherries. 


Pile  and  kind  of  containor.. 

Container  mark  or  Ideiitlficatiou 

Label '..".'."'. 

Net  weight  (ounces) '.'.'... 

Vacuum  (inches) ""[["\[[[y 

Pralned  weight  (ounces^ 

Sinip  designation  (Extra  heavy,  heavy,  etc.). '.'.'.'. 

Brix  measurement 

8iM» 


Factors 


Score  points 


I.  Color 

II.  Absence  of  defects. 

III.  Character 

Total  score 


20 


40 


40 


100 


(A)  17-20.. 
(C)il4-1« 
(D)  '0-13. 
(A)  84-40-. 

,(r)i28-.T3. 
KD)   10-27. 

<.K)M-4n.. 

(C)' 28-33. 

(D)  '0-27. 


Normal  flavor. 
Grade 


'  Indicate*  limiting  rule. 

'  See  sitf  limitation  for  U.  8.  Grade  .K  or  U.  S.  Fancy 
only. 

Issued  at  Washington.  D.  C.  this  21st 
day  of  April  1949. 

[SEAL]  John  I.  Thompson, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

IF.   R.   Doo.    49-3285;    Filed,    Apr.   26,    1949; 
8:51  a.  m.] 
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McAlister  Stockyards 


NOTICE  OF  PROPOSED  RULE  BCAKINa 

The  Secretary  of  Agriculture  has  In- 
formation that  the  McAlester  Stockyards 
at  McAlester,  Oklahoma,  is  a  stockyard 
as  defined  by  section  302  of  the  Packers 
and  Stockyards  Act,  1921  (7  U.  S.  C  202). 
and  should  be  made  subject  to  the  provi- 
Blons  of  that  act. 

Therefore,  notice  is  hereby  given  that 
the  Secretary  of  Agriculture  proposes  to 


PROPOSED  RULE  MAKING 

Issue  a  rule  designating  the  stockyard 
named  above  as  a  posted  stockyard  sub- 
ject to  the  provisions  of  the  Packers  and 
Stockyards  Act,  1921  (7  U.  S.  C.  181  et 
seq. ) .  as  is  provided  in  section  302  of  that 
act.  Any  interested  person  who  desires 
to  do  so  may  submit,  within  15  days  after 
the  publication  of  this  notice,  any  data, 
views,  or  argument,  in  writing,  on  the 
proposed  rule  to  the  Director  of  the  Live- 
stock Branch.  Production  and  Market- 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Internal  Revenue 

Organization 
miscellaneous  amendments 

P.  R.  Doc.  46-15357,  appearmg  at  page 
177A-22,  Part  II.  section  1.  of  the  issue 
for  September  11. 1946.  as  amended  prior 
to  January  1.  1948  *26  CFR.  Subchapter 
F.  1946  and  1947  Supps.).  and  as 
amended  subsequent  to  December  31. 
1947  (13  F.  R.  2195.  2426.  4121,  4122. 4870. 
and  7710) ,  is  hereby  further  amended  as 
follows : 

Section  4  (formerly  §  600.4)  Income 
Tax  Unit  is  amended  by  changing  para- 
graph (b>  Divisions  of  Income  Tax  Unit 
as  follows: 

By  amending  paragraph  (3)  Audit  Re- 
view Ditnsions  as  follows: 

(A>  By  changing  the  first  paragraph 
thereof  by  striking  out  the  period  at  the 
end  of  the  sixth  sentence  and  inserting 
in  lieu  thereof  the  following:  ".  except 
as  indicated  in  26  CFR  601.1  (d)  (5^ ." 

(B)  By  changing  the  second  para- 
graph by  striking  from  the  third  sen- 
tence "Audit  Review  Division  C"  and  in- 
serting in  lieu  thereof  "Audit  Review 
Division  A". 

[seal!  Thomas  J.  Lynch. 

Acting  Secretary  of  the  Treasury. 

I  p.    R.    Doc.    49-3245;    Filed.    Apr.    26,    1949; 
8:53  a.  m] 


Ing  Administration.  United  States  De- 
partment of  Agriculture.  Washington  25. 
D.  C. 

Done  at  Washington.  D.  C.  this  21st 
day  of  April  1949. 

(sEALl  Preston  Richards. 

Acting  Director,  Livestock 
Branch,  Production  and  Mar- 
keting Administration. 

[F.   R.   Doc.    49^3242;    Piled,    Apr.    2«.    1949; 
8:47  a.  m  j 


DEPARTMENT  OF  STATE 

[Public  Notice  6] 
Delegation  of  Signing  Authority 

Under  the  authority  contained  in  R.  S. 
161  (5  U.  S.  C.  22>.  Delegations  of  Sign- 
ing Authority  are  issued  as  set  forth  be- 
low: 

Section  1.  Within  the  District  of 
Columbia.  The  authority  to  sign  and 
Issue  contracts,  purchase  orders,  print- 
ing and  binding  requisitions,  and  Gov- 
ernment bills  of  lading  is  delegated  to 
the  following  oCBccrs  for  the  purpose  of 
providing  for  transactions  taking  place 
or  initiated  within  the  District  of  Co- 
lumbia, although  the  officers  designated, 
when  carrying  out  their  responsiblHties 
as  officers  of  the  Department,  may  ex- 
ercise the  indicated  authority  with  re- 
spect to  transactions  taking  place  else- 
where. 


NOTICES 


(a)   Standard  Form  33.  iJivitation.  Bid.  and  Acceptance  (short  form  contract) 
and  Standard  Form  1036,  Statement  and  Certificate  of  Award. 

Division  of  Central  Services: 

Chief 

Chief.  Procurement  and  Supply  Branch. 

Chief.   Purchase   Section - 

Division  of  Ubrary  and  Reference  Services: 

Chief 

Assistant  Chief.  Technical  Services 

Division  of  Foreign  Buildings  Operations: 

Chief — 

Acting   Chief 

Associate  Chief 

Chief,  Buildings  Projects  Branch. 

Chief.  Purnlture  and  Furnishings 

Branch 

Division  of  Foreign  Service  Administration: 


Chargeable  to  any  funds  made  available  to 
the  Department  of  State. 

Chargeable  to  allotment  "Books,  mape  and 
periodicals." 


Chargeable  to  any  allotment  or  appropria- 
tion made  available  to  the  Division  of  For- 
eign BuUdlngs  Operations. 


Chief 

Assistant  Chief- 


Chargeable  to  appropriation.  "SalaricB  and 
Expenses.  Foreign  Service"  In  connection 
with  the  maintenance  of  commissary  serv- 
ice. 


(b)   Purchase  orders. 


Division  of  Central  Services: 

Chief ]   Chargeable  to  any  funds  made  available  to 

Chief.  Procurement  and  Supply  Branch.    .       ^^^  Department  of  State. 

Si'lstanrS  ?^ch'a»e-8ectlon::::::   ^    Open-marRct  purchases  up  to  1100  Chargeable 
Assistant  t.niei.  irui^uu^  ^^    ^^^    appropriation    'Salaries    and    Ex- 

penses. Department  of  State";  and  up  to 
»300  Chargeable  to  "Salaries  and  Expenses. 
Foreign  Service";  and  all  purchase  orders 
covering  items  secured  through  Federal 
Supply  Schedules  or  the  Treasury  Depart- 
ment. Bureau  of  Federal  Supply  Stock 
Catalog. 


Division  of  Ubrary  and  Reference  Services: 

Chief 

Assistant  Chief.  Technical  Services 

Division  of  Foreign  Buildings  Operations: 

Chief - 

Acting   Chief 

Associate  Chief 

Chief.  Buildings  Projects  Branch 

Chief.       Purnlture       and       Furnishings 
Branch 

Division  of  Foreign  Service  Administration: 


Chief — 

Assistant  Chlef. 


1   Chargeable  to  Allotment  "Books,  maps  and 

I        periodicals". 


Cliargeable  to  any  allotment  or  appropriation 
made  available  to  the  Division  of  Foreign 
Buildings  Operations. 


Chargeable  to  appropriation.  "Salaries  and 
Expenses,  Foreign  Service  '  In  connection 
with  the  maintenance  of  commisbary  serv- 
ice. 


(c)  Standard  Form  1.  Printing  and  Binding  Requisition. 


Division  of  Publications: 
Chief 


For  all  printing,  chargeable  to  the  appropria- 
tion. Printing  and  Binding  from  the  Gov- 
ernment Printing  Office  and  for  supplies 
listed  In  the  Government  Printing  Office 
Stock  Catalog. 


(d)  Standard  Form  1103.  United  States  Government  Bill  of  Lading. 


Division  of  Central  Services: 

Chief --- -- 

Chief,  Procurement  and  Supply  Branch. 

Chief,  Purchase  Section 

Chief,  Property  and  Supply  Section o,„v,r>ri«.d  travel 

Chief.  Transportation  Branch In  connection  with  authorized  travel 


Chargeable  to  any  funds  made  available  to 
the  Department  of  State. 


Wednesday,  April  27,  1949 

Division  of  Foreign  Buildings  Operatlont: 

Chief 

Acting   Chief. ll.'.lllll'.ll 

Associate  Chief " 

Chief.  Buildings  Projects  Branch I 

Chief.    Furniture    and    FurnUhlngs 
Branch  

Division  of  Foreign  Service  Administration: 

Chief 

Assistant  Chief ' 

Division  of  Communications  and  Records: 

Chief.  Facilities  Branch 

Chief.    Diplomatic    Pouch    and    Courier 
Section . 


Sec  2.  Outside  the  District  of  Colum- 
bia but  not  including  the  New  York  Re- 
gional Administrative  Office — (a)  Gen- 
eral limitations.  Authority  to  issue  and 
sign  contracts  and  purchase  orders  for 
the  procurement  of  services  and  com- 
modities. Including  requisitions  for  print- 
ing and  binding,  and  Government  bills  of 
lading  to  be  charged  to  any  appropria- 
tion legally  available  therefor  Is  dele- 
gated to  the  chief  of  any  division  or  to 
the  oflHcial  in  charge  of  a  commission, 
project,  agency  or  major  activity  to 
which  an  allotment  of  funds  has  been 
properly  made:  Provided,  That  this  au- 
thority Is  limited  to  transactions  oc- 
curring outside  the  District  of  Columbia, 
and  that  the  circumstances  under  which 
such  expenditures  are  authorized  require 
Immediate  action  and  do  not  permit  the 
is.suance  and  signing  of  such  contracts 
or  purchase  orders  by  one  of  the  officers 
designated  in  section  1. 

(b>  Conferences.  The  officer  in 
charge  of  administrative  arrangements 
for  a  conference  or  such  officer  as  the 
Department  may  designate  for  this  pur- 
pose may  sign  purchase  orders  and  con- 
tracts chargeable  to  any  funds  .-^pecifl- 
cally  made  available  for  such  conference. 
This  authority  shall  be  applicable  to 
conferences  held  within  the  United 
States  and  abroad. 

(c)  Exceptions  to  paragraph  (a)  of 
this  section,  (a)  Paragraph  (a)  of  this 
section  does  not  apply  to  documents 
chargeable  to  any  appropriation  or  al- 
lotment made  available  to  the  Division 
of  Foreign  Buildings  Operations  or  to  the 
appropriation  "Salaries  and  Expenses, 
Foreign  Service"  in  connection  with  the 
maintenance  of  commissary  service  and 
the  maintenance  of  the  Diplomatic 
Pouch  and  Courier  Service. 

(d)  Limitation  on  bills  of  lading  au- 
thority. The  officer  in  charge  of  admin- 
istrative arrangements  for  a  conference 
or  such  officer  as  the  Department  may 
designate  for  Wils  purpose  may  sign  Gov- 
ernment bills  of  lading  chargeable  to  any 
funds  specifically  made  available  for 
such  conference.  This  authority  shall 
be  applicable  to  conferences  held  within 
the  United  States  and  abroad.  Author- 
ity to  Issue  and  sign  Government  bills  of 
lading  covering  expenditures  chargeable 
to  any  appropriation  legally  available 
therefor  is  delegated  to  the  official  In 
charge  of  a  major  activity  to  which  an 
allotment  of  funds  for  such  purpose  has 
been  properly  made  or  such  officer  as  the 
Department  may  designate:  Provided, 
That  this  authority  is  limited  to  instances 
where  the  movement  of  goods  originates 
outside  the  District  of  Columbia,  and 
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Chargeable  to  any  allotment  or  appropriation 
made  available  to  the  Division  of  Foreign 
Buildings  Operations. 


Chargeable  to  appropriations  "Salaries  and 
Expenses,  Foreign  Service",  in  connection 
with  the  maintenance  of  commissary  serv- 
ice. 

Chargeable  to  appropriation  "Salaries  and 
Expenses.  Foreign  Service",  in  connection 
with  the  Diplomatic  Pouch  and  Courier 
Service. 


that  the  circumstances  under  which  such 
expenditures  are  authorized  require  im- 
mediate action  and  do  not  permit  the 
issuance  and  signing  of  such  bills  of  lad- 
ing by  one  of  the  officers  designated  in 
section  1. 

(e)  Forwarding  of  shipments.  Au- 
thority to  Issue  and  sign  Government 
bills  of  lading  and  to  incur  obligations  in- 
cident to  official  shipments  Is  also  dele- 
gated In  connection  with  the  forwarding 
of  shipments,  upon  proper  authorization 
by  an  officer  of  the  Department,  to  each 
United  States  Despatch  Agent  or  Acting 
Despatch  Agent,  and  to  the  Foreign 
Service  officers  stationed  at  each  point  of 
entry  into  the  United  States. 

Sec.  3.  For  the  New  York  Regional 
Administrative  Office— (sl)  Contracts' 
and  purchase  orders.  The  authority  to 
issue  and  sign  contracts  and  purchase 
orders  is  delegated  to  the  following 
officers : 

(1)  Regional  Administrative  Officer: 
Special  A.ssistant  to  the  Regional  Admin- 
istrative Officer:  Chief.  Procurement  and 
Supply  Branch. 

(2)  The  Chief  of  the  Purchase  Section 
may  issue  and  sign  Purchase  Orders  cov- 
ering open-market  purchases  up  to 
$100.00  and  all  purchase  orders  covering 
Items  secured  through  Federal  Supply 
Schedules  or  the  Treasury  Department 
Bureau  of  Federal  Supply  stock  catalog. 

(b)  Government  bills  of  lading.  Au- 
thority to  sign  Government  bills  of  lading 
Is  delegated  to  the  Chief,  Procurement 
and  Supply  Branch. 

This  regulation  shall  become  effective 
Immediately  upon  publication  In  the  Fed- 
eral Register. 

Approved:  April  22.  1949. 

For  the  Secretary  of  State. 

John  E.  Peurifoy, 
Assistant  Secretary  of  State. 

IF.    R.    Doc.    49-3288;    Filed,    Apr.    26,    1949; 
10:13  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 
Office  of  the  Secretary 

[Administrative  Order  6] 

Designating  Certain  Lands  To  Be  Ad- 
ministered as  Parts  or  the  Deschutes 
AND  Siuslaw  National  Forests, 
Oregon 

Whereas,  the  hereinafter  described 
lands  situate  within  the  State  of  Oregon 
have  been  acquired  by  the  United  States 
under  authority  of  the  act  of  March  1. 
1911    (36  Stat.  961).  as  amended  and 
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supplemented  by  the  acts  of  June  7,  1924 
(43  Stat.  653)  and  March  3.  1925  (43 
Stat.  1215).  and 

Whereas,  the  said  lands  are  subject 
to  all  laws  applicable  to  lands  acquired 
under  the  above-mentioned  acts,  and 

Whereas,  pursuant  to  the  provisions 
of  section  11  of  the  act  of  March  1,  1911 
the  Secretary  of  Agriculture  may  from 
time  to  time  divlde'the  lands  acquired 
under  the  aforementioned  acts  Into  such 
specific  National  Forests  and  so  desig- 
nate the  same  as  he  may  deem  best  for 
administrative  purposes,  and 

Whereas,  the  said  lands  are  so  situated 
that  the  public  Interest  and  economy  will 
be  served  best  by  having  them  admin- 
istered as  parts  of  the  Deschutes  and 
Siuslaw  National  Forests; 

Now.  therefore,  I.  Secretary  of  Agri- 
culture, by  virtue  of  the  authority  vested 
In  me  by  section  11  of  the  act  of  March 
1,  1911.  do  hereby  order  that  the  lands 
described  below  shall  hereafter  be  ad- 
ministered as  parts  of  the  indicated  Na- 
tional Forests. 

Deschutes   National   Forest 
willamette  meridian 
T.  17  S..  R.  12  E  . 

Sec.  22.  N>,NE'4.  S'iNE'i  lying  north  of 
the  right  of  way  for  the  North  Unit 
Main  Canal  Irrigation  ditch,  also  a  strip 
of  land  400  feet  In  width  the  earterly 
Bide  of  which  Is  the  easterlv  side  of  the 
SEV4NE'4  and  the  NE'4  of  the  SE»4  of 
Section  22.  the  westerly  side  of  which 
Is  a  line  parallel  with  the  easterly  side 
of  the  8E'4NE'4  and  the  NE'48Ei4  of 
Section  22  and  400  feet  westerly  there- 
from. The  northern  boundary  of  said 
strip  Is  the  right  of  way  for  the  North 
Unit  Main  Canal  Irrigation  ditch  and 
the  southern  line  Is  the  Butler  Market 
road; 
Sec.  23.  WijNW'4  excepting  therefrom  a 
right  of  way  for  the  North  Unit  Main 
Canal  Irrigation  ditch. 

Siuslaw  National  Forest 
willamette  meridian 
T.  14  8.,  R.  11  W.. 

Sec.  3,  Lots  26  to  28.  Inclusive: 

Sec.  4.  Lots  !5  to  7.  Inclusive.  10  to  22.  In- 
clusive. 27  and  28; 

Sec.  6.  Lota  7  to  9  Inclusive.  15  to  17.  In- 
clusive. 21  to  28,  Inclusive; 

Sec.  6,  Loti  11  to  14.  Inclusive.  17,  19  to 
22,  Inclusive.  E'jSW'^.  SE«,4; 

Sees.  7.  8  and  9.  all; 

Sec.  10.  Lots  2,  6  to  9.  Inclusive; 

Sees.  16  to  21.  Inclusive,  all; 

Sees.  28  to  30.  Inclusive,  all; 

Sec.    31,    Lots    1    and   2.    NE'4.    EKWKVa 
NE'4SWJ4:  * 

Sec.  32.  N'jN'i; 

Sec.  33.  N'/j. 
T.  14  S..  R.  12  W., 

Sec.  1.  Lots  13.  16  to  20.  Inclusive.  S'i; 

Sec.  2,  Lots  8.  9,  12  to  14.  Inclusive- 

Sec.  12.  N'2.  Ni^SWU.  SE'^SW^,  SE%: 

Sec.  13,  NE'4.  E'^NW*.  SW'4NWi4.  S^; 

Sec.  14.  SE'4NE'4.  E'2SEi4: 

Sec.  23.  E'.2NE'4.  E'2SW'4,  SEV4: 

Sees.  24  and  25.  all; 

Sec.  36.  SW'4NEV4.  N'/jSEVi. 

In  testimony  whereof.  I  have  hereunto 
set  my  hand  and  caused  the  official  seal 
of  the  Department  of  Agriculture  to  be 
affixed,  in  the  City  of  Washington,  this 
22d  day  of  April  1949. 

IsealI  Charles  F.  Brannan 

Secretary  of  Agriculture. 

[F.    R    Doc.   49-3286;    Filed,   Apr.   26,    1949; 
8:52  a.  m.j 


FEDERAL  POWER   COMMISSION 

[Docket  No.  G-11591 

United  Natural  Gas  Co. 

order  rorther  postponing  hearing 

April  21.  1949. 
On  April  20.  1949.  United  Natural  Gas 
Company  filed  a  request  by  telegram  for 
a  further  postponement  of  the  hearing 
now  set  to  commence  on  May  2.  1949, 
In  the  above-entitled  docket. 

The  Commission  finds :  Good  cause  has 
been  shown  for  further  postponing  the 
date  of  hearing  as  set  by  the  order  issued 
by  the  Commission  in  this  docket  on 
March  29.  1949. 

The  Commission  orders:  The  hearing 
now  set  for  May  2,  1949.  at  10.00  a.  m., 
be  and  the  same  is  hereby  further  post- 
poned until  July  H.  1949.  at  10:00 
a.  m..  in  the  Hearing  Room  of  the  Fed- 
eral Power  Commis.sion.  Hurley-Wright 
Building,  1800  Pennsylvania  Avenue  NW.. 
Washington.  D.  C. 

Date  of  Issuance:  April  22.  1949. 

By  the  Commission. 


NOTICES 

of  the  Federal  Power  Commission.  1800 
Pennsylvania  Avenue  NW..  Washing- 
ton. D.  C. 

Date  of  issuance:  April  25.  1949. 

By  the  Commission. 

[sEALl  Leon  M.  Fuquay. 

Secretarv. 

[F.    R.    Doc.    49-3335:    Filed,    Apr.    26,    1949; 
8:59  a.  ml 


I  SEAL  1 


Leon  M.  Fuqd^y. 

Secretary. 


|P.    R.    Doc.    49^3244;    Piled,    Apr.    26.    1949; 
8:45  a.  m.l 


(Docket  No6.  G-1065,  0-1070) 

East  Tennessee   Natural   Gas   Co.    and 
Tennessee  Gas  Transmission  Co. 

order  fixing  date  of  oral  argument  and 

GRANTING  MOTION  FOR  WAIVER  OF  INTER- 
MEDIATE DECISION  PROCEDURE 


April  22,  1949. 
On  April  21.  1949.  during  the  hearings 
being  held  pursuant  to  the  Commission's 
order  of  April  7.  1949.  East  Tennessee 
Natural    Gas    Company,    Applicant    in 
Docket  No.  G-1065,  moved  that  the  inter- 
mediate decision  procedure  be  waived. 
Including  the  filing  of  briefs  and  re- 
quested  findings.     In   connection   with 
this  m.otJon  a  request  was  made  for  op- 
portunity for  presentation  of  oral  argu- 
ment before  the  Commission.     No  ob- 
jection was  made  by  any  of  the  parties 
to  the  waiver  of  the  intermediate  decision 
procedure  and  the  filing  of  briefs  and 
requested  findings.    Parties  participating 
in  the  hearings  agreed  to  or  concurred 
in  the  request  for  opportunity  to  pre- 
sent oral   argument   before  the  Com- 
mission,   provided    the    time    therefor 
should  not  be  fixed  for  a  date  earlier 
than  April  25.  1949. 

The  Commission  finds:  It  is  appropri- 
ate that  tlie  aforesaid  motion  be  granted 
and  that  oral  argument  in  the  proceed- 
ings be  had  before  the  Commission  as 
hereinafter  ordered. 

The  Commission  orders: 

(A)  The  aforesaid  motion  that  the 
Intermediate  decision  procedure  be 
waived,  including  the  filing  of  briefs  and 
requested  findings,  be  and  the  same  Is 
hereby  granted. 

(B>  Oral  argument  be  had  before  the 
Commission  on  April  27.  1949.  at  10:00 
a   m.  ce.  d.  s.  t.)  in  the  Hearing  Room 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Federal   Housing  Administration 

POWERS  AND  Organization 

1  In  accordance  with  renumbering 
set  up  at  14  F.  R.  232  for  former 
§iS  500.1  to  500.22  inclusive  of  Chapter  V 
of  Title  24.  the  codification  of  which 
was  discontinued  at  13  F.  R.  6443,  the 
following  changes  will  be  noted: 

ORGANIZATION  AND  FUNCTIONS 

Sec  21  Central  office.  The  central 
Office  is  divided  into  the  following  divi- 
sions which  exercise  functions  described 
respectively  below: 

(a>  Field  Operations  Dimsion.  Estao- 
llshes  and  administers  policies  and  pro- 
cedures with  respect  to  mortgage  insur- 
ance under  sections  203  and  603  of  the 
National  Housing  Act.  Approves  finan- 
cial institutions  to  act  as  mortgagees 
under  Titles  II  and  VI.  Directs  admin- 
istration of  field  offices.  Requests  for 
information  and  submittals  covering 
these  functions  should  be  directed  to  the 
Insuring  office  having  jurisdiction. 

(b)  Legal  Division.  Provides  legal 
counsel  to  the  Commissioner  and  other 
officials  of  the  Administration.  Admin- 
isters the  legal  phases  of  all  activities 
of  the  Administration  under  the  National 
Housing  Act.  Prepares  rules  and  regu- 
lations. Determines  legal  sufficiency  of 
contractus  and  contract  documents.  In- 
vestigates fraud  and  other  violations  of 
the  penal  provisions  of  the  National 
Housing  Act. 

(c)  Underwriting  Division.  Develops 
and  directs  mortgage  underwriting  ac- 
tivities, including  valuation  of  realty, 
land  planning,  architecture,  credit  anal- 
ysis, determination  of  acceptability  of 
locations  and  subdivisions,  determina- 
tion of  construction  costs  and  establish- 
ment of  minimum  property  require- 
ments. Requests  for  Information  and 
submittals  covering  these  functions 
should  be  directed  to  the  Insuring  office 
having  Jurisdiction. 

(d)  Rental  Housing  and  Property 
Management  Division.  Establishes  and 
administers  policies  and  procedures  with 
respect  to  mortgage  insurance  under 
sections  207.  210  and  608  of  the  National 
Housing  Act.  Administers  the  functions 
of  property  management,  mortgage  serv- 
icing, and  the  sale  of  Commissioner- 
held    property    and    obligations    under 


Titles  n  and  VI  and  Class  3  of  Title  I 
of  the  National  Housing  Act.  Requests 
for  information  and  submittals  covering 
these  functions  should  be  directed  to  the 
Insuring  office  having  jurisdiction. 

(e)  Administrative  Services— ^1)  Serv- 
ice Division.  Serves  as  the  central  point 
for  the  processing  of  all  FHA  forms  and 
other  material  to  be  printed  or  dupli- 
cated. Has  responsibility  for  presenta- 
tion of  all  publications,  whether  new  or 
revised,  to  be  issued  by  the  Federal 
Housing  Administration,  and  provides  all 
duplicating  services. 

(2>  Office  Management  Division.  Pro- 
vides all  office  management  services,  in- 
cluding procurement  of  equipment  and 
supplies,  telephone,  travel,  central  files, 
first  aid.  mail  and  messenger,  mainte- 
nance, stenographic  and  library. 

(f)  Title  I  Division.  E.stabllshes  and 
administers  policies  and  procedures  with 
respect  to  loan  insurance  under  Title  I 
of  the  National  Housing  Act.  Approves 
financial  institutions  to  act  as  lenders 
under  Title  I  of  the  National  Housing  Act. 
Directs  collection  and  liquidation  of  de- 
faulted Title  I  loans.  Requests  for  in- 
formation and  submittals  covering  their 
functions  should  be  directed  to  the  insur- 
ing office  having  jurisdiction. 

(g»  Comptroller's  Division.    Approves 
all    expenditures    and    receipt   vouchers 
necessary  to  carry  out  the  provisions  of 
the  National  Housing  Act  and  devises 
accounting  procedures  and  administers 
the  fiscal  policies  of  the  Administration. 
(h>   Research  and  Statistics  Division. 
Advises  the  Commissioner  on  the  eco- 
nomic  aspects   of   mortgage   Insurance 
programs.    Initiates,  and  undertakes  on 
request  of  other  officers,  actuarial  studies 
regarding    insurance   operations   under 
Title  I.  n.  and  VI.    Prepares  .studies  of 
the  adequacy  of  premiums  and  reserves 
for  the  formulation  of  sound  actuarial 
policy.     Compiles  statistics  of  insuring 
operations  and  conducts  economic  studies 
and     analyses     pertinent     to     FHA 
responsibilities. 

(i)  Personnel  Division.  Develops  and 
administers  the  personnel  program,  in- 
cluding appointments,  promotions,  de- 
motions, separations,  classification,  and 
transfer  of  personnel.  Administers  effi- 
ciency rating  program,  training  and  em- 
ployee relations  programs,  and  other  re- 
lated functions.  Maintains  an  admin- 
istrative planning  program,  and  other 
related  functions. 

(jt  Budget  Division.  Prepares  budget 
estimates  and  justifications  for  submis- 
sion to  the  Bureau  of  the  Budget  and 
the  Congress.  Determines  per.sonnel 
ceilings.  Fixes  budget  allotments  and 
certifies  to  the  availability  of  funds  for 
expenditure.  Develops  and  maintains 
workload  measures  and  unit  costs. 

2.  Effective  January  13,  1949.  the  serv- 
ice office  at  Sacramento,  California,  was 
made  a  valuation  station.  Therefore, 
the  entry  in  section  22  (b)  (5)  covering 
the  State  of  California  is  amended  by 
deleting  the  following: 


(State) 


(City) 
Pacraniento ' 


<  A  ddre«»'* 
Post  Offict'  BiiiUlinir 


(Jurisdiction) 
(Sot  San  Kraiicisco) 


Wednesday,  April  27,  1949 


FEDERAL  REGISTER 


a  Lrvfcrofflce  ^^ThpUnV^Tn  ^^'  y^l^^^lo'^  station  at  Beaumont.  Texas,  was  made 
Tei\"lraSedToSasfo'fows:''  '"  "'"''^  ''  ^'^   '''  ^^^^'•^"^  ^^^  ^'^'^  °^ 


(Btate) 


(City) 
Beaumont ' 


(Address  )^ 
324  Federal  Building 


(Jurisdiction) 
Coixntios    of    Chamhers,    Hardin,    Jasjx'r, 
Jefferson,   Newton,  Orange,  t^abine,  San 
Aujiu^itine,  Sljell>y,  and  Tjlor 


,  ?prv.>rnffl^.  ^^u  ^\'  l^*?-  the  valuation  station  at  Flint.  Michigan,  was  made 
a  service  office.  Therefore,  the  entry  in  section  22  (b)  (5>  covering  the  State  of 
Michigan  is  amended  to  include,  directly  below  •Detroit",  the  following 


(Btat«) 


(<"iiy) 
Flint ' 


(Address^ 
432  North  Saginaw  St. 


(Jurisdiction) 
(!<ee  Detroit) 


[SEAL] 


April  20.  1949. 


Donald  M.  Alstrup, 
Assistant  Commissioner. 


IF.    R.    Doc.    49-3237;    Piled.    Apr.    26,    1»49;  8  45  a.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

JPlle  Noe.  54-159,  54-160,  54-162,  54-164] 

International   Hydro-Electric   System 
NOTICE   or   filing   of   trustees   second 

plan  AND  ORDER  RECONVENING  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  21st  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  Bartholo- 
mew A.  Br'ckley.  Trustee  of  Interna- 
tional Hydro-Electric  System  CIHES"), 
a  registered  holding  company,  has  filed 
pursuant  to  section  11  (d)  of  the  Public 
Utility  Holding  Company  Act  of  1935,  in 
substitution  for  a  plan  previously  filed 
by  him.  a  Second  Plan  "hereinafter  re- 
ferred to  as  "Trustee's  Plan")  to  effec- 
tuate the  liquidation  and  dissolution  of 
IHES. 

Prior  proceedings.  By  order  entered 
on  July  21.  1942.  pursuant  to  section  11 
(b)  (2)  of  the  act,  the  Commission  di- 
rected the  liquidation  and  dissolution  of 
IHES;  and  thereafter,  pursuant  to  sec- 
tion 11  (d)  of  the  act.  the  Commis.sion 
instituted  a  proceeding  for  the  enforce- 
ment of  said  order  which  Is  now  pending 
in  the  District  Court  of  the  United  States 
for  the  District  of  Massachusetts.  Any 
plan  approved  by  the  Commission  will  be 
submitted  to  said  Court  for  approval  and 
enforcement. 

After  the  consummation  of  prelimi- 
nary steps  required  to  place  the  assets  of 
IHES  In  distributable  form,  the  Trustee 
and  six  several  security  holders  or  groups 
of  security  holders  in  1947  filed  plans  for 
the  liquidation  and  dissolution  of  the 
holding  company.  These  plans  proposed 
various  methods  of  satisfying  the  De- 
bentures,  which  have  been  In  default 


since  April  1,  1944.  and  various  base^,  for 
allocating  the  re.sidual  assets  between  the 
Preferred  and  Class  A  stockholders.    Ex- 
tensive hearings  were  held  on  said  plans 
between  October  28.  1947.  and  June  28. 
1948.     The  record  was  left  open  pend- 
ing conferences  between  the  parties  look- 
ing to  simplification  of  the  issues.    Ref- 
erence is  made  to  the  several  plans  on  file 
with  the  Commission  and  to  the  record 
of  said  hearings  for  a  complete  statement 
with  respect  thereto.    Paul  H.  Todd,  a 
Class  A  stockholder  and  proponent  of  one 
of  the  pendin,-?  plans,  has  also  filed  an 
application  and  a  supplemental  appli- 
cation requesting  the  modification  of  the 
dissolution  order  of  July  21. 1942.  so  as  to 
provide  for  the  reorganization  and  con- 
tinuance of  IHES  as  a  corporate  entity. 
Orders  heretofore  entered  on  said  appli- 
cations provide  that  Todd  may  file  an 
offer  of  proof  within  seven  days  after  the 
closing  of  the  record  on  the  dissolution 
plans. 

Outstanding  IHES  securities.  The 
securities  of  IHES  outstanding  as  of 
December  31.  1948  were  as  follows: 

Convertible  6'~c  gold  Debentures  due  April 
1.  1944  (principal  amount  stlU  due  after 
payment  of  $7,970,400,  or  $300  on  each  $1,000 
Debenture,  on  October  1.  1947)  :  $18,597,600. 

Preferred  Stock,  par  value  $50  per  share 
(on  which  dividends  were  In  arrears  in  the 
amount  of  $50  60  per  share,  or  a  total  of 
$7,226.224  40):   142.7d9  shares. 

Class  A  Stock,  par  value  $25  per  share 
(which  now  stands  In  the  position  of  a 
common  stock  by  reason  of  the  cancellation 
and  retirement  of  all  outstanding  Class  B 
and  Common  Stock  pursuant  to  prior  order 
of  this  Commission)  :  856,718  shares. 

Assets  of  IHES.  The  principal  assets 
of  IHES  as  of  December  31.  1948.  the 
amount  at  which  they  were  carried  on 
Its  books,  and  the  percentage  of  voting 
power  represented  by  each,  were  as 
follows : 


Number  of 

shares 

Voting 
power 

Amount 

Oatineau  Tower  Co.  (Clatlncau): 
Coninion  share.'*,  no  par.  .  ...  . 

1.439,024 
8 

534.157 

320. 000 

250 

843 

PtTctnt 

\     » 

8 
100 
100 

33^ 

!>%  (referred  $I(H»  par 

New  KngLwd  Kleciric  fiystoni  (NEE.S):  Coranion'shares'ttb'par" 

$8, 8W,  017.  58 

57.02.3,$tt7,29 

9,  8i:t,81(t.0li 

88,000.00 

285,000.00 

Fastern  .New  York  Power  Corp.  (ENYP):  Common  shares.  $25  par 

f  orinth  F  .Ttric  I.iRht  &  Power  Co.  (Corinth):  common  shares,  km'p^" 

Moreau  ManufnctunnR  Cor|i.  (Moreau):  Commou  (bares,  no  par   and 

oi>en  accmint  advances  of  $.114,500.. .  .                                         f    .  «■« 

Total  book  valuf  of  securities  (Including  Moreau  open  account) 

Net  current  asseU 

76. 105, 764. 87 

2,994,412.40 
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Trustee's  Second  Plan.  The  Trustee's 
Plan  contains  four  parts,  and  provides 
for  the  liquidation  and  dissolution  of 
IHES  in  successive  stages  as  follows: 

Part  I.  As  the  first  step,  it  Is  proposed 
that  a  further  payment  of  $100  be  made 
on  the  remaining  $700  principal  amount 
of  each  $1,000  Debenture,  plus  Interest 
accrued  on  said  sum  of  $100  to  the  date 
of  payment,  out  of  cash  now  in  the  hands 
of  the  Trustee.  Such  payment  would 
amount  to  $2,656  800  plus  interest  there- 
on at  the  rate  of  6%  per  annum  from 
April  1.  1949  to  the  date  of  payment, 
and  would  reduce  the  principal  amount 
of  the  Debenture  indebtedness  there- 
after outstanding  to  $15,940,800. 

Part  II.  As  the  second  step,  it  is  pro- 
posed that  the  balance  due  on  the  deben- 
tures be  paid  in  full,  with  Interest  at  the 
rate  of  6%  per  annum  to  the  date  of 
payment,  out  of  funds  to  be  raised  as 
follows:  (a)  By  the  sale  of  a  sufficient 
number  of  Gatineau  shares  to  provide 
approximately  $5,000,000;  (b)  by  a  two- 
year  loan  (with  the  option  of  renewal  for 
a  further  period  of  one  year>,  secured 
by  a  pledge  of  portfolio  assets,  to  pro- 
vide approximately  $10,000,000;  (c)  by 
the  application  of  treasury  cash  to  pro- 
vide any  balance  required  for  such  pay- 
ment. During  the  existence  of  said 
short-term  loan,  the  net  income  of  IHES 
would  be  applied  toward  its  payment. 

Part  III.  As  the  third  step,  the  pres- 
ently outstanding  shares  of  Preferred 
and  Class  A  stock  of  IHES  would  be  re- 
tired by  Issuing  therefor  Trustee  Certi- 
ficates as  follows: 

For  each  share  of  preferred  stock  and  all 
dividends  in   arrears:    8  trustee  certificates. 

For  each  share  of  Class  A  stock:  1  trustee 
certificate. 

Under  this  step  the  trustee  would  Issue  a 
total  of  1.999.110  Trustee  Certificates,  of 
which  the  Preferred  stockholders  would  re- 
ceive 1.142.392  (approximately  57^"--)  and  the 
Class  A  stockholders  856,718  (approximately 
43%). 

Each  Trustee  Certificate  would  be  en- 
titled to  a  pro  rata  share  In  the  assets 
of  IHES  upon  final  liqiudation.  after 
payment  of  all  taxes,  debts  and  expenses 
of  administration.  The  Certificates 
would  not  entitle  the  holders  to  divi- 
dends, interest.  Income,  voting  rights  or 
any  rights  of  stockholders,  and  would  ex- 
pire and  become  void  five  years  after  the 
date  of  final  liquidation  of  IHES  as  pro- 
vided in  Part  IV. 

Part  IV.  To  facilitate  payment  of  the 
loan  and  to  provide  the  holders  of  the 
Trustee  Certificates  with  an  opportunity 
to  obtain  their  proportionate  part  of  the 
portfolio  without  delay,  it  is  propo.sed 
that  for  a  period  of  60  days  after  the 
consummation  of  Part  III  the  holders  of 
the  Certificates  may  surrender  same  and. 
upon  payment  of  an  aliquot  share  of  the 
debt  of  IHES,  receive  an  aliquot  share  of 
the  assets.  All  sums  so  paid  by  Certifi- 
cate holders  would  be  applied  on  the  debt. 

As  the  final  step  In  the  liquidation  of 
IHES,  the  balance  due  on  the  short-term 
loan  would  be  satisfied  from  the  proceeds 
of  the  sale  of  such  portfolio  assets  as 
might  be  required;  and  the  remaining 
assets  and  cash,  after  payment  of  taxes, 
debts  and  expenses  of  administration, 
would  be  distributed  ratably  to  the  hold- 
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NOTICES 


ers  of  the  Trustee  Certificates  still  out- 
standing. ^.    ^  ^ 

All  sales  of  assets  would  be  subject  to 
approval   by  the  Commission  and  the 

Court.  ^  , . 

Distribution  to  the  Certificate  holders 
would  be  limited  to  Gatineau.  NEES  and 
ENYP    common    stock.     No    fractional 
shares  would  be  issued.     Rights  to  frac- 
tional shares  would  be  evidenced  by  scrip 
certificates  issued  in  bearer  form,  which 
might  be  combined  with  other  scrip  cer- 
tificates into  full  share  lots  on  or  prior  to 
the  expiration  date  to  be  stated  therein. 
Such  scrip  would  not  entitle  the  holders 
to  dividends,  voting  rights  or  any  other 
rights  of  stoclcholders  unless  and  until 
combined  into  full  share  lots  and  ex- 
changed  for  full  share  certificates  of 
stock.    Final  distribution  to  the  Certm- 
cate  holders  would  be  in  portfolio  securi- 
ties or  In  cash,  or  in  both,  as  might  be 
determined  by  the  Trustee  with  the  ap- 
proval of  the  Commission  and  the  Court. 
All   assets   not    distributed   within   two 
years  after  the  date  of  final  liquidation 
would  be  sold  and  converted  into  ca.sh. 
and  Certificate  holders  would  thereafter 
he  entitled  only  to  pro  rata  distribution 
m  cash.    Every  Trustee  Certificate  not 
presented  for  payment  within  five  years 
after  the  date  of  final  distribution  would 
be  null  and  void,  and  any  cash  still  un- 
distributed   would    be    contributed    to 

ENYP 

No  distribution  of  Corinth  or  Moreau 
common  shares,  or  the  Moreau  open  ac- 
count, or  the  three  P'-efeV^^.  f  ^'/^  °' 
Gatineau.  would  be  made  to  the  Cert ill- 
cate  holders.  These  minor  assets  w-ould 
be  converted  into  cash  and  the  proceeds 
.    distributed.  .     ..  ^ 

The  Trustee  would  con.summate  tne 
several  parts  of  the  Second  Plan  as  soon 
as  possible  after  proper  authorization. 
In  his  discretion  he  might  postpone  a 
consummation  date  until  expiration  of 
the  time  for  appeal  from  any  order  or 
decree  or  until  final  disposition  of  any 
appeal"  if  taken.  Subject  to  approval  of 
thr  Commission  and  the  Court,  the 
Trustee  would  fix  the  date  of  final 
liquidation  of  IHES.  and  promptly  there- 
after IHES  would  be  dissolved. 

The  Trustee  reserves  the  right  to  sell 
or  exchange  all  or  any  part  of  the  as.sets 
of  IHES  subject  to  approval  of  the  Com- 
mi.ssion  'and  the  Court,  at  any  time  prior 
to  the  date  of  final  liquidation  of  IHES. 
He  also  reserves  the  right  to  alter, 
amend,  modify,  supplement  or  withdraw 
the  Second  Plan  or  any  of  its  parts  prior 
to  approval,  or  thereafter  upon  consent 
of  the  approving  authorities. 

IHES  agrees  to  pay  such  fees  for  serv- 
ices rendered  and  make  such  reimburse- 
ment for  costs  Incurred  herein  as  the 
Commission  and  the  Court  shall  finally 
award  upon  petition  of  any  interested 

Person.  ,     ^         ^  _, 

Conditions  relating  to  the  Second  Plan 
provide  that  the  order  of  the  Commis- 
sion shall  contain  the  recitals  required 
by  sections  371  (f)  and  1808  (f)  of  the 
Internal  Revenue  Code,  and  that  the 
Trustee  shall  have  obtained  a  ruling  or 
closing  agreement  from  the  United 
States  Treasury  Department  as  to  the 
tax  consequences  Involved  In  consum- 
mation of  the  several  transactions  which 
•  he  shall  deem  satisfactory. 


It  is  appropriate  that  the  hearing 
should  now  be  reconvened  and  that  the 
issues  raised  by  the  Trustee's  Plan  and 
the  Todd  application  should  be  fully 
considered.  The  record  to  be  made  will 
supplement  and  not  supplant  the  prior 
record  of  these  proceedings. 

Wherefore  it  is  ordered.  That  the  hear- 
ing be  reconvened  to  receive  evidence 
on  the  Trustee's  Plan  and  on  the  pro- 
posal of  Paul  H.  Todd  to  modify  the 
Commissions  dissolution  order  of  July 
21  1942;  and  that  said  reconvened  hear- 
ing shall  be  held  on  the  17th  day  of  May 
1949  at  10:00  a.  m.,  e.  d.  s.  t..  at  the 
offices  of  the  Securities  and  Exchange 
Commission.  425  Second  Street.  NW.. 
Washington  25.  D.  C.  On  such  day  the 
hearing  room  clerk  in  Room  No.  101  will 
advise  as  to  the  room  in  which  such 
hearing  will  be  held. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Com- 
mission that  it  has  made  a  preliminary 
examination  of  the  pending  plan  and  ap- 
plication and  that,  on  the  basis  thereof, 
the  following  matters  and  questions  are 
presented  for  consideration  without 
prejudice,  however,  to  the  presentation 
of  additional  matters  and  questions  upon 
further  examination: 

1.  Whether  the  Trustee's  Plan  as  filed 
or  as  hereafter  modified.  Is  necessary  to 
effectuate  the  provisions  of  section  11  <b) 
of  the  Holding  Company  Act.  and  is  fair 
and  equitable  to  the  persons  affected 
thereby. 

2.  Generally,  whether  the  transactions 
proposed  in  the  Trustee's  Plan  are  in  the 
public  interest  and  in  the  Interest  of  in- 
vestors and  consumers,  and  consistent 
with  all  the  applicable  requirements  of 
the  act  and  the  rules  thereunder;  and, 
if  not,  what  modifications  should  be  re- 
quired to  be  made  therein,  and  what 
terms  and  conditions  shotild  be  imposed 
to  satisfy  the  statutory  standards. 

3.  Whether  there  is  any  basis  for  the 
contention  made  in  Todd's  application 
that  the  conditions  upon  which  the  dis- 
solution order  of  July  21.  1942  was  pred- 
icated, have  .so  changed  as  to  reqtfire  or 
Justify  the  revocation  or  modification  of 
said  order. 

It  is  further  ordered.  That  the  first 
order  of  business  at  said  reconvened 
hearing  shall  be  the  question  of  the  pay- 
ment of  an  additional  amoimt  of  $100  on 
the  remaining  $700  principal  amotmt  of 
each  $1000  Debenture  of  IHES  now  out- 
standing, as  proposed  in  Part  I  of  the 
Trustee's  Second  Plan ;  and  that  the  evi- 
dence on  this  question  be  closed  before 
evidence  Is  received  on  other  Issues. 

It  is  further  ordered,  That  jurisdiction 
be.  and  hereby  is,  reserved  to  separate 
either  for  hearing.  In  whole  or  in  part, 
or  for  disposition,  in  whole  or  in  part, 
any  of  the  issues,  questions,  on  matters 
hereinbefore  set  forth  or  which  may 
hereafter  arise,  or  to  con.soUdate  with 
these  proceedings  other  filings,  or  to  take 
such  other  action  as  may  appear  to  be 
necessary  for  the  orderly,  prompt,  and 
economical  disposition  of  the  matters 
involved. 

It  is  further  ordered.  That  any  inter- 
ested person  who  has  not  already  entered 
his  appearance  herein  and  who  desires 
to  be  heard  or  otherwise  to  participate 


at  said  hearing  shall  notify  the  Commis- 
sion in  the  manner  provided  in  Rule 
XVII  of  the  Commission's  rules  of  prac- 
tice, not  later  than  two  days  prior  to  such 
hearing.  ,       „ ,       _,  _ 

It  is  further  ordered.  That  Edward  C. 
Johnson,  or  any  other  officer  or  officers 
of  the  Commission  designated  by  it  for 
that  purpose  shall  preside  at  the  hear- 
ings on  such  matter.  The  officer  so  des- 
ignated to  preside  at  such  hearing  is 
hereby  authorized  to  exercise  all  powers 
granted  to  the  Commission  under  sec- 
tion 18  <c>  of  the  act.  and  to  a  trial  ex- 
aminer under  the  rules  of  practice  of  the 
Commission. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  such  hearing  by  mailing  a  copy  of  this 
order  by  registered  mall  to  all  partici- 
pants in  these  proceedings,  or  their  re- 
spective attorneys  of  record:  that  notice 
shall  be  given  to  all  other  persons  by 
general  release  of  this  Commission  which 
shall   be  distributed   to   the   press  and 
mailed  to  the  mailing  list  for  releases 
Lssued  under  the  Public  Utility  Holding 
Company  Act  of  1935:  and  that  further 
notice  shall  be  given  to  all  persons  by 
publication  of  this  notice  and  order  in  the 
Federal  Register. 

It  is  further  ordered.  That  further  no- 
tice of  said  hearing  be  given  by  the  Trus- 
tee by  mailing  a  copy  of  this  notice  and 
order  to  all  debenture  holders  whose 
names  and  addresses  are  available  to  him 
and  to  all  stockholders  of  record  at  their 
record  addresses  at  least  10  days  prior  to 
the  date  of  this  hearing. 


By  the  Commission. 

fsEALl  Orval  L.  Dubois. 

Secretary. 

IF    R.   Doc.   49  3239;    Filed.    Apr.    26,    1949: 
8  46  A.  m  1 


[Pile  No.  70-21041 


Southwestern  Development  Co.  et  al. 
NOTICE  or  rlLlNO 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  21st  day  of  April  A.  D.  1949. 

In  the  matter  of  Southwestern  Devel- 
opment Company.  Amarlllo  Gas  Com- 
pany Amarillo  Oil  Company.  Panhandle 
Pipe  Line  Company.  West  Texas  Gas 
Company.  Pile  No.  70-2104. 

Notice  is  hereby  given  that  Southwest- 
ern Development  Company  C'Southwest- 
ern") .  a  registered  holding  company,  and 
four  wholly-owned  subsidiary  companies 
of  Southwestern,  namely.  Arnarillo  Gas 
Company  ('Amarlllo  Gas" ) .  Amarillo  Oil 
Company  ("Amarillo  Oil").  Panhandle 
Pipe  Line  Company  ("Panhandle  Pipe"), 
and  West  Texas  Gas  Company  ("West 
Texas"),  have  filed  a  Joint  application- 
declaration  with  this  Commission  pur- 
suant to  the  Public  Utility  Holding 
Company  Act  of  1935.  Sections  7. 10  and 
12  of  the  act  have  been  designated  as 
being  applicable  to  the  proposed  trans- 
actions. 

Notice  is  further  given  that  any  Inter- 
eirted  person  may.  not  later  than  May  2. 


Wednesday,  April  27,  1949 

1949.  request  the  Commission  In  writing 
that  a  hearing  be  held  on  such  matters, 
stating  the  nature  of  his  Interest,  the 
reasons  for  such  request  and  the  Issues. 
if  any.  of  fact  or  law  raised  by  said  ap- 
plication-declaration, as  filed  or  as 
amended,  which  he  desires  to  controvert, 
or  may  request  that  he  be  notified  If  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW.,  Washington  25,  D.  C.  At  any  time 
after  May  2.  1949,  said  application-dec- 
laration, as  filed  or  as  amended,  may  be 
permitted  to  become  efTective  as  pro- 
vided In  Rule  U-23  of  the  rules  and  reg- 
ulations promulgated  under  the  act.  or 
the  Commission  may  exempt  such  trans- 
actions as  provided  In  Rule  U-20  'a)  and 
Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  In  the  office  of  this  Commission,  for  a 
statement  of  the  transactions  therein 
proposed  which  may  be  summarized  as 
follows : 

Amarillo  Gas.  Amarillo  Oil  and  West 
Texas  propose  to  i.ssue  and  sell  to  South- 
western their  five  year  3%  unsecured 
promissory  notes  in  the  principal  amount 
of  $300,000.  $200,000  and  $2,500,000.  re- 
spectively, and  Southwestern  proposes  to 
acquire  said  notes.  The  notes  will  pro- 
vide for  prepayment  from  time  to  time 
without  premium. 

Panhandle  Pipe  proposes  to  sell  all  of 
its  properties  and  assets  and  transfer  all 
of  Its  liabilities  to  Amarlllo  Oil  at  a  price 
equivalent  to  the  book  net  worth  of  Pan- 
handle Pipe  on  the  date  of  consumma- 
tion. (As  of  December  31.  1948  the  book 
net  worth  of  Panhandle  Pipe  was  $339.- 
162.)  In  payment  for  said  net  assets, 
Amarillo  Oil  proposes  to  issue  and  sell 
and  Panhandle  Pipe  proposes  to  acquire 
at  par  a  five  year  3%  unsecured  promis- 
sory note  in  the  principal  amount  of  said 
book  net  worth  of  such  assets  at  the  date 
of  consummation.  Thereafter  South- 
western proposes  to  effect  the  dissolu- 
tion and  liquidation  of  Panhandle  Pipe 
and,  as  sole  stockholder.  Southwestern 
proposes  to  acquire  the  five  year  3%  un- 
secured promissory  note  of  Amarlllo  Oil 
Issued  In  payment  for  the  net  assets  of 
Panhandle  Pipe. 

The  application  -  declaration  states 
that  the  proceeds  of  the  notes  to  be  Is- 
sued to  Southwestern  by  Amarillo  Gas. 
Amarillo  Oil.  and  West  Texas  will  be  used 
to  finance  the  construction  program  of 
such  companies  and  to  provide  them  with 
additional  working  capital.  It  is  indi- 
cated that  with  respect  to  the  proposed 
transactions,  no  approval  is  required  of 
any  regiUatory  body  (Federal  or  State), 
other  than  this  Commission.  The  ex- 
penses In  connection  with  the  proposed 
transactions  are  estimated  by  the  joint 
applicants  and  declarants  not  to  exceed 
$500. 

By  the  Commission. 

I  SEAL  J  Orval  L.  DuBois. 

Secretary. 

IP.  B.   Doc.    49-3238:    Filed.    Apr.    26,    1949; 
8.46  a.  m.J 


FEDERAL  REGISTER 

DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

ADTHORmr:  40  Stat.  411.  85  Stat.  839.  Pub 
Laws  822,  671,  79th  Cong..  60  Stat.  50.  925;  50 
U.  8.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6.  1942,  3  CFR.  Cum.  Supp.,  E.  O.  9567 
June  8.  1945.  3  CFR,  1945  Supp.,  E.  O,  9788' 
Oct.  14,  1946.  11  P.  R.  11981. 

[Return  Order  263] 

PaBRIQUES  DE  PRODiniTS  Chimiques  de 
THANN  et  de  MtJLHOUSE 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  Is  In- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Fabrlques  de  Produlta  Chimiques  de 
Thann  et  de  Mulhouse,  Thann  (Haut-Rhln  ) . 
France,  A-241;  January  27.  1949  (14  F.  r! 
374):  Property  described  in  Vesting  Order 
No.  293  (7  P.  R.  9836.  November  26,  1942),  re- 
lating to  an  undivided  one-half  Interest  In 
United  States  Patent  Application  Serial  No. 
326,804  (now  United  States  Letters  Patent 
No.  2,345,170).  This  return  shall  not  be 
deemed  to  include  the  rights  of  any  licensees 
under  the  above  patent  application. 

Appropriate  documents  and  papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
April  19.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  P.    R.   Doc.   49-3276;    Piled.    Apr.    26,    1949; 
8:50  a.  m.J 


[Vesting  Order  13083J 
Frederick  Gustav  Prufer 

In  re:  Estate  of  Frederick  Gustav 
Prufer,  also  known  as  Frederick  G. 
Prufer  and  Fritz  Gustave  Pruefer, 
deceased.    File  No.  D-28-12570. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Ernst  Prufer.  Margarete  Prufer. 
Fritz  Prufer  and  Gerhard  Prufer,  who.se 
last  known  address  Is  Germany,  are 
residents  of  Germany  and  nationals  of  a 
designated  enemy  country,  (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  the  Estate  of  Frederick  Gustav  Prufer. 
also  known  as  Frederick  G.  Prufer  and 
Fritz  Gustave  Pruefer.  deceased,  is  prop- 
erty payable  or  deliverable  to,  or  claimed 
by,  the  aforesaid  nationals  of  a  desig- 
nated enemy  country  (Germany) : 
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8.  That  such  property  Is  in  the  process 
of  administration  by  William  V.  Elliott, 
Public  Administrator  of  Kings  County, 
as  Administrator  c.  t.  a.,  acting  under 
the  judicial  supervision  of  the  Surrogate's 
Court,  Kings  County.  New  York. 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C  on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-3264;    Filed.   Apr.   26,    1949; 
6:48  a.  m.] 


[Vesting  Order  13144J 
KiKUJi  Hatakevama 

In  re:  Rights  of  Kikuji  Hatakeyama 
under    insurance    contract.      File    No 
D-39-1611-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kikuji  Hatakeyama.  whose 
last  known  address  is  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  Insur- 
ance evidenced  by  policy  No.  341371. 
issued  by  the  West  Coast  Life  Insurance 
Company.  San  Francisco.  California,  to 
Kikuji  Hatakeyama.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceedsX 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  cotmtry 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
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national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  13.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Asfixtant  Attorney  General. 
Director.  Offl-ce  of  Alien  Property. 

IF.    R.    Doc,   49-3265;    Piled,    Apr.   26,    1949; 
8:48  a.  m] 


NOTICES 

with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  13.  1949. 

For  the  Attorney  General. 

[SBALl  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3266;    Filed,    Apr.    26.    1949; 
8:49  a.  m.l 


[Vesting    Order    13146] 
SHincHi  Kawaoka 

In  re:  Rights  of  Shuichi  Kawaoka  im- 
der  insurance  contract.  File  No.  F-39- 
4973-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Shuichi  Kawaoka.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contract  of  insurance 
evidenced  by  policy  No.  1,114.761.  issued 
by  the  Sun  Life  Assurance  Company  of 
Canada.  Montreal.  Quebec.  Canada,  to 
Shuichi  Kawaoka,  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds  (including  without  limita- 
tion the  right  to  proceed  for  collection 
against  branch  offices  and  legal  reserves 
maintained     in     the     United     States  >, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  accoimt 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and .  taken,  and.  it  being 
deemed  necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  rold  or  otherwir-e  dealt 


[Vesting  Order  131491 
Soni  A.  NORDHOFF-JUNG  AND  UNITED 

States  Tbust  Co. 

In  re:  Trust  agreement  dated  May  28. 
1928  between  Sofle  A.  NordhoCf-Jung, 
trustor,  and  United  States  Trust  Com- 
pany, trustee,  as  amended  April  28,  1934 
and  July  14.  1936.    File  D-28-10584-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  Is  hereby  found: 

1.  That  Frau  Gertrude  Weiss,  whose 
last  known  address  is  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2.  That  Ludwig  Maxmillian  Unlver- 
sitat.  whose  last  known  address  is  Ger- 
many, is  a  corporation,  partnership,  as- 
scciation  or  other  organization,  or- 
ganized under  the  laws  of  Germany, 
which  has  or  on  or  since  the  effective 
date  of  Executive  Order  8389.  as  amend- 
ed, has  had  its  principal  place  of  busi- 
ne.ss  in  Germany,  and  is  a  national  of 
a  designated  enemy  country  (Germany) : 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them  in  and  to  and  arising  out  of  or 
under  that  certain  Trust  Agreement 
dated  May  28.  1928.  by  and  between 
Scfie  A.  NordhoCf-Jung,  trustor,  and 
United  States  Trust  Company,  trustee, 
as  amended  April  28,  1934  and  July  14, 
1936,  presently  being  administered  by 
said  United  States  Trust  Company,  30 
Court  Street,  Boston.  Massachusetts. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Gernany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof,  and 
Ludwig  Maxmillian  Universitat  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country    (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 


There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F    R.    Doc.    49-3269;    Filed,    Apr.    26,    1949; 
8:49   a.   m.] 


[Vesting  Order  11171,  Amdt] 
Elisabeth  M.  Erny 

In  re:  Stock,  bonds  and  bank  account 
owned  by  Elisabeth  M.  Erny. 

Vesting  Order  11171  dated  April  30. 
1948  is  hereby  amended  as  follows  and 
not  otherwise: 

a.  By  deleting  from  Exhibit  A  attached 
thereto  and  by  reference  made  a  part 
thereof  the  words  "Class  A  common 
stock"  set  forth  opposite  the  name  United 
States  Fire  Protection  Corporation,  and 
substituting  therefor  the  words  "Class  B 
common  stock." 

b.  By  deleting  from  Exhibit  A  attached 
thereto  and  by  reference  made  a  part 
thereof  the  certificate  number  15704  set 
forth  with  respect  to  1.000  shares  of  $1 
par  value  stock  of  The  Hargrave  Silver 
Mines.  Ltd..  and  substituting  therefor  the 
certificate  number  15074. 

All  other  provisions  of  said  Vesting 
Order  11171  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington.  D.  C.  on 
April  12.  1949. 

-     For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Aftsistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3218;  Filed.    Apr.    25,    1949; 
8:48  a.  m.l 


[Vesting  Order  131471 
ELSE  KOSTER 


In  re:  Rights  of  Else  Ko.ster  under  In- 
surance contract.  File  No.  F-28-26763- 
H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Else  Koster,  whose  last  known 
address  is  Germany,  Ls  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) : 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contrrct  of  Insur- 
ance evidenced  by  policy  Nj.  3714-S.  S. 


Wednesday,  April  27,  1949 

0.-1135,  issued  by  The  Equitable  Life 
A.ssurance  Society  of  the  United  States, 
New  York.  New  York,  to  John  Koster, 
together  with  the  right  to  demand,  re- 
ceive   and    collect    said    net    proceeds, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.   R.    Doc.    49-3267:    Filed.    Apr.   26.    1949; 
8  49  a.  m.] 


I  Vesting  Order  13113] 
Hermann  Ruoft 


In  re:  Property  of  Hermann  Ruoff. 
also  known  as  Franz  Hermann  Ruoff. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive. Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Hermann  Ruoff,  also  known  as 
Franz  Hermann  Ruoff.  is  a  citizen  of 
Germany,  who,  on  or  since  the  effective 
date  of  Executive  Order  8389,  as  amend- 
ed, and  on  or  since  December  11,  194i, 
was  domiciled  and  resident  in  Germany 
and  Is  a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: All  right,  title,  interest  and  estate, 
legal  and  equitable.  If  any.  of  Hermann 
Ruoff,  also  known  as  FVanz  Hermann 
Ruoff.  In,  to,  arising  out  of,  and  under  the 
property  described  in  Exhibit  A,  attached 
hereto  and  by  reference  made  a  part 
hereof. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 
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and  It  Is  hereby  determined: 

3.  That  the  national  Interest  of  the 
United  States  requires  that  the  said  Her- 
mann Ruoff.  also  known  as  Franz  Her- 
mann Ruoff,  be  treated  as  a  national  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used. 
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administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 


Executed   at  Washington,   D. 
April  12,  1949. 

For  the  Attorney  General. 


C.  on 


[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


Exhibit.^ 


I.  STOCK 


Name  o(  issuer 


N'ura- 
her  of 
shares 


Par  value 


Altnours  Securities,  Inc. 


American  Telephone  Tele(?raph  Co. 
Apalaohicola  Properties,  Inc.. 


The  Barnett  N'atlonal  Bank  of  Jacksonville, 

Jacksonville,  Fla. 
Receipt  for  Stock  lssue<l  t>y  the  Barnett 

National    Bank   of  Jacksonville,   Fla., 

dated  Oct.  23,  IMO,  for  stock  of  Barnett 

National  .^^curltles  Corp. 
Christopher  Point  Co 


E.  I.  Du  Pont  de  Nemours  A  Oo 

Florida  Bank  at  (^hlpley,  Fla 

Florida  Bank  at  PtftrkP,  Fla 

Florida  Bank  <Ic  Trust  Co.  at  Daytona 

Beach,  Fla. 
Florida  Bank  4  Trust  Co.  at  West  Palm 

Beach.  Fla. 
Florida  National  Bank  at  Ocala,  Fla...... 

Th«  Florida  National  Bank  &  Trust  <5o. 

at  Miami.  Fla. 
Florida  Safety  Deposit  Vault  Co 


Great  Kills  Improvement  Co. 
Hercules  Powder  Co 


Jacksonville  Properties,  Inc. 

Kennecott  Copper  Corp 

Lotw's  Inc 


Paramount  Pictures,  Inc , 

Sears,  Roebuck  &  Co 

Standard  Oil  Co.  (New  Jersey). 
St.  Joe  Pajier  Co 


Inlon  Pacific  R.  R.  Co.... 
United  Stales  Rubber  Co. 


The  Florida  National  Bank  at  Bartow.  Fla. 

1  he  Florida  National  Bank  of  Jacksonville. 
Fla. 

The  Florida  National  Bank  at  Lakeland. 
Fla. 

The  Florida  National  Bank  at  St.  Peters- 
burp,  Flu. 

Florida  Bank  at  Orlando,  Fla 


7 

308/1000 

31 

6 

17/100 

1 

1 


13 

78/100 

2700 

8 

4 

13 

44 

33 
160 

1 

42/1 «0 

22 

500 


13 

29/100 

100 

300 


200 

200 

200 

1,1»5 

1,000 

400 

49 
333 

80 

ITfl 

44 


*ino.oO 
100.00 
100.00 
100.00 
100.00 
100.00 

No  par  value 


100.00 

loaoo 
a5.oo 

28.00 
23.00 
23.00 

25.00 

23.00 
25.00 

100.00 
100.00 
1.00 
No  par  value 


100.00 

100.00 

No  par  value 


Class 


Certificate  No. 


-do. 


100 
No  par  value 

25.00 
100.00 

saoo 

100.00 

23.00 
2&.00 

23.00 

23. 00 

23.00 


Capital 

—  do 

...-do 

do 

do 

Common 

Capital 

Common 


Capital... 
do 

Common. 

Capital... 

.....do. 

do 

do 

do 

do 


do.„ 

do 

Common 

Voting  common. 


Capital.. 

do 

do 

Common. 


....do.., 

Capital. 
....do... 
Capital. 


Common 

First  preferred... 

Common  capital. 
do 


do 

do 

Capital 


14. 

15. 

irN'74987. 

23. 

24. 

1041. 

Receipt  No.  291 


43. 
44. 

WF  7120  to  WF  7141 

A-6. 

A-10. 

A-U. 

A-fl. 

SO. 
B200. 

44. 

127. 
C— 25 

A-33858  to  A-33861  for  100 
shares  each)  3-39028  and 
B-55549  for  60  shares 
each. 

18. 

19. 

C-386454. 

25300-100  shares. 
2.5307— 100  sliares. 
CU242»— KN)  share3. 
11592— 100  shares. 
C-i09977— 100  shares. 
N21I718— 100  shares. 
N291X98— 100  shares. 
BSSSTS.'J— 100  shares. 
B67M46— 100  shares. 
28*- 1  share. 
141—597  shares. 
227— 5«»r  shares. 
C-6523   to   C-ft532  for   100 

shares  each. 
P-4I80   to   P-4183   for   100 

shares  each. 
280. 
A-863. 

A-14. 

531. 

A-11. 


together  with  all  funds  and /or  securities  received  on  or  since  September  29,  1948,  by  the 
Attorney  General  of  the  United  States  as  dividends  or  other  distributions  on  or  exchanges 
for  the  aforesaid  shares  of  stock  or  certificates  evidencing  the  same, 


BONDS 


Description 


United  States  of  America  Treasury  Bond 
2^-i%  with  Mar.  l.'J,  1949,  and  subsequent 
couixins  attached. 

State  of  MichlRan  Vct«rans'  Bonds— 1^% 
with  Mar.  15,  1949,  8.  C.  A. 

1  he  City  of  New  York  Serial  Bonds  for  the 
Construction  of  Schools,  2V4%— Series— 
26-E  with  Mar.  15,  1949,  and  8.  0.  A, 

1  he  City  of  New  York  Serial  Bonds  for  Vari- 
ous Municipal  Pur|x)se3,  2W%— 8erle»— 
23-V  with  Mar.  15, 1949,  and  8.  0.  A. 


Face  value 


V>.  000. 00 

20,000.00 
2,000.00 

1,000.00 


Dated 


Sept.  15, 1038 

Mar.  li,  1047 
Mar.  IS,  1»41 

do 


Due  date 


1950-52. 


Mar.  li,  I960 
Sept.  15,1955 

do 


Bond  Nos. 


19087  11. 


l«)72fi  to  180745  for  $1,000.00 

each. 
18911  and  1891  for  (1,000.00 

each. 

8189. 
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NOTICES 


Bonos— ^on  Hnned 


D«scriptioa 


Face  Tfthie 


DMed 


Oksluosa  County  Special  Roaa-BrVlfte  Dis- 
trict No.  »  Ki'fun'ling  fi^c  Hon(Js  due  Dec. 
1,  19*H,  represwilwl  by  Participation  Cer- 
tiflfale  No.  Z-ao,  Uated  OcU.bcr  IK,  IMO, 
t»!<UH<i  by  the  Florida  National  Bank  of 
Jark.sonville.  us  trustee  under  in<lenture  of 
ni.<it  "late'lOrf.  7.  lV4n,  of  23,W7  3nO,0Wtths 
of  $;;,(K«i.(»n  ftuv  vhIiu'. 

Fchool  District  i.f  the  Township  of  Ppriiiff- 
field.  MontKomcry  County,  Pa.,  Improve- 
ment Boiiils.  S«ries  of  1M»,  \^*'"i,  with 
Mar.  1,  IIMU,  and  S.  C.  A. 

Fchool  Dtetrict  of  the  Town.<ihip  of  SprinR- 
fleld,  Montgomery  Countv.  I'a..  Improve- 
ment Bondu,  Series  of  HMK.  Hi^J.  with 
Mar.  1.  1W<I.  P.  C.  \. 

Fcht«l  Dl'lrict  of  the  Township  of  Spring- 
field. Monteonicry  County,  Pa.,  Improvi'- 
ment  Bond.s.  Sorie.s  of  IWK,  I'/;,  with. 
Mar.  1,  IM'J,  S.  C.  A. 

SchiKil  Di.strict  of  the  Township  of  SpriiiK- 
field.  MonlKomiry  County,  Pa.,  Iniprovt- 
ment  Bonds,  Series  of  HM**,  W%,  with 
Mar.  1,  1M«.  S.  C.  A. 

School  District  of  the  Township  of  luper 
Darby.  Delaware  County,  Pa.,  School 
Bond  Series  19-24.  4^'l-. 

Pchool  District  of  Williamsport,  Lyconiinr 
Countv  Pa.,  Improvement  Bonds,  Series 
\mh.  2'i'",,  with  Mar.  Ift,  IWU.  S.  C.  A. 
Do 


ritv  of  Budapest.  Ilunpu-y,  External  Sink- 
Iriif  Fund  OoM  Bonds,  6%,  with  June  1, 
IWl,  S.  C.  A. 


Rima  Steel  Corp.  Hungary,  Rlmamurany- 
Salpolarjan  Iron  Works  Co..  Ltd.  7% 
CU*«'d  Kir^t  Mortmi^e  .-iO-Yeur  Sinking 
Fund  (iol<l  Bon.ls  with  Aug.  1,  1»41 
B.  C.  A. 


N  000. 00 

^  000.00 

.%000.00 

,%000.  00 

20,000.00 
15,000.00 

iaooo.oo 

47, 000. 00 


.do 


Due  date 


Sept.    1,1«5 


Bond  Not. 


do Sept.    1,1966 


4,000.00 


do 

do 

July    1,1924 

Mar.  18, 1048 

...do 

June    1, 1927 


Feb.     1. 1825 


Sept.    1,1967 

Sept.    1.1968 

July     1, 1954 

Mar  15,  1962 

Mar.  18,1964 
June    1,1962 


together  with  all  funds  and  or  securities  re- 
ceived by  the  Attorney  General  of  the  United 
States  on  or  since  September  29.  1948,  as 
Interest  or  other  distributions  on  or  In 
exchange  for  the  aforesaid  bonds. 

n.   CASH 

•6.901.19  representing  balance  of  Income 
and  principal  formerly  held  In  an  account 
entitled  "Madeleine  duPont  Rtioff  Agency 
Account."  maintained  with  the  Security 
Trust  Co..  Wilmington.  Delaware. 

»622.30  representing  the  balance  formerly 
held  In  a  checking  account  entitled  "Mrs. 
Madeleine  duPont  Ruoff."  maintained  with 
the  Security  Trust  Co.,  Wilmington,  Dela- 
ware, and 

»152  40  representing  the  balance  formerly 
held  In  a  checking  account  entitled  "Mrs. 
Madeleine  duPont  Ruoft  Account  No.  2." 
maintained  with  Security  Trust  Co.,  Wil- 
mington. Delaware. 

III.  That  certain  tract  or  parcel  of  land 
Bltuated  In  Montgomery  County,  Pennsyl- 
vania, more  particularly  described  as  fol- 
lows: All  that  certain  lot  or  piece  of  ground 
with  the  messuage  or  tenement  thereon 
erected,  situate  in  Penn  Wynne.  Lower 
Merlon  Township,  Montgomery  County, 
Pennsylvania,  on  the  northeast  side  of  Har- 
rogate Road  at  the  distance  of  one  hundred 
twenty-eight  feet  southeastward  from  a  point 
or  corner  formed  by  the  northeast  side  of 
Harrogate  Road  ( if  extended )  with  the  south- 
east side  of  Hampstead  Road  (If  extended) 
containing  In  front  or  breadth  on  the  said 
Harrogate  Road  twenty-eight  feet  and  ex- 
tenduig  of  that  width  In  length  or  depth 
northeastward  between  parallel  lines  at  right 
angles  to  the  said  Harrogate  Road  one  hun- 
dred feet.  Including  on  the  rear  twelve  feet 
of  a  certain  nineteen  feet  wide  driveway 
which  extends  southeastward  from  Hamp- 
stead Road  and  communicates  at  lu  south- 
easternmost  end  with  a  certain  other  drive- 
way fifteen  feet  wide  which  extends  north- 
eastward from  Harrogate  Road  and  south- 
westward  from  Henley  Road.  Being  the  same 
premises  which  Martin  McWllllams.  widower, 
by  Indenture  bearing  dale  the  twenty-nlixth 


Feb.    1, 1955 


81  to  85  for  $1,000.00  each. 


86  to  90  tor  (1,000.00  each.. 


91  to  95  for  $1,000.00  each. 


96  to  100  for  $1,000.00  each. 


832  to  551  for  $1,000.00  each. 


1185   to   1199   for   $1,000.00 
each. 

1391    to   1400   for   $l,00«>.m 

each. 
1  .■««  7  for  jaai.OO  each;  1 125"*, 

112S3'7,     llONO.     W)l»ai. 

M7f./77,      7fi2l)21.      7u2i'. 

5«i«.   5305.   ilT7  79.  34HI. 

3126/29,  34V1,  lH7aO,  1«711 

12,    I8102/:i.    17««».   l,S2fi«'.. 

UMSn,  126<iy.  ll.'il'.l.  II.^IL' 

14,    1I304'()9.    nZM>/tiU   6 

$l.<¥K)(i(ie»ch. 
83<l,  iav»,  24»2  m  $1,000.00 

each^  243,  338  ^  $5U).iiU 

each. 


wltz.  co-trustees,  preaently  being  adminis- 
tered by  Secvirlty  Trust  Company,  successor 
Uustee.  Wilmington.  Delaware,  and  all  pay- 
ments of  principal  and  Income  thereunder 
received  by  the  Attorney  General  of  the 
United  States,  on  or  since  September  29, 1948. 

CASH 

$600.00  representing  Income  payable  to 
Madeleine  duPont  Ruoff  under  the  afore- 
said trust  agreement  dated  September  26, 
1905,  formerly  held  by  the  Security  Trust  Co., 
Wilmington,  Delaware. 

|F.    R.    Doc.    49-3212:    Piled,    Apr.    25,    1949; 
8:47  a.  m.] 


day  of  January  A.  D.  1929  and  recorded  at 
Norrlstown,  In  the  office  for  the  recording  of 
Deeds  In  and  for  the  County  of  Montgomery 
In  deed  book  No.  1070  page  554  &c..  granted 
and  conveyed  unto  Effle  C.  Wilson,  In  fee. 

rv.  That  certain  trust  agreement  dated 
April  16.  1937.  by  and  between  Security  Trust 
Company:  Madeleine  duPont  Ruoff,  Bessie 
duPont  Huldekoper,  Vlctorlne  duPont  Dent 
and  Alfred  V.  duPont;  Jessie  Ball  duPont, 
Reginald  S.  Huldekoper  and  Edward  Ball,  as 
executors  under  the  last  will  and  testament 
and  codicils  of  Alfred  I.  duPont,  deceased: 
and  Jessie  Ball  duPont,  Reginald  S.  Hulde- 
koper, Edward  Ball  and  the  Florida  National 
Bank  of  Jacksonville,  trustees  under  the  last 
will  and  testament  and  codicils  of  Alfred  I. 
duPont.  deceased,  presently  being  adminis- 
tered by  Security  Trust  Company,  trustee. 
WUmlngton,  Delaware,  and  all  paymenU  of 
principal  and  Income  thereunder,  received 
by  the  Attorney  General  of  the  United  States, 
on  or  since  September  29,  1943. 

V.  STOCK 

Name  of  Issuer:  E.  I.  duPont  De  Nemours 
&  Co.  Number  of  shares :  2.250.  Par  value :  No 
par  value.  Class:  Preferred  $450  series.  Cer- 
tificate No.:  K15602  23  for  100  shares  each; 
J31124  for  50  shares; 

together  with  all  funds  and  or  securities  re- 
ceived by  the  Attorney  General  of  the  United 
States  on  or  since  September  29.  1948  as 
dividends  or  other  distributions  on  or  In 
exchange  for  the  aforesaid  shares  of  stock 
or  certificates  evidencing  the  same, 

CASH 

11.42  representing  balance  of  Income  and 
principal  formerly  held  by  Security  Trust 
Co  ,  successor  trustee,  Wilmington.  Delaware, 
under  a  certain  trust  agreement  dated  Jan- 
uary 18,  1927.  between  Madeleine  duPont 
Hleblcr.  grantor,  and  Security  Trust  &  Safe 
Deposit  Company,  trustee. 

VI.  That  certain  trust  agreements  dated 
September  26,  1905,  by  and  between  Alfred 
I.  duPont.  grantor,  Bessie  G.  duPont;  and 
Pierre  S.  duPont  and  George  Qulntard  Hor- 


l Vesting  Order  13148] 
Elsi  ahd  Paul  Koster 

In  re:  Rights  of  Else  Koster  and  Paul 
Koster  under  insurance  contract.  File 
No.  F-28-26763-H-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Else  Koster  and  Paul  Koster. 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country 
(Germany!  ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  an  annuity  contract  of 
Insurance  evidenced  by  Certificate  No. 
25923,  issued  by  The  Equitable  Life  As- 
surance Society  of  the  United  States. 
New  York.  New  York,  to  John  Koster, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  Is 
evidence  of  ownership  or  control  by  ELse 
Koster  and  Paul  Koster.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terras  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended.  . 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Properly. 

[F.    R.    Doc.    49  32:8;    Filed,    Apr.    26,    1949; 
8:49  a.   m.) 


Wednesday,  April  27,  1949 

[Return  Order  295) 
Dr.  Giovanni  Colazza 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crea.se  or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Dr.  Giovanni  Colazza,  Rome,  Italy.  Claim 
No.  39952:  March  12.  1949  (14  F.  R.  1150); 
All  right,  title.  Interest  and  claim  of  any 
kind  or  character  whatsoever  of  Dr.  Giovanni 
Colazza  In  and  to  a  trust  under  the  will 
of  Helen  C.  Olfford.  deceased.  Co-Trustees: 
Oliver  Prescott.  Jr..  New  Bedford,  Massa- 
chusetts and  The  First  National  Bank  of 
New  Bedford,  New  Bedford.  Massachusetts: 
$3,463.75  In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   49-3278;    Filed.  Apr.  26,    1949; 
8:50  a.  m.] 


[Return  Order  803] 
Felix  VrviER 


Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses : 

Claimant.  Claim  No.,  Notice  of  Intention 
To  Return  Published,  and  Property 

Pellx  Vlvler,  2  Rue  3e  la  Oerance.  Berchem 
Ste.  Agathe.  Brussels.  Belgium;  Claim  No. 
34661:  March  9.  1949  (14  P.  R.  1078);  Prop- 
erty to  the  extent  owned  by  claimant  Im- 
mediately prior  to  the  vesting  thereof, 
described  In  Vesting  Order  No.  4031  (9  F.  R. 
13780,  November  17.  1944).  relating  to  the 
musical  composition  "Enchantresse"  (listed 
In  Exhibit  A  of  said  vesting  order) .  Including 
royalties  i^ertalnlng  thereto  In  the  amount' 
of  $121.08. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.    Doc.   49-3279:    Filed,   Apr.    26,    1949; 
8:51  a.  m.J 


FEDERAL  REGISTER 

[Return  Order  807) 
Pierre  Francois  Danel 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  Is  incor- 
porated by  reference  herein  and  filed 
herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Pierre  Francois  Danel,  Grenoble.  Prance: 
Claim  No.  4796;  March  4.  1949  (14  F.  R.  996) : 
Property  described  In  Vesting  Order  No.  667 
(8  F.  R.  4996.  April  17.  1943)  relating  to 
United  States  Letters  Patent  No.  2,207,479. 
This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  above 
patent. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 
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Executed   at  Washington,  D.  C,   on 
April  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R,   Doc.    49-3280:    Filed,   Apr.   26,    1949; 
8:51  a.  m.l 


[Return  Order  277] 
Marcel  Casse 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  Incorpo- 
rated by  reference  herein  and  filed  here- 
with. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 


Claimant  and  claim  No. 


Notice  of  Inten- 
tion to  return 
published 


Marcel  Cas.<«>.  Kssonnns 
(Seine  -  et  -  Oiso), 
France.  No.  35527. 


Jan.  28,  1040  (14 
F.  R.  404). 


Property 


Property  described  In  VcstinR  Order  No.  666  (8  F.  R.  5047,  April  17 
1943),  relatini?  to  United  States  Letters  Patent  Nos.  1,755.34»:  1  873* 
285;  1,891,344:  2,006,26();2,0;ix,543;  2.093,709  and  2,161,017:    '      '    '      ' 

Property  de.scribed  in  Vesting  Order  No.  293  (7  F.  R.  «S3«,  Xovember 
26,  1942),  rolating  to  Patent  Application  Ser.  No.  251,638,  filed  Jan- 
uary 18,  1939,  and  all  right,  title,  and  Interest  of  the  Attorney  Oeneral 
of  the  Inlted  States  in  and  to  Patent  Application  Ser.  No.  516.892 
filed  January  3.  1944; 

Property  described  In  Vesting  Order  No.  1601  (8  F.  R.  8566,  June  22. 
22.  1943),  relating  to  the  whole  of  the  first  and  a  one-half  part  of  the 
second  of  the  following  two  disclosures: 


TC  No. 


TC-427... 
TC-402... 


Inventor 


Marcel  Casse. 


Henri  Fousse  and 
Marcel  Casse. 


Invention 


Date  of 
Execution 


Machines  for  the  wet 
treatment  of  textile 
materials  or  the  like. 

Machine  for  splitting 
and  depilating  bides 
and  skins. 


Apr.     7, 1942 
Sept.  22, 1942 


This  return  shall  not  be  deemed  to  include  the  rights  of  any  licensees 
under  the  above  patents  and  applications. 


Appropriate    documents    and    papers 
effectuating  this  order  will  Issue. 

Executed   at  Washington,   D.   C,   on 
April  19,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.   R.   Doc.   49-3277;    FUed,   Apr.   26.    1949; 
8:50  a,  m.l 


Mrs.  Helene  Dokoxttchaeff 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  Increase 
or  decrease  resulting  from  the  adminis- 
tration thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 


Claimant,  Claim  No.,  Property,  and  Location 

Mrs.  Helene  DoltoutchaeflT,  Antwerp,  Bel- 
glum;  31249;  All  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatsoever  of 
Helene  Etokoutschaeff  In  and  to  the  estate 
of  Wllhelmine  Schneider,  also  known  as  Wll- 
helmlna  Schneider,  deceased:  $1,855.75  In 
the  Treasury  of  the  United  States. 

Executed  at  Washington,  D.  C,  on 
AprU  21,  1949. 

For  the  Attorney  General. 

[  SEAL  ]  Harold  I.  Baynton, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.   R.    Doc.    49-3282;    Filed.  Apr.    26,    1949; 
8:51  a.  m.| 


(Return  Order  312] 
Vincent  Scotto 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
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nation.  Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Vincent  Scotto.  3.  rue  Gustave  GoubUer, 
Pans.  Prance.  Claim  No.  36727;  March  12.  1949 
( 14  F.  R.  1148 1 ;  Property  to  the  extent  owned 
by  claimant  Immediately  prior  to  the  vesting 
thereof,  described  In  Vesting  Order  No  3430 
(9  F  R.  6464.  June  13.  1944;  9  F.  R.  13768. 
November  17.  1944)  relating  to  the  musical 
composition  entitled  "Vlenl  Vlenl"  (listed  in 
Exhibit  A  of  s&ld  vesting  order),  Including 
royalties  pertaining  thereto  In  the  amount  of 
•6,035  86. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington.  D.  C,  on 
April  19,  1949. 

For  the  Attorney  General. 

ls«ALl  Davtd  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  p.   R.   Doc.   49-3281;    Filed,   Apr.   26,    1949; 
8:51  a.  m.] 


Louisa  Palasco 


KOTICB    OF    INTENTION    TO    RETTJKN    VESTED 
PROPERTT 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant,  Claim  No.,  Property  and  Location 

Louisa     Palasco,     Teramo,     Italy;     35978; 
♦400  00  In  the  Treasury  of  the  United  States. 

Executed   at  Washington,  D.   C,   on 
April  19,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-3283;    Filed.   Apr.    26.    1949; 
8:51  a.  m.l 


Richard  Stern 


MOTICS  or  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 


NOTICES 

Claimant,  Claim  No.,  Property,  and  Location 

Richard  Stern,  83  Avenue  des  Vosges. 
Strasbourg.  Prance;  12248;  $979.66  In  the 
Treasury  of  the  United  States. 

Executed  at  Washington,  D.  C,  on 
April  21,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-3284;    Piled,    Apr.    26,    1949; 
8:51  a.  m.j 


[Vesting  Order  131561 
Heinrich  Sine  et  al. 

In  re:  Rights  of  Heinrich  Sinz.  Karl 
Sinz  and  Josefa  Sinz  Harder,  et  al.  under 
insurance  contract.  Pile  No.  D-28- 
12551-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Heinrich  Sinz,  Karl  Sinz 
and  Josefa  Sinz  Harder,  whose  last 
known  address  is  Germany,  are  residents 
of  Germany  and  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  heirs,  next  of  kin.  legatees 
and  distributees,  names  unknown,  of 
Louis  Sinz,  deceased,  who  there  is  reason- 
able cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  Policy  No.  S.  L.  28609,  issued 
by  The  Lincoln  National  Life  Insurance 
Company,  Fort  Wayne,  Indiana,  to  Louis 
Sinz,  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
heirs,  next  of  kin,  legatees  and  distribu- 
tees, names  unknown,  of  Louis  Sinz,  de- 
ceased, are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  ased, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  SUtes. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,  on 
April  13,  1949. 

For  the  Attorney  General. 

I  SEAL  I  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.  R.   Doc.   49-3270;    Piled,   Apr.   M.    1949; 
8:49  a.  m.| 


[Vesting  Order  131571 
MASAin  Takahata 


In  re:  Rights  of  Masami  Takahata 
under  insurance  contract.  File  No.  F- 
39-6401-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  inve-'^tlgation,  it  is  hereby  found: 

1.  That  Masami  Takahata,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  WS-1 13557,  is- 
sued by  the  California-Western  States 
Life  Insurance  Company.  Sacramento, 
California,  to  Masami  Takahata,  to- 
gether with  the  right  to  demand,  receive 
and  collect  said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
'Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  13.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-3271:    Piled.   Apr.   26.    1949; 
8:49  a.  m.J 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration,  Department  of  Agriculture 

Subchapter  E — Account  Servicing 

Part  372— Secttpity  Servicing  and  Liqui- 
dations; Farm  Ownership  Loans 

SUBPART  a — GENERAL  SECURITY 
SERVICING 

Sections  372.2  and  372.3  in  Title  6. 
Code  of  Federal  Regulations  (13  F.  R. 
9458.  9459),  are  amended  to  read  as  fol- 
lows: 

5  372.2  Delegation  of  authority.  Sub- 
ject to  the  policies  and  procedures  pre- 
.scribed in  §§  372.1  to  372.11  with  respect 
to  direct  Farm  Ownership  loans  and  In- 
sured loans  which  have  been  assigned 
to  the  Government: 

'a)  The  State  Director  Is  authorized 
to: 

(1)  Approve  grant  of  easements  and 
rights-of-way  by  a  borrower. 

'2)  Approve  sale  or  exchange  of  por- 
tion of  farm. 

(3)  Approve  sale  or  exchange  of  water 
rights. 

(4>  Approve  sale  or  lease  of  mineral 
rights  owned  by  a  borrower. 

•5)  Assign,  without  recourse.  Farm 
Ownership  notes  and  security  Instru- 
ments. 

(b)  The  State  Director  or  his  dele- 
gate is  authorized  to: 

(1)  Determine  when  It  appears  that  a 
l)orrower  can  .secure  refinancing  credit 
and  require  refinancing  when  other  ac- 
ceptable credit  Is  available. 

(2)  Approve  a  lease  by,  or  to  lease  on 
behalf  of,  a  borrower. 

<3>  Execute  a  caretaker's  agreement. 

(4)  Make  or  authorize  the  advance  of 
funds  on  behalf  of  a  borrower  and  charge 
the  amount  to  the  borrower's  Farm  Own- 
ership account. 

<5)  Approve  the  sale  of  a  farm  outside 
the  program. 

(c)  The  State  Field  Representative  is 
authorized  to: 

( 1 )  Consent  to  the  construction  or  al- 
teration of  buildings  other  than  planned 
when  the  labor  and  material  cost  will 
exceed  $500  and  is  paid  by  the  borrower. 

(2)  Approve  the  sale  or  exchange  (in- 
cluding removal)  of  timber  when  the 
proceeds  of  the  sale  c  r  sales  within  a  12- 
month  period  will  exceed  $100. 


(3)  Approve  the  sale  (including  re- 
moval) of  sand,  gravel,  stone,  or  coal 
which  the  borrower  owns  when  the  pro- 
ceeds of  the  sale  or  sales  within  a  12- 
month  period  will  exceed  $100. 

(d)  The  County  Supervisor  is  author- 
ized to: 

<  1 )  Consent  to  the  construction  or  al- 
teration of  buildings  other  than  planned 
when  the  labor  and  material  co.st  will  not 
exceed  $5C0  and  Is  paid  by  the  borrower. 

(2)  Approve  the  sale  or  lease  of  naval 
stores. 

<3)  Approve  the  sale  or  exchange  (in- 
cluding removal)  of  timber  when  the 
proceeds  of  the  sale  or  sales  within  a  12- 
month  period  will  not  exceed  $100. 

<4)  Approve  the  sale  (including  re- 
moval) of  sand,  gravel,  stone,  or  coal 
which  the  borrower  owns  when  the  pro- 
ceeds of  the  sale  or  sales  within  a  12- 
month  period  will  not  exceed  $100.  (Sec 
41  «i>,  60  Stat.  1066,  7  U.  S.  C.  1015  (I)) 
[FHA  Instruction  465.1] 

§  372.3     Refinancing  with  respect   to 
loans  made  on  and  after  November  1, 
1946.    The  Bankhead-Jones  Farm  Ten- 
ant Act,  as  amended,  and  the  security  in- 
struments executed  on  or  after  Novem- 
ber 1,  1946,  require  the  borrower,  upon 
request  of  the  Secretary,  to  apply  for  and 
accept  a  loan  in  sufficient  amount  to  re- 
pay the  secured  indebtedness.   Each  year 
following  completion  of  the  checkout,  the 
County  Supervisor  will  review  all  out- 
standing direct  and  insured  Farm  Own- 
ership loans  made  on  or  after  November 
1.  1946,  and  will  present  for  considera- 
tion of  the  County  Committee  those  loans 
on  which  35  percent  or  more  of  the  prin- 
cipal of  the  loan  has  been  repaid.    The 
County    Committee    will    consider    and 
make  Its  recommendation  as  to  those 
borrowers  who  it  believes  may  be  able 
to  secure  other  financing  on  reasonable 
rates  and  terms  prevailing  In  the  com- 
munity but  not  to  exceed  the  interest 
rate  of  5  percent.     Before  making  its 
recommendation,  the  County  Committee 
may  deem  It  advisable  to  make  a  pre- 
liminary check  In  the  area  to  determine 
if  such  credit  appears  to  be  available. 
Their  findings  will  be  included  In  their 
recommendation  to  the  State  Director. 
Each  borrower  who  the  County  Commit- 
tee believes  may  be  able  to  secure  such 
refinancing  shall  be  notified  by  a  letter 
from  the  County  Supervisor  to  attempt 
to  secure  other  financing  and  to  report 

(Ck>ntlnued  on  neit  page) 
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the  results  of  his  efforts  to  the  County 
Supervisor  within  60  days.  In  the  ca.se 
of  an  Insured  loan,  a  copy  of  the  letter 
will  be  forwarded  to  the  holder  of  the 
mortgage  (deed  of  trust).  At  the  ex- 
piration of  the  60-day  period,  the  County 
Supervisor  will  submit  to  the  County 
Committee  a  list  of  those  borrowers  who 
have  reported  that  other  financing  Is 
available,  a  list  of  those  who  have  re- 
ported that  other  financing  Is  not  avail- 
able, and  a  list  of  those  borrowers  who 
have  not  responded  to  the  letter.  Bor- 
rowers who  are  able  to  secure  other 
financing  will  be  Instructed  to  proceed 
and  their  cases  will  be  handled  in  the 
same  manner  as  repayments  of  loans  In 
full.  The  County  Committee  will  recom- 
mend to  the  State  Director  the  action 
which  should  be  taken  with  respect  to 
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borrowers  who  reported  that  they  are 
unable  to  secure  other  financing  and  the 
borrowers  who  failed  to  respond  to  the 
County  Supervisor's  letter.     The  State 
Director  will  determine  whether  to  give 
the  borrower  another  opportunity  to  re- 
finance, to  assist  in  locating  other  lend- 
ers who  might  refinance  the  borrower's 
Indebtedness,  or  to  proceed  with  liquida- 
tion  of   the   borrower's   security.     The 
State  Director  will  take  into  considera- 
tion the  progress  the  borrower  has  made, 
his  continued  need  for  supervision  and 
whether    his    failure    to    secure    other 
financing  demonstrates  a  lack  of  good 
faith.    In  any  ca.se  where  the  borrower 
has  not  attempted  In  good  faith  to  se- 
cure other  financing   when   it   appears 
that  other  financing  is  available,   and 
that  with  such  other  financing  the  bor- 
rower Is  likely  to  succeed  in  the  repay- 
ment   of    the    refinanced    balance,    the 
State  Director  will  proceed  with  the  liqui- 
dation of  the  security.     (Sec.  41  (i>.  60 
Stat.  1066;  7  U.  S.  C.  1015  (i) .     Interprets 
and  applies  sees.  3  (b>  i6)  and  (7i,  12  (c) 
(4>,  42  (d>,  44  <c).  60  Stat.  1074.  1075. 
1076,  1067.  1C69;  7  U.  S.  C.  1003  (b)    (6> 
and  (7>,  1005b  (c)   (4).  1016  (d),  1018 
(c) )     IPHA  Instruction  465.1  ] 

Dated:  April  4,  1949. 

I  SEAL  1  DiLLARD  B.   LaSSETER, 

Administrator. 
Fanners  Home  Administration. 


Approved:  April  22,  1949. 

Charles  P.  Brannan, 
Secretary  of  Agriculture. 

(F.   R.   Doc.   48-3317;    Filed.   Apr.   27.    1949; 
8:52  a.  m.| 


Part      372 — Secitrity      Servtciwg      and 
Liquidations;  Farm  Ownership  Loans 

subpart  r — sale  of  farms  not  suitable 

FOR  PURPOSES  or  TITLE  I 

Section  372.102  in  Title  6,  Code  of  Fed- 
eral Regulations  (13  P.  R.  9470),  is 
amended  to  read  as  follows: 

5  372.102  Delegation  of  authority. 
Subject  to  the  policies  and  procedures 
contained  in  5§  372.102  to  3'72.109  and  in 
5  §372.81  to  372.84,  with  respect  to  ac- 
quired farms,  or  parts  thereof,  deter- 
mined not  to  be  suitable  for  the  purposes 
of  title  I : 

(a)  The  State  Director  Is  authorized 
to: 

(1)  Accept  or  reject  bids  and  negotiate 
for  the  sale  of  such  farms,  or  parts 
thereof. 

(2)  Execute  deeds  and  other  instru- 
ments necessary  in  connection  with  such 
sales. 

(b)  The  State  Director  or  his  delegate 
is  authorized  to: 

(1)  Procure,  and  approve  vouchers  In 
payment  of,  appraisals  of  such  farms,  or 
parts  thereof. 

(2)  Invite  bids  or  solicit  offers  In  con- 
nection with  the  sale  of  such  farms,  or 
parts   thereof.      (Sec.   41    (i),  60   Stat. 


FEDERAL  REGISTER 

1066:    7  U.   S.  C.    1015    (D)    (FHA   In- 
struction 465  61 

Dated:  April  4,  1949. 

[seal]  Dillard  B.  Lasseter, 

Administrator, 
Farmers  Home  Administration. 

Approved:   April  22.  1949. 

Charles  F.  Brannan. 
Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3316:    Filed,    Apr.    27,    1949; 
8:52  a.  n.J 


Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  C — Loans,  Purcha»*i,  and  Other 
Operations 

11948  C.  C.   C.   Wheat   Bulletin.  1,   Supp.   2, 
Amdt.   4 1 

Part  671— Wheat 

SUBPART — 1948    WHEAT   LOAN   PROGRAM 

Correction 

Federal  Register  Document  49-3223. 
appearing  at  page  2043  of  the  issue  for 
Tuesday,  April  26,  1949,  should  be  desig- 
nated "Amdt.  4"  rather  than  "Amdt.  3" 
to  1948  C.  C.  C.  Wheat  Bulletin  1,  Supp. 
2,  as  set  forth  above. 

TITLE  12— BANKS  AND 
BANKING 

Chapter  It — Federal   Reserve   System 

Subchapter  A — Board  of  Oovernort  of  the 
Federal  Reserve  System 

Part  220 — Credit  by  Brokers,  Dealers, 
AND  Members  of  National  Securities 
Exchanges 

miscellaneous  amendments 

1.  EfTective  May  1.  1949,  Part  220  is 
hereby  amended  in  the  following  re- 
spects : 

a.  The  second  paragraph  of  §  220.3 
(b)  Is  amended  to  read  sis  follows: 

A  transaction  consisting  of  a  with- 
drawal of  cash  or  registered  or  exempted 
securities  from  a  general  account  shall 
be  permissible  only  on  condition  that  no 
cash  or  securities  need  to  be  depo.sited 
in  the  account  in  connection  with  a 
transaction  on  a  previous  day  and  that, 
in  addition,  the  transaction  (including 
such  withdrawal)  on  the  day  of  such 
withdrawal  would  not  create  an  excess  of 
the  adjusted  debit  balance  of  the  account 
over  the  maximum  loan  value  of  the  se- 
curities In  the  account  or  increase  any 
such  excess. 

b.  Section  220.4  (c)  (7)  Is  amended 
to  read  as  follows: 

(7)  The  7-day  periods  specified  in  this 
paragraph  refer  to  7  full  business  days. 
The  35-day  period  and  the  90-day  pe- 
riod specified  herein  refer  to  calendar 
days,  but  if  the  last  day  of  any  such  pe- 
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rlod  Is  a  Saturday.  Sunday,  or  holiday, 
such  period  shall  be  considered  to  end 
on  the  next  full  busine.'^s  day.  For  the 
purposes  of  this  paragraph,  a  creditor 
may.  at  his  option,  di.'-rcgard  any  sum 
due  by  the  customer  not  exceeding  $100. 

c.  Section  220.4  (c)  (8)  is  amended  by 
adding  the  following  at  the  end  thereof: 

For  the  purposes  of  this  subparagraph 
the  cancellation  of  a  transaction,  other- 
wise than  to  correct  an  error,  shall  be 
deemed  to  constitute  a  sale.     The  cred- 
itor may  disregard  for  the  purposes  of 
this  paragraph  a  sale  without  prior  pav- 
ment  provided  full  ca.sh  payment  is  re- 
ceived within  the  period  described   by 
subparagraph  (2)  of  this  paragraph  and 
the  customer  has  not  withdrawn  the  pro- 
ceeds of  sale  on  or  before  the  day  on 
which  such  payment  (and  also  final  pay- 
ment of  any  check  received  in  that  con- 
nection) is  received.    The  creditor  may 
so  disregard  a  delivery  of  a  security  to 
another  broker  or  dealer  provided  such 
delivery  was  for  deposit  into  a  special 
ca.<;h  account  which  the  latter  broker  or 
dealer  maintains  for  the  same  customer 
and  in  which  account  there  are  already 
sufficient  funds  to  pay  for  the  security  so 
purchased;  and  for  the  purpose  of  deter- 
mining in  that  connection  the  status  of 
a  customers  account  at  another  broker 
or  dealer,  a  creditor  may  rely  upon  a 
written  statement  which  he  accepts  in 
good  faith  from  such  other  broker  or 
dealer. 

2.  a.  This  amendment  is  Issued  pur- 
suant to  the  Securities  IZxchange  Act  of 
1934,  particularly  section  7  thereof.  Its 
purpose  is  to  facilitate  and  simplify  op- 
erations under  this  part.  The  rules  on 
withdrawals  and  substitutions  of  securi- 
ties in  undermargined  accounts  are  fur- 
ther liberalized,  and  the  rules  to  be  fol- 
lowed by  brokers  and  dealers  in  con- 
nection with  cash  accounts  are  simplified. 

b.  The  notice,  public  participation, 
and  deferred  effective  date  described  in 
section  4  of  the  Administrative  Proce- 
dure Act  are  not  followed  in  connection 
with  this  amendment  for  the  reasons 
and  good  cause  found,  as  stated  in  section 
2  <et  of  the  Board's  rules  of  procedure 
(12  CFR  262.2  (e)),  and  e.specially  be- 
cause in  connection  with  this  permLssive 
amendment  such  procedures  are  unnec- 
essary as  they  would  not  aid  the  persons 
affected  and  would  serve  no  other  useful 
purpose. 

(Sec.  11  (i).  38  Stat.  262;  12  U.  S.  C.  248 
(i).  Interprets  or  applies  sees.  3  (a), 
(b>,  7  (a),  (b).  (c).  (d),  8  (a).  17  (b)', 
23  (a).  48  Stat.  882,  886,  888,  897.  90li 
as  amended;  15  U.  S.  C.  78c-(a).  (b), 
78g-(a),  (b),  (c),  (d),  78h-(a).  78q-(b), 
78w-(a)) 

Board  of  Governors  of  the 
Federal  Reserve  System, 
fSEAL]     S.  R.  Carpenter, 

Secretary. 

|F.    R.    Doc.    49-3303;    Filed,    Apr.    27,    1949; 
8:56  a.  m.J 
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Part  221 — Loans  by  Banks  for  the 
PtTRPosE  OF  Purchasing  or  Carrying 
Registered  Stocks 

general  rule 

1.  Effective  May  1,  1949.  Part  221  is 
hereby  amended  by  amending  the  third 
paragraph  of  §  221.1  to  read  as  follows: 

S  221.1  General  rule.  •  *  • 
While  a  bank  maintains  any  such  loan, 
whenever  made,  the  bank  shall  not  at 
any  time  permit  withdrawals  or  substi- 
tutions of  collateral  that  would  cause  the 
maximum  loan  value  of  the  collateral  at 
such  time  to  be  less  than  the  amount  of 
the  loan.  In  case  such  maximum  loan 
value  has  become  less  than  the  amount  of 
the  loan,  a  bank  shall  not  permit  with- 
drawals or  substitutions  that  would  in- 
crease the  deficiency;  but  the  amount  of 
the  loan  may  be  increased  if  there  is 
provided  additional  collateral  having 
maximum  loan  value  at  least  equal  to  the 
amount  of  the  increase. 

2.  a.  This  amendment  is  issued  pur- 
suant to  the  Securities  Exchange  Act  of 
1934.  particularly  section  7  thereof.  Its 
purpase  is  to  liberalize  further  the  rules 
on  withdrawals  and  substitutions  of  col- 
lateral in  undermargined  loans. 

b.  The  notice,  public  participation,  and 
deferred  effective  date  described  in  sec- 
tion 4  of  the  Administrative  Procedure 
Act  are  not  followed  In  connection  with 
this  amendment  for  the  reasons  and  good 
cause  found,  as  stated  In  section  2  le) 
of  the  Board's  Rules  of  Procedure  *12 
CPR  262.2  (e) ) .  and  especially  because 
In  connection  with  this  permissive 
amendment  such  procedures  are  unnec- 
essary as  they  would  not  aid  the  persons 
affected  and  would  serve  no  other  useful 
purpose. 

(Sec.  11  (i).  38  Stat.  262;  12  U.  S.  C.  248 
(i).  Interprets  or  applies  sees.  3  »a>, 
(b>  7  17  (b).  23  (a>.  48  Stat.  882.  886. 
897.' 901  as  amended;  15  U.  S.  C.  78c.  78g. 
78q  (b).  78w  (a) ) 

Board  of  Governors  of  the 
Federal  Reserve  System, 
[SEALI     S.  R.  Carpenter, 

Secretary. 

IP.    R.    Doc.    4»-3302;    Piled,   Apr.    27.    1949; 
8.56  a.  m.l 


RULES  AND  REGULATIONS 

100  pounds)"  after  '^OO.OOO  bushels"  In 
each  such  section. 

This  amendment  merely  states  the  ap- 
proximate milled-rlce  equivalent  of  200,- 
000  bushels  of  rice.  Since  the  amend- 
ment is  merely  an  Interpretative  rule, 
notice  and  public  procedure  are  unneces- 
sary under  section  4  of  the  Administra- 
tive Procedure  Act,  and  this  amendment 
may  be  made  effective  within  less  than 
thirty  days  after  publication  In  the  Fed- 
eral Register. 

<Sec.  8a,  as  added  by  sec.  10,  49  Stat. 
1500;  7  U.  S.  C.  12a) 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Federal  Reg- 
ister. 

Issued  this  22d  day  of  April  1949. 

[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R.    Doc     49-3290;    Filed,    Apr.   27,    1949; 
8:52  a.  m.l 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  I — Commodity  Exchange  Au- 
thority (Including  Commodity  Ex- 
change Commission),  Department 
of  Agriculture 

Part  2 — Special  Provisions  Applicable 
TO  Grains,  Flaxseed,  and  Soybeans 

AMOUNTS   FIXED    FOR   REPORTING    ON    FORMS 
201,  203,  AND  204 

By  Virtue  of  the  authority  vested  in  the 
Secretary  of  Agriculture  under  the  Com- 
modity Exchange  Act.  as  amended  (7 
U.  S.  C.  l-17a).  §5  2.20  and  2.21,  Part  2. 
Chapter  I.  Title  17.  Code  of  Federal  Reg- 
ulations are  amended  by  inserting 
"imllled  rice.  56.000  pockets  or  bags  of 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of   Customs,   De- 
partment of  the  Treasury 

[T.  D.  522011 

Part  16 — Liquidation  of  Duties 
conversion  of  currency;  french  franc 

Supplemental  Instructions  for  the  con- 
version of  the  French  franc  for  the  pur- 
pose of  assessment  of  duty  on  merchan- 
dise imported  into  the  United  States. 
Application  of  T.  D.  51989  extended  and 
5  16.4  (O,  Customs  Regulations  of  1943. 
amended. 

Reference  Is  made  to  T.  D.  51989  a3 
F.  R.  4591)  containing  Instructions  for 
the  use  of  the  "Offlciar'  and  "Free"  rates 
of  exchange  certified  by  the  Federal  Re- 
serve Bank  of  New  York  for  the  French 
franc  for  the  purpose  of  assessment  of 
duties  on  merchandise  exported  from 
France.  Algeria.  Tunisia,  or  Morocco  on 
or  after  February  2.  1948. 

It  was  stated  in  that  Treasury  decision 
that  the  Federal  Reserve  Bank  had  in- 
formed the  Department  that  it  had  not 
determined  what  rate  or  rates  it  would 
certify  for  dates  on  or  after  January  26. 
1948.  and  prior  to  February  2.  1948.  The 
Bank  has  now  certified  the  "Offlcial" 
and  'Free"  rates  for  the  franc  for  dates 
from  January  26  to  January  30.  1948 
(January  31  and  February  1  being  Sat- 
urday and  Sunday  > .  The  certified  ••Offl- 
cial" and  "Free"  rates  for  those  dates 
shall  be  used  in  accordance  with  the  in- 
structions contained  In  the  above-men- 
tioned T.  D.  51989.  These  rates  will  be 
published  In  a  Customs  Information  Ex- 
change circular  in  the  near  future. 

Section  16.4  (O.  Customs  Regulations 
of  1943  tl9  CFR,  Cum.  Supp.,  16.4  (c)), 
as  amended,  is  hereby  further  amended 
by  adding  the  number  and  date  o^bls 
Treasury  decision  and  the  Federal 
Register  citation  thereof  opposite 
"French  francs"  In  the  list  of  foreign 
currencies  for  which  instructions  have 
been  Issued  under  section  522  (O  of  the 
Tariff  Act  of  1930  (31  U.  S.  C.  372  (O ). 


(R.  S.  251.  sees.  505.  624.  46  Stat.  732, 
759,  sec.  522,  46  Stat.  739;  19  U.  S.  C. 
66,  1505,  1624,  31  U.  S.  C.  372) 

No  notice  of  the  proposed  Issuance  of 
this  document  has  been  published  In  the 
Federal  Register  pursuant  to  section  4 
of  the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003).  T.  D.  51989  (13  F.  R. 
4591)  contains  complete  Instructions  for 
the  use  of  the  dual  rates  for  the  French 
franc  for  dates  for  which  the  Bank  had 
decided  at  the  time  of  the  Issuance  of 
the  Treasury  decision  that  it  would  cer- 
tify such  rates.  ThLs  document  merely 
extends  the  application  of  those  Instruc- 
tions to  exportations  on  earlier  dates  for 
which  the  Bank  has  since  certified  the 
dual  rates.  For  this  reason  it  Ls  found 
that  notice  and  public  procedure  thereon 
under  section  4  of  the  Administrative 
Procedure  Act  are  unnecessary. 

[seal!  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  April  21.  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

[F.    R.   Doc.    49-3291;    Piled.    Apr.    27,    1949; 
8:52  a.  m.] 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — Office  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg..'  Amdt.  90] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of   1947,  as 

Amende'd 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  In 
the  following  respect: 

Schedule  A.  item  23.  Is  amended  to 
read  as  follows : 

(23)    [Revoked  and  decontrolled.! 

This  decontrols  from  §5  825.1  to  825.12 
all  of  the  Uttle  Rock.  Arkansas,  Defense- 
Rental  Area. 

(Sec.  204  (d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (d).  Applies  sec.  204, 
61  Stat.  197,  as  amended  by  62  Stat.  37. 
94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  Sup.  1894) 

This  amendment  shall  become  effec- 
tive April  26,  1949. 

Issued  this  25th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

IF.  R.  Doc.  49-3336;  Filed.  April  27.  1949; 
8:53  a.  m.) 


>  13  F.  R.  570«,  5788.  6877.  5937.  8248.  8283. 
6411,  6656.  6881.  6910.  7299.  7671.  7801,  7862, 
8217,  8327.  8386;  14  F.  R.  17.  93.  143.  271. 
337.  456.  627.  632.  695.  856.  918.  979.  1005. 
1083.  1345.  1394.  1519.  1570.  1571.  1687,  1666, 
1667,  1733.  1760.  1823.  1868.  1932. 


Thursday,  April  28,  1949 

I  Controlled  Rooms  in  Rooming  Houses  and 
Other  Establlshmentfi  Rent  Reg..'  Amdt.  86] 

Part  825— Rent  Regulations  Under  the 
Housing   and   Rent  Act   of    1947.   as 

Amended 

rent  regulation  for  controlled  rooms  in 
rooming  houses  and  other  establish- 
ments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Hou.ses  and  Other 
E.stab)l.«;hments  (5§  825.81  to  825  92)  is 
amended  in  the  following  respect: 

Schedule  A.  Item  23.  Is  amended  to 
read  as  follows: 

(23)    [Revoked  and  decontrolled.) 

This     decontrols     from     §§825.81     to 
825.92  all  of  the  Little  Rock.  Arkansas 
Defense-Rental  Area. 

^Sec.  204  (d).  61  Stat.  198;  50  U.  S.  C. 
App.  Sup.  1894  (dt.    Applies  sec.  204.  61 
Stat.  197.  as  amended  bv  62  Stat.  37  94 
Pub.  Law  31.  81st  Cong.;  50  U.  S.  C.  App.' 
Sup.  1894  > 

This  amendment  shall  become  effective 
April  26.  1949. 

Issued  this  25th  day  of  April  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

IF.    R.    Doc.    49  3337;    Filed.    Apr.    27,    1949; 
8:C3  a.  m.j 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Joint  Procurement  Regulations 

miscellaneous  amendments 

The  Joint   Procurement   Regulations, 
formerly  published  as  Parts  801  to  813 
inclu.'iive.  of  Chapter  VIII.  Title  10.  are 
amended  by  changing  §§802  109-1   (e> 
803.115-3  (c».  804  114-3.  and  809  302.  and 
by     adding     §  §  805.203-2.     809.302-1 
809.302-2.  and  809.604  (h).  as  follows: 

§802.109-1  Department  of  the  Army: 
fraud  and  criminal  conduct. 

•  •  •  •  , 

(e)  Preliminary  reports.  As  .-^oon  as 
possible  after  receipt  of  the  notice  of 
suspension,  and  within  30  days,  or  when 
reporting  suspicion  of  fraud,  the  head 
of  each  technical  service  and  the  com- 
manding general  of  each  army  (ZI)  will 
submit  a  brief  report.  Contractor  and 
Contract  Suspensions  Under  JPR  2-109 
(Reports  Control  Symbol  CSGLD-228> 
Indicating  the  current  contractual  re- 
lationship between  the  suspended  con- 
tractor and  the  agency  submitting  the 
report.  This  report  will  consist  of  a 
brief  statement  of  the  status  of  out- 
standing contracts,  either  proposed,  cur- 
rent, or  terminated  but  unsettled.  The 
extent  to  which  such  persons  or  firms 
are  considered  necessary  and  essential 
suppliers  will  be  Indicated.    Negative  re- 


'  13  F.  R.  6760,  6789,  5875.  5937.  6938.  6247 
6283.  6411.  6566.  6882,  8911.  7299,  7672.  7801 
7862,  8218.  8328,  8388;  14  F.  R.  18.  272  337. 
457.  627.  682,  695,  857,  918,  978,  1083,  1345. 
1520.  1570.  1582.  1587. 
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ports  Indicating  no  current  or  presently 
proposed  contracts  are  required. 

*  •  •  •  • 

§  803.115-3     Failure  to  submit  satis- 
factory evidence.     •     •     • 

( c  >  The  contracting  officer  will  furnish 
a  copy  of  such  resulting  instructions  as 
he  may  receive  in  the  premises,  or  copy 
of  the  decision  of  the  Comptroller  Gen- 
eral. If  any,  to  the  disbursing  officer  mak- 
ing payments  under  the  contract,  in 
order  that  such  instructions  or  decisions 
may  be  u.sed  by  the  disbursing  officer 
in  support  of  any  payment  made  by  him. 
In  addition,  the  decision  of  the  Comp- 
troller General  will  al.so  be  cited  by  num- 
ber and  date  on  the  copy  of  U.  S.  Stand- 
ard Form  No.  1036  intended  for  the 
General  Accounting  Office  or  a  copy 
thereof  securely  attached  to  that  form. 

*  •  •  •  • 

§  804.114-3  Limitation.  No  action 
shall  be  taken  by  the  chiefs  of  the  pro- 
curing services  with  respect  to  .stand- 
ardization of  equipment  under  this  au- 
thority without  the  prior  approval  of 
the  Secretary.  This  authority  will  not 
be  availed  of  except  In  unu.<;ual  cases 
in  an  initial  procurement  of  a  particular 
item.  Within  the  Department  of  the 
Army,  the  provisions  of  AR  15-440  are 
applicable. 

*  •  •  •  • 

§  805.203-2  Mistake  in  bid.  Where 
an  award  involves  a  mistake  in  bid  on 
which  the  Comptroller  General  has 
rendered  a  decision,  see  §803.115-3  (o. 

*  *  •  •  » 

§  809  302  Premium  wage  compensa- 
tion. 

§809.302-1  Department  of  the 
Army— ia>  General.  Premium  rates 
(Other  than  overtime)  will  not  he  paid 
without  express  approval  of  the  Chief, 
Current  Procurement  Branch.  Logistics 
Division.  General  Staff.  United  States 
Army. 

(b)  Overtime.  It  is  the  general  policv 
of  the  Department  of  the  Army  that  its 
contracts,  particularly  those  of  a  cost 
reimbursement  type,  be  performed  with- 
out overtime  work  on  the  part  of  em- 
ployees of  the  contractor  or  the  Govern- 
ment. 

(1»  The  following  policies  will  be  fol- 
lowed : 

•  D  Effective  as  of  March  3,  1949,  the 
authority  for  approval  of  such  overtime 
deviations  as  may  be  required  is  here- 
by delegated  to  the  heads  of  the  tech- 
nical services. 

(11)  Requests  for  and  approvals  of  re- 
quests for  deviation  to  the  above-ex- 
pressed overtime  policy  will  be  kept  to  a 
minimum. 

(iii)  Utilization  of  such  approvals  as 
may  be  given  by  the  head  of  a  technical 
service  will  be  confined  to  the  meeting 
of  essential  deadlines  necessary  to  the 
performance  of  the  contract  solely  in  the 
interests  of  the  Government. 

(iv)  In  granting  such  approvals.  It 
will  be  the  responsibility  of  the  head  of 
a  technical  service  to  restrict  such  over- 
time work  to  the  absolute  minimum  re- 
quired for  the  accomplishment  of  the 
specific  work  for  which  the  deviation 
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was  requested  and  for  which  the  ap- 
proval was  given. 

(2)  The  above  policy  is  not  to  be  con- 
strued as  forbidding  the  use  of  overtime 
necessitated  because  of  disaster  or  emer- 
gency. 

(3 1  Any  case  concerning  overtime 
which  may  arise  and  which  does  not  fall 
within  the  foregoing  authorization  will 
be  referred  to  the  Chief.  Clurrent  Pro- 
curement Branch.  Logistics  Division 
General  Staff.  United  States  Army,  for 
consideration. 

§  809.302-2  Department  of  the  Air 
Force— i&)  General.  Premium  rates  will 
not  be  paid  without  express  approval  of 
the  Commanding  General.  At  Materiel 
Command,  or  such  officer  or  person  as 
he  may  designate. 

(b)  Report.  A  monthly  report  of  ac- 
tions taken  under  this  authority  (Re- 
ports Control  Symbol  AF-MD-F34)  will 
be  submitted  to  the  Deputy  Chief  of 
Staff.  Materiel.  Headruartcrs.  United 
States  Air  Force.  Attention:  Director. 
Procurement  and  Industrial  Planning,  as 
of  the  last  day  of  each  calendar  month. 

•  •  •  •  • 

§  809.604  Interpretations  not  found  in 
publications  furnished  contracting  offi- 
cers.   •    •    • 

(h)  The  Department  of  Labor  under 
date  of  March  15.  1949.  has  amended  sec- 
tion 11  (hi  on  page  7  of  Rulings  and 
Interpretations  No.  3  by  adding  the  com- 
modity "edible  tallov."  to  the  list  of 
perishables  contained  therein. 

•  •  •  •  « 

fProc.  Cir.   10,   1949]    (Pub.  Law  413 
80th  Cong.) 

[seal]  Edward  P.  Witsell. 

Major  General, 
The  Adjutant  General. 

|F.   R.    Doc.    49-.3309;    Filed.    Apr.   27,    1949; 
8.46  a.  m.l 


TITLE  36--PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter    I— National     Park     Service, 
Department  of  the  Interior 

Part  1 — General  Rules  and  Regulations 

Part  13— AnmssioN,  Guide,  Elevator, 
and  AtrroMOBiLE  Fees 

Part  20— Special  Regulations 

ML-rCELLANEOUS    AMENDMENTS 

1.  Paragraph  (n),  reading  as  follows 
Is  added  to  §  1.4  Fishing: 

<n)  During  any  period  of  emergency, 
or  to  prevent  overuse  by  fishermen  of 
waters  open  to  fishing  in  the  parks  and 
monuments,  the  superintendents,  in 
their  discretion,  may  close  to  fishing  all 
or  any  part  of  such  open  waters  for  such 
periods  of  time  as  may  be  necessary: 
Provided,  That  notice  thereof  .shall  be 
given  by  the  posting  of  appropriate  signs 
and  markers. 

2.  Section  1  20  Grazing,  is  amended  to 
read  as  follows: 

5  1.20  Grazing  and   agricultural   use. 
(a  <  The  running  at  large,  herding,  driv- 
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Ing  across,  or  grazing  of  livestock  of  any 
kind  on  the  Government  lands  in  the 
parks  and  monuments,  or  the  use  of 
such  lands  for  agricultural  purposes,  is 
prohibited,  except  where  authority 
therefor  has  been  granted  pursuant  to  a 
revocable  permit  Issued  by  an  authorized 
officer  or  employee  of  the  National  Park 
Service.  Applications  for  such  authori- 
zation may  be  addressed  to  the  superin- 
tendent of  the  area  involved. 

(b»  Paragraph  (a)  of  this  section  Is 
sub.iect  to  the  exception  contained  in  the 
act  of  Congress  approve<*-  February  26. 
1929  1 45  Stat.  1314  >,  relating  to  grazing 
•In  Grand  Teton  National  Paik,  and  to 
the  exception  contained  in  the  act  of 
Congress  approved  February  14.  1931  <46 
Stat.  1161  >.  reserving  to  the  Navajo 
Tribe  of  Indians  the  right  to  the  surface 
use  of  lands  in  the  Canyon  de  Chelly 
National  Monument  for  agriculture, 
grazing,  or  other  purposes. 

(c>  No  authority  may  be  granted  for 
grazing  in  Yellowstone  National  Park. 

3.  Section  13.6  Guide  fees  for  Lehman 
Caves,  is  amended  to  read  as  follows: 

§  13  6  Guide  fees  for  Lehman  Cares. 
In  L?hman  Caves  National  Monument. 
no  person  or  per-.ons  shall  be  permitted 
to  enter  the  caves  unle.ss  accompanied 
by  National  Park  Service  employees. 
Competent  guide  service  is  provided  by 
the  Government,  for  which  a  fee  of  42 
cents  shall  be  charged  each  person  en- 
tering the  caves. 

4.  Section  13.7  Guide  fees  for  Crystal 
Cave,  is  amended  to  read  as  follows : 

§  13.7  Guide  fees  for  Crystal  Cave. 
In  Sequoia  National  Park,  no  person  or 
persons  shall  be  permitted  to  enter 
Crystal  Cave  unless  accompanied  by 
National  Park  Service  employees.  Com- 
petent guide  service  is  provided  by  the 
Government,  for  which  a  fee  of  42  cents 
shall  be  charged  each  person  entering 
the  cave. 

5.  Section  13.13  Admission  fees;  77iis- 
cellaneous,  is  amended  as  follows: 

Paragraph  (a)  is  amended  to  read  as 
follows: 

(a)   An  admission  fee  shall  be  charged 
each    person    entering    the    following 
areas: 
Casttllo  de  San  Marcos  National  Monu-       Fee 

meat »0.  08 

Port  Pulaski  National  Monument .08 

George  Washington  Birthplace  Na- 
tional   Monument .08 

Fort  Raleigh  National  Historic  Site  ( ex- 
cept after  6:00  p.  m.  on  days  when 
the  pageant.  ■The  Lost  Colony,"  is 
presented  by  the  Roanoke  Island 
Historical    Association) .08 

Paragraph  (b>  Is  amended  to  read  as 
follows : 

(b>  An  admi.s.sion  fee  shall  be  charged 

each    person    entering    the    following 

places : 

Port  McHenry  National  Monument  and      Fee 
Historic    Shrine— Inner    Fort $0.08 

Colonial  National  Historical  Park: 

Mx)re  House -         .08 

Yorktown  Historical  Museum .08 

Morrlstown  National  Historical  Park- 
Ford  Museum  and  Mansion .08 

Prederlcksburg  and  Spotsylvania 
County  Battlefields  Memorial  Na- 
tional Military  Par:<— Museum .08 
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Chlckamauga    and    Chattanooga    Na-  Fee 

tlonal  MUltary  Park— Point  Park...  $0.08 

Vlcksburg    National    Military    Park- 
Museum .08 

Salem     Maritime     National     Historic 

Site — Derby  House .25 

Vanderbllt  Mansion  National  Historic 

Site— Mansion .25 

Lincoln    Museum .08 

House  Where  Lincoln  Died .08 

Lee    Mansion    in    Arlington    National 

Cemetery .08 

Adams  Mansion  National  Historic  Site.  .  25 

Paragraph  (d)  is  amended  to  read  as 
follows : 

id)  A  fee  of  8  cents  shall  be  charged 
each  person  entering  the  Government 
area  on  Jamestown  Island  in  Colonial 
National  Historical  Park,  except  mem- 
bers of  the  Association  for  the  Preserva- 
tion of  Virginia  Antiquities.  The  fee 
shall  be  combined  with  a  fee  of  25  cents 
per  person  charged  for  admission  to  the 
area  owned  by  the  A.ssociation  for  the 
Preservation  of  Virginia  Antiquities  and 
included  within  the  Jame.stown  National 
Historic  Site. 

Paragraph  (e)  is  amended  to  read  as 

follows: 

<e>  A  fee  of  25  cents  shall  be  charged 
each  person  entering  the  Cyclorama 
Bu'lding  at  Getty.sburg  National  Military 
Park. 

6.  Section  13.17,  reading  as  follows,  is 
added  to  Part  13: 

§  13.17  Commercial  passenger -carry- 
ing vehicles.  Mammoth  Cave  National 
Park.  <a)  Permits  issued  by  the  Super- 
intendent shall  be  required  for  the  opera- 
tion of  commercial  passenger-carrying 
vehicles,  including  taxicabs.  carrying 
passengers  for  hire  within  the  Park.  The 
fees  for  such  permits  shall  be  as  follows: 

( 1 )  Annual  permit  for  the  calendar  year — 
$2  50  for  each  p.issenger-carrylng  seat  In  the 
vehicle. 

(2)  Quarterly  permit  for  a  period  begin- 
ning January  1.  April  1.  July  1,  or  October  1 — 
65  cents  for  each  passenger-carrying  seat  In 
the  vehicle. 

(3)  Permit  for  one  day — $1.00  per  vehicle. 

7.  Section  20.13  Yelloivstone  National 
Park,  is  amended  as  follows: 

Paragraplis  la*  Fishing;  open  sea-'ion; 
special  area,  (b)  Fishing:  closed  waters. 
(c)  Fishing:  limit  of  catch  and  in  posses- 
sion, and  <d)  Fishing;  restriction  on  use 
of  bait,  are  revoked. 

Paragraph  <e>  Weight  and  size  limits 
for  vehicles,  is  redesignated  paragraph 

Paragraph  (f)  Speed.  Is  redesignated 
paragraph  (b>. 

Paragraph  ig)  Trucking,  is  redesig- 
nated paragraph  (c). 

Paragraph  (h)  Boats,  Is  revoked. 

New  paragraphs,  reading  as  follows, 
are  added  to  S  20.13: 

(d)  Boats — (1)  Size  limitation.  No 
privately  owned  boat  more  than  30  feet 
in  length,  and  no  sailboat  of  any  charac- 
ter, shall  be  placed  or  operated  upon  the 
waters  of  the  Park. 

(2)  Removal  of  boats.  All  privately 
owned  boats  shall  be  removed  from  the 
Park  during  the  period  from  November  1 
to  April  30.  inclusive. 

(3)  Display  of  permit.  The  permit  Is- 
sued by  the  Superintendent  for  the  op- 


eration of  a  boat  upon  the  waters  of  the 
Park  must  be  carried  within  the  l)oat  at 
all  times  when  any  person  is  aboard,  and 
shall  be  exhibited  upon  request  to  any 
person  authorized  to  enforce  the  regu- 
lations in  this  chapter. 

(4>  Boat  equipment  and  requirementi, 
ii)  FVom  sunset  to  sunrise  all  boats  must 
display  a  clear  white  light  showing  all 
around  the  horizon. 

(ii>  All  boats  shall  carry  an  approved 
life  preserver,  ring  buoy,  or  buoyant  cush- 
ion for  each  person  on  board.  Such  de- 
vices shall  be  properly  secured  and 
stowed  so  as  to  be  readily  accessible  in 
emergency. 

(iii>  All  boats  having  built-in  or  in- 
board motors  shall  carry  one  fire  ex- 
tinguisher of  the  following  approved 
types  or  capacities:  1'4  gallon  foam, 
4-pound  carbon  dioxide,  or  1-quart  car- 
bon tetrachloride. 

<ivi  All  boats  powered  with  inboard 
motors  which  u.'^e  gasoline  as  fuel  shall 
have  carburetors  fitted  with  an  approved 
device  which  has  demonstrated  its  ability 
to  arrest  backfire.  Bilges  must  be  kept 
free  of  oil.  gasoline,  or  grease. 

(V)  All  boats  shall  have  a  bailing 
bucket  on  board,  unless  the  boat  is 
equipped  with  a  bilge  pump  or  similar 
bailing  device. 

(5i  Special  limits  for  small  boats.  No 
boat  16  feet  or  le.ss  in  length,  whether 
equipped  with  motor  or  propelled  with 
oars,  shall  be  operated  at  a  di.^tance  of 
more  than  one-fourth  mile  from  the 
shoreline  of  any  lake. 

(6»  Rules  of  the  road.  The  following 
rules  of  the  road  shall  be  ob.served: 

(i)  The  operation  of  boats  in  such  a 
manner  as  to  endanger  life  or  property 
is  prohibited. 

(ii >  In  narrow  channels  boats  shall  be 
operated  to  the  right  of  the  middle  of 
the  channel. 

(iii»  When  approaching  or  passing 
other  watercraft,  speed  shall  be  reduced 
so  that  the  wake  does  not  endanger  the 
other  craft. 

(iv)  Slow  speed  shall  be  maintained 
in  docking  and  fishing  areas  so  as  not 
to  endanger  persons  or  other  craft. 

( V »  Right-of-way  shall  be  given  larger 
craft. 

(7>  Registration  of  trip.  The  opera- 
tor of  each  boat  leaving  for  an  extended 
trip,  including  trips  of  overnight  dura- 
tion, shall  register  in  the  book  provided 
for  that  purpose  at  one  of  the  follow- 
ing locations:  (i)  Fishing  Bridge  Boat 
Dock,  <ii»  Lake  Ranger  Station.  <iii) 
West  Thumb  Ranger  Station,  livt  Mary 
Bay  Registration  Box,  (v)  Bridge  Bay 
Registration  Box.  or  (vi)  Lewis  Lake 
Campground  Registration  Box.  This 
registration  shall  Include  names  of  all 
persons  in  the  boat,  a  statement  of  the 
proposed  destination  and  intended  time 
of  return.  Upon  his  return,  the  opera- 
tor shall  indicate  in  the  registration  book 
the  time  of  his  return.  If,  after  an  ex- 
tended trip,  a  boat  is  removed  from  the 
particular  Park  water  or  is  docked  at  a 
point  other  than  the  place  of  departure 
for  the  trip,  the  operator,  shall  report 
at  once  to  the  nearest  registration  point 
and  record  in  the  registration  book  there 
provided,  the  time  of  his  return  from 
the  trip  or  departure  from  the  purticu- 
lar  Park  waicr. 
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f8)  Sanitation.  No  bottles,  cans,  rub- 
bish, or  refuse  of  any  kind,  Including 
wastes  from  chemical  toilets,  shall  be 
thrown  from  any  boat  into  Park  waters, 
or  from  docks  along  the  shore,  or  other- 
wise placed  in  the  waters  of  the  Park. 
Water  closets,  lavatories,  drains,  sinks. 
and  other  devices  which  discharge  di- 
rectly into  the  water  shall  be  .sealed  In 
such  a  manner  as  to  prevent  thpir  use. 

<9)  Limitation  of  boat  loads.  No  boat 
shall  be  operated  on  any  waters  of  the 
Park  with  more  than  a  safe  capacity 
load  of  pa.s.sengers  or  supplies. 

<10>  Restricted  landinr  areas.  The 
landing  of  boats  on  either  of  the  Islands 
designated  as  "Molly  Islands"  in  Yel- 
lowstone Lake,  or  the  disturbance  in 
any  manner  of  the  birds  inhabiting  the 
same  or  nesting  thereon,  is  prohibited, 
except  upon  written  permission  of  the 
Superintendent. 

<e)  Fishing — <1)  Open  season.  Ex- 
cept as  otherwise  provided,  the  open  sea- 
son for  fishing  in  the  waters  of  the  Park 
shall  be  from  sunrise  on  May  30  to  sun- 
set on  October  15. 

(2)  Limited  open  season.  (1)  All 
streams  emptying  into  Yellowstone  Lake, 
Including  the  mouths  of  such  streams, 
the  Yellowstone  River  and  its  tributaries 
from  a  point  10  yards  above  Fishing 
Bridge  to  the  Upper  Falls  at  Canyon, 
and  Grebe  Lake  are  open  to  fishing  from 
sunrise  on  July  1  to  sun.set  on  October 
15:  Provided,  however.  That  fishing  is 
prohibited  in  Yellow.stone  River  for  a  dis- 
tance of  250  yards  on  either  side  of  the 
center  of  Yellowstone  Cascades. 

<ii)  The  following  waters  are  open  to 
fishing  from  sunrise  on  May  30  to  sun- 
set on  September  30 : 

Madison  River. 
Maple  Creek. 
Campanula  Creek. 
Grayling  Creek. 


Cougar  Creek. 
Duck  Creek. 
Gneiss  Creek. 
Tepee  Creek. 


(3>  Night  fishing.  Night  fishing  Is 
prohibited  In  all  waters  of  the  Park  open 
to  fishing  during  specific  hours  of  Moun- 
tain Standard  Time  as  follows: 

<i>  From  opening  of  fishing  season  to 
August  31:  9:00  p.  m.  to  4:00  a.  m. 

(ii)  From  September  1  to  clo.se  of  fish- 
ing season:  8:00  p.  m.  to  5:00  a.  m. 

(4)  Closed  waters.  The  following 
waters  of  the  Park  are  closed  to  fishing : 

Indian  Creek. 
Glen  Creek. 
Riddle  Lake. 
Buck  Lake. 
Shrimp  Lake. 
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Panther  Creek. 

Mammoth  Water  Supply  Reservoir. 

Duck  Lake. 

Trout  Lake. 

Flrehole  River,  from  the  Old  Faithful  water 
supply  Intake  to  the  Shoshone  Lake  trail 
crossing  abo^e  Lone  Star  Geyser. 

Gardiner  River,  for  Its  entire  length  above 
the  Mammoth  water  supply  Intake. 

All  streams  trapped  for  egg-taking  purposes 
are  closed  from  the  mouths  of  such  streams 
to  a  distance  of  three  miles  above  the  traps 
during  the  spawning  season. 

(5>  Limit  of  catch  and  in  possession. 
The  limit  of  catch  per  day  by  each  per- 
.son  fishing,  and  the  limit  of  fish  in  pos- 
session at  any  one  time  by  any  one 
person,  shall  be  15  pounds  of  fish  (dre.ssed 
weight  with  heads  and  tails  intact) .  plus 
one  fish,  not  to  exceed  a  total  of  5  fish. 

<6)  Restriction  on  use  of  bait.  No 
salmon  eggs  or  other  fish  eggs,  either 
fresh  or  preserved,  shall  be  used  as  bait. 
The  possession  of  such  salmon  eggs  or 
other  fish  eggs  Is  prohibited  within  the 
Park. 

8.  Section  20.14  Great  Smoky  Moun- 
tains National  Park,  is  amended  as 
follows: 

Paragraph  (i)  Speed,  is  amended  to 
read  as  follows : 

(i)  Speed.  Except  where  different 
speed  limits  are  indicated  by  posted  signs 
or  markers,  speed  of  automobiles  and 
other  vehicles,  except  ambulances  and 
Government  cars  on  emergency  trips, 
shall  not  exceed  45  miles  per  hour  on 
Park  roadways. 

Paragraph  <J)  Passenger  trucks.  Is 
amended  to  read  as  follows: 

(J)  Report  of  accidents  by  wrecker 
operators.  Before  the  operator  of  a  com- 
mercial wrecking  car  shall  attempt  to 
remove  any  vehicle  involved  in  an  acci- 
dent within  the  Park,  he  shall  take  rea- 
sonable steps  to  ascertain  whether  any 
of  the  per.sons  involved  in  the  accident 
have  reported  it  to  the  appropriate  Park 
authority  and  if  he  does  not  ascertain 
that  a  report  of  the  accident  has  been 
made,  he  shall  report  the  accident  to 
the  nearest  Park  authority. 

9.  Section  20.22  Grand  Teton  National 
Park,  is  amended  as  follows: 

Subparagraph  (3).  paragraph  (h) 
Fishing,  is  amended  to  read  as  follows: 

(3)  The  open  sea.son  for  fishing  shall 
conform  to  the  open  season  established 
by   the   State   of   Wyoming    for   Teton 
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County,  except  that  the  open  season  for 
fishing  In  the  waters  of  Phelps,  Jenny. 
String,  and  Leigh  Lakes  and  Moo.se. 
Beaver  Creek,  and  Sawmill  Ponds  shall 
be  from  May  1  through  October  31. 

10.  Section  20.36  Mammoth  Cave  Na- 
tional Park,  is  amended  to  read  as  fol- 
lows : 

§  20.36  Mammoth  Cave  National 
Park — <a)  Fishing — (1)  Open  season. 
Fishing  is  permitted  during  the  open 
.season  established  for  adjacent  waters 
under  the  jurisdiction  of  the  State  of 
Kentucky,  except  that  no  fishing  shall 
be  permitted  in  Doyle  Valley.  Sloans 
Crossing,  Green.  Simmons,  Babe  Doyle, 
and  Martin  Ponds  during  the  period  from 
May  1  through  May  29. 

(2)  Size  limit.  Crappie  under  8  inches 
in  length,  jack  salmon  or  walleyed  pike 
under  13  inches  In  length,  channel  or 
fiddler  cat  under  14  inches  in  length, 
sand  pike  or  sauger  under  13  inches  in 
length,  and  all  species  of  ba.ss  under  11 
Inches  In  length,  shall  not  be  retained 
unless  seriously  injured  in  catching. 

<  3 )  Use  of  seines.  Seines  which  do  not 
exceed  6  feet  in  length  and  4  feet  in  width 
or  height,  with  me.sh  not  larger  than  Va 
inch,  may  be  used  in  the  following  runs 
and  creeks  for  procuring  minnows  and 
crawfish  for  bait,  except  that  minnows 
and  crawfish  shall  not  be  taken  or  caught 
for  commercial  purposes:  Bylew.  First, 
Second.  Pine,  Buffalo.  Big  Hollow,  Ugly. 
Cub,  Blowing  Spring.  Floating  Mill 
Branch.  Dry  Branch,  and  Mill  Branch. 
As  used  in  this  subparagraph,  the  term 
"minnows"  means  any  fish  less  than  6 
Inches  In  length  except  those  species  of 
fish  enumerated  in  subparagraph  <2) 
above. 

11.  Paragraph  (c),  reading  as  follows. 
Is  added  to  §  20.43  Natchez  Trace  Park- 
way: 

(c)  Speed.  Speed  of  automohHes  and 
other  vehicles,  except  ambulances  and 
Government  cars  on  emergeKcy  trips, 
shall  not  exceed  20  miles  per  hoStvln  the 
utility  and  re.sidential  areas. 

(Sec.  3.  39  Stat.  535,  as  amended;    16 
U.  S.  C.  3> 

Issued  this  20th  day  of  April  1949. 

I  SEAL]  J.  A.  Krug, 

Secretary  of  the  Interior. 

(F.    R.   Doc.    49-3297;    Filed,    Apr    27.    19 '9; 
8:45  n.  m  ] 
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DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

[  7  CFR,  Part  904  ] 

Handling  or  Milk  in  Greater  Bostow, 
BiASs.,  Marketing  Area 

DECISION  WITH  RESPECT  TO  PROPOSED 
AMENDMENT  TO  MARKETING  AGREEMENT 
AND  TO  ORDER,   AS   AMENDED 

Pursuant  to  Public  Act  No.  10,  73d 
Congress  (May  12, 1933) ,  as  amended  and 


as  reenacted  and  amended  by  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (hereinafter  referred 
to  as  the  "act") ,  and  the  rules  of  practice 
and  procedure,  as  amended,  governing 
proceedings  to  formulate  marketing 
agreements  and  marketing  orders  (7 
CPR  Supps.  900.1  et  seq.),  a  public 
hearing  was  held  at  Boston,  Massachu- 
setts, March  16  and  17,  1949.  pursuant 
to  a  notice  issued  on  March  9,  1949  (14 
P.  R.  1129),  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order,  as 


amended,  regulating  the  handling  of 
milk  in  the  Greater  Boston,  Ma.ssachu- 
setts,  marketing  area. 

A  recommended  decision,  based  on  the 
record  of  such  hearing,  was  Issued  by 
the  Assistant  Administrator,  Produc- 
tion and  Marketing  Administration,  on 
April  6.  1949  (14  P.  R.  1709).  Excep- 
tions have  been  filed  to  that  recom- 
mended decision  and  were  considered  In 
arriving  at  the  findings  and  conclusions 
contained  herein.  The  material  excep- 
tions are  discussed  specifically  In  the 
findings  and  conclusions  with  respect  to 
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the  points  to  which  such  exceptions  refer. 
However,  to  the  extent  that  the  findings 
and  conclusions  contained  herein  are  at 
variance  with  any  exception  pertaining 
thereto,  such  exception  is  overruled. 

The  material  Issues  presented  on  the 
record  were  concerned  with  the  fol- 
lowing : 

1.  The  published  prices  for  nonfat  dry 
milk  solids  to  be  used  as  a  Class  II  price 
formula  factor  and  Increased  handling 
allowances  in  Class  II  price. 

2.  Alternative  prices  to  be  used  for 
butterfat  values  if  Boston  weighted 
average  cream  prices  are  not  published. 

3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  in  a 
40-quart  can  of  40  percent  cream  and 
the  pounds  of  nonfat  dry  milk  solids  ob- 
tainable from  a  hundredweight  of  Class 
U  milk. 

4.  An  Increase  In  the  allowance  to 
handlers  for  Class  II  milk  which  is  manu- 
factured into  butter  and  cheese  during 
April.  May.  June,  and  July. 

5.  Reduction  of  the  Class  I  price  for 
that  Class  I  milk  sold  outside  the  Bos- 
ton marketing  area  to  the  level  of  prices 
established  for  such  milk  under  the  New 
York  milk  order. 

6.  General. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  the 
material  Issues  are  based  upon  the  evi- 
dence Introduced  at  the  hearing  and 
the  record  thereof. 

1.  Nonfat  dry  milk  solids  prices  and 
increased  handling  allowance.  Two  pro- 
pasals  were  made  at  this  hearing  which 
were  Intended  to  provide  handlers  with 
a  wider  margin  for  handling  Class  II 
milk.  One  proposal  would  increase  the 
allowance  set  forth  in  the  order  by  10 
cents  per  hundredweight.  This  method 
of  increasing  the  allowance  was  urged 
because  of  its  simplicity  and  the  fact 
that  it  would  bring  prices  more  nearly  in 
line  with  those  established  for  milk  used 
In  similar  products  by  handlers  regu- 
lated by  the  New  York  milk  marketing 
order. 

The  proposal  sponsored  by  14  coopera- 
tive associations  of  milk  producers  would 
substitute  in  the  Class  II  price  formula 
for  the  New  York  prices  now  used  in  the 
order  a  .series  of  prices  reported  by  the 
United  States  Department  of  Agriculture 
for  nonfat  dry  milk  solids  f .  o.  b.  manu- 
facturing plants  in  the  Chicago  area. 
The  Chicago  prices  are  consistently 
lower  than  the  New  York  prices  and 
would  thus  result  in  a  lower  Class  II  buy- 
ing price  for  handlers.  The  representa- 
tives of  producers  associations  stressed 
the  merits  of  the  Chicago  price  series 
over  the  New  York  reported  prices  be- 
cause the  Chicago  prices  are  obtained 
from  written  reports  rather  than  an  oral 
communication  such  as  is  the  case  with 
respect  to  the  New  York  series.  Prices 
reported  by  Boston  handlers  for  nonfat 
dry  milk  solids  sold  by  them  are  lower 
than  the  New  York  series.  The  prices 
reported  by  Boston  handlers  were  manu- 
factunng  plant  prices. 

The  Chicago  area  plant  price  quota- 
tion for  roller  process  nonfat  dry  milk 
is  a  simple  average  of  prices  reported  by 
45  plants  in  Indiana.  Illinois.  Michigan, 
Wisconsin,  and  Minnesota.  As  with  the 
New  York  reported  price,  there  is  no  dls- 
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tlnction  made  between  advertised  and 
other  brands.  The  New  York  price  Is  re- 
ported as  a  weekly  range.  The  record 
does  not  show  the  range  of  prices  in- 
cluded In  the  Chicago  area  reported 
price.  Both  prices  are  for  the  product 
manufactured  by  the  roller  process  for 
human  consumption. 

The  testimony  of  witnesses  Indicates 
that  they  have  more  confidence  In  the 
Chicago  area  price  than  in  the  New  York 
reported  price  as  a  measure  of  the 
changes  In  the  value  of  the  nonfat  por- 
tion of  Class  II  milk  handled  in  the  Bos- 
ton area. 

As  one  would  expect,  the  Chicago 
series  appears  to  reflect  about  the  same 
changes  in  the  nonfat  dry  milk  solids 
market  as  those  reflected  by  the  New 
York  series.  Since  the  Chicago  series 
appears  to  be  fully  as  adequate  as  the 
New  York  series,  and  Is  recommended 
by  the  handlers  and  producers  associa- 
tions in  the  market,  the  Chicago  series 
Is  adopted  as  the  price  basis. 

The  substitution  of  the  Chicago  series 
for  the  New  York  series  is  expected  to 
result  in  a  drop  of  10  to  13  cents  per 
hundredweight  in  the  price  of  Class  II 
milk. 

The  principal  argument  advanced  by 
handlers  and  cooperative  associations  of 
producers  which  market  milk  was  that 
handlers  regulated  by  the  New  York 
milk  marketing  order  are  able  to  pur- 
chase milk  at  less  than  the  Boston  order 
Class  II  price  for  disposition  to  buyers 
who  normally  purchase  Class  II  milk  and 
milk  products  from  Boston  handlers. 

Manufacturers  of  certain  types  of 
cheese  are  in  position  to  purchase  Class 
II  milk  from  New  York  or  Boston 
handlers  depending  on  which  source  Is 
cheaper.  Products  used  by  ice  cream 
manufacturers,  particularly  condensed 
products,  are  manufactured  in  each 
market  and  sold  competitively  in 
Northeastern  markets.  Any  substantial 
loss  of  these  markets  to  New  York 
handlers  will  restrict  the  market  for 
seasonal  excess  milk  in  the  Boston 
market.  If  all  of  the  outlets  for  Class  II 
milk  to  cheesemakers  are  lost  to  New 
York  handlers  It  is  possible  that  the 
existing  capacity  for  manufacturing 
Class  II  milk  in  New  England  would  not 
be  sufficient  for  handling  the  product 
during  the  flush  production  months. 
During  June  1948.  35  million  pound*  of 
Class  II  milk  was  utilized  by  Boston 
handlers  In  various  types  of  cheese  out 
of  approximately  84  million  pounds  of 
Class  II  milk  used  In  manufactured  milk 
products.  Class  II  milk  received  from 
producers  has  been  greater  for  several 
months  than  the  quantity  of  Class  II 
milk  in  the  corresponding  months  last 
year. 

Some  coordination  between  the  New 
York  and  Boston  order  prices  for  milk 
and  milk  products  sold  In  the  same  mar- 
kets Is  obviously  necessary.  Several  wit- 
nesses who  urged  adjustments  to  bring 
Boston  prices  in  line  with  New  York 
prices  for  milk  used  similarly  asked  not 
for  the  adoption  of  the  New  York  price 
formulas  verbatim  but  for  certain  modi- 
fications of  the  Boston  formula  based  on 
average  differences  between  New  York 
and  Boston  prices. 


The  New  York  order  Class  III  price  ef- 
fective April  1,  1949  is  based  on  butter 
prices  for  the  months  March  through 
July.  The  lower  fat  value  based  on  but- 
ter averaged  5  cents  per  hundredweight 
of  3.7  percent  milk  In  1947  and  25  cents 
per  hundredweight  in  1948  for  the  5- 
month  period  below  the  fat  value  based 
on  the  Boston  weighted  average  cream 
price.  Since  about  two-thirds  of  the 
Class  II  purchased  by  Boston  handlers 
from  producers  Ls  purchased  during  the 
months  March  to  July,  inclusive,  the 
average  annual  advantage  to  New  York 
handlers  based  on  the  relative  butterfat 
values  of  1947  and  1948  would  have  l>een 
3  cents  and  15  cents  per  hundredweight. 
On  the  other  hand  the  Chicago  area 
plant  price  reported  for  nonfat  dry  milk 
solids  proposed  for  Boston  would  estab- 
lish a  lower  price  to  Boston  handlers  of 
about  8  cents  based  on  1947  prices  and 
nearly  9  cents  on  1948  prices.  The  han- 
dling allowance  under  the  New  York  or- 
der is  70  cents  each  month  whereas  the 
allowances  in  the  Boston  order  vary 
seasonally  from  57 '2  to  75 '2  cents  and 
weighted  by  the  volume  of  Class  II  milk 
purchased  in  1948  equal  about  68  cents. 
The  net  differences  between  prices  based 
on  these  factors  indicate  a  possible  net 
advantage  to  Boston  handlers  if  the  Chi- 
cago nonfat  dry  milk  solids  quotation  is 
adopted  of  3  cents  per  hundredweight 
based  on  1947  prices  or  a  possible  dis- 
advantage of  8  cents  based  on  1948  prices. 

Several  witnesses  urged  the  adoption 
of  separate  allowances  calculated  to  ap- 
ply to  the  skim  milk  value  factor  and  to 
the  butterfat  value  factor.  Values  for 
these  components  of  Class  II  milk  can- 
not be  computed  separately  since  the 
record  contains  no  reliable  basis  for 
computing  such  values.  Separate  al- 
lowances would  be  meaningless  in  the 
principal  adjustment  needed  at  this 
time,  the  alignment  of  Cla.ss  II  prices 
with  prices  paid  by  New  York  handlers, 
since  the  New  York  and  Boston  price 
formulas  differ  In  several  respects. 

In  order  to  assure  producers  of  a  mar- 
ket for  all  milk  during  1949.  the  Class  II 
prices  should  be  reduced  by  allowing 
handlers  a  larger  margin  for  handling 
Class  II  milk.  A  change  In  the  basis  of 
pricing  to  use  the  Chicago  area  f.  0.  b. 
plant  prices  reported  by  the  United 
States  Department  of  Agriculture  for 
nonfat  dry  milk  solids  Is  desirable.  The 
10  to  13  cents  additional  handling  al- 
lowance which  would  be  afforded  by  a 
shift  to  the  Chicago  price  base  Is  approxi- 
mately the  amount  needed  to  maintain 
an  outlet  for  all  Class  II  milk  this  year. 
Therefore,  the  change  In  the  price  basis 
which  will  give  handlers  more  Incentive 
to  handle  Class  II  milk  should  be  made. 

Exception  was  taken  to  the  fact  that 
the  recommended  decision  proposed  sub- 
stitution of  the  Chicago  area  nonfat  dry 
milk  price,  in  place  of  the  New  York 
price  quotation.  In  the  Class  II  price 
formula,  without  making  specific  adju.st- 
ment  for  the  difference  in  freight  rates 
for  shipment  from  the  Chicago  area  to 
New  York  City  as  compared  to  the  rates 
from  points  in  the  Boston  milkshed  to 
New  York  City.  Although  this  factor 
was  not  mentioned  specifically  In  the 
recommended  decision,  the  effect  of  this 
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factor  was  con.«:Idered  In  arriving  at  the 
proposed  price  for  Class  II  milk. 

Exceptors  al.so  pointed  out  that  effect 
of  the  animal  feed  nonfat  dry  milk  solids 
price  quotation  as  used  In  the  order  prior 
to  January  1,  1949.  would  be  less.  If  based 
on  the  most  recent  data,  than  the  esti- 
mated effect  used  in  the  January  1.  1949. 
amendment  in  establishing  allowances 
to  handlers  on  Class  II  milk.  The  rela- 
tionship between  prices  for  nonfat  dry 
milk  solids  for  human  food  products  and 
for  animal  feed  uses  was  found  to  be  un- 
reliable as  a  ba-sls  for  establishing  Class 
II  prices  and  that  factor  was  eliminated 
by  an  amendment  effective  January  1. 
1949.  This  record  contained  no  new  evi- 
dence to  support  the  Inclusion  of  such  a 
factor. 

2.  Alternative  butterfat  values.  It 
was  proposed  at  the  hearing  that  the 
substitute  formula  for  computing  the 
butterfat  value  factor  In  the  absence  of 
the  designated  weighted  average  cream 
price  reported  ;or  the  Boston  market  by 
the  United  States  Department  of  Agri- 
culture be  revi.sed.  The  substitute  value 
per  pound  of  butterfat  is  now  computed 
by  multiplying  the  average  price  of  92- 
score  butter  sold  wholesale  at  Chicago 
by  1.4.  The  evidence  indicates  that  this 
formula  would  have  produced  in  1948 
from  10  cents  per  hundredweight  below 
the  cream  value  formula  price  in  one 
month  to  32  cents  above  the  formula 
price  In  another  month. 

The  proposed  amendment  would  pro- 
vide for  computing  the  substitute  butter- 
fat value  by  adding  2  cents  to  the  United 
States  Department  of  Agriculture  re- 
ported price  for  92-score  butter  sold 
whole.sale  at  New  York,  and  multiply- 
ing the  result  by  1.24.  This  alternative 
would  have  produced  prices  during  1947 
and  1948  from  10  cents  per  hundred- 
weight above  the  cream  value  formula 
price  to  42  cents  per  hundredweight  be- 
low. The  range  In  substitute  values 
relative  to  cream  prices  under  either  the 
present  order  or  the  proposed  amend- 
ment is  too  wide  to  rely  on  for  the 
determination  of  a  substitute  value  In 
the  event  that  cream  prices  are  not  re- 
ported. There  Is  a  possibility  that  cream 
prices  may  not  be  reported  every  month. 
Some  price  determination  would  have  to 
be  made  under  such  a  circumstance.  The 
order  contains  a  provision  directing  the 
Secretary  to  establish  an  equivalent  price 
if  the  price  used  In  a  formula  Ls  not  re- 
ported. No  additional  provision  Is  neces- 
sary. The  substitute  butterfat  value  pro- 
vision should  be  deleted. 

3.  Formula  conversion  factors.  The 
revision  of  the  fontiula  factors  represent- 
ing the  pounds  of  butterfat  In  a  40-quart 
can  of  40  percent  cream  and  the  pounds 
of  nonfat  dry  milk  solids  obtainable  from 
a  hundredweight  of  Class  II  milk  was 
proposed.  It  Is  not  clear  from  the  record 
Just  what  the  proposed  conversion  factors 
are  intended  to  represent.  No  change 
should  be  made  in  these  factors  without 
more  evidence. 

4.  Butter  and  cheese  differential.  Two 
proposals  were  made  at  this  hearing 
which  were  intended  to  increase  the 
amount  of  allowance  to  handlers  on  milk 
u.«;ed  In  the  manufacture  of  butter  or 
Cheddar-types  of  cheese.    One  proposal 
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would  have  Increased  the  allowance  by 

10  to  13  cents  per  hundredweight  of  milk, 
and  the  other  propo.sal  would  have  made 
the  butter  and  cheese  differential  a  flat 
4  cents  per  pound  of  butterfat. 

Some  evidence  was  offered  at  the  hear- 
ing to  indicate  that  the  allowance  on 
milk  used  In  the  manufacture  of  butter 
and  cheese  should  be  increased  by  an 
amount  at  least  equivalent  to  the  in- 
crease In  the  allowance  on  regular  Class 

11  milk  effected  by  the  January  1.  1949. 
amendment  to  the  order.  It  was  argued 
that  the  costs  of  handling  milk  used  for 
butter  or  cheese  had  Increased  as  much 
as  the  cost  of  handling  other  Class  II 
milk.  Other  evidence  offered  was  In- 
tended to  show  that  the  proposed  In- 
creases in  the  allowance  on  milk  used 
for  butter  or  cheese  were  needed  in  order 
to  align  the  price  of  this  milk  with  the 
price  of  milk  for  the  same  uses  under  the 
New  York  order.  One  proponent  argued 
that  the  proposed  amendments  to  the 
New  York  order  would  give  handlers  in 
that  market  Incentive  to  ship  cream  to 
the  Boston  market,  thus  forcing  some  of 
the  Boston  handlers'  butterfat  into  but- 
ter and  cheese. 

Evidence  given  at  this  hearing  indi- 
cated that  most  of  the  butter  manufac- 
tured from  producers'  milk  was  made  at 
plants  at  least  as  di.stant  as  the  201-210 
mileage  zone.  Therefore  the  Increases  in 
zone  d.fferentials,  based  partly  on  cream 
freight  costs,  effective  January  1,  1949, 
resulted  In  some  additional  allowance  on 
milk  used  for  making  butter. 

The  evidence  did  not  substantiate  that 
precise  alignment  of  the  allowance  un- 
der the  New  York  order  for  similar  uses 
was  needed. 

Prior  to  the  amendment  of  this  order 
on  January  1.  1949,  the  total  allowance 
on  milk  the  butterfat  from  which  was 
used  in  the  manufacture  of  butter  or 
Cheddar-type  cheese  was  about  5  cents 
less  per  hundredweight  (based  on  mar- 
ket prices  of  butter  and  nonfat  solids) 
than  the  total  allowance  on  regular 
Class  II  milk  (ba.sed  on  market  prices  of 
cream  and  nonfat  solids).  Such  a  rela- 
tionship of  the  allowances  on  milk  In 
these  u.ses  tends  to  discourage  use  of 
milk  In  butter  and  cheese  and  to  stimu- 
late handlers  to  seek  outlets  in  higher 
valued  uses. 

Pending  thorough  study  of  the  factors 
affecting  the  pricing  of  milk  utilized  in 
butter  and  cheese,  it  Is  reasonable  to 
maintain  the  relationship  of  such  prices 
to  the  regular  Class  II  prices  which  ex- 
isted for  several  years  prior  to  January 
1,  1949. 

The  total  allowance  on  milk  the  butter- 
fat from  which  is  used  in  the  manufac- 
ture of  salted  butter  and  Cheddar-type 
cheeses  should  be  established  at  a  level 
approximately  In  the  same  relationship 
to  the  total  allowance  on  regular  Cla.ss 
II  milk  as  existed  prior  to  January  1, 1949. 

5.  Class  I  milk  sold  outside  the  Boston 
marketing  area.  It  was  proposed  at  the 
hearing  that  milk  from  the  Boston  pool 
sold  outside  the  Boston  marketing  area  in 
markets  not  under  Federal  regulation 
should  be  priced  at  a  level  comparable  to 
the  Class  I-C  price  under  the  New  York 
order.  Under  the  New  York  order  han- 
dlers must  pay  producers  for  pool  milk 
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sold  In  markets  not  under  Federal  regu- 
lation the  blend  price  plus  20  cents. 

Examination  of  the  record  indicates 
that  the  problems  involved  in  pricing 
Boston  pool  milk  sold  outside  the  mar- 
keting area  at  a  price  lower  than  Class  I 
milk  could  not  be  adequately  treated  on 
an  emergency  basis,  and  that  further 
study  of  these  problems  is  necessary. 
The  decision  on  this  issue  is  therefore 
deferred  until  fuller  consideration  can 
be  given  to  this  matter.  It  appears, 
however,  that  consideration  of  this  ij^sue 
should  not  delay  action  on  other  i.ssues 
considered  at  the  hearing  upon  which 
proponents  urged  that  the  earliest  pos- 
sible action  be  taken. 

6.  General,  (a)  The  proposed  mar- 
keting agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act; 
<b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  cf  milk  In  the 
same  manner  and  is  applicable  only  to 
persons  in  the  respective  classes  of  in- 
dustrial and  commercial  activity  .speci- 
fied in  the  said  tentatively  approved 
marketing  agreement  upon  which  hear- 
ings have  been  held;  and 

«c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasiniz  power  of  .'^uch  milk  as  de- 
termined pursuant  to  section  2  and  sec- 
tion 8  (e)  of  the  act  are  not  reasonable 
in  view  of  the  price  of  feed,  available 
supplies  of  feeds,  and   other  economic 
conditions  which  affect  market  .«^upply 
and  demand  for  such  milk,  and  the  min- 
imum prices  specified  in  the  proposed 
marketing  agreement  and  the  order,  as 
amended  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid   factors,   insure  a 
sufficient  quantity  of  pure  and  whole- 
some milk,  and  be  in  the  public  interest. 
Marketing  agreement  and  order.    An- 
nexed hereto  and  made  a  part  hereof  are 
two     documents     entitled     "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  in  the  Greater  Boston.  Massachu- 
setts,    Marketing    Area"     and     "Order 
Amending  the  Order,  as  Amended,  Regu- 
lating   the    Handling    of    Milk    in    the 
Greater  Boston.  Massachusetts.  Market- 
ing Area"  which  have  been  decided  upon 
as  the  appropriate  and  detailed  means 
of  effecting  the  foregoing  conclusions. 
These  documents  shall  not  become  effec- 
tive unle.ss  and  until  the  requirements  of 
§  900.14  of  the  rules  of  practice  and  pro- 
cedure governing  proceedings  to  formu- 
late marketing  agreements  and  market- 
ing orders  have  been  met. 

It  is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  in  the  order,  as 
amended  by  the  attachrd  order  which 
will  be  published  with  this  decLslon. 

This  decision  filed  at  Washington, 
D.  C.  this  22d  day  of  April  1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 
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Order,^  Amending  Order,  as  Amended, 
Regulating  Handling  of  Milk  in  Greater 
Boston,  Mass.,  Marketing  Area 

9  904.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
afflrmed  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  the  formulation  of 
marketing  agreements  and  orders  <7 
CPR.  Supps..  900.1  et  seq).  a  public 
hearing  was  held  on  March  16  and  17, 
1949  upon  certain  proposed  amendments 
to  the  tentatively  approved  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Greater  Boston,  Massachusetts,  market- 
ing area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the 
record  thereof.  It  is  found  that: 

(1)  The  said  order  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2>  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8 
(e>  of  the  act  are  not  reasonable  in 
view  of  the  price  of  feeds,  available  sup- 
plies of  feeds,  and  other  economic  con- 
ditions which  affect  market  supplies  of 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  order,  as 
amended  and  as  hereby  further  amended, 
are  such  prices  as  will  reflect  the  afore- 
said factors,  Insure  a  sufficient  quantity 
of  pure  and  wholesome  milk,  and  be  in 
the  public  interest ;  and 

(3>  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  Industrial  and 
commercial  activity  specified  in  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk 
In  the  Greater  Boston,  Massachusetts, 
marketing  area  shall  be  In  conformity 
to  and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further 
amended:  and  the  aforesaid  order,  as 
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amended,  is  hereby  further  amended  as 
follows : 

1.  In  5  904.7  (b) ,  delete  subparagraphs 
(1).  (2),  (3).  and  (4),  and  substitute 
the  following: 

(1)  Subject  to  paragraph  (d)  (3)  of 
this  section,  subtract  52.5  cents  from  the 
weighted  average  price  per  40-quart  can 
of  40  percent  bottling  quality  cream, 
f .  o.  b.  Boston,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  month  during  which  such  milk  is  re- 
ceived, divide  the  remainder  by  33.48, 
and  multiply  the  result  by  3.7. 

(2)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption.  In 
carlots,  f.  o.  b.  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  period  from  the  26th  day  of  the  pre- 
ceding month  through  the  25th  day  of 
the  month  during  which  such  milk  is 
received. 

2.  In  5  904.7  (b) ,  renumber  subpara- 
graph (5)  as  (3),  and  change  the  refer- 
ence "subparagraphs  (3)  and  (4) "there- 
in to  "subparagraphs  (1)   and   (2)." 

3.  In  8  904.7  (d)  (3>.  change  the  ref- 
erence "§904.9  (d)  (1)"  to  "5  904.9  (d) 
(2)." 

4.  Delete  §904.7  (d)    (4). 

5.  In  §  904.7  (e)  (1).  delete  the  phrase 
"deduct  5  cents.". 

6.  Delete  §  904.7  (e)  (2)  and  substitute 
the  following: 

(2)  Divide  by  3.7  the  amount  deter- 
mined pursuant  to  paragraph  (b)  (1)  of 
this  section,  and  subtract  from  the  quo- 
tient the  amount  determined  pursuant 
to  subparagraph  (1)  of  this  paragraph. 
The  result  is  the  butter  and  cheese  dif- 
ferential. 

7.  Delete  §  904.9  (d)  and  substitute  the 
following: 

(d)  Butter  fat  differential.  (1)  In 
making  the  payments  to  each  producer 
for  milk  received  from  him,  each  pool 
handler  shall  add  for  each  one-tenth  of 
1  percent  average  butterfat  content 
above  3.7  percent,  or  deduct  for  each 
one-tenth  of  1  F>ercent  average  butter- 
fat  content  below  3.7  percent,  an  amount 
per  hundredweight  calculated  by  the 
market  administrator  pursuant  to  sub- 
paragraph (2)  of  this  paragraph. 

<2)  Subject  to  §  904.7  (d)  (3),  subtract 
52.5  cents  from  the  weighted  average 
price  per  40-quart  can  of  40  percent  bot- 
tling quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  Is  deliv- 
ered, and  divide  the  remainder  by  334.8. 

[P.   R.   Doc.    4»-3319:    Filed.    Apr.   27,    1949; 
8:48  a.  m.] 


•This  order  shall  not  become  eBectlve 
unless  and  until  the  requirements  of  S  900.14 
of  the  rules  of  practice  and  procedure  gov- 
•mlne:  proceedings  to  formulate  marketing 
agreements  and  marlceting  orders  have  been 
met. 
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Handling  of  Milk  in  Lowell-Lawrence, 
Mass..  Marketing  Area 

decision   with   respect   to  a   proposed 

amendment    to     MARKETING     AGREEMENT 
AND  TO  ORDER,  AS  AMENDED 

Pursuant  to  Public  Act  No.   10.  73d 
Congress   (May  12,  1933),  as  amended 


and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  marketing  orders 
(7  CFR  Supps.  900.1  et  seq).  a  public 
hearing  was  held  at  Boston,  Massachu- 
setts, March  16  and  17,  1949,  pursuant 
to  a  notice  issued  on  March  9,  1949  (14 
P.  R.  1129),  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  In  the  Lowell-Lawrence,  Ma.ssachu- 
setts.  marketing  area.  The  hearing  was 
held  Jointly  on  the  consideration  of  simi- 
lar amendments  to  the  order  regulating 
the  handling  of  milk  In  the  Greater  Bos- 
ton marketing  area. 

A  recommended  decision,  based  on  the 
record  of  sucli  hearing,  was  issued  by 
the  A.ssistant  Administrator,  Production 
and  Marketing  Administration,  on  April 
6,  1949  (14  P.  R.  1712).  Exceptions  have 
been  filed  to  that  recommended  decision 
and  were  considered  in  arriving  at  the 
findings  and  conclusions  contained  here- 
in. To  the  extent  that  the  findings  and 
conclusions  contained  herein  are  at 
variance  with  any  exception  pertaining 
thereto:  such  exception  is  overruled. 

The  material  Issues  presented  on  the 
record  with  respect  to  the  regulation  of 
the  handling  of  milk  in  the  Lowell-Law- 
rence market  concerned  the  question  of 
whether  the  price  of  Class  II  milk  in 
this  market  should  be  modified  in  the 
same  manner  as  the  Boston  Class  II  price 
would  be  modified  by  proposed  amend- 
ments to  the  Federal  order  for  that  mar- 
ket. The  proposed  amendments  which 
would  modify  the  pricing  of  Class  II  milk 
in  the  Lowell-Lawrence  market  con- 
cerned the  following: 

1.  The  published  prices  for  nonfat  dry 
milk  solids  to  be  used  as  a  Class  II  price 
formula  factor  and  Increased  handling 
allowances  In  the  Class  II  price. 

2.  Alternative  prices  to  be  used  for  but- 
terfat values  If  the  Boston  weighted  av- 
erage cream  prices  are  not  published. 

3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  In  a  40- 
quart  can  of  40  percent  cream  and  the 
pounds  of  nonfat  dry  milk  solids  obtain- 
able from  a  hundredweight  of  Class  II 
milk. 

4.  General. 

A  decision  with  respect  to  the  han- 
dling of  milk  In  the  Boston  market  Is- 
sued simultaneously  herewith  contains 
finldngs  and  conclusions  on  the  above- 
listed  issues  as  applied  to  the  order,  as 
amended,  regulating  the  handling  of 
milk  In  the  Greater  Boston  marketing 
area.  For  puriJoses  of  reference,  the 
specific  Issues  listed  above  are  numbered 
the  same  as  they  are  numbered  In  the 
decision  with  respect  to  the  Boston  order. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  mate- 
rial l.ssues  are  based  upon  the  evidence 
Introduced  at  the  hearing  and  the  record 
thereof. 

The  findings  and  conclusions  made  on 
Issues  1.  2,  and  3  In  the  decision,  issued 
simultaneously  herewith  with  respect  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Boston  market. 
supra,  are  adopted  as  the  findings  and 
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conclusions  of  this  decision  as  though 
fully  set  forth  herein  except  insofar  as 
such  findings  and  conclusions  may  t>e 
modified  by  the  supplementary  findings 
and  conclusions  hereinafter  set  forth. 

In  an  order  Is.«;ued  March  28.  1949  (14 
P.  R.  1478).  amending  the  order,  as 
amended,  regulating  the  handling  of 
milk  in  the  Lowell-Lawrence  marketing 
area,  the  Class  II  price  formula  was 
modified  for  the  purpose  of  making  Class 
II  prices  under  thLs  order  equivalent  to 
Class  n  prices  under  the  Boston  order. 
AdofHion  of  amendments  to  the  Lowell- 
Lawrence  order  similar  to  the  amend- 
ments now  recommended  on  the  afore- 
said issues  for  the  Boston  order  in  the 
concurrent  decision  for  that  order  would 
be  needed  if  the  Class  n  prices  In  the 
two  markets  are  to  be  kept  on  an  equi- 
valent ba.^is. 

Manufactured  dairy  products  made 
from  Class  II  milk  in  this  market  must 
be  disposed  of  in  competition  with  similar 
products  made  from  Class  II  milk  in  the 
Bo-ston  market.  The  supply  areas  of  the 
two  markets  overlap  so  that  producers 
supplying  the  Lowell-Lawrence  market 
are  located  within  the  supply  area  of  the 
Boston  market.  Because  of  the  close  re- 
lationship of  these  two  markets,  the  Class 
II  price  under  each  order,  which  in  both 
cases  applies  to  milk  in  the  same  prod- 
uct utilizations,  should  be  equal  for  pro- 
ducers under  the  two  orders. 

General,  (a)  The  proposed  market- 
ing agreement  and  the  order,  as 
amended,  and  as  hereby  propo.sed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  in  the 
same  manner  as,  and  is  applicable  only 
to  persons  in  the  respective  classes  of  in- 
dustrial and  commercial  activity,  speci- 
fied In  the  said  tentative  marketing 
agreement  upon  which  the  hearings  have 
been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  section  2  and  sec- 
tion 8  (e)  of  the  act  are  not  reasonable 
In  view  of  the  price  of  feed,  available 
supplies  of  feed,  and  other  economic  con- 
ditions which  affect  market  supply  and 
demand  for  .<;uch  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amend- 
ed, and  as  hereby  proposed  to  be  further 
amended,  are  such  as  will  reflect  the 
aforesaid  factors.  Insure  a  sufBclent 
quantity  of  pure  and  wholesome  milk, 
and  be  in  the  public  interest. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  In  the  Lowell-Lawrence,  Massa- 
chusetts, Milk  Marketing  Area"  and 
"Order  Amending  the  Order,  As 
Amended,  Regulating  the  Handling  of 
Milk  in  the  Lowell -Lawrence,  Massa- 
chusetts, Milk  Marketing  Area"  which 
have  been  decided  upon  as  the  appropri- 
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ate  and  detailed  means  of  effecting  the 
foregoing  conclusions.  These  docu- 
ments shall  not  become  effective  unless 
and  until  the  requirements  of  5  900.14  of 
the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  mar- 
keting agreements  and  marketing  orders 
have  been  met. 

It  Is  hereby  ordered  that  all  of  this 
decLsion,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  these  contained  in  the  attached 
order  amending  the  order,  as  amended, 
which  will  l>e  published  with  the  deci- 
sion. 

This  decision  filed  at  Washington. 
D.  C,  this  22d  day  of  AprU  1949. 

IsEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order, ^  Amending  the  Order,  as 
Amended,  Regulating  the  Handling  of 
Milk  in  the  Lowell-Lawrence,  Massa- 
chusetts, Marketing  Area 

§  934.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after .set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  i.ssued  amendments  thereto; 
and  all  of  .said  previous  findings  and  de- 
terminations are  hereby  ratified  and 
affirmed  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a»  Findings  upon  the  basis  of.  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  <May  12.  1933  i ,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (herein- 
after referred  to  as  the  "act"*,  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  the  formulation  of 
marketing  agreements  and  orders  (7 
CPR.  Supps.  900.1  et  seq).  a  public  hear- 
ing was  held  on  March  16  and  17,  1949 
upon  certain  proposed  amendments  to 
the  tentatively  approved  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Lowell-Lawrence.  Massachusetts,  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence Introduced  at  such  hearing  and 
the  record,  thereof,  it  is  found  that: 

<  1 )  The  said  order  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amended, 
will  tend  to  effectuate  the  declared  pwlicy 
of  the  act; 

<2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  section  2  and  8  (e)  of 
the  act  are  not  rea.<:onable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds. 


'  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  {  9<X).14 
of  the  rules  of  practice  and  procedure  gov- 
erning proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 
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and  other  economic  conditions  which 
affect  market  supplies  of  and  demand  for 
such  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended  and  as 
hereby  further  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufiBcient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

<3»  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  Is  apphcable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  relative  to  handling.  It  is 
hereby  ordered  that,  on  and  after  the  ef- 
fective date  hereof,  the  liandling  of  milk 
in  the  Lowell-Lawrence,  Massachusetts, 
marketing  area  shall  be  in  conformity  to 
and  in  compliance  with  the  terras  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  as 
fc'ows: 

1.  In  §  934.6  <d). delete  subparagraphs 
<1>.  (2),  (3).  and  (4).  and  substitute  the 
following : 

(1)  Divide  by  33,48  the  weighted  av- 
erage price  per  40-quart  can  of  40  per- 
cent bottling  quality  cream,  f .  o.  b.  Bos- 
ton, as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month 
during  which  .such  milk  is  delivered,  and 
multiply  the  result  by  3  7. 

(2)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots,  f.  o.  b,  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
month  during  which  such  milk  is  re- 
ceived. 

2.  Renumber  §934,6  (d)  (5)  as  (3), 
and  change  the  reference  "subpara- 
graphs (3)  and  (4)".  therein  to  "sub- 
paragraphs (1)  and  (2)." 

3.  Delete  §  934.8  (c)  and  substitute  the 
following: 

(d  Butterfat  differential.  (1)  Each 
handler  shall,  in  making  payments  to 
each  producer  for  milk  received  from 
him.  add  for  each  one-tenth  of  1  percent 
of  average  butterfat  content  above  3  7 
percent,  or  deduct  for  each  one-tenth  of 
1  percent  of  average  butterfat  content 
below  3.7  percent,  an  amount  per  hun- 
dredweight calculated  by  the  market 
administrator  pursuant  to  subparagraph 
(2 1  of  this  paragraph. 

(2)  Divide  by  33.48  the  weighted  aver- 
age price  per  4d-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  deliv- 
ered, subtract  1.5  cents,  and  divide  the 
result  by  10. 

[P.   R.   Doc.    49-3320;    Piled    Apr,    37,    194©; 
8:49  a.  m.l 


2092 


1 7  CFR,  Part  947  1 


Hawdlino  or  Milk  in  Pall  Rivir.  Mass., 
Marketinq  Aria 

decision  with  respect  to  a  proposed 
amendment  to  marketing  agreement 
and  to  order,  as  amended 

Pursuant  to  Public  Act  No.  10.  73d 
Congress  (May  12.  1933).  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules 
of  practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  marketing  orders 
(7  CFR.  Supps.  900.1  et  seq.>.  a  public 
hearing  was  held  at  Boston.  Massachu- 
setts. March  16  and  17.  1949.  pursuant 
to  a  notice  Issued  on  March  9.  1949  (14 
F.  R.  1129>.  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Fall  River.  Massachusetts, 
marketing  area.  The  hearing  was  held 
Jointly  on  the  consideration  of  similar 
amendments  to  the  order  regulating  the 
handling  of  milk  In  the  Greater  Boston 
marketing  area. 

A  recommended  decision,  based  on  the 
record  of  such  hearing,  was  issued  by  the 
Assistant  Administrator.  Production  and 
Marketing  Administration,   on  April  6. 
1949  <14  F.  R.  1713).    Exceptions  have 
been  filed  to  that  recommended  decision 
and  were  considered  In  arriving  at  the 
findings     and     conclusions     contained 
herein.    To  the  extent  that  the  findings 
and  conclusions   contained  herein   are 
at  variance  with  any  exception  pertain- 
ing thereto,  such  exception  is  overruled. 
The  material  Issues  presented  on  the 
record  with  respect  to  the  regulation  of 
the  handling  of  milk  in  the  Pall  River 
market     concerned     the     question     of 
whether  the  price  of  Class  II  milk  in  this 
market  should  be  modified  In  the  same 
manner  as  the  Boston  Class  II  price 
would  be  modified  by  proposed  amend- 
ments to  the  Federal  order  for  that  mar- 
ket.   The  proposed  amendments  which 
would  modify  the  pricing  of  Class  n  milk 
In  the  Pall  River  market  concerned  the 
following : 

1.  The  published  prices  for  nonfat  dry 
milk  solids  to  be  used  as  a  Class  II  price 
formula  factor  and  Increased  handling 
allowances  In  the  Class  n  price. 

2.  Alternative  prices  to  be  used  for 
butterfat  values  if  the  Boston  weighted 
average  cream  prices  are  not  published. 

3.  Revision  of  the  formula  factors  rep- 
resenting the  pounds  of  butterfat  In  a 
40-quart  can  of  40  percent  cream  and  the 
pounds  of  nonfat  dry  milk  solids  obtain- 
able from  a  hundredweight  of  Class  II 
milk. 

4.  General. 

A  decision  with  respect  to  the  handling 
of  milk  In  the  Boston  market  issued  si- 
multaneously herewith  contains  findings 
and  conclusions  on  the  above-listed  Issues 
as  applied  to  the  order,  as  amended,  reg- 
ulating the  handling  of  milk  In  the 
Greater  Boston  marketing  area.  For 
purposes  of  reference,  the  specific  Issues 
listed  above  are  the  same  as  they  are 
numbered  in  the  decision  with  respect  to 
the  Boston  order. 
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Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  ma- 
terial Issues  are  based  upon  the  evidence 
Introduced  at  the  hearing  and  the  record 
thereof. 

The  findings  and  conclusions  made 
on  Issues  1,  2,  and  3  in  the  decision 
Issued  .simultaneously  herewith  with 
respect  to  the  order,  as  amended,  regu- 
lating the  handling  of  milk  in  the  Boston 
market  (supra)  are  adopted  as  the  find- 
ings and  conclusions  of  this  decision  as 
though  fully  set  forth  herein,  except  In- 
sofar as  such  findings  and  conclusions 
may  be  modified  by  the  supplementary 
findings  and  conclusions  hereinafter  set 
forth. 

In  an  order  issued  March  28,  1949  (14 
P.  R.  14841,  amending  the  order  regulat- 
ing the  handling  of  milk  In  the  Pall 
River  marketing  area,  the  Class  II  price 
formula  was  modified  for  the  purpose  of 
making  Class  II  prices  under  this  order 
equivalent  to  Class  II  prices  under  the 
Boston  order.  Adoption  of  amendments 
to  the  Fall  River  order  similar  to  the 
amendments  now  proposed  on  the  afore- 
said Issues  for  the  Boston  order  In  the 
concurrent  decision  for  that  order  would 
be  needed  if  the  Class  II  prices  In  the  two 
markets  are  to  be  kept  on  an  equivalent 
basis. 

Manufactured  dairy  products  made 
from  Class  II  milk  in  this  market  must 
be  disposed  of  In  competition  with  simi- 
lar products  made  from  Class  II  milk  in 
the  Boston  market.  The  supply  areas  of 
the  two  markets  overlap  so  that  differ- 
ent prices  for  Class  II  milk  in  the  two 
markets  may  result  In  handlers  shifting 
their  source  of  supply. 

Because  of  the  close  relationship  of 
these  two  markets,  the  Class  II  price 
under  each  order,  which  In  both  cases 
applies  to  milk  in  the  same  product 
utilizations,  should  be  equal  for  producers 
under  the  two  orders. 

General,  (a)  The  proposed  market- 
ing agreement  and  the  order,  as  amended 
and  as  hereby  proposed  to  be  further 
amended,  and  all  of  the  terms  and  con- 
ditions thereof  will  tend  to  effectuate  the 
declared  policy  of  the  act; 

(b)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended  and  as 
hereby  proposed  to  be  further  amended, 
regulates  the  handling  of  milk  In  the 
same  manner  as.  and  is  applicable  only 
to  persons  In  the  respective  classes  of  In- 
dustrial and  commercial  activity,  speci- 
fied In  the  said  tentative  marketing 
agreement  upon  which  the  hearings  have 
been  held;  and 

(c)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  section  2  and  section 
8  (e)  of  the  act  are  not  reasonable  in 
view  of  the  price  of  feed,  available  sup- 
plies of  feed,  and  other  economic  condi- 
tions which  affect  market  supply  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as  amended 
and  as  hereby  proposed  to  be  further 
amended,  are  such  as  will  refiect  the 
aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk, 
and  be  In  the  public  Interest. 


Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled  "Marketing 
Agreement  Regulating  the  Handling  of 
Milk  In  the  Pall  River.  Massachusetts, 
Marketing  Area"  and  "Order  Amending 
the  Order,  as  Amended,  Regulating  the 
Handling  of  Milk  in  the  Pall  River.  Mas- 
sachusetts, Marketing  Area"  which  have 
been  decided  upon  as  the  appropriate  and 
detailed  means  of  effecting  the  forego- 
ing conclusions.  These  documents  shall 
not  become  effective  unless  and  until  the 
requirements  of  §  900.14  of  the  rules  of 
practice  and  procedure  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  have  been 
met. 

It  Is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  In  the  order,  as 
amended,  and  as  proposed  to  be  further 
amended  by  the  attached  order  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington, 
D.  C.  this  22d  day  of  April  1949. 

IsealI         Charles  P.  Brannan. 
Secretary  of  Agriculture. 

Order, '^  Amending  the  Order,  a$ 
Amended,  Regulating  the  Handling  of 
Milk  in  the  Fall  Rii'er,  Massachusetts, 
Marketing  Area 

S  947.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
In  addition  to  the  findings  and  determi- 
nations made  In  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  Insofar  as  such  findings 
and  determinations  may  be  In  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12.  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900  1  et  seq  >,  a  pub- 
lic hearing  was  held  on  March  16  and  17. 
1949  upon  certain  proposed  amendments 
to  the  tentative  marketing  agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  In  the  Pall  River. 
Massachusetts,  marketing  area.  Upon 
the  basis  of  the  evidence  Introduced  at 
such  hearing  and  the  record  thereof,  it 
is  found  that: 

(1>  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 


>Thl8  order  shall  not  become  effective  un- 
less and  until  the  requirements  or  i  900.14  of 
the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu- 
late marketing  agreement*  and  marketing 
orders  have  been  met. 
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amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e) 
of  the  ext  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  In  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  refiect  the  aforesaid  fac- 
tors, insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  In  the  pub- 
lice  Interest;  and 

(3)  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  Industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

Order  relative  to  handling.  It  Is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  In  the  Pall  River,  Massachusetts, 
marketing  area  shall  be  In  conformity  to 
and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further  amend- 
ed; and  the  aforesaid  order,  as  amended, 
is  hereby  further  amended  as  follows: 

In  8  947.8  (b)  (1)  delete  subdivision 
(ID  and  substitute  the  following : 

(ID  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots,  f.  o.  b.  Chicago  area  manufactur- 
ing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
month  during  which  such  milk  is  re- 
ceived. 

|F.    B.    Doc.   49-3318;    PUed,    Apr.    27,    1949; 
8:47  a.  m.] 


[  7  CFR,  Part  955  1 

(Docket  AO  143-All 

Handling  of  Grapefruit  Grown  in 
Arizona;  in  Imperial  County,  Calif.; 
AND  IN  That  Part  of  Riverside  County, 
Calif.,  Situated  South  and  East  of 
THE  San  Gorconio  Pass 

decision  with  respect  to  proposed 
amendments  to  marketing  agreement 

AMD    order 

Correction 

In  Federal  Register  Document  49- 
3165,  published  at  page  2025  of  the  issue 
for  Saturday.  April  23,  1949,  the  word 
"issue",  appearing  in  the  first  line  of 
the  third  paragraph,  should  read  "is- 
sues". 


CIVIL  AERONAUTICS  BOARD 

[  14  CFR,  Partt  40,  61  1 

Schkdttled  Air  Transportation  of  Pas- 
sengers IN  Single-Engine  and  Non- 
Transport-Type  Aircraft 

notice  of  proposed  rule  making 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  has  under  considera- 
tion a  proposed  new  part  of  the  Civil 
Air  Regulations  as  hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  part  by  sub- 
mitting such  written  data,  views,  or  argu- 
ments as  they  may  desire.  Communica- 
tions should  be  submitted  to  the  Civil 
Aeronautics  Board,  attention  Bureau  of 
Safety  Regulation.  Washington  25,  D.  C. 
All  communications  received  by  June  1, 
1949,  will  be  considered  by  the  Board 
before  taking  further  action  on  the  pro- 
posed rule. 

Current  Civil  Air  Regulations,  namely 
Parts  40  and  61,  provide  that  any  aircraft 
certificated  after  June  30,  1942,  to  be 
used  In  scheduled  passenger  operations, 
must  be  certificated  In  accordance  with 
the  requirements  of  Part  4b  or  the  trans- 
port category  requirements  of  Part  4a. 
These  parts  in  effect  require  multiengine 
aircraft  having  what  is  known  as  "one 
engine  out"  performance.  Thus  while 
Parts  40  and  61,  permit  operation  In 
single-engine  aircraft  under  day  VPR 
conditions,  only  the  older  types  certifi- 
cated prior  to  the  above  date  can  be 
used,  and  not  the  newer  types  of  single- 
engine  equipment. 

In  the  course  of  our  consideration  of 
the  so-called  feeder  or  local  operations, 
it  has  appeared  that  the  public  Interest 
might  be  served  by  operations  of  this  type 
conducted  in  modern  single-engine  or  in 
small  nontransport  type  multlenglne 
equipment.  We  therefore  are  proposing 
for  comment  by  the  industry,  certain 
regulatory  changes  in  the  provisions  of 
Parts  40  and  61  which  would  be  specifi- 
cally applicable  to  such  operations. 

In  order  to  encourage  comment  at  this 
time  on  the  scope  of  regulation  to  be 
applied  to  scheduled  operations  In  single- 
engine  aircraft,  rather  than  on  the  de- 
tails of  such  regulation,  we  are  setting 
forth  In  narrative  form  the  substance  of 
the  proposed  amendments.  (See  section 
4(a>  <3)  of  the  Administrative  Procedure 
Act.) 

It  should  be  noted  that  the  operations 
which  would  be  covered  by  the  proposed 
amendments  would  be  limited  to  those 
which  could  be  conducted  under  the 
visual  flight  rules  of  Part  60,  which  as  a 
practical  matter  would  further  limit  such 
operations  to  a  particular  area  or  region 
whose  topography  is  favorable  for  single- 
engine  operation  and  to  relatively  short 
trips. 

One  other  aspect  should  be  considered 
prior  to  consideration  of  the  proposed 
rules  and  that  is  whether  the  VPR  opera- 
tions could  be  conducted  both  day  and 
night  or  limited  to  day  only. 

It  is  proposed  to  establish  the  follow- 
ing requirements  for  scheduled  opera- 
tions under  VPR  conditions  in  nontrans- 
port-type  aircraft: 


1.  The  air  carrier  would  be  permitted 
to  use  any  aircraft  certificated  in  accord- 
ance with  standard  airworthiness  re- 
quirements which  it  owns  or  has  the  ex- 
clusive use  of.  Such  aircraft  would  be 
operated  in  accordance  with  operating 
limitations  prescribed  by  the  Adminis- 
trator as  establishing  a  safe  relationship 
between  the  performance  of  the  aircraft 
and  the  topography  of  the  terrain  to  be 
traversed  and  the  airports  to  be  used. 
No  IPR  or  long  overwater  operations  will 
be  permitted. 

2.  Instead  of  a  ground-to-air  two-way 
communication  system  independent  of 
government  facilities  as  now  prescribed 
it  is  proposed  to  permit  the  use  by  such 
operations  of  government  communica- 
tion facilities  since  the  principal  u.se 
Is  for  the  filing  of  flight  plans  and  for 
meteorological  Information.  A  company 
dispatch  organization  would  not  be  re- 
quired; however,  fiight  plans  would  be 
filed  for  all  flights. 

3.  The  maintenance  requirements 
would  not  be  as  detailed  as  Part  61  but 
w'ould  be  generally  similar  except  that  a 
separate  maintenance  organization  and 
facilities  would  not  be  required. 

4.  Pilot  requirements  would  be  gener- 
ally similar  to  Part  61  except  that  instru- 
ment and  equipment  checks  would  be 
required  on  an  annual  basis.  The  gen- 
eral fiight  time  limitations  of  §  61.518 
would  apply.  Copilots  would  not  be  re- 
quired on  single-engine  aircraft  and 
might  not  be  required  on  some  multi- 
engine  aircraft. 

6.  Where  a  ground  organization  Is  not 
provided,  the  pilot  would  assume  full  re- 
sponsibility for  the  airworthiness  and 
serviceability  of  the  aircraft  prior  to 
flight. 

6.  Weather  mlnlmums  would  be  as 
prescribed  In  Part  60.  Minimum  day  al- 
titudes would  be  500'  and  for  night  as 
prescribed  in  Part  61. 

This  proposal  is  made  under  authority 
contained  In  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

(Sees.  205  (a> ,  601-610,  52  Stat.  984, 1007- 
1012;  49  U.  S.  C.  425  (a).  551-560) 

Dated:  April  25,  1949  at  Washington, 
DC. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan. 

Secretary. 

|F.   R.  Doc.   49-3292;    Filed,    Apr.   27,    1949; 
8;52  a.  m] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[47  CFR,  Parts  2,  7,  8,   12  1 

[Docket  No.  9298] 

Coastal  and  Marine  Relay  Service.  Ship 
Stations,  and  Amateur  Service 

notice  of  proposed  rule  making 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled 
matter. 

2.  Because  of  the  sharing  of  the  inter- 
ship  working  frequency  2738  kc  between 
ship  stations  on  the  Great  Lakes  and 
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ship  stations  on  all  coastal  and  inland 
waters  of  the  United  States,  a  serious 
Interference  problem  exists  on  the  Great 
Lakes  with  respect  to  the  use  of  2738  kc. 
In  order  to  alleviate  this  situation,  the 
proposed  amendments  as  set  forth  below, 
provide  for  the  allocation  and  assign- 
ment of  an  exclu-^ive  Intership  working 
frequency,  2003  kc,  to  the  Great  Lakes 
area. 

3.  It  Is  further  proposed  that  this  al- 
location and  assignment  shall  be  tempo- 
rary, in  the  sense  that  it  will  be  subject 
to  any  change  which  may  be  desirable 
or  necessitated  as  a  result  of  the  imple- 
mentation of  the  Atlantic  City  Table  of 
Frequency  Allocations  in  the  band  2000- 
2850  kc.  Although  it  is  not  at  this  time 
Intended  that  the  frequency  2003  kc  shall 
be  available  in  addition  to  the  present 
Intership  working  frequency  of  2738  kc. 
It  is  necessary  in  order  to  provide  an 
orderly  transition  to  the  proposed  use  of 
2003  kc,  to  permit  the  simultaneous  use 
of  2738  kc  and  2003  kc  for  a  period  to 
terminate  on  January  1, 1950. 

4.  As  was  indicated  in  the  preceding 
paragraph,  the  allocation  and  assign- 
ment of  2003  kc  are  proposed  in  order  to 
provide  a  more  satisfactory  Intership 
working  frequency  for  use  on  the  Great 
Lakes.  In  addition,  however,  this  action 
Is  desirable  at  this  time  in  order  to  pre- 
pare for  the  effective  use  by  appropriate 
stations  within  the  jurisdiction  of  the 
United  States  of  2182  kc  which  has  been 
designated  by  the  Radio  Regulations 
(Atlantic  City,  1947)  as  a  world  wide  dis- 
tress and  calling  frequency  for  the  Mari- 
time Mobile  Radiotelephone  Service. 
The  frequency  2182  kc  is  presently  as- 
signed to  the  Great  Lakes  as  a  calling, 
answering,  and  safety  frequency.  How- 
ever, because  of  the  unsatisfactory  use 
of  2738  kc  as  an  intership  working  fre- 
quency, other  types  of  communications 
than  calling,  answering  and  safety  are 
unavoidably  being  carried  on  2182  kc. 


It  Is  anticipated  that  the  assignment  of 
a  satisfactory  intership  working  fre- 
quency will  aid  In  clearing  2182  kc  in  the 
Great  Lakes  area  of  such  additional 
communications. 

5.  The  proposed  amendments  are  is- 
sued under  the  authority  contained  in 
.sections  303  <b)  (c)  (d)  (f)  and  (r;  of 
the  Communications  Act  of  1934,  as 
amended. 

6.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  rule  change 
should  not  be  adopted,  or  should  not 
be  adopted  in  the  form  set  forth  below, 
may  file  with  the  Commission  on  or 
before  May  10,  1949.  a  written  statement 
or  brief  setting  forth  his  comments.  At 
the  same  time,  persons  favoring  the  rule 
as  proposed  may  file  statements  in  sup- 
port thereof.  The  Commission  will  con- 
sider all  such  comments  that  are  pre- 
sented before  taking  final  action  in  the 
matter,  and  if  any  comments  are  sub- 
mitted which  appear  to  warrant  the 
holding  of  oral  argument,  notice  of  the 
time  and  place  of  oral  argument  will  be 
given. 

7.  In  accordance  with  the  provisions  of 
§  1.764  of  the  Commission's  rules  re- 
lating to  organization  and  practice  and 
procedure,  all  persons  filing  statements 
or  briefs  must  furnish  the  Commission 
with  an  original  and  14  copies  of  each 
statement  or  brief  filed. 

Adopted:  April  20,  1949. 

Released:  April  21.  1949. 

Federal  Communications 
Commission, 
[seal]  T.  J.  Slowii. 

Secretary. 

Parts  2,  7.  8  and  12  of  the  Commis- 
sion's rules  and  regulations  are  amended 
as  follows : 

1.  Section  2.104  (a)  Is  amended  by  the 
Insertion  of  the  following  at  an  appro- 
priate place  In  the  Table  of  Frequency 
Allocations: 


Vnlted  StaU-s 

Federal  Cotnmuniculiuns  CominiMion 

Banil  kc. 
1 

Allocation 

Band  kc. 
J 

Service 
8 

rias?  of 
station 

Frequency 
kc. 

10 

Nature; 
Of  s«  rvires 
Of  sutions 

11 

ii«io-aDo«<    

awo-a)o«.. 

Maritime  mobile '... 

fa.  Coast.. 
\b.  Ship... 

}an(ekc.... 

Maritime  mobile.* 

"  This  alUx-ation  is  temporary  in  the  sense  that  it  shull  he  subject  to  rancellalion  or  modiflcation  hy  the  Commissinn 
Without  the  ne<v«iitv  of  a  hearinjr.  if  in  the  di!u.Teti<«  of  the  Commission  such  action  is  necessary  or  desirable  Ui 
connection  with  the  iniplementuiion  cf  the  Atlantic  City  Table  of  Krequency  Allocations. 

•  The  fretjuency  au03  kc  is  desipiaied  for  use  in  bte  Nl-iritiine  Mobile  Service  in  the  Great  Lakes  area  only. 


2.  Section  7.58  (c)  is  amended  as 
follows : 

a.  Add  the  following  at  the  beginning 
of  the  first  column; 

>»»2003   (Great  Lakes  only). 

'»*  Available  for  aaslgnment  to  coastal- 
harbor  stations  for  communication  only 
with  ship  telephone  stations  on  the  Great 
Lakes  upon  the  condition  that  excessive  in- 
terference will  not  be  caused  to  the  service 
of  maritime  mobile  stations. 

b.  Add  at  the  end  of  footnote  19  the 
foltowing  sentence:  'After  January  1, 
1950  not  available  for  use  by  coastal 
harbor  stations  in  the  Great  Lakes 
area." 


3.  Section  7.61  (d)  Is  amended  to  read 
as  follows: 

(d>  The  frequencies  "*  2003  and  ""  2738 
kilocycles  may  be  authorized  for  use  by 
coastal-harbor  stations  only  for  distress 
or  emergency  communication. 

*>*  Subject  to  cancellation  or  modification 
by  the  Ck>mmisslon,  without  the  necessity  of 
a  bearing,  if  in  the  discretion  of  the  Com- 
mission, such  action  Is  necessary  or  de- 
sirable in  connection  with  the  Implementa- 
tion of  the  Atlantic  City  Table  of  Frequency 
Allocations. 

••"After  January  1.  1950,  not  available  for 
use  by  coastal-harbor  stations  in  the  Great 
Lakes  area. 


4.  Section  8.54  Is  amended  In  the  fol- 
lowing particulars: 

a.  Paragraph  (b)  Is  amended  by  sub- 
stituting for  the  phrase  therein.  "2100- 
2200  kilocycles '.  the  phrase  "2000-2200 
kilocycles". 

b.  Paragraph  (d)  Is  amended  to  read 
as  follows: 

<d)  Before  transmitting  on  the  fre- 
quency 2003  kilocycles  or  2738  kilocycles, 
ship  stations  shall  first  establish  com- 
munication with  each  other  on  the  fre- 
quency 2182  kilocycles  by  initially  calling 
and  answering  on  the  latter  frequency. 

5.  Section  8.81  (d)  is  amended  as  fol- 
lows : 

a.  Add  the  following  at  the  beginning 
of  the  first  column : 

*"  2003  (Great  Lakes  only). 

■^  This  allocation  Is  temporary  In  the  sense 
that  it  shall  be  subject  to  cancellation  or 
modification  by  the  Commission  without 
the  necessity  of  a  hearing.  If  In  the  discre- 
tion of  the  Commission  such  action  Is  nec- 
essary or  desirable  In  connection  with  the 
Implementation  of  the  Atlantic  City  Table 
of  Frequency  Allocations. 

b.  Add  footnote  30b  to  the  frequency 
2738  kc.  as  follows: 

*^»  After  January  1.  1950,  not  available  for 
use  on  the  Great  Lakes. 

6.  Section  8.93  is  amended  by  the  in- 
sertion of  the  phrase  ••2003"  immediately 
preceding  the  phrase  "2182". 

7.  Section  8.94  is  amended  to  read  as 
follows: 

§  8.94  Shared  use  of  2003,  2638,  and 
273S  kilocycles,  (a)  Any  one  exchange 
of  communications  between  any  two  ship 
stations  on  2003,  2638  or  2738  kilocycles, 
or  between  a  ship  and  a  coastal  station 
on  the  frequency  2003  kilocycles  or  on 
2738  kilocycles,  shall  not  exceed  5  min- 
utes in  duration  after  the  two  stations 
have  established  contact  by  calling  and 
answering.  Subsequent  to  such  ex- 
change of  communications,  the  frequen- 
cies 2003  kilocycles,  2638  kilocycles,  or 
2738  kilocycles  shall  not  again  be  used 
for  communication  between  the  same 
two  stations  until  15  minutes  have 
elapsed:  Provided,  That  this  require- 
ment shall  in  no  way  limit  or  delay  the 
transmission  of  distress  or  emergency 
communications. 

<b)  The  alternate  transmission  on 
2003  kilocycles.  2638  kilocycles,  or  2738 
kilocycles  by  each  of  two  stations,  en- 
gaged in  any  one  exchange  of  signals  or 
communications  with  each  other,  shall 
take  place  on  only  one  of  these  frequen- 
cies and  for  this  purpose,  both  stations 
shall  transmit  and  receive  on  the  same 
frequency:  Provided.  That  this  require- 
ment Is  waived  in  the  event  of  emer- 
gency when  by  reason  of  Interference  or 
limitation  of  equipment  this  method  of 
communication  cannot  be  used. 

8.  Section  8.95  Is  amended  in  the  fol- 
lowing particulars: 

a.  The  title  thereof  is  amended  to  read 
as  follows: 

§  8.95  Authorized  use  of  2003.  2368. 
and  2738  kilocycles. 

b.  Paragraph  (a)  Is  amended  by 
changing   the   phrase   'frequency  2738 
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kc"  to  read  "frequencies  2003  and  2738 
kilocycles"  and  by  the  insertion  imme- 
diately after  2738  kilocycles  of  a  num- 
bered footnote  35a  to  read  as  follows: 

"•  After  January  1.  1950.  not  available  for 
use  on  the  Great  Lakes. 

9.  Section  8.98  is  amended  In  the  fol- 
lowing particulars: 

a.  Paragraph  (c)  Is  amended  by  the 
Insertion  of  the  phrase  "2003"  immedi- 
ately preceding  the  phrase  "2182',  and 
add  footnote  39a  after  2738  kilocycles 
to  read  as  follows: 

■^  After  January  1,  1950,  not  available  for 
use  on  the  Great  Lakes. 

b.  Paragraph  (d)  is  amended  by 
deleting  therefrom  the  phrase  "2100- 
2200"  and  substituting  therefor  the 
phrase  "2000-2200"  and  by  adding  the 
numbered  footnote  39a  to  the  phrase 
"2734-2742". 

10.  Section  8.132  (a)  Is  amended  by 
deleting  the  phrase  "2100-2200  kilo- 
cycles" and  substituting  therefor  the 
phra.se  "2000-2200  kilocycles",  and  add- 
ing the  numbered  footnote  56a  to  the 
phrase  "2734-2742". 

•••After  January  1.  1950,  not  avaUable  for 
use  on  the  Great  Lakes. 

11  Section  12.111  (a.)  (1)  Is  amended 
In  the  following  particulars: 

a.  By  deleting  in  subparagraph  (1) 
the  phrase  "1800  to  2050  kc"  and  sub- 
stituting therefor  the  phrase  "1800  to 
2000  kc  and  2006  to  2050  kc". 

b.  By  deleting  in  subdivision  Hi)  the 
phrase  "2000  to  2050  kc"  and  substituting 
therefor  the  phrase  "2006  to  2050  kc". 

|F.    R.    Doc.    49-3341;    Piled.    Apr    27.    1949; 
8:54  A.  m.] 


[47  CFR,   Part   13] 

[Docket  No.  92941 

Commercial  Radio  Operators 
NOTICE  or  proposed  rule  making 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter. 

2.  The  Commission  proposed  to  amend 
S  13.5  of  Its  rules  governing  commercial 
radio  operators  for  the  following  pur- 
poses: 

a.  To  add.  to  the  list  of  those  persons 
who  are  ineligible  to  apply  for  commer- 
cial radio  operator  llcen.ses  of  any  class, 
those  persons  who  are  afflicted  with  com- 
plete deafness  or  complete  muteness  or 
complete  Inability  for  any  other  reason 
to  transmit  or  to  receive  correctly  by  tele- 
phone spoken  messages  in  English.  This 
limitation  is  already  in  effect  as  a  basic 
requirement  for  the  Issuance  of  nearly 
all  of  the  commercial  radio  operator  li- 
censes Issued  by  the  Commission,  and  Is 
a  basic  requirement,  except  for  the  lan- 
guage required  to  be  used.  In  nearly  all 
of  the  basic  requirements  for  radio  oper- 
ator licenses  under  the  International 
Telecommunications  Convention  (Atlan- 
tic City,  1947). 

h.  To  provide  that  an  applicant  for  a 
commercial  radio  operator  license  who  is 
otherwise  found  eligible  and  qualified. 
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but  who  has  a  physical  handicap  which 
would  appear  to  clearly  limit  his  physi- 
cal ability  to  perform  all  duties  as  an 
operator  under  that  license  at  a  station 
under  emergency  conditions  involving 
the  safety  of  life  or  property,  may  be 
Issued  the  license  for  which  he  is  found 
qualified,  but  that  such  license,  if  of  the 
diploma  form  (as  distinguished  from 
such  document  of  the  card  form),  shall 
bear  an  endorsement  prohibiting  the  per- 
formance, under  that  license,  of  any  op- 
erating duties,  other  than  installation, 
service  and  maintenance  duties,  at  any 
station  which  is  required  to  be  provided 
for  safety  purposes. 

3.  The  proposed  amendments,  author- 
ity for  which  is  contained  in  sections  4 
(1).  303  (1)  and  303  (r)  of  the  Communi- 
cations Act  of  1934,  as  amended,  are  set 
forth  below. 

4.  Any  Interested  person  who  is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  .set  forth  below, 
may  file  with  the  Commission  on  or  be- 
fore May  20.  1949.  a  statement  or  brief 
setting  forth  his  comments.  At  the 
same  time,  persons  favoring  the  amend- 
ments as  proposed  may  file  statements  in 
support  thereof.  The  Commission  will 
consider  such  comments  that  are  pre- 
sented before  taking  action  in  the  mat- 
ter, and  if  any  comments  are  submitted 
which  appear  to  warrant  the  holding  of 
a  hearing  or  oral  argument,  notice  of  the 
time  and  place  of  such  hearing  or  oral 
argument  will  be  given. 

5.  In  accordance  with  the  provisions 
of  §  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  fourtaen 
copies  of  all  statements,  briefs,  or  com- 
ments shall  be  furnished  the  Commission. 

Adopted:  April  20.  1949. 

Released:  April  21,  1949. 

Federal  CoBtMrmicATiONS 
Commission, 
[SEALl         T.  J.  Slowie, 

Secretary. 

Section  13.5  of  the  rules  governing 
commercial  radio  operators  is  proposed 
to  be  amended  In  the  following  par- 
ticulars: 

1.  Paragraph  (b)  of  5  13.5  Is  proposed 
to  be  amended  by  striking  out  the  word 
"or"  just  preceding  subparagraph  (2), 
changing  the  period  at  the  end  of  pres- 
ent paragraph  to  a  comma,  and  adding 
the  following  phrase:  "or  (3)  who  is  af- 
flicted with  complete  deafness  or  com- 
plete muteness  or  complete  Inability  for 
any  other  reason  to  transmit  correctly 
and  to  receive  correctly  by  telephone 
spoken  messages  In  English." 

2.  A  new  paragraph  (c)  is  proposed  to 
be  added  to  §  13.5.  to  read  as  follows: 

(c)  No  applicant  who  Is  eligible  to 
apply  for  any  commercial  radio  operator 
license  shall,  by  reason  of  any  physical 
handicap,  other  than  as  set  forth  In 
paragraph  (b)  of  this  section,  be  denied 
the  privilege  of  applying  and  being  per- 
mitted to  attempt  to  prove  his  qualifi- 
cations (by  examination  If  examination 
Is  required)  for  such  commercial  radio 
operator  license  In  accordance  with  es- 
tablished procedure;  nor,  subject  to  the 
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following  conditions,  shall  such  applicant 
be  denied  the  issuance  of  any  commercial 
radio  operator  license  for  which  he  is 
found  qualified: 

(1 )  If  the  applicant  is  afflicted  with  an 
uncorrected  physical  handicap  which 
clearly  limits  his  physical  ability  to  per- 
form all  duties  of  a  radio  operator,  under 
the  license  for  which  application  Is  made, 
at  a  station  under  emergency  conditions 
Involving  the  safety  of  life  or  property, 
he  may  be  issued  the  license  for  which  he 
is  found  qualified:  Provided,  however. 
That  any  license  so  received.  If  of  the 
diploma  form  (as  distinguished  from 
such  document  of  the  card  form),  shall- 
bear  the  following  restrictive  endorse- 
ment: 

This  license  Is  not  valid  for  the  perform- 
ance of  any  operating  duties,  other  than  In- 
stallation, service  and  maintenance  duties, 
at  any  station  licensed  by  the  Federal  Com- 
munications Commission  which  is  required, 
directly  or  Indirectly,  by  any  treaty,  statute 
or  rule  or  regulation  pursuant  to  statute,  to 
be  provided  for  safety  purposes. 

(2)  In  any  case  where  an  applicant, 
who  normally  would  receive  or  lias  re- 
ceived a  commercial  radio  operator  li- 
cense bearing  the  endorsement  pre- 
scribed by  subparagraph  ( 1 )  of  this  para- 
graph. Indicates  his  desire  to  operate  a 
station  falling  within  the  prohibitive 
terms  of  the  endorsement,  he  may  re- 
quest in  writing  that  such  endorsement 
not  be  placed  upon,  or  be  removed  from, 
his  license,  and  may  submit  In  support 
of  his  request  any  written  comment  or 
statement  of  himself  or  any  interested 
party. 

IF.    R.    Doc.   49-3339;    Piled,    Apr.    27,    1949; 
8:53  a.  m.l 


FEDERAL  TRADE  COMMISSION 
[16  CFR,  Ch.  I] 

[Pile  No.  21-416] 

Mail   Order  iNStniANCE  Industry 

NOTICE  OF  HEARING  AND  OF  OPPORTUNITY  TO 
present  VIEWS,  SUGGESTIONS,  OR  OB- 
JECTIONS WITH  RESPECT  TO  PROPOSED 
TRADE  PRACTICE  RULES 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  In 
the  city  of  Washington,  D.  C,  on  the 
13th  day  of  April  1949. 

Opportunity  is  hereby  extended  by  the 
Federal  Trade  Commission  to  any  and 
all  persons,  firms,  corporations,  or  other 
parties,  affected  by  or  having  an  Interest 
In  the  proposed  trade  practice  rules  for 
the  Mail  Order  Insurance  Industry  (1.  e.. 
all  persons,  firms,  corporations  and  or- 
ganizations engaged  in  the  sale  and 
offering  for  sale  of  any  kind  of  Insurance 
outside  the  State  of  their  domicile, 
through  the  mail  or  other  interstate 
communications  or  facilities  and  with- 
out the  employment  in  connection 
therewith  of  any  agent  licensed  In  the 
State  where  the  sale  of  the  Insurance  Is 
promoted  or  In  which  delivery  of  the 
policy  to  the  Insured  Is  to  be  made),  to 
present  to  the  Commission  their  views 
concerning  said  rules,  including  such 
pertinent  Information,  suggestions,  or 
objections  as  they  may  desire  to  submit. 
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and  to  be  heard  in  the  premises.  For 
this  purpose  they  may  obtain  copies  of 
the  proposed  rules  upon  request  to  the 
Commission.  Such  views,  information, 
suggestions,  or  objections  may  be  sub- 
mitted by  letter,  memorandum,  brief,  or 
other  communication,  to  be  filed  with 
the  Commission  not  later  than  May  2.5, 
1949.     Opportunity   to   be   heard   orally 


will  be  afforded  at  the  hearing  beginning 
at  10:00  a.  m.  (dst),  May  25,  1949.  in 
Room  332,  Federal  Trade  Commission 
Building,  Pennsylvania  Avenue  at  Sixth 
Street  NW.,  Washington,  D.  C,  to  any 
such  persons,  firms,  corporations,  organ- 
izations, or  other  parties  who  desire  to 
appear  and  be  heard.  After  due  con- 
sideration of  all  matters  presented  in 


writing  or  ondly.  the  Commission  will 
proceed  to  final  action  on  the  proposed 
rules. 


By  the  Commission. 

[SEAL] 


D.  C.  Daniel. 
Secretary. 


fF.   R.   Doc.   49-3310;    Filed.    Apr.   27.    n»: 
8:47  a.  ml 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

[Misc.  413121 

Washington 

restoration  order  no.  1271  under 
federal  power  act 

April  22.  1949. 

Pursuant  to  the  determination  of  the 
Federal  Power  Commission  (DA-102 
Washington),  and  in  accordance  with  43 
CFR4,275(a)  <16»  (Departmental  Order 
No.  2238  of  August  16,  1946,  11  F.  R. 
9080 ) ,  It  is  ordered  as  follows : 

Subject  to  valid  existing  rights,  the 
following-described  public  lands,  having 
been  withdrawn  for  Power  Site  Reserve 
No.  403  on  October  22,  1913,  are  hereby 
opened  to  disposition  under  the  public 
land  laws,  subject  to  the  provisions  of 
section  24  of  the  Federal  Power  Act  of 
June  10,  1920  (41  Stat.  1075.  16  U.  S.  C. 
818),  as  amended: 

Willamette  Meridian,  Washington 

T.  34  N.,  R.  10  E.. 

Sec.  1.  lota  3.  4,  6,  7.  S>4NW'4,  SW!4.  W'j 

SE'4: 
Sec.  2.  NEV4.  E!'2SEV^SE'^. 

Available  data  indicate  that  the  l^nd 
Is  rough  and  mountainous  in  character. 
The  areas  described  aggregate  592.31 
acres. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small 
tract,  desert  land,  or  any  other  non- 
mineral  public  land  laws,  unless  the  land 
has  already  been  classified  as  valuable 
or  suitable  for  such  type  of  application 
or  shall  be  so  classified  upon  considera- 
tion of  an  application. 

Eflective  immediately,  the  lands  af- 
fected by  this  order  shall  be  subject  to 
application  by  the  State  of  Washington 
for  rights  of  way  for  public  highways  or 
as  a  source  of  material  for  the  construc- 
tion and  maintenance  of  such  highways, 
under  applicable  laws  and  regulations 
contained  in  §§  244.42  to  244.46  of  Title 
43  of  the  Code  of  Federal  Regulations 
(Circular  No.  1237b,  May  31,  1943,  8 
F.  R.  7717  •,  as  provided  by  the  act  of 
Congress  approved  May  28,  1948  (Public 
Law  559,  80th  Congress). 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  such 
lands  until  10:00  a.  m.  on  the  35th  day 
after  the  date  of  this  order.  At  that 
time  the  said  lands  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 


to  application,  petition,  location  and  se- 
lection as  follows: 

(a)  Ninety-one  day  period  lor  "pref- 
erence-right filings.  For  a  period  of  91 
days,  commencing  at  the  hour  and  on 
the  day  specified  ftbove,  the  public  lands 
affected  by  this  order  shall  be  subject 
only  to  ( 1)  application  under  the  home- 
stead or  the  de.sert-land  laws  or  the  Small 
Tract  Act  of  June  1,  1938,  52  Stat.  609 
•  43  U.  S.  C.  682a  > ,  as  amended,  by  quali- 
fied veterans  of  World  War  II  and  other 
qualified  persons  entitled  to  preference 
under  the  act  of  September  27.  1944. 
58  Stat.  747  (43  U.  S.  C.  279-284),  a.s 
amended,  subject  to  the  requirements 
of  applicable  law,  and  (2)  application 
under  any  applicable  public-land  law, 
based  on  prior  existing  valid  settlement 
rights  and  preference  rights  conferred 
by  existing  laws  or  equitable  claims  sub- 
ject to  allowance  and  confirmation.  Ap- 
plications under  subdivision  (1 )  of  this 
paragraph  shall  be  subject  to  applica- 
tions and  claims  of  the  cla.sses  described 
in  subdivision  (2)  of  this  paragraph. 
All  applications  filed  under  this  para- 
graph either  at  or  before  10:00  a.  m.  on 
the  35th  day  after  the  date  of  this  order 
shall  be  treated  as  though  filed  simul- 
taneously at  that  time.  All  applications 
filed  under  this  paragraph  after  10:00 
a.  m.  on  the  said  35th  day  shall  be  con- 
sidered in  the  order  of  filing. 

(b»  Date  for  non-preference-right 
filings.  Commencing  at  10:00  a.  m.  on 
the  126th  day  after  the  date  of  this  or- 
der, any  lands  remaining  unappropriated 
shall  become  subject  to  such  application, 
petition,  location,  selection,  or  other  ap- 
propriation by  the  public  generally  as 
may  be  authorized  by  the  public-land 
laws.  All  such  applications  filed  either 
at  or  before  10:00  a.  m.  on  the  126th 
day  after  the  date  of  this  order,  shall  be 
treated  as  though  filed  simultaneously 
at  the  hour  specified  on  such  126th 
day.  All  applications  filed  thereafter 
shall  be  considered  in  the  order  of  filing. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides) .  of  his  certificate 
of  honorable  di.scharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  In  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  Is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.  Per- 
sons acserting  preference  rights,  through 


settlement  or  otherwLe,  and  those  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments in  support  thereof,  setting  forth 
In  detail  all  facts  relevant  to  their 
claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  District  Land  Office, 
Bureau  of  Land  Management.  Spokane, 
Washington,  shall  be  acted  upon  in  ac- 
cordance with  the  regulations  contained 
in  §  295  8  of  Title  43  of  the  Code  of  Fed- 
eral Regulations  and  Part  296  of  that 
title,  to  the  extent  that  such  regulations 
are  applicable.  Applications  under  the 
homestead  laws  shall  be  governed  by  the 
regulations  contained  in  Parts  166  to  170, 
inclusive,  of  Title  43  of  the  Code  of  Fed- 
eral Regulations,  and  applic  ations  under 
the  desert-land  laws  and  the  said  Small 
Tract  Act  of  June  1.  1938,  shall  be  gov- 
erned by  the  regulations  contained  in 
Parts  232  and  257.  respectively,  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office, 
Bureau  of  Land  Management,  Spokane, 
Washington. 

RoscoE  E.  Bell, 
Associate  Director, 
Bureau  of  Land  Management. 

|F.    R.    Doc.   49-3298:    Filed.    Apr.    27,    1949; 
8:46  a.  m.) 


Office  of  the  Secretary 

(Order  2509.  Amdt.  1] 

Delegations  or  AtrrnoRiTY;  General 

Section  53,  reading  as  follows.  Is  added 
to  Order  No.  2509: 

Sec.  53.  Contracts:  Chairmen.  Field 
Committees.  In  conformity  with  appli- 
cable regulations  and  statutory  require- 
ments, and  subject  to  the  availability  of 
appropriations,  the  chairmen  of  the  fol- 
lowing field  committees  severally  may, 
without  Secretarial  approval,  purchase 
supplies  and  make  contracts  for  supplies 
and  services  if  the  amount  involved  in 
any  one  case  does  not  exceed  $100:  Alaska 
Field  Committee,  Missouri  River  Ba.sin 
Field  Committee,  Pacific  Northwest  Field 
Committee,  and  Southwest  Field  Com- 
mittee.    (R.  S.  161;  5U.  S.  C.  22) 

J.  A.  Krttg, 
Secretary  of  the  Interior. 

April  20,  1949. 

|F.   R.   Doc.   49-3296;    Filed,   Apr.   27.   1949; 
8:45  a.  m.l 


Thursday,  April  28,  1949 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

Sugarcane  in  Florida 

notice  of  hearing  and  designation  of 
presiding  officers 

Pursuant  to  the  authority  contained 
in  subsections  (c)  (D  and  (0  (2)  of 
section  301  of  the  Sugar  Act  of  1948 
(61  Stat.  929;  7  U.  S.  C.  Sup.  1131), 
notice  is  hereby  given  that  a  public  hear- 
ing will  be  held  in  Clewlston.  Florida, 
in  the  Sugarland  Park  Auditorium  on 
May  16,  1949,  at  10:00  a.  m. 

The  purpose  of  such  hearing  is  to  re- 
ceive evidence  likely  to  be  of  assistance 
to  the  Secretary  of  Agriculture  in  de- 
termining (1),  pursuant  to  the  provi- 
sions of  section  301  (c)  (1)  of  said  act, 
fair  and  rea.sonable  wage  rates  for  per- 
sons employed  In  the  production,  culti- 
vation, or  harvesting  of  sugarcane  in 
Florida  during  the  period  July  1,  1949 
through  June  30,  1950,  on  farms  with  re- 
spect to  which  applications  for  pay- 
ment under  the  said  act  are  made,  and 
<2»,  pursuant  to  the  provl-slons  of  sec- 
tion 301  (c)  (2)  of  said  act.  fair  and 
reasonable  prices  for  the  1949  crop  of 
sugarcane  to  be  paid  under  either  pur- 
chase or  toll  agreements  by  proce.ssors 
who  as  producers  apply  for  payments 
under  the  said  act.  In  the  Interest  of 
obtaining  the  best  possible  information, 
all  Interested  persons  are  requested  to 
appear  to  express  their  views  and  pre- 
sent appropriate  data  In  regard  to  the 
foregoing  matters. 

The  hearing,  after  being  called  to 
order  at  the  time  and  place  mentioned 
herein,  may  be  continued  from  day  to 
day  within  the  discretion  of  the  pre- 
siding officers,  and  may  be  adjourned  to 
a  later  day  or  to  a  different  place  with- 
out notice  other  than  the  announce- 
ment thereof  by  the  presiding  officers. 

Joseph  T.  Elvove.  Ward  S.  Stevenson. 
and  Thomas  H.  Allen  are  hereby  desig- 
nated as  presiding  officers  to  conduct 
either  Jointly  or  severally  the  foregoing 
hearing. 

Issued  this  25th  day  of  April  1949. 

fsEALl  Ralph  S.  Trigg. 

Administrator. 

[F.   R.   Doc.   49-3289;    Filed.   Apr.   27,    1949; 
8:51  a.  m.| 


Rural  Electrification  Administration 

_  I  Administrative  Order  1977] 
Loan  Annottncement 

April  4.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Ac*  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admln- 
i.strator  of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Illinois  36K.   L  Jasper $1,150,000 


[seal] 


(F.    R.    Doc. 


No.  81- 


WlLLIAM  J.  NeAL, 

Acting  Administrator. 

49-3321,    Filed.    Apr.    27,    1949; 
8:49  a.  m.] 


FEDERAL  REGISTER 

(Administrative  Order  1978] 

Loan  Announcement 

April  4,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1938.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation :                    *  Amount 

Texas  89  L  Houston $450.  000 

[SEAL]  William  J.   Neal, 

Acting  Administrator. 

[?.   :  .   Doc.    49-3322;    Filed.    Apr.    27,    1949; 
8:49  a.  m.j 
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[Administrative  Order   1979] 

Loan  Announcement 

April  6.  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  Amount 

South  Carolina  30G  Colleton $105,000 

[seal]  William  J.  Neal, 

Acting  Administrator. 

|F.   R.    Doc.   49-3323;    Filed.    Apr.    27.    1949; 
8:49  a.  m] 


(Administrative  Order   1980] 
Loan  Announcement 

April  6,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Iowa  16K  Monona 


Amount 
$285,000 

fSEAL]  William  J.  Neal. 

Acting  Administrator. 

|F.    R.    Doc.    49-3324;    Filed,    Apr.    27,    1949; 
8:49  a.  m.l 


(Administrative  Order  1981] 
Loan  Announcement 

April  6,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Kansas  41D  Wilson $325,000 

[SEAL]  William  J.  Neal, 

Acting  Administrator. 

[F.   R.   Doo.  49-3325;    Filed,   Apr.   27.   1949; 
8:49  a.  m.] 


[Administrative  Order  1982] 


Loan  Announcement 

April  7.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Maine  16A  Swan's  Island $126,000 

[SEAL]  William  J.  Neal, 

Acting  Administrator. 

[F.   R.   Doc.   49-3326:    Filed,    Apr.   27,    1949; 
8:49  a.  m.| 


1  Administrative  Order  1983] 

Loan  Announcement 

April  7.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

New  Mexico  17D  Sierra $175,000 


[seal] 


William  J.  Neal, 
Acting  Administrator. 


IF.    R.    Doc.    49-3327;    Filed,    Apr.    27,    1949; 
8:49  a.  m.l 


(Administrative  Order  1984] 

Loan  Announcement 

April  8,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation: 
Louisiana  7P  Grant. 


Amount 
$205.  000 


[seal] 


William  J.  Neal, 
Acting  Administrator. 


[F.    R.    Doc.    49-3328;    Filed,    Apr.    27.    1949; 
8:49  a.  m.l 


(Administrative  Order  1985] 

Loan  Announcemeni 

April  8.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Minnesota  12K  St.  Louis $1,185,000 


[seal] 


William  J.  Neal. 
Acting  Administrator. 


(F.   R.    Doc.    49-3329;    Filed.    Apr.    27,    1949; 

8:50  a.  m.J 
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I  Administrative  Order  1986] 
Loan  Announcement 

April  8,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Georgia  66P  Taylor. 


Amount 
$830.  000 


NOTICES 

I  Administrative  Order  1990  J 

Loan  Announcement 

April  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  EHectrificatlon 
Administration: 

Loan  designation: 
Mississippi  3dS  Jackson 


I  SEAL  1 


William  J.  Neal, 
Acting  Administrator. 


|F.    R.    Doc.  49-3330;    Filed,    Apr.  27.    1919; 
8:50  a.  m.l 


(Administrative  Order  No.  19871 
Loan  Announcement 

April  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan    designation : 

Texas  SON  Grayson 


Amount 
$245.  000 


[SEALI 


William  J.  Neal, 
Acting  Administrator. 


|F.    R.    Doc.    49-3331:    Filed,    Apr.   27,    1949; 
8:50  a.  m.) 


I  Administrative  Order  1988 1 

Loan  Announcement 

April  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Nebraska  4S  Polk  District  Public.  $80  000 


[sealI 


William  J.  Neal, 
Acting  Administrator. 


(F.    R.    Doc.    49-3332;    Filed.    Apr.    27,    1949; 
8:50  a.  m.l 


|Admlnl8t-ative  Order  1989] 
Loan  Announcement 

April  8.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Nebraska  87D  Webster. 


Amount 
$463,000 

IsiAi]  ,«.    William  J.  Neal. 

Acting  Administrator. 

IF.    R.    Doc.    49-3333;    Filed.    Apr.    27.    1949; 
8:50  a.  m.J 


Amount 
$425,  OJO 


fSEALl 


William  J.  Neal, 
Acting  Administrator. 


|F.    R.    Doc.    49-3334;    Filed,    Apr.    27.    1949; 
8:50  a.  m.| 


FEDERAL   POWER   COMMISSION 

I  Docket  No.  DI- 177 1 

New  York  Power  and  Light  Corp. 

NOTICE   OF  opinion   NO.    172   AND   FINDINGS 

and  order 

April  22.  1949. 
Notice  is  hereby  given  that,  on  April  18, 
1949,  the  Federal  Power  Commission  is- 
sued its  Opinion  No.  172  and  findings  and 
order  entered  December  20,  1948.  in  the 
above-designated  matter,  requiring  that 
the  New  York  Power  and  Light  Corpora- 
tion shall  not  commence  construction  of 
any  hydroelectric  power  development  on 
the  Sacandaga  River,  New  York,  until 
It  shall  have  applied  for  and  accepted  a 
license  under  the  provisions  of  the  Fed- 
eral Power  Act  and  the  rules  and  regu- 
lations of  the  Commission. 


[seal] 


Leon  M.  Fuquay, 

Secretary. 


|F.    R.    Doc.    49-3299;    Filed.    Apr.    27,    1949; 
8:45  ami 


[Docket   No.   0-1178] 

Southern  Union  Gas  Co. 

notice  of  findings  and  order  issuing  a 

certificate  of  PUBLIC  CONVENIENCE  AND 

necessity 

April  22.  1949. 

Notice  Is  hereby  given  that,  on  April 
21,  1949.  the  Federal  Power  Commission 
issued  Its  findings  and  order  entered 
April  20,  1949.  issuing  a  certificate  of 
public  convenience  and  necessity  In  the 
above-designated  matter. 


[SEALl 


L«ON  M.  PUQUAY. 

Secretary. 


[F.   R.   Doc.   49-3300;    Filed.   Apr.   27.    1949; 
8:46  a.  m.] 


[Docket  No.  0-1193] 

Arkansas  Louisiana  Gas  Co. 

NOTICE  of  application 

April  21,  1949. 
Notice  is  hereby  given  that  on  April  8. 
1949.  Arkansas  Louisiana  Gas  Company 
(Applicant),  a  Delaware  corporation, 
with  Its  principal  place  of  business  In 
Shreveport,  Louisiana,  filed  an  applica- 
tion for  a  certificate  of  public  conven- 
ience and  necessity,  pursuant  to  section 
7  of  the  Natural  Gas  Act,  as  amended, 


authorizing  the  construction  and  opera- 
tion of  the  following  described  natural- 
gas  pipe  line  facilities: 

(1>  Approximately  72.1  miles  of  20- 
inch  pipe  line  extending  from  a  gasoline 
extraction  plant,  owned  by  Arkansas  Fuel 
Oil  Company,  In  the  Waskom  field,  Har- 
ri.son  County.  Texas,  to  a  gasoline  ex- 
traction and  desulphurization  i^ant 
owned  by  Arkansas  P\iel  Oil  Company, 
in  Columbia  County.  Arkansas  (Colum- 
bia Plant),  including  submarine  river 
crossings,  meters,  regulators,  appur- 
tenant equipment,  and  connections  with 
Applicant's  presently  existing  line  CM-3. 
in  Bossier  Parish,  lines  C-l-G  and  CM-2, 
in  Caddo  Parish,  and  lines  R  and  F,  near 
Blanchard.  Caddo  Parish,  Louisiana. 

(2)  Approximately  90  8  miles  of  20- 
inch  pipe  line  extending  from  the  Colum- 
bia Plant  to  Applicant's  regulator  station 
at  Perl  a.  Hot  Spring  County,  Arkansas, 
looping  Applicants  presently  existing 
lines  L  and  A  from  the  Columbia  Plant  to 
Perla.  including  submarine  and  aerial 
river  crossings,  meters,  regulators,  ap- 
purtenant equipment,  and  connections 
with  lines  L  and  A,  at  the  Columbia  Plant 
and  at  Perla. 

( 3 )  Operation  for  the  interstate  trans- 
mission of  natural  gas  of  Applicants 
existing  line  LT-1.  consisting  of  ap- 
proximately 13  miles  of  123/4-inch  pipe 
line  extending  from  a  gasoline  extraction 
plant  In  the  McKamie  gas  field.  Lafayette 
County.  Arkansas,  to  the  southern  ter- 
minus of  Applicant's  line  L. 

Applicant  requests  permission  and  ap- 
proval, pursuant  to  section  7  (b)  of  the 
Natural  Gas  Act,  to  abandon  and  re- 
move approximately  8.53  miles  of  14- 
Inch  pipe  line  and  3  08  miles  of  4'/2-lnch 
pipe  line  from  Applicant's  presently 
existing  line  G,  beginning  at  a  point  In 
Township  21  North,  Range  14  West. 
Caddo  Parish,  Louisiana,  extending  to 
the  community  of  Plain  Dealing.  Louisi- 
ana, and  to  discontinue  service  to  10 
rural  customers. 

Applicant  recites  that  the  Increased 
requirements  of  natural  gas  on  Its  sys- 
tem win  be  In  the  order  of  165,000  Mcf 
per  day.  Applicant  states  that  the  above 
proposed  facilities  will  allow  for  In- 
crea.sed  deliveries  of  natural  gas  from 
the  Waskom  field.  Texas,  where  Appli- 
cant states  it  owns  or  controls  substan- 
tial gas  reserves. 

Applicant  represents  that  at  the  pro- 
po.-^ed  operating  pressures,  the  proposed 
Waskom-Columbia  line  will  have  a  de- 
signed capacity  of  200,000  Mcf  per  day, 
and  the  proposed  Columbia-Perla  line 
will  have  a  designed  capacity  of  140.000 
Mcf  per  day. 

The  over-all  capital  cost  of  the  pro- 
posed facilities  Is  estimated  by  Applicant 
at  approximately  $8,000,000.  Applicant 
recites  that  If  the  proposed  divestment 
plan  of  Arkansas  Natural  Gas  Corpora- 
tion, parent  of  Applicant,  is  approved  by 
the  Securities  and  Exchange  Commis- 
sion, whereby  Applicants  gas  distribu- 
tion properties  would  be  sold,  a  portion 
of  the  proceeds  from  such  a  sale  would 
be  available  to  Applicant  for  financing 
the  proposed  construction. 

Any  Interested  State  commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
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live  provisions  of  1 1.37  of  the  Commls- 
slon'$  rules  of  practice  and  procedure 
and.  if  80.  to  advUe  the  Federal  Power 
Commission  as  to  the  nature  of  its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reuons  for  such  a  request. 
The  application  of  Arkansas  Louisiana 
Gas  Company  Is  on  file  with  the  Com- 
mission and  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington,  D.  C. 
not  later  than  19  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  F>etitlon  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§18  or 
1.10,  whichever  Is  applicable,  of  the 
rules  of  practice  and  procedure. 


TSEALl 


Leon  M.  Fuquay, 
Secretarp. 


|F.    R.   Doc.    49-3301;    Filed.    Apr.    27,    1949; 
8:45  a.  m.) 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File   No.   7-26] 
Kings  County  Lighting  Co. 

ORDER  extending  PERIOD  OF  EXEMPTION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  22d  day  of  April  A.  D.  1949. 

The  New  York  Curb  Exchange  having 
admitted  the  4%  Cumulative  Preferred 
Stock,  Par  Value  $50,  and  the  Common 
Stock,  Without  Par  Value,  of  Kings 
County  Lighting  Company  to  trading 
under  the  temporary  exemption  afforded 
by  Rule  X-12A-5: 

The  Commission  having  been  Informed 
that  the  Issuer  Is  considering  the  regis- 
tering and  listing  of  said  securities  on  a 
national  securities  exchange; 

The  Commission  on  February  21,  1949 
having  extended  the  period  of  exemption 
of  said  securities  from  the  requirements 
of  section  12  (a)  of  the  Securities  Elx- 
change  Act  of  1934  until  the  close  of 
business  on  April  22,  1949; 

It  appearing  to  the  Commission  that 
under  the  circumstances  the  extension 
of  time  that  has  been  provided  Is  In.suffi- 
cient  to  accomplish  the  purpose  of  the 
rule; 

The  Commission  now  deeming  it  ap- 
propriate in  the  public  interest  and  for 
the  protection  of  investors  that  the 
period  of  exemption  of  said  securities  on 
the  New  York  Curb  Exchange  be  further 
extended; 

It  is  ordered.  That  the  period  of  ex- 
emption of  said  securities  from  the  re- 
quirements of  section  12  (a)  on  the  New 
York  Curb  Exchange  be,  and  It  hereby 
Is,  further  extended,  pursuant  to  para- 
graph (c)  of  Rule  X-12A-5.  until  the 
close  of  business  on  June  24,  1949,  or 
until  furitier  order  of  the  Commission. 

By  the  Commission. 

( SEAL  ]  Orval  L.  Dubois.     ' 

Secretary. 

IP.   R.    Doc.    4fr  3305;    Piled,   Apr.    27.    1949; 
8:46  a.  m] 


[PUe  No.  31-682] 
Indiana  Gas  L  Chemical  Corp. 

NOTICE  of  FILINQ 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C,  on 
the  21st  day  of  April  A.  D.  1949. 

Notice  Is  hereby  given  that  an  applica- 
tion and  an  amendment  thereto  have 
been  filed  with  the  Commission  by  In- 
diana Gas  it  Chemical  Corporation  ("In- 
diana Gas")  pursuant  to  section  8  (a) 
(1)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  for  exemption  from  the 
provisions  of  the  act  otherwise  applicable 
to  it  as  a  holding  company. 

Notice  Is  further  given  that  any  inter- 
ested person  may,  not  later  than  May  6, 
1949,  at  5:30  p.  m.,  e,  s.  t.,  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  the  matter,  stating  the  reasons 
for  his  request,  the  nature  of  his  Interest 
and  the  issues  of  fact  or  law  raised  by 
said  application  which  he  desires  to  con- 
trovert, or  may  request  that  he  be  noti- 
fied if  the  Commission  should  order  a 
hearing  thereof.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission,  425  Sec- 
ond Street  NW.,  Washington  25,  D.  C.  At 
any  time  after  said  date  said  application, 
as  amended,  may  be  granted. 

All  interested  persons  are  referred  to 
said  application,  as  amended,  which  is 
on  file  in  the  offices  of  this  Commission, 
for  a  statement  of  allegations  therein 
contained  which  are  summarized  as 
follows : 

Indiana  Gas  operates  a  by-product 
coke  plant  at  Terre  Haute,  Indiana,  for 
the  manufacture  and  sale  of  coke,  gas, 
tar,  ammonia,  and  light  oils  derived  from 
the  carbonization  and  distillation  of 
coal.  The  company  owns  all  of  the  out- 
standing capital  stock  of  Terre  Haute 
Gas  Corporation,  as  gas  utility  company 
principally  engaged  In  the  business  of 
distributing  manufactured  gas  In  the 
cities  of  Terre  Haute,  Clinton,  and  Brazil, 
Indiana,  with  Incidental  retail  sales  of 
gas  appliances. 

The  application,  as  amended,  recites 
that  Indiana  Gas  and  Terre  Haute  Gas 
Corporation,  Its  sole  public-utility  sub- 
sidiary, are  predominantly  Intra-state  in 
character  and  carry  on  their  business  en- 
tirely within  the  State  of  Indiana,  in 
which  state  both  such  companies  are 
organized. 


By  the  Commission, 


I  seal] 


Orval  L.  DuBois. 
Secretary. 


[F.   R.   Doc.   49-3304;    Piled,    Apr.    27,    1949; 
8:46  a.  m.] 


[File  No.  70-2085] 
Appalachian  Electric  Power  Co. 

NOTICE  of  filing  AND  NOTICE  OF  AND  ORDER 
FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  22d  day  of  April  A.  D.  1949. 

Notice  Is  hereby  given  that  Appala- 
chian Electric  Power  Company  ("Appa- 
lachian"), an  electric  utility  subsidiary 


of  American  Gas  and  Electric  Company 
("American  Gas"),  a  registered  holding 
company,  has  filed  an  application-dec- 
laration pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  and  has 
designated  sections  6  (a)  and  7  thereof 
as  applicable  to  the  proposed  transac- 
tions. 

All  Interested  persons  are  referred  to 
said  application-declaration  which  Is  on 
file  In  the  offices  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed  which  are  summarized  as  fol- 
lows : 

Appalachian  proposes  to  establish  a 
line  of  credit  In  the  amount  of  $18,000,000 
with  the  following  named  banks: 

Irving  Trust  Co.,  New  York,  N.  Y. 

Guaranty  Trust  Co.  of  New  York,  New  York, 
N.  Y. 

Bankers  Trust  Co.,  New  York,  N.  Y. 

Mellon  National  Bank  &  Trust  Co.,  Pitta- 
burgh,  Pa. 

Pursuant  to  the  line  of  credit,  Appala- 
chian proposes  to  borrow  from  said 
banks,  from  time  to  time,  prior  to  May 
1,  1950,  sums  not  to  exceed  in  the  aggre- 
gate the  amount  of  $18,000,000,  such 
loans  as  are  made  to  be  equally  divided 
among  the  named  banks,  and  to  be  evi- 
denced by  notes  to  be  Issued  by  Appa- 
lachian dated  as  of  the  date  of  the  bor- 
rowings and  maturing  on  May  1,  1950, 

The  application-declaration  states 
that  an  initial  borrowing  of  $4,000,000  Is 
contemplated  on  or  about  May  3,  1949, 
which  will  be  evidenced  by  notes  matur- 
ing May  1,  1950,  bearing  Interest  at  the 
rate  of  2V\%  per  annum. 

It  is  further  stated  that  subsequent 
borrowings  will  be  made  at  thirty  or 
sixty  day  Intervals  after  May  3,  1949. 
In  the  amounts  of  $2,000,000  or  $4,000,000 
respectively,  depending  upon  Appala- 
chian's cash  requirements.  Such  bor- 
rowings will  bear  Interest  from  the  re- 
spective dates  thereof  at  the  then  cur- 
rent prime  credit  rate,  but  In  no  event 
Is  the  Interest  rate  to  exceed  2*i%  per 
annum. 

Appalachian  may  prepay  the  notes 
from  time  to  time,  in  whole  or  in  part, 
without  premium.  Any  such  partial  pay- 
ments are  to  be  made  ratably  on  all 
notes  then  outstanding. 

At  least  ten  days  prior  to  each  bor- 
rowing, subsequent  to  the  initial  borrow- 
ing. Appalachian  will  file  an  amend- 
ment setting  forth  the  amount  of  such 
borrowing  and  the  annual  rate  of  Inter- 
est thereon.  It  is  proposed  that  each 
such  amendment  will  become  effective 
ten  days  after  the  filing  thereof  if  no 
action  is  taken  with  respect  thereto  by 
the  Commission  within  such  ten-day 
period. 

The  application-declaration  states 
that  the  proposed  loans  are  designed 
to  provide  cash  to  meet  Appalachian's 
construction  program  which  is  estimated 
as  calling  for  the  expenditure  of  ap- 
proximately $68,000,000  during  the  years 
1949  and  1950.  Any  plan  for  financing 
of  a  permanent  nature  will  provide  for 
the  prepayment  of  the  then  outstanding 
notes. 

It  appearing  to  the  Commi.ssion  that 
It  Is  appropriate  In  the  public  interest 
and  In  the  interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  said  application-declaration  and 
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that  said  application-declaration  shall 
not  be  granted  or  permitted  to  become 
effective  except  pursuant  to  further  or- 
der of  the  Commission;  and 

It  appearing  to  the  Commission  that 
In  order  properly  to  pass  upon  said  ap- 
plication-declaration it  is  appropriate  to 
Inquire  into  the  permanent  financing 
plans  of  Appalachian  and  of  American 
Gas,  and  that  for  this  purpose  it  is  ap- 
propriate that  American  Gas  be  made  a 
party  to  these  proceedings: 

It  is  ordered.  That  American  Gas  be 
and  hereby  is  made  a  party  respondent 
In  this  proceeding: 

It  in  further  ordered.  That  a  hearing 
on  said  application-declaration  and  on 
matters  related  thereto,  as  hereinbefore 
and  hereinafter  referred  to,  pursuant  to 
the  applicable  provisions  of  the  act  and 
the  rules  of  the  Commission,  be  held  on 
May  4,  1949,  at  10:00  a.  m..  e.  d.  s.  t.. 
at  the  office  of  the  Commission.  425  Sec- 
ond Street  NW.,  Washington  25.  D.  C. 
On  such  date  the  Hearing  Room  Clerk 
In  Room  101  will  advise  as  to  the  room 
in  which  such  hearing  is  to  be  held. 
Any  person  desiring  to  be  heard  or  other- 
wise wishing  to  particij>ate  in  this  pro- 
ceeding shall  file  with  the  Secretary  of 
the  Commission  on  or  before  May  2. 
1949,  a  request  relative  thereto  as  pro- 
vided by  Rule  XVn  of  the  Commission's 
rules  of  practice. 

It  is  further  ordered.  That  Edward  C. 
John.son  or  any  other  oflBcer  or  ofiBcers  of 
this  Commission  designated  by  it  for  that 
purpose  shall  preside  at  such  hearing. 
The  officer  or  oflBcers  so  designated  to 
preside  at  such  hearing  are  hereby  au- 
thorized to  exercise  all  powers  granted 
to  the  Commission  under  section  18  (c) 
of  the  act  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  having 
advised  the  Commission  that  it  has  made 
a  preliminary  examination  of  the  appli- 
cation-declaration and  that  upon  the 
basis  thereof  the  following  matters  and 
questions  are  presented  for  considera- 
tion without  prejudice  to  its  specifying 
additional  matters  and  questions  upon 
further  examination: 

1.  Whether  the  proposed  bank  loan 
agreement  is  consistent  with  the  public 
Interest  and  the  interests  of  investors 
and  consumers  and  with  the  applicable 
requirements  of  the  act  and  rules  there- 
under, particularly  sections  6  <a»  and  7. 

2.  The  steps  proposed  to  be  taken  by 
Appalachian  towards  repayment  of  the 
notes  here  proposed  and  the  appropri- 
ateness of  such  measures  under  the  ap- 
plicable standards  of  the  act. 

3.  The  nature  and  extent  of  Appa- 
lachian's con.struction  program  and  the 
plans  it  has  made  for  the  permanent 
financing  of  that  program. 

4.  The  nature  and  extent  of  the  fi- 
nancing program  of  American  Gas  and 
Its  subsidiaries,  with  particular  emphasis 
upon  the  extent  to  which  American  Gas 
proposes  to  supply  equity  capital  to  its 
subsidiaries  in  connection  with  the  fi- 
nancing of  their  construction  programs 
and  the  possible  sources  of  such  funds. 

5.  Generally,  whether  American  Gas 
has  devised  a  program  for  the  financing 
of  its  subsidiaries  designed  to  maintain 
balanced  capital  structures  with  proper 
cmounts  of  equity  capital. 


6.  Whether  any  terms  and  conditions 
should  be  imposed  in  the  public  interest 
or  for  the  protection  of  investors  and 
consumers  either  with  respect  to  Amer- 
ican Gas  in  connection  with  the  furnish- 
ing of  equity  capital  to  its  subsidiaries, 
or  with  respect  to  Appalachian  concern- 
ing the  refunding  or  repayment  of  the 
loans  here  proposed. 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  a 
copy  of  this  notice  and  order  by  reg- 
istered mail  to  the  applicant-declarant 
herein,  to  American  Gas  and  Electric 
Company,  to  the  Public  Utilities  Com- 
mission of  the  State  of  Ohio,  the  West 
Virginia  Public  Service  Commi-'^sion.  the 
State  Corporation  Commission  of  Vir- 
ginia, the  Railroad  and  Public  Utilities 
Commission  of  Tennessee,  the  Michigan 
Public  Service  Commission,  the  Pub- 
lic Service  Commission  of  Indiana. 
and  the  Public  Service  Commission  of 
Kentucky,  and  to  the  Federal  Power 
Commission,  and  that  further  notice  be 
given  all  other  persons  by  publication  of 
this  notice  and  order  in  the  Federal 
Register  and  general  release  of  this  no- 
tice and  order  distributed  to  the  press 
and  mailed  to  the  mailing  list  for  re- 
leases issued  under  the  Public  Utility 
Holding  Company  Act  of  1935. 

By  the  Commi.«;sion. 

[seal!  Orval  L.  E>uBois, 

Secretary. 

|F.    R.    Doc.    49  3308;    Filed,    Apr.    27.    1949; 
8:46  «.  m.| 

[File  No.  70  20691 

Harrisburg  Gas  Co. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  22d  day  of  April  1949. 

The  Harri.sburg  Gas  Company  ("Har- 
risburg"), a  public  utility  sub.sidiary  of 
the  United  Gas  Improvement  Company, 
a  registered  holding  company,  having 
filed  a  declaration,  pursuant  to  section 
6  tb)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  with  respect  to  the 
following  transaction : 

Harrisburg  proposes  to  issue  and  sell 
to  the  Penn  Mutual  Life  Insurance  Com- 
pany $1,000,000  principal  amount  of  first 
mortgage  bonds  of  3'/8%  series  due  1971 
at  a  price  of  99' i%  of  the  principal 
amount.  The  proceeds  from  the  sale  of 
the  bonds  will  be  used  to  repay  certain 
notes  and  open  account  indebtedness  and 
to  finance  Harrlsburg's  construction  pro- 
gram during  1949.  The  proposed  issu- 
ance and  sale  of  bonds  by  Harrisburg  has 
been  approved  by  the  Pennsylvania  Pub- 
lic Utility  Commission. 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  In  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 


said  act.  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  declaration  within  the  pe- 
riod specified,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  declaration  that  the  requirements 
of  the  applicable  provisions  of  the  act 
and  rules  thereunder  are  .satisfied  and 
deeming  it  appropriate  in  the  public  in- 
terest and  In  the  interest  of  investors  and 
consumers  that  said  declaration  be  per- 
mitted to  become  effective: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  the  said  declaration  be.  and  hereby 
is,  permitted  to  become  effective  forth- 
with, subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24. 

By  the  Commission. 

[seal]  Okval  L.  DrBois, 

Secretary. 

|F.    R.    Doc.    49-3307;    Piled.    Apr.    27.    19:9; 
8:46  a.  m.] 


I  File  No.  70-2108) 


Columbia  Gas  System,  Inc.,  and  Centr.\l 
Kentucky  Natural  Gas  Co. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  20th  day  of  April  1949. 

Notice  is  hereby  given  that  a  joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  llie 
Public  Utility  Holding  Company  Act  of 
1935  by  the  Columbia  Gas  System.  Inc., 
(•Columbia"),  a  registered  holding  com- 
pany, and  its  subsidiary.  Central  Ken- 
tucky Natural  Gas  Company  ("Central 
Kentucky" ) .  Applicant  s-declarants 
have  designated  sections  6,  7.  9.  10  and 
12  of  the  act  as  applicable  to  the  pro- 
posed transaction. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  May 
2,  1949,  at  5:30  p.  m..  e.  d.  s.  t.,  request 
the  Comml.ssicn  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest  and  the  issues  of  fact  or  law 
raised  by  said  joint  application-declara- 
tion which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed:  Secretary,  Securities  and 
Exchange  Commi.ssion,  425  Second  Street 
NW..  Wa.shlngton  25.  D.  C.  At  any  time 
after  May  2,  1949,  said  joint  application- 
declaration,  as  filed  or  as  amended,  may 
be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act,  or  the  Commi.ssion  may  exempt 
such  transaction  as  provided  In  Rules 
U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  joint  application-declaration  which 
is  on  file  in  the  offices  of  thl.«-©emmlssion 
for  a  statement  of  the  transaction 
therein  proposed,  which  is  summarized 
as  follows: 

Central  Kentucky  proposes  to  ls.sue 
and  sell  to  Columbia  up  to  $2,350,000 
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principal  amount  of  3*/4%  Installment 
Promissory  Notes  not  later  than  Decem- 
ber 31,  1949.  Such  notes  are  to  be  un- 
secured and  are  to  be  paid  in  equal  an- 
nual Installments  on  February  15  of  each 
of  the  years  1952  to  1978,  Inclusive.  It 
is  stated  that  the  proceeds  to  be  obtained 
through  the  issue  and  sale  of  the  notes 
will  be  utilized  by  Central  Kentucky  <i) 
to  restore  its  working  capital  which  has 
been  depleted  by  prior  construction  re- 
quirements and  (11)  in  connection  with 
its  construction  program  for  the  year 
1949,  which  program,  it  is  estimated,  will 
require  approximately  $2,081,000  of 
financing. 

The  application-declaration  states 
that  the  proposed  transaction  is  not  sub- 
ject to  the  jurisdiction  of  any  other  reg- 
ulatory body. 

Applicants-declarants  have  requested 
that  the  CommLs-slon's  order  granting 
and  permitting  the  joint  t^pplication- 
declaration  to  become  effective  to  be  is- 
sued as  soon  as  po.ssible  and  that  it  be- 
come effective  forthwith. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-3306;    Piled.    Apr.    27.    1949; 
8  46   a    m.) 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Alien  Properiy 

AuTHORrrr:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14,  1946.  11  P.  R.  11981. 

1  Vesting  Order  CE-4681 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Bitrhngton 
County.  N.  J.,  Court 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  having  been  found: 

1.  That  each  of  the  persons  named  in 
Column  1  of  Exhibit  A,  attached  hereto 
and  by  reference  made  a  part  hereof,  was 
a  person  within  the  designated  enemy 
country  or  the  enemy-occupied  territory 
identified  in  Column  2  of  said  Exhibit  A 
opposite  such  person's  name; 

2.  That  it  was  in  the  interest  of  the 
United  States  to  take  measures  in  con- 
nection with  representing  each  of  said 
persons  in  the  court  or  administrative 
action  or  proceeding  identified  in  Column 
3  of  said  Exhibit  A  opposite  such  person's 
name,  and  such  measures  having  been 
taken: 

3.  That.  In  taking  such  measures  in 
each  of  such  actions  or  proceedings,  costs 
and  expenses  have  been  Incurred  in  the 
amount  stated  in  Column  4  of  said  Ex- 
hibit A  opposite  the  action  or  proceeding 
identified  in  Column  3  of  said  Exhibit  A; 

Now,  therefore,  there  is  hereby  vested 
in  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  bene- 
fit of  the  United  States,  Interests  in  the 
property  which  said  persons  obtain  or 


are  determined  to  have  as  a  result  of  said      Procedure,    OflBce    of    Alien    Property. 


actions  or  proceedings  in  amounts  equal 
to  the  sums  stated  in  Column  4  of  said 
Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive  Or- 
der 9193,  as  amended.  The  term  "enemy- 
occupied  territory"  as  used  herein  shall 
have  the  meaning  prescribed  in  Rules  of 


5  501.6  (8  CFR.  Cum.  Supp.,  503.6). 

Executed   at  Washington,  D.   C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 


r>iiiniT  A 


Column  1 
Name 

Column  2 

Country  or 
territory 

Column  3 
Action  or  procrodinu 

Column  4 
Sum  vested 

Floare  0«vrllm 

Rumania 

Iltm  I 

Estate  of  Lui  Haias,  »,1t  'a  Vasile  and  I.uis  Hala."!, 
di>c«'as*d,  in   Orphans'   Court   of  lUirlington 
County,  State  of  New  Jersey. 

$91  00 

[F.  R.  Doc.  49-3275;  Filed,  Apr.  26,  1949;  8;50  a.  m.) 


(Vesting  Order   131611 
'  Maria  Helm 

In  re:  Interest  in  real  property  and  a 
claim  owned  by  Maria  Helm,  nee  Haider. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and 
Executive  Order  9788,  and  pursuant  to 
law.  after  investigation,  it  is  hereby 
found : 

1.  That  Maria  Helm,  nee  Haider, 
who.se  last  known  address  is  Bad  Mer- 
gentheim.  Wuerttemberg,  Maurus-Web- 
erstrasse  42,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  one-half  interest  in 
real  property,  situated  in  the  City  and 
County  of  Philadelphia,  State  of  Penn- 
sylvania, particularly  described  in  Ex- 
hibit A,  attached  hereto  and  by  reference 
made  a  part  hereof,  together  with  all 
hereditaments,  fixtures,  improvements 
and  appurtenances  thereto,  and  any  and 
all  claims  for  rents,  refunds,  benefits  or 
other  payments,  arising  from  the  owner- 
ship of  such  property,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  the  person  named  in  sub- 
paragraph 1  hereof  by  Raspin,  Espen- 
shade  &  Heins.  1606-1612  Lincoln-Lib- 
erty Building,  Broad  and  Chestnut 
Streets,  Philadelphia  7,  Pennsylvania, 
arising  out  of  rents  collected  from  the 
real  property  described  in  subparagraph 
2-a  hereof,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 


a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con-* 
sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

ExHiBrr    A 

All  that  certain  lot  or  piece  of  ground 
with  the  buildings  and  improvements  there- 
on erected. 

Situate  on  the  East  side  of  Ettlng  Street 
at  the  distance  of  Twenty-seven  feet  North- 
ward from  the  North  side  of  Flora  Street 
(twelve  feet  wide  laid  out  at  the  distance 
of  Elghty-flve  feet  four  and  three-quarters 
inches  Northward  from  the  North  side  of 
Glrard  Avenue  and  parallel  with  Poplar 
Street)  In  the  Twenty-ninth  Ward  of  the 
City  of  Philadelphia. 

Containing  in  front  or  breadth  on  said 
Ettlng  Street  Thirteen  feet  Six  Inches  and 
extending  of  that  width  In  length  or  depth 
Eastward  between  parallel  lines  at  right 
angles  to  said  Ettlng  Street  thirty-seven  feet 
to  a  certain  three  feet  wide  alley  laid  out  by 
George  W.  Showaker  parallel  with  said 
Twenty-seventh  Street  between  Flora  Street 
and  Stiles  Street  for  the  use  of  this  lot  and 
the  other  lots  bounding  thereon. 
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Bounded  Northward  and  Southward  by 
ground  now  or  late  of  George  W.  Showaker 
Eastward  by  said  Three  feet  wide  alley  and 
Westward  by  Ettlng  Street  (Being  No.  1205 
Ettlng  Street). 

Together  with  all  and  singular  the  build- 
ings, Improvements,  ways,  streets,  alleys,  pas- 
sages, waters,  water  courses,  rights,  liberties, 
privileges,  hereditaments  and  appurtenances 
whatsoever  unto  the  premises  belonging  or 
In  anywise  appertaining. 

Being  the  same  proper^  that  was  con- 
veyed to  Andreas  Reinlnger  and  Maria  Reln- 
Inger,  his  wife,  by  Howard  M.  Kain  and 
Elvira  B.  Kain,  his  wife,  by  deed  executed 
July  18.  1919,  and  recorded  July  19.  1919, 
In  the  Office  of  the  Recorder  of  E>eeds  of  the 
City  and  County  of  Philadelphia.  Pennsyl- 
vania. In  Deed  Book  JMH  No.  595,  Page  136. 

IP.   R.   Doc.   49-3273:    Filed.   April   26.    1949; 
8:50  a.  m.| 


(Vesting  Order  CE^-4671 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Cook 
County,  III.,  Court 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Exec- 


utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  having  been  found: 

1.  That  each  of  the  persons  named  In 
Column  1  of  Exhibit  A.  attached  hereto 
and  by  reference  made  a  part  hereof,  was 
a  person  within  the  designated  enemy 
country  or  the  enemy-occupied  territory 
identified  in  Column  2  of  said  Exhibit  A 
opposite  such  person's  name; 

2.  That  it  was  in  the  interest  of  the 
United  States  to  take  measures  in  con- 
nection with  representing  each  of  said 
persons  in  the  court  or  administrative  ac- 
tion or  proceeding  identified  in  Column 
3  of  said  Exhibit  A  opposite  such  person's 
name,  and  such  measures  having  been 
taken; 

3.  That  as  a  result  of  such  action  or 
proceeding  each  of  said  persons  obtained 
or  was  determined  to  have  the  property 
particularly  described  in  Column  4  of 
said  Exhibit  A  opposite  such  person's 
name; 

4.  That  such  property  is  In  the  posses- 
sion or  custody  of,  or  under  the  control 
of,  the  person  described  in  Column  5  of 
said  Exhibit  A  opjjosite  such  property; 

5.  That,  in  taking  such  measures  In 
each   of   such    actions   or   proceedings. 


costs  and  expenses  have  been  Incurred 
in  the  amount  stated  In  Column  6  ol 
said  Exhibit  A  opposite  such  action  or 
proceeding; 

Now,  therefore,  there  is  hereby  vested 
In  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt 
with  In  the  interest  of. and  for  the  bene- 
fit of  the  United  States,  interests  in  the 
property  in  the  possession  or  custody  of, 
or  under  the  control  of,  the  persons  de- 
scribed in  Column  5  of  said  Exhibit  A 
in  amounts  equal  to  the  sums  stated  in 
Column  6  of  said  Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive 
Order  9193,  as  amended.  The  term 
"enemy-occupied  territory"  as  used  here- 
in shall  have  the  meaning  prescribed  In 
Rules  of  Procedure,  OflQce  of  Alien  Prop- 
erty, S  501.6  (8  CFR,  Cum.  Supp.,  503.6). 

Executed  at  Washington.  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

I  SEAL  1  David  L.  Bazxlon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


Exhibit  A 

Column  1 
Name 

Column  2 
Country  or  territory 

Column  3 
Action  or  proc*c<lini! 

Column  4 
Property 

Column  i 
Dcpoiulary 

Column  6 
Sum  veiled 

Sophia  Gru!uui!(lias     ,. 

Oermsny 

II  rm  I 

Alexander  Raltuti^rt  al.  yf.  Pauline  Raltuti.« 
an<i  olheni,  Superior  Court,  Cook  County, 
ill. 

$2,241.27 

DrnLs  K.  Sullivan,  Jr  ,  Master  In  Chan- 

cvry,  Chicutro,  III. 

$113.  OC 

Is  proE>erty  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  ^f 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country, 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 


national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
admini^ered.  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[s^al]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3272:    Piled,    Apr.    26,    1949: 
8:49  a.  m.] 
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IF.  R.  Doc.  49-3274:  Filed.  Apr.  26,  1949;  8:50  a.  m  J 


[Vesting  Order  13081] 

rosie  hutzlkr  mulles  and  alfred 
Levingir 

In  re:  Trust  agreement  dated  August 
7,  1936,  between  Rosie  Hutzler  Muller, 
grantor,  and  Alfred  Levinger,  trustee  and 
amendment  thereto  dated  June  3,  1940. 
Pile  No.  EX-28-10587-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Juergen  J.  V.  Muller  (Muel- 
ler), whose  last  known  address  is  Ger- 
many, is  a  resident  of  Germany  and  a 
national  of  a  designated  enemy  country 
(Germany) : 

2.  That  the  widow  and  i.ssue.  names 
unknown,  of  Juergen  J.  V.  Muller  (Muel- 
ler), who  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them,  in  and  to  and  arising  out  of  or 
under  that  certain  trust  agreement 
dated  August  7.  1936,  by  and  between 
Rosie  Hutzler  Muller.  grantor,  and  Al- 
fred Levinger,  trustee  and  amendment 
thereto  dated  June  3.  1940.  presently  be- 
ing   administered    by    Alfred    Levinger, 


trustee,  9  Paddington  Road,  Scarsdale, 
New  York. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  and 
the  widow  and  issue,  names  unknown, 
of  Juergen  J.  V.  Muller  (Mueller),  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
national.^  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary,  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 


Executed   nt   Washington.   D.   C.   on 
March  30,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Ooc.    40-3342:    FUed,    Apr.    27,    1949; 
8:54  a.  m.] 


[Vesting   Order    13158] 
MiYO  Uyino 

In  re:  Rights  of  Miyo  Uyeno  under 
insurance  contract.  File  No.  F-39- 
5810-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Miyo  Uyeno,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country   (Japan); 

That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  CS-70213.  issued 
by  the  California-Western  States  Life 
Insurance  Company,  Sacramento,  Cali- 
fornia, to  Kusugoro  Uyeno,  together  with 
the  rigth  to  demand,  receive  and  collect 
&aid  net  proceeds. 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2836 

Mother's  Day.  1949 

BY    THE   PRESIDENT   OF   THE   TTNITED   STATES 

or  AMERICA 

A  PROCLAMATION 

WHEREAS  our  loftiest  national  Ideals 
stem  in  large  measure  from  those  high 
principles  which  American  mothers 
teach  by  example  and  devotion  in  their 
daily  lives;  and 

WHEREAS  the  Congress,  by  a  joint 
resolution  approved  May  8.  1914  (38  Stat. 
707),  formalized  the  happy  custom  of 
commemorating  motherhood  on  the  sec- 
ond Sunday  In  May  of  each  year;  and 

WHEREAS  in  accordance  with  the 
dictates  of  our  hearts  we  have  set  that 
day  aside  for  manifestations  of  our  love 
and  reverence  for  all  mothers  of  the 
land: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  the  United  States 
of  America,  do  hereby  request  the  ob- 
servance of  Sunday.  May  8.  1949.  as 
Mother's  Day.  and  I  direct  that  the  flag 
of  the  United  States  be  displayed  on  all 
Government  buildings  on  that  day.  I 
al.«:o  call  upon  the  people  of  the  Nation 
to  display  the  flag  at  their  homes  or 
other  suitable  places  on  Mother's  Day, 
1949,  as  a  public  demonstration  of  the 
esteem  In  which  we  hold  our  mothers, 
and  I  urge  that  renewed  expressions  of 
affection  be  tendered  mothers  on  that 
day. 

IN  WITNESS  WHEREOF.  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
27th  day  of  April  In  the  year  of  our 
Lord  nineteen  hundred  and 
[SEAL]  forty-nine,  and  of  the  Inde- 
pendence of  the  United  States 
of  America  the  one  hundred  and  sev- 
enty-third. 

Harry  S.  Truman 

By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

IP.   R.   Doc.   49-3418;    Piled.   Apr.   28,    1949; 
11:41  a.  m.] 


TITLE  5— ADMINISTRATIVE 

PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  Prom  the 
Competitive  Service 

national  military  establishment; 
secretary  of  defense 

Under  authority  of  I  6.1  (a)  of  Execu- 
tive Order  9830,  and  at  the  request  of  the 
Secretary  of  Defense,  the  Commission 
has  determined  that  the  positions  listed 
below  should  be  excepted  from  the  com- 
petitive service.  Effective  upon  publica- 
tion in  the  Federal  Register.  5  6.104  (a) 
is  amended  by  the  addition  of  two  sub- 
paragraphs as  follows: 

§  6.104  National  Military  Establish- 
ment—(a)  Office  of  the  Secretary  of 
Defense.     •     *     * 

(7)  One  private  secretary  or  confiden- 
tial assistant  to  the  Under  Secretary  of 
Defense. 

<8)  One  special  assistant  to  the  Under 
Secretary  of  Defense. 

(R.  S.  1753,  sec.  2.  22  Stat.  403;  5  U  S  C 
631.  633.  E.  O.  9830,  Feb.  24,  1947  12 
F.  R.  1259:  3  CFR  1947  Supp.  E.  O  9973 
June  28,  1948,  13  F.  R.  3600;  3  CFR  1948 
Supp.) 

United  States  Civil  Serv- 
ice Commission, 
fSEAL]       H.  B.  Mitchell. 

President. 

IP.    R.   Doc.    49-3314;    Piled,   Apr.   28     1949- 
8:47  a.  m.I 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communfcaticns 
Commission 

[Docket  8601) 

Part  9 — Aeronautical  Services 

domestic  service 

At  a  sesslcm  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  20th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  matter  of  amendment  to 
that  portion  of  §  9.432  of  Its  rules  gov- 
( Continued  on  next  page) 
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Publlahed  dally,  except  Sundays,  Mondays, 
and  dayi  following  offlclal  federal  holidays, 
by  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  authority 
contained  In  the  Federal  Register  Act.  ap- 
proved July  26,  1935  (49  Stat.  500,  as 
amended:  44  U.  S.  C,  ch.  8B),  under  regula- 
tions prescribed  by  the  Administrative  Com- 
mittee, approved  by  the  President.  Distribu- 
tion Is  made  only  by  the  Superintendent  of 
Documents,  Government  Printing  Office, 
Washington  25.  D.  C. 

The  regulatory  material  appearing  herein 
is  keyed  to  the  Code  of  Federal  Regulations, 
which  U  published,  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act,  as 
amended  June  19,  1937. 

The  Fkdwml  Recisthi  will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  $1.50 
per  month  or  $15.00  per  year,  payable  In  ad- 
vance. The  charge  for  individual  copies 
(minimum  15?)  varies  in  proportion  to  the 
^Ize  of  the  Issue.  Remit  check  or  money 
order,  made  payable  to  the  Superintendent 
of  Documents,  directly  to  the  Government 
Printing  Office.  Washington  25,  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  In  the  Fidkral 
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opposed  to  final  actions,  are  Identlfled  aa 
such. 

Title  3  P'^^e 

Chapter  I  (Proclamations) : 

2836 - —     2105 

Chapter  II  (Executive  orders) : 

9830  (see  T.  5.  Part  6) 2105 

Title  5 
Chapter  I: 

Part  6 2105 

Title  7 
Chapter  IX: 

Part  990  (proposed) 2108 

Title  19 
Chapter  I: 
Part  16  (proposed) 2107 

Title  47 
Chapter  I: 

Part    9-- - 2105 


erning  aeronautical  services  which  de- 
scribes the  frequencies  available  for  do- 
mestic service  to  provide  for  the  assign- 
ment of  VHP  frequencies  In  accordance 
with  a  chain  system  of  allocation; 

It  appearing,  that  Notice  of  proposed 
rule  making  with  respect  thereto  was 
published  In  accordance  with  section  4 
(a)  of  the  Administrative  Procedure  Act 
on  December  20.  1948 ; 

It  further  appearing,  that  comment  has 
been  received  concerning  the  effect  of  the 
proposal  In  respect  to  the  medium  and 
high  frequencies  and  it.  therefore,  being 
clearly  stated  that  the  re-publication  of 
§  9.432  is  only  for  the  purpose  of  incor- 
porating the  VHP  frequencies  and  pro- 
viding for  their  assignment. 

It  further  appearing,  that  public  in- 
terest, convenience  and  necessity  will  be 
served  by  the  adoption  of  the  proposed 
amendment  and  authority  therefor  is 
contained  in  section  303  (a),  (b).  (c), 
(d).  (f).  (h).  and  (r)  of  the  Communi- 
cations Act  of  1934.  as  amended. 

It  is  ordered.  That  effective  June  1. 
1949  §  9.432  (a)  Domestic  service  la 
amended  to  read  as  shown  below. 

(Sec.  6  (b).  50  Stat.  191;  47  U.  S.  C.  303 
(r).  Interprets  or  applies  sec.  303  (a), 
(b>.  (O.  (d),  (f).  (h).  48  Stat.  1082;  47 
U.  S.  C.  303  (a),  (b),  (c).  (d).  (f),  (h)) 

Released:  April  21.  1949. 

Federal  Communications 
coicmission. 
I  seal]        T.  J.  Slowie, 

Secretary. 


(a)  Domestic  service.  Aviation  route 
frequencies  will  be  assigned  In  accord- 
ance with  a  chain  system  of  allocation. 
A  map  delineating  the  chain  systems  In 
effect  will  be  maintained  in  the  offices 
of  the  Commission  at  Washington,  D.  C. 
Although  chain  systems  are  primarily 
domestic,  operations  may  extend  outside 
the  United  States. 

Frequencies  are  allocated  to  chains  as 
follows: 


(1)   HF  chains— (I)   Red  chain  and 


feeders. 

kc. 
8147.5 
3162.5 
81725 
3182.5 
3322  5 


kc. 
33725 
34«7.6 
51225 
5162.5 
51725 


ke. 
66725 
5583.6 
5592  5 
5662.5 
5697.5 


(11)  Blue  chain  and  feeders. 


kc. 
2906 
•3062.5 
3072  5 
3088 


kc. 

•4110 

4037.5 

4947.5 

49525 


kc. 
4967.5 
'  5692.5 
'6510 
'6520 


kc. 
'5825 
'8240 
12330 


ke. 
' 10125 


(111)   Brown  chain  and  feeders. 


kc. 
3946 
•3137.5 
"3222  5 
3232  5 
32425 
3257.5 


kc. 
3432.5 
47325 
'  5252.5 
"5365 
"5390 
•5480 


kc. 
6602.5 
56125 
5622.5 
66325 
6652.5 
5672.5 


kc. 

>•  6892.5 
•6550 
'7700 

'  10080 


(Iv)  Green  chain  and  feeders. 


kc. 

•2608 

<3898 

2933 

3946 


kc. 
2986 
4122.5 
' • 4336 
4742.6 


kc. 

5310 

5652.5 
'  5707.5 
'6795 


kc. 

'6805 

'8565 

'11960 


(V)  Purple  chain  and  feeders. 


kc.  kc. 

2644  3127.5 

2994  4917.5 

3005  '  "  5275 


kc.  kc. 

'  5377.5    '  6490 
'  6887.6 


(vD   Yellow  chain  and  feeders. 


kc. 
3447.6 
3457  5 
3485 


kc. 
"«4660 
6032.5 
5042.5 


kc. 
"5215 
5682.5 


kc. 
'  >»  8070 


(vii)  Hawaiian 
(green). 


chain     and    feeders 


kc. 
3933 


kc. 
4742.5 


kc. 
6375 


kc. 
6610 


(2)  VHF  chains — (I)   Transcontinen- 
tal VHP  chain  and  feeders. 


He 
127  5 
127  7 
127.9 


Uc. 
128.1 
1289 
129.3 


MC 
131.3 
131.6 
131.7 


MC. 
131.0 


(U)  Northeast  VHP  chain  and  feeders. 


Mr. 
1283 
1287 


Mr. 

129.9 

130.3 


Mc. 
130.6 


Mc. 
130.9 


(ill)  Eastern  VHP  chain  and  feeders. 


Mr. 

127.1 
127.3 


Mc. 

1285 

129.1 


Mc. 
129.7 
130.1 


Mc. 
130.7 
131.1 


(Iv)  Midcontinent    VHP    chain    and 
feeders. 


Mc. 
1283 
128.7 


Mc. 

1299 
130.3 


Mc. 
130.5 


Mc. 

130  9 


(V)  Pacific  VHP  chain  and  feeders. 


Mc. 
127.1 
127.3 


Mc. 
1285 
129.1 


Mc. 

129.7 
130.1 


Mc. 

1307 
131.1 


(vl)  Common  frequencies. 


126.0  Mc.  (for  use  by  aeronautical  stations 
serving  international  operations). 
129.6  Mc.  (for  use  on  all  chains). 


'These  frequencies  are  assigned  upon  the 
express  condition  that  no  Interference  will 
be  caused  to  any  service  or  any  station  which 
in   the  discretion   of   the   Commission   may 


Friday,  April  29,  1949 

have  priority  on  the  frequency  or  frequendea 
with  which  interference  results. 

•Subject  to  the  condition  that  no  inter- 
ference is  caused  to  Government  stations,  A3 
emission  may  be  used  if  the  Communication 
band  width  of  emission  does  not  exceed  3,0<X) 
cycles. 

•Primarily  for  that  portion  of  the  Brown 
Chain  between  New  Yorlc,  N.  Y..  and  Mont- 
real, Canada. 


FEDERAL  REGISTER 

••Fbr  use  only  In  that  portion  of  the 
Unlt«d  States  north  of  New  Yorlc  City. 

"Primarily  for  that  jxjrtion  of  the  Brown 
Chain  between  New  York,  N.  Y..  and  Toronto. 
Canada. 

"  Maximum  power  50  watts  for  use  east 
of  New  York  only,  subject  to  the  condition 
that  no  Interference  will  be  caused  to  Agri- 
culture stations  in  the  fixed  service  or  to  any 
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station  which  in  the  Judgment  of  the  Com- 
mission has  priority  on  this  frequency. 

"  Available  for  aeronautical  land  and  air- 
craft stations  subject  to  0.01  percent  toler- 
ance and  2,500  cycles  maximum  modulating 
frequency. 

[F.   R.   Doc.   49-3340;    Piled,    Apr.   27,    1949; 
8:56  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

I  19  CFR,  Port  16] 

CoNVERsioif  or  Currency;  Uruguayan 
Peso 

notice  of  proposed  instructions  for 
conversion  of  uruguayan  peso  for 
purpose  of  assessment  of  duty  on 
merchandise  imported  into  u.  s. 

Notice  Is  hereby  given  that,  pursuant 
to  .section  251  of  the  Revised  Statutes 
and  sections  522  and  624  of  the  Tariff 
Act  of  1930  ( 19  U.  S.  C.  66,  31  U.  S.  C.  372. 
19  U.  S.  C.  1624),  it  is  proposed  to  Lssue 
Instructions  for  the  conversion  of  the 
Uruguayan  peso  for  the  puipose  of  the 
assessment  of  duties  on  merchandise  im- 
ported into  the  United  States,  the  terms 
of  which  proposed  instructions,  in  tenta- 
tive form,  are  as  follows: 

Reference  Is  made  to  cases  in  which  ap- 
praisement has  been  withheld  or  liquidation 
hu  been  suspended  pending  the  determina- 
tion of  the  proper  rate  or  rates  for  the 
Uruguayan  peso  for  customs  purposes. 

The  Federal  Reserve  Bank  of  New  York 
certified  two  rates  for  the  Uruguayan  peso, 
one  designated  as  the  ••Controlled"  rate  and 
the  other  designated  as  the  "Non-controlled" 
rate,  during  the  period  commencing  June 
22,  1030.  and  continuing  to  July  30.  1048. 
The  •Controlled"  rate  was  the  higher  rate 
(1.  e  ,  showed  the  higher  amount  of  United 
States  money  as  equivalent  to  the  Uru- 
guayan peso  I . 

For  the  period  commencing  on  July  31, 
1948,  and  continuing  to  date,  the  Federal 
Reserve  Bank  has  certified  for  all  dates  on 
and  after  October  18,  1948.  and  has  stated 
that  it  will  certify  upon  request  for  earlier 
dates,  four  rates  for  the  Uruguayan  peso, 
which  rates  are  without  descriptive  titles 
but  are  identified  by  the  letters  (a),  (b), 
(c),  and  (d),  with  a  notation  that  the  appli- 
cation of  the  rates  depends  upon  the  type  of 
merchandise. 

It  is  understood  that  Uruguay  has  had 
■ome  form  of  foreign  exchange  control  since 
1031.  Between  that  time  and  the  beginning 
of  the  period  for  which  dual  rates  for  the 
peso  were  certified  by  the  Federal  Reserve 
Bank  of  New  York,  various  decrees  and  regu- 
lations were  issued  by  the  Uruguayan  author- 
ities under  which  foreign  exchange  received 
for  exports  from  Uruguay  was  required  to 
be  sold  to  authorized  Uruguayan  banks.  It 
appears  that  during  the  period  of  dual -rate 
certifications,  exporters  (with  some  possible 
exceptions  hereinafter  mentioned)  were  re- 
quired to  sell  the  foreign  exchange  obtained 
in  payment  for  their  exports  in  whole  or  in 
part  at  a  rate  corresponding  to  the  "Con- 
trolled" rate  as  certified. 

It  is  understood  from  available  informa- 
tion that  the  foreign  exchange  obtained  for 


exports   of   most   of  the   basic   products  of 
Uruguay,   including  wool.  meat,  hides,  etc., 
was  required  to  be  sold  at  the  "Controlled" 
rate,    and    that    foreign    exchange    obtained 
from  exports  of  other  commodities  was  re- 
quired to  be  sold  at  various  percentages  of 
the   •"Controlled"  rate   while  the  remaining 
percentages  were  permitted  to  be  sold  at  the 
••Non-controlled"    rate.      There    is    also    in- 
formation indicating  that  exporters  of  some 
commodities,  probably  including  some  agri- 
cultural products  such  as  truck  crops.  Jerked 
beef,  wheat  flour,  oils,  etc.,  during  some  parts 
of  the  period  Involved,  were  permitted  to  sell 
all  the  foreign  exchange  received  for  such  ex- 
ports  at   the   •"Non-controlled"   rate.     How- 
ever, the  Department  does  not  have  definite 
Information  as  to  the  t3rpes  of  commodities 
for  which  all  foreign  exchange  was  required 
to  be  sold  at  the  '•Controlled"  rate  or   the 
various  percentages  of  the  "Controlled  "  rate 
and  •Non-controlled'^  rate  at  which  the  ex- 
change received  for  other  commodities  was 
required   to   be   sold   or   as   to  the   types   of 
commodities  for  which  all  the  exchange  was 
permitted  to  be  sold  at  the  "Non-controlled"' 
rate.     It  appears  that  the  applicable  rate  or 
rates  of  exchange  varied  widely  from  time  to 
time  and  from  commodity  to  commodity,  de- 
pending  upon   the   natiire   of   the   exported 
product.     The  varying  requirements  of   the 
Uruguayan  Government  are  not  sufficiently 
well    known    to   warrant   instructions   other 
than    the    general     instructions    set     forth 
below. 

A  decree  of  the  Uruguayan  Government  of 
June  10,  1948.  provided  for  four  rates  of 
exchange  for  the  conversion  of  dollars  ob- 
tained for  exports  of  genuinely  Uruguayan 
national  or  nationally  manufactured  prod- 
ucts. It  is  understood  that  the  four  rates 
certified  by  the  Federal  Reserve  Bank  of 
New  York  for  the  period  commencing  on 
July  31,  1948.  and  designated  "(a)",  "(b)", 
"(c)",  and  "(d)",  correspond  to  the  four 
rates  provided  for  in  said  Uruguayan  decree 
of  June  10,  1948.  There  are  lists  of  com- 
modities to  which  these  four  rates  are  ap- 
plicable, but  the  Treasury  Department  does 
not  have  complete,  accurate,  and  up-to-date 
information  as  to  the  commodities  included 
in  such  lists. 

It  appears  that  there  may  be  cases  of  ex- 
portations  during  the  above-mentioned  pe- 
riods In  which  the  rate  or  combination  of 
rates  used  In  connection  with  the  payment 
for  certain  costs,  charges,  or  expenses  dif- 
fered from  the  rate  or  combination  of  rates 
used  in  connection  with  the  payment  for 
the  merchandise. 

In  the  ca5e  of  any  Importation  of  mer- 
chandise exported  from  Uruguay  on  or  after 
June  22.  1939,  and  prior  to  July  31.  1948.  in 
which  appraisement  has  been  withheld  or 
liquidation  suspended  pending  the  deter- 
mination of  a  proper  rate  or  rates  for  the 
Uruguayan  peso  for  ctistoms  purposes,  the 
appraiser  and  collector  shaU  proceed,  respec- 
tively, with  the  .appraisement  and  liquida- 
tion according  to  the   following   procedure. 


subject  to  the  requirements  and  conditions 
outlined  below: 

1.  No  rate  of  exchange  shall  be  used  for 
customs  purposes  under  these  instructions 
except  a  rate  or  rates  certified  by  the  Federal 
Reserve  Bank  of  New  York  for  the  date  of 
exportation  of  the  merchandise,  unless  there 
is  a  proclaimed  value  for  Uruguayan  cur- 
rency which  varies  by  less  than  5  per  cent 
from  any  certified  rate  otherwise  applicable. 
If  there  is  a  proclaimed  value.  It  shall  be 
used  in  lieu  of  any  certified  rate  otherwise 
applicable  from  which  such  proclaimed  value 
varies  by  less  than  5  per  cent. 

2.  Where  the  appraisement  is  to  be  mnde 
in  Uruguayan  currency  the  appraiser  shall 
designate  in  his  report  to  the  collector  the 
class  or  classes  of  currency  in  which  ap- 
pral.<:ement  Is  made  by  using  the  terms  ap- 
plied to  the  currency  of  Uruguay  by  the 
Federal  Reserve  Bank  of  New  York,  namely, 
"Controlled"  pesos  or  '•Non-controlled" 
pe.sos,  as  the  case  may  be.  If  both  cla-sses 
are  used  on  a  percentage  basis,  the  percent- 
age of  each  shall  be  indicated  clearly. 

3.  For  all  purposes  of  appraisement  and 
assessment  of  duties,  the  amount  of  any 
value  expressed  in  pesos  shall  be  considered 
to  consist  of  •"Controlled"  pescxs  for  the  per- 
centage of  the  foreign  exchange  which  the 
appraiser  or  collector  is  satisfied,  from  in- 
formation in  his  own  flies,  information 
obtained  and  presented  to  him  by  the  im- 
porter, or  information  obtained  by  him  from 
other  sources,  represents  the  percentage  re- 
quired to  t>e  sold  or  surrendered  at  the 
"Controlled"  rate  under  the  Uruguayan  de- 
crees or  regulations  pertinent  to  the  par- 
ticular class  of  commodity  on  the  date  of 
exportation  and  shall  be  considered  to  con- 
sist of  "Non-controlled"'  pesos  for  the  re- 
maining percentage,  where  it  is  established 
to  the  satisfaction  of  the  appraiser  or  col- 
lector that  the  "Non-controlled"  rate  was 
permissible  for  the  remaining  percentage;  or 
shall  be  considered  to  consist  entirely  of 
"Controlled"  pesos  or  ••Non -controlled"  pesos, 
respectively,  where  it  is  established  that  all 
the  exchange  was  required  to  be  sold  at  the 
•"Controlled"  rate  or  was  permitted  to  be 
sold  at  the  "Non -controlled"  rate;  and  the 
rate  or  rates  certified  by  the  Federal  Reserve 
Bank  of  New  York  for  the  class  or  classes  of 
currency  in  which  such  value  has  been  es- 
tablished shall  be  used;  except  that: 

(a)  If  the  appraiser  or  collector  has 
credible  information  that  the  rate  or  com- 
bination of  rates  which  would  otherwise  be 
applicable  under  this  paragraph  was  not  re- 
quired or  permitted,  as  the  case  may  be, 
under  the  Uruguayan  decrees  or  regulations 
to  be  used  uniformly  during  any  period  in 
connection  with  the  payment  for  all  mer- 
chandise of  the  type  involved,  appraisement 
shall  be  withheld  and  liquidation  shall  be 
suspended  as  to  all  merchandise  of  the  type 
involved  exported  to  the  United  States  dur- 
ing the  period  involved, 

(b»  If  the  appraiser  or  collector  has 
credible  information  that  a  rate  or  combi- 
nation of  rates  not  used  in  payment  lor 
the  merchandise   was  used  In  payment  of 
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co»tB,  charges,  or  expenses,  the  currency  con- 
versions for  the  exchange  covering  payment 
for  the  merchandise  and  for  the  exchange 
covering  such  costs,  charges,  or  expenses 
shall  be  calculated  separately.  If  the  costs, 
charges,  or  expenses  are  dutiable  they  shall 
be  calculated  according  to  the  rules  stated 
above,  and  In  the  event  that  any  rate  used 
In  payment  of  such  dutiable  costs,  charges, 
or  expenses  was  a  rate  not  certified  by  the 
Federal  Reserve  Bank  appraisement  shall  be 
withheld  and  liquidation  suspended.  In  de- 
ducting non-dutiable  costs,  charges,  or  ex- 
penses, the  conversion  of  the  foreign  ex- 
change shaU  be  at  the  rate  or  rates  actually 
used  In  payment  of  such  costs,  charges,  or 
ex{)enses.  whether  or  not  certified  by  the  Fed- 
eral Reserve  Bank. 

Whenever  appraisement  Is  withheld  or 
liquidation  suspended  a  detailed  report  shall 
be  transmitted  Immediately  to  the  Bureau 
ot  Customs. 

In  the  case  of  any  importation  of  mer- 
chandise exported  from  Uruguay  on  or  after 
July  31.  1948.  In  which  appraisement  has 
heen  withheld  or  liquidation  suspended 
pending  the  determination  of  a  proper  rate 
or  rates  for  the  Uruguayan  peso,  the  ap- 
praUer  and  collector  shall  proceed,  respec- 
tively, with  the  appraisement  and  liquida- 
tion according  to  the  following  procedure: 

1.  No  rate  of  exchange  shall  be  used  for 
customs  purposes  under  these  Instructions 
except  a  rate  or  rates  certified  by  the  Fed- 
eral Reserve  Bank  of  New  York  for  the  date 
of  exportation  of  the  merchandise,  unless 
there  is  a  proclaimed  value  for  Uruguayan 
currency  which  varies  by  less  than  5  per- 
cent from  any  certified  rate  otherwise  ap- 
plicable. If  there  Is  a  proclaimed  value.  It 
shall  be  used  In  lieu  of  any  certified  rate 
otherwise  applicable  from  which  such  pro- 
claimed value  varies  by  less  than  5  percent. 

2.  Where  the  appraisement  Is  to  be  made 
In  Uruguayan  currency  the  appraiser  shall 
designate  in  his  report  to  the  collector  the 
class  or  classes  of  currency  In  which  ap- 
praisement Is  made  by  using  the  designations 
applied  to  the  currency  of  Uruguay  by  the 
Federal  Reserve  Bank  of  New  York,  namely, 
"(a)",  '•(b)",  "(c)",  or  "(d)".  as  the  case 
may  be. 

3.  For  all  purposes  of  appraisement  and 
assessment  of  duties,  the  amount  of  any  value 
established  In  pesos  shall  be  considered  to 
consist  of  the  class  of  pesos,  namely,  "(a)". 
"(b)".  "(c)".  or  "(d)".  which  the  appraiser 
or  collector  Is  satisfied,  from  Information  In 
his  own  files.  Information  obtained  and  pre- 
sented to  him  by  the  Importer,  or  Informa- 
tion obtained  from  other  sources.  Is  applica- 
ble under  the  above-mentioned  decree  of 
June  10.  1948.  or  any  other  applicable  decree 
to  the  type  of  merchandise  Involved,  and  the 
rate  certified  by  the  Federal  Reserve  Bank 

I      for  that  class  of  pesos  shall  be  used;  except 
that : 

(a)  If  the  appraiser  or  collector  has  cred- 
ible Information  that  the  rate  would  other- 
wise be  applicable  under  this  paragraph  was 
not  applicable  under  the  Uruguayan  decrees 
or  regulations  uniformly  during  any  period 
In  connection  with  the  payment  for  all  mer- 
chandise of  the  type  Involved,  or  that  the 
merchandise  Is  not  Uruguayan  national  or 
nationally  manufactured  merchandise,  ap- 
praisement shall  be  withheld  and  liquidation 
shall  be  suspended  as  to  all  merchandise  of 
the  type  Involved  during  the  period  Involved, 

(b)  If  the  appraiser  or  collector  has  credi- 
ble Information  that  a  rate  or  combination 
of  rates  not  used  In  payment  for  the  mer- 
chandise was  used  In  payment  of  costs, 
charges,  or  expenses,  the  currency  conver- 
sions for  the  exchange  covering  payment  for 
the  merchandise  and  for  the  exchange  cov- 
ering such  costs,  charges,  or  expenses  shall 
be  calculated  separately.  If  the  costs, 
charges,  or  expenses  are  dutiable  they  shall 
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be  calculated  according  to  the  rules  stated 
above,  and  In  the  event  that  any  rate  used 
In  payment  of  such  dutiable  costs,  charges, 
or  expenses  was  a  rate  not  certified  by  the 
Federal  Reserve  Bank  appraisement  shall  be 
withheld  and  liquidation  suspended.  In  de- 
ducting nondutlable  costs,  charges,  or  ex- 
penses, the  conversion  of  the  foreign  ex- 
change shall  be  at  the  rate  or  rates  actually 
used  In  payment  of  such  costs,  charges,  or 
expenses,  whether  or  not  certified  by  the 
Federal  Reserve  Bank. 

Whenever  appraisement  Is  withheld  or  liq- 
uidation suspended  a  detailed  report  shall 
be  transmitted  Immediately  to  the  Bureau 
of  Customs. 

When  Information  regarding  the  Uru- 
guayan currency  conversion  practices  neces- 
sary to  comply  with  the  Instructions  con- 
tained herein  Is  not  available  at  a  port  other 
than  New  York,  the  appraiser  or  collector 
shall  request  the  Customs  Information  Ex- 
change, 201  Varlck  Street,  New  York  14.  New 
York,  to  furnish  such  pertinent  Information 
as  may  be  available. 

It  U  realized  that  many  cases  may  arise 
m  which  there  Is  not  available  locally  or 
through  the  Customs  Information  Exchange 
sufficient  Information  from  which  to  deter- 
mine definitely  the  rate  or  percentages  of 
rates  applicable  under  the  Uruguayan  laws 
and  regulations  to  the  Importation  Involved. 
The  appraiser  or  collector  shall  determine 
In  each  case  whether  the  facts  warrant  ap- 
praisement and  liquidation  In  accordance 
with  the  Instructions  herein  or  whether  ac- 
tion shall  be  suspended  and  a  report  submit- 
ted to  the  Bureau  of  Customs. 

For  the  periods  from  June  22,.  1939,  to  July 
30,  1948.  and  from  November  5.  1948.  to  date, 
the  highest  certified  rate  (I.  e.,  the  rate  show- 
ing the  highest  amount  of  United  States 
money  per  peso)  has  been  published  In  the 
Treasury  E>eclslons.  and  for  the  Intervening 
period  the  highest  certified  rate  has  been 
circularized  by  the  Customs  Information  Ex- 
change. All  the  certified  rates  for  these 
periods  will  be  published  In  a  Customs  In- 
formation Exchange  circular  In  the  near 
future.  Following  the  Issuance  of  those 
Instructions,  all  the  rates  certified  by  the 
Federal  Reserve  Bank  will  be  published  In 
the  Treasury  E>ecislons. 

Where  at  the  time  of  making  entry  or  upon 
the  acceptance  of  an  amended  entry.  Infor- 
mation Is  presented  to  the  collector,  or  U  In 
his  possession,  which  establishes  to_hls  satis- 
faction the  rate  or  percentages  of  rates  for 
the  particular  Importation  In  accordance 
with  the  pertinent  requirements  of  these 
Instructions,  deposit  of  estimated  duties  or 
of  supplemental  estimated  duties  calculated 
In  accordance  with  that  Information  shall 
be  accepted. 

This  notice  is  published  pursuant  to 
section  4  of  the  Administrative  Proced- 
lU-e  Act  "Public  Law  404,  79th  Congress). 
Prior  to  the  issuance  of  the  proposed  in- 
structions, consideration  will  be  given  to 
any  relevant  data,  views,  or  arguments 
pertaining  thereto  which  are  submitted 
in  writing  to  the  Commissioner  of  Cus- 
toms, Bureau  of  Customs,  Washington 
25,  D.  C,  and  received  not  later  than  20 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register.  No  hear- 
ing will  be  held. 

[seal!  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  April  21,  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-3347:    Filed.    Apr.    28.    1949; 
Q:01  a.  m.] 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  990  1 

Handling  of  Irish  Potatoes  Grown  in 
California  (Except  Modoc  and  Siski- 
yoit  countiis ) 

notice  of  recommended  decision  AND  OP- 
PORTtmiTY  TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  MARKETING 
AGREEMENT  AND  ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and   marketing  orders   <7  CFR. 
Supp.,  900.1  et  seq.:   11  P.  R.  7737;  12 
P.  R.  1159.  4904>,  notice  is  hereby  given 
of  the  filing  with  the  Hearing  Clerk  of 
the  recommended  decision  of  the  Assist- 
ant Administrator,  Production  and  Mar- 
keting   Administration,    United    States 
Department  of  Agriculture,  with  respect 
to  a  proposed  marketing  agreement  and 
a  proposed  marketing  order  regulating 
the  handling  of  Irish  potatoes  grown  in 
the  State  of  California  (not  Including  the 
counties  of  Modoc  and  Siskiyou),  to  be 
made  effective  pursuant  to  the  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 
et  seq.;  61  Stat.  208,  707).     Interested 
parties  may  file  exceptions  to  this  rec- 
ommended  decision   with   the   Hearing 
Clerk,     Room     1846.     South     Building. 
United  States  Department  of  Agriculture, 
Washington  25.  D.  C.  not  later  than  the 
close  of  business  on  the  fifteenth  day 
after  publication  of  this  recommended 
decision  in  the  Federal  Register.     Ex- 
ceptions should  be  filed  in  quadruplicate. 
Preliminary    statement.     The    public 
hearing  on  the  record  of  which  the  pro- 
posed   marketing    agreement    and    the 
proposed  marketing  order   (hereinafter 
called  the  "order")  were  formulated  was 
held  at  Bakersfield,  California  on  March 
2-4,    1949,    pursuant    to   notice    thereof 
which  was  published  in  the  Federal  Reg- 
ister (14  F.  R.  597).    Such  notice  con- 
tained a  draft  of  a  proposed  marketing 
agreement  and  order  presented  to  the 
Secretary    of    Agriculture    (hereinafter 
called  the  "Secretary")  by  a  committee 
of  growers  representing  the  growers  and 
shippers  of  Irish  potatoes  grown  in  the 
State  of  California   <not  including  the 
counties  of  Modoc  and  Siskiyou)  with  a 
petition  for  a  hearing  thereon,  and  also 
contained    changes    and    substitutions 
thereto  proposed  by  the  Fruit  and  Veg- 
etable Branch.     The  objective  of  such 
proposal  was  to  bring  to  the  Irish  potato 
industry  of  California  (not  including  the 
counties   of   Modoc   and   Siskiyou)    the 
benefits  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.  S.  C,  601  et  seq;  61  Stat.  208,  707) 
(hereinafter  called  the  "act"),  and  to 
seek  to  accomplish  the  purpose  of  that 
legislation. 

Material  issues.  The  material  Issues 
presented  on  the  record  of  the  hearing 
are  as  follows: 

( 1 )  The  existence  of  the  right  to  exer- 
cise Federal  jurisdiction. 
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(2)  The  need  for  the  proposed  regu- 
latory program  to  accomplish  the  de- 
clared objectives  of  the  act. 

<3)  The  identity  of  the  persons  and 
transactions  to  be  regulated. 

(4)  The  definition  of  the  commodity 
and  a  determination  of  the  smallest 
regional  production  area  to  be  affected 
by  the  proposed  regulatory  program. 

(5)  The  specific  terms  and  provisions 
of  the  proposed  marketing  agreement 
and  order  necessary  and  Incidental  to 
attain  the  declared  objectives  of  the 
act.  including,  among  others,  those 
applicable  to: 

(a)  The  establishment  of,  mainte- 
nance, composition,  powers,  duties,  and 
operation  of  an  administrative  agency; 

(b)  The  method  for  limiting  ship- 
ments of  Irish  potatoes  grown  In  the 
production  area; 

(c)  The  establishment  of  minimum 
standards  of  quality  and  maturity; 

<d)  The  method  of  determining  the 
existence  and  extent  of  the  surplus  of 
Irish  potatoes  grown  in  the  production 
area  and  for  controlling  and  disposing 
of  such  surplus  with  the  burden  thereof 
equalized  among  the  producers  and 
handlers  thereof; 

(e)  The  handling  under  special  reg- 
ulations, under  certain  clrcum.'=tances. 
and  the  procedure  applicable  thereto,  of 
specified  shipments  of  Irish  potatoes 
grown  in  the  production  area; 

(f)  The  relaxation  of  regulation  In 
hardship  cases  and  the  procedure  app^i- 
cable  thereto;  and 

(g)  The  requirement  that  all  handling 
of  Iri.sh  potatoes  grown  in  the  production 
area  must  be  in  accordance  with  the 
provision-s  of  the  proposed  marketing 
agreement  and  order,  and  that  inspec- 
tion and  certification  of  shipments  of 
such  poUtoes  and  the  payment  of  as- 
sessments must  be  accomplished  in  con- 
nection therewith. 

Findings  and  conclusions.  The  find- 
ings and  conclusions  on  the  aforemen- 
tioned material  issues,  all  of  which  are 
based  on  the  evidence  introduced  at  the 
hearing  and  the  record  thereof,  are  as 
follows : 

(a)  Certain  terms,  applying  to  specific 
Individuals,  agencies,  legislation,  con- 
cepts, or  things,  are  used  throughout  the 
proposed  marketing  agreement  and 
order.  These  terms  should  be  defined 
for  the  purpose  of  specifically  designating 
their  applicability  and  establishing  ap- 
propriate limitations  to  their  meaning 
whenever  they  are  used  in  the  proposal 
and  to  preclude  the  burden.some  necessity 
of  redefining  them  when  they  are  later 
used  in  the  propo.sed  marketing  agree- 
ment and  order.  These  definitions  are 
necessary  to  the  operation  of  the  market- 
ing agreement  and  order  and  for  the 
effectuation  of  the  declared  purposes  of 
the  act. 

The  definitions  of  Secretary,  act.  per- 
son, fiscal  year,  and  varieties,  as  set  forth 
in  the  notice  of  hearing,  were  not  In 
controversy  at  the  hearing  and  are 
similar  to  or  identical  with  definitions 
used  in  other  similar  marketing  agree- 
ments and  orders.  Evidence  at  the  hear- 
ing shows  that  these  definitions  are  self- 
evident,  due  to  their  sources,  or  they  are 
commonly  accepted  by  growers,  shippers, 
and  other  interested  parties  In  the  potato 
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Industry  of  the  State  of  California.  The 
above  terms  should  he  defined  as  set  forth 
In  the  notice  of  hearing. 

(b)  A  definition  of  "potatoes"  is  made 
a  part  of  the  marketing  agreement  and 
order  to  Identify  the  commodity  the 
handling  of  which  is  to  be  regulated. 

All   varieties  of   Irish   potatoes    (the 
vegetable  specie  Solanum  tuberosum;  are 
collectively  and  commonly  known  among 
producers,    handlers,     and     consumers 
thereof  as  "potatoes".    So-called  "early" 
potatoes  in  California  are  commonly  con- 
sidered to  be  harvested  and  prepared  for 
market  during  the  period  April  1-July  15 
of  each  year.    So-called  "late"  potatoes 
in  California  are  commonly  considered 
to  be  harvested  and  prepared  for  market 
during  the  period  beginning  on  July  16 
of  each  year  and  ending  on  March  31  of 
each  subsequent  year.    Climate,  produc- 
tion and  marketing  problems  and  prac- 
tices, and  statistical  and  marketing  re- 
ports confirm  the  foregoing  distinction. 
Although  there  is  no  substantial  dif- 
ference    between     California     potatoes 
harvested  and  marketed  on  July  15  and 
California  potatoes  harvested  and  mar- 
keted on  July  16  a  specific  cut-off  date 
for  the  end  of  the  early  season  Is  essen- 
tial and  July  15  provides  the  most  practi- 
cal "cut-off"  date  for  the  end  of  the  Cali- 
fornia eariy  potato  season  that  can  be 
established  for  the  production  area.    Any 
later  date  would  be  impractical  because 
any  such  later  date  would  involve  the  risk 
of  including  some  late  potatoes  from  par- 
ticular areas,  such  as  Stockton.     There- 
fore. July  15  is  the  most  practical  date 
that  can  be  determined  for  the  end  of  the 
season  in  which  California  early  potatoes 
shall  be  subject  to  regulation  pursuant 
to  the  marketing  agreement  and  ordrr 

The  necessity  for  developing  a  mar- 
keting agreement  and  order  for  Califor- 
nia potatoes  harvested  and  marketed  be- 
tween July  16  and  March  31,  both  dates 
Inclusive,  was  not  adequately  demon- 
strated, or  sufficiently  supported  by  evi- 
dence  at  the  hearing.  Therefore  the 
definition  of  potatoes  should  include  all 
varieties  of  Irish  potatoes  grown  in  the 
production  area  which  are  harvested  and 
prepared  for  market  during  the  period 
April  l^uly  15.  Such  definition  will 
provide  a  rea.sonable  and  practical  basis 
for  the  operation  of  the  marketing  agree- 
ment and  order  and  will,  in  conjunction 
with  other  definitions,  permit  easy  iden- 
tification of  the  commodity  covered 
thereby. 

<  c  I  A  definition  of  "production  area"  is 
incorporated  in  the  marketing  agreement 
and  order  to  specify  and  delimit  the  area 
in  which  potatoes  must  be  grown  before 
the  handlmg  thereof  Is  subject  to  regula- 
tion—unless potatoes  are  grown  in  such 
area  the  handling  of  such  potatoes  is  not 
subject  to  regulation  under  this  market- 
ing agreement  and  order. 

The  California  counties  of  Modoc  and 
Siskiyou  should  be  excluded  from  the 
definition  of  the  production  area  because 
they  are  part  of  the  production  area  of 
another  Irish  potato  marketing  agree- 
ment and  order  duly  Issued  under  the 
act. 

Potatoes  are,  or  can  be,  grown  com- 
mercially in  every  county  In  the  produc- 
tion area  (the  entire  State  of  California 
except  the  counties  of  Modoc  and  Siski- 
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you— hereinafter      called      "production 
area"),  but  production  thereof  Is  concen- 
trated in  the  San  Joaquin  Valley,  with 
the  bulk  of  such  producUon  In   Kern 
County.    Some  California  counties  out- 
side such  valley  produced  potatoes  In 
greater  amounts  prior  to  World  War  11 
than  they  have  since;  others  Increa.sed 
such   production  during  and  since   the 
war.    Basic  soil  structures  and  composi- 
tion, as  well  as  climate,  plus  pro.^pective 
water  resources,  provide  a  potato  pro- 
duction potential  that  could,  under  fav- 
orable circumstances,  become  an  accom- 
plished  reality   within   a   few   years   in 
California   counties   not   now   commer- 
cially producing  potatoes  in  appreciable 
quantities.      The    history    of    the    San 
Joaquin  Valley  confirms  this  conclusion 
and    demonstrates    potato    production 
shifts  from  one  locality  to  another  which 
may  reasonably   be   expected   to   recur 
in  the  future. 

Potato  production  problems  are  simi- 
lar throughout  the  production  area     Al- 
though some  variations  in  conditions  or 
factors    afTecting   production    do    occur 
among  specific  parts  of  such  area,  the 
similarities  of  production  outweigh  such 
difTerence  and  the  differences  are  not 
sufficiently  distinctive  to  warrant  sever- 
ance of  any  of  such  parts  from  the  ar>-a. 
Virtually  all  California  potatoes  handled 
commercially  go  through  packing  hcu-^es 
where   they   are   washed,    graded,    and 
sacked.    Then  they  are  sold  either  f.  o.  b. 
packing  house  or  local  railroad  tracks, 
or  the  shipper  or  handler  sells  them  Iri 
other  conventional  manners.    Therefore, 
similar  or  Identical  production  and  mar- 
keting problems  in  all  portions  of  the 
production  area  make  it  a  homogenous 
imit.    Restricting  the  dffinition  of  pro- 
duction area  to  the  California  counties 
now  engaged  in  growing  any  portion  of 
the  potato  crop  would  result  in  the  es- 
tablishment of  non-contiguous  areas  in 
which  it  would  be  unreasonably  diflirult 
and  impractical  to  administer  the  mar- 
keting agreement  and  order. 

Therefore,  the  production  area  con- 
stitutes the  smalle.<;t  regional  production 
area  and  should  be  defined  as  hereinafter 
set  forth. 

^d)  A  definition  of  "producer"  is  in- 
corporated in  the  marketing  agreement 
and  order  to  establish  the  Identity  of 
tho.se  persons  who  may  exercise  rights 
and  privileges  as  producers  reserved  to 
them  under  the  act  and  under  the  mar- 
keting agreement  and  order.    Any  per- 
son engaged  in  production  of  poUtoes 
for  market  should  be  regarded  as  a  pro- 
ducer.   This  Includes  not  only  those  per- 
sons who  own  and  operate  a  farm  but 
also  tho.se  persons  who  have  ^  direct 
interest  In  production  of  specific  lots  of 
potatoes  and  which  results  in  the  ac- 
quisition of  title  to  such  potatoes.     It 
Includes  persons  who  operate  in  a  land- 
lord capacity  to  whom  rent  is  paid  in  the 
form  of  part  of  the  crop.     It  also  in- 
cludes any  person  who  obtains  for  labor 
or  services  part  of  the  crop.     It  Is  not 
Intended  to  Include  persons  who  have 
or  obtain  a  share  in  the  crop  by  reason 
of  credit  claims  due  to  financing  or  other 
application  of  liens,  crop  mortgages,  or 
judgments.    Producer  should  be  defined, 
therefore,  as  hereinafter  set  forth. 
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(e)  A  definition  of  "handler",  which  Is 
synonymous  with  shipper,  is  incorpo- 
rated in  the  marketing  agreement  and 
order  because  the  burden  of  regulation 
falls  upon  handlers.  Evidence  shows 
that  the  definition  should  include  all  per- 
sons shipping  potatoes  except  persons 
acting  merely  as  transporting  agents  of 
handlers.  Such  exception  should  be 
limited  to  contract  and  common  carriers 
because  they  are  engaged  in  transport- 
ing such  potatoes  at  a  "flat  job  rate,"  or 
on  the  basis  of  a  "rate  per  ton  mile."  or 
for  an  agreed  fee.  and  because  such  car- 
riers do  not  have  a  proprietary  interest 
in  such  potatoes  which  they  are  trans- 
porting. 

The  definition  should  be  linked  with 
.shipments  of  potatoes  because  the  mar- 
keting agreement  and  order  are  predi- 
cated upon  the  regulation  of  .shipments 
affecting  transactions  in  agricultural 
commodities  with  a  national  public  in- 
terest and  because  all  of  the  shipments 
of  such  potatoes  are  either  In  the  cur- 
rent of  interstate  or  foreign  commerce, 
or  directly  burden,  obstruct,  and  affect 
such  commerce.  The  person  or  persons 
responsible  for  shipment  of  such  potatoes 
constitute  the  entity  or  entities  upon 
which  tlte  burden  of  such  regulation  is 
intended  to  rest. 

Producers  who  ship  potatoes  of  their 
own  production  are  handlers  under  the 
definition  because  they  have  a  proprie- 
tary interest  in  the  commodity  moved 
and  because  they  thereby  perform  a 
function  which  places  such  commodity 
in  the  current  of  interstate  or  foreign 
commerce,  or  in  commerce  directly  bur- 
dening, obstructing,  and  affecting  such 
interstate  or  foreign  commerce.  Such 
marketing  function,  whether  by  the  per- 
son who  produced  such  potatoes  or  by 
others,  constitutes  an  act  of  handling  and 
makes  any  person  performing  such  func- 
tion a  handler. 

It  is  a  common  and  usual  practice  in 
marketing  potatoes  for  more  than  one 
person  to  participate  in  the  function  of 
marketing  or  moving  such  potatoes  in  the 
normal  channels  of  commerce,  therefore 
each   such    person    should   be   Included 
within  the  definition  of  handler.     For 
example,   producers   In   the   production 
area  frequently  operate  their  own  pack- 
ing sheds  where  they  wash,  grade,  size, 
and  sack  potatoes,  thereby  performing 
Important  acts  involved  In  the  marketing 
of  potatoes.     Following  performance  of 
such  Initial  phases  of  marketing  or  ship- 
pins,  the  packing  house  operator  usu- 
ally sells  such  potatoes  to  another  party 
on  f.  o.  b.  ca.sh  track  basis.    Such  sales 
often  are  made  while  the  car  of  such 
potatoes   Is    on    siding   at   the    packing 
house,  or  sale  may  be  made  prior  to  the 
time  such  potatoes  are  loaded  on  car. 
This  example  indicates  that  more  than 
one  person   usually   Is  Involved   In   the 
shipment   of  such  potatoes   and,   thus, 
each  of  such  persons  Is  a  handler  within 
the  meaning  of  the  definition  hereinafter 
set  forth. 

In  other  cases,  a  packing  house  oper- 
ator may  wash  and  pack  potatoes  for 
several  other  growers.  In  such  instances, 
the  operator  of  the  washer  and  grader  Is 
responsible  for  the  grade  and  size  of  such 
potatoes  which  go  into  the  final  sacked 
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product.  Such  packing  house  operators 
usually  .sell  such  potatoes  for  the  ac- 
count of  the  growers  for  whom  they  wash 
and  grade.  The  packing  house  operator 
in  such  Instances  should  be  included 
within  the  definition  of  handler.  So  also 
should  persons  who  are  responsible  for 
the  later  movement  of  such  shipments  In 
the  current  of  commerce.  Each  of  the 
persons  responsible  for  the  sale  or  move- 
ment of  such  potatoes  in  the  current  of 
commerce  Is  responsible  for  such  ship- 
ments under  the  terms  and  provisions  of 
the  marketing  agreement  and  order  set 
out  hereinafter  and  each  such  person  is 
Included  within  the  definition  of  handler. 
Such  persons  are  handlers  both  Individ- 
ually and  Jointly. 

In  the  case  of  truck  sales,  it  Is  com- 
mon practice  In  the  production  area  for 
truckers  to  buy  at  packing  houses  and 
move  such  potatoes   to   market  either 
within    or    without    the     State.     Such 
truckers   or   other   buyers    u.slng    truck 
transportation  take  title  to  such  potatoes 
when  they  are  loaded  on  board  truck. 
Such  truckers  thereby  become  handlers. 
Some  sales  are  made  to  truckers  at  the 
producer's  field  and  such  potatoes  then 
move  to  market  without  any  additional 
preparation    or    grading.     In    such    In- 
stances,   the    producer    who    sells    Is    a 
handler  because  his  sale  of  such  potatoes 
starts  the  movement  of  such  potatoes  in 
the  current  of  commerce.    The  trucker 
is  a  handler  also  by  reason  of  his  ac- 
quiring title  to  such  potatoes  and  movmg 
them  In  the  current  of  commerce.     Such 
trucker  would  also  be  a  handler  If  he 
accepted  such  potatoes  on  consignment 
and  transported  them  in  the  current  of 
commerce.    The  producer  would  become 
a  handler  if  he  moved  or  caused  his  po- 
tatoes to  move  direct  to  market  without 
running  them  through  a  packing  shed 
and  grader.    Handler  should  be  defined, 
therefore,  as  hereinafter  set  forth. 

(f)  A     definition     of     "ship"     and 
"handle"  is  incorporated  In  the  market- 
ing agreement  and  order  to  Indicate  the 
particular  phases  of  potato  marketing 
and  the  specific  activities  of  persons  en- 
gaged in  marketing  potatoes  which  are 
to  be  made  subject  to  the  terms  and  pro- 
visions of  the  marketing  agreement  and 
order.    Except    as   particular   types   of 
transactions    are    hereinafter    excluded 
from  the  definition  of  ship  and  handle. 
It  Is  hereby  found  that,  all  transactions 
in  potatoes  are  a  part  of  the  current  of 
Interstate  or  foreign  commerce,  or  they 
directly  burden,  obstruct,  or  affect  such 
commerce.     (Transactions  In  Interstate 
or  foreign  commerce,  or  directly  burden- 
ing, obstructing,  or  affecting  such  com- 
merce are   hereinafter  called  transac- 
tions "in  commerce.")     All  such  trans- 
actions,   except    those    specifically    ex- 
cluded therefrom,   are  Included   within 
the  definition  of  ship  and  handle  and. 
thereby,  all  such  transactions  are  sub- 
ject to  the  terms  and  provisions  of  the 
marketing  agreement  and  order  issued 
pursuant  to  the  act. 

The  application  of  marketing  agree- 
ment and  order  regulations  to  a  retailer 
of  potatoes  in  his  capacity  as  a  retailer 
and  to  a  producer  of  such  potatoes  in 
his  capacity  as  a  producer  is  expressly 
prohibited  by  the  act.  The  sale  by  the 
owner  of  such  potatoes  prior  to  harvest, 


that  is.  while  they  are  still  In  the  ground, 
is  not  Included  within  the  definition. 
Such  letter  transactions  is  between  or 
among  producers  as  producers. 

Common  or  usual  transactions  in 
harvesting  and  preparing  California 
potatoes  for  market  includes  digging, 
picking,  loading,  hauling,  washing,  grad- 
ing, and  sacking.  Transactions  in  such 
potatoes  prior  to  the  time  they  are  ready 
for  market  or  prepared  for  market  are 
not  Included  within  the  definition  of 
ship  and  handle.  All  transactions  In 
such  potatoes  Involved  in  preparing 
them  for  market,  except  as  hereinafter 
indicated,  and  all  transactions  in  the 
marketing  of  such  potatoes  are  included 
within  the  definition  of  ship  and  handle 
because  all  such  transactions  are  in 
commerce. 

Hauling  ungraded  potatoes  from  the 
field  to  the  nearest  customary  packing 
shed  for  the  purpose  of  having  such  po- 
tatoes  graded,  washed,  sacked  or  other- 
wise  prepared   for   market   within  the 
packing  shed.  Is  not  included  within  the 
definition  of  ship  and  handle  because 
such    potatoes    In    their    then    present 
form,  I.  e.,  prior  to  grading,  are  not  then 
Intended  for  market,  but  it  Is  Intended 
that  such  potatoes  are  to  be  graded  or 
sorted  prior  to  marketing,  and  only  such 
potatoes  which  are  prepared  for  market 
by    such    grading    process    are    to    be 
shipped.    Thus,  such  activity,  1.  e.,  dig- 
ging, picking  and  hauling  prior  to  prep- 
aration for  market.  Is  not  a  transaction 
In  commerce.     Sale  by  any  person  of 
such  potatoes  while  they  are  being  trans- 
ported to  a  packing  shed,  or  after  they 
arrive  at  a  packing  shed  and  prior  to 
washing  and  grading  thereof,  is  not  In- 
cluded within  the  definition  of  ship  and 
handle  because  such  potatoes  are  not  In 
commerce.     If,  however,  such  potatoes 
are  transported  from  the  field  to  any 
destination  other  than  the  usual  or  cus- 
tomary packing  shed,  such  transaction 
Is  Included  within  the  definition  of  ship 
and  handle  because  such  transaction  Is 
In  commerce  In  that  such  potatoes  do 
not  require  or  receive  further  prepara- 
tion for  market,  and  such  potatoes  are 
moving    In    the    current    of    commerce 
usual  In  the  handling  of  such  commod- 
ity.   The  sale  by  any  person  of  such  po- 
tatoes   moving    from    the    field    where 
grown  to  any  point  other  than  the  usual 
or  customary   packing   shed   is   within 
the  definition  of  ship  and  handle  and 
such  transaction  should  be  subject  to 
the  terms  and  provisions  of  the  market- 
ing agreement  and  order. 

The  washing  and  grading  process  for 
potatoes  Is  an  Integrated,  continuous, 
.sorting  procedure  whereby  potatoes,  as 
they  come  from  the  field  are  dumped  into 
a  vat  or  hopper,  after  which  they  move 
through  the  grader  In  a  continuous 
stream.  They  come  out  the  bottom,  end. 
or  sides  of  the  machine  sorted  Into  such 
grades  and  sizes  as  the  operator  deter- 
mines. For  example,  a  packing  shed 
operator  may  order  his  superintendent  to 
pack  out  a  specified  number  of  bags  of 
U.  S.  number  one.  2  Inch  minimum,  or. 
perhaps,  U.  S.  Commercial,  V'b  inch 
minimum,  or  2Va  Inch  minimum.  The 
superintendent  can  direct  his  crew  to 
vary  the  grade  or  size  of  potatoes  which 
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fall  Into  given  outlets  from  the  machine. 
Thus  the  operator  of  the  packing  shed,  if 
he  is  grading  his  own  potatoes,  can  sort 
such  potatoes  to  any  grade  and  size  speci- 
fication he  desires.    Also,  if  he  Is  acting 
as  agent  for  a  producer  or  a  handler,  or 
any  other  principal,  he  may  vary  the  out- 
put of  grade  and  size  to  suit  the  princi- 
pal.   Thus,  the  responsibility  for  deter- 
mining the  grade  and  size  of  such  pota- 
toes   falling    into    particular    categories 
rests  with   the  principal  directing  the 
operation  of  the  grading  machine  or  proc- 
ess.   The   movement   of   such   potatoes 
through  the  washing  and  grading  proc- 
ess Is  the  initial  transaction  In   com- 
merce  with   respect    to   such    potatoes 
and,  therefore,  it  is  included  within  the 
definition  of  ship  and  handle,  1.  e..  the 
person  responsible  for  determining  the 
grade  and  size  of  potatoes  at  the  packing 
house,  eith  r  on  the  basis  of  the  owner- 
ship of  the  potatoes  or  on  the  basis  of 
appropriate  managerial  authority.  Is  the 
first  handler  of  such  potatoes.    As  such 
potatoes  are  sorted  Into  specific  cate- 
gories, each  lot  of  such  commodity  be- 
comes eligible  for  sale  (except  for  those 
lots  or  portions  which  are  expressly  pro- 
hibited by  State  law  from  sale)  in  com- 
merce and  the  sale,  or  movement  of  each 
such  lot  Is  a  transaction  In  commerce. 

It  Is  common  or  usual  practice  for  the 
packing  house  operator  to  have  a  pro- 
prietary or  agency-managerial  interest  in 
all  such  potatoes  and  to  sell  them.    A 
large  portion  of  such  potatoes  are  sold 
f.  o.  b.  cash  track  at  the  packing  house 
siding.    When  the  packing  house  oper- 
ator makes  such  f.  o.  b.  cash  track  sales 
the  seller  does  not  necessarily  know,  and 
he  has  no  means  of  determining  in  many 
cases,  the  ultimate  destination  of  such 
potatoes.    Brokers  buying  from  packing 
house  operators,  or  others,  on  f.  o.  b.  cash 
track  basLs,  frequently  supply  markets 
both  out  of  State  and  within  the  State. 
Car  lots  or  truck  lots  of  potatoes  sold  at 
the  packing  shed  or  siding  and  originally 
scheduled  for  sale  within  the  State  may 
be  diverted  to  a  market  outside  the  State, 
or  vice  versa.    Brokers  may  also  buy  such 
potatoes  at  the  packing  hoase  platform 
and  ship  by  truck.    In  other  instances, 
truckers  buy  such  potatoes  on  the  pack- 
ing shed  platform  and  move  in  commerce 
to  markets  outside  the  State  or  within 
the  State.    The  sale  of  such  potatoes  to 
a  broker,  trucker,  or  to  any  other  person. 
Ls  Included,  therefore,  within  the  defini- 
tion of  ship  and  handle  because  the  sale 
of  potatoes,  after  they  have  been  pre- 
pared   for    market,    is    in    commerce. 
Subsequent  sale  or  movement  of  such 
potatoes    also    Is    Included    within    the 
definition  of  ship  and  handle  because 
such  transaction  Is  in  commerce. 

The  movement  or  transportation  of 
potatoes  from  the  washer  and  grader  to 
any  point  beyond  the  grader  is  Included 
within  the  definition  of  ship  or  handle 
because  such  transaction  is  a  part  of  the 
transactions  involved  In  marketing  such 
potatoes  and  It  Is  In  commerce.  This  in- 
cludes the  transportation  of  such  po- 
tatoes from  packing  shed  to  cold  or  other 
storage  becau.se  such  potatoes  are 
thereby  made  available  for  disposal  In 
any  market;  the  placing  of  such  potatoes 
In  storage  Is  a  normal  and  customary, 
although     limited,     practice     whereby 
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handlers  take  advantage  of  time  prefer- 
ences in  the  ultimate  disposal  of  the  com- 
modity, and  because  such  stored  potatoes 
(which  are  available  for  and  may  be  dis- 
posed of  at  any  time  In  either  interstate 
or  Intrastate  markets)  burden  and  af- 
fect the  handling  of  all  interstate  com- 
merce In  potatoes.  Therefore,  transac- 
tions moving  potatoes  Into  storage  are 
Included  within  the  definition  of  ship 
and  handle. 

Potatoes  are  shipped  to  virtually  every 
State  In  the  union,  with  populous  States 
taking  relatively   large   proportions  of 
such  shipments.     For  example,  diu-ing 
the  1947  season  40  cities  in  Northeastern 
United  States  show  6020  rail  carlot  un- 
loads  of   such   potatoes   during   June; 
within  that  total  732  cars  were  unloaded 
in  New  York;  21  In  Portland,  Maine;  139 
In  Philadelphia;  202  in  Buffalo;  and  941 
in  Chicago.     The  annual  unload  sum- 
mary for  Los  Angeles  shows  rail  car- 
lots  and  trucklots  of  other  potatoes  from 
competing  Slates  being  unloaded  in  the 
Los  Angeles  market  In  competition  with 
unloads  of  potatoes  as  hereinafter  de- 
fined in  the  marketing  agreement  and 
order.     For  example,  during  1947.  the 
record  shows  658  rail  carloads,  or  their 
equivalent,  were  unloaded  in  Los  Angeles 
during  April   of  which   277   were   from 
Idaho;    291    from   California;    50   from 
Utah;   17  from  Texas;  6  from  Florida, 
and  other  unloads  from  Colorado,  Mon- 
tana. Nevada.  Oregon  and  Washington. 
During  May  1947.  1057  carloads,  or  their 
equivalent,  were  reported  unloaded  In  Los 
Angeles,  of  which  133  were  from  Idaho, 
and  19  were  from  Utah.  During  June  and 
July  of  the  same  year,  unloads  of  potatoes 
from  Idaho  and  Utah  are  also  reported 
in  Los  Angeles.     Under  the  marketing 
agreement    and    order   hereinafter    set 
forth,  the  movement  of  potatoes  to  mar- 
kets within  the  State  of  California  and 
to  markets  outside  the  State  Is  Inex- 
tricably intermingled  (and  intermingled 
with  potato  shipments  from  other  States 
to  California)  and,  as  hereinbefore  and 
hereinafter  Indicated,  It  is  impractical 
to  effectively  regulate  the  interstate  and 
foreign  commerce  therein,  without  also 
regulating  all  commerce  therein,  except 
as  otherwise  indicated. 

A  common  or  usual  practice  in  the 
handling  of  California  potatoes  involves 
the  sale  of  such  potatoes  at  the  packing 
slied  or  on  siding  at  the  packing  shed 
to  brokers  or  other  buyers.  Sales  at 
such  points  are  made  without  the  vendor 
necessarily  knowing  whether  the  ulti- 
mate destination  of  such  potatoes  is 
within  or  without  the  State.  Brokers 
may,  and  often  do,  switch  shipments 
from  a  destination  within  the  State  to 
an  out  of  State  market.  It  would  not 
be  practical  for  a  packing  shed  operator 
to  sort  such  potatoes  so  that  only  some 
portions,  as  represented  by  specific 
grades  or  sizes  of  such  potatoes  would  be 
allowed  to  move  to  markets  within  the 
State  and  only  other  grades  and  sizes 
would  be  allowed  to  move  into  interstate 
markets. 

The  market  mechanism  through  which 
potatoes  are  sold  is  a  highly  integrated 
institution  which  transmits  with  dispatch 
market  Information  throughout  the  pro- 
duction market  area.    Market  informa- 
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tion  on  volume  and  price  at  shipping 
point  and  in  terminal  markets  is  made 
available  through  the  Federal  Market 
News  Service  daily  mimeographed   re- 
ports and  by  radio  reports  several  times 
each  day  during  the  shipping  sea.son. 
Many    handlers    have    the    latest    and 
speediest     means     of     communication, 
such  as  radio,  telephone,  telegraph,  and 
po.stal  media  to  help  keep  them  currently 
informed.     Sales  at  shipping  point.  In 
terms  of  volume  and  price  by  grade  and 
size,  are  made  known  to  buyers  In  ter- 
minal  markets;    so    also   are    terminal 
market     conditions     made     known     to 
handlers  at  shipping  point.    As  a  result 
of  this  speedy,  wide  distribution  of  mar- 
ket Information  on  potatoes,  the  market 
price  at  all  markets  tends  to  fluctuate 
at  any  time  around  an  average  price, 
subject  to  adjustments  for  freight  and 
other   location    differentials.     Although 
prices   for   potatoes   tend   to    fluctuate 
around  an  average  price  at  any  given 
time,  variations  from  such  average  occur 
among  markets  due  to  changes  in  the 
demand  and  in  the  volume  of  supply 
available  at  such  markets.    For  example, 
handlers  watch  market.'^  clo-rely  and  If 
reports  fr6m  one  market  show  a  favor- 
able price,  shipments  may  be  diverted 
there  to  take  advantage  of  such  situa- 
tion.    As  the  price  in  the  Los  Angeles 
market  increases  as  compared  with  the 
Denver  or  Chicago  market,  unloads  In 
the  Los  Angeles  market  increase;  as  the 
market  price  in  Denver,  Chicago,  or  other 
terminal  markets  increase,  as  compared 
with  the  market  in  the  State,  a  larger 
proportion  of  shipment.s  of  California 
potatoes  is  sent  to  markets  out.side  the 
State.    The  shipping  point  market  price 
for  potatoes,  as  integrated  with  the  mar- 
ket for  such  potatoes  In  terminal  mar- 
kets outside  the  State  as  well  as  other 
markets  within  the  State. 

It  is  concluded,  therefore,  that  all 
handling  of  potatoes,  except  as  other- 
wise indicated,  should  be  included  within 
the  definition  of  ship  and  handle,  as 
hereinafter  defined. 

^g)  A  definition  of  "committee"  Is  in- 
corporated  in  the  marketing  agreement 
and  order  to  identify  the  administrative 
body  which  acts  as  agent  of  the  Secretary 
in  the  operation  of  the  marketing  agree- 
ment and  order.  This  administrative 
committee  shall  be  named  "California 
Potato  Committee."  Such  committees 
are  authorized  by  the  Act  and  they  are 
necessary  and  incidental  to  the  operation 
of  the  marketing  agreement  and  order. 
Committee  should  be  defined,  therefore 
as  hereinafter  set  forth. 

(h)  Definitions  of  "seed  potatoes"  and 
"table  stock  potatoes"  are  incorporated 
in  the  marketing  agree  ment  and  order 
because  the  marketing  agreement  and 
order  authorize  regulation,  under  certain 
circumstances,  differently  for  each.  The 
identity  of  seed  potatoes  is  established 
for  the  purpose  of  distinguishing  such 
potatoes  from  table  stock  potatoes,  which 
is  accomplished  by  means  of  certifica- 
tion, tagging,  or  other  appropriate  mark- 
ings applied  to  appropriate  potatoes  by 
seed  potato  certifying  agencies  com- 
monly recognized  by  growers,  handlers, 
and  others,  as  agencies  with  adequate 
and  appropriate  qualifications  for  estab- 
lishing such  Identification  and  distinc- 
tion.   Agencies  which  are  qualified  for 
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certifying,  tagging,  or  otherwise  appro- 
priately maricing  seed  potatoes  in  Cali- 
fornia  are   the   official   seed   certifying 
agency  of  the  State  of  California  and 
certain    seed   certifying    agencies   other 
than    State    controlled    agencies.      For 
example,   the    Kern    County   Seed   Po- 
tato Growers,  has  its  own  professional 
employees  who  are  qualified  to  determine 
ir  potatoes  have  been  grown  under  proper 
conditions  and  if  they  have  appropriate 
characteristics  to  qualify  them  for  seed. 
The    administrative    committee    estab- 
lished under  this  marketing  agreement 
and  order  should  be  authorized  to  accept 
certification  of  seed  potatoes  by  the  of- 
ficial seed  certifying  agency  of  the  State 
and.  with  the  approval  of  the  Secretary, 
to  accept  certification  by  pther  agencies 
which  qualify  in  the  field  of  potato  seed 
certification.    Seed  and  table  stock  po- 
tatoes include  all  potatoes  and  if  "seed 
potatoes"  identify  a  part  of  the  whole, 
"table  stock  potatoes"  should  be  defined 
to  include  all  potatoes,  other  than  seed. 
Therefore,  "seed"  and  "table  stock"  po- 
tatoes .should  be  defined  as  hereinafter 
set  forth. 

(i>  Definitions    of    "wholesale    pack 
and  "consumer  pack"  are  incorporated 
in  the  marketing  agreement  and  order 
because  the  marketing  agreement  and 
order  authorize  regulation,  under  cer- 
tain circumstances,  differently  for  each. 
The  definition  of  consumer  pack  should 
be  linked   with  the  type  of  container 
which  is  prepared  at  the  shipping  point 
for  ultimate  sale  by  the  reteiler  to  the 
consumer  in  the  original  container.    The 
definition  of  wholesale  pack  should  be 
linked  with  the  larger  containers  which 
are  normally  dumped  into  bins  at  the 
retail  store.    At  present,  consumer  packs 
commonly  in  use  by  the  California  potato 
Industry  consist  of  5,  10.  and  15  pound 
bags  while  wholesale  packs  consist  of  50 
and  100  pound  bags.    The  demarcation 
between  consumer  and  wholesale  packs 
should  be  drawn  at  a  certain  specific 
weight  rather  than  by  naming  the  Indi- 
vidual containers  which  should  fall  into 
each  category.    The  possibility  of  minor 
variations  in  the  net  weight  of  the  pota- 
toes packed  in  a  container  and  the  possi- 
bility of  the  introduction  of  new-sized 
bags  render  the  latter  approach  imprac- 
tical.    Therefore,  the  dividing  line  be- 
tween wholesale  and  retail  packs  is  es- 
tablished at  containers  holding  50  pounds 
net  weight  of  potatoes  since  containers 
of  that  size  or  greater  normally  are  re- 
bagped  prior  to  sale  of  the  potatoes  to 
consumers.     Wholesale  pack  and  con- 
sumer pack  should  be  defined,  therefore, 
as  hereinafter  set  forth. 

(j)  A  definition  of  "grade"  and  "size" 
Is  incorporated  in  the  marketing  agree- 
ment and  order  in  order  to  permit  all 
individuals  affected  by  the  marketing 
agreement  and  order  to  determine  the 
requirements  thereof  and  to  interpret 
specifically  and  intelligibly  regulations 
Issued  pursuant  thereto.  Grade  and 
size,  the  essential  terms  In  which  regula- 
tions are  issued  shoiild  be  defined  as 
comprehending  the  equivalent  of  the 
meanings  assigned  to  these  same  terms 
as  .set  forth  In: 

(1)  The  United  States  Standards  for 
Potatoes  Issued  by  the  Department  of 
Agriculture  September  10.  1941.  efifective 


June  1,  1942  (12  F.  R.  3651>.  or  amend- 
ments thereto,  or  modifications  thereof, 
or  variations  based  thereon; 

(2»  United  States  Consumer  Stand- 
ards for  Potatoes  as  issued  by  the  United 
States  Department  of  Agriculture  No- 
vember 3.  1947,  effective  December  8, 
1947  (12  F.  R.  7281)  or  amendments 
thereto,  or  modifications  thereof,  or  var- 
iations based  thereon. 

The  same  grading  factors  are  used  In 
both  standards.     Official  inspectors  in 
grading   California   potatoes   could   use 
either  of  these  standards.    It  is  desirable 
to  include  both  standards  so  that  regu- 
lations may  be  issued  in  the  terms  of 
either  in  order  to  facilitate  issuance  of 
clear-cut  regulations  and  to  provide  for 
utilization  of  terminology  and  definitions 
tn  common  usage  by  the  California  po- 
tato industry.    Such  definitions  will,  on 
the  basis  of  "amendments  thereto."  in- 
clude   amendments    to    the    standards 
which  may  have  been  made  or  may  here- 
after be  made  pursuant  to  the  laws  un- 
der  which  the  standards   are   promul- 
gated, either  by  changes  in  the  connota- 
tion of  certain  concepts  therein  used, 
or  by  the  addition  of  grade  factors  not 
now   used   in   grade   determination,   or 
other   amendments.     These   definitions 
will,  on  the  basis  of  "modification  there- 
of" or  "variations  ba.sed  thereon."  per- 
mit s*h  modifications  in  or  variations 
from  the  standards  as  may  be  recom- 
mended by  the  committee  and  approved 
by  the  Secretary,  such  as.  for  example. 
Increasing  or  decreasing  tolerances  for 
internal  discoloration  or  other  grade  de- 
fects, or  adjusting  the  size  classifications, 
or  such  other  adjustments  as  may  be 
deemed  advisable  for  the  purposes  of  the 
regulatory    sections    of    the    marketing 
agreement  and  order.     Grade  and  size 
should  be  defined,  therefore,  as  herein- 
after set  forth. 

(k)  A  definition  of  "export"  Is  Incor- 
porated in  the  marketing  agreement  and 
order  because  the  marketing  agreement 
and  order  authorize  regulation  differ- 
ently for  export  shipments  than  for  do- 
mestic shipments  of  potatoes.     For  ex- 
ample,   the    Canadian     market     takes 
smaller  size  potatoes  than  the  United 
States  market  at  a  higher  price  than 
they  can  be  sold  domestically.     This  is 
an  important  outlet  and  the  committee 
should  be  authorized  to  recommend  spe- 
cial consideration  for  po.ssible  difference.s 
In  demand  by  grades,  sizes,  and  quality 
between  export  and  domestic  markets. 
The  definition  of  export  should  include 
all   shipments   of   potatoes   outside   the 
continental   boundaries   of   the   United 
States,  including  .shipments  to  pos.ses- 
sions    of    the    United    States.      Export 
should  be  defined,  therefore,  as  herein- 
after set  forth. 

(1)  A  definition  of  "district"  is  Incor- 
porated in  the  marketing  agreement  and 
order  to  delineate  the  geographical  di- 
visions of  the  production  area  for  pur- 
poses of  electing  nominees  for  member- 
ship on  the  committee.  The  districts 
established  correspond  with  natural  geo- 
graphic or  economic  divisions  commonly 
used  In  California  for  determining  mem- 
bership on  potato  groups  and  for  eco- 
nomic studies.  The  production  and 
marketing  problems  of  producers  within 
each  of  the  established  districts  are  simi- 


lar and  the  territory  included  in  each  Is 
homogenous.      The    notice    of    hearing 
proposed  that  the  production  area  should 
be  divided  into  six  districts.     The  record 
of  hearing  .shows  that  the  acreage  In  the 
proposed    District    No.    6    is    extremely 
small.  It  would  be  difficult  to  secure  a 
representative  for  that  district,  and  that 
elimination  of  District  No.  6  and  inclu- 
sion of  that  area  in  District  No.  1  would 
provide  equitable  committee  repre.senta- 
tion  on  an  acreage  and  production  basis 
for  all  of  the  territory  included  in  the 
production  area.     District  should  be  de- 
fined, therefore,  as  hereinafter  set  forth, 
(m)  The   marketing   agreement   and 
order  .should  provide  for  the  selection  by 
the  Secretary  of  Agriculture  of  an  ad- 
ministrative committee,  called  the  Cali- 
fornia Potato  Committee,  and  such  com- 
mittee's  powers   and  duties   should   be 
specifically   enumerated  therein.     The 
committee     should     consist    of     eleven 
members  because  such  number  provides 
an  equitable  distribution  of  committee 
membership  among  the  districts  of  the 
production  area  and  fair  representation 
of  producers  both  on  a  geographic  and 
a  production  basis.    An  alternate  should 
be  selected  for  each  member  of  such 
committee  In  order  to  provide  continuity 
of  committee  operation  in  case  of  any 
members   should   be   unable   to   attend 
particular  meetings  or  in  ca.se  of  vacan- 
cies  In   the   membership  on  the  com- 
mittee. 

All  persons  selected  as  committee 
members  or  alternates  should  be  produc- 
ers of  potatoes  In  the  district  represented, 
or  should  be  officers  or  employees  of  cor- 
porate producers  In  such  district,  which 
will  give  them  a  better  knowledge  of  con- 
ditions In  such  district  relating  to  the 
marketing  of  potatoes  than  they  other- 
wise would  have.  Residence  require- 
ments are  not  desirable  for  committee 
members  and  alternates  because  some 
bona  fide  producers  in  specific  districts 
also  have  agricultural  or  other  Interests 
In  other  districts  and  do  not  live  In  the 
districts  for  which  they  might  be  eligible 
as  producers  to  serve  on  the  committee. 

The  term  of  office  of  members  and 
alternates  of  the  committee,  except  for 
initial  members,  should  be  on  the  basis 
of  fiscal  periods.  I.  e..  beginning  on  the 
first  day  of  January  and  continuing  until 
the  end  of  the  then  current  fiscal  year, 
which  means  continuing  until  and  In- 
cluding the  following  December  31  of 
the    same    calendar    year.      Committee 
members  and  alternates  should  .serve  for 
a  fiscal  year.  If  qualified,  or  during  that 
portion  thereof  beginning  on  the  date  on 
which  they  qualify  and  continuing  until 
the  end  of  the  then  current  fiscal  period 
and  until  their  .successors  are  selected 
and  have  qualified.    If  any  person  should 
be  selected  as  a  committee  member  or 
alternate  during  the  course  of  a  term  of 
office  or  to  serve  for  the  remainder  of 
such  term,  such  person  should  .serve  dur- 
ing that  portion  of  the  term  for  which 
he  qualifies  and  until  his  successor  is 
selected  and  has  qualified.    It  Is  neces- 
sary that  committee  members  and  alter- 
nates should  continue  to  serve  In  their 
respective  capacities  until  their  succes- 
sors   are   selected    and    qualified,    even 
though  such  date  Ls  beyond  the  end  of 
the  term  for  which  they  are  originaUy 
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selected,  because  there  should  be  no  break 
In  the  operation  of  a  committee  due  to 
lack  of  committee  members.  Such  con- 
tinuance as  members  and  alternates  until 
their  successors  have  been  selected  and 
have  qualified  is  essential  also  as  a  prac- 
tical means  of  providing  continuity  of 
operation  whenever  the  selection  of  new 
members,  for  succeeding  terms,  or  their 
qualification  for  the  position,  does  not 
take  place  by  the  opening  date  of  a  new 
term  of  office  for  such  committee.  This 
provision  bridges  the  gap  between  the 
end  of  any  term  and  the  time  when  new 
members  and  alternates  are  selected  and 
qualified  to  serve. 

The  selection  of  committee  members 
and  alternates  should  be  made  by  the 
Secretary  of  Agriculture  from  any  pro- 
ducers of  potatoes.    The  selections  should 
be  made  from  among  such  potato  pro- 
ducers .so  that  members  of  the  committee 
by   reason   of   their  occupation   will   be 
familiar  with  production  and  marketing 
problems   relating   to   the   handling   of 
such  potatoes.  Committee  representation 
from  such  di.<:tricts  should  require  one 
member  and  his  alternate  from  district 
number  one,  one  member  and  his  alter- 
nate from  district  number  two,  two  mem- 
bers and  their  respective  alternates  from 
district  number  3,  five  members  and  their 
respective  alternates  from  district  num- 
ber 4,  and  two  members  and  their  re- 
spective alternates  from  district  number 
5,  to  provide  adequate  and  equitable  rep- 
resentation of  producers  on  the  commit- 
tee upon  a  geographic  and  production 
basis.      Representation     on    the    basis 
herein  Indicated  will  provide  a  basis  for 
bringing  to  the  attention  of  the  commit- 
tee the  production  and  marketing  prob- 
lems of  growers  in  such  districts,  and  to 
the  attention  of  the  Secretary  such  In- 
formation for  appropriate  consideration 
and  evaluation  in  connection  with  the 
Issuance  of  any  proposed  regulation. 

Procedures     should     be     established 
whereby  qualified  persons  shall  be  se- 
lected by  the  Secretary  as  committee 
members  and  alternates  on  the  basis  of 
nominations   for   such    positions   which 
have  been  presented  to  the  Secretary  by 
respective  groups  of  producers  meeting 
In  each  district.     Such  procedure  will 
a.ssure  the  Secretary  that  the  names  of 
appropriate  prospective  committee  mem- 
bers and  alternates  are  brought  to  his 
attention  and  will  assure  producers  In 
each  district  within  the  production  area 
of  having  a  voice  In  presenting  for  the 
Secretary's     consideration     prospective 
committee  members  and  alternates  who 
are  familiar  with  production  and  mar- 
keting problems  within  their  respective 
districts.    The  nomination  of  prospective 
committee  members  and  alternates  by 
producers  at  meetings  within  their  re- 
spective districts  is  a  practical  means  of 
providing  the  Secretary  with  nominees 
whose  qualifications  have  been  reviewed 
by  and  acted  upon  by  producers  within 
the  production  area. 

While  It  Is  appropriate  that  the  Sec- 
retary should  select  Initial  committee 
members  and  their  alternates  from 
nominations  which  may  be  made  by  pro- 
ducers or  groups  thereof,  the  California 
Potato  Committee  does  not  exist  prior  to 
the  selection  by  the  Secretary  of  the 
initial  committee  and.  therefore,  the 
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marketing  agreement  and  order  make 
adequate  provision  to  permit  the  selec- 
tion of  an  Initial  committee  In  the  ab- 
sence of  nominations  therefor. 

It  Is  desirable,  necessary,  and  admin- 
istratively feasible,  that  the  California 
Potato  Committee  should  be  authorized 
to  carry  out  the  provisions  of  the  mar- 
keting agreement  and  order,  hereinafter 
set  forth,  in  order  to  provide  nomina- 
tions for  succeeding  committee  mem- 
bers and  alternates.  In  carrying  out  its 
duties  and  responsibilities  with  respect 
to  nominations  for  succeeding  commit- 
tee members  and  alternates,  the  com- 
mittee should  be  authorized  to  hold,  or 
cause  to  be  held,  a  meeting  or  meetings 
of  producers  in  each  of  the  districts  de- 
fined in  §  990.1  (r)  of  the  marketing 
agreement  and  order.  The  obligation 
that  nomination  meetings  be  held  prior 
to  November  1  of  each  year  is  rea.sonable 
because  in  the  event  a  nominee  declines 
to  serve,  ample  time  is  afforded  for  the 
selection  of  another  nominee,  p.nd  also 
because  nominations  .should  be  sub- 
mitted to  the  Secretary  In  sufficient  time 
for  the  selection  of  the  successor  mem- 
bership prior  to  the  beginning  of  the 
fiscal  year. 

The  committee  should  be  authorized  to 
use  the  services  of  existing  agencies  or 
organizations  in  arranging  for  such 
meetings  of  producers  for  the  purpose 
of  nominating  committee  members  and 
alternates.  Such  agencies  Include  those 
public  or  private  agencies  now  operat- 
ing, or  hereafter  operating,  in  the  State 
of  California  for  the  purpose  of  assist- 
ing potato  producers  and  handlers  with 
their  production  and  marketing  prob- 
lems. Such  services  should  include,  but 
should  not  be  limited  to.  furnishing  of 
space  for  meetings,  assistance  with 
sending  notices  of  such  meetings,  ar- 
ranging for  publicity  In  connection  with 
such  meetings,  and  such  other  adminis- 
trative matters  as  the  committee  deems 
appropriate  and  de.slrable. 

At  least  two  nominees  should  be  desig- 
nated for  each  position  as  member  and 
for  each  position  as  alternate  member 
on  the  committee  so  that  the  Secretary 
shall  have  a  choice  between  or  among 
nominees  in  making  his  selection.  The 
manner  and  form  of  supplying  nominee 
lists  to  the  Secretary  should  be  prescribed 
by  the  Secretary  in  order  that  there  may 
be  administrative  uniformity  in  handling 
such  matters  and  such  nominations 
should  be  presented  to  the  Secretary  at 
least  thirty  days  prior  to  the  end  of  each 
fiscal  year  so  that  selections  of  commit- 
tee members  and  alternates  for  the  term 
of  office  immediately  subsequent  thereto 
may  be  made  prior  to  the  beginning  of 
such  term  of  office.  Such  a  requirement 
Is  administratively  necessary  in  order  to 
provide  continuous  operation  of  the 
committee. 

Only  producers  should  participate  In 
designating  nominees  for  committee 
members  and  their  alternates.  Inas- 
much as  the  committee  membership  Is 
composed  entirely  of  producers,  voters 
for  committee  members  and  alternates 
should  be  limited  to  producers  so  that 
such  nominees  will  reflect  the  viewpoint 
of  persons  whose  primary  Interest  In  the 
potato  industry  is  in  the  capacity  of 
producers. 
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A  producer  should  be  limited  to  only 
one  vote  on  behalf  of  himself,  his  ai^ents. 
subsidiaries,  affiliates,  or  representatives] 
In  designating  nominees  for  committee' 
members  and   alternates  regardless  of 
the  number  of  districts  in  which  he  pro- 
duces, so  that  the  producer  who  operates 
In  more  than  one  district  will  not  have 
an  advantage  in  nominating  committee 
members  or  alternates  over  the  person 
who  may  operate  in  only  one  district.    In 
restricting  persons  to  voting  to  one  dis- 
trict only,  such  person  should  be  allowed 
to  elect  the  district  in  which  he  shall  vote 
for  nominees  for  committee  members  and 
alternates  in  order  that  he  may  cast  his 
ballot  for  such  nominees  where  he  be- 
lieves his  main  interest  lies.    Each  per- 
son voting  in  an  eleciion  for  nominees 
for  committee  members  and  nlternates 
should  be  allowed  to  cast  one  vote  for 
each  position  as  a  committee  member 
and  for  each  position  as  an  alternate  to- 
be  filled  in   the   respective  district   in 
which  such  person  elects  to  vote. 

If  nominations  for  committee  members 
and  alternates  are  not  supplied  to  tlie 
Secretary  at  least  30  days  prior  to  the 
end  of  a  fiscal  year  for  the  ensuing  fiscal 
year,  the  Secretary  should  be  allowed  to 
select  committee  members  and  alter- 
nates without  regard  to  nominations  and 
such  selections  should  be  on  the  basis  of 
the  aforesaid  representation.  Such  pro- 
vision is  necessary  so  that  Secretary  shall 
not  be  forestalled  in  selecting  committee 
members  and  alternates  who  will  pro- 
vide current  representation  on  the  com- 
mittee upon  the  same  basis  of  repre- 
sentation as  if  nominations  had  been 
made  in  the  manner  normally  provided 
for  the  committee  to  follow.  Such  pro- 
vision assures  the  Secretary  of  having 
a  local  administrative  agency  in  exist- 
ence at  all  times  to  administer  the  mar- 
keting agreement  and  order. 

Any  person  who  is  selected  by  the  Sec- 
retary as  a  committee  member  or  alter- 
nate should  qualify  by  filing  a  written 
acceptance  with  the  Secretary  within  10 
days  after  being  notified  of  such  selec- 
tion so  that  the  Secretary  shall  know  if 
each  selectee  is  willing  to  and  intends 
to  serve  in  the  capacity  for  which  he  is 
chosen.  The  ten-day  period  so  provided 
constitutes  a  reasonable  period  for  quali- 
fication and  will  not  unduly  retard  com- 
position of  a  qualified  committee. 

Authority  to  fill  any  committee  va- 
cancy should  be  retained  by  the  Secre- 
tary in  order  to  maintain  continuity  of 
operation  which  Is  necessary  and  inci- 
dental to  the  administration  of  the  mar- 
keting agreement  and  order  and  for  the 
effectuation  of  the  declared  purposes  of 
the  act.  It  is  also  necessary  that  the 
Secretary  should  be  allowed  to  fulfill 
such  authority  by  selecting  persons  to 
fill  any  such  vacancy  or  vacancies  from 
nominations  made  In  the  usual  manner 
provided  for  annual  pre.sentation  of  nom- 
inees for  committee  members  or  alter- 
nates. 

The  method  of  electing  nominees  prior 
to  the  end  of  each  year,  as  hereinafter 
provided  In  the  marketing  agreement 
and  order,  from  among  whom  the  Secre- 
tary shall  select  committee  members  and 
alternates  Is  an  equitable  and  appropri- 
ate procedure  for  annual  election  and 
selection  of  such  committee  members 
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and  alternates.  It  also  provides  an  ade- 
quate and  proper  manner  for  presenting 
nominees  to  fill  any  committee  vacancy. 
It  Is.  tlverefore.  appropriate  and  neces- 
sary that  the  Secretary  should  be  au- 
thorized to  select  from  among  unselected 
nominees  on  a  nominee  list  last  submit- 
ted prior  to  the  occurrence  of  a  com- 
mittee vacancy,  (i.  e.  the  current  nomi- 
nee list)  to  fill  any  committee  vacancy 
in  order  that  the  committee  may  not  be 
required  to  incur  the  expense  and  the 
administrative  burden  of  holding  addi- 
tional elections.  It  is  also  necessary  that 
the  Secretary  should  be  authorized  to  se- 
lect committee  members  or  alternates  to 
fill  vacancies  on  the  committee  without 
regard  to  nominations  if  the  names  of 
nominees  to  fill  any  such  vacancy  are  not 
made  available  to  the  Secretary  within 
thirty  days  after  such  vacancy  occurs. 
Such  provisions  with  respect  to  filling  any 
committee  vacancy  are  desirable  so  that 
the  Secretary  may  have  equitable,  or- 
derly, and  practical  means  of  obtaining 
names  of  persons  whom  he  may  select 
as  members  of  the  administrative  agency 
authorized  by  the  act  for  administering 
the  marketing  agreement  and  order 
hereinafter  set  forth. 

An  alternate  member  should  be  au- 
thorized to  act  in  the  place  and  stead  of 
the  member  for  whom  he  is  alternate 
during  such  member's  temporary  ab- 
sence. Continuity  of  operation  of  the 
marketing  agreement  and  order  on  a 
representative  basis  is  better  assured  by 
such  authorization.  Similarly,  an  alter- 
nate .should  be  authorized  to  act  in  a 
member's  ab.sence  when  such  absence  Is 
due  to  death,  removal,  resignation,  or 
disqualification  of  the  member.  Such 
authorization  should  provide  that  the  al- 
ternate can  act  in  the  place  and  stead 
of  the  member  for  whom  he  was  alter- 
nate until  a  successor  for  the  member 
has  been  selected  and  has  qualified. 

A  quorum  of  the  California  Potato 
Committee  should  consist  of  seven  mem- 
bers. Seven  concurring  votes  should  be 
necessary  for  passing  any  motion  or  ap- 
proving any  action  of  the  committee. 
This  number  Is  considered  reasonable  for 
there  is  an  alternate  for  each  member 
which  should  enable  seven  of  the  eleven 
positions  on  the  committee  to  be  repre- 
sented at  meetings  where  business  is  to 
be  conducted.  It  is  necessary  that  seven 
members  or  alternates  acting  for  mem- 
bers should  concur  In  voting  for  any  mo- 
tion to  be  passed  or  for  any  committee 
action  to  be  approved.  This  number, 
which  is  one  more  than  a  majority  of  the 
committee  members,  is  necessary  to  in- 
sure that  any  motions  passed  will  be  rep- 
resentative of  the  desires  of  a  large  por- 
tion of  the  members. 

It  is  necessary  for  Its  practical  opera- 
tion that  the  committee  should  be  au- 
thorized to  provide  for  meetings  by  tele- 
phone, telegraph,  or  other  means  of  com- 
munication. Any  vote  by  members  at 
such  non-assembled  meetings  should  be 
promptly  confirmed  In  writing  to  supply 
written  evidence  of  committee  action  in 
Its  records.  In  any  assembled  meeting 
all  votes  should  be  cast  In  person. 

Committee  members  and  alternates 
should  serve  without  compensation  but 
they  should  be  reimbursed  for  expenses 
necessarily  incurred  when  they  are  act- 


ing on  committee  business.  The  best 
Interests  of  th«  Industry  will  be  furthered 
by  selecting  committeemen  who  are  will- 
ing to  serve  without  compensation. 
However,  expenses  Incurred  in  the  per- 
formance of  their  duties  and  exercise  of 
their  powers  should  be  paid  because  it 
would  be  unfair  to  require  that  commit- 
tee members  and  alternates  defray  such 
expenses  In  addition  to  the  time  devoted 
in  the  interest  of  the  producers. 

The  powers  of  the  committee,  as  au- 
thorized by  the  act.  namely,  to  admin- 
ister the  marketing  agreement  and  order, 
to  make  necessary  rules  and  regulations 
to  effectuate  the  terms  and  provisions  of 
the  marketing  agreement  and  order,  to 
receive,  investigate,  and  report  to  the 
Secretary  complaints  of  violations  of  the 
provisions  of  the  marketing  agreement 
and  order,  and  to  recommend  amend- 
ments, should  be  granted  to  the  Cali- 
fornia Potato  Committee  because  they 
are  essential  to  the  committee  to  dis- 
charge its  responsibihty  under  the  mar- 
keting agreement  a.nd  order. 

The  duties  hereinafter  set  forth  should 
be  given  to  the  California  Potato  Com- 
mittee in  order  to  delineate  the  primary 
responsibilities  and  authorities  vested  in 
the  committee.  These  duties  are  neces- 
sary and  incidental  to  accomplishment  of 
the  declared  purposes  of  the  act.  They 
are  similar  to  duties  granted  to  other 
administrative  committees,  under  other 
marketing  agreement  or  order  programs 
issued  pursuant  to  the  act,  and  the  neces- 
sity of  Incorporating  such  duties  in  the 
marketing  agreement  and  order  is  amply 
demonstrated  by  substantial  evidence  In 
the  hearing  record.  Such  duties  and 
authorities  have  been  found  adminis- 
tratively necessary  in  the  operation  of 
other  marketing  agreements  and  orders. 
The  operation  of  the  marketing  agree- 
ment and  order  hereinafter  set  forth  re- 
quires that  each  and  all  of  the  duties 
and  authorities  contained  therein  are 
necessary  for  proper  operation  of  the 
committee  in  fulfilling  its  obligations  to 
the  Secretary  and  In  carrying  out  the 
declared  purposes  of  the  act. 

(n)  The  operation  of  the  committee 
and  of  the  marketing  agreement  and 
order  necessitates  funds  for  payment  of 
necessary  administrative  expenses.  It  is 
necessary  and  appropriate  that  such  ex- 
penses should  be  incurred  under  direction 
of  the  committee  and  that  assessments 
should  be  levied  against  the  shipment  of 
potatoes  to  market  in  order  to  meet  such 
expenses.  It  is  reasonable  to  require  the 
committee,  each  year,  to  prepare  and 
submit  to  the  Secretary  a  budget  show- 
ing its  estimated  expenses  and  a  proposed 
rate  of  assessment.  Assessments  should 
be  and  are  levied  against  the  handler  who 
first  ships  potatoes,  hereinafter  called  the 
first  handler,  to  establish  an  appropriate 
basis  for  each  handler  paying  his  pro 
rata  share  of  necessary  administrative 
expenses.  Each  first  handler  Is  required 
to  pay  assessments  to  the  committee  at 
its  request  to  conform  with  normal  busi- 
ness procedures.  However,  such  require- 
ment and  liability  relative  to  assess- 
ments need  not  necessarily  disturb  cus- 
tomary or  conventional  contractual  ar- 
rangements between  the  producer  and 
handler  with  respect  to  charges  for 
handling     potatoes.    Pro    rata    shares 


should  be  determined  by  the  proportion 
of  each  season's  total  shipments  subject 
to  regulation  which  each  first  handler 
ships  to  preclude  multiple  assessment  in 
connection  with  individual  shipments. 
The  budget  of  expenses  and  revenue 
should  recommend  a  rate  of  assessment 
against  regulated  handling  which  the 
Secretary  can  consider  and,  if  he  ap- 
proves, fix  as  the  rate  per  given  unit  of 
shipment  which  first  handlers  must  pay. 
to  establish  the  ba.sis  for  appropriate  pro 
rata  a.ssessment.  The  Secretary  should 
be  authorised  to  Increase  the  rate  of 
assessments  which  handlers  should  pay 
for  a  season  if  it  is  found  during  the 
course  of  a  given  season  that  the  then 
current  rate  of  assessments  is  insufficient 
to  cover  expenses.  Handlers  should  be 
authorized  to  make  advance  payments  to 
the  committee  if  they  wish  to  accom- 
modate the  committee  In  such  manner. 

If  revenues  collected  through  assess- 
ments are  In  excess  of  expenses  at  the 
end  of  any  fiscal  year,  such  proportion- 
ate excess  should  be  credited  to  individu- 
al handlers  In  accordance  with  their  con- 
tributions to  such  excess.  If  any  handler 
who  has  a  proportionate  refund  due  him 
so  demands,  such  refund  should  be  made 
or,  in  the  absence  of  such  demand,  such 
refund  may  be  credited  to  such  handler's 
account. 

The  committee  should  be  authorized  to 
maintain,  with  the  approval  of  the  Sec- 
retary, suits  in  Its  own  name,  or  In  the 
name  of  its  members,  against  any  han- 
dler for  collection  of  such  handler's  pro 
rata  share  of  the  committee's  expense. 

Assessment  provisions  of  the  market- 
ing agreement  and  order  should  be  as 
hereinafter  set  forth  in  order  to  provide 
necessary  funds  to  defray  the  costs  of 
administering  the  marketing  agreement 
and  order,  to  distribute  equitably  operat- 
ing costs  of  the  program  against  sill 
handlers  regulated,  and  to  prevent  any 
possible  abuse  of  as.sessment  preroga- 
tives. 

All  funds  received  by  the  committee 
pursuant  to  any  provision  of  the  market- 
ing agreement  and  order  hereinafter  set 
forth  should  be  used  solely  for  the  pur- 
poses specified  therein.  Such  funds  are 
received  by  the  committee  for  the  pur- 
pose of  administering  the  terms  and  pro- 
visions of  the  marketing  sigreement  and 
order  and  should  not  be  disbursed  except 
for  purposes  determined  appropriate  by 
the  committee. 

Each  committee  member  and  alter- 
nate Is  vested  with  responsibility  to  the 
committee  and  to  the  Secretary  with  re- 
spect to  any  property,  funds,  records,  and 
any  other  possessions  of  the  committee 
which  may  have  come  Into  his  hands  by 
reason  of  his  connections  with  the  com- 
mittee. In  fulfilling  such  responsibility, 
each  committee  member  or  alternate 
should  be  required  to  transfer  any  pos- 
session of  the  committee  which  may  come 
Into  his  hands  to  his  successor  or  to  such 
person  as  may  be  designated  by  the  Sec- 
retary, and  such  person  should  be  re- 
quired, where  necessary,  to  execute  such 
assignments  and  such  other  Instruments 
as  may  be  necessary  to  effect  such  ap- 
propriate transfers.  It  Is  appropriate 
antf  necessary  that  such  committee 
members  or  alternates  should,  whenever 
they  cease  to  be  such  members  or  alter- 
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nates,  account  for  all  committee  receipts 
and  disbursements  and  for  all  commit- 
tee property  and  they  should  effect  such 
transfers  as  may  be  necessary  to  place 
such  property  and  other  committee  pos- 
sessions In  the  hands  of  their  successors 
or  to  such  persons  as  the  Secretary  may 
designate,  because  such  funds,  records,  or 
other  committee  property  do  not  belong 
to  individual  members.  Any  commit- 
tee member  or  alternate  who  has  such 
committee  i  roperty  Is  only  temporary 
custodian  of  such  Items  and  he  should 
be  required  as  a  matter  of  good  business 
practice  to  turn  such  committee  posses- 
sions over  to  his  successor,  which  would 
be  the  normal  procedure,  or  to  whomever 
the  Secretary  may  designate  In  case  no 
appropriate  successor  is  available  for  re- 
ceiving such  committee  funds,  records, 
or  other  property. 

(o)  The  terms  and   conditions   con- 
tained in  the  marketing  agreement  and 
order  provide  a  method  for  the  limita- 
tion of  the  grade,  size,  and  quality  of  po- 
tatoes which  may  be  marketed  in  com- 
merce during   any  specified   period  or 
periods  by  all  handlers  thereof.    Prices 
producers  receive  for  such  potatoes  are 
affected    by   numerous   factors,   among 
which  the  volume  of  such  potatoes  ship- 
ped during  any  specific  period  of  time 
and  the  compo.sition  of  such  shipments 
In  terms  of  grade  and  size  are  important, 
measurable  factors.    It  is  a  commonly 
accepted    marketing    principle    among 
producers  and  handlers  of  such  potatoes 
that  prices  received  therefor  are  directly 
affected  not  only  by  the  volume  of  such 
potatoes  moving  to  market  but  also  by 
the  quality   of  such   potatoes  as  such 
quality  is  represented  by  grade  and  size. 
Low  grade  or  small  size  potatoes  gen- 
erally return  lower  prices  to  producers 
than  top  grade  or  average  or  larger  sizes. 
For  example,  potatoes  of  U.  S.  No.  2 
grade,   sell   for  substantially  less   than 
U.  S.  No.  lA.    U.  S.  Commercial,  also  85% 
U.  S.  No.  1,  sell  for  le.ss  than  U.  S.  No. 
lA.    Lower  prices  are  paid  producers  for 
U.  S.  No.  1  size  B  than  for  U.  S.  No.  lA. 
Substantial  differentials  are  shown  be- 
tween prices  paid  in  terminal  markets 
for  U.  S.  No.  1  size  A  and  prices  for  lower 
grades — unclassified,  U.  S.  No.  2.  U.  S. 
Commercial,    and   85%    U.    S.    No.    1— 
during  the  entire  period   1940  through 
1947.  which  period  is  considered  typical 
and  representative  of  price  relationships 
between  grades  and  sizes  of  such  pota- 
toes.    U.  S.  1  size  B  usually  sold  for  only 
50  to  60  percent  of  the  price  of  U.  S.  1 
size  A  during  this  period.     Even  during 
the  war  years  of  1943  and  1944.  when  de- 
mand for  such  potatoes  showed  special 
war-time  characteristics  commonly  de- 
scribed  as  an   inflationary  price  level, 
substantial   differentials  continued   be- 
tween U.  S.  No.  1  size  A  and  the  lower 
grades  and  smaller  sizes. 

Assuming  a  constant  demand,  as  the 
shipments  of  such  potatoes  decline  in 
volume  the  price  paid  to  producers  tends 
to  rise.  The  declared  policy  of  the  Ag- 
ricultural Marketing  Agreement  Act  of 
1937,  as  amended,  is  to  establish  and 
maintain  such  orderly  marketing  condi- 
tions for  potatoes,  among  other  com- 
modities, as  will  tend  to  establish  parity 
prices  for  such  potatoes.  The  regulation 
of  shipments  of  such  potatoes  in  such 
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manner  as  to  limit  the  volume  moving 
to  any  or  all  markets  will  tend  to  In- 
crease the  prices  paid  for  such  potatoes 
to  producers  and  such  regulation  will 
tend  to  promote  more  orderly  marketing 
by  eliminating  from  any  or  all  markets 
potatoes  of  lower  value  which  return 
lower  prices  to  producers  than  the  aver- 
age for  all  such  potatoes.  More  orderly 
marketing  will  be  promoted  also  by  elim- 
inating the  additional  risk  to  producers 
and  handlers  of  handling  such  potatoes 
which  thereby  increases  the  average 
margin  for  handling  to  a  greater  extent 
than  is  necessary  if  such  high  risk,  low 
grade,  and  small  sizes  of  such  potatoes 
are  eliminated  from  the  channels  of  com- 
merce by  an  appropriate  regulation.  The 
interest  of  consumers  will  best  be  served 
under  conditions  of  larger  than  average 
crop  of  such  potatoes  If  low  grades  and 
small  sizes  are  prohibited  from  shipment 
by  regulation,  because  such  low  grades 
or  small  sizes  have  le.ss  edible  product 
per  unit — bag.  peck,  bushel,  cwt. — than 
high  grade  and  average  size  or  larger 
product  and  the  cost  of  distribution  on 
these  low  grades  and  small  sizes  is  pro- 
portionately larger  than  for  the  better 
quality,  larger  size  commodity. 

The  method  of  regulation  proposed  in 
the  notice  of  hearing  provides  a  reason- 
able, practical  method  for  limiting  the 
shipments  of  such  potatoes,  thereby 
tending  to  establish  orderly  marketing 
conditions  in  the  public  interest,  as  well 
as  tending  to  establish  parity  prices  for 
farmers. 

Limitation  of  shipments  of  the  lower 
grades  and  less  desirable  sizes  would  tend 
to  increase  the  price  of  better  grade  and 
more  desirable  size  potatoes  and  to  in- 
crease returns  to  producers.  Shipments 
of  potatoes  as  they  are  hereinafter  de- 
fined in  the  marketing  agreement  and 
order  constitute  the  bulk  of  all  potatoes 
from  all  areas  moving  to  market  during 
substantial  portions  of  the  season,  es- 
pecially during  May  and  June.  The 
regulation  of  the  grades  and  sizes  of  po- 
tatoe.^  being  shipped  to  market  during 
the  shipping  sea.son,  and  especially  dur- 
ing the  period  of  heavy  shipments,  will 
directly  benefit  producers  of  such  pota- 
toes and  thereby  tend  to  effectuate  the 
declared  purposes  of  the  act,  especially 
on  such  occasions  as  In  the  past  when 
the  large  volume  of  such  movement  and 
the  shipment  of  low  grades  and  small 
sizes  have  been  important  factors  con- 
tributing to  depressed  prices  for  such 
potatoes. 

The  limitation  of  shipments  to  partic- 
ular grades  and  sizes  during  a  specified 
period  will  tend  not  only  to  improve  re- 
turns during  that  particular  period  to 
producers  of  such  potatoes  but  it  will  also 
tend  to  promote  and  establish  improved 
returns  to  such  producers  over  a  long 
term  period.  The  improvement  in  the 
quality  of  an  agricultural  commodity, 
such  as  potatoes,  shipped  from  a  particu- 
lar producing  area  tends  to  improve  Its 
competitive  position  with  respect  to  com- 
peting areas.  Becau.se  transportation 
and  many  other  distribution  costs  for 
California  early  potatoes  are  higher  than 
similar  costs  of  distribution  for  many  of 
Its  competitors,  the  long-term  position 
of  producers  and  handlers  of  such  po- 
tatoes will  be  dependent,  to  a  large  de- 


2115 

gree,  upon  marketing  a  superior  quality 
product.  The  adoption  of  the  methods, 
as  hereinafter  established  through  the 
terms  and  conditions  of  the  marketing 
agreement  and  order,  for  regulating  the 
grade  and  sizes  of  such  potatoes  which 
may  be  shipped  to  any  or  all  markets 
during  any  period  will  tend  to  remove 
from  the  market  less  desirable  grades  and 
sizes  and  thereby  promote  more  orderly 
marketing  for  such  potatoes,  which  will 
tend  to  Increase  the  quality  of  the  sup- 
ply of  such  potatoes  so  that  effective 
demand  therefor  will  result  in  higher 
prices  to  producers  of  such  potatoes  than 
would  otherwise  prevail. 

Provision  is  made  for  the  committee 
at  the  beginning  of  each  fiscal  year  sub- 
sequent to  December  31,  1949,  and  at 
least  by  March  15  of  each  year,  to  pre- 
pare, publish,  and  submit  to  the  Secre- 
tary a  report  setting  forth  an  annual 
marketing  policy;  or  an  amended  mar- 
ketmg  policy  must  be  so  prepared,  pub- 
lished, and  submitted  if  conditions 
change  significantly  within  any  one  fis- 
cal year.  The  preparation  of  such  a 
report  on  marketing  policy  constitutes 
sound  business  procedure  and  is  neces- 
sary because  it  serves  the  purpose  of  in- 
forming the  Secretary  concerning  the 
factors  taken  into  consideration  by  the 
committee  in  making  recommendations 
for  regulations,  and  so  that  producers 
and  handlers  will  be  given  the  maximum 
notice  of  the  general  nature  of  specific 
regulations  affecting  their  business 
which  may  be  recommended  and  estab- 
lished. 

The  preparation  and  publication  by 
March  15  of  each  year  of  such  market- 
mg  policy  is  a  reasonable  obligation  to 
place  upon  the  committee  because  such 
policy  statement  is  a  practical  means 
whereby  the  committee  can  develop  its 
outlook  for  marketing  the  crop  of  such 
potatoes  and,  at  the  same  time  make 
such  information  known  to  producers, 
the  produce  trade,  and  to  the  Secretary.' 
Such  information  helps  to  provide  a 
practical  basis  upon  which  all  interested 
parties  may  base  their  succeeding  oper- 
ations. It  Is  desirable  that  such  market- 
ing policy  should  be  developed  and  pub- 
lished as  early  in  the  season  as  possible 
in  order  for  it  to  serve  its  mo.st  useful 
purpose,  but  in  no  event  should  the  first 
publication  of  such  marketing  policy  be 
later  than  March  15  of  each  year. 

The  California  Potato  Committee  is 
the  agency  which  Is  given  power  to  ad- 
minister the  marketing  agreement  and 
order  in  accordance  with  the  provisions 
thereof.  It  is  a  necessary  and  appropri- 
ate exercise  of  such  power  for  the  com- 
mittee to  advise  the  Secretary  with  re- 
spect to  supply  and  demand  for  potatoes 
and  to  recommend  regulations  for  ship- 
ments of  such  potatoes  upon  the  basis  of 
the  committee's  knowledge  of  market- 
ing conditions.  The  committee,  com- 
posed of  potato  producers,  should  be, 
and  it  Is  expected  that  It  will  be.  better 
qualified  than  any  other  group  to  deter- 
mine both  specifically  and  generally 
with  respect  to  marketing  conditions 
relating  to  potatoes.  Each  committee 
member  Is  required  to  be  a  producer  of 
such  potatoes,  hence  each  member's  In- 
terest in  the  effect  of  regulation  Is  direct 
and  such  Interest  when  aggregated  in 
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the  committee  provides  both  a  practical 
and  reasonable  basis  for  recommenda- 
tions to  the  Secretary  with  respect  to 
regulation  of  shipments  of  such  pota- 
toes by  grade  and  size. 

The  committee,  in  developing  and  ar- 
riving at  a  basis  for  Its  recommendations 
to  the  Secretary  with  respect  to  regula- 
tions, should  give  consideration  to  vari- 
ous relevant  factors  affecting  the  mar- 
keting   of    potatoes.    The    committee's 
consideration  should  be  directed  to  fac- 
tors such  as  market  prices  for  such  po- 
tatoes, market  prices  for  all  competing 
potatoes.  Including  prices  by  grade,  size, 
and  quality  of  potatoes,  both  those  as 
hereinafter  defined  as  well  as  other  com- 
peting potatoes;  such  prices  should  also 
include  prices,  if  available,  of  consumer 
packs  and  of  wholesale  packs,  as  well  as 
prices   of   any   or  all  varieties   recom- 
mended for  regulation;  supplies  en  route 
to  markets,  and  supplies  on  hand  in  mar- 
kets; available  supply,  quality  and  condi- 
tion of  potatoes,  in  any  or  all  portions  of 
the  production  area;  supplies  from  com- 
petmg  areas;  the  trend  and  level  of  con- 
sumer income,  and  other  relevant  factors. 
Pursuant  to  such  considerations  which 
have  the  objective  of  providing  the  com- 
mittee   with    thorough,    comprehensive 
and  clear  analyses  of  the  marketing  sit- 
uation for  potatoes,  the  committee  then 
Is  in  a  position  to  consider  the  best  In- 
terests of  producers,  to  give  proper  con- 
sideration to  the  interests  of  consumers, 
and  to  weigh  properly  the  public  inter- 
est. In  making  recommendations  to  the 
Secretary  with  respect  to  limiting  the 
grade  and  size  of  such  potatoes. 

Regulation  of  shipments  by  grades,  or 
sizes,  or  both,  and  by  varieties  should  be 
made  applicable  to  any  or  all  portions  of 
the  production  area.  Evidence  shows 
that  there  may  be  and  sometimes  is  a 
difference  in  quality  of  potatoes  grown 
In  different  portions  of  the  production 
area  because  of  differences  in  weather 
conditions  and  incidence  of  disease.  In 
order  that  the  effect  of  regulations  may 
be  equitable  among  producers,  the  pro- 
visions of  the  marketing  agreement  and 
order  should  permit  recommendation  for 
and  esUbllshment  of  identical  or  differ- 
ent regulations  for  any  and  all  portions 
of  the  production  area. 

Regulation  of  shipments  by  grades,  or 
sizes,  or  both  should  be  made  applicable 
to  any  or  all  varieties  of  potatoes.  There 
Is  a  variation  In  the  quality  of,  as  re- 
flected by  grade  and  size,  and  demand 
for.  different  varieties  of  such  potatoes. 
In  order  that  the  effect  or  regulation  may 
be  equitable  among  producers  of  different 
varieties  of  potatoes,  the  provisions  of 
the  marketing  agreement  and  order 
should  permit  the  recommendation  for 
and  establishment  of  different  regula- 
tions for  different  varieties  of  potatoes. 

The  marketing  agreement  and  order 
should  provide  authority  for  the  com- 
mittee to  recommend  and  the  Secretary 
to  issue  regulations  limiting  shipments 
by  grade  and  size  of  any  or  all  varieties 
of  potatoes,  whether  such  potatoes  qual- 
ify as  table  stock  or  as  seed.  None  of 
such  potatoes  should  be  outside  of  the 
authority  provided  to  regulate  such  ship- 
ments, for  some  of  such  potatoes  which 
qualify  as  seed  compete  directly  with 
table  stock.    The  use  of  the  table  stock 
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market  as  an  overflow  outlet  for  seed  is 
common  practice  and  such  sale  of  seed  as 
table  stock  offers  a  practical  marketing 
solution  to  disposal  of  oversupplles  or 
distress  lots  of  seed.  The  authority  for 
regulating  seed  should  be  provided  be- 
cause table  stock  and  seed  are  competi- 
tive and  the  committee  should  be  given 
authority  to  regulate  such  competition 
because  the  competition  arises  among 
the  same  producers  and  handlers.  The 
best  interests  of  producers  of  potatoes 
will  be  served  If  such  potatoes  which 
qualify  as  seed  are  subject  to  regvilation 
by  the  Secretary  upon  recommendation 
of  the  committee. 

Regulation    of    such   potatoes    which 
qualify  as  seed  should  be  allowed  upon 
the  same  basis  as  regulation  for  table 
stock  because  in  some  particular  situa- 
tions they  are  directly  competitive.    Reg- 
ulation should  be  authorized  also  under 
partlculr  circumstances  allowing  grade 
and  size  regulation   for  such  potatoes 
which  qualify  as  seed  different  than  regu- 
lations for  table  stock  because  the  grades 
or  sizes  which  provide  a  premium  pack 
for    seed    potatoes    frequently,    if    not 
usually,  differ  from  the  preferred  grades 
and  sizes  for  table  stock.     This  custo- 
mary distinction  in  application  of  grades 
and  sizes  to  seed  as  compared  with  table 
stock  has  a  realistic  basis  In  the  usual 
marketing   of  such  potatoes   and   this 
practical  basis  for  distinction  should  be 
recognized  in  recommending  regulations. 
It  Is  essential  that  different  regulations 
should  be  authorized  for  different  vari- 
eties of  seed  potatoes  as  well  as  for  table 
stock    potatoes,    because    some    varie- 
ties of  seed  do  not  compete  as  directly 
with  table  stock  shipments  as  do  ship- 
ments of  other  varieties.    The  same  reg- 
ulation should  also  be  allowed  for  dif- 
ferent varieties  of  seed  potatoes,  under 
appropriate     conditions     and     circum- 
stances,   where    the    same    regulations 
would  tend  to  effectuate  the  declared 
policies  of  the  act. 

The  provisions  of  the  marketing 
agreement  and  order  should  permit  the 
recommendation  for  and  establishment 
of  different  regulations  for  different  pe- 
riods of  the  marketing  season.  Market- 
ing of  California  early  potatoes  on  a 
commercial  scale  covers  a  three  and  one- 
half  month  period.  Substantial  changes 
In  market  conditions  can  and  do  occur 
within  any  one  marketing  season.  In 
order  that  the  most  effective  regulation 
can  be  adopted  to  fit  the  current  situa- 
tion. It  Is  necessary,  therefore,  to  provide 
for  recommendation  for  and  establish- 
ment of  different  regulations  for  differ- 
ent periods  of  each  marketing  season. 

Authority  should  be  and  Is  established 
in  the  marketing  agreement  and  order, 
hereinafter  set  forth,  for  applying  regu- 
lations to  any  variety  or  varieties  of  po- 
tatoes, for  applying  different  regulations 
for  different  varieties  during  any  period, 
for  applying  different  regulations  during 
any  period  to  such  table  stock  potatoes, 
on  the  one  hand,  and  to  such  seed  po- 
tatoes on  the  other  hand,  for  applying 
regulations  to  any  variety  or  varieties 
of  such  table  stock  or  seed  potatoes  with- 
out applying  It  to  any  other  specific  var- 
iety or  varieties  of  such  seed  potatoes 
or  of  such  table  stock  potatoes,  for  ap- 
plying different  regulations  to  consumer 


packs,  on  one  hand,  and  to  wholesale 
packs  on  the  other  hand,  and  for  apply- 
ing different  regulations  to  different  por- 
tions of  the  production  area.  The  Sec- 
retary should  notify  the  committee  of 
any  regulations  issued  under  this  gen- 
eral provision  and  the  committee  should 
give  reasonable  notice  thereof  to  pro- 
ducers and  handlers. 

Producers   and  handlers  of  potatoes 
have  not  used  consumer  packs  In  han- 
dling their  crop  relatively  as  much  as 
some  other  producing  areas.    However, 
consumer  packs  are  used  to  some  extent, 
mostly  In   terminal  markets  on   a  so- 
called  repackaging  basis  whereby  ter- 
minal operators  buy  such  potatoes  In  the 
wholesale  pack  In  which  they  are  orig- 
inally shipped,  then  regrade  the  product 
at    terminal    putting    some    of    various 
grades  In  consumer  packs.    The  reputa- 
tion of  potatoes  should  be  protected  by 
providing  that  the  committee  may  rec- 
onmiend  the  grades  or  sizes  which  may 
not  be  shipped  in  consumer  packs  and 
such  regulations  should  be  applicable  to 
handlers  whether  they  are  operating  at 
shipping  points  or  at  terminal  markets 
In  the  producing  area.    Handlers  should 
be  allowed  to  promote  favorable  reputa- 
tions for  premium  quality  In  consumer 
packs  and.  if  they  succeed  in  doing  so, 
the  committee  should  be  allowed  to  as- 
sist such  handlers  to  protect  the  reputa- 
tion of  consumer  packs  of  such  potatoes 
from  low  quality,  shoddy  merchandising. 
which  will  not  Improve  prices  or  promote 
orderly    marketing    for   such    potatoes. 
Prospects  are  favorable  in  California  for 
increased  use  of  consumer's  packs.     It 
is  desirable,  therefore,  that  a  method 
should  be  provided  whereby  regulations 
may  be  issued  by  the  Secretary,  upon  rec- 
ommendation of  the  committee,  estab- 
lishing different  grade  and  size  regula- 
tions  for  such  potatoes  between   con- 
sumer packs  and  wholesale  packs.    Such 
distinction  In   regulations   would  allow 
the    committee   to   consider    Improving 
returns  to  producers  of  such  potatoes  by 
limiting  the  grade,  size,  or  quality  of 
such  potatoes  which  may  be  shipped  In 
consumer  packages  In  a  manner  differ- 
ently than  for  wholesale  packages,  .so 
that  the  preferred  demand  for  favorable 
grades  or  sizes  could  be  met  by  consumer 
packs.     No  discrimination  or  hardship 
would  follow  from  such  distinction  in 
regulations   because   any   handler   who 
wished  to  do  so  might  revert  entirely  to 
wholesale  pack  to  allow  his  product  to  be 
packed  In  the  usual  manner  followed  by 
other  handlers  In  so  far  as  limiting  grades 
and  sizes  are  concerned. 

It  tends  to  promote  orderly  marketing 
conditions  and  it  is  in  the  public  Interest 
for  the  committee  to  be  allowed  to 
recommend  that  shipments  should  be 
limited  to  not  less  than  certain  specific 
minimum  standards  of  quality  during 
any  or  all  periods  of  marketing,  and  par- 
ticularly when  prices  may  be  higher 
khan  parity.  Such  minimum  standards 
should  be  In  terms  of  grade  or  size,  or 
both,  because  such  terms  define  or  de- 
scribe essential  elements  of  quality 
which  are  commonly  understood  and 
customarily  ased  by  producers  and  by 
handlers  of  potatoes  and  such  elements 
or  factors  provide  the  bases  upon  which 
shipments  may  be  Inspected.    It  Ifi  es- 
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sential  that  the  committee  should  be 
authorized  to  recommend,  and  the  Sec- 
retary to  issue,  regulations  under  appro- 
priate circumstances  when  prices  may 
exceed  parity  which  will  limit  the  ship- 
ments of  certain  low  grades  or  small 
sizes  below  specific  mlnlmums.  so  that  ^ 
the  reputation  of  potatoes  may  be  pro- 
tected from  the  shipment  of  extremely 
poor  quality  and  undesirable  sizes  to 
the  ultimate  detriment  of  the  California 
potato  Industry  and  contrary  to  the  best 
Interests  of  consumers  and  to  the  public 
interest.  It  Is  desirable  that  such  mini- 
mum standards  of  quality  should  be  au- 
thorized so  that  the  committee  during 
periods  of  relatively  favorable  prices 
may  continue  such  minimum  regulations 
and.  In  addition,  require  Inspection  and 
levy  assessments  so  that  It  may  con- 
tinue as  a  going  organization  during 
such  periods. 

The  marketing  agreement  and  order 
hereinafter  .set  forth  provide  that  the 
Secretary  shall  regulate  the  handling  of 
potatoes  by  limiting  shipments  thereof 
in  the  manner  specified  in  such  market- 
ing agreement  and  order  upon  fulfill- 
ment of  certain  terms  and  conditions  as 
set  forth  therein.  Such  terms  and  con- 
ditions require  that  the  committee  shall 
Investigate  marketing  conditions  with 
respect  to  such  potatoes  and,  upon  the 
basis  of  information  available  to  them, 
recommend  to  the  Secretary  regulation 
of  .such  potatoes  in  accordance  with  the 
marketing  agreement  and  order  pro- 
visions. In  order  to  establish  the  com- 
mittee's recommendations  as  Federal 
regulations  In  accordance  with  the  act, 
and  pursuant  to  the  marketing  agree- 
ment and  order  such  recommendations 
must  be  considered  by  the  Secretary 
and,  upon  the  basis  of  such  recommen- 
dations and  information  submitted  by 
the  committee,  or  upon  the  basis  of  other 
available  information,  regulations  incor- 
porating such  recommendations  may  be 
issued  whenever  the  Secretary  finds  that 
to  do  so  will  effectuate  the  declared  pur- 
poses of  the  act.  The  method  of  limi- 
tation which  the  committee  may  recom- 
mend, and  as  referred  to  above,  provides 
a  reasonable  and  practical  means  for 
effectuating  the  declared  purposes  of  the 
act  and  such  methods  of  limitation  are  a 
proper  exercise  by  the  Secretary  of  au- 
thority established  by  the  act.  The  Sec- 
retary shall  be  required  to  notify  the 
committee  of  any  regulation  Issued  pur- 
suant to  the  marketing  agreement  and 
order  because  such  notification  provides  *" 
a  practical  basis  of  administration  of 
the  marketing  agreement  and  order. 

Inspection  certificates  issued  by  the 
Federal-State  Inspection  Service  are  a 
common  and  usual  means  of  specifying 
the  grade  and  size  of  potatoes  being 
shipped.  Such  certificates  provide  a 
customary  basis  for  sale  and  purchase  of 
potatoes  because  they  provide  an  ofiBclal 
determination  with  respect  to  the  lot  or 
shipment  of  potatoes  to  which  they 
apply.  Such  certificates  constitute 
prima  facie  evidence  of  the  grade  and 
size  of  the  commodity  to  which  they 
apply  and  they  are  accepted  in  court  as 
such  evidence.  Such  evidence  will  pro- 
vide the  handler,  the  committee,  or  any 
other  interested  party  with  specific  evi- 
dence as  to  whether  the  lot  or  shipment 
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of  potatoes  to  which  it  applies  conforms 
with  or  qualifies  under  particular  grade 
and  size  regulations  which  may  be  issued 
pursuant  to  the  marketing  agreement 
and  order  hereinafter  set  forth. 

Inspections  which  the  Federal-State 
Inspection  Service  offer  and  the  certifi- 
cates of  Inspection  which  they  issue  are 
commonly  recognized  throughout  the 
production  area,  and  in  all  domestic 
markets,  as  authoritative  evidence  of  the 
subject  product's  definitive  character- 
istics. Reasonably  prompt  Federal - 
State  Inspection  may  be  expected  at  all 
points  in  the  production  area  for 
reasonable  fees. 

Provision  should  be  made  in  the 
marketing  agreement  and  order  for 
authority  to  Inspect  potatoes  not  only  by 
personnel  of  the  Federal-State  Inspec- 
tion Service  but  also  by  personnel  of  such 
Inspection  service  as  the  Secretary  shall 
designate  to  provide  sufiBcient  flexibility 
for  successful  operation  through  ap- 
propriate Inspection  if,  perchance,  the 
Federal-State  Inspection  Service  could 
not  perform  its  duties  properly  for  any 
reason  such  as.  for  example,  inadequate 
personnel,  restraining  order,  etc. 

Handlers  should  be  required,  whenever 
potatoes  are  being  regulated,  to  have  all 
such  potatoes  Inspected  before  they  are 
shipped,  so  that  authoritative  evidence 
with  respect  to  the  grade  and  size  of  such 
shipments  will  be  available  for  appro- 
priate administrative  use  of  the  commit- 
tee and  of  the  Secretary.  Each  handler 
should  be  required  to  submit,  or  authorize 
that  there  should  be  submitted,  to  the 
committee  a  copy  of  the  Inspection  cer- 
tificate upon  any  and  all  of  such 
handler's  potato  shipments  during  any 
period  of  Regulation  so  that  the  commit- 
tee shall  have  available  such  evidence 
relating  to  the  administration  of  the 
marketing  agreement  and  order. 

In  order  to  provide  equity  among  grow- 
ers and  shippers  insofar  as  the  effects  of 
any  given  regulation  or  set  of  regulations 
are  concerned,  it  is  necessary  to  permit, 
under  appropriate  circumstances,  some 
producers  or  handlers  to  ship  some  pota- 
toes which  are  otherwise  prohibited  from 
shipment  by  regulation.  The  committee, 
therefore,  should  be  empowered  to  issue, 
with  the  approval  of  the  Secretary,  rules 
and  regulations  pursuant  to  which  ex- 
emption certificates  shall  be  Issued. 

The  committee  should  be  authorized  to 
Issue  a  certificate  of  exemption  to  a  pro- 
ducer when,  due  to  conditions  beyond  his 
control,  he  will  be  prevented,  because  of 
regulation,  from  shipping  as  large  a  por- 
tion of  his  crop  as  the  average  of  all  pro- 
ducers within  the  specified  area  of  regu- 
lation in  which  his  production  Is  regu- 
lated. The  notice  of  hearing  proposed 
that  applications  for  exemption  should 
be  considered  on  the  basis  of  the  produc- 
tion shipped  by  all  producers  in  said 
applicant's  Immediate  production  area. 
The  committee  was  to  be  authorized  to 
determine  the  area  to  be  used  in  this  con- 
nection. The  marketing  agreement  and 
order  authorize  the  establishment  of  reg- 
ulations applicable  to  any  or  all  portions 
of  the  production  area  covered  in  said 
marketing  agreement  and  order,  or  for 
the  establishment  of  different  regulations 
for  different  portions  of  the  production 
area.    Conditions  within  the  production 
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area  or  any  portion  thereof  for  which 
specific  regulations  are  issued  would  be 
substantially  the  same  and  exemptions 
should,  therefore,  be  considered  on  the 
basis  of  the  production  area  or  any  por- 
tion thereof  for  which  specific  regula- 
tions have  been  established. 

Producers  are  required  to  apply  to  the 
committee  for  exemptions  and  to  furnish 
satisfactory  evidence  to  substantiate  rep- 
resentations contained  In  their  applica- 
tions. Applicants  are  required  to  show 
that  factors  Involved  In  their  situation 
include  not  only  acts  beyond  their  con- 
trol but  also  acts  beyond  their  rea.sonable 
expectations  in  the  normal  conduct  of 
their  business.  Acts  beyond  control  of 
the  applicant  would  fall  within  the  cate- 
gory of  acts  of  God.  for  example,  damage 
from  frost  Injury  or  damage  by  hail  dur- 
ing the  growing  season.  It  is  also  pro- 
vided that  acts  adversely  affecting  pota- 
toes should  be  beyond  the  applicant's 
reasonable  expectation  In  the  normal 
conduct  of  his  business  because  certain 
grade  or  quality  characteristics,  or  grade 
or  quality  changes,  can  be  expected  and 
avoided  even  though  they  cannot  always 
be  controlled.  For  example,  a  grower 
may  develop  a  new  piece  of  land  and  the 
potatoes  grown  thereon  turn  out  with  a 
high  percentage  of  scab,  which  condi- 
tion, in  the  judgment  of  the  commit- 
tee, might  afford  justification  for  an  ex- 
emption for  that  season.  However.  If  a 
grower  continues  to  plant  on  land  which 
tests  show,  or  the  grower  Is  advised  by 
competent  authorities,  can  be  expected 
to  produce  poor  quality  potatoes  In  suc- 
ceeding seasons,  the  committee  is  au- 
thorized to  use  Its  discretion  In  the 
granting  of  exemptions.  Continued  use 
of  poor  quality  seed  can  also  be  expected 
to  produce  poor  quality  potatoes. 

Committee  members  and  alternates, 
due  to  their  experience  as  producers,  will 
be  well  acquainted  with  normal  business 
risks  that  are  Incurred  In  growing  pota- 
toes. Also,  these  men  will  know  the 
common  practices  which  are  currently 
in  use  in  the  California  potato  Industry 
and  which  practices  and  considerations 
are  necessary  In  order  to  minimize  such 
risks.  The  committee  should  be  well 
qualified,  therefore,  to  apply  full  and 
complete  consideration  to  any  producer's 
application  for  exemption  so  that  such 
applicant  should  be  assured  of  thorough, 
comprehensive,  and  equitable  considera- 
tion by  a  competent  group  of  experts  In 
the  field  of  producing  potatoes.  There- 
fore, the  committee  is  authorized  to  use 
its  discretion  and  judgment  in  evaluating 
the  merit  of  each  application  and  in  de- 
termining if  acts  upon  which  the  appli- 
cation rests  were  beyond  the  applicant's 
control  and  reasonable  expectation. 

If  any  producer  Is  dissatisfied  with  the 
action  of  the  committee  In  handling  his 
application  for  exemption,  he  should 
have  the  right  of  appeal  to  the  commit- 
tee for  reevaluation  of  his  application. 
The  committee  should  be  empowered  to 
ask  the  applicant  for  additional  infor- 
mation upon  which  the  appeal  Is  based. 
The  committee  should  be  required  to  re- 
evaluate the  application  for  an  exemp- 
tion certificate  and  to  make  a  final 
determination  with  respect  thereto. 
Such  authorization  and  action  is  neces- 
sary in  order  that  producers  should  have 
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the  opportunity  to  place  before  the  com- 
mittee additional  facts   and  other  in- 
formation which  they,  for  unforeseen 
reasons,  did  not  include  in  their  previous 
application  and  so  that  the  committee 
shall  be  able  to  obtain  a  clear,  compre- 
hensive view  of  the  applicant's  problems. 
The  committee  should  be  required  to 
notify  promptly  the  appellant  and  should 
be  required  to  furnish  promptly  a  copy 
of  the  appeal,  with  a  copy  of  the  final 
determination,  to  the  Secretary.    As  an 
equitable  matter,  the  Secretary  should 
have  the  right  to  modify,  change,  alter, 
or    rescind    any    procedural    rules    and 
regiilations  relating  to  exemptions  and 
any  exemption  certificates  granted  or 
denied.     The  committee  should  be  re- 
quired, as  a  matter  of  proper  admin- 
istrative   procedure    and    in    order    to 
provide  the  Secretary  with  information 
for  accomplishing  effectively  the  declared 
purposes  of  the  act.  to  maintain  current 
records  with  respect  to  applications  for 
exemptions  from  the  regulations  and  it 
should  be  required  to  furnish  the  Sec- 
retary, upon  request,  with  periodic  re- 
ports showing  the  number  of  applications 
received,  the  disposition  of  such  appli- 
cations, and  the  shipments  made  under 
exemption  certificates. 

(p>  A  material  issue  at  the  hearing 
was  whether  the  committee  should  be 
authorized  to  recommend,  and  the  Sec- 
retary to  Issue,  regulations  with  respect 
to  control  of  surplus.  Evidence  in  the 
record  on  this  issue  is  not  sufficiently 
conclusive  to  provide  a  basis  for  regula- 
tion of  surplus  or  to  provide  a  plan  for 
equalizing  the  burden  of  any  such  sur- 
plus regulation  among  producers  and 
handlers  thereof.  Therefore,  the  pro- 
pased  provision  with  respect  to  such  a 
type  or  method  of  regulation  is  not  in- 
cluded in  the  marketing  agreement  and 
order  hereinafter  set  forth. 

(Q)  The  Secretary,  upon  the  basis  of 
recommendations  of  the  committee  or 
other  available  Information,  should  be 
authorized  to  modify,  suspend,  or  termi- 
nate, regulations  governing  shipments 
for  export,  for  distribution  by  the  Fed- 
eral government,  for  distribution  by  re- 
lief agencies  or  consumption  by  chari- 
table institutions,  for  manufacturing  or 
conversion  into  specified  products  or  by- 
products, for  livestocic  feed,  or  for  other 
specified  purposes.  Shipments  of  pota- 
toes for  such  special  purposes  usually  are 
outside  of  normal  commercial  market 
channels  for  table  stock  and  seed,  and 
special  regulations  to  protect  normal 
table  stock  or  seed  outlets  from  ship- 
ments which  were  not  originally  in- 
tended for  such  outlets  may  consist  pri- 
marily of  safeguards  to  prevent  such 
shipments  from  entering  such  normal 
market  channels  contrary  to  the  provi- 
sions hereof.  Therefore,  provisions  for 
regulation  of  such  shipments  should  be 
and  are  set  forth  separately  and  dis- 
tinctly from  the  provisions  for  regula- 
tion of  shipment  of  table  stock  and  seed 
potatoes  entering  normal  commercial 
market  channels. 

There  may  be  occasions  when  the 
aforesaid  shipments  for  special  purposes 
should  be  regulated  the  same  as  ship- 
ments of  potatoes  for  table  stock  or  seed, 
or  when  such  shipments  should  be  sub- 
ject to  a  modification,  suspension,  or  ter- 


mination of  regulations  Issued  pursuant 
to  S  990.4  in  order  to  effectuate  the  de- 
clared purposes  of  the  act.    The  condi- 
tions under  which  modifications,  sus- 
pensions, or  terminations  of  such  regu- 
lations should  be  effective  can  and  should 
be  determined  upon  the  basis  of  recom- 
mendations of  the  committee,  or  other 
available  information,  because  the  com- 
mittee is  operating  in  the  production 
area  and  its  members  not  only  have  the 
duty  to  Investigate  the  supply  and  de- 
mand for  potatoes  but  also  they  are  in- 
dividually and  collectively  qualified  to  do 
so  by  reason  of  their  experience  and  po- 
sition.     Committee      recommendations 
submitted  to  the  Secretary  with  respect 
to  such  regulations  of  the  aforesaid  po- 
tato   shipments    for    special    purposes 
should  provide  appropriate  factual  ba.ses 
upon  which  the  Secretary  may  act  in  is- 
suing modifications,  suspensions,  or  ter- 
minations of  such  regulations,  and,  in 
addition,  the  Secretary  should  be   au- 
thorized to  issue  such  regulations  upon 
the  basis  of  other  available  information 
when  conditions  warrant  his  use  of  such 
information  in  order  to  effectuate  the 
declared  purposes  of  the  act.    The  mar- 
keting agreement  and  order  should  pro- 
vide the  maximum  latitude  for  the  ad- 
justment of  regulations  applicable  to  the 
aforesaid  shipments  so  that  such  regula- 
tions will  best  effectuate  the  declared 
purposes  of  the  act. 

Export  requirements  for  potatoes  dif- 
fer materially,  on  occasions,  from  do- 
mestic market  requirements.     Provision 
should  be  made  so  that  the  regulation  of 
shipments  for  export  may  be  modified, 
suspended,  or  terminated,  on  recommen- 
dations of  the  committee  or  other  avail- 
able information,  to  fit  the  requirements 
of  the  export  trade.   The  Canadian  mar- 
ket, al.so  Pacific  off-shore  markets,  such 
as  Hawaii,  offer  price  preferences  for 
certain  grades  and  sizes  of  such  potatoes 
which  under  mdst  market  conditions  sell 
at  a  discount  In  the  domestic  market. 
It    Is   sound    marketing    practice    that 
should  be  encouraged  to  authorize  the 
committee  to  recommend,  and  the  Sec- 
retary to  Lssue.  special  grade  and  size 
regulations  differing  from  regulations  is- 
sued pursuant  to  §  990.4  which  will  facili- 
tate shipments  of  such  potatoes  to  ex- 
port.   Such  shipments  to  export  tend  to 
Increase  prices  to  producers  of  such  po- 
tatoes by  limiting  the  supply  available 
for  the  domestic  market  by  the  amount 
of  such  export  shipments  or.  if  such 
grades  and  sizes  could  not  otherwise  have 
been  sold  in  the  domestic  market,  such 
shipments  in  export  result  In  added  in- 
crements to  the  value  of  the  crop  of  such 
potatoes,  thereby  increasing  producers 
returns,  and  tend  to  effectuate  the  de- 
clared policies  of  the  act. 

Shipments  of  potatoes  for  distribution 
by  relief  agencies  or  for  consumption  by 
charitable  Institutions  should  be  subject 
to  regulation,  if  recommended  by  the 
committee  and  approved  by  the  Secre- 
tary, In  a  manner  similar  to  that  set 
forth  herein  for  shipments  for  manu- 
facturing or  export.  There  Is  no  con- 
siderable volume  of  shipments  to  chari- 
table Institutions  or  to  relief  agencies  In 
or  near  the  production  area.  Freight 
costs  on  such  shipments  outside  the  pro- 
duction area  are  relatively  heavy  and 


any  savings  to  such  agencies  or  Institu- 
tions that  might  accrue  from  utilizing 
low-grade  potatoes  would  not  be  com- 
mensurate with  the  difference  in  quality. 
If,  however,  a  relaxation  of  regulation  Is 
needed  in  order  to  supply  this  outlet  with 
good  edible  potatoes  at  reasonable  prices, 
the  committee  should  be  authorized  to 
recommend  such  modification,  suspen- 
sion, or  termination  of  regulations  as 
may  be  needed  to  accomplish  this  objec- 
tive and  as  will  tend  to  accomplish  the 
declared  purposes  of  the  act. 

Substantial  shipments  of  potatoes  to 
the  Federal  government  have  been  made 
in  recent  years  in  carrying  out  the  obli- 
gations of  agricultural  price  support  leg- 
islation. It  Is  necessary,  therefore,  to 
authorize  modification,  suspension,  or 
termination  of  regulations  which  may  be 
required  in  order  to  facilitate  such  ship- 
ments which  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

Such  modification,  suspension,  or  ter- 
mination of  regulations  on  shipments  of 
potatoes  to  the  Federal  government 
should  be  limited  to  purchases  under  the 
price  support  program  and  for  purposes 
other  than  distribution  in  normal  trade 
channels.  Government  purchases  of 
such  potatoes  for  the  armed  services  for 
example,  should  not  necessarily  be  ex- 
empted from  any  regulations  applicable 
to  regular  commercial  sales.  The  com- 
mittee should  be  given  authority  to  dis- 
tinguish between  shipments  of  govern- 
ment purchases  under  special  marketing 
programs,  such  as  price  support,  which 
are  to  be  accorded  special  treatment  un- 
der the  regulatory  provisions  of  the  mar- 
keting agreement  and  order  and  those 
which  the  committee  may  wish  to  have 
meet  the  applicable  regulations.  The 
committee  should  be  authorized  to  dis- 
tinguish among  the  types  of  Federal  pur- 
chases which  should  be  subject  to  regu- 
lations. 

The  committee  should  be  authorized 
to  recommend  that  potatoes  shipped  for 
manufacture  or  for  conversion  into 
specified  products  or  by-products  should 
not  be  regulated  or  that  regulations  is- 
sued pursuant  to  5  990  4  should  be  mod- 
ified or  suspended.  The  committee,  in 
fulfilling  its  duties  and  responsibilities. 
Is  obligated  to  determine  the  supply  and 
demand  for  potatoes  which  Includes  In- 
vestigations relating  to  each  outlet  for 
such  potatoes.  Potatoes  shipped  for 
manufacturing  or  conversion  Into  speci- 
fied products  and  by-products  reduce 
the  supply  of  such  potatoes  available  for 
shipment  to  the  table  stock  market  and, 
therefore,  such  shipments  tend  to  raise 
prices  potato  producers  in  the  produc- 
tion area  receive  for  the  bulk  of  their 
crop.  It  Is  necessary,  therefore,  that  the 
marketing  agreement  and  order  should 
authorize,  upon  recommendation  of  the 
committee  or  other  available  informa- 
tion, that  any  regulation  applicable  to 
shipments  of  potatoes  may  be  modified, 
suspended,  or  terminated,  with  respect 
to  such  shipments  for  manufacture  or 
conversion  Into  specified  products  or  by- 
products. The  committee  should  be 
given  authority  to  recommend  which 
shipments  should  be  classified  hereun- 
der because  such  potatoes  are  shipped 
for  the  purpose  of  changing  them  into 
various  end  products  or  by-products, 
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some  of  which  products  or  by-products 
compete  on  a  basis  virtually  equal  to 
fresh  table  stock  potatoes.  It  is  not  pos- 
sible to  specify  at  this  time  all  the  man- 
ufactured products  or  by-products  for 
which  shipments  of  fresh  potatoes  are 
made,  the  shipments  of  which  compete 
on  a  basis  virtually  equal  with  such  table 
stock  potatoes,  because  new  develop- 
ments may  bring  forth  new  manufac- 
tured products  or  by-products  which 
would  fall  within  the  aforesaid  com- 
petitive category.  The  marketing  agree- 
ment and  order  should  provide  sufficient 
flexibility  of  administration  so  that  the 
committee  can  exercise  its  judgment  in 
accordance  with  the  above  in  making 
appropriate  recommendations  that  will 
tend  to  carry  out  the  provisions  of  the 
marketing  agreement  and  order  and  ef- 
fectuate the  declared  policy  of  the  act. 

The  committee  should  be  authorized 
to  recommend  that  shipments  of  potatoes 
for  livestock  feed,  or  for  other  specified 
purposes,  should  not  be  regulated  or  to 
recommend  modification  or  suspension 
of  regulations  governing  such  shipments. 
Livestock  feed  provides  an  outlet  for 
shipments  of  fresh  potatoes  which  ordi- 
narily do  not  compete  with  shipments  of 
potatoes  for  table  stock  u.se.  Whenever 
conditions  warrant  that  livestock  feed 
should  be  used  as  an  outlet  for  shipments 
of  potatoes,  there  is  no  good  reason  why 
such  shipments  should  be  required  to 
meet  grade  and  size  requirements  appli- 
cable to  shipments  of  potatoes  for  table 
stock  use.  Potatoes  which  may  be  dis- 
carded for  use  as  table  stock  potatoes  be- 
cause of  regulations  issued  pursuant  to 
the  marketing  agreement  and  order  may 
find  an  outlet  as  livestock  feed,  hence  re- 
lieving such  shipments  from  regulations 
with  respect  to  grade  and  size  will  tend 
to  promote  objectives  sought  under  reg- 
ulations. The  committee  should  be  au- 
thorized to  recommend  that  shipment  of 
potatoes  for  a  particular  purpose  or  type 
of  utilization  should  not  be  regulated,  or 
to  recommend  modification  or  suspension 
of  regulations  governing  such  shipments, 
when  It  is  found  that  such  shipments  are 
not  competitive  with  table  stock  or  seed 
potato  shipments  in  commerce. 

The  committee,  with  the  approval  of 
the  Secretary,  should  be  authorized  to 
establish  appropriate  safeguards  to  pre- 
vent diversion  of  shipments  of  seed  po- 
tatoes from  seed  potato  channels  when- 
ever such  shipments  are  not  subject  to 
the  same  grade  and  size  regulations  as 
table  stock  shipments,  or  whenever  such 
.shipments  are  not  subject  to  assessments, 
because  such  seed  potato  shipments 
should  be  subject  to  the  committee's  con- 
tinuing scrutiny  and  control  to  provide 
assurance  that  they,  in  fact,  remain  in 
seed  potato  channels  and  do  not  circum- 
vent other  regulations  established  pursu- 
ant to  the  provisions  of  the  marketing 
agreement  and  order. 

It  Is  necessary  and  incidental  to  the 
operation  of  the  marketing  agreement 
and  order  and  to  effectuate  the  objec- 
tives of  the  act  that  the  committee 
should  be  authorized  to  provide  adequate 
safeguards  to  prevent  shipments  of  po- 
tatoes which  are  subject  to  special  regu- 
lation from  entering  the  current  of  com- 
merce contrary  to  the  provisions  of  such 
special    regulation.      Such    safeguards, 


among  others,  may  include  Inspection  In 
order  that  distinguishing  characteristics 
of  specific  or  particular  shipments  may 
be  readily  determined  In  accordance 
with  commonly  recognized  authority. 
Shipments  of  potatoes  which  are  not 
subject  to  grade  and  size  regulation  or 
which  are  subject  to  modified  regulation 
may  be  required  to  bear  their  equitable 
share  of  the  expense  of  operating  the 
marketing  agreement  and  order. 

In  order  to  maintain  appropriate  Iden- 
tification for  shipments  of  potatoes 
which  are  not  subject  to  regulation  or 
for  which  regulation  is  relaxed,  the  com- 
mittee should  be  authorized  to  issue  Cer- 
tificates of  Privilege  to  producers  or  han- 
dlers shipping  such  potatoes.  It  is 
necessary  for  efficient  operation  of  the 
marketing  agreement  and  order  that 
such  identification  should  be  maintained 
In  this  marmer,  in  order  for  the  commit- 
tee to  be  able  to  exercise  proper  admin- 
istrative control  over  such  shipments. 
The  committee  should  be  authorized  to 
rescind  or  deny  Certificates  of  Privi- 
lege to  any  shipper  who  violated  the  pro- 
visions of  the  marketing  agreement  and 
order  in  connection  with  the  shipments 
subject  to  special  regulation.  In  order 
that  the  Secretary  may  be  properly  ad- 
vised concerning*  the  movement  of  po- 
tatoes from  the  production  area  as  a 
basis  for  appropriate  administration  of 
the  marketing  agreement  and  order,  it 
is  necessary  and  Incidental  to  the  oper- 
ation of  the  marketing  agreement  and 
order  that  records  of  such  shipments 
should  be  maintained  and  that  weekly 
reports  should  be  forwarded  by  the  com- 
mittee to  the  Secretary  showing  the  dis- 
position and  number  of  shipments  ac- 
complished under  special  regulation. 

The  committee  should  be  authorized  to 
recommend  the  exemption  of  shipments 
of  small  quantities  of  potatoes  for  any  or 
all  portions  of  the  production  area  from 
the  provisions  of  the  marketing  agree- 
ment and  order  If  It  Is  found  Impractica- 
ble to  require  that  such  shipments  should 
conform  to  the  provisions  of  the  market- 
ing agreement  and  order.  Provision 
should  be  and  Is  made  for  differences  In 
the  designated  minimum  quantity  in  dif- 
ferent portions  of  the  production  area 
so  that  the  committee  may  take  appro- 
priate cognizance  of  different  marketing 
practices  as  they  may  occur  throughout 
the  production  area.  The  administra- 
tive difficulties  involved  in  attempting  to 
regulate  small  lots  of  potatoes  may  ren- 
der regulation  impracticable  and  the  ex- 
pense involved  in  inspection  and  investi- 
gation of  such  small  lots  may  be  found  to 
outweigh  whatever  benefits  might  accrue 
from  the  regulation  thereof.  The  com- 
mittee should  be  authorized  to  use  its 
discretion  and  judgment  to  determine 
the  feasibility  and  practicability  of  regu- 
lating shipments  of  small  quantities  so 
that  if  it  should  be  impractical,  expen- 
sive, and  admini-stratively  burdensome  to 
attempt  regulation  of  shipments  of  small 
quantities  of  potatoes  from  any  or  all 
portions  of  the  production  area,  the  com- 
mittee, with  the  approval  of  the  Secre- 
tary, may  establish  minimum  quantities 
which  may  be  free  from  regulation  pur- 
suant to  8  990.3  or  §  990.4,  or  both.  In 
establishing  such  minimum  quantities 
which  would  be  free  from  the  aforesaid 


regulations  the  committee  may  require 
handlers  to  report  such  shipments  to  the 
committee  pursuant  to  §  990.6. 

The  Secretary  should  have  the  right  to 
modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  or  Certificates  of 
Privilege  Issued  by  the  committee,  and  he 
shall  give  prompt  notice  to  the  commit- 
tee of  any  action  taken  by  him.  in  ac- 
cordance with  the  foregoing,  in  order 
that  the  Secretary  shall  retain  all  rights 
necessary  for  carrying  out  the  declared 
purposes  of  the  act.  and  in  order  that  the 
committee  may  currently  notify  all  per- 
sons affected  by  the  marketing  agree- 
ment and  order  of  regulatory  changes. 

(r)  For  the  proper  and  efficient  ad- 
ministration of  the  marketing  agreement 
and  order,  the  committee  needs  infor- 
mation on  potatoes,  as  hereinafter  de- 
fined, with  respect  to  supplies,  move- 
ment, prices,  and  sundry  other  relevant 
factors  which  are  best  obtainable  from 
handlers.  The  committee  should  be  au- 
thorized to  request,  with  the  approval  of 
the  Secretary,  and  every  handler  should 
be  required  to  furnish  to  the  committee, 
any  information  which  is  required  for 
the  committee  to  exercise  its  powers  and 
perform  Its  duties  under  the  marketing 
agreement  and  order.  The  Secretary 
should  retain  the  right  to  modify,  change, 
or  rescind  any  request  by  the  committee 
for  information  in  order  to  protect  han- 
dlers from  unreasonable  requests  for 
reports. 

(s)  The  provisions  of  sections  8 
through  20  as  published  In  the  Federal 
Register  of  April  3,  1948  (13  F.  R.  1831) 
are  common  to  marketing  agreements 
and  orders  now  operating.  These  pro- 
visions are  Incidental  to.  and  not  Incon- 
sistent with  section  8c.  (6),  and  (7»  of 
the  act,  and  necessary  to  effectuate  the 
other  provisions  of  the  marketing  agree- 
ment and  order,  and  to  effectuate  the 
declared  purposes  of  the  act.  There- 
fore, such  provisions  should  be  included 
in  the  marketing  agreement  and  order 
exactly  as  set  forth  in  the  notice  of  hear- 
ing, except  for  renumbering  sections  re- 
quired by  the  elimination  of  provisions 
applicable  to  surplus  regulation. 

(t)  California  produces  more  early  po- 
tatoes than  any  other  State.  In  1948 
it  produced  324  million  bushels,  or  ap- 
proximately one-half  the  total  produc- 
tion of  the  12  early  potato  States.  North 
Carolina,  the  next  in  size  of  the  early 
States  in  potato  production,  produced 
10.5  million  bushels,  and  each  of  the 
other  10  produced  less  than  5  million 
bushels.  Kern  County  had  at  least  two- 
thirds  of  the  harvested  acreage  of  early 
potatoes  in  California  during  the  1942-46 
period  and,  evidence  shows,  that  in  1947 
Kern  County  harvested  47.000  acres  of 
early  potatoes  compared  with  a  State 
total  of  62,000.  The  great  bulk  of  Cali- 
fornia early  potatoes  are  harvested  and 
prepared  for  market  during  the  period 
April  1  to  July  15  of  each  year.  Some  few 
early  potatoes  from  the  southern  coun- 
ties of  San  Bernardino,  Los  Angeles,  and 
Riverside  are  marketed  after  July  15  but 
these  few  shipments  constitute  a  negli- 
gible portion  of  the  crop.  The  data  in 
the  hearing  record  relating  to  California 
early  potatoes  establishes  a  reasonable 
and  practical  basis  for  computing  base 
period  prices  with  respect  to  potatoes  as 
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hereinafter   defined   In   the   marketing 
agreement  and  order  because  such  data 
Includes  prices   for  California   potatoes 
harvested  and  prepared  for  market  each 
season  during  the  period  beginning  April 
1  and  ending  July  15.     Such  data  in- 
cludes, for  example,  prices  for  California 
potatoes  grown  in  the  San  Joaquin  Valley 
which  are  harvested  and  prepared  for 
market   prior  to  July  15  each  season. 
Such  data  does  not  include,  for  example. 
the   so-called   Stockton   deal,   which   is 
classed  as  the  finst  part  of  the  California 
late  deal.    For  all  practical  purposes  the 
data  In  the  hearing  record  relating  to 
the  California  early  potato  deal  estab- 
lishes the  basis  for  computation  of  price 
relationships  for  potatoes  as  hereinafter 
defined  in  the  marketing  agreement  and 
order.    All  shipments  of  such  potatoes, 
except  a  relatively  few  which  may  be 
placed  in  cold  storage,  go  direct  from 
the  packing  .shed  to  market.    The  major 
markets  for  California  potatoes,  as  here- 
inafter  defined,   are  outside  California 
with  the  bulk  of  distribution  in  continen- 
tal United  States,  especially  in  that  part 
thereof  west  of  the  Appalachian  Moun- 
tains.   Such  potatoes  are  distributed  in 
every  State,  but  the  areas  of  heaviest  dis- 
posal are  the  States  from  Detroit  to  Cin- 
cinnati west,  with  particular  emphasis 
on  southwestern  areas. 

The  California  early  potato  deal, 
which  includes  all  potatoes  as  herein- 
after defined,  is  significant  in  the  pro- 
duce trade  and  in  the  total  market  for 
potatoes,  not  only  because  of  the  size  of 
the  crop  and  the  geographical  extent  of 
distribution,  but  also  because  of  the  rel- 
ative proportion  of  California  shipments 
to  total  U.  S.  shipments  during  the  Cali- 
fornia marketing  season.  During  the 
1947  sea.son  California  supplied  70  per- 
cent of  the  total  U.  S.  potato  shipments 
during  the  week  ending  June  14  and  it 
supplied  over  50  percent  of  total  U.  S. 
potato  movement  during  that  year  for 
the  5-week  period  starting  with  the 
week  ending  May  24  and  ending  June 
21.  During  1948  California  supplied 
over  50  percent  of  total  United  States 
shipments  of  potatoes  during  the  7-week 
period  beginning  May  16  and  ending 
July  3.  and  during  the  week  ending  June 
26  it  supplied  74.8  percent  of  total  United 
States  shipments. 

Shipments  of  California  potatoes  fol- 
low a  somewhat  common  pattern  each 
year  starting  In  a  small  way  in  early 
April  and  building  up  to  a  peak  in  May 
and  June.  During  1946  .shipments 
reached  a  peak  of  over  4,700  cars  per 
week  during  the  7th  and  8th  week  of 
the  season.  During  the  1947  season  the 
peak  reached  over  5,000  cars  during  the 
9th  week. 

Due  to  the  widespread  market  area 
and  to  the  wide  relative  variation  In 
shipments,  extreme  fluctuations  occur  In 
the  prices  received  by  farmers,  herein- 
after called  "farm  price",  of  potatoes, 
as  hereinafter  defined,  with  relatively 
small  changes  In  the  relationship  of 
supply  to  demand.  Due  to  the  relative 
inelasticity  In  demand,  total  production, 
that  Is  the  total  supply,  is  an  important 
factor  in  determining  the  year-to-year 
farm  prices  of  potatoes.  During  the  20- 
year  period  of  1919-38.  there  was  a  4 
percent  increase  in  farm  price  for  each  1 
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percent  reduction  from  the  average. 
Relatively  larger  fluctuations  occur  in 
farm  price  for  potatoes  In  the  major 
production  areas  than  in  relatively  less 
Important  production  areas  when  there 
is  an  over-supply. 

Potato  production  In  the  United  States 
during  the  last  5  years,  1944-1948.  has 
averaged  424  million  bushels  per  year, 
which  Is  63  million  bushels  greater  than 
the  average  of  361  million  bushels  during 
the  prewar  period  of  1937-1941.  Con- 
tinued potato  production,  under  free 
market  conditions,  at  levels  significantly 
above  the  prewar  averages,  can  be  ex- 
pected to  result  in  United  States  farm 
prices  for  potatoes,  and  in  farm  prices 
for  potatoes  in  California,  which  are 
below  parity,  with  the  farm  price  for 
California  potatoes  at  an  even  lower  per- 
centage of  parity  than  the  United  States 
farm  price  in  its  relationship  to  parity, 
because  of  the  concentration  of  potato 
production  in  that  State. 

The  base  period  for  potatoes,  as  stated 
In  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  is  the 
period  August  1919-July  1929.  The 
sea.sonal  average  farm  price  per  bushel 
for  potatoes,  as  hereinafter  defined,  for 
the  base  period,  is  $1.33.  For  the  19 
seasons.  1930-1948.  inclusive,  seasonal 
average  farm  price  per  bushel  for  pota- 
toes, as  hereinafter  defined,  has  been 
belovf  parity  for  fifteen  seasons  and 
above  parity  in  only  four,  two  of  which 
were  during  the  late  war.  Based  on  the 
level  of  United  States  current  production 
and  on  the  relationship  between  farm 
prices  and  parity  prices  for  potatoes,  as 
hereinafter  tleflned.  which  exists  In  the 
majority  of  seasons,  it  can  be  rea.son- 
ably  anticipated  that  prices  received  by 
farmers  for  potatoes,  as  hereinafter  de- 
fined, will  be  below  parity  during  the 
1949  crop  season. 

Rulings  on  proposed  findings  and  con- 
clusions. Interested  parties  were  al- 
lowed until  March  14.  1949.  by  the  pre- 
siding officer  at  the  hearing  on  the  pro- 
posed marketing  agreement  and  order 
to  file  briefs  on  findings  of  facts  and 
conclusions  based  on  evidence  intro- 
duced at  the  hearing.  No  briefs  were 
filed,  hence  no  rulings  are  necessary. 

Recommended  marketing  agreement 
and  order.  The  following  proposed 
marketing  agreement  and  order  are 
recommended  as  the  detailed  means  by 
which  the  aforesaid  conclusions  may  be 
carried  out. 

§  990.1  Definitions.  As  used  In  this 
part,  the  following  terms  have  ^the  fol- 
lowing meanings: 

(a)  "Secretary"  means  the  Secretary 
of  Agrlcultvu-e  of  the  United  States,  or 
any  other  officer,  or  member  of  the 
United  States  Department  of  Agricul- 
ture, who  is,  or  may  hereafter  be  au- 
thorized to  exercise  the  powers  and  to 
perform  the  duties  of  the  Secretary  of 
Agriculture. 

(b)  "Act"  means  Public  Act  No.  10, 
73d  Congress,  as  amended  and  reenacted 
and  amended  by  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended  (7  U.  S.  C.  601  et  seq.;  61  Stat. 
202, 707). 

(c)  "Person"  means  an  Individual, 
partnership,     corporation,     association. 


legal  representative,  or  any  organised 
group  or  business  unit. 

(d»  "Production  area"  means  all  ter- 
ritory, except  Modoc  and  Siskiyou  Coun- 
ties, in  the  State  of  California. 

(e)  "Potatoes"  means  all  varieties  of 
Irish  potatoes  grown  within  the  produc- 
tion area  which  are  harvested  and  pre- 
pared for  market  during  the  period  be- 
ginning April  1  and  ending  July  15  of 
each  year. 

(f)  "Handler"  Is  synonymous  with 
shipper  and  means  any  person  (except 
a  common  or  contract  carrier  of  po- 
tatoes owned  by  another  person)  who 
ships  potatoes. 

(g)  "Ship"  or  "handle"  means  to  sell, 
consign,  transport,  or  in  any  other  way 
to  place  potatoes  in  the  current  of  com- 
merce within  the  production^^rea  or  be- 
tween the  production  area  and  any  point 
outside  thereof:  Provided,  That  the 
movement  of  potatoes  by  the  producer 
thereof  from  the  field  where  grown  to  the 
nearest  customary  packing  shed  for 
preparation  for  market  shall  not  be 
deemed  to  t>e  handling  or  shipping  here- 
under. 

(h)  "Producer"  means  any  person  en- 
gaged In  the  production  of  potatoes  for 
market. 

(i »  "Fiscal  year"  means  the  j)erlod  be- 
ginning on  January  1  of  each  year  and 
ending  December  31  following. 

(j)  "Committee"  means  the  California 
Potato  Committee  established  pursuant 
to  5  990  2. 

(k>  "Varieties"  means  and  includes  all 
classifications  or  subdivisions  of  Iri&h 
potatoes  according  to  those  definitive 
characteristics  now  or  hereafter  recog- 
nized by  the  United  States  Department 
of  Agriculture. 

(1)  "Seed  potatoes"  means  and  In- 
cludes all  potatoes  officially  certified  and 
tagged,  marked,  or  otherwise  appropri- 
ately identified,  imder  the  supervision  of 
an  official  seed  poUto  certifying  agency 
of  the  State  of  California  or  other  agency 
recognized  by  the  committee  and  ap- 
proved by  the  Secretary. 

(m)  "Table  stock  potatoes"  means  and 
Includes  all  potatoes  not  included  with- 
in the  definition  of  "seed  potatoes." 

(n)  "Wholesale  pack"  means  a  unit  of 
fifty  poimds  net  weight  or  more  of  pota- 
toes contained  In  a  bag,  crate,  or  any 
other  type  of  container. 

(0)  "Consumer  pack"  means  a  unit  of 
less  than  fifty  pounds  net  weight  of  pota- 
toes contained  in  a  bag,  crate,  or  any 
other  type  of  container. 

(p)  "Grade"  means  any  one  of  the  of- 
ficially established  grades  of  potatoes, 
and  "size"  means  any  one  of  the  officially 
established  sizes  of  potatoes,  as  defined 
and  set  forth  in: 

(1)  The  United  States  Standards  for 
Potatoes  Issued  by  the  Department  of 
Agriculture  on  September  10,  1941,  effec- 
tive June  1,  1942  (12  F.  R.  3651).  or 
amendments  thereto,  or  modifications 
thereof,  or  variations  based  thereon;  or 

(2)  United  States  Consumer  Stand- 
ards for  Potatoes  as  issued  by  the  United 
States  Department  of  Agriculture  on 
November  3,  1947.  effective  December  8, 
1947  (12  F.  R.  7281  >,  or  amendments 
thereto,  or  modifications  thereof,  or  vari- 
ations based  thereon. 
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(q)  "Export"  means  shipment  of  pota- 
toes beyond  the  boundaries  of  continental 
United  States. 

(r)  "District"  means  each  one  of  the 
geographical  divisions  of  the  production 
area  hereby  established  as  follows: 

District  No.  1 :  All  counties,  except  Fresno, 
Kings,  and  Tulare,  north  of  the  Sixth 
Standard  Parallel,  In  the  production  area. 

District  No.  2:  Fresno  and  Kings  County. 

District  No.  3:  Tulare  County. 

District  No.  4:  Kern  County. 

District  No.  5:  All  counties,  except  Kern 
County,  south  of  the  Sixth  Standard  Parallel, 
In  the  production  area. 

5  990.2  Administrative  Committee — 
^a)  Establishment  and  membership. 
(1)  The  California  Potato  Committee 
consisting  of  11  members,  all  of  whom 
shall  be  producers  is  hereby  established. 
For  each  member  of  the  committee  there 
shall  be  an  alternate  who  shall  have  the 
same  qualifications  as  the  member. 

(2»  Persons  selected  as  committee 
members  or  alternates  shall  be  individ- 
uals who  are  producers  In  the  respective 
district  for  which  selected,  or  officers  or 
employees  of  a  corporate  producer  in 
such  district. 

(b)  Term  of  office.  The  term  of  office 
of  committee  members  and  alternates 
shall  be  for  one  year  beginning  on  the 
first  day  of  January  and  continuing  until 
the  end  of  the  then  current  fiscal  year, 
and  until  their  successors  are  selected 
and  have  qualified.  Committee  members 
and  alternates  shall  serve  during  the  fis- 
cal year  for  which  they  are  selected  and 
have  qualified,  or  during  that  portion 
thereof  beginning  on  the  date  on  which 
they  qualify  during  the  fiscal  year  and 
continuing  until  the  end  thereof,  and 
until  their  successors  are  selected  and 
have  qualified. 

(c)  Selection.  The  Secretary  shall 
select  one  member  of  the  committee, 
with  his  respective  alternate,  from  dis- 
trict No.  1,  one  member,  with  his  respec- 
tive alternate,  from  district  No.  2,  two 
members,  with  their  respective  alter- 
nates, from  district  No.  3,  five  members, 
with  their  respective  alternates,  from 
district  No.  4.  and  two  members,  with 
their  respective  alternates,  from  district 
No.  5,  as  defined  in  §990.1  (r).  which 
members  and  alternates  shall  represent 
the  respective  district  from  which  they 
are  selected. 

(d)  Nomination.  The  Secretary  shall 
select  the  members  of  the  California  Po- 
tato Committee  and  their  respective  al- 
ternates from  nominations  which  may 
be  made  In  the  following  manner: 

<1>  Nominations  for  initial  members 
of  the  committee  and  their  respective  al- 
ternates may  be  submitted  by  producers, 
or  groups  thereof,  and  such  nominations 
may  be  by  virtue  of  elections  conducted 
by  groups  of  producers. 

(2)  In  order  to  provide  nominations 
for  succeeding  committee  members  and 
alternates: 

(1)  The  California  Potato  Committee 
.shall  hold  or  cau.se  to  be  held  prior  to 
November  1  of  each  year,  after  the  effec- 
tive date  hereof,  a  meeting  or  meetings 
of  producers  In  each  of  the  districts 
designated  In  §  990.1  (r) ; 

(li)  At  each  such  meeting  at  least  two 
nominees  shall  be  designated  for  each 
position  as  member  and  for  each  posi- 
No.  62 3 
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tlon  as  alternate  member  on  the  commit- 
tee; 

(Hi )  Nominations  for  committee  mem- 
bers and  alternate  members  shall  be  sup- 
plied to  the  Secretary  in  such  manner 
and  form  as  he  may  prescribe,  not  later 
than  30  days  prior  to  the  end  of  each 
fiscal  year; 

(iv)  Only  producers  may  participate 
In  designating  nominees  for  committee 
members  and  their  alternates; 

(v)  Regardless  of  the  number  of  dis- 
tricts in  which  a  person  produces  pota- 
toes, each  such  person  Is  entitled  to  cast 
only  one  vote  on  behalf  of  himself,  his 
agents,  subsidiaries,  affiliates,  and  repre- 
sentatives. In  designating  nominees  for 
committee  members  and  alternates: 
Provided,  That  In  the  event  a  person  is 
engaged  In  producing  potatoes  in  more 
than  one  district,  such  person  shall  elect 
the  district  within  which  he  may  partic- 
ipate as  aforesaid  in  designating  nom- 
inees: Provided  further.  That  an  eligible 
voter's  privilege  of  casting  only  one  vote, 
as  aforesaid,  shall  be  construed  to  permit 
a  voter  to  cast  one  vote  for  each  position 
to  be  filled  In  the  respective  district  In 
which  he  elects  to  vote. 

(e)  Failure  to  nominate.  If  nomina- 
tions are  not  made  within  the  time  and 
In  the  manner  specified  by  the  Secretary 
pursuant  to  paragraph  (d)  (2)  of  this 
section,  the  Secretary  may.  without  re- 
gard to  nominations,  select  the  com- 
mittee members  and  alternates  which 
selection  shall  be  on  the  basis  of  the 
representation  provided  for  herein. 

(f)  Acceptance.  Any  person  selected 
by  the  Secretary  as  a  committee  member 
or  as  an  alternate  shall  qualify  by  filing 
a  written  acceptance  with  the  Secretary 
within  ten  days  after  being  notified  of 
such  selection. 

(g)  Vacancies.  To  fill  any  vacancy 
occasioned  by  the  failure  of  any  person 
selected  as  a  committee  member  or  as  an 
alternate  to  qualify,  or  In  the  event  of 
the  death,  removal,  resignation,  or  dis- 
qualification of  any  qualified  member  or 
alternate,  a  successor  for  his  unexpired 
term  may  be  selected  by  the  Secretary 
from  nominations  made  In  the  manner 
specified  In  paragraph  (d)  (2)  of  this 
section,  or  the  Secretary  may  select  such 
committee  member  or  alternate  from 
previously  unselected  nominees  on  the 
current  nominee  list  from  the  district  In- 
volved. Pf  the  names  of  nominees  to  fill 
any  such  vacancy  are  not  made  available 
to  the  Secretary  within  30  days  after 
such  vacancy  occurs,  the  Secretary  may 
fill  such  vacancy  without  regard  to  nomi- 
nations, which  selection  shall  be  made  on 
the  basis  of  the  representation  provided 
for  herein. 

(h)  Alternate  members.  An  alternate 
member  of  the  committee  shall  act  In 
the  place  and  stead  of  the  member  for 
whom  he  Is  an  alternate,  during  such 
member's  absence.  In  the  event  of  the 
death,  removal,  resignation,  or  disquali- 
fication of  a  member,  his  alternate  shall 
act  for  him  until  a  successor  of  such 
member  Is  selected  and  has  qualified. 

(I)  Procedure.  (1)  Seven  members  of 
the  committee  shall  be  necessary  to  con- 
stitute a  quorum  and  seven  concurring 
votes  will  be  required  to  pass  any  motion 
or  approve  any  committee  action. 
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(2)  The  committee  may  provide  for 
meeting  by  telephone,  telegraph,  or 
other  means  of  communications  and  any 
vote  cast  at  such  a  meeting  shall  be  con- 
firmed promptly  in  writing;  Provided, 
That  If  any  assembled  meeting  Is  held, 
all  votes  shall  be  cast  in  person. 

(j)  Expenses  and  compensation. 
Committee  members  or  their  respective 
alternates  when  acting  as  members,  shall 
serve  without  compensation  but  shall 
be  reimbursed  for  expenses  necessarily 
incurred  by  them  In  the  performance  of 
their  duties  and  in  the  exercise  of  their 
powers  hereunder. 

(k)  Powers.  The  committee  shall 
have  the  following  powers: 

(1)  To  administer  the  provisions 
hereof  In  accordance  with  Its  terms; 

(2)  To  make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violation 
of  the  provisions  hereof;  and 

(4)  To  recommend  to  the  Secretary 
amendments  hereto. 

(1)  Duties.  It  shall  be  the  duty  of  the 
committee : 

(1)  To  act  as  intermediary  between 
the  Secretary  and  any  producer  or  han- 
dler; 

(2)  To  select  a  chairman  and  such 
other  officers  as  may  be  nece.ssary,  to 
select  subcommittees  of  committee  mem- 
bers, and  to  adopt  such  rules  and  regula- 
tions for  the  conduct  of  its  business  as 
it  may  deem  advisable; 

(3)  To  appoint  such  employees, 
agents,  and  representatives  as  It  may 
deem  necessary  and  to  determine  the 
salaries  and  define  the  duties  of  each 
such  person; 

(4>  To  investigate,  from  time  to  time, 
and  to  assemble  data  on  the  growing, 
harvesting,  shipping,  and  marketing 
conditions  with  respect  to  potatoes,  and 
to  engage  in  such  research  and  service 
activities  which  relate  to  the  handling 
or  marketing  of  potatoes  as  may  be  ap- 
proved by  the  Secretary; 

(5)  To  furnish  to  the  Secretary  such 
available  information  as  he  may  re- 
quest; 

(6)  To  keep  minutes,  books,  and 
records  which  clearly  reflect  all  of  the 
acts  and  tran.sactions  of  the  committee 
and  such  minutes,  books,  and  records 
shall  be  subject  to  examination  at  any 
time  by  the  Secretary  or  his  authorized 
agent  or  representative; 

(7)  At  the  beginning  of  each  fiscal 
year,  to  submit  to  the  Secretary  a  budget 
of  its  expen.ses  and  as.sessments  for  such 
flscal  year,  together  with  a  report 
thereon ; 

(8)  To  cause  the  books  of  the  com- 
mittee to  be  audited  by  a  competent 
accountant  at  least  once  each  fiscal  year, 
and  at  such  other  time  as  the  committee 
may  deem  necessary  or  as  the  Secretary 
may  request.  The  report  of  such  audit 
shall  show  the  receipt  and  expenditure 
of  funds  collected  pursuant  hereto;  a 
copy  of  each  such  report  shall  be  fur- 
nished to  the  Secretary  and  a  copy  of 
each  such  report  shall  be  made  available 
at  the  principal  office  of  the  committee 
for  Inspection  by  producers  and  lian- 
dlers;  and 
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(9)  To  consult,  cooperate  and  ex- 
change Information,  when  deemed  de- 
sirable by  the  committee,  with  other  po- 
tato marketing  committees  and  other  in- 
dividuals or  agencies  in  connection  with 
all  proper  committee  activities  and  ob- 
jectives hereunder. 

I  D90  3  Expenses  and  assessments — 
(a)  Expenacs.  The  committee  is  author- 
ized to  incur  such  expenses  as  the  Sec- 
retary, upon  the  basis  of  the  budget 
submitted  by  the  committee,  finds  may 
be  necessary  to  perform  its  functions 
hereunder  during  each  fiscal  year  and  for 
such  other  purposes  as  the  Secretary  may 
determine  to  be  appropriate  pursuant 
to  the  provisions  hereof.  The  funds  to 
cover  such  expenses  shall  be  acquired  by 
the  levying  of  assessments,  as  herein 
provided,  upon  handlers. 

(b)  Ass^sments.  (1)  Each  handler 
who  first  ships  potatoes  shall  pay  to 
the  committee,  upon  demand,  such  han- 
dler's pro  rata  share  of  the  expenses 
which  the  Secretary  finds  will  be  in- 
curred by  the  committee  for  its  main- 
tenance and  functioning  during  each 
fiscal  year,  and  for  such  other  pur- 
pases  as  the  Secretary  may  determine 
to  be  appropriate  pursuant  to  the  pro- 
visions hereof.  Such  handler's  pro 
rata  share  of  such  expenses  shall  be 
equal  to  the  ratio  between  the  total 
quantity  of  potatoes  handled  by  him  as 
the  first  handler  thereof,  during  the  ap- 
plicable fiscal  year,  and  the  total  quan- 
tity of  potatoes  handled  by  all  handlers 
as  the  first  handlers  thereof,  during  the 
same  fiscal  year.  The  Secretary  shall  fix 
the  rate  of  assessment  to  be  paid  by  such 
handlers. 

(2)  At  any  time  during  a  fiscal  year, 
the  Secretary  may  increase  the  rate  of 
assessment  in  order  to  obtain  sufficient 
funds  to  cover  any  later  finding  by  the 
Secretary  relative  to  the  expenses  of  the 
committee.  Such  increase  shall  be  ap- 
plicable to  all  potatoes  handled  during 
the  fiscal  year.  In  order  to  provide 
funds  to  carry  out  the  functions  of  the 
committee,  handlers  may  make  advance 
pasrment  of  assessments. 

(c)  Accounting.  (1)  If,  at  the  end  of 
a  fiscal  year,  It  shall  appear  that  assess- 
ments collected  are  in  excess  of  expenses 
incurred,  each  handler  entitled  to  a  pro- 
portionate refund  of  the  excess  assess- 
ments shall  be  credited  with  such  refund 
against  the  operations  of  the  following 
fiscal  year,  unless  he  demands  payment 
thereof,  in  which  event  such  proportion- 
ate refund  shall  be  paid  to  him. 

(2)  The  committee  may.  with  the  ap- 
proval of  the  Secretary,  maintain  in  Its 
own  name  or  in  the  name  of  its  members, 
a  suit  against  any  handler  for  the  col- 
lection of  such  handler's  pro  rata  share 
of  the  expenses  of  the  committee. 

fd)  Funds.  All  funds  received  by  the 
committee  pursuant  to  any  provision 
hereof  shall  be  used  solely  for  the  pur- 
poses herein  specified  and  shall  be  ac- 
counted for  In  the  following  manner: 

(D  The  Secretary  may  at  any  time 
require  the  committee  and  its  members 
to  account  for  all  receipts  and  disburse- 
ments; and 

(2)  Whenever  any  person  ceases  to  be 
a  committee  member  or  alternate,  he 
shall  account  for  all  receipts  and  dis- 
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bursements  and  deliver  all  property  and 
funds  in  his  hands,  together  with  all 
books  and  records  in  his  possession,  to 
his  successor  in  office  or  to  such  person 
as  the  Secretary  may  designate,  and 
shall  execute  such  assignments  and  other 
Instruments  as  may  be  necessary  or  ap- 
propriate to  vest  in  such  successor  or  in 
such  designated  person  the  right  to  all 
the  property,  funds,  or  claims  vested  in 
such  member  or  alternate. 

§990.4  Regulation— (&)  Marketing 
policy.  Prior  to  March  15  of  each  fiscal 
year  subi,equent  to  December  31.  1949, 
the  committee  shall  prepare  and  sub- 
mit to  the  Secretary  a  report  setting 
forth  its  proposed  policy  for  the  market- 
ing of  potatoes  during  such  fiscal  year. 
In  the  event  it  becomes  advisable  to 
deviate  from  such  marketing,  policy,  be- 
cause of  changed  demand  and  supply 
conditions,  the  committee  shall  formu- 
late a  new  marketing  policy  and  shall 
submit  a  report  thereon  to  the  Secretary. 
The  committee  shall  promptly  notify 
producers  and  handlers  of  the  contents 
of  such  reports. 

(b)  Recommendation  for  regulations. 
(1)  It  shall  be  the  duty  of  the  commit- 
tee to  investigate  supply  and  demand 
conditions  for  grade,  size,  and  quality 
of  potatoes  of  all  varieties.  In  such  in- 
vestigations, the  committee  shall  give 
due  consideration  to  the  following  fac- 
tors: 

(1)  Market  prices  of  potatoes,  includ- 
ing prices  by  grade,  size  and  quality  in 
wholesale  or  in  consumer  packs,  or  any 
other  sliipping  unit; 

(ii)  Potatoes  on  hand  In  the  market 
areas  and  as  manifested  by  supplies  en- 
route  and  on  track  at  the  principal 
markets ; 

(iii)  Supply  of  potatoes,  by  grade,  size 
and  quality,  in  the  State  of  California 
and  other  production  areas; 

(iv)  The  trend  and  level  of  consumer 
Income;  and 

(v)  Other  relevant  factors. 

(2)  The  committee  shall  reconunend 
regulation  to  the  Secretary,  in  accord- 
ance herewith,  whenever  it  finds,  on  the 
basis  of  the  foregoing  investigation,  that 
such  conditions  make  It  advisable: 

(1)  To  regulate,  in  any  or  all  portions 
of  the  production  area,  the  shipment  of 
particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(il)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  different  varieties,  for  differ- 
ent portions  of  the  production  area,  for 
consumer  or  wholesale  packs  (or  any 
other  shipping  unit) .  for  tablestock  and 
seed,  or  any  combination  of  the  forego- 
ing, during  any  period;  or 

(ill)  To  regulate  the  shipment  of  po- 
tatoes by  establishing,  in  terms  of  grades, 
sizes,  or  both,  minimum  standards  of 
quality. 

(c)  Issuance  of  regulations.  (1)  The 
Secretary  shall  limit  the  shipment  of  po- 
tatoes as  hereinafter  set  forth,  whenever 
he  finds  from  the  recommendations  and 
information  submitted  by  the  committee, 
or  from  other  available  Information,  that 
it  would  tend  to  effectuate  the  declared 
policy  of  the  act: 

(i>  To  regulate.  In  any  or  all  portions 
of  the  production  area,  the  shipment  of 


particular  grades  and  sizes  of  any  or  all 
varieties  of  tablestock  or  seed  potatoes, 
or  both,  during  any  period;  or 

(ii)  To  regulate  the  shipment  of  par- 
ticular grades  and  sizes  of  potatoes  dif- 
ferently for  different  varieties,  for  d  fler- 
ent  portions  of  the  production  area,  for 
consumer  or  wholesale  packs,  for  table- 
stock  and  seed,  or  any  combination  of  the 
foregoing,  during  any  period;  or 

(Hi)  To  regulate  the  shipment  of  pota- 
toes by  establishing.  In  terms  of  grade, 
sizes  or  both,  minimum  standards  of 
quality. 

(2»  The  Secretary  .shall  notify  the 
committee  of  any  such  regulation  and 
the  committee  shall  give  reasonable  no- 
tice thereof  to  handlers. 

•  d)  Inspection  and  certification.  Dur- 
ing any  period  in  which  the  Secretary 
regulates  the  shipment  of  potatoes  pur- 
suant to  the  provisions  hereof,  each  han- 
dler who  first  ships  potatoes  shall,  prior 
to  making  siiipment,  cause  each  ship- 
ment to  be  inspected  by  an  authorized 
representative  of  the  Federal-State  In- 
spection Service,  or  such  Inspection  serv- 
ice as  the  Secretary  shall  designate. 
Each  such  handler  shall  make  arrange- 
ments with  the  inspection  agency  to  for- 
ward promptly  to  the  committee  a  copy 
of  such  inspection  certificate. 

(e)  Exemptions.  (1)  The  committee 
may  adopt,  subject  to  approval  of  the 
Secretary,  the  procedures  pursuant  to 
which  certificates  of  exemption  will  be 
Issued  to  producers. 

(2)  The  committee  may  issue  cer- 
tificates of  exemption  to  any  producer 
who  applies  for  such  exemption  and  fur- 
nishes adequate  evidence  to  the  commit- 
tee (1)  That  by  reason  of  a  regulation 
Issued  pursuant  to  this  section  he  will 
bf^  prevented  from  shipping  as  large  a 
proportion  of  his  production  as  the  aver- 
age proportion  of  production  shipped  by 
all  producers  in  said  applicant's  imme- 
diate production  area,  and  <ii)  that  the 
grade,  size,  or  quality  of  the  applicant's 
potatoes  have  been  adversely  affected  by 
acts  beyond  the  applicant's  control  and 
by  acts  beyond  reasonable  expectation. 
Each  certificate  shall  permit  the  pro- 
ducer to  ship  the  amount  of  potatoes 
specified  thereon.  Such  certificate  shall 
be  transferred  with  such  potatoes  at  time 
of  sale. 

(3)  The  committee  shall  be  permitted 
at  any  time  to  make  a  thorough  Investi- 
gation of  any  producer's  claim  pertain- 
ing to  exemptions. 

(4)  If  any  applicant  for  exemption 
certificates  Is  dissatisfied  with  the  deter- 
mination by  the  committee  with  respect 
to  his  application,  said  applicant  may  file 
an  appeal  with  the  committee.  Such  an 
appeal  must  be  taken  promptly  after  the 
determination  by  the  committee  from 
which  the  appeal  is  taken.  Any  apph- 
cant  filing  an  appeal  shall  furnish  evi- 
dence satisfactory  to  the  committee  for 
a  determination  on  the  appeal.  The 
committee  shall  thereupon  reconsider  the 
application,  examine  all  available  evi- 
dence, and  make  a  final  determination 
concerning  the  application.  The  com- 
mittee shall  notify  the  appellant  of  the 
final  determination  and  shall  furnish  the 
Secretary  with  a  copy  of  the  appeal  and 
a  statement  of  considerations  Involved  in 
making  the  final  determination. 
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(5)  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
procedure  and  any  exemptions  granted 
pursuant  to  this  section. 

(6)  The  committee  shall  maintain  a 
record  of  all  applications  submitted  for 
exemption  certificates,  a  record  of  all 
exemption  certificates  issued  and  denied, 
the  quantity  of  potatoes  covered  by  such 
exemption  certificates,  a  record  of  the 
amount  of  potatoes  shipped  under 
exemption  certificates,  a  record  of  ap- 
peals for  reconsideration  of  applications, 
and  such  information  as  may  be  re- 
quested by  the  Secretary.  Periodic  re- 
ports on  such  records  shall  be  compiled 
and  Issued  by  the  committee  upon  request 
of  the  Secretary. 

§  990.5  Shipments  for  specified  pur- 
poses, (a)  The  Secretary  upon  the  basis 
of  recommendations  of  the  committee, 
or  upon  the  basis  of  other  available  In- 
formation, may  modify,  suspend,  or  ter- 
minate regulations  issued  pursuant  to 
i  990.3  or  §  990.4  or  both,  hereof.  In  or- 
der to  facilitate  shipments  of  potatoes 
for  the  purposes  specified  below,  when- 
ever he  finds  that  such  actions  tend  to 
effectuate  the  declared  policy  of  the  act; 
adequate  safeguards  may  be  established, 
pursuant  to  paragraph  (c)  of  this  section, 
to  prevent  such  shipments  from  entering 
channels  of  trade  for  other  than  the 
specified  purpose: 

(1)  Shipments  of  potatoes  for  export; 

(2)  Shipments  of  potatoes  for  distri- 
bution by  the  Federal  government,  for 
distribution  by  relief  agencies,  or  for  con- 
siunption  by  charitable  Institutions; 

(3 )  Shipments  of  potatoes  for  the  pur- 
pose of  having  such  potatoes  manufac- 
tured or  converted  into  specified  products 
or  by-products; 

(4)  Shipments  of  potatoes  for  live- 
stock feed  or  for  other  specified  purposes. 

(b)  Whenever  the  shipments  of  seed 
potatoes  are  not  subject  to  the  same  regu- 
lations as  shipments  of  table  stock  E>ota- 
toes.  Issued  pursuant  to  §  990.3  or  §  990.4, 
or  both,  the  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  pursuant  to  iMiragraph  (c) 
of  this  section,  to  prevent  diversion  of 
.such  shipments  from  seed  potato  chan- 
nels. 

(c)  The  committee,  with  the  approval 
of  the  Secretary,  may  prescribe  adequate 
safeguards,  authorized  by  paragraphs 
(a)  and  (b),  of  this  section  which  safe- 
guards may  Include  requirements  that: 

tl>  Handlers  shall  file  applications 
with  the  committee  to  ship  potatoes  pur- 
suant to  this  section; 

(2)  Handlers  shall  obtain  inspec- 
tion provided  by  §990.4  (d)  and  pay 
the  pro  rata  share  of  expenses  pro- 
vided by  §  990.3.  in  connection  with 
potato  shipments  affected  under  the  pro- 
visions of  this  section:  Provided,  That 
such  inspection  and  payment  of  expenses 
may  be  required  at  different  times  than 
otherwise  specified  by  the  aforesaid  sec- 
tions; and 

(3)  (I)  Handlers  shall  obtain  Certifi- 
cates of  Privilege  from  the  committee  for 
shipments  of  potatoes  affected  or  to  be 
affected  under  the  provisions  of  this  sec- 
tion. The  committee  with  the  approval 
of  the  Secretary,  shall  prescribe  rules 
governing  the  Issuance  and  the  contents 
of  such  Certificates  of  Privilege. 


(ii)  The  committee  shall  make  a 
weekly  report  to  the  Secretary  showing 
the  number  of  applications  for  such  cer- 
tificates, the  quantity  of  potatoes  cov- 
ered by  such  applications,  the  number 
of  such  applications  denied  and  certifi- 
cates granted,  the  quantity  of  potatoes 
shipped  under  duly  Issued  certificates, 
and  such  other  information  as  may  be 
requested  by  the  Secretary.  The  com- 
mittee may  rescind  or  deny  Certificates 
of  Privilege  to  any  shipper  if  evidence  is 
obtained  that  potatoes  shipped  by  him 
for  the  purposes  stated  above  have  en- 
tered the  current  of  interstate  or  foreign 
commerce,  or  have  directly  burdened, 
obstructed,  or  affected  such  commerce 
contrary  to  the  provisions  hereof. 

(d)  The  committee,  with  the  approval 
of  the  Secretary,  may  establish,  for  any 
or  all  portions  of  the  production  area, 
minimum  quantities  below  which  ship- 
ments will  be  free  from  regulations  is- 
sued pursuant  to  §  990.3  or  §  990.4,  or 
both. 

(e)  (1)  The  Secretary  shall  give 
prompt  notice  to  the  committee  of  any 
modification,  suspension,  or  termination 
of  regulations  pursuant  to  this  section, 
or  of  any  approval  issued  by  him  under 
the  provisions  of  this  section. 

(2 )  The  Secretary  shall  have  the  right 
to  modify,  change,  alter,  or  rescind  any 
safeguards  prescribed  and  any  certifi- 
cates Issued  by  the  committee  pursuant 
to  the  provisions  of  this  section. 

S  990.6  Reports.  Upon  the  request  of 
the  committee,  with  approval  of  t^e  Sec- 
retary, every  handler  shall  furnish  to  the 
committee,  in  such  manner  and  at  such 
time  as  may  be  prescribed,  such  infor- 
mation as  will  enable  the  committee  to 
exercise  Its  powers  and  perform  its  duties 
hereunder.  The  Secretary  shall  have 
the  right  to  modify,  change,  or  rescind 
any  requests  for  repwrts  pursuant  to  this 
section. 

§  990.7  Compliance.  Except  as  pro- 
vided herein,  no  handler  shall  ship  po- 
tatoes, the  shipment  of  which  has  been 
prohibited  by  the  Secretary  in  accord- 
ance with  provisions  hereof,  and  no  han- 
dler shall  ship  potatoes  except  In  con- 
formity to  the  provisions  hereof. 

5  990.8  Right  of  the  Secretary.  The 
members  of  the  committee  (including 
successors  and  alternates),  and  any 
agent  or  employee  appointed  or  employed 
by  the  committee,  shall  be  subject  to  re- 
moval or  suspension  by  the  Secretary  at 
any  time.  Each  and  every  order,  regula- 
tion, decision,  determination  or  other  act 
of  the  committee  shall  be  subject  to  the 
continuing  right  of  the  Secretary  to  dis- 
approve of  the  same  at  any  time.  Upon 
such  disapproval,  the  disapproved  ac- 
tion of  the  said  committee  shall  be 
deemed  null  and  void,  except  as  to  acts 
done  In  reliance  thereon  or  In  compli- 
ance therewith  prior  to  such  disapproval 
by  the  Secretary. 

5  990.9  Effective  time  and  termina- 
tion— <a)  Effective  time.  The  provisions 
hereof  shall  become  effective  at  such  time 
as  the  Secretary  may  declare  above  his 
signature  attached  hereto,  and  shall  con- 
tinue in  force  until  terminated  in  one 
of  the  ways  hereinafter  specified. 

(b)  Termination.  (1)  The  Secretary 
may,  at  any  time,  terminate  the  provi- 


sions hereof  by  giving  at  least  one  day's 
notice  by  means  of  a  press  release  or  in 
any  other  manner  which  he  may 
determine. 

(2)  The  Secretary  may  terminate  or 
suspend  the  operation  of  any  or  all  of 
the  provisions  hereof  whenever  he  finds 
that  such  provisions  do  not  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(3)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
year  whenever  he  finds  that  such  termi- 
nation is  favored  by  a  majority  of  pro- 
ducers who,  during  the  preceding  fiscal 
year,  have  been  engaged  In  the  produc- 
tion for  market  of  potatoes;  Provided, 
That  such  majority  has,  during  such 
year,  produced  for  market  more  than 
fifty  percent  of  the  volume  of  such  pota- 
toes produced  for  market;  but  such  ter- 
mination shall  be  effective  only  if  an- 
nounced on  or  before  November  15  of  the 
then  current  fiscal  year. 

(4)  The  provisions  hereof  shall,  in  any 
event,  terminate  whenever  the  provisions 
of  the  act  authorizing  them  cease  to  be 
in  effect. 

(c)  Proceedings  after  termination. 
(1)  Upon  the  termination  of  the  pro- 
visions hereof,  the  then  functioning 
members  of  the  committee  shall  continue 
as  trustees,  for  the  purpose  of  liquidating 
the  affairs  of  the  committee,  of  all  the 
funds  and  property  then  in  the  possession 
of  or  under  control  of  the  committee,  in- 
cluding claims  for  any  funds  unpaid  or 
property  not  delivered  at  the  time  of 
such  termination.  Action  by  said  trus- 
teeship shall  require  the  concurrence  of 
a  majority  of  the  said  trustees. 

(2)  The  said  trustees  shall  continue 
in  such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  property  on  hand,  to- 
gether with  all  books  and  records  of  the 
committee  and  of  the  trustees,  to  such 
person  as  the  Secretary  may  direct;  and 
shall  upon  request  of  the  Secretary,  ex- 
ecute such  assignments  or  other  instru- 
ments necessary  or  appropriate  to  vest 
in  such  person  full  title  and  right  to  all 
of  the  funds,  property,  and  claims  vested 
in  the  committee  or  the  trustees  pur- 
suant thereto. 

<3)  Any  person  to  whqm  funds,  prop- 
erty, or  claims  have  been  transferred  or 
delivered  by  the  committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  impo.sed 
upon  the  members  of  the  committee  and 
upon  the  said  trustees. 

§  990.10  Effect  of  termination  or 
amendments.  Unless  otherwise  expressly 
provided  by  the  Secretary,  the  termina- 
tion hereof  or  of  any  regulation  issued 
pursuant  hereto,  or  the  Issuance  of  any 
amendments  to  either  thereof,  shall  not 

(a)  affect  or  waive  any  right,  duty,  obli- 
gation, or  liability  which  shall  have 
ari.sen  or  which  may  thereafter  arise  In 
connection  with  any  provision  hereof 
or  any  regulation  is.sued  hereunder,  or 

(b)  release  or  extinguish  any  violation 
hereof  or  of  any  regulation  Lssued  here- 
under, or  <c)  affect  or  Impair  any  rights 
or  remedies  of  the  Secretary  or  of  any 
other  person  with  resF>ect  to  any  such 
violation. 

5  990.11  Duration  of  immunities. 
The  benefits,  privileges,  and  Immunities 
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conferred  upon  any  person  by  virtue 
hereof  shall  cease  upon  the  termination 
hereof,  except  with  respect  to  acts  done 
under  and  during  the  existence  hereof. 

§  990.12  Agents.  The  Secretary  may, 
by  designation  In  writing,  name  any 
person,  including  any  officer  or  employee 
of  the  Government,  or  name  any  bu- 
reau or  division  in  the  United  States  De- 
partment of  Agriculture  to  act  as  his 
agent  or  representative  In  connection 
with  any  of  the  provisions  hereof. 

8  990.13  Derogation.  Nothing  con- 
tained herein  is.  or  shall  be  construed 
to  be,  in  derogation  or  in  modification 
of  the  rights  of  the  Secretary  or  of  the 
United  States  to  exercise  any  powers 
granted  by  the  act  or  otherwise,  or.  In 
accordance  with  such  powers,  to  act  in 
the  premises  whenever  such  action  is 
deemed  advisable. 

§  990.14  Personal  liability.  No  mem- 
ber or  alternate  of  the  committee,  nor 
any  employee  or  agent  thereof,  shall  be 
held  personally  responsible,  either  in- 
dividually or  jointly  with  others,  in  any 
way  whatsoever,  to  any  handler  or  to 
any  person  for  errors  in  Judgment,  mis- 
takes, or  other  acts,  either  of  commis- 
sion or  omission,  as  such  member,  alter- 
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nate,  or  employee,  except  for  acts  of 
dishonesty. 

§  990.15  Separability.  If  any  provi- 
sion hereof  is  declared  Invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  Is  held  Invalid,  the 
validity  of  the  remainder  hereof,  or  the 
applicability  thereof  to  any  other  per- 
son, circumstance,  or  thing,  shall  not  be 
affected  thereby, 

§  9S0.16  Amendments.  Amendments 
hereto  may  be  proposed,  from  time  to 
time,  by  the  committee  or  by  the  Secre- 
tary. 

5  9S0.17  Counterparts.  This  agree- 
ment may  be  executed  in  multiple  coun- 
terparts and  when  one  counterpart  is 
signed  by  the  Secretary,  all  such  coun- 
terparts shall  constitute,  when  taken 
together,  one  and  the  same  instrument 
as  if  all  signatures  were  contained  in 
one  original.' 

§990.18  Additional  parties.  After  the 
effective  date  hereof,  any  handler  who 
has  not  previously  executed  this  agree- 
ment may  become  a  party  hereto  if  a 
counterpart  hereof  Is  executed  by  him 
and  delivered  to  the  Secretary.  This 
agreement  shall  take  effect  as  to  such 


new  contracting  party  at  the  time  such 
counterpart  is  delivered  to  the  Secretary, 
and  the  benefits,  privileges,  and  immuni- 
ties conferred  by  this  agreement  shall 
then  be  effective  as  to  such  new  contract- 
ing party.' 

§  990.19  Order  with  marketing  agree- 
ment. Each  signatory  handler  favors 
and  approves  the  issuance  of  an  order, 
by  the  Secretary,  regulating  the  handling 
of  potatoes  in  the  same  manner  as  is 
provided  for  in  this  agreement,  and  each 
signatory  handler  hereby  requests  the 
Secretary  to  issue,  pursuant  to  the  act. 
such  an  order.' 

S  990.20  Effective  date.  This  market- 
ing agreement  shall  become  effective 
upon  the  execution  of  a  counterpart  by 
the  Secretary  of  Agriculture  in  accord- 
ance with  ?  900  14  (a)  of  the  rules  of 
practice  and  procedure  effective  under 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended.' 

Done  at  Washington.  D.  C.  this  26th 
day  of  April  1949. 

[seal]  John  I.  Thompson. 

Assistant  Administrator. 

IF.    R.    Doc.    49^3353:    Piled.    Apr.    28,    1949; 
8:51  a  ml 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  851  et  al.] 

Hawahan  Airlines.  Ltd.;  Reopento 
Hawaiian  Case 

NOTICE  OF  postponement  OF  HEARING 

In  the  matter  of  the  application  of 
Hawaiian  Airlines.  Ltd.,  and  other  appli- 
cations for  certificates  of  public  conven- 
ience and  nece.ssity  under  section  401  of 
the  Civil  Aeronautics  Act  of  1938.  as 
amended,  and  application  for  approval 
of  control  under  section  408  of  the  Civil 
Aeronautics  Act  of  1938,  as  amended, 
known  as  the  Hawaiian  Case. 

Notice  Is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as  amend- 
ed, that  hearing  in  the  above-entitled 
proceeding,  now  a.ssigned  to  be  held  on 
May  2, 1949,  is  postponed  to  May  16, 1949. 
at  10;00  a.  m.  (e.  d.  s.  t.),  in  Room  1011, 
Temporary  Building  No.  5,  Sixteenth 
Street  and  Constitution  Avenue  NW., 
Washington.  D.  C,  before  Examiner 
Ralph  L.  Wi.'^er, 

Dated  at  Washington,  D.  C,  April  25, 
1949. 
By  the  Civil  Aeronautics  Board. 

[sEALl  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49-3350:    Piled.    Apr.    28,    1949; 
8:49  a.  m.J 


[Docket  No.  32971 

Delta  Air  Lines,  Inc. 

NOTICE  or  hearing 

In  the  matter  of  the  application,  as 
emended,  of  Delta  Air  Lines.  Inc..  under 
section  401  (h)  of  the  Civil  Aeronautics 


NOTICES 

Act  of  1938,  as  amended,  for  an  amend- 
ment of  its  certificate  for  route  No.  54,  so 
as  to  authorize  that  Chattanooga,  Tenn.. 
be  an  intermediate  point  between  the  In- 
termediate points  of  Knoxville,  Tenn., 
and  Atlanta,  Ga. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  particularly  sections  401  and 
1001  of  said  act,  that  the  above-entitled 
proceeding  is  assigned  for  hearing  on 
Tuesday,  May  3, 1949.  at  10:00  a.  m.  (e.  d. 
St.).  in  Room  2015,  Temporary  Building 
No.  5,  Sixteenth  Street  and  Constitution 
Avenue  NW.,  Washington,  D.  C,  before 
Ex-^miner  Walter  W.  Bryan. 

Without  limiting  the  scope  of  the  issues 
presented  by  the  parties  in  this  proceed- 
ing, particular  attention  will  be  directed 
to  the  question  of  whether  the  public  con- 
venience and  necessity  require  the 
amendment  of  the  certificate  of  Delta  Air 
Lines.  Inc..  authorizing  it  to  serve  both 
Chattanooga  and  Knoxville.  Tenn..  on 
the  same  schedule. 

Notice  is  further  given  that  any  person 
desiring  to  be  heard  in  opposition  to  the 
above  application  must  file  with  the 
Board  on  or  before  May  3.  1949.  a  state- 
ment setting  forth  the  issues  of  fact  or 
law  which  he  desires  to  controvert. 

For  further  details  of  the  service  pro- 
posed and  the  amendment  requested,  in- 
terested parties  are  referred  to  the  appli- 
cation on  file  with  the  Civil  Aeronautics 
Board. 

Dated  at  Washington,  D.  C,  April  26. 
1949. 

By  the  Civil  Aeronautics  Board. 

fsEALl  M.  C.  Mulligan, 

Secretary. 

(P.   R.   Doc,   49-3362;    Piled,   Apr.    28,    1949; 
8:49  a.  m.] 


I  Docket  No    3623] 
S.  S.  W.,  Inc.;  Service  to  Lake  Tahoe 

NOTICE   OF   HEARING 

In  the  matter  of  the  application  of 
S.  S.  W.,  Inc..  for  a  permanent  or  an  ex- 
perimental temporary  (for  a  minimum 
period  of  5  years)  certificate  of  public 
convenience  and  necessity  and  or  a  per- 
manent exemption  order  authorizing 
scheduled  and  nonscheduled  air  trans- 
portation of  persons  and  property  be- 
tween the  coterminal  points  Concord  and 
Oakland.  California  and  the  terminal 
point  Minden.  Nevada. 

Notice  Is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amended, 
particularly  sections  401  and  1001  of  said 
act.  that  a  hearing  in  the  above-entitled 
proceeding  is  a.«;signed  to  be  held  on  May 
17.  1949.  at  10:00  a.  m.,  e.  d.  s.  t..  In  Room 
2015,  Temporary  Building  No.  5,  Six- 
teenth Street  and  Constitution  Avenue 
NW.,  Wa.<;hington,  D.  C.  before  Examiner 
Barron  Fred  ricks. 

Without  limiting  the  scope  of  the  Is- 
sues presented  by  the  parties  to  this  pro- 
ceeding, particular  attention  will  be  di- 
rected to  the  following  matters  and 
questions: 

1.  Whether  the  air  transportation  pro- 
posed by  the  application  is  required,  in 
whole  or  In  part,  by  the  public  conven- 
ience and  necessity. 

2.  Whether  the  applicant  is  a  citizen 
of  the  United  States  and  is  fit.  willing  and 
able  to  perform  the  service  proposed  and 
to  conform  to  the  provisions  of  the  act 
and  the  rules,  regulations  and  require- 
ments of  the  Board  promulgated  there- 
under. 


Friday,  April  29,  1949 

For  further  details  of  the  service  pro- 
posed and  authorization  requested  inter- 
ested parties  are  referred  to  the  applica- 
tion, the  amended  application  and  the 
prehearing  conference  report  served 
March  8,  1949,  all  of  which  are  on  file 
with  the  Docket  Section  of  the  Civil  Aero, 
nautlcs  Board. 

Notice  is  further  given  that  any  i>er- 
son,  other  than  the  parties  of  record, 
desiring  to  be  heard  In  this  proceeding 
shall  file  with  the  Board  on  or  before 
May  17,  1949  a  statement  setting  forth 
the  issues  of  fact  and  law  raised  by  this 
proceeding  which  he  desires  to  contro- 
vert. Any  such  person  may  appear  and 
participate  In  tlie  hearing  in  accordance 
with  §  285.6  (a)  of  the  Economic  Regula- 
tions under  Title  IV  of  the  Civil  Aero- 
nautics Act  of  1938,  £is  amended. 

Eteted  at  Washington.  D.  C,  April  26, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

IF.   R.    Doc.    49-3351:    Filed,    Apr.   28.    1949; 
8:49  a.m.] 


FEDERAL   POWER   COMMISSION 

(Docket  No.  ID- 11 12 1 

F.  H.  Van  Allen 

notice  of  order  dismissing  application 

April  26.  1949. 

Notice  Is  hereby  given  that,  on  April  22. 
1949,  the  Federal  Power  Commission  i.s- 
sued  its  order  entered  April  20.  1949,  in 
the  above-designated  matter,  dismissing 
application  under  section  305  (b)  of  the 
Federal  Power  Act. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

|F     R     Doc.    49-3343;    Filed,    Apr.    28.    1949; 
8:47  a.m. I 


[Project  No.  10801 
HooK-AsTON  Milling  Co. 

NOTICE  OF  order  AUTHORIZING  ISSUANCE  OF 

annual  license   (minor) 

April  26.  1949. 

In  the  matter  of  George  H.  Wilking, 
doing  business  as  The  Hook -Aston  Mill- 
ing Company;  Project  No.  1080. 

Notice  is  hereby  given  that,  on  April 
22,  1949,  the  Federal  Power  Commission 
is-vued  its  order  entered  April  20,  1949, 
authorizing  is.suance  of  annual  license 
(minor)  In  the  above-designated  matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

IP.    R.    Doc.    49-3344:    Piled.    Apr.    28,    1949: 
8:48  a.  m.| 


"  Applicable  only  to  the  proposed  marketing 
agreement. 


(Project  No.  1512) 

Cordelia  Schrode  Spencer  et  al. 

notice  of  order  approving  transfer  of 
license  (minor) 

April  26.  1949. 

In  the  matter  of  Cordelia  Schrode 
Spencer  and  John  Dewey  King  and  Lesta 
H.  King;  Project  No.  1512. 


FEDERAL  REGISTER 

Notice  Is  hereby  given  that,  on  April 
22,  1949.  the  Federal  Power  Commission 
Issued  Its  order  entered  April  22,  1949, 
approving  transfer  of  license  (minor) 
from  Cordelia  Schrode  Spencer  to  John 
Dewey  King  and  Lesta  H.  King. 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[F.   R.   Doc.   49-3345:    Piled,   Apr,   28,    1949; 
8:48  a.  m.] 


(Docket  No.  0-4461 

United  Natural  Gas  Co. 

notice  of  application 

April  25,  1949. 

Notice  is  hereby  given  that  on  April  8, 
1949,  United  Natural  Gas  Company  (Ap- 
plicant), a  Pennsylvania  corpwration 
having  its  principal  place  of  busine.ss  at 
Oil  City.  Pennsylvania,  filed  an  applica- 
tion with  the  Federal  Power  Commission 
pursuant  to  section  7  (c)  of  the  Natural 
Gas  Act,  as  amended,  authorizing  the 
continued  operation  of  an  existing  8- 
inch  natural-gas  transmission  pipe  line 
approximately  sixty-six  feet  In  length 
connecting  Applicant's  Line  C  with  a  12- 
inch  natural-gas  pipe  line  of  New  York 
State  Natural  Gas  Corporation  in  Lime- 
stone Township,  Clarion  County,  Penn- 
sylvania. 

Applicant  states  that  the  said  facilities 
have  replaced  ninety-four  feet  of  4-inch 
pipe  line  connecting  Applicant's  facilities 
with  those  of  New  York  State  Natural 
Gas  Corporation  which  were  installed 
pursuant  to  temporary  authorization 
granted  by  the  Commission  on  February 
15,  1943.  The  present  application  is 
made  for  the  purpose  of  obtaining  a  per- 
manent certificate  of  public  convenience 
and  necessity  for  the  continued  opera- 
tion of  said  connecting  pipe  line  facili- 
ties. Applicant  states  that  said  facili- 
ties have  been  and  are  now  operated  in 
connection  with  the  delivery  of  natural 
gas  to  Applicant  by  New  York  State  Nat- 
ural Gas  Corporation  under  an  agree- 
ment entered  into  on  March  6,  1946. 

The  total  cost  to  Applicant  of  the 
facilities  for  which  a  certificate  is  sought 
was  $885.23  consisting  of  $404.17  for  the 
4-inch  pipe  line  installation  and  $481.06 
for  the  change  from  4-inch  to  8-inch 
pipe. 

Any  Interested  State  commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  United  Natural  Gas 
Company  is  on  file  with  the  Commission 
and  is  open  to  public  inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission.  Washington  25,  D.  C,  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
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test.  Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or  1.10. 
whichever  Is  applicable,  of  the  rules  of 
practice  and  procedure  (as  amended  on 
June  16,  1947). 


[SEAL] 


Leon  M.  Fuquay, 

Secretary. 


[P.   R.    Doc.    49-3346:    Piled,    Apr.    28,    1949; 
8:48  a.  m.l 


(Docket  No.  0-1177] 

El  Paso  Natural  Gas  Co. 

notice  of  amended  application 

April  22,  194l». 
Notice  is  hereby  given  that  on  April  15, 
1949,  an  amended  application  was  filed 
with  the  Federal  Power  Commission  by 
El  Paso  Natural  Gas  Company,  a  Dela- 
ware corpwration  with  its  princip>al  place 
of  business  at  El  Paso,  Texas,  for  a  certi- 
ficate of  public  convenience  and  necessity 
pursuant  to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  the  trans- 
portation of  natural  gas  from  the  San 
Juan  Basin  in  northwest  New  Mexico, 
southwest  Colorado,  southeast  Utah  and 
northeast  Arizona,  to  the  Arizona-Cali- 
fornia boundary  and  to  the  cities  of  Win- 
slow.  Flagstaff.  Williams.  Seligman,  Pres- 
cott  and  Kingman,  Arizona;  the  sale  of 
such  gas  to  Pacific  Gas  and  Electric 
Company  at  the  Arizona-California 
boundary  and  to  distributing  companies 
at  the  six  Arizona  cities;  and  the  con- 
struction and  operation  of  facilities  for 
such  transpwrtation  as  follows; 

(a)  A  24-inch  transmission  pipe  line 
approximately  451  miles  in  length,  be- 
ginning at  a  point  in  the  Barker  Dome 
Field,  in  San  Juan  County,  New  Mexico, 
and  running  thence  in  a  .southerly  and 
westerly  direction  to  a  point  near  the 
A.  T.  ii  S.  F.  Railway  Company's  station 
of  Pranconia,  said  point  being  approxi- 
mately 17  miles  east  of  the  Cali- 
fornia-Arizona boundary,  near  Topcock, 
Arizona. 

(b)  A  10^4 -Inch  feeder  pipe  line,  ap- 
proximately 52.5  miles  in  length,  from  a 
point  in  the  Boundary  Butte  Field,  in 
San  Juan  County,  Utah;  thence  easterly 
to  a  connecting  point  with  the  24-inch 
transmission  pipe  line  described  under 
(a)  above,  in  the  Barker  Dome  Field,  San 
Juan  County.  New  Mexico. 

(c)  A  14-inch  feeder  pipe  line,  approx- 
imately 43  miles  in  length  from  a  pwint  in 
the  Blanco  Field,  located  in  the  north- 
eastern portion  of  San  Juan  County.  New 
Mexico;  thence  in  a  westerly  direction  to 
a  point  of  connection  with  the  24-inch 
transmission  pipe  line  described  under 
(a )  above,  in  the  Barker  Dome  Field.  San 
Juan  County,  New  Mexico. 

(d)  Necessary  gathering  pipe  lines  of 
miscellaneous  diameters  for  the  purpose 
of  transporting  gas  to  Applicant's  pro- 
po.sed  plant  facilities  in  the  Blanco  Field. 

(e)  Construct  and  place  in  operation 
a  4 ''2 -inch  transmission  branch  line,  ap- 
proximately 51.5  miles  in  length,  from  a 
point  on  Applicant's  proposed  24-inch 
main  transmission  line,  approximately  60 
miles  we.st  of  Applicant's  proposed  mam 
line  compressor  station,  to  the  city  of 
Winslow,  Navajo  County,  Arizona. 
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(f)  Construct  and  place  In  operation  a 
4''i-inch  transmission  branch  line,  ap- 
proximately 30  miles  in  length,  from  a 
point  on  Applicant's  proposed  24-lnch 
main  transmission  line,  approximately 
106  miles  west  of  Applicant's  proposed 
main  line  compressor  station,  to  the  city 
of  Flagstaff,  Coconino  County,  Arizona. 

<g)  Construct  and  place  in  operation 
a  3 '2-inch  transmission  branch  line, 
approximately  18  miles  in  length,  from  a 
point  on  Applicant's  proposed  24-inch 
main  transmission  line,  approximately 
143  miles  west  of  Applicant's  proposed 
main  line  compressor  station,  to  the  city 
of  Williams,  Coconino  County,  Arizona. 
(h>  Construct  and  place  in  operation 
a  6^8-inch  transmission  branch  line,  ap- 
proximately 69  miles  in  length,  from  a 
point  on  Applicant's  proposed  24-inch 
main  line,  approximately  190  miles  west 
of  Applicant's  proposed  main  line  com- 
pressor station,  to  the  city  of  Prescott, 
Yavapai  County,  Arizona. 

(1)  Construct  and  place  in  operation 
a  SVa-inch  transmission  branch  line,  ap- 
proximately 0.2  mile  in  length  from  a 
point  on  Applicant's  proposed  6%-inch 
transmission  branch  line  to  Prescott, 
Arizona,  near  Applicant's  proposed  24- 
lnch  main  line,  to  the  city  of  Seligman, 
Yavapai  County,  Arizona. 

(J)  Construct  and  place  in  operation  a 
3V2-lnch  transmission  branch  line,  ap- 
proximately 6  miles  in  length,  from  a 
point  on  Applicant's  proposed  24-inch 
main  line  approximately  30  miles  east  of 
the  24-lnch  main  line  terminus,  at  a  point 
near  the  A.  T.  &  S.  F.  Railway  Company's 
station  of  Pranconia,  to  the  city  of  King- 
man. Mohave  County,  Arizona. 

(k)  A  compressor  station  with  2640 
horsepower,  together  with  the  necessary 
structures  and  equipment  for  the  opera- 
tion of  same,  located  in  the  Blanco  Field. 
In  the  northeastern  portion  of  San  Juan 
County.  New  Mexico,  which  station  will 
have  a  capacity  of  approximately  35.000,- 
000  cubic  feet  of  gas  per  day  output. 

(1)  A  natural  gasoline  extraction  plant 
located  at  the  site  of  the  compressor  sta- 
tion referred  to  under  ik)  above,  with  a 
capacity  to  process  a  net  of  36.150.000 
cubic  feet  of  gas  per  day. 

(m)  A  gas  dehydration  plant  located 
at  the  site  of  the  compressor  station  re- 
ferred to  under  (k>  above,  with  a  capac- 
ity of  35.000,000  cubic  feet  of  gas  per  day. 

( n  >  Drill  and  equip  twenty  gas  wells  in 
the  Blanco  Field.  In  San  Juan  County. 
New  Mexico,  for  the  purpose  of  supplying 
64.29  percent  of  the  total  gas  required  by 
the  Blanco  natural  gasoline  extraction 
plant  referred  to  under  (1)  above. 

<o>  Cost  of  obtaining  gas  leases  and 
fee  lands  in  the  Blanco  Field.  San  Juan 
County,  New  Mexico. 

(p)  A  main  line  compressor  station 
with  5.000  horsepower,  together  with  the 
necessary  structures  and  equipment  for 
the  operation  of  the  same  located  approx- 
imately 282  miles  from  the  Junction  point 
of  the  24-inch  transmission  line  with  the 
30-inch  transmission  and  26-inch  cross- 
over line. 

Applicant  proposes  to  deliver  daily 
150.000.000  cubic  feet  of  natural  gas  at 
the  Arizona-California  boundary:  2,870,- 
000  cubic  feet  to  Winslow;  840.000  cubic 
feet  to  Williams:  2.940.000  cubic  feet  to 
FlagstafT;  210,000  cubic  feet  to  Seligman; 
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6,460,000  cubic  feet  to  Prescott  and 
1,680.000  cubic  feet  to  Kingman.  Con- 
struction of  the  facilities  is  contemplated 
to  start  as  soon  as  a  certificate  is  Issued 
and  to  complete  such  construction  so 
that  gas  may  be  delivered  not  later  than 
January  1,  1951. 

The  total  capital  cost  of  the  facilities  to 
be  installed  are  estimated  at  $32,000,000, 
and  to  be  financed  by  the  sale  of  3'*  per- 
cent bonds  in  amount  of  $2ft.300.000  and 
by  $10,700,000  from  company  funds. 

Applicant  states  that  the  known  re- 
serves of  natural  gas  in  the  State  of  Cali- 
fornia are  diminishing  from  year  to  year 
and  gradually  becoming  exhausted,  and 
unless  natural  gas  is  transported  into  the 
bay  area  of  that  state  it  will  be  neces.sary. 
In  many  Instances,  to  substitute  higher 
priced  fuels  for  natural  gas. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  con- 
current hearing,  together  with  reasons 
for  such  request. 

The  application  of  El  Paso  Natural  Gas 
Company  is  on  file  with  the  Commission 
and  open  to  public  inspection.  Any  per- 
son desiring  to  be  heard  or  to  make  any 
protest  with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission, Washington  25,  D.  C.  not  later 
than  15  days  from  the  date  of  publication 
of  this  notice  in  the  Federal  Register. 
a  petition  to  Intervene  or  protest.  Such 
I>etition  or  protest  shall  conform  to  the 
requirements  of  §§  1.8  or  1.10.  whichever 
is  applicable,  of  the  Commission's  rules 
of  practice  and  procedure. 


[SKAL] 


Leon  M.  Fuquay. 

Secretary. 


|P.   R.   Doc.    49-3313:    Piled,   Apr.   28,    1949; 
8:47  a.  m.  I 


[Docket  No.  0-1195] 

Pacific  Gas  and  Electric  Co. 

MOTiCK  or  application 

April  25,  1949. 

Notice  is  hereby  given  that  on  April  15, 
1949.  an  application  was  filed  with  the 
Federal  Power  Commission  by  Pacific 
Gas  and  Electric  Company,  a  California 
corporation  with  its  principal  place  of 
business  at  San  Francisco.  California,  for 
a  certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  to  In- 
crease Applicant's  authorization  to 
transport  gas  through  the  Topook-Mil- 
pitas  pipeline,  authorized  by  a  certificate 
issued  by  the  Commission  on  March  1. 
1949.  from  250  million  cubic  feet  of 
natural  gas  per  day  to  400  million  cubic 
feet  per  day  and  authorizing  the  neces- 
sary additional  compressor  facilities  to 
transport  such  additional  volume. 

Applicant  states  that  at  the  hearing 
on  the  certificate  issued  on  March  1. 
1949.  the  then  requested  authorization 
to  transport  400  million  cubic  feet  of 


natural  gas  per  day  was  reduced  to  250 
million  cubic  feet  because  of  the  status 
proceeding  then  pending  before  the 
Commission  relating  to  the  proposed 
pipeline  from  the  San  Juan  Basin  area. 
Further,  that  the  record  in  the  prior 
proceeding  contains  full  and  complete 
evidence  with  respect  to  Applicant's  need 
for  an  additional  150  million  cubic  feet 
of  gas  per  day.  the  economic,  engineering 
and  cost  data  relating  to  the  necessary 
additional  compressor  facilities  and  the 
contract  under  which  the  entire  400  mil- 
lion cubic  feet  of  natural  gas  per  day 
would  be  delivered  to  Applicant  by 
El  Paso  Natural  Gas  Company. 

Any  interested  State  commission  Is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  S  1  37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  In- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Pacific  Gas  and 
Electric  Company  is  on  file  with  the  Com- 
mission, and  is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25,  D.  C, 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§18  or  1.10 
whichever  Is  applicable,  of  the  rules  of 
practice  and  procedure  (as  amended  on 
June  16.  1947). 


(SEAL] 


Leon  M.  Fuquay, 
Secretary. 


IP.   R.   Doc.   49-3393:    Piled.   Apr.    38,    1948: 
8:46  a.  m] 


FEDERAL  TRADE  COMMISSION 

(Pile  No.  21-4171 
Clinical  THERMomrER  Industry 

NOTICE  or  HOLDING  FURTHER  SESSION  OF 
TRADE  PRACTICE  CONFERENCE 

At  a  regular  session  of  the  Federal 
Trade  Commi-ssion  held  at  Its  oflBce  in  the 
city  of  Washington,  D.  C.  on  the  13th 
day  of  April  1949. 

In  accordance  with  action  taken  at  the 
industry's  trade  practice  conference  held 
in  New  York  City  on  March  24.  1949.  no- 
tice is  hereby  given  that  a  second  session 
of  such  conference  will  convene  in  the 
Florentine  Room  of  the  Hotel  Lexington, 
Lexington  Avenue  and  Forty-eighth 
Street,  New  York  City,  on  May  24.  1949. 
commencing  at  10  a.  m..  d.  s.  t. 

All  persons  or  concerns  engaged  in  the 
manufacturer,  sale,  or  distribution  of  the 
products  of  this  industry,  namely,  clini- 
cal thermometers  (oftentimes  referred  to 
as  "fever"  thermometers)  used  for  de- 
termining the  temperature  of  human  be- 
ings or  of  animals,  are  cordially  invited 
as  members  of  the  industry  to  attend  or 
be  repre.^ented  at  this  further  conference 
and  to  take  part  in  the  proceedings. 


Friday,  April  29,  1949 

The  conference  and  sub.scquent  pro- 
ceedings in  the  matter  will  be  directed 
to  the  eventual  establishment  and  pro- 
mulgation by  the  Commission  of  trade 
practice  rules  for  the  industry  under 
which  unfair  methods  of  competition, 
unfair  or  deceptive  acts  of  practices,  and 
other  trade  abuses,  may  be  eliminated 
and  prevented. 

By  direction  of  the  Commission. 

I  SEAL]  D.  C.  Daniel, 

Secretary. 

|F.    R.    Doc.    49-3338:    Piled.    Apr.    28,    1949; 
8:53  a.  m. I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

IFlle  No.  7-1094] 

MiNNEAPOLlS-MOLINE  CO. 

OROER   GRANTING    APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflBce  in  the  City  of  Washington,  D.  C,  on 
the  25th  day  of  April  A.  D.  1949. 

The  Philadelphia-Baltimore  Stock  Ex- 
change has  made  application  under  Rule 
X-12P-2  (b>  for  a  determination  that 
the  $1.00  Par  Value  Common  Shares  of 
Minneapolis-Moline  Company,  a  Minne- 
sota corporation,  are  substantially  equiv- 
alent to  the  $1.00  Par  Value  Common 
Stock  of  Minneapolis-Moline  Power 
Implement  Company,  a  Delaware 
corporation  which  on  February  21,  1949 
was  merged  into  its  former  wholly-owned 
subsidiary,  the  Minneap>olis-Moline  Com- 
pany, a  Minnesota  corporation,  as  the 
surviving  corporation.  The  $1.00  Par 
Value  Common  Stock  of  Minneapolis- 
Moline  Power  Implement  Company  was 
admitted  to  unlisted  trading  privileges  on 
the  Philadelphia-Baltimore  Stock  Ex- 
change. 

The  Commis.sion  having  duly  con- 
sidered the  matter,  and  having  due  re- 
gard for  the  public  interest  and  the 
protection  of  investors; 

It  is  ordered.  Pursuant  to  sections  12 
(f»  and  23  (a)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  X-12F-2  (b)  there- 
under, that  the  Common  Shares,  $1.00 
Par  Value,  of  Minneapolis-Moline  Com- 
pany, a  Minnesota  corporation,  are  sub- 
stantially equivalent  to  the  Common 
Stock,  $1.00  Par  Value,  of  Minneapolis- 
Moline  Power  Implement  Company,  a 
Delaware  corporation,  which  heretofore 
has  been  admitted  to  unlisted  trading 
privileges  on  the  Philadelphia-Baltimore 
Stock  Exchange. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-3312:    Piled.   Apr.    28,    1949; 
8:46  a.  m.| 


[Pile  No.  70-20991 

United  Corp. 

order  permitting  declaration  to  become 
effective 

At  a  regular  session  of  the  Securities 
ivnd  Exchange  Commission,  held  at  its 
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oflBce  In  the  city  of  Washington.  D.  C, 
on  the  22d  day  of  April  1949. 

The  United  Corporation  ('United"),  a 
registered  holding  company,  having  filed 
a  declaration  pursuant  to  section  7  of 
the  Public  Utility  Holding  Company  Act 
of  1935.  regarding  the  issue  and  sale  of 
$4,000,000  principal  amount  of  one  year 
214^1  notes  in  equal  amounts  to  Bankers 
Trust  Company,  Chemical  Bank  &  Trust 
Company,  the  First  National  Bank  of  the 
City  of  New  York  and  the  National  City 
Bank  of  New  York,  the  proceeds  from 
the  sale  of  such  notes  to  be  used  by  United 
to  cover  cash  payments  under  its  plan 
for  retirement  for  its  $3  cumulative  pre- 
ferred stock,  and  to  replenish  working 
capital  and  said  declaration  stating  that 
it  is  the  intention  of  United  to  repay  the 
proposed  loan  from  cash  funds  accumu- 
lated during  the  period  of  the  loan  pri- 
marily through  the  orderly  disposition  of 
certain  of  United's  portfolio  securities; 
and 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated,  pursuant  to 
said  act.  and  the  Commission  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  declaration  within  the  pe- 
riod specified  in  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  rules  thereunder  ate  satis- 
fied, and  deeming  it  appropriate  In  the 
public  interest  and  In  the  interest  of  In- 
vestors and  consumers  that  said  declara- 
tion be  permitted  to  become  effective: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
declaration  be,  and  the  same  hereby  is, 
permitted  to  become  effective. 

By  the  Commission. 

fsEAL]  Orval  L.  DuBois. 

Secretary. 

[P.   R.    Doc.   49-3295:    Plied,    Apr.   28.    1949: 
8:46a.m.] 


[File  No.  70-2114) 


Columbia  Gas  System.  Inc.,  and  Ohio 
Fuel  Gas  Co. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  25th  day  of  April  1949, 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
the  Columbia  Gas  System.  Inc.  ("Colum- 
bia"), a  registered  holding  company,  and 
its  subsidiary,  the  Ohio  Fuel  Gas  Com- 
pany ("Ohio").  Applicants-declarants 
have  designated  section  6  (b)  9,  10  and 
12  of  the  act  as  applicable  to  the  proposed 
transaction. 

Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  May  19. 
1949.  at  5:30  p.  m..  e.  d.  s.  t,  request  the 
Commission  in  writing  that  a  hearing 
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be  held  on  such  matter,  stating  the  rea- 
sons for  such  request,  the  nature  of  his 
interest  and  the  issues  of  fact  or  law 
raised  by  said  joint  application-declara- 
tion which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed :  Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25,  D.  C.  At  any  time 
after  May  19,  1949,  said  joint  applica- 
tion-declaration, as  filed  or  as  amended, 
may  be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act,  or  the  Commission  may  exempt 
such  transaction  as  provided  in  Rules 
U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  Joint  application-declaration  which 
is  on  file  in  the  oflBces  of  this  Commission 
for  a  statement  of  the  transaction  there- 
in proposed,  which  is  summarized  as 
follows: 

Ohio  proposes  to  Issue  and  sell  to  Co- 
lumbia $6,000,000  principal  amount  of 
3V4%  Installment  Promissory  Notes. 
Such  notes  are  to  be  unsecured  and  are 
to  be  paid  in  equal  annual  Installments 
on  February  15  of  each  of  the  years  1952 
to  1976,  Inclusive.  It  Is  stated  that  the 
proceeds  to  be  obtained  through  the  is- 
sue and  sale  of  the  notes  will  be  utilized 
by  Ohio  In  connection  with  its  construc- 
tion and  gas  storage  program,  which  pro- 
gram. It  Is  estimated,  will  require  ap- 
proximately $6,000,000  of  additional  fi- 
nancing during  1949,  which  additional 
financing  will  be  the  subject  of  future 
filings  with  this  Commission. 

The  proposed  Issue  and  sale  of  notes 
has  been  submitted  to  the  Public  Utility 
Commission  of  Ohio  for  Its  approval. 

Applicants-declarants  have  requested 
that  the  Commission's  order  granting 
and  permitting  the  joint  application- 
declaration  to  t)ecome  effective  be  is- 
sued as  soon  &s  possible  and  that  it  be- 
come eflfectlve  forthwith. 

By  the  Commission. 

r  SEAL  ]  Orval  L.  DuBois  . 

Secretary. 

|P.    R.    Etoc.    49-3311;    Piled.    Apr.   28.    1949; 
8:46  a.  m.l 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORrrr:  40  SUt.  411.  55  Stat.  839.  Pub. 
Lawa  322,  671,  79th  Cbng.,  60  Btat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616,  E.  O.  9193, 
July  6,  1942,  3  CPR,  Cum.  Supp.,  E.  O.  9567. 
June  8.  1945,  3  CTR,  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946.  11  P.  R.  11981. 

(Vesting  Order  13143) 
Richard  Griesser 

In  re:  Rstate  of  Richard  Griesser,  de- 
ceased. File  No.  D-28-12507;  E.  T.  sec. 
16716. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Anna  Marl  Menker,  whose  last 
known  address  is  Germany,  is  a  rtsident 
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of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Richard  Griesser.  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) : 

3.  That  such  property  is  in  the  process 
of  administration  by  John  T.  Dempsey. 
as  adminLstrator  d.  b.  n.,  w.  w.  a.,  acting 
under  the  judicial  supervision  of  the 
Probate  Court  of  Cook  County.  Illinois; 

and  It  Is  hereby  determined : 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof,  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13.  1949. 


NOTICES 

For  the  Attorney  General. 

[SEAL]  David  L.  BAznoN, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   4&-3348;    Filed,   Apr.   28.    1949; 
8:48  a.  m.) 


(Vesting  Order  13152J 

Elizabeth  Rosencartzn  and  Henry  M. 
Johnson 

In  re:  Trust  under  agreement  between 
Elizabeth  Rosengarten,  trustor,  and 
Henry  M.  John.son.  as  trustee,  dated  Oc- 
tober 31,  1939.  Pile  No.  D-28-10581- 
G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Hermina  Rosengarten  and 
Elizabeth  Rosengarten,  whose  last  known 
address  Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them.  In  and 
to  and  arising  out  of  or  under  that  cer- 
tain trust  agreement  between  Elizabeth 
Rosengarten,  Trustor,  and  Henry  M. 
Johnson.  Trustee,  dated  October  31,  1939. 
presently  being  administered  by  Henry 
M.  Johnson,  as  Trustee,  LouLsvIUe  Trust 
Building.  Louisville,  Kentucky, 


Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  above 
named  persons  are  not  within  a  desig- 
nated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-3340;    Filed.    Apr.    28.    1949; 
8:49  a.  m.j 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10054 

Modifying  Executive  Order  No.  9721,' 
Providing  tor  the  Transfer  of  Per- 
sonnel TO  Certain  Pdbuc  Interna- 
tional Organizations 

By  virtue  of  the  authority  vested  In  me 
by  the  Civil  Service  Act  (22  Stat.  403) 
and  section  1753  of  the  Revised  Statutes, 
and  as  President  of  the  United  States,  it 
Is  ordered  that  paragraph  3  (a)  of  Execu- 
tive Order  No.  9721  of  May  10,  1946,  pro- 
viding for  the  transfer  of  personnel  to 
public  international  organizations  In 
which  the  United  States  Government 
parUcipates,  be,  and  it  is  hereby,  modi- 
fied Ls  follows: 

The  provision  which  requires  that  serv- 
ice In  the  public  international  organiza- 
tion to  which  the  employee  is  transferred 
shall  be  terminated  within  three  years 
from  the  date  of  such  transfer  to  entitle 
the  employee  to  the  reemployment  rights 
conferred  by  the  said  paragraph  Is  modi- 
fled  so  that  Gerald  C.  Gross,  a  former  em- 
ployee of  the  Federal  Communications 
Commission  who  Is  now  employed  by  the 
International  Telecommunication  Union, 
and  to  whom  the  provisions  of  the  said 
Executive  Order  No.  9721  became  appli- 
cable pursuant  to  paragraph  4  thereof, 
shall  be  entitled  to  such  reemployment 
rights  If  his  service  with  the  said  Inter- 
national   Telecommunication    Union    Is 
terminated  without  prejudice  within  five 
years  from  the  date  of  the  beginning*  of 
his  service  with  such  Union;  provided 
that  he  complies  with  all  other  provisions 
of  the  said  Executive  order  with  respect 
to  such  reemployment. 

Harry  S.  Truman 

The  White  House. 

April  29,  1949. 

IF.    R.   Doc.    49-3467;    Filed.   Apr.    29,    1949; 
11:58  a.  m.J 

*  3  CFR,  1946  Supp. 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Market- 
ing Administrotion  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part    904— Milk    in    Greater    Boston, 
Mass.,  Marketing  Area 

ORDER,      AMENDING      ORDER,      AS      AMENDED, 
REGULATING  HANDLING  OF  MILK 

§  904.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  deter- 
minations made  In  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and 
determinations  are  hereby  ratified  and 
aflSrmed,  except  insofar  as  such  findings 
and  determinations  may  be  In  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  (hereinafter 
referred  to  as  the  "act"),  and  the  rules 
of  practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate 
marketing  agreements  and  orders  (7 
CFR.  Supps.  900.1  et  seq.) ,  a  public  hear- 
ing was  held  on  March  16  and  17,  1949 
upon  certain  proposed  amendments  to 
the  tentative  marketing  agreement  and 
to  the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Greater  Boston. 
Mas.sachusetts.  marketing  area.  Upon 
the  basis  of  the  evidence  Introduced  at 
such  hearing  and  the  record  thereof  It 
Is  found  that: 

( 1 )  The  said  order,  as  amended,  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further 
amended,  will  tend  to  efifectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 

(Contlnued  on  next  page) 
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termlned  pursuant  to  sections  2  and  8 
(e)  of  the  act  are  not  reasonable  In 
view  of  the  price  of  feeds,  available  sup- 
plies of  feeds,  and  other  economic  con- 
ditions which  affect  market  supplies  of 
and  demand  for  such  milk,  and  the  mini- 
mum prices  specified  in  the  order,  as 
amended  and  as  hereby  further  amended, 
are  such  prices  as  will  reflect  the  afore- 
said factors.  Insure  a  sufficient  quantity 
of  pure  and  wholesome  milk,  and  be  In 
the  public  interest ;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
hapdling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  Industrial  and 
commercial  activity  ."specified  in  a  mar- 
keting agreement  upon  which  hearings 
have  been  held. 

(b)  Additional  findings.  It  is  neces- 
.sary  to  make  the  pre.sent  amendment  to 
the  said  order,  as  amended,  effective  not 
later  than  May  1.  1949,  to  reflect  current 
marketing  conditions.  Any  further  de- 
lay in  the  effective  date  of  this  order, 
amending  the  said  order,  as  amended, 
will  seriously  disrupt  the  orderly  market- 
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Ing  of  milk  for  the  Greater  Boston.  Mass- 
chusetts.  marketing  area.  The  changes 
effected  by  this  order,  amending  the  or- 
der, as  amended,  do  not  require  of  per- 
sons affected  substantial  or  extensive 
preparation  prior  to  the  effective  date. 
In  view  of  the  foregong,  it  is  impractica- 
ble, unnecessary,  and  contrary  to  the 
public  Interest  to  delay  the  effective  date 
of  this  order  for  30  days  after  its  pub- 
lication (sec.  4  (c).  Administrative  Pro- 
cedure Act,  Pub.  Law  404,  79th  Cong.  60 
Stat.  237). 

(ci  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  in  processing,  distribut- 
ing or  shipping  the  milk  covered  by  this 
order,  as  amended,  and  as  hereby  further 
amended)  of  more  than  59  percent  of 
the  volume  of  milk  covered  by  this  order, 
as  amended,  and  as  hereby  further 
amended,  which  Ls  marketed  within  the 
Greater  Boston,  Massachusetts,  market- 
ing area,  refused  or  failed  to  sign  the 
propo-sed  marketing  agreement  regulat- 
ing the  handling  of  milk  in  the  Greater 
Boston.  Massachusetts,  marketing  area, 
and  it  is  hereby  further  determined  that: 

(1)  The  refusal  of  such  handlers  to 
sign  said  propo.scd  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  act; 

(2)  The  issuance  of  this  order  further 
amending  the  order,  as  amended,  is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act.  of  advancing 
the  interests  of  producers  of  milk  which 
Is  produced  for  sale  in  the  Greater  Bos- 
ton. Massachusetts,  marketing  area; 

(3)  The  issiiance  of  this  order  fui ther 
amending  the  order,  as  amended,  is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers,  who  during  the  de- 
termined representative  period  (Decem- 
ber 1948)  were  engaged  in  the  produc- 
tion of  milk  for  sale  in  the  Greater  Bos- 
ton, Massachusetts,  marketing  area. 

Order  relative  to  handling.  It  is  there- 
fore ordered  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk 
in  the  Greater  Boston,  Massachusetts, 
marketing  area  shall  be  in  conformity 
to  and  in  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  as 
follows : 

1.  In  S  904.7  (b) ,  delete  subparagraphs 
(1),  (2),  (3),  and  (4),  and  substitute 
the  following: 

(1)  Subject  to  paragraph  (d)  (3)  of 
this  section,  subtract  52.5  cents  from  the 
weighted  average  price  per  40-quart  can 
of  40  percent  bottling  quality  cream, 
f.  o.  b.  Boston,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  month  during  which  such  milk  is  re- 
ceived, divide  the  remainder  by  33.48. 
and  multiply  the  result  by  3.7. 

(2)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots,  f.  o.  b.  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for 
the  period  from  the  26th  day  of  the  pre- 
ceding month  through  the  25th  day  of 
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the  month  during  which  such  milk  Is 
received. 

2.  In  §904.7  (b),  renumber  subpara- 
graph (5)  as  (3).  and  change  the  refer- 
ence "subparagraphs  (3)  and  (4) "there- 
in to  "subparagraphs  (1)  and  (2)". 

3.  In  §  904.7  (d)  (3),  change  the  ref- 
erence "§904.9  (d)  (1)"  to  "5  904.9  (d) 
(2)". 

4.  Delete  §  C04.7  (d)    C4). 

5.  In  §  904.7  (e)  (1).  delete  the  phrase 
■'deduct  5  cents.". 

6.  Delete  §  904.7  (e)  (2)  and  sub<^^titute 
the  following: 

(2)  Divide  by  3.7  the  amount  deter- 
mined pursuant  to  paragraph  (b)  d)  of 
this  section,  and  subtract  from  the  quo- 
tient the  amount  determined  purr^uant 
to  subparagraph  (1)  of  this  paragraph. 
The  result  is  the  butter  and  cheese  dif- 
ferential. 

7.  Delete  §  904.9  (d)  and  substitute  the 
following: 

^d)  Butter  fat  differential.  (1)  In 
making  the  payments  to  each  producer 
for  milk  received  from  him.  each  pool 
handler  shall  add  for  each  one-tenth  of 
1  percent  average  butterfat  content 
above  3.7  percent,  or  deduct  for  each 
one-tenth  of  1  percent  average  butter- 
fat  content  below  3.7  percent,  an  amount 
per  hundredweight  calculated  by  the 
market  administrator  pursuant  to  sub- 
paragraph (2)  of  this  paragraph. 

(2)  Subject  to  S  904.7  (d)  (3),  subtract 
52.5  cents  from  the  weighted  average 
price  per  40-quart  can  of  40  percent  bot- 
tling quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  States  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  deliv- 
ered, and  divide  the  remainder  by  334.8. 

•  Sec.   5,  49   Stat.   753,   as   amended;    7 
U.  S.  C.  and  Sup.,  608c) 

Issued  at  Washington.  D.  C.  this  27th 
day  of  April  1949  to  be  effective  on  and 
after  May  1.  1949. 

[SEALl  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

IF.   R    Doc.   49-3400;    Filed,   Apr.   29,    1949; 
8:58  a.  m.] 


Fart  934 — Mn.K  in.  the  Lowell-Law- 
rence, Mass.,  Marketing  Area 

order,  amending  order,  as  amended, 
regulating  handling  of  milk 

5  934.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and 
affirmed  except  insofar  as  such  findings 
and  determinations  may  be  in  confiict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Fi7idings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12.  1933),  as 
an.ended  and  as  reenacted  and  amended 
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by  the  Agricultural  Marketing  Ariree- 
ment  Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  pnd  procedure,  as 
amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
orders  (7  CFR,  Supps.  900.1  et  seq),  a 
public  hearing  was  held  on  March  16 
and  17,  1949  upon  certain  proposed 
amendments  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Lowell-Lawrence,  Massachusetts,  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing  and 
the  record,  thereof,  it  is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amended, 
will  tend  to  effectuate  the  declared  policy 
of  the  act; 

(2>  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e)  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supplies  of  and  demand  for 
such  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  refleci  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  tlie 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b)  Additional  findings.  It  Is  neces- 
sary to  make  the  present  amendment  to 
the  said  order,  as  amended,  effective 
not  later  than  May  1.  1949,  to  reflect 
current  marketing  conditions.  Any  fur- 
ther delay  in  the  effective  date  of  this 
order,  amending  the  said  order,  as 
amended,  will  seriously  disrupt  the  or- 
derly "marketing  of  milk  for  the  Lowell- 
Lawrence,  Massachusetts,  marketing 
area.  The  changes  effected  by  this  or- 
der, amending  the  order,  as  amended, 
do  not  require  of  persons  affected  sub- 
stantial or  extensive  preparation  prior 
to  the  effective  date.  In  view  of  the 
foregoing,  it  is  impracticable,  unneces- 
sary, and  contrary  to  the  pubHc  interest 
to  delay  the  effective  date  of  this  order 
for  30  days  after  Its  publication  (sec.  4 
(c).  Administrative  Procedure  Act,  Pub. 
Law  404.  79th  Cong.  60  Stat.  237). 

(c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  coop- 
erative associations  of  producers  who  are 
not  engaged  in  processing,  distributing 
or  shipping  the  milk  covered  by  this  or- 
der, as  amended,  and  as  hereby  further 
amended)  of  more  than  50  percent  of  the 
volume  of  milk  covered  by  this  order,  as 
amended,  and  as  hereby  further  amend- 
ed, which  is  marketed  within  the  Lowell- 
Lawrence,  Massachusetts,  marketing 
area,  refused  or  failed  to  sign  the  pro- 
posed marketing  agreement  regulating 
the  handling  of  milk  in  the  Lowell-Law- 
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rence,  Massachusetts,  marketing  area, 
and  It  is  lieroby  furttier  determined  that: 

(1)  The  refusal  of  such  handlers  to 
sign  said  proposed  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  act; 

(2)  The  Issuance  of  this  order  further 
amending  the  order,  as  amended,  is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act,  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  in  the  Lowell-Law- 
rence. Massachusetts,  marketing  area; 

(3)  The  Issuance  of  this  order  further 
amending  the  order,  as  amended,  is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers,  who  during  the  deter- 
mined representative  period  (December 
1948  >  were  engaged  in  the  production 
of  milk  for  sale  in  the  Lowell-Lawrence. 
Massachusetts,  marketing  area. 

Order  relative  to  handling.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Lowell-Lawrence.  Massa- 
chusetts, marketing  area  shall  be  in  con- 
formity to  and  in  compliance  with  the 
terms  and  conditions  of  the  aforesaid 
order,  as  amended,  and  as  hereby  further 
amended;  and  the  aforesaid  order,  as 
amended,  is  hereby  further  amended  as 

follows: 

1.  In  §  934.6  (d).  delate  subparagraphs 

(1).  (2).  (3).  and  (4),  and  substitute  the 
following:  » 

(1)  Divide  by  33.48  the  weighted  av- 
erage price  per  40-quart  can  of  40  per- 
cent bottling  quality  cream,  f.  o.  b.  Bos- 

■  ton.  as  reported  by  the  United  States  De- 
partment of  Agriculture  for  the  month 
during  which  such  milk  Is  delivered,  and 
multiply  the  result  by  3.7. 

(2)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption,  in 
carlots,  f.  o.  b.  Chicago  area  manufac- 
turing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  throUEth  the  25th  day  of  the 
month  during  which  such  milk  is  re- 
ceived. 

2.  Renumber  §934.6  (d)  (5)  as  (3). 
and  change  the  reference  "sujjpara- 
graphs  (3)  and  (4)".  therein  to  "sub- 
paragraphs (1>  and  (2)." 

3.  Delete  §  934.8  (c)  and  substitute  the 
following : 

(c>  Butter  fat  differential.  (V  Each 
handler  shall,  in  making  payments  to 
each  producer  for  milk  received  from 
'  him.  add  for  each  one-tenth  of  1  percent 
of  average  butterfat  content  above  3.7 
percent,  or  deduct  for  each  one-tenth  of 
1  percent  of  average  butterfat  content 
below  3.7  percent,  an  amount  per  hun- 
dredweight calculated  by  the  market 
administrator  pursuant  to  subparagraph 
(2>  of  this  paragraph. 

(2)  Divide  by  33.48  the  weighted  aver- 
age price  per  40-quart  can  of  40  percent 
bottling  quality  cream,  f.  o.  b.  Boston,  as 
reported  by  the  United  Stotes  Depart- 
ment of  Agriculture  for  the  period  be- 
tween the  16th  day  of  the  preceding 
month  and  the  15th  day  inclusive  of  the 
month  during  which  such  milk  is  deliv- 
ered, subtract  1.5  cents,  and  divide  the 
result  by  10. 


RULES  AND  REGULATIONS 

(Sec.  5,   49  Stat.   753.   as  amended;   7 
U.  S.  C.  and  Sup..  608c) 

Issued  at  Washington.  D.  C.  this  27th' 
day  of  April  1949  to  be  effective  on  or 
after  May  1.  1949. 


[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.   R.   Doc.   49-3398:    Filed.   Apr.  29,    1949; 
8:57  a.  m.] 


Part  947— Milk  in  Fall  River,  Mass., 
Marketing  Area 

order,  amending  order,  as  amended, 
regulating  handling  of  milk 

8  947.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  In  connection  with  the  is- 
suance of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  Insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a>  Findings  upon  the  basis  of  the 
hearing  record.     Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules    of    practice    and    procedure,    as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and  or- 
ders (7  CFR,  Supps.  900.1  et  seq.) .  a  pub- 
lic hearing  v/as  held  on  March  16  and  17. 
1949  upon  certain  propo.sed  amendments 
to  the  tentative  marketing   agreement 
and  to  the  order,  as  amended,  regulating 
the  handling  of  milk  in  the  Fall  River. 
Massachusetts,  marketing  area.      Upon 
the  basis  of  the  evidence  Introduced  at 
such  hearing  and  the  record  thereof,  it 
Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8  (e) 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  pub- 
lic interest;  and 

(3)  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  In  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  In  a  marketing 
agreement  upon  which  hearings  have 
been  held. 


(b"»  Additional  findings.    It  is  neces- 
sary to  make  the  present  amendment 
to  the  said  order,  as  amended,  effective 
not  later  than  May  1.  1949.  to  reflect 
current  marketing  conditions.    Any  fur- 
ther delay  in  the  effective  date  of  this 
order,    amending    the    said    order,    as 
amended,  will  seriously  disrupt  the  or- 
derly marketing  of  milk  for  the  Fall 
River.  Massachusetts,   marketing   area. 
The    changes    effected    by    this    order, 
amending  the  order,  as  amended,  do  not 
require  of  persons  affected  substantial 
or  extensive   preparatioh  prior  to  the 
effective  date.    In  view  of  the  foregoing. 
It    is    impracticable,    unnecessary,    and 
contrary  to  the  public  Interest  to  delay 
the  effective  date  of  this  order  for  30 
days  after  its  publication  (sec.  4  (c) ,  Ad- 
ministrative Procedure  Act,  Pub.  Law 
404,  79th  Cong.  60  Stat.  237). 

(c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  in  processing,  distribut- 
ing or  shipping  the  milk  covered  by  this 
order,  as  amended,  and  as  hereby  further 
amended)  of  more  than  50  percent  of  the 
volume  of  milk  covered  by  this  order, 
as  amended,  and  as  hereby  further 
amended,  which  is  marketed  within  the 
Fall  River.  Massachusetts,  marketing 
area,  refused  or  failed  to  sign  the  pro- 
posed marketing  agreement  regulating 
the  handling  of  milk  in  the  Fall  River. 
Massachusetts,  marketing  area,  and  It  is 
hereby  further  determined  that: 

(1)  The  refusal  of  such  handlers  to 
sign  said  proposed  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  act; 

(2)  The  issuance  of  this  order  further 
amending  the  order,  as  amended.  Is  the 
only  practicable  means  pursuant  to  the 
declared  policy  of  the  act,  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  in  the  Fall  River, 
Massachusetts,  marketing  area; 

( 3 )  The  Issuance  of  this  order  further 
amending  the  order,  as  amended,  is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers,  who  during  the 
determined  representative  period  (Feb- 
ruary 1949)  were  engaged  in  the  pro- 
duction of  milk  for  sale  in  the  Fall  River, 
Massachusetts,  marketing  area. 

Order  relative  to  handling.  It  Is 
therefore  ordered  that  on  and  aftcrthe 
effective  date  hereof,  the  handling  of 
milk  In  the  Fall  River,  Massachu.setts. 
marketing  area  shall  be  in  conformity  to 
and  In  compliance  with  the  terms  and 
conditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further  amend- 
ed; and  the  aforesaid  order,  as  amended. 
Is  hereby  further  amended  as  follows: 

In  §947.6  (b)  (1)  delete  subdivision 
(ii)  arid  substitute  the  following: 

(ii)  Multiply  by  7.5  the  average  price 
per  pound  of  roller  process  nonfat  dry 
milk  solids  for  human  consumption.  In 
carlots,  f .  0.  b.  Chicago  area  manufactur- 
ing plants,  as  reported  by  the  United 
States  Department  of  Agriculture  for  the 
period  from  the  26th  day  of  the  preced- 
ing month  through  the  25th  day  of  the 
month  during  which  such  milk  Is  re- 
ceived. 

(Sec.   5.  49  Stat.   753.  as  amended;    7 
U.  S.  C.  and  Sup.  608c) 


Saturday,  April  30,  1949 
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Issued  at  Washington,  D.  C.  this  27th 
day  of  April  1949,  to  be  effective  on  and 
after  May  1,  1949. 

fsEAL)  Charles  P.  Brannan. 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3399;    Filed,    Apr.    29,    1949; 
8:57  a.  m.) 


Done  at  Washington,  D.  C,  this  28th 
day  of  April  194D. 

[seal]  8.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

|F.    R.   Doc.    49-3440:    Filed,    Apr.   29.    1949; 
9:00  a.  m.] 


[Lemon  Reg.  317) 

Part  953 — Lemons  Grown  In  California 
AND  Arizona 

limitation  of  shipments 

§9.'>3  424  Lemon  Regulation  317— 
(a )  Findings.  (1 )  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  53.  as  amended  <7  CFR,  Cum. 
Supp..  953.1  et  seq.;  13  F.  R.  766 ».  regu- 
lating the  handling  of  lemons  grown  in 
the  State  of  California  or  in  the  State 
of  Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  .the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
.such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Reglster  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended.  Is  insuf- 
ficient, and  a  reasonable  time  is  permit- 
ted, under  the  circtunstances,  for  prepa- 
ration for  such  effective  date. 

(b)  Order,  d)  The  quantity  of  lem- 
ons grown  in  the  State  of  California  or 
In  the  State  of  Arizona  which  may  be 
handled  dur*ng  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  May  1.  1949,  and  end- 
ing at  12:01  a.  m.,  P.  .s.  t..  May  8,  1949. 
Is  hereby  fixed  as  follows: 

(1)  District  1:  400  carloads; 

(ii)   District  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  a.s 
provided  in  the  said  amended  marketing 
agreement  and  order,  Ls  hereby  fixed  in 
accordance  with  the  prorate  base  .sched- 
ule which  is  attached  to  Lemon  Regula- 
tion 316  (14  F.  R.  2010)  and  made  a  part 
hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled." 
"handler."  "carloads,"  "prorate  base." 
'District  1."  and  "District  2"  shall  have 
the  same  meaning  as  Is  given  to  each 
such  term  in  the  said  amended  marketinf; 
agieement  and  order.  i48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 


Part   954 — Milk   in   the   Duluth- 
Superior  Marketing  Area 

ORDER      amending      ORDER.      AS      AMENDED, 
REGULATING    HANDLING    OF     MILK 

§  954.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  and  in 
addition  to  the  findings  and  determina- 
tions previously  made  in  connection  with 
the  Issuance  of  the  aforesaid  order  and 
of  each  of  the  previously  Issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  Insofar  as 
such  findings  and  determinations  may  be 
in  confiict  with  the  findings  and  de- 
terminations set  forth  herein, 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12.  1933),  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR,  Supps.  900.1 
et  seq.),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Duluth-Superior 
marketing  area.  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof,  it  Is  found  that : 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 

•purchasing  power  of  such  milk  as  deter^ 
mined  pursuant  to  sections  2  and  8e  of 
the  act  are  not  rea.sonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supplies  of  and  demand 
for  such  milk,  and  the  minimum  prices 
specified  in  the  order,  as  amended,  and 
as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  in  the  public 
Interest;  and 

(3)  The  said  order,  eis  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

(b)  Additional  findings.  It  is  neces- 
sary. In  the  public  interest,  to  make  this 
amendment  effective  not  later  than  May 


1,  1949.  Any  delay  beyond  May  1,  1949, 
in  the  effective  date  of  this  amendment 
will  seriously  threaten  the  orderly  mar- 
keting of  milk  in  the  Duluth-Superior 
■  marketing  area  for  the  month  of  May 
and  subsequent  months.  The  nature 
and  provisions  of  the  amendment  are 
well  known  to  the  handlers  in  the  market 
since  the  hearing  was  held  on  March  30, 
1949  and  the  final  decision  was  issued  by 
the  Secretary  on  April  15,  1949,  v.hich 
final  decision  sets  forth  the  need  for  the 
amendment.  Compliance  with  the 
amendatory  order  will  not  require  ony 
preparation  on  the  part  of  the  handlers 
which  cannot  be  completed  by  May  1, 
1949.  It  is  hereby  found  and  deter- 
mined in  view  of  the.se  facts  and  circum- 
stances that  good  cause  exi.sts  for  mak- 
ing this  amendment  effective  May  1. 
1949;  and  that  it  would  be  contrary  to 
the  public  interest  to  delay  the  effective 
date  of  this  amendment  to  a  date  later 
than  May  1.  1949. 

(c)  Determinations.  It  Is  hereby  de- 
termined that  handlers  (excluding  coop- 
erative associations  of  producers  who  are 
not  engaged  in  processing,  distributing, 
or  shipping  milk  covered  by  this  order, 
as  amended  and  as  hereby  further 
amended)  of  more  than  £0  percent  of  the 
volume  of  milk  covered  by  this  order,  as 
amended  and  r.s  hereby  further  amend- 
ed, which  is  marketed  within  the  Duluth- 
Superior  marketing  area  refu.sed  or 
failed  to  sign  the  proposed  marketing 
agreement  regulating  the  handlin.g  of 
milk  in  the  said  marketing  area;  and  it  is 
hereby  further  determined  that: 

<  1 )  The  refusal  or  failure  of  such  han- 
dlers to  sign  said  proposed  marketing 
agreement  tends  to  prevent  the  effectua- 
tion of  the  declared  policy  of  the  act; 

(2)  The  issuance  of  this  ordtr,  fur- 
ther amending  the  order,  as  amended, 
is  the  only  practical  means  pursuant 
to  the  act,  of  advancing  the  interests  of 
producers  of  milk  which  is  produced  for 
sale   In   the  said   marketing   area;    and 

(3)  The  issuance  of  this  order,  fur- 
ther amending  the  order,  as  amended,  is 
approved  or  favored  by  at  least  two- 
thirds  of  the  producers,  who,  during  the 
determined  representative  period  (De- 
cember 1948),  were  engaged  in  the  pro- 
duction of  milk  for  sale  in  the  said 
marketing  area. 

Order  relative  to  handling.  It  Is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  tlie  handling  of 
milk  In  the  Duluth-Superior  marketing 
area  shall  be  in  conformity  to  and  In 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows: 

1.  Add  at  the  end  of  §  954.5  (a)  (1)  the 
following:  "Provided,  That  for  each  of 
the  delivery  periods  of  May,  June,  July, 
and  August  1949  the  price  for  Class  III 
milk  for  such  delivery  period  plus-$1.00." 

2.  Add  at  the  end  of  §  954  5  (a)  (2) 
the  following:  "Provided,  That  for  each 
of  the  delivery  periods  of  May,  June, 
July,  and  Au^^ust  1949  the  price  for  Class 
III  milk  for  such  delivery  period  plus 
60  cents." 

'Soc.  5.  49   Stat.   753,   as  amended;    7 
U.  S.  C.  and  Sup.  C08c) 
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Issued  at  Washington.  D.  C.  this  27th 
day  of  April  1943,  to  be  effective  on  and 
after  May  1.  1949. 

[SEAL]  Charles  P.  Brann AN. 

Secretary  of  Agriculture. 

|F.    n.    Doc.    49-3397;    Filed.   Apr.    29.    1949; 
8:36  a.  m.J 


[Orange  Reg.  276] 

Part  953 — Oranges  Grown  in  California 
AND  Arizona 

limit.\tion  of  shipments 

§  9'.6.4:i2  Orange  Regulation  276 — 
(a»  Fuidinrjs.  <1)  Pursuant  to  the  pro- 
visions of  Order  No.  66  (7  CFR.  Cum. 
Supp..  966.1  et  seq.)  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Orange  Admin- 
istrative Committee,  established  under 
the  said  order,  and  upon  other  available 
Information.  It  is  hereby  found  that  the 
limitation  of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

«2»  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
ensase  In  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  <60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.>  because  the 
time  Intervening  between' the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  is  insufli- 
cient,  and  a  rea.sonable  time  is  permit- 
ted, under  the  circumstances,  for  prep- 
aration for  such  effective  date. 

(b)  Order.  (1)  The  quantity  of  or- 
anges grown  in  the  State  of  California  or 
in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m..  P.  s.  t..  May  1.  1949.  and  end- 
ing at  12:01  a.  m..  P.  s.  t.May  8.  1949.  is 
hereby  fixed  as  follows: 

(i)  Valencia  oranges,  (a)  Prorate 
District  No.  1 :  200  carloads ; 

(b)  Prorate  Di.strict  No.  2:  50  carloads; 

(c)  Prorate  Di.strict  No.  3:  Unlimited 
movement. 

(ii)  Oranges  other  than  Valencia  or- 
anges, (a)  Prorate  District  No.  1:  No 
movement ; 

tb)  Prorate  District  No.  2:  Unlimited 
movement; 

(f)  Prorate  District  No.  3:  No  move- 
ment. 

(2)  The  prorate  base  of  each  handler 
who  ha.s  made  application  therefor,  as 
provided  in  the  said  order,  is  hereby  fixed 
in  acrordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  liereof  by  thi^  reference. 

(3)  As  used  in  this  section,  •'handled." 
"hr-ndler."  "carloads."  and  "prorate 
base"  shall  have  the  same  meaning  as  is 
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given  to  each  such  term  in  the  said  order; 
and  "Prorate  District  No.  1."  'Prorate 
District  No.  2."  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  §  966.107  (11 
F.  R.  10258)  of  the  rules  and  regulations 
contained  in  this  part.  (48  Stat.  31,  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Wa.shington,  D.  C,  this  29th 
day  of  April  1949. 

[sE.'Ll  "*  S.R.Smith, 

Director.  Fruit  and  Vegetable 
Branch,  Production  aJJd  Mar- 
keting Administration. 

Phorate  Base  Sckeoule 

(12:01  a.  m.  May  1,  1949.  to  12:01  a.  m. 
May  8,  1949 1 

VALENCIA  Or.ANCrS 

Prorate  District  No.  1 

Prorate  ba.^c 
Handler  {percent) 

Total -  103.0000 

A.  F.  G.  Lindsay l.^gs? 

A.  P.  G.  Porterville 2.  5819 

Ivanhoe  Cooperative  AMOCiation...  .  4043 

Dofflemyer.  W.  Todd.  &  Sons .  4140 

Elderwood   Citrus  Association .8795 

Exeter  Citrus  Association 2.2233 

Lxeter  Grange  Growers  Association  .4.541 

Hillside  Packing  Association 3.  "7969 

Ivanhoe  Mutual  Orange  Association  .9129 

Klink  Citrus  Association 5.  1327 

Lemon  Cove  Association 1.5133 

Lindsay  Citrus  Growers  Association  3. 9041 
Lindsay  Cooperative  Citrus  Associa- 
tion  2.4109 

Lindsay  District  Orange  Co 1- 1077 

Lindsay  Fruit  Association 2.9394 

Lind.say    Orange   Growers   Associa- 
tion    •'•101 

Orange  Cove  Citrus  Association 2.  3324 

Orange  Cove  Orange  Growers  Asso- 
ciation    2. 0415 

Orange  Packing  Co 1.0313 

Orosl  Foothill  Citrus  Association.-.  1.  3560 

Paloma  Citrus  Fruit  Association .£855 

Rocky  HIU  Citrus  Association 3.0610 

Sanger    Citrus   Association 2.0536 

Sequoia  Citrus  Association .8907 

Stark   Packing   Corp.-- 6.9547 

Vlsalla  Citrus  Association 2.  3642 

Waddell  4-  Son 2.9943 

Orland    Orange    Growers    Associa- 
tion, Inc .0238 

Grand  View  Heights  Citrus  Associa- 
tion    5-  17G2 

Magnolia  Citrus  Association 2.  7600 

PortervUle  Citrus  Association .6494 

Rlchgrove-Jasmlne  Citrus  Associa- 
tion   -9918 

Sandilands  Fruit  Co 2.  1003 

Strathmore  Cooperative  Association  3.  0416 
Strathmore   District   Orange   Asso- 
ciation    2. 2328 

Strathmore  Fruit  Growers  Associa- 
tion   2.  0386 

Strathmore  Packing  House  Co 1.4184 

Sunflower  Packing  Association 2.2807 

Sunland  Packing  House  Co 3.3307 

Tule  River  Citrus  Association 1.0822 

Kroells  Packing  Co 1.3913 

Lindsay  Mutual  Groves 2.5440 

Martin  Ranch 1.1445 

Woodlake  Packing  House .8508 

Anderson  Packing  Co..  R.  M .2938 

Baker  Bros .8865 

California  Citrus  Groves.  Inc..  Ltd.  2.  0529 

Harding  «t  Leggett.. 1.5834 

Lo  Bue  Bros .4202 

Marks.  W.  &  M-- -2723 

Randolph  Marketing  Co..  Inc 1.3311 

Rooke  Packing  Co..  B.  O 1.9574 

Webb  Packing  Co..  Inc .4357 

Woodlake  Heights  Packing  Corp...  .  8138 

Zanlnovich  Bros..  Inc .3433 


Prorate  Base  ScHEDtJLE — Continued 

VALENCIA    ORANGES COntlnUCd 

Prorate  District  No.  2 

Prorate  base 
Handler  {percent) 

Total —  ICO  0000 

A.  F.  G.  Alta  Loraa. --- -  .0921 

A.  F.  G.  Corona .0963 

A.  F.  G.  Fullerton .8020 

A.  F.  G.  Orange .4754 

A.  F.  G.  Riverside .1138 

A.  F.  G.  San  Juan  Caplstrano .7667 

A.  F.  G.  Santa  Paula .5288 

Hazeltlne  Packing  Co .4182 

Placentla  Pioneer  Valencia  Growers 

Association •  6541 

Signal  Fruit  Association .1177 

Da nierel- Allison    Co.. .-  .8213 

Glendora  Mutual  Orange  Associa- 
tion   30*5 

Irwindale  Citrus  Association .2065 

Valencia  HeiRhts  Orchard  Associa- 
tion   - •*'^21 

Covlna   Citrus   Association 1.1722 

Covlna"  Orange    Growers    Assocla- 

tion 6274 

Glendora  Citrus  Association .3932 

Glendora  Heights  Orange  St  Lemon 

Growers   Association .0637 

Gold  Buckle  Association... 5549 

La  Verne  Orange  Association .6659 

Anaheim  Citrus  Fruit  Association.  1.3741 
Anaheim  Valencia  Orange  Associa- 
tion  — -  1-2541 

Eadlngton  Fruit  Co..  Inc 3.0689 

Fullerton  Mutual  Orange  Associa- 
tion  1-7507 

La  Habra  Citrus  Association 1.0780 

Orange    County   Valencia    Associa- 
tion  -^lO 

Orangethorpe  Citrus   Association..  1.0501 
Placentia  Cooperative  Orange  Asso- 
ciation  63^1 

Yorba    Linda    Citrus    Association, 

The  - -6483 

Escondldo  Orange  Association 2.3934 

Alta  Loma  Heights  Citrus  Associa- 
tion   .0983 

Citrus  fYult  Growers .1753 

Etlwanda  Citrus  Fruit  Association.  .  0359 

Old  Baldy  Citrus  Association .0936 

Rlalto  Heights  Orange  Growers 0494 

Upland  Citrus  Association .3306 

Upland    Heights    Orange    Associa- 
tion  - .  — -1392 

Consolidated  Orange  Growers 2. 1538 

Frances  Citrus  Association 1.1062 

Garden  Grove  Citrus  Association..  1.4803 
Goldenwest    Citrus    Asscciatton, 

The — -  1  3549 

Irvine  Valencia  Growers 2.6193 

Olive  Heights  Citrus  Association ..  1.9478 
Santa    Ana-Tustln    Mutual    Citrus 

Association .9455 

Santiago  Orange  Growers  As*ocla- 

tlon^ 4  2224 

Tustln  HUls  Citrus  Association 2.0415 

Villa    Park    Orchards    Association. 

The 2  1641 

Bradford  Bros..  Inc .7010 

Placentia  Mutual  Orange  Associa- 
tion   1  9816 

Placentia  Orange  Growers  Associa- 
tion   2.6705 

Yorba     Orange    Growers    Associa- 
tion  —  -6192 

Call  Ranch —  .0315 

Corona  Citrus  Association 5762 

Jameson  Co -0580 

Orange    HelghU    Orange    Associa- 
tion   -5791 

Craf»on   Orange    Growers    Associa- 
tion  *493 

East     Highlands     Citrus     Associa- 

tlon....... - -0923 

Fontana  Citrus  Association .  1051 

Highland    Fruit    Growers    Associa- 
tion  0351 

Redlands  Heights  Groves .2870 


Saturday,  April  30.  1949 
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Prorate  Base  SCHEDtruc — Continued 

VALENCIA  ORANGES — Continued 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler  {percent) 

Redlands  Orangedale  Association 0.  2708 

Break  it  Sons,  Allen .0226 

Bryn  Mawr  Fruit  Growers  Associa- 
tion  .1787 

Mission  Citrus  Association .1697 

Redlands   Cooperative  Fruit   Asso- 
ciation...   .3792 

Redlands  Orange  Growers  Associa- 
tion  .2411 

Redlands  Select  Groves .2484 

Rlalto  Citrus  Association .2080 

Rlalto  Orange  Co... .1754 

Southern  Citrus  Association .2220 

United   Citrus   Growers .1720 

Zilen  Citrus  Co 1008 

Arlington  HelghU  Cltrtia  Co .  1212 

Brown  EsUte.  L.  V.  W .  1364 

Gavilan  Citrus  Association .1632 

Hlghcrove  Fruit  Association .0954 

Krlnard  Packing  Co .2863 

McDermont  Prult  Co .1998 

Monte  VlsU  Citrus  Association .2271 

National  Orange  Co .0358 

Riverside  Heights  Orange  Growers 

Association .0840 

Sierra  Vista  Packing  Association..  .0802 

Victoria  Avenue  Citrus  Association.  .  1847 

riaremont   Citrus  Association .1361 

College   Heights   Orange   ft   Lemon 

Association .2658 

El  Camlno  Citrus  Association .0710 

Indian  Hill  Citrus  Association .2177 

Pomona'^Frult  Growers  Exchange..  .4090 

Walnut  Prult  Growers  Association.  .4688 

West  Ontario  Citrus  Association .3659 

El  Cajon  Valley  Citrus  Association.  .  2702 
San   Dlmas  Orange  Growers  Asso- 
ciation   .5172 

Ball  St  Tweedy  Association .4907 

Canoga  Citrus  Association .8643 

Covlna  Valley  Orange  Co .  1010 

North  Whlttler  Heights  Citrus  Asso- 
ciation   .9554 

San  Fernando  Fruit  Growers  Asso- 

clatlon.-- .6348 

San  Fernando  Heights  Orange  As- 
sociation   .9347 

Sierra  Madre-Lamanda  Citrus  As- 
sociation   .4047 

Camfirlllo  Citrus  Association 1.6853 

Fillmore  Citrus  Association 3.6194 

Mupu   Citrus   Association.. 2.2139 

OJal  Orange  Association .9729 

Plru  Citrus  Association 2.2453 

Rancho  Sespc .7611 

Santa  Paula  Orange  Association 1.1175 

Tapo  Citrus  Association 1.0860 

Llmonelra    Co .5627 

East  Whlttler  Citrus  Association..  .3629 

El  Ranchito  Citrus  Association 1.7213 

Whlttler  Citrus  Association .6857 

Whlttler  Select  Citrus  Association.  .3005 
Anaheim  Cooperative  Orange  Asso- 
ciation   1. 3983 

Bryn  Mawr  Mutual  Orange  Associa- 
tion    .0919 

Chula  Vista  Mutual  Lemon  Associa- 
tion    .0854 

Escondldo  Cooperative  Citrus  Asso- 
ciation   .3576 

Euclid  Avenue  Orange  Association.  .5522 

Foothill  Citrus  Union,  Inc .0342 

Fullerton   Cooperative   Orange  As- 
sociation   .3392 

Garden  Grove  Orange  Cooperative, 

*Inc .7208 

Golden  Orange  Groves,  Inc .2359 

Index  Mutui  I  Association .2960 

La  Verne  Cooperative  Citrus  Asso- 
ciation..,  1.8418 

Mcntone  Helj'hts  Association .0376 

Olive  Hillside  Groves,  Inc .3769 

O.ange  Cooperative  Citrus  Associa- 
tion   _  1.  1332 

Redlands  Foothill  Groves .5134 


Proratc  Base  Schxdulc — Continued 

VALENCIA    OBANCES CODtlnUed 

Prorate  District  No.  2 — Continued 

Prorate  base 
Handler                                   (percent) 
Redlands  Mutual  Orange  Associa- 
tion    0. 2020 

Riverside  Citrus  Association .0473 

Ventura  County  Orange  ft  Lemon 

Association 1.0011 

Wlilttler  Mutual  Orange  &  Lemon 

Association .  1510 

Banks,   L.   M .6843 

California  Associated  Growers .2765 

Cherokee  Citrus  Co.,  Inc .2025 

Chess  Company.  Meyer  W .2562 

Evans  Bros.  Packing  Co .^ .3976 

Gold  Banner  Association .2550 

Granada  Packing  House i. 2.8741 

HUI,  Fred  A .0856 

Orange  Belt  Prult  DlstributorlS 2.0909 

Panno  Fruit  Company.  Carlo . .  0138 

Paramount  Citrus  Association .5116 

Placentia  Orchard  Co .5035 

Snyder  &  Sons  Co.,  W.  A .7120 

Stephens,  T.  F .2038 

Wall.   E.   T _ .1104 

Western  Fruit  Growers.  Inc .6618 

[F.    R.   Doc.    49-3465;    Piled.    Apr.    29.    1949; 
12:03  p.  m-l 


Part  971 — Mh,k  in  the  DaytoiJ-Spring- 
FiELD,  Ohio.  Marketing  Area 

ORDER   AMENDING  ORDER,  AS  AMENDED, 
REGULATING  HANDLING  OF  MILK 

§  971.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter iset  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  deter- 
minations made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate 
marketing  agreements  and  orders  (7 
CFR,  Supps.  900.1  et  seq.)  i  a  public  hear- 
ing was  held  upon  certain  proposed 
amendments  to  the  tentatively  approved 
marketing  agreement  and  to  the  order, 
as  amcndec^  regulating  the  handling  of 
milk  in  th?  Dayton-Springfield,  Ohio, 
marketing  area.  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

( 1 )  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amended, 
will  tend  to  effectuate  the  declared  policy 
of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the  pur- 
chasing power  of  such  milk  as  determined 
pursuant  to  sections  2  and  8  <e)  of  the 
act  are  not  reasonable  in  view  of  the 
price  of  ieeds,  the  available  supplies  of 


feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  such  milk,  and  the  minimum  prices 
specified  in  the  order  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
Interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  hearings  have 
been  held. 

(b)  Additional  findings.  It  is  neces- 
sary to  make  effective  promptly  the  pres- 
ent amendments  to  the  said  order,  as 
amended,  to  reflect  current  marketing 
conditions,  and  to  insure  the  production 
of  an  adequate  supply  of  milk.  Any 
further  delay  in  the  effective  date  of 
this  order,  as  amended  and  as  hereby 
further  amended,  will  seriously  threaten 
the  supply  of  milk  for  the  Dayton- 
Springfield,  Ohio,  marketing  area  and 
will  disrupt  orderly  marketing.  The 
changes  effected  by  this  order,  amend- 
ing the  order,  as  amended,  do  not  re- 
quire of  persons  affected  substantial  or 
extensive  preparation  prior  to  the  effec- 
tive date.  In  view  of  the  foregoing,  it  is 
impracticable,  unnecessary  and  contrary 
to  the  public  interest  to  delay  the  effec- 
tive date  of  this  order  for  30  days  after 
its  publication  (Sec.  4  (c).  Administra- 
tive Procedure  Act,  Pub.  Law  404,  79th 
Cong.  60  Stat.  237). 

<c)  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  In  proce.ssing,  distribut- 
ing, or  shipping  the  milk  covered  by  this 
order,  as  amended)  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by  the 
aforesaid  order,  as  amended  and  as  here- 
by further  amended,  which  is  marketed 
within  the  Dayton-Springfield,  Ohio, 
marketing  area,  refused  or  failed  to  sign 
the  marketing  agreement  regulating  the 
handling  of  milk  In  the  said  marketing 
area;  and  it  is  hereby  further  deter- 
mined that: 

(1)  The  refusal  or  failure  of  such 
handlers  to  sign  said  marketing  agree- 
ment tends  to  prevent  the  effectuation 
of  the  declared  policy  of  the  act; 

<2)  The  issuance  of  this  order,  further 
amending  the  said  order,  as  amended,  is 
the  only  practical  means,  pursuant  to  the 
declared  policy  of  the  act,  of  advancing 
the  interests  of  producers  of  milk  wliich 
is  produced  for  sale  in  the  said  market- 
ing area:  and 

( 3 )  The  issuance  of  this  order,  further 
amending  the  said  order,  as  amended,  is 
approved  or  favored  by  at  least  two- 
thirds  of  the  producers  v,^^ho.  during 
February  1949  (said  month  having  been 
determined  to  be  a  representative 
period),  were  engaged  in  the  production 
of  milk  for  sale  in  the  said  marketing 
area. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  Dayton-Springfield,  Ohio,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended. 


2136 

and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  as  follows: 

1.  Delete    §  971.1    (e)    and   substitute 
therefor  the  following: 

(e)  "Producer"  means  any  person  who 
produces,  under  a  dairy  farm  inspection 
permit  or  other  equivalent  certification 
Issued  by  the  appropriate  health  author- 
ity in  the  marketing  area,  milk  which  is 
(1)  received  at  a  plant  from  which  Class 
I  milk  is  disposed  of  In  the  marketing 
area,  or  (2)  caused  by  a  handler  to  be 
delivered  to  a  plant  from  which  Class  I 
milk  is  not  disposed  of  in  the  marketing 
area:  Provided,  That  any  such  person 
who  is  not  certified  as  a  Grade  A  producer 
but  who  produces  milk  which  is  received 
at  a  handler's  plant  from  which  no  milk 
is  distributed  in  the  marketing  area  for 
consumption  as  fluid  milk  (in  Class  I 
milk)  except  under  a  Grade  A  label,  shall 
be  considered  a  producer  for  the  purpose 
of  §  971.9  only. 

"Grade  A  producer"  means  any  pro- 
ducer so  certified  to  the  market  adminis- 
trator by  an  appropriate  health  author- 
ity in  the  marketing  area  If  such  certifi- 
cation has  been  in  effect  for  not  less  than 
16  days  during  the  calendar  month  In 
which  the  delivery  period  occurs. 

2.  Delete  §  971.4  (b>  (3)  (1)  and  sub- 
stitute therefor  the  following: 

(i)  Used  to  produce,  or  disposed  of  as. 
Ice  cream,  ice  cream  mix,  frozen  cream, 
condensed  milk,  condensed  skim  milk, 
cottage  chee.'ie.  any  other  milk  product 
not  specified  in  Class  I  milk  and  Class  11 
milk,  or  any  commercially  manufactured 
food  product; 

3.  Delete  §  971.5  (a)  (3)  and  substitute 
therefor  the  following: 

(3)  The  price  computed  by  the  mar- 
ket administrator  by  adding  together  the 
plus  amounts  calculated  pursuant  to  sub- 
divisions (i)  and  (ii)  of  this  subpara- 
graph : 

(i)  Prom  the  arithmetic  average  of 
the  daily  wholesale  prices  per  pound  of 
92-score  butter  on  the  Chicago  market 
as  reported  by  the  Department  of  Agri- 
culture during  the  calendar  month  with- 
in which  the  delivery  period  occurs,  sub- 
tract 3  cents,  add  20  percent  thereof,  and 
then  multiply  by  3.5;  and 

(ii)  From  the  arithmetic  average  of 
the  cprlot  prices  per  pound  of  nonfat 
dry  milk  solids  for  human  consumption, 
roller  process,  delivered  at  Chicago*  as 
reported  by  the  Department  of  Agricul- 
ture during  the  calendar  month  within 
which  the  delivery  period  occurs,  deduct 
5.5  cents,  multiply  the  result  by  8.2. 

4.  Delete  §  971.5  (d)  (1)  and  substitute 
therefor  the  following: 

(1)  The  price  per  hundredweight  of 
such  skim  milk  shall  be  computed  by  di- 
viding the  amount  computed  pursuant 
to  5S  971.5  (a)  <3)  (ii)  by  0.965.  and  ii> 
for  the  months  of  April.  May.  June,  and 
July,  subtracting  20  cents,  (ii)  for  all 
other  months  except  August,  adding  20 
cents. 

5.  Delete  §  971 5  (e>  and  substitute 
therefor  the  following: 

(e>  Grade  A  milk  prices.  Each  han- 
dler shall  pay,  in  addition  to  the  prices 
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provided  in  paragraphs  (b) ,  (c) ,  and  (d) 
of  this  section.  $0.25  per  hundredweight 
with  respect  to  all  skim  milk  and  butter- 
fat  in  milk  received  from  Grade  A  pro- 
ducers up  to  an  amount  equivalent  to 
such  handler's  total  quantity  of  producer 
mUk  classified  as  aass  I  milk  and  Class 
n  milk  pursuant  to  5  971.4  (e)   (10). 

6.  Delete  §971.7  (c)  (1)  and  substi- 
tute therefor  the  following: 

(1)  Combining  Into  one  total  the 
values  for  skim  milk  and  butterfat  of 
all  handlers  who  made  payments  pur- 
suant to  §  971.8  (b)  for  the  previous 
month,  except  the  values  provided  by 
§971.5  (e); 

7.  Add  the  following  as  §  971.7  (c)  (7) : 

(7)  To  the  uniform  price  computed 
pursuant  to  subparagraph  (6)  of  this 
paragraph  add  an  amount  computed  (to 
the  nearest  cent  per  hundredweight)  by 
dividing  the  total  of  the  amounts  added 
with  respect  to  milk  received  from  Grade 
A  producers  pursuant  to  §  971.5  (e)  by 
the  total  hundredweight  of  milk  re- 
ceived from  Grade  A  producers.  The 
result  shall  Ue  known  as  the  "Grade  A 
uniform  price"  per  hundredweight  for 
milk  of  3.5  percent  butterfat  content. 

8.  Delete  §  971.8  (a)  (1)  and  substitute 
therefor  the  following: 

(1)  Except  as  set  forth  in  subpara- 
graph (2)  of  this  paragraph,  on  or  be- 
fore the  17th  day  after  such  month,  to 
each  producer  not  a  Grade  A  producer 
at  not  less  than  the  uniform  price  and 
to  each  Grade  A  producer  at  not  less 
than  the  Grade  A  uniform  price. 

(Sec.   5.  49  Stat.   753.  as  amended;    7 
U.  S.  C.  and  Sup.  608c) 

Issued  at  Wa.shington.  D.  C,  this  27th 
day  of  April  1949.  to  be  effective  at  12:01 
a.  m.,  e.  s.  t.,  on  the  1st  day  of  May  1949. 


[SEAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3396;    Filed,    Apr.    29,    1949; 
8:50   a.  m.| 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  141 — Tests  and  Methods  of  Assay 
FOR  Antibiotic  Drugs 

Part  146 — Certification  of  Batches  of 
Penicillin-  or  Streptomycin-Con- 
taining Drugs 

miscellaneous  amendments 

By  virtue  of  the  authority  vested  In 
the  Federal  Security  Administrator  by 
the  provisions  of  section  507  of  the  Fed- 
eral Food,  Drug,  and  Cosmetic  Act  (52 
Stat.  1040,  1055.  as  amended  by  59  Stat. 
463  and  61  Stat.  11:  21  U.  S.  C.  357).  the 
regulations  for  tests  and  methods  of 
assay  of  antibiotic  drugs  (12  F.  R.  2215; 
14  F.  R.  886)  and  certification  of  batches 
of  penicillin-  or  streptomycin-contain- 
ing drugs  (12  F.  R.  2231.  2247,  6401;  13 
F  R.  439.  1305,  2950,  418S,  6109.  6316, 
8386,  8736;  14  P.  R.  888,  1518)  are 
amended  as  indicated  below : 


1.  Section  141.27  Procaine  penicillin 
in  oil  is  amended  by  adding  the  follow- 
ing new  paragraph : 

(d)  Microorganism  count.  Proceed 
as  directed  in  §  141.8  (c). 

2.  In  !  146.26  Penicillin  ointment 
•  •  *,  paragraph  (a)  is  amended  to 
read: 

(a)  Standards  of  identity,  strength, 
quality,  and  purity.  Penicillin  ointment 
is  calcium  penicillin,  crystalline  peni- 
cillin, or  procaine  penicillin  In  a  suitable 
and  harmless  ointment  base.  Its  mois- 
ture content  is  not  more  than  1.0%.  Its 
potency  Is  not  less  than  250  units  per 
gram,  except  if  it  Is  packaged  and  labeled 
solely  for  udder  Instillations  of  cattle, 
its  potency  is  not  less  than  2000  units 
per  gram.  Its  content  of  viable  micro- 
organisms is  not  more  than  50  per  gram. 
The  calcium  penicillin  or  crystalline 
penicillin  used  conforms  to  the  require- 
ments of  §  146.24  (a),  except  the  limita- 
tion on  penicillin  K  content,  and  except 
subparagraphs  (1).  (2).  (4).  an(}  <7)  of 
that  section,  but  its  jwtency  Is  not  less 
than  300  units  per  milligram.  The  pro- 
caine penicillin  used  conforms  to  the  re- 
quirements of  §  146.44  (a),  except  sub- 
paragraphs (2)  and  (3)  of  that  section. 
Each  other  substance  used,  if  its  name 
is  recognized  In  the  U.  S.  P.  or  N.  F.. 
conforms  to  the  standards  prescribed 
therefor  by  such  official  compendium. 

3.  In  §  146.45  Procaine  penicillin  in  oil. 
paragraph  (a)  Standards  of  identity, 
strength,  quality,  and  purity  is  amended 
by  changing  the  fourth  and  fifth  sen- 
tences to  read :  "It  is  sterile,  unless  it  is 
packaged  and  labeled  solely  for  udder 
instillations  of  cattle.  In  which  case  its 
content  of  viable  microorganisms  is  not 
more  than  50  per  gram.  The  procaine 
penicillin  u.sed  conforms  to  the  require- 
ments of  §  146.44  ( a ) ,  except  if  the  batch 
of  procaine  penicillin  in  oil  is  packaged 
and  labeled  solely  for  udder  Instillations 
of  cattle,  the  penicillin  used  Is  exempt 
from  the  requirements  of  subparagraphs 
(2)  and  (3)  of  that  section." 

Paragraph  (b)  of  §  146.45  Is  amended 
to  read: 

(b)  Packaging.  The  Immediate  con- 
tainer of  procaine  penicillin  in  oil  shall  be 
of  colorless  transparent  glass  so  closed  as 
to  be  a  tight  container  as  defined  by  the 
U.  S.  P..  .shall  be  sterile  at  the  time  of 
filling  and  closing,  and  shall  be  so  sealed 
that  its  contents  cannot  be  used  with- 
out destroying  such  seal,  except  if  it  is 
labeled  .solely  for  udder  instillations  of 
cattle,  it  may  be  packaged  in  collapsible 
tubes  which  .shall  be  well-closed  con- 
tainers as  defined  by  the  U.  S.  P.  The 
immediate  container  shall  be  of  such 
composition  as  will  not  cause  any  change 
in  the  .«:trenRth.  quality,  or  purity  of  the 
contents  beyond  any  limitation  therefor 
in  applicable  .standards,  except  that  mi- 
nor changes  so  caused  which  are  normal 
and  unavoidable  in  good  marketing,  stor- 
age, and  distribution  practice  shall  be 
disregarded.  The  quantity  of  procaine 
penicillin  in  oil  in  each  gla.ss  container 
shall  be  not  less  than  1  ml.  and  not  more 
than  20  ml.,  unless  it  is  packaged  for  re- 
packing or  is  packaged  and  labeled  solely 
for  veterinary  use.  Unless  it  Ls  packaged 
for  repacking,  each  glass  container  shall 
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be  filled  with  a  volume  of  procaine  peni- 
cillin in  oil  in  excess  of  that  designated, 
which  excess  shall  be  sufficient  to  permit 
the  withdrawal  and  the  administration 
of  the  volume  indicated,  whether  ad- 
ministered in  sin^e  or  multiple  doses. 

In  §  146  45,  subparagraph  (D  (iv)  of 
paragraph  (c)  Labeling  is  amended  to 
read: 

(iv)  Unle.<;s  It  is  packaged  and  labeled 
.solely  for  udder  Instillations  of  cattle,  the 
statement  "For  intramuscular  use  only" 
and,  if  it  does  not  contain  a  hardening 
agent,  "Shake  well";  and 

In  S  146.45.  subparagraph  (2)  (I)  of 
paragraph  (d)  Request  for  certification; 
samples  is  amended  to  read: 

(I)  The  batch;  potency,  sterility  (un- 
le.ss  It  is  intended  solely  for  udder  In- 
.stillations  of  cattle),  moisture,  and  mi- 
croorganism count  if  it  Is  intended  solely 
for  udder  In-stlllations  of  cattle. 

In  §  146.45,  subparagraph  (2)  (ii)  of 
paragraph  (d)  is  amended  to  read: 

(ii)  The  procaine  penicillin  used  In 
making  the  batch;  potency,  toxicity, 
moisture,  pH,  crystallinlty,  penicillin  K 
content  (unless  It  is  crystalline  penicillin 
G),  procaine  penicillin  G  content  if  it  is 
procaine  penicillin  G,  and,  unless  the 
batch  of  procaine  penicillin  In  oil  is  In- 
tended solely  for  udder  instillations  of 
cattle,  sterility  and  pyrogens. 

4.  In  §  146.51  Buffered  penicillin  pow- 
der, paragraph  (a)  Is  amended  to  read: 

(a)  Standards  of  identity,  strength, 
quality,  and  purity.  Buffered  penicillin 
powder  Is  a  mixture  of  crystalline  peni- 
cillin or  procaine  penicillin  and  suitable 
buffer  substances,  with  or  without  suit- 
able and  harmless  diluents,  colorings, 
and  flavorings.  Its  mol.sture  content  is 
not  more  than  1.07r.  The  crystalline 
penicillin  used  conforms  to  the  require- 
ments of  §  146.24  (a)  for  cry.stalline  peni- 
cillin, except  subparagraphs  (2).  (4), 
and  (7)  of  that  section.  The  procaine 
penicillin  used  conforms  to  the  require- 
ments of  §146  44  (a),  except  subpara- 
graphs (2)  and  (3)  of  that  section.  Each 
other  substance  u.sed.  if  its  name  is  rec- 
ognized In  the  U.  S.  P.  or  N.  F..  conforms 
to  the  standards  prescribed  therefor  by 
such  official  compendium. 

In  §  146.51.  subparagraph  (1)  (iv)  of 
paragraph  (c)  Labeling  is  amended  to 
read : 

(Iv)  The  statement  "Expiration  date 

,"  the  blank  being  filled 

in,  if  procaine  penicillin  Is  not  used,  with 
the  date  which  is  18  months,  or  if  pro- 
caine penicillin  is  u.sed,  with  the  date 
which  is  12  months  after  the  month  dur- 
ing which  the  batch  was  certified;  and 

In  §  146.51,  subparagraph  (2)  (U)  of 
paragraph  (d)  Request  for  certification; 
samples  is  amended  to  read: 

(II)  The  penicillin  used  in  making  the 
batch;  potency,  toxicity,  moisture,  pH, 
penicillin  K  content  (unless  it  Is  crystal- 
line penicillin  G).  crystallinlty,  heat  sta- 
bility if  it  is  crystalline  sodium  or  potas- 
sium penicillin,  the  penicillin  G  content 
if  it  is  crystalline  sodium  or  potassium 
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penicillin  G,  and  the  procaine  penicillin 
G  content  if  it  is  -procaine  penicillin  G. 

In  §  146.51.  subparagraph  (3)  (ii)  of 
paragraph  (d)  Is  amended  to  read: 

(Ii)  The  penicillin  used  In  making  the 
batch;  10  packages,  each  containing  ap- 
proximately equal  portions  of  not  less 
than  60  mg.  if  it  Is  not  procaine  peni- 
cillin, and  not  le.ss  than  300  mg.  if  It  is 
procaine  penicillin,  packaged  in  accord- 
ance with  the  requirements  of  §  146.24 
(b)  or  §  146.44  (b). 

5.  In  §  146.52  Procaine  penicillin  and 
crystalline  penicillin  in  oil,  paragraph  (a) 
(1)  is  amended  by  changing  the  last 
sentence  to  read:  "The  crystalline  peni- 
cillin used  conforms  to  the  requirements 
prescribed  therefor  by  §  146.24  (a),  ex- 
cept if  the  batch  of  procaine  penicillin 
and  crystalline  penicillin  in  oil  is  in- 
tended solely  for  udder  instillations  of 
cattle,  the  crystalline  penicillin  u.sed  is 
exempt  from  the  requirements  of  sub- 
paragraphs (2).  (4).  and  (7)  of  that 
section." 

In  §  146.52.  paragraph  (a)  (3)  is 
amended  by  changing  the  first  sentence 
to  read:  "In  addition  to  complying  with 
the  requirements  of  §  146.45  (d),  a  per- 
son who  requests  certification  of  a  batch 
of  procaine  penicillin  and  crystalline 
penicillin  in  oil  shall  submit  with  his 
request  a  statement  showing  the  batch 
mark  and  (unless  it  was  previously  sub- 
mitted) the  results  and  the  date  of  the 
latest  tests  and  assays  of  the  crystalline 
penicillin  G  used  in  making  the  batch 
for  potency,  toxicity,  moisture,  pH,  pen- 
icillin K  content  (unless  it  is  crystalline 
penicillin  G),  crystallinlty.  heat  stabil- 
ity, the  penicillin  G  content  if  it  Is  crys- 
talline penicillin  G.  and,  unless  the  batch 
of  procaine  penicillin  and  crystalline 
penicillin  in  oil  is  intended  solely  for  ud- 
der instillations  of  cattle,  sterility  and 
pyrogens;  the  number  of  units  of  pro- 
caine penicillin  and  the  number  of  units 
of  crystalline  penicillin  In  each  milliliter 
of  the  batch." 

6.  In  §  146.101  Streptomycin  sul- 
fate •  •  *,  paragraph  (b)  Pacfcagring 
Is  amended  by  deleting  from  the  second 
sentence  the  words  "which  meet  the  test 
for  glass  containers  of  type  I  or  type  II 
prescribed  by  the  U.  S.  P." 

This  order,  which  provides  for  a 
change  in  the  tests  and  methods  of  assay 
for  procaine  penicillin  in  oil ;  for  modifi- 
cation of  the  standards  for  p>enicillin 
ointment;  for  modification  of  the  stand- 
ards and  the  packaging,  labeling,  and 
certification  sample  requirements  for 
procaine  penicillin  in  oil  when  intended 
.solely  for  udder  instillations  of  cattle 
and  modification  of  the  standards  for 
the  procaine  penicillin  used  to  make 
such  drug;  for  modification  of  the  stand- 
ards, labeling,  and  certification  samples 
for  buffered  penicillin  powder  to  permit 
the  use  of  procaine  penicillin;  for  mod- 
ification of  the  standards  for  crystalline 
penicillin  used  in  the  manufacture  of 
procaine  penicillin  and  crystalline  peni- 
cillin in  oil  when  such  drug  Is  Intended 
solely  for  udder  Instillations  of  cattle; 
and  for  modification  of  the  packaging 
requirements  for  streptomycin,  shall  be- 
come effective  upon  publication  In  the 
Federal  Register,  since  both  the  public 


and  the  industry  will  benefit  by  the  ear- 
liest effective  date,  and  I  so  find. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promul- 
gation of  this  order  and  would  be  con- 
trary to  public  interest,  and  I  so  find, 
since  it  was  drawn  in  collaboration  v,ith 
interested  members  of  the  affecled  in- 
dustry and  since  it  would  be  again.st 
public  interest  to  delay  providing  for  the 
change  in  the  tests  and  methods  of  assay 
for  procaine  penicillin  in  oil;  to  delay 
modification  of  the  standards  for  peni- 
cillin ointment;  to  delay  modification  of 
the  standards  and  the  packaging,  b.bcl- 
ing,  and  certification  sample  require- 
■hients  for  procaine  penicillin  in  oil  when 
Intended  .solely  for  udder  instillations  of 
cattle  and  modification  of  the  standards 
for  the  procaine  penicillin  used  to  make 
such  drug;  to  delay  modification  of  the 
standards,  labeling,  and  certification 
samples  for  buffered  penicillin  powder  to 
permit  the  use  of  procaine  penicillin;  to 
delay  modification  of  the  standards  for 
crystalline  penicillin  used  in  the  manu- 
facture of  prcJtaine  penicillin  and  crys- 
talline penicillin  in  oil  when  such  drug 
is  intended  solely  for  udder  instillations 
of  cattle;  and  to  delay  modification  of 
the  packaging  requirements  for  strepto- 
mycin. 

(Sec.  701.  52  Stat.  1055;  as  amended;  21 
U.  S.  C.  and  Sup.  357) 

Dated:  April  26.  1949. 

tSEALl  J.  Donald  Kingsley, 

Acting  Administrator. 

|F.    R.    Doc.    49-3363:    Filed.    Apr.    29.    1949; 
8:56  a.  m.l 


Part  146 — Certification  of  Batches 
OF  Penicillin-  or  Streptomycin -Con- 
taining Erugs 

miscellaneous  amendments 

By  virture  of  the  authority  vested  in 
the  Federal  Security  Administrator  by 
the  provisions  of  section  507  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (52 
Stat.  1040.  1055.  as  amended  by  59  Stat. 
463  and  61  Stat.  11;  21  U.  S.  C.  357).  the 
regulations  for  certification  of  batches  of 
penicillin-  or  streptomycin-containing 
drugs  (13  F.  R.  436;  14  F.  R.  886)  are 
amended  as  indicated  below: 

1.  In  §  146  27,  .subparagraphs  (2)  and 
(3)  of  paragraph  (c)  are  amended  to 
read  as  follows: 

5  146.27  Penicillin  tablets.     •     •     • 
(c)  Labeling.     •     •     • 

(2)  On  the  outside  wrapper  or  con- 
tainer, unless  It  is  intended  solely  for 
veterinary  use  and  is  conspicuously  .so 
labeled,  the  statement  "Caution:  To  be 
dispensed  only  by  or  on  the  prescription 

of  a ,"  the  blank  being 

filled  in  with  the  word  "physician"  or 
"dentist"  or  "veterinarian"  or  any  com- 
bination of  two  or  all  of  these  words,  as 
the  case  may  be. 

(3)  On  the  circular  or  other  labeling 
within  or  attached  to  the  package,  un- 
less it  Is  packaged  for  repacking,  direc- 
tions and  precautions  adequate  for  the 
use  of  such  tablets  by  physicians  or 
dentists  or  veterinarians.  Including: 
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2.  In  !  146.34  Tablets  aluminum  peni- 
cillin, subparagraph  (2)  of  paragraph 
(c)  Labeling  is  amended  by  deleting  sub- 
division  (iii). 

Subparagraph  (3)  of  paragraph  (c)  is 
amended  to  read  as  follows: 

<3)  On  the  circular  or  other  labeling 
within  or  attached  to  the  package,  unless 
it  is  packaged  for  repacking,  directions 
and  precautions  adequate  for  the  use 
of  such  tablets  by  physicians  or  dentists 
or  veterinarians.  Including: 

•  •  •  •  • 

The  foregoing  amendments  shall  be- 
come effective  on  the  sixtieth  day  after 
the  date  of  publication  of  this  order  in 
the  Federal  Register. 

Notice  and  public  procedure  are  not 
necessary  prerequisites  to  the  promulga- 
tion of  this  order  and  would  be  contrary 
to  public  interest,  and  I  so  find,  since  it 
was  drawn  in  collaboration  with  in- 
terested members  of  the  affected  industry 
and  since  it  would  be  against  public 
interest  not  to  require  that  there  be 
closely  associated  with  each  immediate 
container  of  penicillin  tablets  or  tablets 
aluminum  penicillin  labeling  bearing 
adequate  directions  for  use. 

(Sec.  701.  52  Stat.  1055;  as  amended;  21 
U.  S.  C.  and  Sup.  357) 

Dated:  April  26.  1949. 

[seal]  J.  Donald  Kingsley. 

Acting  Administrator. 

IP.    R.    Doc.    49-3362;    Filed.    Apr.    29,    1949; 
8:55  a.  m.l 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  2C4 — Danger  Zone  Regulations 

miscellaneous  amendments 

Pursuant  to  the  provisions  of  section 
7  of  the  River  and  Harbor  Act  of  August 
8,  1917  (40  Stat.  266;  33  U.  S.  C.  1).  and 
Chapter  XIX  of  the  Army  Appropriation 
Act  of  July  9.  1918  (40  Stat.  892;  33 
U.  S.  C.  3),  5  204.94  is  hereby  revoked, 
§§204.5.  204.10,  204.32,  204.40  (a)  and 
(b»,  20442  (b>,  204.56  (c>,  204.85b  (b>, 
£01  93c  <a>,  2C4.94C  (b^  and  the  title  of 
§  2C4.95  are  hereby  amended,  the  para- 
graph relating  to  Nantucket  Sound  at  the 
cast  end  of  Dogfish  Bar  in  §  204.5.  and  the 
parr.siaph  relating  to  an  antisubmarine 
practice  bombing  area  in  the  vicinity  of 
Gull  Point,  Prudence  Island.  Naval  Oper- 
ating Base.  Newport,  in  §  204.10  being  de- 
leted. §  204.53.  Albemarle  Sound,  Pamlico 
Sound,  and  adjacent  waters.  N.  C:  dan- 
ger zones  for  naiml  operations.  Is  hereby 
renumbered  §  204.54.  and  §  204.94h  is 
hereby  prescribed  as  follows: 

§  204.5  Nantucket  Sound,  Buzzards 
Bay.  and  adjacent  waters,  Mass.;  danger 
zones  for  naval  operations — (a)  Nan- 
tucket Sound  in  vicinity  of  horseshoe 
Shoal— il)  The  area.  •  •  *,  on  the 
east  by  longitude     •     •     • 

(b)  Atlantic  Ocean  in  vicinity  of  No 
Mans  Land.     *     *     * 

<c>  Buzzards  Bay  northeasterly  of 
Wccpecket  Island.     •     •     •        ^ 


(d)  Vineyard  Sound  in  vicinity  of 
Quicks  Bole.     •     •     • 

(e)  Buzzards  Bay  in  vicinity  of  Gull 
Island.     •     •     • 

(f)  Atlantic  Ocean  in  vicinity  of  Sow 
and  Pigs  Reef.     •     •     ♦ 

(g)  Buzzards  Bay  in  vicinity  of  Hen 
and  Chickens  Reef .     •     •     • 

§  204.10  Narragansett  Bay.  R.  I., 
danger    zones    for    naval    operations. 

•  •     • 

(b)  Prohibited  area  in  vicinity  of  Ohio 
Ledge.     •     •     • 

§  204  32  Chesapeake  Bay,  in  vicinity 
of  Chesapeake  Beach,  Md.;  firing  range. 
Naval  Research  Laboratory — (a)  The 
danger  zone — (1)  Area  A.  *  *  * 
the    shore    and    running    thence    90  % 

•  •     • 

(b>   The  regulations.     •     •     • 

(3)  •     *     •     throughout     the     year 

•  *     • 

§  204.40  Potomac  River — (a>  United 
States  Naval  Torpedo  Testing  Range. 
Piney  Point,  Md.     •     •     • 

(2>   The  regulations.     •     •     • 

(V)  *  *  •  orders  relative  to  navi- 
gating    •     •     • 

(b)  United  States  Naval  Proving 
Ground.  Dahlgren,  Va. — <1)  The  danger 
zones.     •     *     • 

(iii>  Upper  zone.  •  *  *;  thence 
east-southeast  to  Popes  Creek  Flats 
Lighted  Buoy  26 ;     •     •     * 

i  204.42  Chesapeake  Bay,  Point  Look- 
out to  Cedar  Point;  aerial  gunnery  range 
and  target  areas,  U.  S.  Naval  Air  Station. 
Patuxcnt  River.  Md.     •     •     • 

(b)   The  regulations.     •     •     • 

(4)  •  •  *  until  the  conclusion  of 
firing  practice. 

•  •  •  •  • 

§  204.54  Albemarle  Sound,  Pamlico 
Sound,  and  Adjacent  waters,  N.  C.; 
danger  zones  for  naval  operations.  ♦    •    • 

§  204  58    New  River.  N.  C.  and  mcin- 

ity;      Marine     Corps      firing      ranges. 

•     *     • 

(c>   The  regulations.     •     •     • 
(4)    •     •     •     the     towers     bordering 
the  sector  or  sectors  to  be  closed.   ♦    •    • 

§  204.85b     Straits  of  Florida;  Navy  re- 
stricted area  surrounding    Woman  Key 
and  Ballast  Key.     •     •     • 
(b)   The  regulations.     •     •     • 
(4>  The   regulations   in   this   section 
shall  be  enforced  by  the  Commandant. 
Sixth  Naval  District,  Charleston.  South 
Carolina,  and  such  agencies  as  he  may  • 
designate. 

§  204.93c  Gulf  of  Mexico  southeast  of 
Corpus  Christi  Bay;  bombing,  machine 
gunnery,  and  rocket  firing  range.  Naval 
Air  Station.  Corpus  Christi.  Tex. — (a) 
The  danger  zone.     •     •     • 

§  204.94c     Lake  Michigan;  small-arms 
range  adjacent  to  United  States  Naval 
Training  Station,  Great  Lakes.  III.  •   •   • 
(b)   The  regulations.     •     •     • 
(3)  If  such  streamers     •     •     • 

S  204.94h  Lake  Erie,  west  end.  north 
of  Er?e  Ordnance  Depot.  Lacarne,  Ohio — 
(a)  Area  for  artillery  firing  by  Erie  Ord- 
nance Depot,  Lacarne.  Ohio,  aerial  9un- 
nery  and  bombing  by  Air  Materiel  Com- 
m%fid.  Wright  Field,  Dayton,  Ohio,  and 
aerial  gunnery  and  rocket  strafing  by 


Naval  Air  Reserve  Training  Command, 
Grosse  He,  Mich.—d)  The  danger  zone. 
That  part  of  Lake  Erie  bounded  as  fol- 
lows: Beginning  at  a  point  approximately 
2.000  feet  inland  at  latitude  4r33'50". 
longitude  83°03'00";  thence  to  latitude 
41"46'45",  longitude  «3°11'20";  thence 
to  latitude  4r49"00",  longitude 
83"05'50";  thence  to  latitude  4r41'20". 
longitude  82  58'30":  thence  to  latitude 
41°33'40".  longitude  83"0r30";  and 
thence  to  the  point  of  beginning.  That 
part  of  the  danger  zone  bounded  In  the 
southwest  by  the  shore  and  on  the  north- 
east by  a  line  extending  from  latitude 
41''36'07".  longitude  83'00'35".  to  lati- 
tude 41  41'16",  longitude  83  07'54", 
shall  be  open  for  the  passage  of  water- 
craft  at  all  times  except  when  artillery 
firing  (as  provided  in  subparagraph  (2) 
(1)  of  this  paragraph)  or  antiaircraft 
firing  (as  provided  in  paragraph  (b)  of 
this  section*  is  in  progress. 

(2)  The  regulations— ^i^  Artillery  fir- 
ing. The  entire  danger  zone  including 
the  shore  passage  shall  be  closed  to 
watercraft  generally  when  artillery  fir- 
ing is  in  progress.  Artillery  firing  will 
normally  be  conducted  between  8:00 
a.  m.  and  5:00  p.  m.  each  Wednesday. 
In  the  event  that  firing  is  to  be  conducted 
at  other  times,  a  special  notice  of  such 
firing  and  the  dates  and  hours  thereof 
will  be  published  by  the  enforcing  agency 
in  sufficient  time  to  permit  circulariza- 
tion  to  interested  parties  and  posting  on 
the  bulletin  boards  of  post  offices  in  sur- 
rounding localities.  Special  notices  will 
also  be  furnished  the  District  Engineer, 
Corps  of  Engineers,  Detroit,  Michigan, 
the  Commander,  Ninth  Coast  Guard  Dis- 
trict, Cleveland,  Ohio,  and  the  Regional 
Manager.  Civil  Aeronautics  Authority, 
Chicago.  Illinois.  On  all  days  when  ar- 
tillery firing  is  to  be  conducted,  a  large 
red  flag  will  be  displayed  from  the  range 
observation  tower  at  the  Erie  Ordnance 
Depot  from  7:00  a.  m.  until  firing  ceases 
for  the  day.  In  the  event  that  firing  is 
to  be  conducted  during  hours  of  dark- 
ness, a  flashing  red  light  will  be  displayed 
from  the  top  of  the  observation  tower 
until  such  firing  ceases. 

(11)  Aerial  gunnery,  bombing,  and 
rocket  strafing.  Aerial  gunnery,  bomb- 
ing, and  rocket  strafing  will  normally  be 
conducted  between  8:00  a.  m.  and 
5:00  p.  m.  on  all  days,  including  Satur- 
days, Sundays,  and  holidays,  except 
Wednesdays  and  other  days  when  ar- 
tillery firing  is  in  progress.  Such  aerial 
operations  will  take  place  over  all  that 
part  of  the  danger  zone  outside  the  shore 
passage.  Navigation  in  the  shore  pas- 
sage will  not  be  affected  by  aerial  op- 
erations. 

(iii)  Navigation  prohibited.  No  vessel 
shall  enter  or  remain  in  the  danger  zone, 
including  the  shore  passage,  during  the 
hours  described  in  subdivision  (i)  of  this 
subparagraph  or  when  a  red  fiag  or  fiash- 
Ing  red  light  Is  displayed  from  the  range 
observation  tower,  or  in  that  part  of  the 
danger  zone  outside  the  shore  passage 
during  the  hours  described  in  subdivi- 
sion (ii)  of  this  subparagraph,  unless 
specific  permission  is  granted  in  each 
case  by  one  of  the  representatives  of  the 
enforcing  agency  policing  the  area  in 
patrol  boats.  These  boats  are  in  con- 
stant   radio    communication    with    the 
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Safety  Controls  Station.  Erie  Ordnance 
Depot. 

'iv)  Navigation  and  fishing  permitted. 
The  entire  danger  zone  shall  be  open  to 
the  public  for  navigation  and  fishing 
from  5:00  p.  m.  to  8:00  a.  m.  throughout 
the  year,  except  as  otherwise  provided  in 
subdivision  (i)  of  this  subparagraph  and 
in  paragraph  (b>  of  this  section. 

(V)  Fi.shinQ  permits.  Fishermen  de- 
siring to  set  fixed  nets  within  the  danger 
zone  are  required  in  every  instance  to 
have  a  written  permit.  A  fixed  net  for 
the  purpwse  of  the  regulations  in  this 
section  is  defined  as  a  pound  net,  staked 
gill  Bet  or  flke  net,  and  all  other  types  of 
nets  fastened  by  means  of  poles,  stakes, 
weights,  or  anchors.  Permits  to  fish 
within  the  area  may  be  obtained  by  writ- 
ten application  to  the  enforcing  agency. 
Applicants  for  permits  must  state  the  lo- 
cation at  which  they  desire  to  set  fixed 
nets  and  the  period  of  time  which  they 
desire  the  permit  to  cover. 

(vi)  Injurious  chemicals.  No  phos- 
phorous or  other  poi.senous  chemicals  in- 
jurioas  to  wild  fowl,  fish,  or  other  sea 
food  will  be  discharged  into  the  waters 
of  the  area. 

(vii)  Enforcing  agency.  The  regula- 
tions in  this  section  shall  be  enforced  by 
the  Commanding  GCBcer,  Erie  Ordnance 
Depot,  and  such  agencies  as  he  may  des- 
ignate. Equipment  used  in  clearing  the 
area  will  fly  or  expo.se  a  square  red  fiag. 

(b>  Temporary  area  for  antiaircraft 
firing  from  Camp  Perry  and  Locust 
Point.  Ohio,  by  National  Guard  of  Ohio 
and  Pennsylvania,  under  jurisdiction  of 
Headquarters,  Second  Army.  Fort  George 
G.  Meade,  Md. —  (1)  The  danger  zone. 
That  part  of  Lake  Erie  bounded  as  fol- 
lows: Beginning  at  a  point  on  the  south 
shore  of  Lake  Erie  at  longitude  83  05' 19". 
in  the  vicinity  of  Locu.st  Point;  thence 
to  latitude  41°45'14".  longitude 
83n2'18";  thence  to  latitude  4r46'45". 
longitude  83'ir23":  thence  to  latitude 
41  48'58".  longitude  83  05'54";  thence 
to  latitude  41"42'52",  longitude 
82^52'47";  thence  to  latitude  4r38'36", 
longitude  82'56'49";  thence  to  latitude 
41'35'31".  longitude  82°54'47";  thence 
approximately  241°  15'  true  to  a  point 
on  the  .south  shore  of  Lake  Erie  at  the 
pier  at  Camp  Perry;  and  thence  north- 
westerly along  the  shore  to  the  point  of 
beginning.  The  boundaries  of  the  dan- 
ger zone  will  be  marked  by  spar  buoys 
placed  by  the  United  States  Coast  Guard 
prior  to  July  12,  1949,  which  buoys  will 
remain  in  place  until  August  6,  1949. 

(2)  The  regulations — (i)  Antiaircraft 
firing  periods.  Except  as  otherwise  pro- 
vided In  this  paragraph,  the  danger  zone 
shall  be  closed  to  navigation  during  the 
following  periods: 

July  12  to  15,  inclusive,  1949 — 1:(X)  p.  m. 
to  5:00  p.  m. 

July  18  to  22.  IncliMlve,  1949 — 8:00  a.  m. 
to  12:00  m.  and   1:30  p.  m.  to  6:00  p.  m. 

July  35  to  29,  inclusive,  1949 — 8:00  a.  m. 
to  12:00  m.  and  1:30  p.  m.  to  5:00  p.  m. 

August  1  to  5,  Inclusive.  1949 — 8:00  a.  m. 
to  12:(X)  m.  and  1:30  p.  m.  to  6:00  p.  m. 

No  vessels  shall  enter  or  remain  In  the 
danger  zone  during  ^hese  periods  unless 
specific  permission  Is  granted  in  each 
case  by  one  of  the  representatives  of  the 
enforcing  agency  policing  the  area  in  pa- 
trol boats.    These  boats  will  be  in  con- 


stant radio  communication  with  the 
Safety  Controls  Station.  Erie  Ordnance 
Depot,  and  the  danger  zone  will  be  under 
radar  and  visual  surveillance  during  the 
periods  of  use. 

di)  Warning  flag.  On  days  when 
antiaircraft  firing  is  to  be  conducted  a 
large  red  flag  will  be  displayed  from  the 
rang  observation  tower  at  tKe  Erie  Ord- 
nance Depot  from  7:00  a.  m.  until  firing 
ceases  for  the  day. 

dill  Enforcing  agency.  The  danger 
zone  and  the  patrolling  thereof  shall  be 
under  control  of  the  Commanding  Offi- 
cer. Erie  Ordnance  Depot,  and  .such 
agencies  as  he  may  designate.  Equip- 
ment used  in  clearing  the  area  will  fiy 
or  expose  a  square  red  fiag. 

(iv>  Temporary  restrictioris  addi- 
tionaX.  The  restrictions  imposed  on  nav- 
igation by  this  paragraph  are  in  addi- 
tion to  those  imposed  by  paragraph  <a) 
of  this  section. 

5  204  S5  Pacific  Ocean,  between  La 
Jolla  and  Solana  Beach.  Calif.;  firing 
range.  Coa.^t  Artillery  Replacement 
Training  Center.  Camp  Callcn.  San 
Diego.    •     •     • 

[R3gs.  Apr.  13.  1949.  800.2121  (Eric  Lake> 
ENGWR]  (40  Stat.  366,  892;  33  U.  S.  C. 
1.3» 

[seal]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

(P.    R.    Doc.    49  •'SS?;    PUed.    Apr.   29,    1949; 
8:45  a.  m.) 


TITLE  34— NATIONAL  MILITARY 
ESTABLISHMEI^T 

Chapter  V — Department  of  the  Army 

Joint  Procurement  Regulations 

miscellaneous  amendments 
4 

The  Joint  Procurement  Regulations, 
formerly  published  as  Parts  801  to  813, 
inclusive,  of  Chapter  VIII,  Title  10.  are 
amended  by  changing  §§803.300-1  and 
803.300-7,  to  read  as  follows: 

§  803.300-1  Authority,  (a)  Authority 
to  authorize  the  publication  of  adver- 
tisements, notices,  or  proposals  has  been 
delegated  by  the  Secretary  to: 

( I )  Under  Secretary  of  the  Army. 

(2>  Each  Assistant  Secretary  of  the 
Army. 

(3>  Director  of  Logistics,  General 
Staff,  United  States  Army. 

(4)  Chief,  Current  Procurement 
Branch,  Logistics  Division,  General  Staff, 
United  States  Army. 

(5)  Commanding  generals,  armies 
(ZI).  for  recruiting  purposes  only. 

(6)  Division  engineers.  Corps  of  En- 
gineers, for  civil  works  and  construction 
only. 

( 7 )  Director,  Procurement  and  Supply 
Division,  Office  of  the  Secretary  of  the 
Army. 

(8)  Under  Secretary  of  the  Air  Force. 

(9)  Chief  of  Staff.  United  States  Air 
Force. 

(10)  Vice  Chief  of  Staff.  United  States 
Air  Force. 

(II)  Deputy  Chief  of  Staff,  Materiel, 
United  States  Air  Force. 


(12)  Comiranding  General,  Air  Mate- 
riel Command. 

(13)  D  rector,  procurement  and  In- 
dustrial Planning.  Headquarters,  Air  Ma- 
teriel Command. 

( 14  >  Chief,  Procurement  Division,  Of- 
fice of  the  Director,  Procurement  and 
Industrial  Planning,  Headquarters,  Air 
Materiel  Command. 

Such  delegations  .shall  not  be  redelegated. 

(b>  No  advertisement,  notice,  or  pro- 
posal shall  be  published  in  any  newspaper 
except  in  pursuance  of  written  authority 
for  such  publication  from  the  Secretary 
or  the  appropriate  official  named  above, 
or  of  a  F>erson  to  whom  administrative 
duties  have  been  duly  assigned  by  the 
Secretary  or  the  appropriate  official 
named  above,  and  no  bill  for  any  such 
advertising  or  publication  shall  be  paid 
unless  there  be  presented,  with  such  bill, 
a  copy  of  such  written  authority. 

(C)  The  administrative  duties  In- 
volved In  accomplishing  such  advertising 
may  be  assigned  by  the  appropriate  of- 
ficial named  above  to  subordinates  by 
name  or  position  (or  by  name  and  po.si- 
tion.  If  appropriate)  by  suitable  instru- 
ments in  writing  setting  forth  the  extent 
of  the  administrative  duties  involved  and 
authorized  to  be  performed  by  or  through 
such  subordinates.  (28  Comp.  Gen. 
305 ».  Copies  of  Instruments  as.signing 
administrative  duties  hereunder  (1) 
must  either  be  attached  to  the  first 
voucher  submitted  for  payment  and  ac- 
company same  to  the  Army  Audit 
Branch,  General  Accounting  Office;  or 
( 2  >  such  instruments  assigning  adminis- 
trative duties  may  be  forwarded  direct  to 
that  Branch  Immediately  upon  the  Issu- 
ance of  same. 

(d)  Standard  Form  1143— Revised 
(Advertising  Order)  will  be  a.ssigned  by 
the  person  to  whom- authority  to  adver- 
tise has  been  delegated  as  indicated  in 
paragraph  (a)  of  this  section,  or  by  the 
person  to  whom  authority  to  place  the 
advertising  order  has  been  assigned  in 
accordance  with  paragraph  (c)  of  this 
section.  When  the  person  signing  is 
acting  under  an  instrument  assigning 
him  authority  as  to  administrative  du- 
ties, reference  will  be  made  to  the  date 
and  number  of  such  instrument  of  as- 
signment in  the  box  on  the  revised  stand- 
ard form  to  the  left  of  his  signature,  in 
addition  to  the  reference  to  JPR  3-300.1 
(1),  November  1,  1947,  delegating  au- 
thority to  advertise  by  the  Secretary  in 
the  box  in  the  upper  right-hand  comer 
of  the  form.  The  Comptroller  General 
has  directed  that  the  present  supply  of 
Standard  Form  1143  (Advertising  Order) 
on  hand  and  at  the  Government  Printing 
Office  will  continue  to  be  used  until  ex- 
hausted, and  has  indicated  that  at  the 
next  reprint  of  the  form  a  box  to  the 
left  of  the  line  for  signature  will  be  pro- 
vided thereon  for  a  reference  to  the  In- 
strument of  assignment.  Until  the  re- 
vised form  is  available,  such  reference  to 
the  instrument  of  assignment  should  be 
made  on  the  Standard  Form  1143  in  the 
space  under  the  title  (Advertising  Order) 

of  that  form. 

•  •  •  •  • 

§803.300-7  Forms— (&)  WD  AGO 
Forms.  WD  AGO  Form  192  (Request 
for  Authority  to  Advertise). 
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(b)  Standard  forms.  (1)  The  follow- 
ing standard  forms  for  Government  ad- 
vertising are  hereb*^  prescribed  and 
listed  for  general  use  (when  available) 
In  lieu  of  all  other  forms  of  like  character 
previously  used  for  this  purpose: 

(1)  Standard  Form  1142— Revised 
(Statement  of  Advertising  Rates). 

(ii)  Standard  Form  1142a— Revised 
(Statement  of  Advertising  Rates — 
Memorandum). 

(lii)  Standard  Form  1143— Revised 
(Advertising  Order). 

(iv)  Standard  Form  1143a — Revised 
(Advertising  Order — Memorandum). 

<v)  Standard  Form  1144 — Revised 
(Public  Voucher  for  Advertising). 

(vi)  Standard  Form  1144a — Revised 
(Public  Voucher  for  Advertising — Mem- 
orandum). 

«2>  The  Comptroller  General  has  di- 
rected that,  in  the  interest  of  economy, 
the  present  supply  of  unu.sed  Standard 
Forms  1142,  1142a,  1143,  1143a.  1144.  and 
1144a,  on  hand  and  at  the  Government 
Printing  OflBce  will  be  used  until 
exhausted. 

(c)  The  above  forms  will  be  requisi- 
tioned as  prescribed  in  AR  310-200. 

IProc.  Cir.  11.  1949]  (Pub.  Law  413,  80th 
Cong.) 

I  SEAL]  Edward  F.  Witsell. 

Major  General. 
The  Adjutant  General. 

[F.    R.    Doc.    49-3315;    Filed,    Apr.    29,    1949; 
8:48  a.  m.l 


Chapter  VII — Department  of  the  Air 
Force 

Subchapter   H — Procurement 

Part  890 — Interim  Statement 

PUBLIC  information;  functions  per- 
formed BY  THE  ARMY  FOR  THE  AIR 
FORCE 

Sections    890.6     (b)     and    890.7    are 
amended  to  read  as  follows: 

S  890.6  Public  information.  •  •  • 
(b)  Bid  invitations.  A  copy  of  each 
Invitation  for  bid  (formal  advertising) 
issued  by  United  States  Air  Force  activi- 
ties and  a  copy  of  each  abstract  of  bids 
indicating  award  or  other  action  taken 
are  on  file  In  the  g^ocurement  Informa- 
tion Center,  Office.  The  Assfst&nt  Secre- 
tary of  the  Army,  Room  4E  789,  The 
Pentagon,  Washington,  D.  C,  and  are 
available  for  public  Inspection  during 
business  hours.  This  office  is  maintained 
for  this  purpose  for  both  the  DeF>art- 
ments  of  the  Air  Force  and  the  Army. 


§  890.7  Fu7ictions  performed  by  the 
Army  for  the  Air  Force.  The  Secretary 
of  the  Army  and  the  Department  of  the 
Army  will  continue  to  perform  for  the 
Secretary  of  the  Air  Force  and  the  De- 
partment of  the  Air  Force,  to  the  same 
extent  as  they  did  prior  to  the  transfer 
of  procurement  functions  to  the  Depart- 
ment of  the  Air  Force,  the  functions  enu- 
merated below: 

(a)  Renegotiation  cases  Involving 
contracts  of  the  Army  Air  Forces  under 
the  Renegotiation  Act  of  1942  as  amend- 


ed (56  Stat.  245  as  amended;  50  U.  S.  C. 
App.  1191). 

(b)  Approval  of  all  bonds  furnished 
by  contractors  of  the  Department  of  the 
Air  Force  in  connection  with  contracts 
hereafter  made  by  the  Department  of  the 
Air  Force. 

(c)  Matters  now  or  hereafter  author- 
ized to  be  considered  and  disposed  of  by 
Army  Board  of  Contract  Appeals. 

(d)  Appeals  in  relation  to  requisition- 
ing personal  property  heretofore  requi- 
sitioned. 

(e)  Contract  insurance  matters. 

(f )  Administration  of  outstanding  and 
unsettled  guaranteed  loans. 

(g)  Claims  under  the  act  of  August  7, 
1946  (60  Stat.  902;  41  U.  S.  C.  106  note). 

(Pub.  Law  413.  80th  Cong..  62  Stat.  21) 

[SEAL]  L.  L.  Judge, 

Colonel.  U.  S.  Air  Force. 
Air  Adjutant  General. 

I  p.    R.    Doc.    49-3356;    Filed,   Apr.   29.    1949: 
8:43  a.  m.j 


TITLE  44— PUBLIC  PROPERTY 
AND  WORKS 

Chapter   IV — War   Assets 
Administration 

|Reg.   171 

Part  404 — Stock  Piling  of  Strategic  and 
Critical  Materials 

This  part  contains  War  Assets  Admin- 
istration Regulation  17,  issued  in  further- 
ance of.  and  pursuant  to,  the  provisions 
of  Public  Lajjv  520.  79th  Congress  (60  Stat. 
596),  entitled  the  "Strategic  and  Critical 
Materials  Stock  Piling  Act,"  which  ex- 
pressly repealed  section  22  of  the  Surplus 
Property  Act  of  1944. 

War  A.ssets  Administration  Regulation 
17.  AugiLst  9.  1948,  as  amended  tiirough 
October  5.  1948,  entitled  "Stock  Piling  of 
Strategic  and  Critical  Materials"  <13 
F.  R.  4707,  6053).  Is  hereby  revised  and 
amended  as  hereinafter  set  forth.  Order 
1.  November  27. 1946  ( 11  F.  R.  14019  > .  and 
Order  5.  August  21.  1946  (11  F.  R.  9575). 
are  also  revised  and  amended  effective 
May  1,  1949.  Order  4.  July  19,  1946  (11 
P.  R.  8225,  8361).  and  Order  6.  January 
8, 1947  (12  P.  R.  257) ,  under  this  part  con- 
tinue  in  full  force  and  effect. 

Sec. 

404.1  Deflnltlons. 

404.2  Scope. 

404.3  Basic  policy. 

404.4  '  Central  control  of  stock  piling. 

404.5  Reports  to  Bureau  of  Federal  Supply. 

404.6  Functions  of  Bureau  of  Federal  Sup- 

ply. 

404.7  Functions  of  Munitions  Board. 

404.8  Functions  of  the  Department  of  Com- 

merce. 

404.9  Disposition  of  strategic  materials. 

404.10  Limitation  on  transfers  to  stock  pUe. 

404.11  Minimum  quantities  of  strategic  ma- 

terials. 

404.12  Unsuitable  Itema. 

404.13  Regulations  and  reports  by  affected 

agencies. 

404.14  Records  and  reports. 

Exhibit  A:  List  of  strategic  and  critical 
materials. 

AtjTHORrrr:  II  404.1  to  404.14  Issued  under 
58  Stat.  765.  aa  amended.  59  Stat.  6.'^3.  60 
Stat.  596,  Reorg.  Plan  I  of  1947,  12  F.  R.  4534, 


61  Stat.  952.  Pub.  Law  862.  80th  Cong.,  82 
Stat.  1196.  Pub.  Law  7.  Blst  Cong..  63  Stat.  6; 
50  U.  8.  C.  App.  and  Sup.  1611.  1614a.  16!4b, 
6  U.  S.  C.  524,  551,  565,  668.  50  U.  S.  C.  98. 

§404.1  Definitions,  (a)  "Act"  means 
the  Strategic  and  Critical  Materials  Stock 
Piling  Act  (Public  Law  520.  79th  Congress 
(60  Stat.  596)). 

(b)  "Administrator"  means  the  War 
Assets  Administrator. 

(c)  "Current  requirements  of  indus- 
try" means  the  quantity  of  the  material 
required  to  meet  the  estimated  needs  of 
industry  as  determined  by  the  Depart- 
ment of  Commerce. 

«d)  Deficiency  of  the  supply"  means 
the  difference  between  the  current  re- 
quirements of  industry  and  the  estimated 
domestic  industrial  production  plus  in- 
dustrial imports  of  the  material  for  the 
period  covered  by  the  current  require- 
ments. Determinations  of  the  deficien- 
cies of  supply  may  be  reviewed  from  time 
to  time  by  the  Department  of  Commerce. 

(e)  "Department  of  Commerce"  means 
the  Office  of  Domestic  Commerce  in  the 
Department  of  Commerce  in  Its  capacity 
as  successor  to  the  Civilian  Production 
Administration. 

(f)  "Owning  agency"  means  the  Ex- 
ecutive Department,  the  independent 
agency  in  the  Executive  Branch  of  the 
Federal  Government,  or  the  corporation 
(if  a  Government  agency),  having  con- 
trol of  such  property  otherwise  than 
solely  as  a  disposal  agency. 

(g)  "Strategic  materials"  means  ma- 
terial determined  to  be  strategic  and 
critical  by  the  Munitions  Board  pursuant 
to  the  act.  a  list  of  such  materials  being 
appended  hereto  as  Exhibit  A. 

( h )  "Transfer  to  the  stock  pile"  means 
a  transfer  of  Government-owned  accu- 
mulations of  strategic  materials  when  de- 
termined to  be  surplus,  to  the  account  of 
the  Bureau  of  Federal  Supply,  to  be 
added  to  the  stock  pile  authorized  by  the 
act  and  subject  to  the  provisions  of  such 
act. 

§  404.2  Scope.  This  part  applies  to 
stock  piling  of  strategic  materials  under 
the  act,  wherever  located,  when  deter- 
mined to  be  surplus  by  the  owning 
agency.  This  part  does  not  apply  to  con- 
tractor Inventory  If  the  owning  agency 
shall  not  have  taken  possession  of  such 
inventory. 

§  404.3  Basic  policy.  In  general,  the 
Strategic  and  Critical  Materials  Stock 
Piling  Act  directs  that  every  material  de- 
termined to  be  strategic  and  critical  as 
listed  in  Exhibit  A.  which  Is  owned  or 
contracted  for  by  the  United  States  or 
any  agency  thereof,  including  any  ma- 
terial received  from  a  foreign  govern- 
ment under  an  agreement  made  pursu- 
ant to  the  act  of  March  11.  1941  "55  Stat. 
31).  as  amended,  or  any  other  authority, 
shall  be  transferred  by  the  owning 
agency,  when  determined  by  such  agency 
to  be  surplus  to  its  needs  and  responsi- 
bilities, to  the  stock  pile.  There  is  ex- 
empt from  this  requirement  such  amount 
of  any  material  as  is  necessary  to  make 
up  any  deficiency  of  the  supply  of  such 
material  for  the  current  requirements  of 
industry  as  determined  by  the  Depart- 
ment of  Commerce.  There  is  also  exempt 
from  this  requirement  (a)  any  material 
which  constitutes  contractor  inventory 
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If  the  owning  agency  shall  not  have  taken 
possession  of  such  inventory  and  (b)  such 
amount  of  any  material  as  the  Munitions 
Board  determines  (1)  are  held  in  lots  so 
small  as  to  make  the  transfer  thereof 
economically  impractical  or  (2)  do  not 
meet  or  cannot  economically  be  con- 
verted to  meet  the  stock  pile  require- 
ments as  determined  by  the  Munitions 
Board. 

S  404.4  Central  control  of  stock  piling. 
In  order  to  centralize  procedures  for  de- 
termining (a)  the  classification  of  sur- 
plus property  a.s  strategic  or  non-strate- 
gic, (b)  the  disposition  of  strategic  ma- 
terials for  the  purpose  of  supplying  cur- 
rent industrial  deficiencies  as  determined 
by  the  Department  of  Commerce,  and  (c) 
whether  strategic  materials  meet  Muni- 
tions Board  specifications,  the  Bureau  of 
Peder?.!  Supply  and  the  Munitions  Board 
are  empowered  and  directed  to  exercise 
the  functions  prescribed  for  them  xmder 
this  part. 

?  404.5  Reports  to  Bureau  of  Federal 
Supply — (a)  Purpose  of  reports.  All 
strategic  materials  shall,  when  deter- 
mined to  be  surplus,  be  reported  by  the 
owning  agency  to  the  Bureau  of  Federal 
Supply  for  the  purpose  of  determining 
dispositions,  either  by  transfer  to  stock 
pile,  or  by  sale  to  satisfy  current  indus- 
trial deficiencies.  Unless  otherwise  di- 
rected by  the  Bureau  of  Federal  Supply  in 
specific  cases,  owning  agencies  shall  re- 
port all  surplus  strategic  materials  listed 
in  Exhibit  A  to  the  Bureau  of  Federal 
Supply  and  shall  not  be  required  to  de- 
termine prior  to  such  report  whether 
such  strategic  materials  meet  Munitions 
Board  specification. 

(b)  Form  of  reports.  Owning  aren- 
cies  shall  file  reports  of  strategic  mate- 
rials with  the  Bureau  of  Federal  Supply 
on  forms  prescribed  by  order  published 
under  this  part. 

(c)  Exemptions  from  reporting.  Own- 
ing agencies  .shall  not  report  strategic 
materials  in  lots  less  than  the  minimum 
quantities  of  strategic  property  deter- 
mined to  be  suitable  for  the  stock  pile 
as  provided  in  §  404.11.  and  listed  in  Ex- 
hibit A.  Such  lots  shall  be  disposed  of 
in  accordance  with  existing  law  other 
than  the  Surplus  Property  Act. 

(d)  Pending  reports  and  reserves.  (1) 
If.  on  the  effective  date  of  this  revision 
of  this  part,  reports  of  strategic  materials 
made  prior  thereto  remain  to  be  proc- 
essed, the  Reconstruction  Finance  Cor- 
poration shall  turn  them  over  to  the  Bu- 
reau of  Federal  Supply,  which  shall  com- 
plete their  processing  according  to  the 
terms  of  this  revision  of  this  part. 

( 2 )  Any  reserves  of  strategic  materials 
which  were  established  under  §  404.9 
prior  to  the  effective  date  of  this  revision 
of  this  part  and  which  remain  in  the 
hands  of  Reconstruction  Rnance  Cor- 
poration on  that  date  shall  be  reported 
by  Reconstruction  Rnance  Corporation 
to  the  Bureau  of  Federal  Supply  in  the 
same  manner  as  strategic  materials  de- 
termined to  be  surplus  by  owning 
agencies. 

S  4Q4.6  Functions  of  Bureau  of  Fed- 
eral Supply,  (a)  The  Bureau  of  Federal 
Supply  will  act  for  and  on  behalf  of  the 
owning  agencies  and  shall  furnish  a  cen- 


tral control  of  all  strategic  materials  re- 
ported to  it  by  the  owning  agencies  as 
provided  by  §404.5  (a).  Such  central 
control  shall  have  for  Its  purpose  the  de- 
termination of  dispositions  of  strategic 
materials,  either  by  transfer  to  stock  pile, 
by  sale  to  satisfy  deficiencies  for  current 
industrial  requirements,  or  by  disposi- 
tion in  accordance  with  existing  law 
other  than  the  Surplus  Property  Act. 

(b)  The  Bureau  of  Federal  Supply 
shall,  pursuant  to  any  order  published 
under  tliis  part,  report  all  strategic  ma- 
terials which  are  to  be  transferred  to  the 
stock  pile  as  provided  in  this  part  to 
the  Secretary  of  the  Treasury,  and  the 
Bureau  of  Federal  Supply  shall  promptly 
issue  shipping  in.structions  to  the  owning 
agency,  which  .<:hall  comply  with  sucli 
Instructions.  In  connection  with  trans- 
fers to  stock  pile,  all  expense  of  prepara- 
tion for  shipment,  all  shipping  and  con- 
version expen-es.  and  all  expenses  after 
the  date  of  shipment  (including  trans- 
portation, maintenance,  and  storage) 
may  be  paid  from  funds  appropriated 
pursuant  to  the  act  unless  the  owning 
agency  elects  to  bear  such  expenses. 

§  404.7  Functions  of  the  Munitions 
Board.    The  Munitions  Board  .^hall; 

(a)  Determine  whether  (and  in  what 
quantities)  any  mat#lals  shall  be  added 
to  the  list  of  strategic  and  critical 
materials  enumerated  in  Exhibit  A; 

<b)  Determine  which  materials  are 
suitable  for  Army.  Navy,  and  Air  Force 
requirements ; 

(O  Be  responsible  for  all  necessary 
amendments,  deletions,  and  additions  to 
the  strategic  materials  listed  in  Exhibit 
A.  and  for  all  specifications  and  require- 
ments for  such  materials; 

(d>  Make  such  inspections  a.s  may  be 
necessary  to  carry  out  its  functions 
under  this  part; 

(e>  Advise  the  Administrator  under 
55  404.11  and  404.12  as  to  minimum 
quantities  and  unsuitable  items  of 
strategic  materials  which  are  not  to  be 
transferred  to  the  stock  pile; 

(f>  Establish  liaison  with.  and 
promptly  furnish  the  Bureau  of  Federal 
Supply  and  the  War  Assets  Administra- 
tor and  any  other  interested  Govern- 
ment agency  designated  by  the  Bureau 
of  Federal  Supply  with  copies  of  the 
Munitions  Board  specifications  for  stra- 
tegic materials,  all  amendments,  dele- 
tions, and  additions  to  the  list  of  ma- 
terials on  Exhibit  A,  and  all  other 
determinations,  requests,  and  recom- 
mendations which  the  Munitions  Board 
Ls  required  to  make  pursuant  to  this  part; 
and 

(g)  The  Munitions  Board  may  au- 
thorize the  Bureau  of  Federal  Supply 
(directly  or  through  the  appropriate 
owning  agency)  to  make  sucli  inspec- 
tions as  the  Munitions  Board  may  de- 
sire, but  all  final  determinations  under 
those  paragraphs  as  to  whether  any  ma- 
terials meet  the  specifications  and  re- 
quirements for  stock  piling  shall  be  made 
by  the  Munitions  Board. 

§  404.8  Functions  of  the  Department 
of  Commerce.  The  Department  of  Com- 
merce will,  from  time  to  time,  determine 
and  advise  the  Bureau  of  Federal  Supply 
and  the  Munitions  Board  In  writing  of 
the  amount  of  any  strategic  material 


necessary  to  make  up  any  deficiency  of 
the  supply  of  such  material  for  the  cur- 
rent requirements  of  industry.  The  De- 
partment of  Commerce  will  make  appro- 
priate revisions  in  its  determination  of 
industrial  deficiencies,  to  the  extent  that 
the  supply  of.  or  the  industrial  require- 
ments for.  strategic  materials  may  in- 
crease or  decrease  from  time  to  time. 
The  Department  of  Commerce  will 
promptly  notify  the  Bureau  of  Federal 
Supply  and  the  Munitions  Board  in 
writing  of  any  revision  in  its  determina- 
tion. 

§  404.9  Disposition  of  strategic  mate- 
rials— <a)  Sales  forjndvstrial  deficien- 
cies. Upon  receipt  of  a  determination 
from  the  Department  of  Commerce  that 
a  deficiency  exists  in  the  supply  of  any 
strategic  material  for  the  current  re- 
quirements of  Industry,  the  Bureau  of 
Federal  Supply  shall  withhold  from 
transfer  to  the  stock  pile  such  amounts 
of  strategic  materials  reported  to  it  by 
the  owning  agencies  pursuant  to  §  404.5 
as  the  Department  of  Commerce  shall 
determine  necessary  to  satisfy  such  In- 
dustrial deficif-ncy  pursuant  to  its  re- 
sponsibility under  Public  Law  520.  79th 
Congress.  In  such  case,  the  Bureau  of 
Federal  Supply  shall  confirm  to  the  De- 
partment of  Commerce  in  writing  that 
it  has  .so  withheld  such  amounts  of  stra- 
tegic materials,  identifying  them  fully, 
and  shall  also  advise  the  owning  agencies 
in  writing  that  they  shall  sell  .such  with- 
held materials  under  the  terms  of  exist- 
ing law  and  in  accordance  with  directions 
which  the  Department  of  Commerce  shall 
issue  to  them. 

(b)  Balance  to  stock  pile.  All  remain- 
ing strategic  materials  shall  be  trans- 
ferred to  the  stock  pile  as  provided  by 
5  404.6  <b).  subject  to  the  following: 

(1)  Strategic  materials  reported  by 
the  owning  agencies  and  listed  on  Exhibit 
A  shall  be  held  for  determination  by 
the  Munitions  Board  which  .<;hall 
promptly  determine  whether  such  mate- 
rials meet  Munitions  Board  .specifications 
for  stock  piling,  or  can  economically  be 
converted  to  meet  stock  piling  require- 
ments, or  exceed  the  amounts  required 
by  the  Munitions  Board. 

(2)  Strategic  materials  which  meet 
such  requirements  for  stock  pHing  as  de- 
termined by  the  Munitions  Board  shall 
be  transferred  to  the  stock  pile  as  pro- 
vided in  this  part. 

(d)  Di.'^position  of  surplus.  Any  quan- 
tities of  strategic  materials  which  do  not 
meet  such  stock  piling  requirements  ard 
which  are  not  disposed  of  pursuant  to 
paragraph  (a)  or  (b)  of  this  section  shall 
be  returned  to  the  owning  agencies  for 
disposition  under  the  terms  of  existing 
law  other  than  the  Surplus  Property  Act. 

§404  10  Limitation  on  transfers  to 
stock  pile.  All  transfers  of  strategic  ma- 
terials to  the  stock  pile  shall  be  reported 
by  the  Bureau  of  Federal  Supply  to  the 
Secretary  of  the  Treasury  who  shall 
thereupon,  and  pursuant  to  the  act: 

(a)  Cause  to  be  determined  the  fair 
market  value  of  the  strategic  materials 
so  transferred,  and 

(b»  Notify  the  Administrator,  the  Bu- 
reau of  Federal  Supply,  and  the  Muni- 
tions Board,  in  writing,  when  the  tctrl 
amount  of  all  strategic  materials  trans- 
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ferred  to  the  stock  pile  during  any  flscal 
year  has  by  value  reached  an  amount 
fixed  by  the  appropriation  act  or  acts 
relating  to  the  acquisition  of  strategic 
and  critical  materials  under  the  act,  and 
that  no  further  transfers  of  strategic 
materials  shall  be  made  for  the  balance 
of  such  fiscal  year. 

§  404.11  Minimum  quantities  of  stra- 
tegic materials.  Accumulations  of  stra- 
tegic materials  which  owning  agencies 
are  required  to  report  to  the  Bureau  of 
Federal  Supply  for  stock  piling  purposes, 
do  not  include  such  minimum  quantities 
of  strategic  materials  as  the  Munitions 
Board  determines  to  be  economically  im- 
practical to  transfer  to  the  stock  pile. 
Therefore,  the  Munitions  Board  will  ad- 
vise the  Administrator  from  time  to  time 
of  such  determinations.  Upon  the  basis 
of  such  determinations,  amounts  less 
than  the  minimum  quantities  of  the  vari- 
ous classes  of  strategic  materials  listed 
on  Exhibit  A  shall  not  be  reported  to  the 
Bureau  of  Federal  Supply  but  shall  be 
disposed  of  by  the  owning  agencies  pur- 
suant to  existing  law  other  than  the 
Surplus  Property  Act. 


§  404.12  Unsuitable  items.  The  Mu- 
nitions Board  will  determine  amounts  of 
strategic  materials  which  do  not  meet  or 
cannot  economically  be  converted  to 
meet  stock  pile  requirements.  The  Mu- 
nitions Board  will  keep  the  Administra- 
tor, the  Bureau  of  Federal  Supply,  and 
the  owning  agencies  advised  as  to  such 
un.sultable  items,  and  if  not  listed  in 
Exhibit  A,  such  materials,  shall  not  be 
reported  to  the  Bureau  of  Federal  Sup- 
ply, or  if  so  listed  but  later  determined 
to  be  unsuitable  after  having  been  re- 
ported to  the  Bureau  of  Federal  Supply, 
shall  not  be  transferred  to  the  stock  pile, 
but  Instead  may  be  disposed  of  by  the 
owning  agencies  pursuant  to  existing 
law  other  than  the  Surplus  Property  Act. 

§  404.13  Regulations  and  reports  by 
affected  agencies.  The  Bureau  of  Fed- 
eral Supply  and  the  owning  agencies 
shall  file  with  the  Administrator  copies 
of  all  regulations,  orders,  and  Instruc- 
tions of  general  applicability  which  may 
be  Issued  in  furtherance  of  the  provi- 
sions, or  any  of  them,  of  this  part.  The 
Munitions  Board  shall  file  with  the  Ad- 
ministrator copies  of  the  lists,  speclflca- 

ExHiBiT  A— List  or  Stbatioic  and  Critral  Materials 


tlons,  and  determinations  which  It  la 
required  to  file  with  the  Bureau  of  Fed- 
eral Supply  or  owning  agencies  hereun- 
der. The  Department  of  Commerce  shall 
file  with  the  Administrator  copies  of  Its 
determinations  of  deficiencies  of  the  sup- 
ply of  current  Industrial  requirements 
which  It  is  required  to  make  under 
§  404.8. 

5  404.14  Records  and  reports.  The 
Bureau  of  Federal  Supply  and  the  own- 
ing agencies  shall  prepare  and  maintain 
such  records  as  will  show  full  compliance 
with  the  provisions  of  this  part.  Re- 
ports shall  be  filed  with  the  Administra- 
tor in  such  manner  as  may  be  specified 
by  order  Issued  under  this  part  subject 
to  the  approval  of  the  Bureau  of  the 
Budget  pursuant  to  the  Federal  Reports 
Act  of  1942. 

This  revision  of  this  part  shall  become 
effective  May  1,  1949. 


Jess  Larson, 
Administrator. 


April  26.  1949. 


Material 


Aear 

Aluminum. 


Antimony. 


Asbestos.. 


Barllp... 
Hauxite. 
Beryl.... 


Bismuth... 
Cadmium. 


Caiitor  Oil 

Ct'listito 

rhalk-Knglish. 
Chromitc 


Cohalt. 


Coconut  oil. 
ColuiiiNte.. 
CoiHier 


Conlaeo  fibers 

Corunilum... 

Cryi>lit»'  

l)iitmi>n<i  dio<  

Diamond,    indus- 
trial. 

Emory 

Emetine 

Eluorspar 


Typos,  gradt's,  or  forms  to  be  reported 


Minimum  quant  A 
at  on«  location  TO 
Ih"  reijortcd 


Stiredi*,  flakes,  or  pranules 

I'rimary  or  secondary  pig  or  injrot  of  p-ades 

3,  4,  and  5.    Primary  or  i^econdary  pig  or 

ingot,  or  mill  forms,  over  2  inch  minimum 

dimension,  of  (trades  2.S,  3S,  24S,  25S,  A51S, 

.■>2.S,  or  CIS. 
Or's  or  concentrates,  metal  or  alloys  with 

other  metals,  in  pieces  e.xctH-ding  5  pounds 

eacli. 

Liquated  (needlet  antimony 

Hho<losian  chrysotile  Iil)or  of  grades  C  and 

(}-l  or  C  and  G-2. 
South  .\frican  amosite  fiber  of  grades  B-1, 

B-3,  I)-3or3/HM-l. 

Ore.s  or  concentrates 

do 

.-.  <Jo 

Beryllium  metal  in  all  forms,  including  clean 

scr-.ip. 
Copp<>r-b*'ryllinm  alloys  in  all  forms  Includ- 
ing clean  scrap. 
Metal,  or  alloys  with  other  metals,  in  pieces 

exceeding  5  ix>unds  each. 
Met:il,  in  all  forms  and  siies.    Alloys  with 

other   metals,    in    pieces   exceeding   five 

[Miunds  each. 

Oil  in  bulk 

Ore 


Navy  Spec.  52W/e 

Metalhiriiical,  refractory,  or  chemical  ore 

or  conwntrates. 
Metal,  ores,  concentrates,  oxide,  or  crudes... 


Oil  in  bulk 

Ores  in  concentrates 

Refined  copi>er  in  any  primary  form. 
Copper,  cartridge  brass,  leaded  brass  or 
gilding  metal  in  s«'mi-flnishe<l  or  finished 
milt  forms  or  renielt  ingot.  Copper,  car- 
tridge bra.ss,  lea<led  brass  or  gilding  metal 
in  the  form  of  partially  or  completely 
manufactureil  articles  or  parts,  salvaged 
parts,  or  scrap,  so  long  xs  each  lot  is  of  sub- 
stantially uniform  comjKisition  and  is  not 
mixed  witli  parts  or  scrap  of  other  than 
copper  ba.se  alloy  compositiiw.  I)emill- 
tari?e<l  or  fired  brtkss  ammunition  i>arts, 
including  {wpped  or  burned  small  arms 
ammunition.  It  is  intended  that  all  cojv 
I>er  or  copper  base  alloy  materials  having 
a  net  salvage  vnluo  are  t<>  tie  reported. 

Manila  or  sisal  fiber  in  bales 

Crystal  or  bouliler  ore  or  concentrates 

Natural  cryolite  ore 

Partly  or  completely  finished  dies. 

Tool  stones,  crushing  bort,  powder 

Foreign  or  domestic  ores  or  concentrates 

Emetine  hydrochloride,  l'.">P  XII 

Metallurgical  or  acid  grade  ore^  or  concen- 
trates 


l,ax)  pounds. 
50,()0<)  pounds. 


Do. 


1,000  pounds. 
10,000  pounds. 

1)0. 

50,000  pounds. 

Do. 
10,000  pounds. 
100  i)0unds. 

100  ixiunds.  beryl- 
lium content. 
1,000  jwunds. 

Do. 


50,000  pounds. 

Do, 
10,000  pounds. 
50,000  i>ounds. 


10,000  pounds, 
bait  content. 
.W.iKlO  pounds. 
l.OKilx'unds. 
40,000  pounds. 


co- 


10,000  pounds. 

Do. 
50,000  pounds. 
No  minimum. 

Do. 

.Vi.OtKi  pounds. 
100  ounces. 
50,000  pounds. 


Material 


Graphite 

Hyoscine 

Io<line 

Jewel  bearings 


Kyanite. 
Lead... 


Magnesium. 


Manganese  ore 

Mercury 

Mica 


Molybdenum. 

Monaiite 

Nickel , 


Opium. 


Palm  oil 

Pepiier 

Platinum  group. 
Metals:  Iridium, 
osmium,  imlla- 
dium,  platinum, 
rhodium,  ruth- 
enium. 

Pyrethrum 


Quartz  crystals. 


Quebracho 

Quinidine 

Quinine 

KaiH'seed  oil 

Natural  rubber 

Rulile 

Sapphire  and  ruby. 


Selenium.. 

Shellac 

Si>erm  oil.. 
Talc 


Tantalite. 

Tin 

Tung  oil.. 
Tungsten. 


Vanadium 

Zinc 

Zirconium  ores. 


Tyi)es,  grades,  or  forms  to  be  reiwrted 


Amorphous  lump,  flake,  or  fines 

Hyoscine  hydrobromlde,  U8P  XII 

Crude  iodine  or  USP  iodine 

Finished  bearings,  set  or  unset,  of  following 
classes:  Instrument  jewels,  V  Jewels,  watch 
Jewels. 

Ore 

Concentrates.  Metal,  or  alloys  with  other 
metals,  in  any  form,  so  long  as  each  lot  is  of 
substantially  uniform  com[>i)silion. 

Primary  or  secondary  pig  or  ingot  of  ASTM 
grades  1,  2,  4,  or  17. 

Battery  or  metallurgical  ore 

Metal  or  oxide jw 

Muscovite  block  and  film,  muscovite  split- 
tings, phloKOpite  block,  phlogopite  split- 
tings.   All  grades. 

Concentrates,  oxide,  ferro 

Monazlte  sand 

Electrolytic,  nig,  ingot,  or  shot.  Nickel 
oxide,  nickel  rolled  products. 

Crude  or  refined  opium  and  opium  deriva- 
tives, including  dosage  forms. 

on  In  bulk 

I'nground  i)epper. 

Pure  metals,  or  alloys  combining  any  two  or 
more  of  such  metals,  iu  auy  form. 


Flowers  or  30  per  cent  extract. 


Raw  quartz,  radio  grade 

Sections,  slabs,  bars,  wafers 

Blanks  or  finished  plates,  unmounted  or 

mounted. 

Dried  extract 

Any  alkaloids 

do 

Oil  in  bulk 

Crude  natural  rubber  or  natural  rubber  latex. 

Ore  or  concentrates 

Half  boules,  rods,  or  cbt  pieces  exceeding  10 

carats  each. 

Ingot,  block,  bar,  granules,  or  powder 

Dried  raw  shellac,  all  grades.. 

Oil  in  bulk 

Steatite  talc  block 

Ground  steatite  talc........... 

Ore  or  concentrates ... ... 

Concentrates  or  pig 

Oil  In  bulk 

Ores,   concentrates,    (erro,  powder   metal, 

oxide. 

Ores,  concentratM,  oxide,  ferro.: 

Concentrates,  slab  zinc,  oxide,  mill  pro<lucts 
Baddeleyite  or  zircon  ores  or  conwnlrates.-. 


Minimum  quantity 
at  one  location  ft 
be  reported 


10,000  poundi. 
10  ounces. 
Z.UNI  pounds. 
1,000    pieces    of 
single  design. 

50,000  pounds. 
Do. 


Do. 

Do. 
1,000  iKtunds. 
Do. 


10,000  |)ounds. 
Do. 
Do. 

No  minimum. 

50,000  pounds. 
1 .000  |>ounds. 
10  troy  ounces. 


20  5>ounds,  pyrcth- 

nil  content. 
10*1  |>ounds. 
2.'>  |M>unds. 
1,000  pieits. 

1,000  pounds. 
liNi  iMiunds. 
Lum  ounws. 
.'jtt.ooo  (Miunds. 
10,000  |)Ouiids. 

Do. 
1,000  carats. 


1,000  pounds. 
lo,tio«t  pounds. 
50.IIINJ  pounds. 
I.mti  pounds. 
10,000  itoui-.ds. 
KKI  |>ounds. 
2.i««)  i>ounds. 
Al,(lilO  |)oun<ls 
10,000  |)0unds. 

Do. 

50,000  pounds. 
10,000  [)0uuds. 


(P.  R.  Doc.  49-3371;  Filed.  Apr.  29.  1949;  8:57  a.  m.) 
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|Reg.  17.  Order  IJ 

Paki  404 — Stock  Piling   or   Stsattgic 
AND  Critical  Materuls 

HrPORT  BY  bureau  OF  FEDERAL  SUPPLY 

Pursuant  to  the  authority  of  the  Sur- 
plus Property  Act  of  1944,  as  amended 
(58  Stat.  765,  as  amended;  50  U.  S.  C. 
App.  Sup.  1611);  Public  Law  181.  79th 
Congress  (59  Stat.  533;  50  U.  S.  C.  App. 
Sup.  1614a.  1614b> ;  Reorganization  Plan 
1  of  1947  (12  P.  R.  4534) ;  Public  Law  862, 
80th  Congress  (62  Stat.  1196);  Public 
Law  7.  81st  Congress  (63  Stat.  6)  ;  and 
Public  Law  520.  79th  Congress  (60  Stat, 
596),  It  is  hereby  ordered  that: 

5  404.51  Report  by  Bureau  of  Federal 
Supply,  (a)  The  Bureau  of  Federal  Sup- 
ply shall  transmit  a  report  to  the  War 
Assets  Administrator  or  his  successor  on 
July  15,  1949,  covering  its  activities  under 
this  part  between  May  1,  1949,  and  June 
30.  1949;  and  thereafter  shall  transmit 
quarterly  reports  on  the  fifteenth  day  of 
each  month  next  following  such  quarterly 
periods.  Such  reports  shall  be  marked 
"confidential"  and  shall  be  transmitted 
accordingly. 

(b)  The  reports  shall  be  transmitted 
In  the  format  most  convenient  to  the 
Bureau  of  Federal  Supply  and  shall  In- 
clude the  following  data  employing  the 
same  unit  of  measure  as  appears  in  Ex- 
hibit A  of  this  part: 

(1)  Strategic  materials  reported  to 
Bureau  of  Federal  Supply,  (i)  The  to- 
tal amount  of  each  .strategic  material 
reported  by  owning  agencies ; 

(ID  The  total  reported  cost  (or  esti- 
mated value  In  the  case  of  scrap)  of  each 
strategic  material  reported  by  the  own- 
ing agencies. 

(2)  Sales  to  satisfy  deficiencies  in  the 
current  requirements  of  industry.  (1) 
The  total  amount  of  each  strategic  ma- 
terial sold  to  satisfy  deficiencies  in  the 
current  requirements  of  industry; 

(ii)  The  total  reported  cost  (or  esti- 
mated value  in  the  ca.se  of  scrap)  of  each 
such  strategic  material  .<;o  disposed  of; 

(ill)  The  amount  received  for  each 
strategic  material  so  disposed  of. 

(3  >  Strategic  materials  transferred  to 
the  stock  pile.  (1)  The  total  amount  of 
each  strategic  material  transferred  to 
the  stock  pile; 

(11)  The  total  reported  cost  (or  esti- 
mated value  in  the  case  of  scrap)  of  each 
strategic  material  transferred  to  the 
stock  pile; 

(ili)  The  fair  market  value  of  each 
strategic  material  so  transferred  as  de- 
termined by  the  Secretary  of  the  Treas- 
ury. 

(4)  Materials  reported  as  strategic  but 
refected  by  the  Munitions  Board.  (1) 
The  total  amount  of  each  material  re- 
ported as  strategic  but  rejected  by  the 
Munitions  Board; 

(ii)  The  total  reported  cost  (or  esti- 
mated value  in  the  case  of  scrap)  of  each 
material  reported  as  strategic  but  re- 
jected by  the  Munitions  Board. 


(58  Stat.  765,  as  amended,  59  Stat.  533. 
60  Stat.  596,  Reorg.  Plan  I  of  1947,  12 
F.  R.  4534,  61  Stat.  952.  Pub.  Law  862. 
80th  Cong.,  62  Stat.  1196,  Pub.  Law  7. 
81st  Cong.,  63  Stat.  6 ;  50  U.  S.  C.  App.  and 
Sup.  1611.  1614a,  1614b,  5  U.  S.  C.  524, 
551,  565,  568,  50  U.  S.  C.  98) 

Note:  All  reporting  requirements  of  this 
part  have  been  approved  by  the  Bureau  of 
the  Budget  In  accordance  with  the  Federal 
Reports  Act  of  1942. 

This  order  shall  become  effective  May 
1.  1949. 

Jess  Lar.son, 
Administrator. 

April  26,  1949. 

(F.    R.   Doc.   49-3372;    Filed,    Apr.    29,    1949; 
8:57  a.  m.J 


[Reg.  17.  Order  5) 

Part  404 — Stock  Piling  of  Strategic  and 

Critical  Materials 

forms  for  reporting  strategic  materials 

Pursuant  to  the  authority  of  the  Sur- 
plus Property  Act  of  1944.  as  amended 
(58  Stat.  765.  as  amended;  50  U.  S.  C. 
App.  Sup.  1611  >;  Public  Law  181.  79th 
Congress  (59  Stat.  533;  50  U.  S.  C.  App. 
Sup.  1614a,  1614b) ;  Reorganization  Plan 
1  of  1947  (12  F.  R.  4534);  Public  Law 
862.  80th  Congress  <62  Stat.  1196  > ;  Pub- 
lic Law  7.  81st  Congress  (63  Stat.  6» ;  and 
Public  Law  520.  79th  Congress  (60  Stat. 
596 1,  it  is  hereby  ordered  that: 

5  404.53  Forms  for  reporting  strategic 
materials,  (a)  Owning  agencies  shaU 
report  strategic  property  and  shall  make 
corrections  or  withdrawals  of  previous 
reports  to  the  Bureau  of  Federal  Supply, 
Washington  25,  D.  C,  on  WAA  Form  1003. 
•■Rep>ort  or  Adjustment  of  Previous  Re- 
port of  Strategic  Materials  to  Bureau  of 
Federal  Supply."  as  attached  hereto,  in 
accordance  with  the  instructions  accom- 
panying such  form.  The  supply  of 
printed  forms  prepared  prior  to  this  re- 
vl.^ion  may  be  used  until  exhausted,  pro- 
vided they  are  corrected  to  conform  to 
the  aforesaid  form  attached  hereto. 

(b)  The  Bureau  of  Federal  Supply  Is 
authorized  to  correct  or  adjust  a  report 
submitted  on  WAA  Form  1003  after  veri- 
fication of  the  report  and  inspection  of 
the  property.  When  the  Bureau  of  Fed- 
eral Supply  makes  such  a  correction  or 
adjustment  without  the  submission  by 
the  owning  agency  of  a  WAA  Form  1003 
covering  such  correction  or  adjustment, 
the  submission  of  such  WAA  Form  1003 
by  the  owning  agency  shall  not  be  re- 
quired. In  each  such  case,  the  owning 
agency  shall  be  informed  of  such  cor- 
rection or  adjustment,  and  a  copy  of 
such  adjusted  or  corrected  WAA  Form 
1003  shall  be  directed  to  the  owning 
agency  concerned. 

(c>  WAA  Form  1003  may  carry  the 
listing  of  strategic  materials  reported, 
or  it  may  be  used  as  a  cover  transmittal 


sheet  for  mechanical  accounting  lists. 
If  a  machine  tabulated  form  is  used  for 
listing  the  Items  of  property,  the  colum- 
nar arrangement  shall  conform  to  that  of 
WAA  Form  1003  and  the  Form  shall  be 
11"  X  lA-'a"  In  size. 

(di  WAA  Form  1003  may  be  repro- 
duced by  the  owning  agency:  Provided. 
That  the  size  and  format  are  Identical 
with  such  form  on  file  with  the  Division 
of  the  Federal  Register,  sample  copies 
of  which  may  be  obtained  from  the 
Administrator,  or  meet  the  conditions 
specified  above  with  respect  to  machine 
tabulated  forms.  The  form  may  be 
reproduced  by  the  owning  agency  in  fan- 
fold  and  carry  the  name  of  the  owning 
agency  imprinted  on  the  form.  The 
complete  instructions  shall  be  printed  on 
the  back  of  the  form. 

(e)  If  any  legal  restrictions  exist,  In- 
cluding patent  restrictions,  as  to  the 
power  of  the  owning  agency  to  dispose 
of  the  property  reported,  the  report  shall 
Include  a  statement  clearly  Indicating 
such  restrictions. 

(f )  Where  sales  of  strategic  materials 
are  made  by  an  owning  agency  pursuant 
to  the  provisions  of  §  404.9,  a  report  of 
each  such  sale  shall  be  furnished  by  the 
owning  agency  concerned  to  the  Bureau 
of  Federal  Supply.  Such  report  of  sale 
may  take  the  form  of  a  copy  of  the  sales 
documents  and  shall  make  reference  to 
the  particular  WAA  Form  1003  on  which 
the  strategic  materials  were  first  re- 
ported. 

(g)  Upon  receipt  of  a  WAA  Form  1003 
and  after  a  determination  that  the  stra- 
tegic materials  described  thereon  are 
suitable  for  the  stock  pile  and  are  to 
be  transferred  thereto,  the  Bureau  of 
Federal  Supply  shall  report  to  the  own- 
ing agency  which  prepared  the  particu- 
lar WAA  Form  1003  and  to  the  Secre- 
tary of  the  Treasury,  those  strategic  ma- 
terials listed  on  such  WAA  Form  1003 
which  are  to  be  transferred  to  the  stock 
pile.  Such  reports  of  strategic  materials 
to  be  transferred  to  the  stock  pile  shall 
be  accomplished  by  forwarding  WAA 
Form  1003  to  the  specified  addresses 
designated  in  this  paragraph. 

58  Stat.  765,  as  amended.  59  Stat.  533.' 
60  Stat.  596,  Reorg.  Plan  I  of  1947,  12 
F.  R.  4534,  61  Stat.  952,  Pub.  Law  862, 
80th  Cong.,  62  Stat.  1196,  Pub.  Law  7. 
81st  Cong.,  63  Stat.  6;  50  U.  S.  C.  App.  and 
Sup.  1611,  1614a,  1614b,  5  U.  S.  C.  524. 
551,  565,  568,  50  U.  S.  C.  98) 

Note:  All  reporting  requirements  of  this 
part  have  been  approved  by  the  Biu-eau  ol 
the  Budget  in  accojdance  with  the  Federal 
Reports  Act  of  1942. 

This  order  shall  become  effective  May 
1,  1949. 

Je.ss  Larson, 
Administrator. 
April  2G,  1949. 
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RULES  AND  REGULATIONS 


WAA  Form- 1003 
(Rev.  6-1-49) 

rsiTKD  STATK3  OF  AUIEtrA 
WAR  ASSETS  ADMINISTRATION 

.    Rkport  or  Adjuhtmsnt  or  Prktious  Report  or 
Strategic  Materials 


1.  To  Bureau  of  Federal  Supply.  Attention:  Assist- 
ant Director,  Strategic  aud  Critical  Mat«rials, 
Washington  25,  D.  C. • 


1.  From 


Bxidga  BvTtau  No.  t6-RIH 
Approrai  Expiret  June  SO,  19iS 


Paga       of       Paees 


8.  Standard  commodity 
classification  group 
code 


10.  Reiwrting  agency  No.      11.  Total  cost  this  nport 


0.  Date  of  report 


12.  If  this  is  an  adjtittmmt  or  withdrtneal  of  a  jneHout 
rrp^rt,  complete  this  block. 
Reiwrt  to  be  adju.sted: 
Reporting  agency  No.: 
Datod: 


).  Custodiau 


4.  Location  of  property 


5.  Rail  carrier  serving  the  site 


J.  Proceeds— If  proc«>ds  are  "reimburs- 
able," give  symlKil  and  title  of  appro- 
priation of  Oovernment  cor|ioration 


7. 


Signature  of  rciwrling  otncial 


Name  and  title  (pleaae  type) 


Item 
No. 


(a) 


Description 

(b)        »^ 


Standard 
commodity 
classiti  ca- 
tion 

(0 


Con 
dition 


(d) 


Unit 


(e) 


Number 
of  units 


(0 


Unit 
cost 


(K) 


TotJtl 
cost 


(h) 


Instructions  for  WAA  Form   1003 

Owning  agencies  shall  use  WAA  Form  1003 
to  report  surplus  strategic  materials,  as  de- 
fined In  WAA  Regulation  17,  to  tlie  Bureau 
of  Federal  Supply.  Such  reports  will  not 
constitute  a  declaration  of  surplus  to  a  dis- 
posal Agency.  WAA  Form  1003  shall  be  filed 
In  qulntupllcate  (5)  with  the  Bureau  of  Fed- 
eral Supply,  Attention:  Assistant  Director, 
Strategic  and  Critical  Materials,  Washington 
25.  D.  C. 

The  Items  of  property  listed  on  any  such 
report  shall  be  confined  to  property  at  a  sin- 
gle location  and  classified  in  a  single  major 
group  (2  digits)  of  the  Standard  Commodity 
Classification. 

If  any  legal  restrictions  exist  (including 
patent  restrictions)  as  to  the  power  of  the 
owning  agencies  to  dispose  of  the  property  re- 
ported as  surplus,  the  report  shall  Include  a 
statement  clearly  indicating  such  restrictions. 

The  receipt  of  each  WAA  Form  1003  will 
be  acknowledged  to  the  reporting  office  by 
the  Bureau  of  Federal  Supply  by  a  pos*.  card 
notice  stating  the  reporting  agency's  report 
number  and  date.  In  the  case  of  withdraw- 
als or  adjustments  the  post  card  notice  will 
constitute  an  approval  of  the  request  for 
permission  to  withdraw  property  previously 
reported  unless  the  notice  specifically  states 
otherwise. 

Block  2.  Insert  the  name  and  address  of 
the  reporting  agency.  Show  the  department, 
bureau,  office,  or  other  similar  subdivision  In- 
volved. The  Bureau  ofrf'ederal  Supply  will 
send  one  copy  of  the  shipping  Instructions 
to  the  custodian  and  one  copy  to  the  report- 
ing agency  as  shown  on  the  report. 


Block  3.  Insert  the  nsme  and  complete 
address  of  the  custodian  of  the  property 
reported. 

Block  4.  Insert  the  warehouse  number  and 
complete  address  of  the  site  at  which  the 
property  is  located. 

Block  5.  Insert  the  name  of  the  rail  carrier 
serving  the  site  location  of  warehouse  re- 
ported In  Block  4. 

Block  6.  If  the  net  proceeds  from  the  sale 
or  transfer  are  reimbursable  pursuant  to  the 
Surplus  Property  Act  of  1944,  as  amended, 
give  the  symbol  and  title  of  the  appropriation 
to  be  credited  or  the  name  and  address  of  the 
Government  corporation  to  receive  the  funds. 
A  single  report  on  WAA  Form  1003  should 
cover  items  for  which  the  net  proceeds  are 
reimbursable  or  nonreimbursable,  but  never 
both  classes  of  Items. 

Block  8.  Enter  code  number  of  the  single 
major  group  (2  digits)  of  the  Standard  Com- 
modity Classification  In  which  the  Items 
listed  on  the  report  are  classified. 

Block  9.  Enter  the  date  on  which  the  re- 
port is  signed  by  the  authorizing  official. 

Block  10.  Enter  the  serial  number  assigned 
by  the  reporting  agency  to  Identify  the  re- 
port. 

Block  11.  Enter  the  sum  of  all  amounts  In 
column  (h).  Total  Cost,  of  all  pages  of  the 
declaration  and  supporting  lists. 

Block  12.  If  the  report  is  an  adjustment  or 
withdrawal  of  a  previous  report,  enter  the 
reporting  agency  number  and  date  of  the 
report  to  be  adjusted  or  withdrawn. 

Column  (a).  Enter  consecutive  numbers 
starting  with  1  on  each  page  for  each  item 
listed,  leaving  blank  line  space  across  all 
columns  between  successive  property  Items. 


Column  (b).  Describe  the  material  In  suf- 
ficient detail  as  to  chemical  or  other  compo- 
sition, specifications,  size,  etc.,  to  Indicate 
the  nature  of  the  strategic  material.  Com- 
plete purchase  specifications  or  material  con- 
tent analyses  shall  be  Included  whenever 
available. 

Column  (c).  If  known,  enter  the  detailed 
classification  number  for  each  Item  accord- 
ing to  the  Standard  Commodity  Classifica- 
tion (Oovernment  Printing  Office).  If  the 
strategic  property  being  reported,  however, 
Is  scrap,  no  entry  should  be  made  In  columns 
(c),  (d),  and  (g).  and  In  column  (h)  enter 
an  amount  representing  the  total  estimated 
value. 

Column  (d).  If  the  Item  being  reported 
Is  a  fabricated  article,  Indicate  condition  of 
the  property  by  the  following  combination 
letter  code: 

Means 
N^New. 

E=Used — reconditioned. 
0= Used— useable  without  repairs. 
R=:U8ed — repairs  required. 
X— Items   of   no   further   value   for   use   aa 
originally    Intended    but    of    possible 
value  other  than  scrap. 

1.  Excellent. 

2.  Good. 

3.  Fair. 

4.  Poor. 

Where  the  code  condition  does  not  provide 
an  accurate  description  of  the  materiara 
condition  leave  this  column  blank  and  In 
appropriate  language  describe  the  condition 
of  the  property. 

Column  (e) .  Indicate  the  unit  of  measure- 
ment with  respect  to  each  specific  item.  1.  e.. 
pounds,  tons,  dozen,  etc.  Distinguish  be- 
tween long,  short  and  metric  tons.  Standard 
clearly  understandable  abbreviations  may  be 
used.  The  unit  or  measurement  used  for  the 
particular  material  should  be  the  same  as  the 
unit  used  In  Exhibit  A  to  Regulation  17. 

Column  (/) .  Specify  the  quantities  of  each 
Item  reported  In  terms  of  the  unit  used  In 
column  (e). 

Column  {g).  Insert  the  recorded  procure- 
ment cost  or.  In  Its  absence,  the  estimated 
cost  (in  dollars  and  cents)  excluding  trans- 
portation and  handling  charges  Incurred 
after  the  original  purchase.  Indicate  esti- 
mated unit  cost  by  the  prefix  "E." 

Column  (h).  Insert  the  total  cost.  The 
total  cost  will  be  "No.  of  Units"  multiplied 
by  "Unit  Cost." 

Instructions  roR  Use  as  a  Withdrawal  or 
Adjustmknt  or  Previous  Report 

WAA  Form  1003  shall  be  used  by  the  own- 
ing agencies  in  reporting  any  adjustment 
in  prior  reports  including  withdrawals  of 
materials. 

When  using  WAA  Form  1003  as  a  with- 
drawal of  the  entire  property  previously  re- 
ported only  blocks  2.  7,  and  12  need  be  filled 
In  and  the  phrase  "all  items  to  be  withdrawn" 
written  in  column  (b). 

When  using  WAA  Form  1003  to  correct  or 
adjust  a  previous  report,  the  owning  agency 
shall  fill  In  all  of  the  numbered  blocks.  In- 
cluding Block  12,  underlining  any  correction 
that  is  being  made.  To  Identify  the  Items 
being  adjusted  the  owning  agency  shall  In- 
sert in  column  (a)  the  page  and  item  num- 
ber appearing  on  the  original  report. 

IF.  R.   Doc.   49-3373:    Filed,    Apr,   29,    1949; 
8:58  a.  m.l 


Saturday,  April  SO,  1949 
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DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7  CFR,  Part  935  1 

Handling  of  Milk  in  the  Ouaha- 
CoTJNCiL  Bluffs  Marketing  Area 

NOTICE  OF  RECOMMENDED  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
WITH  RESPECT  TO  PROPOSED  AMENDMENT 
TO  TENTATIVE  M.\nKETING  AGREEMENT  AND 
TO  ORDER,  AS  AMENDED 

Pursuant  to  the  rules  of  practice  and 
procedure  governing  proceedings  to 
formulate  marketing  agreements  and 
orders  (7  CFR.  Supps.,  900.1  et  seq.) ,  no- 
tice is  hereby  given  of  the  filing  with  the 
Hearing  Clerk  of  the  recommended  de- 
ci.sion  of  the  As.si.stant  Administrator, 
Production  and  Marketng  Administra- 
tion, United  States  Department  of  Ag- 
riculture, with  respect  to  a  proposed 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
Omaha-Councl  Bluffs  marketing  area. 
Interested  parties  may  file  written  excep- 
tions to  this  decision  with  the  Hearing 
Clerk,  Room  1844,  South  Building,  United 
States  E)epartinent  of  Agriculture.  Wash- 
ington 25,  D.  C,  not  later  than  the  close 
of  busine.ss  on  the  10th  day  after  publica- 
tion of  this  deci.sion  in  the  Federal  Reg- 
ister. Exceptions  should  be  filed  In 
quadruplicate. 

Preliminary  statement.  The  hearing 
on  the  record  of  which  the  proposed 
amendment  to  the  tentative  marketing 
agreement  and  to  the  order,  as  amended, 
was  formulated  was  conducted  at  Omaha. 
Nebraska,  on  March  3  and  4,  1949,  pur- 
suant to  notice  thereof  which  was  issued 
on  Febiuary  15, 1949  (14  F.  R.  738) . 

The  material  Issues  on  the  record  re- 
lated to  (1)  redefining  emergency  milk 
and  the  conditions  under  which  it 
should  be  handled,  (2)  reclassifying 
certain  milk  products.  (3)  pooling  sep- 
arately Grade  A  and  non-Grade  A  milk, 

(4)  pricing  Class  I  and  Class  II  milk, 

(5)  establishing  a  premium  for  Grade 
A  milk.  (6)  preventing  contra-seasonal 
price  trends,  and  (7)  Increasing  the  but- 
terfat  differential  to  producers. 

Findings  and  conclusions.  The  fol- 
lowing findings  and  conclusions  on  these 
issues  are  based  upon  the  evidence  In- 
troduced at  the  hearing  and  the  record 
pertaining  thereto. 

(1)  The  provisions  relating  to  the 
handling  of  emergency  milk  should  be 
revised.  The  present  order  permits  the 
importation  of  skim  milk  and  butter- 
fat  as  emergency  milk  only  during  the 
months  of  September  to  December,  in- 
clusive. The  record  evidence  indicates, 
however,  that  during  the  past  year  and 
a  half  there  have  been  many  delivery 
periods,  other  than  those  listed,  in  which 
the  receipts  of  skim  milk  or  butterfat 
from  producers  were  insufficient  to  sat- 
isfy the  needs  of  the  market.  To  meet 
this  situation,  it  is  concluded  that  a  han- 
dler should  be  permitted  to  use  emer- 
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gency  milk  In  any  delivery  period  In 
which  the  market  administrator  deter- 
mines that  the  supply  of  producer  milk 
available  to  him  is  insufficient  to  fill  his 
Class  I  and  Class  II  requirements.  To 
avoid  the  possibility  of  abuse  and  at  the 
same. time  allow  a  reasonable  margin  for 
day  to  day  fluctuation  in  sales  and  re- 
ceipts etc.,  the  amount  of  .skim  or 
butterfat  cla.ssified  as  emergency  milk 
should  be  limited  to  an  amount  not  In 
excess  of  the  difference  between  the  re- 
ceipts of  producer  milk  by  the  handler 
and  115  percent  of  his  Class  I  and  Class 
II  requirements. 

Under  a  recently  adopted  amendment 
to  the  Omaha  milk  ordinance  (March  1, 
1949) ,  it  is  required  that  all  milk  to  which 
Vitamin  D  is  added  must  be  Grade  A 
milk.  Approximately  20  percent  of  the 
present  Class  I  sales  in  the  market  are  of 
this  type  of  milk.  Existing  production 
of  Grade  A  milk,  however,  amounts  to 
scarcely  50  percent  of  this  volume. 
Handlers  are  required  to  import  Grade  A 
milk  to  fill  this  demand.  It  is  concluded 
that  handlers  should  be  permitted  to  re- 
ceive Grade  A  emergency  milk  under  the 
same  conditions  and  limitations  outlined 
above,  even  though  receipts  of  non- 
Grade  A  milk  from  producers  may  exceed 
the  total  volume  of  Class  I  and  Class  II 
sales  by  the  handler. 

As  under  the  present  order,  emergency 
milk  should  be  prorated  over  the  entire 
utilization  of  the  handler's  milk  remain- 
ing after  the  substraction  of  other  source 
milk. 

(2)  Changes  should  be  made  in  the 
classes  of  utilization  as  now  defined. 
Skim  milk  and  buttermilk  disposed  of  for 
consumption  in  fiuid  form  should  be 
classified  as  Class  I.  These  products  are 
required  to  be  made  from  milk  which 
meets  the  same  health  standards  that 
are  applicable  to  milk  for  fluid  consump- 
tion. They  are  beverages  in  direct  com- 
petition with  whole  milk  and  flavored 
milk  for  the  fluid  market  and  should  be 
similarly  classified  and  priced.  Likewise 
eggnog  should  be  classified  as  Class  II. 
It  is  a  seasonal  item,  usually  sold  onlv 
during  the  Christmas  holidays  and  is  a 
direct  competitor  of  fluid  cream  for  the 
consumer  trade.  No  objection  appears 
on  the  record  to  this  recla-ssification  of 
skim  milk,  buttermilk  and  eggnog. 

It  was  also  proposed  that  aerated 
cream  be  classified  as  CTass  II,  and  there 
Is  considerable  merit  to  the  arguments 
advanced  In  support  of  this  proposal.  It 
has  been  concluded,  however,  that  under 
the  existing  circumstances  it  should  not 
be  so  classified.  This  type  of  product  is 
not  required  to  be  made  from  inspected 
milk  at  the  present  time.  The  only  per- 
sons disposing  of  such  products  in  the 
marketing  area,  are  not  Handlers  subject 
to  regulation.  It  appears  likely  that  with 
uninspected  cream  available  at  or  close 
to  the  Class  III  price,  these  persons  would 
turn  to  such  sources  for  their  supplies, 
and  producers  would  benefit  little  or  not 
at  all  from  the  reclassification.  A 
further  consideration  is  the  fact  that  the 
market  is  short  of  inspected  butterfat 


during  several  months  of  the  year,  and 
it  is  in  the  interest  of  the  market  to 
channel  the  available  butterfat  into  those 
products  which  are  required  by  the 
health  authorities  to  be  made  from  in- 
spected butterfat.  To  broaden  the 
Class  II  definition  to  include  this  and 
similar  products  would  accentuate  the 
shortage  and  result  in  further  Importa- 
tions of  emergency  milk  which  would  in 
turn  dilHte  the  uniform  price  and  per- 
haps actually  lower  returns  to  producers. 

(3)  Separate  pooling  of  Grade  A  and 
non-Grade  A  milk  should  not  be  adopted 
at  this  time. 

At  the  present  time  the  municipalities 
in  the  marketing  area  do  not  require  the 
use  of  Grade  A  milk  in  Class  I  and 
Class  II  products.  The  only  exception 
to  this  rule  is  the  requirement  of  the  city 
of  Omaha,  that  if  a  handler  sells  Vita- 
min D  fortified  milk,  it  must  be  produced 
from  Grade  A  milk.  Sales  of  this  type 
of  milk  now  represent  somewhat  less 
than  20  percent  of  the  combined  Class  I 
and  Class  II  disposition  in  the  market. 

Under  the  circumstances  it  appears 
that  Grade  A  milk  should  be  considered 
in  the  same  category  as  other  special 
or  premium  milk.  Since  its  use  is  not 
required  by  local  health  ordinances,  and 
production  of  this  type  of  milk  represents 
only  a  small  portion  of  the  total,  it  would 
be  no  more  appropriate  to  establish  a 
separate  pool  for  this  type  of  milk  than 
to  do  so  for  any  other  milk  which  may  be 
sold  under  a  special  trade-mark.  The 
only  areas  in  which  separate  pooling  of 
Grade  A  and  non-Grade  A  milk  have 
been  provided  in  a  marketing  order,  have 
been  those  In  which  the  health  authori- 
ties in  a  portion  of  the  area  regulated, 
have  required  that  all  sales  of  fluid  milk 
within  the  area  be  of  Grade  A  milk. 

Establishment  of  separate  pooling  un- 
der the  conditions  existing  in  the  Omaha 
market  might  result  In  discouraging 
production  which  Is  badly  needed  on  the 
market.  Since  the  Grade  A  production 
on  the  market  Is  well  below  Grade  A 
sales,  it  is  likely  that  for  some  time  to 
come  all  Grade  A  milk  produced  will  ac- 
tually be  utilized  In  Class  I.  Loss  of 
this  volume  of  sales  by  the  non-Grade 
A  producers  who  represent  by  far  the 
greater  portion  of  the  market,  might  so 
reduce  the  uniform  price,  that  the  pro- 
posed Increases  in  class  prices  would  be 
more  than  offset.  Were  this  to  happen, 
there  would  be  a  further  diversion  of  pro- 
ducers from  the  market,  and  the  short- 
age of  milk  instead  of  being  relieved 
would  become  more  acute.  In  view  of 
these  facts  establishment  of  pooling  pro- 
visions for  Grade  A  milk  should  not  be 
undertaken  until  such  time  as  Grade 
A  milk  Is  required  for  all  fluid  disposition 
in  at  least  a  portion  of  the  marketing 
area. 

(4)  The  Class  I  and  Cla.ss  II  differen- 
tials for  milk  of  3.8  percent  butterfat 
content  should  be  changed  to  75  cents 
during  the  months  of  April,  May.  June, 
and  July  and  to  $1.15  during  the  remain- 
ing months  of  the  year.  The  price  per 
hundredweight  of  butterfat  in  Class  I 
and  Class  II  should  be  changed  to  $15.00 
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over  the  price  of  butterfat  in  Class  III 
during  the  months  of  April,  May.  June, 
and  July,  and  to  $23.00  over  the  Class 
ni  value  during  the  remaining  months 
of  th€  year.  At  the  present  time  the 
Class  I  and  Class  II  differentials  are  75 
cents  during  January.  February,  and 
Klarch,  60  cents  during  April,  May.  and 
June,  and  $1.00  diulng  the  remaining 
months  of  the  year.  The  price  of  butter- 
fat  in  Class  I  and  Class  II  during  the 
same  periods  Is  $15.00.  $12.00.  and  $20.00, 
respectively,  over  the  price  of  butterfat 
In  Class  III. 

A  review  of  the  market  statistics  shows 
that  the  decline  in  producer  nvunbers 
which  commenced  In  the  spring  of  1947 
has  continued  almost  without  interrup- 
tion. In  May  of  1947  there  were  2.764 
producers  on  the  market.  In  January 
1949  the  number  had  declined  to  2.134 
the  smallest  number  of  producers  in  any 
delivery  period  from  January  1940  to 
date.  In  consequence  of  this  drastic 
decline  In  producer  numbers,  total  re- 
ceipts of  producer  milk  or  butterfat  In 
the  Omaha-Council  Bluffs  market  were 
less  than  the  Class  I  and  Class  II  sales 
on  the  market  In  6  of  the  12  months  of 
1948.  In  at  least  2  other  months  while 
receipts  and  sales  for  the  month  bal- 
anced. It  was  tmdoubtedly  necessary  to 
Import  some  outside  milk  during  at  least 
a  portion  of  the  month  to  balance  out  the 
daily  fluctuations. 

The  Omaha-Council  Bluffs  market 
lies  In  the  heart  of  a  diversified  farm 
area  and  producers  can  shift  readily 
from  dairying  to  other  farm  enterprises. 
For  some  time  the  production  of  beef, 
.  hogs,  and  cash  grains  has  been  relatively 
more  favorable  than  milk  production. 
This  situation  has  been  accentuated  In 
recent  months.  The  drastic  decline  In 
fluid' milk  prices  which  began  in  Sep- 
tember 1948  and  has  continued  unin- 
terrupted since  then  has  caused  milk 
prices  to  fall  much  more  rapidly  than  the 
prices  of  other  commodities.  At  the 
same  time  the  local  health  authorities 
have  undertaken  a  more  rigid  enforce- 
ment of  their  regulations.  These  fac- 
tors have  been  Jointly  responsible  for 
the  decline  In  producer  niunbers. 

The  record  evidence  clearly  Indicates 
that  present  differentials  are  inadequate. 
While  there  was  a  difference  of  opinion 
expressed  as  to  the  level  at  which  prices 
should  be  fixed,  the  testimony  of  both 
producer  and  handler  witnesses  Is  to  the 
effect  that  prices  are  too  low.  This  fact 
Is  further  substantiated  by  the  fact  that 
all  handlers  in  recent  months  have  paid 
premiums  on  Class  I  and  Class  n  milk 
which  have  ranged  from  25  cents  to  37 
cents  above  the  order  prices. 

The  market  statistics  reveal  that  dur- 
ing April.  May.  June,  and  July,  pro- 
ducer receipts  are  ample  to  supply  the 
market's  requirements,  while  In  August 
production  falls  off  rapidly  and  from 
September  through  March  a  shortage  or 
near  shortage  exists  every  month.  To 
encourage  a  greater  production  during 
the  months  of  August  through  March,  it 
is  necessary  that  a  much  higher  differ- 
ential be  provided  in  those  months  than 
is  provided  in  the  months  of  April 
through  July.  All  parties  of  record  at 
the  hearing  are  apparently  in  agreement 
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as  to  the  need  for-flxing  the  differentials 
in  the  proposed  seasonal  pattern. 

It  is  concluded  that  the.  recommended 
differentials  of  75  cents  during  the  4 
flush  months,  and  $1.15  during  the  re- 
maining 8  months  are  the  minimum 
amounts  which  will  Insure  an  adequate 
supply  of  milk  for  the  market. 

In  order  to  maintain  the  established 
ratio  between  the  prices  of  skim  milk  and 
butterfat.  it  is  necessary  that  the  differ- 
ential on  butterfat  in  Class  I  and  Class 
n  should  be  fixed  at  $15.00  per  hundred- 
weight during  April.  May.  June,  and  July, 
and  at  $23.00  during  the  remaining 
months.  It  should  further  be  provided 
that  the  value  of  butterfat  In  Class  I  and 
Class  II  should  be  based  on  the  price  of 
butterfat  in  Class  III  for  the  preceding 
rather  than  for  the  current  month.  The 
Cla.ss  I  price  for  milk  of  3.8  percent  but- 
terfat Is  now  based  on  the  Class  III  price 
for  the  previous  delivery  period.  Both 
the  price  of  whole  milk  and  of  the  but- 
terfat therein  should  be  fixed  on  the 
Class  m  values  for  the  same  period.  To 
use  different  bases  could  result  in  a  dis- 
tortion of  the  relationship  between  the 
two  in  times  of  fluctuating  prices. 

(5>  The  order  should  not  fix  a  price 
for  Grade  A  milk  at  this  time.  As 
pointed  out  alwve  under  Issue  No.  3. 
Grade  A  milk.  Is,  strictly  speaking,  not 
required  by  the  health  authorities  of  any 
of  the  municipalities  in  the  marketing 
area.  As  long  as  this  condition  prevails 
It  should  be  considered  the  same  as  any 
other  special  milk  and  given  no  prefer- 
ential treatment  under  the  order.  The 
record  evidence  Indicates  that  handlers 
have  in  the  past  paid  producers  a  pre- 
mium for  Grade  A  milk,  and  that  there 
is  In  effect  at  the  present  time  a  con- 
tract between  all  of  the  handlers  and 
the  producers'  association  whereby  the 
handlers  have  agreed  to  pay  a  premium 
for  all  Grade  A  milk  received  by  them. 
It  appears  that  until  Grade  A  milk  is 
required  for  use  In  Class  I  and  Class  II 
milk  in  at  least  a  portion  of  the  mar- 
keting area,  the  amount  of  the  premium 
for  Grade  A  milk  should  be  fixed  by 
negotiation  between  the  handlers  and 
producers. 

(6)  The  proposal  to  prevent  contra - 
seasonal  price  changes  should  be  denied. 
The  testimony  in  support  of  the  proposal 
is  not  conclusive  and  at  times  is  contra- 
dictory. The  witness  testifying  in  favor 
of  this  proposal  stated  that  the  relation- 
ship between  the  fall  and  spring  prices 
was  the  Important  point  rather  than  a 
decline  in  price  which  might  take  place 
in  the  fall.  He  could  recall  the  situation, 
for  which  the  proposal  was  requested  as 
a  remedy,  occurring  diuing  his  sixteen 
years  of  experience  only  during  tho 
month  of  October  1947  and  the  months  of 
October.  November,  and  December  1948. 
The  recommended  seasonal  pricing  pat- 
tern is  believed  to  be  suflBcient  to  keep 
fall  prices  higher  than  spring  prices. 

(7)  The  butterfat  differential  to  pro- 
ducers should  be  changed  by  adding  20 
percent  to  the  value  of  butter.  The  pres- 
ent differential,  'lo  of  the  price  of  but- 
ter, results  in  producers'  receiving  for 
their  butterfat  less  than  its  manufactur- 
ing value.  This  has  discouraged  the 
production  of  higher  testing  miik  and  the 


average  test  of  milk  received  has  fallen 
well  below  3.8  percent  butterfat.  The 
market  is  much  shorter  of  butterfat  than 
it  is  of  skim  milk.  In  many  months  In 
which  the  volume  of  producer  receipts 
was  apparently  equal  to  the  market's 
needs,  it  was  necessary  to  import  butter- 
fat to  overcome  a  deficit. 

Producers  should  not  receive  for  their 
butterfat  less  than  Its  value  for  manu- 
facturing. The  butterfat  differential 
therefore  should  be  Vio  the  price  of 
butter  plus  20  percent.  This  higher  dif- 
ferential should  also  encourage  the 
production  of  a  higher  testing  milk  which 
will  more  nearly  supply  the  market  with 
its  requirements  for  butterfat. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  aH  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  the  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  proposed  market- 
ing agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors,  insure  a 
.suflBcient  quantity  of  pure  and  whole- 
some milk  and  be  In  the  public  interest, 
and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
will  regulate  the  handling  of  milk  in  the 
same  manner  as,  and  be  applicable  only 
to  persons  In  the  respective  classes  of 
industrial  and  commercial  activity  speci- 
fied in  a  marketing  agreement  upon 
which  hearings  have  been  held. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  were  filed  on  behalf  of 
Roberts  Dairy  Company,  Alamito  Dairy, 
and  the  Nebraska-Iowa  Non-Stock  Co- 
operative Milk  Association.  The  briefs 
contain  statements  of  fact,  conclusions, 
and  arguments  with  respect  to  the  pro- 
visions of  the  proposed  amendments. 
Every  point  covered  In  the  briefs  was 
carefully  considered  along  with  the  evi- 
dence In  the  record  In  making  the  find- 
ings and  reaching  the  conclusions  here- 
inbefore set  forth.  To  the  extent  that 
the  findings  and  conclusions  proposed  in 
the  briefs  are  inconsistent  with  the  pro- 
posed findings  and  conclusions  contained 
herein,  the  request  to  make  such  find- 
ings or  to  reach  such  conclusions  is 
denied  on  the  basis  of  the  facts  found 
and  stated  in  connection  with  the  con- 
clusions in  this  decision. 

Recommended  marketing  agreement 
and  amendment  to  the  order.  The  fol- 
lowing amendment  to  the  order,  as 
amended,  is  recommended  as  the  de- 
tailed and  appropriate  means  by  which 
the  foregoing  conclusions  may  be  car- 
ried out.  Tlie  recoijimended  marketing 
agreement  is  not  Included  in  this  decision 
because  the  regulatory  provisions  thereof 
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would  be  identical  with  those  contained 
In  the  order,  as  amended,  and  as  hereby 
proposed  to  be  further  amended, 

1.  Delete  5  935.1  (1)  and  substitute 
therefor  the  following: 

(1)  "Emergency  milk"  means  skim 
milk  or  butterfat  which  Is  received  by  a 
handler  from  sources  other  than  pro- 
ducers or  other  handlers  under  the  con- 
ditions and  subject  to  the  limitations 
prescribed  In  §  935.4  (f). 

2.  Add  as  §  935.1  (p)  the  following: 

(p)  "Grade  A  milk"  means  (1)  pro- 
ducer milk  which  is  produced  In  con- 
formity with  the  Grade  A  quality  require- 
ments of  the  milk  ordinance  of  any  of 
the  municipalities  In  the  marketing  area, 
or  (2)  skim  milk  or  butterfat  which  Is 
permitted  by  the  health  authorities  of 
any  of  the  municipalities  In  the  market- 
ing area  to  be  labeled  "Grade  A"  and 
which  Is  received  by  a  handler  from 
sources  other  than  producers  or  other 
handlers. 

3.  Delete  subparagraphs  (1)  and  (2)  of 
S  935.4  (b)  and  substitute  therefor  the 
following: 

(1)  Class  I  mill^shall  be  all  skim  milk 
and  butterfat  disposed  of  for  consump- 
tion In  the  form  of  milk,  skim  milk,  but- 
termilk, or  flavored  milk  drinks  and  all 
skim  milk  and  butterfat  not  specifically 
accounted  for  as  Class  II  milk  or  Class  III 
milk. 

(2 »  Class  n  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  as  cream,  either 
sweet  or  sour,  including  butterfat  and 
skim  milk  containing  more  than  6  per- 
cent butterfat.  for  consumption  In  fluid 
form,  and  eggnog. 

4.  Amend  §  935.4  (c)  (1)  by  deleting 
therefrom  the  reference,  "(f)  (2),"  and 
substituting  therefor  the  reference 
"(g)  (2)." 

5.  Amend  §  935.4  by  renumbering 
paragraph  "(f)"  thereof  as  paragraph 
"(g)."  and  Inserting  the  following  as 
paragraph  "(f)." 

(f )  Emergency  milk.  In  any  delivery 
period  In  which  the  market  administra- 
tor determines  that  the  supyly  of  skim 
milk  and  butterfat  available  to  any  han- 
dler In  producer  milk  is  Insuflflclent  to 
fulffill  his  Class  I  and  Class  II  require- 
ments, skim  milk  or  butterfat  received 
by  such  handler  from  sources  other  than 
producers  or  other  handlers  and  which  is 
permitted  by  the  health  authorities  of 
any  of  the  municipalities  In  the  market- 
ing area  to  be  disposed  of  as  Class  I  or 
Class  II  milk,  shall  be  considered  emer- 
gency milk  up  to  an  amount  equal  to  the 
difference  between  the  receipts  by  such 
handler  of  skim  milk  or  butterfat  in  pro- 
ducer milk  and  115  p>ercent  of  his  total 
disposition  of  skim  milk  or  butterfat  as 
Cla.ss  I  and  Class  II  milk:  Provided, 
That  If  the  supply  of  skim  milk  or  but- 
terfat In  Grade  A  producer  milk  avail- 
able to  any  handler  Is  InsufBclent  to  ful- 
fill his  requirements  for  those  products 
which  are  required  by  the  health  authori- 
ties of  any  of  the  municipalities  in  the 
marketing  area  to  be  made  from  Grade 
A  milk.  Grade  A  skim  milk  or  Grade  A 
butterfat  received  by  such  handler  from 
sources  other  than  producers  or  other 
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handlers  shall  be  considered  emergency 
mlllc  up  to  an  amount  equal  to  the  dif- 
ference between  the  receipts  by  such 
handler  of  skim  milk  rnd  butterfat  In 
Grade  A  producer  milk  and  115  percent 
of  such  handler's  requirements  for  Grade 
A  skim  milk  or  Grade  A  butterfat.  even 
though  the  available  supply  of  skim  milk 
or  butterfat  in  Non-Grade  A  producer 
milk  is  equal  to  the  handler's  total  dispo- 
sition of  skim  milk  or  butterfat  In  Class 
I  and  Class  II  milk. 

6.  Delete  SS  935.5  (b)  (1)  and  substi- 
tute therefor  the  following: 

(1)  Class  I.  The  price  per  hundred- 
weight of  Class  I  milk  containing  3.8  per- 
cent butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a)  of 
this  section  plus  75  cents  during  the 
months  of  April.  May,  June,  and  July, 
and  plus  $1.15  during  all  other  months  of 
the  year. 

(1)  The  price  per  hundredweight  of 
butterfat  In  Class  I  milk  shall  be  com- 
puted by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3)  (i)  of  this 
paragraph  for  the  preceding  delivery 
period  $15.00  during  April,  May.  June, 
and  July,  and  $23.00  during  all  other 
months  of  each  year. 

(ID  The  price  per  hundredweight  of 
skim  milk  in  Class  I  milk  shall  be  com- 
puted by  (a)  multiplying  by  0.038  the 
price  computed  pursuant  to  subdivision 
(I)  of  this  subparagraph,  (b)  subtracting 
the  result  from  the  price  computed  pur- 
suant to  this  subparagraph  for  Class  I 
milk  containing  3.8  percent  butterfat. 
(c)  dividing  the  result  by  0.962,  and  (d) 
adjusting  to  the  nearest  cent. 

7.  Delete  §  935.5  (b)  (2)  and  substi- 
tute therefor  the  following: 

(2)  Class  II.  The  price  per  hundred- 
weight of  Class  n  milk  containing  3.8 
percent  butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a)  of 
this  section  plus  75  cents  during  the 
months  of  April.  May.  June,  and  July, 
and  plus  $1.15  during  all  other  months 
of  the  year. 

(i)  The  price  per  hundredweight  of 
butterfat  in  Class  II  milk  shall  be  com- 
puted by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3)  (I)  of  this 
paragraph  for  the  preceding  delivery 
period  S15.00  during  April.  May.  June, 
and  July,  and  $23.00  during  all  other 
months  of  each  year. 

(11)  The  price  per  hundredweight  of 
skim  milk  In  Class  IT  milk  shall  be  com- 
puted by  (a)  multiplying  by  0.038  the 
price  computed  pursuant  to  subdivision 
(I)  of  this  subparagraph,  (b)  subtract- 
ing the  result  from  the  price  computed 
pursuant  to  this  subparagraph  for  Class 
II  milk  containing  3.8  percent  butterfat. 
(c)  dividing  the  result  by  0.962.  and  (d) 
adjusting  to  the  nearest  cent. 

8.  Amend  5§  935.6  and  935.7  by  delet- 
ing all  references  therein  to  "§  935.4  (f)" 
and  substituting  therefor  references  to 
"§935.4  (g)." 

9.  Delete  §  935.7  (a)  (3)  and  substitute 
therefor  the  following: 

(3)  Butterfat  differential  to  producers. 
If  any  handler  has  received  from  any 
producer  during  the  delivery  period,  milk 
having    an    average    butterfat    content 
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other  than  3.8  percent,  such  handler,  In 
making  the  payment  pursuant  to  sub- 
paragraph (1)  of  this  paragraph  shall 
add  to  the  uniform  price  for  each  one- 
tenth  of  1  percent  that  the  average  but- 
terfat content  of  such  milk  Is  above  3.8 
percent  not  less  than  or  shall  deduct 
from  the  uniform  price  for  such  one- 
tenth  of  1  percent  that  such  average 
butterfat  content  is  below  3.8  percent  not 
more  than  an  amount  computed  by  the 
market  administrator  as  follows:  To  the 
average  of  the  prices  per  pound  of  92- 
score  butter  at  wholesole  in  the  Chicago 
market  as  reported  by  the  Department  of 
Agriculture  during  the  delivery  period  In 
which  such  milk  was  received,  add  20 
percent,  divide  the  resulting  sum  by  10, 
and  adjust  to  the  nearest  cent. 

Filed  at  Washington.  D.  C.  this  26th- 
day  of  April  1949. 

[seal]  John  I.  Thompson. 

Assistant  Administrator. 

IF.   R.   Doc.   49-3361:    Filed.    Apr.   29.    19^0; 
8:47  a.m.] 


[  7  CFR,  Part  944  ] 

Handling  of  Milk^in  Quad  Cities 
MARKETiifG  Area 

DECISION  WITH  RESPECT  TO  PROPOSED  MAR- 
KETING AGREEMENT  AND  PROPOSED  ORDER 
AMENDING  ORDER.  AS  AMENDED 

Pursuant  to  Public  Act  No.  10.  73d  Con- 
gress (May  12.  1933)  as  amended  and  as 
reenacted  and  amended  by  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (hereinafter  referred  to  as 
the  "act") ,  and  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  (7  CFR.  Supps.  900.1 
et  seq.),  a  public  hearing  was  conducted 
at  Rock  Island.  Illinois,  on  January  7, 
1949.  after  the  issuance  of  a  notice  on 
December  22. 1948  ( 13  F.  R.  8717 ) . 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record' 
thereof,  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  March  10.  1949.  filed  with  the 
Hearing  Clerk,  United  States  Department 
of  Agriculture,  his  recommended  decision 
in  this  proceeding.  The  notice  of  filing 
of  such  recommended  decision  and  op- 
portunity to  file  written  exceptions 
thereto  was  published  In  the  Federal 
Register  on  March  16,  1949  (14  F.  R. 
1194). 

The  material  issues  of  record  related 
to  (1)  allocation  of  other  source  milk 
received  in  processed  form.  (2>  revision 
of  the  price  of  skim  milk  used  to  pro- 
duce condensed  milk,  and  (3)  revision  of 
the  Class  IV  price. 

Rulings  on  exceptions.  Exceptions 
were  filed  on  behalf  of  the  Sturtevant 
Dairy  Products  Company  and  the  Qual- 
ity Milk  As.sociation  and  the  Illinois-Iowa 
Milk  Producers  Association.  These  ex- 
ceptions have  been  considered  and  to  the 
extent  to  which  the  findings  and  conclu- 
sions of  this  decision  are  at  variance  with 
the  exceptions  pertaining  thereto,  such 
exceptions  are  hereby  overruled. 

Findings  and  conclusions.  The  follow- 
ing findings  and  conclusions  on  the  above 


2148 

issues  are  based  upon  the  evidence  Intro- 
duced at  the  hearing  and  the  record  per- 
taining thereto.  The  findings  and  con- 
clusions of  the  recommended  decision 
with  respect  to  issue  (3)  have  been 
adopted  without  substantive  change. 
The  findings  and  conclusions  with  respect 
to  issues  (1 )  and  (2)  have  been  revised  in 
the  light  of  the  exceptions  filed  and  a 
further  consideration  of  the  record  evi- 
dence. 

^1)  The  present  method  of  allocating 
other  source  milk  should  be  retained. 
The  proponents  of  the  proposal  to 
change  the  method  of  allocating  other 
source  milk  received  in  processed  form 
are  engaged  in  the  manufacture  of  Ice 
cream.  They  either  have  Inadequate 
facilities  for  condensing  and  drying  skim 
milk  or  are  completely  lacking  in  such 
facilities.  In  consequence  they  must  pur- 
chase solids  in  the  form  of  condensed 
Fkim  milk  or  powder.  These  solids  are 
usually  purchased  outside  the  market. 
It  is  the  contention  of  the  proponents 
that  they  are  handicapped  by  those  pro- 
visions of  the  order  whereby  producer 
milk  takes  the  highest  classification  in  a 
handler's  plant.  Whatever  disadvan- 
tage occurs  results  from  the  fact  that  the 
solids  are  purchased  outside  the  market. 
The  record  indicates  that  facilities  In  the 
market  are  adequate  to  process  all  the 
solids  needed,  but  that  they  are  not  being 
fully  utilized.  It  appears  that  the  in- 
terests of  the  entire  Industry  in  the 
market  would  best  be  served  by  the  uti- 
lization of  producer  milk  in  the  manu- 
facture of  ice  cream  to  the  greatest  ex- 
tent possible. 

Adoption  of  the  proposal  would  also 
tend  to  give  the  proponents  a  competi- 
tive advantage  over  other  handlers  who 
are  processing  their  own  solids,  if  at  any 
time  the  Class  III  price  were  temporarily 
higher  than  the  market  for  non-fat  milk 
solids. 

(2)  The  price  of  skim  milk  used  in  the 
production  of  condensed  milk  should  not 
be  changed.  The  proponents  of  the  pro- 
posal to  make  the  change  contended 
that  under  the  present  Class  III  pricing 
formula  the  value  of  skim  milk  used  In 
the  production  of  condensed  milk  Is 
often  out  of  line  with  the  national  mar- 
ket for  condensed  milk.  They  argue 
that  whenever  the  skim  milk  price  in 
the  order  is  higher  than  the  market  for 
solids,  a  price  based  on  the  latter  should 
be  used.  They  object,  however,  to  using 
the  solids  price  when  it  is  higher  than 
the  present  formula,  and  in  their  excep- 
tions suggest  that  no  change  be  made 
If  it  is  felt  the  evidence  does  not  support 
their  proposal  that  the  solids  price  be 
used  only  when  it  is  to  their  advantage. 

A  comparison  between  the  skim  milk 
values  provided  by  the  present  formula, 
and  those  that  would  result  from  a 
formula  based  on  the  market  values  of 
non-fat  solids  indicates  that  the  differ- 
ences between  the  two  are  generally 
slight  and  are  of  a  short  run  nature.  It 
appears  that  over  any  lengthy  period  of 
time,  the  two  prices  would  be  approxi- 
mately the  same.  Any  losses  that  might 
occur  during  an  unfavorable  period 
would  be  offset  by  additional  profits 
made  during  other  periods  v^^hen  the  re- 
lationship was  more  favorable. 
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(3>  The  Class  rv  price  should  be  re- 
vised. There  Is  a  likelihood  that  the 
casein  quotation  which  is  currently  used 
as  a  part  of  the  formula  for  establishing 
the  Class  IV  price  will  be  discontinued. 
Therefore,  it  is  necessary  that  some  other 
basis  be  adopted.  Since  no  evidence  was 
presented  to  Indicate  any  need  for  a 
change  In  the  level  of  the  Class  rV  price, 
the  new  formula  should  be  that  which 
would  result  in  a  price  most  nearly  equal 
to  that  resulting  from  the  present  for- 
mula. Of  the  several  formulas  discussed 
on  the  record,  the  following  would  result 
in  a  price  most  nearly  equal  to  the  exist- 
ing butter-casein  formula:  Multiply  the 
price  of  Cheddars  on  the  Wisconsin 
Cheese  EJxchange  by  2.4  and  multiply  the 
result  by  3.5.  This  formula  should  be 
adopted  as  the  basis  for  pricing  Class  IV 
milk. 

Because  the  value  of  whole  milk  should 
never  be  less  than  the  value  of  the  but- 
terfat  contained  therein,  provision 
should  be  made  that  the  Class  III  price 
shall  never  be  lower  than  the  value  of  the 
butterfat  In  such  milk  at  the  butterfat 
differential.  While  it  Is  extremely  un- 
likely that  such  a  situation  would  de- 
velop. It  could  possibly  happen  In  a  period 
of  rapidly  changing  prices  if  the  price  of 
cheese  were  to  fall  substantially  In  rela- 
tion to  the  price  of  butter.  The  present 
formula  would  prevent  the  Class  III  price 
from  ever  falling  below  the  value  of  but- 
terfat and  the  same  safeguard  should  be 
provided  in  the  proposed  amendment. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  effec- 
tuate the  declared  policy  of  the  act; 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supply  of  and  demand  for 
such  milk  and  the  minimum  prices  speci- 
fied in  the  proposed  marketing  agree- 
ment and  In  the  order,  as  amended,  and 
as  hereby  proposed  to  be  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  Insure  a  sufficient 
quantity  of  pure  and  wholesome  milk  and 
be  in  the  public  interest;  and 

(c)  The  proposed  marketing  agree- 
ment and  the  order,  as  amended,  and 
as  hereby  proposed  to  be  further 
amended,  regulate  the  handling  of  milk 
in  the  same  manner  as  and  are  appli- 
cable only  to  persons  in  the  respective 
classes  of  industrial  and  commercial 
activity  specified  in  the  marketing  agree- 
ment upon  which  a  hearing  has  been 
held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  In  the  Quad  Cities 
Marketing  Area."  and  "Order  Amending 
the  Order,  as  Amended.  Regulating  the 
Handling  of  Milk  In  the  Quad  Cities 
Marketing  Area."  which  have  been  de- 
cided upon  as  the  appropriate  and  de- 
tailed means  of  effectuating  the  fore- 
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shall  not  become  effective  unless  and 
until  the  requirements  of  5  900.14  of  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  for- 
mulate marketing  agreements  and 
orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order,  as 
amended,  and  as  hereby  further 
amended  by  the  attached  order,  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington, 
D.  C.  this  27th  day  of  April  1949.       , 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order '  Amending  the  Order,  as 
Amended,  Regulating  the  Handling  of 
Milk  in  the  Quad  Cities  Marketing 
Area 

§  944.0  Findings  and  determinations. 
The  findings  end  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  gndings  and  deter- 
minations previously  made  in  connection 
with  the  issuance  of  the  aforesaid  order 
and  of  each  of  the  previou.sly  Issued 
amendments  thereto;  and  all  of  said 
previous  findings  and  determinations  are 
hereby  ratified  and  affirmed,  except  in- 
sofar as  such  findings  and  determina- 
tions may  be  In  conflict  with  the  find- 
ings and  determinations  set  forth 
herein. 

(a>  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR.  Supps.  900.1 
et  seq),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative  marketing  agreement  and  to 
the  order^  as  amended,  regulating  the 
handling  of  milk  in  the  Quad  Cities  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  nereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2>  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as.  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended, 

» This  order  shall  not  Ij^ecome  effective  un- 
less and  until  the  requirements  of  i  900.14 
of  the  rules  of  practice  and  procedure  gov- 
ernlnat  proceedings  to  formulate  marketing 
agreements  and  orders  have  been  met. 
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and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  in  the  public 
Interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  man- 
ner as  and  is  applicable  only  to  persons 
In  the  respective  classes  of  industrial 
and  commercial  activity  specified  in  a 
marketing  agreement  upon  which  hear- 
ing has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered  that  on  and  after  the 
effective  date  hereof,  the  handling  of 


DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

[CGFR  49-14] 

Third  Coast  Guard  District  Office  and 
Marine  Inspection  Office  at  New 
York 

chance  of  address 

The  notice  containing  the  description 
of  organization  and  functions  of  the 
United  States  Coast  Guard,  published  in 
the  Federal  Register  December  30,  1948, 
13  F.  R.  8815-8818,  is  amended  in  section 
4  Field  organization  as  follows: 

The  address  of  the  Coast  Guard  Dis- 
trict Office  for  the  Third  Coast  Guard 
District  in  the  table  in  paragraph  (b  •  was 
changed  from  "42  Broadway,  New  York 
4,  N.  Y."  to  "80  Lafayette  Street.  New 
York  13.  N.  Y.,"  effective  April  1,  1949. 

The  address  for  the  Marine  Inspection 
OflSce  at  New  York  in  paragraph  (d) ,  un- 
der the  Third  Coast  Guard  Di.strict,  was 
changed  from  "42  Broadway.  New  York 
4.  N.  Y."  to  "80  Lafayette  Street.  New 
York  13.  N.  Y.."  effective  April  1,  1949. 

Dated:  April  26.  1949. 

fsEAL]  J.  F.  Farley, 

Admiral,  U.  S.  Coast  Guard. 
Commandant. 

IF.   R.   Doc.   49-3403;    Filed.   Apr.   29,    1949; 
8:54  a.  m.l 


[CGFR  49-15) 

Approval  of  Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant.  United  States  Coast 
Guard,  by  R.  S.  4405.  and  4491,  as 
amended ;  46  U.  S.  C.  375.  489 ;  and  .section 
101  of  Reorganization  Plan  No.  3  of  1946 
( 1 1  F.  R.  7875,  60  Stat.  1097.  46  U.  S.  C.  1 ) . 
as  well  as  the  additional  authorities  cited 
with  specific  items  below,  the  following 
approvals  of  equipment  are  prescrU)ed 
and  shall  be  effective  for  a  period  of  five 
years  from  date  of  publication  in  the 
Federal  Register  unless  sooner  canceled 
or  suspended  by  proper  authority : 

buoyant  cttshions,  non-standard 

NoTi:  Cushions  ore  for  use  on  motorboats 
of  Classes  A,  1,  and  2  not  carrying  passengers 
for  hire. 


FEDERAL  REGISTER 

milk  In  the  Quad  Cities  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions 
of  the  aforesaid  order,  as  amended,  and 
as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended.  Is  hereby 
further  amended  as  follows: 

Delete  §  944.5  (a)  (4)  and  substitute 
therefor  the  following: 

(4)  Class  IV  milk.  The  higher  of  the 
prices  resulting  from  the  following  com- 
putations: 

(i)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth,  Wisconsin,  as  re- 
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ported  by  the  Department  of  Agriculture 
during  the  delivery  period  and  multiply 
such  result  by  3.5  if  there  are  no  sales  on 
the  Exchange  during  any  week,  the  last 
previously  quoted  price  shall  be  used  as 
the  price  for  that  week  in  making  the^ 
computations. 

(11)  Multiply  by  3.5  the  average  daily 
wholesale  price  per  pound  of  92-score 
butter  in  the  Chicago  market  as  reported 
by  the  Department  of  Agriculture  during 
the  delivery  period  and  add  20  percent 
thereof. 

[P.    R.   Doc.    49-3395;    FUed.    Apr.    29.    1949; 
8:63  a.  m.] 


NOTICES 


Approval  No.  160.008/408/0.  15"  x  15" 
x  2"  rectangular  buoyant  cushion.  20  oz. 
kapok,  flexible  plastic  film  cover  and 
straps,  stitched  seams.  Dwg.  No.  4-4-49. 
manufactured  by  the  Atlantic-Pacific 
Manufacturing  Corp..  124  Atlantic  Ave- 
nue. Brooklyn  2.  N.  Y. 

<54  Stat.  164.  166:  46  U.  S.  C.  526e,  526p; 
46  CFR  25.4-1.  160.008) 

BUOYS,  life,  ring,  CORK  OR  BALSA  WOOD 

Approval  No.  160.009/31/0.  30-inch 
cork  ring  life  buoy,  U.  S.  C.  G.  Specifica- 
tion 160:009.  manufactured  by  C.  J. 
Hendry  Co..  27  Main  Street,  San  Fran- 
cisco. Calif. 

<R.  S.  4417a.  4426.  4482.  4488.  sec.  11.  35 
Stat.  428,  49  Stat.  1544,  54  Stat.  164,  166, 
346,  and  sec.  5  (e),  55  Stat.  244.  a.s 
amended;  46  U.  S.  C.  367,  391a,  396.  404. 
475. 481, 526o.  526p. 1333. 50  U.  S.  C.  1275; 
46  CFR  25.4-1.  33.7-1.  59.56.  60.49,  76.53. 
94.53.  113.46,  160.009> 

SEA  ANCHORS,  LIFEBOAT 

Approval  No.  160.019  9/0,  Type  B  Sea 
Anchor,  U.  S.  C.  G.  Dwg.  No.  MMI-562 
and  specification  dated  November  1, 
1943.  rev.  August  24,  1944,  manufactured 
by  Mcllwaine  CanvaS  Co.,  247  West 
Sixth  Street.  San  Pedro,  Calif. 

(R.  S.  4417a.  4426,  4488.  49  Stat.  1544.  54 
Stat.  346.  and  sec.  5  (e).  55  Stat.  244.  as 
amended;  46  U.  S.  C.  367.  391a.  404.  481 
1333.  50  U.  S.  C.  1275;  46  CFR  33.3-1, 
33.3-2,  59.11.  76.14) 

BOILERS,  HEATING 

Approval  No.  162.003  8.  1,  Model  Crane 
20  cast  iron  heating  boiler,  maximum 
working  pressure  15  pounds  per  square 
inch,  manufactured  by  Crane  Co..  836 
South  Michigan  Avenue.  Chicago  5,  111. 
(Supersedes  Approval  No.  162.003  8  0. 
published  in  Federal  Register  July  31* 
1947.) 

Approval  No.  162.003/9/1,  Model  Crane 
16  cast  iron  heating  boiler,  maximum 
working  pressure  15  pounds  per  square 
inch,  manufactured  by  Crane  Co.,  836 
South  Michigan  Avenue,  Chicago  5,  111. 
(Supersedes  Approval  No.  162.003  9  0, 
published  in  Federal  Register  July  31* 
1947.) 

Approval  No.  162.003/11/1,  Model 
Crane  14  ca5t  iron  heating  boiler,  maxi- 


mum working  pressure  15  pounds  per 
square  inch,  manufactured  by  Crane  Co., 
836  South  Michigan  Avenue,  Chicago  5, 
111.  (Supersedes  Approval  No.  162.003/ 
110.  published  in  Federal  Register  July 
31,  1947.) 

•  R.  S.  4417a,  4418.  4426.  4433.  4434.  49 
Stat.  1544.  54  Stat.  346.  and  sec.  5  (e). 
55  Stat.  244.  as  amended;  46  U.  S.  C. 
361,  391a.  392.  404.  411.  412.  1333,  50 
U.  S.  C.  1275;  46  CFR,  Part  52) 

fire  extinguishers,  portable,  hand, 
carbon-tetrachloride  type 

Approval  No.  162.004  32  1.  Phister  No. 
1/2,  2-quart  carbon  tetrachloride  hand 
portable  fire  extinguisher,  assembly  Dwg. 
No.  195,  dated  March  31,  1948;  name 
plate  Dwg.  No.  BB-1/2-NY,  Rev.  March 
15,  1948,  manufactured  by  The  Phister 
Manufacturing  Co.,  621-627  East  Pearl 
Street,  Cincinnati,  Ohio.  (Supersedes 
Approval  No.  162.004/32/0.  published  in 
the  Federal  Register  of  July  31,  1947.) 

(R.  S.  4417a,  4426,  4479,  4492,  49  Stat. 
1544,  54  Stat.  165,  166.  346.  1028.  and 
sec.  5  (e).  55  Stat.  244.  as  amended;  46 
U.  S.  C.  367,  391a.  404,  463a,  472,  490,  526p. 
526p,  1333,  50  U.  S.  C.  1275;  46  CFR 
25.5-1,  26.3-1,  27.3-1,  34.5-1.  61.13.  77.13. 
95.13.  114.15) 

VALVES,    pressure   SYSTEM    RELIEF 

Approval  No.  162.017  61/0.  Butter- 
worth  type  lH-1  pressure  Vacuum  relief 
valve,  single  unit,  enclosed  pattern, 
spring  loaded,  fitted  with  spring  lifting 
lever,  bronze  body,  Dwg.  No.  PV  206, 
dated  February  16,  1949.  approved  for 
3".  4".  5".  and  6"  inlet  sizes,  for  use 
with,  inflammable  and  combustible  liq- 
uids of  Grade  A  or  lower  in  closed  vent- 
ing sy.stem.  manufactured  by  Butter- 
worth  System,  Inc.,  Bayonne,  N.  J. 

(R.  S.  4417a,  and  sec.  5  (e),  55  Stat.  244. 
as  amended;  46  U.  S.  C.  391a,  50  U.  S.  C. 
1275;  46  CFR  32.7-4) 

INDICATORS.  BOILER  WATER  LEVEL, 
SECONDARY  TYPE 

Approval  Nos.  162.025  9/1.  162.025/ 
lO/t.  and  162.025  11/1.  Model  Nos.  E600, 
E600A  and  E600B.  respectively;  Dwg, 
No.  B-6612;  Reliance  Eye-Hye  secondary 
boiler  water  gauge,  remote  reading  level 
Indicator;    manufactured   by  The  Re- 
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liance  Gauge  Column  Co..  5902  Carnegie 
Avenue,  Cleveland,  Ohio.  « Supersedes 
Approval  Nos.  162.025/9,0.  162.025/ 10/0, 
and  162.025/11/0.  published  in  Federal 
Register  of  July  31.  1947.) 
.  Approval  Nos.  162.025  12/1.  162.025/ 
13  1,  and  162.025/14/1.  Model  Nos.  E601. 
E691A  and  E601B.  respectively;  Dwg. 
No.  B-6613;  Reliance  Eye-Hye  secondary 
boiler  water  gauge,  remote  reading  level 
indicator;  manufactured  by  The  Re- 
liance Gauge  Column  Co.,  5902  Carnegie 
Avenue,  Cleveland.  Ohio.  (Supersedes 
Approval  Nos.  162.025  12  0,  162.025/13/0. 
and  162.025  14  0.  published  in  Federal 
Register  July  31.  1947.) 

Approval  Nos.  162  025  15  1.  162.025/ 
16  1,  162.025.  17  1.  162.025/18/1.  Model 
Nos.  E400.  E400A.  E40CB  and  E400C,  re- 
spectively; Dwg.  No.  I>-6610;  Reliance 
Eye-Hye  secondary  boiler  water  gauge, 
remote  reading  level  indicator;  manufac- 
tured by  The  Reliance  Gauge  Column  Co.. 
5902  Carnegie  Avenue.  Cleveland.  Ohio. 
•  Supersedes  Approval  Nos.  162.025/15/0. 
162.025  16  0.  162.025/17/0.  162.025  18/0. 
published  in  Feder.\l  Register  of  July 
31.  1947.) 

Approval  Nos.  162.025  19  1,  162.025/ 
20  1.  162.025  21/1.  162.025  22  1.  Model 
Nos.  E401.  E401A.  E401B  and  E401C. 
respectively;  Dwg.  No.  B-6611;  Reliance 
Eye-Hye  secondary  boiler  water  gauge, 
remote  reading  level  indicator;  manufac- 
tured by  The  Reliance  Gauge  Column 
Co.,  5902  Carnegie  Avenue,  Cleveland. 
Ohio.  'Supersedes  Approval  Nos. 
162  025/19  0.  162.025  20  0.  162.025  21  0. 
162.025/22  0.  published  in  Federal  Reg- 
ister July  31.  1947.) 

Approvals  Nos.  162.025/23/1  and  162- 
025  24  1.  Model  Nos.  E900  and  E900A. 
respectively;  Dwg.  No.  IJ-6614;  Reliance 
Eye-Hye  secondary  boiler  water  gauge, 
remote  reading  level  indicator,  manufac- 
tured by  The  Reliance  Gauge  Column 
Co..  5902  Carnegie  Avenue.  Cleveland. 
Ohio.  (Supersedes  Approval  Nos.  162.- 
025  23/0  and  162.025  24  0.  published  in 
Federal  Register  of  July  31.  1947.) 

Approval  Nos.  162.025,25/1  and  162.- 
025/26/1.  Model  Nos.  E901  and  E901A. 
respectively;  Dwg.  No.  B-6615;  Reliance 
Eye-Hye  secondary'  boiler  water  gauge, 
remote  reading  level  indicator;  manu- 
factured by  The  Reliance  Gauge  Column 
Co..  5902  Carnegie  Avenue.  Cleveland. 
Ohio.  (Supersedes  Approval  Nos.  162.- 
025  '25  0  and  162.025  26  0.  published  in 
Federal  Register  July  31,  1S47.) 

Approval  No.  162.025/33  1.  Model  No. 
E-2000;  Dwg.  No.  B-6618;  Reliance  Eye- 
Hye  secondary  boiler  water  gauge,  re- 
mote reading  level  Indicator;  manufac- 
tured by  The  Reliance  Gauge  Column  Co.. 
5902  Carnegie  Avenue,  Cleveland.  Ohio. 
(Supersedes  Approval  No.  162.025  33/0, 
published  In  Federal  Register  March  25, 
1948.) 

Approval  No.  162.025  35  1.  Model  No. 
E-2001:  Dwg.  No.  B-6619;  Reliance  Eye- 
Hye  secondary  boiler  water  gauge,  re- 
mote reading  level  indicator;  manufac- 
tured by  The  Reliance  Gauge  Column 
Co..  5902  Carnegie  Avenue.  Cleveland, 
Ohio.  (Supersedes  Approval  No.  \62.- 
025/35  0.  published  In  Federal  Register 
March  25.  1948.) 

Approval  No.  162.025  36/  0.  Model  No. 
E-15C0;  Dwg.  No.  B-6616;  Reliance  Eye- 


N0T1CES 

Hye  secondary  boiler  water  gauge,  re- 
mote reading  level  Indicator;  manufac- 
tured by  The  Reliance  Gauge  Column 
Co.,  5902  Carnegie  Avenue.  Cleveland, 
Ohio. 

Approval  No.  162.025  37/0.  Model  No. 
E-1501;  Dwg.  No.  B-6617;  Reliance  Eye- 
Hye  secondary  boiler  water  gauge,  re- 
mote reading  level  Indicator;  manufac- 
tured by  The  Reliance  Gauge  Column 
Co..  5902  Carnegie  Avenue,  Cleveland. 
Ohio. 

(R.  S.  4417a.  4418,  4426.  4433.  49  Stat. 
1544.  54  Stat.  346.  and  sec.  5  (e) .  55  Stat. 
244.  as  amended;  46  U.  S.  C.  367.  391a. 
39-?.  404.  411.  1333.  50  U.  S.  C.  1275;  46 
CFR,  Part  52) 
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FIRE  EXTINGUISHING  SYSTEMS. 
SEMTPORTABLE 


Semiportable  foam  fire  extinguishing 
system  for  cargo  spaces  of  tank  ve.«;sels. 
Pyrene  Air-Foam  hose  application  type, 
one  unit  consisting  of  Pvrene  foam  dual 
proportioning  tank.  Model  PPT10E>-3 
(As.<^embly  Dwg.  No.  D-9966.  Rev.  Janu- 
ary 9. 1946.  Name  Plate  Dwg.  No.  B-15673. 
dated  D 'cember  1,  1948.  indicating  that 
tank  is  to  be  filled  with  Pyrene  Foam 
Compound  PPR5H  or  PPR5L) .  with  Py- 
rene foam  playpipe.  Model  PP35SF.  (As- 
.^embly  Dwg.  No.  C-9929.  dated  May  6. 
1944).  approved  for  a  superficial  liquid 
area  not  exceeding  600  square  feet;  mul- 
tiple units  may  be  used  to  protect  greater 
areas  in  the  ratio  of  one  unit  for  each 
€00  square  feet  or  fraction  thereof  to  be 
protected,  manufactured  by  Pyrene 
Manufacturing  Co..  560  Belmont  Avenue. 
Newark  C.  N.  J. 

(R.  S.  4417a.  and  sec.  5  (e>.  55  Stat. 
244.  as  amended:  46  U.  S.  C.  391a.  50 
U.  S.  C.  1275;  46  CFR  34.3-2) 

Dated:  April  26.  1949. 

FsEALl  J.  F.  Farley. 

Admiral,  U.  S.  Coaftt  Guard, 

Commandant. 

|F.    R.    Doc.    4a  3402;     »Ued.    Apr.    28.    1949; 
8:54  a.  m.l 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

United  States  Military  Government 
FOR  Germany 

export  import  information 

Instructions  and  Memoranda  control- 
ling exports  from  Germany  and  Imports 
into  Germany,  published  in  14  F.  R.  244. 
January  18. 1949.  amended  in  14  F.  R.  660. 
February  15.  1949.  14  F.  R.  1066.  March  9. 
1949. 14  F  R.  1302.  March  23.  1949.  and  14 
P.  R.  1828.  April  15.  1949.  are  further 
amended  by  the  addition  of  Addendum 
"C".  JEIA  Instruction  No.  1,  Revision  No. 
1,  as  follows: 

JKIA  Instruction  No.  1 

[RtvlBlon  1.  Addendum  "C"l 

(Effective  Date,  AprU  11.  1940) 

Subject:   Expokt  Pkocidurk 

OBJECT 

To  extend  the  operation  of  JEIA  Instruc- 
tion No.  1,  Revision  No.  1,  aa  ateended.  to  the 


French  Zone  of  Occupied  Germany,  effective 
April  11,  1949,  upon  the  following  terms  and 
condltloiis : 

1.  Wherever  the  terms  'VfW"  or  "com|>e- 
tent  German  authority  designated  by  VIW" 
appears  In  said  Instruction,  the  words  "ap- 
proprlate  Landeswirtschaftsmlnlstcrium 
(LWM)  at  Prelbourfj.  Tubingen  or  Koblenz." 
will   be   substituted. 

2.  Where  an  export  license  has  been  Issued 
by  the  JEIA  Branch  Office  for  French  Zine  et 
Baden-Baden  prior  to  the  effective  date  of 
this  Addendum  said  ex^iort  license  shall  re- 
main valid  and  In  effect  during  Its  period  of 
validity.  If  the  export  l.s  made  tcross  the 
French  Zone  of  Occupied  Germany  frontiers, 
the  exporter  will  make  his  export  under  his 
existing  export  license  and  no  £CD  will  be 
required.  If  the  export  Is  to  be  made  across 
the  US  or  UK  Zone  of  Occupied  Germany 
frontiers,  the  export  license  shr.ll  bo  returned 
to  the  JEIA  Branch  Office  at  Baden-Baden  frr 
cancellation  and  the  export  shall  be  accom- 
panied by  r>n  ECD.  Each  outstcnding  export 
license  will  expire  on  the  expiration  date 
stated  on  the  license  and  no  renewal  of  r.ny 
such  export  license  will  be  granted.  After 
the  expiration  of  an  existing  export  license  an 
ECD  win  be  required  with  eacli  export.  As 
of  the  effective  date  of  this  Addendum  no 
further  export  licenses  will  be  c ranted  In  the 
French  Zone  of  Occupied  Germany  and  all 
expDrts  shall  be  accompanied  by  ECDs. 

3.  Wherever  the  term  "Military  Govern- 
ments for  Germany  US  UK'"  appears  In  said 
Instruction,  the  term  "Military  Governments 
for  Germany  US  UK  and  France"  will  be 
substituted. 

4.  All  provisions  of  JEIA  Instruction  No.  1, 
Revision  No.  1  shall  be  in  lull  force  and  ef- 
fect In  connection  with  exports  from  the 
French  Zone  of  Occupied  Germany  except  as 
herein  specifically  otherwise  provided. 

Date  of  Issuance:  April  5.  1949. 

For  the  Director  General. 

C.  E.   BiMCHAM. 

Director. 
For&ign  Trade  Division. 

[seal!  Edward  F.  Witsell, 

Major  GcneraJ, 
The  Adjutant  General. 

|F.    R.    Doc.    49-3358;    Filed.    Apr.    29.    1919: 
8:45  a.  ra.l 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

(Misc.   33227] 

Colorado 

order  providing  for  oPENiita  or  public 
lands  restored  from  blue-south 
platte  project 

April  25.  1949. 

An  order  of  the  Bureau  of  Reclama- 
tion dated  January  31,  1949.  concurred 
in  by  the  Associate  Director.  Bureau  of 
Land  Management.  February  8.  1949.  re- 
voked the  Department  Order  of  March 
15.  1946.  so  far  as  it  withdrew  In  the 
first  form  prescribed  by  section  3  of  the 
Reclamation  Act  of  June  17,  1902  (32 
Stat.  388  >,  the  following-described  lands 
in  connection  with  the  Blue-South  Platte 
Prgject,  Colorado,  and  provided  that 
such  revocation  shall  net  affect  the 
withdrawal  of  any  other  lands  by  said 
order  or  •'affect  any  other  order  with- 
drawing or  reserving  the  lands  described: 

Sixth  Pbincipal  Mepujiaic 

T.  8  S..  R.  76  W . 

Sec.  18.  BE'4SE'4: 
Sec.  19,  NE'.iNE'.i. 


Saturday,  April  30,  1949 

The  lands  are  withdrawn  for  national 
forest  purposes. 

This  order  shall  not  become  effective  to 
change  the  status  of  the  lands  until  10:00 
a.  m.  on  the  35th  day  after  the  date  of 
this  order. 

Inquiries  concerning  the  lands  shall 
be  addressed  to  the  Manager,  District 
Land  Office,  Denver,  Colorado. 

RoscoE  E.  Bell, 
A::sociate  Director. 

(F.    R.    Doc.    49-3355;    Piled.   Apr.   29.    1949; 
8:45  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  3649] 

Empire  Air  Lines.  Inc. 

NOTICE  OF  hearing 

In  the  matter  of  extending  the  effec- 
tiveness of  the  temporary  certificate  of 
public  convenience  and  necessity  of 
Empire  Air  Lines.  Inc.,  for  route  No.  78 
from  September  27.  1S49.  the  expiration 
date  of  its  certificate,  to  December  31, 
1950.  lnclu.sive. 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938,  as 
amended,  particularly  sections  401  and 
1001  of  said  Act,  that  the  above-entitled 
proceeding  is  a.ssigned  for  hearing  Mon- 
day, May  9.  1949.  at  10:00  a.  m.  (eastern 
daylight  saving  time*  in  Room  2015. 
Temporary  Building  No.  5.  16th  Street 
and  Constitution  Avenue  NW.  Washing- 
ton, D.  C,  before  Examiner  Cuilis  C. 
Henderson.  • 

Without  limiting  the  scope  of  the  is- 
sues to  be  considered,  particular  atten- 
tion will  be  directed  to  the  following 
matters : 

(1)  Whether  the  public  convenience 
and  necessity  require  the  extension  of 
the  effectiveness  of  the  temporary  cer- 
tificate of  public  convenience  and  neces- 
sity of  Empire  Air  Lines,  Inc.,  for  route 
No.  78  from  September  27.  1949.  the  ex- 
piration date  of  the  certificate,  to  De- 
cember 31.  1950.  inclusive. 
-  (2)  Whether  Empire  Air  Lines.  Inc.,  Is 
fit,  willing,  and  able  to  perform  the 
service  which  may  be  authorized  under 
an  amended  certificate  authorizing  such 
extension  and  to  conform  to  the  pro- 
visions of  the  Act  and  the  rules,  regula- 
tions, and  requirements  of  the  Board 
thereunder. 

Notice  is  further  given  that  any  per- 
son, other  than  parties  of  record,  desir- 
ing to  be  heard  in  this  proceeding  must 
file  with  the  Board  on  or  before  May  9, 
1949,  a  statement  setting  forth  the  issues 
of  fact  or  law  which  he  desires  to  con- 
trovert. 

Dated  at  Washington,  D.  C,  April  27. 
1949. 

By  the  Civil  Aeronautics  Board. 

fsiALl  M.  C.  Mulligan. 

Secretary. 

IF.    R.    Doc.    49-3401;    Filed.    Apr.    29,    1949; 
8:54  a.  m.l 


FEDERAL  REGISTER 
FEDERAL  POWER   COMMISSION 

(Docket  No.  E-6209J 

Blue  Ridge  Electric  Cooperative,  Inc. 

JiOTICE  or  DECLAR.ATION  OF  INTENTION 

April  25,  1949. 

Notice  is  hereby  given  that  Blue  Ridge 
Electric  Cooperative,  Inc.,  of  Pickens. 
S.  C.  has  filed  a  declaration  of  intention 
pursuant  to  section  23  (b)  of  the  Fed- 
eral Power  Act  (16  U.  S.  C.  817)  to  con- 
struct a  water  power  project  on  the 
Keowee  River.  Keowee  River  is  a  tribu- 
tary of  the  Seneca  River  which  in  turn, 
empties  into  the  Savannah  River.  The 
proposed  plant  would  supply  energy  for 
transmission  through  the  declarant's  ex- 
isting system  for  the  use  of  REA  coop- 
erative customers  in  the  area,  and  where 
feasible,  energy  would  be  supplied  to 
REA  cooperatives  in  contiguous  areas. 

The  proposed  project  would  consist  of 
a  rolled  earth  dam  about  150  feet  in  max- 
imum height  and  having  crest  length  of 
1.400  feet,  to  be  located  at  the  Old  Pick- 
ens site  about  3,000  feet  upstream  from 
State  Highway  No.  183;  a  spillway 
equipped  with  tainter  gates;  two  low 
dikes,  a  reservoir  with  surface  area  of 
8.400  acres  extending  18  miles  upstream 
and  having  total  storage  capacity  of  392,- 
000  acre-feet  and  usable  storage  capac- 
ity of  180,000  acre-feet  with  a  25-foot 
drawdown;  a  powerhouse  with  installed 
capacity  of  21,000  horsepower;  and  ap- 
purtenant facilities. 

The  proposed  project  will  be  investi- 
gated by  the  Commission  and  if,  upon 
such  investigation,  the  Commission  finds 
that  the  projects  will  affect  the  interests 
of  Interstate  or  foreign  commerce,  the 
proposed  construction  may  not  be  com- 
menced until  a  licensf  is  applied  for  and 
received.  If  the  proposed  project  does 
not  require  license  authority  from  the 
Commission,  it  may  be  constructed 
merely  upon  compliance  with  applicable 
state  law. 


[seal] 


Leon  M.  Puquay, 
Secretary. 


|F.   R.   Doc.   49-3359;    Piled.    Apr.   29,    1949; 
8:46  a.  m.J 


[Docket  No.  0-1194] 
Northern  Natural  Gas  Co. 

NOTICE  of  application 

April  26,  1949. 
Notice  is  hereby  given  that  on  April 
13.  1949.  Northern  Natural  Gas  Company 
(Applicant),  a  Delaware  corporation 
having  its  principal  place  of  business  at 
Omaha.  Nebraska,  filed  an  application 
with  the  Federal  Power  Commission  pur- 
suant to  section  7  (c)  of  the  Natural  Gas 
Act.  as  amended,  authorizing  Applicant 
to  construct  and  operate  an  8%  Inch 
O.  D.  branch  line  approximately  2.31 
miles  In  length,  together  with  appurte- 
nances thereto,  extending  In  an  easterly 
direction  from  a  point  of  Interconnec- 
tion with  Applicant's  16-inch  Omaha. 
Nebraska,  branch  line  In  section  34* 
Township  14  North,  Range  13  East,  Sarpy 
County,  Nebraska,  to  a  regulating  station 
proposed  to  be  constructed  by  Applicant 
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in  section  36,  Township  14  North.  Range 
14  East.  Sarpy  County.  Nebraska. 

Applicant  states  that  the  service  to  be 
rendered  by  the  construction  «f  the  fa- 
cilities hereinbefore  described  is  the  de- 
livery and  sale  of  gas  by  It  to  Peoples 
Natural  Gas  Company  for  resale  on  an 
interruptible  basis  to  the  Nebraska  Pub- 
lic Power  System  Power  Plant  in  Belle- 
vue,  Nebraska.  Moreover.  Applicant 
states  that  the  facilities  proposed  here- 
in will  be  used  to  provide  an  additional 
delivery  point  for  gas  sold  in  the  Fort 
Crook,  Nebraska,  area. 

Applicant  proposes  to  begin  the  con- 
struction of  the  facilities  hereinbefore 
described  as  soon  as  practicable  after  the 
issuance  of  a  certificate  of  public  con- 
venience and  necessity  by  the  Commis- 
sion and  expects  to  complete  such  con- 
struction by  July  1,  1949.  The  Appli- 
cant states  that  the  proposed  facilities 
will  enable  it  to  deliver  2,228.000  Mcf  to 
Peoples  Natural  Gas  Company  for  re- 
sale to  the  Nebraska  Public  Power  Plant 
In  Bellevue,  Nebraska,  during  the  first 
year  of  operation,  and  6.300,000  Mcf 
durtng  the  fifth  year. 

The  estimated  overall  capital  cost  of 
the  proposed  facilities  is  $58,700.  and  such 
costs  will  be  financed  out  of  the  general  " 
funds  of  Applicant. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  concur- 
rent hearing,  together  with  reasons  for 
such  request. 

The  application  of  Northern  Natural 
Gas  Company  is  on  file  with  the  Commis- 
sion and  is  open  to  public  Inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission,  Washington  25,  D.  C, 
not  later  than  15  days  from  date  of  pub- 
lication of  this  notice  In  the  Federal  Reg- 
ister, a  petition  to  intervene  or  protest. 
Such  petition  or  protest  shall  conform  to 
the  requirements  of  5§1.8  or  1.10,  which- 
ever is  applicable,  of  the  Commission's 
rules  of  practice  and  procedure. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(F.    R.    Doc.    49-3360;    Filed.    Apr.    29,    1C'.9; 
8:46  a.  m.l 


HOUSING  AND  HOME  FINANCE 
AGENCY 

Public  Housing  Administration 

Special  Delegation  of  Authority 

Sec.  IV,  Special  delegation  of  author- 
ity, paragraph  a  (14  F.  R.  1627)  Is 
amended  by  changing  "April  1,  1849"  to 
read  "June  1,  1949  '. 

Approved:  April  25,  1949. 

[seal!  John  Taylor  Egan, 

Commissioner. 

[F.   R.    Doc.    49  3354;    Filed,    Apr.   29.    1949; 
8:45  a.  m.l 


! 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

*     IPUe  No.  70- 20831 

Wisconsin  Public  Service  Corp. 

order  permitting  declar.^tion  to  become 
effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  25th  day  of  April  1949. 

Wisconsin  Public  Service  Corporation 
("Wisconsin"),  a  public  utility  subsid- 
iary of  Standard  Gas  and  Electric  Com- 
pany, a  registered  holding  company,  has 
filed  a  declaration  and  amendment 
thereto  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  C'Act"), 
particularly  sections  6  (a)  and  7  thereof, 
with  respect  to  the  following  proposed 
transactions: 

Wisconsin  proposes  to  issue  and  sell 
notes  in  the  total  principal  amount  of 
$1,500,000  to  the  following  banks:  The 
Chase  National  Bank  of  the  City  of  New 
York,  New  York.  New  York;  Harris  Trust 
and  Savings  Bank.  Chicago.  Illinois;  Ir- 
,  ving  Trust   Company,   New  York,  New 
York;  Marshall  k  Ilsley  Bank,  Milwaukee, 
Wisconsin;   Marine  National   Exchange 
Bank.  Milwaukee.  Wisconsin;   and  The 
Security  National  Bank,  Sheboygan.  Wis- 
consin.   These  notes  will  be  dated  May 
1,  1949,  to  be  due  November  1.  1949.  will 
bear  interest  at  the  rate  of  2'e%   per 
annum  and  may  be  prepaid  by  Wisconsin 
without  penalty  when  permanent  financ- 
ing ^  completed.    The  proceeds  of  the 
sale  of  these  notes  will  be  used  for  con- 
struction requirements  of  the  company. 
Wisconsin  states  that  no  Commission 
other  than  this  Commission  has  jurisdic- 
tion over  the  proposed  transactions. 

Such  declaration  and  amendment 
thereto  having  been  duly  filed  and  notice 
of  the  filing  of  the  declaration,  as 
amended,  having  been  duly  given  in  the 
form  and  manner  prescribed  by  Rule 
U-23  promulgated  under  the  act.  and 
the  Commission  not  having  received  a  re- 
quest for  hearing  with  respect  to  said 
declaration,  as  amended,  within  the  pe- 
riod specified  in  said  notice;  or  otherwise, 
and  not  having  ordered  a  hearing  there- 
on; and 

The  Commission  finding  with  respect 
to  .<=aid  declaration,  as  amended,  that  the 
requirements  of  the  applicable  provisions 
of  the  act  and  the  rules  promulgated 
thereunder  are  satisfied,  and  the  Com- 
mission deeming  It  appropriate  in  the 
public  Interest  and  In  the  Interest  of  In- 
vestors and  consumers  that  said  declara- 
tion, as  amended,  be  permitted  to  become 
effective  forthwith: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  the  act, 
and  subject  to  the  terms  and  conditions 
prescribed  by  Rule  U-24,  that  the  dec- 
laration, as  amended,  be,  and  the  same 
hereby  is,  permitted  to  become  effective 
forthwith. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretary. 

IP.   R.   Doc.    49-3364:    Ptled.   Apr.   29,    1949; 
8:48  a.  m.l 


NOTICES 

IPUeNo.TO-2040I 
Northern  States  Power  Co. 

KEMORANDtJM  OPINION  AND  ORDER  RELEAS- 
ING JURISDICTION  AS  TO  LEGAL  AND  AC- 
COUNTING FEES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
cfflce  in  the  city  of  Washington.  D.  C, 
on  the  25th  day  of  April  A.  D.  1949. 

This  matter  involved  the  Issuance  and 
sale,  pursuant  to  section  6  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935  and  Rule  U-50  thereunder,  of  $10.- 
000,000  principal  amount  of  First  Mort- 
gage Bonds  by  Northern  States  Power 
Company,  a  Wisconsin  corporation  and 
subsidiary  of  Northern  States  Power 
Company,  a  Minnesota  corporation  and 
a  registered  holding  company. 

In  our  order  of  February  21,  1949 
granting  the  application,  and  in  our  sup- 
plemental order  of  March  2. 1949  approv- 
ing the  results  of  competitive  bidding,  we 
reserved  Jurisdiction  with  respect  to  legal 
and  accounting  fees  applicable  to  the 
transaction. 

The  claims  for  legal  services  are : 

Flynn,  Clerkln  ft  Hansen,  of  Chicago, 

in.,  counsel  to  the  Issuer |7.  600 

Cernpbell  &  RUey.  of  Bau  Claire,  WU., 

counsel  to  the  Issuer 4,000 

Gardner,  Carton  &  Douglas,  of  Chi- 
cago, III.,  Independent  counsel  to 
the  underwriter* 6,000 

• 

The  claims  for  accounting  services  are: 

Hasklns  &  Sells,  of  Minneapolis.  Minn.  $3,  960 
Arthur  Andersen  &  Co..  of  Minneap- 
olis, Minn 600 

The  claimants  have  filed  statements 
showing  the  character  of  their  several 
services  and  the  amount  of  time  devoted 
thereto;  from  which  it  appears  that  the 
claims  are  not  unreasonable  and  that  we 
may  appropriately  release  our  reserved 
jurisdiction  over  them. 

It  is  therefore  ordered.  That  the  reser- 
vation of  jurisdiction  heretofore  made  as 
to  legal  and  accounting  fees  be  and  the 
same  hereby  Is  released. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois. 

Secretary. 

|F.    R.    Doc.    49-3365;    Filed,    Apr.    29,    1949; 
8:49  a.  m.l 


(Pile  No.  7-10991 
Ohio  Edison  Co. 


Rule  X-12F-1  provides  that  the  appli- 
cant shall  furnish  a  copy  of  the  applica- 
tion to  the  issuer  and  to  every  exchange 
on  which  the  security  is  listed  or  already 
admitted  to  unlisted  trading  privileges. 
The  application  Is  available  for  public 
Inspection  at  the  Commissions  princi- 
pal office  in  Washington,  D.  C. 

Notice  is  hereby  given  that,  upon  re- 
quest of  any  Interested  person  receive'! 
prior  to  May  24.  1S49,  the  Commission 
will  set  this  matter  down  for  hearing. 
In  addition,  any  interested  person  may 
submit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of  a 
letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission. 
Washington,  D.  C.  If  no  one  requests  a 
hearing  on  this  matter,  this  application 
will  be  determined  by  order  of  the  Com- 
mis.sion  on  the  basis  of  the  facts  stated 
in  the  application,  and  other  information 
contained  in  the  official  file  of  the  Com- 
mission pertaining  to  this  matter. 

By  the  Commission. 

[SEALl  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-3366:    Filed,    Apr.    29.    1949; 
8.49  a.  m.] 


NOTICE  or  APPLICATION  FGH  UHLISTED  TRAD- 
ING PRIVILEGES,  AND  OF  OPPORTUNITY  FOR 
REARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  26th  day  of  April  A.  D.  1949. 

The  Philadelphia-Baltimore  Stock  Ex- 
change, pursuant  to  section  12  (f)  (2)  of 
the  Securities  Exchange  Act  of  1934  and 
Rule  X-12F-1  thereunder,  has  made  ap- 
plication for  unlisted  trading  privileges 
in  the  Common  Stock  $8  Par  Value  of 
Ohio  Edison  Company,  a  security  listed 
and  registered  on  the  CTeveland  Stock 
Exchange  and  on  the  New  York  Stock 
Exchange. 


(File  No.  70-21011 
COLUMBIA  Gas  System,  Inc. 

ORDER  PERMITTING  DECLARATION  TO 
BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  25th  day  of  April  1949. 

The  Columbia  Gas  System,  Inc.  ("Co- 
lumbia"), a  registered  holding  company, 
having  filed  a  declaration  pursuant  to 
section  12  <b>  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  and  Rule  U-45 
promulgated  thereunder,  regarding  the 
making  of  a  cash  contribution  of  $600,- 
000  to  Home  Gas  Company,  a  wholly 
owned  subsidiary  of  Columbia,  such  con- 
tribution to  be  used  by  Home  for  con- 
struction, and  regarding  a  further  con- 
tribution to  Home  of  $300,000  by  forgiv- 
ing non-interest-bearing  loans  presently 
owing  to  Columbia  by  Home. 

Said  declaration  having  been  duly  filed 
and  notice  of  said  filing  having  been 
duly  given  In  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  said  declaration 
within  the  period  specified  In  said  no- 
tice, or  otherwise,  and  not  having  or- 
dered a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  rules  thereunder  are  satis- 
fied, and  deeming  it  appropriate  In  the 
public  Interest  and  In  the  Interests  of 
investors  and  consumers  that  said  dec- 
laration be  permitted  to  become  effec- 
tive: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24,  that  the 


Saturday,  April  30,  1949 

declaration  be,  and  same  hereby  is,  per- 
mitted to  become  effective. 

By  the  Commission. 

[seal]  Orval  L.  Dubois, 

Secretary. 

IP.    R.    Doc.    49-3367;    Piled.   Apr.    29,    1949; 
8:49  a.  m.] 


[File  No.  70-2087] 

Toledo  Edison  Co. 

ORDER    granting   APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  25th  day  of  April  A.  D.  1949. 

The  Toledo  Edison  Company  ("To- 
ledo"), a  public  utility  subsidiary  of 
Cities  Service  Company,  a  registered 
holding  company,  having  filed  an  ap- 
plication and  amendments  thereto  pur- 
.suant  to  section  6  (b  >  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  Rule 
U-50  promulgated  thereunder  regarding 
the  issuance  and  sale  of  $2,500,000  princi- 
pal amount  of  First  Mortgage  Bonds, 
__%  Series,  due  1979,  pursuant  to  the 
competitive  bidding  provisions  of  Rule 
U-50  and  the  application  of  the  proceeds 
therefrom  to  provide  part  of  the  funds 
required  by  Toledo  for  construction  of 
property  additions;  and 

The  application  having  been  filed  on 
March  18,  1949,  and  the  last  amendment 
thereto  having  been  filed  on  April  21, 
1949,  and  notice  of  said  filing  having 
been  duly  given  In  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  said  application, 
as  amended,  within  the  period  specified 
In  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  Commission  finding  that  Toledo  is 
entitled  to  an  exemption  from  the  pro- 
visions of  sections  6  (a)  and  7  of  the  act 
pursuant  to  the  provisions  of  section 
6  (b)  thereof,  it  appearing  that  the  is- 
suance of  said  bonds  Is  solely  for  the 
purpo.se  of  financing  the  business  of 
Toledo  and  that  the  Public  Utilities  Com- 
mission of  Ohio,  the  State  Commission 
of  the  State  In  which  Toledo  Is  organized 
and  doing  business,  has  expressly  au- 
thorized the  proposed  Issuance  and  sale 
of  said  bonds,  and  that  there  Is  no  basis 
for  the  Imposition  of  terms  and  condi- 
tions other  than  those  hereinafter 
stated;  and 

It  appearing  from  the  filing  that  the 
fees  and  expenses  to  be  incurred  in  con- 
nection with  the  proposed  transaction 
are  estimated  at  an  aggregate  amount 
of  $51,400  in  which  are  Included  $12,000 
for  legal  fees  of  counsel,  $350  payable  to 
Electric  Advisers.  Inc.,  a  system  service 
company,  and  $4,800  and  $200,  respec- 
tively, for  fees  and  expenses  of  Independ- 
ent counsel  for  the  underwriters,  to  be 
paid  by  the  successful  bidder  or  group  of 
bidders  for  the  bonds;  and  it  further  ap- 
pearing tjjat  the  record  is  not  complete 
with  respect  to  the  fees  and  expenses  of 
all  counsel  and  that  the  other  fees  and 
expenses.  If  they  do  not  exceed  the  esti- 
mates, do  not  appear  to  be  unreasonable; 
and 
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The  Commission  deeming  it  appropri- 
ate to  grant  the  request  of  the  appli- 
cant that  the  ten  day  period  provided  by 
Rule  U-50  for  invitation  of  bids  be  short- 
ened to  six  days  and  that  the  order  here- 
in become  effective  forthwith  > 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act,  that  said  application,  as  amended, 
be,  and  the  same  hereby  is,  granted 
forthwith,  subject  to  a  reservation  of 
Jurisdiction  with  respect  to  the  payment 
of  all  fees  and  expenses  for  legal  services 
incurred  or  to  be  incurred  in  connection 
with  the  proposed  transaction  including 
those  of  Independent  counsel  for  under- 
writers, and  subject  to  the  terms  and 
conditions  prescribed  In  Rule  U-24  and  to 
the  additional  condition  that  the  pro- 
posed sale  of  bonds  by  Toledo  shall  not 
be  consummated  until  the  results  of  com- 
petitive bidding,  pursuant  to  Rule  U-50, 
shall  have  been  made  a  matter  of  record 
In  this  proceeding  and  a  further  order 
shall  have  been  entered  by  the  Commis- 
sion in  the  light  of  the  record  so  com- 
pleted, which  order  may  contain  such 
further  terms  and  conditions  as  may 
then  be  deemed  appropriate.  Jurisdiction 
being  reserved  at  this  time  for  such  pur- 
pose. 

It  is  further  ordered.  That  the  ten  day 
notice  period  provided  by  Rule  U-50  for 
Invitation  of  bids,  be,  and  the  same  here- 
by Is,  shortened  to  a  period  of  not  less 
than  six  days. 

By  the  Commission. 

[SF.AL]  Orval  L.  DuBois, 

Secretary. 

IF.    R.    Doc.    49-3368:    Piled,    Apr.   29,    1949; 
8:49  a.  m.] 


I  Pile  No.  70-2092] 

Texas  Electric  Service  Co. 

supplemental  ohder  releasing  jurisdic- 
tion and  permitting  declaration  to 
become  effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  26th  day  of  April  A.  D.  1949. 

Texas  Electric  Service  Company 
("Texas  Electric"),  a  direct  subsidiary  of 
Texas  Utilities  Company  ("Texas  Utili- 
ties") ,  a  registered  holding  company  and 
an  Indirect  subsidiary  of  American 
Power  &  Light  Company  and  Electric 
Bond  and  Share  Company,  also  registered 
holding  companies,  having  filed  a  decla- 
ration and  amendments  thereto  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935,  particularly  sections  6  (a) 
and  7  thereof  and  Rule  U-50  thereunder, 
regarding  the  Issue  and  sale  at  com- 
petitive bidding  of  $8,000,000  principal 
amount  of  Its  First  Mortgage  Bonds, 
-.To  Series,  due  1979;  and 

The  Commission  having  by  order  dated 
April  14, 1949,  permitted  said  declaration, 
as  amended,  to  become  effective,  sub- 
ject to  the  condition  that  the  proposed 
Issue  and  sale  of  bonds  not  be  consum- 
mated until  the  results  of  competitive 
bidding  pursuant  to  Rule  U-50  shall  have 
been  made  a  matter  of  record  In  this  pro- 
ceeding and  a  further  order  entered  by 
the  Commission  In  the  light  of  the  record 
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so  completed,  and  subject  to  a  reservation 
of  Jurisdiction  with  respect  to  the  pay- 
ment of  fees  and  expenses  incurred  or  to 
be  Incurred  in  connection  with  the  pro- 
posed transactions;  and 

Texas  Electric  having  filed  a  further 
amendment  to  its  declaration  setting 
forth  the  action  taken  to  comply  with 
the  requirements  of  Rule  U-50  and  stat- 
ing that,  pursuant  to  an  invitation  for 
competitive  bids  the  following  bids  for 
the  bonds  have  been  received: 


Bidding  croup  hf>ade<l 
by- 

Coupon 
rate 

Price  to 
company 

Cost  to 
com- 
pany 

T'nion  Securitio.'!  Corp 

Salomon  Bros  A  Hutzl.T 
Ilalsey,  Stuart  &  Co.,  Inc 
The  First  Boston  Coip.. 

BlyfheA  Co..  Inc 

Kiddi^r,  r<»ibody  Ai  Co 
Carl  M.  I^b,  Rhoades 
&  Co 

2H 

2!i 

3 
}      3 

100.  rf, 

100.  61« 
100.  4tH«l 
10(1.27 

100.080 

102. 1.1 
102.  085 

2.  S42I 
2.  R»42 
2.  K'A^ 
2. 8<U5 

2.870-1 

Ilarriman  Ripley  &  Co., 
Inc '. 

•>  S933 

riemphill,  Xoyes  A  Co.. 
Drexel  &  Co . 

2.  S'.».-).5 

1 

Said  amendment  to  the  declaration 
having  further  set  forth  that  Texas  Elec- 
tric has  accepted  the  bid  of  Union  Se- 
curities Corporation  as  shown  above  and 
that  said  bonds  will  be  offered  for  sale 
to  the  public  at  a  price  of  101.108%  of 
the  principal  amount  thereof  plus  ac- 
crued interest  from  April  1,  1949  to  the 
date  of  delivery,  resulting  in  an  under- 
writers' spread  of  .4487o  of  the  principal 
amount  of  said  bonds;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
Imposing  terms  and  conditions,  other 
than  those  contained  In  Rule  U-24,  with 
respect  to  said  matters; 

It  is  ordered.  That  the  Jurisdiction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  for  said  Bonds  under 
Rule  U-50  be,  and  the  same  hereby  Is. 
released,  and  that  the  said  declaration, 
as  amended,  be,  and  the  same  hereby  Is, 
permitted  to  become  effective  forthwith, 
subject,  however,  to  the  terms  and  con- 
ditions contained  In  Rule  U-24. 

It  is  further  ordered.  That  the  reser- 
vation of  Jurisdiction  contained  In  our 
order  of  April  14.  1949,  with  respect  to 
fees  and  expenses  In  connection  with  the 
issue  and  sale  of  said  Bonds,  including 
fees  payable  to  counsel  for  the  success- 
ful bidders,  be,  and  the  same  hereby  Is 
continued  In  full  force  and  effect. 

By  the  Commission. 


fSEALl 


Orval  L.  DuBois. 
Secretary. 


[F.    R.   Doc.   49-3369:    Piled,    Apr.   29.    1949; 
8:49   a.  ml 


IFUe  No.  70-1949] 


No  83- 


United  Gas  Corp.  and  Electric  Power  & 
Light  Corp. 

notice  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  26th  day  of  April  A.  D.  1949. 
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Notice  Is  hereby  given  that  Electric 
Power  &  Light  Corporation  ("Electric"), 
a  registered  holding  comixiny  and  a  sub- 
sidiary of  Electric  Bond  and  Share  Com- 
pany, also  a  registered  holding  company, 
and  Electrlc's  gas  utility  subsidiary. 
United  Gas  Corporation  ("United"), 
have  filed  an  appUcatlon-declaration  and 
amendment  thereto  pursuant  to  the  Pub- 
lic Utility  Holding  Company  Act  of  1935. 
particularly  sections  6  (a),  7  and  12  (f) 
thereof,  with  respect  to  certain  proposed 
amendments  of  the  charter  and  by-laws 
of  United  and  the  composition  of  the 
board  of  directors  of  United. 

All  interested  persons  are  referred  to 
said  application-declaration  as  amend- 
ed, which  is  on  file  with  this  Commis- 
sion, for  a  statement  of  the  transactions 
therein  proposed  which  are  summarized 
as  follows: 

On  March  1.  1949.  the  Commission  Is- 
sued its  Findings  and  Opinion  approving 
a  plan  of  reorganization  of  Electric 
♦  Holding  Company  Act  Release  No. 
8889).  and  on  March  7.  1949,  the  Com- 
mission is.sucd  its  Order  approving  said 
plan  as  amended  In  accordance  with  the 
Commission's  Opinion,  reserving  juris- 
diction over,  among  other  things,  the  ap- 
plication of  United  theretofore  filed  with 
respect  to  certain  charter  amendments 
and  the  composition  of  the  board  of 
directors  of  United. 

United  proposes  to  amend  its  certifi- 
cate of  Incorporation  so  as  to  provide  for 
(a>  cumulative  voting  to  the  common 
stockholders  at  all  elections  of  directors 
effective  after  the  expiration  of  one  year 
from  the  date  such  amendment  becomes 
effective;  <b)  preemptive  rights  to  stock- 
holders with  respect  to  any  offering  of 
common  stock  or  security  convertible 
Into  common  stock  for  money,  other 
than  with  respect  to  a  public  offering  of 
such  shares;  (c)  a  majority  vote  of  the 
common  stock  to  amend  or  repeal  the 
by-laws  with  respect  to  the  qualifica- 
tions, terms  of  office,  and  compensation 
of  directors,  the  filling  of  vacancies  on 
the  board  of  directors,  and  quorum  re- 
quirements for  stockholders'  meetings; 
(d)  deletion  of  the  present  provisions 
giving  the  board  of  directors  authority  to 
determine  what  part  of  the  consideration 
from  the  sale  of  new  shares  of  common 
stock  shall  be  capital;  and  (e>  deletion 
from  the  Certificate  of  Incorporation  of 
such  provisions  as  are  Inconsistent  with 
(a),  (b),  (c)  and  <d)  above. 

It  Is  proposed  that  the  by-laws  of 
United  be  amended  to  provide  that  a 
majority  of  the  .shares  of  stock  shall  con- 
stitute a  quorum.  The  other  proposed 
amendments  to  the  by-laws  relate  to 
proxy  provisions,  the  number,  compensa- 
tion and  term  of  office  of  directors,  and 
provisions  for  amending  the  by-laws. 

The  application-declaration  states  that 
the  President  of  United  will  recommend 
at  the  board  of  directors'  meeting  on 
April  27,  1949.  that  the  board  fix  the  close 
of  business  of  May  9,  1949,  as  the  record 
date  for  voting  at  the  annual  stockhold- 
ers' meeting  of  United  to  be  held  on  June 
15.  1949. 

It  is  Indicated  that  the  management  of 
Electric  contemplates  recommending  to 
1^  board  of  directors  that  the  consum- 
mation dates  of  Parts  I,  II.  and  III  of  the 
plan  of  Electric  (those  parts  relating  to 
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creation  of  Middle  South  Utilities.  Inc.. 
settlement  of  intercorporate  claims,  and 
distributions  to  the  preferred  stockhold- 
ers of  Electric)  be  fijted  at  a  date  subse- 
quent to  May  9, 1949,  but  prior  to  June  IS. 
1949.  the  date  of  Unlted's  annual  meeting. 

In  order  to  carry  out  the  provisions  of 
the  plan  and  the  Commission's  order 
concerning  the  termination  of  interlock- 
ing relationships  between  United  and 
Middle  South  Utilities,  Inc.,  the  applica- 
tion-declaration states  that  the  manage- 
ment of  United  is  presently  consulting 
with  representative  stockholders.  Includ- 
ing those  who  will  be  stockholders  upon 
the  consummation  of  the  Electric  plan. 

It  is  the  proposal  of  Electric  that  It,  as 
the  holder  of  94.9%  of  the  common  stock 
of  United  on  the  record  date,  will  vote  Its 
stock  In  favor  of  the  above  described 
amendments  to  the  charter  of  United  and 
In  favor  of  such  slate  of  directors  as  shall 
be  submitted  by  United  and  approved  by 
this  Commission. 

Prior  to  the  Issuance  of  an  order  here- 
in an  appropriate  amendment  will  be 
submitted  setting  forui  the  proposed 
slate  of  directors  of  United,  their  back- 
ground and  the  dlscusvsions  leading  up  to 
their  selection. 

Notice  is  further  given  that  any  inter- 
ested person  may  request  the  Commis- 
.sion  in  writing  that  a  hearing  or  argu- 
ment be  held  on  such  matters,  or  may 
request  that  he  be  notified  if  the  Com- 
mi.ssion  should  order  a  hearing  thereon^ 
Any  person  so  objecting  or  any  person 
desiring  a  copy  of  the  slate  of  the  board 
of  directors  and  the  explanatory  ma- 
terial to  be  submitted  therewith  shr.ll 
file  such  objection,  or  request  such  in- 
formation, by  letter  filed  with  the  Secre- 
tary of  the  Commis.sion  on  or  before  May 
9,  1949.  at  11:30  a.  m..  e.  d.  s.  t.  Should 
there  be  no  such  objection  or  request 
for  a  copy  of  the  slate  of  the  board  of 
directors  at  that  time,  the  Commission 
may,  at  any  time  thereafter,  grant  and 
permit  to  become  effective  said  applica- 
tion-declaration, as  further  amended  at 
that  time.  Should  requests  for  copies  of 
the  slate  of  the  board  of  directors  be  filed, 
the  Commission  shall  afford  opportunity 
until  May  13.  1949.  at  5:30  p.  m..  e.  d.  s.  t.. 
or  such  later  time  as  may  be  granted  for 
appropriate  re?.."^ons,  for  the  filing  of  any 
such  request  for  hearing  or  argument. 
Any  request  for  hearing  or  argument 
shall  set  forth  the  nature  of  the  interest 
asserted,  the  reasons  for  such  request, 
and  the  Issues,  if  any,  of  fact  or  law 
raised  by  said  application-declaration,  or 
the  amendment  thereto,  desired  to  be 
controverted  or  argued.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission. 
425  Second  Street  NW..  Washington  25. 
D.  C.  At  any  time  after  May  13,  1949, 
at  5:30  p.  m..  e.  d.  s.  t..  or  such  later  time 
as  the  Commission  may  grant  for  the 
filing  of  requests  for  hearing  or  argu- 
ment (and  unless  this  application-dec- 
laration shall  have  been  granted  and 
permitted  to  become  effective  earlier,  as 
heretofore  provided),  said  application- 
declaration  may  be  granted  and  permit- 
ted to  become  effective  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  said  act  or  the  Com- 
mission may  exempt  .such  transactions  as 
provided  in  Rule  U-20    (a)    and  Rule 


U-100  thereof,  without  the  Issuance  of 
further  notice. 

By  the  Commission. 

[ssAL]  •  Orval  L.  Dubois. 

Secretary. 

[T.   R.   Doc.   49^3370;    Filed.    Apr.   29,    1949; 
8:49  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AuTHORrrr:  40  Stat.  411,  66  Stat.  839,  Pub. 
Laws  322.  671.  79th  Cong..  60  Stat  50.  926;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567. 
Ju:ie  8  1945.  3  CFR.  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946.  11  P.  R.  11981. 

[Vesting  Order   13130] 
RiYOSRIN  Okano 

In  re:  Debt  owing  to  Riyoshin  Okano. 
D-39-18040-C-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Riyoshin  Okano,  whose  la.st 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  trustees  for  the  creditors  and 
stockholders  of  Pacific  Bank  (in  dissolu- 
tion), P.  O.  Box  1200.  Honolulu.  T.  H., 
arising  out  of  a  savings  account  in  the 
name  of  Riyoshin  Okano.  maintained 
with  said  Bank,  and  a  check  in  payment 
thereof  payable  to  Riyoshin  Okano  and 
drawn  on  the  Bishop  National  Bank  of 
Hawaii.  King  and  Bishop  Streets,  Hono- 
lulu. T.  H..  numbered  117C0,  dated  March 
1.  1948  and  in  the  amount  of  $140.75. 
and  presently  In  the  custody  of  the 
trustees  for  the  creditors  and  stock- 
holders of  the  Pacific  Bank  (In  dissolu- 
tion » .  P.  O.  Box  1200.  Honolulu,  T.  H  . 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  aforesaid  debt  or 
other  obligation,  and  any  and  all  accruals 
thereto,  together  with  any  and  all  rights 
in.  to  and  under.  Including  particularly 
the  rights  to  possession  and  presentation 
for  payment  of  the  aforesaid  check, 

is  property  within  the  United  States 
owned  or  controlled  by,  pajrable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) : 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  a'oo'c.  to  be  held.  used. 
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administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.^zelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.   R.    Doc.    49-3375:    Filed.   Apr.    29,    1949; 
8:50  a.  m.J 


[Vesting  Order  13134) 
Rev.  S.  Takumiyo 

In  re:  Debt  owing  to  Rev.  S.  Takumiyo 
also  known  as  Rev.  S.  Takumyo.  F-39- 
3350-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Rev.  Takumiyo  also  known  as 
Rev.  S.  Takumyo.  whose  last  known  ad- 
dress is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion evidenced  by  check  No.  282.  dated 
December  27.  1944.  issued  by  the  Super- 
visor of  Pacific  Bank,  payable  to  Rev. 
8.  Takumiyo.  in  the  amount  of  S148.75 
and  presently  in  the  custody  of  The 
Trustees  for  the  Creditors  and  Stock- 
holders of  Pacific  Bank  In  Dissolution. 
P.  O.  Box  1200,  Honolulu.  Territory  of 
Hawaii,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  aforesaid  debt 
or  other  obligation  and  any  and  all  ac- 
cruals thereto,  together  with  any  and  ail 
rights  in,  to  and  under,  the  aforesaid 
check. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  Rev.  S. 
Takumiyo  also  known  as  Rev.  S.  Taku- 
myo, the  aforesaid  nation&l  of  a  de.'=ig- 
nated  enemy  country  (Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held. 
Used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 


FEDERAL  REGISTER 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.   R.   Doc.    49-3376;    Filed,   Apr.   29,    1949; 
8:50  a.  m.J 


(Vesting  Order  13118] 

Christina  Birmele 

In  re:  Bank  account  owned  by  Chris- 
tina Birmele.     F-28-29260-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Christina  Birmele  on  or  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  and  on  or  since  De- 
cember 11.  1941.  has  been  a  resident  of 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Hoboken  Bank  for  Savings.  Ho- 
boken,  New  Jersey,  arising  out  of  a  sav- 
ings account,  account  number  162933. 
entitled  August  Birmele  or  Christina  Bir- 
mele. maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  Christina  Bir- 
mele. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  per!;on 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.  Doo.   49-3374;    Filed.   Apr,  29,    1949; 
8:50  a.  m.J 
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[Vesting  Order  13140] 
Tamejiro  Yokoyama 

In  re:  Bank  account  owned  by  Tame- 
jiro Yokoyama.     F-39-6404-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tamejiro  Yokoyama.  whose 
last  know  address  Is  Japan,  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Yokohama  Specie  Bank,  Ltd., 
Honolulu  Office,  P.  O.  Box  1200,  Hono- 
lulu, T.  H.,  arising  out  of  a  savings 
account.  Receiver's  Liability  Number 
3344.  entitled  Tamejiro  Yokoyama,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by, 
Tamejiro  Yokoyama.  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  ' 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C  on 
April  12,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazeloj:, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.    Doc.    49-3377:    Filed,    Apr.    29,    1949; 
8:50  a.  m.] 


[Vesting  Order   13153] 
Carl  Schmidt 


In  re:  Estate  of  Carl  Schmidt,  de- 
ceased. File  No.  D-28-12475;  E.  T  sec 
16706. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 
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1.  That  Marianne  Oppprman,  Heinrich 
(Henry)  Schmidt.  Wilhelm  Schmidt. 
Thcodor  Schmidt.  Anna  Bchrcns,  and 
Berta  Schridde,  whore  last  known  ad- 
dress was,  on  February  25.  1949, 
Germany,  were  on  such  date  residents 
cf  Germany  pnd  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  sum  of  $5  289  32  was  paid 
to  the  Attorney  General  of  the  United 
States  by  Charles  G.  Seidel.  as  adminis- 
trator de  honLs  non  of  the  estate  of  Carl 
Schmidt,  deceased; 

3.  That  the  said  sum  of  $5,289  32  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  February  25.  1949.  pur- 
suant to  the  Trading  With  the  Enemy 
Act.  as  amended;  ' 

4.  That  the  said  sum  of  $5,289.32  Is 
pre.'cently  in  the  po.s.session  of  the  At- 
torney General  of  the  United  States  and 
was  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  was  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  is  hereby  determined: 

(5)  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were 
not  within  a  designated  enemy  country 
on  February  25.  1949.  the  national  In- 
terest of  the  United  States  required  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany) 
op  such  date. 

All  determination^  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  bein^  deemed 
fc  necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
admini.'^tered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

This  vesting  order  is  Issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country'  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

I  SEAL  1  David  L.  Bazelon, 

Assistant  Attornctj  General, 
Director.  Office  of  Alien  Property. 

{F.   R.   Doc.    49-3378:    Filed.   Apr.    29,    1949; 
8:50  a.  m.) 


resident  of  Germany  and  a  national. of 
a  designated  enemy  country  (Germany* ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  cf  insur- 
ance evidenced  by  policy  No.  2674,  issued 
by  The  Connecticut  Mutual  Life  Insur- 
ance Company.  Hartford,  Connecticut, 
to  Auguste  A.  Himmler.  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "np.tional"  and  "d?slgnated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

(SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3379:    Filed.    Apr.   29,    1949; 
8:50  a.  m.J 


[Vesting  Order   13165] 
Auguste  A.  Himmler 

In  re:  Rights  of  Auguste  A.  Himmler 
under  insurance  contract.  File  No, 
F-28-7130-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Augu-ste  A.  Himmler,  whose 
last  known  address  is   Germany,  is  a 


(Vesting  Order  131661 
Bun  Ikegami 

Ih  re:  Rights  of  Bun  Ikegami,  a/k/a 
Bun  Nawa,  und-T  Insurance  Contract. 
File  No.  D-39-18790-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Bun  Ikegami.  a/ka  Bun  Nawa, 
whose  last  known  address  is  Japan.  Ls  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan  >; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  0266-43013,  is- 
sued by  The  Equitable  Life  Assurance 
Society  of  the  United  States,  New  York, 
New  York,  to  Yasburo  Ikegami,  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 


of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  23.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Properly. 

|F.    R.    Doc.    49-3380;    Filed.    Apr.    29,    1949; 
8:50  a.  ml 


(Vesting  Order  131671 
Heinrich  Albin  Lange 

In  re:  Estate  of  Heinrich  Albin  Lange, 
also  known  as  Albin  Henry  Saxe,  de- 
ceased.    File  No.  F-66-24:  Et.  sec.  685). 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Paul  Otto  Lange  and  Karl 
Richard  Weber,  legal  guardian  of  Paul 
Otto  Lanp;e.  Olga  Schneider.  Paula  Else 
Baldauf.  Ernst  Pritdrlch  Lange,  Max 
Lange.  Paul  Lange,  Ella  Boerner.  Martha 
Kirchbach,  Frieda  Lan?:e,  Ewald  Lange, 
Arno  Lange,  and  Hedwig  Mathes,  whose 

last  known  address  is  Germany,  are 
residents  of  Qormany  and  nationals  of 
a  designated  enemy  country,  (Ger- 
many '  ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraph 1  hereof,  and  each  of  them,  in 

and  to  the  estate  of  Heinrich  Albin 
Lange,  also  known  as  Albin  Henry  Saxe, 
deceased,  is  property  payable  or  deliver- 
able to,  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country. 
(Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Gustav  Detjen.  as 

Ancillary  Exejcutor,  acting  under  the 
judicial  superyision  of  the  Surrogate's 
Court,  New  York  County,  New  York; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 


requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  .sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

(seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F    R.   Doc.   49-3381;    Filed,   Apr.    29,    1949; 
8:50  a.  m.] 


(Vesting  Order  13172] 
Joseph  Bauer 


In  re:  Bank  account  owned  by  Joseph 
Bauer.     F-28-28964-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  Amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Joseph  Bauer,  whose  last 
known  address  is  Teuschnitz  20,  Ober- 
franken,  Bayern,  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Joseph  Bauer,  by  United 
States  Savings  Bank  of  Newark,  New  Jer- 
sey, 772-4  Broad  Street,  Newark  2,  New 
Jersey,  arising  out  of  a  Savings  Account, 
account  number  93989,  entitled  Joseph 
Bauer,  maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  i>erson 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 


with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.   49-3382;    Filed,    Apr.    29,    1949; 
8:51  a.  m.l 


(Vesting  Order  131751 
KuNzo  Kanai  and  Henry  Kitaoka 

In  re:  Savings  accounts  owned  by 
Kunzo  Kanai  and  Henry  Kitaoka.  F- 
39-5854-E-l,  F-39-5855-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Kunzo  Kanai,  whose  last 
known  address  is  HirdShima,  Asa,  Ka- 
ruga,  Japan,  is  a  resident  of  Japan  and 
a  national  of  a  designated  enemy  coun- 
try (Japan) ; 

2.  That  Henry  Kitaoka,  whose  last 
known  address  is  #43,  Nakama  Toyono- 
Mura,  Schimomashiki-gun,  Kumamoto 
Ken,  Japan,  is  a  resident  of  Japan  and 
a  national  of  a  designated  enemy  country 
(Japan) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Kunzo  Kanai,  by  Western 
Loan  and  Building  Company,  45  East 
1st  South  Street,  Salt  Lake  City,  Utah, 
arising  out  of  a  deferred  payment  ac- 
count. Account  Number  23891,  main- 
tained at  the  aforesaid  loan  and  build- 
ing company,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Kunzo 
Kanai,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan); 

4.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Henry  Kitaoka,  by  Western 
Loan  and  Building  Company,  45  East  1st 
South  Street.  Salt  Lake  City,  Utah,  aris- 
ing out  of  an  "  'A'  Certificate  and  De- 
ferred payment"  account.  Account  Num- 
ber 13947,  maintained  at  the  aforesaid 
loan  and  building  company,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  Henry 
Kitaoka.  the  aforesaid  national  of  a  des- 
ignated enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 


try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-3383;    Piled,   Apr.   29,    1949; 
8:51  a.  m.] 


(Vesting  Order  131761 
YOSHIAKI  KaWAOKA 


In  re:  Bank  account  owned  by  Yoshl- 
aki  Kawaoka.     F-39-4365-E-1. 

Under  the  aufhority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  YoshlakI  Kawaoka,  whose  last 
known  address  Is  Hiroshima-ken,  Salkl- 
gun,  Miya  Uchl-mura,  Japan,  is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Th&t  certain  debt  or  other  obliga- 
tion owing  to  Yoshiaki  Kawaoka,  by 
Bank  of  America  National  Trust  and 
Savings  Association,  300  Montgomery 
Street,  San  Francisco,  California,  arising 
out  of  a  savings  account,  account  number 
158-A,  entitled  Kawaoka,  YoshlakI.  main- 
tained at  the  branch  ofiBce  of  the  afore- 
said bank  located  at  Arroyo  Grande. 
California,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 


2138 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.   49^384;    Piled.    Apr.    29,    1949; 
8:51  a.  ml 


(Vesting  Order  131771 
Margarethe  Charlotte  Exjgenik  Klingler 

In  re:  Debt  owing  to  Margarethe 
Charlotte  Eugenie  Klingler  also  known 
as  Margarethe  Gwlnner  Klingler  and  as 
Margarethe  Klinger.    F-28-26419-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Margarethe  Charlotte  Eugenie 
Klingler  also  known  as  Margarethe 
Gwinner  Klingler  and  as  Margarethe 
Klinger.  whose  last  known  address  is 
32D  Ostf  eldstrasse,  Hannover-Kirchrode, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  desigfnated  enemy  country 
(Germany  > ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Dominick  &  Dominick.  14  Wall 
Street.  New  York.  New  York,  in  the 
amount  of  $203.12,  as  of  December  31, 
1945.  arising  out  of  the  collection  by  the 
said  Dominick  &  Dominick  on  November 
26,  1941,  of  the  proceeds  of  coupons  due 
April  1.  1938.  from  twenty-five  (25) 
United  States  of  Brazil  64%  Bonds,  and 
representing  a  portion  of  an  account  en- 
titled Union  de  Banques  Suisses.  Zurich, 
Switzerland,  Special  G.  R.  No.  6  Account 
maintained  with  Dominick  &  Dominick, 
together  with  any  and  all  accruals  to  the 
aforesaid  debt  or  other  obligation,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  Margarethe 
Charlotte  Eugenie  Klingler  also  known  as 
Margarethe  Gwinner  Klingler  and  as 
Margarethe  Klinger.  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

and  it  Ls  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try   (Germany). 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national 
Interest, 

There  Is  hereby  vested  In  the  Attorney 
Grneral  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  20,  1949. 

For  the  Attorney  General. 

[  seal  ]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.   Office  of  Alien  Property. 

(P.    R.    Doc.    48-3385;    Piled.    Apr.    29.    1949; 
8:51   a.  m.] 


[Vesting  Order  13179] 
T.*MKXJKAM1 


In  re:  Bank  account  owned  by  T. 
Mizukami.  also  known  as  Tadayoshl 
Mizukarai.  and  as  Tadayori  Mizukami. 
D-39-8600-E-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  T.  Mizukami.  also  known  as 
Tadayor.hl  Mizukami.  and  as  Tadayori 
Mizukami.  whose  last  known  address  is 
Japan,  is  s  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan) : 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  T.  Mizukami.  also  known  as 
Tadayoshi  Mizukami.  and  £us  Tadayori 
Mizukami.  by  California  Bank,  625  South 
Spring  Street.  Los  Angeles.  California, 
arising  out  of  a  savings  accovmt,  account 
number  14208,  entitled  T.  Mizukami. 
maintained  at  the  branch  office  of  the 
aforesaid  bank  located  at  863  South  San 
Pedro  Street.  Los  Angeles.  California, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  laeing  deemed 
necessary  in  the  national  interest. 


There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  Gtneral. 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-3386;    Piled.   Apr.   29,    1949; 
8:51  a.  ml 


[Return  order  308] 
WiLLEM  NICOLAAS  VAN  DRANEN 

Having  con.sidered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  In- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, descrijped  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vLsion  for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Wlllem  Nlcolaas  van  Dranen  de  Bllt.  The 
Netherlands,  Claim  No.  6561;  March  16,  1949 
(14  F.  R.  1205);  Property  described  In  Vest- 
ing Order  No.  291  (7  F.  R.  9834.  November  26. 
1942)  relating  to  United  State*  Patent  Ap- 
plication Serial  No.  326,773  (now  United 
States  Letters  Patent  No.  2.313,304).  This 
return  shall  not  be  deemed  to  include  the 
rights  of  any  licensee*  under  the  above  pat- 
ent. 

Appropriate  documents  and  papers 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
April  25,  1949. 

For  the  Attorney  General. 

[sEALl  David  L.  Bazelon, 

A!<sistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.  Doc.  49-3388;    Piled,   Apr.   29,   1949; 
8:51  a.  m.| 


{Vesting  Order  13180] 

TSUJIO  MUROI 

In  re:  Bank  account  owned  by  Tsujio 
Muroi.     D-39- 19224-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Tsujio  Murol,  whose  last 
known  address  is  Hiroshima-ken.  Japan, 
is  a  resident  of  Japan  and  a  national  of 
a  designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows:   That  certain  debt  or  other  obli- 


Saturday,  April  30,  1949 

gation  owing  to  Tsujio  Muroi.  by  Bank 
of  America  National  Trust  and  Savings 
A.ssoclation.  300  Montgomery  Street.  San 
Francisco.  California,  arisinc  out  of  a 
savings  account,  account  number  5500, 
entitled  Tsujio  Murol.  maintained  at  the 
branch  office  of  the  aforesaid  bank  lo- 
cated at  West  Fresno.  California,  and  any 
and  all  rishts  to  demand,  enforce  and 
collect  the  same, 

'is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  per.son  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.ssary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    49  3387;    Filed,    Apr.   29.    1949; 
8:51  a.  m.] 


[Return   Order  311] 
AnnaElissa  Gentilli 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  Incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Pubtished,  and  Property 

Anna  EUssa  GentllU  a/k/a  Anna  Ellsa 
GentllU  Trieste,  Venezla  Glulla,  Claim  No. 
12143;  March  17,  1949  (14  F.  R.  1226);  $39,- 
956.61  In  the  Treasury  of  the  United  States. 
All  right,  title.  Interest  and  claim  of  any 
kind  or  character  whatsoever  of  Anna  Ellssa 
GentllU  In  and  to  the  Estate  of  Camlllo  Gen- 
tllU, deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 


FEDERAL  REGISTER 

Executed  at  Washington,  D.   C,  on 
April  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3390;    Filed,    Apr.    29.    1949; 
8:52  a.  m.J 


[Return  Order  310] 
Hildegard  Baeck  Biermann 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Hildegard  Baeck  Biermann.  New  York, 
N.  Y.;  March  11.  1949  ( 14  F.  R.  1117) ;  $1,966.00 
In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  26.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-3389;    FUed.    Apr.    29.    1949; 
8:52  a.  m.] 


Arien  Dekker 


notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  In  Washington,  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  Infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 

Claimant,  Claim  No.,  and  Property 

Arien  Dekker,  Fynaart  N.  B.,  The  Nether- 
lands; 6021;  The  p«)perty  described  In  Vest- 
ing Order  No.  291  (7  P.  R.  9834,  November  26, 
1942)  relating  to  United  States  Patent  Ap- 
plication Serial  No.  332,417  (now  United 
States  Letters  Patent  No.  2,367,460). 

Executed  at  Washington,  D.  C,  on 
April  26,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.   R.    Doc.    49-3392;    Piled.    Apr.    29.    1949; 
8:52  a.  m.] 
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[Return  Order  316] 
Independent  Aluminum  Corp. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered,  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses : 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Independent  Aluminum  Corporation.  New 
York.  N.  Y.,  Claim  No.  A-115:  March  12,  1949 
(14  P.  R.  1150);  AU  right,  title  and  Interest 
of  the  Attorney  General  In  and  to  United 
States  Letters  Patent  No.  2,198,673  vested  by 
Vesting  Order  No.  666  (8  P.  R.  5047,  April  17, 
1943 )  and  In  and  to  the  Reissue  thereof,  No. 
22.270.  This  return  shall  not  be  deemed  to 
include  the  rights  of  any  licensee  under  the 
above  patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
April  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.    Doc.    49-3391;    Filed.    Apr.    29.    1949; 
8:52  a.  m.| 


Jeremias  H.  Ledeboer 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  publication  hereof,  the  following 
property  located  In  Washington,  D.  C. 
Including  all  royalties  accrued  there- 
under and  all  damages  and  profits  re- 
coverable for  past  Infringement  thereof, 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No.,  and  Property 

Jeremias  H.  Ledeboer,  Velsen.  The  Nether- 
lands; 4451;  All  Interests  and  rights  created 
In  Jeremias  H.  Ledeboer  (to  the  extent  owned 
by  the  claimant  Immediately  prior  to  the 
vesting  thereof  by  Vesting  Order  No.  1453. 
8  P.  R.  10522,  July  28,  1943)  by  virtue  of 
an  agreement  dated  December  19,  1922,  (in- 
cluding all  modifications  thereof  and  sup- 
plements thereto,  If  any)  by  and  between 
Jeremias  H.  Ledeboer  and  the  Freyn  Engi- 
neering Company  relating,  among  other 
things  to  United  States  Patent  No.  1.508,560 
and  royalties  accrued  thereunder  In  the 
amount  of  $954.95. 

Executed  at  Washington,  D.  C,  on 
April  26,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.   R.   Doc.    49-3393;    FUed.    Apr.   29,    1949; 
8:52  a.  m.J 


r 


2160 


Robert  Tadashi  Ishh 


NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the 
date  of  the  publication  hereof,  the  fol- 
lowing property,  subject  to  any  increase 
or  decrease  resulting  from  the  adminis- 
tration thereof  prior  to  return,  and  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 
Claimant,  Claim  No..  Property,  and  Location 

Robert  Tadashi  Ishil;  6383;  Real  property 
■Ituated   In   the   County   of   Santa   Barbara. 


NOTICES 

state  of  California,  particularly  described  as: 
Lots  6  and  6  In  Block  3  of  Fesler's  Addition.  In 
the  City  oX  Santa  Maria,  County  of  Santa 
Barbara,  State  of  California,  according  to  the 
•Supplementel  Plat."  recorded  December  20, 
1886  In  Book  1,  page  43  of  Maps  and  Surveys, 
in  the  Ofllce  of  the  County  Recorder  of  said 
County,  Lots  1.  2,  3.  4  and  6  In  Block  3  of 
Curryer  and  Smith's  Addition  to  the  City  of 
Santa  Maria,  in  the  County  of  Santa  Barbara, 
State  of  California,  according  to  the  map  on 
file  in  the  Office  oX  the  County  Recorder  of 
said  County,  Lots  1  and  2  In  Block  4  of  Fair- 
mead  Addition,  In  the  City  of  Santa  Maria. 
County  of  Santa  Barbara,  State  of  California, 
according  to  the  Amended  Map  thereof  re- 
corded January  18.  1923  in  Book  16.  page  14  of 
Maps,  records  of  said  County.  Lots  4  of  Grls- 
ingher  and  DeGasparl's  Addition  to  the  Town 
oX  Guadalupe,  in  the  County  oX  Santa  Bar- 


bara. State  of  Callfomla.  being  a  subdlvtelon 
of  portion  of  Lot  3  of  Rancho  Guadalupe,  ac- 
cording to  the  map  thereof  recorded  in  Book 
15,  pages  136  and  137.  of  Maps,  In  the  Office 
of  the  County  Recorder  of  said  County,  to- 
gether with  all  hereditaments,  fixtures.  Im- 
provements and  appurtenances  thereto;  117,- 
813.85  in  the  Treasury  of  the  United  States. 

Executed   at  Washington.  D.   C,  on 
April  26.  1949. 
For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3394;    Filed,    Apr.   29,    1949; 
8:53  a.  m.) 
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AGRICULTURE  DEPARTMENT:  Page 

See  Animal  Industry  Bureau. 

Commodity  Credit  Corporation. 
Commodity  Exchange  Authority. 
Entomology  and  Plant  Quarantine  Bureau. 
Farm  Credit  Administration. 
Farmers  Home  Administration. 
Forest  Service. 

Rural  Electrification  Administration. 
Administration: 

Authority,  delegation  of;  by  Secretary  to  Chief  of 

Forest  Service,  respecting  land  exchanges 2750 

Lands,  forest;  designation  of  certain  lands  to  be  ad- 
ministered as  parts  of  specific  national  forests: 
California  and  Nevada: 

E3dorado  National  Forest 2646 

Tahoe  National  Forest "     2646 

Tolyabe  National  Forest „,       2647 

Wisconsin.  Langlade   County;    Nicolet  National 

Forest 2647 

Agricultural  ad^justment.  commodity  marketing  quota 
for  wheat;  notice  of  proposed  determination  and 
proclamation  of  national  acreage  allotment  for 

1950  crop  and  apportionment  among  States 2203 

Commodities  and  supplies;  regulations,  etc.: 
Cherries.     See  Fruits  and  vegetables. 
Citrus  fruits.     See  Fruits  and  vegetables. 
Cream.    See  Milk,  cream,  and  byproducts. 
Dairy  products.    See  Milk,  cream,  and  byproducts. 
Export  and  diversion  programs.     See  Export  and 

diversion  programs,  below. 
Fruits  and  vegetables: 
Grading.  Inspection,  etc..  of  fruits  and  vegetables, 
etc. : 

Fresh  fruits  and  vegetables;  grading,  certifl- 
^  cation,  and  standards: 

Potatoes,  standards   for 2161 

Spinach  leaves,  fresh,  consumer  standards 

for;   revision 2621 

Processed    fruits,    vegetables,    and    products! 
grading  and  inspection,  and  standards: 
Regulations;  requirements  for  plants  operat- 
ing under  continuous  inspection  on  a 

contract  basis,  proposed  rule  making 2802 

Standards   for   grades   of   frozen   red    sour 
(tart)    pitted    cherries;    proposed    rule 

making 2613 

Handling  of  various  fruits  and  vegetables: 
Citrus  fruits,  grown  in  various  States: 
Arizona : 
Lemons: 

Limitations  of  shipments 2373 

2521, 2573. 2657,  2687,  2829 
Marketing  agreement   and  order;   pro- 
posed amendments 2358 

Oranges;  limitation  of  shipments 2374 

California: 
Lemons: 

Limitation  of  shipments 2373 

2521,  2573,  2657.  2687. 2829 
Marketing  agreement  and  order;   pro- 
posed amendments 2358 

Oranges;  limitation  of  shipments 2374 

80000—49 1 


AGRICULTURE  DEPARTMENT— Continued  ^^e^. 

Commodities  and  supplies;  regulations,  etc. — Con. 
Fruits  and  vegetables — Continued 

Handling  of  various  fruits  and  vegetables — Con. 
Citrus  fruits,  grown  in  various  States — Con. 
Florida,  oranges,  grapefruit,  and  tangerines 
grown  in;  limitation  of  shipments: 

Grapefruit 2372,  2683 

Oranges 2372,  2683 

Peaches.  Elberta,  grown  in  California;  amend- 
ments to  marketing  agreement  and  order.     2684 
Pears.  Bartlett,  grown  in  California;  amend- 
ments to  marketing  agreement  and  order.     2684 
Plums,  grown  in  California: 
Limitation  of  shipments;  regulation  by  grades 
and  sizes: 

Beauty  plums 2743 

Climax  plums "     2745 

Formosa   plums 2744 

Santa  Rosa  plums ~_     2744 

Marketing   agreement    and   order;    amend- 
ments       2684 

Potatoes ;  Irish  potatoes  grown  in  various  States 
and  production  areas: 
California,  production   area    (except   Modoc 
and  Siskiyou  counties)    opportunity  to 
file  exceptions  respecting  proposed  mar- 
keting agreement  and  order 2179 

Southeastern    States;    limitation    of    ship- 
ments      2229 

Grain  standards,  regulations;  Increase  of  depart- 
ment charges  and  fees,  proposed  rule  making..    2416 
Grapefruit.    See  Fruits  and  vegetables. 
Hogs.    See  Livestock. 
Lemons.     See  Fruits  and  vegetables. 
Livestock : 
Hogs;  support  prices.    See  main  heading  Com- 
modity Credit  Corporation. 
Inspection  at  various  stockyards.    See  Packers 
and  Stockyards  Division,  below. 
Milk,  cream,  and  byproducts,  handling  in  various 
marketing   and  sales   areas;    amendments  to 
marketing  agreements  and  orders,  etc.: 

Illinois;  Quad  Cities 2252 

Iowa: 

Council  BlufJs-Omaha 2804 

Dubuque "_"     2697 

Quad  Cities 'S""SS_       V_  ~   2252 

Kentucky;  Ashland  (Tri-State) "I-_II"_.I     2784 

-    Massachusetts;  Lowell-Lawrence ~     2249 

Nebraska;  Omaha-Council  Bluffs ~    2804 

New  York;  New  York  metropolitan  area...      _        2804 
Ohio: 

Cincirmatl 2783 

Dayton -Springfield Z"~-""1"Z     2806 

Marietta,  Ironton,  Galllpolis.  etc.  (Trl-State)!    2784 

Tennessee;  Knoxvllle 2716 

West  Virginia ;  Huntington  and  Parkersburg  (Trl- 

State) 2784 

Nuts;  pecans: 
Handling  of  pecans  grown  in  Alabama,  Florida, 
Georgia,    Mississippi    and    South   Carolina; 
notice  of  hearing  respecting  proposed  mar- 
keting agreement  and  order 2547  2590 

Standards  for  unshelled  pecans 2543   2608 

Orangea.    See  Fruits  and  vegetables. 
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AGRICULTURE  DEPARTMENT— Continued 

Commodities  and  supplies;  regulations,  etc.— Con. 
Peaches.    See  Fruits  and  vegetables. 
Pears.    See  Fruits  and  vegetables. 
Pli'.ms.    See  Fruits  and  vegetables. 
Potatoes.    See  Fruits  and  vegetables. 
Spinach.    See  Fruits  and  vegetables. 
Sugar  regulations;  handling  of  excess 
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DEPARTMENT — Continued 
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quota  sugar.    2163 


2191 
2191 


Wheat;  marketing  quota.    See  Agricultural  adjust- 
ment, above. 
Diversion  programs.    See  Export  and  diversion  pro- 
grams ,     ,*       *   . 
Export  and  diversion  programs;  various  fruits,  etc. 
Citrus  fruits  and  juices;  fiscal  year  1949: 

Termination  of  program;  effective  date ^-— - 

United  Kingdom,  payments  on  sales  to,  after  April 

13    1949 

Cotton,  terms  and  conditions  of  sales;  increases  In 

rate  of  payment -  — ^^^'> 

National  School  Lunch  Act;  assistance  funds  pur- 
suant to.    See  School  lunch  program,  below. 
Office  of  Secretary;  delegation  of  authority,  etc.    See 

under  Administration. 
Packers  and  Stockyards  Division: 
Notices  respecting  certain  stockyards: 

Posted  stockyards;  designation  or  removal  as: 

McAlester  Stockyards.  McAlester,  Okla     2663 

Texas  Livestock  Auction  Co..  Amanllo.  Tex 2663 

Rates  and  charges  by  market  agencies  at  various 
stockyard;  petitions  for  modification,  exten- 
sion, etc.:  „p._ 

Denver  Union  Stock  Yard  Co -  — 2547 

Mississippi  Valley  Stock  Yards.  St.  Louis     _--     2590 
Mississippi  Valley  Stockyards,  Inc..  St.  Louis. 

»*■-. zoUJ 

Ogden  Unlon'stockyards.  Ogden.  Utah 2662 

Regulations  under  Packers  and  Stockyards  Act;  fil- 
ing of  tariff  schedules  under : 
Size   style  and  number  of  copies;  proposed  rule 

making v^r"" 

Time  and  place  schedules,  rules  and  regulations, 
etc.,  to  be  filed  and  posted  by  .stockyard  own- 
ers, market  agencies,  and  licensees ;  proposed 

rule  making ^243 

Rules  of  practice  governing  proceedings  under  the 
Packers  and  Stockyards  Act;  petitions  to  modify 

or  to  vacate  orders 2735 

Production  and  Marketing  Administration: 
Agricultural    adjustment;    commodity    marketing 

quotas.    See  Agricultural  adjustment. 
Commodity  credit.    See  main  heading  Commodity 

Credit  Corporation. 
Diversion  programs.    See  Export  and  diversion  pro- 
grams. 
Export  and  diversion  programs.    See  Export  and  di- 
version programs,  abore. 
Livestock  inspection  under  Packers  and  Stockyards 
Act;  designation  of  stockyards,  etc.    See  Pack- 
ers and  Stockyards  Division. 
Marketing  agreements  and  orders;  specific  com- 
modities.   See  Commodities  and  supplies. 
Packers  and  Stockyards  Act;  notices,  etc.   See  Pack- 
ers and  Stockyards  Division. 
Regulations  respecting  specific  commodities.     See 

Commodities  and  supplies. 
Standards,  grading,  inspection,  etc.;  specific  com- 
modities.   See  Commodities  and  supplies. 
Sugar;  quotas.    See  Commodities  and  supplies. 
School  lunch  program,  apportionment  of  funds  for 
fiscal  year  1949;  food  assistance  funds,  second 

apportionment-.: ^657 

Support  prices.    See  main  heading  Commodity  Credit 
Corporation. 
AIR  COORDINATINa  COMMITTEE :  proposed  annexes 
to  Convention  on  International  Civil  Aviation.    See 
Civil  Aeronautics  Board. 
AIR  FORCE  DEPARTMENT: 
Chaplains  Fund,  Army  and  Air  Force;  transfer  of 
share  of,  and  administration  of.  under  Joint  pol- 
icies of  Secretaries  of  Air  Force  and  Army.    See 
main  heading  National  Military  Establishment. 


AIR  FORCE 

Procurement:  .  *  _    T^„„,t 

Allocation  between  Department  and  Army  Depart- 
ment of  materiel  and  other  personal  property 
currently  available  or  to  be  received  through 
procurement.  See  main  heading  National  Mil- 
itary Establishment. 
Regulations:  ,  ^,         .   , 

Interim  statement.    See  Regulations,  below. 
Joint  procurement  regulations.    See  main  head- 
ing Army  Department. 

Regulations:  ».  .„f„ 

Aid  of  civil  authorities  and  public  relations,  safe- 
guarding military  Information: 
Dissemination;  action  on  requests: 

Congressional   requests j^^l 

Testimony  before  committees  of  Government-     2«»d 

Marking  of  classified  matter _      --    2695 

Information,  military;  safeguarding.     See  Aid  of 

civil  authorities  and  public  relations. 
Military  education;   aviation  instruction  at  non- 
Federal  establishments: 
Property   (Government-owned) ^o*"* 

Lost,  damaged,  or  destroyed  property 2643 

Transportation *o** 

ResponsibiUties  of  Institutions 2845 

Procurement;  Interim  statement,  report  of  profit 

under  Vinson-Trammell  Act 2660 

Public  relations.    See  Aid  of  civil  authorities  and 

public  relations. 
Recruiting  for  Air  Force  and  Regular  Army;  per- 
sonnel,   see  main  heading  Army  Department. 
Reserves,  organized;  Officers'  Reserve  Corps: 

Pilot  training  in  grade  for  re.serve  officers 2612 

United  States  Air  Force  Reserve;  appointment  In. 

of  ex-Alr  National  Guard  officers 2644 

Renegotiation,  military;  joint  regulations  of  armed 
forces.      See    main    heading    National    Military 
Establishment. 
Selective  Service  records  administration;   supplying 
information  to  Federal  agencies  and  officials,  reg- 
ulations.    See  main  heading  Selective  Service 
System. 
Transfer  between  Department  and  Army  Department 
of  certain  functions,  etc. ;  orders  by  Secretary  of 
Defense.     See  main  heading  National  Military 
Establishment. 
AIR  TRANSPORTATION.  FACILITIES,  ETC.: 
Airports  of  ^ntry.    See  Customs  Bureau. 
Airspace  designations.    See  Civil  Aeronautics  Admin- 
istration. „     „.  „  . 
Civil  aircraft,  regulations  respecting.    See  Civil  Aero- 
nautics Board. 
Civil  airways,  etc..  designation  of.    9ee  Civil  Aeronau- 
tics Administration. 
International  civil  aviation;  proposed  annexes  to  Con- 
vention on.    See  Civil  Aeronautics  Board. 
Public    airports,   regulations    respecting.     See   Civil 

Aeronautics  Administration. 
Radio  services,  aeronautical.     See  Federal  Commu- 
nications Commi-ssion. 
Seaplane  restricted  area.  Gulf  of  Mexico  (Florida) : 
navigation   regulations   of   Corps  of  Engineers. 
See  Engineers.  Corps  of. 

ALASKA: 
Child  labor  in;  certificates  of  age.  regulations  respect- 
ing.   See  Child  Labor  Branch. 
Pish  and  wildlife  protection.    See  Fish  and  Wildlife 

Service. 
Fisheries,     commercial.      See     Pish     and     Wildlife 

Service. 
Housing;  mortgage  in.surance  regulations.    See  Fed- 
eral Housing  Admini.stratlon. 
Public  lands  In.    See  Land  Management  Bureau. 
School  lunch  program.    See  Agriculture  Department. 
Wildlife  in;   regulations  respecting.     See  Fish  and 
Wildlife  Service. 
ALIEN  PROPERTY,  OFFICE  OF: 

German  Government,  former;  vesting  of  savings  ac- 
count. Wiedfelt  Fund.  German  Embas.sy 2734 

Japanese  Government,  former;  relinquishment  by 
State  Department  of  control  over  certain  prop- 
erty of— '- 2590 
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ALIEN  PROPERTY,  OFFICE  OF— Continued 
Organization  and  delegations  of  final  authority: 
Central  and  field  organization: 
Organization : 

Comptroller's  Branch 

Legal  Branch ~"~" 

Litigation  Branch "I.III 

Operations  Branch;  Foreign  Funds  Section."! 

Requests  and  Inquiries 

Delegations  to  various  officials  respecting  certain 
matters : 

Authority  to  certify  documents 

Authority  to  make  records  available 

Chief.  Foreign  Funds  Section,  and  others,  con- 
cerning blocked  assets 

Chief.  Operations  Branch.  Chief.  Patent  Section' 
and  Chief.  Patent  Prosecution  and  Trade- 
Mark  Unit 

Chief,  Operations  Branch,  and  others II 

Vesting  orders,  etc.: 
Costs  incurred  in  court  actions  in  listed  States: 

California 

Connecticut I2""I1".I 

Missouri "111"' 

New  York IIIIIII 

Dissolution  order;  Simpson,  Lange  and  Co..  inc___ 
Return  of  vested  property: 

American  Securit  Co 

Batzouroff.  Dragoi I " 

Btnguet  Consolidated  Mining  Co__I___I_II__III 

Blass,  Crete   (Marguerite) 

BoiLsek.  Margarethe 

Credito  Italiano 

De  Ponbrune.  Pierre  Henry  Dummumier--_"II 
De  Noblli  Cigar  Company  stock;  Italian  claim- 
ants,  listed 

Gerstenberg,  Aage 

Girsch,  Theresia """-I...I 

Giuffre,  Maria  A.  and  Silvio  E I 

Goudard,  Maurice 

Hammer,  Doris H 

Hawerda.   Anna H" 

Henricksen,  Ernst  Johan  Jens I 

Hofirek,  Joseflne 

Jarosi,  Alice  Maud I 

Katscher,  Agnes 

Killeen,  Edward  V I.IIIIIIII 

Lepkow.ska,  Marjorie III 

Lowenstein,  Leo I 

Maddaleni,  Brunllde I-I__IIIIII 

Mannheimer,  Paula  L 11111 

Mennesson,  Marcel 1 

Meyer.   Martha 1.11.111 

Monheimer.  Otto 

Nickelsen,  Richard  C,  Jr I__I 

Ordmann.  Max  D 

Polek.  Emilie 

Re,  Catherine  Sciarrlno 

Rlvarola.   Margo 

Rossi.  Maddalena III 

Schmid.   Louise 

Skerritt,  James  L 

Societa  Anonima  Lucchese  Olli  e  Vini 

Societe  Anonyme  Tube.st 

Strongman,   Richard   H 

Sugihara,  Jozo 

Temple,  Lottie  Edith. IIIIIIIII 

Towne,  A.   Lyndhurst 

Weitzl.  Frieda 

Weser,  Irene 

Various  interests,  In  estates,  litigation  proceeding's! 
etc.: 

Ackermann.  Eberhardt  and  Horst 

Ahrbecker,  Augusta 

Ahrens.   Bertha . 

Akc.  Sab.  LiepaJas  Banka 

Albrecht.  Marie  E 

Baahs.  Karl 

Bachman,  P.  Moser 

Barnewitz.  Egon,  Eva,  and  Willy 

Beck.  Ernest 

Behling,   Johanna I 

Bigelow.  Louisa  G . 

Blaubach.  Charlotte I 

Block,  Marie . 

Blohm,  Lotte -  _  __ 
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Boe,  Mina  Dora 

Bohn.  Friedrich  and  Reinhold I 

Boker,  Heinrich,  and  Co 

Boss,  Maria  Etschenberg 

Braetsch,  Margarete 

Brauer,  Margaretha  Martha  Hoffmann ^ 

Braun,   Hilda 

Bremer,  August  and  Dora 

Brinkman,  Therese 

Bruhn,  Anni 

Burgmayer,  Fred I 

Busch,  Hans  Ernst 

Charlier,  Lorenz  and  Ludwig 

Conrad,  Madgalena  (Magdalena)  L.  L 

Corth,  Carl 

Crane,  Henry  Christopher 

Cristy  y  Mangual,  Fanny 

Daijlngu,  Hilo 

Daves,  Sophie  Maria 

De  Hepp,  Fanny  Christy  Vda 

DeJonge,  Rina 

Domeyer.  Anna 

Dresdner  Bank 

Effta.   Gertrude " 

Eicher.  Emma 

Etschenberg,    Adalbert.     Hubertine,     and     Rev. 

Lawrence 

Pichtler,  Frieda  Agnes  Mehlbaum 

Fischler.  Erna  Hedwig  Hoffmann 

Rsher,  Catherine 

Plocke,  Max  Erich.  Richard  Curt.  Robert,  and 

Walter _. 

Frankfurter  Versicherungs,  A.  G 

Galtsch.  Elizabeth  Rosa 

Gardiner,  Maria  G 

Gast.   Hansotto 

Gerl'ach,  Charlotte,  Erich,  Dr.  Hans  George  Max, 

and  Heinz 

German  Government,  former;  savings  account  of 

German   Embassy ' 

Gilcher,  Ernst,  Fred,  Lena,  and  Kurt 

Gllck,  Carl 

Goeltzner,  Walter  O 

Goller,  Ernst  V— 

Gols,  Magdalena 

Gotoh,  (Goto).  Akinori  and  Yoshl 

Grelm.  Carl,  Hans,  and  "Jane" 

Gruttemann,  EUy  and  Kate 

Hager,    Sophie , 

Hasselfeldt,  Anna 

Hasuike,   Kamejiro 

Hauptmann.  E 

Haya.shi  F.  <Fusao) 

Heinze,   Lisbet 

Helmer,  Werner 

Helms  (Helm),  Martha 

Henkel,  Justine 2227,  2738. 

Hennecke,  Maria  Dorathea  Johanna 

Herrmann.  Luise  and  Yakob 

Heu.<;er,  Heinrich  and  Luise _ 

Heyl.   Hulda 

Hiteer.  Rudolph 

Hill.  Anna  M.  B 

Hinz.  Minna  Hedwig  Hoffmann 

Hoborn,  Elizabeth  Pauline  Mahlbaum 

Hoeck,  Max  (Dr.  G.) 

Hoffman,  Paul  Alfred 

Hohnschopp,  Emmi  Maria  Dorathea  Sophia 

Hollmann,   Anna 

Hormann.   Ida 

Hudson,  Percy  K 

Humbolt,  Johanna  Charlotte  Elisabeth 

Djinas  (Iljin),  Jurgis  (Georg) 

Illner,  Marie  (Marie  Schumacher) 

Jesselsen,  James  W.  N 

Josten,  Ernst  Albrecht,  Gudrun,  and  Hannegret.. 

Kallas,   Grete 

Kameta  (Kameda),  Hiroshi  and  Yoshiro 

Kanegawa.  K.  E.  (Henzo)  and  K.  (Kurazo) 

Kashl,  Jutaro . 

Kato,  Jumeo 

Kayser,  Friedrich I 
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Keller.  Hedwig *"" 

Kerflen.  Elizabeth-.. — ^^°° 

Klein.  Walter — --- ^'"J 

Klingslek.  Mary  (Pricke.  Marie) ^li° 

Knaul.   Gizella ^JJ' 

Koopmann.   Beatriz *"° 

Koss.  Paul ^^?? 

Kufner,   August ^'\i 

Landgraf.  W ^$5^ 

Lang.  Wilhelmine ^^^^ 

Lange.  Max „cro 

Leber.  Freida  J 0^18 

Lederhaus.  Adolph.  Fritz,  and  Willie.— 2518 

Unville.  Nanette  C ;"^* 

Loebus.  Charlotte  and  Gertrude ^joj 

Loewenthal.  Olga ilii° 

Lohse.  Maria  Sophia  Lisetta  Anna ^°^^ 

Lumpp,  Anna 2568 

Maas.  Elise 2519 

Magnus.  J.,  and  Co -^g- 

Malchow.  Herta Vii't^' 

Mann.^^Chrlstian.   Gertrude   Lauer.and^^Heln-^  ^^^^ 

Mann.^  Conrad  H---1 2227.  2738 

Matejovsky.  Elizabeth ^J^» 

Matsuo.  Mitsuzo :— ;;"j-T ~a 

Mehlbaum.  Fran2  Richard.  Gerda  Hedwig.  and 

Max  Karl itH 

Menzel.  Erich 2427 

Meyer.  Anna  Ida 2825 

Meyer.  Carmen  and  Ida ^°^ 

Meyer-Nelthropp.  Turgen     , ^°" 

Mitsui  Bussan  Kaisha.  Ltd         "°^ 

Mittwoch.  Kaethe  and  Manfred ^^JJ 

Miura.  Moto 2568 

Moeller.  Gustav „„„„ 

Mori-sue  (Marisue).  Harry  H ^^»J 

Mueller.  George 2826 

Mueller.  Gerhard  J „j.„ 

■    Mueller.  Rudolf ^^°" 

Muller,  Katherlne 

Murol.  Reiichi _„„«  2„~q 

Muth.    Elisabeth 2227.  2738.  ^7J» 

N    V    Agrarische  en  Industrleele  HandelmaatT 

schapplj  "Agrlhama" 

Nachrelner.  Lisle 

NalJftbert.'preVKarl'TTiw'^^^^^    and  Wllhelm.  2826 

Nakagawa.  Sakuja ^-g, 

J  Nakamura.  Kiyoshi .-q- 

Nakano.  Kiyoko  and  Masakl *^J» 

Nakano.  Kyoichi CZ""  2568 

Nebcke.    Emma '  „„«- 

Marie                                    ^^^^ 


2603 

2738 


2840 
2429 

_     2772 


Neukem,    ivicmc oRno 

Nobis.  Katherine  Keller ^^uz 

Nonnenmacher.    Rosa ^     - 

Nozaki.  Kiyoshi ^„.., 

Nurge.  Wilhelmine ^^JJ 

Obermfyer^   j'ohann"wetz'el' W^'hlngton   Otto.     ^^^^ 

and  Otto 2773 

Oka.  Take 2398 

Ono.   Mojiro 2429 

Ott.  Jacob  and  John 

Oltinger,  Luise 

Pegelow.  Ruth  Erna  Amalle 

Petersen.  A.  N 

Petri.  Dr.  Walter 

Pflster.    Christina 0094 

Platz-Wendorf.  Evelyne  Pecht ^^* 

Plumhof.   Heinrich.- ^^;° 

Pose.  Eli.'^abeth -J-V--Vx;""ro;:h" 

Potter  Friedrlch  Wllhelm  Robert  and  Karl  Rob- 

ert    Herman %}°,l 

Rascher.  Babette  <Barbara> •'"^ 

Reges.   George   H..   Heinrich.    and   Margaretha 

Franzlska  Bickel— — *''^ 

Relslnger.  Anton  R ;;*2 

Relss.  Karl ''"* 

Rltz.  Albert  and  Karl 

Rosner.  Lena 

Russnak.    Lisa 
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Various  Interests.  In  estates,  litigation  proceedings. 
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Saathoff.  Anna  Bergman - —     ;*»^o 

Sabinatz.  Marie  Sophie —     *»** 

Bachtleben.  Rolf  P j;/l 

Schaper.  John  G f.ZJ.1 

Schech  (Scheck)  Caroline... - f'^^l 

Scheffler.    Charlotte ^»^? 

Scheibe.  Max ^^oq 

Schlemmer.  Elizabeth wiT,:. oih^ 

Schmelchler.  Margarethe  Anna  Mehlbaum 2i8b 

Schmidt.  Elise  S. ^f;° 

Schmidt.    Karl - - --     ^*f' 

Schmieder.  Kurt '^^^ 

Schneider.   Margaret —    ^Jco 

Schnelle.   Martha --— ^^*^^ 

Schoettler.  Adolph  A..  Albert.  Herman.  Mane,  and 

Wllhelm f^l 

Scholl.  Clara  and  Eva .       _— --     ^«^o 

Scholz.  Alfred  Herbert  and  Alfred  Max -ii85 

Schroeder.  Dorothea  and  Emma ^^^o 

Schunemann.  Frida ^^^8 

Shoten.  Tsunashlma — —    f^^°' 

Siebert.  Henry  and  Karl ;«»0i 

Soeker.  C.  Louise  and  Pranz f^^' 

Spiegel.  Leo ^fJJ 

Sproegel.  Julisu frli 

Stahlke.  Prltz  Kurt - ^\^l 

Stapel.  Christian ^^^Y. 

Stein.  Mlnny  Cramer -----; i°Vi 

Steiner.  Chrlsta  Agnes  Maria  Margot  Carola 

Stelnert.  Otto 

Stellakls.  Theodor Z-.,V,-,Z-r"Zf'r~ 

Stelter.  August.  Heinrich  August  Wilhelm.  Hein- 
rich Pridrtch,  Heinrich  Prldrich  August,  and 

Heinrich  Prldrich  Wllhelm 2827 

Stempfle.   Alfred ^"J 

Stoflregen.  Robert ^^i.° 

Stoll.   John... — %%'). 

Sumlyoshl.  Kin f'f,*'^ 

Sunderhauf.  Bruno  W ;«'^^ 

Tajlrl.  Chlyozo *'^2 

Takagl.   Magoslro •^'^^ 

Takahashl  and  Co..  Inc ^^no 

Takehara.  S.  (Sahlchl) — - 2602 

Tamm.  Bertha %''* 

Tamura.  Chlyo  and  Rokuro ^' '^ 

Terashita.  B.   (Bunnosuke) — ^^»» 

Terashlta.  Fumiakl ^H' 

Thess.  Emma ~ ^^°^ 

Thlas.  Johanna- ^^^' 

Thomas.    Leonore ^""* 

Tlepolt.  Elizabeth  and  Paul ^1^° 

Tlews.  Prelda - 2588 

Tlmmerman.  Prledrlck  __ ^»o» 

Tlnta.  Evan  and  Katharine. - 2228.  2  U4 

Tofukujl.  Dr.  K   (Koshlro) 2758 

Topffer  (Toepffer).  Paul  C 2368 

Ummlnger.  Hermann  and  Lulse -. ^^^' 

Uyeda,  Shlgeru  and  Ume .- - ^'l' 

Van  Hoogstraten.  WUhelm  Jakob £iJo 

Vogel.   Max -— *1^J 

Von  der  Decken.  Herewarth v«"" 

Von  Campe,  Burchard.  Detel.  Godert.  and  Hans 
Detlaf. 
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2826 
2429 
2826 


2227 

..  2637 

Von  Lucken.  Alexandra  and  Theodor 2825 

Von  Zedlltz.  Adolf.  Anna  M..  Leopold  George. 

Monica,  and  Paula 2603 

Von  Zedlltz  und  Lelpe.  Georg. ^o"^ 

Wallensteln.  E.  S — %f,^% 

Watanabe.  Yoshlo... 2760 

Wehrle.  Dr.  med.  W.  O — 218J 

Weldauer.  Herbert 

Welh.  Klara 7--r-\,-r\:r,-\;. 

Weissenbach.  Elli  Prteda  Elisabeth.  Erich  Ewald 

Alfred.  Frieda  Ida.  and  Herbert  Erich  Emil.. 

Wendt.  Mary -r—w.Z 

Werner  and  Pflelderer   (Werner  and  Pflelderer 

Maschlnenfabrlk). 2366. 

Wledbusch.  Ernest.  Pried*,  and  Wllhelm         -        2427 

Wlegand.  Margareta 2227.  27J8.  J  m» 

Wiegert.  Augu.ste ^^H 

Whjrsdorf,  Gertruf  Alwine  Renate  Mengert 2l»i> 
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Wies.  Elizabeth 

Wiesmeth,  Maria '     '"'I 

Wilms.  Maria I '_ 

Windau,  Frieda  and  Willy I"" 

Windnagel,  Elizabeth 

Witte.  Pauline _  """~~ 

Witzell,  Paul  L I" 

Wodnik.  Paul !..!_. I 

Yahreis.   Maria " 

Yamagato.  S.  (Sansho) ..."" 

Yamamoto.  Yukio 

Ya.suda.  Hiranori  (Harry) '. '" 

Yoshll.  Yo.shio I 

Zcitler.  Elizabeth ~_ 

Zimmerman.  Charlotte.  Karl.  Marie  W.  H..  Max, 
Otto,  and  Paul 

ALIENS: 

Documentary  requirements  of  aliens  entering  United 
States.    See    Immigration    and    Naturalization 
Service;  State  Department. 
Estate  tax  for  non-resident  aliens;   regulations  re- 
specting.   See  Internal  Revenue  Bureau. 
Immigration  regulations.    See  Immigration  and  Na- 
turalization Service. 
Property  of.    Sec  Alien  Property.  Office  of. 
AMERICAN  BATTLE  MONUMENTS  COMMISSION: 
Functions  pertaining  to  certain  World  War  II  military 
cemeteries;  Executive  order  respecting.    See  main 
heading  Presidential  documents. 
AMERICAN     GRAVES     REGISTRATION     SERVICE; 
transfer  to  American  Battle  Monuments  Commi.s- 
sion  of  facilities,  etc..  In  connection  with  certain 
World  War  II  military  cemeteries.  Executive  order 
respecting.    See  Presidential  documents. 

ANCHORAGE  AREAS;  regulations  respecting.    See  En- 
gineers. Corps  of. 

ANIMAL  INDUSTRY  BUREAU: 

Regulations: 
Animal  breeds;  amendments  regarding  books  of  rec- 
ord of  thoroughbred  horses: 

American  Stud  Book 

Arabian  Stud  Book 12"1 

Animal  diseases,  prevention  of,  cooperatfon  with 
States  In;  tuberculous,  paratuberculous.  and 
Bang's  disease  reacting  cattle,  conditions  under 
which  payment  of  claims  for  destruction  of  ani- 
mals may  not  be  allowed 

ARMED  FORCES  OP  UNITED  STATES: 
See  also  National  Military  Establishment. 
Veterans.    See  Veterans. 

ARMY  DEPARTMENT: 

See  Engineers,  Corps  of. 

American  Graves  Registration  Service;  transfer  to 
American  Battle  Monuments  Commission  of  facil- 
ities, etc..  in  connection  with  certain  World  War 
II  military  cemeteries.  Executive  order  respecting. 
See  main  heading  Presidential  documents. 
Chaplains  Fund.  Army  and  Air  Force;  transfer  of 
share  of.  and  administration  of,  under  Joint  poli- 
cies of  Secretaries  of  Army  and  Air  Force.    See 
main  heading  National  Military  Establishment. 
Executive  orders  affecting.    See  main  heading  Presi- 
dential documents. 
Functions : 
Military  cemeteries,  certain;  transfer  to  American 
Battle   Monuments   Commission   of    functions 
pertaining  to.  Executive  order  respecting.    See 
main  heading  Presidential  documents. 
Transfer  to  Air  Force  Department  of  certain  func- 
tions :  orders  by  Secretary  of  Defense.   See  main 
heading  National  Military  Establishment. 
Germany.  Military  Government  for;  practice  of  law  by 
United  States  lawyers  In  United  States  area  of 

control,  terms  and  conditions 

Lands,  public ;  withdrawal  of.  for  use  of  Department. 
See  main  heading  Land  Management  Bureau. 
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ARMY  DEPARTMENT— Continued 

Military  cemeteries  "World  War  II>.  certain;  transfer 
to  American  Battle  Monuments  Commission  of 
functions  pertaining  to.  Executive  order  respect- 
ing.   See  main  heading  Presidential  documents. 
Military  Government  for  Germany;  practice  of  law 

by  United  States  lawyers.    See  Germany. 
Post  OflBces  124  and  125  (Army),  parcels  addressed  to; 
domestic   mail   matter,   regulations.     See   main 
heading  Post  Office  Department. 
Procurement : 
Allocation  between  Department  and  Air  Force  De- 
partment of  materiel  and  other  personal  prop- 
erty   currently    available    or    to    be    received 
through  procurement.    See  main  heading  Na- 
tional Military  Establishment. 
Regulations.    See  Regulations,  below. 
Regulations: 
Accounts.    See  Claims  and  accounts. 
Aid  of  civil  authorities  and  public  relations ;  persons 

not  subject  to  military  law,  ejection 

Claims  and  accounts,  military  court  fees;  witnesses, 

civilians 

Organized  reserves.    See  Re.serves. 

Personnel;  recruiting  for  Regular  Army  and  Air 

Force,   revision 

Procurement : 
Joint  procurement  regulations: 
Advertising,  formal;  invitations  for  bids,  prep- 
aration  (information  to  be  contained  In 

Invitations) 

Contracts,  execution  of: 

Numbered   contracts 

Unnumbered  contracts IIIIIII 

Veterinary  inspection : 

Inspection  of  establishments 

Milk  plant  and  dairy  farm  inspection;  action"! 
Public  relations.    See  Aid  of  Civil  authorities  and 

public  relations. 
Reserves,  organized;   Officers*  Reserve  Corps,  ap- 
pointments    (sections     of     Officers'     Reserve 

Corps) 

Renegotiation,  military;  Joint  regulations  "of"  armed" 
forces.      See    main    heading    National    Military 
Establishment. 
Selective  Service  records  administration;   supplying 
information  to  Federal  agencies  and  officials,  reg- 
ulations.    See  main   heading  Selective   Service 
System. 
Transfer  between  Department  and  Air  Forcg  Depart- 
ment of  certalo  functions,  etc.;  orders  by  Sec- 
retary of  Defense.    See  main  heading  National 
Military  Establishment. 

ATOMIC  ENERGY  COMMISSION: 

Fissionable  material,  production  of,  control  of  facili- 
ties for: 
Export  licenses,  applications  for  and  issuance  of; 

proposed  rule  making 

Schedule  B  ^Class  II  facilities),  exem"ptions "pro- 
posed   rule    making    with   respect    to   export 

licensing 

Patent  Compensation  Board ;  notice  of  hea'ring'on"ap- 
plication  of  Nellie  Pauline  Fletcher  and  William 
Arthur  Fletcher  for  determination  of  reasonable 
royalty  fees.  Just  compensation  and  granting  of 
award 


BANKS: 

Farm  credit  Institutions.    See  Farm  Credit  Admln- 

I.stratlon. 
Federal  Reserve  System,  member  banks  of;  regula- 

tions  affecting.    See  Federal  Reserve  System. 
Procurement  by  foreign  countries  under  Economic 
Cooperation  Administration  regulations;  respon- 
sibilities  of   banking   institutions   in   financing 
See  Economc  Cooperation  Administration. 
BATTLE  MONUMENTS  COMMISSION.    See  American 

Battle  Monuments  Commission. 
BLIND  PERSONS,  employed  in  sheltered  workships; 
special  certificates  for.    See  Wage  and  Hour  Divi- 
sion. 

BRIDGE  REGULATIONS.    See  Engineers.  Corps  of. 
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BUDGET  BUREAU: 

Transfer  of  funds  to  American  Battle  Monuments 
Commission  in  connection  with  functions  per- 
taining to  certain  World  War  II  military  cem- 
eteries administered  by  Army  Department: 
Executive  order  respecting.  See  main  heading 
Presidential  documents. 

BUSINESS  ECONOMICS,  OFFICE  OF: 
Designation  of  subchapter.- 


Paga 


„     2544 


CANADA' 

Customs  relations  with.    See  Customs  Bureau. 
Importation  of  potatoes  from.     See  Entomology  and 

Plant  Quarantine  Bureau. 
Nonimmigrants;  visa  regulations.    See  State  Depart- 
ment. 
Pacific  Halibut  Fishery  Convention  between  United 
States  and  Canada;  regulations  pursuant  to.    See 
International  Fisheries  Commission. 
Radio   broadcast   stations   in;    international    agree- 
ments respecting  assignment  of  frequencies.    Seg 
Federal  Communications  Commission. 
CEMETERIES.    MIUTARY;    functions    of    American 
Battle  Monuments  Commission  respecting  certain 
World  War  II  cemeteries.  Executive  order  respect- 
ing.   See  Presidential  documents. 
CHILD  LABOR  BRANCH,  DEPARTMENT  OF  LABOR: 
Certificates.  State,  acceptance  of  In  case  of  Territory 
of  Alaska;  statement  based  on  census  records  of 
Alaska  Native  Service  acceptable  as  proof  of  age.. 
CHINA  AID  PROGRAM;  purchase  of  commodities  and 
services  in  connection  with.     See  Economic  Coop- 
eration Administration. 
CIVIL  AERONAUTICS  ADMINISTRATION: 
Regulations: 

Air  navigation;  airspace  designations: 

E>esignation  of  civil  airways 

Designation  of  control  areas,  control  zones  and 

reporting  points;  control  areas 

Public  airports: 

Federal-aid  airport  development  program: 

Procedure;  projects  for  rehabilitation  or  repair 
for  which  spon.sors  have  requested  reim- 
bursement under  section  17  of  act 

Revision 

Reimbursement  for  damage  to  public  airports  by 
Federal  agencies 

CIVIL  AERONAUTICS  BOARD: 

Air  c&rricrs  I 

Airworthiness.    See  Civil  air  regulations. 
Classifications     and    exemptions.    See    Economic 

regulations. 
Navigation  and  operations.    See  Civil  air  regula- 
tions. 
Authority,    delegations    of.    See    Organization    and 

functions. 
Civil  air  regulations: 
Air  navigation: 
Aircraft  nationality  and  registration  marks.    See 

International  Civil  Aviation  Organization. 
Operation  rules  for  air  carriers  and  aircraft.    See 
Operation  rules. 
Airworthiness,  airplane;  transport  categories  < reg- 
ulations   effective    November    9.    1945 »,    flight 
requirements,  flap  position  In  approach  con- 
figuration  

Certificates  and  ratings: 

Air  agencies;  ground  instructor  rating,  reexami- 
nation after  failure,  proposed  rule  making.— 
Airmen: 
Aircraft  dispatcher  certificates;  reexamination 

after  failure,  proposed  rule  making 

Airline  transport  pilot  rating: 
Airline  pilot  competency  certificate: 

Existing  aircraft  ratings 

Aircraft  rating 

Issuance;  instruction  in  air  transportation 

service 

Reexamination  after  failure;  proposed  rule 

making — — 

Definitions — 


2199 


2231 
2231 


2375 
2402 

2373 


2587 
2360 
2360 


2194 
2194 

2194 

2359 
2194 


CIVIL  AERONAUTICS  BOARD— Continued  '*«• 

Civil  air  regulations— Continued 
Certificates  and  ratings — Continued 
Airmen — Continued 

Airline  transport  pilot  rating— Continued 
Editorial  changes;  substitution  of  words  "cat- 
egory", "type",  etc 2193 

Examinations  and  tests;  airplane  class  and 

type  rating 2194 

Multiple  airplane  class  and  horsepower  rat- 
ings; deletion —    2194 

Type  rating 2194 

Minimtmi  requirements: 

Experience,  aeronautical 2194 

Knowledge,  aeronautical 2194 

Skill,  aeronautical: 
Editorial  changes;  deletion  of  "in  solo 

flighf 2194 

Radio  skill- 2194 

Pilot  regulations; 
Log-books: 

Contents -- — --- 2194 

Logging  of  pilot  flight  time 2194 

Recent  experience  requirements: 

Instrument   flight 2194 

Passenger  flight  (day  and  night) 2194 

Without  passengers;  deletion 2194 

Alr-trafHc  control-tower  operator  certificates: 
Character  of  ratings;  qualifications  for  junior 

rating --     2195 

Examinations,  general;  reexamination  after 

failure,  proposed  rule  making 2360 

Plight  engineer  certificates: 

Certification  rules;  reexamination  after  fail- 
ure, proposed  rule  making 2360 

Definitions 2196 

Requirements  for  certificate;  experience 2196 

Plight  navigator  certificates,  certification  rules; 
reexamination  after  failure,  proposed  rule 

making 2360 

Plight  radio  operator  certificates,  certification 
rules;  reexamination  after  failure,  proposed 

rule  making 2360 

Llghter-than-air  pilot  certificates,  examina- 
tions and  tests;  reexamination  after  fail- 
ure, proposed  rule  making 2360 

Mechanic  certificates:        • 

Certificates  with  propeller  or  aircraft  appli- 
ance rating;  extension  of  effective  period, 

proposed 2360 

Reexamination  after  failure;  proposed  rule 

making 2360 

Parachute  technician  certificates,  examinations 
and  tests;  reexamination  after  failure,  pro- 
posed rule  making 2360 

Pilot  certificates: 

Aircraft,  fiight  instructors,  and  Instrument 
ratings: 

Aircraft  rating  competence .--     2192 

Aircraft  type  ratings - 2192 

Instrument  rating: 

Experience 2192 

Knowledge 2192 

Certification  rules,  military  competence;  air- 
craft category,  class,  and  tyf)e  ratings 

based  on  military  competence 2192 

Commercial   pilot   rating;    aeronautical  ex- 
perience, powered  aircraft 2192 

Definitions  _— 2193 

Editorial    changes;    substitution    of    words 

"category",  "type",  etc 2192 

Examinations  and  tests;  reexamination  after 

failure,  proposed  rule  making 2359 

Pilot  certificate  and  ratings;  issuance 2192 

Explosives  and  other  dangerous  articles,  transpor- 
tation   of 2785 

International  civil  aviation,  convention  on.      See 

International  Civil  Aviation  Organization. 
Operation  rules: 
Air  carriers: 

Foreign  air  carriers;  definitions 2198 

Operating  certification: 

Definitions-- 2196 

Editorial    changes;    substitution    of    words 

"type",  "flight  time  as  pilot  in  command'    2198 
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CIVIL  AERONAUTICS  BOARD— Continued 

Civil  air  regulations— Continued 
Operation  rules — Continued 
Air  carriers — Continued 
Scheduled    air    carrier    rules,    for    operations 
within  continental  limits  of  United  States: 

Airmen,  second  pilot;  logging  flight  time 

Definitions 

Editorial    changes;    substitution    of    words 

"category",  "type". etc 

Scheduled  operations  outside  continental  United 
States;  certification  and  operations  rules: 

Cargo  operation  rules;  definitions 

Editorial    changes;    substitution    of    words 

"type",  "pilot  in  command",  etc 

General  operation  rules: 

Definitions 

Editorial  changes;  substitution  of  words  "cate- 
gory", "type" 

Pilot  rules  (general): 
Logging  of  flight   time,   private  and   com- 
mercial  

Pilot   certificate —II"— I" 

Pilot  logbooks IIIIIIIII 

Private  and   commercial  pilot  privileges'a'nd 
limitations: 
Flight  instruction  limitations,  endorsement 

of  student  pilot  certificates 

Rating  requirements ~_ 

Recent  flight  experience,  general 

Student  pilot  limitations;  general  limitations 
Safety  proceedings,  rules  of  practice,  proposed  rule 

making 

Economic  regulations: 

Classifications  and  exemptions;  large  Irregular  air 
carriers,  instructions  for  applications  for  indi- 
vidual exemptions 2587 

Free  and  reduced  rate  transportation;  access  to  air- 
craft for  safety  purposes,  requests  for 

Hearings.    See  Investigations,  hearings,  etc. 
International  Civil  Aviation  Organization,  Convention 
of;   aircraft  nationality  and  registration  marks 

(Annex  7),  proposed  rule  making 

Investigations,  hearings,  etc. : 
Hearings,  etc.: 

Air  freight  case 

American  Airlines,  Inc HI 

American  Overseas  Airlines,  Inc..  II      I 
Boston-New  York-Atlanta-New  Orleans  case"I~~ 

Capital  Airlines,  Inc 

Delta  Air  Lines.  Inc.__ IIII~II 

Eastern  Air  Lines.  Inc 

K.  L.  M.  Royal  Dutch  Airlines ' SS.        ~_V 

Newport  News,  Va.,  service  to 

Pan  American  Airways,  Inc I     2420 

Peninsula  Airport  Commission  of  Virginia— I- 
Peninsula  area  of  Virginia,  service  to  .  _ 

Piedmont  Aviation,  Inc _ 

S.  S.  W.,  Inc I-I— 11 — IIIII"I" 

Transcontinental  and  WesFern  AlrlincI" ""I" 
Organization  and  functions;  delegations  of  authority 
Director.  Bureau  of  Economic  Regulations   tem- 
porary suspensions  of  service L 

Rules  of  practice  In  air  safety  proceedings,  proposed 
rule   making 

CIVIL  SERVICE  COMMISSION:  '■ 

See  Fair  Employment  Board. 

Loyalty  Review  Board. 
Executive   order  affecting  Federal   personnel.     See 

main  heading  Presidential  documents. 
Rules  and  regulations: 

Compensation  and  allowances  for  foreign  and  terri- 
torial serv  ?e: 
Additional  compensation  for  service  in  foreign 
areas.    See  main  heading  State  Department. 
Territorial   post   differential   and  cost-of-living 
«  allowances: 

Employees  covered  to  Include  governors  of  terri- 
tories pending  act  of  Congress 

Employees  excluded 

Competitive  service,  exceptions  from.    See  Excep 

tlons. 
Demotion.    See  Separations,  suspensions,  reassign 
ments  or  demotion. 
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CIVIL  SERVICE  COMMISSION — Continued  Page 

Rules  and  regulations — Continued 
Discrimination  In  employment.    See  Fair  employ- 
ment program;  Separations,  suspensions,  reas- 
signments.  and  demotion. 
Education,  formal,  requirements  for  appointment  to 

position  of  pharmacist 2743 

Exceptions   from  competitive  service   (Rule   VI )1 
positions  in  Economic  Cooperation  Administra- 
tion excepted  from  examination,  Schedule  A: 
Positions  to  be  filled  by  persons  who  have  acquired 
specialized  knowledge  with  ECA  outside  con- 
tinental United  States 2741 

Private  secretaries  and  confidential  assistants—     2189 
Fair  employment  program: 
Civil  Service  Comml.ssion;  authority  to  investigate 
cases   involving  alleged   discrimination   for 
various  causes.   See  Separations,  suspensions, 
reassignments  and  demotion. 
Pair  Employment  Board  regulations  under  Execu- 
tive  Order   9980.    See   main   heading   Pair 
Employment  Board. 
Foreign  service,  compensation  and  allowances  for. 

See  Compensation  and  allowances. 
Reassignments.   See  Separations,  suspensions  reas- 
signments or  demotion. 
Separations,  suspensions,  reassignments,  or  demo- 
tion for  various  causes  (political  reasons,  mari- 
tal status,  race,  religion,  etc.);   authority  of 

Commission  to  investigate 2742 

Territorial  service,  compensation  and  allowances  fori 
See  Compensation  and  allowances. 
COAST  GUARD: 
Inspection  and  navigation;  regulations.    See  Regula- 
tions; inspection  and  navigation. 
International  regulations  for  preventing  collisions  at 

sea,  proposed:  hearing  respecting 2615 

Merchant  Marine  Council;  hearing  on  proposed  inter- 
national regulations  for  preventing  collisions  at 

sea.  notice  of 2615 

Regulations;  inspection  and  navigation: 
Collisions  at  sea,  prevention  of;  proposed  interna- 
tional   regulations    respecting.     See   Interna- 
tional regulations  for  preventing  collisions  at 
sea,  above. 

Equipment:  approval  of  miscellaneous  items 2590 

Termination  of  approvals 2205 

Navigation  requirements  for  Great  Lakes  and  St" 
Mary's  River.  Michigan: 
Great  Lakes;  pilot  rules  for.    See  Pilot  rules. 
Pilot  rules,  for  Great  Lakes;  signals  and  rules  of 
the  road: 
Fog: 

Moderate  speed  In;  deletion 

Signals;  deletion I 

Passing  in  channels  less  than  500  feet  wide  I 

deletion 

Steamer  and  sailing  vessels,  meeting  "of  ;'right 

of  way,  deletion 

Safety  of  life  at  sea;  proposed  international  regula- 
tions for  prevention  of  collisions.    See  Interna- 
tional regulations  for  preventing  collisions  at  sea. 
COMMERCE  DEPARTMENT: 
See  Civil  Aeronautics  Administration. 
Civil  Aeronautics  Board. 
.  Foreign  and  Domestic  Commerce  Bureau. 
COMMITTEES,  BOARDS,  ETC.: 
Air  Coordinating  Committee;   proposed  annexes  to 
Convention  on  International  Civil  Aviation.    See 
Civil  Aeronautics  Board. 
Emergency  board  to  investigate  labor  dispute;  Execu- 
tive  order   respecting.     See   Presidential   docu- 
ments. 

Merchant  Marine  Council,  United  States  Coast  Guard 

See  Coast  Guard. 
Military   Renegotiation   Policy   and   Review   Board; 

regulations  issued  by;  joint  regulations  of  armed 

forces.     See  National  Military  Establishment. 
Patent  Compensation  Board.  Atomic  Energy  Commis- 

sission.    See  Atomic  Energy  Commission. 

COMMODITY  CREDIT  CORPORATION: 
General  regulations   and   policies  respecting   loans, 
purchases  and  other  operations;  loans  to  and  pur- 
chases by  trustees 2372 
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COMMODITY    CREDIT    CORPORATION— Continued     ^''g^ 
Loans,  purchases,  and  other  operations: 

General  regulations  and  policies  respecting. 

General  regulations  «nd  policies,  above. 
Loan  programs: 

Cotton.  1948  crop  upland  and  American-Egyptian, 

pooling  of;  notice 2729 

Tobacco.    1948   crop;    advances   to   growers   for 
Maryland.  Type  32b   (also  known  as  Upper 

County  Tobacco) 2541 

Loan  and  purchase  agreement  programs: 
Flaxseed,  1948: 
Redemption  of.  under  warehouse  storage  loans; 

notice  of  final  date 2435 

Storage  allowance 2586 

Soybeans.    1948;    storage    allowance,    purchase 

agreements 2777 

Purchase  programs: 
See  also  Loan  and  purchase  agreement  programs; 

Support  prices. 
Milk  .solids,  nonfat  dry,  spray  and  roller;  1949.-     2585 

Wool.  1949 1 2777 

Support  prices: 
See  also  Purchase  programs,  above. 
Hogs  (April  through  September  1949> 2605 

COMMODITY  EXCHANGE  AUTHORITY  (INCLUDING 
COMMODITY  EXCHANGE  COMMISSION): 

Special  provisions  respecting  reports  on  various  agri- 
cultural commodities: 
Pats;  amounts  fixed  for  reporting  on  forms  901,  and 
903 

Oils;  amounts  fixed  for  reporting  on  forms  1001, 
and   1003 

CONFIDENTIAL  INFORMATION.    See  Information. 
CONTRACTS,  GOVERNMENT: 
See  also  Procurement. 

Minimum  wage  determinations  under  Walsh-Healey 
Public    Contracts    Act.    See    Public    Contracts 
Division. 
Renegotiation;  joint  regulations  of  armed  forces.    See 
National  Military  Establishment. 
CONVERSION  OP  CURRENCY,  In  connection  with  col- 
lection of  duties.    See  Customs  Bureau. 

CUSTOMS  BUREAU: 
Customs  regulations: 

Air  commerce  regulations;  redesignation  of  certain 
temporary  airports  of  entry  as  airports  of  entry 
without  time  limit: 
Dorothy  Scott  Municipal  Airport.  Oroville,  Wash- 
ington  

Dorothy  Scott  Seaplane  Base,  Oroville.  Washing- 
ton  

Apprai.sment: 
Examination  of  merchandise,  procedure;  proposed 

rule  making 2800 

Furnishing  information  as  to  values;  proposed 

rule    making-- 2800 

Articles   conditionally  free;    animal  skins  bearing 
wool  or  hair  as  fur  skins: 

Change  of  headnote 2746 

Guanaquito.  addition 2746 

Conversion  of  currency: 

Siamese  baht.  proposed  Instructions 2546 

Spanish  peseta,  collection  of  estimated  duties 2361 

Customs  bonds: 
Bonds  approved  by  collectors,  immediate  delivery 
and  consumption  entry  bond  (single  entry) ; 

proposed  rule  making 2801 

Forms;  proposed  revision  or  modification  of: 
Form  7551,  immediate  delivery  and  consumption 

entry  bond  (single  entry » 2801 

Form  7553.  immediate  delivery  and  consumption 

entry  bond  iterm) 2801 

Form  7555.  warehouse  entry  bond 2801 

Form  7595,  general  term  bond  for  entry  of  mer- 
chandise     2801 

Form  7601,  bond  of  actual  owner  to  cover  the 
payment  of  increased  and  additional  duties, 
taxes,  redelivery  of  merchandise  for  mark- 
ing, etc ^ 2802 

General  bond  for  smelting  and  refining  ware- 
houses  •    8801 

Nonproduction  of  documents,  failure  to  redeliver 

packages,  proposed  rule  making ..    2801 
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CUSTOMS  BUREAU— Continued  ^^K* 

Customs  regulations — Continued 
Customs  districts  and  ports;  customs  stations,  re- 
quirements for  transaction  of  customs  business 

at  places  other  than  ports  of  entry 2232 

Customs  relations  with  contiguous  foreign  terri- 
tory;  merchandise  in  transit  through  United 

States  between  ports  of  Canada  or  Mexico 2166 

Duties;  liability  for  duties,  entry  of  imported  mer- 
chandise: 
Entry: 

Declaration  on  entry;  proposed  rule  making 2800 

Recall  of  merchandise;  proposed  rule  making- .     2800 
Entry  for  consumption;  release  of  packages,  pro-  ^ 

posed  rule  making 2800 

Vessels : 

Documentation: 
Home  port;  designation  or  change,  approval  of.     2232 
Marine  documents,  issue  and  record  of  In  case 

of  .sale  or  transfer  of  vessel 2233 

Name  of  vessel,  change  of ;  approval  by  assistant 

collector 2233 

Registration  of  house  flag  and  funnel  mark; 

Standard  Oil  Co.  and  Esso  Standard  Oil  Co.    2180 

Yachts  entitled  to  documents 2232 

In  foreign  and  domestic  trades;  landing  and  de- 
livery of  cargo,  permits  and 'special  licen.ses 
for  unlading  and  lading: 

Customs  supervision  of  lading 2166 

Responsibility  of  stevedoring  companies  and 
others  concerned  in  lading  or  unlading  with 
respect   to   compliance   with    preliminary 

customs  requirements 2166 

Organization,  delegations  of  authority,  etc.;  designa- 
tion of  officers  to  perform  functions  under  nav- 
igation   laws    transferred    to    Commissioner    of 

Customs  by  Reorganization  Plan  No.  3  of  1946 2244 

Tonnage  duties,  suspension  of,  on  ves.sels  from  Israel 
and  Union  of  South  Africa;  proclamations  re- 
specting. See  main  heading  Presidential  docu- 
ments. 


DAYS  OF  OBSERVANCE:  proclamations  respecting. 
See  Presidential  documents. 

DEFENSE.  SECRETARY  OP.  See  National  Military 
Establishment. 

DISCRIMINATION,  in  employment  of  Federal  per.son- 
nel;  regulations  respecting.  See  Civil  Service  Com- 
mission; Fair  Employment  Board. 

DOMESTIC  COMMERCE,  OFFICE  OF: 

Appeals  procedure,  in  connection  with  operation  of 

allocation  and  export  priorities __    2694 

Delegations   of    authority;    exclusion   from   Code   of 

Federal  Regulations,  1949  Edition 2380 

Designation  of  subchapter 2544 

Regulations    by    document    designation;    Allocation 

Regulation  No.  3,  as  amended  May  18.  1949 2649 

Regulations,  operation  of  allocations  and  export  pri- 
orities ;  appeals  from  ODC  orders  and  regulations.    2094 

DRUGS : 

Certification.     See  Food   and  Drug   Administration. 
Postal  service.  International;  shipment  of  drugs.    See 

Post  Office  Department. 
Streptomycin,  shipment  of,  to  Spain;  International 

postal  service.    See  Post  Office  Department. 


ECONOMIC  COOPERATION  ADMINISTRATION: 

Assistance  to  participating  countries,  procedures  for 

furnishing 2166 

Authorization  procedure 2166 

Qualifications  on  Issuance  of  procurement  au- 
thorizations; revocation  of  order  respecting 
authorizations  for  fourth  quarter  1948  issued 

after  delivery  of  commodity  or  .service 2175 

Banking  institutions,  responsibilities  of 2174 

Importers  and  suppliers,  responsibilities  of 2169.  2545 

Waiver  respecting  order  for  delivery  in  second 
quarter  1949  under  authorizations  for  fourth 
quarter  1948  and  first  quarter  1949,  sub- 
authorlzatlons.  contracts,  etc 2175 
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ICONOMIC     COOPERATION     ADMINISTRATION—    Page 
Continued 

Assistance  to  participating  countries,  procedures  for 
furnishing— Continued 

Price  provisions 2172 

Reimbursement  for  assistance. -J1V_'_V_V-V"~"21 69    2545 

Banking  institutions,  responsibilities  of,  in  connection  ' 
with  financing   procurement   by   countries  par- 
ticipating In  ECA  program.     See  Assistance  to 
participating  countries. 

China  Aid  Program;  purchases  of  commodities  and 
services  in  accordance  with  objectives  of.  See 
Assistance  to  participating  countries. 

Civil  Service  Rules;  certain  positions  excepted  from 
competitive  service  (Schedule  A).  See  main 
heading  Civil  Service  Commission. 

European  Recovery  Program ;  purchases  of  commod- 
ities and  services  In  accordance  with  objectives 
of.    See  Assistance  to  participating  countries. 

Exports,  certain,  for  foreign  relief  and  rehabilitation- 
commercial  forwarding  of.  See  main  heading 
Maritime  Commission. 

Procurement  by  countries  participating  in  ECA  pro- 
gram; procedures  for  furnishing  assistance.    See 
A.ssistance  to  participating  countries. 
EMERGENCY   BOARD,   to   Investigate   labor   dispute; 
Executive     order     respecting.       See     Presidential 
documents. 

ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THE 
ARMY: 

Pine  Flat  Dam   and  Reservoir  Project,  California; 
withdrawal  of  public  lands  for  use  in  construction 
of.    See  main  heading  Land  Management  Bureau 
Regulations : 
Anchorage  regulations: 
California : 
Los  Angeles  and  Long  Beach  harbors: 
Anchorage  grounds: 

Commercial    Anchorage    C    (Los    Angeles 
Harbor) 

Naval  Anchorage  D;  regulations__V_V_V"" 
Regulations 

Newport  Bay  Harbor;  regulations-imZZmZr 
San  Diego  Harbor;  anchorage  grounds,  nonZ 

anchorage  area ^ 

Ban  Francisco  Bay.  San  Pablo  Bay,  Carquinez 
Strait,  Suisun  Bay,  San  Joaquin  River,  and 
connecting  waters: 

Regulations,   general 

San  Francisco  Bay: 

Anchorage  No.  9  (general) 

Anchorage  No.  14  (explosives! '.W. 

San  Pablo  Bay;  Anchorage  No.  18  (generaf)'  1 
Suisun  Bay: 

Anchorage  No.  26  (general) 

Anchorage  No.  27  (general) "I 

Delaware;  Delaware  River,  regulations: 

Explosives   anchorage 

General  anchorages ~SSSSS\ 

Florida: 

St.  Johns  River;  anchorage  grounds 

Tampa  Bay;  regulations 

Georgia;  Wilmington  River,  regulations  I" 

Maryland: 

See  aL^o  Special  anchorage  areas. 

Annapolis  Harbor;  regulations 

Massachusetts,  New  Bedford  Outer  Harbor  Buz- 
zards Bay,  Vineyard  and  Nantucket  Sounds; 
anchorage  grounds.  Vineyard  and  Nantucket 
Sounds : 

Anchorage  P 

Anchorage  H IZlZZlllZJ" 

Anchorage  I "_IZ""_I"~I 

New  Jersey;  Rarltan  Bay,  Port  of  New  York."  See 

New  York. 
New  York : 
Long  Island : 

Huntington  Harbor 

Randall  Bay,  Freeport 

Port  of: 
East  River: 

Anchorage  No.  6 

Anchorage  No.  8 ~...~Si.~".~Ji 

Anchorage  No.  14 . II11II111122 

80C00— 49 2  * 


2415 
2415 
2415 
2415 

2415 


2415 

2415 
2415 
2415 

2415 
2415 

2414 
2414 

2414 
2414 
2414 


2414 


2413 
2413 
2413 


2413 
2414 


2413 
2413 
2413 


ENGINEERS,    CORPS    OF;    DEPARTMENT    OF    THH     p«k« 
ARMY — Continued 

Regulations — Continued 
Anchorage  regulations — Continued 
New  York — Continued 
Port  of— Continued 
Explosives,  anchorages  for  vessels  carrying; 

Anchorage  No.  49-B 

Hudson  River;  note,  revocation lll\~ 

Raritan  Bay;  Anchorage  No.  47 

Regulations,  general 

Upper  Bay: 

Anchorage  No.  20-B 

Anchorage  No.  21 "-"-""""" 

Anchorage    No.    23    (temporary    general 

.      anchorage),  redesignation 

Anchorage  No.  24  (quarantine  anchorage), 

redesignation 

Puerto  Rico,  San  Juan  Harbor,  anchorage 
grounds : 

Temporary  anchorage   (general) 

Yacht,  schooner,  and  small  craft  anchorage  __I 
Rhode  Island;  Narragansett  Bay: 
Anchorage  grounds: 

Anchorage  B 

Anchorage  E IIII_-~_~I_I" 

Anchorage  F ^Z~"._  I_I 

Regulations III ---"1111 

Special  anchorage  areas,  wherein  anchor  lights 
are  not  required  for  vessels  not  more  than 
65  feet  long:  designation  of: 

Maryland;  Blackhole  Creek 

New  York,  Port  of,  and  vicinity;  Huntington 

Harbor  (Long  Island) 

See  also  New  York,  above. 
Texas;  Galveston  Harbor,  anchorage  grounds 
Virgin   Islands,   Charlotte   Amalie.   St.   Thomas 
Harbor;    anchorage   grounds.    Inner    harbor 

anchorage 

Washington;  Puget  Sound  area:    "'"' 
Anchorage  grounds: 
Freshwater  Bay  emergency  explosives   an- 
chorage, Strait  of  Juan  de  Fuca 

Orchard    Point    general    anchorage,    Puget 

Sound 

Regulations IIZIIII 

Bridge  regulations: 

Maryland:  Weems  Creek.  Anne  Arundel  County 

highway  bridge  at  West  Annapolis  _ 
Minnesota: 
Minnesota  River;  drawbridges  between  mouth 

of,  and  LeSueur 

St.  Croix  River;  States  of  Minnesota  and  Wis Z 
consin  highway  bridge  at  Stillwater  and 
Minneapolis,  St.  Paul  and  Sault  Ste.  Marie 

R.  R.  Co.  bridge  near  Otisville 

Mississippi  River  and  its  tributaries  and  outlets; 
bridges  where  constant  attendance  of  draw 
tenders  is  not  required: 
In  Minnesota.    See  Minnesota. 
In  Wisconsin.    See  Wisconsin. 
Navigable  waters  discharging  into  Atlantic  Ocean 
south  of  and  Including  Chesapeake  Bay  and 
Into  Gulf  of  Mexico,  except  Mississippi  River 
and  its  tributaries  and  outlets ;  bridges  where 
con.stant  attendance  of  draw  tenders  is  not 
required: 
In  Maryland.    See  Maryland. 
In  South  Carolina.    See  South  Carolina. 
South  Carolina;   Wando  River,  South  Carolina 
State    Highway    Department    bridge    near 

Cainhoy 

Wisconsin.  St.  Croix  River;  States  of  Wisconsin 
and  Minnesota  highway  bridge  at  Stillwater. 
Minn.,  and  Village  of  Osceola  highway  bridge 

at  Osceola.  Wise 

Navigation  regulations: 

California,  San  Francisco  Bay,  San  Pablo  Bay 

Carquinez  Strait.  Suisun  Bay,  San  Joaquin 

River,  and  connecting  waters ;  San  Francisco 

Bay  in  vicinity  of  "Naval  Net  Depot,  Tlburon 

(naval  restricted  area) 

Florida:  "" 

Gulf  of  Mexico;  seaplane  restricted  area.  Naval 
Air  Station,  Key  West 

St.  Johns  River;  Ribault  Bay.  prohrbfted  areaZZ 
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DEPARTMENT    OF    THE     p»8« 


ENGINEERS,    CORPS    OF; 
ARMY — Continued 
Regulations — Continued 
Navigation  regulations— Continued 

Great  Lakes,  connecting  waters  of.  from  Lake 
Huron  to  Lake  Erie;  use,  administration,  and 
navigation    (vessels   aground  or   not  under 

command) — 2608 

Louisiana.  Mississippi  River;  navigation  regula- 
tions to  govern  speed  of  vessels  in  vicinity  of 
explosives  anchorages  south  of  New  Orleans. 

revocation 2608 

Maine.   Sheepscot   Bay;    naval   restricted   area. 

revocation 2608 

Rhode  Island.  Block  Island  Sound;  naval  re- 
stricted area,  revocation 2608 

Washington.  Puget  Sound  area;  West  Waterway. 

Seattle  Harbor 2608 

ENTOMOLOGY  AND  PLANT  QUARANTINE  BUREAU: 
Organizational     statement;     miscellaneous     amend- 
ments: 

Central  and  field  organization 25J4 

Divisional  and  field  organization: 

Domestic  Plant  Quarantines  Division 2534 

Fruit  Insect  Investigation  Division 2534 

Golden  Nematode  Control  Division 2534 

Japanese  Beetle  Control  Division 2534 

Plant  Disease  Control  Division 2534 

Special  field  locations;  redesignatlon 2534 

Honey  bees,   importation   of 2534 

Plant  quarantine  orders,  affecting  Puerto  Rico  and 

Hawaii 2534 

Regulations,  restricted  entry  orders;  foreign  potatoes, 
special  provisions  for  importation  of.  from  Ber- 
muda and  Canada  (except  Newfoundland),  and 
listed  areas  in  Mexico 2162 

EXECUTIVE  OFFICE  OF  THE  PRESIDENT: 

See  Budget  Bureau. 
EXECUTIVE  ORDERS.    See  Presidential  documents. 

EXPLOSIVES,  transportation  of: 

By  air;  civil  air  regulations.     See  Civil  Aeronautics 

Board. 
By  rail;  interstate  commerce  regulations.    See  Inter- 
state Commerce  Commission. 
By   water;    anchorage   regulations.     See   Engineers. 
Corps  of. 
EXPORTS.    See  Imports  and  exports. 


FAIR   EMPLOYMENT  BOARD: 

Operation    (internal) 2189 

Organization 2205 

FARM  CREDIT  ADMINISTRATION: 

Regulations: 

Federal  land  banks;  security  standards,  acceptable 

property 2683 

Regional  Agricultural  Credit  Corporation  of  Wash- 
ington. D.  C;  revocation  of  all  rules  and  regula- 
tions pertaining  to  regional  agricultural  credit 

corporations 2541 

Loans,  types  and  kinds;  eligibility  of  borrowers. 

revocation 2541 

Loans  to  fur  farmers;  revocation 2451 

Sale,  application  of  proceeds;  revocation 2541 

Security  requirements;  revocation 2451 

FARMERS  HOME  ADMINISTRATION: 
Authority,  delegation  of;  from  Administrator  to  vari-  ^ 

ous  officials  to  approve  loans,  pursuant  to  Public 
Law  38.  81st  Congress: 

Assistant  Administrators —     2416 

Director.  Production  Loan  Division 2416 

Regulations: 

Account  servicing: 

Liquidations  of  security.    See  Security  servicing 

and  liquidations. 
Security   servicing    and    liquidations,    operating 
loans;  liquidations,  bankruptcy: 

Claims,  unsecured "33 

Security  property,  disposition  of 2433 
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FARMERS  HOME  ADMINISTRATION— Continued 

Regulations — Continued 
Farm  ownership  loans: 

Basic  regulations;  loan  limitations,  average  values 

of  farms  and  Investment  limits 2433 

Processing  of  Insured  loans;  State  office  routine: 

Actions  subsequent  to  closing  insured  loan 2181 

Endorsement  of  promissory  note  (or  bond)  for 

insurance 2161 

FEDERAL  COMMUNICATIONS  COMMISSION: 

HcEirinss   etc. '. 

Agricultural  Broadcasting  Co.   (WLS)— —  2510 

American  Assn.  of  State  Highway  Officials 2270 

American  Broadcasting  Co.    (WENR) 2510 

American  Communications  Assn 2764 

American  Petroleum  Institute — 2271 

American  Taxicab  Assn     _ jA\^ 

American  Telephone  and  Telegraph  Co 2273.  2510 

Anniston  Broadcasting  Co.  (WHMA) 2666 

Antilles  Broadcasting  System.  Inc 27b7 

Appalachian  Broadcasting  Corp.  ( WCYB) 2769 

Association  of  American  Railroads 2268 

Bakersfield  Broadcasting  Co.  (KAFY) 2819 

Balboa  Radio  Corp.  (KLIK) 2206 

Beacon  Broadcasting  Co..  Inc 2708 

Bell  System  companies oo-r-i 

Bell  Telephone  Laboratories,  Inc 2273 

Bessemer  Broadcasting  Co 

Big  Horn  Broadcasting  Co 

Boston  Radio  Co..  Inc 

Bunker  Hill  Broadcasting  Co 

Burlington-Graham  Broadcasting  Co.  (WFNS) 
California  State  Communications  Advisory  Board- 


2666 
2512 
2708 
2708 
2208 
2270 


Centinela  Valley  Broadcasting  Co ------, ll^t 

Champlain  Valley  Broadcasting  Corp.  (WXKW)  —     2707 

Corbin  Times-Tribune  ( WCTT) 2768 

Crescent  Bay  Broadcasting  Co 2206 

Cushing  Broadcasting  Co 2707 

DuMont.  Allen  B..  Laboratories.  Inc 2266 

EJastlarwj  County  Broadcasting  Co 2768 

El  Camino  Broadcasting  Co 2207 

El  Mundo  Broadcasting  Co.  (WEMB) 2208 

Enid  Radiophone  Co.  (KCRO 2208 

Evangeline  Broadca.sting  Co..  Inc.  (KVOD 2819 

Falls  County  Public  Service 2209 

Floral  City  Broadcasting  Co 2207 

Florida  East  Coast  Broadcasting  Co.  (WFEC).  2389,  2665 

•49er  Broadcasting  Co 2650 

Fredericksburg  Broadcasting  Corp.  (WFVA) 2208 

General  Telephone  Corp 2272 

Great  Northern  Radio.  Inc.  (WWSC)  --- —     2649 

Greater  Huntington  Radio  Corp.  (WHTN) 2211 

Greenwich  Broadcasting  Corp 2208 

Harbenlto  Broadcasting  Co.  (KGBS) 2208.2766 

Hermitage  Broadcasting  Corp -     2648 

Holzer.   Leland ^°^^' llrTo 

Illinois  Bell  Telephone  Co 2272 

Imes.  Birney.  Jr.   (WCBD 2820 

KCRT— 2769 

KGFN 2650 

KMTR   Radio   Corp 2511 

KRAI 2770 

KSTA  _   -     -  ---     2766 

KVAK"" ---'----------'--'--'---- 2206,  2207 

KWHK  Broadcasting  Co..  Inc —    2664 

KXGI 2665 

KYOR  -       -         -- - -- *oo* 

Lewis.  Rlchard'Pield'.'Jr'VwiNC) 2207 

Lowell  Sun  Publishing  Co --     2648 

Matheson  Radio  Co..  Inc.   (WHDH) 2707 

Metropolitan  Broadcasting  Co.  of  Milwaukee 2206 

2509.  2708 

Middle  Tennessee  Broadca.sting  Co.  (WKRM) 2649 

Midwest  Baseball  Network 2210 

Midwest  Broadcasting  Co.    (WMAW) 2708 

Moreno.  John  M 2819 

Mo.sby's  Inc.    (KANA) 2208 

Myrtle  Beach  Broadcasting  Co -    2512 

National  Association  of  Broadcasters 2271 

National  Broadcasting  Co..  Inc.  (KOA) 2707.2766 

National  Broadca.sting  Co..  Inc.  (WNBT) 2510 

National  Committee  for  Utilities  Radio. 2266 

New  Jersey  Bell  Telephone  Co 2272 

New  York  Daily  Mirror.— 2276 

New  York  Telephone  Co 2372 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.     P^ge 
Hearings,  etc.— Continued 

News  Publishing  Co.   (WLAQ) 2207 

Northern  Corp 2708 

Oceanside  Broadcasting  Co "lllll.lZZ'll    2206 

Odessky,  William  and  Lee  A 2666  2706 

Oliver  Broadcasting  Corp.  (WPOR) 2648' 2708 

Patterson.  S.  H.  (KVAK) 2206!  2207 

Payne  County  Broadcasters 2707 

Portsmouth  Broadcasting  Co "    2211 

Public  Service  Broadcasters 2666,  2706 

Quinones,  Jose  Ramon '  2209 

RCA  Communications,  Inc l_"    2208 

R.  I.  Broadcasting  Co,  (WRIB) 2206 

Radio  Americas  Corp 2767 

Radio  Greeneville.  Inc.  (WGRV) -----     ^^^^ 

Radio  Station  KRMD  (KRMD) '  ~     2819 

Radio  Station  WGES  (WGES) _         2206   2819 

Radio  Station  WISE,  Inc.  (WISE) '  2768 

Rock  River  Valley  Broadca.sting  Co 2'206,  2509   2708 

Saint  Louis  County  Broadcasting  Co _  '  2769 

Smith.  Patrick  G 2819 

South  Bay  Broadcasters """"'2666,  2706 

South  Bay  Broadcasting  Co 2666   2706 

Southern  Radio  and  Equipment  Co.  (WOBS)         _.     2511 

State  University  of  Iowa  (WSUI) 2510 

Steel  City  Broadcasting  Co 2206.2819 

Suburban  Broadcasting  Corp '    __  '  2209 

Sun  Valley  Broadcasting  Co.,  Inc.  (KTYL)_._II_     "  2666 

Surety  Broadcasting  Co 2649 

Tar  Heel  Broadcasting  System,  Inc '_"     2649 

Telanserphone.  Inc _        2272 

Times  Picayune  Publishing  Co.  <WTPS)~I"_"I_  "     2707 

United  Nations  Broadcasting  Corp __     ~     2207 

Valley  Broadcasting  Corp ""     2648 

wEgl:::::::---.---::- -------  Mu 

SS?-  '"''■  <WEXT> .v.":v.".:-.-.-.:-2509. 2-08 

WtvUL 9211 

WMPS.  Inc.  (W»4PSy™JLV_V_V  2769 

WNAF 27fiq 

WPTF  Radio  Co ""T  22nq 

WSAZ,  Inc.   (WSAZ) " "" 2649 

Warner  Bros.  (KWBR) '"  2666 

Washita  Valley  Broadcasting  Corp """    2512 

West.  Essie  BrlnkJey 2666  2706 

Western  Gateway  Broadcasting  Corp.  (WSNVi.        '  2706 
Western  Union  Telegraph  Co-_  2209.  2210.  2272  2278  2529 

Winchester  Broadca.sting  Corp '  '  2207 

Wisconsin  Telephone  Co ""  2510 

Wooster  Republican  Printing  Co.  (WWST) """"    2819 
Organization,  delegations  of  authority.     See  under 

Rules  and  regulations,  etc. 
Rules  and  regulations,  etc. : 
Communications  companies : 
Annual  financial  reports.    See  Practice  and  pro- 
cedure. 
Common  Carrier  Division,  Bureau  of  Engineering  • 
organization.    See  Organization,  delegations 
of  authority,  etc. 
Domestic  telegraph  speed  of  service  studies  pro- 
posed revision ;  extension  of  time  for  'filing 

briefs  or  statements 2764 

Radiocommunication    In    domestic    public    land 
mobile    services    and    land    transportation 
radio  services.   See  Licenses  and  special  radio 
regulations. 
Tariffs : 

Baseball  sports  service  by  message  and  direct 
wire  to  radio  stations,  newspapers  etc  ; 
hearing      fWestern      Union      Telegraph 

Co.) 2209  2210 

Television  transmission  services  and  facilities; 
furnishing  of  channels,  hearing  (American 

Telephone  and  Telegraph  Co.,  et  al.) 2510 

Telegraph  service: 
Branch  offices,  applications  to  close  or  reduce 
hours  of  service;  publication  and  posting 

of  notices,  proposed  rule  making 2529 

Domestic  telegraph  speed  of  service  studies. 
See  Domestic  telegraph  speed  of  service 
studies,  above. 
Wire-telegraph  and  ocean-cable  carriers,  uni- 
form system  of  accounts.  See  Uniform 
system  of  accoimts. 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con. 

Rules  and  regulations,  etc. — Continued 
Communications  companies — Continued 
Uniform  system  of  accounts  for  wire-telegraph 
and  ocean-cable  carriers;  operating-expense 
accounts : 
Instructions,  records  of  maintenance  expenses; 

proposed  rule  making 1 2203 

Prescribed   accounts,   supervision   of   mainte- 
nance of  plant;  proposed  rule  making 2203 

Licenses  and  special  radio  regulations : 
Aeronautical  services;  effect  of  certain  new  regu- 
lations on.    See  Report  and  order  of  Commis- 
sion. 
Amateur  radio  service: 
Basis  and  purpose  of  regulations ;  proposed  rule 

making 2201 

Equipment  and  operation;  modulation  of  car- 
rier  wave 2346 

Frequencies  and  types  of  emission  for  amateur 

stations 2346 

Proposed  rule  making "I     2201 

Operators : 
Examinations;  proposed  rule  making: 

Elements  of  examination 2202 

For  various  classes  of  licenses 2202 

Examination  credit,  given  on  elements  pre- 
viously passed,  etc 2203 

Manner  of  conducting  examinations 2202 

Licenses  and  privileges;  proposed  rule  mak- 
ing: 

Classes  and  privileges 2202 

Eligibility  for  licen.se I     2201 

Renewal  of  license . 2202. 

Term  of  license "I    2202 

Round  table-  operations,  communications  be- 
tween more  than  two  stations;  proposed 

rule  making 2203 

Station  licenses,  period  of ;  proposed  rule  mak- 
ing   

Anti-trust  proceedings  In  connection  with  mobile 
radiocommunication  monopoly.    See  Monop- 
oly of  mobile  radiocommunication  facilities. 
Automobile  emergency  radio  service.    See  Land 

transportation  radio  services. 
Bus,  Intercity,  radio  service.    See  Land  transpor- 
tation radio  services. 
Commercial  radio  operators: 
Ship  radar  station  operator  requirements;  pro- 
posed   rule    making    proceedings    recon- 
vened  2812 

Waiver  of  requirements  for  licensed  personnel 
for  domestic  public  land,  public  safety.  In- 
dustrial, and  land  transportation  services; 

report  and  order  of  Commission 2279 

See  also  specific  services. 
Domestic  public  land  mobile  radio  service.    See 

Public  radiocommunication  service*. 
Emergency  radio  services: 
Automobile  emergency  radio  service.    See  Land 
transportation  radio  services. 

Supersedure  of  regulations 2319 

Experimental  radio  services;  effect  of  certain  new 

regulations  on  existing  licenses  and  future 

grants.    See  Report  and  order  of  Commission. 

FM    broadcast    stations.    See    Radio    broadcast 

services. 
Facsimile  service,  mobile.    See  Public  radiocom- 
munication services. 
Fire  radio  service.   See  Public  safety  radio  service. 
Fixed  public  radio  services.    See  Public  radiocom- 
munication services. 
Forest   products   radio  service.     See  Industrial 

radio  services. 
Forestry-conservation  radio  service.    See  Public 

safety  radio  service. 
Frequencies  and  channels,  allocation  of: 
For  various  services  and  stations: 

All  stations  and  cla.sses  of  stations  (10  kc- 

30,000  mc),  revised  table 2283 

See  also  Report  and  order  of  Commission 
respecting  promulgation  and  revision 
of  certain  regulations. 
FM  broadcast  stations.  Class  B;  amendmenta 

of  revised  tentative  allocation  plan 2512 

T>            ^            .                                           2513,2767 
Proposed  amendments 2528 


2818 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con. 

Rules  and  regulations,  etc. — Continued 
Licenses  and  special  radio  regulations — Continued 
Frequencies  and  channels,  allocation  of — Con. 
Fourth     Inter-American     Radio .  Conference; 
recommendations  of  United  States  as  to 

frequency  allocations.  10-4000  kc 2390 

Frequency  allocations  and  radio  treaty  matters; 

revised  regulations 

See  also  Report  and  order  of  Commission. 
General  mobile  services.    See  Domestic  public  land 
mobile  services;  Land  transportation  radio 
services. 
Highway  maintenance  radio  service.    See  Public 

safety  radio  service. 
Industrial  radio  services;  adoption  of  regulations. 

See  also  Report  and  order  of  Commission. 
Industrial,  scientific  and  medical  service;  electric 
welding  devices  using  radio  frequency  energy, 
effective  date  of  regulations  with  respect  to.- 
International  agreements,  etc..  in  which  United 
States  participates: 
Fourth  Inter- American  Radio  Conference;  pro- 
posals presented  by  United  States: 
Service-allocation  of  radio  frequencies.  10- 

4000  kc 2390 

Station    lists,    national;    procedure    recom- 
mended for  compilation  of.  in  Region  2-_ 
Inter-American    Agreement.    Santiago.    Chile, 
1940: 
Frequency  allocations,  proposed  revision.   See 
Fourth   Inter-American   Radio  Confer- 


Page 
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International  police  services  'Article  7) 
Public  safety  radio  service. 
North  American  Regional  Broadcasting  Agree- 
ment; lists  of  changes,  proposed  changes 
and  corrections  in  assignments: 

Canadian  broadcast  stations 2389 

Cuban  broadcast  stations 2209.2211 

Dominican  Republic  broadcast  stations 2212 

International  radio  services: 
Rxed  public  and  fixed  public  press  radio  serv- 
ices, processing  and  disposition  of  appli- 
cations   2799.  ^20 

Frequencies,  recommendations  of  United  States 
for  Fourth  Inter-American  Radio  Con- 
ference  2390. 2392 

Police  service: 

Frequencies.    See  Frequencies,  recommenda- 
tions of  United  States. 
Regulations    pursuant    to    Inter-American 

Agreement,  Santiago,  Chile,  1940 2333 

Programs  originating  In  United  States  to  be 
transmitted  to  foreign  stations,  informal 

application;  proposed  rule  making 2784 

Land  transportation  radio  services;  adoption  of 

rules  governing 2346 

See  also  Report  and  order  of  Commission. 
Miscellaneous  radio  services: 

Supersedure  of  regulations 2833 

Table  showing  redesignations  and  deletions  of 

sections 2345 

Monopoly  of  mobile  radlocommunlcation  facilities 
(Bell  System  Companies) ;  report  and  order 

of  Commission 2273 

Motion  picture  radio  service.   See  Industrial  radio 

services. 
Petroleum   radio  service.     See  Industrial   radio 

services. 
Police    radio   service.     See   International   radio 

services;  Public  safety  radio  service. 
Power  radio  service.   See  Industrial  radio  services. 
Press  relay  radio  service.     See  Industrial  radio 

services. 
Public  radlocommunlcation  services  (other  than 
maritime  mobile) : 
Domestic  public  land  "mobile  services;  adoption 

of  regulations  governing 2307 

See  also  Report  and  order  of  Commission. 
Fixed  public  services;  reissuance  of  regulations.     2307 
Public  safety  radio  service;  adoption  of  regula- 
tions      2319 

See  also  Report  and  order  of  Commission. 
International  police  services  (Article  7  of  Inter- 
American  Agreement) .    2333 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.    p^k* 
Rules  and  regulations,  etc. — Continued 

Licenses  and  special  radio  regulations — Continued 
Radio  broadcast  services: 
FM  broadcast  stations;  channels,  allocation  of. 
See  Frequencies  and  channels,  allocation 
of. 
Standard  broadcast  stations,  in  Virgin  Islands; 
proposed  special  provisions,  oral  argument 

scheduled 2416 

Railroad  radio  service: 

Supersedure  of  regulations 2348 

Table  showing  redesignations  and  deletions  of 

sections 2357 

Report  and  order  of  Commission  respecting  pro- 
mulgation and  revision  of  certain  regula- 
tions.  2264 

Aeronautical  services: 

Experimental  public  correspondence  to  air- 
craft.   See  Experimental  radio  services. 
Frequencies,  allocation  of.  See  Frequencies. 

Domestic  public  land  mobile  services 2277 

Frequencies,  allocation  of.    See  Frequencies. 
Operator  requirements,  waiver  of.    See  Oper- 
ator requirements. 
Experimental  radio  services;  effect  of  new  reg- 
ulations on  various  licenses: 
Aircraft,  public  correspondence  service  to. 

provisions  for 2277 

General  mobile  services,  discontinuance  of 

grants 2272,  2278 

Industrial  radio  service: 

Developmental  operation,  provisions  for__     2275 

Existing  licensees,  how  affected 2276 

Land  transportation  radio  services;  services 
formerly  licensed  on  experimental  basis  _ 
Frequencies,  allocation  of: 
Frequency  bands: 

25-30  mc 2266 

44-50  mc  and  152-162  mc 2266 

72-76  mc 2272 

152-162  mc.    See  44-50  mc  and  152-162  mc. 

450-460  mc 2273 

Services  and  stations: 

Aviation  radio  service 2266 

Communications  common  carriers 2268, 

2271,2272.2273 

Domestic  public  land  mobile  service .'__    2266 

Fixed  public  service 2266 

Industrial  radio  service 2266 

Forest  products  radio  service 2271 

Petroleum  radio  service 2271 

Power  utility  radio  service 2270 

Special  Industrial  radio  services 2271 

Land  transportation  radio  services 2266.  2267 

Automobile  emergency  radio  service 2269 

Railroad  radio  service 2267 

Taxlcab  radio  service 2269 

Maritime  mobile  service 2266 

Operational  fixed  stations 2272 

Public  safety  radio  services 2266 

FMre  radio  service 2270 

Forestry  conservation  radio  service 2270 

Highway  maintenance  radio  service 2270 

Police  radio  service 2269 

Remote    pickup    (relay   broadcast)    serv- 
ice    2266, 2271 

General  mobile  hearing: 
See  also  Domestic  public  land  mobile  services; 

Land  transportation  radio  services. 
Monopoly  of  mobile  radlocommunlcation  fa- 
cilities, hearing 2273 

Industrial  radio  services 2274 

Frequencies,  allocation  of.    See  Frequencies. 
Operator  requirements,  waiver  of.    See  Oper- 
ator requirements. 

Land  transportation  radio  services 2276 

See  also  General  mobile  hearing. 
Frequencies,  allocation  of.    See  Frequencies. 
Operator  requirements,  waiver  of.    See  Oper- 
ator requirements. 
Operator  requirements,  special  considerations 

relative  to 2279 

Public  radlocommunlcation  services  (other  than 
maritime  mobile) : 
Domestic  public  land  mobfle  services.     See 
Domestic  public  land  mobile  services. 
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FEDERAL  COMMUNICATIONS  COMMISSION— Con.     P^g* 
Rules  and  regulations,  etc. — Continued 
Licenses  and  special  radio  regulations — Continued 
Report  and  order  of  Commission  respecting  pro- 
mulgation and   revision  of  certain  regula- 
tlon.s — Continued 
Public  radlocommunlcation  services  (other  than 
maritime  mobile) — Continued 
Fixed  public  services,  frequencies.    See  Fre- 
quencies, allocation  of. 

Public  safety  radio  services 2274 

Frequencies,  allocation  of.    See  Frequencies. 
Operator  requirements,  waiver  of.    See  Oper- 
ator requirements. 
Ship  radio  service ;  proposed  rule  making  respect- 
ing radar  installation  requirements,  hearing 

and  oral  argument  scheduled 2812.  2818 

Standard  broadcast  stations.    See  Radio  broad- 

ca.'it  services. 
Taxicab  radio  service.    See  Land  transportation 

radio  services. 
Truck,  highway,  radio  service.    See  Land  trans- 
portation radio  services. 
Utility  radio  service: 

Revocation  of  part 2357 

Tables  showing  disposition  of  regulations  form- 
erly contained  In  part 2357 

Virgin  Islands,  standard  broadcast  stations  In; 
proposed    special    provisions.      See    Radio 
broadcast  services. 
Welding  devices,  electric,  using  radio  frequency 
energy.   See  Industrial,  scientific  and  medical 
service. 
Organization,  delegations  of  authority,  etc.: 
Delegations  of  authority: 

To  Motions  Commissioner,  for  May  1949 2648 

To  Secretary,  upon  securing  approval  of  speci- 
fied bureaus  and  departments  of  Commis- 
sion ;  authority  to  act  upon  certain  applica- 
tions: 
Informal  applications  by  licensees  or  permit- 
tees for  production  of  programs  to  be 
transmitted  to  foreign  countries;  pro- 
posed rule  making 2764 

Instruments  of  authorization  for  fixed  public 
or  fixed  public  press  International  radio 

services 2820 

Organization;  Bureau  of  Engineering.  Common 
Carrier  Dlvfsion,  functions  of  International 

Service  Section 2820 

Practice  and  procedure: 

Common  carriers,  annual  financial  report  forms 
M,  O.  and  R;  termination  of  proposed  rule 
making  proceedings  respecting  elimination  of 

certain  reporting  requirements 2696 

Radio    licenses,    applications    and    proceedings 

afTecting : 

Filing  and   description  of  forms:   application 

concerning  programs  to  be  transmitted  to 

foreign  radio  stations,  proposed  rule  mak- 

Ing 2764 

Processing  applications,  staff  consideration  of 
International  fixed  pi\;lic  and  fixed  public 
press  radio  carriers 2799 

FEDERAL  HOUSING  ADMINISTRATION: 
Multlfamlly  rental  housing  Insurance;  eligibility  re- 
quirements of  mortage  covering  multlfamlly  hous- 
ing, eligible  mortgages  in  Alaska 22S3 

Mutual  mortgage  insurance;  eligibility  requirements 
of  mortgage  covering  one  to  four  family  dwellings, 

eligible  mortgages  in  Alaska 2253 

Property  Improvement  loans : 
Class  1  and  Class  2;  eligible  expenditures,  down  pay- 
ment, deletion 2233 

Class  3;  loan  procedure,  progress  payments I    2715 

War  rental  housing  Insurance:  eligibility  requirements 
of  mortgage  covering  multlfamlly  rental  housing: 

Mortgages,  eligible.  In  Alaska 2253 

Mortgagors,  eligible.  In  Alaska 2253 

FEDERAL  PERSONNEL    See  Civil  Service  Commission. 
FEDERAL  POWER  COMMISSION} 
Hearings,  etc. : 

Arizona-Edison  Co .    2753 

Arkansas-Oklahoma  Gas  Co "    2708 

Atlantic  Gulf  Gas  Co 2618 

Bolle*.  Kenneth  J '    2753 


FEDERAL  POWER  COMMISSION— Continued  p<^« 

Hearings,  etc. — Continued 

Bonneville  Project,  Columbia  River.  Washington- 
Oregon 2t50 

Boogard,  Andrew 2362 

Brooklyn  Union  Gas  Co I     2385 

Carolina  Power  and  Light  Co 2514.  2650 

Central  Kentucky  Natural  Gas  Co 2421 

Central  Power  and  Light  Co 2182 

Cincinnati  Gas  and  Electric  Co 2561 

Cities  Service  Gas  Co 2362.2515 

Citizens  Electric  Corp 2618 

Cobbwood.   Inc 2386 

Colorado  Interstate  Gas  Co I    2421 

Columbia  Gas  System.  Inc 2770 

Consolidated  Edison  Co.  of  N.  Y.,  Inc 2385 

Consolidated  Gas  Utilities  Corp 2650 

Dakotas  Electric  Cooperative.  Inc 2650 

East  Tenne.ssee  Natural  Gas  Co 2385.  2618 

Eastern  Pipe  Line  Co 2212 

El  Paso  Natural  Gas  Co 2514,2753 

Equitable  Gas  Co 2182.2618 

Fort  Peck  Project.  Montana 2362 

Frankfort  Kentucky  Natural  Gas  Co 2421 

Fresno   Irrigation   District 2651 

Gardner  Electric  Light  Co 2680 

Georgia  Power  Co 2651 

Gonzalez.  Jose  Barrera 2182 

Graydon  Anthony  Lumber  Co 2386 

Hagerstown  Gas  Co 2770 

Home  Gas  Co ^ 2212 

Idaho  Power  Co 2182.2709 

Indianapolis.  Ind.,  City  of 2770 

Interstate  Natural  Gas  Co..  Inc 2420 

Kentucky  Utilities  Co 2421.2600 

Kings  County  Lighting  Co 2385 

Lebanon.  Ohio.  Village  of 2561 

Lone  Star  Gas  Co 2560 

Louisiana-Nevada  Transit  Co 2386.2600 

Manufacturers  Light  and  Heat  Co 2680.  2770 

Molybdenum  Corp.  of  America 2516 

Montana-Dakota  Utilities  Co 2650 

Montana  Power  Co 2679 

Natural  Gas  Distributing  Co..  Inc III    2600 

New  York  State  Natural  Gas  Corp 2515 

North  Middletown.  Ky..  City  of 2421 

Northern  Natural  Gas  Co 2362,  2709 

Northwestern  Public  Service  Co 2650 

Ohio  Fuel  Gas  Co 2561 

Otter  Tall  Power  Co 2182 

Pacific  Gas  and  Electric  Co 2514,  2651 

Panhandle  Eastern  Pipe  Line  Co 2770 

Pennsylvania  Gas  Co .! I     2562 

Placer  County,  California "     2535 

Potomac  Gas  Co 2708 

Public  Service  Co.  of  New  Hampshire 2362  2680 

R«d  Bluff  Water  Power  Control  District _._  '  2753 

Roanoke  River  Power  Co 2514 

Rose.  w.  J -i.riii.rir  2515 

Rosslyn  Gas  Co "III.Z     2708 

San  Diego  Gas  and  Electric  Co 2422 

San  Juan  Pipe  Line  Co _  2514 

Smith,  Alfred  W "_'_'_     2680 

Smith,  Jesse  I 2618 

South  Carolina  Public  Service  Authority  117 "I  23OT  2561 

Southern  Counties  Gas  Co.  of  California '  2422 

Southern  Natural  Gas  Co "    2618 

Telluride  Power  Co IIIIIII     2600 

Tennessee  Gas  Transmission  Co I  I         2245 

2385.  2421.  2515.  2"5'6'l.  2600.  2618 

Tennessee  Natural  Gas  Lines.  Inc 2618 

Texas  Eastern  Transmission  Corp 2182.  2650   2770 

Trotter.   Herbert '  2753 

Trunkline  Gas  Supply  Co "     2361 

United  Fuel  Gas  Co _~J"2515,  2561 

United  Gas  Pipe  Line  Co 2361  2560 

United  Natural  Gas  Co 2514 

Virginia  Electric  and  Power  Co "111  iblA,  2753 

Water  Project  Authority '  2516 

Waynesboro  Gas  Co "     2680 

West  Texas  Gas  Co 1I'2212,  2618 

Western  Kentucky  Gas  Co '  2600 

Western  Machinery  Co 2618 

Wheeling  Electric  Co IIIII"    2515 

Wisconsin  Electric  Power  Co '_'_    2513 

Wisconsin  Michigan  Power  Co 2513 
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FEDERAL  RESERVE  SYSTEM,  BOARD  OF  GOVERNORS: 

Organization;  central  organization: 

Bank  Operations,  Division  of ^'J- 

Legal  Division JJJ} 

Solicitor,  Office  of *"' 

Regulations:  ,  ,„   ,      ,  _ 

Banking  institutions;  responsibilities  of  Federal  Re- 
serve Banks  in  connection  with  financing  pro- 
curement by  countries  participating  In  program 
of  Economic  Cooperation  Administration.  See 
.jnain  heading  Economic  Cooperation  Adminis- 
tration. ^  ,  .,  , 
Credit  by  brokers,  dealers  and  members  of  national 
securities  exchanges;  certain  technical  details 

respecting  special  subscriptions 2659 

Loans  by  banks  for  purpose  of  purchasing  or  carry- 
ing registered  stocks:  provisions  respecting  loan 
value  for  securities  acquired  through  exercise  of 

subscription  rights 

Reserves  of  member  banks;  supplement,  reserves  to 

be  maintained 2231 

Securities  exchanges,  national,  credit  by  members 

of.    See  Credit. 
Trust  powers  of  national  banks:  common  trust  funds 
for  general  investment,  limitations  respecting 

readily  marketable  securities 2785 

FEDERAL  SAVINGS  AND  LOAN  INSURANCE  COR- 
PORATION.   See  Home  Loan  Bank  Board. 
FEDERAL  SAVINGS  AND  LOAN  SYSTEM.    See  Home 

Loan  Bank  Board 
FEDERAL  SECURITY  ADMINISTRATION: 
See  Food  and  Drug  Administration. 
Public  Health  Service. 
Social  Security  Administration. 

FEDERAL  SUPPLY  BUREAU: 
Organization: 

Central  organization - f°\^ 

Delegations  of  final  authority— ^oii 

Field  organization *"};» 

Final  opinions  or  orders  and  rules ;io|^ 

Foreign  organization — 2812 

Official  records — *8J^ 

Public  information,  submittals  and  requests ^oiz 

COMMISSION: 

orders  and/or  dismissals  of  com- 


Page 


2790 
2164 
2715 


FEDERAL  TRADE 
Cease  and  desist 

plaints:  ,,». 

American  Bobbin  Co ---— - ^*»* 

American  Shuttle  Manufacturers  Assn -    27»0 

Atkinson.  Edward  P— ^'^" 

Becker  Medicine  Co f^^^ 

Besosa,  A.  E.,  Co.* 2WJ 

Besosa.  Adolfo  Enrique — - — ---     ^6^J 

BlUlngton.  Jas.  H..  Co ^^^*l]l± 

Bobbin  Manufacturers  Assn ^|o» 

Bourassa.  William *)6J 

Bowen.  Ernest  M - %\?^ 

Bowen-Hunter  Bobbin  Co — —    it^Z 

Brown.  David.  Co ^^^*- 

Brown,  George  G..  Sr 

Cooper  Corp 

Cooper  Tire  and  Rubber  Co ^'^a 

Courtney.  Dana  S..  Co ^i^* 

Federal  Chemical  Mfg.  Co ^^^J 

Fehlden.  Saul ^- —    ^;f^^ 

Forrest.  Ruth  Burchill ;('»" 

H.  and  P.  Spool  and  Bobbin  Co——- ^164 

Hall.  Abram  T..  John,  and  Mrs.  Vaughn  S 2790 

Hall,  I.  A.,  and  Co 2790 

Hambleton.  George  M.  and  Winston  P— 2ib4 

Holland.  Bert  T..  Jr 2164 

Hunter.  Harry  G —-     ^IJJ 

Lowell  Shuttle  Co 2164,  2790 

McGeough.  William  J 2164 

Morehead.  Albert  H 2790 

New  Bedford  Shuttle  Co 2790 

New  England  Bobbin  and  Shuttle  Co 2164 

Newcomb.  Dr.  F.  A --— ;-^ illl 

Parker.  Walter  L..  Bobbin  and  Spool  Co 2164 

Pavla  Shuttle  Co 2790 

Penn  Reed  and  Harness  Co— —  ^»" 

Ritter  Bros.,  Inc— ^^\ 

Roe.  Sarah  A_- 2790 

Steel  Heddle  Mfg.  Co 2790 

Storms.  Annie  L ''•»" 


FEDERAL  TRADE  COMMISSION— ConHnutd 
Cease  and  desist  orders  and/or  dismissals  of  com- 
plaints—Continued 

Sweet,  Lloyd  W ----    2164 

U.  S.  Bobbin  and  Shuttle  Co- 2184.  2790 

Vermont  Spool  and  Bobbin  Co 2184 

Walder,  Jacob,  Co ^^ 

Warburton.  James  and  Mary  S ■^<yo 

Ward,  Matthew   E-  — 2164 

Watson-Willlams  Mfg.  Co 2790 

Hearings,  etc.: 

Hayes.  Herman  G 2516 

Hayes  Hi-Grade  Hatchery;  notice  of  hearing 2516 

Kemp.  Earl  L - 2516 

Klekner.  Benjamin  M-- — 2515 

O'Connor,  I 2516 

Radio  Training  Assn.  of  America;  notice  of  hearing-     2516 

Thomsen,  Paul  H 2518 

Practice  and  procediu-e,  rules  of  practice: 

Answers         — — _— — — - ————————  —  —  ———  ———     «^od 

Appeals  to  Commission  from  rulings  of  Trial  Ex- 
aminer      2435 

Briefs  and  oral  arguments  before  Commission 2435 

Motions -     2435 

Petitions   for  issuance,  amendment  or  repeal   of 

rules 2435 

Time 2435 

Regulations;  rules  and  regulation.t  under  Wool  Prod- 
ducts  Labeling  Act  of  1939.  use  of  registered  num- 
ber in  lieu  of  manufacturer's  name,  proposed  rule 

making 2765 

Trade  practice  rules: 

Candy    manufacturing    industry;    notice    of   con- 
ference      2729 

Cotton  converting   Industry 2587 

FEDERAL  WORKS  AGENCY: 

See  Public  Buildings  Administration. 
FISH  AND  WILDLIFE  SERVICE: 
Regulations: 
Alaska : 

Commercial  fisheries: 
General  provisions;  method  of  closing  salmon 

traps 2528 

Salmon  fishing.  Southeastern  area.  Clarence 
Strait  District;  open  season  for  central, 
southeast,    southwest,    and    north    Behm 

Canal  section 2528 

Wildlife  protection;  taking  of  animals,  birds  and 

game   fishes 2501.2524 

Closed  seasons.  In  certain  areas: 

Closed  areas 2506 

Alaska  Peninsula  No.  1 2507 

Deletion 2526 

Aniak  River 2526 

Charley  Creek 2526 

Charley  River 2508.  2526 

Chestochlna  River 2508.2526 

Continuous  on  all  animals  and  birds..  2506.  2528 

Curry  Game  Refuge 2506 

Dennlson  River 2526 

Eklutna    Lake 2508.  2526 

Eyak  Lake ^06 

Haines  — - 2508 

Deletion 2526 

Harding  Lake;  Birch  Lake  Area 2506 

Hoholitna   River 2508.2526 

Kenal  Peninsula  No.  1 2507 

Deletion 2526 

Kenal  Peninsula  No.  2 —    2507 

Deletion 2526. 

Kenal  Peninsula  No.  3— 2507 

Deletion 2526 

Mitkof  Island 2507 

Deletion 2526 

Mount  Hayes-Blalr  Lakes  Refuge 2507 

Deletion 2526 

National  park  and  monument 2506.2526 

Posted  natural  forests 2506 

Sulukna  River - 2508.  2526 

Talkeetna  River 2508,  2526 

Partially  closed  areas 2526 

Afognak  Island- - 2508.  2527 

Alaska  Peninsula 2507.  2527 

Alaska  Railroad 2508.  2527 

Anan  Creek  and  Lorlng 2508,  2526 


INDEX,  MAY  1949 


15 


FISH  AND  WILDLIFE  SERVICE— Continued  P"^* 

Regulations — Continued 
Alaska — Continued 
Wildlife  protection;  taking  of  animals,  birds  and 
game  fishes — Continued 
Closed  seasons,  in  certain  areas — Continued 
Partially  closed  areas — Continued 

Clearwater 2507,  2527 

Coleen    River 2508 

Coleville  River 2508.  2527 

Continuous    on    certain    game    and    fur 

animals 2507,  2526 

Cooper  Lake  (Landing) 2507.  2527 

Endicott-Tracy    Arm 2527 

Girdwood 2507,  2527 

Highway 2507.  2527 

Kenal  Peninsula  No.  1 2507.  2527 

Kenal  Peninsula  No.  2 2507.  2527 

Kenal  Peninsula  No.  3 2507!  2527 

Kodiak-Afognak  Island 2527 

MitkofT  Island 2507.  2526 

Mount  Hayes-Blair  Lakes  Refuge 2507.  2527 

Pack  Creek-_. 2507,  2527 

Sheep  Mountain 2508.  2527 

Shoemaker  Bay 2508.  2527 

Thayer  Mountain 2507.  2527 

Turnagain  Arm '  2527 

Definitions;  meaning  of  terms 2502 

Allen 2502,  2524 

Birds: 

Game  birds 2502.  2524 

Nongame  birds 2M2.  2524 

Closed  season 2502 

Commission 2502 

Eskimos .V_-_V_V.V_"    2502 

Fur  animals I2562.  2524 

Fur  districts 2502.  2524 

Game  animals 2502 

Big  game  animals 2524 

Small  game  animals 2524 

Game  fishes 2502.  2524 

Indians 2502 

Nonresident "Il_l  2502,   2524 

Open  season 2502 

Re.sident 12502,   2524 

Take.- 2502 

Territory ■__ 2502 

Transport 2502.  2524 

Emergencies;  taking  by  Indians  and  others 2503 

Escaped  animals;  fur  animals,  return  to  wild 

state 2503 

Pood  for  animals;  using  game  as  food  for  dogs 

or  fur  animals  or  as  bait 2503 

In.spectlons  and  reports 2503 

Fur  dealers 2503 

General  provisions 2503.  2524 

Hunters  and  trappers "         2503 

Licenses 2503 

Application ' 2503 

Exemptions 2503 

General  provisions 2503.  2524 

Methods,  seasons,  and  limits 2504 

Birds,  game  and  nongame: 

Game  birds 2506 

Closed  areas 2526 

Grouse  and  ptarmigan 2506,  2526 

Methods  and  means 2506 

Migratory  game  birds 2506 

Season,  limits  and  closed  area 2506.  2526 

Nongame  birds 2506 

Closed  areas 2526 

Methods  and  means 2506 

Open  seasons  and  limits 2506 

Pur  animals 2505 

Closed  areas 2525 

Methods  and  means 2505.  2525 

Permits  to  take  wolves  and  coyotes  during 

closed  season  for  other  fur  anlmals__   2505, 

2526 

Seasons  and  limits 1 2505 

Sca.sons  for  various  animals: 

Beaver 2505,  2526 

Marten 2506,  2526 

Mink,  land  otter,  weasel  (ermine),  fox. 

and  lynx.. 2505,  2526 


FISH  AND  WILDLIFE  SERVICE— Continued  Pae* 

Regulations — Continued 
Alaska — Continued 
Wildlife  protection;  taking  of  animals,  birds  and 
game  fishes — Continued 
Methods,  seasons,  and  limits — Continued 
Pur  animals — Continued 
Seasons  for  various  animals — Continued 

Muskrat 2505,    2526 

Polar  bear 2506,  2526 

Wolf,   coyote,    wolverine,    marmot    and 

squirrel 2506,   2526 

Game  animals 2505 

Closed  areas 2505,2525 

General  provisions 2504.  2525 

Methods  and  means 2505,  2525 

Seasons  for  various  animals: 
Boars: 

Large  brown  and  grizzly  bear 2505.  2525 

Black   bear 2505,2525 

Killing  bear  attacking  humans 2505 

Caribou 2505.  2525 

Deer 2505, 2523 

Hare  and  rabbit 2505 

Moose 2505,  2525 

Mountain  goat 2505,2525 

Mountain  sheep 2505.2525 

Sex.   identification  of 2505 

Game  fishes 2506 

Method  and  means 2506  2526 

Seasons  and  limits 2506^2526 

Permits 2508 

Applications 2508,  2528 

Carrying  and  exhibition 2508, 2528 

Reports 2508.  2528 

To  collect  for  scientific  and  propagating  pur- 
poses or  for  protection  of  property..  2508.  2528 

Sale _ 2504 

Antlers,  shed 2504 

Beaver,  other  fur  animals  and  black  bear 
skins,  meat,  and  skins  of  hares  and  rab- 
bits;  tagged 2504 

General  provisions 2504,2525 

Hides,  grizzly  bear;  strips  of 2504 

Manufactured   articles 2504 

Meat;  certain  animals  and  birds 2504 

Deletion 2528 

Trout: 

Dolly  Varden  trout 2504,  2525 

Steelhead  trout  taken  In  salt  water.  Inci- 
dental to  commercial  salmon  opera- 

tions 2504.2525 

Transportation  and  possession 2503 

Bald  eagle 2504,  2524 

Beaver  skins,  tagged 2504,  2524 

Export  by  nonresident 2504,  2524 

Export  by  resident 2504,2524 

Pur  animals  and  black  bear 2504 

Pur  dealers 2504.2524 

Game  animals 2504.  2525 

General   provisions 2504,2524 

Live  animals,  birds,  and  game  fishes 2525 

Live  game  animals 2504 

Packages,  marking  of 2504.  2524 

Sex.  evidence  of 2504.  2524 

Skins,  transportation  of _' 2524 

Transportation  agents,  duties  of 2525 

Federal  aid  to  States  in  wildlife  restoration;  restora- 
tion of  game  birds  and  mammals 2500 

Definitions 2500 

Delegation  of  authority 2501 

Information  required 2500 

Participation  by  other  State  agencies 2500 

Project  initiation  documents 2500 

Requirements  for  payments 2500 

States'  responsibility 2501 

Pishing: 
Commercial,  in  Alaska.    See  Alaska. 
In  national  wildlife  refuges.    See  Wildlife  con- 
servation areas. 

Hunting  and  possession  of  wildlife 2442 

iScc  also  Alaska;  Wildlife  conservation  areas. 
Areas  closed  to  hunting,  proclamations  designat- 
ing; list  of  areas 2448 
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FISH  AND  WILDLIFE  SERVICE— Continued 
Regulations — Continued 
Hunting  and  possession  of  wildlife — Continued 

Migratory  birds  and  certain  game  mammals 2442 

Depredation;  orders  permitting  and  governing 
killing  of  certain  birds  injurious  to  crops, 

etc 2446 

Regulations;  open  seasons,  bag  limits,  etc 2442 

Wildlife  development  areas 2447 

Nonmigratory  species 2447 

Alaska;    marking   of   packages   shipped   to   or 

from 2447 

Bald  eagles 2447 

Certain  game  bird  eggs.  Importation  of 2447 

International  regulations  relating  to  whaling.    See 

Whaling. 
Migratory  birds;  regulations.    See  Hunting  and  pos- 
session of  wildlife,  above. 
Possession  of  wildlife.    See  Hunting  and  possession 

of  wildlife. 
Whaling;   supersedure  of  regulations  by  Interna- 
tional regulations  relating  to  (note> 2508 

Wildlife  conservation  areas,  management  of: 
See  also  Hunting  and  possession  of  wildlife,  above. 
General  provisions: 

Game  ranges 2454 

List  of  areas 2448 

Administrative  sites  and  experiment  stations.    2454 

Cooperative   refuges 2453 

Experiment     stations.     See     Administrative 
sites. 

Federal  aid  areas 2454 

Fish  cultural  stations.- 1 2448 

Game    ranges 2449 

National  wildlife  refuges 2449 

Re.search   refuges 2453 

Wildlife  management  areas 2453 

Special  provisions;  various  regions: 

Alaska  region 2497 

Alaska,  Territory  of 2497 

Special  regulations  for  various  refuges: 
Aleutian  Islands  National  Wildlife  Refuge, 

Alaska 2497 

Nunival  National  Wildlife  Refuge,  Alaska..     2498 

Central  region 2476 

List  of  States 2477 

Special  regulations  for  various  refuges: 

Arrowwood  National  Wildlife  Refuge,  North 

Dakota 2477 

Box     Butte     National     Wildlife     Refuge, 

Nebra.ska 2478 

Chautauqua    National     Wildlife    Refuge, 

Illinois 2478 

Crab  Orchard  National  Wildlife  Refuge, 

Illinois 2478 

Des  Lacs  National  Wildlife  Refuge,  North 

Dakota 2479 

Lacreek  National  Wildlife  Refuge,  South 

Dakota 2480 

Lower   Souris   National    Wildlife   Refuge, 

North  Dakota 2480 

Necedah  National  Wildlife  Refuge,  Wis- 
consin      2480 

Rice  Lake  National  Wildlife  Refuge,  Min- 
nesota      2481 

Sand  Lake  National  Wildlife  Refuge,  South 

Dakota 2481 

Seney  National  Wildlife  Refuge.  Michigan.     2481 
Squaw    Creek    National    Wildlife    Refuge, 

Missouri 2482 

Swan    Lake    National    Wildlife    Refuge. 

Missouri 2482 

Talent   Lake   Wildlife   Management   Area, 

Minnesota 2482 

Tamarac  National  Wildlife  Refuge,  Min- 
nesota       2482 

Trempealeau    National    Wildlife    Refuge, 

Wisconsin 2483 

Upper  Mississippi  River  Wildhfe  and  Fish 
Refuge,  Illinois,  Iowa,  Minnesota,  and 

Wisconsin 2483 

Upper   Souris   National   Wildlife   Refuge. 

North  Ehikota ---     2486 

■    Valentine  National  Wildlife  Refuge.  Ne- 
braska      2487 
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FISH  AND  WILDLIFE  SERVICE— Continued 
Regulations — Continued 
Wildlife  conservation  areas,  management  of — Con. 
Special  provisions;  various  regions — Continued 

Northea.stern  region 2495 

List  of  States — -     2495 

Special  regulations  for  various  refuges: 
Blackwater     National     Wildlife     Refuge, 

Maryland 2495 

Moosehorn     National     Wildlife     Refuge. 

Maine 2496 

Pacific   Region 2455 

List  of  States- 2356 

Special  regulations  for  various  refuges: 
Black   Coulee   National   Wildlife   Refuge. 

Montana 2456 

Bowdoin  National  Wildlife  Refuge,  Mon- 


tana. 


2456 


Charles  Sheldon  Antelope  Range.  Nevada.     2458 
Cold    Springs    National    Wildhfe    Refuge, 

Oregon 2458 

ConconuUy     National     Wildlife     Refuge. 

Washington 2458 

Creedman  Coulee  National  Wildlife  Refuge, 

Montana 2458 

Deer  Flat  National  Wildlife  Refuge.  Idaho.    2459 

Desert  Game  Range.  Nevada 2460 

Fort  Peck  Game  Range,  Montana 2460 

Hart  Mountain  National  Antelope  Refuge, 

Oregon 2460 

Lake    Mason    National    Wildlife    Refuge. 

Montana 2460 

Lenore    Lake    National    Wildlife    Refuge, 

Washington 2461 

Little  Pend  Oreille  National  Wildlife  Ref- 
uge. Washington 2561 

Lower  Klamath  National  Wildlife  Refuge, 

California  and  Oregon 2462 

Malheur  National  Wildlife  Refuge,  Oregon      2462 
McKay  Creek  National  Wildlife  Refuge. 

Oregon 2463 

Medicine  Lake  National  Wildlife  Refuge. 

Montana 2464 

Ninepipe  and  Pablo  National  Wildlife  Ref- 
uges. Montana 2464 

Railroad  Valley  National  Wildlife  Refuge, 

Nevada 2464 

Red  Rock  Lakes  National  Wildlife  Refuge. 

Montana 2465 

Ruby    Lake    National    Wildlife    Refuge, 

Nevada 2466 

Snake    River    National    Wildlife    Refuge, 

Idaho 2466 

Thief  Valley  National  Wildlife  Refuge,  Ore- 
gon      2466 

Tule  Lake  National  Wildlife  Refuge,  Cali- 
fornia   2467 

Southeastern   region 2487 

List  of  States 2487 

Special  regulations  for  various  refuges : 
Big     Lake     National     Wildlife     Refuge. 

Arkansas 2488 

Blackbeard  Island  National  Wildlife  Ref- 
uge. Georgia  ._ 2489 

Carolina  Sandhills  National  Wildlife  Ref- 
uge, South  Carolina 2489 

Kentucky    Woodlands    National    Wildlife 

Refuge.  Kentucky 2490 

Lacassine  National  Wildlife  Refuge,  Louisi- 
ana      2490 

Mattamuskeet   National   Wildlife  Refuge. 

North  Carolina  2490 

Noxubee  National  Wildlife  Refuge.  Missis- 
sippi      2491 

Okefenokee     National     Wildlife     Refuge. 

Georgia 2491 

Piedmont  National  Wildlife  Refuge.  Geor- 

2492 


Ria. 


2493 


ReelfooV^tional  Wildlife  Refuge,  Tennes- 
seg  _^_ 

Sabine  National  Wildlife  Refuge.  Louisi- 
ana      2493 

St.     Marks     National     Wildlife     Refuge, 

Florida 2498 

Santee  National  Wildlife  Refuge.   South 

Carolina 2493 
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FISH  AND  WILDLIFE  SERVICE— Continued  ^^^^ 
Regulations — Continued 
Wildlife  conservation  areas,  management  of — Con. 
Special  provisions;  various  regions — Continued 
Southeastern  region — Continued 
Special  regulations  for  various  refuges — Con. 
Savannah  National  Wildlife  Refuge,  Geor- 
gia and  South  Carolina 2494 

Wheeler   National   Wildlife   Refuge,   Ala- 
bama     2494 

White  River  National  Wildlife  Refuge,  Ar- 
kansas       2494 

Southwestern    region , •2467 

List  of  States 2468 

Special  regulations  for  various  refuges: 

Bear  River  Migratory  Bird  Refuge,  Utah..     2468 
Bitter  Lake  National  Wildlife  Refuge,  New 

Mexico 2470 

Bosque  Del  Apache  National  Wildlife  Ref- 
uge, New  Mexico 2470 

Hagerman     National     Wildlife     Refuge. 

Texas 2470 

Havasu  Lake  National  Wildlife  Refuge,  Ari- 
zona and  California 2471 

Imperial   National   Wildlife   Refuge,   Ari- 
zona and  California 2473 

National  Elk  Refuge,  Wyoming 2473 

Salt    Plains    National    Wildlife    Refuge, 

Oklahoma 2474 

Salt  River  National  Wildlife  Refuge,  Ari- 
zona      2474 

San  Andres  National  Wildlife  Refuge,  New 

Mexico 2474 

Tishomingo     National     Wildlife     Refuge, 

Oklahoma 2475 

Wichita  Mountains  Wildlife  Refuge,  Okla- 
homa  2475 

FISHERIES;    regulations    respecting.      See    Fi.sh    and 
Wildlife    Service;    International    Fisheries    Com- 
mission. 
FISHING.    See  Hunting  and  fishing. 
FISSIONABLE    MATERIALS:    regulations    respecting. 

See  Atomic  Energy  Commission. 
FLAG  DAY.  1949;  proclamation  respecting.    See  Pres- 
idential documents. 

FOOD  AND  DRUG  ADMINISTRATION: 

Organization  and  functions: 
Delegation  of  authority  by  Commissioner,  to  Chief 

and  A.ssistant  Chief  of  Division  of  Antibiotics,.    2362 
Organization;  Washington  headquarters.  Division 

of  Antibiotics 2362 

Regulations: 

Definitions  and  standards  of  Identity,  etc.: 
Canned  vegetables  other  than  those  specifically 

regulated . 2411 

Fruit  preserves  and  jellies;  correction 2544 

Drugs;   certification   of   batches  of   penicillin-   or 

.streptomycin-containing  drugs 2380,  2544 

Statements  of  general  pwlicy  or  Interpretation; 
labeling  of  foods  containing  monosodium  gluta- 
mate,  notice  to  manufacturers  and  users 2791 

FOREIGN  AID  PROGRAM: 
Assistance  to  countries  participating  in  program.    See 

Economic  Cooperation  Administration. 
Relief  packages,  supplies,  etc.;  shipment  abroad: 
Commercial    forwarding,    regulations    respecting. 

See  Maritime  Commission. 
Postal  regulations.     See  Post  Office  Department. 

FOREIGN  AND  DOMESTIC  COMMERCE  BUREAU: 

See  Business  Econoviics,  Office  of. 
D(wies(ic  Commerce,  Office  at. 
International  Trade,  Office  of. 
Appeals  Board: 
Appeals  to.  from  orders  and  regulations  of  Office  of 
Domestic    Commerce;    procedure.      See    main 
heading  Domestic  Commerce,  Office  of. 
Decisions  respecting  suspension  of  export  licen.se 
privileges.     See   main    heading   International 
Trade,  Office  of. 

Designation  of  subchapters 2544 

FOREIGN  MONEYS;  conversion  of  currency  for  pur- 
pose of  assessment  of  duty  on  Imports.  See  Customs 
Bureau. 
80000—49 3 


FOREIGN  SERVICE  OF  FEDERAL  PERSONNEL.     Se«     Page 
Public  Health  Service ;  State  Department. 

FOREST  SERVICE: 

Authority,  delegation  of;  from  Secretary  of  Agricul- 
ture to  Chief  with  respect  to  land  exchanges 2750 

Lands  within  or  adjacent  to  various  national  forests: 
Designation  by  Secretary  of  Agriculture  of  certain 
lands  to  be  administered  as  parts  of  specific 
national  forests.     See  main  heading  Agricul- 
ture Department. 
Pubhc  land  orders,  etc.,  affecting.    See  main  head- 
ing  Land  Management  Bureau. 
Timber,  sustained  yield  units;  Flagstaff  Federal  Sus- 
tained Yield  Unit,  determination  of .    2559 

FORESTS.    See  National  parks  and  forests. 
FORREST AL,  JAMES,  announcement  of  death  of;  pro- 
clamation respecting.    See  Presidential  documents. 


GEOLOGICAL  SURVEY: 

Contracts,  certain;  redelegatlon  of  authority  to  Chief 

of  Physical  Exploration  Unit  respecting 2416 

GERMANY: 
Mail  to.    See  Post  Office  Department. 
Military  Government   for;    regulations.     See   Army 

Department. 
Property  of  nationals  of.   See  Alien  Property.  Office  of. 
GIFT  PARCELS  (REUEF  PACKAGES,  ETC.) ,  for  vari- 
ous    countries;     shipment    of.      See    Post     Office 
Department. 
GOVERNMENT  EMPLOYEES.    See  Civil  Service  Com- 
mission; Presidential  documents. 

H 

HAWAII: 

Lands  in,  formerly  used  for  military  purposes,  re- 
stored to  jurisdiction  of  Territory  of  Hawaii;  Ex- 
ecutive order  respecting.  See  Presidential  docu- 
ments. 

Plant  quarantine  orders  affecting.  See  Entomology 
and  Plant  Quarantine  Bureau. 

School  lunch  program.    See  Agriculture  Department. 

HOME  LOAN  BANK  BOARD: 

Federal  Savings  and  Loan  Insurance  Corporation; 

interpretative  opinions,  codification  discontinued-    2746 

Federal  Savings  and  Loan  System;  interpretative  opin- 
ions, codlflcation  discontinued 2749 

HOUSING  EXPEDITER,  OFFICE  OF: 
Organization  description,  including  delegations  of  final 
authority;  designations: 
Acting  Housing  Expediter,  In  absence  of  Housing 

Expediter,  May  4-5.  1949 2386 

Employees  (in  National.  Regional  and  Area  Rent 

offices)  to  take  oaths 2709 

Regulations;  rent  control,  regulations  under  Housing 
and  Rent  Act  of  1947,  as  amended: 

Controlled  housing;  rent  regulation 2233,2441,2605 

Amendments  affecting  areas  In  listed  States: 

Florida 2412.  2441,  2607,  2745 

Miami.    See  Special  areas. 

Idaho 2176 

Illinois 2412 

Kansas 2441 

Mississippi 2607 

Ohio 2412 

Oklahoma 2761 

Pennsylvania 2412 

Texas 2441,  2545,  2796 

Virginia 2695 

Special  areas: 

Atlantic  County,  N.  J 2175.  2236,  2441.  2607 

Miami  Fla 2235,  2441.  2607,  2716 

New  York  City -  2234,  2441.  2607 

Rooming   houses   and  other  establishments,   con- 
trolled rooms  In;  rent  regulation 2237,  2441,  2607 

Amendments  affecting  areas  in  listed  States: 

Florida 2413,  2441,  2608,  2746 

Miami.    See  Special  areas, 

Idaho - 2176 

Illinois 2412 

Kansas - 2440 

Mississippi -     2608 
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HOUSING  EXPEDITER,  OFFICE  OF— ConNnued  Pag« 

Regulations;  rent  control,  regulations  under  Housing 
and  RjBnt  Act  of  1947,  as  amended— Continued 
Rooming   houses   and  other  establishments,  con- 
trolled rooms  in;  rent  regulation— Continued 
^Amendments  affecting  areas  m  listed  States — Con. 

Sm^k 2412 

Oklahoma 2762 

Pennsylvania 11.."          ~~  2412 

Texas _IIZ'244ir2545.  2796 

Virgmia 2695 

Special  areas: 

Miami.  Fla_ 2239.  2441,  2608,  2715 

New  York  City 2238.  2441.  2608 

Regulations  by  document  designation;  rent  control 
regulations  under  Housing  and  Rent  Act  of  1947. 
as  amended : 
Housing,  controlled: 

Areas,  special;  regulations: 
Atlantic  County,  N.  J. : 

Amendment  14.  correction 2441 

Amendment  15 I""  2175 

Amendment  16 II"!  2236 

Amendment  17 "1"  2607 

Miami.  Pla.: 

Amendment  17,  correction 2441 

Amendment  18 "  ~~  2235 

Amendment  19 HH  2607 

Amendment  20 27lfl 

New  York  City: 

Amendment  14,  correction 2441 

Amendment  15 H  2234 

Amendment  16 IIIIII  2607 

•Regulation: 

Amendment  81,  correction 2412 

Amendment  82,  correction 2412 

Amendment  88.  correction lllllll  2441 

Amendment  91 _  2176 


Amendment  92. 


2233 


Amendment  93 2412 

Amendment  94 11211111"  2441 

Amendment  95 I_II  2441 

Amendment  96 ""  11111111' 1"_"  2545 

Amendment  97 I  "  2605 

Amendment  98 IIIIII  2607 


Amendment  99. 


2695 


Amendment  100 2746 

Amendment  101 HH  2761 

Amendment  102 111111111111  2796 

Rooming  houses   and  other  establishments"  coni 
trolled  rooms  in: 
Areas,  special;  regulations: 
Miami.  Fla.: 

Amendment  13,  correction 2441 

Amendment  14 11111  2239 

Amendment  15 II~I'  2608 

Amendment  16 271S 

New  York  City: 

Amendment  11.  correction 2441 

Amendment  12 I"  2238 

Amendment  13 2608 

Regulation: 

Amendment  77,  correction 2412 

Amendment  78,  correction 11111111  2412 

Amendment  79,  correction IIIIIIIII  2412 

Amendment  83.  correction IIIIII  2441 

Amendment  86 11111111"  2176 

Amendment  87 I.IIIIIIIII  2237 

Amendment  88 11.1111  2413 

Amendment  89 111111111111111  2440 

Amendment  90 11.11111  2441 

Amendment  91 IIIIIIIIIIII  2545 

Amendment  92 111111  2607 

Amendment  93 111111111  2608 

Amendment  94 HH  2695 

Amendment  95__ IIIII_IIII  2746 

Amendment  96 111111111111  2762 

Amendment  97 IIIIIIIII  2796 

HOUSING  AND  HOME  FINANCE  AGENcW 

See  Federal  Housing  Administration. 
Home  Loan  Bank  Board. 
Public  Housing  Administration. 


HUNTING  AND  PISHINai  Page 

Fisheries : 

In   Alaska;    regulations.     See  Pish   and  Wlldllf* 

Service. 
International.     See  International  Fisheries  Com- 
mission. 
In  national  parks.   See  National  Park  Service. 
Migratory  birds  and  game  mammals.    See  Fish  and 
Wildlife  Service. 

I 

IMMIGRATION  AND  NATURALIZATION  SERVICEt 

Immigration  regulations: 

Documentary    requirements    for    aliens    entering 
United  States;  Joint  regulations  with  State  De- 
partment : 
Definitions;   alien.  United   States,  international 

organization.  Filipino  persons,  etc 2437 

Immigrants: 
Not  required  to  present  passports  or  visas: 

American  Indian  born  in  Canada 2438 

Seamen  or  airmen,  under  certain  conditions.     2438 
Required  to  present  passports  but  not  vlsa.s: 

Seamen  or  airmen,  under  certain  conditions.     2438 
Students   previously   admitted   on   basis   of 
nonquota  immigration  visa,  upon  return 

to  United  States 2438 

Nonimmigrants 2437 

Not  required  to  present  passports  or  visas":"" 

British  subjects  of  Canada,  certain,  applying 

at   United   States    port   to    proceed    In 

transit  to  contiguous  country __    2437 

Canadian  citizen  or  British  subject  In  Can- 
ada who  has  been  admitted  to  United 
States  and  Is  in  transit  through  con- 
tiguous  territory 2437 

Mexican  oCRcial,  etc..  entering  UnitediwAtes 

for  personal  business  or  pleasure 2437 

Resident  of  contiguous  territory  in  continu- 
ous transit  through  United  States 2437 

Ship  passengers  or  crew  members  landing 
temporarily    while    vessel    Is    In    Virgin 

Islands    port 2437 

Required  to  present  passports  but"not  vlsasIIII    2437 
Students: 

Documentary  requirements,  immigrant  students 
required  to  present  passports  but  not  visas. 
See  Documentary  requirements. 
Substantive  provisions,  conditions  of  admission; 

propo.<;ed  rule  making 2359 

Visas.    See  Documentary  requirements 
IMPORTS  AND  EXPORTS : 
Agricultural  commodities;  export  and  diversion  pro- 

grams  for.    See  Agriculture  Department. 
Economic  Cooperation  Administration  program     See 

Economic  Cooperation  Administration. 
Export  control: 
Facilities  for  production  of  fl.sslonable  material-  ex- 
port licensing.     See  Atomic  Energy  Commis- 
sion. 

Various  commodities;  regulaUons  respecting.    See 
International  Trade.  Office  of. 
Honey  bees,  importation  of.     See  Entomology  and 

Plant  Quarantine  Bureau. 
Investigation  of  certain  import  practices    etc     See 

Tariff  Commission. 
Potatoes,  importation  of;  restricted  entry  orders    See 

Entomology  and  Plant  Quarantine  Bureau 
Relief  packages,  supplies,  etc. ;  shipment  abroad     See 
Maritime  Commission;  Post  Office  Department 
Tonnage  duties,  suspension  of,  on  vessels  from  Israei 
and  Union  of  South  Africa:  proclamation  respect- 
ing.   See  Presidential  documents. 
INDIAN  AFFAIRS  BUREAU: 
Irrigation  projects: 

Electrification;  Flathead  Irrigation  Project.  Mon- 
tana, proposed  rule  making 

Operation  and  maintenance;  charges: 

Crow  Indian  Irrigation  Project.  MonUna    (Big 
Horn.  Lower  Little  Horn  and  Lodge  Grass 
Upper  Little  Horn  irrigation  districts),  prol 

posed  rule  making 

Flathead  Indian  IrrigaUon  ProJectI~"Montana 
'Flathead.  Jocko  Valley,  and  Mission  irriga- 
tion districts) 


2177 

174T 
2240 
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INDIAN  AFFAIRS  BUREAU— Continued  P*<« 

Irrigation  projects — Continued 
Operation  and  maintenance;  charges — Continued 
Fort  Hall  Indian  Irrigation  Project.  Idaho.-.— .• 
Wapato  Indian  Irrigation  Project,  Washington — 

INDIANS: 
Canadian   born;    visa   regulations.     See   State   De- 
partment. 
Irrigation  projects  within  Indian  reservations.    See 
Indian  Affairs  Bureau. 

INFORMATION : 
Military  information,  safeguarding  of.    See  Air  Force 

Department. 
Selective  Service  System;  supplying  information  from 
records,  etc.    See  Selective  Service  System. 

INSURANCE.  GOVERNMENT: 
Farm  property,  insured  mortgage  loans  on.   See  Farm- 
ers Home  Administration. 
Housing;  mortgage  Insurance.    See  Federal  Housing 
Administration. 

INTERIOR  DEPARTMENT: 

See  Fish  and  Wildlife  Service. 
Geological  Survey. 
Indian  Affairs  Bureau. 
Land  Management  Bureau. 
National  Park  Service. 
Reclamation  Bureau. 

INTERNAL  REVENUE  BUREAU: 

Estate  and  gift  taxes: 
Estate  tax  under  chapter  3  of  Internal  Revenue 
Code,  as  amended : 

Description  of  tax;  general  description 2623 

Determination  of  tax  liability: 

Credit  for  gift  tax 2624 

Gross  estate: 

Insurance  in  favor  of  estate 2627 

Insurance  receivable  by  other  beneficiaries —     2627 
Property  subject  to  power  of  appointment  by 

decedent 2626 

Valuation,  optional  date 2626 

Insurance : 

Collection  of  unpaid  tax.  liability  of  life  In- 
surance beneficiaries,  etc.,  statutory  pro- 
visions      2636 

Gross  estate.  Insurance.    See  Gross  estate. 
Net  estate: 

Community  property 2626 

Deductions: 
Bequests,  etc.,  to  surviving  spouse* 
Bequests,  etc.,  to  surviving  spouse;  allow- 
ance of  marital  deduction,  etc 2629 

Limitation  on  amount  of  marital  deduc- 
tion  2635 

Nondeductible  Interests —     2632 

Proof  required 2636 

Statutory  provisions 2628 

Valuation  of  property  interest  passing  to 

surviving   spouse 2634 

Property  previously  taxed;   deduction   of 

value  of  transfers  previoasly  taxed —    2627 

Property  held  jointly  or  by  entirety 2626 

Transfers  during  life 2626 

Nonresidents,  not  cltiftns  of  United  States,  es- 
tates of;  deductions  allowed,  value  of  prop- 
erty previously  taxed 2636 

Payment  of  tax.  extension  of  time  attributable 

to  a  reversionary  or  remainder  interest 2637 

Gift  tax  under  chapter  4  of  Internal  Revenue  Code, 
as  amended: 

Computation  of  tax 2638 

Deductions: 
Gifts: 

Community  property 2642 

Life  estate  or  other  terminable  Interest 2641 

To  spouse  after  April  2.  1948 2639 

Marital  deduction;  statutory  provisions 2638 

Proof  required 2643 

Imposition  of  tax: 
Gift  of  husband  or  wife  to  third  party  after 

April  2.  1948 2637 

Transfers  reached;  miscellaneous  amendments.    2637 

Net  gifts  (definition) 2638 

Payment  of  tax;  donor  liable  for  tax .—    2643 


INTERNAL  REVENUE  BUREAU— Continued  p»k« 

Estate  and  gift  taxes — Continued 
Gift  tax  under  chapter  4  of  Internal  Revenue  Code, 
as  amended — Continued 
Returns : 
Donees  and  trustees  required  to  file  notice  of 

gifts - 2643 

Form  of  return 2643 

Persons  required  to  file  return 2643 

INTERNATIONAL  AGREEMENTS: 
International  Civil  Aviation.  Convention  on;  annex 

to.    See  Civil  Aeronautics  Board. 
International  convention  for  regulation  of  whaling; 
regulations  pursuant  to.    See  Fish  and  Wildlife 
•  Service. 

Pacific  Halibut  Convention  between  United  States  and 
^     Canada:  regiriatlons  pursuant  to.    See  Interna- 
tional Fisheries  Commission. 
Radio  broadcasting  agreements.    See  Federal  Com- 
munications Commission.  ' 
Safety  of  Life  at  Sea.  International  Conference  on; 
proposed  regulations  for  prevention  of  collisions 
at  sea.    See  Coast  Guard. 
INTERNATIONAL  CIVIL  AVIATION  ORGANIZATION, 
annex   to   convention    of.    See   Civil   Aeronautics 
Board.  • 
INTERNATIONAL  FISHERIES  COMMISSION: 
Pacific  halibut  fisheries;  revised  regulations 2380 

INTERNATIONAL  ORGANIZATIONS: 

International  Civil  Aviation  Organization:  annex  to 
Convention  of.    See  Civil  Aeronautics  Board. 

Visas,  regulations;  international-organization  visa. 
See  State  Department. 

INTERNATIONAL  TRADE,  OFFICE  OF: 

D^gnation  of  subchapter 

Export  control;  suspension  of  license  privileges.  Ap- 
peals Board  decision: 

Catarevas.  C 

Chalex  Overseas  Co 

Germark  Chemical  Specialties  Co 

Talve.  I.  D 

Talve,  I.  D.,  Trading  Co 

Talve.  M 

Talve,  Roz  (Roslyn) 

Talvi.  S — 


2544 


2384 
2384 
2384 
2384 
2384 
2384 
2384 
2384 


INTERSTATE  COMMERCE  COMMISSION: 

Agreements,  carrier,  relating  to  rates,  fares,  regula- 
tions, etc.;  application  filed  by  Consolidated  Cop- 
perstate  Lines.  Los  Angeles  14.  Calif.,  for  approval 
of  agreement  among  motor  carriers,  relating  to 

Interstate  Freight  Carriers'  Conference.  Inc 2562 

Brokers  of  transportation  by  motor  vehicles;  regula- 
tions.   See  Motor  carriers. 
Bureau  organization.    See  Organization  and  assign- 
ment of  work. 
Carrier  agreements;   application  for  approval.     See 

Agreements. 
Classification  and  exception  ratings  for  certain  ar- 
ticles, truckload  and  less-than-truckload;  freight 
rate  tariffs.  See  Motor  carriers. 
Electric  railway  mail  pay.  1948;  institution  of  investi- 
gation and  overruling  of  motion  of  Postmaster 
General  res^pectlng  application  of  Baltimore  and 

Annapolis  Railroad  Co..  for  increase  in  rates 

Explosives  and  other  dangerous  articles,  transporta- 
tion of: 
Air  carriers.    See  Civil  Aeronautics  Board. 

Rail  freight  carriers;  amendments 

Shipping  container  specifications;  correction 

Freight  rate  tariffs,  schedules  and  classifications.    See 

Motor  carriers. 
Mail  pay,  electric  railway.    See  Electric  railway  mail 

pay. 
Motor  carriers: 
Brokers  of  property  (practices  of  brokers  of  trans- 
portation by  motor  vehicle) ;  regulations 2833 

Carrier  agreements;  application  for  approval.    See 

Agreements. 
Freight  rate  tariffs,  schedules  and  classifications: 
released  rates  on  certain  articles  (truckload  and 
less-than-truckload  classification  and  exception 
ratings) 2380 


2601 


2833 
2243 
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INTERSTATE   COMMERCE   COMMISSION— Con.  Pas* 

Organization  and  assignment  of  work;  bureau  organi- 
zation: 
Accounts  and  Cost  Finding  Bureau;  branch  offices—    2820 

Inquiry  Bureau;  field  headquarters 2820 

Locomotive  Inspection  Bureau;  district  offices 2820 

Motor  Carriers  Bureau;  district  offices,  location  of 

directors  and  supervisors 2820 

Service  Bureau;  district  offices 2820 

Valuation  Bureau;  field  headquarters: 

Auditors 2820 

Land  appraisers 2820 

Water  Carriers  and  Freight  Forwarders  Bureau; 

district  supervisors 2820 

Practice,  sp)ecial  rules  of.    See  Rules. 

Railway  mall  pay,  electric.    See  Electric  railway  mall 

pay. 
Rates: 
Electric  railway  mall  pay.    See  Electric  railway  mall 

pay. 
Released,  on  certain  articles;   freight  rate  tariffs. 
See  Motor  carriers. 
Records,  destruction  of;  steam  roads,  modifications 
effective  June  30.  1949,  unless  otherwise  ordered: 

General  authority  to  destroy  records 2763 

Special  permission  to  destroy  records 2763 

Preservation  by  photography 2763 

Photographic  copies 2763 

Photographic  processes 2763 

Released    rates,   truckload   and   less-than-truckload 
classification  and  exception  ratings;  freight  rate 
tariffs.    See  Motor  carriers. 
Routing  of  traffic;   rerouting  of  freight  traffic   and 

empty  cars,  appointment  of  agent 2697 

Rules  of  practice,  special,  in  United  States  of  America 
V.  Ahnapee  and  Western  Railway  Co.,  et  al; 
amendment  respecting  service  of  copies  of  peti-' 

tlons  of  interventions,  etc 2838 

Steam  roads;  destruction  of  records.    See  Records. 
Tariffs,  freight  rate ;  schedules  and  classifications.   See 

Motor  carriers. 
Traffic  freight,  and  empty  cars;  rerouting.    See  Rout- 
ing of  traffic. 

IRRIGATION  PROJECTS;  See  Indian  Affairs  Bureau; 
Reclamation  Bureau. 

ISRAEL:  suspension  of  tonnage  duties  on  vessels  from, 
proclamation  respecting.  See  Presidential  docu- 
ments, 

J 

JAPAN: 

Former  Japanese  Government,  property  of;  relin- 
quishment of  control  over  certain  property  by 
State  Department.    See  State  Department. 

Property  of  nationals  of;  vesting  orders,  etc..  respect- 
ing.   See  Alien  Property,  Office  of. 

JUSTICE  DEPARTMENT: 

See  Alien  Property,  Office  of. 

Immigration  and  Naturalization  Service. 


LABOR   DEPARTMENT: 

See  Child  Labor  Branch. 

Public  Contracts  Division. 
Wage  and  Hour  Division. 

LABOR  DISPUTES,  emergency  boards  to  investigate; 
Executive  order  respecting.  See  Presidential  docu- 
ments. 

LAND  MANAGEMENT  BUREAUt 

Public  lands: 
Orders,  etc.: 
Flood  control;  land  withdrawn  for,  in  California. 

See  Withdrawals. 
Lands  opened  to  entry  by  veterans  and  general 
public : 

Alaska 2383,  2578,  2728.  2837 

Arizona 2552 

California 2556,  2557.  2591 

Idaho 2704 

Nevada 2554,  2655.  2557.  2558.  2559.  2577 

New  Mexico 2615 

Uuh _ 2554 

Mineral  lands:  Wyoming,  land  opened  to  mining 

location,  entry  and  patenting 2748 


LAND  MANAGEMENT  BUREAU— ConHnued  <^« 

Public  lands — Continued 
Orders,  etc. — Continued 
Shore  space  reserves.  Alaska;  restorations: 

No.  417 1 ^._ __     2578 

No.  418 2837 

Small  tract  classifications: 
Alaska: 

No.     10-_ 2383 

No.     11 2728 

California: 

No.  137 J 2556 

No.  138 2556 

No.  139 2557 

No.  141 .__ 2591 

Nevada : 

No.  13.  revocation 2555 

No.  16.  partial  revocation 2556 

No.  23.  correction  in  original  document 2534 

No.  27 __ ___     2557 

No.  28 2558 

No.  29 .._     2559 

No.  30 2554 

No.  31 2555 

New  Mexico;  No.  3.  amendment 2615 

Survey,  notice  of  filing  of  plats  of: 

Arizona 2552 

Idaho ., 2704 

Nevada 2577 

Utah— _ __     2554 

Withdrawals  of  certain  lands  for  use  of  Army 
Department : 

Alaska:  for  military  purposes 2797,  2815 

California;  for  fiood  control  purposes  and  con- 
struction of  Pine  Flat  Dam  and  Reservoir 

Project-— _.  2797.  2815 

Regulations: 

Applications  and  entries;  patents  in  public  land 
cases,  issuance  of  perfect  patent  where  rec- 
ord does  not  show  that  original  was  signed..    2613, 

2661 
Leases,  phosphate.    See  Mineral  lands. 
Mineral  lands;   phosphate  leases  and  use  per- 
mits, minimum  expenditure  and  lease  bond.     2696 
Patents.     See  Applications  and  entries. 
Trespass,  general  regulations;  procedure  in  coal 
trespass  cases,  action  by  Regional  Field  Ex- 
aminer (revocation) 2762 

LOYALTY   REVIEW   BOARD: 

Directives  tt)  departments  and  agencies;  cases  of  in- 
cimibent  and  excepted  employees  and  excepted 
applicants: 
Directive  II;  initial  consideration  of  loyalty  case. 

determination  of  case  after  notice 2371 

Directive  III;  manner  of  conducting  hearings  before 

agency  loyalty  boards,  in  general 2371 

Directives  to  regional  loyalty  boards;  cases  of  appli- 
cants and  appointees  in  competitive  service: 
Directive  II;  initial  consideration  of  loyalty  cases. 

determination  of  case  after  interrogatory...  .     2371 
Directive  III ;  manner  of  conducting  hearings  before 

regional  loyalty  boards,  in  general 2371 

Directive  IV;  records  of  decisions  and  appeals,  noti- 
fication     2371 

Directive  VI;  records,  files  and  reports,  procedure 

In  cases  of  separation,  withdrawal  and  furlough .    2371 
Operation  of  Loyalty  Review  Board: 
Appendix  A;   list  of  organizations  designated  by 

Attorney  General  as  subversive,  etc... .__    2371 

Grounds  for  determination  of  disloyalty;  standard 
for  refusal  of  employment,  or  removal  from 

employment 2369 

Post-audit  and  review  of  files 2371 

Statement  of  Loyalty  Review  Board;  organizations  to 

which  policy  applies 2369 

M 

MAIL: 

Regulations.    See  Post  Office  Department. 

Transportation.  Interstate,  by  certain  electric  rail-  ' 

ways;  pay  rates,  hearing  respecting.    See  Inter- 
state Commerce  Commission. 

MARITIME  COMMISSSION,  UNITED  STATES: 

Foreign  relief  and  rehabilitation,  exporting  of  cargoes 
for.    See  Maritime  carriers. 
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MARITIME  COMMISSION,  UNITED  STATES— Con.         Page 

Freight  forwarders,  private;  cargoes  exported  pursuant 

to  Foreign  Assistance  Act.    See  Maritime  carriers. 

Maritime  carriers,  regulations  affecting;  commercial 

forwarding  of  certain  exports  for  foreign  relief 

and  rehabilitation,  proposed  rule  making 2204 

Unsubsldized  vessels,  operation  of,  in  competition  with 
other  lines,  etc.,  receiving  financial  aid  under  Mer- 
chant Marine  Act.  1936;  notice  of  hearing  on  ap- 
plication to  continue,  American  President  Lines, 

Ltd 2620 

MARITIME  DAY.  NATIONAL,  1949;  proclamation  re- 
specting.   See  Presidential  documents. 
MEMORIAL  DAY.  1949,  observance  as  day  of  prayer  for 
peace;   proclamation  respecting.     See  Presidential 
documents. 
MERCHANT  MARINE:  regulations,  etc.,  respecting.   See 

Coast  Guard;  Maritime  Commission. 
MERCHANT  MARINE  COUNCIL;  hearing  regarding  In- 
ternational regulations  for  preventing  collisions  at 
sea.    See  Coast  Guard. 

MEXICO : 

Customs  relations  with.    See  Customs  Bureau. 
Nonimmigrant  aliens;   visa  regulations.     See  Immi- 
gration and  Naturalization  Service;  State  Depart- 
ment. 

MIGRATORY  BIRDS,  regulations  relating  to.  See  Fish 
and  Wildlife  Service. 

MILITARY  CEMETERIES;  functions  of  American  Bat- 
tle Monuments  Commission  respecting  certain 
World  War  II  cemeteries.  Executive  order  respect- 
ing    See  Presidential  documents. 

MILITARY  ESTABLISHMENT.  NATIONAL.  See  Na- 
tional Mthtary  Establi.shment. 

MILITARY  GOVERNMENT  FOR  GERMANY.  See 
Army  Department. 

MILITARY  RENEGOTIATION  POLICY  AND  REVIEW 
BOARD,  regulations  issued  by;  Joint  regulations  of 
armed  forces.    See  National  Military  Establishment. 

MOTOR  CARRIERS,  In  Interstate  commerce;  regula- 
tions respecting.  See  Interstate  Commerce  Com- 
mission. 

N 

NATIONAL  MARITIME, DAY.  1949;  proclamation  re- 
specting.   See  Presidential  documents. 

NATIONAL  MEDIATION  BOARD: 

Emergency  board  to  investigate  dispute  between  Union 
Railroad  Company  (Pittsburgh)  and  Its  em- 
ployees. Executive  order  respecting.  See  main 
heading  Presidential  documents. 

NATIONAL  MILITARY  ESTABLISHMENT:. 

See  Air  Force  Deptirtment. 
Army  Department. 
Navy  Department. 
Chaplains  Fund.  Army  and  Air  Force;   transfer  of 
share  of.  and  administration  of.    See  Secretary  of 
Defense,  below. 
Joint  regulations  of  armed  forces;  military  renegotia- 
tion regulations: 

Agreements,  clearances  and  statements . —    2610 

Determination  of  renegotlable  business  and  costs, 
methods  of  segregating  sales  between  renego- 
tlable and  non-renegotlable  business;  basic  ap- 
proach, contracts  containing  renegotiation 
clause  entered  Into  by  Air  Force,  Army  and  Navy 
departments.  May  21-December  31.  1948 2529 

Procurement : 
Allocation  between  Army  and  Air  Force  departments 
of  materiel  and  other  personal  property  cur- 
rently available  or  to  be  received  through  pro- 
curement from  funds  committed  prior  to  June 

30,  1949 2836 

Joint  procurement  regulations.    See  main  heading 
Army  Department. 
Regulations.    See  Joint  regulations  of  armed  forces, 

above. 
Renegotiation  (Military)   Policy  and  Review  Board; 
regulations,  etc.    See  Joint  regulations  of  armed 
forces,  abore. 


NATIONAL  MILITARY  ESTABLISHMENT— Continued    p^k* 
Secretary  of  Defense: 
Chaplains  Fund.  Army  and  Air  Force;  administra- 
tion of.  under  joint  policies  to  be  established 

by  Secretaries  of  Army  and  Air  Force 2703 

Transfer  from  Army  Department  to  Air  Force  De- 
partment of  certain  funds  and  functions  relat- 
ing to  listed  matters  and  transfer  of  certain  per- 
sonal property  between  departments: 
Chaplains.  Chief  of.   and  Chaplains  Of   Army; 
transfer  of  functions  respecting,  and  of  share 
of  Chief  of  Chaplains  Religious  Fund  (non- 
appropriated), redesignated  Army  and  Air 

Force  Chaplains  Fund 2703 

Claims,  litigation  and  related  matters 2509 

Exchange  service  activities 2814 

Medical  Department,  United  States  Army 2703 

Motion  plctiu-e  service  activities 2766 

Personal  property  and  functions  pertaining  there- 
to, certain;  transfer  of.  from  Army  Depart- 
ment to  Air  Force  Department  and  transfer  of 
certain  property  from  Air  Force  Department 
to  Army  Department 2836 

NATIONAL  PARK  SERVICE: 

Regulations,  special,  for  Mount  Rainier  National  Park: 

Closed  waters;  deletion, 2546 

Entrances  and  exits;  redesignation 2546 

Pishing;  revision 2546 

Limit  of  catch  and  possession;  deletion 2546 

Method,  cleaning,  license;  deletion 2546 

Speed;  redesignation 2546 

Vehicles,  load  and  weight  limitations  for;  redesigna- 
tion   2548 

NATIONAL  PARKS.  FORESTS.  ETC.: 
Forest  lands;  administration,  etc.     See  Agriculture 

Department;  Forest  Service. 
Regulations.    See  National  Park  Service. 

NATIONAL  WILDLIFE   REFUGES.   GAME  RANGES. 

ETC.    See  Fish  and  Wildlife  Service. 
NAVIGATION  LAWS  AND  REGULATIONS: 

Airways.    See  Civil  Aeronautics  Administration ;  Civil 

Aeronautics  Board. 
Waterways.    See  Coast  Guard;  Engineers.  Corps  of. 

NAVY  DEPARTMENT: 

Hawaii,    certain    lands   used    by   Navy   Department 

restored  to  jurisdiction  of  Territory  of  Hawaii; 

Executive  order  respecting.     See  main  heading 

Presidential  documents. 
Renegotiation  regulations,  military;  Joint  regulations 

of  armed   forces.     See  main  heading  National 

Military  Establishment. 


OFFICES,  local,  holding  of,  by  Federal  officers  and  em- 
ployees; residents  of  Norrls,  Tennessee,  permitted 
to  hold  municipal  offices.  Executive  order  respecting. 
See  Presidential  documents. 


PARK    SERVICE.    NATIONAL;      See    National    Park 

Service. 
PARKS.    See  National  parks,  forests,  etc. 
PASSPORTS;  regulations  respecting.    See  Immigration 

and  Naturalization  Service;  State  E>epartment. 
PATENT     COMPENSATION     BOARD.       See     Atomic 

Energy  Commission. 
PHILIPPINE   ISLANDS;    nonquota   status   of   certain 

citizens  entering  United  States.    See  State  Depart- 
ment. 
PHYSICALLY  HANDICAPPED  PERSONS,  employment 

of.  in  sheltered  workshops.     See  Wage  and  Hour 

Division. 
PLANT  QUARANTINE.     See  Entomology   and  Plant 

Quarantine  Bureau. 
POST  OFFICE  DEPARTMENT: 
Railway  mall  pay.  electric;  overruling  of  Postmaster 
General   respecting   application   for   Increase   In 
rates.     See  main  heading  Interstate  Commerce 
Commission. 
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POST  OFFICE  DEPARTMENT— Con«no«d 

Regulations: 
Delivery  service,  rural  delivery;  patrons'  boxes,  man- 
ufacture and  sale  of,  concerns  authorized  to 
manufacture  and  sell  mall  boxes  for  use  on  rural 
routes 

Etomestic  mall  matter,  classification  and  rates  of 
postage : 
Customs  declarations   required  on  parcels  ad- 
dressed to  Guam 

Parcels  addressed  to  A.  P.  O.'s  124  and  125 

international  postal  service; 
Postage  rates  service  available,  and  instructions 
for  mailing: 
Registry,  insurance,  c.  o.  d..  and  certain  ordinary 
services;    indemnity   for   other   registered 

parcel  post 

Regular  'Postal  Union)  mails,  general  informa- 
tion and  instructions  regarding  articles  in ; 

air-mail  service 

Various  countries,  conditions  applicable  to  serv- 
ice In : 

Austria;  regular  mails,  air  mail  service 

Azores;  regular  mails,  air  mail  service 

Belgian    Congo;    regular    mails,    air    mail 

service 

Belgium;  regular  mails,  air  mail  service.—- 

Bermuda;  regular  mails,  air  mail  service 

China    •  including    Taiwan    (Formosa)    and 
leased  territory  of  Kwangehowwan  (Fort 
Bayard » > : 
Parcel  post : 
Observations: 

Kwantung  Province,   revision 

Redesignations 

Shantung,  deletion.., 

Table  of  rates;  air  parcels: 
Suspension  of  service  to  various  prov- 
inces   (note) 

Weight  limit  (footnote) 

Regular  mails: 
Province  of  Shantung,  service  to;  dele- 
tion  

Registration 

Czechoslovakia;  regular  mails,  air  mall  serv- 
ice  

Denmark:  regular  mails,  air  mall  service 

Egypt;  regular  mails,  air  mall  service 

Estonia:  regular  mails,  air  mail  service 

Faroe  Islands;  regular  malls,  air  mail  service 

Finland;  regular  malls,  air  mall  service 

France  (including  Monaco*  : 
Parcel   post;    use  of   straps   In   fastening 

parcels 

Regular  mails,  air  mail  service 

Germany: 

Parcel  post,  table  of  rates., 

Regular  mails,  air  mail  service 

U.  S.  A.  gift  parcels,  table  of  rates 

Gold  Coast  Colony  (including  Ashanti,  British 
Togoland.    and    Northern    Territories) ; 

regular  mails,  air  mail  service 

Great  Britain  and  Northern  Ireland  (England. 
Scotland  and  Wales,  also  Northern  Ire- 
land' ;  regular  malls,  air  mail  service. .. 
Greece  (including  Crete  and  Dodecanese  Is- 
lands);  regular  malls,  air  mail  service.. 

Iceland;  regular  mails,  air  mail  service 

India  (Including  Andaman  Islands,  Nepal  and 
Tibet) ;  regular  mails,  air  mail  service.. 

Iraq;  regular  malls,  air  mail  service 

Ireland  (Eire) ;  regular  mails,  air  mall  service 
Ireland.  Northern.    See  Great  Britain. 
Italy  (including  Republic  of  San  Marino)  : 
Parcel     post;     prohibitions,     for    various 

reasons 

Regular  malls: 

Air  mail  service 

Prohibitions;  coins,  bank  notes.  Jewelry, 

stamp  collections,  etc 

Latvia;  regular  malls,  air  mail  service 

Lithuania;  regular  malls,  air  mall  service.. 
Luxemburg  (Grand  Duchy) ;  regular  malls, 

air  mall  service 

Netherlands;  regular  mails,  air  mall  service.- 
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POST  OFFICE  DEPARTMENT— ConHnued  ^•9» 

Regulations — Continued 

International  postal  service — Continued 

Postage  rates,  service  available,  and  Instructions 
for  mailing — Continued 
Various  countries,  conditions  applicable  to  serv- 
ice in — Continued 
Norway    (including    Spitzbergen ) ;    regular 

mails,  air  mail  service 264f- 

Persian  Gulf  Ports;  parcel  post,  table  of  rates    2661 
Peru; 
Parcel  post;   prohibitions.  Importation  of 

merchandise,  etc 2415 

Regular  mails;  prohibitions,  money  in  cash, 

bank  notes,  etc 2415 

Portugal: 
Parcel  post;  observations,  consular  invoice    2415 

Regular  mails,  air  mail  service 2645 

Saudi  Arabia  (Kingdom  of) :  parcel  post: 
Observations,  surface  and  air  parcel-post 

service 2646 

Table  of  rates,  air  parcels 2646 

Spain  uncluding  Balearic  Islands.  Canary 
Islands,  and  Spanish  OflBces  in  Northern 
Africa,  also  Andorra);  parcel  post,  pro- 
hibitions, for  sanitary  reasons 2796 

Sweden ;  regular  mails,  air  mail  service 2645 

Switzerland  (including  Liechtenstein) ;  reg- 
ular mails,  air  mail  service 2645 

Syria;  regular  mails,  air  mall  service 2645 

Trieste  (Free  Territory  of) ;  regular  mails,  air 

mall  service _     2645 

Tuni.sia    (Tunis);    regular   mails,    air    mall 

-service 2645 

Turkey;  regular  mails,  air  mall  service— IIII    2645 
Union  of  South  Africa;  regular  mails: 

Air  mail  service 2645 

Prohibited    articles 2242 

Union  of  Soviet  Socialist  Republics;  regular 

mails,  air  mail  service 2645 

Vatican  City  State : 
Parcel  post;  prohibitions,  for  various  rea- 
sons   2833 

Regular  malls: 

Air  mail  service 2646 

Prohibitions,  of  various  articles 2833 

Yugoslavia;     regular     mails,     observations. 

books,  newspapers,  etc __      2241 

Money-order  system;  postal  nfltes.  applications  for 
duplicates  of  lost,  mutilated,  or  invalid  postal 

2795 

2644 


notes  _ 


Treatment  of  mall  matter  in  post  oflBces;  privacy 
and  .safeguarding  of  mails,  employees  forbidden 
to  place  mall  in  clothing,  hand  grips,  parcels 
or  other  luggage J 

PRESIDENTIAL  DOCUMENTS: 

American  Battle  Monuments  Commission;  transfer  to, 
of  functions,  funds,  records,  etc.,  pertaining  to 
certain  United  States  military  cemeteries  from 
Army  Department  (EO  10057) 

American  Graves  Registration  Service;  transfer  to 
American  Battle  Monuments  Commission  of  fa- 
cilities, etc.,  in  connection  with  certain  World 
War  II  military  cemeteries  'EO  10057) 

Army  Department;  transfer  to  American  Battle  Mon- 
uments Commission  of  functions,  records,  funds 
etc..  pertaining  to  certain  World  War  II  military 
cemeteries  (EO  10057) 

Battle  Monuments  Commission.  See  American  Battle 
Monuments  Commission. 

Budget  Bureau;  transfer  of  funds  to  American  Battle 
Monuments  Commis.sion  in  connection  with  func- 
tions pertaining  to  certain  World  War  II  military 
cemeteries  administered  by  Army  Department 
(EO  10057) 

Cemeteries,  military.  World  War  H;  functions  of 
American  Battle  Monuments  Commission  respect- 
ing certain  cemeteries.  See  American  Battle 
Monuments  Commission. 

Civil  service,  holding  of  State  or  local  offices  by  Fed- 
eral officers  and  employees;  prior  order  amended 
to  permit  residents  of  Norris,  Tennessee,  to  hold 
municipal  offices  <EO  10055) 


2585 


2585 


2585 


2585 


2369 
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PRESIDENTIAL  DOCUMENTS— Continued  **"«• 

Customs  Bureau;   saspension  of  tonnage  duties  on 
vessels  from  certain  countries: 
Israel  (Proc.  2839) 2681 

Union  of  South  Africa  (Proc.  2838) --    2681 

Days  of  observance: 

Flag  Day,  1949  (Proc.  2841) 2781 

Forrestal,  James;  announcement  of  death  of  (Proc. 

2840) 2713 

Memorial  Day.  1949,  observance  of,  by  prayer  for 

peace  (Proc.  2842) 2829 

National  Maritime  Day.  1949  (Proc.  2837) 2401 

Emergency  board,  to  investigate  labor  dispute.    See 

National  Mediation  Board. 
Federal  personnel.    See  Civil  service. 

Flag  Day,  1949  (Proc.  2841) 2761 

Forrestal,  James;  announcement  of  death  of  (Proc. 

2840  • 2713 

Government  employees.    See  Civil  service. 
Hawaii;  certain  lands  at  Keaukaha,  Waiakea,  South 
Hilo,  Hawaii,  formerly  used  for  military  purposes 
by  Navy  Department,  restored  to  jurisdiction  of 

Territory  of  Hawaii  (EO  10058) 2741 

Israel:  saspension  of  tonnage  ciuties  on  vessels  from 

(Proc.   2839) 2681 

Labor  dispute,  emergency  board  to  Investigate.    See, 

National  Mediation  Board. 
Lands,  at  Keaukaha.  Walakea,  South  Hllo.  Hawaii, 
formerly  used  for  military  purposes  by  Navy  De- 
partment, restored  to  Jurisdiction  of  Territory  of 

Hawaii  (EO  10058).. 

Maritime  Day.  National,  1949  (Proc.  2837) 

Memorial  Day.  1949.  observance  as  day  of  prayer  for 

peace  (Proc.  2842) 

Military  cemeteries.  World  War  II;  functions  of  Amer- 
ican Battle  Monuments  Commission  respecting 
certain  cemeteries.  See  American  Battle  Monu- 
ments Commission. 

National  Maritime  Day,  1949  (Proc.  2837) 

National  Mediation  Board;  emergency  board  to  in- 
vestigate dispute  between  Union  Railroad  Com- 
pany (Pittsburgh)  and  certain  of  its  employees 

(EO  10056) 

National  Military  EstablLshment.    See  Army  Depart- 
ment; Navy  Department. 
Navy  Department:  certain  lands  at  Keaukaha.  Waia- 
kea, South  Hilo.  Hawaii,  formerly  used  for  mili- 
tary purposes,  restored  to  Territory  of  Hawaii 

(EO  10058) .— —     2741 

Offices,  local,  holding  of,  by  Federal  officers  and  em- 
ployees.   See  Civil  service. 
Railroads;  emergency  board  to  Investigate  labor  dis- 
pute involving  Union  Railroad  Company  (Pitts- 
burgh ) .    See  National  Mediation  Board. 
State  and  local  offices,  holding  of,  by  Federal  officers 

and  employees.    See  Civil  service. 
Tonnage  duties,  suspension  of,  on  vessels  from  certain 
countries: 

Israel  (Proc.  2839) 

Union  of  South  Africa  (Proc.  2838) 

Treasury  Department.    See  Customs  Bureau. 

Union  of  South  Africa;  suspension  of  tonnage  duties 

on  vessels  from  (Proc.  2838) 

World   War   n   United   States  military  cemeteries; 
functions  of  American  Battle  Monuments  Com- 
mission   pertaining    to.    See    American    Battle 
Monuments  Commission. 
PROCLAMATIONS.     See  Presidential  documents. 
PROCUREMENT  OP  SUPPUES,  etc.: 
See  also  Contracts.  Government. 
By  armed  service.    See  Army  Department. 
By  certain  foreign  countries.    See  Economic  Coopera- 
tion Administration. 
Federal  Supply  Bureau,  functions,  etc.,  respecting. 

See  Federal  Supply  Bureau. 
Purchase  contracts,  stipulations  of  certain  conditions 
In.    See  Public  Contracts  Division, 
PRODUCTION  AND  MARKETING  ADMINISTRATION. 
See  Agriculture  Department. 

PUBLIC  ASSISTANCE  BUREAU: 

Public  inspection  of  final  opinions,  orders  and  rules—  2675 

Records,  official,  availability  of 2675 

Regional  representatives 2675 


2741 
2401 

2829 


2401 


2573 


2681 
2681 


2681 


2835 


2667 


2797 
2796 

2242 


PUBLIC  BUILDINGS  ADMINISTRATION:  '»«• 

Public  buildings  and  grounds;  regulations  respecting.     2799 
PUBLIC    CONTRACTS    DIVISION,   DEPARTMENT   OF 
LABOR: 
Handicapped  workers;   stipulations   in  Government 
purchase  contracts  respecting  issuance  of  certifl- 
Ates   for   employment   of.    See   viain    heading 
Wage  and  Hour  Division. 
Minimum  wage  determination,  seamless  hosiery  in- 
dustry; notice  of  postponement  of  hearing  on 

proposed  rule  maWng 

PUBLIC  DEBT  BUREAU.     See  Treasury  Department. 

PUBLIC  HEALTH  SERVICE: 
Organization  and  delegations  of  authority,  revised 
statement 

Regulations: 

Foreign  quarantine;  importation  of  cats,  dogs,  and 
monkeys : 

Disposition  of  excluded  animals 

Physical  Inspection 

Personnel;    commissioned  officers,   foreign   service 
allowance  rates  (Appendix  A) ,  revised 

PUBLIC  HOUSING  ADMINISTRATION: 

Organization;   description  of  agency  and  programs 
and  final  delegations  of  authority,  central  office 
organization: 
Disposition  Division;  delegation  of  powers  to  Dep- 
uty Assistant  Commissioner  for  Disposition...     2620 
Field  Operations  Division;  delegation  of  powers  to 

Assistant  CommLssioner  for  Field  Operations..     2620 
Management  Division;  delegation  of  powers  to  Dep- 
uty Assistant  Commissioner  for  Management-.     2620 
Regulation;    low-rent  housing  and   slum   clearance 
(policy),  removal  of  Ineligible  tenants  from  low- 
rent  housing  projects 2253 

PUERTO  RICO : 

Aliens;  visa  regulations.  See  State  Department. 
Home  workers  in.  See  Wage  and  Hour  Division. 
Quarantine  orders   affecting   entry   of   plants   from. 

See  Entomology  and  Plant  Quarantine. 
San  Juan  Harbor,  anchorage  regulations  of  Corps  of 

Engineers.    See  Engineers,  Corps  of 
School  lunch  program.    See  Agriculture  Department. 


QUARANTINE : 
Plants,  etc.    See  Entomology  and  Plant  Quarantine. 
Public  health  regulations  respecting  importation  of 
cats,   dogs,   and   monkeys.     See   Public   Health 
Service. 


RADIO  SERVICES,  regulations  respecting.    See  Federal 
Communications  Commission. 

RAILROADS : 

Labor  dispute  involving  Union  Railroad  Company 
(Pittsburgh);  emergency  board  to  investigate. 
Executive  order  respecting.  See  Presidential 
documents. 

Transportation,  shipments,  etc.  See  Interstate  Com- 
merce Commission. 

RECLAMATION  BUREAU: 

Authority,  redelegation  of.  by  Commissioner  to  Re- 
gional Directors 2598 

Regulations  and  notices: 
Irrigation  projects: 

Boat  and  wharf  privileges.    See  Reservoirs. 
Fort  Peck  Project,  Montana,  confirmation  and  ap- 
proval of  rates  and  charges  for  sale  of  power 
from.      See    main    heading    Federal    Power 
Commission. 
Public  lands  opened  for  entry ;  RIverton  Irrigation 

Project,  Wyoming 2592 

Water   made   available,   charges   for   operation, 
etc.: 
Annual  water  charges : 
See  also  Irrigation  season.  1949. 
Missouri    Basin    Project.     Meeker     Canal. 

Frenchman-Cambridge  Unit 2592 

Riverton  Irrigation  Project.  Wyoming 2597 

Yuma  Irrigation  Project.  Arizona-California.    2597 
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RECLAMATION  BUREAU — ConHnued  P<«« 

Regulations  and  notices — Continued 
Irrigation  projects — Continued 
Water   made   available,    charges   for   operation, 
etc. — Continued 
Irrigation  season,  1949;  public  notice  of  terms 
»        governing   temporary   rental;    Notus   and 

Payette  Divisions.  Boise  Project.  Idaho 2616 

Oijf ration   and   maintenance   charges;   Yuma 

Irrigation  Project,  Arizona-California 2597 

Water    made    available;    Rlverton    Irrigation 

Project.    Wyoming -^ 2597 

Reservoirs;  public  use  regulations  for  reservoirs 
within  various  projects: 

Colorado-Big  Thompson  Project 2748 

Kendrick  Project -     2748 

Mirage  Flats  Project 2748 

North  Platte  Project 2748 

RECORDS,  Information  contained  In.    See  Information. 
RELIEF    ASSISTANCE    TO    FOREIGN    COUNTRIES. 

See  Foreign  aid. 
RENEGOTIATION,  MILITARY,  regulations  re.specting ; 

joint  regulations  of  armed  forces.     See  National 

Military  Establishment. 
RENT  CONTROL.     See  Housing  Expediter,  Office  of. 
RESERVOIRS,    within    certain    reclamation    projects; 

public  use  regulations.    See  Reclamation  Bureau. 

RURAL  ELECTRIFICATION  ADMINISTRATION: 
Authority,  delegation  of;  to  Chief  and  Assistant  Chief. 
Management  Division.  REA  ( in  addition  to  Deputy 
Administrator  and  Assistant  Administrator),  to 
perform  the  following  acts; 
To   approve,   "for  Claude  R.   Wlckard,   Adminis- 
trator." purchase  orders  for  material  or  equip- 
ment placed  by  borrowers  with  suppliers  under 
established  group  purchase  policies  and  pro- 
cedures      2560 

To  approve,  "for  Claude  R.  Wickard.  Administrator," 
sales  and  transfers  of  material  or  equipment 
between  REA  borrowers  and  others  where  such 
material  or  equipment  has  a  value  of  less  than 

$5.000 2560 

Funds  for  loans  for  projects  In  various  States,  allo- 
cation of: 

Arkansas 2705 

.    Colorado 2180.2579 

Florida 2180.  2417 

Georgia 2418.  2580,  2750,  2751 

Illinois - 2181,  2418,  2705 

Indiana 2417,  2418.  2579 

Iowa 2418.  2419.  2752 

Kansas 2181.  2417.  2418.  2579.  2580,  2753 

Kentucky — 2580 

Louisiana 2417,  2705 

Michigan 2418,  2705 

Minnesota 2181,  2416,  2418,  2705,  2751,  2753 

Mississippi -^-     2579 

Missouri 2181,  2418.  2419.  2751.  2752 

Montana 2580.  2705,  2750,  2752 

Nebraska 2181.  2417,  2705.  2706,  2750.  2752 

Nevada 2418 

New  Hampshire 2751 

New  Mexico 2180,2181.2752 

North  Carolina 2181.2579,2580,2751.2752,2753 

North  Dakota 2181 

Ohio  -     - 2181.  2417.  2419.  2578,  2751 

Oklahoma 2419,  2580,  2751 

Pennsylvania 2418 

South    Carolina 2180.  2580,  2751 

South  Dakota 2417,2579 

Tennessee 2579.  2752 

Texas 2181.  2417.  2418,  2578,  2580,  2705.  2751 

Virginia 2753 

Washington 2180.  2579.  2706,  2752 

Wisconsin — 2418,  2419,  2580 

Wyoming 2751 


SAFETY  OP  LIFE  AT  SEA.  hearing  by  Merchant  Marine 
Council  respecting  International  regulations  for 
preventing  collisions  at  sea.    See  Coast  Guard. 

SALARIES.    See  Wages  and  salaries. 


SECURITIES  AND  EXCHANGE  COMMISSiONt  P»e« 

Hearings,  etc. : 

Alabama  Gas  Corp 2426.  2565.  2754 

Alabama  Power  Co : 2710 

Allegany  Gas  Co — 2821 

Allegheny  County  Light  Co 2619 

Amarillo  Gas  Co — - 2425 

Amarillo  Oil  Co— 2425 

American  Buslines.  Inc 2184 

American  and  Foreign  Power  Co.,  Inc 2386.  2387 

American  Gas  and  Electric  Co 2183.2517 

American  Light  and  Traction  Co 2364. 

2517.2730.2731.2821 

American  Natural  Ga.s  Co --    2731 

American  Power  and  Light  Co 2535.  2563.  2564.  2756 

Arkansas  Power  and  Light  Co 2222 

A.ssociated  Electric  Co__ _ 2676.2754 

Atlantic  Seaboard  Corp 2733 

Atlas  Corp —     2363 

Attleboro  Steam  and  Electric  Co —    2771 

Bankers  Securities  Corp 2566 

Barnett,  Harold 2387 

Benjamin  Franklin  Hotel  Co 2566 

Beverly  Gas  and  Electric  Co ---     2771 

Boston  Edison  Co — —  2223,2601 

Boston  Stock  Exchange 2223.2601,2755 

Buffalo,  Niagara  and  Eastern  Power  Corp 2182,2731 

Buffalo  Niagara  Electric  Corp 2182,2731 

Burlington  Transportation  Co 2184 

Cambridge  Electric  Light  Co 2183,2537 

Central  Illinois  Ught  Co — 2710 

Central  Kentucky  Natural  Gas  Co -    2425 

Central  Massachusetts  Electric  Co 2771 

Central  New  York  Power  Corp 2182 

Central  and  South  West  Corp.- 2676.2839 

Chicago  Corp 2184 

Chicago  Stock  Exchange 2246,2536 

Cincinnati  Gas  and  Electric  Co 2563 

Cities  Service  Co 2424 

Cleveland  Stock  Exchange. 2536. 2565,  2755 

Columbia  Gas  System,  Inc 2246, 

2425,  2565,  2732.  2733. 2771.  2822.  2839 
Commonwealth  and  Southern  Corp--2222.  2518,  2709,  2710 

Consolidated  Electric  and  Gas  Co -     2754 

Consolidated  Gas  Electric  Light  and  Power  Co.  of 

Baltimore 2386 

Consolidated  Natural  Gas  Co 2362.2821 

Consumers  Power  Co 2222,  2710 

Continental  Gas  and  Electric  Corp 2535 

Distributors  Group,  Inc 2388 

Duquesne  Light  Co 2619 

East  Ohio  Gas  Co 2362 

Eastern  Massachusetts  Electric  Co -—     2771 

Eastern  Minnesota  Power  Corp 2652 

Electric  Bond  and  Share  Co 2222. 

2386,  2535.  2563.  2564,  2756.  2822 

Electric  Power  and  Light  Corp 2222,  2822 

Florida  Power  and  Light  Co 2756 

Gardner  Electric  Light  Co _     2771 

General  Public  UtUlties  Corp..  2424.  2562.  2676.  2732.  2838 

Georgia  Power  Co 2516.  2709.  2710 

Gloucester  Electric  Co 2771 

Gloucester  Gas  Light  Co 2771 

Granite  State  Electric  Co 2771 

Greiner.  Albert  W 2387 

Group  Securities,  Inc 2388 

Gulf  Oil  Corp -     2755 

Gulf  Power  Co 2710 

Haverhill  Electric  Co 2771 

Hubbard.  Howard 2387 

Illinois  Power  Co 2618.  2823 

Iowa  Power  and  Light  Co , 2535 

Iroquois  Gas  Corp 2651 

Kansas  Gas  and  Electric  Co 2564 

Kansas  Power  and  Light  Co 2536 

Kentucky  West  Virginia  Gas  Co 2651 

Kentucky  and  West  Virginia  Power  Co..  Inc 2183.  2517 

Kewanee  Public  Service  Co 2618 

Lawrence  Gas  and  Electric  Co 2771 

Leeby,  Lawrence  R.,  and  Co 2245 

Long  Island  Lighting  Co— 2652 

Los  Angeles  Stock  Exchange 2536 

Louisville  Gas  and  Electric  Co 2651 

Lowell  Electric  Light  Corp__ 2771 

Lynn  Gas  and  Electric  Co 2223,  2601 

Madison  Gas  and  Electric  Co 2821 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con.     *•««« 
Hearings,  etc — Continued 

Maiden  and  Melro.se  Gas  Light  Co 2771 

Manila  Electric  Co - -.—     2754 

Manufacturers  Trust  Co 2652 

Marlborough-Hudson  Gas  Co 2731 

McGrath.  John  M 2386 

Michigan  Gas  Storage  Co 2222 

Middle  South  Utilities.  Inc 2822 

Mississippi  Power  Co 2710 

Mittelman,  Leo  B 2387 

Monongahela  Light  and  Power  Co ^ 2619 

Monongahela  Power  Co ' 2422 

Monroe  Chemical  Co 2246 

Narragansett  Electric  Co 2771 

Nas.sau  and  Suffolk  Lighting  Co 26o2 

National  Fuel  Gas  Co 2651 

Nemerov.  Joseph 2387 

New  England  Electric  System 2223,  2601,  2771 

New  England  Gas  and  Electric  Assn 2183,  2537,  2731 

New  England  Power  Co 2771 

New  England  Power  Service  Co 2223 

New  England  Public  Service  Co 2223.  2821 

New  Jersey  Power  and  Light  Co 2732 

New  York  Curb  Exchange 2386,  2517,  2518.  2730 

New  York  Power  and  Light  Corp 2182,  2388 

New  York  State  Electric  and  Gas  Corp 2562,  2732 

New  York  State  Natural  Gas  Corp 2362,  2821 

New  York  Stock  Exchange 2246 

2388,  2636,  2565.  2566.  2755, 2839 

Niagara  Hudson  Power  Corp 2182.  2388,  2731.  2823 

Norfolk  and  Washington  Steamboat  Co 2223 

North  American  Co 2536,  2729.  2823 

North  American  Light  and  Power  Co 2536. 

2618.  2729,  2823 

North  Penn  Gas  Co 2821 

Northampton  Electric  Lighting  Co 2771 

Northeast  Airlines,  Inc 2363 

Northern  Berkshire  Gas  Co 2771 

Northern  Natural  Gas  Co 2733 

Northern  New  England  Co 2223,  2821 

Northern  Permsylvania  Power  Co 2562 

Ohio  Edison  Co 2710 

Ohio  Fuel  Gas  Co 2822 

Oklahoma  Gas  and  Electric  Co 2602 

Pacific  Lighting  Corp 2517 

Panhandle  Eastern  Pipe  Line  Co 2222 

Panhandle  Pipe  Line  Co_— 2425 

Pennsylvania  Electric  Co f^j^ 

Penn.sylvania  Gas  and  Electric  Corp 2821 

Pennsylvania  Power  Co 2710 

Peoples  Natural  Gas  Co 2733 

Philadelphia-Baltimore  Stock  Exchange 23a6 

Philadelphia  Co 2619,  2651,  2730 

Pittsburgh  Stock  Exchange 2246,  2565,  2566,  2839 

Pittsburgh  and  West  Virginia  Gas  Co 2651 

Portland  Gas  and  Coke  Co —     253d 

Potomac  Edison  Co ----    f^lf'j 

Public  Service  Co.  of  New  Hampshire 2ZZ6.zazi 

Public  Service  Co.  of  Oklahoma 2676 

Queens  Borough  Gas  and  Electric  Co 2652 

Quincy  Electric  Light  and  Power  Co 2771 

River  Gas  Co 23b2 

Rochester  Gas  and  Electric  Corp ^424 

Salem  Gas  Light  Co 2771 

San  Francisco  Stock  Exchange 2Wb 

Sears.  Roebuck  and  Co ^^^° 

Socony-Vacuum  Oil  Co..  Inc ^'5d 

Southern  Berkshire  Power  and  Electric  Co 2771 

as  ?o "  !!^':°:::::::-.::::::::::"2iii:i709.  V,lt 

Southern  Natural  Gas  Co 2426,  2565.  2754 

Southern  Services,  Inc - 2710 

Southwestern  D3velopment  Co ^^2a 

Southwestern  Gas  and  Electric  Co --;i-;;i7„  i^tt 

Standard  Gas  and  Electric  Co 2602,  2619,  2730 

Standard  Oil  Co.  (N.J.) 2755 

Standard  Power  and  Light  Corp 2619,  2730 

Staten  Island  Edison  Corp ^»^8 

Stelnmetz,  J.  C - ^^^^ 

Strouse,  Algia  F *;^2« 

Strouse,  Thomas  and  Whelan,  Inc ^^*o 

Suburban  Gas  and  Electric  Co ^^'i 

Texas  Power  and  Light  Co *^°^ 

Texas  Utilities  Co ^^°^ 

Ticonderoga  Electric  Light  and  Power  Co. 2388 
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SECURITIES  AND  EXCHANGE  COMMISSION— Con.    «*»«• 
Hearings,  etc. — Continued  , 

Toledo  Edison  Co 2424 

United   Corp 2563,2732.2823 

United  Fuel  Gas  Co 2425 

United  Gas  Corp 2822 

United  Light  and  Power  Co 2364,  2821 

United  Light  and  Railways  Co—  2364,  2518,  2535.  2730.  2821 

United  Natural  Gas  Co 2651 

Utah  Power  and  Light  Co 2387 

Virginia  Gas  Transmission  Corp 2733 

Vultee  Aircraft  Corp 2363 

Wachusett  Electric  Co 2771 

Washington  Stock  Exchange 2223 

West  Penn  Electric  Co 2422 

West  Penn  Power  Co 2422 

West  Penn  Railways  Co 2422 

West  Texas  Gas  Co 2425 

Western  Iowa  Power  Co 2535 

Western  Massachusetts  Companies 2223,  2601 

Weymouth  Light  and  Power  Co 2771 

Wisconsin  Electric  Power  Co 2619 

Wisconsin  Gas  and  Electric  Co 2618 

Wisconsin  Hydro  Electric  Co 2652 

Worcester  County  Electric  Co 2771 

Worcester  Gas  Light  Co 2731 

Worcester  Suburban  Electric  Co 2771 

Regulations  under  various  acts: 

Investment  Company  Act  of  1940;  incorporation  of 
document  in  registration  statement  by  refer- 
ence, redeslgnation 2761 

Securities  Act  of  1933: 
Form  S-7  for  registration  of  securities  of  interna- 
tional banking  organizations,  redeslgnation __     2761 
Interpretative  releases,  opinion  of  General  Coun- 
sel relating  to  "when-issued"  trading 2831 

Securities  Exchange  Act  of  1934;  exemptions  from 

certain  sections  of  the  act: 

Section  11   <d)    (1)    (segregation  of  functions  of 

members,  brokers  and   dealers*,  extensions 

of  credit  to  transferees  of  right;  proposed 

rule  making 2702 

Section  16  'b)  (statements  and  reports  to  be  filed 
by  directors,  officers  and  principal  stock- 
holders of  equity  securities) ;  certain  acqui- 
sitions of  securities  under  bonus,  profit-shar- 
ing or  similar  plans 2522 

SELECTIVE  SERVICE  SYSTEM: 

Organization,    delegations    of    final    authority,    and 

places  at  which  information  may  be  secured 2676 

Regulations  as  prescribed  by  Director  of  Selective 

Service;  records  administration  in  Federal  record 

depots,    supplying    information     (contained     In 

records > : 

To  Federal  agencies  and  officials: 

Air   Force   Department 

Army  Department 

To  officials  and  agencies  of  States,  District  of  Co- 
lumbia, territories  and  possessions  of  United 
States: 

Hawaii 

Iowa 

New  Jersey 

New  York 

Virginia 

SOCIAL  SECURITY  ADMINISTRATION: 

See  Pnblic  Assistance  Bureau. 

STATE   DEPARTMENT: 
Delegation  of  authority  from  Secretary  to  various 
officials   of   New   York   Regional   Administrative 
Office   to   sign   contracts.   Government   bills   of 

lading,  etc —     2614 

Regulations: 

Aliens  entering  United  States,  documentation  of. 

See  Visas. 
Compensation,  foreign  and  territorial;  additional 
compensation  In  foreign  areas,  designation  of 

differential  posts 2433 

Japanese  Government,  former;  relinquishment  of 
control  over  certain  property  of.  to  Office  of 

Allen  Property 2590 

2563             Visas:    documentation   of   aliens   entering  United 
States 
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STATE  DEPARTMENT— Continued 

Regulations — Continued 
Visas:    documentation   of   aliens  entering   United 
States — Continued 
Classification  of  aliens;   aliens  bom  In  Puerto 
Rico  or  the  Virgin  Islands,  Guam,  or  Ameri- 
can Samoa,  certain  citizens  of  Philippines, 

treaty  aliens,  etc 

Definitions    (alien.   United  States,   International 

organization,  Filipino  person*,  etc.) 

Government    officials;    interpretation    of    term 

••family" 

Immigrants: 
Immigrants  not  required  to  present  passports 

or  visas;  miscellaneous  amendments 

Immigrants  required  to  present  passports  but 

not  visas 

Immigration-visa    applications;    disposition    of 

original  and  copies 

Immigration-visa  procedure: 
Registration  of  aliens  who  are  in  United  States- 
Removal  of  names  from  registration  list;  certain 

nonimmigrants 

Nonimmigrants : 
Classes    of;    representatives    to    international 

organization,  etc 

Documentary  requirements  for 

Passports  but  not  visas,  presentation  of,  re- 
quired from;  certain  emergency  classes 

Passports   or   visas,   presentation   of,   not   re- 
quired from;  miscellaneous  amendments. _ 
Nonquota  Immigrants: 
Nonquota  status  of  certain  citizens  of  Republic 
of  Philippines  and  their  wives  and  unmar- 
ried children  under  18  years  of  age 

Waiver  of  supporting  documents  for  certain 

students 

Passport  visas: 
Applications  for  passport  visas,  limited-entry 
certificates,  and  transit  visas  or  certificates ; 

forms  used,  etc 

Pees  for  passport-visa  services 

Passports  and  travel  documents ;  required  validity, 
temporary  visitors,  transit  aliens,  and  non- 
quota students,  deletion  of  provision  respect- 
ing certain  extensions 

Registration  and  fingerprinting: 
Advice  to  be  given  aliens  excepted  from  regis- 
tration and  fingerprinting 

Disposition  of  fingerprinting  records;  transmis- 
sion and  retention  of  forms 

Exemptions    from    registration    and    finger- 
printing  

Failure   to   maintain   exempt   status  requires 
registration  and  fingerprinting,  revocation. 

Fingerprinting  procedure 

Registration  and  fingerprinting  provisions 

Reports,  etc.;  reports  to  Department  of  visas 
granted  or  refused,  additional  reports  from 

diplomatic  and  consular  offices 

STATE  AND  LOCAL  OFFICES,  holding  of.  by  Federal 
officers  and  employees:  residents  of  Norrls.  Ten- 
nessee, permitted  to  hold  municipal  offices.  Ex- 
ecutive order  respecting.  See  Presidential  docu- 
ments. 
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SURPLUS  PROPERTY,  disposal  of. 
Administration. 


See  War  Assets 


TARIFF  COMMISSION,  UNITED  STATES: 
Applications  for  investigations  and  relief  from  alleged 
threat   of  injury   due  to  increased   imports  of 
various  commodities: 

Clothespins,  spring 2185 

Hops 2566 

Ohve  oil __     2389 

Petroleum  and  petroleum  products 2365 

TAXES:  regulations  respecting  collection,  determina- 
tion, etc.    See  Internal  Revenue  Bureau. 
TONNAGE  DUTIES,  suspension  of.  on  vessels   from 
Israel  and  Union  of  South  Africa;  proclamations 
respecting.     See  Presidential  documents. 
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TREASURY  DEPARTMENTS  >>»ge 
See  Coast  Guard. 
Customs  Bureau. 
Federal  Supply  Bureau. 
Internal  Revenue  Bureau. 
Office  of  Secretary: 
Assistance  to  foreign  countries;  financing  of  pro- 
curement approved  by  Secretary.     See  main 
heading  Economic  Cooperation  Administration. 
Claims  regulations;  Federal  Tort  Claims  Act.  stat- 
ute of  limitations 2254 

Public  Debt  Bureau: 

Treasury  bonds  of  1949-51.  2%.  call  for  redemption.     2578 
Treasury  certificates,   offering  of;   Series  E-1950, 

1V^% 2727 

u 

UNION  OF  SOUTH  AFRICA;  saspenslon  of  tonnage 
duties  on  vessels  from,  proclamation  respecting. 
See  Presidential  documents. 


VESSELS: 

Coast  Guard  regulations  respecting.    See  Coast  Guard. 

Maritime  carriers.    See  Maritime  Commission. 

Tonnage  duties,  suspension  on  vessels  from  Israel  and 
Union  of  South  Africa;  proclamation  respecting. 
See  Presidential  documents. 
VETERANS : 

Benefits  to.    See  Veterans  Administration. 

Public  lands,  rights  of  veterans  to.     See  Land  Man- 
agement Bureau:  Reclamation  Bureau. 

VETERANS'  ADMINISTRATION: 

Organization;    revision 

Regulations: 
Dependents  and  beneficiaries  claims;   biu-ial   and 
funeral  expenses  and  transportation  of  bodies 
of  veterans: 
Death  occurring  while  traveling  under  prior  au- 
thorization   or    while    properly    hospitalized 

by  VA 

Unclaimed  bodies,  evidence  required  In  case  ofll 
Insurance : 
National    Service   Life   Insurance;    special    div- 
idends  

United  States  Government  Life  Insurance;  spe- 
cial   dividends 

Legal  services,  solicitor's  office: 
Administrative;   organization   and   functions  of 
office  of  chief  attorney,  regional  offices  or 

centers 

Activities """"""III 

Chief  attorney: 
Duties  of  chief  attorney,  regional  office  or 

center;  guardianship  services 

Functions  of  chief  attorney,  branch  office- 

cancellation J 

PMeld  examinations,  types  of 1.1-111.1.1 

Guardian.ship  services: 
Commitment  of  mentally  incompetent  benefi- 
ciaries, appointment  of  guardians  for  in- 
competent  and    minor   beneficiaries,    and 
payment  of  expenses  in  connection  with 
such  appointment: 
Authorizing  transportation  necessary  for  ap- 
pointment of  guardian  for.  or  for  com- 
mitment of,  veteran  beneficiary 

Chief  attorney  empowered  to  authorize  em- 
ployment of  local  attorney,  schedule  of 

attorney's  fees 

Chief  attorneys  delegated  power  to  authorize 
costs  incident  to  appointment  of  guard- 
ians  

Costs  for  appointment  of  guardians  when 
authorized  at  VA  expense 

Costs  for  commitment  of  insane  veterans 

Court  costs,  what  may  be  included  as " 

Determination  of  need  for  Institutional  award 
and  notification  to  adjudicating  agency. 
Limitation  of  wards  to  individual  guardian- 
Overpayments  or  illegal  payments  to  fidu- 
ciaries, effecting  recovery  of 

Schedule  of  attorneys'  fees  payable  by  VA^ 
cancellation 
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VETERANS'  ADMINISTRATION— Continutd 
Regulations — Continued 
Legal  services,  solicitor's  office — Continued 
Guardianship  services — Continued 
Custodians,  guardians,  etc.,  and  chief  officers  of 
institutions,  supervision  of: 
Action  upon  receipt  of  account,  action  where 

funds  escheat  to  United  States 2258 

Appeals,  cost  of.  may  be  paid 2259 

Award  information  to  chief  attorney 2258 

Branch  chief  attorney  to  authorize  costs  of 
legal  action  under -second  proviso  of  sec- 
tion 21  (2)  of  World  War  Veterans'  Act; 

cancellation 

Chief  attorney  authorized  to  file  exceptions, 
to  institute  other  legal  proceedings  and 

incur  costs 

Claims  of  creditors - 2259 

Investments,  inspection  of  assets 2258 

Legal  custodian  may  be  required  to  furnish 

bond 2258 

Principal  attorney 2257 

Envelopes,  penalty,  use  of 2255 

Guardians,  removal  and  discharge  of;  grounds 
for  removal: 
Chief  attorney  to  supply  evidence  of  appoint- 
ment to  adjudicative  services 2259 

Chief  attorney  to  suspend  payments,  author- 
ity   of -     2259 

Procedure  to  be  followed  in  recognizing  legal 
custodian,  appointment  -of  guardian  for 
minor  or  mentally  incompetent  beneficiary, 
and  making  of  institutional  awards: 

Bond  of  custodian 2255 

Certificate  of  custody  authority  for  payment.     2256 
Diary  and  follow-up  by  originating  service 

and  notice  by  regional  chief  attorney—-    2255 

Form  of  notification 2255 

Notification  to  chief  attorney - —     2255 

Policy  in  recognizing  banks  and  trust  com- 
panies      2256 

Solicitor  authorized  to  waive  limitation  as  to 

amount  of  award 2255 

State  legislation 2255 

Legal  services: 

Domestic  relations  questions ^'^i^f 

Legal  advice  or  assistance  on  general  law.  state 
law,  real  and  personal  property  law.  loan 
guaranty  or  insurance  cases,  personal,  fiscal 

matters,  etc 2260 

Litigation: 

Ca.ses  affecting  VA  generally ^^^i 

Habeas  corpus  writs 2261 

Suits  by  or  against  United  States  or  VA  offi- 
cials      2260 

Suits  involving  loan  guaranty  matters  and 

disposition  of  personal  property 2260 

Loan  activities;  power  of  attorney  and  delega- 
tion of  authority  in  guaranty  and  insurance 
~     loans,  to  loan  guaranty  officers  under  Title 

■^TI.  Public  Law  346.  78th  Congress 2263 

Authority  of  solicitor  and  chief  attorneys; 

cancellation 2263 

Power   of   attorney   and  delegation  of  au- 
thority     2263 

Opinions,  interpretative,  request  for 2253 

Precedents 2259 

Prosecution:  ...  oo«i 

Administrative  action  prior  to  submission...  .-J-Jbi 
Arrests  when  person  refuses  to  leave  hospital 

or  home 2261 

Collections  or  adjustments 2261 

Crimes  or  offenses  on  reservations 2261 

Procedure  where  violation  of  penal  statutes  is 

involved — 2261 

JSubmissions  from  field 2259 

Torts : 

Central  office  and  district  office  cases 2262 

Claim  forms 2262 

Collisions;  revision  and  redesignatlon 2202 

Damage  or  loss  due  to  other  causes;  revision 

and  redesignatlon 2262 

Determination  of  liability;  revision  and  re- 
designation 2263 

Investigation *^^; 

Liability --•  2261 


VETERANS'  ADMINISTRATION— Continued  *'''«* 

Regulations — Continued 
Legal  services,  solicitor's  office — Continued 
Legal  services — Continued 
Torts — Continued 
Property,  damage  to  or  loss  of: 

Government  property 2263 

Patients'  property 2263 

Report 2262 

Recognition  of  organizations,  accredited  repre- 
sentatives, attorneys,  agents,  rules  of  practice 
and  information  concerning  fees.  Public  No. 
844.  74th  Congress: 

Accredited  representatives 2263 

Attorneys  and  agents,  recognition  of 2264 

Character  and  citizenship 2264 

Knowledge  of  laws 2264 

Recognition  of  attorneys  by  field  stations,  noti- 
fication of 2264 

Medical: 

Hospital  and  domiciliary  care;  eligibility  for  hos- 
pital treatment  or  domiciliary  care  of  persons 
discharged,  released  or  retired  from  active 

military  or  naval  service 2832 

Out-patient  treatment 2832 

VIRGIN  ISLANDS: 
Aliens;  visa  regulations.    See  State  Department. 
Radio  broadcast  service  in.  See  Federal  Communica- 
tions Commission. 
School  lunch  program.    See  Agriculture  Department. 
VISAS.    See  Immigration  and  Naturalization  Service; 
State  Department. 


w 

WAGE   AND    HOUR   DIVISION,    DEPARTMENT     OF 
LABOR: 
Regulations,  orders,  etc.: 
Employment  of  learners;  issuance  of  certificates,  for 
various  industries: 

Milling - - -y.-..l\\\ 

Printing ''«'•**'  ^^"^ 

Sewing,  machine 2535 

Handicapped   workers   oi*  handicapped   clients  in 
sheltered  workshops,  employment  of;   special 
certificates.  Issuance  to  certain  workshops: 
Brooklyn  Bureau  of  Social  Service  and  Children's 

Aid   Society 2598 

Cleveland  Rehabilitation  Center 2419 

Columbus  Goodwill  Industries 2419 

Little  Rock  Goodwill  Industries.  Inc 2598 

Mississippi  Society  for  Crippled  Children   and 

Adults.  Inc 2245 

Travis  County  Association  for  the  Blind 2598 

Washington  Society  for  the  Blind 2245 

Home  workers;  in  Puerto  Rico.    See  Puerto  Rico. 
Puerto  Rico,  home  workers  In: 

Needlework   industries 2688,2747 

Other  than  needlework  Industries;  minimum  piece 
rate  for  hand-braiding  of  cotton  tape  but- 
tons, proposed  rule  making 2812 

WAGES  AND  SALARIES : 

Foreign  and  territorial  service  of  Federal  personnel: 
compensation  and  allowances  for.  See  Civil 
Service  Commission;  Public  Health  Service; 
State  Department. 

Minimum    wages.    See    Public    Contracts    Division; 
Wage  and  Hour  Division. 
WAR  ASSETS  ADMINISTRATION: 

Surplus  property  located  in  United  States,  territories 
and  possessions,  disposal  of;  forms  for  reporting 
strategic  materials  (correction) 2380 

Transfer  of  certain  lands.  Pacific  County,  Washing- 
ton; transfer  of  Tioga  Station.  Harbor  Defenses 
of  Columbia  River,  to  State  of  Washington  for 
wildlife  conservation  purposes 

WILDLIFE: 

Regulations  respecting.    See  Fish  and  Wildlife  Service. 
Transfer  of  certain  lands  for  wildlife  conservation  pur- 
poses.   See  War  Assets  Administration. 
WORLD     WAR     II     UNITED     STATES     MILITARY 
CEMETERIES:     functions     of     American     Battle 
Monuments  Commi.sslon  pertaining  to.  Executive 
order  respecting.    See  Presidential  documents. 
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A  numerical  list  of  the  sections  of  the  Code  of  Federal  Regulations  afTected  by  documents  published  during  May  1949, 
Page  numbers  of  documents  affecting  sections  but  not  specifically  amending  the  text  thereof  appear  In  brackets  except  in 
Title  3. 


TITLE  3 

Chapter  I  (Proclamations^ : 
July  1.  1910  (see  PLO  586)  _. 

2837 

2838 __ 

2839 ___ 

2840 

2841 

2842 

Chapter  II  (Executive  orders) : 
July  1.  1908  (see  PLO  586>_._ 
June  8,  1926  (see  PLO  586)_._ 

9  (amended  by  EO  10055) 

1919'2    (see   PLO   587) 

9630'  (see  TO  39) 

9830     (amended     by     T.     5. 
Part    6) 2189. 

10055  

10056  

10057  

10058  

TITLE  5 
Chapter  I: 

Part  6: 

6.149 2189. 

Part  9: 

9.105    ... 

Part  24: 

24.27    

Chapter  II: 

Part  200: 
200.1 

Part  210: 

21011 

210.14    

Appendix  A 

Part  220: 

220.2    

2203    

Part  230: 

230  2 

2303    

230  4 

230.6 

Chapter  III: 

Part  325: 
325.11 , 

Part  350: 

350.2 

350  3 

Chapter  IV: 

Part  400: 
400.1-400.6 

TITLE  6 
Chapter  I: 
Part  10: 

10.2 

Parts  92-97  [rerofcedl 

Chapter  III: 
Part  311: 

31130. __ _. 

Part  332: 

332  21 _. 

332  22 

Part  371: 

371.36 

Chapter  IV: 
Part  405: 

405.1 2372 

Part  507: 
507  6 2659 
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TITLE  6^Continued  ^^^ 

Chapter  IV — Continued 
Part  517: 

517.1-517.9    __     2191 

Part  610: 

610.111 2585 

Part  633: 

633  100 2605 

Part  643: 

643.27 2435 

643  44 __     2586 

643  74 2777 

Part  664: 

664.16 2541 

Part  672: 

672.1-672.9 2777 

TITLE  7 
Chapter  I : 
Part  26 : 

Proposed  rules 

Part  51 : 

51.342 2543. 

51  366 2161. 

51.394 _ 

Part  52 : 

Proposed  rules 2613. 

Chapter  II : 
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Proposed  rules. 
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TITLE  9 
Chapter  I: 
Part  51: 

51.8.- _ 2164 
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151.10. __ 2164 
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Proposed  rules 2243 
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TITLE  14— Continued  P*«* 

Chapter  I — Continued 
Part  43— Continued 

43.680 2198 

43.9 2198 

Part  44 : 

44 1  2198 

44^3  I 2198 

Part  49 ; 

49.0-49.81 2787 
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Proposed  rules 2359 
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Technical  amendment 2199 

61.09 2199 

61.523 2199 
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Proposed  rules 2574 

Part  228: 

228.3 2574 

Part  292: 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  III — Farmers  Home  Admin- 
istration, Department  of  Agricul- 
ture 

Swbihopter  B — Farm  Ownership  Loons 

Part  332 — Processing  Insured  Loans 

subpart  b — state  office  routine 

Sections  332.21  and  332.22  in  Title  6. 
Code  of  Federal  Regulations  (13  P.  R. 
9415),  are  amended  to  read  as  follows: 

5  332.21  Endorsement  of  promissory 
note  (or  bond)  for  insurance.  The  State 
Director  is  authorized  to  endorse  promis- 
sory notes  (or  bonds)  for  mortgage  in- 
surance upon  receipt  of  the  preliminary 
opinion  from  the  representative  of  the 
Office  of  the  Solicitor  that  title  is  satis- 
factory or  that  it  appears  satisfactory 
title  can  be  obtained.  The  State  Director 
will  sign  the  "Insurance  Endorsement" 
on  the  original  promissory  note  (or  bond) 
but  will  leave  blank  the  effective  date  of 
the  "Insurance  Endorsement."  The 
County  Supervisor  is  responsible  for 
entering  the  effective  date  of  the  "In- 
surance Endorsement"  on  the  date  the 
loan  is  closed.  (Sec.  41  (i),  60  Stat. 
1066;  7  U.  S.  C.  1015  (i) .  Interprets  and 
applies  sec.  12  (a).  60  Stat.  1076;  7 
U.  S.  C.  1005b  (a))  [PHA  Instruction 
443.51 

!  332.22  Actions  subsequent  to  closing 
insured  loan,  (a)  When  the  representa- 
tive of  the  Offlce  of  the  Solicitor  has  re- 
viewed the  necessary  documents  such 
as  the  deed,  the  conformed  copy  of  the 
promissory  note  (or  bond),  the  original 
recorded  mortgage  (deed  of  trust)  or 
certified  copy  thereof,  the  extended  ab- 
stract or  certificate  of  title,  the  title 
Insurance  policy,  and  the  Initialed  copy 
of  the  closing  instructions,  and  has  de- 
termined that  the  lender  holds  a  first 
mortgage  (deed  of  trust)  on  the  farm, 
he  will  issue  a  final  opinion  and  will 
transmit  to  the  State  Director  the  follow- 
ing: (1)  The  conformed  copy  of  the 
promissory  note  (or  bond),  (2)  the  origi- 
nal recorded  mortgage  (deed  of  trust)  or 
certified  copy  thereof,  (3)  the  mort- 
gagee's policy  of  title  insurance.  If  any, 
(4)  the  owner's  policy  of  title  insurance. 
If  any,  (5)  any  abstract  material,  and 
<6)  the  final  opinion. 

(b)  Upon  receipt  of  the  Items  from  the 
repre.-entative  of  the  OfBce  of  the  So- 
licitor listed  in  paragraph  (a)   of  this 


section,   the   following   actions   will   be 
taken  by  the  State  OfBce. 

(1)  The  original  recorded  mortgage 
(deed  of  trust),  if  not  previously  de- 
livered to  the  lender,  will  be  delivered  to 
him  immediately. 

(2)  The  State  Director  will  complete 
Form  FHA-38  (certification  as  to  cus- 
tody of  documents)  and  send  it  to  the 
lender  for  each  insured  loan  made  by  a 
National  bank.  He  also  will  send  a  com- 
pleted Form  FHA-38  to  any  holder  of 
the  mortgage  (deed  or  trust)  other  than 
a  National  bank  who  requests  informa- 
tion as  to  the  custody  of  the  property 
in.surance  policy,  mortgagee's  title  insur- 
ance policy  or  abstract  of  title,  and  ap- 
praisal reports. 

(3)  The  owner's  policy  of  title  in- 
surance, if  any,  will  be  forwarded  to  the 
County  Supervisor  with  instructions  that 
the  policy  be  delivered  to  the  borrower 
for  safekeeping.  (Sec.  41  (i),  60  Stat. 
1066;  7  U.  S.  C.  1015  (i>.  Interprets  and 
applies  sec.  12  (a).  60  Stat.  1076;  7 
U.  S.  C.  1005b  (a))  I  PHA  Instruction 
443.5] 

Dated:  April  5,  1949. 

[seal]  Dillard  B.  Lasseter, 

Administrator, 
Farmers  Home  Administration. 

Approved:  April  27,  1949. 

A.  J.   LOVELANB, 

Acting  Secretary  of  Agriculture. 

[P.    R.    Doc.    49-3414:    FUed,    May    2,    1949; 
8:47  a.  m.| 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  51 — Fruits,  Vegetables  and  Other 
Products  (Grading,  Ckrtification  and 
Standards) 

united  states  standards  for  potatoes 

Correction 

In  Federal  Register  Document  49-3150. 
appearing  at  page  1955  of  the  issue  for 
Friday,  April  22.  1949,  the  following 
changes  are  made: 

1.  In  j  51.366  (a)  the  third  line  from 
the  end  of  subparagraph  (4)  should  read: 

(Continued  on  next  page) 
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"specified,  and  except  That  at  least  one 
defective". 

2.  In  §51.366  (f>  <10>  (ID  the  word 
"potato"  appearing  In  the  next  to  the 
last  line  should  read  "potatoes". 


Chapter  III — Bureau  of  Entomology 
and  Plant  Quarantine,  Department 
of  Agriculture 

Part  321 — Restricted  Entry  Orders 

importation  of  potatoes  into 

XroiTED  STATES 

Pursuant  to  the  authority  conferred 
upon  the  Secretary  of  Agriculture  by  sec- 
tion 5  of  the  Plant  Quarantine  Act  of 
1912,  as  amended  (37  Stat.  316;  7  U.  S.  C. 
159),  %  321.8  of  Title  7,  Code  of  Federal 
Regulations  (7  CFR,  1944  Supp.,  321.8) 
(Regulation  7  of  the  Regulations  Gov- 
erning the  Importation  of  Potatoes  into 
the  United  States,  effective  March  1, 
1922,  as  amended,  effective  September  1. 
1943  and  April  15,  1944),  Is  hereby  fur- 
ther amended  to  read  as  fololws: 

8  321.8  Special  provision  for  the  im- 
portation of  potatoes  from  Bermuda  and 
the  Dominion  of  Canada  (except  Ncu-- 
foundland),  the  States  of  Chiapas. 
Guanajuato.  Jalisco.  Queretaro.  San 
Luis  Potosi.  Sonora,  and  Tamaulipas. 
Mexico,  and  the  Northern  Territory  of 
Baja  California,  Mexico,  into  the  United 
States.  Potatoes  may  be  Imported  from 
Bermuda  and  the  Dominion  of  Canada 
(except  Newfoundland)  Into  the  United 
States  or  any  of  its  Territories  or  Dis- 
tricts, free  of  any  restrictions  whatso- 
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ever,  until  otherwise  ordered,  under  the 
Plant  Quarantine  Act  of  August  20,  1912. 

Importations  from  the  State  of  Sonora. 
Mexico,  will  be  permitted  to  enter 
through  the  ports  of  Douglas,  Naco,  and 
Nogales,  Ariz.,  and  such  other  ports  as 
may  be  designated  in  the  permit;  Im- 
portations from  the  States  of  Chiapas, 
Guanajuato,  Jali.^co,  Queretaro,  San  Luis 
Potosi,  and  Tamaulipas,  Mexico,  will 
likewise  be  permitted  to  enter  through 
these  ports  and,  in  addition,  through  the 
ports  of  Brownsville,  Laredo,  Eagle  Pass, 
and  El  Paso,  Tex.,  and  such  other  ports 
as  may  be  designated  in  the  permit. 

Importations  from  the  Northern  Ter- 
ritory of  Baja  California,  Mexico,  will 
be  permitted  to  enter  through  the  ports 
of  Calexico  and  San  Ysidro,  California, 
and  such  other  ports  as  may  be  desig- 
nated in  the  permit. 

Importations  of  potatoes  thus  author- 
ized entry  from  Mexico  shall  be  in  com- 
pliance with  the  provi-sions  of  «§  321.2  to 
321.7  'Regulations  1  to  6)  of  the  regula- 
tions governing  the  importation  of  po- 
tatoes into  the  United  Stales  (7  CFR 
321  1  to  321.7). 

This  amendment  makes  no  substan- 
tive change  in  the  regulations  but  merely 
recognizes  the  change  in  the  status  of 
Newfoundland  from  a  British  colony  to 
a  province  of  the  Dominion  of  Canada. 
Section  321.3  provides  for  the  importa- 
tion of  potatoes  only  from  such  countries 
as  are  known  to  be  free  from  potato  wart. 
Since  the  potato  wart  is  known  to  exist 
in  Newfoundland,  imp>ortations  from 
Newfoundland  are  not  permitted  under 
present  regulations.  Section  321  8  per- 
mits the  importation  of  potatoes  from 
Canada  without  restriction,  and  with  the 
incorporation  of  Newfoundland  into  the 
Dominion  of  Canada  it  becomes  neces- 
sary to  except  Newfoundland  from  the 
operation  of  §  321.8  in  order  that  existing 
restrictions  may  continue  to  apply  to 
Newfoundland. 

Accordingly,  it  is  found  that  notice  and 
public  procedure  on  the  prop>osed  amend- 
ment are  unnecessary,  and  good  cause  is 
found  for  making  this  amendment  effec- 
tive within  less  than  30  days  after  its 
publication  In  the  Federal  Register. 

This  amendment  shall  become  effec- 
tive on  and  after  May  2,  1949. 

(Sec.  5.  37  Stat.  316;  7  U.  S.  C.  159) 

Issued  this  27th  day  of  April  1949. 

[seal]  a.  J.  LOVELAND, 

Acting  Secretary  of  Agriculture. 

R.    Doc.    49-3413:    Filed,    May    2,    1949; 
8:47  a.  m.| 
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Chapter  VIII — Production  and  Mar- 
keting Administration  (Sugar 
Branch),  Department  of  Agriculture 

Subchopttr   B — Sugar   Requirements  and   Quotas 
[Sugar  Reg.  816,  Amdt.   1) 

Part  816 — Exciss-Quota  Sugar 

By  Virtue  of  the  authority  vested  in 
the  Secretary  of  Agriculture  by  the  Sugar 
Act  of  1948  (61  Stat.  922,  7  U.  8.  C.  1100) 
and  the  Administrative  Procedure  Act 
<60  Stat.  237>  Sugar  Regulation  816  (for- 
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merly  General  Sugar  Regulations,  Series 
3.  No.  2.  as  amended)  (13  F.  R.  127,  1076, 
2063,  4590,  5903,  14  F.  R.  466)  Is  hereby 
amended  as  herinafter  set  forth. 

Basis  and  purpose.  This  amendment 
is  issued  pursuant  to  the  Sugar  Act  of 
1948  and  deals  with  the  administration 
of  the  sugar  quota  system  provided  by 
that  act.  Its  purpose  is  to  extend  to  all 
domestic  sugar-producing  areas  the  ap- 
plication of  the  regulations  pertaininR  to 
the  handling  of  excess-quota  sugar.  No- 
tice that  the  Secretary  proposed  to  issue 
the  rule  set  forth  below  was  given  (14 
F.  R.  1396)  and  all  written  expressions 
of  views  were  considered.  Current  al- 
lotments of  the  1949  sugar  quotas  for 
Puerto  Rico  are  tentative  and  allottees 
thereunder  are  not  permitted  to  market 
in  excess  of  SC;  of  such  initial  allot- 
ments pending  th^^  issuance  of  final  al- 
lotments when  1949  production  records 
become  available.  It  is  essential  that 
arrangements  be  made  whereby  allottees 
will  be  permitted  to  deliver  to  refiners 
for  further  processing  raw  sugar  in 
amounts  up  to  the  full  initial  allotment 
in  order  not  to  interrupt  the  continuous 
operation  of  a  refinery  until  all  needed 
supplies  of  refined  sugar  have  been  re- 
fined. These  regulations  will  permit  the 
marketing  of  excess-quota  sugar  for  fur- 
ther processing  under  bond  by  the  re- 
finer. Therefore,  it  is  hereby  found  that 
compliance  with  the  30-day  effective  date 
requirement  of  the  Administrative  Pro- 
cedure Act  is  impracticable  and  contrary 
to  the  public  interest  and,  consequently, 
this  amendment  sliall  be  effective  when 
published  in  the  Federal  Regisier. 

Sugar  Regulation  816  (formerly  Gen- 
eral Sugar  Regulations,  Series  3,  No.  2, 
as  amended)  <13  F.  R.  127,  1076,  2063, 
4590,  5903,  14  F.  R.  466)  is  hereby 
amended  to  read  as  follows: 

Sec. 

816.1  Definitions. 

816.2  Processing  excess-quota  sugar  under 

bond. 
8i6  3     Marketing  of  excess-quota  sugar. 
8164     Release  of   bond. 
816.5     Delegation  of  authority. 

AtrrHORrrT:  §§816  1  to  818.5  Issued  under 
sec.  403,  61  Slat.  932. 

§  816.1  Definitions.  As  used  in  §§  816.1 
to  816.5: 

(a»  The  term  "act"  means  the  Sugar 
Act  of  1948  (61  Stat.  922). 

(b)  The  term  "person"  means  any  in- 
dividual, partnership,  corporation,  or  as- 
sociation. 

(c)  The  term  "Department"  means 
the  United  States  Department  of  Agri- 
culture. 

(d)  The  term  "Secretary"  means  the 
Secretary  of  Agriculture  or  any  officer  or 
employee  of  the  Department  to  whom  the 
Secretary  has  lawfully  delegated  the  au- 
thority to  act  in  his  stead. 

(e)  The  term  "domestic  sugar-pro- 
ducing area"  means  the  domestic  beet 
sugar  area,  the  mainland  cane  sugar 
area,  Hawaii,  Puerto  Rico  or  the  Virgin 
Islands. 

(f)  The  term  "quota"  means  the  sugar 
quota  fixed  by  the  Secretary  for  a  do- 
mestic sugar  producing  area,  pursuant 
to  the  act. 

(^gi  The  term  "allotment"  means  any 
allotment  of  the  quota  made  by  the  Sec- 
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retary  pursuant  to  section  205  (a)  of 
the  act. 

(h)  The  term  "processor"  means  any 
person  engaged  in  the  manufacture  of 
sugar  from  sugar  beets  or  sugarcane 
grown  in  a  domestic  sugar  producing 
area.  Where  settlement  with  a  producrr 
of  sugarcane  Is  made  in  su?ar  the  term 
shall  also  include  such  producer. 

(i)  The  term  "excess-quota  sugar" 
means  all  sugar  owned  by  a  proccs.  or 
after  the  allotment  for  such  processor 
for  the  current  year  or  such  portion 
thereof  as  may  be  determined  by  the 
Secretary  has  been  filled  or.  if  no  allot- 
ment has  been  made,  all  sugar  owned  by 
a  processor  after  the  applicable  quota 
for  the  current  year  has  been  filled. 

§  816.2  Processing  excess-quota  sugar 
under  bond.  Excess-quota  .sugar  pro- 
duced from  sugarcane  grown  in  a  domes- 
tic sugar-producing  area  may  be  mar- 
keted for  further  processing  on  the 
following  conditions: 

(a)  That  the  processor  file  with  the 
Director  of  the  Sugar  Branch.  Produc- 
tion and  Marketing  Administration,  De- 
partment of  Agriculture,  Washington  25, 
D.  C,  an  application  setting  forth  the 
quantity  and  type  of  sugar,  approximate 
polarization,  identification  marks,  and 
the  place  where  the  sugar  is  stored  or  is 
being  produced:  and 

(b)  That  the  per.<;on  to  whom  the 
sugar  is  delivered  shall  furnish  a  bond, 
with  a  surety  or  sureties  satisfactory  to 
the  Secretary  and  in  such  amount  as  the 
Secretary  shall  determine,  obligating 
such  per.^on  to  segregate  physically  the 
sugar  within  30  days,  or  such  .shorter 
period  as  may  be  designated  by  the  Sec- 
retary, and  to  hold  .such  sugar,  or  an 
equivalent  amount  thereof,  apart  from 
all  other  sugar  until  the  beginning  of  the 
next  calendar  year  or  until  such  earlier 
date  as  the  Secretary  may  specify. 

(c)  That  the  proce.ssor  .':hall  not  mar- 
ket sugar  against  allotments  subse- 
quently made  available  to  him  until  all 
bonds  covering  sugar  delivered  by  such 
processor  are  released. 

§  816.3  Marketing  of  excess-quota 
sugar.  Excess-quota  sup^ar  produced 
from  sugar  beets  or  sugarcane  grown  in 
a  domestic  sugar-producing  area  may  be 
marketed  if  the  processor  is  the  owner 
of  an  equivalent  amount  of  quota  sugar 
produced  in  the  same  area,  or  else  has 
entered  into  a  contract  for  the  purchase 
of  an  equivalent  amount  of  .such  sugar 
and  takes  delivery  thereof  at  the  com- 
mencement of  the  current  crop,  but  not 
later  than  December  1  of- the  current 
year,  and  holds  such  sugar  until  the  be- 
ginning of  the  next  calendar  year. 

§  816.4  Release  of  bond.  The  S3cre- 
tary  may  release  any  bond  given  under 
§  816,2  to  the  extent  that  such  release  is 
necessary  to  permit  the  marketing  of  any 
increase  in  the  applicable  quota  or  in  an 
allotment  made  to  the  processor  who 
marketed  the  sugar  fo  which  such  bond 
pertained,  or  to  permit  other  disposition 
as  authorized  by  the  Secretary.  Bonds 
shall  be  relea.«;ed  in  the  order  of  i.ssuance 
In  case  more  than  one  bond  covers  sugar 
delivered  by  a  processor. 

5  816.5  Delegation  of  authority.  The 
Director  or  Acting  Director  of  the  Sugar 


•T 


2164 

Branch,  or  the  Chief  or  Acting  Chief  of 
the  Quota  and  Allotment  Division  there- 
of. Production  and  Marketing  Adminis- 
tration, of  the  Department,  the  officer  in 
charge  of  the  Baton  Rouge.  Louisiana, 
office  of  the  Production  and  Marketing 
Administration  of  the  Department  or 
the  acting  officer  in  charge  thereof,  and 
the  Director  or  Acting  Director.  Carib- 
bean  Area.  Production   and  Marketing 
Administration.  United  States  Depart- 
ment of  Agriculture.  San  Juan.  PueHo 
Rico,  are  hereby  authorized  to  act.  jointly 
or  severally,  for  and  on  behalf  of  the 
Secretary  in  administering  the  regula- 
tions in  this  subpart,  except  that  the 
authority  of  the  officer  in  charge  of  the 
Baton  Rouge.   Louisiana,   office  of   the 
Production  and  Marketing  Administra- 
tion or  the  acting  officer  in  charge  there- 
of shall  extend  only  to  the  application 
of  such  regulations  to  sugar  produced 
from  mainland  sugarcane,  and  the  au- 
thority of  the  Director  or  Acting  Director 
of  the  Caribbean  Area  shall  extend  only 
to  the  application  of  such  regulations  to 
sugar  produced  from  sugarcane  in  Puerto 
Rico. 

note:  All  reporting  requirements  of  these 
regulations  have  been  approved  by,  and  sub- 
sequent reixjttlng  and  record-keeping  re- 
quirements will  be  subject  to  the  approval  of . 
the  Bureau  of  the  Budget,  In  accordance  with 
the  Federal  Reports  Act  of  1942. 

Done  at  Washington,  D.  C.  this  27th 
day  of  April  1949.  Witne.ss  my  hand  and 
the  seal  of  the  Department  of  Agricul- 
ture. 

[  SEAL  ]  Charles  F.  Brann an. 

Secretary  of  Agriculture. 

|F     R.    Doc.    49-3417;    Filed.    May    2,    194«: 
8:61  a.  m.| 
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I5L8    Claims  not  allowed.    •     •     • 
(b)  In  the  case  of  either  tuberculosis 
or  paratuberculosis,  if  the  existence  of 
the  disease  in  the  cattle  was  not  deter- 
mined as  the  result  of  a  tuberculin  or 
Johnin  test  applied  by  a  Bureau  veteri- 
narian, a  cooperating  State,  Territorial, 
county,  or  municipal  veterinary  inspec- 
tor, or  an  accredited  veterinarian;   or 
in  the  case  of  Bang's  disease,  if  the  ex- 
istence of  the  disease  in  the  cattle  was 
not  determined  as  the  result  of  an  ag- 
glutination test  applied  by  such  a  vet- 
erinarian or  veterinary  inspector,  or  by 
nonveterinary    technicians    under    the 
supervision  of  a  Bureau  veterinarian,  or 
a  cooperating  State.  Territorial,  county, 
or  municipal  veterinary  inspector.    The 
foregoing  amendment  shall  become  ef- 
fective on  the  1st  day  of  June  1949. 
(23  Stat.  32,  32  Stat.  791.  45  Stat.  59,  58 
Stat.  734,  62  Stat.  507;  21  U.  S.  C.  HI. 
114, 114a) 

Done  at  Washington.  D.  C.  this  27th 
day  of  April  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

I  SEAL]  A.    J.    LOVEL.\ND. 

Acti7ig  Secretary  of  Agriculture. 

IF.    R.    Doc.    49-3416;    FUed.    May    2,    1949; 
8:47  a.  m.| 


b.  Horses  bred  or  born  In  Great 
Britain.  Northern  Ireland.  Republic  of 
Ireland,  or  Prance,  whose  pedigrees  trace 
wholly,  or  In  part,  to  horses  bred  ori)orn 
in  the  United  States;  or 

c.  Horses  from  countries  where  a  book 
of  purebred  registration  for  Thorough- 
breds does  not  exist. 

(Par.  16C6.  sec.  201.  46  Stat.  672;  19 
U.  S.  C.  1201,  par.  1606) 

The  foregoing  amendment  shall  be- 
come effective  on  the  1st  day  of  June 
1949. 

Done  at  Washington,  D.  C.  this  27th 
day  of  April  1949.  Witne.ss  my  hand  and 
the  seal  of  the  United  States  Department 
of  Agriculture. 

[SEALl  A.  J.  LoVELAND, 

Acting  Secretary  of  Agriculture. 

[F.    R.    Doc.    49  3415;    Piled    May    2.    1949: 
8:47  a.  m.I 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Bureau  of  Animal  Indus- 
try,  Department  of  Agriculture 

Subchapter    B — Prevenlion    of    Animal    Disease!, 
Cooperation    With    States 

Part  51— Tubercdlous,  Paratubercd- 
Lous,  AND  Bang's  Disease  Reacting 
Cattle 

claims  not  allowed 

On  February  1.  1949.  a  notice  of  rule 
making  was  published  in  the  Federal 
Register  (14  F.  R.  443)  regarding  a  pro- 
posed amendment  of  §51.8  tb)  of  the 
regulations  for  the  prevention  of  tuber- 
culosis. paTatuberculosis.  and  Bang's 
disease  of  cattle  in  cooperation  with  the 
States  (9  CFR.  Cum.  Supp.,  51.8  (b)), 
pursuant  to  sections  3  and  11  of  the  act 
of  Congress  approved  May  29,  1884,  as 
amended  <21  U.  S.  C.  114.  114a),  section 
2  of  the  act  of  Congress  approved  Feb- 
ruary 2,  1903,  as  amended  (21  U.  S.  C 
111),  and  the  item  in  the  Department  of 
Agriculture  Appropriation  Act,  1949,  for 
eradicating  tuberculosis  and  Bang's  dis- 
ease (62  Stat.  507).  After  consideration 
of  all  relevant  matters  presented,  includ- 
ing the  proposals  set  forth  in  the  afore- 
said notice,  the  said  §  51.8  *b)  is  hereby 
amended  to  read  as  follows: 


Subchapter  f — Animal  Breeds 

Part   151— Reccgmtion   of  Breeds   and 
Books  of  Record  of  Purebred  Anim\ls 

horses 

On  March  19,  1949.  a  notice  of  rule 
making  was  published  in  the  Federal 
Register  (14  F.  R.  1253  >  regarding  the 
proposed  recognition  by  the  Secretary  of 
Agriculture  of  "The  Arabian  Stud  Book" 
and  the  'American  Stud  Book"  as  books 
of  record  of  Arabian  horses  and  Thor- 
oughbreds, respectively. 

After  due  consideration  of  all  relevant 
material  presented  in  connection  with 
the  notice,  including  the  proposals  set 
forth  therein,  the  Secretary  of  Agricul- 
ture, pursuant  to  the  authority  vested  in 
him  by  paragraph  1606  of  section  201  of 
the  Tariff  Act  of  1930  (19  U.  S.  C.  ^ec. 
1201,  par.  1606  >  hereby  recognizes  the 
said  books  of  record  to  the  extent  here- 
inafter designated,  and  hereby  amends 
5  151.10,  Chapter  I,  Title  9,  Code  of  Fed- 
eral Regulations,  by  adding  to  the  sub- 
division of  paragraph  (a>  of  said  section 
relating  to  horses,  the  following  books  of 
record: 

1.  "The  Arabian  Stud  Book,  pub- 
lished by  the  Arabian  Horse  Club  of 
America,  Chicago,  Illinois  (Alfred  R. 
Watt,  Secretary*.  Recognition  of  this 
book  is  restricted  to  Arabian  horses  which 
originate  for  importation  in  Saudi  Ara- 
bia, or  trace  to  pure  Arabian  stock  of 
that  country. 

2.  The  "American  Stud  Book."  pub- 
lished by  the  Jockey  Club.  New  York. 
New  York  (Harold  O.  "Vosburgh,  Regis- 
trar). Recognition  of  this  book  is  re- 
stricted to  Thoroughbreds,  imported  as 
follows: 

a.  Horses  bred  or  bom  in  the  United 
States,  shipped  to  a  foreign  country,  and 
returned  to  this  country; 


TITLE   16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 
Commission 

(Docket  No.  5543] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

bobbin  manufacturers  assn.  et  al. 

5  3.7     Aiding,  assisting,  and  abetting 
unfair  or  unlawful  act  or  practice:  §  3.27 
(h)    Combining  or  conspiring — To  en- 
hance, maintain  or  unify  prices.     I.  In 
or  in  connection  with  the  offering  for 
sale,  sale  or  distribution  In  commerce, 
of  bobbins,  spools,   cones,   rolls,   tubes, 
skewers,  and  kindred  products,  and  on 
the  part  of  eleven  corporate  and  partner- 
ship  concerns,   manufacturers   of   said 
products,  and  on  the  part  of  their  ofBcers. 
agents,  representatives  and  employees, 
entering  into,  continuing,  cooperating  in 
or  carrying  out  any  planned  common 
course  of  action,  understanding,  agree- 
ment,  combination  or  con.spiracy,  be- 
tween or  among  any  two  or  more  of  said 
respondents,  or  between  any  one  or  more 
of  said  respondents,  and  others  not  par- 
ties, to    (1)    establish,  fix  or  maintain 
prices,  terms  or  conditions  of  sale  for  said 
products,  or  adhere  to  or  promi.se  to  ad- 
here to  any  price,  terms  or  conditions  of 
sale  so  established,  fixed  or  maintained: 
(2)  hold  or  participate  in  any  meeting, 
di.scussion  or  exchange  of  information 
among  themselves  or  under  the  auspices 
of  the  respondent  Bobbin  Manufacturers 
Association,  or  any  other  medium  or  cen- 
tral agency,  for  the  purpose  of  discussing 
or  with  the  effect  of  planning  or  devising 
methods  of  fixing,  establishing  or  main- 
taining  prices,  terms  or  conditions  of 
sale  for  said  products;  (3)  exchange,  dis- 
tribute or  relay  among  themselves,  or 
any  of  them,  or  through  the  said  Associa- 
tion or  any  of  its  officers  or  employees, 
or  any  other  medium  or  central  agency, 
price  lists  or  other  information  showing 
current  or  future  prices,  terms,  or  con- 
ditions of  sale  for  said  products;  (4»  ex- 
change, distribute  or  relay  among  them- 
selves, or  any  of  them,  or  through  the 
said  Association,  or  any  of  its  officers 
or   employees,   information   concerning 
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prices  charged  particular  customers,  or 
Information  concerning  orders  received 
monthly  for  said  products,  where  the 
Identity  of  the  manufacturer,  seller  or 
purchaser  may  be  determined  through 
such  information,  and  which  has  the  ca- 
pacity or  tendency  of  a'iding  and  securing 
compliance  with  announced  prices,  terms 
or  conditions  of  sale  for  said  products; 
<5)  expressly  or  impliedly  subscribe  to. 
or  carry  out.  any  past,  presently  existing 
or  new  agreement  to  establish,  maintain 
or  continue  any  plan  for  the  purpose  or 
with  the  effect  of  informing  or  advising 
any  of  the  respondent  manufacturers,  or 
any  other  manufacturer  of  bobbins, 
spools,  cones,  rolls,  tubes,  skewers,  and 
kindred  products,  as  to  prices,  terms,  or 
conditions  of  sale  at  or  upon  which  any 
respondent  manufacturer,  or  other  seller 
of  such  products,  expects  to  make  a  sale 
or  sales  thereof ;  (6)  formulate,  establish. 
put  Into  operation,  continue  or  use  in  any 
way  any  "open  price  plan"  or  "reporting 
plan"  which  has  the  tendency  or  effect  of 
depriving  the  public  of  any  benefit  of 
comf>etitIon  in  price  between  and  among 
the  respondent  manufacturers,  or  be- 
tween any  of  them  and  any  ether  manu- 
facturer or  seller  of  bobbins,  spools, 
cones,  rolls,  tubes,  skewers,  and  kindred 
products;  (7>  authorize  or  permit  the  ex- 
amination of  their  books  or  other  records 
by  any  agent  of  the  respondents,  or  any 
of  them,  to  permit  or  make  possible  a 
collective  or  cooperative  consideration 
through  any  common  agent  of  the  prices 
at  which  any  given  respondent  manu- 
facturer has  made  sales.  Is  currently 
making  sales,  or  expects  to  make  sales, 
and  a  comparison  of  the  prices  at  which 
such  sales  are  made,  or  will  be  made,  with 
the  price  quotations  previously  an- 
nounced by  such  respondent  manufac- 
tiu-ers;  (8>  formulate  or  put  Into  opera- 
tion any  other  plan  or  practice  which  has 
the  purpose  or  the  tendency  or  effect 
of  fixing  prices  for  the  products  manu- 
factured by  the  respondent  manufactur- 
ers or  of  otherwise  restricting,  restrain- 
ing or  eliminating  competition  In  the  sale 
and  distribution  of  such  products:  or. 
(9)  employ  or  utilize  the  said  Association. 
or  any  of  Its  ofiBcers  or  employees,  or  any 
other  medium  or  central  agency,  as  an 
Instrument,  vehicle  or  aid  In  performing 
or  doing  any  of  the  acts  or  practices  pro- 
hibited by  the  Instant  order;  and.  n. 
knowingly  aiding,  assisting,  advismg  or 
cooperating  with  the  aforesaid  respond- 
ents, or  any  of  them,  on  the  part  of  re- 
spondent A.s.sociatlon,  and  Its  officers,  and 
respondent  individuals,  and  their  agents. 
etc..  In  performing  any  of  the  acts  or 
practices  or  doing  any  of  the  things  pro- 
hibited in  prohibitions  one  to  nine.  In- 
clusive, of  the  Instant  order;  prohibited, 
(Sec.  5,  38  Stat.  719,  as  amended  by  sec. 
3.  52  Stat.  112;  15  U.  S.  C.  sec.  45b) 
r  Cease  and  desist  order.  Bobbin  Manu- 
facturers Association  et  al..  Docket  5543, 
March  8,  1949] 

At  a  regular  session  of  the  Federal 
Trade  CommLssIon  held  at  its  office  In 
the  city  of  Washington.  D.  C,  on  the  8th 
day  of  March  A.  D.  1949. 

In  the  matter  of  Bobbin  Manufactur- 
ers Association,  an  unlncorposated  trade 
association;  William  Bourassa.  Individ- 
ually and  as  president  and  a  member  of 
the  executive  committee  of  the  Bobbin 
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Manufacturers  A.«;soclatIon;  George  O. 
Brown.  Sr.,  Individually  and  as  vice-pres- 
ident and  a  member  of  the  executive 
committee  of  the  Bobbin  Manufacturers 
Association;  Matthew  E.  Ward,  individ- 
ually and  as  secretary  of  the  Bobbin 
Manufacturers  Association;  William  J. 
McGeough,  individually  and  as  a  member 
of  the  executive  committee  of  the  Bobbin 
Manufacturers  Association;  American 
Bobbin  Co..  a  corporation;  Jas.  H.  BIU- 
Ington  Co..  a  corporation;  Lloyd  W. 
Sweet.  Ernest  M.  Bowen,  Harry  G. 
Hunter,  and  Bert  T.  Holland,  Jr..  co- 
partners doing  business  as  Bowen- 
Hunter  Bobbin  Company;  The  Dana  S. 
Courtney  Co.,  a  corporation;  The  David 
Blown  Company,  a  corporation;  Lowell 
Shuttle  Company,  a  corporation;  George 
M.  Hambleton  and  Winston  P.  Hamble- 
ton,  co-partners  doing  business  as  New 
England  Bobbin  ti  Shuttle  Co.;  Walter  L. 
Parker  Bobbin  k  Spool  Co..  a  corpora- 
tion; H.  L  P.  Spool  &  Bobbin  Co..  a  cor- 
poration; U.  S.  Bobbin  &  Shuttle  Co.,  a 
corporation;  Vermont  Spool  &  Bobbin 
Co.,  a  corporation. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission  and  the 
Joint  answer  of  the  respondents,  in  which 
answer  the  respondents  admit,  with  cer- 
tain exceptions,  all  of  the  material  al- 
legations of  fact  set  forth  in  said  com- 
plaint and  state  that  they  waive  all 
Intervening  procedure  and  further  hear- 
ings as  to  said  facts;  and  the  Commission, 
having  made  Its  findings  as  to  the  facts 
and  its  conclusion  that  the  respondents 
have  violated  the  provisions  of  the 
Federal  Trade  Commission  Act: 

It  is  ordered.  That  the  corporate  re- 
spondents American  Bobbin  Co..  Jas.  H. 
Billington  Co.,  The  Dana  S.  Courtney  Co.. 
The  David  Brown  Company.  Lowell 
Shuttle  Company,  Walter  L.  Parker  Bob- 
bin L  Spool  Co..  H.  &  P.  Spool  &  Bobbin 
Co.,  U.  S.  Bobbin  L  Shuttle  Co..  and  Ver- 
mont Spool  &  Bobbin  Co.,  and  their  offi- 
cers, and  Lloyd  W.  Sweet,  Ernest  M. 
Bowen.  Harry  G.  Hunter  and  Bert  T.  Hol- 
land, Jr.,  Individually,  and  as  co-partners 
doing  business  as  Bowen-Hunter  Bobbin 
Company,  George  M.  Hambleton  and 
Winston  P.  Hambleton.  individually,  and 
as  co-partners  doing  business  as  New 
England  Bobbin  &  Shuttle  Co.,  and  said 
respective  respondents'  agents,  repre- 
sentatives and  employees,  in  or  In  con- 
nection with  the  offering  for  sale,  sale 
or  distribution  In  commerce,  as  "com- 
merce" is  defined  In  the  Federal  Trade 
Commission  Act.  of  bobbins,  spools,  cones, 
rolls,  tubes,  skewers,  and  kindred  prod- 
ucts, do  forthwith  cease  and  desist  from 
entering  into,  continuing,  cooperating  in 
or  carrying  out  any  planned  common 
course  of  action,  understanding,  agree- 
ment, combination  or  conspiracy,  be- 
tween or  among  any  two  or  more  of  said 
respondents,  or  between  any  one  or  more 
of  said  respondents  and  others  not 
parties  hereto,  to  do  or  perform  any  of 
the  following  acts,  practices  or  things: 

1.  Establishing,  fixing  or  maintaining 
prices,  terms  or  conditions  of  sale  for  said 
products,  or  adhering  to  or  promising  to 
adhere  to  any  price,  terms  or  conditions 
of  sale  so  established,  fixed  or  main- 
tained. 
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2.  Holding  or  participating  In  any 
meeting,  discussion  or  exchange  of  infor- 
mation among  themselves  or  under  the 
auspices  of  the  Bobbin  Manufacturers 
Association,  or  any  of  Its  officers  or  em- 
ployees, or  any  other  medium  or  central 
agency,  for  the  purpose  of  discassing  or 
with  the  effect  of  planning  or  devising 
methods  of  fixing,  establishing  or  main- 
taining prices,  terms  or  conditions  of  sale 
for  said  products. 

3.  Exchanging,  distrlbutine  or  relaying 
among  themselves,  or  any  of  them,  or 
through  the  Bobbin  Manufacturers  Asso- 
ciation, or  any  of  Its  officers  or  employees, 
or  any  other  medium  or  central  agency, 
price  lists  or  other  Information  showing 
current  or  future  prices,  terms  or  condi- 
tions of  .sale  for  said  products. 

4.  Exchanging,  distributing  or  relay- 
ing among  themselves,  or  any  of  them,  or 
through  the  Bobbin  Manufacturers  As- 
sociation, or  any  of  its  officers  or  em- 
ployees, information  concerning  prices 
charged  particular  customers,  or  Infor- 
mation concerning  orders  received 
monthly  for  said  products,  where  the 
Identity  of  the  manufacturer,  seller  or 
purchaser  may  be  determined  through 
such  Information,  and  which  has  the 
capacity  or  tendency  of  aiding  and 
securing  compliance  with  announced 
prices,  terms  or  conditions  of  sale  for 
said  products. 

5.  Expressly  or  impliedly  subscribing 
to.  or  carrying  out.  any  past,  presently 
existing  or  new  agreement  to  establish, 
maintain  or  continue  any  plan  for  the 
purpose  or  with  the  effect  of  Informing 
or  advising  any  of  the  respondent  manu- 
facturers, or  any  other  manufacturer  of 
bobbins,  spools,  cones,  rolls,  tubes, 
skewers,  and  kindred  products,  as  to 
prices,  terms  or  conditions  of  sale  at  or 
upon  which  any  respondent  manufac- 
turer, or  other  seller  of  such  pioducts, 
expects  to  make  a  sale  or  sales  thereof. 

6.  Formulating,  establishing,  putting 
into  operation,  continuing  or  asing  In  any 
way  any  "open  price  plan"  or  "reporting 
plan"  which  has  the  tendency  or  effect  of 
depriving  the  public  of  any  benefit  of 
competition  In  price  between  and  among 
the  respondent  manufacturers,  or  be- 
tween any  of  them  and  any  other  manu- 
facturer or  seller  of  bobbins,  spools, 
cones,  rolls,  tubes,  skewers,  and  kindred 
products. 

7.  Authorizing  or  permitting  the  ex- 
amination of  their  books  or  other  records 
by  any  agent  of  the  respondents,  or  any 
of  them,  to  permit  or  make  po.sslble  a 
collective  or  cooperative  consideration 
through  any  common  agent  of  the  prices 
at  which  any  given  respondent  manufac- 
turer has  made  sales,  is  currently  making 
sales,  or  expects  to  make  sales,  and  a 
comparison  of  the  prices  at  which  such 
sales  are  made,  or  will  be  made,  with  the 
price  quotations  previously  announced 
by  such  respondent  manufacturers. 

8.  Formulating  or  putting  lAto  opera- 
tion any  other  plan  or  practice  which 
has  the  purpose  or  the  tendency  or  effect 
of  fixing  prices  for  the  products  manu- 
factured by  the  respondent  manufactur- 
ers or  of  otherwise  restricting,  restrain- 
ing or  eliminating  competition  In  the  sale 
and  distribution  of  such  products. 

9.  Employing  or  utilizing  the  Bobbin 
Manufacturers  Association,  or  any  of  its 
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officers  or  employees,  or  any  other  me- 
dium or  central  agency,  as  an  Instru- 
ment, vehicle  or  aid  in  performing  or 
doing  any  of  the  acts  or  practices  pro- 
hibited by  this  order. 

It  is  further  ordered,  That  the  re- 
spondent Bobbin  Manufacturers  Associ- 
ation, and  its  officers,  and  the  respond- 
ents William  Bourassa.  George  G.  Brown. 
Sr..  Matthew  E.  Ward,  and  William  J. 
McGeough.  and  said  respondents'  agents, 
representatives  and  employees,  do  forth- 
with cease  and  desist  from  knowingly 
aiding,  assisting,  advising  or  cooperating 
with  the  aforesaid  respondents,  or  any 
of  them,  in  performing  any  of  the  acts  or 
practices  or  doipg  any  of  the  things  pro- 
hibited in  paragraphs  numbered  1  to  9, 
inclusive,  of  this  order. 

It  is  further  ordered,  That  each  of  the 
respondents  shall,  within  sixty  (60)  days 
after  service  upon  it  of  this  order,  file 
with  the  Commission  a  report  in  writing 
setting  forth  in  detail  the  manner  and 
form  in  which  it  has  complied  with  this 
order. 


By  the  Commission. 
[seal] 


D.  C.  Daniel, 
Secretary. 


|P     R.    Doc     49-3422:    Filed.    May    2.    1949; 
8:48  a.  ml 
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paragraphs   (f),  (g>.  (h).   (1),  (J),  re- 
spectively: 

(e)  Stevedoring  companies  and  others 
concerned  in  lading  or  unlading  mer- 
chandise, or  in  removing  or  otherwise 
securing  it,  shall  ascertain  that  the  ap- 
plicable   preliminary    customs    require- 
ments have  been  complied  with  before 
commencing  such  operations,  since  per- 
formance in  the  absence  of  such  com- 
pliance renders  them  severally  liable  to 
the  penalties  prescribed  in  section  453, 
Tariff  Act  of  1930."  even  though  they 
may  not  be  re.sponsible  for  taking  the 
action  necessary  to  secure  compliance. 
(R    S    2793,  sees.  446.  448.  450,  452.  453, 
454    490.  624,  46  Stat.  713.  714,  715.  716, 
726*  759.  sec.  451.  48  Stat.  715.  sec.  9,  52 
Stat.  1082;   19  U.  S.  C.  288,  1446,  1448, 
1450.   1451,  1452.  1453.  1454.  1490.   1624. 
Sec.  102,  Reorganization  Plan  No.  3  of 
1946;  3  CFR.  1946  Supp..  Ch.  FV) 

[sEALl  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  April  21.  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-3428;    Filed.    May    2,    1949; 
8:50  a.  m.) 


have  been  approved  by  the  Secretary 
of  the  Treasury.  ECA  Regulation  1  is 
amended  in  its  entirety  to  read  as 
follows: 


Sec. 

201.1 
201.2 


TITLE  19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of  Customs,   De- 
partment of  the  Treasury 

[T.  D.  522051 

Part  4 — Vessels  in  Foreign  and  Domestic 
Commerce 

permits  for  lading 

Section  4.30  (a).  Customs  Regulations 
of  1943  (19  CFR.  Cum.  Supp.,  4.30  <a>), 
is  amended  by  inserting  "if  customs  su- 
pervision of  such  lading  is  required"" 
after  "United  States"  the  last  place  it 
appears  therein. 

(R  S.  2793,  sees.  446.  448.  450.  452.  453. 
454  490,  624.  46  Stat.  713,  714,  715.  716. 
726  759.  sec.  451,  46  Stat.  715.  sec.  9.  52 
Stat.  1082;  19  U.  S.  C.  288,  1446.  1448. 
1450  1451.  1452.  1453.  1454,  1490,  1624, 
sec.  102.  Reorg.  Plan  No.  3  of  1946;  3  CFR 
1946  Supp..  Ch.  IV) 

I  SEAL  I  Frank  Dow. 

Acting  Commissioner  of  Customs. 

Approved:  April  26.  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

IF     R.    Doc     49-3427:    Filed,    May    2,    1949; 
8:49  a.  m.l 


|T.  D.   52204] 

Part  4 — Vessels  in  Foreign  and 
Domestic  Trades 

PERMITS    AND   SPECIAL   LICENSES   FOR 
ITNLADING   AND   LADING 

Section  4.30,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp.,  4.30 ».  Is 
hereby  amended  by  adding  the  following 
new  paragraph  (e),  and  redesignating 
paragraphs   (e).   (f).   (g).   ^h).   (1).  as 


IT.  D.  52203] 


Part  5 — Customs  Relations  With 
Contiguous  Foreign  Territory 

IN -TRANSIT  shipments 

Section  5.11,  Customs  Regulations  of 
1943  (19  CFR,  Cum.  Supp..  5.11),  as 
amended,  is  further  amended  as  follows: 

Paragraph  la)  is  amended  by  deleting 
"(a)"  at  the  beginning  and  by  deleting 
the  words  "under  Canadian  or  Mexican 
customs  seals"  in  the  first  sentence  and 
substituting  therefor  "from  Canada  or 

Mexico". 

Paragraph  <b»  is  deleted,  except  for 
the  parenthetical  matter  at  the  end 
thereof,  which  shall  be  transferred  to  the 
end  of  the  paragraph  formerly  desig- 
nated as  paragraph  (a). 
(Sec.  553.  46  Stat.  742,  sec.  21.  62  Stat. 
1087;  19  U,  S.  C.  1553) 

[seal]  W.R.Johnson. 

Acting  Commissioner  of  Customs. 

Approved:  April  26.  1949. 

John  S.  Gr.^ham. 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-3429;    Piled.    May    2.    1949; 
8:50  a.  m.  I 


Dennltion  of  terms. 
What  this  part  does. 


TITLE  22— FOREIGN  RELATIONS 

Chapter  II — Economic  Cooperation 
Administration 

[ECA  Reg.  1.  as  Amended  May  8,   1949] 

Part  201— Procedures  for  Furnishing 
Assistance  to  PART1CIP.^TIN0  Coun- 
tries 

Preamble.  The  provisions  of  this  reg- 
ulation concerning  the  terms  and  con- 
ditions for  establishing  accounts  In 
banking  institutions  in  the  United  States 


SUBPABT     A — AUTHORIZATION     PROCEDUKE 

201.3  Dollar  allotments,  commodity  appli- 

cations and  procurement  authori- 
zations. 

201.4  Sub-authorlzatlons. 

201.5  Qualifications    on    Issuance    of    pro- 

curement authorizations. 

201.6  General    provisions    incorporated    in 

procurement  authorizations. 

201.7  Ocean  transportation. 

201.8  Project  authorizations. 
201  9       Provisional  authorizations. 

201.10  Procurement   by    U.   S.   Government 

agencies. 

8UBPABT      B R«SPONSIBIl-miS      OF       IMPORTCES 

AND  SUPFLFERa 

201.11  Use    of    procurement    authorization 

number. 

201.12  Placement    of    orders    and    delivery 

dates. 

201.13  Marking  requirement*. 

SUBPART     C BUMBUBSEMKNT     FOR     A881STANC* 

201.14  Types  of  reimbursement. 

201.15  Reimbursement  for  specific  procure- 

ment payments  by  a  participating 
country. 

201.16  Letter  of  Commitment  to  a  banking 

Institution. 
201  17     Letter  of  Commitment  to  a  supplier. 

201.18  Account  In  a  Federal  Reserve  Bank 

against  which  drafts  may  be  drawn 
by  a  participating  country. 

201.19  Documents  required  for  reimburse- 

ment. 

201.20  Procurement   by   U.   8.   Government 

agencies. 

SUBPART   D PRICt   PROVISIONS 

201.21  Purchase  In  bulk  of  commodities. 

201.22  Purchase  prices. 

SUBPART  B — RESPONSIBILITIES  OF  BANKING 
INSTITUTIONS 

201.23  Responsibilities  of  banking  Institu- 

tions  In  connection   with   Letters 
of  Commitment  Issued  to  them. 

201.24  Saving  clause. 

Authority:  5  5  201.1  to  201.24  Issued  under 
sec.  104  (f).  Pub.  Law  472,  80th  Cong.  Inter- 
prets or  applies  sees.  111.  403,  Pub.  Law  472, 
80th  Cong.,  as  amended  by  Pub.  Law  47.  Blst 
Cong. 

§  201.1  Definition  of  terms.  For  the 
purposes  of  this  part: 

(a>  "The  act"  shall  mean  the  Foreign 
Assistance  Act  of  1948.  Pub.  Law  472. 
80th  Cong  .  as  amended. 

(b)  "ECA"  shall  mean  the  Economic 
Cooperation  Administration. 

(c)  "The  Administrator"  shall  mean 
the  Administrator  for  Economic  Coop- 
eration. 

( d )  "Participating  country"  shall  have 
the  meaning  assigned  to  it  in  section  103 
(a)  of  the  act  and  shall  also  Include 
China,  and  shall  Include  any  authorized 
agent  of  a  participating  country. 

(e)  'Banking  institution  in  the  United 
States"  shall  mean  a  banking  institution 
organized  under  the  laws  of  the  United 
States,  any  State,  territory  or  po.«:sesslon 
thereof,  or  the  District  of  Columbia. 

(f)  "Approved  Applicant"  shall  mean 
the  Approved  Applicant  (which  may  be 
any  participating  country  or  any  person 
or  organization,  governmental  or  other- 
wise) named  in  any  Letter  of  Commit- 
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ment  Issued  to  a  banking  Institution  In 
the  United  States  pursuant  to  Subpart  C 
ol  this  part;  and  shall  include  any  agent 
authorized  to  act  on  behalf  of  an  Ap- 
proved Applicant. 

(g)  "Reimbusement"  shall  mean  any 
of  the  methods  set  forth  in  Subpart  C  of 
this  part  used  by  ECA  to  pay  for  any 
commodity  or  service  furnished  to  a  par- 
ticipating country  under  the  act. 

(h)  "Delivery"  shall  mean  the  transfer 
to  or  for  the  account  of  a  participating 
country  of  custody  and  right  of  posses- 
sion of  any  cftmmodity  or  the  rendering 
to  or  for  the  account  of  a  participating 
country  of  any  service. 

(i)  "Importer"  shall  moan  any  per- 
son, or  organization,  governmental  or 
otherwise,  to  which  a  participating 
country  has  made  a  subauthorization 
(see  5  201.4). 

(J)  "Supplier"  shall  mean  any  per.son 
or  organization,  governmental  or  other- 
wise, which  furnishes  any  commodity  or 
service  under  the  act. 

(k)  "Source"  shall  mean  the  country 
or  area  from  which  acommodity  is 
shipped  to  the  participating  country. 
Where,  however,  a  commodity  is  shipped 
from  a  free  port  or  bonded  warehouse  in 
the  form  in  which  received  therein, 
*'j-ource"  shall  mean  the  country  or  area 
from  which  the  commodity  was  .shipped 
to  the  free  port  or  bonded  warehouse. 

(1)  "Commission"  shall  mean  any  sum 
paid  or  to  be  paid  to  an  agent,  broker,  or 
other  representative  in  connection  with 
a  .sale  financed  by  ECA. 

<m)  "Discount"  shall  mean  that 
amount  by  which  the  supplier's  gross 
sales  price  is  reduced  by  a  credit,  refund 
or  other  allowance  made  or  to  be  made 
to  the  buyer  or  consignee. 

8  2012  What  this  part  does,  (a) 
Subpart  A  of  this  part  describes  the  pro- 
cedures for  enabling  participating  coun- 
tries to  use  ECA  dollars  to  get  com- 
modities and  services  under  the  act. 

(b)  In  general,  the  fact  that  a  par- 
ticular purchase  is  to  be  paid  for  by  ECA 
will  not  basically  affect  the  way  in  which 
an  importer  or  supplier  does  busine.ss. 
Subpart  B  of  this  part,  however,  de- 
scribes certain  things  which  an  importer 
must  do  when  he  has  been  told  by  his 
Government  that  he  is  buying  under  the 
act.  and  which  a  supplier  must  do  when 
he  obtains  an  order  that  is  to  be  paid 
with  ECA  dollars. 

(c)  Subpart  C  of  this  part  de.scribes 
the  procedures  for  obtaining  reimburse- 
ment for  assistance  furnished  under  the 
act. 

(d)  Subpart  D  of  this  part  contains 
the  price  provisions  applicable  to  pur- 
chases of  commodities  that  are  to  be 
paid  with  ECA  dollars. 

(e)  Subpart  E  of  this  part  describes 
the  responsibility  of  banking  institutions 
in  the  United  States  in  connection  with 
Letters  of  Commitment  issued  to  them  by 
the  Administrator. 

SUBPART  A — AUTHORIZATION  PROCEDURX 

S  201.3  Dollar  allotments,  commodity 
applications  and  procurement  authoriza- 
tions, (a)  ECA  will  determine,  from 
time  to  time,  the  amount  of  dollars  to  be 
made  available,  normally  by  calendar 
quarters,  to  each  participating  country 
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to  cover  commodities  and  services  to  be 
delivered  in  such  quarters.  The  deter- 
mination (on  Form  ECA-201 ')  will 
normally  be  made  120  days  in  advance  of 
each  calendar  quarter  and  will  state  the 
full  allotment  of  dollars  for  such  quarter, 
and  partial  allotments  for  subsequent 
quarters.  After  this  determination  Is 
made,  the  participating  country  will  file 
with  ECA  form  ECA-202 '  (with  Forms 
ECA  202A.'  202B.'  202C '  when  required 
by  the  quarterly  instructions!.  These 
forms  Indicate  what  commodities  and 
services  the  country  desires  to  get  with 
its  ECA  dollar  allotment.  The  forms 
will  be  filed  with  ECA.  Washington,  D.  C, 
normally  90  days  in  advance  of  the  first 
quarter  covered  by  the  Form  ECA-201. 

<b)  ECA  will  review  the  Forms  ECA- 
202  to  determine  that  the  proposed  pur- 
chases of  commodities  and  services  are  in 
accordance  with  the  objectives  of  the 
European  Recovery  Program  or  the 
China  Aid  Program  and  the  provisions 
of  the  act  and  any  acts  amendatory 
thereof  or  supplemental  thereto.  Hav- 
ing decided  this,  ECA  will  issue  Procure- 
ment Authorizations  on  Form  ECA-203.' 
These  Procurement  Authorizations  will 
cover  commodities  end  .services  that  may 
be  purcha.'^ed  with  ECA  dollars  for  de- 
livery in  the  particular  period  stipulated 
by  the  Procurement  Authorization  and 
will  specify  the  source  from  which  the 
commodities  or  services  (other  than 
ocean  transportation)  are  to  be  obtained. 
Procurement  Authorizations  may  pro- 
vide for  delivery  in  such  future  calendar 
quarters  as  may  be  necessary.  Requests 
by  the  participating  country  for  changes 
In  Procurement  Authorizations  may  be 
made  on  Form  ECA-205.' 

(c)  Each  Procurement  Authorization 
will  bear  a  Procurement  Authorization 
number  and  the  issuance  of  the  Procure- 
ment Authorization  will  constitute  au- 
thority to  the  participating  country  to 
use  the  Procurement  Authorization  num- 
ber in  placing  orders  in  accordance  with 
the  terms  of  the  Procurement  Authoriza- 
tion. The  Procurement  Authorization 
number  will  indicate  the  participating 
country  to  which  the  authorization  is 
given,  the  Commodity  Code  (see  para- 
graph (d)  of  this  section),  the  source 
from  which  the  materials  are  to  be  ob- 
tained, and  the  delivery  period  to  which 
the  Procurement  Authorization  refers. 

The  following  is  an  example  of  a  Pro- 
curement Authorization  number: 


3R 

lartid- 
palitiK 
<x»untj-y 

010 

ComnidiUty 
code 

00 
Source 

4S1 
leriod 

1  ranee... 

Bread  grains 

United  SUtes.. 

First  quar- 
tcrlMU. 

The  first  two  digits  of  the  last  group 
Indicate  the  year;  the  last  digit,  the  cal- 
endar quarter.  In  the  example  above, 
the  number  491  means  that  orders  may 
be  placed  for  delivery  during  the  first 
quarter  of  1949.  In  some  cases,  the  last 
group  of  digits  may  be  091.  This  means 
that  orders  may  be  placed  for  delivery 
during  the  six  month  ending  March  31, 
1949.' 


*  FUeU  with  the  original  document. 
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(d)  Application  on  Form  ECA-202  will 
be  made  in  terms  of  the  three-digit  ECA 
Commodity  Codes  which  are  listed  in  the 
oflBcial  ECA  Commodity  Code  Book.^  as 
revised  September  10.  1948  or  in  subse- 
quent revisions.  Authorization  on  Form 
ECA-203  will  normally  be  made  in  the 
same  Commodity  Codes,  but  in  certain 
Instances  the  Procurement  Authorization 
may  be  restricted  to  one  or  more  com- 
modities within  a  Commodity  Code. 

§  201.4  Sub-authorizations,  (a)  For 
all  procurement  under  Procurement 
Authorizations,  the  participating  country 
will  make  sub-authorizations  to  im- 
porters within  the  terms  of  the  Procure- 
ment Authorizations.  The  participating 
country  will  authorize  the  importer  to  use 
the  Procurement  Authori?ation  numl)er 
in  placing  orders  and  will  specify  to  the 
importer  the  commodity  or  serv.ce. 
source,  dollar  value,  the  quarter  in  which 
delivery  is  to  be  made,  and  all  other  terms 
and  provisions  of  the  Procurement  Au- 
thorization which  are  applicable  to  the 
sub-authorization.  Where  practicable, 
this  paragraph  shall  apply  to  ocean 
transportation. 

(b)  Each  participating  country  will 
maintain  a  record  of  the  Procurement 
Authorizations  received  and  procurement 
authorized  thereunder,  and  will  report 
to  ECA  on  Form  ECA-204,'  with  respect 
to  such  procurement  authorized  by  the 
participating  country.  In  the  ca.se  of 
ocean  transportation,  reports  on  Form 
ECA-204  will  show  the  extent  to  which 
costs  have  been  incurred  or  authorized 
under  Ocean  Transportation  Procure- 
ment Authorizations. 

§  201.5  Qualifications  on  issuance  of 
Procurement  Authorizations,  (a)  A  Pro- 
curement Authorization  issued  on  or 
after  November  1.  1948  may  be  used  only 
to  cover  the  procurement  of  a  commodity 
or  service  delivered  during  the  calendar 
quarter  for  which  the  Procurement  Au- 
thorization is  i.ssued.  or  In  accordance 
with  the  provisions  of  §  201.12  'b  • ,  except 
that  in  the  case  of  a  Procurement  Au- 
thorization issued  for  the  Fourth  Quar- 
ter 1948.  delivery  must  have  in  fact  been 
made  on  or  after  October  1.  1948. 

(b>  On  and  after  April  1.  1949.  or  such 
earlier  dates  as  may  have  been  estab- 
lished for  specific  commodities,  no  Pro- 
curement Authorization  will  be  i.ssued 
covering  the  procurement  of  a  commod- 
ity or  service  contracted  for  before  the 
issuance  of  the  Procurement  Autiioriza- 
tion.  This  paragraph  shall  not  apply  to 
ocean  transportation. 

§  201.6  General  provisions  incorpo- 
rated in  Procurement  Authorizations. 
Each  Procurement  Authorization  issued 
shall  be  deemed  to  incorporate  the  fol- 
lowing provisions : 

(a)  Reimbursement.  Upon  receipt  of 
the  documents  required  for  reimbur.se- 
ment  by  this  part,  the  Administrator  will 
make  reimbursement  up  to  the  amount 
specified  in  the  Procurement  Authoriza- 
tion for  the  assistance  described  in  the 
Procurement  Authorization,  such  reim- 
bursement to  be  made  by  any  one  of  the 
methods  prescribed  in  Subpart  C  of  this 
part. 

(b)  Assignment  of  right  to  receive  re- 
imbursement. The  right  to  receive  re- 
imbursement imder  a  Procurement  Au- 


2168 

thorizatlon  may  be  assigned.  In  whole  or 
In  part,  to  a  banking  institution  in  the 
United  States,  but  no  such  assignment 
shall  be  valid  unless  the  proposed 
assignee  has  been  approved  by  the 
Administrator. 

(c)  Modification  or  revocation.  The 
Administrator  reserves  the  right  at  any 
time  and  from  time  to  time,  and  for  any 
reason  or  cause  whatsoever,  to  supple- 
ment, modify,  or  revoke  any  Procure- 
ment Authorization  (including  termina- 
tion of  deliveries  under  the  Procurement 
Authorization). 

In  the  event  of  any  supplement,  modi- 
fication, or  revocation,  the  right  of  reim- 
bursement will  be  modified  or  terminated 
accordingly,  except  that  if  a  Letter  of 
Commitment  has  been  issued,  the  rights 
of  the  holder  of  any  such  Letter  of  Com- 
mitment shall  not  be  affected  except  to 
the  extent  specified  In  such  Letter  of 
Commitment. 

(d)  Refund  to  Administrator.  The 
participating  country  will  pay  promptly 
to  the  Administrator  upon  demand  the 
entire  amount  reimbursed  (or  such  lesser 
amount  as  the  Administrator  may  de- 
mand) whenever  full  documentation  is 
not  furnished  within  the  specified  time. 
or  whenever  it  appears  to  the  Adminis- 
trator that  the  documentation  submitted 
by  or  on  behalf  of  the  participating 
country  (or  any  Approved  Applicant 
named  In  a  letter  of  Commitment)  does 
not  support  the  expenditure  for  which 
the  reimbursement  was  made,  or  when- 
ever the  Administrator  determines  that 
the  reimbursement  was  improper  as  being 
In  violation  "of  any  of  the  provisions  of 
the  Act.  any  acts  amendat(Jry  thereof  or 
supplemental  thereto,  any  relevant  ap- 
propriation acts,  or  any  rules,  regulations 
or  procedures  of  ECA  promulgated  under 
any  of  said  acts. 

Demands  for  refunds  from  participat- 
ing countries  may  be  made  by  the  Admin- 
istrator within  five  years  after  the  date 
of  reimbursement  by  ECA. 

(e)  Discounts.  If  a  contract  for  which 
reimbursement  is  claimed  provides  for 
one  or  more  discounts,  only  the  invoice 
amount  after  discount  (seller's  gross 
price  less  all  discounts)  will  be  eligible 
for  reimbursement. 

(f)  Commissions — (1)  Purchasing 
anents.  No  commission  paid  or  to  be 
paid  to  an  agent,  broker  or  other  repre- 
sentative of  an  Importer  will  be  eligible 
for  reimbursement. 

(2)  Sales  agents.  A  commission  paid 
or  to  be  paid  to  an  agent,  broker  or  other 
representative  of  a  supplier  is  not  pro- 
hibited and  will  be  eligible  for  reimburse- 
ment. Subsequent  to  reimbursement, 
however,  the  Administrator  will  request 
repayment  from  the  Importing  country 
of  the  amount  of  such  commission  unless 
It  Is  payable  to  a  selling  agent  (i>  who 
is  an  individual  both  a  citizen  and  resi- 
dent of  the  United  States,  or  a  partner- 
ship composed  exclusively  of  such  Indi- 
viduals, or  a  corjwration  or  other  organi- 
zation created  under  the  laws  of  the 
United  States,  any  State,  territory  or 
possession  thereof,  or  the  District  of  Co- 
lumbia; and  (ID  who  is  regularly  doing 
business  within  the  United  States,  and  Is 
not  acting  for.  nor  representing,  nor 
beneficially  controlled  by,  nor  substan- 


RULES  AND  REGULATIONS 

tlally  beneficially  owned  by.  a  non-citizen 
or  non-citizens  of  the  United  States. 

(g)  Adjustment  refunds  and  adjust- 
ment credits.  If  an  importer  receives  an 
adjustment  refund,  or  an  adjustment 
credit,  arising  out  of  the  terms  of  a  con- 
tract or  out  of  the  normal  customs  of  the 
trade,  the  Administrator  will,  in  making 
reimbursement  directly  to  a  participat- 
ing country,  withhold  the  amount  of  such 
refund  or  credit;  In  case  of  other  types 
of  reimbursement,  the  Administrator  will 
request  repayment  of  the  amount  of  such 
refund  or  credit  from  the  participating 
country. 

Upon  settlement  of  a  claim  for  an  ad- 
justment refund  or  an  adjustment  credit, 
the  supplier  shall  immediately  give  writ- 
ten notice  to  the  Controller.  ECA.  Wash- 
ington. D.  C.  indicating  the  Procurement 
Authorization  number,  the  name  and  ad- 
dress of  the  Importer,  the  date  and 
amount  of  the  original  Invoice,  and  the 
reason  for  the  refund  or  credit  and  the 
amount  thereof. 

(h)  Insurance.  Dollar  payments  of 
premiums  for  ocean  marine  insurance  on 
ECA-financed  commodities  procured  in 
the  United  States  will  be  eligible  for 
financing  by  ECA  under  a  commodity 
Procurement  Authorization,  where  such 
Insurance  Is  placed  on  a  competitive 
basis  In  accordance  with  normal  trade 
practices  prevailing  prior  to  the  outbreak 
of  World  War  n.  The  supplier,  importer 
or  other  person  placing  such  Insurance 
shall  notify  the  insurer  that  the  premi- 
ums are  to  be  financed -by  ECA.  and  shall 
furnish  the  Procurement  Authorization 
number  to  the  insurer.  If  such  premi- 
ums are  financed  by  ECA.  and  an  insur- 
able loss  is  suffered  by  the  insured.  ECA 
will  request  repayment  from  the  partici- 
pating country  of  a  dollar  amount 
equivalent  to  the  Insurance  proceeds 
recovered  by  the  insured. 

Upon  settlement  of  a  claim  on  account 
of  insurance  financed  by  ECA.  the  In- 
surer shall  Immediatelv  give  written  no- 
tice to  the  Controller.  ECA.  Washington, 
D.  C,  indicating  the  Procurement  Au- 
thorization number,  the  name  and  ad- 
dress of  the  insured,  and  the  amount  of 
the  insurance  recovery. 

(i)  Airmail  distribution  of  ocean  bills 
of  lading.  The  participating  country 
will  instruct  importers  to  advise  shippers 
to  airmail  at  the  time  of  loading  one  copy 
(or  photostat)  of  ocean  or  charter  party 
bill  of  lading  or  airway  bill  to  the  Con- 
troller, ECA  Mission.  American  Embassy 
in  the  capital  city  of  the  participating 
country  receiving  the  shipment. 

(j)  Price  limitations.  ECA  will  not 
make  reimbursement  directly  to  a  par- 
ticipating country  for  the  purchase  in 
bulk  of  any  commodities  at  prices  higher 
than  the  market  price  prevailing  in  the 
United  States,  adjusted  as  provided  In 
§  201.21.  nor  will  ECA  make  reimburse- 
ment directly  to  a  participating  country 
for  a  purchase  of  any  commodity  at  a 
price  higher  than  the  price  calculated  in 
accordance  with  the  applicable  price  pro- 
visions in  §  201.22;  In  cases  of  other  types 
of  reimbursement,  the  Administrator  will 
demand  repayment  from  the  participat- 
ing country  of  the  entire  amount  so  re- 
imbursed. 

(k)  Export  licenses.  Where  procure- 
ment Is  effected  in  the  United  States  for 


any  commodity  covered  by  a  Procure- 
ment Authorization,  export  licenses  must 
be  obtained  from  the  U.  S.  Department  of 
Commerce.  All  expKjrts  from  the  United 
States  of  commodities  furnished  under 
the  act  are  subject  to  such  export  quotas 
as  may  be  established  and  such  export 
license  control  as  may  be  exercised  by  the 
U.  S.  Department  of  Commerce. 

(1)  Special  provisions.  The  provi- 
sions of  this  part  may  be  waived, 
amended  or  supplemented  by  special  pro- 
vision in  the  Procurement  Authoriza- 
tion, or  otherwise,  pursuant  to  §  201.24. 

8  201.7  O  c  e  a  n  transportation,  (a) 
Ocean  Transportation  Procurement  Au- 
thorizations and.  In  the  case  of  cSit  (cost 
and  freight)  or  cif  (cost.  Insurance  and 
freight)  shipments,  the  Procurement 
Authorizations  for  the  commodity  in- 
volved, may  be  used  by  the  participating 
country  to  cover  dollar  services  furnished 
In  connection  with  the  shipment  of: 

(1)  ECA-financed  cargoes  to  the  par- 
ticipating country  on  flag  vessels  other 
than  those  of  the  participating  country, 
to  the  extent  that  payment  for  such 
services  Is  made  in  dollars  in  accordance 
with  the  custom  of  the  trade. 

(2)  Non-ECA-financed  cargoes  to  the 
participating  country  on  United  States 
flag  vessels. 

(3)  Non-ECA-financed  cargoes  on  flag 
vessels  other  than  those  of  the  participat- 
ing country,  but  only  in  special  circum- 
stances where  specifically  authorized  In 
writing  by  ECA  to  do  so  pursuant  to  a 
request  in  writing. 

(b)  The  rate  charged  by  a  supplier  of 
ocean  transportation  services  shall  not 
exceed  the  prevailing  rate  for  similar 
freight  contracts,  nor  the  rate  paid  to  the 
supplier  for  similar  ocean  transportation 
services  by  other  customers  similarly  sit- 
uated. 

(c)  Reimbursement  will  be  made  as 
follows: 

(1)  Dry  bulk  cargo  shipments.  (D 
Reimbursement  will  be  made  for  cost  of 
shipment  from  ports  of  loading  to  ports 
of  discharge  at  rates  established  by  char- 
ter parties. 

(ID  Reimbursement  for  loading,  trim- 
ming and  other  related  shipping  expenses 
may  be  made  when  such  expenses  are  not 
for  the  account  of  the  ship  nor  Included 
In  inland  transportation  charges. 

(iii)  Reimbursement  will  not  be  made 
for  demurrage  Incurred  In  excess  of  dis- 
patch earnings.  Amounts  earned  for  dis- 
patch shall  be  credited  first  apaiast 
demurrage,  if  any.  incurred  in  connec- 
tion with  the  same  voyape;  the  balance 
shall  then  be  refunded  to  ECA  at  the  end 
of  the  month  in  which  earned. 

(2)  Dry  cargo  liner  shipinents.  (D 
Reimbursement  will  be  made  for  co.st  of 
shipment  from  ports  of  loading  to  ports 
of  discharge  at  the  rates  indicated  in  the 
bill  of  lading,  but  not  In  excess  of  the 
conference  rates  for  such  services. 

(3)  T  a  n  k  e  r  shipments.  (1)  Reim- 
bursement will  be  made  for  cost  of  ship- 
ment from  ports  of  loading  to  next  ports 
of  loading  at  rates  established  by  charter 
parties  or  contracts  of  affreightment. 

(11)  Reimbursement  for  related  ship- 
ping expenses  may  be  made  when  such 
expenses  are  not  for  the  account  of  the 
ship  nor  included  in  Inland  transporta- 
tion charges. 
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(ill)  Reimbursement  will  be  made  for  (b)  The  suwhcr  must  put  the  Pro-  respect  to  other  commodities,  the  par- 
demurrage,  curement  Authorization  number  on  all  ticipating  country  will  promptly  request 

(d)    Time   charters    and    consecutive  documents  required  for  reimbursement  ECA,  Washington.  D.  C,  for  an  exemp- 

voyage   charters   of  United   States   and  (see  S  201.19).  tion    from    the    requirements    of    this 

participating  country  flag  vessels  must  j  201.12     Placement  of  orders  and  de-  ^^c"°"- 

be  submitted  to  ECA  Washington,  D.  C..  u^cry  dates,     (a)   Any  order  placed  by  subpart  c— reimbursement  for 

for  prior  review  and  approval.      Single  ^^  importer  must  be  for  delivery  within  assistance 

voyape  charters  of  such  vessels  need  not  ,u,    ,,,,arfpr  snprifipri  hv  thp  sub-author- 

bo  submitted  to  ECA  for  approval.  LaUon  from^ifc^^^^^                 A  sun-  ^  ^01.14  Types  of  reimbursement.    The 

Single  voyage  charters  of  vessels  of  p,^^r  ^ustTot  accS  an  o^de^^  financing  of  procurement  of  commodities 

other   than   United   States   or   partici-  gfa' Procurement  AiSthoH^^^^^^^  or  services  may  be  by: 

pating  country  flags  must  be  submitted  fo^rl^quTterTwrnch^""^^^^^^^^^^  ticlnltm.'TountTfTr'n'^^^^^^^^^ 

to  ECA,  Wa.'^^hinpton,   D.  C.   for   prior  ,      .  jpi:..p,.Y  ticipating  country  for  payments  mane  by 

review  and  approval.   Time  charters  and  ,°  °  „  ^  suDolier  has  accented  in  eood  *^  ^°''  Procurement  (see  §  201.15) ; 

consecutive  voyage  charters  for  such  ves-  ^^^^^  Ino^derfordlm^^^  '  u  ^V'"^""'  °^  ^"''"^  "^  Commitment 

sels  will  not  be  approved  by  ECA.  ,'^'  ^"  °,        1°'^  aeuvery  in  a  oesig  ^^   banking   institutions  in   the   United 

Ln!o     a         V       .„     >  .•            .o.  nated   quarter,   he   ma>v  m   agreemen  states,  undertaking  to  make  reimburse- 

§201.8     Project    authortzattons.     (a)  with   the   importer,   make   delivery   not  ^^^t  for   payments  «adc   by  thcni   to 

A    participating    country    may    submit  more  than  60  days  in  aovance  of  the  be-  .^ppiiers  through  commercial  Utters  of 

from  time  to  time  to  ECA  for  approval  ginning  of  that  quarter  and  not  more  credit  or  otherwi.se  on  b«half  of  a  rar 

major  industrial  and  commercial  proj-  than  90  days  after  the  end  of  that  quar-  ticipating  country  or  an^  Approved  Ap- 

ects.     A  project  will  usually  involve  the  ter,  except  where  delivery  is  otherwise  pUcant  (see  ?  201  16i" 

expenditure   of   one   million   dollars   or  restricted  in  the  Procurement  Authoriza-  ,    ,    jS^„„„„^  „,  r'^t*^..^  ^t  r-^^r^i* 

'^                                                                      4;       ,     ...  ;     t.  .     „,.„ t  „^„, ,   „„  'O    Issuance  of  Letters  of  Commit- 
more,  tion  and  subject  to  export  control  ex-  ___,i   ^_   eii„r^nr>-c   <„    ^«r,»,.,o«;^«    «i,v, 

,b,  ECA  wU.  examine  project  appHca-  ercsed  by  the  U.  S.  Department  of  Com-  .fp^Jf^.'^com  a"  S^wi  "h  ro'^^ZfVl 

tions  to  determine  if  they  are  in  accord-  merce.     If  it  later  develops  that  delivery  „orf ;-.<„„*;„,,  ^«,.r,fr„  r.,-^„i,^i«„  r^.-  ^o„ 

ance  with  the  objective,  ot.he  O^ropean  cannot  be  ma.e  wlthm  this  per.c^,  the  C'CTo,;  nSerorsS^i  «  "l^ 

Recovery  Program   or   the   China   Aid  supplier  must  promptly  notify  the  im-  .  oQll?)- 

Program,  and  if  so  may  issue  a  project  porter  who  must  in  turn  obtain  from          ,  ,,  »:.  I  ,  i    ^ *     r              *        i 

approval.    This  approval  will  cover  the  his  Government  a  Procurement  Author-  pederaf  Reserv^'Bank  "agaTn"    "which 

total  ECA-financed  portion  of  the  entire  i^ation   number   applicable   to   the   new  J^rffTs  Inav  ^^7,,^^"^^  a'parttipating 

P'°J^'^t;,^            ,.  .  •    .            „   ,           i„  a^^^^'^y  °aie.  country  for  procurement  (sre  §  201.18 >; 

^'^  .7.^^t.^f  i'*"'^  /"^    country    will  5  201.13    M  ar  k  e  t  i  n  g  requirements.  <e.   Charges    to    funds    allocated    to 

submit  to  ECA  from  time  to  time  a  list  commodities   furnished   under  the   act  other  departments,  actncies.  or  estab- 

of  the  commodities  and  services  required  ^..„   ^  stamped,   tagged,   stenciled,   or  lishments  of  the  U.  S.  Government  to 

for   the   project,  in   terms  01   ine  ilca  labeled  with  the  official  ECA  Emblem.  cover  costs  incurred  in  procurement  of 

Commodity  Codes    for  delivery  in  s^-  ,jparing  the  text  "For  European  Recov-  commodities  or  services  which  the  Ad- 

ciflc  calendar  quarters.    ECA  will  review  ^^^    Supplied  by  the  United  States  of  minLstrator    authorizes    from    time    to 

such    applications    and    may    approve  America"  tran.slated  Into  the  language  time  (see  5  201.20). 

''?")  'SoKTrSTrement  Authoriza-  '^Xr^Tirl'XuonTZT/ ^e  2-  '  ^01.15    Reimbursement  for  specific 

tions  will  be  issued  on  separate  Forms  r„Tn 'dTrnm  FCA  wish^^^^^^^           c  procurement  payments  by  a  participat- 

ECA-203  tamed  from  ECA.  Wasninf,ton.  U.  C_  in g  country.     ( a )   Reimbur.>^ement  shall 

co.Vo     o      •  •       7       n  fHnr^.nUnr,.  II  it  is  not  practicable  to  mark  the  ^e  allowed  only  for  specific  payments 

J  201.9     Provmonal       auhortzations.  commodities  themselves  in  such  manner.  ^^^^  ^y  a  participating  country  fcr  pro- 

ECA  may  issue  from  time  to  time  Pro-  the  containers  in  which  the  commodities  curement  covered  bv  Procurement  Au 

curement  Authorizations  covering  com-  are  packaged  will  be  so  marked.     The  thorizations  and  supported  by  the  docu- 

modities  or  services  for  which  no  current  .shipping     containers,     whether     boxes  ^^^^3   required   for   reimbursement   by 

Congressional  appropriation  is  available.  cases,  barrels,  drums,  hogsheads  or  of  •  201  19 

Such   Procurement  Authorizations   will  other  types,  will  also  bear  the  official  ,k.' r>'i„i,„c  f,,- ^„ir.,v,„... «,«««♦  rv,„„  k.. 

indicate    that   ECA    will   undertake   to  ECA    Emblem.    The   size    of   the   ECA  ,,;Jl!,?^^i"^L^°f  ?h^^"  nnw«  ^prn? 

finance  the  furnishings  of  the  commodi-  Emblem  may  vary  depending  upon  the  cat.  fn  the  S  reauiSrbrDaraeraDh 

ties  or  services  covered  thereby  only  In  size  of  the  commodity,  package,  or  ship-  ^^  «  ^^  ^Jf  secUon  X  pavmeni  made 

accordance   with   Congressional   appro-  ping  container  to  be  marked.    In  addi-  bv  a  participatinrcountrv  ^^^^^^ 

priatlons  when  and  if  made.  tlon^  the   shipping   contamers   will    be  I' .ir^Z'S^'i'tln^^^^^^ 

5  201.10    Procurement  by  U.  S.  Gov-  "^  JJS^  branded,  stenciled  or  labeled  ^.^j^^^^^  ^^  commodities,  included  within 

ernment  agencies.    When  a  determina-  ^'  Procurement    Authorizations,    delivered 

tion  has  been  made  that  any  commodity  ECA  in  such  country  subsequent  to  such  date. 

or  service  authorized  on  a  Procurement      ,  „-,  .-     rj'ftt>r  nf  rnrtjmitmcnt  in  n 

Authori^tion  l,s   to  be   Procured  by  a  .Procurement  Authorization  NO,  Zul^\.mZn'  ^,7yTI^I  pSr° 

U.    S.    Government    agency.    ECA    will       ^^^„     -■  «„„„„;„„  ^.^r.^,, .-»,», „^»  *v,..^.„», 

authorize  the  U.  S.  Government  agency  (Participating  country)  '^l^J^^irVT:::^   or'lv^^r 

to  procure  the  commodity  or  service  in      ':^'^ZrV^^r^:\ forms  of  bank  credit,  the  Administrator 

accordance  with  procedures  established  (»n-ppers  marits,  ^^^  ^^^^^  ^  ^^^^^  ^^  Commitment  to  a 

for  such  procurement.  The  procurement  Authorization  num-  banking  institution  in  the  United  States 

subpart  b RESPONSIBILITIES  OF  ^^    ^"^    name    of    the    participating  for  the  purpose  of  assuring  reimburse- 

iMPORTERs  AND  SUPPLIERS  country  shall  be  in  characters  at  least  ment,  not  In  excess  of  a  specified  amount 

equal  in  height  to  the  shipper's  marks,  in  dollars  and  in  accordance  with  the 

5  201.11     Use  of  Procurement  Author-  The  height  of  the  ECA  Emblem  on  the  terms  of  such  Letter  of  Commitment,  for 

ization  number,     (a)  Each  Importer  to  shipping    container    should,    whenever  sight  payments  made  for  the  account 

whom    a    sub-authorization    has    been  possible,  be  at  least  twice  the  height  of  of    an    Approved    Applicant    including 

made  by  his  Government  must  Inform  the  lettering  used  In  the  shipper's  marks,  sight  payments  for  procurement  outside 

his  supplier  that  the  transaction  Is  to  Any   raw   materials    (including   coal,  the  United  States   (including  its  terri- 

be  financed  by  ECA.  and  must  give  to  his  grain  and  petroleum,  oil  and  lubricants)  tories  and  possessions)      Any  such  pay- 

e„„^n„_  ♦»,„  D..^«,.^»,v,o«»  A.,fv,«,.if»aH«r,  Hot  sWpped  In  containers;  fibres  pack-  ments  by  a  banking  institution  In  the 

supplier  the  Procurement  Authorizat  on  ^^^^  j^'J^j^^.  ^^^  ^^^^j  ^^^  j^^^^^  ^j^  ^^.^^^  g^^^^^  ^^^^  .^  anticipation  of  a 

number  that   has   been   given   to   him.  products  of  a  semi-finished  nature  which  Letter  of  Commitment  and  falling  wlth- 

The  Importer  must  also  Inform  his  sup-  j^j.e  not  packaged  or  crated  are  excepted  In  the  scope  of  payments  authorized  by 

plier  of  any  special   provisions  which  from  these  marking  requirements.     If  such  Letter  when  issued  will  be  deemed 

affect  the  supplier  In  carrying  out  the  compliance  with  the  provisions  of  this  to  be  paymeBts  to  be  reimbursed  by  the 

transaction.  section  is  found  to  be  imifracticable  with  Administrator  thereunder.    The  Letter 
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of  Commitment  shall  be  substantially  In 
the  form  of  Exhibit  I.'  adapted  to  special 
circumstances. 

(b)  Reimbursement  under  a  Letter  of 
Commitment  to  a  banking  institution 
shall  be  effected  in  the  amounts  speci- 
fied therein  upon  presentation  of  the 
documents  required  for  reimbursement 
by  S  201.19  by  the  Letter  of  Commitment. 

(c)  Each  Letter  of  Commitment  to 
a  banking  institution  issued  shall  be 
deemed  to  incorporate  the  following 
terms  and  provisions: 

(1)  The  application  or  request  for.  and 
any   agreement   relating  to.  any  com- 
mercial Letter  of  Credit  issued  or  con- 
firmed, or  payment  made,  under  a  Letter 
of  Commitment  to  a  banking  institution 
of  the  United  States,  may  be  in  such 
form  and  contain  such  terms  and  pro- 
visions as  the  Approved  Applicant  and 
banking  institution  may  agree  upon,  and 
the  Approved   Applicant   and  banking 
institution  may  agree  to  any  extension  of 
the  life  of,  or  any  other  modification  of. 
or  variation  from,  the  terms  of  any  such 
Letter  of  Credit  or  any  agreement  cover- 
ing payments  to  be  made  by  the  banking 
Institution:  Provided,  That  such  terms 
and  provisions  and  any  such  extension, 
modification  or  variance  are  in  no  re- 
spect inconsistent  with  or  contrary  to 
the  terms  and  provisions  of  the  Letter 
of  Commitment,  and  in  case  of  any  in- 
consistency or  conflict,  the  terms  and 
provisions  of  the  Letter  of  Commitment 
shall  control.    In  any  event  every  ap- 
plication for  a  Letter  of  Credit  and  every 
request  for  payment  shall  include  the 
substance  of  the  directions  as  to  docu- 
mentation required  for  reimbursement 
by  this  part  'Regulation  1) ,  as  amended. 
(2)  Reimbursement  shall  be  made  by 
the  Administrator  promptly  <but  in  no 
event  later  than  30  days)  after  receipt 
by  the  Administrator  of  the  documents 
required  for  reimbursement  by  this  part, 
which    documents    in    normal    course 
should  be  forwarded  to  the  Administra- 
tor promptly  after  the  banking  institu- 
tion  has   made   the   payment   for   the 
amount    of    whiah    reimbursement    is 
sought. 

(1)  The  Voucher  SF  1034  (Revised) 
shall  bear  the  following  certification  by 
the  payee:  "I  certify  that  the  above 
bill  is  correct  and  just;  that  payment 
therefor  has  not  been  received."  shall 
be  addressed  to  the  Economic  Coopera- 
tion Administration,  and  shall  be  signed 
as  "Payee"  by  the  Approved  Applicant, 
or  by  the  banking  institution  as  agent 
for  and  in  behalf  of  the  Approved 
Applicant. 

(it)  The  banking  institution  shall  have 
no  responsibility  for  the  truth  or  ac- 
curacy of  the  statements  contained  in 
the  Supplier's  Certificate,  or  Invoice- 
and-Contract  Abstract.  The  right  of 
reimbursement  for  payments  made  by 
the  banking  institution  will  not  be 
affected  by  the  fact  that  such  Abstract 
may  be  Incomplete,  or  may  indicate  non- 
compliance with  any  provision  of  this 
part,  or  of  the  Procurement  Authoriza- 
tion, or  of  the  Letter  of  Commitment, 
or  may  be  inconsistent  with  other  docu- 
ments required  for  reimbursement. 


•Filed  with  the  original  document. 
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(3)  The  banking  Institution  shall 
make  available  to  the  Administrator, 
upon  request,  a  copy  of  each  Letter  of 
Credit  issued  or  confirmed  by  it,  to- 
gether with  any  extension  or  modifica- 
tion thereof:  a  copy  of  each  application 
and  agreement  relating  to  such  a  Letter 
of  Credit,  or  to  a  payment  Instruction 
or  request,  together  with  any  extension 
or  modification  thereof;  a  copy  of  each 
document  in  its  possession  received  by 
It  against  payment;  and  detailed  advice 
of  the  interest,  commissions,  expenses, 
or  other  items  charged  by  it  In  connec- 
tion with  each  such  Letter  of  Credit  or 
payment  instruction  or  request. 

(4)  Reimbursement  to  the  Approved 
Applicant  shall  be  made  by  check  mailed 
to  the  banking  institution  and  payable  to 
Its  order  for  the  account  of  the  Approved 
Applicant. 

(5)  Acceptance  by  the  banking  insti- 
tution of  any  document  in  the  ordinary 
course  of  business  in  good  faith  as  being 
a  genuine  and  valid  document  and  suffl- 
cient  In  the  premises,  and  the  delivery 
thereof  to  the  Administrator,  shall  con- 
stitute full  compliance  by  the  banking 
institution  with  any  provision  of  this 
part,  the  Procurement  Authorization,  or 
of  the  Letter  of  Commitment  requiring 
delivery  of  a  document  of  the  sort  that 
the  document  actually  so  delivered  pur- 
ports to  be.  The  banking  institution 
shall  be  entitled  to  receive  and  retain  re- 
imbursement of  the  amount  of  all  pay- 
ments made  by  it  against  documents  so 
accepted,  notwithstanding  that  such 
payments  may  be  made  in  connection 
with  a  purchase  at  a  price  In  excess  of 
the  market  price  prevailing  in  the  United 
States  at  the  time  of  the  purchase,  ad- 
justed for  differences  in  the  cost  of  trans- 
portation to  destination,  quality,  and 
terms  of  payment,  or  in  excess  of  the 
price  calculated  in  accordance  with  the 
applicable  provisions  of  §S  201.7  (b)  and 
201.22. 

(6)  The  Administrator  reserves  the 
right  at  any  time  and  from  time  to  time, 
and  for  any  reason  or  cause  whatsoever, 
to  supplement,  modify,  or  revoke  the 
Procurement  Authorization  (including 
termination  of  deliveries  thereunder): 
Provided,  however.  That  no  supplement, 
modification  or  revocation  shall  become 
effective  as  to  the  banking  institution 
until  the  receipt  by  it  from  the  Admin- 
istrator of  written  notice  of  such  supple- 
ment, modification  or  revocation,  and 
such  supplement,  modification  or  revo- 
cation shall  in  no  event  affect  or  impair 
the  right  of  reimbursement  to  the  extent 
of  any  payment  made  prior  to  receipt  of 
such  notice,  or  any  obligation  incurred 
under  an  irrevocable  Letter  of  Credit 
Issued  or  confirmed  prior  to  receipt  of 
such  notice,  for  which  the  banking  insti- 
tution has  not  been  repaid  by  the  Ap- 
proved Applicant  (without  however  any 
obligation  on  its  part  to  obtain  such 
repayment).  The  term  "Procurement 
Authorization"  as  used  in  a  Letter  of 
Commitment  shall  be  deemed  to  include 
each  such  supplement  or  modification 
from  and  after  receipt  by  the  banking 
Institution  from  the  Administrator  of 
written  notice  of  the  same,  subject  al- 
ways however  to  the  foregoing  terms  and 
provisions  preserving  rights  of  reim- 
bursement in  its  behalf. 


(7)  In  the  event  the  Administrator 
shall  direct  termination  of  deliveries  un- 
der the  Procurement  Authorization  or 
revoke  such  Procurement  Authorization 
or  supplement  or  modify  the  same  in 
relation  to  the  disposition  of  any  docu- 
ment or  documents  and  shall  give  the 
banking  institution  written  notice  there- 
of, the  banking  Institution  shall  In  all 
respects  comply  with  the  Instructions 
of  the  AdminLstratlon  to  the  extent  It 
may  do  so  without  Impairing  or  affecting 
any  Irrevocable  obligation  or  liability 
theretofore  Incurred  by  It  under  any 
Letter  of  Credit  Issued  or  confirmed  by 
It,  and  it  shall  be  repaid  and  reimbursed 
by  the  Administrator  for  the  co.sts,  ex- 
penses and  liabilities  paid  or  Incurred  by 
it  In  relation  to  such  Instruction.  The 
banking  Institution  shall  have  no  obliga- 
tion or  liability  whatsoever  to  the  Ap- 
proved Applicant  for  anything  done  or 
omitted  to  be  done  by  It  pursuant  to  such 
Instructions  of  the  Administrator. 

(8)  In  the  event  that  the  banking  in- 
stitution shall  file  with  ECA  a  certificate 
In  the  form  required  by  §  201.19  (a)  (3) 
(ID.  It  shall  be  repaid  and  reimbursed  by 
the  Administrator  for  the  costs,  expenses 
and  liabilities  paid  or  incurred  by  it 
subsequent  to  the  receipt  by  ECA  of  the 
certificate,  as  a  result  either  of  its  follow- 
ing instructions  received  from  the  Ad- 
ministrator, or  of  Its  continued  holding 
of  documents  pending  the  receipt  of  such 
Instructions. 

(9)  The  Letter  of  Commitment  shall 
inure  to  the  benefit  of  the  banking  In- 
stitution's legal  successors  and  assigns. 

§  201.17  Letter  of  Commitment  to  a 
supplier,  (a)  For  the  purpose  of  financ- 
ing specific  procurement  contracts,  the 
Administrator  may  Lssue  a  Letter  of 
Commitment  to  a  supplier  assuring  re- 
imbursement under  such  contract  not 
In  exce.ss  of  a  specified  amount  of  dollars. 
The  Letter  of  Commitment  will  be  issued 
only  in  connection  with  a  specific  con- 
tract, will  specify  the  Procurement  Au- 
thorization under  which  It  Is  Lssued,  and 
will  contain  such  further  provisions  as 
may  be  required  by  the  Administrator. 

(b)  The  monies  due  or  to  become  due 
under  such  Letter  shall  be  assignable  by 
the  supplier  only  through  signing  the 
certification  in  the  space  provided  on  the 
Letter,  and  only  to  a  banking  Institution 
In  the  United  States.  If  a  notice  of  as- 
signment Is  sent  to  the  Administrator 
and  the  General  Accounting  Offlce  under 
the  Assignment  of  Claims  Act  of  1940. 
such  notice  shall  not  be  effective  unless 
the  date  and  fact  of  such  notice  Is  Indi- 
cated on  the  Letter  of  Commitment. 

(c)  Reimbursement  under  a  Letter  of 
Commitment  to  a  supplier  shall  be  ef- 
fected In  the  amounts  specified  therein 
upon  presentation  of  the  documents  re- 
quired for  reimbursement  by  S  201.19  and 
the  Letter  of  Commitment. 

5  201.18  Account  in  a  Federal  Reserve 
Bank  against  which  drafts  may  be  drawn 
by  a  participating  country,  (a)  The  Ad- 
ministrator may  establish  an  account 
with  a  Federal  Reserve  Bank  against 
which  a  participating  country  may  be 
authorized,  subject  to  such  rules  as  may 
be  established  by  the  Administrator,  to 
draw  drafts  up  to  a  specified  maximum 
amount  In  favor  of  suppliers,  prior  to 
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submission  of  full  documentation  as  re- 
quired by  §  201.19.  On  the  reverse  side 
of  such  draft  shall  be  a  Payee-Supplier's 
Certificate  to  be  executed  by  the  payee 
thereof  in  negotiating,  or  receiving  pay- 
ment under,  the  draft.  No  endorsement 
of  such  a  draft,  except  that  of  the  payee, 
shall  Impose  any  responslbihty  on  the 
endorser  for  the  Payee-Supplier's  Cer- 
tificate or  for  the  execution  thereof. 

(b)  The  participating  country  shall 
file  promptly  with  the  appropriate  Fed- 
eral Reserve  Bank  a  copy  of  eacTi  draft 
drawn  against  the  account;  and  with 
ECA.  a  copy  of  each  draft  drawn  against 
the  account,  accompanied  by  an  executed 
Supplier's  Certificate,  in  duplicate,  with 
Invoice-and-Contract  Abstract  on  re- 
verse side  (Form  ECA-280.'  set  out  in 
5  201.19  (d)).  Full  documentation,  as 
required  by  §  201.19,  shall  be  submitted 
to  ECA  within  SO  days  after  the  date  of 
the  draft. 

5  201.19  Documents  required  for  re- 
imbursement. Claims  for  reimburse- 
ment must  be  supported  by  the  following 
documents  teach  of  which  must  be  iden- 
tified by  the  appropriate  Procurement 
Authorization  number),  except  when 
and  to  the  extent  specifically  waived  In 
writing  by  the  Administrator: 

(a>  For  cost  of  any  commodity.  In- 
cluding ocean  freight  in  c&f  <cost  and 
freight),  and  ocean  freight  and  insur- 
ance In  clf  (cost,  insurance  and  freight) 
transactions: 

(1)  Voucher  SF-1034  (Revised)  in 
original  and  three  copies,  to  be  prepared 
by  the  supplier  or  his  as.signee  where 
Letter  of  Commitment  is  issued  by  ECA 
to  the  supplier;  or  in  other  cases,  by  the 
participating  country,  by  the  Approved 
Applicant,  or  by  the  banking  institution 
as  assignee,  or  as  agent  for  and  In  behalf 
of  the  Approved  Applicant. 

(2)  Supplier's  Certificate,  in  duplicate, 
with  Invoice-and-Contract  Abstract  on 
reverse  side  <Porm  ECA-280.  set  out  in 
paragraph  (d>  of  this  section). 

(3)  One  copy  (or  photostat)  of  ocean 
or  charter  party  bill  of  lading,  or  airway 
bill,  or  parcel  post  receipt. 

In  the  ca.se  of  tanker  shipments  only, 
one  copy  (or  photostat)  of  cablegram 
from  ship's  agent  showing  loaded  cargo 
figures  and  a  certificate  by  the  .supplier 
that  the  bill  of  lading  is  not  immediately 
available,  and  that  a  copy  (or  photostat) 
of  the  bill  of  lading  will  be  submitted  by 
the  supplier  to  Controller.  ECA.  Wash- 
ington. D.  C.  within  90  days  from  the 
date  of  loading. 

In  the  case  of  any  commodity  financed 
under  Letter  of  Commitment  to  a  bank- 
ing institution  in  the  United  States,  ECA 
will  accept  in  lieu  of  an  ocean  or  char- 
ter party  bill  of  lading,  airway  bill,  or 
parcel  post  receipt,  a  certificate  from  the 
banking  institution  to  the  effect  that  It 
has  been  Informed  by  the  Approved 
Applicant  or  the  supplier  that  the  sale 
Is  on  an  f.  o.  b.,  or  f.  a.  s.  basis,  that  it  Is 
Impracticable  to  furnish  an  ocean  or 
charter  party  bill  of  lading,  airway  bill 
or  parcel  post  receipt,  and  that  either: 

(i)  The  banking  institution  has  re- 
ceived a  common  carrier  bill  of  lading, 
warehouse  receipt,  mate's  receipt,  mas- 
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ter's  receipt,  or  dock  receipt  and.  In 
accordance  with  the  Instructions  of 
the  Approved  Applicant,  has  delivered 
or  sent  the  same  to  a  person  or  organiza- 
tion designated  by  the  Approved  Appli- 
cant against  the  written  undertaking  of 
the  recipient  both  to  arrange  for  ocean 
shipment  and  to  deliver  to  the  banking 
Institution  a  copy  (or  photostat)  of  the 
ocean  or  charter  party  bill  of  lading,  air- 
way bill,  or  parcel  post  receipt,  which 
is  to  be  forwarded  to  ECA  by  the 
banking  Institution  when  and  if  re- 
ceived by  it;  or 

(ii)  The  banking  Institution  has  re- 
ceived a  common  carrier  bill  of  lading, 
warehouse  receipt,  mate's  receipt,  mas- 
ter's receipt,  or  dock  receipt  and  is  in  pos- 
session of  the  same;  the  banking  institu- 
tion has  been  unable  to  deliver  the  same 
to  a  person  or  organization  designated 
by  the  Approved  Applicant  against  the 
written  undertaking  of  the  recipient  both 
to  arrange  for  ocean  shipment  and  to 
deliver  to  the  banking  institution  a  copy 
(or  photostat)  of  the  ocean  or  charter 
party  bill  of  lading,  airway  bill,  or  parcel 
post  receipt;  and  the  banking  institution 
is  holding  the  common  carrier  bill  of 
lading,  warehouse  receipt,  mate's  receipt, 
master's  receipt,  or  dock  receipt,  subject 
to  the  Instructions  of  ECA,  except 
that  if,  before  any  .such  instructions  are 
received,  the  banking  institution  is  able 
to  obtain  the  above-described  written 
undertaking,  it  v.lll  proceed  in  accord- 
ance with  subdivision  (i)  of  this  sub- 
paragraph. 

<4»  One  copy  (or  photostat)  of  sup- 
plier's detailed  invoice  showing  quantity, 
de.scrlption.  gross  .sales  price,  net  sales 
price  (after  deducting  all  discounts  and 
purchasing  agents'  commissions  applica- 
ble) and  basis  of  delivery  (e.  g..  f.  o.  b. 
vessel,  f.  a.  s.)  of  the  commodities  or 
services,  and  either  (i)  marked  "Paid  " 
by  the  supplier  or  <il)  endorsed  by.  or 
accompanied  by  a  certificate  of.  an  offi- 
cer of  a  banking  institution  indicating 
that  payment  has  been  made  in  the 
amount  shown  on  the  Invoice. 

(5)  Such  additional  documentation  as 
may  be  required  for  reimbursement  by 
endorsement  upon  the  Procurement  Au- 
thorization. 

(b)   For  cost  of  ocean  transportation: 

(1)  Voucher  SF-1034  (Revised)  in  ori- 
ginal and  three  copies,  to  be  prepared  by 
the  supplier  or  his  assignee  where  Let- 
ter of  Commitment  is  Issued  by  ECA  to 
the  supplier;  or  In  other  ca.ses,  by  the 
participating  country,  by  the  Approved 
Applicant,  or  by  the  banking  institution 
as  as.signee,  or  as  agent  for  and  in  behalf 
of  the  Approved  Applicant. 

(2)  Supplier's  Certificate,  in  duplicate, 
with  Invoice-and-Contract  Abstract  on 
reverse  side  (Form  ECA-280,  set  out  in 
paragraph  (d>  of  this  section). 

(3)  For  cargoes  shipped  under  charter 
party,  one  copy  (or  photostat)  of  charter 
party.  In  the  case  of  tanker  shipments 
only.  If  shipment  Is  not  made  under 
charter  party,  one  copy  (or  photostat) 
of  the  contract  of  affreightment. 

In  the  case  of  a  term  charter  party  or 
term  contract  of  affreightment,  ECA  will 
accept.  In  lieu  of  either  of  the  above,  a 
certificate  by  the  supplier,  or  his  tis- 
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slgnee,  to  the  effect  that  the  charter 
party  or  contract  of  affreightment  has 
previously  been  submitted  to  ECA  in 
support  of  a  request  for  reimbursement. 

(4)  One  copy  (or  photostat)  of  ocean 
or  charter  party  bill  of  lading  or  airway- 
bill.  In  the  case  of  tanker  shipments 
only,  one  copy  (or  photostat)  of  cable- 
gram from  ship's  agent  shewing  loaded 
cargo  figures,  and  a  certification  by  the 
suppher  of  the  ocean  transportation  that 
the  bill  of  lading  Is  not  immediately 
available,  and  that  a  copy  (or  photostat) 
of  the  bill  of  lading  will  be  submitted 
by  the  supplier  to  Controller,  ECA,  Wash- 
ington, D.  C,  within  90  days  from  date 
of  loading. 

(5 »  One  copy  (or  photostat)  of  the  de- 
tailed invoice  of  the  supplier  indicating 
the  vessel,  flag  and  the  dollar  cost  of 
ocean  freight  and  related  transportation 
charges,  and'^ither  (i)  marked  "Paid" 
by  the  supplier,  or  (li)  endorsed  by,  or 
accompanied  by  a  certificate  of.  an  ofiB- 
cer  of  a  banking  Institution  indicating 
that  payment  has  been  made  in  the 
amount  shown  on  the  invoice.  If  the 
bill  of  lading  (required  as  item  (4» 
above  >  meets  the  requirements  of  this 
item  (5>.  no  Invoice  is  required.  Claim 
for  cost  of  tanker  demurrage  may  be  sub- 
mitted separately  and  must  be  supported 
by  the  documentation  required  by  this 
paragraph  (b),  except  for  items  (3) 
and  (4'>. 

(C»  Such  additional  documentation  as 
may  be  required  for  reimbursem.ent  by 
endorsement  upon  the  Procurement 
Authorization. 

(c)  For  cost  of  services  (other  than 
ocean  tran.'^pcrtation) : 

(1)  Voucher  SF-1034  (Revised)  in 
original  and  three  copies,  to  be  prepared 
by  the  supplier  or  his  assignee  where 
Letter  of  Commitment  is  issued  by  ECA 
to  the  supplier;  or  in  other  cases,  by  the 
participating  country,  by  the  Approved 
Applicant,  or  by  th«  banking  institution 
as  a.ssignee.  or  as  agent  for  and  in  behalf 
of  the  Approved  Applicant. 

(2)  Supplier's  Cprtificate,  In  duplicate, 
with  Invoice-and-Contract  Abstract  on 
reverse  side  (Form  ECA-280.  set  cut  in 
paragraph  (d»  of  this  seclicn). 

<3)  One  copy  (or  photostat)  of  sup- 
plier's detailed  invoice  showing  de.scrip- 
tion  of  services  and  price,  and  either  d) 
marked  "Paid"  by  the  supplier,  or  (ii) 
endorsed  by,  or  accompanied  by  a  cer- 
tificate of.  an  officer  of  a  banking  in- 
stitution Indicating  that  payment  has 
been  made  in  the  amount  shewn  on  the 
Invoice. 

(4)  Certificate  of  t'ne  participating 
countrv'  that  the  .services  have  been  com- 
pleted in  accordance  with  the  terms  of 
the  contract,  and  that  any  reports  or 
recommendations  required  under  the 
terms  of  said  contract  have  been  received. 

(5)  Such  additional  documentation  as 
may  be  required  for  reimbursement  by 
endorsement  upon  the  Procurement 
Authorization. 

(d)  The  supplier  shall  in  all  cases  ex- 
ecute the  Supplier's  Certificate  (Form 
:  CA-280)  referred  to  in  Items  (a)  (2). 
(b)  (2)  and  (c)  (2)  of  this  section,  which 
certificate  is  as  follows: 
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ECA  280  (4-49)  — 

Economls  Cooperation  Admlnlatratlon 

SUPPLira'S  CEBTinCAT* 

ECA  Proc.  Auth.  No. 

The  supplier  hereby  acknowledges  notice 

that  the  sum  of  9 which  Is  claimed 

by  him  to  be  due  and  owing  under  the  terms 
of  the  underlying  contract.  Is  to  be  paid 
out  of  funds  made  available  by  the  United 
States  under  the  Foreign  Assistance  Act  of 
1948  as  amended,  and  further  certifies  and 
agrees  with  the  Administrator  as  follows: 

(1)  The  supplier  Is  entitled  under  said 
contract  to  the  payment  of  the  claimed  sum, 
and  he  will  promptly  make  appropriate  re- 
imbursement to  the  Administrator  In  the 
event  of  his  nonperformance,  In  whole  or 
In  part.  un<ler  said  contract,  or  for  any 
breach  by  him  of  the  terms  of  this  certificate. 

(2)  Adjustment  refunds  or  credits  arising 
out  of  the  terms  of  the  contract  or  the  cus- 
toms of  the  trade  shall  be  made  direct  to 
the  buyer,  but  the  supplier  will  promptly 
notify  the  Administrator  concerning  any 
such  adjustment  refunds  or  credits,  so  that 
the  Administrator  may  obtain  appropriate 
refund  from  the  participating  country.  If 
an  adjustment  results  In  an  additional 
charge  to  the  purchaser,  the  supplier  will 
promptly  notify  the  Administrator  of  such 
additional  charge. 

(3)  If  the  said  contract  Is  on  a  c&f  (cost 
and  freight)  or  a  elf  (cost.  Insurance  and 
freight)  basis,  the  supplier  Is  entitled  to  pay- 
ment, under  ECA  Regulation  1,  as  amended, 
of  any  ocean  freight  charges  Included  In  the 
sum  claimed.  The  supplier  Is  entitled  to 
payment,  under  ECA  Regulation  1,  as  amend- 
ed, of  any  ocean  marine  Insurance  premium 
charges  included  In  the  sum  claimed. 

(4)  The  supplier  1"  the  producer,  manu- 
facturer, processor,  or  exporter  of,  or  a  regu- 
lar dealer  In  the  commodity,  or  furnishes 
the  service  covered  by  said  contract  and  has 
not  employed  any  person  to  obtain  said  con- 
tract under  any  agreement  for  a  commls- 
Bloi  .  percentage,  or  contingent  fee,  except  to 
the  extent.  If  any,  of  the  payment  of  a  com- 
mission to  a  bona  fide  established  commer- 
cial or  selling  agent  employed  by  the  sup- 
plier as  disclosed  on  the  reverse  of  this  form. 

(5)  The  supplier  has  not  given  or  received 
and  win  not  give  or  receive  by  way  of  side 
payments,  "kickbacks."  or  otherwise,  any 
benefit  In  connection  with  said  contract  ex- 
cept as  is  disclosed  on  the  reverse  of  this 
form,  or  as  la  the  result  of  the  adjustments 
referred  to  In  Paragraph  2. 

(6)  If  the  supplier  Is  the  producer,  manu- 
facturer or  processor  of  a  commodity,  said 
contract  Is  not  a  cost  plus-a-percentage-of- 
cost  contract.  • 

(7)  The  supplier  further  certifies,  on  the 
basis  of  Information  obtained  from  such 
sources  as  are  available  to  him,  that  to  the 
best  of  his  Information  and  belief  the  pur- 
chase price  Is  no  higher  than  the  market 
price  (which  shall  mean  the  export  market 
price,  where  such  a  price  Is  customary  In 
the  trade)  prevailing  In  the  United  States 
at  the  time  of  purchase,  adjusted  for  differ- 
ences In  the  cost  of  transportation  to  des- 
tination, quality,  and  terms  of  payment. 

(8)  The  supplier  further  certlfie.s  that  (a) 
on  the  basis  of  information  obtained  from 
such  sources  as  are  available  to  him,  and  to 
the  best  of  his  Information  and  -belief,  the 
purchase  price  Is  no  higher  than  the  price 
calculated  in  accordance  with  the  applicable 
price  provisions  of  ECA  Regulation  1,  as 
amended,  and  he  has  compiled  with  the  rules 
provided  therein;  and  (b)  he  has  allowed 
all  discounts.  Including  discounts  for  quan- 
tity purchases  and  prompt  payment,  cus- 
tomarily allowed  his  other  customers  simi- 
larly situated. 

(9)  If  the  supplier  furnishes  only  a  service, 
he  shall  not  be  deemed  to  certify  to  para- 
graphs 7  and  8  but  Instead  certifies  that  the 
rate  Indicated  on  tht  reverse  of  this  form  for 
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the  service  rendered  does  not  exceed  the  pre- 
vailing rate,  if  any,  for  similar  services,  or  the 
rate  paid  to  the  supplier  for  similar  services 
by  other  customers  similarly  situated. 

(10)  The  supplier  has  filled  In  the  appli- 
cable portions  of  the  Involce-and-contract 
abstract  on  the  reverse  hereof,  certifies  to  the 
correctness  of  the  information  shown  there- 
in, and  win  furnish  promptly  to  the  Admin- 
istrator at  his  request  such  additional  infor- 
mation in  such  form  as  the  Administrator 
may  require  concerning  price  or  any  other 
details  of  the  purchase. 

Date 


(Authorized  signature) 

Note:  Any  amendments,  deletions  of  ap- 
plicable provisions,  or  substitutions  will  in- 
validate this  certificate. 

Before  executing  the  Supplier's  Certifi- 
cate, the  supplier  shall  fill  in  the  Invoice- 
and-Contract  Abstract  on  the  reverse 
side  In  accordance  with  the  Instructions 
attached  to  the  form.  The  information 
required  by  the  Abstract  is  generally  as 
follows: 

(1)  Invoice  Information,  including  the 
supplier's  name  and  address,  the  import- 
er's name  and  address,  and  detailed  bill- 
ing and  shipping  data. 

(2)  Information  relating  to  agents' 
commissions  payable,  including  a  state- 
ment as  to  whether  any  agent  is  believed 
by  the  supplier  to  be  foreign. 

(3)  Contract  and  price  Information. 
Including  a  reconciliation  of  the  contract. 
Invoice  and  domestic  unit  prices  appli- 
cable. 

§  201.20  Procurement  by  U.  S.  Gov- 
ernment agencies.  When  procurement 
of  a  commodity  or  service  is  made 
through  U.  S.  Government  procurement 
facilities  in  accordahce  with  §  201.10,  an 
allocation  of  funds  to  the  procuring  de- 
partment, agency  or  establishment  will 
be  made  by  the  Administrator. 

StJBPART  D — PRICE  PROVISIONS 

§  201.21  Purchase  in  bulk  of  com- 
modities—(di)  Definition.  The  term  "ad- 
Justed  market  price"  means  the  market 
price  prevailing  in  the  United  States  at 
the  time  of  the  purchase,  adjusted  for 
differences  in  the  cost  of  transportation 
to  destination,  quality,  and  terms  of  pay- 
ment, as  determined  by  the  Adminis- 
trator. 

(b)  Scope.  This  section  establishes 
the  procedures  for  compliance  with  sec- 
tion 112  <1)  of  the  act  and  section  202  of 
the  Foreign  Aid  Appropriation  Act,  1949. 
which  sections  apply  to  all  purchases  in 
bulk,  except  those  where,  before  June  28. 
1948,  both  (Da  binding  purchase  con- 
tract was  in  effect  between  the  parties  in 
which  the  price,  or  the  method  for  deter- 
mining the  price,  was  established,  and 
(2)  the  Procurement  Authorization  was 
issu^.  In  such  excepted  cases,  any 
statement  in  the  Supplier's  Certif.cate 
relating  to  the  provisions  of  this  section 
shall  be  deemed  to  be  waived  by  ECA. 

(c)  Determination  of  adjusted  market 
price.  Determination  of  the  adjusted 
market  price  may  be  made  by  the  Ad- 
ministrator In  such  manner  as  to  reflect 
commonly  accepted  trade  practices.  In 
the  case  of  purchases  In  bulk  made  out- 
side the  United  States,  the  Administrator 
may  determine  that  the  purchase  price 
complies  with  said  sections  112  (1)  and 
202  if  he  determines  that  such  price. 


plus  cost  of  transportation  and  related 
charges  from  place  of  purchase  to  the 
participating  country  at  established 
rates,  does  not  exceed  the  market  price 
prevailing  In  the  United  States  (adjusted 
for  differences  In  quality  and  terms  of 
payment),  plus  cost  of  transportation 
and  related  charges  at  established  rates 
to  the  participating  country.  If  the  price 
of  any  purchase  in  bulk  exceeds  the  ad- 
justed market  price,  the  participating 
country  shall  pay  promptly  to  the  Ad- 
ministrator upon  demand  the  entire 
amount  of  the  purchase  price. 

§  201.22  Purchase  prices — (a)  Scope 
of  this  section.  (1)  Section  112  (1)  of 
the  act  and  section  202  of  the  Foreign 
Aid  Appropriation  Act  of  1949  establish 
an  upper  limit  to  the  prices  that  may  be 
approved  by  ECA  for  purchases  in  bulk 
of  commodities  (see  §201.21).  Within 
that  limitation,  it  is  the  policy  of  ECA 
to  make  payment  only  for  purchases  of 
commodities,  whether  or  not  in  bulk, 
which  are  made  at  prices  that  approxi- 
mate, as  nearly  as  practicable,  lowest 
competitive  market  prices.  It  Is  expected 
that  buyers,  exercising  prudence  in  their 
negotiations,  will  agree  to  pay  no  more 
than  such  prices. 

The  rules  set  forth  In  this  section  are 
Intended  as  a  guide  to  buyers  and  sellers 
In  conducting  their  negotiations.  These 
rules  fix  the  point  beyond  which  pur- 
chases will  not  be  eligible  for  reimburse- 
ment by  ECA.  Compliance  with  them 
will  make  a  purchase  eligible  for  financ- 
ing, and  post-audit  will  be  made  by  ECA 
to  determine  whether  there  has  been 
compliance.  If  it  appears  that  the  ob- 
jective of  lowest  competitive  market 
prices  Is  not  being  met.  ECA  will  take 
appropriate  action  to  Impose  additional 
limitations. 

(2)  The  provisions  of  this  section  shall 
apply  to  all  purchases,  except  those 
where  both  (i)  a  binding  purchase  con- 
tract was  In  effect  between  the  parties 
before  May  17.  1949  in  which  the  price, 
or  the  method  for  determining  the  price, 
was  established  and  (ii)  the  Prociu-e- 
ment  Authorization  was  Issued  before 
May  3.  1949.  In  such  excepted  cases, 
any  statement  In  the  Supplier's  Certifi- 
cate relating  to  the  provisions  of  this  sec- 
tion shall  be  deemed  to  be  waived  by 
ECA. 

(b)  Meaning  of  terms  in  this  section — 
(1)  "Similar  commodity".  One  com- 
modity shall  be  deemed  similar  to  an- 
other commodity,  if  both  have  the  same 
use.  afford  the  purchaser  equivalent  serv- 
iceability, and  belong  to  a  type  which 
would  ordinarily  be  sold  In  the  same  price 
line. 

(2)  "Comparable  sale".  The  term 
"comparable  sale"  Includes  all  sales 
which  are  comparable  as  to  quantity, 
quality,  grade,  period  of  delivery,  supply 
area,  terms  of  sale  and  cla.ss  of  customer. 

If  special  market  conditions  exist  In  a 
country  other  than  the  United  States,  a 
sale  for  export  to  such  country  shall  not 
necessarily  be  deemed  to  be  comparable 
to  a  sale  for  export  to  any  other  country. 

(3)  "Competitive  sellers".  "Competi- 
tive sellers"  shall  mean  sellers  of  the 
same  class  (manufacturers,  merchant 
exporters,  etc.)  who  are  selling  the  sjjie, 
or  similar  commodities  from  the  same 
supply  area. 
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(4)  "Manufacturers,  producers  or 
processors".  "Manufacturers,  producers 
or  processors"  shall  mean  sellers  who 
operate  a  factory,  mill,  assembly  plant, 
well,  mine  or  similar  facility  In  which  by 
mechanical  or  chemical  apparatus  or 
other,  similar  means,  raw  materials  or 
Ingredients  are  processed,  component 
parts  assembled  or  manipulated,  in  the 
preparation  of  the  product  for  sale.  A 
seller  shall  not  be  deemed  to  be  a  manu- 
facturer, producer  or  processor  In  an  ex- 
port sale  which  Involves  a  commodity 
which  he  did  not  manufacture,  produce 
or  process. 

(5)  "Export  differential".  "Export 
differential"  shall  mean  the  difference 
between  a  domestic  sale  price  and  an  ex- 
port sale  price  computed  either  as  a  per- 
centage of  the  domestic  price  or  In  ac- 
cordance with  any  other  established 
practice  of  the  seller. 

(6)  "Time  of  purchase".  "Time  of 
purchase"  shall  mean  the  day  as  of  which 
the  purchase  price,  or  the  methorf  for 
determining  the  price.  Is  established  be- 
tween the  buyer  and  the  seller. 

(c)  Comparison  of  prices,  d)  Wher- 
ever, In  this  section  the  term  "same  or 
a  similar  commodity"  is  used,  compari- 
son, where  possible,  shall  be  made  with 
reference  to  the  same  commodity. 
Where  such  comparison  Is  not  possible, 
comparison  shall  then  be  made  with  ref- 
erence to  a  similar  commodity. 

(2)  Wherever,  in  this  section,  a  com- 
parison with  a  domestic  sales  price  Is 
required  and  such  domestic  price  Is  on  a 
different  delivered  basis  than  the  export 
sales  price  as,  for  example,  where  the 
domestic  price  is  on  an  f.  o.  b.  plant  basis 
and  the  export  price  is  on  an  f.  a.  s.  basis, 
addition  of  Inland  transportation  costs 
and  other  related  and  necessary  Inland 
costs  to  the  domestic  price  may  be  made 
in  order  to  afford  a  proper  comparison 
with  the  export  sales  price. 

(3)  This  section  requires  comparison 
of  a  purchase  price  with  other  prices  at 
the  "time  of  purchase."  In  cases  where 
a  purchase  price  Is  established  between 
the  parties  substantially  In  advance  of 
the  day  on  which  delivery  Is  to  be  made, 
the  Administrator  may  refuse  to  recog- 
nize such  price  for  reimbursement,  If  (i) 
the  price  Is  excessive  In  comparison  with 
other  prices  for  the  same  or  a  similar 
commodity  at  the  time  of  delivery,  and 
(il)  It  is  not  customary  in  the  trade  for 
such  a  long  term  contract  to  be  made  or, 
it  Is  not  customary  for  such  a  contract 
to  be  made  without  a  provision  for  a 
change  In  price  to  reflect  generally  pre- 
vailing prices  for  the  commodity  at  the 
time  of  delivery. 

(d)  Prices  for  purchases  in  the  United 
States — (1)  Class  I — Certain  listed  com- 
modities, (i)  Transactions  in  Class  I 
.'-hall  Include  all  purchases  In  the  United 
States  of  any  of  the  following  listed 
commodities: 
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Rye. 

Corn. 

Oats. 

Barley. 

Grain  sorghum. 

Buckwheat. 

Wheat  flour. 

Corn  flour. 

Grits  and  meal. 

Rolled  oats. 

Soy  flour. 

Rice. 

Rice  flour. 

Polish  and  meal. 

Babassu    kernels    or 
nuts. 

Castor  beans. 

Castor  oil. 

Cocoa  butter. 

Cottonseed  oil. 

Coconut  oil. 

Copra. 

Fatty  acids;  animal, 
vegetable  or  ma- 
rine origin. 

Fish  oils. 

Flaxseed. 

Grease,  Inedible. 

Lanolin. 

Lard. 

Linseed  oil. 

Mustard  seed. 

Mustard  seed  oil. 

Neat's-foot  oil. 

Olive  oil. 

Palm  oil. 

Palm  kernels. 

Palm  kernel  oil. 

Peanuts. 

Peanut  oU. 

Rapeseed. 

Rapeseed  oil. 

Sesame  seed. 

Sesame  seed  oil. 


Soap. 
Soybeans. 
Soybean  oil. 
Bperm  oil. 
Sunflower  seed. 
Sunflower  seed  oil. 
Tallow. 
Tung  oil. 
Whale  oil. 
Cottonseed    cake    or 

meal. 
Soybean     cake     or 

meal. 
Linseed     cake     or 

meal. 
Peanut  cake  or  meal. 
Other   oilseed   cakes 

and  meals. 
Wheat  mUl  feeds. 
Mixed     animal     and 

poultry  feeds. 
Pish  scrap  and  meal. 


Corn 

feeds. 
Milk 

feeds. 
Meat 

feeds. 
Brewers 
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feeds. 
Turpentine. 
Natural  resins. 
Tall   oil.  crude 

refined. 
Beans,  dry  edible. 
Cocoa  beans. 
Coffee,  green. 
Fruit,  dried. 
Fruit,  fresh. 
Peas,  dry  edible. 
Sugar,  raw. 
Sugar,  refined. 


byproducts 

byproducts 

byproducts 

and  dlstlll- 
byproducts 


and 


Cotton,  raw. 
Cotton  Unters. 
Cotton  waste. 
Silk,  raw. 
Wool,  raw. 
Soft  hemp. 
Flax  fiber. 
Ramie  fiber. 
Ab.ica      or      manll* 
fiber. 


Sisal     or     henequen 

fiber. 
Istle  or  tula  fiber. 
Couch  grass  or  broom 

root  fiber. 
Jute  fiber. 
Coir  or  cocos  fiber. 
Animal    hairs    other 

than  wool. 
Wheat. 


(ii)  The  price  (not  Including  ocean 
freight  or  ocean  marine  Insurance)  for 
a  Class  I  purchase  shall  not  exceed  the 
price  prevailing  in  the  United  States  in 
comparable  sales  of  the  commodity,  at 
the  time  of  the  purchase,  as  evidenced  by 
current  bid  and  ask  quotations  in  the 
appropriate  market,  adjusted  by  costs 
customarily  and  necessarily  Incurred  In 
making  the  export  sale. 

The  supplier  shall  send  to  ECA  Food 
and  Agriculture  Division,  a  copy  of  the 
contract  as  soon  as  it  Is  signed  by  him, 
but  In  no  event  later  than  5  days  after 
the  purchase  agreement  Is  completed. 
This  Information  is  needed  In  order  to 
enable  ECA  to  compare  the  purchase 
price  with  the  prevailing  price  while  the 
information  regarding  bi(i  and  ask  quo- 
tations Is  readily  available,  and  to  deter- 
mine the  propriety  of  the  purchase  price 
In  the  light  of  conditions  existing  at  the 
time  of  purchase. 

Failure  of  ECA  to  communicate  with 
the  supplier  or  the  buyer  following  re- 
ceipt of  the  copy  of  the  contract  shall  not 
be  deemed  to  be  approval  or  disapproval 
of  the  price. 

.  (2)  Class  II — Purchases  of  unlisted 
commodities  from  manufacturers,  pro- 
ducers or  processors  (primary  sellers). 
(I)  Transactions  in  Class  II  shall  In- 
clude all  purchases  In  the  United  States 
from  a  manufacturer,  producer,  or  proc- 
essor of  any  commodity  except  commodi- 
ties listed  In  Cla.ss  I,  or  subject  to  special 
rules  under  Class  IV  below. 

(II)  The  price  (not  Including  ocean 
freight  or  ocean  marine  Insurance)  for  a 
Class  n  purchase  shall  In  no  case  exceed 
any  price  charged  by  the  supplier  at  the 
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time  of  purchase  In  a  comparable  export 
Bale  of  the  same  or  a  similar  commodity. 
Nor  shall  It  exceed  the  sum  of  the 
applicable  figures  determined  under  (a) 
(domestic  price  base)  and  (b)  (export 
differential)  below: 

(a)  Domestic  price  base.  The  price 
charged  by  the  supplier  In  comparable 
domestic  sales  of  the  same  or  a  similar 
commodity  made  during  the  period  in 
which  the  supplier's  current  domestic 
prices  have  been  In  effect.  If,  during 
that  period,  more  than  one  price  was 
charged  In  such  sales,  the  figure  under 
this  (a)  shall  be  the  price  charged  In 
the  comparable  domestic  sale  made 
nearest,  in  point  of  time,  to  the  purchase 
being  submitted  for  ECA  reimbursement. 

If  the  supplier  made  domestic  sales  of 
the  same  or  a  similar  commodity  during 
the  aforementioned  period,  but  such 
sales  were  not  comparable,  the  figure  un-. 
der  this  (a)  shall  be  the  price  charged 
in  the  domestic  sale  made  nearest,  in 
point  of  time,  to  the  purchase  being 
submitted  for  ECA  recognition,  adjusted 
by  the  supplier's  customary  differential 
between  such  sales  and  the  sale  involved 
In  the  ECA  transaction- 

If  the  supplier  made  no  domestic  sales 
of  the  same  or  a  similar  commodity  dur- 
ing the  aforementioned  period,  the  fig- 
ure under  this  (a)  shall  be  the  price 
prevailing  In  the  United  States  at  the 
time  of  purchase,  in  comparable  domes- 
tic sales  of  the  same  or  a  similar  com- 
modity by  the  supplier's  competitive 
sellers. 

(b)  Export  differential.  An  export 
differential,  if  any,  customarily  used  by 
the  supplier  in  comparable  sales  of  the 
same  or  a  similar  commodity  or  cur- 
rently being  used  by  the  supplier  In  com- 
parable non-ECA  sales  of  the  same  or  a 
similar  commodity. 

If  the  supplier  has  not  previously  made 
any  export  sales  of  the  same  or  a  similar 
commodity,  the  figure  under  this  (b) 
shall  be  an  export  differential  which 
would  be  recognized  for  reimbursement 
by  ECA,  In  comparable  sales,  at  the  time 
of  purchase  of  the  same  or  a  similar  com- 
modity by  any  of  the  supplier's  competi- 
tive sellers. 

(Hi)  With  respect  to  Class  II  trans- 
actions, ECA  may  refuse  to  recognize  for 
reimbursement  any  purchase  price  which 
Includes  an  export  differential  that  is 
patently  out  of  line  with  appropriate 
export  differentials  of  the  supplier's 
competitive  sellers. 

(3)  Class  III— Purchases  of  unlisted 
commodities  from  sellers  (secondary 
sellers)  other  than  manufacturers,  pro- 
ducers or  processors,  d)  Transactions 
in  Class  III  shall  include  all  purchases 
within  the  United  Stafes  from  a  seller 
other  than  a  manufacturer,  producer  or 
processor  of  any  commodity  except  com- 
modities listed  In  Class  I  or  subject  to 
special  rules  under  Class  IV  below. 

(ii)  The  price  (not  including  ocean 
freight  or  ocean  marine  insurance)  for  a 
Class  ni  purchase  shall  In  no  case  ex- 
ceed any  price  charged  by  the  supplier  at 
the  time  of  purchase  in  a  comparable  ex- 
port sale  of  the  same  or  a  similar  com- 
modity, except  to  the  extent  necessary  to 
reflect  a  difference  in  his  acquisition  cost 
of  the  commodity. 
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Nor  shall  it  exceed  the  sum  of  the  ap- 
plicable figures  determined  under  (a) 
(donrestic  price  base)  and  (b)  (export 
differential)  below: 

(a)  Domestic  price  base.  The  domes- 
tic price  of  the  manufacturer,  producer 
or  processor  of  the  commodity,  In  effect 
at  the  time  of  the  purchase  by  the  im- 
porter. 

If  the  supplier  is  unable  to  ascertain 
the  domestic  price  of  the  manufacturer, 
producer  or  processor  of  the  commodity, 
the  figure  under  this  (a)  shall  be  the 
domestic  prlpe  of  manufacturers,  pro- 
ducers or  processors  of  the  same  or  a 
similar  commodity,  prevailing  at  the 
time  of  purchase  by  the  importer. 

If  the  same  or  a  similar  commodity  is 
not  sold  In  the  domestic  market,  the 
figure  under  this  (a)  shall  be  the  sup- 
plier's cost  of  acquisition. 

(b)  Export  differential.  An  export 
"differential.  If  any.  customarily  used  by 
the  supplier  in  comparable  sales  of  the 
same  or  a  similar  commodity  or  cur- 
rently being  used  by  the  supplier  In  com- 
parable non-ECA  sales  of  the  same  or 
a  similar  commodity. 

If  the  supplier  has  not  previously  made 
any  export  sales  of  the  same  or  a  similar 
commodity  the  figure  under  this  (b) 
shall  be  an  export  differential  which 
would  be  recognized  for  reimbursement 
by  ECA,  in  comparable  sales  at  the  time 
of  purchase  of  the  same  or  similar  com- 
modity by  any  of  the  supplier's  com- 
petitive sellers. 

(iii>  With  respect  to  Class  m  trans- 
actions, ECA  may  refuse  to  recognize  for 
reimbursement  any  purchase  price  which 
Includes  an  export  differential  that  is 
patently  out  of  line  with  appropriate 
export  differentials  of  the  supplier's  com- 
petitive sellers. 

(4 »  Cla.^s  IV — Special  rules  for  certain 
commodities.  Special  rules  for  certain 
commodities  may  be  established,  from 
time  to  time,  by  the  Administrator. 

(e)  Prices  for  purchases  outside  the 
United  States — (D  Commodities  listed 
in  Class  I  above,  (i)  The  price  plus  costs 
of  transportation  to  the  port  of  entry  in 
the  participating  country  for  a  purchase 
outside  the  United  States  of  a  commod- 
ity listed  in  Class  I  above,  shall  not  ex- 
ceed the  price  prevailing  In  the  United 
States  in  comparable  sales  of  the  com- 
modity at  the  time  of  purchase,  as  evi- 
denced by  current  bid  and  ask  quota- 
tions, adjusted  by  costs  customarily  and 
necessarily  Incurred  in  making  the  ex- 
port sale;  plus  costs  of  transportation  to 
the  port  of  entry  in  the  participating 
country. 

Nor  shall  the  price  exceed  the  prevail- 
ing export  market  price  at  the  time  of 
purchase  in  comparable  sales  of  the  com- 
modity from  the  source  country. 

<il>  Sugar .  In  addition.  In  the  case  of 
sugar,  the  purchase  price  shall  not  ex- 
ceed the  world  price  as  derived  from  the 
daily  market  quotation  on  World  Raws. 
No.  4  Contract.  P.  A.  S.  Cuban  Ports,  ad- 
justed for  differences  In  quality,  bagging, 
cost  of  transportation  to  destination,  and 
other  appropriate  considerations. 

(iii)  For  the  reasons  set  forth  under 
Class  I  above,  the  supplier  shall  send  no- 
tification of  the  Procurement  Authoriza- 
tion number,  name  of  buyer,  name  of 
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commodity,  quantity,  quality,  grade  or 
type,  basis  of  delivery  (e.  g..  t.  o.  b.  ves- 
sel, f.  a.  s.).  time  of  delivery,  style  and 
size  of  pack,  and  contract  price,  by  pre- 
paid telegram  or  prepaid  cable  addressed 
to  ECA  Food  and  Agriculture  Division. 
Washington.  D.  C.  within  48  hours  after 
the  close  of  business  on  the  day  in  which 
the  purchase  agreement  Is  completed, 
and  a  copy  of  the  contract  shall  be  sent 
by  the  supplier  within  30  days  after  the 
purchase  agreement  is  completed. 

Failure  of  ECA  to  communicate  with 
the  supplier  or  the  buyer  following  the 
receipt  of  the  above  information  shall 
not  be  deemed  to  be  approval  or  dis- 
approval of  the  price. 

(2)  Unlisted  commodities.  A  price 
for  a  purchase  outside  the  United  States 
of  a  commodity  which  is  not  listed  in 
Class  I  above  or  subject  to  special  rules 
under  Class  IV  above  will  be  approved 
for  reimbursement  if : 

(i)  It  does  not  exceed  any  price 
charged  by  the  supplier  at  the  time  of 
purchase  in  a  comparable  export  sale  of 
the  same  or  a  similar  commodity;  and 

(ii)  It  does  not  exceed  the  export 
market  price  prevailing  at  the  time  of 
purchase  in  comparable  sales  of  the  same 
or  a  similar  commodity  by  the  "principal 
suppliers"  in  the  source  country,  de- 
termined by  applying  to  that  country  as 
nearly  as  may  be.  the  rules  set  forth  In 
paragraph  (d>  (2)  of  this  section;  and 

(iii)  It  results  in  a  delivered  cost  to 
the  port  of  enry  in  the  participating 
country  no  higher  than  the  delivered  cost 
which  would  have  been  incurred  In  a 
purchase  for  export  of  the  same  or  a 
similar  commodity  from  one  of  the 
"principal  suppliers"  in  the  United 
States. 

For  the  purposes  of  this  subparagraph 
(2).  a  supplier  shall  be  deemed  a  "prin- 
cipal supplier"  if  he  is  one  of  the  group 
of  the  largest  volume  suppliers  re- 
sponsible for  50  percent  of  the  export 
sales  of  the  commodity  from  the  United 
States,  or  source  country,  whichever  is 
applicable. 

SUBPART    E — RESPONSIBILITIES    OF    BANKING 
INSTXTUTIONS 

§  201.23  Responsibilities  of  banking 
institutions  in  connection  with  Letters 
of  Commitment  issued  to  them,  (a) 
Documents  required  for  reimbursement 
are  enumerated  in  §  201.19.  Any  addi- 
tional documents  required  for  reimburse- 
ment with  re.spect  to  any  particular 
transaction  will  be  specified  as  such  in 
the  Procurement  Authorization  related 
to  that  transaction  and  to  the  cor- 
responding Letter  of  Commitment,  or  in 
the  Letter  of  Commitment  itself.  A 
banking  institution  in  the  United  States 
(called  "bank"  In  this  subpart)  holding 
a  Letter  of  Commitment  Is  not  required 
by  ECA  to  obtain  any  documents  other 
than  those  enumerated  In  S  201.19  and 
any  additional  documents  so  specified. 

(b)  A  bank  Is  not  responsible  for  the 
truth  or  accuracy  of  the  statements  con- 
tained In  any  of  the  documents  required 
for  reimbursement.  A  bank  is  not 
obliged  to  look  beyond  these  documents 
nor  to  make  Independent  Investigation 
as  to  the  accuracy  of  statements  made 
therein. 


(c)  A  bank's  examination  of  the  docu- 
ments required  for  reimbursement '  must 
be  made  in  accordance  with  good  com- 
mercial practice.  A  bank  Is  responsible 
to  see  that  the  documents  required  for 
reimbursement  are  consistent  with  the 
relative  Procurement  Authorization  and 
Letter  of  Commitment  in  the  following 
particulars,  and  no  other: 

(1)  Delivery,  to  the  extent  described 
In  paragraph  (d)  of  this  section; 

(2)  Source.. to  the  extent  described  in 
paragraph  (e)  of  this  section; 

(3)  Destination,  to  the  extent  de- 
scribed m  paragraph  (f)  of  this  section; 

(4)  Description,  to  the  extent  de- 
scribed in  paragraph  (g)  of  this  section: 

(5)  Discounts  and  purchasing  agents' 
commissions,  to  the  extent  described  in 
paragraph  (h)  of  this  section; 

( 6 )  If  the  bank  Is  to  be  responsible  for 
any  additional  particulars,  these  will  be 
specified  in  the  Procurement  Authoriza- 
tion or  Letter  of  Commitment  as  addi- 
tional documents  required  for  reim- 
bursement, or  as  additional  statements 
to  be  contained  In  the  documents  re- 
quired for  reimbursement. 

The  right  of  reimbursement  for  pay- 
ments made  by  a  bank  In  accordance 
with  good  commercial  practice  will  not 
be  affected  by  the  Information  contained 
In  the  Involce-and-Contract  Abstract, 
nor.  except  with  respect  to  those  particu- 
lars listed  In  subparagraphs  (1)  through 
(6)  of  this  paragraph,  by  the  fact  that 
the  other  documents  received  by  the 
bank,  or  Information  or  notice  received 
from  any  other  source,  indicated  non- 
compliance with  any  provision  of  this 
part,  or  of  the  Procurement  Authoriza- 
tion, or  of  the  Letter  of  Commitment. 

The  foregoing  shall  not  be  construed 
to  limit  any  rights  the  Administrator  may 
have  against  a  supplier  by  reason  of 
statements  contained  In  the  Supplier's 
Certificate,  nor  against  a  participating 
country  under  §  201.6  (d). 

(d)  Delivery.  The  Procurement  Au- 
thorization will  ordinarily  show  the  cal- 
endar quarter  during  which  delivery  Is 
to  be  made  by  the  supplier.  Section 
201.12  permits  deliveries  within  60  days 
before  or  90  days  after  that  quarter.  If 
any  of  the  documents  specified  In  §  201.19 
(a)  (3)  or  (b)  <3).  or  (c)  (3)  (or  In  the 
Procurement  Authorization  or  Letter  of 
Commitment)  are  dated  at  any  time 
within  the  entire  8-month  period,  or  any 
other  period  permitted  by  ECA.  they  are 
acceptable.  In  practice.  It  Is  contem- 
plated that  each  Letter  of  Commitment 
win  specify  a  maturity  date  not  later 
than  the  end  of  such  8-month  period. 
The  60  days  before  are  to  be  construed 
as  two  calendar  months  or  60  days, 
whichever  Is  longer.  The  90  days  after 
are  to  be  construed  as  three  calendar 
months  or  90  days,  whichever  Is  longer. 

(e)  Source.  If  the  documents  re- 
quired for  reimbursement  show  ship- 
ment from  or  storage  in  the  area  shown 
as  "source"  In  the  Procurement  Authori- 
zation,  they   are    acceptable.    If   such 


>In  paragraphs  (c).  (e).  (f).  (g).  and  (h) 
of  thU  i  201.23.  the  phrase  "documents  re- 
quired for  reimbursement"  does  not  Include 
the  Invotce-and-Contract  Abstract,  as  to 
which,  see  I  2<n.l6  (c)   (2)   (11). 
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documents  show  shipment  from  or 
storage  in  another  area,  the  requirement 
as  to  source  will  be  satisfied  If  the  bank 
receives  a  certificate  from  the  supplier. 
Indicating  that  the  area  of  "source."  as 
that  t«rm  Is  defined  In  §  201.1  (k).  is  In 
fact  the  same  as  that  Indicated  In  the 
Procurement  Authorization. 

(f)  Destination.  The  Procurement 
Authorization  will  show  the  recipient 
country.  If  the  documents  required  for 
reimbursement  are  consistent,  under 
good  commercial  practice,  with  shipment 
or  trans-shipment  to  such  country,  they 
are  acceptable. 

<g)  Description.  The  Procurement 
Authorization  will  show  the  commodity 
or  services  by  description  and  ECA  com- 
modity code  number.  In  Issuing  or  con- 
firming credits,  a  bank  should  see  that 
the  commodities  or  services  described 
are  not  Inconsistent  with  the  ECA  de- 
scription and  commodity  code  number. 
In  making  payments,  whether  under 
Letters  of  Credit  or  otherwise,  the  bank 
should  act  In  accordance  with  good  com- 
mercial practice,  based  on  the  descrip- 
tion contained  In  the  documents  re- 
quired for  reimbursement,  and  without 
regard  to  the  commodity  code  number. 

(h)  Discounts  and  purchasing  agents' 
connnissions.  A  bank  Is  not  required  to 
make  Independent  inquiry  as  to  whether 
an  Invoice  price  Includes  either  dis- 
counts, or  commissions  payable  to  pur- 
chasing agents,  but  should  not  make 
payment  of  any  such  items  when  dis- 
closed by  the  documents  required  for  re- 
imbursement. 

« i  •  General  provisions  of  Procurement 
Authorizations.  Section  201.6  sets  forth 
certain  provisions  to  be  deemed  incor- 
porated In  each  Procurement  Authoriza- 
tion, unless  otherwise  specified.  The 
documents  required  for  reimbursement 
by  §  201.19  Include  a  Supplier's  Certifi- 
cate showing  compliance  with  some  of 
these  provisions.  A  bank  is  entitled  to 
rely  on  such  certificate.  Special  certifi- 
cates may  also  be  required  by  the  terms 
of  particular  Procurement  Authoriza- 
tions or  Letters  ot  Commitment;  In  such 
cases,  a  bank  is  entitled  to  rely  on  such 
certificates. 

Certain  other  provisions  of  §  201.6  are 
Included  solely  for  the  Instruction  of 
suppliers,  purchasers,  and  the  participat- 
ing countries  themselves,  and  are  not 
matters  for  which  banks  are  to  assume 
responsibility.  In  this  category  are  the 
provisions  of  S  201.6  (f )  (2)  (Sales 
Agents);  §201.6  (g)  (Adjustment  Re- 
funds and  Adjustment  Credits) ;  §  201.6 
(h)  (Insurance) ;  §  201.6  (I)  (Airmail 
Distribution  of  Ocean  Bill  of  Lading) ; 
5  201.6  (j)  (Price  Limitations);  and 
5  201.6  (k)   (Export  Licenses). 

(j)  OceaJi  transportation.  A  bank 
which  obtains  a  Supplier's  Certificate  Is 
not  requireckto  assume  responsibility  for 
compliance  with  5  201.7,  regardless  of 
whether  other  documentation  or  Infor- 
mation received  indicates  compliance  or 
non-compliance  with  such  section. 

(k)  Qualifications  on  issuance  of  Pro- 
curement Authorizations.  Banks  financ- 
ing transactions  under  Letters  of  Com- 
mitment or  Procurement  Authorizations 
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are  not  required  to  assume  responsibility 
for  compliance  with  §  201.5. 

(1)  Responsibilities  of  importers  and 
suppliers.  Subpart  B  of  this  part 
(§5  201.11  to  201.13)  contains  provisions 
concerning  use  of  the  Procurement  Au- 
thorization number,  placement  of  orders 
and  delivery  dates,  and  markings  of  com- 
modities. Banks  financing  transactions 
under  Letters  of  Commitment  or  Pro- 
curement Authorizations  are  not  required 
to  assume  responsibility  for  compliance 
with  this  subpart. 

(m)  Bank  Letter  of  Commitment :  ex- 
piration in  letter  of  credit  transactions. 
The  Letter  of  Commitment  constitutes  an 
obligation  to  reimburse  for  any  drafts 
negotiated  under  Letters  of  Credit  prior 
to  the  date  of  maturity  specified  in  the 
Letter  of  Commitment,  even  though  such 
drafts  are  paid  after  such  date. 

(n)  Bank  Letter  of  Commitment; 
payment  to  third  persons.  The  right  of 
reimbursement  for  a  payment  made  by  a 
bank  under  a  Letter  of  Commitment  will 
not  be  affected  by  the  fact  that  such  pay- 
ment is  made  to  the  Approved  Applicant 
named  in  the  Letter  of  Commitment  or, 
at  the  request  of  the  Approved  Applicant, 
to  a  person  other  than  the  supplier,  pro- 
vided the  bank  has  complied  with  the 
other  requirements  of  the  Letter  of  Com- 
mitment and  has  satisfied  itself  in  good 
faith  that  the  person  to  w^hom  it  makes 
payment  has  made  payment  to  the  sup- 
plier.    • 

§  201.24  Saiing  clause.  The  Adminis- 
trator may  waive,  withdraw,  or  amend  at 
any  time  or  from  time  to  time  any  or  all 
of  the  provisions  of  this  part. 

Transitory  provisions.  Standard  doc- 
umentation for  payments  under  a  Pro- 
curement Authorization  shall  be  in  the 
form  required  by  this  Regulation  1.  as 
amended  May  3. 1949,  subject  to  the  spe- 
cial provisions.  If  any,  of  the  Procure- 
ment Authorization  or  related  Letter  of 
Commitment.  However,  with  respect  to 
Procurement  Authorizations  Issued  be- 
fore May  17.  1949.  other  documentation 
will  be  acceptable  as  a  substitute,  as 
follows : 

(a)  Claims  for  reimbursement  for  pay- 
ments made  to  a  supplier  before  July  1, 
1949.  may  be  supported  by  standard  doc- 
imientation  <1)  in  the  form  prescribed 
by  ECA  Regulation  1.  as  amended  Octo- 
ber 15.  1948.  subject  to  the  special  provi- 
sions. If  any.  of  the  Procurement  Author- 
ization or  related  Letter  of  Commitment, 
or  (2)  In  the  form  permitted  by  the  Pro- 
curement Authorization,  if  issued  on  any 
form  other  than  ECA  Form-203  (white 
paper),  or  related  Letter  of  Commit- 
ment. 

(b)  Wh«re  an  Irrevocable  letter  of 
credit  was  Issued  prior  to  May  17,  1949. 
claims  for  reimbursement  for  payments 
made  to  a  supplier  at  any  date  may  be 
supported  by  standard  documentation  In 
either  of  the  forms  permitted  In  (a). 

Howard  Bruce. 
Acting  Administrator  for 
Economic  Cooperation. 

(F.    R.    Doc.    49-3554;    Filed.    May    2.    1949; 
11:26  a.  m.J 


2175 

(ECA    Reg.    1.    as    Amended    May    8,    1949. 
Order  1] 

Part   201 — Procedures   for   Furnishing 
a.ssistance  to  participating  countries 

procurement  authorization  for  fourth 
quarter  1948  isstled  after  delivery  of 
commodity  or  service 

Order  1  (F.  R.  Doc.  48-10961;  13  F.  R. 
7801)  is  revoked. 

Howard  Bruce. 
Acting  Administrator  for 
Economic  Cooperation. 

[F.    R.    Doc.    49-3555;    Filed.    May    2,    1949; 
11:26  a.  m.] 


[ECA    Reg.    1.    as    Amended    May    3.    1949, 
Order  2) 

Part   201 — Procedures   for   Furnishing 
Assistance  to  Participating  Countries 

ORDER  rOR  delivery  IN  SECOND  QUARTER 
1949 

Order  2  (F.  R.  Doc.  49-2253;  14  F.  R. 
1383)  is  amended  to  read  as  follows: 

Pursuant  to  the  powers  reserved  In 
5  201.24  of  ECA  Regulation  1.  the  Admin- 
istrator hereby  waives  the  provisions  of 
the  regulation  In  the  following  respect: 

Notwithstanding  the  provisions  of 
§  201.12,  an  importer  may  place  and  a 
supplier  may  accept  an  order  for  delivery 
In  the  second  quarter  1949  Identified  by 
a  Procurement  Authorization  number  for 
the  fourth  quarter  1948  or  the  first  quar- 
ter 1949.  except  where  delivery  Is  other- 
wise restricted  In  the  Procurement 
Authorization.  Delivery  of  such  an  or- 
der, however,  must  be  made  on  or  before 
June  30.  1949. 

In  the  case  of  fourth  quarter  1948 
Procurement  Authorizations,  sub-au- 
thorizations must  have  been  made  on  or 
before  January  31,  1949  and  procure- 
ment must  have  been  contracted  for  on 
or  before  March  31,  1949.  In  the  case 
of  first  quarter  1949  Procurement  Au- 
thorizations, sub-authorizations  must  be 
made  on  or  before  May  31,  1949.  and 
procurement  must  be  contracted  on  or 
before  May  31.  1949. 

Howard  Bruce. 
Acting  Administrator  for 
Economic  Cooperation. 

[F.    R.    Doc.    49-3556;    Piled.    May    2,    1949; 
11:26  a.  m.] 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  Vlil — Office  of  Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,  Atlantic 
County  Defense-Rental  Area,'  Amdt.  15 1 

Part  823 — Rent  Regulations  Under  the 
Hoxtsino  AND  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
atlantic  county  defense-rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Defense-Rental 


>  13  P.  B.  5743.  8390;  14  F.  R.  19,  94,  145, 
1395,  1577,  1868,  2061. 
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Area  (55  825:61  to  825.72)  Is  amended  in 
the  following  respect: 

Section  825.61  (b)  (1)  (vll)  is  amended 
to  read  as  follows : 

(vil)  Subletting.  The  subletting  or 
other  subrenting  of  housing  accommoda- 
tions for  a  f?lrm  beginning  on  or  after 
June  1,  and  ending  on  or  before  Septem- 
ber 30  by  a  tenant  who  remained  In  oc- 
cupancy and  used  the  accommodations 
as  his  home  from  January  1  of  the  same 
calendar  year  In  which  such  subletting 
or  subrenting  occurs  to  the  date  of  such 
subletting  or  subrenting. 

(Sec.  204  (d).  61  Stat.  197.  as  amended, 
62  Stat.  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d)) 

This  amendment  shall  become  eCfec- 
Uve  May  3.  1949. 

Issued  this  28th  day  of  April  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

[P.    R.    Doc.    4&-3426;    Filed,    May    2,    1949; 
8:49  a.  in.] 


Issued  this  28th  day  of  April  1949. 

TiGHB  E.  Woods. 
Housing  Expediter. 

(F.    B.    Doc.    4&-3426:    Plied,    May    2,    1949; 
8:49  a.  m.] 


[Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,'  Amdt. 
86|     * 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

rent  regulation  for  controlled  rooms 
in  roomrno  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establisments  (§§825.81  to  825.92)  is 
amended  in  the  following  respect: 

Schedule  A,  Item  80a,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Elmore  County,  the  Cities  of  Mountain 
Home  and  Glenns  Perry. 

This  decontrols  from  55  825.81  to 
825.92  Ada  County,  Idaho,  in  the  Boise, 
Idaho.  Defense-Rental  Area. 

(Sec.  204  (d).  61  Stat.  197,  as  amended. 
62  Stat.  37.  94,  Pub.  Law  31,  81st  Cong.; 
CO  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat.  37, 
94,  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive April  28,  1949. 


>  13  P.  R.  5750,  6789,  5875,  5937,  5938,  6247, 
6383,  6411,  6556,  6882.  6911,  7299.  7672,  7801, 
7862,  8218,  8328.  8388;  14  P.  R.  18,  272,  837, 
457.  627.  682.  695,  857,  918,  978.  1083.  1345, 
1520,  1570,  1682,  1587.  1669.  1670.  1734.  1759. 
1869,  1932,  2061.  2062. 


[Controlled  Housing  Rent  Reg.,»  Amdt.  911 

Part  825 — Rent  Regulations  Under  tut 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A,  Item  80a.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

In  Elmore  County,  the  Cities  of  Mountain 
Home  and  Glenns  Ferry. 

This  decontrols  from  §5  825.1  to  825.12 
Ada  County,  Idaho,  in  the  Boise,  Idaho. 
Defense-Rental  Area. 

(Sec.  204  (d>,  61  Stat.  197,  as  amended. 
62  Stat.  37,  94,  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61,  Stat.  197,  as  amended,  62  Stat. 
37,  94,  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effective 
April  28,  1949. 

Issued  this  28th  day  of  April  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 

(P.    R.    Doc.    49-3424;    Piled,    May    2,    1949; 
8:49  a.  m.l 


TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'  RELIEF 
Chapter  I — Veterans'  Administration 

Part  4 — Dependents  and  Beneficiaries 
Claims 

miscellaneous  amendments 

1.  In  §  4.196,  paragraph  (b)  is 
amended  to  read  as  follows: 

§  4.196  Death  occurring  while  travel- 
ing under  prior  authorization  or  while 
properly  hospitalized  by  the  Veterans' 
Administration.     •     •     • 

(b)  When  death  occurs  within  the 
continental  limits  of  the  United  States, 
on  or  after  March  20,  1933,  in  a  Veter- 
ans' Administration  center,  hospital,  or 
other  institution  to  which  properly  ad- 
mitted for  hospital  or  domiciliary  care 

>  13  P.  R.  6706,  5788,  8877.  6937,  6246,  6283, 
6411.  6556,  6881,  6910.  7299.  7671,  7801,  7862, 
8217,  8327,  8386;  14  P.  R.  17,  93.,i43,  271,  337, 
456,  627,  632,  695,  866,  918.  979,  1006.  1083, 
1345,  1394,  1519.  1570.  1571.  1587,  1666.  16C7. 
1733,  1760,  1823,  1868,  1932,  2059,  2060. 


under  authority  of  the  Veterans*  Admin- 
istration, there  will  be  paid  the  actual 
cost,  not  to  exceed  $100  ($150  as  to  claims 
adjudicated  on  or  after  July  24,  1946). 
of  burial  and  funeral,  and  the  body  will 
be  tran.sported  to  the  place  of  burial 
within   the    continental    limits   of   the 
United  States  or  to  the  place  of  burial  in 
Alaska  if  the  veteran  was  a  resident  of 
Alaska  and   had  been   brought  to  the 
United  States  as  a  beneficiary  of  the 
Veterans'    Administration    for    hospital 
or  domiciliary  care.    Where  death  oc- 
curs while  hospitalized  under  author- 
ity   of    the    Veterans'    Administration 
in    a    territory    or    possession    of    the 
United  States,  there  will  be  paid,  not  to 
exceed  $100  <$150  as  to  claims  adjudi- 
cated on  or  after  July  24,  1946) ,  the  ac- 
tual cost  of  burial  and  funeral,  and  the 
body  will  be  transported  to  the  place  of 
burial  within  such  territory  or  possession 
(Public    No.    866,    76th    Congress).    If 
death    occurs    within    the    continental 
limits  of  the  United  States  in  an  insti- 
tution to  which  properly  admitted  under 
authority  of  the  Veterans'  Administra- 
tion for  hospital  or  domiciliary  care  and 
burial  is  to  be  made  without  the  con- 
tinental limits  of  the  United  States  (ex- 
cept Alaska  as  set  forth  In  the  first  sen- 
tence of  this  paragraph),  transportation 
will  be  allowed  to  the  port  of  embarka- 
tion or  to  the  border  limits  of  the  United 
States  where  burial  is  in  Canada  or  Mex- 
ico.   The  provisions  of  this  paragraph 
will  also  apply  in  the  adjudication  of  any 
claim  pending  on  October  17,  1940,  and 
In  any  claim  which  is  reopened  under 
the  provisions  of  5  4.192  <d)  t2)  and  (3). 

2.  Section  4.198  is  amended  to  read  as 
follows: 

5  4.198  Evidence  required  in  case  of 
unclaimed  bodies.  If  the  body  of  a  de- 
ceased veteran  is  unclaimed,  there  being 
located  no  relatives  or  friends  of  the 
deceased  veteran  who  will  claim  the 
body,  the  amount  provided  for  the  burial 
allowance  will  be  available  for  burial  of 
the  deceased  upon  the  submission  of  a 
properly  completed  Application  for  Bur- 
ial Allowance,  VA  Form  8-530,  accom- 
panied by  a  comprehensive  .statement 
made  by  the  manager  or  other  official 
acting  in  his  stead  covering  all  relevant 
facts  In  the  case  and  showing  specifically 
to  -what  extent  efforts  were  made  to  lo- 
cate relatives  or  friends.  The  question 
of  escheat  of  any  part  of  the  veteran's 
estate  will  not  be  a  factor  In  any  claim 
for  the  statutory  burial  allowance  ad- 
judicated on  or  after  April  27,  1949. 

(Sec.  8,  43  Stat.  608,  sees.  1,  2,  46  Stat. 
1016.  sec.  7.  48  Stat.  9;  38  U.  S.  C.  11.  11a. 
426,  707) 

[seal]  O.  W.  Cl»rk, 

Executive  Assistant  Administrator. 

(P.   B.   Doc.   49-3406;    Piled,    May    2,    1949; 
8:45  •.  m.] 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  Affairs 
[25  CFR,  Part  131  1 

Flathead  Irrigation  Project,  Montana 

electric  power  system 

Notice  is  hereby  given,  pursuant  to 
Acts  of  Congress  approved  May  10.  1926 
(44  Stat.  465),  May  7.  1928,  (45  Stat. 
212),  May  14,  1930,  (46  Stat.  291),  R.  S. 
161;  5  U.  S.  C.  22.  Public  Law  554— 80th 
Congress,  second  session,  of  intention  to 
repeal  55  131.1  to  131.52.  of  Subchapter 
M,  Irrigation  Project:  Electrification; 
Part  131,  Electric  Power  System,  Plat- 
head  Irrigation  Project.  Montana,  Title 
25,  Indians,  Code  of  Federal  Regulations, 
and  to  substitute  therefore,  §5  131.1  to 
131.54  as  hereinafter  set  forth. 

Sec. 

131.1 

131.2 

131.3 

131.4 

131.6 

131.6 

131.7 

131.8 

131  9 

131.10 

131.11 

131.12 

131.13 

131.14 

131.16 

131.16 

131.17 

131.18 

131.19 

131.20 

131.21 

131.22 

131.23 

131.24 

131.25 

131.26 

131.27 


Effective  date;  changes. 

Authority  of  Project  Engineer. 

Disputes. 

Applications;  contracts. 

Deposits. 

Extensions. 

Extensions  financed  by  consumer. 

Temporary  service. 

Type  of  service. 

Service  connections. 

Connection  metliods. 

Multiple  meter  installations. 

Consumer  responsibility. 

Change  of  equipment. 

Apparatus  detrimental  to  service. 

Motor  starting  equipment. 

Service  discontinued. 

Bills  for  service. 

Special  bUls. 

Bills  due  prior  to  service. 

Delinquent   bills. 

Discontinuance   by  consumer. 

Fraud;  tampering. 

Compensation  of  employees. 

Hardship  cases. 

Interruptions  to  service. 

Contingent  upon  appropriations. 

STANDARD  RATE  BCHEDtTLES 


131.51  Rate    schedule    No.    1;    residential, 

urban  and  rural. 

131.52  Rate  schedule  No.  2;  commercial. 

131.53  Rate    schedule    No.    3;    commercial 

water  heating. 

131.54  Rate  schedule  No.  4;  general. 

AxjTHonrrT:  {$  131.3  to  131.54,  as  Indicated, 
issued  under  44  Stat.  465,  45  Stat.  212,  46 
Stat.  291.  R.  S.  161,  Pub.  Law  554,  80th  Cong., 
2d  sess.,  5  U.  S.  C.  22. 

5  131.1  Effective  date;  changes.  The 
regulations  in  this  part  are  approved  for 
the  conductor  the  Electric  Power  System 
of  the  Flathead  Indian  Irrigation  Project, 
Montana,  hereinafter  referred  to  as  the 
Project.  They  shall  become  effective  on 
the  first  day  of  the  second  calendar 
month,  which  begins  after  the  date  of 
publication  in  the  Federal  Register. 
The  regulations  in  this  part  are  subject 
to  change  by  the  proper  authority  and 
such  changes  shall  apply  to  all  contracts 
then  and  thereafter  in  effect. 

S  131.2  Authority  of  Project  Engi- 
neer. The  Project  Engineer  is  respon- 
sible for  the  operation  of  the  Electric 
Power  System  and  the  enforcement  of 
the  regulations  In  this  part.    He  Is  au- 


thorized to  carry  out  and  enforce  the 
regulations  either  directly  or  through 
the  Power  Superintendent  or  other  proj- 
ect employees  designated  by  him. 

§  131.3  Disputes.  Any  aggrieved 
party  may  file  with  the  Project  Engineer 
a  written  complaint  regarding  the  ap- 
plication of  the  regulations.  Within 
fifteen  days  aft^r  Its  receipt,  the  Project 
Engineer  shall  render  a  written  decision 
thereon  and  serve  a  copy  thereof  on  the 
aggrieved  party.  Within  fifteen  days 
from  receipt  of  such  decision,  the  ag- 
grieved party  may  take  an  appeal  to  the 
Commissioner  of  Indian  Affairs  who 
shall  render  his  decision  within  sixty 
days  and  his  decision  shall  be  final. 
Pending  the  determination  of  an  appeal, 
electric  service  shall  be  continued,  ex- 
cept in  cases  in  which  the  question  of 
the  existence  of  dangerous  conditions  on 
the  premises  of  the  consumer  is  involved, 
provided  the  consumer  pays  the  amount 
of  each  bill  for  electric  service  prior  to 
the  time  when  It  becomes  delinquent. 
If  the  question  of  the  amount  of  a  bill  is 
involved  in  an  appeal,  the  consumer  shall 
be  deemed  to  have  paid  the  bill  under 
protest  and  the  payment  shall  be  held 
In  a  special  deposit  account  until  the 
final  decision  has  been  made. 

5  131.4  Applications;  contracts.  In 
order  to  contract  for  the  delivery  of 
power,  a  written  application  for  service 
imder  existing  regulations  accompanied 
by  the  required  cash  deposit  and  guar- 
antees of  the  required  minimum  revenues 
to  the  Project,  shall  be  filed  with  the 
Project  Engineer.  Upon  acceptance  by 
him,  the  application  will  become  a  con- 
tract. In  general,  such  application  will 
be  accepted  where  service  lines  exist. 
When  special  terms  and  conditions  are 
Involved  In  contracting  for  service,  the 
Project  Engineer  shall  require  the  execu- 
tion of  a  form  of  contract  in  which  such 
terms  and  conditions  are  fully  set  forth. 
Each  contract  involving  the  construction 
of  a  new  extension  shall  be  for  a  period 
of  at  least  one  year,  but  if  the  consumer 
vacates  the  premises,  he  shall  be  liable 
for  the  unpaid  guaranteed  revenue  only 
to  the  extent  that  It  Is  not  liquidated 
by  the  succeeding  occupant  of  the 
premises.  The  Project  Engineer  is  au; 
thorized  to  reject  applications  which  he 
deems  to  be  adverse  to  the  best  interests 
of  the  Project. 

5  131.5  Deposits.  A  cash  deposit  In 
an  amount  equal  to  twice  the  estimated 
monthly  bill,  but  in  no  case  less  than 
$5.00.  will  be  required  from  each  appli- 
cant except  that  when  the  premises  to 
be  serviced  are  owned  by  the  applicant, 
no  deposit  shall  be  required  until  a  de- 
linquency In  the  payment  of  a  bill  has 
occurred.  Any  cash  deposit,  less  the 
amount  of  any  unpaid  bills,  shall  be  re- 
funded after  the  termination  of  service. 
Before  extensions  are  constructed  each 
applicant  must  deposit  an  amount  suflB- 
cient  to  cover  his  portion  of  the  required 
minimum  charges  for  a  period  of  one 
year,  or  must  otherwise  establish  his 
credit  and  satisfy  the  project  engineer 


of  his  Intention  to  take  service  and  his 
ability  to  meet  the  guarantees. 

5  131.6  Extensions.  The  length  of  an 
extension  constructed  for  each  dollar  of 
monthly  revenue  guaranteed  to  the  Proj- 
ect shall  not  exceed  the  following: 

In  urban  areas:  Feet 

Single  phase  extensions loo 

Three  phase  extensions 60 

In  rural  areas: 

Single  phase  extensions 500 

Three  phase  extensions 300 

The  length  of  an  extension  shall  include 
the  horizontal  length  of  both  the  primary 
and  secondary  circuits  exclusive  of  the 
service  drops.  In  so  far  as  practicable, 
all  extensions  shall  be  constructed  along 
established  highways.  The  prospective 
consumer,  or  consumers,  shall  furnish 
or  procure  satisfactory  rights-of-way 
necessary  for  the  lines  and  other  facilities 
of  the  Project  incidental  to  the  furnishing 
of  service.  The  Project  Engineer  may 
decline  to  construct  any  extension  which, 
in  his  opinion,  will  be  excessive  in  cost, 
or  detrimental  to  the  best  Interest  of 
the  Project,  or  for  which  funds  are  not 
available.  All  extensions  when  con- 
structed shall  be  and  remain  the  property 
of  the  United  States. 

5  131.7  Extensions  financed  by  con- 
sumer. If  funds,  material,  or  labor  are 
not  otherwise  available,  or  if  an  extension 
to  a  prospective  consumer  will  require 
new  construction  beyond  the  distances, 
specified  in  §  131.6,  the  prospective  con- 
sumer may,  after  executing  an  appro- 
priate contract  satisfactory  to  the  Proj- 
ect Engineer,  construct  the  needed  ex- 
tension. Such  extensions  shall  be  built 
In  accordance  with  suitable  plans  and 
specifications  approved  by  the  Project 
Engineer.  The  contract  may  provide 
that  part  or  all  of  the  cost  of  the  ex- 
tension shall  be  refunded  to  the  consumer 
by  allowing  him  a  monthly  credit  equal 
to  20  percent  of  the  bill  for  each  month, 
during  the  life  of  the  contract  or  untU 
the  specified  amount  be  refunded  in  full, 
but  no  claim  for  credit  shall  extend  be- 
yond the  life  of  the  contract.  No  refund, 
however,  shall  be  made  if  the  amount 
specified  in  section  6  of  the  act  of  May  25, 
1948  (Public  Law  554,  80th  Congress), 
will  be  exceeded.  Unless  the  approval 
of  the  Commissioner  of  Indian  Affairs 
has  been  secured,  no  refund  shall  be 
made  for  that  portion  of  an  extension 
not  located  along  a  public  highway.  All 
extensions  constructed  under  the  provi- 
sions of  this  section  shall  be  and  remain 
the  property  of  the  United  States. 

§  131.8  Temporary  service.  Tempo- 
rary service  refers  to  service  to  circuses, 
bazaars,  fairs,  construction  works,  and 
other  activities  or  businesses  of  such  a 
nature  that  service  to  the  premises  oc- 
cupied by  them  will  probably  be  dis- 
continued within  five  months.  An  appli- 
cant for  temporary  service  shall  be 
required  to  deposit  with  the  Project  a 
sum  of  money  equal  to  the  estimated  cost 
of  installing  and  removing  the  necessary 
facilities  and  also  an  additional  sum 
equal  to  the  estimated  bill  for  electric 


Tuesdau.  Mau  3. 1949 


FEDERAL  REGISTER 


2179 


2178 

service:  Provided,  however.  That  such 
additional  sum  need  not  be  greater  than 
three  times  the  estimated  monthly  bill. 
After  termination  of  service,  there  shall 
be  refunded  any  amount  remaining  on 
deposit  in  excess  of  the  actual  cost  of 
Installing  and  removing  facilities,  plus 
the  unpaid  amount  of  bills  for  electric 
power  and  energy,  as  determined  by  the 
Project  Engineer. 

§  131.9  Type  of  service.  Service  for 
lights  and  the  usual  domestic  and  other 
appliances,  including  motors  of  less  than 
five  horsepower  shall  be  single-phase, 
nominally  115-  or  230-volts,  and  two-  or 
three-wire,  except  when  special  written 
approval  for  another  type  of  service  has 
been  obtained  from  the  Project  Engi- 
neer. Three-phase  service  at  suitable 
voltage  may  be  furnished  for  motor  in- 
stallations of  five-horsepower  and  over, 
provided  a  three-phase  circuit  of  the 
required  voltage  and  capacity  is  avail- 
able where  the  service  is  desired.  All 
service  will  be  sixty-cycle. 

§  131.10  Service  connections.  On 
each  new  service  the  consumer  shall  pro- 
vide and  maintain  a  service  entrance  at 
a  location  convenient  to  the  lines  of  the 
Project,  and  all  connections  from  the 
service  entrance  to  the  meter  base  and 
from  the  meter  ba.se  to  the  main  line 
circuit  breaker  or  distribution  center. 
The  meter  socket  and  meter  will  be  fur- 
nished by  the  United  States.  The  meter 
socket  shall  be  installed,  however,  by 
the  consumer  and  In  a  suitable  location, 
preferably  on  the  outside  of  the  building, 
or  service  pole,  where  the  meter  will  be 
accessible  to  the  meter-reader  at  all 
times.  The  meter  socket  shall  not  be 
more  than  seven  feet  nor  less  than  five 
feet  above  the  ground  or  floor.  The  en- 
tire service  installation  must  be  satis- 
factory to  the  Project  Engineer  and  must 
conform  to  the  provisions  then  in  force 
of  the  National  Electrical  Code  of  the 
National  Board  of  Fire  Underwriters  for 
Electric  Wiring  and  Apparatus.  When 
alterations  of  a  consumer's  premises 
make  it  necessary  to  move  an  existing 
meter  loop,  the  consumer  may  be  re- 
quired to  Install  a  meter  socket  In  the 
new  loop,  located  in  conformity  with  the 
stipulations  of  this  section.  When  an 
Inspection  is  required  by  municipal 
ordinance,  the  Project  Engineer  shall  re- 
quire a  certificate  of  Inspection  and  ap- 
proval by  the  municipal  inspector  be- 
fore connecting  a  new  service. 

§  131.11  Connection  methods.  Serv- 
ice to  a  consumer's  premises  will  ordi- 
narily be  supplied  by  means«of  overhead 
conductors.  A  consumer  may  at  his  own 
expense  provide  for  an  underground 
service.  Such  an  underground  service 
must  be  installed  in  accordance  with  the 
provisions  of  the  National  Electrical  Code 
and  shall  be  terminated  on  the  pole  at  a 
location  and  In  the  manner  directed  by 
the  Project  Engineer.  No  connection 
from  the  circuits  of  the  Electric  Power 
System  to  a  consumer's  service  entrance 
shall  be  made  except  by  the  Project  or 
its  agents. 

S  131.12  Multiple  meter  installations. 
In  the  case  of  new  installations  in  mul- 
tiple-occupancy buildings  such  as  apart- 
ment houses. In  connection  with  which 
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more  than  one  meter  In  a  building  Is 
required,  the  meters  shall  be  assembled 
at  one  central  location.  Each  meter 
shall  be  clearly  marked  so  as  to  make  It 
possible  to  identify  the  consumer. 

S  131.13  Consumer  responsibility. 
The  consumer  shall  furnish.  Install  and 
maintain  at  his  own  risk  and  expense 
in  good  and  safe  condition  all  protective 
devices,  electric  wires,  lines,  machinery, 
apparatus,  and  appliances  which  may 
be  required  or  used  for  receiving  and 
consvuBlng  electric  energy  obtained  from 
the  Project.  The  consumer  shall  be  re- 
sponsible for  conforming  to  the  regula- 
tions of  the  Fire  Marshal  of  the  State 
of  Montana  and  of  the  National  Board  of 
Fire  Underwriters. 

§131.14  Change  of  equipment.  In  the 
event  that  a  consumer  proposes  to  make 
any  material  change  in  the  amount,  size 
or  chiaracter  of  the  electrical  equipment 
installed  on  his  premises,  he  shall  Im- 
mediately give  written  notice  of  his  in- 
tention to  the  Project  Engineer. 

§  131.15  Apparatus  detrimental  to 
service.  The  Project  Engineer  may  re- 
fuse to  supply  loads  of  a  character  det- 
rimental to  the  .sy.stem.  or  to  service  to 
other  consumers,  and  he  may  require  the 
installation  of  suitable  corrective  devices. 

S  131.16  Motor  starting  equipment. 
Motors  having  a  rated  capacity  of  three 
horsepower  or  more  shall  be  provided 
with  such  starting  and  overload  equip- 
ment as  may  be  required  by  the  Project 
Engineer. 

§  131.17  Service  discontinued.  The 
Project  Engineer  may  discontinue  elec- 
tric service  to  any  consumer  who  shall 
continue  to  use  appliances  or  apparatus 
detrimental  to  the  Project  after  he  has 
been  notified  to  correct  the  condition  and 
has  failed  to  do  so  within  a  reasonable 
time. 

5  131.18  Bills  for  service.  Meters  will 
noi-mally  be  read  and  bills  for  electric 
service  will  be  rendered  at  regular  Inter- 
vals. Payments  by  consumers  should  be 
made  in  person  or  remitted  by  check  or 
money  order  payable  to  the  order  of  the 
Treasurer  of  the  United  Stales  and 
mailed  to  the  designated  ofiBce  of  the 
Project. 

§  131.19  Special  bills.  Special  bills, 
removal  bills,  bills  for  temporary  .service, 
bills  rendered  when  premises  are  va- 
cated or  bills  rendered  to  persons  discon- 
tinuing service  are  due  on  presentation. 

5  131.20  Bills  due  prior  to  service. 
Bills  for  connection  or  reconnectlon  of 
service,  and  required  cash  deposits  shall 
be  paid  before  service  Is  connected,  or 
reconnected. 

5  131.21  Delinquent  hills.  If  payment 
of  a  bill  Is  not  made  on  or  before  the 
fifteenth  day  of  the  month  following  the 
date  of  its  issue,  the  Project  Engineer 
shall  di-scontinue  service  and  shall  not 
restore  the  same  until  the  consumer  has 
paid  all  bills  then  due  as  well  as  a  $2.00 
reconnectlon  charge,  and  satisfied  any 
deposit  requirement  which  may  exist  un- 
der S  131.5.  The  discontinuance  of  serv- 
ice shall  not  relieve  the  consumer  of  lia- 
bility for  minimum  monthly  payments 
guaranteed  by  him  under  his  contract. 


J  131  22  Discontinuance  by  consumer. 
A  consumer  shall  give  at  least  two  days' 
notice  of  his  desire  to  discontinue  serv- 
ice. If  .such  notice  is  not  given,  he  will 
be  held  liable  for  payment  for  all  electric 
energy  furnished  to  such  vacated  prem- 
ises until  service  is  discontinued. 

5  131.23  Fraud:  tampering.  Service 
shall  be  discontinued  to  any  consumer,  or 
to  any  premises  at  any  time  when,  in  the 
opinion  of  the  Project  Engineer,  such 
action  is  nece.ssary  to  protect  against 
abuse,  fraud,  or  theft.  Tampering  or  in 
any  way  interfering  with  meters,  trans- 
formers, poles,  conductors,  or  any  part 
of  the  property  of  the  Project  Is  prohib- 
ited and  Is  subject  to  prosecution  pur- 
suant to  law. 

5  131.24  Compensation  of  employees. 
All  employees  are  strictly  forbidden  to 
demand  or  accept  any  personal  compen- 
sation for  services  rendered  to  a  con- 
sumer, or  any  gratuity  by  reason  of  the 
rendition  of  services. 

§131.25  Hardship  cases.  The  Project 
Engineer  may  relax  temporarily  strict 
enforcement  of  a  regulation  when  in  his 
judgment  such  enforcement  would  work 
undue  hardship  upon  a  con.sumer  but  all 
such  cases  .shall  be  reported  promptly  to 
the  Commissioner  of  Indian  Affairs  with 
an  explanation  by  the  Project  Engineer 
of  the  reason  for  taking  such  action. 
The  Commis.sioner  of  Indian  Affairs  may 
cancel  the  action  taken  by  the  Project 
Engineer. 

§  131.26  Interruptions  to  service.  The 
United  States  will  furnish  energy  con- 
tinuously so  far  as  reasonable  diligence 
will  permit  but  the  United  States,  its  offi- 
cers, agents  or  employees  assume  no  lia- 
bility for  damages  due  to  interruptions  of 
sei'vice  to  the  consumer. 

§  131.27  Contingent  upon  appropria- 
tions. All  conti*acts  are  subject  to  appro- 
priations made  by  Congre.ss  from  year  to 
year  of  monies  sufficient  to  perform  the 
work  or  render  the  service  provided 
therein.  No  liability  shall  accrue  against 
the  United  States  by  reason  of  the  lack 
of  appropriations. 

STAND.\RD  RATE  SCHEDULES 

§  131.51  Rate  schedule  No.  1 ;  residen- 
tial, urban  and  rural — (&)  Ajyplication  of 
schedule.  This  schedule  is  available  for 
single-phase  electric  service  delivered 
through  one  meter  to  a  consumer  either 
urban  or  rural,  for  domestic  and  farm 
use.  including  operation  of  motors  no 
one  of  which  exceeds  5  horsepower  in 
capacity.  The  electric  service  is  to  be 
used  only  on  the  consumer's  own  prem- 
ises and  must  not  be  resold. 

(b)  Monthly  rate. 

(1)  4  0  cents  per  kilowatt-hour  for  first  50 
kilowatt -hours. 

(2)  2.0  cents  per  kilowatt -hour  for  next 
60  kilowatt-hours. 

(3)  1.0  cents  per  kilowatt-hour  for  next 
900  kilowatt-hours. 

(4)  15  cents  per  kilowatt-hour  for  all  over 
1,000  kilowatt-hours. 

(c)  Minimum  bill. 

$1.50  per  month  In  urban  districts. 
$3.00  per  month  In  rural  districts. 

5  131.52  Rate  schedule  No.  2;  Com- 
mercial—(&">  Application  of  schedule. 
This  schedule  Is  available   for   slngle- 


Tmsday,  May  3, 1949 

phase  or  three-phase  electric  service  not 
exceeding   a  maximum   demand  of   20 
kilowatts  delivered  through  one  meter 
r*  for  use  in  lighting,  heating,  operating 

appliances,  and  as  power  for  motors 
which  do  not  exceed  5  horsepower  in 
capacity.  The  electric  service  is  to  be 
used  on*ly  on  the  consumer's  own  prem- 
ises and  must  not  be  resold, 
(b)  Monthly  rate. 

(1)  4.0  cents  per  kllowatt-hour  for  first 
50  kilowatt-hours. 

(2)  2.0  cenu  per  kllowatt-hour  for  all 
over  50  kllowatt-hours. 

(c>  Minimum  bill. 

tl.50  per  month  In  uban  districts, 
$3.00  per  month  in  rural  districts.    • 

§  131.53  Rate  schedule  No.  3;  com- 
mercial water  heating — (a)  Application 
of  schedule.  This  schedule  is  available 
for  single-phase  electric  service  delivered 
through  a  separate  meter  for  use  solely 
for  water  heating  at  230  volts  (nominal) 
in  conjunction  with  .service  under  either 
the  "Commercial  Rate"  or  "General 
Rate"  and  applied  to  non-inductive, 
storage  type  water  heaters  satisfactory 
to  the  Project  Engineer.  The  electric 
service  Is  to  be  used  only  on  the  con- 
sumer's own  premises  and  must  not  be 
resold. 

(b)  Monthly  rate. 

(1)  1.0  cents  per  kllowatt-hour  for  all 
energy  used. 

(c>  Minimum  bill. 

$2  00  i^er  month  per  kilowatt  of  rated  ca- 
pacity of  the  heater  elements. 

(d)  Service  may  be  intermittent.  The 
supply  of  electric  energy  under  this 
schedule  may.  at  the  discretion  of  the 
Project  Engineer,  be  discontinued  dur- 
ing intervals  of  system  peak  loads  and 
under  other  operating  conditions  which 
make  such  action  desirable  from  the 
Project  standpoint. 

(e)  Withdraival  of  rate  for  violation. 
The  connection  of  unauthorized  appli- 
ances to  the  water  heating  circuit  or  use 
of  the  water  heating  service  for  other 
purposes  than  water  heating  on  the  con- 
sumer's own  premises  shall  be  sufficient 
cause  for  withdrawal  of  the  commercial 
water-heating  rate  and  the  refusal  to  al- 
low it  again  on  the  same  premises  so  long 
as  the  consumer  violating  the  restriction 
will  benefit  therefrom.  Service  may. 
however,  be  rendered  such  consumer 
under  the  "Commercial"  or  the  "Gen- 
eral" rate. 

§  131.54  Rate  schedule  No.  4.  gen- 
eral— fa)  Application  of  schedule.  This 
schedule  Is  available  for  single-phase 
and  three-phase  electric  services  for  all 
purposes.  Unless  specifically  permitted 
by  the  contract,  use  must  be  limited  to 
the  consumer's  premises  and  the  power 
supplied  must  not  be  resold.  If  more 
than  one  meter  is  required  by  the  con- 
sumer's Installations,  or  for  the  con.sum- 
er's  convenience,  a  separate  computation 
shall  be  made  for  each  meter. 

(b)  Monthly  rate. 

(1)  4.0  cents  per  kllowatt-hour  for  first  50 
kllowatt-hours  per  kilowatt  of  billing  de- 
mand. 

(2)  2.0  cents  per  kllowatt-hour  for  next 
60  kllowatt-hours  per  kilowatt  of  billing  de- 
mand. 


FEDERAL  REGISTER 

(3)  1.0  cents  per  kllowatt-hour  for  all  ad- 
ditional kllowatt-hours. 

(c)  Discounts.  The  following  dis- 
counts will  be  applied  in  accordance  with 
the  contract  demand  as  defined  below. 
Discounts  do  not  apply  to  the  minimum 

charge. 

Percent 

Less  than  11  kw.  of  contract  demand 0 

11  kw.  and  more  but  less  than  15  kw.  of 

contract    demand 4 

15  kw.  and  more  but  less  than  20  kw.  of 

contract    demand 6 

20  kw.  and  more  but  less  than  25  kw.  of 

contract   demand 8 

25  kw.  and  more  but  less  than  32  kw.  of 

contract   demand 10 

32  kw.  and  more  but  less  than  40  kw.  of 

contract   demand 12 

40  kw.  and  more  but  less  than  48  kw.  of 

contract   demand 14 

48  kw.  and  more  but  less  than  58  kw.  of 

contract    demand 16 

58  kw.  and  more  but  less  than  70  kw.  of 

contract   demand 18 

70  kw.  and  more  but  less  than  85  kw.  of 

contract   demand 20 

85  kw.  and  more  but  less  than  lOO  kw.  of 

contract   demand 22 

100  kw.  and  more  but  less  than  125  kw.  of 

contract   demand 24 

125  kw.  and  more  but  less  than  150  kw.  of 

contract  demand 26 

150  kw.  and  more  but  less  than  175  kw.  of 

contract   demand 28 

175  kw.  and  more  but  Irfss  than  210  kw.  of 

contract   demand 30 

210  kw.  and  more  but  less  than  245  kw.  of 

contract   demand 32 

245  kw.  and  more  but  less  than  295  kw.  of 

contract   demand 34 

295  kw.  and  more  but  less  than  360  kw.  of 

contract   demand 36 

260  kw.  and  more  but  less  than  600  kw.  of 

contract  demand 38 

600  kw.  and  more  but  less  than  1000  kw. 

of  contract  demand 40 

1000  kw.  and  more  but  less  than  1600  kw. 

of  contract  demand 41 

1600  kw.  and  more  but  less  than  2400  kw. 

of  contract  demand 42 

2400  kw.  and  more  but  less  than  3500  kw. 

of  contract  demand 43 

3500  kw.  and  more  but  less  than  5000  kw. 

of  contract  demand 44 

5000  kw.  and  over  of  contract  demand —     45 

fd»  Additional  discount.  If  a  cus- 
tomer takes  delivery  at  the  primary  volt- 
age of  the  distribution  or  transmission 
system  of  the  Project  and  at  a  location 
where  the  Project  has  adequate  and  suit- 
able facilities  available  for  such  delivery, 
and  If  the  customer  furnishes.  Installs, 
operates  and  maintains  the  substation  or 
substations  with  step-down  transformers, 
protective  equipment  and  all  other  facili- 
ties (except  metering  equipment)  needed 
by  the  customer  in  distributing  and  uti- 
lizing the  delivered  power  and  energy,  all 
subject  to  conditions  and  specifications 
satisfactory  to  the  Project  Engineer,  then 
In  that  case  an  additional  discount  will  be 
allowed,  to  be  applied  after  the  monthly 
bill  has  been  computed  In  accordance 
with  the  preceding  schedule  as  follows: 

For  delivery  from  the  Project  distribution 
system  at  2300  volts  or  11,000  volts  (nominal) , 
three-phase,  a  discount  of  5  percent. 

For  three-phase  delivery  from  the  Project- 
transmission  system  where  not  more  than 
one  transformation  Intervenes  between  the 
highest  voltage  of  the  Project  power  system 
and  the  delivery  to  the  customer — a  discount 
of  8  percent. 
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(e)  Minimum  bill. 


$1.00  per  month  per  kilowatt  of  billing 
demand,  but  not  less  than  $10.00  per  month. 

(f)  Contract  demand.  Each  contract 
shall  state  the  number  of  kilowatts  which 
the  customer  expects  to  require  and  de- 
sires to  have  reserved  for  his  service. 
This  quantity  is  called  the  contract  de- 
mand. The  contract  demand  shall  not 
be  less  than  10  kilowatts. 

(g)  Actual  demand.  The  actual  de- 
mand for  any  month  shall  be  the  average 
amount  of  power  used  during  that  period 
of  15  consecutive  minutes  when  such 
average  is  the  greatest  for  the  month  as 
determined  by  suitable  meters,  or  if 
meters  are  unavailable,  the  actual  de- 
mand shall  be  the  connected  load  or  such 
portion  of  the  connected  load  as  the 
Project  Engineer  may  determine  to  be 
appropriate,  based  on  available  informa- 
tion as  to  the  customer's  use  of  connected 
lights  and  appliances  or  from  check 
metering. 

(h)   Billing  demand.    The  billing  de- 
mand for  a  month  shall  be  the  contract 
demand  or  the  actual  demand  for  that^ 
month,  whichever  is  the  greater. 

Interested  parties  are  hereby  given  an 
opportunity  to  participate  in  preparing 
the  proposed  amendments  by  submitting 
their  views  or  data,  or  arguments  in  writ- 
ing to  the  Commissioner  of  Indian 
Affairs,  Department  of  the  Interior. 
Washington  25,  D.  C,  within  30  days 
from  the  time  of  publication  of  this 
notice  of  -Intention  In  the  daily  issue  of 
the  Federal  Register. 

[seal]  William  E.  Warne, 

Assistant  Secretary  of  the  Interior. 

April  26,  1949. 

[F.    R.    Doc.    49-3408;    Filed,    May    2,    1949; 
8:51  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

I  7  CFR,  Part  990  1 

Handling  of  Irish  Potatoes  Grown  in 
California  <  Except  Modoc  and  Siski- 
you Counties 

notice    or    recommended    decision    and 

OPPORTUNITY  TO  FILE  WRITTEN  EXCEP- 
TIONS WITH  RESPECT  TO  PROPOSED 
MARKETING   AGREEMENT  AND  ORDER 

Correction 

In  Federal  Register  E)ocument  49-3353, 
appearing  at  page  2108  of  the  issue  for 
Friday,  April  29,  1949,  the  following 
changes  are  made: 

1.  In  the  second  paragraph  of  (f)  of 
the  "Findings"  the  last  sentence  should 
read:  "Such  iLtter  transactions  Is  be- 
tween or  among  producers  as  producers." 

2.  In  the  tenth  paragraph  of  (f )  of  the 
"Findings"  the  word  "as"  in  the  second 
line  of  the  last  sentence  should  read  "is". 

3.  In  the  eleventh  paragraph  of  (o)  of 
the  "Findings"  the  word  "or"  in  the  first 
line  of  the  last  sentence  should  read  "of". 

4.  In  the  third  line  of  paragraph  (t) 
of  the  "Findings"  the  phrase  "324  million 
bushels"  should  read  "32.4  million 
bushels". 
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DEPARTMENT  OF  THE  TREASURY 
Bureau   of  Customs 

[T.  D.  522021 

Standard  Oil  Co.  and  Esso  Standard  Oil 
Co. 

UCISTRATION    OF    HOUSE    FLAG    AND    FUNNEL 
MARK 

April  26,  1949. 
The  Acting  Commi.ssioner  of  Customs, 
by  virtue  of  the  authority  vested  in  him 
by  section  7  of  the  act  of  May  28.  1908 
(46  U.  S.  C.  sec.  49 >.  as  modified  by  sec- 
tion 102,  Reorganization  Plan  No.  3  of 
1946  <3  CFR.  1946  Supp..  Ch.  IV).  and  in 
accordance  with  §3.81  ia>.  Cu.stoms 
Regulations  of  1943  (19  CFR.  1944 
Supp..  3.81  <ai  >.  has  re-registered  In  the 
names  of  the  Standard  Oil  Company,  a 
New  Jersey  corporation,  and  the  Esso 
'  Standard  Oil  Company,  a  Delaware  cor- 
poration, the  house  flag  and  funnel  mark 
originally  registered  on  September  24. 
1937.  In  the  name  of  the  Standard  Oil 
Company  of  New  Jersey,  a  Delaware  cor- 
poration, by  the  Director  of  the  Bureau 
of  Marine  Inspection  and  Navigation, 
Department  of  Commerce,  and  there- 
after re-registered  in  the  names  of  the 
latter  corporation  and  the  Standard  Oil 
Company,  a  New  Jersey  corporation 
(T.D.  51761:  12P.  R.  6588>. 

The  previous  registration  and  re-reg- 
istration of  that  house  flag  and  funnel 
mark  in  the  name  of  the  Standard  Oil 
Company  of  New  Jersey  is  hereby  can- 
celled. 

[SE-ALl  W.  R.  Johnson. 

Acting  Commissioner  of  Customs. 

IF.    R.    Doc.    49-3430;    Filed.    May    2,    1949; 
8:50  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 
Rural  Electrification  Administration 

[Administrative  Order  1991] 

Loan  Announcement 

April  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Ctovernment  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 

Colordtlo  33K  Dolores. 


Amount 
$340,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|P.    R.    Doc.    49-3441;    Filed,    May    2.    1949; 
8:53  a.  m.J 


(Administrative  Order  1992] 
Loan  Announcement 

April  12. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
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loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration : 


Loan  designation: 
Washington  37M  Lincoln. 


Amount 
$168,  000 


[ SEAL ] 


Claude  R.  Wickard. 
Administrator . 


[P.    R.    Doc.    49-3442;    PUed.    May    3.    1949; 
8:53  a.  m.J 


[Administrative  Order  1993) 
Loan  Announcement 

April  12.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 


Loan  designation: 
New  Mexico  23D  Lea. 


Amount 
$824,000 


iSEALl 


Claude  R.  WICK^RD. 
Administrator. 


|F.    R.    Doc.    49-3443;    Piled,    May    2,    1949; 
8:54  a.  m.] 


[Administrative  Order   1994) 
Loan  Annoxtmcement 

April  12. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Colorado  15L  Morgan 


Amount 
$06,000 


I SEAL] 


Claude  R.  Wickard. 
Administrator. 


[F.    R.    Doc.    49  3444;    Piled.    May    2,    1949; 
8:54  a.  m.| 


[Administrative  Order  19951 

Loam  Announcement 

'  April  12. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Colorado  22N  Boulder 


Amount 
$57,000 


[SSAI.] 


Claude  R.  Wickard. 
Administrator. 


[P.    R.    Doc.    49-3445;    Piled,    May    2,    1949; 
8:54  a.  in.  I 


I  Administrative  Order  1996 1 

Loan  Announcement 

April  12. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  beea  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Caroline  35M  Abbeville 185,000 


[SEAL] 


Claude  R.  Wickard 
Adininistrator 


|P.    R.    Doc.    49-0446:    Filed,    May    2.    19 '9; 
8:54  a.  m.J 


[Administrative  Order  1997) 

Loan  Announcement 

April  12.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Florida  34D  Bay. $165,000 


[sEALl  Claude  R.  Wickard. 

Administrator . 


IF. 


R.    Doc.    49-3447;    Filed,    May    2,    19i9; 
8:54  a.  m.J 


[Administrative  Order  1998| 

Loan  Announcement 

April  12,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Admini.strator  of  the  Rural 
Electrification  Administration: 

Loan  designation;  Amount 
Washington  47G  Douglas  Dis- 
trict   Public $2,318,000 


(SEALl 


Claude  R.  Wickard, 
Administrator. 


R.    Doc.    49  3448;    Piled.    May    2,    1949; 
854  a.  m.J 


[Administrative   Order    1999] 
Loan  Announcement 

April  12,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf     of     the     Government     acting 


Tuesday,  May  3, 1949 

through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Carolina  21T  Sampson..  $1,290,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49-3449;    Piled,    May    2.    1949; 
8:54  a.  m.j 


(AdmlnUtratlve  Order  2000) 
Loan  Announcement 

April  12,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Minnesota     99H     Lake     of     the 
Woods $190,  000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-3450;    Filed.    May    2,    1949; 
8:54  a.  m.l 


[Administrative  Order  20011 
Loan  Announcement 

April  12. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan    designation: 

Missouri  23P  Lewis 


Amount 
$1,210,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.    49-3451;    Filed.    May    2.    1949; 
8:54  a.  m.j 


(Administrative    Order    2002) 
Loan  Announcement 

April  12. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  .on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 

Missouri  363.  T  Audrain. 


Amount 
$335, 000 


[SEAL]  Claude  R.  Wicxard, 

Administrator. 

[F.    R.    Doc.    49-3452;    Piled.    May    2,    1949; 
8:54  a.  m.J 


(Administrative  Order  20031 
Loan  Announcement 

April  12, 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
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loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Dakota  27D  Emmons $1.  045,  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

(P.    R.    Doc.    49  3453;    Filed.    May    2.    1949; 
8:55  a.  m.J 


[Administrative  Order  2004] 

Loan  Announcement 

April  12. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

New  Mexico   8N   Roosevelt $430.  000 

[SEALl  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49  3454;    Filed,    May    2,    1949; 
8:55  a.  m.J 


[Administrative  Order  20051 
Loan  Announcement 

April  12,  1949. 
Pursuant  to  the  provision^  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Nebraska      85C      Holt      District 

Public »650.  000 


[seal] 


Claude  R.  Wickard, 

Administrator. 


[P.    R.    Doc.    49-3455;    Filed,    May    2,    1949; 
8:55  a.  m.J 


[Administrative  Order  20061 

Loan  Announcement 

April  12,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the,  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Ohio  65R  Fairfield 


Amount 
$590,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49-3456;    Filed,    May    2,    1949; 
8:55  a.  m.j 


21S1 

(Administrative  Order  2007] 
Loan  Announcement 

April  12.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 

Kansas  49C  Cheyenne. 


Amount 
t200, 000 


[seal] 


Claude  R.  Wickard. 

Administrator. 


[P.    R.    Doc.    49-3457;    Filed,    May    2.    1949; 
8:55  a.  m.J 


[Administrative  Order  2008] 
Loan  Announcement 

April  12,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration : 


Loan  designation: 

Illinois  28N  Champaign. 


Amount 
$198,000 


[seal]  Claude  R.  Wickard, 

Administrator. 

Doc.    49-3458;    Filed,    May    2,    1949; 
8:55  a.  m.j 


[F.    R. 


[Administrative  Order  2009] 

Loan  Announcement 

April  12,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Texas  64U  San   Augustine $325,000 


(seal! 


Claude  R.  Wickard. 

Administrator. 


[P.    R.    Doc.    49-3459;    Filed.    May    2.    1949; 
8:55  a.  m.j 


[Administrative  Order   2010] 
Loan  Announcement 

April  12.  1949. 
Pursuant  to  the  provL-^ions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Texas  53M  McLennan. 


Amount 
$335.  COO 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[F.    R.    Doc.    49-3460;    Filed    May    2,    1049; 
8:55  a.  m.J 
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FEDERAL   POWER   COMMISSION 

[Docket  No.  E-6196I 

Otter  Tail  Power  Co. 
order  fixing  place  of  hearing 

APRa  27,  1949. 
Upon  conslderatlcn   of  the  order  of 
February  28.  1949.  in  this  matter,  sus- 
pending certain  proposed  rate  schedules 
and  fixing  date  of  htarinp. 

The  Commi.ssion  orders:  The  public 
hearing  ordered  in  this  matter  will  be 
held  commencing  May  9.  1949.  at  10:00 
a.  m.  (CST)  in  Court  Room  No.  205, 
United  States  Post  Office  and  Courthouse 
Building,  Fergus  Falls,  Minnesota. 

Date  of  issuance:  April  27.  1949. 
By  the  Commission. 

(SE.\L)  Leon  M.  F.  FUQTJAY. 

Secretary. 

I  p.    R.    Doc.    4&-3419;    Filed,    May    2.    1949; 
8:47  a.  m.) 


(Docket  No.  E-62061 
Idaho  Power  Co. 

notice  or  supplemental  order  authoriz- 
ing issuance  of  securities 

April  27,  1949. 
Notice  is  hereby  given  that,  on  Apr.l  26, 
1949,  the  Federal  Power  Commission  is- 
sued its  order  entered  April  26,  1949, 
supplementing  order  dated  April  12.  1949 
(published  in  the  Federal  Register  on 
April  20.  1949  (Vol.  14.  No.  75.  p.  1902) ). 
authorizing  issuance  of  securities  in  the 
above-designated  matter. 


I  seal! 


Leon  M.  Fuquay. 
Secretary. 


IF.  R.  Doc.  49-3406;    Filed,    May    2,    1949; 
8:46  a.  m.| 


[Docket  No.  G-11501 

Texas  Eastern  Transmission  Corp. 
notice  of  order  terminating  proceeding 

April  27,  1949. 

Notice  is  hereby  given  that,  on  April 
22.  1949,  the  Federal  Power  Commission 
Issued  its  order  entered  April  21.  1949, 
terminating  proceeding  in  the  above- 
designated  matter. 

[SEALl  Leon  M.  Fuquay. 

Secretary. 

[F.    R.    Doc.    49-3407;    Filed,    May    2,    1949; 
8:46  a.  m.j 


NOTICES 

Act,  as  amended,  authorizing  the  con- 
struction and  operation  of  certain 
natural-gas  facilities,  subject  to  the  ju- 
risdiction of  the  Commission,  as  fully 
described  in  such  application  on  file  with 
the  Commission  and  open  to  public 
Inspection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  procedure. 
Applicant  having  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  the  aforesaid  rule 
for  non-contested  proceedings,  and  no 
request  to  be  heard,  protest  or  petition 
having  been  filed  subsequent  to  the  giv- 
ing of  due  notice  of  the  filing  of  the 
application,  including  publication  in  the 
Federal  Register  on  April  13,  1949  <14 
P.  R.  1774 ) . 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  May  6,  1949,  at 
9:30  a.  m.  (e.  d.  s.  t.>.  in  the  Heaiing 
Room  of  the  Federal  Pov;er  Commission, 
1800  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.  C,  concerning  the  matters  in- 
volved and  the  is.sues  presented  by.  such 
application:  Provided,  however.  That  the 
Commi.ssion  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Commission's  rules  of 

'   practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f)  of  the  said  rules  of  practice  and 
procedure. 

Date  of  issuance :   April  27.  1949. 

By  the  Commission. 

I  seal]  Leon  M.  Fuquay. 

Secretary. 

[F.    R.    Doc.    49  3420:    Filed,    May    2,    1949; 
8:48  a.  m.) 


[Docket  No.  G-11851 
"Equitable  Gas  Co. 


order  fixing  date  or  hearing 

April  27,  1949. 
On  March  29.  1949.  Equitable  Gas 
Company  (Applicant),  a  Pennsylvania 
corporation  having  its  principal  place  of 
business  at  Pittsburgh,  Pennsylvania, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity,  pursu- 
ant to  section  7  (c)  of  the  Natural  Gas 


proposed  application  should,  on  or  be- 
fore May  15,  1949,  file  with  the  Federal 
Power  Commision  a  petition  or  protest 
in  accordance  with  the  Commission's 
rules  of  practice  and  regulations  under 
the  Federal  Power  Act. 


(Docket  No.   IT-59611 

JosE  Barrera  Gonzalez  and  Central 
Power  and  Light  Co. 

NOTICE  OF  application  FOR  AUTHORIZATION 

to  export  electric  energy  • 

April  27.  1949. 

Notice  is  hereby  given  that,  pursuant 
to  the  provisions  of  section  202  <e)  of 
the  Federal  Power  Act.  16  U.  S.  C.  791a- 
825r.  Jose  Barrera  Gonzalez,  of  San 
Pedro  Roma.  Tamaulipas,  Mexico,  on 
April  25.  1949.  filed  with  the  Federal 
Power  Commission  an  application  for 
authorization  by  the  Commission  to  ex- 
port energy  from  a  point  near  Roma. 
Texas,  to  a  point  within  the  town  of  San 
Pedro  Roma.  Tamaulipas,  Mexico,  in 
quantities  up  to  876,000  kilowatt  hours 
annually  at  a  rate  of  supply  not  to  ex- 
ceed 200  kilowatts.  This  application  Is 
Joined  In  by  Central  Power  and  Light 
Company  which  will  supply  the  electric 
energy  to  be  exported. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 


[seal! 


Leon  M.  Fuquay. 
Secretary. 


[F.    R.    Doc.    49-3421;    Filed.    May    2.    1949. 
8:48  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  Nos.  54-106.  54-107.  31-623,  31-624. 
59-52 1 

Buffalo,  Niagara  and  Eastern  Power 
Corp.  et  al. 

notice  of  niiNG  of  application  for 
extension  or  time 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  27th  day  of  April  1949. 

In  the  matters  of  Buffalo.  Niagara  and 
Eastern  Power  Corporation,  File  Nos.  54- 
106:  31-524;  Niagara  Hudson  Power  Cor- 
poratio:n.  Pile  Nos.  54-107;  31-523;  Ni- 
agara Hudson  Power  Corporation  and  its 
subsidiary  companies,  respondents.  File 
No.  59-52. 

Notice  Is  hereby  given  that  Niagara 
Hudson  Power  Corporation  ('Niagara 
Hudson")  has  filed  an  application  re- 
questing a  six  months  extension  to  No- 
vember 1,  1949,  of  the  time  within  which 
Niagara  Hudson  must  disix)se  of  all  its 
interest,  direct  or  indirect,  in  Buffalo  Ni- 
agara Electric  Corporation  and  the  sub- 
sidiaries thereof,  as  provided  by  the 
amended  plan  of  Niagara  Hudson  ap- 
proved by  order  of  the  Commission  dated 
October  4,  1945  (the  time  for  compliance 
with  such  order  having  been  subse- 
quently extended  to  May  1.  1949.  by  Com- 
mission orders  dated  October  28.  1946. 
April  22.  1947,  October  24.  1947,  May  20, 

1948,  and  November  4,  1948  > . 

Notice  is  further  given  that  any  person 
may.  not  later  than  May  11,  1949,  at  5:30 
p.  m.,  e.  d.  s.  t.,  request  the  Commission 
in  writing  that  a  hearing  be  held  on  such 
matter,  stating  the  nature  of  his  interest, 
the  reasons  for  such  request  and  the  is- 
sues. If  any.  of  fact  or  law  raised  by  said 
application  proposed  to  be  controverted 
or  may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.      At  any  time  after  May   11. 

1949,  the  Commission  may  take  .such  ac- 
tion as  may  be  deemed  appropriate  with 
respect  to  Niagara  Hudson's  application. 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  the  Commi.ssion  for  a  statement 
of  the  reasons  for  such  request,  which  are 
siunmarized  as  follows : 

The  Commission,  by  order  dated  Octo- 
ber 4.  1945,  approved  a  plan  of  reorgan- 
ization and  consolidation  of  Buffalo, 
Niagara  and  Eastern  Power  Corporation 
and  certain  of  its  subsidiaries,  which  plan 
provided,  among  other  tilings,  for  the 
disposition  by  Niagara  Hudson,  within 
one  year  from  November  1, 1945,  of  all  of 
Its  interest,  direct  or  Indirect.  In  Buffalo 
Niagara  Electric  Corporation  unless  such 
time  Is  extended  or  the  disposition  re- 
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qulrements  of  the  order  modified  or 
altered. 

By  order  adopted  September  29.  1948, 
the  Public  Service  Commission  of  the 
State  of  New  York  authorized  the  con- 
solidation of  Buffalo  Niagara  Electric 
Corporation.  Central  New  York  Power 
Corporation,  and  New  York  Power  and 
Light  Corporation,  the  major  subsidiaries 
of  Niagara  Hudson.  Into  a  single  oper- 
ating company  and  the  holding  of  all  the 
common  capital  stock  of  such  company 
by  Niagara  Hud.son.  A  plan  filed  under 
section  11  (e)  of  the  act  by  Niagara  Hud- 
son proposing  such  consolidation  is 
pending  before  this  Commission.  There 
is  also  pending  before  this  Commission  a 
plan  filed  by  Niagara  Hudson  under  sec- 
tion 11  (e)  of  the  act  for  its  own  disso- 
lution. 

By  order  of  the  Commission  dated 
January  19,  1949,  the  proceeding  with 
respect  to  the  consolidation  plan  (Pile 
No.  54-170)  and  the  proceeding  with  re- 
spect to  the  dissolution  plan  'File  No. 
54-172)  were  consolidated;  and  hearings 
In  said  consolidated  proceedings  have 
been  held  at  various  dates  commencing 
March  1,  1949,  and  were  concluded  April 
7,  1949,  and  briefs  and  requests  for  find- 
ings have  been  directed  to  be  submitted 
on  or  before  May  11,  1949. 

By  reason  of  the  foregoing,  Niagara 
Hudson  has  requested  that  an  additional 
extension  of  time  of  six  months  be 
granted  to  it  within  which  to  comply 
with  the  order  dated  October  4,  1945. 

By  the  Commission. 

.      [SEALl  ORVAL  L.  DuBoIS. 

Secretary. 

[P.    R.    Doc.    49-3409:    Piled.    May    2.    1949; 
8:46  a.  m.j 


[File  No.  70-2069] 

Cambridge  Electric  Light  Co. 

ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  27th  day  of  April  1949. 

Cambridge  Electric  Light  Company 
("Cambridge"),  a  subsidiary  of  New 
England  Gas  and  Electric  Association,  a 
registered  holding  company,  having  filed 
an  application  pursuant  to  .section  6  (b) 
of  the  Public  Utility  Holding  Company 
Act  of  1935  with  respect  to  the  following 
transaction : 

Cambridge  proposes  to  issue  and  sell, 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50,  $2,750,000 
principal  amount  of  notes  due  1974.  The 
proceeds  from  the  sale  of  said  notes  are 
to  be  used  for  the  purpose  of  funding  the 
following  presently  outstanding  borrow- 
ings, the  proceeds  of  which  have  been 
Invested  by  Cambridge  in  its  plant  and 
property: 

Note*  Payable — The  First  Na- 
tional Bank  of  Boston $1,750,000 

Advance  from  Plant  Replacement 
Fund    Assets 1,000.000 

Cambridge  also  proposes  to  Increase 
the  interest  rate  from  2V2%  to  3%  on 
all  or  part  of  $1,098,000  to  be  borrowed 
during   1949   from  The  First  National 


FEDERAL  REGISTER 

Bank  of  Boston  under  a  general  loan 
agreement,  which  borrowing  under  such 
agreement  was  heretofore  permitted  by 
order  of  this  CommLssion  dated  Decem- 
ber 18,  1947.  Under  the  terms  of  said 
agreement,  Cambridge  covenanted  that 
It  would  not,  without  prior  written  con- 
sent of  the  bank,  incur  any  indebtedness 
other  than  the  Indebtedness  covered  by 
the  said  agreement.  Cambridge  states 
that  the  bank  has  given  its  written  con- 
sent to  the  proposed  issue  and  sale  of 
notes  and  as  a  condition  to  such  consent 
it  is  required  that  any  borrowings  made 
under  the  loan  agreement  subsequent  to 
the  sale  of  the  notes  shall  be  at  an  in- 
terest rate  of  3%  per  annum. 

Said  application  having  been  duly  filed 
and  notice  of  said  filing  having  been  duly 
given  in  the  form  and  manner  prescribed 
by  Rule  U-23  promulgated  pursuant  to 
said  act.  and  the  Commi.ssion  not  having 
received  a  request  for  hearing  with  re- 
spect to  said  application  within  the  pe- 
riod specified,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  CommLssion  finding  with  respect 
to  said  application  that  the  requirements 
of  the  applicable  provisions  of  the  act 
and  rules  thereunder  are  satisfied,  that 
no  adverse  findings  are  necesary  there- 
under, and  deeming  it  appropriate  in  the 
public  interest  and  in  the  interest  of  In- 
vestors and  consumers  that  the  said  ap- 
plication be  granted: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
said  act.  that  said  application  be.  and 
the  same  hereby  is,  granted,  effective 
forthwith,  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24  and  to 
the  further  condition  that  the  proposed 
Issuance  and  sale  of  notes  shall  not  be 
consummated  until  the  results  of  com-i. 
petitive  bidding,  pursuant  to  Rule  U-50. 
have  been  made  a  matter  of  record 
herein  and  a  further  order  shall  have 
been  entered  with  respect  thereto,  which 
order  shall  contain  such  further  terms 
and  conditions  as  may  then  be  deemed 
appropriate,  for  which  purpose  jurisdic- 
tion be,  and  the  same  hereby  is,  reserved. 

It  is  further  ordered.  That  jurisdiction 
be,  and  the  same  hereby  is,  reserved  over 
all  fees  and  expenses  to  be  incurred  in 
connection  with  the  proposed  transac- 
tion. 

It  is  further  ordered.  Pursuant  to  the 
request  of  applicant,  that  the  ten  day  pe- 
riod for  inviting  bids,  as  provided  by  Rule 
U-50  (b),  be,  and  the  same  hereby  is, 
shortened  to  a  period  of  not  less  than 
six  days. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuEOIS. 

Secretary. 

(P.    R.    Doc.    49-3410;    Filed.    May    2.    1949; 
8:46  a.  m.] 


[File  No.  70-21021 

Kentucky  and  West  Virginia  Power  Co.. 
Inc.,  and  American  Gas  and  Electric 
Company 

ORDER  granting  APPLICATION  AND  PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commisslo«%  held  at  Its 
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office  in  the  city  of  Washington.  D.  C,  on 
the  26th  day  of  April  A.  D.  1949. 

Kentucky  and  West  Virginia  Power 
Company.  Incorporated  ("Kentucky"), 
an  electric  utility,  and  Its  parent,  Ameri- 
can Gas  and  Electric  Company  ("Ameri- 
can"), a  registered  holding  company, 
having  filed  an  application-declaration 
and  amendment  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6,  10  and  12  of 
the  act  and  Rules  U-42,  43,  44.  and  50  of 
the  rules  and  regulations  promulgated 
thereunder  with  respect  to  the  following 
proposed  transactions: 

Generally,  the  proposed  transactions 
concern  (a)  the  authorization  by  Ken- 
tucky of  440,000  additional  shares  of 
common  stock  and  the  issuance  and  de- 
livery of  372,040  shares  of  such  common 
stock  to  American  in  exchange  for  Its 
presently  outstanding  First  Mortgage 
Bonds  and  Preferred  Stock,  both  issues 
being  owned  by  American;  (b)  the  Issu- 
ance and  sale  by  Kentucky  to  the  public 
of  $10,000,000  principal  amount  of  First 
Mortgage  Bonds;  and  (c)  the  prepay- 
ment without  premium  of  $5,500,000 
principal  amount  of  Notes  Payable  to 
Banks. 

Kentucky  now  has  outstanding  S8,499,- 
000  principal  amount  of  First  Mortgage 
Gold  Bonds.  5%  Series,  due  1956;  8.020 
shares  of  6%  Cumulative  Preferred  Stock 
of  a  par  value  of  $100  per  share;  and 
133,821  shares  of  Common  Stock  having 
a  par  value  of  $25  per  share.  All  of 
these  securities  are  owned  by  American. 
American  proposes  to  deliver  to  Ken- 
tucky all  of  said  Bonds  in  exchange  for 
339.960  shares  of  Common  Stock  of  Ken- 
tucky and  all  of  said  Preferred  Stock  In 
exchange  for  32,080  shares  of  such  Com- 
mon Stock.  Such  Common  Stock  will 
be  made  available  by  a  charter  amend- 
ment increasing  the  amount  of  Ken- 
tucky's authorized  Common  Stock  from 
160.000  to  600.000  shares.  The  Bonds 
and  Preferred  Stock  delivered  by  Ameri- 
can to  Kentucky  will  be  cancelled. 
Thereafter  a  .second  charter  amendment 
will  be  filed  by  Kentucky  eliminating  the 
authorized  Prefprred  Stock  and  the  pres- 
ent debt  limitation.  Kentucky  proposes 
to  issue  and  sell  pursuant  to  the  competi- 
tive bidding  requirements  of  Rule  U-50 
$10,000,000  principal  £>Tiount  of  its  First 
Mortsage  Bonds,  __%  Series,  due  1979. 
Said  Bonds  are  to  be  Issued  under  and  se- 
cured by  the  company's  Mortgage  and 
Deed  of  Trust  dated  as  of  May  1.  1949. 

The  proceeds  from  the  sale  of  the 
Borvls  are  to  be  applied  in  part  to  the 
prepayment  without  premium  of  85.500,- 
000  principal  amount  of  Notes  Payable 
to  Banks  due  December  31,  1950.  The 
application-declaration  states  that  the 
remaining  proceeds  will  be  added  to  Ken- 
tucky's treasury  funds  and  together  with 
other  funds  of  Kentucky  will  be  used 
for  construction  purposes. 

Applicants-declarants  request  that  the 
period  for  competitive  bidding  be 
shortened  so  as  to  allow  the  receipt  of 
bids  pursuant  to  competitive  bidding  on 
May  3,  1949. 

The  application-declaration  having 
been  filed  on  March  31,  1949.  and  an 
amendment  thereto  having  been  filed  on 
April  22, 1949,  notice  of  said  filing  having 
been  given  in  the  form  and  manner  pre- 
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scribed  by  Rule  U-23  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing with  respect  to  the  application-dec- 
laration, as  amended,  within  the  period 
specified  in  said  notice  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 
and 

The  Commission  finding  with  respect 
to  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  satisfied,  the 
Commission  being  of  the  opinion  that  It 
is  appropriate  to  grant  and  permit  to 
become  effective  said  application-dec- 
laration, as  amended,  without  the  im- 
position of  terms  and  conditions  other 
than  those  hereinafter  ordered,  and  the 
Commission  also  deeming  it  appropriate 
to  grant  applicants-declarants'  request 
that  the  order  herein  become  effective 
forthwith  upon  the  Issuance  thereof; 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act  that  said  application-declara- 
tion, as  amended,  be,  and  the  same  here- 
by Ls,  granted  and  permitted  to  become 
effective  forthwith,  subject  to  the  terms 
and  conditions  contained  in  Rule  U-24 
and  subject  to  the  following  additional 
conditions: 

(1>  That  the  proposed  sale  of  Bonds 
of  Kentucky  shall  not  be  consummated 
until  the  results  of  competitive  bidding 
pursuant  to  Rule  U-50  have  been  made 
a  matter  of  record  in  this  proceeding  and 
a  further  order  shall  have  been  entered 
by  the  Commission  In  the  light  of  the 
record  so  completed,  which  order  may 
contain  such  further  terms  and  condi- 
tions as  may  be  deemed  appropriate. 

(2)  That  jurisdiction  be  reserved  with 
respect  to  all  fees  and  expenses  to  be 
paid  In  connection  with  the  proposed 
transactions. 

By  the  Commission. 


[SKAL] 


Orval  L.  Dubois, 

Secretary. 


[P.    R.    Doc.    49-3413;    Filed,    May    2.    1949; 
8:47  a.  m.] 


[File  No.  812-590] 
Chicago  Corp. 

NOTICI  or  APPLICATION  ^ 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  27th  day  of  April  A.  D.  1949. 

Notice  Is  hereby  given  that  The  Chi- 
cago Corporation  (  "Chicago") ,  135  South 
LaSalle  Street.  Chicago  3,  Illinois,  a 
registered  investment  company,  has  filed 
an  application  pursuant  to  section  17  (b) 
of  the  Investment  Company  Act  of  1940 
for  an  order  exempting  from  the  pro- 
visions of  section  17  (a)  of  said  act  the 
transaction  described  below  in  which 
Chicago  proix)ses  to  purchase  not  In  ex- 
cess of  $525,000  principal  amount  of  5% 
Subordinated     Convertible     Debentures 


NOTICES 

("debentures-),  due  July  1,  1955,'  to  be 
Issued  by  American  Buslines,  Inc. 
("American"). 

The  application  discloses  that  Ameri- 
can, a  common  carrier,  has  made  appli- 
cation to  the  Interstate  Commerce 
Commission  for  authority  under  section 
214  of  the  Motor  Carrier  Act  of  1935  to 
issue  $624,825  aggregate  principal 
amount  of  debentures  and  to  Issue  from 
time  to  time  the  securities  Into  which  the 
debentures  are  convertible.  The  appli- 
cation to  the  Interstate  Commerce  Com- 
mission discloses  that  the  principal  pur- 
pose of  the  proposed  Issue  Is  to  obtain 
authority  which  will  enable  American  to 
refund  its  short-term  indebtedness  in  the 
principal  amount  of  $500,000  to  Bankers 
Trust  Company,  thereby  obtaining  the 
return  of  approximately  49%  of  the 
capital  stock  of  Burlington  Transporta- 
tion Company  ("Burlington"),  a  wholly- 
owned  subsidiary  of  American,  which  Is 
deposited  as  security  for  the  payment  of 
the  loan.  To  the  extent  that  the 
proceeds  of  the  issue  are  not  so  applied, 
the  balance  thereof  will  be  added  to  the 
working  capital  of  American.  It  Is 
stated  that  the  refunding  of  the  short- 
term  bank  loan  Is  particularly  Important 
to  American  in  that  the  return  of  the 
capital  stock  of  Burlington  deposited  as 
security  will  constitute  an  additional  step 
toward  the  proposed  merger  of  American 
with  and  Into  Burlington,  a£  previously 
authorized  by  the  Interstate  Commerce 
Commission. 

American  proposes  to  offer  transfer- 
able subscription  privileges  to  the  regis- 
tered holders  of  its  outstanding  common 
stock  which  will  entitle  such  persons,  for 
a  period  not  to  exceed  30  days,  to  pur- 
chase debentures  on  the  basis  of  $5  prin- 
cipal amount  of  debentures  for  each 
share  of  common  stock  held.  It  will  be 
necessary  for  American  to  solicit  bids 
for  the  purchase  of  the  debentures,  to  the 
extent  that  they  are  not  Issued  pursuant 
to  the  exercise  of  the  subscription  privi- 
lege, and  In  the  event  that  a  prospective 
bidder  offers  to  purchase  such  debentures 
at  a  discount  of  less  than  5%,  the  deben- 
tures will  be  sold  to  such  bidder.  Ameri- 
can and  Chicago  have  entered  into  an 
agreement  in  which  Chicago  has  agreed, 
to  the  extent  that  the  debentures  are 
not  issued  upon  exercise  of  subscription 
privileges  granted  other  stockholders  or 
sold  to  another  bidder  at  a  discount  of 
less  than  5Tr,  to  purchase  not  in  excess 
of  $525,000  aggregate  principal  amount 
of  the  debentures,  Including  the  $127,100 
principal  amount  of  debentures  to  be 
Issued  to  Chicago  upon  exercise  of  the 


>  The  debentures,  in  the  event  of  liquida- 
tion, receivership,  bankruptcy  or  reorganiza- 
tion under  the  National  Bankruptcy  Act  or 
other  applicable  law,  or  any  marshaling  of 
assets  for  the  benefit  of  creditors,  shall  be 
subordinate  to  payment  of  all  other  Interest 
bearing  obligations  of  the  company  having 
an  original  express  maturity  of  more  than  12 
months  from  the  date  thereof.  The  deben- 
tures will  be  Initially  convertible  after 
December  81,  1949  into  common  stock  at  a 
conversion  price  of  |18  per  share.  The  con- 
version price  la  subject  to  adjvistment  in 
certain  events  aa  set  forth  in  the  debenture 
indentxire. 


subscription  privilege  it  will  receive  as 
a  common  stockholder  of  American.  The 
agreement  provides  that  American  will 
allow  Chicago  a  discount  of  5%  on  the 
principal  amount  of  any  debentures  It 
may  be  called  upon  to  purchase  under  the 
agreement,  other  than  the  debentures 
Chicago  has  agreed  to  purchase  through 
exercise  of  its  subscription  privilege. 
The  proposed  transaction  covered  by 
the  agreement  between  American  and 
Chicago  Is  subject  to  approval  by  the 
Interstate  Commerce  Commis.sion  and 
by  this  Commission. 

American  is  an  affiliated  person  of 
Chicago  within  the  meaning  of  section  2 
(a>  (3>  of  the  act,  since  the  latter  owns 
7,631  (73%)  of  the  10.431  outstanding 
shares  of  preferred  stock  and  25.421.6 
(20.34%)  of  the  124,965  outstanding 
shares  of  common  stock  of  American. 
Both  cla.sses  of  American  stock  have 
voting  rights.  Therefore,  the  proposed 
transaction  will  involve  the  sale  of  secu- 
rities by  an  affiliated  person,  American, 
to  a  registered  Investment  company. 
Chicago,  and,  to  the  extent  that  It  may 
Involve  a  sale  of  debentures  over  and 
above  the  debentures  Chicago  will  be  en- 
titled to  purchase  pursuant  to  exercise 
of  its  subscription  privilege,  the  proposed 
transaction  Is  prohibited  by  section  17 
(a)  (1)  of  the  act  unless  an  exemption 
therefrom  Is  granted  pursuant  to  sec- 
tion 17  (b)  of  the  act.  The  sale  of 
debentures  to  Chicago  pursuant  to  exer- 
cise of  Its  subscription  privilege  will  be 
exempt  from  the  prohibition  of  section 
17  (a)  by  reason  of  subparagraph  (1) 
(B)  thereof. 

All  Interested  persons  are  referrred  to 
said  application  which  is  on  file  In  the 
Washington,  D.  C,  office  of  the  Commis- 
sion for  a  more  detailed  statement  of 
the  matters  of  fact  and  law  therein 
asserted. 

Notice  is  further  given  that  an  order 
granting  the  application  upon  such  con- 
ditions as  the  Commission  may  deem  ne- 
cessary or  appropriate,  may  be  issued  by 
the  Commission  at  any  time  after  May 
9.  1949  unless  prior  thereto  a  hearing  on 
the  application  Is  ordered  by  this  Com- 
mission as  provided  In  Rule  N-5  of  th3 
rules  and  regulations  promulgated  un- 
der the  act.  Any  lntere<:ted  person  may, 
not  later  than  May  5.  1949  at  5:30  p.  m. 
submit  In  writing  to  the  Commission  his 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  de.'-irability 
of  a  hearing  thereon,  or  request  in  writ- 
ing that  the  Commission  order  a  hearing 
be  held  thereon.  Any  such  communi- 
cation or  request  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission,  425  Second  Street  NW.. 
Washington  25,  D.  C,  and  should  state 
briefly  the  nature  of  the  interest  of  the 
person  submitting  such  information,  or 
requesting  a  hearing,  the  reason  for  such 
request,  and  the  Lssues  of  fact  or  law 
raised  by  the  application  which  he  de- 
sires to  controvert. 

By  the  Commission. 

[SEALl  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49  3411.    Filed,    May    2.    1949; 
8:46  a.  m.J 


Tuesday,  May  S,  1949 

UNITED  STATES  TARIFF 
COMMISSION 

I  Investigation  1] 

Spring  Clothespins 

public  notice  ordering  investigation 
and  setting  hearing  date 

The  United  States  Tariff  Commission 
on  this  28th  day  of  April  1949.  jinder  the 
authority  of  paragraph  13  of  Part  III  of 
Executive  Order  10004  of  October  5.  1948 
and  pursuant  to  the  Commission's  rules 
of  practice  and  procedure,  hereby  an- 
nounces an  Investigation.  Including  a 
public  hearing,  for  the  purpose  of  deter- 
mining whether  as  a  result  of  unforeseen 
developments  and  of  the  concession 
granted  by  the  United  States  in  the  trade 
agreement  with  Mexico  signed  December 
23,  1942  the  following  articles  described 
in  paragraph  412  of  Title  I  of  the  Tariff 
Act  of  1930,  namely,  "Spring  Clothes- 
pins," are  being  imported  In  such  in- 
creased quantities  and  under  such  condi- 
tions as  to  cause  or  threaten  serious 
injury  to  the  domestic  industry  producing 
like  or  similar  articles. 

Hearing.  All  parties  interested  will  be 
be  given  opportunity  to  be  present,  to 
produce  evidence,  and  to  be  heard  at  a 
public  hearing  to  be  held  in  the  Tariff 
Commission  Building,  Seventh  and  E 
Streets  NW.,  Washington.  D.  C.  at  10 
a.  m.  on  the  first  day  of  June  1949. 

Request  to  appear.  Parties  desiring  to 
appear  at  the  public  hearing  should  no- 
tify the  Secretary  of  the  Commission  in 
writing  at  its  offices  in  Washington, 
D.  C.  in  advance  of  the  hearing. 

Rules.  Copies  of  the  Commission's 
rules  of  practice  and  procedure,  which  set 
forth  in  §  207.6  the  type  of  information 
pertinent  to  the  hearing,  are  available 
upon  request  from  the  United  States 
Tariff  Commission,  Washington  25,  D.  C. 

I  certify  that  this  investigation  was 
ordered  by  the  Tariff  Commission  on  the 
27th  day  of  April  1949. 


[SEALl 


Sidney  Morgan, 
Secretary. 


|F.    R.    Doc.    49-3423;    Filed,    May    2,    1949; 
8:49  a.  m.| 


WAR  ASSETS  ADMINISTRATION 

(Wildlife  Order  3) 

Transfer  of  Tioga  Station,  Harbor  De- 
fenses OF  the  Columbia  River,  Pacific 
County.  Washington,  to  the  State  or 
Washington 

Pursuant  to  the  authority  granted  un- 
der Public  Law  537,  80th  Congress,  notice 
Is  hereby  given  that: 

1.  By  deed  from  the  United  States  of 
America,  dated  March  28,  1949,  to  the 
State  of  Washington,  acting  by  and 
through  the  State  of  Washington  De- 
partment of  Fisheries,  that  property 
known  as  Tioga  Station.  Harbor  Defenses 
of  the  Columbia  River,  Pacific  County, 
Washington,  and  more  particularly  de- 
scribed In  such  deed,  has  been  trans- 
ferred from  the  United  States  to  the 
State  of  Washington. 

2.  The  above  described  property  is 
transferred  to  the  State  of  Washington 
for  wildlife  conservation  purposes  (other 

No.  84 4 
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than  migratory  birds)  in  accordance 
with  the  provisions  of  said  Public  Law 
637. 

Jess  Larson, 
Administrator. 
April  21,  1949. 

(P.    R.    Doc.    49-3536;    FUed.    May    2,    1949; 
9:40  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtJTHORrrT:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6.  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct   14,  1946,  11  F.  R.  11981. 

[Vesting  Order  13163] 
3ERTHA  AHRENS  ET  AL. 

In  re:  Bertha  Ahrens,  plaintiff  vs. 
Gerda  Hedwig  Mehlbaum  et  al.,  defend- 
ants. File  No.  D-28-10727;  E.  T.  sec. 
14995. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Gerda  Hedwig  Mehlbaum, 
Max  Karl  Mehlbaum,  Pranz  Richard 
Mehlbaum,  Elizabeth  Pauline  Mahlbaum 
Hoborn,  Alfred  Max  Scholz,  Alfred  Her- 
bert Scholz,  Fritz  Kurt  Stahlke,  Mar- 
garethe  Anna  Mehlbaum  Schmeichler, 
Frieda  Agnes  Mehlbaum  Fichtler,  Ger- 
truf  (a/k/a  Gertrud)  Alwine  Renate 
Mengert  Wiersdorf,  Karl  Robert  Herman 
Potter,  Friedrlch  Wilhelm  Robert  Potter 
aA'a  Robert  Poetter.  Erich  Ewald  Al- 
fred Wei.ssenbach,  Herbert  Erich  Emil 
Weissenbach,  Elli  Frieda  Elisabeth  Weis- 
senbach. Frieda  Ida  Weissenbach,  Minna 
Hedwig  Hoffmann  Hinz,  Margaretha 
Martha  Hoffmann  Brauer,  Paul  Alfred 
Hoffman,  Erna  Hedwig  Hoffmann  Fisch- 
er, Johanna  Charlotte  Elisabeth  Hum- 
bolt,  whose  last  known  address  Is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  surviving  wife  and  chil- 
dren, names  unknown,  of  Herman  Lud- 
wlg  Potter,  deceased,  and  the  surviving 
children,  names  unknown,  of  Richard 
Reinholdt  Humboldt,  deceased,  who  there 
Is  reasonably  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof  in  and  to  the  pro- 
ceeds of  the  real  estate  sold  pursuant  to 
court  order  in  a  partition  suit  entitled: 
Bertha  Ahrens,  plaintiff  vs.  Gerda  Hed- 
wig Mehlbaum  et  al.,  defendants  in  the 
District  Court  of  the  State  of  Iowa  in 
and  for  Plymouth  County.  Equity  No. 
18653,  is  property  payable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

4.  That  such  property  Is  In  the  process 
of  administration  by  W.  G.  Sievers,  as 
referee,  acting  under  the  judicial  super- 
vision of  the  District  Court  of  the  State 
of  Iowa,  in  and  for  Plymouth  County, 
Iowa; 
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and  It  is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
surviving  wife  and  children,  names  un- 
known, of  Herman  Ludwig  Potter,  de- 
ceased, and  the  surviving  children, 
names  unknown,  of  Richard  Reinholdt 
Humboldt,  deceased,  are  not  within  a 
designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3432;    Filed,    May    2,    1949; 
3:51  a.  m.) 


[Vesting  Order  13142] 
Robert  Flocke 


In  re:  Estate  of  Robert  Flocke,  de- 
ceased.    File  No.  D-28-10613-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Elxecu- 
tive  Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pur.suant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Klara  Weih,  nee  Flocke.  Wal- 
ter Flocke,  Richard  Curt  Flocke,  and 
Max  Erich  Flocke,  whose  last  known  ad- 
dress is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country   (Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraph 1  hereof,  and  each  of  them. 
In  and  to  the  sum  of  $460.54  deposited 
w'ith  the  Treasurer  of  Los  Angeles 
County.  California,  on  the  11th  day  of 
April  1947  pursuant  to  an  order  of  Court 
entered  by  the  Superior  Court  of  Los 
Angeles  County,  California,  in  the  mat- 
ter of  the  Estate  of  Robert  Flocke.  de- 
ceased. 

is  property  within  the  United  States 
owned  and  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on 
account  of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  It  is  hereby  determined : 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
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requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  oa 
April  13,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazeion, 

Assistant  Attorney  General. 
Director.  Offi.ce  of  Alien  Property. 

|F.    R.    Doc.    49-3431:    Filed,    May    2.    1949; 
8:51  a.  m.i 


I  Vesting  Order  13173] 
Ernest  Beck 


In  re :  Stock  owned  by  Ernest  Beck  also 
known  as  Gottlob  Ernst  Beck.  F-28- 
8385-A-l,  D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ernest  Beck  also  known  as 
Gottlob  Ernst  Beck,  whose  last  known 
addre.ss  is  Neckarems,  Post  Waiblingen. 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany)  ; 

2.  That  the  property  described  as  fol- 
lows: One  hundred  and  thirty-two  (132 1 
shares  of  $10  par  value  common  capital 
stock  of  Park  National  Bank  of  Knox- 
ville,  505  South  Gay  Street,  Knoxville, 
Tennessee,  evidenced  by  a  certificate 
numbered  294,  registered  in  the  name  of 
Ernest  Beck,  together  with  all  declared 
and  unpaid  dividends  thereon  and  any 
and  all  rights  in.  to  and  under  any  out- 
standing dividends  check.s, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  de.signated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 


NOTICES 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  Gerieral, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3433;    Filed,    May    2.    1949; 
8:51  a.  m.| 
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[Vesting  Order  ISWS] 
BEATRIZ   K00PM.<jNN 

In  re:  Bank  account,  bonds  and  war- 
rants owned  by  Beatriz  Koopmann.  also 
known  a.s  Beatriz  Koopman.  F-28- 
4078-A-l:  A-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Beatriz  Koopmann.  also 
known  as  Beatriz  Koopman,  whose  last 
known  address  is  Kalseralle  18.  Berlin. 
W.  15.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Beatriz  Koopmann.  also 
known  as  Beatriz  Koopman  by  The  Na- 
tional City  Bank  of  New  York.  55  Wall 
Street.  New  York,  New  York,  arising  out 
of  a  Custodian  Cash  Account,  account 
number  B25201,  entitled  Mrs.  Beatriz 
Koopmann,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 

b.  Those  certain  bonds  described  in 
Exhibit  A,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  presently  in  the 
custody  of  The  National  City  Bank  of 
New  York.  55  Wall  Street.  New  York  15. 
New  York,  in  a  custodian  account  num- 
bered B25201,  entitled  Mrs.  Beatriz 
Koopmann.  together  with  any  and  all 
rights  thereunder  and  thereto, 

c.  All  rights  and  interests  evidenced 
by  one  (1)  Certificate  of  Deposit  for 
Abitibi  Power  and  Paper  Co.,  Ltd.,  1st 
Series  A  5%  bonds,  issued  by  City  Bank 
Farmers  Trust  Company.  22  William 
Street,  New  York  15,  New  York,  said  cer- 
tificate of  $1,000.00  face  value,  registered 
in  the  name  of  Mrs.  Beatriz  Koopman. 

d.  One  (1)  Remington  Rand  Inc. 
Warrant,  In  bearer  form,  bearing  the 
number  M17664,  said  Warrant  presently 
in  the  custody  of  The  National  City  Bonk 
of  New  York,  55  Wall  Street,  New  York. 
New  York  in  a  custodian  account  num- 
bered B25201,  entitled  Mrs.  Beatriz 
Koopmann.  together  with  any  and  all 
rights  thereunder  and  thereto,  and 

e.  One  (1)  Certificate  of  Deposit  for 
Dominion  Square  Corp.  1st  Closed  Mort- 


gage 8/P  6%  bond,  of  $1,000  00  face 
value,  bearing  the  number  0437.  reg- 
istered in  the  name  of  Hurley  L  Co..  55 
Wall  Street.  New  York.  New  York,  and 
presently  In  the  custody  of  The  Na- 
tional City  Bank  of  New  York,  55  Wall 
Street,  New  York,  in  a  custodian  account 
numbered  B25201,  entitled  Mrs.  Beatriz 
Koopmann,  together  with  any  and  all 
rights  thereunder  and  thereto. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  .sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[siALl  D.AViD  L.  Bazeion, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

EXHIBFT    A 


IV.«crli>tl<in  of  Isf  ue 

Cortin- 
cate  No. 

Faw 

value 

Cities  Service  Co.,  .1^  l>fbfnture.. 

City  of  Hui1ap<  St,  Ext.  8.  K.  f/'; . . . 

Oennan  Central  Hank  for  Aifri- 
rulturi',  Sio  S,  F  .S-r.  A  fH  Farm 
Ixiaii  i>f  l»•2>^ 

642) 
4346 

"II.OIKI 
l.OOti 

1,0011 

Irish  Fret  !«tat*.  E«.  8/F  5% 

1.00<J 

'  Each. 

(F.    R.    Doc.    49  3434:    Filed.    May    2.    1949; 
8:51  a.  m.l 


[Vesting  Order  13182] 
Leo  Spiegel 


In  re:  Bank  account  and  securities 
owned  by  Leo  Spiegel.  F-28-25637-D-1; 
E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Leo  Spiegel,  whose  last  known 
address  is  Wickers,  County  of  Pulda.  Dis- 
trict of  Kassel,  Germany,  is  a  resident  of 
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Germany,  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as 
follows : 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Leo  Spiegel,  by  The  North- 
ern Trust  Company.  50  South  La  Salle 
Street.  Chicago,  Illinois,  arising  out  of  a 
savings  account,  account  number  386201. 
entitled  Leo  Spiegel,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

b.  Ten  (10)  shares  of  no  par  value 
preferred  capital  stock  of  Forty-five 
Thirty-five  Maiden  Avenue  Building  Cor- 
poration. 29  South  La  Salle  Street, 
Cliicago  3,  Illinois,  a  corporation  organ- 
ized under  the  laws  of  the  State  of 
Illinois,  evidenced  by  a  certificate  num- 
bered 68  and  registered  in  the  name  of 
Leo  Spiegel,  together  with  all  declared 
and  unpaid  dividends  thereon,  and  any 
and  all  rights  in,  to  and  under  any  out- 
standing dividend  checks,  and 

c.  One  ( 1 1  share  of  no  par  value 
common  capital  stock  of  Fifty-four 
Thirty-four  Winthrop  Avenue  Building 
Corporation,  29  South  La  Salle  Street, 
Chicago  3.  Illinois,  a  corporation  organ- 
ized under  the  laws  of  the  State 
of  Illinois,  evidenced  by  a  certificate 
numbered  67  and  registered  in  the  name 
of  Leo  Spiegel,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and  any  and  all  rights  in,  to  and  under 
any  outstanding  dividend  checks, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by.  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R     Doc.    49-3435;    Filed,    May    2,    1949; 
8:52  a.  m.) 


FEDERAL  REGISTER 

[Vesting  Order  18183] 
TSUNASHIIIA  SHOTEW 

In  re:  Debt  owing  to  Tsunashlma 
Shoten.     F-39-6410-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursutmt  to  law. 
after  investigation.  It  is  hereby  found : 

1.  That  Tsunashlma  Shoten,  the  last 
known  address  of  which  Is  Okayama. 
Japan,  Is  a  corporation,  partnership,  as- 
sociation or  other  business  organization 
organized  under  the  laws  of  Japan  and 
which  has  or  since  the  effective  date 
of  Executive  Order  8389,  as  amended,  has 
had  Its  principal  place  of  business  at 
Okayama.  Japan;  and  is  a  national  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  De  Vry  Corporation.  1111  W. 
Armitage  Avenue,  Chicago,  Illinois,  in 
the  amount  of  $134.09,  as  of  December 
31,  1945,  representing  the  balance  from 
the  proceeds  of  a  Cashiers  Check,  check 
number  585928  of  the  National  City  Bank 
of  New  York,  New  York,  New  York,  dated 
August  1.  1938.  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Tsuna- 
shlma Shoten.  Okayama,  Japan,  the 
aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amendedi 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-3436;    Filed,    May    2,    1949; 
8:52  a.  m.] 
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-  Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Dr.  med.  W.  O.  Wehrle.  whose 
last  known  address  is  14  Ingelfingen, 
Krs.  Kunzelsau  (WurttembergJ.  Ger- 
many, is  a  resident  of  Germany  anu  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Credit  Suisse,  New  York 
Agency,  30  Pine  Street,  New  York  5, 
New  York,  In  the  amount  of  $1,734.90  as 
of  March  25,  1949,  presently  on  deposit 
in  a  current  account  entitled  "Credit 
Suisse,  Zurich,  Blocked  Account",  main- 
tained with  the  aforesaid  Credit  Suisse. 
New  York  Agency,  together  with  any 
and  all  accruals  to  the  aforesaid  debt  or 
other  obligation  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
llberable  to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  Dr. 
med.  W.  O.  Wehrle.  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany); 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  ttie  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  Gerieral. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3437:    Filed,    May    2,    1949; 
8:52  a.  m.] 


[Vesting  Order  13186] 
S.  Yamagato 


[Vesting  Order  13184] 
Dr.  med.  W.  O.  Wehrle 

In  re:   Bank  account  owned  by  Dr. 
med.  W.  O.  Wehrle.    F-28-30072-E-1. 


In  re:  Bank  account  owned  by  S. 
Yamagato,  also  known  as  Sansho  Yama- 
gata.    F-39-I788-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  herebv  found: 
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1.  That  S.  Yamagato.  also  known  as 
Bansho  Yamagata,  whose  last  known  ad- 
dress is  Yokohama.  Japan.  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  S.  Yamagato.  also  known 
as  Sansho  Yamagata,  by  The  Northern 
Trust  C  jmpany,  50  South  La  Salle  Street. 
Chicigo  90.  Illinois,  arising  out  of  a 
checking  account,  entitled  S.  Yamagato, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 


NOTICES 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[sxal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Doc.    49-3438;    Piled,    May    2.    1949; 
8:53   a.   m.) 


(Vesting  Order   13187] 
HIRANORI  YASDDA 


In  re:  Bank  account  owned  by  Hiran- 
ori  Yasuda,  also  known  as  Harry 
Yasuda.     P-39-6416. 

Under  the  authority  of  the  Tradmg 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Hiranori  Yasuda.  also  known 
as  Harry  Yasuda,  whose  last  known  ad- 
dress Is  Kumamoto.  Japan,  is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country   "Japan); 

2.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obliga- 
tion arising  out  of  a  postal  savings  ac- 
count, account  number  217,  maintained 
in  the  name  of  Harry  Yasuda.  with  the 
United  States  Post  Office,  Concord,  Cali- 
fornia, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same, 


Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  Hiran- 
ori Yasuda.  also  known  as  Harry  Yasuda, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D,  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
[P.    R.    Doc.    49-3439;    Piled,    May    2,    1949; 
8:53  a.  m.] 
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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — EIxceptions  From  the 
Competitive  Service 

ECONOMIC  cooperation  ADMINISTRATION 

Under  authority  of  §6.1  (a)  of  Ex- 
ecutive Order  9830,  and  at  the  request  of 
the  Economic  Cooperation  Administra- 
tion, the  Commission  has  determined 
that  the  positions  listed  below  should  be 
excepted  from  the  competitive  service. 
Effective  upon  publication  in  the  Federal 
Register.  §  6.149  is  amended  by  the  ad- 
dition of  a  paragraph  as  follows: 

5  6.149  Economic  Cooperation  Ad- 
ministration.    •     •     • 

(c)  Two  private  secretaries  or  confi- 
dential assistants  to  the  Administrator, 
one  to  the  Deputy  Administrator,  and 
one  to  each  policy-determining  official 
receiving  a  salary  of  $15,000  per  annum. 

<R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633.  E.  O.  9830.  Feb.  24.  1947.  12 
P  R.  1259;  3  CPR  1947  Supp.  E.  O.  9973. 
June  28.  1948.  13  F.  R.  3600;  3  CFR  1948 
Supp.) 

United  States  Civil  Serv- 
ice Commission. 
TsealI        H.  B.  Mitchell, 

President. 

[P.    R.    Doc.    49-3474;    Piled.    May    3,    1949; 
8:52  a.  m.] 


Chapter  IV — Fair  Employment  Board 

Part  400 — The  Internal  Operation  or 
the  Fair  Employment  Board 

Sec. 

400.1  Coverage. 

400J  Explanation  of  terms. 

400.3  Appeals;    acceptance  and  review. 

400.4  Hearings. 

400.5  Decisions  and  recomndendatlona. 

400.6  Record*  and  report*. 

AtJTHomrrT:  §<  400.1  to  400  6  Iseued  under 
E.  O.  9980,  July  26,  1948.  13  P.  R.  4311. 

§  400.1  Coverage,  (a)  Executive  Or- 
der 9980  shall  apply  to  all  departments 
and  agencies  in  the  executive  branch  of 
the  Federal  Government. 

(b)  The  remedies  provided  under  Ex- 
ecutive Order  9980  shall  be  available  to 


citizens  of.  and  persons  who  owe  alle- 
giance to  the  United  States  who  are  em- 
ployed by.  or  are  applicants  for  employ- 
ment in  the  executive  branch  of  the 
Federal  Government. 

§  400.2  Explanation  of  terms — 'a) 
Department.  All  departments  and  agen- 
cies of  the  executive  branch  of  the  gov- 
ernment, including  the  Civil  Service 
Commission. 

(b)  Personnel  action.  Any  action 
taken  within  a  department  which  af- 
fects the  equality  of  economic  oppor- 
timity  of  an  employee  or  applicant.  The 
term  "personnel  action"  shall  include 
failure  to  act. 

(c>  Employee.  An  individual  ap- 
pointed by  a  Federal  officer,  and  who  is 
engaged  in  the  performance  of  Federal 
functions  in  the  executive  branch  of  the 
Federal  service  under  authority  of  an 
act  of  Congress  or  an  Executive  order, 
and  who.  in  the  performance  of  such 
duties,  is  supervised  and  directed  by  a 
Federal  officer. 

«d>  Applicant.  A  person  faihng  of  ap- 
pointment in  the  executive  branch  of 
the  Federal  service  who  alleges  a  griev- 
ance relating  to  discrimination. 

(e»  Discrimination.  An  unfavorable 
personnel  action  affecting  an  employee 
or  applicant  based  on  race,  color,  re- 
ligion or  national  origin,  and  not  on 
merit  and  fitness.  Preference  in  ap- 
pointment and  differences  in  conditions 
of  employment  such  as  pay.  leave,  hours 
of  work,  etc.,  based  upon  law  or  upon 
regulations  under  authority  of  law,  do 
not  constitute  discrimination  within  the 
meaning  of  Executive  Order  9980. 

(f )  Complete  file.  All  letters,  notices, 
memoranda,  reports,  transcripts,  affi- 
davits or  supporting  documents  in  con- 
nection with  the  Initiation.  Investigation, 
hearing,  decision  and  closing  of  a  case  or 
cases. 

§  400.3  Appeals:  acceptance  and  re- 
view, (a)  An  employee  or  applicant,  as 
defined  in  §  400.2,  who  alleges  discrimi- 
nation on  the  basis  of  race,  color,  religion 
or  national  origin  may  file  an  appeal 
with  the  Board  from  an  unfavorable  de- 
cision of  the  head  of  a  department  under 
the  provisions  of  Executive  Order  9980, 
and  such  appeal  will  be  accepted  by  the 
Board :  Provided,  That : 

(C^OQtinued  on  next  page) 


CONTENTS 

Agriculture  Department  ^^i^ 

Proposed  rule  making: 
Wheat;  notice  of  determination 
of  national  acreage  allotment, 
1950.  and  apportionment 
among  States,  counties  and 
farms 2203 

Rules  and  regulations : 
Citrus    fruit    export    program, 

1949 2191 

Alien  Property,  Office  of 
Notices : 
Vesting  orders,  etc.: 

Bigelow,  Louisa  G 2227 

De  Hcpp,  Fanny  Christy  Vda_     2228 
Kameta.  Hiroshi,  and  Yoshiro 

Kameta 2225 

Mann,  Conrad  H 2227 

Obermeyer,  Otto,  and  Nation- 
al City  Bank  of  New  York.  _     2224 

Stapel,  Christian,  et  al 2226 

Tinta.  Evan,  and  Katharine 

Tinta 2228 

Umminger,   Luise.    and   Her- 
mann Umminger 2227 

Wallenstein,  E.  S..  et  al 2225 

Army  Department 

Rules  and  regulations: 
Officers'  Reserve  Corps,  sections.     2199 

Child  Labor  Branch 
Rules  and  regulations: 
State    certificates,    acceptance; 

Alaska 2199 

Civil  Aeronautics  Board 

Rules  and  regulations: 

Personnel  licensing  standards: 
Air  carrier  operating  certifi- 
cation      2196 

Air-traffic  control-tower  oper- 
ator certificates 2195 

Airline  transport  pilot  rating.     2193 

Flight  engineer  certificates 2195 

Foreign    air    carrier    regula- 
tions      2198 

General  operation  rules 2197 

Pilot  certificates 2191 

Scheduled  air  carrier  opera- 
tions outside  U.  S.;  certifi- 
cation and  operation  rules.     2196 
Scheduled  air  carrier  rules 2198 

Civil  Service  Commission 
See  also  Fair  Employment  Board. 
Rules  and  regulations: 
Competitive  service,  exceptions: 
Economic    Cooperation    Ad- 
ministration      2189 

2189 


Wednesday,  3fau  4.  1949 


CCnCDAl     Dc/^icrra 


2190 


FEDERALjS^REIJISTER 


\      KM   ^ 


Published  dally,  except  Sundays,  Mondays, 
and  days  Xollowing  official  Federal  holidays, 
by  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  authority 
contained  in  the  Federal  Register  Act,  ap- 
proved July  26,  1935  (49  Stat.  500.  as 
amended:  44  U.  S.  C.  ch.  8B).  under  regula- 
tions prescribed  by  the  Administrative  Com- 
mittee, approved  by  the  President.  Distribu- 
tion Is  made  only  by  the  Superintendent  of 
Documents,  Government  Printing  Office, 
Washington  25.  D.  C. 

The  regulatory  material  appearing  herein 
Is  keyed  to  the  Code  of  Federal  Regulations, 
which  Is  published,  under  50  titles,  pvirsuant 
to  section  11  of  the  Federal  Register  Act,  as 
amended  June  19.  1937. 

The  FiDERAL  Regist^  will  be  furnished  by 
mall  to  subscribers,  free  of  postage,  for  $150 
per  month  or  $15.00  per  year,  payable  In  ad- 
vance. The  charge  for  Individual  copies 
(minimum  15*)  varies  In  proportion  to  the 
size  of  the  Issue.  Remit  check  or  money 
order,  made  payable  to  the  Superintendent 
of  Documents,  directly  to  the  Government 
Printing  Office.  Washington  25.  D.  C. 

There  are  no  restrictions  on  the  republica- 
tion of  material  appearing  In  the  Federal 

RB2ISTER. 


1949  Edition 

CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
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cation of  Federal  administrative 
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Parts  210-«74  ($2.75). 
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(1)  He  is  an  employee  of ,  or  applicant 
for  employment.  In  a  department  as  de- 
fined in  §  400.2. 

i2)  He  has  exhausted  all  administra- 
tive remedies  provided  by  the  depart- 
ment and  has  presented,  or  attempted 
to  present,  all  liis  evidence  to  the 
department. 
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(3)  He  files  his  appeal,  in  writing, 
within  10  days  from  the  date  of  receipt 
by  him  of  notice  of  the  adverse  decision 
and  within  20  days  if  he  resides  outside 
of  the  continental  United  States. 

(b)  On  receipt  of  an  appeal  the  head 
of  the  department  shall  be  requested  to 
furnish  the  complete  file  of  the  case. 

(c)  If  the  appellant's  appeal  Is  not 
accepted  by  the  Board  he  shall  be  advised 
In  writing  of  the  reasons  for  its  non- 
acceptance. 

(d)  On  acceptance  of  an  appeal,  the 
appellant  shall  be  notified  of  his  right 
to  a  hearing  and  advised  that,  if  he  de- 
sires, he  may  submit  a  statement  out- 
lining the  grounds  on  which  he  bases  his 
appeal. 

<e)  If.  upon  a  review  of  the  appeal, 
the  Board  is  of  the  opinion  that  the 
record  should  be  clarified  or  additional 
evidence  secured,  the  Board  may  remand 
the  case  to  the  head  of  the  department 
for  reconsideration  or  may  utilize  the 
investigative  facilities  of  the  Civil  Serv- 
ice Commission  to  secure  additional 
information. 

?  400.4  Hearings,  (a)  All  appellants, 
whose  appeals  are  accepted  by  the  Board, 
shall  be  afforded  an  opportunity  to  ap- 
pear before  the  Board  in  person,  by  rep- 
resentative or  accompanied  by  a  repre- 
sentative. 

<b"  When  an  appellant  is  granted  a 
hearing,  the  Executive  Secretary,  in  con- 
sultation with  the  Chairman,  shall  make 
the  necessary  arrangements.  In  any  case 
where  appearance  before  the  Board  in 
Washington  would  be  unduly  burdensome 
to  the  appellant,  the  Board  may  arrange 
for  a  hearing  at  a  place  rea.<:onably  con- 
venient to  the  appellant  before  a  panel 
of  the  Board  or  before  a  representative 
or  representatives  designated  by  the 
Board.  In  the  event  a  hearing  is  held 
before  a  panel  of  the  Board  or  other 
persons  designated  by  the  Board  a  tran- 
script of  the  hearing  shall  be  made  and 
transmitted  to  the  Board  for  its 
consideration. 

(c)  Attendance  at  hearings  shall  be 
^iBJited  to  the  appellant  and/or  his  per- 
sonal repre.sentativc  and  representatives 
of  the  department.  The  appellant  may 
te.rtlfy  orally  or  in  writing  and  arguments 
by  or  in  his  behalf  may  be  made  under 
such  limitations  as  the  Board  may  im- 
pose. In  unusual  circumstances,  the 
Board  may  permit  the  appellant  or  the 
department  to  call  witnesses  to  testify  or 
it  may  on  its  motion  invite  witnesses  to 
give  testimony  before  the  Board. 

<d)  Strict  legal  rules  of  evidence 
shall  not  be  followed  but  reasonable 
bounds  shall  be  maintained  as  to  compe- 
tency, relevancy  and  materiality. 

(e)  Testimony  before  the  Board  shall 
be  given  under  oath  or  affirmation. 

(f)  If  the  appellant  offers  new  evi- 
dence bearing  upon  a  material  issue,  the 
Board  shall  remand  the  case  to  the  de- 
partment head  for  reconsideration. 

(g)  Normally,  verbatim  transcripts  of 
hearings  before  the  Board  will  not  be 
made.  In  lieu  thereof,  a  summary  of  the 
material  facts  discIo.sed  at  the  hearing 
may  be  incorporated  in  the  record  of  the 
case.  The  Board  in  any  case  may  depart 
from  this  practice. 
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S  400.5  Decisions  and  recommenda- 
tions, (a)  If.  upon  a  review  of  the  com- 
plete file,  the  Board  finds  that  the  appel- 
lant was  not  substantially  accorded  the 
procedural  rights  to  which  he  was  en- 
titled, the  Board  may  remand  the  case  to 
the  head  of  the  department  for  appro- 
priate action. 

<b)  Decision  on  the  merits  of  an  ap- 
peal shall  be  made  on  the  complete  file 
including  briefs  and  oral  arguments.  In 
any  case  in  which  the  Board  has  re- 
ceived additional  or  new  material  evi- 
dence, not  available  to  the  head  of  the 
department,  the  Board  shall  refer  the 
complete  file  together  with  the  additional 
evidence  to  the  department  head  for  re- 
consideration before  taking  final  action 
on  the  appeal. 

(c)  The  decision  of  the  Board  on  an 
appeal  shall  be  concurred  in  by  a  major- 
ity of  Board  members  present. 

(d;  If,  after  consideration  of  all  the 
material  facts  in  a  case,  the  Board 
finds  that  there  has  been  discrimination 
within  the  purview  of  Executive  Order 
9980  because  of  race,  color,  religion  or 
national  origin  a  recommendation  shall 
be  made  to  the  head  of  the  department 
that  he  take  such  corrective  action  as 
the  Board  deems  advi';able. 

(e)  In  all  cases,  the  appellant  and  his 
representative  and  the  head  of  the  de- 
partment shall  be  advised  in  writing  of 
the  decision  and  recommendation  of  the 
Board. 

<f)  After  the  Board  has  taken  final 
closing  action  on  an  appeal,  the  Execu- 
tive Secretary  shall  transmit  the  file  on 
the  case  received  from  the  department 
along  with  the  Board's  recommendations 
to  the  appropriate  department  head. 

S  400  6  Records  and  reports.  Heads 
of  departments  shall  furnish  statistical 
data  and  reports  reflecting  the  progress 
and  development  of  the  Fair  Employ- 
ment Program  in  each  department,  as 
requested  by  the  Board  from  time  to 
time. 

Pair  Employment  Bo.ahd. 
United  St.ates  Civil  Serv- 
ice Commission, 
Ladell  C.  Lawhorn, 

Executive  Secretary. 

IF.    R.    Doc.    49^3472;    Filed.    May    3,    1948; 
8  52  a.  m.l 
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1948.  without  benefit  of  any  export  pay- 
ment under  this  program.  Sales  of  cit- 
rus fruits  and  juices  for  export  to  the 
United  Kingdom  over  and  atwve  such  one 
million  gallons,  made  after  April  13. 1949. 
are  eligible  for  payment  under  this  pro- 
gram. 

2.  Termination  of  Program.  Pursu- 
ant to  §  517.7.  the  said  Citrus  Fruit  Ex- 
port Program  shall  be  terminated  as  of 
12:00  p.  m..  midnight,  e.  d.  t..  May  7, 

1949.  Any  sales  for  export  which  other- 
wise comply  with  the  program  made  on 
or  before  May  7,  1949.  shall  not  be  af- 
fected by  such  termination.  Other  pro- 
visions of  the  program,  including  final 
date  of  exportation  and  final  date  of  fil- 
ing claims,  remain  unchanged  except  that 
all  Forms  FV-407  must  be  fUed  not  later 
than  12:00  p.  m..  midnight,  e.  d.  t..  May 
9.  1949.  subject  to  the  provisions  of 
§  517.4. 

Dated  this  28th  day  of  April  1949. 

(sealI  Ralph  S.  Trigc, 

Authorized  Representative  of 
the  Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3466;     PUed.    May    3,    1949; 
9:09  a.  m.| 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Mar- 
keting Administration  and  Com- 
modity Credit  Corporation,  Depart- 
ment of  Agriculture 

Subchapter    R.^Export    and    Diversion    Programs 

(Fiscal  Year  1049.  Amdt.  2) 

Part  517— Fruits  and  Berries.  Fresh 

SUBPART— CITRUS   FRUTT   EXPORT   PROGRAM 

1.  Payments  on  sales  to  the  United 
Kingdom.  Pur.«;uant  to  5  517.2  (b)  of 
the  Citrus  Fruit  Export  Program  (13  F 
R.  7379.  14  F.  R.  333)  announcement  is 
hereby  made  of  the  Secretary's  determi- 
nation that,  as  of  April  13. 1949.  one  mil- 
lion gallons  of  citrus  Juice  concentrate, 
or  its  equivalent,  have  been  sold  for  ex- 
port to  the  United  Kingdom  since  Julv  1. 


TITLE  14— CIVIL  AVIATION 
Chapter    I — Civil    Aeronautics    Board 

IClvU  Air  Regs.,  Amdt.  20-2) 

Part  20— Pilot  Certificates 
personnel  licensing  standards 

Adopted    by    the    CiVil    Aeronautics 
Board  at  its  office  in  Washington.  D.  C 
on  the  28th  day  of  April  1949. 

On  April  2.  1949,  there  was  published 
a  notice  of  proposed  rule  making  a4 
F.  R.  1545 1  indicating  our  intention  to 
implement  those  portions  of  the  Person- 
nel Licensing  Standards  adopted  by  the 
International  Civil  Aviation  Organiza- 
tion (ICAO)  deemed  suitable  for  domes- 
tic aviation. 

The  following  amendments  to  Part  20 
are  those  deemed  necessary  for  such  im- 
plementation.   One  amendment  adopts 
definitions   of   aircraft   category,   class, 
and  type,  pilot  in  command,  copilot,  dual 
instruction  time,  fiight  time,  flight  in- 
structor, etc.    This  change  is  fundamen- 
tal if  any  sound  basis  is  to  eXist  for 
comparing  airman  certificates  Issued  by 
the  United  States  with  Annex  1  stand- 
ards so  that  other  Member  States  shall 
be  obliged  to  recognize  them.    In  addi- 
tion, the  part  is  amended  to  provide  for 
type  (formerly  "make  and  model")  rat- 
ings for  aircraft  of  over  12,500  lbs.  maxi- 
mum certificated  take-off  weight.     This 
provision  is  designed  to  meet  Annex  1 
requirements  that  all  pilots  of  aircraft 
of  over  12,500  lbs.  maximum  certificated 
take-off  weight  carrying  pas.sengers  or 
fiying  for  remuneration  shall  be  type- 
rated  for  the  aircraft  being  piloted.    It 
will  be  noted  that  the  provisions  of  An- 
nex 1  do  not  permit  a  commercial  pilot 
to  carry  pas.sengers  or  cargo  for  hire  in 
aircraft  of  over   12.500   lbs.   maximum 
certificated  take-off  weight  in  interna- 
tional flight  Irrespective  of  whether  such 
pilot  has  a  type  rating  for  such  aircraft. 
However,  this  limitation  does  not  apply 
to  flights  within  the  United  Stat.-s.  nor 
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Is  it  applicable  until  May  1. 1953,  to  hold, 
ers  of  pilot  certificates  with  a  commercial 
rating  issued  prior  to  May  1.  1949. 

The  experience  requirements  for  the 
issuance   of  a  pilot   certificate  with  a 
commercial  rating  have  been  amended  to 
require  the  applicant  to  have  at  least 
.  200  hours  of  flight  time  of  which   100 
hours  shall  have  been  flown  as  pilot  in 
command  and  of  which  5  hours  shall 
have  been  flown  within  60  days  imme- 
diately preceding  the  date  of  applica- 
tion.    Such  flight  time  shall  also  include 
20  hours  of  cross-country  flight  time  dur- 
ing which  the  applicant  shall  have  made 
at  least  one  flight  of  not  less  than  350 
miles,  plus  the  Annex  1  requirement  of 
10    hours    of    night    flight    time.    This 
amendment  also  provides  for  the  Issu- 
ance of  a  like  certificate  and  rating  ap- 
propriately endorsed  indicating  noncom- 
pliance with  the  night  flight  requirement 
for  the  applicant  who  meets  all  other 
Part  20  requirements  except  the  Annex  1 
required    night    flight.     A    commercial 
pilot  certificated  after  May  1.  1949.  or 
any  commercial  pilot  after  May  1,  1953, 
not  meeting  this  night  filght  require- 
ment is  not.  under  the  provisions  of  An- 
nex 1.  permitted  to  exercise  privileges  of 
a  commercial  pilot  in  International  filght 
unless  he  obtains  permission  from  the 
State  or  States  whose  territory  is  entered. 
The  holder  of  such  a  certificate  may.  at 
any  time,  be  reissued  a  certificate  with- 
out such  endorsement  upon  pre.senting 
proof  of  compliance  with  the  night  fiight 
exp>erience  requirement. 

An  additional  amendment  Is  designed 
to  amplify  requirements  for  issuance  of 
an  Instrument  rating,  specifically  re- 
quiring demonstration  of  knowledge  of 
Instrument  filght  rules  and  of  fiight  plan- 
ning in  relation  to  air  traffic  control 
services  and  aircraft  performance,  plus 
at  least  150  hours  of  flight  time  as  pilot 
in  command  of  which  not  less  than  50 
hours  shall  be  cross-country  flight  time. 
These  amendments  shall  be  effective 
May  1.  1949.  It  will  be  noted  that  Annex 
1  will  become  effective  on  May  1.  1949, 
and  that  the  United  States  Is  obliged  by 
the  terms  of  the  Convention  on  Inter- 
national Civil  Aviation  to  bring  its  regu- 
lations into  compliance  with  Annex  1, 
In  so  far  as  it  has  not  filed  notice  of 
differences  thereto,  by  that  date.  The 
notice  of  proposed  rule  making  referred 
to  above  fully  advised  the  public  of  the 
Intended  effective  date. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented.  For  the  reasons  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  ef- 
fective on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  20  of  the  Civil  Air  Regulations  ( 14 
CFR.  Part  20,  as  amended)  effective  May 
1,  1949.  as  follows: 

1.  By  deleting  the  word  "type"  from 
every  .ejection  in  which  It  appears  In  this 
part  and  inserting  the  word  •"category" 
in  lieu  thereof. 

2.  By  deleting  the  words  "model." 
"models."  "make."  or  "make  and  model" 
from  every  section  in  which  any  or  all 
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of  such  words  appear  in  this  part  and 
inserting  the  word  "type"  in  lieu  thereof. 

3.  By  deleting  the  words  "dual  flight 
time"  from  every  section  in  which  they 
appear  in  this  part  and  inserting  the 
words  "dual  Instruction  time"  in  lieu 
thereof. 

4.  By  amending  S  20.10  to  read  as 
follows: 

§  20.10  Issuance.  A  pilot  certificate 
shall  be  Issued  to  an  applicant  who  meets 
the  minimum  requirements  prescribed 
herein.  A  private  or  commercial  pilot 
rating,  aircraft  category,  class,  and  type 
ratings,  Instrument  rating,  flight  in- 
structor rating,  and  any  other  necessary 
special  ratings  for  which  the  pilot  has 
been  found  qualified  shall  be  issued  in 
connection  with  a  pilot  certificate. 

5.  By  amending  §  20.35  (a)  to  read  as 
follows: 

§  20  35  Aeronautical  experience.  (&) 
An  applicant  for  a  commercial  pilot  rat- 
ing shall  have  a  total  of  at  least  200  hours 
of  fiight  time  credited  In  accordance  with 
Part  43.  This  total  flight  time  shall  in- 
clude at  least  100  hours  of  flight  time  as 
pilot  in  command  of  which  5  hours  shall 
have  been  flown  within  60  days  imme- 
diately preceding  the  date  of  application; 
20  hours  of  cross-country  fiight  time 
which  shall  include  at  least  one  fiight  of 
not  less  than  350  miles  in  the  course  of 
which  3  full-stop  landings  are  made  at 
different  points:  and  10  hours  of  night 
flight  time  of  which  at  least  5  hours  may 
be  dual  instruction  time,  and  which  shall 
Include  not  less  than  10  take-offs  and  10 
landings  as  pilot  in  command  and  as  sole 
manipulator  of  the  controls. 

(D  An  applicant  who  does  not  meet 
the  above-mentioned  night  flight  time 
requirements  but  does  meet  the  other 
requirements  of  this  section  may  be  is- 
sued a  pilot  certificate  with  a  commercial 
rating,  and  in  that  event  the  Administra- 
tor shall  appropriately  endorse  such 
certificate  to  show  that  the  holder 
thereof  does  not  meet  the  night  fiight 
time  requirement.'  At  such  time  as  the 
holder  of  a  certificate  so  endorsed  sub- 
mits reliable  documentary  evidence  to 
the  Administrator  that  he  has  met  such 
night  fiight  time  requirement,  he  shall 
be  reissued  a  certificate  without  such 
endorsement. 

(2)  Not  more  than  25%  of  the  flight 
time  flown  as  pilot  in  command  may  be 


'Paragraph  2  4.1.8  (c)  of  Annex  1  (Per- 
sonnel Licensing  Standards)  to  the  Conven- 
tion on  International  Civil  Aviation  pro- 
vides that  an  applicant  lor  a  commercial 
pilot  certificate  shall  have  10  hours  of  night 
flight  time  as  set  forth  In  the  above  text.  An 
Individual  holding  a  pilot  certificate  with  a 
commercial  rating  who  does  not  meet  such 
requirement  may  not  participate  in  Inter- 
national flight  as  a  commercial  pilot 
unless  he  receives  permission  from  the  State 
or  States  whose  territory  Is  entered.  Further, 
pursuant  to  the  provisions  of  Article  39  of 
the  Convention  on  International  Civil  Avia- 
tion he  shall  have  endorsed  on  his  certifi- 
cate the  particulars  In  which  he  does  not 
meet  the  International  Standards.  However, 
such  endorsement  on  a  commercial  rating 
Issued  by  the  Administrator  does  not  pro- 
hibit the  holder  thereof  from  exercising  the 
privileges  of  a  commercial  pilot  rating  while 
flying  lu  the  tJnlted  States. 


had  In  glider  aircraft  provided  the  ap- 
plicant holds  a  pilot  certificate  with  a 
private  or  commercial  glider  rating. 

6.  By  amending  5  20.40  to  read  as  fol- 
lows: 

§  20.40      Aircraft  rating  competence. 
An  applicant  for  an  aircraft  rating  shall 
demonstrate  competence  in  aircraft  of 
the  category  and  class  and.  If  the  air- 
craft has  a  maximum  certificated  take- 
off weight  of  over  12.500  pounds,  of  the 
type  for  which  a  rating  Is  sought.   A  pilot 
limited  by  his  rating  to  nonspinnable  air- 
planes, when  applying  for  removal  of 
this  restriction,  shall  have  had  at  least 
30  solo  hours,  and  shall  have  had  at  least 
3  hours  of  certified  dual  Instruction  on 
spinnable  airplanes.     A  pilot  limited  by 
his  rating  to  gliders,  when  applying  for 
powered  aircraft  ratings,  shall  meet  the 
aeronautical  knowledge,  experience,  and 
skill  requirements  for  powered  aircraft 
applicable  to  the  pilot  rating  sought. 

7.  By  adding  a  new  S  20.402  to  read  as 
follows: 

§  20.402  Aircraft  type  ratings.  An 
aircraft  type  rating  shall  be  Issued  Tor 
each  type  of  aircraft  having  a  maximum 
certificated  take-off  weight  of  over  12,- 
500  pounds. 

8.  By  amending  1 20.420  to  read  as 
follows : 

§  20.420  Knowledge.  Applicant  shall 
pass  a  written  examination  demonstrat- 
ing his  familiarity  with  the  use  of  such 
Instruments  and  other  navigational  aids, 
both  in  the  aircraft  and  on  the  ground, 
as  are  necessary  for  the  navigation  of 
aircraft  by  Instruments,  with  instrument 
fiight  rules,  and  with  flight  planning  in 
relation  to  air  trafflc  control  services  and 
aircraft  performance.  An  applicant  who 
is  a  private  pilot  shall,  in  addition,  meet 
the  knowledge  requirements  of  §  20.34 
ia>,  except  those  pertinent  to  the  main- 
tenance of  aircraft  and  aircraft  engines. 

9.  By  amending  S  20.421  to  read  as  fol- 
lows; 

§  20.421  Experience.  An  applicant 
shall  hold  a  private  or  commercial  pilot 
rating  and  shall  have  at  least: 

(a>  150  hours  of  flight  time  as  pilot  In 
command,  of  which  not  less  than  50 
hours  shall  be  cross-country  filght  time; 
and 

( b)  40  hours  of  instrument  time  under 
actual  or  simulated  instrument  flight 
conditions,  of  which  not  less  than  20 
hours  shall  have  been  in  actual  fiight. 

10.  By  amending  5  20.563  to  read  as 
follows: 

5  20.563  Aircraft  category,  class,  and 
type  ratings  based  on  military  compe- 
tence. An  applicant  for  a  particular 
rating,  who  holds  a  pilot  certificate  is- 
sued on  the  basis  of  military  competency 
or  otherwise,  shall  be  issued  appropriate 
aircraft  category,  class,  and  type  ratings 
upon  the  presentation  of  reliable  docu- 
mentary evidence  that  he  has  within  the 
preceding  12  months  had  at  least  10 
hours  of  fiight  time  in  military  aircraft 
during  which  he  was  first  pilot  or  the 
sole  manipulator  of  the  controls  of  an 
aircraft  of  the  category,  class,  and  type 
for  which  a  rating  is  sought. 


Wednesday,  May  4,  1949 
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11.  By  adding  a  new  5  20.9  to  read  as 
follows : 

J20.9  Definitions.  (&)  As  used  In 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

<  1 )  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(2)  Class.  Class  shall  Indicate  a  dif- 
ference in  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multi-engine  sea.  etc. 

<3)  Copilot.  Copilot  shall  mean  a 
pilot  serving  in  any  piloting  capacity 
other  than  as  pilot  In  command  on  air- 
craft requiring  two  pilots  for  normal 
operations,  but  excluding  a  pilot  who  Is 
on  board  the  aircraft  for  the  sole  purp>ose 
of  receiving  flight  Instruction. 

«4>  Dual  instruction  time.  Dual  In- 
.struction  time  shall  mean  that  portion 
of  the  flight  time  during  which  a  person 
is  receiving  flight  instruction  from  a 
rated  flight  instructor  on  board  the 
aircraft. 

'5>  Flight  instructor.  Flight  Instruc- 
tor means  a  pilot  who  is  qualified  to  In- 
struct other  pilots  and  who  has  received 
a  flight  Instructor  rating. 

<6»  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  its  own 
power  for  the  purpose  of  flight  until  the 
moment  it  comes  to  rest  at  the  end  of 
the  flight.' 

<7i  Maximum  certificated  take-off 
weight.  Maximum  certificated  take-off 
weight  shall  mean  the  maximum  take-off 
weight  authorized  by  the  terms  of  the 
aircraft  airworthiness  certificate. 

(8>  Night.  Night  is  the  time  between 
the  ending  of  evening  twilight  and  the 
beginning  of  morning  twilight  as  pub- 
lished in  the  Nautical  Almanac  converted 
to  local  time  for  the  locality  concerned.' 
( 9  >  Pilot.  A  pilot  is  an  individual  who 
manipulates  the  controls  of  an  aircraft 
during  the  time  defined  as  flight  time. 

<10>  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  fiight 
time. 

(11)  Solo  fiight  time.  Solo  flight  time 
shall  mean  the  flight  time  during  which  a 
pilot  Is  the  sole  occupant  of  an  aircraft. 

(12)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change 
in  handling  or  fiight  characteristics. 


(Sec.  205  fa).  601.  602,  52  Stat.  984,  1007. 
1008:  49  U.  S.  C.  426  (a).  551,  652,  Pub. 
Law  872,  80th  Cong.,  2d  Sess.) 

By  the  Civil  Aeronautics  Board. 

fSBAL]  M.  C.  Mulligan. 

Secretary. 

(P.    B.    Doc.    48-3527;    Piled.    May    8,    1949; 
9:05  a.  m.] 


'  For  example,  a  pilot  taxles  to  the  warm- 
up  apron  and  holds  there  for  several  minutes 
before  taking  off  to  permit  the  engine  to 
warm  up  Such  taxi  and  warm-up  time  is 
not  considered  flight  time.  Filght  time 
begins  when  the  aircraft  leaves  the  warm-up 
apron  and  ends  when  the  pilot  returns  to 
the  parking  apron  and  turns  the  swltchei 
off. 

•The  Nautical  Almanac  containing  the 
ending  of  evening  twilight  and  the  begin- 
ning of  morning  twilight  tables  may  be 
obtained  from  the  Superintendent  of  Docu- 
ments, Oovernment  Printing  Office,  Wash- 
ington 25.  D.  C.  Information  Is  also  avail- 
able concerning  such  tables  In  the  offices  of 
Thi  Civil  Aeronautics  Administration  or  the 
United  States  Weather  Bureau. 


[Civil  Air  Regs..  Amdt.  21-6) 

Part  21 — Airline  Transport 
Pilot  Rating 

personnel  licensing  standards 

Adopted  by  the  Civil  Aeronautics 
Board  at  Its  office  In  Washington,  D.  C. 
on  the  28th  day  of  April  1949. 

On  April  2,  1949,  there  was  published 
a  notice  of  proposed  rule  making  (14 
F.  R.  1545)  indicating  our  intention  to 
Implement  those  portions  of  the  Per- 
sonnel Licensing  Standards  adopted  by 
the  International  Civil  Aviation  Organi- 
zation (ICAO)  deemed  suitable  for  do- 
mestic aviation. 

The  following  amendments  to  Part  21 
are  deemed  nece.ssary  for  such  imple- 
mentation. One  amendment  adopts 
definitions  of  aircraft  category,  class, 
and  type,  fil«ht  time,  pilot  in  command, 
solo  flight  time,  etc.  This  change  is 
fundamental  if  any  sound  basis  is  to 
exist  for  comparing  airman  certiflcates 
Issued  by  the  United  States  with  Annex  1 
standards  so  that  other  Member  States 
shall  be  obliged  to  recognize  them.  An- 
other amendment  requires  an  applicant 
for  an  airline  transport  pilot  rating  to 
demonstrate  knowledge  of  radio  com- 
munication procedure  as  applied  to  air- 
craft operation  and  knowledge  of  the 
basic  prlnciple.<;  of  loading  and  weight 
distrubutlon  and  its  effect  on  flight  char- 
acteristics. In  addition  to  the  aeronau- 
tical knowledge  requirements  of  current 
Part  21. 

The  aeronautical  experience  require- 
ments are  amended  to  require  an  appli- 
cant for  an  airline  transport  pilot  rat- 
ing to  have  100  hours  of  night  flight  time 
and  75  hours  of  Instrument  time  of  which 
50  hours  shall  have  been  In  actual  flight; 
and  an  applicant  shall  also  show  that  at 
least  250  hours  of  the  required  total 
flight  time  shall  have  been  flown  as  pilot 
in  command,  of  which  100  hours  shall 
have  been  cross-country  flight  time,  and 
at  least  25  hour.s  shall  have  been  night 
flight  tim^.  The  current  requirements 
provide  for  100  hours  of  night  flight  time 
of  which  50  hours  shall  have  been  cross 
country;  or  at  least  150  hours  as  pilot 
in  command  of  airplanes  in  scheduled 
air  carrier  operations  and,  within  the 
year  preceding  application,  10  take-offs 
and  10  landings  at  night;  and  for  20 
hours  of  Instrument  flying  instruction. 

A  further  amendment  provides  that 
an  applicant  shall.  In  addition  to  meet- 
ing the  current  radio  skill  requirements. 
demonstrate  his  competency  to  Inter- 
pret International  Morse  Code  signals. 

These  changes  In  knowledge  and  skill 
requirements  do  not  constitute  impor- 
tant substantive  changes,  but  are  made 
in  the  belief  that  the  amended  require- 
ments more  nearly  conform  to  those  es- 


Ublished  by  ICAO.  It  is  believed  that 
practically  all  current  holders  of  airline 
transport  pilot  rating  can  meet  such 
requirements. 

In  addition,  this  part  is  amended  to 
provide  for  type  (formerly  "make  and 
model')  ratings  for  aircraft  of  over 
12.500  pounds  maximum  certificated 
take-off  weight. 

It  will  be  noted  that  while  the  pio- 
visions  of  the  Convention  of  Interna- 
tional Civil  Aviation  will  permit  the 
holder  of  a  pilot  certificate  Issued  prior  to 
May  1.  1949  to  exercise  the  privilege^  as 
currently  authorized  imtil  May  1.  1953. 
such  certificate  need  not  after  that  date 
be  recognized  by  foreign  States.  Thus,  it 
will  be  necessary  for  current  certificate 
holders  to  obtain  a  new  certificaie  is- 
sued under  the  amended  provisions  of 
this  part.  Moreover,  it  will  not  be  neces- 
sary, until  such  date,  for  such  a  certifi- 
cate holder  to  obtain  e  type  rating  for 
aircraft  of  over  12.500  lbs.  maximum  cer- 
tificated take-off  weight,  provided  that 
his  current  "type"  (amended  to  "cate- 
gory") and  "category"  (amended  to 
"class")  ratings  authorize  operation  of 
the  aircraft.  Conversely,  it  will  be  noted 
that  class  and  category  ratings  issued 
after  May  1,  1949.  will  not  authorize 
piloting  aircraft  of  over  12,500  lbs.  and 
that  type  ratings  for  any  such  aircraft 
will  be  required  for  which  the  holder  of 
the  certificate  is  not  currently  rated  by 
virtue  of  his  current  "type"  and  "class" 
ratings. 

Moreover,  in  view  of  the  fact  that  the 
new  requirements  are  substantially  the 
same  as  the  current  requirements,  it  is 
not  believed  that  such  holder  will  have 
any  difficulty  In  obtaining  a  new  certif- 
icate. It  is  anticipated  that  the  Admin- 
istrator will.  In  due  time,  issue  Instruc- 
tions with  regard  to  the  exchange  of 
such  certificates. 

These  amendments  shall  be  effective 
May  1,  1949.  It  will  be  noted  that  An- 
nex 1  will  become  effective  on  May  1, 
1949,  and  that  the  United  States  Is 
obliged  by  the  terms  of  the  Convention 
on  International  Civil  Aviation  to  bring 
its  regulations  into  compliance  with  An- 
nex 1.  in  so  far  as  it  has  not  filed  notice 
of  differences  thereto,  by  that  date.  In 
the  notice  of  proposed  rule  making  re- 
ferred to  above  it  was  indicated  that 
these  amendments  would  be  made  ef- 
fective on  May  1.  1949;  thus  the  public 
was  fully  advised  of  the  Intended  effec- 
tive date. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  pre.sented.  For  the  rea.son  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  ef- 
fective on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  21  of  the  Civil  Air  Regulations  (14 
CFR.  Part  21.  as  amended)  effective  May 
1.1949.  as  follows: 

1.  By  deleting  the  word  "type"  from 
every  section  in  which  it  appears  in  this 
part  and  inserting  the  word  "category" 
in  lieu  thereof. 

2.  By  deleting  the  words  "model," 
"models,"  "make,"  or  "make  and  model" 
from  every  section  in  which  any  or  all 
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of  such  words  appear  In  this  part  and 
Inserting  the  word  "type"  In  lieu  thereof. 

3.  By  adding  SS  21.1511  (1)  and  21.1512 
(m)  to  read  as  follows: 

S  21.1511  (1>  Radio  communication 
procedure  as  applied  to  aircraft  opera- 
tion. 

5  21.1512  <m)  The  basic  principles 
of  loading  and  weight  distribution  and 
Its  effect  on  flight  characteristics. 

4.  By  amending  §§  21.16  through 
21.163  (d)  to  read  as  follows; 

§  21.16  Aeronautical  experience.  An 
applicant  for  an  airline  transport  pilot 
rating  .shall  hold  a  valid  commercial  pilot 
rating,  or  equivalent  as  determined  by 
the  Administrator,  and  shall  have  had 
at  least  1.200  hours  of  flight  time  as  pilot 
within  the  last  8  years,  of  which 

(a)  5  hours  shall  have  been  had 
within  60  days  immediately  preceding 
the  date  of  application ; 

(b)  500  hours  shall  have  been  cross- 
country flight  time; 

(c)  100  hours  shall  have  been  night 
flight  time; 

(d)  75  hours  shall  have  been  instru- 
ment time  under  actual  or  simulated 
Instrument  conditions  of  which  not  less 
than  50  hours  shall  have  been  in  actual 
flight;  and 

(e)  250  hours  of  the  preceding  require- 
ments shall  have  been  as  pilot  in  com- 
mand, of  which  100  hours  shall  have  been 
cross-country  flight  time  and  at  least 
25  hours  shall  have  been  night  flight 
time. 

5.  By  deleting  the  words  "in  solo  flight" 
from  §  21.17. 

6.  By  amending  §21.178  to  read  as 
follows : 

5  21.178  Radio  skill.  An  applicant 
shall  demonstrate  his  ability  to  interpret 
International  Morse  Code  signals,  and 
shall  accomplish  a  satisfactory  flight 
test  in  a  hooded  cockpit  with  respect  to 
the  following: 

7.  By  amending  §  21.20  to  read  as 
follows : 

§21.20  Existing  aircraft  ratinps. 
Every  pilot  having  an  airline  transport 
pilot  rating  with  appropriate  aircraft 
category  and  class,  and  horsepower  rat- 
ings, issued  by  the  Administrator  prior 
to  May  1.  1949.  may  continue  to  operate 
aircraft  in  accordance  with  the  limita- 
tions of  such  rating  until  the  expiration, 
suspension,  revocation,  or  surrender  of 
the  rating:  Provided,  That  after  May  1. 
1953,  each  such  pilot  shall  comply  with 
§21.351.' 

8.  By  amending  5  21.200  to  read  as 
follows : 

§21.200  Aircraft  rating.  The  aircraft 
which  the  applicant  Is  deemed  competent 


'  Annex  1  to  the  Convention  on  Interna- 
tional Cull  Aviation  (Personnel  Licensing 
Standards)  requires  a  pilot  to  have  a  type 
rating  lor  all  aircraft  of  a  maximum  certl^- 
cated  take-off  weight  of  over  12.500  pounds. 
However,  by  the  t«rms  of  the  Convention,  a 
holder  of  a  pilot  certificate  Issued  prior  to 
May  1,  1949.  may.  untU  May  1.  1953,  exercise 
all  of  the  privileges  of  such  certificate  bc.h 
In  the  United  States  and  International'.y 
without  compliance  with  s-ch  iuteruaticnal 
standard 
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to  pilot  shall  be  prescribed  In  his  cer- 
tificate by  category  and  class,  and  type 
if  the  aircraft  has  a  maximum  certifi- 
cated take-off  weight  of  12.500  lbs.  or 
more  and.  In  the  case  of  unconventional 
airplanes,  such  description  as  is  appro- 
priate to  define  clearly  the  competence 
of  the  applicant.  Competence  to  pilot 
aircraft  shall  be  demonstrated  In  air- 
craft of  the  category  and  class  and,  if 
appropriate,  the  type  for  which  the  rat- 
ing is  sought. 

9.  By  amending  §  21.222  to  read  as 
follows: 

§  21.222  Instruction  in  air  transporta- 
tion service.  Any  person  holding  a  valid 
airline  transport  pilot  rating  shall  be 
considered  competent  to  Instruct  other 
pilots  In  air  transportation  service  in  air- 
craft of  a  category,  class,  and  type  speci- 
fied in  the  airline  transport  pilot  rating 
of  the  instructing  pilot.  No  pUot  shall 
give  more  than  8  hours  of  such  instruc- 
tion in  any  one  day  nor  more  than  36 
hours  in  any  7- day  period.  Such  in- 
struction shall  be  given  only  in  aircraft 
equipped  with  fully  functioning  dual 
controls. 

10.  By  amending  §21.35  to  read  as 
follows: 

§  21.35    Airplane  class  and  type  rating. 

11.  By  amending  §21.351  to  read  as 
follows : 

§21.351  Type  rating.  An  aircraft  type 
rating  shall  be  issued  for  each  type  of  air- 
craft having  a  maximum  certificated 
take-off  weight  of  over  12.500  lbs. 

12.  By  deleting  §  21.352. 

13.  By  deleting  §  21.421. 

14.  By  amending  §  21.422  to  read  as 
follows : 

§  21.422  Passenger  flight  (day  and 
night).  A  certificated  airline  transport 
pilot  shall  not  pilot  an  aircraft  carrying 
any  person  other  than  the  members  of 
the  crew  thereof,  certificated  airmen  car- 
ried in  air  carrier  aircraft  in  furtherance 
of  their  official  duties,  or  a  certificated 
instructor  rated  for  the  aircraft  oper- 
ated, unless  within  the  preceding  3  calen- 
dar months  he  shall  have  made  and 
logged  at  least  3  take-offs  and  landings 
to  a  full  stop  in  an  aircraft  of  the  same 
category,  class,  and  type  as  that  of  the 
aircraft  in  which  such  person  is  carried. 
A  certificated  airline  transport  pilot  shall 
not  pilot  such  aircraft  between  sunset 
and  sunrise  unless  he  has  made  at  least 
one  of  the  3  required  take-offs  and  land- 
ings between  sun.set  and  sunrise. 

15.  By  amending  §  21.423  to  read  as 
follows: 

§  21.423  Instrument  flight.  A  certif- 
icated airline  transport  pilot,  who  within 
the  preceding  6  calendar  months  has  not 
fiown  and  logged  at  least  2  hours  of  flight 
time  solely  by  reference  to  instruments 
under  either  actual  or  properly  simulated 
instrument  fiight  conditions,  shall  not 
pilot  an  aircraft  under  such  conditions 
until  he  has  fiown  and  logged  at  least  2 
hours  of  such  flight  time  accompanied  by 
a  certificated  pilot  of  at  least  private 
grade  holding  an  appropriate  category, 
class,  rnd  type  rating  for  the  aircraft 
and  authorized  to  operate  aircraft  under 
Instri.inont  conditions. 


16.     By  amending  §  21.441  to  read  as 
follows : 

§  21.441     Contents.    The  logbook  shall 
contain  the  date  of  flight,  the  category, 
class,  and  type  of  aircraft  fiown.  the  air- 
craft certificate  number,  a  statement  of 
pilot  in  command,  dual  instruction,  in- 
strument and  night  fiight  time,  the  du- 
ration of  the  fiight.  the  points  between 
which  such  fiight  was  made,  and,  in  ad- 
dition, when  any  fiight  results  in  serious 
damage  to  the  aircraft,  a  notation  to  this 
effect.      Dual  Instruction  time  shall  be 
logged  in  the  same  manner  and,  in  ad- 
dition, the  instructor  shall  make  com- 
plete entries  in  the  logbook  of  his  student 
showing  the  nature  of  each  maneuver  in 
which  Instruction  was  given  and  the  time 
spent  thereon.     The  Instructor  shall  at- 
test each  such  entry  with  his  initials, 
pilot  certificate  number,  and  pertinent 
rating.     This  logbook  shall  be  presented 
for  inspection,  upon  demand  and  reason- 
able notice,  to  any  authorized  represen- 
tative of  the  Administrator  or  Board  or 
State  or  municipal  officer  enforcing  local 
regulations   or   laws   involving   Federal 
compliance. 

17.  By  amending  §  21.442  to  read  as 
follows: 

§  21.442  Logging  of  pilot  flight  time. 
The  holder  of  an  airline  transport  pilot 
certificate  may  log  the  total  flight  time 
while  acting  as  pilot  in  command  or  co- 
pilot. 

18.  By  adding  a  new  §  21.50  to  read  as 
follows: 

§  21.50  Definitions,  fa)  As  used  in 
this  part  the  words  listed  below  shall  be 
deflned  as  follows: 

<  1 )  Category.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

(2)  Class.  Class  shall  indicate  a  dif- 
ference in  ba.sic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multi-engine  sea,  etc. 

»3)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment  the 
aircraft  flr.st  moves  under  its  own  power 
for  the  purpose  of  flight  until  the  moment 
it  comes  to  rest  at  the  end  of  the  flight 
^ block  to  block). 

(4»  Maximum  certificated  take-off 
weight.  The  maximum  certificated 
take-off  weight  shall  mean  the  maximum 
take-off  weight  authorized  by  the  terms 
of  the  aircraft  airworthiness  certificate. 

(5)  Night.  Night  is  the  time  between 
the  ending  of  evening  twilight  and  the 
beginning  of  morninp  twilight  as  pub- 
lished in  the  Nautical  Almanac  converted 
to  local  time  for  the  locality  concerned.' 

(6>  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  deflned  as  flight 
time. 

(7)  Solo  flight  time.  Solo  flight  time 
shall  mean  the  flight  time  during  which 
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a  pilot  Ls  the  sole  occupant  of  an  aircraft. 
'8)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  In  a  change 
in  handling  or  fiight  characteristics. 

(Sees.  205  (a>,  601.  602,  52  Stat.  984  1007 
1008;  49  U.  S.  C.  425  (a).  551,  552) 
By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 
|F.    R.    Doc.    49-3528:    Piled,    May    3.    1949; 
9:05  a.  m.J 


'The  Nautical  Almanac  containing  the 
ending  of  evening  twilight  and  the  beginning 
of  morning  twilight  tables  may  be  obtained 
from  the  Superintendent  of  Documents.  Gov- 
ernment Printing  OfBce.  Washington  25.  D.  C. 
Information  concerning  such  tables  U  also 
available  In  the  offices  of  the  Civil  Aero- 
nautics Administration  or  the  U.  S.  Weather 
Bureau. 


f Civil  Air  Regs.,  Amdt.  26-5) 

Part    26— Air -Traffic    Control-Tower 
Operator  Certificates 

PERSONNEL    LICENSING    STANDARDS 

Adopted    by    the    Civil    Aeronautics 
Board  at  its  office  in  Washington   D  C 
on  the  28th  day  of  April  1949. 

On  April  2,  1949.  there  was  published 
a  notice  of  proposed  rule  making  (14 
P.  R.  1545)  indicating  cur  intention  to 
implement  tho.«:e  portions  of  the  Person- 
nel Licensing  Standards  adopted  by  the 
International  Civil  Aviation  Organiza- 
tion aCAO)  deemed  suitable  for  domes- 
tic aviation. 

The  following  amendments  to  Part  26 
are  those  deemed  necessary  for  such  Im- 
plementation.   These  amendments  pro- 
vide that  an  applicant  for  an  air-traffic 
control -tower  operator  certificate  with 
junior  rating  shai:,  in  addition  to  meet- 
ing the  other  qualifications  of  current 
Part  26,  successfully  accomplish  an  ex- 
amination with  respect  to  the  character- 
istics of  local  air  traffic  and  with  respect 
to  pertinent  data  regarding  meteorologi- 
cal  reports  available  within  a  circular 
area  of  a  radius  of  125  miles  measured 
from  the  airport  from  which  the  rating 
is  sought.    The  current  requirements  for 
such  a  certificate  do  not  specifically  re- 
quire an  applicant  to  have  such  knowl- 
edge.   However,  an  Individual  is  not  con- 
sidered thoroughly  qualified  to  exercise 
the  privileges  of  such  a  certificate  with- 
out such  knowledge,  and  under  the  pres- 
ent requirements  the  examination  has 
Included  material  on  these  subjects.   Ac- 
cordingly, the  specific  inclusion  of  the.se 
two  subjects  in  the  list  of  required  sub- 
jects on  which  the  examination  Is  to  be 
based  does  not  constitute  an  important 
substantive  change  but  does,  however, 
cause  the  amended  requirements  to  con- 
form more  nearly  to  the  knowledge  re- 
quirements established  by  ICAO.    It  is 
believed    that    practically    all    current 
holders  of  an  air-traffic  control-tower 
operator  certificate  can  meet   the   re- 
quirements set  forth  in  this  amendment. 
However,  it  will  be  noted  that  while 
the  provisions  of  the  Convention  on  In- 
ternational Civil  Aviation  will  permit  the 
holder  of  an  air-traffic  control-tower  op- 
erator certificate  issued  prior  to  May  1, 
1949.  to  exercise  the  privileges  as  cur- 
rently authorized  until  May  1.  1953.  such 
certificate  need  not,  after  that  date,  be 
recognized  by  foreign  States.    Thus,  it 
wiU  be  necessary  for  current  holders  of 
air-traffic  control-tower  operator  certifi- 
cates to  obtain  new  certificates  Issued 
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under  the  amended  provisions  of  this 
part. 

Moreover,  in  view  of  the  fact  that  the 
new  knowledge  requirements  are  sub- 
stantially the  same  as  the  current  re- 
quirements, it  is  not  believed  that  such 
holders  will  have  any  difficulty  in  obtain- 
ing new  certificate?.  It  is  anticipated 
that  the  Administrator  will,  in  due  time, 
issue  instructions  with  regard  to  the  ex- 
change of  such  certificates. 

The.-^e  amendments  shall  be  effective 
May  1,  1949.  It  will  be  noted  that  Annex 
1  will  become  effective  on  May  1.  1949, 
and  that  the  United  States  is  obliged 
by  the  terms  of  the  Convention  on  Inter- 
national Civil  Aviation  to  bring  its  reg- 
ulations into  compliance  with  Annex  1. 
In  s^o  far  as  it  has  not  filed  notice  of  dif- 
ferences thereto,  by  that  date.  In  the 
notice  of  proposed  rule  making  referred 
to  above  It  was  indicated  that  these 
amendments  would  be  made  effective  on 
May  1,  1949;  thus  the  public  was  fully 
advised  of  the  intended  effective  date. 

Interested  ijeisons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  presented.  Yot  the  reason  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  these  amendments  ef- 
fecUve  on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  26  of  the  Civil  Air  Regulations  a4 
CPR.  Part  26,  as  amended)  effective  May 
1.  1949.  as  follows: 

1.  By  amending  §  26.20  (a)  to  read  as 
follows: 

(a)  Local  airport  rules  and  character- 
istics of  local  air  traffic  of  the  airport  for 
which  the  rating  ls  sought; 

2.  By  amending  §  26.20  (c)  to  read  as 
follows : 

(c)  Teletype  symbols  and  weather  se- 
quences of  the  airways  converging  on  the 
airport  and  other  pertinent  data  regard- 
ing meteorological  reports  available 
within  a  circular  area  of  a  radius  of 
125  miles  measured  from  the  airport  for 
which  the  rating  is  sought. 

fSecs.   205    (a).   601,   602.   52   Stat    984 
1007.  1008;  49  U.  S.  C.  425  (a).  551.  552)' 

By  the  Civil  Aeronautics  Board. 


[seal] 


M.  C.  Mulligan. 
Secretary. 


IP.    R.    Doc.    49  3529;    PUed,    May    3.    1949 
9:06  a,,  m.J 


(Civil  Air  Regs.,  Amdt.  35-1] 
Part  35 — Plight  Engineer  Certificates 

PERSONNEL  LICENSING  STANDARDS 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C.  on  the 
28th  day  of  April  1949. 

On  April  2. 1949.  there  was  published  a 
notice  of  proposed  rule  making  (14  F.  R. 
1545)  Indicating  our  intention  to  im- 
plement those  portions  of  the  Personnel 
Licensing  Standards  adopted  by  the  In- 
ternational Civil  Aviation  Organization 
(ICAO)  deemed  suitable  for  domestic  avi- 
ation. 
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The  following  amendments  to  Part  35 
are  those  deemed  necessary  for  such  im- 
plementation.     The  present  experience 
requirements  for  a  flight  engineer  certi- 
ficate require  that  the  applicant  shall 
have  had  at  least  4  years  of  diversified 
practical  experience  in  the  maintenance 
and  repair  of  aircraft  and  aircraft  en- 
gines, or  hold  a  degree  in  engineering  and 
In  addition  have  had  at  least  one  ye.ir  of 
diversified  practical  experience,  or  have 
had  at  least  200  hours  of  fHght  experience 
in  the  duties  of  a  flight  engineer,  or  have 
satisfactorily    completed    a    course    of 
ground  and  fiight  instruction,  or  have 
had  at  least  200  hours  as  pilot  in  com- 
mand of  an  aircraft  having  4  or  more 
engines.     The  amendment  of  these  re- 
quirements reduces  the  number  of  years 
of  practical  experience  from  4  years  to  3 
years,  of  which  one  year  shall  have  been 
in  the  maintenance  and  repair  of  multi- 
engine  aircraft  of  a  type  used  in  air  car- 
rier operations  and  having  engines  rated 
at  least  at  800  horsepower  each;   and 
eliminates  the  requirement  of  an  engi- 
neering degree  plus  one  year  of  experi- 
ence, requiring  only  that  the  applicant  be 
a  graduate  of  at  least  a  two-year  special- 
ized aeronautical  training  course  of  which 
at  least  6  months  shall  have  been  in  the 
maintenance  and  repair  of  such  aircraft. 
The    amendment    further    reduces    the 
number  of  hours  of  flight  experience  in 
the  duties  of  a  flight  engineer  from  200 
hours  to  100  hours.     The  remaining  two 
alternative  requirements  of  the  current 
regulation,  e.  g..  completion  of  a  cour.<;e 
of  ground  and  fiight  instruction  and  200 
hours  of  fiight  time  as  pilot  in  command 
remain  unchanged.     These  changes  do 
not  constitute  important  substantive 
changes,  but  are  made  in  the  belief  that 
the  amended  requirements  more  nearly 
conform  to  the  experience  requirements 
establiehed  by  ICAO.     It  is  further  be- 
lieved that  practically  all  current  hold- 
ers  of   fiight   engineer   certificates   can 
meet  the  requirements  set  forth  in  this 
amendment. 

However,  it  will  be  noted  that  while  the 
pro\'isions  of  the  Convention  on  Inter- 
national Civil  Aviation  will  permit  the 
holder  of  a  fiight  engineer  certificate 
issued  prior  to  May  1.  1949,  to  exercise 
the   privileges   as   currently   authorized 
until  May  1,  1953.  such  certificate  need 
not  after  that   date  be  recognized   by 
foreign  States.     Thus,  it  will  be  neces- 
sary for  current  holders  of  fiight  engineer 
certificates    to   obtain   new    certificates 
issued  under  the  amended  provision  of 
this  part.    In  view  of  the  fact  that  the 
new  experience  requirements  are  sub- 
stantially the  same  as  the  current  re- 
quirements it  Is  not  believed  that  such 
holder  will  have  any  difficulty  In  obtain- 
ing a  new  certificate.     It  is  anticipated 
that  the  Administrator  will,  in  due  time. 
Issue   instructions   with   regard   to   the 
exchange     of     such     certificates.     The 
amendment  also  adopts  Annex  1  defini- 
tions of  flight  time  and  pilot  in  command. 
This    amendment    shall    be    effective 
May  1, 1949.    It  will  be  noted  that  Annex 
1  will  become  effective  on  May  1,  1949, 
and  that  the  United  States  is  obliged 
by  the  terms  of  the  Convenj.ion  on  Inter- 
national Civil  Aviation  to  bring  its  regu- 
lations into  compliance  with  Annex  1. 
in  so  far  as  it  has  not  field  notice  of 
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differences  thereto,  by  that  date.  The 
notice  of  proposed  rule  making  referred 
to  above  fully  advised  the  public  of  the 
Intended  effective  date. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  this  amendment,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented.  For  the  reason 
above  stated  the  Board  finds  that  good 
cause  exists  for  making  this  amendment 
effective  on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  35  of  the  Civil  Air  Regulations  (14 
CFR.  Part  35,  as  amended)  effective  May 
1,  1949,  as  follows: 

1.  By  amending  S  35.05  to  read  as 
follows : 

§  35.05  Experience.  Each  applicant 
for  a  flight  engineer  certificate  shall: 

<a)  Have  had  at  least  3  years  of  diver- 
sified practical  experience  in  the  main- 
tenance and  repair  of  aircraft  and  air- 
craft engines,  of  which  one  year  shall 
have  been  in  the  maintenance  and  repair 
of  multiengine  aircraft  of  a  type  used  in 
air  carrier  operations  and  having  engines 
rated  at  least  at  800  horsepower  each; 
or 

(b)  Be  a  graduate  of  at  least  a  two- 
year  specialized  aeronautical  training 
course  in  the  maintenance,  repair,  and 
overhaul  of  aircraft  and  aircraft  en- 
gines, of  which  at  least  six  months  shall 
be  In  the  maintenance  and  repair  of 
multiengine  aircraft  of  a  type  used  In 
air  carrier  operations  and  having  en- 
gines rated  at  least  at  800  horsepower 
each;  or 

(c)  Have  had  at  least  100  hours  of 
flight  experience  in  the  duties  of  a  flight 
engineer;  or 

(d)  Have  satisfactorily  completed  a 
course  of  ground  and  flight  instruction 
In  at  least  the  items  specified  in  §  35.06 
which  the  Administrator  has  found  ade- 
quate for  the  training  of  a  flight  en- 
gineer; or 

(e)  Have  had  at  least  200  hours  of 
flight  time  as  pilot  In  command  of  an 
aircraft  having  4  engines  or  more. 

2.  By  adding  §§  35.3  and  35.31  to  read 
as  follows : 

§  35.3     Definitions. 

§  35.31  Definitions.  (a>  As  used  in 
this  part  the  words  listed  below  shall  be 
defined  as  follows:  / 

(1)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  its  own 
power  for  the  purpose  of  flight  until  the 
moment  it  comes  to  rest  at  the  end  of 
the  flight  (block  to  block). 

(2)  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(Sees.  205  (a) ,  601,  602.  52  Stat.  984.  1007. 
1008;  49  U.  S.  C.  425  (a).  551,  552.  Pub. 
Law  872,  80th  Cong.,  2d  Sess.) 
By  the  Civil  Aeronautics  Board. 

[SEALl  M.  C.  MOT.LIGAN, 

Secretary. 

IF.    R.    Doc.    49-3630:    FUed,   May    8.    1949; 
0:06  a.  m.) 


RULES  AND  REGULATIONS 

IClvU  Air.  Regs..  Amdt.  40-3) 

Part    40 — Air    Carrier    Opperatino 
Certification 

personnel  ucensing  standards 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.  C, 
on  the  28th  day  of  April  1949. 

On  April  2.  1949.  there  was  published 
a  notice  of  proposed  rule  making  (14 
F.  R.  1545)  indicating  our  Intention  to 
implement  those  portions  of  the  Person- 
nel Licensing  Standards  adopted  by  the 
International  Civil  Aviation  Organiza- 
tion (ICAO)  deemed  suitable  for  domes- 
tic aviation. 

The  following  amendments  to  Part  40 
are  those  deemed  necessary  to  bring 
Part  40  into  accord  with  the  airman 
parts  of  the  Civil  Air  Regulations  which 
have  been  similarly  amended  to  ac- 
complish such  implementation.  These 
amendments  adopt  definitions  of  air- 
craft category,  flight  time,  pilot  in  com- 
mand, and  type. 

These  amendments  shall  be  effective 
May  1,  1949.  It  will  be  noted  that  An- 
nex 1  will  become  effective  on  May  1, 
1949,  and  that  the  United  States  is 
obliged  by  the  terms  of  the  Convention 
on  International  Civil  Aviation  to  bring 
its  regulations  into  compliance  with  An- 
nex 1,  in  so  far  as  it  has  not  filed  notice 
of  differences  thereto,  by  that  date.  The 
notice  of  proposed  rule  making  referred 
to  above  fully  advised  the  public  of  the 
intended  effective  date. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  this  amendment,  and  due 
consideration  has  been  given  to  all  rele- 
vant matter  presented.  For  the  reason 
above  stated,  the  Board  finds  that  good 
cause  exists  for  making  this  amend- 
ment  effective   on   less   than   30   days' 

notice. 

In  consideration «of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  40  of  the  Civil  Air  Regulations  (14 
CFR.  Part  40.  as  amended)  effective 
May  1.  1949,  as  follows: 

1.  By  deleting  the  word  or  words 
"model."  "models,"  "make,"  or  "make 
and  model"  from  every  section  In  which 
any  or  all  of  these  words  appear  in  this 
part  and  Inserting  the  word  "type"  in 
lieu  thereof. 

2.  By  deleting  the  words  "solo  flying 
time"  from  every  section  In  which  they 
appear  in  this  part  and  inserting  the 
words  "flight  time  as  pilot  In  com- 
mand" in  lieu  thereof. 

3.  By  adding  a  new  S  40.60  to  read  as 
follows: 

§  40.60  Definitions.  (a>  As  a^ed  in 
this  part  the  words  listed  below  shall  be 
deflned  as  follows: 

(1)  Category.  Category  shall  Indicate 
a  classification  of  aircraft  such  as  air- 
planes, helicopter,  glider,  etc. 

(2)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  Its  own 
power  for  the  purpose  of  flight  until  the 
moment  It  comes  to  rest  at  the  end  of 
the  flight  (block  to  block) , 

(3)  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 


craft during  the  time  deflned  as  flight 
time. 

(4)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change  in 
handling  or  flight  characteristics. 

(Sees.  205  (a> ,  601.  604,  52  Stat.  984.  1007. 
1010;  49  U.  S.  C.  425  (a),  551.  554) 

By  the  Civil  Aeronautics  Board. 


[seal} 


M.  C.  Mulligan. 
Secretary. 


[P.    R.    Doc.    49-3531:    Piled.    May    3,    1949; 
9:06  a.  m.l 
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Part  41 — Certificat'on  and  Operation 
Rm.Es  FOR  Scheduled  Air  Carrier 
Operations  Outside  the  Continental 
Limits  of  the  United  States 

personnel  licensing  standards 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.  C, 
on  the  28th  day  of  April  1949. 

On  April  2,  1949,  there  was  published 
a  notice  of  proposed  rule  making  (14 
F.  R.  1545)  indicating  our  intention  to 
implement  those  portions  of  the  Per- 
sonnel Licensing  Standards  adopted  by 
the  International  Civil  Aviation  Organi- 
zation (ICAO)  deemed  suitable  for  do- 
mestic aviation. 

The  following  amendments  to  Part  41 
are  those  deemed  necessary  to  bring 
Part  41  into  accord  with  the  airman 
parts  of  the  Civil  Air  Regulations  which 
have  been  similarly  amended  to  ac- 
complish such  Implementation.  These 
amendments  adopt  deflnitions  of  air- 
craft category,  cla.ss,  type,  pilot  in  com- 
mand, copilot,  flight  time,  etc. 

It  will  be  noted  that  the  provisions  of 
the  Convention  on  International  Civil 
Aviation  will  permit  the  holder  of  an  air- 
man certiflcate  Issued  prior  to  May  1. 
1949,  to  exercise  the  privileges  as  cur- 
rently authorized  until  May  1,  1953. 
However,  it  will  not  be  necessary,  until 
such  date,  for  such  a  pilot  certiflcate 
holder  to  obtain  a  type  rating  for  air- 
craft of  over  12.500  lbs.  maximum  certifl- 
cated  take-off  weight  provided  that  his 
current  "type"  (amended  to  "category") 
and  "category"  (amended  to  '^lass") 
ratings  authorize  operation  of  tne  air- 
craft. Conversely,  it  will  be  noted  that 
class  and  category  ratings  issued  after 
May  1.  1949.  will  not  authorize  piloting 
aircraft  of  over  12.500  lbs.  and  that  type 
ratings  for  any  such  aircraft  will  be  re- 
quired for  which  the  holder  of  the  cer- 
tificate Is  not  currently  rated  by  virtue  of 
his  current  "type"  and  "class"  ratings. 

This  amendment  is  effective  May  1," 
1949.  It  will  be  further  noted  that  An- 
nex 1  will  become  effective  on  May  1. 
1049.  and  that  the  United  States  Is 
obliged  by  the  terms  of  the  Convention 
on  International  Civil  Aviation  to  bring 
Its  regulations  into  compliance  with  An- 
nex 1,  In  so  far  as  it  has  not  flled  notice 
of  differences  thereto,  by  that  date.  The 
notice  of  proposed  rule  making  referred 
to  above  fully  advised  the  public  of  the 
intended  effective  date. 


Wednesday,  May  4,  1949 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  In  the 
making  of  this  amendment,  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented.  For  the  reason  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  ef- 
fective on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  41  of  the  Civil  Air  Regulations  tl4 
CFR.  Part  41,  as  amended)  effective 
May  1.  1949,  a.s  follows: 

1.  By  deleting  the  words  "model," 
"models,"  make,"  or  "make  and  model" 
from  every  section  in  which  any  or  all 
of  such  words  appear  in  this  part  and 
Inserting  the  word  "type"  in  lieu  thereof. 

2.  By  deleting  the  words  "first  pilot' 
from  each  and  every  section  in  which 
they  appear  in  this  part  and  inserting 
the  words  "pilot  in  command  '  in  lieu 
thereof. 

3.  By  deleting  the  words  "second  pilot" 
from  each  and  every  section  in  which 
they  appear  in  this  part  and  inserting 
the  word  "copilot '  in  lieu  thereof. 

4.  By  amending  $  41.99  (i)  to  read  as 
follows: 

(i)  Flight  crew  member.  Flight  crew 
member  means  a  pilot,  flight  radio  opera- 
tor, flight  engineer,  or  flight  navigator 
assigned  to  duty  on  the  aircraft  during 
flight  time. 

5.  By  amending  §  41.99  (J)  to  read  as 
follows : 

(J)  Crew  member.  Crew  member 
means  any  individual  assigned  by  an  air 
carrier  for  the  performance  of  duly  on 
the  aircraft  other  than  as  flight  crew 
member  during  flight  time. 

6.  By  adding  to  §  41.99  paragraphs  (r) , 
(s»,  (t),  (u),  (v>,  and  iwj  to  read  as 
follows: 

(r)  Cateqory.  Category  shall  indicate 
a  classification  of  aircraft  such  as  air- 
plane, helicopter,  glider,  etc. 

<s)  Clas&.  Cla.ss  shall  indicate  a  dif- 
ference in  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multiengine  sea,  etc. 

(t)  CopUot.  Copilot  shall  mean  a 
pilot  serving  in  any  piloting  capacity 
other  than  as  pilot  in  command  on  air- 
craft requiring  two  pilots  for  normal 
operations,  but  excluding  a  pilot  who  Is 
on  board  the  aircraft  for  the  sole  purpose 
of  receiving  dual  Instruction. 

(u)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  Its  own 
power  for  the  purpose  of  flight  until  the 
moment^it  comes  to  rest  at  the  end  of 
the  flight  (block  to  block). 

(v)  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(w)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modifications  thereto  except  those 
modifications  which  result  In  a  change 
In  handling  or  flight  characteristics. 
(Sees.  205  (a).  601.  604.  610,  52  Stat  984 
1007, 1011,  1016;  49  U.  S.  C.  425  (a),  551* 
654,  5«0) 

No.  65 a 
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By  the  Civil  Aeronautics  Board. 

ISEAL]  M.  c.  MmXIGAM, 

Secretary. 

IT.    R.    Doe.    49-35S2:    Piled,    May    S,    1949; 
9:06  a.  m.] 


((^▼U  Air  Regs..  Amdt.  48-61 

Part  43 — General  Operation  Rules 

personnel  licehsing  standards 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.  C, 
on  the  28th  day  of  April  1949. 

On  April  2.  1949,  there  was  published 
a  notice  of  proposed  rule  making  <14 
F.  R.  1545)  Indicating  our  intention  to 
Implement  those  portions  of  the  Person- 
nel Licensing  Standards  adopted  by  the 
International  Civil  Aviation  Organiza- 
tion (ICAO>  deemed  suitable  for  domes- 
tic aviation.  J 

The  following  amendments  to  Part  43 
are  those  deemed  necessary  to  bring  Part 
43  into  accord  with  the  airman  parts  of 
the   Civil   Air  Regulations   which   have 
similarly  been   amended  to  accomplish 
such  implementation.    One  amenilment 
adopts  definitions  of  aircraft  Category, 
cla.ss.  and  type,  copilot,  flight  time,  etc' 
Another  amendment,  following  the  pro- 
visions of  the  Convention  on  Interna- 
tional  CivU   Aviation,   will   permit   the 
holder  of  a  pilot  certificate  Issued  prior 
to  May  1.  1949.  to  exercise  privileges  as 
currently  authorized  until  May  1,  1953. 
It  will  not  be  necessary „until  such  date, 
for  such  a  certificate  holder  to  obtain  a 
type  rating  for  aircraft  of  over  12.500  lbs. 
maximum   certificated   take-off   weight 
provided      that      his     current      "type" 
(amended  to  "category")  and  "category" 
'amended  to  "clas.s")  ratings  authorize 
operation  of  the  aircraft.    Conversely. 
It  will  be  noted  that  class  and  category 
ratings  Issued  after  May  1,  1949.  will  not 
authorize  piloting  aircraft  of  over  12.500 
lbs.,  and  that  type  ratings  will  be  re- 
quired for  any  such  aircraft  for  which 
the  holder  of  the  certificate  Is  not  cur- 
rently rated   by   virtue   of  his   current 
"type"  and  "class"  ratings.    Additional 
amendments  provide  for  the  logging  and 
crediting  of  pilot  in  command  and  co- 
pilot flight  time  in  accordance  with  An- 
nex 1  provisions  and  provide  that  a  stu- 
dent pilot  shall  not  pilot  an  aircraft  on 
an  international  flight. 

These  amendments  shall  be  effective 
May  1.  1949.  It  will  be  further  noted 
that  Annex  1  will  become  effective  on 
May  1,  1949.  and  that  the  United  States 
is  obliged  by  the  terms  of  the  ConvenUon 
on  International  Civil  Aviation  to  bring 
Its  regulations  into  compliance  with  An- 
nex 1,  Insofar  as  it  has  not  filed  notice  of 
differences  thereto,  by  that  date.  The 
notice  of  proposed  rule  making  referred 
to  above  fully  advLsed  the  public  of  the 
Intended  effective  date. 

Interested  persons  have  been  afforded 
an  opporunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  presented.  For  the  reason  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  effec- 
tive on  less  than  30  days'  notice. 
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In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  43  of  the  Civil  Air  Regulations  ( 14 
CFR.  Part  43.  as  amended)  effective 
May  1.  1949  as  follows: 

1.  By  deleting  the  word  "type"  from 
every  section  in  which  it  appears  in  this 
part  and  inserting  the  word  "category- 
In  lieu  thereof. 

2.  By  deleting  the  word  or  words 
"model."  "models,"  "make."  or  "make 
and  model"  from  every  section  in  which 
any  or  all  of  these  words  appear  in  this 
part  and  Inserting  the  word  "type"  in  lieu 
thereof. 

3.  By  amending  J  43.400  to  read  as 
follows ; 

$43,400  Pilot  certificate.  No  person 
shall  pilot  a  civil  aircraft  within  the 
United  States  unless  he  has  in  his  per- 
sonal possession  at  all  times  while  pilot- 
ing aircraft  a  valid  pilot  certiflcate  with 
appropriate  ratings  issued  by  the  Admin- 
istrator, or  an  appropriate  and  valid  for- 
eign  pilot  certificate  and  ratings.  Such 
certiflcate  shall  be  presented  for  ex- 
amination to  any  Inspector  of  the  Ad- 
ministration or  State  or  local  law  en- 
forcement officer  upon  the  request  of 
such  inspector  or  enforcement  officer. 

4.  By  amending  §  43.404   (d)   to  read 
as  follows: 

(d)   Dual  instruction  endorsed   by  a 
rated  Instructor,  solo,  pilot  in  command 
instrument,  and  night  flying  time. 

5.  By  amending  §43.405   (b)   to  read 
as  follows: 

(b"*  Private  and  commercial— (1) 
Pilot  in  command.  A  private  or  com- 
mercial pilot  may  log  flight  time  as  pilot 
In  command  that  flight  time  during 
which  he  is  the  sole  manipulator  of  the 
controls  of  an  aircraft  for  which  he  is 
rated  or  that  flight  time  during  which  ^ 
he  is  the  sole  occupant  of  the  aircraft 
A  flight  instructor  may  log  flight  time  as 
pilot  in  command  that  flight  time  dur- 
ing which  he  is  serving  as  a  flight  In- 
structor. All  flight  time  so  logged  may 
be  credited  toward  the  total  flight  time 
required  for  a  higher  pilot  rating. 

( 2 »  Copilot.  A  private  or  commercial 
pilot  may  log  a.<;  copilot  time  that  flight 
time  during  which  he  is  performing  the 
duties  of  a  copilot.  Such  pilot  shall  be  < 
entitled  to  credit  not  more  than  50% 
of  such  flight  time  toward  the  total 
flight  time  required  for  a  higher  grade 
of  pilot  rating,  but  In  no  event  shall  a 
private  pilot  be  entitled  to  credit  more 
than  50  hours  of  such  flight  time. 

6.  By  amending  5  43.50  to  read  as 
follows; 

§  43.50  General  limitations.  No  stu- 
dent pilot  shall  pilot  an  aircraft  carrying 
a  passenger,  or  on  an  international  flight, 
or  for  compensation  or  hire,  or  in  fur- 
therance of  a  business. 

7.  By  amending   §  43.642  to  read   as 

follows: 

§  43.642  Endorsement  of  student  pi- 
lot certificates.  A  flight  instructor  shall 
endorse  the  certificate  of  any  student 
pilot  for  solo  flight  or  flight  in  different 
categories,  clas.'^es,  and  types  of  aircraft 
only  if  he  has  determined  that  the  stu- 
dent is  competent  to  exercise  such  pnvi- 
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leges  with  safety,  and  for  cross-country 
flight  only  If  he  has  additionally  deter- 
mined that  the  student  has  an  elemen- 
tary knowledge  of  aeronautical  charts, 
meteorological  data,  and  the  use  of  a 
magnetic  compass. 

8.  By  amending  S  43.63  to  read  as 
follows: 

§  43.63  Rating  requirements.  A  pri- 
vate or  commercial  pilot  shall  not  pilot 
an  aircraft  carrying  passengers  other 
than  an  aircraft  of  the  category,  class. 
and  type  for  which  he  is  rated:  Provided, 
That  a  holder  of  a  pilot  certificate  with 
appropriate  category  and  class  ratings 
issued  by  the  Administrator  prior  to 
May  1.  1949.  shall  not.  until  May  1,  1953. 
be  required  to  have  a  type  rating  to  pilot 
aircraft  of  over  12,500  lbs.  maximum 
certificated  take-off  weight  for  which  he 
has  appropriate  category  and  class  rat- 
ings." Such  pilot  may  pilot  other  air- 
craft without  passengers  unless  limita- 
tions placed  on  his  certificate  prohibit 
him  from  doing  so.' 

9.  By  amending  §  43.680  to  read  as 
follows : 

§  43.680  General.  No  person  shall 
pilot  an  aircraft  carrying  passengers  un- 
less within  the  preceding  90  days  he  has 
made  at  least  5  take-offs  and  landings  to 
a  full  stop  in  aircraft  of  the  same  cate- 
gory, class,  and  type  of  aircraft  to  be 
flown. 

10.  By  amending  §  43.9  by  adding  new 
paragraphs  (f).  (g>.  (h).  (1).  (j),  <k). 
(1).  (m).  and  (n)  to  read  as  follows: 

(f)  Category.  Category  shall  indi- 
cate a  classification  of  aircraft  such  as 
airplane,  helicopter,  glider,  etc. 

(g>  C/as.s.  Class  shall  indicate  a  dif- 
ference in  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multlenglne  sea,  etc. 

(h)  Copilot.  Copilot,  shall  mean  a  pi- 
lot serving  in  any  piloting  capacity  other 
than  as  pilot  in  command  on  aircraft  re- 
quiring two  pilots  for  normal  operations, 
but  excluding  a  pilot  who  is  on  board  the 
aircraft  for  the  sole  purpose  of  receiving 
dual  instruction. 

(i)  Dual  instruction  time.  Dual  in- 
struction time  shall  mean  that  portion 
of  the  flight  time  during  which  a  person 
Is  receiving  flight  instruction  from  a 
rated  flight  instructor  on  board  the  air- 
craft. 

(j>  Flight  instructor.  Flight  Instruc- 
•  tor  means  a  pilot  who  is  qualified  to  in- 
struct other  pilots  and  who  has  received 
a  flight  instructor  rating. 

'  Annex  1  to  the  Convention  on  Interna- 
tional Civil  Aviation  (Personnel  Licensing 
Standards)  requires  a  pilot  to  have  a  type 
rating  for  all  alrcratt  of  a  maximum  certif- 
icated take-off  weight  of  over  12,500  lbs. 
However,  by  the  terms  of  the  Convention,  a 
holder  of  a  pilot  certificate  Issued  prior  to 
May  1,  1949,  may,  until  May  1,  1953.  exercise 
all  of  the  privileges  of  such  certificate  both 
In  the  United  States  and  Internationally 
without  compliance  with  the  International 
standards. 

'Annex  1  In  defining  the  privileges  of  a 
commercial  pilot  restricts  such  pilot  to  the 
piloting  In  International  air  transportation 
of  aircraft  of  12.500  lbs.  or  less  maximum  cer- 
tificated take-off  weight.  However,  by  the 
terTna  of  the  Convention,  this  restriction  la 
not  applicable  until  May  1,  19.i3,  to  certifl- 
cates  Issued  prior  to  May  1,  1949. 
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(k)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  Its  own 
power  for  the  purpose  of  flight  until  the 
moment  it  comes  to  rest  at  the  end  of  the 
flight.' 

(1)  Pilot  in  command.  Pilot  in  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  flight 
time. 

(m)  Solo  flight  time.  Solo  flight  time 
shall  mean  the  flight  time  during  which 
a  pilot  Is  the  sole  occupant  of  an  aircraft. 

(n)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  including 
all  modifications  thereto  except  those 
modifications  which  result  in  a  change 
in  handling  or  flight  characteristics. 

(Sees.  205   fa).  601,  602,  52  Stat.  984. 
1007,  1008;  49  U.  S.  C.  425  (a).  551,  552) 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan, 

Secretary. 

[P.    R.    Doc.    49-3533:    Piled.    May    3.    1949; 
9:06  a.  m.) 


(Civil  Air  Regs..  Amdt.  44-11 

Part  44 — Foreign  Air  Carrier 
Regulations 

personnel  licensing  standards 

Adopted  by  the  Civil  Aeronautics  Board 
at  its  office  in  Washington,  D.  C.  on  the 
28th  day  of  April  1949. 

On  April  2.  1949,  there  was  published 
a  notice  of  proposed  rule  making  <  14  F.  R. 
1545  >  indicating  our  intention  to  imple- 
ment those  portions  of  the  Personnel 
Licensing  Standards  adopted  by  the  In- 
ternational Civil  Aviation  Organization 
(ICAO»  deemed  suitable  for  domestic 
aviation. 

The  following  amendment  is  deemed 
necessary  to  bring  Part  44  into  accord 
with  other  parts  of  the  Civil  Air  Regula- 
tions which  are  being  amended  in  order 
to  conform  with  Annex  1.  This  amend- 
ment adopts  deflnitions  of  aircraft  cate- 
gory and  type.  It  will  be  noted  that 
the  provisions  of  the  Convention  on  In- 
ternational Civil  Aviation  will  permit  the 
holder  of  an  airman  certificate  issued 
prior  to  May  1.  1949.  to  exercise  the  priv- 
ileges as  currently  authorized  by  the 
country  of  Issuance  until  May  1.  1953. 

This  amendment  shall  be  effective  May 
1.  1949.  It  will  be  noted  that  Annex  1 
will  become  effective  on  May  1.  1949.  and 
that  the  United  States  is  obliged  by  the 
terms  of  the  Convention  on  International 
Civil  Aviation  to  bring  its  regulations 
into  compliance  with  Annex  1,  in  so  far 
as  it  has  not  filed  notice  of  differences 
thereto,  by  that  date.  The  notice  of 
proposed  rule  making  referred  to  above 
fully  advised  the  public  of  the  intended 
effective  date. 

Interested  persons  have  been  afforded 
an   opportunity   to    participate   in    the 


making  of  this  amendment,  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented.  For  the  reason  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  effec- 
tive on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  44  of  the  Civil  Air  Regulations  (14 
CFR.  Part  44.  as  amended)  effective  May 
1,  1949.  as  follows: 

1.  By  amending  §  44.1  to  read  as  fol- 
lows: 

§  44.1  Definitions,  (a)  As  used  in  this 
part  the  words  listed  below  shall  be  de- 
fined as  follows: 

(1)  Category.  Category  shall  indi- 
cate a  classiflcation  of  aircraft  such  as 
airplane,  helicopter,  glider,  etc. 

(2)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modifications  thereto  except  those 
modifications  which  result  In  a  change  in 
handling  or  flight  characteristics. 

(3)  United  States.  United  States 
shall  mean  the  continental  United  States 
and  any  outlying  Territories  under  Its 
jurisdiction  (including  the  Canal  Zone). 

2.  By  deleting  the  word  "model"  from 
5  44.3  and  inserting  the  word  "type"  in 
lieu  thereof. 

(Sees.  205  (a) .  601,  610.  52  Stat.  984, 1007, 
1016;  49  U.  S.  C.  425  (a),  551,  560) 

By  the  Civil  Aeronautics  Board. 

[SEAL] 


M.  C.  Mulligan. 
Secretary. 


[P.    R.    Doc.    49-3534:    Piled.  May    3,    1949; 
9:06  a.  m.| 


» Por  example,  a  pilot  taxles  to  the  warm- 
up  apron  and  holds  there  for  several  min- 
utes before  taking  off  to  permit  the  engine 
to  warm  up.  Such  taxi  and  warm-up  time 
la  not  considered  flight  time.  Flight  time 
begins  when  the  aircraft  leaves  the  warm- 
up  apron  and  ends  when  the  pilot  returns 
to  parking  apron  and  turns  the  switches  off. 


(Civil  Air  Regs.,  Amdt.  61-4] 

Part  61 — Scheduled  Air  Carrier  Rules 

personnel  licensing  standards 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.  C, 
on  the  28th  day  of  April  1949. 

On  April  2.  1949.  there  was  published 
a  notice  of  proposed  rule  making  <14 
F.  R.  1545)  Indicating  our  intention  to 
implement  those  portions  of  the  Person- 
nel Licensing  Standards  adopted  by  the 
International  Civil  Aviation  Organiza- 
tion (ICAO)  deemed  suitable  for  do- 
mestic aviation. 

The  following  amendment  to  Part  61  is 
deemed  necessary  to  bring  Part  61  into 
accord  with  the  airman  parts  of  the  Civil 
Air  Regulations  which  have  been  simi- 
larly amended  to  accomplish  such  imple- 
mentation. This  amendment  adopts  and 
utilizes  definitions  of  check  pilot.-copilot. 
crew  member,  first  pilot,  flight  crew 
member,  flight  time,  category,  type,  and 
class  In  accordance  with  the  definitions 
set  forth  in  Annex  1. 

This  amendment  shall  be  effective 
May  1.  1949.  It  will  be  noted  that  Annex 
1  will  become  effective  on  May  1.  1949, 
and  that  the  United  Slates  is  obliged  by 
the  terms  of  the  Convention  on  Inter- 
national Civil  Aviation  to  bring  its  regu- 
lations into  compliance  with  Annex  1.  in 
so  far  as  it  has  not  filed  notice  of  differ- 
ences thereto,  by  that  date.  The  notice 
of  proposed  rule  making  referred  to  above 
fully  advi.>^ed  the  public  of  the  intended 
effective  date. 
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Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  mak- 
ing of  this  amendment,  and  due  consid- 
eration has  been  given  to  all  relevant 
matter  presented.  For  the  reason  above 
stated,  the  Board  finds  that  good  cause 
exists  for  making  this  amendment  ef- 
fective on  less  than  30  days'  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  61  of  the  Civil  Air  Regulations  (14 
CFR,  Part  61,  as  amended)  effective  May 
1,  1949.  as  follows: 

1.  By  deleting  the  word  "type"  from 
every  section  in  which  it  appears  in  this 
part  except  S  61.530  and  inserting  the 
word  "category"  in  heu  thereof. 

2.  By  deleting  the  word  or  words 
"model,"  "models,"  "make,"  or  "make 
and  model"  from  every  section  in  which 
any  or  ail  of  such  words  appear  In  this 
part  and  inserting  the  word  "type"  in 
lieu  thereof. 

3.  By  deleting  the  words  "first  pilot" 
from  every  section  in  which  they  appear 
In  this  part  and  Inserting  the  words 
"pilot  in  command"  in  lieu  thereof. 

4.  By  deleting  the  words  "second  pilot" 
from  every  section  in  which  they  ap- 
pear in  this  part  and  inserting  the  word 
"copilot"  in  lieu  thereof. 

5.  By  adding  a  new  I  61.09  to  read  as 
follows :       - 

§61.09  Deflnitions.  (a)  As  u.sed  In 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(1)  Category.  Catiegory  shall  indi- 
cate a  clas.sification  of  aircraft  such  as 
airplane,  helicopter,  glider,  etc. 

(2)  Check  pdot.  Check  pilot  is  a  pilot 
authorized  by  the  Administrator  to  ex- 
amine pilots  of  an  air  carrier  to  deter- 
mine the  pilot's  proficiency  with  regard 
to  procedure  and  piloting  technique, 
route  and  equipment  competency,  and 
ability  to  pilot  and  navigate  by  instru- 
ments. 

<3)  Class.  Class  shall  Indicate  a  dif- 
ference In  basic  design  of  aircraft  within 
a  category,  such  as  single-engine  land, 
multi-engine  sea.  etc. 

(4)  Copilot.  Copilot  .shall  mean  a  pilot 
serving  in  any  piloting  capacity  other 
than  as  pilot  in  command  on  aircraft  re- 
quiring two  pilots  for  normal  operations, 
but  excluding  a  pilot  who  Is  on  'ooard  the 
aircraft  for  the  sole  purpose  of  receiving 
dual  Instruction. 

'5>  Crew  member.  Crew  member 
means  any  individual  assigned  by  an  air 
carrier  for  the  performance  of  duty  on 
the  aircraft  other  than  as  flight  crew 
member  during  flight  time. 

<6>  Flight  crew  member.  Plight  crew 
member  means  a  pilot,  flight  radio  oper- 
ator, flight  engineer,  or  flight  navigator 
a.<;signed  to  duty  on  the  aircraft  during 
flight  time. 

<7)  Flight  time.  Flight  time  shall 
mean  the  total  time  from  the  moment 
the  aircraft  first  moves  under  Its  own 
power  for  the  purpose  of  flight  until  the 
moment  It  comes  to  rest  at  the  end  of 
the  flight  (block  to  block). 

(8»  Instrument  flight  time.  Instru- 
ment flight  time  means  that  flight  time 
during  which  a  pilot  Is  piloting  an  air- 
craft solely  by  reference  to  Instruments 
and  without  external  reference  points, 
whether  under  actual  or  simulated  In- 
strument flight  conditions. 


(9)  Pilot.  A  pUot  is  an  Individual  who 
manipulates  the  controls  of  fin  aircraft 
during  the  time  defined  as  fiight  time. 

(10)  Pilot  in  command.  Pilot  In  com- 
mand shall  mean  the  pilot  responsible 
for  the  operation  and  safety  of  the  air- 
craft during  the  time  defined  as  fiight 
time. 

(11)  Type.  Type  shall  mean  all  air- 
craft of  the  same  basic  design  Including 
all  modifications  thereto  except  those 
modifications  which  result  In  a  change  in 
handling  or  flight  characteristics. 

6.  By  amending  §  61.523  to  read  as  fol- 
lows: 

5  61.523  Logging  flight  time,  (a)  A 
copilot  possessed  of  an  airline  transport 
pilot  certificate  and  an  appropriate 
rating  for  the  aircraft  flown,  may  log  the 
total  flight  time  during  which  he  is  on 
duty  as  copilot. 

(b)  A  copilot  not  possessed  of  an  air- 
line transport  pilot  certificate  and  an 
appropriate  rating  for  the  aircraft  flown 
may  log  50  percent  of  the  total  flight 
time. 

rSecs.   205    (a).  601.   604.   52   Stat.   984, 
1007.  1011;  49  U.  S.  C.  425  (a),  531,  554  i 

By  the  Civil  Aeronautics  Board. 

fsEAL]  M.  C.  Mulligan. 

Secretary. 

(P.    R.    Doc.    49-3535;    Piled,    May    8.    1949: 
9:07  a.  m.| 

TITLE  29— LABOR 

Chapter  IV — Child  Labor  Branch, 
Department  of  Labor 

Part  402 — Acceptance  of  Statb 
Certificates 

ALASKA 

Section  3  (1)  of  the  Fair  Labor  Stand- 
ards Act  of  1938  ( 52  Stat.  1061 ;  29  U.  S,  C. 
203  (1) )  provides  that  oppressive  child 
labor  shall  not  be  deemed  to  exist  by 
virtue  of  the  employment  in  any  occupa- 
tion of  any  person  with  respect  to  whom 
the  employer  shall  have  on  file  an  unex- 
pired certificate  issued  and  held  pursu- 
ant to  the  applicable  regulations  certify- 
ing that  such  person  is  above  the  oppres- 
sive child  labor  age. 

On  June  30.  1943.  the  Territory  of 
Alaska  was  designated  as  a  State  in  which 
birth  certificates  or  baptismal  records 
should,  for  the  purposes  of  section  3  (1) 
of  the  act,  have  the  same  force  and  effect 
as  Federal  certificates  of  age.  Experi- 
ence has  shown,  however,  that  It  is  not 
always  possible  for  minors  to  obtain  birth 
certificates  or  baptismal  records  In 
Alaska,  and  that  the  census  records  of 
the  Alaska  Native  Service  provide  an 
additional  means  of  proof  of  age.  These 
records  are  used  by  the  Welfare  Division 
of  the  Alaska  Native  Service  in  deter- 
mining the  Identity  and  age  of  applicants 
for  Social  Security  benefits.  The  Alaska 
Native  Service  has  agreed  to  Issue  state- 
ments of  age  based  on  these  census  rec- 
ords through  Its  ofBce  In  'Juneau  and 
through  general  ."superintendents  and  as- 
sistant superintendents  in  its  field  offices. 

In  order  to  afford  employers  In  the 
Territory  of  Alaska  the  protection  pro- 
vided by  section  3  (1)  of  the  act  to  the 
fullest  posslWe  extent.  It  has  therefore 
been  decided  to  amend  the  regulations 


contained  in  this  part  in  order  to  include 
as  acceptable  proof  of  age  statements 
based  on  such  census  records.  In  view 
of  the  nature  of  this  action.  It  is  con- 
sidered unnecessary  to  provide  notice  and 
public  procedure  thereon  (section  4  <a). 
Administrative  Procedure  Act,  60  Stat. 
239;  5U.  S.  C.  1003). 

Accordingly,  by  virtue  of  and  pursuant 
to  authority  conferred  on  me  by  section 
3  (li  of  the  Pair  Labor  Standards  Act 
of  1938  (52  Stat.  1061 :  29  U.  S.  C.  203  <1 ) . 
and  Reorganization  Plan  No.  2  of  1946 
(60  Stat.  1095)  adopted  pursuant  to  the 
Reorganization  Act  of  1945  (59  Stat. 
613),  5  402.2  is  amended  by  changing  the 
period  at  the  end  of  paragraph  (b)  to  a 
comma  and  adding  the  word  "or",  and 
by  adding  a  new  paragraph  (c)  to  read 
as  follows: 

§  402.2  Designation  of  Territory  of 
Alaksa.     *     •     • 

(c)  A  .statement  ba.«ed  on  the  census 
records  of  the  Alaska  Native  Service  and 
signed  by  an  administrative  repre.«;enta- 
tive  of  the  Service  .showing  the  name, 
date  of  birth,  and  place  of  birth  of  the 
minor. 

The  above  amendment  shall  become 
effective  upon  publication  in  the  Federal 
Register. 

(Sec.  3  (1).  52  Stat.  1061;  29  U  S.  C  203 
(1>.  Reorg.  Plan  No.  2  of  1946.  60  Stat. 
1095) 

Signed  at  Washington,  D.  C.  this  1st 
day  of  April  1949. 

Maurice  J.  Toein, 
Secretary  of  Labor. 

[F.    B.    Doc.    49^3461;    Piled.    May    3,    1949; 
9:00  a.  m.l 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Subchapter    E — Organized    Reserves 

Part  561 — Officers'  Reserve  Corps 

sections  of  the  cfficejis"  reserve  corps 

Section  561.3  is  changed  to  read  as 
follows : 

5  5613  Sections  of  the  Officers'  Re- 
serve Corps.  Sections  of  the  Active  Re- 
serve, established  by  the  National  De- 
fense Act,  as  amended,  or  by  direction 
of  the  President,  to  which  officers  shall 
be  appointed  by  The  Adjutant  General, 
and  the  staff  dlvLsions  allotted  .«:uper- 
vl.sion  of  these  sections  at  Department 
of  the  Army  level  are: 


Section 

AbbreviatioD 

Su|ierv  ision 

•  • 

(1)  Judge    Advocate 
General's  Corps 
Reserve. 

•  • 

• 
JAOC-Res... 

• 

•  • 

Judpe    Ailv<j;iCte 
Gcnrml. 

•  • 

rCl.  8R  140-6-1,  Apr.  5,  1949]  (Sec.  37, 
39  Stat.  189.  sec.  32,  41  Stat.  775.  sec.  2. 
42  Stat.  1033.  sec.  3.  48  Stat.  154;  10 
U.  a  C.  351) 

[SEAL]  Edward  P.  WiTsELL, 

Major  General, 
The  Adjutant  General. 

[F.   R.   Doo.   49-3470;    Filed,    May   8,    1949; 
8:58  a.  m.] 
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FEDERAL    COMMUNICATIONS 

COMMISSION 

147  CFR,  Part  12  1 

[Docket  No.  9295] 

Amateur  Radio  Service 
notice  of  proposed  rule  making 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  Heretofore  the  Commission  has  re- 
ceived from  the  American  Radio  Relay 
League.  Inc.,  of  Hartford.  Connecticut, 
the  National  Amateur  Radio  Council. 
Inc..  of  Indianapolis.  Indiana,  and  the 
Society  of  American  Radio  Amateurs  of 
Washington.  D.  C.  all  national  organi- 
zations of  radio  amateurs,  various  pro- 
posals in  writing  for  certain  changes  in 
the  Commission's  rules  governing  ama- 
teur radio  service.  The  first  proposals 
were  submitted  by  the  American  Radio 
Relay  League,  followed  by  the  others  in 
the  order  named.  Through  channels 
outside  of  the  Commission,  publicity  was 
given  to  the  text  or  substance  of  one  or 
more  of  these  proposals.  As  a  result,  the 
Commission  has  received  a  number  of 
comments  from  individual  amateurs  and 
groups  of  amateurs,  dealing  in  one  way 
or  another  with  the  subject  matter  cov- 
ered by  the  proposals  of  the  above  or- 
ganizations. 

3.  The  receipt  of  the  aforementioned 
items  was  not  itself  the  occasion  for  the 
Commission  to  commence  consideration 
of  the  fundamental  and  controversial  is- 
sues involved  in  the  proposals  that  have 
been  received.  However,  the  receipt  of 
these  items  did  serve  to  point  up  the 
timeliness  of  a  study  of  these  matters  and 
to  provide  the  Commission  with  a  number 
of  very  valuable  suggestions  and  an  in- 
dication of  the  variety  of  views  held  by 
various  members  and  segments  of  the 
amateur  body. 

4.  The  Commission  has  considered  all 
of  the  proposals  received.  Also,  it  has 
reflected  upon  the  general  situation  in 
which  the  amateur  radio  service  finds 
itself  today  and  the  (general  course  of 
events  leading  up  to  that  situatfbn.  The 
resulting  judgment  of  the  Commission  is 
that  the  amateur  radio  service  would 
very  much  benefit  from,  and  needs,  a  new 
overall  plan  or  blueprint  to  provide  .<icope 
and  direction  for  the  immediate  and  long 
range  development  of  the  service. 

5.  In  entering  upon  this  course,  the 
,  Commission  has  used  freely  of  the  many 

splendid  suggestions  received.  The  sin- 
cerity and  thoughtfulness  behind  these' 
suggestions,  as  well  as  behind  those  not 
actually  used,  are  evident  and  recognized. 
Great  appreciation,  therefore,  is  ex- 
pressed for  all  of  these  suggestions,  as 
well  as  for  the  spirit  of  cooperation  dem- 
onstrated by  those  interested. 

6.  It  will  be  noted  upon  examination 
that  the  proposals  herein  made,  while 
numerous,  are  interrelated  and  consti- 
tute an  overall  plan.  The  purpose  of  this 
plan  is  as  follows: 


(a)  To  provide  for  the  continued  and 
directed  enhancement  of  the  amateur 
service  in  its  value  to  the  public  as  a 
voluntary,  non-commercial,  communica- 
tions service,  particularly  with  respect  to 
providing  emergency  communications ; 

(b>  To  provide  for  the  continued  ex- 
tension of  the  amateur's  proven  ability  to 
contribute  to  the  advancement  of  the 
radio  art; 

(c)  The  continued  improvement  in  the 
amateur  service  through  a  program 
which  provides  for  encouragement  for 
advancing  skills  in  both  the  communi- 
cation and  technical  phases  of  the  art; 

(d)  To  provide  a  reservoir  of  trained 
operators,  technicians  and  electronics 
experts  for: 

(1)  The  growing  radio  industry  In 
peacetime;  and 

(2>  The  vastly  increased  demands  of 
both  the  radio  industry  and  the  military 
services  in  times  of  national  emergency. 

7.  The  foregoing  purposes  are  herein, 
or  will  later  be,  encompassed  in  proposed 
rules  along  the  following  general  lines: 

(a>  Recognition  of  the  communica- 
tions system  aspect  of  the  service  by  ."spe- 
cific encouragement  of  the  establishment 
and  u.se  of  traffic  nets  and  of  handling 
on  a  voluntary  impartial  basis,  non-com- 
mercial third  party  messages,  emphasiz- 
ing at  all  times  the  importance  of  emer- 
gency operations.  Examinations  and  li- 
cense requirements  would  be  geared  to 
this  phase  of  amateur  activity. 

(b>  Establishment  of  an  Integrated 
and  continuously  reviewed  and  revital- 
ized plan  for  Improving  operations  and 
techniques  and  providing  more  efficient 
frequency  utilization  through  the  adop- 
tion of  progressively  higher  performance 
standards,  such  as; 

(1)  Immediate  designation  of  certain 
portions  of  the  amateur  bands  for  narrow 
bandwidth  techniques;  and 

(2»  Immediate  establishment  of  real- 
istic limits  on  bandwidth  of  emissions 
in  all  heavily-occupied  bands. 

(c>  Creation  of  initial  Interest  on  the 
part  of  the  novice,  particularly  youth, 
through  the  establishment  of  a  short 
term,  non-renewable  beginner's  license  of 
comparatively  easy  attainment.  Also 
the  encouragement  of  continued  interest 
on  the  part  of  all  amateurs  through  the 
progressive  raising  of  standards  at  the 
highest  level  of  license.  As  a  companion 
measure,  and  particularly  to  promote 
developments  on  the  higher  frequencies, 
licensing  at  the  first  level  above  the  be- 
ginner would  permit  alternate  routes. 
One  route  would  be  for  the  communicator 
who  would  substantially  resemble  today's 
Class  B '  and  C '  amateur.  The  other 
would  be  for  the  experimenter  or  tech- 
nician who  today  has  no  precise  counter- 
part and  who  would  be  permitted  to  op- 
erate only  on  the  higher  frequency  bands. 
Class  A.'  B.'  and  C  licenses  would  be 
continued  as  at  present,  except  that  com- 
mencing with  January  1.  1951,  Class  A ' 
licenses  would  no  longer  be  Issued  and 
would  be  renewed  only  as  Class  B.'    The 


>See  paragraph  (d).  bslow. 


special  privileges  associated  with  Class 
A '  licenses  would  be  absorbed  in  a  new 
special  top  grade  of  license  of  diploma 
form  which  would  be  called  the  Amateur 
Extra  Class  '  license.    Eligible  applicants 
could  qualify  for  the  Extra  Class  license 
as  soon  as  it  was  established,  but  there 
would  be  no  compulsion,  based  on  the 
desire  for  Class  A '  special  privileges,  to 
qualify  for  it  until  it  was  no  longer  pos- 
sible to  obtain  or  to  renew  a  Class  A* 
license.     Qualifications    for    the    Extra 
Class  license  would  include  a  minimum 
number  of  hours  operating  experience 
as  a  Class  A.'  B.'  or  C  '  amateur,  a  higher 
speed  telegraphic  code  test   and  other 
advanced  requirements  of  knowledge  in 
both  technical  and  communications  fields 
as  well  as  all  the  knowledge  usually  re- 
quired  for   a   Class   A'   license.     This 
license  would  have  practical  value  in  that 
it  would  constitute  evidence  of  excep- 
tional proficiency  for  such  consideration 
as  this  factor  might  warrant,  and.  In 
addition,  would  constitute  a  very  real 
target  for  those  among  the   amateurs 
in  whom  pride  of  superior  ability  and 
accomplishment  would  constitute  a  spur 
to  special  endeavor. 

(d)  In  paragraph   (O,  above,  refer- 
ence is  made  to  Class  A.  B.  and  C  oper- 
ator licenses   (which  exist  today),  and 
also    to    three    new    classes    of    oper- 
ator licenses  iwhich  do  not  exist  today). 
The  latter  are  proposed  to  provide  for 
the  beginner  or  novice,  the  experimenter 
or  technician,  and  for  the  amateur  who 
has    extraordinary    qualifications.      As 
hereafter  shown,  it  is  proposed  to  call 
these  new  classes  of  operator  licenses, 
respectively,  the  Amateur  Novice  Class, 
Amateur  Technician  Class,  and  Amateur 
Extra  Class  (the  last  one  for  extra  quali- 
fications and  extra  privileges).    These 
are  descriptive  titles.    In  order  to  be 
consistent  and  logical,  it  is  proposed  to 
change  the  nondescriptive  titles  of  exist- 
ing classes  of  operator  licenses  (A.  B.  and 
C>    to   titles   of   descriptive   character. 
Thus,  A  is  proposed  to  be  changed  to 
Amateur  Advanced  Class.  B  to  Amateur 
General  Class,  and  C  to  Amateur  Condi- 
tional Class  (the  last  one  conditioned  on 
geographical   location   with   respect   to 
quarterly  examination  points). 

8.  Prom  the  standpoint  of  the  problem 
whether  to  provide  a  different  sharing 
arrangement  of  frequencies  between 
those  used  for  telephony  and  for  other 
types  of  emission,  the  present  Commis- 
sion proposals  provide  for  an  additional 
50  kc.  (3800-3850  kc.)  for  telephony  in 
the  3500-4000  kc.  band  with  a  permitted 
total  bandwidth  of  emissions  of  3  kc. 
The  band  50.0-50.1  Mc.  would  be  desig- 
nated exclusively  for  radiotelegraphy 
with  Al  emission.  The  proposed  begin- 
ner's class  of  license  would  permit 
telephony  only  in  the  band  145-147  Mc. 
Permanent  provision  is  made  for  the  use 
of  NBFM  and  other  narrow  band  tech- 
niques throughout  all  the  bands  avail- 
able for  telephony.  Limitations  on  the 
bandwidth  of  emissions  for  telephony, 
ranging  from  3  kc.  to  30  kc,  are  proposed 
for  all  binds  except  the  new  27  Mc.  band 
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and  the  bands  above  54  Mc.  for  which  no 
bandwidth  limitations  are  immediately 
proposed.  The  bands  so  limited  are 
3800-3850  kc  .  3  kc  ;  3850-4000  kc  .  6  kc; 
14200-14300  kc,  6  kc;  28  5-29.65  Mc.  10 
kc;  29.65-29.7  Mc,  6  kc;  and  50.1-64.0 
Mc.  20  kc.  Wide  band  frequency  modu- 
lation would  be  no  longer  permitted  in 
the  sub-bands  29.0-29.7  Mc.  and  52.5-54.0 
Mc  Additional  provision  for  AM  emis- 
sion is  not  proposed. 

9.  As  part  of  the  plan  described  in 
paragraphs  7  and  8  above,  it  is  proposed 
to  revise  the  renewal  service  require- 
ments for  existing  classes  of  amateur 
operator  licenses  (Classes  A.  B.  and  C 
proposed  to  be  called  Advanced.  General, 
and  Conditional  respectively)  in  order 
that  such  requirements  will  be  consistent 
with  those  which  are  being  proposed  for 
the  new  classes  of  licenses  herein  de- 
scribed 'Amateur  Extra  Class  and  Tech- 
nician Cla.^si.  It  has  been  thought  for 
some  time  that  the  present  renewal  serv- 
ice requirements  'three  separate  radio- 
telegraph contacts  with  other  amateur 
.stations  in  the  United  States  during  the 
last  six  months  preceding  the  date  of 
filing  application  for  renewal*  have  lit- 
tle or  no  practical  value  as  proof  of  qual- 
ification for  renewal  without  examina- 
tion. Accordingly,  the  attached  notice 
of  proposed  rule  making  sets  forth  re- 
newal service  requirements  for  the  exist- 
ing and  proposed  (excluding  Novice  Class 
license  which  is  not  renewable)  classes 
of  amateur  operator  licenses.  The  one 
year  grace  period  set  forth  in  the  recently 
published  notice  of  proposed  rule  making 
I  Docket  92401  has  been  incorporated  In 
this  proposal. 

10.  The  proposed  amendments,  au- 
thority for  which  is  contained  in  sections 
4  (it.  303  (b>,  (c).  (e).  (f).  (g).  (1).  and 
(r)  of  the  Communications  Act  of  1934. 
as  amended,  are  set  forth  below. 

11.  Any  interested  party  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adoptecf  In  the  form  set  forth  may  file 
with  the  Commission,  on  or  before  July 
20,  1949.  a  written  statement  or  brief  set- 
ting forth  his  comments.  At  the  same 
time,  persons  favoring  the  amendments 
as  proposed  may  file  statements  in  sup- 
port thereof.  The  Commission  will  con- 
sider ally  such  comments  that  are  re- 
ceived before  taking  any  final  action 
regarding  the  proposed  amendments, 
and  if  any  comments  are  received  which 
appear  to  warrant  the  holding  of  a  hear- 
ing or  oral  argument  before  final  action 
Is  taken,  notice  of  the  time  and  place 
of  such  hearing  or  oral  argument  will  be 
given. 

12.  In  accordance  with  8  1  764  of  the 
Commi.'<sion's  rules  and  regulations,  an 
original  and  at  least  fourteen  copies  of 
ail  statements,  briefs  or  comments  shall 
be  furni.shed  the  Commission. 

Adopted:  April  20,  1949. 

Released:  April  21.  1949. 

Federal  Communications 
Commission, 
(sKALl        T.  J.  Slowie, 

Secretary. 


Part  12— Amateur  Radio  Service.  Is 
amended  as  follows: 

1.  Insert  the  following  text  of  new 
S  12.0,  Basis  ajid  purposes: 

S  12.0  Basis  and  purpose.  These 
rules  and  regulations  are  designed  to 
provide  an  amateur  radio  service  having 
a  fundamental  purpose  as  expressed  by 
the  following  principles: 

(a)  The  continued  and  directed  en- 
hancement of  the  amateur  service  in  its 
value  to  the  public  as  a  voluntary  non- 
commercial communication  service,  par- 
ticularly with  respect  to  providing  emer- 
gency communications. 

'b»  The  continued  extension  of  the 
amateur's  proven  ability  to  contribute 
to  the  advancement  of  the  radio  art. 

(c)  The  continued  improvement  in  the 
amateur  service  through  a  program 
which  provide.^  for  encouragement  for 
advancing  skills  in  both  the  communi- 
cation and  technical  phases  of  the  art. 

(d>  The  providing  of  a  reservoir  of 
trained  operator.^;,  technicians  and  elec- 
tronics experts  for: 

(1)  The  growing  radio  industry  In 
peacetime;  and 

(2)  The  vastly  increased  demands  of 
both  the  radio  industry  and  the  military 
services  in  times  of  national  emergency. 

2.  Sub.stitute  the  following  text  for 
the  present  text  of  subparagraph  (2) 
of  paragraph  <a)  of  §  12.111,  Frequen- 
cies and  types  of  emission  for  use  of 
amateur  stations: 

(2)  3500  to  4000  kc  Use  of  this  band 
is  restricted  to  amateur  radio  stations  as 
follows : 

(i>  3500-4000  kc.  radiotelegraphy  us- 
ing type  A-1  emission  only,  to  those  sta- 
tions located  within  the  continental  lim- 
its of  the  United  States,  the  Territories 
of  Alaska  and  Hawaii.  Puerto  Rico,  the 
Virgin  Islands  and  all  United  States  pos- 
sessions lying  west  of  the  Territory  of 
Hawaii  to  170°  west  longitude. 

<ii)  3800  to  3850  kc.  radiotelephony 
using  any  type  of  modulation,  except 
pulse:  Provided,  That  the  total  band- 
width of  emissions  does  not  exceed  3  kilo- 
cycles, to  those  stations  located  within 
the  continental  limits  of  the  United 
States,  the  Territories  of  Alaska  and  Ha- 
waii. Puerto  Rico,  the  Virgin  Islands  and 
all  United  States  possessions  lying  west 
of  the  Territory  of  Hawaii  to  170'  west 
longitude  subject  to  the  further  restric- 
tion that  radiotelephone  types  of  emis- 
sion may  be  u.sed  only  by  an  amateur  sta- 
tion which  is  licensed  to  an  amateur  op- 
erator holding  an  Amateur  Extra  Class 
or  Advanced  Class  (Class  A)  operator  li- 
cense and  then  only  when  operated  and 
controlled  by  an  amateur  operator  hold- 
ing an  Amateur  Extra  Class  or  Advanced 
Class  (Class  A)  operator  license. 

(iii)  3850  to  4000  kc,  radiotelephony 
using  any  type  of  moduUaion  except 
5)ulse  provided  that  the  total  bandwidth 
of  emissions  does  not  exceed  6  kilocycles, 
to  those  stations  located  within  the  con- 
tinental limits  of  the  United  States,  the 
Territories  of  Ala.ska  and  Hawaii,  Puerto 
Rico,  the  Virgin  Islands  and  all  United 
States  possessions  lying  west  of  the  Terri- 
tory of  Hawaii  to  170°  west  longitude, 
subject  to  the  further  restriction  that 
radiotelephone  types  of  emission  may  be 


used  only  by  an  amateur  .station  which  is 
licensed  to  an  amateur  operator  holding 
an  Amateur  extra  class  or  advanced  class 
(Class  A)  operator  license  and  then  only 
when  operated  and  controlled  by  an  ama- 
teur operator  holding  an  amateur  extra 
class  or  advanced  class  (Class  A)  opera- 
tor license. 

3.  Substitute  the  following  text  of  sub- 
paragraph (4)  of  paragraph  (a»  of 
§  12.111,  Frequencies  and  types' of  emis- 
sion for  use  of  amateur  stations : 

(4)  14000  to  14400  kc,  radiotelegraphy 
using  type  A-1  emi.<;sion  only:  14200  to 
14300  kc,  radiotelephony  using  any  type 
of  modulation  except  pulse,  provided  that 
the  total  bandwidth  of  emissions  does  not 
exceed  6  kilocycles,  subject  to  the  restric- 
tion that  radiotelephone  types  of  emis- 
sion may  be  used  only  by  an  amateur 
station  which  is  licen.sed  to  an  amateur 
operator  holding  an  amateur  extra  cla.ss 
or  advanced  class  (Class  A)  operator  li- 
cense and  then  only  when  operated  and 
controlled  by  an  amateur  operator  hold- 
ing an  amateur  extra  class  or  advanced 
class  < Class  A)  operator  license. 

4.  Substitute  the  following  text  for  the 
present  text  of  subparagraphs  <6)  and 
(7)  of  paragraph  (a'  of  §12.111,  Fre- 
quencies and  types  of  emission  for  use 
of  amateur  stations: 

(6)  28.0  to  29.7  Mc.  radiotelegraphy 
iLsing  type  A-1  emi.^sion  only;  29.0  to  29.7 
Mc,  radiotelegraphy  using  carrier  shift 
techniques;  Provided.  That  the  maxi- 
mum shift  does  not  exceed  1  kilocvrV; 
28.5  to  29.65  Mc.  radiotelephony  using 
any  type  of  modulation  except  pul.se,  pro- 
vided that  the  total  bandwidth  of  emis- 
sions does  not  exceed  10  kilocycles;  29  65 
to  29.7  Mc.  radiotelephony,  using  any 
typ)e  of  modulation,  except  pulse;  Pro- 
vided, That  the  total  bandwidth  of  emis- 
sions does  not  excetd  6  kilocycles. 

<7)  50.0  to  54.0  Mc:  50.0  to  50.1  Mc. 
radiotelegraphy  using  type  A-1  emission 
only;  50.1  to  54.0  Mc,  radiotelephony  us- 
ing any  type  of  modulation,  except  puLse; 
Provided,  The  total  bandwidth  of  emis- 
sions does  not  exceed  20  kilocycles,  or 
radiotelegraphy  using  any  type  of  tone 
modulation  or  facsimile  using  amplitude 
modulation. 

5.  Substitute  the  following  text  for 
the  present  text  of  §  12  21,  Eligibility  for 
license: 

§  12.21  Eligibility  for  license.  Per- 
sons are  eligible  to  apply  for  the  vaiious 
classes  of  amateur  operator  licenses  as 
follows : 

Amateur  extra  class.  Any  citizen  of  the 
United  States  whoee  application  shows  that 
while  operating  under  a  valid  amateur  oper- 
ator license,  advanced  class,  general  class,  or 
conditional  class  (or  Class  A.  B.  or  C|  Is- 
sued by  the  Federal  Communications  Com- 
mission, the  applicant  had  accumulated  a 
minimum  of  26  hours  of  operating  experience 
during  the  last  12  months  Immediately  pre- 
ceding the  date  of  his  application. 

Advanced  class  {class  A).  Any  citizen  of 
the  United  States  who  at  any  time  prior  to 
receipt  of  his  application  by  the  Commission 
has  held,  for  a  period  of  a  year  or  more  an 
amateur  radio  ojserator  license,  general  class 
or  conditional  class  (or  Class  B  or  C)  issued 
by  the  Federal  Communications  Commis- 
sion. New  advanced  class  amateur  operator 
licenses  wUl  not  be  issued  after  December  31, 
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1950.  Commencing  with  January  1,  1951, 
valid  advanced  clasa  (or  Class  A)  licenses 
will  be  renewed  only  as  General  Class,  al- 
though holders  of  expiring  advanced  class 
(or  Class  A)  licenses  may,  if  eligible,  apply 
for  amateur  exta  clasa  licenses. 

General  class.  Any  citizen  of  the  United 
States. 

Conditional  class.  Any  citizen  of  the 
United  States  whose  actual  residence,  address, 
and  proposed  amateur  station  are  more  th.in 
125  miles  air  line  distance  from  the  nearest 
location  at  which  examinations  are  held  at 
Intervals  of  not  more  than  3  months  for 
amateur  operator  licenses;  or  who  is  shown 
by  physician's  certificate  to  be  unable  to  ap- 
pear for  examination  because  of  protracted 
disability;  or  who  is  shown  by  certificate  of 
the  commanding  oflBcer  to  be  In  the  armed 
forces  of  the  United  States  at  an  Army.  Air 
Forces,  Navy  or  Coast  Guard  station,  and, 
for  that  reason,  unable  to  appear  for  exam- 
ination at  the  time  and  place  designated  by 
the  Commission. 

Technican  class.  Any  citizen  of  the  United 
States. 

Novice  class.  Same  eligibility  require- 
ments as  conditional  class  except  that  the 
following  classes  of  persons  are  not  eligible 
for  the  novice  class  license: 

(a)  Former  holders  of  novice  class  license, 
and 

(b)  Present  or  former  holders  of  any  class 
of  commercial  operator  license  issued  upon 
the  basis  of  a  technical  examination. 

6.  Substitute  the  following  text  for 
the  present  text  of  §  12.23,  Classification 
of  operating  privileges: 

S  12.23  Classes  and  privileges  of  ama- 
teur operator  licenses. 

Amateur  extra  class.  All  authorized  ama- 
teur privileges  and  also  any  special  privileges 
that  the  Commission  might  grant  from  time 
to  time. 

Advanced  class  {Class  A).  All  authorized 
amateur  privileges  except  those  reserved  for 
holders  of  the  amateur  extra  class  license. 

General  class  or  conditional  class  (Class  B 
or  C).  All  authorized  amateur  privileges 
except  those  reserved  for  holders  of  the  ama- 
teur extra  class  or  advanced  class  (Class  A) 
licenses. 

Technician  class.  All  authorized  ama- 
teur privileges  In  the  amateur  frequency 
bands  above  220  megacycles. 

Novice  class.  Those  amateur  privileges  as 
designated  and  limited  as  follows: 

(a)  The  d.  c.  plate  power  input  to  the 
vacuum  tube  or  tul)e8  supplying  power  to  the 
antenna  shall  not  exceed  75  watts. 

(b)  Only  the  following  frequency  bands 
and  types  of  emission  may  be  used,  and  the 
emissions  of  the  transmitter  must  be  crystal 
controlled,  except  in  the  145-147  Mc.  band: 

(1)  3700  to  3750  kc.  radlotelegraphy  using 
only  type  A-1  emission,  in  accordance  with 
the  geographical  restrictions  set  forth  In 
I  12.111  (a)   (2)   (1). 

(2)  14100  to  14150  kc,  radlotelegraphy  us- 
ing only  type  A-1  emission. 

(3)  28.0  to  28.5  Mc,  radlotelegraphy  using 
only  type  A-1  emission. 

(4)  US  to  147  Mc,  radlotelegraphy  or  ra- 
dlotelephony  using  any  type  of  emission  ex- 
cept pulsed  emissions  and  type  B  emission. 

7.  Sub.stitute  the  following  text  for  the 
present  text  of  §  12.27.  Renewal  of  ama- 
teur operator  license: 

5  12.27  Renewal  of  amateur  operator 
license.  Application  for  renewal  without 
examination  of  an  amateur  operator 
license,  except  the  novice  class,  shall  be 
filed  not  more  than  120  days  prior  to  the 
date  of  expiration  of  such  license  and  not 
later  than  one  year  from  the  date  of  ex- 
piration, and  the  following  renewal  re- 
quirements shall  be  fulfilled  as  ap- 
propriate for  the  class  of  license: 


Amateur  extra  class.  The  application 
shall  include  a  statement,  subject  to  proof 
upon  request,  that  the  applicant  has  ac- 
cumulated a  minimum  of  50  hours  of  lawful 
operation  during  the  entire  term  of  and 
under  the  license  being  renewed  or  a  mini- 
mum of  10  hours  of  such  operation  during 
the  last  6  months  immediately  preceding  the 
date  of  application,  and  that  he  can  send 
by  hand  key  and  receive  by  ear,  in  plain 
language,  messages  in  the  International 
Morse  Code  at  a  speed  of  not  less  than  20 
words-per-minute  In  the  manner  described 
In  §  12.42,  Element  1(E). 

Advanced  class  (Class  A).  After  Decem- 
ber 31.  1950  may  not  be  renewed,  as  advanced 
class  (or  Class  A),  but  may  be  renewed  as 
general  class  upon  application  which  in- 
cludes a  statement,  subject  to  proof  upon 
request,  that  the  applicant  has  accumulated 
a  minimum  of  50  hours  of  lawful  operation 
during  the  entire  term  of  and  under  the 
license  being  renewed,  or  a  minimum  of  10 
hours  of  such  operation  during  the  last 
6  months  Immediately  preceding  the  date 
of  application,  and  that  he  can  send  by  hand 
key  and  receive  by  ear,  in  plain  language, 
messages  In  the  International  Morse  Code  at 
a  speed  of  not  less  than  13  words-per-minute 
In  the  manner  described  In  i  12.42,  Element  1. 
General  class  {Clas.-i  B) .  The  application 
shall  Include  a  statement,  subject  to  proof 
upon  request,  that  the  applicant  has  accu- 
mulated a  minimum  of  50  hours  of  lawful 
operation  during  the  entire  term  of  and 
under  the  license  being  renewed,  or  a  mini- 
mum of  10  hours  of  such  operation  during 
the  last  6  months  Immediately  preceding  the 
date  of  application,  and  that  he  can  send 
by  hand  key  and  receive  by  ear,  in  plain  lan- 
guage, messages  in  the  International  Morse 
Code  at  a  speed  of  not  less  than  13  words- 
per-minute  In  the  manner  described  in 
;  12.42.  Element  1. 

Conditional  class  {Class  C).  The  appli- 
cation shall  Include  a  statement,  subject  to 
proof  upon  request,  that  the  applicant  has 
accumulated  a  minimum  of  50  hours  of  law- 
ful operation  during  the  entire  term  of  and 
under  the  license  being  renewed,  or  a  mini- 
mum of  10  hours  of  such  operation  during 
the  last  6  months  immediately  preceding  the 
date  of  application,  and  that  he  can  send  by 
hand  key  and  receive  by  ear,  in  plain  lan- 
guage, messages  In  the  International  Morse 
Code  at  a  speed  of  not  less  than  13  words- 
per-minute  In  the  maner  descrlt>ed  in 
}  12.42,  Element  1. 

Technician  cla.'^s.  The  application  shall 
Include  a  statement,  subject  to  proof  upon 
request,  that  the  applicant  has  accumulated 
a  minimum  of  50  hours  of  lawful  operation 
during  the  entire  term  of  and  under  the 
license  being  renewed,  or  minimum  of  10 
hours  of  lawful  operation  during  the  last  6 
months  immediately  preceding  the  date  of ' 
application,  and  that  he  can  send  by  hand 
key  and  receive  by  ear  In  plain  language, 
messages  In  the  International  Morse  Code 
at  a  speed  of  not  less  than  5  words-per-min- 
ute In  the  manner  described  In  i  12.42.  Ele- 
ment 1   (NT). 

Novice  class.  This  class  of  operator  license 
may  not  be  renewed. 

8.  Substitute  the  following  text  for  the 
present  text  of  '.  12.29,  License  term: 

§  12.29  License  term.  Amateur  op- 
erator licenses  are  normally  valid  for  a 
period  of  5  years  from  the  date  of  is* 
suance  of  a  new  or  renewed  license,  ex- 
cept the  novice  class  which  is  normally 
valid  for  a  period  of  1  year  from  the  date 
of  Issuance.  Modified  and  duplicate  li- 
censes shall  bear  the  same  date  of  ex- 
piration as  the  licenses  for  which  they 
are  modifications  or  duplicates, 

9.  Substitute  the  following  text  for  the 
present  text  of  S  12.42,  Elements  of  ex- 
amination: 


5  12.42  Elements  of  examination.  The 
examinations  for  the  various  classes  of 
amateur  operating  privileges  comprise 
combinations  of  various  of  the  following 
elements : 

Element  1.  code  test.  Ability  to  send  by 
hand  key  and  receive  by  ear,  in  plain  lan- 
guage, messages  in  the  International  Morse 
Code  at  a  speed  of  not  less  than  13  words- 
per-minute,  free  of  omission  or  other  error 
for  a  continous  period  of  at  least  1  minute, 
during  a  test  period  of  5  minutes,  counting 
five  characters  to  the  word,  each  numeral  or 
punctuation  mark  counting  as  two  char- 
acters. (Advanced  Class,  General  Class  and 
Conditional  Class  (Cla.sses  A,  B,  and  C).) 

Element  1  {E) .  code  test.  Ability  to  send 
by  hand  key  and  receive  by  ear,  in  plain 
language,  messages  In  the  International 
Morse  Code  at  a  speed  of  not  less  than  20 
words-per-minute,  free  of  omission  or  other 
error  for  a  continuous  period  of  at  least  1 
minute,  during  a  test  period  of  5  minutes, 
counting  five  characters  to  the  word,  each 
numeral  or  punctuation  mark  counting  as 
two  characters.     (Amateur  Extra  Class.) 

Element  1  (NT),  code  test.  Ability  to 
send  by  hand  key  and  receive  by  ear,  mes- 
sages in  plain  language,  in  the  International 
Morse  Code  at  a  speed  of  not  less  than  5 
words-per-minute  (each  character  formed 
at  a  speed  of  7.8  words-per-minute,  but  with 
Increased  spacing  between  characters  and 
words  so  as  to  result  In  an  overall  speed  of 
5  words-per-minute).  (Novice  and  Tech- 
nician Classes.) 

Element  2.  Amateur  radio  operation  and 
apparatus,  including  telephone  and  tele- 
graph. (Amateur  Extra  Class,  Advanced 
Class,  General  Class,  Conditional  Class 
(Classes  A,  B,  and  C) ,  and  Technician  Class) . 

Element  3.  Provisions  of  treaties,  statutes 
and  regulations  affecting  amateurs.  (Ama- 
teur Extra  Class,  Advanced  Class,  General 
Class,  Conditional  Class  (Classes  A.  B,  and 
C).  and  Technician  Class). 

Element  3  (N).  Rules  and  regulations  es- 
sential to  beginners'  operation  Including 
sufBcient  elementary  radio  theory  for  the 
understanding  of  the  rules  In  this  part. 
(Novice  Class.) 

Element  4.  Advanced  amateur  telephony. 
(Amateur  Extra  Class  and  Advanced  Class 
(Class  A).) 

Element  4  (E).  Advanced  amateur  radio 
theory  including  techniques  for  operating 
within  bands  designated  for  narrow  band- 
widths  of  emissions.     (Amateur  Extra  Class.) 

10.  Substitute  the  following  text  for 
the  present  text  of  §  12.43,  Elcrncnts  re- 
quired for  various  privileges: 

§  12.43  Elements  required  for  amateur 
operator  license  examinations: 

Amateur  Extra  Class.  Examination  con- 
sists of  elements  1  (E),  2,  3,  4,  and  4  (E). 

Advanced  Class  {Class  A).  Examination 
consists  of  elements  1,  2,  3,  and  4. 

General  Class  and  Conditional  Class 
{Classes  B  and  C).  Examination  consists  of 
elements  1,  2,  and  3. 

Technician  Class.  Examination  consists  of 
elements  1  (NT),  2.  and  3. 

Novice  Class.  Examination  consists  of  ele- 
ments 1  (NT),  and  3  (N). 

11.  Substitute  the  following  text  for 
the  present  text  of  the  first  paragraph  of 
§  12.44.  Manner  of  coTiducting  examina- 
tions: 

§  12.44  Manner  of  conducting  exami- 
nations. The  examinations  for  all  ama- 
teur classes  of  operator  licenses  except 
the  conditional  and  novice  classes  will  be 
conducted  by  an  authorized  Commission 
employee  or  representative  at  locatlona 
and  times  specified  by  the  Commission. 


Wednesday,  May  4,  1949 


FEDERAL  REGISTER 


2203 


12.  Substitute  the  following  text  for 
the  present  text  of  the  first  paragraph  of 
S  12.46,  Examination  credit: 

5  12  46  Examination  credit.  An  ap- 
plicant holding  a  valid  amateur  operator 
iicen.se.  other  than  the  conditional  class 
(Class  C>  or  novice  class,  applying  for  a 
higher  cla.ss  of  amateur  operator  license 
will  be  required  to  pass  only  those  ele- 
ments of  the  examination  that  were  not 
included  in  the  examination  for  the  pres- 
ently-held amateur  license. 

An  applicant  for  amateur  advanced 
class  (Class  A)  operator  licen.se  will  be 
given  credit  for  examination  element  4  If 
within  2  years  prior  to  the  receipt  of  his 
application  by  the  Commission  he  held 
Class  A  privileges. 

An  applicant  for  any  class  of  amateur 
operator  license,  except  the  novice  class 
and  the  extra  class,  will  be  given  credit 
for  examination  element  1  or  1  (NT)  if 
within  5  years  prior  to  the  receipt  of  his 
application  by  the  Commission  he  held  a 
radiotelegraph  first  or  second  cla-ss  oper- 
ator license.  An  applicant  for  the  ama- 
teur extra  class  operator  license  will  be 
given  credit  for  examination  element  1 
<E)  if  within  5  years  prior  to  the  receipt 
of  his  application  by  the  CommLssion  he 
held  a  radiotelegraph  first  class  operator 
license. 

No  examination  credit,  except  as  above 
provided,  shall  be  allowed  on  the  basis  of 
holding  or  having  held  any  amateur  or 
commercial  operator  license. 

A  holder  of  an  amateur  Conditional 
fCla.ss  C>  or  Novice  operator  license  will 
not  thereby  be  accorded  an  abridged  ex- 
amination for  any  other  class  of  amateur 
operator  license. 

13.  Substitute  the  following  text  for 
the  present  text  of  i  12.65,  License 
period : 

i  12.65  License  period.  The  license 
for  an  amateur  station  is  normally  valid 
for  a  period  of  5  years  from  the  date  of 
i.ssuance  of  a  new  or  renewed  license,  ex- 
cept that  an  amateur  station  license  is- 
sued to  the  holder  of  a  novice  class  ama- 
teur operator  license  Is  normally  valid 
for  a  period  of  1  year  from  date  of  Issu- 
ance. Modified  or  duplicate  licenses 
shall  bear  the  same  Issue  date  and  ex- 
piration date  as  the  licenses  for  which 
they  are  modifications  or  duplicates. 

14.  Insert  the  following  text  of  new 
fi  12.107,  Round  table  operations: 

§  12.107  Round  table  operations. 
Whenever  more  than  two  amateur  sta- 
tions are  in  communication  with  each 
other  one  of  them  shall  act  as  control 
station  in  the  Interest  of  orderly  commu- 
nication procedure. 

IP.    R.    Doc.    49-3484;    Filed,    May    8,    1949; 
9:00  a.  m.] 


[  47  CFR,  Part  35  1 

(Docket  No.  9296] 

Unitorm  System  or  Accotwts  roR  Wim- 
Texegraph  and  Ocean -Cable  CARRixna 

NOTICE  or  PROPOSED  RTTLE  ICAKINO 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 


2.  SecUon  35.41-7  (b)  of  the  Com- 
mission's rules  and  regulations  regarding 
uniform  system  of  accoimts  for  wire- 
telegraph  and  ocean-cable  carriers  re- 
quires that  each  maintenance-expense 
account  be  subdivided  to  Indicate 
separately  the  amounts  of  (1)  direct 
labor,  (2)  supervision  and  other  over- 
heads, (3)  direct  material,  and  (4)  other 
charges. 

3.  Representatives  of  the  carriers  have 
stated  that  compliance  with  these  re- 
quirements Is  unduly  burdensome,  and 
have  requested  such  modification  of  the 
rules  as  will  eliminate  the  requirement 
for  keeping  commodity  sub-accounts 
under  each  of  the  maintenance-expense 
accounts. 

4.  It  Is.  therefore,  proposed  to  amend 
Part  35  of  the  Commission's  rules  and 
regulations  to  become  effective  6  months 
after  the  adoption  of  a  final  order  herein, 
with  the  provision,  however,  that.  If  the 
amendment  Is  adopted,  any  carrier  may 
adopt  the  modified  accounting  procedure 
with  respect  to  the  prior  months  of  the 
calendar  year  1949,  as  follows: 

a.  Delete  5  35.41-7  (b)  and  substitute 
the  following: 

(b)  The  records  supporting  the  entries 
In  the  operating-expense  accounts  In- 
cluding the  maintenance-expense  ac- 
counts, shall  be  so  maintained  that.  In 
reports  to  the  Commission,  there  may  be 
shown  separately  the  aggregate  amounts 
of  (1)  direct  payroll  distributions  of 
salaries  and  wages  and  (2)  salaries  and 
wages  charged  to  clearing  accounts, 
eventually  allocated  In  whole  or  In  part 
to  operating  expenses. 

b.  Add  the  following  new  section: 

E  35.4101  Supervision  of  mainte- 
nance. This  account  shall  Include  the 
compensation  and  the  office  and  other 
expenses  of  officers  and  employees  en- 
gaged In  supervising  or  directing  the 
maintenance  of  the  carrier's  wire-tele- 
graph and  ocean-cable  plant,  as  de- 
scribed In  S  35.41-5. 

5.  The  proposed  amendment  Is  Is- 
sued under  the  authority  of  sections  4(1) 
and  220  of  the  Communications  Act  of 
1934.  as  amended. 

6.  Any  Interested  party  who  Is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  proposed  herein, 
may  file  with  the  Commission  on  or  be- 
fore May  23,  1949,  a  statement  or  brief 
setting  forth  his  comments.  At  the 
same  time  persons  favoring  the  amend- 
ments as  proposed  may  file  statements 
In  support  thereof.  The  Commission 
will  consider  all  such  comments  that  are 
presented  before  taking  action  in  the 
matter  and.  If  any  comments  are  sub- 
mitted which  appear  to  warrant  the 
holding  of  a  hearing  or  oral  argument, 
notice  of  the  time  and  place  of  such 
hearing  or  oral  argument  will  be  given. 

7.  In  accordance  with  the  provisions 
of  S  1.764  of  the  Commission's  rules  and 


regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comment  filed 
shall  be  furnished  the  Commission. 

Adopted:  Apil  20,  1949. 

Released:  April  21,  1949. 

Federal  CoiafUNiCATioNS 
Commission, 
Fseal]       T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    493485;    Piled,    May    8.    1949; 
9:00  a.  m.| 

DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

[  7  CFR,  Port  728  ] 

Wheat 

NOTICE  OF  DETERMIMATICN  OF  NATIONAL 
acreage  allotment  for  1950  CROP  AND 
APPORTIONMENT  OF  SUCH  ALLOTMENT 
AMONG    STATES,    COUNTIES,   AND   FARMS 

Pursuant  to  the  authority  contained  in 
the  applicable  provisions  of  the  Agricul- 
tural Adjustment  Act  of  1938,  as  amend- 
ed (7  U.  S.  C.  1332,  1333,  1334),  the  Sec- 
retary of  Agriculture  is  preparing  to  de- 
termine and  proclaim  the  national  acre- 
age allotment  for  the  195C  crop  of  wheat 
and  to  aportion  such  allotment  among 
the  States,  counties  and  farms.  Section 
333  of  said  act  provides  that  the  national 
acreage  allotment  shall  be  that  acreage 
which  the  Secretary  determines  will,  on 
the  basis  of  the  national  average  yield  for 
wheat,  produce  an  amount  thereof  ade- 
quate, together  with  the  estimated 
carry-over  at  the  beginning  of  the  mar- 
keting year  for  such  crop,  to  make  avail- 
able a  supply  for  such  marketing  year 
equal  to  a  normal  year's  domei;tic  con- 
simiption  and  exports  plus  30  per  centum 
thereof;  but  such  allotment  for  any  year 
shall  be  not  less  than  55  million  acres. 
Section  332  of  said  act  requires  that  the 
national  acreage  allotment  for  the  1950 
crop  of  wheat  be  proclaimed  not  later 
than  July  15.  1949.  Section  334  of  said 
act  contains  the  provisions  governing  the 
apportionment  of  the  national  acreage 
allotment  among  the  States,  the  State 
acreage  allotments  among  counties,  and 
the  county  acreage  allotments  among 
farms. 

Prior  to  the  determination  of  the  na- 
tional acreage  allotment,  the  apportion- 
ment of  such  allotment  among  the  States 
and  counties,  and  the  formulation  of 
regulations  for  the  establishment  of  farm 
acreage  allotments  for  the  1950  crop  of 
wheat,  consideration  will  be  given  to  any 
data,  views,  and  recommendations  per- 
taining thereto  which  are  submitted  in 
writing  to  the  Director.  Grain  Branch. 
Production  and  Marketing  Admini.>^tra- 
tion.  United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  All  writ- 
ten submi.'isions  must  be  postmarked  not 
later  than  May  16,  1949. 

Issued  at  Washington,  D.  C,  this  29th 
day  of  April  1949. 

[siAL]  Prank  K.  Woolley, 

Acting  Admini.strator. 

[F.    R.    Doe.    49-3636;  Piled,    May    3.    1949; 
9:05  a.  m.l 
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UNITED  STATES  MARITIME 
COMMISSION 

[  46  CFR,  Part  243  ] 

Commercial  Forwarding  or  Certain 
Exports  for  Foreign  Relief  and  Re- 
habilitation 

NOTICE  or  proposed  rule  making 

Notice  is  hereby  given  that  pursuant  to 
the  provisions  of  section  217,  Merchant 
Marine  Act.  1936  •  56  Stat.  171 :  46  U.  S.  C. 
1127).  and  for  the  purpose  of  carrying 
out  the  policies  thereof,  the  United  States 
Maritime  Commission  proposes  to  issue 
the  following  rules,  constituting  a  re- 
vision of  Part  243  of  Title  46,  Code  of 
Federal  Regulations,  formerly  numbered 
and  designated  "Part  343— Freight  For- 
warders Forwarding  of  Foreign  Relief 
Cargoes",  published  in  the  Federal  Reg- 
ister issue  of  February  13,  1948  1 13  F.  R. 
657). 

The  public  may  submit,  on  or  before 
May  19.  1949,  written  data,  views,  or 
arguments  relative  to  the  proposed  rules, 
addressed  to  the  United  States  Maritime 
Commission,  Washington  25,  D.  C. 
Unless  modified  by  the  Commission  after 
due  consideration  of  all  relevant  matters 
submitted,  the  proposed  rules  will  become 
eflfective  on  June  6.  1949  without  further 
notice.  Any  modification  of  the  pro- 
posed rules  prior  to  their  effective  date 
will  be  published  in  the  Federal  Reg- 
ister before  June  6,  1949. 

The  proposed  rules  to  revise  Part  243 
of  Title  46  of  the  Code  of  Federal  Regu- 
lations are  as  follows: 

Part  243 — Commercial  Forwarding  of 
Certain  Exports  for  Foreign  Relief  and 
Rehabilitation,  is  revised  to  read  as 
follows : 

Sec. 

243.1  Finding  of  the  Commission. 

243  2  Regulations. 

2433  Registration. 

Authohity:  49  Stat.  1985,  as  amended,  sec. 
217.  56  Stat.  171;  46  U.  S.  C.  Sup.  1127. 

§  243.1  Finding  of  the  Commission. 
The  Commission  finds  that  it  is  appro- 
priate in  the  public  interest  that  cargoes 
exported  pursuant  to  the  Foreign  As- 
sistant Act  of  1948  and  other  statutes 
providing  for  the  relief  and  rehabilita- 
tion of  Foreign  countries,  shall  be  for- 
warded through  the  facilities  of  private 
freight  forwarders,  in  acdordance  with 
the  rules  set  forth  in  this  part. 

5  243.2  Regulatiqns.  Pursuant  to 
S  243.1.  the  following  regulations  are 
published  and  shall  be  applicable  to  all 
public  and  private  agencies  and  persons 
engaged  in  the  procurement,  shipment, 
transportation  and  storage  of  all  prod- 
ucts supplied  and  shipped  abroad  from 
the  United  States  pursuant  to  the  afore- 
mentioned Foreign  Assistance  Act  of 
1948  and  other  foreign  relief  and  re- 
habilitation statutes. 

(a)  Use  of  private  freight  forwarders. 
The  aforementioned  agencies  and  per- 
sons shall  use  the  services  of  private 
freight  forwarders  for  the  forwarding  of 
such  supplies  in  accordance  with  ordi- 
nary commercial  practice,  except  where 
emergency  conditions  make  such  use  im- 
possible. 
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(b)  Selection  from  list  of  registrants. 
The  agencies  and  persons  concerned 
shall  select  freight  forwarders  to  forward 
such  export  cargoes  only  from  lists  of 
forwarders  heretofore  or  hereafter  pre- 
pared by  the  Maritime  Commission. 
Such  listing  merely  indicates  registra- 
tion and  does  not  indicate  approval  or 
recommendation  of  the  individual  for- 
warders listed  by  the  Commission. 

(c)  Brokerage  and  forwarding  fees: 
restrictions.  No  person  (which  term  in- 
cludes Individuals,  partnerships,  cor- 
porations and  associations)  shall  collect 
brokerage  or  forwarding  fees  for  for- 
warding service  to  any  cargoes  shipped 
pursuant  to  the  Foreign  Assistance  Act 
of  1948.  or  other  foreign  relief  and  re- 
habilitation statutes,  in  which  he  has  any 
beneficial  interest,  direct  or  indirect,  or 
for  which  he  shall  receive,  directly  or  in- 
directly, freight  charges  for  services  as  a 
carrier.  A  person  shall  be  deemed  to 
have  a  beneficial  interest  in  a  cargo  if 
such  person  or  any  stockholder,  owner, 
officer  or  employee  thereof  shall  own,  or 
have  any  financial  or  proprietary  inter- 
est in  the  cargo  or  any  part  thereof. 

(d»   Foreign-owned   forwarders.     Any 
person   <as  above  defined)    engaged  in 
freight  forwarding  not  a  citizen  of  the 
United  States  within  the  definition  of 
citizen  of  the  United  States  contained  in 
U.  S.  Code,  Title  46.  section  802,  shall  be 
designated  as  a  '"foreign  owned"  freight 
forwarder.     Foreign  owned  freight  for- 
warders   shall    not    receive    or    collect 
brokerage  or  forwarding  fees  on  cargoes 
shipp)ed  pursuant  to  the  Foreign  Assist- 
ance Act  of  1948.  and  other  relief  and 
rehabilitation  statutes,  to  any  country 
receivinic  assistance  under  such  statutes, 
aggregating  in  any  period  of  three  suc- 
cessive calendar  months  a  larger  per- 
centage of  the  forwarder's  gross  reve- 
nues  received    for   forwarding   services 
during  such  period  than  the  percentage 
represented  by  the  ratio  between  the  for- 
warder's gross  revenues  from  forwarding 
shipments  to  the  same  country  and  his 
gro.ss  revenues  from  forwarding  to  all 
countries  received  during  the  year  ended 
March  31.  1948.     Foreign  owned  freight 
forwarders  who,  or  whose  predecessors, 
were  established  in  the  United  States 
subsequent  to  September  3, 1939  shall  not 
be  permitted  to  service  cargoes  shipped 
under  the  Foreign  Assistance  Act  of  1948, 
and  other  relief  and  rehabilitation  car- 
goes and  shall  not  be  paid  brokerage  or 
other   forwarding   fees   for   services   to 
such  cargo. 

Example.  Between  September  3.  1938  and 
September  3.  1939  a  lorelgn-owned  for- 
warder received  $1,000  In  fees  and  brokerage 
on  cargo  forwarded  to  Belgium,  and  his 
gross  revenues  during  the  same  period  from 
all  forwarding  services  was  $10,000.  The 
ratio  Is  10^-.  He  may  not  hereafter,  during 
any  three-month  period,  receive  more  than 
10  To  of  his  gross  Income  during  such  period 
on  relief  cargo  forwarded  to  Belgium. 

(e>  Sharing  of  compensation;  restric- 
tions. No  forwarder  shall  share  any 
part  of  his  compensation  derived  from 
the  forwarding  of  relief  cargoes,  with 
any  foreign  government,  or  with  any 
person,  corporation  or  association  di- 
rectly or  indirectly  representing  any  such 
foreign  government. 


(f)  Compensation  governed  by  com- 
mercial practices.  Compensation  of 
freight  forwarders  for  E.  C.  A.  shipments 
moving  through  normal  commercial 
channels  shall  be  in  accordance  with  the 
usual  commercial  practices  in  the  ports 
involved. 

(g)  Sanctions.  Any  forwarder  who 
fails  to  comply  with  the  foregoing  regu- 
lations, or  who  fails  to  submit  the  in- 
formation required  by  the  Commission, 
or  who  submits  false  or  misleading 
information  shall  be  refused  listing 
or  stricken  from  the  list  of  eligible 
forwarders. 

§  243.3  Registration.  Pursuant  to 
section  217  of  the  Merchant  Marine  Act 
of  1936.  as  amended,  the  Commission 
finds  that  it  is  necessary  and  appropriate 
in  the  public  interest  that  all  freight  for- 
warders desiring  to  have  their  names 
included  in  the  lists  of  forwarders  eligible 
to  forward  cargoes  exported  pursuant  to 
the  Foreign  Assistance  Act  of  1948  and 
other  statutes  providing  for  the  relief 
and  rehabilitation  of  foreign  countries 
shall  notify  the  Commission  of  their  de- 
sire to  participate  in  the  forwarding  of 
such  cargoes,  and  shall  furnish  under 
oath  to  the  Commission  the  following 
information  called  for  by  Items  (1)  to 
ill>  and  shall  make  the  certifications 
under  oath,  called  for  by  item  (12 ) .  The 
Commission  may  at  any  time  call  for 
additional  information. 

(1)  Name:   (i»  Whether  6orporatlon, 
partnership  or  individual  ownership, 
(ii)  Address  of  main  office. 
(iii  I   Addresses  of  any  branch  offices  In 
the  United  States  and  name  under  which 
each  office  is  operated. 

<lv>  Date  established  under  above 
name  or  any  other  name. 

(v)  Names  and  citizenship  of  princi- 
pal stockholders,  owners  or  officers. 

(2»  Number  of  employees  in  each 
office  handling  foreign  freight  forward- 
ing work  and  matters  immediately  re- 
lating thereto. 

(31  Average  number  of  bills  of  lading 
and  average  tonnage  forwarded  abroad 
per  month  by  each  office  during  Octo- 
ber. November  and  December  1947. 

(4)  Gross  income  during  October.  No- 
vember and  December  1947  from  for- 
warding of  export  freight,  indicating 
amounts  derived  from  forwarding  fees 
and  amounts  derived  from  brokerage. 

(5)  Do  you  specialize  in  forwarding 
particular  commodities? 

(I)   If  so.  what  commodities? 

(6»  Do  you  specialize  in  forwarding 
In  particular  trades  or  to  particular  des- 
tinations? 

(i)  If  so,  what  trades  and  destina- 
tions? 

(7)  What  experience  have  you  had  in 
forw^arding  of  Government  cargoes? 

(8)  Any  special  or  additional  facts  you 
consider  relevant  to  this  application. 

(9)  Is  the  stock  or  other  indices  of 
ownership  of  the  registrant  forwarder 
directly  or  indirectly  beneficially  owned 
by  persons  not  citizens  of  the  United 
States?     If  so.  to  what  extent? 

(10)  Is  the  registrant  corporation, 
partnership  or  association  a  citizen  of 
the  United  States  as  defined  by  U.  S. 
Code.  Title  46.  section  802? 


Wednesday,  May  4,  1949 

(11)  If  the  answer  to  question  10 
is  in  the  negative,  the  forwarder  shall 
furnish  the  Commission  a  statement  of 
its  total  gro.ss  revenue  from  forwarding 
received  during  the  period  from  Sep- 
tember 3.  1938  to  September  3.  1939  and 
a  statement  of  Its  gross  revenues  re- 
ceived from  forwarding  cargoes  shipped 
during  that  period  to  each  of  the  na- 
tions receiving  aid  under  the  Foreign 
Assistance  Act  of  1948  and  other  relief 
and  rehabilitation  statutes.  Foreign 
owned  freight  forwarders  shall  also  sub- 
mit every  three  months  a  statement  of 
their  gross  revenues  received  during  that 
period  and  the  total  gross  revenues  re- 
ceived from  forwarding  cargoes  to  each 
of  the  nations  receiving  aid  under  the 
aforementioned  statutes,  which  cargoes 
were  directly  or  Indirectly  paid  for  by 
funds  furnished  pursuant  to  the  afore- 
mentioned statutes;  such  statement  shall 
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be  furnished  not  later  than  the  15th  day 
of  January.  April.  July  and  October  for 
the  preceding  3  calendar  months. 

(12)  Every  freight  forwarder  who  reg- 
isters hereunder  shall  be  required  to  ex- 
ecute the  following  certification : 

(1)  No  stockholder,  owner,  officer  or 
employee  of  the  registrant's  firm  has  or 
shall  have,  to  the  best  of  the  registrant's 
knowledge,  information  and  belief,  any 
beneficial  interest  direct  or  indirect  in 
any  cargoes  shipped  pursuant  to  the 
Foreign  As-^^istance  Act  of  1948  or  other 
relief  and  rehabilitation  statutes  upon 
which  brokerage  or  forwarding  fees  are 
or  shall  be  collected. 

(ii)  No  forwarding  fees  or  brokerage 
shall  be  collected  by  the  undersigned  for- 
warder on  any  cargoes  on  which  any 
.'Stockholder,  owner,  officer  or  employee  is 
known  to  have  any  beneficial  interest  di- 
rect or  Indirect,  or  on  any  cargoes  on 
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which  the  forwarder  or  any  ."stockholder, 
owner,  officer  or  employee  shall  receive 
reimbursement  for  services  as  a  carrier. 
(13)  Before  registering  any  forwarder 
under  this  section,  the  Commission  will 
request  written  clearance  of  such  for- 
warder by  the  Office  of  International 
Trade,  U.  S.  Department  of  Commerce, 
stating  that  such  Office  knows  of  no  rea- 
son why  such  forwarder  should  not  be 
registered  as  eligible  to  forward  foreign 
relief  cargoes  exported  pursuant  to  the 
Foreign  Assistance  Act  of  1948.  or  other 
statutes  providing  for  the  relief  and  re- 
habilitation of  foreign  countries. 

Dated:  April  19.  1949. 

By  the  Commission. 


[sea|,1 


A.  J.  Willums. 
Secretary. 


|F.    R.    Doc.    49  3471;    Filed,    May    t.    1949; 
8:53  a.  m.| 
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DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

ICX3FR  49-16) 

Terbanation  of  Approval  of  Equipment 

By  virtue  of  the  authority  vested  In 
me  as  Commandant.  United  States  Coast 
Guard,  by  R.  S.  4405  and  4491,  as  amend- 
ed: 46  U.  S.  C.  375.  489;  and  section  101 
of  Reorganization  Plan  No.  3  of  1946;  11 
F.  R.  7875,  60  Stat.  1097.  46  U.  S.  C.  1; 
as  well  as  the  additional  authorities  cited 
with  specific  Items  below,  the  following 
approvals  of  equipment  are  terminated 
because  the  Items  of  equipment  covered 
are  no  longer  being  manufactured: 

BOILERS,  HEATING 

Termination  of  Approval  No.  162.003/ 
7/0,  Crane  Sectional  cast  Iron  heating 
boiler,  Dwg.  No.  16313;  maximum  work- 
ing pressure  15  pounds  per  square  inch, 
manufactured  by  Crane  Co..  836  South 
Michigan  Avenue,  Chicago  5.  111.  (Ap- 
proved July  31.  1947.) 

Termination  of  Approval  No.  162.003/ 
10/0.  Pin  type  cast  Iron  heating  l)oiler; 
maximum  working  pressure  15  pounds 
per  square  inch,  manufactured  by  Crane 
Co..  836  South  Michigan  Avenue.  Chi- 
cago 5.  111.  '  (Approved  July  31,   1947.) 

Termination  of  Approval  No.  162.003/ 
48  0.  Crane  Series  110  cast  iron  heating 
boiler.  Circular  Nos.  AD-1316  and  1319; 
maximum  working  pressure  15  pounds 
per  square  Inch,  manufactured  by  Crane 
Co.,  836  South  Michigan  Avenue,  Chi- 
cago 5.  m.     (Approved  July  31.  1947.) 

(R.  S.  4417a.  4418.  4426,  4433.  4434.  49 
Stat.  1544.  54  Stat.  346.  and  sec.  5  (e). 
55  Stat.  244,  as  amended;  46  U.  S.  C.  367, 
391a,  392.  404.  411,  412,  1333,  50  U.  8.  C. 
1275,  46  CFR  Part  52) 

INDICATORS.  BOILER  WATER  LEVEL,  SECOND- 
ART  TYPE 

Termination  of  Approval  No.  162  025/ 
34/0,  Model  No.  E-35.  Dwg.  No.  B-6210; 
Reliance  Eye-Hye  secondary  boiler  water 
No.  8S 3 


gauge,  remote  reading  level  Indicator; 
manufactured  by  The  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland,  Ohio.  (Approved  March  25, 
1948.) 

'R.  S.  4417a,  4418,  4426,  4433,  49  Stat. 
1544.  54  Stat.  346,  and  sec.  5  (e) .  55  Stat. 
244.  as  amended;  46  U.  S.  C.  367.  391a. 
392.  404,  411,  1333,  50  U.  S.  C.  1275;  46 
CFR  Part  52) 

CONDITICNS  OF  TERMINATION  OF  APPROVALS 

The  termination  of  approvals  of 
equipment  made  by  this  document  shall 
be  made  effective  upon  the  thirty-first 
day  after  the  date  of  publication  of  this 
document  in  the  Federal  Register. 
Notwithstanding  this  termination  of  ap- 
proval on  any  Item  of  equipment,  such 
equipment  manufactured  before  the 
eflfective  date  of  termination  of  approval 
may  be  used  on  merchant  vessels  so  long 
as  it  Is  in  good  and  serviceable  condition. 

Dated:  April  27,  1949. 

IsEALl  J.  P.  Farley, 

Admiral.  U.  S.  Coast  Guard, 
Commandant. 

[F.    R.    Doc.    49-3514;    Filed,    May    8.    1949; 
9:04  a.  m.l 


CIVIL  SERVICE  COMMISSION 
Fair  Employment  Board 

Organization 

1.  Establishment.  The  Fair  Employ- 
ment Board  was  established  by  the  Civil 
Service  Commission  pursuant  to  Execu- 
tive Order  9980  of  July  26.  1948  (3  CFR. 
1948  Bupp.) 

2.  Members  of  the  Board.  The  Board 
Is  composed  of  not  less  than  seven  mem- 
bers selected  and  appointed  by  the  U.  S. 
ClvU  Service  Commission. 

3.  Officers,  (a)  The  permanent  offi- 
cers of  the  Board  consist  of  a  Chairman 
and  an  Executive  Secretary.  In  the 
event  of  the  absence  of  or  the  inability 


of  the  Chairman  to  act  he  may  designate 
a  member  to  act  as  Chairman  pro  tem. 

<b)  The  Chairman  performs  all  the 
duties  usually  pertaining  to  the  office  of 
Chairman,  including  preparation  of 
agenda,  convening  the  Board,  presiding 
at  Board  meetings  and  exercising  general 
supervision  over  the  administrative  work 
of  the  Board.  He  appoints  any  neces- 
sary committees  and  may  serve  as  ex- 
officio  chairman  of  such  committees;  he 
signs  such  correspondence  and  reports  as 
he  may. elect,  and  reviews  publicity  re- 
leases;, he  represents  the  Board  during 
the  interim  between  meetings  of  the 
Board  and  performs  such  other  duties  as 
may  be  neces.=;ary  to  the  proper  function- 
ing and  admini.stration  of  the  Board. 

<c)  The  Executive  Secretary,  under 
the  general  direction  of  the  Chairman, 
is  responsible  for  the  supervision  of  the 
administrative  work  of  the  Board  and 
the  direction  of  the  staff.  He  aids  and 
assists  members  of  the  Board  as  may  be 
necessary  in  connection  with  the  per- 
formance of  their  duties. 

5.  Publicity.  Publicity  relesises  of  the 
Board  are  issued,  after  review  by  the 
Chairman,  through  the  Civil  Service 
Commission's  Information  Officer.  The 
Board  as  a  whole  decides  upon  the  scope 
and  nature  of  the  publicity  to  be  issued. 

6.  Authority  and  resjxynsibility  of  the 
Board.  <&)  Executive  Order  9980  places 
a  twofold  obligation  on  the  Board, 
namely, 

<1)  To  entertain  appeals  Involving 
discrimination  and  make  recommenda- 
tions thereon,  and 

<2)  To  advise  with  and  a.'^slst  the  de- 
partments in  carrying  out  a  fair  employ- 
ment program  directed  toward  the  elimi- 
nation of  discrimination  In  the  executive 
branch  of  the  Federal  service  in  the  first 
Instance. 

(b)  To  carry  out  its  obligations  the 
Board  has  authority  and  responsibility: 

(1)  To  accept  appeals  involving  dis- 
crimination from  decisions  made  by 
heads  of  departments  and  to  make  rec- 
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ommendations  thereon  to  the  heads  of 
the  departments; 

(2)  To  report  to  the  President  when 
the  recommendations  of  the  Board  are 
not  fully  and  promptly  carried  out; 

(3)  To  make  all  necessary  rules  and 
regulations,  consistent  with  Executive 
Order  9980,  in  consultation  with  the  Civil 
Service  Commission,  for  carrying  out  the 
Board's  duties  and  responsibilities; 

(4)  To  advise  all  departments  on 
problems  and  policies  relating  to  fair  em- 
ployment practices; 

(5)  To  coordinate  the  fair  employ- 
ment policies  and  procedures  of  the  sev- 
eral departments; 

(6)  To  disseminate  Information  perti- 
nent to  the  fair  employment  program; 

(7)  To  secure  from  the  departments 
all  information  needed  for  the  review  of 
personnel  actions  or  for  the  compilation 
of  reports; 

(8)  To  make  reports  and  recommen- 
dations from  time  to  time  to  the  Civil 
Service  Commission  for  transmittal  to 
the  President  as  may  be  necessary  to  the 
maintenance  of  the  fair  employment 
program; 

(9>  To  request  the  services  of  the  va- 
rious divisions  and  regions  of  the  Civil 
Service  Commission  through  the  office 
of  the  Executive  Director  and  Chief 
Examiner. 

Pair  Employment  Board, 
United  States  Civil  Serv- 
ice Commission, 
Ladell  C.  Lawhorn, 

Executive  Secretary. 

|F.    R.    Doc.    49-3473:    Filed,    May    3.    1949; 
8;52  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Nos.  8062,  8116,  9213.  92141 

Crescent  Bay  Broadcasting  Co.  et  al. 

ORDER  continuing  HEARING 

In  re  applications  of  Crescent  Bay 
Broadcasting  Company.  Santa  Monica, 
California.  Docket  No.  8062.  File  No. 
BP-5589;  Balboa  Radio  Corporation 
(KLIK).  Escondido,  California,  Docket 
No.  8116.  Pile  No.  BP-5622;  Elpier  Gla.<^er; 
Ray  A.  Wilcox.  David  Rorich.  Jr..  Hyman 
Gla.ser  and  Max  Glaser,  d  b  as  Oceanside 
Broadcasting  Company,  Oceanside,  Cal- 
ifornia, Docket  No.  9213,  File  No.  BP- 
5772;  Centinela  Valley  Broadcasting 
Company,  Inglewood,  California,  Docket 
No.  9214,  Pile  No.  BP-6176;  for  construc- 
tion permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tions for  April  21,  1949.  at  Escondido, 
California,  April  22.  1949,  at  Oceanside, 
California,  April  25,  1949,  at  Santa 
Monica,  California,  and  April  27,  1949, 
at  Inglewood,  California;  and 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered,  This  8th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  to  10:00  a.  m., 
Thursday.  May  26,  1949.  at  Escondido. 


NOTICES 

California,  Friday.  May  27,  1949.  at 
Oceanside.  California.  Tuesday.  May  31, 
1949,  at  Santa  Monica,  California,  and 
Wednesday,  June  1,  1949,  at  Inglewood, 
California. 

Federal  Communications 
Commission, 
[SIAL]         T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-3488:    Piled,    May    3,    1949; 
9:00  a.  m.] 


[Docket  Nos.  8178.  9190] 

Steel  City  Broadcasting  Co. 
AND  Radio  Station  WGES 

order  scheduling  hearing 

In  re  applications  of  George  M.  Whit- 
ney, Caroline  L.  Whitney  and  Frederick 
Peyling.  6,h  as  Steel  City  Broadcasting 
Company,  Gary,  Indiana,  Docket  No. 
8178,  File  No.  BP-5681;  John  A.  Dyer. 
V.  L.  Chrlstoph,  E.  M.  Hinzman.  P.  A. 
Ringwald  and  W.  P.  Moss,  d/b  as  Radio 
Station  WGES  (WGES».  Chicago.  Illi- 
nois. Docket  No.  9190.  Pile  No.  BP-6700; 
for  constiTJctlon  permits. 

The  Commission  has  before  It  the 
above-entitled  applications,  the  hearing 
on  which  had  been  continued  pending 
action  on  the  applicants'  petition  for  re- 
consideration and  grant  without  hear- 
ing; and 

It  appearing,  that  on  April  6,  1949,  the 
Commission  denied  the  said  petition  for 
reconsideration  and  grant. 

It  is  ordered,  This  15th  day  of  April 
1949,  that  the  hearing  upon  the  above- 
entitled  applications  is  scheduled  for 
10:00  a.  m..  Tuesday.  May  17.  1949.  at 
Washington,  D.  C. 

FEDERAL  Communications 
Commission, 
.[seal]        T.J.  Slowie. 

Secretary. 

(P.    R.    Doc.    49-3499:    Filed.    May    3.    1949; 
0:01  a.  m.| 


[Docket  Nob.  8202,  8887 1 

Metropolitan  Broadcasting  Co.  of  Mil- 

W.AUKEE  AND  ROCK  RiVER  VaLLEY  BROAD- 
CASTING Co. 

ORDER  CONTINUING  HEARING 

In  re  applications  of  Metropolitan 
Broadcasting  Company  of  Milwaukee 
Whitefish  Bay,  Wisconsin;  Docket  No. 
8202;  Pile  No.  BP-5755;  Rock  River  Val- 
ley Broadcasting  Company.  Watcrtown, 
Wisconsin.  Docket  No.  8887,  Pile  No.  BP- 
6538;  for  construction  permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tions for  April  28,  1949,  at  Wash- 
ington, D.  C;  and 

It  appearing,  that  the  pubic  Interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered.  This  22d  day  of  April 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  is  continued  to  10:00  a.  m.. 


Tuesday.  May  10.  1949.  at  Washington, 
D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. - 
Secretary. 

(P.    R.    Doc.    49-3503:    Piled    May    3,    1949; 
9:02  a.  m.) 


[Docket  No.  8298 1 
R.  I.  Broadcasting  Co.  (WRIB) 

ORDER  continuing  HEARING 

In  re  application  of  R.  I.  Broadcasting 
Company  <WRIB».  Providence.  Rhode 
Island.  Docket  No.  8298.  Pile  No.  BMP- 
2479;  for  modification  of  construction 
permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  April  18,  1949.  at  Washington, 
D.  C;  and 

It  appearing,  that  on  March  14,  1949, 
the  applicant  filed  a  petition  for  imme- 
diate grant  of  its  application; 

It  is  ordered,  This  12th  day  of  April 
1949.  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  to  10:00  a.  m.. 
Friday,  June  3.  1949.  at  Washington. 
D.  C. 

Federal  Communications 
Commission, 

[seal]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49  3493;    Filed.    May    3.    1949; 
9:01  a.  m.| 


[Docket  Nos.  8553,  9290] 

8.  H.  Patterson  (KVAK)  et  al. 
order  scheduling  hearing. 

In  re  application  of  S.  H.  Patterson 
(KVAK».  Docket  No.  9290.  Pile  No.  BL- 
3433;  for  license  to  cover  the  construc- 
tion permit  <File  No.  BP-4317)  for  Sta- 
tion KVAK.  Atchison,  Kansas;  S.  H. 
Patterson  (Assignor).  Albert  Alvin  Al- 
mada  (assignee*.  Docket  No.  8553.  Pile 
No.  BAPLr-23 ;  for  consent  to  the  assign- 
ment of  license  for  Station  KVAK. 

The  Commission  has  before  it  the 
the  above-entitled  applications,  the 
hearing  on  which  had  been  continued 
pending  action  on  the  applicant's  peti- 
tion for  reconsideration  and  grant  with- 
out hearing;  and 

It  appearing,  that  on  April  13, 1949,  the 
Commission  denied  the  said  petition  for 
reconsideration  and  grant; 

It  is  ordered.  This  22d  day  of  April 
1949.  that  the  hearing  upon  the  above- 
entitled  applications  be  scheduled  for 
10:00  a.  m..  Tuesday.  June  7.  1949.  at 
Washington.  D.  C. 

Federal  Communications 
Commission, 
[sial]        T.  J.  Slowie. 

Secretary. 

[P.    R.    Doc.    49-3502;    Piled.    May    3,    1949; 
9:02  a.  m.| 


Wednesday,  May  4,  1949 

[Docket   No8.    8553,   93901 

8.  H.  Patterson  'KVAK)  rr  al. 

order  designating  application  roR  con- 
solidated hearing  on  stated  issues 

In  re  application  of  S.  H.  Patterson 
(KVAK).  Docket  No.  9290,  Pile  No. 
BL-3433;  For  license  to  cover  the  con- 
struction permit  'File  No.  BP-4317)  for 
Station  KVAK.  Atchison.  Kansas;  S.  H. 
Patterson.  Assignor.  Albert  Alvin  Almada, 
Assignee.  Docket  No.  8553.  Pile  No. 
BAPL-23 ;  For  cOn.<:ent  to  the  a.ssignment 
of  license  for  Station  KVAK. 

At  a  session  of  the  Federal  Communl- 
ratlons  Commission  held  at  its  offices  In 
Washington.  D.  C.  on  the  13th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tions and  a  petition,  filed  December  7. 
1948.  by  the  assignor  and  proposed  as- 
signee, requesting  that  the  Commission 
reconsider  and  grant  without  hearing 
their  above-entitled  application  for  con- 
sent to  the  assignment  of  license  and 
construction  permit  for  Station  KVAK. 
Atchison.  Kansas; 

It  appearing,  that  the  above-entitled 
application  for  con.sent  to  the  a.ssign- 
ment was  on  October  14. 1947.  designated 
for  hearing  to  permit  inquiry  into  the 
contractual  arrangements  between  the 
a.ssignor  and  assignee  and  to  determine 
whether  a  grant  of  the  proposed  assign- 
ment would  give  approval  to  trafficking 
in  frequencies  or  licensed  privileges;  and' 

II  further  appearing,  that  the  instant 
petition  requesting  reconsideration  of 
the  Commission's  action  of  October  14. 
1947,  designating  the  assignment  appli- 
cation for  hearing  and  grant  of  that  ap- 
plication without  hearing  Indicates  that 
capital  improvements  made  in  the  Sta- 
tion KVAK  facilities  have  Increased  the 
value  of  the  properties  being  assigned, 
but  does  not  give  the  Commi.sslon  the 
full  information,  contemplated  by  the 
first  issue  in  the  original  order  of  desig- 
nation, on  the  contractual  arrangements 
between  the  parties;  and 

It  further  appearing,  that  information 
now  In  the  povssesslon  of  the  Commission 
indicates  that  the  assignee  may  have 
a.ssumed  control  of  Station  KVAK  with- 
out Commission  consent ;  and 

It  further  appearing,  that  a  construc- 
tion p>ermit  to  change  frequencies  for 
Station  KVAK  and  to  increase  power  was 
granted  to  S.  H.  Patterson  on  April  28, 
1947.  and  that  inquiry  into  the  question 
of  a  possible  premature  acquisition  of 
control  of  Station  KVAK  by  Albert  Alvin 
Almada  may  affect  the  pending  applica- 
tion for  license  (Pile  No.  BL-3433)  to 
cover  the  above  construction  permit; 

It  is  ordered,  That  the  instant  petition 
requesting  reconsideration  of  the  order 
designating  for  hearing  the  above- 
entitled  application  for  consent  to  the 
assignment  of  Station  KVAK  and  grant 
of  said  application  Ulthout  hearing  be 
denied;  and 

It  is  further  ordered.  That  the  above- 
entitled  application  for  license  (Pile  No. 
BL-3433)  to  cover  the  outstanding  con- 
struction permit  for  Station  KVAK  be 
designated  for  hearing  in  a  consolidated 
proceeding  with  the  application  for 
Commission  consent  to  the  assignment  of 
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license  for  Station  KVAK.  and  that  the 
Issues  In  the  consolidated  proceeding 
shall  be  as  follows: 

1.  To  obtain  full  information  as  to 
arrangements  between  the  parties  with 
reference  to  purchase  of  the  station  in- 
volved including  the  value  of  the 
properties  to  be  conveyed  and  the  price 
to  be  paid  therefor  and  whether  approval 
of  these  arrangements  would  be  in  the 
public  Interest. 

2.  To  determine  whether  approval  of 
the  proposed  transfer  would  give  ap- 
proval to  trafficking  in  frequencies  or 
licensed  privileges. 

3.  To  determine  whether  the 
authorizations  granted  to  S.  H.  Patter- 
.'^on.  or  the  rights  and  responsibilities 
incident  thereto,  have  been  in  any  man- 
ner, either  directly  or  indirectly  trans- 
ferred, assigned  or  disposed  of  without 
the  consent  of  the  Commission,  as  re- 
quired by  the  Communications  Act  of 
1934,  as  amended,  and  particularly  sec- 
tions 309<a) .  310(b)  and  319(b)  thereof. 

4.  To  determine  whether,  in  view  of 
the  facts  adduced  under  the  foregoing 
i.ssues.  the  public  Interest,  convenience 
or  necessity  would  be  served  by  a  grant 
of  the  above-entitled  applications  for 
license  to  cover  the  outstanding  con- 
struction permit  for  Station  KVAK  and 
for  consent  to  the  assignment  of  license 
to  Albert  Alvin  Almada, 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|F     R.    Doc.    49  3487:    Filed,    May    3,    1949; 
9:00  a.  m.] 


[Docket  No.  8579) 

Floral  City  Broadcasting  Co. 

order  continotng  hearing 

In  re  application  of  Edward  T.  Dillon 
and  Matthew  A.  Vance,  a  partnership, 
d  b  as  Floral  City  Broadcasting  Com- 
pany, Monroe.  Michigan,  Etocket  No.  8579. 
Pile  No.  BP-6167;  for  construction 
permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  14.  1949,  by 
the  applicant  in  the  above-entitled  pro- 
ceeding, requesting  a  continuance  of  this 
hearing  which  Is  presently  scheduled  for 
April  21.  1949; 

It  is  ordered.  This  19th  day  of  April 
1949.  that  the  petition  is  granted;  and 
that  the  hearing  in  the  above-entitled 
proceeding  is  continued  to  10:00  a.  m., 
Tuesday,  June  21.  1949.  at  Washington, 
D.  C. 

Federal  Communications 
Commission. 

[seal]        T.  J.  Slowie. 

Secretary. 

|F.    R.    Doc.    49-3500;    Filed,    May    8,    1949; 
8:01  a.  m.] 
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Docket  No.  8594,  Pile  No.  BP-6406;  for 
construction  permit. 

The  Commission  having  imder  consid- 
eration a  petition  filed  April  21,  1949.  by 
News  Publishing  Company.  Rome.  Geor- 
gia, requesting  a  30-day  continuance  of 
the  hearing  presently  scheduled  for 
April  27.  1949,  at  Washington.  D.  C,  upon 
Its  above-entitled  application  for  con- 
struction permit; 

It  is  ordered.  This  25th  day  of  April 
1949.  that  the  petition  is  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  is  continued  to  10:00  a.  m., 
Tuesday,  May  31,  1949.  at  Washington. 
D.  C. 

Federal   Communicati  ns 
Commission, 

[SEAL]         T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49  3506;    Filed.    Mr.y    8.    19 i9; 
9:02  a.  m] 


[Docket  No8.  8615.  8932] 

United  Nations  Broadcasting  Corp.  and 
El  Camino  Broadc.'.sting  Co. 

order  continthng  hearing 

In  re  applications  of  United  Nations 
Broadcasting  Corporation,  San  Fer- 
nando. California,  Docket  No.  8615.  Pile 
No.  BP--6243;  W.  J.  Ravenscroft,  M.  E, 
Pollard  and  T.  C.  Carrell,  a  partnership, 
d  b  as  El  Camino  Broadcasting  Com- 
pany. San  Fernando,  California,  Docket 
No.  8932,  File  No.  BP-6656;  for  construc- 
tion permits. 

The  Commis.sion  having  under  consid- 
eration a  petition  filed  April  7,  1949.  by 
United  Nations  Broadcasting  Corpora- 
tion. San  Fernando.  California,  request- 
ing that  the  hearing  upon  the  above-en- 
titled applications  for  construction  per- 
mits, presently  scheduled  for  May  2, 
1949,  at  Washington,  D.  C.  be  post- 
poned until  June  2,  1949.  and  that  the 
place  of  hearing  be  changed  to  either 
San  Fernando,  or  Los  Angeles.  Cali- 
fornia ; 

It  is  ordered.  This  22d  day  of  April 
1949.  that  the  petition  is  granted;  that 
the  hearing  upon  the  above-entitled  ap- 
plications is  continued  to  10:00  a.  m.. 
Monday.  June  20,  1949.  and  that  the 
place  of  hearing  upon  the  above-entitled 
applications  is  changed  to  San  Fernando, 
California. 

Federal  Communicatio;;s 
Commission, 
[SEAL]        T.J.  Slowie. 

Secretary. 

[F.    H.    Doc.    49-3501;    Filed,    May    8,    1949; 
9:02  a.  m.] 


[Docket  No.  8594) 

News  Publishing  Co.  (WLAQ) 

order  continuing  hearing 

In  re  application  of  News  Publishing 
Company     (WLAQ),     Rome,     Georgia, 


[Docket  Nos.  8638,  8842,  9174.  9223) 

Winchester  Broadcasting  Corp.  et  al. 

ORDER  continuing  HEARING 

In  re  applications  of  Winchester 
Broadcasting  Corporation,  Winchester. 
Virginia.  Docket  No.  8638,  File  No.  BP- 
6187;  Richard  Field  Lewis.  Jr.  (WINC), 
Winchester.  Virginia.  Docket  No.  8842, 
File  No.  BP-6242;  for  construction  per- 
mits;   and    Richard    Field    Lewis;    Jr. 


k.i^>Ti^ce 


Wpftnpsffnii.    Mnii  i     1Q1Q 


FPnrPAl     PCmCTCD 


OOAA 


2208 

(WINC-FM).  Winchester.  Virginia. 
Docket  No.  9174.  Pile  No.  BRH-54;  Fred- 
ericksburg Broadcasting  Corporation 
(WFVA),  Fredericksburg.  Virginia. 
Docket  No.  9223.  Pile  No.  BR-1011;  for 
renewals  of  licenses. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  11,  1949,  by 
Richard  Field  Lewis,  Jr..  Winchester, 
Virginia,  requesting  a  continuance  of  the 
hearing  presently  scheduled  for  April  18, 
1943.  upon  the  above-entitled  pro- 
ceeding; 

It  is  ordered.  This  15th  day  of  April 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  be  continued  to  10:00 
a.  m..  Tuesday,  June  21,  1949,  at  Wash- 
ington. D.  C. 

Federal  Communications 
Commission, 
[seal!        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-3498;    Filed,    May    8.    1949; 
9:01  a.  m.J 


(Docket  No.  87121 
Enid  Radiophone  Co.  (KCRC) 

ORDER  continuing  HE.\RING 

In  re  application  of  Enid  Radiophone 
Company  (KCRC.  Enid.  Oklahoma, 
Docket  No.  8712.  Pile  No.  BP-6255;  for 
construction  permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  12.  1949.  by 
Enid  Radiophone  Company  <KCRC>, 
Enid.  Oklahoma,  requesting  a  60-day 
continuance  of  the  hearing  presently 
scheduled  for  May  5.  1949.  at  Washing- 
ton. D.  C.  upon  the  above-entitled  ap- 
plication for  construction  permit; 

It  i-s  ordered.  This  15th  day  of  April 
1949.  that  the  petition  be  granted;  and 
that  the  hearing  in  the  proceeding  upon 
the  above-entitled  application  be  con- 
tinued to  10:00  a.  m..  Tuesday,  July  5, 
1949.  at  Washington.  D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

IP.    R.    Doc.    49-3494;    Filed,    May    3.    1949; 
9:01  a.  m.l 


NOTICES 

entitled  application  is  continued  to  10:00 
a.  m.,  Monday.  May  9,  1949.  at  Green- 
wich. Connecticut. 


I  Docket  No.  87161 
Greenwich  BRO.^DCASTING  Corp. 

ORDER  CONTINUING  HEARING 

In  re  application  of  Greenwich  Broad- 
casting Corporation.  Greenwich.  Con- 
necticut. Docket  No.  8716.  Pile  No.  BP- 
6315;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  April  28.  1949,  at  Greenwich, 
Connecticut;  and 

It  appearing,  that  on  January  10.  1949. 
the  applicant  filed  a  petition  to  delete 
issues,  and  to  change  the  place  of  hearing 
to  Washington.  D.  C:  and  that  the  said 
petition  has  not  been  acted  upon  by  the 
Commission ; 

It  is  ordered.  This  22d  day  of  April 
1949,  that  the  hearing  upon  the  above- 


[SEAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


IF.    R.    Doc.    49-3504;    Filed,    May    3,    1949; 
9:02  a.  m.) 


IDocket  No.  8779] 

Burlington -Gr.aham  Broadcasting  Co. 

(WFNS) 

order  continuing  HEARING 

In  re  application  of  Burlington- 
Graham  Broadcasting  Company 
(WFNS)  Burlington,  North  Carolina, 
Docket  No.  8779,  Pile  No.  BP-6194;  for 
construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  April  28,  1949.  at  Washington. 
D.  C;  and 

It  appearing,  that  on  April  5.  1949.  the 
applicant  filed  a  petition  for  grant  with- 
out a  hearing; 

It  is  ordered,  This  8th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  Indefinitely, 
pending  action  on  the  said  petition  for 
grant  without  a  hearing. 


[SEAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


[F.    R.    Doc.    49-3489;    Filed.    May    3,    1949; 
9:00  a.  m.] 


(Docket  No.  8836] 
Harbenito  Broadcasting  Co.  (KGBS) 

ORDER  CONTINIHNG  HEARING 

In  re  application  of  Harbenito  Broad- 
casting Company  (KGBS».  Harlingen. 
Texas,  Docket  No.  8836,  File  No.  BP-6350; 
for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  May  16,  1949,  at  Washington. 
D.  C;  and 

It  appearing,  that  on  October  1,  1948. 
the  applicant  filed  a  petition  for  recon- 
sideration and  grant  without  hearing; 

It  is  ordered.  This  15th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-en- 
titled application  be  continued  indefi- 
nitely, pending  action  on  the  said  peti- 
tion for  reconsideration  and  grant. 

Federal  Com  munications 
Commission, 
I  SEAL)         T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-3495;    Filed,    May  3,    1949; 
9:01  a.  m.) 


(Docket  No.  8829] 
El  Mundo  Broadcasting  Co.  (WEMB) 

ORDER  continuing  HEARING 

In  re  application  of  Angel  Ramos,  d/b 
as  El  Mundo  Broadcasting  Company 
•  WEMB  • .  San  Juan.  Puerto  Rico.  Docket 
No.  8829.  Pile  No.  BMP-3287;  for  modifi- 
cation of  construction  permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  April  4.  1949, 
by  El  Mundo  Broadcasting  Company 
(WEMB*,  San  Juan,  Puerto  Rico,  re- 
questing a  continuance  in  the  hearing 
presently  scheduled  for  April  21,  1949. 
upon  its  above-entitled  application  for 
modification  of  construction  permit;  and 

It  appearing,  that  on  September  24. 

1948.  petitioner  filed  a  petition  for  re- 
consideration and  grant  without 
hearing; 

It  is  ordered.  This  8th  day  of  April 

1949.  that  the  petition  be  granted;  and 
that  the  hearing  upon  the  above-entitled 
application  be  continued  Indefinitely, 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications, 
Commission, 
[se.alI      T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-3491;    Filed.    May    3,    1949; 
9:01  a.  m.j 


.      [Docket  No.  8910) 
MosBY's.  Inc.  (KANA) 

ORDER  CONTINUING  HEARING 

In  re  application  of  Mosby's.  Incorpo- 
rated (KANA>,  Anaconda,  Montana. 
Docket  No.  8910,  File  No.  BP-6116,  for 
construction  permit. 

The  Commission  having  under  con- 
sideration a  petition  filed  March  31.  1949, 
by  Mosby's,  Incorporated  (KANA)  Ana- 
conda. Montana,  requesting  an  Indefinite 
continuance  in  the  hearing  presently 
scheduled  for  April  13,  1949.  upon  its 
above-entitled  application  for  construc- 
tion permit;  and 

It  appearing,  that  on  March  30.  1949, 
petitioner  filed  a  petition  for  reconsidera- 
tion and  grant  without  hearing; 

It  is  ordered,  This  8th  day  of  April  1949, 
that  the  petition  be  granted;  and  that 
the  hearing  upon  the  above-entitled  ap- 
plication be  continued  Indefinitely  pend- 
ing action  on  the  said  petition  for  recon- 
sideration and  grant. 


(seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


|P.    R.    Doc.    49-3490;    Filed,    May    3.    1949; 
9:01  a.  m.j 


(Docket  No.  8990] 
RCA  Combjunications,  Inc. 

ORDER    postponing    HEARING 

In  the  matter  of  RCA  Communica- 
tions. Inc..  Docket  No.  8990;  applications 
for  modification  of  licenses  to  add  Tel 
Aviv,  Israel  as  a  point  of  communication. 

The  Commission,  having  under  consid- 
eration a  Motion  filed  by  RCA  Communi- 
cations. Inc..  on  April  22,  1949.  request- 
ing a  postponement  of  the  hearing  herein 
until  after  the  Administrative  Telephone 
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and  Telegraph  Conference,  now  sched- 
uled to  convene  in  Paris,  France,  on  May 
19,  1949; 

It  appearing,  that  RCA  Communica- 
tions, Inc.,  is  the  only  party  to  this  pro- 
ceeding; 

It  is  ordered.  This  26th  day  of  April 
1949,  that  the  hearing  herein,  now  sched- 
uled to  commence  on  May  2,  1949,  is 
postponed  until  further  order. 

Federal  Communications 
Commission, 
(seal]        T.J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-3507;    Piled.    May    3.    1949; 
9:02  a.  m.j 
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above-entitled  application  for  construc- 
tion permit; 

It  is  ordered,  This  8th  day  of  April  1949, 
that  the  petition  be  granted;  and  that 
the  hearing  upon  the  above-entitled  ap- 
plication be  continued  to  10:00  a.  m., 
Monday,  April  25,  1949.  at  Washington, 
D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-3492;    Filed,    May    3.    1949; 
9:01  a.  m.) 
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It  is  ordered.  This  15th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  be  continued  indefinitely, 
pending  action  on  the  said  petition  for 
reconsideration  and  grant. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-3496;    Filed,    May    8,    1949; 
9:01  a.  m.] 


(Docket  No.  9086] 
Falls  County  Public  Service 

ORDER  continuing  HEARING 

In  re  application  of  W.  L.  Pennington 
and  M  S.  Hagler.  a  partnership,  d,  b  as 
Falls  County  Public  Service.  Marlin. 
Texas.  Docket  No.  9086.  File  No.  BP-5631; 
for  construction  permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  1.  1949.  by 
Baylor  University  (KWBU),  Houston. 
Texas,  requesting  a  continuance  of  the 
hearing  presently  scheduled  for  April  11. 
1949,   at   Washington   D.   C.   upon   the 


(Docket  No.  9123] 
Suburban  Broadcasting  Corp. 

ORDER    continuing    HEARING 

In  re  application  of  Suburban  Broad- 
casting Corporation,  New  Rochelle,  New 
York,  Docket  No.  9123,  Pile  No.  BP-6428; 
for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cation for  May  23,  1949.  at  Washington, 
D.  C;  and 

It  appearing,  that  on  November  16, 
1949,  the  applicant  filed  a  petition  for 
reconsideration  and  grant  without 
hearing; 

rVBA 


(Change  List   50] 

Cuban  Broadcast  Stations 

list  of  changes,  proposed  chances  and 
corrections  in  assignments 

March  5.  1949. 

Notification  under  the  provisions  of 
Part  III,  section  2  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Cuban 
Broadcast  Stations  modifying  appendix 
containing  assignments  of  Cuban  Broad- 
cast Stations  (Mimeograph  47983)  at- 
tached to  the  recommendations  of  the 
North  American  Regional  Broadcasting 
agreement  engineering  meeting,  January 
31,  1941. 


Call  letters 


Location 


CMBC. 

I 

CMBC, 
CMCD.. 

CMCD.. 


Kancho  Boyeros,  Havana  (present  operation— 740  kc.) 

Kuiicho  Boyeros,  Havana 

Kegla,  Havana  (present  oi>eratinn— ISfiO  kc.) 

Iie(!ld.  Havana 


Tower 

Radiation 

Time 

<i»'.<it;- 
nation 

Class 

Trobahle  date 

to  fvimmoiico 

oiKTatioii 

10  kw 

C90  kUocyclft 
DA __- 

U 
U 

11 
II 

October  1M9. 

1-N;5-D 

740  kaocycU* 

(Spo    assignment 

690  kc.) 
DA 

on 

lOkw 

Do. 

6kw 

ItCO  l:Uocycle> 

(See    as.signnienl 
"40kc.j 

on 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-3510;    Filed,    May    3,    1949; 
9:03  a.  m.] 


(Docket  No.  9257] 

Jose  Ramon  Quinones  and 
WPTF  Radio  Co. 

order   continuing    HEARING 

In  re  petition  of  Jose  Ramon  Quinones, 
San  Juan.  Puerto  Rico.  Docket  No.  9257; 
for  reconsideration  of  action  granting  a 
construction  permit  (File  No.  BP-6353) 
to  WPTF  Radio  Company  (WPTF),  Ra- 
leigh, North  Carolina. 

The  Commission  having  under  con- 
sideration a  petition  filed  April  7,  1949. 
by  Jose  Ramon  Quinones,  San  Juan. 
Puerto  Rico,  and  WPTF  Radio  Company, 
Raleigh.  North  Carolina,  requesting  a 
60-day  continuance  of  the  hearing  pres- 


ently scheduled  for  April  20.  1949.  in  the 
proceeding  upon  the  above-entitled 
matter; 

It  is  ordered,  This  15th  day  of  April 
1949,  that  the  petition  be  granted;  and 
that  the  hearing  in  the  proceeding  upon 
the  above-entitled  matter  be  continued 
to  10:00  a.  m.,  Friday.  June  24,  1949,  at 
Washington,  D.  C. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

(F.    R.    Doc.    49-3497;    Filed,    May    3,    1949; 
9:01  a.  m.] 


(Docket  No.  9286] 

Western  Union  Telegraph  Co. 

ORDER  continuing  HEARING 

In  the  matter  of  The  Western  Union 
Telegraph  Company,  Docket  No.  9286; 
charges,  classifications,  regulations  and 


practices  for  and  in  connection  with 
baseball -sports  service  by  message,  and 
direct  wire. 

The  Commission,  having  under  consid- 
eration a  motion  filed  on  April  20.  1949, 
by  Johnson-Kennedy  Radio  Corporation, 
intervener  herein,  requesting  a  con- 
tinuance of  the  hearing  in  the  proceed- 
ing, now  scheduled  for  May  9,  1949,  to 
May  17.  1949; 

It  appearing,  that  The  Western  Union 
Telegraph  Company,  respondent  herein, 
has  no  objection  to  the  proposed  con- 
tinuance; 

It  is  ordered,  This  25th  day  of  April 
1949,  that  the  above-mentioned  motion 
is  granted,  and  that  the  hearing  herein 
now  scheduled  for  May  9,  1949,  is  con- 
tinued to  May  17,  1949,  at  the  same  time 
and  place  as  previously  designated. 

Federal  Communications 
Commission. 
[seal]        T.  J.  Slowie, 

Secretary. 

(P.    R.    Doc.    49-3505:    Filed,    May    3,    1949; 
9:02  a.  m.j 
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NOTICES 


(Docket  No.  9286) 
Westeri*  Union  Teligraph  Co. 

ORDEB  DESIGNATING  APPUCATION  FOR 
HEARING 


In  the  matter  of  The  Western  Union 
Telegraph  Company,  Docket  No.  9286, 
charges,  classifications,  regulations  and 
practices  for  and  In  connection  with 
baseball -sports  service  by  message  and 
direct  wire. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  13th  day  of 

April  1949; 

The  CommLssion.  having  under  con- 
sideration new  tarifT  schedules  filed  by 
The  Western  Union  Telegraph  Company 
on  March   1.   1949.  to  become  effective 
April  18.  1949.  providing  for  new  and  re- 
vised regulations  and  charges  applicable 
to    the    furnishing    of    baseball-sports 
service  by  message  and  direct  wire  to 
radio    broadcast    stations,    newspapers, 
press  associations  and  others;  and  also 
having    under    consideration    a    formal 
complaint  filed  on  March  24.  1949.  by 
Johnson-Kennedy    Radio    Corporation, 
d/b  as  Midwest  Baseball  Network,  Chi- 
cago.    Illinois,     against    The    Western 
Union   Telegraph   Company.   In   which 
complaint  alleges  that  such  new  tariff 
schedules.  Insofar  as  they  provide  for 
the    making    of    new    and    additional 
charges  to  the  subscriber  of  said  service 
for  each  radio  broadcasting  station  be- 
yond the  station  of  the  subscriber,  to 
which  the  subscriber   furnishes   sports 
service  reports  received  from  The  West- 
ern Union  Telegraph  Company,  are  un- 
just, unreasonable  and  discriminatory, 
in  violation  of  the  provisions  of  sections 
201  and  202  of  the  Communications  Act 
of  1934.  as  amended;  and  it  being  re- 
quested in  said  complaint  that  the  above 
new  tariff  schedules,  insofar  as  they  pro- 
vide for  such  new  and  additional  charges, 
be  suspended;   that  the  defendant   be 
ordered  to  show  cause  why  such  charges 
should  not  be  eliminated,  and  that  the 
CommLssion  prescribe  Just  and  reason- 
able rates  for  the  service  covered  by  the 
above  new  tariff  schedules;  and  the  let- 
ter from  The  Western  Union  Telegraph 
Company,  dated  April  7.  1949,  in  answer 
thereto; 

It  appearing,  that  under  the  tariff 
schedules  of  The  Western  Union  Tele- 
graph Company  now  in  effect  for  base- 
ball-sports service,  the  sports  service  re- 
ports furnished  by  said  carrier  to  a  radio 
broadcasting  station  subscribing  to  such 
service  may  be  used  only  for  vocal  radio 
broadcasting  by  the  subscriber  over  said 
subscriber's  radio  broadcasting  station  or 
stations,  and  that  the  above  new  tariff 
regulations  are  Intended  to  make  provi- 
sion for  broadcasting  of  such  sports  serv- 
ice reports  by  stations  other  than  the 
subscriber's  station  or  stations; 

It  further  appearing,  that  if  the  above- 
mentioned  new  tariff  schedules  of  The 
Western  Union  Telegraph  Company  were 
to  be  suspended,  as  requested  in  the 
complaint,  there  would  be  no  tariff  pro- 
vision in  effect  whereby  radio  broadcast- 
ing stations  other  than  those  of  a  sub- 
scriber to  Western  Union's  baseball- 
sports  service  could  broadcast  sports 
service  reports  furnished  by  Western 
Union;  and  that  such  a  situation  would 


be  detrimental  to  the  interest  of  the 
complainant,  other  broadcasting  stations 
and  networks,  and  the  general  public; 

It  further  appearing,  that  the  com- 
plainant and  other  radio  broadcasting 
stations  which  subscribe  to  the  baseball- 
sports  service  of  The  Western  Union 
Telegraph  Company  have  adequate  op- 
portunity to  seek  a  refund,  pursuant  to 
Sections  206  through  209  of  the  Com- 
munications Act  of  1934.  as  amended,  of 
any  charges  which  they  may  pay  under 
the  above-mentioned  new  tariff  sched- 
ules in  excess  of  the  charges  found  to 
be  lawful  by  the  Commission  after  the 
investigation  and  hearing  hereinafter 
provided  for; 

It  further  appearing,  that  from  infor- 
mation available  to  the  Commis.sion.  in- 
cluding the  letter  of  transmittal,  dated 
February   28.   1949.   from  The  Western 
Union  Telegraph  Company,  submitting 
the  above-mentioned  new  tariff  sched- 
ules for  filing.  The  Western  Union  Tele- 
graph Company,  in  apparent  violation 
of  section  203   <c)   of  the  Communica- 
tions Act  of  1934.  as  amended,  has  per- 
mitted radio  broadcasting  stations  sub- 
scribing to  its  baseball-sports  service  to 
utilize,  for  network  broadcasting  over  a 
chain  of  stations  other  than  the  sub- 
scribers" own  stations,  the  sports  service 
reports  furnished  under  such  service  to 
said  subscribers,  contrary  to  the  provi- 
sions of  the  effective  tariff  schedules  ap- 
plicable to  baseball-sports  service,  which 
limit  the  use  of  said  sports  service  re- 
ports to  the  broadcasting  thereof  over 
only  the  broadcasting  station  or  stations 
of  the  subscriber;  and  that,  therefore, 
an  investigation  should  be  instituted  to 
determine  whether,  in  the  above  respects. 
The  Western  Union  Telegraph  Company 
has  violated  or  is  violating  the  provisions 
of  section  203  <c)  of  the  Communications 
Act  of  1934.  as  amended;  and.  If  so.  what 
measures  should  be  taken  by  the  Com- 
mission; 

It  is  ordered.  That  the  request  made 
in  the  said  complaint  of  Johnson-Ken- 
nedy Radio  Corporation  for  suspension 
of  the  above-mentioned  new  tariff  sched- 
ules of  The  Western  Union  Telegraph 
Company  applicable  to  baseba41-sports 
service,  is  denied:  and  that  the  other 
matters  presented  in  said  complaint  shall 
be  considered  in  connection  with  the 
hearing  and  investigations  hereinafter 
ordered; 

It  is  further  ordered.  That  pursuant 
to  sections  201.  202.  204.  205.  and  403 
of  the  Communications  Act  of  1934,  as 
amended,  an  investigation  is  instituted 
into  the  lawfulness  of  the  charges,  clas- 
sifications, regulations,  and  practices  of 
The  Western  Union  Telegraph  Company 
for  and  in  connection  with  baseball- 
sports  service  as  provided  for  In  the 
above-mentioned  new  tariff  schedules; 

It  is  further  ordered.  That  without  In 
any  way  limiting  the  scope  of  the  investi- 
gation herein.  It  shall  Include  inquiry 
into  the  following  specific  matters; 

(1)  The  lawfulness,  under  sections  201 
and  202  of  the  Communications  Act  of 
1934.  as  amended,  of  the  charges,  classi- 
fications, regulations,  and  practices  of 
The  Western  Union  Telegraph  Company 
applicable  to  baseball-sports  service; 

(2)  The  bases  upon  which  the  charges 
referred  to  in  (1)  above  were  determined 


by  The  Western  Union  Telegraph  Com- 
pany, and  the  company's  JusUflcation 
therefor; 

(3)  Whether,  in  violation  of  section  202 
of  the  Communications  Act  of  1934.  as 
amended,  an  unjust  and  unreasonable 
discrimination  is  made  by  The  Western 
Union  Telegraph  Company  against  radio 
broadcasting  stations  subscribing  to 
baseball-sports  service  by  reason  of  the 
fact  that  under  the  above-mentioned  new 
tariff  Schedules,  subscribers  to  such  serv- 
ice who  utilize  sport  service  reports  for 
network  or  chain  radio  broadcasting  pur- 
poses are  required  to  pay  additional 
charges,  while  no  such  additional  charges 
are  imposed  upon  subscribers  who  are 
newspapers  and  press  associations,  and 
who  utilize  such  reports  in  news  services 
furnished  to  non -subscribers; 

(4>  Whether,  in  the  light  of  the  facts 
developed  In  connection  with  the  above 
items  (1).  (2»  and  (3),  the  Commission, . 
in  accordance  with  section  205  of  the 
Communications  Act  of  1934,  should  pre- 
scribe just  and  reasonable  charges,  and 
just,  fair  and  reasonable  classifications, 
regulations  and  practices  for  and  in  con- 
nection with  baseball-sports  service,  and, 
if  so.  what  should  be  so  prescribed ; 

It  is  further  ordered.  That  pur.suant  to 
section  403  of  the  Communications  Act 
of  1934.  as  amended,  an  Investigation  is 
also  instituted  to  determine  whether  The 
Western  Union  Telegraph  Company  has 
violated  or  is  violating  the  provisions  of 
section  203  <c)  of  the  Communications 
Act  of  1934,  in  permitting  radio  broad- 
casting stations  subscribing  to  the  base- 
ball-sports service  to  utilize,  for  network 
broadcasting  over  a  chain  of  radio  broad- 
casting stations  other  than  subscribers' 
own  stations,  the  sports  service  reports 
furnished  thereunder  to  such  subscribers, 
contrary  to  the  terms  and  conditions  of 
the  effective  tariff  schedules  of  The  West- 
ern Union  Telegraph  Company  applica- 
ble to  baseball-sports  service; 

It  is  further  ordered.  That  The  West- 
ern Union  Telegraph  Company  is  hereby 
made  party  respondent  to  this  proceed- 
ing, and  that  a  copy  hereof  be  served  on 
such  respondent; 

It  is  further  ordered.  That  a  copy  of 
this  order  shall  be  served  on  Johnson- 
Kennedy  Radio  Corporation,  and  that  it 
is  hereby  given  leave  to  intervene  and 
participate  fully  in  the  proceeding 
herein; 

It  is  further  ordered.  That  a  public 
hearing  shall  be  held  herein  at  the  offices 
of  the  Federal  Communications  Commis- 
sion in  Washington,  D.  C,  on  the  9th  day 
of  May  1949,  beginning  at  10:00  a.  m.; 
that  Elizabeth  C.  Smith  is  assigned  to 
preside  at  the  hearing;  and  that  an* ini- 
tial decision  In  lieu  of  the  Commission's 
proposed  decision  be  prepared  by  the 
presiding  officer  in  accordance  with  the 
provisions  of  §  1.851  (b)  and  (c)  of  the 
rules  and  regulations  of  the  Commission; 
Notice  is  hereby  given.  That  §  1.857  of 
the  Commission's  rules  and  regulations 
is  not  applicable  to  this  proceeding. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F     R.    Doc.    49-3513;    Filed,    May    3,    1949; 
9:03  a.  m.) 
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I  Docket  Nos.  9300.  9301) 

Greater  Huntington  Radio  Corp. 
(WHTN)  AND  Portsmouth  Broadcast- 
ing Co. 

ORDER  designating  APPLICATION  FOR  CON- 
SOLIDATED  HE.\RING   ON    STATED   ISSUES 

In  re  applications  of  Greater  Hunting- 
ton Radio  Corporation  <WHTN',  Hunt- 
ington. West  Virginia,  Docket  No.  9300, 
File  No.  BP-6791;  Portsmouth  Broad- 
casting Company.  Portsmouth.  Ohio, 
Docket  No.  9301.  File  No.  BP-6973;  for 
construction  permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices, In 
Washington.  D.  C,  on  the  21st  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  applica- 
tions each  requesting  the  mutually  ex- 
clusive facilities  of  1260  kilocycles.  1  kilo- 
watt power,  unlimited  time,  using  a  di- 
rectional antenna; 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
are  designated  for  hearing  in  a  consoli- 
dated proceeding  at  a  time  and  place  to 
be  designated  by  subsequent  order  of  the 
Commission,  upon  the  following  issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
officers,  directors  and  stockholders  of  the 
Portsmouth  Broadcasting  Company  and 
the  technical,  financial,  and  other  quali- 
fications of  the  officers,  directors  and 
stockholders  of  the  Greater  Hunting- 
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ton  Radio  Corporation  to  construct  and 
operate  the  proposed  station  and  station 
WHTN  as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  the  proposed  station  and  station 
WHTN  as  proposed  and  the  character  of 
other  broadcast  service  available  to  those 
areas  and  populations. 

3.  To  determine  the  type  and  char- 
acter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  and  station 
WHTN  as  proposed  would  involve  objec- 
tionable Interference  with  any  other  ex- 
isting broadcast  stations,  and  if  so,  the 
nature  and  extent  thereof,  the  areas  and 
populations  affected  thereby,  and  the 
availability  of  other  broadcast  service  to 
such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  the  proposed  station  and  station 
KTHN  as  proposed  would  involve  ob- 
jectionable interference  with  each  other 
or  with  the  services  proposed  in  the  ap- 
plication (File  No.  BP-5852,  Docket  No. 
8269)  of  The  Civic  Broadcasters.  Cleve- 
land. Ohio,  or  in  any  other  pending  ap- 
plications for  broadcast  facilities  and. 
if  so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 
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6.  To  determine  whether  the  Installa- 
tion and  operation  of  the  proposed  sta- 
tion and  station  KTHN  as  proposed  would 
be  in  compliance  with  the  Commission's 
rules  and  standards  of  good  engineering 
practice  concerning  standard  broadcast 
stations. 

7.  To  determine  on  a  comparative  basis 
which,  if  either,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

Federal  Communications 
Commission, 
rsEAL]  T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-3486;    Filed,    May    3,    1949; 
9:00  a.  m] 


[Change  List  51] 
Cuban  Broadcast  Stations 

LIST  of  changes,  PROPOSED  CHANGES,  AND 
corrections  IN  ASSIGNMENTS 

March  18,  1949. 

Notification  under  the  provisions  of 
Part  III.  Section  2  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  In  assignments  of  Cuban 
Broadcast  Stations  modifying  appendix 
containing  assignments  of  Cuban  Broad- 
cast Stations  (Mimeograph  47983)  at- 
tached to  the  recommendations  of  the 
North  American  Regional  Broadcasting 
agreement  engineering  meeting,  Janu- 
ary 31.  1941. 


Cuba 

• 

Call  letten 

Location 

Power 

Radiation 

Time 
<l»>si(!;- 
nui  ion 

CIa.ss 

ProbaWe  date 

to  commence 

oiMTation 

CMKT 

La  Maya,  Orlonte 

2.*iOw. 

1520  kilorrclp<! 

U 

II 

Deleted. 

Note:  By  resolution  Number  I8o(Marrli  2.  1040.  thf  autlioriT.ation  granted  for  tlioconstniction  and  operation  of 
noted  has  been  withdrawn;  therefore  the  station  listing  should  In-  canivlcd  from  the  general  LLst  of  Cuban  Broadcast 


Federal  Communications 
Commission, 
I  seal  1        T.J.  Slowie. 

Secretary. 

[P.    R.    Doc.    49-3511;    Filed.    May    3,    1949; 
9:03  a.  m.] 


WKUL 
PUBLIC  notice  concerning  PROPOSED 

assignment  of  license' 

The  Commission  hereby  gives  notice 
that  on  April  4. 1949.  there  was  filed  with 
It  an  application  (BAL-860)  for  Its  con- 
sent under  .section  310  (b)  of  the  Com- 
munications Act  to  the  proposed  assign- 
ment of  license  of  Station  WKUL,  Cull- 
man, Alabama,  from  Cullman  Broadcast- 
ing Company,  a  partnership  composed 
of  H.  H.  Kinney  and  D.  T.  Kinney  to  Al- 
exander B.  Millar  and  Hudson  C.  Millar, 
Jr.,  a  partnership  d/b  as  Cullman  Broad- 
casting Company.  The  proposal  to  as- 
sign the  license  arises  out  of  a  contract 
of  March  17,  1949,  pursuant  to  which 
Hudson  C.  Millar,  Jr.  and  Alexander 
B.  Millar,  d/b  as  Cullman  Broadcasting 
Company,  agree  to  purchase  the  broad- 
cast facilities  and  equipment  of  station 
WKUL,  Cullman,  Alabama,  for  a  total 

'Section  1.321,  Part  1.  Rules  of  Practice 
and  Procedure. 


consideration  of  $65,000.  Further  in- 
formation as  to  the  arrangements  may 
be  found  with  the  application  and  as- 
sociated papers  which  are  on  file  at  the 
Offices  of  the  Commission  In  Washington, 
D.  C. 

Pursuant  to  §  1.321  which  sets  out 
the  procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filing  of  the  ap- 
plication, the  Commission  was  advised 
by  applicant  on  April  4.  1949  that  start- 
ing April  6.  1949,  notice  of  "the  filing  of 
the  application  would  be  inserted  in  The 
Birmingham  News,  a  newspaper  of  gen- 
eral circulation  at  Cullman,  Alabama,  in 
conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  6, 1949  within  which  time 
other  persons  desiring  to  apply  for  the 
facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract. 

(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C, 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        T,  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-3508;    PUed,    May    3,    1949; 
9:02  a.  m.] 


a  broadcast  station  in  the  place  and  with  the  characteristics 
Stations  issued  with  a  date  of  January  1.  l\H9. 

WEUS 
PUBLIC       notice       concerning       PROPOSED 

assignment  of  license  ' 

The  Commission  hereby  gives  notice 
that  on  April  1^,  1949,  there  was  filed 
with  it  an  application  (BAL-863)  for  its 
con.sent  under  section  310  tb)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WEUS, 
Eustls.  Florida,  from  Lake  County  Broad- 
casters to  Paul  Hunter.  The  proposal  to 
assign  the  license  arises  out  of  a  contract 
of  March  26.  1949,  pursuant  to  which 
the  sellers  have  agreed  to  convey  to  the 
buyers  all  real  and  personal  property 
and  equipment  used  in  the  operation  of 
station  WEUS  and  to  assign  the  llcen^ 
for  the  sum  of  $75,000,  of  which  $000 
has  been  deposited  in  escrow  with  the 
First  State  Bank  of  Eustis  as  escrow 
agent.  The  balance  will  be  paid:  (1) 
Approximately  $27,000  by  a.ssumlng  un- 
paid balance  on  mortgage  payable  $3,000 
per  year  with  annual  interest  at  4%  for 
a  period  of  9  years;  (2)  the  remaining 
$40,500  in  cash  at  the  time  of  conveyance. 
In  the  event  the  buyer  shall  fail  to  per- 
form the  agreement,  the  $7  5C0  deposited 
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In  escrow  shall  be  forfeited  and  paid  to 
the  sellers.  Further  Information  as  to 
the  arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  oflBces  of  the  Commis- 
sion In  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases  In- 
cluding the  requirement  for  public  notice 
concerning  the  filing  of  the  application, 
the  Commission  was  advised  by  applicant 
on  April  12,  1949.  that  starting  on  April 
15.  1949.  notice  of  the  filing  of  the  appli- 
cation would  be  inserted  in  Orlando  Sen- 
tinel, a  newspaper,  of  general  circulation 
at  Eustis.  Florida,  in  conformity  with  the 
above  section. 


NOTICES 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  15,  1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth  in 
the  above  described  contract. 

fSec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Commttnications 
Commission, 
[SIALl         T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-3508;    Filed,    May    3,    1949; 
9:02  a.  jn.] 

DOMI.NICAN   Rbpi'buc 


[Change  List  4] 

Dominican  Republic  Broadcast  Stations 

list  of  changes.  proposed  changes  and 
corrections  in  assignments 

March  19.  1949.' 
Notifications  under  the  provisions  of 
Part  III.  section  2  of  the  North  American 
Regional  Broadcasting  agreement. 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Dominican 
Republic  Broadcast  Stations  modifying 
appendix  containing  assignments  of  Do- 
minican Republic  Broadcast  Stations 
(Mimeograph  47214-2)  attached  to  the 
recommendations  of  the  North  Ameri- 
can Regional  Broadcasting  agreement 
engineering  meeting.  January  30. 1941. 


Call  letters 


IIIIL. 


Location 


8antiago.  lat.  ltt°2»'  N.,  long.  70''42'  W.  (present  assignnient.  4ttS0kc,  100  w).. 


Power 


1230  kiloc}de8,  2J0  w. 


Time  dci- 
iiouitinn 


ClMS 


IV 


Probable  date  to  eum- 
ir)<nc-c  0(>rraiiun 


May  104A. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


(P.    B.    Doc.    4&  3512:    Filed.    May    3.    1949; 
9:03  a.  m.| 


FEDERAL  POWER   COMMISSION 

[Docket  No.  G  1182) 

HOME  Gas  Co.  and  E\stern  Pipe  Line  Co. 

ORDER   fixing   DATE   OF   HEARING 

April  28.  1949. 

On  March  23.  1949,  Home  Gas  Com- 
pany (Home)  and  Ea.stern  Pipe  Line 
Company  (Eastern)  filed  an  application. 
as  supplemented  on  April  18,  1949.  (a) 
for  a  certificate  of  public  convenience 
and  neces.<;ity  authorizing  the  construc- 
tion and  operation  by  Home  of  certain 
natural -gas  transmi-ssioa  facilities,  and 
(b)  for  approval  of  abandonment,  re- 
moval and  sale  by  Home  and  Eastern  of 
a  certain  portion  of  said  applicant  com- 
panies' facilities,  both  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as 
amended.  The  facilities  are  more  par- 
ticularly described  in  the  application  and 
supplement  on  file  with  the  Commission 
and  open  to  public  inspection. 

Home  and  Eastern  have  requested  that 
their  application  as  supplemented,  be 
heard  under  the  shortened  procedure 
provided  by  §§  1.32  (a)  and  1.32  (b)  of 
the  Comnjission's  rules  of  practice  and 
procedure;  and  no  request  to  be  heard 
or  protest  has  been  filed  subsequent  to 
the  giving  of  due  notice  of  the  filing  of 
the  application,  including  publication  in 
the  Federal  Register  on  April  9.  1949 
(14  P.  R.  1720 >. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §S  1.32  (a)  and  1.32  Cb) 
of  the  Commission's  rules  of  practice  and 
procedure. 

The  Commission  orders:  (A>  Pursu- 
ant to  the  authority  contained  in  and 


subject  to  the  jurisdiction  conferred 
upon  the  Federal  Power  Commission  by 
sections  7  and  15  of  the  Natural  Gas  Act. 
as  amended,  and  the  Commission's  rules 
of  practice  and  procedure,  a  hearing  be 
held  on  May  17,  1949,  at  9:30  a.  m. 
'e.  d.  s.  t.).  in  the  Hearing  Room  of 
the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW..  Washington 
D.  C.  concerning  the  matters  involved 
and  the  issues  presented  by  such  appli- 
cation: Provided,  however.  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
8  1.32  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

( B )  Interested  State  commissions  may 
participate  as  provided  by  S§  1.8  and 
1.37  (f)  of  the  said  rules  of  practice  and 
procedure. 

Date  of  issuance:  April  29.  1949. 

By  the  Commission. 


I  SEAL] 


Leon  M.  Pu^juay. 
Secretary. 


|F.    R.    Doc.    49  3468;    Piled,    May    3.    1949; 
8:58  a.  m.j 


[Docket  No.  0-1186J 

West  Texas  Gas  Co. 

order  fixing  datb  of  hearing 

April  28.  1949. 

On  March  30.  1949,  West  Texas  Gas 
Company  (Applicant),  a  Delaware  cor- 
poration having  Its  principal  place  of 
business  at  Lubbock.  Texas,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  (c)  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  Installation 
of  certain  natural -gas  facilities  and  the 
replacement  of  certain  natural-gas  pipe 
line  facilities,  subject  to  the  jurisdiction 
of  the  Commission,  as  fully  described  in 


such  application  on  file  with  the  Com- 
mission and  open  to  public  inspection. 

The  Commission  flnd.s:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (bi  of  the  Com- 
mis.sion's  rules  of  practice  and  proce- 
dure. Applicant  having  requested  that 
its  application  be  heard  under  the 
shortened  procedure  provided  by  the 
aforesaid  rule  for  non-contested  pro- 
ceedings, and  no  request  to  be  heard, 
protest  or  petition  having  been  filed  sub- 
sequent to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  pub- 
lication in  the  Federal  Register  on  April 
15.  1949  (14  F.  R.  1832). 

The  Commission  orders: 

<A>  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Na- 
tural Gas  Act,  as  amended,  and  the  Com- 
mi.ssion's  rules  of  practice  and  procedure, 
a  hearing  be  held  on  May  6.  1949,  at  9:45 
a.  m.  (c.  d.  s.  t.).  in  the  Hearing  Room 
of  the  Federal  Power  Commission.  1800 
Pennsylvania  Avenue,  NW.,  Washington, 
D.  C,  concerning  the  matters  Involved 
and  the  issues  presented  by  such  appli- 
cation: Provided,  however.  That  the 
Commission  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
§  1.32  (b)  of  the  Commission's  rules  of 
practice  and  procedure. 

( B  >  Interested  State  commissions  may 
participate  as  provided  by  85  18  and 
1.37  (f )  of  the  said  rules  of  practice  and 
procedure. 

Date  of  is.suance:  April  29,  1949. 

By  the  Commission. 

[SBAL]  Leon  M.  Fuquay, 

Secretary. 

I  P.    R.    Doc.    49-3469;    Filed.    May    8.    1949; 
8:57  a.  m.) 


>  The  original  Hat  carried  the  erroneous 
date  of  August  19.  1949.  The  O.  I.  B.  noted 
that:  "Aa  the  probable  date  of  operation  Is 
given  aa  May,  1949,  this  date  should,  no 
dout>t.  read  Bdarch  19.  1949." 
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VETERANS'    ADMINISTRATION 

Organization 

Veterans'  Administration  organization 
material  is  amended  to  read  as  follows: 

Sec. 

1.  General . 

2.  Central  office. 

3.  Field  stations. 

4.  Addresses    of    Veterans'    Administration 

Installations. 

Section  1.  General — (a>  Authority 
and  functions.  (1)  The  Veterans'  Ad- 
ministration is  an  independent  establish- 
ment under  the  President,  created  by 
Executive  Order  5398,  July  21, 1930,  under 
authorization  of  the  act  of  Congress  ap- 
proved July  3.  1930  (46  Stat.  1016;  38 
U.  S.  C.  11).  This  act  authorized  the 
President  to  consolidate  and  coordinate 
under  a  single  control  all  Federal  agen- 
cies dealing  with  veterans  affairs.  The 
order  consolidated  in  the  Veterans'  Ad- 
ministration, the  Bureau  of  Pensions 
(formerly  under  the  Secretary  of  the  In- 
terior, ,the  United  States  Veterans* 
Bureau,  and  the  National  Home  for  Dis- 
abled Volunteer  Soldiers. 

(2)  The  Veterans'  Administration  ad- 
ministers laws  relating  to  benefits  pro- 
vided by  law  for  former  members  of  the 
military  and  naval  forces.  It  Is  re- 
sponsible for  extending  such  benefits  to 
veterans  and  to  dependents  of  deceased 
veterans  of  all  wars  and  to  veterans  and 
to  dejiendents  of  deceased  veterans  who 
served  in  the  C^  vernment  military  and 
naval  establisnments  during  time  of 
peace,  as  provided  for  by  various  acts  of 
Congress.  These  laws  include,  in  addi- 
tion to  compensation,  pensions,  voca- 
tional rehabilitation  and  education,  the 
guaranty  of  loans  for  purchase  or  con- 
struction of  homes,  farms,  and  business 
property;  readjustment  allowance  for 
veterans  who  are  unemployed;  National 
Service  and  United  States  Government 
life  insurance;  death  benefits;  adju:sted 
compensation;  emergency  and  certain 
other  oflBcers  retirement  pay;  and  physi- 
cal examinations,  hospital  and  outpatient 
treatment,  or  domiciliary  care.  The 
Veterans'  Administration  al.so  admin- 
isters the  insurance  section  of  the 
Soldiers'  and  Sailors'  Civil  Relief  Act  for 
persons  in  the  active  military  service. 

(b)  General  description  of  organiza- 
tion. (1)  The  Veterans' Administration 
is  under  the  charge  of  the  Administrator 
of  Veterans'  Affairs  who  is  responsible  for 
the  administration  of  all  laws  governing 
the  Veterans'  Administration. 

(2)  The  Veterans'  Administration  is 
organizationally  divided  as  follows:  Cen- 
tral oflBce,  district  offices,  regional  offices, 
hospitals,  centers,  domiciliary  centers, 
VA  offices,  supply  depots,  forms  depots, 
records  center,  and  public&'Jons  depot. 

Sec.  2.  Central  office — (a)  Central  of- 
fice organization.  (1)  The  Administra- 
tor of  Veterans'  Affairs  directs  the  ac- 
complishment of  the  missions  assigned 
to  the  Veterans'  Administration.  The 
Office  of  the  Administrator  is  the  focal 
point  for  the  operational  direction  of  the 
entire  organization.  Assisting  the  Ad- 
No.  85 4 


FEDERAL  REGISTER 

mlnistrator  in  formulating  policies  and 
plans  and  directing  their  execution  are 
the  functional  staff  offices  and  services. 
Also  in  the  Administrator's  Office  are 
such  Special  Assistants  as  may  be  as- 
signed from  time  to  time. 

(2)  The  central  office  of  the  Veterans' 
Administration  con^sts  of  the  following 
offices  and  board,  the  heads  of  which 
are  directly  responsible  to  the  Adminis- 
trator of  Veterans  Affairs  for  the  proper 
performance  of  all  the  functions  assigned 
to  them: 

Office  of  the  Deputy  Administrator. 

Office  of  the  Chairman,  Board  of  Veterans' 
Appeals. 

Office  of  the  Assistant  Administrator  for 
Claims. 

Office  of  the  Assistant  Administrator  for 
Construction,  Supply,  and  Real  Estate. 

Office  of  the  Assistant  Administrator  for 
Contact  and  Administrative  Services. 

Office  of  the  Assistant  Administrator  for 
Finance. 

Office  of  the  Assistant  Administrator  for 
Insurance. 

Office  of  the  Assistant  Administrator  for 
Legislation. 

Office  of  the  Chief  Medical  Director. 

Office  of  the  Assistant  Administrator  for 
Personnel. 

Office  of  the  Solicitor. 

Office  of  the  Assistant  Administrator  fur 
Special   Services. 

Office  of  the  Assistant  Administrator  for 
Vocational  Rehabilitation  and  Education. 

(3)  The  functions  and  jurisdiction  of 
the  offices  and  board  in  subparagraph 
(2)  of  this  paragraph  are  set  forth  in 
paragraph  (b)  to  tn),  inclusive,  of  this 
section.  In  addition,  these  officials  per- 
form such  other  duties  as  are  assigned  to 
them  by  the  Admini.'^trator. 

(b)  Office  of  the  deputy  administra- 
tor— <1)  Mission.  (i>  The  deputy  ad- 
ministrator Is  the  principal  assistant  of 
the  Administrator.  He  takes  independ- 
ent action  in  the  name  of  the  Adminis- 
trator with  respect  to  all  problems  af- 
fecting the  Veterans'  Administration 
which  do  not  require  the  Administra- 
tor's personal  attention.  During  the 
absence  of  the  Administrator  he  acts  as 
Administrator  in  all  matters  affecting 
the  Veterans'  Administration  within  the 
limits  of  the  authority  delegated  to  him 
by  the  Administrator. 

(ii)  The  deputy  administrator  super- 
vises and  coordinates  the  activities  of  the 
special  assistants  to  the  Admirustrator, 
and  the  assistant  administrators.  All 
of  the  mentioned  officials  report  to  the 
Administrator  through  the  deputy  ad- 
ministrator. 

(iii>  The  deputy  administrator  au- 
thenticates the  decisions  of  the  Adminis- 
trator and  assures  the  dissemination  of 
the  resulting  directives  throughout  the 
Veterans'  Administration. 

(2t  Organization.  The  office  of  the 
deputy  administrator  consists  of  the  as- 
.sistant  deputy  administrators,  budget 
service,  coordination  service,  foreign  re- 
lations service.  Inspection  and  investiga- 
tion service,  and  the  information  service. 

(c)  Office  of  the  chairman,  board  of 
veterans  appeals — (1)  Mission.  Con- 
siders and  decides  appeals  to  the  Admin- 
istrator of  Veterans'  Affairs,  pursuant  to 
statutory  provision. 
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(2)  Major  functions.  The  office  of 
the  chairman,  board  of  veterans  appeals, 
performs  the  following  major  functions: 

(1)  Renders  determinations  and  de- 
cisions on  all  questions  and  motions  in- 
volving claims  in  appeal  status  properly 
before  the  board. 

(ii)  Conducts  research  and  advises  re- 
garding policy  and  practice  concerning 
rating  procedure  and  other  matters  per- 
taining to  all  activities  subject  to  appel- 
late review. 

(3)  Organization.  The  office  of  the 
chairman,  board  of  veterans  appeals, 
consists  of  the  vice  chairman,  associate 
members  (divided  into  sections),  the 
consultant  service,  and  the  appeals 
operations  service. 

(d)  Office  of  assistant  administrator 
for  claims — (1)  Mission.  Formulates 
policies,  plans,  and  procedures  for  the 
claims  program  of  the  Veterans'  Admin- 
istration; exercises  direct  supervision 
over  activities  under  immediate  jurisdic- 
tion of  the  central  office;  and  maintains 
supversion  over  activities  located  in  field 
stations. 

(2)  Major  functions.  The  office  of 
assistant  administrator  for  claims  per- 
forms the  following  major  functions: 

(i)  Maintains  supervision  over  the 
administration  of  all  laws  relating  to: 

(a)  Disability  compenJsation  and  pen- 
sion claims. 

(b)  Emergency  officers  retirement 
claims. 

(c)  Reserve  officers  retirement  pay 
under  section  5,  Public  Law  18,  76th 
Congress. 

(d»  Death  compensation  and  pension 
claims. 

(e)  Insurance  and  adjusted  compen- 
sation claims  filed  by  beneficiaries  of  de- 
ceased veterans. 

(/)  Claints  for  reimbursement  for 
burial,  funeral,  and  transportation  ex- 
penses of  deceased  veterans. 

(g)  Claims  for  accrued  compensation, 
pension,  retirement  pay,  subsistence  al- 
lowance, and  readjustment  allowance. 

(h)   Waivers  of  overpayments. 

(i)  Forfeiture  of  rights  and  benefits. 

(11)  Maintains  supervision  over  the 
statistical  activities  pertinent  to  the 
foregoing  functions. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  claims  con- 
sists of  the  executive  a.ssistant,  veterans 
claims  service,  dependents  and  beneficia- 
ries claims  service,  the  central  commit- 
tee on  waivers  and  forfeitures,  and  the 
claims  statistics  service. 

(e)  Office  of  the  assistant  administra- 
tor for  construction,  supply,  and  real 
estate — (1)  Mission.  Formulates  poli- 
cies, plans,  and  procedures  for  the  con- 
struction, maintenance  and  operation, 
supply,  real  estate,  and  safety  and  fire 
protection  programs  of  the  Veterans'  Ad- 
ministration; exerci-ses  direct  supervision 
over  activities  under  immediate  juris- 
diction of  the  central  office;  and  main- 
tains supervision  over  activities  located 
in  field  stations. 

(2)  Major  functions.  The  office  of  the 
assistant  administrator  for  construction. 
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supply,  and  real  estate  performs  the  fol- 
lowing major  functions:' 

(1)  Formulates  plans,  policies,  and 
procedures  relating  to: 

(a)  Space  requirements,  acquisition, 
construction.  utilization,  alteration, 
maintenance,  repair,  protection,  and  dis- 
posal of  all  real  property;  maintenance 
and  operation  of  utility  systems,  eleva- 
tors, laundries.  Government-owned 
transportation,  heavy  duty  mechanical 
equipment,  fire-fighting  equipment,  and 
farms. 

(b)  Requirements,  acquisition,  stor- 
age, distribution,  property  accounting, 
stock  control,  maintenance,  and  disposal 
of  all  supplies  and  equipment;  execution 
of  service  contracts  and  transportation 
of  things. 

(c)  The  Veterans'  Administration 
safety  tind  fire  protection  programs. 

(ii)  Takes  such  action  as  is  necessary 
to  insure  that  the  Veterans  Administra- 
tion construction,  maintenance  and  op- 
eration, supply,  real  estate,  safety  and 
fire  protection  programs  are  executed  in 
accordance  with  established  policies,  pro- 
cedures, and  objectives. 

<lii)  Exercises  direct  supervision  over 
activities  pertaining  to  assigned  pro- 
grams under  immediate  Jurisdiction  of 
the  central  office. 

(Iv)  Exercises  supervision  over  activi- 
ties pertaining  to  aiislgned  programs  lo- 
cated In  field  stations. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  construction, 
supply,  and  real  estate  consists  of  the 
executive  assistant,  planning  stafT,  safety 
and  fire  protection  staff,  construction 
service,  supply  service,  real  estate  service, 
and  the  central  office  supply  and  utilities 
service. 

(f)  Office  of  the  assistant  administra- 
tor for  contact  and  administratii^e  serv- 
ices— (1)  Mission.  Formulates  policies, 
plans,  and  procedures  for  the  contact, 
records  management,  records,  publica- 
tions, and  administrative  services  pro- 
grams of  the  Veterans'  Administration; 
exercises  direct  supervision  over  activi- 
ties under  immediate  jurisdiction  of  the 


'  Punctlona  under  subparagraph  (2)  (1)  of 
this  paragraph  cover  Janitorial,  guard,  and 
labor  pool  services  IncUidlng  liaison  with 
Public  Buildings  Administration  concerning 
Buch  eervlces.  The  following  are  not  in- 
cluded: administrative.  (^>eratlon  of  tele- 
phone and  teletyf)e  systems  or  liaison  with 
commercial  companies  and  other  agencies  on 
all  matters  of  maintenance,  installation,  and 
repair  of  telephone  and  teletype  systems; 
travel  service:  and  fabrication,  procurement, 
storage,  and  distribution  of  forms  and  pub- 
lications. These  are  functions  of  the  office 
of  assistant  administrator  for  contact  and 
administrative  services.  Nor  does  subdivi- 
sion (1)  (a)  of  this  subparagraph  pertain  to 
property  acquired  by  the  Veterans'  Adminis- 
tration In  connection  with  ths  loan  guaranty 
program,  which  is  under  staff  Jurisdiction  of 
the  assistant  administrator  for  finance.  Ac- 
quisition, construction,  and  alteration  plans 
formulated  under  subparagraph  (2)  (1)  (a) 
of  this  paragraph  with  respect  to  hospitals 
and  clinics  will  be  approved  for  conformity 
with  medical  requirements  by  the  oflRce  of  the 
chief  medical  director  in  accordance  with 
current  directives.  Plans,  policies,  and  pro- 
cedures formulated  under  subparagraph  (2) 
(1)  (b)  of  this  paragraph  with  respect  to 
acquisition  of  supplies  will  be  based  upon  the 
professional  standards  and  needs  established 
by  the  using  service. 


central  office;  and  maintains  supervision 
over  comparable  activities  located  in  field 
stations. 

(2)  Major  functions.  Theofflreofthe 
assistant  administrator  for  contact  and 
administrative  services  performs  the  fol- 
lowing major  functions: 

(1)  Develops  policies  and  procedures 
concerning  the  installation  and  use  of 
tabulating  machine  equipment  through- 
out the  Veterans  Administration. 

(ii)  Plans  and  formulates  policies  and 
procedures  concerning  requirements  for 
the  use  of  electrical  communicating 
equipment  throughout  the  Veterans'  Ad- 
ministration. 

(Hi)  Prepares  budget  estimates  and 
authorizations  obligating  funds  for  ob- 
jects of  expenditure  pertaining  to  the 
office  and  reviews  estimates  for  such  ob- 
jects of  expenditure  submitted  by  the 
field  stations. 

•  iv)  Administers  a  program  concerned 
with  the  furnishing  of  advice  and  assist- 
ance to  veterans,  their  beneficiaries,  and 
dependents.  In  the  central  office,  and  for- 
mulates policies  and  procedures  for  the 
field  stations. 

(v)  Recommends  policies  and  proce- 
dures for  the  maintenance,  preservation, 
retirement,  and  disposal  of  all  Veterans' 
Administration  records. 

(vl)  Produces  or  procures  stocks  and 
distributes  all  printed  material  emanat- 
ing from  the  central  office  and  develops 
policies  relating  to  publications  functions 
In  the  field  stations. 

(vii)  Operates  the  centralized  records 
of  the  central  office,  secures  service  rec- 
ords from  the  service  departments,  and 
retires  or  disposes  of  all  Inactive  Vet- 
erans' Administration  records. 

(viii)  Administers  matters  concerned 
with  mail.  Index,  tabulating  machine, 
electrical  communication,  and  benefici- 
ary and  employee  travel  service  opera- 
tions in  central  office  and  develops 
policies  and  procedures  for  mall.  Index, 
and  beneficiary  and  employee  travel 
service  operations  in  the  field  stations. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  contact  and 
administrative  services  consists  of  the 
executive  assistant,  contact  service,  rec- 
ords management  service,  publications 
service,  records  service,  and  the  admin- 
istrative service. 

(g)  Office  of  the  assistant  administra- 
tor for  finance — d)  Mission.  Formu- 
lates policies,  plans  and  procedures  for 
the  finance  program  of  the  Veterans'  Ad- 
ministration ;  exercises  direct  suiaervislon 
over  activities  under  Immediate  Jurisdic- 
tion of  the  central  office ;  and  maintains 
supervision  over  activities  located  In  field 
stations. 

(2)  Major  functions.  The  office  of  the 
assistant  administrator  for  finance  per- 
forms the  following  major  functions: 

(1)  Directs,  In  central  office,  and  exer- 
cises supervision  over  the  administration 
in  the  field  stations,  of  all  finance  activi- 
ties relating  to  payment  of  veterans',  de- 
pendents', and  beneficiaries'  benefits;  the 
payment  of  all  administrative  expenses 
connected  therewith;  maintenance  of 
trust  funds  relating  to  Personal  Funds  of 
Patients  and  General  Post  Funds;  the 
compliance  by  the  Veterans  Administra- 
tion with  the  laws,  executive  orders,  reg- 
ulations, and  directives  relative  to  the 


expenditure  of  appropriated  funds;  and 
the  establishment  and  maintenance  of 
appropriate  records  pertaining  thereto. 

(11)  Develops  and  plans  all  policies, 
standards,  and  procedures  for  all  activi- 
ties in  the  Veterans'  Administration  re- 
lating to  the  guaranty  and  Insurance  of 
loans  under  Title  III  of  the  Servicemen's 
Readjustment  Act  of  1944,  as  amended. 

(ill)  Develops  and  plans  all  policies, 
standards,  and  procedures  for  all  activi- 
ties in  the  Veterans  Administration  re- 
lating to  the  readjustment  allowance 
program  under  the  Servicemen's  Read- 
justment Act  of  1944,  as  amended. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  finance  con- 
sists of  the  executive  assistant,  control 
accounts  service,  finance  management 
service,  loan  guaranty  service,  payees  ac- 
counts service,  and  tlie  readjustment  al- 
lowance service. 

(h)  Office  of  the  assistant  administra- 
tor for  insurance — <1>  Mission.  Formu- 
lates policies,  plans,  and  procedures  for 
the  insurance  program  of  the  Veterans" 
Administration;  exercises  direct  super- 
vision over  activities  under  immediatt- 
jurisdiction  of  the  central  office;  and 
maintains  supervision  over  activities  lo- 
cated In  field  stations. 

(2)  Major  functions.  The  office  of  the 
assistant  administrator  for  insurance 
performs  the  following  major  functions: 

(1)  Administers  all  laws  relating  to 
insurance  granted  under  the  War  Ri.sk 
Insiu-ance  Act.  as  amended;  the  World 
War  Veterans'  Act.  1924,  as  amended: 
the  National  Service  Life  Insurance  Act 
of  1940.  as  amended;  Article  IV  of  the 
Soldiers'  and  Sailors'  Civil  Relief  Act  of 
1940,  and  amendments  thereto;  subsec- 
tion 6  (d)  of  the  Armed  Forces  Leave 
Act  of  1946,  and  those  provisions  of  the 
World  War  Adjusted  Compensation  Act 
applicable  to  the  Veterans'  Administra- 
tion excluding  the  loan  provisions. 
Excepted  from  the  foregoing  functions 
is  the  adjudication  of  death  claims  and 
awarding  or  disallowing  of  death  benefits. 

(ID  Conducts  studies  of  insurance  ex- 
perience and  practices  on  a  broad  scale 
throughout  the  field  of  commercial  life 
Insurance  as  well  as  within  the  Govern- 
ment; and  develops  over-all  policy  in 
connection  with  the  Government  insur- 
ance program. 

(ill)  Formulates  policies,  standards 
and  procedures  for  granting  or  makint; 
changes  In  contracts  for  life  and  disabil- 
ity insurance. 

(Iv)  Formulates  policies,  standard';, 
and  procedures  for  making  determina- 
tions for  total  or  total  permanent  disa- 
bility for  insurance  purposes  and  award- 
ing and  terminating  such  benefits. 

(V)  Conducts  actuarial  functions  and 
maintains  necessary  accounts  and  rec- 
ords. 

(vl)  Formulates  policies,  standards, 
and  procedures  for  the  collection  and 
disposition  of  insurance  premiums  and 
the  maintenance  of  Insurance  premium 
accounts. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  insurance 
consists  of  the  executive  assistant,  coor- 
dinating staff,  underwriting  service,  dis- 
ability insurance  claims  servce.  actuarial 
service,  insurance  accounts  service,  field 


operations  service,  and  the  special  in- 
surance projects  service. 

(i)  Office  of  the  assistant  administra- 
tor for  legislation — (1)  Mission.  Ad- 
ministers generally  all  matters  pertain- 
ing to  proposed  legislation.  Executive  or- 
ders, and  proclamations  affecting  the 
Veterans'  Administration,  and  performs 
all  services  relative  to  veterans'  affairs 
required  by  liaison  maintained  with 
Members  of  Congress  and  their  secretar- 
ial staffs. 

(2)  Major  functions.  The  office  of  the 
assistant  administrator  for  legislation 
performs  the  following  major  functions: 

(1)  Supervises  and  coordinates  all  mat- 
ters pertaining  to  proposed  legislation, 
executive  orders,  and  proclamations  af- 
fecting the  Veterans'  Administration,  in- 
cluding the  preparation  of  proposed  leg- 
islation, executive  orders,  and  proclama- 
tions, and  the  preparation  of  reports 
concerning  such  matters  to  committees 
of  Congress,  the  President,  the  Bureau  of 
the  Budget,  and  other  executive  agencies. 

(11)  Develops  and  coordinates  Vet- 
erans' Administration  policy  pertaining 
to  proposed  legislation,  executive  orders, 
and  proclamations;  and  records  .such 
policy  upon  approval  by  the  Administra- 
tor. 

(ill)  Represents  the  Administrator  in 
congressional  committee  and  other  hear- 
ings and  in  Interdepartmental  confer- 
ences on  legislative  matters. 

(Iv)  Prepares  compilations  of  federal 
laws  pertaining  to  veterans,  annotated. 
Indexed,  and  cross-referenced,  In  ac- 
cordance with  Public  Resolution  117, 
Seventy-fourth  Congress,  June  20,  1936 
<49  Stat.  1569).  or  as  otherwise  author- 
ized; and  pamphlets,  resumes,  releases, 
and  documents  pertaining  to  veterans' 
legislation,  as  required. 

(V)  Maintains  liaison  with  the  Senate 
and  House  committees  and  contact  ac- 
tivities in  both  Houses  of  Congress. 

(vD  Maintains  legislative  historical 
records  and  service  therefrom. 

(3)  Organization.  The  assistant  ad- 
ministrator for  legislation  has  Jurisdic- 
tion over  and  is  responsible  to  the  Ad- 
ministrator for  the  proper  conduct  of 
the  functions  of  the  office  of  the  assistant 
administrator  for  legislation  which  con- 
sists of  the  office  of  executive  assistant 
for  legislation,  legislative  projects  serv- 
ice I,  legislative  projects  service  II,  leg- 
islative projects  service  III,  and  the  con- 
gressional liaison  service. 

(j)  Office  of  the  chief  medical  direc- 
tor— (1)  Mission.  The  chief  medical  di- 
rector has  jurisdiction  over,  and  is  re- 
sponsible to,  the  Administrator  for  the 
proper  conduct  of  the  activities  of  the 
department  of  medicine  and  surgery. 
The  department  of  medicine  and  sur- 
gery insures  complete  medical  and  hos- 
pital service  for  the  medical  care  and 
treatment  of  veterans,  as  prescribed  by 
the  Administrator  of  Veterans'  Affairs, 
pursuant  to  Public  Law  293,  79th  Con- 
press,  and  other  statutory  authority  and 
regulations. 

(2)  Major  functions.  The  office  of  the 
chief  medical  director,  subject  to  the  ap- 
proval of  the  Administrator,  performs 
the  following  major  functions: 

(1)  Develops  and  establishes  policies 
governing  the  determination  and  admin- 


V  Istratlon  of  professional  standards,  phys- 
ical standards,  promotions,  specialist 
ratings,  and  disciplinary  actions  with  re- 
spect to  personnel  appointed  In  the  de- 
partment of  medicine  and  surgery  under 
the  provLsions  of  Public  Law  293,  Sev- 
enty-ninth Congress. 

( ii  >  Develops  and  initiates  policies  and 
procedures  for  the  establishment  and  im- 
provement of  standards  of  medical  ex- 
aminations and  care,  dental  examina- 
tions and  care,  nursing  care,  prosthetic 
appliances  and  sen.sory  aids,  the  training 
of  physicians  and  professional  and  non- 
professional personnel;  and  the  diagno- 
sis and  treatment  of  medical,  surgical, 
and  dental  conditions. 

(Hi)  Formulates  policies  for.  and  coor- 
dinates the  activities  of  centers  with, 
domiciliary  activities  (the  term  "centers" 
as  used  in  this  paragraph  pertains  only 
to  centers  consisting  of  hospital  and 
domiciliary  activities  and  to  the  hospital 
activites  of  other  centers),  hospitals, 
outpatient  administration,  pharmacy  ad- 
ministration, dietetics,  social  service,  and 
such  other  activities  relating  to  the  medi- 
cal welfare  of  the  beneficiaries  as  may  be 
established. 

(iv)  Formulates  policies  governing 
medical  research,  including  clinical  and 
laboratory  research;  collaborates  with 
other  governmental,  military,  or  recog- 
nized civilian  agencies  or  groujxs  engaged 
in  or  interested  in  similar  programs;  and 
develops  policies  and  procedures  govern- 
ing the  affiliation  of  Veterans'  Adminis- 
tration hospitals  with  approved  medical 
schools. 

(v»  Establishes  minimum  professional 
standards  for  medical  supplies  and 
equipment  and  prepares  basic  equipment 
lists  for  inclusion  in  tables  of  basic  equip- 
ment; determines  number,  type,  and  lo- 
cation of  beds  and  other  medical  facili- 
ties required  for  estimated  patient  loa^, 
makes  appropriate  recommendations  for 
acquisition  or  disposal  of  Veterans'  Ad- 
ministration and  other  hospital  and 
medical  facilities,  and  arranges  for  pro- 
vision of  facilities  in  addition  to  those 
under  Veterans  Administration  control, 
as  necessary  to  meet  the  estimated  loads ; 
determines  professional  requirements  for 
and  collaborates  on  the  establishment 
of  policies  and  programs  for  providing 
alterations  to  and  construction  of  centers 
and  hospitals,  including  the  selection  of 
sites  for  Veterans*  Administration  hos- 
pitals and  centers. 

(vl)  Prepares,  in  coordination  with  all 
Interested  agencies,  instructional  ma- 
terial for  beneficiaries,  professional  and 
allied  personnel,  relative  to  the  medical, 
surgical,  dental,  and  other  similar  pro- 
fessional practices  and  requirements 
under  the  jurisdiction  of  the  chief  medi- 
cal director. 

(Vii)  Maintains  liaison  with  other  as- 
sistant administrators  and  civilian,  mili- 
tary, or  other  governmental  agencies  or 
groups  engaged  In,  or  concerned  with, 
the  practice  of  medicine,  surgery,  den- 
tistry, psychiatry,  neurology,  and  related 
fields. 

(3)  Organization.  The  office  of  the 
chief  medical  director,  department  of 
medicine  and  surgery,  consists  of  the 
deputy  medical  director,  the  executive 
officer,  special  boards,  management  and 
planning     staff,     professional     service, 


dental  service,  research  and  education 
service,  nursing  service,  prosthetic  and 
sensory  aids  service,  auxiliary  service, 
and  the  hospitalization  and  requirements 
service.  A  special  medical  advisory 
group  composed  of  members  of  the  medi- 
cal and  allied  .scientific  professions  ad- 
vises the  Administrator,  through  the 
chief  medical  director,  and  the  chief 
medical  director  direct,  relative  to  the 
care  and  treatment  of  disabled  veterans, 
and  other  matters  pertinent  to  the  de- 
partment of  medicine  and  surgery. 

(k  >  Office  of  the  as.<>istant  administra- 
tor for  personnel — <  1 »  Mission.  Acts  as 
adviser  to  the  Administrator  on  person- 
nel management;  recommends  policies, 
systems,  administrative  instructions,  and 
procedures  and  directs  related  adminis- 
trative activities  for  the  purpose  of  de- 
veloping and  maintaining  an  efficient 
working  force  to  accomplish  the  general 
mission  of  the  VA;  exercises  direct  super- 
vision over  personnel  activities  under 
Immediate  jurisdiction  of  the  central  of- 
fice and  maintains  supervision  over  per- 
sonnel activities  located  in  field  stations. 

(2 )  Major  functions.  The  office  of  the 
assistant  administrator  for  personnel 
performs  the  following  major  functions: 

(i)  Develops  and  recommends  policies 
for  the  acquisition  and  maintenance  of 
an  efficient  working  force. 

(ii)  Develops  and  promulgates  sys- 
tems, standards,  administrative  instruc- 
tions, and  procedures  for  the  effectua- 
tion of  established  personnel  policies. 

(iii>  Renders  staff  assistance  and  ad- 
vice on  personnel  matters  to  key  officials 
in  the  central  office  and  to  managers  and 
personnel  officials  In  field  stations  to  en- 
courage the  effective  application  of  per- 
sonnel policies,  systems,  standards.  Civil 
Service  regulations,  administrative  in- 
structions, and  procedures. 

(iv)  Reviews  and  evaluates  the  effec- 
tiveness of  personnel  administration  In 
the  field  stations;  maintains  technical 
supervision  over  personnel  administra- 
tion activities  throughout  VA. 

(v)  Processes  certain  personnel  trans- 
actions for  the  field  service,  Including  the 
allocation  of  positions. 

(vi»  Conducts  the  personnel  adminis- 
tration program  for  the  central  office 
itself. 

(3)  Organization.  The  office  of  the 
assistant  administrator  for  personnel 
consists  of  the  executive  assistant,  per- 
sonnel management  staff,  departmental 
personnel  officer,  classification  service, 
recruitment  and  placement  service,  per- 
sonnel relations  and  training  service,  and 
the  medical  personnel  service. 

(1)  Office  of  the  solicitor — (D  Mis- 
sion. As  chief  law  officer  of  the  Veterans' 
Administration,  advises  the  Administra- 
tor, staff  members,  and  heads  of  oper- 
ating agencies  on  all  law  matters;  for- 
mulates policies  and  procedure  as  to  all 
legal  matters— including  litigation  and 
guardianship — and  exercises  supervision 
over  such  activities  located  in  field  sta- 
tions. 

(2)  Major  functions.  The  office  of 
the  solicitor  jierforms  the  following 
major  functions: 

(i)  Renders  opinions  on  legal  matters, 
prepares  or  approves  submission  to  the 
Attorney  General  and  Comptroller  Gen- 
eral, cooperates  with  the  department  of 
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jiistice.  et  al,  regarding  civil  and  criminal 
actions  in  Federal  courts,  participates  in 
litigation  and  State  courts,  as  necessary, 
and  malces  final  disposition  of  damage 
and  other  claims. 

(ii)  Provides  general  policy  and  fur- 
nishes supervision  over  all  guardianship 
and  field  examination  functions  of  chief 
attorneys  in  the  field  stations. 

•  3)  Organization.  The  office  of  the 
solicitor  consists  of  the  deputy  solicitor, 
the  executive  office,  legal  service,  and 
guardianship  service. 

(m)  Office  of  the  assistant  adminis- 
trator for  special  services — »1)  Mission. 
The  primary  mission  of  the  office  of  the 
assistant  administrator  for  special  serv- 
ices is  lo  help  the  hospitalized  veteran- 
patient  to  get  well.  In  the  performance 
of  this  mission,  special  services  programs 
are  planned  in  coordination  with  the  de- 
partment of  medicine  and  surgery  and 
conducted  by  special  services  personnel 
for  patients  whose  participation  in  the 
special  services  program  has  been  cleared 
or  specified  by  appropriate  medical  au- 
thorities. The  office  of  the  assistant  ad- 
minLstrator  for  special  services  formulates 
policies,  plans,  and  procedures  for  the 
special  services  program  of  the  Veterans' 
Administration;  exercises  direct  supervi- 
sion over  activities  under  immediate  ju- 
risdiction of  the  central  office;  and  main- 
tains supervision  over  activities  located 
in  field  stations. 

(2)  Major  functions.  The  office  of 
the  assistant  administrator  for  special 
services  performs  the  following  major 
f  imctions : 

(i  >  Develops  and  recommends  for  pub- 
lication directives  to  effectuate  policies, 
plans,  and  procedures  covering  all  spe- 
cial services  activities.  Within  general 
policies  and  decisions  of  the  Adminis- 
trator, formulates  and  issues,  cither 
orally  or  by  letter,  such  in.structions  as 
may  be  necessary  to  carry  into  effect 
those  policies  and  decisions  within  the 
functional  field  of  special  services. 

I  ii  •  Maintain  liaLson  with  service  and 
welfare  organizations  in  matters  per- 
taining to  the  special  services  aspect  of 
the  voluntary  service  program  in  Vet- 
erans' Administration. 

(ill)  Develops  and  conducts  programs 
for  the  orientation  and  training  of  spe- 
cial services  personnel  in  collaboration 
with  the  office  of  the  assistant  adminis- 
trator for  personnel. 

(iv)  Develops  and  recommends  policy 
relative  to  the  acceptance  of  gifts  and 
donations  offered  to  the  Veterans'  Ad- 
ministration. 

(v»  Allocates  from  that  part  of  the 
general  post  fund  balance  which  is  con- 
trolled exclusively  by  central  office  on 
the  basis  of  developed  needs  at  hospitals 
and  centers  with  domiciliary  activities. 

<3)  Organization.  The  office  of  the 
assistant  administrator  for  special  serv- 
ices consists  of  the  executive  assistant, 
management  and  planning  staff,  vet- 
erans canteen  service,  recreation  service, 
fiscal  and  administrative  service,  chap- 
laincy service,  and  the  library  service. 

(n)  Office  of  the  assistant  administra- 
tor for  vocational  rehabilitation  and  edu- 
cation— (IV  Mission.  Formulates  poli- 
cies, plans,  and  procedures  for  the  voca- 
tional rehabilitation  and  education  or 
training  programs  of  the  Veterans*  Ad- 
ministration under  the  provisions  of  Part 
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VII  and  Part  VIII.  Veterans'  Regulation 
1  (a)  (38  U.  S.  C.  Ch.  12),  as  amended; 
exercises  direct  supervision  over  activi- 
ties under  immediate  jurisdiction  of  the 
central  office;  and  maintains  supervision 
over  activities  located  in  field  stations. 

(2)  Major  functions.  The  office  of 
the  assistant  administrator  for  voca- 
tional rehabilitation  and  education  per- 
forms the  following  major  functions: 

(i>  Develops  a  program  for  the  deter- 
mination of  eligibility  and  extent  of  en- 
titlement to  education  or  training  bene- 
fiLs.  including  the  authorization  of  sub- 
sistence allowance  payments  under  both 
Part  VII  and  Part  VIII,  as  amended. 

(ii)  Develops  a  roster  of  training  facil- 
ities. 

(iii)  Develops  a  program  for  advLse- 
ment  and  guidance  of  veterans  in  voca- 
tional rehabilitation  and  for  those  vet- 
erans eligibile  for  education  or  training 
who  desire  guidance. 

(iv)  Develops  a  program  for  prescrib- 
ing courses  of  vocational  rehabilitation 
to  restore  employability  lost  by  reason  of 
service-incurred  disabilities,  and  for 
supervising  the  training  of  disabled  vet- 
erans under  Part  VII,  as  amended,  and 
veterans  enrolled  in  a  course  of  educa- 
tion or  training  under  Part  VIII,  as 
amended. 

i3)  Organization.  The  office  of  the 
as.<;i.stant  administrator  for  vocational  re- 
habilitation and  education  consists  of  the 
executive  assistant,  registration  and  re- 
search service,  training  facilities  service, 
advisement  and  guidance  service,  and 
the  education  and  training  service. 

Sec.  3.  Field  station.t.  Thl.s  term  ap- 
plies to  Veterans'  Administration  instal- 
lations located  in  the  field,  and  includes 
the  following: 

(a)  District  office.  A  Veterans'  Ad- 
ministration district  office  Is  an  organi- 
zational element  established  to  render 
services  provided  by  law  for  veterans, 
their  dependents,  and  beneficiaries  with- 
in an  assigned  area  in  connection  with 
the  insurance  and  the  dependents  and 
beneficiaries  claims  programs;  imple- 
ments established  policies,  plans,  and 
procedures  for  the  Insurance  and  death 
claims  programs  of  the  Veterans'  Admin- 
istration; and  performs  the  auxiliary 
services  necessary  for  operation  of  the 
district  office  including  administrative, 
finance,  personnel,  and  supply  activities. 
(See  sec.  4  (c>  for  respective  jurisdic- 
tions.) 

(b)  Regional  office.  A  regional  office 
is  an  organizational  element  which  under 
properly  constituted  authority  grants 
benefits  and  services  provided  by  law  for 
veterans,  their  dependents,  and  bene- 
ficiaries within  an  assigned  territory; 
furnishes  information  as  to  all  Veterans' 
Administration  benefits  and  services; 
procures  data  regarding  applications  and 
claims;  rates  and  adjudicates  claims  and 
makes  awards  for  disability  compensa- 
tion and  pension;  conducts  physical  and 
mental  examinations  for  claims  pur- 
poses; e.stablishes  eligibility  and  need  for 
hosiMtali2atlon  in  other  Government  and 
private  institutions  and  State-home 
care;  renders  outpatient  treatment  and 
Bocial  service;  handles  guardianship  and 
fiduciary  matters  and  authorized  legal 
proceedings;  aids,  guides,  and  prescribes 
vocational   rehabilitation   training   and 


administers     educational    benefits    for 
World  War  II  veterans;  guarantees  loan^ 
for  purchase  or  constriKtion  of  homiw 
farms,  or  business  property;   aids  and 
otherwise  assists  the  veteran  in  excret- 
ing his  rights  to  benefits  and  service.'- : 
conducts  administrative,  finance,  supply 
files,  and  records  activities;  and  super- 
vises   Veterans'    Administration    oflicf 
under  its  jurisdiction.     Regional  offici 
are   located   in   each   Slate,   in   certain 
territories  and  possessions,  and  in  thv 
Philippine  Islands. 

(c)  Hospital.  The  Veterans'  Admin- 
istration hospital  is  an  organizational 
element  established  to  provide  all  eli- 
gible beneficiaries  with  the  best  possibli' 
diagnostic  and  therapeutic  services  i:i 
accordance  with  the  highest  current  pro- 
fessional standards.  Hospitals  are  gen- 
erally classified  as  GMliS  (General  Medi- 
cal and  Surgical*.  NP  (Neuiopsychia - 
trie),  and  TB  (Tuberculosis)  indicatin; 
the  major  type  of  treatment.  Usually 
however,  hospitals  are  equipped  to  ren- 
der more  than  one  type  of  treatment  ami 
some  hospitals  have  facilities  for  highlv 
specialized  services  such  as  those  for 
tumors,  chest  surgery,  neurosurgerj , 
paraplegia,  etc. 

<d)  Center.  A  Veterans'  Administra- 
tion center  is  an  organizational  elemeni 
which  operates  as  a  hospital,  plus  lli>' 
operations  of  either  *1»  regional  office 
activities  (as  defined  in  paragraph  tb' 
of  this  section),  or  (2i  domiciliary 
(home)  activities,  or  <3>  both  d)  and 
<2)  above.  "At  St.  Paul,  Minnesota,  the 
District  office  and  Regional  office  activi- 
ties have  been  combined  and  designated 
a  center.)  By  domiciliary  activities  is 
meant  the  providing  of  a  home  and  the 
furnishing  of  domiciliary  care  and  medi- 
cal treatment  when  needed  to  those  vet- 
erans who  are  unable  Ixcause  of  thtir 
disabilities  to  care  for  themselves  but 
who  are  not  in  need  of  nursing  servico. 
constant  medical  supervision,  or  defini- 
tive medical  treatment.  Domiciliary 
service  is  not  to  be  considered  as  a  con- 
valescent home  or  an  adjunct  to  the 
hospital  for  treatment  of  chronic  di.*^- 
eases  or  as  custodial  care  of  incompetent 
veterans. 

(e>  Domiciling  center.  A  Veteran^' 
Administration  domiciliary  center  is  a 
field  station  having  only  domiciliary  ar- 
tivities.  as  defined  in  (uiragraph  (d)  of 
this  section. 

If)  VA  office.  A  VA  office  is  an  organ- 
izational element  under  either  a  man- 
ager-in-charge  or  an  offlcer-in-charpc 
established  to  render  services  to  veter- 
ans, their  dependents  and  beneflciarit  < 
and  others,  and  may  be  staffed  and 
equipped  as  the  load  of  work  necessitatt  - 
to  render  such  extensions  of  regional 
office  services  as  may  be  as.signed  by  th*' 
regional  manager.  Offices  with  man- 
ager-in-charpe  may  have  assigned  terri- 
tory. The  heads  of  VA  offices  are  respon- 
sible to  the  parent  regional  office. 

(g)  Other  field  installatinyis.  In  ad- 
dition to  the  installations  referred  to  In 
paragraphs  (a»  to  (f)  of  this  section. 
there  are  a  limited  numl)er  of  forms  dt  - 
pots,  supply  depots,  a  records  center  and 
a  publication  depot. 

Sec.  4.  Addresses  of  Veterans' 
Administration  installation.^: — (a)  Ad- 
dresses by  States.     This  is  a  gu'de  to  the 
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location  of  Veterans'  Administration  field 
stations  in  each  State,  where  Information 
may  be  obtained  by  personal  contact  or 
correspondence  concerning  benefits  to 
veterans  and  their  dependents  and  bene- 
ficiaries. The  parent  regional  offices  and 
centers  having  regional  office  activities 
are  listed  with  the  VA  Offices  (formerly 
subregional  and  contact  offices)  there- 
under. VA  Offices  having  Managers-ln- 
Charge  are  italicized,  and  where  such 
offices  have  territory  allocated,  the  VA 
Offices  with  Officers-in-Charge  in  that 
territory  are  indented  thereunder. 

Alarama 


Typeo' 
activity 


Location 


Address 


Regiunal    Of-     Montgomery  4.. 
ill-*-. 
VA  Office... I      AnnistOD. 


V.4  Office...] 
VA  Office. 
VA  Office. 
VA  Offic*. 


liirminghaTn  5. 

Decatur 

Duttian 

Florence 


VA  Office...!  Oads.len.  ., 

VA  Office...]      .Mohile  to. 

Hospital I  Tuscaloom.. 


Hoepital 1  Tuslci'free   

Hospital MoniRomery  10. 

Supply  Depot     .Montgomery  3.. 


400  Lee  St. 

Bootcr    Bldg..    13th 

and  Moore  .K\e. 
1724  3d  Ave.  North. 
301  Oordon  Dr. 
301  North  Foster  .«t. 

401  East  Tuscaloosa 
St. 

Post  Office  Hldp. 
957  Springhill  Ave. 
Veterans'     Adminis- 
tration Hospital. 
Do. 
Perry  Hill  Rd. 
r.  O.  Box  2111. 


Amro.NA 

Kegional    Of- 

Phoenix  

Elli.'^BIdg.,137North 

fice. 

2d  Ave, 

VAOffiw  .. 

FlagsUfI 

Arizona    State 

College, 
inf.  North  riroHd  St. 

VA  Office... 

Glote 

VA  Office... 

Tucson 

Cireenway  SlatioD 

VA  Offlif  .. 

Yuma 

IW  .Main  St. 

Hospital 

I'h<xTiix 

P.  O.  Box  22l>". 

Hospital 

Tuscson 

Vetcmns'    .Adminis- 
tration Hospital. 

Center  (hospi- 

Whipple  

Veterans'     .Adminis- 

tal and  dom- 

tration Center 

iciliary).        1 

Arkansas 


Regional    Of- 
flw. 
VA  Office... 

Little  Rock 

Federal  Uidji. 

.ArWadelpliia.. 

1010 r,th  St. 

VA  Office... 

Bate.<vil  e 

113  We.nMain  St. 

VA  Offi(v  .. 

Ulvtheville.... 

116  South  2il  St. 

VA  Offiw  .. 

F.l  Dorado 

Fcleral  Bldu. 

VA  Office... 

Fayetteville... 

27  South  Block  St. 

VA  Offiw  .. 

Forrest  City.. 

I'lanters  Bank  Bldg. 

V A  Office... 

Fort  Smith.... 

121H  .<outh  A  St. 

VA  Offi(v... 

Harri.son 

Seville  Hoi.l. 

VA  Office  .. 

Helena 

Solomon  Bldg. 

VA  Offliv  .. 

Hot  Springs... 

Citixens  Bldg. 

V A  Office... 

Jonesboro 

Jonesboro   Clinic 

Bldg. 
2034  West  Slh  St. 

VA  Office  .. 

Pine  BlufT 

VA  Office... 

Husaellville... 

Courthouse.  100 
Main  St. 

VA  Office... 

Texarkana 

P.  O.  Bldir.,.Mh  and 
State  Line. 

Hospital 

Fayetteville    ... 

Veterjns'  .Adminis- 
tration Hospital. 

Hospital 

North    Little 
Rock. 

Do. 

CALirOKNIA 


Regional    Of- 

I-os Angilcs25.. 

1.180     South     Sepul- 

fice. 

ve<Ia  Bldg. 

VA  Office... 

Pasadena 

137  North   Marengo 

Ave. 
1101)    Golden    State 

VA  Offiee... 

Bakers  field.... 

Highway. 

VA  Offict... 

Long  Heach 

21,'i  -Araeric-an  .Ave. 

VA  Office... 

.Son     Bernar- 
dino. 

1120  North  E  St. 

VA  Offiw... 

Ia<       Vegas, 

Elwell  Hotel,  IH  Car- 

Nov. 

son  Si. 

11  Office... 

SaniQ  Barbara. 

73.S  SUUe  St. 

VA  Office... 

San    Luis 
Obispo. 

SM  Santa  Rosa  St. 

Regional    Of- 

San  Deigo  12.... 

32.'i      B      St.    Mall: 

flOi' 

P.  O.  Box  1111. 

VA  Office... 

El  Centre 

6th  and  Main  Sts. 

VA  Office... 

Oceansldo 

122  North  Cleveland 

St. 

'Not  for  contacts  concerning  benefits. 
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Type  of 
activity 


Regional    Of- 
fice. 
VA  Office... 
VA  Office... 

VA  Office... 

VA  Offiee... 
VA  Office... 
VA  Offiee... 
V.\  Office... 
VA  Office... 
VA  Office... 
VA  Office... 
VA  Office... 
V.\  Office... 
District  Office 

Hospital 

Center  (hospi- 
tal an<l  dom- 
iciliary). 

Hospital 

Hospital 

Hospital 

Hospital 

Hospital 

Supply  Depot 

(I). 
Western 
Fomn  Depot.' 


Location 


San  Francisco  3 

Eureka 

San  Francisco 

5. 
Santa  Rosa... 

Freino  1 , 

Oakland 

Richmoml 

Sacramento 

Redding 

Vallejo 

San  joie  tS 

Salin:us 

Stockton 

San  Francisco  5. 

LI  verm  ore 

Los  Angeles  25.. 


Oakland  12...... 

Palo  Alto 


Address 


San  Fernando... 
San     Franci.sco 

21. 
Van  Nuys 

Wilmington 

Oakland 


40  4th  St. 

Federal  Bldg. 

180  New  Montgom- 
ery St. 

Lemmon  Bldg.,  533 
5th  St. 

2109  Inyo  St. 

1305  Franklin  St. 

4218  Mac  Donald  Ave. 

921  loth  .<t. 

1407  California  St. 

32-34  Oeorge  St. 

439  South  1st  St. 

6  We.st  Oabilan  St. 

322  East  Weber  St. 

ISO  .New  ^fontgom• 
cry  St. 

Veterans'  .Adminis- 
tration Hospital. 

Sawtelle  and  Wil- 
shire  Blvds. 

13th  and  Harrison 
Sts. 

Veterans'     Adminis- 
tration Haspital. 
Do. 

42d  and  Clement  Su. 

Veterans'     Adminis- 
tration. 
P.  O.  Box  .3*5. 

Taft-Pennoyer  Bldg, 
I5ih  and  Clay  Sts. 


Colorado 


Regional    Of- 

Denver  2 

1108  15th  St. 

Rce. 

VA  OlTice... 

Boulder 

1424  Pearl  St. 

VA  Office... 

■Colorado 

121  East  Pikes  Peak 

Springs. 

Ave. 

V.V  Office... 

Durango 

Fi<deral  Bldg. 

VA  Office... 

Fort  Collins... 

101  North  College 
A  ve. 

VA  Onice... 

Grand    Junc- 
tion. 

308  f  J  Main  St. 

VA  Office... 

Greeley 

Gt.«ley  Bldg..  802 
Mh  Ave. 

VA  Office... 

Pueblo 

120  North  Main  St. 

VA  Office... 

>^terling 

FMeml  Bldg. 

VA  Ofliw... 

Trinidad 

312  North  Commer- 
cial St. 

District  Office. 

Denver  1 

P.      O.     Box     12W), 
Denver    Federal 
Center. 

Hospital 

Fort  Logan  (near 

Veterans'    Adminis- 

Denver!. 

tration  Hospital. 

Hospital 

Fort  Lyon  (near 
Las    Animas, 
Bent  County). 

Do. 

Connecticut 

Regional    Of- 

Hartford  4 

95  Pearl  St. 

fic. 

VA  Office... 

Middletown.. 

.TO  Main  St. 

VA  Office... 

New  Britain.. 

30  Ea-st  Main  St. 

VA  Office... 

New  London..! 

P.  O  Bldg..  27  .Ma- 
sonic St. 

VA  Office... 

Norwich 

P.  O.  Bldg. 

VA  Otfice... 

Br  idae  ports... 

3.15  Fairfield  Ave. 

VA  Offiee... 

Danburv 

44  Elm  St. 

VA  Office... 

New  Haven  11 

294  Cedar  St. 

VA  Office... 

Stamford 

P.  O.  Bldg.,  421  At- 
lantic St. 

VA  Office... 

Waterhury  30. 

17-21  Willow  St. 

Hospital 

Kewinpton  11... 

Veterans'  Adminis- 
tration Hospital. 

Dklawarb 


Regional    Of- 
fice. 
No   VA   of- 
fices.) 

Hospital 

Wilmington 

do 

Dravo  Bldg. 

Veterans'    Adminis- 
tration Hospital. 

District  or  CoLtJiiBU 


Regional    Of- 
fice. 
(No  VA  of- 
fices.) 

Hospital 


Washington  25.. 
Washington  T... 


1825  H  St.  NW. 


3650  Wisconsin  Ave. 
NW. 


Florida 


Type  of 
activity 

Location 

Address 

Regional    Of- 

Miami 10 

3300    Northeast     ad 

fice. 

Ave.  Mail:  P.  O. 
Box  1?  1. 

VA  Office... 

Fort  Lauder- 
dak>. 

County  Courthou.se. 

VA  Office... 

Fort  Pierce.... 

118  .Arcade  Bldg. 

VA  Office... 

Key  West 

P.  O.  Bldg. 

VA  Office... 

West  Palm 
Beach. 

712  Comeau  BMg. 

Regional    Of- 

Pass-A-Grllle 

Pft.s.s-A-Grille  Beach 

fice. 

Beach. 

Kt^ional  Office,  P. 
O.  Box  1437.  .St. 
Petersburg.  Fla. 

VA  Office... 

D  a  V  t  0  n  a 

23:)  South   Palmetto 

Beach. 

Ave. 

VA  Office... 

Ft.  Myers 

Leon  Bldg.,  2237 
Hendry  St. 

VA  Office... 

Gainesville 

Seairlo  Bldg..  P.  O. 
Box  tVW. 

VA  Office... 

Jacksonriltel.. 

Haverty  Bldg.,  317 
Main  St. 

VA  Office... 

Lakeland 

aofU..  South  Ken- 
tuckv  Ave. 

VA  Office... 

Mariatina 

Corner  Estes  and 
Lafayette   Sis. 

VA  Offict... 

Orlando 

Old  Post  Office,  42 
East  Central  Ave. 

VA  Office... 

Panama  City. 

P.  O.  Bl.lg. 

VA  OflBce... 

Pen.sacola 

Carjjenters  Hall.  114 
East  Gregory  St. 

VA  Office... 

Tallahassee... 

Terry     Rosa    Bide.. 

1439  South  Monroe 

St. 
Coast     Guard    Bar- 

VA Office... 

Tampa  6 

racks,     Davis     Is- 

land. 

Center     (hos- 

Bay Pines 

Veterans'  Admln- 

pital       and 

i-stration  Center. 

domiciliary). 

Hospitid 

Coral  Gables 

Veterans'  Admin- 
istration Hospital. 

Hospital. 

Lake  City 

Do. 

(iKf)ROIA 


Regional    Of- 

Atlanta 3 

105  Pryor  St.  NE. 

fice 

VA  Office... 

Albany 

221  Broad  Ave 

VA  Office... 

Athens  .  ... 

P  O.  Bldg 

VA  f)fflce... 

Aucusta 

Municipal  Bldg. 

VA  Office... 

Brunswick 

AiKlrews  Bldg., 
(iloucester  St. 

VA  Office... 

Columbus 

1320  Broad  St. 

V.i  Otfiee... 

Macon 

Jac<iiies  Bldg.,  407 
Broailway. 

VA  Office... 

Rome 

West  Bldg 

VA  Office... 

Sarannah 

Blun  Building,  35 
Bull  St. 

VA  Office... 

Valdosta 

412  West  Central 
Ave. 

District  Office. 

Atlanta  3 

Veterans'  Admin- 
istration District 
Offic*'. 

Hospital 

Atlanta 

5998  Peachtree  Road 

NE. 

Hospital 

Augusta 

Veterans'  Admin- 
Lstration  HospitaL 

Hosnital 

Chamblee 

Do. 

Hospital  

Dublin     

Do 

Domiciliary 

Thomasville 

Veterans'  Admin- 

Cent'T. 

istration  Domicili- 
ary Center. 

Idaho 


Regional    Of- 

Boi.<e  

fice. 

tration      Regional 
Oltice. 

VA  Office... 

Coeurd'.Alene. 

214  3d  St. 

VA  Office... 

Idaho  Falls... 

P.  O.  Bldg. 

VA  Office... 

Lewiston 

Weist>en.'er  Bldg. 

VA  Office... 

Mos<'ow 

]|:<  .<ouih  Main  St. 

VA  Offic-e... 

Pocatello 

r,i  North  Main  St. 

Va  Ollice.... 

Twin  Falls.... 

24«Main  Ave.  East 

Hospital 

Boise 

tration  Hospital. 

Il.I.lN(JIS 

Regional    Of- 
fice. 
VA  Office... 

VAOmee... 
VA  Office... 
VA  Office... 

VA  Office... 

Chicago  6 

Chicago 

East  St.  Louit. 

Cairo     

Central  ia...... 

Oliiey 

300  West  Adams  St. 

6236  Cottage  Grove 

Ave. 
4.35  Missouri  Ave. 
New  P.  O.  Bldg. 
1.37-9  North    IxK-ust 

St. 
Negley     Bldg,.     108 

VA  Office... 
VA  Offict... 

Gary,  Ind 

Veoria 

York  St. 
Qeronietta  Bldg.,  301 

East  5th  Ave. 
517  Fulton  St.,  Gra- 

ham Bldg. 

Wt>f1nt>at1nti     Mnii  d     IQdQ 


FPnppAi    ppr;iCTPD 


991 Q 


2218 


Ilumo»— CcHitinued 


Tyi*  of 
•rttTity 

LocaUod 

Addreaa 

Ragional    Of- 

Chicago 0 

306  West  Adaaii  St. 

fice-  Con. 

VA  Omee... 

Calesbiu-f 

Bondi     Bldg.,     811 
East  Main. 

VA  OfTice... 

Molinp 

1630  5th  Ave. 

VA  ofntt... 

fiockfori 

301-5    Soi»th    Main 
St.,  Cutler  Bldg. 

VAOf^t... 

Sfiringfttld.... 

MIMIU  East  Monroe 
Suflerin  Arcade  Bldg. 

VA  Office... 

Decatur 

VA  Office... 

Quincy 

Western        Catholic 
Inion    Bldg.,    510 
Maine  St. 

VA  Office... 

I'rbana  (tem- 

City BWf  ,«»  South 
Neil     St.,     Cham- 

porary    ad- 

dress). 

paign,  III. 

District  Office. 

Chicago  2 

17   North    Dearborn 

St. 
Veleraiw'     Adminis- 

Hospital 

Danville 

tratioD  Hospital. 

Hospital 

Downey     fnear 
Waukegan). 

Do. 

Ho«pital 

DwiRht 

Do. 

Uo^ital 

Uines         (near 
Maywood). 

Do. 

Hflopital  

Marion 

Do. 

Supply  Depot 

Hlnes 

P.  0.  BoT  27. 

(■;. 

Indiana 


Regional    Of- 

Indianapolis 0... 

36    South    Poinsyl- 

fice 

vania  St. 

VA  Office... 

Bloomington.. 

lOBVi  We-^^t  fith  St. 

VA  Olfice... 

Evansville 

16H  SB.  M  St. 

VA  Office... 

Fort  Wayne  2. 

220  East  IpfferMn  St. 

VA  Office... 

West     Lafay- 

54S     Northwestern 

ette. 

Ave. 

VA  Office... 

Muncie. 

1128  South  Mulberry 

St. 
20Qti    East    Market 

St. 
Morton  Center,  Wh 

VA  Office... 

New  Albany.. 

VA  Office... 

Richmond 

and  B  St.1. 

VA  Office... 

South  Bend  2 

224    West    Jefferson 

St. 
lao  South  7tb  St. 

VA  Office  .. 

Terre  Haute.. 

Under      Chi- 

caco.   III., 

Regional 

Office: 

VA  Offitt... 

Oarv  

Hospital 

Fort    Benlamin 

Veterans'    Adralnta- 

Harrison  (near 

tration  Hospital. 

India  naiK>lis). 

Hospital     

Marion 

Do, 

Hoapttal 

Indianapolis  44.. 

2601  Cold  Spring  Rd. 

Iowa 


Center(r*«ioo- 

Des  Moines  9... 

Veteran.';'    Admlnl*- 

al  office 

huspital). 

VA  Office... 

tration  Center. 

Burlington 

314-16     Washington 

St. 
1113d  Ave.  8W. 

VA  Office... 

Cedar  Rapids 
Councils  ofls 

VA  Office... 

P.  O.  Bldt. 

VA  Office... 

Davenport — 

Ar<-ade     Hklg.,     Ill 
East  3d  St. 

VA  Office... 

DubuQue 

Bank  and  Insurance 

Bklir. 
Pnell  Bldg..  M3  Cen- 

VA Office... 

Fort  Dodge... 

tral  Ave. 

VA  Office. .- 

Iowa  City 

104    South    Clinton 

St. 
P.  O.  BMg. 

VA  Office... 

Mason  City... 

VAOfltae... 

Ottumwa 

7M  .<outh  C.reen  St. 

VA  Offiee... 

Bioux  City  «.. 

Badgcrow  Bldg.,  632 
4th  St. 

VA  Office  .. 

Waterloo 

East  Park  Ave.  and 
Mull*rry  St. 

HosiMtal 

KnoxTllle 

Veterans'     Adminis- 
tration Hospital. 

Domiciliary 
Center. 

CUntoa  . 

Veterans'    Adminis- 

tration    Domicili- 

ary Center. 

Kans.\s 


Regional    Of- 
fice 
VA  Office  .. 

VA  Office  .. 

Wichita  15 

Dodge  City... 
Hayt 

asoi  South  Oliver  St. 

Federal    Bldg.,    700 

Cenlral  Ave. 
Ellis  County  Court- 

VA  Office  .. 

VA  ItfTice  .. 

Hutcbiraon... 

Pitt.st.urg 

huase. 
r.  ().  BWg. 
City  Auditorium, 

.'th  and  PiM  SU<s. 

*Not  (oi  contacts  cotuTrning  benefits. 
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Typeo/ 
Mtrrfty 


Regional    Of- 
fice—Con. 
VA  Offiee... 

VA  Otfte*... 

Under  Kansas 
(M  t  y  , 
Mo.,   Re- 
gional Of- 
fice: 
VA  Office  - 
VA  Office 
Center     (hos- 
pital     and- 
dom  icili- 
ary). 
Hospiul 


Hospital. 


WIchiU  1ft. 
Salina.... 
Toptk:.. 


Horton 

Lawrence 

Wad!<wocth 


WichiU. 


Topeka. 


Address 


UOl  South  Oliver  St. 

IfiUi  North  Santa  Fe 

St. 
215    West    inth    St., 

Masonic  Temple. 


Veterans'    Adminis- 
tration Center. 


Kellogg  and  Bleck- 
ley Dr. 

Veterans'  Adminb- 
traiioii  Hoepital. 


KiNTtnrT 


Regional    OP 

Louisville  3 

1405  West  Broadway. 

flee. 

VA  Office... 

Ashland 

1532'-^  Greenup  Ave. 

VA  Office... 

Bow  Itnf  Green. 

Courthouse,  401  10th 

St. 
Waldon     Bldg..    ad 

VA  Offiee... 

Corbhi. 

and  Kentucky  Su. 

VA  Office... 

Covington 

City   Bldg.,  3d  and 
Court  St<. 

VA  Oflicc... 

Frankfort 

IOC  St.  Clair  St. 

VA  Office... 

Glasgow 

108  South  Green  St. 

VA  Ofbce... 

Uarlan. 

P.  0.  BIdt:. 

VA  Office... 

Haiard 

Chamber    of    Com- 
merce Bldg. 

VA  Office... 

HopkinsvUle.. 

XM  East  6th  St. 

VA  Office... 

Jackson 

P.   0.    Bldg..   .Main 

St. 
506  West  Main  St. 

VA  Omce.... 

Lejintlon 

VA  Office... 

Madisonville.. 

County  Courthouse. 

VA  Office... 

.M.iysvllle 

21  h  East  3d  St. 

VA  Office... 

Owemboro 

KieEast  1st  Ave. 

VA  Office... 

Padncah 

2M14  South  fith  St. 

VA  OfRce... 

Pikeville 

Connelly  Bldg. 

VA  Office... 

Somerset 

Baisley  BMe  ,  Mar- 
ket and  Maple  Sts. 

Hospital 

Fort  Thomas 

Veterans'    .Adminis- 
tration Hospital. 

Hospital 

Lexington 

Do. 

lIospitAl 

Louisville 

Do. 

Hospital 

Out  wood   (near 
Dawson 
Springs). 

Do. 

LOIISUNA 


Regional    Of- 

New Orleans  12 

333  St.  Charle    St. 

fice. 

VA  Office... 

Baton  Rouge 

701  Laurel  St. 

VA  Office... 

Hammond 

City  Hall. 

VA  OfTice... 

Huuma. 

Terrebonne  Parish 
Courthou.se. 

VA  Office... 

Lafayette 

.VT7  Buchanan  St. 

VA  Office ... 

Uke  Charles 

«21'i  Ryan  St. 

Rcfioaal    Of- 

Shrevepertea... 

Ml  Ockley  Dr. 

fice. 

VA  i>gHtt 

Alfiandria  $ 

laoi  fith  St. 

VA  Office  .. 

Bastrop 

225  East  .Madison  St. 

VA  Office... 

Monroe 

1.18  South  Grand  St. 

VA  Office... 

Nuirhiloches.. 

514  2d  Ave. 

VA  Office... 

Ruston 

3<B  North  Vienna  St. 

VA  Offiee... 

Winnfield 

Winn  Parish  Court- 

hoiLSO. 

Hospital 

Alexandria 

Veterans'  Adminis- 
tration UosiHtal. 

Hospital 

New  Orleans  12. 

Do. 

Maihk 


Center  (region- 

Topus  

Veterans'     Adinlnb- 

al      office 

tion  Center. 

and  hospi- 

tal. 

VA  Office... 

fkowhegan.... 

Strand  Theatre 
Bldg.,  Court  St. 

VA  Ofice... 

Bancor 

General  Electric 
Bldg.,  lis  Frank- 
lin St. 

VA  Office 

Houtton  

109  .Mahi  St. 

VAOgM.. 
VA  Offiw  .. 

PiwUmnd 

79  Excfaange  St. 

Lew  is  ton 

14  Lisbon  St. 

VA  Office  .- 

Sanford 

37  Washington. 

Vf  ABTUtND 


Type  of 
activity 

Location 

Address 

Regional    Of- 

Baltimore 2 

Veterans'     .Kdmini'^- 

fice. 

tration    BWg..   St 
Paul  and  Fayeti. 
Sts. 
P.  <>.  Bldg. 

VA  Office... 

Annar'Olis 

VA  Office... 

Cambridge 

Seminary  Bldg., 
•MarUei  St. 

VA  OfBce... 

Cumberland. . 

P.  O.  Bldg.,  Per 
.shing  St. 

VA  Office... 

Frederick 

W iiuhesicr  Hall. 

VA  Office... 

Hagefstown... 

EarW  Bl'!r.,74  W,.t 
Washington  St. 

VA  Offlte... 

Sal«k>ury 

P.  «>    BWIg. 

Hospital 

Fort  Howard 

Veterans'  .Kdminis- 
tratinii  Hospital. 

Hospital 

Pcny  Point 

Do. 

MAJtSArm  SITT" 


Repional    Of 

Boston  8 

17  Court  St. 

fice. 

VA  Office... 

Cambeidts 

57  Inman  St. 

VA  Office... 

Chel!<ea 

Citv  Hall. 

VA  Office 

LyTui      ... 

Item   Bldg.,  38  Ft 

change  i^t. 

VA  Office... 

Maiden 

City  Hall  Aniu>. 
i  ewy  St. 

VA  Office... 

Quinry 

Chamber  of  Com 
nierce  Bldg.,  1» 
Washington  St. 

VA  o<n«... 

Salem 

»4  Church  St. 

VA  Office.. - 

Sonierville 

P.  O.  Bldg.,  Union 
Sg. 

VA  Omte... 

hTKUtm  

37  lulmont  St. 

VA  omtt... 

Lau-fnc* 

477  Es-iex  St. 

VA  Office... 

HarrikU 

P.  O.  Bldg.,  Merr 
mac  St. 

VA  Ofliet... 

LoKtU 

Old  Post  Office,  '■■ 
Applrton  St. 

VA  OfUct... 

Spj  ins  field 

laou  MamSU 

VA  Office... 

(ireenf;tld 

XW  Main  St. 

VA  Offiee... 

Holyoke   

Citv  Hall. 

VA  Office... 

North  Adams 

M  .Mam  St. 

VA  Office... 

PitU'field 

246  North  St. 

\A  Offttt... 

Worct$trr  8 

7  Chat  ham  St. 

Va  Office  .. 

l-ilchburg 

380  .Main  St. 

UntWr    l*rnvi- 

dence.R,!., 

Regional 

Offiee: 

VA  Office... 

Attleboro 

VA  OfBce  . 

Fall  River 

VA  Offiee... 

Hvaniii^     

VA  Office... 

New  Bnlford. 

VA  Office  .. 

Taunton 

District  Of- 

Boston  8 

58  Tremont  St. 

fi«v. 

Hospital 

Bedlord 

Veterans'     Admim- 

tration  Hospital. 

Hospital 

Fnuuingbaa.... 

Do. 

Hospital 

Nt/rthaniiiton  .. 
Rutland  IleighU 

Do. 

Hospital 

Do. 

Hospital 

West    Roxbury 

32. 

Da 

Michigan 


Regional    Of- 

DeUoit32 

Guardian  Bldg. 

flcr. 

\A  Office... 

Flints 

432    .North    Saginii* 

St. 
l>i.«oulh  Perry  St 

VA  Office... 

Ponfiac  15 

VA  OfHtt... 

A>r«iMea 

FirM  National  BHiik 
Bldp  .  fi21  Luding- 
ton  St. 

VA  Office  .. 

Marquitte.  .. 

P.  O.  Bldg. 

VA  Office  .. 

Suult     Saints 

Marie. 

Do. 

VA  Offitt... 

CrniU  RapiiM 

Good^pcedBldg.lMi 

t 

Monroe  Ave.  .N"  . 

VA  Office... 

Muskegon 

Terminal        Arcu'le 
Bldg..  ruy  Av. 

VA  Office... 

Traverse  City. 

31H  ."Miulh  Inion  St 

VA  Ogiee... 

Jackson 

Courthouse,    'il.' 
.S>uth  Jaikson  St. 

VA  Office  .. 

Lansing  3 

411    West    .Michigan 

Ave. 
135      North      West- 

VA  Ofiet... 

AuiuiMzee  10. 

neilpe. 

VA  Office  .. 

Battle  Creek.. 

70    West    Michigan 

Ave. 
5ai   .North   Plea.suDt 

St. 
Board  of  Coinniirre 

VA  Office... 

St.  Joseph 

VA  Offitt... 

Sai/iiiaw 

Bldg. 

VA  Office  .. 

Biiv  City 

P.O.  Bldg. 

Hospital 

Dearborn 

Veterans'     Adminis- 
tration Hospital- 

Hospital 

Fort    Custer 
(near     Battle 
Cri*k). 

Do. 

Minnesota 


Type  of 
act  vity 

Local  ion 

Address 

Center      (dis- 

St. Paul,  11 

Fort  Snelling. 

trict    and 

regional 

office.) 

VA  Office... 

Duluth  2 

Christie  Bldg.,  120 
North  4th  Ave.  W. 

VA  Office... 

HIbbing 

Civil  Lounge,  Me- 
morial Bldg. 

VA  Office... 

Mankato 

2li:i  South  2d  St. 

VA  Office... 

Rochester 

IWi  i'outh  Broad- 
way. 

VA  Office... 

St.  Cloud 

Grand  Central 
Hotel,  2.nth   Ave. 

VA  Office... 

St.  Paul  1 

Commerce  Bldg.,  4th- 
and  Wabasha. 

Under  Farco, 

N.    Dak., 

Regional 

f 

Offio-: 

VA  Office... 

Beniidji 

VA  Office... 

Fergus  Falls.. 

Hospital 

Minneapolis  17.. 

54th  St.  and  48tb 
Ave.  .''outh. 

Hospit.tl 

St.  Cloud 

Veterans'  A<lininis- 
trution  Hospital. 

Ml.s.sKsslppi 


Regional    Of- 
fice. 

Jackson  

Veterans'    Adniini.-;- 

tration      ReKional 

Office. 

VA  Offitv... 

Clarksdale.... 

McWilliams  Bide., 
3d  and  Var.oo  Sts. 

VA  Office... 

Columbus 

Vr2  North  2d  Ave. 

VA  Office... 

Greenville  1... 

Paxton  Hldg..  Main 
and  Poplar  Sts. 

V\  Offiee... 

Cireenwood 

31.S  Howard  St. 

VA  Offloc... 

Grenada 

Uoneycult  Bldg.,  30 
South  Main  St. 

VA  Offiee... 

GuUiwrt 

American  Legion 
Bldg.,  1,1th  St.  and 
2fith  Ave. 

VA  Office  .. 

Hattiesburg... 

723  Main  St. 

VA  Offitv... 

Kosciusko 

Potts  Bldg.,  North 
Jackson  St. 

V A  Office... 

Laurel. 

408  .North  Magnolia 

St. 
104U  Main  St. 

VA  Offitv... 

McCoinh 

VA  Office... 

Meridian 

hl4-KlH22.1  Ave. 

VA  Offiw... 

Natchez 

32s!.i  Main  St. 

VA  Office... 

Oxford 

Citv  Hall. 

VA  Office... 

Pascagoula 

Basrot  Bldg.,  :f.2 
Delnm.«  Ave. 

VA  Office... 

Philadelphia.. 

Stubl»s  Bldg.,  Church 
and  Beacon  Sts. 

VA  Offiw... 

Tupelo 

409  South  Spring  St. 

VA  Office... 

Viekslmrg 

nzi  Washington  St. 

VA  Office  .. 

Varoo  City... 

VarooCityllall. 

Center  (hfispl- 
tal  and  dom- 

Biloxi   

Vetei^ns'     .\dniinis- 

tration  Center. 

iciliary). 

Hospital 

Gulfiwrt 

Veterans'  Adminis- 
tration Hospital. 

Hospital 

Jackson 

Do. 

Mis.sorBi 


Regional    Of- 

Kansas City  8... 

1828  Walnut  St. 

fice. 

VA  Office... 

Chillicothe.... 

Cl»-«21  locust  St., 
P.  O.  Box  411. 

VA  Office... 

Horton,  Kans. 

115  East  loth  St. 

VA  Offiw... 

Joplin. 

223  West  3d  St. 

VA  Offiw... 

Lawrence, 

TMi  Massachusetts 

Kans. 

Ave. 

VA  Offiw... 

Maryville 

115  West  4th  St. 

VA  Offiw... 

St.  Joseph  7... 

8th  and  Fdniond  Sts. 

VA  Offiw  .. 

Sedalia 

511  South  Ohio  St. 

VA  Office... 

Spring  ft  (Id 

Wilhoit  Bl<lg.,  Per- 
shing and  Jellerson 

Sis. 

Regional    Of- 

St. Louis  2 

415  Pine  St. 

fiw. 

VA  Office... 

Cape     Girar- 
deau. 

400-410  Broadway. 

VA  Offiw... 

Columbia 

71 5- .\  Broadway, 

VA  Offiw... 

Hannibal     ... 

P.  O.  Bl.lg. 

VA  Offiw... 

JefTersoii  City. 

411  Madison  St. 

VA  Offiw... 

Kennel  t 

P.  O.  Bldg. 

VA  Offiw... 

MobcTly 

121  North  .Mh  St. 

VA  Offiw... 

Poplar  Bluff.. 

New  h^tate  Bank 
Bldg.,  Main  and 
Vine  SU. 

VA  Offiw 

Rolla        

702  Pine  St 

District  Offiw. 

St.  Louis  2 

420  Locust  St. 

Hospital 

Exci'Isior  Springs 

Veterans'  .\dniinis- 
tration  Hospital. 

Hospital 

Jefferson     Bar- 
racks 23. 

Do. 

llos  >ilal 

Springfield  

Do. 

Mil  western 

bt.  LouU19 

4200  Shrewsbury 

J  onus    De- 

Ave. 

I>ot.' 

FEDERAL  REGISTER 


Montana 
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Type  of 
activity 

Location 

Address 

Center    (re- 

Fort Harrison... 

Veterans'    Adminis- 

gional of- 

tration Center. 

fice  and 

hospital). 

\\  Offiw... 

Billings 

219  North  Broadway. 

V.\  Offiw... 

Bozeman 

2  We.st  .Main  St. 

V.A.  Olliw... 

Butte 

Owsh'y  Bldg.,  Park 
and  .Main  Sts. 

VA  Offiw  .. 

Great  Falls.... 

Mail:  P.  O.Boxl7!vS 
CivicCenyerBIdg.. 
Central  and  Park 
Dr. 

VA  Offiw... 

MilosCitj-.... 

10  North  6th  St. 

VA  Olliw... 

Missoula 

Federal  Bldg.,  Fast 
Broadway  and 
Pat  tie. 

Nebraska 


>  Not  for  contacts  oonwming  benefits. 


Regional    Of- 

Lincoln 1 

Veterans  Bldg.,  12th 

fiw. 

and  O  Sts. 

r.l  Of'ict... 

Omaha  (over- 

Federal Offiw  Bldg., 

flow    of   re- 

15th   and     Dodge 

gional  offiw). 

Sts. 

Hospital 

Lincoln  1 

Veterans'    Adminis- 
tration Uo.siiital. 

Nevada 


Center    (re- 

Reno 

Veterans'    Adminis- 

gional of- 

tration Center. 

fice  and 

hospital; . 

VA  Olliw... 

Elko 

470  Commercial  St. 

Under       Los 

-Angeles, 

Calif.  Re- 

gional Of- 

fiw: 

VA  Offiw... 

Las  Vegas 

New  Hampshire 


Regional    Of- 
fiw. 
VA  Offiw... 

Manchester 

Dover 

Hoyt  Bldg.,  497  Sil- 
ver St . 
125  Washington  St. 

VA  Officv... 

Berlin      

County  Courthouse 

VA  Offiw... 
VA  Offiw... 
V.A  Offiw... 

VA  Offiw... 

VA  Office- 

Concord 

Keene 

Lacoula 

Nashua 

Portsmouth... 

136  North  Main  St. 
15  Court  St. 
ForestryBldg.,Main 

St. 
Professional      Bldg., 

184  .Main  St. 
Post     Offiw    Bldg.. 

I'lcasant  St. 

New  Jersey 


Regional    Of- 

Newark  2 

20  Washington  ri. 

fl«'. 

V A  Office... 

Morris  town... 

Silk  Bldg.,  17  South 

VA  Office... 

New     Bruns- 
wick. 

78  Carroll  PI. 

VA  Office... 

Paterson 

Fabian      Bldg.,      45 

% 

Church  St. 

VA  Office... 

Perth  Amboy. 

Past  Office  Bldg., 
Jefferson  St. 

VA  Offiw... 

Somerville 

2  Division  St. 

Va  Office.... 

Trenton 

200  East  State  St. 

VA  Office... 

Camden 

Brfiadwav  Stevens 
Bldg.,  300  Broad- 
wav. 

VA  Office... 

Atlantic  City. 

Broadwalk  National 
Bank  Bldg.,  Vir- 
ginia and  Atlantic 
Aves. 

VA  Office... 

Red  Bank 

12  Broad  St. 

la  Office.... 

Union    (i(jf 

Elks     Club     Bldg., 

(overflow  of 

3211-13    Hudson 

Newark 

Blvd. 

regional 
office). 
Uackensack... 

VA  Office... 

Courthouse,     Court 

and  Main  Sts. 

Hospital 

Lyons 

Veterans'    Adminis- 

tration Hospital. 
Veterans'    Adminis- 

Supply Depot 

Somerville 

('). 

tration  Supply  De- 
pot. 

New  Metico 


Regional    Of- 
fice. 
V.\.  Office... 
VA  Offiw... 
VA  Offiw... 
VA  Office... 


Albuiucrgue.. 

Carlsbad 

Clovls 

Gallup 

Las  Vegai... 


115  South  3d  St. 

County  Courthouse. 
City  Hall. 
P.  O.  Bldg. 
Vo. 


New  Mexico— Continued 


Type  of 
activity 

Location 

Address 

Regional    Gf- 

Albuquerque 

115  South  3d  St. 

flce— Con. 

V A  Offiw... 

Roswell 

City  Hall. 

VA  Offiw... 

Santa  Fe...... 

U.    8.    Courthouse. 
Federal  PI. 

VA  Offiw... 

State   College 

Veterans'    Center, 

(near  Las 

Reculatory    Bldg. 

Cruws      in 

Dona     Ana 

County). 

Hospital 

Albuqueniue 

P.  O.  Box  1344. 

Uos|)ital 

Fort  Bavard 

Veteran.s'    Adminis- 

(near  Silver 

tration  Hospital. 

<ity.  Grant 

County). 

New  York 


Center  (hos- 

Albany 1 

Watcrvllet  Arsenal. 

pital   and 

regional 

olTiw) .» 

VA  Offiw... 

Amsterdam... 

22-24  Market  St. 

VA  Offiw... 

filens  Falls... 

33-3,1  Ri.lge  St. 

VA  Offiw... 

Kingston 

Mayor's  Offiw,  City 

Hall. 
13  City  Hall  PI. 

VA  Offiw... 

Plallsburg.... 

VA  Offiw... 

I'oughkeepsie. 

13  Washington  St. 

VA  Offiw... 

Saratoga 

Veterans'    Adminis- 

Springs. 

tration  Hosiiital. 

VA  Offiw  .. 

Schenectady.. 

8  South  Church  St. 

Regional  Of- 

Brooklyn 5 

35  Ryer.son  St. 

fiw. 

VA  Offiw... 

Brooklyn 

Kings  County  Hos- 
pital, 451  Clarksou 
Ave. 

1021  -Main  St. 

Regional  Of- 

Buffalo 3 

fiw. 

- 

VA  Offiw... 

Jamestown  ... 

101  West  3d  St. 

VA  Offic*... 

Niagara  Falls. 

42  I^lls  St. 

VA  Offiw... 

Oleun 

302  Laurens  St. 

VA  Oriice... 

ftochester 

39  State  St. 

VA  Olliw... 

Hornell 

Federal  Bldg.,  38^6 
Broadway. 

Regional  Of- 

New York  City 

252  7th  Ave. 

fiw. 

1. 

VA  Offiw... 

Bay  Shore. 
Long  Island. 

75  4th  .Kve. 

VA  Offiw... 

Jamaica, 
Long  Island. 

89-09  Sutphin  Blvd. 

VA  Offiw... 

Middletown.. 

City  Hall,  16  James 

St. 
Old  Nassjiu  County 

VA  Offiw... 

M  i  n  e  0  1  a  , 

Long  Island. 

Courthouse. 

VA  Offiw... 

NewbuTKh 

Post  Offiw  Bldg. 

VA  Offiw... 

Pwkskill 

City  Hall,  840  Main 

VA  Offiw... 

St.  George, 
Staten  Is- 
land. 

25  Hyatt  St. 

VA  Offiw  -. 

Whito  Plains.. 

County  Offiw  Bldg. 

Regional  Of- 

SjTacuse 2 

Chimes    Bldg.,    80o 

fiw. 

South  Salina  St. 

VA  Offiw... 

.Auburn 

P.  O.  Bldg. 

VA  Offiw... 

Binghamton.. 

64  Henry  St. 

VA  Offiw... 

Elm  Ira 

115  East  Church  St. 

V A  Offiw... 

Ithaca.. 

U.S.  Post  Offiw  Bldg. 

VA  Offiw... 

Ogdensburg... 

127  .North  Water  St. 

VA  Offiw... 

Oswego 

213  West  1st  St. 

VA  Offiw... 

Utica2 

llOOenessee  St. 

VA  Olliw... 

Watertown 

Post  Offiw,  163  Ar- 
senal St. 

District  Offiw. 

New  York  13.... 

346  Broadway. 

Hospital 

Batavia 

Veterans'    Adminis- 

tration Hospital. 

Center  (hos- 

Bath  

Veterans'    Admlnls- 

pital  and 

stration  Center. 

d  0  m  i  c  1 1 1- 

ary). 

Hospital 

Bronx  63 

130      West      Kings- 

— 

bridge  Rd. 

Hospital 

Brooklyn  29 

Manhattan  Beach. 

Hospital 

Canandaigua 

Veterans'    Adminis- 
tration Hospital. 

Hospital 

Castle  Point 

Do. 

Hospital 

Northporf, 
Long  Island. 

Do. 

Ho.spital 

Staten  Island  2.. 

Do. 

Hospital 

Sunmount 

Do. 

North  Carouna 


Regional    Of-     Winston-Salem  .    310  West  4th  St. 


fice. 
VA  Offiw.. 

V.l  Office.. 
VA  Offiw.. 
VA  Offiw.. 
VA  Offiw.. 
VA  Office.. 

VA  Office.. 


Asheville. 


Charlotte  t 

Durham 

Elizal)eth  City 
Fayetteville... 
Gastonia 


Goldsboro. 


City  Hall  Bldg., 
P.    O.    Box    7036. 

127  West  7th  St. 

302  Morris  St. 

P.  O.  Bldg. 

218  Winslow  St. 

248  West  Airline 
Ave. 

County  Courthouse. 


'  Includes  hospital  activities  at  Saratoga  Springs. 
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NomTB  Cabouma— CoDtinixd 


Type  of 
activity 

Location 

Addrw 

Regional    01- 

Wlnston-Salem.. 

SIO  West  4th  St. 

fice—t'on. 

VA  Office... 

(ireenshoro.... 

218  South  Greene  St. 

VA  Office... 

Greenville 

Armury,  ad  and  Ev- 
ans Bus. 

VA  Office... 

Hickory 

13M  Inion  Rq. 

VA  Office  .. 

Luraberton... 

4th  and  W  ater  St». 

VA  Office... 

.New  Bern 

P.  0.  Bldjt. 

VA  Office... 

Riileigh 

2U<     Capiuil     Club 

Bldg. 
P.  O.  Bldg. 

VA  Office... 

PalLshury 

VA  Office... 

Wilmington... 

100  Cu-^tonihouae. 

Ilonpital 

Favetteville 

Veteraas'    Adminls- 
tration  Hospital. 

Hospital 

Oteen  (near 
AsheviUe)  (In- 
eludes  divi- 
sion at  Swan- 
nanoaj. 

1>0. 

North  I)akot.\ 

Ceutcr^regional 

Fargo 

Veterans'    Adminis- 

office and 

tration  Center 

hospital). 

VA  Office  .. 

BcmldJi.Mlnn 

304  M  Pt. 

VA  Office  .. 

Busmarck.      .. 

Fe<leral  Bl<lg. 

VA  Office... 

Fergus   Falls, 
Minn. 

IIH  South  Court  St. 

VA  Office... 

firand  Forks.. 

102  North  4th  St. 

VA  Office... 

Jamestown 

Ill  1st  St.  West. 

V  K  Office 

Mlnot    

104  1st  Ave.  SW. 

Ohio 


Regional    Of- 

Cincinnati 2 

Xa  East  5th  St. 

fice. 

Hamilton 

Anthony  ^^  ayne  Ho- 
tel BMg. 

VA  Office... 

Ironton 

311  South  3d  St. 

VA  Office... 

Portsmouth... 

fi04  Chillicothe  St. 

VA  Ottict 

Colu  m/fU4  IS 

Mt  South  High  St. 

VA  Office... 

Athens    

6h  West  Stale  St. 

VA  Office... 

Carabri<lBe 

lIK'j  North  Wh  St. 

VA  Offiee... 

I-ancas«er 

201  South  Broad  St. 

VA  Office... 

Marietta^ 

lit*  Front  i^f. 

VA  Office... 

Newark 

4i-i  North  2d  St. 

VA  Office... 

Zanesville 

416  .Market  St. 

V^  Office... 

Daytout 

U  West  Monument 

Ave. 
OW    P.    O.    Bldg., 

VA  Office... 

Lima 

High    and    Eliza- 

beth Sts. 

VA  Office... 

Springfield 

35(1  .South  Limestone 

St. 
Cuyahoga  Bklg. 

Rettioiuil    Of- 

licr. 
VA  Office... 

Cleveland  14.... 

Ashtabula 

P.  O.  Bldg. 

VA  OfflW  .. 

Elyria 

53«  Broad  St. 

VA  Office... 

Lorain 

Broadway  Bldg..  305 
Broadwav  Ave. 

V'.4  omct... 

Akran 

T2-76  South  High  St. 

VA  Office... 

Canton  2 

117     Walnut     Ave. 

NE. 
152 North  Broadway. 

VA  Office... 

New  Philadel- 
phia. 
MantfiM 

VA  Omce... 
VA  Office... 

115  Park  Ave.  West 

Marion      

IKfi  South  Main  St. 

1.4  Omet... 
VA  Office... 

iHtfiihetirUIe... 

224  North  5th  St. 

St.  Clairsvilk- 

Masonic  Temple 

Bldg.,  Main  St. 

VA  Ogict... 

ToliUoi 

501  Huron  St.,  Vet- 
erans Bklg. 

VA  Office... 

Sandusky 

Feick  Bklg..  158  East 
Market  St. 

VA  Office... 

Tiffin..  

Munlci^iel  Bklg. 

VA  omet... 

Youugitotcn  5_ 

Un  ion  .N  at  ional  Bank 
Bklg. 

VA  Office  .. 

Warren 

P.  O.  Bldg. 

District  Office. 

Cohimbusii 

52  Starling  St. 

Hospital 

Brecksville 

Veteran.**'     Atlniinis- 
tratlon  Uuspital. 

Hospital 

ChllliPotbe 

Do. 

Hospital 

Cleveland  9 

7300  York  Rd. 

C»nt«r     (hos- 

Daytoo  

Veterans*    Adminis- 

pital      ami 
domiciliary). 

tration  Center. 

Oklahoma 


Regional  Of- 
flw. 
VA  Office... 
VA  Office... 
VA  Office... 
VA  Ottict... 

VA  Office... 
Regional    Of- 
liir. 
VA  Office... 

VA  Office... 
VA  Office... 


Ma-'kogee '  ad  and  Court  Sis, 


Barfk-sville... 

Hugo 

Mc.\k>ster 

Tulia  S 


Vinita 

Oklahoma  City. 


Ada.. 


.^rdmore 

Clinton 


P.  O.  Bldg. 
Do. 
Do. 

Bethk>hem  Bl<lg..  ad 
and  Boston  Sts. 

Federal  Bldg. 

1101    North    Broad- 
way. 

Federal    Bldg.,    ISl 
Easit  12th  St. 

JB6i;i  West  Main  St. 

Post     Offiee    Bklg., 
2U0  South  5th  St. 


NOTICES 

Oklahoma— ContiniMd 


Type  of 

activity 

IXMMtlon 

AddrMS 

Regional    Of 

Oklahoma  City. 

1101  North   Broad- 

floe—Con. 

way. 

V.\  Office... 

Enid 

Knox      Bldg.,      303 

West  Broadway. 

VA  Office... 

Lawton 

Federal  Bldg.,  P.  0. 
Box  1185. 

VA  Office... 

Shawnee 

107  North  Broadway. 

VA  Office... 

WiKxlward 

«05'-j  Main  .><t. 

VA  Office... 

Ponca  City 

213  Feileral  Bldg. 

Hospttal. 

Muskogee 

1  Memorial      Station, 
1      Honor  Heights  Dr. 

Hosplwl 

Oklahoma  City 

'  Veterans'     .\dminis- 
tratwn  Hospital. 

Ok  K now 


Rogion:U    Of- 
fice. 
.     VA  Office... 
VA  Office... 

VA  Office... 
VA  Office... 

VA  Office... 
VA  Office... 
VA  Office... 

VA  Office... 

VA  Offio'... 
VA  Office... 
VA  Office... 

VA  Office... 

Dom  Icll  1- 
ary  Center. 

Hospital 

Hospital 


Portland  4 

Astoria 

Baker 

Bend.._ 

Coos      Bay 
( Marsh  fiekl). 

Corvallis 

Eugene 

K  laniath  Fails 

Me<lford 


Ontario 

Pendleton 

Salem . 

The  Dalles.... 

Medford 

Portland? 

Roseburg 


208  SW.  Mh  Are. 

P.  O.  Bldg. 

1812  Washington 
Ave. 

lOlii  Wall  St. 

Hall  Bldg.,  3d  and 
Central. 

I2»  North  4th  St. 

fill)  Willainetto  St. 

Federal  Bldg.,  P.  O. 
Box  WM. 

33  North  Riverside 
Ave. 

134  SW.  1st  St. 

157  So»ith  Main  St. 

Ifi4'j  South  Com- 
mercial St. 

Vogt  Bldg.,  2d  and 
Federal  St.s. 

Veterans'  .\dmini.«- 
tration  Domicili- 
ary Center. 

Veterans'     .\dmlni.s- 
tratioii  Hospital. 
Do. 


Pennsylvania 


Regional    Of- 
fic»\ 
VA  Office... 

Phikidelphla2... 

128  North  Broad  SI. 

Pottstown 

V.    M.    C.    A.,    3SS 

King  St. 

VA  Office... 

Upper  Darby. 

Terminal    Motors 
Bldg.,  17  Brk-r  St. 

V.4  Offict... 

Rtading 

Rajah    Tempk-,    136 
North  61  h  St. 

VA  Office. 

Allenfown 

McKlnley    School, 
1 1 24  Turner  St. 

VA  Office. 

Ea.ston  

11  North  2d  St. 

Regional    Of- 

Pittsburgh 22.... 

107  6th  St. 

fice. 

VA  Office... 

BntkT 

Courthouse    Bldg.. 
Main     ancl     Dia- 
mond Sts. 

VA  Offiw  .- 

Oreensburg... 

lis*  South  Main  St. 

VA  Office... 

Kittannlng 

201    North   JetTerjon 

VA  Office... 

New  Castle... 

233  East  Washington 

St. 
Union   Trust   BWg., 

VA  Otnce... 

UnlontowTU... 

37  Main  St . 

VA  Offict... 

iVIe     

Baktwin  Bldg..  1005 

State  St. 

VA  Office— 

Bra<lford 

Odd    Fellows  Bklg., 
South    and    Main 
Sts. 

VA  Office... 

MeadvUle 

U.S.  P.O.Bklg.,2»6 
Chestnut  St. 

VA  Office... 

Oil  City 

232-236  Seneca  St. 

VA  Office... 

Sh.Hron.   

149  East  State  St. 

1.4  Office... 

Johiittmcn 

Okl     P.    O.    Bklg., 
Market  and  Locu.st 
Sts. 

Kaufman  nidg., 1301- 

VA  Office... 

Altoona 

03  11th  A\-e. 

VA  Office... 

DuBols 

Deposit  .National 
Bank  Bklg. 

VA  Office... 

WhtttiHt,   W. 

Fklelity  Bldg..  llth 

\a. 

and  Chaullne  Sts. 

VA  Office... 

Washington, 
Pa. 

140  North  College  St. 

Regional    Of- 

Wilkes-Barre.... 

1^27   North   Maine 

fice 

St. 

VA  Office... 

Haielton 

City  Hall. 

VA  Office... 

Pottsville 

Thompson    Bldg., 
23-37  .North  Centre 
St. 

Setect  BWg. 

V,4  Offict... 

ScToiUon  3 

(overflow  of 

Wilkes- 

BarreRO). 

VA  omet... 
VA  Office... 

Ilarrufnirt 

226  Walnut  St. 

Lan  casta 

Manutacturers     As- 

soci:ilion  Bldjr.,  2ij 
East  Orange  Ft . 

VA  Office... 

York    

38  South  George  St. 

r.-t  oflict... 

WUlwnuport.. 

183  West  4th  St. 

VA  office... 

Shamokin 

34  South  Market  St 

FKNHSTLTAinA— Continued 


Typeo/ 

activity 

Looatkn 

Addreas 

District  Offiee. 

ReoordsCenter 
Hospital 

Hospital 

HosidUl 

Ho.spltal 

Phlladelphhl... 

do. 
AspinwaU  15.... 

Butter        

6000    Wissahlckon 
Ave. 
Do. 
Veterans'     Adininii>- 
Ualioo  Host)ltel. 
Do. 

Coatesvilk 

Lebanon 

Do. 
Do. 

Rhode  Isla.no 


Regional  Of- 
fice. 
V.\  Office... 

VA  Office... 

VA  Office  .. 
VA  Office... 

VA  Office... 
VA  Office... 

VA  Office... 

VA  Office... 
VA  Office... 


Providence  3 

Attleboro, 
Mass. 

Fall  River, 
Mass. 
,    HyanniB,MMB 
New  Bedford, 
Mass. 

Newport    

Paw  tucket 

Taunton, 
Ma.ss. 

Westerly 

Woonsockct... 


100  Founuln  St. 

4th    Di-sUict   Court- 
house. 
146  North  Main  St. 

S54  Main  8t. 
757  Pkwsant  St. 

P.  O.  Bklg. 

Okl    City    Hall.   35 

High  St 
56  Taunton  Green. 

23  nr<iad  St. 
Stadium  BMg. 


South  Carolina 


Regional  Of- 

Fort Jackson 

Veterans'  Adniin^- 

fice. 

tration  Regional 
Office. 

VA  Office... 

Anderson 

200  North  Main  St. 

VA  Office... 

Charleston  10 

The  Old  Citadel 
Bldg. 

VA  Offict... 

yiertnet 

115  South  Irhy  Pt. 

VA  Offict... 

CretimlU 

Finley  Mather 
Bldg.,  208  .North 
Main  St. 

VA  Office... 

,Newl>erry 

121f.  Colk^e  St. 

VA  Office... 

f)rangeburg... 

2J«St.  Paul  St. 

VA  Office  .. 

Rock  Hill  .... 

131  ^i  Ea.st  Main  St. 

VA  Office... 

8|>artHnburg. . 

1K7  North  Church  St. 

Hospital 

Columbia 

Veterans'  Adniinis- 
tratk)n  HoepiUl. 

South  Darc)Ta 


Center   (re- 
gional of- 
fice and 
hospiul.i 
•^    VA  Office.. 
VA  Office... 
Hospital 

Center   (hos- 
pital and 
'    domiciliary). 

Sioux  Falls 

Veterans'  Adminis- 
tration tenter. 

Aberdeen 

Rapid  City... 
Fort  Meade  .... 

Hot  Springs 

Western  Union  Bklg. 
.^2I  South  Mh  Ave. 
Veterans'  Admlnis- 

tratk)n  H(»pital. 
Veterans'  Ailniinis- 

tratk>D  Center. 

TCNNKSSEK 


Regional    Of- 

Nashville  6 

White  Bridge  Rd. 

fitv. 

U.-l  Office... 

Oattanoof  1  . 

738  Georgia  Ave., 
Dome  Bldg>. 

VA  Office... 

Jack.ion 

408  East  Main  St. 

V.i  omct... 

KnojvUlel.... 

307  Commerce  Ave. 

VA  omet... 

Afrmpkit 

145  Court  Ave. 

VA  Office. .- 

NashvlUe 

V.  S.  Courthouse 
Bldg.,  Mh  and 
Broadway. 

VA  Office... 

Oak  Ridge.... 

203  Town  Hall. 

Hospital 

Memphis  4 

1(KJ5  l^mar  Ave. 

Hospital 

Memphis  16 

Park  Ave.  and  Oet- 
weU  St. 

Hospital 

Murfreeaboro... 

Veterans'  Admln- 
istratkin  Hospital. 

Center     (hos- 

Mountain 

Veterans'   Admln- 

pital       and 

Home. 

Istratkin  Center. 

doniciUary). 

Hospital 

NashvilteS 

White  Bridge  Rd. 

TexAS 


Regional    Of- 
fice. 
VA  Office... 

VA  Office... 

r.4  Offict... 

VA  Office... 
VA  Office... 
VA  Offiw.. 


Dallas  » 

Cleburne 

Denton 

Fori  Worth... 


Greenvllks. 
Loiigview. 
Marshall  . 


Love  Field. 

11 IW  East  Hender- 
son. 

201-7  West  Hickory 
St. 

Texas  and  Pacific 
BMg. 

2716  Lee  St. 

214  Methvin. 

Mahon  Bldg. 


>  Hospital  activities  of  the  Cedler  not  yet  open  for 
patients. 
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Texas— Continued 


Type  of 
activity 


Location 


Address 


Regional    Of- 
fice-Con. 
VA  Offiw... 

VA  Office... 

VA  Office... 
VA  Office  .. 
VA  Office... 

VA  Office  .. 
Hi'KJonal  Of- 
lice. 
11  Ollict  .. 
VA  Office  .. 
VA  Olfice... 
VA  Office  .. 

VA  Offiw... 

VA  <»fficp  .. 
l:egional  Of- 
fice 

VA  Off'.re  .. 

I'.t  Oiiict  .. 

VA  Office  .. 

VA  Offici!... 

Ul  Ottice  .. 

VA  Office  .. 

VA  Ollire  .. 
Ilvelonal  Of- 
fice. 

VA  Office... 

VA  Office... 

VA  Office  .. 

VA  (»ffi(v  . 

VA  ()lTi(o.. 

VA  Office.. 

VA  Office  . 
("enter  (re- 
gional of- 
fice' and 
h<tspit:d). 

VA  Offi(v  . 

VA  OIVuv  . 

VA  Office.. 

VA  Office.. 


V A  Office... 
VA  Office.. 

District  Office 
Hospital 

Hospital 

lluspiial 

Hospital 

»  enter  (hos- 
pital and 
d  o  HI  I  c  i  I  i  - 
ary).  (Dom- 
iciliary ac- 
tivities not 
yet  added.) 


Dallas  9 

Mineral  Wells 

Mount  pleas- 
ant. 

Parts 

Sherman , 

Tyler 

WIchiU  Falls 
Houston  4 

lifaiimant 

Brenliam   

Onlve.ston 

Huntsville... 

Lufkin 

Port  Arthur.. 
Lubbock 

Abitne . 

AviariU« 

Big  Spring... 

Childress 

f.7  I'aio 

Odessa 

.San  .\iigelo... 
San  Antonio  4.. 

Brownsville.. 

Cori)UsChris- 
ti. 

Del  Rio 

Harlingon 

I,Hrcdo 

Victoria 

Weslaco 

Waco 


Austin 

Brown  wood... 
Bryan 

Corsica  na 

Palestine 

Temple 

DalUsr 

Amarillo 

Dallas  2 

Legion       (near 
Kerrvilk-). 

McKinney , 

Tempte 


Love  Field. 

105-107  Northeast  1st 

Ave. 
105  West  4th  St. 

13fi  Grand  Ave. 

Vn  South  Travis  St. 

Swinney  Bldg.,  217- 

219  East  Elm  St. 
903  Indiana  Ave. 
2320  La  Branch  St. 

4.V1  Tevls  St. 
105  East  Main  St. 
25ihanil  Church  Sts. 
lUH    Avenue    "L," 

P.  O.  Box  !#». 
206  South  2.1  St. 
Post  Office  niilg. 
16l'2-20  IWh  St. 

104  Pine  St. 
Oliver-Eakle  Bldg. 
116  West  2d  St. 
County  Courthouse. 
102  South  El  Paso  St. 
('(Minty  Courthouse, 
aill  Rust  Bldg. 
307  Dwyer  Ave. 

852  Southeast  Levee 
St. 

Wel)er     Bldf.,     319 
Me-s'tuite  .^t. 

P.  O.  Bldg. 
Do. 
Do. 

Federal  Bldg. 

616  Texas  Ave. 

Veterans'    Adminis- 
tration Center. 


900  Lavaca  St. 

200  East  Baker  Pt. 

Howell  Bldg.,  Main 
and  27th. 

State  National  Bank 
Bldg.,  101  North 
Beaton  St. 

P.  O.  Bldg. 

Federal  Bide..  North 
Island  Adams  Su. 

1114  Commerce  St. 

Veterans'    Adminis- 
tration Hospital. 
Do. 
Do. 

I>o. 
Veterans'    Adminis- 
tration Center. 


Utah 


Keglonal    Of- 
fice. 
VA  Office... 
VA  Ollu*... 
VA  Office... 
VA  Office 

Salt  Lake  City  4. 

Logan 

Ogden 

Price 

Prove    

1710  South  Redwood 

Rd. 
l.M  North  Main  St. 
2411  Kiesel  Ave. 
P.  O.  Bldg. 
37  East  Center  St. 

V A  Office... 
llospiul 

Salt  Lake 
City  1. 
Salt  Lake  City  3. 

212  .Southwest  lera- 
ple  St. 

Vetenuis'  Adminis- 
tration Hospital. 

Vermont 


Center       (re- 

White      River 

Veterans'    .Adminis- 

gional of- 

Junction. 

tration  Center. 

fice     and 

hosplUl). 

VA  Office... 

Burlington 

m  St.  Paul  St. 

VA  Office... 

M(mt|>clier — 

112  Main  St. 

VA  Office... 

Rutland 

Fe<leral    Bldg.    and 
Courthouse. 

VlROINIA 


Uegiooal    Of- 
fice. 
VA  Office.. 


VA  Office  .. 
VA  Office... 


Roanoke  11 

Bristol..^ 

Charlottes- 
ville. 
Danville 


211  West  Campbell 
Ave. 

Reynolds  Arcade 
Bldg..  51 8  Cumber- 
land St. 

P.  O.  Bldg. 

Do. 
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Type  of 
activity 

Location 

Address 

Regional    Of- 

Roanoke 11 

211  West  Campbell 

fice—Con. 

Ave. 

VA  Office... 

Harrisonburg . 

Do. 

VA  Office... 

Lynchburg 

Do. 

VA  Office... 

Newport 

2710         Huntington 

News. 

Ave. 

VA  Office... 

Norfolk 

P.  0.  Bldg. 

VA  Office... 

Richmond  20. 

900  North  Lombard  y 

St. 
P.  O.  Box  244. 

District  Office. 

Richmond  19 

Center     (hos- 

Xecoughtan  

Veterans'    Adminls 

pital       and 

tration  Center. 

domicili- 
ary). 
Ho.spital 

Richmond  19 

Veterans'    Adminis- 

tration Hospital. 

HosplUl 

Roanoke  17 

Do. 

Eastern  Pub- 

Alexandria  

Madison  and  North 

lications 

Pitt  Sts. 

Depot. 

Washinotoh 


Regional    Of- 

Seattle 1 

Textile    Tower,    7th 

fice. 

Ave.  and  Olive 
Way. 

VA  Office... 

Aberdeen 

Finch  Bldg.,  Heron 
and  H  Sts. 

VA  Office... 

Bellingham... 

Clover  Bldg.,  203 
West  Holly  St. 

VA  Office... 

Everett 

Fobes  Bldg.,  1806li 
Hewitt  Ave. 

VA  Office... 

Taooma 

Jones  Bldg.,  909 
Broadway. 

VA  Office... 

Vancouver 

604   Washington  St. 

VA  Office... 

Wena  tehee 

Chelan  County 
Courthouse. 

VA  Office... 

Yakima 

206ij  East  Yakima 
Ave. 

VA  Offict... 

Spokane  8 

Hutton  Bldg., 
Sprague  and 
Washington  Sts. 

VA  Office. 

Pullman 

Main  and  Kamiaken 
Ave.    (P.   0.    Box 

499). 

VA  Office. 

Richland 

329  Collum  St. 

District  Office. 

Seattle  4 

821  2d  Ave. 

Hospital 

American  Lake. 

Veterans'  Adminis- 
tration Hospital. 

Hospital 

Vancouver 

Do. 

Hospital 

Walla  Walla.... 

Do. 

We.st  Virginia 


Regional    Of- 

Huntington 1... 

824  5th  Ave. 

fice. 

VA  Office... 

Beckk-v 

104  McCreery  St. 

VA  Office... 

Bluefield 

318  Federal  St. 

VA  Office... 

Charleston  1.. 

U.  S.  Courthouse. 

V.\  Office... 

Clarkslmrg 

Old  P.  O.  Bklg.,  3d 
and  Pike  Sts. 

VA  Office... 

Martlnsburg.. 

Boyd  Bldg. 

VA  Office... 

Morgaufown.. 

223  Fayette  St. 

VA  Officv  .. 

Parkerstiurg... 

217  4th  St. 

Under    Pitts- 

burt-'h,  J'a., 

• 

reg  loual 

office. 

U.l  Ottict... 

WTittling 

Hospital -' 

Huntington  1... 

1540    Siwlng    Valley 

Dr. 

Center  (hospi- 

Martlnsburg  

Veterans'    Adminis 

tal  and  dom- 

Uation  Center. 

ciliary). 

Wisconsin 


Regional    Of- 
fl<v. 
V.V  Office... 

Milwaukt>e2 

342  North  Water  SI. 

Racine 

Arcade     Bldg.,    423 

North  Main  .St. 

U.l  Offict... 

Eau  Claire 

Mappa  School,  118 
Mapim  St. 

VA  Office... 

Sujierior 

805  East  Belknap  St. 

VA  Office... 

Green  Hay 

311  .South  Adams  St. 

VA  Office... 

Oshkosli 

P.O.Bklg.,80Wasli- 
ington  Blvd. 

U.4  Office... 

La  Crottt 

40S.>*oulh  4lh  St. 

VA  omct... 

Madiion  S 

448  State  St. 

VA  Office... 

Beloit 

P.  O.  Bldg. 

I '.4  Offict... 

H'UUMU 

Courthouse  Annex, 
4th  and  Scott. 

'   VA  Office... 

Ashland 

209  Vaughn  Ave. 

Hospital 

Toraah 

Veterans'     Adminis- 

tration    Hospital. 

Hospital 

Waukesha 

Do. 

Center  (hospi- 

Wood  

Veterans'    Adminis- 

tal and  dora- 

tration  Center. 

iciliiiry ) . 

Wtomiso 


Type  of 

Local  ion 

Address 

act  vity 

Center       (re- 

Cheyenne  

Veterans'    Adminis- 

gional of- 

tration Center. 

fice     and 

hospital). 

VA  Office... 

Casper 

722  South  Center  St. 

VA  Office... 

Laramie 

209  Grand  Ave. 

VA  Office... 

Rock  Springs. 

307  C  St. 

Hospital 

Sheridan 

Veterans'    Adminis- 
tration Hospital. 

(b)  Addresses  of  field  stations  outside 
the  continental  limits  of  the  United 
States.  This  is  a  guide  to  the  location  of 
Veterans'  Administration  field  stations 
outside  the  continental  limits  of  the 
United  States,  where  information  may  be 
obtained  by  personal  contact  or  corre- 
spondence concerning  benefits  to  veter- 
ans and  their  dependents  and  benefi- 
ciaries. The  parent  regional  offices  and 
centers  having  regional  office  activities 
are  listed  with  the  VA  Offices  (formerly 
subregional  and  contact  offices)  there- 
under. 

Alaska 


Type  of 
act  vlty 

Location 

Address 

Regional    Of- 
fice. 
VA  Office... 

VA  Office... 

VA  Office 

Juneau .... 

Goldstein  Bldf . 

Anchorage 

Fairbanks 

Ketchikan 

P.  O.  Box  1399,  Fed- 
eral Bldg. 

P.  O.  Box  869,  Fed- 
eral Bldg. 

P.  O.  Box  2621,  Fed- 
eral Bldg. 

Canal  Zone 


VeteraiLS  Ad- 
ministra- 
tion Office. 


Office:  Room  6-0, 
Bldg.  705.  Mad: 
P.  O.  Box  3072. 


Hawaii 


Regional    Of- 

Honolulu 1 

P.  0.  Box  3198. 

fice. 

VA  Office... 

Hilo,  Hawaii.. 

P.  0.  Box  1779  (Post 
Office-  Bldg). 

VA  Office... 

Wailuku. 

P.      O.      Box      17.tl 

Maui. 

(Wad.sworth  Fed- 
eral Bldg.). 

I'liii.irriNE  Islands 


Regional    Of- 
fice. 

Manibi 

APO  900,  c/o  P.  M., 

.Sm         Francisco, 

Calif. 

VA  Office... 

Bacolod  City, 
Occidental 
Neeros,  P.  L 

General  Delivery. 

VA  Office... 

Bacuio  City, 
Mt.  Pro- 
vince, P.  I. 

Do. 

VA  Office... 

B  a  y  b  a  y  , 

U.  8.  Veterans'  Ad- 

Ixytc,  P.  L 

ministratlon. 
Municipal  Bldg. 

VA  Office... 

Cebu  City, 
Cebu,  P.  L 

General  Delivery. 

VA  Office... 

D  a  g  u  p  a  n 
City.  Pan- 
gasinan,  P.I. 

Davao    C^ity, 

City  Hall. 

VA  Office... 

General  Delivery. 

Davao,  P.  L 

VA  Office... 

lloilo  City, 
Iloilo,  P.  1. 

Do. 

VA  Office... 

IvCgaspi,  Al- 
l«y,  P.  I. 

Do. 

VA  Office... 

Tuguegarao, 
Cagayau,  P. 
I. 

Zamhoanga 

Do 

VA  Office... 

Do. 

City,   Zam- 

boiinga,  P.I. 

2222 


PcKBTO  Rico 

(InrludinR  the  Vlr(:ln  Islands) 


Typpof 
Ktivicy 

Location 

Address 

Centor     (hos- 

Pan Jtian 

Tost  Office  Box  4424. 

pital  niMl 

t<>f;lon«I 

oir.DV 

VA  omr<< .. 

Arecibo 

SXimhsFrPseFt. 

VA  Offiw... 

Caguas 

Aldrich   Hldp.,  Mu- 
noz     Kivrra     and 
G«iyco  St. 

VA  Office... 

cayey 

45   Sanliaso   Palmer 

VA  Offlw  .. 

Oimvamn 

21  North  TlostosPt. 

VA  omw  .. 

Hiiriacao 

1  Font  Martelo  St. 

VA  (JflUr... 

Ma.vaRiu'z 

Sfi  I  lost  OS  St. 

VA  Office... 

rona- 

Tost    OffK-e     Bld(j.. 

AtochaSt. 

VA  Offlre... 

Pt.    Thomas, 
V.  1. 

Charlotte  AmaHe. 

(c)  Jurisdictional  area.s  of  di.«;trict  of- 
fices i^te  sec.  3  (a>  for  district  office 
functions). 

Location  and  Area 

Atlanta.  Ga.:  Alabama,  Florida,  Georgia. 
South  Carolina,  Tennessee. 

Boston.  Maps.:  Connecticut.  Maine.  Rhode 
Island,  Massachusetts.  New  Hampshire,  Ver- 
mont. 

Chicago.  111.:  Illinois.  Indiana,  Wisconsin. 

Columbus,  Ohio:  Kentucky,  Michigan, 
Ohio. 

Dallas.  Tex.:  Louisiana.  Mississippi.  Texas. 

Denver,  Colo.:  Colorado,  Utah,  New  Mexico. 
Wyoming. 

New  York.  N.  Y.:  New  York.  Puerto  Rico 
(Including  Virgin  Islands). 

Philadelphia,  Pa.:  Delaware,  Pennsylvania. 
New  Jersey. 

Richmond.  Va.:  District  of  Columbia. 
Maryland,  West  Virginia.  North  Carolina, 
Virginia. 

San  Francisco.  Calif,.  Arizona,  California, 
Nevada.  Hawaii. 

Seattle.  Wash.:  Idaho,  Montana,  Washing- 
ton. Alaska,  Oregon. 

St.  Louis.  Mo. :  Arkansas,  Kansas,  Missouri, 
Oklahoma. 

St.  Paul.  Minn.:  Iowa,  Minnesota,  Nebraska, 
North  Dakota,  South  Dakota. 

[SEAL]  O.  W.  Clark, 

Executive  Assistant  Administrator. 

|F.    R.    Doc.    4&-3404;    Filed,    May    I,    1949; 
8:46  a.  m.j 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-2107] 

Michigan  Gas  Storage  Co. 
order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  27th  day  of  April  1949. 

Michigan  Gas  Storage  Company 
("Storage  Company"),  a  subsidiary  of 
Consumers  Power  Company  ("Con- 
sumers" >,  a  public  utility  subsidiary  of 
The  Commonwealth  &  Southern  Cor- 
poration, a  registered  holding  company, 
having  filed  an  application  pursuant  to 
section  6  <b)  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935  (the  "act"), 
with  respect  to  the  following  transac- 
tions : 

Storage  Company,  a  Michigan  corpora- 
tion, which  is  engaged  in  the  operation 
of  facilities  for  the  transmission  and  un- 
derground storage  of  natural  gas,  pur- 


NOTICES 

chases  natural  gas  from  Panhandle 
Eastern  Pipe  Line  Company  ("Panhan- 
dle") and  supplies  most  of  the  gas  re- 
quirements of  Consumers.  Storage 
Company  proposes  to  issue  privately  to 
banks  during  1949  its  notes,  each  ma- 
turing not  more  than  nine  months  after 
the  date  of  issue,  up  to  an  aggregate 
amount  of  $2,200,000.  The  Issuance  of 
the  notes  is  for  the  stated  purpose  of 
financing  the  purchase  of  gas  for  storage 
during  the  off-peak  months  from  April 
until  November. 

The  capital  structure  of  Storage  Com- 
pany presently  consLsts  entirely  of  150,- 
000  shares  of  common  stock  of  a  par 
value  of  $100  per  share  of  which  15'"o 
is  owned  by  Consumers  and  25  ""r  by  Pan- 
handle. The  sum  of  $2,200,000,  repre- 
senting the  notes  proposed  to  be  Issued, 
Is  14.7%  of  S15.000.000  which  Is  the  ag- 
gregate par  value  of  the  outstanding 
stock  of  Storage  Company.  Authoriza- 
tion is  requested  by  Storage  Company, 
pursuant  to  the  first  sentence  of  section 
6  tb)  of  the  act.  to  Issue  its  notes  as 
above-stated.  It  is  represented  by  the 
applicant  that  no  State  commission  has 
jurisdiction  over  the  proposed  transac- 
tions. 

Said  application  having  been  filed  on 
April  1.  1949  and  notice  of  such  filing 
having  been  duly  given  In  the  manner 
and  form  prescribed  by  Rule  U-23  pro- 
mulgated pursuant  to  said  act,  and  the 
Commission  not  having  received  a  re- 
quest for  a  hearing  with  respect  to  said 
application  within  the  period  specified 
in  said  notice,  or  otherwise,  and  not  hav- 
ing ordered  a  hearing  thereon;  and 

The  Commission  deeming  it  appro- 
priate in  the  public  Interest  and  in  the 
interest  of  investors  and  consumers  to 
grant  such  applications: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act. 
and  subject  to  the  terms  and  conditions 
prescribed  in  Rule  U-24,  that  said  ap- 
plication be,  and  the  same  hereby  is, 
granted  forthwith. 

By  the  Commission. 


I  SEAL  ] 


Orval  L.  DuBois. 

Secretary. 


[F.    R.    Doc.    49-3462;    Filed,    May    8,    1949; 
9:00  a.  m.] 


amount  of  25-year  __%  Sinking  Fund 
Debentures,  due  1974;  and 

The  Commission  having  by  order  dated 
April  15,  1949,  granted  said  application, 
as  amended,  subject  to  the  condition  that 
the  proposed  issue  and  sale  of  Debentures 
not  be  consummated  until  the  results  of 
competitive  bidding  pursuant  to  Rule 
U-50  shall  have  been  made  a  matter  of 
record  in  this  proceeding  and  a  further 
order  entered  by  the  Commission  in  the 
light  of  the  record  so  completed,  and  sub- 
ject to  a  reservation  of  jurisdiction  with 
respect  to  the  payment  of  fees  and  ex- 
penses Incurred  or  to  be  incurred  in 
connection  with  the  proposed  transac- 
tions; and 

Arkansas  having  filed  a  further 
amendment  to  its  application  setting 
forth  the  action  taken  to  comply  with 
the  requirements  of  Rule  U-50  and  stat- 
ing that  pursuant  to  the  invitation  for 
competitive  bids  the  following  bids  for 
the  Debentures  have  been  received: 


I  Pile  No.  70-2088] 
Arkansas  Power  &  Light  Co. 

SUPPLEMENTAL     ORDER     RELEASING     CERTAIN 
jurisdiction   and  granting  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  27th  day  of  April  A.  D.  1949. 

Arkansas  Power  ti  Light  Company 
("Arkansas"),  an  electric  utility  subsi- 
diary of  Electric  Power  b  Light  Corpora- 
tion ("Electric"),  a  registered  holding 
company  subsidiary  of  E3ectric  Bond  and 
Share  Company,  having  filed  an  appli- 
cation and  amendments  thereto  under* 
the  Public  Utility  Holding  Company  Act 
of  1935,  particularly  sections  6  (b)  and 
7  thereof  and  Rule  U-50  thereimder,  with 
respect  to  the  Issuance  and  sale  at  com- 
petitive bidding  of  $8,300,000  principal 


Coupon 

Prlcr  to 

Cost  to 

Bi«l<ling  proup  headed  hy— 

rom- 

mni- 

l«i.y 

paiiy 

Hal.««'v.  Stuart  A  Co.  Inc    .. 

3H 

101.30 

8. 2*2 

f'lliiilaMe   Strtirll it-s  Corp. 

;iiicl  Central  Kojmblic  Co 
1" II ion  S«njritl<-s  Corp 

3»*,ion..^i7 

3.3.'«2 

3)4  11X1.48 

3. 471 1 

l>'liman  Bros,  and  Hton*  A 

M>l>sler  .S<-curiti<*  Corp... 

Vt  KW.i:.-* 

X  4894 

1  he  First  Boston  Corp 

3-i  Km.  .W 

S.ft'l.'i 

unite.  Weill  A  Co 

3'*  mo.iJwei 

1 

3.6iyi 

Said  amendment  to  the  application 
having  further  set  forth  that  Arkansas 
has  accepted  the  bid  of  Hal.sey,  Stuart  ti 
Co.  Inc.  as  shown  above,  and  that  said 
Debentures  will  be  offered  for  sale  to  the 
public  at  the  price  of  102. 125*:^^  of  the' 
principal  amount  thereof  plus  accrued 
interest  from  May  1.  1949  to  the  date  of 
delivery,  resulting  in  an  underwriters' 
spread  of  .S2b%  of  the  principal  amount 
of  said  Debentures;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
imposing  terms  and  conditions  with  re- 
spect to  the  aforesaid  security  is.sue,  sub- 
ject, however,  to  the  reservation  of  juris- 
diction as  hereinafter  ordered  over  fees 
and  expenses  of  counsel  and  of  Ebasco 
Services.  Inc.; 

It  is  ordered,  That  jurisdiction  hereto- 
fore reserved  with  respect  to  the  matters 
to  be  determined  as  the  result  of  competi- 
tive bidding  under  Rule  U-50  be,  and  the 
same  hereby  is,  released,  and  that  said 
application,  as  amended,  be,  and  the 
same  hereby  is  granted,  effective  forth- 
with, subject,  however,  to  the  terms  and 
conditions  contained  in  Rule  U-24. 

It  is  further  ordered.  That  jurisdiction 
be.  and  the  same  hereby  is,  reserved 
over  the  payment  of  fees  and  expenses  of 
counsel  in  connection  with  the  proposed 
transaction  Including  the  fees  and  ex- 
penses of  counsel  for  the  underwriter  and 
over  the  fee  and  expenses  of  Ebasco  Serv- 
ices, Inc. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    19-3463;    Filed.    May    3,    1949; 
8:00  a.  m.] 


Wednesday,  May  4,  1949 

(File  No.  1-1608] 
Norfolk  and  Washington  Steamboat  Co. 

ORDER     granting     APPLICATION     TO    STRIKl 
FROM  LISTING  AND  REGISTRATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  28th  day  of  April  A.  D.  1949. 

The  Washington  Stock  Exchange,  pur- 
suant to  section  12  (d)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12D2-1 
•  b)  promulgated  thereunder,  has  made 
application  to  strike  from  registration 
and  listing  the  Capital  Stock,  $100.00  Par 
Value,  of  Norfolk  and  Washington 
Steamboat  Company. 

The  reasons  for  striking  this  security 
from  registration  and  listing  on  this  ex- 
change that  are  stated  in  the  application 
are:  (1)  The  issuer  Is  in  the  process  of 
liquidation;  <2i  under  the  general  laws 
of  the  State  of  Virginia,  where  the  Issuer 
Is  Incorporated,  the  stock  no  longer  may 
be  transferred  on  the  books  of  the  issuer; 
<3)  the  transfer  books  of  the  Issuer  have 
been  closed. 

Appropriate  notice  and  opportunity  for 
hearing  have  been  given  to  interested 
persons  and  the  public  generally.  No 
request  has  been  received  from  any  inter- 
ested person  for  a  hearing  in  this  mat- 
ter. The  rules  of  the  Washington  Stock 
Exchange  with  respect  to  striking  a  secu- 
rity from  registration  and  listing  have 
been  complied  with. 

The  Commission  having  considered  the 
facts  stated  in  the  application,  and  hav- 
ing due  regard  for  the  public  Interest  and 
the  protection  of  investors; 

It  is  ordered.  That  the  application  of 
the  Washington  Stock  Exchange  to  strike 
the  Capital  Stock.  Par  Value  $100.00,  of 
Norfolk  and  Washington  Steamboat 
Company  from  registration  and  listing 
be,  and  the  same  is,  hereby  granted,  effec- 
tive at  the  close  of  the  trading  session 
on  May  24.  1949. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-3464;    Filed.    May    3,    1949; 
9:00  a.  tn.l 


[Pile  No.  70-2112] 

New  England  Electric  System 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Wa.shington.  D.  C.  on 
the  29th  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  New  Eng- 
land Electric  System  ("NEES"),  a  reg- 
istered holding  company,  has  filed  an 
application  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935  and  has  re- 
ferred to  sections  9  (a)  and  10  thereof 
and  Rule  U-44  of  the  rules  and  regula- 
tions promulgated  thereunder  with  re- 
spect to  the  proposed  transactions  which 
are  summarized  as  follows: 

NEES  has  notified  the  Commission 
that,  as  a  step  toward  financing  invest- 
ments in  .subsidiary  companies.  It  pro- 
Poses  to  sell   three  blocks  of  common 
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shares  constituting  minority  Interests  in 
Boston  Edison  Company.  Lynn  Gas  and 
Electric  Company  and  Western  Massa- 
chusetts Companies.  NEES  owns  123.100 
shares  of  the  capital  stock  of  Boston 
Edison  Company,  a  Massachusetts  cor- 
poration. 15,175  shares  of  the  capital 
stock  of  Lynn  Gas  and  Electric  Company, 
a  Massachusetts  corporation,  and  8.607 
common  shares  of  Western  Massachu- 
setts Companies,  a  Massachusetts  volun- 
tary association.  NEES  intends  to  solicit 
offers  for  the  purchase  of  these  three 
blocks  of  shares  by  means  of  a  newspaper 
advertisement,  and  otherwise,  to  the  end 
that  interested  persons  will  notify  NEES 
of  their  desire  for  an  opportunity  to  pur- 
chase such  blocks  of  shares.  Thereafter 
NEES  intends  to  advise  all  such  persons 
of  the  conditions  of  sale  and  the  time  for 
submitting  bids  which  shall  not  be  less 
than  twenty-four  hours  after  such  advice 
has  been  given. 

In  connection  with  such  sale  of  com- 
mon shares.  NEES  proposes  to  stabilize 
the  market  price  of  shares  for  each  of  the 
three  companies,  by  purchases  thereof 
on  the  Boston  Stock  Exchange  and  in 
the  over-the-counter  market  with  re- 
spect to  Boston  Edison  Company,  and  In 
the  over-the-counter  market  with  re- 
spect to  Lynn  Gas  and  Electric  Company 
and  Western  Massachusetts  Companies, 
for  a  period  equivalent  to  the  notice 
period  for  submission  of  bids,  including 
the  interval  between  submi.ssion  and  ac- 
ceptance or  rejection  of  bids  but  In  no 
event  for  a  period  longer  than  three  days. 
NEES  requests  that  the  order  of  the 
Commission  conform  to  the  requirements 
of  section  1808  (f)  of  the  Internal  Rev- 
enue Code. 

The  application  states  that  incidental 
services  in  connection  with  the  proposed 
transactions  will  be  performed  by  New 
England  Power  Service  Company,  an 
affiliated  service  company,  at  the  actual 
cost  thereof,  estimated  not  to  exceed 
$1,000.  This  estimate  does  not  include 
brokerage  commissions  to  be  paid. 

NEES  requests  that  its  application  be 
processed  under  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  the 
act  and  that  its  application  be  granted 
forthwith  upon  the  issuance  of  the  Com- 
"mission's  order. 

Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  May 
9.  1949.  at  11:00  a.  m.,  e.  d.  s.  t.,  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
reque.st  and  the  issues,  if  any,  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon. 

Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW.,  Wash- 
ington 25,  D.  C.  At  any  time  after  May 
9,  1949,  said  application,  as  filed  or  as 
amended,  may  be  granted  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  said  act  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  In  Rule  U-20  (a)  and  Rule 
U-100  thereof.  All  Interested  persons 
are  referred  to  said  application  which  Is 
on  file  with  this  Commission  for  a  state- 
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ment  of  the  transactions  therein  pro- 
posed. 

By  the  Commission. 

[  seal  ]  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.    49-3564.;    Filed.    May    8.    1949; 
9:10  a.  m.] 


fPlle  No.  70-2117] 
Public  Service  Co.  of  New  Hampshire 

NOTICE  of  FILING  A.ND  ORDER   FOR   HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  29th  day  of  April  A.  D.  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion, pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  ("the  Act") .  by 
Public  Service  Company  of  New  Hamp- 
shire ("the  Company"),  a  New  Hamp- 
shire corporation  which  Is  an  operating 
utility  company  and  a  direct  subsidiary  of 
New  England  Public  Service  Company 
CNEPSCO").  a  registered  holding  com- 
pany which  in  turn  is  a  direct  subsidiary 
of  Northern  New  England  Company,  also 
a  registered  holding  company.  Appli- 
cant designates  sections  6  <b)  of  the  act 
and  rules  U-20,  U-22,  U-23.  U-24  and  U- 
50  thereunder  as  applicable  to  the  pro- 
posed transactions. 

All  interested  persons  are  referred  to 
said  application  on  file  in  the  office  of  the 
Commission  for  a  statement  of  the  trans- 
actions therein  proposed,  which  are  sum- 
marized as  follows: 

The  Company  proposes  to  issue  and 
sell  for  cash  104,804  shares  of  its  common 
stock,  $10  par  value  ("new  Common 
Stock"! ,  on  the  following  basis: 

The  New  Common  Stock  will  first  be' 
offered  to  holders  of  the  Company's  out- 
standing Common  Stock  for  subscrip- 
tion in  accordance  with  their  preemptive 
rights.  Such  preemptive  offer  will  be 
made  by  the  issue  to  holders  of  Com- 
mon Stuck  of  warrants  evidencing  the 
right  to  sub.scribe  for  new  Common  Stock 
on  the  basis  of  one  share  for  each  eight 
shares  of  presently  outstanding  stock. 
Holders  of  Common  Stock  will  al.so  be 
offered  the  opportunity  to  subscribe,  sub- 
.ject  to  allocation,  for  shares  of  the  new 
Common  Stock  in  excess  of  the  amount 
to  which  they  are  ratably  entitled,  and 
holders  of  the  Company's  Preferred 
Stock  will  be  offered  a  similar  oppor- 
tunity to  subscribe.  The  subscription 
period  will  be  not  less  than  fifteen  days, 
as  required  by  the  statutes  of  the  State 
of  New  Hampshire. 

It  is  stated  that  NEPSCO.  holder  of 
58.88':"r  of  the  Comoany's  Common  Stock, 
has  advised  the  Company  that  it  will 
surrender  for  cancellation  the  warrants 
evidencing  its  preemptive  ripht  to  sub- 
scribe for  the  additional  Common  Stock 
to  which  It  is  entitled  and  will  not  sub- 
scribe to  any  of  the  new  Common  Stock. 

The  Company  proposes,  prior  to  the 
making  of  the  subscription  offer,  to  enter 
into  an  Underwriting  Agreement  which 
will  provide  that  the  Underwriters  will 
purchase  from  the  Company  all  shares 
not  subscribed  by  stockholders  (the  "Un- 
subscribed Stock").  The  Underwriting 
Agreement  will  not  limit  or  restrict  the 
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right  of  the  Underwriters  to  offer  Un- 
subscribed Stock  for  sale  during  the  sub- 
scription period  on  a  "when,  as  and  if" 
basis,  subject  to  the  prior  right  of  stock- 
holders to  take  shares  of  new  Common 
Stock  pursuant  to  the  subscription 
offers.  The  Underwriters  will  receive 
fees  as  compensation  for  underwriting 
and  distributing  the  Unsubscribed  Stock 
and  may  receive  fees  for  obtaining  sub- 
scriptions from  stockholders.  The  price 
at  which  the  Unsubscribed  Stock  will  be 
purchased  by  the  Underwriters  will  be 
the  price  at  which  the  new  Common 
Stock  is  offered  for  subscription  by  stock- 
holders. This  price,  together  with  the 
amount  of  the  Underwriters'  compensa- 
tion and  other  relevant  details,  will  be 
supplied  by  amendment. 

It  is  stated  that  the  Company  is  en- 
gaged in  an  extensive  construction  pro- 
gram which  will  require  approximately 
$6,750,000  in  cash  from  outside  sources 
during  1949.  The  Company  expects  to 
raise  approximately  $4,000,000  of  this 
amount  by  the  Issuance  and  sale  at  com- 
petitive bidding  under  Rule  U-50  of 
$4,000,000  principal  amount  of  First 
Mortgage  Bonds.  Series  E  __%  due  1979; 
which  bonds  will  be  covered  by  a  sub- 
sequent application  to  be  f^led  prior  to 
July  1.  1949.  The  Company  states  that, 
in  order  to  reduce  to  a  minimum  the  ad- 
ditional short-term  bank  loans  which 
may  be  necessary  and  to  maintain  Its 
short-term  borrowing  capacity,  it  must 
realize  as  large  a  sum  from  the  sale  of 
the  new  Common  Stock  as  market  con- 
ditions will  permit. 

The  Company  further  states  that  the 
proposed  l'.ssue  does  not  lend  Itself  to 
competitive  bidding  because  of  abnor- 
mally low  earnings  during  1947  and  1948 
due  principally  to  drought  conditions. 
The  Company  therefore  requests  that 
said  issue  and  sale  of  new  Common  Stock 
be  exempted  from  the  requirements  of 
Rule  U-50. 

The  Company  states  that  the  is.sue  and 
sale  of  the  new  Common  Stock  is  sub- 
ject to  the  jurisdiction  of  the  New  Hamp- 
shire Public  Service  Commission  and  also, 
to  the  extent  that  such  securities  are 
to  be  Issued  on  account  of  property  or 
expenditures  within  Vermont,  to  the  jur- 
isdiction of  the  Vermont  Public  Service 
Commission. 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  proposed  transactions  and 
that  said  application  should  not  be 
granted  except  pursuant  to  further  order 
of  this  Commission, 

It  is  ordered.  Pursuant  to  the  appli- 
cable provisions  of  the  act  and  the  rules 
and  regulations  promulgated  thereunder, 
that  a  hearing  with  respect  to  the  said 
application  as  now  filed  or  as  hereafter 
amended,  be  held  on  Tuesday,  May  10, 
1949.  at  10:00  a.  m..  e.  d.  s.  t.  at  the  offices 
of  this  Commission,  425  Second  Street 
NW.,  Washington  25,  D.  C.  On  such 
date  the  hearing  room  clerk  in  Room  101 
will  advise  as  to  the  room  in  which  such 
hearing  will  be  held.  Any  F>erson  desir- 
ing to  be  heard  or  otherwise  participate 
In  this  proceeding  shall  file  with  the  Sec- 
retary of  the  Commission  on  or  before 
May  9,  1949,  a  written  request  therefor 


AS  provided  In  Rule  XVn  of  the  Commis- 
sion's rules  of  practice. 

It  is  further  ordered.  That  Harold  B. 
Teegarden  or  any  other  ofDcer  or  officers 
of  the  Commission  designated  by  it  for 
that  purpose,  shall  preside  at  such  hear- 
ing. The  officer  so  designated  Is  hereby 
authorized  to  exercise  all  powers  granted 
to  the  Commission  under  section  18  (c) 
of  the  act  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  that  it  has 
made  a  preliminary  examination  of  the 
application  and  that,  upon  the  basis 
thereof  and  without  prejudice  to  addi- 
tional matters  or  questions  being  speci- 
fied upon  further  examination,  the  fol- 
lowing matters  and  questions  are  pre- 
sented for  con.sideratlon: 

1.  Whether  the  Issue  and  sale  of  said 
securities  is  entitled  to  exemption  as  pro- 
vided by  the  third  sentence  of  section 
6  <b)  of  the  act. 

2.  Whether  said  transaction  should  be 
exempted  from  the  requirements  of  com- 
petitive bidding  as  provided  In  Rule 
U-50;  and  if  .so,  what  conditions,  if  any, 
in  the  public  interest  or  for  the  protec- 
tion of  investors  and  consumers  should 
be  imposed  in  connection  therewith. 

3.  Whether  It  Is  nece.ssary  or  appro- 
priate in  the  public  Interest  or  for  the 
protection  of  Investors  or  consumers  to 
Impose  other  terms  and  conditions  with 
respect  to  the  proposed  transactions; 
and.  If  so.  what  such  terms  and  condi- 
tions should  be. 

4.  Whether  the  accounting  entries  to 
be  recorded  in  connection  with  the  pro- 
posed transactions  are  proper  and  con- 
form to  accepted  accounting  principles. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  by 
registered  mail  a  copy  of  this  notice  and 
order  to  Public  Service  Company  of  New 
Hampshire,  New  England  Public  Sfrvice 
Company,  the  New  Hampshire  Public 
Service  Commi.s.sion,  and  the  Vermont 
Public  Service  Commis.slon;  that  general 
notice  shall  be  given  to  all  persons  by 
publication  of  this  notice  and  order  in 
the  Federal  Register;  and  that  a  copy  of 
this  notice  and  order  shall  be  distributed 
through  a  general  release  of  this  Com- 
mission to  the  press  and  mailed  to  the 
mailing  list  for  releases  l.ssued  under  the 
Public  Utility  Holding  Company  Act  of 
1935. 

By  the  Commission. 

[sealI  Orval  L.  DxjBois. 

Secretary. 

(F.    R.    Doc.    49-3666;    Piled,    May    3,    1949; 
9:11  a   m.l 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

Acthorttt:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  332,  671,  79th  Cong.,  60  SUt  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9667, 
June  8,  1945.  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946.  11  P.  R.  11981. 

(Vesting  Order  13150] 

Otto  Obermtver  and  The  National  City 
Bank  or  Nrw  York 

In  re :  Trust  agreement  dated  January 
17.     1923,    between    Otto    Obermeyer, 


settler,  and  The  National  City  Bank  of 
New  York,  trmtee.  FUe  No.  D-28-6657- 
O-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Johann  Wetzel  Washington 
Otto  Obermeyer,  whose  last  known  ad- 
dress is  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs  at  law,  next  of  km. 
legatees  and  distributees,  names  un- 
known, of  Johanna  Wetzel  Washington 
Otto  Ol>ermeyer  and  of  Minna  Martha 
Ol>ermeyer,  deceased,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany) : 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpar- 
agraphs 1  and  2  hereof  and  each  of  them, 
in  and  to  and  arising  out  of  or  under 
that  certain  trust  agreement  dated  Jan- 
uary 17. 1923,  by  and  k)etween  Otto  Ober- 
meyer, settler,  and  The  National  City 
Bank  of  New  York,  trastee.  pre.sently 
being  administered  by  The  National  City 
Bank  of  New  York,  trustee,  22  William 
Street,  New  York  15,  New  York, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  countrj' 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  sulH>aragraph  1  hereof  and  the 
domiciliary  personal  repre.sentatives. 
heirs  at  law,  next  of  kin,  legatees  and 
distributees,  names  unknown,  of  Jo- 
hanna Wetzel  Washington  Otto  Ober- 
meyer and  of  Minna  Martha  Obermeyer. 
deceased,  are  not  within  a  designated 
enemy  country,  the  national  interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany  V 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
nece.ssary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  l>e  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  ased  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelo?^. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.    B.    Doc.    4J^-3476;    Piled,    May    t,    1949; 
8:58  a.  m.J 


(Vesting  Order   131741 
HiROSHI    AND   YoSHIRO   KaMETA 

In  re:  Stocks  and  other  property 
owned  by  Hiroshi  Kamcta  also  known 
as  Hiroshi  Kameda  and  Yoshiro  Kameta 
also  known  as  Yoshiro  Kameda.  F-39- 
6394-A-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Hiroshi  Kameta  al.so  known 
as  Hiroshi  Kameda  and  Yoshiro  Kameta 
also  known  as  Yoshiro  Kameda,  whose 
last  known  address  is  Fukuoka  Ken, 
Chikujyo  Gun,  Nishi  Suda  Mura,  Japan, 
are  residents  of  Japan  and  nationals  of 
a  designated  enemy  country  (Japan  > : 

2.  That  the  property  described  as  fol- 
lows : 

a.  Four  hundred  (400)  shares  of  capi- 
tal stock  of  Fulton  Blackfeet  Oil  Com- 
rwy.  evidenced  by  certificates  numbered 
112  and  209,  presently  in  the  custody  of 
the  International  Branch  of  the  Seattle 
First  National  Bank,  526  Jackson  Street, 
Seattle,  Washington,  together  with  all 
declared  and  unpaid  dividends  thereon, 

b.  Seven  hundred  and  fifty  <750) 
shares  of  capital  stock  of  Carbon  Dioxice 
b  Chemical  Company,  evidenced  by  cer- 
tificates numbered  1245,  756,  514  and 
1251,  presently  in  the  custody  of  the  In- 
ternational Branch  of  the  Seattle  First 
National  Bank,  526  Jackson  Street, 
Seattle,  Washington,  together  with  all 
declared  and  unpaid  dividends  thereon, 

c.  Three  hundred  <300»  shares  of  cap- 
ital stock  of  Red  Cloud  Oil  Company,  evi- 
denced by  a  certificate  numbered  53, 
presently  in  the  custody  of  the  Interna- 
tional Branch  of  the  Seattle  First  Na- 
tional Bank,  526  Jackson  Street.  Seattle, 
Washington,  together  with  all  declared 
and  unpaid  dividends  thereon. 

d.  Three  hundred  (300)  shares  of  cap- 
ital stock  of  Mother  Lode  Coalition 
Mines  Company,  evidenced  by  certifi- 
cates numbered  114942.  114943  and 
108842,  presently  in  the  costody  of  the 
International  Branch  of  the  Seattle  First 
National  Bank,  526  Jackson  Street. 
Seattle,  Washington,  together  with  all 
declared  and  unpaid  dividends  thereon, 

e.  Two  hundred  fifty-six  and  one  half 
'256  V2)  shares  of  capital  stock  of  Fulton 
Petroleum  Corporation,  evidenced  by  a 
certificate  numbered  201.  presently  in 
the  custody  of  the  International  Branch 
of  the  Seattle  First  National  Bank.  526 
Jackson  Street,  Seattle,  Washington,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon, 

f.  One  tl>  Script  Certificate  for  ten 
one  hundreths  (10  lOOths)  of  a  share  of 
capital  stock  of  Fulton  Petroleum  Cor- 
poration, said  certificate  numbered  8716, 
presently  in  the  custody  of  the  Inter- 
national Branch  of  the  Seattle  First  Na- 
tional Bank,  526  Jackson  Street,  Seattle. 
Washington,  and  any  and  all  rights 
thereunder  and  thereto,  and 

g.  Two  <2)  certificates  representing  a 
liquidating  interest  in  the  Pacific  Com- 
mercial Bank  of  Seattle,  Washington, 
said  certificates  numbered  144  and  145 
in  the  amounts  of  $250.30  and  $181.45, 
presently  in  the  custody  of  the  Interna- 
tional Branch  of  the  Seattle  First  Na- 


tional Bank,  526  Jackson  Street,  Seattle, 
Washington,  and  any  and  all  rights 
thereunder  and  thereto, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  Hiro- 
shi Kameta  aLso  known  as  Hiroshi 
Kameda  and  Yoshiro  Kameta  also 
known  as  Yo.shiro  Kameda,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

A.fsistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3476;    Filed.    May    3.    1949; 
8:58  a.  m.j 


[Vesting  Order   131891 
E.  S.  Wallenstein  et  al. 

In  re :  Debts  owing  to  the  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees  of  E.  S.  Wallenstein,  de- 
ceased, and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  persons  whose  names  are 
listed  in  Exhibit  A,  attached  hereto  and 
by  reference  made  a  part  hereof,  who 

1  there  is  reasonable  cau.se  to  believe  are 
residents  of  Germany,  are  nationals  of  a 
designated  enemy  country.  (Germany)  ; 

2.  That  the  persons  referred  to  in  Ex- 
hibit B,  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  who  there  is 
reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 

.  designated  enemy  country,  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations of  The  Chase  National  Bank  of 
the  City  of  New  York,  18  Pine  Street, 
New  York,  New  York,  In  the  aggregate 
amount  of  $6,499.37,  as  of  August  10. 
1948,    representing    a    portion    of    the 


blocked  dollar  "E"  account  of  N.  V.  Hol- 
landsche  Koopmansbank,  Keezersgracht 
674,  Amsterdam  -C,  Holland,  maintained 
at  the  aforesaid  bank  and  any  and  all 
acruals  thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  prop^ty  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  the 
persons  whose  names  are  set  forth  in 
Exhibit  A,  attached  hereto  and  by  refer- 
ence made  a  part  hereof  and  the  persons 
referred  to  in  Exhibit  B,  attached  here- 
to and  by  reference  made  a  part  hereof, 
the  aforesaid  nationals  of  a  designated 
enemy  country  <  Germany*,  in  the 
amounts  set  forth  in  said  Exhibits; 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
referred  to  In  subparagraphs  1  and  2 
hereof  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country.  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  u.sed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have     , 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  21.  1949. 

For  the  Attorney  General.  ' 

[SEAL]  David  L.  Bazelon,  . 

Assistant  Attorney  General,  j 

Director,  Office  of  Alien  Property.        | 

ExHiBrr  A 

Name,  Amount,  and  File  No. 

E.  Hauptmann:  «863.80;  P-28-24937-E-1, 

Miss  Elisabeth  Pose;  «997.00:  F-28-27467- 
E-1. 

Anton  R.  Relslnger;  $747.02;  F-28-27489- 
E-1. 

Otto    Steinert;    $1,182.27;    F-28-27703-E-1. 

Rolf  P.  Sachtleben;  $463.66;  F-28-26146- 
E-1. 

ExHiBrr  B  "" 

Name,  Amount,  and  File  No. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  E.  S.  Wallen- 
stein,   deceased;    $59.09;    F-28-28319-C-1. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  B.  S.  Ullman. 
deceased,  and  of  H.  Loeb,  deceased;  $46.62; 
F-28-28320-C-1. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  M.  J.  Loeb,  de- 
ceased;   $15.34;    P-28-28323-C-1. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  I.  B.  Schonhorn, 
also  known  as  J.  B.  Schonhorn,  deceased; 
$14.06:    F-28-28321-C-1. 

Personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  Fr.  I.  Wel- 
gert,  also  known  as  Dr.  Fr.  J.  Weigert.  de- 
ceased; $51.58;  P-28-28326-C-1. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  W.  I.  Gross,  also 
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known  as  Dr.  W.  J.  Oron,  deceased;  $88.90; 
F-a8-28324-C-l. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  E.  I.  Bloch,  also 
known  as  E.  J.  Bloch,  deceased;  fns.Od: 
r-28-28329-C-l. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  H.  Lubarach,  de- 
ceased;  $59.23;   F-28-28330-C-1. 

Personal  representatives,  heirs,  next  of  kin, 
legatees  and  distributees  of  Mevr  Johanna 
Pflueg-Klaassen,  also  known  as  Mrs.  J.  Pflueg- 
Klaassen,    deceased;     $1,732.71;    F-28-27462- 

IP.    R.    Doc.    49  3477;    Filed,    May    8,    1949; 
8:58  a.  m.] 


[Vesting  Order  13190] 
Christian  Stapel  et  al. 

In  re:  Interests  in  oil,  gas  and  other 
minerals  In  certain  real  property,  cash 
and  claims  owned  by  Christian  Stapel, 
Anna  Domeyer,  and  Prida  Schunemann. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Christian  Stapel,  whose  last 
known  address  is  41  Arnt  Street.  Han- 
over. Germany,  Anna  Domeyer  and  Frida 
Schunemann,  whose  last  known  ad- 
dresses are  No.  18  Am  Weidenfeld,  Ein- 
beck.  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  An  undivided  1/ 800th  or  i^gth  of 
1%  of  the  gross  production  in  that  cer- 
tain real  property  situated  in  Los  Angeles 
County,  State  of  California,  particularly 
described  as  Parcel  No.  1  of  Exhibit  A.  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  together  with  any  and  all 
claims  for  rents,  refunds,  royalties,  bene- 
fits, or  other  payments  arising  from  the 
ownership  of  such  Interest, 

b.  An  undivided  one-three  hundred 
twentieth  (l/320th>  Interest  in  and  to 
all  of  the  oil.  gas  and  other  minerals  in 
and  under  and  that  may  be  produced 
from  that  certain  land  situated  in  Okla- 
homa County.  State  of  Oklahoma,  par- 
ticularly described  as  Parcel  No.  2  of  Ex- 
hibit A.  attached  hereto  and  by  reference 
made  a  part  hereof,  together  with  any 
and  all  claims  for  rents,  refunds,  royal- 
ties, benefits  or  other  payments  arising 
from  the  ownership  of  such  interest. 

c.  An  undivided  one-three  hundred 
twentieth  (l/320th)  interest  in  and  to 
all  of  the  oil.  gas  and  other  minerals  in 
and  under  and  that  may  be  produced 
from  that  certain  land  situated  in  Okla- 
homa County.  State  of  Oklahoma,  par- 
ticularly described  as  Parcel  No.  3  of 
Exhibit  A,  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  together 
with  any  and  all  claims  for  rents,  re- 
funds, royalties,  benefits  or  other  pay- 
ments arising  from  the  ownership  of  such 
Interest, 

d.  An  undivided  three-fourths  (^4ths) 
of  one  acre  interest  in  and  to  all  of  the 
oil,  gas  and  other  minerals  in  and  under 
and  that  may  be  produced  from  that 
certain  land  situated  In  Oklahoma  Coun- 
ty, State  of  Oklahoma,  particularly  de- 
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scribed  as  Parcel  No.  4  of  Exhibit  A,  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  together  with  any  and  all 
claims  for  rents,  refunds,  royalties,  bene- 
fits or  other  payments  arising  from  the 
ownership  of  such  Interest, 

e.  An  undivided  one-six  hundred  forti- 
eth (1/ 640th)  Interest  in  and  to  aU  of 
the  oil,  gas  and  other  minerals  in  and 
under  and  that  may  be  produced  from 
that  certain  land  situated  in  Seminole 
County,  State  of  Oklahoma,  particularly 
described  as  Parcel  No.  5  of  Exhibit  A, 
attached  hereto  and  by  reference  made  a 
part  hereof,  together  with  any  and  all 
claims  for  rents,  refunds,  royalties,  bene- 
fits or  other  payments  arising  from  the 
ownership  of  such  interest, 

f.  An  undivided  one-four  hundred 
eightieth  (1  480th)  Interest  in  and  to  all 
of  the  oil,  gas  and  other  minerals  in  and 
under  and  that  may  be  produced  from 
that  certain  land  situated  in  Seminole 
County.  State  of  Oklahoma,  particularly 
described  as  Parcel  No.  6  of  Exhibit  A. 
attached  hereto  and  by  reference  made  a 
part  hereof,  together  with  any  and  all 
claims  for  rents,  refunds,  royalties,  bene- 
fits or  other  payments  arising  from  the 
ownership  of  such  interest. 

g.  Cash  in  the  sum  of  $57.12,  as  of 
March  9,  1949  presently  in  the  possession 
of  the  Attorney  General  of  the  United 
States,  and  deposited  in  Account  No.  28- 
100711.  together  with  all  cash  so  depos- 
ited subsequent  thereto,  which  sums  rep- 
resent royalties  heretofore  paid  to  the 
Alien  Property  Custodian  and  the  Attor- 
ney General  of  the  United  States  from 
certain  of  the  property  described  In  sub- 
paragraphs 2-a  to  2-f.  hereof.  Inclusive, 

h.  That  certain  debt  or  other  obliga- 
tion owing  to  the  jjersons  named  in  sub- 
paragraph 1  hereof  by  Phillips  Petroleum 
Company.  Bartlesvllle.  Oklahoma  arising 
out  of  unpaid  royalties  heretofore  ac- 
crued on  the  property  described  in  sub- 
paragraph 2-b  hereof,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

1.  That  certain  debt  or  other  obligation 
owing  to  the  persons  named  in  subpara- 
graph 1  hereof  by  The  Carter  Oil  Com- 
pany, P.  O.  Box  801,  National  Bank  of 
Tulsa  Building,  Tulsa,  Oklahoma  arising 
out  of  unpaid  royalties  heretofore  ac- 
crued on  the  property  described  in  sub- 
paragraph 2-f  hereof,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same,  and 

j.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  in  sub- 
paragraph 1  hereof  by  Sinclair  Prairie 
Oil  Company,  Sinclair  Building.  Tlilsa, 
Oklahoma  arising  out  of  unpaid  royalties 
heretofore  accrued  in  the  name  of  Wil- 
helm  Stapel  from  an  Interest  in  oil.  gas 
and  other  minerals  produced  from  cer- 
tain lands  situated  In  Oklahoma  County, 
State  of  Oklahoma,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  tke  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  coimtry  (Germany) ; 
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and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-a  to 
2-f  hereof.  Inclusive,  subject  to  recorded 
liens,  encumbrances  and  other  rights  of 
record  held  by  or  for  persons  who  are 
not  nationals  of  designated  enemy  coun- 
tries, and 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-g  to 
2-j  hereof.  Inclusive. 

All  such  property  so  vested  to  be  hpld, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meaninps  prescribed  In  Section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[SEAL]  DA\TD  L.  BaZELON, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Parcel  No.  t.  The  North  One  Hundred 
(100)  feet  of  the  South  Two  Hundred  uiid 
Fifty  (250)  feet  of  the  East  Sixty  (60)  feet 
of  the  West  Half  (W14)  of  Farm  Lot  102.  of 
the  American  Colony  Tract,  as  per  Map  re- 
corded In  Book  19  Pages  89  and  90  of  Miscel- 
laneous Records  of  Los  Angeles  County,  State 
of  California. 

Parcel  No.  2.  All  of  Blocks  Two  (2)  and 
Three  (3).  Earp's  Acretcn  Addition  to  Okla- 
homa City.  Oklahoma,  being  part  of  the 
Southeast  Quarter  (8E»<»)  Section  22.  Town- 
ship 11  North.  Range  3  West.  Oklahcinn 
County.  State  of  Oklahoma,  containing  160 
acres,  more  or  less. 

Parcel  No.  J.  Lots  Twelve  and  Thirteen 
(12  &  13),  Block  Four  (4),  Reno  Avei.ue. 
Addition  to  Oklahoma  City.  Oklahoma  (ts 
shown  by  the  Recorded  plat  thereof,  and  lo- 
cated In  the  NWI4  of  the  NW'^  of  the  NW'4 
of  Section  Two  (2).  Township  11  N(  rth 
Range  3  Wett.  Oklahoma  County.  State  if 
Oklahoma. 

Parcel  No.  4.  Blocks  one  (1)  and  two  (2) 
In  Second  East  View  Addition  to  the  City  of 
Oklahoma  City,  being  a  subdivision  of  tlie 
Northeast  Quarter  (NE',4)  of  Section  (  ne 
(1).  Township  eleven  North  (UN),  Raiwc 
three  West  (3W)  of  the  Indian  Merldiiu.. 
Oklahoma  County,  State  of  Oklahoma,  cuii- 
talnlng  9.20  acres,  more  or  lei-s. 

Parcel  No.  5.  East  Half  (E'j)  of  the  No;  th- 
east  Quarter  (NEI4)  of  Section  Thirty  Kne, 
(35),  Township  Six  (6N)  North,  Range  Stven 
(7E)  East,  Seminole  County.  State  of  Ov.'..^- 
boma.  containing  80  acres,  more  or  less 

Parcel  No.  6.  Southeast  Quarter  (SFU* 
of  Northwest  Quarter  (NW'4)  and  Stuth 
Half  (S'-i)  of  Southwest  Quarter  (SW'4)  of 
Northeast  Quarter  (NE'4)  of  Section  Thirty 
Five  (35).  TuwD£blp  11  North.  Range  6  E.^U 


Seminole  County,  State  of  Oklahoma,  con- 
taining 60  acres,  more  or  less. 

|F.    R.    Doc.    49-3478;    Filed,    May    8,    1949; 
8:59  a.  m.) 


(Vesting  Order  13191] 
LuiSE  and  Hermann  Um mincer 

In  re:  Bond  and  mortgage,  claim  and 
interesting  property  insurance  policy 
owned  by  Luise  Ummlnger,  also  known 
as  Luise  Uminger,  and  Hermann 
Umminger. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Luise  Umminger.  also  known 
as  Luise  Uminger,  and  Hermann  Um- 
minger, whose  last  known  addresses  are 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as 
follows: 

a.  A  mortgage  executed  on  February  1, 
1905  by  Elizabeth  Haag  to  Charles  C. 
Uminger  and  Margaret  Uminger,  his 
wife,  and  recorded  on  February  1,  1905 
in  the  OfBce  of  the  Register  of  New  York 
County,  State  of  New  York.  In  Liber  155 
of  Mortgages.  Section  6,  at  Page  289.  and 
any  and  all  obligations  secured  by  said 
mortgage,  including  but  not  limited  to 
all  security  rights  in  and  to  any  and  all 
collateral  "including  the  aforesaid 
mortgage)  for  any  and  all  such  obliga- 
tions, and  the  right  to  enforce  and  collect 
.^uch  obligations,  and  the  right  to  pos- 
.sesslon  of  any  and  all  notes,  bonds  and 
other  Instalments  evidencing  such  obli- 
gations. 

b.  All  right,  title  and  Interest  of  the 
persons  named  In  subparagraph  1  hereof, 
in  and  to  Fire  Insurance  Policy  No. 
B2323,  Issued  by  Northwestern  National 
Insurance  Company  of  Milwaukee,  Wis- 
consin. In  the  amount  of  S40.000.  which 
policy  expires  January  30.  1952,  and 
insures  the  property  subject  to  the 
mortgage  described  in  subparagraph  2-a 
hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  persons  named  In  sub- 
paragraph 1  hereof,  or  either  of  them, 
by  Dorothy  H.  Robare  and  Charles  E. 
Robare,  arising  out  of  Interest  payments 
due  and  unpaid  on  the  mortgage  de- 
scribed In  subparagraph  2-a  hereof,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany; ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  hot 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 
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All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  In  subparagraphs  2-a  to 
2-c  hereof.  Inclusive,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3479;    Filed,    May    3,    1949; 
8:59  a.  m.| 


[Vesting  Order  13192) 
LOXnSA  G.  BiGELOW 

In  re:  Trust  under  will  of  Louisa  G. 
Bigelow.  deceased.  File  F63-11101  E.  T. 
sec.  8901  (Supplemental). 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  S788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found; 

1.  That  Detel  von  Campe,  Hans  Detlaf 
von  Campe.  Godert  von  Campe.  and 
Burchard  von  Campe,  whose  last  known 
address  Is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  the  domiciliary  personal  rep- 
resentatives, issue,  heirs,  next  of  kin, 
legatees  and  distributees,  names  un- 
known, of  Otto  (Joseph  Carl  Hermann) 
von  Campe.  who  there  Is  reasonable 
cause  to  believe  are  residents  of  Ger- 
many, are  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  all  right,  title.  Interest  and 
?l^m  of  any  kind  or  chjjiracter  what.so- 
ever  of  the  persons  Identihed  In  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  trust  under  the  will  of 
Louisa  G.  Bigelow,  deceased.  Is  property 
payable  or  deliverable  to,  or  claimed  by 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

4.  That  such  property  is  In  the  process 
of  administration  by  The  Northern  Trust 
Company.  50  South  LaSalle  Street.  Chi- 
cago, Illinois,  Trustee,  acting  under  the 
judicial  supervision  of  the  Circuit  Court 
of  Cook  County,  State  of  Illinois, 

and  It  Is  hereby  determined: 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and 
the  domiciliary  personal  representatives. 
Issue,  heirs,  next  of  kin,  legatees  and  dis- 
tributees, names  unknown,  of  Otto  (Jo- 
seph Carl  Hermann)  von  Campe,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 


2227 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  27,   1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3480;    Filed,    May    8,    1949; 
8:59  a.  m.J 


(Vesting  Order  13217) 
CoNR.^D  H.  Mann 


In  re:  Estate  of  Conrad  H.  Mann,  de- 
ceased.    File  No.  017-11814. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as'amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Elisabeth  Muth.  Margareta 
Wiegand,  Justine  Honkel,  Heinrlch 
Mann.  Gertrude  Lauer  and  Christian 
Mann,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  Estate  of  Conrad  H.  Mann,  de- 
ceased, is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  Is  In  the  process 
of  administration  by  Eugene  J.  Bal.slger. 
as  Administrator  de  bonis  non.  acting 
under  the  judicial  supervision  of  the  Pro- 
bate Court  of  Jackson  County,  Missouri; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  In  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington,  D.   C,  on 
AprU  29.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    49-3481;    Piled,    May    8.    1949; 
8:59  a.  m.l 


[Vesting  Order  6865.  Amdt.] 
Pannt  Christy  Vda.  de  Hepp 

In  re:  Real  property  and  bank  account 
owned  by  Fanny  Christy  Vda.  de  Hepp. 
also  known  as  Dona  Aniceta  Franclsca 
and  as  Dona  Fanny  Cristy  y  Mangual. 
F-28-9519. 

Vesting  Order  6865.  dated  July  1,  1946 
is  hereby  amended  as  follows  and  not 
otherwise: 

By  deleting  from  Item  53  of  Exhibit 
A  of  said  Vesting  Order  6865  the  asterisks 
after  the  figure  7.70  and  substituting 
therefor  the  words  "cuerdas  (not  square 
meters)";  and 

By  deleting  from  Item  54  of  Exhibit  A 
of  said  Vesting  Order  6865  the  asterLsks 
after  the  figure  3.31  and  substituting 
therefor  the  words  "cuerdas  (not  square 
meters) ". 


NOTICES 

All  other  provisions  of  said  Vesting  Or- 
der 6865  and  all  actions  taken  by  or  on 
behalf  of  the  Alien  Property  Custodian  or 
the  Attorney  General  of  the  United 
States  In  reliance  thereon,  pursuant 
thereto  and  under  the  authority  thereof 
are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C,  on 
AprU  27,  1949. 

For  the  Attorney  General. 

(seal]  David  L.   Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.    R.    Etoc.    49-3482;    Filed.    May    3,    1949; 
8:59    a.    m.J 


[Vesting  Order   11870,  Amdt.J 
Evan  and  Katharine  Tinta 

In  re:  Interest  in  real  property,  prop- 
erty insurance  policies  and  a  claim 
owned  by  Evan  Tinta  and  Katharine 
Tinta.     P-28-24064  B-1. 

Vesting  Order  11870.  dated  August  20, 
1948.  is  hereby  amended  as  follows  and 
not  otherwise: 

By  deleting  subparagraph  2-b  of  said 
Vesting  Order  11870,  and  substituting 
therefor  the  following: 

b.  All  right,  title  and  Interest  of  the 
persons  named  in  subparagraph  1  hereof 


In  and  to  the  following  Insurance  policies 
which  insure  the  property  described  in 
subparagraph  2-a  hereof: 

Fire  and  Extended  Coverage  Policy  No. 
35144B31  Is.sued  by  Bankers  &  Shippers 
Insurance  Company  of  New  York.  Pa- 
cific Coast  Department.  Merchants  Ex- 
change Building.  San  Francisco  4.  Cali- 
fornia, in  the  amount  of  $5,000.00.  w  hith 
policy  expires  February  1,  1950,  and 

Fire  and  Extended  Coverage  Policy  No. 
336996  Issued  by  United  States  Fire  In- 
surance Company,  110  William  Street, 
New  York.  New  York,  in  the  amount  of 
$6,00000.  which  policy  expires  Decem- 
ber 18.  1951,  and 

All  other  provisions  of  said  Vesting  Or- 
der 11870  and  all  actions  taken  by  or  on 
behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-3483:    Piled.    May    8,    1949; 
8:69  a.  m.J 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part    981 — Irish    Potatoes    Grown    in 
Southeastern  States 

limitation  of  shipments 

5  981.304  Potatoes:  limitation  of 
shipments.  Southeastern  States;  Regula- 
tion 3 — (at  Findings.  Pursuant  to 
Marketing  Agreement  No.  104  and  Order 
No.  81  (13  F.  R.  2709)  regulating  the 
handling  of  potatoes  grown  in  the  South- 
eastern States  production  area,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (7  U.  S.  C.  601  et 
seq),  and  upon  the  basis  of  the  recom- 
mendation and  information  .submitted 
by  the  Southeastern  Potato  Committee 
established  under  said  marketing  agree- 
ment and  order,  and  upon  other  avail- 
able Information,  it  is  hereby  found  that 
such  limitation  of  shipments  of  potatoes 
as  hereinafter  provided  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

It  is  hereby  found  this  It  is  impractica- 
ble and  contrary  to  the  public  interest  to 
give  preliminary  notice,  engage  in  public 
rule-making  procedure,  and  postpone  the 
effective  date  of  this  order  until  30  days 
after  publication  thereof  in  the  Federal 
Register  (5  U.  S.  C.  1001  et  seq.)  in  that 
(1»  the  limitation  of  shipments  of  such 
potatoes  pursuant  hereto  must  be  made 
effective  on  the  date  hereinafter  set  forth 
to  effectuate  the  declared  policy  of  the 
act.  1 2)  shipments  of  potatoes  from  the 
production  area  for  the  1949  season  are 
expected  to  begin  on  or  about  the  effec- 
tive date  of  the  order  hereinafter  set 
forth.  (3)  adequate  information  with  re- 
spect to  the  supply  and  demand  for  pota- 
toes grown  in  the  production  area  did  not 
become  available  to  the  Southeastern 
Potato  Committee  until  April  26.  1949 
and  such  committee  did  not  make  its 
recommendations  for  regulation  during 
the  current  season  until  its  meeting  held 
for  such  purpose  on  April  26.  1949.  and, 
therefore,  the  recommendations  of  the 
committee  could  not  be  made  available 
until  after  the  aforesaid  meeting  of  such 
committee,  (4)  information  regarding 
the  marketing  policy  for  the  1949  season 
adopted  by  the  committee  at  their  meet- 
ing of  March  29,  1949  was  distributed  to 


handlers  and  producers  of  potatoes  im- 
mediately following  such  meeting,  (5) 
information  regarding  recommendations 
of  the  committee  has  been  distributed  to 
handlers  and  producers  of  potatoes  and 
the  limitation  in  the  order  hereinafter 
set  forth  is  identical  with  the  committee's 
recommended  limitation,  (6)  compliance 
with  such  limitation  will  not  require  any 
special  preparation  on  the  part  of  per- 
sons subject  thereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof,  and  (7)  a  reasonable  time  is  per- 
mitted under  the  circumstances,  for  such 
preparation. 

<b)  Order.  <1)  During  the  period 
beginning  12:01  a.  m..  e.  s.  t..  May  9, 
1949  and  ending  11:59  p.  m..  e.  s.  t., 
August  15,  1949.  no  handler  shall  ship 
any  potatoes  grown  in  the  Southeastern 
States  production  area  unless  .such  pota- 
toes meet  the  requirements  of  U.  S.  No. 
1  or  better  grade,  Ve  Inches  minimum 
diameter,  as  such  grade  and  size  are  de- 
fined in  the  U.  S.  Standards  for  Potatoes; 
Provided,  That  pursuant  to  5  981.6  (c), 
the  aforesaid  limitation  shall  not  be  ap- 
plicable to  shipments  of  potatoes  for  ex- 
port; shipments  of  potatoes  to  wcshers 
at  p>oints  within  the  production  area  for 
the  purpose  of  having  such  potatoes 
washed  and  graded  prior  to  final  ship- 
ment to  market;  shipments  of  potatoes 
purchased  by  the  Commodity  Credit  Cor- 
poration under  the  price  support  pro- 
gram for  distribution  by  the  Federal  gov- 
ernment, except  that  (i)  shipments  of 
potatoes  for  export  shall  be  subject  to 
the  provisions  of  §  981.102  Export  ship- 
ments ( 13  F.  R.  3455  »  :  and  <  ii )  shipments 
of  potatoes  to  washers  at  points  within 
the  production  area,  and  shipments  of 
potatoes  purchased  by  the  Commodity 
Credit  Corporation  shall  be  subject  to 
such  safeguards  as  may  be  issued  pur- 
suant to  §981.6  (c)  of  the  aforesaid 
marketing  agreement  and  order. 

(2»  All  potatoes  shipped  during  the 
period  §  981.304  is  in  effect  shall  be  sub- 
ject to  §  981.103  Inspection  and  certifica- 
tion (13  F.  R.  3455>,  which  provides  that 
each  first  handler  of  potatoes  is  required, 
prior  to  making  each  shipment  of  pota- 
toes, to  have  such  potatoes  inspected  by 
an  authorized  representative  of  the  Fed- 
eral-State inspection  service  whenever 
regulations  are  in  effect. 

(3»  The  terms  u.sed  in  this  section 
shall  have  the  .same  meaning  as  when 
used  In  Order  No.  81  <Sec.  5,  49  Stat.  753, 

(Continued  on  next  page) 
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and  in  effect  as  to  facts  arising 
on    or   after    January    1,    1949. 

The  following  books 
are    now    available: 

Title  3,  1948  Supplement  ($2.75). 
Titles  4-5  ($2.25). 
Title  6  ($3.00). 
Title  7: 

Parts  T-20I  ($4.25). 

Parts  2I0-«74  ($2.75). 

Port  900  to  end  ($3.50). 

These  books  moy  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  Office,  Woshington  25,  D.  C, 
at  the  prices  indicated  above. 
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as  amended;  7  U.  S.  C.  and  Sup.  608c:  13 
F.  R.  2709). 

Done  at  Wa.shlngton.  D.  C.  this  3d  day 
of  May  1949. 

[SEAL]  S.  R.  Smith. 

Director, 
Fruit  and  Vegetable  Branch. 

|F.    R.    Doc.    49-3608;    Filed.    May    4.    1949; 

10:41  a.  m  ] 

TITLE   12— BANKS  AND 
BANKING 

Chapter  II — Federal  Reserve  System 

Subchapter   A — Board   of   Governors  of  the 
Federal  Reserve  System 

(Reg    DI 

Part  204 — Reserves  of  Member  Banks 

reserve.s  maintained  by  member  banks 
with  federal  reserve  banks 

1.  Effective  as  to  member  banks  not  in 
re.serve  and  central  reserve  cities  at  the 


opening  of  business  on  May  1,  1949.  and 
as  to  member  banks  in  reserve  and  cen- 
tral re.«;erve  cities  at  the  opening  of  busi- 
ness on  May  5,  1949,  8  204.5  (Supplement 
to  Regulation  D>  is  amended  to  read  as 
follows; 

§  204.5  Supple7ne7it:  Reserves  required 
to  be  maintained  by  member  banks  with 
Federal  Reserve  Banks.  Pursuant  to 
the  provisions  of  .section  19  of  the  Fed- 
eral Reserve  Act  and  §204  2  (a',  the 
Board  of  Governors  of  the  Federal  Re- 
serve System  hereby  prescribes  the  fol- 
lowing reserve  balances  which  each 
member  bank  of  the  Federal  Reserve 
System  is  required  to  maintain  on  deposit 
with  the  Federal  Reserve  Bank  of  its  dis- 
trict: 

7  percent  of  Its  time  deposits  plus— 

15  percent  of  Us  net  demand  deposits  If 
not  In  a  reserve  or  central  reserve  city; 

31  percent  of  Us  net  demand  deposits  If 
In  a  reserve  city,  except  as  to  any  bank  lo- 
cated In  an  outlying  district  of  a  reserve  city 
or  In  territory  added  to  such  city  by  the  ex- 
tension of  the  city's  corporate  limits,  which, 
by  the  affirmative  vote  of  five  members  of 
the  Board  of  Governors  of  the  Federal  Re- 
serve System,  is  permitted  to  maintain  15 
percent  reserves  against  Its  net  demand  de- 
posits; 

24  percent  of  Its  net  demand  deposits  If 
located  In  a  central  reserve  city,  except  as  to 
any  bank  located  In  an  outlying  dihirict  of 
a  central  reserve  city  or  In  territory  added  to 
such  city  by  the  extension  of  the  ciiy  s  cor- 
porate limits,  which,  by  the  affirmative  vote 
ol  five  members  ol  the  Board  ol  Governors  of 
the  Federal  Reserve  System,  Is  permitted  to 
maintain  15  percent  or  21  percent  reseives 
against  its  net  demand  deposits. 

2.  This  amendment  is  i.^sued  pursuant 
to  the  authority  granted  to  the  Board 
of  Governors  by  section  19  of  the  Fed- 
eral Reserve  Act  in  the  lif  at  of  existing 
economic  conditions  and  the  pre.sent 
credit  situation.  The  notice  and  public 
procedure  described  in  sections  4  i  a  »  and 
4  <b»  of  the  Administrative  Procedure 
Act,  and  the  prior  publication  described 
in  section  4  (ci  of  such  act,  are  imprac- 
ticable, unnecessary  and  contrary  to  the 
public  interest  in  connection  with  this 
amendment  for  the  rea.sons  and  good 
cause  found  as  stated  in  5  262.2  (c>  of 
the  Boards  rules  of  procedure  (Part 
262  • ,  and  especially  because  such  no- 
tice, procedure  and  prior  publication 
would  prevent  the  action  from  becoming 
effective  as  promptly  as  necessary,  and 
would  serve  no  useful  purpose. 

•  Sec.  11  (1),  38  Stat.  262;  12  U.  S.  C. 
248  (1>.  Interprets  or  applies  sees.  11, 
19,  38  Stat.  2G1,  270.  as  amended.  Pub. 
Law  905.  80th  Cong.;  12  U.  S.  C.  248  <c), 
te».  461.  462,  462a-l,  462b.  464.  465) 

Approved  this  28th  day  of  April  1949. 

Board  of  Governors  of  the 
FEDERAL  Reserve  System, 
(eealI     S.  R.  Carpenter, 

Secretary. 

|F.    R.    Doc.    49-3544;    Piled,    May    4.    1949; 
8:4«  a.  m.] 


TITLE  14— CIVIL  AVIATION 

Chapter  II — Civil  Aeronautics  Admin- 
istration, Department  of  Commerc* 

lAmdt.  161 

Part  600 — Designation  of  Civil  Airways 

RED  CIVIL  airway  NO.  10 

It  appearing  that  (1)  the  increased 
volume  of  air  traffic  between  certain 
points  necessitates,  in  the  intere.st  of 
safety  in  air  commerce,  the  immediate 
realignment  of  a  civil  airway  between 
such  points;  (2)  the  realignment  of  the 
civil  airway  referred  to  in  d)  above,  has 
been  coordinated  with  the  civil  operators 
involved,  the  Army,  and  the  Navy, 
through  the  Air  Coordinating  Committee. 
Airspace  Subcommittee;  and  <3)  compli- 
ance with  the  notice,  procedures,  and 
effective  date  provisions  of  section  4  of 
the  Administrative  Procedure  Act  would 
be  impracticable,  unnecessary,  and  con- 
trary to  the  public  interest,  and  therefore 
is  not  required; 

Now  therefore,  acting  under  authority 
contained  in  sections  205,  301,  302,  307. 
and  308  of  the  Civil  Aeronautics  Act  of 
1938,  as  amended,  and  pursuant  to  sec- 
tion 3  of  the  Administrative  Procedure 
Act.  I  liereby  amend  the  Code  of  Federal 
R-^pulation^  Title  14,  Chapter  II,  Part 
600.  a.s  follows: 

D^siqnation  and  Rcdesiqnation  of  Citnl 
Airuays 

1.  Section  600.4  <c>  «10)  is  amended 
to  read: 

(10)  Red  civil  airway  No.  10  (Pueblo. 
Colo.,  to  Charleston,  S.  O.  From  the 
Pueblo.  Colo.,  radio  range  station  via  the 
intersection  of  the  northwe.st  course  of 
the  Dalhart,  Tex.,  VHF  radio  range  and 
the  east  course  of  the  Trinidad.  Colo., 
radio  range;  Dalhart,  Tex..  VHF  radio 
range  station;  the  intersection  of  the 
southeast  course  of  the  Dalhart.  Tex.. 
VHF  radio  range  and  the  north  course  of 
the  Amarillo.  Tex.,  radio  range;  Amarillo. 
Tex.,  radio  range  station:  Wichita  Falls. 
Tex.,  radio  range  station  to  the  intersec- 
tion of  the  southeast  course  of  the  Wich- 
ita Palls,  Tex.,  radio  range  and  the  north 
course  of  the  Fort  Worth,  Tex.,  radio 
range.  From  the  intersection  of  the 
south  course  of  the  Fort  Worth,  Tex., 
radio  range  and  the  west  course  of  the 
Dallas.  Tex.,  radio  range  via  the  Dallas, 
Tex.,  radio  range  station;  Shreveport. 
La  .  radio  range  station;  Monroe,  La., 
radio  range  station:  Jackson,  Mis.s.,  radio 
range  station;  Meridian,  Miss.,  radio 
range  station;  Birmingham,  Ala.,  radio 
range  station:  the  intersection  of  the 
east  course  of  the  Birmingham.  Ala., 
radio  range  and  the  west  course  of  the 
Campbellton,  Ga.,  radio  range;  Camp- 
bellton,  Ga.,  radio  range  station  to  the 
Atlanta,  Ga.,  radio  range  station.  From 
the  intersection  of  the  northea-st  cour.se 
of  the  Atlanta,  Ga.,  radio  range  and  the 
northwe.st  course  of  the  Augusta.  Ga., 
radio  range  via  the  Augusta,  Ga..  radio 
range  station  to  the  Charleston.  S.  C, 
radio  range  station. 

(Sees.  205  (a),  308.  52  Stat.  984.  986;  49 
U.  S.  C.  425  <a),  458.  Interprets  or  ap- 
plies sees.  301,  302,  307,  52  Stat.  985.  986, 
as  amended.  Pub.  Law  872.  80th  Cong.; 
49  U.  S.  C.  451.  457> 


This  amendment  shall  become  effective 
0001  e.  6.  t.,  May  4.  1949. 

fSKALl  D,  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

[P.    R.    Doc.    49-3-39;    Filed,    May    4.    1949; 
8:45  a.  A.] 


[Amdt.  21] 

Part  601 — Designation  of  Control  Areas. 
Control  Zones,  and  Reporting  Points 

control  area  extension 

It  appearing  that  (1)  the  increased 
volume  of  air  traffic  between  certain 
points  necess  tates,  in  the  interest  of 
safety  in  air  commerce,  the  immediate 
designation  and  establishment  of  a  con- 
trol area;  (2i  the  designation  and  es- 
tablishment of  the  control  area  referred 
to  in  <  1  >  above  has  been  coordinated 
with  the  civil  operators  involved,  the 
Army  and  the  Navy,  through  the  Air  Co- 
ordinating Committee,  Airspace  Subcom- 
mittee; and  (3)  compliance  with  the 
notice,  procedures,  and  effective  date  pro- 
visions of  section  4  of  the  Administrative 
Procedure  Act  would  be  impracticable, 
unnecessary,  and  contrary  to  public  in- 
terest, and  therefore  is  not  required; 

Now  therefore,  acting  under  authority 
contained  in  sections  205.  301,  302,  307 
and  308  of  the  Civil  Aeronautics  Act  of 
1938.  as  amended,  and  pursuant  to  .sec- 
tion 3  of  the  Administrative  Procedure 
Act,  I  hereby  amend  the  Code  of  Federal 
Regulations,  Title  14.  Chapter  II,  Part 
601,  as  follows: 

Designation  of  Control  Area 

1.  Section  601.4  'e)  (162'  is  added  to 
read : 

(162)  Control  area  extension  (Dan- 
ville. Va.">.  Within  a  5  mile  radius  of  the 
Danville,  Va..  Municipal  Airport. 

•Sees.  205  (a).  308,  52  Stat.  984,986; 
49  U.  S.  C.  425  (ai.  458.  Interprets  or 
applies  .sees.  301.  302.  307.  52  Stat.  985. 
986.  as  amended.  Pub  Lav;  872,  80th 
Cong.;  49  U.  S.  C.  451.  452.  457) 

This  amendment  shall  become  effec- 
tive OCOl  e.  s.  t..  May  4,  1949. 

(seal!  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

(F.    R.    Doc.    49  35<0;    Filed.    May    4,    1940: 
8:45  a.  m.J 


TITLE  16— COMMERCIAL 
PRACTICES^ 

Chapter  I — Federal  Trode 
Commission 

[Docket  No.  5627] 

Part  3 — Digest  of  Cease  and  Desist 

Orders 

federal  chemical  MFG.   CO. 

5  3.66  (h)  Misbranding  or  mislabeling: 
qualities  or  properties:  §  3.66  <j  15)  Mis- 
branding or  mi.slabeling :  safety:  §  3.96 
(a)  Using  misleading  name;  goods; 
qualities  or  properties:  §  3.96  (a)  Using 
misleading  names;  goods;  safety.  In 
connection  with  the  offering  for  sale,  sale 
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or  distribution  In  commerce,  of  respon- 
dent's product  designated  "Polar  Zone", 
or  any  other  product  of  substantially  sim- 
ilar composition  or  properties,  (1)  using 
the  term  "Antl-freeze".  or  any  other  term 
of  similar  import,  to  designate,  describe 
or  refer  to  said  product;  or  otherwise 
representing,  directly  or  by  implication, 
that  said  product  Is  an  effective  anti- 
freeze preparation:  (2>  representing,  di- 
rectly or  by  implication,  that  said  product 
is  safe  or  dependable  for  use  in  gasoline 
engines;  (3i  representing,  directly  or  by 
implication,  that  said  product  will  not 
cause  harm  or  damage  to  gasoline  engines 
or  to  the  cooling  systems,  radiators,  or 
hose  connections  of  such  engines;  <4> 
representing,  directly  or  by  implication, 
that  said  product  will  protect  gasoline 
engines  or  the  cooling  systems  thereof 
against  rust  or  corrosion;  or,  <5)  repre- 
senting, directly  or  by  implication,  that 
said  product  will  not  clog  the  passages  In 
the  cooling  systems  of  gasoline  engines: 
prohibited.  (Sec.  6  <g>.  38  Stat.  722;  15 
U.  S.  C.  46  <  R  > .  Interprets  or  applies  sec. 
5,  38  Stat.  719.  as  amended;  15  U.  S.  C.  45) 
I  Cease  and  desist  order.  Saul  Fehlden 
trading  as  Federal  Chemical  Manufac- 
turing Company,  Docket  5627.  March  21, 
19491 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  in 
the  city  of  Washington.  D.  C.  on  the  21st 
day  of  March  A.  D.  1949. 
In  the  Matter  of  Saul  Fehlden,  an  In- 
dividual Trading  as  Federal  Chemical 
Manufacturing  Company 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission  and  the 
respondent's  sub.stitute  answer  thereto, 
in  which  answer  he  admitted  all  of  the 
material  allegations  of  fact  set  forth  in 
said  complaint  and  waived  all  interven- 
ing procedure  and  further  hearings  as 
to  said  facts:  and  the  Commission  hav- 
ing made  its  findings  as  to  the  facts  and 
its  conclusion  that  the  respondent  has 
violated  the  provisions  of  the  Federal 
Trade  Commmission  Act: 

It  is  ordered.  That  the  respondent. 
Saul  Fehlden.  individually  and  trading 
as  Federal  Chemical  Manufacturing 
Company,  or  trading  under  any  other 
name,  and  his  agents,  representatives 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  the  offering  for  sala».  sale  or  distri- 
bution in.  commerce,  as  "commerce"  is 
defined  in  the  Federal  Trade  Commission 
Act.  of  the  respondent's  product  desig- 
nated "Polar  Zone."  or  any  other  prod- 
uct of  substantially  similar  composition 
or  propertit's,  do  forthwith  cease  and 
desist  from: 

1.  Using  the  term  "Antl-Freeze".  or 
any  other  term  of  similar  import,  to 
designate,  de.scribe  or  refer  to  said  prod- 
uct; or  otherwi.se  representing,  directly 
or  by  implication,  that  said  product  is 
an  effective  anti-freeze  preparation. 

2.  Representing,  directly  or  by  impli- 
cation, that  said  product  is  safe  or  de- 
pendable for  use  in  gasoline  engines. 

3.  Representing,  directly  or  by  impli- 
cation, that  said  product  will  not  cause 
harm  or  damage  to  gasoline  engines  or 
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to  the  cooling  systems,  radiators,  or  hose 
connections  of  .such  engines. 

4.  Representing,  directly  or  by  impli- 
cation, that  said  product  will  protect 
gasoline  engines  or  the  cooling  systems 
thereof  against  ru.st  or  corro.sion. 

5.  Representing,  directly  or  by  impli- 
cation, that  said  product  will  not  clog 
the  passages  in  the  cooling  systems  of 
ga.sollne  engines. 

It  is  further  ordered.  That  the  re- 
spondent -shall,  within  .sixty  '60>  days 
after  service  upon  him  of  this  order,  file 
with  the  Commission  a  report  in  writing 
setting  forth  in  detail  the  manner  and 
form  in  which  he  has  complied  with  this 
order. 


By  the  Commission. 

ISEAL] 


D.  C.  Daniel. 
Secretary. 

|F.    R.    Doc.    49  3560;    Filed.    May    4.    1949: 
8:48  a.  ml 


TITLE   19— CUSTOMS  DUTIES 

Chapter  I — Bureau   of  Customs, 
Department  of  the  Treasury 

|T.D.  522101 

Part  1 — Customs  Districts  and  Ports 

Part  3 — Documentavion  of  Vessels 

miscellaneous  amendments 

Entry  and  clearance  of  ve.ssels  at 
places  other  than  ports  of  entry;  docu- 
mentation of  yachts;  approval  of  home 
ports  of  documented  vessels;  issue  of 
marine  documents;  change  of  name;  cus- 
toms regulations  amended.  Sections  1.2, 
3.4,  3.17.  3.22.  and  3.51.  Customs  Regula- 
tions of  1943.  amended. 

1.  Section  1.2  (b».  Cu.stoms  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp..  1.2 
(b>  ).  as  amended  by  T.  D.  52062,  is 
further  amended  by  inserting  "or  as- 
sistant collector"  after  "collector"  in 
each  of  the  first  two  places  in  which  the 
latter  word  appears. 

(R.  S.  161.  251.  sec.  624.  46  Stat.  759; 
5  U.  S.  C.  22.  19  U.  S.  C.  66.  1624.  Presi- 
dent's message  of  March  3.  1913;  T.  D. 
33249.  Sec.  102.  Reorg.  Plan  No.  3  of 
1946;  3  CFR.  1946  Supp..  Ch.  IV> 

2.  Section  3.4.  Customs  Regulations  of 
1943  '19  CFR.  Cum.  Supp..  3.4).  as 
amended  by  T.  D.  51912.  is  further 
amended  to  read  as  follows: 

§  3.4  Yachts  entitled  to  documents. 
(sl)  Any  ve^el.  other  than  one  navigat- 
ing the  waters  of  the  northern,  north- 
eastern, or  northwestern  frontiers  other- 
wise than  by  sea.  may  be  licensed  as  a 
yacht  if  under  20  but  not  under  5  net  tons 
and  used  exclusively  as  a  pleasure  vessel. 
and  if  otherwi.se  .entitled  to  be  docu- 
mented. 

(b>  Any  vessel  may  be  enrolled  and 
licensed  as  a  yacht  if  used  exclusively 
as  a  plea.sure  vessel  and  otherwise  en- 
titled to  be  documented,  provided  it  is  of 
5  net  tons  or  over  in  the  case  of  a  vessel 
navigating  the  waters  of  the  northern, 
northeastern,  or  northwestern  frontiers 
otherwi.se  than  by  sea,  or  20  net  tons  or 
over  in  any  other  case.  <R.  S.  161,  sees. 
2.   3,   23   Stat.    118,   119.  R.   S.  4214.  as 


amended:  5  U.  S.  C.  22.  48  U.  S.  C.  2.  3. 
103.  Sec.  102.  Reorg.  Plan  No.  3  of  1946; 
3  CFR.  1946  Supp..  Ch.  IV) 

3.  Section  3.17.  Customs  Regulations 
of  1943  <19  CFR.  Cum.  Supp..  3.17 ».  as 
amended  by  T.  D.'s  51610  and  52155,  Is 
further  amended  by  deleting  paragraphs 
(c).  (d>,  <e>,  <f).  and  »g)  and  by  in- 
serting the  following  paragraphs  in  lieu 
thereof: 

<^c)  If  an  owner  desires  that  the  home 
port  be  elsewhere  than  the  port  at  or 
nearest  the  place  in  the  same  customs 
collection  district  where  the  ves.sel  busi- 
ne.ss  of  the  owner  is  conducted,  he  shall 
submit  with  his  designation  of  home  port 
a  detailed  statement  setting  forth  the 
reasons. 

(d)  Whenever  an  owner  submits  a 
designation  of  home  port  to  a  collector, 
the  collector  shall  examine  the  instru- 
ments transferring  title  to  the  vessel  and 
the  abstract  of  title  on  customs  Form 
1332  or  customs  Forms  1332  and  1332-A. 
if  any.  and  satisfy  himself  that  the  home 
port  has  in  fact  been  designated  by  the 
owner  of  the  vessel  or  some  person  au- 
thorized to  act  for  him. 

(e)  The  collector,  assistant  collector, 
or  deputy  collector  in  charge  of  marine 
work  may  approve  the  designation  of 
home  port  If: 

( 1  •  The  port  designated  is  the  port  at 
or  nearest  the  place  in  the  same  cus- 
toms collection  district  where  the  vessel 
business  of  the  owner  is  conducted: 

(2»  The  designation  is  presented  to 
the  collector  at  the  port  where  a  tem- 
porary document  is  to  be  issued  to  the 
ves.sel  or  at  the  home  port  designated; 

C3)  The  vessel  has  been  previously 
documented  and  has  not  been  since 
owned  in  whole  or  in  part  by  a  per.-on  not 
a  citizen  of  the  United  States  nor  placed 
under  foreign  registry  or  flag; 

(4'  R'cordable  instruments  covering 
each  sale.  gift,  or  conveyance  (including 
a  conveyance  in  trust >,  if  any,  since  the 
date  of  acquisition  of  title  by  the  last 
owner  of  record  are  presented  with  the 
designation,  or  the  production  of  one  or 
more  of  those  in.struments  is  waived  as 
provided  for  in  paragraph  (f)  of  this 
section:  and 

(5t  Orders  of  referees  in  bankruptcy 
appointing  trustees  in  bankruptcy  or 
court  orders  having  the  effect  of  trans- 
ferring title  covering  each  transfer  by 
operation  of  law,  if  any.  since  the  date  of 
acquisition  of  title  by  the  last  owner  of 
record  are  presented  with  the  designa- 
tion. 

(f)  The  collector  or  assistant  collector 
may  waive  the  requirements  for  the  pro- 
duction of  a  recordable  instrument  in  the 
nature  of  a  bill  of  sale  covering  any  sale, 
gift,  or  conveyance  (including  a  convey- 
ance in  trust)  of  such  ve.ssel  since  the 
date  of  acquisition  of  title  by  its  last 
owner  of  record,  if: 

(1)  The  vessel  has  been  previously 
documented  and  has  not  been  since 
owned  In  whole  or  in  part  by  a  person  not 
a  citizen  of  the  United  States,  nor  placed 
under  foreign  registry  or  flag; 

(2)  The  collector  or  as.sistant  collector 
is  satl.sfied  that  it  is  impracticable  to 
furnish  such  instrument;  and 
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'3)  The  owner  produces  an  abstract  of 
the  title  records  of  the  United  States 
Coast  Guard  covering  any  period  in 
which  the  ves.sel  has  been  numbered 
under  the  act  of  June  7. 1918.  as  amended 
(46  U.  S.  C.  288).  or.  if  not  so  numbered, 
other  evidence  suflQclent  to  satisfy  the 
customs  officer  concerned  that  the  owner 
has  legal  title  to  the  vessel. 

(g)  If  the  designation  of  home  port  is 
approved  as  provided  for  in  paragraph 
(e)  of  this  section,  the  collector  shall 
forward  a  duplicate  copy  of  the  designa- 
tion to  the  Bureau.  If  the  designation 
is  so  approved  at  a  port  other  than  the 
home  port,  the  collector  shall  also  for- 
ward the  triplicate  copy  of  the  designa- 
tion to  the  collector  at  the  home  port. 

(h)  In  all  other  cases,  the  collector 
shall  transmit  to  the  Bureau  the  original 
and  all  copies  of  the  designation  required 
by  paragraph  (b)  of  this  section,  and, 
also.  If  It  is  impracticable  to  establish  the 
complete  chain  of  title  by  recordable 
bills  of  sale,  the  collector  shall  inform 
the  Bureau  of  the  facts  and  circum- 
stances, and  shall  state  whether  or  not 
he  is  of  the  opinion  that  the  applicant 
has  legal  title  to  the  vessel.  In  addition, 
there  shall  be  transmitted  to  the  Bureau 
with  the  designation  any  statement  re- 
quired by  paragraph  (c)  of  this  section. 
When  approved,  the  original  designa- 
tion will  be  returned  to  the  collector  and. 
if  the  designation  is  submitted  by  the 
collector  at  a  port  other  than  the  home 
port,  the  Bureau  will  forward  a  copy  to 
the  collector  at  the  latter  port. 

(1)  No  officer  or  employee  designated 
to  grant  approvals  of  designations  of 
home  ports  shall  approve,  nor  shall  any 
collector  forward  to  the  Bureau  for  ap- 
.  proval,  any  such  designation  unless  it 
appears  that  the  vessel  will  be  docu- 
mented as  a  vessel  of  the  United  States 
.substantially  simultaneously  with  the 
approval  of  the  designation  by  any  such 
officer  or  employee  or  with  the  receipt 
of  the  Bureaus  approval  of  the  designa- 
tion. When  a  designation  has  been  ap- 
proved and  the  vessel  Is  not  so  docu- 
mented, the  approval  granted  shall  be 
canceled.  The  collector  in  subsequently 
transmitting  a  new  designation  by  the 
same  owner  shall  indicate  in  his  remarks 
the  date  of  the  previous  approval  and 
that  it  was  canceled  because  of  failure 
to  document  the  vessel. 

'R  S  161.  sees.  2.  3.  23  Stat.  118.  119. 
R.  S.  4141.  .sec.  1.  43  Stat.  947;  5  U.  S.  C. 
22.  46  U.  S.  C.  2.  3.  17.  18.  Sec.  102. 
Reorg.  Plan  No.  3  of  1946;  3  CFR.  1946 

Supp..  Ch.  IV; 

* 

4.  Section  3.22  <c>.  Cu.stoms  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp.,  3.22 
(CM,  is  amended  to  read  as  follows: 

^c)  On  proof  that  any  vessel  has  been 
.sold  or  transf«>rred  by  process  of  law 
and  that  her  former  owner  has  retained 
the  marine  document,  the  collector  at 
the  vessel's  home  port  may  grant  a  new 
document  and  shall  not  refuse  to  Issue 
such  a  document  merely  becau.se  the 
last  document  is  retained  by  the  former 
owner.  In  any  such  case,  the  new  owner 
shall  not  be  required  to  produce  and  sur- 
render the  former  document,  but  the  is- 
suance of  the  new  document  does  not 
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remove  the  liability  of  the  holder  of  the 
former  document  for  failure  to  sur- 
render It. 

(R.  S.  161.  sees.  2,  3,  23  Stat.  118,  119, 
R.  S.  4164.  as  amended,  4329.  as  amend- 
ed; 5  U.  S.  C.  22.  46  U.  S.  C.  2,  3,  34. 
271.  Sec.  102.  Reorg.  Plan  No.  3  of  1946; 
3  CFR,  1946  Supp.,  Ch.  IV) 

5.  Section  3.51,  Customs  Regulations 
of  1943  (3  CFR,  Cum.  Supp.,  3.51),  as 
amended  by  T.  D.  52062,  is  further 
amended  as  follows: 

a.  Paragraph-s  (a>,  (c),  and  ^d)  are 
amended  by  adding  the  words  "or  assist- 
ant collector"  after  the  word  "collector" 
in  each  case  where  the  latter  word  is 
used  to  Indicate  a  collector  of  customs. 

b.  The  first  clause  of  the  second  sen- 
tence of  paragraph  (e)  is  amended  to 
read  as  follows:  "The  notice  shall  be  in 
the  following  form  and  shall  be  appropri- 
ately altered  to  show  action  by  the 
assistant  collector,  if  the  latter  officer 
approved  the  change  of  name:" 

c.  Paragraph  d)  Is  amended  by  delet- 
ing "by  the  collector"  and  inserting  "at 
the  vessel's  home  port"  In  lieu  thereof. 

(R.  S.  161.  sees.  2.  3,  23  Stat.  118.  119.  R.  S. 
4179.  sees.  1-3.  41  Stat.  436.  437;  5  U.  S.  C. 
22,  46  U.  S.  C.  2,  3.  50-53.  Sec.  102, 
Reorg.  Plan  No.  3  of  1946;  3  CFR.  1946 
Supp..  Ch.  IV) 

[sEALl  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Aproved:  April  28.  1949. 

John  S.  Graham, 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-3563:    Piled.    May    4.    1949; 
8:49  a.  m.| 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

Subchapter  A — Property  Improvement  Loans 

P.^RT  201 — Class  1  and  Class  2  Property 
Improvement  Loans 

ELIGIBLE   expenditures;   DOWN   PAYMENT 

Section  201.7  of  Part  201  of  the  repu- 
lations  of  the  Federal  Housing  Commis- 
sioner governing  property  Improvement 
loans,  effective  July  1.  1947.  as  amended, 
is  hereby  amended  by  striking  out  para- 
graph (f)  thereof. 

The  amendment  contained  herein  Is 
effective  as  to  all  loans  made  on  or  after 
April  28.  1949,  and  shall  have  the  same 
force  and  effect  as  If  Included  In  and 
made  a  part  of  each  Contract  of  Insur- 
ance. 

(Sec.  2.  48  Stat.  1246.  as  amended;   12 
U.  6.  C.  and  Sup.  1703) 

Issued  at  Washington.  D.  C.  on  April 
28.  1949. 

Franklin  D.  Richards. 
Federal  Housing  Commissioner. 

(F.    R.    Doo.   40-3037;    PUed,    May    4.    1949; 
8:46  a.  m.] 
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Chapter  Vlff — Office  of  the  Housing 
Expediter 

I  Controlled  Housing  R«nt  Reg..'  Amdt.  92 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§5  825.1  to  825. 12>  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  paragraph 
(a)  (11)  of  §  825.5  is  changed  to  a  colon, 
and  the  following  is  added  immediately 
after  said  colon:  "Provided,  hoiccver. 
That  no  adjustment  shall  be  granted  on 
or  after  May  3.  1949,  under  this  paia- 
graph  (a)  <11),  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (.so-called  com- 
pany housing)." 

2.  Paragraphs  (a)  (12),  (a)  (16 »,  (a) 
(17 »  and  (o  '8)  of  ii  825.5.  and  the  ninth, 
tenth,  and  thirteenth  unnumbered  para- 
graphs of  §  825.5  'relating  to  the  amount 
of  adjustments  under  said  paragraphs 
cat  (12i.  (a)  (16),  and  to  (80  are 
revoked  as  of  April  1,  194J:  Provided, 
Iiou'^ver,  That  this  revocation  shall  not 
affect  the  validity  of  adjustment  orders 
entered  prior  to  May  3,  1949  under  any 
of  said  paragraphs:  And  provided  fur- 
ther, "niat  if  a  petition  for  adjustment 
under  any  of  said  paragraphs  <a)  <12). 
(a)  <16)  or  (a>  (17)  was  filed  prior  to 
April  1,  1949  and  no  order  on  such  pe- 
tition had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3,  1949.  an  adjust- 
ment may  be  granted  under  any  of  said 
paragraphs  as  it  read  immediately  prior 
to  May  3.  1949.  in  accordance  with  the 
provisions  of  §825.5  (a>  (18»   (v). 

3.  A  new  paragraph  (a»  <18)  is  added 
to  5  825  5  to  read  as  follow.<~: 

(18  >  Housing  accommodations  not 
yielding  fair  net  operating  income — <ii) 
Grounds.  The  net  operating  income 
from  the  building  Is  less  than  a  fair  net 
operating  income:  Provided,  however. 
That  no  adjustment  shall  be  granted 
under  this  paragraph  (a)  (18>  with  re- 
spect to  housing  accommodations  regu- 
larly rented  to  employees  of  the  land- 
lord (so-called  company  housing*.  A 
petition  for  adjustment  under  this  para- 
graph (a  I  '18"  must  be  filed  on  Form 
D-106.  provided  by  the  Expediter,  in  ac- 
cordance with  instructions  contained 
therein. 

The  net  operating  income  from  a 
building  shall  be  considered  to  be  less 
than  a  fair  net  operating  income  if  .such 
net  operating  income  is  less  than  25  per- 
cent of  the  annual  income  in  the  ca.se  of 
a  building  containing  less  than  five 
dwelling  units,  or  is  le.ss  than  20  percent 
In  the  case  of  a  building  containing  five 
or  more  dwelling  units. 

(ID  Amount  of  adjustment.  The 
adjustment  under  this  paragraph  <a) 
(18»  shall  be  in  such  amount  as  is  neces- 


'  13  F.  R.  5706.  5788,  5877,  5937.  6246.  6283. 
(Mil,  6556.  6881.  6910.  7299.  7671.  7801.  7862. 
8217.  8327,  8386;  14  P.  R.  17.  93.  143.  271.  337. 
456.  627.  632,  695.  856.  91fe.  979.  lO'^'S.  1C83,  1345, 
1394,  1519,  1570,  1571.  1587.  1666.  16€7,  1733, 
1760,  1823,  1868.  1932,  2059,  2060. 
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sary  to  bring  the  net  operating  Income 
from  the  building  (expressed  as  a  per- 
centage of  annual  income)  to  the 
median  net  operating  income  of  land- 
lords generally.  This  median  is  30  per- 
cent of  annual  income  in  the  case  of 
buildings  containing  less  than  five 
dwelling  units,  and  25  percent  in  the  case 
of  buildings  containing  five  or  more 
dwelling  units. 

(iii)  Successive  petitions.  Where  an 
adjustment  Is  granted  under  this  para- 
graph (a)  (18)  and  a  subsequent  peti- 
tion is  filed  thereunder,  the  test  year 
used  in  any  such  subsequent  petition 
shall  begin  after  the  end  of  the  test  year 
used  in  the  la.st  previous  petition:  Pro- 
vided, however,  That  the  Expediter  may 
waive  this  limitation  where  the  building 
has  been  affected  by  a  significant  in- 
crease in  operating  expenses  which 
RPpHed  to  all  or  an  important  class  of 
housing  accommodations  in  the  com- 
munity (such  as  a  significant  increase  in 
property  taxes  or  a  significant  increase 
in  contract  wages*. 

(iv)  Definitions.  For  purposes  of  this 
paragraph  (a)   (18).  the  term: 

"Building"  means  any  structure  or 
^roup  of  structures  containing  housing 
accommodations,  having  common  fa- 
cilities and  operated  as  a  single  business 
enterprise. 

"Net  operating  income"  means  the 
amount  by  which  annual  income  exceeds 
annual  operating  expenses. 

"Annual  income"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all  units  in  the  building  (both  resi- 
dential and  commercial  >  on  the  date  the 
petition  is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  how- 
ever. That  any  adjustments  in  maximum 
rents  ordered  after  the  date  the  petition 
Is  filed  shall  be  taken  into  account: 
And  provided  further.  That  where  a  unit 
has  seasonal,  alternate  or  other  varying 
rents,  appropriate  adjustment  shall  be 
made  by  the  Expediter.  In  any  case 
where  an  uncontrolled  rental  unit  Is 
vacant,  or  is  occupied  in  whole  or  in  part 
rent  free,  the  full  rental  value  -shall  be 
considered  the  legal  rent. 

"Annual  operating  expenses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  necessary  to  the 
operation  and  maintenance  of  the  build- 
ing, plus  depreciation  but  excluding 
mortgage  interest  and  amortization, 
properly  allocated  to  the  test  year  or 
projected  on  an  annual  basis  in  accord- 
ance with  principles  determined  by  the 
Expediter. 

'Depreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return,  but  in 
no  event  more  than  21  percent  of  the 
annual  income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent 
of  the  annual  income  for  a  building  con- 
taining 5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent  full 
calendar  or  fiscal  year,  or  any  12  con- 
secutive months  ending  not  earlier  than 
90  days  before  the  date  the  petition  is 
filed. 

(v»  Pending  petitions  under  former 
paragraphia)  (12), (a)  (16),or(a)  (17) 
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of  this  section,  (a)  If  a  petition  for  ad- 
justment under  paragraph  <a)  (12), (a) 
(16 >  or  (a>  (17)  of  this  section,  as  it 
read  immediately  prior  to  May  3.  1949. 
was  filed  on  or  after  April  1.  1949.  and 
no  order  on  .such  petition  had  been  en- 
tered by  the  Area  Rent  Director  prior  to 
May  3.  1949.  no  adjustment  may  be 
granted  under  said  paragraph,  but  if  the 
petitioner  flies  such  additional  data  as 
may  be  required  for  purposes  of  an  ad- 
justment under  this  paragraph  (a»  <18i 
the  case  shall  be  processed  under  said 
paragraph  ta)  (18)  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  the  petition  for 
adjustment  under  said  paragraph  (a) 
(12),  »a)  (16),  or  (a)  (17). 

( b»  If  a  petition  for  adjustment  under 
paragraph  ta)  tl2»,  <a)  '16)  or  (a)  «17) 
of  this  section,  as  it  read  immediately 
prior  to  May  3.  1949.  was  filed  prior  to 
April  1.  1949.  and  no  order  on  such  peti- 
tion had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3.  1949.  the  case 
may  be  processed  under  said  paragraph 
as  it  read  immediately  prior  to  May  3, 
1949  and  any  adjustment  granted  there- 
under shall  be  effective  as  of  the  date  of 
filing  of  such  petition  for  adjustment: 
Provided,  however.  That  if  the  petition 
contains  virtually  all  the  facts  required 
for  purposes  of  an  adjustment  under  this 
paragraph  la)  <18)  and  such  an  ad- 
justment would  result  in  higher  maxi- 
mum rents  than  an  adjustment  under 
the  paragraph  under  which  the  petition 
was  originally  filed,  the  ca.^e  shall  be 
processed  under  this  paragraph  <a)  (18) 
and  any  adjustment  granted  thereunder 
shall  be  effective  as  of  April  1.  1949. 

•  Sec.  204  (d).  61  Stat.  197.  as  amended, 
62  Stat.  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  'd).  Applies  sec. 
204  'b).  61  Stat.  197.  as  amended.  62 
Stat.  37.  94.  Pub.  Law  31,  81st  Cong.: 
50  U.  S.  C.  App.  1894  (b)) 

This  amendment  shall  become  effec- 
tive as  of  April  1.  1949. 

Issued  this  3d  day  of  May  1949. 

TicHE  E.  Woods, 
Housing  Expediter. 

[F.    R.  Doc.    49  3612:    Piled,    May    8.    1949; 
5:03  p.  m.] 


[Controlled    Housing   Rent   Reg..   New   York 
City  Defense-Rental  Area.'  Amdt.  15] 

Part  825 — Rent  REGUtATiONS  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation  for 
new  york  city  defense-rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  New  York  City  Defense-Rental 
Area  »55  825.21  to  825.32)  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  paragraph 
(a)  (11)  of  $  825.25  is  changed  to  a  colon, 
and  the  following  is  added  Immediately 
after  said  colon:  "Provided,  however. 
That  no  adjustment  shall  he  granted  on 
or  after  May  3,  1949.  under  this  para- 


1  13  P.  R.  5727.  8388;  14  P.  R.  18.  93.  144. 
1395.  1574.  1868.  2060. 


graph  (a)  (ID.  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (so-called  com- 
pany housing)." 

2.  Paragraphs  (a)  (12.  (a>  (16).  (a) 
(17)  and  (O  (9)  of  §825.25.  and  the 
tenth,  eleventh  and  fourteenth  unnum- 
bered paragraphs  of  IS  825.25  (relating  to 
the  amount  of  adjustments  under  said 
paragraphs  (a)  (12>,  (a)  (16)  and  'c> 
<9))  are  revoked  as  of  April  1.  1949: 
Provided,  however.  That  this  revocation 
shall  not  affect  the  validity  of  adjustment 
orders  entered  prior  to  May  3,  1949  under 
any  of  said  paragraphs;  And  provided 
further.  That  if  a  petition  for  adjustment 
under  any  of  said  paragraphs  ta)  (12). 
(a)  (16»  or  (a^  (17)  was  filed  prior  to 
April  1.  1949  and  no  order  on  such  peti- 
tion had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3.  1949.  an  adjust- 
ment may  be  granted  under  any  of  said 
paragraphs  as  It  read  immediately  prior 
to  May  3.  1949.  In  accordance  with  the 
provisions  of  §825.25  (a)  (18)  tv>. 

3.  A  new  paragraph  (a)   <18'  is  added 
to  5  825  25  to  read  as  follows: 

(18>  Housing  accommodations  not 
yielding  fair  net  operating  income — <i) 
Grounds.  The  net  operating  income 
from  the  building  is  le.ss  than  a  fair  net 
operating  Income:  Provided,  however. 
That  no  adjustment  shall  be  granted 
under  this  paragraph  <a)  (18)  with  re- 
spect to  housing  accommodations  regu- 
larly rented  to  employees  of  the  landlord 
(.so-called  company  hoasing).  A  peti- 
tion for  adjustment  under  this  para- 
graph (a)  "18)  must  be  filed  on  Form 
D-106.  provided  by  the  Expediter,  in  ac- 
cordance with  Instructions  contained 
therein. 

The  net  operating  income  from  a 
building  shall  be  considered  to  be  le.ss 
than  a  fair  net  operating  income  if  such 
net  operating  Income  is  less  than  25  per- 
cent of  the  annual  income  in  the  ca.se 
of  a  building  containing  less  than  five 
dwellinc:  units,  or  is  le.ss  than  20  percent 
in  the  case  of  a  building  containing  five 
or  more  dwelling  units. 

(ii)  Amount  of  adjustment.  The  ad- 
justment under  this  paragraph  (a)  <18» 
shall  be  in  such  amount  as  is  necessary 
to  bring  the  net  operating  income  from 
the  building  (expressed  as  a  percentage 
of  annual  income)  to  the  median  net  op- 
erating income  of  landlord.s  generally. 
This  median  is  30  percent  of  annual  in- 
come in  the  case  of  buildings  containini? 
less  than  five  dwelling  units,  and  25  per- 
cent in  the  ca.se  of  buildings  containing 
five  or  more  dwelling  units. 

(iii)  Successive  petitions.  Where  an 
adjustment  is  granted  under  this  para- 
graph (a)  (18)  and  a  subsequent  peti- 
tion is  filed  thereunder,  the  te.st  year 
used  in  any  such  subsequent  petition 
shall  begin  after  the  end  of  the  test  year 
u.sed  in  the  last  previous  petition:  Pro- 
vided, however.  That  the  Expediter  may 
waive  this  limitation  where  the  building 
has  been  affected  by  a  significant  in- 
crease in  operating  expenses  which  ap- 
plied to  all  or  an  important  class  of 
housing  accommodations  in  the  commu- 
nity (such  as  a  significant  increase  in 
property  taxes  or  a  significant  Increase 
in  contract  wages). 
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(iv)  Definitions.  For  purposes  of  this 
paragraph  (a)   (18).  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
accommodations,  having  common  facili- 
ties and  operated  as  a  single  business 
enterprise. 

"Net  operating  income"  means  the 
amount  by  which  annual  income  ex- 
ceeds annual  operating  expenses. 

"Annual  intome"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all  units  in  the  building  (both  resi- 
dential and  commercial)  on  the  date  the 
petition  is  Tiled  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  how- 
ever. That  any  adjustments  in  maximum 
rents  ordered  after  the  date  the  petition 
Is  filed  shall  be  taken  into  account:  And 
provided  further.  That'whcre  a  unit  has 
sea-sonal.  alternate  or  other  varying  rents, 
appropriate  adjustment  shall  be  made  by 
the  Expediter.  In  any  case  where  an 
uncontrolled  rental  unit  is  vacant,  or  is 
occupied  in  whole  or  in  part  rent  free,  the 
full  rental  value  shall  be  considered  the 
lepal  rent. 

"Annual  operating  expen.ses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  nece.ssary  to  the  op- 
eration and  maintenance-of  the  building, 
plus  depreciation  but  excluding  mortgage 
Interest  and  amortization,  properly  allo- 
cated to  the  test  year  or  projected  on  an 
annual  basis  in  accordance  with  prin- 
ciples determined  by  the  Expediter. 

"Depreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return,  but 
In  no  event  more  than  21  percent  of  the 
annual  income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent  of 
the  annual  income  for  a  building  con- 
taining 5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent  full 
calendar  or  fiscal  year,  or  any  12  consecu- 
tive months  ending  not  earlier  than  90 
days  before  the  date  the  petition  is  filed. 

(v)  Pending  petitions  under  former 
paraoraph  (a)  (12),  (a)  (ffi)  or  (a)  (17) 
of  this  section,  (a)  If  a  petition  for  ad- 
justment under  parapraph  (a)  (12).  (a) 
(16)  or  (a)  (17)  of  this  section,  as  it  read 
Immediately  prior  to  May  3.  1949.  was 
filed  on  or  after  April  1.  1949.  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3.  1949.  no  adjustment  may  be  granted 
under  said  paragraph,  but  If  the  peti- 
tioner files  suth  additional  data  as  may 
be  required  for  purposes  of  an  adju.st- 
ment  under  this  paragraph  (a)  (18)  the 
case  shall  be  proce.s.sed  under  said  para- 
graph (a)  (18)  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  the  petition  for 
adjustment  under  said  paragraph  (a) 
(12).  (a)  (16)  or  (a)  (17). 

(b)  If  a  petition  for  adjustment  under 
paragraph  (a)  (12).  (a)  (16)  or  (a)  (17) 
of  this  section,  as  It  read  immediately 
prior  to  May  3.  1949.  was  filed  prior  to 
April  1.  1949.  and  no  order  on  such  peti- 
tion had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3.  1949.  the  case 
may  be  proce.ssed  under  .said  paragraph 
as  it  read  Immediately  prior  to  May  3, 
1949  and  any  adjustment  granted  there- 
under sliall  be  effective  as  of  the  date  of 
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filing  of  such  petition  for  adjustment: 
Provided,  however.  That  if  the  petition 
contains  virtually  all  the  facts  required 
for  purposes  of  an  adjustment  under  this 
paragraph  (a)  (18)  and  such  an  adjust- 
ment would  result  in  higher  maximum 
rents  than  an  adjustment  under  the 
paragraph  under  which  the  petition  was 
originally  filed,  the  case  shall  be  proc- 
essed under  this  paragraph  (a)  (18)  and 
any  adjustment  granted  thereunder 
shall  be  effective  as  of  April  1,  1949. 

(Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31.  81.st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (b),  61  Stat.  197,  as  amended,  62 
Stat.  37,  94.  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894  (b)-) 

This  amendment  shall  become  effective 
as  of  April  1.  1949. 

Issued  this  3d  day  of  May  1949. 
TiGHE  E.  Woods. 
Housing  Expediter. 

|F.    R.  Doc.    49-3C16;     Filed,    May  3,     1949; 
5:05  p.  m.) 


I  Controlled  Housing  Rent  Reg..  Miami  De- 
fense-Rental Area,'  Amdt.  18 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controi  led  housing  rent  recul.ation  for 
miami  defense-rental  area 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
(§§825.41  to  825  52)  is  amended  in  the 
following  respects: 

1.  The  period  at  the  end  of  paragraph 
( a )  ( 1 1 )  of  §  825.45  is  changed  to  a  colon, 
and  the  foUowinK  is  added  immediately 
after  said  colon:  "Provided,  however. 
That  no  adjustment  shall  be  granted  on 
or  after  May  3,  1949.  under  this  para- 
graph (a)  <11),  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (so-called  com- 
pany housing)." 

2.  Paragraphs  (a)  (12),  (a)  (15),  (a) 
(16)  and  (c)  (?•  of  §825.45.  and  the 
eleventh,  twelfth  and  sixteenth  unnum- 
bered paragraphs  of  §  825.45  (relating  to 
the  amount  of  adjustments  under  said 
paragraphs  (a)  (12),  (a)  (15)  and  (c) 
(7))  are  revoked  as  of  April  1,  1949: 
Provided,  however.  That  this  revocation 
shall  not  affect  the  validity  of  adjust- 
ment orders  entered  prior  to  May  3,  1949 
under  any  of  said  paragraphs:  And  pro- 
vided further.  That  if  a  petition  for  ad- 
justment under  any  of  said  paragraphs 
(a)  (12),  (a)  (15)  or  (a)  (16)  was  filed 
prior  to  April  1.  1949  and  no  order  on 
such  petition  had  been  entered  by  the 
Area  Rent  Director  prior  to  May  3,  1949, 
an  adjustment  may  be  granted  under  any 
of  said  paragraphs  as  it  read  immedi- 
ately prior  to  May  3.  1949.  in  accordance 
with  the  provisions  of  §  825.45  (a)   (17) 

(V). 

3.  A  new  para^'raph  (a)  (17)  Is  added 
to  §  825.45  to  read  as  follows: 

(17)  Housing  accommodations  not 
yielding  fair  net  operating  income — (i) 
Grounds.    The    net    operating    income 


'  13  F.  R  5735.  6246.  8389,  14  F.  R.  20,  93, 
145,  S78,  1395,  1562,  18C8. 
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from  the  building  is  le.ss  than  a  fair  net 
OF>erating  income:  Provided,  however. 
That  no  adjustment  shall  be  granted  un- 
der this  paragraph  (a)  (17)  with  respect 
to  housing  accommodations  regularly 
rented  to  employees  of  the  landlord  (so- 
called  company  housing) :  A  petition  for 
adjustment  under  this  paragraph  <a) 
(17)  must  be  filed  on  Form  D-106.  pro- 
vided by  the  Expediter,  in  accordance 
with  instructions  contained  therein. 

The  net  operating  income  from  a 
building  shall  be  con.sidered  to  be  less 
than  a  fair  net  operating  income  if  such 
net  operating  income  is  les.s  than  25  per- 
cent of  the  annual  income  in  the  case  of 
a  building  containing  le.ss  than  five  dwell- 
ing units,  or  is  le.vs  than  20  percent  in  the 
case  of  a  building  containing  five  or  more 
dwelling  units. 

(ii)  Amount  of  adjustment.  The  ad- 
justment under  this  parapiaph  (a)  (17) 
shall  be  in  such  amount  as  i  neces.'-.ary  to 
bring  the  net  operating  income  fiom  the 
building  (expre.ssed  as  a  percentage  of 
annual  income)  to  the  median  net  op- 
erating income  of  landlords  generally. 
This  median  is  30  percent  of  annual  In- 
come in  the  case  of  buildings  containing 
le.ss  than  five  dwelling  units,  and  25  per- 
cent in  the  case  of  buildings  containing 
five  or  more  dwelling  units. 

(Ill)  Sriccessivc  petitions.  Where  an 
adjustment  is  granted  under  this  para- 
graph (a)  <17)  and  a  subsequent  petition 
is  filed  thereunder,  the  test  year  used  in 
any  such  subsequent  petition  shall  begin 
after  the  end  of  the  test  year  used  in  the 
last  previous  petition:  Provided,  how- 
ever. That  the  Expediter  may  waive  this 
limitation  where  the  building  has  been 
affected  by  a  significant  Increase  in  op- 
erating expenses  which  applied  to  all  or 
an  important  cla.ss  of  housfng  accommo- 
dations in  the  community  (such  as  a  sig- 
nificant increase  in  property  taxes  or  a 
significant  increase  in  contract  wages). 

(iv)  Definitions.  For  puipcse  of  this 
paragraph  (a)   (17).  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
accommodations,  having  common  facili- 
ties and  operated  as  a  single  busine.s.s 
enterprise. 

"Net  operating  income"  means  the 
amount  by  which  annual  income  exceeds 
annual  operating  expenses. 

"Annual  income"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all  units  in  the  building  (both  resi- 
dential and  commercial)  on  the  date  the 
petition  Is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  how- 
ever, I'hai  any  adjustments  in  maxi- 
mum rents  ordered  after  the  date  the 
petition  Is  filed  shall  be  taken  into 
account;  And  provided  further.  That 
where  a  unit  has  seasonal,  alternate  or 
other  varying  rents,  appropriate  adju-^t- 
ment  shall  be  made  by  the  Expediter.  In 
any  ca.se  where  an  uncontrolled  rental 
unit  Is  vacant,  or  is  occupied  in  whole 
or  in  part  rent  free,  the  full  rental  value 
shall  be  considered  the  lepal  rent. 

"Annual  operating  expenses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  necessary  to  the 
operation  and  maintenance  of  the  bui'd- 
ing,    plus    depreciation    but    excluding 
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mortgage  Interest  and  amortization, 
properly  allocated  to  the  test  year  or 
projected  on  an  annual  basis  in  ac- 
cordance with  principles  determined  by 
the  Expediter. 

"Depreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return,  but 
in  no  event  more  than  21  percent  of  the 
annual  income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent 
of  the  annual  income  for  a  building  con- 
taining 5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent 
full  calendar  or  fiscal  year,  or  any  12 
consecutive  months  ending  not  earlier 
than  90  days  before  the  date  the  petition 
Is  filed. 

(V)  Pending  petitions  under  former 
paragraph  (a)  (12),  (a)  (15)  or  (a)  (16) 
of  this  section,  (a)  If  a  petition  for  ad- 
justment under  paragraph  (a)  (12),  (a> 
(15)  or  (a)  (16)  of  Xhis  section,  as  it  read 
Immediately  prior  to  May  3,  1949,  was 
filed  on  or  after  April  1,  1949,  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3,  1949,  no  adjustment  may  be  granted 
under  said  paragraph,  but  if  the  peti- 
tioner files  such  additional  data  as  may 
be  required  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a)  (17)  the 
case  shall  be  processed  under  said  para- 
graph (a)  (17>  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  the  petition  for 
adjustment  under  said  paragraph  (a) 
(12),  (a)    (15)  or  (a)    (16). 

(b)  If  a  petition  for  adjustment  under 
paragraph  (a)  (12).  (a)  <15)  or  (a) 
(15)  of  this  section,  as  it  read  immedi- 
ately prior  to  May  3,  1949,  was  filed  prior 
to  April  1,  1949,  and  no  order  on  such 
petition  had  been  entered  by  the  Area 
Rent  Director  prior  to  May  3,  1949.  the 
case  may  be  processed  under  said  para- 
graph as  It  read  immediately  prior  to 
May  3.  1949  and  any  adjustment  granted 
thercundej  shall  be  effective  as  of  the 
date  of  filing  of  such  petition  for  ad- 
justment: Provided,  however.  That  if  the 
petition  contains  virtually  all  the  facts 
required  for  purposes  of  an  adjustment 
under  this  paragraph  (a)  (17)  and  such 
an  adjustment  would  result  in  higher 
maximum  rents  than  an  adjustment 
under  the  paragraph  under  which  the 
petition  was  originally  filed,  the  case 
shall  be  processed  under  this  paragraph 
(a)  (17)  and  any  adjustment  granted 
thereunder  shall  be  cflc>ctive  as  of  April 
1.  1949. 

<Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37,  94.  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  (b).  61  Stat.  197,  as  amended.  62 
Stat  37.  94.  by  Pub.  Law  31,  81st  Cong.: 
59  U.  S.  C.  App.  1894  (b)) 

This  amendment  shall  become  effec- 
tive as  of  April  1,  1949. 

Issued  this  3d  day  of  May  1949. 

TiGHE  E.  V/OODS. 

Housing  Expediter. 

[F.    R     Djc     49  3617:    Piled.    May    3,    1949; 
5;05  p.  m  ] 


RULES  AND  REGULATIONS 

[Controlled    Housing    Rent    Reg.    Atlantic 
County  Rental   Area,'  Amdt.   16) 

Part  825 — Rent  Regulations  Under  the 
Housing   and   Rent   Act   or    1947,  as 

AMENDED 

controlled  HOU.SING  RENT  REGULATION  FOR 
ATLANTIC  COUNTY  HOUSING  REGUL.^TION 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Housing  Regula- 
tion (§§  825.61  to  825.72)  is  amended  in 
the  following  respects: 

1.  The  period  at  the  end  of  paragraph 
(a)  (11)  of  §  825.65  Is  changed  to  a  colon, 
and  the  following  is  added  Immediately 
after  said  colon:  "Provided,  however, 
That  no  adjustment  shall  be  granted  on 
or  after  May  3.  1949.  under  this  para- 
graph (a)  (11).  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (so-called  com- 
pany housing)." 

2.  Paragraphs  (a)  (12),  (a>  (16),  (a) 
(17)  and  (c)  (8)  of  §825.65,  and  the 
ninth,  tenth,  and  thirteenth  unnumbered 
paragraphs  of  §  825.65  (relating  to  the 
amount  of  adjustments  under  said  para- 
graphs (a)  (12),  (a)  (16>  and  (o  i8)) 
are  revoked  as  of  April  1,  1949;  Provided, 
however.  That  this  revocation  shall  not 
affect  the  validity  of  adjustment  orders 
entered  prior  to  May  3,  1949  under  any 
of  said  paragraphs:  And  provided  fur- 
ther. That  if  a  petition  for  adjustment 
under  any  of  said  paragraphs  <a)  (12). 
(a)  (16)  or  (a)  (17)  was  filed  prior  to 
April  1,  1949  and  no  order  on  such  peti- 
tion had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3.  1949,  an  adjust- 
ment may  be  granted  under  any  of  said 
paragraphs  as  it  read  immediately  prior 
to  May  3.  1949.  in  accordance  with  the 
provisions  of  §  825.65  (a)  (18)  (v). 

3.  A  new  paragraph  (a*  (18)  is  added 
to  S  825.65  to  read  as  follows: 

(18)  Housing  accommodations  not 
yielding  fair  net  operating  income — (i) 
Grounds.  The  net  operating  income 
from  the  building  is  less  than  a  fair  net 
operating  income:  Provided,  however. 
That  no  adjustment  shall  be  granted 
under  this  paragraph  (a)  (18)  with  re- 
spect to  housing  accommodations  regu- 
larly rented  to  employees  of  the  landlord 
(so-called  company  housing).  A  peti- 
tion for  adju.stment  under  this  para- 
graph (a)  (18)  must  be  filed  on  Form 
D-106.  provided  by  the  Expediter,  in  ac- 
cordance with  instructions  contained 
therein. 

The  net  operating  income  from  a  build- 
ing shall  be  considered  to  be  less  than  a 
fair  net  operating  income  if  such  net  op- 
erating income  is  le.ss  than  25  percent  of 
the  annual  income  in  the  case  of  a  build- 
ing containing  le.ss  than  five  dwelling 
units,  or  is  less  than  20  percent  in  the 
case  of  a  building  containing  five  or  more 
dwelling  units. 

(ii)  Amount  of  adjustment.  The  ad- 
justment under  this  paragraph  (a)  (18) 
shall  be  in  such  amount  as  is  necessary  to 
bring  the  net  operating  income  from  the 
building  (expressed  as  a  percentage  of 
annual  income)  to  the  median  net  oper- 
ating   Income    of    landlords    generally. 


>  13  p.  R.  5743,  8390:  14  F.  R.  19.  94.  145, 
1395,  1577,  1868.  2061. 


This  median  Is  30  percent  of  annual  In- 
come in  the  case  of  buildings  containing 
less  than  five  dwelling  units,  and  25  per- 
cent in  the  case  of  buildings  containing 
five  or  more  dwelling  units. 

(iU)  Successive  petitions.  Where  an 
adjustment  Is  granted  under  this  para- 
graph (a)  (18)  and  a  subsequent  petition 
is  filed  thereunder,  the  test  year  used  in 
any  such  subsequent  petition  shall  begin 
after  the  end  of  the  test  year  used  in  the 
last  previous  petition:  Provided,  how- 
ever. That  the  Expediter  may  waive  this 
limitation  where  the  building  has  been 
affected  by  a  significant  increase  in  op- 
erating expenses  which  applied  to  all  or 
an  important  class  of  housing  accommo- 
dations in  the  community,  such  as  a  sig- 
nificant increase  in  property  taxes  or  a 
significant  increase  in  contract  wages). 

(iv)  Definitions.  For  purposes  of  this 
paragraph  (a)  (18),  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
accommodations,  having  common  facili- 
ties and  operated  as  a  single  business 
enterprise. 

"Net  operating  Income"  means  the 
amount  by  which  annual  Income  exceeds 
annual  operating  expenses. 

"Annual  income"  means  the  legal 
monthly,  weekly,  or  other  periodic  rent 
for  all  units  in  the  building  (both  resi- 
dential and  commercial)  on  the  date  the 
petition  is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  how- 
ever. That  any  adjustments  in  maximum 
rents  ordered  after  the  date  the  petition 
is  filed  shall  be  taken  Into  account:  And 
provided  further.  That  where  a  unit  has 
seasonal,  alternate  or  other  varying 
rents,  appropriate  adjustment  shall  be 
made  by  the  Expediter.  In  any  case 
where  an  uncontrolled  rental  unit  is  va- 
cant, or  Is  occupied  in  whole  or  in  part 
rent  free,  the  full  rental  value  shall  be 
considered  the  legal  rent. 

"Annual  operating  expenses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  necessary  to  the 
operation  and  maintenance  of  the  build- 
ing, plus  depreciation  but  excluding 
mortgage  interest  and  amortization, 
properly  allocated  to  the  test  year  or 
projected  on  an  annual  basis.  In  accord- 
ance with  principles  determined  by  the 
Expediter. 

"Depreciation"  means  the  amount 
shown  for  the  building  In  the  latest  re- 
quired Federal  income  tax  return,  but  in 
no  event  more  than  21  per  cent  of  the 
annual  income  for  a  building  contalnins: 
less  than  5  dwelling  units  or  13  per  cent 
of  the  annual  income  for  a  building  con- 
taining 5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent  full 
calendar  or  fiscal  year,  or  any  12  con- 
secutive months  ending  not  earlier  than 
90  days  before  the  date  the  petition  is 
filed. 

(v)  Pending  petitions  under  former 
paragraph  (a)  (12),  (a)  116)  or  (a)  (17) 
of  this  section,  (a)  If  a  petition  for 
adjustment  under  paragraph  (a)  (12), 
(a)  (16)  or  (a>  (17)  of  this  section,  as 
it  read  immediately  prior  to  May  3.  1949, 
was  filed  on  or  aft.T  April  1.  1949,  and  no 
order  on  such  petition  had  been  entered 
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by  the  Area  Rent  Director  prior  to  May  3, 
1949.  no  adjustment  may  be  granted  un- 
der said  paragraph,  but  if  the  petitioner 
files  such  additional  data  as  may  be  re- 
quired for  purposes  of  an  adjustment 
under  this  paragraph  (a)  (18)  the  case 
shall  be  processed  under  said  paragraph 
(a)  (18)  and  any  adju.'^tment  granted 
thereunder  shall  be  eflTective  as  of  the 
date  of  filing  of  the  petition  for  adjust- 
ment under  said  paragraph  (a)  (12), 
(a)  (16».  or  fa)  (17). 

(b)  If  a  petition  for  adjustment  under 
paragraph  (a)  (12).  'a)  (16)  or  (a)  (17) 
of  this  section,  as  it  read  immediately 
prior  to  May  3.  1949.  was  filed  prior  to 
April  1.  1949.  and  no  order  on  such  peti- 
tion had  been  entered  by  the  Area  Rent 
Director  prior  to  May  3.  1949.  the  case 
may  be  processed  under  said  paragraph 
as  it  read  immediately  prior  to  May  3. 
1949  and  any  adjustment  granted  there- 
under shall  be  effective  as  of  the  date  of 
filing  of  such  petition  for  adjustment: 
Provided,  however,  That  if  the  petition 
contains  virtually  all  the  facts  required 
for  purposes  of  an  adjastment  under  this 
paragraph  (a»  (18)  and  such  an  adjust- 
ment would  result  in  higher  maximum 
rents  than  an  adjustment  under  the 
paragraph  under  which  the  petition  was 
originally  filed,  the  case  shall  be  proc- 
essed under  this  paragraph  (a)  1 18  I  and 
any  adjustment  granted  thereunder  shall 
be  effective  as  of  April  1,  1949. 

•  Sec.  204  'd).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (di.  Applies  sec. 
204  (b  1 .  61  Stat.  197.  as  amended,  62  Stat. 
37.  94,  Pub.  Law  31,  81st  Cong. ;  50  U.  S.  C. 
App.  1894  (b)) 

This  amendment  shall  become  effective 
as  of  April  1,  1949. 

Issued  this  3d  day  of  May  1949. 

TiCHE  E.  Woods. 
Housing  Expediter. 

|F     R.    Dec.    49  3618:    Filed,    May    3.    1949; 
5:05  p.  m.] 
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Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1S47,  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rcx)ming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  »§§  825.81  to  825.92)  is 
amended  in  the  following  respects: 

1.  The  period  at  the  end  of  paragraph 
(a)  (8)  of  J  825.85  is  changed  to  a  colon, 
and  the  following  is  added  immediately 
after  said  colon:  "Provided,  however. 
That  no  adjustment  shall  be  granted  on 
or  after  May  3,  1949,  under  this  para- 
graph (a)  (8),  with  respect  to  housing 
accommodations  regularly  rented  to  em- 


'  13  F.  R.  6750.  5789.  5875.  5937.  5938.  6247, 
6283.  6411.  6556,  6882,  6911.  7299.  7672.  7801. 
7862,  8218.  8328.  8388:  14  F.  R.  18.  272.  337, 
4f)7.  627.  682,  695.  857.  918,  978,  1083,  1345. 
1520.  1570.  1582.  1587. 
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ployees  of  the  landlord  (so-called  com- 
pany housing)." 

2,  Paragraphs  (a)  (9)  and  (c)  (5)  of 
§  825.85,  and  the  ninth  and  tenth  un- 
numbered paragraphs  of  S  825.85  (relat- 
ing to  the  amount  of  adjustments  under 
said  paragraphs  (a)  (9)  and  (c)  (5))  are 
revoked  as  of  April  1,  1949:  Provided, 
however.  That  this  revocation  shall  not 
affect  the  validity  of  adjustment  orders 
entered  prior  to  May  3,  1949  under  any 
of      said      paragraphs:  And      provided 

.  further.  That  if  a  petition  for  adjust- 
ment under  said  paragraph  (a)  (9)  was 
filed  prior  to  April  1.  1949  and  no  order 
on  such  petition  had  been  entered  by 
the  Area  Rent  Director  prior  to  May  3. 
1949.  an  adjustment  may  be  granted 
under  said  paragraph  as  It  read  im- 
mediately prior  to  May  3.  1949,  in  ac- 
cordance with  the  provisions  of  §  825.85 
«ai  (11)  (V). 

3.  A  new  paragraph  (a)  (11)  is  added 
to  §  825.85  to  read  as  follows: 

(11)  Housing  accommodations  not 
yielding  fair  net  operating  income — <i) 
Grounds.  The  net  operating  income 
from  the  building  is  less  than  a  fair  net 
operating  ipcome:  Provided,  however, 
That  no  adjustment  shall  be  granted 
under  this  paragraph  (a)  (11)  with  re- 
spect to  housiog  accommodations  regu- 
larly rented  to  employees  of  the  landlord 
(so-called  company  housing).  A  peti- 
tion for  adjustment  under  this  para- 
graph (a)  (11'  must  be  filed  on  Form 
D-106.  provided  by  the  Expediter,  in 
accordance  with  instructions  contained 
therein. 

The  net  operating  income  from  a 
building  shall  be  considered  to  be  less 
than  a  fair  net  operating  income  if  such 
net  operating  income  is  less  than  25  per- 
cent of  the  annual  income  in  the  case 
of  a  building  containing  less  than  five 
dwellinK  units,  or  is  less  than  20  per  cent 
in  the  case  of  a  buildirtg  containing  five 
or  more  dwelling  units. 

(ii)  Amount  of  adjustment.  The  ad- 
Ju.'-tment  under  this  paragraph  <a)  <11) 
shall  be  In  such  amount  as.  is  nece.ssary 
to  bring  the  net  operating  income  from 
the  building  (expressed  as  a  percentage 
of  annual  income)  to  the  median  net 
operating  income  of  landlords  generally. 
This  median  Is  30  percent  of  annual  in- 
come in  the  case  of  buildings  containing 
less  than  five  dwelling  units,  and  25  per- 
cent in  the  case  of  buildings  containing 
five  or  more  dwelling  units. 

(ilD  Successive  petitions.  Where  an 
adjustment  Is  granted  under  this  para- 
graph (a>  (11)  and  a  subsequent  peti- 
tion is  filed  thereunder,  the  test  year 
used  in  any  such  subsequent  petition 
shall  begin  after  the  end  of  the  test  year 
u.sed  In  the  last  previous  petition:  Pro- 
vided, however.  That  the  Expediter  may 
waive  this  limitation  where  the  building 
has  been  affected  by  a  significant  in- 
crease in  operating  expenses  which  ap- 
plied to  all  or  an  Important  class  of 
housing  accommodations  in  the  com- 
munity (such  as  a  significant  lncrea.se  In 
property  taxes  or  a  significant  increase 
In  contract  wages). 

dv)  Definitions.  For  purposes  of  this 
paragraph  (a)   (11).  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
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accommodations,  having  common  facili- 
ties and  operated  as  a  single  business 
enterprise. 

"Net  operating  income"  means  the 
amount  by  which  annual  income  ex- 
ceeds annual  operating  expenses. 

"Annual  income"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all.  units  in  the  building  (both  resi- 
dential and  commercial)  on  the  dale  the 
petition  is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  hoic- 
ever.  That  yiy  adjustments  in  rarixi- 
mum  rents  ordered  after  the  date  the 
petition  is  filed  shall  be  taken  into  re- 
count: And  provided  further.  That 
where  a  unit  has  seasonal,  alternate  or 
other  varying  rents,  appropriate  adjust- 
ment shall  be  made  by  the  Expediter. 
In  any  case  where  an  uncontrolled  rental 
unit  is  vacant,  or  is  occupied  in  whole  or 
in  part  rent  free,  the  full  rental  value 
shall  be  considered  the  legal  rent. 

"Annual  operating  expenses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  nece.ssary  to  tlie 
operation  and  maintenance  of  the  build- 
ing, plus  depreciation  but  excluding 
mortgage  .  interest  and  amortization, 
properly  allocated  to  the  test  year  or 
projected  on  an  annual  basis  in  accord- 
ance with  principles  determined  by  the 
Expediter. 

"Depreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return.Tjut  in 
no  event  more  than  21  percent  of  the 
annual  income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent 
of  the  annual  Income  for  a  building 
containing  5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent  full 
calendar  or  fiscal  year,  or  any  12  con- 
.secutive  months  ending  not  earlier  than 
90  days  before  the  date  the  petition  is 
filed. 

(v)  Pending  petitions  under  former 
paragraph,  (at  (9)  of  this  section.  <a) 
If  a  petition  for  adju.stment  under  para- 
graph la)  (9)  of  this  section,  as  it  read 
immediately  prior  to  May  3.  1949,  was 
filed  on  or  after  April  1,  1949,  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May  3. 
1949,  no  adjustment  may  be  granted 
under  said  paragraph,  but  if  the  peti- 
tioner files  such  additional  data  as  may 
be  required  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a)  (11>  the 
case  shall  be  proces.sed  under  said 
paragraph  (a)  (ID  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  the  petition 
for  adjustment  under  said  paragraph 
(a)  (9). 

(b)  If  a  petition  for  adjustment  under 
paragraph  (a)  (9)  of  this  section,  as  it 
read  immediately  prior  to  May  3,  1949, 
was  filed  prior  to  April  1,  1949,  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3,  1949,  the  case  may  be  proce.s.sed  under 
said  paragraph  as  It  read  immediately 
prior  to  May  3.  1949  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  such  petition  for 
adjustment:  Provided,  however.  That  if 
the  petition  contains  virtually  all  the 
facts  required  for  purposes  of  an  adjVRt- 
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ment  under  this  paragraph  <a)  (11>  and 
such  an  adjustment  would  result  In 
higher  maximum  rents  than  an  adjust- 
ment under  the  paragraph  under  which 
the  petition  was  originally  nied.  the  case 
shall  be  processed  under  this  paragraph 
(a)  <11)  and  any  adjustment  granted 
thereutMler  shall  be  effective  as  of  April 
1.  1949. 

(Sec.  204  <d>.  61  Stat.  197.  as  amended. 
62  Stat.  37.  94,  Pub  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  <d>.  Applies  sec. 
204  ( W .  61  Stat.  197.  as  amended,  62  Stat. 
37,  94  Pub.  Law  31.  Slst  Cong.;  50  U.  S.  C. 
App.  1894  (b)) 

This  amendment  shall  become  effec- 
tive a-s  of  April  1.  1949. 

Issued  this  3d  day  of  May  1949. 

TiGHE  E.  Woods. 
Housing  Expediter. 

|F     R.    Doc.    49  3513;    Filed,    May    3.    1949; 
5:04  a.  m.) 


(Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments  Rent  Reg  ,  New  York 
City  Defense-Rental  Area,'  Amdt.  12 1 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  roR  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments in  the  new  YORK  CITY  DE- 
FENSE-RENTAL AREA 

The  Rent  Rei^ulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  the  New  York  City 
Defense-Rental  Area  (55  825.101  to 
825.112)  is  amended  In  tlie  following 
■  respects : 

1.  The  period  at  the  end  of  paragraph 
(a)  (8)  of  §  825  105  is  changed  to  a  colon, 
and  the  following  is  added  immediately 
after  said  colon:  "Provided,  however. 
That  no  adjustment  shall  be  granted  on 
or  after  May  3,  1949,  under  this  para- 
graph (a)  (8).  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (so-called  com- 
pany housing)." 

2.  Paragraphs  (a)  (9"  and  (O  (6)  of 
5  825  105.  and  the  tenth  and  eleventh 
unnumbered  paragraphs  of  §  825.105  (re- 
lating to  the  amount  of  adjustments 
under  said  paragraphs  (a)  i9»  and  tc» 
(6»>  are  revoked  as  of  April  1.  1949: 
Provided,  hoivever.  That  this  revocation 
shall  not  affect  the  validity  of  adju-st- 
ment  orders  entered  prior  to  May  3,  1949 
under  any  of  said  paragraphs:  Arid  pro- 
vided further.  That  if  a  petition  for  ad- 
justment under  said  paragraph  (a>  (9) 
was  filed  prior  to  April  1.  1949  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May  3. 
1949.  an  adjustment  may  be  granted  un- 
der said  paragraph  as  it  read  immedi- 
ately prior  to  May  3.  1949.  in  accordance 
with    the    provisions    of    §  825.105    (a) 

(11>    (V). 

3.  A  new  paragraph  (a>  (11)  is  added 
to  §  825.105  to  read  as  follows: 

(11)   Housing    aeeommodations    not 
yielding  fair  net  operating  income— ii) 

« 13  F.  R.  6770,  8391;  14  F.  R.  19.  1580.  1869. 
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Grounds.  The  net  operating  income 
from  the  building  is  less  than  a  fair  net 
operating  income:  Provided,  however. 
That  no  adjustment  shall  be  granted 
under  this  paragraph  (a»  (11)  with  re- 
spect to  housing  accommodations  regu- 
larly rented  to  employees  of  the  landlord 
(so-called  company  housing).  A  peti- 
tion for  adjustment  under  this  para- 
graph (a)  (11)  must  be  filed  on  Form 
D-106.  provided  by  the  Expediter,  in 
accordance  with  instructions  contained 
therein. 

The  net  operating  income  from  a 
building  shall  be  considered  to  be  le.ss 
than  a  fair  net  operating  income  if  such 
net  operating  income  is  less  than  25  per- 
cent of  the  annual  income  in  the  case 
of  a  building  containing  less  than  five 
dwelling  units,  or  is  less  than  20  percent 
In  the  case  of  a  building  containing  five 
or  more  dwelling  units. 

(ii>  Amount  of  adjustment.  The  ad- 
justment under  this  paragraph  ta)  (11) 
shall  be  in  such  amount  as  is  necessary 
to  bring  the  net  operating  income  from 
the  building  "expressed  as  a  percentage 
of  annual  income)  to  the  median  net 
operating  income  of  landlords  generally. 
This  median  Is  30  percent  of  annual 
income  In  the  case  of  buildings  contain- 
ing less  than  five  dwelling  units,  and  25 
percent  in  the  ca.se  of  buildings  contain- 
ing five  or  more  dwelling  units. 

(iii>  Successive  petitions.  Where  an 
adjustment  is  granted  under  this  para- 
graph (a)  (11)  and  a  .subsequent  petition 
Ls  filed  thereunder,  the  test  year  u.sed  in 
any  such  subsequent  petition  shall  begin 
after  the  end  of  the  test  year  u.sed  in  the 
last  previous  petition:  Provided,  however, 
That  the  Expediter  may  waive  this  lim- 
itation where  the  building  has  been  af- 
fected by  a  significant  increa.se  in  opera- 
ting expenses  which  applied  to  all  or  an 
important  cla.ss  of  housing  accommoda- 
tions in  the  community  (such  as  a 
significant  Increase  In  property  taxes  or 
a  significant  increase  in  contract  wages) . 
(iv)  Definitions.  For  purposes  of 
this  paragraph  (a)   (11  >.  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
accommodations,  having  common  facili- 
ties and  operated  as  a  single  business 
enterprise. 

"Net  operating  income"  means  the 
amount  by  which  annual  Income  exceeds 
annual  operating  expenses. 

"Annual  income"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all  units  in  the  building  <both  resi- 
dential and  commercial)  on  the  date  the 
petition  is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  test  year:  Provided,  hojc- 
cver.  That  any  adjustments  in  maximum 
rents  ordered  after  the  date  the  petition 
Is  filed  shall  be  taken  into  account:  And 
provided  further.  That  where  a  unit  has 
seasonal,  alternate  or  other  varying 
rents,  appropriate  adjustment  shall  be 
made  by  the  Expediter.  In  any  case 
where  an  uncontrolled  rental  unit  is 
vacant,  or  is  occupied  in  whole  or  in  part 
rent  free,  the  full  rental  value  shall  be 
considered  the  legal  rent. 

"Annual  operating  expenses"  means  all 
real  estate  taxes  and  other  unavoidable 


operating  costs  necessary  to  the  opera- 
tion and  maintenance  of  the  building, 
plus  depreciation  but  excluding  mort- 
gage interest  and  amortization,  properly 
allocated  to  the  test  year  or  projected  on 
an  annual  basis  in  accordance  wiUi  prin- 
ciples determined  by  the  Expediter. 

"Deoreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return,  but 
in  no  event  more  than  21  percent  of  the 
annual  Income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent 
of  the  annual  income  foi*  a  building  con- 
taining 5  or  more  dwelling  units. 

"Test  year"  means  the  most  recent 
full  calendar  or  fiscal  year,  or  any  12 
consecutive  months  ending  not  earlier 
than  90  days  before  the  date  the  petition 
is  filed. 

(VI  Pending  petitions  under  former 
paragraph  ia^  (9 >  of  this  section,  (a)  If 
a  petition  for  adjustment  under  para- 
graph (a)  <9i  of  this  section,  as  it  read 
immediately  prior  to  May  3.  1949.  was 
filed  on  or  after  April  1.  1949.  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3.  1949.  no  adjustment  may  be  granted 
under  said  paragraph,  but  if  the  peti- 
tioner flies  such  additional  data  as  may 
be  required  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a»  <11>  the 
case  shall  be  processed  under  said  para- 
graph (a)  (11)  and  any  adjustment 
granted  thereunder  shall  be  effective 
as  of  the  date  of  filing  of  the  petition 
for  adjustment   under   said   paragraph 

(a)  'g*. 

(b>  If  a  petition  for  adjustment  under 
paragraph  (a>  (9'  of  this  section  as  it 
read  immediately  prior  to  May  3,  1949, 
was  filed  prior  to  April  1,  1949.  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3,  1949.  the  case  may  be  processed  under 
said  paragraph  as  it  read  Immediately 
prior  to  May  3.  '.949  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  such  petition  for 
adjustment:  Provided,  however.  That  If 
the  petition  contains  virtually  all  the 
facts  required  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a»  <11>  and 
such  an  adju.stment  would  result  in  high- 
er maximum  rents  than  an  adjustment 
under  the  paragraph  under  which  the 
petition  was  originally  filed,  the  case 
shall  be  processed  under  this  paragraph 
(a)  (11)  and  any  adjustment  granted 
thereunder  shall  be  effective  as  of  April 
1.  1949. 

(Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d>.  Applies  sec. 
204  ( b  > .  61  Stat.  197.  as  amended.  62  Stat. 
37.  94.  Pub.  Law  31,  Slst  Cong.;  50  U.  S.  C. 
App.  1894  (b)) 

This  amendment  shall  become  effec- 
tive as  of  April  1.  1949. 

Issued  this  3d  day  of  May  1949. 

Tiche  E.  Woods. 
Housing  Expediter. 

|F     R.    Doc.  49-3614;     Piled.    May    3.    1949; 
6:04  p.  m.\ 


Thursday,  May  5, 1949 

I  Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishment!  Rent  Reg.,  Miami 
Defense-Rental  Area.'  Amdt.  14) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments in  MIAMI  defense-rental 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments in  Miami  Defense-Rental 
Area  ($S  825.121  to  825.132)  Is  amended 
in  the  following  respects: 

1.  The  period  at  the  end  of  paragraph 
'a)  <8»  of  S  825.125  is  changed  to  a  colon, 
and  the  following  is  added  Immediately 
after  said  colon:  "Provided,  hoicever. 
That  no  adjustment  shall  be  granted  on 
or  after  May  3,  1949,  under  this  para- 
graph <a»  <8).  with  respect  to  housing 
accommodations  regularly  rented  to  em- 
ployees of  the  landlord  (so-called  com- 
pany housing). 

2.  Paragraphs  (a)  (9)  and  (c)  <5)  of 
5  825.125,  and  the  ninth  and  tenth  un- 
numbered paragraphs  of  §  825.125  (relat- 
ing to  Ihe  amount  of  adjustments  under 
said  paragraphs  (a»  (9)  and  ic)  <5>) 
are  revoked  as  of  April  1.  1949:  Provided, 
liowevcr.  That  this  revocation  shall  not 
affect  the  validity  of  adjustment  orders 
entered  prior  to  May  3,  1949  under  any 
of  said  paragraphs:  And  provided  fur- 
ther. That  If  a  petition  for  adjustment 
under  said  paragraph  (a)  <9)  was  filed 
prior  to  April  1.  1949  and  no  order  on 
such  petition  had  been  entered  by  the 
Area  Rent  Director  prior  to  May  3.  1949. 
an  adjustment  may  be  granted  under 
said  paragraph  as  It  read  Immediately 
prior  to  May  3.  1949.  in  accordance  with 
the  provisions  of  S  825.125  (a)   dO)   <v). 

3.  A  new  paragraph  (a)  (10)  is  added   ' 
to  §  825.125  to  read  as  follows: 

(10)  Housing  accoynmodations  not 
yielding  fair  net  operating  income — (i) 
Grounds.  The  net  operating  income 
from  the  building  is  less  than  a  fair  net 
operating  Income:  Provided,  however. 
That  no  adjustment  shall  be  granted 
under  this  paragraph  (a)  <10»  with  re- 
spect to  housing  accommodations  regu- 
larly rented  to  employees  of  the  landlord 
•  .so-called  company  housing) .  A  petition 
for  adjustment  under  this  paragraph  ( a  > 
<10)  mu.st  be  filed  on  Form  D-106,  pro- 
vided by  the  Expediter,  in  accordance 
with  instructions  contained  therein. 

The  net  operating  income  from  a  build- 
ing shall  be  considered  to  be  le.ss  than  a 
fair  net  operating  Income  if  such  net 
operating  income  is  less  than  25  percent 
of  the  annual  income  in  the  case  of  a 
building  containing  le.ss  than  five  dwell- 
ing units,  or  is  less  than  20  percent  in  the 
case  of  a  building  containing  five  or  more 
dwelling  units. 

(ii)  Amount  of  adjustment.  The  ad- 
justment under  this  paragraph  (a)  (10» 
shall  be  in  such  amount  as  is  necessary 
to  bring  the  net  operating  income  from 
the  building  (expressed  as  a  percentage 
of  annual  Income)  to  the  median  net 
operating  income  of  landlords  generally. 
This  median  is  30  percent  of  annual  in- 
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come  In  the  case  of  buildings  containing 
less  than  five  dwelling  units,  and  25  per- 
cent in  the  case  of  buildings  containing 
five  or  more  dwelling  units. 

(ill)  Successive  petitions.  Where  an 
adjustment  is  granted  under  this  para- 
graph (a)  (10)  and  a  subsequent  petition 
is  filed  thereunder,  the  test  year  used  in 
any  such  subsequent  petition  shall  begin 
after  the  end  of  the  test  year  used  in  the 
last  previous  petition:  Provided,  how- 
ever. That  the  Expediter  may  waive  this 
limitation  where  the  building  has  been 
affected  by  a  significant  increase  in  oper- 
ating expenses  which  applied  to  all  or  an 
important  class  of  housing  accommo- 
dations in  the  community  (such  as  a  sig- 
nificant increase  in  property  taxes  or  a 
significant  Increase  in  contract  wages). 

(iv)  Definitions.  For  purposes  of  this 
paragraph  (a)  (10).  the  term: 

"Building"  means  any  structure  or 
group  of  structures  containing  housing 
accommodations,  having  common  facili- 
ties and  operated  as  a  single  business 
enterprise. 

"Net  operating  Income"  means  the 
amount  by  which  annual  income  exceeds 
annual  operating  expcn.ses.' 

"Annual  income"  means  the  legal 
monthly,  weekly  or  other  periodic  rent 
for  all  units  in  the  building  <both  resi- 
dential and  commercial)  on  the  date  the 
p<'tition  is  filed,  computed  on  an  annual 
basis,  together  with  any  other  income 
earned  from  the  operation  of  the  build- 
ing during  the  te.st  year:  Provided,  hoic- 
ever. That  any  adjustments  in  maximum 
rents  ordered  after  the  date  the  petition 
is  filed  shall  be  taken  into  account:  And 
provided  further.  That  where  a  unit  has 
seasonal,  alternate  or  other  varying 
rents,  appropriate  adjustment  shall  be 
made  by  the  Expediter.  In  any  case 
where  an  uncontrolled  rental  unit  Is 
vacant,  or  is  occupied  in  whole  or  in  part 
rent  free,  the  full  rental  value  shall  be 
considered  the  legal  rent. 

"Annual  operating  expenses"  means 
all  real  estate  taxes  and  other  unavoid- 
able operating  costs  necessary  to  the 
operation  and  maintenance  of  the  build- 
ing, plus  depreciation  but  excluding 
mortgage  Interest  and  amortization, 
properly  allocated  to  the  test  year  or 
projected  on  an  annual  basis  in  accord- 
ance with  principles  determined  by  the 
Expediter. 

"Depreciation"  means  the  amount 
shown  for  the  building  in  the  latest  re- 
quired Federal  income  tax  return,  but  In 
no  event  more  than  21  percent  of  the 
annual  income  for  a  building  containing 
less  than  5  dwelling  units  or  16  percent 
of  the  annual  income  for  a  building  con- 
taining 5  or  more  dwelling  units. 

"Te.st  year"  means  the  most  recent  full 
calendar  or  fiscal  year,  or  any  12  consecu- 
tive months  ending  not  earlier  than  90 
days  before  the  date  the  petition  is  filed. 

(v)  Pending  petitions  under  former 
paragraph  (a»  (9)  of  this  section,  (a) 
If  a  petition  for  adjustment  under  para- 
graph (a)  (9)  of  this  .section,  as  it  read 
Immediately  prior  to  May  3,  1949.  was 
filed  on  or  after  April  1.  1949.  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3.  1949.  no  adjustment  may  be  granted 
under  said   paragraph,   but  if  the  pe- 
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titioner  files  such  additional  data  as  may 
be  required  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a)  (10)  the 
case  .shall  be  processed  under  said  para- 
graph (a»  (10)  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  the  petition  for 
adjustment  under  said  paragraph 
(a)   (9). 

(b)  If  a  petition  for  adjustment  under 
paragraph  <a)  (9)  of  this  .section,  as  it 
read  immediately  prior  to  May  3.  1949, 
was  filed  prior  to  April  1. 1949,  and  no 
order  on  such  petition  had  been  entered 
by  the  Area  Rent  Director  prior  to  May 
3,  1949.  the  case  may  be  processed  under 
said  paragraph  as  it  read  immediately 
prior  to  May  3.  1949  and  any  adjustment 
granted  thereunder  shall  be  effective  as 
of  the  date  of  filing  of  such  petition  for 
adjustment:  Provided,  however,  That  if 
the  petition  contains  virtually  all  the 
facts  re(iuired  for  purposes  of  an  adjust- 
ment under  this  paragraph  (a>  <10)  and 
such  an  adjustment  would  result  in 
higher  maximum  rents  than  an  adjust- 
ment under  the  paragraph  under  which 
the  petition  was  originally  filed,  the  case 
shall  be  processed  under  this  paragraph 
(a)  (10)  and  any  adjustment  granted 
thereunder  shall  be  effective  as  of  April 
1.  1949. 

<Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d».  Applies  sec. 
204  (bi.  61  Stat.  197,  as  amended,  62 
Stat.  37.  94.  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894  (b)) 

This  amendment  shall  become  effective 
as  of  April  1.  1949. 

Issued  this  3d  day  of  May  1949. 
Tighe  E.  Woods, 
Housing  Expediter. 

|F.    R.    Doc.    49-3615;     Filed,    May  3.    1949; 
5:04  a.m. I 

TITLE  25— INDIANS 
Chapter  I — Bureau  of  Indian  Affairs 

Subchapter    L — Irrigation    Projects:    Operation 
and  Maintenance 

Part  130 — Operation  and  Maintenance 
Charges 

FLATHE-IVD  INDIAN   IRRIGATION   PROJECrT, 
MONTANA 

April  28.  1949. 
On  March  23. 1949.  there  was  published 
in  the  daily  issue  of  the  Federal  Register 
"14  P.  R.  1301)  a  notice  of  intention  to 
modify  §§  130.24,  130.26  and  130.28  pre- 
scribing annual  operation  and  mainte- 
nance assessments .  applicable  to  lands 
within  the  jurisdiction  of  three  irriga- 
tion districts  on  the  Flathead  Indian  ir- 
rigation project,  Montana.  Interested 
persons  were  thereby  given  opportunity 
to  participate  in  preparing  the  proposed 
amendments  by  submitting  their  views 
and  data  in  writing  within  30  days  from 
the  date  of  the  publication  of  the  notice. 
No  written  comments,  data  or  arguments 
having  been  received  within  the  pre- 
scribed period,  the  said  sections  have 
been  amended  and  are  published  as  fol- 
lows, effective  for  the  calendar  year  1950 
and  thereafter  until  further  notice; 
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S  130.24  Charges:  Pursuant  to  a  con- 
tract executed  by  the  Flathead  Irriga- 
tion District.  Flathead  Indian  Irrigation 
Project,  Montana,  on  May  12.  1928.  sis 
supplemented  by  later  contracts  dated 
February  27.  1929,  March  28,  1934.  and 
August  26,  1936.  notice  is  hereby  given  of 
intention  to  fix  an  assessment  of  $138,200 
for  the  season  of  1950  for  the  operation 
and  maintenance  of  the  irrigation  sys- 
tem which  serves  that  portion  of  the 
project  within  the  confines  of  and  under 
the  jurisdiction  of  the  Flathead  Irriga- 
tion District.  This  assesj^ment  involves 
an  area  of  approximately  67.595.8  acres; 
docs  not  include  any  land  held  in  trust 
for  Indians,  and  covers  all  proper  gen- 
eral charges  and  project  overhead. 

5  130.26  Charges.  Pursuant  to  a  con- 
tract executed  by  the  Mission  Irrigation 
District.  Flathead  Indian  Irrigation  Proj- 
ect, Montana,  on  March  7. 1931.  approved 
by  '  the  Secretary  of  the  Interior  on 
April  21.  1931,  as  supplemented  by  later 
contracts  dated  June  2,  1934.  and  Au- 
gust 26.  1936.  notice  is  hereby  given  of 
intention  to  fix  an  as.se.ssment  of  $24,300 
for  the  season  of  1950  for  the  operation 
and  maintenance  of  the  irrigation  sys- 
tem which  serves  that  portion  of  the 
project  within  the  confines  of,  and  un- 
der the  jurisdiction  of.  the  Mi.ssion  Irri- 
gation District.  This  assessment  in- 
volves an  area  of  approximately  12.357.0 
acres;  does  not  include  any  land  held  in 
trust  for  Indians,  and  covers  all  proper 
general  charges  and  project  overhead. 

§  130.28  Charges.  Pursuant  to  a  con- 
tract executed  by  the  Jocko  Valley  Irri- 
gation Di.strict.  Flathead  Indian  Irriga- 
tion Project.  Montana,  on  November  13, 
1934.  approved  by  the  Secretary  of  the 
Interior  on  February  26.  1935.  as  .sup- 
plemented by  a  later  contract  dated  Au- 
gust 26.  1936.  notice  is  hereby  given  of 
intention  to  fix  an  assessment  of  $13,000 
for  the  sea.son  of  1950  for  the  operation 
and  maintenance  of  the  irrigation  sys- 
tem which  serves  that  portion  of  the 
project  within  the  confines  of.  and  under 
the  jurisdiction  of.  the  Jocko  Valley  Irri- 
gation District.  This  assessment  in- 
volves an  area  of  approximately  5.579  4 
acres;  does  not  include  any  land  held  in 
trust  for  Indians,  and  covers  all  proper 
general  charges  and  project  overhead. 

(Sees.  1.  3.  36  Stat.  270,  272.  as  amended; 
25  U.  S.  C.  385.  387) 

Paul  L.  Fickinger. 
Regional  Director,  Region  No.  2. 

[F.    R.    Doc.    4&-3538;    FUed,    May    4,    1949: 
8:45  a.  m.J 
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prescribed  period,  the  said  section  Is 
hereby  amended  and  promulgated  as 
follows: 

§130.32  Basic  and  other  water 
charges.  In  compliance  with  the  provi- 
sions of  the  act  of  March  1.  1907  i34 
Stat.  1024  >  the  annual  basic  water 
charges  for  the  operation  and  mainte- 
nance of  the  lands  in  non-Indian  owner- 
ship to  which  water  can  be  delivered  for 
irrigation  under  the  Fort  Hall  Indian 
Irrigation  Project.  Idaho,  are  hereby 
fixed  at  $3.50  per  acre  for  the  calendar 
year  1949  and  sub.scquent  years  until 
iurther  notice. 

In  addition  to  the  foregoing  charge 
there  shall  be  collected  annually  a  mini- 
mum charge  of  $3  00  for  the  first  acre  or 
fraction  thereof  on  each  tract  of  lan<i 
for  which  operation  and  maintenance 
bills  are  prepared.  No  bill  shall  be  ren- 
dered for  less  than  $6  50. 

Indian  lands  leased,  as  discussed  in  the 
letter  from  the  Commi.s.sioner  of  Indian 
Affairs  of  December  1. 1938.  and  approved 
by  the  Assistant  Secretary  of  the  Inte- 
rior on  December  17.  1938.  are  subject  to 
the  payment  of  the  foregoing  charges  as 
therein  provided.  <Secs.  1.  3,  36  Stat. 
270.  272,  as  amended;  25  U.  S.  C.  385.  387  ' 

L.  P.  TOWLE. 

Acting  Regional  Director. 
April  26.  1949. 

[F.    R.    Doc.    49-3543;    Filed,    May    4.    1949; 
8:46  a.  m.] 


(Sees.  1,  3,  36  Stat.  270.  272.  as  amended; 
25  U.  S.  C,  385.  387; 

L.  P.  TOWLE, 

Acting  Regional  Director. 
April  26,  1949. 

IF.    R.    Doc.    49-3542;    Filed.    May    4,    1949: 
8:46  a.  m.) 


Part  130 — Operation  and  Maintenance 
Charges 

fort  hall  indian  irrigation  project 

On  March  24.  1949.  notice  of  intention 
to  amend  §  130.32  was  published  in  the 
daily  issue  of  the  Federal  Register  (14 
F.  R.  1327 ».  Interested  persons  were 
thereby  given  opportunity  to  participate 
In  the  preparing  of  the  amendments  by 
submitting  data  or  arguments  within 
30  days  from  the  date  of  publication  of 
the  notice.  No  communications,  written 
or  oral,  having  been  received  within  the 


Part  130 — Operation  and  Maintenance 
Charges 

WAPATO  INDIAN  IRRIGATION   PROJECT. 
WASHINGTON 

On  March  24.  1949.  notice  of  inten- 
tion to  amend  §  130.86  was  published  in 
the  daily  i.ssue  of  the  Federal  Register 
<  14  F.  R.  1327) .  Interested  persons  were 
thereby  given  opportunity  to  participate 
in  the  preparing  of  the  amendments  by 
submitting  data  or  arguments  within 
30  days  from  the  date  of  publication  of 
the  notice.  No  communications,  written 
or  oral,  having  been  received  within  the 
prescriijed  period,  the  said  section  is 
hereby  amended  and  promulgated  as 
follows : 

§  130  86  Charges.  Pursuant  to  the 
provisions  of  the  acts  of  August  1.  1914 
and  March  7.  1928  (38  Stat.  583.  45  Stat. 
210:  25  U.  S.  C.  385.  337).  the  operation 
and  maintenance  charges  on  assessable 
lands  under  the  Wapato  Indian  Irriga- 
tion Project.  Yakima  Indian  Reserva- 
tion. Washington,  for  the  calendar  year 
1950  and  subsequent  years  until  further 
notice,  with  the  exception  of  (d)  as  listed 
below,  are  hereby  fixed  as  follows: 

(a)  Minimum  charges.  For  all  tracts  In 
non-contiguous  single  ownership:    15.00. 

(b»  Flat  rate.  Upon  all  farm  units  or 
tracts,  for  each  assessable  acre:    $3.25. 

(c)  Storage  operation  and  maintenance. 
For  all  lands  with  a  storage  water  right, 
known  as  "B"  lands.  In  addition  to  other 
charges  per  acre:    $0  30. 

(d>  Assessment.  An  assessment  of  $100 
per  acre  for  1950  only  for  the  purpose  of  re- 
placing the  structure  known  as  the  Island 
Syphon. 


TITLE  32— NATIONAL  DEFENSE 

Chapter  VI — Selective  Service 
System 

(Amdt.  6] 

Part    670— Records   Administration    in 
Federal  Record  Depots 

SUPPLYING  information  FROM  RECORDS 

The  Selective  Service  Regulations  are 
hereby  amended  as  follows: 

1.  Amend  subparagraph  (3)  and  add  a 
new  subparagraph  (19)  to  paragraph  (b» 
of  §  670  31  to  read  as  follows: 

§  670.31      SupplviJig    information     to 
Federal  agencies  and  officials.     •     •     • 
(b)     •     •     • 

(3»   Department    of    the    Armii.     Tiic 
Department  of  the  Army  may  obtain  such 
information  upon  the  request  of  (i)  the 
Administrative  A.ssistant  to  the  Secretary 
of  the  Army,  (ii»  the  Executive  Officer 
or  the  Secretary-Recorder  of  the  Army 
Discharge   Review   Board,   Washington. 
D.  C.  (iii)  the  Assistant  Secretary-Re- 
corder of  the  Army  Discharge  Review 
Board.  St.  Louts,  Missouri,  dv )  the  Chair- 
man of  the  Army  Board  on  Correction  of 
Military  Records,  (v)  the  Chief.  Security 
Group.    Intelligence    Division.    General 
Staff.  United  States  Army,  (vD  Person- 
nel of  the  Counter  Intelligence  Corps. 
United  States  Army,  (vii)  the  Adjutant 
General,  (viii)  the  Commanding  OfBcor. 
Records     Administration     Center,     St. 
Louis.  Mi.s.^ouri.  (ix»  the  Chief.  Repatria- 
tion Records  Branch.  Office  of  the  Quar- 
termaster General,  (x)  the  Chief,  Pcr- 
.sonnel  Branch,  National  6uard  Bureau. 
(xit    the  Adjutant  General.  Headquar- 
ters, First  Amy,  <xii)  the  Executive  Offi- 
cer.   Military    Personnel    Procurement 
Division.   Headquarters.   Second   Army, 
(xiii)  the  Records  Administrator.  Head- 
quarters. Third  Army.  ' xiv »  the  Adjutant 
General.    Headquarters.    Fourth    Army. 
(XV)   the  Selective  Service  Liai.son  Offi- 
cer. Headquarters.  Fifth  Army,  (xvi'  the 
Adjutant  General,  Headquarters.  Sixth 
Army,     (xvii)     the    Adjutant    General. 
Headquarters.  Military  District  of  Wa.>;h- 
ington.     (xviii)     the    Executive    Officer. 
Army  Finance  Center,  (xix)  an  agent  of 
the     Criminal     Investigation     Division. 
Office  of  the  Provost  Marshal  General. 
fxx)  a  Provost  Marshal  or  an  Agent  of 
the  Criminal  Investigation  Division  of 
the  Military  District  of  Washington  or 
of  the  First.  Second.  Thrd.  Fourth.  Fifth 
or  Sixth  Army,  or  (xxD   the  Adjutant 
General,  U.  S.  Army  Pacific. 

«  •  •  •  • 

( 19 )  Department  of  the  Air  Force.  The 
Department  of  the  Air  Force  may  obtain 
such  information  upon  the  request  of 
the  Chief  of  the  Personnel  Records 
Service.  Office  of  the  Air  Adjutant 
General. 
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2.  Subparagraphs  (12).  (16).  (31). 
(33).  and  (48)  of  paragraph  (b)  of 
§  670.32  are  amended  to  read  as  follows: 

§  670.32  Supplying  information  to 
officials  and  agencies  of  States,  the  Dis- 
trict of  Columbia,  Territories  and  posses- 
sions of  the  United  States.     •     •     • 

(b)     •     •     * 

(12)  Territory  of  Hauaii.  The  officials 
of  the  Territory  of  Hawaii  authorized  to 
obtain  such  information  are  (i)  the  Di- 
rector of  Personnel.  Hawaii  National 
Guard,  (li)  the  Director.  Territorial 
Council  on  Veterans  Affairs,  (ill)  the 
Chief.  Bureau  of  Health  Statistics,  and 
(Iv)  the  A.ssistant  in  Charge.  Bureau  of 
Unemploj'ment  Compensation. 

•  •  •  •  • 

(16)  State  of  Iowa.  The  officials  of 
the  State  of  Iowa  authorized  to  obtain 
such  Information  are  d)  the  Adjutant 
General,  di)  the  Chairman.  Employment 
Security  Commission,  and  (ill)  the  Chair- 
man, World  War  II  Bonus  Board. 

•  •  •  •  * 

(31)  State  of  New  Jersey.  The  offi- 
cials of  the  State  of  New  Jersey  author- 
ized to  obtain  such  information  are  (i) 
the  Chief  of  Staff  and  the  Deputy  Chief 
of  Staff,  State  Department  of  Defense. 
(11)  the  Executive  Director,  the  Director 
of  the  Unemployment  Compensation  Di- 
vision, and  the  Director  of  the  Employ- 
ment Service  Division.  Unemployment 
Compen.sation  Commission.  dlD  the 
Superintendent.  Office  of  State  Police, 
dv)  the  Deputy  Commissioner  In  Charge 
of  Correction  and  Parole,  the  Assistant 
Director  of  the  Parole  Division,  the 
Principal  Keeper  of  the  New  Jersey  State 
Prison,  and  the  Superintendents  of 
Prison  Farms.  Reformatories,  and  State 
Homes.  State  Department  of  Institu- 
tions and  Agencies,  (v)  the  Director. 
Division  of  Veterans'  Services.  Depart- 
ment of  Economic  Development.  <vi»  the 
Commissioner,  Department  of  Labor, 
(vll)  the  Commls-sioner.  Motor  Vehicle 
Department,  (viii)  the  President,  and 
the  Director  of  the  Division  of  Adminis- 
trative Services,  State  Civil  Service  Com- 
mission, dx)  the  Chairman-Director.  Re- 
habilitation Commission  for  Physically 
Handicapped  Persons,  and  (x)  the  Ex- 
ecutive Director  and  the  Supervisors  of 
District  Offices.  Board  of  Child  Welfare. 

•  •  *  •  • 

(33)  State  of  New  York.  The  officials 
of  the  State  of  New  York  and  Its  sub- 
divisions authorized  to  obtain  such  In- 
formation are  (l>  the  Adjutant  General, 
di)  the  Assistant  Adjutant  General.  (iii> 
tlie  Executive  Officer  of  the  Adjutant 
General's  Office,  dv)  the  Executive  Di- 
rector and  the  Chief  Investigator.  Divi- 
sion of  Placement  and  Unemployment 
Insurance,  (v)  the  Commis-sioner  and 
the  Parole  District  Supervisors.  Division 
of  Parole,  (vi)  the  State  Director,  the 
Deputy  State  Director,  the  Director  of 
Research  Training,  the  Counsel  to  the 
Division,  the  Special  Counsel.  New  York 
City,  the  Area  Veteran  Director.  Albany, 
the  Area  Veteran  Director,  Buffalo,  and 
the  Area  Vetoran  Director.  New  York 
City.  Division  of  Veterans'  Affairs.  (vU) 
the  Director.  Bureau  of  Research.  Divi- 
sion of  Housing.  (Viii)  the  Chief  Inspec- 
tor, Division  of  State  Police,  dx)  the 
Director  and  the  Assistant  EMrector. 
Veterans'  Bonus  Bureau,  Department  of 
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Taxation  and  Finance,  (x)  the  Deputy 
Commissioner  for  Welfare  and  Medical 
Care.  Department  of  Social  Welfare,  (xl) 
the  Assistant  Commissioner.  Department 
of  Mental  Hygiene,  (xil)  the  First  Dep- 
uty Industrial  Commissioner  and  the  As- 
sociate Personnel  Administrator.  De- 
partment of  Labor,  (xlll)  the  Director 
of  the  Division  of  Public  Assistance  to 
Veterans,  the  Director  of  Field  Opera- 
tions and  Service,  the  Director  of  the 
Division  of  Foster  Care,  and  the  Director 
of  the  Division  of  Day  Care,  New  York 
City  Department  of  Welfare,  (xiv)  the 
Commissioner.  New  York  City  Depart- 
ment of  Hospitals,  (XV)  the  District  At- 
torney. New  York  County,  (xvl)  the 
Corporation  Counsel,  the  Acting  Cor- 
poration Counsel,  and  the  Chief  Clerk, 
New  York  Cfly  Department  of  Law.  (xvlD 
the  Special  Assistant  Corporation  Coun- 
sel. In  Charge,  and  the  Chief  Examiner 
of  the  City  of  New  York  Law  Department. 
Torts-Trial  Division.  New  York  City 
Transit  System,  (xviii )  the  Chief.  Bureau 
of  Investigation.  New  York  City  Civil 
Service  Commls.slon.  (xix)  the  Chief  In- 
spector, the  Chief  of  Detectives  and  the 
Commanding  Officer  of  the  Police 
Academy.  New  York  City  Police  Depart- 
ment. (XX)  the  Executive  Director  of 
Veterans'  Activities,  Manhattan,  and  the 
Executive  Director  of  Veterans'  Activi- 
ties. Brooklyn.  New  York  City  Veterans' 
Service  Centers,  (xxi)  the  Chief  of  Per- 
sonnel, New  York  City  Housing  Au- 
thority, and  (xxii)  the  Senior  Civil 
Service  Investigator.  State  Civil  Service 
Commission. 

•  « •  •  •  • 

(48)  State  of  Virginia.  The  officials 
of  the  State  of  Virginia  authorized  to 
obtain  such  Information  are  (i)  the  Ad- 
jutant General.  (ID  the  Assistant  Adju- 
tant General.  (Ill)  a  Commissioner.  Un- 
employment Compensation  Commission, 
dv)  the  Superintendent  of  the  Division 
of  Inspection,  Alcoholic  Beverage  Con- 
trol Board,  (v)  the  Superintendent  of 
Public  Instruction,  Department  of  Edu- 
cation, (vl)  the  Chief.  Bureau  of  Investi- 
gation and  Records,  Virginia  State 
Police,  and  (vlD  the  Director,  World  War 
II  History  Division,  Virginia  State 
Library. 

'Sees.  6,  7,  61  Stat.  32,  .sec.  10  (a)  (4). 
Pub.  Law  759.  80th  Cong.;  50  U.  S.  C. 
App..  Sup..  326.  327) 

The  foregoing  amendment  to  the 
Selective  Service  Regulations  shall  be 
effective  immediately  upon  the  filing 
hereof  with  the  Division  of  the  Federal 
Register. 

[SEAL]  Lewis  B.  Hershey. 

Director  of  Selective  Service. 

April   29,    1949. 

|F.    R.    Doc.    49-3553;    Filed,    May    4,    194»« 
8:47  a.  m.] 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  Office  Department 

Part  52 — Rural  Delivery 

patrons'  boxes 

In  5  52.80  Manufacture  and  sale  of 
boxes  (13  F.  R.  8959)  amend  paragraph 
(c)  to  read  as  follows: 
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(c)  Concerns  authorized  to  manufac- 
ture and  sell  mail  boxes  for  ttse  on  rural 
routes.  The  following  list  shows  the 
manufacturers  of  mail  boxes  who.se 
samples  have  been  approved. 

Akron  Metal  Sales  Co.,  1035  Sweitzer  Ave- 
nue. Akron  11.  Ohio. 

American  Sheet  Metal  Works,  Post  Office 
Box  547,  New  Orleans  1.  La. 

Cincinnati  Pump  <t  Manufacturing  Co., 
117  East  Liberty  Street.  Cincinnati  10.  Ohio. 

Dayton  Plastic  <fe  Metal  Stampings.  321 
North  Western  Avenue,  Post  Office  Box  852. 
Dayton  7.  Ohio. 

The  Deshler  Mall  Box  Co..  101  East  Maple 
Street.  Deshler,  Ohio. 

Diamond  Metal  Products  Corp..  Morewood 
and  Johnson  Avenues.  BlairsvlUe.  Pa. 

Inland  Steel  Products  Co.,  Post  Office  Box 
393,  Milwaukee  1.  Wis. 

Montgomery  Ward  <t  Co..  619  West  Chicago 
Avenue.  Chicago  10,  III. 

Northwest  Metal  Products.  Inc..  55  Spokane 
Street.  Seattle  4,  Wash. 

Northwestern  Mall  Box  Co..  2655-2723 
Spruce  Street,  St.  Louis  3,  Mo. 

Reed  Engineering  <fc  Manufacturing  Co., 
Thirteenth  and  John  Streets.  Newport.  Ky. 

Reynolds  Metals  Co..  2000  South  Ninth 
Street.  Louisville  1,  Ky. 

Rex  Tool  <fr  Die  Co.,  430  Island  Avenue, 
McKees  Rocks.  Pa. 

Superior  Sheet  Metal  Works  Co.,  3201-3- 
5-7-9  Roosevelt  Avenue.  Indianapolis  1.  Ind. 

United  States  Steel  Products  Co.,  Boyle 
Manufacturing  Division.  5100  Santa  Fe  Ave- 
nue, Los  Angeles  11,  Calif. 

(R.  S.  1€1,  396,  sees.  304.  309,  42  Stat.  24, 
25;  5  U.  S.  C.  22,  369  • 

[SE.AL]  V.C.Burke, 

Acting  Postmaster  General. 

I  P.    R.    Doc.    49-3546;    Filed,    May    4,    1949; 
8:46  a.  m.| 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available  and 
Instructions  for  Mailing 

yugoslavia 

In  §  127.380  Yugoslavia  (13  F.  R.  9237) 
amend  subparagraph  (7)  (ill)  of  para- 
graph (a)  to  read  as  follows: 

(7)   Observations.     •     •     • 

(III)  Books,  newspapers,  and  other 
printed  matter  for  distribution  in  Yugo- 
slavia are  admitted  when  addressed  to 
distributors  authorized  by  the  Yugoslav 
Ministry  of  Internal  Affairs.  Small 
individual  shipments  are  exempt  from 
that  requirement. 

(R.  S.  161.  396.  398,  sees.  304,  309,  42 
Stat.  24.  25,  48  Stat.  943;  5  U.  S.  C.  22, 
369.372) 

I  SEAL]  V.  C.  Burke, 

Acting  Postmaster  General. 

|F.    R.    Doc.    49-3545;    Filed,    May    4,    1949; 
8:46  a.  m.) 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

china 

In  §  127.231  China  (including  Taiwan 
(Formosa)  and  the  leased  territory  of 
Kwangehowwan  (Fort  Bayard))  (13 
F.  R.  9130)  make  the  following  changes: 

1.  Amend  subparagraph  (2)  of  para- 
graph (a)  to  read  as  follows: 


22  i2 


RULES  AND  REGULATIONS 


Thursday,  May  5, 1949 


FEDERAL  REGISTER 


2243 


(2)  Registration.  Fee,  25  cents. 
There  is  no  provision  for  the  registration 
of  articles  addressed  to  Manchuria  < in- 
cluding the  Provinces  of  Antung.  Heil- 
ungliiang.  Hokianp.  Hsingan.  Kir  in, 
Liaoning,  Liaopeh.  Nunkiang.  and  Sung- 
kiang) .  to  the  Provinces  of  Hopeh,  Shan- 
tung (except  the  city  of  Tsingtao).  Ho- 
nan,  Shansi,  Jehol,  Chahar,  or  Suiyuan, 
or  to  places  In  Anhwei  and  Kiangsu  Prov- 
inces north  of  the  Yangtze  River.  (See 
U127.15and  127.101.) 

2.  Amend  paragraph  (a)  by  deleting 
subdivision  (iv)  of  subparagraph  (6). 

3.  Amend  the  note  to  subparagraph  ( 1) 
(ii)  of  paragraph  (b)  to  read  as  follows: 

Note;  There  is  no  parcel  post  service  to 
Mongolia.  Parcel  post  service  Is  suspended 
to  Manchuria  (Including  the  Provinces  of 
Antung.  Hellungklang,  Hokiang.  Hsingan. 
Klrln.  Liaoning,  Liaopeh.  Nunkiang.  and 
Sungklangt,  to  the  Provinces  of  Hopeh, 
Shantung  (except  the  city  of  Tsingtao ),  Ho- 
nan,  Shansi,  Jehol,  Chahar,  and  Suiyuan,  and 
to  the  places  In  Anhwei  and  Kiangsu  Prov- 
inces north  of  the  Yangtze  River.  The  serv- 
ice Is  also  suspended  to  certain  places  In 
Kwangtung  Province,  as  shown  In  subpara- 
graph (5)    (1)  of  this  paragraph. 

4.  Amend  the  footnote  to  subpara- 
graph (1>  (ii)  of  paragraph  (b)  to  read 
as  follows: 

'  Parcels  exceeding  22  pounds  accepted  for 
the  cities  of  Canton  (Kwangtung),  Shanghai 
(Kiangsu),  and  Swatow  (Kwangtung),  only. 

5.  Amend  subdivision  (D  of  subpara- 
graph <5)  of  paragraph  (b)  to  read  as 
follows: 

<5)  Observations.  (1>  The  parcel  post 
service  is  suspended  to  the  following  of- 
fices in  Kwangtung  Province: 


Onpo. 

Paklal. 

Shekkok  (Llmkong), 

Sulkal. 

Tulln  (Kwangtung). 


Holhong. 

LJmkong. 

Llngshul. 

Lungchun. 

Lungmoon. 

Manning. 

6.  Subdivision  (ii)  of  subparagraph 
(5»  of  paragraph  (b)  is  hereby  deleted, 
and  subdivisions  (ill),  (iv),  (v).  (vi), 
(vij).  (viil),  (ix).  (X),  and  (xi),  of  said 
subparagraph  <5),  are  hereby  redesig- 
nated as  subdivisions  (ii> ,  (ill) ,  (iv) ,  (v) , 
(vi).  (vii).  (vili),  (ix)  and  (x),  respec- 
tively. 

(R.  S.  161.  396,  398.  sees.  304.  309,  42  Stat. 
24.  25,  48  Stat.  943 ;  5  U.  S.  C.  22,  369.  372 ) 

V.  C.  Burke. 


I  SEAL  I 


Acting  Postmaster  General. 


|F.    U.    Doc.    4&-3547:    Filed,    May    4,    1949; 
8:46  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

union  of  south  africa 

In  §  127.372  Union  of  South  Africa  (13 
F.  R.  9229)  amend  paragraph  (a)  l8) 
Prohibitions  to  read  as  follows: 

(a)  Regular  mails.     •     •     ♦ 
(8)   Prohibitions.    The    articles   pro- 
hibited or  restricted  as  parcel  post  are 
also  prohibited  or  restricted  in  the  regu- 


lar malls,  except  that  diamonds  and 
other  precious  stones  and  coins  are  ad- 
mitted in  the  registered  letter  mails. 

(R.  S.  161.  396,  398,  sees.  304,  309,  42  Stat. 
24,  25,  48  Stat.  943;  5  U.  S.  C.  22,  369, 
372) 

[sEALi  V.  C.  Burke, 

Acting  Postmaster  General. 

[F.    R.    Doc.    49  3548;    Filed.    May    4,    1949; 
8:47  a.  m.j 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Federal  Security  Agency 

Part  21 — Commissioned  Officers 

sxtbpart  q — foreign  service  allowances 

.    Effective  May  1.  1949.  Appendix  A  il4 
F.  R.  1439>  is  revised  to  read  as  follows: 

FoRXiGN  Sekvice  Allow ancx  n^TEs 
orrirERs 

Clast  I 


Ptallon 

Total 

Travel 

Fiilisisleiicc 

Qu.-irtirs 

None 

None 

None 

$7.00 

Note:  'I'hp  a*«ive  allnwaiicfs  are  applinililr  to  all 
countrifS  ami  pliuc.'  outfi-lc  the  continciilul  liiUcd 
States  not  othcrwi.se  Mslal  hereon. 

Cla$s  II 


$2.55 


$2.50 


$5.  OS 


$8.10 


Cifvhoslovakia.  Aqua*!!!!!*,  ruiiama. 

rdlombi:!  (<xc<i)t  Bofota)         I.iuenibiiru. 
l.sltioU  c(  Cyprus. 


c/uw ;// 

$2.  55 

$3.75 

$f..30 

$9.0tl 

China    (inducing    Htmit       Ilunpiry. 
•'""^^                            C7««  IV 

$3.WI 

$0.75 

$3.75 

$7.  W) 

Bolivia. 

Bra7il  (except  Kin  de  Ja- 
neiro. Sao  I'aulo'aiul 
KecifeK 

Chile  (except  Punta  Are 
uas). 

Costa  Rico. 

Cuba  (except  Havana). 

El  Salvatlor. 


F.qiiailor. 

(inateniala. 

Iloiuttiras 

Kona. 

.VtonK'CO. 

N  icar.it:ua. 

Far!iFuay. 

I'eru. 

Surinam. 


CUu»  V 


$3  00 


$1  00 


$4.00 


$7.00 


Afghanistan. 

AlK'etiu. 

Bermuda. 

Penniarli. 

Kthio|>ia. 

Finl.inrt.  " 

Irish  Free  State. 

Italy  (ext*pi  Rome  and 
Naples). 

LiUria  (except  Monro- 
via). 


Netherlands. 

Norway. 

Recife,  Braiil. 

P|>ain. 

Trie.ste  (free  city  oO. 

Tunisia. 

Union  of  Pouth  Africa. 

Urusuay. 


Clou  VI 


$3. 


$0.7fi 


$4.  M) 


$7.25 


FoBEir.x  Service  AU-owance  Bates — Contlnuer] 
OFPirEKS — continued        • 
Clan  VII 


Station 

Total 

Trave 

Subsl.stencc 

Quarters 
$1.00 

$3.75 

U  75 

$8.l« 

Cireat  Britain  and  North-        Mexico 
eni  Ireland  (except  Lon-        Portugal. 
don; 

Clw  VIII 


$;i.  75 


$1.50 


$5  25 


$K.  iiO 


Ceylon. 

Diiminican  Ri  public. 

tB>pt  (i-Mi'pl  Cairo) 


French  Indu-Cbina 
8iam 


(lot  IX 


$3.75 


$Z0O 


$6.75 


$U(iO 


Alaska. 
B(li>iiim. 
Bogota.  Cnluiubla 


Bulgaria. 
Swwlen 


CluuX 


$3.75 


$3.00 


$C.75 


$10  (HI 


Cairo,  Eg>pt. 
L4)ndon. 


Philippine  Island!<. 
Switzerland 


Clou  XI 


$3.75 


$4.00 


$7.75 


$11  I') 


Netherlands,  East  In<lits.       Turkey 

ClBM  XII 


UH) 


$1  60 


$6.00 


$«tO 


In<lia.  Syria. 

Pakist.-»n  (except  Karachi) 

Clast  XIII 


t&25 


$1.75 


$7.00 


$1<|  «0 


Iraq. 

.Miinrovia,  Liberia. 

.Naples,  Italy. 


Rit-s  Taiiiirii.  Saudi  Arati.i. 
Rome.  Italy. 


Clati  XIV 


$8.00 


$1  SO 


$7  .50 


$H'  I*) 


Havana,  Ciibi. 
Kanu-hl,  Pakistan. 
Malayan  I'inun. 


Ranitoon,  Burma. 
Republic  of  1,(  banon. 
Singuiiorc. 


C/flM  XV 


$7  50 

$3.50 

$11.00 

$!.'.<' 

None. 

Clnss  A'l  7 

$«.00 

$3.00 

$0.00 

$12  i« 

Iceland. 

VuK'xslav  ia. 

Rumania 
Clou  XVII 

None 

$1.75 

$1.75 

$7l» 

Au.s  trails. 

New  Zealan 
flats  XVII I 

d 

$S.0O 

None 

$3.00 

$7  1' 

Burma  (eicept  KanKOou). 


France  (except  Paris 
aod  Orly  Field;. 


8audi    Arabia   (cxupt 
Ras  Tanura). 


FOREiu.^i  Seivice  ALLOWANCE  Rates — Continued 

omcEBS — continued 

aast  XIX 


Station 

ToUl 

Travel 

Subsistence !     Quarters 

$4. 50                 $0.  SO 

$8.00 

$10.00 

Psri.s  and  Orly  Field.  France. 

Clau  XX 


$3.75 


$2.00 


$5.75 


$10.00 


None. 


Upeciat  dauification 


$7.00 


$6.00 


$1.3.  00 


$15  00 


Palciitine. 
State  of  Israel  - 


Transjordan. 


.\<iT«:  KfTective  as  of  June  1.  l\H>^.  Ma.vimum  travel 
■illow'iinoe  i.s  iwyable  without  regard  to  length  of  time 
w  long  as  in  a  travel  status     (.See  {  21.35()  (f}j. 


$9  00 


$&00 


$14.  («) 


$H.00 


Union  of  Soviet  Socialist  Republics. 


$4.50 


$2.50 


$7.'00 


$7.00 


Canton  l.<dand. 


Wake  l.sland. 


$8.25 


$3.75 


$12  00 


$12.00 


Greece  (personnel  not  In  receipt  of  diplomatic  exchange 
rale). 

.S'ckte:  (Jreecc  (Personnel  in  receipt  of  diplomatic 
exchange  rate,  allowances  prescribed  In  Class  I 
aiipiicalile) 


$&.» 

$3.78 

$».  00 

$U.00 

Punta  Arenas,  Chile. 

$0.  75                $3.  26 

$10.00 

$11.00 

Poland  (|iersonrH>l  not  In  receipt  of  diplomatic  exchange 
rate). 

-Note;  Poland  (personnel  In  n-ct-iiit  of  diplomatic 
exchange  rate,  allowances  prescribed  in  Cla-ss  I  ap- 
|iliral>lei 


FOKEION  Sebvice  Alix)wa.\ce  Rates — Continued 

orricERS — continued 

Upecial  clasniflcatton — Continued 


Station 

ToUl 

Travel 

Subsistence 

Quarters 

$3.75 

$3.25 

$7.00 

$7.00 

Bahrein  l.sland,  Persian  Gulf. 


$3.75 


$4.75 


$8.50 


$8.50 


Argentina. 

Kio  de  Janeiro,  Braril. 


Sao  Paulo,  Brazil 


$6.75 


$5.25 


$12.00 


$15.00 


Venezuela. 

Dated:  April  20,  1949. 

[SEAL]  Leonard  A.  Scheele. 

Surgeon  General. 

Approved:  April  29.  1949. 

J.  Donald  Kingsley. 
Acting  Federal  Security 
Administrator. 

|P.    R.    Doc.    49-3559;    Filed,    May    4.    1949; 
8:48  a.  m.] 

TITLE  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

IDocket  No.  36661 

Parts  71-77 — Transportation  of 
Explosives 

miscellaneous  AMENDMENTS 

Correction 

In  Federal  Register  Document  49- 
2254,  published  at  page  1349  of  the  issue 
for  Friday.  March  25.  1949.  the  formula 
under  paragraph  <a)  of  S  73a.9-9  'ap- 
pearing in  the  middle  column  on  page 
1355)  should  read: 


s= 


600  (1.8D=-0.4d') 


D»-dJ 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  9  CFR,  Part  201  1 

Filing  of  Tariff  Schedules  Under  thi 
Packers  and  Stockyards  Act 

NOTICE  OF  proposed  RULE  MAKING 

Pursuant  to  the  provisions  of  the  Pack- 
ers and  Stockyards  Act.  1921.  as  amended 
(7  U.  S.  C.  181  et  seq.).  the  Secretary  of 
Agriculture  proposed  to  issue  a  rule 
amending    §$  201.19  and  201.22  of  the 


regulations   issued   under   the   Packers 


issue 

liWi 


and  StockyarW  Act  (9  CFR,  Part  201) 
to  read  as  follows: 

§  201.19  Size,  style,  and  number  of 
copies.  Schedules  of  rates  and  charges 
and  amendments  thereto  of  stockyard 
owners,  market  agencies,  and  licenses 
shall  be  printed  or  typed  on  paper  which 
Is  approximately  8  by  11  Inches  in  size, 
the  lines  of  print  or  type  being  horizontal 
to  the  8-inch  dimension.  Three  copies 
of  each  such  schedule  or  amendment 
shall  be  filed  as  provided  in  8  201.22  and 
at  least  one  copy  shall  be  signed  by  the 


market  agency,  stockyard  owner,  or  li- 
censee filing  the  same. 

§  201.22  Time  and  place  schedules, 
rules  or  regulations,  and  amendments  to 
be  filed  and  posted  by  stockyard  owners, 
market  agencies,  and  licensees.  All 
schedules  and  rules  or  regulations  and 
amendments  or  supplements  thereto  re- 
quired to  be  filed  under  this  act  by  market 
agencies  and  stockyard  owners  shall  be 
kept  at  their  places  of  bu.siness  and  kept 
open  for  public  inspection  at  their  places 
of  busine.ss.  Licensees  shall  post  sched- 
ules of  rates,  charges,  and  rentals  in  a 
conspicuous  location  in  their  places  of 
business  where  they  may  be  readily  ob- 
served by  any  interested  penson.  Unless 
the  requirement  as  to  filing  and  noiice  is 
specifically  waived,  as  provided  for  in 
section  306  (c)  of  the  act,  all  amend- 
ments to  .schedules  or  rules  or  regulations 
changing  a  rate  or  charge  shall  be  filed 
with  the  Packers  and  Stockyards  Di- 
vision. Livestock  Branch.  Production  and 
Marketing  Administration  at  Washing- 
ton, D.  C,  not  less  than  ten  (10)  days 
before  the  effective  date  thereof:  Pro- 
vided, however.  That  in  the  case  of  a 
tariff  supplement  which  relates  only  to 
changes  in  feed  charges,  determined  on 
a  cost  plus  a  specified  margin  basis  as 
provided  for  in  the  basic  tariff  schedule 
of  the  stockyard  involved,  such  a  tariff 
supplement  shall  be  filed  with  supporting 
data  disclosing  the  average  cost  of  the 
feed  on  hand,  with  the  District  OflQce  of 
the  Packers  and  Stockyards  Division  of 
the  Livestock  Branch.  Production  and 
Marketing  Administration,  for  the  dis- 
trict in  which  the  stockyard  filing  the 
supplement  is  located,  and  such  supple- 
ment shall  become  effective  two  (2  i  days 
thereafter. 

The  purpose  of  the  amendment  of 
5  201.22  is  to  permit  feed  tariff  supple- 
ments which,  according  to  the  basic 
tariff  schedule,  are  based  on  cost  of  the 
feed  plus  a  specified  margin,  to  be  made 
effective  promptly  after  the  average  cost 
of  the  feed  on  hand  requires  a  change  in 
the  specified  feed  charge.  The  amend- 
ment will  shorten  the  interval  between 
the  time  that  the  average  cost  of  feed  on 
hand  changes  and  the  time  that  such 
changes  are  reflected  in  published  tariffs. 
The  purpose  of  the  amendment  of 
§  201.19  is  to  make  its  provisions  consist- 
ent with  §  201.22  amended  as  proposed. 

Any  interested  person  who  desires  to 
do  so  may  submit,  within  fifteen  (15) 
days  after  the  publication  of  this  notice, 
any  data,  views,  or  arguments,  in  writ- 
ing, on  the  propo.sed  rule  to  the  Director 
of  the  Livestock  Branch,  Production  and 
Marketing  Administration,  United  States 
Department  of  Agriculture,  Washington 
25.  D.  C. 

Done  at  Washington,  D.  C,  this  29th 
day  of  April  1949. 

[seal]  F.  W.  ImMasche, 

Acting  Director,  Livestock 
Branch,  Production  and  Mar- 
keting Administration. 

[P.    R.    Doc.    49-3557;    Filed,    May    4.    1949; 
8:48  a.  m.J 


2244 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

IT.   D.   62209) 

Designation  of  OrncERS 

Order  of  the  Commissioner  of  Customs 
designating  oflacers  of  the  Bureau  of 
Customs  to  perform  functions  under  the 
navigation  laws  transferred  to  the  Com- 
missioner of  Customs  by  Reorganization 
Plan  No.  3  of  1946. 

Pursuant  to  the  authority  conferred 
upon  the  Commissioner  of  Customs  by 
section  103  of  ReorRanization  Plan  No.  3 
of  1946  (3  CFR,  1946  Supp..  ch.  IV).  the 
functions  under  the  navigation  laws 
transferred  to  the  Commissioner  of  Cus- 
toms by  section  102  of  said  Reorganiza- 
tion Plan  shall  be  performed  by  the 
officers  described  in  the  following  para- 
graphs, subject  to  the  exceptions  and 
conditions  noted  therein: 

(a)  The  Assistant  Deputy  Commis- 
sioner of  Customs  In  charge  of  Marine 
Administration  Is  hereby  designated  as 
the  officer  of  the  Bureau  of  Customs  who 
may.  except  as  otherwise  provided  for  in 
this  order,  perform  the  functions  trans- 
ferred to  the  Commissioner  of  Customs 
by  section  102  of  Reorganization  Plan 
No.  3  of  1946.  subject  to  the  following 
exceptions  and  conditions: 

(1)  Whenever  in  the  opinion  of  the 
Assistant  Deputy  Commissioner  of  Cus- 
toms in  charge  of  Marine  Administration 
any  question  pending  for  decision  Is  of 
exceptional  importance,  he  shall  submit 
the  question  to  the  Commissioner  of 
Customs,  and  the  decision  shall  be  made 
by  the  Commissioner  of  Customs. 

(2»  No  regulations  shall  be  prescribed 
or  requirements  of  regulations  waived  by 
the  A.ssistant  Deputy  Commissioner  of 
Customs  in  charge  of  Marine  Adminis- 
tration. 

(3 )  No  fine,  penalty,  or  forfeiture  shall 
be  remitted  or  mitigated  by  the  Assistant 
Deputy  Commissioner  of  Customs  in 
charge  of  Marine  Administration. 

(b)  The  Deputy  Commi.s.sioner  of 
Customs  in  charge  of  Tariff  and  Marine 
Administration  is  hereby  designated  as 
the  officer  of  the  Bureau  of  Customs  who 
may  perform  the  function,  transferred 
to  the  Commissioner  of  Customs  by  sec- 
tion 102  of  Reorganization  Plan  No.  3 
of  1946.  of  remitting  or  mitigating  fines, 
penalties,  and  forfeitures,  not  exceeding 
$2  000  in  the  aggregate  in  any  one  case. 

(c>  The  collector  of  customs  con- 
cerned is  hereby  designated  as  the  officer 
of  the  Bureau  of  Customs  who  may  per- 
form the  function,  transferred  to  the 
Commissioner  of  Customs  by  section  102 
of  Reorganization  Plan  No.  3  of  1946.  of 
remitting  or  mitigating  fmrs  or  other 
pecuniary  penalties,  aggregating  less 
than  $100  in  respect  of  any  one  offense, 
on  such  terms  and  conditions  as.  under 
the  law  and  in  view  of  the  circumstances, 
he  shall  deem  appropriate. 

(d>  The  collector  of  customs,  assistant 
collector,  and  deputy  collector  in  charge 
of  marine  work  for  the  port  at  v.hich  a 


FEDERAL  REGISTER 


NOTICES 


temporary  document  is  to  be  Issued  to  a 
vessel  or  for  the  home  port  of  a  vessel 
fixed  and  determined  by  Its  owner  are 
hereby  designated  as  the  ofiBcers  of  the 
Bureau  of  Customs  who  may  perform 
the  function,  transferred  to  the  Commis- 
sioner of  Customs  by  section  102  of  Re- 
organization Plan  No.  3  of  1946.  of  ap- 
proving owners'  designations  of  home 
ports  for  ve.s.sels  pursuant  to  section  1  of 
the  Act  of  February  16,  1925  (46  U.  S.  C. 
18).  subject  to  the  following  conditions: 
( 1 )  The  port  designated  Is  the  port  at 
or  nearest  the  place  in  the  same  customs 
collection  district  where  the  vessel  busi- 
ness of  the  owner  is  conducted; 

«2»  The  vessel  has  been  previously 
documented  and  has  not  been  smce 
owned  in  whole  or  in  part  by  a  person  not 
a  citizen  of  the  United  States  nor  placed 
under  foreign  registry  or  flag; 

(3)  Recordable  instruments  covering 
each  sale,  gift,  or  conveyance  (including 
a  conveyance  in  trust  >,  if  any.  since  the 
date  of  acquisition  of  title  by  the  last 
owner  of  record  are  presented  with  the 
designation,  or  the  production  of  one  or 
more  of  those  instruments  is  waived  as 
provided  for  in  paragraph  (e)  of  this  sec- 
tion; and 

(4»  Orders  of  referees  in  bankruptcy 
appointing  trustees  in  bankruptcy  or 
court  orders  having  the  effect  of  trans- 
ferring title  covering  each  transfer  by 
operation  of  law.  if  any,  sinte  the  dale 
of  acquisition  of  title  by  the  last  owner  of 
record  are  presented  with  the  designa- 
tion. 

In  all  other  ca.ses  the  collector  of  cus- 
toms, a.ssistant  collector,  or  deputy  col- 
lector shall  submit  the  designation  to  the 
Commissioner  of  Customs  and  the  de- 
cision shall  be  made  by  the  Assistant 
Deputy  Commissioner  of  Customs  in 
charge  of  Marine  Administration  under 
the  authority  contained  in  paragraph  <a  ■ 
of  this  order. 

(e)  The  collector  and  assistant  collec- 
tor of  customs  for  the  port  at  which  a 
temporary  document  is  to  be  issued  to  a 
vessel  or  for  the  home  port  of  a  vessel 
fixed  and  determined  by  its  owner  are 
hereby  designated  as  the  officers  of  the 
Bureau  of  Cu.stoms  who  may  perform  the 
function,  transferred  to  the  Commis- 
sioner of  Customs  by  section  102  of 
Reorganization  Plan  No.  3  of  1946,  of 
waiving  the  requirements  for  the  produc- 
tion of  a  recordable  ^^trument  in  the 
nature  of  a  bill  of  sale  covering  any  sale, 
gift,  or  conveyance  (including  a  convey- 
ance in  trust )  of  such  vessel  since  the 
date  of  acquisition  of  title  by  its  last 
owner  of  record,  subject  to  the  follow- 
ing conditions: 

(D  The  vessel  has  been  previously 
documented  and  has  not  been  since 
owned  In  whole  or  In  part  by  a  person 
not  a  citizen  of  the  United  States,  nor 
placed  under  foreign  registry  or  flag; 

(2)  The  collector  or  assistant  collec- 
tor is  satisfied  that  It  is  Impracticable  to 
furnish  such  instrument:  and 

(3»  The  owner  produces  an  abstract 
of  the  title  records  of  the  United  States 
Coa.t    GuiUd   covering    any    period   in 


which  the  vessel  has  been  numbered  un- 
der the  act  of  June  7,  1918.  as  amended 
(46  U.  S.  C.  288) ,  or,  if  not  so  numbered, 
other  evidence  sufficient  to  satisfy  the 
customs  officer  concerned  that  the  own- 
er has  legal  title  to  the  vessel. 

if»  The  collector  of  customs,  assist- 
ant collector,  and  deputy  collector  in 
charge  of  marine  work  at  the  home  port 
of  a  ves.sel  are  hereby  designated  as  the 
officers  of  the  Bureau  of  Customs  who 
may  perform  the  function,  transferrrd 
to  the  Commissioner  of  Customs  by  sec- 
tion 102  of  Reorganization  Plan  No.  3  of 
1946.  of  authorizing  the  endorsement  of 
the  names  of  alternate  masters  on  docu- 
ments of  vessels  pursuant  to  section  4335 
of  the  Revised  Statutes  of  1873,  as 
amended  by  the  act  of  May  31.  1939  <46 
U.  S.  C.  276). 

<  g )  The  collector  and  assistant  collec- 
tor of  customs  concerned  are  hereby 
designated  as  the  officers  of  the  Bureau 
'  of  Customs  who  may.  subject  to  the 
limitations  hereinafter  prescribed,  per- 
form the  function,  tran.sferred  to  the 
Commissioner  of  Customs  by^section  102 
of  Reorganization  Plan  No.  3  of  1946.  of 
authorizing  the  entry  or  clearance  of  any 
vessel  to  be  made  at  a  place  in  their  dis- 
trict other  than  a  port  of  entry  pursuant 
to  section  447  of  the  Tariff  Act  of  1930. 
Such  authorization  shall  be  granted  by 
the  collector  or  assistant  collector  only 
upon  the  conditions  that  the  collector 
shall  be  notified  in  advance  of  the  arrival 
of  the  vessel  concerned;  that  the  vessel 
will  be  under  such  castoms  supervision  as 
he  may  deem  to  be  necessary;  that  com- 
pliance will  be  had  with  all  applicable 
cu.stoms  and  navigation  laws  and  regula- 
tions; and  that  the  salary  and  expen.scs 
of  the  customs  officers  for  such  time  as 
is  required  to  be  devoted  to  entry  and 
clearance  work,  together  with  any  ex- 
pense incurred  by  such  officers  for  serv- 
ices rendered  in  connection  with  the 
entry  or  delivery  of  merchandise,  .shall 
be  reimbursed  to  the  Government  under 
the  provisions  of  §  1.2  (c>  of  the  Customs 
Regulations  of  1943  (19  CFR,  Cum.  Supp . 
1.2  «c)  ). 

(h)  The  collector  and  assistant  collec- 
tor of  customs  of  any  district  in  which 
the  home  port  of  a  ves.sel  of  the  United 
States  is  located  are  hereby  designated 
as  the  officers  of  the  Bureau  of  Customs 
who  may  perform  the  function,  trans- 
ferred to  the  Commissioner  of  Customs 
by  .section  102  of  Reorganization  Plan  No. 
3  of  1946.  of  authorizing  the  change  of 
name  of  such  ves.sel  pur.^^uant  to  the  act 
of  February  19.  1920  (46  U.  S.  C.  51-53'. 
(Reorganization  Plan  No.  3  of  1946;  3 
CFR.  1946  Supp..  ch.  IV  i . 

T.  Ds.  51609  and  52063  <12  F.  R.  632. 
13  F.  R.  6045)  are  hereby  superseded. 

[SEALl  Fr.\NK  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  April  28,  1949. 

John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49  3562:    FiUcl.    May    4.    1949; 
8:48  a.  m.J 


Thursday,  May  S,  1949 

DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  bt 
Sheltered  Workshops 

NOTICE  of  issuance  OF  SPECIAL 
CERTIFICATES 

Notice  Is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
handicapped  clients  at  hourly  wage  rates 
lower  than  the  minimum  wage  rates 
applicable  under  section  6  of  the  Fair 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  issued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under  section  14  of  the  Fair  Labor 
Standards  Act  of  1938  f.sec.  14.  52  Stat. 
1068;  29  U.  S.  C.  214)  and  Part  525  of  the 
regulations  issued  thereunder  '29  CFR, 
Cum.  Supp.,  Part  525.  amended  11  F.  R. 
9556).  an(l  under  sections  4  and  6  of  the 
Walsh-Healey  Public  Contracts  Act  (sees. 
4.  6.  49  Stat.  2038;  41  U.  S.  C.  38,  40)  and 
Article  1102  of  the  regulations  is.sued 
pursuant  thereto  (41  CFR.  Cum.  Supp., 
201.1102'. 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

MLssissippi  Society  for  Crippled  Chil- 
dren and  Adults,  Inc.,  203  Barnett-Mad- 
dcn  Building.  Jackson.  Mississippi,  at  a 
wage  rate  of  not  less  than  the  piece  rate 
paid  non-handicapped  employees  en- 
gaged in  the  same  occupation  in  regular 
commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
30  cents  per  hour,  whichever  Is  higher, 
and  a  rate  of  not  less  than  15  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  in  the  workshop;  cer- 
tificate is  effective  April  15,  1949,  and 
expires  July  31.  1949. 

Wa.shinpton  Society  for  the  Blind.  2324 
F  Street  NW..  Washington.  D.  C.  at  a 
wage  rate  of  not  less  than  tlie  piece  rate 
paid  non-handicapped  employees  en- 
gaged in  the  same  occupation  in  regular 
commercial  industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
20  cents  per  hour,  whichever  is  higher, 
and  a  rate  of  not  less  than  20  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  in  the  workshop;  Cer- 
tificate is  effective  May  1,  1949.  and  ex- 
pires May  1.  1950. 

The  employment  of  handicapped  cli- 
ents In  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  i.ssued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulations  and  that  special  services 
are  provided  their  handicapped  clients. 
A  sheltered  workshop  is  defined  as,  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  is  Impaired  by 
age  or  physical  or  mental  deficiency  or 
Injury,  and  to  provide  such  individuals 
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with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

These  certificates  may  be  cancelled  In 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a 
review  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  in  the  Federal  Register. 

Signed  at  Washington,  D.  C,  this  25th 
day  of  April  1949. 

Raymond  G.  Garceatj, 

Director, 
Field  Operations  Branch. 

[F.    R.    Doc.    49-3541;    Piled,    May    4,    1949; 
8:45  a.  m  1 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-1188] 

Tennessee  Gas  Transmission  Co. 

notice  of  application 

May  2,  1949. 

Notice  is  hereby  given  that  on  April  4, 
1949,  Tennessee  Gas  Transmission  Com- 
pany (Applicant),  a  Delaware  corpora- 
tion having  its  principal  place  of  business 
at  Houston,  Texas,  filed  an  application 
for  a  certificate  of  public  convenience 
and  necessity  pursuant  to  section  7  of 
the  Natural  Gas  Act.  as  amended,  au- 
thorizing Applicant  to  construct  and 
operate  a  sales  meter  station  at  a  point 
on  its  main  transmission  line  near  Holly 
Springs,  Mississippi,  for  the  sale  of 
natural  gas  thereto,  for  distribution  in 
the  City  and  environs. 

Applicant  states  the  population  of  the 
area  to  be  served  is  estimated  at  3100; 
that  ultimate  maximum  and  minimum 
demands  will  be  600  Mcf  and  50  Mcf,  re- 
spectively, with  annual  requirements  of 
approximately  75,000  Mcf;  that  a  de- 
livery capacity  heretofore  authorized  in 
the  matter  of  Tennessee  Gas  Transmis- 
sion Company,  Docket  No.  G-808.  in- 
cluded 25,000  Mcf  daily  for  general  dis- 
tribution in  Kentucky,  Tennessee  and 
Mississippi,  with  an  additional  daily  de- 
liverability  of  25.000  Mcf  over  and  above 
authorized  capacity  due  to  flexibility  in 
engineering  design  provides  sufficient 
capacity  for  the  sale  of  gas  to  Holly 
Springs  without  need  of  additional 
transmission  facilities;  and  that  Holly 
Springs  is  without  gas  service  at  the 
present  time. 

Applicant  further  states  rates  to  be 
charged  are  contained  in  its  Rate  Sche- 
dule G-3.  and  are  based  on  a  demand 
charge  of  SI. 85  per  month  per  Mcf  and 
a  commodity  charge  of  9.2<'  per  Mcf;  esti- 
mated cost  of  operation  of  meter  facili- 
ties (exclusive  of  depreciation)  is  $2000 
annually,  and  annual  revenues  will  be 
approximately  $20,000. 

The  estimated  over-all  capital  cost  of 
the  proposed  facilities  Is  $3,000.  which 
will  be  financed  from  cash  on  hand. 

Any  interested  State  commission  Is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  co- 
operative provisions  of  §  1.37  of  the  Com- 
mission's rules  of  practice  and  procedure 
and,  if  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
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est  in  the  matter  and  whether  it  desires 
a  conference,  the  creation  of  a  board,  or 
a  Joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  Tenne.ssee  Gas 
Transmission  Company  is  on  file  with  the 
Commission,  and  is  open  to  public  in- 
spection. Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  refer- 
ence to  the  application  shall  file  with 
the  Federal  Power  Commission.  Wash- 
ington 25,  D.  C.  not  later  than  15  days 
from  the  date  of  publication  of  this 
notice  in  the  Federal  Register,  a  jietition 
to  intervene  or  protest.  Such  petition 
or  protest  shall  conform  to  the  require- 
ments of  §  1.8  or  §  1.10  whichever  is  ap- 
plicable, of  the  rules  of  practice  and 
procedure  (as  amended  on  June  16, 
1947). 


(seal] 


Leon  M.  Fuquay, 

Secretary. 


|F.    R.    Doc.    49-3558:     Filed.    May    4,    1949; 
8:48  a.  m.| 

SECURITIES  AND  EXCHANGE 
COMMISSION 

Lawrence  R.  Leeby  &  Co. 

ORDER   REMOVING   CONDITIONS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  28th  day  of  April  A.  D.  1949. 

In  the  matter  of  Lawrence  R.  Leeby, 
doing  business  as  Lawrence  R.  Leeby  & 
Co.,  305  Blount  Buiiding,  Fort  Lauder- 
dale, Florida. 

The  Commis.sion  having  by  order  dated 
October  8,  1946,  permitted  an  applica- 
tion made  by  Lawrence  R.  Leeby  for 
registration  to  become  effective  pursuant 
to  section  15  (b)  of  the  Securities  Ex- 
change Act  of  1934  ("the  act"),  .subject 
to  the  condition  that  he  act  as  a  broker 
in  all  dealings  with  members  of  the 
public  in  over-the-counter  transactions, 
and  that  he  effect  transactions  as  dealer 
only  in  Investment  company  shares; 

Lawrence  R.  Leeby  having  on  October 
18,  1948,  filed  an  application  under  sec- 
tion 15  <b)  of  the  act  requesting  that  the 
conditions  imposed  by  said  order  of  Octo- 
ber 8.  1946,  be  removed; 

Proceedings  having  been  instituted  to 
determine  whether  it  is  in  the  public  in- 
terest to  deny  the  aforesaid  application 
of  October  18,  1948,  a  hearing  having 
been  held  after  appropriate  notice,  and 
the  Commission  having  this  day  issued 
its  findings  and  opinion  herein,  on  the 
basis  thereof; 

It  is  ordered.  That  the  aforesaid  ap- 
plication of  October  18,  1948,  be  and  it 
hereby  is  granted,  that  Lawrence  R. 
Leeby  be  and  he  hereby  is  permitted  to 
effect  transactions  as  dealer  in  the  over- 
the-counter  market,  and  that  any  condi- 
tions inconsistent  with  the  foregoing  im- 
posed by  the  aforesaid  order  of  October 
8,  1946.  be  and  they  hereby  are  removed. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


[F.    R.    Doc.    49-3549:    Filed.    May    4.    1949; 
8:47  a.  m.| 
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|PUe  No.  1-1991 

Monroe  Chemical  Co. 

notice  of  application  to  withdraw 
securities  from  registration  on  an  ex- 
change, and  order  for  hearing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  29th  day  of  April  A.  D.  1949. 

The  Monroe  Chemical  Company,  a 
Maryland  corporation  having  its  prin- 
cipal offices  and  place  of  business  at 
Qulncy.  Illinois,  pursuant  to  section 
12  id>  of  the  Securities  Exchange  Act  of 
1934  and  Rule  X-12D2-1  'b)  promul- 
gated thereunder,  has  made  application 
to  the  Commi.ssion  to  withdraw  its  $3.50 
Cumulative  Preference  Stock,  No  Par 
Value,  and  \is  Common  Stock.  No  Par 
Value,  from  registration  and  listing  on 
the  Chicago  Stock  Exchange. 

The  application,  among  others,  con- 
tains the  following  allegation.s: 

<1)  Both  the  preferred  and  common 
stock  of  Monroe  Chemical  Company 
have  been  listed  on  the  Chicago  Stock 
Exchance  since  1929. 

<2»  On  March  1,  1949.  this  company 
had  outstanding  15.532  shares  of  its  pre- 
ferred stock  and  84.825  .shares  of  its  com- 
mon stock.  On  that  date  the  officers 
and  directors  of  the  company  owned 
64  089.  or  approximately  75%,  of  the  out- 
standing shares  of  common  stock.  The 
20.736  common  shares  publicly  held  were 
owned  by  419  different  persons.  The 
15.002  shares  of  preferred  stock  publicly 
held  on  March  1.  1949  were  owned  by 
318  different  persons. 

(3)  2.250  shares  of  common  stock  and 
400  shares  of  preferred  stock  of  Monroe 
Chemical  Company  were  traded  on  the 
Chicago  Stock  Exchange  during  the 
year  1947. 

(4>  1,710  shares  of  common  stock  and 
400  shares  of  preferred  stock  of  Monroe 
Chemical  Company  were  Iraded  on  the 
Chicago  Stock  Exchange  during  the  year 
1948. 

i5i  908  shares  of  common  stock  and 
1,072  shares  of  preferred  stock  of  Monroe 
Chemical  Company  were  traded  in  the 
over-the-counter  market  during  the  year 
1947. 

i6'  529  shares  of  common  stock  and 
524  .<*ares  of  preferred  stock  of  Monroe 
Chemical  Company  were  traded  In  the 
over-the-counter  market  during  the  year 
1948. 

(7)  The  officers  and  directors  of  this 
company  are  of  the  opmion  that  the  pur- 
chase and  sale  of  its  preferred  and  com- 
mon stocks  may  be  adequately  handled 
In  the  over-the-counter  market. 

(8)  The  Chicago  Stock  Exchange  has 
waived  requirement  of  .section  3  of  Arti- 
cle XIV  of  the  rules  of  the  Chicago  Stock 
Exchange  that  would  have  required  as  a 
condition  precedent  to  the  withdrawal  of 
these  securities  from  registration  and 
listing  on  the  Stock  Exchange,  the  ap- 
proval of  the  holders  of  the  securities. 

It  is  ordered.  That  this  matter  be  set 
down  for  a  hearing  at  11:00  a.  m.  on 
Wednesday.  July  13,  1949,  at  the  Chicago 
Regional  Office  of  the  Securities  and  Ex- 
change Commission.  105  West  Adams 
Street.  Chicago.  Illinois,  and  continue; 
thereafter  at  such  times  and  places  as 
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the  Commission  or  its  officer  herein  des- 
ignated shall  determine,  and  that  gen- 
eral notice  thereof  be  given;  and 

It  is  further  ordered.  That  Richard 
Townsend.  an  officer  of  the  Commis.sion. 
be  and  he  hereby  is  designated  to  admin- 
ister oaths  and  affirmations,  subpoena 
witne.sses.  comiJel  their  attendance,  take 
evidence,  and  require  the  production  of 
any  books,  papers,  correspondence, 
memoranda  or  other  records  deemed 
relevant  or  material  to  the  inquiry,  and 
to  perform  all  other  duties  in  connec- 
tion therewith  authorized  by  law. 

By  the  Commission. 

[seal]  Obval  L.  Dubois. 

Secretary. 

[F.    R.    Doc.    49^3551:    Filed.    May    4,    1949; 
8:47  a.  m.J 


I  File  No.  70  1945] 

CoLUMEi.\  Gas  System,  Inc. 

ORDER    RELEA.SINC    JURISDICTION    OVER    FEES 
AND  EXPENSES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  28th  day  of  April  1949. 

The  Commi.s5ion  by  Order  dated  Octo- 
ber 5,  1948  having  granted  an  application 
and  permitted  a  declaration  to  become 
effective  with  respect  to  the  issue  and 
sale  by  The  Columbia  Gas  System,  Inc. 
("Columbia"),  a  registered  holding  com- 
pany, to  its  common  stockholders  at  the 
price  of  $10  per  share,  of  an  additional 
1.223.000  shares  of  common  stock,  and 
said  Order  having  reserved  jurisdiction 
with  respect  to  the  rea.sonableness  of  the 
fees  and  expenses  to  be  paid  by  Columbia 
in  connection  with  the  proposed  transac- 
tion, excepting,  however,  the  payment  of 
25t'  per  share  to  participating  dealers 
lor  subscriptions  for  new  common  stock 
solicited,  which  payment  was  permitted; 

and 

Statements  with  respect  to  the  fees  and 
expenses  Incurred  by  Columbia  having 
been  filed,  such  statements  setting  forth 
the  said  fees  and  expenses  as  follows: 

Filing    fee 11,614.36 

Printing  of  regletratlon  state- 
ment, prospectus,  and  other 
documents   and    papers 36,378.88 

Printing  ot  subscription  war- 
rants         6.789.54 

Ltgal  fees  and  expenses  (Cravath. 
Swalne  &  Moore,  counsel  for 
Columbia) 21.200  36 

Accountants'  fees 3.500.00 

Charges  of  Columbia  Engineering 
Corp.  (a  subsidiary  service  com- 
pany) for  cost  of  services  ren- 
dered In  connection  with  the 
preparation  of  the  registration 
statement,  the  declaration  to 
the  Commission  on  Form  U-1, 
and  other  documenU  and 
papers 9.626.  14 

Original  issue  tax 22.643.77 

Listing  new  common  atock  on 
New  York  and  Pittsburgh  Stock 
Exchanges 7,025.00 

Pees  of  transfer  agent  and  reg- 
istrar in  connection  with  Is- 
suance of  new  common  itock 
certificates 23.  613.  40 


Pees  and  expenses  of  agent* 
for  Issuance  and  transfer  of 
■ubscrlptlon  warrants,  deter- 
mination of  fees  to  be  paid 
to  participating  dealers,  al- 
location, if  neces.'^ary.  of  addi- 
tional subscriptions  and  other 
services .-$175.  200  63 

The  First  Boston  Corp..  financial 

adviser  to  Columbia. 86.000.00 

Out-of-pocket  exj>en8es  of  The 
First  Boston  Corp.  as  dealer 
manager 6.000,00 

Fees    to    participating    dealers..   179,229.00 

Miscellaneous    expenses 3,746.88 

Total  fees  and  expenses. .  526,514.82 

The  Comnjission  having  considered 
such  fees  and  expenses  and  deeming 
them  to  be  not  unreasonable  and  that 
juri.sdlction  with  respect  thereto  should 
be  released: 

It  is  ordered.  That  the  jurisdiction 
heretofore  re.served  with  respect  to  the 
said  fees  and  expenses  incurred  by  Co- 
lumbia in  connection  with  the  sale  of  its 
additional  common  stock  be.  and  hereby 
is.  released. 

By  the  Commission. 

[SEALl  Orval  L  DuEois. 

Secretai  y. 

|F.    R.    Doc.    49  35.'i2:     Filed.    May    4.    1049; 
8:47  a.  m  ) 


Strouse.  Thomas  and  Whelan,  Inc.,  and 
Alcia  F.  Strouse 

memorandum    OPINION    ANP   ORDER 
REVOKING  REGISTRATION 

At  a  regular  session  of  the  Securities 
and  Exchange  commi.ssion.  held  at  its 
office  in  the  City  of  Washington,  D.  C, 
on  the  29th  day  of  April  A.  D.  1949. 

In  the  matter  of  Strouse.  Thomas  and 
Whelan.  Inc..  Room  6.  City  Loan  Build- 
ing, 104  Market  Avenue.  North  Canton  2, 
Ohio,  and  Algia  F.  Strouse.  Room  6, 
City  Loan  Building.  104  Market  Avenue, 
North  Canton  2.  Ohio. 

Broker-dealer  registration;  grounds 
for  revocation ;  violations  of  Securities 
Act  and  Securities  Exchange  Act:  Mis- 
representations and  omissions,  false  rep- 
resentation of  intention  to  execute  trans- 
actions, unlawful  hypothecation,  failure 
to  confirm  transactions  with  customers, 
failure  to  keep  books  and  records,  failure 
to  file  annual  financial  statement,  false 
annual  financial  statement;  where  regis- 
tered dealer  d)  falsely  represented  that 
it  was  solvent;  (2)  obtained  money  from 
a  customer  In  connection  with  the  sal*' 
of  securities  and  Instead  of  executin!,' 
the  transaction  promptly,  as  had  been 
represented,  applied  customer's  money 
to  its  own  use;  (3)  pledged  securities  of 
customers  not  Indebted  to  it  and  applied 
proceeds  to  its  own  use;  «4i  failed  to 
furnish  customers  with  written  notifica- 
tion adequately  disclosing  the  capacity 
In  which  it  was  acting;  «5>  hypothecated 
securities  of  customers  under  circum- 
stances permitting  their  improper  com- 
mingling with  other  securities  and  sub- 
jected them  to  an  excessive  lien;  <6' 
failed  to  keep  current  required  books 
and  records  and  to  file  required  annual 
financial  statement,  and  filed  false  finan- 
cial statement;  held,  dealer  wilfully  vio- 
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lated  section  17  (^a)  of  the  Securities 
Act  of  1933.  sections  10  (b),  15  (c)  (1), 
15  (c)  <2»  and  17  (a)  of  the  Securities 
Exchange  Act  of  1934  and  rules  there- 
under, and  further  held,  in  the  public 
interest  to  revoke  dealer's  registration. 

This  is  a  proceeding  pursuant  to  sec- 
tion 15  (b>  of  the  Securities  Exchange 
Act  of  1934  ("the  Exchange  Act")  to  de- 
termine whether  the  registration  as  a 
dealer  of  Strouse,  Thomas  and  Whelan, 
Inc.  ("registrant"),  an  Ohio  corpora- 
tion, should  be  revoked,  and  whether,  for 
purposes  of  future  proceedings  under  the 
act,  Algia  F.  Strouse,  president,  a  di- 
rector, and  the  controlling  stockholder  of 
registrant,  willfully  violated  certain  pro- 
visions of  the  Securities  Act  of  1933  ("the 
Securities  Act")  and  of  the  Exchange 
Act  and  certain  rules  adopted  there- 
under. 

Registrant  and  Strouse  submitted  an 
"Answer  and  Consent  to  Revocation"  in 
which  they  acknowledged  receipt  and 
service  of  adequate  notice  of  this  pro- 
ceeding, waived  opportunity  for  hearing, 
and  admitted  the  existence  of  the  facts 
and  cause  of  action  set  forth  in  the  order 
for  proceeding.  In  addition,  registrant 
consented  to  the  entry  of  an  order  revok- 
ing its  registration  as  a  dealer,  and 
Strouse  admitted  his  responsibility  for 
any  such  order.  On  the  basis  of  the  rec- 
ord we  make  the  following  findings: 

During  the  period  from  approximately 
July  1,  1945.  to  February  3,  1949,  regis- 
trant and  Strouse  induced  certain  per- 
sons to  buy  securities  from  or  through 
regi.strant  and  to  sell  securities  to  or 
through  registrant.  And,  in  connection 
with  such  purchases  and  sales,  regis- 
trant and  Strouse  accepted  securities 
and  monies  from  these  persons  on  the 
representation  that  regLstrant,  as  a 
dealer  engaged  In  the  securities  busi- 
ness, was  solvent  and  ready  and  able 
to  discharge  its  liabilities  to  these  per- 
.sons.  when,  in  fact,  registrant  and 
Strouse  knew,  but  did  not  disclose  to 
these  persons,  that  registrant's  liabili- 
ties exceeded  its  as.sets  and  that  it  was 
unable  to  meet  its  current  liabilities  in 
the  ordinary  course  of  business. 

During  the  aforementioned  period, 
registrant  and  Strouse  induced  a  cus- 
tomer to  purchase  securities  from  regis- 
trant and  accepted  payment  for  the 
securities  on  the  representation  that 
they  would  be  delivered  to  the  customer 
promptly  In  accordance  with  the  customs 
of  the  trade.  In  fact,  registrant  and 
Strouse  intended  not  to  and  did  not  de- 
liver the  securities  promptly  and  have 
never  delivered  them.  Registrant  did 
not  either  credit  the  payment  made  by 
the  customer  to  the  customer's  account 
or  allocate  the  securities,  once  pur- 
chased, to  the  account,  but  sold  them  for 
its  own  account  and  applied  the  pro- 
ceeds for  the  benefit  of  registrant  and 
Strouse.  When  the  customer  thereafter 
instructed  registrant  and  Strouse  to  sell 
these  .securities  so  that  she  might  make 
use  of  the  proceeds,  they  advi.sed  her 
against  such  sale  and  persuaded  her  to 
accept  a  loan  from  registrant  in  the 
amount  of  $8,500  and  collateralize  It 
with  additional  securities  of  the  same 
Issue.  In  accordance  with  this  arrange- 
ment the  customer  delivered  to  regis- 
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trant  a  note  for  $8,500  and  such  addi- 
tional securities  as  collateral.  There- 
after registrant  and  Strouse,  without  the 
knowledge  and  consent  of  the  customer, 
sold  the  collateral  securities,  applied  the 
proceeds  to  the  use  of  the  registrant,  and 
Issued  checks  to  the  customer  in  the 
amount  of  the  loan.  Although  the  cus- 
tomer later  repaid  the  loan  with  Interest, 
she  never  received  delivery  of  the  secu- 
rities originally  purchased,  or  those 
which  she  had  delivered  as  collateral  for 
the  loan. 

During  the  same  period,  registrant 
and  Strouse  accepted  from  customers  full 
payment  for  the  purchase  of  tertain  se- 
curities. Thereafter,  at  a  time  when 
registrant  had  no  Hen  against  these  cus- 
tomers' securities,  Strouse  pledged  them 
to  secure  bank  loans,  and  applied  the 
proceeds  from  the  loans  to  registrant's 
ase  and  benefit,  without  the  customers' 
knowledge  and  con.sent.  The  securities 
were  never  delivered. 

Accordingly,  we  find  that  In  the  fore- 
going transactions  registrant  and 
Strouse  willfully  violated  section  17  (a) 
of  the  Securities  Act.  sections  10  (b)  and 
15  (c)  (1)  of  the  Exchange  Act  and 
Rules  X-lOB-5  and  X-15C1-2  (a)  and 
(b)  adopted  thereunder. 

During  the  period  mentioned  above, 
registrant  hypothecated  customers* 
securities  under  circumstances  that  per- 
mited  these  securities  to  be  commingled 
(1)  with  securities  carried  for  the  ac- 
counts of  other  customers,  without  first 
obtaining  the  written  consent  of  such 
customers  to  the  hypothecation,  and  (2» 
with  securities  carried  for  the  account  of 
a  person  other  than  a  bona  fide  customer 
under  a  lien  for  a  loan  made  to  regis- 
trant. In  addition,  registrant  permitted 
securities  carried  for  the  account  of  cus- 
tomers to  be  hypothecated  for  a  sum 
exceeding  the  agsregate  indebtedness  of 
all  customers  represented  by  securities 
carried  for  their  accounts.  We  find, 
therefore,  that  registrant  willfully 
violated  section  15  (c)  (2)  of  the  Ex- 
change Act  and  Rule  X-15C2-1  adopted 
thereunder,  and  that  Strouse  aided  and 
abetted  such  violation. 

In  effecting  certain  transactions  with 
and  for  its  customers  during  this  period, 
registrant  failed  to  furnish  them  with 
written  notification  adequately  disclos- 
ing the  capacity  in  which  It  was  acting 
as  required  by  Rule  X-15C1-4.  We  find 
that  It  thereby  willfully  violated  section 
15(c)  (1)  of  the  Exchange  Act  and  Rule 
X-15C1-4  adopted  thereunder  and  that 
Strouse  aided  and  abetted  such  violation. 

Registrant  and  Strouse  used  the  mails 
and  the  means  and  instrumentalities  of 
interstate  commerce  In  effecting  certain 
of  the  foregoing  transactions  otherwise 
than  on  a  national  securities  exchange. 

Registrant  failed  to  make  and  keep 
current  certain  of  the  books  and  records 
required  by  Rule  X-17A-3.  and  we  find 
that  it  thereby  willfully  violated  section 
17(a)  of  the  Exchange  Act  and  Rule 
X-17A-3  adopted  thereunder. 

Registrant  failed  to  file  with  the  Com- 
mission a  report  of  its  financial  condi- 
tion for  the  year  1948  as  required  by  Rule 
X-17A-5,  and  a  report  of  financial  con- 
dition for  the  year  1947,  which  it  did  file, 
failed  to  reflect  certain  liabilities  and 
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was,  therefore,  failse  and  misleading. 
We  find  that  registrant  willfully  violated 
section  17  (a)  of  the  Exchange  Act  and 
Rule  X-17A-5  adopted  thereunder. 

On  the  basis  of  the  foregoing  we  find 
that  it  Is  in  the  public  interest  to  revoke 
registrant's  registration  as  a  dealer. 
Accordingly : 

It  is  ordered.  Pursuant  to  section 
15  (b)  of  the  Securities  Exchange  Act  of 
1934.  that  the  registration  of  Strouse, 
Thomas  and  Whelan.  Inc.  as  a  dealer  be 
and  it  hereby  is  revoked. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49  3550;    Filed.    May    4.    1949; 
8:47  a.  m.) 

DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtrrHoarrT:  40  Stat.  411,  55  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  926;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942.  3  CFR,  Cum.  Supp.,  E.  O.  9667, 
June  8.  1945.  3  CFR.  1945  Supp..  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

(Vesting  Order   13164) 

Fred  Gilcher 

In  re:  Estate  of  Fred  Gilcher,  de- 
ceased. File  No.  D-28-11507;  E.  T.  sec. 
15732. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  an<j  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ernst  Gilcher,  Lena  Gilcher. 
and  Kurt  Gilcher,  who.se  last  known 
address  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country    (Germany); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  estate  of  Fred  Gilcher,  de- 
ceased. Is  property  payable  or  deliver- 
able to,  or  claimed  by,  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Gus  Rei.^enauer,  as 
Executor,  acting  under  the  Judicial  su- 
pervision of  the  Probate  Court  of  Cook 
County,  Illinois; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  neces.sary  in  the  national 
Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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s 

the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington.  D.  C.   on 
April  20.  1949. 

For  the  Attorney  General. 

( SEAL  1  David  L.  B azelon  , 

Assistant  Attorney  General. 
Direc'or.  Office  of  Alien  Property. 

|F.    R.    Doc.    4S-3566:    Filed,    May    4,    1949; 
.8:50  a.  m.] 


[Return  Order  3181 
Acnes  Katscher 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Agnes  Katscher.  60  East  55lh  Street.  New 
York.  N.  y..  Claim  No.  1311,  March  12.  1949; 
97.032.09  in  the  Treasury  of  the  United  States. 
An  interest  representing  40'-.  of  all  royalties 
on  sheet  music  and  36 '"r  of  all  royalties  on 
mechanical  rights  payable  by  Harms,  Inc., 
New  Yorit,  N.  Y..  on  the  composition  entitled 
"Wlicn  Day  Is  Done"  ("Madonna")  under  a 
letter  agreement  dated  July  13,  1925  ad- 
dressed by  Harms.  Inc..  to  "Mr.  Fred  Wreode, 
%  Wien  Boheme  Verlag". 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
April  29,  1949. 

For  the  Attorney  General. 

[  SEAL  1  Davh)  L.  Bazelon  , 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-3569;    Filed.    May    4.    1949; 
8:51  a.  m.| 


NOTICES 

Ing  all  Interests  and  rights  created  in  the 
Attorney  General  by  virtue  of  a  license  agree- 
ment (License  No.  2286-F,  dated  July  82, 
1947)  entered  Into  by  and  between  the  At- 
torney General  and  Roldex.  Inc.  (now  Tele- 
dex.  Inc.). 

Executed   at  Washington,  D.  C,  on 
April  28,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-3670;    Piled,    May    4.    1949; 
8:61  a.  m.] 


Ernst  Johan  Jens  Henriksen 

NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following 
property  located  in  Washington.  D.  C. 
Including  all  royalties  accrued  thereun- 
der and  all  damages  and  profits  recover- 
able for  past  infringement  thereof,  after 
adequate  provision  for  taxes  and  con- 
servatory expenses: 

Claimant,  Claim  No.,  and  Property 

Brnst  Johan  Jens  Henrllt.sen,  Copen- 
hagen. Denmark:  11589;  Property  described 
In  Vesting  Order  No.  664  (8  P.  R.  4989.  April 
17.  1943)  relating  to  United  States  Letters 
Patent  Nos.  2,160,734  and  2,175,524.  Includ- 


Mrs.  Louise  Schmid 

notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  day.s  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No.,  Property,  and  Location 

Mrs.  Louise  Schmid.  Konstariz,  Germany. 
37358;  $232  77  In  the  Treasury  of  the  United 
States.  One-half  ('j)  of  the  all  right,  title, 
interest,  and  claim  of  any  kind  or  character 
whatsoever  of  the  Estate  of  Louise  Algner. 
deceased,  her  heirs,  executors,  administra- 
tors, assigns,  devises  and  legatees,  and  each 
of  them,  in  and  to  the  Estate  of  Anna  Kuhn, 
deceased. 

Eitecuted  at  Washington,  D.  C,  on 
April  29.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49  3571;    Piled.    May    4.    1949; 
8:51  a.  m.) 


|Ve!5tlng  Order  13170] 

Elise  S.   Schmidt  and  Safe  Deposit  & 
Trust  Co.  or  Baltimore 

In  re:  Trust  under  agreement  between 
Elise  S.  Schmidt,  settlor,  and  the  Safe 
Deposit  &  Trust  Company  of  Baltimore, 
as  trustee,  dated  May  8,  1933:  and 
amendments  thereto.  File  No.  D-28- 
10638-G-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Dr.  Walter  Petri.  Mrs.  Eliza- 
beth Rosa  Gait-sch.  also  known  as  Rosa 
Gaitsch,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  Eberhardt  Ackermann,  Horst 
Ackermann,  the  domiciliary  personal 
representatives,  heirs,  next  of  kin,  lega- 


tees and  distributees,  names  unknown,  of 
Mrs.  Clara  Petri,  deceased;  of  Mrs.  Eliza- 
beth Rosa  Gaitsch,  also  known  as  Rosa 
Gaitsch;  of  Eberhardt  Ackermann,  of 
Horst  Ackermann;  and  of  Mrs.  Marie 
Ackermann,  decea.sed.  si.ster-in-law,  ex- 
cept Marie  Ackermann  Oliva.  also  known 
as  Margarethe  DoerHer,  a  resident  of 
Austria;  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title  and  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  per.«;ons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
except  Marie  Ackermann  Oliva,  also 
known  as  Margarethe  Doerfler,  a  resi- 
dent of  Austria,  in  and  to  the  tru.^^t 
created  under  agreement,  dated  May  8. 
1933.  by  Elise  S.  Schmidt,  Settlor,  and  the 
Safe  Deposit  and  Trust  Company  of  Bal- 
timore. Trustee,  and  amendments  there- 
to dated  November  6.  1942.  and  February 
5.  1944.  presently  being  administered  by 
the  Safe  Depa^it  and  Tru.st  Company  of 
Baltimore.  Baltimore  2.  Maryland,  as 
Trustee  Is  property  within  the  United 
States  owned  or  controlled  by.  payable  or 
deliverable  to.  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
Eberhardt  Ackermann,  Horst  Acker- 
mann, the  domiciliary  personal  repre- 
sentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Mrs.  Clara  Petri,  deceased;  of  Mrs.  Eliza- 
beth Rosa  Gaitsch.  also  known  as  Rosa 
Gaitsch;  of  Eberhardt  Ackermann;  of 
Horst  Ackermann;  and  of  Mrs.  Marie 
Ackermann.  deceased,  sister-in-law.  ex- 
cept Marie  Ackermann  Oliva,  also  known 
as  Margarethe  Doerfler,  a  resident  of 
Austria  are  not  within  a  designated 
enemy  country,  the  national  Interest  of 
the  United  States  requires  that  such  per- 
sons be  treated  as  nationals  of  a  desig- 
nated enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  20,  1949. 


*>-*2:^x 


v^ 


For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49  3567;    Filed,    May    4,    1949; 
8:51  a.  m.] 


FEDERAL 


KEGSTER 


VOLUME   14  "^O/i/TFO^  NUMBER   87 

Washington,  Friday,  May  6,  1949 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders).  Depart- 
ment of  Agriculture 

Part  934 — Milk  in  Lowell-Lawrence. 

Mass.,  Marketing  Area 
Sec.. 
U34.1G0     Findings  and  determinations. 

934.101  General. 

934.102  Milk    handled    for    pasteurizliig    or 

bottling. 
<)34  103     Classification    of    milk    and    other 
fluid  milk  products. 

934.104  Plant  shrinkage. 

934.105  Due    dates    of    reports    of    handlers 

who   receive    no   milk   from   pro- 
ducers. 
934  106    Detail    and   form   of    handlers'    re- 
ports. 

934.107  Averaging    of    producers'    bultcrfat 

tests. 

934.108  Deductions  from  payments  to  pro- 

ducers. 

934.109  Weights  of  fluid  milk  products. 

AtrrHoarTT:  {{934.100  to  934.109  Issued 
under  sec.  5.  49  Stat.  753.  as  amended;  7 
U.  S.  C.  and  Sup.  608c. 

§934.100  Findings  and  determina- 
tions. Pursuant  to  the  provisions  of  Or- 
der No.  34  as  amended  (14  P.  R.  1478) 
and  of  the  Administrative  Procedure  Act 
1 60  Stat.  237) ,  a  public  meeting  was  held 
at  Andover,  Massachusetts,  on  April  20, 
1949,  to  consider  proposed  amended  rules 
and  regulations  to  supersede  the  rules 
and  regulations'  Issued  September  6. 
1946.  by  the  market  administrator  to 
tffectuate  the  terms  and  provisions  of 
the  order.  The  data,  views,  and  argu- 
ments presented  at  this  meeting  and  all 
written  material  received  prior  to- 
April  21,  1949.  have  been  considered  and 
it  Is  hereby  found  and  determined  that 
the  aforesaid  rules  and  regulations 
hould  be  superseded  by  the  following 
amended  rules  and  regulations,  and  that 
t  hese  amended  rules  and  regulation."-  are 
riecessary  to  effectuate  the  terms  and 
provisions  of  Order  No.  34  Since  the 
r.mended  rules  and  regulations  contained 
herein  are  necessitated  by  the  amend- 
ments to  the.order  made  effective  April  1, 
1949,  and  since  none  of  these  amended 
rules  and  regulations  requires  substan- 
tial or  extensive  preparation  by  the  par- 
ties affected.  It  is  Impracticable  and  un- 
necessary to  delay  their  issuance.    The 


'  These  rules  and  regulations  were  not  filed 
^vlth  the  Division  of  the  Fxdesal  Registeb. 


rules    and    regulations     are    therefore 
amended  to  read  as  follows. 

S  934.101  General.  These  rules  and 
regulations  are  made  by  the  market  ad- 
ministrator pursuant  to  §934.2  (b)  <2) 
of  "Order  No.  34,  As  Amended,  Lssued  by 
the  Secretary  of  Agriculture,  Regulating 
the  Handling  of  Milk  in  the  Lowell-Law- 
rence, Massachusetts,  Marketing  Area", 
hereinafter  referred  to  as  "the  order". 
Each  term  used  In  these  rules  and  regu- 
lations which  is  defined  in  Order  No.  34 
shall  have  the  same  meaning  that  it  has 
in  the  order.  In  addition,  the  term 
"dealer",  as  used  in  these  rules  and  reg- 
ulations, shall  mean  any  person  who  en- 
gages in  the  business  of  distributing  fluid 
milk  products,  or  manufacturing  milk 
products,  whether  or  not  he  disposes  of 
any  fluid  milk  products  In  the  marketing 
area. 

§  934.102  MUk  handled  for  pasteuriz- 
ing or  bottling.  The  status  and  the  pay- 
ment obligations,  under  the  order,  of  a 
handler  or  dealer  who  pasteurizes  or  l)ot- 
tles  milk  for  another  handler  or  dealer, 
without  acquiring  It  for  marketing,  shall 
not  change  because  of  the  handling  of 
the  milk.  Similarly,  there  shall  be  no 
change  In  the  status  and  the  payment 
obligations  of  the  handler  or  dealer  for 
whom  the  pasteurizing  or  bottling  serv- 
ice is  performed.  However,  handlers  In- 
volved in  such  service  transactions  shall 
include  in  their  reports  to  the  market 
administrator  Information  regarding  the 
quantities  so  handled. 

§  934.103  Classification  of  milk  and 
other  fluid  milk  products — <a)  Applica- 
tion of  this  section.  The  provisions  of 
this  section  shall  apply  only  to  fluid  milk 
products  which  are  not  required  to  be 
classified  as  Class  I  milk  under  §  934.3 
lb)  (4;  and  934.3  (c). 

(b)  Fluid  milk  products  disposed  of  to 
consumers.  For  the  purpose  of  this 
paragraph,  "consumer"  means  any  per- 
son to  whom  fluid  milk  products  are  dis- 
posed of,  except  a  dealer.  The  term  in- 
cludes, but  Is  not  limited  to,  stores  res- 
taurants, hotels,  bakeries,  hospitals  and 
other  Institutions,  candy  manufacturers, 
soup  manufacturers,  livestock  farmers, 
and  similar  persons  who  are  not  neces- 
sarily the  ultimate  users.  It  also  in- 
cludes any  dealer  In  his  capacity  as  the 
operator  of  any  of  these  establishments, 
and  in  connection  with  any  other  use  or 
disposition  of  fluid  milk  products   not 

(Continued  on  p.  2251) 
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directly  related  to  his  operations  as  a 
dealer.  Fluid  mlllc  products  disposed  of 
by  a  handler  or  dealer  to  consvuners 
shall  be  classified  as  follows: 

(1)  Milk,  flavored  milk,  cultured  or 
flavored  skim  milk,  and  buttermilk  shall 
be  classified  as  Class  I  miik  except  as 
provided  in  subparagraphs  '3)  and  (4) 
of  this  pmragraph. 

<2)  Cream  and  skim  milk  shall  be 
classified  as  Class  II  milk. 

(3)  Sour  milk  and  milk  otherwise  un- 
suitable for  human  con.sumption  as  milk, 
which  is  disposed  of  to  a  livestock  farmer 
and  used  by  him  for  animal  feed,  shall 
be  classified  as  Class  II  milk. 

<4>  Flavored  milk,  cultured  or  fla- 
vored skim  milk,  and  buttermilk,  which 
is  disposed  of  to  a  livestock  farmer  and 
used  by  him  for  animal  feed,  shall  be 
classified  as  Class  II  milk. 

<c)  Fluid  milk  products  manufax:tur€d 
into  other  milk  products.  Fluid  milk 
products  manufactured  by  a  handler  or 
dealer  into  other  milk  products  shall  be 
classified  as  Class  n  milk,  unless  the 
resulting  milk  product  is  subsequently 
reconverted  Into  fluid  milk  products  for 
which  Class  II  utilization  is  not  estab- 
lished. Specifically,  the  following  shall 
be  considered  to  be  milk  products: 


Evaporated  skim 
milk. 

Ice  cream.  Ice  cream 
mix.  and  similar 
frozen  desserts. 

Milk  powder. 

Nonfat  dry  milk  sol- 
ids (sklm  powder). 

Whey  and  whey 
products. 

Yarhout  (Bulgarian 
milk ) . 


Acidophilus  milk. 

Butter. 

Buttermilk  powder. 

Casein. 

Cheese  and  cheese 
paste. 

Condensed  milk. 

Condensed  butter- 
milk 

Condensed  skim 
milk. 

%gnog. 

Evafmrated  milk. 

<d>  MLscellajieous  uses.  Fluid  milk 
products  used  or  disposed  of  by  a  handler 
or  dealer  in  accordance  with  this  para- 
graph shall  be  classified  as  follows: 

'1)  Milk  dumped  or  diJ^carded  shall  be 
classified  as  Class  I  milk,  unless  estab- 
lished as  sour  milk  or  milk  otherwise 
unsuitable  for  human  con."-ampLion  as 
milk. 

<2>  Fluid  milk  products  dumped  or 
di-scarded.  except  milk  suitable  for  hu- 
man consumption  as  milk,  shall  be  classi- 
fied as  Class  II  milk. 

<3)  Fluid  milk  products  destroyed  or 
spilled  under  extraordinary  circum- 
stances shall  be  classified  as  Class  II 
milk. 

(4)  Plant  shrinkage  in  excess  of  2  per- 
cent of  the  volume  of  fluid  milk  products 
handled  shall  be  classified  as  Class  I 
milk. 

(e)  Inventories.  All  milk  products  on 
hand  at  any  plant  at  the  close  of  the 
month  may  be  classified  tentatively  as 
Class  n  milk.  Final  classiflcatlon  shall 
be  made  when  disposition  of  the  milk 
products  takes  place. 

§934.104  Plant  shrinkage— (&)  Ap- 
7)lication  of  this  section.  Tbe  provl- 
.^ions  of  this  section  shall  apjily  in  de- 
termining the  quantity  of  plant  shrink- 
age to  be  classifled  as  Class  II  milk 
pursuant  to  5  934.3  ta>  (2)  <ii). 

(b)  Requirement  to  establish  plant 
shrinkage.  ( 1 )  Plant  shrinkage  may  be 
considered  as  established  only  if  both  the 
volume  of  fluid  milk  products  handled 


during  the  month  and  the  total  of 
specific  uses  of  fluid  milk  products  during 
the  month  are  established. 

(2)  If  plant  shrinkage  is  not  estab- 
lished, the  total  quantity -of  fluid  milk 
products  not  specifically  accounted  for 
shall  be  clsussifled  as  Cltiss  I  milk. 

(c)  Computation  of  volume  handled 
and  of  total  of  specific  uses.  (1)  The 
volume  of  fluid  milk  products  handled  by 
a  handler  during  the  month  shall  con- 
sist of  the  total  receipts  of  fluid  milk 
products  at  the  handler's  regulated 
plants,  plus  the  opening  inventory,  and 
minus  the  closing  Inventory,  at  such 
plants. 

(2)  Each  handler's  total  of  specific 
uses  of  fluid  milk  products  during  the 
month  shall  consist  of  the  total  quan- 
tity of  fiuld  milk  products  the  specific 
disposition  of  which  is  established  at  the 
handler's  regulated  plants,  minus  the 
quantity  of  .syrup  or  other  flavoring  ma- 
terial dispo.sed  of  In  flavored  milk  or 
flavored  skim  milk. 

<d)  Determination  and  classification 
of  plant  shrinkage.  <1)  Plant  shrink- 
age shall  be  determined  by  deducting  the 
total  of  specific  uses  from  the  volume 
handled.  The  remainder.  If  It  can 
rea.sonably  be  considered  to  represent  the 
loss  or  shrinkage  in  fiuid  milk  products 
normally  incurred  by  the  handler  in  the 
receiving,  processing,  packaging,  and  dis- 
tribution of  the  milk  and  milk  products 
handled  by  him,  shall  be  considered  his 
plant  shrinkage. 

«2)  The  cla.ssification  of  plant  shrink- 
age shall  be  determined  by  computing  2 
F)ercent  of  the  volume  handled,  and  com- 
paring the  result  with  the  plant  shrink- 
age. Plant  shrinkage  not  in  excess  of 
such  result  shall  be  classifled  as  Class  n 
milk.  Plant  shrinkage  in  excess  of  such 
result  shall  be  classified  as  Cla.ss  I  milk. 

§  934.105  Due  dates  of  reports  of 
handlers  who  receive  no  milk  from  pro- 
ducers—  "^a)  Application  of  this  section. 
Pursuant  to  §  934.5  <b> ,  the  provisions  of 
this  section  shall  aF>ply  with  respect  to 
the  reports  of  handlers  who  receive  no 
milk  from  producers. 

(b>  Reports  of  buyer -handlers  and 
producer-handlers.  (1)  Except  as  pro- 
vided in  .subparagraph  <2)  of  this  para- 
graph, buyer-handlers  (handlers  whose 
entire  supply  of  fluid  milk  products  is 
received  from  other  handlers)  and  pro- 
ducer-handlers shall  file  a  report  for 
each  calendar  quarter  of  the  year.  The 
report  for  each  quarterly  period  shall  be 
filed  within  eight  days  after  the  end  of 
the  period. 

'2»  Within  eight  days  after  the  end 
of  any  month  in  which  a  buyer-handler 
or  producer-handler  receives  Class  II 
milk  other  than  cream  from  an  unregu- 
lated plant  not  subject  to  the  Boston  or 
New  York  orders,  he  shall  file  a  separate 
report  for  that  month  and  for  any  prior 
months  of  the  same  quarterly  period. 
He  shall  also  file  a  separate  report  for 
each  subsequent  month  of  the  quarterly 
period,  within  eight  days  after  the  end  of 
such  month. 

1934.106  Detail  and  form  of  handlers' 
reports — (a)  Application  of  this  section. 
Pursuant  to  S  934.6  (a)  and  (b) ,  the  fol- 
lowing provisions  shall  apply  with  re- 
spect to  the  detail  and  form  of  handlers' 


reports  of  receipts  and  utilization  of  fluid 
milk  products. 

(b)  Requirements  applicable  to  all 
handlers.  Each  handler's  report  shall 
contain  the  following  information : 

(1)  The  receipts  of  milk  at  each  plant 
from  producers  and  from  other  dairy 
farmers,  including  receipts  from  his  own 
production. 

(2)  The  receipts  of  fluid  milk  products 
from  other  handlers  and  dealers,  and 
from  ^ny  of  the  handler's  unregulated 
plants. 

(3)  The  quantities  of  Class  I  milk  dis- 
posed of  in  and  outside  the  marketing 
area,  showing  the  respective  quantity 
disposed  of  in  each  outside  market  and 
to  each  plant  of  a  handler  or  dealer. 

(4)  The  quantity  of  Class  II  milk  dis- 
posed of  to  each  plant  of  a  handler  or 
dealer. 

(c>  Additional  requirements  applica- 
ble to  handlers  who  receive  milk  from 
producers.  The  report  of  each  handler 
who  receives  milk  from  producers  shall 
contain  the  following  additional  infor- 
mation: 

<!)  Separate  totals  of  receipts  from 
producers  whose  farms  are  located  in 
Massachasetts  and  producers  whose 
farms  are  located  outside  Massachusetts. 

<2»  Separate  totals  of  receipts  at  each 
plant  from  producers  who  are  members 
of  each  association  of  producers  and 
from  nonmembers;  and  the  number  of 
producers  in  each  group. 

5  924.107  Averaging  of  producers' 
butterfat  tests.  In  making  payment  for 
milk  to  each  producer,  pursuant  to 
§  934  8.  each  handler  may  determine  the 
average  butterfat  content  of  the  milk  by 
using  the  simple  average  of  the  butterfat 
tests  of  semimonthly  composite  samples 
of  the  milk,  imless  the  difference  between 
the  semimonthly  tests  is  more  than  two 
points  ( 0.2  T'f ) .  or  the  quantity  of  milk  de- 
livered by  the  producer  in  either  semi- 
monthly period  is  as  much  as  three  times 
as  large  as  his  deliveries  in  the  other 
semimonthly  period. 

§  934. 1C8  Deductions  from  payment. s 
to  producers — la)  Authorization  for  de- 
ductions. In  making  payments  to  pro- 
ducers as  required  by  §  934.8.  the  burden 
shall  rest  upon  the  handler  making  de- 
ductions from  such  payments  to  prove 
that  each  deduction  is  properly  au- 
thorized, and  properly  chargeable  to  the 
producer. 

(b)  Deductions  for  cooperative  asso- 
ciations. The  following  provisions  shall 
apply  with  respect  to  the  deductions 
which  are  provided  for  in  §  934  9  'b) : 

<1)  Each  handler  shall  be  obligated  to 
make  deductions  for  an  a.s.sociation  of 
producers  if  the  association  files  a  claim 
with  the  handler  for  amounts  to  be  de- 
ducted from  the  handler'.s  payments  to 
Its  members.  The  claim  shall  contain  a 
list  of  the  producers,  an  agreement  to  in- 
demnify the  handler  in  the  making  of  the 
deductions,  and  a  certification  that  the 
association  has  an  im terminated  mem- 
bership contract  with  each  producer,  au- 
thorizing the  claimed  deduction. 

•  2)  Upon  receipt  of  notice  from  the 
market  administrator  that  there  Is  an 
error  In  the  claim  filed  by  an  associa- 
tion of  producers  pursuant  to  subpara- 
graph (1)  of  this  paragraph,  the  handler 
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shall  be  relieved  of  the  obligation  to  make 
that  part  of  the  deductions  which  was 
claimed  in  error,  as  determined  by  the 
market  administrator. 

5  934.109  Weights  of  fiuid  milk 
products — (a)  Application  of  this  sec- 
tion. The  provisions  of  this  section  shall 
apply  in  determining  the  respective 
quantities  of  fluid  milk  products  received 
or  used  by  each  handler  or  dealer. 

(b)  Basis  for  determination  of  quan- 
tity. The  determination  of  the  quantity 
of  fluid  milk  products  received  or  used 
by  each  handler  or  dealer  .shall  be  on  the 
basis  of  the  weight,  in  pounds,  of  the  fluid 
milk  products. 

(c)  Standard  weights.  In  the  absence 
of  specific  weights,  the  weight  of  fluid 
milk  products  received  or  disposed  of  in 
a  quart  or  40-quart  container  shall  be 
determined  according  to  tha  following 
table.  The  weight  of  such  products  In 
any  other  container  shall  be  determined 
by  multiplying  the  equivalent  number  of 
quarts  by  the  respective  standard  weight 
per  quart  container,  except  that,  in  the 
absence  of  specific  weights,  the  weight 
of  such  products  in  a  20-quart  container 
shall  be  considered  to  be  one-half  of  the 
applicable  standard  weight  per  40-quart 
can. 
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Issued  at  Boston,  Massachusetts,  this 
28th  day  of  April  1949,  to  be  effective  on 
and  after  May  1,  1949. 

[SEAL] 


(P.    R.    Doc. 


Richard  D.  Apun. 
Market  Administrator. 

4&-3608:    Filed,    May    6,    1949: 
8:57  a.m.] 


RULES  AND  REGULATIONS 

Part  944 — Milk  in  Quad  Cities 
Marketing  Area 

ORDER   amending  ORDER.  AS  AMENDED, 
REGULATING  HANDLING  OF  MILK 

5  944.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  and 
In  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  of  each  of 
the  previously  issued  amendments 
thereto:  and  all  of  the  said  previous  find- 
ings and  determinations  are  hereby 
ratified  and  afflrmed  except  In.sofar  as 
such  findings  and  determinations  may 
be  in  conflict  with  the  findings  and  de- 
terminations set  forth  herein. 

(a»  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933 >.  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR,  Supps.  900.1  et 
seq.),  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentative -marketing  agreement  and  to 
the  order,  as  amended,  regulating  the 
handling  of  milk  In  the  Quad  Cities 
marketing  area.  Upon  the  basis  of  the 
evidence  introduced  at  such  hearing  and 
the  record  thereof  it  is  hereby  found 
that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  In 
the  respective  classes  of  Industrial  and 
commercial  activity  specified  in  a 
marketing  agreement  upon  which  a 
hearing  has  been  held;  and 

(3)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  marketing  area, 
a  purchasing  pwwer  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  In  view  of 
the  price  of  feeds,  available  supplies  of 
feeds  and  other  economic  conditions 
which  affect  market  supply  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  in  the  order,  as  amended 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  In  the  pub- 
lic interest. 

(b)  Additional  findings.  It  Is  neces- 
sary. In  the  public  interest,  to  make  this 
amendment  effective  not  later  than  May 
4,  1949.  Any  delay  beyond  May  4, 
1949  in  the  effective  date  of  this  amend- 
ment will  seriously  threaten  the  orderly 
marketing  of  milk  in  the  Quad  Cities 
marketing  area  for  the  month  of  May 
and  succeeding  months.  The  nature 
and  provisions  of  the  amendment  are 
well  known  to  the  handlers  in  the  market 
since  the  hearing  was  held  on  January 
7,  1949,  the  recommended  decision  was 


filed  on  March  10. 1949,  and  the  final  de- 
cision was  executed  by  the  Secretary  on 
April  27,  1949,  which  final  decision  sets 
forth  the  need  for  the  amendment. 
Compliance  with  the  amendatory  order 
will  not  require  any  preparation  on  the 
part  of  handlers  which  cannot  be  com- 
pleted by  May  4,  1949.  It  is  hereby 
found  and  determined,  in  view  of  these 
facts  and  circumstances,  that  good 
cau.se  exists  for  making  this  amendment 
effective  May  4.  1949;  and  that  it  would 
be  contrary  to  the  public  Interest  to  de- 
lay the  effective  date  of  this  amendment 
to  a  date  later  than  May  4.  1949. 

(c)  Determinations.  It  Is  hereby  de- 
termined that  handlers  (excluding  co- 
operative a.«sociations  of  producers  who 
are  not  engaged  In  processing,  distrib- 
uting, or  shipping  the  milk  covered  by 
this  order,  as  amended  and  as  hereby 
further  amended)  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by 
this  order,  as  amended  and  as  hereby 
further  amended,  which  Is  marketed 
within  the  Quad  Cities  marketing  area 
refused  or  failed  to  sign  the  proposed 
marketing  agreement  regulating  the 
handling  of  milk  in  the  said  marketing 
area;  and  It  is  hereby  further  deter- 
mined that: 

(1)  The  refu.sal  or  failure  of  such  han- 
dlers to  sign  said  proposed  marketing 
agreement  tends  to  prevent  the  effectua- 
tion of  the  declared  policy  of  the  act; 

(2)  The  Is.suance  of  this  order,  further 
amending  the  order,  as  amended.  Is  the 
only  practical  means  pursuant  to  the 
act.  of  advancing  the  Interests  of  pro- 
ducers of  milk  which  Is  produced  for 
sale  In  the  said  marketing  area;  and 

( 3 )  The  i.ssuance  of  this  order,  further 
amending  the  order  as  amended.  Is  ap- 
proved or  favored  by  at  least  two-thirds 
of  the  producers  who,  during  the  deter- 
mined representative  period  (December 
1948) .  were  engaged  in  the  production  of 
milk  for  sale  In  the  said  marketing  area. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Quad  Cities  marketing  area 
shall  be  In  conformity  to  and  In  compli- 
ance with  the  terms  and  conditions  of 
the  aforesaid  order,  as  amended  and  as 
hereby  further  amended,  and  the  afore- 
said order,  as  amended,  is  hereby  further 
amended  as  follows: 

Delete  5  944  5  (a)  (4)  and  substitute 
therefor  the  following: 

(4)  Class  IV  milk.  The  higher  of  the 
prices  resulting  from  the  following 
computations: 

(I)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese 
Exchange  at  Plymouth.  Wisconsin,  as 
reported  by  the  Department  of  Agricul- 
ture during  the  delivery  period  and  mul- 
tiply such  result  by  3.5.  If  there  are  no 
sales  on  the  Exchange  during  any  week, 
the  last  previously  quoted  price  shall  be 
used  as  yie  price  for  that  week  In  mak- 
ing these  quotatlon.s. 

(II)  Multiply  by  3.5  the  average  dally 
wholesale  price  per  pound  of  92-score 
butter  In  the  Chicago  market  as  reported 
by  the  Department  of  Agriculture  dur- 
ing the  delivery  period  and  add  20  per- 
cent thereot. 


Friday,  May  6,  1949 

(Sec.  5,  49  Stat.  753.  as  amended;  7 
U.  S.  C.  and  Sup.  608c;  sec.  102  Reorg. 
Plan  1  of  1947.  12  PR  4534;  3  CFR.  1947 
Supp.) 

Issued  at  Washington,  D.  C.  this  3d 
day  of  May.  1949  to  be  effective  on  and 
after  the  4th  day  of  May,  1949. 

(SEAL]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3610;    Piled,    May    6,    1949; 
8:57  a.  m.l 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Admin- 
istration, Housing  and  Home  Fi- 
nance Agency 

Subchapter  C — Mutual  Mortgage  Insurance 

Part  221 — Mutual  Mortgage  Insurance; 
Eligibility  Requirements  of  Mortgage 
Covering  One  to  Four  Family  Dwell- 
ings 

eligible   mortgages   in    ALASKA 

Part  221,  as  amended.  Is  further 
amended  by  adding  a  new  S  221.26a  to 
read  as  follows: 

§  221.26a  Eligible  mortgages  in  Alaska. 
(a)  The  Commissioner  may.  If  he  finds 
that  becau.se  of  higher  costs  prevailing 
In  the  territory  of  Alaska,  It  Is  not  fea- 
sible to  construct  dwellings  on  property 
located  In  Alaska  without  sacrifice  of 
.sound  standards  of  construction,  design 
and  livabillty.  within  the  limitations  as 
to  maximum  mortgage  amounts  provided 
In  8  221.15,  prescribe  by  regulation  or 
otherwise,  with  respect  to  dollar  amount, 
a  higher  maximum  for  the  principal  ob- 
ligation of  mortgages  covering  property 
located  In  Alaska,  in  such  amounts  as 
he  shall  find  necessary  to  compensate  for 
such  higher  costs  but  not  to  exceed.  In 
any  event,  the  maximum  otherwl.se  ap- 
plicable by  more  than  one-third  (V3) 
thereof. 

(b)  Upon  application  by  a  mortgagee, 
where  the  Alaska  Housing  Authority  Is 
the  mortgagor  or  mortgagee,  any  mort- 
gage otherwise  eligible  for  Insurance  un- 
der any  of  the  provisions  of  this  part, 
may  be  insured  without  regard  to  any 
requirement  contained  In  this  part  that 
the  mortgagor  (1)  be  the  owner  and  oc- 
cupant of  the  property;  (2t  has  paid  on 
account  of  the  property  a  prescribed  per- 
centage of  the  appraised  value  of  the 
property  In  cash  or  Its  equivalent;  or  (3) 
that  the  mortgaged  property  be  free  and 
clear  of  all  Hens  other  than  the  mortgage 
offered  for  Insurance  and  that  there  will 
not  be  any  other  unpaid  obligations  con- 
tracted In  connection  with  the  mortgage 
transaction  or  the  purchase  of  the  mort- 
gaged property. 

(c)  The  provisions  of  8  221.26  shall  not 
be  applicable  to  mortgages  covering 
property  located  in  Alaska,  provided  that 
mortgages  covering  property  located  In 
Alaska  shall  not  be  accepted  for  Insur- 
ance unless  the  Commissioner  finds  that 
the  property  or  project  is  an  acceptable 
risk  giving  consideration  to  the  acute 
housing  shortage  In  Alaska.  (Sec.  211, 
as  added  by  sec.  3,  52  Stat.  23;  12  U.  S.  C. 
1715b) 


FEDERAL  REGISTER 

Issued  at  Washington,  D.  C,  this  8d 
day  of  May  1949. 

Franklin  D.  Richards, 
Federal  Housing  Commissioner. 

R.    Doc.    49-3620;    Filed,    May    6,    1949; 
8:68  a.  m.j     • 


IF. 


Subchapter  D — Multlfamily  Rental   Housing 
ln«u  ranee 

Part  232 — Multifamily  Insurance;  Eli- 
GiBiLmr  Requirements  of  Mortgage 
Covering  Multifamily  Housing 

eligible  mortgages  in  ALASKA 

Part  232,  as  amended,  Is  further 
amended  by  adding  a  new  i  232.15a  to 
read  as  follows: 

§  232.15a  Eligible  mortgages  in  Alaska. 
The  Commissioner  may,  if  he  finds  that 
because  of  higher  costs  prevailing  In  the 
territory  of  Alaska.  It  is  not  feasible  to 
construct  dwellings  on  property  located 
In  Alaska  without  sacrifice  of  sound 
standards  of  construction,  design  and 
livabillty.  within  the  limitations  as  to 
maximum  mortgage  amounts  provided  in 
paragraphs  (a),  (b),  (c),  (d),  (e)  or  (f) 
of  §  232.4,  prescribe  by  regulation  or 
otherwise,  with  respect  to  dollar  amount, 
a  higher  maximum  for  the  principal  obli- 
gation of  mortgages  otherwise  meeting 
the  requirements  of  said  paragraphs 
(a),  (b),  (c),  (d).  (e)  or  (f)  of  §  232  4  as 
the  case  may  be,  and  covering  property 
located  in  Alaska,  In  such  amounts  as  he 
shall  find  necessary  to  compensate  for 
such  higher  costs  but  not  to  exceed,  in 
any  event,  the  maximum  otherwise  ap- 
plicable by  more  than  one-third  (V3) 
thereof.  The  Commissioner  may.  In  his 
discretion,  waive  the  requirements  con- 
tained in  §  232.9,  paragraph  (b)  of 
§232  18,  and  paragraph  (b)  of  §232.22, 
In  the  case  of  any  project  covering 
property  located  in  Alaska  with  re- 
spect to  an  application  filed  by  a  mort- 
gagee, where  the  Alaska  Housing  Author- 
ity Is  the  mortgagor  or  the  mortgagee. 
The  requirements  of  §  232.11  shall  not  be 
applicable  to  mortgages  covering  prop- 
erty located  in  Alaska,  provided  that  no 
mortgage  covering  property  located  In 
Alaska  shall  be  accepted  for  Insurance 
unless  the  Commissioner  finds  that  the 
property  or  project  Is  an  acceptable  risk 
giving  consideration  to  the  acute  housing 
shortage  in  Alaska.  (Sec.  211,  as  added 
by  sec.  3,  52  Stat.  23;  12  U.  S.  C.  1715b) 

Issued  at  Washington,  D.  C,  this  3d 
day  of  May  1949. 

Franklin  D.  Richards, 
Federal  Housing  Commissioner. 

IF.    R.    Doc.    49-3619;    Filed.    May    5,    1949; 
8:58  a.  m.] 


Subchapter  I — War  Rental  Housing   Insurance 

Part  280 — Multifamily  War  Housing 
Insurance;  Eugibility  Requirements 
OF  Mortgage  Covering  Multifamily 
Rental  Housing 

ELIGIBLE  mortgages  AND  MORTGAGORS 
IN  ALASKA 

Part  280,  as  amended.  Is  further 
amended  by  adding  a  new  5  280.22a  and 
a  new  §  280.26a  to  read  as  follows: 
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§  280.22a  Eligible  mortgages  in  Alaska. 
The  Commissioner  may,  if  he  finds  that, 
because  of  higher  costs  prevailing  in  the 
territory  of  Alaska,  It  Is  not  feasible  to 
construct  dwellings  on  property  located 
in  Alaska  without  sacrifice  of  sound 
standards  of  construction,  design,  or 
livablhty,  within  the  limitations  as  to 
maximum  mortgage  amounts  provided  In 
S  280.11,  prescribed  by  regulation  or 
otherwise  with  respect  to  dollar  amount, 
a  higher  maximum  for  the  principal  obli- 
gation of  mortgages  covering  property 
located  In  Alaska,  In  such  amounts  as 
he  shall  find  nece.ssary  to  compensate 
for  such  higher  costs  but  not  to  exceed. 
In  any  event,  the  maximum  otherwise 
applicable  by  more  than  one-third  (Va) 
thereof. 

§  280.26a  Eligible  mortgagors  in 
Alaska.  The  Commissioner  may,  in  his 
discretion,  waive  the  requirements  set 
forth  In  §  280.23  in  the  case  of  any  proj- 
ect covering  property  located  in  Alaska 
with  respect  to  an  application  filed  by 
a  mortgagee,  where  the  Alaska  Housing 
Authority  is  the  mortgagor  or  mort- 
gagee: Provided.  That  the  mortgagor  In 
any  such  case,  must  have  Initial  funds 
which  may  be  considered  in  lieu  of  the 
equity  required  of  other  mortgagors,  and 
such  funds  (which  may  be  In  the  form 
of  Government  loans,  grants,  or  sub- 
sidies or  in  other  form)  if  sufficient  in 
amount,  will  be  considered  satisfactory 
provided  they  do  not  create  a  lien  against 
the  property  prior  to  that  of  the  In- 
sured mortgage.  Liens  inferior  to  the 
lien  of  the  Insured  mortgage  may  be  al- 
lowed against  properties  of  such  mort- 
gagors. 

(Sec.  207,  as  added  by  sec.  1,  55  Stat. 
61;  12  U.  S.  C.  and  Sup.  1742) 

Issued  at  Washington,  D.  C,  this  2d 
day  of  May  1949. 


Franklin  D.  Richards, 
Federal  Housing  Commissioner. 


[F.  R. 


Doc.    49-3584:    Piled. 
8:54  a.  m.j 


May    6,    1949; 


Chapter  III — Public  Housing  Adminis- 
tration, Housing  and  Home  Finance 
Agency 

Part  320 — Low-Rent  Housing  and  Slum 
Clearance  Program;  Policy 

removal  of  ineligible  tenants  from  low- 
rent  housing  projects 

Section  320.5  Removal  of  ineligible 
tenants  from  low-rent  housing  projects 
Is  amended  as  follows: 

(a)  Statement  of  policy.  (D  All  ten- 
ants who  as  of  April  30,  1949  are  ineligi- 
ble for  continued  occupancy  in  low  rent 
projects  for  any  reason,  and  those  ten- 
ants whose  Ineligibility  is  discovered  be- 
tween May  1.  1949  and  November  30, 
1949  will  receive  vacate  notices  not  later 
than  the  end  of  December  1949.  Such 
vacate  notices  will  require  the  ineligible 
tenants  to  move  within  not  more  than  6 
months  after  the  date  of  the  notice  to 
vacate.  After  December  1,  1949  notices 
to  vacate  shall  be  given  all  ineligible 
tenants  Immediately  after  their  ineli- 
gibility Is  discovered. 
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(2>  This  policy  shall  apply  to  all 
USHA  projects.  Including  P.  L.  412  (75th 
Congress)  projects  both  locally  and  fed- 
erally owned.  P.  L.  671  (76th  Congress) 
projects,  both  locally  and  federally 
owned,  and  all  P.  L.  67  {73d  Congress) 
projects. 

(b)  Procedure  for  removal.  (1)  All 
tenants  known  to  be  ineligible  as  of 
April  30.  1949.  shall  immediately  there- 
after be  served  with  a  written  'Notice  of 
Ineligibility."  if  they  have  not  already 
been  so  notified.  All  tenants  subse- 
quently discovered  to  be  ineligible  shall 
be  given  notices  of  their  ineligibility: 
any  tenants  who  again  become  eligible 
after  having  been  notified  of  ineligibility 
shall  be  given  notice  of  their  new 
eligibility. 

(2)  During  1949  the  local  housing  au- 
thority shall  give  notices  to  vacate  in 
accordance  with  a  schedule  established 
by  PHA  or  at  a  more  rapid  rate. 

Ineligible  families  to  be  served  with 
notices  to  vacate  will  be  chosen  in  a 
uniform  and  objective  manner  from  in- 
eligible tenants  in  all  developments 
under  the  jurisdiction  of  a  local  housing 
authority.  Ineligible  families  may  be 
given  notices  to  vacate  In  the  order  of 
the  amount  by  which  their  income  ex- 
ceeds the  applicable  income  limit  for 
continued  occupancy;  family  size  may  be 
rated  as  a  separate  factor  in  determin- 
ing the  order  in  which  notices  to  vacate 
ar«  given,  if  accommodations  of  a  certain 
size  are  more  readily  obtainable  in  the 
locality. 

If  a  tenant  who  is  under  notice  to 
vacate  is  discovered  at  a  later  date  to 
have  become  eligible,  the  notice  to  vacate 
shall  be  canceled. 

Any  tenants  who  do  not  voluntarily 
move  by  the  date  specified  in  the  notice 
to  vacate  shall  be  evicted  as  promptly  as 
possible.     (42  U.  S.  C.  1401  et  seq.) 

(Sec.  8,  50  Stat.  891;  42  U.  S.  C.  and  Sup. 
1408  > 

Approved:  April  29.  1949. 

[sEALl  John  Taylor  Egan. 

Commissioner. 

[F.    R.    Doc.    49-3590;    Filed.    May    5,    1949: 
8:55  a.  m.| 


TITLE  31— MONEY  AND 
FINANCE:  TREASURY 

Subtitle  A — Office  of  the  Secretary  of 
the  Treasury 

Part  3 — Claims  Regulations 

subpart  b — federal  tort  claims  act 

1.  Section  3.24  is  amended  to  read  as 
follows: 

§  3.24  Statute  of  limitations.  Claims 
under  this  subpart  must  be  presented  In 
writing  to  the  Department  within  two 
years  after  the  claim  accrued,  or  by 
April  25.  1950.  whichever  is  later.  (Pub. 
Law  55,  81st  Cong.) 

I  SEALl  E.  H.  Foley,  Jr., 

Acting  Secretary  of  the  Treasury. 

[F.    R.    Doc.    49-3588:    Filed,    May    8,    1949; 
8:54  a.m.] 


RULES  AND  REGUUTIONS 

TITLE  38--PENSIONS,  BONUSES, 
AND  VETERANS'  RELIEF 

Chapter  I — Veterans'  Administration 

Part    14 — Legal    Services,    SouaTOR's 
Office 

miscellaneous  amendments 

1.  The  centerhead  immediately  pre- 
ceeding  §  14.0  is  changed  to  read  as 
follows:  "Organization  and  Functions  of 
the  Office  of  the  Chief  Attorney.  Regional 
OflBces  or  Centers". 

2.  Section  14.0  is  amended  to  read  as 
follows:  ^ 

§  14  0  Activities.  The  legal  activities 
in  addition  to  the  solicitor's  ofS?e.  cen- 
tral office,  will  consist  of  the  office  of 
chief  attorney  in  each  regional  cfflce  or 
center.  (Sec.  5.  43  Stat.  608:  sees.  1.  2, 
46  Stat.  991.  1016;  sec.  7.  48  Stat.  9;  sec. 
1,  49  Stat.  607;  38  U.  S.  C.  2.  11.  Ua,  426. 
707.  Sup.  450) 

3.  Section  14.1  is  hereby  canceled. 

§  14  1.  Functions  of  chief  attorney, 
bianch  office.     [  Canceled.  1 

4.  In  §  14.21  paragraph  (a)  is  amended 
to  read  as  follows: 

§  14.21  Duties  of  chief  attorney, 
regional  office  or  center.     •     •     • 

(a)   Guardianship    services.      (D    As 
specified  is  regulations  in  this  part,  de- 
termine and  certify  legality  of  appoint- 
ment of  guardians  or  other  fiduciaries. 
In   all   cases  within  the  jurisdictional 
limitations  of  §S  14.200  t6  14.217,  to  In- 
vestigate and  determine  whether,  under 
the  law  of  the  state,  the  person  having 
custody  of  the  claimant  is  legally  vested 
with  the  care  of  the  claimant  or  his 
estate  within  the  meaning  of  section  21 
of  the  World  War  Veterans"  Act.  1924. 
a.>  amended,  and  prepare  the  certification 
required  by  such  sections.     Maintain  a 
complete    cross-reference    index   of    all 
Veterans'  Administration  Issues  and  all 
issued    legal    precedents    affecting    the 
operation  of  the  Veterans'  Administra- 
tion.     Responsible    for    all    legal    and 
guardianship  activities  and  such  other 
activities  as  are  comprehended  herein. 
Cooperate  with  all  services  to  the  end 
that  minor  and  mentally  Incompetent 
claimants  receive  all  benefits  to  which 
they  may  be  entitled   under  the  laws 
administered  by  the  Veterans'  Adminis- 
tration; and  that  the  interests  of  minor 
and  mentally  Incompetent  beneficiaries, 
receiving    benefits    through    fiduciaries 
properly  appointed  of  constituted,  will 
be  safeguarded.    Supervise  the  activities 
of  such  fiduciaries  in  the  administration 
of  their  trust,  see  that  bonds  are  fur^ 
nished  in  appropriate  amounts  and  with 
satisfactory    sureties,    secure    certified 
copies  of  accounts  rendered  to  the  court, 
check  all  such  accounts,  and  bring  to 
the  attention  of  the  appointing  court  all 
cases  wherein  such  fiduciary  is  found 
to  be  delinquent  In  any  such  matters  or 
otherwise  unsuitable.   Furnish  legal  serv- 
ices   to    fiduciaries    when    authorized. 
Secure  accountings  to  the  Veterans'  Ad- 
ministration where  accounts  are  waived 
by  the  court  or  not  required  annually 
under  the  State  law,  and  at  such  other 
times    as    may    be    deemed    necessary. 


Secure  accounts  from  all  castodians. 
check  same  as  to  accuracy  and  with  re- 
gard to  appropriate  expenditures  of 
wards'  funds,  and  take  action  as  may  be 
required  to  adjust  any  improper  admin- 
istration of  estates  by  custodians  or  to 
remove  the  custodian  and  effect  appoint- 
ment of  a  court  fiduciary. 

(2)   Survey   the   social   and   economic 
conditions  of  all  minor  or  incompetent 
beneficiaries  of  the  Veterans'  Adminis- 
tration   within    his    regional    territory. 
Cooperate  with  the  courts  in  the  com- 
mitment   of    incompetent    beneficiaries 
and  appointment  of  guardians  for  minor 
or  incompetent   beneficiaries,  or  when 
authorized,    to   secure    appointment    of 
such  guardians.      Cooperate  with  chief 
attorneys   of   other   ofHces   In   all   cases 
wherein  mutual  aid  and  collaboration  are 
essential.     This  refers  to  cases  wherein 
the  beneficiary  is  in  one  regional  terri- 
tory and  the  guardian,  or  appointing 
court,  in  another.    Repre.sent  the  Ad- 
ministrator in  any  action  taken  under 
section  21  <2 > .  World  War  Veterans'  Act, 
1924.  as  amended  <  38  U.  S.  C.  450 ' .  where 
satisfactory  adjustment  cannot  be  other- 
wise obtained;   notify  the   appropriate 
service  or  division  of  central  office  or  dis- 
trict office  or  division  or  unit  of  regional 
office  to  stop  payment  of  any  and  all 
running  awards  therein,  giving  full  rea- 
sons for  such  action.      Cooperate  with 
the  chief  medical  officer  to  Insure  that 
no  action  will  be  taken  that  will  be  detri- 
mental to  a  beneficiary,  and  that  such 
beneficiary  is  not  deprived  of  any  rights 
other  than  by  due  process  of  law.    If  any 
beneficiary   has  been   wrongfully  com- 
mitted, or  has  a  guardian  who  was  il- 
legally appointed,  or  if  a  beneficiary  duly 
adjudged    incompetent    is    restored    to 
sanity,  to  take  such  action  as  may  be 
necessary   and   practical   to  have  such 
beneficiary  discharged  and  guardian  re- 
moved, and  may  give  advice  and  aid  to 
the  beneficiary  in  having  himself  ad- 
judged sane,  or  sanity  legally  restored. 
Cooperate  with  the  manager  of  hospital 
or  chief  medical  officer  with  regard  to 
commitment  of  patients  and  discharge  of 
committed    patients    and    to    cooperate 
with  such  Veterans'  Administration  of- 
ficers   and    State    authorities    in    cases 
where  such  beneficiaries  elope  from  hos- 
pitals.   Keep  a  record  of  all  action  taken 
in  each   guardianship  case  handled,  a 
record  of  accounts,  and  such  other  rec- 
ords as  will  enable  him  to  supply  the  data 
necessary  for  the  monthly,  quarterly,  and 
semiannual  reports.     His  files  and  rec- 
ords will  be  kept  in  such  order  that  they 
will  be  available  at  all  times  for  check- 
ing by  the  field  supervisor.     Cooperate 
with  all  Interested  welfare  agencies  and 
secure  their  Interest  and  cooperation  in 
carrying  out  the  Veterans'  Administra- 
tion's policy  respecting  minors  and  in- 
competents.   Present    to   the   State   or 
local  bar  association,  welfare  organiza- 
tions,  or   state   legislature,   suggestions 
relative  to  legislation  or  other  matters. 
•  •  •  •  • 

5.  Sections  14.50.  14.61.  14.62.  and 
14.200  are  amended  to  read  as  follows: 

§  14.50  Types  of  field  examinations. 
Field  examinations  will  be  of  the  follow- 
ing types :  Examinations  in  guardianship 
and  custodianship  cases;  examinations 
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of  ofTenses  against  the  Federal  laws;  ex- 
aminations of  accidents  alleged  to  be  due 
to  negligence  of  Veterans'  Administration 
employees  and  accidents  causing  damage 
to  Veterans'  Administration  property 
(this  refers  only  to  torts  wherein  a  liabil- 
ity arises  against  or  in  favor  of  the  Gov- 
ernment); examinations  into  claims 
cases.  Including  compensation,  adjusted 
compensation,  pensions,  vocational  re- 
habilitation and  education;  retirement 
pay;  Insurance  cases,  guaranty  or  insur- 
ance of  loans  and  othej  benefits  under 
the  Servicemen's  Readjustment  Act  of 
1944.  as  amended;  examinations  directed 
by  the  manager,  regional  office  or  center, 
or  dl.^-.trict  office,  en  general  administra- 
tive matters;  and  examinations  requested 
by  a  United  States  district  attorney  or 
other  representative  of  the  Department 
of  Ju-stice.  in  civil  and  criminal  cases. 
<Sec.  5.  43  Stat.  608;  sees.  1.  2.  46  Stat. 
991.  1016;  .sec.  7.  48  Stat.  9;  sec.  1.  49  Stat. 
607:  38  U.  S.  C.  2.  11.  11a,  426,  707.  Sup. 
450) 

§14.61  Use  of  penalty  envelopes.  Re- 
quests have  been  made  by  some  of  the 
guardian.ship  attorneys  of  the  American 
Legion  for  iienalty  envelopes  to  be  used 
In  their  correspondence  with  the  regional 
office  relative  to  the  appointment  and 
discharge  of  guardians  and  to  the  check- 
ing of  guardianship  accounts.  The 
statutes  governinc;  the  use  of  penalty  en- 
velopes, embodied  in  section  615.  Postal 
Laws  and  Regulations,  restrict  the  use  of 
such  envelopes  to  departments  and  offi- 
cers of  the  Government  of  the  United 
States  for  the  purpose  of  transmitting 
In  the  malls,  free  of  postage,  matters  "re- 
lating exclusively  to  the  business  of  the 
Government  of  the  United  States."  per- 
.sons  other  than  such  officers  being  pro- 
hibited from  using  them  except  when 
properly  furnished  by  an  officer  of  the 
Government  with  a  request  for  official 
information  as  provided  in  section  3  of 
the  act  of  July  5.  1884  (23  Stat.  158', 
Title  rv,  section  615,  paragraph  5.  Postal 
Laws  and  Regulations,  which  reads  as 
follows: 

Any  department  or  officer  authorized 
to  use  the  penalty  envelopes  may  enclose 
them  with  return  address  to  any  person 
or  persons  from  or  through  whom  offi- 
cial Information  is  desired,  the  same  to 
be  used  only  to  cover  such  official  In- 
formation and  endorsement  relating 
thereto. 

Chief  attorneys  will  therefore  be 
governed  accordingly  In  forwarding  pen- 
alty envelopes  to  attorneys  rendering 
gratuitous  legal  services  to  Veterans' 
Administration  beneficiaries.  (Sec.  5, 
43  Stat.  608;  sees.  1,  2,  46  Stat.  991.  1016: 
sees.  7.  48  Stat.  9;  sec.  1.  49  Stat.  607;  38 
U.  S.  C.  2.  11.  11a.  426.  707.  Sup.  450) 

S  14.62  State  legislation.  The  ques- 
tion of  State  legislation  pertaining  to 
Veterans'  Administration  beneficiaries 
Is  a  complex  matter.  Chief  attorneys 
will  cooperate  with  the  affiliated  organ- 
izations and  with  local  and  State  bar 
associations  to  the  end  that  deficiencies 
of  the  State  laws  relative  to  guardian- 
ship and  other  matters  may  be  removed. 
In  order  to  Insure  carefully  planned  and 
coordinated  legislation  relative  to  such 
matters,  all  proposed  legislation  coming 
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to  the  attention  of  the  chief  attorney 
will  be  submitted  to  the  solicitor  for 
review.  Deficiencies  In  State  laws  will 
be  brought  to  the  attention  of  solicitor 
with  a  request  for  advice  or 'suggestions 
as  to  needed  remedial  legislation,  and 
no  action  to  commit  the  Veterans'  Ad- 
ministration regarding  any  proposed 
legislation  will  be  taken  without  the  ap- 
proval of  the  solicitor.  Chief  attorneys 
will  express  their  views  on  the  proposed 
State  legislation  in  transmitting  same  to 
the  solicitor.  All  such  legislation  en- 
acted should  be  reported  to  the  solicitor 
In  order  that  information  regarding 
same  may  bje  supplied  chief  attorneys, 
regional  officies,  in  other  States.  (Sec.  5, 
43  Stat.  608;  sees.  1,  2,  46  Stat.  9S1,  1016; 
sec.  7,  48  Stat.  9;  sec.  1.  49  Stat.  607;  38 
U.  S.  C.  2,  11.  11a,  426,  707,  Sup.  450) 

§  14  200  Notification  to  chief  attorney. 
In  order  that  the  chief  attorney  may  su- 
pervise, in  cooperation  with  the  other 
services,  all  Veterans'  Administration  ac- 
tivities in  his  region  having  to  do  with 
the  welfare  of  minors  or  mental  incom- 
petents, when  any  benefit  is  payable  by 
the  Veterans'  Administration  to  a  person 
mentally  incompetent  or  to  a  minor  other 
than  a  veteran  who  has  been  discharged 
from  the  military  forces  of  the  United 
States  or  a  minor  widow,  the  director, 
veterans  claims  service;  director,  de- 
pendents and  beneficiaries  claims  serv- 
ice; director,  di.sabllity  insurance  claims 
service,  central  office;  director,  claims 
service,  and  director,  insurance  service, 
district  offices;  the  adjudication  officer, 
or  chief,  vocational  rehabilitation  and 
education  division,  field  stations,  will 
notify  the  chief  attorney  of  the  region 
wherein  the  mi«or  or  incompetent  re- 
sides of  the  necessity  for  the  appoint- 
ment of  a  fiduciary  or  the  determination 
of  a  legal  custodian,  as  the  ca.se  may  be. 
and  request  that  such  appointment  be 
made  as  speedily  as  possible.  (Sec.  5.  43 
Stat.  608;  sees.  1,  2,  46  Stat.  991.  1016; 
sec.  7.  48  Stat.  9;  sec.  1.  49  Stat.  607;  38 
U.  S.  C.  2.  11.  11a,  426,  707.  Sup.  450) 

6.  In  5  14.201.  the  Introductory  para- 
graph Is  amended  to  read  as  follows: 

§  14.201  Form  of  notification.  The 
director,  veterans'  claims  service;  direc- 
tor, dependents  and  beneficiaries  claims 
service;  director,  disability  insurance 
claims  service,  central  office;  or  director, 
claims  service,  and  director.  Insurance 
service,  district  offices;  the  adjudication 
officer,  or  chief,  vocational  rehabilitation 
and  education  division,  field  stations,  will 
notify  the  chief  attorney  by  letter  or 
memorandum,  advising  the  name  and 
date  of  birth  of  the  beneficiary,  name 
and  address  of  the  parent  or  nearest  next 
of  kin  of  the  beneficiary.  If  available  from 
the  records,  and  the  amount  of  the  Initial 
payment  and  monthly  payments  to  be 
made.  If  the  beneficiary  resides  In  an- 
other regional  area,  It  will  be  the  duty  of 
the  chief  attorney  receiving  the  letter  or 
memorandum  above  provided  to  com- 
municate the  Information  contained 
therein  to  the  chief  attorney  of  the  re- 
gional office  or  hospital  concerned. 
*  •  •  •  • 

7.  Sections  14.202, 14.210. 14.216. 14.217, 
and  14.222  are  amended  to  read  as 
follows: 
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(  14.202  Diary  and  follow-up  by  origi- 
nating service  and  notice  by  regional 
chief  attornel/.  The  case  file  will  be 
diaried  by  the  director,  veterans'  claims 
service;  director,  dependents  and  bene- 
ficiaries claims  service;  director,  disabil- 
ity Insurance  claims  service,  central 
office:  or  director,  claims  service,  and  di-  , 
rector.  Insurance  service,  district  office; 
adjudication  officer  or  chief,  vocational 
rehabilitation  and  education  division, 
field  station,  to  come  up  for  attention 
sufficiently  far  in  the  future  to  enable 
the  chief  attorney  to  secure  a  certified 
copy  of  the  letters  of  appointment  of 
the  guardian  or  arrange  for  the  determi- 
nation of  a  legal  custodian.  If  action  is 
not  then  completed,  a  proper  follow-up 
will  be  maintained  on  the  chief  attorney. 
It  will  be  the  duty  of  the  chief  attorney 
to  .secure  and  furnish  the  officer  request- 
ing the  appointment  of  the  fiduciary  a 
ctrtified  copy  of  the  letters  of  appoint- 
ment of  the  guardian  with  VA  Form 
2-4704.  Certificate  of  Legality  of  Ap- 
pointment and  Adaquacy  of  Bond,  or  VA 
Form  2-555,  Certificate  of  Legal  Custody. 
The  Chief  attorney  will  notify  the  officer 
requesting  the  appointment  at  the 
earliest  moment  possible  as  to  whether 
or  not  there  will  be  a  guardian  appointed 
or  a  determination  as  to  a  legal  cus- 
todian in  the  case.  The  chief  attorney 
will  also  notify  the  above-mentioned 
officers  if  there  Is  to  be  a  delay  in  the 
appointment  of  a  fiduciary,  the  reason 
for  such  delay,  and  the  probable  date  of 
appointment.  (Sec,  5.  43  Stat.  608;  sees. 
1.  2,  46  Stat.  991,  1016:  sec.  7.  48  Stat.  9; 
sec.  1.  49  Stat.  607:  38  U.  S.  C.  2,  11. 
11a,  426,  707,  Sup.  450) 

§  14.210  Bond  of  custodian.  The 
chief  attorney,  regional  office  or  center, 
or  the  solicitor,  may  require  the  person 
recognized  as  legal  custodian  of  a  claim- 
ant or  as  cusbodian-in-fact  under  the 
provisions  of  section  21  (3),  World  War 
Veterans'  Act.  1924.  as  amended,  and 
§  14.205  (a) ,  to  furnish  bond  before  pay- 
ments are  made  to  such  person  on  behalf 
of  the  claimant.  Said  bonds  shall  run  to 
the  Administrator  of  Veterans'  Affairs  for 

the  use  and  benefit  of 

(Name  of  ward) 
(Sec.  5,  43  Stat.  608;  sees.  1.  2,  46  Stat. 
991. 1016;  sec.  7.  48  Stat.  9;  .sec.  1.  49  Stat. 
607;  38  U.  S.  C.  2,  11,  11a,  426,  707,  Sup. 
450) 

§  14.216  Solicitor  authorized  to  waive 
limitation  as  to  amount  of  award.  The 
solicitor  may  waive  limitation  as  to  the 
amount  of  the  award  specified  herein 
whenever  satisfied  that  the  best  Interests 
of  the  claimant  will  be  served  thereby 
and  determine  the  person  entitled  to  re- 
ceive payment  for  the  claimants,  and  In 
such  cases  the  payments  will  be  made  to 
such  person.  Such  exceptional  cases 
win  be  brought  specially  to  the  attention 
of  the  solicitor.  In  these  cases,  the  chief 
attorney  will  prepare  the  certificate  of 
custody.  In  duplicate,  for  the  signature  of 
the  solicitor,  retaining  one  copy  and  for- 
warding the  original  and  accompanying 
affidavits,  etc.,  to  the  solicitor.  After 
action  thereon  has  been  taken  by  the  so- 
licitor, the  evidence  of  custodianship  will 
be  returned  to  the  proper  field  station  or 
forwarded  to  the  proper  service,  central 
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office  or  district  office.  (Sec.  5.  43  Stat. 
608;  sees.  1,  2.  46  Stat.  991.  1016;  sec.  7, 
48  Stat.  9;  sec.  1.  49  Stat.<07;  38  U.  S.  C. 
2.  11,  11a.  426.  707.  Sup.  450) 

9  14.217  Certificate  of  custody  au- 
thority for  payment.  The  certificates  of 
custody  issued  under  the  provisions  of 
S  14.211  or  §  14.216  will  be  authority  for 
payment  to  the  person  designated  there- 
in as  custodian  only  while  there  is  no 
legal  guardian,  curator,  or  conservator, 
and  while  the  other  requirements  of  cus- 
tody and  responsibility  exist;  except  that 
in  ca.ses  falling  under  section  21  (3>. 
World  War  Veterans'  Act,  1924.  as 
amended,  the  certificate  authorized  by 
the  provisions  of  §  14.205  (a)  will  be  au- 
thority for  payment  to  the  custodian-in- 
fact  for  the  period  stated  therein,  unless 
It  is  determined  that  payments  may  be 
resumed  to  the  fiduciary  prior  to  the 
expiration  of  such  period.  (Sec.  5.  43 
Stat.  608;  sees.  1.  2.  46  Stat.  991.  1016; 
sec.  7.  48  Stat.  9:  sec.  1,  49  Stat.  607;  38 
U.  S.  C.  2,  11,  11a.  426,  707.  Sup.  450 » 

§  14.222  Policy  in  recognizing  banks 
and  trust  companies.  The  chief  attor- 
ney, before  recognizing  State  banks  and 
trust  companies,  will  be  assured  that  the 
financial  responsibility  of  such  bank  or 
trust  company  is  without  question.  The 
chief  attorney  will  submit  a  complete 
report  to  the  solicitor  in  all  cases  of  clos- 
ing of  banks  acting  as  guardians,  or  of 
banks  In  which  guardianship  funds  are 
on  deposit:  and  will  also  report  the  ac- 
tion that  has  been,  or  will  be,  taken  to 
safeguard  the  interests  of  the  ward  or 
wards.  <Sec.  5,  43  Stat.  608;  sees.  1,  2. 
46  Stat.  991,  1016;  sec.  7.  48  Stat.  9;  sec. 
1,  49  Stat.  607;  38  U.  S.  C.  2,  11,  11a.  426. 
707,  Sup.  450  > 

8.  In  §  14.224.  the  introductory  para- 
graph and  paragraph  (b)  are  amended 
as  follows: 

§  14.224  Costs  for  commitment  of  in- 
sane veterans.  Upon  certification  by  the 
manager  or  chief  medical  officer  of  a 
regional  office  or  Veterans'  Administra- 
tion hospital,  that  commitment  of  an 
Insane  male  or  female  veteran  to  a  Vet- 
erans' Administration  hospital  or  to  a 
contract  hospital  Is  necessary  in  order 
to  afford,  or  continue,  authorized  care, 
the  chief  attorney  is  hereby  delegated 
authority  to  authorize  In  advance  court 
costs  and  other  necessary  expenses  to 
accomplish  such  commitment.  Further 
authority  is  hereby  delegated  to  the  chief 
attorney  to  authorize  In  advance  the  pay- 
ment of  court  costs  and  other  necessary 
expenses  Incident  to  the  restoration  to 
sanity  of  veterans  who  were  committed 
at  the  Instance  of  the  Veterans'  Admin- 
istration or  the  costs  of  whose  commit- 
ment were  paid  by  the  Veterans'  Admin- 
istration. This  authority  is  to  be  applied 
in  those  States,  the  laws  of  which  require 
court  proceedings  for  restoration  to 
sanity  and  in  cases  in  which  the  veteran 
is  discharged  from  the  hospital  upon  the 
premise  that  further  medical  care  or 
treatment  Is  not  required.  Costs  or  at- 
torney fees  will  not  be  reimbursed  with- 
out authorization  of  the  solicitor. 
•  •  •  •  • 

(b)  In  some  States,  the  law  provides 
that  court  costs  in  connection  with  ad- 
judication of  insanity  for  commitment 
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should  be  borne  by  the  State,  county,  or 
other  municipality  In  which  the  insane 
person  resides  or  Is  located.  Usually.  It 
is  also  provided  that  the  amount  thereof 
may  be  charged  to  or  recovered  from  the 
estate  of  the  Incompetent  or  relatives. 
If  there  is  any  provision  of  law.  or  ad- 
ministrative regulation  Issued  pursuant 
to  law.  whereby  such  costs  are  charge- 
able to  the  veteran  or  may  be  taxed 
against  his  estate,  his  guardian  or  legal 
representative,  the  Veterans'  Adminis- 
tration will  pay  the  amount  thereof  re- 
gardless of  his  ability  to  pay  such  costs. 
When  such  costs  are  legally  the  liability 
of  the  State  or  municipality  and  may  not 
be  assessed  against  the  veteran,  the  chief 
attorney  will  not  authorize  payment  of 
such  costs  by  the  Veterans'  Administra- 
tion. Any  question  arising  in  such  States 
will  be  reported  to  the  solicitor. 

9.  Section  14.226  is  amended  to  read 
as  follows: 

§  14.226      Authorizing    transportation 
necessary  for  appointment  of  a  guardian 
for,  or  for  commitment  of,  a  veteran  ben- 
eficiary.   In  any  case  wherein  the  Insane 
veteran  for  whom  a  guardian  should  be 
appointed  or  who  should  be  committed, 
is  in  a  hospital  and  under  the  law  of  the 
State  wherein  the  hospital  is  located  a 
guardian  cannot  be  appointed  locally,  or. 
If  commitment  be  necessary,  such  com- 
mitment may  not  be  had  locally,  it  may 
become  necessary  to  have  the  veteran 
returned   temporarily  to   his   home   In 
order  that  proper  legal  process  may  be 
served  preliminary  to  the  nece.ssary  legal 
proceedings.    In  such  case,  if  the  hos- 
pital is  not  more  than  100  miles  beyond 
the  limits  of  the  regional  area,  the  chief 
attorney  may  authorize  the  costs  in  ac- 
cordance with  existing  regulations.  In- 
cluding   such    necessary    travel    of    the 
veteran  and  an  attendant  or  attendants, 
if  necessary.     If  the  hospital  is  more 
than  100  miles  beyond  the  regional  area 
limits,  the  chief   attorney   will   secure 
prior  authority  from  the  solicitor.     In 
any  event,  the  chief  medical  officer  or 
the  clinical  director  of  the  hospital  where 
the  veteran  is  located  will   determine 
whether  the  veteran  Is  able  to  travel  for 
such  purposes.    It  Is  re-emphasized  that 
such  travel  will  not  be  authorized  un- 
less there  be  no  other  legal  method  of 
appointing  a  guardian,  or  committing 
the  veteran,  as  the  case  may  be.     (Sec. 
5.  43  Stat.  608;  sees.  1.  2,  46  Stat.  991, 
1016;  see.  7.  48  Stat.  9;  see.  1.  49  Stat. 
607;    38  U.   S.   C.   2.   11.    11a.  426.   707. 
Sup.  450) 

10.  In  §  14.227.  paragraph  (a)  Is 
amended  to  read  as  follows: 

§  14.227  Costs  for  appointment  of 
guardians:  when  authorized  at  Veterans' 
Administration  expense.     •     •     • 

(a)  Benefits  payable  are  small  and 
such  costs  would  unduly  deplete  the 
estate.  In  applying  the  above,  chief  at- 
torneys may  authorize  costs  and  perform 
legal  services  incident  to  the  appoint- 
ment of  a  guardian  in  any  case  wherein 
the  total  amount  of  benefits  payable  at 
date  of  award  on  which  request  for  ap- 
pointment of  guardian  is  based  does  not 
exceed  $1,500;  in  any  exceptional  case 
not  falling  within  this  limit,  but  wherein 
the  chief  attorney  is  of  the  opinion  costs 
should  be  paid,  a  full  report  may  be 


made  to  the  solicitor,  with  a  request  that 
costs  be  authorized.    Costs  will  not  be 
authorized  or  paid  In  any  case  if  the 
proposed  guardian  Is  not  satisfactory. 
•  •  •  •  • 

11.  Section  14.228  is  amended  to  read 
as  follows: 

§  14.228  Chief  attorneys  delegated 
power  to  authorize  costs  incident  to  ap- 
pointment of  guardians.  Subject  to  the 
provisions  of  §  14.227.  chief  attorneys  are 
hereby  delegated  authority  to  authorize 
incurrence  of  such  costs,  and  payment 
thereof;  and  may  render  necessary  legal 
services  In  such  cases.  If  In  any  case 
not  comprehended  by  §  14.227.  the  chief 
attorney  believes  that  circumstances 
warrant  payment  of  costs  by  the  Vet- 
erans' Administration,  he  will  report  the 
facts  with  request  for  special  authority 
from  the  solicitor  to  incur  costs  and  will 
state  the  amount  of  such  costs  and  other 
expenses  Involved.  The  necessary  legal 
expenses  in  connection  with  the  appoint- 
ment of  a  guardian  do  not  include  the 
premium  on  the  fiduciary's  bond.  Such 
premium  is  an  administrative  expen.se 
which  must  be  borne  by  the  guardian  or 
by  the  estate,  depending  upon  the  pro- 
visions of  the  State  law.  <  See.  5.  43  Stat. 
608;  sees.  1.  2.  46  Stat.  991.  1016;  sec.  7. 
48  Stat.  9;  sec.  1,  49  Stat.  607;  38  U.  S.  C. 
2,  11.  Ua.  426,  707.  Sup.  450) 

12.  In     :  14.229.    paragraph    <d)     is 
amended  to  read  as  follows: 

§  14.229    Court  costs;   what   may  be 
included  as.     •     •     • 

id>  Vouchers  for  payment  of  above 
expenses  will  refer  to  this  section;  and  If 
special  authority  has  been  secured  In 
any  case,  to  the  approval  letter  of  the 
solicitor,  as  authority  therefore. 
•  •  •  •  • 

13.  Section  14.237  Is  amended  to  read 
as  follows: 

§  14.237  Chief  attorney  empowered  to 
authorize  employment  of  local  attorney: 
schedule  of  attorney's  fees.  In  any  case 
wherein  legal  action  at  the  expense  of  the 
Veterans'  Administration  is  authorized, 
if  the  legal  services  cannot  be  performed 
by  the  chief  attorney  or  his  assistant,  by 
reason  of  distance,  time,  and  cost  of 
travel  Involved,  etc..  the  chief  attorney 
is  authorized  to  employ  a  local  attorney 
to  handle  the  ease,  and  to  pay  a  fee  with- 
in the  limitations  of  the  following  sched- 
ule of  fees.  An  attorney  should  not  be 
employed  to  file  a  petition  for  an  Inquisi- 
tion in  lunacy  except  under  the  provi- 
sions of  §  14.230.  In  other  words,  the 
chief  attorney  should  not  employ  an  out- 
side attorney  to  perform  the  services 
which  the  chief  attorney  is  not  author- 
ized to  perform. 

SCHEDULE    OF    ATTORNEYS'    FEES 

(a>  Appointment  of  fiduciary  for  In- 
competent beneficiary: 

(1)  Where  adjudication  of  incompe- 
tency or  insanity  is  necessary: 

(i»  Drawing  petition  and  other  neces- 
sary legal  papers  and  court  orders  and 
including  appearance: 

(a)  No  contest  as  to  adjudication  or 
appointment $25.  00 

(b)  Contest  (Jury  trial  or  other  claim- 
ing precedence  In  appointment)  —    60. 00 
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(li)  Each  additional  necessary  ap- 
pearance: 

(0)  simple  motion 110.00 

(b)   Jury  trial  or  other  contest: 

(/)   Per  hour 10  00 

(2)  Per  full  court  day 86.00 

<2)  Where  adjudication  not  necessary 
(OS  In  cases  wherein  beneficiary  has  been 
adjudged  Incompetent  or  insane) : 

(1)  Necessary     legal     papers,     court 
orders,  and   appearance tI5O0 

(U)    If  contest,  add 20.00 

(111)   Each    additional    necessary    ap- 
pearance : 

(at    Simple  action 10.00 

( b  t   Jury  trial  or  other  contest : 

(/)   Per  hour 10.00 

(2)   Per  full  court  day. 35.00 

(b>  Appointment  of  fiduciary  for 
minors: 

( 1 )  Petition,   court  prders.   and   ap- 

pearance  $16  00 

(2)  If  contest,  add 20.00 

(3)  Each    additional    necessary    ap- 

pearance : 

(1>   Simple    motion 10.00 

(111   Jury  trial  or  other  contest: 

(a)  Per    hour 10.00 

(b)  Per  full  court  day 35.00 

(c)  Discharge  or  removal  of  fiduciary 
for  Incompetent  or  minor  beneficiary, 
when  such  action  Is  necessary  and  has 
been  authorized  by  the  solicitor: 

<  1 »  Preparing  petition,  or  citation,  and 
other  legal  papers  and  orders,  and  in- 
cluding appearance: 

(i)   No  contest    (fiduciary  wUliug  to 

resign  or  be  removed) $25.00 

(11)   Contest    (fiduciary    opposes    re- 
moval)   50.00 

(HI)    Eich    additional    necessary    ap- 
pearance : 

(a\  Simple   motion 10.00 

(b)   Jury  trial  or  other  contest: 

(f)   Per  hour 10.  00 

(2)   Per  full  court  day 35.00 

Note:  Any  service  rendered  the  retiring 
fiduciary  as  preparation  and  or  filing  or  final 
account  should  be  charged  to  the  fiduciary, 
unless  otherwise  required  by  State  law. 
Service  rendered  the  estate,  as  collecting  or 
securing  assets  of  the  estate  or  resisting 
claims  against  snme,  should  be  charged 
against  the  estate,  and  proper  allowance 
made  therefor  by  the  court.  No  such  service 
will  be  paid  for  by  the  Veterans"  Administra- 
tion. 

(d)  Appointment  of  substitute  fiduci- 
aries, or  of  fiduciaries  In  succession  where 
necessary  or  authorized: 

Fees  same  as  In  paragraphs  (a>  or 
(bi  of  this  section,  and  to  be  In  addition 
to  those  allowed  for  removal  of  fiduciary 
If  attorney  acts  in  both  capacities. 

(e)  Citation  to  account  and  or  show 
cause  why  fiduciary  should  not  be 
removed : 

( 1 )  Preparation  of  legal   papers,  or- 
ders, and  including  appearance...  $15.00 

(2)  For  each  additional  necessary  ap- 
pearance : 

(I)  Simple    motion 10.00 

( II )  Jury  trial  or  other  contest : 

(<i)   Per  hour . 10.00 

(b»   Per  full  court  day 35.00 

Note.  If  fiduciary  is  removed,  apply  para- 
graph (c)  of  this  section. 

*f>  If  the  State  law  requires  the  ap- 
pointment of  a  guardian  ad  litem  the 
statutory  fee,  or  fee  fixed  by  the  court, 
may  be  paid  as  a  part  of  the  necessary 
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court  costs  In  cases  wherein  such  costs 
are  payable  by  the  Veterans'  Administra- 
tion under  the  provisions  of  this  section, 
'g)  In  exceptional  cases  amounts  in 
excess  of  those  prescribed  by  the  ."sched- 
ule, or  without  reference  thereto,  may  be 
allowed  in  the  discretion  and  upon  the 
written  authorization  of  the  .solicitor. 
(S3e.  5.  43  Stat.  608;  sees.  1.  2,  46  Stat. 
991.  1016:  sec.  7.  48  Stat.  9:  .^ec.  1.  49 
Stat.  607;  38  U.  S.  C.  2.  11,  11a.  426.  707. 
Sup.  450 » 

14.  Section  14  252  is  hereby  canceled. 

$  14  252  Schedule  of  attorneys'  fees 
payable  by  Veterans'  Administration, 
I  Canceled.] 

15.  In  §14.260,  paragraph  (a»  Is 
amended  to  read  as  follows:* 

§  14.260  Determination  of  need  for 
instiiutiojial  award  and  notification  to 
adjudicating  agency.     •     •     • 

<  a  t   When  under  prescribed  procedure 
(Veterans'  Administration   claims   pro- 
cedure), an  injstltutional  award  and  ap- 
portionment to  dependents,  if  any.  have 
been  made  In  advance  of  reference  to 
the  chief  attorney,  upon  receipt  of  VA 
Form  8-592,  the  chief  attorney  will  make 
■any     necessary    determination     as    to 
whether  the  institutional  award  and  ap- 
portionment   satisfactorily   provide    for 
the  veteran  and  dependent*;  or  as   to 
whether  payments  should  be  made  to  the 
wife  under  5  14.201  (a).    If  the  wife  or 
other  dependents  reside  in  an  area  of  a 
different  regional  office,  the  chief  attor- 
ney will  forward  VA  Form  8-592  to  the 
chief  attorney  of  that  office.     If  the  chief 
attorney  determines  that  a  special  ap- 
portionment Is  proper,  he  will  submit  any 
necessary  Information,  with  his  recom- 
mendation as  to  the  amount  to  be  paid 
the    dependents,    to    the    adjudicating 
agency  In  the  regular  procedure.     Any 
adjustment  with  reference  to  the  Institu- 
tional award  will  be  taken  up  by  or  with 
the  chief  attorney  In  the  area  in  which 
the  hospital  is  located.    If  payments  are 
made  to  the  wife,  the  chief  attorney  hav- 
ing Jurisdiction  of  the  area  In  which  the 
wife  resides  is  the  principal  chief  attor- 
ney  for  purposes  of    §14.201    (a>.     In 
eases  of  this  nature  adjudicated  In  cen- 
tral office.  VA  Form  8-592  will  be  for- 
warded to  the  chief  attorney  in  the  area 
In  which  the  veteran  is  hospitalized  and 
a  separate  VA  Form  8-592  to  the  chief 
attorney  in  the  area  in  which  the  depend- 
ents arc  located.  If  different  from  that  in 
which  the  veteran  is  hospitalized. 

16.  In  §  14.f62,  paragraph  (b)  Is 
amended  to  read  as  follows: 

§  14  262  Limitation  of  wards  to  indi- 
vidual guardian.     •     •     • 

<b)  In  those  instance.s  in  which  an  in- 
dividual has  heretofore  been  recognized 
by  the  Veterans'  Administration  as 
guardian  of  the  estate,  or  as  guardian  of 
the  person  and  estate  of  more  than  five 
beneficiaries,  except  for  minors  of  the 
same  family,  the  chief  attorney  will  take 
no  further  action  If  the  administration 
of  the  estates,  or  of  the  persons  and 
estates.  Is  satisfactory  in  every  respect. 
If  conditions  are  not  satisfactory,  the 
chief  attorney  will  notify  the  guardian 
accordingly,  will  advise  him  of  the  pro- 
visions of  section  21  (1),  World  War  Vet- 
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erans"  Act.  as  amended  by  Public,  No.  262. 
74th  Congress,  with  respect  to  the  Ad- 
ministrator's discretionary  authority  to 
refuse  payments,  and  will  request  the 
guardian  to  reduce  the  number  of  guard- 
ianships to  not  to  exceed  five  or  to  re- 
move the  unsatisfactory  conditions.  The 
chief  attorney  will  then  reoort  the  facts, 
and  results  if  any  obtained,  to  the  .solici- 
tor, together  with  a  recommendation  as 
to  what  further  action  should  be  taken. 
•  •  •  *  • 

17.  In  5  14.277,  the  Utle  and  intro- 
ductory paragraph  are  amended  and 
paragraph  (a)  is  deleted. 

§  14.277     Effecting  recovery  of  over- 
payments or  illegal  payment.s  to  fiduci- 
aries.   When  it  has  been  determined  that 
there  has  been  an  overpayment  or  an 
Illegal  payment  and  the  particular  case 
has  been  acted  upon  by  the  proper  com- 
mittee on  waivers  and  all  efforts  to  effect 
recovery    from    the    fiduciary    for    the 
estate  of  the  living  or  dccea.sed  person 
in  accordance  with  the  finance  procedure 
have  been  unsuccessful,  the  finance  offi- 
cer in  the  regional  office,  district  office, 
or  VA  hospital  will  forward  a  •complete 
statement  of  the  facts  with  reference 
to  the  overpayment  or  illegal  payment 
to  the  chief  attorney  for  attention.    The 
chief   attorney  will   Immediately   com- 
municate with  the  fiduciary  in  an  effort 
to  secure  a  refund  of  the  overpayment 
or  illegal  payment  and  will  a.ssist  the 
fiduciary  in  obtaining  any  order  of  the 
court  necessary  for  this  purpo.-^e.     The 
chief  attorney,  If  necessary,  will  make 
Informal  contaet^s  with  the  court  of  ap- 
pointment with  a  view  of  effecting  an 
order  of  the  court  directing  the  fiduciary 
to  return  the  amount  of  the  overpay- 
ment or  Illegal  payment,  but  In  no  in- 
stance will  the  chief  attorn<»y  in.stitute 
a  suit  by  filing  a  petition  in  the  name 
of  the  United  States  for  this  purpose. 
When  all  rea.sonable  efforts  on  the  part 
of  the  chief  attorney  to  effect  recovery 
have  been  un,<;uccessful,  a  full  and  com- 
plete report  will   be  submitted   to  the 
office  of  the  solicitor,  setting  forth  the 
facts  pertaining  to  the  overpayment  or 
illegal    payment,    the    efforts    made    to 
effect  recovery,  the  balance  of  the  estate 
in  the  hands  of  the  fiduciary  and  the 
ability  of  the  fiduciary  to  make  the  re- 
fund. In  order  that  the  particular  claim 
may  be  referred  to  the  Department  of 
Justice    for   appropriate   attention.     A 
similar  procedure  will  be  follovved  with 
respect  to  overpayments  or  lll?^".al  pay- 
ments under  the  jurisdiction  of  central 
office,  except  that  the  finance  service 
will  refer  such  cases  to  the  ofnce  of  the 
.solicitor.     <See.  5.  43  Stat.  60C:  .sees.  1. 
2,  46  Stat.  991,  1016;  sec.  7,  43  Stat.  9; 
sec.  1.  49  Stat.  607;  38  U.  S.  C.  2.  11.  11a. 
426.  707,  Sup.  450) 

18.  In  5  14  290.  the  introdi'.cLory  para- 
graph is  amended  to  read  as  follows: 

5  14  290  Principal  attorney.  Cooper- 
ation with  other  chief  attorneys  is  abso- 
lutely es.'^entlal  when  the  ward,  or  bene- 
ficiai-y.  Is  In  the  territory  of  one  regional 
office,  while  the  guardian  or  proposed 
guardian,  and  the  appointing  court  are 
In  the  territory  of  another  regional  office 
or  of  other  regional  offices.  For  proiser 
operation    of    guardianship    procedure. 
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however.  It  Is  essential  that  the  guard- 
ianship file,  accounting  records,  etc.,  be 
maintained  in  the  office  within  whose  ter- 
ritory the  court  having  jurisdiction  is  sit- 
uted.    The  chief  attorney  within  the  Jur- 
isdiction of  the  court  will  be  the  principal 
In  all  such  cases.   He  may  secure  from  the 
chief  attorney  where  the  ward  resides 
such  social  survey  reports  and  other  data 
as  may  be  necessary.     In  the  event  he 
cannot  secure  an  accounting  from  a  non- 
resident guardian,  he  may  secure  from 
the  chief  attorney  where  the  guardian 
resides  such  information  as  may  be  nec- 
essary to  enable  him  to  check  the  account 
and  make  proper  representation  to  the 
court.      In  forwarding  the  Information 
requested,  the  chief  attorney  where  the 
ward  or  guardian  resides  may  make  such 
recommendation  as  may  seem  proper,  but 
the  determination  of  the  case  will  remain 
with  the  chief  attorney  within  the  juris- 
diction of  the  court.    If  payments  are 
to  be  suspended,  or  If  action  against,  or 
for  removal  of.  the  guardian  Is  to  be 
Instituted,  such  action  will  be  taken  only 
by  him.    If  the  guardian  to  be  removed 
Is  in  one  jurisdiction,  and  the  appoint- 
ment of  the  new  guardian  Is  desirable 
and  legal  in  another  jurisdiction,  the 
chief  attorneys  within  the  respective  ju- 
risdictions will  be  jointly  responsible  for 
the  legal  action  involved,  and  will  coop- 
erate so  as  to  insure  a  satisfactory  ad- 
justment.   After  appointment,  the  chief 
attorney  within  the  jurisdiction  of  the 
appointing  court  will  maintain  the  prin- 
cipal guardianship  file.     The  other  chief 
attorney,   however,  will   attend   to  .the 
final   accounting,  etc.,  of  the  removed 
guardian.     The  policy  of  the  Veterans' 
Administration  is  to  have  the  guardians 
appointed,  in  the  first  instance,  where 
the  beneficiary  resides  permanently,  and 
thereafter  not  to  change  guardians  ex- 
cept for  the  most  cogent  reasons.     In 
such  cases,  every  effort  will  be  made  to 
prevent  the  charging  of  a  commission  by 
the  new  guardian  on  the  corpus  of  the 
estate  transferred. 

•  •  •  •  • 

19.  In}  14.291,  the  introductory  para- 
graph Is  amended  and  paragraph  (a)  is 
deleted. 

§  14.291  Award  information  to  chief 
attorney.  The  adjudication  agency  in 
the  office  having  jurisdiction  of  the 
claims  folder  will  supply  the  chief  attor- 
ney having  principal  jurisdiction  over 
the  guardian,  custodian,  or  wife  of  an  in- 
competent veteran  with  detailed  infor- 
mation each  time  any  change  is  made 
In  an  existing  award  to  an  incompetent 
or  minor  beneficiary  In  whose  behalf  pay- 
ments are  going  forward  to  a  legal  guar- 
dian or  custodian,  or  wife  of  an  incompe- 
tent veteran.  Unless  this  information  is 
furni.^hed  simultaneously  with  the 
change  made  in  the  award,  the  principal 
chief  attorney  is  unable  to  supervise 
properly  the  guardian  or  custodian  and 
the  accountings  made  or  determine  any 
required  action  In  cases  of  payments  to  a 
wife  of  an  incompetent  veteran.  <Sec.  5, 
43  Stat.  608;  sees.  1,  2,  46  Stat.  991.  1016; 
Bee.  7.  48  Stat.  9;  sec.  1.  49  Stat.  607;  38 
U.  S.  C.  2.  11.  11a.  426,  707.  Sup.  450) 

20.  Section  14.312  is  amended  to  read 
as  follows: 
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5  14.312  Legal  custodian  may  be  re- 
quired to  furnish  bond.  In  any  case,  the 
chief  attorney,  regional  office  or  center, 
and  the  solicitor  may  require  that  such 
custodian  furnish  a  sufficient  bond  with 
satisfactory  security.  (See  §  14.210.) 
(Sec.  5.  43  Stat.  608;  sees.  1,  2.  46  Stat. 
991,  1016;  sec.  7,  48  Stat.  9;  sec.  1.  49 
Stat.  607;  38  U.  S.  C.  2,  11,  11a,  426,  707. 
Sup.  450) 

21.  In  §  14.321.  paragraph  (b)  (5)  (1) 
and  paragraph  (f)  are  amended  to  read 
as  follows: 

§  14.321  Investments,  inspection  of 
assets.     •     •     • 

(b)     •     •     • 

(5)  •  *  • 
'  (I)  If,  the  guardian  exhibits  the 
securities  in  his  possession  to  the  court 
or  an  officer  or  appointee  thereof,  or  a 
j)ostmaster,  and  furnishes  a  certificate 
from  such  officials  to  that  effect. 

•  •  •  •  • 

(f)  Prom  the  above  It  will  be  noted 
that  the  Veterans'  Administration  policy 
with  respect  to  bonds  and  Investments 
should  be  made  effective  In  the  highest 
degree,  to  the  end  that  beneficiaries'  es- 
tates will  be  currently  conserved.  Any 
factors  or  events  preventing  accompllsfi- 
ment  of  this  program  should  be  reported 
to  the  solicitor  for  determination  of  any 
need  for  further  legislative  consideration. 

22.  In  §  14.326.  paragraph  (a)  <1)  and 
paragraph  (b)  are  amended  to  read  as 
follows : 

3  14.326  Action  upon  receipt  of  ac- 
count; action  where  funds  escheat  to 
United  States.     •     •     • 

(a)   •     •     • 

( 1 )  Real  estate,  the  assessed  value  for 
tax  purposes,  except  where  the  State  law 
provides  It  shall  be  assessed  at  a  specified 
percentage  of  Its  market  value.  In  which 
event  the  market  value  will  be  ascer- 
tained and  used.  For  example,  the  State 
law  provides  real  estate  shall  be  assessed 
for  the  purpose  of  taxation  at  75  percent 
of  market  value,  the  market  value  for 
the  purpose  of  this  legislation  will  be 
one  and  one-third  times  the  assessed 
value.  Of  course,  if  the  State  law  pro- 
vides real  estate  shall  be  assessed  at  Its 
market  value  then  the  assessed  value 
will  be  used.  If  real  estate  Is  encumbered, 
or  the  veteran  Is  a  co-owner,  his  equity 
or  proportionate  interest  only  should  be 
used  In  determining  the  value  of  his  es- 
tate. Where  the  application  of  thft 
principle  would  result  In  hardship  such 
as  the  forced  sale  at  airunfalr  valuation 
of  the  real  estate,  particularly  nonln- 
<;ome-produclng  real  estate,  the  facts 
will  be  reported  to  the  solicitor  for 
consideration. 

•  •  •  •  • 

fb)  In  the  event  of  the  death  of  a 
beneficiary  under  guardianship,  the 
chief  attorney  will  secure  from  the 
guardian  a  final  account  showing  the 
amount,  if  any.  of  funds  held  by  the 
guardian  derived  from  payments  of  com- 
pensation, pension,  retirement  pay.  auto- 
matic or  term  war  risk  Insurance,  or 
gratuitous  National  Service  Life  Insur- 
ance for  the  purpose  of  determining 
whether  the  estate  will  escheat  to  the 
United  States  pm-suant  to  the  last  proviso 


of  section  21  (3)  of  the  World  War  Vet- 
erans' Act,  1924,  as  amended  (38  U.  S.  C. 
450),  or  whether  the  personal  property 
shall  vest  in  the  general  post  fund  pur- 
suant to  Public  Law  382.  77th  Congress 
(38  U.  S.  C.  17).  The  chief  attorney 
will  ascertain  whether  administration 
will  be  had  on  the  estate  of  the  decea.sed 
veteran,  and  also  whether  there  are  any 
heirs.  If  there  are  no  heirs,  he  will  re- 
port the  facts  to  the  appropriate  adjudi- 
cation service  of  central  office  or  district 
office,  and.  In  the  case  of  an  Institutional 
award,  to  the  chief  officer  of  the  insti- 
tution. In  such  cases,  the  balance  held 
by  the  chief  officer  of  the  Institution  will 
be  returned  to  the  Treasury  in  accord- 
ance with  finance  procedure,  and  any 
other  funds  held  by  the  Veterans'  Ad- 
ministration or  in  the  "Funds  Due  In- 
comp)etent  Beneficiaries"  to  the  veteran's 
credit  will  be  likewise  deposited  in  the 
Treasury.  In  cases  in  which  there  are 
no  heirs  the  cVilef  attorney,  wherever  pos- 
sible, will  endeavor  to  effect  the  return 
of  the  e§tate  In  the  hands  of  ^he  particu- 
lar fiduciary  to  the  United  States,  in 
connection  with  the  final  accounting  of 
the  fiduciary,  or  in  any  manner  which 
may  be  possible  under  local  procedure 
and  practice,  and  will  submit  a  report  of 
all  such  cases  to  the  office  of  the  solicitor. 
The  chief  attorney  will  not  Institute  suit 
by  filing  a  petition  in  the  name  of  the 
United  States  for  this  purpose,  but  when 
such  action  becomes  nece.ssary  the  mat- 
ter will  be  submitted  to  the  Department 
of  Justice  by  the  solicitor  upon  receipt 
of  the  report  from  the  chief  attorney. 
The  chief  attorney  will  cooperate  with 
the  United  States  attorney,  upon  request. 
In  any  endeavor  to  effect  the  collection  of 
such  funds. 

23.  Section  14.328  Is  amended  to  read 
as  follows: 

§  14.328  Chief  attorney  authorized  to 
file  exceptions,  to  institute  other  legal 
proceedings  and  to  incur  costs.  Chief 
attorneys  are  vested  with  authority  to 
institute  necessary  legal  proceedings  to 
cite  guardians  to  account,  to  file  ex- 
ceptions to  their  accounts,  to  cite 
guardians  to  file  bonds,  to  require  in- 
vestments, to  petition  the  court  to 
vacate  or  modify  orders  or  to  remove 
guardians,  or  to  institute  other  action 
necessary  to  secure  proper  administra- 
tion of  the  estate  by  the  fiduciary,  or  to 
appear  or  Intervene  In  any  court  In  any 
litigation  instituted  by  him  as  attorney 
for  the  Administrator  of  Veterans'  Af- 
fairs, or  otherwl.se.  directly  affecting 
money  paid  to  the  fiduciary,  and  to  incur 
the  necessary  court  costs  including  wit- 
ness fees,  and  other  expenses  in  connec- 
tion therewith.  Any  such  costs  paid  by 
the  Veterans'  Administration  will  be  re- 
covered if  possible  from  the  adverse 
party,  and  deposited  into  the  Treasury  as 
miscellaneous  receipts.  <Sec.  5.  43  Stat. 
608;  sees.  1.  2.  46  Stat.  991.  1016;  sec.  7. 
48  Stat.  9;  sec.  1.  49  Stat.  607;  38  U.  S.  C. 
2,  11.  11a.  426.  707,  Sup.  450) 

24.  Section  14.329  Is  hereby  canceled. 
§  14.329    Branch    chief    attorney    to 

authorize  costs  of  legal  action  under 
second  proviso  of  section  21  (2)  of  the 
World  War  Veterans'  Act,  as  amended 
(38U.S.C.450).     (Canceled.l 
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25.  In  I  14.333.  paragraphs  <b)  and  (c) 
aie  amended  to  read  as  follows: 

?  14.333  Appeals,  cost  of,  may  bt 
paid.     •     •     • 

<b)  The  chief  attorney  may  appeal 
to  a  district,  circuit,  or  other  similar 
court  where  the  trial  Is  de  novo  and 
authorize  costs  in  connection  therewith 
without  prior  approval  of  the  solicitor. 
No  appeal  to  an  appellate  or  Supreme 
Court  will  be  filed  and  no  costs  In  con- 
nection therewith  authorized  without 
prior  approval  of  the  solicitor — these  to 
be  referred  by  the  chief  attorney  to  the 
.-solicitor.  In  any  case  wherein  the  court 
overrules  the  petition  or  motion  filed  by 
the  chief  attorney,  under  the  provisions 
of  section  21.  World  War  Veterans'  Act, 
1924.  as  amended,  and  an  appeal  is  be- 
lieved necessary  to  protect  the  estate  of 
the  Veterans'  Administration  benefi- 
ciary, the  chief  attorney  will  report  all 
the  facts  to  the  solicitor  and  will  make 
a  definite  recommendation  regarding 
whether  an  appeal  should  be  taken. 
The  statement  will  show  the  termination 
of  the  appeal  period.  1.  e.,  the  date  by 
which  the  appeal  must  be  filed  and  the 
probable  cost  of  the  appeal. 

(c)  If  after  con.slderation  of  such  re- 
port and  recommendation,  an  appeal  is 
authorized,  the  chief  attorney  will  Im- 
mediately take  the  necessary  action  to 
perfect  the  appeal.  In  the  event  print- 
ing costs  must  be  Incurred  in  the  prep- 
aration of  the  appeal,  appropriate  requi- 
sition should  be  submitted  to  the  supply 
service,  central  office,  as  soon  as  the  cost 
of  printing  Is  ascertained,  in  order  that 
authority  may  be  granted  therefor,  the 
cost  of  the  printing  being  chargeable 
to  central  office  allotment.  In  such  cases. 
If  appeal  bond  Is  required,  the  chief  at- 
torney, as  the  attorney  for  the  Adminis- 
trator of  Veterans'  Affairs,  is  authorized 
to  sign  such  bond  for  the  Administra- 
tor. If  time  permits,  the  chief  attorney 
will  supply  the  solicitor  with  the  record 
•  if  same  must  be  printed)  a^d  with  the 
proposed  brief  before  filing;  otherwise 
copies  will  be  forwarded  immediately 
after  filing.  The  chief  attorney  will 
maintain  a  docket  on  such  cases. 

26.  In  §14.339  paragraph  ibi  is 
amended  to  read  as  follows: 

{  14.339  Claims  of  creditors.  •  •  • 
(b)  The  statute  makes  no  distinction 
between  claims  of  creditors  arising  be- 
fore or  after  the  appointment  of  a  fidu- 
ciary, or  before  or  after  adjudication  of 
Insanity.  Proper  expen.ses  Incurred  by 
the  fiduciary,  after  appointment,  and  In 
accordance  with  law  are  obviously  not 
comprehended  by  the  statute.  The 
fiduciary  should  Invoke  the  defense  of 
this  statute  against  all  other  claims  of 
creditors  Including  Judgment  creditors. 
If  he  does  not  do  so.  the  chief  attorney 
will  raise  the  issue  by  proper  plea.  If, 
after  being  advised  fully  as  to  the  facts 
and  the  law,  the  court  allows  payment 
of  the  claim  or  debt  out  of  such  funds, 
the  chief  attorney  will  protect  the  record 
for  possible  review  of  the  court's  decision 
and  submit  a  report  to  the  solicitor,  with 
a  recommendation  as  to  any  further  ac- 
tion considered  advisable:  Provided, That 
if  payment  of  the  claim  would  be  ad- 
vantageous to  the  ward  the  chief  altor- 
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ney  need  not  except  to  any  order  of  the 
court  so  finding. 

27.  In  §  14.363.  paragraphs  (a)  and 
(b)  are  amended  to  read  as  follows: 

S  14.363    Grounds  for  removal.   *    •   • 

(a)  Authority  of  chief  attorney  to  sus- 
pend payments.  The  chief  attorney  is 
empowered  to  authorize  sxispenslon  in 
such  cases,  pending  adjustment.  The 
notice  to  suspend  payments  will  be  for- 
warded by  him  to  the  proper  adjudica-i 
tlon  agency  of  the  office  making  such 
payments,  or  to  the  proper  service  In  the 
district  office  or  central  office.  The  chief 
attorney  should  submit  separate  requests 
for  suspension  of  compensation  or  pen- 
sion and  for  suspension  of  Insurance. 

(b)  Chief  attorney  to  supply  evidence 
of  appointment  to  adjudicative  services. 
In  cases  in  which  payments  of  compen- 
sation or  pension  are  to  be  or  are  being 
made  by  a  regional  office  and  insurance 
payments  are  to  be  or  are  being  made  by 
a  district  office  or  central  office,  and  a 
guardian  has  been  appointed,  or  action 
has  been  taken  to  remove  a  guardian  and 
for  the  appointment  of  a  succe.ssor,  the 
evidence  thereof  should  be  immediately 
forwarded  with  VA  Form  2-4704  to  the 
regional  office  and  at  the  same  time  a 
separate  VA  Form  2-4704  should  be  for- 
warded to  the  office  paying  the  insurance, 
with  a  statement  advising  that  the  evi- 
dence of  the  appointment  of  the  guard- 
ian or  of  the  discharge  of  the  former 
guardian  and  of  the  appointment  of  the 
successor  guardian  has  been  forwarded 
to  the  adjudication  officer  of  the  regional 
office.  The  purpose  of  this  instruction  is 
to  obviate  the  necessity  for  duplicate 
copies  of  the  aforementioned  evidence 
and  to  permit  payment  of  the  different 
benefits  by  the  offices  or  services  con- 
cerned as  soon  as  practicable.  In  cases 
in  which  evidence  has  been  presented 
to  the  regional  office  of  restoration  of  the 
veteran  to  competency  and  termination 
of  the  guardlan.<;hip.  information  to  that 
effect  should  be  furnished  at  the  same 
time  to  the  insurance  service  in  cases  in 
which  insurance  Is  also  being  paid. 

28.  Sections  14  500  and  14.502  are 
amended  to  read  as  follows : 

5  14.500  Request  for  interpretative 
opinions.  Requests  for  opinions  constru- 
ing Federal  statutes  and  regulations  will 
be  made  only  by  the  Administrator,  an 
assistant  administrator,  or  the  person 
acting  for  him.  (See  5  14.504.)  Request 
for  an  opinion  on  domestic  relations 
questions  will,  in  the  regional  office,  be 
addres.'=ed  by  the  adjudication  officer  or 
chief,  vocational  rehabilitation  and  edu- 
cation division  to  the  chief  attorney. 
(See  §  14.502.)  In  district  offices  the  re- 
quest will  be  directed  to  the  chief  at- 
torney of  the  regional  office  In  whose 
area  the  district  office  Is  located.  In 
central  office  such  submLsslons  will  be 
made  by  the  director,  veterans*  claim 
service,  or  director,  dependents  and  bene- 
ficiaries claims  service,  to  the  solicitor. 
(Sec.  5.  43  Stat.  608;  sees.  1.  2.  46  Stat. 
991,  1016;  sec.  7,  48  Stat.  9;  sec.  1.  49 
Stat.  607;  38  U.  S.  C.  2,  11,  11a,  426.  707, 
Sup.  450) 

5 14.502  Domestic  relation.';  rruestions. 
(a)  The  chief  attorney  may  render  an 
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opinion  on  tlie  following  domesvlc  rela- 
tions questions: 

<1)  Where  the  issue  is  whether  there 
has  been  a  valid  marriage  under  the  com- 
mon law  and  the  evidence  shows  there 
was  no  Impediment  as  to  either  party. 

(2)  Where  the  Issue  is  whether  there 
has  been  a  valid  marriage  and  there  was 
an  impediment  as  to  only  one  of  the  par- 
ties with  continued  cohabitation  after 
the  removal  of  the  impediment. 

(3)  Legitimacy  of  children  when  the 
i.ssue  Is  determinable  under  similar  con- 
ditions. 

(4)  The  claimant,  any  interested  party, 
or  the  office  submitting  the  question  shall 
have  the  right  to  request  review  by  the 
solicitor  of  any  legal  opinion  of  a  chief 
attorney  on  any  of  the  foregoing  mat- 
ters. 

(b»  In  all  other  domestic  relations  sub- 
missions, the  chief  attorney  will,  after  a 
determination  has  been  made  that  the 
facts  have  been  fully  developed,  forward 
the  submission  and  the  file  to  the  solicitor 
for  an  opinion.  Any  case  wherein  the 
rights  of  contesting  claimants  require  a 
legal  opinion,  the  question  will  be  re- 
ferred to  the  solicitor.  The  chief  at- 
torney may  prepare  an  opinion  on 
matters  embraced  by  this  section  and 
submit  same  for  approval  or  other  action 
of  the  solicitor. 

(c)  The  chief  attorney  will  forward 
copies  of  all  opinions  rendered  on  domes- 
tic relations  questions  to  the  .solicitor. 
"Sec.  5.  43  Stat.  608;  .sees.  1.  2.  46  Stat. 
991,  1016:  sec.  7.  48  Stat.  9;  sec.  1.  49  Stat. 
607;  38  U.  S.  C.  2.  11.  11a.  426.  707.  Sup. 
450) 

29.  In  §  14.503.  paragraph  <a»  is 
amended  to  read  as  follows: 

5  14.503  Precedents,  (a)  All  prece- 
dent opinions  will  emanate  from  the 
office  of  the  solicitor.  All  opinions  which 
formulate  Veterans'  Administration  pol- 
icy dependent  upon  con.struction  of  Fed- 
eral Statutes  and  regulations  require 
adoption  by  the  Administrator  before 
^hey  are  released  or  administrative  action 
taken  thereon.  Such  opinions  are  pro- 
mulgated as  Administrator's  decisions. 
The  foregoing  does  not  apply  to  opinions 
of  the  solicitor  concerning  application  of 
the  statutes  or  regulations  to  specific 
factual  situations.  Such  opinions,  while 
not  precedents  In  the  sen.se  of  requiring 
adoption  by  the  Administrator,  are  bind- 
ing on  all  employees  concerned. 
•  •  *  •  • 

30.  Sections  14.504  and  14  505  are 
amended  to  read  as  follows: 

$  14.504  Submissions  from  the  field. 
Requests  from  the  field  for  precedent 
opinions  will  be  addressed  to  the  assist- 
ant administrator  in  charge  of  the 
activity  in  central  office  having  Jurisdic- 
tion of  the  subject  matter.  If  in  order, 
a  submi.ssion  will  be  made  by  such  official 
to  the  solicitor,  and  the  opinion  will  be 
forwarded  to  said  official  for  his  Informa- 
tion and  transmittal  to  the  field.  Chief 
attorneys  may  make  direct  requests  to 
the  solicitor  for  technical  assistance  on 
any  matter  within  their  jurisdiction. 
(Sec.  5.  43  Stat.  608;  sees.  1.  2.  46  Stat. 
991. 1016;  sec.  7.  48  Stat.  9;  sec.  1,  49  Stat. 
607;  38  U.  S.  C.  2.  11,  11a,  426,  707.  Sup. 
450) 
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§  14.505  Legal  advice  or  assistance  on 
general  law,  state  law,  real  and  personal 
property  law,  loan  guaranty  or  insurance 
cases,  personal,  fiscal  matters,  etc.  Man- 
agers or  chiefs  of  divisions  may  request 
either  formally  or  informally,  as  the  cir- 
cumstances may  dictate  legal  advice  or 
assistance  from  the  chief  attorney. 
Managers  of  district  oflBces,  hospitals  and 
domiciliary  activities  of  centers  may  re- 
quest legal  advice  or  assistance  from  the 
chief  attorney,  within  whose  area  the 
office  or  station  is  situated.  Such  advice 
or  assistance  may  be  given  within  the 
limitations  prescribed  herein,  that  is.  the 
chief  attorney  will  confine  his  advice  to 
established  precedents  and  procedure. 
Such  advice  may  be  informal  (consulta- 
tive) or  formal  (written  opinion).  In 
the  latter  instance  copy  of  the  opinion 
will  be  forwarded  to  the  solicitor.  In 
other  cases  except  as  provided  in  §  14.503 
(a)  the  chief  attorney  may  prepare  an 
opinion,  sending  it  to  the  solicitor  for 
approval  or  other  action.  In  central 
office,  any  official  authorized  by  the  head 
of  the  activity  may  consult  informally 
with  the  solicitor  tK)r  attorneys  in  the 
solicitor's  office  on  any  matter  as  to  which 
he  may  require  legal  advice  or  guidance. 
(See.  5.  43  Stat.  608;  sees.  1.  2.  46  Stat. 
991.  1016;  sec.  7,  48  Stat.  9;  sec.  1.  49 
Stat.  607;  38  U.  S.  C.  2.  11.  11a,  426.  707, 
Sup.  450) 

31.  In  §  14.514,  the  title  and  para- 
graphs (a)  and  (b)  are  amended,  and 
paragraphs  (c)  and  (d)  are  deleted. 

9  14.514  Suits  by  or  against  United 
States  or  Veterans'  Administration  offi- 
cials, (a)  When  a  suit  is  filed  against 
the  United  States,  or  the  Administrator 
involving  any  activities  of  the  Veterans' 
Administration,  except  as  provided  in 
§  14.515.  or  a  suit  is  filed  against  any  em- 
ployee of  the  Veterans'  Administration  in 
which  is  involved  any  official  action  of  the 
employee,  a  copy  of  the  petition  will  be 
forwarded  to  the  solicitor.  Veterans'  Ad- 
ministration, who  will  take  necessary  ac- 
tion to  cooperate  with  or  receive  the 
cooperation  of  the  Department  of  Justict^ 
In  connection  with  such  litigation.  The 
chief  attorney  will  be  advised  in  such 
suits  as  to  what  action  he  should  take. 

(b)  In  any  civil  action  wherein  direct 
submission  to  a  United  States  attorney 
for  institution  of  action  is  authorized, 
the  chief  attorney  will  afford  the  United 
States  attorney  a  complete  report  of 
facts  and  points  of  law,  documentary 
evidence,  witnesses,  and — in  cases 
wherein  the  Administrator's  decision  is 
final — a  decision  of  the  Administrator. 
Copy  of  report  and  of  all  pleadings  will 
be  forwarded  to  the  solicitor.  The  chief 
attorney  will  perform  such  other  work 
as  the  United  States  attorney  may  de- 
sire. (Sec.  5.  43  Stat.  608.  sees.  1.  2,  46 
Stat.  991.  1016.  sec.  7.  48  Stat.  9.  sec.  1, 
49  Stat.  607:  38  U.  S.  C.  2.  11.  11a,  426. 
107.  Sup.  450) 

32.  A  new  §  14.515  Is  added  as  follows: 

§  14.515  Suits  involving  loan  guaranty 
matters  and  disposition  of  personal  prop- 
erty, (a)  In  litigation  involving -loan 
guaranty  activities,  the  chief  attorney  Is 
authorized  to  enter  the  appearance  of 
the  Administrator  of  Veterans'  Affairs  to 


"actions   for  debt   and   foreclosure"  or 
actions  similar  In  substance  (including 
"title  actions").     This  Includes  claims 
for  debt,  secured  and  unsecured.  In  bank- 
ruptcy receivership,  or  probate  proceed- 
ings.   The  entry  of  appearance  will  be 
by  the  chief  attorney,  without  prior  ref- 
erence to  the  solicitor,  normally  within 
the  time  that  an  appearance  would  be 
required  if  there  were  proper  service  of 
process.    In  all  other  types  of  cases,  the 
chief  attorney  will  not  enter  an  app)ear- 
ance  or  file  any  pleading  on  behalf  of 
the  Administrator  except  In  imperative 
emergency    and,    then,    preserving    all 
rights  possible,  until  authorization  is  re- 
ceived from  the  solicitor  after  submission 
of  all  relevant  facts.    Generally,  in  the 
excepted  cases,  the  chief  attorney  may 
enter  an  appearance  except  that  an  ap- 
pearance will  not  be  entered  in  any  case 
in  which  the   relief  sought  apparently 
would  result  in  the  Administrator  being 
subjected  to  personal  liability  or  to  in- 
junction, mandatory  or  otherwise,  or  to 
mandamus  or  other  writ  or  order  that 
would,  or  might,  interfere  with  his  ex- 
ercise of  the  functions  and  the  discretion 
required  by  federal  legislation  or  execu- 
tive order.    In  such  excepted  cases,  or  in 
any  doubtful  cases,  the  chief  attorney 
will  request  instructions  from  the  solici- 
tor submitting  copy  of  so  much  of  the 
pleadings  or  other  papers  together  with 
a  sufficient  recital  of  the  facts  as  will 
make  clear  the  background,  the  issues, 
and  the  relief  sought.    The  submission 
also  will  include  names  and  addresses 
of  adverse  parties  and  attorneys  so  that 
immediate  action  may  be  taken  if  injunc- 
tive relief  seems  proper.    Where  neces- 
sary in  any  case  to  preserve  rights  which 
might  be  lost  by  default  if  there  had 
been  proper  service  of  process,  appro- 
priate action  will  be  taken  by  a  special 
appearance,  or.  in  jurisdictions  where  a 
special  appearance  does  not  serve  the 
purpose,  or  under  state  statute  or  deci- 
sions will  constitute  a  general  appearance 
for    a    later    date,    by    an    appearance 
through  amicus  curiae  to  obtain  an  ex- 
tension of  time,  preferably  30  days  or 
more,  in  which  to  appear  and  plead  with- 
out prejudice.    If  not  feasible  to  obtain 
an  extension,  the  chief  attorney  will  ex- 
plain to  adverse  counsel  by  letter — and 
personally,. if  desirable — the  necessity  of 
deferring  all  action  and  will  see  that  the 
proper  judge  receives  a  signed  copy  of 
the  letter  before  default  day.    The  letter 
will  point  out  that  there  is  no  valid  serv- 
ice of  process  on  the  Administrator  of 
Veterans'  Affairs  but  will  not  base  the 
delay  on  that  alone. 

(b)  The  solicitor  and  each  chief  at- 
torney is  the  attorney  of  the  Adminis- 
trator of  Veterans'  Affairs  for  all  pur- 
poses of  section  509.  title  III.  Service- 
men's Readjustment  Act  of  1944,  as 
amended  (38  U.  S.  C.  694j),  and  section 
6  of  Public  Law  382,  77th  Congress  (38 
U.  S.  C.  17e),  and  as  such  Is  authorized 
to  represent  the  Administrator  in  any 
court  action,  or  other  legal  matter,  aris- 
ing under  either  of  said  statutory  provi- 
sions. Said  authorization  is  subject  to 
any  applicable  statutes  and  Executive 
Orders  concerning  claims  of  the  United 
States.  A  chief  attorney  may  enter  vol- 
untary appearance  In  such  cases,  subject 


to  the  provisions  of  i  36.4319  of  this 
chapter.  Each  chief  attorney  Is  author- 
ized to  contract  for  the  employment  of 
attorneys  on  a  fee  basis  for  conducting 
any  action  arising  under  guaranty  or  in- 
surance of  loans,  or  for  examination  and 
other  proper  services  with  respect  to  title 
to  and  liens  on  real  and  personal  prop- 
erty, when  such  emplo3Tnent  is  deemed 
by  him  to  be  appropriate. 

(c>  The  solicitor  and  each  chief  at- 
torney in  carrying  out  his  duties  as  au- 
thorized in  paragraph  (a)  of  this  sec- 
tion is  authorized  (1)  to  contract  for  and 
execute  for  and  on  behalf  ol  the  Admin- 
istrator, any  bond  (and  appropriate  con- 
tract or  application  therefor)  which  Is 
required  in  or  preliminary  to  or  in  con- 
nection with  any  judicial  proceeding  in 
which  the  chief  attorney  is  attorney  for 
the  Administrator  and  to  incur  obliga- 
tions for  premiums  for  such  bonds;  (2)  to 
sign  petitions  for  removal  of  causes  to 
United  States,  or  other  proper  courts  or 
tribunals;  (3»  to  do  all  other  acts  and 
incur  all  costs  and  expenses  which  in  his 
professional  opinion  are  necessary  or  ap- 
propriate to  further  or  protect  the  in- 
terests of  the  Administrator  in  or  in  con- 
nection with  prosecuting  or  defending 
any  cause  in  any  court  or  tribunal  within 
the  United  States,  which  cause  arises  out 
of  or  incident  to  the  guaranty  or  Insur- 
ance of  loans  pursuant  to  ti^e  III  of  Pub- 
lic Law  346.  78th  Congress,  as  amended 
by  Public  Law  268.  79th  Congress  (38 
U.  S.  C.  694  et  seq.),  or  the  performance 
of  functions  authorized  under  Public 
Law  382.  77th  Congress  (38  U.  S.  C.  17- 
17j». 

d)  Except  In  an  emergency,  no  chief 
attorney  will  initiate  action  for  appellate 
review  without  prior  approval  by  the 
solicitor.  These  limitations  do  not  pre- 
clude the  filing  of  a  motion  for  a  new 
trial,  appeal  to  Intermediate  court  with 
hearing  de  novo.  The  giving  of  notice  of 
appeal,  reserving  of  bills  of  exception,  or 
any  other  preliminary  action  in  the  trial 
court  whicfc  may  be  necessary  or  ap- 
propriate to  protect  or  facilitate  the  ex- 
ercise of  the  right  of  appellate  review, 
nor  do  they  preclude  the  taking  cf  ap- 
propriate steps  on  behalf  of  the  Admin- 
istrator as  appellee  (respondent)  with- 
out prior  reference  to  the  solicitor. 
Upon  the  conclusion  of  the  trial  of  a 
case,  the  chief  attorney  will  report  the 
result  thereof  to  the  solicitor,  with  rec- 
ommendation as  to  seeking  appellate  re- 
view if  the  result  reported  is  adverse  to 
the  position  of  the  Veterans'  Administra- 
tion in  the  litigation.  The  reporting 
chief  attorney  who  recommends  app>el- 
late  review  will  Include  as  a  part  of  his 
communication,  or  in  exhibits  attached. 
(1)  a  summary  of  the  evidence,  (2)  a 
summary  of  the  law  points  to  be  re- 
viewed, (3)  citations  of  statutes  and 
cases,  (4)  statements  of  special  reasons 
for  recommending  appellate  review,  (5) 
time  limitations  for  the  action  recom- 
mended, <6)  requirements,  If  any.  re- 
specting printing  of  the  record  and 
briefs.  (7)  the  estimated  total  expenses 
to  be  incurred  by  reason  of  the  appeal, 
and  (8)  the  recommendation  by  the  loan 
guaranty  officer,  or  that  he  does  not  de- 
sire to  make  a  recommendation. 


(e)  In  the  event  printing  costs  must 
be  incurred  in  connection  with  the  ap- 
peal, or  other  appellate  review,  iippro- 
priate  requisition,  with  the  slpned  carbon 
copy  of  the  letter  of  authorization  at- 
tached, will  be  submitted  to  the  supply 
service,  central  office,  as  soon  as  the  es- 
timated cost  of  printing  Is  a^^certnlned. 
In  order  that  authority  may  be  granted 
therefor,  the  cost  of  the  printing  being 
chargeable  to  the  central  office  allotment. 

(f)  If  time  f>ermits,  the  chief  attorney 
will  supply  the  record  to  the  solicitor  for 
review.  In  all  cases,  the  chief  attorney 
representing  the  Administrator  in  any 
appellate  proceedings  will  prompily  re- 
port to  the  f;olicitor.  the  court's  decision. 
If  there  in  an  opinion  by  the  court,  a  copy 
thereof  will  be  enclosed  with  such  report, 
if  feasible,  or  If  not  then  available  sime 
may  be  forwarded  later,  or  cited,  If  con- 
tained in  printed  reports. 

(R)  Recommendations  for  seeking  ap- 
pellate review  will  be  limit.ed  to  caf^es 
in  which,  in  the  chief  attornry'.s  opinion, 
the  judgment  or  decree  probably  will  be 
reversed  or  sub.stantially  modified  on  ap- 
pellate review,  except  in  tho.se  few  In- 
.stances  in  which  it  may  be  desirable  to 
obtain  an  authoritative  settlement  of  a 
kpal  question,  even  if  adverse  to  the 
views  of  the  Veterans'  Administration  on 
the  subject. 

(h)  The  delegation  herein  is  not  In 
derogation  of  any  authority  delegated 
otherwise,  and  specifically  not  that  of 
§  36.4342  of  this  chapter.  (Sec.  5,  43 
Stat.  608:  sees.  1.  2.  46  Stat.  991,  1016; 
sec.  7.  48  Stat.  9;  .sec.  1.  49  Stat.  607; 
38  U.  S.  C.  2,  11.  11a,  426.  707,  Sup.  450) 

33.  Sections  14.543.  14  545.  14  560. 
14.561,  14.563.  14.583.  14  584.  and  14.6C0 
are  amended  to  read  as  follows: 

§  14.543  Cases  affecting  Vcteran.s'  Ad- 
ministration generally.  Chief  attorneys 
will  establish  and  maintain  such  close 
liai.son  with  the  State  and  Federal  courts 
as  to  insure  that  notice  will  be  afforded 
the  Veterans'  Administration  on  all  cares 
affecting  the  Veterans'  Administration. 
Such  Information  will  be  forwarded  to 
the  solicitor  promptly  in  every  case. 
(Sec.  5,  43  Stat.  608;  .sees.  1.  2.  46  Stat. 
991.  1016;  sec.  7.  48  Stat.  9;  sec.  1,  49 
Stat.  607;  38  U.  S.  C.  2,  11,  11a,  426.  707. 
Sup.  450) 

5  14.545  Habeas  corpus  writs.  Any 
manager,  or  other  employee  at  a  field 
station  of  the  Veterans'  Administration 
who  is  served  with  writ  of  habeas  corpus 
concerning  any  beneficiary  of  the  Vet- 
erans' Administration  in  his  custody  or 
with  any  other  lepal  process  involving 
his  official  actions.  In  addition  to  taking 
such  steps  as.  In  his  judgment,  are  neces- 
sary to  protect  himself,  will  Immediately 
notify  the  chief  attorney  of  the  region  in 
which  he  is  situated,  who  shall  promptly 
forward  to  the  solicitor  full  and  complete 
Information  with  respect  to  the  suit, 
supplementing  the  same  with  further  In- 
formation as  to  the  litigation  progress. 
(Sec.  5.  43  Stat.  608;  sees.  1.  2.  46  Stat. 
991,  1016;  sec.  7.  48  Stat.  9;  sec.  1,  49 
Stat.  607;  38  U.  S.  C.  2,  11,  11a,  426,  707, 
Sup.  450) 


5  14.560  Procedure  where  violation  of 
penal  statutes  is  involved,  (a)  The  ac- 
tual submission  to  the  appropriate 
United  States  attorney  of  a  violation  or 
suspected  violation  of  the  penal  provi- 
sions of  the  statutes  of  the  United  States 
will  be  made  by  the  chief  attorney,  re- 
gional office  or  center,  within  whose  Jur- 
tsdictlon  the  alleged  offense  appears  to 
have  been  committed.  Where  the  file  or 
record  which  contains  evidence  of  a  penal 
offense  is  located  in  central  office,  the 
matter  will  be  referred  to  the  solicitor  for 
development  and  reference  to  the  prop>er 
chief  attorney.  Where  the  file  or  record 
Is  maintained  in  a  district  office  or  other 
station,  it  will  be  referred  to  the  chief  at- 
torney of  the  repional  office  In  whose  area 
the  district  office  or  other  station  Is 
located  for  development  and  determina- 
tion as  to  whether  prosecution  is  in- 
dicated and  reference  to  the  proper 
United  States  attorney  if  in  order. 

(b»  In  all  instances  where  there  Is 
evidence  or  indication  of  a  violation  of 
the  penal  provi-sions  of  the  statutes,  the 
case  will  be  fully  and  carefully  devel- 
oped, supplemental  Investigations  being 
made  if  necessary.  If  a  prima  facie  case 
is  disclosed,  the  matter  must  be  submit- 
ted to  the  appropriate  United  States  At- 
torney (18  U.  S.  C.  3-4).  The  Depart- 
ment of  Justice  is  charged  with  the  duty 
and  responsibility  of  interpreting  and  en- 
forcing criminal  statutes,  and  the  final 
determination  as  to  whether  the  evidence 
Is  sufficient  to  warrant  prosecution  in  any 
case  is  a  matter  for  that  Department. 
The  function  of  any  administrative  offi- 
cial is  to  marshal  all  available  evidence 
and  when  the  evidence  is  sufficient  to 
make  a  prima  facie  case  of  a  violation  of 
the  statutes  to  transmit  the  same  to  the 
United  States  attorney  for  such  action  as 
the  Department  of  Justice,  acting 
through  the  United  States  attorney,  may 
doem  neces.sary.  If  the  United  States 
attorney  decides  to  prosecute,  the  chief 
attorney  will  cooperate  with  him.  (Sec. 
5.  43  Stat.  608:  sees.  1.  2.  46  Stat.  991. 
1016:  sec.  7.  48  Stat.  9;  .sec.  1.  49  Stat.  607; 
38  U.  S.  C.  2,  11.  11a.  426.  707,  Sup.  450) 

§  14.561  Administrative  action  prior 
to  submission.  Before  a  submission  Is 
made  to  the  United  States  attorney,  in 
cases  Involving  personnel  or  claims,  the 
solicitor,  where  the  file  is  in  central  of- 
fice, and  the  chief  attorney,  regional 
office  or  center,  where  the  file  is  in  the 
regional  office  or  other  field  station,  will 
ascertain  that  necessary  administrative 
or  adjudicatory  (forfeiture,  etc.)  action 
has  been  taken.  In  cases  involving 
prosecution  under  titles  III  (38  U.  S.  C. 
693)  and  V  (38  U.  S.  C.  694 1.  Service- 
men's Readjustment  Act,  and  in  urgent 
cases  such  as  breaches  of  the  peace,  dis- 
orderly conduct,  trespass,  robbery,  or 
where  the  evidence  may  be  lost  by  delay 
or  prosecution  barred  by  the  statute  of 
limitations,  submission  to  the  United 
States  attorney  may  be  made  Immedi- 
ately. (Sec.  5,  43  Stat.  608;  sees.  1,  2, 
46  Stat.  991.  1016;  sec.  7.  48  Stat.  9; 
sec.  1.  49  Stat.  607;  38  U.  B.  C.  2.  11. 
11a.  426,  707,  Sup.  450) 

§  14.563  Collections  or  adjustments. 
When  it  is  determined  that  a  submis- 


sion Is  to  be  made  to  the  United  States 
attorney,  no  collection  or  adjustment  will 
be  made  without  ^is  advice.  However, 
if.  pending  the  submission,  or  even  sub- 
sequent thereto  pursuant  to  a  prior  de- 
mand the  potential  defendant  or  other 
person  should  forward  or  tender  pay- 
ment same  may  be  accepted.  If  the 
United  States  attorney  determines  that 
prosecution  Is  not  indicated,  or  when 
prosecution  has  ended,  the  file  will  be 
returned  to  the  appropriate  office  with 
a  report  as  to  the  action  taken.  (S.^c. 
5.  43  Stat.  608:  sees.  1.  2,  46  Stat.  991, 
1016;  sec.  7,  48  Stat.  9;  sec.  1,  49  S*?t. 
607;  38  U.  S.  C.  2,  11,  11a.  426,  707, 
Sup.   450) 

§  14.583  Crime  or  offenses  on  reserva- 
tions. There  appears  to  be  no  .sjxjcific 
statute  providing  jxinishment  in  a  ca?e 
where  a  patient  of  a  Veterans'  Adminis- 
tration hospital  or  home  refuses  to  leave 
upon  direction  of  the  manaccr.  Such 
refu.sal  on  the  part  of  the  patient  would 
ordinarily,  under  the  common  law  or  the 
local  police  regulations  or  State  stat- 
utes, be  con.sidered  a  trespass,  breach  of 
peace,  or  disorderly  conduct,  and  being 
so  would  con.stitute  an  offense  against 
the  United  States  by  reason  of  the  terms 
of  section  13.  title  18,  United  States  Code. 
Procedure  for  causing  the  arrest  of  the 
offending  patient  may  be  under  the  pro- 
visions of  section  203  of  the  World  War 
Veterans'  Act,  1924,  as  amended  (38 
U.  S.  C.  497),  provided  the  AdminLstra- 
tor  has  designated  a  person  or  persons 
at  a  particular  hospital  or  home  tomake 
arrests.  Procedure  for  causing  the  ar- 
rest of  the  offending  iiatient  may  also 
be  under  the  provisions  of  section  3041, 
title  18.  United  States  Code.  (Sec.  5. 
43  Stat.  608:  .sees.  1.  2,  46  Stat.  991.  1016; 
sec.  7.  48  Stat.  9;  sec.  1.  49  Stat.  607; 
38  U.  S.  C.  2.  11.  11a,  426.  707,  Sup.  450) 

5  14  584  Arrests  when  person  refuses 
to  leave  hospital  or  home.  Where  such 
a  situation  arLses  at  a  hospital  or  home 
located  without  the  jurisdiction  of  the 
District  of  Columbia,  the  manager,  prior 
to  causing  the  arrest  of  the  patient  who 
refuses  to  leave  after  having  been  duly 
discharged,  will  firrt  inquire  of  anv  of  the 
officers  mentioned  in  section  3041.  title 
18,  United  States  Code,  as  to  the  usinl 
mode  of  proces.s  against  offenders  in  the 
local  jurisdiction  wherein  the  .station  is 
situated  who  are  guilty  of  disorderly  con- 
duct and  then  proceed  accordingly. 
Every  effort  should  be  made  to  h?ve  the 
patient  leave  on  his  own  initiative  be- 
fore resorting  to  this  final  and  drastic 
measure  of  causing  his  removal  by  ar- 
rest. (Sec.  5,  43  Stat.  608.  sec.  10.  4i 
Stat.  1308.  sees.  1,  2,  46  Stat.  991.  1016. 
sec.  7.  48  Stat.  9,  .sec.  1.  49  Stat.  607;  38 
U.  S.  C.  2,  11.  11a.  426,  497.  707.  Sup.  450) 

§  14  600  Liability,  (a)  The  United 
States  1-s  not  liable  for  wrongs  inflicted 
by  its  officers  or  employees  except  in  ac- 
cordance with  specific  legislation  provid- 
ing such  liability.  The  Federal  Tort 
Claims  Act  (August  2, 1946.  title  IV,  Pub- 
lic Law  601,  chapter  753.  2d  session,  79th 
Congress,  60  Stat.  842,  as  amended:  28 
U.  S.  C.  1291,  1346.  1402,  1504.  2110,  2';01. 
2402.  2411.  2412.  and  2671  through  2G80) 
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prescribes  a  uniform  procedure  for  the 
handling  of  claims  against  the  United 
States,  for  money  only,  accruing  on  and 
after  January   1.   1^45.   on   account  of 
damage  to  or  loss  of  property,  or  on  ac- 
count of  personal  Injury  or  death,  caused 
by  the  negligent  or  wrongful  act  or  omis- 
sion of  any  employee  of  the  Government 
while  acting  within  the  scope  of  his  office 
or    employment,    under    circumstances 
where  the  United  States,  if  a  private  per- 
son, would  be  liable  in  accordance  with 
the  law  of  the  place  where  the  act  or 
omission  occurred.    Part  2  of  the  act 
(28  U.  S.  C.  2672  and  2673)    relates  to 
administrative  consideration,  ascertain- 
ment,  adjustment,    determination    and 
settlement    of    such    claims    "*     *     * 
where  the  total  amount  of  the  claim  does 
not  exceed  $1,000     •     •     •."     Part  3  (28 
use.  1291. 1346.  1402.  1504.  2110.  2402. 
2411.  2412.   2674.  2675.  267'>.  and  2677) 
provides  for  the  filing  of  suit  on  tort 
claims  in  United  States  district  courts, 
and  authorizes  compromises  by  the  At- 
torney General,  with  the  approval  of  the 
court,  in  such  cases.    No  limitation  is 
provided  with  respect  to  the  amount  of  a 
claim  which  may  be  submitted  for  judi- 
cial consideration,  and  suit  may  be  insti- 
tuted on  claims  which  have  been  disal- 
lowed administratively  and  claims  which 
have  been  withdrawn  from  administra- 
tive consideration  prior  to  final  disposi- 
tion thereof.    Court  cases  under  the  act 
shall  be  tried  without  a  jury.     A  district 
court  judgment  may  be  appealed  to  a 
United  States  circuit  court  of  appeals  or 
to  the  court  of  claims  of  the  United 
States.     Part  4  (28  U.  S.  C.  2401.  2678. 
2679.  and  2680)   of  the  act  provides  a 
one-year  statute  of  limitations  beginning 
on  the  day  the  claim  accrued,  or  the  date 
of  enactment  of  the  act.  whichever  is 
later,  for  the  submi.s.sion  in  writing  for 
administrative  consideration  of  a  claim 
not  exceeding  $1,000  in  amount,  or  initia- 
tion of  court  action  in  any  amount.    In 
the  case  of  a  claim  not  exceeding  $1,000 
presented  for  administrative  considera- 
tion, an  extension  of  six  months  from  the 
date  of  notice  of  final  administrative  dis- 
position or  from  the  date  of  withdrawal 
of  the  claim  is  granted  where  the  time  for 
filing  suit  would  otherwise  expire  before 
the  end  of  the  six-month  period. 

(b)  Part  4  of  the  act  also  specifically 
enumerates  the  types  of  claims  on  which 
the  United  States  is  not  liable  under  the 
Federal  Tort  Claims  Act  (28  U.  S.  C. 
2680>.  (Sec.  5.  43  Stat.  608:  sees.  1,  2, 
46  Stat.  991.  1016:  .sec.  7,  48  Stat.  9:  sec.  1. 
49  Stat.  607:  38  U.  S.  C.  2.  11.  11a.  426, 
707.  Sup.  450) 

34.  Sections  14.602  and  14.603  are 
hereby  revised  and  renumbered  §  14.601 
and  14  602.  respectively,  and  new  mate- 
rial is  added  as  §  14.603. 

§  14.601  Collisions.  (a>  A  report  of 
any  collision  involving  a  Veterans'  Ad- 
ministration vehicle  which  results  in 
property  damage  or  personal  Injury  or 
death,  will  be  made  by  the  operator  of 
the  Veterans'  Administration  vehicle  im- 
mediately following  the  accident,  on 
Standard  Form  No.  91,  Operator's  Report 
of  Motor  Vehicle  Accident.    A  copy  of 
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said  report,  accompanied  by  an  executed 
copy  of  Standard  Form  No.  93,  Report  of 
Investigating  Officer,  will  be  promptly 
submitted  to  the  appropriate  chief  attor- 
ney, who  will  authorize  such  additional 
Investigation  as  the  circumstances  of  the 
case  may  warrant. 

(b)  All  Veterans'  Administration  em- 
ployees who  operate  government-owned 
motor  vehicles  will  be  furnished  copies  of 
Standard  Form  91  and  will  comply 
strictly  with  instructions  contained 
therein.  Similarly,  all  persons  other 
than  drivers  who  are  concerned  with  the 
Investigation  and  report  of  accidents  and 
claims  will  t>e  fuinished  with  copies  of 
Standard  Form  No.  93  and  Standard 
Form  No.  92,  described  below,  and  will 
comply  strictly  with  the  instructions 
contained  in  said  forms.  (Sec.  5,  43  Stat. 
608:  sees.  1.  2.  46  Stat.  991.  1016:  sec.  7. 
48  Stat.  9:  sec.  1.  49  Stat.  607:  38  U.  S.  C. 
2,  11.  Ua.  426,  707.  Sup.  450) 

8  14.602  Damage  or  loss  due  to  other 
causes.  Any  accident  resulting  in  dam- 
age to.  or  loss  of  property,  or  in  personal 
injury  or  death,  due  apparently  or  alleg- 
edly to  the  negligence  or  wrongful  act  or 
omission  of  an  employee  of  the  Veterans' 
Administration  acting  within  the  scope 
of  his  office  or  employment,  or  damage 
to  or  loss  of  government-owned  property 
caused  by  other  than  a  Veterans'  Admin- 
istration employee  acting  within  the 
scope  of  his  office  or  employment,  will  be 
immediately  reported  on  Standard  Form 
No.  92.  Supervisor's  Report  of  Accident. 
The  manager  of  the  station  where  such 
occurrence  took  place  will  promptly 
transmit  a  copy  of  the  aforementioned 
report  to  the  appropriate  chief  attorney, 
who  will  authorize  such  additional  in- 
vestigation as  the  circum.stances  of  the 
case  may  warrant.  <See.  5.  43  Stat.  608: 
sees.  1.  2.  46  Stat.  991. 1016;  sec.  7. 48  Stat. 
9;  sec.  1.  49  Stat.  607;  38  U.  S.  C.  2, 11, 11a. 
426.  707,  Sup.  450  > 

§  14.603  Central  office  and  district 
office  cases,  (a)  The  chief  attorney. 
Washington  regional  office,  is  the  appro- 
priate chief  attorney  within  the  purview 
of  the  regulations  in  this  part  relating 
to  "Torts"  for  the  purpose  of  process- 
ing and  reporting  to  the  solicitor  motor 
vehicle  collisions  and  other  occurrences 
resulting  in  property  damage,  personal 
injury  or  death,  which  involve  Veterans' 
Administration  Central  office  personnel. 

(b)  The  chief  attorney  of  the  regional 
office  for  the  area  In  which  a  district 
office  or  other  .station  Is  located  will  be 
the  appropriate  chief  attorney  within 
the  purview  of  the  regulations  in  this 
part  relating  to  "Torts"  for  the  purpose  of 
processing  and  reporting  to  the  solicitor 
motor  vehicle  collisions  and  other  occur- 
rences resulting  in  property  damage,  per- 
sonal injury  or  death.  (Sec.  5.  43  Stat. 
608:  sees.  1,2,  46  Stat.  991.1016:  sec.  7.  48 
Stat.  9:  sec.  1,  49  Stat.  607:  38  U.  S.  C. 
2.  11,  11a,  426.  707,  Sup.  450) 

35.  Sections  14.604  and  14.605  are 
amended  to  read  as  follows: 

§  14.604  Investigation.  An  employee 
will  be  designated  at  each  station  to  In- 
vestigate  motor   vehicle  collisions   and 


other  accidents  involving  damage  to.  or 
loss  of,  privately-owned  property  or  per- 
sonal injury  or  death,  apparently  or  al- 
legedly resulting  from  the  negligence  of 
an  employee  of  the  Veterans'  Administra- 
tion acting  within  the  scope  of  his  em- 
ployment, or  damage  to  or  loss  of  govern- 
ment-owned property  caused  by  other 
than  Veterans'  Administration  employ- 
ees.   In  regional  offices  and  district  of- 
fices the  Investigating  employees  will  be 
designated  by  the  chief  attorney;  in  cen- 
tral office,  the  designation  will  be  made 
by  the  assistant  administrator  for  con- 
struction supply,  and  real  estate;  and  at 
all  other  stations,  the  employee  to  make 
such  investigations  will  be  designated  by 
the  manager.    Where  possible  the  em- 
ployee designated  to  conduct  such  inves- 
tigations will  be  one  who  has  had  some 
experience  in  the  investigation  of  acci- 
dent ca.ses.     (Sec.  5.  43  Stat.  608;  sees. 
1   2  46  Stat.  991,  1016:  .sec.  7.  48  Stat.  9; 
seo.  1,  49  Stat.  607:  38  U.  S.  C.  2.  11,  11a, 
426.  707,  Sup.  450) 

5  14  605  Report.  Following  receipt  of 
the  initial  reports  in  a  case  and  comple- 
tion of  such  additional  investigation  as  is 
considered  proper,  the  chief  attorney  will 
review  all  the  evidence  and  prepare  a 
concise,  complete  report,  including  a 
summary  of  the  evidence,  his  findings  of 
the  essential  ultimate  facts,  citations  of 
applicable  local  laws,  regulations  and  de- 
cisions, and  his  conclusion  of  law  as  to 
the  liability  of  the  United  States,  or  the 
liability  of  the  person  other  than  a  Vet- 
erans' Administration  employee  acting 
within  the  scope  of  his  employment  for 
damage  to  Government-owned  property. 
(Sec.  5.  43  Stat.  608;  sees.  1,  2.  46  Stat 
991.  1016:  sec.  7.  48  Stat.  9:  see.  1.  49 
Stat.  607:  38  U.  S.  C.  2,  11,  11a.  426,  707, 
Sup.  450) 

36.  Section  14.606  is  amended  to  show 
new  material,  and  material  formerly  ap- 
pearing in  §  14.606  is  revised  and  renum- 
bered as  §  14  607. 

§  14.606  Claim  forms.  There  will  be 
promptly  furnished  each  person  who  in- 
quires as  to  the  procedure  for  filing  a 
claim  against  the  United  States  predi- 
cated on  alleged  negligence  of  a  Veter- 
ans' Administration  employee  acting 
within  the  scope  of  his  employment,  one 
copy  of  Standard  Form  95.  Claim  for 
Damage  or  Injury.  The  claimant  should 
be  informed  of  the  necessity  for  comply- 
ing with  the  Instructions  on  the  reverse 
side  of  the  aforementioned  form  and  ad- 
vised to  submit  same  directly  to  the  Vet- 
erans' Administration  activity  having 
jurisdiction  of  the  area  wherein  the  oc- 
currence complained  of  took  place.  <Sec. 
5.  43  Stat.  608:  sees.  1.  2,  46  Stat.  991. 
1016;  sec.  7.  48  Stat.  9:  see.  1,  49  Stat. 
607:  38  U.  S.  C.  2,  11.  11a.  426.  707.  Sup. 
450  > 

§  14.607  Determination  of  liaMity. 
(a)  When  there  is  submitted  a  claim  in 
excess  of  $1,000,  the  chief  attorney  will 
notify  the  claimant  that  the  Veterans' 
Administration  Is  without  authority  to 
consider  the  claim.  Inasmuch  as  the  Fed- 
eral Tort  Claims  Act  provides  a  maxi- 
mum of  $1,000  for  administrative  consid- 
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eratlon  of  claims  thereunder.  Attention 
of  the  claimant  should  be  invited  to  the 
provisions  of  the  act  relating  to  judicial 
consideration  of  tort  claims. 

(b)  In  the  ease  of  a  claim  for  not  more 
than  $1,000  wherein  the  chief  attorney 
determines  that  there  is  no  liability  on 
the  part  of  the  United  States,  he  will 
promptly  notify  the  claimant  of  the  dis- 
allowance of  the  claim,  explaining  the 
rea.sons  therefor,  and  advise  the  claim- 
ant of  the  right  to  appeal  to  the  solicitor 
within  60  days  and  of  the  right  afforded 
by  the  act  to  file  suit.  In  the  event  ap- 
peal is  not  made  to  the  solicitor  within 
60  days,  the  date  of  expiration  of  said 
period  will  be  considered  as  the  date  of 
final  administrative  di.sposition  of  the 
claim  for  the  purpose  of  the  statute  of 
limitations  provided  in  section  420  of  the 
act  (28U.  S.  C.  2401). 

(c)  In  cases  of  a  claim  for  not  more 
than  $1,000  wherein  the  chief  attorney 
determines  liability  on  the  part  of  the 
United  States  under  the  act.  and  ca.ses 
of  appeal  from  an  adverse  decision  by 
the  chief  attorney,  the  report  required 
by  §  14.605,  will  be  transmitted,  along 
with  a  statement  regarding  a  fair 
and  reasonable  amount  for  reimburse- 
ment, to  central  office,  attention:  the 
solicitor.  The  solicitor  will  review  said 
report  and  make  the  final  administra- 
tive determination  regarding  allowance 
of  the  claim.  If  the  claim  is  disallowed, 
the  solicitor  will  notify  the  claimant  ac- 
cordingly and  advise  of  the  right  afforded 
by  the  act  to  file  suit. 

(d)  If  suit  is  instituted,  the  investiga- 
tion report  and  all  other  evidence  in  the 
case  will  be  made  available  to  the  De- 
partment of  Justice,  and  the  local  chief 
attorney  will  afford  .«uch  cooperation  as 
may  be  requested  by  the  United  States 
attorney. 

(e)  In  any  cases  administratively  set- 
tled, the  solicitor  will  approve  the  at- 
torney fee.  If  any.  to  be  paid  out  of  the 
award.  Any  member  of  the  bar  in  good 
standing  and  who  represents  the  claim- 
ant shall  be  recognized  in  presenting 
claims  under  the  Federal  Tort  Claims 
Act.  (Sec.  5,  43  Stat.  608:  sees.  1.  2.  46 
Stat.  991.  1016;  sec.  7.  48  Stat.  9:  sec.  1, 
49  Stat.  607:  38  U.  S.  C.  2,  11.  11a.  426. 
707.  Sup.  450) 

37.  Sections  14.608  and  14.609  are 
amended  to  read  as  follows: 

5  14.608  Damage  to  or  loss  of  govern- 
ment property.  In  a  case  where  the 
chief  attorney  determines  that  damage 
to  or  loss  of  government  property  under 
the  jurisdiction  of  the  Veterans'  Admin- 
istration resulted  from  the  negligence  of 
a  person  other  than  an  employee  of  the 
United  States  acting  within  the  scope  of 
his  employment,  he  will  request  payment 
of  the  amount  of  damage  from  the  per- 
son liable  therefor  or  his  insurer.  If 
the  chief  attorney  is  unable  to  secure  vol- 
untary payment  of  the  claim,  the  report 
required  by  §  14.605,  together  with  a 
statement  as  to  why  payment  Is  denied 
and  copies  of  correspondence  regarding 
the  requested  payment,  will  be  trans- 
mitted to  central  office,  attention:  the 
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solicitor.  (Sec.  5.  43  Stat.  608;  sees.  1,  2, 
46  Stat.  991,  1016;  sec.  7,  48  Stat.  9;  sec. 
1,  49  Stat.  607;  38  U.  S.  C.  2,  11,  11a,  426. 
707,  Sup.  450) 

I  14.609  Damage  to  or  loss  of  pa- 
tients' property.  The  authorization  for 
payment  of  damage  to  or  loss  of  personal 
property  of  hospitalized  patients  caused 
by  the  negligence  of  an  officer  or  em- 
ployee of  the  Government  contained  in 
the  act  of  December  28,  1922  (42  Stat. 
1066;  31  U.  S.  C.  sec.  215)  \s  repealed  by 
the  act  of  August  8,  1946.  supra,  and 
claims  for  such  losses  are  for  settlement 
under  the  Federal  Tort  Claims  Act. 
(Sec.  5.  43  Stat.  608;  sees.  1,  2,  46  Slat. 
991.  1016;  sec.  7.  48  Stat.  9;  sec.  1.  49 
Stat.  607:  38  U.  S.  C.  2.  11,  11a.  426.  707. 
Sup.  450) 

38.  The  centerhead  Immediately  pre- 
ceding §  14.620  is  changed  to  read  as  fol- 
lows: "Power  of  Attorney  and  Delega- 
tion of  Authority  in  Guaranty  and  In- 
surance of  Loans,  to  Loan  Guaranty  Of- 
ficers under  Title  III.  Public  Law  346. 
78th  Congress,  as  amended  <38  U.  S.  C. 
694 »." 

39.  Section  14.620  Is  amended  to  read 
as  follows: 

§  14.620  Power  of  attorney  and  dele- 
gation of  authority — (a)  Forms,  Power  of 
Attorney.  Title  HI,  Public  Law  346.  78th 
Congress,  as  amended.  VA  Form  2-23. 
Power  of  Attorney  and  Delegation  of 
Authority,  and  VA  Form  2-24,  Revoca- 
tion of  Power  of  Attorney,  are  prescribed 
for  use  of  loan  guaranty  officials  to  sup- 
ply formal  evidence  of  the  authority  of 
de.signated  per.-^ons  to  perform  the  func- 
tions and  exercise  the  powers  delegated 
to  them  by  regulations  (5  36.4342  of  this 
chapter)  pur.=;uant  to  section  504,  Serv- 
icemen's Readjustment  Act  of  1944.  as 
amended  (38  U.  S.  C.  694d). 

(b)  Execution  of  Power  of  Attorney 
and  delegation  of  authority.  The  man- 
ager of  a  regional  office  will  from  time 
to  time  designate  appropriate  employees 
to  be  named  In  appropriate  instruments 
commonly  referred  to  as  Power  of  At- 
torney. VA  Form  2-23.  The  loan  guar- 
anty officer,  if  any,  will  be  one  designee. 
At  all  times  one  additional  employee 
shall  be  authorized  to  act  by  such  power 
of  attorney.  Three  copies  of  VA  Form 
2-23  will  be  filled  in  by  the  regional  chief 
attorney  for  each  designee  and  for- 
warded to  the  solicitor  who  will  secure 
execution  and  acknowledgment  of  two 
copies  by  the  Administrator.  One  copy 
will  be  retained  In  central  office  file;  the 
two  executed  copies  will  be  returned  di- 
rect to  the  regional  chief  attorney. 

(c  Revocation  of  Power  of  Attorney. 
Any  such  power  of  attorney  will  be  re- 
voked promptly  when.  In  the  discretion 
of  the  manager,  cause  therefor  arises; 
and  In  any  event  upon  the  designee's 
separation  from  the  position  of  a  loan 
guaranty  official,  or  from  tlie  service,  and 
all  executed  copies  of  VA  Form  2-23  des- 
ignating such  person  will  be  marked 
"canceled"  and  forwarded  to  the  office  of 
the  solicitor.  The  regional  chief  attor- 
ney upon  notification  will  prepare  VA 
Form  2-24  accordingly  and  secure  oxo- 
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cution  and  acknowledgment  thereof  in 
like  manner.  It  will  be  recorded  in  each 
county,  if  any.  In  which  the  power  of 
attorney  was  recorded.  All  such  copies 
of  VA  Form  2-24.  whether  executed  here- 
tofore or  hereafter,  shall  be  r^'tumed  as 
promptly  as  feasible  to  the  office  of  the 
solicitor  by  the  regional  chief  attorney, 
with  statement  that  a  copy  thereof  was 
recorded  In  each  county  In  which  the 
revoked  power  of  attorney  was  recorded. 
If  th(  power  of  attorney  has  not  been  re- 
corded, the  regional  chief  attorney  will 
so  state  when  returning  "canceled" 
copies  to  the  office  of  the  solicitor.  In 
such  cases  only  one  copy  of  the  revoca- 
tion will  be  executed  and  acknowledged 
by  the  Administrator  and  it  will  be  re- 
tained in  the  office  of  the  solicitor. 

(d'  Recordation.  VA  Form  2-23  or 
VA  Form  2-24  may  be  filed  for  record 
when  in  the  judgment  of  the  chief  attor- 
ney it  is  appropriate  to  do  so.  If  not 
so  filed  any  interested  person  may  have 
the  original  recorded  by  the  chief  attor- 
ney upon  payment  of  the  recording  fee 
therefor,  or  by  including  the  amount 
thereof  in  the  purchase  price  of  the  prop- 
erty, as  may  be  agreed. 

(e)  Recordation  Fee.  Authority  is 
hereby  granted  for  payment  of  recorda- 
tion fee  if  recordation  is  requested  by 
loan  guaranty  officer  or  approved  by  the 
chief  attorney.  Payment  contempora- 
neously with  filing  for  record  may  be  ac- 
complished by  advance  of  cash  in  accord 
with  Veterans'  Administration  finance 
procedure.  (Sec.  5.  43  Stat.  608;  sees.  1. 
2.  46  Stat.  991.  1016;  sec.  7.  48  Stat.  9; 
sec.  1.  49  Stat.  607:  sec.  8.  59  Stat.  626; 
38  U.  S.  C.  2,  11.  11a,  426,  694,  707.  Sup. 
450  • 

40.  Section  14,621  is  hereby  canceled. 

§  14.621  Authority  of  solicitor  and 
chief  attorneys.     [Canceled.] 

41.  Section  14.627  is  amended  to  read 
as  follows: 

§  14.627  Accredited  representatives. 
Recognized  organizations  shall  file  with 
the  Administration  on  the  prescribed 
form  furnished  by  the  Veterans'  Admin- 
istration the  names  of  any  persons  whom 
they  de.sire  recognized  as  accredited  rep- 
resentatives thereof  and.  if  so  desired,  the 
Veterans'  Administration  office  or  offices 
at  which  recognition  Is  to  be  extended 
In  the  presentation  of  claims.  In  pro- 
posing a  candidate  for  recognition  as  a 
representative,  the  organization,  through 
its  appropriate  officer,  shall  certify  to  the 
following:  (1)  That  the  applicant  is  a 
citizen  of  the  United  States,  of  good 
character  and  reputation,  Is  qualified  by 
training  or  experience  to  assist  in  the 
presentation  of  claims;  and  that  he  is 
a  member  or  employee  of  the  organiza- 
tion; (2)  that  he  is  not  employed  In  any 
civil  or  military  department  or  agency 
of  the  United  States;  (3)  whether  the 
applicant  Is  a  veteran,  and  If  so,  that  he 
was  honorably  discharged  from  the  ac- 
tive service. 

(a)  The  application  (VA  Form  2-P- 
21)   executed  by  national  organizations 
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will  be  filed  with  the  oCBce  of  the  solicitor. 
The  application  (VA  Form  2-P-21) 
executed  by  a  state  organization  may  be 
filed  with  a  regional  dfflce  in  the  state 
in  v,hich  the  applicant  is  to  serve,  or 
with  the  office  of  the  solicitor. 

(b>  An  application  received  in  the 
central  office  may  be  sent  to  the  ap- 
propriate regional  office  if  necessary  to 
secure  sufficient  facts  to  justify  a  de- 
termination whether  the  applicant  is 
qualified.  The  report  of  the  chief  attor- 
ney and  the  recommendation  of  the 
manager  will  be  transmitted  to  the 
solicitor.  If  the  application  is  filed  in 
a  regional  office  the  manager  will  report 
.  to  the  solicitor  whether  the  applicant  is 
qualified.  FL  2-3.  Notice  to  Veteran's 
Representative  of  Recogni^tion,  will  be 
issued  by  the  solicitor. 

<c)  Record  will  be  maintained  in  the 
office  of  the  solicitor  of  all  recognitions 
Issued  and  a  duplicate  card  will  be 
forwarded  to  the  chief  attorney  of  the 
office  or  offices  if  any  designated  by  the 
organization. 

(d)  Recognition  will  be  canceled  at 
the  request  of  the  organization.  A  man- 
ager may  suspend  any  recognition  for 
cause,  sending  a  report  to  the  central 
office,  attention  of  the  solicitor,  for  final 
determination.  In  cases  of  extraordi- 
nary violation  Involving  criminal  action, 
cancellation  may  be  affected  immediately 
by  the  field  office  subject  to  review  by 
central  office.  Where  recognition  is 
canceled  or  sus|>ended  in  accordance 
with  the  above,  notice  thereof  'FL  2-5, 
Cancellation  of  Recognition  as  Veterans' 
Representative,  or  letter  of  suspension) 
wiH  be  supplied  in  the  same  manner,  as 
above  stated,  with  respect  to  notice  of 
recognition. 

(e>  Nominations  of  accredited  repre- 
sentatives of  national  service  organiza- 
tions and  of  the  American  Red  Cross 
will  be  accepted  only  if  approved  by  the 
national  certifying  officer  of  such 
organization. 

( f )  Letters  of  recognition  issued  by  the 
central  office  will  constitute  authoriza- 
tion for  the  recognition  of  accredited 
representatives  designated  therein,  in 
claims  matters  in  all  offices  (including 
hospitals  and  homes)  of  the  Veterans' 
Administration  unle.ss  otherwise  desig- 
nated by  the  organization.  (Sec.  5,  43 
Stat.  608.  sees.  1,  2.  46  Stat.  991.  1016; 
sec.  7,  48  Stat.  9;  sees.  201-203,  49  Stat. 
2032:  38  U.  S.  C.  2,  11,  11a.  426,  706,  707, 
Sup.  102-104) 

42.  In  ?  14.629.  paragraphs  fa>  and 
(b)  are  amended  to  read  as  follows: 

5  14.629  Recognition  of  attorneys  and 
agents,  (a)  Claim  agents  will  continue 
to  be  recognized  and  certified  only  by 
the  office  of  the  solicitor. 

(b)  Recognition  of  attorneys  Is  hereby 
decentralized  to  the  managers  of  regional 
offices,  the  functions  to  be  a  part  of  the 
duties  of  the  chief  attorney,  but  such 
recognition  may  be  granted  also  by  the 
solicitor.  Any  member  In  good  standing 
of  the  bar  of  a  state,  territory  or  pos- 
session of  the  United  States,  or  of  the 
bar  of  the  District  of  Columbia  will,  upon 
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application  on  VA  Form  2-3186,  Applica- 
tion for  Recognition  as  Attorney,  be  cer- 
tified as  entitled  to  recognition  provided 
he  has  never  been  convicted  (including 
plea  of  guilty  or  nolo  contendere)  of  a 
serious  penal  offense.  Including  any 
violation  of  any  penal  provisions  respec- 
ting fees. 


43.  Sections  14.631,  14.632.  and  14.634 
are  amended  to  read  as  follows: 

§  14.631  Knowledge  of  laws.  An  ap- 
plicant for  recognition  as  attorney  will 
be  presumed  to  have  such  knowledge 
of  the  law  and  regulations  as  to  qualify 
him  to  render  substantial  service  and 
may  be  recognized  by  the  chief  attorney 
if  his  application  shows  he  meets  the 
requirements  of  §  14.632.  Any  duly 
recognized  attorney  will,  for  the  purpose 
of  receiving  appropriate  Information  in 
a  specific  case,  be  accorded  such  recog- 
nition by  central  office  or  any  district  or 
regional  office  to  which  he  presents  a 
duly  certified  or  attested  copy  of  his 
notification  of  recognition  as  attorney, 
together  with  the  original  or  similarly 
exemplified  copy  of  power  of  attorney. 
•  Sec.  5,  43  Stat.  608,  sees.  1,  2,  46  Stat. 
991.  1016:  sec.  7.  48  Stat.  9:  sees.  201-203. 
49  Stat.  2032:  38  U.  S.  C.  2,  11.  11a, 
426.  706.  707,  Sup.  102-104) 

§  14.632  Character  and  citizenship. 
Any  person  of  good  moral  character  and 
of  good  repute,  who  is  an  attorney-at-law 
in  good  standing  and  a  citizen  of  the 
United  States  or  who  has  declared  his  in- 
tention to  become  such  a  citizen,  may  be 
recognized  if  not  prohibited  by  law  and 
represent  claimants  before  the  Veterans' 
Administration  by  presenting  for  that 
privilege  to  the  manager  a  properly  exe- 
cuted application  on  the  form  prescribed 
by  the  Administrator,  Va  Form  2-3186, 
Application  for  Recognition  as  Attorney. 
Attorneyswho  are  citizens  of  the  Repub- 
lic of  the  Philippines  may  be  recognized 
under  similar  criteria  in  the  presentation 
of  claims  before  the  Veterans'  Adminis- 
tration office  in  the  Philippines.  (Sec. 
5.  43  Stat.  608.  sees.  1,  2,  46  Stat.  991, 
1016;  sec.  7,  48  Stat.  9;  sees.  201-203.  49 
Stat.  2032:  38  U.  S.  C.  2,  11,  Ua,  426, 
706,  707.  Sup.  102-104) 

§  14.634  Notification  of  recognition  of 
attorneys  by  field  stations.  When  an 
attorney  has  been  recognized  by  a  chief 
attorney  a  3  x  5  card  will  be  prepared 
showing  his  name,  address,  and  date  of 
recognition.  A  copy  of  this  card  will  be 
forwarded  to  the  office  of  the  solicitor, 
and  any  other  office  In  which  the  attor- 
ney requests  that  his  recognition  be 
recorded.  When  the  attorney  has  been 
recognized  by  the  solicitor  a  copy  of  the 
3x5  card  will  be  sent  to  the  chief  attor- 
ney of  the  office  In  which  he,  the  attor- 
ney, requests  that  his  recognition  be 
recorded.  tSec.  5.  43  Stat.  608.  sees.  1,  2, 
46  Stat.  991,  1016:  sec.  7,  48  Stat.  9: 
sees.  201-203,  49  Stat.  2032;  38  U.  S.  C. 
2,  11,  11a.  426,  706,  707,  Sup.  102-104) 

[SEAL]  O.  W.  Clark, 

Deputy  Administrator. 

[P.    R.    Doc.    49-3585:    Filed.    May    5.    1949; 
8:54  a.  m.] 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal   Communications 
Commission 

(Docket  Noe.  8658.  8965.  8972.  8973,  8974.  9001, 
9018,  9346.  90471 

Part  2 — Frequency  Allocations  and 
Radio  Treaty  Matters;  General  Rm.Es 
and  Regulations 

Part  6  —  Public  RADiorcMMtJNiCATioN 
Services  (Other  Than  Maritime  Mo- 
bile) 

Part  10 — Public  Safety  Radio  Services 

Part  11 — Industrial  Radio  Services 

Part    16  —  Land   Transportation   Radio 
Services 

Part  17 — Stations  in  the  Utility  Radio 
Service 

report  and  order  of  the  commission 

In  the  matter  of  general  mobile  radio 
service.  Docket  No.  8658;  allocation  of 
frequencies  between  25  and  30  mc. 
Docket  No.  8965;  allocation  of  frequen- 
cies between  44  and  50  mc,  and  between 
152  and  162  mc.  Docket  No.  8972;  alloca- 
tion of  frequencies  between  72  and  76 
mc.  Docket  No.  8973;  allocation  of  fre- 
quencies in  the  band  450-460  mc.  Docket 
No.  8974:  revision  of  Part  10,  "Rules  and 
Regulations  Governing  Emergency  Radio 
Service"  to  change  the  name  of  this  part 
to  "Rules  and  Regulations  Governing 
Public  Safety  Radio  Services",  and  to 
make  other  changes  and  amendments. 
Docket  No.  9001;  promulgation  of  new 
Part  11  of  the  Commission's  rules — rules 
governing  industrial  radio  services. 
Docket  No.  9018;  proposed  rules  and  reg- 
ulations governing  domestic  public  mo- 
bile radio-telephone  services.  Docket  No. 
9046;  promulgation  of  new  Part  16 — rules 
governing  the  land  transportation  radio 
services.  Docket  No.  9047. 

General  statement.  The  Commission 
Is  required  by  sections  4  and  303  of  the 
Communications  Act  of  1934,  as  amend- 
ed, among  other  things,  to  "classify  radio 
stations"  and  "prescribe  the  nature  of 
the  service  to  be  rendered  by  each  class 
of  licensed  stations",  to  "assign  bands  of 
frequencies  to  the  various  classes  of  sta- 
tions and  assign  frequencies  for  each  in- 
dividual station  and  determine  the  power 
which  each  station  shall  use  and  the 
time  during  which  It  may  operate",  to 
"make  such  regulations  not  incon.sistent 
with  law  as  It  may  deem  necessary  to 
prevent  Interference  between  stations", 
to  "study  new  uses  for  radio,  provide  for 
experimental  uses  of  frequencies,  and 
generally  encourage  the  larger  and  more 
effective  use  of  radio  in  the  public  in- 
terest", to  "make  such  rules  and  regula- 
tions and  prescribe  such  restrictions  and 
conditions  •  •  •  as  may  be  neces- 
sary to  carry  out  the  provisions  of"  the 
Communications  Act,  "or  any  interna- 
tional radio  or  wire  commur\ications 
treaty  or  convention";  and  "for  the  pur- 
pose of  obtaining  maximum  effectiveness 
from  the  use  of  radio  •  •  •  In  con- 
nection with  the  safety  of  life  and  prop- 
erty •  •  •  investigate  and  study  all 
phases   of   the   problem   and   the   best 
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methods  of  obtaining  the  cooperation 
and  coordination  of  these  systems." 

In  keeping  with  this  statutory  obliga- 
tion, the  Commission  held  extensive  hear- 
ings and  oral  argument  In  1944  and  1945 
(Docket  No.  6551)  on  the  general  ques- 
tion   of    the    allocation    of    frequencies 
throughout  the  spectrum.    At  that  time, 
all  Interested  persons  were  afforded  an 
opportunity  to  present  facts  and  reasons 
for  assignments  of  frequencies  for  vari- 
ous services.    Following  these  hearings, 
the  Commission,  on  May  25,  1945.  Lssued 
Its  Report  of  Allocations  from  25,000  to 
30.000.000  kilocycles.    In  that  report  the 
Commission  made  provision  for  frequen- 
cies which  would  permit  the  establish- 
ment of  certain  new  radio  services  in  ad- 
dition to  providing  for  existing  services. 
The  Commission  stated  that  it  would  be 
the  Commission's  policy  to  encourage  ex- 
perimentation on  the  part  of  all  inter- 
ested users  of  those  new  services  so  that 
the   most   Info-med   judgment    possible 
might  be  exercised  with  respect  to  the 
best  use  to  be  made  of  the  frequencies 
allocated  and  it  was  noted  that  future 
hearlng.s  would  be  necessary  before  final 
frequency  assignments  could   be   made 
and  the  services  regularly  established. 
The  Commission,  however,  cautioned  all 
applicants  that  a  grant  of  an  experimen- 
tal authorization  would  not,  in  any  way, 
constitute   any   assurance   that   the   li- 
censee would  be  authorized  to  operate  a 
station  in  any  services  that  might  be 
finally  established  and  that  expenditures 
undertaken  on  account  of  such  experi- 
mentation were  Incurred  at  the  rLsk  that 
frequencies  would  be  shifted  or  would  not 
necessarily  be  made  available  on  a  regu- 
lar basis  for  the  type  of  service  author- 
ized. 

The  next  few  years  witnessed  the 
growth,  largely  on  an  experimental  basis, 
of  a  myriad  of  specialized  uses  of  radio' 
On  June  30.  1945.  there  were  21,950  sta- 
tions In  the  nonbroadcast  services  ex- 
clusive of  amateurs.  By  June  30,  1948. 
these  had  more  than  doubled,  increa.sing 
In  number  to  47.414  authorized  stations. 
The  number  of  mobile  units  authorized 
with  these  stations  exceeds  140.000. 

Establishment  of  new  services  inten- 
sifies the  problem  of  finding  frequency 
space  and  of  regulating  operations.    As 
each  new  use  of  radio  emerges  from  the 
experimental  stage,  spectrum  space  must 
be  sought  and  procedures  must  be  inau- 
gurated to  handle  the  newcomer  in  the 
light  of  International  as  well  as  domestic 
considerations  as  public  interest  may  re- 
quire.   'The  tremendous  expansion  in  the 
use  of  radio.  International  commitments 
entered  Into  at  the  Atlantic  City  Inter- 
national Radio  Conference  (1947),  and 
the  study  of  operational  data  compiled 
from  the  reports  filed  by  experimental 
licensees,  made  It  Imperative  that  the 
Commission  re-evaluate  the  relative  re- 
quirements of  the  several  categories  of 
services.    In  addition,  the  experimental 
program  embarked  upon  as  a  result  of  our 
May   1945  allocations  report  had  pro- 
gressed sufficiently  to  enable  the  Commis- 
sion to  determine  which  services  could 
best  serve  the  public  Interest  If  estab- 
lished on  a  regular  basis. 

Docket  No.  8658.  In  which  hearings 
were  held  In  December  1947.  does  not  In- 
volve a  specific  rule  proposal,  but  was  in 

No.  87 3 


FEDERAL  REGISTER 

the  nature  of  an  Investigative  or  policy 
determining  proceeding  to  ascertain,  in 
substance,  whether,  and  In  what  man- 
ner, regular  and  permanent  provision 
should  be  made  for  the  various  general 
mobile  radio  services. 

On  May  6,  1948,  the  Commission  re- 
leased Notices  of  Proposed  Rule-Making 
relative  to  the  allocation  of  frequencies 
In  the  bands  25-30  Mc,  44-50  Mc,  72-76 
Mc,  152-162  Mc,  and  450-460  Mc  Spe- 
cifically, these  proposals  involved  the  fol- 
lowing dockets: 

Docket  No.  8C65— Allocation  of  Frequen- 
cies Between  25-30  Mc. 

Docket  No.  8972— Allocation  of  Frequen- 
cles  Between  44-50  and  152-162  Mc. 

Docket  No.  8973— Allocation  of  Frequen- 
cies Between  72-76  Mc. 

Docket  No.  8974— Allocation  of  Frequencies 
Between  450-460  Mc. 

A  few  weeks  later,  on  June  11,  1948, 
the  Commi.ssion  released  a  group  of  pro- 
posed service  rules.  These  set  forth 
specific  sub-allocations  of  frequencies  to 
the  individual  services  and  comprehen- 
sive regulations  for  their  administration. 
These  proposals  are  contained  in  the  fol- 
lowing dockets: 

Docket  No.  9001— Revision  of  Part  10, 
"Ruler  and  Regulations  Governing  Emer- 
gency Radio  Service"  to  change  the  name 
of  this  Part  to  -Rules  and  Regulations  Gov- 
erning Public  Safety  Radio  Services",  and 
to  make  other  changes  and  amendments. 

Docket  No.  9018 — Promulgation  of  New 
Part  11  of  the  Commission's  Rules — Rules 
Govern.' ng  Industrial  Radio  Services. 

Docket  No.  9046— Proposed  Rules  and  Reg- 
ulations Governing  Domestic  Public  Mobile 
Radiotelephone  Services  (Part  6). 

Docket  No.  9C47— Promulgation  of  New 
Part  16— Rules  Governing  the  Land  Trans- 
l^ortatlon  Radio  Services. 

Since  all  of  these  dockets  are  interre- 
lated, the  Commission,  by  order  of 
August  25.  1948,  provided  that  oral  ar- 
gument would  be  heard  in  a  consolidated 
proceeding  commencing  October  6,  1948. 
The  arguments  were  heard  from  Octo- 
ber 6  through  October  15  before  the 
Commis.sion  en  banc. 

The  Commission  received  over  200 
written  comments  in  these  dockets  and 
some  135  persons  presented  oral  arnu- 
nient.  the  transcript  of  which  aggregates 
1.913  pages.  The  persons  participating 
Included  licensees,  applicants,  trade 
associations,  manufacturers,  etc.  An  in- 
tensive study  of  all  the  comments  filed 
and  the  arguments  presented  has  been 
made  in  an  effort  to  provide  for  max- 
imum frequency  utilization  in  the  public 
interest.  The  Commission  is  well  aware 
of  the  tremendous  problems  involved  In 
public  compliance  with  any  reallocation 
plan,  but  if  facilities  are  to  be  provided 
for  new  services  which  should  be  recog- 
nized and  for  the  necessary  expansion 
and  extension  of  existing  services,  some 
shifts  In  frequencies  presently  In  use  by 
existing  licensees  appear  to  be  unavoid- 
able. 

In  most  cases  the  requests  for  frequen- 
cies far  exceeded  the  available  supply 
and.  In  some  of  these  cases,  there  was 
presented  little  or  no  correlation  between 
the  number  of  channels  requested  and 
the  number  absolutely  essential  to  the 
conduct  of  an  adequate  commimlcatlons 
service.  Secondly,  the  engineering 
standards   upon   which   bandwidths   of 
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emissions  were  estimated  appeared  to  be 
In  confiict.  It  was  therefore  obvious  that 
all  of  the  requests  could  not  be  met  in 
full  and.  In  most  instances,  the  Commis- 
sion has  had  to  allocate  fewer  channels 
than  were  requested  or  to  assign  the 
service  to  a  different  portion  of  the  spec- 
trum from  that  sought,  or  both. 

There  are  six  general  principles  that 

guided  the  Commission  In  making  this 

determination.     With  the  exception  of 

the  sixth  principle,  these  principles  were 

enunciated  in  the  Commission's  Report 

of  May  1945  in  Docket  No.  6651.     First 

the  Commission  examined  each  request 

to  determine  whether  the  service  really 

required  the  use  of  radio  or  whether  wire 

lines  were  a  practicable  substitute.   With 

an    acute    shortage    of    frequencies.    It 

would  not  be  in  the  public  interest  to 

assign  a  portion  of  the  spectrum  to  a 

service    which    could    adequately    and 

feasibly  use  wire  lines  Instead  of  radio. 

The    Commission's    determination    was 

not  limited  to  technical  considerations. 

but  also  took  into  account  economic  and' 

social  factors  and  considerations  of  na- 

i  onal  policy. 

Second,  the  Commission  determined 
that  all  radio  services  should  not  be 
evaluated  alike.  Radio  services  which 
are  necessary  for  the  safety  of  life  and 
property  deserve  more  consideration 
than  those  services  which  are  more  In 
the  nature  of  convenience  or  luxury. 

The  third  principle  the  Commission 
considered  was  the  total  number  of  peo- 
ple who  would  probably  receive  benefits 
from  a  particular  service.  Where  other 
factors  were  equal,  the  Commission  at- 
tempted to  meet  the  requests  of  those 
services  which  proposed  to  render  bene- 
fits to  large  groups  of  the  population 
rather  than  of  those  services  which 
would  aid  relatively  small  groups. 

The  fourth  principle  related  to  con- 
sideration of  the  proper  place  in  the 
spectrum  for  the  service,  based  upon  en- 
gineering consideration  of  propagation 
characteristics  in  different  portions  of 
the  spectrum.    Certain  frequencies  can 
be  used  more  effectively  by  services  re- 
quiring comparatively  long  range  com- 
munications,   while    others    are    better 
suited  for  short  range  communications. 
The  fifth  principle  also  pertained  to 
assignment  of  each  service  to  its  proper 
place  In  the  spectrum.    In  determining 
competing  requests  of  two  or  more  serv- 
ices for  the  same  frequencies,  where  one 
or  more  of  the  services  involved  had  al- 
ready been  assigned  frequenties  on  a  reg- 
ular basis,  the  Commission  gave  careful 
consideration  to  the  number  of  trans- 
mitters and  receivers  already  in  use,  the 
investment  of  the  industry  and  the  pub- 
lic In  equipment,  and  the  cost  and  fea- 
sibility of  converting  the  equipment  for 
operation  on  different  frequencies. 

Finally,  the  Commission  considered 
the  necessity  of  achieving  international 
standardization  of  maritime  mobile  serv- 
ice allocations  around  the  international 
calling  frequency  156.80  Mc. 

Though  the  dockets  were  heard  to- 
gether, in  our  consideration  of  these  pro- 
ceedings, the  Commission  has  attempted 
to  disassociate,  to  the  extent  feasible  in 
each  case,  the  question  of  the  allocation 
of  frequencies  to  the  various  services 
(Dockets  Nos.  8965,  8972.  8973  and  8974) 
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from  the  sub-allocation  of  those  frequen- 
cies in  the  several  parts  of  the  rules  gov- 
erning those  services  (Dockets  Nos.  9001, 
9018,  9046  and  9047) .  For  example,  the 
Table  of  Frequency  Allocations  set  forth 
bPlow  in  S  2.104  <a>  (F.  R.  Doc.  49-3561  > . 
and  to  which  further  reference  will  be 
made,  shows  only  the  service  group  to 
which  a  particular  frequency  is  allocated, 
e.  g..  Public  Safety,  Industrial,  Domestic 
Public,  or  Land  Transportation.  Since 
each  service  group  contains  several  serv- 
ices. In  order  to  determine  the  specific 
frequency  available  to  a  particular  serv- 
ice, reference  must  be  made  to  the  spe- 
cific rules  governing  that  service. 

Docket  No.   8965^Allocation  or  Fre- 
quencies Between  25-30  Mc. 

This  docket  Involves  a  general  alloca- 
tion of  frequencies  between  2&-30  Mc.  to 
certain  categories  of  service.  The  Com- 
mission's proposal  for  this  band  was 
Fummarized  in  its  Allocation  Report  of 
May  1945.  Although  the  exact  frequen- 
cies to  be  allocated  to  the  various  services 
were  not  specified,  the  1945  report  pro- 
vided for  the  use  of  59  frequencies,  at 
Intervals  of  25  kc.  to  the  services  now 
Involved  In  this  docket. 

Aviation  (exclusive) 7 

Industrial  (shared) 52 

Remote  pick-up  (shared) 24 

Experimental  (shared) -  10 

The  proposal,  els  presented  in  Docket  No. 
8965,  would  provide  an  allocation  of  53 
frequencies  at  intervals  of  20  kc.  and  17 
frequencies  a*  intervals  of  10  kc,  as 
follows: 

Aviation  (shared.  10  kc.  wide) Ifl 

Fixed  public  (exclusive.  10  kc.  wide) 1 

Fixed  public  (shared.  10  kc.  wide) 16 

Industrial  (exclusive.  20  kc.  wide) 34 

Remote  pick-up  (exclusive.  20  kc.  wide)  -     18 

In  addition  to  the  above  proposed 
changes,  the  original  allocation  for  in- 
dustrial, scientific  and  medical  equip- 
ment would  be  changed  from  27.32  Mc.  to 
27  12  Mc.  The  fixed  and  mobile  band 
27.43-27.48  Mc.  would  be  changed  to 
27.23-27.28  Mc.  and  the  amateur  band 
27.16-27  43  Mc.  would  be  changed  to 
26  96-27.23  Mc. 

No  great  controversy  developed  with 
respect  to  the  proposed  allocations  as  set 
forth  In  this  band.  The  National  Com- 
mittee for  Utilities  Radio  suggested  an 
Interchange  of  fre^iencies  with  other 
services  in  the  Industrial  group.  Since 
this  Is  a  matter  of  adjusting  assignments 
within  a  service,  and  not  an  over-all  allo- 
cation problem,  the  question  will  be  dis- 
cussed in  that  part  of  the  Commission's 
Report  which  deals  with  Docket  No.  9018, 
Rules  Governing  Industrial  Radio  Serv- 
ices. 

The  comments  of  the  Allen  B.  DuMont 
Laboratories,  Inc.  were  directed  to  the 
question  of  whether  or  not  television  Is 
considered  a  broadcast  service,  since  part 
of  the  band  is  allocated  for  remote  pick- 
up purposes.  The  Commission  consid- 
ers the  term  "Broadcast  Service"  to  In- 
clude television  as  well  as  standard  and 
FM  broadcasting  and.  therefore,  the  tele- 
vision service  would  be  permitted  to  use 
frequencies  within  this  band  for  remote 
audio  pick-up  purposes. 

Accordingly,  the  allocation  of  frequen- 
cies between  25-30  Mc.  as  set  forth  In  the 
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Commission's  revised  proposal  Issued  on 
June  23. 1948  and  shown  on  the  Table  of 
Frequency  Allocations  (P.  R.  Doc.  49- 
3561,  infra).  Is  adopted  without  change. 

Docket  No.  8972 — Allocation  or  Fre- 
quencies Between  44-50  Mc.  and 
152-162  Mc.    . 

The  Commis.Mon's  Report  of  Alloca- 
tions In  May  1945  (Docket  No.  6651) 
allocated  the  band  44-50  Mc.  to  the 
broadcast,  fixed  and  mobile  services  and 
this  band  was  designated  as  television 
channel  No.  1.  Pursuant  to  a  hearing 
held  in  November  1947  (Docket  No. 
8487).  the  Commission,  on  May  5.  1948. 
issued  an  order  deleting  this  allocation  to 
the  broadcast  service  and  making  the 
band  available  to  the  non-government 
fixed  and  mobile  services  exclusively,  as 
compensation  for  the  deletion  of  the  al- 
location to  the  mobile  services  in  the 
band  72-76  Mc. 

The  proposal,  as  contained  in  Docket 
No.  8972  and  on  which  oral  argument 
was  held,  would  have  provided  300  fre- 
quencies In  the  band  44-50  Mc.  at  in- 
tervals of  20  kc.  exclusively  for  the  land 
mobile  service  as  follows: 

Frequencies 

Public  safety 154 

Industrial 116 

Land  transportation 80 

In  acting  upon  that  proposal  herein, 
it  is  to  be  noted,  we  have  considered  the 
arguments  addressed  to  the  subject  of 
frequency  spacing  and  have  established 
the  assignments  in  the  44-50  Mc.  band 
on  a  40  kc.  interval,  rather  than  on  20 
kc.  as  proposed  originally.  However,  we 
wish  to  emphasize  that  the  ultimate 
utilization  of  this  band,  which  is  urgently 
required  to  take  care  of  the  anticipated 
overflow  from  the  152-162  Mc.  band, 
will  necessitate  the  development  of  tech- 
niques and  equipments  which  will  op- 
erate on  a  closer  spacing  than  40  kc. 

The  May  1945  report  in  Docket  No.  6651 

made  provision  for  the  following  services 

in  the  band  152-162  Mc.  at  Intervals  of 

60  kc.  but  did  not  specify  the  frequencies 

to  be  allocated : 

Frequencies 

Police , 36 

Fire 12 

Provisional  and  experimental 4 

Relay   press,   forestry   conservation   and 

geophysical 4 

Power,  petroleum,  etc 6 

Maritime    mobile 8 

Urban   mobUe 24 

Relay   broadcast,   motion   picture,   geo- 
physical, forestry  conservation —  12 

Railroads -  60 

On  February  3.  1947.  the  Commission 
held  oral  argument  with  respect  to  the 
frequency  service  allocations  to  be  made 
in  the  band  152-162  Mc.  at  Intervals  of 
60  kc.  and,  on  March  20.  1947.  adopted 
allocations  which  provided  as  follows: 

Frequencies 

Domestic  public  (exclusive) 16 

Public  safety   (exclusive) 48 

Public  safety  (shared) 14 

Industrial  (shared) 25 

Land  transportation    (exclusive) -    64 

Maritime  mobile  (exclusive) 9 

Remote  pick-up  (shared) 14 

Ml»cellaneoua  experimental  (exclusive).       4 

It  soon  became  apparent  that  the  prop- 
agation characteristics  of  frequencies 
of    this    order    were   particularly    well 


adapted  to  all  types  of  land  mobile  com- 
munications and  the  following  months 
witnessed  an  unparalleled  growth  In  the 
number  of  persons  seeking  authoriza- 
tions for  operation  in  this  band.  On 
June  1.  1947,  there  were  1.100  land  sta- 
tions and  24,600  associated  mobile  units 
authorized  to  operate  between  152  and 
162  Mc;  by  April  1.  1948,  the  figures  had 
mushroomed  to  2.700  and  67,000.  respec- 
tively. 

A  proposal  to  re-evaluate  the  alloca- 
tions in  the  band  152-162  Mc  was  made 
in  May  1948.  Since  all  services  in  this 
band  do  not  operate  with  the  same  fre- 
quency separation,  it  would  perhaps  be 
more  accurate  to  reflect  these  changes 
in  terms  of  kilocycles  of  space. 

.  Kiloci;cles 
exclusive 

Domestic  public. 960 

Industrial 1.  500 

Land  transportation 2.940 

Maritime    mobUe 1,260 

Public  safety 8,330 

ToUl — 9,990 

In  addition,  the  Public  Safety  service 
would  have  sharing  rights  to  1140  kilo- 
cycles of  space  interspersed  through  the 
maritime  mobile  frequencies-  on  a  non- 
interference basis  to  the  Maritime  Serv- 
ice and  840  kc  of  space  on  a  noninterfer- 
ence basis  to  the  Land  Transportation 
Services. 

The  proposed  revised  Table  of  Alloca- 
tions had  several  principal  features: 

1.  Reduced  the  number  of  frequencies 
allocated  to  the  railroads  from  60  to  41. 

2.  Provided  for  a  coordinated  family  of 
frequencies  for  the  maritime  mobile  serv- 
ice to  supplement  the  frequency  156.80 
Mc.  designated  in  footnote  84  of  the  At- 
lantic City  Table  of  Frequency  Alloca- 
tions for  world-wide  use  for  safety,  call- 
ing, intershlp,  and  harbor  control  com- 
munications. 

3.  Deleted  the  provision  "for  Remote 
Pickup  Broadcast  to  share  14  channels  in 
the  band. 

At  the  outset  of  our  considerations, 
it  became  apparent  that  all  requests  for 
frequencies  in  the  band  152-162  Mc 
could  not  be  fulfilled  and  that  compara- 
tive consideration  would  be  required  on 
the  merits  of  the  various  claims  pre- 
sented. There  is  listed  below  a  tabula- 
tion of  the  minimum  requests  for  assign- 
ments In  the  10  megacycles  (10,000  kilo- 
cyles)  of  spectrum  space  between  152 
and  162  Mc.  which  shows  a  request  for 
more  than  150%  of  the  space  available: 

Minimum  Requist3  for  Freqctnct  Assign- 
ments IN  THE  152-162  Mc.  Band  » 

Kilocycles 
Service:  requested 

Railroad* 8.600 

Police 2. 100 

Fire - 720 

Forestry  conservation 840 

Power  utility  ' 1.  200 

>  In  addition  to  the  enumerated  specific 
requests,  the  following  services  requested 
space  m  this  band  but  did  not  specify  any 
amount:  Highway  maintenance,  forest  prod- 
ucts, aviation. 

"The  railroads  also  requested  additional 
channels  for  yard  and  teimlnal  operations. 

•The  utility  Industry  requested  an  addi- 
tional 960  kilocycles  space  on  a  shared  basis. 


Friday,  May  6,  1949 


Kilocycles 
Service — Continued  requested 

Petroleum ago 

Relay  press 240 

Motion  pictured 360 

Marine  ♦.._ i,  300 

Broadcast  pickup 840 

Taxlcab _  1,200 

American  Automobile  Association.  60 

Rural  radio  networks 60 

Bell  System  ' 1,  800 

Miscellaneous  common  carrier 480 

Western  Union* 300 

Total 15,  760 

*The  maritime  Industry  requested  an  extra 
duplex  channel  or  200  kilocycles  of  space  for 
public  correspondence. 

•  The  Bell  System  requested  an  extra  duplex 
chanrjel  or  200  kilocycles  for  marine  public 
correspondence. 

•Western  Union  requested  an  extra  chan- 
nel or  120  kilocycles  to  handle  pilot  boats 
and  a  marine  reporting  service  In  the  New 
York  area. 

(a)  The  Maritime  Mobile  Service. 
The  allocations  made  for  the  Maritime 
Mobile  Service  have,  from  the  early  days 
of  radio,  been  based  largely  on  inter- 
national standardization  requirements. 
Unlike  stations  in  the  Land  Mobile  Serv- 
ice, where  mobile  stations  are  confined 
to  our  territorial  limits,  ship  stations 
ply  International  routes,  and.  if  ship- 
board radio  equipment  Is  to  enjoy  maxi- 
mum usefulness,  all  countries  should 
have  the  same  maritime  allocations  inso- 
far as  possible.  These  objectives  have 
been  recognized  and.  with  respect  to  the 
low,  medium  and  high  frequency  spec- 
trum, such  standardization  has  been  in 
effect. 

This  standardization  has  not  been  true 
with  respect  to  the  VHP  spectrum,  due 
mainly  to  the  fact  that  complete  inter- 
national understanding  on  the  maritime 
operations  to  be  conducted  in  that  band 
has  not  yet  been  achieved. 

However,  when,  in  March  1947,  the 
Commission  adopted  the  152-162  Mc.  al- 
locations now  in  effect,  it  commented  as 
follows: 

The  frequency  156,81  Mc.  has  been  recom- 
mended by  the  United  States  for  universal 
standardization  to  be  available  exclusively 
for  Intercommunication  In  the  Maritime  Mo- 
bile Service. 

Additional  faculties  for  Maritime  Mobile 
Service  •  •  •  may  be  provided  by  ♦  •  • 
the  poeslble  assignment  of  additional  fre- 
quencies In  the  152-162  Mc.  band  to  be  used 
In  the  Maritime  Mobile  Service  on  a  shared 
basis  with  other  services,  with  appropriate 
geographical   separation. 

At  the  Atlantic  City  International 
Radio  Conference  (1947).  the  frequency 
156.80  Mc.  was  agreed  upon  as  the  inter- 
national calling  frequency.  The  matter 
of  working  frequencies  was  left  to  the 
several  administrations. 

Maritime  mobile  communications  dif- 
fer from  the  land  mobile  communica- 
tions in  that  working  and  calling  fre- 
quencies are  required  for  certain  of  their 
operations  in  accordahce  with  Interna- 
tional usage  and  requirements,  and  be- 
cause ships  engage  in  a  large  proportion 
of  communications  among  themselves 
while  traveling  over  wide  areas,  but  often 
operating   in   close  proximity  to  other 
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stations  engaged  In  similar  operations  or 
In  ship-shore  communications.  Thus, 
the  equipment  employed  must  be  capable 
of  rapid  frequency  change.  A  thorough 
study  by  the  Commission  of  transmitter 
and  receiver  technical  considerations  in- 
dicates that  complicated  and  expensive 
systems  of  frequency  changes  are  re- 
quired where  the  frequency  range  to  be 
covered  exceeds  about  1200  kc.  at  fre- 
quencies in  the  order  of  152-162  Mc. 

Accordingly,  in  order  to  provide  neces- 
sary and  adequate  working  frequencies, 
the  Commission,  as  part  of  its  general 
re-allocation  procedure  in  Docket  No. 
8972.  proposed  to  allocate  to  the  Mari- 
time Service  1200  kc.  of  space  adjacent 
to  the  calling  frequency  156.80  Mc.  The 
Commission  believed  that  such  an  allo- 
cation would  attain  these  desirable  ob- 
jectives: 

1.  A  technically  sound  allocation  for 
the  Maritime  Mobile  Service. 

2.  A  maritime  mobile  allocation  .sus- 
ceptible of  expeditious  international 
agreement. 

The  allocation,  as  finally  adopted 
herein,  has  given  consideration  to  the 
following  factors: 

1.  0.03 '"r  and  0.01%  International  fre- 
quency tolerances  for  maritime  mobile 
service. 

2.  1200  kc  maximum  tuning  range  of 
practical  ship  transmitting  equipment. 

3.  Po.ssibility  of  obtaining  agreement 
on  156.30  and  156.60  Mc.  as  International 
maritime  working  frequencies. 

4.  Relative  requirements  of  the  sev- 
eral categories  of  land  mobile  service. 

5.  Service  to  vessels  In  the  Domestic 
Public  Land  Mobile  Services  is  restricted. 

The  0.03%  and  0.01%  frequency  toler- 
ances stipulated  internationally  by  the 
Atlantic  City  Radio  Regulations,  plus  the 
bandwidths  of  emission,  take  up  substan- 
tially the  entire  amount  of  each  100  kc. 
channel.  If  the  International  tolerances 
can  be  improved  over  a  period  of  time  to 
equal  the  0.005%  tolerance  specified  in 
the  Commission's  Rules,  an  effective  ex- 
pansion of  approximately  50%  in  mari- 
time mobile  spectrum  could  be  obtained. 
The  May  1948  proposal  allocated  1200 
kc  of  space  for  maritime  mobile  in  the 
152-162  Mc.  band,  but  on  the  basis  of 
0.02%  frequency  tolerance.  The  new 
allocation  would  permit  an  ultimate  ef- 
fective expansion  of  50%  over  the  pres- 
ently usable  space.  Here,  as  in  the  case 
of  the  land  mobile  services,  adjacent 
channel  operation  is  dependent  upon 
transmitter  and  receiver  characteristics. 

There  is  one  further  aspect  of  the  mar- 
itime mobile  allocation  to  which  the 
Commission  wishes  to  direct  attention. 
In  order  to  provide  for  Inter-communica- 
tion for  safety  purposes  between  govern- 
ment and  non-government  stations  In  the 
Maritime  Mobile  Service,  and  to  make 
possible  the  future  participation  of  the 
Coast  Guard  In  the  VHP  marine  service, 
the  Commission  has  arranged  for  the  ex- 
change of  200  kc.  of  space  between  the 
government  and  non-government  allo- 
cations. The  frequencies  157.20  Mc.  and 
157.30  Mc.  have  been  allocated  exclusively 
to  government  stations  and  the  frequen- 
cies 173.225.  173.275.  173.325  and  173.375 
Mc  are  allocated  exclusively  to  non- 
government stations  In  the  Land  Mobile 
Service.      Although    this    exchange    of 
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space  was  not  In  issue  at  the  oral  argu- 
ment, the  Commission  believes  that,  since 
what  Is  Involved  Is  an  exchange  of  200 
kc.  of  space  with  similar  propagation 
characteristics,  further  proceedings  with 
respect  thereto  are  not  necessary. 

In  view  of  the  above,  the  Commission 
adopts  the  allocation  to  the  Maritime 
Mobile  Service  as  set  forth  in  the  Table 
of  Frequency  Allocations  (F.  R.  Doc.  49- 
3561,  infra). 

(b)  Tfie  Land  Transportation  Radio 
Services.  While  the  Land  Transportation 
Radio  Services  include  the  Railroad 
Radio  Service,  the  Taxicab  Radio  Service, 
the  Intercity  Bus  Radio  Service,  the 
Intercity  Truck  Radio  Service  and  the 
Urban  Transit  Radio  Service,  only  the 
Railroad  and  Taxicab  Services  were  in- 
volved in  the  argument  as  to  frequency 
allocations. 

1.  The  Railroad  Radio  Service.  At  the 
general  allocation  hearing  held  by  the 
Commission  in  1944.  extensive  testimony 
was  presented  on  behalf  of  the  railroad 
industry  relative  to  the  needs  of  the  rail- 
roads for  radiocommunicatlons.  These 
needs  fell  roughly  Into  two  general  cate- 
gories, safety  and  operational.  As  a 
safety  device,  the  primary  use  of  radio  Is 
on  main  line  operations  for  end-to-end 
and  wayside  point-to-train  communica- 
tions. As  distinguished  from  this  purely 
safety  aspect,  radio  is  also  used  to  in- 
crease the  eflBcIency  and  economy  of  yard 
and  terminal  operations. 

The  testimony  presented  in  1944  con- 
vinced the  Commission  that  a  properly 
engineered  railroad  radio  service  would 
contribute  to  the  safety  of  life  and  prop- 
erty, both  in  preventing  rail  accidents 
and  In  reducing  the  seriousness  of  injury 
and  damage  after  accidents,  by  per- 
mitting the  prompt  summoning  of  aid. 
Accordingly.  In  its  Report  of  Allocations 
from  25,000  to  30,000,000  kilocycles, 
dated  May  25,  1945,  the  Commission 
made  available  60  frequencies  in  the 
152-162  Mc.  band  to  the  railroads  for 
their  exclusive  use.  These  channels 
were  primarily  allocated  for  the  import- 
ant end-to-end  and  wayside  point-to- 
train  communications  where  it  was 
thought  little,  if  any,  interference  could 
be  tolerated.  Under  the  state  of  the 
art  as  It  then  existed,  these  60  frequen- 
cies provided  30  usable  channels  in  any 
single  geographic  area  and.  with  Chicago 
as  the  key  area  <  there  being  22  major 
railroads  and  10  local  roads  in  opera- 
tion there),  these  were  regarded  as  am- 
ple to  provide  Interference-free  commu- 
nications for  main  line  operations. 

While  the  Commission  believed  that 
provision  should  be  made  for  the  use  of 
radio  for  yard  and  terminal  operations, 
a  lesser  need  appeared  to  exist  for  these 
yards  channels.  For  one  reason,  the 
movement  of  trains  within  yard  limits  Is 
generally  required  to  be  made  at  re- 
duced speeds.  Second,  other  means  of 
communication,  though  not  so  satisfac- 
tory or  readily  accessible  as  radio,  are 
more  generally  available  in  yards  than 
on  the  main  line.  Finally,  the  frequen- 
cies needed  for  end-to-end  train  com- 
munications are  not  used  in  the  same 
manner  for  yard  operations.  Yard  op- 
eration is  essentially  a  localized  service 
requiring  a  communication  range  gen- 
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erally  of  less  than  5  miles.  Terminal 
operation  is  also  local  in  nature,  although 
requiring  a  wider  coverage — as  much  as 
35  miles  in  some  instances.  End-to-end 
and  wayside  point-to-train  communica- 
tions, however,  are  obviously  not  local  in 
nature  since  they  are  employed  during 
the  entire  journey  of  the  train,  which  not 
Infrequently  covers  many  hundreds  of 
miles.  This  distinction  between  the  na- 
ture of  the  yard  and  terminal  and  end- 
to-end  communications  services  permits 
the  use  of  shared  channels  for  yard  and 
terminal  operations. 

Accordingly,  the  Commission  provided 
that,  for  their  operational  needs,  the 
railroads  might  use  the  same  frequencies 
in  yard  and  terminal  operations  as  were 
provided  for  safety  purposes,  on  the  con- 
dition that  no  interference  would  be 
caused  to  main  line  operations.  In  short, 
the  highest  priority  was  to  be  given  to 
the  use  of  frequencies  for  main  line  op- 
erations with  its  high  safety  factor  re- 
quirements and  secondary  con.sideration 
to  yard  and  terminals. 

On  December  31,  1945.  in  furtherance 
of  its  policy  to  promote  the  use  of  radio 
by  the  railroads,  the  Commis.sion  made 
effective  the  Rules  Governing  the  Rail- 
road Radio  Service  <Part  16 ».  These 
rules  took  railroad  radio  out  of  the  ex- 
perimental category  and  made  it  an  es- 
tablished service.  They  embodied  the 
principle  of  priority  to  main  line  safety 
communications  and  provided  for  yard 
and  terminal  operations  on  a  secondary 
basi.s. 

The  brief  of  the  Association  of  Ameri- 
can Railroads,  on  behalf  of  the  railroad 
Indu.stry,  presented  objections  to  the  fol- 
lowing aspects  of  the  Commission's  pro- 
posal in  Docket  No.  8972 : 

1.  The  proposal  to  reduce  the  number 
of  frequencies  available  t«  the  Railroad 
Radio  Service  in  the  band  152-162  Mc. 

2.  The  failure  of  the  proposal  to  in- 
clude an  allocation  of  additional  fre- 
quencies for  use  in  yard  and  terminal 
operations. 

At  the  oral  argument,  the  General 
Solicitor  of  the  Association  made  a  pre- 
liminary objection  to  the  proposal  on 
the  ground  that  the  frequencies  allo- 
cated, most  of  which  are  already  being 
used  by  the  railroads,  could  not  be  taken 
away  over  their  Objections  without  op- 
portunity to  present  their  case  at  a  hear- 
ing. It  was  argued  that  there  were 
three  aspects  of  the  problems  to  which 
the  railroads  wanted  to  direct  testimony 
at  such  a  hearing.    The«e  were: 

1.  The  use  of  radio  by  the  railroads 
for  yard  and  terminal  operations. 

2.  The  rea.'^ons  why  the  railroads  have 
not  been  able  to  make  greater  progress 
than  they  have  made  in  their  use  of 
radio. 

3.  The  state  of  th*^  art,  1.  e.,  the  avail- 
ability now,  or  in  the  reasonable  future, 
of  equipment  which  would  permit  the 
use  of  adjacent  channels. 

The  Commission  permitted  the  Asso- 
ciation and  its  member  roads  to  explore 
fully  all  these  issues.  Counsel  were  not 
limited  to  argument,  numerous  exhibits 
were  presented,  and  experts  were  heard 
on  all  points. 

The  use  of  radio  by  the  railroads  for 
yard  and  terminal  operations  was  elu- 
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cldated  in  great  detail  by  the  representa- 
tives and  experts  of  the  various  railroads 
present.  The  point  was  made  by  all 
that  the  Interest  of  the  public  In  rail- 
road operations  Is  by  no  means  con- 
fined to  the  matter  of  the  safety  of  those 
operations.  It  extends  to  the  efficiency 
and  economy  of  the  operations  as  well. 
It  was  further  pointed  out  that,  in  yard 
and  terminal  operations,  there  is  also 
present  a  significant  safety  factor.  This 
safety  factor  is  particularly  Important 
with  respect  to  employees  of  the  rail- 
roads. By  far  the  greater  number  of 
casualties  on  railroads  are  suffered  by 
employees  and  not  by  the  general  pub- 
lic. The  use  of  radio  In  terminal  oper- 
ations greatly  improves  this  safety  fac- 
tor since  train  crews  are  better  able  to 
advise  men  at  the  various  switch  points 
of  train  movements. 

The  difficulties  and  complexities  en- 
countered in  the  application  of  radio  to 
main  line  operations  also  were  pointed 
out  and  It  was  claimed  that  they  have 
been  such  as  to  retard  any  progress  the 
railroads  have  desired  to  make  in  in- 
stalling radio  on  all  trains.  Specifically, 
there  difficulties  were: 

1.  The  problem  of  developing  a  satis- 
factory method  of  providing  necessary 
electrical  power  supply  in  cabooses. 

2.  The  problem  of  developing  means 
of  maintaining  communication  with  a 
train  when  It  is  passing  through  tunnels. 

3.  The  problem  presented  by  working 
agreements  with  railway  labor  organiza- 
tions under  which  each  caboose  is  as- 
signed to  a  single  division  of  the  railroad, 
requiring  a  change  In  cabooses  each 
time  there  is  a  change  in  train  crews. 

4.  The  difficulty  of  locating  and  ac- 
quiring satisfactory  sites  for  the  base 
stations  to  be  u.sed  In  communicating 
with  moving  trains. 

5.  The  post-war  difficulties  of  the  rail- 
roads as  regards  replacement  of  equip- 
ment. 

With  respect  to  the  rad.o  equipment 
question,  the  manufacturers  were  unan- 
imous in  stating  that,  at  the  present 
time,  there  is  no  equipment  available 
which  will  operate  satisfactorily  on  ad- 
jacent 60  kc.  channels  in  the  same  geo- 
graphical area.  The  be.'^t  estimates 
given  by  these  persons,  as  to  when  such 
equipment  would  be  available,  ran  from 
three  to  five  years.  The  manufacturers 
claim  that  they  ran  Into  a  number  of 
engineering  problems  in  developing  any 
satisfactory  equipment  for  railroad  use 
and  not  until  recently  has  such  equip- 
ment been  readily  available. 

It  is  difficult  to  see  how  any  additional 
material  could  aid  in  the  determination 
of  this  allocation  problem.  The  Com- 
mi.";sion  recognizes  the  validity  of  most 
of  the  arguments  presented  on  these 
points.  The  importance  of  radio  for 
yard  and  terminal  use  was  noted  in  the 
May  1945  Allocation  Report.  There  can 
be  no  doubt  of  the  utility  of  radio  in  yard 
and  terminal  operations,  but,  since  it  is 
an  operational  use  of  radio.  It  cannot  be 
given  any  higher  priority  than  the  use  of 
radio  by  other  essential  Indastries  for 
the  purpose  of  Improving  the  efficiency 
and  economy  of  their  operations.  The 
Commission  is  aware  of  the  post-war 
equipment  difficulties  that  have  been  en- 


countered. The  Commission,  on  the 
basis  of  the  record  before  It,  is  sati.<-fled 
that  It  cannot  now  make  r.  decision  on 
frequency  allocations  for  the  railroad 
service  on  the  basis  of  60  kc  adjacent 
channel  operation.  The  Commission  Is 
of  the  opinion,  however,  that  an  eCicient 
and  adequate  railroad  radio  system  can 
be  developed  on  considerably  less  than 
the  36%  <3600  kilocycles*  of  the  band 
152-162  Mc.  presently  allocated  for  this 
purpose. 

When  the  original  allocation  wa->  made 
to  the  railroads  in  1945,  the  Association 
organized  a  committee  and   drafted  a 
plan  to  be  followed  in  making  frequency 
a.s.<ignments  to  the  various  roads.    This 
plan  was  based  on  Chicago  as  the  key 
area  and  was  dLscussed  at  the  oral  argu- 
ment in  detail  by  a  Communications  En- 
gineer for  the  Association.  This  engineer 
stated  that,  while  there  are  a  great  many 
areas  In  which  the  Commi.- "ion's  pro- 
posal  of   41   frequencies  would   provide 
sufficient  channels,  nevertheless,  alloca- 
tions ere  ultimately  fixed  by  the  sivuation 
in  Chicago.    This  contention  is  not  dis- 
puted, but  the  Commission  is  not  con- 
vinced that  60  frequencies  are  required 
in  Chicago.    The  original  allocation  was 
predicated  upon  the  necessity  of  exclu- 
iive  channels  for  main  line  end-to-end 
and  way.side  point-to-train  communica- 
tions.   With  its  high  safety  facior,  inter- 
ference-free   communications    on    the 
main  line  were  believed  to  be  essential. 
Therefore,  since  there  are  22  major  rail- 
roads and  10  local  roads  operating  in 
the  Chicago  area,  60  frequencies  were 
deemed  necessary.     An  examination  of 
the  situation  in  Chicago  as  it  exists  today 
reveals  that,  of  the  32  roads  operating  in 
that  area,  only  13  are  presently  using 
radio.     Of  the.se  13.  6  installations  are 
for  yard  and  terminal   operations  ex- 
clusively, 3  for  main  line,  and  4  for  both 
types.    Thus,  although  the  allocation  of 
60  frequencies  had  been  predicated  upon 
the  nerd  of  providing  30  Intei  ference- 
free  channels  in  the  Chicago  area  for 
niHin  line  communications,  we  find  that 
only  7  railroads  in  that  area  are  so  using 
radio. 

The  statistics  for  the  re.«:t  of  the  coun- 
try are  even  more  revealing.  There  arc 
131  railroads  In  the  United  States  cla.ssi- 
fied  as  Class  1  by  the  Inter.'^tat.e  Cam- 
mrrce  Commission.  Of  the  131.  83  have 
500  miles  or  more  of  lines.  These  83 
comprise  58  separate  systems.  Of  the 
58  separate  systems,  we  find  that  there 
are  31  now  using  radio  in  one  way  or 
another  in  their  operation^;.  Ten  of 
them  are  making  use  of  It  in  both  main 
line  and  yard  .services,  3  of  them  for 
main  line  divisions  solely  and  18  are 
using  radio  in  yard  and  terminal  opera- 
tions exclusively. 

The  railroads  were  unable  to  bring  be- 
fore the  Commission  any  plan  of  opera- 
tion which  would  Indicate  how  many 
frequencies  would  be  required  in  the 
Immediate  future  to  provide  interfer- 
ence-free communications  for  main  line 
operations  in  the  key  area  of  Chicapo. 
They  would  only  state  that  any  change 
in  the  number  of  frequencies  presently 
allocated  would  require  a  complete  re- 
making of  the  plan  previously  submitted. 
The  entire  theory  of  railroad  planning 
has  been  predicated  upon  giving  each 
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railroad  an  Interference-free  channel  re- 
gardless of  the  type  of  operation  it  was  to 
serve.  For  this  reason,  the  Commission 
was  severely  handicapped  in  reaching  a 
decision  with  respect  to  this  .service. 

The  Commission  believes  that  an  allo- 
cation of  41  frequencies  In  the  Chicago 
area  will  provide  sufficient  Interference- 
free  channels  to  handle  any  foreseeable 
expansion  In  the  use  of  radio  by  the  rail- 
roads In  the  Immediate  future.  It  has 
been  pointed  out  that  the  original  alloca- 
tion of  GO  frequencies  was  based  upon  an 
estimate  that  30  usable  frequencies  would 
be  neces.sary  to  handle  the  main  line 
communications  of  the  32  roads  operat- 
ing In  Chicago.  Yet.  more  than  3  years 
after  that  allocation,  at  the  time  the  oral 
argument  herein,  only  7  railroads  in  the 
area  were  using  radio  for  such  oper- 
ations. 

The  spectrum  space  which  will  ulti- 
mately be  required  for  safety  purposes  In 
train  communication  Is  a  matter  which 
will  require  further  study.  But  there 
was  no  argument  presented  to  the  Com- 
mission which  indicated  that  a  provision 
of  2460  kc.  of  space  (41  x  60  kc.)  In  Chi- 
cago will  prevent  the  full  use  of  radio  for 
safety  purposes  on  trains  In  the  foresee- 
able future.  The  Commission  urges  the 
railroads  to  re-evaluate  their  require- 
ments, to  make  a  full  investigation  of 
systems  engineering  on  a  coordinated 
basis  of  operation,  if  necessary,  and  to 
study  a  functional  use  o/  frequencies  as  Is 
done  In  the  aviation  and  marine  services, 
to  determine  the  best  method  of  utilizing 
the  spectrum  space  allocated.  The  Com- 
mission believes  that  the  more  than  2 
megacycles  of  space  provided  (nearly 
25%  of  the  entire  band)  Is  ample  to  per- 
mit the  present  establishment  of  an  ex- 
tensive and  efficient  system  of  train  com- 
munications. Also,  If  the  manufacturers 
of  railroad  radio  equipment  will  de- 
velop 60  kc.  adjacent  channel  equipment 
within  the  next  5  years  at  the  outside,  as 
they  have  estimated,  some  expansion  of 
service  will  thus  be  provided.  Moreover, 
attention  Is  directed  to  the  additional 
assignment  space  which  may  be  made 
available  for  railroad  use  in  the  450-460 
Mc.  band. 

Since  the  requirements  of  the  rail- 
roads are  predicated  upon  the  situation 
in  Chicago,  there  are  many  areas  of  the 
country  where  they  will  not  need  41  fre- 
quencies. Therefore,  In  the  Interest  of 
greater  frequency  utilization,  we  have  re- 
vised the  May  1948  proposal  to  provide 
for  47  frequencies  In  lieu  of  49  in  the  band 
152-162  Mc.  for  the  Land  Transportation 
Service.  This  permits  the  use  of  41  fre- 
quencies by  the  railroads  In  the  Chlcf<eo 
area  and  39  elsewhere.  (See  footnote 
NG  19  which  makes  the  frequencies 
161.85  and  161.91  Mc.  available  in  the 
Chicago  area  for  train  communication 
In  the  Railroad  Radio  Service.) 

2.  The  Taxicab  Radio  Service.  The 
Commission's  proposal  In  Docket  No. 
8972  would  have  allocated  49  frequencies 
in  the  band  152-162  Mc.  to  the  Land 
Transportation  Radio  Services.  A  break- 
down of  these  frequencies  Is  found  In  the 
proposed  rules  governing  those  services 
•  Docket  No.  904T)  and  8  frequencies  were 
then  available  for  assignment  to  taxi- 
cabs.  The  representatives  of  the  taxicab 
industry  objected  on  the  ground  that  the 
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allocation  was  grossly  Inadequate.  They 
pointed  to  the  more  than  1,800  land  sta- 
tions and  30,000  mobile  units  presently 
licensed  to  taxicab  operators  on  an  ex- 
perimental basis  and  claimed  that,  since 
the  assignment  of  8  frequencies  in  two 
blocks  of  4  would  provide  only  2  usable 
channels  In  any  given  area,  operations  In 
congested  areas  would  cause  such  in- 
tolerable Interference  as  to  render  the 
radio  equipment  valueless,  thereby  caus- 
ing severe  financial  loss  to  hundreds  of 
cab  operators. 

The  Commission  Is  aware  of  the  plight 
of  these  operators  but  wishes  to  call  at- 
tention to  the  warnings  which  It  gave 
time  and  time  again,  that  all  authoriza- 
tions to  operate  taxicab  dispatching  sys- 
tems have  been  granted  on  an  experi- 
mental basis  with  no  assiu-ance  that  more 
than  a  single  pair  of  frequencies  would 
ever  be  allocated.'  The  taxicab  Industry 
Instituted  the  use  of  radio  for  reasons  of 
-  Improved  service  to  the  public  as  well  as 
of  economy.  Such  use  reduces  dead 
mileage  and,  hence,  can  increase  effi- 
ciency and  improve  operations.  Since 
the  use  is  operational,  with  safety  being 
purely  incidental,, a  certain  amount  of 
interference  may  be  tolerated.  The 
availabihty  of  60  kc.  adjacent  channel 
equipment  cannot  be  too  far  In  the  future 
and  an  allocation  of  8  frequencies  will 
enable  the  taxicabs  to  use  ultimately  4 
channels  In  any  given  area.  Except  for 
the  largest  urban  areas,  4  channels 
should  be  adequate.  Finally,  the  Com- 
mission wishes  to  direct  the  attention  of 
both  taxicab  operators  and  equipment 
manufacturers  to  the  allocation  of  two 
megacycles  of  space  between  450-460  Mc. 
to  the  Land  Transportation  Service,  one- 
half  of  which  has  been  sub-allocated  to 
the  taxicab  service. 

We  have  noted  the  request  of  the  taxi- 
cab  operators  for  the  right  to  use  rail- 
road frequencies  on  a  shared  non-inter- 
ference basis  in  areas  outside  of  Chicago. 
While  the  railroads  have  expressed  a 
willingness  to  permit  sharing  of  their  fre- 
quencies on  a  non-Interference  basis,  we 
are  not  prepared,  at  this  time,  finally  to 
dispose  of  that  question.  Since  sharing 
on  a  non-interference  basis  to  railroads 
of  39  of  such  frequencies  Is  being  pro- 
vided In  the  case  of  the  Public  Safety 
Services,  the  Implementation  of  the  in- 
stant request  must  await  (Da  determi- 
nation of  the  availability  of  such  fre- 
quencies for  further  shared  use  without 
Interference  to  the  primary  needs  of  the 
railroads,  and  (2)  a  consideration  of  the 
needs  and  requests  of  any  other  services 
for  eligibility  to  use  such  frequencies. 

3.  Automobile  Emergency  Radio  Serv- 
ice. As  a  result  of  the  experimental  data 
complied,  the  comments  submitted  and 
the  arguments  presented,  the  Commis- 
sion has  concluded  that  the  establish- 
ment of  a  radio  service  designed  to  speed 
the  dispatching  of  emergency  road  serv- 
ice repair  vehicles  by  as.soclatlons  of 
owners  of  private  automobiles  and  by 

*  By  a  decision  of  December  5,  1946,  on  Its 
petition  for  the  establishment  of  a  five  year 
experimental  period  for  Its  service,  the  taxi- 
cab  Industry  was  given  assurance  that  the 
service  would  be  established  on  a  regular 
basis,  but  the  Commission  stated  that  It  could 
not  assure  that  more  than  one  pair  of  Xr»» 
quencies  would  be  assigned. 
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public  garages  would  serve  the  public  in- 
terest. Modem  America  depends  to  a 
large  degree  upon  private  vehicular 
transportation.  Mass  transportation  by 
this  means  requires  not  only  a  prompt 
service  to  Individual  units  to  keep  them 
moving  but  necessitates  the  maintenance 
of  avenues  and  highways  that  are  open 
and  not  blocked  by  disabled  vehicles. 
One  disabled  car  on  a  highway  can  pro- 
duce a  serious  and  dangerous  traffic  Jam 
and  speedy  removal  of  such  hazards  is 
essential.  In  this  task,  radio  can  be  of 
material  assistance  since  It  permits  the 
rapid  dispatch  of  service  vehicles.  For 
these  reasons,  the  Commission  has  estab- 
lished a  new  service  to  be  entitled  "Auto- 
mobile Emergency  Radio  Service."  This 
newly  created  service  provides  one  fre- 
quency in  the  30-40  Mc.  band  heretofore 
sub-allocated  to  the  Highway  Truck 
Radio  Service  to  be  shared  by  public 
garages  and  automobile  ascociatlons 
and  two  frequencies  In  the  band  450-460 
Mc,  one  of  which  is  sub-allocated  to 
automobile  associations  exclusively  and 
the  other  to  public  garages.  The  eligi- 
bility requirements  for  this  service  would 
permit  the  installation  of  radio  In  serv- 
ice vehicles  operated  by  associations  of 
owners  of  private  automobiles  and  public 
garages. 

(c)  Allocations  to  the  Public  Safety 
Radio  Services — 1.  Police  Radio  Service. 
The  March  1947  allocation  made  availa- 
ble 36  frequencies,  in  a  single  block  be- 
tween 154.65  and  156.75  Mc.  to  the  Police 
Radio  "Service.  The  Commission's  pro- 
posals of  May  1948  in  Docket  No.  8972 
and  of  June  1948  in  Docket  No.  9001 
would  have  retained  a  police  allocation 
of  36  frequencies,  but,  because  of  the  ne- 
cessity of  centering  maritime  mobile 
allocations  about  the  International  call- 
ing frequency  156.80  Mc,  the  police  block 
would  have  been  split  Into  two  portions; 
namely,  25  frequencies  between  154.65 
and  156.09  Mc.  and  11  between  158.49  and 
159.09  Mc. 

All  the  Interested  groups  protested  the 
proposed  split,  since  It  would  necessitate 
a  shift  of  frequencies  by  those  police  de- 
partments operating  between  156.09  and 
156.75  Mc.  Although  the  shift  would  re- 
quire only  a  change  in  crystals.  It  was  ar- 
gued that,  since  the  police  operate  on 
limited  budgets,  sufficient  funds  to  make 
the  shift  would  not  be  readily  available. 
The  Commission  records  indicate  that 
a  total  of  122  licensees  and  some  2.000 
transmitters  would  have  been  affected. 
On  the  other  hand.  If  a  workable  mari- 
time allocation  is  to  be  attained,  some 
shifts  In  frequencies  must  occur.  The 
only  other  alternative  Is  to  move  taxicabs 
upward  from  their  present  frequency  of 
157.53  Mc.  This  would  require  a  shift 
by  some  1.800  licensees  and  30,000  trans- 
mitters. 

We  are  fully  aware  of  the  necessity  of 
making  adequate  provision  for  the  Police 
Service  and  consider  that  service  to  be 
deserving  of  high  priority.  However,  we 
believe  that  a  slight  readjustment  In  the 
maritime  allocation  would  lessen  the  Im- 
pact on  the  Police  Service  and  avoid  such 
a  wholesale  shift  as  would  result  If  the 
taxicabs  were  forced  to  vacate  their  pres- 
ently assigned  frequencies. 

Accordingly,  the  allocation  to  the 
Maritime  Service  has  been  revised  so  that 


2270 

it  now  extends  downward  to  156.30  Mc. 
rather  than  156.1  Mc.  This  still  splits 
the  police  into  two  blocks  of  frequencies 
but.  since  27  of  the  old  frequencies  are 
retained,  the  impact  is  con.<:lderably  less- 
ened. Under  the  Commi.ssions  revised 
allocation.  85  licensees  and  some  1,300 
transmitters  presently  licensed  to  the 
Police  Service  are  affected.  However, 
since  these  figures  for  licensees  and 
transmitters  are  totals  within  the  fre- 
quencies affected,  it  Is  anticipated  that 
the  impact  upon  police  will  not  be  as 
great  as  may  be  at  first  expected.  There 
are  two  reasons  for  this:  d)  by  taking 
into  consideration  footnote  N.  G.  8  which 
is  appended  to  the  frequencies  which  fall 
within  the  new  Maritime  Mobile  block, 
many  inland  municipalities  will  not  be 
affected  due  to  propagation  conditions 
existing  between  their  areas  and  the  next 
navigable  waterway;  and  <2)  some  mu- 
nicipalities, even  though  located  near 
navigable  waters,  will  not  be  required  to 
change  frequency  until  the  Maritime 
Mobile  Service.  In  such  areas,  begins  to 
make  u.se  of  the  frequency  involved. 

The  Commission  believes  that  this  sub- 
allocation  of  36  frequencies  on  an  ex- 
clusive basis  in  the  band  152-162  Mc.  to- 
gether with  1440  kc.  of  new  space  sub- 
allocated  to  the  police  in  the  band  44-50 
Mc.  Is  adequate  to  take  care  of  the  fore- 
seeable needs  of  the  Police  Service,  ex- 
cept In  the  most  congested  areas.  How- 
ever, the  provision  In  our  original  pro- 
posal permitting  sharing  by  the  Public 
Safety  Services  of  railroad  frequencies  on 
a  secondary  non-interference  basis  has 
been  retained.  While  It  is  not  antici- 
pated that  any  great  expansion  can  oc- 
cur on  these  frequencies,  there  are  many 
areas  in  the  country  where  the  use  of 
these  frequencies  can  alleviate  crowded 
spectrum  conditions. 

The  police  representatives  also  re- 
quested that  they  be  permitted  to  select 
a  frequency  in  the  152  Mc.  band  for  in- 
ter-station communication.  The  Com- 
mission Is  convinced  that  the  selection 
of  such  a  frequency  is  necessary  for  effi- 
cient operation  of  an  area  police  com- 
munications system  and  has  made  pro- 
vision for  this  In  the  rules  governing 
Police  Service,  as  Is  Indicated  In  the  dis- 
cussion of  Docket  No.  9001  In  this  report. 
2.  Fire  Radio  Service.  In  general,  the 
Commission's  Allocation  Plan  for  this 
service  was  approved  by  the  interested 
parties. 

The  Commission's  proposals  of  May 
and  June  1948.  with  respect  to  the  num- 
ber of  frequencies  allocated  to  the  Pub- 
lic Safety  Services  and  made  available 
to  the  Fire  Radio  Service,  did  not  appre- 
ciably differ  from  the  sub-allocation  cur- 
rently in  effect  in  the  band  152-162  Mc. 
At  the  present  time,  the  Plre  Servlte  has 
12  exclusive  frequencies  in  this  band. 
The  1948  propovsals  would  have  increased 
this  to  14.  This  increase  was  predicated 
upon  the  need  for  additional  frequencies 
m  the  critical  metropolitan  area  of  New 
York.  Since  the  date  of  the  Commis- 
sion's proposal,  however,  the  Commission 
has  obtained  use  of  the  government  fre- 
quencies 166.25  and  170.15  Mc.  for  as- 
signment to  the  Fire  Service  In  the  New 
York  area.  Accordingly,  the  Commis- 
sion bplieves  that  the  as  ipnment  of  these 
two  additional  frcqrenclcs.  together  with 
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the  current  sub-allocation  of  12  frequen- 
cies, provides  a  reasonably  sufficient 
number  of  channels  In  the  band  152-162 
Mc.  to  meet  demands  of  the  Plre  Service 
for  frequencies  In  this  part  of  the  spec- 
trum. These,  together  with  the  sub- 
allocation  of  12  frequencies  in  the  band 
44-50  Mc,  should  enable  the  fire  depart- 
ments throughout  the  country  to  estab- 
lish a  communications  service  adequate 
for  their  needs. 

3.  Forestry  Conservation  Radio  Serv- 
ice. In  general,  the  representatives  of 
the  interested  parties  objected  to  the 
proposed  allocation  on  the  ground  that 
the  number  of  channels  assigned  was  in- 
adequate. 

At  the  present  time,  the  Forestry  Serv- 
ice has  no  frequencies  sub-allocated  in 
the  band  152-162  Mc.  exclusively  for  Its 
use,  but  shares  14  with  the  Relay  Press, 
Relay  Broadcast,  Geophysical  and  Mo- 
tion Picture  Services.  The  June  1948 
proposal  would  have  sub-allocated  6 
Public  Safety  frequencies  exclusively  to 
the  Forestry  Service  and  8  additional 
frequencies  subject  to  the  condition  that 
no  harmful  interference  would  be  caused 
to  the  Maritime  Mobile  Service. 

This  sub-allocation  was  protested  on 
the  ground  that  there  are  few  areas  in 
this  country  where  these  8  channels  could 
be  used.  The  Commission,  however,  has 
recently  made  arrangements  with  the 
Interdepartment  Radio  Advisory  Com- 
mittee for  the  assignment  of  nine  50  kc 
channels  within  the  band  170.425  Mc- 
172.375  Mc.  to  the  Forestry  Service  for 
flre-fightlng  activities.  While  assign- 
ments on  these  frequencies  are  limited  to 
fire-fighting  activities.  It  Is  believed  that 
these  additional  channels,  the  propaga- 
tion characteristics  of  which  are  very 
similar  to  channels  in  the  152  Mc.  band, 
will  enable  the  Forestry  Service  to  estab- 
lish a  network  communications  system 
.sufficient  for  them  to  carry  on  their  Im- 
portant conservation  functions.  In  ad- 
dition, 8  frequencies  in  the  44-50  Mr. 
band  and  4  frequencies  In  the  152-162 
Mc.  band  are  available  exclusively  to  this 
service.  Certain  other  frequencies,  as 
Indicated  in  our  disposition  of  Docket  No. 
9001.  are  available  on  a  shared  basis. 

4.  Highway  Maintenance  Radio  Serv- 
ice. The  Highway  Maintenance  Service 
Is  a  new  radio  service,  having  been  es- 
tablLshed  under  the  revised  rules  for  the 
Public  Safety  Radio  Services,  Docket  No. 
9001.  The  Commission's  proposed  rules 
would  have  permitted  highway  main- 
tenance to  use  five  frequencies  in  the 
band  152-162  Mc,  on  the  condition  that 
such  use  would  not  cause  interference  to 
the  Maritime  Mobile  Service.  In  addi- 
tion, 12  frequencies  between  44  and  60 
Mc.  were  proposed  on  an  exclusive  basis. 
Objections  to  the  proposal  were  pre- 
sented by  the  California  State  Commu- 
nications Advisory  Board  and  the 
American  Association  of  State  Highway 
Officials,  which  were  directed  to  the 
allocations  In  the  152  Mc.  band  on  «he 
ground  that  little,  if  any.  use  could  be 
made  of  these  frequencies  for  highway 
maintenance  purposes  because  of  the 
limitations  placed  on  them. 

The  Commission  is  aware  of  the  im- 
portance of  the  Highway  Maintenance 
Service,  particularly  with  respect  to  Its 
National    Defense   Implications.     How- 


ever, because  of  the  tremendous  demands 
upon  the  152-162  Mc  band,  it  cannot 
allocate  any  frequencies  In  that  band 
exclu"-ively  to  this  ."service.  The  Com- 
ml.ssion  has  increased  the  number  of 
frequencies  sub-allocated  In  the  44-50 
Mc  band  and  believes  that  the.se  will 
provide  a  sufficiently  broad  allocation  to 
permit  the  establishment  of  satisfactory 
highway  maintenance  communications 
systems.  It  also  believes  that  there  are 
areas  in  the  country  where  use  of  mari- 
time mobile  frequencies  will  be  feasible 
by  the  Highway  Maintenance  Service. 
Accordingly,  the  sub-allocation  for  this 
service  is  adopted  substantially  as  orig- 
inally proposed  and  does  not  provide  for 
any  channels  in  the  band  152-162  Mr. 
for  the  exclusive  use  of  Highway 
Maintenance. 

(d »  Allocations  to  the  Industrial  Radio 
Services.  The  proposed  Industrial  Radio 
Services  consolidates  a  number  of  exist- 
ing classes  of  stations  and  services,  such 
as  Geophysical.  Provisional,  Motion  Pic- 
ture. Relay  Press,  Power  Utility  and  Pe- 
troleum Pipeline  with  certain  other  serv- 
ices currently  authorized  on  an  experi- 
mental basis,  such  as  Petroleum  and 
Forest  Products.  At  the  pre.sent  time, 
these  services  share  a  total  of  25  frequen- 
cies In  the  band  152-162  Mc.  No  fre- 
quencies in  this  band  are  allocated  ex- 
clu.slvely  to  any  one  of  these  groups. 
The  Comml.ssion's  proposal  In  Docket  No. 
8972  would  retain  25  and  would  provide 
58  frequencies  in  the  band  44-50  Mc. 
The  allocation,  as  finally  adopted  in  the 
Table  of  Frequency  Allocations,  provides 
for  23  frequencies  In  the  band  152-162 
Mc.  4  between  173.20  and  173  40  Mc.  and 
58  between  44-50  Mc. 

1.  Potoer  Utility  Radio  Service.  The 
National  Committee  for  Utilities  Radio 
presented  a  comprehensive  national  fre- 
quency assignment  plan  with  respect  to 
the  use  by  the  utility  Industry  of  all  the 
frequencies  that  have  been  allocated  to 
It.  The  Commission  believes  that  a  po'^- 
slble  solution  to  our  frequency  assign- 
ment problems  lies  in  the  development  of 
.such  plans  and  that  something  similar 
might  be  worked  out  to  the  advantage  of 
many  of  the  service  groups  that  use  radio 
in  their  operations. 

While  the  National  Committee  for 
Utilities  Radio,  and  the  representatives 
of  the  various  utility  operating  com- 
panies that  followed  the  committee, 
made  a  lengthy  presentation  withrpspecf 
to  suggested  changes  In  the  proposed 
administrative  provisions  of  the  Rules 
Governing  Industrial  Radio  Services. 
Docket  No.  9018.  the  chief  objection  to 
the  proposals  In  Docket  No.  8972  was  the 
complaint  common  to  all  other  services, 
the  Inadequate  number  'of  frequencies 
allocated  between  152  and  162  Mc 

At  the  present  time,  the  power  utility 
service  shares  8  frequencies  In  the  band 
152-162  Mc.  The  proposal  on  which  ar- 
gument was  heard  would  have  made  6 
frequencies  In  this  band  available  on  an 
exclusive  basis  and  19  to  be  shared  with 
other  services  within  the  industrial 
group.  The  sub-allocation,  as  adopted 
herein.  Increases  the  6  exclu-sive  frequen- 
cies to  9  and  eliminafCs  the  sharing 
rights.  A  study  of  the  plan  submitted 
by  the  National  Committee  for  Utilities 
Radio  indicates  that  thi>  .-ub-allocation. 
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together  with  the  frequencies  sub-allo- 
cated exclusively  to  the  utility  group  In 
other  bands,  should  prove  adequate  to 
make  the  plan  workable  and  effective. 

Other  questions  were  raised  but.  since 
they  Involve  primarily  provisions  of  the 
rules  Issued  under  Docket  No.  9018,  they 
win  be  discussed  In  connection  with  our 
disposition  of  that  docket. 

2.  Petroleum  Radio  Service.  Since  this 
new  service  will  provide  communications 
for  all  types  of  petroleum  operations 
from  exploration  to  refining,  a  wide 
range  of  frequencies  has  been  allocated 
to  It.  Oral  argument  was  presented  by 
various  representatives  of  the  American 
Petroleum  Institute.  The  chief  objec- 
tion was  directed  to  the  lack  of  any  pro- 
vision for  the  use  of  frequencies  In  the 
band  152-162  Mc.  on  the  ground  that 
frequencies  of  this  order  are  particu- 
larly well  adopted  for  use  in  pipeline 
operations.  The  Institute  pointed  out 
that,  while  the  long  range  skip  charac- 
teristics of  frequencies  below  44  Mc. 
made  sharing  impracticable,  sharing  on 
frequencies  above  44  Mc.  would  be  en- 
tirely feasible. 

In  view  of  the  foregoing,  the  Com- 
mission has  made  some  changes  In  the 
sub-allocations  for  the  petroleum  serv- 
ice. Nine  frequencies  In  the  band  152- 
162  Mc.  are  made  available  on  a  shared 
basis  with  Forest  Products.  In  addition, 
since  frequencies  between  25-30  Mc,  If 
assigned  exclusively,  may  be  used  for 
large  area  communications  systems  such 
as  producing  fields  located  at  consider- 
able distances  from  supply  and  super- 
visory plants,  the  Commission  has  made 
available  8  channels  In  the  25-30  Mc 
band  and  16  in  the  44-50  Mc.  band  on 
an  exclusive  basis. 

3.  Fgrest  Products  Radio  Service. 
Oral  argument  was  presented  by  Na- 
tional Forest  Industries  and  It  was  said 
that,  if  provision  could  be  made  for  the 
sharing  of  some  frequencies  between  152 
and  162  Mc.  the  forestry  group  would  be 
satisfied  with  the  allocations  as  proposed. 

As  Indicated  in  the  discussion  above 
with  respect  to  the  Petroleum  Service, 
provision  has  been  made  for  Forest  Prod- 
ucts to  share  9  frequencies  between  152 
and  162  Mc.  with  Petroleum. 

4.  Special  Industrial  Radio  Services. 
In  an  effort  to  extend,  as  far  as  was  con- 
sistent with  the  public  interest,  the 
privilege  of  using  private  radiocommu- 
nlcations  systems  in  connection  with 
miscellaneous  business  or  Industrial  en- 
terprises, the  Commission  proposed  to 
establish  a  Special  Industrial  Radio 
Service.  While  it  was  intended  to  include 
several  already  established  services,  such 
as  Relay  Press  and  Motion  Picture,  in  or- 
der to  achieve  the  objective  outlined 
above  only  general  considerations  of  eli- 
gibility were  specified  and  these  seAices 
were  not  named  as  coming  within  its 
terms.  In  the  proposed  service  rules, 
nineteen  frequencies  in  the  band  152-162 
Mc.  were  set  up  as  a  pool  for  all  of  the 
Industrial  services  to  share. 

Specific  objections  to  the  proposal  were 
filed  by  representatives  of  the  press,  the 
motion  picture  Industry,  and  various 
other  users  of  these  frequencies.  The 
chief  objections  were  directed  to  the  lack 
of  definitiveness  and  the  unavailability 
of  exclusive  channels  to  any  user  group. 
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The  spokesmen  for  the  various  news- 
papers represented  were  unanimous  in 
their  request  for  exclusive  channels,  ex- 
clusive not  only  to  the  relay  press  serv- 
ice but  also  to  the  extent  that  assign- 
ments on  a  given  frequency  would  not  be 
made  to  more  than  one  competing  news- 
paper in  an  area.  It  was  claimed  that 
the  only  sharing  possible  was  between 
morning  and  evening  papers.  Further, 
because  the  principal  demand  for  the 
service  is  In  mefropolltan  areas.  It  was 
asserted  that  frequencies  In  the  neigh- 
borhood of  152  Mc.  are  most  desirable. 

The  Commission  believes  that  the  na- 
ture of  the  newspaper  business  requires 
the     assignment     of     Interference-free 
channels,  but  there  are  not  enough  fre- 
quencies In  the  band  to  provide  one  for 
each   newspaper.     While   an   informed 
and  enlightened  populace  is  highly  desir- 
able, it  must  be  acknowledged  that  the 
use  of  radio  by  newspapers  is  for  news 
gathering  purposes  with  little  or  no  safety 
aspects.    Reference  has  been  made  above 
to  the  exchange  of  space  negotiated  with 
the    Interdepartment    Radio    Advisory 
Committee.    The  four  frequencies  thus 
obtained,  namely,  173.225. 173.275, 173.325 
and  173.375  Mc.  have  been  made  available 
to  the  Relay  Press  Service.     Although 
these  frequencies  are  to  be  shared  with 
the  Motion  Picture  Service,  since  the  two 
services  will  not  ordinarily  operate  In  the 
same  areas,  no  Interference  should  result. 
Since  newspapers  use  a  simplex  system  of 
operation,  this  allocation  will  provide,  for 
the  present,  two  workable  channels  In 
any  given  area.    With  the  development 
of  better  equipment,  four  channels  will 
become     available.       The     Commission 
wishes  to  direct  attention  to  the  alloca- 
tion of  the  band  450-460  Mc.  where  It 
would  be  possible  for  the  press  to  garner 
the   use   of   additional   channels.     The 
propagation  characteristics  of  frequen- 
cies of  this  order  are  believed  to  be  well 
suited  for  short  range  metropolitan  u^e 
and.  while  equipment  Is  not  yet  readily 
available  for  operation  In  the  band,  co- 
operation between  prospective  users  and 
manufacturers  should  clear  this  hurdle. 
The  allocation  argument  of  the  motion 
picture  people  was  tied  in  closely  with 
its  argument  regarding  the  general  terms 
of  the  Special  Industrial  Service.    Since 
exclusive  frequencies  are  not  needed  by 
that  service.  It  was  not  so  much  a  ques- 
tion of  frequencies  as  it  was  whether  or 
not  they  were  eligible  for  any  frequencies. 
This  question  has  been  resolved  by  the 
Commission's  decision  to  continue  the 
Motion   Picture  Service   as   a   separate 
service. 

As  has  been  stated  above,  the  Commis- 
sion's Industrial  rule  proposal  would  have 
created  a  pool  of  19  frequencies  within 
the  band  152-162  Mc.  to  be  used  by  all 
groups  eligible  in  the  Industrial  Radio 
Services.  In  view  of  the  demands  made 
upon  these  frequencies  by  the  various 
services  which  were  to  share  them,  this 
arrangement  is  impracticable.  The 
Commission,  therefore,  has  reduced  to  5 
the  number  of  frequencies  available  to 
the  special  Industrial  Service  in  the  band 
152-162  Mc.  and  has  made  available  12 
In  the  band  44-50  Mc.  These  will  be 
available  on  a  shared  basis  to  those  In- 
dustrial enterprises  which  qualify  under 
the  pertinent  provisions  of  the  Rules 
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Governing   Industrial   Services.   Docket 
No.  9018. 

Allocation  to  Remote  Pickup  (Relay 
Broadcast)  Service 

The  proposed  allocation  for  the  band 
152-162  Mc.  would  have  deleted  the  right 
of  broadcast  remote  pickup  stations  to 
share  14  channels  with  other  services. 
Objections  to  this  proposal  were  filed  by. 
and  oral  argument  tJvas  presented  on  be- 
half of.  the  four  major  radio  broadcast- 
ing networks  and  the  National  Associa- 
tion of  Broadcasters. 

The  networks  claimed  that  the  assign- 
ment of  exclusive  channels  in  the  25-30 
Mc.  and  450-460  Mc.  bands  for  pickup 
purposes  did  not  adequately  compensate 
for  the  loss  of  the  sharing  rights  between  « 
152  and  162  Mc.  Several  reasons  were 
advanced  In  support  of  this  argument. 
In  the  first  place,  the  lower  channels 
are  subject  to  long  range  Interference 
and.  while  they  will  prove  useful  In  con- 
nection with  some  phases  of  relay  broad- 
casting, they  cannot  be  relied  upon  to 
do  the  complete  job.  In  the  second 
place,  the  higher  frequencies  are  an  un- 
known quantity  and.  while  they  might 
prove  of  value  In  the  future,  there  Is 
little  equipment  readily  available  today 
capable  of  operating  on  450  Mc.  The 
Commission  was  asked  to  continue  the 
sharing  rights  In  the  band  152-162  Mc. 
at  least  until  the  upper  frequencies  had 
been  tested. 

IitBrtew  of  the  above,  the  Commission 
has  amended  its  allocation  in  Docket  No. 
8972  to  permit  the  remote  pickup  or  relay 
broadcast  service  to  share,  on  a  non- 
interference basis,  with  the  same  indus- 
trial services  with  which  they  currently 
share,  nine  of  the  presently  available  14 
frequencies  In  the  band  152-162  Mc 
These  Industrial  services  are  of  the  type 
which  are  not  normally  operated  In  ur- 
ban areas  where  the  demand  for  fre- 
quencies for  remote  pickup  purposes  is 
greatest.  In  addition,  two  of  the  100 
kc.  Government  frequencies  made  avail- 
able by  the  Interdepartment  Radio  Ad- 
visory Committee  for  use  by  the  Fire 
Service  In  New  York  have  been  made 
available  to  the  Broadcast  Remote  Pick- 
up service  elsewhere,  except  for  the  Ten- 
nessee Valley  Authority  area,  as  deffned 
in  the  Table  of  Frequency  Allocations 
footnote  U.  S.  22) .  Thus,  the  net  avail- 
ability of  spectrum  space  to  broadcast 
remote  pickup  seems  to  be  no  less  than 
now  exists. 

Allocation  to  Communications  Common 
Carriers 

As  will  be  seen  from  the  Table  of  Allo- 
cations relating  to  the  frequency  band 
152-162  Mc,  20  frequencies  have  been 
allocated  to  "Domestic  Public."  These 
are  for  the  use  of  communications  com-  - 
mon  carriers,  primarily  for  general  mo- 
bile services  and  secondarily  for  rural 
subscriber  radiotelephone  and  short  haul 
toll  telephone  service,  and  2  frequencies 
have  been  assigned  to  such  carriers  for 
use  at  coast  stations  for  the  rendition  of 
maritime  mobile  service.  This  assign- 
ment represents  an  increase  of  4  gen- 
eral mobile  frequencies  and  an  Increase 
of  1  coast  station  frequency  over  the 
original  proposals.    These  Increases  do 
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not  fully  comply  with  the  requests  made 
by  the  parties  in  this  connection. 

In  the  case  of  the  general  mobile  serv- 
ice, we  were  confronted  with  numerous 
requests   for   the   assignment   of   many 
more  frequencies  to  the  service.     The 
Illinois   Bell   Telephone   Company,   the 
New  Jersey  Bell  Telephone  Company  and 
the  New  York  Telephone  Company  each 
filed  petitions  requesting  the  shared  use, 
with  other  services,  of  certain  specific 
additional    frequencies.      The    General 
Telephone  Corporation  requested  20  ad- 
ditional full  duplex  channels  in  2  blocks 
5  Mc.  apart.     We  have  carefully  con- 
sidered these  proposals  and  have  con- 
cluded that  it  would  be  impracticable  to 
permit  sharing  because  It  Is  evident  that, 
at  least  as  to  the  proposed  sharing  of 
certain  Forestry  and  Industrial  frequen- 
cies, the  demands  of  the  telephone  com- 
panies for  use  of  stich  frequencies  in  the 
urban  areas  Involved  is  bound  to  con- 
flict with  a  similar  demand  by  the  eligible 
Industrial    applicants.      Moreover,    we 
recognize  clearly  that  the  relief  which 
might  be  afforded  through  this  device,  or 
through  the  provision  of  a  few  addi- 
tional exclusive  common  carrier  chan- 
nels, could  be  only  a  stop-gap  measure 
and  the  problem  of  providing  for  expan- 
sion would  shortly  confront  us  again. 
The  solution  to  the  problem  of  providing 
general  mobile  communications  service 
on  a  common  carrier  basis,  if  any  can  be 
achieved,  appears  to  be  only  in  th^  de- 
velopment of  a  "broad  band"  plan  of  some 
sort  which  will  permit  the  derivation  of 
many   more    communications   channels 
than  could  be  provided  in  the  152-162 
Mc.  band  by  present  methods  of  opera- 
tion.   We  propose  to  give  our  attention 
to  this  problem. 

Accordingly,  the  aforementioned  peti- 
tions of  the  Illinois  Bell  Telephone  Com- 
pany, the  New  Jersey  Bell  Telephone 
Company  and  the  New  York  Telephone 
Company  are  each  denied. 

The  allocation  to  coast  stations  for 
maritime  service  likewise  is  smaller  than 
what  was  generally  requested  by  the 
parties,  but  the  addition  of  1  frequency 
over  that  originally  proposed  will  afford 
some  relief  in  this  situation. 

In  the  case  of  aeronautical  public  cor- 
respondence t plane-ground*,  the  Com- 
mission believes  it  is  not  feasible  to  pro- 
vide frequencies  for  the  handling  of  pub- 
lic correspondence  to  and  from  aircraft 
In  the  VHP  spectrum,  but  Invites  atten- 
tion to  the  availability  of  service-alloca- 
tions which  will  permit  such  use  in  mo- 
bile bands  above  3500  Mc.  Insofar  as 
the  interference  range  of  VHP  signals 
from  aircraft  exceeds  that  of  surface 
units,  an  excessive  amount  of  VHP 
spectrum  would  be  required  to  provide 
any  reasonable  number  of  channels  for 
this  service.  The  Commission  does  not 
believe  that  the  relative  public  impor- 
tance of  this  service  justifies  its  establish- 
ment In  the  VHP  spectrum  and  so  is 
making  no  provision  therefor  in  the  al- 
location in  the  band  152-162  Mc. 

The  Western  Union  Telegraph  Com- 
pany has  pointed  out  that  no  provision 
has  been  made  in  the  band  152-162  Mc. 
for  its  "Telecar"  operations,  and  has  re- 
quested that  an  allocation  be  made  for 
■uch  purpose.    We  are  forced  to  the  con- 
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elusion  that,  since  the  demands  for  fre- 
quency assignments  in  this  band  far  ex- 
ceed the  capacity  of  Ihe  band,  and  since 
It  Is  feasible,  engineering-wise,  for  this 
Western  Union  service  to  function  in  the 
30-44  Mc.  range,  it  is  desirable  that  this 
service  develop  in  that  portion  of  the 
spectrum.  Accordingly,  no  allocation  is 
made  for  such  service  in  that  Instant 
band,  but  provision  has  been  made  for  it 
in  the  30-44  Mc.  band,  <See  discussion 
and  rules  relating  to  Docket  No.  9046.) 

Western  Union  has  also  requested  that 
provision  be  made  for  the  continued 
operation,  in  the  152-162  Mc.  band,  of 
its  marine  reporting  service,  as  presently 
conducted  on  an  experimental  basis  in 
New  York  harbor.  Since  this  service  in- 
volves the  use  of  facsimile  transmission. 
an  exclusive  assignment  of  a  clear  chan- 
nel Is  required.  However,  in  view  of  the 
congestion  of  demands  for  assignments 
In  this  band  being  so  much  greater  than 
the  available  spectrum  can  accommo- 
date, and  the  relative  lesser  Importance 
and  merit  of  this  service  as  compared  to 
the  other  services  to  be  accommodated, 
we  make  no  provision  for  this  service  In 
this  band. 
Effect  of  Allocation  on  Existing  Licenses 

It  is  recognized  that  the  allocations 
herein  provided  will  reqiilre  certain  non- 
^xperlmental  licensees  to  shift  frequen- 
cies at  some  future  date.  It  Is  not  our 
intention,  however,  that  this  allocation, 
in  and  of  Itself,  shall  accomplish  any 
modification  of  the  terms  of  such  licenses 
with  respect  to  frequencies  used.  Unless 
modified  by  mutual  agreement  between 
such  licensees  and  the  Commission,  or  as 
the  result  of  a  further  hearing,  such  11- 
cen.ses  shall  be  valid,  according  to  their 
terms  and  conditions,  to  their  normal  ex- 
piration dates.  It  Is  to  be  noted,  how- 
ever, that  we  do  not  Intend  to  permit  any 
expansion  of  services  on  frequencies 
other  than  those  shown  for  each  par- 
ticular service  in  the  Table  of  Frequency 
Allocations  (F.  R.  Doc.  49-3561,  infra\ 
and  the  appropriate  and  applicable  rules 
and  regulations. 

In  effectuating  the  frequency  shifts 
necessitated  by  the  adoption  of  the  in- 
stant Table  of  Frequency  Allocations,  it 
is  our  further  intention  to  implement 
.such  shifts  in  a  manner  which  will  not 
result  In  the  deterioration  of  existing 
regular  operations. 

Insofar  as  experimental  operations  are 
affected  by  the  frequency  shifts  specified 
in  the  Table  of  Frequency  Allocations 
and  the  applicable  rules.  It  is  to  be  noted 
that  <1)  no  more  experimental  grants 
will  be  made  in  connection  with  the 
general  mobile  experimental  program 
undertaken  pursuant  to  our  Report  of 
May  1945  In  Docket  No.  6651.  and  our 
Public  Notice  of  September  30.  1946. 
Mimeo  -98700.  and  (2)  all  frequency 
shifts  to  be  made  by  existing  experi- 
mental grantees  who  are  changing  over 
to  a  regular  basis  are  to  be  accomplished 
no  later  than  November  1,  1949. 

DocKiT  No.  8973— Allocation  of 
Preqttencies  Between  72-76  Mc. 

In  Its  report  on  Docket  No.  8487,  the 
Commission  allocated  the  band  72-76  Mc. 
to  the  non-government  fixed  service  and 


allocated  the  band  44-50  Mc.  to  the  non- 
government fixed  and  mobile  services 
These  allocations  were  made  after  study 
of  evidence  and  testimony  Indicated  thai 
the  use  by  the  mobile  service  of  the  band 
72-76  Mc,  or  any  unused  TV  channel  in 
a  given  area,  was  not  feasible  and  would 
cause  widespread  Interference  to  televi- 
sion reception.  The  Issue  involved  In 
Docket  No.  8973  Is  to  determine  what  the 
sub-allocation  of  the  72-76  Mc.  band 
should  be  to  the  various  categories  o( 
the  fixed  service. 

The  Commission  has  decided  to  sub- 
allocate  frequencies  In  this  band  to  oper- 
ational fixed  stations  on  a  basis  of  non- 
interference to  television,  with  the  addi- 
tional provision  that  frequencies  In  the 
band  are  available  to  common  carrier 
fixed  stations,  on  the  basis  of  non-inter- 
ference to  either  operational  fixed  sta- 
tions or  television  stations. 

Although  the  question  was  not  an  Issue 
in  the  Commission's  proposal,  the  feasi- 
bility of  allocating  frequencies  In  the 
band  72-76  Mc.  to  the  mobile  service  was 
raised  In  this  proceeding  by  a  petition  of 
Telanserphone.  Inc.  requesting  the  al- 
location of  frequencies  In  this  band  to  Us 
proposed  one-way  radio  paging  service.. 
A  preliminary  engineering  report  was 
submitted  to  the  Commission  by  the  pe- 
titioner and,  subsequent  to  the  oral  ar- 
gument, a  full  report  with  respect  to  the 
experimental  operation  of  Its  station 
K2XAQ  was  received.  Based  upon  these 
reports.  Telanserphone.  Inc  .  contended 
that  strategically  located  land  stations 
can  operate  in  the  band  72-76  Mc.  with- 
out Interference  to  television  stations, 
provided  assignments  and  installatioas 
arc  properly  engineered 

The  Commission  has  studied  the  engi- 
neering reports  submitted  with  -respect 
to  the  operation  of  station  K2XAQ  and  is 
of  the  opinion  that  the  interference  tests 
described  In  the  full  report,  which  tended 
to  show  no  Interference  caused  to  the 
reception  of  television  stations  on  chan- 
nels 4  and  5  in  New  York  City,  are  in- 
sufficient, both  as  to  scope  and  as  to 
number.  It  does  not  appear  that  inter- 
ferencc  measurements  were  made  any 
closer  to  K2XAQ  than  approximately  0  6 
mile.  Thus,  the  area  in  which  the  most 
severe  interference  would  be  anticipated 
was  not  covered  in  the  report.  No  pre- 
sentation was  made  at  the  oral  argu- 
ment in  connection  with  Docket  No.  8973 
which  would  Indicate  that  a  mobile  serv- 
ice could  operate  in  t>.e  72-76  Mc.  band 
on  the  basis  of  non-interference  to  the 
fixed  service. 

Finally,  we  desire  to  point  out  that  the 
allocation  of  the  44-50  Mc.  band  to  the 
land  mobile  service  is  considered  to  sene 
as  compensation  to  that  portion  of  thp 
land  mobile  service  which  was  required 
to  vacate  the  72-76  Mc.  band  as  the  re- 
sult of  the  Commission's  decision  In 
Docket  No.  8487.  If  there  had  been  any 
question  with  respect  to  the  possibility 
of  making  the  72-76  Mc.  band  available 
to  any  of  the  land  mobile  services,  first 
consideration  would  have  been  given  to 
those  services  which  were  previously  au- 
thorized to  operate  in  that  band.  The 
Commission  recognizes  that  there  Is  a 
potential  public  demand  for  this  type  of 
service.  We  have  re-studled  the  alloca- 
tions to  the  common  carrier  services  and 
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have  concluded  that  one  frequency  In  the 
35-44  Mc.  band.  I.  e.,  43.58  Mc,  can  be 
made  available  for  one-way  radlopaging 
service.  The  Commission  recognizes 
that  there  will  be  some  long  range  In- 
terference. If  this  service  Is  Implemented 
In  a  number  of  cities,  and  that  minor 
technical  difficulties  might  be  inherent  In 
the  use  of  this  frequency.  However,  a 
careful  study  of  propagation  character- 
istics Indicates  that  service  reliability 
approaching  99%  can  be  expected  up  to 
a  distance  of  25  to  30  miles.  Therefore, 
the  Commission  has  concluded  that  one- 
way paging  type  service  will  be  recog- 
nized, and  that  one  frequency  (43  58  Mc.) 
will  be  allocated  for  such  service.  <See 
discus.slon  of  Rules  In  Docket  No.  9046.  > 

Accordingly,  the  aforesaid  petition  of 
Telanserphone,  Inc.,  Is  denied. 

Docket  No.  8974 — Alloc.\tion  of  Fre- 
quencies Between  450-460  Mc. 

While  we  have  left  this  proposed  allo- 
cation unchanged,  we  have  not  over- 
looked the  petition  of  The  Bell  Telephone 
Laboratories,  Inc.,  requesting  the  estab- 
lishment of  a  multi-channel  broad  band 
common  carrier  allocation  between  400- 
500  Mc.  As  we  have  Indicated  in  cur 
comments  with  relation  to  Docket  No. 
8972,  we  are  acutely  aware  of  the  neces- 
sity of  providing  for  some  form  of  broad 
band  operation  for  the  common  carrier 
general  mobile  service.  If  that  Is  po.ssible. 
However,  the  Citizen's  Radio  Service  is 
already  established  in  the  band  460-470 
Mc.  and  we  do  not  consider  It  feasible  to 
move  It.  Likewise,  the  spectrum  imme- 
diately below  450  Mc.  Is  already  assigned 
to  the  amateur  service.  Accordingly, 
there  would  appear  to  be  no  point  In  fur- 
ther delaying  the  finallzation  of  the  450- 
460  Mc.  allocation  and  thus  delaying  its 
development  and  exploitation.  In  view 
of  this,  the  allocation  is  adopted  without 
change. 

Consideration  of  the  ba.sic  merits  of 
tne  Bell  Laboratories'  petition,  which 
goes  to  the  question  of  the  desirability  of 
establishing  an  allocation  for  broad  band 
general  mobile  development,  will  be  un- 
dertaken in  connection  with  our  proceed- 
ing regarding  the  allocation  of  spectrum 
space  for  UHF  television  service  above 
470  Mc.  and  the  petition  will  be  disposed 
of  In  that  proceedmg. 

Docket  No.  8658— General  Mobile 
Hearing 

As  Is  set  forth  at  the  outset  of  this 
report,  the  allocation  hearing  of  1944 
(Docket  No.  6651)  resulted  in  the  Com- 
mission's Report  of  Allocations  from 
25.000  kcs.  to  80.000,000  kcs..  dated  May 
25.  1945,  which  made  provision  for  the 
establishment  of  certain  new  radio  serv- 
ices. Including  the  bus,  truck,  taxi  and 
the  common  carrier  general  mobile  radio- 
telephone services.  Because  of  the  need 
for  obtaining  operational  data  by  the 
various  groups  Interested  In  these  serv- 
ices, the  license  authorizations  were  Is- 
sued on  an  experimental  basis,  and  it  was 
noted  that  a  future  hearing  would  be  held 
to  determine  the  basic  governing  policies 
and  the  manner  in  which  the  frequencies 
allocated  to  the  services  would  be  perma- 
nently assigned.  The  Commission's  pol- 
icies were  further  made  known  In  subse- 
quent public  notices  which  re-empbji» 
sized  the  need  for  obtaining  operational 
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data  and  the  need  for  studying  the  basic 
policy  questions  which  would  have  to  be 
decided  before  the  services  could  be 
regularly  established. 

Among  the  policy  questions  which  the 
Commission  noted  for  study  and  consid- 
eration were  such  matters  as  whether  the 
frequencies  allocated  for  the  service  gen- 
erally shall  finally  be  made  available  for 
common  carrier  operation,  or  for  non- 
common  carrier  operation,  or  for  both 
types  of  operation;  whether  or  not  re- 
strictions should  be  placed  on  the  types 
of  communication  handled;  the  types  of 
emission  and  the  amount  of  power  which 
may  be  employed;  the  frequency  stabil- 
ity to  be  required  of  the  equipment ;  the 
manner  in  which  the  licensee  will  main- 
tain required  control  of  equipment;  etc. 

All  of  these  questions  have  been  re- 
solved and  determined  in  the  other  Dock- 
ets treated  in  this  report  and  order,  and, 
to  the  extent  appropriate,  such  determi- 
nations are  deemed  to  be  dispositive  of 
this  proceeding. 

There  is.  however,  one  matter  to  be 
specifically  disposed  of  in  connection 
with  this  docket.  We  refer  to  the  peti- 
tions heretofore  filed  herein  on  January 
5, 1948  and  January  18.  1949,  respectively, 
on  behalf  of  the  American  Taxicab  Asso- 
ciation. 

In  January  1948,  the  Association  filed 
a  formal  petition  requesting  that  the 
Commission  refrain  from  assigning  any 
of  the  frequencies  reserved  in  the  152- 
162  Mc.  band  for  general  mobile  radio 
services  proposed  to  the  use  of  the  Amer- 
ican Telephone  and  Telegraph  Company 
or  Its  associated  companies  until  the 
views  of  the  Attorney  General  with  re- 
spect to  the  matter  have  been  solicited 
and.  if  submitted,  made  a  part  of  the 
record  in  this  proceeding.  That  peti- 
tion, together  with  the  opposition  there- 
to filed  by  the  American  Telephone  and 
Telegraph  Company  In  its  behalf  and  in 
behalf  of  its  associated  companies,  and 
the  reply  to  such  opposition  filed  on  be- 
half of  the  As.sociation,  were  considered 
and  the  Commission  informed  the  parties 
to  this  proceeding,  by  communication  of 
March  18,  1948,  that  It  believed  that: 

•  •  •  the  submission  to  the  Attorney 
General  of  any  question  of  the  kind  sug- 
gested in  the  petition  would  be  premature 
at  this  time,  because  the  nature  of  any 
question  along  the  lines  so  suggested  will  de- 
pend upon  various  facts  which  have  not  yet 
been  determined  by  the  Commission,  namely, 
the  service.s  which  will  finally  be  estab- 
lished in  the  general  mobile  category,  the 
number  of  frequencies  which  can  be  al- 
located to  each,  and  the  policies  and  rules 
and  regulations  which  the  Commission  may 
adopt  to  govern  the  operation  of  sucii 
services. 

The  Anti-Trust  Division  of  the  Depart- 
ment of  Justice  has  been  furnished  by  the 
Commission,  at  the  former's  request,  with  a 
copy  of  I  the  I  petition  and  copies  of  the 
American  Telephone  and  Telegraph  Com- 
pany's reply  and  (the]  rejoinder.  The 
Commission  Intends  to  keep  the  Department 
of  Justice  Informed  concerning  any  signifi- 
cant developments  relating  to  this  proceed- 
ing. At  such  time  as  the  Commission  may 
conclude  that  an  expression  of  comments 
or  views  from  the  Department  of  Justice 
may  be  appropriate  In  connection  with  the 
determination  of  the  proceeding  In  Docket 
Nq,  8658,  such  comments  and  views  wUI  be 
requested  and  considered. 

The  Antitrust  Division  of  the  Depart- 
ment of  Justice  was  thereafter  kept  cur- 
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rently  Informed  of  pertinent  matters  and 
developments  relating  to  this  docket  and 
the  other  relevant  proceedings  treated 
In  this  report. 

In  January  1949.  the  Association  filed 
a  further  petition  requesting  reconsid- 
eration of  the  1948  petition.    The  latest 
petition  referred  to  the  fact  that,  on 
January  14,  1949,  the  United  States,  by 
direction  of  the  Attorney  General,  filed, 
in    the   District    Court    of    the    United 
States  for  the  District  of  New  Jersey,  a 
civil  suit  charging  the  American  Tele- 
phone   and    Telegraph    Company    and 
Western   Electric   Company.    Inc.    with 
having  engaged  In  a  continuing  combi- 
nation   and   conspiracy    to   monopolize, 
among  other  fields  of  endeavor,  the  man- 
ufacture, sale  and  operation  of  equip- 
ment in  two-way  radio  telephony.    The 
petition  goes  on  to  point  out  that  Sec- 
tion 313  of  the  Communications  Act  pro- 
vides that  if.  in  any  proceeding  brought 
to  enforce  tire  antitrust  laws,   any  li- 
censee shall  be  found  guilty  of  violating 
the  provisions  of  such  laws,  the  court 
may  adjudge  and  order  that  the  license 
of  such  licensee  shall  be  revoked.     Sec- 
tion 311  of  the  Communications  Act  di- 
rects the  Commission  to  refuse  a  license 
to   any  applicant   whose   licenses   have 
been  revoked  by  a  court  under  Section 
313  and  authorizes  the  Commission  to 
refuse  a  license  to  any  applicant  who 
has  been  found  guilty  by  a  Federal  court 
of  unlawfully  monopolizing  or  attempt- 
ing to  monopolize  radiocommunication, 
directly  or  indirectly,  through  the  con- 
trol of  the  manufacture  or  sale  of  radio 
apparatus,  through  exclusive  traffic  ar- 
rangements, or  by  any  other  means.    It 
is  further  pointed  out  that  section  312 
<a>    of  the  Communications  Act   pro- 
vides that  the  Commis.sion  may  revoke 
a  hcense  because  of  conditions  revealed 
by  statements  of  fact  as  may  be  required 
from  time  to  time  which  would  warrant 
the  Commission  in  refusing  to  grant  a 
license  on  an  original  application. 
The  petition  then  continues: 

It  would  seem,  therefore,  that  in  the  in- 
terest of  orderly  administration,  the  Com- 
mission should  suspend  further  considera- 
tion of  pending  applications  by  A.  T.  &  T. 
and  its  associated  companies  for  additional 
frequencies  and  licenses  until  such  time  as 
A.  T.  &  T.'s  liability  under  the  antitrust  laws 
should  be  determined  In  the  Government's 
suit. 

The  petition  urges  that  the  Commission 
either  stay  any  further  grants  to  A.  T.  & 
T.  and  its  associated  companies,  or  that 
such  grants  as  are  made  be  designated 
"special  temporary"  and  "limited"  au- 
thorizations until  the  pending  antitrust 
proceedings  are  concluded.  Finally,  It  is 
again  urged  that  the  Commission  seek 
the  views  of  the  Attorney  General  con- 
cerning this  matter  at  this  time. 

On  January  31.  1949.  A.  T.  &  T..  In  Its 
own  behalf  and  in  behalf  of  its  asso- 
ciated companies,  filed  an  opposition  to 
the  instant  petition.  This  opposition  re- 
fers to  the  oppositon  filed  on  the  original 
petition.  In  which  it  Is  denied  that  the 
respondents  are  seeking  a  monopoly, 
either  In  furnishing  mobile  telephone 
service  or  in  providing  equipment  there- 
for, and  in  which  it  is  stated  that  they 
do  not  have  such  monopoly.  The  opposi- 
tion further  points  out  that  the  Instant 
petition  contemplates  that  the  Commis-  • 
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slon  prejudge  the  outcome  of  the  anti- 
trust suit  referred  to,  by  now  applying,  in 
effect,  the  sanctions  provided  in  section 
313  of  the  Communications  Act.  More- 
over, the  opposition  continues,  the  pen- 
alties provided  in  sections  311  and  313  of 
the  act  have  not  been  sought  by  the  Gov- 
ernment In  the  antitrust  suit  and  the 
United  States  makes  no  allegations  in  the 
bill  of  complaint  and  presents  no  prayer 
for  the  purpose  of  preventing  the  con- 
tinued operation  of  mobile  radio  service 
by  the  Bell  Companies.  It  is  further 
argued  that  the  designation  of  assign- 
ments of  general  mobile  frequencies  to 
Bell  Companies  as  "special"  or  "lim- 
ited" would  serve  no  useful  purpose  since, 
without  such  a  designation,  under  sec- 
tion 312  (a)  of  the  act  the  Commission 
would  have  the  power  to  revoke  any  li- 
censes at  any  time  upon  a  showing  in 
accordance  with  the  provisions  of  that 
section. 

It  is  our  opinion  that  the  relief  sought 
In  the  petition  of  January  1949.  other 
than  with  respect  to  the  request  that  the 
Commission  seek  the  views  of  the  Attor- 
ney General  in  the  premises,  pertains  to 
the  question  of  the  eligibility  of  the  re- 
spective Bell  System  Companies  to  qualify 
as  radio  licensees,  and  not  to  the  matter 
of  promulgating  the  instant  frequency 
allocations  or  service  rules. 

The  Commission  has,  in  the  disposition 
of  this  docket  and  the  related  proceed- 
ings, made  provision  for  a  host  of  non- 
common  carrier  communicalloiis  serv- 
ices, including  the  taxicab  service,  as  well 
as  providing  for  the  development  of  com- 
petitive communications  common  carrier 
systems.  In  the  latter  case,  we  have 
taken  particular  care  to  provide  a  family 
of  frequencies  within  which  the  develop- 
ment of  common  carrier  mobile  radio 
systems  by  enterprises  other  than  exist- 
ing telephone  companies  may  take  place. 
These  dispositions  have  been  effected  ad- 
visedly, and  with  the  purpose,  arnons 
others,  of  fostering  the  development  of 
competing  systems,  techniques,  and 
equipments. 

In  the  light  of  these  considerations.  It 
appears  that  there  is  no  present  need  for 
the  submission  by  the  Commission  to  the 
Department  of  Justice  of  any  request 
for  comments. 

Accordingly,  the  subject  petitions  are 
denied. 

In  addition  to  keeping  the  Department 
of  Justice  fully  informed  concerning  all 
significant  developments  relating  to  the 
mobile  radio  services  so  far  as  the  Bell 
System  is  involved,  we  will,  in  connection 
with  any  application  of  Bell  System  Com- 
panies for  grants  in  this,  or  any  other 
radio  service,  ill  determining  the  public 
Interest,  convenience  or  necessity,  con- 
sider the  qualifications  of  such  applicants 
In  the  light  of  any  possible  violations  of 
the  anti-trust  laws. 

Docket  No.  9001 — Rules  Governing 
Public  Safety  Radio  Services 

The  proceedings  In  Docket  No.  9001 
Involved  a  revision  of  Part  10,  Rules  Gov- 
erning Emergency  Radio  Services,  and  a 
Bub-allocation  of  frequencies  to  these 
services.  Since  all  communications  au- 
thorized in  the  Emergency  Radio  Serv- 
ices relate,  either  directly  or  indirectly. 
.  to  public  safety  and  general  public  wel- 
fare, and  licenses  are  generally  limited 
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to  states,  counties  and  municipalities, 
this  part  has  been  renamed  "Rules  Gov- 
erning Public  Safety  Radio  Services" 
and  includes  police,  fire,  forestry,  high- 
way maintenance  and  special  emergency 
radio  services. 

After  consideration  of  all  relevant  ma- 
terial presented  in  these  proceedings,  the 
Commission  has  adopted  Part  10  "Rules 
Governing  the  PubUc  Safety  Radio  Serv- 
ices" in  the  form  set  forth  below  (P.  R. 
Doc.  49-3517). 

As  has  been  pointed  out  in  the  discus- 
sion of  Docket  No.  8972,  to  achieve  a  fair 
and  equitable  allocation  of  the  frequen- 
cies in  the  band  152-162  Mc.  compatible 
with  the  needs  of  other  services,  certain 
frequency  assignments  in  the  band  pre- 
viously designated  for  police  use  had  to 
be  shifted.  However,  such  shifts  need 
not  be  implemented  until  the  expiration 
of  the  current  licenses. 

Certain  objections  were  interposed  to 
various  sections  of  the  proposed  rules. 
The  disposition  of  these  matters  is  dis- 
cussed below. 

Objection  was  made  to  that  part  of 
§  10.17  which  provided  that  applications 
for  repeater  and  control  radio  facilities 
to  operate  on  a  frequency  or  frequencies 
below  952  Mc.  be  accompanied  by  a  state- 
ment indicating  why  use  of  wire  line 
facilities  is  not  feasible.  The  rule  cov- 
ering this  matter  (8  10.58)  has  been 
amended  to  eliminate  that  requirement. 
Objection  to  §  10.19  of  the  proposed 
rules  was  made  on  the  ground  that  this 
section  required  applications  for  radio 
authoriz.\tions  to  be  signed  by  the  chief 
executive  officer  of  the  appli..ant  or  the 
head  of  a  department.  It  was  suggested 
that  such  officers  are  not  always  avail- 
able, and  it  was  propo.^^ed  that  the  rule 
be  modified  to  permit  delegation  of  au- 
thority to  subordinates  to  sign  applica- 
tions. This  suggestion  was  not  followed 
in  the  new  §  10.54  for  the  reason  that 
it  would  be  at  variance  with  exi.sting  pro- 
visions of  Part  1  of  the  Commission's 
rules  and  experience  has  shown  such  del- 
egations to  be  Impracticable. 

Objection  was  made  to  the  proposed 
5  10.55,  which  required  all  tran.smitters 
authorized  after  July  1.  1950.  to  be  pro- 
vided with  an  automatic  device  to  pre- 
vent radiation  in  excess  of  that  per- 
mitted, on  the  groimd  that  such  require- 
ment would  be  difficult  of  compliance  in 
the  case  of  mobile  transmitters,  particu- 
larly those  in  motorcycles.  The  new 
§  10.105  (d)  meets  this  objection  in  part, 
as  it  exempts  those  mobile  transmitters 
with  maximum  power  input  of  3  watts 
or  le.ss. 

With  respect  to  the  proposed  5  10.101. 
prescribing  eligibility  for  police  radio  au- 
thorizations, it  was  suggested  the  word 
"governmental '  be  Inserted  In  order  to 
clarify  the  rule.  This  suggestion  has 
been  followed. 

Objection  was  raised  to  the  proposed 
§§  10.103  and  10.104  on  the  ground  that 
no  provision  was  made  for  intercity 
communication  among  police  depart- 
ments on  land  mobile  frequencies  not 
required  for  mobile  operations.  Chief 
among  those  objecting  to  these  sections 
were  police  organizations  in  the  states 
of  Indiana,  Michigan  and  Wisconsin.  As 
a  result  of  the  objections  made  and  in- 
formation submitted,  paragraph  (e)  has 
been  added  to  §  10.255  which  permits  use 


of  one  base  station  frequency  above  152 
Mc.  as  a  common  frequency  to  all  li- 
censees in  a  particular  area,  for  intercity 
communication. 

It  was  argued  that  §  10.74,  as  proposed, 
would  cause  the  loss  of  much  time  by  the 
useless  transmission  of  call  letters  in  po- 
lice operations  and  that  identification  of 
mobile  units  by  car  or  serial  number 
should  be  permitted.  The  new  §  10.152, 
in  some  instances,  provides  that  mobile 
units  may  be  identified  by  use  of  serial 
number,  car  number,  or  other  identifiers 
filed  with  the  records  of  the  base  station. 
Objection  to  5  10  83.  as  proposed,  was 
made  on  the  ground  that  it  would  require 
unnecessarily  repetitious  entries  in  sta- 
tion records.  The  new  §  10.161.  relalinc: 
to  station  records,  eliminates  the  re- 
quirement that  a  record  of  communica- 
tions be  kept  and  contains  a  provLso 
whlrh  would  eliminate  the  keeping  of 
repetitious  entries  on  inspection  and 
maintenance. 

The  objection  to  proposed  8  10  106  was 
on  the  ground  that  footnote  5a  thereof 
was  too  restrictive.  In  that  it  required 
applicants  contemplating  use  of  a  fre- 
quency in  the  72-76  Mc.  band  to  write  to 
the  Commission  with  respect  to  possible 
interference  to  televLsion  service  on 
channels  4  and  5.  prior  to  filing  an  ap- 
plication. This  objection  has  been  par- 
tially removed  in  the  new  8  10.255  (h)  (3» 
which  provides  that  frequencies  in  this 
band  are  available  upon  a  shared  basis, 
provided  no  harmful  interference  is 
caa<;ed  to  television  service  on  channels 
4  or  5. 

It  was  further  suggested  that  the  Com- 
mission adopt  a  geographical  plan  for 
assignment  of  the  mediiun  high  frequen- 
cies and  frequencies  In  the  band  44-50 
Mc,  to  prevent  Interference  (particu- 
larly skywave)  among  stations  operating 
in  these  bands.  This  suggestion  has  been 
accepted  in  so  far  as  assignments^  to 
state  police  are  concerned  and  subpara- 
graph (7)  of  8  10.255  <h)  now  provides 
that  assignments  in  this  band  to  state 
police  will  be  made  only  pursuant  to  a 
geographical  assignment  plan. 

Under  the  new  Part  10  (5  10.65 >.  li- 
censees  may   make   certain    equipment 
changes  without  prior  authority  from    . 
the  Commission.    Such  changes  hereto- 
fore could  be  made  only  pur.^^uant  to  ap- 
plications for  construction  permit  and, 
or,  modification  of  station  license.    Un- 
der the  new  rules,  replacement  trans- 
mitters may  be   installed   and   various 
other  equipment  changes  made,  provided 
there  is  no  change  in  the  height  or  loca- 
tion of  the  antenna  towers  and  the  new 
equipment  does  not  vary  from  that  au- 
thorized in  the  existing  station  Ucen.se. 
Although  communications  of  Special 
Emergency  radio  stations  are  limited  to 
matters  relating  to  protection  of  life  and 
property,  the  eUgibility  for  such  stations 
has  been  extended  to  include  physicians 
practicing  in  remote  areas,  ambulance 
services,   and   school   bus   operators  in 
Isolated  areas. 
Docket  No.  9018— Rules  Governikc 
Industrial  Radio  Services 

This  Docket  contains  the  Rules  Gov- 
erning Industrial  Radio  Services  and  the 
sub-allocation  of  frequencies  to  these 
services.  The  rules  consolidate  a  num- 
ber of  radio  services  currently  adminls- 
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tered  by  the  Commi.sslon  under  various 
parts  of  its  rules  and  make  radio  facili- 
ties available  on  a  regular  basis  to  certain 
Industries  operating  under  experimental 
authorizations.  As  adopted  and  set  forth 
below  (P.  R.  Doc.  49-3518) .  the  new  rules 
supersede  the  heretofore  effective  Part 
11.  Rules  Governing  Miscellaneous  Serv- 
Ices  and  those  sections  of  Part  17,  relating 
to  the  Power  Utility  and  Petroleum  Pipe- 
line stations. 

The  proposed  rules  made  provision  for 
four  classes  of  service:  Power.  Petroleum, 
Forest  Products  and  Special  Industrial! 
As  a  result  of  consideration  of  the  com- 
ments filed  and  the  relevant  matter  pre- 
sented at  the  oral  argument  on  all  the 
Dockets  consolidated  herein,  the  Com- 
mission  has  increased   the   number  of 
services  to  seven,  namely:  Power,  Petro- 
leum, Forest  Products,  Motion  Picture. 
Relay  Press,  Special  Industrial  and  Low 
Power  Industrial.    A  number  of  other 
changes  have  been  made  in  the  final  text, 
most  of  which  are  for  the  purpose  of  ful- 
filling need  for  clarification  or  to  carry 
out  suggestions  submitted  by  interested 
parties.    The  changes  made,  or  the  dis- 
position of  comments  addressed  to  vari- 
ous sections  of  the  proposed  rules,  are 
briefly  summarized  as  follows: 

1.  Classification  of  services.  The  rep- 
resentatives of  the  power  groups  pro- 
tested the  inclusion  of  the  Power  Utilities 
in  the  new  Industrial  Radio  Service 
classification  on  the  ground  that  the  fun- 
damental character  and  public  impor- 
tance of  the  services  rendered  by  the 
utilities  are  such  as  to  Justify  recogni- 
tion by  the  Commission  of'  the  "Public 
Safety"  character  of  utility  operations. 

The  classification  of  radio  stations,  as 
shown  in  the  several  parts  of  the  rules  in 
Issue,  Is  not  Intended,  In  and  of  Itself,  to 
indicate  a  priority  for  the  allocation  of 
frequencies.  The  principal  problem  in- 
volved in  formulating  the  classification 
scheme  has  been  to  obtain  an  arrange- 
ment which  is  both  reasonable  and  ad- 
ministratively flexible  and  efficient.  The 
services  appearing  in  the  several  Parts  of 
the  rules  adopted  in  this  proceeding  are 
allocated  var3^ng  numbers  of  frequencies 
In  different  parts  of  the  spectrum.  How- 
ever, no  list  has  been  prepared  which  ar- 
ranges the  services  in  a  particular  order 
for  priority  In  the  assignment  of  those 
frequencies.  This,  we  believe,  resolves 
the  objection  of  the  power  utility  in- 
dustry. 

2.  Permissible  communications.  The 
question  of  communication  between  ba.se 
stations  of  a  mobile  service  radio  system, 
argued  at  length  by  the  several  parties  in 
Interest,  has  been  determined  to  a  con- 
siderable extent  in  favor  of  the  persons 
presenting  argument  on  the  matter. 
Section  11.151,  as  revised.  Is  believed  to 
represent  a  compromise  between  the 
natural  desire  of  a  licensee  to  use  his 
VHF  mobile  radio  system  without  arti- 
ficial restrictions,  and  the  over-all  neces- 
sity for  holding  point-to-point  communi- 
cations in  the  VHF  part  of  the  spectrum 
to  an  absolute  minimum  in  order  that 
this  part  of  the  spectrum  may  be  used  by 
the  maximum  number  of  mobile  units 
with  minimum  Interference. 

The  utilities  argued  for  retention  of 
Is  17.613  and  17.614.  The  substance  of 
!  17.614  has  been  Incorporated  In  the 
revised  8  11.151  as  requested.    However. 
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It  Is  to  be  noted  that  S  17.613  describes 
particular  functions  In  the  operation  of 
certain  utilities.  The  practice  of  at- 
tempting to  enumerate  all  the  specific 
Jobs  In  connecton  with  which  utilities 
may  use  radiocommunlcatlon  has  been 
abandoned  because  it  Is  considered  to 
be  unworkable,  from  an  administrative 
viewpoint,  to  go  into  the  detail  necessary 
for  a  complete  enumeration. 

Section  11.151  has  been  further  revised 
and  liberalized  to  permit  coordination  of 
activities  in  a  number  of  circumstances 
not  provided  for  under  the  proposed  rule. 

3.  Records.  Objection  was  made  to 
part  of  8  11.161  on  the  ground  that  it 
would  require  detailed  and  unnecessary 
entries  in  the  station  record.  The  new 
8  11.160  retains  the  requirement  that  all 
mes.<;ages  between  base  stations  be  logged, 
but  with  modification  designed  to  reduce 
the  clerical  burden  on  operators  of  such 
stations. 

4.  Concept  of  the  rules.    The  spokes- 
men for  the  petroleum  and  forest  prod- 
ucts industries  questioned  the  basic  con- 
cept upon  which  the  rules  were  based, 
1.  e.,  the  concept  of  permanently  installed 
base  stations  serving  groups  of  mobile 
units.    Both  argued  that  many  of  their 
operations  do  not  fall  In  this  category. 
We  have  recognized  this  point  and  have 
endeavored  to  meet  it.     The  old  rules 
provided  for  a  "portable"  type  of  station. 
Such  stations  became  either  mobile,  base 
or  fixed   stations   depending  upon   the 
manner  in  which  they  were  used.    The 
Atlantic  City  Radio  Regulations  of  1947 
provide  for  only  three  classes  of  stations 
(fixed,    land    and    mobile)    within    the 
framework  of  which  our  rules  must  be 
arranged.     Accordingly,  the  "portable" 
classification  has  been  abandoned.   How- 
ever, 8  11  54  has  been  revised  to  provide 
for  the  licensing  of  base  stations  and 
fixed  sations  to  be  operated  at  tempo- 
rary  locations,    and    defines    the   term 
"temporary   location".     This   provision 
together  with  the  provision  made  In  the 
revised  §  11.151  for  intercommunication 
between  fixed,  ba.se  and  mobile  stations 
under    various    circumstances,    should 
remedy  the  situation  brought  about  by 
the    forced    deletion    of    the    portable 
classification. 

5.  Coordinated  sermce.   The  petroleum 
group  urged  that  the  Commi.ssion  write 
into  its  eligibility  rules  a  provision  which 
would  make  It  possible  for  a  non-profit 
corporation  to  obtain  authority  to  supply 
radio  service  to  petroleum  companies  on 
frequencies  allocated  to  the  petroleum 
Industry.    It  was  stated  that  such  a  pro- 
vision would  facilitate  centralization  of 
radiocommunlcatlon    matters    In    com- 
munication corporations  organized  for 
such   purposes,   and  thereby  result   in 
more  efficient  use  of  existing  facilities. 
This  request  has  been  granted  by  deleting 
the  proposed  8 11.67  (Coordinated  Serv- 
ice), substituting  a  new  8  11.6  (Cooper- 
ative Arrangements),  and  by  revising  the 
eligibility  section  on  this  point  for  all  of 
the  Industrial  Services  except  the  Spe- 
cial Industrial  and  Low  Power  Industrial 
Radio  Services. 

6.  Substitution  of  transmitters.  The 
petroleum  group  stated  that  the  Indus- 
try's operations  are  such  as  to  require 
the  privilege  of  substituting  at  will,  with- 
out modification  of  license,  any  trans- 
mitter available,  regardless  of  manufac 
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turer  and  regardless  of  tube  and  circuit 
arrangement,  so  long  as  the  transmitter 
meets    the    limitations    of    maximum 
power,    emission,    frequency    tolerance, 
and  total  maximum  deviation  and  Is  op- 
erated In  accordance  with  the  Commis- 
sion's rules.    Granted  that  such  a  privi- 
lege  would   be  a  convenience  for  this 
group,  as  well  as  for  any  other  group, 
no  specific  reasons  In  support  of  this 
statement  are  presented,  nor  Is  this  In- 
dustry distinguished  from  other  users  In 
this  regard.    It  Is  true  that  some  large 
companies  may  employ  competent  engi- 
neers to  select  equipment  which  meets 
the  Commission's  rules,  but  It  has  been 
the  Commission's  experience  In  the  past 
that  many  persons  have  requested  li- 
censes for  equipment  which  plainly  did 
not   meet   the  Commission's   Technical 
Standards.    Since  the  new  standards  are 
more  strict  than  the  old  In  a  number 
of  respects,  there  Is  no  reason  to  expect 
such   requests  to  cease  In   the  future. 
Therefore,  to  retain  control   over  this 
problem,  the  Commission  Is  continuing 
to  require  that  each  item  of  transmit- 
ting equipment  used  be  described  on  the 
station  license,  both  as  to  manufacturer 
and  type  number.    However,  there  is  no 
prohibition  against  licensing  in  advance 
a  reasonable  number  of  mobile  units  ex- 
pected to  be  required  over  a  one-year 
period.    The  Commission  does  not  con- 
clude that  Its  present  practice  Is  neces- 
sarily the  most  desirable  approach  to 
the  problem.    It  does  conclude,  however, 
that  a  grant  of  the  complete  freedom' 
demanded   by  the   petroleum   Industry 
would  not  be  In  the  public  Interest  at 
this  time. 

7.  Technical  standards.  A  number  of 
changes  have  been  made  In  Subpart  C 
(Technical  Standards).  The  primary 
purpose  of  these  changes  Is  to  designate 
specific  values  and  measuring  points 
which  will  conform  with  the  general  re- 
quirements of  the  Atlantic  City  Radio 
Regulations.  A  number  of  changes  have 
been  made  in  §  11.3  (Definitions)  for  the 
same  reason.  For  example,  the  terms 
"channel "  and  "channel  pair"  have  given 
way  to  the  terms  "assigned  frequency," 
"carrier  frequency"  and  "authorized 
bandwidth." 

8.  Mobile  relay  systems.  On  the  basis 
of  the  record  before  it,  the  Commission 
is  unable  to  determine  the  circumstances 
under  which  such  system:,  should  be 
authorized  if  at  all.  Accordingly,  no 
provision  for  such  systerAs  has  been 
made  In  the  rules  as  finally  adopted. 
Since  additional  facts  are  needed  before 
an  adequate  determination  can  be  made 
the  Commission  will  Institute  further 
proceedings  In  the  matter  In  the  near 
future. 

9.  Developmental  operation.  A  new 
subpart  has  been  Inserted  to  cover  the 
subject  of  developmental  operation.  This 
addition  Is  made  necessary  as  a  matter 
of  administrative  convenience  because 
of  the  deletion  of  experimental  frequen- 
cies above  25  Mc.  The  adoption  of  the 
new  subpart  providing  for  Developmental 
Operation  Is  to  be  followed  by  amend- 
ment and  revision  of  Part  5.  Rules  Gov- 
erning Experimental  Radio  Services. 
Since  the  content  of  the  new  subpart  Is 
substantially  taken  from  the  present 
Experimental  Rules,  with  neces.sary  edi- 
torial modifications,  further  proceedings 
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In  this  connection  are  not  considered 
to  be  necessary.  In  brief,  the  new  sub- 
part provides  for  a  partial  absorption 
of  the  present  experimental  classification 
into  the  Indastrial  Rules. 

10.  Relay  Press  and  Motion  Picture 
Services.     Although  the  proposed  Part 
11   made  no  specific  provision  for  the 
existing  Relay  Press  and  Motion  Picture 
Services,  as  such,  it  was  intended  that 
persons  eligible  for  such  services  would 
be  eligible  for  authorizations  in  the  Spe- 
cial Industrial  Service.     As  a  result  of 
the  comments  filed  and  arguments  pre- 
sented in  these  proceedings,  the  Commis- 
sion has  concluded  that  a  shared  pool 
of  frequencies  for  use  by  persons  with 
such  widely  divergent  interests,  as  con- 
templated under  the  Special  Industrial 
category,  is  impracticable.    Accordingly, 
the   rules,   a.s   adopted,   continue  Relay 
Press  and  Motion  Picture  as  separate 
services.     The  scope  of  the  new  Relay 
Press  Service  has  been  broadened  con- 
siderably and  follows  closely  the  type  of 
service    permitted    a    few    newspapers 
under  the  terms  of  outstanding  experi- 
mental groups.    This  should  enable  the 
newspapers  to  broaden  their  use  of  radio. 
The  New  York  Daily  Mirror  has  ex- 
perimented extensively  and  successfully 
with    radio    facsimile    transmission    of 
photographic  material  from  mobile  units. 
However,  the  Commission  is  unable  to 
determine,  at  this  time,  that  this  type 
of  service  is  in  the  public  interest.    Such 
transmissions    not    only    take    a    much 
longer  time  than  the  average  radiotele- 
phone message  in  these  services,  but  also 
require  a  higher  degree  of   protection 
from  interference  for  satisfactory  opera- 
tion.   This  type  of  operation  would  find 
Its  principal  application  in  metropolitan 
areas,  where  spectrum  space  is  most  in 
demand  and  where  practically  all  chan- 
nels must  be  shared  by  a  number  of 
licen.sees.   or   a   very   large   number   of 
mobile  units,  or  both.    For  these  reasons, 
facsimile  operation  will  not  be  permitted 
in  the  Relay  Press  Radio  Service  on  any 
mobile  service  frequency  in  the  VHP  part 
of    the    spectrum.      However,    develop- 
mental operation  of  facsimile  equipment 
Ls  not  prohibited  on  available  bands  above 
952  Mc. 

The  argument  of  the  motion  picture 
people  was  directed  primarily  to  the 
question  of  their  eligibility  to  obtain  a 
service  authorization.  As  has  been  indi- 
cated, this  argument  has  been  resolved 
by  the  deciMon  to  continue  the  Motion 
Picture  Service  as  a  separate  service. 

11.  Special  Industrial  Service.  In  pro- 
posing the  Special  Industrial  Service,  the 
Commission  sought  to  extend,  as  far  as 
possible,  the  privilege  of  using  private 
radiocommunication  systems  in  connec- 
tion with  miscellaneous  business  or  in- 
dustrial enterprises.  For  this  purpose, 
an  effort  was  made  to  establish,  by  gen- 
eral definition,  a  service  that  would  cover 
a  number  of  unrelated  general  mobile 
and  industrial  radio  operations.  It  soon 
became  apparent  that  the  demand  for 
the  limited  number  of  frequencies  avail- 
able for  this  service  was  so  great  that, 
unless  the  service  was  restricted,  such 
interference  would  result  between  users 
as  to  render  the  service  valueless.  Ac- 
cordingly, on  August  19,  1948,  the  Com- 
mission suspended  consideration  of  ap- 
plications  for  experimental   radio  sys- 
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tems  for  the  miscellaneous  general  mo- 
bile and  special  Industrial  type  of  op- 
eration. In  suspending  consideration  of 
this  type  of  application,  the  Commission 
believed  it  would  protect  the  public  from 
making  useless  expenditures  for  experi- 
mental radio  installations  which  they 
might  not  be  permitted  to  continue  on 
a  regular  basis. 

As  a  result  of  a  consideration  of  the 
experimental  data  compiled  in  relation 
to  this  service,  the  comments  submitted 
and  the  arguments  presented,  the  Com- 
mission has  concluded  that  many  of  the 
miscellaneous  types  of  users  who  have 
been  authorized  to  operate  these  Special 
Industrial  and  private  general  mobile 
experimental  systems,  particularly  in 
urban  areas,  must,  in  the  future,  obtain 
their  mobile  radiocommunication  serv- 
ice frqm  common  carrier  systems,  and 
from  the  Citizens  Radio  Service. 

Accordingly,  the  Special  Industrial 
Service  has  been  revised  to  permit  only 
persons  engaged  in  production,  construc- 
tion, fabrication  or  manufacturing  proc- 
esses to  qualify  for  grants,  and  only 
when  such  processes  are  conducted  in 
remote  or  sparsely  settled  regions,  or 
when  the  operation  involves  a  construc- 
tion project  of  a  public  character,  or 
when  the  use  of  radio  is  required  within 
the  yard  area  of  a  single  plant.  Com- 
mercial activities  of  a  service  or  distribu- 
tion nature  are  specifically  excluded. 

EFFECT   OF  INDTJSTRIAL   R^LES   ON   EXlSTIKC 
LICENSEES 

As  stated  elsewhere  in  this  report,  the 
present  Parts  11  and  17  of  the  Commis- 
sion s  rules  are  cancelled  as  of  the  date 
upon  which  the  rules  hereby  established 
become  effective.  The  present  Part  11 
includes  the  Geophysical  Radio  Service, 
the  Special  Press  Service,  and  the  Inter- 
mittent Radio  Service.  These  services 
include,  respectively.  Geological  stations; 
Relay  Press  and  Mobile  Press  stations; 
and  Motion  Picture  and  Provisional  sta- 
tions. Part  17,  the  UtUity  Radio  Service, 
includes  the  Power  Utility,  Petroleum 
Pipeline,  and  Transit  Utility  classes  of 
stations. 

Mobile  Press  stations  will  ultimately 
be  absorbed  into  the  Maritime  Mobile 
Service.  A  similar  disposition  will  be 
made  of  those  Provisional  stations  oper- 
ating on  frequencies  allocated  to  the 
Maritime  Mobile  Service.  Transit  Util- 
ity stations  are  by  the  terms  of  this  re- 
port transferred  to  the  Land  Transpor- 
tation Radio  Services  (Part  16 ) . 

All  other  station  classifications  now  li- 
censed vmder  Parts  11  and  17  are  af- 
fected as  follows  by  the  adoption  of  the 
Rules  Governing  Industrial  Radio  Serv- 
ices Rules: 

(a)  Subparts  A.  B.  C,  and  D  of  the 
new  rules  apply  immediately  upon  their 
becoming  effective. 

(b)  Each  Ucensee  of  a  station  operat- 
ing under  the  present  Part  11  of  the 
CommLssion's  rules  shall  submit  an  ap- 
plication for  modification  of  his  station 
license  to  change  the  station  and  service 
classification  to  that  which  he  considers 
to  be  appropriate  for  his  particular  case. 
All  applications  shall  be  sufficiently  com- 
plete to  Indicate  clearly  the  applicant's 
eligibility  for  the  classification  desired. 
Such  application  may  be  submitted  at 
any  time  after  these  rules  become  ef- 


fective, but  no  later  than  sixty  days  be- 
fore the  expiration  date  of  the  current 
station  license.  An  application  for  mod- 
ification of  station  license  for  any  pur- 
pose will  be  considered  an  application  to 
change  classification  of  service,  if  filed 
after  the  date  upon  which  these  rules 
become  effective. 

(c )  Licensees  of  Power  Utility  and  Pe- 
troleimi  Pipeline  stations  will  have  their 
licenses  reclassified  at  such  time  as  they 
submit  applications  for  modification  or 
renewal  of  license. 

Class  2  Experimental  Service  licenses 
currently  are  held  by  a  large  number  of 
persons  who  have  been  looking  toward 
operation  on  a  regular  basis  under  one 
or  another  of  the  several  services  estab- 
lished by  these  new  rules.  Eligibility  of 
such  persons  to  change  classification  to 
one  of  the  regularly  established  services 
must  now  be  determined.  To  holders  of 
experimental  licenses  who  have  been  op- 
erating in  either  the  miscellaneous  gen- 
eral mobile  group  (frequencies  152.15  Mc. 
and  157.41  Mc.)  or  in  any  of  the  ex- 
perimental industrial  classifications,  the 
following  is  applicable: 

(a)  Each  licensee  shall  submit  an  ap- 
plication for  modification  of  his  station 
license  to  change  the  station  and  serv- 
ice classification  to  that  which  he  con- 
siders to  be  appropriate  for  his  particu- 
lar case.  Such  application  may  be 
submitted  at  any  time  after  these  rules 
become  effective,  but  in  no  case  later 
than  sixty  days  prior  to  the  expiration 
date  of  the  current  license.  Each  appli- 
cation shall  be  sufficiently  complete  to 
Indicate  clearly  the  applicant's  eligibil- 
ity for  the  clsussification  desired.  All 
experimental  grants  in  this  group  will 
terminate  Noveml)er  1,  1949. 

(b)  Attention  is  directed  to  the  fact 
that  a  number  of  persons  who  now  hold 
Experimental  grants  will  find  they  are 
not  eligible  to  continue  their  present  op- 
erations in  any  of  the  services  involved 
In  this  proceeding.  Such  persons  must 
cease  their  experimental  operation  not 
later  than  November  1,  1949. 

The  Commission  has  on  file  approxi- 
mately 400  applications  for  new  experi- 
mental authorizations  on  which  action 
has  been  .suspended  in  accordance  with 
Public  Notice  24945,  August  19.  1948. 
The  policy  set  forth  in  that  Public  No- 
tice is  hereby  discontinued.  The  appli- 
cations will  now  be  considered  in  the 
order  in  which  they  were  filed.  Those 
persons  found  to  be  eligible  will  be  au- 
thorized to  operate  in  the  proper  service 
on  a  regular  basis.  Applications  con- 
taining insufficient  information  to  es- 
tablish eligibility  will  be  returned. 

Docket  No.  9047— Rttles  Governing 
Land  Transportation  Radio  Services 
In  Docket  No.  9047  the  Commission 
received  written  comments  and  heard 
oral  argument  in  respect  to  the  use  of 
radiocommunication  in  connection  with 
the  operation  of  urban  transit  systems, 
taxicabs,  raUroads  and  intercity  trucks 
and  busses,  as  set  forth  in  proposed  rules 
designated  Part  16.  Rules  Governing  the 
Land  Transportation  Radio  Services. 
The  new  Part  16  replaces  the  former 
Part  16.  which  covered  only  the  Rail- 
road Radio  Service,  and  includes  the 
radio  facilities  used  in  connection  with 
public  transit  operations  in  urban  areas. 
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formerly  covered  In  Part  17.  as  well  as 
the  new  services  for  taxicabs.  Intercity 
busses,  highway  trucks  and  automobile 
emergency  road  service  vehicles  which 
have  been  hitherto  licensed  on  an  ex- 
perimental basis  under  Part  5  of  the 
rules. 

A  number  of  changes  have  been  made 
in  the  final  text  of  the  rules.  While 
most  of  the  changes  are  for  the  purpose 
of  fulfilling  a  need  for  clarification  and 
adopting  suggestions  submitted  by  Inter- 
ested parties,  a  major  change  was  made 
in  the  structure  of  the  Land  Transpor- 
tation Service  by  the  addition  of  the 
Automobile  Emergency  Radio  Service. 
This  service  is  designed  to  expedite  the 
rapid  dispatch  of  emergency  road  service 
vehicles  in  order  to  improve  the  effi- 
ciency of  private  vehicular  transporta- 
tion. The  operation  of  radio  communi- 
cation systems  In  this  field  has  been  car- 
ried on  by  automobile  clubs  and  public 
garages  under  the  experimental  general 
mobile  program.  These  systems  will 
now  be  eligible  for  authorizations  on  a 
regular  basis  in  the  Automobile  Radio 
Service.  As  refiected  by  the  rules  gov- 
erning this  service,  however,  such  sys- 
tems will,  after  November  1,  1949.  the 
expiration  date  of  the  current  experi- 
mental licenses,  be  required  to  shift 
frequencies. 

In  S  16.6,  for  example,  the  definition  of 
Railroad  Radio  Service  has  been  revised 
to  make  clear  that  the  service  Is  for  use 
In  connection  with  maintenance,  as  well 
as  operation,  of  railroad  common  car- 
riers. With  respect  to  the  objection  of 
the  railroads,  that  the  limitation  on  types 
of  emission  was  too  restrictive  in  the 
matter  of  frequency  modulation,  it  is 
provided  in  §  16.103  of  the  rules  that  any 
type  of  emission  may  be  authorized,  upon 
a  satisfactory  showing  of  need  therefor. 
However,  it  was  considered  that  the  re- 
quirements of  adjacent  channel  opera- 
tion made  it  impracticable  to  accept  the 
railroads'  suggestion  for  elimination  of 
test  procedures  to  avoid  excessive  modu- 
lation. This  feature  Is  retained  In 
Si  16.108  (c)  of  the  rules.  The  rule  relat- 
ing to  posting  of  station  license,  §  16.156, 
has  been  modified  to  permit  railroad  li- 
censees to  post  full  size  photocopies  In 
lieu  of  the  original  license. 

The  various  sections  of  the  proposed 
rules  dealing  with  permissible  communi- 
cations and  points  of  communications  in 
the  several  Land  Transportation  Services 
have  been  incorporated  into  a  single  gen- 
eral rule,  §  16.151.  This  rule  will  permit 
communication  between  base  stations, 
under  certain  circumstances,  as  was  sug- 
gested by  the  Intercity  bus  operators. 

The  rule  in  respect  to  station  Identifi- 
cation, §  16.152,  remains  essentially  the 
same  in  its  requirements,  except  that  pro- 
vision has  been  made  for  identification  of 
some  mobile  units  by  means  other  than 
assigned  call  letters.  This  privilege  Is 
not  available,  however,  for  operation  on 
frequencies  above  50  Mc,  or  In  certain 
other  situations  where  the  use  of  as- 
signed call  letters  is  considered  necessary 
because  of  the  pcssibillty  of  causing 
harmful  international  Interference. 
Thus,  the  privilege  will  be  available  to 
taxicabs.  but  will  not  be  available  to 
Intercity  motor  busses. 

With  respect  to  the  frequencies  avail- 
able to  the  taxicab  service.  §  16.402  (a) 
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has  been  modified  to  permit  the  possible 
assignment  of  more  than  one  channel 
pair  to  a  licensee,  where  It  can  be  shown 
that  such  action  would  be  In  the  public 
Interest. 

Attention  Is  called  to  the  fact  that  all 
authorizations  for  taxicab.  Intercity  bus 
and  Intercity  truck  radio  communication 
systems  will  expire  on  November  1,  1949. 
Since  those  authorizations  In  all  in- 
stances have  been  Issued  on  an  experi- 
mental basis.  It  will  be  necessary  that 
they  be  modified  to  indicate  the  new  class 
of  service  in  which  the  system  will  oper- 
ate. Accordingly,  each  licensee  of  such 
radiocommunication  system  must  submit 
to  the  Commission  60  days  prior  to  No- 
vember 1  or  sooner  an  application  on 
Form  403  requesting  that  the  authoriza- 
tion be  renewed  and  that  the  class  of 
service  be  changed  from  Class  2  Experi- 
mental to  that  service  in  which  the  appli- 
cant Is  eligible  to  operate  under  the  new 
Part  16.  Land  Transportation  Radio 
Services. 

Docket    No.     9046 — Rules     Governing 
Domestic  Public  Land  Mobile  Sert- 

ICES 

This  docket  contains  the  proposed 
rules  and  regulations  governing  the  op- 
eration of  the  Domestic  Public  Land 
Mobile  Services  and  Involves  a  sub-allo- 
caton  of  frequencies  to  specific  opera- 
tions. These  rules  propose  the  perma- 
nent establishment  of  certain  new  serv- 
ices, primarily  that  of  providing  com- 
munications service  for  hire  between 
fixed  points  and  mobile  units  on  land. 
The  frequencies  In  the  152-162  Mc.  band 
therein  assigned  will  also  be  available 
secondarily  for  short  haul  toll  telephone 
and  rural  subscriber  service  for  which 
rules  will  hereafter  be  proposed.  The 
rules  recognized  two  general  categories 
'Of  licensees,  to  wit.  the  conventional  tele- 
phone company  and  the  miscellaneous, 
or.  as  It  Is  more  popularly  known,  "lim- 
ited" common  carrier,  which  Is  engaged 
In  the  business  of  providing  the  radio- 
link  porton  of  the  service,  but  generally 
without  Interconnection  to  the  public 
message  landline  telephone  system. 

There  are  assigned  to  these  services  24 
frequencies  in  the  30-44  Mc.  range  and 
20  frequencies  in  the  152-162  Ma.  range. 
The  assignment  in  the  latter  band  repre- 
sents an  increase  of  4  assignments,  at  in- 
tervals of  60  kc,  over  the  assignment 
heretofore  proposed.  This  addition  Is 
provided  to  meet  what  we  conceive  to  be 
the  absolute  minimum  requirement  of 
the  common  carrier  mobile  services  (ex- 
clusive of  Maritime  assignments)  In  this 
band.  This  allocation  will  enable  the 
continuance  of  a  long-distance  highway 
communication  service  on  a  zone  alloca- 
tion basis  using  the  30-44  Mc.  frequen- 
cies. The  152-162  Mc.  allocation  will  en- 
able the  telephone  companies  to  derive  6 
channels  through  Implementation  of  a 
system  of  60  kc.  adjacent  channel  oper- 
ation (assuming  such  an  operation  Is 
feasible  engineering-wise),  while  per- 
mitting the  miscellaneous  carriers  to  op- 
erate on  2  channels  In  the  same  geo- 
graphical area  on  an  Interference-free 
basis  (assuming  120  kc.  channel  spacing). 

This  minimum  assignment  of  frequen- 
cies Is  further  predicated  on  the  premise 
that  service  will  be  afforded  essential 
users  according  to  a  table  of  priorities 
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for  subscribers,  to  be  hereafter  estab- 
lished as  soon  as  may  be  feasible,  based 
upon  an  appropriate  regulation  of  the 
Commission.  A  proposed  rule,  looking  to 
this  result.  Is  being  released  simultane- 
ously with  the  Issuance  of  this  report  and 
order.' 

In  achieving  the  frequency  allocation 
in  the  band  152-162  Mc.  for  these  services 
In  accommodation  with  the  needs  of 
other  services.  It  was  found  necessary  to 
shift  certain  of  the  frequency  assign- 
ments in  this  band  heretofore  established 
for  the  telephone  company  and  miscel- 
laneous carriers.  The  frequencies  avail- 
able to  the  telephone  companies  will  be 
152.51  through  152.81  Mc.  for  base  sta- 
tions and  157.77  through  158.07  Mc.  for 
mobile  units.  The  frequencies  available 
to  the  miscellaneous  carriers  will  be 
152.03  through  152.21  Mc.  for  base  sta- 
tions, and  158.49  through  158.67  Mc.  for 
mobile  units.  This  sub-allocation  will 
necessitate  a  change  in  base  station  as- 
signments for  only  a  few  existing  sta- 
tions (if  such- stations  continue  In  opera- 
tion) ,  but  all  licensees  will  be  required  to 
change  existing  frequency  assignments 
for  mobile  units.  It  is  expected  such 
changes  as  may  be  necessary  will  be 
made,  pursuant  to  appropriate  applica- 
tions for  modification  of  outstanding 
authorizations,  no  later  than  November 
1,  1949. 

We  recognize  that  this  shifting  will 
Impose  some  administrative  and  finan- 
cial burden  on  these  licensees,  but  this 
group  of  licensees  has  only  experimental 
grants.  Also,  this  Is  a  small  group  of 
licensees.  On  the  other  hand,  the  po- 
lice group  involved  in  our  original  pro- 
posal are  regular  licensees  and  also  con- 
stitute a  greater  number  of  licensee.s. 
Further,  the  common  carrier  group 
achieves  a  measure  of  compensation  In 
that  It  gains  4  assignments,  each  60  kc. 
wide,  over  its  present  sub-allocation. 

It  Is  to  be  noted  that.  In  the  sub-alloca- 
tion of  the  frequencies  for  this  service  to 
classes  of  licensees.  1.  e..  telephone  car- 
riers vs.  miscellaneous  carriers,  the  dis- 
tinction between  "direct  dispatch"  com- 
munications and  "indirect  dispatch" 
communications  has  been  eliminated. 
Further,  each  type  of  licensee  is  afforded 
an  opportunity  to  make  whatever  utiliza- 
tion of  the  frequencies  as  will  best  .serve 
its  needs  and  the  needs  of  the  public. 

The  remaining  questions  relating  to 
the  proposal,  which  should  be  considered, 
are:  whether  provision  should  be  made 
for  the  rendition  of  this  service  to  air- 
craft passengers;  whether  service  to  ves- 
sels should  be  restricted;  and  whether 
Interconnection  of  telephone  company 
facilities  with  miscellaneous  common 
carrier  facilities  should  be  required. 

No  provision  for  public  correspondence 
service  to  aircraft  Is  herein  provided  be- 
cause It  has  been  determined,  from  an 
engineering  standpoint,  that  it  Is  not 
feasible  to  afford  .such  service  on  a  shared 
frequency  basis  with  land  vehicles.  Since 
the  frequencies  available  at  this  time  for 
public  correspondence  service  are  insuf- 
ficient to  take  care  of  all  the  needs  of 
that  service  and  an  excessive  amount  of 
VHP  spectrum  space  would  be  required 

'  Some  Bell  System  companies  have  already 
filed  tariff  provisions  setting  up  a  system  of 
priorities  lor  new  subscribers  in  this  service. 
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to  provide  this  service.  It  Is  deemed  de- 
sirable to  postpone  the  Inauguration  of 
such  service  until  such  time  as  it  may  be 
possible  to  set  aside  specific  frequencies 
for  exclusive  aeronautical  public  corre- 
spondence use.  In  that  connection,  it  is 
desired  to  call  attention  to  the  fact  that 
certain  frequency  .spectrum  bands  above 
3500  Mc.  are  available  on  an  exjperimen- 
tal  basis  and  would  seem  to  be  the  mast 
desirable  location  for  the  development 
of  such  service  and  the  industry  is  urged 
to  work  to  that  end. 

SerViCe  to  vessels  on  these  general  mo- 
bile frequencies  has  been  generally  pro- 
hibited. However,  the  proposed  rules  will 
permit  the  rendition  of  service  to  vessels 
on  these  frequencies  upon  a  showing  that 
such  service  may  be  rendered  without  de- 
grading service  to  land  vehicles  in  a  spe- 
cific area,  and  that  such  service  is  nec- 
essary and  desirable  in  the  area  for 
which  special  authorization  is  sought. 
This  restriction  of  service  is  imposed  be- 
cause it  should,  in  some  measure,  relieve 
the  burden  already  cast  upon  the  over- 
loaded land  mobile  service  channels  In 
use.  The  arguments  addressed  in  op- 
position to  this  specific  proposal  more 
properly  should  be  incorporated  in  ap- 
propriate requests  for  special  authority 
to  serve  yessels,  as  provided  in  the  rules. 

The  independent  telephone  com- 
panies Invited  attention  to  the  Commis- 
sion's Annex  2  to  the  Proposed  Rules 
Governing  the  Domestic  Public  Mobile 
Radiotelephone  Services.  In  this  An- 
nex, point-to-point  short  haul  toll  and 
rural  subscriber  telephone  .services  have 
been  recognized  on  a  secondary  basis, 
subject  to  causing  no  interference  to 
the  primary  land  mobile  radiotelephone 
service.  The  independent  telephone 
companies  suggested  that  specific  ex- 
clusive frequency  allocations  be  made 
for  the  point-to-point  services.  This 
suggestion  is  rejected  because  the  de- 
mands for  mobile  service  and  the  de- 
mands for  the  point-to-point  service 
are  expected  to  arise  in  different  areas 
of  the  country.  It  is  considered  that 
there  will  be  little  conflict  between  these 
services  using  the  same  frequencies  on  a 
shared  basis,  provided  the  point-to- 
point  services  are  properly  engineered. 
Rules  to  govern  the.se  point-to-point 
services  on  a  regular  basis  are  under 
preparation  and  will  be  promulgated  at 
a  later  date. 

The  Western  Union  Telegraph  Com- 
pany has  requested  specific  recognition 
for  the  Western  Union  "Telecar"  serv- 
ice now  operating  at  Baltimore,  Mary- 
land, and  the  "Marine  Reporting  Serv- 
ice" in  operation  at  New  York,  New 
York. 

We  have  previously  discussed  Western 
Union's  request  for  frequencies  for  its 
"Marine  News"  Service.  Its  request  for 
exclusive  frequencies  in  the  152-162  Mc. 
band  for  this  purpose  has  been  rejected. 
If  the  Maritime  Interests  consider  this 
service  sufBciently  Important  and  de- 
sirable. It  may  be  possible,  with  their 
cooperation,  to  accommodate  It  in  the 
Maritime  Service. 

The  "Telecar"  service,  as  developed 
experimentally  in  Baltimore,  Maryland, 
Is  recognized  as  a  desirable  and  useful 
service  from  which  the  public  as  a  whole 
will  benefit  in  improved  speed  of  mes- 
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sage  telegraph  service.  It  Is  believed 
that  this  service  Is  desirable  In  every 
major  urban  center  In  the  nation.  How- 
ever, Western  Union  has  Indicated  that 
45  frequencies  will  be  necessary  to  serve 
the  city  of  New  York.  Spectrum  space 
of  that  order  of  magnitude  Is  not  avail- 
able and  cannot  be  made  available  in 
the  152-162  Mc.  range.  Unfortunately. 
In  the  same  metropolitan  areas  where 
there  will  be  a  demand  for  the  "Telecar" 
service  there  has  aready  developed  a 
mutually  exclusive  parallel  demand  for 
ether  mobile  radio  services.  It  Is  ob- 
vious that  the  frequencies  a.ssigned  to 
these  conflicting  services  cannot  be 
shared  and  provision  must  be  made  for 
Western  Union  "Telecar"  in  other  than 
the  152-162  Mc.  range.  Frequencies  are 
available  in  the  35-44  Mc.  band  for  com- 
mon carrier  operations  and  4  of  such 
frequencies  have  been  made  available  to 
the  "Telecar"  service.  Where  a  greater 
number  of  frequencies  will  be  necessary, 
relief  will  have  to  be  sought  In  higher 
frequency  ranges. 

In  rranting  authorizations  for  the  es- 
tablishment of  common  carrier  mobile 
telephone  systems  in  any  service  area, 
the  Commission  proposes  to  permit  the 
rendition  of  service  on  an  Interference- 
free  basis  only,  1.  e.,  not  more  than  one 
licensee  will  normally  be  authorized  to 
operate  on  a  given  frequency  or  fre- 
quencies in  any  service  area.  In  select- 
ing the  applicant  to  whom  a  grant  Is 
to  be  made  for  serving  an  area  for  which 
more  than  one  application  Is  filed,  the 
Commission  proposes  to  select  that  ap- 
plicant who  is  best  qualified  to  render 
the  proposed  service,  provided  fre- 
quencies are  available,  and  provided  the 
public  interest,  convenience  or  necessity 
would  be  served  by  a  grant.  Where  a 
grantee 'Is  not  the  operator  of  a  tele- 
phone landllne  system.  It  is  hoped  that 
the  appropriate  landllne  carrier  will  es- 
tablish .such  a  physical  connection  and 
the  necessary  through  routes  and 
charges.  If  any  controversies  should 
develop  In  this  matter,  section  201  (a) 
of  the  Communications  Act  of  1934.  as 
amended,  provides  for  recourse  to  the 
Commission. 

Other  comments  addressed  to  varioas 
sections  of  the  proposed  rules  are  dis- 
po.sed  of  as  follows: 

Section  6.105.  It  was  suggested  that 
this  rule  be  rephrased  to  provide  for  dis- 
patch communications  normally  of  not 
more  than  1  minute  duration.  This 
suggestion  has  been  accepted. 

Section  6.302.  It  was  suggested  that, 
where  equipment  is  purchased  as  a  com- 
plete unit  and  no  construction  other 
than  Installation  is  necessary,  applica- 
tion for  station  license  may  be  submitted 
slmultaneoasly  with  the  application  for 
-construction  permit.  This  suggestion 
has  been  rejected  because,  in  this  new 
service,  close  administrative  control  on 
the  establishment  of  new  stations  is  con- 
sidered essential. 

Section  6.312.  It  was  suggested  that 
this  rule  be  rephrased  to  apply  only  to 
base  or  auxiliary  test  stations.  This  rule 
has  been  rephrased  and  renumbered  as 
8  6.313  and  applies  only  to  the  removal 
of  equipment.  A  new  S  6.312  has  been 
added  to  clarify  procedures  In  the  addi- 
tion of  new  facilities,  the  substitution 


of  equipment,  or  the  making  of  other 
changes  In  existing  stations. 

Section  6.401.  A  suggested  rephrasing 
of  this  rule  to  permit  the  use  of  a  zone 
frequency  within  a  moderate  distance 
of  adjacent  zones  has  been  accepted. 

Section  6.402.  This  section  has  been 
rephrased  to  parallel  similar  provision.s 
In  other  Commission  rules. 

Section  6.402  (b)  (c).  A  suggested  re- 
phrasing of  this  rule  to  remove  the  lim- 
itation on  band  width  in  areas  where  no 
crowding  of  the  radio  spectrum  exist.s 
was  considered.  It  is  recognized  that 
such  relaxation  of  the  rule  might  be  po.-;- 
sible  at  the  present  time  in  certain  local- 
ities. However,  with  the  expansion  of 
these  services,  such  localities  will  become 
fewer  and  smaller.  In  the  Interest  of 
achieving  a  stable  .set  of  rules  applicable 
for  a  period  of  time.  It  Is  not  considered 
feasible  to  relax- the  rules  at  this  time 
and  the  suggestion  is  rejected. 

Section  6.402  (b>  (d'> .  A  suggested  re- 
phrasing of  these  rules  and  the  .substitu- 
tion of  the  Table  of  Attenuation  Levels 
agreed  upon  at  a  public  engineering  con- 
ference held  by  the  Commission  Augu'^t 
10,  1948  has  been  accepted  and  tlie  table 
incorporated  In  these  rules. 

Section  6.403.  A  new  section  has  been 
added  here  to  achieve  uniformity  with 
similar  provisions  in  other  Commission 
rules.  The  proposed  55  6.403  through 
6.410  have,  accordingly,  been  renum- 
bered. 

Section  6  405.  A  suggested  rephrasing 
of  this  rule  to  permit  a  power  tolerance 
of  plus  or  minus  10 '^  has  been  con.sld- 
ered.  It  was  also  suggested  that  a  uni- 
form maximum  plate  Input  power  of  600 
watts  be  used  whether  the  service  Is  op- 
erating in  the  35-44  or  152-162  Mc.  band. 
Both  suggestions  have  been  rejected  be- 
cause of  the  desirability  of  maintaining 
uniformity  with  similar  provisions  In 
other  Commission  rxiles. 

Section  6.406  <c">.  It  was  suggested 
that  this  rule  be  amended  to  permit  tele- 
phone traffic  operators  to  establish  initial 
contact.  The  last  sentence  of  iS  6.406 
(c)  has  been  deleted. 

Section  6.407.  This  section  has  been 
re-numbered  6  408.  A  suggested  re- 
phrasing of  parts  of  this  rule  to  permit 
measurements  to  be  made  at  Intervals 
of  approximately  6  months  has  been  re- 
jected because  It  is  considered  that  rca- 
.sonable  leeway  is  already  available  to 
licensees  In  th't  there  is  no  objection  to 
making  these  measurements  at  Intervals 
of  5  months  and  3  weeks  or  5  months  and 
1  week.  There  is  no  apparent  necessity 
for  allowing  the  time  Interval  between 
measurements  to  exceed  6  months,  in 
any  case.  It  was  suggested  that,  where 
automatic  frequency  monitors  are  em- 
ployed, their  use  .shall  be  deemed  to  me*  t 
the  frequency  checking  requirements  iov 
the  period  during  which  they  were  --o 
used.  New  §6.408  (f>  has  been  added 
to  make  this  provision. 

Section  6.408.  This  section  has  been 
re-numbered  6.409.  It  wa.s  suggested 
that  this  paragraph  be  deleted  as  re- 
dundant. This  suggestion  is  rejected  be- 
cause It  Is  considered  desirable  to  con- 
tinue a  specific  requirement  for  mutual 
cooperation  between  the  several  common 
carriers  who  may  operat-j  in  Liie  same 
geographical  area. 
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Section  6.409.  This  section  has  been 
re-numbered  6.410.  A  suggested  re- 
phrasing of  this  rule  to  permit  changes 
in  equipment  without  specific  authoriza- 
tion from  the  Commission,  if  such 
changes  do  not  result  in  operation  in  vio- 
lation of  any  of  the  terms  of  the  current 
authorization  for  the  station  involved, 
has  been  rejected  because  it  is  considered 
necessary  to  keep  in  closer  touch  with 
proposed  changes  in  stations  offering  a 
common  carrier  service  to  the  public. 

Section  6.501  (a).  A  suggested  re- 
phrasing of  this  rule  to  permit  unlicensed 
persons  to  make  certain  transmitter 
adjustments  has  been  rejected  because 
It  Is  considered  essential  to  maintain 
uniformity  in  the  Commission's  rules 
as  applied  to  the  different  services.  No 
such  provision  for  unlicensed  persons 
to  make  adjustments  of  transmitters  is 
authorized  in  other  services.  The  Bell 
Companies  referred  to  the  Commission's 
Public  Notice  12069  of  October  24,  1947 
and  FCC  Docket  No.  8288.  This  docket 
and  the  public  notice  cannot  be  accepted 
as  justification  for  a  change  in  the  rules 
because  the  Commission  has  not  issued 
a  final  decision  in  the  matter. 

Section  6.501  ( 5 ) .  This  has  been  com- 
pletely rewritten  to  clarify  its  provisions 
and  to  make  them  in  conformity  with 
Part  13  of  the  Commission's  rules.  The 
substance  of  the  waiver  provisions  of 
Commission  Order  No.  133  has  been  in- 
corporated. The  language  of  this  sec- 
tion eliminates  any  question  of  conflict 
with  operator  requirements  of  existing 
treaties  by  expressly  limiting  the  appli- 
cation of  the  waiver  to  certain  mobile 
stations  in  the  domestic  service  and  to 
certain  dispatch  points. 

Section  6.502.  A  suggested  rephrasing 
of  this  rule  to  permit  filing  of  operator 
permit  cards  in  a  convenient  place  near 
the  position  of  duty  has  been  adopted 
and  the  section  was  re-written  to  agree 
with  Part  13  of  the  Commission's  rules 
in  other  respects. 

Section  6.506.  It  was  suggested  that 
the  time  limit  for  answering  notices  of 
violations  be  increased  to  i5  days,  instead 
of  the  present  3  days.  Attention  is  in- 
vited to  S  1.401  of  our  rules  which  re- 
quires replies  within  3  day. .  This  sug- 
gestion Is  rejected. 

Section  6.507.  A  suggest*  .1  rephrasing 
of  this  rule  to  require  log  entries  only 
when  changes  are  made  that  may  affect 
compliance  with  the  terms  of  the  station 
authorizations  is  rejected  because  it  Is 
considered  neces.sary  to  have  more  com- 
plete Information  on  changes  in  stations 
offering  a  service  to  the  public. 

Section  6.507  <  d ) .  This  paragraph  has 
been  deleted  because  the  Information  re- 
quired is  considered  superfluous. 

Section  6.511.  The  Bell  Companies 
have  invited  attention  to  an  apparent 
discrepancy  between  the  requirements  of 
this  section  and  the  requirements  of 
Part  42  of  the  Commission's  rules.  The 
u.se  of  the  traffic  tickets  as  a  log  has 
been  authorized  as  a  measure  of  simpli- 
fication In  record  keeping.  The  traffic 
tickets  are  the  log  of  operations  and,  as 
such,  must  be  retained  for  a  period  of 
1  year.  It  is  not  considered  that  there 
Is  a  discrepancy  between  Part  42  of  the 
rules  and  S  6.511. 
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Section  6.516.  It  was  suggested  that 
unlicensed  maintenance  personnel  be  au- 
thorized to  make  replacements  of  de- 
fective mobile  transmitters.  Attention 
is  directed  to  the  comment  concerning 
§6.501  <a).  The  same  comments  are 
considered  applicable  here  and  the  sug- 
gestion is  rejected. 

Section  6.517  (b) .  A  suggested  dele- 
tion of  the  requirement  that  the  name 
of  the  licensee  as  well  as  the  name  of 
the  city  in  which  the  station  is  located 
be  used  to  identify  the  station  has  been 
accepted. 

Attention  Is  called  to  the  fact  that  all 
experimental  permittees,  licensees,  appli- 
cants and  Intended  applicants  in  the 
mobile  common  carrier  service  are  now 
required  to  file  new  applications  for  reg- 
ular permits  and  licenses  in  the  Domestic 
Public  Land  Mobile  Services. 

In  the  case  of  existing  permittees  and 
licensees  in  the  General  Mobile  Service, 
regular  and  complete  new  applications, 
in  accordance  with  the  instant  rules  and 
such  other  rules  as  may  be  applicable, 
should  be  filed  in  behalf  of  those  permit- 
tees or  licensees  who  de.sire  to  continue 
operation  in  the  new  service,  at  the  Com- 
mission's office  in  Washington,  D.  C,  on 
or  before  September  1,  1949.  In  the 
event  that  any  such  existing  permittee  or 
licensee  fails  to  file  such  new  applications 
as  may  be  appropriate  and  necessary  by 
such  date,  the  existing  experimental 
common  carrier  mobile  service  grant  ot 
such  person  will  be  forthwith  terminatea 
and  cancelled. 

In  the  case  of  applications  for  experi- 
mental authorizations  in  the  common 
carrier  mobile  service  presently  pending 
before  the  Commission,  such  applications 
are  hereby  dismissed  without  prejudice, 
and  those  applicants  who  desire  to  file  for 
authorizations  in  the  new  service  shall 
file  new  applications  In  accordance  with 
the  instant  rules,  and  such  other  rules  as 
may  be  applicable,  as  soon  as  may  be 
practicable. 

Any  other  persons  who  desire  to  file  ap- 
plications for  the  new  service  herein  es- 
tablished may,  of  course,  do  so. 

It  should  be  borne  in  mind,  however, 
that  In  order  to  implement  the  policy  of 
providing  service  on  interference-free 
channels  In  each  service  area.  It  will  be 
necessary  to  consider  competing  applica- 
tions simultaneously  and  on  a  compara- 
tive basis  so  that  the  Commission  may 
select,  in  each  case,  those  applicants  who 
will  be  best  able  to  serve  the  public  Inter- 
est, convenience  or  necessity.  To  facili- 
tate such  comparative  consideration,  all 
applications  filed  before  September  1, 
1949.  will  be  given  such  consideration, 
when  necessary.  After  that  date,  appli- 
cations requiring  such  comparative  con- 
sideration will  be  handled  in  the  manner 
prescribed  in  S  1.387  of  Part  1  of  the  Com- 
mission's rules  and  regulations. 

New  and  pending  applications,  as  well 
as  existing  experimental  authorizations. 
In  the  experimental  common  carrier 
Rural  Subscriber  and  Short  Haul  Toll 
Telephone  Service  will  not  be  affected  by 
the  issuance  of  the  subject  rules  except 
to  the  extent  that  the  frequencies  here- 
after available  to  such  services  are  set 
forth  therein.    Authorizations  for  such 
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services  will  continue  to  be  considered  on 
an  experimental  basis  until  regular  rules 
and  regulations  for  such  services  are 
promulgated. 

Specul  Considerations  Relative  to 
Operator  Requirements 

Pursuant  to  the  authority  contained 
In  Section  318  of  the  Communications 
Act  of  1934,  as  amended,  the  Commis- 
sion    has  waived  the  requirement  for 
licensed  radio  operators  for  certain  mo- 
bile  stations    in   the    domestic    service 
and    for    certain    dispatch    points    not 
limited  to  the  domestic  service.     The 
Commission  finds   that  such   a  waiver 
will  serve   the  public  Interest  because 
<1)    the  authority  vested  in  the  unli- 
censed personnel  who  may  be  covered 
by  the  waiver  is  limited  exclusively  to 
equipment  so  designed  that  it  is  capable 
of  being  operated  during  the  normal  ren- 
dition of  service  without  involving  any 
physical  act  which  may  cause  off-fre- 
quency operation  or  result  in  any  unau- 
thorized radiation,  and  (2)   the  waiver 
does  not  authorize  performance  of  any 
installation,    servicing    or    maintenance 
duties  of  any  kind  by  unlicensed  person- 
nel.   The  stations  covered  by  the  appli- 
cable provisions  of  Part  6  of  the  rules 
are  to  be  operated  as  common  carriers 
and  the  waiver  as  to  such  stations  ap- 
plies only  to  those  being  operated  at  or 
above  30  Mc.    As  to  stations  in  Parts  10, 
11  and  16  of  the  rules,  none  of  which  is 
to  be  operated  as  a  common  carrier,  the 
waiver  applies  to  operations  at  or  above 
25  Mc.     The  waiver  will  apply  to  any 
person  who  Is  authorized  by  the  station 
licensee  to  operate  the  station  and  It  will 
apply  in   accordance  with  the  limited 
terms  and  conditions  set  forth  in  the  ap- 
plicable rules. 

Revision  in  Part  2  of  the  Commission's 
Rules  and  Regulations 

The  decisions  announced  In  this  re- 
port require  extensive  revision  of  §  2.104 
of  the  Commission's  rules  and  regulations 
governing  frequency  allocations.  En- 
tries must  be  made  in  columns  7  through 
11  of  §  2.104  ta)  in  the  bands  25-30  Mc 
44-50  Mc,  72-76  Mc,  152-174  Mc.  and 
450-460  Mc.  Further,  a  slight  modifica- 
tion is  required  in  the  definition  of  land 
transportation  radio  service  as  this  serv- 
ice is  defined  In  §  2.1.  In  addition,  some 
minor  editorial  changes  in  Part  2  are  be- 
ing made  at  this  time.  Since  these 
changes  are  editorial  in  nature,  the  pro- 
cedure required  by  .section  4  of  the  Ad- 
ministrative Procedure  Act  is  not  ap- 
plicable to  these  changes. 

In  view  of  the  considerations  and  de- 
terminations related  above  and  pursuant 
to  the  authority  contained  in  sections 
301  and  303  of  the  Communications  Act 
of  1934,  as  amended.  It  is  ordered,  This 
27th  day  of  April  1949,  that: 

1.  The  foregoing  Report  is  adopted. 

2.  Part  2,  Frequency  Allocations  and 
Radio  Treaty  Matters;  General  Rules  and 
Regulations,  as  set  forth  below  in  com- 
plete recapitulation  of  this  part  (F.  R. 
Doc.  49-3561).  Is  adopted,  and  the  pro- 
ceedings in  Dockets  Nos.  8965,  8972,  8973 
and  8974  are  terminated. 

3.  Part  10,  Rules  Governing  Public 
Safety  Radio  Services,  set  forth  below 


2280 

iP.  R.  Doc.  4&-3517)  Is  adopted.  Part 
10.  Rules  Governing  Emergency  Radio 
Services,  of  the  Commission's  rules  and 
regulations,  heretofore  in  effect,  is  abol- 
ished and  superseded,  and  the  iwoceed- 
Ings  in  Docket  No.  9001  are  terminated. 

4.  Part  11,  Rules  Governing  Industrial 
Rr^dio  Services,  set  forth  below  <F.  R.  Doc. 
49-3518)  is  adopted.  Part  11.  Rules 
Governing  Miscellaneous  Radio  Senices. 
of  the  Commis.sion's  rules  and  regula- 
tions heretofore  in  effect  is  abolished  and 
superseded,  and  the  proceedings  in 
Docket  No.  9018  are  terminated. 

5.  Part  16,  Rules  Governing  Land 
Transportation  Radio  Services,  set  forth 
below  <P.  R.  Doc.  49-3521)  is  adopted. 
Part  16.  Rules  and  Regulations  Govern- 
ing Railroad  Radio  Services,  of  the  Com- 
mission's rules  and  regulations  hereto- 
fore in  effect  is  aboli.<;hed  and  superseded, 
and  the  proceedings  In  Docket  No.  9047 
are  terminated. 

6.  Sections  6  101  through  6  602.  Do- 
mestic Public  Land  Mobile  Services  of 
Part  8  .set  forth  below  in  complete  reca- 
pitulation of  this  part  'P.  R.  Doc.  49- 
3516>  are  adopted,  and  the  proceedings 
In  Docket  No.  9046  are  terminated.  The 
title  of  Part  6.  Rules  Governing  Fixed 
Public  Radio  Services,  is  herein  revised 
to  read  "Rules  Governing  Public  Radio- 
communication  Services  <  Other  than 
Maritime  Mobile >." 

7.  Part  17.  Rules  Governing  Stations 
In  the  Utility  Radio  Service,  of  the  Com- 
mi-sslon's  Rules  and  Regulations,  hereto- 
fore In  effect  is  abolished. 

8.  The  deletion  of  the  rules  and  regu- 
lations herein  abolished  and  superseded 
shall  become  effective  July  1.  1949. 

9.  The  rules  and  regulations  herein 
adopted  shall  become  effective  July  1. 
1949. 

10.  The  proceedings  in  Docket  No.  8658 
are  terminated. 

(Sec.  303.  48  Stat.  1082:  47  U.  S.  C.  303 
Interprets  or  applies  Sec.  301,  48  Stat. 
1081.  47  U.  S.  C.  301) 

Federal  Communications 
Commission, 
fSEALl  T    J.  Slowie. 

Secretary. 

I  P.    R.    Doc.    43-3516;    Filed.    May    S.    1949; 
8:46  a.  m.l 


RULES  AND  REGULATIONS 

Basis  and  purpose.  These  rules  are 
i.ssued  pursuant  to  Pinal  Acts  of  the  In- 
ternational Telecommunication  and  Ra- 
dio Conferences.  Atlantic  City.  1947. 
ratified  by  the  United  States  on  June  18. 
1948,  and  Title  III  of  the  Communica- 
tions Act  of  1934.  as  amended.  In  order 
to  effectuate  the  purposes  of  that  Act 
and  in  particular  to  make  available  a 
rapid,  efficient,  nationwide,  and  world- 
wide wire  and  radio  communication 
service  the  rules  provide  for  allocations 
and  terms  of  assignment  and  use  of 
frequencies  and  call  letters,  and  distress, 
disaster,  and  emergency  radio  communi- 
cation common  to  all  radio  stations. 


(Docket  Nos.  8965,  8972,  8973  and  8974) 

Part  2  —  Frequency  Allocations  and 
Radio  Treaty  Matters;  General  Rtjles 
and  Regulations 

~  ricapitulation  of  part 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  27th  day  of 
April.  1949  (F.  R.  Doc.  49-3515.  supra). 
Part  2.  Frequency  Allocations  and  Radio 
Treaty  Matters;  General  Rules  and 
Regulations^ as  set  forth  below  in  com- 
plete recapitulation  of  this  part.  Is 
adopted,  and  the  proceedings  in  Dockets 
Nos.  8965.  8972.  8973  and  8974  are  ter- 
minated. 
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Sec 
3  1 


Definitions 

SUBPART 


[SEAL] 


Federal  Communications 

Commission, 
T.  J  Slowik. 

Secretary. 


-allocation     ASSlCNMfNT     AND    VSE 
OF    RADIO    rREgTIENCIES 

2.101  Station  eymbols. 

2.102  Nomenclature  of  frequencie*. 

2.103  Assignment  of  frequencies. 

2.104  Frequency  allocations. 

SUBPART    C — EMISSIONS 

2201     Emission,   modulation   and    transmle- 

sion  characteristics. 
2.202     Bandwldths. 

SUBPART  D IDENTIPICATION  OF  RADIO  COMMVNI- 

CATION     AND     ALLOCATION     AND     VS%    OF    CALL 
SIGNS 

2301     Identification  of  transmlfslons. 
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SUBPART   A — DEFINITIONS 

5  2.1  Definitions.  The  following  defi- 
nitions are  issued: 

Aeronautical  fixed  service.  A  fixed 
service  intended  for  the  transmission  of 
information  relating  to  air  navigation, 
preparation  for.  and  safety  of  flight. 

Aeronautical  fixed  station  (FXA).  A 
station  in  the  aeronautical  fixed  service 

Aeronautical  marker  beacon  station 
iRLA).  A  radionavigation  land  station 
in  the  aeronautical  radionavigation  serv- 
ice which  provides  a  signal  to  designate  a 
small  area  above  the  .station. 

Aeronautical  jnobile  service.  A  mobile 
.service  between  aircraft  stations  and 
aeronautical  stations,  or  between  air- 
craft stations. 

Aeronautical  radionavigation  service. 
A  radionavigation  service  Intended  for 
the  l>eneflt  of  aircraft. 

Aeronautical  station  (FA).  A  land 
station  in  the  aeronautical  mobile  serv- 


ice, carrying  on  a  service  with  aircraft 
stations.  In  certain  Instances  an  aero- 
nautical station  may  be  placed  on  boaid 
a  ship. 

Aeronautical  utility  land  station 
<FLU).  A  land  station  located  at  air- 
drome control  towers  and  vised  for  con- 
trol of  ground  vehicles  and  aircraft  on 
the  ground  at  airdromes. 

Aeronautical  utility  mobile  stathu 
<  MOU ' .  A  mobile  station  used  for  com- 
munication, at  airdromes,  with  the  aero- 
nautical utility  land  station,  ground  vt- 
hicles.  and  aircraft  on  the  ground. 

Aircariicr  aircraft  station  (MAA^.  An 
aircraft  station  aboard  an  aircraft  en- 
gaged in.  or  essential  to.  transportation 
of  pa-sscngers  or  cargo  for  hire. 

Aircraft  station  ^MA).  A  mobile  sta- 
tion installed  on  board  any  type  of  air- 
craft and  continuously  subject  to  human 
control. 

Airdrome  control  station  (FAC>.  An 
aeronautical  station  providing  communi- 
cation between  an  airdrome  control 
tower  and  aircraft. 

Altimeter  station  </JOA>.  A  radio - 
navigation  mobile  station,  in  the  aero- 
nautical radionavigation  service,  the 
emissions  of  which  are  intended  to  de- 
termine the  altitude  of  the  aircraft, 
'aboard  which  the  altimeter  station  is 
located,  above  the  earth's  surface. 

Amateur  service.  A  service  of  self 
training,  intercommunication  and  tech- 
nical Investigations  carried  on  by  ama- 
teurs, that  is,  by  duly  authorized  person.*^ 
interested  in  radio  technique  solely  with 
a  per.sonal  aim  and  without  pecuniary 
interest. 

Amateur  station  (ARk  A  .station  in 
the  amateur  service. 

Authorized  frequency.  The  frequency 
assigned  to  a  station  by  the  Commission 
and  specified  In  the  instrument  of  au- 
thorization. 

Authorized  power.  The  power  assigned 
to  a  radio  .station  by  the  Commission  and 
specified  in  the  In.strument  of  authori- 
zation. The  authorized  power  does  not 
necessarily  correspond  to  the  power  u.sed 
by  the  Commfssion  for  purposes  of  its 
Master  Frequency  Record  <MFR)  and 
notification  to  the  Bureau  of  the  Inter- 
national Telecommunications  Union. 

Ai'iation  services.  Aviation  sernces 
are  prim.arily  for  the  safe,  expeditious 
and  economical  operation  of  aircraft. 
They  Include  the  aeronautical  fixed  serv- 
ice, aeronautical  mobile  service,  aero- 
nautical radionavigation  service,  and 
.secondarily,  the  handling  of  public  corre- 
spondence to  and  from  aircraft.  - 

Base  .station  (fB».  A  land  station  In 
the  land  mobile  service  carrying  on  a 
service  with  land  mobile  stations. 

Broadcasting  service.  A  radiocom- 
munication  service  of  transmissions  to  be 
received  directly  by  the  general  public. 
This  service  may  include  transmissions 
of  sounds  or  transml.ssions  by  televi.sion, 
facsimile  or  other  means. 

Broadcasting  station  iBC< .  A  station 
in  the  broadcasting  service. 

Carrier.  In  a  frequency  stabilized  sys- 
tem, the  sinusoidal  component  of  a  mod- 
ulated wave  whose  frequency  is  Inde- 
pendent of  tlie  modulating  wave:  or 

The  output  of  a  transmitter  when  the 
modulating  wave  is  made  z^ro;  or 


Friday,  May  6,  1949 

A  wave  generated  at  a  point  in  the 
transmitting  system  and  subsequently 
modulated  by  the  signal;  or 

A  wave  generated  locally  at  the  receiv- 
ing terminal  which  when  combined  with 
the  side  bands  in  a  suitable  detector  pro- 
duces the  modulating  wave. 

Carrier  frequency.  The  frequency  of 
the  carrier. 

Citizens  radio  scrt:ice.  A  radiocom- 
munication  service  of  fixed,  land,  or 
mobile  stations,  or  combinations  thereof, 
intended  for  use  by  citizens  of  the  United 
States  for  private  or  per.sonal  radiocom- 
munication  i  including  radio  signaling, 
control  of  objects  by  radio,  and  other 
purposes). 

Coast  station  (FC).  A  land  station  in 
the  maritime  mobile  service  carrying  on 
a  service  with  ship  stations. 

Common  carrier  fixed  station  {FXO. 
A  fixed  station  open  to  public  corre- 
spondence. 

Contract  developmental  station 
(EXG).  An  Experimental  Station  op- 
erated by  a  manufacturer  of  radlocom- 
munlcation  equipment  for  the  .sole  and 
expre.ss  purpose  of  developing  equipment 
or  a  teChfWque  to  be  employed  by  stations 
belonging  to  and  operated  by  the  United 
States. 

Developmental  fixed  station  'FXI  • .  A 
fixed  station  operated  for  the  express 
purpose  of  developing  equipment  or  a 
technique  solely  for  u.se  only  in  that  por- 
tion of  the  non -government  fixed  service 
which  has  been  specifically  allocated  the 
authorized  frequency  of  the  develop- 
mental fixed  station. 

Developmental  land  station  'FLA).  A 
land  station  operated  for  the  express 
purpose  of  developing  equipment  or  a 
technique  .solely  for  use  only  in  that  F>or- 
tlon  of  the  non-government  mobile  serv- 
ice which  has  been  specifically  allocated 
the  authoriaed  frequency  of  the  develop- 
mental land  station. 

Developinental  mobile  station  (MO A). 
A  mobile  station  operated  for  the  ex- 
press purpose  of  developing  equipment 
or  a  technique  solely  for  use  only  In  that 
portion  of  the  non-government  mobile 
service  which  has  been  specifically  allo- 
cated the  authorized  frequency  of  the 
developmental  mobile  station. 

Distance  measuring  equipment.  A 
radionavigation  aid  in  tfie  aeronautical 
radionavigation  service  that  determines 
the  distance  of  an  Interrogator  from  a 
transponder  by  measuring  the  time  of 
transmission  to  and  from  the  trans- 
ponder. 

Domestic  fixed  service.  A  fixed  service 
Intended  for  the  transmi.ssion  of  infor- 
mation between  points,  all  of  which  lie 
within  the  48  states  and  the  District  of 
Columbia,  except  for  the  domestic  haul 
of  International  traffic. 

Domestic  fixed  public  service.  A  fixed 
.service,  the  stations  of  which  are  open 
to  public  correspondence,  for  radiocom- 
munication  between  points  all  of  which 
lie  within:  ia>  the  48  states  and  the  Dis- 
trict of  Columbia,  or  <b)  within  a  .single 
territory  or  possession  of  the  United 
States. 

Domestic  public  radiocommxinication 
services.  The  land  mobile  and  domestic 
fixed  public  services  the  stations  of  which 
are  open  to  public  correspondence. 

Experimental  station  <EX).    A  station 
utilizing  Hertzian  waves  in  experiments 
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with  a  view  to  the  development  of  science 
or  technique.    This  definition  does  not 
.  Include  amateur  stations. 

Export  developmental  station  (EXE). 
An  experimental  station  operated  by  a 
manufacturer  of  radiocommunlcation 
equipment  for  the  sole  and  express  pur- 
pose of  developing  equipment  or  a  tech- 
nique to  be  employed  by  stations  under 
the  jurisdiction  of  a  foreign  government. 
Facsimile.  A  system  of  telecommuni- 
cation for  the  transmission  of  fixed  im- 
ages with  a  view  to  their  reception  in  a 
permanent  form. 

Facsimile  broadcasting  station  iBCM). 
A  broadcasting  station  utilizing  facsimile 
primarily. 

Fixed  public  control  service.  A  fixed 
service  carried  on  for  the  purpose  of 
transmitting  intelligence  between  trans- 
mitting or  receiving  stations  in  the  Pub- 
lic Radiocommunlcation  Services  and  the 
message  centers  or  control  points  a.sso- 
ciated  therewith. 

Fixed  service.  A  service  of  radiocom- 
munlcation between  specified  fixed 
points. 

Fixed  .station  (FX) .  A  station  In  the 
fixed  service. 

Flight  test  .station  iFAT).  An  aero- 
nautical station  used  for  the  transmis- 
sion of  es.sential  communication  In  con- 
nection with  the  testing  of  aircraft  or 
major  components  of  aircraft. 

Flying-school  station  <  FAS ) .  An  aero- 
nautical station  used  for  radiocommunl- 
cation pertaining  to  instructions  to  stu- 
dents or  pilots  while  actually  6peratlng 
aircraft. 

FM  broadcast  STL  station  (FXFk  A 
fixed  station  utilizing  telephony  to 
transmit  from  a  studio  of  an  PM  broad- 
casting station  to  the  transmitter  of  that 
broadcasting  station,  programs  to  be 
broadcast  by  that  station. 

FM  broadcasting  station  (BCFk  A 
broadca.sting  station  utilizing  telephony 
by  means  of  frequency  modulation. 

Glide  path  station  (RLG) .  (This  term 
will  be  defined  at  a  later  date.) 

Harmful  interference.  Any  radiation 
or  any  induction  which  endangers  the 
functioning  of  a  radionavigation  service 
or  of  a  safety  service  or  obstructs  or  re- 
peatedly Inferrupts  a  radio  service  oper- 
ating in  accordance  with  the  regulations 
In  this  part. 

Hertzian  waves.  Electromagnetic 
waves  of  frequencies  between  10  kc  and 
3.000,000  Mc. 

Industrial  radio  services.  Any  service 
of  radiocommunlcation  essential  to.  op- 
erated by,  and  for  the  sole  use  of,  those 
enterprises  which  for  purpo.ses  of  safety 
or  other  necessity  require  radiocommunl- 
cation in  order  to  function  efiBcIently.  the 
radiotransmitting  facilities  of  which  are 
defined  as  fixed,  land,  or  mobile  stations. 
Industrial,  scientific,  and  medical 
equipment.  Radio  trahsmitting  equip- 
ment or  other  devices  employing  Hert- 
zian waves  for  Industrial,  scientific,  or 
medical  purposes.  Including  the  transfer 
of  energy  by  radio,  and  which  are  not  In- 
tended to  be  used  for  radio  communica- 
tion. 

Instrument  landing  system.  A  system 
of  radionavigation,  Intended  to  facilitate 
aircraft  In  landing,  which  provides  lateral 
and  vertical  guidance,  including  Indica- 
tions of  distance  from  the  optimum  point 
of  landing. 
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Interim  FM  relay  station  (FXM) .  A 
fixed  station  used  for  the  transmission 
of  FM  broadcasting  programs  from  one 
FM  broadcasting  station  to  other  FM 
broadcasting  stations  to  provide  simulta- 
neous network  FM  broadcasting  and 
operated  only  by  FM  broadcast  licensees. 
Interm  television  relay  station  (FXN). 
A  fixed  station  used  for  the  transmission 
of  television  broadcasting  programs  from 
-  one  television  broadcasting  .station  to 
other  television  broadcasting  stations  to 
provide  simultaneous  netwprk  televLsIon 
broadcasting  and  operated  only  by  tele- 
vision broadcast  licensees. 

International  broadcasting  station 
(BCD.  A  broadcasting  station  employ- 
ing frequencies  allocated  to  the  broad- 
casting service  between  5950  kc  and  26100 
kc,  whose  transmissions  are  intended  to 
be  received  directly  by  the  general  public 
In  foreign  countrie.'^. 

International  control  station  (FXIK 
A  fixed  station  In  the  fixed  public  control 
service  associated  directly  with  the  inter- 
national fixed  public  radiocommunlca- 
tion service. 

International  /Ixvd  public  radiocom- 
munication  service.  A  fixed  .service,  the 
stations  of  which  are  open  to  public  cor- 
respondence and  which  is  Intended  to 
provide  radiocommunlcation  between  the 
United  States  and  Its  territories  and 
foreign  or  overseas  points. 

Kc  (kUocycle).  A  kilocycle  (kc) 
means  one  kilocycle  per  .second  and  is 
equal  to  one  thousand  cycles  per  second 
Land  mobile  service.  A  mobile  service 
between  base  stations  and  land  mobile 
stations,  or  between  land  mobile  stations. 
Land  mobile  station  (ML).  A  mobile 
station  In  the  land  mobile  service  capable 
of  surface  movement  within  the  geo,- 
graphlcal  limits  of  a  country  or  con- 
tinent. 

Land  station  (FL).  A  station  In  the 
mobile  service  not  Intended  for  opera- 
tion while  In  motion. 

Land  transportation  radio  services. 
Any  .service  of  radio  communication  op- 
erated by.  and  for  the  sole  use  of  certain 
land  transportation  carriers,  the  radio 
transmitting  facilities  of  which  are  de- 
fined as  fixed,  land,  or  mobile  stations. 

Localizer  station  (RLLk  A  radionavi- 
gation land  station  in  the  aeronautical 
radionavigation  service  which  provides 
signals  for  the  lateral  guidance  of  air- 
craft with  respect  to  a  runway  center 
line. 

Loran  station  (RLN) .  A  long  distance 
radionavigation  land  station  transmit- 
ting synchronized  pulses.  Hyperbolic 
lines  of  position  are  determined  by  the 
measurement  of  the  difference  in  the 
time  of  arrival  of  these  pulses. 

Marine  radio  beacon  station  tRLMK 
A  radionavigation  land  station,  the 
emissions  of  which  are  intended  to  en- 
able a  ship  station  to  determine  Its  bear- 
ing or  Its  direction  In  relatioi  to  the 
marine  radio  beacon  station. 

Maritime  mobile  service.  A  mobile 
service  between  .ship  stations  and  coast 
stations,  or  between  ship  stations. 

Maritime  radionavigation  service.  A 
radionavigation  service  Intended  for  the 
benefit  of  ships. 

Mc  (megacycle).  A  megacycle  <Mc) 
means  one  thousand  kilocycles. 
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Meteorological  aids  service.  A  service 
ol  emissions  of  special  radio  signals  In- 
tended solely  for  meteorological.  Includ- 
ing hydrologlcal,  observations  and  ex- 
ploration. 

Meteorological  radar  station  (.WXD). 
A  station  in  the  meteorological  aids 
service  employing  radar. 

Mobile,  except  television  pickup,  sta- 
tion (MOZ).  Any  mobile  station  other 
than  a  television  pickup  station. 

Mobile  service.  A  service  of  radiocom- 
munication  between  mobile  and  land 
stations,  or  between  mobile  stations. 

Mobile  station  (MO).  A  statloa  In  a 
mobile  service  Intended  to  be  u^ed  while 
In  motion  or  during  halts  at  imspecifled 
points. 

Modulation.  The  process  of  producing 
a  wave  some  characteristic  of  which 
varies  as  a  function  of  the  instantane- 
ous value  of  another  wave,  called  the 
modulating  wave. 

Omni  directional  range  station  (RLO). 
A  radionavigatlon  land  station  In  the 
aeronautical  radionavigatlon  service  pro- 
viding direct  Indication  of  the  bearing 
(omnl  bearing)  of  that  station  from  an 

aircraft. 

Operational  fixed  station  (FXO).  A 
fixed  station,  not  open  to  public  corre- 
spondence, operated  by  and  for  the  sole 
use  of  those  agencies  operating  their  own 
radiocommunlcatlon  facilities  In  the 
Public  Safety,  Industrial.  Land  Trans- 
portation. Marine,  or  Aviation  Service. 

Primary  standard  of  frequency.  The 
primary  standard  of  frequency  for  radio 
frequency  measurements  shall  be  the  na- 
tional standard  of  frequency  maintained 
by  the  National  Bureau  of  Standards, 
Department  of  Commerce,  Washington, 
D.  C.  The  operating  frequency  of  all 
radio  stations  will  be  determined  by  com- 
parison with  this  standard  or  the  stand- 
ard signals  of  station  WWV  of  the  Na- 
tional Bureau  of  Standards. 

Private  aircraft  station  (MAP).  An 
aircraft  station  on  board  an  aircraft  not 
operated  as  an  air  carrier. 

Public  correspondence.  Any  telecom- 
munication which  the  ofBces  and  sta- 
tions, by  reason  of  their  being  at  the  dis- 
posal of  the  public,  must  accept  for 
transmission. 

Public  radiocommunication  services. 
The  land  mobile  and  fixed  services  the 
stations  of  which  are  open  to  public  cor- 
respondence. 

Public  safety  radio  service.  Any  serv- 
ice of  radiocommunlcatlon  essential  to 
either  the  discharge  of  non-federal  gov- 
ernmental functions  relating  to  public 
safety  responsibilities  or  the  alleviation 
of  an  emergency  endangering  life  or 
property,  the  radio  transmitting  facilities 
of  which  are  defined  as  fixed,  land,  or 
mobile  stations. 

Racon.  A  radionavigatlon  system 
transmitting,  automatically  or  In  re- 
sponse to  a  predetermined  received  sig- 
nal, a  pulsed  radio  signal  with  specific 
characteristics. 

Racon  station  (RLC) .  A  radionavi- 
gatlon  land   station   which   employs   a 

racon. 

Radar.  Radiolocation  system  where 
transmission  and  reception  are  carried 
out  at  the  same  location,  and  which 
utilizes  the  reflecting  or  retransmitting 
properties  of  objects  in  order  to  deter- 
mine their  positions. 
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Radio.  A  general  term  applied  to  the 
use  of  Hertzian  waves. 

Radiobeacon  station.  A  radionaviga- 
tlon station  the  emissions  of  which  are 
intended  to  enable  a  mobile  station  to 
determine  Its  bearing  or  Its  direction  in 
relation  to  the  radiobeacon  station. 

Radiocommunication.  Any  telecom- 
munication by  means  of  Hertzian  waves. 
Radio  direction  findinft.  Radiolocation 
in  which  only  the  direction  of  a  station 
Is  determined  by  means  of  its  emissions. 
Radio  direction  finding  station  (RG). 
A  radiolocation  station  Intended  to  de- 
termine only  the  direction  of  other  sta- 
tions by  means  of  transmissions  from  the 
l&ttcr. 

Radiolocation.  Determination  of  a 
position  or  of  a  direction  by  means  of 
the  constant  velocity  or  rectilinear  prop- 
agation properties  of  Hertzian  waves. 

Radiolocation  service.  A  service  In- 
volving the  use  of  radiolocation. 

Radiolocation  station.  A  station  in 
the  radiolocation  service. 

Radionavigation.  Radiolocation  In- 
tended solely  for  the  determination  of 
position  or  direction  or  for  obstruction 
warning,  in  navigation. 

Radionavigation  land  station  (RD. 
A  station  In  the  radionavigatlon  service 
not  Intended  for  operation  while  In 
motion. 

Radionavigation  mobile  station  (RO). 
A  station  In  the  radionavigation  service 
Intended  to  be  used  while  in  motion  or 
during  halts  at  unspecified  points. 

Radionavigation  service.  A  radioloca- 
tion service  Involving  the  use  of  radio- 
navigation. 

Radionavigation  station.  A  station  in 
the  radionavigation  service. 

Radio  range  station  (.RLR).  A  radio- 
navigation  land  station  In  the  aeronau- 
tical radionavigatlon  service  providing 
radial  equlsignal  zones. 

Radiosonde.  An  automatic  radio 
transmitter  in  the  meteorological  aids 
service  usually  carried  on  an  aircraft, 
free  balloon,  kite  or  parachute,  which 
transmits  meteorological  data. 

Radiosonde  station  (WXR).  A  sta- 
tion In  the  meteorological  aids  service 
employing  a  radiosonde. 

Remote  pickup  broadcastJbase  station 
(FBR).  A  base  station,  licensed  for  the 
transmission  of  program  material  from 
remote  points  of  origination  to  a  broad- 
casting station  for  simultaneous  or  d«- 
layed  broadcasting  and  for  the  transmis- 
sion of  orders  pertaining  to  such  pro- 
grams. 

Remote  pickup  broadcast  mobile  sta- 
tion (MLR).  A  land  mobile  station, 
licensed  for  the  transmission  of  program 
material  from  remote  points  of  origina- 
tion to  a  broadcasting  station  for  simul- 
taneous or  delayed  broadcasting  and  for 
the  transmission  of  orders  pertaining  to 
such  programs.  • 

Ship  station  (MS).  A  mobile  station 
in  the  maritime  mobile  service  located  on 
board  a  vessel  which  Is  not  permanently 
moored. 

Standard  frequency  service.  A  radio- 
communication  service  for  the  transmis- 
sion of  standaid  and  specified  frequen- 
cies of  known  high  accuracy.  Intended 
for  general  reception. 

Standard  frequency  station  (SS) .  A 
station  in  the  standard  frequency  serv- 
ice. 


Surveillance  radar  station  (RLS).  A 
radionavigatlon  land  station  In  the  aero- 
nautical radionavigatlon  service  employ- 
ing radar  to  display  the  presence  of  air- 
craft within  its  range. 

Telecommunication.  Any  transmis- 
sion, emission  or  reception  of  signs,  sig- 
nals, writing.  Images,  and  sounds  or  in- 
telligence of  any  nature  by  wire,  radio, 
visual  or  other  electromagnetic  systems. 
Telegraphy.  A  system  of  telecommu- 
nication for  the  transmission  of  written 
matter  by  the  use  of  a  signal  code. 

Telemetering.  Automatic  radiocom- 
munication. In  a  fixed  or  mobile  service 
intended  to  Indicate  or  record  a  measur- 
able variable  quantity  at  a  distance. 

Telemetering  fixed  station  (FXE).  A 
fixed  station,  the  emissions  of  which  are 
used  for  telemetering. 

Telemetering  land  station  (FLE).  A 
land  station,  the  emissions  of  which  are 
used  for  telemetering. 

Telemetering  mobile  station  (MOE). 
A  mobile  station,  the  emissions  of  which 
are  used  for  telemetering. 

Telephony.  A  system  of  telecom- 
munication set  up  for  the  transmission 
of  speech,  or  In  some  cases,  ot^^r. soimds. 
Television.  A  system  of  telecommuni- 
cation for  transmission  of  transient 
Images  of  fixed  or  moving  objects. 

Televi.sion  broadcasting  station  (BCT) . 
A  broadcasting  station  utilizing  both 
television  and  telephony  to  provide  com- 
bination and  simultaneous  visual  and 
aural  programs  Intended  to  be  received 
directly  by  the  general  public. 

Television  pickup  station  (MOT).  A 
mobile  station,  other  thap  a  ship  or  air- 
craft station,  used  either  by  television 
broadcast  licensees  or  communications 
common  carriers  for  the  transmission  of 
television  broadcasting  (audio  and 
video)  of  a  temporary  nature  such  as 
ball  games,  parades,  news  events,  etc.  to 
television  broadcasting  stations  from 
locations  where  wire  service  Is  not  prac- 
ticable. 

Television  STL  station  (television  stu- 
dio to  transmitter  link)  (FXT) .  A  fixed 
station  used  either  by  television  broad- 
cast licensees  or  communications  com- 
mon carriers  for  the  transmission  of 
television  broadcasting  programs  from 
studios  to  telefislon  broadcasting  trans- 
mitters where  wire  service  Is  not 
practicable. 

SUBPART    B — ALLOCATION    ASSIGNMENT    AND 
USE  OF  RADIO  FREQUENCIES 

S  2.101    Station  symbols.    The  follow- 
ing symbols  shall  be  used  to  designate 
the  several  classes  of  stations: 
Symbol  Class   of  station 

AR Amateur   station. 

BC Broadcastlni?  station. 

BCP FM  broadcasting  station. 

BCI International  broadcasting  sta- 
tion. 

BCM Facsimile   broadcasting  station. 

BCT -       Television  broadcasting  station. 

EX Experimental  station. 

EXE Export  developmental  station. 

Exa .       Contract  developmental  station. 

EA Aeronautical  station. 

PAC Airdrome   control   station. 

FAS -.       Flying  school  station. 

FAT Plight  test  station. 

FB Base  station. 

FBR Remote  pickup  broadcast  base 

station. 
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Symbol  Class  of  station 

PC Coast  station. 

Ki Land  station. 

FLA Developmental  land  station. 

FL« Telemetering  land  statlOD. 

FLU Aeronautical  utility  land  sta- 
tion. 

FX Fixed  sutlon. 

FXA Aeronautical  fixed  station. 

FXC Common  carrier  fixed  station. 

FXE Telemetering  fixed  station. 

FXF.....       PM  broadcast  STL  station. 

FXI International  control  station. 

PXJ Developmental  flaed  station. 

FXlf Interim  FM  relay  station. 

FXN Interim  television  relay  station. 

FXO Operational  fixed  station. 

FXT TelevUlon  STL  station. 

MA Aircraft  station. 

MAA Air  carrier  alreraft  station. 

MAP Private  aircraft  sUtlon. 

ML Land  mobile  station. 

MLR Remote  pickup  broadcast  mobile 

station. 

MO MobUe  station. 

MOA DevelopmenUl  mobile  station. 

MOE Telemetering  mobile  station. 

MOT Television  pickup  station. 

MOU Aeronautical  utility  mobile  sta- 
tion. 
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Bi/mbol  Class  of  station 

MOZ Mobile  (except  television  pick- 
up) station. 

MS ..  Ship  aUtlon. 

RO......  Radio  dlrectlon-flndlng  station. 

RL.......  Radionavigatlon  land  station. 

RLA — ..  Aeronautical  marker  bea«on 
station. 

RIX3 Racon  station. 

RLO Glide  Path  (slope)  stetlon. 

RLL — ....       Localizer  station. 

RLM Marine  radio  beacon  station. 

RLN Loran  staUon. 

RLO Omnidirectional  range  station. 

RLR Radio  range  station. 

RL8 Surveillance  radar  station. 

RO Radionavigatlon  mobUe  station. 

ROA Altimeter  station. 

8S Standard  frequency  station. 

WXD Meteorological  radar  station. 

WXR Radloeonde  station. 

§  2.102  Nomenclature  of  frequencies. 
Frequencies  shall  be  exjM-essed  In  kilo- 
cycles per  second  (kc)  at ,  and  below 
30.000  kilocycles  per  second  and  in  mega- 
cycles per  second  (Mc)  above  this 
frequency. 


rrequencf  subdivision  Frequency  range 

VLF  (very  low  frequency) _ ._.   Below  30  kc 

LF  (low  frequency).. 30  to  300  kc. 

MP  (medium  frequency) J. _   300  to  3  000  kc 

HF(  high  frequency)... 3000  to  30.000  kc. 

VOT  (very  high  frequency) _  30.000  kc.  to  300  Mc 

UHP  (Ultra  high  frequency) 3Q0  ^    ^^  3  000  mc 

Sro-  (super  high  frequency) _. 3  000  Mc.  to  30.000  Mc 

EHP  (extremely  high  frequency ) , 30,000  Mc.  to  300.000  Mc 
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§  2.103    Assignment    of    frequencies. 
The  assignment  of  frequencies  and  bands 
of  frequencies  to  all  stations  and  classes 
«rf  stations  and  the  licensing  and  au- 
thorizing of  the  use  of  all  such  frequen- 
cies between  10  kc.  and  30.000  Mc.  and 
the  actual  use  of  such  frequencies  for 
radiocommunication   or   for   any   other 
purpose,  including  the  transfer  of  energy 
by  radio,  shall  be  In  accordance  with  the 
table  of  frequency  allocations  herein,  ex- 
cept that  In  individual  cases  the  Com- 
mission may.  without  rule-making  pro- 
ceedings, authorize,  on  a  temporary  basis 
only,  the  use  of  a  frequency  or  frequen- 
cies not  In  accordance  with  the  table 
below  for  projects  of  short  dui-ation  or 
emergencies  where  the  Comml.s.sIon  finds 
that  important  or  exceptional  circum- 
stances  require   such   utilization:    Pro- 
vided, That  no  such  authorization  will  be 
granted     where     harmful     Interference 
would  be  caused  thereby  to  any  service 
operating  in  accordance  with  the  table 
of  frequency  allocations:  And  provided, 
further.  That  such   authorizations   are 
not  intended  to  develop  a  service  to  be 
operated  on  frequencies  other  than  tho.se 
allocated  such  .service  in  the  table  of  fre- 
quency allocations.' 

§2.104  Frequency  allocations  —  (&> 
Table  of  frequency  allocations.  The  fol- 
lowing is  the  table  of  frequency  alloca- 
tions: 


Fodersl  Cotnmunicatiens  Commiislon 


Bawl  Kc 


.'H'l  \  Hf 


y  ro-    I 
Class  of  nation     qwmy  VstHn'/"'''  •'^^" '^^  "'*- 


I73»-lXOO  ;  B.  KUr«l  ' 
h.  Mobile. I 
C.  Itadiolocs- 
tk>a.> 


IMB-aiOO     s.  Amateur.' 
b.  Radionavi- 
ration.« 


Lorsii. 


'  rhli  •llooation  khall  tennlnaU>  iiol  laVr  thui  tii*  lUU-  when  tli.-  Allantir  TltT  TiUila 
of  hreqwncy  Allocaiioim  bwunrii  r«mi>.-  h><  |.i()\  i.lc<l  by  Ariiclr  47  of  tb^  AllBtilir 

J  ,,\",  «/■«"'»"';'»»•  l>ii'l:nf  (urth.r  ■cliou  by  the  ('oimiii.s.sion,  tliU  l)«ii.l  i< 
not  available  for  the  flxird  or  niobitp  aertinry.  A.i  WK.n  na  aewssary  rules  and  reirula- 
1101,5  are  provided  by  rule  making  proo>»diiitrs.  fr<-<)iionde8  iu  this  band  will  be  ni»«i(. 
a»ftilal)le  for  a  iUs»sUr  oonitnuiilr«ri.in..  *>-r\ui-  pimiprls.-.!  of  amateur*  ami  other  nrwi 
soverniuenl  and  rpvenimcnt  iiroui*.  <»I»ratln(r  n«.^l.  land  and  mobile  slalk.n..  and 
••.insistinn  of  a  Mngle  lnt»CTMtf<l  aFrTic*  for  the  handling'  of  emerveney  iwininiuiicaiions 
III  tirars  01  diitaster. 

>  This  band  Is  tem|>onirily  alliK'at.d  to  the  radiolm-atlon  servie.>  for  a  |HrV)d  of  six 
r.lln>  VV"  "^  •'TertiT^  date  irfthl^  or.fcr  (Order,  KCC  4»-I*»,  adopl.^l  i-et)ruftrv  17 
mo)^ subject  UMmssible  temiK.rary  cooliiiuiintv  In-yond  that  time  for  such  additlomii 
prr>»«  w  rwTtntH  as  the  (  nmrntsKKm  may  ftrrt  nrmmry.  PmrHH.  kotrerrr.  That  this 
ieiii[K,rury  allocatlou,  or  any  leniiiorary  <«.iitiimati<>n  thereof,  slull  bo  subject  to  the 
ii>e^iti-denHjiiti.,n  pnnisinris  of  Arf.de  7  of  the  C^iiro  Oeneral  Radio  Hegulations  and 
»  aaiHer  in  o<  ibe  Atlmtte  t  ity  Kartio  HMrahifiomr  And  prnhdrH  fi,rr%er.  That  this 
teinporary  aUocation  „r  any  teiajx.rary  cnliniiaiion  therwif,  MiaW  fi-nnlnate  not  later 

»r»ail  t»  subj.>rt  to  mrher  ranerHatlon  or  moitincafioB  by  the  rommi'«>^rni  without  the 
ne.vr.sity  of  «  h.  arhiR,  if  during  any  iMriol  whou  such  aU.)oiliuu  is*  in  e(Wt  the  Co.n- 
H^irril!^'.  ■  '"  •'^  ?*"*'  "'  P^'x-'^iiics  undertaken  by  It  to  d.l«rmiiie  whether  a 
i^fllf^'*'"  senrice  jhmild  he  provirte.1  on  a  permanent  Usis,  i.ach  ci.neluslou.s  »hicb 
m  rne  optTDon  of  the  roramis-siiwi,  rKjuire  such  iiujc^.'lafi.iii  or  mwliilaition  This 
"einporary  allorathm,  or  any  temporary  oontimjafion  Iher.trf,  Is  strU-tly  luiiited  to  a 
ra^loeaftou  serrlpe  tor  the  localiofi  oT  |)efroleum  deposits  ia  the  Gulf  of  Meiio. 

M«tail'  *''^'*'  "*""  **  •'^'^  ""^^^  '*  "'"'''•''  '•*  »h««l'i«^  the  oJuof 

ko'  r*T^'?!.9.''.?^\o--"i.V..t'*  "'  *">■  ^'''  ^''i^vef  hands.  1800-1S2S  and  1»»7^1900 
«^;^,i  ,  M  .  "^  19.  .>-a«)  ke.  are  not  r*<julred  ht  Lorau  in  tiuu  area.  In  aooorrteDM 
with  Ulc  foUoalag  LriudliUxis:  (a;  The  um  0/  thea.  btivmicin  by  the  amateur  SwvS 


Kc 

10 


|of  -it  ItiolK 

tl 


I-ORAV. 


shall  not  »«eabBr  to  ei|«n»ion  of  the  radlonaTipation  (Ixjram  serrice     (b.  TheamaUiir 
service  stiall  not  (;aus..  harmful  intetference  to  the  r*lion«.^,tation  WJ^^mr^^ 


Area 


Band  (kc) 


AlissKslppi  Hiver  to  East  Coast  V.  8. 

(evcipt  Kluridii  and  States  Nirderine 

Oulf  of  .Mexico..  ' 

Misstwlppl  Hirer  to  M<. St  Coast  V  B 

(eur|«   States   N«rdrrinK   OaU  of 

Oulf  of  .Mesieoi. 
Florida  and  States  bordering  Oulf  of 

Mexioi). 
Ha«:iiiaTi  Islands 

Puerto  Hlooand  Virgin  Island! 


ISiMI  1S2.S 
lS75-la(X) 

IWNi  IU25 

i*7.'.-aKJ0 


Day  power        N  iKht  power 


am  watts.. 
500  watts*. 
200  watta.. 


isntvisi? 

1H7.V1«I)(J 

lHu>-i'.ii-i  :  5<jo  watts 

i8T.V2n(in  1 

1«)»-IW6  I  MUwatU... 

1975- 2U0U 


aoil  watts. 

3JII  watts.* 

No    ii{ienitio:i. 
JOO  watlv 
»i  watts. 


^Ih'^T^  "  «»•'•  o*^^  »>hington  where  daytime  power  limited  to  2ni)  watts  and 
Bi(bi  unc  (wwcr  to  U>  watta. 

-uTu  li^^li^'^l:*.**'  '^'•"' ''"'" ""'*'  *^*"  ^  considenxl  as  temporary  hi  the  sen.se  that  tbev 
.«i«U  remain  .subject  to  on.vllation  or  to  revision,  m  whole  or  in  i«»rT,  br  order  of  th- 
tojnmisalon  wb.  never  tl»  t  ummtaMn  shaU  deem  auch  cancellation  or  revision  to  be 
necessary  or  desirable  in  the  light  of  the  priority  within  this  band  of  the  Loran  system 
01  radlonaviyatiun. 

— \^*',1^  particular  area  the  Loran  system  of  radkmovlpitlon  operates  either  on  I8.V1 
•r  l»ao  kc,  tka  band  oeeupwd  behtf  I800-1W0  or  J»or)-2noo  kc. 


constru ';"as  IncSn^ul^L"   :;'h^uL''Tu"hoSon.r'"'"  '°  '"^''*  '"  ^"'  amortization  or  equlpn^ent.     NotMt.«  In  this  sect.0.1  shall  .. 
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World  wide 

Region  1 

tTnitwl  8UtM 

Federal  OommonlcatloM  Comnil»lon 

Band 
Me 

Service 

Band 
Mo 

SerTlM 

Band 
Mo 

AUoOft- 
Uon 

B«^                    BTTlOO 

Fre. 

ClaModUtlon    quencj 
Mo 

KatnrJO^  SERVICES 
Nature^o,  sUtioni 

1 

3 

t 

4 

1 

0 

T 

8 

» 

10 

11 

34.90- 

Standard     fre- 

- 

M.  90-29.  01 

O. 

(170) 

q»iency. 

(U317) 

25.01- 
26.60 

a.  Filed. 

b.  Mobile  except 
aeronautical 

».  01-25. 33 

NO. 

26. 01-35.  S3 
(NO  1,22) 

Land  mobile. 

a.  Base. 

h.  Land  mobile. 

25.02 

25.04 
26.06 
25.08 

INDUSTRIAL. 
Do. 
Do. 
Do. 

mobile. 

» 

■ 

25.10 
25.12 
2S.  14 
2S.  16 
25.18 
25.30 
2.V22 
25  34 
29.36 
25.28 
25.30 

I>0. 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Broadcasting. 

/ 

26.32             1)0. 

IV  6- 

25.  X3-25.  85 

a. 

ae.  1 

(U.S17) 

35.85-26.48 

NO. 

25.85-36.10 

Bro«dca.sting. 

International 

2R.  l- 

a.  Flxe<l. 

b.  Mobile  except 

(NOD 

broadcast  Ine. 

r.5 

36. 10-26.  48 
(NG1,32) 

Land  mobile. 

a.  Base. 

36.11 

Remote  pickup  broadcast  baw;; 

<n2) 

aeronautical 
mobile. 

b.  Land  mobile. 

remote  pickup  broadcast  mo- 
bile. 

- 

26.13 
26.15 

Do. 
Do. 

36.17 

an.  19 

26.21 
26.23 

an.  35 

26.27 
36.39 
26.31 
36.33 
36.15 

an.  37 
an.  39 
an.  41 

Do. 
Do. 
Do. 
Do. 
Ik). 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

\ 

1 

• 

an.  43 
an.  15 
an.  47 

Do. 
Do. 
Do. 

36. 4H-an.95     0. 

1 

(U.S17) 

(JTl) 

36. 95-r.  54 

NO. 

26.  95-36.  96 
(NOD 

Fixed. 

Fixed. 

36.959 

INTERNATIONAL  FIXED 
PUBLIC. 

37.5-28.0 

af7. 5-38.0 

a.  Fixed. 

b.  Mobile. 

2n.  9n-27  23 
(NG2) 

Amateur. 
(LSI) 

27.13 

Industrial,  scientiflc,  and  med- 
ical equipment. 

27. 23-27. 28 

a.  Fixed. 

a.  FUed. 

1 

(NOl.  3) 

b.  Mobile. 

b.  Land. 

c.  Mobile. 

27.  28-27.  54 

Land  mobile. 

a.  Base. 

27. 2t 

INDUSTRIAL. 

(NOl.  22> 

b.  Land  mobile. 

27  31 
26.33 

Do. 
Do. 

• 

27.35 
27.37 
27  39 
27  41 
27.43 

I>o. 
Do. 
Do. 
Do. 
Do. 

B 

37.45 

Do. 

37.47 
27.49 
27.51 
27.53 

Do. 
Do. 
Do. 
Do. 

27.  .V4-28.  00 

u. 

- 

(U.S17) 

28.0-29.7 

Amateur. 

28.0-29.7 

Amateur 
(USD 

1 

38.0-29.7 

Amateur. 



. 

World  wide 

Region  a 

United  SUtes 

Federal  Communications  Commission 

Band 
Mc 

SerTloe 

Band 
Mo 

Serrlce 

Band 
Mc 

Alloca- 
tion 

Band 
Mc 

Be  vice 

Class  of  station 

Fre- 
quency 
Mc 

Nature/^'^  SERVICES 
'^^'"'•tof  stations 

1 

3 

3 

4 

5 

6 

7 

8 

9 

10 

U 

20.7-88.0 

30.7-44.0 

a.  FIxpd, 

b.  Mobile. 

29.  70-29. 89 

NO. 

'29.  70-29.  SO 
(NOl,  22) 

Land  mobile. 

a.  Base. 

b.  Landmoblic. 

29.71 
29.73 
29.75 
29.77 
29.79 

INDUSTRIAL. 

Do. 
Do. 
Do. 

29.80-29.89 

Fixed. 

Fixed. 

29.81 

AERONAUTICAL    FIXED; 

(NOl) 

INTERNATIONAL     FIX- 
ED PUBLIC. 

4I 

29.82 

Do. 

29.83 

Do. 

29.  M 

Do. 

29.  K5 

Do. 

29.86 

Do. 

•^. 

29.  H7 
29.88 

Do. 
Do. 

29.  K9-20. 91 

Q. 

(i:S17) 

29. 91-30.00 

NO. 

29. 61-30. 00 

Fixed. 

Fixed. 

29.92 

AERONAUTICAL    FIXED; 

(NOl) 

29.93 
29.94 
29.95 
29.  »« 
29.97 

1-NTERNATIONAL     FIX- 
ED PUBLIC. 

Do. 

Do. 

Do. 

Do. 

Do. 

1 

29.98 
29.99 

Do. 
Do. 

30. 0O-«1.  66 

O. 

1 
1 

(US17) 

30.86-32.00 

NO. 

30.  56-32. 00 

Land  mobile. 

a.  Base. 

30.58 

INDUSTRUL. 

(NOl.  22) 

b.  Land  mobile  . 

30.62 

Do. 

30.66 

I  N  D  U  S  T  R  I  A  L;  L  A  N  D 

TRANSPORTATION. 

30.70 

Do. 

30.74 

Do. 

30.78 

Do. 

» 

30.82 

Do. 

30.86 

LAND   TRANSPORTA 

TION;  PUBLIC  SAFETY. 

30.90 

Do. 

30.94 

Do. 

3<).  98 

Do. 

31.02 

Do. 

31.06 

Do. 

31.10 

Do. 

31.14 

Do. 

31.18 

PUBLIC  SAFETY. 

31.22 

Do. 

31.26 

Do. 

31.30 

Do. 

31.34 

Do. 

31.  :w 

Do. 

31.42 

Do. 

31.46 

Do. 

31.  .V) 

Do. 

3I..S4 

Do. 

31..'>8 

Do. 

31.62 

Do. 

31.06 

Do. 

31.70 

Do. 

31.74 

Do. 

31.78 

Do. 

31.82 

Do. 

31.  Wi 

Do.          , 

31.90 

Do. 

31.94 

Do. 

1 

31.98 

Do. 

(170)  The  standard  frequenry  is  25  Mc.  , 

(171)  The  frequency  27.12  Mc  is  designafo<l  for  inJu.'strial,  scientific,  and;  medical 
purptvses.  Emissions  must  be  confined  within  the  limits  of  ±0.6  iiercent  of  that  frc- 
qurnry.  Radiocommunication  services  operating  within  those  limits  must  accept  any 
harmful  interference  that  may  be  experienced  from  the  operation  of  industrial,  sdentiflc, 
and  medical  equipment. 

(172)  In  Region  2.  Australia.  New  Zealand,  the  Union  of  South  Africa,  and  the  terri- 
tory under  mandate  of  Southwest  Africa,  the  amateur  service  will  operate  within  the 
band  26.96-27.23  Mc. 

I'.-^l  Pulsed  emission.*  prohibite<l.  .^ 

r.>-l7  Contract  devclopmentiU  stations  and  export  developmental  statiorfs  may  b« 
authorized  to  use  frequencies  in  this  band  on  the  condition  that  harmful  luterferenoo 


ill  not  be  caused  to  services  operating  In  accordance  with  the  table  of  frequency 

NGl'^Ori  the  condition  that  harmful  Interference  will  not  1*  cnu.sed  to  services  oiJer- 
ating  in  accordance  with  the  Uble  of  frequency  iillocation.'*.  the  following  classes  oi 
8t.itions  may  bo  authoritc<l  to  use  fre  jueneies  in  this  band:  (I)  Kii*riiiiental  station* 
engaged  solely  in  scientific  or  technical  rixlio  exiieriment.i  not  related  to  an  existing  or 
proposed  service  nor  intended  to  develop  a  proiK)s«'d  service  or  sj>ecinc  use  of  radio 
h)  contract  developmental  stations,  and  (:i)  eiixirt  developmental  stations. 

N02  EmLssions  from  mdustrial,  scientlOc,  and  me<lical  equipmenlusing  the  frequency 
27.12  Mo  must  be  conflhed  to  the  hand  26.96-27.28  Mc.  .      ,     .w:    k„.,  i 

N023  Fixed  sutions  in  services  in  column  11,  alUx«tod  frequencies  In  this  t>an.i 
may  use  the  fre<iuencies  in  column  10  allocated  to  such  services  on  the  condition  tn^i 
harmful  interference  will  not  Iw  caused  to  services  operating  in  accordance  with  ine 
table  of  frequency  allocations. 


US17  Contract  developmental  stations  and  export  developmental  stations  may  bo 
authorited  to  use  frequencies  In  this  hand  on  the  condition  that  harmful  Interfereooo 
>k  ill  nnt  lie  caused  to  aervioes  operating  In  accordance  with  the  table  of  frcquenoy 
allocations. 

NUl  On  the  condition  that  harmful  Interference  will  not  be  caused  to  servloei  oper- 
ating in  accordance  with  the  table  of  frequency  allocations,  the  following  classes  of 
si.itions  may  be  autboriird  to  u-se  freciutmics  iu  this  band:  (1;  Kiperimentul  stations 


on^aged  solely  In  scientific  or  technical  radio  exfKTiments  not  related  to  an  existing  or 
Iffoposed  service  nor  Intended  to  develop  a  proi)osed  service  or  si>eclflc  use  of  radio 
(2)  contract  developmental  stations,  and  (3)  exfjort  developmental  siatioii-i. 

N023  Fixed  stations  in  services  In  column  ll,  allocated  frequencies  in  this  band, 
P^y  use  the  frequencies  in  oolunm  10  allocated  to  such  services  on  the  condition  thht 
harmful  Interference  will  not  be  caused  to  services  operating  In  accordant*  with  ttie 
table  of  frequency  allocations. 


/ 
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RULES  AND  REGULATIONS^ 


World  wid« 

Regions 

United  8Ute« 

Federal  Communication!  Commlselon 

Band 

Mo 

Servloe 

Band 
Mo 

Servloe 

Band 
Mo 

Allooa- 
tlon 

Band 
Mo 

Servloe 

Fre- 
Dlass  or  sUtlon    quency 
Mo 

»j^,„JOF  SERVICKd 
Nature^o,  stations 

1 

3 

3 

4 

5 

0 

7 

8 

0 

10 

U 

29.  7-W.  0 

29.7-44.0     a.  Fixed. 
(Coo.)     b.  Mobile. 
(Con.) 

32-33 

(U3  17) 

0. 

(Con.) 

33-34 

NO. 

83-34     1 
(NOl.  22) 

land  mobUe. 

&.  Base. 

b.  Laud  mobile. 

8.3.03 
33.06 
33.10 

PUBLIC  SAFETY. 
Do. 
Do. 

33  14 

INDUSTRIAL. 

H 

33.18 

Do. 

1 

33  22 

Do. 

1 

33.  26 

Do. 

1 

3.3.30 

Do. 

1 

33.34 

Do. 

1 

33.38 

I>0. 

1 

- 

33.42 

PUBLIC  SAFETY. 

33  46 

Do. 

33  SO 

Do. 

33  54 

Do. 

33.58 
3.3  62 
3.3.  6« 

33.70 
33  74 
33.78 
33.  W 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

13.86 

Do. 

33.90 

Do. 

33.94 

I>o. 

33.08 

-   Do. 

34-35 

(US  17) 

O. 

35-3« 

NO. 

35.00-35.04 
(NOI.  22) 

Land  mobile. 

a.  Base. 

b.  Land  mobile. 

35.02 

INDUSTRIAL. 

,35.04-36  20 
(NOl,  22) 

a.  Maritime 
iiiubil«. 

a.  Coast. 

b.  Ship. 

35.00 

INDUSTRIAL;  MABITIMB 
MOBILE. 

b.  Litnd  mobile. 

c.  Base. 

d.  I  And  mobile. 

3.V  10 
35.14 
35.18 

Do. 

I>0. 

Do. 

35.  2-36. 0 
(NOl.  22) 

Land  mobile. 

a.  ftase. 

b.  I>and  mobile. 

35.22 
3.V26 

DOMESTIC  PUBLIC;  LAND 
TRANSPORTATION. 
Do. 

.35  30 

Do. 

.35.  34 

Do. 

35  .38 

I>0. 

3.5.  42 

Do, 

.35.46 

Do. 

35.  .50 

Do. 

3.5.  54 

Da 

1 

.35  58 

Do. 

35.  62 

Do. 

3.5.66 

Do. 

35  70 

Do. 

D 

35  74 

Do. 

1 

35.  7H 
35.82 
35  86 

Da 
Da 
Do. 

1 

35  90 
35.94 

Do. 
Do. 

35  98 

Do. 

3(V-37 
(U317) 

0. 

^ 

37-38 

NO. 

37-.38 
(NOl.  22) 

Land  mobile. 

a.  Base. 

b.  Land  mobile 

.37  02 
37.06 
37  10 
37.14 
37.18 
37.22 
37. « 
,37.  3C 
37. 3^ 
37. 3« 

PUBLIC  SAFETY. 
Do. 
IK). 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
i            Do. 

1 

1 

37.  4i 

(            Do. 

mnnt*  nnt  rplntcd  to  an  existinK  a 

I 


neaged  sole  y  in  scienunc  or  iccaninu  raum  u»tj^i •■•«""  .■■->  •"„";«',:„  \-,  „,|,n 
>rop^s«yl  service  nor  intended  to  develou  a  proposed  service  or  »  x^iAf  "*  <^  "'J'" 
[2)  wntract  developmental  stations,  and  ft)  "P^^  developmental  st^toiis 
'  UOn  Fixe.l  stations  in  services  in  column  11.  allocated  ^•^'1"^"'^'^ '",  I^.-XhI 
may  use  the  frequencies  in  column  ID  allocate-l  to  such  services  on  th<-  «  n<l>t«'  '  t''-^t 
Srmful  interference  will  not  be  caused  to  services  operating  m  aco.rdai.ce  with  iho 
table  of  froQueucy  allocations. 
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World  wide 

Region  2 

United  States 

Federal  Communications  Commission 

Band 
Mc 

Servloe 

Band 
Mc 

Service 

Band 
Mc 

Alloca- 
tion 

Band 
Mc 

Service 

Cla.«  of  station 

qu'^cy       .Nature/ OF^KRVICES 

Mc    1                   lof  stations 

1 

2 

8 

4 

5 

6 

• 

8 

9 

10 

n 

29.  7-88. 0 
«'on.) 

' 

29.7-44  0 
(Con.) 

8.  Fixed, 
b.  Mobile. 
(Con.) 

S7-.38 
(Con.) 

• 

NO. 
(Con.) 

37-.3« 
(NOl.  22) 
(Con.) 

I^nd  mobile. 
(Con.) 

a.  Base. 

b.  Laarl  mobile. 
(Con.; 

1    37.46 
37.  60 
37.  ,S4 
37.58 
37.  62 
37.  tni 
:c.  70 
37.  74 
37.  78 
37.  82 
37.86 

37.90 

I.NDl'.STRIAL. 
Do. 
Do. 
Do. 
Do. 
Do. 
Da 
Do. 
Da 
Do. 
Do 

PUBLIC  SAFETY. 

37.  «H 

Da 

37.98 

Do. 

38-39 

O. 

(U817) 

89-40 

NO. 

39-«)     Land  mobile. 

a.  Base. 

39.  02 

PUBLIC  SAFETY. 

(NOl,  22) 

b.  Land  mobile. 

39  06 

Do. 

39.10 

Da 

39.14 

Da 

39  18 

Do. 

39.22 

Do. 

39  2tj 

Do. 

39  30 

Do. 

39  34 

Da 

39  38 

Da 

.39  42 

Da 

39  46 

Do. 

39.50 

Do. 

39.  M 

Do. 

39.  .58 

Da 

.39.  62 

Do. 

39.66 

Da 

39.  70 

Do. 

39.74 

Do. 

39  78 

Da 

39  82 

Do. 

39  86 

Do. 

- 

39.  9U 
39  94 

Do. 
Do. 

39.96 

Da 

(17o) 

40-42 
(U82) 
(U817) 

O. 

40.68 

Industrial,  scientific  and  medi- 

cal equipment. 

43-44 

NO. 

42-4;j     Land  mobile. 

a.  Base. 

42.02 

PUBLIC  SAFETY. 

(NGl,  22) 

b.  Land  mobile. 

42.06 

Da 

42  10 
42.14 
42.18 
42  22 
42.aii 

Da 
Da 
Da 
Da 
Da 

^ 

42.  .30 
42  34 
42  :<8 
42.42 
42  46 
42  .50 
42  54 
42.58 
42.62 
42.66 
42.  7(1 
42  74 
42.  7h 
42  82 
42  86 
42.90 
42.94 

Da 
Da 
Do. 
Da 
Do. 
Do. 
Da 
Do. 
Do. 
Do. 
Da 
Da 
Da 
Da 
Do. 
Do. 
Do. 

42.98 

INDUSTRIAL. 

43.0-43.2 
(NGl,  22) 

a.Marit  ime  1 
mobile. 

a.  Coast. 

b.  Ship. 

43  02 

INDUSTRIAL,  MARITIME 
MOBILE. 

b.  Land     mo- 

c. Base. 

43  06 

Da 

bile. 

d.  Land  mobile. 

43.  10 
43.  14 

Da 
Da 

1 

43.18 

Do. 

(176)  The  frequency  40  68  .Vfc  is  deslpnated  for  industrial,  sdentillc  and  medical  pur 
\H«»^.  Rinisiiions  must  be  confined  within  the  limius  of  ±0  05%  of  that  frequeucy 
H.:<l:<.c<)nnnunication  services  operating  within  those  limiu  must  accept  anv  harmful 
iiii.rf.rfiu-e  that  may  be  experienced  from  the  operation  of  industrial,  scientific  and 
nif<ticitli-qui|>nit'nt. 

....'.f i.*"'"'-*'"  w*  '■""«' industrial,  scientific  and  medical  equipment  using  the  frequency 
40.68  Mc  must  he  confined  to  the  band  40  r>6-40  70  Mc.  ^^  '^  ^j 

US  17  Contract  developmental  suUons  and  export  developmental  stations  may  be 
authoriied  to  use  frequencies  in  this  band  on  the  condition  that  harmful  interference 
»  II  ni.t  be  caused  to  services  operating  in  acoordanoa  with  the  Ubie  of  fr»quency 


KG  On  the  condition  that  harmful  Interference  will  not  be  caused  to  serviws oner- 
•ting  in  accordance  with  the  table  of  frequency  allocations,  the  following  clas.^  of 
Stations  may  be  authoriied  to  use  frequencies  in  tliis  band:  (1)  ExiKriniental  siaiions 
engaged  solely  m  scicntiflc  or  techntcal  radio  ex|»eriiueni.s  not  related  tu  an  exisiine  or 
proposed  service  nor  intended  to  develop  a  propo.sed  service  or  M)<>cific  u.se  of  radio 
(2)  contract  developmental  sutions,  and  (3)  export  develojmental  stations 

^022  Fixed  stations  in  services  In  column  11.  allocated  frequencies  in  this  ban.l 
may  use  the  frequencies  in  column  10  allocated  to  such  .services  on  the  condiii. n  that 
narmful  interference  wUl  not  be  caused  to  services  operating  in  accordance  with  the 
table  of  frequency  allocations. 
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World  wida 


Region  3 


Band 
Mc 


Service 
2 


m  7-88.0 
(COQ.) 


Band 
Mo 


39.7-44.0 
(Con.) 


Service 
4 


United  States 


a.  Fixed. 

b.  Mobile. 
(Con.) 


Band 
Mo 


44-90 


a.  Broadcastinc. 

b.  Fixed. 

c.  Mobile. 


43-44 

(Con.) 


Alloca- 
tion 


NO. 
(Con.) 


Federal  Communications  Commission 


Band 
Mo 


43.3-44.0 
(NQl.  33) 


44-30     NO. 


Servioe 
8 


Land  mobile. 


Class  of  station 


Fre- 
quency 
Mc 

10 


OF  SERVI0B8 


Base. 

Land  mobile. 


44.(^50.0 
(NOl,  23) 


43  33 


43. 3S 

4:<.3i) 

4.1.  34 
4.3.38 
43.43 
43.4rt 
43.  SI) 

43  .Vt 

4.t.r>2 

43.  A6 
43.70 
43.74 
4.1. 78 
43.83 
43.  W 
43.911 
43.94 
43.98 


N»l»"V  Stations 


11 


DOMESTIC  PUBLIC; 
LAND  TRANSPORTA- 
TION. 

Do. 

l>o. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

I»o. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Land  mobile. 


a.  Base. 

b.  Land  mobile. 


44.03 

44.08 
44.10 
44.14 
44.18 
44.22 
44.38 
44.30 
44.34 
44.38 
44.43 
44. 4« 
44.  SO 
44.  ,14 
44.58 


Do. 


LAND 
TION, 
Do. 
I>o. 
Do. 
I>«. 
I>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


TRAN8P0RTA 


44.83 
44.  M 
44.70 
44.74 

44.78 
44.82 

44.  8A 
44.91) 
44.94 
44.98 
4.1. 03 
45.06 
45.10 
45.14 
4.V  18 
45.33 
4.1.26 

45.  .30 
41.34 
4.1.38 
4.V  42 
45.  46 
45.50 
45.  54 
4.1.  5H 
45.  62 
45.66 

45.  70 
45.74 
45.78 
45.82 
41.86 
4.1  90 
4.1  94 

45  98 
46.02 
46.06 

46.  10 

46  U 
46.18 
46.22 
46.36 
46.30 
46.34 
IW.  38 
46.42 
4A.46 
4«.  SO 
48.54 
46.58 
46.62 


PUBLIC  SAFETV. 
Do. 
Do. 
•    Do. 
Do. 
Do. 
Do. 
I>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
I>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do, 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


World  wide 

Recioo  9 

United  States 

Federal  Communioations  Commission 

Bnnd 
-Mc 

Serrloe 

Band 
Me 

^rrlee 

Band 

Mo 

AUoca- 
flon 

Band 
Mo 

Servioe 

Cla.v  0.'  station 

(j-fe'iTcy        NaturefH'/f-«^'ff«S 
Mc                       lof  station 

1 

2 

3 

4 

8 

« 

7 

8 

9 

10 

11 

7f»  7-88.0 
(Con.) 

44-80 
(Con.) 

a.  nroadnL<:ttnit. 

b.  Fixed. 

c.  Mobile 
(Con.) 

44-90 

NO. 

44. 0-M.  0 

lAnd  mobile. 

a.  Ba.<». 

46.  0«i 

PT'ni.IC  S\FK1  Y 

(Con.) 

(Con.) 

(NOl,  22) 

(Con.) 

b.  I.(and  mobile 

4f..  70 

Do. 

(Con.) 

(Con.) 

4e.  74 

Do.      • 

- 

4fi.  7.S 

Do. 

46.82 

Do. 

46.  86 

Do. 

4)i.  90 

Do. 

4(i.  'M 

Do. 

' 

4<i.  ys 

I  )o. 

47.02 

Do. 

47.  06 

Do. 

47.  10 

Do. 

47.14 

Do. 

47.18 

Do. 

47.22 
47.26 
47.30 
47.  34 
47.38 
47.42 
47.46 

Do. 
Do. 
Do. 
l>o. 
IV). 
Do. 
Do. 

47.  .V) 
47.  .14 
47.  .18 
47.62 

Do. 
Do. 
Do. 
Do. 

47.66 

l>o. 

• 

47.70 
47.74 

INDUSTRIAI. 

Do. 

47.78 

Do. 

/ 

47.82 

Do. 

47.  VI 
47.9(1 
47.  !M 

Do. 
Do. 
Do. 

47.  aK  ;          Do. 

48.  (vj 

Do, 

4K.  06 

Do, 

48.10 

Do. 

4«.  14 

Do. 

. 

48.18 
48.22 
48.26 
48.30 
k    48.  .•i4 
48.  38 
48  42 
48.46 
48.  .10 
48.  .14 

Do.                                  f 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do, 

Do. 

• 

48.  fi8 
48.f.2 

48.  66 
48.  70 
48.74 

48,78 

Do, 
Do. 
Do. 
Do. 
Do. 
Do. 

• 

1 
i 

48.82 
48.86 
48.90 
48,94 

48,  98 

49.  (12 
49.06 
49  10 
49.14 
49.18 
49.22 
49  2l> 
49.30 
49.34 
49.  ?,S 
49  42 
49.46 
49.  .10 
49.54 
49.58 
49.63 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do, 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Nf.l  On  the  condition  that  harmful  interference  will  not  be  caused  to  services  oper- 
•tifiE  m  acconlnuce  viitli  the  table  of  frequt-ucy  allocations,  the  followlne  classes  of 
Stations  may  he  aiRhorlied  to  iwe  frequencies  In  this  band:  (1)  Experimental  tt&tionf 
enrajri-d  soJely  In  sdentlfk  or  technical  radio  experiments  cot  related  to  an  existing  or 
pr.i|«»d  serrtoe  nor  intepded  to  develop  a  proponed  serriee  or  specific  use  of  radio 
(.  <imtra<t  developtiieiital  ftaiious,  and  fyj  expoit  developmenu!  sUtlons. 


NG32  Fixed  stations  In  services  In  onlumn  11,  allocatc^l  frequencies  in  thl«  l>an'l 
may  tise  the  frequencies  In  eohimn  10  allocated  to  such  services  on  ihe  coadltlnTi  tli;n 
harmful  Interference  will  not  be  caused  to  service*  operating  to  accordance  « iih  the 
table  of  trequenc}'  allocations. 


NQl  On  the  condition  that  harmful  Interference  will  not  be  caused  to  services  oper- 
fttins  iB  accordance  with  the  table  of  frequency  allocations,  the  following  classes  of 
suiions  may  be  authorised  to  use  frequencies  in  this  band:  (1)  Experimental  stations 
ene.u{t>d  solely  In  sdentlQc  or  technical  radio  experiments  not  related  to  an  exUtlng  or 
pro|Hi9«d  service  nor  Intended  to  develop  a  proposed  service  or  specific  use  of  radio. 
(2)  contract  developmental  sUtloos,  and  (3)  export  developmental  station*. 


N023  Fixed  stations  In  services  In  column  11,  allocated  frequencies  In  this  han.l. 
may  tue  the  frequencies  In  column  10  ftUocated  to  such  .lervice.-i  on  the  condition  that 
harmful  Interferono*  will  not  be  caused  to  services  operating  in  accordance  with  the 
table  of  frequency  allocatlotu. 


No.   87- 
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1 

World  wide                                 Region  3 

United  Slates 

Federal  Communications  Commission 

Band 

Mo 

Service 

Band 
Mc 

Service 

Band 
Mo 

Alloca- 
tion 

Band 
Mo 

• 

Service 

Fre- 
C lass  of  station    quency 
Mc 

Naturef^''  SERVICES 
'^""^'^lof  stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

».  7-88.0 
(Con.) 

44-50 
(Con.) 

a.  Broadcasting. ' 

b.  Fixed. 

c.  Mobile. 
(Con.) 

44.50 
(Con.) 

NO. 
(Con.) 

44. 0-.50. 0 

(N(il,22) 

(Con.) 

Land  mobile. 
(Con.) 

a.  Biise. 

b.  Land  mobile. 
(Con.) 

49.66 
49.70 
49.74 
49.78 
49.82 
49.86 
49.90 
49.94 
49.98 

INDUSTRIAL. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

SO-M 

Amateur. 

60-54 

Amateur. 

fiO-54 

Amateur. 

(USD 

54-72 

a.  Broadc&iting. 

b.  Fixed. 
0.  Mobile. 

54-72 

NO. 

54-72 
(NOD 

Broadcastinf. 

Television 
broadcasting. 

5.V  25 
m.  75 
61.25 
65.  75 

S^oHchannelX 
V;«i-}cbannell 

1           1 

67.25 
71.75 

V^^Jchanneli. 

72-76 

a.  Fixed. 

72-76 

NO. 

72.0-76.0 

Fixed. 

Operational 
fixed. 

72.02 

Operational  fixed. 

b.  Mobile. 

(US3) 

(NO  I) 

(N03) 
(NG5) 

72.06 
7110 

Do. 
Do. 

72.14 

Do. 

72.18 

Do. 

72.22 

Do. 

72.26 

Do. 

72.30 
72.34 
7Z38 
7142 
72.46 
r2.  SO 

Do. 
Do. 
Do. 
Do. 
I>a 
Da 

* 

72.54 
72.68 
72.63 
7X6« 
72.70 
72.74 
7178 

Do. 

I>0. 

Da 
Da 
Do. 
Do. 
Do. 

t 

• 

, 

• 

72.82 
72.86 
72.80 
71M 
72.98 
73.02 
73.06 
73.10 
73.14 
73.18 

Da 
Da 
I>a 
Da 
Da 
Da 
Da 
Do. 
Do. 
Da 

73.22 

I>0. 

73.26 

Do. 

« 

73.30 
73.84 
73.88 
73.42 
73.46 
73.50 
73.54 
73.58 
73.62 
73.66 
73.70 
73.74 
73.78 
73.82 
73.86 
73.90 

Da 
Da 
Da 
Do. 
Do.                • 

I>0. 
1>0. 

Do. 
Do. 
Do. 
Da 
Do. 
Do. 
Da 
Do. 
Do. 

73.94 
73.98 

Do. 
Do. 

U  SI  Pulsed  emission.s  prohihite<l. 

U33  Existing  Ooverument  radiosomle  stations  now  operating  on  the  frequency 
72.2  Mc  will  continue  to  operate  on  that  fre(iuency  for  a  period  not  to  extend  beyond 

NOl  On  the  condition  that  harmful  interference  will  not  be  caused  to  services  oper- 
ating in  accordance  with  the  table  of  frequency  allocations,  the  following  classes  of 
stations  may  be  authoriied  to  use  frequencies  iu  this  band:  (1)  Experimental  st.'itlons 
engaged  solely  In  scientific  or  technical  radio  experiments  not  related  to  an  existing  or 
proposed  service  nor  intended  to  develop  a  proposed  service  or  specific  use  of  radio. 
(2)  contract  developmental  stations,  and  (3)  exiwrt  developmental  stations. 

N()3  Operational  fixed  stations  may  be  authorized  to  use  fre«iuencles  in  this  band 
In  accordance  with  columns  10  and  U  of  the  table  of  frequency  allocations,  on  the  con- 
dition that  harmftil  Interference  *lll  not  be  caused  to  the  reception  of  lelevijlon  stations 


on  channels  4  or  5.  In  any  area  In  the  continental  United  States,  the  Aviation  service 
and  Marine  Service  may  each  be  authoriied  to  use  four  of  the  frequencies  in  the  baud 
72-78  Mc  listed  in  column  10  for  operational  fixed  stations  in  these  wrvines. 

N05  Fixe<l  sutloii.s  in  the  Domestic  Fixe<l  Public  service  may  t'e  authorlte<l  to  u.se 
any  of  the  frequencies  In  the  band  72-78  Nic  Indicated  in  column  10,  on  the  conditions 
that  (a)  harmful  Interference  will  not  be  caused  to  the  reception  of  television  stations  on 
channels  4  or  5,  and  (b)  that  harmful  Interference  will  not.be  caused  to  operational  fixed 
stations.  ,  .     ■      i  ■    i      i 

Na22  Fixed  stations  In  servloea  In  column  11,  allocated  frequencies  In  this  hani, 
,  may  use  the  frequencies  In  column  10  allocated  to  such  services  on  the  condition  th^t 
harmful  Interference  will  not  be  caused  to  servioee  oi>eratlng  In  aooordanoe  with  the 
table  of  frequency  allocatlont. 
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World  wide 

RefionI 

1 

T'nlted  States 

Federal  CommunieRtions  Commission 

Band 
Mc 

Service 

Band 

Mc 

VervlM 

Baud 
Mc 

Alloca- 
tion 

Band 

Mc 

Pervlce 

Claw  of  Mat  ion 

Fre- 
quency 
Mc 

Nature/^*"  SERVICES 
'^""^ of  stations 

1 

2 

;t 

4 

6 

fi 

7 

b 

w 

10 

11 

.•<1.7-«.0 

72-76 

a.  Fixed. 

72-76 

NO. 

710-76.0 

Fixed 

Operational  fixed. 

74.02  I  Omratlonal  fixed 

iCon.) 

(Con.) 

b.  Mobile 

(Con.) 

(Con.) 

(NOl) 

(Con.) 

(N03) 

(Con.) 

74.  (H) 

Do. 

<C«n.> 

(NO.M 

74.10 

Do. 

I 

(Con  1 

74  14 
74.18 

Do 
Do.. 

74.  22  1           Do 

, 

74.  2»;  1           Do 

74.*)  ;           Do 

7«.:m  ;         Do. 

74.  .HM  j           (>o. 
74.42  :           Do. 
74. 4f.              no. 
74.  .VI             Oo. 
74.  .M             Do. 

(U.-54I 

• 

74.68  1           Do. 

(IM) 

!                                                                                    .  .   ,  -  - 
i 

75.42  1  Oix'rational  fixed. 

75. 4C.  '          Do. 

■7r,.M\        1),,. 

7.')..M             Do. 

, 

7.V  .•*  i          Do. 

# 

• 

75.fi2             Do. 
7.'>.  (>6  i          Do. 
75. 711             Do. 
75.74  !           Do. 
75.78  1          Do. 
75.82  1          Do. 
7.1.  m           Do. 
75  911             Do. 
75.94             Do. 

75.98  1          Do. 

t 

1 

7«-88 

a.  BroadcaMing, 

76-88 

NO. 

7f^88 

Broadca.vting. 

Television 

77.25 

S<!;i^i}Ch-^e'  ». 

b.  Fixed. 

(NOIJ 

brua<k3i.stin(... 

81.75 

c.    Mobile. 

83.25 
87.75 

V|d-'}Cbannel«. 

■    88-100 

Broad  cast  inc. 

«t-ioe 

NO. 

88-1(18 

Broadcarfln^. 

FM  broadcast 

88.1 

FM  channel  201 

. 

(NOD 

f 

ing.  (N<14» 

88.3 
88.5 
88.7 
88.9 
89.1 
89.3 
89.5 
89.7 

m9 

90.1 
90.3 
90.5 
90.7 
90.9 
91.1 
91.3 
91.5 
91.7 
91.9 
92.1 
92.  :i 
92. .', 
92.7 
92.9 
9:1. 1 
93.3 
«;».  5 
93.7 

F.M  channel  202. 

FM  channel  203 

FM  cliannel  -JHH. 

FM  channel  2ii.'. 

F.M  channel  2(r> 

FM  channel  2iiT 

FM  channel  2(»' 

FM  channel  2i»9. 

FM  channel  210 

FM  channel  211. 

FM  channel  212 

FM  channel  21M 

FM  channel  214 

FM  channel  21.V 

FM  channel  21« 

FM  channel  217 

FM  channel  21R 

F.M  channel  219 

FM  channel  22o 

FM  channel  221. 

F.M  channel  Zf-' 

F.M  channel  TH 

F.M  channel  221 

F.M  channel  22.y 

FM  channel  22»V 

FM  channel  227                 • 

FM  channel  2.>h 

F.M  channel  rjy. 

FM  channel  2:jii. 

• 

94.1 
94.3 

F.M  channel  231 
FM  channel '232 

94.5       F.M  channel  Vf3.: 

94.7       FM  channel  2:^4. 

' 

94.9        FM  ch:mnel  2:<.'i 
9,'i.  1     1  F.M  channel  2:» 
95.3    1  FM  channel  2:C 
95.  5    1  F  M  channel  2:<» 

- 

a5.7    i  FM  channel  ?:!». 
95.9        F.M  channel24<i 

96.1 

FM  channel  241 

* 

9H.  3 

F.M  channel  1'42. 

96.5 

FM  cliannel  24:S. 

9»i.7 

FM  channel  244 

9G.9 

F.M  channel  24.V 

(184)  The  fre<iuency  7.'>  Mc  isdesiguvted  for  aeronaut icxil  marker  iM-acons.  In  Region 
1.  the  Kuurdbund  is  :1:0.2  Mc;  in  Riv ions  2  and  3,  diO.4  Mc. 

1  S4  The  use  of  the  frequency  75  Mc  by  aeronautical  marker  beacons  is  temporary 
.iml  niav  Ix"  uuthoiite<liintil  they  are move<l  to  a  frequency  l)and  allocated  for  the  aero- 
naut ical  ratliuuav  igatlon  service,  or  until  they  are  no  longer  require<l.  (See  notet:  2l() 
mid  rsi2i. 

.\01  On  the  cuiidition  that  bariuful  iiilerfereiice  will  not  l>e  Ciiu.sed  to  services  oper- 
ating ill  accordaiiw  with  the  table  of  frequency  a11ocation.>^,  the  foUowing  classes  of 
»Uiliuns  may  be  authoriied  to  use  freauencles  in  this  band:  (1)  Ex|ierinient*l  .stations 
■  in.M(re<l  Holfly  ill  scientific  or  technical  radio  experiments  not  relatt^l  to  an  exlstini!  or 
)>ro|MMr4l  M-rvioe  nor  liiteiKted  in  develop  a  propoeed  eervloe  or  specific  use  (rf  radio 
'•  ••onlra^t  develojinK'ntal  station*,  and  ('A>  export  de\elopmeotal  stations. 


N03  Operational  fixed  stations  may  be  authoriw-d  to  u.se  frequencies  iu  this  band  in 
accordance  with  cxilumnB  10  and  11  of  the  table  of  frequency  alloi-atioiis,  oii  the  condi- 
tion that  harmful  iuterferrence  will  not  be  causeil  to  the  re<it>tion  of  televi.sloii  stations 
on  chaiuiels  4  or  .1.  In  any  area  In  the  continental  (nited  .-Jtates,  the  A  viatioii  ser\  J^e 
and  MartiK.'  strvioe  may  each  U>  authorired  to  ii.se  four  of  the  fn-queiicies  in  the  btind 
72-76  .Mc  ILslcil  in  column  10  for  operational  fixed  stations  in  the.se  serx  ices. 

N04  FacMiuile  broadcasting  stations  maybe  authoriied  iu  the  band  hs~w>\  Mc. 

NQ5  Fixed  statiuiu  in  the  Domestic  Fixed  Public  service  inav  be  authoriied  to  use 
any  of  the  frequencies  In  the  band  72-76  Mc  Indicated  in  column  lo.  on  th«  con.litioiu 
tbat  (8j  harmful  interferem*  will  not  be  eaased  to  theni^'ption  of  lelr  vision  stations  on 
channela  4  or  5.  and  i  l>i  that  harmful  iuterferpnoe  « ill  not  i«>  <"j'im-<I  Io  .•inTHt'onal  fived 
'tatlons. 
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-T^ 

\    World  wUU 

R«(loaS 

UniUd  BUtw 

Federal  Commonlcattons  Comralssioa 

Band 
Me 

StfTiM 

Band 
Mo 

StfTiOt 

Baad 
M« 

Alloe^ 
tioa 

Band 
Me 

SetTloe 

Fre 
OtaM  of  station    auency 
Mo 

N»»"^\of  sUtioni 

1 

t 

3 

4 

S 

6 

7 

8 

9 

10 

11 

fw-ino 

(Con.) 

BmAdcaiittng. 
(Con.) 

• 

88-108 
(Con.) 

NO. 
(Con.) 

88-108 
(NOD 
(Con.) 

Broadcasting. 
(Con.) 

• 

FM  Broadcast- 
InR.    (NG4) 
(Con.) 

97.1 
97.3 
97.8 
97.7 
97.9 
9S.  1 
9S.  3 
»H.  ,1 
9H.7 
94.9 
99.1 
9\  3 
9^.1 
IW  7 
W  9 

FM  channel  246. 
FM  channel  247. 
FM  channel  248. 
FM  channel  249. 
FM  channel  2.10. 
FM  channel  2,11. 
FM  channel  252. 
FM  channel  2.13. 
FM  channel  2.S4. 
FM  channel  2.V5. 
FM  channel  256. 
FM  channel  2.17. 
FM  channel  2.18. 
FM  channel  259. 
FM  channel  2fiO. 
FM  channel  261. 
FM  channel  263. 

100-108 

100-108 

Broad  cs-MiDK. 

lOIV  1 

\m.  ^ 

ion.  .1 

FM  channel  263. 

100.7 

FM  channel  264. 

100  9 

FM  channel  265. 

101.1 

FM  channel  266. 

101.3 

FM  channel  267. 

/ 

• 

• 

101.5 
101.7 
101.9 
102.1 
102.3 
102.5 
102  7 
102.9 

lai.i 

ia3.  3 
10.3.  5 
103.7 

ia<.  9 

104.1 
104.  3 
104.  5 
104.7 
104.9 
105  1 
10.1.  3 

FM  channel  268. 
FM  channel  260. 
FM  channel  270. 
FM  channel  271. 
FM  channel  272. 
FM  channel  273. 
FM  channel  274. 
FM  channel  275. 
FM  channel  276. 
FM  channel  277. 
FM  channel  278. 
FM  channel  279. 
FM  channel  2>«. 
FM  channeled. 
FM  channel  282. 
FM  channel  283. 
FM  channel  284. 
FM  channel  2H.1. 
FM  channel  28«. 
FM  channel  2H7. 

10.1.  5 
105  7 
105  9 
lOA.  1 
106.3 
106.5 

FM  channel  288. 
FM  channel  289. 
FM  channel  2M0, 
FM  eh.-innel2«l. 
FM  channel  292. 
FM  channel  29.3. 

UW.7 

FM  channel  294. 

106.9 

FM  channel  29,1. 

107.1 

FM  channel  296. 

107.3 

FM  channel  297. 

107.  5 

FM  channel  298. 

107.7 

FM  channel  299. 

• 

107.9 

FM  channel  300. 

lOtt-118 

Aeronautical    r»- 
dionavigatlon. 

• 

lOS-1.32 
(U85) 

O.  NO. 

108-118 

Aeronautical 
r^lionaviga 
tlon 

Radlonavlga- 
tion  land. 

108.1 
lOH.  2 
10H.3 

LocaUrer. 

1)0. 

no. 

108.4 

Do. 

■ 

108.  5 

Do. 

. 

108.6 

Do. 

H 

108.7 

Do. 

• 

1 

108.8 
10H.9 
109.0 
KW  1 
109.  2 

Do. 

I>0. 

Do. 
Do. 
Do. 

• 

R 

109  3 

Do. 

• 

9 

• 

109.4 

109  5 
109.6 
109.7 
109.  ft 
109.9 

110  0 

iiai 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

e 

iia2 

Do. 

B 

iia3 

Do. 

110.4 

Do. 

• 

110  5 

no  6 

110.7 
110.8 
110.9 
lll.O 

lll.l 

111.2 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

111.3 
111.4 
111.5 

l>o. 
Do. 
Do. 

• 

111.6 
111.7 
111.8 

Do. 
Do. 
Do. 

he  frequency  assijrnr 
jon.s  in  the  band  KW 
)n  the  condition  tha 
acconlance  with  th 

nent  plan  i 
-l.TiMci.Hi 
t  harmful  i 
e  table  of  1 

n  effect  for  both  % 
ndicated  in  ciilumn 
jterferenoe  will  not 
re(iuenoy  allocatio 

• 

jvemment  ai 
ilOandll. 
be  caused  tc 
us,  the  folluf 

nd  nongovei 

» services  op 
vind  cla.<wes 

1 

lo  or  technical  rad 
ended  to  develop 
al  stations,  and  (3) 
^ting  stations  may 

111.9 

Do. 

rS5T 
ment  .sta 

N(H  (, 
•tinx  in 
■tations 

n           1 

m-      engajfed  solely  In  sdentK 

proposed  service  nor  Int 

er-       (2)  contract  development 

o(         NU4  Facsimile  broadci 

lo  experiments  not  related  to  an  exlstlne  » 
a  pro|><)sed  service  or  si)ecific  use  of  riidiu 
exiwrt  developmental  stuion?. 
be  ttuthoriied  lu  the  band  88-108  Mc. 

[uay  be  authurited  t 

0  use  (requ 

enciei  iu  this  band 

:  (1)  ExperiE 

aental  nmk 

)Q5 

World  wide 


Region  3 


Band 
Mc 


Service 
3 


tllH-118 

(Cod.) 


Aeronautical 
radionavlga- 
lion.  (Con.) 


Band 
Mo 


Service 
4 


United  States 


Band 

Mc 


108-132 
(US8) 
(Con.) 


118-132 


Aeronautical  mo 
bile  (H).  (149) 
(296) 


Federal  Communications  Commission 


AUoca- 
tiou 


(Con.) 


1(*-132 

(U85) 

(Con.) 


O.NG 
(Con.) 


Band 
Mo 


Service 
8 


108-118 
(Con.) 


Aeronautical 
radionaviga- 
tion.  (Con.j 


Class  of  station 


Radionavi^tlon 
land.  (Con.) 


11M32 

(U8«) 


Fre- 
quency 
Mo 

10 


Aeronatuical 
mobile 


a.  Aeronautical. 

b.  Aireralt. 


112.1 

112.2 

112.3 

112.4 

112  5 

112.6 

112.7 

112.  S 

112.9 

113.0 

11.3.1 

11.3.2 

113.3 

11.3.4 

113.5 

113.6 

113.7 

113.8 

113.9 

1I4.U 

114.1 

114.2 

114.3 

114.4 

114.5 

114.6 

114.7 

114.8 

114.9 

11,1.0 

115. 1 

115.2 

11.1.3 

11,1.4 

115.5 

115.6 

11.1.7 

11.1.8 

115.9 

IIG.O 

116.  1 

116.2 

116.3 

116.4 

116.5 

116.6 

116.7 

116.8 

116.9 

117.0 

117.1 

117.2 

117.3 


Nature|0^,^,f:RVICE3 
(of  stations 


11 


117. 
117. 
117. 
117. 
117. 
117, 


(H'l  For  the  eiplanalion  of  the  term  "Aeronautical  mobile  (R)"  see  256. 

(ZV>)  Frviiuencies  in  anv  band  allocated  to  the  aeronatutcal  mobile  (H;  service  are 
reservol  (or  communications  between  any  aircraft  and  those  aeronautical  stations 
iriiiiarily  tiir.cenied  with  the  safety  and  regularity  o(  flight  along  national  or  inter- 
national civiJ  air  routes. 


118.1 
118.2 
118.3 
118.4 
118.fi 
118.6 
118.7 
118.8 
118  9 
119.0 
119.1 
119.2 
119.3 
119.4 
119.5 
119.  C 
119.7 
119.8 
119.9 
120.0 
120.1 

lau.  2 


Omni  directional  range;  radio 
ranee. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


Airdrome  control. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Mo. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 


U85  The  frequency  assignment  plan  In  effect  for  both  government  and  nongoTem 
ment  stations  in  the  band  lub-i32  Mc  Is  indicated  in  columns  10  and  U. 

U86  Public  correspondence  iu  the  frequency  baods  allocated  exclusively  to  tiie 
MTonautioal  mobile  service  Is  not  permitted.. 
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WorM  wide 


Band 
Mo 


1J»-132 
(Con.) 


Service 


095! 


Aeronautical  mo- 
bile (R). 

fU9)  (256) 
((:on.) 


Regions 


Band 
Mo 


Service 
4 


United  Sutas 


Band 
Mc 


108-132 
(VM) 
(Con.) 


Alloca- 
tion 


a.  NO 

(Con.) 


Federal  Communications  Commission 


Band 
Mo 


lW-132 

(US6) 
(Con.) 


Service 
8 


Class  o(  station 
0 


Fre- 
quency 
Mo 


Aeronaut 
niohilo. 
(Con.) 


ical 


».  Aeronautical, 
b.  Aircriift. 
(Con.) 


132-144 


144-146 


146-235 


Amateur. 


132-144 


146-148 


14»-174 


a.  Fixed. 

b.  Mobile. 


Amateur. 


a.  Fixed. 

b.  Mobile. 


132-144 

(U87,  17) 


144-148     Amateur. 

(USD 


148-152 

(U317) 


O. 


144-148     Amateur. 


..  .      /OF  SKRVI0E8 
^*'"™\o'sUtions 

U 


Airdrome  control. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
I>o. 


121.5 


AKRONAUTICAL 
niLK. 


MO- 


Aeronautical  utility  land;  Acru- 
imutlcal  utility  mobile. 
Do. 


Private  aircraft. 
Do. 
Do. 
Do. 
Do. 


Plight  teet;  Flylnc  irhool. 
Do. 
Do 


123.7 

123  9 

124  I 
124.3 
124  5 

124  7 
124.9 
IZ1  t 

125  3 
125  5 
r25  7 

125  9 
lift  I 

126  3 
126  5 

126  7 
126.9 

127  1 
127.3 
127.5 
127.7 

127  » 
I2H.  I 
12R  3 
l»  5 
12»  7 

128  9 

129  I 
129  3 
129  5 
liu  7 

129  9 
1.10.1 
I3U.S 
13a  S 

130  7 

i;io.9 

131.1 
131.3 

131  5 
131.7 
131  9 


AKRONAUTICAL 
BII.R. 
Do. 
I»0. 
Do. 
Do. 
Do. 
Do. 
IK). 
Do. 
Do. 
Do. 
Do. 
I>o. 
l>o. 
Do. 
Do. 
I>o. 
Do. 
Do. 
Do. 
l>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
I«o. 
Do. 
I>0. 
Do. 
Do. 
Do. 


MO^ 


140.58 


AKRONAUTIOAL 
BILE. 


MU 


Frida 

1/.  May  6,  19 
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World  wide 

Region  1 

United  eutea 

Federal  CommonicatkMis  Commission 

Band 
Mc 

Service 

Band 
Mc 

SOTTiee 

Baad 

Mo 

Alloca- 
tion 

Band 
Mc 

Service 

Class  of  station 

Fre- 

quencj 

Mc 

r        NaturJO''  SERVICES 
^"'"■^lof  nations 

1 

2 

3 

4 

t 

6 

7 

8 

9 

10 

11 

14<V-235 

148-174 

a.  Fixed. 

182-162 

NO. 

152.  OCV- 

Land  mobile. 

a.  Ba.<ie. 

152.03 

DOMESTIC  PUBLIC. 

(Con.) 

(Con.) 

b.  Mobile. 
(Con.) 

1S6.11 
(NGl.  22) 

b.  Laud  mobile. 

112.09 
152.  15 
1.12.  21 

Do. 
Do. 
Do. 

162.27 

LAND        TRANSPORTA- 

TION. 

1.12  33 

Do. 

1.12.39 

Do. 

152.45 

Do. 

1.12.  51 

DOMKSTIC  PUBLIC. 

1.12.  .17 

Do. 

1.12  Ji3 

Do. 

1.12.69 

l>o. 

1.12.  75 

Do. 

- 

152.  SI 

Do. 

152.87 

INDUSTRIAL.                (N06) 

• 

• 

- 

1.12.9:1 

1.12.  99 
LW.OS 

l.^■^.  11 

1.13  17 
l.Vi.  Zl 
1.1.T29 
15.3  35 
15.3.  41 
18.3.  47 
1.1.3.  .V3 
15.3.59 
1&3.65 

Do.                                Jn(J«) 

l>o.                                (NOB) 

1)0.                                (NO«) 

)o.                                (N06) 

)o.                                (N06) 

>o-                                (NO«) 

1)0.                                (N06) 

INllJVsTRIAU                '^^^ 
Do. 
Do. 
Do. 
Do. 

1 

153.71 

Do. 

11.3.77 

PUBLIC  SAFETY. 

15.3,  83 

Do. 

1.1.3.89 

Do. 

l.V?  95 

Do. 

IM.  01 

Do. 

154.07 

Do. 

1.14.  13 

Do. 

. 

154.19 

Do. 

, 

154.25 

Do. 

• 

154.  31 
154.37 
154.43 

Do. 

*     Do. 

Do. 

154.49 

INDUSTRIAL. 

154.57 

Do. 

1.14.65 

PUBLIC  SAFETY. 

1.14.  71 

Do. 

154.77 
164.83 

1>0. 

Do. 

-^ 

154.89 
154.95 
155.  01 
1.15.  07 
165.  13 
16.1.  19 
l.M.  2.1 
IM.  31 
155.37 
165.43 
161.49 
1.15  55 
156.61 

Do. 
I^. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

« 

/ 

15.1.67 
166.r3 
1.1.1.  79 
155.85 
155.91 
15.1.97 
156.03 
156.09 
156  15 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

186.21 

Do. 

n49)  For  the  explanation  of  the  term  "Aeronautical  mobile  (R)"  see  556. 
$5    The  frequStcri21.5  Mc  Is  the  aeronautical  eniergency  frequencvln  this  ba»d^ 

256  Frequencies  to  any  band  allocated  to  the  aeronwitlcal  mobUe  («  »f  j'fe  are 
w^BTved  fo?^>tnmunlcat{on3  boiween  any  aircraft  and  those  aeronuatical  sta  loos 
^mlJlly  cnceniod  with  the  safety  a*id  regularity  of  night  along  national  or  inter- 
national civil  air  routee. 

Il::.i  '^tteSn^a^pentplan  In  effect  for  both  jfovernmentai  and  nongov- 
ernmental sutions  In  the  band  l«i-l32  Mo  U  Indicated  In  5olumn.  10  and  U. 


U3«  Tubllc  corre-spondenoe  In  the  frequency  bands  allocated  exclusively  to  the 
aeronautical  mobile  HTV Ice  is  not  permitted.  .     »     .   .      i   n    _i.,i,.m 

U87  The  frequency  IK)  58  Mc  may  be  authoriied  on  an  Interim  l«sls  to  civil  aviati  »n 
as  a  common  simplex  frequency  for  eraer(t«ncy  and  distress  communications,  availat.l,- 
to  aU  stations  oi»ratln«  In  or  with  the  aeronautical  mobile  service 

U817  Contract  devoTopmental  nations  and  export  developmental  stat'ons  may  t- 
authorised  to  use  /requencias  in  this  hand  on  the  condition  that  hftmiful  Intorfer.-n  >• 
will  notbe  caused  to  servioee  oi*r»llng  In  accordance  with  the  table  of  frequ.-n.y 
allocations. 


NOl  On  the  wmdltlon  that  harmfnl  intejferenoe  will  not  t*  caased  to  servlw*  oper- 
ating In  Bcoordiince  with  the  uble  of  frequency  aUocatioos,  the  following  daaset  of 
utalion.s  may  tx>  authoriied  to  u.se  freiiiieiules  In  this  laand:  (1)  ExperUBenUTwatlons 
enrnf  ed  !>oiely  In  wientlflc  or  technical  radio  e xperlmentj  not  rekwd  tO  ao  Mlstmif  or 
I>ro|¥>iied  woloe  nor  intended  to  develop  a  propoaed  iti^oe  ortMdfio  OM  0/  rtalo 
(2i  contract  dfveloiiiiientuliitatlims,  and  (3)  export  developmental  sStioiiJ 

N  UO  'inie  use  of  the  frequencies  In  the  block  lS2.87-lo33eMo  inay  M  Mtborlsed 


to  any  area,  to  Rwnote  Pickup  broadcast  base  and  mobile  sutlons  on  the  condition 
that  harmful  taterieranoe  will  not  be  caused  to  the  Industrial  Radio  .■service'; 

NOM  Pixed  Itations  in  lervloee  In  column  II,  allocated  frequencies  in  this  l«nd, 
G5Li??J~*5**l'^*'*'"®*  ^  oolumn  10  allocated  to  such  services  on  the  condition  that 
OVmrni  mtenerenoe  win  not  be  caused  to  services  operating  In  accordance  with  the 
table  of  frequencT  allooationt. 
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World  wkU 


Band 
Mc 


146-235 
(Con.) 


OW) 


3 


RccionS 


Baud 
Mo 


148-174 
(Ooa.) 


8«rTlM 

4 


UolMd  8UtM 


Baad 
Ms 


a.  Fixed. 

b.  Mobik. 
(Con.) 


153-102 

(Con.) 


Aiiooa- 
ttoa 


Federal  CommunloaUooj  CommiMion 


NO. 
(Ooo.) 


(usau) 


Band 
Mo 


8«rvloe 
8 


1M.2&- 
157.45 
(NO  1) 


Maritime  mo 
bUe. 


ClaM  of  statioQ 
» 


Fre- 
quency 
Mc 

10 


a.  Coast. 

b.  Ship. 


1.57. 45- 

161.85 

(N01.32) 


f  lOHt  Tht,  rreouencT  156  80  Mc  U  (lesignatcl  for  worldwide  lU'ie  for  safety,  calling 
Jd^Tr  torshi?Td 'S'rllor  l^ntrol  comra'uim-utions  in  the  ™';;;'^"1«  ."^^s^t'e?^ 
Uimiik-x  telonhony )  Any  oth«r  use  of  this  fre-iueniy  should  be  a\  oided  m  weas  w  nere 
.J^e^'ot'u-  u-^Tflible  to  CHUse  harmful  interference  to  the  maritime  •P^.^j'^Jf^;^^- 
Tbeint^'.Mte^  adminlstrationa  will  ensure,  by  special  arrangements  where necesMry 
tlTt  an  i U.ulte  imard-ban  1  is  provided.  In  Kegion  2.  its  use  for  thij  purpose  will  be 
J^irtod  to\h^*rl^ency^J.luWd  type  of  transmission  ( F3.  an.l  it  |^ron,ly  r^- 
Sended  that  the  sime  type  of  transmission  be  adopted  for  this  purpose  m  Regions  I 

■°US2.)  In  order  to  provide  for  Inter-communication  for  safety  purposes  between 
wvw^nn'nt^d  noniKovt-rnment  stations  in  the  maritime  mobile  »*rvice  the  fre- 
SZ^="  ^  l":.2^d  157  3  Mc  are  allotted  exclusively  jnaU  areas,  to  gover^%«?  ''«« 

S.  the  tix.d  and  mobile  serviiv^.  and  the  'f«^"«"<^'e»>^  f^Jj^^^^iA  th^.  fix'ed  and  Iw^^^ 
are  allocated  exclusively,  la  all  areas,  to  non-government  stations  in  the  fixed  ana  lana 

"mH  On'',!S?-condition  that  harmful  interference  w^l  not  be  ff|»-^,^°.[^"-SP«^i 

atinx  in  accordance  with  the  table  of  f«'l'''-'"''y  «"«?^"S"*;,>^^^  '°"?minU  S 
.talons  may  he  authorised  to  use  frequencies  in  this  band:  (1)  f  JPJf  ™«°'f, 'J^^ 
Smkw.4  ^loly  In  scientific  or  techniw^  radio  exi^riments  not  "^l^j^X^  «^'V'i^,°' 
^S,H,,*-d  .^rvioe  nor  intended  to  develop  a  projx^ed  ^^^'^  °J,»P^''*'l""  <"  "*^'"' 
h)  contract  developmental  stations,  and  Ci)  export  developmental  «tft'>0M-„  kt  i  w  m 
no"  Theua.  of  the  frequencies  130.i7.  ia6.33.  156.39.  156.45.  156.51.  156.67, 156.63. 


I^and  mobile. 


a.  Ba.se. 

b.  Land  mobila. 


156.3 
\!f>.* 
156.5 
1,56  6 
IVi.  7 
IV.  8 
1.56.0 
1.57.0 
157.1 

1.57.2 
157.3 

157.4 


Nature|^ 


OF  9KRV1CE8 

stations 

11 


MARITIME  MOBILE.(NQ7.8) 
Do.  (Nrt7) 
Do   (N07) 
Do.  (N07.  0) 
Do.  (N«7) 
Do.  (NO  10) 
Do.  (N07) 
Do.  (Na7) 
Do.  (N07) 


QOVERNMENT. 
Do. 


MARITIME 

(N07) 


MOBILE. 


157.53 

1.57.  .50 
1.57.65 
157*71 

1.-.7.77 
157  H3 
15?.  80 
157.05 
158.01 
158.07 


LAND 

TION. 

Do. 

Do 

Do. 


TRANSPORT A 


1.58. 13 
158.10 
1.58.  25 
1.58.  31 
158.  .T7 
158.  43 

1.58.40 
158.55 
1.5H.61 
158.67 


DOMESTIC  PUBLIC. 
Do. 
Do. 
Do. 
Do. 
Do. 


INDUSTRIAL. 
Do. 
Do. 
Do. 
Do. 
Do. 


DOMESTIC  PUBLIC. 
Do. 
Do 
Do. 


158.73 

1.58  70 
1.58.85 

158.  91 
1.58.97 
1.50  l>3 

1.59  ()9 
150.  15 
159  21 
159  27 
150  33 
1.59  .39 
159.46 

150.51 

159.  57 
159.ft3 
159.69 
159.75 
159.81 
159.87 
159.93 
159.99 
100.05 

160.  11 
160.17 
IfiO.  23 
160.39 
160.35 

156  89  1.56  75  156  87.  156.83,  156.99.  157.05,  157.11.  157.41.  157.47.  161.8.5.  161.91  and  161.97 
^y  be  authi/ited  to  base  ;nd  land  mobile  stations  in  the  Public  ^^'-'y  R^'^j^";:;'";:! 
on  the  condition  that  no  harmful  interference  will  be  cau3e<l  to  the  maritime  mobil. 
M-vice  I'ublic  .Safety  Service  operations  at  points  within  l.io  miles  of  coa-stal  area.s 
^dn^vlKal"le  gulf.  bays,  rivers  andbUes.  may  U-  authorised  only  after  a  factual  ftndiiiK 
Indi^tes  that,  on  an  engineering  basis,  no  harmful  Interference  will  be  caused  to  Iho 
maritime  mobile  service.  .  .    ,  ...    ,u 

N08  The  international  Intershlp  service  has  priority  on  this  freqiiency. 

N09  The  International  port  operational  service,  on  a  simplex  basis,  has  priority  on 

'''nQIO  Th7frequency  156.80  Mc  has  been  designated  for  world-wide  ase  for  s;ifpty. 
oUling  and  intershlp  and  harbor  control  communications  In  the  maritime  mobile 

"^Nmi  The  use  of  the  frequencies  In  the  block  1.59.51-161.70  Mc  may  be  authortserl 
to  baae  and  land  mobile  stations  In  the  Public  Safety  Radio  Service,   n  »«/ *rea.  o 
the  Anditlon  that  harmful  interference  will  not  be  caused  to  stations  in  the  Railroad 

^NOo'fU^  sutlons  In  services  In  («lumn  II.  «llocate<i  .^eT'encles  In  this  l«nd 
may  use  the  frequencies  In  column  10  allocated  to  such  servioM  on  '"»«  <«P^''''  » '^ 
SfrUul  interferenw  will  not  be  caused  to  service*  opwallng  in  accordance  with  the 
table  of  frequency  allocations. 


PUBLIC  8AFBTY. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

I>0. 

Do. 

Do. 

Do. 

LAND 

TRAN8P0RTA 

TION 

.  (NOll) 

Do. 

(NOll) 

Do. 

(NOll) 

I>o. 

(NOll) 

Do. 

(NOll) 

Do. 

(NOll) 

Do. 

(NOll) 
(NOll) 

Do. 

Do. 

(NOll) 

I>o. 

(NOll) 

Do. 

(NOll) 

Do 

(NOll) 

Do. 

(NOll) 

Do. 

(NOll) 

Do. 

(NOll) 

World  wide 

Region  3 

United  States 

Federal  Communications  Commission 

Band 
Mc 

Service 

Band 
Mc 

Service 

Band 
Mc 

Alloca- 
tion 

Band 
Mc 

Service 

Class  of  station 

Fre- 
quency 
Mc 

Nature^''  SERVICES 
'^^'"'^nofstalloiis 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

146-2^5 

148-174 

a.  Fixed. 

1,52-162 

NO. 

157.4.5- 

Land  mobile. 

a.  Ba.s!. 

160.41 

LAND    TRANSPORTA- 

(Con.) 

(Con.) 

h.  Mobile. 
(Con.) 

(Con.) 

(Con.) 

161.85 
(NOl.22) 

(Con.) 

b.  L.ind  mobile. 
(Con.) 

160. 47 

TION.  (N(Jll) 
Do.  (NOll) 

1 

(Con.) 

160.  .5.3 

Do.  (NOll) 

160.  .59 

Do.  (NOll) 

160.  65 

Do.  (Mill) 

16(1.71 

Do.  (NOll) 

16(t  77 

Do.  (NOll) 

■  1 

1611.  83 

Do.  (NOll) 

1 

1 

160.^0 
160.95 

Do.  (NOll) 
Do.  (NOll) 
Do.  (N(}11) 

101.01 

161.07 

Do.  (NOU) 

161.13 

Do.  (NOll) 

161.19 

Do.  (NOll) 

161.  25 

Do.  (NOll) 

^ 

161. 31 

Do.  (NOU) 

1 

K.1..37 

Do.  (NOll) 

161.43 

Do.  (NOll) 

161.49 

Do.  (NOll) 

161.. 55 

Do.  (NOII) 

161.61 

Do.  (NOll) 

(U,sa4) 

161.67 
161.  7S 
161.79 

Do.  (NOll) 
Do.  (NOll) 
Do.  (NUll) 

161  85- 

Maritime  mo- 

Coa.st. 

161.9(1 

Coast.  (N07.  19> 

162.00 

bile. 

162.00 

Do.  (N07) 

(NOD 

162-174 

O. 

166.25 

PUBLIC    SAFETY':    Remole 

(UHt7) 
(U.m<») 

. 

170.15 

pickup. 
Do. 

• 

(US22) 

170.  425 

PUBLIC  SAFETY. 

» 

- 

170.475 
170.575 
171.425 
171.475 
171.575 

Do. 
Do. 
Do. 
Do. 
Do. 

(US30 

172.  225 
172.  275 
172.375 

Do. 
Do. 
Do. 

173.2- 

a.  Fixed. 

a.  Base. 

173.225 

LNDUSTRIAL. 

173.4 

b.  Land     mo- 

b. Kixed. 

173.  275 

Do. 

(NGl) 

bile.  - 

c.  Land  mobile. 

173.325 
173. 875 

Do. 
Do. 

lTai7  ("ontrart  developmental  stations  ami  export  developmental  stations  may  be 
authorized  to  use  frequencies  in  thus  band  on  the  omdition  that  liarmful  interference 
will  not  U-  caused  to  services  operating  in  acojrdance  with  the  table  of  frequency 

alloCHtMII.4 

USI9  The  government  frequencies,  170.425.  170.475  170.575,  171.425.  171.475.  171.575. 
172.22.5.  172.275,  and  17Z375  Mc  may  be  authorized  to  fixed,  land  and  mobile  stations 
owned  an.l  (.|»Tated  by  non-Kwleral  fi>rost  fire  fluhting  agencies,  in  o-rtain  areas,  on 
the  poiiditum  that  no  harmful  interference  will  )h'  caused  to  any  government  stations. 

I'  .S2I)  In  ordwr  to  provide  for  inter -a.-mmunicat  ion  for  safety  purposes  bet  woen  govern- 
ment and  noti-gt)vcmment  stations  In  the  maritinit-  mobile  servia-,  the  frequencies 
157.2  and  157.:?  Mc  are  alUx^ed  exclusively  in  all  areas,  to  government  statUms  in  the 
flxe<l  anil  mobile  services,  and  the  frequencies  173  22.5.  173.275,  173.325,  173.375  Mc  are 
alloraitxl  exclusively,  in  all  area.s,  to  non-goverimient  stations  In  the  fixed  and  land 
mobile  siTviivs. 

(;s-22  The  use  of  the  frequencies  166.250  and  170.150  Mc  may  be  aiithorlied  to  non 
fovernniciit  Remote  Pickup  broad(a.st  bB.>*  and  land  mobile  stations  and  to  non- 
fovernmenl  ba.'se,  fixed,  and  land  mobile  stations  in  the  I'ublic  Safety  Radio  services 
(the  sum  of  tiie  hand  width  of  einLssion  and  tolerance  not  to  exceed  60  kc)  in  Conti- 
nental U.  S  only.  eiccDt  within  the  area  Iwunded  dn  the  west  by  the  Mississippi 
River,  on  the  north  by  tne  parallel  of  latitude  37°3t)'  .N.,  and  on  the  east  and  south  by 
that  arc  of  the  circle  with  center  at  Springfield,  III.,  and  radius  equal  to  the  airline 
distance  l>e!ween  Springfield.  III.,  and  Montgomery.  Ala.,  subtended  between 
the  foregoing  west  and  north  boundaries,  on  the  condition  that  harmful  interference 
will  not  t>o  caused  to  governmetit  statiiwis  present  or  future  in  the  government  band 
162-174  -Mc.  The  use  of  thft.se  frequencies  by  Remote  Pickup  browlcast  stations  will 
not  be  aiKh'iriied  for  locations  within  150  miles  of  New  York  City;  and  the  use  of  these 
frequencies  by  ihe  Public  .Safety  radio  services  will  not  be  authorited  for  locations  within 
1.50  miles  of  New  York  City. 

US24  The  use  of  the  fre<iuency  161.9  Mc  may  be  authorised  to  coast  stations  In  any 
area  except  at  Chicago.  111.  At  Chicago.  111.,  and  In  those  areas  where  additional 
a,ssignnients  to  coast  stations  of  the  primary  VHF  coast  statk>n  frequency  101.9  Mo 


would  cause  harmful  taterference  to  the  reception  of  that  freq-iency,  the  u.se  of  the 
frequency  162.0  Mc  may  be  authorixed  to  non-government  coast  stations  (F:t  einis.sioa 
only).  The  use  of  the  frequency  162.0  Mc  will  be  on  the  condition  that  harmful  inter 
ferenoe  will  not  be  caused  to  government  stations  in  the  government  band  162  174  .Mc 
and  in  any  area,  except  at  Chicago,  111.,  the  coast  station  frequency  161.9  Mc  will  be 
assigned  before  assignments  are  made  on  the  frequency  162.0  Mc. 

NOl  On  the  condition  that  harmful  interference  will  not  be  caused  to  service* oper- 
ating In  accorilance  with  the  Uble  of  frequency  allocations,  the  following  cla-sacs  of 
stations  may  be  authorized  to  use  frequencies  in  this  band:  (1)  Experimental  stations 
engaged  solely  in  soientiOc  or  technioal  radio  experiments  not  relateil  to  an  existing  or 
propyj,sed  service  nor  intended  to  develop  a  proposed  service  or  six-cific  use  of  radio 
(2)  contract  develoiimental  stations,  and  (3)  export  developmental  stations 

NQ7  The  use  of  the  frequencies  156.27.  156.33.  156.39,  156.4.').  156.51,  1.56.57,  1,56  63, 
156.69,  156.75,  156.87,  156.93,  156.99,  157.05  157.11,  157.41,  157.47.  161. S.5,  161,91  and  161  07 
may  be  authorized  to  base  and  land  mobile  stations  in  the  I'ublic  Safety  Radio  Services 
on  the  condition  that  no  harmful  Interference  will  be  caused  to  the  maritime  mohite 
service.  Public  Safely  operations  at  points  within  IW  mile.s  of  coastal  areas  and  navi- 
gable gulf,  bays,  rivers  and  lakes,  may  be  authorized  only  after  a  factual  (Inding  indi 
cates  that,  on  an  engineering  basLs.  no  harmful  interference  will  hv  cau.v«l  to  the 
maritime  mobile  service. 

NOll  The  use  of  the  frequencies  in  the  block  159.51-161.79  Mc  mav  l>e  authoriied 
to  base  and  land  mobile  stations  hi  the  Public  Safety  Radio  Service?,  "in  any  area,  on 
the  condition  that  harmful  Interference  will  not  l)e  c-aused  to  stations  in  the  Railr'jad 
Radio  .Service. 

N019  In  the  Chicago  area  only,  the  frequencies  161.85  Mc  and  161.91  Mc  may  Be 
authorized  to  base  and  land  mobile  stations  only  for  (rain  communicaliuns  in  the 
Railroad  Radio  Service. 

N023  Fixed  stations  In  services  in  column  11,  allocatwl  frequencies  In  this  band, 
may  use  the  frequencies  in  column  10  allocated  to  such  services  on  the  condition  thit 
harmful  interference  will  not  l)e  caused  to  services  operating  iu  accordance  with  t.J« 
tal)le  of  frequency  allocations. 
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World  wkle 

Re^onl 

United  States 

Federal  Communications  Commission 

Band 
Mc 

Service 

Band 
Mo 

Service 

Band 

Mc 

AUoca- 
tlon 

Band 
Mo 

Servloa 

Fre- 
Q\tM  of  station    quency 
Mc 

v.f„«JO''  SERVICES 
^»'"^ of  stations 

1 

a 

> 

4 

6 

6 

T 

8 

0 

10 

U 

148-235 

(Con.) 

~ 

174-216 

a.  Broadcasting. 

b.  Fixed. 

c.  Mobile. 

174-216 

NO. 

174-216 
(NOD 

Broadcasting. 

TeliTlslon 
broMlcastlng. 

175.28 
170.75 
181  25 
185.  75 

Vtd-jChannel8. 

f 

187.25 
101.75 

^^''•"nelO. 

y 

103  25 
107  75 
100.25 
303.75 
205.  25 
209.75 
211.25 
216.  75 

V^f-Ch«menO. 
V|^-}cbannelU. 

s;!u::d}c»'"'«'  >^ 

v^;i^^}ch«m.ii3. 

21A-220 

a.  Fixed. 

216-230     Q. 

217.  4Z5 

Telemeterinn  land;  Telemeter- 
ing mobile. 
Do. 

b.  Mobil*. 

(U8  8,17) 

217.475 

* 

217.  525 

I>o. 

217.  ,550 

Do. 

217. 575 

Do. 

1 

217.625 

Do. 

. 

217. 675 

Do. 

210.325 

Telemetering  land;   Telemeter- 

ing mobile. 
Do. 

210.  375 

210.  425 

Do. 

210.  4t() 

Do. 

210.  475 
210.  625 
210.  676 

Do. 
Do. 
Do. 

230-225     Amateur. 

230-225 

Amateur. 

230-226 

Amateur. 

(307) 

(U80) 

(USD 

336-236 

a.  Fixed. 

225.0-328.6 

Q. 

• 

b.  Mobile. 

(UBtt,  10) 

(307) 

(US17) 

• 

235.  -328.8 

a.  Fixed. 

b.  Mobile. 

^___^__ — — 

Xai.MiiA 

Aeronauticul    ra- 

328.6-335. 4 

O,  NO. 

328.6-335.4 

Aeronautical 
radionavlga- 

Radionavlgation 
land. 

Glide  p*th. 

(260) 

dio  uavigatloa. 

tlon. 

_.. 

835.4-420.0 

a.  Filed. 

b.  Mobile. 
(208) 

335.4-400.0 
(USIO,  17) 

O. 

400-406 

a.  NO. 

400-406 

Meteorological 

Radiosonde. 

ai<U. 

406-420 

Q. 

(USK) 

— 

420-450 

a.  Aeronautical 
radionaviga- 
tion. 

b.  Amateur. 
(210)  (211) 

• 

420-450 
(USD) 

Amateur. 
(USD 
(U818) 

430-450 

Amateur. 

V 

460-M)0 

480-460 

a.  Aeronautical 
radionaviga- 
tioll. 

b.  Fiiwl. 

c.  Mobile. 
(210)  (211) 

450-060 
(USll) 

NO. 

j 

490-400 
(N01.22) 

Land  mobile. 

a.  Base. 

b.  Land  mobile. 

490.09 

490.15 

450  25 

4.V). ;« 

450.45 
450.55 
450.65 
450.75 
450.  8.1 
490. 0.1 

451  (IS 

Remote  pickup  broadcast  ba», 
Remote  pickup  broiidcast  mo- 
bilr. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do.                                           ' 

Do. 

• 

451. IS 
461. 2J 

Do. 
Do. 

(21C1  in  Rrgion  2.  distance  measuring  equipment  In  the  aeronauticnl  radionavlatlon 
,ervi^  may  tH- ope-^twl  in  the  band  220-231  Mc  unlU  the  1st  January  1052  m  accordance 
with  ai.i>ri)i>rl:itc  bilattral  or  multiltiteral  arrangements.  ,k..k„„i 

(asTi  Vhe  meteorological  aids  servic*  (radiosonde)  may  be  operated  m  the  band 

*^2Um' hi'the  band  420-460  Mc  the  aeronautical  radionavigation  service  has  priority^ 
The  other  irvii-es  are  ailraitted  to  this  ban<i  only  on  condition  that  harmful  interference 
Is  not  caused  to  the  aerouaiitical  radionavigation  serviw.  .■  „  .^,.-1^  in  ih- 

211)  In  Ketiion  'l.  the  allocation  for  the  aeronautical  radionavigation  service  In  th« 
band  42i)-4«»  Mc  Is  tetniwnry  and  is  exclusively  for  altimeters.  o„..„™ 

U:.«r  The  band  328.(ir-335.4  Mc,  U  for  the  use  of  the  Instrument  Landing  System 
(glide  path).  ,  .^.     . 

rsi  ruls»>d  emissions  prohibited.  „,- ,o.  .i ^„™»,  oi- a-* 

l\S«  in  the  government  band  216-220  Mc.  the  frequencies  21,  .425  through  21,  6,5 
Mc^id  219  :125  through  2iy..575  Mc.  iiulusive.  may  be  authorized  for  use  by  non-Bov- 
ernment  telenTeterlng  luobile  stations  aN.ar,i  aircraft  and  telemetering  land  stations, 
for  teleuH-  S  to  and  from  aircraft  in  flight,  when  an  engineering  s'^^V  '"'V;;^'';;* 
that  Iwrmful  imerference  will  not  be  caused  to  stations  operating  lu  accordance  >»  ith  the 

'"^t;^WS'sut:s  will  permit  Interim  use  of  the  band  220-231  Mc  for  the  British 
r,ula^dista^<4  indicator  systeSTat  s.vcific  U  S^  K-^^^.^f  «' '"V™''"'^^,' f  T^-.^j 
The  interim  u.«e  at  these  locations  will  terminate  not  later  than  Jan.  .  i»52  >.  ntii 
JaJi  1. 1052  tte^frequency  band  235-240  Mc  will  be  available  for  allocation  to  the  am* 


teur  -service  in  those  areas  where  Inlerference  Is  caused  to  the  operation  of  the  BritiA* 
Canadian  radar  distance  Indicator  sysU-m  by  amaUur  operation  m  the  bwid  ra>-ta 

^'rsio  This  band  is  designated  for  government  sUtions.  with  adequate  channels  to  be 

'Tsiri-he  tmnautl<ii"radlonavlgatlon  service  will  not  be  permitted  to  u.*  the  band 

**Usi"7  Cont'r^t  develo'piJlental  stations  and  export  developmental  stations  may  »•• 
authoViwd  to  us*,  frequehcies  in  this  band  on  the  con.  :t  ion  that  harmful  'nterereme 
will  not  be  cau.sed  to  services  operating  in  accordance  «ilh  the  Uble  of  frequency  al- 
l's nT^mateur  i)eik  power  to  be  llmlte«l  to  50  watts  until  Feb.  15.  10.50. 
NCil  On  the  condition  that  harmful  interference  will  not  be  J?*"!-*^ '" .f;;""^  °?of 
ating  in  accordant*  with  the  table  of  freciuency  a^lo«»tion«  the  '«""* ''"^  .^'^^7,?' ,^' 
stations  may  be  authorlr.^d  to  use  freauencies  In  this  band:  1)  f-JP^'  '"*  n  .  lu  u  LT 
engaged  solely  In  scientific  or  technical  radio  exin-rinients  not  related  to  an  f^iij"''*!  f"' 
Dronosod  service  nor  intended  to  develop  a  proposed  service  or  s|*r;flc  use  of  radio. 
{21  contract  developmental  stations,  and  (3)  cx|>ort  developmental  stations 

N022  Fixed  stations  in  ser\li-es  in  column  11,  allocated  freciuencics  in  hi''  ''S""'; 
may  u.-=e  the  frequencies  in  column  lo  allocated  to  such  serMies  on  l^e  c<>ndn..ri  that 
harmful  Interference  will  not  l>e  caused  to  services  operating  In  accordame  with  li.e 
Uble  of  frequency  allocationt. 


[19] 


World  wide 

Recloni 

United  States 

Federal  Communications  CommunlcatloiQ 

Band 

Mo 

Service 

Band 
Mc 

Service 

Band 
Mc 

Alloca- 
tion 

Band 

Mo 

Service 

Fre- 
Class  of  station    quency 
Mo 

1 

Natiire/0^  SERVICES 
Naturej^f  stations 

1 

3 

3 

4 

6 

6 

7 

8 

0 

10 

It 

450-460 

490-460 

a.  Aeronautical 

450-MO 

NO. 

450-460 

Land  mobile. 

a.  Base. 

451.  S5 

Remote  pickup  broadcast  base; 

(Con.) 

(Coo.) 

radionaviga- 

(USll) 
(Con.) 

(Con.) 

(NOl,  22) 

(Con.) 

b.  I>and  mobile. 

Remote    pickup     broadcast 

tion. 

(Con.) 

(Con.) 

mobile. 

b.  Fixed. 

451.45 

Do. 

c.  Mobile. 

4.51.55 

Do. 

(210)  (211) 

451.65 

Do. 

(Con.) 

451.75 
451.85 
451.05 

Do. 
Do. 
Do. 

452.05 

LAND   TRANSPORTA- 

TION. 

452.15 

Do. 

452. 25 

Do. 

452. 35 

Do. 

452  45 

Do. 

452  55 

Do. 

452  65 

Do. 

452. 75 

Do. 

\ 

452.85 

Do. 

452  05 
453.08 
453.15 
4.V1  25 
4,53  35 

453  45 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

— 

' 

453.55 
4.53  65 
453.  75 

Do. 
Do. 
Do. 

•\ 

453.85 
453.05 

Do. 

Do.                                      ^ 

454.05 

PUBLIC  SAFETY. 

454.15 

Do. 

454.25 

Do. 

454.35 

Do. 

454  45 

Do. 

454.55 

Do. 

- 

454.65 

Do. 

\                    \ 

454.  75 

l»o. 

454.85 

Do. 

4.54. 05 

Do. 

455.05 

Do. 

455.15 

Do. 

455.25 

Do. 

4.55.  35 

Do. 

455  45 

Do. 

455  55 

Do. 

45.5.  65 

Do. 

455.75 

Do. 

455.85 
455.05 

Do. 
Do. 

456.05 

INDUSTRIAL. 

11 

456.15 

Do. 

n 

456.25 

Do. 

n 

456.35 

Do. 

11 

456.45 

Do. 

n 

4.56  55 

Do. 

I 

456.65 

Do. 

456.75 

Do. 

• 

4.56  85 
456.05 

Do. 
Do. 

t 

457.05 
457.15 
457.25 
457. 35 
4.57.  45 
457  55 
457.65 
457.  75 
457.85 
457.06 

4.58.05 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

DOMESTIC  PUBLIC. 

458  15 

Do. 

V 

458  25 
4,58.  35 
458.45 
458.  .55 
458.65 
458. 75 
458.85 
458.05 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Xl 

450.05 

Do. 

450.15 
450.25 
450.35 
450.45 
450  55 
450.65 
459.75 
450.89 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

1 

450.05 

Do. 

(210)  In  the  band  430-460  Mc  the  aeronautical  radionavigation  service  has  priority. 
The  other  services  are  admitted  to  this  band  only  on  condition  that  harmful  Interference 
la  not  cau.si«<l  lo  the  aeronautical  radionavigation  service. 

(211)  In  Region  2,  the  allocation  for  the  aeronautical  radionavigation  service  In  the 
band  430-460  Mc  Is  temporary  and  Is  exclusively  for  altimeters. 

U.SI  1  The  aeronautical  radionavigation  service  will  not  be  permitted  to  use  the  band 
420-461)  Mc  after  Feb   15.  1050. 

NOl  On  the  cundition  that  harmful  Interference  will  not  be  caused  to  services  oper- 
ating iu  accordance  with  the  table  of  frequency  allocations,  the  following  classes  of 


stations  may  be  authorized  to  use  frequencies  In  this  band:  (1)  Experimental  stations 
engaged  solely  in  scientific  or  technical  radio  experiments  not  related  to  an  existing  or 
proposed  service  nor  intended  to  develop  a  proposed  service  or  s|>eciflc  use  of  radio. 
t2)  contract  developmental  stations,  and  (3)  exiwrt  developmental  stations. 

NCI23  Fixed  stations  In  services  in  column  11,  allocated  frequencies  in  thb  band, 
may  use  the  frequencies  In  column  lO  allocated  to  such  services  on  the  condition  that 
harmful  interference  will  not  be  caused  to  services  0(>erating  In  accordance  with  the 
table  of  frequency  allocations. 
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World  wide 

Reflonl 

United  States 

Federal  Communloatlona  Commission 

Band 
Mc 

1 

Bervtee 
2 

BandMc 

S 

Service 

4 

Band  Mo 

Allocation 
6 

BandMc 
7 

Service 
8 

Cla.<«  of  sUtlon 
9 

Fre- 

quenc>' 
Mo 

10 

v;.,,,_/OF  SERVICES 
^»""*\of»tatioui 

11 

m>-4n 

a.  FUed. 

b.  Mobile. 

450-460 
(Con.) 

NO. 
(Con.) 

4«M70 
(NOD 

a.  Filed. 

b.  Mobile. 

a.  Fixed. 

b.  Land. 

c.  Mobile. 

CITIZENS  RADIO. 

47l>-585 

Broadcasting. 

Broadcaiiting. 
(214) 

685-610 

BroadcA-stins 

470-475 
(NOD 

Broadcasting. 

Fasriniile  broad- 
casting. 

475-500 
(NOD 

Broadcasting. 

Broadcasting. 

610-MO 
(212) 

soo-sao 

(NOD 

Broadcasting. 

Television 
broadcasting. 

890-940 
(NOl.  13) 

a.  Broadcasting. 

b.  Fixed. 

915 

Industrial,  scientific  and  medi- 
cal equipment. 

MO-WO 

d40-«60 

Filed. 

940-Wa 
(NOl,  13) 

Fixed. 

FM     brondcast 
STL.  (N014) 

9S2-U60 
(NGl.  15) 

Fixed. 

a.  Inu-niational 
control. 

b.  Oi>erational 
fixed. 

960-1215 

Aeronautical    r»- 
diunaviicatioo. 

- 

«601215 
(US12) 

O,  NO. 

M0-121S 

Aeronautical  ra- 
dionavigatton. 

# 

1215-1300 

Amateur. 

1215-1300 

Amateur. 
(USD 

1215-1300 

Amateur 

1300-1 700 

(216) 

1300-l«fl0 
IBflO-lTOO 

Aeriinjiutical  ra- 
dionavigation. 
(218j 

Meteorological 
aids    (radio- 
sonde). 

1300-1700 

(I'Sl.-?) 

(US14) 

O.  NO. 

1300-1365 

Aeronautical 
radlonaviga- 
tion. 

Surveillance  ra- 
dar.     ( t'ul-fed 
emission  only.) 

136&-1660 

Aeronautical 
radionavlga- 
tion. 

Radionuvication 
(including  al- 
timeter). 

1660-1700 

Meteorological 
aids     (radio- 
sonde). 

1680 

Radloeonde. 

1700-2300 

a.  Fiie<l. 

b.  Mobile. 

1700-1R50 
(US17) 

O. 

1850-2200 

NO. 

1850-lWO 
(NOl.  13) 

1WO-2110 
(NOD 

Fixed. 

a.  International 
control. 

b.  Operational 
fixed 

a.  Fixeil. 

b.  Mobile. 

a.  Television 

pickup, 
b  Television 

STL.  (NO  16) 

- 

2110-2200 
(NQl,  13) 

Fixed. 

a.  International 
control. 

b.  Oiierational 
fixed. 

22l)0-ZiOO 
(US17) 

O. 

(212)  In  Region  2,  the  frequency  915  Mc  is  designated  for  industrial,  scientific  and 
nicdii'ul  purpos«'s.  Emissions  must  be  coiiftnwi  within  the  limits  of  ±25  Mc  of  that 
frc<iuciiiy.  R;ulioc«)inmunication  service.s  ofH-rating  within  those  limits  must  accept 
any  hjirmful  interference  that  may  be  experienced  from  the  oi>eration  of  Indastrial, 
scientific  and  medical  eqoipment. 

(214)  In  Region  2.  the  fixed  service  may  operate  In  the  band  890-940  Mc. 

(216)  In  Region  2,  the  band  1300-1660  Mc  Is  intended  for  an  integrated  system  ol  elec- 
tronic aids  to  air  navigation  and  traffic  control.  Admiuistrations  of  the  other  Regions 
should  tnvisage  the  iHjsaibility  ol  the  future  application  of  such  a  system  on  a  world- 
» ide  basis. 

(218)  In  Region  2  and  the  United  Kingdom,  the  use  of  the  band  1300-1365  Mc  !• 
restricted  to  surveillance  radar. 

USl  rulstKlemi.ssions  prohibited. 

rsi2  The  band  9fii>-1215  Mc  Is  for  distance  measuring  and  other  functions  related  to 
those  performed  in  the  band  1365-1660  Mc. 

I  S13  The  fixed  and  mobile  s<'rvices  which  were  operating  In  the  band  1300-1600  Mc 
on  April  2,  19**,  mav  Iw  atithnriied  to  continue  to  use  such  frequencies  until  I>eoember 
31, 1962.  on  the  condition  that  harmful  Interference  will  not  be  caused  to  the  aeronautical 
radionavigation  service. 

ISI4  In  non-mllltary  aviation.  It  Is  not  anticiimted  that  the  altimeter  function  will 
N-  |)«-rfi)rnied  in  the  band  13«>.vifleo  Mc  except  in  coordination  with  other  functions 
required  fur  an  aeronautical  radioDavigation  system. 


US17  Contract  developmental  stations  and  export  developmental  stations  may  bo 
authorized  to  use  frequencies  in  this  band  ou  the  condition  that  harmful  inierfereiico 
will  not  be  caused  to  services  operating  in  accordance  with  the  table  of  frequency 
allocations. 

NOl  On  the  condition  that  harmful  interference  will  not  be  caused  to  serviw.'  oj>er 
ating  in  accordance  with  the  table  of  frequency  allocations,  the  following  cla.s,ses  of 
stations  may  be  authoriied  to  use  freouencies  In  this  l>and:  (1)  Experimental  stations 
engaged  solely  in  scientific  or  technical  radio  exi>eriinent.s  not  related  to  an  existinc  or 
proposed  service  nor  intendetl  to  develop  a  pro()o.<od  service  or  specific  u.se  of  radio, 
(2)  contract  developmental  stations,  and  (3)  export  developmental  stations. 

N013  Frequencies  in  this  band  will  be  selected  for  assighnment  in  such  a  manner  that, 
on  an  engineering  basis,  the  lowest  frequency  In  the  bind  is  assigned  which  will  not 
oau.se  harmful  interference  to  stations  in  that  area  already  assigned  Irequencies  in 
acordaiice  with  the  table  of  frequency  allocations. 

N014  Interim  FM  relay  stations  may  be  authoriied  to  u.se  the  band  940-9.W  Mc  on 
the  condition  that  harmful  interference  will  not  t)e  cau.sed  to  stations  operating  in 
accordance  with  the  table  of  frequency  allocations. 

N015  Frequencies  In  this  band  will  be  selected  for  as.signmcnt  In  such  a  nmuner  that, 
on  an  engineering  basis,  the  highest  frequencies  in  the  band  is  assigned  w  hieh  will  not 
cause  harmful  interference  to  stations  in  that  area  already  assigned  frequencies  in 
accordance  with  the  table  of  frequency  allocations. 

N016  Interim  television  relay  stations  may  be  authoriied  to  use  frequencies  in  this 
baind  on  the  condition  that  harmful  interference  will  not  be  caused  to  stations oiKr:itiui{ 
in  accordance  with  the  table  of  frequency  allocations. 


World  wide 

Region  3 

1 

United  Statet 

Federal  Communications  Commission 

Band 

Mc 

1 

84Tvk» 
3 

BandMc 
• 

Sorvioe 
4 

BandMc 

■ 

Allocation 
A 

Band  Mc 
T 

Service 
8 

Class  of  station 
9 

Fre- 
quency 
Mc 

10 

n:„».,«./0PSERVICK8 
^*^»^lof  station! 

11 

2300-2480 
(230) 

Amateur. 

• 

2300-3450 

Amateur. 

230O-24.'<0 

Amateur. 

2450 

Industrial,  wiontiflc  and  medl- 

a4.'iV2700 
(320) 

a.  Fixed. 

b.  Mobile. 

2450-2700 

NO. 

24.'»- 2.100 
(NOl) 

a.  Fixed. 

b.  Mobile. 
(NO  17) 

ical  equipment. 

2.V)0-2700 
(.NOl,  13) 

Fixed. 

a.  International 
control. 

b.  0|x>ratlonal 
fixed. 

2700-2900 

Aeronautical    ra- 
dionavigation, 

(222) 

Radionavigation. 

2700-3300 

O,  NO. 

2700-3900 

a.  -Aeronautical 
radionaviga- 
tion. 

b.  Melt>orologl- 
ral  aids. 

7900-3300 

29(»)-3246 

(N018) 

3246-3266 

3266-1'tOO 
(NO  18) 

Radionaviga- 
tion. 

Radionaviga- 
tion. 

Raoon. 

3356 

Raoon. 

Radionaviga- 
tion. 

3300-3900 

a.  Fixed. 

b.  .Mobile. 

3300-3500 
.3500-3900 

Amateur. 

3.300-3500 

Ainatpur.  | 

3300-3.100 

Amateur. 

V 

a.  Fixed. 

b.  .Mobile. 

3500-4200 

Nd. 

O,  NO. 

3.ion-:t7(X) 
(NOD 

Mobile. 

a.  Land. 

b.  Mobile     (ex- 
cept television 
pickup). 

3900-4300 

370(M200 
1      (NOD 

Fixed 

Common  carrier 
flxe<i. 

43UO-4400 

(260) 

Aeronautical    ra- 
dionavigation. 

1 

1 

4200-4400 

440O-.V)00 
(U.'<17) 

5000-5650 

• 

j     430O-44O'J 

.Aeronautical  ra- 
dionavigation. 

-Altimeter. 

44<X>-S000 

a.  Fixed. 

b.  Mobile. 

O. 

0.  NO. 

- 

500O-52S0 
(361) 

Aeronautical    ra- 
dionavigation. 

Radionavigation. 
(236,  227  j 

5000-5250 

Aeronautical  ra- 
dionavigation. 

5350-56,'in 

5250-5440 
(NO  18) 

Radionaviga- 
tion. 

5440-5460 

Radionaviga-     Racon. 
tion. 

5450 

Racon. 

-.5460-56.10 
(NOIS) 

Radionaviga- 
tion. 

,16.10-6850 
(228) 

5850-5035 
(338) 

Amateur. 

,^8.10-5925 

Amateur. 

5650-5925 

Amateur. 

6650-592O 

Amateur. 

.18.10 

Industrial,  scientific,  and  medi- 
cal equipment. 

5935-8500 

a.  Fixed. 

b.  Mobile. 

5925-7125 

NO, 

5925-6425 
(NOD 

Fixed.                 !  Common  carrier 
!      fixed. 

642,1-6575 
(^OD 

Mobile. 

a.  Land. 

b.  Mobile    (ex- 
cept television 
pickup). 

"I 

6.175-6875 
(NOl.  13) 

Fixed. 

a.  International 
control. 

b.  Operational 
fixed. 

(230)  In  Region  2,  Australia,  New  Zealand.  Northern  Rhodesia,  Southern  Rhodesia, 
the  Union  of  South  Africa,  the  territory  under  mandate  of  Southwest  Africa,  and  the 
United  Kingdom,  the  frequency  2450  Mc  is  designated  for  industrial,  scientific  and 
medical  purjioses.  Emissions  must  be  omfined  within  the  limits  of  ±.50  Mc  of  that 
fre(|uency.  Radiocommuiiieition  serviws  operating  within  those- limilg  must  accept 
any  harmful  iiiu-rferenoe  that  may  be  experienci-d  from  the  operation  of  industrial, 
scientific  and  medical  equipment. 

(222)  The  melt'orological  aids  service  may  be  piierated  In  the  band  2700-2900  Mc, 

(223)  The  Imnd  3246-3J»i6  Mc  is  designated  for  racons. 

(224)  In  the  band  2900  3300  Mc  shipborne  radar  in  merchant  ships  is  confined  within 
the  l)and30UO-324«Mc. 

(Zftj)  The  band  .l«)-54fiO  Mc.  Is  designated  for  racons. 

(227)  In  the  han<l  52.10-5650  Mc  shipt>orne  radar  in  merchant  ships  is  confined  within 
the  band  54«iO  .Khio  .Mc. 

(228)  In  Keifion  2,  Australia,  New  Zealand,  Northern  Rhodesia,  Southern  Rhodesia, 
the  Union  of  South  Africa,  the  territory  under  mandate  of  Southwest  Africa,  and  the 
Unit<><l  Kiugdoni  the  frequency  58.10  .Mc  is  designated  for  industrial,  scientific  and 
nanlical  purpose's.  Emissions  must  be  confined  within  the  limits  of  ±"5  Mc  of  that 
frequency.  Radiocommunication  sei  vices  ot>erating  within  those  limits  must  aca'pt 
any  harmful  interference  that  may  Ix'  exjierienced  from  the  operation  of  industrial, 
scientific  and  medical  equipment. 

12<.0)  The  band  4200  4400  Mc  Is  for  the  use  of  radio  altimeters. 


(261)  The  band  5000-.1250  Mc  is  for  the  Uite  of  instrument  landing  systems. 

US17  Contract  developmental  stations  and  export  developmental  stations  may  t>e 
authoriied  to  use  frequencies  in  this  band  on  the  condition  that  harmful  inU-rferenoe 
will  not  be  caused  to  services  operating  in  accordance  with  the  table  ol  frequency 
allocations. 

NOl  On  the  condition  that  harmful  interference  will  not  be  caused  to  services  orier- 
ating  in  accordance  with  the  table  of  frequency  allocations,  the  following  classes  of 
stations  may  be  authoriied  lo  use  frequencies  in  this  band:  (1)  F^xperimental  stations 
engaged  solely  in  .sdenlific  or  technical  radio  experiments  not  ri'laled  to  an  existing  or 
proposed  service  nor  intended  to  develop  a  projtosed  service  or  specific  use  of  radio, 
(2)  contract  developmental  stations,  and  (3)  export  developmental  stations. 

N013  Frequencies  in  this  band  will  be  selected  (or  assignment  in  such  a  manner  that, 
on  an  engineering  basis,  the  lowest  frequency  in  the  band  is  assigne<l  which  will  not 
cbuso  harmful  interference  to  stations  in  that  area  alreaily  assigned  frequencies  in 
accordance  with  the  table  of  frequency  allocations. 

NQ17  The  radiolocation  service  may  be  authoriied  the  use  of  the  band  2450-2500  Mo 
solely  for  purposes  other  than  radionavigation  or  safely,  on  the  condition  that  harmful 
interference  will  not  be  caused  to  the  fixed  and  mobile  services. 

N018  The  radiolocation  service  may  be  authoriied  to  employ  this  hand  for  radio- 
location purposes  on  the  condition  that  harmful  interferena'  will  not  be  cau<»'d  to  tlie 
radionavigation  service. 
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Uorld  wi.le 

lt««k>na                t 

'  1 

Vnitwl  Stat*a 

Federal  ComiBunkatioitf  C.>miuU''iiia 

Rand 

Mc 

1 

2 

Band  Mr 

s 

tjM-vioe          1 

4 

Band  Me 

A 

Allocation 

1 

0 

Band  Me 
7 

Servica 

8 

1 
ClavofiUtion 

Kre- 

auency 

Mc 

10 

\»tnrJ*^*"  '*^■•«VICES 

^*"^f>f-«tationB 

11 

(Con.) 

a.  Kixed. 

b.  Mobile.              1 
(Cou.> 

.W23-71JS 
(Con.) 

N(l.           1 
(Con.) 

<WT5-71M 

(NOD 

a.  FUed. 

b.  Mobile. 

a.  TelerUlon 

pirkup. 

b.  TflevitioD 
STL. 

(NOltt) 

(rsw) 
89(K>-mao 

U. 

G.  NO. 

lisoo-yiino  ' 

Kadionavlva- 
tion. 

Kadionavica- 
tkm. 

.• 

Hsno-woo 

KadionaviKatiuii. 
(2*1.  ai) 

i 

nUMBOB  1 
(NOW)    j 

■        t 

'.(Mio-gsao 

(N(ns) 

RadionavlRa. 
tion. 

Kadionaviga- 
tiun. 

Kadlonavlga- 
tion. 

Ratvn. 

gstO     Racon. 

MDU-080U 

(NOl) 

• 

iuuuo 

a.  KuH. 

b.  Knilionavliia- 
til  Ml. 

• 

9MI>-iM» 

NO. 

Flu-*!. 

Fixed                    1 

MNKV-tUWO 
(L'817) 

O 

.# 

lOOOO- 

1U900 

AmaUfur. 

HWOII- 

lusn) 

Aoiateiir. 

KMOl^ 
KMmi 

Amalrur. 

Above  1 

OaOO  not  allocatMl. 

j  lUSUU- 

!    (isi.s) 

U.  NO 
NO. 

O. 

IIMklO 

Induitrial,  M't^ntiDr  uii<l  iiic<ti' 
cal  equlpiaent 

1   lUTUU- 
13'JOO 

IWUU 

{I'tiiri 

irnio 

(NOD 
IITWK 
(XOD 

137IK) 
(XOl.  13) 

Kised. 

Moliilv. 

CommoB    ear- 
lirr  ftied. 

• 

a.  IjumI. 

b.  Mobile  (ei- 
cei't  t«levi- 
siuii  |>irkup). 

a.  liuernutional 
control. 

b.  (>p<-rational 
nted. 

a.  Trleviiion 
pickup. 

b.  Television 
8TL. 

(NOW) 

Fi«Kl 

' 

(NOD 

a.  rixrd 

b    Mobjk 

• 

imnv- 

INWVI 

(NOD 

a.  Ptird. 

b.  .Mobilf 

- 

KHMK)- 

iwnin 

NC}. 

waao 

In'ln«tri»l,  «;ifni«nc  -.ind  ni«-<l- 

imoo- 

(ISIfi) 
lLS17> 

G. 

• 

cal  *>qiiipn>«'ni. 

210(10- 

2auu(>- 

MXtt 
(CSK) 

\amUvr. 
O. 

•jaaui 

AaMteiir. 

0 

t 

2au»- 
auuuo 

NO. 

30000 

(NGl) 

a.  Fiwd. 
b    Mobile. 

Above           U.  NO. 

aunu 

a.  Amateur. 

b.  K  I  D  e  r  1  • 
aaenul. 

• 

(230)  The  band  9300  «2n  Mc  is  dcslimated  Jor  racons. 

(aSD  In  the  hund  ^^^00^9eoO  .Mc  shlpborne  radar  In  merchant  iblpd  is  confined  »  illuD 
the  band  «a2U  MOO  Mr. 

CSKI  F.nii.s.si<)ns  from  Indurtrliil,  jckntiflc  and  wediral  equiiwuent  utinx  the  (re- 
guency  lotwo  Mr  must  lie  confined  to  the  band  l(K"O0-10700  iJc.  Shaiinf  by  r»<lio 
runimuuloation  service*  is  to  be  determined  at  a  later  date. 

t  t51«  Ftnls.sions  from  Industrial,  srienlifJc  and  medical  eyuii>nient  ui>inK  tlie  (re- 
QiHury  IMJiiu  .Mc  uiu-Ht  be  ixjuflot*!  to  the  Und  ITMfr  181iO  Mc.  liu»lioo»uiniuuication 
si-rvices  ojirraimg  within  the  band  I  TWO  1  hi. 'O  Mc  must  »o«-j)t  auy  harmful  interfiT- 
enre  that  may  !»  exiwrleneed  from  the  operation  of  lndu.<rial,  sclenflflc  and  medio*] 
rtjuipnienl. 

rsi:  Conirurt  devekH>"i«'n»al  stations  and  export  devrlopnienial  !«fatlons  may  \)« 
authoriie<l  lo  use  (re<iwurie»  in  this  bund  on  the  condition  that  harmful  Interference 
»ill  not  l)e  caused  to  aervlees  oi>erating  In  accordance  with  the  table  of  frequency 
alloCBtious. 


VOl  On  the  (•onditi«m  tbat  iMnafnl  Interfrrenee  will  not  be  eanacd  to  servioef  op<-: 
atinx  in  accordsu<«  with  tbe  table  of  fnoquearr  allocatloas.  tbe  follo«iiig  clasaes  < 
•<tation.«  miiv  !>«■  uulth>ri7e<l  to  u«e  (Teouenrie>  lu  thl»  I'and  <D  Kjiirrimental  st»tion 
cnfare«l  solely  In  srientlflc  or  technical  radio  enn-rinieuts  not  r.'litled  lo  an  exitflnr  <  r 
propoiied  service  nor  iiit«id«-d  to  develop  a  jH-oiKised  service  or  Hpecili<-  use  of  rsdi- 
(2)  contract  dcvelopiiieiitiil  stations,  and  (3  i-xtx>rt  developmental  st  ilioris. 

N()13  Fre.iiu-nrief  in  ihii  l>and  will  he  scIitIimI  («ir  a!»M!nm«Bt  in  -^iirh  a  manner  thu' 
on  an  engineering  basis,  tbe  lowest  Jretjuenry  in  tlie  t>and  Is  a»m)fm<l  which  will  nc 
cause  harmful  tD««1ereDoe  to  ■tattons  in  tbat  area  already  asiicm-t  rre<{uencie«  ii 
ac<"<)ril;in(v  with  llie  tal'l«-  of  fre<ji»rncy  allocutions. 

NdltJ  Interim  lelevisioo  relay  sUtioos  may  be  authorixed  to  nse  frequencies  In  tin- 
band  on  the  condition  that  harmful  interfiTciioe  will  uot  U' cau#<l  to  slat  urns  operatic 
In  accordance  » 1th  the  luble  of  freijuency  allocations. 

N(;i8  The  radlolm'Htion  servii*  may  be  authorire.l  to  employ  this  Land  (or  radio 
location  puri>oses  on  the  condition  that  harmful  inierferenoe  will  not  be  cauied  to  fb< 
radlonavlcatlon  ter vl«<e. 
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(b)  Stipulation  regarding  frequencies 
below  27.5  Mc.  The  international  table 
of  frequency  allocations  below  27.5  Mc 
In  force  is  stipulated  by  the  provisions 
of  paragraphs  1076  and  1077  of  the  At- 
lantic City.  1947  Radio  Regulations. 

(c)  Explanation  and  instructions  re- 
garding use  of  table.  (1)  Columns  1,  2. 
3  and  4  of  the  table  of  frequency  alloca- 
tions are  those  stipulated  in  the  Atlantic 
City  Radio  Regulations  (1947). 

(2)  In  column  6  the  letter  O  means 
Federal  Government  radio  stations,  1.  e.. 
those  belonging  to  and  operated  by 
the  United  States.  The  symbol  NO 
means  other  than  Federal  Government 
radio  stations,  1.  e.,  those  whose  fre- 
quencies are  assigned  by  the  Commission, 

(3)  Column  10  lists  frequencies  avail- 
able for  assignment  to  stations  which 
conform  to  the  nature  of  service  or  sta- 
tion listed  in  column  11  opposite  the  as- 
signable frequency.  The  assignment 
and  use  of  the  frequencies  listed  in 
column  10  is  limited  to  those  .stations 
which,  by  definition,  are  Included  in  the 
services  and  classes  of  stations  (columns 
8  or  9)  to  which  the  frequency  band 
(column  7)  is  allocated. 

(4)  In  column  11  "Services"  are  In 
large  block  print  and  "Stations"  In  small 
print. 

(5)  The  following  symbols  are  used  to 
designate  footnotes  in  the  table  of  fre- 
qency  allocations: 

(1)  Any  footnote  consisting  only  of 
digits.  6.  g.,  (170),  denotes  a  paragraph 
in  the  Atlantic  City  (1947)  Radio  Reg- 
ulations. 

(U)  Any  footnote  consisting  of  the 
letters  US  followed  by  one  or  more  digits, 
e.  g.,  USl.  denotes  a  stipulation  the  ap- 
plication of  which  is  not  limited  to  non- 
government stations. 

(HI)  Any  footnote  consisting  of  the 
letters  NG  followed  by  one  or  more  digits, 
e.  g.,  NGl.  is  a  stipulation  applicable  to 
the  use  of  a  band  allcx^ated  exclusively 
for  non-government  stations. 

StTBPART   C — KMISSIONS 

S  2.201  Emission,  modulation  and 
transmission  characteristics.  The  fol- 
lowing system  of  designating  emission, 
modulations  and  transmission  char- 
acteristics shall  be  employed. 

(a)  The  emission  characters  used  in 
connection  with  frequency  assignments 
express : 

(1)  Nece^ary  bandwidth. 

(2)  Type  of  modulation  or  emission. 

(3)  Type  of  transmission. 

( 4 )  Supplementary  characteristics  au- 
thorized. 

(b)  Types  of  modulation  and  emission 
are  symbolized  according  to  the  follow- 
ing letters:  ^ 


FEDERAL  REGISTER 

(1)  Amplitude    modulation. A 

(2)  Frequency  (or  phase)  modulation..      P 

(3)  Pulsed  emission p 

(c)  Types  of  transmission  are  sym- 
bolized according  to  the  following  num- 
bers: 

(1)  Absence  of  any  modulation  in- 
tended to  carry  Information o 

(2)  Telegraptiy  without  the  use  of  mod- 
ulating audio  frequency i 

(3)  Telegraphy  by  the  keying  of  a  mod- 
ulating audio  frequency  or  audio  fre- 
quencies or  by  the  keying  of  the 
modulated  emission  (special  case:  an 
unkeyed  modulate*  emission) 2 

(4)  Telephony 3 

(5)  Facsimile 4 
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(6)  Television 5 

(7)  Composite  transmissions  and  cases 
not  covered  by  the  above g 

(d)  Supplementary  characteristics  are 
symbolized  in  accordance  with  the  fol- 
lowing letters: 

(1)  Double  sideband,  full  carrier...  (None) 

(2)  Single  sideband,  reduced  carrier a 

(3)  Two     Independent     sidebands,     re- 
duced   carrier .  b 

(4)  Other  emissions,  reduced  carrier c 

(5)  Pulse,  amplitude  modulated .  d 

(6)  Pulse,  width  modulated • 

(7)  Pulse,   phase    (or  position)    modu- 
lated   ^ t 

(e)  The  Classification  of  emissions  la 
tabulated  below: 


Type  of  mo<lulation 
or  emi.ssiun 

Type  of  transmission 

Supplementary 
characteristics 

Symbol 

1.  Amplitude 

Absence  of  any  modulation.. 

AG 
Al 

Telegraphy  without  the  use  of  modulating 
audio  frMjuency  (on-olT  keying). 

Teleffraphy  by  the  keying  of  a  modulating 
audio  frequency  or  audio  frequencies  or  by 
the  keying  of  the  modulated  emission 
(special  case:  an  unkeyed  modulated  emis- 
sion). 

Telephony 

Aa 

Double  sideband,  full  carrier.. 
Single  sideband,  reduced  car- 
rier. 
Two  Independent  sidebands^ 
roduood  carrier. 

A3 
ASa 

▲3b 

▲4 
AS 

A» 

A«o 

Facsimile 

Tflevision 

Comitosite  transmissions  and  cs«a  liot  oot- 

ered  by  the  alwve. 
Composite  transmLssions 

Reduced  carrier 

2.  FrcqueJicy  (or  phase) 

Absence  of  any  modulation 

TQ 

modulated. 

Telegraphy  without  the  use  of  modulating 
audio  frequency  (frequency  shift  keying). 

Telegraphy  by  the  keying  of  a  modulating 
audio  frequency  or  audio  frequencies  or  by 
the  keying  of  the  mixlulated  emission  (spe- 
cial case:  an  unkeyi-d  emission  modulated 
by  audio  (requenoB). 

Telephony 

Fl 

Fa 

V 

F3 
F4 
Fl 

F9 

Facsimile 

Television 

Comi>osile  transmissions  and  cases  not  cot- 
ere<l  by  the  above. 

S.  Pulsed  omissions 

Absence  of  any  modulation  intended  to  carry 
Information. 

Telegraphy  without  the  usa  of  modulating 
audio  frequency. 

Telegraphy  by  the  keying  of  a  modulating 
audio  frequency  or  atidio  frequencies,  or  by 
the  keying  of  the  modulated  pulse  (special 
case;  an  unkeytd  modulated  pulse). 

Telephony 

PO 

PI 

' 

.\udio  frequency  or  audio  fre- 
quencies modulating  their 
pulse  in  amplitude. 

Audio  frequency  or  audio  fre- 
quencies modulating  the 
w  idth  of  the  pulse. 

Audio  frequency  or  audio  fre- 
quencies modulating  the 
phase  (or  position)  of  the 
pulse. 

Amplitude  modulated  pulse.. 

Width  modulate<l  pulse 

Phase  (or  position)  modu- 
lated pulse. 

pad 
pas 
par 

P3d 
P3e 
P3f 

P» 

Composite  transmissions  and  cases  not  cov- 
ered by  the  above. 

(f )  Type  B  emission.  As  an  exception 
to  the  above  principles,  damped  waves 
are  symbolized  In  the  Commission's  rules 
and  regulations  as  type  B  emission. 


§  2.202  Bandvndths  —  (a)  Necessary 
bandwidths.  The  necessary  bandwidth 
is  the  width  of  the  frequency  band  which 
is  necessary  in  the  over-all  system,  in- 
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Col.l 
Class  of  station 


Coast". 


AiTonautical  • 

K I  led, I  coastal  telephone  tn  Alaska* 

Land  (other  than  aeronautical  and  roast)*.. 

Mobile  telegraph  (other  than  ship  and  air- 
rrnll). 

M»t)ile  telephone  (other  than  ship  and  air- 
craft ) . 

Rliip  telegraph 


Stiip  telephone* 

siiip  lolHRTaph  and  telephone.. 

Slii|<  radar  • 

Ship  radar  and  telexrapb 

Ship  radar  and  telephone 

Airrraft  telenraph 


Aircraft  telephone.. 

Aircraft  teloitraph  and  telephone 

l.ilel>oats,  lifenifis  and  other  survival  craft... 


Broadcasting  •  (standard).... 

Broadcasting  (FM) 

Broadcasting  (FM)  (where  the  last  2  letters 
are  FM). 

Broadcasting  (television) 

Broadcasting  (television)  (where  the  last  2 
U'ttersareTV). 
Do 


Col.  2 
Composition  of  call  sign 


3  letters . .... 

3  letters.  1  digit 

3  letters.  2  digiU 

3  letters,  3  digits 

4  letters,  1  digit 

2  letters,  4  digits 

4  letters 

2  letteh".  4  digits 

Same  as  for  ship  telegraph 

Same  as  ship  telephone 

Same  as  for  shift  telegraph 

Same  as  for  ship  telephone 

5  letters 


Col.  3 

Call  sign  blocks  available 


KAA  thru  KZZ 
WAA  thru  WZZ. 
KAA2  thru  KZZU. 
\VAA2thru  WZZ«. 
KAA2r)  thru  KZZtfrt. 
WAAanthru  WZZiW. 
KAAauOthru  KZZ9M9. 
WAA200  thru  WZZ1W9. 
KAAA2thruKZZZH. 
WAAA2thru  WZZZ«. 
KAaXM)  thru  KZ9W9. 

KAA  A  thruKZZZ 
WAAA  thru  WZZZ 
WA2U(J0thru  WZWW. 


KAAAA  tliru  KYZZZ. 
WAAAA  thru  W  ZZZZ. 


Registration  Number 

•Same  as  for  .\ircraft  telegraph. 

Tall  sign  of  parent  ship  or  Aircraft  plus  2  digits  from  at>  to  W  inclusive. 
Tlie  p;irent  call  sign  must  in  such  cases  i>e  a  S  letter  call,  if  aircraft ,  or 
a  4  letter  call,  if  a  ship.    See  Parts  h  and  «  of  the  rules. 

KAA  A  thru  KZZZ. 


Rtperlmental  (where  the  letter  "X"  fol- 
lows tbe  digits 
Amateur  (letter  X  may  not  follow  digit) 


Do 

Do 

Do 

Standard  frequency. 
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5  letters* 

6letters 

4  letters 

5  letters' 

6  letters 


(2  letters.  1  digit,  3  letters). 
(I  letter.  1  digit,  2  letters).. 
(1  letter.  1  digit,  3  letters).. 


(2  letters,  1  digit,  2  letters). 
(2  letters,  1  digit,  3  letters). 


WAAA  thru  WZZZ 
KAAA  thru  KZZZ.  * 

W.VAA  thru  WZZZ. 
KAA- KM  thru  KZZ-FM. 
W  AA-FM  thru  WZZ-FM. 
KAAA-KM  thru  KZZZ-K.Nf. 
WAAA-FM  thru  VZZZ-FM. 
KAAA  thru  KZZZ. 
WAAA  thru  WZZZ. 
KAA-TV  thru  KZZ-TV. 
WAA-TV  thru  WZZ-TV. 
KAAA-TV  thru  KZZZ-TV. 
W  AAA-TV  thru  WZZZ-TV 
KA2.XAA  thru  KZ9XZZ. 
W  A2XAA  thru  WZtfXZZ. 
KIAA  thru  KBZZ. 
WlAA  thru  WBZZ 
KlAAA  thru  KfJZZZ. 
WlAAA  thru  WBZZZ. 
KAIAA  thru  K7.97.7.. 
WAIAA  thru  \\ZS7.7.. 
KAIAAA  thru  K7S7.7-7.. 
WAIAAA  tliru  WZ^ZZZ. 
W  WV. 


'  Rioept  (or  coastal  telephone  stations  in  the  Territory  of  Alaska.  ' 

•  Assiniment  shall  be  made  acconting  to  the  call  sittn  district  in  which  the  station  Is  located. 

•  S«-«  Part  ^  of  Commission's  rules  for  assignment  of  call  signs  to  ships  documented  by  the  Customs  Bureau  of  the 
Tn-asury  Department  and  provided  with  distinguishii'.g  signals  for  visual  and  aural  signaling. 

'  Any  three  letter  call  sign  now  authorized  for  use  iiy  a  licensee  of  a  standard  broadcast  station  may  continue  to  be 
»v»ilable  to  snch  licensee  for  use  by  the  station  to  which  it  now  is  authorjued. 

•  Available  only  to  licensees  of  Standard  broadcast  .^taiions  already  assigned  a  three-letter  call  sign. 

9  2.303  Table  of  geographic  assignment  of  call  signs.  The  following  geographic 
allocation  of  call  signs  will  be  used  for  all  fixed,  land,  and  radionavigation  land 
stations  except  coast  stations  (other  than  coastal  telephone  stations  in  Alaska.) 


Call  sign  area  Call  sequence  •.* 

Colorado.  Iowa,  Kansaa,  Minnesota.  Missouri.  Nebraska.  North  Dakota,  South    KAA-KBZ 
Dakota.  WAA-WBZ 

Connecticut.  Maine.  Massachusetts,  New  Hampshire.  Rhode  Island,  Vermont.  KCA-KDZ 

WCA-WDZ 
New  Jersey,  New  York KEA-KFZ 

WEA-WFZ 
Delaware.  District  of  Columbia,  Maryland,  Pennsylvania KOA-KHZ 

WOA-WHZ 
Alabama,  Georgia.  Florida,  Kentucky,  North  Carolina.  South  Carolina,  Ten-     KIA  KJZ 
nessee,  Virginia.  WIA-WJZ 

Arkansas,  Louisiana.  Mississippi,  New  Mexico,  (»lahoma,  Texas KKA-KLZ 

WKA-WLZ 
California   _ KMA-KNZ 

WMA-WNZ 
Arizona,  Idaho.  MonUna,  Nevada,  Oregon,  Utah.  Washington,  Wyoming KOA-KPZ  • 

WOA-WPZ 
Michigan,  Ohio.  West  Virginia KQA-KRZ 

W<JA-WRZ 
Illinois,  Indiana,  Wisconsin . KSA-KTZ 

WSA-WTZ 
Pacinc  areas KUA-KVZ 

^'*«'^« - KWA-KZZ 

Atlantic-Caribbean  areas . WWA-WWZ 

'  Broadcasting  station  calls  do  not  follow  the  sequenoe  of  this  table. 
*  The  nrst  two  letters  of  Experimental  Station  calls  will  follow  the  sequence  of  this  table. 
No.  87 8 
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SXrBPART  E — DISTRESS,  DISASTER  AND 
EMERGENCY   COMMUNICATIONS 

§  2.401  Distress  messages.  Each  sta- 
tion licensee  shall  give  absolute  priority 
to  radiocommunications  or  signals  relat- 
ing to  ships  or  aircraft  in  distress;  shall 
cease  all  sending  on  frequencies  which 
will  Interfere  with  hearing  a  radiocom- 
munication  or  signal  of  distress  and  ex- 
cept when  engaged  in  answering  or  aid- 
ing the  ship  or  aircraft  In  distress,  shall 
refrain  from  sending  any  radiocommuni- 
cations or  signals  until  there  is  assurance 
that  no  Interference  will  be  caused  with 
the  radiocommunications  or  signals  re- 
lating thereto;  and  shall  assist  the  ship 
or  aircraft  In  distress,  so  far  as  possible, 
by  complying  with  Its  instructions. 

§  2.402  Control  of  distress  traffic. 
The  control  of  distress  traffic  is  the  re- 
sponsibility of  the  mobile  station  In  dis- 
tress or  of  the  mobile  station  which,  by 
the  application  of  the  provisions  of 
§  2.403,  has  sent  the  distress  call.  These 
stations  may,  however,  delegate  the  con- 
trol of  the  distress  traffic  to  another 
station. 

S  2.403  Retransmission  of  distress 
message.  Any  station  which  becomes 
aware  that  a  mobile  station  is  in  distress 
may  transmit  the  distress  message  in  the 
following  cases: 

(a )  When  the  station  in  distress  Is  not 
Itself  In  a  position  to  transmit  the 
message. 

(b»  In  the  case  of  mobile  stations, 
when  the  master  or  the  person  in  charge 
of  the  ship,  aircraft,  or  other  vehicles 
carrying  the  station  which  Intervenes 
believes  that  further  help  is  necessary. 

(c)  In  the  case  of  other  stations,  when 
directed  to  do  so  by  the  station  In  control 
of  distress  traffic  or  when  it  has  reason 
to  believe  that  a  distress  call  which  it 
has  intercepted  has  not  been  received  by 
any  station  in  a  position  to  render  aid. 

5  2.404  Resumption  of  operation  after 
distress.  No  station  having  been  notified 
to  cease  operation  shall  resume  opera- 
tion on  frequency  or  frequencies  which 
may  cause  Interference  until  notified  by 
the  station  Issuing  the  original  notice 
that  the  station  involved  will  not  Inter- 
fere with  distress  traffic  as  It  Is  then  be- 
ing routed  or  until  the  receipt  of  a  gen- 
eral notice  that  the  need  for  handling 
distress  traffic  no  longer  exists. 

§  2.405  Operation  during  emergency. 
The  licensee  of  any  station,  except 
amateurs,  may.  during  a  period  of  emer- 
gency in  which  the  normal  communica- 
tion facilities  are  disrupted  as  a  result 
of  hurricane,  flood,  earthquake,  or  simi- 
lar disaster,  utilize  such  station  for  emer- 
gency communication  service  In  com- 
municating In  a  manner  other  than  that 
specified  In  the  station  license,  provided 
(a)  that  as  soon  as  po.ssible  after  the  be- 
ginning of  such  emergency  use  notice  be 
sent  to  the  Commission  at  Washington, 
D.  C.  and  to  the  Engineer  in  Charge  of 
the  district  in  which  the  station  Is  lo- 
cated, stating  the  nature  of  the  emer- 
gency and  the  use  to  which  the  station  Is 
being  put,  and  (b)  that  the  emergency 
use  of  the  station  shall  be  discontinued  as 
soon  as  substantially  normal  communi- 
cation facilities  are  again  available  and 
the  Commission  at  Washington.  D.  C, 
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and  the  Engineer  In  Charge  be  notified 
Immediately  when  such  special  xise  of  the 
station  Is  terminated.  The  Commission 
may  at  any  time  order  the  discontinuance 
of  such  service. 

I  2.406  National  defense:  free  serv- 
ice. Any  common  carrier  subject  to  the 
Communications  Act  may  render  to  any 
agency  of  the  United  States  Government 
free  service  in  connection  with  the  prep- 
aration for  the  national  defense.  Every 
such  carrier  rendering  any  such  free 
service  shall  make  and  file.  In  duplicate, 
with  the  Commission,  on  or  before  the 
31st  day  of  July  and  on  or  before  the  31st 
day  of  January  In  each  year,  reports 
covering  the  periods  of  6  months  ending 


RULES  AND  REGULATIONS 

on  the  30th  day  of  June  and  the  31st 
day  of  December,  respectively,  next  prior 
to  said  dates.  These  reports  shall  show 
the  names  of  the  agencies  to  which  free 
service  was  rendered  pursuant  to  t^is 
rule,  the  general  character  of  the  com- 
munications handled  for  each  agency, 
and  the  charges  in  dollars  which  would 
have  accrued  to  the  carrier  for  such  serv- 
ice rendered  to  each  agency  If  charges 
for  all  such  communications  had  been 
collected  at  the  published  tariff  rates. 

5  2.407  National  defense-emergency 
authorization.  The  Federal  Communi- 
cations Commission  may  authorize  the 
licensee  of  any  radio  station  during  a 
period  of  national  emergency  to  operate 


Its  facilities  upon  such  frequencies,  with 
such  power  and  points  of  communication, 
and  in  such  a  manner  beyond  that  spcpi- 
fled  in  the  station  license  as  may  be  re- 
quested by  the  Army,  Navy,  or  Air  Force. 

APPENDIX  A — LAWS.  TMCATITS,  CONVENTIONS, 
BKCDLATIONS,  AKRAJtCEMEirtB  A*fS  A^tXZM EHTB 
REUkTTNG  TO  BAOIO  IM  FOSCE 

1.  For  Informational  purpoEee  the  applica- 
ble Federal  laws.  International  treaties,  con- 
ventions, regxilattont,  •rrangements  and 
agreements  In  force  relating  to  radio  and  to 
which  the  United  States  la  a  party  as  of 
Norember  1.  1948  are  listed  below. 

Unless  otherwise  indicated,  copies  at  these 
document*  may  be  obtained  from  the  Gov- 
emment  Printing  Office,  Wasbtngton  25.  D.  C. 


Date 


IMO 

in»-in« 

1K9 


aCfWM 


Title 


T.  8.734-A_. 


T.  8.  767-A. 


T.  B.777-A 


IV20 

T.  8.810 

lUO 

T.s.sa 

lt32 

T.  B.M7 

1*34 

lflS4 

B.  A.  8.  tt 

1«34  I 
1S34 

1«7 


1037 
IttT 

1038 
1038 

loss 
ioa> 

1830 


E.  A.  8.  M.. 
K.  A.  8.72.. 

E.  A.B.  100. 


T.  8.0*2 

T.  8.038 

T.  8.048 

B.  A.  8. 142.. 

T.  8.  049 

E.  A.  8.130.. 
B.  A.  f.  141.. 


Date 


Bhip  Act  of  1910  as  amended  July  23, 1912.  rTbocr  pro- 
viitiony  rrlalmr  to  rrqoired  radio  comnionicatiuu  for 
ships  naviratitif  the  (}reat  Lakes. 1 

A  rranpfiuejiU  between  the  I'.S.Oreat  Britain,  Canada, 
and  Newfoundland  effected  by  exchwjfe  of  notes 
BepteiBber  snd  October  1»25.  providu*  for  the  prereo- 
Uuo  ol  interference  by  ships  ofl  the  roast  ut  the**  oonn- 
trie."!  with  railio  broancastinft. 

Arranitenient  e ftecfed  by  exchanf*  of  note*  between  the 
V.  6.  and  Doiuinion  of  Panada  ttoverniha  radio  c«u- 
mimications  between  private  ex|>erimental  M^lioDS. 
Siinwd  Oct.  2,  1W»,  Dee.  29.  192»,  and  Jan.  12.  192». 

Arranfeuncnt  »*tween  the  I'.  P  A..  Canada,  Cuba,  and 
Newfoundland  relatinr  to  as«i(jninent  of  hinh  frujuen- 
des  on  the  North  American  continent  effected  by 
exchange  of  notes  signed  at  Ottawa  Feb.  M  and  28. 
1929.  (Ctibawavd  to  be  apart  y  by  virtue  of  notice  to 
Canadian  Oo^emment  of  Oct.  \  1932,  efTertive  Oct.  6, 
1033.  Arrangement  still  in  force  with  respeet  to  L".  8. 
A.,  Canada,  ard  Newfoundland. 1 

Safety  of  Life  at  Pea  Convention  with  regulation?  between 
the  Cnitetl  State*  of  America  and  other  power*,  .sifued 
St  TK>ndon  Mav  31.  1929. 

Aniendmejit  U)  Reg.  XIX  of  Annex  I  to  the  Safety  of  Life 
at  K«s  Convention.  I>ec.  31 .  193U. 

International  Telecotaniunications  Convention,  signed 
at  Madrid.  1932.  Note:  This  convention  will  be 
superseded  bv  the  Atlantic  City  Convention  which  is 
effective  Jan.  1,  1949. 

Communications  Act  of  1934.  as  aihended 

Radio  comaiunications  belweeu  private  Mperimmtal 
stations  and  bet  ween  "amateur  stations.  Arraneetnent 
between  the  V.  S.  A.  and  the  Dominion  of  Canada 
(continnine  arranfement  effected  by  eichanae  of  notes 
•itne'l  Oct.  ?.  1928.  Dec.  29.  192S,  an<1  Jan  12.  1'..29) 
effected  bv  exchange  of  notes  signed  Apr.  23  and  May 
J  and  4,  1934.    Effective  May  4,  1«.'<4. 

Radio  communications  between  amateur  stations  on 
behalf  of  third  parties.  Arranirenient  betwccu  the 
IT.  8.  A.  and  Peru.    Effective  May  23.  1934. 

Radio  communications  twtweeii  amateur  stations  on 
behalf  of  third  parties.  Arrangement  heiwe«n  the 
V.  8.  A.  and  Chile.  Effected  by  exchanfe  of  notes 
slgneil  Aug.  2  and  17, 1934. 

Exchange  of  information  conceminir  Issuance  of  radio 
licenses.  Agreement  between  the  C.  S.  A.  and  Canada. 
Effected  bv  exchange  of  notes  signed  Mar.  2  and  10, 
Aug.  17.  Sept.  «  and  2t),  Oct.  9.  1937.  This  srreeinent  [ 
was  largely  sui)erseded  bv  the  notification  pro<'edure 
e«Ublishe<l  in  the  N AR BA  (TS  777- A .  T8  WC,  E  AS  227, 
and  TIAS  IS-V?;  and  under  the  Infer-Ameriean  Kadio 
Communications  Convention  (TS  93M. 

North  American  Regional  Broadcasting  Agreement 
between  the  V.  S.  A..  Canada.  Cuba,  Du<ninican 
Republic,  Haiti,  and  Mexico.  8igt)e<l  at  Habana. 
D.c.  13.  1937.  Note:  See  E.  A.  227  and  TIAS  li53 
which  supplement  this  agreement. 

Inter-American  Radio  Communications  Convention 
between  the  I'.  S.  A.  and  other  |x)wers.  Signed  at 
Havana  Dec.  13.  1^.  (First  inter-American  confer- 
ence.* Still  in  force  until  superse<led  by  the  Rio  Con- 
vention (signed  in  1945  but  not  yet  ratified)  or  another 
convention  to  l>e  drafted  at  Bogota.  Colombia,  In  1949. 

Oeneral  Radio  Regulations  (Cairo  Revision,  J93)«i  and 
Final  Ra«lio  Protocol  (Cairo  Revision,  19.tt»  annexed  to 
the  Telecommunication  Convention  (Madrid,  1932) 
between  the  V .  8.  A.  snd  other  powers.  Signed  at 
Cairo,  Apr.  8,  1938.  Note:  The<e  will  be  sup<rsc<le<l 
by  the  Radio  Regulations  and  Final  Radio  Protocol  of 
AthinticCitvof  Jan.  1,1949. 

Radio  Communications  between  Alaska  and  British 
Culiunbia.  Agreement  between  the  V.  S.  A.  and 
Canada  effected  by  exch.inpe  of  Dote.<!,  June.  July, 
August,  September,  October,  Norember,  December, 
1938. 

Regional  Radio  Convention  between  the  V.  8.  A.  (In 
behalf  of  the  Canal  Zone)  and  other  powers.  Signed 
at  Guatemala  City,  l>ee.  8. 1938. 

Radio  rroaiUasting  Arrangement  between  the  V.  8.  A. 
and  Canads.  Effected  by  exchange  of  notes  .signed 
Oct.  28  and  Dec.  10. 1938. 

Use  of  Radio  for  CItU  Aeronautical  Services  Arrangement 
between  the  U.  B.  A.  and  Canada.  Effective  Feb.  20, 
1039. 


1040 

1940 
1941 
1044 

104S 
104fi 

104< 
1947 

1047 

1047 


Series 


E.  A.S.2». 


E.  A.B.  106. 


E.  A.  8.227. 


E.  A  8.400... 


TIAS  1518. 


TIAP  I.V58.... 


1047 


1047 


TlASISr... 
T1A8  172«.-. 

TIAS  1870... 


Title 


TIAS  1652. 


TIAS  1878. 


Inter-.\merlcan  Radlocommunlcatlons  Arreement  1* 
tween  the  V.  8.  A.  and  otktr  Anerican  Republics 
fSecond  Inter-American  Conference)  jigned  at  San- 
tiago. Chile.  Jan.  26.  1940. 

Agrcenienl  f)etween  C  S  A  and  Mexico  with  regnrd  to 
braadca<tin«t  etfrcted  by  •■  tmhmwr  of  note*  signed 
AtiP   24  and  2*.  1940.    Effective  Mar.  29.  imi. 

Su(>pl«-iDentar>-  North  American  Rafdaa^l  iiroadesetln; 
Agreeraetit  signed  at  Washlnfton,  Jan.  30.  1941.  (See 
T.  8.  •82  and  TIAS  l.\53.^ 

Agreement  with  (\inaila  Regarding  Construction  an  ! 
Operation  of  RaiUo  Brsadrastlny  8tati»iis  in  N'ortli- 
western  Canada.  F-flected  by  exchangr  «t  notf-i 
iicned  at  Ottaw<t,  Nov.  Sand  25, 1943. and  Jan.  17,1944 
This  asreement  is  to  "erase  with  the  leriiunntion  of  the 
war." 

Inter-.Kmerican  Telecommunications  CenTention  be- 
tween the  r.  B.  A.  sad  atkar  p*«ers  (Third  loUr- 
American  Conference  )  Signed  at  Rin  de  Jatieir  ■ 
8ei»t.  27.  1945.  Not  yet  raUfied  by  the  I'nited  6tiitH< 
(not  available  at  the  Oovemnient  Pnnting  Office '. 

Teiecomoiunications  SKreerueut  between  Ltu-  Ooverr^- 
ment  of  the  r.  8.  A.  and  certain  governments  of  tlie 
Britisb  Commonwealth,  and  protocol  betwrev  t)  c 
flovemment  of  the  V.  8.  A.  and  the  ("lovemment  o' 
the  I'nited  Kingdom  of  Great  Brltatn  and  Nartbem 
Ireland.    8lgiie<l  at  Bermuda,  Dec  4,  194.'>. 

North  American  Rejinnal  Broadraning  Interim  Aprc- 
ment  between  the  U.  S.  A.  sitd  Other  Oorernmen'^ 
(Modus  Vivendi).  Signed  at  Washiofton.  February 
25.  1946.    Note:  See  T.  S   082  and  E.  A.  227. 

Agreement  between  V.  8  A  and  I'.  6.  6.  R  on  organ'- 
tation  of  Commercial  Radio  Teletype  CommunHcati'  •, 
Chaiuiels.    Signed  at  Moscow  ,  May  24.  1946 

Agreement  j>roviding  for  frequancy  modulation  bms'l- 
casting  In  channels  in  the  r.  f.  band  88  I'm  Mc.  F'- 
fecte<l  by  exchange  of  notes  signad  at  Washingti'i, 
January  8  and  Oct.  IS,  1047. 

Interim  Arranreraent  l>etween  the  l'.  8.  A.  and  Canal* 
with  re.spect  to  Mottiie  Radio  Traosmittuig  Stations. 
Effected  bv  exchange  of  notes  signed  at  Wa.«hingtii'i, 
June  2.'.  and  Aug.  20,  1947. 

international  Telecommunication  and  Radio  Cm',- 
ferences  of  Atlantic  City.  Signed  at  Atlantic  Cftv, 
Oct.  2.  1947.  Convention  will  come  into  fori-c  Jan.  1, 
1949,  leplactnc  the  Madrid  Canvention  onos.  T. ,«. 
767.  The  Ra<lio  Regulations  (replacing  the  Raii^ 
Regulations  of  Cairo,  T.  S.  948>  will  come  into  fftr.v 
on  Jan.  1,  1949,  eseept  tor  the  Uble  ci  allocation  of 
fre<iuencies  covering  bands  below  27. .vm  kc  and  ceri:i;n 
specifled  articles- see  Art.  47— which  shall  come  ii:m 
fiir(v  uiion  the  effective  date  of  a  new  enrineered  Inter- 
national Frequency  List,  as  determined  by  a  spe<i:il 
Admini'lrative  Radio  Conference.  The  enginein-l 
list  is  to  be  drafteil  by  the  I'rovisional  F'rcuueiuy 
Board,  an  tntemetiooal  body  which  was  specially  con- 
stituted for  this  |>iir|H)^e.  However,  all  or  any  porlinn 
of  the  band  l.'i(»-2K,Vi  kc.  which  Ls  not  subject  to  cmi- 
sideration  by  the  PFB  may  ooRie  into  force  in  Region 
2  on  or  after  Jan.  1,  1949.  In  scoordanoe  with  speci.il 
arrangements  agree<l  upon  by  the  Interested  countm  > 
of  that  recioa.  fin  the  process  of  being  printed  aii<l 
will  probably  be  available  from  the  Oovernnitnt 
Printing  Office  about  Jan.  1,  1949.) 

Telccomniunicution  Standardiiation  of  Distance  Meas- 
uring E(|iiii>inent  Agreement  between  the  V ■  ?■  A. 
and  the  I'nited  Kingdom  of  Greit  Britain  and  North- 
ern Ireland.    Signe<l  st  Wastainelon,  Oct.  13, 1047. 

Agreement  betwreen  the  Tnited  Stales  of  America  nnl 
the  Vnite<l  Nations  relative  to  headquarters  of  th'" 
r .  V.  Signed  at  Lake  Success  June  26,  1947.  brought 
into  force  Not.  71. 1947,  by  an  exchange  of  notes  bet  wren 
the  I'nited  States  Representative  to  the  I'nit'-il  Na- 
tions ancl  the  Secretary-*  iencral  ol  the  United  Natioii.s. 
(The  provisions  oi  thi»  aereement  were  also  made 
Public  Law  357  ol  the  80th  Cong,  approved  Aug.  4, 
1947.) 

Agreement  betwi«n  the  United  States  and  Canads 
regirding  eneineering  interference  determination 
standard"  appllcabie  to  the  standarl  firoadca-st  band 
54t)  to  mx)  kilocycles,  effected  by  exchange  of  notes 
dated  Dec.  24,  1947,  and  Apr.  1.  1948.  Effective  Apr. 
1.  1048.  (Not  yet  available  frooi  the  Oavemment 
Printing  Office.) 


Friday,  May  6,  1949 

a.  In  addition,  the  U.  S.  Is  bound  by  cer- 
tain  other  treaties  and  agreements  which  are 
generally  considered  as  superseded  because 
certain  of  the  contracting  countries  other 
than  the  U.  S.,  did  not  become  a  party  to 
subsequent  treaties  and  agreements.  The 
U.  8.  Is,  In  such  Instances,  bound  to  the 
original  document  with  respect  to  our  rela- 
tions with  those  particular  countries.  These 
Include  the  following: 


Date 


1012 


1927 


1832 


1937 


Scries 


T.  8.  581 

T.  8.  767 

T.  8.  867 

E.  A.  8.  200.... 


Title 


Intnmational  Radiotelegraph 
Convention,  Final  I'rotocol 
and  Service  Regulation.s, 
signed  at  London,  July  5, 
1912. 

IntematinnsI  Radiotelegraph 
Convention  an4  General 
Roicuiations,  signe<l  at  Wash- 
ington, Not.  25,  1927. 

OenersI  Radio  Uegiilations 
annexed  to  the  International 
Toleoommunications  C'ln- 
vention,  signed  at  Madrid. 
Dec.  9,  1932. 

Inler-Amorican  Arrangement 
ounoeming  reKliooominunica- 
tions  and  annex,  signe^l  at 
Havanv  Dec.  13.  19:i7.  This 
arrangument  was  replaced  by 
Inter- American  Agreement 
concerning  ra<liocomniunica- 
tions  signed  at  Santiago,  Jan. 
26,  1940,  K.  A.  231.  Countries 
which  approved  the  1SI37 
arrangement  but  which  have 
not  yet  a|>|>roved  the  I9H) 
arrangement  are  Dominican 
Republic,  Haiti,  Mcxiw, 
Panama,  and  Peru. 


3.  There  are.  in  addition  to  the  foregoing, 
certain  treaties,  arrangements  or  agreements 
primarily  concerned  with  matters  other  than 
the  use  of  radio  but  which  affect  the  work 
of  the  Federal  Communlcatioiu  Commission 
Insofar  as  they  involvs  communications. 
Among  the  most  Important  of  those  are  the 
following : 


Date 

Series 

Biib)ect 

1914 

1946 
1947 
1948 
1945 

TIAS  1581 

1 ■ 

Intomstlonal    Civil    .\viation 

Agreement,  Chicago. 
ICAO  Regional  Air  Navigation 

Meetings.    Communications 
I    Committee.    Final    Re(»orts. 
ICAO    Commimication    Divi- 

194C 

sion    and     Seooiid    Session, 
Montreal. 
Special  Radio  Technical  Meet- 

lug  (COT),  Montreal. 

[F.    R.    Doc.    4»-d56I:    Piled.    May    5,    1949; 
8:50  a.  m.J 
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Part  6 — Pubuc  Radiocommttnication 
Services  (Other  Than  Maritime 
Mobile  ) 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  27th  day  of  April 
1949  (P.  R.  Doc.  49-3515,  supra),  U  6.101 
through  6.602,  Etomestic  PuBlic  Land 
Mobile  Services,  set  forth  below  In  com- 
plete recapitulation  of  Part  6  of  the 
Commission's  rules  and  regulations,  are 
adopted,  effective  July  1,  1949,  and 
the  proceedings  In  Docket  No.  9046  are 
terminated.  The  title  of  Part  6  is  herein 
amended  to  read  "Rules  Governing  Pub- 
lic Radiocommunication  Services  (Other 
Than  Maritime  MobUe)". 


Sec. 

6.1 

6.2 

6.3 

6.4 

6.5 

6.8 

6.7 

6.8 

6.9 

6.10 

6.11 

6.12 

6.13 


6.21 
6.22 
6.23 


6  24 

625 
6.26 
627 
6.28 
6.29 
6.30 
6.31 
6.32 
6.33 

6  34 
635 
636 
637 
6.38 

6.39 

6.40 

641 
6.42 

6  43 
6.44 
6.45 
646 
6.47 
6.48 
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Definitions 

Fixed  public  service. 

Fixed  public  press  service. 

Agriculture  service. 

Fixed  station. 

Point-to-point  telegraph  station. 

Point-to-point  telephone  station. 

Point  of  communication. 

Authorized  service. 

Radiotelegraph. 

Radiotelephone. 

Use  of  A-3  emission  by  radiotelegraph 

stations. 
Use  of  A-0,  A-1,  or  A-2  emission  by 

radiotelephone  stations. 
Radio  station. 

In  General 

Facsimile. 

Band  width,  multiple  channel. 

Use  of  frequencies  for  radiotelegraph 
communication  within  the  continen- 
tal United  States  . 

Correspondents  and  points  of  com- 
munication. 

Points  of  communication,  limitations. 

Use  of  transmitters. 

Experimental  research. 

Special  temporary  authorization. 

License  period  and  expiration  time. 

Tolerances. 

Period  of  construction. 

Bquipment  and  service  tests. 

Transmissions  during  international 
silent  period. 

Frequency  measurement. 

Compliance   with   tariff  requirements. 

Posting  of  license. 

Call  letters,  transmission  of. 

Experimental  points  of  communication 
limitations. 

Inspection  of  antenna  tower  lights  and 
associated  control  equipment. 

Changes  In  height  or  location  of  an- 
tenna. 

Quarterly  report. 

License,  slmultaneotis  modification  and 
renewal. 

Maintenance  tests  of  licensed  Btations. 

Station  inspection. 

Operator  license,  posting  of. 

Operators,  place  of  duty. 

Retention  of  radio  station  logs. 

Discontinuance  of  operation. 


Additional  Provisions;  Fixed  Public  and 
Fixed  Public  Press  Services 

6.51  Addressed  program  material. 

6.52  Mobile    stations,    transmission   simul- 

taneously to. 

6.53  Addressed  press  service. 

DOMESTIC     PUBLIC     LAND     MOBILX    SERVICES 

Definitions 

6.101  Domestic   public   land   mobile   radio 

service. 

6.102  Telecommunication. 

6.103  Radiocommunication. 

6.104  General  communication. 

6.105  Dispatch  communication. 

6.106  Signalling  communication. 

6.107  Mobile  f£M:simlle  service. 

6.108  Mobile  service. 

6.109  Land  mobile  service. 

6.110  Fixed  public  control  service. 

6.111  Radio  station. 

6.112  Mobile  station. 

6.113  Land  mobile  station. 

6.114  Land  station. 

6.115  Base  station. 

6.116  Auxiliary  test  •tation. 

6.117  E>omestic  control  station. 

6.118  Radio  system. 
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Domestic  Public  Land  Mobile  Radio  Service 

Sec. 

6.201  Eligibility. 

6.202  General    restrictions;     eligibility    for 

station  license. 

6.203  General     restrictions;     transfer     and 

assignment  of  station  authorization. 

6.204  Permissible  communications. 

6.205  Points  of  communication. 

Appltcaflons  and  Licenses 

6.301  Station    authorization   required. 

6.302  Procedure  for  obtaining  a  radio  station 

license. 

6.303  Applications  to  t>e  on  prescribed  forms. 

6.304  Full  disclostire. 

6.303     Subscription      and      verification      of 
applications. 

6.306  Place  of  filing  and  number  of  copies. 

6.307  Application  for  construction  permits 

for  stations  at  fixed  locations. 

6.308  Applications  for  construction  perDilts 

for  mobile  stations. 

6.309  Applications      for      modification      of 

construction  permits. 

6.310  Period  of  construction. 

6.311  Application  for  extension  of  explra* 

tion  date  of  construction  permit. 
6.313    To  make  changes  In  stations  in  tb« 
dooi^estlc  public  land  mobUe  radio 
services. 

6.313  Removal   of  transmitting   apparattis. 

6.314  Application  for  station  license. 

6.315  Renewal  of  station  license. 

6.316  Application   for   modification  of  sta- 

tion licanse. 

6.317  License  period. 

6.318  Developmental  authorizations. 

6.319  Antenna    structures,     supplementary 

information,  when  required. 

6.320  Application    for    consent    to    assign- 

ment, or  transfer  of  control  of  radio 
station  construction  permit  or 
license. 

6.321  Amendments    and    dismissals   of    ap« 

plications. 

6.322  Form  of  amendments. 

6.323  Amendments  requested. 

6.324  Defective  applications. 

6.325  Failure  to  prosecute  applications. 

6.326  Partial  grants. 

6.327  Inconsistent    or   conflicting    applies* 

tloiu. 

Technical  Standards 

6.401  Allocation  of  frequencies. 

6402  Emission  limitations. 

6  403  Types  of  emission. 

6.404  Modulation  requirements. 

6.405  Frequency  stability. 

6.406  Power  and  antenna  height. 

6.407  Transmitter  control  requirements. 
6408  Transmitter  measurements. 

6.409  Assignment  of  frequencies. 

6.410  Changes  in  equipment. 

6.411  Changes  in  antenna. 

Operating  Regulations 

6.501  Operator  requirements. 

6.502  Posting  of  operator  license. 

6.503  Transmitter   Identification    card    and 

posting  of  station  license. 

6.504  Inspection  of  stations. 

6.505  Inspection  of  tower  lights  and  asso- 

ciated control  equipment. 

6.506  Answers  to  notices  of  violations. 

6.507  Content  of  station  records. 

6.508  Form  of  statlcin  records. 

6.509  Station  records,  by  whom  kept. 

6.510  Correction  of  station  records. 

6.511  Retention  period  of  station  records. 

6.512  Operation  during  an  emergency. 

6.513  Suspension  of  transmissions  required. 

6.514  Installation  of  mobile  units  in  private 

vehicles. 
6.615    Authorization  for  tests  not  to  be  con- 
strued as  license. 


T8-Treat>  .series. 


EAS— Executive  agreement  series. 


TIAS"Treatles  and  other  international  act  '^cries. 


•'>.V>iliW 
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8ee. 

6^16    Bqulpment.  service  and  malntenanc« 

tests. 
6.517     Station  ideatl&catlon. 

Miscellaneous 

6.601  Tariffs,  report*,  and  other  material  re- 

quired to  be  submitted  to  the  C!om- 
mlsslon. 

6.602  Discontinuance,  reduction,  or  Impair- 

ment of  senrlce. 

Authouty:  116.1  to  6.602  Issued  under 
•ec.  303,  48  Stat.  1082,  1083:  47  U.  8.  C.  303. 
Interprets  or  applies  sec.  301.  48  Stat.  1081; 
47  U.  8.  C.  301. 

FIXED    PUBUC    SERVICES 

Definitions 

5  6.1  Fixed  public  service.  The  term 
"fixed  public  service"  means  a  radiocom- 
munlcation  service  carried  on  between 
fixed  stations  open  to  public  correspond- 
ence. 

§  6.2  Fixed  public  press  service.'  The 
term  "fixed  public  press  service"  means 
a  limited  radiocommunication  service 
carried  on  between  point-to-point  tele- 
graph stations,  consisting  of  transmis- 
sions by  fixed  sUtlons  open  to  limited 
public  correspondence,  of  news  items,  or 
other  material  related  to  or  intended  for 
publication  by  press  agencies,  newspa- 
pers, or  for  public  dissemination.  In  ad- 
dition, these  transmissions  may  be  di- 
rected to  one  or  more  fixed  points  specifi- 
cally named  in  a  station  license,  or  to 
unnamed  points  in  accordance  with  the 
provisions  of  S  6.53. 

§  6.3  Agriculture  service.  The  term 
"agriculture  service"  means  a  limited  ra- 
diocommunication service  carried  on  be- 
tween point-to-point  telegraph  stations 
for  the  transmission  of  agricultural  mar- 
ket information. 

§  6  4  Fixed  station.  The  term  "fixed 
station"  in  the  fixed  public  or  fixed  public 
press  service  includes  all  apparatus  used 
In  rendering  the  authorized  service  at  a 
particular  location  under  a  single  instru- 
ment of  authorization. 

5  6.5  Point-to-point  telegraph  sta- 
tion The  term  "point-to-point  tele- 
graph station"  means  a  fixed  station 
authorized  for  radiotelegraph  communi- 
cation. 

§  6.6  Point-to-point  telephone  sta- 
tion. The  term  "point-to-point  tele- 
phone station"  means  a  fixed  station 
authorized  for  radiotelephone  communi- 
cation. 

i  6.7  Point  of  communication.  The 
term  "point  of  communication"  means  a 
specific  location  designated  in  the  license 
to  which  a  station  is  authorized  to  com- 
municate for  the  transmission  of  public 
correspondence. 

§  6.8  Authorized  service.  The  term 
"authorized  service"  of  a  polnt-to-point 


>  This  rule  Is  not  intended  as  a  definition  of 
any  press  classincatlon.  Correspondence  ad- 
mis.<!ible  under  any  press  classification  Is  de- 
termined by  the  tariffs  of  the  various  com- 
mon carriers  on  file  with  the  Commission. 


.    RULES  AND  REGULATIONS 

radiotelegraph  or  radiotelephone  station 
means  the  transmission  of  public  corre- 
spondence to  a  point  of  communication 
as  defined  in  §  6.7  subject  to  such  special 
provisions  as  may  be  contained  in  the 
license  of  the  station  or  In  accordance 
with  5  6.53. 

§  6.9  Radiotelegraph.  The  term 
"radiotelegraph"  as  hereinafter  used 
shall  be  construed  to  Include  types  A-0, 
A-1.  A-2,  and  A-4  emission. 

§  6.10  Radiotelephone.  The  term 
"radiotelephone"  as  hereinafter  used 
shall  be  construed  to  include  type  A-3 
emission  only. 

5  6.11  Use  of  A-3  emission  by  radio- 
telegraph stations.  The  licensee  of  a 
point-to-point  radiotelegraph  station 
may  be  authorized  to  use  type  A-3  emis- 
sion for  the  following  purposes : 

(a)  Transmission  of  addressed  pro- 
gram material  as  set  forth  in  5  6.51. 

<b)  Controlling  the  transmission  and 
reception  of  addressed  program 
material. 

(c)  Controlling  the  transmission  and 
reception  of  facsimile  material. 

§  6  12  Use  of  A-0.  A-1.  or  A-2  emis- 
sion by  radiotelephone  stations.  The 
licensee  of  a  point-to-point  radiot«le- 
phone  station  may  be  authorized  to  use 
type  A-0,  A-1.  or  A-2  emission  for  test 
purposes  or  for  the  exchange  of  service 
messages. 

8  6.13  Radio  station.  "Radio  station" 
or  "station"  means  a  station  equipped 
to  engage  in  radio  communication  or 
radio  transmission  of  energy.  A  station 
Includes  all  apparatus  used  at  a  particu- 
lar location  for  one  class  of  service. 
Radio  stations  are  classified  according 
to  the  nature  of  the  service  they  furnish 
and  in  each  service  there  may  be  several 
classes  of  radio  stations. 
In  General 

§  6.21  Facsimile.  The  licensee  of  a 
point-to-point  radiotelephone  or  radio- 
telegraph station  may  be  authorized  to 
use  type  A-4  emission  for  the  transmis- 
sion of  facsimile  service  to  a  point  of 
communication  specifically  designated 
in  a  license.  Each  such  Instrument  of 
authorization  shall  specify  the  max- 
imum communication  band  width  au- 
thorized and  the  provisions  of  §§2.201 
and  2.202  of  this  chapter  shall  apply. 

§  6.22  Band  width,  multiple  channel. 
The  licensee  of  a  point-to-point  radio- 
telegraph or  radiotelephone  station  may 
be  authorized  to  use  a  band  width  In 
excess  of  that  authorized  for  a  particu- 
lar type  of  emission  by  S  2.72  of  this 
chapter. 

§  6.23  Use  of  frequencies  for  radio- 
telegraph communication  within  the 
continental  United  States.  Licensees  of 
point-to-point  radiotelegraph  stations 
may  use  any  frequency  authorized  In  a 
station  license  for  communication  be- 
tween designated  points  within  the  con- 
tinental United  States  upon  the  express 
condition  that  the  use  of  any  frequency 


above  5000  kilocycles  shall  be  subject  to 
the  limitation  that  no  interference  shall 
be  caused  to  international  service;  and 
In  the  event  such  Interference  is  caused, 
the  licensee  shall  immediately  discon- 
tinue the  use  of  the  frequency  or  fre- 
quencies producing  such  Interference 
and  operation  thereon  may  be  conducted 
only  at  times  when  such  Interference  will 
not  be  caused. 

§  6.24  Correspondents  and  points  of 
communication.  Each  Instrument  of  au- 
thorization issued  for  fixed  public  or  fixed 
public  press  service  shall  authorize  com- 
munication to  the  points  of  communica- 
tion and  to  the  organizations,  agencies, 
or  persons  specified  therein  only,  except 
as  provided  by  §  6.53 :  Provided,  however, 
That  in  the  event  of  a  change  in  an 
organization,  agency,  or  person  specified 
or  a  change  In  the  effective  control  of 
such  organization,  agency,  or  person,  the 
licensee  shall  Immediately  notify  the 
Commission  of  such  change  and  shall  file 
an  application  for  modification  of  the 
Instrument  of  authorization;  And  pro- 
vided further.  That  where  such  change  is 
occasioned  by  reason  of  circumstances 
beyond  the  control  of  the  licensee,  com- 
munication under  the  then  outstanding 
Instrument  of  authorization  shall  be  per- 
mitted to  continue  pending  con.sideration 
of  and  action  upon  the  application  for 
modification  of  the  instrument  of  author- 
ization. 

§  6.25  Points  of  communication,  limi- 
tations. No  point  of  communication 
will  be  regularly  authorized  In  any  in- 
strument of  authorization  for  fixed  pub- 
lic or  fixed  public  press  service  in  absence 
of  an  adequate  showing  that  public  cor- 
respondence may  be  transmitted  and 
received  from  such  points,  except  as  pro- 
vided m  5  6.53. 

S  6.26  Use  of  transmitters.  The  li- 
censee of  a  point-to-point  radiotelegraph 
or  radiotelephone  station  may  use  any 
transmitter  of  the  station  for  transmis- 
sion upon  any  frequency  jissigned  to  the 
station  for  communication  with  any 
point  of  communication  authorized  by 
the  station  license:  Provided,  however. 
That  the  maximum  power  authorized  for 
the  specific  frequency  as  shown  In  the 
license  is  not  exceeded. 

§  6.27  Experimental  research.  The 
licensee  of  a  station  may  be  authorized  to 
use  a  transmitter  which  is  licensed  for 
fixed  public  or  fixed  public  press  service 
for  experimental  research  In  accordance 
with  the  rules  and  regulations  governing 
the  experimental  service  upon  the  condi- 
tion that  no  Interference  will  be  caused 
to  the  public  service.  Class  1  and  Class 
2  experimental  stations  authorized  to 
operate  as  point-to-point  telegraph  or 
telephone  stations  shall  comply  with  the 
rules  governing  fixed  public  radio  services 
In  addition  to  the  rules  and  regulations 
governing  experimental  radio  services. 

S  6.28  Special  temporary  authoriza- 
tion. Requests  for  special  temporary  au- 
thority must  comply  with  the  applicable 
provisions  of  fi  1.324  (a)  of  this  chapter. 
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and  must  be  accompanied  by  a  showing 
that  Interference  will  not  be  caused  to 
the  fixed  public  or  fixed  public  press  serv- 
ice for  which  the  station  is  primarily  li- 
censed; and,  in  addition,  such  requests 
must  be  accompanied  by  the  following: 

(a)  A  statement  of  the  call  letters,  lo- 
cation, and  frequencies  of  the  transmit- 
ting station;  the  call  letters,  location,  and 
frequencies  of  the  receiving  station  ai.J 
the  type  or  types  of  emission  to  be  em- 
ployed by  both  stations. 

(b)  A  statement  as  to  whether  or  not 
the  frequencies  are  to  be  used  for  con- 
tact control  purposes  only. 

(c)  A  statement  of  the  period  ,for 
which  the  temporary  authority  is  de- 
sired. 

(d)  A  statement  describing  the  service 
which  is  to  be  rendered. 

(e)  Where  authority  Is  requested  to 
communicate  with  a  new  foreign  or  over- 
seas point,  a  statement  describing  the 
proposed  contract,  agreement  or  other 
arrangement  to  be  made  with  any  foreign 
administration  or  carrier,  governing  the 
operation  of  the  proposed  circuit,  to- 
gether with  copies  of  any  documents  con- 
stituting such  proposed  contract,  agree- 
ment or  arrangement;  and  where  exten- 
sion Is  requested  of  existing  authority  to 
operate  a  circuit,  a  statement  describing 
any  modification  in  the  contract,  agree- 
ment or  arrangement  governing  the  op- 
eration of  the  circuit,  made  since  the 
filing  of  the  last  preceding  application  for 
the  authority  sought  to  be  extended,  to- 
gether with  copies  of  any  documents  con- 
stituting such  modificaition :  Provided, 
however.  That  If  copies  of  a  proposed 
contract,  agreement,  arrangement  or 
modification  thereof  have  already  been 
filed  under  §  43.55  of  this  chapter,  refer- 
ence to  such  prior  filing  may  be  made  in 
lieu  of  refiling  such  documents  here- 
under, 

S  6.29  License  period  and  expiration 
time.  Licenses  for  stations  operating  in 
the  fixed  public  radiocommunications 
services  will  be  issued  for  a  period  of 
2  years  unless  otherwise  stated  In  the 
Instrument  of  authorization.  The  date 
of  expiration  of  such  licenses  shall  be  the 
1st  day  of  December,  and  each  station 
license  will  be  issued  so  as  to  expire  at 
the  hour  3  a.  m..  eastern  standard  time. 
Unless  otherwise  ordered,  when  an  appli- 
cation for  a  new  station  license  is  granted 
within  three  months  of  the  expiration 
date  for  licenses  of  the  particular  class 
of  station  involved,  the  license  shall  be 
Issued  for  the  unexpired  period  of  the 
current  license  term  and  for  the  full  suc- 
ceeding term.  If  granted  more  than 
three  months  from  the  normal  expiration 
date,  the  license  shall  be  I.ssued  for  the 
unexpired  period  of  the  current  license 
term  only. 

§  6.30  Tolerances.  The  operating  fre- 
quency of  fixed  public  and  fixed  public 
press  stations  shall  be  maintained  within 
a  tolerance  of  plus  or  minus  the  assigned 
frequency  as  follows: 
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S  6.31  Period  of  construction.  Each 
construction  permit  for  a  radio  station 
in  the  fixed  public  service  will  specify 
the  date  of  grant  as  the  earliest  date  of 
commencement  of  construction  and  a 
maximum  of  eight  months  thereafter  as 
the  time  within  which  construction  shall 
be  completed  and  the  station  ready  for 
operation,  unless  otherwi.se  determined 
by  the  Commission  upon  proper  showing 
in  any  particular  case. 

§  6.32  Equipment  and  service  tests. 
(a)  Upon  completion  of  construction  of 
a  radio  station  in  exact  accordance  with 
the  terms  of  the  construction  permit, 
the  technical  provisions  of  the  applica- 
tion therefor  and  the  other  applicable 
provisions  of  this  part  and  pri'br  to  filing 
of  application  for  license,  the  permittee 
is  authorized  to  test  the  equipment  for  a 
period  not  to  exceed  10  days:  Provided, 
That: 

( 1 )  The  engineer  in  charge  of  the  dis- 
trict in  which  the  station  is  located  is 
notified  2  days  in  advance  of  the  begin- 
ning of  tests. 

(2)  The  Commission  may  notify  the 
permittee  to  conduct  no  tests  or  may 
cancel,  suspend,  or  change  the  date  of 
beginning  for  the  period  of  such  tests 
as  and  when  such  action  may  appear  to 
be  in  the  public  interest,  convenience, 
and  necessity. 

(b)  Whai  construction  and  equip- 
ment tests  are  completed  in  exact  ac- 
cordance with  the  terms  of  the  construc- 
tion permit,  the  technical  provisions  of 
the  application  therefor,  and  the  other 
applicable  provisions  of  this  part,  and 
after  an  application  for  station  license 
has  been  filed  with  the  Commission 
showing  the  transmitter  to  be  in  satis- 
factory operating  condition,  the  per- 
mittee Is  authorized  to  conduct  service 
tests  in  exact  accordance  with  the  terms 
of  the  construction  permit  for  a  period 
not  to  exceed  30  days:  Provided,  That: 

(1)  The  engineer  In  charge  of  the  dis- 
trict In  which  the  station  Is  located  is 
notified  2  days  in  advance  of  the  begin- 
ning of  the  tests. 

(2)  The  Commission  reserves  the  right 
to  cancel  such  tests  or  suspend,  or  change 
the  date  of  beginning  for  the  period  of 
such  tests  as  and  when  such  action  may 
appear  to  be  In  the  public  Interest,  con- 
venience, and  necessity  by  notifying  the 
permittee. 
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(3^  Service  tests  will  not  be  author- 
ized after  the  expiration  date  of  the  con- 
struction permit. 

(c)  The  authorization  for  tests  em- 
bodied in  paragraphs  <a)  and  tb)  of 
this  section  shall  not  be  construed  as 
constituting  a  license  to  operate  but  as  a 
necessary  part  of  the  construction. 

§  6.33  Transmissions  during  interna- 
tional silent  period.  During  the  interna- 
tional silent  period  prescribed  for  sta- 
tions in  the  maritime  mobile  service, 
fixed  public  and  fixed  public  press  sta- 
tions may  transmit  communications, 
other  than  distress  or  urgent  safety  mes- 
sages, to  maritime  mobile  stations  re- 
quired by  treaty  or  statute  to  maintain 
a  watch  on  the  international  distress 
frequency  only  if  the  licensee  of  such 
fixed  station  has  made  a  satisfactory 
showing  to  the  Commission  that  the  con- 
tinuation of  such  communications 
through  the  international  silent  period 
will  not  Interfere  with  the  maintenance 
of  the  prescribed  watch  by  such  mari- 
time mobile  stations. 

§  6.34  Frequency  measurement.  Each 
station  shall  provide  for  the  measure- 
ment of  all  frequencies  assigned  thereto 
and  establish  a  procedure  for  checking 
them  regularly.  These  measurements 
shall  be  made  by  means  independent  of 
the  frequency  control  of  the  transmitter 
and  shall  be  of  an  accuracy  sufBcient  to 
detect  deviations  from  the  assigned  fre- 
quency within  one-half  the  allowed  tol- 
erance. 

§  6.35  Compliance  vnth  tariff  require- 
ments. No  licensee  authorized  to  per- 
form common-carrier  service  by  means 
of  radio  communication  shall  engage  in 
such  service  without  compliance  with 
all  statutory  provisions  and  regulations 
of  the  Commission  relative  to  the  filing 
of  tariffs;  and  nothing  contained  in  this 
part  shall  be  deemed  as  a  waiver  or  mod- 
ification of  any  such  statutory  provision 
or  regulation. 

§  6.36  Posting  of  license.  The  license 
of  a  station  shall  be  posted  in  a  conspicu- 
ous place  In  the  main  transmitter  build- 
ing of  the  station  or  kept  in  such  build- 
ing where  it  Is  readily  available  for  In- 
spection purposes. 

§  6.37  Call  letters,  transmission  of. 
Every  point-to-point  telegraph  and  tele- 
phone station  in  the  fixed  public  and 
fixed  public  press  services  shall  transmit 
three  times  in  succession  at  hourly  in- 
tervals during  each  24-hour  period  the 
Identifying  call  letters  of  the  frequency 
or  frequencies  below  50.000  kilocycles  on 
which  transmissions  are  taking  place. 
This  transmission  shall  be  made  within 
the  period  10  minutes  before  and  10  min- 
utes after  the  hour  under  the  following 
conditions: 

(a)  Point-to-point  telegraph  stations. 
(1)  The  transmission  shall  be  made  in 
International  Morse  Code  utilizing  either 
type  A-1  or  type  A-2  emission  at  a  trans- 
mission speed  not  to  exceed  25  words  per 
minute  without  the  use  of  multiplexing, 
tap>e  facsimile,  printer  or  other  similar 
equipment  or  methods  of  operation  dur- 
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Ing  such  period  and  shall  consist  of 
transmitting  the  signal  "QRA  de"  fol- 
lowed by  the  call  letters. 

(2)  Point-to-point  telegraph  stations 
enfiapred  in  a  radiophoto  or  an  addressed 
program  transmission  shall  not  be  re- 
quired to  transmit  Identifying  call  let- 
ters during  the  period  when  such  Iden- 
tification would  interrupt  the  continuity 
of  the  program  or  radiophoto  that  Is 
being  transmitted.  In  any  such  case  the 
identifying  call  letters  shall  be  trans- 
mitted, as  outlined  above,  immediately 
following  the  conclusion  of  the  program 
or  radiophoto. 

(b)  Point-to-point  telephone  stations. 
<1  >  The  transmission  shall  be  made  em- 
ploying either  type  A-1,  A-2,  or  A-3, 
emission:  Provided,  however.  When  util- 
izing type  A-1  or  A-2  emission  the  trans- 
mission shall  be  made  in  International 
Morse  Code  at  a  transmission  speed  not 
to  exceed  25  words  per  minute  and  shall 
consist  of  transmitting  the  signal  "QRA 
de"  followed  by  the  call  letters.  When 
utilizing  type  A-3  emission,  all  privacy 
or  secrecy  devices  shall  be  removed  from 
the  transmitter  input  circuit  during  such 
period  and  the  announcement  shall  be 
made  in  the  following  order:  "This  is 
Station  tCall  letters)." 

(2)  Point-to-point  telephone  stations 
continuously  engaged  in  a.  public  tele- 
phone message,  radiophoto,  or  an  ad- 
dressed program  transmission  shall  not 
be  required  to  transmit  Identifying  call 
letters  during  the  period  when  such  Iden- 
tification would  interrupt  the  continuity 
of  the  message,  radiophoto.  or  program 
that  is  being  transmitted.  In  any  such 
case  the  identifying  call  letters  shall  be 
transmitted,  as  outlined  above.  Imme- 
diately following  the  conclusion  of  the 
message,  radiophoto.  or  program. 

S  8.38  Experimental  points  of  com- 
munication, limitations.  Class  1  or  Class 
2  experimental  stations  licensed  to  oper- 
ate as  point-to-point  telegraph  or  tele- 
phone stations  in  the  fixed  public  service 
may  communicate  only  with  other  ex- 
perimental stations  located  within  the 
contlnenUl  limits  of  the  United  States: 
Provided,  hotoever,  That  upon  applica- 
tion the  Commission  may  authorize  such 
a  station  to  communicate  with  one  or 
more  specific  points  in  a  territory  or  pos- 
session of  the  United  States  or  with  a 
specific  foreign  point.  In  each  such  case 
the  Commission  will  determine  the  na- 
ture of  the  experimental  transmission.1 
which  may  be  made  to  such  point  of 
communication  outside  the  continental 
United  States. 

S  8.39  Inspection  of  tower  lights  and 
associated  control  equipment.  (a>  The 
licensee  of  any  fixed  public  radio  station 
which  has  an  antenna  or  antenna  sup- 
porting structure (s)  required  to  be  illu- 
minated pursuant  to  the  provisions  of 
section  303  tq*  of  the  Communications 
Act  of  1934,  as  amended : 

(1)  Shall  make  a  visual  observation  of 
the  tower  lights  at  least  once  each  24 
hours  to  insure  that  all  such  lights  are 
functioning  properly  as  required. 

(2)  Shall  report  Immediately  by  tele- 
phone or  telegraph  to  the  nearest  Air- 
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ways  Communication  Station  or  ofQce  of 
the  Civil  Aeronautics  Administration  any 
observed  failure  of  tower  lights,  not  cor- 
rected within  30  minutes,  regardless  of 
the  cau.«;e  of  such  failure.  Further  noti- 
fication by  telephone  or  telegraph  shall 
be  given  immediately  upon  resumption 
of  the  required  illumination. 

(3)  Shall  Inspect  at  intervals  of  at 
least  once  each  3  months  all  flashing  or 
rotating  beacons  and  automatic  lighting 
control  devices  to  insiu-e  that  such  appa- 
ratus is  functioning  properly  as  required. 

(b)  Where  an  antenna  or  antenna 
supporting  structure**)  Is  required  to  be 
Illuminated  the  licensee  shall  make  en- 
tries in  the  radio  .station  log  appropriate 
to  the  requirements  of  paragraph  ta>  of 
this  section  as  follows: 

(1)  The  time  the  tower  lights  are 
turned  on  and  off  if  manually  controlled. 

(2)  The  time  the  daily  visuai  observa- 
tion of  the  tower  lights  is  made. 

•  3 »  In  the  event  of  any  observed  failure 
of  a  tower  light.  (I)  nature  of  such  fail- 
ure; (ii)  time  the  failure  was  observed: 
(lil)  time  and  nature  of  the  adjustments, 
repairs  or  replacements  made,  <lv)  Air- 
ways Communication  Station  (C.  A.  A.) 
notified  of  the  failure  of  any  tower  light 
not  corrected  within  30  minutes  and  the 
time  such  notice  was  given;  (v)  time  no- 
tice was  given  to  the  Airways  Commvpl- 
catlon  Station  (C.  A.  A.)  that  the  re- 
quired illumination  was  resumed. 

(4)  Upon  completion  of  the  periodic 
inspection  required  at  least  once  each 
3  months,  (D  the  date  of  Inspection  and 
the  condition  of  all  tower  lights  and  asso- 
ciated tower  lighting  control  devices; 
^li)  any  adjustments,  replacements  or 
repairs  made  to  Insure  compliance  with 
the  lighting  requirements. 

S  8.40  Changes  in  height  or  location 
of  antenna.  The  licensee  of  a  fixed  pub- 
lic radio  station,  the  transmitter  of  which 
Is  authorized  at  a  fixed  location,  shall 
not  make  any  changes,  without  the  ex- 
press authority  of  the  Commission, 
either  in  the  height  or  the  location  of 
the  antenna  or  Its  supporting  structures, 
except,  when  the  existing  Or  proposed 
antenna  or  structure  has  a  maximum 
height  not  in  excess  of  100  feet  above  the 
groimd,  changes  In  height  or  local 
changes  in  location  may  be  made  with- 
out specific  authorization.  In  no  case 
shall  any  change  in  the  height  or  loca- 
tion of  the  antenna  or  Its  supporting 
.structures  be  made  without  authority 
when  located  or  proposed  to  be  located 
within  5  miles  of  an  airport  recognized 
by  the  Civil  Aeronautics  Administration 
or  -vlthln  5  miles  of  the  center  line  of  an 
established  Federal  airway, 

I  8.41  Quarterly  report.  Commencing 
with  the  report  due  May  10,  1943,  each 
licensee  of  a  station  at  a  specific  location 
or  of  stations  under  a  common  transmit- 
ter control  point,  shall,  within  40  days 
after  the  close  of  the  quarter,  submit  a 
quarterly  report  In  duplicate,  stating  in 
part  I  of  such  report  each  frequency  and 
associated  call  letters  contained  in  the 
license(s),  number  of  hours  each  such 
frequency  was  used  to  each  point  of  com- 
munication for  each  class  of  service  ren- 


dered <such  as  telegraph,  telephone,  pro- 
gram or  radiophoto) ,  and  the  total  houi^ 
each  such  frequency  was  used;  statine 
in  part  II  of  such  report  the  volume  o! 
paid  public  correspondence  transmitted 
to,  received  from,  and  the  total  with  re- 
spect to  each  point  of  communication 
named  in  the  license(s);  and  .stating  m 
part  III  of  such  report  a  list  of  the  fre- 
quencies which  were  received  from  all 
stations  beyond  the  continental  limits  of 
the  United  States,  Indicating  call  lettei-^ 
locations,  type  of  emissions,  and  whether 
such  frequencies  were  received  normally 
or  oca.ssionally :  Provided,  however.  That 
this  report  is  not  required  for  station '^ 
operating  on  frequencies  above  30.000 
kilocycles  which  are  used  primarily  to 
control  the  operation  of.  or  to  relay  mes- 
sages to  or  from,  another  radio  station 
for  which  such  a  report  Is  submitted  or 
for  the  operation  of  stations  on  fre- 
quencies above  30.000  kilocycles  whlrh 
are  used  as  an  extension  to  or  an  Integra! 
part  of  the  domestic  communication  net  - 
work. 

J  6.42  License,  simultaneous  modifica- 
tion and  renewal.  When  an  application 
Is  granted  by  the  Commission  necessitat- 
ing the  issuance  of  a  modified  license  le.^' 
than  60  days  prior  to  the  expiration  date 
of  the  license  sought  to  be  modified,  and 
an  application  for  renewal  of  said  license 
is  granted  subsequent  or  prior  thereto 
«but  within  30  days  of  expiration  of  the 
present  licen.se)  the  modified  license  ts 
well  as  the  renewal  license  shall  be  Lssued 
to  conform  to  the  combined  action  of  the 
Commission. 

S  6.43  MaintenaJice  tests  of  licensed 
stations.  Station  licensees  are  author- 
ized to  carry  on  such  routine  tests  as  may 
be  required  for  the  proper  maintenance 
of  the  stations:  Provided.  That  the  test* 
shall  be  so  conducted  as  not  to  cause 
Interference  with  the  service  of  other 
stations. 

I  6.44  Station  imtpertion.  The  licen- 
see of  any  radio  station  shall  make  the 
.station  available  for  Inspection  by  rep- 
resentatives of  the  Commission  at  any 
reasonable  hour. 

S  8.45  Operator  Hcense,  posting  of. 
The  orlgihal  license  of  each  station 
operator  shall  be  posted  at  the  place 
where  he  Is  on  duty. 

{  6.48  Operators,  place  of  duty,  ta' 
One  or  more  licensed  operators  of  the 
grade  specified  by  the  rules  and  regula- 
tions shall  be  on  duty  at  the  place  where 
the  transmitting  apparatus  of  each  sta- 
tion Is  located  and  in  actual  charge 
thereof  whenever  It  Is  being  operated: 
Provided,  however.  That: 

(1)  Subject  to  the  provisions  of  para- 
graph (b)  of  this  section,  in  the  case  of 
a  station  where  remote  control  is  used, 
the  Commission  may  modify  the  fore- 
going requirements  upon  proper  applica- 
tion and  showing  being  made  so  that 
such  operator  or  operators  may  be  on 
duty  at  the  control  station  In  lieu  of  the 
place  where  th«  transmitting  apparatus 
is  located. 
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(2)  In  the  case  of  two  or  more  stations 
licensed  in  the  name  of  the  .same  p>erson 
to  use  frequencies  above  30.000  kilo- 
cycles only,  a  licensed  radio  operator  of 
any  class  except  amateur  or  holder  of  re- 
stricted radiotelephone  or  radiotelegraph 
operator  permit  who  has  the  station  with- 
in his  effective  control  may  be  on  duty 
at  any  point  within  the  communication 
range  of  such  station  in  lieu  of  the  trans- 
mitter location  or  control  point  during 
the  actual  operation  of  the  transmitting 
apparatus  and  shall  supervise  the  emis- 
sions of  all  such  stations  so  as  to  Insure 
the  proper  operation  In  accordance  with 
the  station  license. 

(b)  Authority  to  employ  an  operator 
at  the  control  point  in  accordance  with 
paragraph  <a>  (1)  of  this  section  shall 
be  subject  to  the  following  conditions: 

(1)  The  transmitter  shall  be  so  in- 
stalled and  protected  that  It  Is  not  ac- 
cessible to  other  than  duly  authorized 
persons. 

(2)  The  emissions  of  the  transmitter 
shall  be  continuously  monitored  at  the 
control  point  by  a  licensed  operator  of 
the  grade  specified  for  the  class  of  sta- 
tion Involved. 

(3)  Provision  shall  be  made  so  that 
the  transmitter  can  quickly  and  without 
delay  be  placed  in  an  inoperative  con- 
dition In  the  event  there  is  a  deviation 
from  the  terms  of  the  station  license. 

(4)  The  radiation  of  the  transmitter 
shall  be  suspended  immediately  when 
there  Is  a  deviation  from  the  terms  of 
the  station  license. 

8  8.47  Retention  of  radio  station  logs. 
Logs  of  a  radio  station,  when  required 
elsewhere  in  this  part  to  be  made  or  kept, 
shall  be  retained^or  a  period  of  one  year: 
Provided,  however.  That  logs  involving 
communications  incident  to  a  disaster  or 
which  Include  communications  incident 
to  or  involved  in  an  investigation  by  the 
Commission  and  concerning  which  the 
licensee  has  been  notified,  shall  be  re- 
tained by  the  licensee  until  he  is  spe- 
cifically authorized  in  writing  by  the 
Commission  to  destroy  them:  Provided, 
further.  That  logs  Incident  to  or  involved 
in  any  claim  or  complaint  of  which  the 
licensee  has  notice  shall  be  retained  by 
the  licensee  until  such  claim  or  complaint 
has  been  fully  satisfied  or  until  the  same 
has  been  barred  by  statute  limiting  the 
time  for  the  filing  of  suits  upon  such 
claims. 

5  6.48  Discontinuance  of  operation. 
The  licensee  of  each  fixed  radio  station, 
except  stations  operating  In  Alaska,  shall 
notify  the  engineer  In  charge  of  the  dis- 
trict where  such  station  is  located  of  any 
of  the  following  changes  In  the  status  of 
such  station  at  least  two  days  before  such 
change:  (a)  Temporary  discontinuance 
of  operation  for  a  period  of  ten  days  or 
more;  (b)  the  date  of  resumption  of  op- 
eration after  temporary  discontinuance 
of  operation  for  a  period  of  ten  days  or 
more;  (c)  permanent  discontinuance  of 
operation:  Provided,  however,  Where 
any  such  discontinuance  of  operation  is 
not  voluntary  and  results  from  causes  be- 
yond the  control  of  the  licensee,  noticfe 
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thereof  shall  be  given  not  later  than  two 
days  after  such  discontinuance  of  opera- 
tion. In  all  cases  of  permanent  discon- 
tinuance of  operation  the  licensee  shall, 
in  addition  to  notifying  the  engineer  of 
intention  to  discontinue  operation.  Im- 
mediately forward  the  station  license  to 
the  Washington,  D.  C,  office  of  the  Com- 
mission for  cancellation. 

Additional  Provisions:  Fixed  Public  and 
Fixed  Public  Press  Services 

§  6.51  Addressed  program  matericU. 
(sl)  Stations  operating  in  the  fixed  pub- 
lic service  and  in  the  fixed  public  press 
service  may  be  authorized  to  transmit 
addressed  program  material  to  a  fixed 
point  or  points,  specifically  named  in  the 
instrument  of  authorization  granted  to 
the  licensee,  beyond  the  continental  lim- 
its of  the  United  States  intended  for 
broadcast  only  by  a  broadcast  station. 
Any  such  authorization  shall  be  subject 
to  the  condition  that  no  interference  is 
caused  to  the  authorized  regular  service 
of  the  station  as  defined  by  §  6.8. 

(b)  Such  stations  may  also,  upon 
proper  application  therefor,  be  author- 
ized to  transmit  addressed  program  ma- 
terial to  any  such  fixed  point  In  South  or 
Central  America  for  simultaneous  inter- 
ception and  broadcast  by  a  broadcast 
station  at  one  or  more  additional  points 
in  the  same  general  area  upon  a  showing 
that  public  message  service  to  such  fixed 
point  of  communication  will  not  be  im- 
duly  Impaired.  Application  for  such 
authority  shall  be  submitted  not  less  than 
10  days  prior  to  the  projwsed  date  of  the 
first  interception.  Such  application 
shall  show.  In  addition  to  the  proposed 
Intercept  and  broadcast  points,  the  South 
or  Central  American  station  or  stations 
over  which  the  program  will  be  broad- 
cast, a  full  description  of  the  arrange- 
ments made  for  such  Intercept  and 
broadcast,  and  the  period  for  which  such 
authority  Is  requested.  Authorizations 
will  be  limited  to  the  period  for  which 
arrangements  for  broadcasting  by  South 
or  Central  American  stations  have  been 
made  and  in  no  event  will  extend  beyond 
the  term  of  the  point-to-point  station 
license. 

§  6.52  Mobile  stations,  transmission 
simultaneously  to.  A  point-to-point 
tel^raph  station,  in  addition  to  the  fixed 
points  of  communication  specified  in  an 
instrument  of  authorization,  may  be  au- 
thorized to  communicate  simultaneously 
with  mobile  stations  for  the  transmission 
of  press  material  destined  primarily  to 
fixed  points. 

§  6.53  Addressed  press  service,  (a) 
The  licensee  of  a  station  in  the  fixed  pub- 
lic or  fixed  public  press  service  may  be 
authorized  to  transmit,  without  coordi- 
nated reception,  addressed  press  mes- 
sages to  one  or  more  persons  at  one  or 
more  fixed  points  not  specifically  named 
In  Its  license:  Provided,  however.  That 
the  licensee,  upon  Institution  of  ad- 
dressed press  service  to  any  person  at 
any  point,  shall  promptly  notify  the 
Commission  of  the  following: 

(1)  The  name  and  location  of  the  per- 
son subscribing  to  such  service, 
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(2)  The  date  of  Institution  of  such 
service,  and 

(3)  The  location  of  the  licensee's  sta- 
tion from  which  such  service  is  trans- 
mitted. 

Any  authority,  granted  under  this 
paragraph,  to  transmit  addressed  press 
messages  to  any  person  or  to  any  point 
may  be  terminated  by  the  Commission 
upon  notice  to  the  licensee  within  30  days 
after  notification  of  institution  of  service 
to  such  person  or  point  is  filed  by  the 
licensee.  ^ 

(b)  In  the  event  of  the  deletion  of 
service  to  any  point  or  to  any  person  or 
any  change  with  respect  to  the  facts  re- 
ported under  paragraph  (a)  (1)  or  (3) 
of  this  section,  the  licensee  shall  prompt- 
ly notify  the  Commission  of  such  deletion 
or  change  and  the  date  thereof. 

(c)  On  or  before  the  first  day  of  Feb- 
ruary and  the  first  day  of  August  of  each 
year,  the  licensee  shall  submit,  for  each 
of  Its  stations  authorized  to  render  ad- 
dressed press  service  in  accordance  with 
provisions  of  this  section,  a  recapitulative? 
list,  as  of  the  first  day  of  January  and  the 
first  day  of  July  respectively  of  that  year, 
containing  the  following:  (1)  The  name 
and  location  of  each  person  subscribing 
to  such  service,  and  (2)  the  date  of  insti- 
tution of  such  service  to  each  person  at 
each  point. 

DOICZSTIC    PITBLIC    LAND     MOBILX    SEKVICES 

Definitions 

§  6.101  Domestic  public  land  mobile 
radio  service.  A  public  commimlcatlon 
service  for  hire  between  land  mobile 
stations  and  base  radio  stations. 

§  8.102  Telecommunication.  Any 
transmission,  emission  or  reception  of 
signs,  signals,  writing,  images  and  sounds 
or  intelligence  of  any  nature  by  wire, 
radio,  visual  or  other  electromagnetic 
systems. 

§  8.103  Radiocommunication.  Any 
telecommunication  by  means  of  Hertzian 
waves. 

9  8.104  General  communication.  Two- 
way  communications,  through  a  base 
station,  between  a  mobile  telephone 
station  and  a  telephone  station  connected 
to  a  public  message  telephone  system,  or 
between  two  mobile  stations. 

9  8.105  Dispatch  communication. 
Communications  normally  of  not  more 
than  one  minute's  duration,  between 
base  stations  and  mobile  stations  or  be- 
tween a  mobile  station  and  a  telephone 
station  not  connected  to  a  public  mes- 
sage telephone  system. 

9  6.108  Signalling  communication. 
One-way  communications  from  a  base 
station  to  a  mobile  receiver  for  the  pur- 
pose of  actuating  a  signalling  device  in 
the  mobile  unit  or  for  communicating 
Information  to  the  desired  mobile  imit. 

S  6.107  Mobile  facsimile  service.  A 
commimlcatlon  service  for  the  trans- 
mission of  Images  used  as  an  Integral 
part  of  a  common  carrier  record  message 
handling  or  delivery  procedure. 
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i  6.108  Mobile  service.  A  service  of 
radiocommunication  between  mobile  and 
land  stations  or  between  mobile  stations. 

§6.109  Land  mobile  service.  A  mobile 
service  between  base  stations  and  land 
mobile  stations,  or  between  land  mobile 
stations. 

8  6.110  Fixed  public  control  service. 
A  fixed  service  for  the  purpose  of  trans- 
mitting intelligence  between  transmit- 
ting or  receiving  stations  in  the  public 
radiocommunication  services  and  the 
message  centers  or  control  points  asso- 
ciated therewith. 

§6.111  Radio  gtation.  A  separate 
transmitter  or  a  group  of  tran.smitters 
Including  the  acces.sory  equipment  re- 
quired for  carrying  on  a  radiocommuni- 
cation .service. 

§  6.112  Mobile  station.  A  station  in 
a  mobile  service  intended  to  be  used 
while  in  motion  or  during  halts  at  un- 
specified points. 

§6  113  Land  mobile  station.  A  mo- 
bile station  In  the  land  mobile  service 
capable  of  surface  movement  within  the 
geographical  limits  of  a  country  or 
continent. 

§6.114  Land  station.  A  station  in  the 
mobile  .service  not  intended  for  opera- 
tion while  in  motion. 

§  6.115  Base  station.  A  land  station 
in  the  land  mobile  service,  carrying  on  a 
service  with  land  mobile  stations. 

§  6.116  Auxiliary  test  station.  A  land 
station  used  for  test  transmissions  only, 
operating  on  mobile  station  frequencies, 
from  a  specified  fixed  location,  for  the 
purpase  of  determining  the  performance 
of  receiving  equipment  which  is  remotely 
located  from  the  base  station  with  which 
It  is  associated. 

§  6.117  Domestic  control  station.  A 
fixed  station  in  the  fixed  public  control 
service,  associated  directly  with  the 
domestic  public  radiocommunication 
services. 

S  6.118  Radio  system.  The  term 
"radio  system"  or  "radio  communication 
system'"  means  an  integrated  aggrega- 
tion of  radio  stations  capable  of  carrjnng 
on  a  radiocommunication  service. 

Domestic  Public  Land  Mobile 
Radio  Service 

§  6.201  Eligibility.  Authorizations  for 
base  stations  to  be  operated  in  this  serv- 
ice will  be  issued  to  existing  and  proposed 
communication  common  carriers.  Au- 
thorizations for  mobile  stations  on  land 
or  on  board  vessels  will  be  Issued  to 
communication  common  carriers  or  to 
Individual  users  of  the  service.  Appli- 
cations will  be  granted  only  in  cases 
where  it  is  shown  that  (a)  the  applicant 
Is  legally,  financially  and  technically 
qualified  to  render  the  proposed  serv- 
ice, (b)  there  are  frequencies  available 
to  enable  the  applicant  to  render  a  sat- 
isfactory service  and  (c>  the  public  In- 
terest, convenience  or  necessity  would  b« 
served  by  a  grant  thereof. 


RULES  AND  REGULATIONS 

§.6.202  General  restrictions;  eligibil- 
ity for  station  license.  A  station  license 
shall  not  be  granted  to  or  held  by: 

(a)  Any  alien  or  any  representative 
of  any  alien; 

(b)  Any  foreign  government  or  any 
representative  thereof ; 

(c)  Any  corporation  organized  imder 
the  laws  of  any  foreign  government; 

(di  Any  corporation  of  which  any  of- 
ficer or  director  is  an  alien ; 

(e>  Any  corporation  of  which  more 
than  one-fifth  of  the  capital  stock  is 
owned  of  record  or  voted  by:  Aliens  or 
their  representatives;  a  foreign  govern- 
ment or  representative  thereof;  or  any 
corporation  organized  under  the  laws  of 
a  foreign  country; 

if'  Any  corporation  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  any  o£Bcer  or  more  than 
one-fourth  of  the  directors  are  aliens,  if 
the  Commission  finds  the  public  interest 
will  be  served  by  the  refusal  or  revoca- 
tion of  such  license;  or 

ig)  Any  corjxiration  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  more  than  one-fourth  of 
the  capital  stock  is  owned  of  record  or 
voted  by :  Aliens  or  their  representatives ; 
a  foreign  government  or  representatives 
thereof;  or  any  corporation  organized 
under  the  laws  of  a  foreign  government — 
if  the  Commis.sion  ftncis  that  the  public 
interest  will  be  .served  by  the  refusal  or 
revocation  of  such  license. 

5  6  203  General  restrictions:  transfer 
and  assignment  of  station  authoriza- 
tion. A  radio  station  construction  per- 
mit, license,  or  other  station  authoriza- 
tion, the  frequencies  authorized  to  be 
u.sed  by  the  grantee  of  .such  authoriza- 
tion, or  the  rights  therein  granted  by 
such  authorization  shall  not  be  trans- 
ferred, assigned,  or  In  any  manner  either 
voluntarily  or  involuntarily  dispovsed  of  to 
any  person,  either  directly  or  indirectly 
by  transfer  of  control  of  any  corporation 
holding  such  license,  unless  the  Commis- 
sion shall,  after  securing  full  informa- 
tion, decide  that  said  transfer  is  in  the 
public  interest,  and  shall  give  its  consent 
in  writing.  Requests  for  authority  of  the 
type  referred  to  herein  shall  be  obtained 
In  the  manner  prescribed  by  $  6.320. 

§  6.204  Permissible  communications. 
Stations  In  this  service  are  authori^d  to 
exchange  General  Communications.  Dis- 
patch Communications,  and  Signalling 
Communications. 

5  6.205  Points  of  communication.  (a> 
Mobile  stations  In  this  service  are  au- 
thorized to  communicate  with  and 
through  base  stations  only. 

(b>  Ba.se  stations  In  this  service  are 
authorized  to  communicate  with  land 
mobile  stations  in  the  same  service,  and. 
upon  specific  authorization  from  the 
Commission,  with  stations  on  board  ves- 
sels. Such  authorization  may  be  granted 
upon  a  showing  that  the  rendition  of 
service  to  such  stations  will  not  degrade 
service  to  the  land  vehicles  receiving  or 
requiring  service  in  the  area,  and  that 
such  service  to  stations  on  board  vessels 
Is  necessary  and  desirable. 


(c)  Base  stations  In  this  .service  mav 
be  authorized  to  communicate  with  sp<- 
ctflc  fixed  locations  where  the  use  of  wire- 
hnes  is  not  practicable.  Authorization 
for  the  rendition  of  point-to-point  serv- 
ice may  be  granted  upon  a  showing  that 
the  rendition  of  such  service  will  not  de- 
grade the  service  to  the  land  mobilr 
vehicles  or  stations  on  board  ves.sels  re- 
ceiving service  in  that  area. 


Applications  and  Licenses 
§  6.301       Station     authorization 


re- 


quired. No  radio  station  .shall  be  oper- 
ated except  under,  and  In  accordance 
with,  an  authorization  granted  by  tht 
Federal  Communications  Commission. 

§  6.302  Procedure  for  obtaining  a  ra- 
dio station  license.  The  first  step  toward 
obtaining  a  station  license  Is  the  filing  of 
an  application  for  a  construction  permit 
in  accordance  with  this  part.  After  the 
construction  Is  completed,  the  station 
may  be  tested  in  accordance  with  §  6.516 
and  an  application  for  Iicen.se  filed  in 
accordance  with  J  6.314. 

§  6.303  Applications  to  be  on  pre- 
scribed forms.  Applications  for  Instru- 
ments of  authorization  shall  be  submit- 
ted on  standard  forms  prescribed  and 
furnished  by  the  Commission.  The  ap- 
propriate application  form  for  the  par- 
ticular instrument  of  authorization  de- 
sired is  set  forth  In  the  section  of  the 
rules  pertaining  to  the  type  of  authoriza- 
tion requested.  The  appropriate  form  or 
forms  may  be  obtained  from  the  Wash- 
ington. D.  C,  office  of  the  Commission  oi 
from  any  of  its  field  ofllces. 

§  6.304  Full  disclosure.  Eiich  applica- 
tion for  a  station  authorization  shall  con- 
tain full  and  complete  disclosures  with 
regard  to  the  real  party  or  parties  in  in- 
terest and  as  to  all  matters  required  to 
be  disclosed. 

§  6.305  Subscription  and  verification 
of  applications.  One  copy  of  each  appli- 
cation for  an  authorization  shall  be 
.signed  under  oath  or  afflmation  by  the 
applicant.  1^  the  applicant  be  an  indi- 
vidual; by  any  one  of  the  partners,  if  an 
applicant  be  a  partnership;  by  an  oflBcei. 
if  the  applicant  be  a  corporation;  or  by 
a  member  who  Ls  an  officer,  if  the  appli- 
cant be  an  unincorporated  association: 
Provided,  hou)€ver.  That  applications  may 
be  signed  by  the  attorney  for  an  appli- 
cant <a>  in  ca.se  of  phy.sical  disability  of 
the  applicant,  or  ib»  his  ab.-ence  from 
the  continental  United  States.  If  it  be 
signed  by  a  person  other  than  the  appli- 
cant, he  must  set  forth  in  the  verification 
the  grounds  of  his  belief  as  to  all  matter> 
not  stated  upon  his  knowledge  and  the 
reason  why  It  is  not  signed  by  the  appli- 
cant. Where  more  than  one  copy  of  an 
application  Is  required  to  be  filed  with  the 
Commis.sion,  only  the  original  need  be 
signed  and  verified;  the  copies  may  be 
conformed. 

I  6.306    Place  of  filing  and  number  of 
copies.     Each  application  for  authoriza- 
tion for  stations  in  the  Domestic  Public 
Land  Mobil •  Radio  Service  shall  be  filed 
jn  duplicate  with  the  Federal  Communi- 
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cations    Commis.sion,    Washington    25 
D.  C. 

§  6.307  Application  for  construction 
permits  for  stations  at  fixed  locations.  A 
separate  application  for  a  construction 
permit  shall  be  .submitted  in  duplicate  on 
FCC  Form  401  for  each  new  station  at  a 
fixed  location.  Where  applicable,  sup- 
plementary information  .-^hall  be  supplied 
in  accordance  with  §  6  319. 

S  6.308  Applications  for  construction 
permits  for  mobile  stations.  A  single  ap- 
plication on  FCC  Form  401  in  duplicate 
shall  be  submitted  for  construction  per- 
mit for  the  maximum  number  of  mobile 
units  expected  to  be  placed  in  operation 
within  the  ensuing  license  period. 

§  6.309  Application  for  modification 
of  construction  permits.  Separate  ap- 
plications for  modification  of  construc- 
tion permits  .shall  be  submitted  in  dupli- 
cate on  FCC  Form  401  for  each  base  sta- 
tion, auxiliary  test  station  or  group  of 
mobile  stations  in  the  Domestic  Public 
Land  Mobile  Radio  Service. 

5  6  310  Period  of  construction.  Each 
construction  permit  for  a  radio  station  in 
these  services  will  specify  the  date  of 
grant  as  the  earlie.^t  date  of  commence- 
ment of  con.struction  and  a  maximum  of 
eight  months  thereafter  as  the  time 
within  which  construction  shall  be  com- 
pleted and  the  station  ready  for  opera- 
tion, unless  otherwise  determined  by  the 
CommL'^sion  upon  proper  showing  in  any 
particular  case. 

5  6.311  Application  for  extension  of 
expiration  date  of  construction  permit. 
<a)  A  construction  permit  shall  be  auto- 
matically forfeited  if  the  station  is  not 
ready  for  operation  within  the  time 
specified  therein,  or  within  such  further 
time  as  the  Commission  may  have  al- 
lowed for  completion. 

<b)  Application  for  extension  of  time 
within  which  to  complete  construction  of 
a  station  shall  be  filed  on  FCC  Form  701 
at  least  30  days  prior  to  the  expiration 
date  of  sucli  permit,  if  the  facts  support- 
ing such  application  for  extension  are 
known  to  the  applicant  in  time  to  permit 
such  fllin?.  In  other  cases,  such  appli- 
cation will  be  accepted  upon  a  showing 
satisfactory  to  the  Commission  of  suffi- 
cient reasons  for  filing  within  less  than 
30  days  prior  to  the  expiration  date. 
Such  applications  will  be  granted  upon  a 
specific  and  detailed  showing  that  the 
failure  to  complete  was  due  to  causes  not 
under  the  control  of  the  grantee,  or  upon 
a  specific  and  detailed  showing  of  other 
matters  sufficient  to  justify  the  extension. 

§  6  312  To  make  changes  in  stations 
in  the  domestic  public  land  mobile  serv- 
ices. Applications  for  construction  per- 
mits. FCC  Form  401,  shall  be  submitted 
in  duplicate  to  request  authority  to: 

^a)  Add  transmitters  to  base  or  auxil- 
iary test  stations. 

(b)  Make  changes  In  the  model,  man- 
ufacture, power,  or  location  of  a  base  or 
auxiliary  test  station. 

<c>  Make  changes  In  the  number  of 
mobile  units,  model,  manufacture,  or 
No.  87 9 
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power  of  mobile  stations  associated  with 
a  base  station. 

(d)  Make  changes  in  the  antenna  or 
Its  supporting  structure  whenever  such 
changes  are  within  the  provisions  of 
§6.411. 

If  the  station  being  modified  is  author- 
ized under  a  construction  permit  the  ap- 
plication shall  be  filed  as  a  modification 
of  an  existing  construction  permit.  If 
the  station  being  modified  is  authorized 
under  a  station  license  the  application 
shall  be  filed  as  a  new  construction  per- 
mit but  may  be  accompanied  by  an  ap- 
plication for  modification  of  the  station 
llcen-se.  FCC  Form  403.  for  simultaneous 
Commission  consideration. 

5  6.313  Removal  of  transmitting  ap- 
paratus. Applications  for  modification 
of  license  involving  the  removal  of  exist- 
ing transmitting  apparatus  installed  at 
fixed  locations  shall  be  made  in  duplicate 
on  FCC  Form  403  not  less  than  60  days 
prior  to  the  contemplated  removal. 

§  6.314  Application  for  station  license. 
Upon  completion  of  construction  or  in- 
stallation of  a  station  in  exact  accord- 
ance with  the  terms  and  conditions  set 
forth  in  the  construction  permit,  an  ap- 
plication for  license  to  operate  the  sta- 
tions may  be  filed  on  FCC  Form  403. 

5  6  315  Reneual  of  station  license. 
Unless  otherwise  directed  by  the  Com- 
mission each  application  for  renewal  of 
license  shall  be  submitted  on  FCC  Form 
405  not  less  than  60  days  prior  to  the 
expiration  date  of  the  license  sought  to 
be  renewed. 

§  6  316  Application  for  modification 
of  station  licenses.  An  application  for 
modification  of  any  station  license  In 
these  services  may  be  filed  at  any  time 
during  the  term  of  that  license.  Appli- 
cation for  modification  of  a  station 
license  shall  be  made  on  FCC  Form  403 
and  shall  be  submitted  in  duplicate  not 
le.ss  than  60  days  prior  to  the  date  con- 
templated for  such  modification,  unless 
otherwise  ordered. 

§  6.317  License  period.  Licenses  for 
stations  operating  in  the  Domestic  Public 
Land  Mobile  Service  will  be  issued  for  a 
period  of  2  years,  unless  otherwise  stated 
in  the  instrument  of  authorization.  The 
date  of  expiration  of  such  licenses  shall 
be  the  first  day  of  April.  Unless  other- 
wi.se  ordered,  when  an  application  for  a 
new  station  license  is  granted  within 
three  months  prior  to  the  expiration  date 
for  licenses  in  these  services,  the  license 
shall  be  issued  for  the  unexpired  period 
of  the  current  license  term  and  for  the 
full  succeeding  term.  If  granted  after 
the  normal  expiration  date,  the  license 
will  be  issued  for  the  unexpired  period  of 
the  current  license  term  only. 

§  6  318  Developmental  authorizations. 
Developmental  authorizations  may  be 
Issued  for  stations  to  be  used  in  the  con- 
duct of  research  closely  associated  with 
the  domestic  mobile  and  the  domestic 
point-to-point  radio  services.  Such  au- 
thorizations will  be  Issued  for  a  period  of 
one  year  upon  a  showing  that  the  appli- 
cant has  piu-sued  the  program  of  research 
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and  development  In  his  own  laboratories 
to  a  stage  where  actual  transmission  by 
radio  is  essential  to  further  progress  in 
the     program     of     research.     Develop- 
mental authorizations  will  not  be  issued 
unless  the  program  of  research  has  rea- 
sonable promise  of  substantial  contribu- 
tion to  these  services  within  the  period  of 
such  authorization.     All  frequencies  al- 
located in  §  6.401  will  be  made  available 
for  developmental  authorizations  on  the 
basis  that  no  interference  will  be  caused 
to  the  mobile  services.     The  granting  of 
a    devefopmental    authorization    carries 
with  it  no  guarantee  that  the  develop- 
mental  proj-rram.  if  successful,   will   be 
recognized  on  a  permanent  basis  to  u.se 
the  developmental  or  any  other  frequen- 
cies.    The  rendition  of  communication 
service  for  hire  will  not  be  authorized 
under  any  developmental  authorization. 
Expiring    developmental    authorizations 
may  be  renewed   only   upon   a   factual 
showing  that  further  research  involving 
actual  radio  transmissions  is  necessary 
to   advance   the   program   of   research 
Developmental    authorizations   shall   be 
subject  to  cancellation  by  the  Commis- 
sion  at  any  time  upon   notice  to   the 
licensee. 

§  6.319  Antenna  structures,  supple- 
mentary information,  uhen  required.  If 
the  maximum  height  of  proposed  an- 
tenna supporting  structures  to  be  asso- 
ciated with  a  station  is  over  150  feet 
above  ground  level,  or  is  within  three 
miles  of  a  CAA  designated  landing  area  ' 
and  will  exceed  an  over-all  height  of  one 
foot  for  each  100  feet  of  distance,  or  frac- 
tion thereof,  from  the  nearest  boundary 
of  the  landing  area,  FCC  Form  401a  must 
be  submitted  in  quadruplicate  with  the 
application  for  station  construction  per- 
mit. There  shall  be  attached  to  each 
copy  of  the  form  a  .sketch  showing  the 
antenna  and  supporting  structure  as  well 
as  a  map  showing  the  location  of  the 
antenna,  landing  areas  in  the  vicinity 
thereof,  and  all  tall  structures  that  may 
affect  the  marking  of  the  antenna  or  sup- 
porting structure.  | 

§  6.320  Application  for  consent  to  as- 
signment, or  transfer  of  control  of  radio 
station  construction  permit  or  license. 
An  application  on  FCC  Form  702  or  TCC 
Form  703,  as  the  circumstances  require 
shall  be  submitted  to  the  Comrriission 
when  a  construction  permit  or  license  or 
the  control  of  a  corporation  holding  such 
permit  or  license,  is  to  be  transferred  as 
a  result  of  a  voluntary  act  'contract  or 
other  agreement)  or  an  involuntaiy  act 
(death  or  legal  disability)  of  the  grantee 
of  a  permit  or  station  license,  or  by  invol- 
untary as.signmcnt  of  the  physical  prop- 
erty constituting  the  station  under  a 
court  decree  in  bankruptcy  proceedings, 
or  other  court  order,  or  by  ope;-ation  of 
law  in  any  other  manner. 


'  "Landing  area"  means  any  locp.llty,  either 
of  land  or  water.  Including  airport*  and  in- 
termediate landing  fields,  wlilch  Is  u.<:ed.  or 
Intended  to  be  used,  for  tlie  landing  and  take- 
off of  aircraft,  whether  or  not  facilities  are 
provided  for  the  shelter,  servicing,  or  repair 
of  aircraft,  or  for  receiving  or  discharging 
passengers  or  cargo. 


RULES  AND  REGULATIONS 
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§  6  321  Amendments  and  dismissals 
Of  applications,  (a)  Any  application, 
prior  to  the  time  it  is  granted  or  desig- 
nated for  hearing,  may  be  amended  by 
the  applicant  without  prejudice.  After 
designation  of  an  application  for  hear- 
ing, requests  to  amend  or  dismiss  with- 
out prejudice  will  be  considered  only 
upon  written  motion  properly  served 
upon  all  parties  of  record. 

(b)   When  leave  to  amend  has  been 
granted  after  an  application  has  been 
designated  for  hearing,  the  application 
will  not  be  removed  from  the  hearing 
docket  unless  the  Motions  Commissioner 
shall     determine     that     the     proposed 
amendment  substantially  affects  the  is- 
sues   upon    which   the    application    has 
been  designated  for  hearing  and  orders 
that  the  application  shall  be  removed 
from  the  hearing  docket.    An  amended 
application    which    has    been    removed 
from  the  hearing  docket  will  be  reex- 
amined by  the  Commission  ^nd.  when 
necessary,  will  be  redesignated  for  hear- 
ing at  a  subsequent  time. 

5  6.322  Form  of  amendments.  Any 
amendment  to  an  application  shall  be 
signed  under  oath  or  affirmation  and  be 
submitted  in  the  same  number  of  copies 
as  required  for  the  original  application. 

5  6.323  Amendments  requested.  The 
Commission  may  at  any  time  request  the 
applicant  to  amend  an  application  so  as 
to  make  it  more  definite  and  complete 
or  may  require  an  applicant  to  submit 
such  documents  and  written  statements 
of  fact,  under  oath,  as  in  its  judgment 
may  be  necessary. 

§  6.324  Defective  applications,  'a) 
Applications  which  are  defective  with 
respect  to  completeness  of  answers  to 
required  questions,  execution,  or  other 
matters  of  a  purely  formal  character 
will  not  be  received  for  filing  by  the 
Commis.sion  unless  the  Commission  shall 
otherwise  direct,  and  will  be  returned  to 
the  applicant  with  a  brief  statement  as 
to  the  omissions. 

(b)  If  an  applicant  is  requested  by  the 
Commission  to  file  any  documents  or 
Information  not  included  In  the  appli- 
cation, failure  to  comply  with  such  re- 
quest will  constitute  a  defect  in  the  ap- 
plication and  will  render  such  applica- 
tion subject  to  dismissal. 

(c)  Applications  which  are  not  in  ac- 
cordance with  the  Commission's  rules, 
regulations,  or  other  requirements  will 
be  considered  defective  unless  accom- 
panied either  (1)  by  a  petition  to  amend 
any  rule  or  regulation  with  which  the 
application  is  in  conflict,  or  (2)  by  a  re- 
quest of  the  applicant  for  waiver  of;  or 
an  exception  to.  any  rule,  regulation,  or 
requirement  with  which  the  application 
is  in  conflict.  Such  request  shall  show 
the  nature  of  the  waiver  or  exception  de- 
sired and  shall  set  forth  the  reasons  in 
support  thereof. 


RULES  AND  REGULATIONS 

§  6.325     Failure  to  prosecute  applica- 
tions.  An  applicant  not  desiring  to  pros- 
ecute his  application  may  request  that 
it  be  dismissed  without  prejudice.    A  re- 
quest of  an  applicant  for  the  return  of 
an  application  which  has  been  accepted 
for  filing  will  be  considered  as  a  request 
to  dismiss  without  prejudice.    Where  an 
applicant  falls  to  respond  within  a  rea- 
sonable time  to  official  correspondence 
or  request  for  additional  material,  the 
application   will   be   dismissed    without 
prejudice. 

§  6.326     Partial  grants.     Where  any 
application  Is  granted  In  part,  or  with 
any  privileges,  terms,  or  conditions  other 
than  those  requested,  without  a  hearing 
thereon,  such  action  of  the  Commission 
shall  be  considered  acceptable  and  final 
unless  the  applicant  shall,  within  20  days 
from    the    date    on    which    public    an- 
nouncement of  such  grant  is  made,  or 
from    its    effective    date,    whichever    is 
later,  file  with  the  Commission  a  written 
request  for  a  hearing  with  respect  to  the 
part,  privileges,  terms  or  conditions  not 
granted.    Upon  receipt  of  such  request, 
the  Commission  may  vacate  its  original 
action  upon  the  application  and  desig- 
nate the  application  for  hearing. 

§  6.327  l7iconsistent  or  conflicting  ap- 
plications. When  an  applicant  has  an 
application  pending  or  undecided,  no 
other  inconsistent  or  conflicting  applica- 
tion filed  by  the  same  applicant,  his  suc- 
cessor or  assignee,  or  on  behalf  of  or  for 
the  benefit  of  said  applicant,  will  be  con- 
sidered by  the  Commission. 
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Technical  Standards 

§6.401  Allocation  of  frequencies.'  The 
following  frequencies  are  allocated  to 
the  Domestic  Public  Land  Mobile  Serv- 
ices for  General.  Dispatching,  and  Sig- 
naling Communications,  and  such  other 
uses  as  are  Indicated  In  the  footnotes  to 
the  sub-allocation  table  set  out  below: 

(a)  For  assignment  to  stations  of  com- 
munication common  carriers  which  are 
also  In  the  bu.siness  of  affording  public 
landllne  message  telephone  service: 


Mobile  station,  au*- 

iliary  test  station,  or 

Fase  station 

subscriber  fixed  sta- 

frequencies 

tion  frequencies 

(Mc) 

(Mc.) 

» 35.22 

•  43.22 

35  26 

43  26 

3530 

43.30 

3534 

4,5  34 

35.38 

43  38 

3542 

4342 

>  35.46 

>43  46 

3550 

43.50 

35  54 

43.54 

85  58 

»43  58 

35.62 

43  62 

35.66 

43  66 

15251 

157  77 

152  57 

157  83 

152  63 

15789 

152.69 

157.95 

152.75 

15801 

152.81 

158  07 

( b  >  For  assignment  to  stations  of  com- 
munication common  carriers  which  are 
not  m  the  business  of  providing  a  public 
land  line  message  telephone  service : 


Mobile  station,  aux- 

iliary test  station,  or 

Base  station 

subscriber  fixed  sta- 

frequencies 

tion  frequencies 

(Mc.) 

(Mc.) 

152.03 

158.49 

152.09 

158.55 

152  15 

158.61 

152.21 

158.67 

Zone  Allocation  Plan,  30-44  Mc.  Band 

Zone  I.    Base  station  frequency:  35  66  Mc; 
Mobile  station  frequency:  43  66  Mc. 


Maine. 

New  Hampshire. 

Vermont. 

Connecticut. 

Massachusetts. 

Rhode  Island. 

New  York. 


New*  Jersey. 

Pennsylvania. 

Delaware. 

Maryland. 

District  of  Columbia, 

Virginia. 

West  Virginia. 


Zone   II.     Base   station   frequency:    35.34 
Mc:  Mobile  station  frequency:  43.34  Mc. 


Alabama. 

MlssLssippi. 

Louisiana. 


«A11  frequencies  listed  In  55  6.401  (&)  and 
(b)  between  152  and  162  mc.  are  available  for 
assignment  to  the  "Rural  Subscriber"  and 
the  "Short  Haul  Toll  Telephone"  services  on 
a  geographical  or  frequency  separation  basis, 
provided  that  no  Interference  Is  caused  to  the 
land  mobile  service.  Rules  to  govern  these 
point-to-point  services  will  be  promulgated 
at  a  later  date. 

All  frequencies  listed  herein  are  available 
for  assignment  to  developmental  stations, 
provided  no  Interference  Is  caused  to  the  mo- 
bile service. 

All  frequencies  lUted  herein  between  152 
and  162  mc.  are  available  for  assignment  to 
Domestic  Control  stations,  provided  no  Inter- 
ference Is  caused  to  either  the  mobile  service, 
the  short  haul  toll  telephone  service  or  the 
rxiral  subscriber  telephone  service. 


North  Carolina. 
South  Carolina. 
Georgia. 
Florida. 

Zone  ///.     Base  station   frequency:    35.43 
Mc;  Mobile  station  frequency:  43.42  Mc. 
Tennessee.  Illinois. 

Kentucky.  Wisconsin. 

Ohio.  Michigan. 

Indiana. 

Zone  IV.     Base   station   frequency:    35.54 
Mc;  Mobile  station  frequency:  43.54  Mc. 
Minnesota.  Nebraska, 

jo^a.  Montana. 

North  Dakota.  Wyoming. 

South  Dakota. 

Zone    V.      Ba.se    station    frequency:    35.30 
Mc;  Mobile  station  frequency:  43.30  Mc. 


Missouri. 

Kansas. 

Arkansas. 


Oklahoma. 
Texas. 


>  These  frequencies  are  also  designated  for 
assignment  to  base  and  mobile  stations  using 
radio  facslmUe  as  an  1  tegral  portion  of  com- 
mon carrier  telegraph  message  handling  or 
delivery  procedure. 

'This  frequency  is  aLso  designated  for  as- 
signment to  common  carriers  offering  only  a 
one-way  signalling  service  to  mobUe  receivers, 
as  defined  la  t  6.106. 


Zone   VI.     Base  station   frequency:    35  38 
Mc;  Mobile  station  frequency:  43.38  Mc. 

Colorado.  Arizona. 

New  Mexico.  Nevada. 

Utah.  California. 

Zone  VII.     Base  station   frequency:   35.26 
Mr  :  Mobile  station  frequency:  43.26  Mc. 

Oregon.  Washington, 

Idaho. 

The  frequencies  specified  above  may  be 
u.sed  in  adjoining  zones  within  moderate 
distances  of  the  respective  zone  boundary 
to  permit  continuous  service  to  mobile 
units  transiting  such  zone  boundaries. 

§  6.402  Emission  limitations.  (a) 
Each  authorization  i.ssued  to  a  .'■tatlon 
operating  in  these  services  will  show,  as 
the  prefix  to  the  emission  cla.ssification. 
a  figure  ."specifying  the  maximum  author- 
ized bandwidth  in  kc.  to  be  occupied  by 
the  emi.ssion.  The  specified  band  shall 
contain  iho're  frequencies  upon  which  a 
tptal  of  99  per  cent  of  the  radiated  power 
appears,  extended  to  Include  any  dis- 
crete frequency  upon  which  the  power  Ls 
at  least  0.25  per  cent  of  the  total  radiated 
power.  Any  radiation  in  excess  of  the 
limits  specified  in  paragraph  (c>  of  this 
section  Is  considered  to  be  an  unauthor- 
ized emi.ssion. 

(b>  The  emLssion  prefix  figures  re- 
ferred to  in  parapraph  'a>  of  this  .-section 
for  the  types  of  emission  covered  by  para- 
graph (a)  of  §  6.403  are  listed  in  the  table 
below : 

Authorized 
bandwidth, 
Type  of  emission:  {kc.) 

A-3 _».       8 

P3 40 

<c)  For  purpose  of  demonstrating 
compliance  with  paragraph  <a)  of  this 
section,  the  following  limits  apply: 

<1)  Any  emission  appearing  on  any 
frequency  removed  from  the  carrier  fre- 
quency by  at  least  50  per  cent,  but  not 
more  than  100  per  cent,  of  the  maximum 
authorized  bandwidth  shall  be  attenu- 
ated not  le.ss  than  25  db  below  the  un- 
modulated carrier. 

<2)  Any  spurious  or  harmonic  emis- 
sion appearing  on  any  frequency  removed 
from  the  carrier  fiequency  by  at  least 
100  per  cent  of  the  maximum  authorized 
bandwidth  .shall  be  attenuated  below  the 
unmodulated  carrier  by  not  le.ss  than  the 
amount  Indicated  In  the  following  table: 

Maximum    authorized 

plate  power  input  to 

the    final    radio    fre-  Attenuation 

quency   stage:  (db) 

3  watts  or  less 40 

Over  3  watts  and  Including  150  watts.     60 
Over    150    watts    and    including    600 

watts 70 

Over  600  watts 80 

(d>  When  an  unauthorized  emi."<sion 
results  in  harmful  interference,  the  Com- 
mission may.  in  its  di-scretion.  require  ap- 
propriate technical  changes  in  equipment 
to  alleviate  the  interference. 

J  6.403  Types  of  emission,  (a)  Ex- 
cept as  provided  in  paragraph  (b)  of  this 
section,  stations  in  these  services  will  be 
authorized  to  use  only  A3  or  F3  emission 
for  radiotelcphony  with  a  maximum 
audio  frequency  not  to  exceed  3000 
cycles.  The  authorization  to  use  A3  or 
P3  emission  will  be  construed  to  Include 
the  use  of  tone  signals  or  signaling  de- 
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vices  whose  sole  function  Is  to  establish 
and  maintain  communication  between 
stjftions. 

«b)  Other  types  of  emission  not  de- 
scribed in  paragraph  (a)  of  this  section 
may  be  authorized  upon  a  satisfactory 
showing  of  need  therefor.  An  applica- 
tion requesting  such  authorization  shall 
fully  describe  the  emi.ssion  de.sired,  shall 
Indicate  the  bandwidth  required  for  sat- 
isfactory communication,  and  shall  state 
the  purpose  for  which  such  emission 
is  required.  For  Information  regarding 
the  clas.sification  of  emissions  and  the 
calculation  of  the  bandwidth,  reference 
should  be  made  to  Part  2  of  this  chapter. 

5  6.404  Modulation  requirements.  <a> 
The  maximum  audio  frequency  required 
for  satisfactory  radiotelephone  intel- 
ligibility in  these  services  is  considered  to 
be  3000  cycles  per  second,  and  the  trans- 
mission of  higher  frequencies  is  not  au- 
thorized. 

<b»  When  amplitude  modulation  is 
used  for  telephony,  the  modulation  per- 
centage shall  be  suflTicient  to  provide  ef- 
ficient communication  and  shall  be  nor- 
mally maintained  above  70  percent  on 
peaks,  but  shall  not  exceed  100  percent 
on  negative  peaks. 

(c>  When  phase  or  frequency  modu- 
lation is  used  for  telephony,  the  deviation 
ari.<:ing  from  modulation  shall  not  ex- 
ceed plus  or  minus  15  kc  from  the  un- 
modulated carrier. 

'  d )  Each  transmitter  authorized  or  in- 
•stalled  after  July  1.  1950,  shall  be  pro- 
vided with  a  device  which  will  automa- 
tically prevent  modulation  in  excess  of 
that  specified  in  paragraphs  (b)  and 
<c)  of  this  section  which  may  be  caused 
by  greater  than  normal  audio  level :  Pro- 
vided, however.  That  this  requirement 
shall  not  be  applicable  to  transmitters 
authorized  to  operate  as  mobile  stations 
with  a  maximum  plate  power  input  to 
the  final  radio  frequency  stage  of  3  watts 
or  less. 

5  6.405  Frequency  stability.  A  per- 
mittee or  licensee  In  the.se  services  shall 
maintain  the  carrier  frequency  of  each 
authorized  trammitter  within  the  fol- 
lowing percentage  of  the  assigned  fre- 
quency: 

Frequency 

tolerance 

Frequency   range:  {percent) 

Below  50  Mc 0.  01 

From   50-220   Mc ._     .005 

Above  220  Mc (i) 

•  To  be  specified  In  the  authorization. 

§  6.406  Poiver  and  antenna  height, 
(a.)  The  power  which  may  be  used  by  a 
station  in  these  services  shall  be  no  more 
than  the  minimum  required  for  satisfac- 
tory technical  operation  commensurate 
with  the  size  of  the  area  to  be  served  and 
local  conditions  which  affect  radio  trans- 
mission and  reception.  In  cases  of  harm- 
ful interference,  the  Commission  may 
order  a  change  in  power  or  antenna 
height,  or  both. 

(b)  Except  where  the  power  that  may 
be  used  on  a  designated  frequency  is 
specifically  limited,  plate  power  input  to 
the  final  radio  frequency  stage  in  excess 
of  the  following  tabulation  will  not  be 
authorized  unless  the  applicant  submits 
a  map  showing  the  area  to  be  covered 
and,   in   addition,  the   results  of   field 
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Intensity  measurements  in  the  area  in- 
volved, or  other  comparable  engineering 
data  acceptable  to  the  Commission, 
which  clearly  show  the  need  for  higher 
p>ower. 

Maximum  plate  power 
input  to  the  final  radio 
I  frequency  stage 

Frequency:  {watts) 

25-100  Mc-._ 600 

100-220  Mc._ _ _._ 600 

Above  220  Mc (ij 

>  To  be  specified  In  authorization. 

§  6.407  Transmitter  control  require- 
ments. (a>  Each  transmitter  shall  be  .so 
Installed  and  protected  that  it  is  not 
accessible  to  or  capable  of  operation  by 
persons  other  than  those  duly  authorized 
by  the  licensee. 

(b  >  In  these  services  each  station  shall 
be  provided  with  at  least  one  control 
point,  and  may  be  provided  with  as  many 
dispatch  points  as  desired.  Prior  au- 
thority from  the  Commission  is  required 
for  the  installation  of  any  control  point 
which  is  more  than  100  feet  from  the 
transmitter.  Dispatch  points  may  be 
installed  without  authorization. 

<c>  As  u.sed  in  this  section,  a  control 
point  is  an  operating  position  which 
meets  all  of  the  following  conditions: 

(1)  The  operating  position  must  be 
under  the  control  and  supervision  of  the 
licensee; 

<  2 )  It  is  a  position  at  which  the  moni- 
toring facilities  required  by  this  section 
are  installed;  and 

(3)  It  is  a  point  at  which  an  operator 
responsible  for  the  operation  of  the  trans- 
mitter is  stationed. 

(d)  As  used  in  this  section,  a  dispatch 
point  is  an  operating  position  that  does 
not  meet  the  requirements  of  a  control 
point  listed  In  paragraph  io  of  this 
section. 

(e)  To  insure  the  maintenance  of 
control,  means  shall  be  provided  whereby 
each  dispatch  point  is  placed  under  the 
operational  supervision  of  one  or  more 
control  points. 

(f)  Except  for  those  operating  posi- 
tions which  are  within  100  feet  of  the 
transmitter,  the  control  circuits  from  the 
operating  position  to  the  transmitter 
shall  be  so  installed  that  grounding 
either  side  of  the  circuit  or  a  short  across 
the  circuit  will  not  cause  the  transmitter 
to  radiate. 

(g)  At  each  control  point  for  a  base 
or  fixed  station,  the  following  facilities 
shall  be  installed: 

(DA  carrier  operated  device  which 
will  provide  continuous  visual  indication 
when  the  transmitter  is  radiating?:  or, 
in  lieu  thereof,  a  device  which,  will  pro- 
vide continuous  visual  indication  when 
the  transmitter  control  circuits  have 
been  placed  in  a  condition  to  produce 
radiation; 

(2»  Equipment  to  permit  the  opera- 
tor to  monitor  aurally  all  transmissions 
originating  at  dispatch  points  under  his 
supervision; 

•  3)  Facilities  which  will  permit  the 
operator  either  to  disconnect  the  dis- 
patch point  circuits  from  the  tran.'^^mitter 
or  to  render  the  transmitter  inoperative 
from  any  dispatch  point  under  his  super- 
vision; and 

<4)  Facilities  which  will  permit  the 
operator  to  turn  the  transmitter  carrier 
on  and  off  at  will. 
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5  6  408     Transmitter     measurements. 
(a)  The  licensee  of  each  station  shaU 
employ  a  suitable  procedure  to  deter- 
mine that  the  carrier  frequency  of  each 
transmitter,  authorized  to  operate  with 
»  plate  input  power  to  the  final  radio 
frequency  stage  in  excess  of  three  i^atts, 
is  maintained  within  the  tolerance  pre- 
scribed in  this  part.    This  determ  nation 
shall  be  made,  and  the  results  thereof 
entered   in  the  station   records,  in   ac- 
cordance with  the  followmg: 

( 1 )  When  the  transmitter  is  initially 

installed:  ,    .     ..  . 

(1)  When  any  change  is  made  m  tne 
transmitter  which  may  affect  the  earner 
frequency  or  the  stability  thereof; 

(3)  At  intervals  not  to  exceed  six 
months,  for  transmitters  employing 
crystal-controlled   oscillators; 

(4)  At  intervals  not  to  exceed  one 
month,  for  transmitters  not  employing 
cryf^^l-controlled  oscillators. 

"(b)   The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  plate  power  input  to  the  final 
radio  frequency  stage  of  each  base  station 
or  fixed  station  transmitter,  authorized 
to  operate  with  a  plate  input  power  to  the 
final  radio  frequency  stage  in  excess  of 
three  watts,  does  not  exceed  the  maxi- 
mum figure  specified  on  the  current   n- 
strument  of  authorization.  ^Where  the 
transmitter  is  so  constructed  that  a  di- 
rect measurement  of  plate  current  in  the 
final  radio  frequency  stage  is  not  prac- 
ticable, the  plate  input  power  may  be 
determined  from  a  measurement  of  the 
cathode  current  in  the  final  radio  fre- 
qency  stage.    When  the  plate  input  to 
the  final  radio  frequency  stage  is  de- 
termined from  a  measurement  of  the 
cathode  current,  the  required  record  en- 
try .shall  indicate  clearly  the  quantities 
that  were  measured,  the  measured  values 
thereof,  and  the  method  of  determining 
the  plate  power  input  from  the  measured 
values.     This    determination    shall     be 
made,  and  the  results  thereof  entered  in 
the  .station  records,  in  accordance  with 

the  following:  .   .,.,,, 

(1)  When  the  transmitter  is  initially 

Installed:  .  .     .     .y,„ 

(2»  When  any  change  is  made  in  the 

transmitter    which    may    increase    the 

tran.'^mitter  power  input: 

(3)  At    intervals    not    to    exceed    six 

(c)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  deterrnine 
that  the  modulation  of  each  transmitter- 
authorized  to  operate  with  a  plate  input 
power  to  the  final  radio  frequency  stage 
in  excess  of  three  watts,  does  not  exceed 
the  limits  .specified  in  this  Pa^t  This 
determination  shall  be  made  and  the  re- 
sults thereof  entered  in  the  station  rec- 
ords in  accordance  with  the  following: 

(1)  When  the  transmitter  is  initially 
installed:  . 

(2>  When  any  change  is  made  in  tne 
transmitter  which  may  affect  the  modu- 
lation characteristics; 

(3)  At    intervals   not    to    exceed   six 

months.  .         . 

(d)  The  determination  required  oy 
paragraphs  (a>.  (b).  and  <c)  of  this  sec- 
tion may.  at  the  option  of  the  licen.see. 
be  made  by  any  qualified  engineering 
mea.'.urement  service,  in  ^hich  case,  the 
required  record  entries  shaU  show  the 


RULES  AND  REGULATIONS 

name  and  address  of  the  engineering 
m^urement  service  as  well  as  the  name 
of  the  person  making  the  measurements, 
(e)  In  the  case  of  transmitters  n  mo- 
bile units,  the  determinations  required  by 
mragraphs  (a)  and  (c)  of  this  section 
may  be  made  at  a  test  or  service  bench  in 
Ueu  oTin  the  mobile  unit  itself:  Pror.ded 
The  measurements  are  made  under  load 
conditions  equivalent  to  actual  operath^g 
conditions.  And  provided  /"f/^^'^' .^J^J 
after  installation  in  the  mobile  unit  ^h^ 
transmitter  is  given  a  routine  test  and  is 
satSactorily  received  by  an  appropriate 

""^^rwhere  automatic  frequency  moni- 
tors are  employed,  their  use  shall  be 
deemed  to  meet'  the  frequency  checking 
Requirements  for  the  period  during  which 
thev  were  so  used.  The  use  of  a  fre- 
quency monitor  in  lieu  of  frequency 
Checks  Will  be  recorded  i"  the  stat.on^g 
in  the  same  manner  and  at  the  same 
intervals  as  required  in  paragraph  (a) 
(3 1  or  (4»  of  this  section 


5  6.409     Assignment     of     /'•^""^^^f^^- 
All  applicants  for.  and  licensees  o^  jta- 
Uon'st  these  services  are  required    o 
rnnnerate  in  the  use  of  the  deslgnaiea 
frea^encies     to    minimize    Interference 
Srmake  the  most  effective  use  of  t^e 
frequencies    assigned.    Each    frequency 
available  for  use  by  stations  in  these 
services  will  normally  be  assigned  ex- 
cl'suely  to  a  single  aPPHcant  in  any 
sprvice  area.    The  use  of  any  frequency 
may  be  restricted  to  one  or  more  speci- 
fled  geographical  areas. 

5  6  410    Changes  in  equipment.    The 
licensee  of  a  station  in  these  services  may 
retrace  equipment  without  authorizat  on 
from  the  Commission  provided  that  the 
rpnlacement   equipment   is  identical   to 
hat    Pacified  in  the  current  instrument 
oV  authorization.    Requests  for  authority 
to  make  other  changes  in  equipment  shall 
beTubmitted  to  the  Cominission^n  com- 
Dliance  with  rules  regarding     Appiica 
Uons    and   Licen.ses."     No   changes    for 
Sch  authorization  is  required  shall  be 
made  without  prior  approval  from  the 
Commission. 

8  6  411  Changes  in  antenna.  <a> 
Changes  may  be  made  in  the  antenna  or 
antenna  supporting  structure  of  any  sta- 
tin m  these  services,  except  as  provided 
n  paragraph  .b)  of  this  section,  with- 
out specific  authorization  from  the  Coni- 
mission.  provided  that  a  descnption  o 
these  changes  is  Incorporated  m  the  next 
app'ication  for  renewal  or  modification 
of  the  applicable  station  license. 

(b)   No  changes  in  the  antenna  or  an- 
tenna supporting  structure  for  stations 
in  these  services  may  be  made  without 
soecific  authorization  from  the  Conimis- 
sfon  if    a)  such  changes  will  make  the 
antenna  or  structure  higher  than  150  feet 
above  ground  level;  .2>  the  antenna  is 
tuhin  three  miles  of  a  CAA  designated 
Tand  ng  area  and  will  exceed  an  over-all 
height  of  1  foot  for  each  100  feet  of  dis- 
tance, or  fraction  thereof,  from  the  near- 
est  boundary  of  the  landing  area   or  (3) 
the  antenna  or  antenna  structure  is  pres- 
ently  required  to  be  painted  or  lighted 
in  accordance  with  Federal  Communica- 
tions Commission  or  Civil  Aeronautics 
Administration  specifications.     Requests 
for  changes  outlined  in  this  paragraph 


shall  be  submitted  to  the  Commi^lon  on 
rcc  Form  401a  In  quadruplicate.  The 
FCC  Form  401a  shall  be  accompanied  by 
maps  and  sketches  showing  the  proposed 
Changes  in  the  antenna  or  antenna  sup- 
pSn"ng  structure.  The  original  copy  of 
FCC  Form  401a  must  be  signed  in  ac- 
cordance with  §  6.305. 

5  6  501     Operator  requirements.     <a) 
Ali  transmitter  adjustments  or  tests  dur- 
fng  or  coincident  with  the  installation. 
se?viclng.  or  maintenance  of  a  radio  sta- 
Uon  which  may  affect  the  proper  opera- 
ion  oTsuch  station,  shall  be  made  by  or 
under   the   immediate   supervi.'^lon   and 
responsibility  of  a  person  holdvng  a  fii>t 
or  second  class  commercial  radio  opera- 
tor   license     either    radiotelephone    or 
°adloteTe"graph.  who  shall  be  -s possible 
for  the  proper  functlonmg  of  the  station 

Except  under  the  circumstances 
specified  m  paragraph  <a)  of  this  section 
and  except  as  limited  by  Paragraphs  <e) 
through   (h.    of  this  section^ an  unh 
censed  person  may  operate  a  mobile  sta 
Uon  during  the  course  of  normal  rendi- 
tion of   service   when   transmitting   on 
freauencles  above  30  Mc.  after  being  au- 
hoS  to  do  so  by  the  station  licensee^ 
'   ,c»   Except  under  the   circumstance, 
specified  m  paragraph  (a)   of  thi.  sec 
tlon  and.  except  as  limited  by  paragraphs 
(p)  through  (h)  of  this  section,  base  sta- 
fnns    auxiliary  test  stations,  and  fixed 
UUonr^hali  L  operated  in  acconi-ce 
with  the   following  when   tian.rnitting 
Siring  the  course  of  normal  rendition  of 


^^7i*f''prom  a  control  point  <as  defined 
in  §  6.407  > .  only  a  person  holding  a  com- 
mercial radio  operator  license  or  peimit 
^f  any  class  is.sued  by  the  Commission 
shall  operate  a  base  station,  auxiliary 
test  station,  or  fixed  station. 

(2)  From  a  dispatch  point,  an  ur^ll- 
cen.sed  person  may  operate  a  base  sta- 
ion.  auxiliary  test  ^^tlon  or  fixed  sta- 
tinn  after  being  authorized  to  do  so  oy 
he  sutlon  licensee:  Prorid.d.  however 
That  such  operation  shall  be  under  the 
direct  supervision  and  responsibility  o 
a  person  who:  (D  Holds  a  comrnercial 
radio  operator  license  or  permit  of  any 
class  issued  by  the  Commission,  and  (2) 
who  is  on  duty  at  a  control  point  meet 
int?  the  reauirements  of  §  6.4U<. 
^d.  Exc?pt  under  the  circumstances 
specified  in  paragraph  .a>  of  this  section 
and  except  as  limited  by  paragraphs  (e) 
through  .h.  of  this  section,  no  person, 
whether  or  not  a  licensed  operatoris  re- 
quired to  be  m  attendance  at  a  station 
when  transmitting  during  the  course  of 
normal  rendition  of  service  and  when 
retransmitting  by  self-actuating  means  a 
radio  signal  received  from  another  ladio 
station  or  stations. 

VerThe  provisions  of  this  section  au- 
thorizing certain  unllcen.sed  Pfrsons  to 
operate  certain  stations  when  transmu- 
ting during  the  course  of  normal  rend  - 
tion  of  service,  shall  be  applicable  only 
to  stations  in  the  domestic  service  excep 
that  the  provisions  of  paragraph  (c)  <^> 
of  this  section  .shall  be  applicable  to  sta- 
tions in  either  the  domestic  or  interna- 
tional service.    For  the  purposes  of  this 
section,  a  station  In  the  domestic  service 
is  one  which  Is  located  within  the  United 
States,  its  territories  or  possessions  ana 
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which,  when  communicating  with  other 
.stations,  is  in  communication  exclusively 
with  one  or  more  other  United  States 
stations  which  are  also  located  in  the 
United  States,  its  territories  or  posses- 
sions; a  station  in  the  international  serv- 
ice is  one  which  is  not  in  the  domestic 
service  as  just  defined. 

<f)  The  provisions  of  this  section  au- 
thorizing certain  unlicensed  persons  to 
operate  mobile  stations  shall  not  be  con- 
strued to  change  or  diminish  in  any  re- 
spect the  responsibility  of  station  licen- 
sees to  have  and  to  maintain  control  over 
the  stations  licen.^ed  to  them  (including 
all  transmitter  units  thereof",  or  for 
the  proper  functioning  and  operation  of 
those  stations  (including  all  transmitter 
units  thereof)  in  accordance  with  the 
terms  of  the  licenses  of  those  stations. 

•g)  Notwithstanding  any  other  pro- 
visions of  this  .section,  unless  the  trans- 
mitter is  so  designed  that  none  of  the 
operations  necessary  to  be  performed 
during  the  course  of  normal  rendition  of 
service  may  cau.se  off-frequency  opera- 
tion or  result  in  any  unauthorized  radi- 
ation, such  transmitter  shall  be  operated 
by  a  person  holding  a  first  or  second  class 
commercial  radiooperatorlicen.se  (either 
radiotelephone  or  radiotelegraph  as  may 
be  appropriate  for  the  type  of  emission 
being  used",  l.ssued  by  the  Commission. 

(h>  Any  reference  in  this  section  to  a 
commercial  radio  operator  license  or  per- 
mit of  any  cla.ss  issued  by  the  Commis- 
sion shall  not  be  construed  to  include 
Aircraft  Radiotelephone  Operator  Au- 
thorizations. 

5  6  502  Posting  of  operator  license,  (a) 
The  original  license  of  each  base  or  fixed 
station  operator,  other  than  an  operator 
exclusively  performing  service  and  main- 
tenance duties,  shall  be  posted  or  kept 
immediately  available  at  the  place  where 
he  is  on  duty  as  an  operator:  Provided, 
however.  That  if  an  operator  who  is  on 
duty  holds  a  restricted  radiotelephone 
operator  permit  of  the  card  form  ( as  dis- 
tinguished from  such  document  of  the 
diploma  form)  or  holds  a  valid  licen.se 
verification  card  (PCC  Form  758-P)  at- 
testing to  the  existence  of  any  other 
valid  commercial  radio  operator  license, 
he  may  have  such  permit  or  verification 
card,  as  the  ca.se  may  be.  in  his  personal 
pos.se.ssion  or  in  an  appropriate  holder  or 
file  record  at  or  near  the  operators  place 
of  duty. 

(b)  Whenever  a  licensed  operator  is 
required  for  a  mobile  station,  the  original 
license  of  each  such  operator,  other  than 
an  operator  exclusively  performing  serv- 
ice and  maintenance  duties,  shall  be  kept 
in  his  personal  posse.ssion  whenever  he 
performs  the  duties  of  an  operator  at 
such  station:  Provided,  That  in  lieu  of 
an  original  license  of  the  diploma  form 
(as  distinguished  fTbrn  such  document  of 
the  card  form)  he  may  have  in  his  per- 
sonal po.ssession  a  valid  verification  card 
attesting  to  the  existence  of  his  license, 

(O  The  original  license  of  every  sta- 
tion operator  who  exclusively  performs 
service  and  maintenance  duties  at  that 
station  shall  be  posted  at  the  transmit- 
ter Involved  whenever  the  transmitter 
Is  in  actual  operation  while  service  or 
maintenance  work  is  being  performed  by 
h  ;n  or  under  his  immediate  supervision 
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rnd  rpsponslbility:  Provided,  That  in  lieu 
of  posting  his  license,  he  may  have  on  his 
person  either  his  license  or  a  valid  veri- 
fication card. 

J  6  503  Transmitter  identification 
card  and  posting  of  station  license,  (a) 
The  current  authorization  for  each  mo- 
bile station  shall  be  retained  as  a  perma- 
nent part  of  the  station  record,  but  need 
hot  be  posted.  An  executed  Transmitter 
Identification  Card  (PCC  Form  452-C, 
Revised )  shall  be  affixed  to  each  mobile 
transmitter  or  associated  control  equip- 
ment. When  the  transmitter  is  not  in 
view  of  and  readily  accessible  to  he  op- 
erator, it  is  preferred  that  the  identifica- 
tion card  be  affixed  to  the  control  equip- 
ment at  the  transmitter  operating  posi- 
tion. The  following  information  shall  be 
entered  on  the  card  by  the  permittee  or 
licensee: 

(1)  Name  of  permittee  or  licensee: 

(2)  Station  call  sign  as.s!gned  by  the 
Commission; 

(3»  Exact  location  or  locations  of  the 
transmitter  records: 

( 4 )  Frequency  or  frequencies  on  which 
the  transmitter  is  adjusted  to  operate; 
and 

(5)  Signature  of  the  permittee  or  li- 
censee, or  a  designated  official  thereof. 

(b)  The  current  authorization  for 
each  base  or  auxiliary  test  station  shall 
be  posted  at  the  principal  control  posi- 
tion of  that  jstation.  At  all  other  control 
points  listed  on  the  station  authorization, 
a  photocopy  of  the  authorization  shall  be 
posted.  In  addition,  an  executed  Trans- 
mitter Identification  Card  <PCC  Form 
No.  452-C.  Revised)  shall  be  affixed  to 
each  transmitter  operated  at  a  fixed  lo- 
cation, when  such  transmitter  is  not  in 
view  of,  and  readily  accessible  to,  the 
operator  at  the  principal  control  position. 

5  6.504  Inspection  of  stations.  All  sta- 
tions and  records  of  stations  in  this  serv- 
ice shall  be  available  for  inspection  at 
any  time  while  the  station  is  in  operation 
or  .shall  be  made  available  for  inspec- 
tion upon  reasonable  request  of  an  au- 
thorized representative  of  the  Commis- 
sion. 

$  6  505  Inspection  of  tower  lights  and 
associated  control  equipment.  The  li- 
cen.see of  any  station  In  this  service 
which  has  an  antenna  or  antenna  sup- 
porting structure  required  to  be  Illumi- 
nated by  the  terms  of  the  station  author- 
ization: 

(a)  Shall  m.ake  a  daily  check  of  the 
tower  lights  either  by  visual  observation 
of  the  tower  lights  or  by  observation  of 
an  automatic  indicator  to  insure  that 
all  such  lights  are  functioning  properly; 

(b)  Shall  report  Immediately  by  tele- 
phone or  telegraph  to  the  nearest  Air- 
ways Communication  Station  or  office  of 
Civil  Aeronautics  Administration  any  ob- 
served failure  of  a  code  or  rotating  bea- 
con light  not  corrected  within  thirty 
minutes,  regardless  of  the  cause  of  such 
failure.  Further  notification  by  tele- 
phone or  telegraph  shall  be  given  Im- 
mediately upon  resumption  of  the  re- 
quired illumination;  and 

(c)  Shall  Inspect  at  Intervals  of  at 
least  once  each  three  months  all  code 
or  rotating  beacons  and  automatic  light- 
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Ing  control  devices  to  Insure  that  such 
apparatus  is  functioning  properly. 

S  6.506     Answers  to  notices  of  viola- 
tions.    Any    licen.see    receiving    official 
notice  of  a  violation  of  the  terms  of  the 
Communications      Act      of      1934.      as 
amended,  any  legislative  act.  Executive 
Order,  treaty  to  which  the  United  States 
is  a  party,  or  the  Ru!es  and  Regulations 
of  the  Federal  Communications  Commis- 
sion, shall,  within  3  days  from  such  re- 
ceipt, send  a  written  answer  to  the  office 
of  the  Commi.s.sion  originating  the  official 
notice.     If  an  answer  cannot  be  sent,  or 
an  acknowledgment  made  wiihin  such 
3-day     period,     acknowledgment     and 
answer   shall    be   made   at   the   earliest 
practicable  date  with  a  satisfactory  ex- 
planation of  the  delay.     The  answer  to 
each  notice  shall  be  complete  in  Itself 
and  shall  not  be  abbre\  iated  by  reference 
to  other  communications  or  answers  to 
other  notices.     If  the  notice  relates  to 
some  violation  that  may  be  due  to  the 
physical  or  electrical  characteristics  of 
transmitting  apparatus,  the  answer  shall 
state  fully  what  steps  are  taken  to  pre- 
vent future  violations,  and  if  any  new 
apparatus  is  to   be  installed,  the  date 
such  apparatus  was  ordered,  the  name 
of  the  manufacturer,  and  promised  date 
of  delivery.     If  the  installation  of  such 
apparatus  requires  a  construction  per- 
mit, the  file  number  of  the  application 
shall  be  given  or  if  a  file  number  has  not 
been  assigned  by  the  Commission,  such 
identification  a^  will  permit  ready  ref- 
erence.    If  the  notice  of  violation   re- 
lates to  inadequate  maintenance  result- 
ing in  improper  operation  of  the  trans- 
mitter, the  name  and  licen.se  number  of 
the  operator  performing  the  maintenance 
shall  be  given.    If  the  notice  of  violation 
relates  to  .'-ome  lack  of  attention  to  or  im- 
proper operation  of  the  tran.smitter  by 
other  employees,  the  reply  shall  set  forth 
the  steps  taken  to  prevent  a  recurrence 
of  such  lack  of  attention  or  improper 
operation. 

§  6.507  Contents  of  station  records. 
Each  licen.see  of  a  station  in  this  service 
shall  maintain  records  showing: 

(a)  For  all  stations,  the  results  and 
dates  of  the  transmitter  measurements 
required  by  §  6.408,  and  the  name  of  the 
persons  making  the  measurements. 

(b)  For  all  stations,  where  service  or 
maintenance  duties  are  performed  which 
may  affect  their  proper  operation,  the 
responsible  operator  shall  sign  and  date 
an  entry  In  the  station  record  concerned, 
giving: 

(1)  Pertinent  details  of  all  duties  per- 
formed by  him  or  under  his  supervision ; 
(2>  His  name  and  address;  and 
(3)  The  class,  serial  number,  and  ex- 
piration date  of  his  license  provided  that 
the  information  called  for  under  sub- 
paragraphs (2)  and  <3)  of  this  para- 
graph, so  long  as  it  remains  unchanged. 
Is  not  required  to  be  repeated  in  the  case 
of  a  person  who  Is  regularly  employed 
as  operator  on  a  full-time  basis  at  the 
station. 

(c)  For  base  stations  and  auxiliary 
test  stations  only,  the  name  or  names  of 
persons  responsible  for  the  operation  of 
the  transmitting  equipment  each  day, 
together  with  the  period  of  their  duty. 
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(d)  When  a  base  station  or  auxiliary 
test  station  has  an  antenna  or  antenna 
supporting  structure  which  is  required 
to  be  illuminated,  appropriate  entries 
shall  be  made  as  follows: 

(1)  The  time  the  tower  lights  are 
turned  on  and  off  each  day  if  manually 
controlled. 

(2)  The  time  the  daily  check  of  proper 
operation  of  the  tower  lights  was  made, 
either  by  visual  observation  of  the  tower 
lights  or  by  observation  of  an  automatic 
indicator. 

(3 1   In    the    event    of    any    observed 
failure  of  a  tower  light: 
(i)   Nature  of  such  failure, 
(ii)   Date   and   time   the   failure    was 
observed. 

aii)  Date,  time  and  nature  of  the  ad- 
justments, repairs,  or  replacements 
made. 

(iv>  Identification  of  Airways  Com- 
munication Station  (Civil  Aeronautics 
Administration)  notified  of  the  failure 
of  any  code  or  rotating  beacon  light  not 
corrected  within  thirty  minutes,  £.nd  the 
date  and  time  such  notice  was  given. 

(v>  Date  and  time  notice  was  given  to 
the  Airways  Communication  Station 
(Civil  Aeronautics  Administration)  that 
the  required  illumination  was  resumed. 

(4)  Upon  completion  of  the  periodic 
Inspection  required  by  5  6.505: 

(i)  The  date  of  the  inspection  and  the 
condition  of  all  tower  lights  and  asso- 
ciated tower  lighting  control  devices,  to- 
gether with  the  socket  voltages  measured 
under  load  at  the  sockets  or  computed 
from  measurements  under  load  at  other 
points. 

(ii)  Any  adjustments,  replacements. 
or  repairs  made  to  insure  compliance 
with  the  lighting  requirements  and  the 
date  such  adjustments,  replacements  or 
repairs  were  made. 

(e^  All  stations  except  mobile  stations 
licensed  in  the  domestic  public  mobile 
radio  service  shall  keep  a  file  of  all  com- 
munications handled  and  all  base  sta- 
tions so  licensed  shall  keep  a  record  of 
radiotelephone  contacts  either  in  the 
form  of  telephone  tickets  or  as  a  separate 
list.  All  such  records,  when  used  as  a 
substitute  for  an  operating  log,  shall  be 
retained  for  a  period  of  one  year. 

§  6.508  Form  of  station  records.  The 
records  .shall  be  kept  in  an  orderly  man- 
ner, and  in  such  detail  that  the  data  re- 
quired is  readily  available.  Key  letters 
or  abbreviations  may  be  used  if  proper 
meaning  or  explanation  is  set  forth  in 
the  record. 

§  6.509  Station  records,  by  whom 
kept.  Each  entry  in  the  records  of  each 
station  shall  be  signed  by  a  person  qual- 
ified to  do  so,  having  actual  knowledge 
of  the  facts  to  be  recorded. 

§  6  510  Correction  of  station  records. 
No  record  or  portion  thereof  shall  be 
era.sed,  obliterated,  or  wilfully  destroyed 
within  the  required  retention  period. 
Any  necessary  correction  may  be  made 
only  by  the  person  originating  the  entry 
who  .<^hall  strike  out  the  erroneous  por- 
tion, initial  the  correction  made  and  in- 
dicate the  date  of  correction. 

5t.511  Retention  period  of  station 
records.     The  records  required  by  this 
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part  shall  be  retained  for  a  period  of  at 
least  one  year:  Provided.  That: 

(a)  Records  involving  communica- 
tions incident  to  a  disaster  or  which  in- 
clude communications  incident  to,  or  in- 
volved in,  an  Investigation  by  the  Com- 
mission and  concerning  which  the  li- 
cesee  has  knowledge,  shall  be  retained 
by  the  licensee  until  specifically  author- 
ized in  writing  by  the  Commission  to 
destroy  them. 

(b'  Records  incident  to  or  involved 
in  any  claim  or  complaint  of  which  the 
licensee  has  knowledge  shall  be  retained 
by  the  licensee  until  such  claim  or  com- 
plaint has  been  fully  satisfied  or  until  the 
same  h-^s  been  barred  by  statute  limiting 
the  time  for  the  filing  of  suits  upon  such 
claims. 

§  6.512     Operation    during   an   emer- 
gency.    The  licensee  of  any  station  in 
this  service  may,  during  a  period  of  emer- 
gency in  which  the  normal  communica- 
tion facilities  are  disrupted  as  a  result 
of  hurricane,  flood,  earthquake,  or  simi- 
lar disaster,  utilize  such  station  for  emer- 
gency  communication   service  by   com- 
municating in  a  manner  other  than  that 
specified  in  the  station  license:  Provided, 
(a)  That  as  soon  as  possible  after  the  be- 
ginning of  such  emergency  use,  notice  be 
sent  to  the  Engineer-in-Charge  of  the 
district  in  which  the  station  is  located, 
stating  the  nature  of  the  emergency  and 
the  use  to  which  the  station  is  being  put, 
and  (b)  That  the  emergency  use  of  the 
station  shall  be  discontinued  as  soon  as 
substantially     normal     communication 
facilities   are   again   available   and   the 
Engineer-in-Charge   be   notified   imme- 
diately  when   such  special   use  of  the 
station  is  terminated.     The  Commission 
may  at  any  time  order  the  discontinu- 
ance of  such  service. 

§  6.513  Suspension  of  transmissions 
required.  The  tadiations  of  the  trans- 
mitter shall  be  suspended  immediately 
upon  detection  or  notification  of  a  de- 
viation from  the  technical  requirements 
of  the  station  authorization  until  suth 
deviation  is  corrected,  except  for  trans- 
missions concerning  the  immediate 
safety  of  life  or  property,  in  which  case 
the  transmissions  shall  be  suspended  as 
soon  as  the  emergency  is  terminated. 

§  6.514  Installation  of  mobile  units  in 
private  vehicles.  A  mobile  radio  station, 
or  transmitter  unit  thereof,  licensed  in 
these  services,  may  not  be  installed  or 
maintained  in  a  vehicle  or  vessel  unless 
the  operation  of  such  transmitter  is  at 
all  times  under  the  control  of  the 
licensee. 

5  6.515  Authorization  for  tests  not  to 
be  construed  as  license.  The  authoriza- 
tion for  equipment  and  service  tests  as 
embodied  in  S  6  516  shall  not  be  con- 
strued as  constituting  a  license  to  oper- 
ate, but  as  a  necessary  part  of  the  con- 
struction. 

5  6.516  Equipment,  service  and  main- 
tenance tests.  When  new  stations  in 
common  carrier  services  are  ready  in  all 
respects  to  be  placed  in  service,  equip- 
ment and  service  tests  shall  be  conducted 
as  outlined  below,  provided  all  necessary 
precautions  are  taken  to  avoid  interfer- 
ence to  any  other  authorized  station.    No 


charge  whatever  shall  be  made  for  any 
service  that  may  be  furnished  during  the 
test  period. 

(a)  Equipment  tests.  Upon  comple- 
tion of  a  radio  .station  in  exact  accord- 
ance with  the  terms  of  the  construction 
permit,  the  technical  provisions  of  the 
application  therefor,  and  the  rules  and 
regulations  governing  the  class  of  sta- 
tion concerned  and  prior  to  filing  of  an 
application  for  station  license,  the  per- 
mittee shall  determine  that  the  station 
is  operating  in  a  satisfactory  manner, 
during  an  equipment  test  period  of  not 
to  exceed  ten  days.  If  any  deficiencies 
are  found  the  permittee  must  make  the 
necessary  corrections  during  this  period. 
The  Commissions  Engineer-in-Charge 
of  the  district  in  which  the  station  is  lo- 
cated shall  be  notified  two  days  in  ad- 
vance of  bepinning  the  equipment  tests, 
and  unle.ss  instructions  to  the  contrary 
are  received,  the  permittee  is  automati- 
cally authorized  to  proceed  with  tests  as 
planned. 

(bi  Service  te.st.<i.  Upon  completion  of 
the  equipmervt  tests  outlined  in  para- 
graph (a)  of  this  section,  and  after  filing 
applications  for  station  license  with  the 
Commission,  the  permittee  shall  conduct 
service  tests  in  exact  accordance  with  the 
construction  permit  for  a  period  of  not  to 
exceed  30  days.  The  Commissions  En- 
gineer-in-Charge of  the  district  in  which 
the  station  is  located  shall  be  notified  two 
days  in  advance  of  beginning  such  serv- 
ice tests,  and  unless  instructions  to  the 
contrary  are  received,  the  permittee  is 
automatically  authorized  to  proceed  with 
tests  as  planned.  Service  tests  shall  not 
commence  after  the  expiration  date  of 
the  construction  permit. 

(c)  Maintenance  tests.  The  licensees 
of  all  stations  in  these  services  are  au- 
thorized to  make  such  routine  tests  as 
may  be  required  for  the  proper  mainte- 
nance of  the  station:  Provided,  That  all 
necessary  precautions  are  taken  to  avoid 
Interference  with  other  authorized  serv- 
ices. The  time  taken  for  such  tests  shall 
be  held  to  a  minimum. 

§  6.517  Station  identification.  Each 
station  in  the  Domestic  Public  Land 
Mobile  Service  shall  orally  identify  it.self 
during  each  communication  or  exchange 
of  a  series  of  communications.  In  the 
event  of  a  prolonged  series  of  commu- 
nications, a  station  must  identify  Itself  at 
lea.st  once  every  half  hour.  In  lieu  of  the 
use  of  an  official  call  sign,  a  station  may 
identify  itself  as  follows: 

•  a)  A  mobile  station  may  identify  it- 
self by  (1 »  the  special  mobile  unit  desig- 
nation assigned  by  the  licensee  or  (2)  its 
a.ssigned  telephone  number,  provided 
adequate  records  are  maintained  by  the 
licensee  to  permit  ready  identification  of 
the  mobile  station. 

(b>  A  station  at^  fixed  location  may 
identify  itself  by  the  name  of  the  city 
in  which  the  station  is  located. 
Wherever  it  appears  that  the  manner 
of  Identification  used  by  a  licensee  In  lieu 
of  the  official  call  sign  is  Inadequate,  the 
Commission  may  require  the  licensee  to 
change  the  method  of  station  identifi- 
cation. 

Miscellaneous 

5  6.601  Tariffs,  reports,  and  other 
material  required  to  be  submitted  to  the 
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Commission.  Part  1  of  this  chapter,  be- 
ginning with  §  1.541,  contains  a  sum- 
mary of  certain  material  and  reports, 
including  but  not  limited  to  schedules 
of  charges  and  accounting  and  financial 
reports,  which  must  be  filed  with  or  sub- 
mitted to  the  Commis.sion. 

S  6.602  Discontinuance,  reduction,  or 
impairment  of  service.  Procedures  re- 
lating to  applications  under  section  214 
of  the  Communications  Act,  for  author- 
ity to  di.'^continue,  reduce,  or  impair 
.service  to  a  community  or  part  of  a 
community,  are  set  out  In  Part  63  of 
this  chapter. 

Federal  CoMMtwicATiONs 
Commission, 
[seal!        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49  3516;    Filed,    May    6.    1949; 
8:46  a.  m.] 
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PAUT  10 — Public  Safety  Radio  Service 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  27th  day  of  April 
1949  "P.  R.  Doc.  49-3515.  supra'.  Part 
10,  Rules  Governing  Public  Safety  Radio 
Services,  Is  adopted,  effective  July  1, 1949, 
as  set  forth  below.  Part  10.  Rules  Gov- 
erning Emergency  Radio  Services,  of  the 
Commission's  Rules  and  Regulations, 
heretofore  in  effect,  is  super.'^eded  and 
abolished,  and  the  proceedings  in  Docket 
No.  9001  are  terminated. 

Federal  Communications 
Commission, 
rsE.M]        T.  J.  Slowie. 

Secretary. 
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STTBPART  A — GENERAL  INFORMATION 

5  10.1  Basis  mid  purpose,  (a)  The 
basis  for  the  rules  following  in  this  part 
is  the  Communications  Act  of  1934,  as 
amended,  and  applicable  treaties  and 
agreements  to  which  the  United  States 
Is  a  party.  The  rules  in  this  part  are  is- 
sued pursuant  to  authority  contained  in 
Title  III  of  the  Communications  Act  of 
1934.  as  amended,  which  vests  authority 
in  the  Federal  Communications  Commis- 
sion to  regulate  radio  transmis.sions  and 
to  is.sue  licenses  for  radio  stations. 

(b)  The  rules  in  this  part  are  de- 
signed to  provide  a  service  of  radiocom- 
munlcation  e.s.sential  either  to  the  dis- 
charge of  non-federal  governmental 
functions  relating  to  the  public  safety 
or  the  alleviation  of  an  emergency  en- 
dangering life  or  property. 

§  10.2  Definitions,  Por  the  purpose  of 
this  part  the  following  definitions  shall 
be  applicable.  (For  ctlicr  definitions, 
refer  to  Part  2 — Rules  Governing  Fre- 
quency Allocations  and  Treaty  Matters; 
General  Rules  and  Regulations.) 

(a)  Public  Safety  Radio  Services. 
Any  service  of  radiocommunication.  es- 
.sential  either  to  the  discharge  of  non- 
federal governmental  functions  relating 
to  public  safety  responsibilities  or  to  the 
alleviation  of  an  emergency  endangering 
life  or  property,  the  radio  transmitting 
facilities  of  which  are  defined  as  fixed, 
land,  or  mobile  stations. 

<b;  Police  Radio  Service.  A  Public 
Safety  service  of  radiocommunication  es- 
sential to  official  police  activities. 

(c)  Fire  Radio  Service.  A  Public 
Safety  service  of  radiocommunication  es- 
sential to  official  fire  activities. 

<d »  Forestry-Conservation  Radio  Serv- 
ice. A  Public  Safety  service  of  radiocom- 
munication essential  to  official  forestry- 
conservation  activities. 

(e>  HighuKiy  Maintenance  Radio  Serv- 
ice. A  Public  Safely  service  of  radiocom- 
munication essential  to  official  highway 
maintenance  activities. 

<f)  Special  Emergency  Radio  Service. 
A  Public  Safety  service  of  radiocommu- 
nication essential  to  the  alleviation  of  an 
emergency  endangering  life  or  property. 

'g»  Radio  service.  An  administra- 
tive subdivision  of  the  field  of  radio- 
communication.  In  an  engineering 
sen.se  the  subdivisions  may  be  made  ac- 
cording to  the  method  of  operation,  as, 
for  example,  mobile  service  and  fixed 
service.  In  a  regulatory  sense,  the  sub- 
divisions may  be  descriptive  of  particu- 
lar groups  of  licensees,  as,  for  example, 
the  groups  and  subgroups  of  persons  li- 
censed under  this  part. 

(h)  Fixed  service.  A  service  of  radio- 
communication  between  specified  fixed 
point.*:. 

(\)  Mobile  service.  A  service  of  radio- 
communication  between  mobile  and 
land  stations,  or  between  mobile  stations. 

<j)  Fixed  stations.  A  ."tation  in  the 
fixed  service. 

(k)  Operational  fixed  station.  A  fixed 
station,  not  open  to  public  correspond- 
ence, operated  by  and  fpf  the  sole  use 
of  those  agencies  operating  their  own 
radiocommunication  facilities  in  the 
Public  Safety,  Industrial,  Land  Trans- 
portation, Marine,  or  Aviation  Service. 
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(1)  Control  station.  An  operational 
fixed  station  the  transmissions  of  which 
are  used  to  automatically  control  the 
emissions  or  operation  of  another  radio 
station  at  a  specified  location. 

(m)  Repeater  station.  An  opera- 
tional fixed  station  established  for  the 
automatic  retransmission  of  radiocom- 
munications  received  from  one  or  more 
mobile  stations  and  directed  to  a  speci- 
fied location. 

<n)  Fixed  relay  station.  An  opera- 
tional fixed  station  established  for  the 
automatic  retransmission  of  radiocom- 
municatlons  received  from  either  one 
or  more  fixed  stations  or  from  a  com- 
bination of  fixed  and  mobile  stations 
and  directed  to  a  specified  location. 

(0)  Zone  station.  A  fixed  station  in 
the  police  radio  service  using  radio- 
telegraphy  (Al  emission*  for  communi- 
cation with  other  similar  stations  in 
the  same  zone  and  with  an  interzone 
station. 

fp)  Interzone  station.  A  fixed  sta- 
tion in  the  police  radio  service  using 
radiotelegraphy  (Al  emission)  for  com- 
munication with  zone  stations  within 
the  zone  and  with  interzone  stations  in 
other  zones. 

(q)   Land  station.      A  station  in  the 
mobile  service  not  intended  for  opera- 
tion while  in  motion.      'Of  the  various 
types  of  land  stations,  only  the  base  sta- 
tion is  pertinent  to  this  Part  and  will  be 
used  interchangeably  with  land  station.  > 
(r)   Base  station .     See    Land  station." 
(s)   Mobile  station.     A  station  in  the 
mobile  service  intended  to  be  used  while 
in  motion  or  during  halts  at  unspecified 
points. 

(t)  Mobile  relay  station.  A  ba.se  sta- 
tion established  for  the  automatic  re- 
transmission of  mobile  service  communi- 
cations which  origin  te  on  the  transmit- 
ting frequency  of  the  mobile  stations  and 
which  are  retransmitted  on  the  receiving 
frequency  of  the  mobile  stations. 

(u)  Harmful  interference.  Any  radi- 
ation or  any  induction  which  endangers 
the  functioning  of  a  radionavi.^ation 
service  or  of  a  safety  service  or  obstructs 
or  repeatedly  interrupts  a  radio  service 
operating  in  accordance  with  the  regula- 
tions in  this  part.  'For  purposes  of  this 
definition  only,  a  .safety  service  is  any 
radio  service  whose  operation  is  directly 
related,  whether  permanently  or  tem- 
porarily, to  the  safety  of  human  life  and 
the  safeguarding  of  property.) 

( V )  Landing  area.  As  defined  by  Title 
I.  Section  I  (22)  of  the  Civil  Aeronautics 
Act  of  1938.  as  amended.  Landing  Area 
means  any  locality,  either  of  land  or 
water,  including  airdromes  and  inter- 
mediate landing  fields,  which  is  used,  or 
intended  to  be  used,  for  the  landing  and 
take-cff  of  aircraft,  whether  or  not  fa- 
ci'ities  are  provided  for  the  shelter,  serv- 
icing, or  repair  of  aircraft,  or  for  receiv- 
ing or  discharging  passengers  or  cargo, 
(w)  Station  authorization.  Any  con- 
struction permit,  license,  or  special  tem- 
porary authorization  issued  by  the  Com- 
mission. 

(x>  Carrier  frequency.  The  frequency 
of  the  carrier. 

(y)  Assigned  frequency.  The  fre- 
quency appearing  on  a  station  authoriza- 
tion, from  which  the  carrier  frequency 
may  deviate  by  an  amount  not  to  exceed 


RULES  AND  REGULATIONS 

that  permitted  by  the  frequency  toler- 
ance. 

(z)  Authorized  bandwidth.  The  fre- 
quency band,  specified  in  kilocycles  and 
centered  on  the  carrier  frequency,  con- 
taining those  frequencies  upon  which  a 
total  of  99  percent  of  the  radiated  power 
appears,  extended  to  Include  any  discrete 
frequency  upon  which  the  power  Is  at 
least  0.25  percent  of  the  total  radiated 
power. 

§  10.3  Organization  and  applicability 
of  rules.  The  rules  in  this  part  are  di- 
vided into  ten  subparts,  of  which  Sub- 
parts A  through  E  inclusive  contain  rules 
of  a  general  nature  which  apply  to  every 
station  authorized  under  this  part,  while 
Subparts  P  through  J  inclusive  are 
specific  and  apply  only  to  the  stations 
authorized  under  the  particular  .subpart. 

5  10.4.  General  limitation  on  use.  The 
radio  facilities  authorized  under  this  part 
shall  not  be  used  to  carry  program  mate- 
rial of  any  kind  for  use  in  connection 
with  radio  broadcasting  and  shall  not 
be  used  to  render  a  communications 
common  carrier  service  except  for  sta- 
tions in  the  Special  Emergency  Radio 
Service  while  being  used  to  bridge  gaps 
in  common  carrier  wire  facilities. 

5  10.5  General  citizenship  restrictions. 
A  .station  license  shall  not  be  granted  to 
or  held  by: 

■fa)   Any  alien  or  the  representative  of 

any  alien; 

(b)  Any  foreign  government  or  the 
representative  thereof; 

(c)  Any  corporation  organized  under 
the  laws  of  any  foreign  government; 

(d)  Any  corporation  of  which  any 
officer  or  director  is  an  alien; 

(e»  Any  corporation  of  which  more 
than  one-fifth  of  the  capital  stock  Is 
owned  of  record  or  voted  by:  Aliens  or 
their  representatives;  a  foreign  govern- 
ment or  representative  thereof;  or  any 
corporation  organized  under  the  laws 
of  a  foreign  country; 

(f)  Any  corporation  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  any  officer  or  more  than 
one-fourth  of  the  directors  are  aliens,  if 
the  Commission  finds  that  the  public 
interest  will  be  served  by  the  refusal  or 
revocation  of  such  license;  or 

(g)  Any  corporation  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  more  than  one-fourth  of 
the  capital  stock  is  owned  of  record  or 
voted  by :  Aliens  or  their  representatives ; 
a  foreign  government  or  representative 
thereof;  or  any  corporation  organized 
under  the  laws  of  a  foreign  government, 
if  the  Commission  finds  that  the  public 
Interest  will  be  served  by  refusal  or  rev- 
ocation of  such  license. 

§  10.6  General  restrictions  on  trans- 
fer and  as.'iignment  of  station  authoriza- 
tion. A  station  authorization;  the  fre- 
quencies authorized  to  be  used  by  the 
grantee  of  such  authorization;  and  the 
rights  therein  granted  by  such  authori- 
zation shall  not  be  transferred,  assigned, 
or  in  any  manner  either  voluntarily  or 
involuntarily  disposed  of,  or  indirectly  by 
transfer  of  control  of  any  corporation 
holding  such  authorization  to  any  per- 
son, unless  the  Commission  shall,  after 
securing  full   Information,   decide   that 


said  transfer  Is  in  the  public  Interest, 
and  shall  give  its  consent  in  writing. 
Requests  for  authority  to  transfer  or  as- 
sign a  station  authorization  may  be  sub- 
mitted in  accordance  with  Subpart  B  of 
this  part. 

§  10.7  Coordinated  service.  Arrange- 
ments may  be  made  between  two  or  more 
persons  for  the  cooperative  use  of  radio 
station  facilities  provided  all  persons 
sharing  in  the  use  of  a  station  are  eligible 
to  hold  licenses  to  operate  the  particular 
type  of  station  shared.  Such  coopera- 
tive arrangements  shall  be  governed  by 
the  following. 

(a)   Agreements    relating    to    control. 
(1)   A  group  of  persons  eligible  for  a  li- 
•cense  in  the  same  public  safety  radio 
service  may  share  the  use  of  a  base  sta- 
tion or  a  ba.se  and  mobile  station  licensed 
to  one  member  of  the  group  provided 
there  is  on  file  with  the  Commi.^sion,  and 
maintained  with  the  records  of  the  sta- 
tion,  a   copy   of   the   agreement   under 
which  such  shared  operation  shall  take 
place.     Such  agreement  should  provide 
that  the  licensee  of  the  .station  shall  be 
in  control  of  the  OF>eration  of  the  station 
and  that  all  us-^  of  its  facilities  shall  take 
place  only  under  the  direction  and  su- 
pervision of  an  employee  of  the  licensee. 
«2)   Subscribers  to  such  service  may 
either  obtain  a  separate  license  to  cover 
the  mobile  transmitters  which  they  use 
or  the  mobile  transmitters  may  be  in- 
cluded in  the  license  of  the  ba.se  station 
from  which  service  is  rendered.     In  the 
latter  case  the  coordinated  service  agree- 
ment should  specifically  cover  use  of  such 
mobile  units  and  indicate  that  the  li- 
censee would  be  in  control  of  such  unit-s. 
(b)   Contributions  to  operating  costs. 
Coordinated   service   may    be   rendered 
without  cost  to  subscribers  or  contribu- 
tions to  capital  and  operating  expenses 
may  be  accepted  by  the  licensee.     Such 
contributions  must  be  on  a  cost-.sharing 
fbasis  and  pro-rated  on  an  equitable  ba- 
sis among  all  persons  who  are  parties  to 
the  cooperative  arrangement.    Record.>< 
which  reflect  the  cost  of  the  service  and 
its  non-profit,  cost-sharing  nature  .shall 
be  maintained  by  the  base  station  li-      • 
censee  and  held  available  for  inspection 
by  Commission  representative. 

SUBPART  B — APPLICATIONS  AND  LICENSES 

§  10.51  Station  authorization  re- 
quired. No  radio  transmitter  shall  be 
operated  in  the  Public  Safety  Radio 
Services  except  under  and  in  accordance 
with  a  proper  station  authorization 
granted  by  the  Federal  Communications 
Commission. 

§  10.52  Procedure  for  obtaining  a 
radio  station  license,  (a)  The  first  step 
toward  obtaining^  station  license  is  the 
filing  of  an  application  for  a  con.struc- 
tion  permit  in  accordance  with  this 
part.  After  the  construction  and  in- 
stallation are  completed,  a  base  or  fixed 
station  may  be  tested  in  accordance  with 
Subpart  C  of  this  part,  and  an  applica- 
tion for  station  license  may  be  submitted. 

<b)  In  the  case  of  mobile  transmitters, 
including  hand-carried  or  pack-carried 
units,  which  are  purchased  as  a  complete 
packaged  unit  and  used  without  njodi- 
flcation  the  application  for  license  may 
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be  submitted  simultaneously  with   the 
application  for  construction  permit. 

S  10.53  Filing  of  applications,  (a) 
To  assure  that  necessary  information  is 
supplied  in  a  consistent  manner  by  all 
persons,  standard  forms  are  prescribed 
for  use  in  connection  with  the  majority 
of  applications  and  reports  submitted  for 
Commission  consideration.  Standard 
numbered  forms  applicable  to  the  Public 
Safety  Radio  Services  are  discussed  in 
5  10.55.  and  may  be  obtained  from  the 
Washington.  D.  C.  office  of  the  Com- 
mission, or  from  any  of  its  engineering 
field  offices.  Concerning  matters  where 
no  standard  form  is  applicable,  the 
procedure  outlined  in  §  10.56  should  be 
followed. 

"b»  Any  application  for  radio  station 
authorization  and  all  correspondence  re- 
lating thereto  shall  be  submitted  to  the 
Commission's  office  at  Washington  25, 
D.  C,  directed  to  the  attention  of  the 
Secretary.  An  application  for  commer- 
cial radio  operator  permit  or  license  may 
be  .submitted  to  any  of  the  Commission  s 
engineering  field  offices,  or  to  the  Com- 
mlssions  office  at  Washington  25.  D.  C. 

(c)  Unless  otherwise  specified,  an  ap- 
plication shall  be  filed  at  least  sixty  days 
prior  to  the  date  on  which  it  is  desired 
that  Commission  action  thereon  be  com- 
pleted. In  particular,  applications  in- 
volving removal  of  existing  equipment  or 
the  installation  of  new  equipment  shall 
be  filed  at  least  sixty  days  prior  to  the 
contemplated  removal  or  in.stalIation. 

<d)  Each  application  for  station 
authorization  shall  be  specific  and  com- 
plete with  regard  to  station  location,  pro- 
posed equipment,  power,  antenna  height, 
and  operating  frequency,  and  other  In- 
formation required  by  the  application 
form. 

<e)  Unless  otherwise  specified  in  a 
particular  case,  or  for  a  particular  form, 
each  application  shall  be  filed  In 
duplicate. 

S  10.54  Who  may  sign  applications. 
fa)  One  copy  of  each  application  for  an 
authorization  shall  be  signed  under  oath 
or  affirmation  in  accordance  with  the 
following : 

(1)  Applications  filed  on  behalf  of  a 
state  or  territory  and  similar  govern- 
mental entities  shall  be  signed  by  the 
Chief  Executive  of  the  department  for 
which  the  station  will  be  used;  e.  g. 
the  Chief.  State  Highway  Patrol;  Chair- 
man, State  Conservation  Commis-sion; 
etc. 

•  2)  Applications  filed  on  behalf  of 
counties,  municipalities  and  similar 
governmental  entitles  shall  be  signed  by 
either  the  Chief  Executive  Officer  of  the 
applicant;  e.  g..  Chairman,  Board  of 
County  Commissioners;  Mayor;  City 
Manager;  or  by  the  Chief  Executive  of 
the  department  for  which  the  station 
will  be  used;  e.  g.,  Director  of  Public 
Safety;  Police  Chief;  Fire  Chief;  Super- 
intendent of  Communications;  SherlfT; 
etc. 

'3)  Applications  filed  on  behalf  of  ap- 
plicants other  than  governmental  entities 
shall  be  signed  by  the  individual;  or  any 
one  of  the  partners  if  the  applicant  be 
a  partnership;  or  by  an  officer  if  the 
applicant  be  a  corporation;  or  by  a  mem- 
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ber  who  Is  an  officer  if  the  applicant  be 
an  unincorporated  association. 

(b)  Applications  may  be  signed  by  the 
attorney  for  the  applicant  either  in  case 
of  physical  disability  of  the  applicant, 
or  in  case  of  his  absence  from  the  Con- 
tinental United  States.  If  it  be  made  by 
a  per.«:on  other  than  the  applicant,  he 
must  set  forth  in  the  verification  the 
grounds  of  his  belief  as  to  all  matters 
not  stated  upon  his  knowledge  and  the 
rea.son  why  it  Is  not  made  by  the 
applicant. 

5  10.55  Forms  to  be  used — (a)  Appli- 
cation for  construction  permit  for  base 
stations  and  fixed  stations.  A  separate 
application  for  con.struction  permit  shall 
be  submitted  on  FCC  Form  401,  or  401-B 
when  applicable,  for  each  base  .station  or 
fixed  station.  Such  application  shall  be 
accompanied  by  a  description  of  the  an- 
tenna structure,  on  FCC  Form  401a.  in 
quadruplicate,  in  all  ca.ses  when: 

<1)  The  antenna  and  supporting 
structure  proposed  to  be  erected  will  ex- 
ceed an  overall  height  of  150  feet  above 
ground  level ;  or 

(2 )  The  antenna  is  to  be  located  within 
three  miles  of  a  landing  area  and  will 
exceed  an  overall  height  of  one  foot  above 
ground  for  each  100  feet  of  distance,  or 
fraction  thereof,  from  the  nearest 
boundary  of  the  landing  area. 

<b>  Description  of  antenna  structure 
(FCC  Form  401a).  When  required  to  be 
submitted,  by  the  terms  of  paragraph 
(a)  of  this  section.  FCC  Form  401a  shall 
be  submitted  In  quadruplicate.  There 
shall  be  attached  to  each  copy  of  the 
form  a  sketch  showing  the  antenna  and 
supporting  structure  as  well  as  a  map 
showing  the  location  of  the  antenna, 
landing  areas  in  the  vicinity  thereof,  and 
all  tall  structures  that  may  affect  the  ob- 
struction marking  of  the  antenna  or 
supporting  structure. 

<c)  Application  for  construction  per- 
mit for  mobile  station.  Application  for 
construction  permit  for  any  number  of 
mobile  units  in  the  same  service,  includ- 
ing hand-carried  or  pack-carried  units, 
may  be  combined  into  one  application 
and  shall  be  submitted  on  FCC  Form  401, 
or  401-B  when  applicable:  Provided, 
That  where  the  applicant  contemplates 
the  operation  of  only  one  base  station, 
authorization  for  the  associated  mobile 
units  may  be  requested  on  the  base  sta- 
tion application. 

(d>  Application  for  station  license. 
Application  for  station  license  shall  be 
filed  on  FCC  Form  403  upon  completion 
of  construction  or  installation  in  accord- 
ance with  the  terms  and  conditions  set 
forth  in  the  construction  permit. 

(e)  Application  for  modification  of 
construction  permit.  Separate  appli- 
cation for  modification  of  construction 
permit  shall  be  submitted  on  FCC  Form 
401,  or  401-B  when  applicable,  for  each 
base  station  or  fixed  station.  Applica- 
tion for  modification  of  construction  per- 
mit for  any  number  of  mobile  units  to  be 
operated  in  the  same  service,  including 
hand-carried  or  pack-carried  units,  may 
be  combined  into  one  application  and 
shall  be  submitted  on  PCC  Form  401,  or 
401-B  when  applicable. 

(f)  Application  for  modification  of 
ttation  license.     Application  for  modifi- 
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cation  of  station  license  shall  be  sub- 
mitted on  FCC  Form  403.  A  blanket 
application  for  modification  of  a  group 
of  station  licenses  of  the  same  class  may 
be  submitted  in  those  cases  where  the 
modification  requested  is  the  same  for 
all  stations  covered  by  the  application. 
The  individual  .stations  covered  by  such 
application  shall  be  clearly  identified 
therein. 

<g)  Application  for  renewal  of  license. 
Application  for  renewal  of  station  license 
shall  be  submitted  on  FCC  Form  405.  A 
blanket  application  may  be  submitted  for 
renewal  of  a  group  of  station  licenses  in 
the  same  class.  The  individual  stations 
covered  by  such  applications  shall  be 
clearly  Identified  thereon.  Unle!:s  other- 
wise directed  by  the  Commission,  each 
application  for  renewal  of  license  shall 
be  filed  at  least  60  days  prior  to  the  ex- 
piration date  of  the  license  to  be  re- 
newed. 

(h'  Application  for  additional  time  to 
construct  radio  station.  FCC  Form  701 
shall  be  submitted  to  the  Commi.'^sion 
whenever  it  is  necessary  to  request  an  ex- 
tension of  the  time  limit  specified  on  a 
valid  construction  permit. 

(i)  Application  for  consent  to  assign - 
vient  of  radio  station  construction  per- 
mit or  license.  Application  on  FCC 
Form  702  shall  be  submitted  to  the  Com- 
mi.ssioo  when  the  legal  right  to  construct 
or  to  control  the  use  and  operation  of  a 
station  is  to  be  transferred  as  a  result  of 
a  voluntary  act  <  contract  or  other  agree- 
ment)^ or  an  involuntary  act  (death  or 
legal  disability)  of  the  grantee  of  a  per- 
mit or  station  license,  or  by  involuntary 
assignment  of  the  physical  properly  con- 
stituting the  station  under  a  court  decree 
in  bankruptcy  proceedings,  or  other  court 
order,  or  by  operation  of  law,  or  in  any 
other  manner. 

§  10.56  Request  for  special  temporary 
authority.  <a)  In  circumstances  requir- 
ing immediate  or  temporary  use  of  facili- 
ties, request  may  be  made  for  special 
temporary  authority  to  install  and  op- 
erate new  equipment  or  to  operate  11- 
cen.sed  equipment  in  a  manner  different 
from  that  authorized  in  the  station  li- 
cense. Any  such  request  may  be  in  let- 
ter form,  submitted  in  duplicate,  and 
signed  under  oath.  The  request  shall  be 
clear  and  complete  within  itself  as  to  the 
facts  presented  and  the  action  desired. 
In  emergency,  a  telegraphic  or  tele- 
phonic request  may  be  submitted  pro- 
vided it  Is  immediately  followed  by  a 
written  request  under  oath  for  the  au- 
thority desired. 

(b)  Special  temporary  authority  may 
also  be  requested  for  the  purpose  of 
conducting  a  field  survey  to  determine 
necessary  data  in  connection  with  the 
filing  of  formal  applications  for  installa- 
tion of  a  radio  system  under  this  part. 
In  this  case,  the  authority,  if  issued,  will 
be  for  developmental  operation  only  and 
the  applicable  sections  of  Subpart  E 
hereof  shall  also  apply  to  the  grant. 

<c)  Request  for  special  temporary  au- 
thority shall  contain  the  following  in- 
formation : 

(1)  Name,  address,  and  citizenship 
status  of  applicant. 

(2)  Need  for  special  action. 

(3)  Type  of  operation  to  be  conducted. 
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(4)  Purpose  of  operation. 

(5)  Time  and  date  of  operation  de- 
sired. 

(6)  Class   of  station   and   nature   of 

service. 

(7)  Location  of  station. 

(8)  E>iuipment  to  be  used,  specifying 
manufacturer,  model  numljer  and  num- 
ber of  units. 

(9)  Frequency (s)  desired. 

(10)  Plate  power  input  to  final  radio 
frequency  stage. 

(11)  Type  of  emission. 

( 12 )  Description  of  antenna  to  be  used, 
including  height. 

(d)  No  request  for  special  temporary 
authority  will  be  considered  unless  re- 
ceived by  the  Commission  at  least  ten 
days  previous  to  the  date  of  proposed 
operation,  unless  accompanied  by  a  sat- 
isfactory showing  of  .sufiQcient  reasons  for 
the  delay  in  submitting  the  request. 

5  10.57  Statement  with  respect  to  fre- 
quency requested,  (a)  Except  for  appli- 
cations in  the  special  emergency  service, 
each  application  requesting  assign.nent 
of  a  frequency  not  previously  authorized 
for  u.se  by  the  applicant  shall  be  accom- 
panied by  information  in  the  form  re- 
quired by  either  paragraph  (b)  or  (c)  of 
this  section. 

(b>  (1»  A  statement  under  oath  that 
all  exi.sting  licenses  in  the  same  service 
located  within  a  radius  of  75  miles  of  the 
propo-sed  station  and  operating  on  fre- 
quencies within  the  band  proposed  to  be 
used  by  the  applicant  have  been  notified 
of  the  applicant's  intention  to  request  the 
particular  frequency;  and 

(2>  A  report  based  on  a  field  study 
covering  an  area  within  a  radius  of  75 
miles  of  the  proposed  station,  indicating 
the  probable  interference  to  existing  sta- 
tions operating  in  same  service  in  the 
band  requested. 

(c)  In  lieu  of  the  statement  and  re- 
port described  in  paragraph  (b)  of  this 
section,  the  applicant  may  submit  a 
statement  from  a  frequency  advisory 
committee  commenting  upon  the  fre- 
quency requested  and  giving  the  opinion 
of  the  committee  regarding  the  probable 
interference  to  existing  stations.  The 
frequency  advisory  committee  must  be 
so  organized  that  it  is  representative  of 
all  persons  involved  who  are  eligible  for 
radio  facilities  in  the  service  concerned 
in  the  area  the  committee  purports  to 
represent  and  for  which  recommenda- 
tions are  made.  The  functions  of  such 
committees  are  purely  advisory  in  char- 
acter and  their  comments  and  recom- 
mendations are  not  binding  upon  the 
Commission. 

5  10.58  Supplemental  information  re- 
quired with  applications  for  control,  re- 
peater, or  relay  station,  (a)  Each  ap- 
plication for  construction  permit  for  a 
control,  repeater,  or  relay  (including  mo- 
bile relay)  station  shall  be  accompanied 
by  a  map  and  supplemental  statement 
containing,  respectively,  the  information 
specified  by  paragraphs  (b)  and  (c)  of 
this  section. 

(b)  The  map  .shall  show: 

(1)  The    location    of    the    proposed 

Station. 

(2>  The    location    of    all    associated 
transmitters  of  the  system. 
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(3)  The  location  of  all  associated  re- 
ceivers of  the  system. 

(4)  The  path  and  direction  of  trans- 
mission of  each  frequency  used  and 
proposed  to  be  used,  whether  for  trans- 
mitting or  receiving. 

(c)  The  supplemental  statement  shall 
contain  a  detailed  description  of  the  pro- 
posed system  indicating  how  it  will  func- 
tion and  setting  forth  the  need  for  the 
facilities  requested.  This  statement 
shall  indicate  clearly  the  frequencies  of 
all  receivers  that  actuate  the  proposed 
transmitter (s)  for  the  automatic  re- 
transmission of  received  signals. 

S  10.59  Supplemental  statement  re- 
garding coordinated  service.  Each  ap- 
plication for  a  mobile  station  proposing 
to  receive  coordinated  service  shall  be 
accompanied  by  a  letter  from  the  licensee 
of  the  base  station  concerned  indicating 
that  the  proposed  coordinated  service 
will  be  rendered. 

5  10.60  Partial  grant.  Where  the 
Commission,  without  a  hearing,  grants 
an  application  in  parT.  or  with  any  privi- 
leges, terms  or  conditions  other  than 
those  requested,  the  action  of  the  Com- 
mission shall  be  considered  as  a  grant 
of  such  application  unless  the  applicant 
shall,  within  20  days  from  date  on  which 
grant  is  made,  or  from  its  effective  date 
if  a  later  date  is  specified,  file  with  the 
Commission  a  written  request,  rejecting 
the  grant  as  made.  Upon  receipt  of  such 
request,  the  Commission  will  vacate  its 
original  action  upon  the  application  and 
set  the  application  for  hearing  in  the 
same  manner  as  other  applications  are 
set  for  hearing. 

§  10.61  Defective  applications.  (a> 
An  application  which  is  not  prepared  in 
accordance  with  the  Commission's  Rules 
or  other  requirements  will  be  considered 
defective. 

(b)  If  an  applicant  is  requested  by  the 
Commission  to  file  any  documents  or 
information  not  included  in  the  pre- 
scribed application  form,  a  failure  to 
comply  with  such  request  will  constitute 
a  defect  in  the  application. 

(c)  When  an  application  is  considered 
to  be  incomplete  or  defective,  the  Secre- 
tary of  the  Commission  will  return  it  to 
the  applicant,  unless  the  Commission 
may  otherwise  direct. 

§  10.62  Amendment  or  dismissal  of 
applications.  Any  application  may  be 
amended  or  dismissed  without  prejudice 
upon  request  of  the  applicant  prior  to 
the  time  the  application  is  granted  or 
designated  for  hearing.  Each  amend- 
ment to,  or  request  for  dismissal  of  an 
application  shall  be  signed,  authenti- 
cated, and  submitted  in  the  same  manner 
and  with  the  same  niunber  of  copies  as 
required  for  the  original  application.  All 
related  correspondence  or  other  mate- 
rial which  Is  to  be  considered  as  a  part 
of  an  application  already  filed  shall  be 
submitted  In  the  form  of  an  amend- 
ment to  the  application  concerned. 

§  10.63  Construction  period.  Each 
radio  station  construction  permit  issued 
by  the  Commission  will  specify  the  date 
of  grant  as  the  earliest  date  of  com- 
mencement of  construction  and  installa- 
tion, and  a  maximum  of  eight  months 


thereafter  as  the  time  within  which 
construction  shall  be  completed  and  the 
station  ready  for  operation,  unless  other- 
wise determined  by  the  Commission  in 
any  particular  case. 

S  10.64  License  term,  (a)  For  all 
stations  in  the  Public  Safety  Radio  Serv- 
ices, except  those  engaged  in  develop- 
mental operation,  the  license  period  shall 
be  as  follows: 

(1)  Each  station  license  will  be  issued 
for  a  term  of  from  one  to  five  years  from 
the  effective  date  of  grant,  the  term 
varying  as  may  be  necessary  to  permit 
the  orderly  scheduling  of  renewal 
applications. 

(2)  Each  station  license  normally  will 
be  renewed,  upon  proper  application,  for 
a  term  of  four  years  from  the  effective 
date  of  renewal. 

(b )  Authorization  for  stations  engaged 
in  developmental  operation  will  be  made 
upon  a  temporary  basis  for  a  specific 
period  of  time,  but  in  no  event  to  extend 
beyond  one  year  from  date  of  grant. 

S  10.65  Change  in  equipment,  (a)  A 
change  may  be  made  in  a  licen.sed  trans- 
mitter without  specific  authorization 
from  the  CommLssion  provided : 

(1)  The  change  does  not  result  in  op- 
eration Inconsistent  with  any  term  of 
the  outstanding  authorization  for  the 
station  involved ;  and 

(2)  A  description  of  the  change  is  in- 
corporated in  the  next  application  for 
renewal  or  modification  of  license. 

(b)  Prior  authorization  from  the  Com- 
mission is  required  before  the  following 
antenna  changes  may  be  made  at  a  base 
station  or  fixed  station: 

(1)  Any  change  which  will  either  in- 
crease or  decrease  the  antenna  height; 

(2)  Any  change  which  will  increase 
or  decrease  the  power  gain  of  the  an- 
tenna; and 

(3)  Any  change  in  the  location  of  an 
antenna  when  such  relocation  involves  a 
change  in  the  geographic  coordinates  of 
latitude  or  longitude  by  as  much  as  one 
second,  or  when  such  relocation  Involves 
a  change  In  street  address. 

(c)  Requests  for  changes  outlined  in 
paragraph  (b)  of  this  section  shall  be 
submitted  to  the  Commission  on  FCC 
Form  401a.  as  prescribed  in  $  10.55.  The 
FCC  Form  401a  shall  be  accompanied  by 
maps  and  sketches  showing  the  proposed 
change  in  the  antenna  or  antenna  sup- 
porting structure.  If  the  antenna  or  an- 
tenna supporting  structure  is  marked,  a 
description  of  the  marking  shall  be 
furnished. 

§  10.66  Discontinuance  of  station  op- 
eration. In  case  of  discontinuance  of 
operation  for  a  period  of  one  year  or 
more  of  a  base  or  fixed  station  In  these 
services,  or  in  case  of  discontinuance  for 
a  period  of  one  year  or  more  of  operation 
of  all  transmitter  units  listed  in  the  li- 
cense for  a  mobile  station  In  these  serv- 
ices, the  licen.see  shall  forward  the  sta- 
tion license  to  the  Washington,  D.  C. 
office  of  the  Commission  for  cancellation. 
A  copy  of  the  request  for  cancellation  of 
the  license  shall  be  forwarded  to  the 
Commission's  Engineer  in  Charge  of  the 
district  in  which  the  station  is  located. 

5  10.67    Operation  at  a  temporary  lo- 
cation,    (a)  When  a  base  station  or  a 
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fixed  station  is  to  remain  at  a  single 
location  for  less  than  six  months,  the 
location  is  considered  temporary.  An 
application  for  authority  to  operate  at 
temporary  locations  shall  specify  the 
general  geographic  area  within  which  the 
operation  will  be  confined.  The  area 
specified  may  be  a  city,  a  county  or  coun- 
ties, a  state  or  states,  Gulf  Coast  area. 
Continental  United  States,  etc. 

(b)  When  a  base  station  or  a  fixed 
station  authorized  to  operate  at  tempor- 
ary locations  remains  at  a  .single  loca- 
tion for  more  than  six  months,  an  appli- 
cation for  modification  of  station  author- 
ization to  specify  the  permanent  location 
shall  be  filed  within  thirty  days  after 
expiration  of  the  six  month  period. 

S  10  68  International  police  radio 
covimunication.  Police  radio  licensees 
which  are  located  In  close  proximity  to 
the  borders  of  the  United  States  may  be 
authorized  to  communicate  internation- 
ally. Request  for  such  authority  shall 
be  .submitted  in  duplicate  and  be  signed 
under  oath.  The  request  shall  Include 
Information  as  to  the  station  with  which 
communication  will  be  conducted,  fre- 
quency, power,  emission,  etc.,  that  will 
be  used.  If  authorized,  such  interna- 
tional communication  must  be  conducted 
In  accordance  with  Article  7  of  the  Inter- 
American  Agreement — Santiago,  Chile, 
1940.     < See  Appendix  A). 

SUBPART   C — TECHNICAL   STANDARDS 

§  10.101  Frequencies.  The  frequen- 
cies available  for  assignment  are  listed 
In  the  applicable  subpart  of  this  part. 
All  applicants  for,  and  licensees  of,  sta- 
tions in  these  .services  shall  cooperate  in 
the  selection  and  use  of  the  designated 
frequencies  to  mlnlmiee  Interference  and 
to  make  effective  use  of  the  frequencies 
assigned.  Frequencies  listed  In  this  part 
will  not  be  assigned  exclusively  to  any 
one  applicant.  The  use  of  any  frequency 
may  be  restricted  to  one  or  more  specified 
geographical  areas. 

§  10.102  Frequency  stability,  (a)  A 
permittee  or  licensee  in  these  services 
shall  maintain  the  carrier  frequency  of 
each  authorized  transmitter  within  the 
following  percentage  of  the  assigned  fre- 
quency, except  as  provided  in  paragraphs 
(b)  and  (c)  of  this  section: 

Freqvency 

tolerance 

Frequency  range:  (percent) 

Below  50  Mc 0.01 

50-220    Mc .005 

Above  220  Mc. .._        (') 

•  To  be  specified  In  the  authorization. 

(b)  Licensees  of  mobile  units  using 
amplitude  modulation  may,  until  July  1, 
1&50,  maintain  the  carrier  frequency  of 
.such  units  within  the  following  per- 
centage of  the  a.s.signed  frequency  In  lieu 
of  the  requirements  of  paragraph  (a)  of 
this  section: 

Frequency 

tolerance 

FYfquency  range:  {percent) 

Below  30  Mc _„ 0.  02 

30-40  Mte .03 

(c)  For  transmitters  authorized  to  op- 
erate with  a  maximum  plate  power  input 
to  the  final  radio  frequency  stage  of 
3  watts  or  less,  the  frequency  may  be 
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maintained  as  shown  in  the  table  below 
in  lieu  of  the  requirements  in  para- 
graph (a)  of  this  section: 

Frequency 

tolerance 

Frequency  range:  {percent) 

Below  50  Mc 0.02 

60-220  Mc. ._     .01 

Above  220  Mc (') 

*  To  be  specified  in  the  authorization. 

5  10.103  Typeq  of  emission,  (a)  Ex- 
cept as  provided  in  paragraphs  <c)  and 
(d)  of  this  section,  stations  In  these  serv- 
ices will  be  authorized  to  use  only  A3  or 
F3  emission  for  radlotelephony.  The 
authorization  to  use  A3  or  F3  emission 
will  be  construed  to  Include  the  use  of 
tone  signals  or  signaling  devices  whose 
sole  function  is  to  establish  and  main- 
tain communication  between  stations. 

(b)  The  use  of  F3  emission  in  these 
services  will  be  authorized  only  on  fre- 
quencies hbove  30  Mc. 

(c)  Zone  and  interzone  stations  will 
be  authorized  to  use  only  Al  emission. 

id)  Other  types  of  emission  not  de- 
scribed In  paragraphs  (a)  or  (c)  of  this 
section  may  be  authorized  upon  a  satis- 
factory showing  of  need  therefor.  An 
application  requesting  such  authoriza- 
tion shall  fully  describe  the  emission  de- 
sired, shall  indicate  the  bandwidth  re- 
quired for  satisfactory  communication, 
and  shall  state  the  purpose  for  which 
such  emission  is  required.  For  infor- 
mation regarding  the  classification  of 
emissions  and  the  calculation  of  the 
bandwidth,  reference  should  be  made  to 
Part  2  of  the  Commission's  Rules. 

§  10.104  Emission  limitations.  (a.) 
Each  authorization  issued  to  a  station 
operating  In  these  services  will  show,  as 
the  prefix  to  the  emission  clas.sificatlon, 
a  figure  specifying  the  maximum  author- 
ized bandwidth  in  kilocycles  to  be  occu- 
pied by  the  emission.  The  specified 
band  shall  contain  those  frequencies 
upon  which  a  total  of  99  percent  of  the 
radiated  power  appears,  extended  to  in- 
clude any  discrete  frequency  upon  which 
the  power  is  at  least  0.25  percent  of  the 
total  radiated  power.  Any  radiation  in 
excess  of  the  limits  specified  In  para- 
graph (c)  of  this  section  is  considered  to 
be  an  unauthorized  emission. 

(b)  The  eml.s.<;ion  prefix  figures  re- 
ferred to  In  paragraph  (a)  of  this  section 
for  the  types  of  emission  covered  by  para- 
graphs (a>  and  <c)  of  §  10.103  are  listed 
in  the  table  below: 

Authorized 
Type  of  emiseion:  banduHdth  [Ice) 

Al - 0. 1 

A3._ 8 

F3 40 

(c)  For  purpose  of  demonstrating 
compliance  with  paragraph  (a»  of  this 
section,  the  following  limits  apply: 

(1)  Any  emission  appearing  on  any 
frequency  removed  from  the  carrier  fre- 
quency by  at  least  50  percent,  but  not 
more  than  100  percent,  of  the  maximum 
authorized  bandwidth  shall  be  attenu- 
ated not  less  than  25  db  below  the  vm- 
modulated  carrier. 

<2)  Any  spurious  or  harmonic  emis- 
sion appearing  on  any  frequency  removed 
from  the  carrier  frequency  by  at  lea.st 
100  percent  of  the  maximum  authorized 
bandwidth  shall  be  attenuated  below  the 
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unmodulated  carrier  by  not  less  than  the 
amount  indicated  in  the  following  table: 

Maximum    authorized    plate 
power   input   to   the  final        Attenuation 
radio  frequency  stage  (db) 

3  watts  or  less 40 

Over  3  watts  and  including  150  watts 60 

Over  150  watts  and  including  600  watts.  _  70 

Over  600  watts 80 

(d)  When  an  unauthorized  emission 
results  in  harmful  interference,  the  Com- 
mission may,  in  its  discretion,  require 
appropriate  technical  changes  in  equip- 
ment to  alleviate  the  interference. 

§  10.105  Modulation  requirements. 
(a"  The  maximum  audio  frequency  re- 
quired for  satisfactory  radio-telephone 
intelligibility  In  these  services  is  con.sid- 
ered  to  be  3.000  cycles  per  second,  and  the 
transmission  of  higher  frequencies  is  un- 
authorized. 

(b>  When  amplitude  modulation  is 
used  for  telephony,  the  modulation  per- 
centage shall  be  sufficient  to  provide  ef- 
ficient communication  and  shall  be  nor- 
mally maintained  above  70  percent  on 
peaks,  but  shall  not  exceed  100  percent 
on  negative  peaks. 

( c  >  When  phase  or  frequency  modula- 
tion is  used  for  telephony,  the  deviation 
arising  from  modulation  shall  not  ex- 
ceed plus  or  minus  15  kc  from  the  un- 
modulated carrier. 

<di  Each  tran.smitter  authorized  or 
installed  after  July  1,  1950  .shall  be  pro- 
vided with  a  device  which  will  auto- 
matically prevent  modulation  in  excess 
of  that  specified  in  paragraphs  <b)  and 
(c»  of  this  section  which  may  be  caused 
by  greater  than  normal  audio  level: 
Provided,  however.  That  this  require- 
ment shall  not  be  applicable  to  tran.smit- 
ters  authorized  to  operate  as  mobile  sta- 
tions with  a  maximum  plate  power  input 
to  the  final  radio  frequency  stage  of  3 
watts  or  less. 

§  10.106  Power  and  antenna  height. 
(a)  The  power  which  may  be  u.sed  by  a 
station  in  the.'^e  .services  shall  be  no  more 
than  the  minimum  required  for  satis- 
factory technical  operation  commen.su- 
rate  with  the  size  of  the  area  to  be  served 
and  local  conditions  which  affect  radio 
transmission  and  reception.  In  cases 
of  harmful  interference,  the  Commission 
may  order  a  change  in  power  or  antenna 
height,  or  both. 

(b)  Except  where  the  power  that  may 
be  used  on  a  designated  frequency  is 
specifically  limited  to  a  lower  value,  plate 
power  input  to  the  final  radio  frequency 
stage  in  exce.ss  of  the  following  tabula- 
tion will  not  be  authorized :  ' 

Maximum  plate 
power  input 
to  the  final 
radio  fre- 
quency stage 
Frequency  range  (watts) 

1.6  to  3.0  Mc 2,000 

25  to  100  Mc BOO 

100   to   220   Mc 600 

Above  220  Mc (') 

'  To  be  specified  in  the  authorization. 


'  Stations  presently  authorized  to  operate 
with  power  in  excess  of  the  limits  specified 
herein  may  continue  Fuch  operation  until 
the  expiration  of  the  current  liceose  term. 
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9  10.107  Transmitter  control  require- 
ments, (a)  Each  transmitter  shall  be 
so  installed  and  protected  that  it  is  not 
accessible  to  or  capable  of  operation  by 
persons  other  than  those  duly  authorized 
by  the  licensee. 

(b)  A  control  point  is  an  operating 
position  which  must  meet  all  of  the  fol- 
lowing conditions: 

(1)  The  position  must  be  under  the 
control  and  supervision  of  the  licensee; 

(2)  It  is  a  position  at  which  the  moni- 
toring facilities  required  by  this  section 
are  installed;  and 

(3)  It  is  a  position  at  which  an  oper- 
ator responsible  for  the  operation  of  the 
transmitter  is  stationed. 

(c)  Each  station  shall  be  provided 
with  a  control  point  the  location  of  which 
will  be  specified  in  the  license.  It  will  be 
assumed  that  the  location  of  the  control 
point  is  the  same  as  that  of  the  trans- 
mitting equipment  unless  the  application 
Includes  a  request  for  a  different  location, 
Authority  must  be  obtained  from  the 
Commission  for  the  installation  of  addi- 
tional control  points. 

(d)  A  dispatch  point  is  a  position  from 
which  messages  may  be  transmitted 
under  the  supervision  of  a  control  point 
operator.  Dispatch  points  may  be  In- 
stalled without  authorization. 

(e)  At  each  control  point  the  follow- 
ing facilities  shall  be  Installed: 

(DA  carrier  operated  device  which 
will  provide  continuous  visual  indication 
when  the  transmitter  is  radiating;  or.  In 
lieu  thereof,  a  pilot  lamp  or  meter  which 
will  provide  continuous  visual  indication 
when  the  transmitter  control  circuits 
have  been  placed  In  a  condition  to  pro- 
duce radiation:  Provided,  however,  That 
the  provisions  of  this  subparagraph  shall 
not  apply  to  hand-carried  or  pack- 
carried  transmitters; 

(2>  Equipment  to  permit  the  operator 
to  aurally  monitor  all  transmissions 
originating  at  dispatch  points  under  his 
supervision; 

(3)  Facilities  which  will  permit  the 
operator  either  to  disconnect  the  dis- 
patch point  circuits  from  the  transmitter 
or  to  render  the  transmitter  Inoperative 
from  any  dispatch  point  under  his 
supervision;  and 

(4)  Facilities  which  will  permit  the 
operator  to  turn  the  transmitter  carrier 
on  and  off  at  will. 

9  10.108  Transmitter  vieasureynents. 
(a>  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  carrier  frequency  of  each  trans- 
mitter, authorized  to  operate  with  a  plate 
input  power  to  the  final  radio  frequency 
stage  In  excess  of  3  watts.  Is  maintained 
within  the  tolerance  prescribed  In  this 
part.  This  determination  shall  be  made. 
and  the  results  thereof  entered  in  the 
station  records,  in  accordance  with  the 
following: 

(1)  When  the  transmitter  is  initially 

Installed; 

(2)  When  any  change  is  made  in  the 
transmitter  which  may  affect  the  carrier 
frequency  or  the  stability  thereof: 

(3>  At  intervals  not  to  exceed  six 
months,  for  transmitters  employing 
crystal-controlled  oscillators; 
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(4)  At  intervals  not  to  exceed  one 
month,  for  transmitters  not  employing 
crystal-controlled  oscillators. 

(b)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  plate  power  input  to  the  final 
radio  frequency  stage  of  each  base  sta- 
tion  or  fixed  station  transmitter,   au- 
thorized to  operate  with  a  plate  input 
power  to  the  final  radio  frequency  stage 
in  excess  of  3  watts,  does  not  exceed  the 
maximum  figure  specified  on  the  current 
station  authorization.    Where  the  trans- 
mitter is  so  constructed  that  a  direct 
measurement  of  plate  current  in  the  final 
radio  frequency  stage  is  not  practicable, 
the  plate  input  power  may  be  determined 
from  a  measurement  of  the  cathode  cur- 
rent in  the  final  radio  frequency  stage. 
When  the  plate  input  to  the  final  radio 
frequency  stage  is  determined  from  a 
measurement  of  the  cathode  current,  the 
required  entry  shall  indicate  clearly  the 
quantities    that    were    measured,    the 
measured  values  thereof,  and  the  method 
of  determining  the  plate  power  input 
from  the  measured  values.    This  deter- 
mination shall  be  made,  and  the  results 
thereof  entered  in  the  station  records,  in 
accordance  with  the  following: 

(1)  When  the  transmitter  is  initially 

Installed; 

(2)  When  any  change  Is  made  In  the 
transmitter  which  may  Increase  the 
tran.smitter  power  input; 

(3)  At  Intervals  not  to  exceed  six 
months. 

(c)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  modulation  of  each  transmitter, 
authorized  to  operate  with  a  plate  Input 
power  to  the  final  radio  frequency  stage 
In  excess  of  3  watts,  does  not  exceed  the 
limits  specified  in  this  part.  This  de- 
termination shall  be  made  and  the  re- 
sults thereof  entered  in  the  station 
records,  in  accordance  with  the  following: 

(D  When  the  transmitter  Is  Initially 

installed; 

(2)  When  any  change  Is  made  in  the 
transmitter  which  may  affect  the  modu- 
lation characteristics; 

(3>  At  intervals  not  to  exceed  six 
months. 

(d»  The  determinations  required  by 
paragraphs  (a),  (b)  and  ic>  of  this  sec- 
tion mav.  at  the  option  of  the  licensee, 
be  made  by  any  qualified  engineering 
measurement  service,  in  which  case,  the 
required  record  entries  shall  show  the 
name  and  address  of  the  engineering 
measurement  service  as  well  as  the  name 
of  the  person  making  the  measurements. 

(e)  In  the  case  of  mobile  transmitters, 
the  determinations  required  by  para- 
graphs (a>  and  (O  of  this  section  may 
be  made  at  a  test  or  service  bench;  pro- 
vided, the  measurements  are  made  under 
load  conditions  equivalent  to  actual  op- 
erating conditions,  and  provided  further, 
that  after  installation  the  transmitter  is 
given  a  routine  check  to  determine  that 
it  is  capable  of  being  satisfactorily  re- 
ceived by  an  appropriate  receiver. 

S  10.109  Radio  station  tests.  (a) 
After  a  station  of  any  type  has  been  li- 
censed, tests  may  be  conducted  as  re- 
quired for  proper  station  and  system 
maintenance,  but  such  tests  shall  be  kept 
to  a  minimum  and  precautions  shall  be 


taken   to   avoid   interference   to   other 
stations. 

(b)  When  a  construction  permit  and 
license  or  a  construction  permit  and 
modification  of  llcen.se  are  issued  simul- 
taneously for  a  mobile  station,  units  of 
such  station  may  be  placed  In  operation 
without  notification  to  the  Engineer  In 
Charge  of  the  local  Radio  District. 

(c>  When  construction  and  installa- 
tion of  a  base  station  or  fixed  station  has 
been  completed  in  accordance  with  the 
terms  of  a  construction  permit  and  the 
applicable  rules  of  the  Commission,  the 
permittee  shall  proceed  further  as  fol- 
lows: 

(1)  Notify  the  Engineer  in  Charge  of 
the  local  Radio  District  of  the  date  on 
which  the  transmitter  will  first  be  tested 
In  such  manner  as  to  produce  radiation, 
giving  name  of  the  permittee,  station  lo- 
cation, call  sign  and  frequencies  on  which 
tests  are  to  be  conducted.  This  notifica- 
tion shall  be  made  in  writing  at  least  two 
days  in  advance  of  the  test  date. 

(2)  After  testing,  but  on  or  before  the 
date  when  the  station  Is  first  used  for 
operational  purposes,  mail  to  the  Com- 
mission in  Washington  an  application  on 
FCC  Form  403  for  license  or  modifica- 
tion of  license,  hs  appropriate  in  the  par- 
ticular case.  The  station  may  there- 
after be  used  as  though  licensed,  pending 
Commission  action  on  the  license  appli- 
cation. 

(d»  In  cases  where  the  station  is  not 
ready  for  test  or  operational  u.se  on  or 
before  the  expiration  date  of  the  con- 
struction permit,  application  for  exten- 
sion of  time  to  construct  shall  be  filed  in 
the  manner  prescriljed  by  Subpart  B  of 
this  part. 

SUBPART  D — OPERATING  REQUIREMENTS 

5  10.151  Operating  procedure.  (a) 
All  communications,  regardless  of  their 
nature,  shall  be  restricted  to  the  mini- 
mum practical  tran.smisslon  time. 

(b)  Continuous  radiation  of  an  un- 
modulated carrier  Is  prohibited  except 
when  required  for  test  purposes. 

(c)  Zone  and  interzone  stations  shall 
employ  the  standard  operating  procedure 
prescribed  by  the  Commission.  Copies 
of  such  procedure  are  available  for  dis- 
tribution to  persons  having  a  legitimate 
need  therefor.  Requests  for  copies  should 
be  addressed  to  the  Secretary.  Federal 
Communications  Commission,  Washing- 
ton 25.  D.  C. 

(d»  The  Commission  expects  each  li- 
censee to  take  reasonable  precautions  to 
prevent  unnece.ssary  Interference.  If 
harmful  Interference  develops,  the  Com- 
ml.sslon  may  require  any  or  all  stations  to 
monitor  the  transmitting  frequency  prior 
to  transmission. 

§  10.152  Station  identification.  (a> 
Each  station  in  these  services  which  is 
capable  of  being  identified  by  transmis- 
sion of  its  assigned  call  signal  shall  trans- 
mit such  call  signal  at  the  end  of  each 
transmission  or  exchange  of  transmis- 
sions or  once  each  fifteen  minutes  of  the 
operating  period,  as  the  licensee  may 
prefer. 

(b)  In  lieu  of  the  requirement  of  para- 
graph (a)  of  this  section,  mobile  units 
communicating  with  a  base  station  which 
transmits  on  the  same  frequency  may 
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transmit,  once  during  each  exchange  of 
transml.sslons.  any  unit  Identifier  which 
is  on  file  in  the  station  records  of  such 
base  station. 

<c )  In  lieu  of  the  requirement  of  para- 
graph (a>  of  this  section,  mobile  units 
communicating  with  a  base  station  which 
transmits  on  a  different  frequency  may 
transmit,  once  during  each  exchange  of 
transmissions,  any  unit  Identifier  which 
Js  on  file  In  the  station  records  of  such 
base  station  and  the  assigned  call  signal 
of  either  the  mobile  station  or  the  base 
station. 

<d)  Stations  which  are  entirely  auto- 
matic In  their  operation.  Including  au- 
tomatic modulation  of  the  carrier,  will 
be  considered  for  exemption  from  the  re- 
quirements of  paragraph  (a)  of  this  sec- 
tion in  specific  Instances,  upon  request. 

§  10.153  Suspension  of  transmission 
required.  The  radiations  of  the  trans- 
mitter shall  be  suspended  immediately 
upon  detection  or  notification  of  a  devi- 
ation from  the  technical  requirements  of 
the  station  authorization  until  such  de- 
viation is  corrected,  except  for  transmis- 
sions concerning  the  immediate  safety  of 
life  or  property,  in  which  case  the  trans- 
missions shall  be  suspended  as  soon  as 
the  emergency  is  terminated. 

§  10.154  Mobile  instailations  in  ve- 
hicles not  under  the  continuous  control 
of  the  licensee.  A  mobile  radio  station 
licensed  in  these  services  may  not  be  in- 
stalled or  maintained  in  a  vehicle,  air- 
craft, or  vessel,  which  is  not  at  all  times 
controlled  exclusively  by  the  licensee,  un- 
less precautions  have  been  taken  to  elim- 
inate effectively  the  E>ossibillty  of  the 
licen.sed  tran.'^mitter  being  operated  dur- 
ing the  period  that  the  vehicle,  aircraft, 
or  ve.s.sel  is  not  under  the  control  of  the 
licensee. 

?  10.155  Operator  requirements,  (b) 
All  transmitter  adjustments  or  tests  dur- 
ing or  coincident  with  the  installation, 
servicing,  or  maintenance  of  a  radio  sta- 
tion, which  may  affect  the  proper  opera- 
tion of  such  station,  shall  be  made  by  or 
under  the  immediate  supervision  and  re- 
sponsibility of  a  person  holding  a  first  or 
second  class  commercial  radio  operator 
license,  either  radiotelephone  or  radio- 
telegraph, who  shall  be  responsible  for 
the  proper  functioning  of  the  station 
equipment :  Provided,  however.  That  only 
persons  holding  a  first  or  second  class 
commercial  radiotelegraph  operator  li- 
cense shall  perform  such  functions  at 
radiotelegraph  stations  transmitting  by 
any  type  of  the  Morse  Code. 

<b)  Except  under  the  circum.stances 
specified  in  paragraph  (a)  of  this  sec- 
tion, only  a  person  holding  a  commercial 
radiotelegraph  operator  license  or  permit 
of  any  class  Issued  by  the  Commission 
shall  operate  a  station  during  the  course 
of  normal  rendition  of  service  when 
transmitting  radiotelegraphy  by  any  type 
of  the  Morse  Code. 

(c)  Except  under  the  circumstances 
specified  in  paragraphs  ^a)  and  <b)  of 
this  section,  and  except  as  limited  by 
paragraph  (g)  through  (J)  of  this  sec- 
tion, an  unlicensed  person  may  operate 
a  mobile  station  during  the  course  of  nor- 
mal rendition  of  service  when  transmit- 
ting on  frequencies  above  25  Mc.  after 
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being  authorized  to  do  so  by  the  station 
licensee. 

(d>  Except  under  the  circumstances 
specified  In  paragraphs  (a)  an4  (b)  of 
this  section,  and  except  as  limited  by 
paragraphs  (g)  through  (j)  of  this  sec- 
tion, only  a  person  holding  a  commercial 
radio  operator  license  or  permit  of  any 
class  Issued  by  the  Commission  shall  op- 
erate a  mobile  station  during  the  course 
of  normal  rendition  of  service  when 
transmitting  on  frequencies  below  25  Mc. : 
Provided,  however,  That  an  unlicensed 
person,  after  being  authorized  to  do  so  by 
the  station  licensee,  may  operate  such  a 
mobile  station  during  the  course  of  nor- 
mal rendition  of  service  when  transmit- 
ting on  frequencies  below  25  Mc.  while  it 
is  a.ssociated  with  and  under  the  opera- 
tional control  of  a  base  station  of  the 
same  station  licensee. 

(e)  Except  under  the  circumstances 
specified  in  paragraphs  (a)  and  tb)  of 
this  section,  and  except  as  limited  by 
paragraphs  (g)  through  (j)  of  this  sec- 
tion, base  stations  and  fixed  stations  shall 
be  operated  in  accordance  with  the  fol- 
lowing when  transmitting  during  the 
course  of  normal  rendition  of  service: 

<1)  From  a  control  point,  only  a  per- 
son holding  a  commercial  radio  operator 
license  or  permit  of  any  class  Issued  by 
the  Commission  shall  operate  a  base  sta- 
tion or  fixed  station. 

<2>  Prom  a  dispatch  point,  an  un- 
licensed i>erson  may  operate  a  base  sta- 
tion or  fixed  station  after  being  author- 
ized to  do  so  by  the  station  licen.see :  Pro- 
vided.  however.  That  such  operation  shall 
be  under  the  direct  supervision  and  re- 
sponsibility of  a  person  who  holds  a  com- 
mercial radio  operator  license  or  permit 
of  any  class  issued  by  the  Commission, 
and  who  is  on  duty  at  a  control  point 
meeting  the  requirements  of  Subpart  C 
of  this  part. 

(f)  Except  under  the  circumstances 
specified  in  paragraph  <a>  of  this  sec- 
tion, and  except  as  limited  by  paragraphs 
(gi  through  <j)  of  this  section,  no  per- 
son, whether  or  not  a  licensed  operator. 
Is  required  to  be  in  attendance  at  a  sta- 
tion when  tran.'^mitting  during  the  course 
of  normal  rendition  of  service  and  when 
either: 

(1)  Transmitting  for  telemetering 
purposes  or 

<2»  Retransmitting  by  self-actuating 
means  a  radio  signal  received  from  an- 
other radio  station  or  stations. 

(g>  The  provisions  of  this  section  au- 
thorizing certain  unlicenised  persons  to 
operate  certain  stations  when  transmit- 
ting during  the  course  of  normal  ren- 
dition of  service,  shall  be  applicable  only 
to  stations  In  the  domestic  service  except 
that  the  provisions  of  paragraph  (e)  <2) 
of  this  section  shall  be  applicable  to  sta- 
tions In  either  the  domestic  or  interna- 
tional service.  For  the  purposes  of  this 
section,  a  station  in  the  domestic  .service 
Is  one  which  is  located  within  the  United 
States,  its  territories  or  possessions  and 
which,  when  communicating  with  other 
stations.  Is  in  communication  exclusively 
with  one  or  more  other  United  States 
stations  which  are  also  located  in  the 
United  States,  its  territories  or  posses- 
sions; a  station  In  the  International  serv- 
ice is  one  which  Is  not  In  the  domestic 
service  as  Just  defined. 
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(h>  The  provisions  of  this  section  au- 
thorizing certain  unlicensed  persons  to 
operate  mobile  stations  shall  not  be  con- 
strued to  change  or  diminish  in  any  re- 
spect the  responsibility  of  station  li- 
censees to  have  and  to  maintain  control 
over  the  stations  licensed  to  them  (in- 
cluding all  transmitter  units  thereof),  or 
for  the  proper  functioning  and  operation 
of  tho.^e  stations  (including  all  transmit- 
ter units  thereof »  in  accordance  with  the 
terms  of  the  licenses  of  those  stations. 

(i»  Notwith.standing  any  other  pro- 
visions of  this  .section,  unless  the  trans- 
mitter is  so  designed  that  none  of  the 
operations  necessary  to  be  performed 
during  the  course  of  normal  rendition  of 
service  may  cause  off-frequency  opera- 
tion or  result  in  any  unauthorized  radia- 
tion, such  transmitter  shall  be  operated 
by  a  person  holding  a  first  or  second  class 
commercial  radio  operator  license  (either 
radiotelephone  or  radiotelegraph  as  may 
be  appropriate  for  the  type  of  emission 
being  used) ,  Issued  by  the  Commission. 

< j '  Any  reference  in  this  section  to  a 
commercial  radio  operator  license  or  per- 
mit of  any  class  issued  by  the  Commis- 
sion shall  not  be  construed  to  include 
Aircraft  Radiotelephone  Operator  Au- 
thorizations. 

§  10.156  Posting  of  operator  license. 
fa>  The  original  license  of  each  base  or 
fixed  station  operator,  other  than  an  op- 
erator exclusively  performing  .service  and 
maintenance  duties,  shall  be  po.sted  or 
kept  immediately  available  at  the  place 
w  here  he  is  on  duty  as  an  operator :  Pro- 
vided, however.  That  if  an  operator  who 
is  on  duty  holds  a  restricted  radiotele- 
phone operator  permit  of  the  card  form 
(as  distinguished  from  such  docimient 
of  the  diploma  form)  or  holds  a  valid  li- 
cen.se  verification  card  (FCC  Form  758- 
Fi  attesting  to  the  existence  of  any  other 
valid  commercial  radio  operator  license, 
he  may  have  such  permit  or  verification 
card,  as  the  case  may  be.  In  his  personal 
possession. 

<b»  Whenever  a  licensed  operator  is 
required  for  a  mobile  station,  the  origi- 
nal license  of  each  .such  operator,  other 
than  an  operator  exclusively  performing 
service  and  maintenance  duties,  shall  be 
kept  in  his  personal  possession  whenever 
he  performs  the  duties  of  an  operator  at 
such  station;  Provided.  That  in  lieu  of  an 
original  license  of  the  diploma  form  (as 
distinguished  from  such  document  of  the 
card  form*  he  may  have  in  his  personal 
possession  a  valid  verification  card  at- 
testing to  its  existence. 

(c)  The  original  license  of  every  f^a- 
tlon  operator  who  exclusively  performs 
service  and  maintenance  duties  at  that 
station  shall  be  posted  at  the  transmitter 
involved  whenever  the  transmitter  Ls  In 
actual  operation  while  service  or  main- 
tenance work  is  being  performed  by  him 
or  under  his  immediate  supervision  and 
responsibility;  Provided,  That  In  lieu  of 
posting  his  license,  he  may  have  on  his 
person  either  his  license  or  a  valid  veri- 
fication card. 

5  10.157  Transmitter  identification 
card  and  posting  of  station  license,  (a) 
The  current  authorization  for  each  mo- 
bile station  shall  be  retained  as  a  per- 
manent part  of  the  station  record,  but 
need  not  be  posted.    An  executed  Trans- 
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mitter  Identification  Card  (FCC  Form 
452-C)  shall  be  affixed  to  each  mobile 
transmitter  or  associated  control  equip- 
ment. When  the  transmitter  Is  not  in 
view  of  and  readily  accessible  to  the 
operator,  it  is  preferred  that  the  Identifi- 
cation Card  be  affixed  to  the  control 
equipment  at  the  transmitter  operating 
position.  The  following  information 
shall  be  entered  on  the  card  by  the  per- 
mittee or  licensee: 

(1)  Name  of  permittee  or  licensee; 

(2)  Station  call  signal  assigned  by  the 
Commission : 

(3)  Exact  location  or  locations  of  the 
transmitter  records; 

(4)  Frequency  or  frequencies  on  which 
the  transmitter  to  which  attached  is  ad- 
justed to  operate;  and 

(5)  Signature  of  the  permittee  or  li- 
censee, or  a  designated  official  thereof. 

(b)  The  current  authorization  for  each 
base  or  fixed  station  shall  be  posted  at 
the  principal  control  position  of  that  sta- 
tion. At  all  other  control  points  listed 
on  the  station  authorization,  a  photo- 
copy of  the  authorization  shall  be  posted. 
In  addition,  an  executed  Transmitter 
Identification  Card  <FCC  Form  452-C) 
shall  be  affixed  to  each  transmitter  op- 
erated at  a  fixed  location,  when  such 
transmitter  is  not  in  view  of.  and  readily 
acce-ssible  to.  the  operator  at  the  prin- 
cipal control  position. 

§  10  153  Inspection  of  stations.  All 
stations  and  records  of  stations  in  these 
services  shall  be  made  available  for  in- 
spection at  any  time  while  the  station  is 
In  operation  or  shall  be  made  available 
for  Inspection  upon  reasonable  request  of 
an  authorized  representative  of  the  Com- 
mission. 

5  10.159  Inspection  of  tower  lights 
and  associated  control  equipment.  The 
licensee  of  any  station  in  these  services 
which  has  an  antenna  or  antenna  sup- 
porting structure  required  to  be  illumi- 
nated by  the  terms  of  the  station 
authorization: 

(a)  Shall  make  a  daily  check  of  the 
tower  lights  either  by  visual  observation 
of  the  tower  lights  or  by  observation  of 
an  automatic  indicator  which  shows 
whether  the  tower  lights  are  operating 
properly. 

<b)  Shall  report  Immediately  by  tele- 
phone or  telegraph  to  the  nearest  Air- 
ways Communication  Station  or  office  of 
Civil  Aeronautics  Administration  any 
ob.served  failure  of  a  code  or  rotating 
beacon  light  not  corrected  within  thirty 
minutes,  regardless  of  the  cause  of  such 
failure.  Further  notification  by  tele- 
phone or  telegraph  shall  be  given  Im- 
mediately upon  resumption  of  the  re- 
quired illumination. 

(c>  Shall  inspect  at  Intervals  not  to 
exceed  three  months  all  code  or  rotating 
beacons  and  automatic  lighting  control 
devices  to  insure  that  such  appailatus  is 
functioning  properly. 

(d>  Shall  measure  at  Intervals  not  to 
exceed  three  months,  the  voltage  under 
load  at  the  socket  of  each  light  required 
to  be  in.stalled.  When  it  is  not  prac- 
ticable to  measure  the  socket  voltage 
directly,  such  voltage  may  be  computed 
from  measurements  under  load  at  some 
other  point  in  the  circuit.    When  the 
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socket  voltages  are  not  measured  di- 
rectly, the  entry  in  the  station  records 
shall  clearly  Indicate  the  method  used 
In  the  calculation  hereof. 

S  10.160  Answers  to  notices  of  viola- 
tions. Any  licensee  receiving  official 
notice  of  a  violation  of  the  terms  of  the 
Communications  Act  of  1934.  as 
amended,  any  legislative  act,  treaty  to 
which  the  United  States  is  a  party,  or 
the  rules  and  regulations  of  the  Federal 
Communications  Commission,  shall, 
within  3  days  from  such  receipt,  send  a 
written  answer  to  the  office  of  the  Com- 
mission originating  the  official  notice. 
If  an  answer  cannot  be  sent,  or  an  ac- 
knowledgment made  within  such  3-day 
period,  the  acknowledgment  and  answer 
shall  be  made  at  the  earliest  practicable 
date  with  a  .satisfactory  explanation  of 
the  delay.  The  answer  to  each  notice 
shall  be  complete  in  itself  and  .shall  not 
be  abreviated  by  reference  to  other  com- 
munications or  an.swers  to  other  notices. 
The  reply  shall  set  forth  the  steps  taken 
to  prevent  a  recurrence  of  such  lack  of 
attention  or  improper  operation. 

§  10.161  Content  of  station  records. 
Each  licensee  of  a  station  in  these  .serv- 
ices shall  maintain  records  in  accord- 
ance with  the  following: 

(a)  For  all  stations,  the  results  and 
dates  of  the  transmitter  measurements 
required  by  these  rules  and  the  name  of 
the  per.son  or  persons  making  the  meas- 
urements 

(b)  For  all  stations,  when  service  or 
maintenance  duties  are  performed,  the 
responsible  operator  shall  sign  and  date 
an  entry  in  the  station  record  giving : 

(1)  Pertinent  details  of  all  duties  per- 
formed by  him  or  under  his  supei  vision : 

(2)  His  name  and  address,  and 

(3»  The  class,  serial  number  and  ex- 
piration date  of  his  license;  Provided. 
That  the  information  called  for  by  .sub- 
paragraphs •  2»  and  <3)  of  this  paragraph, 
so  long  as  it  remains  the  same,  need  be 
entered  only  once  in  the  station  record  at 
any  station  where  the  responsible  opera- 
tor is  regularly  employed  on  a  full  time 
basis  and  at  which  his  license  is  properly 
posted. 

(c »  For  all  base  and  fixed  stations,  the 
name  or  names  of  persons  responsible 
for  the  operation  of  the  transmitting 
equipment  each  day,  together  with  the 
period  of  their  duty.  Each  such  person 
shall  sign,  not  initial,  the  record  both 
when  coming  on  and  when  going  off  duty. 

(d)  For  stations  In  the  special  emer- 
gency service  a  record  .showing  the  na- 
ture and  time  of  each  communication: 
Provided,  however,  That  such  stations, 
when  operated  by  communications  com- 
mon carriers  for  line  break  bridping  pur- 
poses, need  merely  record  the  hours  of 
operation  and  the  purpose  for  which 
used. 

(e)  For  stations  whose  antenna  or  an- 
tenna supporting  structure  is  required 
to  be  illuminated,  a  record  in  accordance 
with  the  following: 

(1)  The  time  the  tower  lights  are 
turned  on  and  off  each  day  if  manually 
controlled. 

(2)  The  time  the  daily  check  of  proper 
operation  of  the  tower  lights  was  made. 

(3)  In  the  event  of  any  observed  fail- 
ure of  a  tower  light: 


(I)  Nature  of  such  failure. 

(II)  Date  and  time  the  failure  was 
observed. 

(ill)  Date,  time  and  nature  of  the  ad- 
justments, repairs,  or  replacements 
made. 

(iv)  Identification  of  Airways  Com- 
munication Station  (Civil  Aeronautics 
Administration)  notified  of  the  failure  of 
any  code  or  rotatir  g  beacon  light  not 
corrected  within  thirty  minutes,  and  the 
date  and  time  .such  notice  was  given. 

(v)  Date  and  time  notice  was  given  to 
the  Airways  Communication  Station 
(Civil  Aeronautics  Administration)  that 
the  required  illumination  was  resumed. 

(4)  Upon  completion  of  the  periodic 
Inspection  required  at  least  once  each 
three  months: 

(i)  The  date  of  the  Inspection  and  the 
condition  of  all  tower  lights  and  as.so- 
clated  tower  lighting  control  devices,  to- 
gether with  the  socket  voltages  meas- 
ured underload  at  the  .sockets  or  com- 
puted from  measurements  under  load  at 
other  points. 

<ii)  Any  adjustments,  replacements, 
or  repairs  made  to  insure  compliance 
with  the  lighting  requirements  and  the 
date  .such  adjustments,  replacements,  or 
repairs  were  made. 

§  10.162  Form  of  station  records,  (a) 
The  records  shall  be  kept  in  an  orderly 
manner  and  in  such  detail  that  the  data 
required  are  readily  available.  Key  let- 
ters or  abbreviations  may  be  used  if 
proper  meaning  or  explanation  is  set 
forth  in  the  record. 

(b>  Each  entry  in  the  records  shall  be 
signed  by  a  per.son  qualified  to  do  so  hav- 
ing actual  knowledge  of  the  facts  to  be 
recorded. 

(c)  No  record  or  portion  thereof  shall 
be  era.sed.  obliterated,  or  wilfully  de- 
stroyed within  the  required  retention 
period.  Any  nece.ssary  correction  may 
be  made  only  by  the  persons  originating 
the  entry  who  shall  strike  out  the  errone- 
ous portion,  initial  the  correction  made 
and  indicate  the  date  of  the  correction. 

5  10.163  Retention  of  station  records. 
Records  required  to  be  kept  by  this  part 
shall  be  retained  by  the  licensee  for  a 
period  of  at  least  one  year. 

S  10.164  Emergency  operation  of  mo- 
bile stations  at  fixed  locations.  During 
an  emergency  requiring  a  local  commu- 
nication center,  any  authorized  mobile 
transmitter  may  be  operated  temporar- 
ily as  a  base  station  at  a  fixed  location 
for  a  period  not  to  exceed  ten  days.  If 
operation  for  a  longer  period  is  required, 
such  operation  must  be  specifically  au- 
thorized. 

§10.165  Communication  with  other 
station.  In  tho.se  cases  which  require 
cooperation  or  coordination  of  activities, 
stations  in  the  Public  Safety  Radio  Serv- 
ices may  communicate  with  stations  in 
other  services  and  with  U.  S.  Government 
stations. 

SUBPART   E— DEVELOPMENTAL   OPERATION 

§  10.201  Eligibility.  An  authorization 
for  developmental  operation  in  any  of 
the  services  under  this  part  will  be  Issued 
only  to  those  per.sons  who  are  eligible 
to  operate  stations  in  such  service  on  a 
regular  basis. 
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5  10  202  Shovring  required.  (a>  Ex- 
cept as  provided  in  paragraph  <b)  of 
this  seclion,  each  application  for  develop- 
mental operation  shall  be  accompanied 
by  a  showing  that : 

<1)  The  applicant  has  an  organized 
plan  of  development  leading  to  a  specific 
objective; 

<2»  A  point  has  been  reached  in  the 
program  where  actual  transmission  by 
radio  is  essential  to  the  further  progress 
thereof: 

<3)  The  program  has  reasonable 
promise  of  substantial  contribution  to 
the  expansion  or  exten.sion  of  the  radio 
art,  or  is  along  lines  not  already 
Investigated; 

i4»  The  program  will  be  conducted  by 
qualified  pensonnel; 

<5)  The  applicant  is  legally  and  finan- 
cially qualified,  and  posse.s.^^es  adequate 
technical  facilities  for  conduct  of  the 
program  as  proposed ;  and 

(6)  The  public  Interest,  convenience, 
or  necessity  will  be  served  by  the  pro- 
po.sed  op>€ration. 

<b»  The  provisions  of  paragraph  (a> 
of  this  section  do  not  apply  when  an 
application  is  made  for  developmental 
operation  .solely  for  the  rea.son  that  the 
frequency  requested  is  restricted  to  such 
developmental  use. 

5  10.203  Limitations  on  use.  Stations 
used  for  developmental  operation  shall 
be  constructed  and  used  in  such  a  man- 
ner as  to  conform  with  all  of  the  tech- 
nical and  operating  requirements  of 
Subparts  C  and  D  of  this  part,  unless 
deviation  therefrom  is  specifically  pro- 
vided for  in  the  station  authorization. 

§  10.204  Frequencies  available  for  as- 
signment. Stations  engaged  in  develop- 
mental operation  may  be  authorized  to 
use  a  frtquoncy,  or  frequencies,  available 
for  the  service  in  which  they  prop)ose  to 
operate.  The  number  of  channels  as- 
signed will  depend  upon  the  specific  re- 
quirements of  the  developmental  pro- 
gram itself,  and  the  number,  of 
frequencies  available  in  the  particular 
area  where  the  station  will  be  operated. 

§  10.205  Interference.  All  develop- 
mental operation  .shall  be  subject  to  the 
condition  that  no  harmful  interference  is 
caused  to  the  operation  of  stations  li- 
censed on  a  regular  basis  under  any  part 
of  the  Commission's  rules. 

S  10.206  Special  provisiorus.  (a>  The 
developmental  program  as  described  by 
the  applicant  In  the  application  for  au- 
thorization shall  be  substantially  fol- 
lowed unless  the  Commission  shall 
otherwise  direct. 

lb)  Where  some  phases  of  the  devel- 
opmental program  are  not  covered  by 
general  rules  of  the  Commission  and  the 
rules  In  this  part,  the  Commission  may 
specify  supplemental  or  additional  re- 
quirements or  conditions  in  each  case,  as 
deemed  necessary  In  the  public  interest, 
convenience,  or  nece.ssity. 

<c)  The  Commission  may,  from  time 
to  time,  require  a  station  engaged  in  de- 
velopmental work  t*  conduct  special 
tests  which  are  reasonable  and  desirable 
to  the  authorized  developmental 
program. 

5  10.207  Change  or  cancellation  of  au- 
thoriaation  mthout  hearing.    Every  ap- 
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plication  for  authority  to  engage  In 
developmental  operation  shall  be  accom- 
panied by  a  statement  signed  by  the 
applicant  in  which  it  is  agreed  that  any 
authorization  i.ssued  pursuant  thereto 
will  be  accepted  with  the  express  under- 
standing of  the  applicant  that  it  is  sub- 
ject to  change  in  any  of  its  terms  or  to 
cancellation  in  its  entirety  at  any  time, 
upon  reasonable  notice  but  without  a 
hearing,  if.  in  the  opinion  of  the  Com- 
mission, circumstances  should  so  require. 

§  10.208  Report  of  operation.  A  re- 
port on  the  results  of  the  developmental 
program  shall  be  filed  with  and  made  a 
part  of  each  application  for  renewal  of 
authorization,  or  in  cases  where  no  re- 
newal Is  requested,  such  report  shall  be 
filed  within  60  days  of  the  expiration  of 
such  authorization.  Matters  which  the 
applicant  does  not  wish  to  disclo.se  pub- 
licly may  be  .so  labeled;  they  will  be  u.sed 
solely  for  the  Commi.ssion's  Information, 
and  will  not  be  publicly  disclosed  without 
permission  of  the  applicant.  The  report 
shall  Include  comprehensive  and  detailed 
Information  on  the  following: 

(a)  The  final  objective. 

(b)  Results  of  operation  to  date. 

(c)  Analysis  of  the  results  obtained. 

(d)  Copies  of  any  published  reports. 

(e)  Need  for  continuation  of  the 
program. 

<f)  Number  of  hours  of  operation  on 
each  frequency. 

SXIBPART   F — POLICE   RADIO  SERVICE 

5  10.251  Eligibility.  (a>  Authoriza- 
tions for  stations  in  the  Police  Radio 
Service  will  be  i.ssued  only  to  states,  ter- 
ritories, pcsse.ssions  and  other  govern- 
mental subdivisions  including  counties, 
cities,  towns  and  similar  governmental 
entitles. 

(b)  The  eligibility  set  forth  in  para- 
grapjj  (a»  of  this  .section  includes  gov- 
ernmenfcal  institutions  in  those  cases 
where  such  institution  Is  authorized  by 
law  to  provide  its  own  police  protection. 

5  10.252  Permissible  communications. 
(a)  Stations  in  the  Police  Radio  Service 
arc  primarily  authorized  to  transmit: 

il)  Communications  directly  relating 
to  public  safety  and  the  protection  of 
life  or  property. 

(2)  Communications  essential  to  of- 
ficial police  activities. 

(b»  Stations  In  the  Police  Radio  Serv- 
ice are  secondarily  authorized  to  trans- 
mit communications  essential  to  other 
official  activities  of  the  licensee  pertain- 
ing to  the  public  safety. 

S  10.253  Points  of  communication. 
(a>  Police  base  stations  are  primarily 
authorized  to  intercommunicate  with 
police  mobile  stations.  Police  mobile  sta- 
tions are  primarily  authorized  to  inter- 
communicate with  base  and  other  police 
mobile  stations. 

(b)  Police  ba.se  and  mobile  stations  are 
secondarily  authorized  to  Intercommuni- 
cate with  other  stations  In  the  Public 
Safety  Radio  Services  and  to  transmit  to 
receivers  at  fixed  locations  provided  that 
no  harmful  Interference  will  be  caused 
to  the  .service  of  any  station  transmitting 
to  a  point  of  communication  for  which 
that  station  Is  primarily  authorized. 

(c)  Police  fixed  stations  are  authorized 
to   Intercommimicate  with  other  fixed 
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stations  in  the  Public  Safety  Radio  Serv- 
ices and  to  transmit  to  receivers  at  fixed 
locations. 

(d»  Police  zone  and  intei-zone  stations 
are  authorized  to  intercommunicate  In 
accordance  with  the  operating  procedure 
prescribed  by  the  Commission.  Copies 
of  such  procedure  are  available  for  dis- 
tribution to  persons  having  a  legitimate 
need  therefor.  Requests  for  copies 
should  be  addressed  to  the  Secretory, 
Federal  Communications  Commission. 
Wa.'^hington,  D.  C. 

?  10.254  Station  limitations.  (a) 
Mobile  relay  stations  in  the  Police  Radio 
Service  will  be  authorized  only  on  fre- 
quencies above  152  Mc.  and  only  where 
a  showing  of  need  can  be  made  in  ac- 
cordance with  either  or  both  of  the  fol- 
lov/ing  conditions: 

(1»  Where  a  police  radio  .system  can- 
not function  satisfactorily  without  com- 
munication between  mobile  units  over  a 
distance  in  excess  of  that  which  can  be 
obtained  by  direct  car-to-car  communi- 
cation. 

(2)  Where  an  integrated  system  of 
radiocommunication  is  desirable  between 
two  or  more  police  licen.sees  and  where 
by  the  u.se  of  a  mobile  relay  station,  the 
integrated  system  provides  an  actual  re- 
duction in  the  number  of  frequencies 
needed  in  the  area  as  compared  to  the 
number  of  frequencies  which  would  be 
required  if  the  .same  number  of  licensees 
operate  separate  systems. 

<b)  Subject  to  the  provisions  of 
5  10.154,  communication  units  of  a  li- 
cen.sed  police  mobile  station  may  be  in- 
stalled in  any  vehicle  which  in  an  emer- 
gency would  require  cooperation  or  co- 
ordination with  police  activities.  This 
provision  includes  fire  department  ve- 
hicles, ambulances,  emergency  units  of 
public  utilities,  lifeguard  emergency  units 
and  rural  school  buses. 

•  c)  Authorizations  for  interzone  sta- 
tions in  the  Police  Radio  Service  will  not 
be  issued  for  more  than  one  .station  with- 
in a  zone.  A  zone  i.:;  normally  considered 
to  be  a  single  state.  Any  request  for  the 
rezoning  of  any  state  for  the  purpose  of 
providing  more  than  one  interzone  sta- 
tion shall  be  accompanied  by  a  showing 
of  need  ba.sed  either  upon  the  volume  of 
traffic  or  upon  the  necessity  for  more  ex- 
peditious handling  of  traffic.  In  either 
event  such  a  request  shall  be  accom- 
panied by  comments  thereon  from  all 
zone  stations  affected. 

§  10.255  Frequencies  available  to  the 
Police  Radio  Service.  (a>  The  frequen- 
cies or  bands  of  frequencies  listed  here- 
in are  available  for  assignment  to  sta- 
tions In  the  Police  Radio  Service  subject 
to  the  conditions  and  limitations  of  this 
section. 

(b)  The  frequencies  listed  in  this  sec- 
tion for  mobile  stations  may  be  author- 
ized for  use  at  base  stations  only  after 
coordination  with  other  licensees  In  the 
area  is  effected  and  subject  to  the  con- 
dition that  no  harmful  interference  will 
be  caused  to  the  service  of  any  mobile 
station  using  the  particular  frequency. 
Evidence  of  the  required  coordination 
shall  be  submitted  with  any  request  for 
such  use. 

(c)  Normally  only  one  base  and  one 
mobile  station  frequency  will  be  assigned 
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to  a  Ucen-see  for  mobile  service  opera- 
tions. Additional  frequencies  may  be 
assigned  provided  the  request  therefor 
Is  adequately  supported  by  a  satisfactory 
showing  of  need. 

(d )  The  amount  of  separation  between 
assignable  frequencies  listed  in  this  sec- 
tion does  not  necessarily  indicate  the 
amount  of  frequency  separation  required 
for  systems  operation;  accordingly, 
grants  of  adjacent  channel  assignments 
In  all  bands  shall  be  In  the  discretion  of 
the  Commission. 

(e)  In  addition  to  the  frequencies  as- 
signed for  mobile  .service  operation,  one 
base  station  frequency  above  152  Mc.  may 
be  as.slgned  as  a  common  frequency  to 
all  licensees  in  a  particular  area  to  per- 
mit Intersystem  communication  between 
base  stations  or  mobile  stations  or  both. 
This  frequency  use  will  not  be  authorized 
in  any  area  where  all  available  frequen- 
cies are  required  for  independent 
systems. 

(f)  Control  and  repeater  stations  in 
the  Police  Radio  Service  may  be  author- 
ized on  a  temporary  basis  to  operate  on 
frequencies  available  for  base  and  mobile 
stations  above  152  Mc,  provided  an  ade- 
quate showing  is  made  why  such  opera- 
tions cannot  be  conducted  on  frequencies 
allocated  to  the  Operational  Fixed  Serv- 
ice. Such  operation  on  ba.«e  or  mobile 
frequencies  will  not  be  authorized  ini- 
tially nor  renewed  for  periods  in  excess  of 
one  year.  Any  such  authorization  shall 
be  subject  to  Immediate  termination  if 
harmful  Interference  is  caused  to  the 
Mobile  Service,  or  if  the  particular  fre- 
quency is  required  for  mobile  service  op- 
erations in  the  area  concerned. 

(g)  The  following  tabulation  indicates 
the  frequency  or  bands  of  frequencies, 
the  class  of  station(s)  to  which  they  are 
normally  available  and  the  specific  as- 
signment limitations,  which  are  devel- 
oped in  paragraph  (h>   of  this  section. 


RULES  AND  REGULATIONS 


Frequency  or 
band 


Class  of  (tat ion (s) 


Mc. 

37.02 

37.tW 

37.10 

37.14 

37.1H 

37.22 

37.2« 

37.:«) 

37.34 

37.38 

37.42 

38.02 

3».il»i 

39.111 

:«.14 


:(9.1H. 


Fre<iuenry  or 
band 

Cla.ssofstation(5) 

Ke. 
1810 

Base  and  mobile 

161S. 

do 

lOt 

do 

16M 

do 

1M». 

do -, 

IMO 

do 

M58 

do 

lfl« 

do 

J«74 

do.- 

1083. 

do. 

MW. 

do 

1«8. 

do 

1706 

do 

1714 

do.. 

17»- 

do 

1730 

do 

3336 

do 

3366 

do 

3382 

do 

3380. 

do 

a«6 

do 

3*14 

do.... 

3422 

do... 

do..\ 

3430. 

2442 

do 

3480 

do 

M58. 

do 

3466 

do 

2474 

do 

2483 

.....do 

3480 

do 

2804 

Zone  and  interzone 

3808 

do 

2812 

do 

6135 

do 

6140 

do.-'. 

tios 

do 

7480 

do 

780S 1 do 

1W 

1 do 1 

Litnita- 
liotis 


ft.  7. 12 

t),  7. 12 

fi.7. 12 

fi,7, 12 

6,7,12 

7,12 

7.12 

7^2 

7,12 

7.12 

6.7.12 

6.7,12 

6, 


,1 

,12 

7,12 

7.12 

6.7.12 

6,7,12 

7,12 

fc7,12 

7,12 

7,12 

7,12 

7,12 

7.12 

7.12 

7.12 

7.12 

7. 1.2 

7.12 

7,12 

9,12 

0,12 

8.12 

9.12 

9,12 

8.10,12 

9.11,12 

9.11,12 

8.11.12 


;t«.22 

39.JW 

39.:«> 

39.:M 

3».:w 

:«».42 

.■59  4« 

39.ri0 

39..M 

39..W 

3».t>2 

.T9.fi«i 

39.70 

:!9.74 

39.7S 

.•».H2 

:»t.s») 

:w.9i» 

;«».iM 

39.i« 

42.112 

42.tW 

42.10 

42.14 

42.H 

42.'.'2 

42.2rt 

42.:«> 

42.:u 

42.:w 

42.42 

42.4« 

42..'i<) 

42.M 

42.W 

4'J.C,2 

42.ti6.I 

42.70 

42.74 

42.7S 

42H2 

42.su.,. 

42.MII 

42.!»4 

41.1.2 

44.fl« 

44.70 

44.74 

44.7K 

44.H2 

44.sr, 

44.90 

44.94 

44.9« 

45.02 

4.S.0ti 

4.V10 

4.V14 

4.V1X 

4S.22 

4.^2<i 

4.V30 

ASM 

4.'J.38 

4.V42 

4.'>.4« 

4.^..'iO , 

45..'>4 

4.VSH 

4.V(>2 

4.'i.«6 

4.V70 

4,V74 

4.^.7H 

4.VS2 

45.S6 

4,V90 

4S.94 

45.98 

4«.02 

72.02to7«..'>H. 
7.V42  to  75.9IJ. 

l.S4.rK'i 

154.71 

1.54.77 

154.83 

1M.S9 

l.'V4.95 

l.W.Ol 

155.07 

155.13 

155.19 


Mobile 

Base  and  mobile 

....do 

....do 

....do 

. do...... ... 

....do......... .... 

do 

Mobile 

dd 

do 

Hue  and  mobile 

do 

do 

do. 


Limit*- 
tions 


Frequency  or 
band 


Class  of  station (s) 


Ltmita- 
tioiw 


....do-. 

do.. 

Mobile. 

do.. 

...do.. 


do 

Base  and  mobile. 
.....do. 


do 

do 

do...~.. 

do 

Mobile 

do 

do 

do 

Bas«'  and  mobile 

do - 

do 

do 1 

do — •. 

do...... 

do 

....do 

do 

Mobile 

do .- 

do 

do-- 

Base  and  mobile... 

«lo.. 

do 

do 

do 

do 

do 

do 

Alobile 

do 

do 

do 

i  Ba.<e  and  mobile... 

do 

-do 

.do.- 

.do.- 

-do. 

do 


..do 

Mobile 

do... 

do 

do 

Ba.-!i'und  mobile.. 

do 

do 

do 

do 

do... 

do 

do 

Mobile 

do 

do 

..-.  do 

Ba."*-  ;jnd  mobile.. 

do 

do 

do 

do 

do 

do 

do 

Mobile 

do 

do 

do 

h:\se  and  mobile. . 

do 

do 

do    - 

Oi)erational  fixed. 
do 

Mobile 

do 

do 

do 

do 

do 

Base  and  mobile.. 

do 

do 

do 


7.8 

7.8 

7.8 

7.8 

7.8 

7.8 

7.8 

7.8 

7,8 

7,8 

7,8 

7,H 

7.8 

7.8 

7,8 

7:8 

7.8 

7,8 

7.8 

7.8 

7.8 

7.8 

7.8 

7,8 

7,8 

7,8 

7.8 

7.8 

7,8 

7,8 

7,8 

7.H 

7,8 
7.8 
7,8 
7.8 


Mc. 

l.VVKi 

l.VVSl 

155.37 

155.43 

1M.49 

15.5.55 

155.61 

155.67 

155.7:« 

155.79 

15.5.85 

155.81 

155.97 

1.56.08 

156.(18 

156.15 

156.21 

156.27. 
136.33. 


136..19. 


1,56.45. 


do 

do.... 

do • 

....do........-.......' 

do.._. 

do.... 

do 

....do......... ... 

do 

do.... 

Mobi^ 

.. do.......... 

do...«... 

do 

do 

....  do 

Base  and  mobile 

do. 

do. 

do. 


156..51 

1.56.,57 

1.56.63 

156.69 

l,'irt.75 

14H7:« 

158.79 

1,V«.85... 

1,58.91 

l.W.'J7 

i.ie.in 

I.WII9 

159.15 

1,59.21 

l,5«.'.l  to  161.79.. 
4,54.05  10  4.5.5.95.. 

9.52to9<i0     

18.511  to  1«90 

2410  to'22r«t 

2450  to  25tt) 

2.500  10  27110 

;i.5<)0  t():i7llO 

»H2,"i  to  6.575 

fK575  to  t.H7.5 

1 1700  to  12310 


.do. 


dOL 

....do 

...  do 

....do. 

do..._.. ....'• — •--- 

do 

.. do............ — 

do .... - 

Mobile 

...  do 

..     do 

Ba.<w  and  mobile 

...do 

.....do........ — ......... 

do .-...--...-..--- 

..do    

Operational  fixed 

do 

...  do. 

Ba.'w  and  mobile  and  oper 
tloiiiil  Rx(^\. 

OiMTalionul  fixed 

Ba.se  and  mobik' 

..  .  do  -.' -• 

OjMTntiotial  fixed 

B:iSf  iin<l  liiot'ile 


5 

S 

5 
5 
5 
6 
5 
S 
5 


122i«l  to  12700 1  0|Hratiot»al  fixed. 

Krtlilto  I'^IOO <lo 

26000  to  30000 t do. 


I 


4 

1 

1 

1 

1 

1.2 

1 
1 
1 
I 
1 
1 
1 
1 


(h>  Explanation  of  assignment  limi- 
tations appearing  in  the  frequency 
tabulation  of  paragraph  (g)  of  this 
section : 

(1)  Limited  to  developmental  opera- 
tion only  with  the  assigned  frequency 
and  particulars  of  operation  specified  in 
each  authorization. 

(2>  Subject  to  no  protection  from 
interference  due  to  the  operation  of  in- 
dustrial, scientific,  and  medical  devices 
in  this  band. 

(3)  A.ssignable  frequencies  spaced  by 
40  kc.  beginning  with  the  frequencie.N 
72.02  and  75.42  Mc.  and  ending  with  the 
frequencies  74.58  and  75.98  Mc.  re- 
spectively, are  available  on  a  shared  basis 
to  operational  fixed  stations  in  the  Police 
Radio  Service  on  the  condition  that  nn 
harmful  interference  will  be  caused  to 
the  reception  of  television  stations  on 
Channels  4  or  5. 

(4)  A-ssignable  frequencies  spaced  by 
60  kc.  beginning  with  the  frequency 
159.51  Mc.  and  ending  with  the  frequency 
161.79  Mc.  are  available  on  a  shared  basi.s 
to  base  and  mobile  stations  in  the  Police 
Radio  Service  upon  an  adequate  showin'.,' 
of  need  and  upon  the  condition  that  no 
harmful  interference  will  be  caused  to 
the  service  of  any  existing  or  future  sta- 
tion operating  in  the  Railroad  Radio 
Service. 

(5)  The  use  of  this  frequency  may  be 
authorized  to  ba.^  and  mobile  stations 
in  the  Police  Radio  Service  on  the  con- 
dition that  no  harmful  interference  will 
be  caused  to  the  Maritime  Mobile  Serv- 
ice.   Police  operations  at  points  within 
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150  miles  of  coa.«;tal  areas  and  navigable 
Eulfs.  bays,  rivers  and  lakes  may  be 
authorized  only  after  a  factual  finding 
indicates  that,  on  an  engineering  ba.-^is, 
no  harmful  interference  will  be  caused 
to  the  Maritime  Mobile  Service. 

<6>  The  ase  of  this  frequency  is 
.«:ubject  to  the  condition  that  no  harmful 
interference  will  be  caused  to  the  service 
of  any  Canadian  station. 

<7>  This  frequency  i.s  available  for 
assignment  onJy  in  accordance  with  a 
pcopraphical  assignment  plan. 

'8>  This  frequency  is  reserved  pri- 
marily for  assignment  to  state  police  li- 
censees. A.vsipnmtnt  to  other  police 
m-ensees  will  be  made  only  where  the 
frequency  is  required  for  coordinated  op- 
eration with  the  Slate  police  .sy.stem  to 
which  the  frequency  is  a.-^.'-ipned.  Any 
request  for  such  a.ssignment  must  be  sup- 
ported by  a  statement  from  the  state 
police  system  concerned  indicating  that 
the  a.«;signment  is  neces.sary  for  coordi- 
nation of  police  activities. 

'9)  This  frequency  is  available  for  as- 
signment to  zone  and  interzone^tations 
in  the  Police  Radio  Service  for  use  with 
type  Al  emis.sion  only  and  a  niaximuni 
plate  input  power  of  1000  -watts  to  the 
final  radio  frequency  stage  of  the  trans- 
mitter. 

<10>  This  frequency  is  authorized  for 
use  as  a  calling  frequency;  however,  the 
transmission  of  operating  signals  or  a 
.single  short  radio  telegram  is  permi.s.sible 
provided  no  harmful  interference  will  be 
caused  to  any  calling  j^ignals. 

<  11  >  This  frequency  may  be  used  only 
during  that  period  of  time  between  2 
hours  after  local  sunrise  and  2  hours  be- 
fore local  sunset. 

•  12)  This  frequency  may  be  .subject  to 
change  when  the  Atlantic  City  table  of 
frequency  allocations  below  27.50  Mc. 
comes  into  force. 

SUBP.'iRT  G — FIRE   RADIO  SERVICE 

§10  301  Eligibility.  <a)  Authoriza- 
tion.s  for  stations  in  the  Fire  Radio  Serv- 
ice will  be  issued  only  to  states,  territor- 
ies, po.ssessions  and  other  governmental 
subdivisions  including  counties,  cities, 
towns  and  similar  governmental  entities, 
and  persons  or  organizations  chargeei 
wuh  specific  fire  protection  activities. 

<b>  Applications  from  persons  or  or- 
ganizations other  than  governmental 
subdivisions  must  be  accompanied  by  a 
statement  from  the  governmental  sub- 
division having  legal  jurisdiction  over 
the  area  to  be  served,  supporting  the 
request. 

§  10  302  Pcrmis.vb'.c  communications. 
Stations  in  the  Fire  Radio  Service  are 
authorized  to  transmit: 

•  a)  Communications  directly  relating 
to  public  safety  and  the  protection  of 
life  or  property. 

<b>  Communications  essential  to  of- 
ficial Fire  Department  activities, 

§  10  303  Points  of  communication. 
fa)  Fire  ba.se  stations  are  primarily  au- 
thorized to  intercommunicate  with  fire 
mcbilc  stations.  Fire  mobile  stations  are 
primarily  authorized  to  intercommuni- 
cate with  base  and  other  fire  mobile 
stations. 
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(b)  Fire  base  and  mobile  stations  are 
secondarily  authorized  to  intercommuni- 
cate with  other  stations  in  the  Public 
Safety  Radio  Services  and  to  transmit  to 
receivers  at  fix^  locations  provided  that 
no  harmful  ihterference  will  be  caused 
to  the  .service  of  any  station  transmitting 
to  a  point  of  communication  for  which 
that  station  is  primarily  authorized. 

(c»  Fire  fixed  stations  are  authorized 
to  intercommunicate  with  other  fixed 
stations  in  the  Public  Safety  Radio  Serv- 
ices and  to  transmit  to  receivers  at  fixed 
locations. 

§10.304  Station  limitations,  (a^  Mo- 
bile relay  stations  in  the  Fire  Radio  Serv- 
ice will  be  authorized  only  on  frequencies 
above  152  Mc.  and  only  where  a  showing 
of  need  can  be  made  in  accordance  with 
either  or  both  of  the  following  conditions ; 

<  1  •  Where  a  fire  radio  system  cannot 
function  satisfactorily  without  commu- 
nication between  mobile  units  over  a 
di.stance  in  excess  of  that  which  can  be 
obtained  by  direct  car-to-car  communi- 
cation. 

(2>  Where  an  integrated  .sy.stem  of 
radiocommunication  is  desirable  between 
two  or  more  fire  licensees  and  where,  by 
the  use  of  a  mobile  relay  station,  the 
integrated  .system  provides  an  actual  re- 
duction in  the  number  of  frequencies 
needed  in  the  area  as  compared  to  the 
number  of  frequencies  which  would  be 
required  if  the  same  number  of  licensees 
operate  separate  systems. 

«b)  Subject  to  the  provisions  of 
§  10  154  communication  units  of  a  li- 
censed fire  mobile  station  may  be  in- 
stalled in  emergency  vehicles,  other  than 
fire  department  vehicles,  which  may  be 
alerted  during  a  fire  emergency.  This 
provision  includes  emergency  units  of 
public  utilities  and  water  departments. 

§  10.305  Frequencies  available  to  the 
Fire  Radio  Service,  (a)  The  frequencies 
or  bands  Of  frequencies  listed  herein  are 
available  for  assignment  to  stations  in 
the  Fire  Radio  Service  subject  to  the 
conditions  and  limitations  of  this  section. 

(b>  The  frequencies  listed  in  this 
section  for  mobile  stations  may  be  au- 
thorized for  use  at  ba.se  stations  only 
after  coordination  with  other  licen.sees 
in  the  area  is  effected  and  subject  to  the 
condition  that  no  harmful  interference 
will  be  caused  to  the  service  of  any  mo- 
bile station  using  the  particular  fre- 
quency. Evidence  of  the  required  coor- 
dination shall  be  submitted  with  any 
request  for  such  use. 

'O  Normally,  only  one  ba.se  and  one 
mobile  station  frequency  will  be  assigned 
to  a  licensee  for  mobile  service  opera- 
tions. Additional  frequencies  may  be 
a.ssigned  provided  the  request  therefor  is 
adequately  supported  by  a  satisfactory 
shewing  of  need. 

<d )  The  amount  of  separation  between 
a.ssignable  frequencies  listed  in  this  sec- 
tion does  not  neces.sarily  Indicate  the 
amount  of  frequency  separation  required 
for  systems  operation;  accordingly, 
grants  of  adjacent  channel  a.ssignments 
in  all  bands  shall  be  in  the  discretion  of 
the  Comm;.ssion. 

<e)  Control  and  repeater  stations  in 
the  Fire  F.adio  Service  may  be  authorized 
en  u  tCHiporary  basis  to  operate  on  iic- 
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quencies  available  for  base  and  mobile 
stations  above  152  Mc.  provided  an  ade- 
quate showing  is  made  why  such  opera- 
tion cannot  be  conducted  on  frequencies 
allocated  to  the  Operational  Fixed  Serv- 
ice. Such  operation  on  base  or  mobile 
frequencies  will  not  be  authorized  ini- 
tially nor  renewed  for  periods  in  excess 
of  one  year.  Any  such  authorization 
shall  be  subject  to  immediate  termina- 
tion if  harmful  interference  is  cau.sed  to 
the  Mobile  Service  or  if  the  particular 
frequency  is  required  for  mobile  service 
operations  in  the  area  concerned. 

(f)  The  following  tabulation  indicates 
the  frequency  or  bands  of  frequencies, 
the  class  of  station (s)  to  which  they  are 
normally  available,  and  the  specific  as- 
signment limitations,  which  are  devel- 
oped in  paragraph  (g)  of  this  section: 


Fie(|uenry  or 
band 

ClB.ssof  siulionts) 

Limits- 
ti<ins 

Ke. 

1.630 

Base  and  mobile 

7 

Me. 

.V..42 

:n.4fi 

Mobile  and  fixed. 
.Mobile 

6 

:'-;.. VI... 

....  do 

:«..54 

Xi.rs 

do 

do 

.ti.fi2 

do 

Xi.fiC. 

....  do  .               



.tt.7(l. 

.•«.74...-. " 

Bbs«-hii(1  mobile 

do-  ..                       

Xf  78 

t\tt 

-. — ... 

:i;(.s2 

do          " 

:ii.8r. 

j do 

:u.'*> 

I-...  do- 

;t'<.94...  . 

do 

3:i.9K 

do 

46  .(K 

do 

46.10 

do...    .         

46.14 

do 

^^^<^h 

do  ..  .      

4«i.22 

Mobile 

4«'.26 

.     -  do 

4ti..MI 

.M«it)ile  and  fixed. 

0 

4«i.;<4 

-Mobile 

4*>.:'.H 

hasv  and  mobile.. 

4«i.42 

do.... 

4*;. 46 

do ::: 

........ 

46.50 

do  -I 

72.(12  to  74. .58.   .. 
7.5  42  to  7.5.9H.    ... 

Optraiion^  fixed 

do 

s 

8 

l.'>.t.77 

Moi)ilr. 

i.'ii.M 

-Mobile  and  fixed 

e 

I.5:<.K<i 

Mobile 

l.'1.9,5 

do [[ 

).54.(i|...   . 

do 

1.-4.07 

'lo        .    .            

l,54.':t...  . 

Ba;*  and  mobile 

l.M.IW 

do 

1.54.25..    ■. 

do  ...            

1.54  .;<! 

do 

1.54.:C 

do 

1.54.4;t.      . 

do ..                 * 

J.5H.5I  to  161.78... 

16(>.2.5 

170.15 

4.54.05  to  4.5.5.85... 

do ■"  " 

.....do 

...do 

-do  - '.".v." 

4 

5 
5 

<J."i2  to  960 

0|XTational  fixed 

1 

1K.50  to  1<l«i0 

2I1IM.1  22(Ht 

...do.. 

.      do 

1 
) 

2450  to  2,500 

B;.se  and  mohil«>  and  ojiera- 
lional  fixeil. 

1.2 

2.'n0to27fiO 

f^IMml  ionnl  fiyd 

1 

,';.'.i»o  to  .■i7nit 

(►125  10  6.57,5 

l^i.-^'  and  niobilf.. 

1 

1 
1 

ew'.7.5  to  fi^75 

0|)rralional  fixed ... 

1I7(>'M()  12200 

I22(*tto  12700 

Hasc  mid  ni',bi!'- 

0|>fralionul  fixed 

1 
1 

]til«l  to  muKI 

.      do 

I 

1 

2».('!KMo  ;',onoo 

...do "."."."""" 

<g)  Explanation  of  assignment  limita- 
tions appearing  in  the  frequency  tabu- 
lation of  p.^ragraph  (f )  of  this  .section: 

<1)  Limited  to  developmental  opera- 
tion only  with  the  assipned  frequency 
and  particulars  of  operation  specified  in 
each  authorization. 

<2)  Subject  to  no  protection  from  in- 
terference due  to  the  operation  of  indus- 
trial, .scientific,  and  medical  devices  in 
ti;ii  band. 
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(3)  Assignable  frequencies  spaced  by 
40  kc.  beginning  with  the  frequencies 
72  02  and  75.42  Mc.  and  ending  with  fre- 
quencies 74.58  and  75.98  Mc.  respectively, 
are  available  on  a  shared  basi.^  to  opera- 
tional fixed  stations  in  the  Fire  Radio 
Service  on  the  condition  that  no  harmful 
interference  will  be  caused  to  the  recep- 
tion of  television  stations  on  Channels  4 

(4»  Assignable  frequencies  spaced  by 
60  kc  beginning  with  the  frequency 
159  51  Mc.  and  ending  with  the  frequency 
161. 7y  Mc.  are  available  on  a  shared  ba- 
sis to  base  and  mobile  stations  in  the 
Fire  Radio  Service,  upon  an  adequate 
showing  of  need  and  upon  the  condition 
that  no  harmful  interference  will  be 
caused  to  the  service  of  any  existing  or 
future  station  in  the  Railroad  Radio 
Service. 

(5)  This  frequency  may  be  assigned  to 
stations  in  the  Fire  Radio  Service,  only 
at  points  within  150  miles  of  New  York, 
N.Y. 

(6)  The  maximum  plate  power  input 
to  the  final  radio  frequency  stage  of  any 
tran.smitter  authorized  to  operate  on  this 
frequency  shall  not  exceed  3  watts. 

(7)  This  frequency  may  be  subject  to 
change  when  the  Atlantic^  City  table  of 
frequency  j\llocations  below  27.50  Mc. 
comes  into  force. 

SUBPART  H — FORESTRY-CONSERVATION 
RADIO  SERVICE 

§10.351  EliQibility.  <a)  Authoriza- 
tions for  stations  in  the  Forestry-Con- 
servation Radio  Service  will  be  issued 
only  to  states,  territories,  possessions  and 
other  governmental  subdivisions  includ- 
ing counties,  cities,  towns  and  similar 
governmental  entities  and  persons  or  or- 
ganizations charged  with  specific  for- 
estry-conservation activities. 

(b)  Applications  from  persons  or  or- 
ganizations other  than  governmental 
subdivisions  must  be  accompanied  by  a 
statement  from  the  governmental  sub- 
division having  legal  jurisdiction  over 
the  area  to  be  served,  supporting  the 
request. 

5  10.352  Permissible  communications. 
Stations  in  the  Forestry-Conservation 
Radio  Service  are  authorized  to  transmit: 

(a)  Communications  directly  relating 
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any  station  transmitting  to  a  point  of 
communication  for  which  that  station  is 
primarily  authorized. 

(c)  Forestry-Conservation  fixed  sta- 
tions are  authorized  to  intercommunicate 
with  other  fixed  stations  in  the  Public 
Safety  Radio  Services  and  to  transmit  to 
receivers  at  fixed  locations. 

§  10.354  Station  liTJiitations.  fa>  Mo- 
bile relay  stations  In  the  Forestry-Con- 
servation Radio  Service  will  be  author- 
ized only  on  frequencies  above  152  mega- 
cycles and  only  where  a  showing  of  need 
can  be  made  in  accordance  with  either 
or  both  of  the  following  conditions: 

( 1 )  Where  a  forestry-conservation 
radio  system  cannot  function  satisfac- 
torily without  communication  between 
mobile  units  over  a  distance  in  excess  of 
that  which  can  be  obtained  by  direct  car- 
to-car  communication. 

(2>  Where  an  integrated  system  of 
radiocommunication  is  desirable  between 
two  or  more  forestry-conservation  li- 
censees and  where  by  the  use  of  a  mobile 
relay  station,  the  integrated  .system  pro- 
vides an  actual  reduction  in  the  number 
of  frequencies  needed  in  the  area  as  com-  .^^^ 
pared  to  the  number  of  frequencies  which  •4,-,;,vi'." 
would  bs  required  if  the  same  number 
of  licensees  operate  separate  systems. 

( b  •  Subject  to  the  provisions  of  S  10.154 
communications  units  of  a  licensed  for- 
estry-conservation mobile  station  may 
be  installed  in  vehicles  of  forestry  coop- 
erators,  or  other  persons  having  a  di- 
rect responsibility  in  the  prevention,  de- 
tection and  suppression  of  forest  fires. 

§  10  355  Frequencies  available  to  the 
Forestry-Conservation  Radio  Service. 
(a)  The  frequencies  or  bands  of  frequen- 
cies listed  herein  are  available  for  as- 
signment to  stations  in  the  Forestry- 
Conservation  Radio  Service  subject  to 
the  conditions  and  limitations  of  this 

section. 

« b  >  The  amount  of  separation  between 
as.signable  frequencies  listed  in  this  sec- 
tion does  not  necessarily  indicate  the 
amount  of  frequency  separation  required 
for  systems  operation;  accordingly, 
grants  of  adjacent  channel  assignments 
in  all  bands  shall  be  in  the  discretion  of 
the  Commission. 

(c)  Control  and  repeater  stations  In 
the  Forestry-Con.servation  Radio  Service 


rn><tuency  or  band         Class  of  sUtions 


Limita- 
tions 


Ac. 


Base  and  mobfle. 

...do 

....do 

.....do 


Mt. 

3f).Sfi 

M.W 

af\M 

iMi.yK 

»i.(r.' I 

3l.0ti 

.^l.ll• 

yi.u 

.11. IS 

31.2! 

31.2i> 

:n.3i» 

3I.:U 

31.3'* 

31.42 

31.4»i 

3I.V).. 

3I..VI 

31.V« 

31.t>2 

31.»'>«i 

31.70 

31.74 

31.7H 

31.H2 

31.*' 

31.90 

31.W 


4« 

4fi.t>2 

4fi.»i«> 

4«.70 

4«.74 

4»i.7!* 

*1.82 

7J.n2  to  74..'W 

7.'>.42  to  7.VU8 

1,V..S7 

l.Vi.Wl 

l.V.t.27 

l.W.Xl 

l.W.iW 

\S<iAS 

UM.M  to  Uil.7» - 

170.4i'> 

170.47.5 

17"..i7.'i 

171.42> 

171.475. ............. 

171..'i7.S • 

172.225 

172.275 

1T2.:17.S 

4.>».05  to  45.S.95 

9.')2  toWiO    

KV)  to  1<JMI) 

2110  to  ."JO 

2450  to  2o«W 


to  public  safety  and  the  protection  of  life      may  be  authorized  on  a  temporary  basis 


or  property  Including  communications 
essential  to  the  prevention,  detection  and 
suppression  of  forest  fires. 

(b)  Communications  essential  to  of- 
ficial forestry-conservation  activities. 

§  10.353  Points  of  communication. 
(a)  Forestry-Conservation  base  stations 
are  primarily  authorized  to  intercom- 
municate with  forestry-conservation 
"  mobile  stations.  Forestry-conservation 
mobile  stations  are  primarily  authorized 
to  intercommunicate  with  base  and  other 
forestry-conservation  mobile  stations. 

(b)  Forestry-Conservation  base  and 
mobile  stations  are  secondarily  author- 
ized to  intercommunicate  with  other  sta- 
tions in  the  Public  Safety  Radio  Sei-vices 
and  to  tran.smit  to  receivers  at  fixed  lo- 
cations provided  that  no  harmful  inter- 
ference wUl  be  caused  to  the  service  of 


to  operate  on  frequencies  available  for 
base  and  mobile  stations  above  152  Mc. 
provided  an  adequate  showing  is  made 
why  such  operation  cannot  be  conducted 
on  frequencies  allocated  to  the  Opera- 
tional Fixed  Service.  Such  operation  on 
base  or  mobile  frequencies  will  not  be 
authorized  initially  nor  renewed  for  pe- 
riods in  excess  of  one  year.  Any  such 
authorization  shall  be  subject  to  imme- 
diate termination  if  harmful  interference 
is  caused  to  the  Mobile  Service  or  if  the 
particular  frequency  is  required  for  mo- 
bile service  operations  in  the  area  con- 
cerned. 

(d)  The  following  tabulation  indicates 
the  frequency  or  bands  of  frequencies, 
the  class  of  stations  to  which  they  are 
normally  available,  and  the  specific  as- 
signment limitations,  which  are  devel- 
oped in  paragraph  (e)  of  this  section: 


2.v>n  to27l« 

w:**)  to  :t7iii) 
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7,9.10 

7.9,10 

7.9.10 

7.9.10 
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8,10.14 
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I 
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1 
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1 
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(e)  Explanation  of  assignment  limita- 
tions apeparing  in  the  frequency  tabula- 
tion of  paragraph  (d)  of  this  section: 

(1)  Limited  to  developmental  opera- 
tion only  with  the  assigned  frequency 
and  particulars  of  operation  specified  in 
each  authorization. 

(2>  Subject  to  no  protection  from 
interference  due  to  the  operation  of  in- 
dustrial, scientific,  and  medical  devices 
in  this  band. 

(3)  Assignable  frequencies  spaced  by 
40  kc.  beginning  with  the  frequencies 
72  02  and  75.42  Mc.  and  ending  with  the 
frequencies  74.58  and  75.98  Mc  respec- 
tively, are  available  on  a  shared  basis  to 
operational  fixed  stations  in  the 
Forestry-Conservation  Radio  Service  on 
the  condition  that  no  harmful  interfer- 
ence will  be  caased  to  the  reception  of 
television  stations  on  Channels  4  or  5. 
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'4>  Assignable  frequencies  spaced  by 
60  kc.  beginning  with  the  frequency 
159.51  Mc.  and  ending  with  the  frequency 
161.79  Mc.  are  available  on  a  shared  basis 
to  ba.se  and  mobile  stations  in  the 
Forestry-Conservation  Radio  Service 
upon  an  adequate  showing  of  need  and 
upon  the  condition  that  no  harmful 
interference  will  be  caused  to  the  .service 
of  any  existing  or  future  station  operat- 
ing in  the  Railroad  Radio  Service. 

•  5)  The  use  of  this  frequency  may  be 
authorized  to  base  and  mobile  stations  in 
the  Forestry-Con.servation  Radio  Service 
on  the  condition  that  no  harmful  inter- 
ference will  be  caused  to  the  Maritime 
Mobile  Service.  Forestry-Conservation 
operations  at  points  within  150  mile."?  of 
coastal  areas  and  navigable  gulfs,  bays, 
rivers  and  lakes  may  be  authorized  only 
after  a  factual  finding  indicates  that,  on 
an  engineering  basis,  no  harmful  inter- 
ference will  be  caused  to  the  Maritime 
Mobile  Service. 

'6)  The  use  of  this  frequency  is  sub- 
ject to  the  condition  that  no  harmful 
interference  will  be  caused  to  the  serv- 
ice of  any  Canadian  station. 

(7)  This  frequency  is  available  for  as- 
signment only  in  accordance  with  a 
geographical  assignment  plan. 

<8)  This  frequency  will  be  es-signed 
only  to  licensees  directly  responsible  for 
the  prevention,  detection,  and  suppres- 
sion of  forest  fires,  subject  to  the  condi- 
tion that  no  harmful  Interference  will  be 
caused  to  the  service  of  any  U.  S.  Govern- 
ment station. 

»9»  This  frequency  may  be  used  for 
conservation  activities  upon  the  condi- 
tion that  no  harmful  interference  will 
be  caused  to  the  service  of  any  station 
using  the  frequency  for  forest  fire  pre- 
vention, detection  and  suppression. 

•  10)  This  frequency  is  reserved  pri- 
marily for  a.ssignment  to  state  licen.sees. 
Assignments  to  other  licensees  will  be 
made  only  where  the  frequency  is  re- 
quired for  coordinated  operation  with  the 
state  system  to  which  the  frequency  Is 
a.ssigned.  Any  request  for  such  assign- 
ment must  be  supported  by  a  statement 
from  the  state  system  concerned,  indi- 
cating that  the  assignment  Is  necessary 
for  coordination  of  activities. 

<  11 )  This  frequency  is  shared  with  the 
Urban  Transit  Radio  Service. 

•12)  This  frequency  may  be  subject 
to  change  when  the  Atlantic  City  table 
of  frequency  allocations,  below  27.50  Mc. 
comes  into  force. 

•13)  This  frequency  will  be  assigned 
for  use  only  in  areas  east  of  the  Mis- 
sissippi River. 

<14)  This  frequency  will  be  a.ssigned 
for  use  only  in  areas  west  of  the  Mis- 
sissippi River. 

SUBPART    I— HIGHWAY    MAINTENANCE    RADIO 
SERVICE 

5  10.401  Eligibility.  Authorizations 
for  stations  in  the  Highway  Maintenance 
Radio  Service  will  be  Lssued  only  to  states, 
territories,  possessions,  and  other  govern- 
mental subdivisions  Including  counties, 
cities,  towns  and  similar  governmental 
entities. 

5  10.402  Permissible  communications. 
Stations  in  the  Highway  Maintenance 
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Radio      Service      are      authorized      to 
transmit: 

(a)  Communications  directly  relating 
to  public  safety  and  the  protection  of  life 
or  property. 

(b)  Communications  essential  to  offi- 
cial activities  directly  relating  to  the 
maintenance,  supervision  and  operation 
of  public  highways. 

§  10.403  Points  of  communication. 
fa)  Highway  Maintenance  base  stations 
are  primarily  authorized  to  intercom- 
municate with  Highway  Maintenance 
mobile  stations.  Highway  Maintenance 
mobile  stations  are  primarily  authorized 
to  intercommunicate  with  base  and  other 
Highway  Maintenance  mobile  stations. 

<b)  Highway  Maintenance  base  and 
mobile  stations  are  secondarily  author- 
ized to  intercommunicate  with  other 
stations  in  the  Public  Safety  Radio  Serv- 
ices and  to  transmit  to  receivers  at  fixed 
locations  provided  that  no  harmful  in- 
terference will  be  caused  to  the  service 
of  any  station  tian.smitting  to  a  point 
of  communication  for  which  that  sta- 
tion is  primarily  authorized. 

(c)  Highway  Maintenance  fixed  sta- 
tions are  authorized  to  intercommunicate 
with  other  fixed  stations  in  the  Public 
Safety  Radio  Services  and  to  transmit 
to  receivers  at  fixed  locations. 

5  10.404  Station  limitations,  (a)  Mo- 
bile relay  stations  in  the  Highway  Main- 
tenance Radio  Service  will  be  authorized 
only  on  frequencies  above  152  megacycles 
and  only  where  a  showing  of  need  can 
be  made  in  accordance  with  either  or 
both  of  the  following  conditions: 

<1)  Where  a  Highway  Maintenance 
radio  system  cannot  function  satisfac- 
torily without  communication  between 
mobile  units  over  a  distance  In  excess  of 
that  which  can  be  obtained  by  direct 
car-to-car  communication. 

<2»  Where  an  Integrated  system  of 
radio-corxjmunicatlon  is  desirable  be- 
tween two  or  more  Highway  Maintenance 
licensees  and  where  by  the  use  of  a  mo- 
bile relay  station,  the  integrated  system 
provides  an  actual  reduction  in  the  num- 
ber of  frequencies  needed  in  the  area  as 
compared  to  the  number  of  frequencies 
which  would  be  required  if  the  same 
number  of  licensees  operate  separate 
systems. 

(b)  Subject  to  the  provisions  of 
5  10.154,  communication  units  of  a  li- 
cen.sed  Highway  Maintenance  mobile 
station  may  be  installed  in  vehicles  of 
contractors  or  other  persons  having  a 
direct  responsibility  for  maintenance,  su- 
pervision or  operation  of  public  highways. 

§  10.405  Frequencies  available  to  the 
Highway  Maintenance  Radio  Service. 
(a)  The  frequencies  or  bands  of  fre- 
quencies listed  herein  are  available  for 
a.ssignment  to  stations  in  the  Highway 
Maintenance  Radio  Service  subject  to  the 
conditions  and  limitations  of  this  section. 

<  b )  The  amount  of  separation  between 
assignable  frequencies  listed  in  this  sec- 
tion does  not  necessarily  indicate  the 
amount  of  frequency  separation  required 
for  systems  operation;  accordingly, 
grants  of  adjacent  channel  assignments 
In  all  bands  shall  be  in  the  discretion  of 
the  Commission. 
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<c)  The  operation  of  mobile  systems, 
except  systems  licensed  to  states,  in  the 
Highway  Maintenance  Radio  Service  will 
be  restricted  to  the  use  of  only  one  fre- 
quency per  system. 

<d»  Control  and  repeater  .stations  in 
the  Highway  Maintenance  Radio  Service 
may  be  authorized  on  a  temporary  basis 
to  operate  on  frequencies  available  for 
ba.se  and  mobile  stations  above  152  Mc, 
provided  an  adequate  showing  is  made' 
why  such  operation  cannot  be  conducted 
on  frequencies  allocated  to  the  Opera- 
tional Fixed  Service.  Such  operation  on 
base  or  mobile  frequencies  will  not  be 
authorized  initially,  nor  renewed  for  pe- 
riods in  excess  of  one  year.  Any  such 
authorization  shall  be  subject  to  imme- 
diate termination  if  harmful  interference 
is  caused  to  the  mobile  .service  or  if  the 
particular  frequency  is  required  for  mo- 
bile service  operations  in  the  area  con- 
cerned. 

<e)  The  following  tabulation  indicates 
the  frequency  or  bands  of  frequencies, 
the  class  of  station (s)  to  which  they  are 
normally  available,  and  the  specific  as- 
signment limitations,  which  are  devel- 
oped in  paragraph  (f )  of  this  section: 
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ff )  Explanation  cf  assignment  limita- 
tions appearing  in  the  frequency  tabula- 
tion cf  paragraph  te)  of  this  section: 

*1)  Limited  to  develormental  opera- 
tion only  with  the  assigned  frequency 
and  particulars  of  operation  specified  in 
each  authorization. 

(2>  Subject  to  no  protection  from  In- 
terference due  to  the  operation  of  indus- 
trial, scientific,  and  medical  devices  in 
this  band. 

'3)  A.ssignable  frequencies  spaced  by 
40  kc  beginning  with  the  frequencies 
72.02  and  75.42  Mc,  and  ending  with  the 
frequencies  74  58  and  75.98  Mc,  respec- 
tively, are  available  on  a  thared  basis  to 
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operational  fixed  stations  in  the  Highway 
Maintenance  Radio  Service  on  the  condi- 
tion that  no  harmful  interference  will 
be  caused  to  the  reception  of  television 
stations  on  Channels  4  or  5. 

<A)  Assignable  frequencies  spaced  by 
60  kc,  beginning  with  the  frequency 
159.51  Mc.  and  ending  with  the  frequency 
161.79  Mc.  are  available  on  a  shared 
basis  to  base  and  mobile  stations  in  the 
Highway  Maintenance  Radio  Service 
upon  an  adequate  showing  of  need  and 
upon  the  condition  that  no  harmful  in- 
terference will  be  caused  to  the  service 
of  any  existing  or  future  station  operat- 
ing in  the  Railroad  Radio  Service. 

(5)  The  use  of  this  frequency  may  be 
authorized  to  base  and  mobile  stations 
in  the  Highway  Maintenance  Radio 
Service  on  the  condition  that  no  harmful 
interference  will  be  caused  to  the  Mari- 
time Mobile  Service.  Highway  Mainte- 
nance operations  at  points  within  150 
miles  of  coastal  areas  and  navigable 
gulfs,  bays,  rivers  and  lakes  may  be  au- 
thorized only  after  a  factual  finding  indi- 
cates that,  on  an  engineering  basis,  no 
harmful  interference  will  be  caused  to 
the  Maritime  Mobile  Service. 

(6)  This  frequency  is  shared  with  the 
Special  Emergency  Radio  Service. 

(7)  This   frequency  will  be  assigned 
^  only  in  accordance  with  a  geographical 

as.signment  plan. 

(8)  This  frequency  Is  reserved  pri- 
marily for  assignment  to  Highway  Main- 
tenance systems  operated  by  states.  The 
ase  of  this  frequency  by  other  Highway 
Maintenance  licensees  will  be  authorized 
only  where  such  use  is  necessary  to  co- 
ordinate activities  with  the  particular 
state  to  which  the  frequency  is  a.'^signed. 
Any  request  for  such  use  mu.^t  be  sup- 
ported by  a  statement  from  the  state 
concerned. 

SUBPART   J — SPECIAL   EMERGENCY   RADIO 
SERVICE 

5  10.451  Eligibility,  (a)  Authoriza- 
tions for  -stations  in  the  Special  Emer- 
gency Radio  Service  will  be  issued  only 

to: 

(1)  Persons  having  e.stablishments  in 
remote  locations  where  other  communi- 
cation facilities  are  not  available. 

(2)  Organizations  established  for  re- 
lief purposes  in  emergencies  and  which 
have  a  disaster  communication  plan. 

(3)  Physicians  normally  practicing  in 
remote  areas  where  other  communica- 
tion facilities  are  not  available. 

(4)  Ambulance  services. 

(5)  Beach  patrols  responsible  for  life 
saving  activities. 

(6)  School  bus  operators  having  reg- 
ular routes  into  rural  areas  where  other 
communication  facilities  are  not  avail- 
able. 

(7>  Communications  common  carriers. 

(b)  To  facilitate  a  determination  of 
eligibility,  each  application  for  a  new  or 
.  renewal  authorization  in  the  Special 
Emergency  Radio  Service  shall  be  ac- 
companied by  a  statement  outlining  the 
applicant's  peed  for  the  radio  facilities 
requested  and  describing  the  proposed 
use  thereof. 

5  10.452  Permissible  communications. 
(a)  Stations  in  the  Special  Emergency 
Radio  Service  are  authorized  to  transmit 
communications  directly  relating  to  pub- 
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He  safety  and  the  protection  of  life  and 
property. 

(b)  The  transmission  of  routine 
or  non-emergency  communications  is 
strictly  prohibited,  except  for  stations 
licensed  to  communications  common 
carriers  the  use  of  which  is  authoriaed 
for  the  purpose  of  temporarily  restoring 
normal  public  communication  service 
which  has  been  disrupted  as  a  result  of 
an  emergency. 

§  10.453  Points  of  communication. 
(a)  Special  emergency  base  .stations  are 
primarily  authorized  to  intercommu- 
nicate with  special  emergency  mobile 
stations.  Special  emergency  mobile  sta- 
tions are  primarily  authorized  to  inter- 
communicate with  base  and  other  special 
emergency  mobile  stations. 

(b)  Special  emergency  base  and  mo- 
bile stations  are  secondarily  authorized 
to  intercommunicate  with  other  stations 
In  the  Public  Safety  Radio  Services  and 
to  transmit  to  receivers  at  fixed  locations 
provided  that  no  harmful  interference 
will  be  caused  to  the  service  of  any  sta- 
tion transmitting  to  a  point  of  commu- 
nication for  which  that  station  is  pri- 
marily authorized. 

(c)  Special  emergency  fixed  stations 
are  authorized  to  intercommunicate  with 
other  stations  in  the  Public  Safety  Radio 
Services  and  to  transmit  to  receivers  at 
fixed  locations. 

§  10.454  Station  limitations.  fa>  Mo- 
bile relay  stations  will  not  be  authorized 
in  the  Special  Emergency  Radio  Service. 

(b>  The  licensee  of  a  fixed  station  in 
a  remote  location  may  obtain  communi- 
cation .service  under  a  mutual  agreement 
from  any  licensee  in  the  Public  Safety 
Radio  Services  or  may  be  the  licensee  of 
a  similar  fixed  station  in  another  loca- 
tion for  the  purpose  of  providing  the 
communication  link  desired. 

(c)  The  licensee  of  any  fixed  station 
in  the  Special  Emergency  Radio  Service 
shall  make  the  commimication  facilities 
of  such  station  available  at  no  charge  to 
any  member  of  the  public  for  the  trans- 
mission of  any  communication  permitted 
by  §  10  452. 

(d>  Each  operator  of  a  station  in  the 
Special  Emergency  Radio  Service  shall 
listen  on  the  licensed  frequency  of  the 
station  prior  to  transmitting  and  shall 
not  transmit  until  it  has  been  reasonably 
determined  that  harmful  interference 
will  pot  be  caused  to  any  authorized 
communication  in  progress  on  the  fre- 
quency. 

§  10.455  Frequencies  available  to  the 
Special  Emergeiicy  Radio  Service,  (a) 
The  frequencies  or  bands  of  frequencies 
listed  herein  are  available  for  assign- 
ment to  stations  in  the  Special  Emer- 
gency Radio  Service  subject  to  the  con- 
ditions and  limitations  of  this  section. 

( b )  The  amount  of  separation  between 
a.ssignable  frequencies  listed  in  this  sec- 
tion does  not  necessarily  indicate  the 
amount  of  frequency  separation  required 
for  systems  operation;  accordingly, 
grants  of  adjacent  channel  assignments 
In  all  bands  shall  be  In  the  discretion  of 
the  Commission. 

(c)  The  operation  of  mobile  systems 
In  the  Special  Emergency  Radio  Service 
will  be  restricted  to  the  use  of  only  one 
frequency  per  system. 


(d)  Frequencies  Indicated  normally 
for  ba.se  and  mobile  stations  in  the  Spe- 
cial Emergency  Radio  Service  will  also 
be  authorized  to  fixed  stations  subject 
to  the  condition  that  harmful  inter- 
ference will  not  be  caused  to  the  mobile 
service. 

(e)  The  following  tabulation  indi- 
cates the  frequency  or  bands  of  fre- 
quencies, the  class  of  station's)  to  which 
they  are  normally  available,  and  the  spe- 
cific assignment  limitations,  which  are 
developed  in  paragraph  (f>  of  this 
section : 
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117»»»  to  li-J") 

122<W  to  l-.'7i»> 

liW',1111  to  IMital 

•iiUlOOlO  :»««io 


do 


Baae  and  mobile  and  o|)era- 

tional  flie<l 

Optrational  fixed 

Base  and  mobile 

do 

Oiierational  flxed 

Ba^  aivl  inohilf 

Operatiooal  flxed 

do 

do 


3 

fi.<t 
4 

S.H 
5.H 

6.S 
1 
1 
1 
I 

1.2 
1 
1 
1 
1 
1 
1 
1 
1 


(f )  Explanation  of  assignment  limita- 
tions appearing  In  the  frequency  tabula- 
tion of  paragraph  (e)  of  this  section: 

(1>  Limited  to  developmental  opera- 
tion only  .y-ith  assigned  frequency  and 
particulars  of  operation  specified  in  each 
authorization. 

(2>  Subject  to  no  protection  from  In- 
terference due  to  the  operation  of  In- 
dustrial, .scientific  and  medical  devices 
in  this  band. 

(3)  Assignable  frequencies  spaced  by 
40  kc.  beginning  with  the  frequencies 
72.02  and  75.42  Mc.  and  ending  with  the 
frequencies  74.58  and  75.98  Mc.  re.spec- 
tlvely,  are  available  on  a  shared  basis 
to  operational  fixed  stations  In  the  Spe- 
cial Emergency  Radio  Service  on  the 
condition  that  no  harmful  Interference 
will  be  caused  to  the  reception  of  tele- 
vision stations  on  Channels  4  or  5. 

(4)  A.ssignable  frequencies  spaced  by 
60  kc.  beginning  with  the  frequency 
159.51  Mc.  and  ending  with  the  fre- 
quency 161.79  Mc.  are  available  on  a 
shared  basis  to  base  and  mobile  .stations 
In  the  Special  Emergency  Radio  Service 
upon  an  adequate  showing  of  need  and 
upon  the  condition  that  no  harmful  In- 
terference will  be  caused  to  the  service 
of  any  existing  or  future  station  operat- 
ing in  the  Railroad  Radio  Service. 

(5)  The  u.se  of  this  frequency  may  be 
authorized  to  base  and  mobile  stations 
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In  the  Special  Emergency  Radio  Service 
on  the  condition  that  no  harmful  inter- 
ference will  be  cau.sed  to  the  Maritime 
Mobile  Service.  Special  emergency  op- 
erations at  points  within  150  miles  of 
coastal  areas  and  navigable  gulfs,  bays, 
rivers  and  lakes  may  be  authorized  only 
after  a  factual  finding  indicates  that,  on 
an  engineering  basis,  no  harmful  inter- 
ference will  be  caused  to  the  Maritime 
Mobile  Service. 

(6)  This  frequency  is  shared  with  the 
Highway  Maintenance  Radio  Service. 

<7)  This  fi:rquency  is  reserved  for  as- 
signment only  to  National  organizations 
established  for  relief  purposes. 

«8)  This  frequency  will  not  be  as- 
signed to  stations  in  the  Special  Emer- 
gency Radio  Service  at  any  point  within 
150  miles  of  Chicago.  Illinoi.s. 

(9>  This  frequency  may  be  .subject  to 
change  when  the  Atlantic  City  table  of 
frequency  allocations  below  27.50  Mc. 
comes  into  force. 

Appendix  A 

Inter-Amcrlcan  Agreement 

Santiago.  Chile,  1940 

ARTICLE   7.   INTERNATIONAL  POLICE   SERVICES 

When  the  signatory  countries  authorize 
their  police  stations  which  are  located  In 
close  proximity  to  the  national  boundaries 
of  contiguous  countries  to  transmit  emer- 
gency Information  with  similar  stations  of 
another  country,  the  following  rules  shall  be 
applied: 

(a)  Only  police  stations  located  close  to 
the  boundaries  of  contiguous  countries  shall 
be  allowed  to  engage  In  this  exchange  of  In- 
formation. 

(b)  In  general,  only  Important  police  me.s- 
sages  are  to  be  handled,  such  as  those  which 
would  lose  their  value  due  to  slowness  and 
time  llmlutlons  of  other  communication 
systems. 

(c)  The  frequencies  to  be  used  In  radio- 
telephone communications  with  mobile  po- 
lice units  shall  not  be  used  for  radiotele- 
graph  communications. 

(d)  Whenever  the  exchange  of  radiotele- 
phone communications  Is  authorized,  those 
communications  shall  be  made  on  the  fre- 
quencies assigned  to  the  respective  stations 
for  radiotelephone  service. 

(e)  If  the  exchange  of  radio  telegraph 
communications  is  authorized,  these  com- 
munications shall  be  made  on  the  following 
frequencies : 

2804  kc.  c.-»lling       6195  kc.  day  calling 
2808  kc.  working     6135  kc.  day  working 
2812  kc.  working     6140  kc.  day  working 

(f)  Notifications  concerning  the  particu- 
lars of  stations  engaged  In  International  po- 
lice service  shall  be  forwarded  to  the  Bureau 
of  International  Telecommunications  Union, 
Berne,  Switzerland,  in  order  that  all  sta- 
tions desiring  to  Intercommunlcat*  may  be 
kept  Informed  of  the  details  concerning  their 
operations. 

(g)  This  service  shall,  in  general,  conform 
with  the  provisions  of  Article  17  of  the  Cairo 
Radio  Regulations. 

(h)  Pull  use  shall  be  made  of  the  list  of 
abbreviations  appearing  In  Appendix  11  to 
the  Cairo  Radio  Regulations.  Plain  language 
shall  not  be  used  If  abbreviations  will  suf- 
fice. Service  Indications  are  as  follows:  "P", 
priority  for  messages  that  are  to-tte  sent  im- 
mediately, regardless  of  the  number  of  other 
messages  on  file.  If  no  service  Indication 
Is  given,  the  messages  are  to  be  transmitted 
In  the  order  of  receipt. 

(I)  The  message  shall  contain  the  pre- 
amble, text,  and  signature,  as  follows: 

(1)  Preamble.  The  preamble  of  the  mes- 
sage shall  consist  of  the  following:  the  serial 
uumber  preceded  by  the  letters  "KR";  serv- 
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Ice  Indications  as  appropriate;  check  (this  Is 
the  group  count  according  to  standard  cable 
count  system);  the  letters  "CK"  followed  by 
numerals  indicating  the  number  of  words 
contained  In  the  text  of  the  message;  office 
and  country  of  origin  (not  abbreviated),  day 
of  month  and  month,  hour  of  filing  and 
address. 

(2)  Text.  The  text  may  be  either  In  plain 
language  or  code. 

(3)  Sigriature.  The  signature  shall  in- 
clude the  name  and  title  of  the  person  orig- 
inating the  messag^ 

|F.    R.    Doc.    49-3517:    Piled.    May    6.    1949; 
8:48  a.  m.] 
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[Docket  No.  9018] 

Part  11 — Industrial  Radio  Services 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  19th  day  of  April 
1949  »F.  R.  Doc.  49-3515.  supra".  Part  11. 
Rules  Governing  Industrial  Radio  Serv- 
ices, is  adopted,  effective  July  1.  1949, 
as  set  forth  below.  Part  11.  Rules  Gov- 
erning Miscellaneous  Radio  Services,  of 
the  Commis.sion's  rules  and  regulations 
heretofore  in  efTect  is  abolished  and  su- 
perseded, and  the  proceedings  in  Docket 
No.  9018  are  terminated. 

Federal  Comm"  nications 
Commission, 

I  SEAL]  T.  J.  SLOU'IE. 

Secretary. 
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1I.2C7     Required  supplementary  statement. 
11.208     Report  of  operation. 

SUBPART  F— POWER  RADIO   SEHVIC* 

11.251  Eligibility. 

11.252  Frequencies   available   for    base   and 

mobile  stations. 

11.253  Frequencies  available  for  fixed  sta- 

tions. 

SL-BPAKT  G — PETROIJrUM   RADIO   SERVICE 

Il.COl      Ellpibillty. 

H.3C2  PYtquepcies  available  for  base  and 
mobile  stations. 

11.303  Frequencies  available  for  fixed  sta- 
tions. 

ETTBPART  H — FOREST  PROCUCTS  RADIO  SERVICX 

11.251     Eligibility. 

11.352  Frequencies   available   for   base    and 

mobile  Etaticns. 

11.353  Frequencies   available  for  fixed   sta- 

tions. 

SUBPART  I— MOTION    PICTURE   RADIO    SERVICE 

11.401  E:igibility. 

11.402  Frequencies    available   for   base   and 

mobile  stations. 

11.403  Frequencies  available  for   fixed  sta- 

tions. 

SUBPART  J— RELAY  PRESS   RADIO  SERVICE 

11.451  Eligibility. 

11.452  Frequencies    available    for    base    and 

mobile  stations. 

11.453  Frequencies  available  lor  fixed  sta- 

tions. 

SITBPART    K— SPECIAL    INDUSTRIAL    RADIO    SERVICE 

11.501     Eligibility. 

11502  Frequencies  available  for  base  and 
mobile  stations. 

11.503  Frequencies  available  for  fixed  sta- 
tions. 

SUBPART  I^-LOW -POWER   INDL^TRIAL  RADIO 
SERVICE 

11.551     Eligibility. 
11552     Classification  Of  stations. 
11.653     Frequencies  available  for  mobile  sta- 
tions. 
11.554     Special  restrictions. 

Authority:  5  §  111  to  11.554  Issued  under 
sec.  303,  48  Stat.  1082;  47  U.  S.  C.  303.  Inter- 
prets or  applies  sec.  301,  48  Stat.  1081  47 
U.  S.  C.  301. 

SUBPART    A — GENERAL    INFORMATION 

§  11.1  Basis  and  purpose.  <a)  The 
basis  for  the  rules  following  in  this  part 
Is  The  Communications  Act  of  1934,  as 
amended,  and  applicable  treaties  and 
agreements  to  which  the  United  States 
is  a  party.  The  rules  in  this  part  are 
issued  pursuant  to  the  authority  con- 
tained in  Title  III  of  the  Communications 
Act  of  1934,  as  amended,  wliich  vests 
authority  in  the  Federal  Communica- 
tions Commi.ssion  to  rfpulate  radio  trans- 
missions and  to  issue  licenses  lor  raaio 
stations. 
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(b)  The  purpose  of  the  rules  in  this 
part  is  to  prescribe  the  manner  in  which 
parts  of  the  radio  spectrum  may  be  made 
available  for  radio  communication  and 
control  facilities  to  various  industrial 
enterprises  which,  for  safety  purposes 
or  other  necessity,  require  radio  trans- 
mitting facilities  in  order  to  function 
efficiently. 


8  11.2  Generallimitationsonuse.  The 
radio  facilities  authorized  under  this 
part  shall  not  be  used  to  render  a  com- 
munications common  carrier  service  or 
to  carry  program  material  of  any  kind 
for  use  in  connection  with  radio  broad- 
casting. 

5  11  3  Definition  of  terms.  For  the 
purpose  of  this  part,  the  following  defini- 
tions shall  be  applicable.  For  other  defi- 
nitions, refer  to  Part  2.  Rules  Governmg 
Frequency  Allocations  and  Treaty  Mat- 
ters; General  Rules  and  Rcstulations. 

(a)  Radio  service.  An  administrative 
subdivision  of  the  field  of  radiocommuni- 
cation.  In  an  engineering  sense,  the 
subdivisions  may  be  made  according  to 
the  method  of  operation,  as.  for  example, 
mobile  service  and  fixed  service.  In  a 
regulatory  sense,  the  subdivisions  may  be 
descriptive  of  particular  groups  of 
licensees,  as.  for  example,  the  groups  of 
persons  licensed  under  this  part. 

(b)  Mobile  service.  A  .service  of  radio- 
communication  between  mobile  and  land 
stations,  or  between  mobile  stations. 

(c)  Fixed  service.  A  service  of  radio- 
communication  between  specified  points. 

(d)  Land  station.  A  station  in  the 
mobile  service  not  intended  for  operation 
while  in  motion.  <Of  the  various  types 
of  land  stations,  only  the  Ba.se  Station 
is  pertinent  to  this  part,  and  the  term 
will  be  used  interchangeably  with  the 
term  Land  Station.) 

(e)  Base  station.     See  Land  Station. 

(f)  Mobile  station.  A  station  in  the 
mobile  .service  intended  to  be  u.sed  while 
In  motion  or  during  halts  at  unspecified 
points.  I  For  purposes  of  this  part,  the 
term  includes  hand-carried  and  paclc- 
carried  units.) 

(g)  Operational  fixed  station.  A  fixed 
station  not  open  to  public  correspond- 
ence, operated  by.  and  for  the  sole  use 
of  those  agencies  operating  their  own 
radiocommunication  facilities  in  the 
Public  Safety.  Industrial,  Land  Trans- 
portation. Aviation  or  Marine  Services. 
(This  term  includes  all  stations  licensed 
In  the  fixed  service  under  this  part.) 

(h)  Control  station.  An  operational 
fixed  station,  the  transmis.sions  of  which 
are  used  to  control  automatically  the 
emissions  or  operation  of  another  radio 
station  at  a  specified  location. 

(i)  Relay  station.  An  operational 
fixed  station  established  for  the  auto- 
matic retransmission  of  radiocommuni- 
cations  received  from  either  one  or  more 
fixed  stations  or  from  a  combination  of 
land  and  mobile  stations,  and  directed 
to  a  specified  location. 

(j>  Repeater  station.  An  operational 
fixed  station  established  for  the  auto- 
matic retransmission  of  radiocommuni- 
cations  received  from  one  or  more  mobile 
stations  and  directed  to  a  specified 
location. 

(lc>  Assigned  frequency.  The  fre- 
quency appearing  on  a  station  authoriza- 
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tion.  from  which  the  carrier  frequency 
may  deviate  by  an  amount  not  to  exceed 
that  permitted  by  the  frequency  toler- 
ance. 

(1)  Carrier     frequency.       The     fre- 
quency of  the  carrier. 

(m)  Authorized  bandwidth.  The  fre- 
quency band,  specified  in  kilocycles  and 
centered  on  the  carrier  frequency,  con- 
taining those  frequencies  upon  which  a 
total  of  99  percent  of  the  radiated  power 
appears,  extended  to  Include  any  discrete 
frequency  upon  which  the  power  is  at 
least  0.25  percent  of  the  total  radiated 
px)wer. 

(n»  Station  authorization.  Any  con- 
struction permit,  license,  or  special 
temporary  authorization  issued  by  the 
Commission. 

(0)  Person.  An  individual,  partner- 
ship, association,  joint  stock  company, 
trust,  or  corporation. 

(pi  Public  correspondence.  Any  tele- 
communication which  the  ofBces  and  sta- 
tions, by  reason  of  their  being  at  the 
disposal  of  the  public,  must  accept  for 
transmission. 

(q)  Harmful  interference.  Any  radi- 
ation or  any  induction  which  endangers 
the  functioning  of  a  radionavigation 
service  or  of  a  safety  service  or  obstructs 
or  repeatedly  interrupts  a  radio  service 
operating  in  accordance  with  the  regu- 
lations in  this  part.  (For  purposes  of 
this  definition  only,  a  safety  service  Is 
any  radio  service  whose  operation  is  di- 
rectly related,  whether  permanently  or 
temporarily,  to  the  safety  of  human  life 
and  the  safeguarding  of  property.  > 

(r)  Telemetering.  Automatic  radio- 
communication,  in  a  fixed  or  mobile 
service,  intended  to  Indicate  or  record  a 
measurable  variable  quantity  at  a 
distance. 

(s)  Signalling.  Intermittent  or  peri- 
odic transmission  (excluding  radiotele- 
phony  or  any  type  of  Morse  Code>  of  in- 
telligence by  means  of  prearranged  tones, 
impulses,  or  combinations  thereof,  de- 
signed to  actuate  a  mechanism  at  the 
point  of  reception. 

(t>  Landing  Area.  As  defined  by  Title 
I.  section  1  <22»  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended,  the  term  Land- 
ing Area  means  any  locality,  either  of 
land  or  water,  including  airdromes  and 
Intermediate  landing  fields,  which  is 
used,  or  intended  to  be  used,  for  the 
landing  and  take-oft  of  aircraft,  whether 
or  not  facilities  are  provided  for  the  shel- 
ter, servicing,  or  repair  of  aircraft,  or  for 
receiving  or  discharging  passengers  or 
cargo. 


§  11.4  General  citizenship  restrictions. 
A  station  license  may  not  be  granted  to 
or  held  by: 

(a)  Any  alien  or  the  representative  of 
any  alien; 

(b>  Any  foreign  government  or  the 
representative  thereof; 

(c)  Any  corporation  organized  under 
the  laws  of  any  foreign  government; 

(d)  Any  corporation  of  which  any  of- 
ficer or  director  is  an  alien; 

(e)  Any  corporation  of  which  more 
than  one-fifth  of  the  capital  stock  Is 
owned  of  record  or  voted  by:  Aliens  or 
their  representatives;  a  foreign  govern- 
ment or  representative  thereof;  or  any 


corporation  organized  under  the  laws  of 
a  foreign  country; 

(f)  Any  corporation  directly  or  mdi- 
rectly  controlled  by  any  other  corpora- 
tion of  which  any  officer  or  more  than 
one-fourth  of  the  directors  are  aliens, 
if  the  Commission  finds  that  the  public 
Interest  will  be  served  by  the  refusal  or 
revocation  of  such  llcen.se;  or 

(g)  Any  corporation  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  more  than  one-fourth  of 
the  capital  stock  is  owned  of  record  or 
voted  by:  Aliens  or  their  representatives; 
a  foreign  government  or  representatives 
thereof;  or  any  corporation  organized 
under  the  laws  of  a  foreign  govern- 
ment—if the  Commission  finds  that  the 
public  interest  will  be  served  by  the  re- 
fusal or  revocation  of  such  llcen.se. 

§  11.5     Trdnsfer   and   assignment   of 
station  authorization.   A  station  authori- 
zation, the  frequencies  authorized  to  be 
used  by  the  grantee  of  such  authoriza- 
tion, and  the  rights  therein  granted  by 
such  authorization  shall  not  be  trans- 
ferred, a.sslgned,  or  in  any  manner  either 
voluntarily  or  Involuntarily  disposed  of, 
or  Indirectly  by  transfer  of  control  of 
any  corporation  holding  such  authoriza- 
tion, to  any  person,  unless  the  Commis- 
sion   shall,    after    securing    full    Infor- 
mation, decide  that  .said  transfer  is  In 
the   public   Interest,   and  shall   give  Its 
con.sent  In  writing.     Requests  for  au- 
thority of  the  type  referred  to  herein 
shall  be  submitted  on  the  forms  pre- 
scribed by  §  11.56. 

§  11.6  Coperative  arrangements,  fa) 
Arrangements  may  be  made  between 
two  or  more  persons  for  the  cooperative 
use  of  radio  station  facilities,  provided 
all  such  persons  are  eligible  to  hold  sta- 
tion licenses  In  one  of  the  radio  services 
established  under  this  part,  and  provided 
further  that  all  such  persons  are  eligible 
for  the  same  radio  service.  Such  ar- 
rangements shall  be  governed  by  the 

following: 

(1>  Mobile  service.  A  group  of  persons 
eligible  for  a  license  In  the  same  in- 
dustrial radio  service  may  share  the  use 
of  a  ba.se  slatlon  licensed  to  one  member 
of  that  group  In  either  of  the  following 
two  ways : 

<l)  A  person  who  is  to  receive  service 
from  a  ba.se  station  llcen.sed  to  a  person 
other  than  himself  may  obtain  a  license 
for  his  own  mobile  radio  units :  provided, 
however.  That  the  application  for  such 
license  shall  be  accompanied  by  an  ap- 
plication from  the  licensee  of  the  base 
station,  for  modification  of  his  license. 
to  permit  rendition  of  the  desired  serv- 
ice. The  application  for  modification 
of  the  base  station  license  .shall  name  the 
persons  to  be  served,  shall  be  notarized, 
and  may  be  filed  either  on  FCC  Form  403 
or  by  letter.  In  duplicate;  or 

(11)  A  person  who  Is  to  furnl.sh  base 
station  service  to  mobile  radio  units 
Installed  In  vehicles  owned  and  operated 
by  persons  other  than  himself  may.  If  he 
desires,  be  licensee  of  said  mobile  rad;o 
units:  Promded,  however.  That  each 
person  owning  and  operating  such  mobile 
radio  units  shall  enter  into  a  written 
agreement  giving  the  licensee  thereof  the 
sole  rtghfof  control  over  such  units,  said 
agreement  to  be  kept  as  a  part  of  the 
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records  of  the  base  station :  And  provided 
further.  That  the  operator  of  each  ve- 
hicle .shall  operate  the  radio  units  subject 
to  the  orders  and  instructions  of  the  base 
station  operator:  And  provided  still 
further.  That  the  licensee  shall  at  all 
times  have  such  access  to.  and  control  of, 
the  mobile  radio  equipment  as  will  enable 
him  to  di-scharge  his  responsibilities 
under  the  Communications  Act. 

( 2 )  Fixed  service.  A  group  of  persons 
eligible  to  operate  In  the  same  industrial 
radio  service  may  share  the  use  of  a 
fixed  station  licensed  to  one  member  of 
that  group. 

•  b)  A  base  station  licensee  who  enters 
Into  a  cooperative  arrangement  In  ac- 
cordance with  the  provisions  of  para- 
graph (a)  <1)  di)  of  this  section  shall 
obtain  prior  approval  from  the  Com- 
mission for  each  person  who  proposes  to 
enter  Into  said  arrangement. 

<c)  All  cooperative  arrangements 
entered  into  under  the  provisions  of  this 
section  shall  be  governed  by  the  following 
requirements  as  to  costs  and  charges: 

<  1 »  The  arrangement  may  be  without 
charge.  If  so.  the  records  of  the  base 
station  or  fixed  station  licen.see  shall  so 
indicate. 

<2»  Contributions  to  capital  and  oper- 
ating expenses  may  be  accepted  only  on 
a  cost-sharing,  non-profit  ba.<^is.  said 
costs  to  be  prorated  on  an  equitable  basis 
among  alJ  persons  who  are  parties  to  the 
cooperative  arrangement.  Records 
which  reflect  the  cost  of  the  service  and 
its  non-profit,  cost-sharing  nature  shall 
be  maintained  by  the  base  station 
licensee  and  held  available  for  Inspec- 
tion by  Commission  representatives.  An 
audited  financial  statement  reflecting 
the  non-profit  cost-sharing  nature  of  the 
arrangement  shall  be  submitted  annually 
to  the  Commission's  Washington  ofiSce 
no  later  than  three  months  after  the 
close  of  the  licensee's  fiscal  year. 

SUBPART  b — APPLICATIONS  AND  LICENSES 

S  11.51  Station  authorization  re- 
quired. No  radio  transmitter  shall  be 
operated  in  the  Industrial  Radio  Services 
except  under  and  In  accordance  with  a 
proper  station  authorization  granted 
by  the  Federal  Communications  Com- 
mission. 

5  11.52  Procedure  for  obtaining  a 
radio  station  license,  (a)  The  first  step 
toward  obtaining  a  station  license  Is  the 
filing  of  an  application  for  a  construction 
permit  In  accordance  with  the  rules  of 
t  his  part.  After  the  construction  and  In- 
.•^tallatlon  Is  completed,  a  base  station 
or  fixed  station  may  be  tested  In  accord- 
ance with  §  11.109.  following  which  an 
application  for  station  license  shall  be 
submitted  In  accordance  with  8  11.54. 

<b)  In  the  case  of  mobile  transmitters. 
Including  hand-carried  or  pack-carried 
units  which  are  purchased  as  a  complete 
packaged  unit  and  used  without  modifi- 
cation, the  applicaUon  for  license  may 
bf  submitted  simultaneously  with  the  ap- 
plication for  construction  permit. 

§11.53  Procedure  for  obtaining  spe- 
cial temporary  authority,  (a)  The  Com- 
mission may  Issue  a  special  temporary 
authorization  under  this  part  only  under 
the  following  conditions; 
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n>  In  those  cases  of  obvloas  emer- 
gency which  require  the  Immediate  use 
of  radio  facilities  by  an  eligible  person 
not  already  authorized  In  some  service 
under  this  part; 

<2)  In  cases  where  an  urgent  need  is 
shown  for  operation  of  an  authorized 
station  for  a  limited  time  only,  in  a  man- 
ner other  than  that  .specified  in  the  exist- 
ing authorization,  but  not  in  conflict 
with  the  Commission's  rules;  or 

(3)  For  the  purpose  of  conducting  a 
field  survey  to  determine  necessary  data 
in  connection  with  the  filing  of  formal 
applications  for  installation  of  a  radio 
system  In  some  service  under  this  part. 
In  this  case,  the  authority,  if  Issued,  will 
be  for  developmental  operation  only.'  and 
the  applicable  sections  of  Subpart  E  of 
this  part  shall  also  apply  to  the  grant 

«b)  An  application  for  special  tem- 
porary authority  may  be  filed  as  an  in- 
formal application  in  the  manner  pre- 
scribed by  5  11.56.  "When  the  purpose 
of  the  application  Is  to  obtain  authority 
for  the  operation  of  transmitting  equip- 
ment not  already  authorized  for  use  by 
the  applicant  under  this  part,  the  re- 
que.st  shall  contain  the  following 
Information : 

<1)  Name,  address,  and  cltizen.ship 
status  of  applicant. 

•  2)   Need  for  .special  action. 

(3)  Type  of  operation  to  be  conducted 

(4)  Purpose  of  operation. 

<5)  Time  and  date  of  operation 
desired. 

•6)  Class  of  station  and  nature  of 
service. 

<  7 )  Location  of  station. 

(8)  Equipment  to  be  used,  specifying 
manufacturer,  model  number,  and  num- 
ber of  units. 

<9)   Frequency (s)   de.sired. 

<10)  Plate  power  Input  to  final  radio 
frequency  stage. 

<11)   "Type  of  emIs.sion. 

8  11.54  FUing  of  applications,  (a)  To 
assure  that  necessary  information  is  sup- 
plied in  a  consistent  manner  by  all  per- 
sons, standard  forms  are  prescribed  for 
use  in  connection  with  the  majority  of 
applications  and  reports  submitted  for 
Commission  consideration.  Standard 
numbered  forms  applicable  to  the  In- 
dustrial Radio  Services  are  discussed  in 
5  11.56.  and  may  be  obtained  from  the 
Washington.  D.  C.  office  of  the  Commis- 
sion, or  from  any  of  its  engineering  field 
offices.  Concerning  matters  where  no 
standard  form  is  applicable,  the  Informal 
application  procedure  outlined  in  5  11  56 
should  be  followed. 

lb)  Any  application  for  radio  station 
authorizaUon  and  all  correspondence  re- 
laUng  thereto  shall  be  submitted  to  the 
Commission's  office  at  Washington  25. 
D.  C,  and  should  be  directed  to  the  at- 
tention of  the  Secretary.  An  applica- 
tion for  commercial  radio  operator  per- 
mit or  license  may  be  submitted  to  any 
of  the  Commission's  engineering  field 
OfBces,  or  to  the  Commission's  office  at 
Washington  25,  D.  C. 

<c)  Unless  otherwise  specified,  an  ap- 
plication shall  be  flJed  at  least  sixty  days 
prior  to  the  date  on  which  it  Is  desired 
that  Commission  action  thereon  be 
completed. 
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fd)  Each  application  for  station  au- 
thorization shall  be  specific  and  complete 
with  regard  to  station  location;  proposed 
equipment,  power,  antenna  height,  and 
operating  frequency:  and  other  infor- 
mation required  by  the  application  form, 
(e)  Applications  Involving  operation 
at  temporary  locations: 

a)  When  a  base  station  or  a  fixed  sta- 
tion Is  to  remain  at  a  single  location  for 
less  than  six  months,  the  location  is 
considered  to  be  temporary.  An  appli- 
cation for  authority  to  operate  at  tem- 
porary locations  shall  specify  the  general 
geographic  area  within  which  the  opera- 
tion will  be  confined.  The  area  specified 
may  be  a  city,  a  county  or  counties,  a 
.state  or  states,  "Gulf  Coast  area,  "  "East- 
ern U.  S,"  "Continental  U.  S.."  etc. 

<2)  When  a  base  station  or  fixed  sta- 
tion authorized  to  operate  at  temporary 
locations  remains  at  a  single  location  for 
more  than  six  months,  an  application 
for  modification  of  the  station  authori- 
zation to  specify  the  permanent  location 
shall  be  filed  within  thirty  days  after 
expirat  on  of  the  .six-month  period. 

<f»  Unless    otherwi.se    specified    in    a 
particular  case  or  for  a  particular  form 
each     application     shall     be     filed     in 
duplicate. 

5  11.55  Who  may  sign  applications. 
One  copy  of  each  application  for  an  au- 
thorization shall  be  signed  under  oath 
or  affirmation  by  the  applicant  if  the 
applicant  be  an  Individual,  or  any  one 
of  the  partners  if  an  applicant  be  a  part- 
nership, by  an  officer  If  the  applicant  be 
a  corporation,  or  by  a  member  who  is 
an  officer  if  the  applicant  be  an  unincor- 
porated a.s.sociation :  Provided,  however. 
That  applications  may  be  signed  by  the 
attorney  for  an  applicant  (1)  In  case  of 
physical  disability  of  the  applicant,  or 
(2)  his  absence  from  the  continental 
United  States.  If  it  be  made  by  a  person 
other  than  the  applicant,  he  must  set 
forth  In  the  verification  the  grounds  of 
h!s  brlief  as  to  all  matters  not  stated 
upon  his  knowledge  and  the  reason  why 
It  is  i;ot  made  by  the  applicant. 

?  11.56  Forms  to  be  used— (a)  Appli- 
cation for  construction  permit  for  base 
stations  and  fixed  stations.  A  separate 
application  for  construction  permit  shall 
be  submitted  on  FCC  Form  401  for  each 
base  station  or  fixed  station.  Such  ap- 
phcations  shall  be  accompanied  by  PCC 
Form  401a,  in  quadruplicate,  In  all  ca.ses 
when: 

<  1 )  The  antenna  and  supporting 
structures  propo.sed  to  be  erected  will  ex- 
ceed an  over-all  heipht  of  150  feet  above 
ground  level;  or 

•2>  The  antenna  is  to  be  located  with- 
in 3  miles  of  a  landing  area  and  will 
exceed  an  over-all  height  of  one  foot 
above  ground  for  each  100  feet  of  dis- 
tance, or  fraction  thereof,  from  the  near- 
est boundary  of  the  landing  area. 

(b)  Description  of  antenna  structure. 
When  required  to  be  submitted,  by  the 
terms  of  paragraph  (a)  of  this  section 
FCC  Form  401a  shall  be  submitted  In 
quadruplicate.  There  shall  be  attached 
to  each  copy  of  the  form  a  sketch  show- 
Inf:  the  antenna  and  supporting  struc- 
ture as  well  as  a  map  showing  the  loca- 
tion of  the  antenna,  landing  areas  In  the 
vicinity  thereof,  and  all  tall  structures 
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that  may  affect  the  marking  of  the  an- 
tenna or  supporting  structure. 

(c>  Application  for  construction  per- 
mit for  mobile  station.  Applicfition  for 
construction  permit  for  any  required 
number  of  mobile  units  to  be  operated 
in  the  same  service,  including  hand- 
carried  or  pack-carried  units,  may  be 
combined  Into  one  application  and  shall 
be  submitted  on  FCC  Form  401. 

(d>  Apptication  for  station  license. 
Application  for  station  license  shall  be 
filed  on  FCC  Form  403  upon  completion 
of  con.struction  or  installation  in  accord- 
ance with  the  terms  and  conditions  set 
forth  in  the  construction  permit. 

(e)  Application  for  modification  of 
construction  permit.  Separate  applica- 
tion for  modification  of  con.<^truction  per- 
mit shall  be  submitted  on  FCC  Form  401 
for  each  base  station  or  fixed  station. 
Application  for  modification  of  construc- 
tion permit  for  any  required  number  of 
mobile  units  to  be  operated  in  the  same 
service,  including  hand-carried  or  pack- 
carried  units,  may  be  combined  into  one 
application  and  shall  be  submitted  on 
FCC  Form  401. 

(f>  Application  for  modification  of 
station  license.  Application  for  modifi- 
cation of  -station  license  shall  be  submit- 
ted on  FCC  Form  403.  A  blanket  ap- 
plication for  modification  of  a  group  of 
station  licenses  of  the  same  class  may  be 
submitted  In  those  cases  where  the  modi- 
fication requested  Is  the  same  for  all 
stations  covered  by  the  application.  The 
individual  stations  covered  by  such  ap- 
plication shall  be  clearly  identified  there- 
in. 

(g)  Application  for  renewal  of  license. 
Application  for  renewal  of  station  license 
shall  be  submitted  on  FCC  Form  405.  A 
blanket  application  may  be  submitted  for 
renewal  of  a  group  of  station  licenses  in 
the  same  class.  The  individual  stations 
covered  by  such  applications  shall  be 
clearly  identified  thereon.  Unless  other- 
wise directed  by  the  Commission,  each 
application  for  renewal  of  license  shall 
be  filed  at  least  60  days  prior  to  the  ex- 
piration date  of  the  license  to  be  renewed. 
(h>  Application  for  additional  time  to 
construct  radio  stdtion.  FCC  Form  701 
shall  be  submitted  to  the  Commis.sion  in 
duplicate,  whenever  it  Is  neces.sary  to  re- 
quest an  extention  of  the  time  limit 
specified  on  a  valid  construction  permit. 
(i»  Application  for  consent  to  assign- 
ment of  radio  station  construction  per- 
mit or  license.  Application  on  FCC  Form 
702  shall  be  submitted  to  the  Commis- 
sion when  the  legal  right  to  construct  or 
to  control  the  use  and  operation  of  a  sta- 
tion is  to  be  transferred  as  a  result  of  a 
voluntary  act  (contract  or  other  agree- 
ment* or  an  Involuntary  act  (death  or 
legal  disability)  of  the  grantee  of  a  per- 
mit or  station  license,  or  by  involuntary 
assignment  of  the  physical  property  con- 
stituting the  station  under  a  court  decree 
in  bankruptcy  proceedings,  or  other  court 
order,  or  by  operation  of  law  in  any  other 
manner. 

(j)  Application  for  consent  to  trans- 
fer of  control  of  corporation  holding  con- 
struction permit  or  station  license.  Ap- 
plication for  consent  to  transfer  of  con- 
trol shall  be  submitted  to  the  Commission 
on  FCC  Form  703  whenever  It  Is  pro- 
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posed  to  change  the  control  of  a  cor- 
porate permittee  or  licensee. 

(k)  Informal  application.  (1)  An  ap- 
plication not  submitted  on  a  standard 
form  prescribed  by  the  Commission  is 
considered  to  be  an  Informal  application. 
Each  Informal  application  shall  be  sub- 
mitted in  duplicate,  normally  In  letter 
form,  and  with  the  original  signed  under 
oath  or  affirmation.  Each  application 
shall  be  clear  and  complete  within  it.self 
as  to  the  facts  presented  and  the  action 
desired. 

(2)  No  request  for  sperlal  temporary 
authorization  will  be  considered  unless 
full  particulars  as  to  the  purpose  for 
which  the  request  Is  made  are  stated, 
and  unless  the  request  Is  received  In  the 
Commission  at  least  10  days  prior  to  the 
date  of  the  proposed  operation.  A  re- 
quest received  within  less  than  10  days 
may  be  accepted  upon  due  showing  of 
sufficient  reason  for  the  delay  in  sub- 
mitting the  request. 

(3>  An  informal  application  for  au- 
thority to  operate  transmitting  equip- 
ment, not  already  authorized  under  this 
part,  will  be  accepted  only  under  the 
conditions  set  forth  in  §  11.53. 

5  11.57  Policy  governing  the  assign- 
ment  of  frequencies,  (a)  The  frequen- 
cies which  may  be  assigned  to  stations 
operating  in  any  one  of  the  several  In- 
dustrial Radio  Services  are  listed  In  the 
applicable  subpart  of  this  part.  All  ap- 
plicants for.  and  licensees  of.  stations 
In  these  services  shall  cooperate  In  the 
selection  and  use  of  the  frequencies  as- 
signed In  order  to  minimize  inter- 
ference and  thereby  obtain  the  most  ef- 
fective u.se  of  the  authorized  facilities. 
Each  frequency,  or  band  of  frequencies, 
available  for  assignment  to  stations  In 
these  services  is  available  on  a  shared 
basis  only,  and  will  not  be  assigned  for 
the  exclusive  use  of  any  one  applicant: 
such  use  may  also  be  restricted  to  one 
or  more  specified  geographical  areas. 

(b)  Each  applicant  shall  use  the  high- 
est order  of  frequencies  available,  com- 
patible with  the  operational  require- 
ments of  the  particular  radio  system  In- 
volved, and  the  actual  channel  loading 
of  the  bands  in  each  area.  EhfTerentials 
in  first  cost  and  maintenance  expense 
are  factors  which  will  not  be  considered 
as  conclusive  by  the  Commission  In  ap- 
proving a  choice  between  the  ranges  1.6- 
6  0.  25-50.  152-174.  and  450-460  Mc. 

(c)  The  operational  requirements  of 
applicants  for  land  mobile  radio  systems 
as  authorized  under  this  part  dictate  that 
the  single  frequency  simplex  method  of 
operation  be  employed,  and  frequencies 
have  been  made  available  to  each  of  the 
services  largely  on  that  basis.  Conse- 
quently, in  no  case  will  more  than  one 
frequency,  or  band  of  frequencies,  be  as- 
signed for  the  use  of  a  single  applicant 
until  it  has  been  demonstrated  con- 
clusively to  the  Commission  that  the  as- 
signment of  an  additional  frequency,  or 
band  of  frequencies,  is  essential  to  the 
operation  of  the  radio  system. 

(d)  With  respect  to  fixed  point-to- 
point  circuits,  simultaneous  two-way 
communication  will  be  required  in  most 
cases;  consequently,  it  will  be  customary 
to  assign  two  frequencies,  or  bands  of 
frequencies,  to  such  systems  and.  where 


possible,  with  such  frequency  separation 
that  full  duplex  operation  may  be 
accomplished. 

(e)  Each  application  for  authority  to 
operate  on  one  of  the  frequencies  in  the 
range  1.6-6.0  Mc.  must  be  fully  justified. 
and  shall  be  accompanied  by:  A  satis- 
factory showing  that  the  safety  of  human 
life  will  be  Jeopardized  by  failure  of  the 
Commission  to  authorize  the  use  of  a 
frequency  In  the  requested  range:  a  de- 
scription In  detail  of  the  particular  ac- 
tivity Involved;  and  the  manner  In  which 
radio  will  be  used  in  the  activity.  The 
circumstances  must  be  such  that  the  ac- 
tivity, by  reason  of  its  nature  or  location. 
is  hazardous  to  personnel  engaged  In  the 
activity,  or  to  the  public  in  the  vicinity 
thereof;  that  the  radlocommunlcation 
facilities  requested  will  materially  re- 
duce such  hazard;  and  that  It  Is  Impos- 
sible to  use  a  higher  order  of  frequencies 
for  accomplishment  of  the  same  purposes. 

(f)  The  Issuance  of  authority  for  use 
of  frequencies  within  the  band  72-76  Mc. 
is  contingent  upon  a  showing  that  no 
interference  will  be  caused  to  reception 
of  television  channels  4  or  5.  Each  ap- 
plication for  use  of  one  of  these  fre- 
quencies at  a  location  within  55  miles  of 
a  television  station  authorized  to  ase  TV 
channel  number  4  or  5  <35  miles  in  the 
case  of  community  stations),  .shall  be 
accompanied  by  the  following  data: 

(1)  A  map  of  suitable  scale  showing 
the  area  enclosed  by  a  circle  having  a 
radius  of  approximately  15  miles,  cen- 
tered on  and  surrounding  the  site  chosen 
for  the  applicant's  fixed  station.  This 
map  should  be  marked  with  a  circle  of 
5  miles  radius  and  another  circle  of  ••» 
mile  radius  centered  on  the  proposed  site 
to  indicate  the  scale  of  the  map. 

(2)  A  count  of  the  houses  and  esti- 
mated population  within  the  '2  mile 
circle  shown  on  the  map.  (Use  a  count 
of  5  persons  per  house  unless  there  are 
apartment  houses  in  the  area.) 

(3)  The  height  above  sea  level  of  the 
center  of  the  radiating  portion  of  the 
antenna  system,  and  the  radiation  pat- 
tern of  the  proposed  antenna. 

(4)  The  height  above  sea  level  of 
nearby  towns  (within  10  miles  of  the 
proposed  station). 

(5)  A  written  statement  from  the  ap- 
plicant that  it  will  satisfactorily  adjust 
all  complaints  of  interference  to  tele- 
vision reception  cau.sed  by  operation  of 
the  proposed  fixed  station,  when  such 
complaints  are  made  by  owners  of  tele- 
vision receivers  which  are  located  both 
within  one  mile  of  the  site  of  the  pro- 
posed fixed  station,  and  within  the  pro- 
tected service  area  of  television  stations 
using  TV  channel  number  4  or  5.  The 
applicant's  statement  shall  indicate 
agreement  to  the  condition  that  this 
adjustment  of  interference  complaints  be 
made  a  part  of  the  authorization. 

§  11  58  Supplemental  information  re- 
quired with  applications  for  control  re- 
peater, or  relay  stations,  (a)  Each  ap- 
plication for  construction  permit  for  a 
control,  repeater,  or  relay  .station  shall 
be  accompanied  by  a  diagram  and  sup- 
plemental statement  containing,  re- 
spectively, the  Information  specified  by 
paragraphs  (b)  and  (c)  of  this  section. 

(b)  The  diagram  shall  show: 
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sillL?'    '°''"^"    ''    *'*    P^^^^**      ItrSof^^I^^vil"^"^^^^""^^^^-"-      tinuance  Of  operation  Of  a  station  ,1 

<2.   The    location    of    al,    associated      s^^orre^'y    ^'or  "oXuon '"un/e':  r'^^^'.^fn'^^  ^^^  ^"  ^^^ '-^"^ 

transmitters  of  the  system ;  otherwise  riw/rmfnL  k^h  H^  '     V"'-^'^^  forward  the  station  license  to  the  Wa.sJi- 

.3)  The  location  of  all  associated  re-  In  anr'partlcX  c^e'        ^°°^'^^^°"  ^"^ton  D.  C.  office  of  the  Commi^siSn  for 

ceivers  of  the  system;  and  p«i"LUidr  case.  cancellation.     A  copy  of  the  request  for 

<4)  The  path  and  direction  of  trans-  '  ^^-^^    License  term.    (&)  For  all  sta-  cancellation  of  the  license  shall  be  for- 

mission    of    each    frequency    ased    and  ^*°"^  ^"  ^^^  Industrial  Radio  Services  warded  to  the  Commissions  Engineer  in 

proposed  to  be  used,  whether  for  trans-  ^^^^P^  those  engaged  in  developmental  Charge  of  the  district  in  which  the  sta- 

mitting  or  receiving.  operation,  the  license  period  shall  be  as  *^'°"  ^^  located.    For  purposes  of  this  sec- 

(c)  The  supplemental  statement  shall  fo^'o'^-^  tion.  a  station  which  is  not  operated  for 

contain  a  detailed  description  of  the  pro-  *^  *  '^^  initial  station  licen.se  will  be  ?  Penod  of  one  year  is  considered  to  have 

posed  system,  indicating  how  it  will  f unc-  ^s"'U^d  for  a  term  of  from  one  to  five  years  ^^"  permanently  discontinued, 

tion  and  setting  forth  the  need  for  the  f  ""^"^  ^^"^  effective  date  of  grant,  the  term  subpart  c— technical  ^tandart^ 

facilities  requested.   This  statement  shall  varying  as  may  be  nece.-^sary  to  permit  ,,,,„  technical  standards 

indicate  clearly   the   frequencies  of  all  *"^    orderly     scheduling     of     renewal         •  ^  ^^-^"l     Frequencies.     The  frequcn- 

receivers    that    actuate    the    propo.sed  aPP'Jcatlons.  ^les  available  for  u.se  in  these  sen  ices,  in 

transmitter's)    for    the    automatic    re-  <2)   Each  station  license  normally  will  ^^'^o^Jance  with  the  policy  .set  forth  in 

transmission   of  received  signals     If   a  ^^  renewed,  upon  proper  application   for  \    ;  ^'"^  ^^^^^'^  ^"  ^he  applicable  Sjb- 

frequency  not  allocated  for  fixed  service  *  ^^^"^  °f  ^^^^  J'^a^s  from  the  effective  P^'"f.O'  ^J^^  rules  in  this  part.     The  sep- 

Is  requested,  the  statement  shall  indi-  '^^^  °'  renewal.  f^  t»!°"  °^tween  assignable  frequencies 

cate  the  reasons  why  the  use  of  wireline  ****  Instruments  of  authorization  for  !  ^       various  bands  does  not  nece.ssarily 

facilities  is  not  feasible  stations  engaged  In  developmental  oper-  |"°^cate  the  actual  amount  of  separa- 

8  ,1  CO      p„^fi„,  ,      „,^  ^^'0"  *"J  be  made  upon  a  temporary  required  for  the  operation  of  two  or 

Commilsion    w  t^^^^  ^"""^    '1^      basis  for  a  .specific  pedod  of  tSi^ but      "^"'"^  ^^-^tems  within  the  .same  geographi- 

i^ommission.  without  a  hearing,  grants      In  no  event  tn  pvtpnri  Kc„«r,H  \  cal  area. 

an  application  In  part,  or  with  any  privi-  from  date  of  crant        ^           "^  ^^^'  s  1,  mo     r 

lege...  terms  or  conditions  other  than  ''^°'"  ^^^^  «'  K^a^t.  _^  ^V°  ^^^<l^^^<^y  stabUity.  ,a)  A 
those  requested,  the  action  of  the  Com-  5  11.64  Change  in  equipment  (a)  A  P;^'"'"'"^^  or  licensee  in  these  services 
mission  shall  be  considered  as  a  grant  of  c^a^^e  may  be  made  in  a  licensed  trans-  ^!  maintain  the  carrier  frequency  of 
.such  application  unle.ss  the  applicant  "^i^ter  without  specific  authorization  f^,,  ^"^honzed  transmitter  within  the 
shall,  within  20  days  from  the  date  on  ^'""^  ^^^  CommLssion  provided-  d)  the  ^°"°^^'^"K  percentage  of  the  assigned 
which  public  announcement  of  such  change  does  not  result  in  operation  in-  ''"^"fncy.  except  as  provided  in  para- 
grant  is  made,  or  from  its  effective  date  consistent  with  any  term  of  the  out-  ^^^^'^  '°*  of  this  section: 
if  a  later  date  is  specified,  file  with  the  standing  authorization  for  the  station  Frequency 
Commission  a  written  request,  rejecting  involved;  and  (2)  a  description  of  the  Frequency  range-  !^VJ^'^1 
the  grant  as  made.     Upon  receipt  of  such  c^/a"Ke  is  incorporated  in  the  next  ap-  Below  50  Mc    '                                 To 

request,  the  Commission  will  vacate  Its  P^cation  for  renewal  or  modification  of  From  50-220  mc 005 

original  action  upon  the  application  and  "cense.  Above  220  Mc ^.j 

if    nece.ssary,    set    the    application    for  <b>   Prior     authorization     from     the  '  To  be  specified  m  the  authori^tinn 

hearing.  Commission  is  required  before  the  fol-  pecmea  in  toe  authorteation. 

5  1160   Detprtrnrnr,t^inr.ii. r,o     /       *  lowing  antenna  changes  may  be  made  '^*   ^°^    transmitters    authorized    to 

apUcaUon  wh?r?^^.  S?^               •.  *    "^^  *'  ^  ^^"«  ^^^tion  or  fixed  station  ^P^^^e  with   a   maximum   plate   power 

cordanc^  w.rh  thP^nr^mu^^^        \"  *'■           '^'  ^-"y  ^'^^"^^  *hich  win  eUher  in-  ^"P"^  ^°  ^^^  A"^'  radio  frequency Vtrge 

SrjLu  JLent?  S^^     'n         Z  "'"''^  ""'  ^'"''^'^  th^  ^"tenna  heigS  •  "^  ^  watts  or  less,  the  frequency  may  be 

SeVective  anr*"^  bT  ret^TrneSt^  '[^      /"   ^'^^  ^^^^^^  *hich  will  increa.se  or      I^^T^'^i  ''  ''^'^°^"  '"  ^^^  '^"^'^  »>^'°* 
applicant  returned   to  the      decrease  the  power  gain  of  the  antenna-      *"  ''^"  ^^  ^^^  requirements  in  paragraph 

,K,   ir  ^  .        X.  and  '       (a)  of  this  section; 

CommLTn'^o 'fife^Vny'Tocumen^s^or  an'r'^   ^"^  h^^^"^^  ^"  ^^^  '-^"^  «'  -  7'^^-' 

information    not     ncluded   in  The   ;re  ^"/^""^  ^^^^^  ^"^^  relocation  Involves  Frequency  range-                               °iV'"'7, 

scribed   application   form^  iMflure '  ^  ofTaSude^or  WiS'/h^'  coordinates         B^eiow  L^mI" ^    T02 

comply  with  such  request  will  conslitut^  nL  A     ^        longitude  by  as  much  as          From  50-220  Mc m 

a  defect  in  the  aPDlication  one  second,  or  when  such  relocation  in-          «,,,„,     ^                              

.0   wnpn^nt^S      »  volves  a  change  in  street  addre.ss  ^  11.103     Types  of  emission,     (a)  Ex- 
to  1^  IncomDle^/nr  H^^i;-*;?  ''  considered  (o   Requests  for  changes  outlined  in  ''^^}.^'  P'°'^^^^  i"  Paragraph  (b)  of  this 
tarv  of  5h^rnmJ?ic1    ^  ^^'  \^^  ^^^'^^  Pa^-^Kraph  (b.   of  this  section  shall  bj  '^''l!°"'  ^^^"°^^  '"  ^^ese  services  will  be 
he"^  aiphcaSTnSS  thi   Cn^^"^  "  "^  submitted   to  the   Commission   on  FCC  ^^'^^J^f  to  use  only  A3  or  P3  emission 
nmy  oSrwlse  d^rJrT  Form  401a.  as  prescribed  in  §  11.56.     The  Jo^  ^adioteiephony.     The   authorization 
may  otherwise  direct.  pcc  Form  401a  shall  be  accompanied  by  *°  "'^  ^3  or  F3  emission  will  be  con- 
8  11.61     Amendment  or  dismissal  of  "^^P^^  and  sketches  showing  the  proposed  ^^rued  to  include  the  use  of  tone  signals 
application.     Any    application    may    be  change  in  the  antenna  or  antenna  .sup-  °^  signaling  devices  whose  sole  function 
amended  or  dismi.s.sed  without  prejudice  Porting  structure.      If  the  antenna  or  '^  ^°  establish  and  maintain  communica- 
upon  request  of  the  applicant  prior  to  antenna  supporting  structure  Is  required  ^^°"  between  stations, 
the  time  the  application  is  granted  or  ^o  be  marked,  a  description  of  the  mark-  ^^^  Other  types  of  emission  not  de- 
designated  for   hearing.     Each   amend-  ^"^  ^^*"  be  furnished.  scribed  in  paragraph  (a)  of  this  section 
ment  to.  or  request  for  dismissal  of.  an  •      §  11  65     Report  of  temr^mru  ir^m-  ^^^'  ^^  authorized  upon  a  saUsfactory 
application   shall   be   signed,   authenti-  wLn  a  baJeTation  or  ^xed  st^^^^^^^  flowing  of  need  therefor.    An  appUca- 
cated.  and  submitted  in  the  same  manner  authorized^o  owrate  in  an  «r/o  1       *'  I'*^?  requesting  such  authorization  shall 
and  with  the  same  number  of  copies  as  Passing  two  or  more  R^dfoDist^^^  f^w^  ^/"^'""'^  '^'  ^'"^'^^^i^"  ^^^^'^^-  ^hall 
required    for    the    original    application.  following  notmmlon  prie?i^^?e  sh^i/^  ^"?'?^^,    ^^"    bandwidth    required    for 
All  related  correspondence  or  other  ma-  followed    """""^^^^^  procedure  shall  be  satisfactory   communication,   and   shall 
terlal  which  is  to  be  considered  as  a  part  <a)  When  the  "Station  is  niap^H  ir,  «^  state     the    purpose    for     which    such 

^.  h*"uf PJ''^'^"^"  ^""^^^y  *^^^d  ^^^«''  be  eration  for  the  fiVst  t°me  ?ie  EnlinP^;  ^""'""T  ^'  ''^''''''^-  ^^^^  ^formation 
submitted  n  the  form  of  an  amendment  in  Charge  of  the^dio^^strktSv.^  regarding  the  classification  of  emissions 
to  the  application  concerned.  shall  be  notified  "^^^rlct  involved      and  the  calculation  of  the  bandwidth 

f  11.62     Construction    period.     Each  '^  •  VJhen  the  station  Is  moved  from  CoSSon's^rulel  "'*''  '°  ''^''  '  °'  '^' 

radio  station  con.<=tructlon  permit  Issued  ^"^  ^^dio  District  to  another,  the  En-                   ^iu"s  ruies. 

by  the  Commi.s.'^ion  will  specify  the  date  fi^*"^^'' ^"  Charge  of  each  of  the  two  Radio          §11104      Emission    limitations,     (a) 

of  grant  as  the  earliest  date  of  com-  Districts  Involved  shall  be  notified  ^^^^  authorization  issued  to  a  station 

r^encement  of  con.struction  and  instal-  {11.68     Discontinuance  nf  »tntir.r,  r.^  operating   in   the.se   services   will   show, 

lauon.  and  a  maximum  of  eight  months  eration      In  case  ofTrLn.nf^    ^  ff  ^^^  ^'^^''  '°  '^^  ^"^^^o"  cla.sslfica- 

No.  87 12  ""^^  °^  permanent  di.scon-  tlon.  a  figure  specifying  the  maximum 
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authorized  bandwidth  In  kc  to  be  occu- 
pied by  the  emission.  The  specified 
band  shall  contain  those  frequencies 
upon  which  a  total  of  99  percent  of  the 
radiated  power  appears,  extended  to  in- 
clude any  discrete  frequency  upon  which 
the  power  Is  at  least  0.25  percent  of  the 
total  radiated  power.  Any  radiation  in 
excess  of  the  limits  specified  in  para- 
graph (c)  of  this  section  Is  considered  to 
be  an  unauthorized  emission. 

(b)  The  emission  prefix  figures  refer- 
red to  In  paragraph  (a)  of  this  section 
for  the  types  of  emission  covered  by  para- 
graph (a>   of  §  11.103  are  listed  in  the 

table  below; 

Authorized 

banduidth 
Tyfie  of  emission:  C^^) 

A-3 - ® 

F-3 - *0 

(c)  For  purpose  of  demonstrating 
compliance  with  paragraph  (a)  of  this 
section,  the  following  limits  apply: 

(1>  Any  emission  appearing  on  any 
frequency  removed  from  the  carrier  fre- 
quency by  at  least  50  percent,  but  not 
more  than  100  percent,  of  the  maximum 
authorized  bandwidth  shall  be  attenuated 
not  less  than  25  db  below  the  unmodu- 
lated carrier. 

(2i  Any  spurious  or  harmonic  emis- 
sion appearing  on  any  frequency  re- 
moved from  the  carrier  frequency  by  at 
least  100  percent  of  the  maximum  au- 
thorized bandwidth  shall  be  attenuated 
below  the  unmodulated  carrier  by  not 
less  than  the  amount  Indicated  In  the 
following  table: 

Maximum  authorized  plate 
power  input  to  the  final  Attenuation 

radio  frequency  stage.  (db) 

3  watts  or  less *0 

Over  3  watts  and  Including  150  watts...  60 

Over  150  watts  and  Including  600  watts..  70 

Over  600  watts 80 

(d)  When  an  unauthorized  emission 
results  In  harmful  interference,  the  Com- 
mission may.  In  Its  descretlon.  require 
appropriate  technical  changes  in  equip- 
ment to  alleviate  the  interference. 

§  11.105  Modulation  requirements. 
(a)  The  maximum  audio  frequency  re- 
quired for  satisfactory  radiotelephone 
Intelligibility  In  these  services  Is  con- 
sidered to  be  3000  cycles  per  second,  and 
the  transmission  of  higher  frequencies  Is 
unauthorized. 

(b)  When  amplitude  modulation  is 
used  for  telephony,  the  modulation  per- 
centage shall  be  sufficient  to  provide  ef- 
ficient communication  and  shall  be  nor- 
mally maintained  above  70  percent  on 
peaks,  but  shall  not  exceed  100  percent 
on  negative  peaks. 

(c>  When  phase  or  frequency  modu- 
lation Is  used  for  telephony,  the  devia- 
tion arising  from  modulation  shall  not 
exceed  plus  or  minus  15  kc  from  the  un- 
modulated carrier. 

(d>  Each  tran.smltter  authorized  or 
Installed  after  July  1.  1950.  shall  be  pro- 
vided with  a  device  which  will  auto- 
matically prevent  modulation  in  excess 
of  that  specified  in  paragraphs  <b>  and 
(c>  of  this  section  which  may  be  caused 
by  greater  than  normal  audio  level: 
Provided,  however.  That  this  require- 
ment shall  not  be  applicable  to  trans- 
mitters authorized  to   operate   with   a 
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maximum  plate  power  Input  to  the  final 
radio  frequency  stage  of  3  watts  or  less. 

5  11.106  Power  and  antenna  height. 
(a)  The  power  which  may  be  used  by  a 
station  In  these  services  shall  be  no  more 
than  the  minimum  required  for  satis- 
factory technical  operation  commensu- 
rate with  the  size  of  the  area  to  be  served 
and  local  conditions  which  affect  radio 
transmission  and  reception.  In  cases  of 
harmful  Interference,  the  Commission 
may  order  a  change  In  power,  or  antenna 
height,  or  both. 

(b  Except  where  the  power  that  may 
be  used  on  a  designated  frequency  Is  spe- 
cifically limited  to  a  lower  value,  plate 
power  Input  to  the  final  radio  frequency 
stage  In  excess  of  the  following  tabula- 
tion will  not  be  authorized: 

Maximum  plate 

power  input  to 

the  final  radio 

frequency  stage 

Frequency:  (watts) 

1.6-6.0  Mc 2.000 

25-100  Mc- 5<W 

100^220  Mc 600 

Above  220  Mc (') 

>  To  be  specified  in  the  authorization. 

8  11.107  Transmitter  control  require- 
ments. <a)  Each  transmitter  shall  be  so 
Installed  and  protected  that  it  Is  not 
accessible  to  or  capable  of  operation  by 
persons  other  than  those  duly  authorized 
by  the  licensee. 

(b)  A  control  point  Is  an  operating 
position  which  meets  all  of  the  following 
conditions: 

(1)  The  position  must  be  under  the 
control  and  supervision  of  the  licensee; 

(2)  It  is  a  position  at  which  the  moni- 
toring facilities  required  by  this  section 
are  installed;  and 

(3)  It  is  a  position  at  which  an  opera- 
tor responsible  for  the  operation  of  the 
transmitter  is  stationed. 

(c)  Each  station  shall  be  provided 
with  a  control  point,  the  location  of 
which  will  be  specified  In  the  license.  It 
will  be  assumed  that  the  location  of  the 
control  point  Is  the  same  as  that  of  the 
transmitting  equipment  unless  the  ap- 
plication Includes  a  request  for  a  differ- 
ent location.  Authority  must  be  obtained 
from  the  Commission  for  the  Installation 
of  additional  control  points. 

(d)  A  dispatch  point  Is  a  position  from 
which  messages  may  be  transmitted  un- 
der supervision  of  a  control  point  opera- 
tor. Dispatch  points  may  be  Installed 
without  authorization  from  the 
Commission. 

(e»  At  each  control  point,  the  follow- 
ing facilities  shall  be  installed: 

(DA  carrier  operated  device  which 
will  provide  continuous  visual  indication 
when  the  transmitter  is  radiating;  or.  In 
lieu  thereof,  a  pilot  lamp  or  meter  which 
will  provide  continuous  visual  Indication 
when  the  transmitter  control  circuits 
have  been  placed  In  a  condition  to  pro- 
duce radiation:  Provided,  however.  That 
the  provisions  of  this  subparagraph  shall 
not  apply  to  hand-carried  or  pack-car- 
ried transmitters: 

(2)  Equipment  to  permit  the  operator 
to  aurally  monitor  all  transmissions  orig- 
inating at  dispatch  points  under  his 
supervision: 


(3)  Facilities  which  will  permit  the 
operator  either  to  disconnect  the  dis- 
patch point  circuits  from  the  transmitter 
or  to  render  the  tran.smltter  Inoperative 
from  any  dispatch  point  under  his  super- 
vision; and 

(4)  Facilities  which  will  permit  the 
operator  to  turn  the  transmitter  carrier 
on  and  off  at  will. 

§  11.108  Transmitter  measurements. 
(a»  The  llcen-see  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  carrier  frequency  of  each  trans- 
mitter, authorized  to  operate  with  a  plate 
input  power  to  the  final  radio  frequency 
stage  in  excess  of  three  watts,  is  main- 
tained within  the  tolerance  prescribed 
in  the  rules  In  this  part.  This  determi- 
nation shall  be  made,  and  the  results 
thereof  entered  in  the  station  records, 
in  accordance  with  the  following: 

(1)  When  the  transmitter  is  initially 
installed; 

(2)  When  any  change  Is  made  In  the 
transmitter  which  may  affect  the  car- 
rier frequency  or  the  stability  thereof; 

(3>  At  Intervals  not  to  exceed  six 
months,  for  transmitters  employing 
crystal-controlled  oscillators; 

(4)  At  intervals  not  to  exceed  one 
month,  for  transmitters  not  employing 
crystal-controlled  oscillators. 

(b)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  plate  power  input  to  the  final 
radio  frequency  stage  of  each  base  sta- 
tion or  fixed  station  transmitter,  author- 
ized to  operate  with  a  plate  input  power 
to  the  final  radio  frequency  stage  In  ex- 
cess of  three  watts,  does  not  exceed  the 
maximum  figure  specified  on  the  current 
station  authorization.    Where  the  trans- 
mitter is  so  constructed  that  a  direct 
mea.surement  of  plate  current  in  the  final 
radio  frequency  stage  Is  not  practicable, 
the  plate  Input  power  may  be  determined 
from  a  measurement  of  the  cathode  cur- 
rent In  the  final  radio  frequency  stage. 
When  the  plate  input  to  the  final  radio 
frequency  stage  is  determined  from   a 
measurement  of  the  cathode  current,  the 
required  record  entry  shall  indicate 
clearly  the  quantities  that  were  meas- 
ured, the  measured  values  thereof,  and 
the  method  of  determining  the   plate 
power  Input  from  the  measured  values. 
This  determination  shall  be  made,  and 
the  results  thereof  entered  in  the  station 
records.  In  accordance  with  the  follow- 
ing* 

(i)  When  the  transmitter  Is  Initially 

installed; 

(2)  When  any  change  Is  made  in  the 
transmitter  which  may  increase  the 
transmitter  power  input; 

(3>  At  Intervals  not  to  exceed  six 
months. 

(c>  The  llcen.see  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  modulation  of  each  transmitter, 
authorized  to  operate  with  a  plate  Input 
power  to  the  final  radio  frequency  stage 
In  excess  of  three  watts,  does  not  exceed 
the  limits  specified  In  the  rules  in  this 
part  This  determination  shall  be  made 
and  the  results  thereof  entered  in  the 
station  records,  in  accordance  with  the 
following: 

(1>  When  the  transmitter  is  Initially 

installed; 
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(2)  When  any  change  Is  made  In  the 
transmitter  which  may  affect  the  modu- 
lation characteristics ; 

<3)  At  intervals  not  to  exceed  six 
months. 

<d)  The  determinations  required  by 
paragraphs  (a),  (b).  and  (c)  of  this 
section  may,  at  the  option  of  the  licensee, 
be  made  by  any  qualified  engineering 
measurement  service,  in  which  case  the 
required  record  entries  shall  show  the 
name  and  address  of  the  engineering 
measurement  service  as  well  as  the  name 
of  the  person  making  the  measurements. 

<e)  In  the  case  of  mobile  transmitters, 
the  determinations  required  by  para- 
graphs <a)  and  'o  of  this  section  may 
be  made  at  a  test  or  .service  bench :  Pro- 
tided.  That  the  measurements  are  made 
under  load  conditions  equivalent  to 
actual  operating  conditions:  And  pro- 
tided  further.  That  after  Installation  In 
^the  mobile  unit  the  transmitter  is  given 
a  routine  check  to  determine  that  it  Is 
capable  of  being  received  satisfactorily 
by  an  appropriate  receiver. 

5  11.109  Radio  station  tests.  (a) 
After  a  station  of  any  type  has  been 
licensed,  tests  may  be  conducted  as  re- 
quired for  proper  station  and  system 
maintenance,  but  such  tests  shall  be  kept 
to  a  minimum  and  precautions  shall  be 
taken  to  avoid  interference  to  other 
stations. 

ib>  When  a  construction  permit  and 
license  or  a  construction  permit  and 
modification  of  license  are  issued  simul- 
taneously for  a  mobile  station,  units  of 
such  .station  may  be  placed  In  operation 
without  notification  to  the  Engineer  In 
Charge  of  the  local  Radio  District. 

(CI  When  construction  and  installa- 
tion of  a  base  station  or  fixed  station 
has  been  completed  In  accordance  with 
the  terms  of  a  construction  permit  and 
the  applicable  rules  of  the  Commission, 
the  permittee  shall  proceed  further  as 
follows : 

<1)  Notify  the  Engineer  In  Charge  of 
the  local  Radio  District  of  the  date  on 
which  the  transmitter  will  first  be  tested 
In  such  manner  as  to  produce  radiation. 
Riving  name  of  the  permittee,  station 
location,  call  sign,  and  frequencies  on 
which  tests  are  to  be  conducted.  This 
notification  shall  be  made  In  writing  at 
least  two  days  in  advance  of  the  test 
date. 

(2)  After  testing,  but  on  or  before  the 
date  when  the  station  is  first  used  for 
operational  purposes,  mall  to  the  Com- 
mission In  Washington  an  application  on 
FCC  Form  403  for  license  or  modifica- 
tion of  license,  as  appropriate  In  the 
particular  case.  The  station  may  there- 
after be  used  as  though  licensed,  pending 
Commission  action  on  the  license 
application. 

'd>  In  cases  where  the  station  Is  not 
ready  for  test  or  operational  use  on  or 
before  the  expiration  date  of  the  con- 
struction permit,  application  for  exten- 
sion of  time  to  construct  shall  be  filed 
in  the  manner  prescribed  by  5  11  56. 

SUBPART  D — STATION  OPEKATIMO 
REQUIREMENTS 

I  11.151  Permissible  communications. 
fa)  Stations  licensed  under  this  part 
may  transmit  the  following  types  of 
communications: 
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(1)  Any  communication  related  di- 
rectly to  the  safety  of  life  or  the  protec- 
tion of  property;  and 

(2)  Communications  considered  es- 
sential to  the  efficient  conduct  of  that 
portion  of  the  enterprise  for  which  the 
licensee  Is  eligible  to  hold  a  station 
hcense  under  this  part,  subject  to  the 
condition  that  harmful  Interference  is 
not  caused  to  safety  commimications  of 
stations  licensed  under  this  part. 

(b)  A  station  licensed  imder  this  part 
may  communicate  with  other  stations 
without  restriction  as  to  type,  service,  or 
licensee  when  the  communications  to  be 
transmitted  are  of  the  type  described  in 
paragraph   (a)    (1>   of  this  section. 

(c)  For  transmission  of  all  communi- 
cations other  than  these  described  in 
paragraph  'a)  <1)  of  this  section,  a  sta- 
tion hcensed  under  this  part  shall  com- 
municate only  as  follows: 

•  1)  Each  unit  of  a  mobile  station  is 
authorized  primarily  to  communicate 
with  other  unRs  of  the  mobile  station, 
and  with  associated  base  stations.  Sec- 
ondarily, each  unit  of  a  mobile  station 
is  authorized  to  communicate  with  as- 
sociated fixed  stations. 

(2)  Each  base  station  is  authorized 
primarily  to  communicate  with  the  units 
of  an  associated  mobile  station.  Sec- 
ondarily, each  base  station  may  com- 
municate with  an  associated  base  station, 
fixed  station,  or  fixed  receiver  when: 

<i)  The  messages  to  be  tran.smitted 
are  of  immediate  importance  to  mobile 
units;  or 

(ii)  Wireline  coniinunication  facilities 
between  such  points  are  inoperative,  eco- 
nomically impracticable  or  unavailable 
from  communications  common  carrier 
sources:  Provided,  however.  That  tem- 
porary unavailability  due  to  a  busy  wire- 
line circuit  is  not  considered  to  be  within 
the  provisions  of  this  subparagraph. 

<3)  Each  fixed  station  is  authorized 
primarily  to  communicate  with  a,<uso- 
ciated  fixed  stations  and  fixed  receivers, 
Secondarily,  each  fixed  station  is  author- 
ized to  communicate  with  units  of  an 
associated  mobile  station,  and,  subject 
to  the  limitations  of  subparagraph  (2i 
of  this  paragraph,  with  associated  ba.'e 
stations. 

(4>  Subject  to  the  other  conditions  of 
this  paragraph,  stations  licensed  under 
this  part  may  communicate  with  other 
licensed  stations  and  with  U.  S.  Govern- 
ment stations  in  those  cases  which  re- 
quire cooperation  or  co-ordination  of 
activities:  Provided,  however.  That  where 
communication  Is  desired  with  stations 
authorized  to  operate  under  the  author- 
ity of  a  foreign  Jurisdiction,  prior  ap- 
proval of  this  Commission  must  be 
obtained:  And  provided  further.  That 
the  authority  under  which  such  other 
stations  operate  does  not  prohibit  the 
Intercommunication. 

(d)  All  communications,  regardless  of 
their  nature,  shall  be  restricted  to  the 
minimum  pract  cable  transmission  time, 
and  some  type  of  standard  operating  pro- 
cedure shall  be  employed  by  each  li- 
censee. Continuous  radiation  of  an 
unmodulated  carrier  Is  prohibited,  ex- 
cept when  necessary  for  test  purposes, 
or  when  specifically  authorized  in  writ- 
ing by  the  Commission. 


2339 

(e)  The  licensee  of  any  station  In 
these  services  may,  during  a  period  of 
emergency  in  which  the  normal  commu- 
nication facilities  are  disrupted  as  a  re- 
sult of  hurricane,  flood,  earthquake,  or 
similar  disaster,  utilize  such  station  for 
emergency  communication  without  re- 
gard to  provisions  of  this  section  other 
than  the  following: 

<1)  As  soon  as  po.ssible  after  the  be- 
ginning of  such  emergency  use.  notice 
be  sent  to  the  Commission  In  Washing- 
ton. D.  C.  and  to  the  Engineer  in  Charge 
of  the  Radio  District  In  which  the  station 
is  located,  stating  the  nature  of  the 
emergency  and  the  use  to  which  the  sta- 
tion is  being  put; 

<2)  The  emergency  use  of  the  station 
be  discontinued  as  .soon  as  .substantially 
normal  communication  facilities  are 
again  available,  and  the  Commission  in 
Washington,  D.  C  .  and  the  Engineer  in 
Charge  be  notified  immediately  when 
such  special  use  of  the  station  is  termi- 
nated; and 

<  3 »  The  Commission  may  at  any  time 
order  discontinuance  of  such  special  use 
of  the  authorized  facilities. 

?  11.152  Station  identification,  (a) 
Each  station  in  these  services  which  is 
capable  of  being  identified  by  transmis- 
sion of  Its  assigned  call  signal  shall  trans- 
mit such  call  signal  at  the  end  of  each 
transmission  or  exchange  of  tran.smis- 
slons,  or  once  each  fifteen  minutes  of  the 
operating  period,  as  the  licensee  may 
prefer. 

<  b )  In  lieu  of  the  requirement  of  para- 
graph (a)  of  this  .section,  mobile  units 
communicating  with  a  base  station  which 
transmits  on  the  same  frequency  may 
transmit,  once  during  each  exchange  of 
tran.smissions.  any  unit  Identifier  which 
Is  on  file  in  the  station  records  of  such 
base  station. 

(c)  In  lieu  of  the  requirement  of  para- 
graph (a>  of  this  section,  mobile  units 
communicating  with  a  base  station  which 
transmits  on  a  different  frequency  may 
transmit,  once  during  each  exchange  of 
transmissions,  any  unit  identifier  which 
is  on  file  in  the  .station  records  of  such 
ba.se  station  and  the  a.ssipned  call  sienal 
of  either  the  mobile  station  or  the  base 
station. 

<  d )  A  station  which  is  transmitting  for 
telemetering  purposes  or  retran.smittins 
by  self-actuating  means  a  radio  signal 
received  from  another  radio  station  or 
stations  will  be  considered  for  exemption 
from  the  requirements  of  paragraph  (a) 
of  this  section  in  specific  instances,  upon 
request. 

§  11.153  Suspension  of  transmissions 
required.  The  radiation  of  the  trans-. 
mitter  shall  be  suspended  immediately 
upon  detection  or  notification  of  a  devi- 
ation from  the  technical  requirements  of 
the  station  authorization  until  such  de- 
viation is  corrected,  except  for  transmis- 
sions concerning  the  immediate  safety  of 
life  or  property,  in  which  case  the  trans- 
missions shall  be  suspended  as  soon  as 
the  emergency  is  terminated. 

§  11.154  Operator  requirements,  (a) 
All  transmitter  adjustments  or  tests  dur- 
ing or  coincident  with  the  installation, 
servicing,  or  maintenance  of  a  radio  sta- 
tion, which  may  affect  the  proper  opera- 
tion of  such  station,  shall  be  made  by  or 
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under  the  Immediate  supervision  and 
responsibility  of  a  person  holding  a  first 
or  second  class  commercial  radio  opera- 
tor license,  either  radiotelephone  or  ra- 
diotelegraph, who  shall  be  responsible 
for  the  proper  functioning  of  the  station 
equipment:  Provided,  however.  That  only 
persons  holding  a  first  or  second  class 
commercial  radiotelegraph  operator  li- 
cense shall  perform  such  functions  at 
radiotelegraph  stations  transmitting  by 
any  type  of  the  Morse  Code. 

(b^  Except  under  the  circumstances 
specified  in  paragraph  (a)  of  this  section, 
only  a  person  holding  a  commercial  ra- 
diotelegraph operator  license  or  permit 
of  any  class  issued  by  the  Commission 
shall  operate  a  station  during  the  course 
of  normal  rendition  of  service,  when 
transmitting  radiotelegraphy  by  any  type 
of  the  Morse  Code. 

(c)  Except  under  the  circumstances 
specified  in  paragraphs  <a>  and  <b>  of 
this  section,  and  except  as  limited  by 
paragraphs  (g)  through  (j)  of  this  sec- 
tion, an  unlicensed  person  may  operate 
a  mobile  station  during  the  course  of 
normal  rendition  of  service  when  trans- 
mitting on  frequencies  above  25  Mc.  after 
being  authorized  to  do  so  by  the  station 
licensee. 

(d)  Except  under  the  circumstances 
speclfled  in  paragraphs  (a)  and  (b)  of 
this  section,  and  except  as  limited  by 
paragraphs  (g)  through  (j)  of  this  sec- 
tion, only  a  person  holding  a  commercial 
radio  operator  license  or  permit  of  any 
class  issued  by  the  Commission  shall  op- 
erate a  mobile  station  during  the  course 
of  normal  rendition  of  service  when 
transmitting  on  frequencies  below  25  Mc. : 
Provided,  however,  That  an  unlicensed 
person,  after  being  authorized  to  do  so  by 
the  station  licensee,  may  operate  such  a 
mobile  station  during  the  course  of  nor- 
mal rendition  of  service  when  transmit- 
ting on  frequencies  below  25  Mc.  while 
It  is  associated  with  and  under  the  op- 
erational control  of  a  base  station  of  the 
same  station  licensee. 

(e)  Except  under  the  circumstances 
specified  in  paragraphs  (a*  and  <b)  of 
this  section,  and  except  as  limited  by 
paragraphs  (g)  through  (j)  of  this  sec- 
tion, base  stations  and  fixed  stations  shall 
be  operated  in  accordance  with  the  fol- 
lowing when  transmitting  during  the 
course  of  normal  rendition  of  service: 

( 1  >  From  a  control  point,  only  a  per- 
son holding  a  commercial  radio  operator 
license  or  permit  of  any  class  issued  by 
the  Commission  shall  operate  a  base  sta- 
tion or  fixed  station. 

(2)  Prom  a  dispatch  point,  an  un- 
licensed person  may  operate  a  base  sta- 
-  tion  or  fixed  station  after  being  author- 
ized to  do  so  by  the  station  licensee:  Pro- 
vided, however.  That  such  operation  shall 
be  under  the  direct  supervision  and  re- 
sponsibility of  a  person  who  (i>  holds  a 
commercial  radio  operator  license  or  per- 
mit of  any  class  issued  by  the  Commis- 
sion, and  who  (ii)  is  on  duty  at  a  control 
point  meeting  the  requirements  of  Sub- 
part C  of  this  part. 

(f)  Except  under  the  circumstances 
specified  in  paragraph  (a^  of  this  sec- 
tion, and  except  as  limited  by  paragraphs 
(g)  through  (j)  of  this  section,  no  per- 
son, whether  or  not  a  licensed  operator. 
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is  required  to  be  in  attendance  at  a  sta- 
tion when  transmitting  during  the  course 
of  normal  rendition  of  service  and  when 
either:  (1)  transmitting  for  telemeter- 
ing purposes  or  (2)  retransmitting  by 
self-actuating  means  a  radio  signal  re- 
ceived from  another  radio  station  or 
stations. 

(g)  The    provisions    of    this    section, 
authorizing  certain  unlicensed  persons  to 
operate  certain  stations  when  transmit- 
ting    during    the    course    of    normal 
rendition  of  service,  shall  be  applicable 
only  to  stations  in  the  domestic  service 
except  that  the  provisions  of  paragraph 
(e)  (2)  of  this  section  shall  be  applicable 
to  stations  in  either  the  domestic   or 
international  service.    For  the  purpose 
of  this  section,  a  station  in  the  domestic 
service  is  one  which  Is  located  within  the 
United    States,    its    territories    or    pos- 
sessions and  which,  when  communicat- 
ing with  other  stations,  is  in  communica- 
tion exclusively  with  one  or  more  other 
United  States  stations  which  are  al.so 
located  in  the  United  States.  Its  terri- 
tories or  possessions:  a  station  in  the 
international  service  is  one  which  is  not 
in  the  domestic  service  as  just  defined. 

(h)  The  provisions  of  this  section 
authorizing  certain  unlicensed  persons 
to  operate  mobile  stations  shall  not  be 
construed  to  change  or  diminish  in  any 
respect  the  responsibility  of  station 
licensees  to  have  and  to  maintain  con- 
trol over  the  stations  licensed  to  them 
(including  all  transmitter  units  thereof), 
or  for  the  proper  functioning  and  opera- 
tion of  those  stations  (including  all 
transmitter  units  thereof)  in  accordance 
with  the  terms  of  the  licenses  of  those 
stations. 

(i»  Notwithstanding  any  other  provi- 
sions of  this  section,  unless  the  trans- 
mitter is  so  designed  that  none  of  the 
operations  necessary  to  be  performed 
during  the  course  of  normal  rendition 
of  service  may  cause  off-frequency 
operation  or  result  in  any  unauthorized 
radiation,  such  transmitter  shall  be 
operated  by  a  person  holding  a  first  or 
second  class  commercial  radio  operator 
license  (either  radiotelephone  or  radio- 
telegraph as  may  be  appropriate  for  the 
type  of  emission  being  used)  issued  by 
the  Commission. 

(J )  Any  reference  in  this  section  to  a 
commercial  radio  operator  license  or  per- 
mit of  any  class  issued  by  the  Commission 
shall  not  be  construed  to  include  Air- 
craft Radiotelephone  Operator  Author- 
izations. 

§  11.155  Posting  of  operator  license. 
(a)  The  original  license  of  each  base  or 
fixed  station  operator,  other  than  an 
operator  exclusively  performing  service 
and  maintenance  duties,  shall  be  posted 
or  kept  Immediately  available  at  the 
place  where  he  is  on  duty  as  an  operator: 
Provided,  however.  That  if  an  operator 
who  is  on  duty  holds  a  restricted  radio- 
telephone operator  permit  of  the  card 
form  (as  distinguished  from  such  docu- 
ment of  the  diploma  form)  or  holds  a 
valid  license  verification  card  (FCC  Form 
758-F)  attesting  to  the  existence  of  any 
other  valid  commercial  radio  operator 
license,  he  may  have  such  permit  or  veri- 
fication card,  as  the  case  may  be,  in  his 
personal  possession. 


(b>  Whenever  »  licensed  operator  is 
required  for  a  mobile  station,  the  original 
license  of  each  such  operator,  other  than 
an  operator  exclusively  performing  serv- 
ice and  maintenance  duties,  .shall  be  kept 
In  his  per.sonal  possession  whenever  he 
performs  the  duties  of  an  operator  at 
such  station:  Provided,  That  In  lieu  of 
an  original  license  of  the  diploma  form 
(as  distinguished  from  such  document 
of  the  card  form)  he  may  have  in  his 
personal  possession  a  valid  verification 
card  attesting  to  its  existence. 

(c>  The  original  license  of  every  sta- 
tion operator  who  exclusively  performs 
service  and  maintenance  duties  at  that 
station  shall  be  posted  at  the  transmit- 
ter involved  whenever  the  transmitter  is 
in  actual  operation  while  service  or 
maintenance  work  is  being  performed  by 
him  or  under  his  immediate  supervision 
and  responsibility;  Provided.  That  in 
lieu  of  posting  his  license,  he  may  have  on 
his  person  his  license  or  a  valid  verifi- 
cation card. 

5  11.156  Transmitter  identification 
card  and  posting  of  station  license.  (a> 
The  current  authorization  for  each 
mobile  station  shall  be  retained  as  a 
permanent  part  of  the  station  record, 
but  need  not  be  posted.  An  executed 
Transmitter  Identification  Card  «FCC 
Form  No.  452-C.  Revised*  shall  be  af- 
fixed to  each  mobile  transmitter  or  asso- 
ciated control  equipment.  When  the 
transmitter  is  not  in  view  of  and  readily 
accessible  to  the  operator,  it  is  preferred 
that  the  identification  card  be  affixed  to 
the  control  equipment  at  the  transmit- 
ter operating  position.  The  following 
information  shall  be  entered  on  the  card 
by  the  permittee  or  licensee: 

(1)  Name  of  permittee  or  licensee; 
(2>  Station  call  signal  a.ssigned  l^y  the 
Commi-ssion; 

(3)  Exact  location  or  locations  of  the 
transmitter  records; 

(4>  Frequency  or  frequencies  on 
which  the  transmitter  to  which  attached 
Is  adjasted  to  operate;  and 

(5)  Signature  of  the  permittee  or 
licensee,  or  a  designated  offlcial  thereof, 
(b)  The  current  authorization  for 
each  base  or  fixed  station  shall  be  posted 
at  what  the  licensee  considers  to  be  the 
principal  control  position  of  that  station. 
At  all  other  control  points  listed  on  the 
station  authorization,  a  photocopy  of  the 
authorization  shall  be  posted.  In  addi- 
tion, an  executed  Transmitter  Identifica- 
tion Card  (FCC  Form  No.  452-C.  Re- 
vised »  shall  be  affixed  to  each  tran.smitter 
operated  at  a  fixed  location,  when  such 
transmitter  is  not  in  view  of.  and  readily 
accessible  to.  the  operator  at  the  prin- 
cipal control  position. 

§  11.157  Inspection  of  stations.  All 
stations  and  records  of  stations  in  these 
services  shall  be  made  available  for  in- 
spection by  an  authorized  representative 
of  the  Commission  at  any  time  while  the 
station  is  in  operation,  and,  when  not  in 
operation,  shall  be  made  available  for 
Inspection  upon  reasonable  request  of 
such  representative. 

9  11.158  Inspection  of  tower  lights 
and  associated  control  equipment.  The 
licensee  of  any  station  in  these  services 
which  has  an  antenna  or  antenna  sup- 
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porting  structure  required  to  be  Illumi- 
nated by  the  terms  of  the  station  au- 
thorization shall : 

(a)  Make  a  dally  check  of  the  tower 
lights  either  by  visual  observation  of  the 
tower  lights,  or  by  observation  of  an 
automatic  indicator,  of  proper  or  im- 
proper operation  to  insure  that  all  such 
lights  are  functioning  properly; 

(b)  Report  Immediately  by  telephone 
or  telegraph  to  the  nearest  Airways  Com- 
munication Station  or  office  of  Civil 
Aeronautics  Administration  any  observed 
failure  of  a  code  or  rotating  beacon  light 
not  corrected  within  thirty  minutes,  re- 
gardless of  the  cause  of  such  failure. 
Further  notification  by  telephone  or  tele- 
graph shall  be  given  immediately  upon 
resumption  of  the  required  illumination; 
and 

(c )  Inspect  at  intervals  of  at  least  once 
each  three  months  all  code  or  rotating 
beacons  and  automatic  lighting  control 
devices  to  insure  that  such  apparatus  Is 
functioning  properly. 

S  11.159  Answers  to  notices  of  viola- 
tions. Any  licensee  receiving  official 
notice  of  a  violation  of  the  terms  of  the 
Communications  Act  of  1934,  as 
amended,  any  legislative  act,  treaty  to 
which  the  United  States  is  a  party,  or 
the  rules  and  regulations  of  the  Federal 
Communications  Commission,  shall, 
within  3  days  from  such  receipt,  send 
a  written  answer  to  the  office  of  the 
Commission  originating  the  official 
notice.  If  an  answer  cannot  be  sent,  or 
an  acknowledgment  made  within  such 
3-day  period,  acknowledgment  and 
answer  shall  be  made  at  the  earliest 
practicable  date  with  a  satisfactory  ex- 
planation of  the  delay.  The  answer  to 
each  notice  shall  be  complete  In  Itself 
and  shall  not  be  abbreviated  by  reference 
to  other  communications  or  answers  to 
other  notices.  The  reply  shall  set  forth 
the  steps  taken  to  prevent  a  recurrence 
of  such  lack  of  attention  or  Improper 
operation. 

S  11.160  Station  records.  Each  li- 
censee of  a  station  In  these  services  shall 
maintain  records  as  required  elsewhere 
in  this  part  and  in  accordance  with  the 
following : 

(a)  For  all  stations,  the  results  and 
dates  of  the  transmitter  measurements 
required  by  S  11.108.  and  the  name  of 
the  person  or  persons  making  the  meas- 
urements. 

(b)  For  all  stations,  when  service  or 
maintenance  duties  are  performed  which 
may  affect  their  proper  operation,  the 
responsible  operator  shall  sign  and  date 
an  entry  in  the  station  record  concerned, 
giving: 

<1)  Pertinent  details  of  all  duties  per- 
formed by  him  or  under  his  supervision; 
(2)  His  name  and  address;  and 
<3»  The  class,  serial  number,  and  ex- 
piration date  of  his  license:  Provided, 
however.  That  the  information  called  for 
under  subparagraphs  (2)  and  (3)  of  this 
paragraph,  so  long  as  It  remains  vm- 
changed.  Is  not  required  to  be  repeated 
in  the  case  of  a  person  who  is  regularly 
employed  as  operator  on  a  full-time  basis 
at  the  station. 

(c)  For  ba.se  stations  and  fixed  sta- 
tions only,  the  name  or  names  of  persons 
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responsible  for  the  operation  of  the 
transmitting  equipment  each  day,  to- 
gether with  the  period  of  their  duty. 

(d)  For  base  stations  only,  when  they 
communicate  with  other  base  stations 
or  with  fixed  station: 

(1)   Call  sign  of  other  stations;  and 
^2)  Date,  time,  and  approximate  dura- 
tion of  each  transmission. 

(e)  When  a  base  station  or  fixed  sta- 
tion has  an  antenna  or  antenna  sup- 
porting structure  which  Is  required  to 
be  Illuminated,  appropriate  entries  shall 
be  made  as  follows: 

(1)  The  time  the  tower  lights  are 
turned  on  and  off  each  day  if  manually 
controlled. 

(2 »  The  time  the  daily  check  of  proper 
operation  of  the  tower  lights  was  made, 
either  by  visual  observation  of  the  tower 
lights  or  by  observation  of  an  automatic 
Indicator. 

(3)  In  the  event  of  any  observed  fail- 
ure of  a  tower  light: 

(i»  Nature  of  such  failure. 

(ID  Date  and  time  the  failure  was 
observed. 

(ill)  Date,  time  and  nature  of  the  ad- 
justments, repairs,  or  replacements 
made. 

dv)  Identification  of  Airways  Com- 
munication Station  (Civil  Aeronautics 
Administration)  notified  of  the  failure  of 
any  code  or  rotating  beacon  light  not 
corrected  within  thirty  minutes,  and  the 
date  and  time  such  notice  was  given. 

(v)  Date  and  time  notice  was  given  to 
the  Airways  Communication  Station 
(Civil  Aeronautics  Administration)  that 
the  required  Illumination  was  resumed. 

(4)  Upon  completion  of  the  periodic 
Inspection  required  by  §  11.158: 

(D  The  date  of  the  inspection  and  the 
condition  of  all  tower  lights  and  asso- 
ciated tower  lighting  control  devices,  to- 
gether with  the  socket  voltages  measured 
under  load  at  the  sockets  or  computed 
from  measurements  under  load  at  other 
points. 

(11  >  Any  adjustments,  replacements, 
or  repairs  made  to  Insure  compliance 
with"  the  lighting  requirements  and  the 
date  such  adjustments,  replacements  or 
repairs  were  made. 

(f)  The  records  shall  be  kept  in  an 
orderly  manner,  and  In  such  detail  that 
the  data  required  are  readily  available. 
Key  letters  or  abbreviations  may  be  used 
If  proper  meaning  or  explanation  Is  set 
forth  In  the  record. 

(g)  Each  entry  in  the  records  of  each 
station  shall  be  signed  by  a  person  quali- 
fied to  do  so,  having  actual  knowledge  of 
the  facts  to  be  recorded. 

(h)  No  record  or  portion  thereof  shall 
be  erased,  obliterated,  or  wilfully  de- 
stroyed within  the  required  retention 
period.  Any  necessary  correction  may 
be  made  only  by  the  person  originating 
the  entry,  who  shall  strike  out  the  er- 
roneous portion.  Initial  the  correction 
made  and  Indicate  the  date  of  correction. 

(I)  Records  required  by  this  part  shall 
be  retained  by  the  licensee  for  a  period 
of  at  least  one  year. 

(J )  A  copy  of  the  Rules  Governing  In- 
dustrial Radio  Services  shall  be  main- 
tained In  the  records  of  each  station  li- 
censed under  this  part. 
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SUBPART  E — DEVELOPMENTAL  OPERATION 

§  11.201  Eligibility.  An  authoriza- 
tion for  developmental  operation  In  any 
of  the  services  under  this  part  will  be 
Issued  only  to  those  persons  who  are 
eligible  to  operate  stations  In  such  serv- 
ice on  a  regular  basis. 

§  11.202  Showing  required,  (a)  Ex- 
cept as  provided  In  paragraph  (b)  of  this 
section,  each  application  for  develop- 
mental operation  shall  be  accompanied 
by  a  showing  that: 

(1)  The  applicant  has  an  organized 
plan  of  development  leading  to  a  specific 
objective; 

(2)  A  point  has  been  reached  in  the 
program  where  actual  transmission  by 
radio  is  essential  to  the  further  progress 
thereof; 

(3)  The  program  has  rea.sonable 
promise  of  substantial  contribution  to 
the  expansion  or  extension  of  the  radio 
art,  or  is  along  lines  not  already  inves- 
tigated; 

(4)  The  program  will  be  conducted  by 
qualified  personnel; 

( 5 )  The  applicant  is  legally  and  finan- 
cially qualified,  and  pxjssesses  adequate 
technical  facilities  for  conduct  of  the 
program  as  proposed;  and 

(6)  The  public  Interest,  convenience, 
or  necessity  will  be  served  by  the  pro- 
posed operation. 

(b)  The  provisions  of  paragraph  (a) 
of  this  section  do  not  apply  when  an  ap- 
plication is  made  for  developmental  op- 
eration solely  for  the  reason  that  the  fre- 
quency requested  is  restricted  to  such 
developmental  use. 

§  11.203  Limitations  on  use.  Stations 
used  for  developmental  operation  shall 
be  constructed  and  used  In  such  a  man- 
ner as  to  conform  with  all  of  the  tech- 
nical and  operating  requirements  of 
Subparts  C  and  D  of  this  part,  unless 
deviation  therefrom  Is  specifically  pro- 
vided In  the  instrument  of  authorization. 

§  11.204  Frequencies  available  for  as- 
signment. Stations  engaged  in  develop- 
mental operation  may  be  authorized  to 
use  a  frequency,  or  frequencies,  available 
for  the  service  in  which  they  propose  to 
operate.  The  number  of  channels  as- 
signed will  depend  upon  the  sF>ecific  re- 
quirements of  the  developmental  pro- 
gram itself,  and  the  number  of  frequen- 
cies available  In  the  particular  area 
where  the  station  will  be  operated. 

§  11.205  Interference.  The  operation 
of  any  station  engaged  in  developmental 
work  shall  be  subject  to  the  condition 
that  no  harmful  Interference  Is  caused 
to  the  operation  of  stations  licensed  on 
a  regular  basis  under  any  part  of  the 
Commission's  rules. 

§  11.206  Special  provisions,  (a)  The 
developmental  program  as  described  by 
the  applicant  in  the  application  for  au- 
thorization shall  be  substantially  fol- 
lowed unless  the  Commission  shall  other- 
wise direct. 

(b)  Where  some  phases  of  the  devel- 
opmental program  are  not  covered  by 
the  general  rules  of  the  Commission  and 
the  rules  In  this  part,  the  Commission 
may  specify  supplemental  or  additional 
requirements  or  conditions  in  each  case. 
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as  deemed  necessary  In  the  public  Inter- 
est, convenience,  or  necessity. 

(c)  The  Commission  may,  from  time  to 
time,  require  a  station  engaged  in  de- 
velopmental work  to  conduct  special  tests 
which  are  reasonable  and  deslrafele  to 
the  authorized  developmental  program. 

i  11.207  Required  supplementary 
statement.  Every  application  for  au- 
thority to  engage  in  developmental  op- 
eration shall  be  accompanied  by  a  state- 
ment signed  by  the  applicant  in  which 
It  Is  agreed  that  any  authorization  is- 
sued pursuant  thereto  will  be  accepted 
with  the  express  understanding  of  the 
applicant  that  it  Is  subject  to  change  in 
any  of  its  terms  or  to  cancellation  in  Its 
entirety  at  any  time,  upon  reasonable 
notice  but  without  a  hearing,  if,  in  the 
opinion  of  the  Commission,  circum- 
stances should  so  require. 

§  11.208  Report  of  operation.  A  re- 
port on  the  results  of  the  developmental 
program  shall  be  filed  with  and  made  a 
part  of  each  application  for  renewal  of 
authorization  or  in  cases  where  no  re- 
newal is  requested,  such  report  shall  be 
filed  within  60  days  of  the  expiration  of 
such  authorization.  Matters  which  the 
applicant  does  not  wi.sh  to  disclose  pub- 
licly may  be  so  labeled;  they  will  be  used 
solely  for  the  Commission's  Information, 
and  will  not  be  publicly  disclosed  with- 
out permission  of  the  applicant. 

The  report  shall  include  comprehen- 
sive and  detailed  information  on  the 
following : 

(a)  The  final  objective. 

(b)  Results  of  operation  to  date. 

(c)  Analysis  of  the  results  obtained. 

(d)  Copies  of  any  published  reports. 

(e)  Need  for  continuation  of  the 
program. 

(f)  Number  of  hours  of  operation  on 
each  frequency. 

SUBPART  F — POWER  RADIO  SERVICE 

§  11.251  Eligibility,  (a)  The  follow- 
ing persons  are  eligible  to  hold  authoriza- 
tions to  operate  radio  stations  in  the 
Power  Radio  Service : 

( 1 )  A  person  who  is  engaged  in  gen- 
erating, transmitting,  collecting,  puri- 
fying, storing,  or  distributing,  by  means 
of  wire  or  pipe  line,  electrical  energy, 
artificial  or  natural  gas.  water,  or  steam 
for  use  by  the  public,  or  by  the  members 
of  a  cooperative  organization. 

(2>  A  non-profit  corporation  or  a.sso- 
ciation.  organized  for  the  purpose  of 
furnishing  a  radiocommunication  service 
solely  to  persons  who  are  actually 
engaged  in  one  or  more  of  the  activities 
set  forth  in  subparagraph  (1)  of  this 
paragraph.  Such  a  corporation  or  as- 
sociation shall  render  service  only  on  a 
non-profit  cost-sharing  basis,  said  costs 
to  be  prorated  on  an  equitable  basis 
among  all  persons  to  whom  service  is 
rendered.  Records  which  reflect  this 
cost-sharing  non-profit  basis  shall  be 
maintained  and  held  available  for  in- 
spection by  Commission  representatives. 

(b)  Each  application  for  authority  to 
operate  in  the  Power  Radio  Service  shall 
be  accompanied  by  a  statement  in  detail 
sufficient  to  indicate  clearly  the  appli- 
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canfs  eligibility  under  paragraph  (a)  of 
this  section.  In  addition,  each  person 
licensed  under  the  provisions  of  para- 
graph fa)  (2)  of  this  section  shall  obtain 
prior  approval  from  the  Commission  for 
each  person  who  proposes  to  participate 
in  the  licensee's  service. 

§  11.252  Frequencies  available  for 
base  and  mobile  stations,  (a)  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  base  and  mobile  stations  in 
the  Power  Radio  Service  only: 


Mc. 

Mc. 

Me. 

Mc. 

37.46 

47.70 

48.14 

15341 

37.50 

47.74 

4818 

153.47 

37  54 

4778 

4822 

153  63 

37.58 

47.83 

48  26 

153  59 

37.62 

47.88 

48.30 

15365 

37M 

4790 

48.34 

15371 

37.70 

47  9* 

48.38 

15813 

87.74 

47.98 

48.42 

15819 

37  78 

48.02 

4846 

158.25 

37.83 

48.06 

48  50 

37.86 

4810 

48.64 

(b)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Power  Radio  Serv- 
ice on  a  shared  basis  with  other  services: 


Kc. 

Mc. 

Mc. 

Mc. 

'2292 

'  35  06 

'  35.14 

«S5  18 

>>  4637.5 

•35.10 

(c)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Power  Radio  Serv- 
ice on  a  shared  basis  with  other  services, 
under  the  terms  of  a  developmental  grant 
only: 


Mc. 

456.05 
456.15 
45625 
456.35 
456.45 


Me. 

456.55 
456  65 
466.75 
456.85 
456  95 


Mc. 
457.05 
457.15 
457.25 
457J5 
457.45 


Mc. 
457.55 
457.65 
457.75 
457  85 
45795 


(d)  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  base 
and  mobile  stations  in  the  Power  Radio 
Service  on  a  shared  basis  with  other 
services,  under  the  terms  of  a  develop- 
mental grant  only;  the  exact  frequency 
and  the  authorized  bandwidth  will  be 
specified  in  the  authorization. 


Mc. 

245O-2500  » 
3600-3700 


Mc. 

6425-  6575 

11700-12200 


5  11.253  Frequencies  available  for 
fixed  stations,  (a)  Subject  to  the  con- 
dition that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
ney  number  4  or  5.  the  following  fre- 
quencies are  available  for  assignment 
to  fixed  stations  in  the  Power  Radio 


Service  on  a  shared  basis  with  other 
services : 


» This  frequency  may  be  subject  to  change 
when  the  Atlantic  City  table  of  frequency 
allocations  below  27.5  Mc.  cornea  Into  force. 

•This  frequency  Is  limited  to  daytime  use 
only,  with  a  maximum  plate  power  Input  to 
the  final  radio  frequency  stage  not  to  exceed 
100  watts. 

•  The  use  of  these  frequencies  by  stations 
in  the  Power  Radio  Service  Is  subject  to  caus- 
ing no  harmful  Interference  to  the  Maritime 
Mobile  Service. 

'  Use  of  frequencies  in  the  band  2460-2600 
Mc.  Is  subject  to  no  protection  from  Inter- 
ference due  to  the  operation  of  Industrial, 
scientific,  and  medical  devices  on  the  fre- 
quency 2450  Mc. 


Mc. 

Me. 

Mc. 

¥c. 

72  02 

72.82 

73  62 

74  42 

72.06 

72  86 

73  66 

74  46 

72.10 

72  90 

73  70 

7450 

72  14 

72.94 

73  74 

7454 

72  18 

72  98 

73.78 

74  58 

72  22 

73.02 

73  82 

75  42 

7226 

73.06 

73  86 

76.46 

72  30 

73.10 

73  90 

7o50 

72  34 

73.14 

73  94 

7654 

72  ?8 

73.18 

73  98 

76  ."^8 

72  42 

73.22 

74  02 

75  62 

72  46 

73  26 

7406 

7566 

72  50 

73  30 

7410 

7570 

72.54 

73.34 

74  14 

76.74 

72.58 

73  38 

74  18 

75.78 

72  62 

73  42 

74  22 

75  83 

72  66 

73.46 

74.26 

78  86 

72.70 

73.50 

74  30 

75  90 

72.74 

73  54 

74.34 

75  94 

72  78 

73  58 

7438 

75  98 

(b)  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
fixed  stations  in  the  Power  Radio  Service 
on  a  shared  basis  with  other  services, 
under  the  terms  of  a  developmental 
grant  only;  the  exact  frequency  and  the 
authorized  bandwidth  will  be  specified  in 
the  authorization. 


Mc. 

952-  960 

1850-1990 

211O-220O 

>  2450-2500 

25'J0-2700 


Mc. 

6575-  6875 

12200-12700 

'16000-18000 

98000-30000 


SUBPART  G — PETROL ETTM  RADIO  SERVICE 

§11.301  EliQibility.  <a>  The  follow- 
ing persons  are  eligible  to  hold  authori- 
zations to  operate  radio  stations  in  the 
Petroleum  Radio  Service: 

(1»  A  person  who  is  engaged  in  pros- 
pecting for,  producing,  collecting,  refin- 
ing, or  transporting  by  means  of  pipe- 
lines, petroleum  or  petroleum  products 
(including  natural  gas). 

(2>  A  non-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of 
furnishing  a  radiocommunication  service 
solely  to  persons  who  are  actually  en- 
gaged In  one  or  more  of  the  activitits 
set  forth  in  subparagraph  <1)  of  this 
paragraph.  Such  a  Corporation  or  as- 
sociation shall  render  service  only  on  a 
non-profit  cost-sharing  bails,  said  costs 
to  be  prorated  on  an  equitable  ba.sis 
among  all  persons  to  whom  service  is 
rendered.  Records  which  reflect  this 
cost-sharing  non-profit  ba.sls  shall  be 
maintained  and  held  available  for  in- 
spection by  Commission  representatives, 
(b^  Each  application  for  authority  to 
operate  in  the  Petroleum  Radio  Service 
shall  be  accompanied  by  a  statement  in 
detail  sufficient  to  Indicate  clearly  the 
applicant's  eligibility  under  paragraph 
(a)  of  this  section.  In  addition,  each 
person  licensed  under  the  provisions  of 
paragraph  (a)  (2)  of  this  section  shall 
obtain  prior  approval  from  the  Commis- 
sion for  each  person  who  proposes  to 
participate  In  the  licensee's  service. 


>  Use  of  frequencies  In  the  bands  2450-2600. 
and  17850-18000  Mc.  Is  subject  to  no  pro- 
tection from  interference  due  to  the  opera- 
tion of  Industrial,  sclentlflc.  and  medical 
devices  on  the  frequencies  2450  and  IbOUO 
Mc. 
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8  11.302  Frequencies  available  for 
base  and  mobile  station.s.  (a)  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  ba.se  and  mobile  stations  in 
the  Petroleum  Radio  Service  only: 


Mc 

2502 
25.06 
25.10 
25.14 
25  18 
25  22 
25.26 
2530 


Mc. 
33  18 
33  22 
33  26 
33  30 
3334 
33  38 
48  58 
48  62 


MC. 

48.66 
48.70 
48.74 
48  78 
4882 
48  86 
4893 
48.94 


Mc 

48  98 
4902 

49  06 
49  10 
49  14 
49  18 


(b)  The  following  frequencies  are 
available  for  assignment  to  base  and  mo- 
bile stations  in  the  Petroleum  Radio 
Service  on  a  shared  basis  with  other  serv- 
ices: 


Kc 

Kc 

Mc 

Mc 

M602 

»•  4637.6 

30.78 

153  29 

M628 

30.82 

15335 

MS62 

Mc 

153.05 

15831 

•1676 

30  66 

153.11 

158  37 

•1700 

3070 

153  17 

158  43 

•2292 

30.74 

153.23 

(c)  In  addition  to  the  frequencies 
listed  in  paragraphs  (a)  and  (b)  of  this 
section,  petroleum  stations  operated  in 
connection  with  natural  gas  pipe  lines,  if 
licensed  to  the  .same  person  operating 
radio  stations  in  the  Power  Radio  Serv- 
ice, may  u.se  the  same  frequency  being 
used  by  the  power  .service  radio  sta- 
tion's): Provided.  That  a  showing  is 
made  to  establish  that  the  natural  gas 
pipe  line  operation  is  an  integral  part  of 
the  natural  gas  distribution  system 
which  Is  licensed  In  the  Power  Radio 
Service  and  that  the  coordinated  use  of 
the  stations  Is  es.sential  to  the  operation 
of  the  natural  gas  distribution  system. 

(d)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Petroleum  Radio 
Service  on  a  shared  basis  with  other 
services,  under  the  terms  of  a  develop- 
mental grant  only; 


Mc 

Mc 

Me. 

Mc. 

458  05 

456.55 

45705 

457.55 

456  15 

45665 

457.15 

457.65 

45825 

456.75 

457.25 

457.75 

45635 

45685 

457.35 

457.85 

456.45 

456  95 

457  45 

457.95 

(e)  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
ba.se  and  mobile  stations  in  the  Petroleum 
Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a 
developmental  grant  only;  the  exact  fre- 
quency and  the  authorized  bandwidth 
will  be  specified  in  the  authorization. 


Mc 

Mc 

•  2450-2500 

6425-  6575 

3500-3700 

11700-12200 

{  11.303  Frequencie.^  available  for 
fixed  stations,  (a)  Subject  to  the  con- 
dition that  no  harmful  interference  will 


'  This  frequency  may  be  subject  to  change 
when  the  Atlantic  City  table  of  frequency 
allocations  below  27.5  Mc.  comes  Into  force. 

'  This  frequency  U  limited  to  daytime  use 
only,  with  a  maximum  plate  power  Input  to 
the  final  radio  frequency  stage  not  to  exceed 
100   watU. 

•Use  of  frequencies  in  the  band  2150- 
2500  Mc.  is  subject  to  no  protection  from 
Interference  due  to  the  operation  of  in- 
dustrial, sclentlflc,  and  medical  devices  on 
the  frequency  2450  Mc. 
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be  caused  to  reception  of  television  chan- 
nel number  4  or  5,  the  following  fre- 
quencies are  available  for  assignment  to 
fixed  stations  In  the  Petroleum  Radio 
Service  on  a  shared  basis  with  other 
services : 


Mc. 

72  02 
72.08 
72.10 
72.14 
72.18 
72.22 
72  26 
72.30 
72  34 
72.38 
72.42 
72  46 
72.50 
72.54 
72.58 
72.62 
72  66 
72  70 
72.74 
72.78 


Mc. 
7282 
72.83 
72.90 
72  94 

72  98 
73.02 
73.06 
73.10 
73.14 

73  18 
73  22 
73.26 
73.30 
73  34 
73.33 
73  42 
73  48 
73  50 
73  54 
73.58 


Me. 

73.62 
73.68 
73.70 
73.74 
73.78 
73.82 
73  86 

73  90 
73.94 
73.98 
74.02 
74.06 
74.10 
74.14 
74.18 
74.22 
74.26 

74  30 
74  34 
74.38 


JIfc. 
7442 
7446 
7450 
74.54 

74  58 
75.42 
75.46 
75.5) 
75.54 
75.58 
75.62 
7566 
75.70 
75.74 
75.78 
75.82 
7586 

75  90 
75  94 
75.98 


(b)  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
fixed  stations  in  the  Petroleum  Radio 
Service  on  a  shared  basis  with  other 
services,  under  the  terms  of  a  develop- 
mental grant  only;  the  exact  frequency 
and  the  authorized  bandwidth  will  be 
specified  in  the  authorization. 


Mc 

952-  960 

1850-1990 

2110-2200 

•  2450-2500 

2500-2700 


3fc. 

6575-  6875 

12200-12700 

*  16000-18000 

26000-30000 


SUBPART  H — FOREST  PRODUCTS  RADIO  SERVICE 

§  11.351  Eligibility,  (a)  The  follow- 
ing persons  are  eligible  to  hold  authori- 
zations to  operate  radio  stations  in  the 
Forest  Products  Radio  Service: 

<1)  A  person  who  is  engaged  in  tree 
logging,  tree  farming,  or  related  woods 
operations. 

(2)  A  non-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of  fur- 
nishing a  radio  communication  service 
solely  to  persons  who  are  actually  en- 
gaged in  one  or  more  of  the  activities  set 
forth  in  subparagraph  (1)  of  this  para- 
graph. Such  a  corporation  or  associa- 
tion shall  render  service  only  on  a  non- 
profit cost-sharing  basis,  said  costs  to 
be  prorated  on  an  equitable  basis  among 
all  persons  to  whom  service  is  rendered. 
Records  which  reflect  this  cost-sharing, 
non-profit  basis  shall  be  maintained  and 
held  available  for  inspection  by  Com- 
mission representatives. 

(b)  Each  application  for  authority  to 
operate  in  the  Forest  Products  Radio 
Service  shall  be  accompanied  by  a  state- 
ment in  detail  sufficient  to  indicate 
clearly  the  applicant's  eligibility  under 
paragraph  (a)  of  this  section.  In  addi- 
tion, each  person  licensed  under  the  pro- 
visions of  paragraph  (a)  (2)  of  this  sec- 
tion shall  obtain  prior  approval  from 
the  Commission  for  each  person  who  pro- 
poses to  participate  in  the  licensee's 
service. 


•  Use  of  frequencies  In  the  bands  2450- 
2500.  and  17850-18000  Mc.  Is  subject  to  no 
protection  from  Interference  due  to  the  oper- 
ation of  industrial,  scientific,  and  medical 
devices   on    the   frequencies   2450-18000   Mte. 


2343 

§  11.352  Frequencies  available  for 
base  and  mobile  stations,  (a)  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  base  and  mobile  stations  in 
the  Forest  Products  Radio  Service  only: 


Mc. 
29.73 
29  77 
49  22 


Mc. 
49.26 
49  30 
49  34 


Mc. 
49  38 
49.42 
49.46 


Mc. 
49.50 


(b)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Forest  Products 
Radio  Service  on  a  shared  basis  with 
other  services: 


Kc. 

Mc 

Mc 

Mc 

•1676 

49  58 

153.11 

153.35 

•  1700 

49.62 

153.17 

158.31 

Mc. 

49.66 

153.23 

158.37 

49.54 

153.05 

153.29 

158.43 

(c)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Forest  Products 
Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  de- 
velopmental grant  only: 


Mc 
456.05 
456.15 
456.25 
456.35 
456  45 


^fc 

45655 
45665 
456.75 
456.85 
456.95 


Mc 
457.05 
457.15 
457.25 
457.35 
457.45 


Mc 
457.55 
457.65 
457.75 
457.85 
457.95 


(d »  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  base 
and  mobile  stations  in  the  Forest  Prod- 
ucts Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  de- 
velopmental grant  only;  the  exact  fre- 
quency and  the  authorized  bandwidth 
will  be  specified  in  the  authorization: 


Mc 

•  2450-2500 
3500-3700 


Afc. 
6425-  6575 
11700-12200 


5  11.353  Frequencies  available  for 
fixed  stations,  (a)  Subject  to  the  con- 
dition that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
nel number  4  or  5,  the  following  frequen- 
cies are  available  for  assignment  to  fixed 
stations  In  the  Forest  Products  Radio 
Service  on  a  shared  basis  with  other  serv- 
ices: 


Mc 

Mc. 

Mc. 

Mc. 

72.02 

72.82 

73.62 

74.42 

72.06 

72.86 

73  66 

74  46 

72.10 

72.90 

73.70 

74.50 

72.14 

72.94 

73.74 

74  54 

72.18 

72.98 

73.78 

74.58 

72.22 

73.02 

73.82 

75.42 

72.26 

73.06 

73.86 

75.46 

72.30 

73.10 

73.90 

75.50 

72.34 

73.14 

73.94 

75.54 

72.38 

73.18 

73.98 

7558 

72.42 

73.22 

74.02 

75.62 

72  48 

73.26 

74.06 

75.66 

72.60 

73.30 

74.10 

75.70 

72.54 

7334 

74.14 

75.74 

7258 

73.38 

74.18 

75.78 

72.62 

73.42 

74  22 

75  82 

72  66 

73  46 

74  26 

75.88 

72.70 

73.50 

74.30 

75.90 

72.74 

73.54 

7434 

75.94 

72.78 

73.58 

74.38 

75.98 

(b)  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  fixed 
stations  in  the  Forest  Products  Radio 
Service  on  a  shared  basis  with  other  serv- 
ices, under  the  terms  of  a  developmental 
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grant  only;  the  exact  frequency  and  the 
authorized  bandwidth  will  be  specified  in 
the  authorization: 


Mc. 

952-  060 

1850-1990 

2110-2200 

»  2450-2600 

2500-2700 


Mc. 

6575-  6878 

12200-12700 

> 16000-18000 

26000-30000 


RULES  AND  REGULATIONS 

and  mobile  stations  in  the  Motion  Pic- 
ture Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  de- 
velopmental grant  only;  the  exact  fre- 
quency and  the  authorized  bandwidth 
will  be  specified  in  the  authorization: 


SUBPART  I — MOTION  PICTURE  RADIO  SERVICE 

5  11.401  Elioibilitu.  <a)  The  follow- 
ing persons  are  eligible  to  hold  authori- 
zations to  operate  radio  stations  in  the 
Motion  Picture  Radio  Service: 

<1)  A  person  who  Is  engaged  in  the 
production  or  filming  of  motion  pictures. 

(2)  A  non-profit  corporation  or  asso- 
ciation, organized  for  the  purpose  of  fur- 
nishing a  radiocommunication  service 
solely  to  persons  who  are  actually  en- 
gaged In  one  or  more  of  the  activities 
set  forth  in  subparagraph  di  of  this 
paragraph.  Such  a  corporation  or  asso- 
ciation shall  render  service  only  on  a 
non-profit  co.-^t-sharing  basis  among  all 
persons  to  whom  service  is  rendered. 
Records  which  reflect  this  cost-sharing 
non-profit  basis  shall  be  maintained  and 
held  available  for  inspection  by  Commis- 
sion representatives. 

(b)  Each  application  for  authority  to 
operate  in  the  Motion  Picture  Radio 
Service  shall  be  accompanied  by  a  state- 
ment In  detail  sufficient  to  indicate 
clearly  the  applicant's  eligibility  under 
paragraph  *a)  of  this  section.  In  addi- 
tion, each  person  licensed  under  the  pro- 
visions of  paragraph  <%)  <2»  of  this  sec- 
tion shall  obtain  prior  approval  from 
the  Commission  for  each  person  who 
proposes  to  participate  in  the  licensees 
service. 

§  11.402  FreqTieJicies  available  for 
base  and  mobile  stations.  ta>  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  base  and  mobile  stations  in 
the  Motion  Picture  Radio  Service  on  a 
shared  basis  with  other  services: 


Kc. 

>1628 

M652 

•  2292 

•»4«37  5 


MC. 
49.70 
49.74 
49  78 
49.82 


Mc. 

152.87 

152.93 

15299 

173  225 


Mc. 

173.275 
173.325 
173.375 


(b»  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Motion  Picture 
Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  de- 
velopmental grant  only: 


Mc. 

456.05 
456.15 
456.25 
45635 
456.45 


Mc. 
456  55 
456.65 
45675 
456.85 
456.95 


Mc. 

457.05 
467.15 
45725 
457.35 
457.45 


Mc. 
457.55 
457  65 
45775 
457.85 
457.95 


Mc. 
*  2450-2500 
3500-3700 


Mc. 

6425-  6575 
11700-12200 


§  11.403  Frequencies  available  for 
fixed  stations.  <a)  Subject  to  the  condi- 
tion that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
nel number  4  or  5,  the  following  frequen- 
cies are  available  for  assignment  to  fixed 
stations  in  the  Motion  Picture  Radio 
Service  on  a  shared  basis  with  other 
services : 

Jlfc.  Mc.  Mc.  Mc. 

72.02  72.82  73.62  74  42 

72.06  72.86  73.66  74  46 

72.10  7290  73.70  74  50 

72.14  72.94  73.74  74.54 

72.18  72.98  73.78  74  58 

72.22  73.02  73.82  75.42 

72.26  73.06  73  86  75  46 

72.30  73.10  73.90  75.50 

72,34  73.14  73.94  75.54 

72.38  73.18  73.98  75.68 

7242  73.22  74  02  75  62 

7246  7326  74  06  75  66 

72.50  73.30  74.10  75  70 

72.54  73,34  74  14  75.74 

72.58  73.38  74.18  75.78 

72,62  73.42  74,22  75  82 

72,66  73,46  74  26  75,86 

72,70  7350  74,30  75  90 

72,74  73  54  74  34  75  94 

72.78  73  58  74  38  75  98 

(b)  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  fixed 
stations  in  the  Motion  Picture  Radio 
Service  on  a  shared  basis  with  other 
services  under  the  terms  of  a  develop- 
mental grant  only;  the  exact  frequency 
and  the  authorized  bandwidth  will  be 
specified  in  the  authorization: 


(c)  Frequences  in  the  bands  listed  be- 
low are  available  for  assignment  to  base 

>  Dae  of  frequencies  in  the  bands  2450  2500, 
and  17850-18000  Mc.  Is  subject  to  no  protec- 
tion from  Interference  due  to  the  operation 
of  Industrial,  scientific,  and  medical  devices 
on  the  frequencies  2450  and  18000  Mc. 

•  This  frequency  may  be  subject  to  change 
when  the  Atlantic  City  table  of  frequency 
allocations  below  27.6  Mc.  comes  into  force. 

'  This  frequency  Is  limited  to  daytime  use 
only,  with  a  maximum  plate  power  Input 
to  the  final  radio  frequency  stage  not  to 
exceed  100  watU. 


Mc. 

952-  960 

1850-1990 

2110-2200 

«  2450-2600 

2500-2700 


Me. 

6575-   6875 

12200-12700 

"16000-18000 

26000-30000 


maintained  and  held  available  for  In- 
spection by  Commission  representatives, 
(b)  Each  application  for  authority  to 
operate  in  the  Relay  Press  Radio  Service 
shall  be  accompanied  by  a  statement  in 
detail  sufficient  to  indicate  clearly  the 
applicant's  eligibility  under  paragraph 
(a)  of  this  section.  In  addition,  each 
person  licensed  under  the  provisions  of 
paragraph  (a)  <2)  of  this  section  shall 
obtain  prior  approval  from  the  Commis- 
sion for  each  person  who  proposes  to 
participate  in  the  licensee's  service. 

§  11  452  Frequencies  available  for  ba.^c 
and  mobile  stations,  (a)  The  following 
frequencies  are  available  for  assignment 
to  base  and  mobile  stations  in  the  Re- 
lay Press  Radio  Service  on  a  sha  .-d  basis 
with  other  services: 


SUBPART  J — RELAY  PRXSS  RADIO  SERVICE 

5  11.451  Eligibility,  (a)  The  follow- 
ing persons  are  eligible  to  hold  authori- 
zations to  operate  radio  stations  in  the 
Relay  Press  Radio  Service: 

(1>  A  person  who  Is  engaged  in  the 
publication  of  a  newspaper  or  In  the 
operation  of  an  established  press  asso- 
ciation. 

(2)  A  non-profit  corporation  or  as- 
sociation, organized  for  the  purpose  of 
furnishing  a  radiocommunication  .service 
solely  to  persons  who  are  actually  en- 
gaged in  one  or  more  of  the  activities 
set  forth  In  subparagraph  (1)  of  this 
paragraph.  Such  a  corporation  or  asso- 
ciation shall  render  service  only  on  a 
non-profit  cost-sharing  basis,  said  cost 
to  be  prorated  on  an  equitable  basis 
among  all  persons  to  whom  service  Is 
rendered.  Records  which  reflect  this 
cost-sharing  non-profit   basis  shall   be 


<  Use  of  frequencies  In  the  band  2450-2500 
Mc.  Is  subject  to  no  protection  from  Inter- 
ference due  to  the  operation  of  Industrial, 
scientific,  and  medical  devices  on  the  fre- 
quency 2450  Mc. 


Mc. 
173225 
173.275 


Mc. 
173  325 
173  375 


<b>  The  following  frequencies  are 
available  for  assignment  to  base  and  mo- 
bile stations  in  the  Relay  Press  Radio 
Service  on  a  shared  basis  with  othrr 
services,  under  the  terms  of  a  develop- 
mental grant  only: 


Mc. 

456.05 
456  15 
456.25 
456.35 
456  45 


Mc. 
456,55 
456.65 
456.75 
456  S5 
45695 


Arc 

457.05 
457.15 
457  25 
467.35 
457  45 


Mc 
457  66 
457  65 
457,75 
457,65 
457  95 


(c)  Frequencies  in  the  bands  listed 
below  are  available  for  assignment  to 
base  and  mobile  stations  in  the  Relay 
Press  Radio  Service  on  a  shared  basis 
with  other  services,  under  the  terms  of 
a  developmental  grant  only;  the  exact 
frequency  and  the  authorized  bandwidtli 
will  be  specified  in  the  authorization: 


Mc. 

♦  2450  2500 
3500-3700 


Mc. 
6425-  6676 
11700-12200 


?  11 453  Frequencies  available  for 
fixed  stations.  <a)  Subject  to  the  con- 
dition that  no  harmful  Interference  will 
be  caused  to  reception  of  television  chan- 
nel number  4  or  5.  the  following  fre- 
quencies are  available  for  assignment  to 
fixed  stations  In  the  Relay  Press  Radio 
Service  on  a  shared  basis  with  other 
services : 


Mc. 

Mc. 

Mc 

Mc. 

72  02 

72  82 

73  62 

74  42 

72.06 

72  86 

73  66 

74,46 

7210 

72  90 

73  70 

74  60 

7214 

72  94 

73  74 

74  64 

72  18 

72  98 

73  78 

74  58 

72,22 

73,02 

73  82 

76  42 

72  26 

73  06 

73  86 

7646 

72,30 

73  10 

73,90 

7550 

72  34 

73.14 

73  94 

76  64 

72.38 

73.18 

73  98 

76.68 

7242 

72'23 

7402 

7662 

72,46 

73  26 

74,06 

76.66 

72  80 

73,30 

74  10 

76,70 

72  54 

73  34 

74  14 

75,74 

72,58 

73,38 

74  18 

75,78 

72  62 

73  42 

74  22 

75  82 

7268 

73  46 

74  26 

75.ee 

72,70 

73  50 

7430 

75,90 

72,74 

73  54 

7434 

75,94 

72,78 

73  88 

7438 

7698 

(b)  Frequencies  In  the  bands  listed 
below  are  available  for  as.signment  to 
fixed  stations  in  the  Relay  Pre.ss  Radio 
Service  on  a  shared  basis  with  ether 
services,  under  the  terms  of  a  develop- 
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mental  grant  only;  the  exact  frequency 
and  the  authorized  bandwidth  will  be 
specified  In  the  authorization: 


Mc. 

952-  960 

1850-1990 

2110-2200 

» 2450-2500 

2500-2700 


Afe. 

6575-  6378 

12200-12700 

» 16000-18000 

26000-30000 


SUBPART  K — SPECIAL  INDUSTRIAL  R.\DIO 
SERVICE 

811.501  Eligibility,  (a)  A  person  is 
eligible  to  hold  an  authorization  to  oper- 
ate a  radio  station  in  the  Special  Indus- 
trial Radio  Service  when  such  person  is 
engaged  In  an  Industrial  activity  the  pri- 
mary function  of  which  is  devoted  to 
production,  construction,  fabrication, 
manufacturing,  or  similar  processes  as 
distinguished  from  activities  of  a  serv- 
ice or  distribution  nature,  and,  in  addi- 
tion, meets  one  or  more  of  the  following 
requirements: 

( 1 )  The  industrial  operation  for  which 
radio  Is  desired  is  l)eing  conducted  in  a 
remote  or  sparsely  settled  region; 

(2)  The  Industrial  operation  is  a  con- 
struction project  of  a  public  character; 

(3)  The  use  of  radio  is  required  with- 
in the  yard  area  of  a  single  plant  for  mo- 
bile service  communications  and  the  use 
of  the  Low-Power  Industrial  Service  does 
not  meet  the  operational  requirements 
of  the  Industry  otherwi.se  found  eligible 
under  this  subparagraph. 

(b)  Each  application  for  authority  to 
operate  In  the  Special  Industrial  Radio 
Service  shall  be  accompanied  by  a  state- 
ment in  detail  sufficient  to  Indicate 
clearly  the  applicant's  eligibility  under 
paragraph  (a)  of  this  section. 

S  11.502  Frequencies  available  for 
base  and  mobile  stations,  (a)  The  fol- 
lowing frequencies  are  available  for 
assignment  to  ba.se  and  mobile  stations 
In  the  Special  Industrial  Radio  Service 
only: 


Mc. 

Me. 

Mc. 

3fc. 

27,31 

30,58 

43.14 

49,98 

27,35 

30,62 

43.18 

154.49 

27,30 

43,02 

4986 

27,43 

43,06 

49.90 

27.47 

43.10 

49.94 

(b)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  in  the  Special  Industrial 
Radio  Service  on  a  shared  basis  with 
other  services: 


Kc. 

Mc. 

Mc. 

Mo. 

•  2292 

4954 

49.70 

152  87 

••4637  5 

4958 

49.74 

152.93 

4962 

43.78 

152  99 

49  68 

49.82 

154.67 

(c)  The  following  frequencies  are 
available  for  assignment  to  base  and  mo- 
bile stations  In  the  Special  Industrial 

'  Use  of  frequencies  In  the  bands  2450- 
2500,  and  17850-18000  Mc.  is  subject  to  no 
protection  from  interference  due  to  the 
operation  of  industrial,  scientific,  and  medi- 
cal devices  on  the  frequencies  2450  and  18000 
Mc. 

•■  This  frequency  may  be  subject  to  change 
when  the  Atlantic  City  table  of  frequency 
allocations  below  27.5  Mc.  comes  Into  force. 

•This  frequency  Is  limited  to  daytime  use 
only,  with  a  maximum  plate  power  Input 
to  the  final  radio  frequency  stage  not  to 
exceed  100  watU. 
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Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a 
developmental  grant  only: 


Afc. 

Mc. 

Mc. 

Mc. 

456.05 

456  55 

457,05 

457,55 

456,15 

456,65 

457.15 

457,65 

456.25 

456,75 

457.25 

457,75 

456.35 

456,85 

457.35 

457,85 

456.45 

456,1)5 

457.45 

457,95 

(d)  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
base  and  mobile  stations  In  the  Special 
Industrial  Radio  Service  on  a  shared 
basis  with  other  services  under  the  terms 
of  a  developmental  grant  only;  the  exact 
frequency  and  the  authorized  bandwidth 
will  be  specified  in  the  authorization: 


Mc. 

Mc. 

« 2450-2500 

6425-  6575 

3500-3700 

11700-12200 

§  11,503  Frequencies  available  for 
fixed  stations,  (a)  Subject  to  the  con- 
ditions that  no  harmful  Interference  will 
be  caused  to  reception  of  television  chan- 
nel No.  4  or  5,  the  following  frequencies 
are  available  for  assignment  to  fixed  sta- 
tions In  the  Special  Industrial  Radio 
Service  on  a  shared  basis  with  other 
services. 


Mc. 

Mc. 

Jlfc. 

Mc. 

72.02 

72.82 

73,62 

74,42 

72,06 

72  83 

73  66 

74,48 

72,10 

72.90 

73  70 

7450 

72,14 

72.94 

73,74 

74,54 

72,18 

72  98 

73,78 

74,58 

7222 

73.02 

73,82 

7542 

72,26 

73.06 

73.86 

-  7546 

72.30 

73.10 

73.90 

75  50 

72.34 

73.14 

73.94 

75.54 

72.38 

73.18 

73  98 

75,58 

72,42 

73.22 

74,02 

75,62 

72.46 

73.26 

74,06 

75,66 

72.50 

73,30 

74.10 

75,70 

72  54 

73.34 

74.14 

75,74 

73  58 

73.38 

74,18 

75,78 

72  62 

73.42 

74,22 

7582 

72  63 

73,46 

74.26 

7586 

72.70 

73,50 

74  30 

75,90 

72.74 

73,54 

74.34 

75  94 

72.78 

73,58 

74.38 

75,98 

(b)  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
fixed  stations  in  the  Special  Industrial 
Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  devel- 
opmental grant  only.  Exact  frequency 
and  the  authorized  bandwidth  will  be 
specified  in  the  authorization: 

Mc. 

6575-  6875 

12200-12700 

» 16000-18000 

26000-30000 

SUBPART  L — LOW-POWER   INDUSTRI.\L 
RADIO  SERVICE 

§  11.551  Eligibility.  Authorizations 
for  stations  to  be  operated  in  the  Low- 
Power  Industrial  Radio  Service  may  be 
granted  to  any  person  engaged  in  a  com- 
mercial activity  or  an  Industrial  enter- 
prise. 

8  11.552  Classification  of  stations. 
All  stations  authorized  for  operation  In 


Mc 

1 

952- 

960 

1850- 

1996 

2110- 

2200 

»2450- 

2500 

2500-  2700 

*  Use  of  frequencies  in  the  band  2450-2500 
Mc.  Is  subject  to  no  protection  from  Inter- 
ference due  to  the  operation  of  Industrial, 
sclentlflc,  and  medical  devices  on  the  fre- 
quency 2450  Mc. 


231.> 

this  service  will  be  classified  and  licensed 
as  mobile  stations.  Such  stations,  how- 
ever, need  not  necessarily  be  moved  nor 
Used  while  in  motiqn. 

8  11.553  Frequencies  available  for 
mobile  stations,  (a)  The  following  fre- 
quencies are  available  for  assignment  to 
mobile  stations  in  the  Low-Power  In- 
dustrial Radio  Service  only: 


Mc. 

27.51 
33.14 


Mc. 
35,02 
42.98 


fb>  The  following  frequency  is  avail- 
able for  assignment  to  mobile  stations  In 
the  Low-Power  Industrial  Radio  Service 
on  a  shared  basis  with  other  services: 

Afc. 
154,57 

6  11,554  S7)€cial  restrictions.  Each 
authorization  for  the  operation  of  a  low 
power  mobile  station  on  a  frequency 
listed  in  §  11.553  is  subject  to  the  fol- 
lowing restrictions  in  addition  to  those 
applicable  regulations  appearing  In 
other  sections  of  this  part: 

(a)  Emission  shall  be  confined  to 
voice  radiotelephony. 

(b)  Plate  power  input  to  the  final 
radio  fequency  stage  of  each  transmitter 
shall  not  exceed  three  watts. 

(c)  The  maximum  distance  between 
the  transmitter  and  the  radiating  por- 
tion of  the  antenna  shall  not  exceed 
three  feet. 

(d)  The  use  of  an  antenna  having  a 
power  gain  greater  than  unity  Is  pro- 
hibited. 

(e)  Tran.smitters  shall  not  be  oper- 
ated by  remote  control. 

(f)  The  use  of  repeater,  control,  or 
relay  stations  will  not  be  permitted. 

(g)  Stations  licensed  for  operation  on 
these  frequencies  shall  not  be  used  to 
communicate  with  stations  opeatlng  on 
other  frequencies. 

[P.    R.    Doc.    49-3518;    Piled,    May    5.    1949; 
8:48  a.  m.J 


Part  11 — Miscellaneous  Radio  Service 

DISPOSITION   OF   regulations 

Key  to  disposition  of  old  Part  11,  as 
related  to  new  Part  11,  adopted  effective 
July  1,  1949: 

Old 
section 

No.  New  section  No. 

11,1 Deleted. 

11.2 11.301. 

11.11 Deleted. 

11.12 Deleted. 

11. IS 11.451. 

11.21 Deleted, 

11.22 11.401. 

11.23 Deleted. 

11.31 11.52.  11.54.  11.5«. 

11.32 11.53. 

11.41 11.63. 

11.42 11.156. 

11.44 11.165. 

11.45 11.160. 

11.46 11.157. 

11.51 11.102,  11,103.  11.104.  11.105. 

11.52 11.102.  11.103,  11.104,  11.105. 

11.56 __.   11.108. 

11.61 11.109. 

11.62- 11.109. 

11.71 11,57 

11.81 11,151. 
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Old 
section 

So.  New  section  No. 

11.82- 11.106. 

11.83 11.302. 

11.91 Deleted. 

11.101 11.451. 

11  102 11.63. 

11.103 11.452.  11.453. 

11.104 1167. 

11.111 11.66.  deleted  In  part. 

11.112 Deleted. 

11.121 Deleted. 

11.122 Deleted. 

11.133 Deleted. 

11.134 Deleted. 

11.125 Deleted. 

11.126 Deleted. 

Federal  Communications 
commi.ssion. 

[SEAL]  T.  J.  SLOWIE. 

Secretary. 

I  p.    R.    Doc.    4&  3519:    Filed,    May    5.    1949; 
8:48  a.  m.l 


RULES  AND  REGULATIONS 

(5>  26.960  to  27.230  Mc  .  iLsing  unmod- 
ulated- carrier,  radiotelegraphy.  radio- 
telephony,  radio  printer,  or  facsimile, 
with  any  type  of  emi.ssion  except  damped 
waves  and  pube,  subject  to  such  interfer- 
ence as  may  result  from  the  emissions  of 
Industrial.  Scientific  and  Medical  devices 
within  160  kc  of  the  frequency  27.120  Mc. 

Substitute  the  following  text  for  the 
present  text  of  §  12.134  Modulation  of 
carrier  wave. 

§  12.134  Modulation  of  carrier  wave. 
Except  for  brief  tests  or  adjustments  and 
except  for  operation  in  the  band  26  960 
to  27.230  megacycles,  an  amateur  radio- 
telephone station  shall  not  emit  a  carrier 
wave  on  frequencies  below  144  mega- 
cycles unless  modulated  for  the  purpose 
of  communication. 

IF.    R.    Doc.    49-3520:    Filed,    May    6,    1949; 
8:49  a.  in.| 


Part  12— Amateur  Radio  Service 

miscellaneous  amendments 

In  the  matter  of  amendment  of 
?§  12.111  and  12.134  of  the  Rules  Govern- 
ing Amateur  Service. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  27th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  matter  of  the  proposed 
amendment  of  §§12.111  <a)  t5i  and 
12.134  of  its  Rules  Governing  Amateur 
Radio  Service  to  make  certain  editorial 
changes  therein  and  to  change  the  refer- 
ence to  the  frequency  band  27.160-27.430 
Mc,  appearing  in  these  sections  to  read 
26960-27.230  Mc.  in  accordance  with 
the  Revised  Table  of  Frequency  Al'oca- 
tion.<!,  §  2.104  (a»'  of  the  Federal  Commu- 
nications Commission's  rules  and  regula- 
tions annexed  to  the  Commission's  Final 
Report  and  Order  in  Docket  No.s.  8965, 
8972.  8973,  and  8974  (F.  R.  Doc.  49-3515. 
supra > : 

It  appearing,  that  in  view  of  the 
nature  of  the  amendments  herein 
ordered,  the  rule  making  procedure  re- 
quired by  section  4  of  the  Administrative 
Procedure  Act  is  inapplicable;  and 

It  further  appearing,  that  authority 
for  the  propo.sed  amendment  is  contained 
In  sections  301  and  303  of  the  Commu- 
nications Act  of  1934.  as  amended. 

It  is  ordered.  That  effective  July  1, 
1949,  55  12.111  <a)  (5)  and  12.134  of  the 
Commission's  rules  governing  Amateur 
Radio  Service  be  amended  as  set  forth 
below.  (Sees.  301  and  303,  48  Stat.  1082; 
47  U.  S.  C.  301  and  303) 


[SEALJ 


Federal  Communications 
Commission, 
T.  J.  Slowie. 

Secretary. 


fDocket  No.  9047 1 

Part    16 — Land   Transportation    Radio 
Services 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  27th  day  of  April 
1949  <F.  R.  Doc.  49-3515,  .supra.  Part  16. 
Rules  Governing  Land  Transportation 
Radio  Services,  is  adopted,  effective 
July  1,  1949,  as  set  forth  below.  Part  16, 
Rules  and  Regulations  Governing  Rail- 
road Radio  Service,  of  the  Commission's 
rules  and  regulations  heretofore  In  effect 
is  abolished  and  superseded,  and  the 
proceedings  In  Docket  No.  9047  are 
terminated. 

Federal  Communications 
Commission, 
[SEALl        T.  J.  Slowie. 

Secretary. 


Sec. 
16  1 
16.2 
16.3 
164 
16.5 

18.6 


SUBPART    A GENERAL    UJrORMATIOM 

Basis  and  purpose. 
General  Umltatlona  on  tise. 
Cooperative  use  of  facilities. 
General  citizenship  restrictions. 
Transfer  and  assignment  of  station 

authorization. 
Definition  of  terms. 


SUBPART  B — APPLICATIONS  AND  AUTHORIZATIONS 


Part  12.  Rules  Governing  Amateur 
Radio  Service  Is  amended  as  follows: 

Si^stitute  the  following  text  for  the 
present  text  of  §  12.111  Frequencies  and 
types  of  emission  for  use  of  amateur  sta- 
tions, paragraph  (a)  subparagraph  (5) : 

>  See  F.  R.  Doc.  49-3561.  tupra. 


16.51 
16.52 

16.53 
16.54 
16.55 
16.56 
1657 
16.58 


1659 
1660 
16.61 

16.62 
16.63 
16.64 
1665 


Station  authorization  required. 

Procedure  for  obtaining  a  radio  sta- 
tion license. 

Special   temporary   authority. 

Filing  of  applications. 

Who  may  sign  applications. 

Forms  to  be  used. 

Selection  of  frequencies. 

Supplemental  Information  required 
with  applications  for  control,  re- 
peater, or  relay  stations. 

Partial  grant. 

Defective  applications. 

Amendment  or  dismissal  of  applica- 
tions. 

Construction  period. 

License  term. 

Change  In  equipment. 

Discontinuance  of  station  operation. 

SUBPART  C TECHNICAL  STANDARDS 


16.101  Frequencies. 

16.102  Frequency  stability. 
16  103  Types  of  emission. 

16.104  Emission    limitations. 

16.105  Modulation   requirements. 


Sec. 

16  106  Power  and  antenna  height. 

16.107  Transmitter  control  requirements. 

16.108  Transmitter  measurements. 

16.109  Radio  station  tests. 

SUBPART   D — STATION    OPERATING    REQU1RRMENT8 

16  151     Permissible  communications. 
16.162     Station  Identification. 

16.153  Suspension     of     transmissions     re- 

quired. 

16.154  Operator  requirements. 

16  155     Posting  of  operator  license. 
16  156     Transmitter  Identification  card  «r.d 
posting  of  station  license. 

16.157  Inspection  of  stations. 

16.158  Inspection  of  tower  lights  and  asso- 

ciated control  equipment. 
16  159     Answers  to  a  notice  of  violation. 
16.160     Station  records. 

SUBPART     R DEVELOPMENTAL    OPERATION 

16201  Eligibility. 

16  2U2  Showing  required. 

16.203  Limitations  on  ufe. 

16.204  Frequencies     available     for     assign- 

ment. 

16.205  Interference. 

16.206  Special  provisions. 

16  207  Authorization  subject  to  change  or 
cancellation :  supplementary  state- 
ment required. 

16  208     Report  of  operation. 

SUBPART    r^INTIRClTY    BUS    RADIO    SERVICE 

16.251  Eligibility  for  license. 

16.252  Cooperative  use  of  facilities. 

16.253  Frequencies:   available   for    base   and 

mobile  stations. 

16.254  Frequencies  available  for  fixed  sta- 

tions. 

SUBPART    G HIGHWAY    TRUCK    RADIO    SKRVICR 

16301  Eligibility  for  license. 

16302  Frequencies   available   for   base   and 

mobile  stations. 
16.303     Frequencies  available  for  fixed  sta- 
tions. 

SUBPART   H^RAILROAD  RADIO  SERVlCl 

16.351  Eligibility  for  license. 

16.352  Frequencies   available   for   base   and 

mobile  stations. 

16353  Frequencies  available  for  fixed  sta- 
tions. 

16.354  Operator  requirements,  fixed  and 
base  stations. 

SUBPART   I — TAXICAB  EADIO  SERVICI 

16.401  Eligibility   for  license. 

16.402  FrcqMencles  available  for   base  and 

mobile  stations. 

16.403  Limitation  on  Installation  of  mobile 

units. 

SUBPART  J — URBAN  TRANSIT  RADIO  SERV1C« 

16451  Eligibility. 

16452  Frequencies   available   for   base   and 

mobile  stations. 
16.453     Frequencies  available  for  fixed  sta- 
tions. 

SUBPART  K — AUTOMOBILE   EMXRCKNCT   RADIO 
SERVICE 

16.S01     Eligibility  for  license. 
16.802     Permissible  communications. 
16.503     Frequencies   available   for    base   and 
mobile  stations. 

Authority:  ||  16.1  to  16  603  Issued  under 
sec.  303,  48  Stat.  1082-1083;  47  U.  8  C.  303. 
Interprets  or  applies  sec.  301,  48  Stat.  1081. 
47  U.  8.  C.  301. 

SUBPART    A — GENERAL    INFORMATION 

5  16.1  Basis  and  purpose,  (a)  The 
basis  for  the  rules  following  in  this  part 
Is  the  Communications  Act  of  1C24,  as 
amended,   and   applicable   treaties   and 


Friday,  May  6,  1949 

agreements  to  which  the  United  States 
is  a  party.  The  rules  in  this  part  are 
i.ssued  pursuant  to  the  authority  con- 
tained in  Title  III  of  the  Communications 
Act  of  1934,  as  amended,  which  vests 
authority  in  the  Federal  Communica- 
tions Commission  to  regulate  radio 
transmissions  and  to  issue  licenses  for 
radio  stations. 

(b)  The  purpo.se  of  the  rules  and 
regulations  in  this  part  is  to  prescribe 
the  conditions  under  which  parts  of  the 
radio  spectrum  may  be  employed  for 
radiocommunication  and  control  fa- 
cilities in  certain  land  transportation 
operations. 

§  16.2  General  limitations  on  use. 
The  radio  facilities  authorized  under  this 
part  shall  not  be  used  to  render  a  com- 
munications common  carrier  .service  or 
to  carry  program  material  of  any  kind 
for  use  In  connection  with  radio  broad- 
casting. 

§  16.3  Cooperative  use  of  facilities. 
(A)  A  person  who  is  engaged  in  any  one 
of  the  transportation  operations  for 
which  a  radio  service  is  available  may 
receive  communications  service  from  a 
base  station  licensed  to  another  person 
in  the  same  service.  The  rendition  of 
such  service,  however,  will  not  be  re- 
quired of  the  base  station  licensee  with- 
out his  consent  except  as  provided  in 
§  16.252. 

(b)  Although  facilities  in  the  Land 
Transportation  Service  shall  not  be  used 
for  communications  common  carrier 
service,  contributions  to  capital  and 
operating  expenses  may  be  accepted  on  a 
cost-sharing  basis  provided  that  records 
which  reflect  the  cost  of  the  service  and 
details  with  respect  to  the  non-profit  or 
cost-sharing  nature  of  the  operations  are 
maintained  and  held  available  for  inspec- 
tion by  Commission  representatives. 

(c)  A  person  who  is  to  receive  mobile 
radlocommunications  service  from  a  base 
station  licensed  to  another  person  may, 
himself,  be  the  licen.see  of  the  radio  units 
which  he  has  installed  in  his  vehicles, 
provided  that  his  application  for  license 
is  accompanied  by  a  request  from  the 
licensee  of  the  base  station  for  modifica- 
tion of  the  base  station  license  to  show 
such  additional  a.s.sociated  mobile  units. 
The  modification  request  must  be  nota- 
rized but  may  \)e  in  letter  form,  in 
duplicate. 

(d)  The  licen.see  of  a  base  station  and 
associated  mobile  units  may  install  a 
mobile  unit  in  a  vehicle  another  per- 
son engaged  in  the  same  type  of  trans- 
portation, provided,  that  each  such 
person  shall  enter  into  a  written  agree- 
ment providing  that  the  licensee  shall 
have  the  sole  right  of  control  of  the 
mobile  radio  units,  that  the  vehicle  op- 
erators shall  operate  the  radio  units  sub- 
ject to  the  orders  and  instructions  of  the 
base  station  operator  and  that  the  li- 
censee shall  at  all  times  have  such  access 
to  and  control  of  the  mobile  equipment 
as  will  enable  him  to  carry  out  his  re- 
sponsibilities under  the  license.  In  all 
cases,  however,  a  copy  of  the  agreement 
with  vehicle  owners  required  hereby  shall 
be  kept  with  the  station  records  and  held 
available  for  Inspection  by  Commission 
representatives.  An  audited  financial 
statement  reflecting  the  non-profit  cost- 
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sharing  nature  of  the  arrangement  shall 
be  .submitted  annually  to  the  Commis- 
sion's Washington  ofiBce  no  later  than 
three  months  after  the  close  of  the  li- 
censee's fiscal  year. 

§  16.4  General  citizen.ship  restrictions. 
A  station  license  may  not  be  granted  to 
or  held  by: 

(a  >  Any  alien  or  the  representative  of 
any  alien; 

(b)  Any  foreign  government  or  the 
representative  thereof; 

<c)  Any  corporation  organized  under 
the  laws  of  any  foreign  government ; 

(d)  Any  corporation  of  which  any  of- 
ficer or  director  is  an  qlien; 

(e)  Any  corporation  of  which  more 
than  one-fifth  of  the  capital  stock  is 
owned  of  record  or  voted  by:  Aliens  or 
their  representatives;  a  foreign  govern- 
ment or  representative  thereof;  or  any 
corporation  organized  imder  the  laws  of 
a  foreign  country; 

(f)  Any  corporation  directly  or  indi- 
rectly controlled  by  any  other  corpora- 
tion of  which  any  oflBcer  or  more  than 
one-fourth  of  the  directors  are  aliens,  if 
the  Commission  finds  that  the  public  in- 
terest will  be  served  by  the  refusal  or 
revocation  of  such  license;  or 

<g)  Any  cor|X)ration  directly  or  in- 
directly controlled  by  any  other  corpora- 
tion of  which  more  than  one-fourth  of 
the  capital  stock  is  owned  of  record  or 
voted  by;  Aliens  or  their  representatives; 
a  foreign  government  or  representatives 
thereof;  or  any  corporation  organized 
under  the  laws  of  a  foreign  govern- 
ment— if  the  Commission  finds  that  the 
public  interest  will  be  served  by  the  re- 
fusal or  revocation  of  such  license. 

§  16.5  Transfer  and  assignment  of 
station  authorization.  A  station  author- 
ization, the  frequencies  authorized  to  be 
used  by  the  licensee,  and  the  rights 
.therein  granted,  shall  not  be  transferred, 
assigned,  or  in  any  manner  either  vol- 
untarily or  Involuntarily  disposed  of,  or 
indirectly  by  transfer  of  control  of  any 
corporation  holding  such  license  to  any 
person,  unless  the  Commission  shall, 
after  securing  full  information,  decide 
that  said  transfer  is  in  the  public  inter- 
est, and  shall  give  Its  consent  in  writing. 
A  request  for  authority  to  assign  an  au- 
thorization shall  be  submitted  on  Form 
702,  while  a  request  for  authority  to 
transfer  control  of  a  corporation,  as  by 
sale  of  controlling  .stock  interest,  shall 
be  submitted  on  Form  703. 

§  16.6  Definition  of  terms.  For  the 
purpose  of  this  part,  the  following  defini- 
tions shall  be  applicable.  For  other  defi- 
nitions, refer  to  Part  2.  Rules  Govern- 
ing Frequency  Allocations  and  Treaty 
Matters;  General  Rules  and  Regulations. 

(a)  Assigned  frequency.  The  fre- 
quency appearing  on  a  station  authoriza- 
tion, from  which  the  carrier  frequency 
may  deviate  by  an  amount  not  to  exceed 
that  permitted  by  the  frequency  tol- 
erance. 

(b)  Authorized  bandwidth.  The  fre- 
quency band,  specified  in  kilocycles  and 
centered  on  the  carrier  frequency,  con- 
taining those  frequencies  upon  which  a 
total  of  99  percent  of  the  radiated  power 
appears,  extended  to  Include  any  discrete 
frequency  upon  which  the  power  is  at 
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least  0.25  percent  of  the  total  radiated 
power. 

(c)  Base  station.     See  Land  Station. 

(d)  Control  station.  An  operational 
fixed  station,  the  transmissions  of  which 
are  used  to  automatically  control  the 
emissions  or  operation  of  another  radio 
station  at  a  specified  location. 

(e»  Fixed  service.  A  service  of  radio 
communication  between  specified  points. 

(f)  Harmful  interference.  Any  radia- 
tion or  any  induction  which  endangers 
the  functioning  of  a  radio-navigation 
service  or  of  a  safety  service  or  obstructs 
or  repeatedly  interrupts  a  radio  service 
operating  in  accordance  with  the  regula- 
tions in  this  part.  (For  purposes  of  this 
definition  only,  a  safety  service  is  any 
radio  service  whose  operation  is  directly 
related,  whether  permanently  or  tempo- 
rarily, to  the  safety  of  human  life  and 
the  safeguarding  of  property.) 

<g'  Intercity  Bus  Radio  Service.  The 
term  "Intercity  Bus  Radio  Service"  as 
used  in  this  part  means  a  radio-com- 
munication .service  for  use  in  connection 
with  the  transportation  of  passengers 
by  bus  between  cities. 

(h)  Highway,  Truck  Radio  Service. 
This  term  is  used  in  this  part  to  mean 
a  radiocommunication  service  for  use  in 
connection  with  transportation  of  freight 
by  truck  on  routes  outside  metropolitan 
areas. 

<  i )  Land  station.  A  station  in  the  mo- 
bile service  not  intended  for  operation 
while  in  motion,  (of  the  various  types  of 
land  stations,  only  the  Base  Station  is 
pertinent  to  this  part,  and  will  be  used 
interchangeably  with  Land  Stations.) 

(])  Lajidinq  area.  As  defined  by  Title 
I,  Section  1  ( 22 )  of  the  Civil  Aeronautics 
Act  of  1938,  as  amended.  Landing  Area 
means  any  locality,  whether  of  land  or 
water,  including  airdromes  and  interme- 
diate landing  fields,  which  is  used,  or  in- 
tended to  be  used,  for  the  landing  and 
take-off  of  aircraft,  whether  or  not  fa- 
cilities are  provided  for  the  shelter,  serv- 
icing, or  repair  of  aircraft,  or  for  receiv- 
ing or  discharging  passengers  or  cargo. 

<  k )  Mobile  service.  A  service  of  rac^o- 
communication  between  mobile  and  land 
stations,  or  between  mobile  stations. 

(1)  Mobile  station.  A  station  in  a  mo- 
bile service  intended  to  be  used  while  in 
motion  or  during  halts  at  unspecified 
points. 

<m»  Operational  fixed  station.  A  fixed 
station,  not  open  to  public  correspond- 
ence, operated  by,  and  for  the  sole  use 
of  those  agencies  operating  their  own 
radiocommunication  facilities  in  the 
Public  Safety,  Industrial,  Land  Trans- 
portation, or  Aviation  Services.  (This 
term  includes  all  stations  licensed  in  the 
fixed  service  under  this  part.) 

(n)  Person.  An  individual,  partner- 
ship, association,  joint  stock  company, 
trust,  or  corporation. 

(o)  Railroad  Radio  Service.  The  term 
"Railroad  Radio  Service"  as  used  in  this 
part  means  a  radiocommunication  serv- 
ice for  use  in  connection  with  the  opera- 
tion and  maintenance  of  a  railroad  com- 
mon carrier. 

(p)  Relay  station.  An  op)erational  fixed 
station  established  for  the  automatic  re- 
transmission of  radlocommunications  re- 
ceived from  either  one  or  more  fixed  sta- 
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tlons  or  from  a  combination  of  land  and 
mobile  stations,  and  directed  to  a  speci- 
fied location. 

(q)  Repeater  station.  An  operational 
fixed  station  established  for  the  auto- 
matic retransmission  of  radiocommunl- 
cations  received  from  one  or  more  mobile 
stations  and  directed  to  a  specified  loca- 
tion. 

(r)  Station  authorization.  Any  con- 
struction permit,  license,  or  special  tem- 
porary authority  issued  by  the  Commis- 
sion. 

<  s )  Taxicab  Radio  Service.  The  term 
"Taxicab  Radio  Service",  as  used  in  this 
part,  means  a  radiocommunication  serv- 
ice for  use  in  connection  with  the  trans- 
portation facilities  of  a  taxicab  common 
carrier. 

(t)  Telemetering.  Automatic  radio- 
tommunlcatlon.  In  a  fixed  or  mobile  serv- 
ice, intended  to  indicate  or  record  a 
measurable  variable  quantity  at  a  dis- 

tu»  Urban  Transit  Radio  Service.  The 
term  "Urban  Transit  Radio  Service",  as 
iLsed  In  this  part,  means  a  radiocommu- 
nication service  primarily  for  use  in  con- 
nection with  the  transportation  of  pas- 
sengers, by  streetcar  or  bus,  within  the 
confines  of  an  urban  area. 

IV)  Automobile  Emergency  Radio 
Service.  The  term  "Automobile  Emer- 
gency Radio  Service"  as  used  in  this  part 
means  a  radiocommunication  service  for 
use  in  connection  with  the  dispatching  of 
emergency  road  service  vehicles  by  asso- 
ciations of  owners  of  private  automobiles 
and  public  garages. 

SUBPART  B — APPLICATIONS  AND 
AUTHORIZATIONS 

5  16.51  station  authorization  re- 
quired. No  radio  transmitter  shall  be 
operated  in  the  Land  Transportation  Ra- 
dio Services  except  under  and  in  accord- 
ance with  a  valid  station  authorization 
granted  by  the  Federal  Communications 
Commission. 

5  16.52  Procedure  for  obtaining  a  ra- 
dio station  license.  (a>  The  first  step 
toward  obtaining  a  .station  license  Is  the 
filing  of  an  application  for  a  construc- 
tion permit  in  accordance  with  this  part. 
After  the  construction  and  Installation  is 
completed,  a  ba.se  or  fixed  station  shall  be 
tested  in  accordance  with  §  16.109.  fol- 
lowing which  an  application  for  station 
licen.se  shall  be  submitted  In  accordance 
with  §  16  56  (c). 

cb>  In  the  case  of  mobile  transmitters. 
Including  hand-carried  or  pack-carried 
types,  which  are  purcha.sed  as  a  com- 
plete packaged  unit  and  used  without 
modification,  the  application  for  llcen.se 
may  be  submitted  simultaneously  with 
the  application  for  construction  permit. 
-  5  16.53  Special  temporary  authority. 
{a>  The  Commission  may  Issue  a  .special 
temporary  authorization  under  this  part 
vinder  the  following  conditions: 

(1)  In  those  cases  of  obvious  emer- 
gency which  require  the  Immediate  use 
of  radio  facilities  by  an  eligible  person 
not  already  authorized  in  some  serv- 
ice under  this  part; 

(2»  In  ca.ses  where  an  urgent  need  Is 
shown  for  operation  of  an  authorized 
station  for  a  limited  time  only.  In  a  man- 
ner other  than  that  specified  in  the  ex- 
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Istlng  authorization,  jjut  not  in  conflict 
with  the  rules,  or 

(3)  For  the  purpose  of  conducting  a 
field  survey  to  determine  necessary  data 
in  connection  with  the  filing  of  formal 
applications  for  installation  of  a  radio 
system  in  some  service  under  this  part. 
In  this  case,  the  authority,  if  issued, 
will  be  for  developmental  operation  only, 
and  the  applicable  sections  of  Subpart 
E  of  this  part  shall  also  apply  to  the 
grant. 

(b)  An  application  for  special  tem- 
porary authority  may  be  filed  as  an  in- 
formal application  in  the  manner  pre- 
scribed by  §  16.56  (h).  When  the  pur- 
pose of  the  application  Is  to  obtain  au- 
thority for  the  operation  of  transmitting 
equipment  not  already  authorized  for 
use  by  the  applicant  under  this  part,  the 
request  shall  contain  the  following  in- 
formation: 

(I)  Name,  address,  and  citizenship 
status  of  applicant. 

<2>   Need  for  special  action. 

(3)  Type  of  operation  to  be  conducted. 

(4)  Purpose  of  operation. 

(5)  Time  and  date  of  operation  de- 
sired. 

(6)  Cla.ss  of  station  and  nature  of 
service. 

(7)  Location  of  station. 
(8>  Equipment  to  be  used,  specifying 

manufacturer. 

(9)  Frequency (st  desired. 

(10)  Plate  power  input  to  final  radio 
frequency  stage. 

(II)  Type  of  emission. 

S  16.54  FUing  of  applications,  fa) 
To  assure  that  necessary  Information  Is 
supplied  In  a  consistent  manner  by  all 
persons,  standard  forms  are  pre.scribed 
for  use  In  connection  with  the  majority 
of  applications  and  reports  submitted  for 
Commission  consideration.  Standard 
numbered  forms  applicable  to  the  Land 
Transportation  Radio  Services  are  dls- 
cu.ssed  In  5  16  56.  and  may  be  obtained 
from  the  Washington.  D.  C.  office  of  the 
Commission,  or  from  any  of  Its  engineer- 
ing field  offices.  Concerning  matters 
where  no  standard  form  is  applicable, 
the  procedure  outlined  in  9  16.56  (h) 
should  be  followed. 

(b)  Any  application  for  radio  station 
authorization,  and  all  correspondence 
relating  thereto,  shall  be  submitted  to 
the  Commission's  office  at  Washington 
25.  D.  C.  and  should  be  directed  to  the 
attention  of  the  Secretary. 

(c)  Unless  otherwise  specified,  an  ap- 
plication shall  be  filed  at  least  sixty  days 
prior  to  the  date  on  which  it  is  desired 
that  Commission  action  thereon  be 
completed. 

(d)  Each  application  for  station  au- 
thorization shall  be  specific  and  complete 
with  regard  to  station  location;  proposed 
equipment,  power,  antenna  height,  and 
operating  frequency;  and  other  Informa- 
tion required  by  the  application  form. 

(e)  Unless  otherwise  specified  in  a 
particular  case  or  for  a  particular  form, 
each  application  shall  be  filed  In 
duplicate. 

§  16.55  Who  may  hign  applications. 
One  copy  of  each  application  for  an  au- 
thorization shall  be  signed  under  oath  or 
affirmation  by  the  applicant  If  the  ap- 
plicant be  an  individual,  or  any  one  of 


the  partners  If  an  applicant  be  a  partner- 
ship, by  an  officer  if  the  applicant  be  a 
corporation,  or  by  a  member  who  is  an 
ofBcer  if  the  applicant  be  an  unincorpo- 
rated association:  Provided,  however. 
That  applications  may  be  signed  by  the 
attorney  for  an  applicant  in  ca.se  of  <a) 
physical  disability  of  the  applicant,  or 
(b)  his  absence  from  the  continental 
United  States.  If  it  be  made  by  a  person 
other  than  the  applicant,  he  must  set 
forth  in  the  verification  the  grounds  of 
his  belief  as  to  all  matters  not  stated 
upon  his  knowledge  and  the  reason  why 
it  is  not  made  by  the  applicant. 

§  16.56  Forms  to  be  u.sed— fa)  Ap- 
plication for  construction  permit  for 
base  stations  and  fixed  stations.  A  .sep- 
arate application  for  construction  per- 
mit shall  be  submitted  en  FCC  Form  401 
for  each  base  station  or  fixed  station. 
Such  applications  shall  be  accompanied 
by  FCC  Form  401a.  in  quadruplicate.  In 
ail  cases  when: 

(1)  The  antenna  and  supporting 
structures  proposed  to  be  erected  wiil 
exceed  an  over-all  height  of  150  feet 
above  ground  level ;  or 

(2)  The  antenna  is  to  be  located 
within  3  miles  of  a  landing  area  and  will 
exceed  an  over-all  height  of  one  foot 
above  ground  for  each  100  feet  of  dis- 
tance, or  fraction  *  thereof,  from  the 
nearest  boundary  of  the  landing  area! 

(b)  Application  for  construction  per- 
mit for  mobile  station.  Application  for 
construction  permit  for  mobile  units  to 
be  operated  in  the  same  service,  and  In- 
cluding hand-,  or  pack-carried  units, 
may  be  combined  Into  one  application 
and  shall  be  submitted  on  FCC  Form 
401. 

(c)  Application  for  station  license. 
Application  for  station  license  shall  be 
filed  on  FCC  Form  403  upon  completion 
of  construction  or  installation  in  ac- 
cordance with  the  terms  and  conditions 
set  forth  In  the  construction  permit. 

(d>  Application  for  modification  of 
construction  permit.  Separate  applica- 
tion for  modification  of  construction  per- 
mit shall  be  submitted  on  FCC  Form  401 
for  each  base  station  or  fixed  station. 
Application  for  modification  of  construc- 
tion permit  for  any  number  of  mobile 
units  in  the  ssone  service  shall  be  sub- 
mitted on  PCC  Form  401. 

<e)  Application  for  modification  of 
station  license.  Application  for  modifi- 
cation of  station  license  shall  be  sub- 
mitted on  FCC  Form  403.  A  blanket  ap- 
plication for  modification  of  a  group  cf 
station  licenses  of  the  same  class  may  be 
submitted  In  those  cases  where  the  modi- 
fication requested  is  the  same  for  all 
stations  covered  by  the  application.  The 
Individual  stations  covered  by  such  ap- 
plication shall  be  clearly  identified 
therein. 

(f )  Application  for  renewal  of  licen.<te. 
Application  for  renewal  of  station  llcea-^e 
shall  be  submitted  on  FCC  Form  405 
A  blanket  application  may  be  submitted 
for  renewal  of  a  group  of  station  licenses 
In  the  same  class.  The  Individual  sta- 
tions covered  by  such  applications  shall 
be  clearly  identified  thereon.  Unless 
otherwise  directed  by  the  Commission, 
each  application  for  renewal  of  license 
shall  be  filed  at  least  60  days  prior  to  tlie 
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expiration  date  of  the  license  to  be  re- 
newed. 

(g)  Application  for  additional  tiine  to 
construct  radio  station.  FCC  Form  701 
shall  be  submitted  to  the  Commission,  in 
duplicate,  whenever  It  Is  necessary  to  re- 
quest an  extension  of  the  time  limit 
specified  on  a  valid  construction  permit. 

(h)  Informal  Application.  (1>  Any 
application  not  .submitted  on  a  standard 
form  prescribed  by  the  Commission  is 
considered  to  be  an  Informal  application. 
Each  Informal  application  shall  be  sub- 
mitted in  duplicate,  normally  In  letter 
form,  and  with  the  original  .signed  under 
oath  or  affirmation.  Each  application 
shall  be  clear  and  complete  within  Itself 
as  to  the  facts  presented  and  the  action 
de.sired. 

<2)  A  request  for  special  temporary 
authorization  must  include  full  particu- 
lars as  to  the  purpose  for  which  the  re- 
quest is  made,  and  such  request  should 
be  submitted  at  least  10  days  prior  to 
the  date  of  the  proposed  operation.  A 
request  received  within  less  than  10  days 
may  be  accepted  upon  due  showing  of 
sufficient  reason  for  the  delay  in  submit- 
ting the  request. 

8  16.57  Selection  of  frequencies,  (a) 
The  frequencies  which  may  be  assigned 
to  stations  operating  in  the  Land  Trans- 
portation Radio  Services  are  listed  in 
the  applicable  subpart  of  this  part. 
Each  frequency,  or  band  of  frequencies, 
available  for  assignment  to  stations  in 
the.se  .services  Is  available  on  a  shared 
ba.<»Ls  only,  and  will  not  be  assigned  for 
the  exclusive  use  of  any  one  applicant. 
All  applicants  for.  and  licensees  of.  sta- 
tions In  these  services  shall  cooperate 
In  the  selecrtlon  and  use  of  the  frequencies 
a.sslgned  In  order  to  minimize  interfer- 
ence and  thereby  obtain  the  most  effec- 
tive u.se  of  the  authorized  facilities.  In 
the  event  that  two  or  more  licensees  are 
unable  to  make  an  equitable  divi.slon  of 
transmission  time  the  Commission,  at  its 
discretion,  may  specify  a  time  sharing 
arrangement.  The  use  of  any  of  these 
frequencies  may  be  restricted  to  one  or 
more  geographical  areas. 

(b)  The  Issuance  of  authority  for  use 
of  frequencies  within  the  band  72-76  Mc. 
Is  contingent  upon  a  showing  that  no 
harmful  interference  will  be  caused  to 
reception  of  television  channel  4  or  5. 
Therefore,  each  application  for  use  of 
one  of  these  frequencies  at  a  location 
within  55  miles  of  a  television  station 
authorized  to  use  TV  channel  number  4 
or  5  (35  miles  in  the  case  of  community 
stations),  or  within  a  like  distance  of  a 
location  to  which  TV  channel  number  4 
or  5  is  allocated  In  the  Commission's 
rules,  shall  be  accompanied  by  the  fol- 
lowing data: 

(1)  A  map  of  suitable  scale  showing 
the  area  enclosed  ^y  a  circle  having  a 
radius  of  approximately  15  miles,  cen- 
tered on  an(i  .surrounding  the  site  chosen 
for  the  applicant's  fixed  station.  This 
map  should  be  marked  with  a  circle  of 
5  miles  radius  and  another  circle  of  '2 
mile  radius  centered  on  the  proposed 
site  to  Indicate  the  scale  of  the  map. 

(2)  A  count  of  the  houses  and  esti- 
mated population  within  the  '2  mile  cir- 
cle shown  on  the  map.  (Use  a  count  of 
5  persons  per  house  unless  there  are 
apartment  houses  in  the  area.) 
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(3)  The  height  above  sea  level  of  the 
center  of  the  radiating  portion  of  tfie  an- 
tenna system,  and  the  radiation  pattern 
of  the  proposed  antenna. 

(4)  The  height  above  sea ,  level  of 
nearby  towns  (within  10  miles  of  the  pro- 
posed station). 

(5»  A  written  statement  from  the  ap- 
plicant that  It  will  satisfactorily  adjust 
all  complaints  of  interference  to  tele- 
vision reception  caused  by  operation  of 
the  proposed  fixed  station,  when  such 
complaints  are  made  by  owners  of  tele- 
vision receivers  which  are  located  both 
within  one  mile  of  the  site  of  the  pro- 
posed fixed  station,  and  within  the  pro- 
tected .service  area  of  television  stations 
using  TV  channel  number  4  or  5.  The 
applicant's  statement  shall  indicate 
agreement  to  the  condition  that  this  ad- 
justment of  Interference  complaints  be 
made  a  part  of  the  authorization. 

§  16.58  Supplemental  information  re- 
quired with  applications  for  control,  re- 
peater, or  relay  stations,  (a)  Each  ap- 
plication for  construction  permit  for  a 
control,  repeater,  or  relay  station  shall  be 
accompanied  by  a  map  and  supplemental 
statement  containing,  respectively,  the 
information  specified  by  paragraphs  (b) 
and  (C  of  this  section. 

(b)  The  map  shall  show: 

(1)  The  location  of  the  proposed  sta- 
tion. 

•  2t  The  location  of  all  associated 
transmitters  of  the  system. 

(3)  The  location  of  all  associated  re- 
ceivers of  the  system. 

(4 1  The  path  and  direction  of  trans- 
mission of  each  frequency  used  and  pro- 
posed to  be  used,  whether  for  trans- 
mitting or  receiving. 

(c)  The  supplemental  statement  shall 
contain  a  detailed  description  of  the  pro- 
posed system  indicating  how  it  will  func- 
tion and  setting  forth  the  need  for  the 
facilities  requested.  This  statement  shall 
Indicate  clearly  the  frequencies  of  all 
receivers  that  actuate  the  proposed 
transmitter (s)  for  the  automatic  retrans- 
mission of  received  signals.  Also,  if  a 
frequency  below  950  Mc.  Is  requested, 
the  statement  shall  indicate  the  reasons 
why  wire  line  facilities  are  not  feasible. 

§  16.59  Partial  grant.  Where  the 
Commission,  without  a  hearing,  grants 
an  application  in  part,  or  with  any  privi- 
leges, terms  or  conditions  other  than 
those  requested,  the  action  of  the  Com- 
mission shall  be  con.sidered  as  a  grant  of 
such  application  unless  the  applicant 
shall,  within  20  days  from  the  date  on 
which  public  announcement  of  such 
grant  is  made,  or  from  its  effective  date 
if  a  later  date  Is  specified,  file  with  the 
Commission  a  written  request  rejecting 
the  grant  as  made.  Upon  receipt  of  such 
request,  the  Commission  will  vacate  Its 
original  action  and  set  the  application  for 
hearing. 

§  16.60  Defective  applications,  (a) 
An  application  which  is  not  prepared  In 
accordance  with  the  Commission's  rules 
or  other  requirements  will  be  considered 
defective  and  will  be  returned  to  the  ap- 
plicant. 

(b)  If  an  applicant  Is  requested  by  the 
Commission  to  file  any  documents  or  in- 
formation not  included  in  the  prescribed 
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application  form,  a  failure  to  comply 
with  such  request  will  constitute  a  defect 
in  the  application. 

(c)  Applications  which  are  not  In  ac- 
cordance with  the  Commission's  rule.-?, 
regulations  or  other  requirements  will 
be  considered  defective  unless  accom- 
panied by  a  petition  to  amend  any  rule 
or  regulation  with  which  the  application 
is  in  conflict. 

§  16.61  Amendment  or  dismissal  of 
applications.  Any  application  may  be 
amended  or  dismissed  without  prejudice 
upon  request  of  the  applicant  prior  to 
the  time  the  application  is  granted  or 
designated  for  hearing.  Each  amend- 
ment to.  or  request  for  dismissal  of  an 
application  shall  be  signed,  authenti- 
cated, and  submitted  in  the  same  manner 
and  with  the  same  number  of  copies  as 
required  for  the  original  application.  All 
subsequent  correspondence  or  other  ma- 
terial which  the  applicant  desires  to  have 
incorporated  as  a  part  of  an  application 
already  filed  shall  be  submitted  in  the 
form  of  an  amendment  to  the  applica- 
tion. 

§  16.62  Construction  period.  Each 
radio  station  construction  permit  Issued 
by  the  Commission  will  specify  the  date 
of  grant  as  the  earliest  date  of  com- 
mencement of  construction  and  installa- 
tion, and  a  maximum  of  eight  months 
thereafter  as  the  time  within  which  con- 
struction shall  be  completed  and  the  sta- 
tion ready  for  operation,  unless  other- 
wise determined  by  the  Commission  in 
any  particular  case. 

§  16.63  License  term.  (a)  For  all 
stations  in  the.Land  Transportation  Ra- 
dio Services,  except  those  engaged  in  de- 
velopmental operation  the  license  period 
shall  be  as  follows: 

(1)  Each  station  license  will  be  issued 
for  a  term  of  from  one  to  five  years  from 
the  effective  date  of  grant,  the  term  vary- 
ing as  may  be  necessary  to  permit  the 
orderly  scheduling  of  renewal  applica- 
tions. 

(2 1  Each  station  license  normally  will 
be  renewed,  upon  proF)er  application,  for 
a  term  of  four  years  from  the  effective 
date  of  renewal. 

(b)  Instruments  of '  authorization  for 
stations  engaged  in  developmental  op- 
eration will  be  made  upon  a  temporary 
basis  for  a  specific  period  of  time,  but  In 
no  event  to  extend  beyond  one  year  from 
date  of  grant. 

§  16.64  Change  in  equipment,  (a)  A 
change  may  be  made  In  a  licensed  trans- 
mitter without  specific  authorization 
from  the  Commission  provided:  (1)  the 
change  does  not  result  in  oF>eration  In- 
consistent with  any  term  of  the  outstand- 
ing authorization  for  the  station  in- 
volved; and  (2)  a  description  of  the 
change  Is  Incorporated  in  the  next  ap- 
plication for  renewal  or  modification  of 
license. 

(b)  Prior  authorization  from  the 
Commission  Is  required  before  the  fol- 
lowing antenna  changes  may  be  made 
at  a  base  station  or  fixed  station: 

(1)  Any  change  which  will  either  in- 
crease or  decrease  the  antenna  height; 

(2>  Any  change  which  will  Increase  or 
decrease  the  power  gain  of  the  antenna; 
and 
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(2)  Any  change  in  the  location  of  an 
antenna  when  such  relocation  involves  a 
change  in  the  geographic  cordination  of 
latitude  or  longitude  by  as  much  as  one 
second,  or  when  such  relocation  involves 
a  change  in  street  address. 

§  16  65  Discontinuance  of  station  op- 
eration. In  case  of  permanent  discon- 
tinuance of  operation  of  a  station  in  this 
service,  the  licensee  shall  forward  the 
station  license  to  the  Washington.  D.  C. 
office  of  the  Commission  for  cancellation. 
A  copy  of  the  request  for  cancellation  of 
the  licen.'^e  shall  be  forwarded  to  the 
Commission's  Engineer-ln-Charge  of  the 
district  in  which  the  station  is  located. 
For  purpo.ses  of  this  rule,  a  station  which 
Is  not  operated  for  a  period  of  one  year  is 
considered  to  have  been  permanently  dis- 
continued. 

SUBPART  C TECHNICAL  STANDARDS 

5  16  101  Frequencies.  The  frequen- 
cies available  for  use  in  the.se  services 
are  listed  in  the  applicable  subpart  of 
this  part.  The  .separation  shown  be- 
tween a.ssignable  frequencies  in  the  vari- 
ous bands  does  not  necessarily  indicate 
the  actual  amount  of  separation  required 
for  satisfactory  operation  of  two  or  more 
systems  within  the  same  geographical 
area.  Accordingly,  grants  of  adjacent 
channel  assignments  in  all  bands  will  be 
In  the  discretion  of  the  Commission, 

§  16.102  Frequency  stability.  ^a>  The 
carrier  frequency  of  each  authorized 
•:transmitter  in  these  services  shall  be 
maintained  within  the  following  per- 
centage of  the  assigned  frequency,  except 
as  provided  in  paragraph  (b)  of  this  sec- 
tion: 

frequency 

Tolerance 
Frequency  range:  {percent) 

Below  50  Mc--- 0  01 

Prom  50-220  MC-_. - 005 

About  220  Mc --      (') 

» To  be  specified  in  the  authorization. 

<b>   For    transmitters    authorized    to 

operate  with  a  maximum  plate  power 

Input  to  the  final  radio  frequency  stage 

of  3  watts  or  less,  the  frequency  may  be 

maintained  as  shown  in  the  table  below 

In  lieu  of  the  re<tuirements  in  paragraph 

(a)  of  this  section; 

Frequency 

tolerance 

Frequency  range:  {percent) 

Below  60  Mc 0. 02 

From  50  220  Mc 01 

5  16  103  Types  of  emission,  (a)  Ex- 
cept as  provided  in  paragraph  (b'*  of  this 
section,  stations  in  these  services  will  be 
authorized  to  use  only  A3  or  FS  emission 
for  radiotelephony.  The  authorization 
to  use  A3  or  F3  emission  will  be  construed 
to  include  the  use  of  tone  signals  or  sig- 
naling devices  whose  sole  function  Is  to 
establish  and  maintain  communication 
between  stations. 

(b>  Other  types  of  emission  not  de- 
scribed in  paragraph  (a)  of  this  section 
may  be  authorized  upon  a  satisfactory 
showing  of  need  therefor.  An  applica- 
tion requesting  such  authorization  shall 
fully  describe  the  emission  desired,  shall 
indicate  the  bandwidth  required  for  sat- 
isfactory communication,  and  shall  state 
the  purpose  for  which  such  emission  is 
required.    For    Information     regarding 
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the  classification  of  emissions  and  the 
calculation  of  the  bandwidth,  reference 
should  be  made  to  Part  2  of  the  Com- 
mission's rules. 

5  16.104  Emission  limitations.  (a) 
Each  authorization  Issued  to  a  station 
operating  in  these  services  will  show,  as 
the  prefix  to  the  emission  classification. 
a  figure  specifying  the  maximum  au- 
thorized bandwidth  in  kc  to  be  occupied 
by  the  emission.  The  specified  band 
shall  contain  those  frequencies  upon 
which  a  total  of  99  percent  of  the  ra- 
diated power  appears  extended  to  in- 
clude any  discrete  frequency  upon  which 
the  power  is  at  least  0.25  percent  of  the 
total  radiated  power.  Any  radiation  In 
exce-ss  of  the  limits  specified  in  para- 
graph (c)  of  this  section  is  considered 
to  be  an  unauthorized  emission. 

(b)  The  emission  prefix  figures  re- 
ferred to  in  paragraph  (a)  of -this  sec- 
tion for  the  types  of  emi.s.sion  covered  by 
paragraph  (a)  of  S  16  103  are  listed  in 
the  tabic  below : 

Authorized 
bandwidth 
T>pe  of  emission:  {kc.t 

A3 - 8 

P-3.. - *0 

(c»  For  purpose  of  demonstrating 
compliance  with  paragraph  (a)  of  this 
section,  the  following  limits  apply: 

(1)  Any  emission  appearing  on  any 
frequency  removed  from  the  carrier 
frequency  by  at  least  50  percent,  but  not 
more  than  100  percent,  of  the  maximum 
authorized  bandwidth  shall  be  attenu- 
ated not  less  than  25  db  below  the  un- 
modulated carrier. 

(2 »  Any  spurious  or  harmonic 
emission  appearing  on  any  frequency 
removed  from  the  carrier  frequency  by 
at  least  100  percent  of  the  maximum 
authorized  bandwidth  shall  be  attenuat- 
ed below  the  unmodulated  carrier  by  not 
less  than  the  amount  indicated  in  the 
following  table: 

Maximum  autliomed 
plate  potter  input 
to  the  final  radio  Attenuation 

frequency  atage  {db) 

3  watts  or  less —     40 

Over  3  watts  and  Including  150  watts 60 

Over  150  watts  and  including  600  watts..     70 
Over  600  watts.- 80 

(d>  When  an  unauthorized  emission 
results  in  harmful  interference,  the 
Commission  may.  in  its  discretion,  re- 
quire appropriate  technical  changes  in 
equipment  to  alleviate  the  interference. 

S  16.105  Modulation  requirements. 
(a)  The  maximum  frequency  required 
for  satisfactory  radiotelephone  intelligi- 
bility in  these  services  is  considered  to  be 
3000  cycles  per  .second,  and  the  trans- 
mission of  higher  frequencies  is  un- 
authorized. 

(b)  When  amplitude  modulation  Is 
used  for  telephony,  the  modulation  per- 
centage shall  be  sufficient  to  provide  ef- 
ficient communication  and  shall  be 
normally  maintained  above  70  percent 
on  peaks,  but  shall  not  exceed  100  percent 
on  negative  peaks. 

(c>  When  phase  or  frequency  modula- 
tion is  used  for  telephony,  the  deviation 
arising  from  modulation  shall  not  exceed 
plu«  or  minus  15  kc  from  the  un- 
moduaicd  carrier. 


(d)  Each  transmitter  authorized  or 
Installed  after  July  1.  1950  shall  be  pro- 
vided with  a  device  which  will  auto- 
matically prevent  modulation  in  excess 
of  that  specified  in  paragraphs  (b)  and 
(c)  of  this  section  which  may  be  caused 
by  greater  than  normal  audio  level :  Pro- 
lided.  however.  That  this  requirement 
shall  not  be  applicable  to  transmitters 
authorized  to  operate  with  a  maximum 
plate  power  imput  to  the  final  radio 
frequency  stage  of  3  watts  or  less. 

§  16.106  Power  and  antenna  heipfit. 
(a>  The  power  which  may  be  u.sed  by  a 
station  in  the.«:e  services  shall  be  no  more 
than  the  minimum  required  for  the  satis- 
factory technical  operation  commcn.su- 
rate  with  the  size  of  the  area  to  be  served 
and  local  conditions  which  affect  radio 
transmission  and  reception.  In  cases  of 
harmful  interference,  the  Commission 
may  order  a  change  in  power  or  antenna 
height,  or  both. 

(b>  Except  where  the  power  that  may 
be  used  on  a  designated  frequency  is 
specifically  limited  to  a  lower  value,  plate 
power  Input  to  the  final  radio  frequency 
stage  will  not  be  authorized  in  excess  of 
the  following  tabulation: 

Maximum  plate 
power  input  to 
tfie  final  radio 
Frequency:  ttage  (watt^) 

30-100    Mc.-- 5'>0 

lOO  220  Mc .    120 

Above  220  Mc (') 

>  To  be  specified  in  authorization. 

S  16  107  Transmitter  control  require- 
ments. (&)  Each  transmitter  shall  be 
so  installed  and  protected  that  it  is  not 
accessible  to  or  capable  of  operation  by 
persons  other  than  those  duly  authorized 
by  the  licensee. 

(b>  A  control  point  is  an  operating  po- 
sition which  meets  all  of  the  following 
conditions: 

(1)  The  position  must  be  under  the 
control  and  supervision  of  the  licensee; 

(2)  It  Is  a  position  at  which  the  moni- 
toring facilities  required  by  this  section 
arc  in.stalled;  and 

(3 1  It  is  a  position  at  which  an  opera- 
tor responsible  for  the  operation  of  the 
transmitter  Is  stationed. 

(c)  Each  station  shall  be  provided 
with  a  control  point,  the  location  of 
which  will  be  specified  in  the  license.  It 
will  be  assumed  that  the  location  of  the 
control  point  is  the  same  as  that  of  the 
transmitting  equipment  unless  the  ap- 
plication includes  a  reque.'-t  for  a  dilTerent 
location.  Authority  must  be  obtainrd 
from  the  Commission  for  the  installa- 
tion of  additional  control  points. 

(d>  A  dispatch  point  is  a  position  from 
which  -messages  may  be  transmitted 
under  the  supervision  of  a  control  point 
operator.  Dispatch  joints  may  be  in- 
stalled without  authorization  from  the 
Commission. 

( e )  At  each  control  point  the  following 
facilities  shall  be  in.stalled: 

(1)  A  carrier  operated  device  which 
will  provide  continuous  visual  indication 
when  the  transmitter  is  radiating;  or.  in 
lieu  thereof,  a  pilot  lamp  or  meter  which 
will  provide  continuous  visual  indica- 
tion when  the  transmitter  control  cir- 
cuits have  been  placed  in  a  condition  to 
produce  radiation:   Provided,  howeur, 
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That  the  provisions  of  this  subparagraph 
shall  not  apply  to  hand-carried  or  pack- 
carried  tran.smitters; 

(2»  Equipment  to  permit  the  operator 
to  aurally  monitor  all  transmissions  orig- 
inating at  dispatch  points  under  his  su- 
pervision; 

(3>  Facilities  which  will  permit  the 
operator  either  to  disconnect  the  dispatch 
point  circuits  from  the  tran.smittor  or  to 
render  the  transmitter  inoperative  from 
any  di.spatch  point  under  his  supcrvi.^lon; 
and 

(4>  Facilities  which  will  permit  the 
operator  to  turn  the  transmitter  carrier 
on  and  off  at  will. 

§  16.108  Transmitter  measurements. 
(a)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  carrier  frequency  of  each  trans- 
mitter, authorized  to  operate  with  a  plate 
input  power  to  the  final  radio  frequency 
.stage  in  excess  of  three  watts.  Is  main- 
tained within  the  tolerance  prescribed  in 
this  part.  This  determination  shall  be 
made,  and  the  results  thereof  entered  in 
the  station  records.  In  accordance  with 
the  following: 

(It  When  the  transmitter  is  initially 
Installed; 

(2)  When  any  change  is  made  in  the 
transmitter  which  may  affect  the  car- 
rier frequency  or  the  .stability  thereof; 

(3)  At  intervals  not  to  exceed  six 
months,  for  transmitters  employing 
cry.stal-controlled  oscillators; ' 

(4)  At  intervals  not  to  exceed  one 
month,  for  transmitters  not  employing 
crystal-controlled  oscillators. 

(b)  The  licensee  of  each  station  shall 
employ  a  .suitable  procedure  to  determine 
that  the  plate  power  input  to  the  final 
radio  frequency  stage  of  each  base  sta- 
tion or  fixed  station  transmitter,  author- 
ized to  operate  with  a  plate  power  input 
to  the  final  radio  frequency  stage  in 
excess  of  three  watts,  does  not  exceed 
the  maximum  figure  specified  on  the 
current  instrument  of  authorization. 
Where  the  transmitter  Is  so  constructed 
that  a  direct  measurement  of  plate  cur- 
rent in  the  final  radio  frequency  stage 
is  not  practicable,  ihe  plate  power  input 
may  be  determined  from  a  measurement 
of  the  cathode  current  in  the  final  radio 
frequency  stage.  When  the  plate  input 
to  the  final  radio  frequency  stage  is 
determined  from  a  measurement  of  the 
cathode  current,  the  required  record 
entry  shall  indicate  clearly  the  quanti- 
ties that  were  measured,  the  measured 
values  thereof,  and  the  method  of  de- 
termining the  plate  power  input  from 
the  measured  values.  This  determina- 
tion shall  be  made,  and  the  results 
thereof  ent^ed  In  the  station  records, 
in  accordance  with  the  following: 

( 1 1  When  the  transmitter  is  initially 
installed; 

(2)  When  any  change  is  made  in  the 
transmitter  which  may  increase  the 
tran.smitter  power  Input; 

<3)  At  intervals  not  to  exceed  six 
months. 

(c)  The  licensee  of  each  station  shall 
employ  a  suitable  procedure  to  determine 
that  the  modulation  of  each  transmitter, 
authorized  to  operate  with  a  plate  power 
input  to  the  final  radio  frequency  stage 
in  excess  of  three  watts,  does  not  exceed 
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the  limits  specified  in  this  part.  This 
determination  shall  be  made  and  the 
results  thereof  entered  in  the  station 
records.  In  accordance  with  the 
following: 

(1)  When  the  transmitter  is  Initially 
Installed ; 

(2)  When  any  change  is  made  in  the 
transmitter  which  may  affect  the  modu- 
lation characteristics; 

(3)  At  intervals  not  to  exceed  six 
months. 

(d)  The  determinations  required  by 
paragraphs  la),  (b)  and  (c>  of  this  sec- 
tion may.  at  the  option  of  the  licensee. 
be  made  by  any  qualified  engineering 
mea.surcment  service,  in  which  case,  the 
required  record  entries  shall  show  the 
name  and  address  of  the  engineering 
measurement  service  as  well  as  the  name 
of  the  person  making  the  measurements. 

(e>  In  the  case  of  mobile  transmitters, 
the  determinations  required  by  para- 
graphs (a)  and  (c)  of  this  section  may 
be  made  at  a  test  or  service  bench:  Pro- 
vided, The  measurements  are  made 
under  load  conditions  equivalent  to  ac- 
tual operating  conditions:  Aiid  provided 
further.  That  after  the  installation  the 
transmitter  is  given  a  routine  check  to 
determine  that  it  is  capable  of  being  re- 
ceived satisfactorily  by  an  appropilate 
receiver. 

§16.109  Radio  station  tests,  (a)  After 
a  station  of  any  type  has  been  licensed, 
tests  may  be  conducted  as  required  for 
proper  station  and  system  maintenance, 
but  such  tests  shall  be  kept  to  a  minimum 
and  precautions  shall  be  taken  to  avoid 
interference  to  other  stations. 

(b»  When  a  construction  permit  and 
license  or  a  construction  permit  and 
modification  of  license  are  issued  simul- 
taneoasly  for  a  mobile  station,  units  of 
such  station  may  be  placed  in  operation 
without  notification  to  the  Engineer  in 
Charge  of  the  local  Radio  District. 

(c)  When  construction  and  installa- 
tion of  a  base  station  or  fixed  station  has 
been  completed  in  accordance  with  the 
terms  of  a  construction  permit  and  the 
applicable  rules  of  the  Commission,  the 
permittee  shall  proceed  further  as  fol- 
lows : 

(1>  Notify  the  Engineer  in  Charge  of 
the  local  Radio  District  of  the  date  on 
which  the  transmitter  will  first  be  tested 
in  such  manner  as  to  produce  radiation, 
giving  the  name  of  the  permittee,  station 
location,  call  sign,  and  frequencies  on 
which  tests  are  to  be  conducted.  Such 
notification  shall  be  made  in  writing  at 
least  two  days  in  advance  of  the  test 
date. 

(2)  After  testing,  but  on  or  before  the 
date  When  the  station  is  first  used  for 
operational  purposes,  mall  to  the  Com- 
mission in  Washington  an  application  on 
FCC  Form  403  for  license  or  modification 
of  license,  as  appropriate  in  the  particu- 
lar ca.se.  The  station  may  thereafter  be 
used  as  though  licensed,  pending  Com- 
mission action  on  the  license  application. 

(d)  In  cases  where  the  station  is  not 
ready  for  test  or  operational  use  on  or 
before  the  expiration  date  of  the  con- 
struction permit,  application  for  exten- 
sion of  time  to  construct  shall  be  filed  in 
the  manner  prescribed  by  §  16.56. 
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StTBP.ART  D — STATION  OPERATINO 
REQUIREMENTS 

§  16.151  Permissible  communications. 
(a)  Except  as  provided  in  §  16.502.  sta- 
tions licensed  under  this  part  may  trans- 
mit the  following  types  of  communica- 
tions :  ' 

(1»  Any  communication  related  di- 
rectly to  the  safety  of  life  or  the  protec- 
tion of  important  property; 

(2)  Communications  required  for  the 
efficient  operation  of  the  transportation 
system,  as  described  in  the  application 
for  authorization  and  defined  in  the  rule 
of  eligibility  for  the  particular  service: 
subject  to  the  condition  that  harmful 
interference  is  not  caused  to  safety  com- 
munications of  stations  licensed  under 
this  part,  and  further  .subject  to  the  con- 
dition that  the  tran.smission  of  each  mes- 
sage shall  be  accomplished  as  quickly  as 
possible  and  without  superfluous  lan- 
guage. 

<b)  A  station  licen.sed  under  this  part 
may  communicate  with  other  stations 
without  restriction  as  to  type,  service, 
or  licen.se  when  the  communications  to 
be  transmitted  are  related  directly  to  the 
safety  of  life  or  protection  of  important 
property. 

(c)  For  transmis.slon  of  all  communi- 
cations other  than  those  described  in 
paragraph  (a)  (1)  of  this  section,  a  sta- 
tion licensed  under  this  part  shall  com- 
municate only  as  follows: 

<1)  Each  unit  of  a  mobile  station  is 
authorized  primarily  to  communicate 
with  other  units  of  the  mobile  station, 
and  with  associated  base  stations.  Sec- 
ondarily, each  unit  of  a  mobile  station 
is  authorized  to  communicate  with  as- 
sociated fixed  stations. 

<2)  Each  ba.se  station  is  authorized 
primarily  to  communicate  with  the  units 
of  an  associated  mobile  station.  Sec- 
ondarily, each  base  station  may  com- 
municate with  an  associated  base  station, 
fixed  stations,  or  fixed  receiver  when: 

(i)  The  messages  to  be  transmitted 
are  of  Immediate  importance  to  mobile 
units;  or 

(ill  Wireline  communication  facilities 
between  such  points  are  inoperative, 
economically  impracticable,  or  unavail- 
able from  communications  common  car- 
rier sources; 

(3)  Each  fixed  station  is  authorized 
primarily  to  communicate  with  associ- 
ated fixed  stations  and  fixed  receivers. 
Secondarily,  each  fixed  station  is  au- 
thorized to  communicate^jvlth  units  of 
an  associated  mobile  station,  and,  subject 
to  the  limitations  of  subparagraph  (2) 
of  this  paragraph,  with  associated  base 
stations. 

(4)  Subject  to  the  other  conditions  of 
this  paragraph,  stations  licen.sed  under 
this  part  may  communicate  with  stations 
of  other  licensees  and  with  U.  S.  Gov- 
ernment stations  in  those  cases  which 
require  cooperation  or  coordination  of 
activities;  Provided,  however.  That 
where  communication  is  desired  with 
stations  authorized  to  operate  under  the 
authority  of  a  foreign  jurisdiction,  prior 
approval  of  this  Commission  must  be 
obtained. 

(d)  All  communications,  regardless  of 
their  nature,  shall  be  restricted  to  the 
minimum  practicable  transmission  time. 
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and  a  standard  uniform  operating  pro- 
cedure shall  be  emplwed  by  each  licen- 
see. Continuous  radiation  of  an  un- 
modulated carrier  is  prohibited,  except 
when  necessary  for  test  purposes,  or 
when  specifically,  authorized  in  writing 
by  the  Commissitfn. 

(e)  The  licensee  of  any  station  in 
these  services  may,  during  a  period  of 
emergency  in  which  the  normal  com- 
munication facilities  are  disrupted  as  a 
result  of  hurricane,  flood,  earthquake„or 
similar  disaster,  utilize  such  station  for 
emergency  communication  without  re- 
gard to  the  limitations  of  this  section: 
Provided.  That : 

(1 )  As  soon  as  possible  after  the  be- 
ginning of  such  emergency  use,  notice 
be  sent  to  the  Commission  in  Washing- 
ton, D.  C,  and  to  the  Engineer  in  Charge 
of  the  Radio  District  in  which  the  station 
is  located,  stating  the  nature  of  the  em- 
ergency and  the  use  to  which  the  station 
Is  being  put; 

(2)  The  emergency  use  of  the  station 
shall  be  discontinued  as  soon  as  substan- 
tially normal  communication  facilities 
are  again  available,  and  the  Commission 
In  Washington,  D.  C,  and  the  Engineer 
In  Charge  be  notified  immediately  when 
such  special  use  of  the  station  is  termi- 
nated; and 

( 3 )  The  Commission  may  at  any  time 
order  the  discontinuance  of  such  special 
use  of  the  authorized  facilities. 

5  16.152  Station  identification.  Abase 
station  or  mobile  in  the  Land  Tran.spor- 
tation  Service  must  be  identified  at  the 
end  of  each  transmission,  except,  that 
In  event  of  a  continued  exchange  of  com- 
munications. Identifications  shall  be 
made  at  the  end  of  a  series  of  such  trans- 
missions or  at  the  end  of  each  15  minuLe 
period  if  the  exchange  continues  with- 
out substantial  interruption. 

Identification  shall  be  by  a.ssiRned  call 
letters  unless  a  different  method  is 
specifically  authorized  by  the  Commis- 
sion. Licensees  may  submit  to  the  Com- 
mi.ssion's  Engineer  in  Charge  of  the  local 
area  a  proposal  for  special  mobile  unit 
designations  and,  upon  receipt  from  the 
Commission  of  a  notification  of  authori- 
zation, may  identify  individual  mobile 
units  by  this  method  in  lieu  of  the  use 
of  assigned  call  letters.  However,  this 
authority  will  not  be  granted  in  those 
cases  where  there  is  a  possibility  of  harm- 
ful interference,  such  as  might  be  caused 
by  stations  operating  on  frequencies 
below  50  Mc.  or  stations  operating  in 
areas  within  50  miles  of  an  International 
boundary,  or  in  those  instances  where 
It  appears  to  the  Enpiheer  in  Charge 
that  the  proposed  method  of  identifica- 
tion will  not  serve  to  clearly  distinguish 
the  mobile  units  of  the  applicant  from 
the  mobile  units  of  other  licensees  in 
the  area. 

Stations  in  the  Railroad  Radio  Serv- 
ice may  be  identified,  in  lieu  of  the  use 
of  a.sslgned  call  letters,  by  the  name  of 
the  railroad  and  the  train  number, 
caboo.'^e  number,  engine  number  or  name 
of  fixed  wayside  station;  or.  if  that  is 
not  practicable,  by  such  other  number 
or  name  as  may  be  specified  by  the  rail- 
road concerned  for  the  u.se  of  employees 
of  the  railroad  to  identify  the  fixed  point 
or  mobile  unit.    Where  identification  i:i 
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made  other  than  by  train  number,, 
caboose  number  or  engine  number,  a  list 
of  such  identification  shall  be  maintained 
by  the  railroad.  An  abbreviated  name  or 
Initial  letters  of  the  railroad  may  be 
used  where  such  name  or  initial  letters 
are  In  general  usage.  In  those  cares 
where  it  is  .shown  that  no  diflRcuKy  would 
be  encountered  in  identifying  the  trans- 
missions of  a  particular  station,  as  for 
example  where  stations  of  one  licensee 
are  located  In  a  yard  isolated  from  other 
radio  installations,  approval  may  be  given 
to  a  request  of  the  licensee  for  permission 
to  omit  station  identification. 

5  16.153  Suspension  of  iransmissiovs 
required.  The  radiations  of  the  trans- 
mitter shall  be  suspended  immediately 
upon  detection  or  notification  of  a  devia- 
tion from  the  technical  requirements  cf 
•the  station  authorization  until  such 
deviation  is  corrected,  except  for  trans- 
missions concerning  the  immediate 
safety  of  life  or  property,  in  which  case 
the  transmissions  shall  be  suspended  as 
soon  as  the  emergency  is  terminated. 

5  16  154  Operator  requirements.  <&) 
All  transmitter  adjustments  or  tests  dur- 
ing or  coincident  with  the  installation, 
servicing,  or  maintenance  of  a  radio  sta- 
tion, which  may  affect  the  proper  op- 
eration of  such  station,  shall  be  made  by 
or  under  the  immediate  supervision  and 
responsibility  of  a  per.son  holding  a  first 
or  second  class  commercial  radio  opera- 
tor license,  either  radiotelephone  or 
radiotelegraph,  who  .shall  be  responsible 
for  the  proper  functioning  of  the  station 
equipment:  Provided,  however,  That 
only  persons  holding  a  first  or  second 
class  commercial  radiotelegraph  opera- 
tor license  shall  perform  such  functions 
at  radiotelegraph  stations  transmitting 
by  any  type  of  the  Morse  Code. 

<b>  Except  under  the  circumstances 
specified  in  paragraph  <a)  of  this  .«;ection, 
only  a  person  holding  a  commercial  ra- 
diotelegraph operator  license  or  permit 
of  any  class  i.ssucd  by  the  Commission 
shall  operate  a  station  during  the  course 
of  normal  rendition  of  service  when 
transmitting  radiotelegraphy  by  any  type 
of  the  Morse  Code. 

(c>  Except  under  the  circumstances 
specified  in  paragraplis  <ai  and  <b)  of 
this  section,  except  as  limited  by  para- 
graphs <g)  through  (j>.  an  unlicensed 
person  may  operate  a  mobile  station  dur- 
ing the  course  of  normal  rendition  of 
service  when  transmitting  on  frequencies 
above  25  Mc.  after  being  authorized  to 
do  so  by  the  station  licensee. 

•  d>  Except  under  the  circumstances 
specified  in  paragraphs  (a)  and  (b)  of 
this  section,  except  as  limited  by  para- 
graphs (g)  through  (J),  only  a  person 
holding  a  commercial  radio  operator  li- 
cense or  permit  of  any  cla.ss  issued  by  the 
Commission  shall  operate  a  mobile  sta- 
tion during  the  course  of  normal  rendi- 
tion of  .service  »»hen  transmitting  on 
frequencies  below  25  Mc. :  Provided,  hotc- 
evcr.  That  an  unlicensed  person,  after 
being  authorized  to  do  so  by  the  station 
llcen.see,  may  operate  such  a  mobile  sta- 
tion during  the  course  of  normal  rendi- 
tion of  service  when  transmitting  on  fr^^- 
quencles  below  25  Mc.  while  «  is 
associated  with  and  under  the  opera- 
tional control  of  a  base  station. 


(e)  Except  under  the  circumstances 
specified  in  §  18  354  and  in  paragraph 
(a)  and  (b)  of  this  section  and  except  as 
limited  by  paragraphs  (g)  through  (j». 
base  stations  and  fixed  stations  shall  be 
operated  in  accordance  with  the  follow- 
ing when  transmitting  during  the  course 
of  normal  rendition  of  service: 

1 1 )  Prom  a  control  point,  only  a  per- 
son holding  a  commercial  radio  operator 
license  or  permit  of  any  class  issued  by 
the  Commission  shall  operate  a  ba.se  sta- 
tion or  fixed  station. 

1 2)  From  a  di.^patch  ix)int,  an  un- 
licensed person  may  operate  a  base  sta- 
tion or  fixed  .station  after  being  author- 
ized to  do  .«o  by  the  station  licensee: 
Provided,  hotccver.  That  such  operation 
shall  be  under  the  direct  supervision  and 
responsibility  of  a  person  who  <i  •  holds  a 

commercial  radio  operator  license  or 
permit  of  any  class  issued* by  the  Com- 
mission, and  who  »ii  >  is  on  duty  at  a  con- 
trol point  meeting  the  requirements  of 
Subpart  C  of  this  part. 

(f>  Except  under  the  circumstances 
specified  in  paragraph  <a)  of  this  sec- 
tion, except  as  limited  by  paragraphs 
<gt  through  'j).  no  person,  whether  or 
not  a  licensed  operator,  is  required  to  be 
In  attendance  at  a  station  when  trans- 
mitting during  the  course  of  normal  ren- 
dition of  service  and  when  either  <lt 
transmitting  for  telemetering  purposes 
or  <2)  retransmitting  by  self-actuating 
means  a  radio  .signal  received  from  an- 
other radio  station  or  stations. 

<g>  The  provisions  of  this  section  au- 
thorizing certain  unlicensed  persons  to 
operate  certain  stations  when  transmit- 
ting during  the  course  of  normal  rendi- 
tion of  service,  shall  be  applicable  only 
to  stations  in  the  domestic  .service  ex- 
cept that  the  provisions  of  paragraph  (e> 
<2>  of  this  section  shall  be  applicable  to 
stations  in  either  the  domestic  or  inter- 
national service.  For  the  purposes  of 
this  section,  a  station  in  the  domestic 
service  Is  one  which  is  located  within 
the  United  States,  Its  territories  or  po^- 
.sessions  and  which,  when  communicat- 
ing with  other  stations,  is  in  communica- 
tion exclusively  with  one  or  more  other 
United  States  stations  which  are  also 
located  in  the  United  States,  its  ter- 
ritories or  possessions;  a  station  in  the 
Irfternational  service  Is  one  which  is  not 
In  the  domestic  service  as  just  defined. 

(h»  The  pro\i.sions  of  this  section  au- 
thorizing certain  unlicensed  persons  to 
operate  mobile  stations  shall  not  be  con- 
strued to  change  or  diminish  in  any  re- 
spect the  re'^ponsibility  of  station  licen- 
sees to  have  and  to  maintain  control  over 
the  stations  licensed  to  them  dncludinc 
all  transmitter  units  thereof*,  or  for  the 
proper  functioning  and  operation  of 
those  stations  <including  all  transmitter 
units  thereof)  in  accordance  -with  the 
terms  of  the  licenses  of  tho.se  stations. 

(i>  Notwith.standing  any  other  provi- 
sions of  this  section,  unle.ss  the  trans- 
mitter is  so  designed  that  none  of  the 
operations  nece.ssary  to  be  performed 
during  the  course  of  normal  rendition  of 
service  may  cause  off-frequeijcy  opera- 
tion or  result  in  any  unauthorized  radia- 
tion, such  transmitter  shall  be  operated 
by  a  person  holding  a  fir.'it  cr  second  class 
commercial  radio  operator  license  "either 
radiotelephone  or  radiotelegraph  as  may 
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be  appropriate  for  the  type  of  emission 
being  used),  issued  by  the  Commission, 
(j)  Any  reference  In  this  section  to  a 
commercial  radio  operator  license  or 
permit  of  any  cla.ss  issued  by  the  Com- 
mlssloij  shall  not  be  construed  to  include 
Aircraft  Radiotelephone  Operator  Au- 
thorizations. 

5  16.155  Posting  of  operator  license. 
(a)  The  original  license  of  each  base  or 
fixed  station  operator,  other  than  an 
operator  exclusively  performing  service 
and  maintenance  duties,  shall  be  posted 
or  kept  immediately  available  at  the  place 
where  he  is  on  duty  as  an  operator:  Pro- 
vided, however.  That  if  an  operator  who 
Is  on  duty  holds  a  restricted  radiotele- 
phone operator  permit  of  the  card  form 
(as  distinguished  from  such  document  of 
the  diploma  form)  or  holds  a  valid  license 
verification  card  (FCC  Form  758-F)  at- 
testing to  the  existence  of  any  other  valid 
commercial  radio  operator  license,  he 
may  have  such  permit  or  verification 
card,  as  the  case  may  be,  in  his  personal 
pos.session  in  lieu  of  complying  with  the 
above  requirement. 

(b)  Whenever  a  licensed  operator  Is 
required  for  a  mobile  station,  the  orig- 
inal license  of  each  such  operator,  other 
than  an  operator  exclusively  performing 
.service  and  maintenance  duties,  shall  be 
kept  In  his  personal  posse.ssion  when- 
ever he  performs  the  duties  of  an  oper- 
ator at  such  station:  Provided,  That  in 
lieu  of  an  original  license  of  the  diploma 
form  (as  distinguished  from  such  docu- 
ment of  the  card  form)  he  may  have  in 
his  personal  possession  a  valid  verifica- 
tion card  attesting  to  Its  existence. 

(c)  The  original  license  of  every  sta- 
tion operator  who  exclusively  performs 
service  and  maintenance  duties  at  that 
station  shall  be  posted  at  the  transmit- 
ter Involved  whenever  the  transmitter  is 
in  actual  operation  while  service  or 
maintenance  work  is  being  performed  by 
him  or  under  his  Immediate  supervision 
and  responsibility;  Provided,  That  in  lieu 
of  posting  his  license,  he  may  have  on 
his  person  his  license  or  a  valid  verifica- 
tion card. 

9  16.156  Transmitter  identification 
card  and  posting  of  station  license.  *a) 
The  current  authorization  for  each  mo- 
bile station  shall  be  retained  as  a  per- 
manent part  of  the  station  record,  but 
need  not  be  posted.  A  Transmitter 
Identification  Card  (FCC  Form  No.  452- 
C.  Revised)  properly  executed  shall  be 
affixed  to  each  mobile  transmitter  or 
as.sociated  control  equipment.  When 
the  transmitter  is  not  in  view  from  the 
control  position  or  is  not  readily  ac- 
cessible for  inspection,  the  identification 
card  should  be  affixed  to  the  control 
equipment  at  the  transmitter  operating 
position.  TTie  following  information 
shall  be  entered  on  the  card  by  the  p)er- 
mittee  or  licensee : 

(1>   Name  of  permittee  or  licensee; 

•2)  Station  call  signal  assigned  by  the 
Commission; 

"<3>  Exact  location  or  locations  of  the 
transmitter  records; 

(4 )  Frequency  or  frequencies  on  which 
the  transmitter  to  which  attached  is 
adjusted  to  operate;  and 
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(5)  Signature  of  the  permittee  or 
licensee,  or  a  designated  oflBcial  thereof. 

(b)  The  current  authorization  for  each 
base  or  fixed  station  shall  be  posted  at  the 
principal  control  position  of  that  station, 
except  that  In  the  Railroad  Radio  Serv- 
ice a  licensee  may  post  a  full  size  photo- 
copy In  lieu  of  the  original  license.  At 
all  other  control  points  listed  on  the  sta- 
tion authorization,  a  photocopy  of  the 
authorization  shall  be  posted.  In  addi- 
tion, a  Tran.smitter  Identification  Card 
<PCC  Form  No.  452-C,  Revised)  properly 
executed  shall  be  affixed  to  each  trans- 
mitter operated  at  a  fixed  location,  when 
such  tran.smitter  is  not  in  view  from  the 
control  position  or  Is  not  readily 
accessible  for  inspection. 

5  16.157  Inspection  of  stations.  All 
stations  and  records  of  stations  in  these 
services  shall  be  made  available  for  in- 
spection at  any  time  while  the  station  is 
In  op>eration  or  shall  be  made  available 
for  Inspection  up)on  reasonable  request 
of  an  authorized  representative  of  the 
Commission. 

S  16.158  Inspection  of  tower  lights  and 
associated  control  equipment.  The  li- 
censee of  any  station  in  these  services 
which  has  an  antenna  or  antenna  sup- 
porting structure  required  to  be  illu- 
minated by  the  terms  of  the  station  au- 
thorization : 

(a)  Shall  make  a  daily  check  of  the 
tower  lights  either  by  visual  observation 
of  the  tower  lights  or  by  observation  of 
an  automatic  indicator  of  proper  or  im- 
proper operation  to  insure  that  all  such 
lights  are  functioning  properly; 

«b>  Shall  report  immediately  by  tele- 
phone or  telegraph  to  the  nearest  Air- 
ways Communication  Station  or  office  of 
Civil  Aeronautics  Administration  any  ob- 
served failure  of  a  code  or  rotating  bea- 
con light  not  corrected  within  thirty 
minutes,  regardless  of  the  cause  of  such 
failure.  Further  notification  by  tele- 
phone or  telegraph  shall  be  given  imme- 
diately upon  resumption  of  the  required 
illumination;  and 

(o  Shall  inspect  at  intervals  of  at 
least  once  each  three  months  all  code 
or  rotating  beacons  and  automatic  light- 
ing control  devices  to  insure  that  such 
apparatus  is  functioning  properly. 

§  16.159  Answers  to  a  notice  of  viola- 
tion. Any  licensee  receiving  official  no- 
tice of  a  violation  of  the  terms  of  the 
Communications  Act  of  1934.  as 
amended,  any  legislative  act  or  treaty  to 
which  the  United  States  Is  a  party,  or 
the  rules  and  regulations  of  the  Federal 
Communications  Commission,  shall, 
within  3  days  from  such  receipt,  send  a 
written  answer  to  the  office  of  the  Com- 
mission originating  the  official  notice. 
If  an  answer  cannot  be  sent,  or  an 
acknowledgment  made  within  such  3-day 
perfod,  acknowledgement  and  answer 
shall  be  made  at  the  earliest  practicable 
date  with  a  satisfactory  explanation  of 
the  delay.  The  answer  to  each  notice 
shall  be  complete  In  Itself  and  shall  not  be 
abbreviated  by  reference  to  other  com- 
munications or  answers  to  other  no- 
tices. The  reply  shall  set  forth  the  steps 
taken  to  prevent  a  recurrence  of  Im- 
proper operation. 
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§  16.160  Station  records.  Each  li- 
censee in  these  services  shall  maintain 
station  records  in  accordance  with  the 
following: 

(a)  For  all  stations,  the  results  and 
dates  of  the  transmitter  measurements 
required  by  §  16.108,  and  the  name  of  the 
person  or  persons  making  the  measure- 
ments. 

(b)  For  all  stations,  when  service  or 
maintenance  duties  are  performed  which 
may  affect  their  proper  operation,  the 
responsible  operator  shall  .sign  and  date 
an  entry  in  the  station  record  concerned, 
giving: 

( 1 1  Pertinent  details  of  all  duties  per- 
formed by  him  or  under  his  supervision; 

(2)  His  name  and  address;  and 

(3)  The  ©lass,  serial  number,  and  ex- 
piration date  of  his  licen.se;  Provided, 
however.  That  the  information  called  for 
under  subparagraphs  (2)  and  (3»  of  this 
paragraph,  so  long  as  it  remains  un- 
changed, is  not  required  to  be  repeated 
in  the  case  of  a  pjerson  who  is  regularly 
employed  on  a  full-time  basis  at  the  sta- 
tion. 

(c)  For  base  stations  and  fixed  sta- 
tions at  which  licensed  operators  are  re- 
quired, the  name  or  names  of  persons  re- 
sponsible for  the  operation  of  the  trans- 
mitting equipment  each  day,  together 
with  the  period  of  their  duty. 

(d)  For  base  stations  at  which  li- 
censed operators  are  required  when  they 
communicate  with  other  base  stations  or 
with  fixed  stations: 

(1)  Call  signal  of  other  station; 

(2)  Nature  of  such  communications; 
and 

(3)  Date,  time,  and  approximate  du- 
ration of  each  tran.sml.sslon. 

(e)  When  a  base  station  or  fixed  sta- 
tion has  an  antenna  or  antenna  sup- 
porting structure  which  Is  required  to 
be  illuminated,  appropriate  entries  shall 
be  made  as  follows: 

(1)  The  time  the  tower  lights  are 
turned  on  and  off  each  day  if  manually 
controlled. 

(2 )  The  time  the  dally  check  of  proper 
operation  of  the  tower  lights  were  made, 
either  by  visual  observation  of  the  tower 
lights  or  by  observation  of  an  automatic 
indicator. 

(3)  In  the  event  of  any  observed  fail- 
ure of  a  tower  light: 

(1)  Nature  of  such  failure. 

(ii)  Date  and  time  the  failure  was 
observed. 

<lii)  Date,  time  and  nature  of  the  ad- 
justments, repairs,  or  replacements 
made. 

(iv)  Identification  of  Airways  Com- 
munication Station  (Civil  Aeronautics 
Administration)  notified  of  the  failure 
of  any  code  or  rotating  beacon  light  not 
corrected  within  thirty  minutes  and  the 
date,  and  time  such  notice  was  given. 

(V)  Date  and  time  notice  was  given  to 
the  Airways  Communication  Station 
(Civil  Aeronautics  Administration)  that 
the  required  illumination  was  resumed. 

(4)  Upon  completion  of  the  periodic 
inspection  required  by  §  16.159: 

<i)  The  date  of  the  Inspection  and  the 
condition  of  all  tower  lights  and  aj- 
.sociated  tower  lighting  control  devices, 
together  with  the  socket  voltages  meas- 
ured under  load  at  the  sockets  or  com- 
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puted  from   measurements  under  load 
at  other  points. 

(ii)  Any  adjustments,  replacements, 
or  repairs  made  to  insure  compliance 
with  the  lightinK  requirements  and  the 
date  such  adjustments,  replacements  or 
repairs  were  made. 

(f)  The  records  shall  be  kept  in  an 
orderly  manner,  and  in  such  detail  that 
the  data  required  are  readily  available. 
Key  letters  or  abbreviations  may  be  used 
if  proper  meaning  or  explanation  is  set 
forth  in  the  record. 

ig)  Each  entry  in  the  records  of  each 
station  shall  be  signed  by  a  person  quail- 
fled  to  do  so  by  reason  of  having  actual 
knowledge  of  the  facts  to  be  recorded. 

(h)  No  record  or  portion  thereof  shall 
be  erased,  obliterated  or  wilfully  de- 
stroyed within  the  required  retention 
perio^.  Any  necessary  correction  may 
be  made  only  by  the  person  originating 
the  entry,  who  shall  strike  out  the 
erroneous  portion,  initial  the  correction 
made  and  indicate  the  date  of  correction, 
(i)  Records  required  by  this  part  shall 
be  retained  by  the  licensee  for  a  period 
of  at  least  one  year. 

SUBPART  E — DEVILOrMENTAL  OPERATIOM 

5  16.201  Eligibility.  An  authoriza- 
tion for  developmental  operation  in  any 
of  the  services  under  this  part  will  be  is- 
sued only  to  those  persons  who  are  eligi- 
ble to  operate  stations  In  such  service  on 
a  regular  basis. 

§  16.202  Showing  required.  <a)  Ex- 
cept as  provided  in  paragraph  <b>  of  this 
section,  each  application  for  develop- 
mental operation  shall  be  accompanied 
by  a  showing  that: 

(1)  The  applicant  has  an  organized 
plan  of  development  leading  to  a  specific 
objective. 

(2>  A  point  has  been  reached  in  the 
program  where  actual  transmission  by 
radio  is  e.ssentlal  to  the  further  progress 
thereof. 

(3>  The  program  has  reasonable 
promise  of  substantial  contribution  to 
the  expansion  or  extension  of  the  radio 
art.  or  is  along  lines  not  already  investi- 
gated. 

(41  The  program  will  be  conducted  by 
qualified  personnel. 

(5)  The  applicant  Is  legally  and  finan- 
cially qualified,  and  possesses  adequate 
technical  facilities  for  conduct  of  the 
program  as  proposed;  and 

(6)  The  public  interest,  convenience. 
or  necessity  will  be  served  by  the  pro- 
posed operation. 

(b)  The  provisions  of  paragraph  (a) 
of  this  section  do  not  apply  when  an  ap- 
plication Is  made  for  developmental  op- 
eration solely  for  the  reason  that  the  fre- 
quency requested  Is  limited  to  develop- 
mental use. 

§  16.203  Limitations  on  use.  Sta- 
tions used  for  developmental  operation 
shall  be  constructed  and  u.sed  in  such  a 
manner  as  to  conform  with  all  of  the 
technical  and  operating  requirements  of 
Subparts  C  and  D  of  this  part,  unless 
deviation  therefrom  Is  specifically  pro- 
vided in  the  instrument  of  authorization. 

I  16.204  Frequencies  available  for  as- 
signment.   Stations  engaged  in  devel- 
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opmental  operation  may  be  authorized 
to  use  a  frequency,  or  frequencies,  avail- 
able for  the  particular  service  in  which 
they  propose  to  operate.  The  number 
of  channels  assigned  will  depend  upon 
the  specific  requirements  of  the  devel- 
opmental program  and  the  number  of 
frequencies  available  In  the  particular 
area  where  the  station  will  be  operated. 
§  16.205  Interference.  The  operation 
of  any  station  engaged  in  developmental 
work  shall  be  subject  to  the  condition 
that  no  harmful  interference  is  caused  to 
the  operation  of  stations  licensed  on  a 
regular  basis  under  any  part  of  the  Com- 
mission's rules. 

§16.206  Special  provisions.  (ai  The 
developmental  program  as  described  by 
the  applicant  in  the  application  for  au- 
thorization shall  be  substantially  fol- 
lowed unless  the  Commission  shall  other- 
wise direct. 

<b)  Where  some  phases  of  the  devel- 
opmental program  are  not  covered  by 
the  general  rules  of  the  Commission  and 
the  rules  in  this  part,  the  Commission 
may  specify  supplemental  or  additional 
requirements  or  conditions  In  each  case, 
as  deemed  necessary  In  the  public  inter- 
est, convenience,  or  necessity. 

(c)  The  Commission  may.  from  time 
to  time,  require  a  station  engaged  in  de- 
velopmental work  to  conduct  special  tests 
which  are  reasonable  and  desirable  to 
the  authorized  developmental  program. 

§  16  207  Authorization  subject  to 
change  or  cancellation:  Supplementary 
statement  required.  Every  application 
for  authority  to  engage  In  developmental 
operation  shall  be  accompanied  by  a 
statement  signed  by  the  applicant  in 
which  it  is  agreed  that  any  authorization 
issued  pursuant  thereto  will  be  accepted 
with  the  express  understanding  of  the 
applicant  that  it  is  subject  to  change  in 
any  of  its  terms  or  to  cancellation  In  Its 
entirety  at  any  time,  upon  rea.sonable 
notice  but  without  a  hearing,  if.  In  the 
opinion  of  the  Commission,  circum- 
stances should  so  require. 

§  16.208  Report  of  operation.  A  re- 
port on  the  results  of  the  developmental 
program  .shall  be  filed  with  and  made 
a  part  of  each  application  for  renewal 
of  authorization,  or  in  cases  where  no 
renewal  is  requested,  such  report  shall 
be  filed  within  60  days  of  the  expiration 
of  such  authorization.  Matters  which 
the  applicant  does  not  wish  to  disclose 
publicly  may  be  so  labeled;  they  will  be 
used  solely  for  the  Commission's  infor- 
mation, and  will  not  be  publicly  disclosed 
without  permission  of  the  applicant. 
The  report  shall  include  comprehensive 
and  detailed  Information  on  the  follow- 
ing: 

(a>  The  final  objective. 

(b)  Results  of  operation  to  date. 

(c)  Analysis  of  the  results  obtained. 

(d)  Copies  of  any  published  reports. 
(e>  Need  for  continuation  of  the  pro- 
gram. 

(f)  Number  of  hours  of  operation  on 
each  frequency, 

SUBPART    F— INTEFCITY    BUS   RADIO    SERVICI 

8  16  251     Eligibility  for  license.     Au- 
thorizations for  stations  to  be  operated 
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in  the  Intercity  Bus  Radio  S'^rvlce  will 
be  Issued  only  to  persons  regularly  en- 
gaged In  offering  to  the  public  a  sched- 
uled common  carrier  pa.sscnger  land 
transportation  service  over  public  high- 
ways and  primarily  between  established 
city  terminals.  An  organization  may  be 
considered  eligible  for  this  service,  al- 
though not  directly  engaged  in  the  oper- 
ation of  intercity  busses :  Provided.  That 
all  persons  who  are  members  or  share- 
holders of  the  organizations  would  them- 
selves be  eligible  for  an  authorization. 

5  16.252  Coopercfire  UfC  of  facilities. 
Only  one  base  station  will  be  authorized 
to  serve  a  particular  portion  of  a  high- 
way and  such  a  station  will  be  required 
to  provide  service  without  discrimina- 
tion, but  on  a  cooperative  maintenance 
basis,  to  all  bus  common  carriers  eligible 
for  authorizations  in  the  Intercity  Bus 
Radio  Service.  A  license  rendering 
such  service  may  accept  contributions  to 
capital  and  operating  expenses  on  a  cost- 
sharing  basis  from  persons  to  whom  such 
service  Is  furnished. 

8  16.253  Frequencies  available  for  base 
and  mobile  stations,  (a)  The  following 
frequencies  are  available  for  assignment 
to  base  and  mobile  stations  in  the  Inter- 
city Bus  Radio  Service  only : 

Mc  Mc  Mc.  Mc. 

43  70  43.66  44.03  44  18 

43  74  43.90  44  06  44  32 

43  78  43  94  44.10  44  26 

43.82  43.98  44.14  44.30 

(b)  Frequencies  in  the  beinds  ILsted  be- 
low are  available  for  assignment  to  base 
and  mobile  stations  In  the  Intercity  Bus 
Radio  Service  on  a  shared  basis  with 
other  services,  under  the  terms  of  a  de- 
velopmental grant  only;  the  exact  fre- 
quency, or  the  authorized  channel,  will 
be  specified  in  the  authorization. 

MC.  »i^- 

2450-2500  6425-j,6576 

3500-3700  11700-12200 

Note:  Use  of  frequencies  In  the  band  2450- 
2500  Mc.  la  subject  to  no  prot«ctlon  from 
Interference  due  to  the  operation  of  indus- 
trial, scientific,  and  medical  devices  on  the 
frequency  2450  Mc. 

8  16  254  Frequencies  available  for 
fixed  stations,  (a)  Subject  to  the  con- 
dition that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
nel 4  or  5,  the  following  frequencies  are 
available  for  assignment  to  fixed  stations 
in  the  Intercity  Bus  Radio  Service  on  a 
shared  basis  with  other  services : 


Mc. 

72  02 
72  06 
72.10 
72.14 
7218 
72  22 
72  26 
72.30 
7234 
72  38 
72.42 
72  46 
72  50 
72  54 
72  58 
72.62 


Mc. 
72  66 
72  70 
72  74 
72  78 
72  82 
72  86 
72  90 
72  94 

72  98 
73.02 

73  06 
73  10 
73.14 
73  18 
73  22 
73  26 


Mc. 
73.30 
73  34 
73.38 
73  42 
73  46 
73  50 
73.54 
73.58 
73  62 
73.66 
73.70 
73.74 
73  78 
73  82 
73.86 
73  90 


Mc. 
73.94 
73.98 
74.02 
74,06 
74.10 
74  14 
74  18 
74  22 
74  28 
74  30 
74.34 
74  38 
74  42 
74  46 
74:0 
7454 


Mo. 

Mo. 

Mc. 

Jlfc. 

7468 

75.54 

76.70 

7688 

7642 

75,58 

75.74 

75.90 

75.46 

75,62 

75.78 

75,94 

75.60 

75.66 

75.82 

75.98 

(b)  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  fixed 
stations  In  the  Intercity  Bus  Radio  Serv- 
ice on  a  shared  basis  with  other  services, 
under  the  terms  of  a  developmental  grant 
only;  the  exact  frequency  or  the  author- 
ized channel,  will  be  specified  in  the  au- 
thorization. 


Mc. 

952-  960 
1850-1990 
2110-2200 
2450-2500 
2500-2700 


Mc. 

6575-  6875 

12200-12700 

16000-18000 

26000-30000 


Note:  Use  of  frequencies  In  the  bands 
2450-2500.  and  17850-18000  Mc.  Is  subject  to 
no  protection  from  Interference  due  to  the 
operation  of  Industrial,  scientific,  and  medi- 
cal devces  on  the  frequencies  2450-18000  Mc. 

SUBPART  G — HIGHWAY  TRUCK  RADIO  SERVICE 

8  16.301  Eligibility  for  license.  Au- 
thorizations for  stations  in  this  service 
may  be  obtained  only  by  persons  regu- 
larly engaged  In  the  operation  of  trucks, 
on  a  route  basis,  outside  of  metropolitan 
areas.  The  service  Is  not  available  for 
truck  routes  within  a  single  metropolitan 
area.  An  organization  may  be  consid- 
ered eligible  for  this  service,  although 
not  directly  engaged  In  the  operation  of 
trucks:  Provided.  That  all  persons  who 
are  members  or  shareholders  thereof 
would  themselves  be  eligible  for  an  au- 
thorization. 

§  16.302  Frequencies  available  for 
base  and  mobile  stations,  (a^  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  base  and  mobile  stations  In 
the  highway  Truck  Radio  Service  In  ac- 
cordance with  a  geographical  assign- 
ment plan: 


Mr. 

Mc. 

Mc. 

Mc. 

3574 

3582 

35.90 

36.94 

35.78 

3586 

(b)  The  frequency  35.98  Mc.  Is  avail- 
able for  assignment  In  all  states  to  mobile 
stations  only. 

(c)  Frequencies  In  the  bands  listed 
bf'low  are  available  for  assignment  to 
base  and  mobile  stations  In  the  Highway 
Truck  Radio  Service  on  a  shared  basis 
with  other  services  under  the  terms  of  a 
developmental  grant  only;  the  exact  fre- 
quency or  the  authorized  channel,  will  be 
specified  In  the  authorization. 


Afc. 

Mc. 

2450-2500 

6425-  6575 

3500-3700 

11700-12200 

Note:  Use  of  frequencies  In  the  band  2450- 
2600  Mc.  Is  subject  to  no  protection  from 
Interference  due  to  the  operation  of  indus- 
trial, scientific  and  medical  devices  on  the 
frequency  2450  Mc. 

5  16.303    Frequencies     available     for 
/ix.d  stations,     (a)  Subject  to  the  con- 
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ditlon  that  no  harmful  Interference  will 
be  caused  to  reception  of  television  chan- 
ney  4  or  6,  the  following  frequencies  are 
available  for  assignment  to  fixed  stations 
In  the  Highway  Truck  Radio  Service  on  a 
shared  basis  with  other  services: 


2355 


Me. 

Mc. 

Mc. 

Mc. 

72.02 

72.82 

73.62 

74.42 

72.06 

72.86 

73.66 

7446 

72.10 

72.90 

73.70 

74,50 

72.14 

72.94 

73.74 

74.54 

72.18 

72.98 

73.78 

74.68 

72.22 

73.02 

73.82 

75.42 

72.28 

73.06 

73.86 

75.46 

72.30 

73.10 

73.90 

75.50 

72.34  . 

73.14 

73.94 

73.54 

72.38 

73.18 

73.98 

75.58 

72.42 

73.22 

74.02 

75.62 

72.48 

73.26 

74.06 

75.66 

72.50    . 

73.30 

74.10. 

75.70 

72  54 

73.34 

74.14 

75,74 

72.58 

73.38 

74.18 

75.78 

72.62 

73.42 

74.22 

75.82 

72.66 

73.46 

74.26 

75.86 

72.70 

73.50 

74.30 

75.90 

72.74 

73.54 

74.34 

75.94 

72.78 

73.58 

74.38 

75.98 

^b)  Frequencies  in  the  bands  listed 
below  are  available  for  assignment  to 
fixed  stations  In  the  Highway  Truck  Ra- 
dio Service  on  a  shared  basis  with  other 
services,  under  the  terms  of  a  develop- 
mental grant  only;  the  exact  frequency, 
or  the  authorized  channel,  will  be  sF>ecl- 
fled  in  the  authorization. 


Mc. 
952-  960 
1850-1990 
2110-2200 
2450-2500 
2500-2700 


Afc. 

6575-  6875 

12200-12700 

16000-18000 

26000-30000 


Note:  Use  of  frequencies  in  the  bands 
2450-2560  and  17850-18000  Mc,  Is  subject 
to  no  protection  from  Interference  due  to 
the  operation  of  Industrial,  scientific,  and 
medical  devices  on  the  frequencies  2450  and 
18000  He-. 

SUBPART  H — RAILROAD  RADIO  SERVICE 

8  16.351  Eligibility  for  license.  Au- 
thorizations for  stations  to  be  operated 
in  the  Railroad  Radio  Service  will  be  Is- 
sued only  to  persons  regularly  engaged 
In  offering  to  the  public  a  passenger  or 
freight  transportation  service  by  railroad 
common  carrier.  An  organization  may 
be  considered  eligible  for  this  service, 
although  not  directly  engaged  In  railroad 
operation,  provided  that  all  persons  who 
are  members  or  shareholders  of  the  or- 
ganizations would  themselves  be  eligible 
for  an  authorization. 

8  16.352  Frequencies  available  for  base 
and  mobile  stations,  (a)  Base  and 
mobile  radio  stations  used  primarily  for 
end  to  end,  fixed  point  to  train,  or  train 
to  train  communications  in  connection 
with  the  operation  of  railroad  trains  over 
a  track  or  tracks  extending  through 
yards  and  between  stations  upon  which 
trains  are  operated  by  timetable,  train 
order,  or  both,  or  the  use  of  which  is 
governed  by  block  signals  may  use  the 
following  frequencies: 


Afc. 
159.61 
159.57 
159.63 


Mo. 
159.69 
159.75 
159.81 


Afc. 
1S9.87 
159  03 
159.99 


Mc. 
160.05 
160.11 
160.17 


Afc. 

Afc. 

Afc. 

Mc. 

160.23 

160.71 

161.19 

161.67 

160.29 

160.77 

161.25 

161.73 

160.35 

160.83 

161.31 

161.79 

160.41 

160.89 

161.37 

>  161.85 

160.47 

160.95 

161.43 

« 161.91 

160.53 

161.01 

161.49 

160.59 

161.07 

161.55 

160.65 

161.13 

161.61 

These  frequencies  may  also  be  used  on 
a  secondary  basis  for  intercommunica- 
tion between  adjacent  base  stations,  pro- 
vided interference  is  not  caused  to  com- 
munications Involving  radio  stations 
aboard  railroad  rolling  stock. 

(b)  All  frequencies  In  paragraph  (a) 
of  this  section  may  also  be  assigned  to 
base  and  mobile  stations  to  be  operated 
primarily  within  railroad  yards,  terminal 
areas,  or  to  be  used  for  communications 
which  are  of  a  practical  necessity  in  con- 
nection with  railroad  operation  and 
maintenance,  provided.  Interference  Is 
not  caused  to  stations  eligible  under  the 
provisions  of  paragraph  (a>  of  this  sec- 
tion. However,  each  application  re- 
questing the  assignment  of  159.57, 159.81, 
160.53,  161.01.  161.31  or  161.67  Mc.  must 
outline  circumstances  which  Indicate 
that  the  proposed  operation  will  not  In- 
terfere with  the  use  of  the  frequencies 
by  stations  authorized  under  paragraph 
(a)  of  this  section. 

(o  For  the  purpose  of  developmental 
operations,  the  following  frequencies  are 
available  for  assignment  to  base  and  mo- 
bile stations  In  the  Railroad  Radio  Serv- 
ice, on  a  shared  basis  with  stations  in 
the  Urban  Transit  Radio  Service: 


Mc. 

Mc. 

Afc. 

Mr. 

453.05 

453.25 

453.45 

453.65 

453.15 

453.35 

453.55 

453.75 

(d>  Frequencies  In  the  bands  listed 
below  are  available  for  assignment  to 
base  and  mobile  stations  for  develop- 
mental operations  in  the  Railroad  Radio 
Service,  on  a  shared  basis  with  other 
services.  The  exact  frequency,  and  the 
authorized  bandwidth,  will  be  specified 
In  the  authorization. 


Afc. 

Afc. 

2450-2500 

6425-  6575 

3500-3700 

11700-12200 

Note:  Use  of  frequencies  in  the  band  2450 
to  2500  Mc.  is  subject  to  no  protection  from 
interference  due  to  the  operation  of  Indus- 
trial, scientific,  and  medical  devices  on  tHe 
frequency  2450  Mc. 

§  16.353  Frequencies  available  for 
fixed  stations,  (a)  Subject  to  the  condi- 
tion that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
nel 4  or  5,  the  following  frequencies  are 
available  for  assignment  to  fixed  stations 
In  the  Railroad  Radio  Service  on  a  shared 
basis  with  other  services : 


Afc. 
72.02 
72.06 
72.10 
72.14 
72.18 
72.22 
72.26 


Afc. 
72.30 
72.34 
72.38 
72,42 
72.46 
72.50 
72.54 


Afc. 
72.58 
72 .6  J 
72.60 
72,70 
72.74 
72.78 
72.82 


Afc. 
72.86 
72.90 
72.94 
72.98 
73.02 
73.06 
73.10 


'  Availabl*  lor  assignment  in  Chicago  area 
only. 


2356 


Me. 

Mc. 

Mc. 

Mc. 

73.14 

73  66 

74  18 

7550 

73.18 

73.70 

74  22 

75.64 

73.22 

73.74 

74.26 

7558 

73.28 

73.78 

74.30 

75.62 

73.30 

73.82 

7434 

7566 

73.34 

73  86 

74.38 

75.70 

73  38 

73.90 

7442 

75.74 

73.42 

73.94 

7446 

75.78 

73.46 

73.98 

7450 

75.82 

73.60 

74.02 

74.54 

75.86 

73.54 

74.06 

74  58 

75.90 

73  58 

74.10 

75.42 

75.94 

73.62 

74.14 

7546 

75.98 

<b>  Frequencies  in  the  bands  listed 
below  are  available  for  assignment  to 
fixed  stations  for  developmental  oper- 
ations in  the  Railroad  Radio  Service  on 
a  shared  basis  with  other  services.  The 
exact  frequency,  or  the  authorized  chan- 
nel, will  be  specified  in  the  authorization. 


Mc. 

952-  960 
1850-1990 
2110-2200 
2450-2500 
2500-2700 


Mc. 

6575-  6875 

12200-12700 

16000-18000 

26000-30000 


Notk:  Use  of  frequencies  In  the  bands 
2450-2500.  and  17850-18000  Mc.  Is  subject  to 
no  protection  from  Interference  due  to  the 
operation  of  Industrial,  scientific,  and  medi- 
cal devices  on  the  frequencies  2450  and  18000 
lie. 

?  16.354  Operator  requirements,  fixed 
arid  base  stations.  <a)  Notwithstanding 
the  provisions  of  516.154  le).  the  em- 
ployees of  Class  I.  II  and  III  railroads  of 
the  United  States  may.  without  holding 
any  cla.ss  of  commercial  radio  operator 
license  issued  by  the  Commis-^ion.  oper- 
ate fixed  stations  and  base  stations  in 
the  Railroad  Radio  Service  when  specifi- 
cally authorized  to  do  .so  by  the  station 
licensee:  Provided,  however.  That— 

(1)  The  terms  of  this  section  shall 
apply  only  to  the  employees  of  those 
railroads  which  shall  have  adopted  and 
published  Railroad  Radio  General  and 
Operating  Rules  in  a  form  which  has 
been  approved  by  the  Commission,  and 

(2)  The  terms  of  this  section  shall 
apply  only  to  those  railroad  employees 
who  shall  have  successfully  passed  an 
examination  given  by  railroad  examiners 
on  the  applicable  Railroad  Radio  Gen- 
eral and  Operating  Rules.  The  first  such 
examination  shall  be  given  prior  to  the 
operation  of  any  radio  transmitting  ap- 
paratus by  the  employee  and  re-exami- 
nations shall  thereafter  be  given  at 
intervals  not  in  excess  of  two  years. 

(3)  The  terms  of  this  section  shall 
apply  only  to  the  employees  of  those 
railroads  who  maintain  suitable  records 
showing  the  name  and  position  of  each 
employee  who  has  been  examined  with 
re.'^pect  to  the  applicable  Railroad  Radio 
General  and  Operating  Rules,  the  date 
of  the  employees  last  successfully  com- 
pleted examination  and  the  name  of  the 
railroad  examiner.  Such  records  shall 
b;  made  available  to  duly  accredited 
representatives  of  the  Federal  Communi- 
cations Commission  upon  request. 

(b)  The  provisions  of  this  section  au- 
thorizing certain  unlicensed  persons  to 
operate  fixed  and  base  stations  in  the 
Railroad  Radio  Service  shall  not  be  con- 
strued to  change  or  diminish  in  any  re- 
rpect  the  responsibility  of  station  li- 
censees to  have  and  maintain  control 


RULES  AND  REGULATIONS 

over  the  stations  licen.sed  to  them  (in- 
cluding all  transmitter  units  thereof) ,  or 
for  the  proper  functioning  and  opera- 
tion of  those  stations  (including  all 
transmitter  units  thereof)  In  accordance 
with  the  terms  of  the  licenses  of  those 
stations. 

SUBPART    1 — TAXICAB    RADIO    SERVICE 

§  16.401  Eligibility  for  license.  Au- 
thorizations for  stations  to  be  operated 
in  the  Taxicab  Radio  Service  will  be  is- 
sued only  to  persons  regularly  engaged 
in  furnishing  to  the  public  for  hire  a 
non-scheduled  passenger  land  transpor- 
tation service  not  operated  over  a  regii- 
lar  route  or  between  established  termi- 
nals. An  organization  may  be  consid- 
ered eligible  for  this  service,  although 
not  directly  engaged  in  the  operation  of 
taxicabs  provided  that  all  persorts  who 
are  members  or  shareholders  of  the  or- 
ganizations would  themselves  be  eligible 
for  an  authorization. 

§  16.402  Frequencies  available  for 
base  and  mobile  stations,  (a)  The  fol- 
lowing frequencies  are  available  for  as- 
signment to  base  and  mobile  stations  in 
the  Taxicab  Radio  Service  only.  Not 
more  than  one  ba.se  station  frequency 
and  one  mobile  station  frequency  will 
be  assigned  to  a  licensee,  unless  it  clearly 
appears  from  a  supplemental  showing 
attached  to  the  license  application  that 
the  grant  of  an  additional  frequency  or 
frequencies  would  be  in  the  public  in- 
terest by  reason  of  a  cooperative  ar- 
rangement of  local  taxicab  Interests  or 
other  special  circumstances. 


Base  and  mobile 
(Mc.) 
152.27 
152  33 
152  39 
152.45 


Mobile  only 
{Mc.) 
157.63 
157  53 
16765 
157.71 


(b)  The  following  frequencies  are 
available  for  assignment  to  base  and 
mobile  stations  for  developmental  op- 
erations in  the  Taxicab  Radio  Service: 


Mc. 

Mc. 

Mc. 

Mc. 

452.06 

452.35 

452.65 

452.93 

452.15 

452.45 

452.75 

462.25 

452  55 

452.86 

(c>  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  base 
and  mobile  stations  for  developmental 
operations  in  the  Taxicab  Radio  Service, 
on  a  shared  basis  with  other  services. 
The  exact  frequency,  and  the  authorized 
bandwidth,  will  be  specified  in  the  au- 
thorization. 


Ing  scheduled  common  carrier  public 
passenger  land  tansportation  service 
along  fixed  routes  primarily  within  urban 
or  suburban  communities.  An  organi- 
zation may  be  considered  eligible  for  this 
service,  although  not  directly  engaged  in 
operating  an  urban  transit  system  pro- 
vided that  all  persons  who  are  members 
or  shareholders  of  the  organization  w  ould 
themselves  be  eligible  for  an  authoriza- 
tion. 

5  16.452  Frequencies  available  for 
base  and  mobile  stations,  (a)  The  fol- 
lowing frequencies  are  available  for  as- 
signment in  the  Urban  Transit  Radio 
Service  only: 


Mc. 

2450  2500 
3500-3700 


Mc. 

6425  6575 
11700-12200 


Note:  Use  of  frequencies  In  the  band  2450- 
2500  Mc.  is  subj»»ct  to  no  protection  from 
Interference  due  to  the  operation  of  indus- 
trial, scientific,  and  medical  devices  on  the 
frequency  2450  Mc. 

§  16.403  Limitation  on  installation  of 
mobile  units.  Mobile  units  in  this  serv- 
ice may  be  installed  only  in  vehicles  used 
for  the  carriage  of  passengers. 

SUBPART   J — URBAN    TRANSIT   RADIO   SERVICE 

§  16.451  Eligibility.  Authorizations 
for  stations  to  be  operated  in  the  Urban 
Transit  Radio  Service  will  be  Issued  only 
to  persons  regularly  engaged  in  furnish- 


Mc. 

3fr. 

Mc. 

Mc. 

44  34 

44  42 

44.60 

44  58 

4438 

44  46 

44  54 

(b)  The  following  frequencies  are 
available  for  assignment  on  a  shared 
basis  with  other  services : 


Mc. 

Mc. 

Mc. 

Mc. 

30  66 

30  82 

30.98 

31.14 

30  70 

30.86 

3102 

30.74 

30.90 

31.06 

30.78 

30.94 

31.10 

ic)  The  following  frequencies  are 
available  for  assignment  for  develop- 
mental operations  on  a  shared  basis  with 
stations  in  the  Railroad  Radio  Service: 


Mc. 

453  05 
453.15 


Mc. 

453  25 
453.35 


Mc. 
453  45 

453.55 


Mc. 

453.65 
45375 


(d»  Frequencies  in  the  bands  listed 
below  are  available  for  assignment  for 
developmental  operations  on  a  shared 
basis  with  other  services.  The  exact 
frequency  and  the  authorized  bandwidth 
will  be  specified  in  the  authorization. 


Mc. 

245O-2500 
3500  3700 


Mc. 

6425-  6575 

11700-12200 


Note:  Use  of  frequenclea  In  the  band  2450- 
2500  Mc.  Is  subject  to  no  protection  from 
interference  due  to  the  operation  of  Indus- 
trial, scientific,  and  medical  devices  en  tlie 
frequency  2450  Mc. 

5  16.453  Frequencies  available  for 
f.xed  stations,  (a)  Subject  to  the  con- 
dition  that  no  harmful  interference  will 
be  caused  to  reception  of  television  chan- 
nel 4  or  5.  the  following  frequencies  are 
available  for  assignment  to  fixed  stations 
in  the  Urban  Transit  Radio  Service  on  a 
shared  basis  with  other  services: 


Jifc. 

72  02 
72  06 
72.10 
7214 
72.18 
72.22 
72.26 
72  30 
72  34 
7238 
72  42 
72  46 
72.50 
72.54 
72  58 
7262 
72  66 
72  70 
72.74 
7278 


Mc. 

72  82 
72  86 

72  90 
72.94 
72.98 
73.02 
73.06 

73  10 
73.14 
73.18 
73.22 
73.26 
73.30 
73  34 
73.38 
73.42 
73.46 
73.50 
73  64 
73.58 


Mc. 
73.62 
73  66 
73  70 
73.74 
73.78 

73  82 
73.86 
7390 
73.94 
73.98 

74  02- 
74.06 
74  10 
74.14 
74.18 
74  22 
74.26 
7430 
7434 
74  38 


Mc. 

7442 
74  46 
74  50 
74.54 

74  68 

75  42 
76.46 
75  5J 
7554 
75.58 
75  62 
75  66 
75.70 
75.74 
75.78 

75  82 

76  86 
75  90 
75  94 
75.98 
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(b)  Frequencies  in  the  bands  listed  be- 
low are  available  for  assignment  to  fixed 
stations  for  developmental  operation  in 
the  Urban  Transit  Radio  Service,  on  a 
shared  basis  with  other  services.  The 
exact  frequency,  or  the  authorized  chan- 
nel, will  be  specified  In  the  authorization. 


Mc. 

052-  960 
1850-1900 
2110-2200 
2460-2500 
2500-2700 


Mc. 

6575-  6875 

12200-12700 

16000-18000 

26000-30000 


Note:  Use  of  frequencies  In  the  bands 
2450-2500  and  17850-18000  Mc.  Is  subject  to 
no  protection  from  Interference  due  to  the 
operation  of  Industrial,  scientlflc,  and  medi- 
cal devices  on  the  frequencies  2450  and 
18000  Mc. 

SUBPART  K — AUTOMOBILE  EMERGENCY  RADIO 
SERVICE 

S  16.501  Eligibility  for  license.  Au- 
thorizations for  stations  to  be  operated  in 
the  Automobile  Emergency  Radio  Serv- 
ice will  be  Issued  only  to: 

(a»  Associations  of  owners  of  private 
automobiles  which  provide  emergency 
road  service. 

<b)  Public  garages  operating  emer- 
gency road  service  vehicles. 

S  16.502  Permissible  communications. 
Stations  licensed  under  this  subpart  may 
transmit  only  the  following  types  of  com- 
munications: 

(a)  Any  communication  related  to  the 
safety  of  life  or  the  protection  of  impor- 
tant property. 

tb)  Communications  required  for  dis- 
patching repair  trucks  to  disabled  ve- 
hicles. 

5  16.503  Frequencies  available  for  base 
and  mobile  stations.  <a)  The  following 
frequency  is  available  for  assignment  to 
base  and  mobile  stations  in  the  Automo- 
bile Emergency  Radio  Service: 

85.70  Mc. 

(b)  The  following  frequencies  are 
available  for  a.ssignment  to  base  and  mo- 
bile stations  for  developmental  opera- 
tions in  the  Automobile  Emergency  Radio 
Service: 

453  85  Mo.  (available  to  automobile  associa- 
tions only) . 
453  95  Mc.  (available  to  public  garages  only), 

[F.    R.    Doc.    40-3521:    Filed,    May    6,    1040; 
8:40  a,  m.] 


Part    17 — Stations    in    Utility    Radio 
Service 

abolishment  of  part 

Pursuant  to  the  Commission's  report 
and  order  adopted  the  27th  day  of  April 
1949  (F.  R.  Doc.  49-3515.  supra).  Part  17, 
Rult's  Governing  Stations  In  the  Utility 
Radio  Service,  heretofore  in  effect  Is 
abolished,  effective  July  1,  1949. 

'Sec,  303,  48  Stat.  1082-1083;  47  U.  8.  C. 
303) 

Federal  Communications 
Commission. 
Iseal]        T.  J.  Slowie. 

Secretary. 

iF,   R.    Doc.    40-3522;    Filed.   May    8,    1949; 
8:49  a.  m.) 


FEDERAL  REGISTER 

Part  16 — Railroad  Radio  Servick 

Part  17 — Stations  in  Utility  Radio 
Service 

disposition  of  regulations 

Key  to  disposition  of  old  Parts  16  and 
17.  as  related  to  new  Part  16,  adopted 
effective  July  1.  1949: 

Railroad 

Old  Part  16:  New. 

16.1 Deleted. 

1«.2 16.4. 

16.3 Deleted. 

16.4 Do. 

16.5 Do. 

16.21 16.351. 

16.22 16.63, 

16.23 16.156. 

16.41 Deleted. 

16.42 Do. 

16.43 16.61. 

16.61- 16.352. 

16.62— 16.103. 

16.64 16.102. 

16.65 - 16.108. 

16.66 - 16.106. 

16.81 16.151. 

16.82__ 16.151. 

16.83... 16.3. 

16.101 16.160. 

16.102 16.160. 

16.121 .„  16.109. 

16.122 --.   16.109. 

16.123 --.   16.109. 

16  141 16.152. 

16.142.. 16.154. 

16.143 16.157, 

16.144 16.159. 

Transit  UTiLrrr 

Old  Part  17:  New. 

17.1 Deleted. 

17.2 16.6 

17.3 16.6. 

17.6 —  - 11J61. 

17.7 16,8. 

17.8 - 11.301 

17,61 11.251. 

17.71 _  Deleted. 

17.81 -  11.301. 

17.101 16.54, 

17.102.. 16.54  and  16.56. 

17.103 16.54  and  16.56. 

17.104 16.54  and  16.56, 

17.105 -  16.54. 

17.106 16.55. 

17.107 16.54. 

17.108- 16.56  and  16.65. 

17.109 16.61. 

17.110. 16.61. 

17.111 --  1660. 

17.112. 16.60. 

17.113. 16.59. 

17.121 1663. 

17.122 16.56  and  16.63. 

17.123. —  16.156. 

17.124 16.155. 

17.125 - 16.65. 

17.126 Deleted.      New    Parts 

15  and  16. 

17.127 Do. 

17.128 Do. 

17  141. 16.67  and  16.101. 

17.142... 16.102. 

17.143. 16.108. 

17.144 16,106. 

17.145 16.103. 

17.146- 16.104  and  16.105. 

17.147 16.64. 

17.148 16.64. 

17  149 18.158. 

17.161 16.160. 

17.162 .-   16.160. 

17.163 16.160. 

17.164 16.160. 

17.165 16.160. 

17.171 16,100. 


2357 

Transit  Utilitt — Continued 

Old  Part  17 — Con.  New. 

17.172 16.109. 

17.173 16.109. 

17.181 16.152. 

17.182 16.154. 

17  183 16.157. 

17.184 16.151. 

17.185 16.3. 

17.186 16.3. 

17,187 16.159. 

17,188 16.107.  16.153,  16  154. 

17.189 Deleted. 

17.711. 16.451. 

17.712 16.452. 

17.713 16.151. 

17,714 16.161. 

Federal  Communications 
Commission, 
[seal!        T.  J.  Slowie. 

Secretary. 

[F.    R,    Doc.    49-3523;    Filed.    May    8,    1949; 
8:49  8.  m.) 


Part  17 — Stations  in  Utility  Radio 
Service 

disposition  of  regulations 

Key  to  disposition  of  old  Part  17.  as 
related  to  new  Part  11.  adopted  effective 
July  1,  1949: 

Old  section  No.  New  section  No. 

17.1 Deleted. 

17.2., 11.3. 

17.3-.. 11.3. 

17.6 11.251. 

17,7 Deleted  from  new  Part 

11.    See  new  16.6. 

17.8- - 11.301. 

17.61 .— .  11.251 

17.71 Deleted. 

17.81... 11.301 

17.101 11.64, 

17.102 11.54.11.56. 

17.103 11.54.11.56. 

17.104 11.54.11.66. 

17.105 11.54. 

17.106. 11.55. 

17.107 11.54. 

17.108 11.54,11.66. 

17.109- 11.61. 

17.110- -  11.61. 

17.111-. 11.60. 

17.112 11.60. 

17.113 11.59. 

17.121 11.63. 

17.122 11.66,11.63. 

17.123- 11.156. 

17.124 11.155. 

17.125 11.66, 

17.126 -  Rules  Parts  15  and  18. 

17.127 Do. 

17.128 Do, 

17.141 11.67.  11.101. 

17.142 11.102. 

17.143 11.108. 

17.144 11.106. 

17.145- 11.103. 

17.146. 11.104, 11.105. 

17.147 11.64. 

17.148 11.64. 

17.149 11.158. 

17.161 11.160. 

17.162 11.160. 

17.163 11.160. 

17.164 11.160. 

17.165 11.160. 

17.171 11.109. 

17.172 11.109 

17.173 11.109. 

17.181 11.152. 

17.182 11,154. 

17.183 11.157. 

17.184. 11.151. 


2358 

Old  section  No.  New  section  No. 

17.188 H  6 

17.186 11  8 

17.187 11.159. 

17.188 11.107.  11.163.  11.164. 

17.189 11.65.  deleted  In  part. 

17.611 11.251. 

17612. 11.252,  11  253. 

17.613 11.151,  deleted  In  part. 

17.614 —  11151. 
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Old  i^ection  No.  New  section  No. 

17.711 Deleted  from  Part  11. 

See  new  16  451. 
17.712 Deleted  from  Part  11. 

See  new  16.452. 
17.713 Deleted  from  Part  11. 

See  new  16.151. 

17714. Do. 

17.811 11.301. 

17.812 11.302,  11.303. 


Old  section  No.  New  section  No. 

17  813 11.181,  deleted  In  part. 

17.814. 11.161. 

FxDEHAL  Com  m  unications 
Commission. 
[S«AL]         T.  J.  Slowie. 

Secretary. 

(P.    B.    Doc.    49-3524:    Filed,    May    8,    1949; 
8:49  a.  m.| 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

~         Production  and  Marketing 
Administration 

[7CFR,  Part953  1 

I  Docket  No.  AO  144-A2  ]  ^ 

HANDLING  OF  LEMONS  GROWN  IN 
C.^LIFORNIA  AND  ARIZONA 

DECI.SION  WITH  RESPECT  TO  PROPOSED 
AMENDMENTS  TO  AMENDED  MARKETING 
AGREEMENT  AND  ORDER 

Pursuant  to  the  rule.s  of  practice  and 
procedure,  a-s  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CPR  and 
Supps..  Part  900;  13  F.  R.  8585) .  a  public 
hearing  was  held  at  Lindsay,  California, 
on  December  20,  1948,  pursuant  to  notice 
thereof  published  in  the  Federal  Reg- 
ister   (13    F.    R.    7684ip<-apon    proposed 
amendments   to   Marketing   Agreement 
No.  94,  as  amended,  hereinafter  referred 
to  as  the  "marketing  agreement."  and 
to  Order  No.  53,  as  amended   (7  CPR. 
Cum  Supp.  Part  953;  13  F.  R.  766).  here- 
inafter referred  to  as  the  "order."  regu- 
lating the  handling  of  lemons  grown  in 
the  States  of  California  and  Arizona, 
effective  pursuant  to  the  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.  S.  C.  601 

et  seq.). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  As.sistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  March  31.  1949.  filed  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  in  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision, 
affording  opportunity  to  file  written  ex- 
ceptions thereto,  was  published  in  the 
Federal  Register  (F.  R.  Doc  49-2542;  14 
F.  R.  1617  >.  No  exception  to  the  rec- 
ommended decision  has  been  filed. 

The  material  Issues,  findings  unclud- 
ing  the  general  findings),  and  conclu- 
sions of  the  aforesaid  recommended  de- 
cision are  hereby  approved  and  adopted 
as  the  material  issues,  findings  (includ- 
ing the  general  findings),  and  conclu- 
sions of  this  decision  as  if  set  forth  in  full 

herein. 

Amendments  to  the  marketing  agree- 
ment and  order.  Annexed  hereto  and 
made  a  part  hereof  are  two  docu- 
ments entitled,  respectively.  "Agreement 
Amending  the  Marketing  Agreement,  as 
Amended,  Regulating  the  Handling  of 
Lemons  Grown  in  the  States  of  Cali- 


fornia and  Arizona";'  and  "Order 
Amending  the  Order,  as  Amended,  Regu- 
lating the  Handling  of  Lemons  Grown 
in  the  States  of  California  and  Arizona" 
which  have  been  decided  upon  as  the 
appropriate  and  detailed  means  of  effec- 
tuating the  foregoing  conclusions.  The 
aforesaid  agreement  and  amendatory 
order  shall  not  become  effective  unless 
and  until  the  requirements  of  §  900.14  of 
the  aforesaid  rules  of  practice  and  pro- 
cedure governing  proceedings  to  formu- 
late marketing  agreements  and  market- 
ing orders  have  been  met. 

Determination  of  representative  period. 
The  period  beginning  November  1,  1947. 
and  ending  October  31.  1948.  is  hereby 
determined  to  be  a  representative  period 
for  ascertaining  whether  the  Issuance  of 
the  order  amending  the  order,  as 
amended,  regulating  the  handling  of 
lemons  grown  in  the  States  of  California 
and  Arizona,  is  approved  or  favored  by 
producers  who.  during  such  period,  have 
been  engaged  in  the  production  of 
lemons  within  such  area. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  agreement. 
be  published  in  the  Federal  Register. 
The  regulatory  provisions  of  said  agree- 
ment are  identical  with  those  contained 
in  the  attached  amendatory  order  which 
will  be  published  with  this  decision. 

This  decision  filed  at  Washington. 
D.  C,  this  3d  day  of  May  1949. 

[SEALl  CHARLBS  P.  BRANNAN, 

Secretary  of  Agriculture. 

Order*  Aynending  the  Order.  Ax 
Amended,  Regulating  the  Handling  of 
Lemons  Grown  in  States  of  California 
and  Arizona 

5  953.0  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  the  find- 
ings and  determinations  made  in  con- 
nection with  the  issuance  of  the  previ- 
ously issued  amendment  thereto;  and  all 
of  said  previous  findings  and  determina- 
tions are  hereby  ratified  and  afQrmed, 
except  Insofar  as  such  findings  and  de- 
terminations may  be  in  confiict  with  the 


'Not  to  be  published. 

•This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  J  900.14 
of  the  rules  of  practice  and  procedure  gov- 
ernlng  proceedings  to  formulate  marketing 
agreements  and  marketing  orders  have  been 
met. 


findings  and  determinations  set  forth 
herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  Agricul- 
tural Marketing  Agreement  Act  of  1937, 
as  amended  (48  Stat.  31.  as  amended;  7 
U.  S.  C.  and  Sup.  I  601  et  seq.),  herein- 
after referred  to  as  the  "act,"  and  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
marketing  orders  (7  CFR  and  Supps. 
Part  900:  13  F.  R.  8585) ,  a  public  hearing 
was  held  at  Lindsay,  California,  on  De- 
cember 20,  1948,  upon  proposed  amend- 
ments to  the  marketing  agreement,  as 
amended,  and  to  Order  No.  53.  as 
amended  <1  CFR  Cum.  Supp.,  Part  953; 
13  P.  R.  766).  regulating  the  handling  of 
lemons  grown  in  the  States  of  California 
and  Arizona.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing  and  the 
record  thereof,  it  Is  found  that: 

(D  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof  will  tend 
to  effectuate  the  declared  policy  of  the 
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(2)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates 
the  handling  of  lemons  grown  in  the 
States  of  California  and  Arizona  in  the 
same  manner  as.  and  Is  applicable  only 
to  persons  In  the  respective  classes  of 
industrial  and  commercial  activity,  spec- 
ified In  a  marketing  agreement  upon 
which  hearings  have  been  held: 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  prescribes, 
so  far  as  practicable,  such  different 
terms,  applicable  to  different  production 
areas,  as  are  necessary  to  give  due  recog- 
nition to  the  differences  in  production 
and  marketing  of  lemons  grown  in  the 
SUtes  of  California  and  Arizona:  and 

(4)  The  said  order,  as  amended  and 
as  hereby  further  amended,  is  limited  in 
Its  application  to  the  smallest  regional 
production  area  that  Is  practicable,  con- 
sistent with  carrying  out  the  declait(l 
policy  of  the  act.  and  the  Issuance  of 
several  orders  applicable  to  any  .Mib- 
divlsion  of  such  regional  production 
areas  would  not  effectively  carry  out  the 
declared  policy  of  the  act. 

It  is  therefore  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  lemons  grown  in  the  State"-  of 
California  and  Arizona  shall  be  in  con- 
formity to.  and  In  compliance  with,  the 
terms  and  conditions  of  the  aforesaid 
amended  order  as  hereby  amended;  and 
such  order  is  hereby  amended  as  follows: 
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1.  Delete  paragraph  (m)  of  §  953.4  of 
the  amended  order  and  substitute  there- 
for the  following: 

(m)  Districts.  (1)  "District  1"  shall 
Include  that  part  of  the  State  of  Cali- 
fornia which  is  north  of  a  line  drawn  due 
east  and  west  through  the  Tehachapi 
Mountains. 

(2)  "District  2"  shall  include  that  part 
of  the  State  of  California  which  is  south 
of  a  line  drawn  due  east  and  west 
through  the  Tehachapi  Mountains,  but 
shall  exclude  Imperial  County.  Cali- 
fornia, and  that  part  of  Riverside 
County.  California,  situated  south  and 
east  of  the  San  Gorgonio  Pass. 

( 3 )  "District  3"  shall  Include  the  State 
of  Arizona  and  that  part  of  the  State  of 
California  not  ingluded  in  District  1  and 
District  2. 

I  p.    R.    Doc.    49-3611;    Piled.    May    6,    1949; 
8:53a.  m.l 


DEPARTMENT  OF  JUSTICE 

Immigration  and  Naturalization 
Service 

[   8CFR,  Part  125   1 

Conditions  of  Admission  of  Amen 
Students 

notice  of  proposed  rule  making 

March  31,  1949. 

Pursuant  to  section  4  of  the  Adminis- 
trative Procedure  Act  (60  Stat.  238;  5  U. 
S.  C.  1003),  notice  Is  hereby  given  of  the 
proposed  issuance  by  the  Commissioner 
of  Immigration  and  Naturalization,  with 
the  approval  of  the  Attorney  General,  of 
the  following  amendment  of  the  rules  re- 
lating to  the  conditions  of  admission  of 
.alien  students.  The  sole  effect  of  the 
amendment  Is  to  eliminate  the  require- 
ment that  the  courses  of  study  pursued 
by  students  shall  be  In  day  classes  only. 
In  accordance  with  subsection  (b)  of  said 
section  4,  Interested  persons  may  submit 
to  the  Commissioner  of  Immigration  and 
Naturalization.  Room  2-1206,  Temporary 
Federal  Office  Building  X,  19th  and  East 
Capitol  Streets  NE..  Washington  25. 
D.  C,.  written  data,  views,  or  arguments 
relative  to  the  substantive  provisions  of 
the  proposed  rules.  Such  representa- 
tions may  not  be  presented  orally  In  any 
manner.  All  relevant  material  received 
within  20  days  following  the  day  of  pub- 
lication of  this  notice  will  be  considered. 

Paragraph  (c)  of  5  125.3.  Conditions  of 
admission,  Chapter  I.  Title  8  of  the  Code 
of  Federal  Regulations,  Is  amended  to 
read  as  follows: 

(c)  Establish  (1)  that  he  seeks  to  en- 
ter the  United  States  solely  for  the  pur- 
pose of  pursuing  a  definite  course  of 
study  in  the  institution  designated  by 
him  and  approved  by  the  Attorney  Gen- 
eral.  (2)  that  he  will  carry  a  course  of 
.■studies  consi-stlng  of  a  minimum  of  12 
semester  hours  or  the  equivalent  thereof 
if  he  Is  an  undergraduate  student,  or 
consisting  of  a  full  program  of  study  of 
the  size  and  nature  required  by  the  insti- 
tution If  he  Is  a  graduate  student,  and 
•  3>  that  he  has  sufficient  scholastic  prep- 
aration and  knowledge  of  the  English 
language  to  enable  him  t  >  undertake  his 
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Intended  course,  as  indicated  by  the  in- 
stitution to  which  he  is  to  be  admitted; 

(Sec.  23.  39  Stat.  892.  sec.  24.  43  Stat. 
166.  sec.  37  (a).  54  Stat.  675;  8  U.  S.  C. 
102,  222.  458  (a) ) 

Watson  B.  Miller. 
Commissioner  of  Immigration 
and  Naturalization. 

Approved:  April  28,  1949. 

Tom  C.  Clark, 
Attorney  General. 

IF.    B.    Doc.    49-3583;    Filed,    May    B.    1949; 
8:53  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

I  M  CFR,  Parts  20,  21,  22,  24,  25,  26, 
27,  33,  34,  35,  51  1 

Requirements  for  Reexamination  After 
Failure 

notice  or  PROPOSED  rule  making 

Pursuant  to  authority  delegated  by  the 
Civil  Aeronautics  Board  to  the  Bureau  of 
Safety  Regulation,  notice  is  hereby  given 
that  the  Bureau  will  propose  to  the  Board 
amendments  of  Parts  20,  21.  22.  24,  25, 
26,  27.  33,  34,  35,  and  51  of  the  Civil  Air 
Regulations  as  hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or 
arguments  as  they  may  desire.  Com- 
munications should  be  submitted  to  the 
Civil  Aeronautics  Board,  attention  Bu- 
reau of  Safety  Regulation,  Washington 
25,  D.  C.  All  communications  received 
within  30  days  from  the  date  of  this 
publication  will  be  considered  by  the 
Board  before  taking  further  action  on 
the  proposed  rules. 

Currently  effective  airman  parts  of 
the  Civil  Air  Regulations  are  not  con- 
sistent with  respect  to  the  provisions 
made  for  reexamination  of  an  applicant 
who  has  failed  all  or  part  of  the  required 
examinations  or  tests.  Parts  20,  21,  22. 
24,  and  51  provide  that  an  Individual 
may  apply  for  reexamination  after  he 
has  had  at  least  5  hours  of  Instruction 
In  the  subject  failed  from  certain  per- 
sons or  after  the  expiration  of  30  days 
from  the  date  of  such  failure;  whereas 
Parts  25,  26.  27.  33,  34.  and  35  merely 
require  an  applicant  to  wait  30  days  be- 
fore making  application  for  reexamina- 
tion. There  would  appear  to  be  no 
valid  reason  why  reexamination  provi- 
sions for  all  of  these  parts  should  not  be 
the  same. 

The  requirement  of  5  hours  of  instruc- 
tion in  the  above-mentioned  parts  was 
adopted  In  1942  as  a  wartime  measure  to 
expedite  the  qualification  of  certain  air- 
men. The  Bureau  now  believes  that  the 
Issuance  of  airman  certificates  can  be  as 
effectively  administered  by  a  uniform  re- 
quirement which  would  restrict  an  appli- 
cant who  falls  an  aeronautical  knowledge 
examination  from  taking  a  reexamina- 
tion within  a  30-day  period,  unless  he 
demonstrates  to  the  Administrator  good 
cause  as  to  why  the  limitations  should  be 
waived  in  his  case;  for  example,  the 
Administrator  may  waive  the  30-day  re- 
quirement   where    the    applicant    who 
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failed  the  examination  Is  required,  either 
permanently  or  for  an  extended  period 
of  time,  to  leave  the  locality  at  which  he 
took  the  examination  and  go  to  a  locality 
at  which  no  facilities  are  available  for 
reexamination. 

Similarly,  there  does  not  appear  to  be 
any  valid  reason  why  the  requirements 
for  reexamination  of  an  applicant  for  a 
glider  rating  should  be  different  from 
those  relating  to  other  airmen.  The 
proposed  amendment  of  §  20  64  removes 
this  difference. 

Accordingly,  It  Is  proposed  to  amend 
Parts  20.  21.  22,  24,  25,  26,  27,  33.  34,  35, 
and  51  as  follows: 

1.  By  amending  §  20.64  to  read  as 
follows: 

§  20.64  Reexamination  after  failure. 
An  applicant  for  a  certificate  or  rating 
who  has  failed  to  accomplish  successfully 
any  examination  or  test  required  by  this 
part  shall  comply  with  the  following 
rules  in  making  application  for  reexam- 
ination. 

(a)  An  applicant  who  has  failed  to 
accomplish  successfully  any  prescribed 
aeronautical  knowledge  examination 
may  apply  for  reexamination  at  any 
time  after  the  expiration  of  30  days  from 
the  date  of  such  failure:  Provided,  That 
for  good  cause  shown,  the  Administrator 
may  grant  permission  for  reexamination 
within  a  period  of  less  than  30  days  from 
the  dale  of  the  previous  examination. 

(b)  An  applicant  who  has  failed  to 
pass  any  prescribed  practical  examina- 
tion or  test  may  apply  for  reexamination 
at  any  time  after  an  appropriately  rated 
flight  instructor  in  the  case  of  an  appli- 
cant for  a  powered  aircraft  rating,  or 
after  a  commercial  pilot  with  a  gilder 
rating  In  the  case  of  an  applicant  for  a 
glider  rating,  has  checked  his  compe- 
tency and  certified  in  the  applicant's  log- 
book that  he  considers  such  applicant 
qualified  for  the  certificate  or  rating 
sought,  or  at  any  time  after  the  expira- 
tion of  30  days  from  the  date  of  such 
failure. 

2.  By  amending  5  21.29  to  read  as 
follows : 

§  21.29  Reexamination  after  failure. 
An  applicant  for  a  certificate  who  has 
failed  to  accomplish  successfully  any  ex- 
amination or  test  required  by  this  part 
shall  comply  with  the  following  rules 
In  making  application  for  reexamination. 

(a)  An  applicant  who  fails  to  accom- 
plish successfully  any  prescribed  theo- 
retical examination  may  apply  for  re- 
examination at  any  time  after  the 
expiration  of  30  days  from  the  date  of 
such  failure:  Provided,  That  for  good 
cause  shown,  the  Administrator  may 
grant  permission  for  reexamination 
within  a  period  of  less  than  30  days  from 
the  date  of  the  previous  examination. 

(b)  An  applicant  who  has  failed  to 
accomplish  successfully  any  prescribed 
practical  examination  or  test  may  apply 
for  reexamination  at  any  time  after  an 
appropriately  rated  flight  instructor  or 
an  airline  transport  pilot  has  checked 
his  competency  and  certified  In  the  ap- 
plicant's logbook  that  he  considers  such 
applicant  qualified  for  the  certificate  or 
rating  sought,  or  after  the  expiration  of 
30  days  from  the  date  of  such  failiu-e. 
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3.  By  amending  §  22.242  to  read  as 
follows: 

§  22  242  Reexamination  after  failure. 
An  applicant  for  a  certificate  or  rating 
who  has  failed  to  accomplish  success- 
fully any  examination  or  test  required 
by  this  part  shall  comply  with  the  fol- 
lowing rules  in  making  application  for 
reexamination. 

<a)  An  applicant  who  has  failed  to 
accomplish  successfully  any  prescribed 
areonautical  knowledge  examination 
may  apply  for  reexamination  at  any 
time  after  the  expiration  of  30  days  from 
the  date  of  such  failure :  Provided.  That 
for  good  cause  shown,  the  Administrator 
may  grant  permission  for  reexamination 
within  a  period  of  less  than  30  days  from 
the  date  of  the  previous  examination. 

(b)  An  applicant  who  has  failed  to 
pass  any  prescribed  practical  examina- 
tion or  test  may  apply  for  reexamination 
at  any  time  after  a  commercial  lighter- 
than-air  pilot  has  checked  his  compe- 
tency and  certified  In  the  applicants 
logbook  that  he  considers  such  applicant 
qualified  for  the  certificate  or  rating 
sought,  or  at  any  time  after  the  expira- 
tion of  30  days  from  the  date  of  such 
failure. 

4.  By  amending  $5  24.36.  26.31.  27.27. 
and  51.27  to  read  as  follows: 

Reexamination  after  failure.  An  ap- 
plicant for  a  certificate  or  rating  who  has 
failed  to  accomplish  successfully  any 
prescribed  aeronautical  knowledge  or 
practical  examination  or  test  required  by 
this  part  may  apply  for  reexamination 
at  any  time  after  the  expiration  of  30 
days  from  the  date  of  such  failure:  Pro- 
vided. That  for  good  cause  shown,  the 
Administrator  may  grant  permission  for 
reexamination  within  a  period  of  less 
than  30  days  from  the  date  of  the  pre- 
vious examination. 

5.  By  amending  !  26.62  to  read  as 
follows: 

§  25.62  Reexamination  after  failure. 
An  applicant  for  a  certificate  or  rating 
who  has  failed  to  accomplish  successfully 
any  examination  or  test  required  by  this 
part  shall  comply  with  the  foUowmg 
rules  In  making  application  for  reexam- 
ination. 

(a)  An  applicant  who  has  failed  to 
accomplish  successfully  any  prescribed 
aeronautical  knowledge  examination 
may  apply  for  reexamination  at  any 
time  after  the  expiration  of  30  days  from 
the  date  of  such  failure:  Provided,  That 
for  good  cause,  the  Administrator  may 
grant  permission  for  reexamination 
within  a  period  of  less  than  30  days  from 
the  date  of  the  previous  examination. 

tb»  An  applicant  who  has  failed  to 
accompli.sh  successfully  any  prescribed 
practical  examination  or  test  may  apply 
for  reexamination  at  any  time  after  he 
submits  evidence  satisfactory  to  the  Ad- 
ministrator that  he  has  received  ade- 
quate instruction  by  a  certificated  para- 
chute technician  holding  a  rating  for  the 
type  of  parachute  on  which  the  appli- 
cant failed  to  demonstrate  his  ability, 
or  at  any  time  after  the  expiration  of 
30  days  from  the  date  of  such  failure. 

6.  By  amending  §5  33.12.  34.12,  and 
35  13  to  read  as  follows; 
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Reexamination  after  failure.  An  ap- 
plicant for  a  certificate  who  has  failed 
to  accomplish  successfully  any  portion 
of  any  prescribed  aeronautical  knowl- 
edge or  practical  examination  or  test  re- 
quired by  this  part  may  apply  for  re- 
examination on  such  portion  at  any  time 
after  30  days  from  the  date  of  such 
failure:  Provided,  That  for  good  cause 
shown,  the  Administrator  may  grant  per- 
ml.ssion  for  reexamination  within  a  pe- 
riod of  less  than  30  days  from  the  date 
of  the  previous  examination. 

The.se  amendments  are  proposed  un- 
der the  authority  of  Title  VI  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended. 
(Sees.  205  (&K  601-610.  52  Stat.  984. 
1007-1012-  Pub.  Law  872,  80th  Cong..  62 
Stat.  1216;  49  U.  S.  C.  425  <a).  551-560) 

Dated:    April  26,   1949.  at  Washing- 
ton. D.  C. 
By  the  Bureau  of  Safety  Regulation. 

[SBALl  John  M.  Chamberlain. 

Director. 

[F.    R.    Doc.    49-3624;    FUed.    May    5.    1949; 
8:58  a.  m.l 


(Sees.  205  (a),  601-610.  52  Stat.  984. 
1007-1012.  Pub.  Law  872.  80th  Cong  .  62 
Stat.  1216;  49  U.  8.  C.  425  (a),  551-560) 

Dated:    April  29,  1949,  at  Washing- 
ton, D.  C. 
By  the  Bureau  of  Safety  Regulation. 

[SEAL]  John  M.  Chamberlain. 

Director. 

[P.    R.    Doc.    49-3623;    Piled.    May    6,    1949; 
8:59  a.  m.l 


[  14CFR  Part  24  1 

Limited  Mechanic  Certiticate 

NOTICE  or  proposed  rule  making 

Pursuant  to  authority  delegated  by 
the  Civil  Aeronautics  Board  to  the  Bu- 
reau of  Safety  Regulation,  notice  Is 
hereby  given  that  the  Bureau  will  pro- 
pose to  the  Board  a  special  civil  air  regu- 
lation as  hereinafter  set  forth. 

Interested  persons  may  participate  In 
the  making  of  the  proposed  rule  by  sub- 
mitting such  written  data,  views,  or  ar- 
guments as  they  may  desire.     Commu- 
nications should   be  submitted   to   the 
Civil  Aeronautics  Board,  attention  Bu- 
reau of  Safety  Regulation,  Washington 
25.  D.  C.     All  communications  received 
within  15  days  after  the  date  of  this  pub- 
lication will  be  considered  by  the  Board. 
Special  Civil  Air  Regulation  SR-324 
provides  for  the  Issuance  of  a  limited 
mechanic  certificate  with  a  propeller  or 
appliance  rating  to  an  individual  em- 
ployed by  a  manufacturer  or  repair  sta- 
tion.   This  regulation,  as  amended  by 
SR-324-A.    expires    June    30.    1949.     In 
view  of  the  fact  that  present  Part  24 
makes  no  provision  for  the  Issuance  of 
similar  privileges.  It  is  believed  neces- 
sary to  extend  the  termination  date  of 
the  special  regulation  until  such  time  as 
a  revised  Part  24  Is  promulgated  by  the 
Board.    The  Bureau  expects  to  circu- 
late a  proposed  revision  of  Part  24  for 
public  comment  within  the  next  30  days; 
It  Is  therefore  to  be  expected  that  a  re- 
vised  Part   24   will   be   made   effective 
within  the  next  6  months.    It  is  there- 
fore proposed  to  extend  SR-324  for  an- 
other six-month  period. 

It  Is  proposed  to  amend  Special  Civil 
Air  Regulation  6R-324,  as  amended,  by 
striking  the  words  "June  30,  1949"  from 
the  last  line  thereof  and  substituting  in 
lieu  thereof  the  words  "December  31, 
1949." 

This  regulation  Is  proposed  under  the 
authority  of  Title  VI  of  the  Civil  Aero- 
nautics Act  of  1938.  as  amended. 


FEDERAL    COMMUNICATIONS 
COMMISSION 

[47  CFR,  Port  61 

IDocltet  No.  92991 

Domestic  Plbuc  Land  Mobile  Services 

notice  of  proposed  rule  making 

1.  Notice  is  hereby  given  of  proposed 
rule-making  in  the  above  entitled  matter. 

2.  The  Commission  has  this  date  issued 
a  report  and  order  (F.  R.  Doc.  49-3515. 
supra)  promulgating  rules  and  regula- 
tions governing  the  Domestic  Public 
Land  Mobile  Services,  following  proceed- 
ings on  proposed  rule-making  (Docket 
No  9046>  <P.  R.  Doc.  49-3516.  supra). 

3.  In  further  implementation  of  the 
policies  and  decisions  of  the  Commission 
as  contained  in  the  aforesaid  report,  or- 
der and  rules  and  regulations,  it  -appears 
appropriate  to  issue  this  proposed 
amendment  of  such  rules  and  regulations 
to  provide  for  the  establishment  of  prior- 
ities for  subscribers  to  the  public  mobile 
radiotelephone  services. 

4.  The  proposed  rule  or  regulation  set 
forth  below  is  issued  under  authority  of 
section  303  (a)  (b)  (c)  and  (r)  of  the 
Communications  Act  of  1934.  as 
amended. 

5.  Any  Interested  party  who  is  of  the 
opinion  that  the  proposed  rule  should  not 
be  adopted,  or  should  not  be  adopted  in 
the  form  set  forth  herein,  may  file  with 
the  Commission  on  or  before  July  1, 1S49. 
a  written  statement  or  brief  setting  forth 
his  comments.  At  the  same  time,  per- 
sons favoring  the  rule  as  proposed  may 
file  statements  In  support  thereof.  The 
Commission  will  consider  all  comments 
that  are  received  before  taking  final  ac- 
tion in  the  matter,  and.  if  any  comments 
are  received  which  appear  to  warrant 
the  Commission  in  holding  a  hearing  or 
oral  argument  before  final  action  is 
taken,  notice  of  the  time  and  place  of 
such  hearing  or  oral  argument  will  be 
given  Interested  parties. 

6.  In  accordance  with  the  provision.? 
of  9  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  April  27,  1949. 


[seal] 


Federal  Communications 

Commission,    . 
T.  J.  Slowie, 

Secretary. 


Friday,  May  6,  1949 

estic  Public  Land  Mobile  Services  on  the 
effective  date  of  these  rules  and  regula- 
tions, and  as  to  all  other  licensees  in 
these  services  effective  on  the  date  of 
commencement  of  such  service,  sub- 
scriptions to  mobile  telephone  service 
shall  be  afforded  by  customer  categories 
In  the  following  order  of  precedence, 
and.  If  necessary  to  give  effect  to  such 
order  of  precedence,  any  subscriptions 
In  existence  upon  the  effective  date  of 
these  rules  shall  be  terminated  as  of  that 
date. 

Category  1 — Public  Safety  and  Health. 
Official  federal,  state,  county  and  municipal 
government  agencies  protecting  the  public 
safety  and  health;  private  organizations  and 
persons  engaged  primarily  In  protecting  the 
public  safety  and  health  such  as  physicians, 
hospitals,  ambulance  services,  volunteer  fire 
departments.  American  Red  Cross,  licensed 
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protective  patrols  and  armored  cars  and  simi- 
lar agencies. 

Category  2 — Public  Service.  Contract  car- 
riers, commoia  carriers,  and  public  utilities 
(exclusive  of  taxlcabs  and  livery  service),  for 
communications  other  than  correspondence 
of  the  general  public. 

Category  3—<^uasi  Public  Service.  Emer- 
gency repair  organizations,  not  included  In 
Category  1,  protecting  health  and  property; 
press  associations,  newspapers  and  broad- 
casting stations. 

Category  4 — Physically  Handicapped.  Per- 
sons who.  because  of  physical  handicaps, 
operate  specially-equipped  vehicles  and  .to 
unable  to  leave  such  vehicles  without  as- 
sistance. 

Category  5 — hidustrial.  Gas  or  oil  pro- 
ducing or  drilling  operators;  producers  and 
distributors  of  fuel  and  lumber  and  other 
construction  materials  and  equipment;  food 
processing,  distribution  and  storage  organi- 
zations;  producers  of  substantial  quantities 
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of  food;  business  concerns  engaged  in  con- 
struction of  housing  and  industrial  or  pub- 
lic works;  taxlcabs  and  livery  service. 

Category  6 — Traveling  public.  Trains  and 
watercraft  where  service  Is  made  available 
to  passengers. 

Category  7.     All  others. 

After  initial  establishment  of  service 
In  accordance  with  the  foregoing  table  of 
priorities,  when  facilities  in  a  given  area 
are  insufficient  to  furnish  service  to  all 
who  desire  mobile  radiotelephone  serv- 
ice, new  or  additional  mobile  units  shall 
be  ranked  within  the  cateKories  noted 
above  in  ordeV  of  date  of  filing  of  appli- 
cations for  service  and  service  shall  be 
afforded  such  applicants,  as  facilities  be- 
come available,  in  descending  order  of 
precedence. 

IF.    R.    Doc.    49-3525;    Filed,    Miy    5,    1949; 
8:50  a.  m.| 


NOTICES 


Proposed  Rule  Establishing  Priorities  for 
the  Rendition  of  Service  to  Subscib- 
ers  to  Public  Mobile  Radiotelephone 
Services 

5  6..-     Priorities  for  service  to  sub- 
scribers.   As  to  licenses  affording  Dom- 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

[T.  D.  52212) 

Conversion  of  Currency 
oollection  of  estimated  duties  in  cases 

involving       conversion       of       SPANISH 
PESETA 

Reference  is  made  to  the  daily  buying 
rates  which  section  522  <c>  of  the  Tariff 
Act  of  1930  '31  U.  S.  C.  372  <c)  •  directs 
the  Federal  Reserve  Bank  of  New  York 
to  certify  to  the  Secretary  of  the  Treas- 
ury. The  Federal  Reserve  Bank  has  ad- 
vised the  Treasury  Department  that  for 
dates  after  December  17.  1948.  it  will 
certify,  upon  request  of  the  Customs  In- 
formation Exchange,  several  rates  for 
the  Spanish  peseta. 

In  any  case  where  It  Is  necessary  to 
determine  the  proper  rate  for  the  Span- 
ish peseta  for  the  purpose  of  the  as.sess- 
ment  and  collection  of  duties  on  mer- 
chandise exported  to  the  United  States 
from  Spain  after  December  17.  1948,  the 
appraiser  and  collector  shall,  respec- 
tively, withhold  appraisement  and  sus- 
pend liquidation  pending  receipt  of 
further  instructions. 

All  the  certified  rates  will  be  published 
in  Customs  Information  Exchange  circu- 
lars and  the  highest  rate  d.  e..  the  rate 
showing  the  highest  amount  of  United 
States  money  per  peseta)  shall  be  used 
solely  for  the  purpose  of  calculating  esti- 
mated duties. 

'seal I  John  S.  Graham. 

Acting  Secretary  of  the  Treasury. 

IP    R.    EKx:.    49-3589;    Filed.    May    5.    1949; 
8:54  a.  m.l 


CIVIL  AERONAUTICS  BOARD 

1  Docket  No.  3623] 
S.  S.  W..  Inc.;  Service  to  Lake  Tahoe 

NOTICE  OF  RE-ASSIGNMENT  OF  DATE  OF 
HEARING 

In  the  matter  of  the  application  of 
S.  S.  W.,  Inc.,  for  a  permanent  or  an 


experimental  temporary  (for  a  minimum 
period  of  5  years)  certificate  of  public 
convenience  and  necessity  and  or  a  per- 
manent exemption  order  authorizing 
scheduled  and  nonspheduled  aij  trans- 
portation of  persons  and  property 
between  the  coterminal  points  Concord 
and  Oakland.  California  and  the  ter- 
minal point  Minden.  Nevada. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  particularly  sections  401  and 
1001  of  said  act.  that  the  date  of  hear- 
ing in  the  above-entitled  proceeding, 
heretofore  assigned  for  May  17.  1949,  has 
been  advanced  and  that  the  hearing  is 
now  a.ssigned  to  be  held  on  May  10.  1949 
at  10:00  a.  m.  <e.  d.  s.  t.).  in  Room  2015. 
Temporary  Building  No.  5.  Sixteenth 
Street  and  Constitution  Avenue  NW., 
Washington.  D.  C.  before  Examiner  Bar- 
ron Fredrick.s. 

Dated  at  Washington,  D.  C.  May  3, 
1949. 

By  the  Civil  Aeronautics  Board. 

[SEAL]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49-3621;    Piled,    May    5.    1949; 
8:59  a.  m.] 


[Docket  No.  3297) 

Delta  Air  Lines,  Inc. 
notice  of  postponement  of  hearing 

In  the  matter  of  the  application  for 
amendment  of  route  No.  54  to  include 
Chattanooga.  Tenn..  as  an  intermediate 
point  between  Knoxville.  Tenn..  and 
Atlanta,  Ga. 

Notice  is  hereby  given  that  the  above- 
entitled  proceeding  now  assigned  for 
hearing  on  May  3,  1949.  Is  postponed  to 
May  12.  1949,  at  10:00  a.  m..  (e.  d.  s.  t.). 
In  room  2015.  Temporary  Building  No.  5, 
Sixteenth  Street  and  Constitution  Ave- 
nue, N.W.,  Washington,  D.  C,  before 
Examiner  Walter  W.  Bryan. 


Dated  at  Washington.  D.  C.  M^y  3, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan. 

Secretary. 

|F.    R.    Doc.    49-3622;    Filed.    May    5,    1949; 
8:59   a.   m.| 

FEDERAL  POWER   COMMISSION 

[Docket  No.  G-8741 

United  Gas  Pipe  Line  Co. 

notice  OF  findings  and  order  amending 
order  issuing  certificate  OF  public 
convenience  and  necessity 

May  2.  1949. 

Notice  is  hereby  given  that,  on  April  28, 
1949,  the  Federal  Power  Commission  is- 
sued its  findings  and  order  entered  April 
27,  1949,  amending  order  dated  Septem- 
ber 2.  1947  (published  in  the  Federal 
Register  on  September  6,  1947  (Vol.  12. 
No.  175.  P.  5956))  issuing  certificate  of 
public  convenience  and  necessity  in  the 
above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 

Secretary. 


[F.    R.    Doc.    49-3572;    Filed.    May    6.    1949; 
8':  51  a.  m.] 


[Docket  No.  G-882] 

TRtiNKLiNE  Gas  Supply  Co. 

notice  of  opinion    178   AND   FINDINGS  AND 

order   issuing   certificate   of   public 
convenience  and  necessity 

May  2,  1949. 
Notice  is  hereby  given  that,  on  April 
29.  1949.  the  Federal  Power  Commission 
Issued  its  Opinion  No.  178  and  order  eri- 
tered  April  29,  1949,  issuing  certificate  of 
public  convenience  and  necessity  in  the 
above-designated  matter. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

[F.    R.    Doc.    49-3573;    Piled.    May    5.    1949; 
8:51  a.  m.] 
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f  Docket  No.  0-11731 

Northern  Natural  Gas  Co. 

kotice  of  fimdimgs  and  order  issving  cer- 
tificate of  public  convenience  and 
necessity 

May  2.  1949. 

• 

Notice  i.s  hereby  given  that,  on  April  28, 
1949.  the  Federal  Power  Commission  is- 
sued its  findings  and  order  entered  April 
27.  1949,  issuing  certificate  of  public  con- 
venience and  necessity  in  the  above-des- 
ignated matter. 

I  seal!  Leon  M.  Fvquay, 

Secretary. 

JP.    R.    Doc.    49-3574;     Piled,    May    6.    1949; 
8:51  a.  m.J 


I  Docket  No.  G-11761 

Cities  Service  Gas  Co. 

notice  of  findings  and  order  authoriz- 
ing   and    approving    abandonment    of 

facilities 

May  2.  1949. 

Notice  is  hereby  given  that,  on  April 
28.  1949.  the  Federal  Power  Commission 
is.sued  Its  findings  and  order  entered 
April  27.  1949.  authorizing  and  approving 
abandonment  of  facilities  in  the  above- 
designed  matter. 


(seal] 


Leon  M.  Puquay, 
Secretary. 


|F.    R.    Doc.    49-3575;    Filed.    May    5,    1949; 
8:51  a.  m.| 


PROPOSED  RULE  MAKING 

of  facilities  in  the  above -designated  mat- 
ter. 

(SEALl  Leon  M.  Fuquay, 

Secretary. 

[P.     R.  Doc.    49-3577;     Filed,    May  5.     1949 
8:52    a.    m.] 


I  Docket  No.  IT -589 11 

FoRT  Peck  Project,  Montana 

NOTICE  OF  ORDER  CONTIRMING  AND  APPROV- 
ING rate  SCHEDULE  FOR  SALE  OF  ELECTRIC 
ENERGY 

MAY  2.  1949. 

In  the  matter  of  Bureau  of  Reclama- 
tion, Department  of  the  Interior,  Fort 
Peck  Project,  Montana. 

Notice  is  hereby  given  that,  on  April 
28.  1949.  the  Federal  Power  Commission 
i.ssued  iUs  order  entered  April  27,  1949, 
confirming  and  approving  Fort  Peck 
Rate  Schedule  FPC  No.  10  for  sale  of 
electric  energy  in  the  above-designated 
matter. 

[seal!  Leon  M.  Fuquay, 

Secretary. 

|F.    R.    Doc.    4»-3576;    Filed.    May    5,    1949; 
8:52  a.  m.) 


I  Project  No.  19101 
Andrew  Boogard 


notice   of  order   extending   time   for 
completion  of  construction 

May  2,  1949. 
Notice  is  hereby  given  that,  on  April 
29.  1949,  the  Federal  Power  Commission 
ls.sued  its  order"  entered  April  27.  1949, 
extending  until  September  1,  1949.  the 
time  for  completion  of  construction  in 
the  above-designated  matter. 


I  SEAL  I 


(Project  No.   1991 

South  Carolina  Public  Service 
Authority 

notice  of  order  extending  time  for 
removal  and  completion  of  con- 
strjiction  of  bridges 

May  2,  1949. 
Notice  is  hereby  given  thai,  on  April 
29.  1949.  the  Federal  Power  Commission 
Is.'sued  its  order  entered  April  27. 1949,  ex- 
tending until  June  30.  1949,  the  time  for 
removal  and  completion  of  construction 


Leon  M  Fuquay. 

Secretary. 


(F.    R.    Doc.    49-3578;    Filed.    May    6.    1049; 
8:53  a.  m.| 


I  Project  No.  19131 
Public  Service  Co.  of  New  H.*mpshire 

notice.of  ordbit  al^^ndinc  order  author- 
h'lnc  issuance  of  ucense 

May  2, 1949. 

Notice  is  hereby  given  that,  on  April 
27.  1949.  the  Federal  Power  Commis.sion 
issued  its  order  entered  April  27.  1949, 
amending  order  dated  October  29,  1946. 
authorizing  issuance  of  license  in  the 
above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 

Secretary. 


|P.    R.    Doc.    49  3579;    Filed.    May    5.    1949; 
8:53  a.  m  1 


FEDERAL  SECURITY  AGENCY 

Food  and  Drug  Administration 

Org.'.nization  and  Functions 

miscellaneous  amendments 

The  description  of  the  organization, 
functions  and  procedures,  etc.  of  the 
Food  and  Drug  Administration  as  pub- 
lished in  the  Federal  Register  of  Novem- 
ber 27.  1948  <13  F.  R.  6983 » ,  is  amended 
in  the  following  respects: 

1.  In  Section  I.  Organization.  Para- 
graph B.  change  the  name  "Division  of 
Penicillin  Control  and  Immunology"  to 
"Division  of  Antibiotics";  and  change  the 
name  ':Divi.«;ion  of  Vitamins"'  to  "Divi- 
sion of  Nutrition." 

2.  In  Section  III.  D?legaiions  of  au- 
thority. Paragraph  B  3.  change  the  word- 
ing "the  Chief  and  Assistant  Chief  of 
the  Division  of  Penicillin  Control  and 
Immunology"  to  read  "the  Chief  and  As- 
sistant Chief  of  the  Division  of  Anti- 
biotics." 

This  notice  is  published  pursuant  to 
§  1.45  <a>  of  the  Federal  Register  Regu- 
lations (13  F.  R.  5929 >. 

Dated:  April  29.  1949. 

(seal]  J.  Donald  Kincsley. 

Acting  Administrator. 

[F.    R.    Doc.    49  3587;    Piled.    May    5,    1949; 
8:54  a.  ml 


SECURITIES  AND  EXCHANGE 
COMMISSION 

|Flle  No.  70-2122) 

Consolidated  Natural  Gas  Co.  et  al. 

notice  regarding  ftlino 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on   the  2d  day  of  May   1949. 

In  the  matter  of  Con.'^olidated  Natural 
Gas  Company,  The  East  Ohio  Gas  Com- 
pany. New  York  State  Natural  Gas  Cor- 
poration. The  River  Gas  Company:  File 
No.  70-2122. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
Consolidated     Natural     Gas     Company 
("Consolidated"),   a   registered   holding 
company,  and  its  subsidiaries.  The  En*;! 
Ohio  Gas  Company  ('"East  Ohio'">,  New 
York    State    Natural    Gas    Corporation 
("New  York  State' >  and  The  River  G:\s 
Company      CRiver").     Applicants-dec- 
larants have  designated  sections  6  'b'. 
9   (a>.   10   and   12   <f>    of  the  act  and 
Rtile   U-43  promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 
Notice  is  further  given  that  any  in- 
terested person  may.  not  later  than  May 
26.  1949.  at  5:30  p.  m.,  e.  d.  s.  t.,  reqmst 
the  Commission  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  interest,  the  rea«:ons  for 
such  request  and  the  issues,  if  any,  of 
fact  or  law  raised  by  said  joint  applica- 
tion-declaration   proposed    to    be    con- 
troverted, or  may  request  that  he  be  noti- 
fied if  the  Commission  should  order  a 
hearing  thereon.    At  any  time  after  May 
26.  1949,  such  Joint  application-declara- 
tion, as  filed  or  as  amended,   may  be 
granted  and  permitted  to  become  effec- 
tive  as  provided   in  Rule  U-23   of  the 
rules  and  regulations  promulgated  pur- 
suant  to   said   act.     Any  such   request 
should  be  addressed:  Secretary,  S?curi- 
ties  and  Exchange  Commission.  425  Sec- 
ond Street  NW.,  Washington,  D.  C. 

All  interested  persons  are  referred  to 
said  joint  application-declaration  which 
is  on  file  in  the  office  of  this  Commis- 
sion for  a  statement  of  the  transaction 
therein  proposed,  which  ts  summarized 
below : 

In  order  to  finance  their  respective 
construction  programs  and  to  reimburse 
their  treasuries  for  capital  expenditures 
already  made.  East  Ohio,  New  York  State 
and  River  propose  to  issue  and  sell  to 
Consolidated,  and  Consolidated  propo.'^es 
to  acquire  for  cash,  during  1949.  addi- 
tional shares  of  capital  stock  as  follows: 


IfiNiinp  rnni|«iiy 
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The  proposed  issuance  and  sale  of  ad- 
ditional capital  stock  by  East  Oliio  and 
River  have  been  approved  by  th-^  Public 
Utilities  Commission  of  Ohio.  The  pro- 
posed issuance  and  sale  of  addiiional 
capital  stock  by  New  York  is  not  subject 


Friday,  May  S,  1949 

to  the  jurisdiction  of  any  state  regula- 
tory commission. 

Applicants-declarants  have  requested 
the  Commission  to  issue  its  order  grant- 
ing the  application  and  permitting  the 
declaration  to  become  effective  on  or  be- 
fore May  31.  1949. 

By  the  Commission. 

[SEAL]  ORVAL   L.    DuBoISE. 

Secretary. 

|F.    R.    Doc.    49-3580;    Filed,    May    5,    1949; 
8:53  a.  m.l 


(File  No.  812-591] 
Atlas  Corp.  et  al, 

NOTICE  of  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  2d  day  of  May  A.  D.  1949. 

In  the  matter  of  Atlas  Corporation. 
Northeast  Airlines.  Inc.,  and  Consoli- 
dated Vultee  Aircraft  Corporation;  File 
No.  812-591. 

Notice  is  hereby  given  that  Atlas  Cor- 
poration (hereinafter  called  "Atlas";,  a 
registered  investment  company,  and 
Northeast  Airlines.  Inc.  'hereinafter 
called  "'Northeast") ,  an  aflBllated  person 
of  Atlas,  have  filed  an  application  pur- 
suant to  section  17  <b»  of  the  Invest- 
ment Company  Act  of  1940  for  an  order 
of  the  Commission  exempting  from  the 
provisions  of  section  17  (a)  of  the  act  ( 1 » 
the  proposed  exchange  of  a  note  of 
Northeast  held  by  Atlas  in  the  principal 
sum  of  $316,000  for  common  stock  of 
Northeast  on  the  basis  of  the  market 
price  of  such  stock  at  the  date  of  ex- 
change, but  not  less  than  the  market 
price  of  the  stock  at  the  date  of  the 
agreement  between  Atlas  and  Northeast 
providing  for  the  exchange,  and  (2)  the 
consummation  of  a  purchase  agreement 
between  Northeast  and  Con.solidated 
Vultee  Aircraft  Corporation  'hereinafter 
called  "Consolidated")  pursuant  to  which 
Northeast  agreed  to  purchase  five  Con- 
vair-Liner  aircraft  from  Consolidated 
for  a  total  price  of  $1,600,509. 

Atlas  is  registered  under  the  act  as  a 
closed-end,  non-diversified,  manage- 
ment, investment  company.  Northeast 
is  engaged  principally  as  a  scheduled 
air  carrier  of  persons,  property  and  mail 
over  routes  in  New  England  and  with 
terminals  also  in  New  York  and  Mon- 
treal, Canada.  Consolidated  is  engaged 
principally  in  the  design,  manufacture 
and  sale  of  military  and  commercial 
aircraft. 

As  of  April  15,  1949,  Atlas  owned  100,- 
000  shares  or  approximately  19 To  of  the 
519,736  shares  of  outstanding  common 
stock  and  76.959  shares  or  approximately 
96%  of  the  80,294  shares  of  outstanding 
convertible  preferred  stock  of  Northeast. 
Each  share  of  such  common  stock  and 
preferred  stock  is  entitled  to  one  vote 
per  share  so  that  Atlas  owned  approx- 
imately 29%  of  the  outstanding  voting 
stock  of  Northeast,  which  by  reason  of 
the  provisions  of  section  2  (a)  (3)  (B) 
of  the  act  constitutes  Northeast  an  affil- 
iated person  of  Atlas  and  as  a  result  of 
which  It  is,  under  the  act,  presumptively 
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controlled  by  Atlas.  Accordingly,  section 
17  (a)  (1)  would  prohibit  the  proposed 
exchange  of  stock  of  Northeast  held  by 
Atlas  for  common  stock  of  Northeast  in 
the  absence  of  an  order  of  the  Commis- 
sion pursuant  to  section  17  (bi  of  the  act. 

Atlas  also  owns  418.200  shares,  or  ap- 
proximately 18'r,  of  the  2.319,698  shares 
of  voting  stock  of  Consolidated  presently 
out.standing,  as  a  result  of  which  Con- 
solidated is  an  affiliated  person  of  Atlas 
and  as  previously  determined  by  this 
Commission,  Consolidated  is  al.so  con- 
trolled by  Atlas.  On  April  23,  1948,  the 
Civil  Aeronautics  Board  made  a  finding 
to  the  effect  that  Atlas  controlled  both 
Northeast  and  Consolidated. 

In  view  of  such  control  of  both  North- 
ea.st  and  Consolidated  by  Atlas,  section 
17  (a  >  ( 1 )  of  the  act  would  prohibit  Con- 
.solidated from  selling  the  five  aircraft  to 
Northeast  and  section  17  (a)  (2i  of  the 
act  would  prohibit  Northeast  from  pur- 
chasing said  aircraft  from  Consolidated 
in  the  absence  of  an  order  of  the  Com- 
mission pursuant  to  section  17  'b>  of  the 
act.  Atlas  and  Northeast  take  the  view 
that  the  purchase  is  a  transaction  in  the 
ordinary  course  of  business  and  there- 
fore exempted  from  the  prohibitions  con- 
tained in  section  17  (a)  of  the  act  by  the 
provisions  of  section  17  (c)  of  the  act. 
However,  in  order  to  avoid  any  question 
as  to  the  appltcability  of  section  17  (a) 
of  the  act  to  the  purchase  in  question. 
Atlas  and  Northeast  have  amended  the 
instant  application  to  Include  §  request 
for  an  exemption  from  the  provisions  of 
section  17  (a)  with  respect  to  the 
transaction. 

The  pertinent  facts  bearing  on  the 
Instant  application  are  as  follows.  On 
September  23,  1948,  Northeast  applied  to 
the  Reconstruction  Finance  Corporation 
(RFC)  for  a  loan  in  the  sum  of  $2,000,000, 
the  proceeds  to  be  expended  toward  the 
purchase  from  Consolidated  of  five  Con- 
vair-Liner  aircraft  and  toward  the  pur- 
chase from  others  of  radio  equipment, 
spare  engines  and  other  equipment  and 
parts,  all  aggregating  expenditures  of 
$2,275,022,  of  which  $1,600,509  represents 
the  price  to  be  paid  to  Con.solidated  for 
the  five  Convair-Liner  aircraft. 

By  resolution  adopted  April  5,  1949, 
the  Board  of  Directors  of  RFC  approved 
a  loan  to  Northeast  in  the  sum  of  $1,750,- 
000  and  at  the  same  time  imposed  cer- 
tain conditions  affecting  the  indebtedness 
of  Northeast  to  Atlas  evidenced  by  a  note 
of  Northeast  held  by  Atlas.  The  note  in 
the  present  unpaid  principal  amount  of 
$316,000  is  dated  October  14,  1948.  bears 
intere.st  at  the  rate  of  4%  per  annum 
and  the  principal  thereof  is  payable  in 
equal  monthly  installments  of  $4,000 
each  with  the  balance  of  the  principal 
becoming  due  December  31,  1954.  It  is 
'secured  by  a  mortgage  of  the  hangar 
and  service  buildings  of  Northeast  at  the 
Logan  Airport  in  Boston,  Massachusetts 
and  of  the  leaseholds  of  the  site  upon 
which  the  same  are  located.  The  note 
represents  the  balance  of  the  refunding 
notes  issued  by  Northeast  which  were  the 
subject  of  an  application  pursuant  to 
section  17  <b)  of  the  act  which  was 
granted  February  2,  1948  (File  No. 
812-511). 
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In  order  to  meet  the  conditions  im- 
posed by  the  RFC,  Atlas  and  Northeast 
propose  to  enter  into  an  agreement  pur- 
.suant  to  which  Northeast  will  undertake 
to  call  a  special,  in  lieu  of  an  annual, 
meeting  of  its  stockholders  for  the  pur- 
pose of  considering  and  acting  upon  the 
proposal  to  i.s.sue  to  Atlas  shares  of  com- 
mon stock  of  Northeast  in  exchange  for 
the  note  of  Northeast  held  by  Atlas  on 
the  basis  of  the  market  price  of  the  com- 
mon stock  of  Northeast  at  the  date  of 
the  exchange,  but  not  less  than  the  mar- 
ket price  of  the  stock  at  the  date  of  the 
execution  of  the  agreement.  Atlas  in 
turn  will  agree  to  accept  the  shares  of 
common  stock  in  full  satisfaction  of  the 
indebtedness  represented  by  the  note 
provided  such  exchange  shall  be  author- 
ized by  a  vote  of  the  holders  of  at  least 
a  majority  of  the  i.ssued  and  outstanding 
shares  of  common  stock  of  Northeast 
owned  by  persons  other  than  Atlas  at 
the  stockholders'  meeting  referred  to 
above.  The  agreement  will  further  pro- 
vide that  in  the  event  that  the  exchange 
is  not  authorized  by  such  stockholders  of 
Northea.st,  the  terms  of  the  note  held  by 
Atlas  .shall  be  modified  so  that  the  note 
shall  mature  and  become  due  and  pay- 
able in  full  two  years  after  the  date  of 
the  fixed  maturity  of  the  indebtedness 
of  Northeast  to  the  RFXT  and  that  pay- 
ments on  account  of  the  principal  of  the 
note  prior  to  the  maturity  shall  be  made 
only  in  the  event  that  the  indebtedness 
of  Northeast  to  RFC  shall  theretofore 
have  been  paid  in  full. 

In  addition.  Atlas  and  Northeast  pro- 
pose to  enter  into  a  so-called  Standby 
Agreement  which  will  provide  in  sub- 
stance that,  without  the  consent  of  the 
RFC.  Atlas  will  not  assert,  collect  or 
enforce  any  part  of  its  claim  evidenced 
by  the  note  of  Northeast  held  by  it. 
except  in  any  bankruptcy,  receivership, 
dissolution  or  liquidation  proceeding  of 
Northeast,  until  the  indebtedness  of 
Northeast  to  the  RFC  is  paid  in  full. 
However,  the  Standby  Agreement  will 
become  null  and  void  and  of  no  effect 
upon  the  exchange  of  the  note  held  by 
Atlas  for  stock  of  Northeast  or  the  ex- 
tension of  the  maturity  of  the  note,  as 
the  case  may  be.  in  accordance  with  the 
terms  of  the  agreement  described  in  the 
preceding  paragraph.  Atlas  and  North- 
east also  propose  to  apply  to  the  Civil 
Aeronautics  Board  for  approval  of  the 
agreements  referred  to  in  the  preceding 
paragraph. 

The  agreement  between  Northeast  and 
Consolidated  for  the  purchase  of  the  five 
Convair-Liner  aircraft  from  Consolidated 
was  originally  made  on  August  18.  1947, 
and  was  amended  by  letter  agreements 
on  Au.gust  18,  1947  (the  same  day  that 
the  original  agreement  was  made)  and 
again  on  April  15.  1948.  The  price  to  be 
paid  by  Northeast  for  each  aircraft,  pur- 
suant to  the  terms  of  the  agreement,  is 
$320,101.80,  or  a  total  of  $1,600,509  for 
the-five  aircraft.  The  application  states 
that  the  price  agreed  to  be  paid  by  North- 
east is  less  than  the  current  price  for 
the  same  aircraft. 

All  Interested  per.sons  are  referred  to 
said  application  which  is  on  file  in  the 
offices  of  the  Commission  for  a  detailed 
statement  of  the  proposed  transactions 
and  the  matters  of  fact  and  law  asserted. 


Fridau.  Mau  6.  1949 
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Notice  ir-  fuilhrr  given  that  an  order 
granting  t+ic  anplicaUon  may  be  is'^:ued 
by  the  CommiJ^sion  on  or  at  any  time 
after  May  12.  1949.  unless  prior  thereto 
a  hearinr  upon  the  application  is  ordered 
by  this  Commirsicn.  as  provided  in  Rule 
N-5  of  the  rules  and  reculations  promul- 
gated under  the  act.  Any  interested  per- 
son may  submit  to  the  Commission  in 
writing,  not  later  than  May  10.  1949.  at 
5:30  p.  m..  his  views  or  any  additional 
facts  bearing  upon  the  application  or 
the  desirability  of  a  hearing  thereon,  or 
a  request  to  the  Commission  that  a  hear- 
ing be  held  thereon.  Any  such  com- 
munication or  reque.'^t  should  state  briefly 
the  nature  of  the  interest  of  the  person 
submitting  such  information  or  request- 
ing a  hearing,  the  reasons  for  such  re- 
quest, and  the  is.sues  of  fact  or  law  raised 
by  the  application  which  he  de.=;ires  to 
controvert.  Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion, 425  Second  Street  NW,  Washington, 
DC. 

By  the  Commission. 

(seal!  Orval  L.  Dubois. 

Secretartf. 


[F.    R..  Doc.    49-3581;    Filed.    May    6, 
8:53  a.  m.j 


1949; 


inie  No8.   59-11.  6*^17,  54-251 

Jnited  Ljght  and  Power  Co..  et  al. 

order  granting  and  permitting  applica- 
tion-declaration to  become  effec- 
TIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C,  on 
the  2d  day  of  May  A.  D.  1949. 

The  United  Light  and  Railways  Com- 
pany ("Railways"),  a  registered  holding 
company,  having  filed  an  application- 
declaration  and  amendments  thereto 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act")  and  the 
lules  and  regulations  promulgated  there- 
under, with  respect  to  the  transactions 
summarized  below: 

Railways  proposes,  pursuant  to  a  loan 
agreement,  to  borrow  from  banks  in  the 
amounts  set  forth  below  an  aggregate  of 
$19,500,000,  the  proceeds  of  which,  to- 
gether with  treasury  cash,  will  be  used  to 
redeem  all  of  the  oustanding  Prior  Pre- 
ferred Stock  of  the  company,  the  re- 
demption of  which  was  provided  for  by 
the  section  11  'e*  plan  filed  by  ap?)licant- 
dfclarant  and  its  holdm?:  company  sub- 
sidiary. American  Light  &  Traction  Com- 
pany, and  approved  by  the  Commissions 
Order  of  December  30.  1947: 

The  National  City  Bank  of  New 

York 15. 650. 000 

Central   Hanover  Bank  &   Trust 

Co 5.850.0C0 

Mellon    National    Bank    tt   Trust 

Co 5.P5O.CO0 

Harris  Trust  &  Savings  Bank 1.950.000 

ToUl 19.  500.  000 

Such  loans  are  to  be  evidenced  by  un- 
secured promis.sory  notes  which  will  ma- 
ture August  1.  1950,  and  are  to  be  renew- 
able, at  the  option  of  Railways  with  the 


NOTICES 

approval  of  the  Commission,  for  two  ad- 
ditional periods  of  one  year  each.     In- 
terest until  August  1,  1950  will  be  payable 
at  the  rate  of  2^ z^r  per  annum  and  dur- 
ing the  first  extension  period  the  interest 
rate  will  be  2^4%  per  annum.     During 
the  second  extension  period  the  rate  will 
be  1 ' ,  '"'f  above  the  prevailing  Federal  Re- 
serve rediscount  rate,  but  not  less  than 
2^4%  nor  more  than  3%.     Upon  execu- 
tion of  the  loan  agreement,  the  banks  will 
be  committed  until  September  1,  1949  to 
make  available  the  funds  as  needed  for 
the  retirement  of  the  .said  stock,  subject 
to  a  commitment  fee  at  the  rate  of  one- 
half  of  Kr  per  annum  on  the  unborrowed 
funds,  computed  from  the  date  of  the 
bank  loan  agreement  to  the  dates  of  bor- 
rowing.   The  notes  may  be  prepaid,  in 
whole  or  in  part,  at  any  time  without 
premium  unless  prepaj-ment  is  made  with 
other   borrowed    funds.     It   is   contem- 
plated that  the  notes  will  be  retired  by 
the  application  of  retained  earnings  and 
the  proceeds  from  the  sale  by  Railways  to 
its  common  .stockholders,  pursuant  to  a 
rights  ofTering.  in  accordance  with  an 
announced  intention  to  liquidate,  of  the 
common  stock  of  one  or  more  of  the 
major  operating  subsidiaries:  and 

Notice  of  the  filing  of  said  application- 
declaration,  as  amended,  having  been 
duly  given  in  the  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  .said 
act.  and  the  Commission  not  having  re- 
ceived a  request  for  a  hearing  with  re- 
spect to  said  application-declaration,  as 
amended,  within  the  period  specified  In 
said  notice,  or  otherwise,  and  not  having 
ordered  a  hearing  thereon:  and 

Applicant-declarant  having  requested 
that  the  Commis.sion's  order  herein  be- 
come effective  forthwith  and  contain  ap- 
propriate recitals  conforming  to  the 
requirements  of  section  1808  (f'  of  the 
Internal  Revenue  Code,  as  amended, 
with  respect  to  the  is."^uance  and  .sale 
by  Railways  of  $19,500,000  principal 
amount  of  its  promissory  notes  under  the 
loan  agreement  and  the  Commission 
deeming  it  appropriate  to  grant  said  re- 
quests; and 

The  Commission  finding  with  respect 
to  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  and  regulations  promulgated  there- 
under are  satisfied  and  that  no  adverse 
findings  are  necessary  thereunder  and 
deeming  it  appropriate  in  the  public  in- 
terest and  in  the  interests  of  investors 
and  consumers  that  said  application- 
declaration,  as  amended,  be  granted  and 
permitted  to  become  effective  forthwith: 
It  ix  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
said  act.  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24.  and 
subject  to  a  reservation  of  jurisdiction 
with  respect  to  fees  and  expenses  to  be 
incurred  and  paid  in  connection  with 
the  proposer!  transactions,  that  said 
application-declaration,  as  amended,  be, 
and  it  hereby  is,  granted  and  permitted 
to  become  fflfective  forthwith. 

It  is  further  ordered  and  recited.  That 
the  proposed  issue  and  sale  by  The 
United  Light  and  Railways  Company  of 
an  aggregate  of  $19,500,000  principal 
amount  of  its  promissiory  notes  to  the 
banks  named  to  evidence  loans  under  the 


bank  loan   agreement   referred   to   are  " 
necessary   or   appropriate   to   tfTciuale 
the  provisions  of  section  11  <b>  of  the 
Public  Utility  Holding  Company  Act  of 
1935. 

By  the  Commission. 

[SEALl  OtVAL   L.    DUBOIS. 

Secretary. 

IP.    R.    Doc     49  3582;    Filed.    May    6,    1949; 
8:53  a.  m.| 

UNITED  STATES  TARIFF 
COMMISSION 

ILiBt  No.  D-3   (E)  1 

Independent  Fetroleum  Assn. 

APPLICATION  denied  AND  DISMLSsFO 

May  3,  194D. 

The  Tariff  Commission.  Commissioners 
Brossard  and  Gregg  dissenting,  has  dis- 
missed the  applicrtion  of  the  Independ- 
ent Petroleum  Association  of  America  for 
an  Investigation  under  the  'escape 
clause"  of  trade  agreements,  with  re>pect 
to  petroleum  and  petroleum  products. 

Becaase  of  a  scarcity  of  pet  1  oleum 
products  in  eastern  seaboard  areas  of 
the  United  States  in  the  winter  of 
1947-48.  the  oil  indu.<try  made  strong 
efforts  to  ensure  adequate  supplies  fcr  the 
past  winter  (1948-49  >.  Both  production 
and  Imports  were  increased,  while  ex- 
ports I  which  were  subject  to  Government 
controls'  were  decreased.  Owing,  hew- 
ever,  to  the  mildness  of  the  weather  dur- 
ing the  past  winter,  supplies  (especially 
of  fuel  oil>  proved  more  than  adequate, 
and  inventories  both  of  crude  petroleum 
and  of  refined  petroleum  products  in- 
creased. The  present  situation  with  re- 
spect to  Inventories,  which  has  resulted 
in  some  current  scaling  down  of  both  pro- 
duction and  imports,  thus  appears  to 
have  been  due  almost  wholly  to  factors 
other  than  past  changes  in  the  duly. 
The  Commission  will  continue  to  observe 
closely  further  developments  in  the  in- 
dustry, and  its  action  in  dismis.sing  the 
present  application  for  an  investigation 
does  not  prejudice  In  any  way  future 
consideration  of  the  question  of  pflro- 
leum  imports  as  related  to  the  'escape 
claiLse". 

(seal!  Sidney  Morgan. 

Seirctary. 

I  p.    R.    Doc.    4fr  3586;     P:lPd.    May    P,    1949: 
8:54  a.  m  1 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AcTHOnrrT  40  Stat  411  56  Stat  839  Pub 
Laws  322.  671.  79th  Coni?..  60  Stat  50.  925:  50 
U.  S.  C  and  Supp  App.  1.  616;  E  O  9193. 
July  6,  1942  3  CFR.  Cum  Supp..  B.  O  3567, 
June  8.  1945.  3  CFTJ,  19  5  Supp.,  E.  O.  8:88, 
Oct   14.  1946.  11  P  R    11981 

(Vesting  Order    11068,   Amdt  | 

Caroline  Schech 

In  re:  Stock  and  bank  account  owned 
by  Caroline  Schech,  al.so  known  as  Caro- 
line Scheck. 

VesUng  Order  11068.  dated  April  9, 
1948,  is  hereby  amended  to  read  u.s  al- 
lows: 


Friday,  May  6,  1949 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Caroline  Schech,  also  known 
as  Caroline  Scheck,  whose  last  known 
address  is  11  Lindwurm  Stra.sse,  Munich, 
Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  Tho.se  certain  shares  of  stock  evi- 
denced by  the  certificates  described  in 
Exhibit  A,  attached  hereto  and  by  ref- 
erence made  a  part  hereof,  and  pres- 
ently in  the  custody  of  Alan  M.  Wood. 
Ill  Broadway.  New  York,  New  York,  to- 
gether with  all  declared  and  unpaid  divi- 
dends thereon. 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Caroline  Schech,  al.so 
known  as  Caroline  Scheck,  by  the  Chase 
National  Bank  of  the  City  of  New  York, 
18  Pine  Street,  New  York,  New  York, 
ari-sing  out  of  an  account  entitled  Miss 
Caroline  Scheck,  maintained  at  the 
branch  office  of  the  aforesaid  bank  lo- 
cated at  45th  Street  and  Madison  Ave- 
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nue.  New  York,  New  York,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same,  and 

c.  Twenty  «20)  shares  of  $20  par  value 
common  capital  stock  of  the  Continental 
Can  Company,  Inc.,  120  East  42nd  Street, 
N.  Y.,  N.  Y.,  a  corporation  organized 
under  the  laws  of  the  State  of  New  York, 
evidenced  by  a  certificate  numbered 
0144207,  for  twenty  (20)  shares  of  no  par 
value  common  stock  of  the  aforesaid 
Continental  Can  Company,  registered  in 
the  name  of  Caroline  Schech,  and  pres- 
ently in  the  custody  of  Alan  M.  Wood.  Ill 
Broadway,  New  York.  New  York,  together 
with  all  declared  and  unpaid  dividends 
thereon  and  any  and  all  rights  to  ex- 
change said  certificate  for  a  new  certifi- 
cate for  twenty  <20)  shares  of  $20  par 
value  common  stock  of  the  aforesaid 
company, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Caro- 
line Schech.  also  known  as  Caroline 
Scheck.  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany) ; 
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and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest,  ' 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wi.se  dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 


Name  and  adilrrn  of  corroralion 


Amfrioan  \Vut<>r  Work.s  &  KU'Otric  Co.,  Inc.,  50  Droad  8t., 

\pw  York.  \.  V. 
Coiitiiienul  <"aii  l"o..  Inc.,  12(>  Ka.st  42"1  ."^t.,  N'pw  York,  X.  Y.. 

K.  1.  du  I'ont  do  .\cmours  A  Co.,  IWC  .Market  sSt.,  Wilming- 
ton. Del. 
(irnoral  Klcctric  Co..  1  River  Rd.,  Schenectady,  \.  Y 

General  Motors  Corp.,  1778  Broadway,  New  York,  N'.  Y 

1  lie  I'enn.sylvania  R.  R.  Co.,  1617  Pennsylvania  Blvd.,  Phila- 
d('l|)hiu,  j'u. 


Knilio  Con>.  of  America,  30  Rockefeller  Plaza,  New  York, 
N.  Y. 


Southern  Pacific  Co.,  IW  Broodway,  New  York,  N.  Y. 


etindnrd  Oil  Co.  of  California,  225  Bu.sh  St.,  San  Frandsco, 

i'ulif. 
Vnion  Carbide  4  Carbon  Corp.,  30  Ka«t  42d  St.,  Now  York, 

N.  V 

Wcviinchoiise  Klectrfc  4  Manufacturing  Co.,  30*5  4th  Ave., 
I'llt-tburKh.  I'a. 


Ij«wyer5  Mortgaire  Co.,  115  Broailw;»y,  New  York,  N.  Y 

Marconi  Wireless  'leWftraph  Co.  of  .America,  New  Jersey 


Place  of  ineorpora- 
tion 


Type  of  stock 


Cortiflcale  No. 


Number     t»     •  .      j  ,  > 

of  sharj'S  '  '^CRistered  In  name  at 


Delaware 

New  York 

Delaware 

New  York 

IVlaware 

Pennsylvania. 

Delaware 


Kentucky.. 


Delaware 

New  York 


Pennsylvania 


New  York 

New  Jersey 


$0    Series    cumulative    first    pre- 

rerred  stock. 
$2(1  par  value  common  stock 

..-do 

No  par  value  common  stock 

$1(1  par  value  common  stock .... 

S.Vi  par  value  capital  stock 


No  par  value  ooinmon  stock 

$100  par  value  common  stock... 

No  i>ar  value  capital  stock 

....do 


$.tO  par  value  common  stock 


■$20  par  value  capital  stock... 
$■'>  nipltal  stock 


P0  2224 

F  laviiH 

F  :5ir;to 

E  40.yjs.i 

NYD  31229« 
NYI)  4I74<Jti. 

C  *\>i-:»n 

C  .SlW-tvB.... 

yicsiis 

P24,V<t 

\  227377 

W(M7Xlt<( 

\V(r2:i:i|-2**.... 
N'mi224ri 

\V(llliHi.t7.... 

Nn4Vii)12 

F212«<i 

FI.M.W 

FI419'.J       . 
XY,C30142- 

f.>«9.")7 

rtr.'js 

ii»t;72>; 

NYU  14<l2."i.S 
.\Y()  .Mfiirjr, 
NYO  i:UH31 
PO  44«i;J5.... 

azw,  >  ... 

B  7097 


11 

3(1 

10 

5 

10 
10 

:«) 

25 
3 
3 

18 
4 

16 
8 
0 
1 
1 
1 

30 
5 
5 

at 

140 
tV) 
10 
10 
10 
10 
2 
70 
M 


Caroline  Schech. 

Do.      , 
Do. 
Miss  Caroline  Scbeoh. 

Do. 

Do. 

Do. 

Do. 
Caroline  Schech. 

Do. 

Do. 

Do. 
Mi.ss  Caroline  Schech. 

Do. 
Caroline  Sehoch. 
Mi.-w  Caroline  Schech. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Caroline  Scheck. 

Do. 
M1S.S  Caroline  Schech. 

Do. 

Do. 

Do. 

Do. 
Caroline  Schech. 
Harris  WinthropA  Co, 


[F.  R.  Doc.  49-3568;  Filed.  May  4.  1949;  8:51  a.  m.] 


IVestlng  Order  131811 
KlYOSHI   NaKAMURA   AND   KiN   SCMIYOSHI 

In  re:  Debts  owing  to  Kiycshi  Naka- 
mura  and  Kin  Sumlyoshi.  D-39-90<~9- 
E-1.  D-39-19221-E-1. 

Under  the  authority  of  the  Trading 
With  the  Elnemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kiyoshi  Nakamura  and  Kin 
SumiyoshI,  each  of  whose  last  known  ad- 
dre.ss  is  Japan,  are  residents  of  Japan  and 
nationals  of  a  designated  enemy  coun- 
try Uapan; ; 


2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Kiyoshi  Nakamura  by  the 
Yokohama  Specie  Bank,  Ltd.,  Los  An- 
geles Office,  Los  Angeles,  California,  and/ 
or  Superintendent  of  Banks  of  the  State 
of  California  and  Liquidator  of  the  Yoko- 
hama Specie  Bank,  Ltd.,  Los  Angeles  Of- 
fice, c/o  State  Banking  Department,  111 
Sutter  Street,  San  Francisco,  California, 
arising  out  of  fixed  deposit  account  num- 
ber 68773,  entitled  Kiyoshi  Nakamura, 
maintained  at  the  aforesaid  Los  Angeles 
Office,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 


is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by  Kiyoshi  Naka- 
mura, the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan*; 

3.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations owing  to  Kin  Sumlyoshi  by  the 
Yokohama  Specie  Bank,  Ltd.,  Los  An- 
geles Office,  Los  Angeles,  California,  and/ 
or  Superintendent  of  Banks  of  the  State 
of  California  and  Liquidator  of  the  Yoko- 
hama Specie  Bank,  Ltd.,  Los  Angeles  OI- 
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flee,  c/o  State  Banking  E>epartnient.  Ill 
Sutter  Street.  San  Francisco,  California, 
arising  out  of  fixed  deposit  accounts 
numbered  68705  and  69610,  entitled  Kin 
Sumiyoshi,  maintained  at  the  aforesaid 
Los  Angeles  Office,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by  Kin  Sumiyoshi, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  coUntry.  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

AH  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  EScecutive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    B.    Doc.    49-3591:    Filed.    May    6,    1949; 
8:55  a.  m.l 


[Vesting  Order  13185) 
Werner  &  Pfleiderer 

In  re:  Debt  owing  to  Werner  k  Pfleid- 
erer. also  known  as  Werner  &  Pfleiderer 
Ma.<;chinenfabrik.     F-28-29020-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Werner  &  Pfleiderer.  also 
known  as  Werner  &  Pfleiderer  Maschin- 
enfabrik.  the  last  known  address  of 
which  is  10  Theodorstr..  Stuttgart,  Feuer- 
bach.  Germany.  Ls  a  corporation,  part- 
nership, association  or  other  business 
organization  organized  under  the  laws  of 
Germany  and  which  has  or  since  the 
effective  date  of  Executive  Order  8389.  as 
amended,  has  had  its  principal  place  of 
business  in  Stuttgart,  Germany,  and  is  a 
national  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  amount  of  $775.20  pres- 
ently held  in  the  custody  of  the  Attorney 
General  of  the  United  States  represent- 
ing.the  proceeds  from  a  check  numbered 


NOTICES 

48958.  ^ated  March  25,  1948.  in  the 
amount  of  $775.20.  drawn  by  Baker  Per- 
kins Inc.,  250  Park  Avenue,  New  York, 
New  York,  on  the  Irving  Trust  Company, 
1  Wall  Street.  New  York.  New  York,  pay- 
able to  the  order  of  the  Attorney  Gen- 
eral of  the  United  States,  said  check  hav- 
ing been  Issued  in  payment  of  a  debt  or 
other  obligation  of  the  aforesaid  Baker 
Perkins  Inc..  owed  to  Werner  k  Pfleiderer, 
also  known  as  Werner  &  Pfleiderer 
Maschinenfabrik, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Werner 
k  Pfleiderer,  also  known  as  Werner  & 
Pfleiderer  Maschinenfabrik.  the  afore- 
said national  of  a  designated  enemy 
country,  (Germany); 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  l)e.  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.   49-3692;    Filed,    May    5,    1949; 
8:55  a.  m.] 


(Vesting  Order  13188] 
Paul  C.  Topffeh 

In  re:  Bank  account,  cash  and  bonds 
owned  by  Paul  C.  Topffer.  al.so  known  as 
Paul  C.  ToepfTer.  F-28-15229-A-1.  C-1, 
E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Paul  C.  TopfTer,  also  known  as 
Paul  C.  ToepfTer.  whose  last  known  ad- 
dress is  <20B)  Braunschweig-Hohentor- 
wall-lA.  Germany.  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  the  Seaman's  Bank  for  Savings, 


74  Wall  Street.  New  York.  New  Ydik. 
arising  out  of  a  savings  account.  Account 
Number  988008,  entitled  "George  F.  Plate. 
Paul  C.  ToplTer,  payable  to  either  or  sur-  ' 
vivor."  maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  ta- 
force  and  collect  the  same. 

b.  Cash  in  the  sum  of  $301.96.  pres- 
ently in  the  custory  of  Empire  Safe  De- 
posit Company,  120  Broadway.  New  Yorlc 
5,  New  York. 

c.  Confederate  money  in  the  face 
amount  of  $196.00.  pre.scntly  in  the  rus- 
tory  of  Empire  Safe  Deposit  Company, 
120  Broadway,  New  York  5.  New  York, 
and 

d.  Eight  (8)  Sven.sk  Statsobligation 
Bearer  type  Bonds  of  500  Kroner  face 
value  each,  bearing  the  numbers  01366, 
01392.  01406.  03062.  03897.  03898.  03909 
and  06204.  presently  in  the  custody  of 
Empire  Safe  Deposit  Company.  120 
Broadway.  New  York  5.  New  York,  to- 
gether with  ani-  and  all  rights  thereunder 
and  thereto, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownerr-hip  or  control  by.  Paul  C.  Top- 
ffer, also  known  as  Paul  C.  ToepfTer.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  ptrson 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired  by  law.  includinc  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanineis  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C .  on 
April  21.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon". 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Propcrt'i. 

[F.    R.    Doc.    49  3593:    Psled.    May    5,    I'AO; 
8:55  a.  m.l 


[Vesting  Order  13199] 

Augusta  Ahrbecker 
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1.  That  Augusta  Ahrbecker,  whose  last 
known  address  is  la  Erichstrasse.  Hameln 
a.  d.  Weser.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Sixty-flve  (65)  shares  of  $25.00 
par  value  common  capital  stock  of  the 
Cincinnati  Street  Railway  Company,  809 
Dixie  Terminal  Building,  Cincinnati  2. 
Ohio,  a  corporation  or;?anized  under  the 
laws  of  the  State  of  Ohio,  evidenced  by 
certificate  numbered  78668.  and  regis- 
tered in  the  name  of  Mrs.  Augusta  Ahr- 
becker, together  with  all  declared  and 
unpaid  dividends  thereon, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coim- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wLse  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27.   1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|P     R.    Doc.    49-3594;    Filed,    May    8.    1949; 
8:55  a.  m.) 


In  re:  Stock  owned  by  Augusta  Ahr- 
becker.    F-28-7499-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found; 


[Vesting  Order  13201] 
Magdalena  Gols 

Re:  Bank  accounts  owned  by  Magda- 
lena Gols.     F-28-29181-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Magdalena  Gols.  who.'^e  last 
known  addre.vs  Is  Marzling  29.  Kreis. 
Frei.sing.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion of  Boiling  Springs  Savings  and  Loan 
As.>iOciation,  23  Park  Avenue,  Ruther- 
ford. New  Jersey,  arising  out  of  a  savings 


FEDERAL  REGISTER 

account.  Account  Number  17889.  entitled 
"Magdalena  Gols  in  trust  for  Adolph 
Gols".  maintained  with  the  aforesaid 
association,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same,  and 
b.  That  certain  debt  or  other  obliga- 
tion of  Boiling  Springs  Savings  and  Loan 
Association,  23  Park  Avenue,  Ruther- 
ford, New  Jersey,  arising  out  of  a  savings 
account.  Account  Number  19185,  entitled 
"Magdalena  Gols  in  trust  for  Adolph 
Gols".  maintained  with  the  aforesaid 
association,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by. 
Magdalena  Gols.  the  aforesaid  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty de.scribed  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country''  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  27.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-3595;    Filed.    May    6.    1949; 
8:55  a.  m.] 


[Vesting  Order  13203] 
Marie  Illner 


In  re:  Debt  owing  to  Marie  Illner  also 
known  as  Marie  Schumacher  Illner. 
F-28-11506-C-1,  C-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Marie  Illner  also  known  as 
Marie  Schumacher  Illner,  whose  last 
known  address  Is  31  Breltesstra.sse,  Burg 
auf  Fehmarn,  Holsteln,  Germany,  Is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Marie  Illner,  by  Frederick 
W.  Schumacher.  418  Huntington  Bank 
Building,  Columbus  15,  Ohio,  evidenced 
by  a  note,  in  the  principal  sum  of  $10,600, 
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dated  July  1,  1941,  Issued  by  Frederick 
W.  Schumacher.  418  Huntington  Bank 
Building.  Columbus  15.  Ohio,  and  pres- 
ently in  the  custody  of  the  Safekeeping 
Department  of  the  Huntington  National 
Bank  of  Columbus,  Columbus.  Ohio,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  aforesaid  debt  or  other 
obligation  and  any  and  all  accruals 
thereto,  together  with  any  and  all  rights 
In,  to  and  under.  Including  particularly 
the  right  to  possession  of,  the  aforesaid 
note, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3596:    Filed.    May    6.    1949; 
8:56  a.  m] 


[Vesting  Order  13204] 
James  W.  N.  Jesselsen 

In  re:  Stock  owned  by  James  W.  N. 
Jesselsen.     F-39-4326-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  James  W.  N.  Jesselsen,  whose 
last  known  address  is  c/o  Dr.  Zirn.  No.  8 
Shimoyamate  dori  2  chome  Kobe,  Japan, 
is  a  resident  of  Japan  and  a  national  of 
a  designated  enemy  country  <  Japan  > ; 

2.  That  the  property  described  as  fol- 
lows: Nine  (9)  shares  of  $10.00  par  value 
common  capital  stock  of  General  Motors 
Corporation,  a  corporation  organized 
under  the  laws  of  the  State  of  Delaware, 
evidenced  by  two  certificates  numbered 
WC138382  and  WC183181,  for  4  and  5 
shares  respectively,  registered  in  the 
name  of  James  W.  N.  Jesselsen,  together 
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with  an  declared  and  unpaid  dividends 
thereon, 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

I  seal]  Davib  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

(P.    R.    Doc.    49  3597;    Filed,    May    6.    1949; 
8:5€  a.  m.] 


NOTICES 

within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Incliiding  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[ssALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    B.    Doc.    49-3698;    Filed,    Uay    8,    1949; 
8:56  a.  m.| 


I  Vesting  Order  13206] 
KUMEO  Kato 


In  re:  Bank  account  owned  by  Kumeo 
Kato.     I>-39-15276-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investipation,  it  is  hereby  found: 

1.  That  Kumeo  Kato,  whose  last 
known  address  is  Oita,  Japan,  is  a  re.si- 
dent  of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan > ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Citizens  National  Bank  and 
Trust  Company  of  Englewood.  1  Engle 
Street.  Englewood,  New  Jersey,  arising 
out  of  a  savings  account,  account  number 
23610.  entitled  Kumeo  Kato.  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Kumeo 
Kato,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  la  not 


[Return  Order  325] 

James  L.  Skerhitt  and  Richard  H. 
Strongman 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  l)elow  and  In  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  Tt 
Return  Published,  and  Property 

James  L.  Skerritt,  Executor  of  tJie  Estate 
of  Richard  H.  Strongman,  deceased.  New 
York.  N.  Y..  Claim  No.  14194.  March  16.  1949 
(14  F.  R.  1205);  property  described  in  Vest- 
ing Order  No.  aoi  (8  F.  R.  625.  January  16, 
1943),  relating  to  United  States  Letters  Pat- 
ent No.  2,074.020.  This  return  shall  pot  be 
deemed  to  Include  the  rights  of  any  licensee 
under  the  above  patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C.  or 
May  2. 1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property 

[P.    R.    Doc.    49-3607:    Filed,    May    6,    1949. 
8:57  a.  m.] 


I  Vesting  Order  132121 

Takahashi  li  Co.,  Inc. 

In  re:  Debt  owing  to  Takahashi  k  Co., 
Inc,    D-3a-1477-C-l. 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  the  stockholders,  officers  and 
directors  of  Takaha.shi  ti  Co.,  Inc  .  \^ho 
there  is  reasonable  cause  to  believe  are 
residents  of  Japan,  are  nationals  of  a 
designated  enemy  country  <  Japan  • ; 

2.  That  Takahashi  ti  Co.,  Inc  ,  is  a 
corporation  organized  under  the  lau^  of 
the  Philippines,  whose  principal  place  of 
business  is  located  at  Manila,  Philippine 
Islands,  which  is.  or  on  or  since  the  ef- 
fective date  of  Executive  Order  8389  as 
amended,  has  been  controlled  by  the  per- 
soas  referred  to  in  subparagraph  1  htreof 
and  the  issued  and  outstanding  capital 
stock  of  which  is.  or  on  or  since  such  date 
has  been  directly  or  Indirectly  owned 
by  the  persons  referred  to  in  subpara- 
graph 1  hereof  as  stockholders,  and  is  a 
national  of  a  designated  enemy  country 
(Japan) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Takahashi  b  Co..  Inc  .  by 
the  Carter's  Ink  Company,  239  First 
Street,  Cambridge  42.  Massachusetts,  in 
the  amount  X)f  $109  42.  together  with  any 
and  all  accruals  thereto,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  Takahashi  & 
Co.,  Inc.,  the  aforesaid  national  of  a  des- 
ignated enemy  country  Japan) ; 

and  it  is  hereby  determined: 

4.  That  Takahashi  k  Co.,  Inc..  is  con- 
trolled by  or  acting  for  or  on  behalf  of  a 
designated  enemy  country  (Japan*,  or 
persons  within  such  country  and  is  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

5.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof 
and  the  person  named  in  subparapraph 
2  hereof  are  not  within  a  designated  en- 
emy country,  the  national  interest  of  the 
United  States  requires  that  -such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  ( Japan'. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
.sultation  and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  other\vi>e 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  Di  C  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  D.-.vid  L.  Bizelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.  R.    Doc.    40-36C3;     Filed,    hi.  y     5,  1949; 
8:&C  a.  m.l 
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Washington,  Saturday,  May  7,  7949 


TITIE  3— THE  PRESIDENT 

EXECUTIVE  OIDER  10055 

Amendment  or  ExtcrrnvE  dton  No.  9  or 
jANUftRT  17.  1873,  Relattrg  to  the 
Holdikg  or  Local  Omcis  bt  Federal 
Officers  and  Employees 

WHEREAS  the  unincorporated  com- 
munity of  Norrts,  in  Anderson  County, 
Tennts.see,  was  transferred  to  private 
ownership  by  the  United  States,  acting 
by  and  through  th«  Tennessee  Valley 
Authority,  on  August  31,  1948;  and 

WHEREAS  It  has  been  deemed  nec- 
essary by  the  local  residents  to  organize 
th«  Norris  community  into  an  Incor- 
porated munidpaiity  In  order  to  pdx>vlde 
essential  services  and  functions,  some  of 
which  were  provided  formerly  by  the 
Tennessee  Valley  Authority,  and  for 
which  no  permanent  arrangements  have 
been  e.stablished ;  and 

WHEREAS  on  April  8,  1949.  a  Private 
Act  of  the  legislature  of  the  State  of 
Tennessee  was  approved,  under  which 
a  charter  of  Incorporation  has  been 
F  ranted  creating  the  municipality  styled 
City  of  N§rris.  Tennessee;  and 

WHEREAS  a  substanUal  number  of 
the  residents  of  the  said  City  of  Norris. 
Tennessee,  are  officers  or  employees  of 
a^fencies  of  the  Federal  Government,  so 
that  the  establishment  and  successful 
bdmlnlstration  of  local  self-government 
In  the  new  City  of  Norris  would  be  se- 
riously Jeopardized  if  such  residents  were 
to  remain  ineligible  to  become  candidates 
for.  and  to  hold,  local  municipal  oflSces: 

NOW,  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  1753 
of  the  Revised  Statutes  of  the  United 
Sutes  «5  U.  S.  C.  631),  and  as  President 
of  the  United  States,  Executive  Order 
No.  9  of  January  17,  1873,  as  amended. 
prohibiting  with  certain  exceptions 
Federal  officers  and  employees  from  hold- 
Inn  state,  territorial,  county,  municipal. 
or  other  local  offices,  is  hereby  further 
amended  so  as  to  permit  officers  and 
fmployees  of  departments,  offices,  and 
ai-encies.  Including  corporations,  in  or 
Under  the  executive  branch  of  the  Gov- 
ernment of  the  United  States  who  are 
residents  of  the  City  of  Norris,  Tennessee, 
to  hold  municipal  office  under  the  la»'s 
of  tlie  State  of  Tennessee  and  the  ap- 


plicable laws  and  oixinances  of  the  City 
of  Norris,  Tenncs.see;  Provided,  that  in 
each  instance  the  Federal  agency  con- 
cerned shall  approve  the  holding  of  such 
office  by  the  Federal  officer  or  employee 
Involved  and  sh&ll  determine  that  the 
holding  of  such  office  will  not  In  any 
manner  Interfere  or  conflict  with  the 
performance  of  the  duties  of  such  per- 
son as  an  officer  or  employee  of  the 
Federal  Government. 

Ha«ry  S.  Truman 
The  White  House, 

Mav  6.  1949. 

(F.    R.    Doc.    «»-r72»;    PUed,    May  V    1949; 
11:55  a.  m.] 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  II — The  Loyalty  Review  Board 

Part   aOO — STkraccNT  or  the   Loyalty 
RxviEw  Board 

Part  210 — The  OratATioMs  or  thi 
Loyalty  Review  Board 

Part  230 — DnBCTins  to  DsrAxrvKNTs 
and  AcorciEs;  Cascs  or  Iwcumbent 
and  Excp'TEB  Employees  and  Excepted 
Applicants 

Part  230 — Directtvks  to  Rscional  Loy- 
alty Boards;  Casks  of  Applicants  and 
appotntees  in  the  competitive  service 

MISCCLLAireOQS   AMKNOMElfTS 

1.  The  fourth  unnumbered  paragraph 
in  §  200.1  Is  amended  by  the  addition  of 
the  following  at  the  end  of  the  paragraph 
after  the  words  "certain  or^anirations": 
"In  view  of  subsequent  opinions  and 
designations  by  the  Attorney  General, 
the  Loyalty  Review  Board  applies  the 
foregoing  policy  to  all  organizations 
other  than  those  within  the  purview  of 
section  9A  of  the  Hatch  Aet  or  those 
which  seek  to  alter  the  form  of  govern- 
ment of  the  United  States  by  unconstitu- 
tional means." 

2.  Section  210.11  (a)  Is  amended  to 
read  as  follows: 

{  219.11    Grounds  for  determination 
of    disloyaUy — (a)  Standard.    The 
(Continued  on  p.  2871) 
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Saturday,  May  7,  1949 

stJUKhiFd  for  the  refusal  of  emplOTinent 

or  the  removal  from  employment  In  an 
Executive  department  or  a|:ency  oh 
grounds  relating  to  loyaKy  shall  be  that, 
on  all  the  evidence,  reasonable  (roun<ls 
exist  for  belief  that  the  person  Involved 
Is  dL«:k>yal  to  the  OoTemment  of  the 
United  States.  The  panel  shall  reach  Its 
decision  on  consideration  of  the  complete 
file,  arguments,  brief  and  testimony  pre- 
sented to  It.  In  makinc  Its  decision  In 
every  unfavorable  case,  the  panel  shall 
state  In  writing  whether  or  not  the  case 
falls  within  the  purview  of  action  9A  of 
the  Hat<"h  Act  and  the  applicable  appro- 
priation act. 


(b)    Is  amended  to 


3.  Section  210.14 
read  as  follows: 

§210  14    Post-audU  and  review  of  files, 

•     •     • 

^b)  The  Board,  or  an  executive  com- 
mittee of  the  Board,  shall  have  the  right, 
in  its  discretion,  to  call  up  for  review 
any  determination  or  decision  made  by 
uny  department  or  agency  loyalty  lioard 
or  regional  loyalty  board,  or  t>y  any  tiead 
of  an  employing  department  or  agency, 
even  though  no  appeal  tuis  l»een  taken. 
Any  such  review  shall  be  made  by  a  panel 
of  the  Board,  and  the  panel.  Whether  or 
not  a  hearing  lias  been  held  In  the  case, 
may  affirm  the  determination  or  de- 
cision, or  remand  the  case  with  appropri- 
ate in.structlons  to  the  agency  or  the 
regional  loyalty  Ixmrd  concerned  for 
hearing  or  for  such  further  action  or 
procedure  as  the  panel  may  determine. 
In  exceptional  cases,  particularly  upon 
the  recommendation  of  the  panel,  if  in 
the  judgment  of  the  Board  or  an  execu- 
tive committee  of  the  Board  public  In- 
terest requires  It.  a  panH  may  l)e  named 
to  hold  a  new  tiearlng  in  the  case  and 
after  such  hearing,  affirm  or  reverse  the 
determination  or  decision. 

4.  Appendix  A  is  amended  by  the  addi- 
tion of  the  following: 

AmMuuL  A — Lmt  or  C>>aumATKms  Dme- 
KATCD  IT  TKK  ATTOBrnnr  OntatAi.  PoasuAirr 
TO  ExactrmE  Okbcb  No.  M35 


By  letter  of  April  21.  1»49.  which  was  di»- 
Kemlnated  to  all  depertmenu  and  agencies 
on  April  25.  1949,  the  Attorney  Oeneral  iva- 
nlehed  the  Loyalty  Review  Board  alth  a  list 
of  additional  ocgaclzatlons  designated  under 
Part  in.  section  8.  of  Executive  Order  No. 
P835.  The  Attorney  Oeneral  stated  that  aa 
hsd  been  stated  In  his  letter  ct  KoTember 
24.  1M7.  the  organiBatlons  heretofore  n&zned 
do  not  repreaeut  a  complete  or  final  tabula- 
tion. The  study  of  Investigative  reports  of 
tiie  Federal  Bureau  of  Investigation  Is  a  con- 
tinuing one.  The  organtaatlons  named 
herein  as  conUng  within  the  sccnpe  of  Kaem- 
tlve  Order  No.  88SS  are  designated  as  a  result 
of  the  same  careful  review  of  recommenda- 
tions made  by  otBclals  of  the  Dejmrtment  of 
Jn.«tlce  whk-h  has  been  outlined  to  the 
Lovalty    Review    Board    previously. 

The  organlntlons  designated  below  are 
c:a&£ifled  In  accordance  with  the  categories 
ttt  forth  In  section  3,  Part  m.  of  Executive 
Order  No.  9835.  As  In  the  case  of  organtoT 
tlnns  previously  submitted,  the  designation 
l^  predicated  upon  the  dominant  character- 
iKtJcs  of  each.  It  must  be  borne  In  mind, 
o!  courae.  that  while  an  organisation  may 
foil  within  more  than  one  at  the  q>eclAed 
Chte^orlea.  It  Is  neceasary  for  the  purposes 
<•-  the  Executive  order  to  segregate  them  on 
tl  0  basis  of  dominant  characteristics. 


FCOEtAL  RfOISTM 

The  OivanlBaiocs  designated  ai«t 

raaclat: 
AmAcaa  NaUonaltet  Party. 
American  National  Labor  Party. 

Anoerlc&n  National  Socialist  Leagtie. 
American  National  Socialist  Party. 
Committee  for  Nationalist  Action. 
National  Blue  Star  Mothers  of  America. 
Nationalist  Action  lieague. 
Communist: 

Abraham  Lincoln  Brigade. 
Action  Committee  to  Free  Spain  Now. 
American  Committee  for  Spanish  Freedom. 
American  Jewish  Labor  Council. 
American  Russian  Institute.  New  York. 
American  Russian  Instltirte,  PhUadelphla. 
American   Russian   Institute  of  Southern 

California.  Los  Angeles. 
Citizens  Committee  to  Free  Earl  Browder. 
Cltiwns  Committee  for  Harry  Bridges. 
Comlte    Coordtnador    Pro    Republlca 

Espanola 
Committee  for  A  Democratic  Far  Eastern 

Policy. 
Commonwealth  College.  Uena,  Arkansas. 
Detroit  Youth  Assembly. 
Hawaii  Ctni  Liberties  Committee. 
Michigan  School  of  Social  Science. 
North  American  Oommlttee  to  Aid  Spanish 

Democracy. 
North  American  Spanish  Aid  Committee. 
Oklahoma  Committee  to  Defend  Polttlcal 

Prisoners. 
Piogresslve  German-Amerlcanf.  alao  known 

as     Progressive     German -Americans     of 

Chicago. 
Schappes    Defense    Committee. 
Schneklerman-Darcy  Defense  Committee. 
United  Spanish  Aid  Committee. 
Washington  Commonwealth  Federation. 

Orgauiaations  which  have  "adopted  a 
policy  of  advocaUng  or  approving  the  com- 
mission of  acts  of  force  and  violence  to  deny 
others  their  rights  under  the  Constttution 
of  the  United  States:" 

American  Christian  Nationalist  Party. 

Association  of  Georgia  Kans. 

Knights  of  the  White  Camellia. 

Original  Southern  Klans.  Incorporated. 

Organteatlons  which  '-seek  to  alter  the  form 
of  government  of  the  United  SUtes  by  im- 
constltuttonal  means:" 

Industrial  Workers  of  the  World. 
Nationalist  Party  of  Puerto  Rico. 

5.  Section  220.2  (h)  (3>  is  amended  to 
read  as  follows : 

I  228.2  Directive  11;  initial  considera- 
tion of  loyalty  cases.     •     •     • 

(h>  Determination  of  case  after 
notice.     •     •     • 

<3>  If  the  Individual  answers  in  writ- 
ing but  does  not  request  a  hearing,  the 
board  shall  then  consider  the  case  on  the 
complete  file  (including  such  answer), 
make  its  determination  and  notify  the 
appropriate  authority  so  that  proper  ac- 
tion may  be  taken.  Before  making  the 
determination,  however,  a  board  In  its 
discretion  may,  if  a  hearing  is  deemed 
necessary,  request  the  indivldtial  to  ap- 
pear for  a  hearing,  but  the  board  cannot 
require  him  to  appear,  and  no  inference 
or  presumption  should  be  assumed  by  the 
board  because  of  the  failure  or  refusal 
of  an  individual  to  appear  for  a  hearing. 

6.  The  first  unnumbered  paragraph  in 
S  220.3  (a)  Is  amended  to  read  as  follows: 

§  220.3  Directive  III;  manner  of  con- 
ducting hearings  before  agency  loyalty 
boards— (Si)  In  general.  Hearings  before 
the  boards  shall  be  conducted  in  an  or- 
derly manner  and  in  a  serious,  business- 
like atmosphere  of  dignity  and  decorum. 
Not  less  then  three  members  of  the  board 
shall  be  present  at  all  hearings.    The 
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conduct  of  the  board  members  shall  be 
characterised  by  fairness,  impartiality 
and  oooperativeness. 

7.  Sectkm  230  2  <g)  (5)  is  amended  to 
read  as  follows: 

S  230.2  Directive  U;  initial  conAdera- 
tion  of  loyalty  cases.     •     •     • 

(g)  Determination  of  case  after 
interrogatory.     •     •     • 

(3)  If  the  applicant  or  appointee  an- 
swers the  interrogatory  in  writing  but 
does  not  request  a  hearing,  the  board 
shall  then  consider  the  case  on  the  com- 
plete file  (including  such  an.swer)  and 
make  a  determination  of  eligibility  or  in- 
eligibiUty.  Before  making  the  decision, 
however,  a  board  in  its  discretion  may.  If 
a  hearing  is  deemed  necessary,  request 
the  individual  to  appear  for  a  hearing, 
but  the  board  cannot  require  him  to  ap- 
pear, and  no  Inference  or  presumption 
should  be  assumed  by  the  board  because 
of  the  failure  or  refusal  of  an  individual 
to  appear  for  a  hearing. 

8.  The  first  unnumbered  pa:-a«Taph  in 
§  230.3  (a)  is  amended  to  read  as  follows: 

§  230.3  Directive  III;  manner  of  con- 
ducting hearings  before  regional  lopeUts 
boards— (a)  In  general.  Hearings  be- 
fore the  board  and  panels  shall  be  con- 
ducted in  an  orderly  manner  and  in  a 
serious,  businesslike  atmosphere  of  dig- 
nity and  decorum.  Not  less  than  three 
members  of  the  board  shall  be  present  at 
all  hearings.  The  conduct  of  the  mem- 
bers shall  be  characterized  by  fairness 
impartiality  and  cooperativeness. 

8.  The  second  unnumbered  paragraph 
in  S  230.4  <b>  is  amended  to  read  as 
follows: 

5  230.4  Directive  TV;  records  of  deci- 
sions and  appeals.     •     •     • 

'b)  Notification.     •     •     • 

If  the  board  rates  an  appointee  in- 
eligible, the  employing  department  or 
agency  will  be  informed  by  letter  of  the 
rating  action.  Including  debarment  if 
any,  and  including  a  statement  as'  to 
whether  or  not  the  case  falls  within  the 
purview  of  section  9A  of  the  Hatch  Act 
and  the  applicable  appropriation  act, 
and  the  department  or  agency  will  be 
Instructed  to  suspend  the  appointee  im- 
mediately pending  appeal  to  the  Loyalty 
Review  Board  and  to  separate  him  if  he 
does  not  appeal.  The  appointee  will  be 
furnished  a  copy  of  the  letter  to  the  de- 
partment or  agency. 

10.  The  second  unnuml)ered  para- 
graph in  §  230.6  (b)  is  amended  to  read 

as  follows: 

?  230.6  Directive  VI;  records,  files  and 
reports.     •     •     • 

<b)  Procedure  in  cases  of  separation. 
wit?i4rtiwal  and  furlough.     •     •     • 

The  regional  loyalty  boards  shall  close 
such  incompletely  adjudicated  cases  of 
persons  who  voluntarily  separate  them- 
selves or  who  withdraw  by  'nagging" 
(noting  unresolved  question  of  loyalty) 
their  names,  except  that  if  the  person 
has  a  known  eligibility,  the  eligibility  will 
be  suspended  and  the  eligible  notified  of 
the  action  taken,  and  the  elipible  win  be 
Informed  that  If  he  is  Interested  hi 
further  emiMoyment  with  the  Federal 
Government,  the  board  should  be  notified 
so  that  the  loyalty  adjudication  may  be 
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completed,  and  that  the  suspension  of 
ellRlblllty  will  continue  until  the  adjudi- 
cation has  been  completed  and  a  decision 
reached  as  to  eligibility  or  ineligibility. 
If  the  person  Is  not  interested  in  further 
employment,  any  known  applications  or 
eligibUities  will  be  canceled  and  the  per- 
son's name  will  be  flagged. 
(Part  III  E.  O.  9835,  Mar.  21.  1947.  !*» 
F.  R.  1935;  3  CFR  1947  Supp.) 

Loyalty  Review  Board. 

U.  S.  CIVIL  Service 
Commission, 

Seth  W.  Richardson. 

Chairman. 

IF     R     Doc.    49-3645;    Filed,    May    6,    1949; 
8.52  a.  m  1 

TITLE  6— AGRICULTURAL  CREDIT 
Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

SubthopUr  A— ©•ntral  t.gulalioni  and  l»olki«» 

Part  405— Loans.  Purchases  and  Other 
Operations 

LOANS  TO  AND  PURCHASES  BY  mUSTEES 

5  405.1  Loans  to  and  Purchases  by 
Trustees.  Language  in  Commodity 
Credit  Corporation  price  support  bulle- 
tins or  other  price  support  announce- 
ments to  the  effect  that  the  beneficial 
interest  in  the  commodity  must  be  in  the 
producer  tendering  the  commodity  for 
loan  or  purchase  shall  not  be  interpreted 
as  excluding  from  any  price  support  pro- 
gram a  trustee  who  is  otherwise  eligible 
to  participate.  (Sec.  4  (d).  62  Stat. 
1070) 

Issued  this  4th  day  of  May  1949. 

[SEAL]  Elmer  P.  Kruse, 

Manager, 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Trigo, 

President.  Commodity 
Credit  Corporation. 

IF.    R.    DOC.    49-3657;    Filed,    May    6.    1949; 
8.54  a.  m.| 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Grapefruit  Reg.  112) 

Part    933  — Oranges.    Grapefruit,    and 
Tangerines  Grown  in  |^orida 

limitation  or  shipments 
5  933.437  Grapefruit  Regulation  112— 
(a)  Findings.  (D  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and 
Order  No.  33,  as  amended  (7  OFR  and 
Supps.  Part  933).  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tan- 
gerines grown  in  the  State  of  Florida, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis   of   the  recommendations   of   the 
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committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  informa- 
tion, it  is  hereby  found  that  the  limitation 
of  shipments  of  grapefruit,  as  hereinafter 
provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it  is 
Impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.>  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based   became   available   and   the   time 
when  this  section  mast  become  effective 
m  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  resonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  <1>  During  the  period 
beginning  at  12:01  a.  m..  e.  s.  t..  May  9. 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t.. 
May  23,  1949.  no  handler  shall  ship: 

(i)  Any  grapefruit  of  any  variety, 
grown  in  the  State  of  Florida,  unless 
such  grapefruit  grade  at  least  U.  S.  No.  2 

(ii)  Any  seeded  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  96 
grapefruit,  packed  In  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box; 

(ill)  Any  seedless  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  126 
grapefruit,  packed  In  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box.  unless  such  grape- 
fruit grade  U.  S.  Fancy.  U.  8.  No.  1 
Bright  U.  S.  No.  1,  U.  S.  No.  1  Golden. 
U.  S.  No.  1  Bronze,  or  U.  S.  No.  1  Ru.sset. 

(2)  As  used  In  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  Is  given  to  each  such  term  in  said 
amended  marketing  agreement  and  or- 
der: and  the  terms  "U.  S.  Fancy,"  "U.  S. 
No.  1  Bright,"  "U.  S.  No.  1."  "U.  8.  No. 
1  Golden,"  'U.  S.  No.  1  Bronze,"  "U.  S. 
No.  1  Russet,"  "U.  S.  No.  2  Russet." 
"standard  pack."  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  in  the  United  States  Stand- 
ards for  Grapefruit  (13  F.  R.  4787  > .  1 48 
Stat.  31.  as  amended:  7  U.  S.  C.  601 
et  seq.> 


Done  at  Washington.  D.  C.  this  5th 
day  of  May  1949. 

[SEALl  8.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

(F.    R.    Doc.    49-3672;    Filed.    May    6.    1949; 
9:01  a.  m.) 


(Orange  Reg.  165] 

Part  933— Oranges.  Grapefruit,  and 
Tangerines  Grown  in  Florida 

IJMITATION  or  SHIPMENTS 

5  933.436    Orange  Regulation  165 — <a) 
Findings.    (1)  Pursuant  to  the  market- 


ing agreement,  as  amended,  and  Order 
No.  33,  as  amended  (7  CFR  and  Supps. 
Part  933  >,   regulating  the  handling  of 
oranges,     grapefruit,     and     tangerines 
grown*  In  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees   established    under    the    aforesaid 
amended     marketing     agreement     and 
order,  and  upon  other  available  infor- 
mation, it  is  hereby  found  that  the  limi- 
tation of  sl^ipments  of  oranges,  as  here- 
inafter provided,  will  tend  to  effectuate 
the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.>  because  the 
time  Intervening  between  the  date  when 
Information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  InsufiBcient 
and  a  rea.sonable  time  Is  permitted,  under 
the    circumstances,    for    such    effective 

date. 

(b)  Order.  <V  During  the  period  be- 
ginning at  12:01  a.  m..  e.  s.  t..  May  9. 
1949.  and  ending  at  12:01  a.  m..  e.  s.  t. 
May  23.  1949.  no  handler  shall  ship: 

(1)  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  I 
which  grade  U.  S.  No.  2  Bright.  U.  S.  No. 
2,  U.  8.  No.  2  Russet.  U.  S.  No.  3.  or  lower 
thanU.  8.  No.  3  grade; 

(ii)  Any  oranges,  except  Temple  or- 
anges, grown  In  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet.  U.  S. 
No.  3.  or  lower  than  U.  8.  No.  3  grade: 

(Hi)  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  in 
the  same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and  <b) 
are  not  In  excess  of  50  percent,  by  count, 
of  the  number  of  all  oranges  in  such 
container;  or 

(lv>  Any  oranges,  except  Temple  or- 
anges, grown  in  Regulation  Area  I  or 
Regulation  Area  II  which  are  of  a  size 
larger  than  a  size  that  will  pack  126  or- 
anges, packed  In  accordance  with  the 
requirements  of  a  standard  pack.  In  a 
standard  nailed  box. 

(2)  As  used  in  this  section,  the  terms 
"handler."  "ship."  "Regulation  Area  I' 
and  "Regulation  Area  II"  shall  each  have 
the  same  meaning  as  when  used  in  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  8.  No.  1  Ru.>set 
"U.  8.  No.  2  Bright."  "U.  8.  No.  2."  "U.  S^ 
No.  2  Russet."  "U.  S.  No.  3."  "standard 
pack."  "container."  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  In  the  United  States  Stand- 
ards for  Oranges  (13  F.  R.  5174.  5306'. 
Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  159  (14 
F  R.  501. 637) .    (48  Stat.  31,  as  amended, 
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7  U.  S.  C.  601  et  seq.;  7  CFR  and  Supps. 
Part  933) 

Done  at  Wa.shlngton.  D.  C,  this  6th 
day  of  May  1949. 

6.  R.  SMTni. 
Director.   Fruit  and   Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

|F.    R.    Doc.    49-3673;    Filed,    May    «.    1949; 
9:01  a.  m.J 


[Lemon  Reg.  317.  Amdt.  1] 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

limitation  or  shipment 

a.  Findings.  1.  Pursuant  to  the  mar- 
keting agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CMl.  Cum.  Supp.. 
953. 1  et  seq. :  IS  F.  R.  7«6  • ,  retrulatlng  the 
handling  of  lemons  grown  In  the  State  of 
California  or  In  the  State  of  Arizona,  ef- 
fective under  the  applicable  provisions  of 
the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  in- 
formation submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
apreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
.«uch  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

2.  It  is  hereby  further  found  that  It  Is 
Impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice  and 
engage  in  public  rule  making  procedure 

•  60  Stat.  237;  5  U.  S.  C.  1001  et  seq.)  be- 
cau.se  the  time  intervening  between  the 
date  when  information  upon  which  this 
amendment  is  based  became  available 
and  the  time  when  this  amendment  must 
become  effective  in  order  to  effectuate 

j.the  declared  policy  of  the  Agricultural 
^Marketin«  Agreement  Acji  of  1937.  as 
amended,  is  Insufficient,  and  this  amend- 
ment relieves  restrictions  on  the  handling 
of  lemons  grown  In  the  State  of  Cali- 
fornia or  in  the  State  of  Arizona. 

'b)  Order,  as  amended.  The  provi- 
sions in  paragraph  (b)    <1)  of  §953.424 

•  Lemon  Regulation  817.  14  F.  R.  2133*. 
are  hereby  amended  to  read  as  follows: 

<  1 )  The  quantity  of  lemons  grown  In 
the  State  of  California  or  In  the  State 
the  period  beginning  at  12:01  a.  m.. 
P.  s.  t.  May  1.  1949.  and  ending  at  12:01 
a.  m.,  P.  s.  t..  May  8.  1949.  Is  hereby  fixed 
as  follows: 

(I)  District  1:  425  carloads; 

(II)  District  2:  Unlimited  movement. 

(48  Stat.  31.  as  amended;  7  U.  6.  C.  601 
et  seq.) 

Done  at  Washington.  D.  C,  this  6th 
day  of  May  1949. 

fsEALl  8.  R.  Smith. 

Director,  Fruit  and  VegeUibU 
Branch,  Production  and  Mar- 
keting Administration. 

IF.    R.    Doc.    49-3691;    Filed,    May    6,    1M9: 
8;&3  a.  m.l 


FEDERAL  REGfSTEH 

[Lemon  Reg.  818] 
PaiiT  M3 — L^MOHs  QaowN  ik  Califouoa 

AND  ARIZONA 
LIMITATION  or  SHIPMENTS 

i  953.425  Lemon  Regulation  318— (k) 
Findings.  (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR,  Cum.  Supp., 
953.1  et  seq.;  13  F.  R.  766).  regulating 
the  handling  of  lemons  grown  In  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937.  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  Information.  It  Is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  It 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  W  days  after  publication 
thereof  In  the  Fedmal  Register  (60  SUt. 
237;  S  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  px)licy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

«b)  Order.  (1)  The  quantity  of 
lemons  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning' at 
12:01  a.  m.,  P.  s.  t..  May  8,  1949,  and 
ending  at  12:01  a.  m..  P.  s.  t..  May  15. 
1949.  Is  hereby  fixed  as  follows: 

(1)  District  1:    450  carloads; 

(11)  District  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  In  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  In 
accordance  with  the  prorate  base  sched- 
ule which  Is  attached  hereto  and  made 
a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler."  "carloads."  "prorate  base." 
"District  1."  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  81. 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C,  this  5th 
day  of  May  1949. 

[skalI  8.  R  Smitr. 

Director,  Fruit  and  VegetmiOe 
Branch,  Production  and  Mar- 
keUng  AdminiUraiion. 
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Proratk  Base  Schedule 

di6tuct  mo.   1 

Storage  Date:  May  1.  1949. 

[12:01    a.   m.   M«y   8.    1940,    to    12:01    a.   n. 
May  22,  1949] 

Prorate  hast 
Handler  (percfnt) 

Total : 100.000 

American      Fruit      Growers.      Inc., 

Corona 51a 

American  Prult  Growers,  Inc.,  FxU- 

lerton .__  2.  C28 

Hazeltlne   Packing    Co .944 

Ventura  Coastal  Leftion  Co 1.CG6 

Ventura  Pacific  Co 2.  iOG 

Total  A.  F.  G 7.281 

Rlink  Citrus  Association .  coo 

Lemon  Cove  Association .024 

Glendora   Lemon    Growers   AsaocLa- 

tlon 1  007 

La  Verne  Lerpon  Association .673 

La  Habra  Citrus  Association,  The..  1.413 
Yorba     Linda.     Citrus     Association. 

The 1  724 

Escondido  Lemon  Association 4.416 

Alta  Loma   Heights  Citrus  Associa- 
tion    462 

Etiwanda  Citrus  Fruit  AssocUtlon..  !487 

Upland  Lemon  Growers  Association.  2.319 

Ontral    Lemon    Association 1.860 

Irvine  Citrus  Association,  TTie .857 

Placentla    Mutual    Orange    Associa- 
tion    ]    187 

Corona  CltrxB  Association 1.009 

Corona  Foothill  Lemon  Oo 2.814 

Jameson  Co 1.144 

Arlington   Heights   Citrus 1.640 

College  Heights  Orange  &  Lemon  As- 
sociation    1.408 

Chula  Vista  atrus  AsBodation.  The.  .  998 

El  Cajon  Valley  Citrus  Association..  .  140 

FalltMXK*  Citrus  Asjtoclatlon 1.1140 

Lemon  Grove  Citrus  Aasoclatl on .379 

San  Dlmas  Lemon  Association 1.498 

Carpinterta  Lemon  Association 2.721 

Carpinterla  Mutual  Citrus  Associa- 
tion   2.533 

Ooleta  Lemon   Association 2.585 

Johnston  Fruit  Co 4.  Q90 

North  Whlttler  Heights  Citrus  Asso- 
ciation   770 

San  Fernando  Heights  Lemon  Asso- 
ciation   1.816 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   1  7419 

Tulare  Ooimty  Lemon  ft  Grapefruit 

Association .407 

Brlf^Ks  Lemon  Amociation l.«61 

Culbertson  Lemon  Association 1.417 

Fillmore  Lemon  Association 1.988 

Oxnard  ClUiis  Association., 6.  717 

Rancho   Sespe 1.641 

Santa  Clara  Lemon  Association 8.401 

Santa  Paula  Citrus  Fruit  Associa- 
tion   4  fi47 

Saticoy   Lemon    Association 2.769 

Seaboard  Lemon  Association 8.305 

Somis  Lemon  Association 8.  I8S 

Ventura  Citrus  Association .987 

Limonelra  Company 2.807 

Teague-McKevett    Association. 1.399 

East  Whlttler  Citrus  Association 1.  018 

Leflrtngwell  Rancho  Lemon  Associa- 
tion  1 .  708 

Murphy  Banch  Co 1.300 

Whlttler  Citriis  Associatian .840 

Whlttler  Select  Citrus  Aseoclatloix.  .  142 

Total  C.  P.  G.  K 86. 143 

Chula  Vista  Mutual  Lemon  Associa- 
tion   .514 

Bscondtdo  Cooperative  Citrus  Asso- 
ciation   .  878 
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PmoEATi  Bas«  Schtouli— Continued 
DISTRICT  NO.  1 — continued 

Prorate  base 

Handler  ^P^'TU, 

Index  Mutual  Association 0  235 

La  Verne  Cooi)€ratlve  Citrus  Associa- 
tion  

Orange  Belt  Fruit  Distributors 

Orange  Cooperative  Citrus  Associa- 
tion  

Ventura   County    Orange   &    Lemon 

A88<Tclatlon 

Whittler   Mutual   Orange  tt  Lemon 
Association 


1.464 
.994 

.106 

2.275 

.244 


Hugh  J. -^^^ 


Total  M    O.  D-— , -— 


Bmks.  L.  M 

Chess.  Meyer  W.,  Co 

Evans  Brothers  Packing  Co 

Hill.  Emma  H 

Johnson.  Fred 

Lorbeer.  Carroll  W.  C 

MacOonald. 

Manos.  Ous  &  William , 

Morris    Bros 

Paramount  Citrus  Association. 

Robb.  Homer  F 

Robinson.  A.  A 

Bachs,  Maurice  A 

San  Antonio  Orchard  Co 

Schaefer.   Charles   A 

Table  Praise  Avocado  Co..  Inc- 

Tetley.  F.  A..  Jr 

Winkler.  WUUam 


6.094 

.000 
.182 
.017 
.000 
.061 
.006 


.000 

.014 

.000 

.000 

.042 

.015 

.051 

.001 

.061 

.012 

.020 


Total 
IF.    R.    Doc, 


Independents •*82 

49-3692;    Filed.    May    6.    1949; 
9:53  a.  m.| 


RULES  AND  REGULATIONS 

(b)  Order.  (1)  The  quantity  of 
oranges  grown  In  the  State  of  California 
or  m  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12  01  a.  m..  P.  s.  t..  May  8.  1949.  and  end- 
ing at  12 .01  a.  m..  P.  s.  t.,  May  15. 1949.  is 
hereby  fixed  as  follows : 

li)  Valencia  oranges.  (a>  Prorate 
District  No.  1:  Unlimited  movement; 

(b)  Prorate  District  No.  2:  250  car- 
loads; „    „  ,.    ,,    . 

(c>  Prorate  District  No.  3:  Unlimited 

movement.  „  ,       • 

(11)  Oranges  other  than  Valencia 
oranges.  <a>  Prorate  District  No.  1: 
No  movement; 

(b)   Prorate  District  No.  2:   Unlimited 
movement; 

(c>  Prorate  District  No.  3:  No  move- 
ment. ^  ^      ., 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  order.  Is  hereby  fixed 
in  accordance  with  the  prorate  base 
schedule  which  is  attached  hereto  and 
made  a  part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled," 
"handler."  "carloads."  and  "prorate 
base  •  shall  have  the  same  meaning  as  is 
given  to  each  such  term  in  the  said  order; 
and  "Prorate  District  No.  1."  "Prorate 
District  No.  2."  and  "Prorate  District  No. 
3"  shall  have  the  same  meaning  as  is 
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Pboaatc  Basc  SCHEDUi.1— Continued 

VALENCIA  oaANGKS — contlnued 

Prorate  District  No.  2— Continued 

Prorate  base 
Handler  {percent) 

Anaheim  Valencia  Orange  Aasocla- 

Eadlngton  Fruit  Co.  Inc.. ---       2.9932 

Fullerton  Mutual  Orange  Assocla- 

»,„„ 1.70(5 

La  Habra  Citrus  Association i.04»* 

Orange  County  Valencia  Associa- 
tion  

Orangethorpe  Citrus  Association.. 

Placentla  Cooperative  Orange  Asso- 
ciation  

Yorba    Linda    Citrus    Association., 

The  --- -- 

Bjcondldo   Orange   Association 

Alta  Loma  Heights  Citrus  Associa- 
tion  

Citrus  Fruit  Growers 

Cucamonga  Citrus  Association 

Rlalto  Heights  Orange  Association. 
Upland  Citrus  Association 
Upland    HelghU    '" 

tlon 

Consolidated  Orange  Growers 


Orange    Aseocla- 


.4399 
1.  0242 

.6194 

.6323 
a.  3314 

.0964 
.1710 
.1128 
.0481 
.4784 

.1359 
a.  1063 


latlon.- -       1.0788 


Prances  Citrus  Assoc 

Garden  Grove  Citrus  Association.. 

Goldenweet    Citrus    Association. 

The. 
Irvlne  Valencl 
Olive  Heights  Citrus  Assoclatlon.. 
SanU    Ana-Tustln    Mutual    Cltrue 

Association. 


1.4436 


i.sais 


a  Growers 2.5651 


1.8997 


given  to  each  such  term  in  «  966.107  (11       Santiago  Orange  Growers  Assocla 


[Orange  Reg.  277] 

Part  966— Or.^nges  Grown  in  California 
AND  Arizona 


P  R  10258*  of  the  rules  and  regulations 
contained  in  this  part.  (48  Stat.  31.  as 
amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington,  D.  C,  this  6th 
day  of  May  1949. 

[sbal]  8.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 


tlon. 


.9332 

1.1182 
1.9911 


LIMITATION  or  SHIPMENTS 


277— 


S  968.423     Orange    Regulation 
(a)  Findings.     (D  Pursuant  to  the  pro- 
visions of  Order  No.  66  (7  CFR.  Cum. 
Supp..  966.1  et  seq.)  regulating  the  han- 
dling of  oranges  grown  in  the  State  of 
California  or  in  the  State  of  Arizona, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendation  and  infor- 
mation submitted  by  the  Orange  Admin- 
istrative Committee,  established  under 
the  said  order,  and  upon  other  available 
information.  It  Is  hereby  found  that  the 
limitation  of  the  quantity  of  such  oranges 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act.  ^  ,^  . 
(2)    It  Is  hereby  further  found  that 
It  Is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure. 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  '60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.>  because  the 
time  intervening  between  the  date  when 
Information  upon  which  this  section  is 
based   became   available   and   the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  is  Insufficient, 
and  a  reasonable  time  Is  permitted,  under 
the  circumstances,  for  preparation  for 
«uch  effective  date. 


[12;01    ».   m. 


Prorati  Base  Schedulm 

12:01 


May   8.    1949.   to 
May   15,   1949) 

VALENCIA    ORANGES 


a.  m. 


Prorate  District  No.  I 


Handler 


Prorate  base 
(percent) 


Total - - 100.0000 


.0898 

.0941 

.7822 

.4637 

.1108 

San  Juan  Caplstrano 7477 

.5156 
.4079 


Alta  Loma 

Corona 

FuUerton. 
G.  Orange. -- 
G.  Riverside 
G 


A.  P  G 
A.  P  G 
A.  F  G 
A.  F 
A.  F 
A.  F 

A.  F.  G.  Santa  Paula 

Hazeltlne  Packing  Co 

Placentla  Pioneer  Valencia  Growers 

Association 

Signal  Fruit  Association -- 

Azusa  Citrus  Association 

Damerel-AlUson  C0..-1 

Glendora  Mutual  Orange  Associa- 
tion   

Irwlndale  Citrus  Association 

Puente  Mutual  Citrus  Association. . 
Valencia  Heights  Orchard  Associa- 
tion   

Covlna  Citrus  Association 1 

Covlna    Orange    Growers    Associa- 
tion  

Glendora  Citrus  Association 

Glendora  Heights  Orange  &  Lemon 

Growers  Association 

Gold  Buckle  Association 

La  Verne  Orange  Association - 

Anaheim  Cltrua  Fruit  Aseoclatloo-       1 


6380 
1148 
4262 
8010 

,3847 
,3014 
.1648 

.4605 
.1432 

.6119 
.3836 

.0621 
.5412 
.6494 
.  340a 


Tustln  mils  Citrus  Association 

Villa    Park    Orchards    Association. 

The 

Bradford  Brothers,  Inc 

Placentla  Mutual  Orange  Aaaocla- 
tlon 7  — 

Placentla  Orange  Growers  Associa- 
tion.-  

Yorba  Orange  Growers  Assoclatlon. 

Call  Ranch 

Corona  Citrus  Association — 

Jameson  Co --- 

Orange    HelghU    Orange    Asrocla- 

tlon --" 

Crafton   Orange   Growers   Aswcla- 

tion ■;■:."'" 

East  Highlands  Citrus  Assoclatlon. 

Pontana  Cltru*  Association 

Highland    Fruit    Growers    Associa- 
tion   

Redlands  Heights  Groves 

Redlands  Orangedale  Association.- 

Break  &  Sons.  Allen -  — 

Bryn  Mawr  Fiult  Growers  Associa- 
tion  ~ 

Mission  Citrus  Association.. 

Redlands  Cooperative  Fruit  Associ- 
ation  -- 

Redlands   Orange   Growers   Associ- 
ation   

Redlands  Select  Groves 

Rlalto  Citrus  Association 

Rlalto  Orange  Co 

Southern  Citrus  Association 

United  Citrus  Growers 

Zllen  Citrus  Co - 

Arlington  Heights  Citrus  Co 

Brown  Estate,  L.  V.  W 

Gavllan  Citrus  Association 

Hlghgrove   Fruit   Association. 

Krlnard  Packing  Co —         -^^^h 

McDermont  Fruit  Co - - 

Monte  Vista  Citrus  Association 

National  Orange  Co 

Riverside  Heights  Orange  Growers 

Association 

Sierra  Vista  Packing  Association.. - 
Victoria    Avenue    Citrus    Associa- 
tion   '  — 

Claremont  Citrus  Association 

College   Heights   Orange   &   Lemon 
Association 


.6837 

1.9327 

3  6046 
.6039 
.0600 
.5620 
.0546 

.5648 

.4330 
.0903 
.1025 

.  0342 
.2799 
.2642 
.0220 

.1723 
.1558 

.3699 

.2331 
.2403 
.2029 
.1711 
.216* 
.1678 
.0981 
.1183 
.1330 
.1591 
.0931 


1943 
.2215 
.0347 

.  0625 
.0587 

.1801 
.1337 

.2593 


Probatv  Bass  8can:in7LC — Ooatlnued 

TAi.n«ciA  obanoes — conttcved 

Prorate  District  No.  2 — Contlnuad 

Prorate  boe* 
Umndler  {percent) 

El  Camlno  Citrus  Assoclatioo 0.0603 

Indian  Hill  Citrus  Association .2123 

Pomona  Fruit  Growers  Exciiange..  .3990 

Walnut  Fruit  Growers  Association.  .4571 

West  Ontario  Citrus  Association .3569 

El  Cajon  Valley  Citrvis  Association..  .  aSM 
San  Dlmas  Orange  Growera  Abbo- 

claUon 6044 

Ball  ft  Tweedy  Aaeoclation .  4787 

Canoga  Citrus  Aasoclatloa .  8429 

Covma  Valley  Orange  Co .0985 

North     Whittler     Heights     Cltrui 

Association , .9318 

San  Fernando  Prult  Growers  Aseo- 

clatlon .6192 

S«n     Peroando     Heights     Orange 

Association .9116 

Sierra  Madre-Lamanda  Citrus  Aa- 

Bociatlun .3947 

CimarlUo  Citrus  Association 1.6437 

Fillmore  Citrus  Association 3.  5301 

I.Iupu  Citrus  Association 2  1693 

Ojai   Ornnge    Association 9466 

Piru  Citrus  Association 2.  1899 

RanchoSespe .  7424 

S^nta  Paula  Orange  Aaaodatlon..  1.0000 

Tape  Citrus   Aaaoclatlon 1.0306 

Ventura  County  Citrus  Aaaoclatlon.  .  1384 

Llmonelra  Company .  5488 

East  Whittler  Citrus  Association. ._  .  3540 

E  Ranchlto  Citrxis  Association 1.6768 

Whittler  Citrus  Association .6€B7 

Whittler  Select  Citrus  Association.  .3516 
Anaheim  Oooperatlve  Orange  Asso- 
ciation    1.96S8 

Bryn    Mawr  ^ifutuai   Orange  Asso- 
ciation    .0897 

Chula  Vista  Mutual  Lemon  Asso- 
ciation.  .08SS 

EscondMo  Avenue  Orange  A— nda- 

tlon » .3488 

Euclid  Avenue  Orange  Aaaoclatlon.  .  5713 
Fullerton  Cooperative  Orange  Asso- 
ciation   .8806 

Garden  Grove  Orange  Cooperative, 

Inc. 7030 

Golden  Orange  Orovea.  Inc .  .  gSOl 

Index  Mutual  Aaeociatk)n .SH7 

La  Verne  Oooperatlve  Citrus  Asao- 

claUon 1.  7964 

Men  tone  HelghU  Aasodatlon .0386 

Ollre  Hillside  Groves.  Inc .S67B 

Orange  Cooperative  Cttrus  Aaaocla- 
tlon   1.  loss 

RedJ«n*i  Ftwtlifll  Orovea .8007 

R«dlan<lB  Mutual   Orange  Associa- 
tion   .  1970 

RlversMc  Citrus  Aaaoclatioci .0462 

Ventura  County  Orange  tt  Lemon 

Association .9763 

Whittler  Mutual  Orange  ti  Lemon 

Association .1473 

Babljxitce  Corp.  of  Oallf .MM 

Banks,  L   M .mH 

Borden  Fruit  Co .0613 

CaJlfomia  Associated   Orowera .2696 

Cherokee  Citrus  Co..  Inc .  1975 

Chess  Co..  Meyer  W .2499 

Evans  Bros.  Packing  Co .8678 

Gold  Banner  Association .24«7 

Granada  Hills  Packing  Co .0S06 

Granada  Packing  House 2.  80S2 

Hill  Packing  House.  Fred  A .0835 

Orange  Belt  Fruit  DUtrlbutors 2.0393 

Pauno  Fruit  Co..  Carlo .  013S 

Paramount    Citrus   Association .4990 

Placentla   Orchard   Co .4910 

Snyder  &  Sons  Co.,  W.  A .6945 

Stephens,  T.  T _  .  1»«7 

Wall.  E.  T 1077 

Western  Fruit  Growers,  Inc .6483 

|F.    R.    Doc.    49^731:    Filed.    May    «.    1949; 
12:10  p.  m.J 


PEDEtAl  tEcmeR 

TIRE  14— <IVIL  AVIATION 

Cha|rt«r  N — Qvi  A*reiKiwtic«  Admia- 
istraKon,  Deportmefft  of  Commerc* 

[Amdt.  7] 

Part  650 — Federal  Aid  to  Publjc  Agen- 
cies FOR  DeVSLOPMEMT  OF  PUBUC  AIR- 
PORTS 

PROJECTS  FOR  REHABILITATION  0«  REFAIB  FOR 
WHICH  SPONSORS  HAVE  RCQUESTES  RE- 
IMRURSmENT 

Acting  pursuant  to  the  authority 
vested  in  me  by  the  Federal  Airport  Act 
<60  SUt.  170;  49  U.  S.  C.  1101),  as 
amended,  I  hereby  amend  the  reviElon  of 
Part  550  of  the  regulations  of  the  Admin- 
istrator of  Civil  Aeronautics,  effective 
May  1.  1948,  by  adding  a  new  paragraph 
•  1)  to  5  550.5,  reading  as  follows: 

(1)  Protects  for  rehabilitation  or  re- 
pair for  which   the  sponsors  have  re- 
que.sted  reimbursement  under  section  17 
of  the  act.    Section  17  of  the  act  and 
Part  560  of  the  regulations  of  the  Ad- 
ministrator provide  for  reimbursement 
to  public  agencies  for  the  necessary  re- 
habilitation or  repair  of  public  airports 
substantially  damaged  by  Federal  agen- 
cies.    The  rehabilitation  or  repair  of  a 
damaged  area  las  defined  in  §  560.1  (fi 
of  this  chapter)  or  damaged  facility  <as 
defined    in    8  560.1    (g))    may    t>e    ac- 
complished by  restoration  (as  defined  in 
§  560.1  (o) )  of  the  area  or  facility  or  by 
betterment  <as  defined  in  §  560.1  (d> )  of 
such  area  or  facility.     In  either  case,  the 
amount  of  reimbursement  laayable  under 
.section  17  is  limited  to  and  may  not  ex- 
ceed the  cost  of  restoration.    Ordinarily, 
in  cases  Involving  betterment,  the  cost  of 
the  rehabilitation  or  repair  to  be  ac- 
complished will  exceed  the  amount  of  re- 
imbursement payable  therefor.     If  the 
estimated  cost  of  such  an  item  or  items 
of  rehabilitation  or  repair  (item  of  bet- 
terment )  does  exceed  the  amount  of  re- 
imbursement payable  therefor,  the  pub- 
lic agency  may  submit,  subject  to  the 
applicable  requirements  of  the  act  and 
the  regulations  of  this  part,  a  Project 
Application  on  Form  ACA  1624  request- 
ing approval  of  a  project  under  this  part 
for  the  accompli.shment  of  such  item  or 
items   of   betterment.     Such   a   Project 
Application  .should  <)cscribe  the  Item  or 
items  of  betterment  as  the  airport  de- 
velopment to  be  accomplished  and  should 
be  limited  to  .^uch  development,  should 
Identify  the  request  for  reiinbursement 
vhich  has  been  made  by  the  sponsor, 
state  the  current  status  of  such  request 
as  known  to  the  sponsor,  and  set  out  in 
the  summary  of  estimated  project  costs 
all  costs  involved.    Such  a  Project  Ap- 
plication should  be  submitted  prkM-  to 
certification  to  the  Congress  <  pursuant  to 
section  17  >  of  the  cost  of  the  rehabUita- 
tion  or  repair  which  would  result  from 
accomplishment  of  the  item  or  items  of 
betterment   contemplated,   if   a   project 
imder  the  Federal-aid  Airport  Program 
is  planned  at  that  time,  or  as  soon  there- 
after as  pos.sible.     If  such  a  cerUficatlon 
Is  made  and  the  project  is  approved  by 
the    Administrator,    the    grant    offer 
tendered  to  the  sponsor  will  provide  for 
payment  of  the  United  States'  .share,  not 
to  exceed  a  stated  maximum  amount,  of 
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the  allowable  project  costs  of  the  items 
of  betterment  inchided  in  the  project,  in 
excess  of  the  amount  of  reimbursement 
for  such  items  included  in  said  certifica- 
tion. If  such  an  offer  is  accepted  by  the 
sponsor,  partial  grant  payments  of  the 
United  States'  share  of  allowable  project 
costs  will  be  made  as  the  project  work 
progresses  and  costs  are  Incurred  there- 
for, in  accordance  with  the  provisions 
of  tiie  grant  agreement  and  the 
principles  stated  in  fi  550.9  (c ) ,  and  If 
funds  for  the  items  of  betterment  in- 
cluded in  the  project  have  been  appro- 
priated pursuant  to  the  certification, 
progress  reimbursement  payments  may 
be  made  simultaneously  in  accordance 
with  Part  560  of  the  regulations. 

This  amendment  shall  become  effective 
upon  publication  In  the  Federal  Register. 

<Secs.  1-15,  60  Stat.  170-178.  as  amended 
by  Pub.  Law  486.  80th  Cong.;  49  U.  S.  C. 
1101-1114) 

[seal!  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

IF.    R.    Doc.    49-3640;    Piled,    May    6,    19-i9; 
8:50  a.  m.J 


Part  560 — Reimbursement  for  Damage 
TO  Public  Airports  by  Federal  Agen- 
cies 

Acting  pursuant  to  the  authority 
vested  in  me  by  section  17  of  the  Federal 
Airport  Act  (60  Stat.  170.  Pub.  Law  No. 
377.  79th  Cong.;  as  amended  by  62  Stat. 
1111.  Pub.  Law  No.  840.  80th  Cong.),  I 
hereby  amend  Part  560  of  the  regulations 
of  the  Administrator  of  Ovil  Aeronautics, 
to  read  as  follows: 

Sec. 

560.1 

560.2 

560.3 

560.4 

560.5 

560.6 

560.7 

560.8 

560.9 


560.10 
660.11 
560.12 


560.13 

560.14 
560.16 

560.16 
560.17 

560.18 
560.19 

660.20 


Definitions. 

Purpose  of  regulations. 

Bllgible  requests  for  reimbursement. 

Eligible  petitioners. 

Eligible  airp>orts. 

Time  limitations. 

Eligible  rehabilitation  or  repair. 

Amount  of  reimbursement. 

Claims  filed  with  other  Inderal  agen- 
cies. 

Form  and  content  of  requests. 

SutHnlsslon  of  reqiilests. 

Conalderatlon  and  determlnatioD  ot 
requests;  notifications  to  peti- 
tioners. 

Certification  of  request  to  the  Con- 
grees:   notifications  to  petitioners. 

Notification  of  appropriation. 

Accomplishment  of  rehabllltaUon  or 
repair. 

Inspection,  audit,  and  records. 

Payments  from  funds  appropriated 
by   the   Congress. 

Supplemental   requests. 

Projects  for  rehabilitation  or  repair 
In  the  Federal -aid  Airport  Program. 

Forms. 


AtTTHOHiTT:  15  660  1  to  560.20  Issued  under 
sec.  17,  60  Stat.  179.  as  amended  by  Pub.  Law 
840,  80th  Cong.;  49  U.  8.  C.  1116. 

§  SfJO.l  Definitions,  (a)  "Act"  means 
the  Federal  Airport  Act  <60  Stat.  170; 
Pub.  Law  377,  79th  Cong.>.  a.s  amended 
by  act  of  June  29,  1948  i62  Stat.  1111; 
Pub.  Law  840,  80th  Cong. ) . 

(b)  "Administrator"  means  the  Ad- 
minL-^trator  of  Civil  Aeronautics  or  his 
duly  authorized  representative. 
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(c)   "Airport"  means  any  area  of  land 
or  water  which  is  used,  or  intended  for 
use.  for  the  landing  and  take-off  of  air- 
craft, and  any  appurtenant  areas  which 
are  used,  or  intended  for  use.  for  airport 
buildings  or  other  airport  facilities  or 
rights-of-way,  together  with  all  airport 
buildings  and  facilities  located  thereon. 
'  (d>  'Betterment"  means  the  construc- 
tion or  development  of  a  new  area  or 
facility   replacing   a   damaged   area   or 
damaged  facility,  or  the  repair  or  im- 
provement of  a  damaged  area  or  dam- 
aged facility  to  £^  condition  better  than 
its   condition   at   the  time  specified  in 
§560  8   (a)   or  §560.8  (b).  whichever  is 
applicable,  or  in  accordance  with  higher 
standards  of  construction  than  its  origi- 
nal construction. 

(e)  "CAA"  means  the  Civil  Aero- 
nautics Administration  of  the  United 
States  Department  of  Commerce. 

(f)  "Damaged  area"  means  any  area 
of  a  public  airport  where  damage  has 
occurred,  for  the  cost  of  the  necessary 
rehabilitation  or  repair  of  which  reim- 
bursement is  requested  under  the  regu- 
lations in  this  part,  and  which,  in  the 
opinion  of  the  Administrator,  is  or  was 
Identifiable  as  a  functional  unit  of  the 
airport,  contributing  materially  to  its 
safety  or  utility. 

(g)  "Damaged  facility"  means  any 
filrport  building,  or  other  airport  facility, 
which  has  suffered  damage,  for  the  cost 
of  the  necessary  rehabilitation  or  repair 
of  which  reimbursement  is  requested 
under  the  regulations  in  this  part,  and 
which,  in  the  opinion  of  the  Administra- 
tor is'or  was  identifiable  as  a  functional 
unit  of  the  airport,  contributing  mate- 
rially to  its  safety  or  utility. 

(h)  "District  Airport  Engineer"  means 
the  director  of  a  District  Office  of  the 
Airports  Branch  of  a  CAA  Regional  Office 
or  his  duly  authorized  representative. 

(i)  "Federal  agency'"  means  any  execu- 
tive department,  board,  bureau,  commis- 
sion or  other  agency  In  the  executive 
branch  of  the  Government  of  the  United 
States  or  any  corporation  wholly  owned 
(either  directly  or  indirectly  through  one 
or   more   corporations)    by  the   United 

(J )  "Petitioner"  means  a  public  agency 
which  submits  to  the  Administrator  a 
request  for  reimbursement  for  the  cost 
of  the  necessary  rehabilitation  or  repair 
of  a  public  airport  pursuant  to  the  pro- 
visions of  section  17  of  the  act 

<k)  *  Public  agency"  means  the  United 
States  Government  or  any  agency 
thereof:  a  State,  the  Territory  of  Ala.ska. 
the  Territory  of  Hawaii.  Puerto  Rico,  or 
the  Virgin  Wands  or  an  agency  of  any 
of  them:  a  municipality  or  other  political 
subdivision:  or  a  tax-supported  organiza- 
tion. .  . 

(1)  "Public  airport"  means  any  air- 
port which  Is  used  or  to  be  used  for  pub- 
lic purposes,  under  the  control  of  a  public 
agency,  the  landing  area  of  which  Is 
publicly  owned. 

(m>  "Regional  Administrator"  means 
the  director  of  a  CAA  Regional  Office  or 
his  duly  authorized  representative. 

(n)  "Rehabilitation  or  repair"  means 
either  restoration  or  betterment. 

(o)  'Restoration"  means  the  repair  of 
a  damaged  area  or  damaged  facility  to 
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a  condition  equivalent  to  Its  condition  at 
the  time  specified  in  5  560.8  (a)  or 
S  560.8  (b).  whichever  is  applicable. 

(p)  "Reimbursement"  means  the  pay- 
ment of  money  by  the  United  States  to 
a  petitioner  pursuant  to  the  provisions 
of  section  17  of  the  act. 


9  560  2    Purpose  of  regulations.    The 
regulations  In  this  part  apply  to  requests 
for  reimbursement  submitted  pursuant 
to  the  provisions  of  section  17  of  the  act. 
for  the  cost  of  the  necessary  rehabilita- 
tion or  repair  of  public  airports  sub- 
stantially damaged  by  Federal  agencies. 
Section  17  of  the  act  authorizes  the  Ad- 
ministrator to  render  such  assistance  to 
public  agencies  as  he  deems  necessary 
in  the  preparation  of  such  requests  for 
reimbursement.    Upon  receipt  of  such  a 
request  from  a  public  agency,  the  Ad- 
ministrator is  further  authorized,  on  be- 
half of  the  United  States,  to  con.sider, 
ascertain,  and  determine,  in  accordance 
with  regulations  prescribed  by  him.  the 
actual  or  estimated  cost  of  such  neces- 
sary rehabilitation  or  repair  for  which 
such  public  agency  is  entitled  to  reim- 
bursement from  the  United  States  and 
to  certify  to  the  Congress  the  amount 
of  such  cost,  which  certification  shall  be 
deemed  a  contractual  obligation  of  the 
United  States.    Section  17  further  au- 
thorizes such  amounts  to  be  appropriated 
by  the  Congress  as  may  be  necessary  to 
enable  the  Administrator  to  make  pay- 
ments to  public   agencies  as  provided 
therein,  either  upon  completion  of  the 
rehabilitation  <Jr  repair  involved  or  as 
such  rehabilitation  or  repair  progresses. 


time  the  request  Is  submitted  and  must 
have  been  owned  by  a  public  agency  at 
the  time  the  damage  occurred. 

(3)  The  airport  must  be  used,  or  in- 
tended to  be  used,  by  and  for  the  benefit 
of  the  public  at  the  time  the  request  is 
submitted,  must  be  under  the  control  of 
a  public  agency  at  such  time,  and  must 
have  been  used  for  public  purposes  under 
the  control  of  a  public  agency,  at  the  time 
the  damage  occurred. 

(4)  If  the  airport  was  damaged  while 
owned  by  the  United  States  or  a  Federal 
agency,  the  nucleus  of  such  airport  must 
have  been  developed  or  used  as  a  non- 
Federal  public  airport  prior  to  the  occur- 
rence of  the  damage. 

(b)  To  meet  the  requirements  of  par- 
agraph (a)  of  this  section.  lt^,is  not  nec- 
essary that  the  public  agency  controlling 
an  airport  be  the  public  agency  owning 
its  landing  area,  or  that  the  public 
agency  controlling  an  airport  or  owning 
its  landing  area,  at  the  time  a  request  is 
submitted,  be  the  public  agency  which 
controlled  the  airport  or  owned  the  land- 
ing area  at  the  time  the  damage  occurred. 

(c)  If  an  airport  is  operated  by  a  pri- 
vate person  or  concern  under  a  lease  or 
contract  from  a  public  agency,  such  air- 
port will  be  regarded  as  "used  by  and  for 
the  benefit  of  the  public"  and  "under  the 
control  of  a  public  agency",  as  required 
by  paragraph  (a)  (3)  of  this  .section,  If 
the  airport  is  being  so  used  and  the  lease 
or  contract  reserves  to  the  public  agency 
sufficient  control  over  the  manner  In 
which  the  airport  is  operated  to  permit 
such  public  agency  to  compel  its  opera- 
tion for  the  use  and  benefit  of  the  public. 


§  360.3  Eligible  requests  for  reimburse- 
ment. To  be  eligible  for  consideration 
by  the  Administrator,  a  request  for  re- 
imbursement must: 

(a)  Be  submitted  by  an  eligible  peti- 
tioner (see  §  560.4) ; 

(b)  Cover  damage  to  an  eligible  air- 
port (see  §  560.5) ; 

(c)  Be  submitted  within  certain  time 
limitations  (see  §  560.6) :  and 

(d)  Cover  eligible  rehabilitation  or  re- 
pair (see  §560.7). 

§  560.4  Eligible  petitioners.  To  be 
eligible,  a  petitioner  must  meet  the  fol- 
lowing requirements: 

( a )  The  petitioner  must  be  a  State,  the 
Territory  of  Alaska,  the  Territory  of 
Hawaii.  Puerto  Rico,  or  the  Virgin 
Islands,  or  an  agency  of  any  of  them: 
a  municipality  or  other  political  sub- 
division: or  a  tax-supported  organization. 

(b)  The  petitioner  must  have  control 
or  management  of  the  airport  to  which 
the  request  relates  at  the  time  of  sub- 
mitting the  request.  Control  or  manage- 
ment may  be  established  by  an  interim 
permit  or  an  approved  application  for 
a  surplus  airport  in  those  cases  where  the 
airport  in  question  is  subject  to  an  out- 
standing lea.se  or  other  conveyance  to  the 
United  States. 

§  560.5  Eligible  airports.  (a>  To  be 
eligible,  an  airport  must  meet  the  follow- 
ing requirements: 

(1)  The  airport  must  be  located  in  the 
continental  United  States,  the  Territory 
of  Hawaii,  the  Territory  of  Alaska.  Puerto 
Rico,  or  the  Virgin  Islands. 

(2)  The  landing  area  of  the  airport 
must  be  owned  by  a  public  agency  at  the 


§  560.6  Time  limitations,  (a)  A  re- 
quest may  be*  submitted  before,  during, 
or  after  the  accomplishment  of  the  re- 
habilitation or  repair  for  the  cost  of 
which  reimbursement  is  requested. 

(b)  No  request  will  be  considered  by 
the  Administrator  unless  such  request  is 
submitted  within  six  months  after  the 
occurrence  of  the  damage  upon  which 
the  request  Is  based:  Provided,  however. 
That  In  the  event  the  damage  was  caused 
by  operations  of  a  military  nature  dur- 
ing time  of  war.  such  request  may  be 
submitted  within  six  months  after  the 
time  of  termination  of  war.  unless  the 
airport  is  under  the  control  or  manage- 
ment of  the  United  States  at  the  time  of 
the  termination  of  such  war.  in  which 
event,  the  request  may  be  submitted  to 
the  ^Administrator    within   six   months 
after  transfer  of  such  control  or  man- 
agement of  the  airport  to  the  public 
agency  Involved. 

(c)  The  Administrator  will  consider  a 
request  which  Is  based  upon  damape 
which  occurred  prior  to  the  date  of  ap- 
proval of  the  act:  Provided.  That  the 
foregoing  time  limitations  are  compiled 
with. 

§  560  7  Eligible  rehabilitation  or  re- 
pair. In  order  to  be  eligible,  rehabilita- 
tion or  repair  must  meet  the  following 
requirements : 

(a)  The  rehabilitation  or  repair  must 
be  or  have  been,  necessary  to  remedy 
substantial  damage  to  an  eligible  airport 
caused  or  permitted  by  a  Federal  agency. 

(b)  The  rehabilitation  or  repair  must 
be.  or  have  been,  for  the  purpose  of  rem- 
edying damage  to  an  area  or  facility 
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which  was  owned  by  the  petitioner  or 
other  non -Federal  public  acency  »t  the 
time  the  damage  occurred,  unless,  at 
that  time,  the  area  or  facility  was  owned 
by  the  United  States  or  a  Federal  agency, 
in  which  case  the  area  or  facility  must 
have  been  a  part  of  a  non-Federal  public 
airport  prior  to  the  occurrence  of  the 
damage. 

(c>  The  rehabihtatlon  or  repairunust 
have,  or  have  had.  as  its  jMincipal  object 
the  remedying  of  damage  for  which  the 
petitioner,  the  airport  owner,  or  any 
other  person  or  agency  Imw  never  been 
adequately  compensated,  reimbursed,  or 
recompen.sed  by  the  United  SUtes  or  any 
Federal  agency. 

<d)  The  circumstances  mast  be  such 
that  reimbursement  would  be  In  the  pub- 
lic interest. 

5  560.8  Amount  of  reinttmrtement. 
The  amount  of  reimbursement  due  for 
the  eligible  rehabihtatlon  or  repair  of 
any  specific  damaped  area  or  damaged 
facility  will  be  determined  by  the  Admln- 
L^trator  as  provided  below:' 

<a)  If  the  damage  occurred  while  the 
airport  was  under  the  management  or 
control  of  the  United  States  or  a  Federal 
agency,  the  amount  determined  to  be  due 
will  be  an  amount  equal  to  the  actual  or 
fstimated  cost  of  restoration  of  the  dam- 
aped  area  or  damaged  facility  to  a  con- 
dition equivalent  to  Its  condition  on  the 
date  the  United  States  or  a  Federal 
agency  assumed  management  or  control 
of  the  airport. 

'b»  If  the  damage  occurred  while  the 
airport  was  not  under  the  management 
or  control  of  the  United  States  or  a  Fed- 
eral agency,  the  amount  determined  to 
be  due  will  be  an  amoant  equal  to  the 
actual  or  estimated  cost  of  restoration 
of  the  damaged  area  or  damaged  facility 
to  a  condition  equivalent  to  its  condition 
immediately  prior  to  such  damage. 

(c)  The  principles  stated  in  para- 
graphs (a)  and  (b)  of  this  .-section  will 
apply  whether  the  rehabilitation  or  re- 
pair of  a  damaged  area  or  damaged  fa- 
cility consists  of  restoration  or  better- 
ment. 

I  560.9  Claims  filed  with  other  Federal 
aaevcies.  A  request  for  reimbursement 
may  be  sulwiltted  under  the  regulations 
in  this  pert  notwithstanding  the  fact 
that  the  petitioner  has  filed  prior  thereto 
a  claim  against  the  United  States  relat- 
ing to  the  subject  matters  of  such  re- 
quest. In  such  a  case,  however,  the  pe- 
titioner shall  notify  the  Administrator, 
a.<^  hereinafter  provided,  as  to  the  basis 
for  and  the  current  status  of.  such  claim. 

S  560.10  Form  and  content  of  requeitt. 
(a)  A  request  for  reimbursement  which  a 
petitioner  must  submit  under  the  regula- 
tions in  this  part  Is  not  required  to  be  In 
any  particular  form.  However,  a  request 
mu«:t  state  that  It  Is  made  pursuant  to 
section  17  of  the  act  and  the  regulations 
in  this  part,  and  should  contain  the  fol- 
lowing pertinent  information:  (Docu- 
ments, mapd,  affidavits,  records,  and 
other  materials  necessary  to  support  the 
request  should  be  submitted  with  .luch  re- 
Quests  or  as  soon  thereafter  as  possible, 
if  available  or  procurable). 
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CI)  Naoie  and  address  of  pctttioner. 

(2)  Name  and  location  of  airport. 

(3)  Ownership  of  airport  at  time  of 
submitting  request;  If  petitioner  or  an- 
other public  agency  is  operating  the  air- 
port under  a  lease,  permit,  license,  or 
agreement  from  another  pidilic  agency, 
copies  of  such  Instruments  must  be  sub- 
mitted; if  a  lessee  or  assignee  of  the 
petitioner  or  another  public  agency  Is 
operating  the  airport,  copies  of  the  oper- 
ating lease  or  agreement  must  \)t 
submitted. 

(4)  Extent  to  which  the  airport  has 
ever  been  operated  other  than  for  the 
use  and  benefit  for  the  public. 

<5)  The  name  of  the  Federal  agency 
causing  or  permitting  the  damage. 

'6>  Date  or  period  when  damage 
occurred. 

(7)  Ownership  of  airport,  damaged 
areas,  and  damaged  facilities  at  time 
damage  occurred;  If  a  Federal  agency 
was  at  that  time  In  posse.'^sioji  under  a 
lease  or  agreement  with  the  petitioner 
or  another  public  agency,  copies  of  such 
documents  must  be  .submitted. 

(8)  (1)  If  the  damage  occurred  while 
the  airport  was  in  possession  or  control 
of  a  Federal  agency,  evidence  or  informa- 
tion must  t>e  submitted  as  to  the  condi- 
tion of  the  airport  at  the  time  the  Fed- 
eral agency  a.s,sumcd  pos.session  or  con- 
trol and  Its  condition  at  the  time  such 
possession  or  control  v.as  relinquished. 

(11)  If  the  damage  occiirred  while  the 
airport  was  not  in  possession  or  control 
of  a  Federal  agency,  evidence  or  informa- 
tion mast  be  submitted  as  to  its  condi- 
tion Immediately  prior  to  such  damage. 

<9)  TjTJe,  extent,  and  period  of  opera- 
tion of  the  airport  by  the  Federal  agency. 

'10)  Specific  cause  of  the  damage, 
giving  ftill  facts  known  relative  to  what 
specific  acts  or  omissions  on  the  part  of 
a  Federal  agency  damaged  the  airport.  • 

(11)  Nature  and  extent  of  the  damage, 
illustrated  by  maps  of  the  airport  with 
the  damage  area  delineated  thereon, 
photographs,  and  such  other  evidence 
pertaining  thereto  as  may  be  available. 

(12)  Extent  to  which  the  damage  was 
covered  by  Insurance. 

(13)  Itemized  lists  of  all  rehabilita- 
tion or  repair  work  accomplished,  with 
breakdowns  of  such  work  by  Items  and 
cost ;  vouchers  or  other  evidence  of  pay- 
ment must  be  submitted,  together  with 
maps,  photographs  and  other  pertinent 
material. 

a4)  Itemized  lists  of  all  proposed  re- 
habilitation or  repair  considered  neces- 
.«ary.  with  an  estimate  of  costs  oX  each 
Item  and  accompanied  by  such  plans  and 
specifications  as  have  been  prepared. 

( 15 )  Such  other  records,  documents,  or 
data  as  may  be  necessary  to  support  the 
request  for  reimbursement. 

(16)  Statement  to  the  effect  that  the 
request  docs  not  include  reimbursement 
for  the  cost  of  rehabilitation  or  repair  of 
improvements  and  facilities  con.structed 
with  United  States  funds  by  the  Federal 
agency  which  owned,  managed,  or  con- 
trolled the  airport  or  caused  or  per- 
mitted the  damage. 

(17)  Nature  and  earroit  status  of  any 
datan  IMed  with  a  federal  agency,  or  any 
litigation  arising  out  of  or  In  connection 
with  the  aubject  damage;  copies  of  any 
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auch  chUm  or  the  pleadings  to  any  such 
litigation  must  be  submitted. 

Co)  Each  request  shall  be  signed  and 
vertlled  by  an  officer  of  the  petitioner, 
duly  auttiorlzed  and  designated  to  nie 
such  request  for  and  on  behalf  of  the 
petitioner. 

(c)  In  addition,  each  request  must  be 
accompanied  by  evidence  that  the  peti- 
tioner has  granted,  or  caused  to  be 
granted,  authority  to  the  District  Air- 
port Engineer  or  other  representatives 
of  the  Admlni.strator  to  inspect  the  air- 
port and  the  damaged  areas  and  damaged 
lacllltie.s,  to  interview  representatives  of 
the  petiUoner  and  airport  owner,  and  to 
examine  airport  records  and  documents 
as  may  be  deemed  necessary  by  such 
representatives  of  the  Administrator. 

{  560.11  Sub^nisition  of  request .t.  All 
requests  shall  be  submitted  to  the  ap- 
propriate District  Airport  Engineer  in 
quadruplicate.  The  date  of  receipt  of  a 
request  by  a  District  Airport  Engineer 
will  be  considered  the  date  on  which  such 
request  was  submitted  to  the  Adminis- 
trator. 

S  560.12  Con.rideration  and  determi- 
nation of  requests:  notifications  to 
petitioners,  (a)  Consideration  by  the 
Repional  Administrator:  The  Regional 
Administrator,  upon  receipt  of  a  request, 
will  review  It  and  forward  it  to  the  Ad- 
minl.strafor  with  surh  comments  and 
information  as  may  be  pertinent  to  the 
Issues  iM-esented. 

•  b)  Preliminary  finding:  notiflcatlwj 
to  petitioner:  fiHng  of  additional  infor- 
mation: After  receipt  of  a  request,  ittt 
Adminl!?trat.or  will  obtain  the  vlew.-s  of 
the  Ptderal  agency  or  agencies  alleged 
to  have  caused  the  damage,  and  will 
thereafter  make  a  preliminary  and  ten- 
tative finding  of  the  eligibility  of  the  re- 
habilitation or  repair  and  the  amount 
of  reimbursement  due.  The  petitioner 
will  be  notified  of  .such  preliminary  and 
tentative  finding.  The  notification  will 
designate  each  of  the  damaged  areas  and 
damaged  facilities  which  are  to  be.*  or 
have  been,  rehabilitated  or  repaired,  and 
for  each  of  such  areas  and  facilities  the 
notification  will  state  the  rehabilitation 
or  repair  for  which  reimbursement  was 
requested,  the  amount  requested  there- 
for, and  the  amount  tentatively  allowed 
therefor.  The  petitioner  will  be  given 
twenty  days,  or  such  additional  time  as  ' 
may  be  granted,  to  file  additional  infor- 
mation In  support  of  any  amount  which 
has  not  been  tentatively  allowed.  Any 
additional  Information  filed  will  be  con- 
sidered in  the  final  determination  of  the 
amount  of  reiml)ursement  due. 

(c)  Final  determination  by  the  Ad- 
minl.strator:  The  Administrator  will 
thereafter  consider,  ascertain,  and  finally 
determine  the  amount  of  reimbursement 
due  for  the  actual  or  estimated  cost  of 
the  eligible  rehabilitation  or  repair. 

f  560.13     Certi^cation  of  requests  to 

the  Congress;  notification.'^  to  petftioners. 
(a)  The  Administrator  will  certify  to  the 
Congress  such  amoimt  as  he  has  deter- 
mined to  be  the  actual  or  estimated  cost 
of  the  eltglble  rehabilitation  or  repair. 
The  certification  will  Include  a  brief 
statement  of  the  character  of  the  dam- 
age upon  which  the  request  is  based  and 
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of  the  work  performed  or  to  be  performed 
to  accomplish  the  eligible  rehabilitation 
or  repair. 

( b  >  The  petitioner  will  be  notified  by 
the  Administrator  of  the  certification  to 
the  Congress.  The  notification  will  des- 
ignate the  damaged  .areas  and  damaged 
facilities  of  the  airport  which  are  to  be. 
or  have  been,  rehabilitated  or  repaired 
and  for  each  of  such  areas  and  facilities 
the  notification  will  state  the  rehabilita- 
tion or  repair  for  which  reimbursement 
was  requested,  the  amount  requested 
therefor,  and  the  amount  included  there- 
for in  the  certification  to  the  Congress. 

8  560.14  Notification  of  appropria- 
tion. As  soon  as  passible  after  an  ap- 
propriation has  been  made  by  the  Con- 
gress pursuant  to  a  certification  by  the 
Administrator,  the  petitioner  will  be  no- 
tified of  the  amount  so  appropriated. 

§  560.15  Accomplishment  of  rehabili- 
tation or  repair— <&)  Time  of  perform- 
ance. Rehabilitation  or  repair  may  be 
accomplished  before  a  request  for  re- 
imbursement is  submitted  pursuant  to 
the  provisions  of  8  560.10.  or  may  be  ac- 
complished at  any  time  thereafter.  How- 
ever, if  there  is  to  be  betterment  of  a 
damaged  area  or  damaged  facility,  and 
such  item  of  betterment  is,  or  is  to  be. 
included  as  airport  development  In  a 
project  in  the  Federal-Aid  Airport  Pro- 
gram (.see  §  560  19).  such  item  of  better- 
ment should  not  be  undertaken  prior  to 
the  date  of  execution  of  a  Grant  Agree- 
ment therefor. 

(b)  Separable  rehabilitation  or  re- 
pair. A  petitioner  may  accomplish  the 
rehabilitation  or  repair  of  an  airport  as 
a  whole  or.  if  it  desires  to  do  so.  may  ac- 
complish separately  the  rehabilitation  or 
repair  of  any  damaged  area  or  damaged 
facility. 

(c>  Plans  ajid  specifications.  Plans 
and  specifications  for  the  accomplish- 
ment of  rehabilitation  or  repair  shall  be 
submitted  to  the  Administrator  for  his 
approval,  unle.ss  in  the  opinion  of  the 
Administrator  the  work  involved  in  re- 
habilitation or  repair  is  of  a  type  not 
requiring  plans  and  specifications  for 
satisfactory  accomplishment.  Such 
plans  and  specifications  shall  be  submit- 
ted prior  to  the  start  of  construction  un- 
less the  rehabilitation  or  repair  has  been 
completed  at  the  time  a  request  for  reim- 
•  bursement  is  submitted  therefor,  in 
which  event  the  plans  and  specifications 
for  such  rehabilitation  or  repair  shall  be 
submitted  with  such  request  for  reim- 
bursement or  as  soon  thereafter  as  pos- 
sible. Early  submission  of  plans  and 
specifications  may  avoid  delays  in  the 
making  of  payments. 

§  560.16  Inspection,  audit,  and  rec- 
ords. A  petitioner  shall  permit  author- 
ized representatives  of  the  Administrator 
to  in.spect  the  airport  to  determine  that 
rehabilitation  or  repair  is  being  or  has 
been  accomplished  satisfactorily,  and  to 
audit  its  records  and  accounts  to  deter- 
mine the  amount  of  reimbursement  due 
therefor.  If  a  request  for  reimbursement 
Includes  a  substantial  amount  of  rehabil- 
itation or  repair  completed  prior  to  the 
request,  or  includes  entirely  completed 
rehabilitation  or  repair  of  a  damaged 
area  or  damaged  facility,  an  inspection  of 
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such  completed  rehabilitation  or  repair 
and  an  audit  of  the  costs  thereof  may  be 
made  prior  to  certification  to  the  Con- 
gress. Progress  inspections  and  audits 
may  be  made  at  any  time  at  the  discre- 
tion of  the  Regional  Administrator  dur- 
ing the  accomplishment  of  the  rehabili- 
tation or  repair.  A  final  inspection  and 
audit  will  be  made  prior  to  lump-sum 
payment  or  final  payment  as  provided 
for  in  §  560.17  (a)  and  §  560.17  <b).  In 
order  to  facilitate  the  determination  by 
the  Administrator  of  the  actual  costs  of 
rehabilitation  or  repair,  a  petitioner 
should  secure  and  retain  In  its  files  docu- 
mentary evidence  of  costs  and  payments 
therefor,  such  as  invoices,  cost  estimates, 
pay  rolls,  vouchers,  cancelled  checks  or 
warrants,  and  receipts. 

5  560.17  Payments  from  funds  ap- 
propriated by  the  Congress.  Funds  ap- 
propriated by  the  Congress  pursuant  to 
a  certification  by  the  Administrator  may 
be  paid  t*  a  petitioner,  as  provided  In 
this  section,  either  in  a  lump-sum  pay- 
ment or  In  progress  payments. 

(a)    Lump-sum  payments.     A  lump- 
sum payment  may  be  applied  for  by  a 
petitioner  either  after  completion  of  all 
eligible  rehabilitation  or  repair  for  which 
certification  was  made  or  after  comple- 
tion of  the  rehabilitation  or  repair  of  any 
damaged  area  or  damaged  facility  cov- 
ered by  such  certification.    Such  a  pay- 
ment will  be  made  only  after  an  inspec- 
tion and  audit  have  been  made  by  the 
CAA    pursuant    to    the    provisions    of 
§  560  16  and  only  if  the  rehabilitation  or 
repair  has  been  completed  to  the  sat- 
isfaction of  the  Administrator.    If  the 
completed  rehabilitation  or  repair  has 
been  paid   for  by   the   petitioned,   pay- 
ment   will    be    made    In    an    amount 
equivalent   to   the   actual   cost   of   the 
rehabilitation  or  repair,  or  the  amount 
Included     In     the    certification    there- 
for,   or    the    amount    of    appropriated 
funds  available  for  reimbursement  there- 
for, whichever  of  such  amounts  is  the 
least.     If  the  rehabilitation  or  repair  has 
been  accomplished  but  not  paid  for.  the 
Administrator   will   pay   not   to   exceed 
90%  of  the  actual  cost  of  such  rehabili- 
tation or  repair,  or  90  "r  of  the  amount 
included  in  the  certification  therefor,  or 
90%    of    the    amount    of    appropriated 
funds  available  for  reimbursement  there- 
for, whichever  of  such  amounts  is  the 
least;  thereafter,  when  the  rehabilitation 
or  repair  has  been  paid  for.  the  petitioner 
may  apply  for  and  receive  payment  of  the 
balance  of  the  total  amount  which  would 
have  been  payable  as  a  lump-sum  pay- 
ment under  this  section  if  such  rehabili- 
tation or  repair  had  been  paid  for  at  the 
time  the  original   application   for  such 
payment  was  made. 

(b)  Progress  payments — d)  Agree- 
ments for  progress  payments.  Progress 
payments  may  be  made  either  for  all 
eligible  rehabilitation  or  repair  for  which 
certification  was  made  or  for  the  re- 
habilitation or  repair  of  any  damaged 
area  or  damaged  facility  covered  by  such 
certification,  as  such  rehabilitation  or 
repair  progresses.  Such  payments  will  be 
made,  as  provided  herein,  to  a  petitioner 
at  its  request  provided  an  agreement 
therefor  has  been  entered  into  between 
the  petitioner  and  the  Administrator  on 


Form  ACA  2045  (5  560.20  (a)).    A  peti- 
tioner desiring  progress  payments  should 
so  notify  the  Administrator,  describing 
the  rehabilitation  or  repair  to  be  ac- 
complished, for  which  progress  payments 
will  be  requested,  and  distinguishing  be- 
tween items  of  restoration  and  Items  of 
betterment.    Such  a  notice  may  be  sub- 
mltted  at  any  time  after  certification  and 
should  be  submitted  as  far  as  possible  in 
advance  of  the  date  It  is  anticipated  a 
request  for  payment  will  be  made.     After 
monies  have  been  appropriated  by  the 
Congress  for  payment  of  rehabilitation  or 
repair  included  in  such  a  notice,  the  Ad- 
ministrator will  prepare  and  execute  a 
proposed  agreement  on  Form  ACA  2045 
(9  560.20   (a))    based  upon  such  notice 
and  will  submit  It  to  the  petitioner  as 
soon  as  circumstances  permit,  for  execu- 
tion  by  a  duly  authorized  official  of  the 
petitioner.    When  so  executed,  an  agree- 
ment should  be  returned  to  the  District 
Airport  Engineer. 

(2 )   Time  and  amount  of  progress  pay- 
ments.   A    petitioner    may    apply    for 
progress   payments,   as   the  work   pro- 
gresses, on  a  monthly  basis  or  such  other 
basis  as  may  be  set  forth  in  the  agree- 
ment entered  into  pursuant  to  S  560  17 
(b)(1).    The  amount  of  a  progress  pay- 
ment will  be  based  upon  the  percentage 
of  physical  completion  of  the  rehabilita- 
tion  or   repair  Yor   which   payment  is 
applied  for.    To  determine  the  aggregate 
amount  of  progress  payments  earned  as 
of  a  specified  date  for  any  particular 
Item  of  rehabilitation  or  repair,  such  per- 
centage win  be  applied  to  the  agreed- 
upon  maximum  amount  of  reimburse- 
ment for  such  item,  or  to  the  latest 
revised  total  estimated  cost  of  such  item, 
whichever  is  the  le.sser.    The  progre.ss 
payment  due  as  of  such  date  will  equal 
such  aggregate  amount  le.ss  the  total  of 
all  prior  progre.ss  payments  for  the  Item. 
No  progress  payment  will  be  made,  how- 
ever, which  would  bring  the  aggregate  of 
such  payments  to  an  amount  in  excess 
of  90%   of  the  agreed-upon  maximum 
amount  of  reimbursement  for  the  item 
or  to  an  amount  In  excess  of  90%  of  the 
latest     revi.sed     total     estimated     cost 
thereof,  whichever  is  the  lesser:  *  Pro- 
vided, That  where  the  rehabilitation  or 
repair  has  been  more  than  90%   com- 
pleted, and  where  all  of  the  rehabilitation 
or  repair  accomplished  has  l>een  paVl  for 
by   the   petitioner,   and   where   the   re- 
mainder of  the  rehabilitation  or  repair 
to  be  accomplished  will  be  suspended  for 
an   appreciable   length  of   time  due  to 
weather  conditions  or  other  causes  be- 
yond  the   control   of   tlie   petitioner,   a 
progress  payment  may,  at  the  discretion 


•Under  the  formula  In  J  560  16  (b)  (2). 
In  a  case  In  which  only  restoration  Is  In- 
volved and  in  which  the  agreed-upon  maxi- 
mum amount  exceeds  or  is  equal  to  the  latest 
revised  total  estimated  cost  of  such  restora- 
tion, the  aggregate  amount  of  progress  pay- 
ments earned  as  of  a  particular  date,  will  be 
equal  to  the  actual  cost  of  work  accomplished 
to  such  date.  Where  betterment  Is  Involved 
and  the  agreed-upon  maximum  amount  1» 
equal  to  or  less  than  the  latest  revUed  total 
estimated  cost  of  such  betterment,  the  ag- 
gregate amount  of  progress  payments  earned 
as  of  a  particular  date,  wUl  be  a  percentage 
of  the  agreed-upon  maximum  amount. 
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cf  the  Administrator,  be  made  in  an 
amount  which  will  bring  the  aggregate 
of  5uch  payments  to  an  amount  com- 
]  uted  on  the  basis  of  the  percentage  of 
physical  completion  reached,  such  pay- 
ment to  be  made  on  the  basis  of  an 
inspection  by  the  CAA  and  a  CAA  audit. 

i3'  Final  payuienls.  Final  payment 
for  any  particular  item  of  rehabilitation 
or  repair  will  be  made  after  such  Item 
has  been  accompll.«;hed  to  the  satL^fac- 
tion  of  the  Administrator,  and  tias  been 
paid  for  by  the  petitioner,  and  after  an 
inspection  has  been  made  by  the  CAA 
and  the  amount  of  reimbursement  lias 
been  established  by  a  final  CAA  audit. 
Such  a  final  payment  will  be  made  in  an 
amount  computed  by  deducting  the  ag- 
pitgate  amount  of  all  progress  payments 
made  for  the  item  from  the  smallest  of 
the  three  following  amounts:  <1)  The 
actual  cost  of  the  item  of  reliabilitation 
or  repair;  (ii)  the  antount  included 
therefor  In  the  certification ;  (Hi)  the 
.mount  of  appropriated  funds  available 
for  reimbursement  therefor. 

•  c  Applications  for  payments.  All 
applications  for  progress,  final,  and 
lump-sum  payments  shall  be  made  on 
Form  ACA-2044  (§560.20  'b)).  accom- 
panied by  a  summary  of  costs  of  rehab- 
ilitation or  repair  on  Form  ACA-1630 
<!!  560  20  lO)  and  a  separate  Periodic 
Cost  Estimate  on  Form  ACA-1629 
I  ?  560  20  (d ) )  for  each  construction  con- 
tract or  petitioner's  force  account  rep- 
resenting costs  for  which  payment  is  re- 
quested. 

id>  Recovery  in  event  of  excess  pay- 
ments. If  the  Adminl5trator  determines 
at  any  time  that  the  aggregate  of  pay- 
ments for  an  Item  of  rehabilitation  or  re- 
pair exceeds  the  actual  cost  of  the  work 
then  performed  therefor,  or  the  maxi- 
mum amount  Included  In  the  certifica- 
tion therefor,  the  United  States  shall  be' 
entitled  to  recover  such  excels. 

i  5M.18    Supplemental  requests,     (a) 

A  petitioner  may  submit  a  supplemental 
request  for  reimbursement  in  the  amount 
by  which  the  actual  cost  of  a  completed 
item  of  restoration  exceeds  its  estimated 
co5t  as  previously  included  in  a  certi- 
fication made  by  the  Administrator  to 
the  Congress.  Such  a  supi^cmental  re- 
quest shall  Identify  the  original  re<iuest. 
shall  set  forth  the  additional  amount  re- 
quested, which  shall  be  supported  by 
vouchers  or  other  evidence  of  the  actual 
cost,  shall  state  the  cause  of  the  raria- 
tion  between  the  estimated  and  actual 
costs  of  such  restoration,  shall  be  veri- 
fied in  the  same  manner  as  an  original 
request,  and  shall  be  submitted  to  the 
District  Airport  Engineer  In  quadrupli- 
cate. 

lb)  If  upon  receipt  of  a  supplemental 
request,  and  after  an  inspection  and 
audit  of  the  completed  reiiabilitation  or 
repair,  the  Administrator  determines 
that  the  actual  tost  of  a  completed  item 
of  restoration  exceeds  the  amount  of  the 
estimated  cost  of  such  Item  included  by 
him  In  a  certification  to  the  Congress,  the 
Administrator  will  certify  to  the  Congress 
the  amount  by  which  such  actual  cost 
exceeds  such  estimate,  including  in  the 
certification  a  brief  statement  of  the 
cau.se  of  the  variation  between  tlie  esti- 
mated and  actual  costs  of  the  rehabili- 
tation or  repair. 
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I  500.19  Projects  for  rehabilitation  or 
repair  in  the  Federal-aid  Airport  Pro- 
gram.* Subject  to  the  applicable  require- 
ments of  the  act  relative  to  the  Federal - 
aid  Airport  Program  and  Part  550  of  the 
regulations  of  the  Administrator,  a  peti- 
tioner may  spon.'^or  a  project  In  that  Pro- 
gram for  any  Item  of  betterment  which 
has  not  yet  been  accomplished,  the  esti- 
mated cost  of  which  exceeds  the  amount 
of  reimbursement  therefor  Included  in 
a  certification  to  the  Congress  under  this 
part.  The  participation  by  the  United 
States  in  such  a  project  In  the  Federal- 
aid  Airport  Program  will  be  a  percentage 
share  of  the  allowable  project  costs  of  the 
Item  of  l>etterment  over  and  above  the 
amount  of  reimbursement  therefor  in- 
cluded in  the  certification. 

It  560.20  Forms.  The  purpose  of  this 
section  L«  to  describe  tlie  various  forms 
referred  to  in  the  foregoing  sections  of 
this  part.  Copies  of  such  forms  and  as- 
sistance in  the  completion  and  execution 
thereof  may  be  obtained  by  a  pctiticwier 
from  the  District  Airport  Engineer  of  the 
CAA  district  In  which  the  airport  to  be 
rehabilitated  or  repaired  is  located. 

(a)  Agreement  for  prooress  payments 
for  airport  rehabilitation  or  repair,  Form 
ACA-2045  (3-49).  This  form,  when  ex- 
ecuted by  the  Administrator  on  isehalf 
of  the  United  States  and  by  a  petitioner, 
constitutes  an  agreement  between  the 
United  States  and  the  petitioner  for  the 
making  of  progress  payments  of  monies 
appropriated  by  the  Congress  In  reim- 
bursement of  the  cost  of  rehabilitation  or 
repair.  This  agreement  describes  the 
items  of  rehabilitation  or  repair  for 
which  progress  payments  will  be  made, 
indicating  wliether  they  are  Items  of 
restoration  or  Items  of  betterment,  and 
specifies  the  maximum  amount  of  the 
United  States  obligation  therefor.  Such 
agreement  includes  a  promi.se  by  the 
petitioner  to  complete  the  rehabilitation 
or  repair  In  accordance  with  plans  and 
specifications  (including  subsequent  re- 
visions and  modifications  thereof)  hav- 
ing tlie  approval  of  the  Administrator  or 
his  duly  authorized  representative,  arul 
to  refund  to  the  United  States  all  such 
payments  for  any  item  of  rehabilitation 
or  repair  in  the  event  such  item  of  re- 
habilitation or  repair  is  not  so  completed. 
It  provides  also  that  in  the  event  it  is 
determined  by  the  Administrator  upon 
completion  of  any  item  of  restoration 
that  the  actual  cost  thereof  is  in  excess 
of  the  agreed-upon  maximum  anK)unt 
for  such  Item,  acceptance  by  the  peti- 
tioner of  progress  payments  aggregating 
said  maximum  amount  shall  not  be 
deemed  full  relmbiu-sement  of  the  cost 
of  such  rehabilitation  or  repair  and  shall 
not  prejudice  the  right  of  the  petitioner 
to  submit  a  supplementary  request  for 
reimbursement  In  the  amoimt  of  such 
excess.  In  addition,  it  will  Include  such 
special  terms  and  conditions  as  the  Ad- 
ministrator determines  to  be  necessary 
In  the  particular  case  to  insure  compli- 
ance with  section  17  of  the  act  and 
the  regulations  In  this  part. 

(b)  Application  for  payment  for  re- 
habilitation or  repair,  Torm  ACA-2044 
(3-49).     This  form   contains  a  formal 
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statement  of  application  for  payment 
for  rehabilitation  or  repair  In  a  specified 
amoimt.  It  Identifies  the  appropriate 
letteiiof  notification  of  certification  from 
the  Administrator  and  the  agreement. 
If  any.  between  the  petitioner  and  Ad- 
ministrator for  progress  payments.  It 
contains  spaces  for  de.scribing  briefly  the 
Items  of  restoration  and  betterment  in- 
volved and  for  stating  for  each  of  surh 
items  the  agreed-upon  maximum  amount 
of  reimbursement,  the  revi.sed  total  esti- 
mated cost,  the  costs  of  rehabtlitarki:i  or 
rep>air  incurred  a.s  of  a  specified  date,  the 
amount  of  reimbursement  earned  as  of 
that  date,  the  amount  of  all  previous 
payments  and  unpaid  applications,  aiid 
the  amount  applied  for.  The  following 
certification  to  be  executed  by  a  respon- 
sible ofScial  of  the  sponsor  is  prcv.ded 
for: 

I  certify  that  the  above  application  for  pay- 
ment Is  correct  and  Just,  and  for  a  p.inTent 
which  has  not  been  received.  I  further  cer- 
tify that  the  cost  estimates  and  statements 
of  costs  Incurred,  as  set  forth  in  this  r.ppM- 
cation.  are  true  and  correct,  and  relate  only 
to  itcma  of  rebabUltation  or  repair  contem- 
plated by  the  letter  of  notification  of  certifi- 
cation from  the  Administrator  of  Chll  Aero- 

nriutics  dated   19 and  the 

agreement  entered  Into  between  the  Peti- 
tioner and  the  United  States  dated , 

19 ;  '  and  that  all  such  costs  have  been 

Incurred  In  connection  with  rehabilitation 
or  repair  accomplished  in  accordance  with 
said  letter  of  notification  and  a^eemcnt ' 
and  applicable  plans  and  specifications. 

'  This  reference  to  an  agreement  ahcuid  be 
stricken   If   no  such   agreement   exists. 

In  addition,  a  certification  is  pro\ided 
for  signature  by  the  District  Airport 
Engineer. 

Instructions  for  the  preparation  of  this 
form  are  appended  thereto. 

to  Summary  of  Project  Costs,  Form 
ACA-1620  (5-48).  This  form  contain* 
spaces  in  which  the  petitioner  is  to  insert 
a  description  of  the  rehabilitation  or  re- 
pair accomplished,  the  latest  revised  to- 
tal estimated  costs,  the  actual  costs  in- 
curred to  date,  and  the  percentage  that 
the  latter  bears  to  the  former,  all  of 
these  figures  to  be  broken  down  Into 
four  main  cost  classifications:  fl)  Con- 
struction costs.  (2>  engineering  costs, 
(3)  administrative  expenses,  and  (4) 
contingencies.  Instructions  for  the 
preparation  of  this  form  are  aiH>ended 
thereto. 

(d)  Periodic  Co.'^t  Estimate.  Form 
ACA-1629  <5-49k  This  form  contains 
two  certifications,  as  follows: 

(1)  A  certification  to  be  executed  by 
the  contractor  (or  the  petitioner  with 
respect  to  force  account  work)  that  "the 
work  performed  and  the  materials  sup- 
plied to  date,  as  shown  on  this  Periodic 
Cost  Estimate,  represent  the  actual  value 
of  accomplishment  under  the  terms  of 
this  .contract  in  conformity  with  ap- 
proved plans  and  specifications,  and  that 
the  quantities  shown  were  properly  de- 
termined and  are  correct.;"* 

(2)  An  "acknowledgment  and  concur- 
rence of  the  petitioner's  engineer,  con- 
curring in  the  contractor's  certification 


'See  also   1560  15    (a)    and   S550.fi   (1)    of 
this  chapter. 


*  Aa  revised  for  use  In  connection  with  tec- 
tlon  17  work,  in  accordance  with  Lnstmctkins 
aK>eri<)ed  to  the  form. 
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(to  be  omitted  In  the  case  of  force  ac- 
count work). 

These  certifications  are  preceded  by 
spaces  for  inserting  information  regard- 
ing the  progress  of  rehabihtatlon  or  re- 
pair, including  the  dates  when  the  work 
was  commenced  and  when  completion  is 
anticipated,  the  percentage  of  physical 
completion  of  rehabilitation  or  repair, 
the  latest  revised  estimate  of  the  quan- 
tity and  cost  of  the  various  work  items 
to  be  accomplished,  and  a  statement  of 
the  quantities  and  value  of  all  work  items 
actually  accomplished  as  of  the  end  of 
the  period  for  which  the  report  is 
prepared. 

Instructions  for  the  preparation  of  this 
form  a-e  appended  thereto. 

This  amendment  shall  become  effec- 
tive upon  publication  in  the  Federal 
Register. 

NOT«:  The  reporting  and  record -keeping 
requirements  contained  In  this  amendment 
have  been  approved  by  the  Bureau  of  the 
Budget  pursuant  to  the  Federal  Reports  Act 
or  1942. 

[SEAL]  D:  W.  Rentzel, 

Administrator  of  Civil  Aeronautics. 

I  p.    R.    Doc.    49-3641:    Piled.    May    8,    1949: 
8  50  a.  m.| 

TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

Part  329 — Delegations  of  Authority 

exclusion      from      code      of      federal 
regulations,  1949  edition 

Editorial  Note:  Part  329— Delega- 
tions of  Authority  has  been  excluded 
from  the  Code  of  Federal  Regulations. 
1949  Edition.  Future  amendments  to 
this  part  will  be  published  in  the  Notices 
section  of  the  Federal  Register. 

TITLE  21— FOOD  AND  DRUGS 

Chapter  I^Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  146 — Certification  of  Batches  of 
Penicillin-  or  Streptomycin-Con- 
taining Drugs 

miscellaneous  amendments 

Correction 

In  Federal  Register  Document  48-913. 
appearing  at  page  436  of  the  issue  for 
Saturday.  January  31.  1948.  the  third 
line  of  9  146  32  <d)  <3)  (ID  should  read: 
"for  each  5000  Immediate  containers  in 
the". 


TITLE  44 — PUBLIC  PROPERTY 
AND  WORKS 

Chapter    IV— War   Assets' 

Administration 

I  Reg.  17.  Order  6] 

Part  404 — Stockpiling  of  Strategic  and 
Critical  Materials 

FORMS  FOR  reporting  STRATEGIC  MATERIALS 

Correction 

In  Federal  Register  Doc.  49-3373.  ap- 
pearing at  page  2143  of  the  issue  for 
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Saturday.  April  30,  1949.  the  designation 
"8  404.53"   should   read.   "5  404.55". 


TITLE  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

I  Released  Rates  Order  MC-1,  Amdt.) 

Part  187— Freight  Rate  Tariffs,  Sched- 
ules and  Classifications 

released  rates  on  certain  arhcles 

Upon  consideration  of  Released  Rates 
Order  No.  MC-1  of  January  16,  1936  <49 
CFR,  Cum.  Supp..  187.200  >.  authorizing 
motor  common  carriers  to  establish  and 
maintain  truckload  and  less-truckload 
classification  rating  on  household  goods 
and  other  articles  as  described  in  said 
order  dependent  upon  the  released  value 
of  the  property  as  set  forth  in  the  ap- 
pendix attached  to  and  made  a  part  of 
said  order;  and  good  cause  appearing 
therefor : 

It  is  ordered.  That  said  Released  Rates 
Order  No.  MC-1  of  January  16.  1936  <49 
CFR.  Cum.  Supp..  187.200).  is  hereby 
amended  so  as  to  apply  also  on  truck- 
load  and  less-truckload  classification  ex- 
ception ratings  on  said  articles.  As 
amended.   S  187.200   (a)    will  read: 

9  187.200  Released  rates  on  certain 
articles — (a)  Authority  for,  and  manner 
of.  establishment.  All  motor  carriers 
and  their  duly  authorized  agents  or  the 
duly  accredited  successors  of  such  agents 
are  authorized  to  establish  and  maintain 
by  filing  and  posting  in  the  manner  pre- 
scribed in  sections  217  and  218  of  Part  II 
of  the  Interstate  Commerce  Act.  truck- 
load  and  less-than-truckload  classifica- 
tion and  exception  ratings  for  carpets 
and  carpeting;  graphite  crucibles;  hides, 
pelts,  or  .skins,  not  dressed  nor  tanned; 
household  goods;  Jewelers'  sweepings; 
leather  scrap;  leatherboard  scrap;  ores 
not  otherwise  Indexed  in  the  classifica- 
tion; paintings  and  pictures;  pottery, 
chlnaware.  earthenware,  porcelalnware 
or  stoneware,  not  otherwise  Indexed  in 
the  classification;  printed  matter;  silk, 
raw.  spun,  schappe.  or  thrown,  including 
organzine.  singles,  tram.  warp,  or  yarns; 
watches  and  clocks  dependent  upon  the 
released  value  of  the  property  declared 
by  the  shipper  in  writing,  or  agreed  upon 
In  writing  in  the  following  manner: 

And  it  is  further  ordered.  That  tariffs 
containing  released  classification  or  ex- 
ception ratings  filed  under  authority  of 
this  section,  as  amended,  shall  show  In 
connection  with  such  ratings  the  follow- 
ing notation  under  paragraph  (d), 
Authority  to  be  shown  in  tariff: 

Ratings  herein  based  on  released  value 
have  been  authorized  by  the  Interstate  Com- 
merce Commission  In  Released  Rates  Order 
No.  MC-1  of  January  16.  1936.  aa  amended 
October  20,  1948.  subject  to  complaint  and 
suspension. 

(41  Stat.  496.  49  Stat.  563,  56  Stat.  300; 
49U.  S.  C.  20  ill).319) 

Dated  at  Washington.  D.  C,  thjs  20th 
day  of  October.  1948. 

By  the  Commission. 

[seal]  W.  P.  B.UITEL. . 

Secretary. 


(F.  R.  Doc. 


49-3627;    Piled. 
8:46  a.  m.J 


May    0.    1948; 


TITLE  50— WILDLIFE 

Chapter  III — International  Regulatory 
Agencies  (Fishing  and  Whaling) 

Sub<hapl*f  A — Inlcrnationol  Fisheries  Commission 

Part  301— Pacific  Halibut  Fisheries 

Regulations  of  the  International  Fish- 
eries Commission  adopted  pursuant  to 
the  Pacific  Halibut  Fishery  Convention 
between  the  United  States  of  America 
and  the  Dominion  of  Canada,  signed 
January  29,  1937. 

Sec. 

301.1  Regulatory  areas. 

301.2  Limit  of  catch  In  each  area. 

301.3  Length   of   closed   season. 

301.4  Issuance  of  licenses  and  conditions 

limiting  their  validity. 

301.5  Retention    of    halibut    taken    with 

other  fish  under  permit. 
301.8       Issuance  of  permits  and  conditions 
limiting  their  validity. 

301.7  Statistical  return  by  vessels. 

301.8  StatUtlcal  return  by  dealers. 

301.9  Closed  small  halibut  grounds. 

301.10  Dory  gear  prohibited. 

301.11  NeU  prohibited. 

301.12  Retention  of  tagged  halibut. 

301.13  Responsibility  of  master. 

301.14  Supervision       of       unloading       and 

weighing. 

AtTTHOBrrr:  !i  301.1  to  301.14  issued  under 
Article  III.  60  Stat.  1352. 

S  301.1  "-Regulatory  areas.  (a)  Con- 
vention waters  which  include  the  terri- 
torial waters  and  the  high  seas  off  the 
western  coast  of  Canada  and  the  United 
States  of  America  including  the  southern 
as  well  as  the  western  coasts  of  Alsiska, 
shall  be  divided  into  the  following  areas, 
all  directions  given  being  magnetic  un- 
less otherwise  stated. 

(b)  Area  lA  shall  lnclud«  all  conven- 
tion waters  southeast  of  a  line  running 
•  northeast  and  southwest  through  Cape 
Blanco  Light,  as  shown  on  Chart 
5952.  published  In  February.  1935. 
by  the  United  States  Coast  and  Geodetic 
Survey,  which  light  is  approxi- 
mately latitude  42  50'14"  N..  longitude 
124*33'45"  W. 

(c>  Area  IB  shall  Include  all  con- 
vention waters  between  Area  lA  and  a 
line  running  northeast  and  southwest 
through  Wlllapa  Bay  Ught  on  Cape 
Shoalwater.  as  shown  on  Chart  6185.  pub- 
lished In  July.  1939.  by  the  United  States 
Coast  and  Geodetic  Survey,  which  light 
Is  approximately  in  latitude  46°43'17"  N.. 
longitude  124°04'15"  W. 

(d)  Area  2  shall  include  all  convention 
waters  off  the  coasts  of  the  United  States 
of  America  and  of  Alaska  and  of  the 
Dominion  of  Canada  between  Area  IB 
and  a  line  running  through  the  most 
westerly  point  of  Glacier  Bay.  Alaska,  to 
Cape  Spencer  Light  as  shown  on  Chart 
8304.  published  in  June.  1940.  by  the 
United  States  Coast  and  Geodetic  Sur- 
vey, which  light  Is  approximately  lati- 
tude 58'11'57"  N..  longftude  136'38'18" 
W..  thence  south  one-quarter  east  and  Is 
exclusive  of  the  areas  closed  to  all  hali- 
but fishing  In  5  301.9. 

(e)  Area  3  shall  Include  all  the  con- 
vention waters  off  the  coast  of  Alaska 
that  are  between  Area  2  and  a  straiKKt 
line  running  from  the  light  on  Cape  Ka- 
buch  at  the  head  of  Ikatan  Bay  as  shown 
on  Chart  8701  published  in  February. 
1943.  by  the  United  States  Coast   and 
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Geodetic  Survey  which  light  Is  approxi- 
mately latitude  53''49'03"  N..  longitude 
163*21'42"  W..  thence  to  Cape  Sarlchef 
Light  at  the  western  end  of  Unimak 
Island  as  shown  on  Chart  8860  published 
in  December.  1942.  (12th  Edition)  by 
the  United  States  Coast  and  Geodetic 
Survey  which  light  is  approximately  lati- 
tude 64*36'00"  N..  longitude  164^55'45" 
W..  thence  true  west. 

(f)  Area  4  shall  include  all  convention 
waters  in  Bering  Sea  which  are  not  In- 
cluded in  Area  3. 

J  301.2  Limit  of  catch  in  each  area. 
fa)  The  catch  of  halibut  to  be  taken 
during  the  halibut  fishing  season  of  the 
year  1949  from  Area  2  shall  be  limited 
to  approximately  25,500.000  pounds  of 
salable  halibut,  and  from  Area  3  to  ap- 
proximately 28.000,000  pounds  of  salable 
halibut,  and  from  Area  4  to  approxi- 
mately 500.000  pounds  of  salable  halibut, 
the  weights  In  each  or  any  such  limit  to 
be  computed  as  with  heads  off  and  en- 
trails removed. 

•  b)  The  catch  of  halibut  to  be  taken 
from  each  area  during  the  halibut  fish- 
ing season  of  the  year  1949  shall  al.so  be 
limited  to  hahbut  which  with  the  head 
on  are  26  inches  or  more  in  length  as 
measured  from  the  tip  of  the  lower  jaw- 
to  the  extreme  end  of  the  middle  of  the 
tail  or  to  halibut  which  with  the  head  off 
and  entrails  removed  are  5  pounds  or 
more  irf  weight,  and  the  possession  of  any 
halibut  of  less  than  the  above  length  or 
the  above  weight,  according  to  whether 
the  head  is  on  or  off,  by  any  vessel  or 
by  any  master  or  operator  of  any  vessel 
or  by  any  person,  firm  or  corporation,  is 
prohibited. 

(c)  The  International  Fisheries  Com- 
mission shall  as  early  In  the  said  year  as 
Is  practicable  determine  the  date  on 
which  it  deems  each  limit  of  catch  de- 
fined in  paragraph  (a)  of  this  section  will 
be  attained,  and  the  limit  of  eacli  such 
catch  shall  then  be  that  which  shall  be 
taken  prior  to  said  date,  and  fishing  for 
or  catching  of  halibut  in  the  area  or 
areas  to  which  such  limit  applies  shall  at 
that  date  be  prohibited  until  after  the 
end  of  the  closed  season  as  defined  and 
modified  in  S  301.3.  except  as  provided  in 
S  301.5  and  in  Article  I  of  the  Convention : 
And  provided.  That  if  it  shall  at  any  time 
become  evident  to  the  International 
Fi.sheries  Commi.s.siofl  that  the  limit  will 
not  be  reached  by  such  date,  it  may  sub- 
stitute another  date. 

?  301.3  Length  of  closed  season,  (a) 
Under  the  authority  of  Article  I  of  the 
afore.sald  Convention  the  closed  season 
a*;  therein  defined  shall  be  modified  so 
a-;  to  end  at  12  midnight  of  the  30th 
day  of  April  of  the  year  1949  and  of  each 
year  thereafter  and  shall  begin  at  12 
midnight  of  the  30th  day  of  November  of 
each  year  unless  an  earlier  date  Is  de- 
termined upon  for  any  area  under  the 
provisions  of  paragraph  (b)  of  this  sec- 
tion. 

»b)  Under  authority  of  Article  I  of 
the  Convention,  the  closed  season  as 
therein  defined  shall  begin  In  each  area 
on  the  date  on  which  the  limit  Is  reached 
as  provided  in  paragraph  (c)  of  i  301.2 
and  the  closing  of  such  firea  or  areas 
shall  be  taken  to  have  been  duly  ap- 
proved unless  before  the  said  date  either 
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the  President  of  the  United  States  of 
America  or  the  Governor  General  of 
Canada  shall  have  signified  his  disap- 
proval, (the  burden  of  proving  any  such 
signification  being  upon  the  person  al- 
leging it)  and  provided  that  the  closing 
date  of  Area  2  or  of  Area  3.  whichever 
shall  be  later,  shall  apply  to  Areas  lA 
and  4.  unless  Area  4  shall  have  been  pre- 
viously closed  under  this  section,  and 
that  the  closing  date  of  Area  2  shall 
apply  to  Area  IB. 

(O  Nothing  contained  in  the  regula- 
tions in  this  part  .'•hall  prohibit  the  fish- 
ing for  species  of  fish  other  than  halibut 
or  prohibit  the  International  Fisheries 
Commission  from  conducting  fishing  op- 
erations as  provided  for  in  Article  I  of 
the  Convention. 

?  301.4  Issuance  of  licenses  and  con- 
ditions limiting  their  validity,  (a)  All 
vessels  of  any  tonnage  which  shall  fish 
for  halibut  In  any  manner  or  hold  hali- 
but In  possession  Jn  any  area,  or  which 
shall  tran.sport  halibut  otherwise  than 
as  a  common  carrier  documented  by  the 
Government  of  the  United  States  or  of 
Canada  for  the  carriage  of  freight,  must 
be  llcen.sed  by  the  International  Fish- 
eries Commission :  Provided,  That  vessels 
of  less  than  five  net  tons  or  ve.ssels 
which  do  not  use  set  lines  need  not  be 
licensed  unless  they  shall  require  a  per- 
mit as  provided  In  §  301.5. 

<b)  Each  vessel  licensed  by  the  Inter- 
national Fisheries  Commis.<;ion  shall 
carry  on  board  at  all  times  while  at  sea 
the  halibut  license  thus  secured  whether 
It  is  vahdated  for  halibut  fl."=hing  or  en- 
dorsed with  a  permit  as  provided  in 
$  301.6  and  this  license  shall  at  all  times 
be  subject  to  inspection  by  authorized 
officers  of  either  of  said  Governments  or 
by  representatives  of  the  International 
Fisheries  Comm!.'..^ion. 

<c)  The  halibut  license  shall  be  Issued 
without  fee  by  the  customs  officers  of 
either  of  said  Governments  or  by  repre- 
sentatives of  the  International  Fisheries 
Commission  or  by  fishery  officers  of 
either  of  said  Governments  at  places 
where  there  are  neither  customs  officers 
nor  represenUtives  of  the  International 
Fisheries  Commission.  A  new  license 
may  be  issued  by  the  officer  accepting 
statistical  return  at  any  time  to  vessels 
which  have  furnished  proof  of  loss  of  the 
license  form  previously  Issued,  or  when 
there  shall  be  no  further  space  for  record 
thereon,  providing  the  receipt  of  statis- 
tical return  shall  be  shown  on  the  new 
form  for  any  halibuU  or  other  species 
taken  during  or  after  the  voyage  upon 
which  lo.^s  occurred.  The  old  license 
form  shall  be  forwarded  in  each  case  to 
the  International  Fisheries  Commission. 

(d)  The  halibut  license  of  any  vessel 
shall  be  validated  before  departure  from 
port  for  each  halibut  fishing  operation 
for  which  statistical  returns  are  required. 
This  validation  of  a  license  shall  be  by 
customs  officers  or  by  fishery  officers  of 
either  of  said  Governments  when  avail- 
able at  places  where  there  are  no  customs 
officers  and  shall  not  be  made  unless  the 
area  in  which  the  vessel  will  fish  Is  en- 
tered on  the  license  form  and  unless  the 
provisions  of  {  301.7  have  been  complied 
with  for  all  landings  and  all  fishing 
operations  since  issue  of  the  license :  Pro- 
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vided,  That  If  the  master  or  operator  of 
any  vessel  shall  fall  to  comply  with  the 
provisions  of  §  301.7.  the  halibut  license 
of  such  ve.ssel  may  be  validated  by  cus- 
toms officers  upon  evidence  either  that 
there  has  been  a  judicial  determination 
of  the  offense  or  that  the  laws  prescrib- 
ing penalties  therefor  have  been  com- 
plied with,  or  that  the  said  master  or 
operator  is  no  longer  responsible  for.  nor 
sharing  In,  the  operations  of  said  vessel. 

(e)  The  halibut  license  of  any  ve.ssel 
fishing  for  halibut  in  Area  lA  as  defined 
In  I  301.1  after  the  closure  of  Areas  IB 
and  2  must  be  validated  at  a  port  or  place 
within  Area  lA  prior  to  each  such  fishing 
operation. 

<f)  No  halibut  llcen.se  shall  be  vali- 
dated for  departure  for  halibut  fi.<^hing  in 
Areas  lA  or  IB  or  2  more  than  three  days, 
and  in  Areas  3  or  4  more  than  five  days 
before  the  end  of  the  clo.sed  season  as 
defined  in  §  301.3  (a). 

<g)  No  halibut  licen.se  shall  be  valid 
for  halibut  fishing  in  more  than  one  area, 
as  defined  in  §  301.1,  during  any  one  trip 
nor  shall  It  be  revalidated  for  halibut 
fishing  In  another  such  area  while  the 
vessel  has  any  halibut  on  board. 

(h)  The  halibut  license  shall  not  be 
valid  for  halibut  fi.shlng  In  any  area 
closed  to  halibut  fishing  or  for  the  pos- 
session of  halibut  in  any  area  closed  to 
halibut  fishing  except  while  In  actual 
transit  t«  or  within  a  port  of  .sale. 

<i     The  halibut  license  shall  not  be 
valid  for  halibut  fishing  in  any  area  while 
a  permit  endorsed  thereon  is  In  effect, 
nor  shall  It  be  validated  while  halibut . 
taken  under  such  permit  is  on  board. 

'j)  The  halibut  license  of  any  vessel 
shall  not  be  valid  for  the  pos."=e.ssicn  of 
any  halibut  in  any  area  other  than  that 
for  which  validated.  If  .such  ve.ssel  Is  In 
possession  of  baited  gear,  except  in  those 
waters  included  within  a  twenty-five  mile 
radius  of  Cape  Spencer  Light.  Alaska. 

§3015  Retention  of  halibut  taken 
vAth  other  fish  under  permit,  (a)  There 
may  be  retained  for  sale  on  any  vessel 
which  shall  have  a  permit  as  provided  In 
S  301.6  such  halibut  as  Is  caught  inci- 
dentally to  fishing  by  that  vessel  in  any 
area  that  is  closed  to  halibut  fishing 
under  §  301.2  with  .set  lines  'of  the  type 
commonly  used  in  the  Pacific  coa.'^t  hali- 
but fishery)  for  other  species,  not  to  ex- 
ceed at  any  time  one  pound  of  halibut 
for  each  seven  pounds  of  salable  fish, 
actually  utilized,  of  other  .species  not  in- 
cluding salmon  or  tuna,  and  such  halibut 
may  be  sold  as  the  catch  of  said  vessel, 
the  weight  of  all  fish  to  be  computed  as 
with  heads  off  and  entrails  removed: 
Provided,  That  it  shall  not  be  a  violation 
of  this  regulation  for  any  such  vessel  to 
have  In  possession  halibut  in  addition  to 
the  amount  herein  allowed  to  be  sold  If 
such  additional  halibut  shall  not  exceed 
thirty  per  cent  of  such  amount  and  shall 
be  forfeited  and  surrendered  at  the  time 
of  landing  as  provided  In  paragraph  (d) 
of  this  section. 

<b)  The  catch  of  halibut  taken  and  re- 
tained under  such  permit  shall  be  limited 
to  halibut  which  witl>  the  head  on  are 
26  inches  or  more  in  length  as  measured 
from  the  tip  of  the  lower  jaw  to  the 
extreme  end  of  the  middle  of  the  tail  or 
to  halibut  which  with  the  head  off  and 
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entrails  removed  are  5  pounds  or  more  In 
weight,  and  the  possession  of  any  halibut 
of  less  than  the  above  length  or  the  above 
weight,  according  to  whether  the  head  is 
on  or  ofT.  by  any  vessel  or  by  any  master 
or  operator  of  any  vessel  or  by  any  per- 
son, firm  or  corporation,  is  prohibited, 
(c)   Halibut  retained  under  such  per- 
mit shall  not  be  landed  or  otherwise  re- 
moved or  be  received  by  any  person,  firm 
or  corpocatlon  from  the  catching  vessel 
until  all  halibut  on  board  shall  have  been 
reported  to  a  customs,  fishery  or  other 
authorized  enforcement  officer  of  either 
of  said  Governments  by  the  captain  or 
operator  of  said  vessel  and  also  by  the 
person,  firm  or  corporation  receiving  the 
halibut,  and  no  halibut  or  other  fish  shall 
be  landed  or  removed  or  be  received  from 
the  catching  vessel  except  with  the  per- 
mission of  said  officer  and  under  such 
supervision  as  the  said  officer  may  deem 
advisable. 

(d)   Halibut  retained  under  such  per- 
mit shall  not  be  purchased  or  held  In 
possession  by  any  person  other  than  the 
master,  operator  or  crew  of  the  catching 
vessel  In  excess  of  the  proportion  allowed 
In  paragraph   <a)   of  this  section  until 
such  excess  whatever  its  origin  shall  have 
been  forfeited  and  surrendered  to  the 
customs,  fishery  or  other  authorized  of- 
ficers of  either  of  said  Governments.    In 
forfeiting  such  excess,  the  vessel  shall  be 
permitted  to  surrender  any  part  of  its 
catch   of   halibut:    Provided.   That   the 
amount  retained  shall  not  exceed  the 
proportion  herein  allowed. 

(e)  Permits  for  the  retention  and 
landing  of  halibut  in  the  year  1949  shall 
become  invalid  at  12  midnight  of  the 
15th  day  of  November  of  said  year  or  at 
such  earlier  date  as  the  International 
Fisheries  Commission  shall  determine. 

8  301.8  Issuance  of  permits  and  con- 
ditions limiting  their  validity.  <a>  Any 
vessel  which  shall  be  used  in  fishing  for 
other  species  than  halibut  in  any  area 
closed  to  halibut  fishing  under  5  301.2 
must  have  a  halibut  license  and  a  per- 
mit if  it  shall  retain,  land  or  sell  any 
halibut  caught  incidentally  to  such  fish- 
ing or  posse.ss  any  halibut  of  any  origin 
during  such  fishing,  as  provided  in 
9  301.5. 

(b)  The  permit  shall  be  shown  by  en- 
dorsement of  the  issuing  officer  on  the 
face  of  the  halibut  license  form  held  by 
said  vessel  and  shall  show  the  area  for 
which  the  permit,  is  issued. 

(c)  The  permit  shall  terminate  at  the 
time  of  first  landing  thereafter  of  fish 
of  any  species  and  a  new  permit  shall  be 
secured  before  any  subsequent  fishing 
operation  for  which  a  permit  is  required. 

(d)  A  permit  shall  not  be  Issued  to  any 
vessel  which  shall  have  halibut  on  board 
taken  while  said  vessel  was  licensed  to 
flsh  in  an  open  area  unless  such  halibut 
shall  be  considered  as  taken  under  the 
issued  permit  and  is  thereby  subject  to 
forfeiture  when  landed  if  in  excess  of 
the  proportion  permitted  in  paragraph 
(a)  of  §  301.5. 

(e)  A  permit  shall  not  be  Issued  to.  or 
be  valid  If  held  by.  any  vessel  which  shall 
fish  with  other  than  set  lines  of  the 
type  commonly  used  in  the  Pacific  coast 
halibut  fishery. 
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(f)  The  permit  of  any  vessel  shall  not 
be   valid   unless   the   permit   is  granted 
before  departure  from  port  for  each  fish- 
ing operation  for  which  statistical  re- 
turns are  required.     This  granting  of  a 
permit  shall  be  by  customs  officers  or  by 
fishery  officers  of  either  of  said  Govern- 
ments when  available  at  places  where 
there  are  no  customs  officers  and  shall 
not  be  made  unless  the  area  In  which  the 
vessel  will  fish  is  entered  on  the  halibut 
license  form  and  unless  the  provisions 
of  5  301.7  have  been  compiled  with  for 
all  landings  and  all  fishing  operations 
since  issue  of  the  license  or  p)ermlt :  Pro- 
vided, That  If  the  master  or  operator  of 
any  vessel  shall  fail  to  comply  with  the 
provisions  of  §  301.7,  the  permit  of  such 
vessel  may  be  granted  by  customs  officers 
upon  evidence  either  that  there  has  been 
a  Judicial  determination  of  the  offense 
or  that  the  laws  prescribing   penalties 
therefor  have  been  compiled  with,  or  that 
the  said  master  or  operator  is  no  longer 
responsible    for,    nor    sharing    in,    the 
operations  of  said  vessel. 

(g>  The  permit  of  any  vessel  shall  not 
be  valid  if  said  vessel  shall  have  in  its 
possession  at  any  time  halibut  In  excess 
of  the  amount  allowed  under  paragraph 
(a)  of  S  301.5. 

S  301.7  Statistical  return  by  vessels. 
(a)  Statistical  return  as  to  the  amount 
of  halibut  taken  during  fishing  opera- 
tions must  be  made  by  the  master  or  op- 
erator of  any  vessel  licensed  under  the 
regulations  in  this  part  and  as  to  the 
amount  of  halibut  and  other  species  by 
the  master  or  operator  of  any  vessel  op- 
erating under  permit  as  provided  for  in 
J  5  301.5  and  301.6,  within  48  hours  of 
landing,  sale  or  transfer  of  halibut  or  of 
first  entry  thereafter  into  a  port  where 
there  is  an  officer  authorized  to  receive 
such  return. 

(b)  The  statistical  return  must  state 
the  port  of  landing  and  the  amount  of 
each  species  taken  within  the  area  de- 
fined in  the  regulations  in  this  part  for 
which  the  vessel's  license  is  validated. 

(c)  The  statistical  return  must  include 
all  halibut  landed  or  transferred  to  other 
vessels  and  all  halibut  held  in  possession 
on  board  and  must  be  full,  true  and  cor- 
rect in  all  respects  herein  required.  A 
copy  of  such  return  must  be  forwarded 
to  the  International  Fisheries  Commis- 
sion at  such  times  as  the  latter  shall  re- 
quire. 

(d)  The  master  or  operator  and  or 
any  person  engaged  on  shares  in  the  op- 
eration of  any  vfssel  licensed  or  holding 
a  permit  vmder  the  regulations  in  this 
part  may  t>e  required  by  the  Interna- 
tional Fisheries  Commission  or  by  any 
officer  of  either  of  said  Governments  au- 
thorized to  receive  such  return  to  certify 
to  its  correctness  to  the  best  of  his  in- 
formation and  belief  and  to  support  the 
certificate  by  a  sworn  statement.  Vali- 
dation of  a  halibut  license  or  Issuance  of 
a  permit  after  such  sworn  return  Ismade 
shall  be  provisional  and  shall  not  render 
the  license  or  permit  valid  in  case  the 
return  shall  later  be  shown  to  be  false 
or  fradulently  made. 

(e)  The  master  or  operator  of  any  ves- 
sel holding  a  license  or  permit  under  the 
regulations  in  this  part  shall  keep  an 
accurate  log  of  all  fishing  operations  in- 


cluding therein  date,  locality,  amount  of 
gear  used,  and  the  amount  of  halibut 
taken  daily  in  each  such  locality.  This 
log  record  shall  be  open  to  inspection 
of  representatives  of  the  International 
Fisheries  Commission  authorized  for  this 
purpose. 

(f)  The  master,  operator  and/or  any 
other  person  engaged  on  shares  In  the 
operation  of  any  vessel  licensed  under 
the  regulations  in  this  part  may  be  re- 
quired by  the  International  Fisheries 
Commission  or  by  any  officer  of  either  of 
said  Governments  to  certify  to  the  cor- 
rectness of  such  log  record  to  the  best  of 
his  information  and  belief  and  to  sup- 
port the  certificate  by  a  sworn  statement. 

{  301.8  Statistical  return  by  dealers. 
(a>  All  persons,  firms  or  corporations 
that  shall  buy  halibut  or  receive  halibut 
for  any  purpose  from  fishing  or  trans- 
porting vessels  or  other  carrier  shall  keep 
and  on  request  furnish  to  customs  officers 
or  to  any  enforcing  officer  of  either  of 
said  Governments  or  to  representatives 
of  the  International  Fisheries  Commis- 
sion, records  of  each  purchase  or  receipt 
of  halibut,  showing  date,  locality,  name 
of  vessel,  person,  firm  or  corporation  pur- 
chased or  received  from  and  the  amount 
in  pounds  according  to  trade  categories 
of  the  halibut  and  other  species  landed 
with  the  halibut. 

(b)  All  persons,  firms  or  corporations 
receiving  fish  from  a  vessel  flshlrtg  under 
permit  as  provided  in  5  301.5  shall  within 
48  hours  make  to  an  authorized  enforc- 
ing officer  of  either  of  said  Governments 
a  signed  statistical  return  showing  the 
date,  locality,  name  of  vessel  received 
from  and  the  amount  of  halibut  and  of 
other  species  landed  with  the  halibut 
and  certifying  that  permission  to  receive 
such  flsh  was  secured  In  accordance  with 
paragraph  (c)  of  5  301.5.  Such  persons, 
firms  or  corporations  may  be  required 
by  any  officer  of  either  of  said  Govern- 
ments to  support  the  accuracy  of  the 
above  signed  statistical  return  with  a 
sworn  statement. 

(c)  All  records  of  all  persons,  firms  or 
corporations  concerning  the  landing, 
purchase,  receipt  and  sale  of  halibut  and 
other  species  landed  therewith  shall  be 
open  at  all  times  to  inspection  of  any  en- 
forcement officer  of  either  of  said  Gov- 
ernments or  of  any  authorized  represen- 
tative of  the  International  Fisheries 
Commission.  Such  persons,  firms  or  cor- 
porations may  be  required  to  certify  to 
the  correctness  of  such  records  and  to 
support  the  certificate  by  a  sworn 
statement. 

(d)  The  possession  by  any  person, 
firm  or  corporation  of  halibut  which 
such  person,  firm  or  corporation  knows 
to  have  been  taken  by  a  vessel  without 
a  valid  halibut  license  or  a  vessel  with- 
out a  permit  when  such  license  or  per- 
mit is  required,  is  prohibited. 

S  301.9  Closed  small  halibut  grounds. 
(a)  The  following  areas  have  been 
found  to  be  populated  by  small,  imma- 
ture halibut  and  are  hereby  closed  to 
all  halibut  fishing  and  the  po.ssesslon  of 
halibut  of  any  origin  is  prohibited 
therein  during  fishing  for  other  species: 

(b)  First,  that  area  in  the  waters  on 
the  coast  of  Alaska  within  the  following 
boundary  as  stated  in  terms  of  the  mag- 
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netlc    compass    unless    otherwise   Indi- 
cated: From  the  north  extremity  of  Cape 
Ulitka.  Noyes  Island,  approximately  lati- 
tude 65'33'48"  N..  longitude  133'43'36" 
W.,   to   the   south   extremity   of   Wood 
Island,  approximately  latitude  55"39'44" 
N.,  longitude  133''42'29"  W.;  thence  to 
the  east  extremity  of  Timbered  Islet,  ap- 
proximately latitude  55'41'47"  N..  longi- 
tude 133'47'42"  W.;  thence  to  the  true 
west  extremity  of  Timbered  Islet,  ap- 
proximately latitude  55''41'46"  N..  longi- 
tude 133'48'01"  W.;   thence  southwest 
three-quarters  south  sixteen  and  five- 
eighths  miles  to  a  point  approximately 
latitude     55''34'46"     N..     longitude 
134"  14'40"  W. ;  thence  southeast  by  south 
twelve  and  one-half  miles   to  a  point 
approximately    latitude    55°22'23"    N.. 
longitude  134'12'48"  W.;  thence  north- 
east thirteen  and  seven-eighths  miles  to 
the  southern  extremity  of  Cape  Adding- 
ton.  Noyes  Island,  latitude  55'26'H"  N.. 
longitude  133''49'12"  W.;  and  to  the  point 
of  origin  on  Cape  Ulitka.    The  boundary 
lines   herein  Indicated  shall   be   deter- 
mined from  Chart  8157,  as  published  by 
the  United  States  Coast  and  Geodetic 
Survey  at  Washington.  D.  C.  in  June. 
1929.  and  Chart  8152,  as  published  by  the 
United  States  Coast  and  Geodetic  Survey 
at  Washington.  D.  C.  In  March,  1933. 
and  reissued  March,  1939,  except  for  the 
point  of  Cape  Addlnpton  which  shall  be 
determined  from  Chart  8158.  a.s  pub- 
lished by  the  United  States  Coast  and 
Geodetic  Survey  in  December.  1923 :  Pro- 
vided, That  the  duly  authorized  officers 
of  the  United  States  of  America  may 
at  any  time  place  a  plainly  visible  mark 
or  marks  at  any  point  or  points  as  nearly 
as  practicable  on  the  boundary  line  de- 
fined herein,  and  such  mark  or  marks 
shall  thereafter  be  considered  as  cor- 
rectly defining  said  boundary. 

(c)  Second,  that  area  lying  In  the  wa- 
tejs  off  the  northern  coast  of  Graham 
Island.  British  Columbia,  within  the  fol- 
lowing boundary,  and  Including  the  wa- 
ters of  Sturgess  Bay.  Masset  Sound, 
Masset  Inlet,  and  bays  and  Inlets  thereof : 
from  the  northwest  extremity  of  Wiah 
Point,  latitude  64°06'50"  N..  longitude 
132U9'18"  W..  true  north  five  and  one- 
half  miles  to  a  point  approximately  latl- 
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tude  54«12'20''  N.,  longitude  1S2''19'18" 
W.;  thence  true  east  approximately  six- 
teen and  three-tenths  miles  to  a  point 
which  shall  lie  northwest  (according  to 
magnetic  compass  at  any  time)  of  the 
highest  point  of  Tow  Hill.  Graham  Is- 
land, latitude  54'04'24"  N.,  longitude 
13r48'00"  W.;  thence  southeast  to  the 
said  highest  point  of  Tow  Hill.  The 
points  on  the  shoreline  of  the  above 
mentioned  island  shall  be  determined 
from  Chart  3754.  published  at  the  Ad- 
miralty. London,  April  11.  1911:  Pro- 
vided, That  the  duly  authorized  officers 
of  the  Dominion  of  Canada  may  at  any 
time  place  a  plainly  visible  mark  or 
marks  at  any  point  or  points  as  nearly 
as  practicable  on  the  boundary  line  de- 
fined herein,  and  such  marks  shall 
(hereafter  be  considered  as  correctly  de- 
fining said  boundary. 

S  301.10  Dory  gear  prohibited.  The 
use  of  any  hand  gurdy  or  other  appliance 
in  hauling  halibut  gear  by  hand  power 
in  any  dory  or  small  boat  operated  from 
a  vessel  licensed  under  the  provisions  of 
the  regulations  in  this  part  is  prohibited 
In  all  convention  waters. 

5  301.11  Nets  prohibited.  It  is  pro- 
hibited to  retain  halibut  taken  with  a 
net  of  any  kind  or  to  have  In  possession 
any  halibut  while  using  any  net  or  nets 
other  than  bait  nets  for  the  capture  of 
other  species  of  fish,  nor  shall  any  li- 
cense or  permit  held  by  any  vessel  under 
the  regulations  in  this  part  be  valid  dur- 
ing the  use  or  possession  on  board  of 
any  net  or  nel.s  other  than  bait  nets: 
Provided.  That  the  character  and  the 
use  of  said  bait  nets  conform  to  the  laws 
and  regulatlon.s  of  the  country  where 
they  may  be  utilized  and  that  said  bait 
net.s  are  utilized  for  no  other  purpose 
than  the  capture  of  bait  for  said  vessel. 

5  301.12  Jtetention  of  tagged  halibut. 
Nothing  contained  in  the  regulations  In 
this  part  shall  prohibit  any  vessel  at  any 
time  from  retaining  and  landing  any 
halibut  which  bears  an  International 
Fisheries  Commission  tag  at  the  time  of 
capture:  Provided,  That  such  halibut 
with  the  tag  still  attached  is  reported  at 
the  time  of  landing  to  representatives  of 
the  International  Fisheries  Commission 
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or  to  enforcement  officers  of  either  of 
said  Governments  and  is  made  available 
to  them  for  examination. 

§  301.13  Responsibility  of  master. 
Wherever  In  the  regulations  In  this  part 
any  duty  is  laid  upon  any  vessel.  It  shall 
be  the  personal  responsibility  of  the  mas- 
ter or  operator  of  said  vessel  to  see  that 
said  duty  Is  performed  and  he  shall  per- 
sonally be  responsible  for  the  perform- 
ance of  said  duty.  This  provision  shall 
not  be  construed  to  relieve  any  member 
of  the  crew  of  any  responsibility  with 
which  he  would  otherwise  be  chargeable. 

§  301.14  Supervision  of  unloading  and 
weighing.  The  unloading  and  weighing 
of  the  halibut  of  any  vessel  licensed  or 
holding  a  permit  under  the  regulations 
in  this  part  shall  be  under  such  super- 
vision as  the  customs  or  other  authorized 
officer  may  deem  advisable  in  order  to 
assure  the  fulfilment  of  the  provisions 
of  the  regulations  in  this  part. 

Previous  regulations  superseded. 
These  regulations  shall  supersede  all 
previous  regulations  adopted  pursuant  to 
the  Convention  between  the  United 
States  of  America  and  the  Dominion  of 
Canada  for  preservation  of  the  halibut 
fishery  of  the  northern  Pacific  Ocean 
and  Bering  Sea,  signed  January  29.  1937. 
except  as  to  offenses  occurring  prior  to 
the  approval  of  these  regulations.  These 
regulations  shall  be  effective  as  to  each 
succeeding  year,  with  the  dates  herein 
specified  changed  accordingly,  until  su- 
per.seded  by  subsequently  approved  reg- 
ulations. Any  determination  made  by 
the  International  Fisheries  Commission,, 
pursuant  to  these  regulations  shall  be- 
come effective  immediately. 

G.  W.   NiCKERSON, 

Chairman. 
Edward   W.   Allen, 
Stewart  Bates, 
Mn-TON  C.  Jab(es, 

Secretary. 

Approved:  April  28,  1949. 

Harry  S.  Truman, 
The  White  House. 

[P.    R.    Doc.    49-3644:    Piled.    May    6,    1940; 
8:S1  a.  m.] 
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DEPAITTMENT  OF  THE  INTERIOR 
Buraau  of  Land  Management 

ALAfiKA 

small  tract  classification  mo.  10 

April  29.  1949. 

Pursuant  to  the  authority  delegated  to 
me  by  the  Director,  Bureau  of  Land  Man- 
agement by  Order  No.  319,  dated  July  19, 
1948  (43  CFR  60.451  (b)  (3).  13  F.  R. 
4278),  I  hereby  classify,  as  hereinafter 
Indicated,  under  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609,  43  U.  8.  C.  sec. 
682  (a) ),  as  amended,  the  following  de- 
scribed public  lands  In  the  Anchorage, 


Alaska,   land   district,  embracing   81.61 
acres : 

Por  leasing  and  Mle,  for  home,  cabin  and 
buaincM  sltea. 

ROMEK  ASXA 

T.  6  8.,  R.  13  W..  8eward  Meridian. 

Sec.  27:  Lot  2. 

Sec.  28:  LoU  1,  2,  8  and  4. 

Sec.  35:  Lcti  7  and  8. 

Sec.  88:   Lot  2. 
T.  7  8  .  R.  13  W.,  Seward  MerldUn. 

Sec.  1:  Lot  1. 

Sec.  2:  Lot  1. 

2.  The  lands  are  located  approximate- 
ly from  two  to  four  miles  from  Homer, 
and  are  readily  accessible,  being  located 
on   or  near  good  roads.    The  land  Is 


subject  to  coastal  weather  with  the 
usual  extended  period  of  precipitation. 
Churches,  schools  and  marketing  facili- 
ties are  available  at  Homer.  It  Is  ex- 
pected that  electric  transmission  lines 
will  be  extended  and  made  available  to 
the  area  under  a  REA  project  which  it  is 
reported  will  be  completed  during  1949. 
3.  Pursuant  to  §  257.9  of  the  Code  of 
Federal  Regulations,  a  preference  right 
to  a  lease  is  accorded  to  those  'applicants 
whose  applications  (a)  were  regularly 
filed,  under  the  regulations  Issued  pur- 
suant to  the  act.  prior  to  this  classifica- 
tion, and  (b)  are  of  the  type  of  site  for 
which  the  lands  subject  thereunder  have 
been  classified.    As  to  such  applications. 
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this  order  shall  become  effective  upon 
the  date  on  which  it  is  signed. 

4.  As  to  the  land  not  covered  by  the 
applications  referred  to  in  paragraph  3. 
this  order  shall  not  become  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1.  1938.  cited 
above,  until  ,10:00  a.  m.  on  June  2.  1949. 
At  that  time  such  land  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  existing  withdrawals,  become  subject 
to  application,  petition,  location,  or  se- 
lection, as  follows: 

(a)   Ninety-day  period  for  other  pref- 
erence riQht  filings.    For  a  period  of  90 
days  from  10:00  a.  m.  on  June  2.  1949. 
to   close   of   business   on   September    1, 
1949,  Inclusive,  to  (D  application  under 
the  Small  Tract  Act  of  June  1.  1938.  by 
qualified  veterans  of  World  War  II.  for 
whose  service  recognition  is  granted  by 
the  act  of  September  27,  1944  (58  Stat. 
747  43  U.  S.  C^secs.  279.  282)  as  amended, 
and  by  other  qualified  persons  entitled 
to  credit  for  service  under  the  said  act. 
subject  to  the  requirements  of  applicable 
law.  and  (2>  application  under  any  ap- 
plicable public  law.  based  on  prior  exist- 
ing   valid    settlement    and    preference 
rights  conferred  by  exi.sting  laws  or  equi- 
table claims  subject  to  allowance  and 
confirmation.    Application  by  such  vet- 
erans and  by  other  persons  entitled  to 
credit   for   service   shall   be   subject   to 
claims  of  the  classes  described  In  sub- 
division <2>. 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  on  April  29,  1949. 
or  thereafter,  up  to  and  Including  10:00 
a.  m.  on  June  2.  1949,  shall  be  treated 
as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  Septem- 
ber 2.  1949.  any  of  the  land  remaining 
unappropriated  shall  become  subject  to 
application  under  the  Small  Tract  Act  by 
the  public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  on  August  12.  1949. 
or  thereafter,  up  to  and  Including  10:00 
a.  m.  on  September  2.  1949.  shall  be 
treated  as  simultaneously  filed. 

5.  Veterans  shall  accompany  their  ap- 
plications with  certified  copies  of  their 
certificates  of  discharge,  or  other  satis- 
factory evidence  of  their  military  or 
naval  service.  Other  persons  entitled  to 
credit  for  service  shall  file  evidence  of 
their  right  to  credit  In  accordance  with 
43  CFU  181.36.  Persons  asserting  pref- 
erence rights,  through  settlement  or 
otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applications 
by  duly  corroborated  affidavits  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

6.  All  applications  referred  to  in  para- 
graphs 3  and  4.  which  shall  be  filed  in 
the  district  office  at  Anchorage.  Alaska, 
shall  be  acted  upon  in  accordance  with 
the  regulations  contained  In  §  295.8  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions to  the  extent  that  such  regulations 
are  applicable.    Applications  under  the 
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Small  Tract  Act  of  June  l!  1938.  shall  be 
governed  by  the  regulations  contained  In 
Part  257  of  Title  43  of  the  Code  of  Fed- 
eral Regulations. 

7.  Leasees  under  the  Small  Tract  Act 
of  June  1.  1938,  will  be  required,  within  a 
reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which.  In  the  circumstances, 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
issued.    Leases  will  be  for  a  period  of 
not  more  than  five  years,  at  an  annual 
rental  of  $5.00  for  home  and  cabin  sites, 
payable  in  advance  for  the  entire  lease 
period.    The   rental   for   business   sites 
will  be  in  accordance  with  a  schedule  of 
graduated  charges   based  on   gross  in- 
come, with  a  minimum  charge  of  $20.00 
payable  yearly  in  advance,  the  remain- 
der. If  any.  to  be  paid  within  thirty  days 
after   each   yearly   anniversary   of   the 
lease.    Leases  will  contain  an  option  to 
purchase  the  tract  at  or  after  the  expira- 
tion of  one  year  from  the  date  the  lease 
Is  ls.sued.  provided  the  terms  and  condi- 
tions of  the  lease  have  been  met. 

8.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  five  acres,  in 
accordance  with  the  classification  maps 
on  file  in  the  District  Land  Office.  An- 
chorage. Ala.ska.  The  tracts  where  pos- 
sible are  made  to  conform  in  description 
with  the  rectangular  system  of  survey, 
being  approximately  330  by  660  feet,  in 
compact  units. 

9.  The  leases  will  be  made  subject  to 
the  reservation  of  a  road  right-of-way 
for  use  of  the  public,  of  33  feet  in  width, 
on  each  side  of  the  tracts  contiguous  to 
the  section  and  or  quarter  section  lines, 
as  shown  on  the  classification  maps  on 
file  In  the  District  Land  Office.  Anchor- 
age, Alaska. 

10.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager.  Dis- 
trict Land  Office.  Anchorage,  Alaska. 

(  Lowell  M.  Pxjckett, 

I  '  Regional  Administrator. 

[F.    R.    Doc.    49-3642:    Filed.    May    6.    1949; 
8:50  a.  m] 

DEPARTMENT  OF  COMMERCE 

Office  of  International  Trade 

[Case  No.  42 1 

I.  D.  TALVE  TRAflNC  CO.  ET  AL. 

DECISION  or  APPEALS  BOARD 


In  the  matter  oT  L  D.  Talve  Trading 
Company.  I.  D.  Talve.  M.  Talve.  Germark 
Chemical  Specialties  Company,  C.  Cata- 
revas.  Chalex  Overseas  Company,  S. 
Talvi,  Roz  (Roslyn)  Talve  (nee  Trager). 

Upon  reading  the  transcript  of  the 
hearing  held  In  Washington,  D.  C,  De- 
cember 28, 1948.  by  Milton  M.  Thompson, 
Compliance  Commi-ssioner,  the  report 
and  recommendation  dated  February  3, 
1948  of  said  Commissioner  to  John  W. 
Evans,  Director,  Commodities  Division. 
OflBce  of  International  Trade,  the  order 
suspendin«  license  privileges,  dated 
February  7.  1949.  l.ssued  by  said  John  W. 
Evans  thereon,  and  upon  the  evidence 


submitted  at  the  hearing  held  in  Wash- 
ington February  23.  1949  before  this 
Board  upon  appeal  from  said  order  sus- 
pending license  privileges,  the  Appeals 
Board  finds  as  follows: 

(1)  That  the  finding  contained  In  the 
said  report  of  the  Compliance  Commis- 
sioner dated  February  3,  1949  are  Justi- 
fied by  the  evidence: 

(2)  That  the  provisions  of  the  order 
suspending  licen.se  privileges  dated 
February  7.  1949.  while  generally  appro- 
priate in  view  of  the  nature  of  the  vio- 
lations disclosed  and  the  need  for  elimi- 
nation of  fraud  and  misrepresentation  by 
exporters  in  their  dealings  with  the  Office 
of  International  Trade  in  connection 
with  the  administration  of  export  con- 
trols, can  safely  be  modified  in  this  in- 
stance* 

(3t  That  undue  and  excessive  hard- 
ship alleged  in  the  appeal  relates  to  the 
effect  of  the  said  order  suspending  license 
privileges  upon  respondent  I.  D.  Talve, 
other  respondents  being  little  concerned; 
and  Insofar  as  consideration  may  be  given 
to  the  effect  of  sanctions  upon  persons 
found  to  be  in  non-compliance,  the  ef- 
fect of  the  said  order  upon  said  respond- 
ent I.  D.  Talve  who  was,  we  find,  the 
motivating  force  behind  and  is  primarily 
responsible  for  the  said  violations,  is  to 
be  considered. 

After  due  consideration  of  the  youth  of 
said  respondent  I.  D.  Talve,  his  lack  of 
business    experience    prior   to    entering 
military  service,   his   presently-existing 
50%   veteran  disability,  his  apparently 
sincere  ambition  to  enter  the  export  busi- 
ness as  evidenced  by  sacrifice  of  educa- 
tional advantages  offered  by  the  GI  Bill 
of  Rights  and  borrowing  of  funds  to  that 
end,  the  initial  progress  in  export  busi- 
ness which  his  Initiative  and  energy  en- 
abled him  to  make  despite  difficult  con- 
ditions, the  fact  that  since  long  prior  to 
November   18.   1948  action  upon  all  li- 
cense applications  filed  by  him  was  held 
up  during  a  period  of  preliminary  inves- 
tigation, the  deterrent  effect  of  publicity 
already  given  his  violations  of  export 
control  regulations  by  OIT  Press  Release 
No.  320.  released  February  18.  1949.  and 
other  considerations,  the  said  order  sus- 
pending   license    privileges    Is    hereby 
amended  to  read  as  follows: 

Now,  therefore,  it  is  ordered.  That: 
(1)  Respondents  and  each  of  them  are 
hereby  denied  the  privilege  of  obtaining, 
using  or  participating  directly  or  in- 
directly in  the  obtaining  or  using  of  ex- 
port licenses.  Including  general  llcen.scs. 
for  a  period  of  two  (2)  mohths  from  Feb- 
ruary 7,  1949.  the  date  of  the  original 
order  suspending  license  privileges,  viz. 
to  and  including  April  7.  1949,  and  with 
respect  to  other  than  general  licenses 
(viz.  licenses  requiring  validation),  for 
an  additional  period  of  one  month  from 
said  date,  viz.  to  and  Including  May  7, 
1949; 

( 2 )  Such  denial  of  export  license  priv  - 
lieges  shall  extend  to  each  of 'said  re- 
spondents individually  and  under  any 
trade  name  in  which  they  may  operate 
and  to  any  firm,  corporation  or  other 
business  association  in  which  any  of  the  , 
respondents  shall  be  or  become  a  part- 
ner or  have  a  controlling  Interest,  but 
shall  not  exclude  employment  of  re- 
spondents by  individuals,  partnvships 
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or    corporations     engaged     in     export 
business ; 

(3)  All  outstanding  export  licenses 
held  by  or  issued  in  the  names  of  any 
of  said  respondents  are  hereby  revoked 
and  shall  be  forthwith  returned  to  the 
Office  of  International  Trade  for 
cancellation; 

(4)  Tlie  right  is  expressly  reserved  to 
respondents  S.  Talvi  and  Catarevas  to 
petition  the  Compliance  Commissioner  of 
the  Office  of  International  Trade  at  any 
time  for  a  revision  of  the  terms  of  this 
order  as  applied  to  them  upon  a  showing 
that  they  had  no  knowledge  of,  and  in 
no  way  participated  In.  the  transactions 
Involved  in  this  proceeding  and  that  en- 
forcement of  this  order  would  prejudice 
the  conduct  of  a  bona  fide  export  busi- 
ness by  them ; 

(5)  Respondents  are  hereby  warned 
that  proof  of  further  substantial  viola- 
tions of  export  control  regulations  will 
result  In  suspension  of  license  privileges 
for  the  period  of  export  controls. 

Dated;  March  25,  1949. 

Harrison  Lillibridce, 
Chairman,  Appeals  Board. 

Attest: 

Victor  Allex, 
Executive  Secretary. 

(P.    R.    Doc,    49-3628;    Piled,    May    6.    1949; 
846  a.  ml 


FEDERAL   POWER  COMMISSION 

[Docket  No.  0-962I 

Tennessee  Gas  Transmission  Co. 

notice  of  findings  and  order  issuing 
certificate  of  public  convenience  and 
necessity 

B^T  4,  1949. 
Notice  Is  hereby  given  that,  on  May  3, 
1949,  the  Federal  Power  Commission  is- 
sued its  findings  and  order  entered  May 
3,  1949,  issuing  certificate  of  public  con- 
venience and  necessity  In  the  above- 
designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


|F.    R.    Doc.    49-3632;    Piled,    May    6,    1949; 
8:47  a.  m.) 


[Docket  Nos.  G-962,  0-1070] 
Tennessee  Gas  Transmission  Co. 

ORDER   CONSOLIDATING  HEARINGS 

On  consideration  of  the  motion  filed 
by  Applicant  in  the  above  dockets  to 
consolidate  the  proceedings  and  it  ap- 
pearing that  both  dockets  are  now  set 
for  hearing  to  commence  on  May  4,  19*9; 

The  Commission  orders :  The  aforesaid 
proceedings  In  Docket  Nos.  G-962  and 
G-1070  be  and  same  hereby  are  con- 
solidated for  hearing  and  j)ubllc  hearings 
thereon  be  held  at  the  time  and  place 
heretofore  fixed,  beginning  May  4,  1949, 
at  10:00  a.  m.  (e.  d.  s.  t.)  in  the  Commis- 
sion Hearing  Room  at  1800  Pennsylvania 
Avenue  NW..  Washington,  D.  C.  at 
which  time  Applicant,  interveners,  and 

No.  88 3 
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Interested  State  Commissions  may  pre- 
sent evidence  In  support  of  their 
positions. 

Date  Of  Issuance:  May  3,  1949. 

By  the  Commission. 

I  SEAL]  Leon  M.  Fuquat, 

Secretary. 

IP.    R.    Doc.    49-3633;    Plied.    May    «.    1949; 
8:47  a.  m.J 


]I>ocket  Nos.  O-1065,  1070] 

East  Tennessee  Natural  Gas  Co.   and 
Tennessee  Gas  Transmission  Co. 

notice  of  findings  and  order  issuing  a 
certificate  of  public  convenience 
and  necessity 

Mat  4,  1949. 
Notice  is  hereby  given  that,  on  May  3, 
1949,  the  Federal  Power  Commission 
issued  its  findings  and  order  entered  May 
3,  1949,  in  the  above-designated  matters. 
Issuing  a  certificate  of  public  convenience 
and  necessity  to  East  Tennessee  Natural 
Gas  Company. 


ISEAL] 


Ldon^M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-3631;    Filed.    May    6,    1949; 
8:47  a.  m.] 


[Docket  Nos.  0-1167.  1171.  1190] 

Consolidated  Edison  Co.  of  New  York, 
Inc.,  et  al. 

ORDER  consolidating  PROCEEDINGS  AND 
FIXING   DATE   OF   HEARING 

In  the  matters  of  Consolidated  Edison 
Company  of  New  York,  Inc.,  Docket  No. 
G-1167:  The  Brooklyn  Union  Gas  Com- 
pany. Docket  No.  G-1171;  and  Kings 
County  Lighting  Company,  Docket  No, 
G-1190. 

On    February    9,    1949.    Consolidated 
Edison  Company  of  New  York.  Inc.  (Con- 
solidated Edison),  a  New  York  corpora- 
tion with  Its  principal  place  of  business 
In  New  York  City,  New  York,  filed  at 
Docket  No.  G-1167  an  application  re- 
questing  (1)   that  the  Commission  de- 
termine that  Consolidated  Edison  is  not 
and  win  not  become  a  "natural-gas  com- 
pany" within  the  meaning  of  the  Natural 
Gas  Act  by  reason  of  its  proposed  con- 
struction and  operation  of  certain  nat- 
ural-gas transmission  pipeline  facilities, 
and  (2)  should  the  Commission  deter- 
mine the  company  subject  to  the  act. 
that  it  issue  to  the  Applicant  a  certificate 
of  public  convenience  and  necessity  pur- 
suant to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  Applicant 
to  construct  and  operate  certain  trans- 
mission pipeline  facilities,  all  as  more 
fully  described  In  its  application  on  file 
with  the  Commission  and  open  to  public 
inspection,  public  notice  thereof  having 
been  given.  Including  publication  In  the 
Federal  Register  on  March  10.  1949  (14 
F,  R,  1092-1093 ) , 

On  February  18.  1949,  The  Brooklyn 
Union  Gas  Company  (Brooklyn  Union), 
a  New  York  corporation  having  its  prin- 
cipal place  of  business  in  Brooklyn,  New 
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York,  filed  at  Docket  No.  G-1171  an  ap- 
plication requesting  (1)  that  the  Com- 
mission determine  that  Brooklyn  Union 
Is  not  and  will  not  become  a  "natural- 
gas  company"  «^ithin  the  meaning  of  the 
Natural  Gas  Act  by  reason  of  Its  pro- 
posed construction  and  operation  of  cer- 
tain natural-gas  transmission  pipeline 
facilities,  and  (2)  should  the  Commis- 
sion determine  the  company  subject  to 
the  act.  that  it  issue  to  the  Applicant  a 
certificate  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  authoriz- 
ing Applicant  to  construct  and  operate 
certain  transmission  pipeline  facilities, 
all  as  more  fully  described  in  its  applica- 
tion on  file  with  the  Commission  and 
open  to  public  inspection,  public  notice 
thereof  having  been  given.  Including 
publication  In  the  Federal  Register  on 
March  10.  1949  '14  F.  R.  1093  >. 

On  April  6.  1949,  Kings  County  Light- 
ing Company  (Kings  County  Company), 
a  New  York  corporation  with  its  princi- 
pal place  of  business  in  the  Borough  of 
Brooklyn.  City  and  State  of  New  York, 
filed  at  Docket  No.  G-1190  an  applica- 
tion requesting  ( 1 1  that  the  Commission 
determine  that  Kings  County  Company 
Is  not  and  will  not  become  a  "natural- 
gas  company"  within  the  meaiyng  of 
the  Natural  Gas  Act  by  reason  of  Its  pro- 
posed construction  and  operation  of  cer- 
tain natural-gas  transmission  pipeline 
facilities,  and  (2  •  should  the  Commission 
determine  the  company  subject  to  the 
act,  that  it  issue  to  the  Applicant  a  cer- 
tificate of  public  convenience  and  neces- 
sity pursuant  to  section  7  of  the  Natural 
Gas  Act,  as  amended,  authorizing  Appli- 
cant to  construct  and  operate  certain 
transmission  pipeline  facilities,  all  or 
more  fully  described  In  its  appHcatlon 
on  file  with  the  Commission  and  open 
to  public  inspection,  public  notice  thereof 
having  been  given.  Including  publication 
In  the  Federal  Register  on  April  22 
1949  (14  y.  R.  1994).  The  Commisslori 
finds:  Good  cause  exists  for  consolidat- 
ing the  above  proceedings  for  purposes 
of  hearing:. 
The  Commission  orders : 

(A )  The  above-entitled  proceedings  be 
and  they  are  hereby  consolidated  for 
purposes  of  hearing. 

(B)  Pursuant  to  the  authority  con- 
tained In  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Natu- 
ral Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  public  hearing  be  held  commencing  on 
May  24.  1949.  at  10:00  a.  m.  (e.  d.  s.  t.). 
Ip  the  Hearing  Room  of  the  Federal' 
Power  Commission.  1800  Pennsylvania 
Avenue  NW.,  Washington.  D.  C,  con- 
cerning the  matters  involved  and  the 
Issues  presented  by  such  applications. 

(C)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f)  of  the  Commission's  rules  of  prac- 
tice and  procedure. 

Date  of  issuance:  May  3.  1949. 

By  the  Commission.  •' 

[seal]  Leon  M.  Fuquay, 

Secretarjf. 

[F.    R.    Doc.    49-3629:    Filed.    May    6.    1949t 
8:47  a.  m.J 
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IDocket  No.  0-11841 

Lotjmiana-Nevada  Transit  Co. 

order  fixing  datl  of  hkarino 

On  March  28.  1949.  Louisiana-Nevada 
Transit  Company  (Applicant)  a  Nevada 
corporation  having  Its  principal  place  of 
business  at  Ada.  Oklahoma,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience   and    necessity    pursuant    to 
section  7  of  the  Natural  Gas  Act.  author- 
izing the  construction  and  operation  of 
certain  natural-gas  transmission  facili- 
ties subject  to  the  jurisdiction  of  the 
Commission  for  the  purpose  of  serving 
contract     industrial     requirements     of 
Cobbwood.  Inc..  and  Graydon  Anthony 
Lumber  Company  located  in  Hempstead 
County.  Arkansas. 

The  facilities  are  more  particularly  de- 
scribed in  the  application  on  file  with 
the  Commission  and  open  to  public 
Inspection. 

Applicant  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  JU.32  ta)  and 
132  <b)  of  the  Commission's  rules  of 
practice  and  procedure;  and  no  request 
to  be  heard  or  protest  has  been  filed  sub- 
sequent to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  pub- 
lication In  the  Federal  Register  on  April 
9   1949  (14F.  R.  1720-21). 

'The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  8§  132  ta»  and  1.32  (b) 
of  the  Commission's  rules  of  practice  and 
procedure. 

The  Commission  orders: 
(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  May  26.  1949.  at 
9-30  a.  m.   (e.  d.  s.  t.).  in  the  Hearing 
Room  of  the  Federal  Power  Commission. 
1800  Pennsylvania  Avenue  NW..  Wash- 
ington. D.  C.  concerning  the  matters  In- 
volved and  the  Issues  presented  by  such 
application :  Provided,  however.  That  the 
Commission  may.  after  a  noncontested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding  pursuant  to   the   provisions   of 
ii  1.32    of    the    Commission's    rules    of 
practice  and  procedure. 

(B)  Interested  State  commissions  may 
participate  as  provided  by  J 8  18  and  1.37 
(f)   of  the  said  rules  of   practice  and 
procedure. 
Date  of  Issuance:   May  8.  1949. 
By  the  Commission. 

Leon  M.  Fuquay. 

Secretary. 

[F.    R.    DOC.    4»-3«30;    Piled.    May    fl.    1»4»; 
8:47  a.  m.) 


NOTICES 

absence  on  May  4  and  B.  1949.  with  the 
title  "Acting  Housing  Expediter"  with  all 
the  powers,  duties,  and  rights  conferred 
upon  me  by  the  Housing  and  Rent  Act 
of  1947.  as  amended,  or  any  other  act  of 
Congress  or  Executive  order,  and  all  such 
powers,  duties,  and  rights  are  hereby 
delegated  to  such  officer  for  such  period. 

Issued  this  3d  day  of  May  1949. 

[seal]  Tighe  E.  Woods, 

Housing  Expediter. 

IF.    R.    Doc.    49-3639;    Piled.    May    6,    1948; 
8:50  a.  m.l 


trie  light  and  Power  Company  of  Balti- 
more be,  and  the  same  is.  hereby  granted. 

By  the  Commission. 

[siALl  Orval  L.  Dubois. 

Secretary. 

[F    R.    DOC.    49-3«S8:    Piled.    May    fl,    1949; 
8:50  a.  m.] 


HOUSING  AND  HOUSING 
CREDIT 

Office  of  Housing  Expediter 

Oroankation     description     Incltjoino 
Delegations  or  Final  Authority 

DESIGNATION  Of  ACTING  HOUSING  EXPEDITER 

J  Walter  White  Is  hereby  designated 
to  act  as  Housing  Expediter  during  my 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  7-10931 

Consolidated  Gas  Electric  Light   and 
Power  Co.  or  Baltimore 

FINDINGS  AND  ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  m  the  city  of  Washington.  D.  C. 
on  the  3d  day  of  May  A.  D.  1949. 

The  Philadelphia-Baltimore  Stock  Ex- 
change has  made  application  to  the  . 
Commission  pursuant  to  section  12  <f» 
(2)  of  the  Securities  Exchange  Act  of 
1934  and  Rule  X-12P-1  for  permission 
to  extend  unlisted  trading  privileges  to 
the  Common  Stock.  No  Par  Value,  of 
Consolidated  Gas  Electric  Light  and 
Power  Company  of  Baltimore. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  In  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  in  the 
application  makes  the  following  findings : 

<  1 )  That  this  security  is  registered  and 
listed  on  the  New  York  Curb  Exchange; 
that  the  geographical  area  deemed  to 
constitute  the  vicinity  of  the  Philadel- 
phia-Baltimore Stock  Exchange  Is  the 
States  of  Pennsylvania.  New  Jersey.  Del- 
aware and  Maryland;  that  out  of  a  total 
of  1,315.404  shares  outstanding.  413.815 
shares  are  owned  by  7.790  shareholders 
In  the  vicinity  of  the  Philadelphia-Bal- 
timore Stock  Exchange;  and  that  In  the 
vicinity  of  the  Philadelphia-Baltimore 
Stock  Exchange  1,411  transactions  were 
effected  In  56,909  shares  during  the  pe- 
riod from  March  1.  1948  to  March  1,1949; 

(2)  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
in.  this  security  exist  in  the  vicinity  of 
the  applicant  exchange  to  render  the  ex- 
tension of  unlisted  trading  privileges 
thereto  appropriate  In  the  public  Interest 
and  for  the  protection  of  Investors;  and 

(3)  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  Is  otherwise  ap- 
propriate In  the  public  interest  and  for 
the  protection  of  Investors. 

Accordingly  it  is  ordered.  Pursuant  to 
section  12  (f)  (2)  of  the  Securities  Ex- 
change Act  of  1934,  that  the  application 
of  the  Philadelphia-Baltimore  Stock  Ex- 
change for  permission  to  extend  unlisted 
trading  privileges  to  the  Common  Stock. 
No  Par  Value,  of  Consolidated  Gas  Elec- 


[Plle  Noa.  64-111,  69-13] 
American  <t  Foreign  Power  Co..  Inc., 

EX  AL. 

order  reserving  JtTRISDICTlON  OVER 
FURTHER  ORDERS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  City  of  Washington,  D.  C,  on 
the  2d  day  of  May  A.  D.  1949. 

In  the  matter  of  American  ti  Foreign 
Power  Company.  Inc..  Electric  Bond  and 
Share  Company.  Pile  No.  54-111;  Elec- 
tric Bond  and  Share  Company.  American 
&  Foreign  Power  Company.  Inc..  et  al.. 
respondents.  File  No.  59-12. 

The  commission  having  Instituted 
proceedings  under  section  11  (b>  (2)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  with  respect  to  Electric  Bond  and 
Share  Company  ("Bond  and  Share"), 
and  American  k  Foreign  Power  Com- 
pany. Inc.  ('Foreign  Power"),  both  reg- 
istered holding  companies  *Rle  No. 
59-12);  and 

Foreign  Power  and  Bond  and  Share 
having  filed  a  Joint  plan  and  amend- 
ments thereto  under  section  11  (e)  of  the 
act  (File  No.  84-111).  which  proceedings 
were  consolidated  with  the  aforesaid  sec- 
tion 11  (b)  (2)  proceedings;  and 

The    Commission    having    by    order 
dated  November  19.  1947.  approved  the 
Amended  Plan  filed  by  Foreign  Power 
and  Bond  and  Share,  and  application 
having   thereafter   been    made   by   the 
'Commission  to  the  District  Court  of  the 
United  States  for  the  District  of  Maine. 
Southern    Division,    to    enforce    said 
Amended  Plan,  and  the  said  Court  hav- 
ing by  order  dated  and  entered  October 
11    1948,  approved  said  Amended  Plan 
and  directed  that  it  be  carried  out;  and 
Circumstances    having    thereafter 
arisen  from  which  it  appeared  to  the 
Commission  that  consummation  of  the 
necessary  financing  within  the  frame- 
work of  the  Amended  Plan  as  theretofore 
approved  by  the  Commission  and  the 
Court  was  not  then   feasible   and   the 
Commission  by  motion  dated  December 
16    1948  having  requested  the  Court  to 
vacate   its   order   of   approval   of   said 
Amended  Plan  and  remand  the  proceed- 
ings to  the  Commission  for  such  further 
action  as  might  be  appropriate;  and  the 
said  Court  having  by  Order  dated  Janu- 
ary 4.  1949  granted  said  motion  of  the 
Commission;  and 

The  Commission  having  entered  an 
order  dated  January  19,  1949,  reconven- 
ing the  hearings  and  requiring,  among 
other  things,  that  cause  be  shown  •!' 
why  the  Commission  should  not  enter 
an  order  vacating  Its  order  dated  Novem- 
ber 19.  1947.  approving  the  Amended 
Plan  and  *2)  why  an  order  should  not 
be  entered  under  section  11  <b)  «2)  oi 
the  act  directing  Bond  and  Share  ana 
Foreign  Power  to  take  appropriate  steps 
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to  bring  the  security  structure  of  Foreign 
Power  into  conformity  with  the  stand- 
ards of  section  11  (b)  (2)  of  the  act;  and 
A  hearing  having  been  held  after  ap- 
propriate notice  and  the  record  in  the 
matter  having  been  examined  by  the 
Commission,  and  the  Commission  having 
this  day  made  and  filed  Its  opinion 
herein ; 

It  is  ordered.  That  the  order  of  the 
Commission  dated  November  19. 1947.  ap- 
proving the  Amended  Plan  for  the  re- 
organization of  Foreign  Power  under 
section  11  (e)  of  the  act  be.  and  the 
same  hereby  Is.  vacated. 

It  is  further  ordered.  Pursuant  to  sec- 
tion 11  (b)  (2)  of  the  act,  that  Bond 
and  Share  and  Foreign  Power  take  ap- 
propriate steps  to  reorganize  Foreign 
Power  on  a  basis  on  which  Foreign 
Power  will  have  outstanding  only  a  single 
class  of  capital  stock,  namely,  common 
stock,  and  such  amount  of  debt  securi- 
ties as  will  under  the  circumstances  then 
existing  meet  the  standards  of  the  act. 

It  is  further  ordered,  That  Jurisdiction 
be.  and  hereby  Is,  reserved  to  enter  such 
other  and  further  orders  and  to  take 
such  other  action  as  the  Commission 
may  deem  necessary  or  appropriate  to 
insure  compliance  by  the  respondents 
with  the  above  order  and  the  provisions 
of  the  act.  and  the  Commission's  rules, 
regulations  and  orders  thereunder,  and 
with  respect  to  all  other  matters  and 
issues  in  these  consolidated  proceedings. 
It  it  further  ordered.  That  this  order 
shall  be  effective  Immediately  upon  its 
issuance. 

By  the  Commission. 

[seal]  Orval  L.  DuBois. 

Secretary. 

(F.    R.   Doc,    49-3835:    Filed,    May    8.    1949: 
8:49  a.  in.] 


[File  No.  88-112] 
Albert  W.  Oreiner  et  al. 

NOTICE  OF  and  ORDER  FOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  2d  day  of  May  A.  D.  1949. 

In  the  matter  of  Albert  W.  Greiner. 
John  M.  McGrath.  Howard  Hubbard  and 
Harold  Barnett.  as  a  committee  for  the 
$7  second  preferred  stockholders  oL 
American  ti  Foreign  Power  Company. 
Inc..  Pile  No.  68-112. 

Notice  Is  hereby  given  that  Albert  W. 
Greiner,  John  M.  McGrath.  Howard  Hub- 
bard and  Harold  Barnett.  as  a  committee 
for  the  $7  Second  Preferred  Stockhold- 
ers of  American  L  Foreign  Power  Com- 
pany, Inc.,  have  filed  a  declaration  and 
amendments  thereto  pursuant  to  Rule 
U-62  promulgated  under  the  Public 
Utility  Holding  Company  Act  of  1935. 

All  Interested  persons  are  referred  to 
said  declaration  and  amendments 
thereto  which  are  on  file  in  the  offices 
of  this  Commission  for  a  statement  of  the 
matters  contained  therein,  certain  of 
which  are  summarized  as  follows: 

The  original  declaration  stated  that 
the  Committee  was  formed  at  the  request 
and  on  behalf  of  Andrew  P.  Battl,  Louis 
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D.  Cadlcomo,  Carrie  L.  Derderian.  and 
Walter:  J.  Dalega,  each  of  whom  were 
represented  to  be  holders  of  stock  of 
American  L  Foreign  Power  Company, 
Inc.  ("Foreign  Power").  By  subsequent 
amendments  the  names  of  Andrew  P. 
Battl,  Louis  D.  Cadlcomo  and  Carrie  L. 
Derderian  were  deleted  and  the  names  of 
Mary  Greiner  and  John  Apple  were 
added  as  being  persons  at  whose  request 
and  on  whose  behalf  the  Committee  was 
acting. 

The  original  declaration  named  Frank 
Weinstein  as  a  member  of  the  proposed 
Committee.  The  first  Amended  Declara- 
tion stated  that  Weinstein  had  resigned 
from  the  Committee  and  substituted 
Harold  Barnett  as  a  member  of  the  Com- 
mittee. 

The  Committee  has  designated  Joseph 
Nemerov  and  Leo  B.  Mlttelman  as  coun- 
sel, and  Theodore  R.  Mackoul,  as  finan- 
cial adviser. 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  investors  and  con- 
sumer^ that  a  hearing  be  held  with  re- 
spect to  said  declaration  and  the  amend- 
ments thereto,  and  that  said  declaration 
as  amended,  shall  not  become  effective 
except  pursuant  to  further  order  of  this 
Commission;  and 

It  further  appearing  to  4he  Commis- 
sion that  It  is  necessary  and  appropriate 
to  aid  In  the  enforcement  of  the  provi- 
sions of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  and  the  rules  and 
regulations  promulgated  thereunder  and 
to  aid  the  Commission  in  the  prescribing 
of  rules  and  regulations  under  said  act 
to  investigate  the  facts,  practices,  mat- 
ters, policies,  and  conditions,  both  pres- 
ent and  past,  relating  to  the  said 
Committee  and  all  persons  connected 
with  it: 

It  is  hereby  ordered.  Pursuant  to  sec- 
tions 11  (g).  12  (e)  and  18  (a)  of  the  act 
and  the  rules  and  regulations  promul- 
gated thereunder,  that  a  hearing  be  held 
upon  said  matter  on  May  17,  1949  at 
10:00  a.  m..  e.  d.  s.  t..  at  the  offices  of 'the 
Securities  and  Exchange  Commission 
425  Second  Street  NW..  Washington  25 
D.  C.  On  such  day  the  hearing  room' 
clerk  will  advise  as  to  the  room  In  which 
such  hearing  will  be  held.  Any  person 
desiring  to  be  heard  or  otherwise  wishing 
to  participate  therein  shall  on  or  before 
JJay  12^  1949,  notify  the  Commission  to 
that  effect  in  the  manner  provided  in 
Rule  XVII  of  the  Commission's  rules  of 
practice. 

It  is  further  ordered.  That  William  W 
Swift  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose,  shall  preside  at  the  hearing  In 
such  matters.  The  officer  so  designated 
to  preside  at  the  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted 
to  the  Commission  under  section  18  (c) 
of  the  act,  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  said  declaration  and 
amendment*  thereto  In  the  light  of  sec- 
tions 11  (g),  12  (e)  and  18  (a)  of  the  act 
and  that  on  the  baais  thereof  the  follow- 
ing matters  and  questions  are  presented 
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for  consideration  without  prejudice, 
however,  to  the  presentation  of  addi- 
tional matters  and  questions  upon  fur- 
ther examination: 

(1)  Whether  the  declaration  and 
amendments  thereto  and  the  proposed 
solicitation  material  contain  any  untrue 
statement  of  a  material  fact  or  omit  to 
state  any  material  fact  required  to  be 
stated  therein  or  necessary  to  make  the 
statements  therein  not  misleading ; 

(2)  Whether  the  proposed  solicitation 
of  the  holders  of  the  $7  Cumulative  Pre- 
ferred Stock  of  American  k  Foreign 
Power  Company.  Inc.  is  in  the  public 
interest  and  in  the  interest  of  investors 
or  consumers  and  for  proper  purposes, 
and  whether  the  solicitation,  as  proposed,' 
is  in  circumvention  of  any  of  the  provi- 
sions of  the  act  or  any  rule,  regulation 
or  order  promulgated  thereunder; 

(3)  Whether  the  proposed  solicitation 
Is  consistent  with  the  applicable  stand- 
ards of  the  act  and  the  rules  thereunder, 
and,  whether,  if  such  solicitation  be  per- 
mitted, the  interest  of  the  public  or  of 
investors  or  consumers  requires  the  Im- 
position of  terms  and  conditions  with  re- 
spect thereto; 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a  copy 
of  this  notice  and  order  by  registered 
mail  on  Albert  W.  Greiner.  John  M.  Mc- 
Grath, Howard  Hubbard,  Harold  Bar- 
nett, Joseph  Nemerov.  and  Leo  B.  Mlt- 
telman. and  that  notice  of  said  hearing 
shall  be  given  to  all  other  persons  by  gen- 
eral release  of  this  Commission  which 
shall  be  distributed  to  the  press  and 
mailed  to  persons  on  the  mailing  list  for 
releases  under  the  act.  and  that  further 
notice  shall  be  given  to  all  persons  by 
publication  of  this  notice  and  order  in 
the  Federal  Register. 

By  the  Commission.         ' 
[SEAL]  Orval  L.  DuBois. 

Secretary. 

(F.    R.    Doc.    49-3634;    Filed.    May    8.    1949- 
8:49  a.  m.] 
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[Pile  No.  70-20841 


Utah  Power  &  Light  Co. 

supplemental  order  permitting  appli- 
cation-declaration to  become  effec- 
tive AND  releasing  JURISDICTION  OVER 
FEES  AND  EMPInSES 

At  a  regular  session  of  the  Securities 
and  Exq^ange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D   C 
on  the  3d  day  of  May  A.  D.  1949. 

Utah  Power  &  Light  Company 
('  Utah"),  a  registered  holding  company 
and  an  electric  utility  company,  having 
filed  an  application-declaration  and 
amendments  thereto  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935,  particularly  sections  6  (a)  and  7 
thereof,  and  Rule  U-50  of  the  rules  and 
regulations  promulgated  thereunder  re- 
garding the  issue  and  sale  by  Utah  pur* 
suant  to  the  competitive  bidding  requirt- 
ments  to  Rule  U-50  of  $3,000,000  prlncU 


Kntiirfinn     Mm,   7     1Q1Q 
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pal   amount  of  First  Mortgage  Bonds. 

%  Series,  due  1978;  and 

The  Commission  having  by  order  dated 
April  18,  1949  granted  and  permitted  to 
become  "effective  said  application-decla- 
ration. Is  amended,  subject  to  the  condi- 
tion that  the  proposed  Issue  and  sale  of 
bonds  not  be  consummated  until  the 
results  of  competitive  bidding  pursuant 
to  Rule  U-50  shall  have  been  made  a 
matter  of  record  in  the  proceeding  and  a 
further  order  entered  by  the  Commission 
In  the  light  of  the  record  so  completed, 
and  subject  to  a  reservation  of  Jurisdic- 
tion \/ith  respect  to  all  fees  and  expenses 
to  be  paid  in  connection  with  the  pro- 
posed transaction;  and 

Utah  having  f\led  a  further  amend- 
ment to  Its  application-declaration  set- 
ting forth  the  action  taken  to  comply 
with  the  requirements  of  Rule  U-50  and 
stating  that  pursuant  to  the  Invitation 
for  competitive  bids  the  following  bids 
for  the  bonds  have  been  received: 


NOTICES 

It  ts  further  ordered.  That  the  Juris- 
diction heretofore  reserved  over  all  fees 
and  expenses  in  connection  with  the  pro- 
posed transactions  be.  and  the  same 
hereby  Is.  released. 

By  the  Commission. 

[siALl  Orval  L.  DuBois. 

Secretary. 

[P.    R.    Doc.    4»-3637;    Piled.    May    6,    1»4»; 
8:49  a.  m.J 
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Said  amendment  to  the  application- 
declaration  stating  that  Utah  has  ac- 
cepted the  bid  of  Kidder,  Peabody  l<  Co. 
for  the  First  Mortgage  Bonds  as  set 
forth  above,  and  that  said  bonds  will  be 
offered  for  sale  to  the  public  at  a  price 
of  101.25 '"r  of  the  principal  amount 
thereof  plus  accrued  Interest,  resulting  in 
an  underwriters"  spread  equal  to  .4409% 
of  the  principal  amount  of  said  bonds; 

Said  amendment  having  also  set  forth 
the  nature  and  extent  of  legal  services 
rendered  and  the  fees  and  expenses  re- 
quested as  follows:  Reid  b  Priest.  Counsel 
for  the  Company  $5,000  and  Beekman  & 
Bogue.  Counsel  for  the  prospective  un- 
derwriters $3,500. 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein,  and  flndlM  no  reason  for 
imposing  terms  and  conaWlons  with  re- 
spect to  the  price  to  be  received  for  said 
First  Mortgage  Bonds,  the  rejiemption 
price  thereof,  the  Interest  rate  thereon 
and  the  underwriters'  spread;  and 

It  appearing  that  the  proposed  fees 
for  legal  services  and  other  fees  and  ex- 
penses are  not  unreasonable; 

It  is  hereby  ordered.  That  the  Jurisdic- 
tion heretofore  reserved  In  connection 
with  the  issue  and  sale  of  said  First 
Mortgage  Bonds  be,  and  the  same  hereby 
Is.  released  and  the  said  application- 
declaration  as  further  amended  be.  and 
the  same  hereby  Is.  granted  and  per- 
mitted to  become  effective  forthwith, 
subject,  however,  to  the  terms  and  con- 
ditions contained  In  Rule  U-24. 


[File  No.  70-2090) 

Nrw  York  Power  and  Light  Corp,  and 
Niagara  Hudson  Power  Corp. 

ORDER    GRANTING    APPLICATION   AND   PERMIT- 
TING  DECLARATION   TO   BKCOMI   EFFECTIV* 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  2d  day  of  May  1949. 

Niagara   Hudson    Power   Corporation 
("Niagara  Hudson"),  a  registered  hold- 
ing company,   and  its  subsidiary.  New 
York  Power  and  Light  Corporation  ( 'New 
York  Power"),  having  filed  a  Joint  ap- 
plication-declaration   pursuant   to   sec- 
tions 9.  10  and  12  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act"), 
and  Rule  U-43  promulgated  thereunder, 
with  respect  to  the  following  transaction: 
New  York  Power  proposes  to  acquire 
from  Arthur  S.  Dewing,  a  nonafllliate, 
2  325  .shares  of  the  common  stock  of  the 
Tlconderoga  Electric  Ught  and  Power 
Company  ("Tlconderoga"),  for  $176,000. 
New  York  Power  also  proposes  to  acquire 
from  Niagara  Hudson  75  shares  of  the 
common  stock  of  Tlconderoga  for  $2,825, 
Upon  completion  of  the  proposed  acquisi- 
tion of  an  aggregate  of  2.400  shares  of 
the  common  stock  of  Tlconderoga.  New 
York  Power  will  own  100%  of  the  out- 
standing stock  of  that  company.    The 
application  states  that  the  consideration 
to  be  paid  to  Arthur  S.  Dewing  was  de- 
termined through  arm's-length  negotia- 
tions and  that  the  consideration  to  be 
paid  to  Niagara  Hud.son  represents  the 
amount  at  which  such  shares  are  pres- 
ently carried  on  the  books  of  Niagara 
Hudson.    Tlconderoga  presently  renders 
electric  service  in  the  Town  and  Village 
of  "nconderoga  In  the  State  of  New  York. 
New  York  Power  services  the  territory 
Immediately  adjoining  the  service  area 
of  Tlconderoga  and  supplies  all  of  the 
energy  distributed  by  Tlconderoga, 

The  acquisition  by  New  York  Power 
of  the  common  stock  of  Tlconderoga  was 
approved  by  the  Public  Service  Commis- 
sion of  the  State  of.  New  York  by  Order 
dated  March  9.  1949. 

Said  application-declaration  having 
been  duly  filed  and  notice  of  said  filing 
having  been  duly  given  In  the  form  and 
manner  pre.scribed  by  Rule  U-23  pro- 
mulgated, pursuant  to  said  act.  and  the 
Commission  not  having  received  a  re- 
quest for  hearing  with  respect  to  said 
application-declaration  within  the  period 
specified  in  said  notice,  or  otherwise,  and 
not  having  ordered  a  hearing  thereon; 

and  ^  ^  ^. 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  rules  thereunder  are  satis- 


fled,  and  deeming  It  appropriate  In  the 
public  interest  and  In  the  Interests  of 
investors  and  consumers  that  said  ap- 
plication-declaration be  granted  and  per- 
mitted to  become  effective: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  con- 
ditions prescribed  In  Rule  U-24.  that  the 
application-declaration  be.  and  the  same 
hereby  is.  granted  and  permitted  to 
become  effective  forthwith. 

By  the  Commission. 

(sEALl  ORVAL  L.  DvBors. 


Secretary. 

|F,    R.    Doc,    4»-363«;    Filed.    May    «.    1948; 
8:49  a.  m.l 


|P11e  No.  812-6931 


Orottp  SiOTRiTiia.  Inc..  and  Distribtttors 
Group,  Inc. 

notice  or  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C. 
on  the  4th  day  of  May  A,  D.  1949, 

Notice  Is  hereby  given  that  Group  Se- 
curities.  Inc.    ("Group"),   an  open-end 
diversified  management  Investment  com- 
pany registered   under  the  Investment 
Company  Act  of  1940,  located  at  One  Ex- 
change Place,  Jersey  City  2.  New  Jersey 
and    Distributors    Group.    Incorporated 
("Distributors'),   the   principal    under- 
writer and  inve.stment  adviser  of  Group, 
located  at  63  Wall  Street.  New  York  5. 
Nev/  Yc"k,  have  filed  an  application  pur- 
suant to  section  6  (O  of  the  act  for  an 
order  exempting  from  the  provisions  of 
sections  11   'a>    and  22   td)    of  the  act 
certain  transactions  described  below  in 
which  the  holders  of  the  securities  Issued 
by  Group  are  to  be  offered  the  right  to 
transfer  their  lnve,«;tments  from  one  or 
more  classes  of  securities  to  one  or  more 
other    classes    of    securities    issued    by 
Group    at    a    reduced    loading    charge, 
which  will  be  below  the  public  offering 
price  but  above  the  net  asset  value  of  the 
shares  to  be  acquired. 

Group  Is  authorised  by  its  charter  to 
Issue   Its   capital   stock   In   22   different 
classes.    Each  class  of  the  capital  stock 
Is  separate  and  distinct  from  every  other 
class.    The  funds  of  each  class  are  held 
only  for  that  class  and  are  Invested  in 
portfolio  securities  of  the  type  approved 
for  that  class.    The  Investment  charac- 
teristics of  the  various  class      of  stock 
vary  according  to  the  type  of  portfolio 
securities   held.     Changes   In   economic 
conditions  and  market  levels,  as  well  as 
in  the  investment  requirements  of  indi- 
vidual Investors  may  from  time  to  time 
make  It  appropriate  for  a  particular  in- 
vestor to  liquidate  his  investment  in  one 
or  more  classes  and  to  reinvest  the  pro- 
ceeds in  one  or  more  other  classes.    At 
the  present  time  an  investor  who  liqui- 
dates his  investment  in  shares  of  one 
class  of  stock  and  reinvests  the  proceed.s 
In  shares  of  another  class  must  pay  the       / 
same  loading  charge  as  Is  charged  on  an 
Initial  sale  of  such  other  class  of  slock. 
.  Although  Group  Is  similar  In  operation 
to  other  multiplc-class  Investment  com- 
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panles,  its  charter  and  by-laws  contain 
no  provision  conferring  conversion  rights 
upon     the     holders     of     Its     securities. 
Therefore,  It  rtiay  not  avail  itself  of  the 
provisions  of  section  11  (b>  (2»  of  the  act 
under  which  other  multiple-class  invest- 
ment companies  may  effect  reinvestment 
transactions  for  their  security  holders, 
pursuant  to  conversion   privileges  con- 
ferred by  charter  or  by-law  provisions, 
at  a  lesser  sales  load  than  that  charged 
upon  initial  sales.     Group  and  DLstribu- 
tors  have  determined  to  Increase  the  load 
on  Initial  sales  and  at  the  same  time  they 
wish  to  establish  reduced  charges  on  re- 
in ve.stment  sales.     They  propose  to  pub- 
lish the  following  schedule,  which  sets 
forth  the  amount  of  the  sales  load  to  be 
charged  upon  initial  sales  and  reinvest- 
ment   sales   of   the   various   classes    of 
securities  Is.sued  by  Group,  In  the  current 
prospectus  u.sed  in  offering  the  securi- 
ties of  the  group  registered  under  the 
Securities  Act  of  1933. 
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Each  reinvestment  tran.saction  will  in- 
volve the  sale  of  shares  of  one  or  more 
classes  of  stock  and  the  purchase  of 
shares  of  one  or  more  other  classes  of 
stock.  An  investor  who  elects  to  trans- 
fer all  or  part  of  his  funds  from  one  or 
more  classes  of  stock-to  one  or  more  other 
clas.ses  of  stock,  will  be  offered  the  right 
to  reinvest  the  proceeds  from  the  shares 
sold  at  the  reduced  loading  charges  set 
forth  In  the  prospectus  applicable  to  the 
shares  of  the  class  or  classes  to  be  ac- 
quired, provided  such  new  shares  are 
purchased  by  the  same  investor  within 
five  business  days  on  which  the  New  York 
Stock  Exchange  is  open  from  the  date 
of  sale  by  such  Investor. 

Since  all  classes  of  the  capital  stock  of 
Group  are  redeemable  and  are  currently 
being  offered  to  the  public  by  and 
through  Distributors,  section  22  (d>  of 
the  act  prohibits  Group  and  Distributors 
from  selling  such  redeemable  shares  to 
the  public  except  at  a  current  public  of- 
f^lng  price  described  In  the  prospectus. 
The  offer  to  effect  reinvestment  transac- 
tions at  a  lesser  sales  load  than  that 
charged  on  initial  sales,  even  though  de- 
scribed In  the  prospectus,  is  not  deemed 
to  be  a  public  offering  price  described 
In  the  prospectus  within  the  meaning 
of  .section  22  (d).  since  It  is  not. open  for 
acceptance  by  all  members  of  the  public 
purchasing  at  the  same  time  an  identical 
number  of  shares  of  any  particular  class 
of  stock.  Section  22  (d)  contains  three 
•provisos  which  afford  limited  relief  from 
the  requirement  that  redeemable  securi- 
ties shall  not  be  sold  to  the  public  except 
at  a  current  public  offering  price  de- 
scribed In  the  prospectus.  The  first  pro- 
viso exempts  sales  made  pursuant  to  of- 
fers of  exchange  permitted  by  section  11 
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of  the  act.     The  only  portion  of  section 
11  applicable  to  the  proposed  reinvest- 
ment  sales   Is   paragraph    (a)    thereof. 
Since  the  basis  of  the  proposed  offers  of 
exchange  is  other  than  the  relative  net 
asset  values  of  the  securities  Involved  and 
the  Commission  has  not  prescribed  any 
rules  and  regulations  with  respect  to  such 
offers,  the  offers  of  exchange  contem- 
plated by  Group  and  Distributors  are  un- 
lawful unless  the  terms  of  the  offer  have 
been  submitted  to  and  approved  by  the 
Commission.    The  second  proviso  of  sec- 
tion 22  (d)  does  not  cover  the  proposed 
offers  of  exchange  since  they  are  not  to 
be   made  solely   to  security  holders   of 
Group;  ex-security  holders  will  be  offered 
the  right  to  reinvest  within  five  business 
days   after   redeeming   their   securities. 
The  third  proviso  of  section  22   (d)    is 
Inoperative  since  the  Commission  has  not 
promulgated  any  rules  and  regulations 
under  section  12  (b)  of  the  act.    There- 
fore the  proposed  reinvestment  sales  will 
violate  section  22  (d)  and  section  11  (a» 
of  the  act  unless  the  Commission  ap- 
proves the  terms  of  the  proposed  rein- 
vestment sales  by  order  pursuant  to  sec- 
tion 6  (c)  of  the  act. 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
Washington,  D.  C.  office  of  the  Com- 
mission for  a  more  detailed  statement  of 
the  matters  of  fact  and  law  therein 
asserted. 

Notice  Is  further  given  that  an  order 
granting  the  application,  in  whole  or  in 
part  and  upon  such  conditions  as  the 
Commission  may  deem  necessary  or  ap- 
propriate, may  be  Issued  by  the  Com- 
mission at  any  time  on  or  after  May  13, 
1949,  unless  a  hearing  upon  the  applica- 
tion Is  ordered  by  the  Commission  as 
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provided  in  Rule  N-5  of  the  rules  and 
regulations  promulgated  under  the  act. 
Any  interested  person  may.  not  later 
than  May  12, 1949,  at  5 :30  p.  m.,  e,  d.  s,  t.. 
submit  to  the  Commission  in  writing  his' 
views  or  any  additional  facts  bearing 
upon  this  application  or  the  desirability 
of  a  hearing  thereon,  or  request  in  writ- 
ing that  the  Commission  order  a  hearing 
to  be  held  thereon.  Any  such  com- 
munication or  request  should  be  ad- 
dressed: Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D,  C,  and  should 
state  briefly  the  nature  of  the  interest 
of  the  person  submitting  such  informa- 
tion or  requesting  a  hearing,  the  reasons 
for  such  request,  and  the  issues  of  fact 
or  law  raised  by  the  application  which  he 
desires  to  controvert. 

By  the  Commission. 

•seal]  Orval  L.  DuBois, 

Secretary. 
(F.    R.      Doc,    49-3626;    Piled,    May   6.    1949; 
8:46  a.  m.l 


UNITED  STATES  TARIFF 
COMMISSION 

[List    No.    D-«3J 

Olive  Advisory  Board 

application  denied  and  dismissed 

May  4,  1949. 
Application  as  listed  below  heretofore 
filed  with  the  Tariff  Commission  for  in- 
vestigation under  the  provisions  of  sec- 
tion 336  of  the  Tariff  Act  of  1930  has  been 
denied  and  dismissed. 

Commissioner  Brossard  dissented  from 
this  action. 


Name  of  article 


Olive  oil.  In  all  sire  containers  (par. 
63,  Tariff  Act  of  1m;{o). 


Purpose  of  request 


Increase  In  duty 


Date  received 


Mar.  15, 1940 


Name  and  address  of  applicant 


Olive   Advisory   Board.   16  Beale 
St.,  San  Francisco,  Calif. 


By  direction  of  the  Commission. 


[ SEAL ] 


Sidney  Morgan. 
Secretary. 


IF.    R,    Doc.    49-3643;    Piled,    May    6,    1949; 
8:51  a.  m] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  8643] 

Florida  East  Coast  Broadcasting  Co. 
(WPEC) 

order  continuing  hearing 

In  re  application  of  Florida  East  Coast 
Broadcasting  Company  (WFEO ,  Miami. 
Florida.  Docket  No.  8643,  File  No,  BMP- 
3049;  for  modification  of  construction 
permit. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  26,  1949,  by 
Florida  East  Coast  Broadcasting  Com- 
pany (WFEO,  Miami,  Florida,  request- 
ing a  90-day  continuance' of  the  hearing 
presently  scheduled  for  April  28,  1949, 
at  Washington.  D,  C,  upon  its  above- 
entitled  application  for  modification  of 
construction  permit; 

It  is  ordered.  This  27th  day  of  April 
1949,  that  the  petition  Is  granted;  and 


that  the  hearing  upon  the  above-entitled 
application  Is  continued  to  10:00  a,  m,, 
Thursday,  July  28,  1949,  at  Washington, 
D.  C. 

Federal   Communicatiows 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[P,    R,    Doc.    49-3648:    Filed,    May    6,    1949; 
8:53  a.  m,] 


[Change  List  49] 

Canadi.\n  Broadcast  Stahons 

list  of  changes,  proposed  chances,  and 
corrections  in  assignments 

April  13,  1949, 
Notification  under  the  provisions   of 
Part  III,  section  2  of  the  North  American 
Regional  Broadcasting  Agreement, 

List  of  changes,  proposed  changes,  and 
corrections  in  assignments  of  Canadian 
broadcast  stations  modifying  appendix 
containing  assignments  of  Canadian 
broadcast  stations  (Mimeograph  47214- 
3)  attached  to  the  recommendations  of 
the  North  American  Regional  Broadcast- 
ing Agreement  Engineering  Meeting. 
January  30,  1941. 
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Saturday,  May  7,  1949 

Invited  the  submission  of  comments  by 
Interested  parties. 
Comments  were  received  from: 

The  American  Petroleum  Institute. 
The  American  Telephone  &  Telegraph  Co. 
The  California  Police  Radio  Association. 
The  State  of  California. 
The  National  Association  of  Broadcasters. 
The     National     Federation     of     American 
Shipping. 
The  National  Police  Radio  Committee. 
Seismograph  Service  Corp. 

The  American  Petroleum  Institute  ex- 
pressed concern  over  the  fact  that  the 
proposal  did  not  specifically  set  forth  any 
proposed  United  States  position  in  re- 
gard to  the  geophysical  frequency  need.s 
of  the  petroleum  Industry  in  the  band 
1605-1700  kc.  The  proposal  shows  that 
the  proposed  United  States  position  for 
the  band  1605-1750  kc.  Includes  the  fixed 
and  mobile  services,  as  well  as  the  aero- 
nautical radionavigation  service.  The 
comments  on  this  band,  In  the  proposal, 
were  addressed  particularly  to  the  aero- 
nautical radionavigation  service  and 
were  not  intended  to  apply  to  the  fixed 
and  mobile  services  had  no  significance. 
s.peciflc  comments  in  regard  to  the  fixed 
and  mobile  services,  had  no  significance. 
Internationally,  frequency  allocations 
are.  except  as  may  sometimes  be  quali- 
fied or  limited  by  footnote.  expres.sed  in 
terms  of  Internationally  defined  services, 
viz.,  fixed  and  mobile.  It  then  remains 
for  the  individual  American  nations  to 
Implement  the  inter-American  alloca- 
tion by  promulgating  appropriate  na- 
tional allocations  to  the  various  domestic 
constituent  services  which  collectively 
comprise  the  fixed  and  mobile  services. 
The  frequency  needs  of  these  constituent 
services.  Including  those  of  the  petroleum 
industry  for  geophysical  stations,  are  a 
part  of  the  background  of  the  proposed 
United  States  position  in  regard  to  the 
fixed  and  mobile  services  allocation  at 
the  inter-American  level. 

The  American  Telephone  and  Tele- 
graph Company  directed  its  comments  to 
the  Coastal  Harbor  (radiotelephony  > 
Service  in  the  frequency  range  2000-3000 
kc.  That  company  stated  that,  before 
the  United  States  should  conclude  any 
agreement  at  the  inter-American  level  as 
to  the  Implementation  of  the  frequency 
2182  kc.  as  the  International  Maritime 
Mobile  radiotelephone  distress  and  call- 
ing frequency,  as  contemplated  by  the 
Atlantic  City  Agreements  of  1947,  there 
should  be  an  assured  practicable  ar- 
rangement for  frequency  assignments  to 
costal  harbor  stations  in  the  United 
States  that  would  !joth  permit  continua- 
tion of  the  present  operations  of  this 
service  and  provide  for  its  proper  fu- 
ture expansion.  In  this  connection,  the 
company  expressed  the  view  that  the 
Commission  should  give  full  cognizance 
to  the  study  which  Is  being  made  by  the 
Radio  Technical  Commission  for  Marine 
Services  of  the  maritime  mobile  (tele- 
phony) problems  in  the  2000-3000  kc. 
band.  The  Commission  has  not  received 
any  recommendation  from  the  RTCM  as 
yet,  but  has  studied  the  problems  of  the 
maritime  mobile  (telephony)  service  and 
the  other  services  operating  in  the  2000-  , 
3000  kc.  portion  of  the  spectrum.  In 
addition  to  the  fact  that  consideration  of 
the  needs  of  these  services  comprises  a 
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part  of  the  background  for  the  recom- 
mended United  States  position  as  to  fre- 
quency allocations  at  the  forthcoming 
conference,  the  Commission  plans  to  give 
consideration  to  these  problems  and 
needs  at  the  time  that  a  frequency  as- 
signment plan  is  drafted,  as  contem- 
plated by  the  Atlantic  City  Agreements 
of  1947.  It  Is  not  expected  that  the  task 
of  preparing  frequency  assignments  will 
be  undertaken  by  either  the  FIAR  or 
Region  2  Conferences  scheduled  to  con- 
vene in  Washington  April  25, 1949. 

The  National  Police  Radio  Committee 
Informed  the  Commission  of  Its  Interest 
In  retaining  the  police  frequencies  in  the 
bands  1605-1750  kc.  and  2300-2495  kc. 
and  2804,  2808.  2812  kc.  The  latter  three 
frequencies  have  been  recommended  by 
the  Commission  to  the  Department  of 
State  as  international  police  fixed  fre- 
quencies. The  other  frequencies  per- 
tain to  assignments  to  particular  sta- 
tions, which  are  not  for  consideration  at 
this  time.  The  National  Police  Radio 
Committee  requested  that  it  be  kept  in- 
formed of  developments  relative  to  the 
frequencies  In  which  It  Is  Interested  and 
the  Commission  has,  accordingly,  so  ad- 
vised the  Department  of  State. 

The  California  Police  Radio  Associa- 
tion made  a  request  similar  to  that  made 
by  the  National  Police  Radio  Committee, 
and  similar  action  is  being  taken  to  ad- 
vise the  Department  of  State  of  the  in- 
terest of  this  organization. 

The  California  State  Communications 
Advisory  Board  filed  a  statement,  In  be- 
half of  all  the  public  agencies  of  the 
state,  pointing  to  the  necessity  for  pro- 
tecting the  Public  Safety  Services  In 
their  continued  use  of  frequencies  in  the 
band  1600  to  2700  kc.  for  some  rea.son- 
able  future  period.  As  has  been  indi- 
cated above,  this  problem  is  one  which 
pertains  to  the  preparation  of  specific 
national  station  assignment  lists,  and  is 
not  to  be  disposed  of  at  the  forthcoming 
Conferences. 

The  National  Assocfation  of  Broad- 
casters objected  that  the  proposal  with 
regard  to  the  band  535-1605  kc.  would 
In  fact  Immobilize  the  frequency  540  kc; 
that  there  Is  nothing  in  Paragraph  89  of 
the  Atlantic  City  Radio  Regulations 
"which  singles  out  broadcasting  as  a 
service  which  must  protect  the  other 
services  in  the  neighborhood  of  540  kc.;" 
and  that  It  should  be  the  broadcasters' 
prerogative  to  have  a  voice  In  the  allo- 
cations for  540  kc.  The  Commission 
feels  that  this  proposal  In  no  way  serves 
to  immobilize  the  use  of  540  kc.  for  broad- 
casting. It  recognizes  that  the  terms 
of  Paragraph  89  are  applicable  to  all 
radio  services,  but  considers  It  appro- 
priate to  emphasize  the  Importance  of 
protection  to  certain  Safety  Services  ad- 
jacent to  540  kc.  It  Is  proposed  to  con- 
sider only  questions  of  service  allocations 
at  the  forthcoming  Conferences  rather 
than  details  of  the  particular  use  of  any 
specific  frequency  for  broadcasting.  In 
so  far  as  the  NAB  comments  were  di- 
rected to  the  remote  pickup  broadcast- 
ing service.  It  may  be  observed  that  the 
Commission  has  the  needs  of  this  service 
before  it  as  backgroimd  for  the  inter- 
American  proposal  and  plans  to  consider 
these  comments  further  In  connection 
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with  the  preparation  of  a  frequency  as- 
signment plan. 

The  National  Federation  of  American 
Shipping  furnished  the  Commission  with 
a  regional  allocation  proposal  for  the 
public  Maritime  Mobile  (radiotele- 
phone) Service  in  the  2-3  Mc.  range, 
which  has  been  duly  noted.  Considera- 
tion will  be  given  to  this  suggestion  when 
a  station  assignment  plan  is  drafted,  but 
this  will  not  be  done  at  the  forthcom- 
ing Conferences. 

Seismograph  Service  Corporation  re- 
quested that  the  Commission  give  con- 
sideration to  the  problem  involved  In 
providing  an  allocation  of  frequencies 
between  10  kc.  and  3000  kc.  for  the  ra- 
diolocation service,  for  assignment  to 
land  base  stations  using  other  than 
pulse-type  emission,  in  the  Gulf  of  Mex- 
ico area.  As  would  appear  from  the  fact 
that  the  Commission  has  heretofore  re- 
cently ordered  an  investigation  and 
other  related  proceedings  into  this  very 
matter  in  Docket  No.  9233,  the  Commis- 
sion is  not  prepared  at  this  time  to  sub- 
mit any  recommendation  for  service  al- 
location between  10  kc.  and  3000  kc.  for 
this  particular  service  beyond  that  which 
was  recently  ordered  in  disposing  of  the 
related  Docket  No.  8989  proceedings  In- 
volving the  Seismograph  organization. 

In  addition  to  considering  the  forego- 
ing comments  and  suggestions,  we  have 
considered  the  recommendation  of  the 
government-industry  preparatory  com- 
mittee of  the  Department  of  State  which 
has  presented  the  proposal  shown  In  At- 
tachment 1  hereto. 

The  Commission  concurs  In  the  pro- 
posal set  forth  in  Attachment  1  hereto 
and  the  Department  of  State  has  this 
date  been  so  advised. 
.  Attention  Is  invited  to  the  fact  that  It 
is  not  expected  by  the  Commission  that 
assignments  of  frequencies  to  particular 
stations  will  be  made  or  agreed  upon  by 
the  United  States  at  the  forthcoming 
FIAR  and  Region  2  Conferences.  Pro- 
posed new  assignments  and  proposed 
changes  In  existing  assignments,  such  as 
may  be  necessary  to  bring  the  Atlantic 
City  table  of  frequency  allocations  and 
the  table  to  be  agreed  upon  at  the  FIAR 
Conference  Into  force,  will  be  announced 
by  the  Commission  in  ample  time  for  all 
interested  persons  to  comment  In  ad- 
vance of  any  action.  Any  persons  who 
desire  to  assist  In  the  studies  of  this 
matter  are  Invited  to  communicate 
directly  with  the  Commission's  repre- 
sentative on  the  government-Industry 
committee  which  the  Department  of 
State  has  organized  for  this  purpose. 
This  may  be  done  by  addressing  a  letter 
to  the  Chief.  Frequency  Allocation  and 
Treaty  Division,  Federal  Communica- 
tions Commission,  Room  7353.  New  Post 
Office  Building,  Twelfth  and  Pennsyl- 
vania Avenue  NW..  Washington  25,  D.  C. 

\dopted:  April  20.  1949. 

Released:  April  22.  1949. 

Fedekal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

There  are  two  principal  agenda  Items 
proposed  for  the  FIAR  and  Region  2 
Conferences  which  concern  the  alloca- 
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tlon  and  use  of  radio  frequencies.  These 
Items,  which  are  items  2  and  3  of  the 
Conference  agenda,  are: 

<2)  Revision  of  Santiago  Frequency 
Provisions  within  framework  of  Atlantic 
City  Radio  Regulations. 

(3 )  Resolutions  pertaining  to  oompila- 
Uon  of  national  sUtion  lists  and  sub- 
mission thereof  to  the  Special  Adminis- 
trative Conference  called  to  prepare  the 
first  edition  of  the  International  Fre- 
quency List. 

The  United  States  considers  that  Item 
(2)  Is  a  FIAR  matter,  since  it  deals  with 
the  revision  of  exisUng  Inter-American 
Arrangements.  Item  t3>  Is  appropriate 
to  the  Region  2  Conference  because  It 
pertains  to  the  task  of  bringing  the  whole 
of  the  AUanUc  City  table  of  frequency 
allocations  Into  force,  and  is  not  a  sub- 
ject wtiich  ordinarily  would  be  defini- 
tively dealt  with  by  an  Inter-American 
Radio  Conference. 

Three  previous  Inter -American  radio 
conferences  have  been  held : 

(•>   Havana.  Cuba.  1937. 

(b»    Santiago,  ChUe.  1940. 

(c)   Rio  de  Janeiro,  BrsuXl,  1945. 

Havanna  produced  a  Convention  and 
regulations:  Santiago  revised  the  regu- 
lations. Rio  revised  the  Convention  and 
produced  various  recommendations  and 
resolutions.  These  Inter-American  ar- 
rangements are  subject  to  review  at  the 
Fourth  Inter-American  Conference. 
They  contain  suballocations  of  the  fre- 
quency bands  between  1600  and  5000 
kc.  and  designate  only  a  few  operational 
frequencies,  e.  g..  police  inter-aone. 

Atlantic  City  <1947>  adopted  a  com- 
plete new  international  table  of  fre- 
quency allocations  from  10  kc.  to  10500 
Mc.  The  method  of  Implementing  the 
Atlantic  City  table  Is  stipulated  In  the 
Final  Acts  of  Atlantic  City  as  follows: 

A.  Article  47.  Radio  Regulations 
(I(r7«-RR>,  stipulates  that  the  table 
above  27.5  Mc.  comes  Into  force  January 
1,  194S. 

B.  The  effective  date  of  the  Uble  below 
27.5  Mc.  Is  <  1076-RR  >  "the  effective  date 
of  the  new  International  Frequency  List. 
Bs  determined  by  a  special  Administra- 
tive Radio  Conference"  at  which  time  the 
following  provisions,  which  depend  upon 
the  allocation  table,  also  come  Into 
lorce: 

ArUciM  2.  10.  11.  12.  17.  20,  28:  Article  33 
(para-  8«9):  Article  34  (paragraphs  1025  and 
1032): 

AppendlCCT  1.  8.  4.  6.  «.  7.  8.  10  and  12. 
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C.  SecUon  1076.1  of  the  Radio  Regula- 
tions provides  that  "all  or  any  portion  of 
the  band  150-2850  kc.  which  is  not 
subject  to  consideration  by  the  Provi- 
sional Fre(»iency  Board,  may  come  Into 
force  in  Region  2  on  or  after  January  1. 
1949,  in  accordance  with  special  arrange- 
ments agreed  upon  by  the  Interested 
countries  of  that  Region". 

D.  Furthermore,  Section  D  of  the 
Resolution  governing  the  PFB.  speaks 
only  of  wx)rld  frequency  requirements. 
not  regional  ones.  In  Article  6  of  the 
Annex  to  this  Resolution,  the  provision 
of  the  Radio  Regulations  quoted  above 
ki  affirmed  and  the  band  150-2850  kc.  is 
not  listed  among  those  to  be  dealt  with 
byUiePFB. 

From  the  references  to  the  Fmal  Acts 
of  Atlantic  City  cited  above,  it  is  clear 
that:  „  , 

(1)  The  holding  of  a  Region  2  fre- 
quency conference  Is  optional  with  the 
American  states; 

(2>  If  a  Region  2  Conference  Is  held. 
the  drafting  of  any  form  of  an  assign- 
ment plan  (frequencies  for  particular 
stations)  is  optional  with  the  American 
states. 

The  United  States  believes  that  a 
Region  2  frequency  conference  should  be 
held  to  revise  the  outstanding  Inter- 
American  frequency  arrangements  and 
to  agree  upon  the  proceduies  to  be  fol- 
lowed in  compiling  national  assignmoit 
plans  for  direct  submLssion  to  the  Special 
Administrative  Conference.  The  United 
States  further  beheves  that  an  overall 
assignment  plan  drafted  by  the  Region  2 
Conference  is  not  essential  to  the  work  of 
the  PFB  and  not  required  by  the  Final 
Acts  of  AUanUc  City.  parUcularly  since 
the  propogation  characteristics  of  the 
frequencies  below  3500  kc.  and  their  oc- 
cupancy  in  most  cases  where  coordina- 
tion is  required  are  svich  as  to  Involve 
only  bilateral  consideration. 

It  is  conclude^  that  the  basic  objective 
of  bringing  Uie  AUantlc  City  table  of 
service-allocaUons  into  force,  discussed 
at  the  Rio  Conference,  can  best  be  at- 
tained by  adopUng  at  the  FIAR  Confer- 
ence a  minimum  sub- allocation  of  the 
regional  bands,  and  by  the  immediate 
drafting  on  the  part  of  each  of  the  coun- 
tries in  ITU  Region  2  of  national  assign- 
ment plans  which  conform  to  the  At- 
lantic City  table  and  to  the  new  FIAR 
Regional  table.  These  national  station 
lists  should  be  coordinated  to  the  extent 
necessary  with  other  nearby  countries 
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where  actual  Interference  conflicts  would 
be  likely.  Those  national  station  Msts 
would  be  notified,  in  accordance  with 
provision  to  be  made  by  the  Region  2 
Conference,  directly  to  the  Special 
Conference. 

iTeM  2  or  AcEifBA — A  FIAR  CoifTxacNCE 

Matter 

REVISION  or  raEQTmtcT  paovisioirs  of 

6ANTIAOO 

The  frequency  allocation  problems 
facing  the  Fourth  Inter- American  Radio 
Conference  have  been  simplified  by  two 
major  events.  The  Rio  Conference  pro- 
duced a  common  viewpoint  among  the 
Americas  as  to  the  nature  of  the  table  of 
frequency  allocations  which  sho^ild  be 
considered  at  Atlantic  City.  The  table 
adopted  there  reflects  this  viewpoint. 
This  con.sistency  of  \iewpoint  permits  the 
maximum  utilisation  of  the  radio  .spec- 
trum, and  provides  for  Uie  greatest 
amount  of  International  cooperation  in 
the  use  of  the  spectrum. 

A  few  tasks  concerning  frequency  allo- 
cations, purely  regional  In  nature — not 
the  concern  of  a  world  conference— were 
left  undone  at  Atlantic  City,  and  it  is  the 
purpose  of  this  propo.sal  to  examine 
the.se  in  turn  and  to  suggest  for  the  con- 
sideration of  the  Cotifeience  an  appro- 
priate method  of  treatment.  A  complete 
table  of  frequency  allocations  from  10  to 
4000  kc.  (except  for  the  bands  in  this 
range  which  are  assigned  to  the  PFB »  is 
shown  below,  together  with  proposals 
and  comments  for  each  of  the  frequency 
bands.  Iliis  Uble  represents  the  pro- 
posal of  the  United  SUtes  for  revision  of 
the  frequency  provLsions  of  the  SanUago 
(1940>  arrangement. 

PSOPOSCB  FIAR  TABLE  OF  mKJTJENCT 
ALLOCATIONS 

The  countries,  members  of  the  Inter- 
American  Union,  adherinc  to  these  Reg- 
ulations, agree  that  In  assigning  fre- 
quencies to  stations  which,  by  their  very 
nature,  are  capable  of  causing  harmful 
Interference  to  the  services  rendered  by 
the  stations  of  other  members  of  the 
Inter -American  Union,  they  will  make 
such  assignments  in  accordance  with  the 
taWe  of  frequency  allocations  herein  and. 
in  particular,  agree  that  all  entries  ui- 
duded  in  the  frequency  assignment  plans 
submitted  for  consideration  by  the  Spe- 
cial AdmlnistraUTe  Conference  will  not 
be  in  conflict  with  this  table. 


10-Uk« 

l«M«Ok« 

160-awtkc 


RadlonaTltgatiga 


AtJaatlc  city  Ili«l«i  I 


FIAH  wrvicv  alkKsUon 


<5) 
r  nkrrd  fiUtrf  OHDnMUls  «i  cahmn  (4) 


(a)  rt»d -. 

(b)  MultlmcaMMla. 
Flsxl  " ~ 


Th»  rrlted  PUtM  liaii  no  Jong  (1l!<t»n«  alrts  oprrsilnf  or  i-hriwd 
The  'riut.Tsut»#  plam  to  mattuBf  th»  eiiMinf  fiioil  ainl  luw.uiae 

»rTicIe  AMO  the  «o»e.  within  Kr^n  J  fa.  mbk-h  Uh-  •^••"  «*' 
tita  nfrvior  j^hOQkl  h.i^  t€M>tHy.  i«r.  124  o*  tU*  .Mlai.tu  il> 
Radio  R««iil»tionf«  ponflne*  ih»  prhirtiy  to  (*,)  thf  nrvw  2.  4IJ1 
U>a«roraM«urb»nrrn.  and  ih)  only  thr  northrm  an*.<-  «'»*^^. 

priority   »*  a,.i.li.-1   In  th.^^ -("olRr  "f':;!?.  ,.'^';^""»  'l'^,  ,  ., 

.w^ivt^d  to  wM»n  th»  i«conjiMnMlatiH>  m  Urn  amo^sirti''  w 
U  Made  wkUtki  Kcsliiu  2. 


(1) 
Band 


30O-2SSko. 


(J) 

Atlantic  City 
Worldwide 


»VTO.Mco. 


S2A-408  kO  (MP  200- 
Af>ko). 


4D6-41S  ko  «. 


41 5-400  ko.. 
4W>-tlO  ko  •*. 


M(>-828ko.. 
52ft-KWko.. 

uyieosko. 


MOt-iraOke. 


l7AO-lW0k«. 


IMKVJOOOkC. 


(a)  Aeronautlcftl  mo- 
bll«. 

(b)  Aeronautical    ra- 
dionavi««tlon."  '•  •• 

M 


MaritlmA  mobile  *>  ** 
Mobile  (dbtrces  and 
caUing). 


Broadcastlni  * 


Ree  footnoles  on  p.  2306 


(I) 
Atlantic  City  R(f  ion  2 


(4) 

t'nited  Staf^-ii  proposed 
FI.\R  service  allocation 


(a)  Apronautical  mobile 

(h)  Aeronautical  radlonavi- 
gatlon.i' 


Nfarltime    radio-navigation 
(radiobc  aeons;. !• 


(a)  -Aeronautical  mobile  ... 

(b)  Aeronautical  radionavl- 
Kation. 

(c)  .Maritime  radionavlga- 
tlon  (radio  directlon-flnd- 
ing).« 


Note  A. 


Note  B. 


Mobil*. 
....do.. 


(a)  Aeronautical  radioaarl- 
gatlon. 

(b)  Fixed. 
(0)  Mobile. 


(a)  Aeronautical  radionarl- 
cation. 

(b)  FU^. 
(0)  Mobiia. 


(a)  Amnteur 

(b)  Fixe<l. 

(c)  Mobile  except  aeronau- 
tical mobile. 

(d)  Radionavlgation." 


(a^  .\eronautloal  mobile 

(b)  Aeronautical  radionavl- 
gation. 

(c)  Radionavlgation   (radio 
direct  ion-flnding). 

NoteC 


(a)  Filed... 

(b)  Mobile. 


(S) 
Unlt«d  Stales  comments  on  column  (4) 


In  Region  3  of  the  allocation  to  the  Aeronautical  Mobile  service  is 
secondary  to  that  for  the  Aeronautical  Radionavlgation  service 
and  is  intended  primarily  to  accommodate  ground-to-air  radiotele- 
phone transmissions  incident  to,  or  closely  associated  with,  the 
use  of  air  navigation  radio  aids  by  aircraft"  In  flight.  Radiotele- 
phone transmissions  from  aircraft -to-ground  norniallv  are  made  on 
frc'iuenclesinother  bands  (i.e.,  cross-bandj.  Assignments  are  made 
on  a  3  kc.  channeling  system  bas»'d  upon  geographical  separations 
as  determined  by  standards  of  field  strength  and  interference  ratios 
insistent  with  Art.  U  of  the  Inter- American  Arrangement  signed 
at  Havana,  Cuba,  Dec.  13,  1937,  and  Recommendation  X\  I  of 
the  Second  Inter-American  Agreement  signefl  at  Santiago.  Chile, 
Jan.  26,  1940.  A  tone  modulation  frequency  of  1920  cps  has  lii 
practice  become  standard  for  aeronautical  radionavigational  emis- 
sions Intended  to  provide  directional  guidance  to  aircraft.  A  very 
large  numl)er  of  aircraft  receiver  installations  Incorporating  special 
audio  filter  circuits  for  this  tone  frecjuency  onlv  are  in  wide  and 
general  use. 

The  t'nited  States  plans  to  continue  and  expand  the  exist  Ing  marlt  ima 
radio  beaconi  service  operating  in  this  band.  The  large  numbers  of 
aeronautical  radionavlgation  stations  now  lnclude<l  between  2SA 
and  325  ko  will  be  i»erniitted  to  remain  and  expand  provided  that 
no  harmful  Interference  is  caused  to  the  maritime  ra<llonavlgatlon 
service. 


Although  the  band  of  frequencies  535  to  1605  ko  Is  allocated  exolu- 
siveljr  to  the  broadcasting  service  in  Region  2  by  U\«  Atlantic  City 
Radio  Regulations,  the  United  States  believes  that  an  easenHal 
condition  for  the  use  of  this  expanded  broadcasting  band  is  the 
observance  of  the  principle  in  par.  SO  of  the  Atlantic  City  Radio 
Regulations,  1.  e.,  the  protection  from  harmful  interference  to  sta- 
tions in  the  adjacent  band.  This  is  especially  important  with 
respect  to  broadcasting  stations  on  540  ko  which  might  oause  harm- 
ful interference  to  the  mobile  service  in  the  band  510-535  kc  to  the 
500  kc  distress  service,  or  to  the  auto  alarm.  ' 

Existing  non-directional  type  radiobeacons  used  by  aircraft  for  ADF 
homing  operate  in  this  band  principally  in  the  central  and  southern 
ione«.  Aeronautical  mobile  communications  have  equal  priority 
They  Involve  two-way  communications  between  aircraft  and 
aeronautical  radionavlgation  and  communication  stations  on  the 
ground.  Either  radiotelegraphy  or  radiotelephony  is  employed 
Navigational  station  assignments  currently  total  a[)proximately 
130  stations,  essentially  all  of  which  are  conflued  between  the 
frequency  limits  of  1«05-1750  kc.  These  frequency  limits  encomi)a8s 
the  band  discussed  at  the  Rio  Conference  for  these  aids. 

It  would  appear  that  a  total  of  five  operating  frequencies  in  this  band 
will  be  sufficient  to  meet  foreseeable  United  States  requirements 
in.sofar  as  the  aeronautical  radionavlgation  service  Is  concerned 
provided  two  of  these  frequencies  are  1638  and  1708  kc.  As  to  the 
remaining  three  frequencies,  it  is  recommended  that  these  be 
selectedsoastobecommon  to  all  the  rones  of  the  American  Region 

The  United  States  plans  on  establishing  an  emergency  radiocom- 
municatlon  eervice  consisting  of  fl.xed,  land  and  mobile  stations  lor 
di<»stprs  involving  loss  of  communications  or  requiring  incrciscd 
communications  in  the  band  17.VMSUJ  kc.  If  any  oth«r  country  is 
similarly  Interested  In  such  a  service,  an  appropriate  exchange  of 
views  and  Information  will  be  most  welcome.  In  view  of  the  emer- 
gency nature  of  the  communieations  in  this  band,  the  Unlte<l  Sia'i>s 
proiM)s«>s  that  the  aeronautical  radionaviL'ation  service  be  limited 
to  the  band  1605-1750  kc,  in  which  its  pre.sent  o|)erations  are  nnw 
c<)iil.ained.  This  arrangement  appeirs  consistent  with  the  dis- 
cQssions  at  the  Rio  Conference,  and  will  avoid  conflicts  Ivtween 
the  s'Tonautical  radionavination  ."lervice  and  disaster  communici- 
tions. 

lln  Re'.;ion  2,  Atlantic  City  authorises  tho  !\m  iteur,  fixed,  mobile 
(e\c<»pt  aeronautical  mobile),  and  radionavieation  services  to  cm- 
ploy  whichever  of  the  two  bands  lJ«(o-igi»)  kc  or  I'Jlo-aioo  kc  is 
not  required  lor  lyOran  in  any  i)ariicular  area  on  condition  that  th«"y 
do  not  cause  harmful  Interference  to  I>oran.  Both  of  these  bands 
are  us»Mi  by  Loran  throughout  the  .\nicric;ui  Region. 

The  United  States  has  studied  the  problem  of  sharing  among  thes<' 
authoriied  services  and  has  reached  the  conclu.sion  that  It  cannot 
l)e  done  in  the  .American  Region  without  interference  to  theexi.silng 
Ix)ran  system.  However,  it  recogniies  the  desirability  of  Uking  a 
calculated  risk  and  intends  to  permit  amateur  owration  under  the 
following  conditions  on  a  non-interference  basis  to  Loran.  The 
areas  in  which  the  ameteur  service  will  be  iierniitted  to  ojierafe  and 
the  |K)wer  it  may  use  are  base<l  ujwn  the  existing  I»ran  system 
and  the  maximum  permissible  interfering  signal  to  the  Loran  skv- 
wave  signal  at  maximum  service  rango^.  It  should  be  notP<l,  how- 
ever, that  the  tolerable  degree  of  interference  can  onlv  be  determincl 
by  actual  oi>eration.  Kurthcrmore,  thi-  l.oran  svsfein  may  l>p  ••■■ 
panded  in  specific  areas.  Kit  her  or  both  of  Ihesc'fai-tors  m:iy  oj>er- 
ale  to  require  revision  of  the  follow  iiig  conditions. 


e«c  (ootiMtM  «o  p.  SSM 
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NOTiaS 


Saturday,  May  7,  1949 


FEDERAL  REGISTER 


(1) 

Band 


(8) 
Atlantic  City 


(8) 
AtlkDtlc  City  Re«lon  2 


(4) 


UbUmI  St*t««  proposed 
FlAK  i*rvU*  »llvcatlan 


(B) 


rnlted  et»te? 


I  column  (4) 


1    (a)  The  aiMt*ur  lerTlw  may  w  tn  any  ■f^„!^!rJ*Tr  )*"^'; 
imviSM  aid  1KS-1W  kc,  or  H«)-l«2«  «nd  IB.S-aw  kc  »r««  n.t 

required  for  ^^I^^,^^;"  ]^\^X^^,^J^^cief  hy  the  amaU'wr  Mrvlc 
Zn'nTb*!  baHo^eArslonrihc  radio  .u.v.ga,.on  ,l..rH„ 

'*(n  Th*  amateur  i*Tr\ce  shall  not  cati»e  harmful  Interffrence  U. 
th^  radionavigall<»i  (I>«ran)  servii*: 
(iironU-  ?laUs  Al  *nd  A»  em\fsUm  shall  be  empl.-yt-d; 
mi)  Amateur  oi»ration»hallb«liiuited  to:  


3(KIO-20Mkc. 


3«vV?M«Ske....r.. 
n«l^-»W'ke 

23»-33«»kc 


33n»-2««  ke. 


me^tlMke 

2S*  »*ikc 

jl.ss-fW'  kc 

SMMhXaOkc 


szse-3«n)ke. 

SMMW)  kc. 


(a>  Fted 

(b)  Mobile   except 

aHtmaiitical  mobile 

(Ki  ■ 
(al  BroadcnsJini!".... 
(b)   Fixed. 
(e)  Mobile   except 

M>ro nautical  aHtttik 

(K).» 
(a>  Broadcast im;"— 
(b)  Kited. 
(CI  Mobile   except 

sntnautical  wobite 


Area 


Band,  kt 


Powtr 
(watts) 


Pay 


MLosissippi  Klver  to  FaM  roa.«t  I'.  P. 

(except  Kk)ri<la  an*  State?  bordering 

(iulfof  Mcxiw)).  .  1-   o     i 

Mwissippi  River  to  West  Coast  t  .  ^.    ^l(J0O-lW.^ 

(except    SUtes    bardwinc    <juU    " 

Mexico"*.  J    ^     /-,   1, 

Florida  and  States  bordertaj  OuU 

Mexico 


of 
Of 


:h^:5-lw«^)   J 
Il0oo-1W.^  \. 


Ninht 


Puerto  Rico  and  Virjin  Islands 

Hawailain  Islaiwl* 


ihfcv-iww 

111H)»-1W» 

Ji»:»-2ii«it>  . 
t\i«»-iws  "j  „^, 


7l»"*-2WHi 


t1) 


(a1  Fixed 

(t>)  M*MlF. 

Marittine  MobBe* 

(■'  Fined  - 
(bi  Mobile. 
(«)  Fiwd 
(b)  M«6Ue.« 

(ai  BrtwdcMiting  * 
(b)  Fixe<l. 
tf)  Mobile." 

Standard  lt«]u«Ky  » 

(a'  Fiwd   

(b)  M«bHe. 


NoteF. 
Note  F. 


(»)  Amateur 

(b)  Fivpd. 

(c)  MetKk-  exrtiM  aemnaut- 
kal  mobile  ( K  i  .^ 


Amateur 


•Fxrept  ia  M«le  «f  Washington  where  daytime  jiow.r  Umlttd 
!o  ■»**  watts  and  nigkt  time  jower  to  .Mi  watts. 

7  Tn^anv'ffin.'lar  ar»*  the  U««  s>«em  of  mdionavigalJ«.  op 
er"t.s  elt{.?r  on  IK.-Ai  of  1«»J  kc.  the  bairf  occupied  U  m.k  IKK^lWO 
or  1900-aiX)0  kc 


Pursuant  to  the  provisions  of  par.  140  of  the  Atlantic  C  ty  Ra.ilo 

Rm"alion,  the  lnit..l  States  propovs  t.K.tm.le  .In  on  th.s  bun.l 

PiirMianl  to  the  .liscu.»ioi.s  at  the  Rio  Conterenc,-  and  pursuant  to 

hTprovi"i on  in  par.  IM  of  the  Atlantic  City  Radio  Regulations. 

rhl    Iniled   States  m-onimends   that   appropriate   provision   for 

<m<ital  telegraphv  be  miidein  the  band22.Vi-»lO. 
It  i?ex™>ct^l  that  the  l.reri»e  utilization  by  sua.ons  of  the  ^servt  « 

will  K  riflected  in  tke  list  of  assignments  te  be  .lls(U^.M•d  at  the 

Kifraa  a  Coftfer «»0f . 
The  United  SUt*»  proposes  footnotes  E  and  F  on  this  band. 

is«.  Cnlted  States  projiosal  below  tor  this  ban«  in  connection  with 
Reylon  J  Conference. 

It  Is  exnectiMl  that  the  pre<ise  utlliration  by  Nations  ol  the  three 
^ir 'ic^wiil  I*  reflected  In  the  list  of  ».ssign«ient8  to  be  u»cu>c«d 
at  the  Region  2  Conlrrencc. 

It  is  cxnecied  that  the  precise  uilUwtion  by  stations  of  the  three 
Vr vieir«ni  be  reflectnl  i.i  the  list  of  a.ssign«ei.ts  to  be  dlscusse.! 

at  the  Region  2  Coiikrence. 
The  Cnlted  «•!«•  recommends  that  the  existing  Inter  Amerliiui 

arranpeineuu  In  ttrts  band  be  continued. 


toalm0t€$  fm  CW«om  (4) 

.xai  sr.  Ok";  on.l  'f'l  lo  40.'  kc  tijc  acronaiit icjil  radio- 

S:.ririnrmatlon  '^^J^^lX^^l^^'^^^^^  r^lionavigation  servi<. 

,B.  In  the  '*r^,°' •r';)*^';^^*^^';,^-*  ^iJ':;r^ui.cal  radionavigation  servicv 
L^.S'u.  :^sV3*  pVo^i^-  tt" '.::harxaful  .ot«ier«ce  i.  caused  to  the  mar- 
tune  r»<''«''>''^'«*'''*  *'2',^_-i„  4,«_4n  kc  the  radionarieation  sen  i<*  (radio  dlre<> 

(fi  In  the  hand  o(  <'^>»'"^'V*™i^^'V«Jta*a  lo  li>e  emrru  r  fie.iiieiuy  41i'  kc 
tl«.-flDdi»f>  shall  en)oy  P"«'-«^,^^°'i^^'  TJ^^i^ra.UonuV  igalion  and 
:^!;:t[:S*^ir^-"S:*^U^t  «^  tirTuflS^Uter^c  .o  such  direction 

'4t-r?;e"d!:eii';t"^:  .^Tatd  5iTrc"a.'-d;:^^'  ^^^^ .«-  - 

munieations. 

^(faM/ic  Crf»  F^im**  H  M-i.c*  R^rt^  -  Mm4»  m  CW«m«  (f)  a«4f  (5) 

:.^l:^;*{l'^Sl^nloZU;^fmi;^fl^^m^inn«.b-are.swhl^^ 
'^n•r^r'lt"yt%!Ten"To  the  aeronautical  radionavigation  service  in  Region  2.  China. 
Imlia.  and  Pakistan.  ra.tlonHvlaation  service  Is  pernilttetl  In  the  band 

igatiun  »er\ice. 


between  Ih  and  10.VJ0  .Mc. 

and  aeron;iuii»nil  ra<lioimvigation  ser\lc«>.     .,.,_..      .,h-|^nd  ^2&-405  kc  are: 
The  brot».lf-.isting  stations  now  in  oiienation  In  the  whole  of  thebana  a^wo 

Banska  Bystrica.  Finnraark. 

»  The"llved"stations  In  .S^ndinaviTiiow  operating  In  the  band  38^:«»5  kc  may  con- 

"""Th':  Jonuencv^'r^icYsTlesiSi  fc>r  the  tnarltlme  radlonavlgat  Inn  servlj*  (ra.llo 
dlr«-.ronKrg.'    OtSer  service  shall  not  cause  harmful  InleKerence  to  radio  .l.r«- 

•' »"l""  kSh.m  2  (in  addition  to  the  provblons  of  N.^.e  21).  the  aeronautical  radionavig.- 

ihe  ron.liiions  specified  In  agreement,  the  a<lni;"'^.»'»»'^'7'«*'^,.7!T,s  «T«  .1  imI 
V«nds  4  S^.s.'S  kc  and  M.Vft26  kc  such  of  the  follrming  bmidcuMing  stations  as  « 
rause  harmful  Interference  to  the  maritime  mobile  service: 

(ieiieva.  Oestersund. 

Hainar.  OuJu. 

Inn'-brur-k.  • 
••  Limited  to  telegraphy. 
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NOTICES 

Proceiure — CooUnued 
ir  the  prlndpla  te  to  be  observed  Mid  the  aervleee  of  the  acveral  admln- 
tetrattona  concerned  art  to  be  protected  lr«n  mutwal  harmful  Inter- 
ference. 

CoiMklerlng  the  extensive  reduction  In  spectrum  space  for  the  ■ervlces 
now  operating  between  1800  and  8500  kc.  due  to  the  establishment  at 
AtJantle  Ctty  of  certain  exclusive  service-allocations,  and  consklerlng 
further  the  requirements  for  broadcastlnf  as  well  as  teed  and  mobile 
•er%'lce«.  which  haw  been  stated  by  countrtea  In  the  tropical  aone.  It 
would  appear  that  only  the  most  caxefuDy  considered  technical  plan 
wlU  permit  satisfactory  operation  of  the  several  s«r^  Ices  Involved. 

Once  the  conference  has  considered  the  various  technical  approaches 
which  may  be  suggested  at  the  conference  and  establish  an  appropriate 
technical  method  of  assigning  frequencies  In  these  bands,  the  United 
Sutes  proposes  that  the  conference  adopt  a  resolution  ooverlnf  all  of 
the  regional  bands,  especially  those  lying  between  2000  and  S500  kc. 
The  purpose  of  thlf  Resolution  would  be  to  prescribe  a  procedure  for 
coBipllaUon  of  frequency  assignment  lists  U)  t>e  prepared  by  each  of 
the  countries  In  Region  2  for  submission  to  the  Special  Oonferenoe. 

In  conslderlnc  the  foregt>lng  problem  It  appears  to  the  United  SUUs  that 
the  band  S15»-Sa00  kc.  Is  one  of  the  few  frequency  bands  technically 
suitable  for  vise  by  many  of  the  aeronautical  flaed  circuits  of  the  type 
«*escrlbed  In  Note  C  following  the  table  of  frequencj-  allocutions  dis- 
cussed at  the  Rio  Oonferenoe.  * 

|F.  R.  Doc.  48-S646:  Filed.  May  6.  1946;  8: St  a    m.] 


DEPAITMEm  OF  JUSTICE 

Oik*  of  Ali*«  Property 


AtrTfioarrr:  «0  Stat.  411.  55  Stat.  83«.  Pub. 
Laws  a22.  r71.  79th  Oong..  60  Stat.  80,  «aS;  M 
U.  8.  C.  and  Supp.  App.  1,  616,  E.  O.  9193. 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8,  1945.  3  CFR.  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order    133081 

Harry  H.  Morisux 

In  re:  Stock  and  bank  account  owned 
by  Harry  H.  Morlsue.  also  known  as 
Harry  H.  Marisue.  P-39-6402-A-1,  P- 
89-6402-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Execu- 
tive Order  I1S3.  as  amended,  and  Execu- 
tive Order  9781.  and  pursuant  to  law. 
after  Investigation,  It  is  hereby  found: 

1.  That  Harry  H.  Morlsue.  also  known 
as  Harry  H.  Marisue.  whose  last  known 
address  Is  Okayama.  Japan.  Is  a  resident 
of  Japan  aiKl  a  national  of  a  designated 
enemy  country  < Japan); 

2.  That  the  property  described  as  fol- 
lows: 

a.  Two  f2)  the  Cuba  Railroad  Com- 
pany 7*2^0  bonds  of  $1,000.  face  value 
each,  bearing  numbers  M3452  and  M345J 
and  registered  in  the  name  of  Harry  H. 
Marisue.  presently  In  the  custody  of  the 
Sumitomo  Bank  of  Seattle.  Room  1210. 
1411  Fourth  Avenue  Building.  Seattle, 
Washington,  together  with  any  and  all 
rights  thereunder  and  thereto,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  Harry  H.  Morlsue.  also 
known  as  Harry  H.  Marisue.  by  the 
Sumitomo  Bank  of  Seattle,  Room  1210, 
1411  Fourth  Avenue  Building,  Seattle, 
Washington,  arising  out  of  a  savings  ac- 
count, account  number  7361.  entitled 
Harry  H.  Morisue,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rlghta 
to  demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 


and  it  is  hereby  determined : 

J.  That  to  the  extent  that  the  person 
named  in  sut>paracraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  soW  or 
otherwise  dealt  with  in  the  Interest  ol 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "de.signated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 


Executed   at  Washington.  D.   C.  on 
April  27.  1949. 

For  the  Attorney  General. 

[sialI  David  L.  Bazilokt, 

Assistant  Attorney  Oeneral, 
Director.  Office  of  Alien  Property. 

[T.    B.    Doc.    49^5©9;    Filed,    May    »,    1949; 
8:60  a.  m.] 


1.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Bank  for  Savings  in  the  Ctty 
of  New  Ywk.  tm  Fourth  Avenue,  New 
York  10,  New  York,  arising  out  of  a  sav- 
ings account,  account  number  1,451,440. 
entitled  Kiyoko  Nakano  k  husband  Ma- 
sakl  or  either  and  survivor,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same. 

Is  property  within  the  United  6tat<»s 
owned  or  controlled  by.  pa^'able  or  de- 
liverable to.  heW  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  Kiyoko 
Nakano  and  husband  Masaki  Nakano. 
the  aforesaid  nationals  of  a  designated 
enetny  country  (Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person>^ 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  eneiay  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country'  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  27.  1949. 

For  the  Attorney  General. 

IsialI  David  L.  Baotlon. 

Aisigtant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[T.    R.    Doc.    4»-3600;     Filed,    May    t.    1949; 
8:56a.m. I 


[Vesting  Order  13300] 


KiToKO  Nakano  and  Masaki  Nakako 

In  re:  Bank  account  owned  by  Kiyoko 
Nakano  and  husband  Masaki  Nakano. 
F-S9-6414-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Kiyoko  Nakano  and  husband 
Masaki  Nakano,  whose  last  known  ad- 
dress Is  c/o  Mrs.  Betsuko  Yamanouchl. 
No.  6,  1  chome.  Kamimuro-cho,  Olfu 
City,  Japan,  are  residents  of  Japan  and 
nationals  of  a  designated  enemy  country 
(Japan); 


(VeeUng  Order  1S2101 
MojIlO  Ono 

In  re:  Bank  account  oa-ned  by  Mojiro 
Ono,  also  known  as  M.  Ono.  D-39-9701- 
E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found : 

1.  That  MoJlro  Ono.  also  known  a.*-  M. 
Ono.  whose  last  known  address  is  Oka- 
j-ama.  Japan,  is  a  resident  of  Japan  and 
a  national  of  a  designated  enemy 
country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  cerUln  debt  or  other 
obligation  of  Washington  National  Bank. 
714  Main  Street.  Vancouver.  Washing- 
ton, arising  out  of  a  savings  account, 
account  number  7428.  entitled  M.  Ono, 
maintained  at  the  aforesaid  bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same. 


Saturday,  May  7,  1949 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Mojiro 
Ono.  also  known  as  M.  Ono,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  -sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  27,  1949. 

For  the  Attorney  Oeneral. 

IscAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-3601;    Piled.    May    8.    1949; 
8:56  a.  m.J 


(Vesting  Order  13211] 
Heinrich  PLUMHOr 


In  re:  Bank  account  owned  by  Hein- 
rich Plumhof.    F-28-29966-E^l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  Is  hereby" found: 

1.  That  Heinrich  Plumhof,  whose  last 
known  address  Is  Stelllngerweg  38  C  IV, 
Hamburg  19,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  Union  National  Bank  of  In- 
diana Harbor  at  East  Chicago,  East  Chi- 
cago. Indiana,  arising  out  of  a  savings 
account,  account  number  33997,  entitled 
Mr.  &  Mrs.  William  G.  Petersen,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  Hein- 
rich Plumhof.  the  aforesaid  national  of 
a  designated  enemy  country  (Germany) ; 

»nd  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
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national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
•  been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  Inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazkloit, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3602;    Piled.    May    ft.    1949; 
8:56  a.  m.] 


[Vesting  Order  13213] 
B.  Terashita 

In  re:  Bank  account  owned  by  B. 
Terashita,  also  known  as  Bunnosuke 
Terashita.    D-39-13907-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  B.  Terashita,  also  known  as 
Bunnosuke  Terashita.  whose  last  known 
address  is  Osaka,  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  B.  Terashita,  also  known  as 
Bunnosuke  Terashita,  by  Bank  of 
America  National  Trust  and  Savings  As- 
sociation, 300  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
checking  account,  entitled  B.  Terashita, 
maintained  at  the  branch  oflBce  of  the 
aforesaid  bank  located  at  Vacaville, 
California,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coim- 
try  (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been   made    and   taken,   and,   it   being 
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deemed  necessary  In  the  natlonid  In- 
terest, 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3804;    Filed.    May    5,    1949; 
8:57  a.  m.] 


[Vesting  Order  13214] 
YOKIO  Yamamoto 


In  re:  Bank  account  owned  by  Yuklo 
Yamamoto.    D-39-18439-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  a,s  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Yuklo  Yamamoto,  whose  last 
known  address  Is  Hiroshima,  Japan,  Is  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Yuklo  Yamamoto,  by  Bank 
of  America  National  Trust  and  Savings 
Association,  300  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
savings  account,  account  number  1036. 
entitled  Yuklo  Yamamoto.  maintained  at 
the  West  Fresno  Branch  office  of  the 
aforesaid  bank  located  at  951  F  Street, 
Fresno.  California,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not  • 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
natlooal  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section  10  ol 
Executive  Order  9193,  as  amended. 

Exectited  at  Washington.  D.  C.  on 
April  27,  1949. 

For  tlie  Attorney  General. 

ISXAI.1  Davib  L.  Bazelow, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF     B.    Doc.    4»-S«05;    Flied.    »«*y    ».    ">*»■. 
8:57  a.  m.] 


[Dissolution  Order  25,  Arndt.] 

Simpson,  Langc  k  Co.,  Imc. 

Dissolution  Order  ^k).  25.  executed  on 
February  7.  1»4«  11  P.  R.  1641.  February 
14,  1946).  is  hereby  amended  by  deleting? 
the  paragraph  numbered  1  on  page  2  of 
said  dissolution  order  and  substituting  in 
lieu  thereof  the  following: 

1.  Finding  that  the  clalm.s  of  all  known 
creditors  have  been  paid,  except: 

a.  Possible  taxes  and  fees  owed  to  Fed- 
eral State  and  local  authorities.  Includ- 
ing possible  claims  by  th«  Bureau  of 
Internal  Revenue  for  personal  holding 
company  taxes.  Interest  and  penalties, 
estimated  to  amount  in  the  aggregate  to 
a  maximum  of  $33,000: 

b.  Such  claim,  if  any.  as  the  Attorney 
General  may  have  for  monies  advanced 
or  services  rendered  to  or  on  behalf  of 
the  corporation; 

c  A  pos.siWe  claim  for  Interest  pay- 
able on  the  vested  debt  formerly  owed  to 
N.  V.  HandelmaatschappU,  A.  W.  Watjen 
and  Co..  estimated  to  amount  to  $78,- 

d.  Certain  accounts  payable  to  crea- 
itors  of  Simpson.  Lange  k  Co..  Inc.  not 
resident  In  the  United  States,  as  follows: 
Brementhal  Freres.  Bour«ll««,  Bel- 
glum  »"1.84 

Filature   et   Bet   Breuer,  BousTall. 

BelglUin 341.47 

FUature    et    TlMages    Heunles, 

Gbent    Belgium *  ** 

B      A     Union     Cotonlere.     Ghent. 

Belgium 2^  9° 

S    A     U8to««   TeKtUe    Reunles    De 

Belglque.  Brussels.  Belgium 88.72 

F.  L.   VandrleMClie  *  Co..  Ghent. 

Belgium 243.24 

Filature  de  vnTorde,  S.  A.  Vllvorde. 

Belgium —  '-^  " 

Pt«Te  Chardlne.  Hsvre.  France. —       HO  00 

Andre  Clerc,  Paris.  France *'T?^  fV 

Gerard  Clerc.  Paris.  France ,^^ 

Adrlen  Martin.  Havre,  France 100  ^ 

Filature  de  Selestat .  Eplnal  France.  1 .  241 .  88 

Vanbam  Freree.  Havre,  France S5.45 

R>-dahls  Uanufactur  A.  B.,  Rydahte, 

Sweden    4»4.07 

Casper     SpaelU    *    CU..     Zurich. 

Swltaerland *"•  *• 

Cotoniflclo   Legler,  8.  A.  Ponta  S. 

Pletro,  Italy ,,I  ?, 

Abr.  Ebellng,  Enschede,  Holland —       119.42 

Roeell  t  Oa.  Lima.  Peru-.. *'*^^ 

A.  Stapff,  iledelUn,  Coiomtola ♦  W. 

by  adding  the  following  paragraph  after 
the  paragraph  numbered  2  on  pace  2 
of  said  dissolution  order: 

3.  Finding  that  in  accordance  with  the 
afore -mentioned  provisions  of  the  cor- 
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porate  charter,  as  amended,  there  have 
been  distributed,  as  a  liquidating  distri- 
bution of  corporate  assets,  to  the  ho4ders 

of  all  the  Issued  and  outstanding  first  and 
second  preferred  .stock  of  the  corpora- 
tion an  amount  equal  to  the  par  value  of 
said  stock  and  all  accrued  dividends 
thereon  and  to  the  holder  of  all  the  Issued 
and  outstanding  common  stock  of  said 
corporation  an  amount  equal  to  the  par 
value  of  said  common  stock; 
by  deleting  the  paragraphs  lettered  c, 
d.,  e.  and  f .  on  pages  2  and  3  of  said  disso- 
lution order  and  substituting  in  lieu 
thereof  the  following : 

c.  They  shall   then  deposit  the  sum 
of    $78,938.92    with    the    Comptrollers 
Branch,  OflQce  of  Alien  Property,  Depart- 
ment of  Justice,  for  safekeeping  pending 
determination  of  the  validity  or  invalid- 
ity of  the  claim  for  interest  on  the  vested 
debt  formerly  owed  to  N.  V.  Handelmaat- 
schappU A.  W.  WatJen  and  Co.    Such 
deposit  will  be  made  upon  the  under- 
standing that,  if  such  claim  is  deter- 
mined to  be  valid,  the  deposit  will  be  ap- 
plied to  its  payment ;  and  if  said  claim  is 
determined  to  be  invalid,  the  deposit  will 
be  paid  over  to  the  Attorney  General  of 
the  United  States  to  be  applied  by  him 
In    accordance    with    subparagraph    e. 
hereafter.      The      deposit      as      herein 
directed  with  the  Comptroller  s  Branch, 
Office  of  Alien  Property.  Department  of 
Justice,  shall  to  the  extent  thereof  be  a 
full  acquittance  and   discharge   for  all 
purposes  of  the  claim  against  Simpson, 
Lange  &  Co.,  Inc.;  and 

d.  They  shall  then  pay  each  of  the 
above-mentioned  accounts  payable  to 
creditors  not  resident  in  the  Unlt«l 
States  which  shall  not  have  been  previ- 
ously vested  by  the  Attorney  General  of 
the  United  SUtes  into  separate  accounts 
to  be  mainUined  by  the  Comptroller's 
Branch,  Office  of  Alien  Property,  Depart- 
ment of  Justice,  each  of  said  accounts  to 
be  entitled  substanUaily  as  follows: 


eral  of  the  United  States  as  holder  of  all 
the  issued  and  outstanding  common 
stock  of  the  corporation;  and; 

and  by  deleting  the  first  full  paragraph 
on  page  3  of  said  dissolution  order  and 
substituting  In  lieu  thereof  the  follow- 
ing: 

Further  orders.  That  nothing  herein 
set  forth  shall  be  construed  as  prejudic- 
ing the  right,  under  the  Trading  With 
the  Enemy  Act,  as  amended,  of  any  per- 
son who  may  have  a  claim  against  paid 
corporation  to  file  such  claim  with  the 
Attorney  General  of  the  United  States 
acainst  any  funds  or  property  received 
by  the  Attorney  General  of  the  United 
States    hereunder:     ProrMed    however. 
That  nothing  herein  contained  shall  be 
construed  as  creating  additional  rights 
in  such  person:  Provided  further.  That 
any  such  claim  against  said  corporation 
shall  be  filed  with  or  presented  t/i  the 
Attorney  General  of  the  United  States 
within  the  time  and  in  the  form  and 
mannrr  prescribed  for  such  claims  by 
the  Trading  With  the  Enemy  Act,  as 
amended,  and  applicable  regulations  and 
orders  Issued  pursuant  thereto,  and. 

All  other  provisions  of  said  Dissolution 
Order  No.  25  are  hereby  confirmed. 

Executed  at  Washington,  D.  C,  this 
3d  day  of  May  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  AUorney  General, 
Director,  Office  of  Alien  Properly. 

[F.    R.    Doc.    48^3606:    FUed.    May    6,    1£49, 
•  :«7  a.  m.1 


^'T!:,'^^ 


Attorney  General  of  the  United  States,  Ac- 
count of  (nam*  of  account)  In  the  ca«  of 
Simpson.  Lange  &  Co..  Inc.,  Vesting  Order 
210  dated  Octoher  3,  1942. 

with  the  understanding  that  such  pay- 
ments shall  not  transfer  title  to  such 
accounts  to  the  Attorney  General  twit 
such  accounts  shall  be  subject  to  his  au- 
thoriratlon.  Payments  into  said  ac- 
counts as  herein  directed  to  the  Comp- 
troller's Branch.  Office  of  Alien  Property. 
Department  of  Justice,  shall  to  the  ex- 
tent thereof  be  a  lull  acquittance  and 
discharge  for  all  purposes  of  the  obliga- 
tions of  Simpson,  Lange  li  Co.,  Inc..  to 
said  creditors;  and 

e.  They  shall  then  pay  over,  transfer, 
assign  and  deliver  to  the  Attorney  Gen- 
eral of  the  United  States  all  of  the  funds 
and  property,  if  any,  remaining  in  their 
hands  after  the  payments  as  aforesaid, 
the  same  to  be  applied  first,  In  satisfac- 
tion of  such  claim.  If  any.  as  he  may 
have  for  monies  advanced  or  services 
rendered  to  or  on  behalf  of  the  corpo- 
ration, and  second,  as  a  liquidating  dis- 
tribution of  assets  to  the  Attorney  Gen- 


fltotura  Order  tO«1 
Max  D.  OaTCtA^m 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordere*.  That  the  claimed  prop- 
erty described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses : 
Claimant.  Claim  No.,  Notice  of  Intention  To 
Ketum   Published,  and   ^operty 

Max  D.  Ordmann,  New  York  City,  N.  T.. 
Claims  Nob.  3269  and  6631,  (14  F.  R.  B30i 
March  1.  1M9.  »2.B38.81  In  the  Treasury  of 
the  United  States. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

YoT  the  Attorney  General. 

(snal  Davu  L.  Bazclon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
IF     R.    Doc.    «»-Se5fl:    Filed.    May    6.    1949; 
■  :&4  a.  m  I 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2837 

National  Maritime  Day,  1949 
by  the  president  of  the  united  states 

or  AMERICA 
A   PROCLAMATION 

WHEREAS  the  economic  welfare  and 
the  national  security  of  the  United 
States  are  strengthened  by  our  Mer- 
chant Marine;  and 

WHEREAS  deficiencies  in  the  Mer- 
chant Marine  are  now  being  overcome  by 
the  construction  of  the  first  passenger 
vessels  to  be  built  in  this  country  since 
the  end  of  hostilities  in  World  War  II; 
and 

WHEREAS  the  present  role  of  marine 
transportation  invests  with  momentous 
significance  the  feat  of  the  steamship 
Savannah,  which  sailed  from  Savannah, 
Georgia,  on  May  22,  1819,  on  the  first 
successful  transoceanic  voyage  under 
steam  propulsion;  and 

WHEREAS  the  Congress,  by  a  joint 
re.solution  approved  May  20,  1933  (48 
Stat.  73),  designated  May  22  as  National 
Maritime  Day  In  commemoration  of  that 
historic  achievement  and  requested  the 
President  to  Issue  a  proclamation  calling 
for  the  observance  of  the  day;  and 

WHEREAS  in  the  present  year  May  22 
falls  on  Sunday,  It  is  fitting  and  proper 
that  the  celebration  of  National  Marl- 
time  Day  take  place  on  Monday,  May  23 : 

NOW,  THEREFORE,  I.  HARRY  S. 
TRUMAN,  President  of  the  United  States 
of  America,  do  hereby  urge  the  people  of 
the  United  States  to  honor  our  Merchant 
Marine  on  Monday,  May  23,  1949,  by  fly- 
ing the  flag  of  the  United  States  at  their 
homes  or  other  suitable  places. 

I  also  direct  the  appropriate  officials 
of  the  Government  to  arrange  for  the 
dl  play  of  the  flag  on  all  Government 
buildings,  and  I  request  that  all  ships 
sailing  under  the  American  flag  dre.ss 
ship,  on  Monday,  May  23,  1949.  in  honor 
of  National  Maritime  Day. 

IN  WITNESS  WHEREOF,  I  have  herc- 
tinto  set  my  hand  and  caused  the  Seal  of 
the  United  Slates  of  America  to  be  af- 
fixed. 

EONE  at  the  City  of  Washington  this 
7lh  day  of  May  in  the  year  of  our  Lord 


nineteen  hundred  and  forty- 
[SEAL]     nine,  and  of  the  Independence 

of  the  United  States  of  America 
the  one  hundred  and  seventy-third. 

Harry  S.  Truman 
By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

IF.    R.    Doc.    49-3791;    Filed,    May    9,    1949; 
12:00  m.l 

TITLE  5 — ADMINISTRATIVE 
PERSONNEL 

Chapter   III — Foreign    and    Territorial 
Compensation 

Subchapter  C — Civil  Service  Commisdon 

Part  350 — Territorul  Post  Differen- 
tial AND  Territorul  Cost-of-Living 
Allowances 

employees  covered 

1.  Section  350.2,  Employees  and  agen- 
cies covered,  is  amended  by  the  addition 
of  the  following  at  the  end  of  the  first 
sentence  in  the  section:  "including  gov- 
ernors of  territories  as  defined  in  the 
regulations  In  this  part  until  such  time 
as  an  act  of  Congress,  effective  after  the 
date  of  this  amendment,  fixes  their  rates 
of  basic  compensation." 

2.  Section  350.3  Is  amended  to  read  as 
follows: 

§  350  3  Exclu.fion  of  certain  employ- 
ees. No  territorial  post  differential  or 
territorial  cost-of-living  allowance  shall 
be  paid  to  Governors  of  Territories  as 
defined  in  the  regulations  in  this  part 
except  as  provided  In  §  350.2;  to  foreign 
service  officers  and  foreign  service  re- 
serve officers  under  the  Department  of 
State;  or,  during  the  period  of  his  con- 
tract, to  any  employee  serving  under  a 
contract,  as  defined  In  8  350.1  (h),  on 
the  effective  date  of  the  regulations  In 
this  part.  Any  employee  serving  under 
a  contract  shall  be  compensated  accord- 
ing to  the  terms  of  such  contract  for  the 
period  thereof. 

(Sec.  202.  Part  II,  E.  O.  10,000,  Sept.  16. 
1948.  13  F.  R.  5453;  3  CFR,  1948  Supp.) 

United  States  Civil  Serv- 
ice Commission, 
[seal]    'H.  B.  Mitchell, 

President. 

[F,    R.    Doc,    49-3658;    Filed.    May    9,    ICiO; 
8:43  a.  m.] 
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Securities  and  Exchange  Com- 
mission 

Notices: 

Hearings,  etc.: 
Columbia   Gas    System.  Inc.. 
and  Central  Kentuckjr  Nat- 
ural Gas  Co 

Columbia  Gas  System.  Inc., 
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See. 
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550J 

2425 
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2425 

560.5 

Chapter  II — Civil  Aeronautics 
Administration 

Part  550— FrarFAL  Aid  to  Public  Agen- 
cies FOR  DEVILOPMENT  OF  PUBLIC  AIR- 
PORTS 

Acting  pursuant  to  the  authority  vest- 
ed in  me  by  the  Federal  Airport  Act  <  60 
Stat.  170;  49  U.  8.  C.  HOD .  as  amended. 
I  hereby  amend  Part  550  of  the  Regula- 
tions of  the  Administrator  of  CivU  Aero- 
nautics to  read  as  follows: 


Definitions. 

Eligible  aponsors. 

Eligible  airport  development. 

Project  coeU. 

Procedure. 


Sec. 

550.6 

550.7 

650.8 

550.9 

550  10 

650.11 


Agency  and  co-sponsorshlp. 
Performance  of  construction  work. 
Accounting  and  audit. 
Grant  payments. 
Memoranda  and  bearings. 
Forms. 


Authoritt:  !{  650.1  to  560.11  Issued  under 
60  Stat.  170. 

8  550.1  Definitions.  All  terms  In  the 
regulations  In  this  part  which  are  de- 
fined In  the  Federal  Airport  Act  and  are 
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not  defined  In  this  section  shall  have  the 
meaning  given  to  them  In  the  act.  As 
used  In  this  part,  unless  the  context 
otherwise  requires,  the  following  ferms 
shall  have  the  meaning  Indicated: 

(a)  "Act"  means  the  Federal  Airport 
Act  (60  Stat.  170;  49  U.  S,  C.  1101).  as 
amended. 

(b)  "Administrator"  means  the  Ad- 
ministrator of  Civil  Aeronautics  or  his 
duly  authorized  representative. 

Airport  Size  Planning  STANC.tRns 


2403 

(c)  "CAA"  means  the  Civil  Aeronautics 
Administration  of  the  United  States  De- 
partment of  Commerce. 

(d)  "Class  4  or  larger  airport"  means 
an  airport  which.  In  the  opinion  of  the 
Administrator,  upon  completion  of  the 
project  proposed  would  meet  generally 
the  standards  for  a  Class  4  or  larger  air- 
port as  set  forth  in  the  following  Table 
of  the  Civil  Aeronautics  Administration 
Bulletin.  "Airport  Design."  dated  April  1, 
1944: 


KrcomDirndoO  minimum 
btanil  arils 


Cla.<el 


Lfiipth  of  landinR  strips  ' 

Width  of  u.saMc  lanUiuc  strips, 

Lenpth  of  runwnys , 

Width  of  runways 


NumlxT  of  landing  rtrips  and 
runways  >  dftcmiined  hv 
iK'rcnilajk'  of  win<l.s  includ- 
ln(t  nUm,"; '  wivort^l  by  latid- 
ine  strip  and  runway  altgu- 
iiii  nt. 

FadUtlM 


1.800  to  2,700  feet. 

300  feet 

None 

None 


ClaasII 


Class  III 


Clas.<;  IV 


70  percent. 


Dralnagp:  fencinp;  marking:: 
wind  dln-ciion  indicator: 
liaiigiu-;  Iklvic  lighting 
(optional; 


2.700  to  3,700  fwt 

SOOfeet 

2.500  to  3,. -SOO  feet 

150  fwt  (night  oi>erations)... 

100    f«>t    (day    opirations 

only). 


3.700  to  4.700  fwt.. 

SOOfeet 

3,500  to  4,500  feet ['" 

200  feet  (Insfniment) 

150  feet  (night  bperations). 


75  percent 80  iioramt 


Include  rias  I  facilities  and 

liphtinp:  lianpara»i.l  shop; 
fm'line:  weather  in.forma- 
tion,  office  space;  parkiug. 


Include  class  II  facilities  and 
Weather  Hureau  2-»ay 
radio;  visual  traffic  con- 
trol: instrument  approiuh 
system  (whin  Required); 
administration  building, 
taxiways  and  aprons. 


4,700  to  5.700  feet 

eoofeet.... 

4,500  to  5,5(Ki  feet [" 

2l>;)  feet  (inut?  tinienl) 

150   feet    (night   opera- 
tions) 


Cla.ssV 


''^•"  •  iions). 

90  percent 90  percent, 


Same  as  class  III. 


•  All  of  the  above  landing  strip  and  runway  lengths  are  bajiod  on  sea-level  conditions- 
fur  higher  altitudet  increases  are  necessary.  One  surfaced  run»  ay  of  dimensions  show  li 
aNive  IS  reconmiended  lor  each  landing  .strip  lor  airjwrts  in  clas,ses  11,  111   IV  and  \' 

•  Lauding  strips  and  ruuway;>  should  be  sufficient  in  numlxr  to  i>eruiii  lake-ofTs  and 


6,700  fe»'t  and  over. 
600  feet. 

5,5(X)  feet  and  over. 
200  feet  (in.strunieut). 
150    feet    (nit'hl    oi>era- 
tions). 


Same  as  class  IV. 


(e>  "District  Airport  Engineer"  means 
the  director  of  a  district  office  of  the 
Airports  Branch  of  a  CAA  regional  office 
or  his  duly  authorized  representative. 

<f)  "Joint  project '  means  any  project 
sponsored  by  two  or  more  sponsors. 

tg)  "National  Airport  Plan"  means  a 
plan  for  the  development  of  public  air- 
ports In  the  United  States,  the  Territory 
of  Alaska,  the  Territory  of  Hawaii. 
Puerto  Rico,  and  the  Virgin  Lslands,  pre- 
pared and  revised  annually  by  the  Ad- 
ministrator. 

(h)  "Program"  means  a  program  pre- 
pared by  the  Administrator  listing  pro- 
posed projects  to  be  undertaken  within 
thf  limits  of  currently  available  funds. 

•i)  "Project"  means  a  project  for  the 
ai  complishment  of  airport  development 
with  respect  to  a  particular  airport  as  set 
forth  In  a  Grant  Agreement  or  Project 
Application  submitted  in  accordance 
with  the  regulations  In  this  part. 

'j>  "Regional  Administrator"  means 
the  director  of  a  CAA  regional  office  or 
his  duly  authorized  representative. 

«k)  "Superintendent  of  Airports" 
means  the  director  of  the  Airports 
Branch  of  a  CAA  regional  office  or  his 
duly  authorized  representative. 

?  550.2  Eligible  sponsors.  To  be  eligi- 
ble to  submit  a  Project  Application 
under  the  regulations  In  this  part,  a 
sponsor  must  meet  the  following  require- 
ments: 

<a>  A  sponsor  must  be  a  "public 
agency"  as  said  term  Is  defined  and  used 
In  the  act  and  may  not  be  the  United 
States  or  any  agency  thereof  unless  the 
project  Is  located  in  the  Territory  of 
Alaska.  In  the  Territory  of  Hawaii.  In 
Puerto  Rico.  In  the  Virgin  Islands  or  in 
a  national    park,   national   recreation 


^wiul'  i"tiTle"'?::!r  h.!.?r'!:,.^''-'°  "'  l!''  '^'  "^'^T''""  '°^  »*''  Percentage  shown  above 
mwd  whe^  p^irble  "      '    ^'^  ""  **'  '*''^^  "  '""*^"  Weather  Bureau  wind 

'  Calms:  Negligible  wind  conditions  of  3  miles  p<r  hour  and  under. 


area,  national  monument,  or  national 
forest ; 

(b)  A  sponsor  (or  the  sponsors  of  a 
joint  project,  between  them)  must  be 
legally,  financially,  and  otherwise  able 
and  in  a  position:  (1)  to  make  all  certifi- 
cations, representations,  and  warranties 
contained  In  the  Project  Application 
Form.  Form  ACA-1624  (§550.11  (b)); 
(2)  to  make,  keep  and  perform  all  assur- 
ances, agreements,  and  covenants  con- 
tained in  Parts  HI  and  IV  of  said  Form ; 
and  (3)  to  meet  all  other  applicable  re- 
quirements of  the  act  and  of  the  regula- 
tions of  this  part. 

(c)  A  spon.sor  (or  the  sponsors  of  a 
Joint  project,  between  them)  must  have 
or  be  in  a  position  to  obtain  sufficient 
funds  to  meet  the  requirements  of  §  550  5 
(c)  (1),  and  must  have  or  be  In  a  posi- 
tion to  acquire  property  interests  meet- 
ing the  requirements  of  §550.5  (c)    (2). 

§  550.3  Eligible  airport  develop- 
ment— <a)  Minimum  requirements. 
Each  proposed  project  shall  include  suf- 
ficient airport  development  to  provide  a 
safe,  usable,  and  useful  airport  facility 
or  add  materially  to  the  safety  or  util- 
ity of  an  existing  airport:  Prpvided,  That 
the  Administrator  may  approve  a  proj- 
ect which  does  not  meet  this  require- 
ment when  special  conditions  so  warrant 
and  in  so  doing  may  prescribe  such  spe- 
cial conditions  as  he  determines  to  be 
necessary  to  protect  the  Interests  of  the 
United  States.  To  be  eligible  for  inclu- 
sion in  a  project,  an  item  of  airport  de- 
velopment must  meet  the  following 
minimum  requirements: 

( 1 )  The  proposed  airport  development 
shall  be  within  the  scope  of  the  latest  re- 
vision of  the  National  Airport  Plan. 

(2)  The  proposed  airport  developy- 
ment  shall  be  in  accordance  with  stand- 


ards established  or  approved  by  the  Ad- 
ministrator for  the  various  types  of  de- 
velopment Involved. 

(3)  If  the  proposed  airport  develop- 
ment involves  further  development  of  an 
existing  Class  4  or  larger  airport,  or  the 
development  of  an  airport  which  upon 
completion  of  the  project  will  be  a 
Class  4  or  larger  airport,  current  Con- 
gressional authorization  for  such  devel- 
opment must  have  been  granted  pursu- 
ant to  section  8  of  the  act. 

(4»  Unless  specifically  authorized  by 
the  Administrator,  the  proposed  airport 
development  shall  not  Include  any  work 
which  the  sponsor  of  the  project  or  any 
other  non-Federal  public  agency  is  ob- 
ligated to  accomplish  by  reason  of  any 
previous  agreement  with  or  commltm.ent 
to  the  United  States. 

(b»  Eligible  types  of  airport  develop- 
ment. The  Administrator  will  approve 
only  airport  development  which  falls 
v.'ithin  one  or  more  pf  the  classifications 
set  forth  in  the  following  subparagraphs. 
(1)  Construction  work.  The  follow- 
ing types  of  construction  work  shall  be 
eligible  for  inclusion  In  a  project: 

(i)  Preparation  of  an  airport  site  or 
any  portion  thereof.  Including  clearing, 
grubbing,  filling  and  grading. 

<ii)  Dredging  of  seaplane  anchorages 
and  channels. 

<lii)  Drainage  work  either  on  or  cfl 
an  airport  or  airport  site. 

'iv)  Construction,  alteration  and  re- 
pair of  administration,  terminal  and 
service  buildings;  airport  control  tower 
structures;  shops  for  repair  and  main- 
tenance of  airport  equipment,  plant,  and 
structures;  seaplane  ramps  and  docks; 
and  any  other  buildings  and  structures 
necessary  for  the  proper  use,  operation, 
management  and  maintenance  of  an  air- 
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•     port  as  a  public  facility  other  than  hang- 
ars and  living  quarters. 

(V)  Construction,  alteration  and  re- 
pair of  runways,  taxiways.  aprons,  and 
automobile  parking  areas  within  the  lim- 
its of  an  airport  or  airport  site. 

(vl)  Construction,  alteration  and  re- 
pair of  access  roads  and  walks  either  on 
or  off  an  airport  or  airport  site. 

(vil)  Fencing,    landscaping,     seeding 
and  sodding  of  an  airport  or  airport  site, 
(viil)  Installation,  alteration  and  re- 
pair of  airport  markers  and  airport  light- 
ing facilities  and  equipment. 

(ix)  Construction.  Installation  and 
connection  of  utilities  either  on, or  off 
an  airport  or  airport  site. 

(X)  Removal,     lowering,     relocating, 
marking  and  lighting  of  airport  hazards, 
(xi)  Clearing,  grading,  and  filling  to 
permit  the  installation  of  landing  aids, 
(xii)  Relocation  of  roads  and  utilities 
necessary  to  permit  airport  development, 
(xiii)  Such  other  work  as  may  be  spe- 
cifically approved  by  the  Administrator. 

(2)  Land  acquisition.  The  acquisition 
of  land  or  of  any  Interest  therein,  or  of 
any  easement  through  or  other  Interest 
In  air  space,  shall  be  eligible  for  in- 
clusion in  a  project  when  such  acquisi- 
tion Is  necessary: 

(i)  To  permit  the  accomplishment  of 
other  airport  development,  whether  or 
not  such  development  is  to  be  accom- 
plished as  part  of  the  Federal-aid  Air- 
port Program;  or  .  u,.  i, 
(11)  To  prevent  or  Hmit  the  establish- 
ment of  airport  hazards;  or 

(iii)  To  permit  the  removal,  lowermg. 
relocation,  or  marking  and  lighting  of 
existing  airport  hazards;  or 

(Iv)  To  permit  the  installation  of 
landing  aids;  or 

(V)  To  permit  proper  use.  operation, 
management,  and  maintenance  of  the 
airport  as  a  public  facility. 

The  term  "acquisition  of  land"  as  used 
In  this  subparagraph  shall  Include  ac- 
quisition of  lands  already  developed  as  a 
privately  owned  airport  and  of  all  struc- 
tures, fixtures,  and  improvements  there- 
on constituting  a  part  of  the  realty. 


RULES  AND  REGULATIONS 


5  550.4  Project  costs— (&)  Eligibility. 
All  project  costs,  as  defined  in  section  2 
(a)  (6)  of  the  act.  including  the  value  of 
land,  labor,  materials  and  equipment  do- 
nated, contributed  or  loaned  to  the  spon- 
sor and  appropriated  to  the  project  by 
the  sponsor,  shall  be  eligible  for  consid- 
eration as  to  their  allowability  except 
the  following: 

(1)  Any  cost  of  obtaining  title  to  or 
the  use  of  any  lands  or  any  interests  in 
air  space  under  section  16  of  the  act. 

(2)  That  portion  of  the  cost  of  reha- 
bilitation or  repair  for  which  funds  have 
been  appropriated  by  the  Congress  under 

section  17  of  the  act. 

(3)  That  portion  of  the  cost  of  acquir- 
ing a  privately  owned  existing  airport 
which  represents  the  cost  of  acquiring 
buildings  which  are  subsequently  to  be 
used  as  hangars  or  hving  quarters  at 
such  airport. 

(4>  The  costs  of  materials  and  sup- 
plies owned  by  the  sponsor  or  furnished 
from  a  source  of  supply  owned  by  the 
sponsor  where  (i>  such  materials  and 
supplies  were  used  for  airport  develop- 
ment prior  to  the  execution  of  the  Grant 
Agreement,  or   (U)   such  costs  are  not 


supported  by  proper  evidence  of  quantity 
and  value. 

(5)  The  purchase  price  of  machinery, 
tools,  or  equipment  purchased  by  a  spon- 
sor for  use  in  accomplishing  work  under 
a  project  by  sponsor's  force  account.' 

(6)  The  costs  of  general  area,  urban, 
or  state-wide  planning  of  airports,  as  dis- 
tinguished from  the  planning  of  a  spe- 
cific project. 

<b)  Allowability.  In  order  to  be  an 
allowable  project  cost,  for  the  purpose  of 
computing  the  amount  of  a  grant,  each 
item  of  project  costs  paid  or  incurred 
must,  in  the  opinion  of  the  Administra- 
tor, meet  the  following  conditions: 

(1)  It  must  have  been  a  necessary  cost 
incurred  in  accomplishing  airport  devel- 
opment in  conformity  with  the  approved 
plans  and  specifications  for  an  approved 
project  and  with  the  terms  and  condi- 
tions of  the  Grant  Agreement  entered 
Into  in  connection  with  such  project. 

(2)  It  must  be  reasonable  in  amount 
(if  not  reasonable  In  amount,  it  shall  be 
subject  to  partial  disallowance  in  ac- 
cordance with  section  13  (3)  of  the  act). 

(3)  It  must  have  been  incurred  subse- 
quent to  the  date  of  execution  of  the 
Gfant  Agreement,  except  that  costs  of 
land  acquisition,  field  surveys,  planning, 
and  the  preparation  of  plans  and  speci- 
fication, and  administrative  and  inci- 
dental costs,  shall  be  allowable  though 
incurred  prior  to  the  execution  of  such 
Grant  Agreement:  Provided,  That  no 
Item  of  project  cost  shall  be  allowable  if 
incurred  prior  to  May  13.  1946. 

(c)  United  States  share  of  project 
costs.  The  United  States  share  of  the 
allowable  project  costs  of  a  project  shall 
be  determined  as  provided  in  the  follow- 
ing subparagraphs. 

(1)  Project  costs  other  than  land  ac- 
quisition costs— <l)    Class  3  or  smaller 
airports.   The  United  States  share  of  the 
project  costs  (other  than  costs  of  land 
acquisition)  of  an  approved  project  for 
the  development  of  a  Class  3  or  smaller 
airport,  wherever  located,  shall  be  50  per- 
cent of  the  allowable  project  costs  of  the 
project  (Other  than  costs  of  land  acquisi- 
tion), except  that  this  share,  in  the  case 
of  any  State  containing  unappropriated 
and  unreserved  public  lands  and  non- 
taxable  Indian   lands    (Individual   ancl 
tribal)  exceeding  5  percent  of  the  total 
area  of  all  lands  therein  shall  be  in- 
creased as  provided  in  section  10  (b)  of 
the   act    and   except   that   the   United 
States  share  shall  be  75  percent  in  the 
case  of  the  Territory  of  Alaska  and  the 
Virgin  Islands,  all  as  set  forth  in  the  fol- 
lowing table: 


Non:  The  percentages  listed  In  this  table 
wUl  vary  as  changes  occur  with  respect  to 
the  area  of  unappropriated  and  unreserved 
public  lands  and  nontaxable  Indian  lands  In 
the  several  States.  In  which  event  such 
changed  percentages  will  be  used  by  the  Ad- 
ministrator In  determining  the  United 
States  share  of  allowable  project  costs  other 
than  costs  of  land  acquisition.  • 


(ID  Class  4  or  larger  airports.  The 
United  States  share  of  the  project  costs 
(other  than  costs  of  land  acquisition)  of 
an  approved  project  for  the  development 
of  a  Class  4  or  larger  airport,  wherever 
located,  shall  be  computed  as  follows: 

(a)  For  that  portion  of  the  total  al- 
lowable project  costs  of  such  a  project 
(other  than  costs  of  land  acquisition^ 
which  when  added  to  all  such  costs  of 
other  projects  for  development  of  the 
same  airport.  Is  $5,000,000  or  less,  the 
percentage  used  in  determining  the 
United  States  share  of  such  costs  shall 
be  the  percentage  which  would  apply 
if  the  project  were  one  for  the  develop- 
ment of  a  Class  3  or  smaller  airport,  as 
prescribed  in  subdivision  (i)  of  this  sub- 
paragraph; 

(b)  For  each  additional  $1,000,000  or 
portion  thereof  over  and  above  such 
$5,000,000  figure  and  up  to  and  including 
$11,000,000.  the  percentage  used  in  de- 
termining the  United  States  share  of 

.such  portion  of  the  allowable  project 
costs  of  such  a  project  (other  than  cost.s 
of  land  acquisition)  shall  be  5  percent 
less  than  the  percentage  applicable  to 
the  next  lower  $1,000,000; 

(c)  For  that  portion  of  the  allowable 
project  costs  of  such  a  project  (other 
than  costs  of  land  acquisition)  above 
such  $11,000,000  figure,  the  percentage 
used  In  determining  the  United  States 
share  of  such  portion  shall  be  the  same 
as  the  percentage  applicable  to  allowable 
project  costs  between  $10,000,000  and 
$11,000,000. 

The  application  of  this  formula  in  the 
Territories.  Puerto  Rico,  the  VlrRin 
Islands,  and  states  other  than  public 
lands  states.  Is  shown  In  the  following 
table: 


UNrrED  STATES  Percentaci  Share  or  Allow- 
able Projects  Costs  in  States  Containino 

UNAPPROPRIATED      AND      UNRESERVED      PUBLIC 

Lands  and  Nontaxabli  Indian  Lands 


State      Percentage 

Arizona    60.83 

California   .—  54. 16 

Colorado    53.33 

Idaho 56.29 

Montana 53.53 

Nevada 62.50 

New   Mexico-.  66.90 


State      Percentage 

Oklahoma 61  39 

Oregon 56.  02 

South  Dakota-  53.  09 

Utah   .- 61.88 

Washington..    61.78 
Wyoming 67.49 


Incrcment.s  of  ajj- 

t>Tt^Kat<'  alldwal'le 

I  rojfct  costs  (other 

than  land  aojui- 

silion  cusUi) 


First  W.oon.nno 

Next»l,iK»i,<»») 

Next  $l.il<)li.i«i«) 

Npxt  $l.ii«»i.(ilX) 

Next$l.<«<i».iii)0 

Next  $l.(ic«».nil0 

Noit  $l,(KKl.(«X)    .. 

Portion  oxciH-ding 

$ll.i)»10.(«l(» 


United  States  share  In 
Territory  of  Hawaii. 
Puerto  Rico,  the  Vir- 
Rin  Kslands,  and  States 
other  than  Public 
I^nds  States 


Per- 
cent- 
age 


80 
*s 

40 
35 
% 
2.'5 
2D 


Federal 
share 


$2..'ino.noo 

4.Vt.O(iO 
400.000 

s.'io.ooo 

.1110,0(10 
2.10,000 
300,000 


Cumu- 
lative 

Federal 
share 


20 


$2,500,000 
2,».'i0.000 
3.3.10,000 
3,700.000 
4.000,000 
4.2.Vl,mK) 
4,450,000 


rnited 
Stites 
shure  in 

and  the 

Virgin 

Lslmds 


7.1 
711 
6.1 
fn 
55 
ill 
45 


45 


>  This  is  not  to  be  construed  as  excluding 
the  fair  rental  vjklue  of  machinery,  tools,  or 
equipment  owned  by  •  Sponsor  as  project 
costs  ellglblt  for  consideration  as  to  their 
allowability. 


(2)  Land  acquisition  costs.  The 
United  States  share  of  the  project  costs 
of  an  approved  project  which  represent 
costs  of  land  acquisition  shall  be  25  per- 
cent of  the  allowable  costs  of  such  ac- 
quisition regardless  of  the  size  or  location 
of  the  airport  to  be  developed. 

§  550.5  Procedure— (&)  Request  for 
Federal  aid.  An  eligible  sponsor  desiring 
to  obtain  Federal  aid  for  the  accomplisn- 
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ment  of  eligible  airport  development 
sha'l  submit  to  the  Ehstrict  Airport  En- 
gineer of  the  District  in  which  the  spon- 
sor is  located  a  Request  for  Federal  Aid 
on  Form  ACA-1623  (§550.11  (a)).  All 
such  Requests  for  Federal  Aid  will  serve 
as  the  basis  and  justification  for  inclu- 
.'-ion  of  proposed  projects  in  the  Program 
p.nd  will  be  considered  as  preliminary 
notices  of  intent  on  the  part  of  .sponsors 
to  participate  in  the  Federal-Aid  Airport 
Program. 

<b)   Tentative  allocation  of  funds.    If 
a  proposed  project  is  selected  by  the  Ad- 
ministrator for  inciasion  in  the  Program, 
the  Administrator  will  make  a  tentative 
allocation  of  funds  for  such  project  and 
will  trammit  a  notice  of  such  allocation 
to  the  .«-pon.sor  through  the  District  Air- 
port Engineer.   Such  tentative  allocation 
will  be  subject  to  withdrawal  upon  fail- 
ure of  the  sponsor  to  submit  an  accept- 
able   Project    Application    pursuant    to 
paragraph  (c)  of  this  section  or  to  pro- 
ceed with  the  project  with  due  diligence, 
(c)  Project  application.     As  soon  as 
practicable    after   receipt   of   notice   of 
tentative  allocation  for  a  proposed  proj- 
ect, a  sponsor  shall  prepare  a  Project 
Application  on  Form  ACA-1624  (§  550.11 
<b) )  and  submit  such  Application  to  the 
District   Airport   Engineer.     A   Project 
Application   shall    be   executed   by   the 
.sponsor  without  change  in  the  language 
of  the  fo'm  unless  prior  approval  for  de- 
viation   therefrom    has    been    obtained 
■from  the  Aclministraior:  Provided,  That 
In  the  case  of  a  joint  project,  each  spon- 
sor may  execute  only  those  provisions  of 
the  Project  Application  which  are  ap- 
plicable to  the  particular  sponsor.     At 
tile  discretion  of  the  Regional  Adminis- 
trator a  sponsor  which  has  executed  a 
Grant  Asieement  for  a  project  for  de- 
vtlopment  of  an  ai;-port  under  the  Pro- 
prcm  will  be  permitted  to  submit  ad- 
ditional project  applications  for  further  . 
development  of  such  airport  on  Form 
ACA-1624. 1  (J  550.11  (c)). 

<1)  Funds.  Each  Project  Application 
submitted  by  a  sponsor  which  is  to  fur- 
ni.sh  all  or  any  portion  of  the  project 
funds  not  to  be  furnished  by  the  United 
States,  shall  state  that  such  sponsor  has 
on  hand,  or  show  that  it  is  in  a  position 
to  obt«ln  as  and  when  needed,  funds 
sufficient  to  pay  all  estimated  costs  of 
the  proposed  project  which  are  not  to 
b?  borne  by  the  United  States  or  by 
another  sponsor:  Provided,  That  If  any 
of  such  funds  are  to  be  furnished  to  a 
sponsor,  or  used  to  pay  project  costs  on 
behalf  of  a  sponsor  by  a  State  agency 
or  any  other  public  agency  which  Is  not 
It.self  to  be  a  sponsor  of  the  proposed 
project,  evidence  satisfactory  to  the  Ad- 
ministrator that  such  funds  will  be  so 
provided  if  the  proposed  project  Is  ap- 
proved may  be  submitted  by  the  public 
agency  which  Is  to  provide  the  funds 
rather  than  by  the  sponsor. 

'2)  Lands.  Each  Project  Application 
submitted  by  a  sponsor  shall  state  all  of 
the  property  Interests  which  the  sponsor 
then  holds  in  all  lands '  to  be  developed 

'  As  used  herein,  the  term  "lands"  Includes 
sm(;ng  other  areas,  landing  areas.  buUdlng 
w-tii.s,  and  areas  required  for  "off-site"  con- 
struction, access  roads,  drainage,  protection 
of  approaches.  Installation  of  air  navigation 
fwUltles.  or  other  airport  purposes. 
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or  used  as  part  of  or  In  connection  with 
the  airport  as  It  will  be  upon  completion 
of  the  proposed  project.  In  addition, 
each  Project  Application  shall  contain  a 
covenant  on  the  part  of  the  sponsor  to 
acquire  prior  to  the  start  of  any  construc- 
tion work  under  the  project,  or  If  the 
lands  in  question  are  not  needed  for  such 
construction,  within  a  reasonable  time, 
property  Interests  satisfactory  to  the  Ad- 
ministrator in  all  of  the  lands  '  In  which 
it  does  not  hold  such  property  interests 
at  the  time  its  Project  Application  is 
submitted:  Provided,  That  in  the  case 
of  a  Joint  project,  the  necessary  property 
interests  may  be  held  or  acquired  by  any 
one  or  combination  of  the  sponsors,  in 
which  event,  the  Project  Application  of 
each  Individual  sponsor  may  show  only 
those  property  interests  which  that  par- 
ticular sponsor  holds  or  is  to  acquire. 
Each  Project  Application  shall  be  ac- 
companied by  a  property  map  designated 
as  "Exhibit  A"  which  shall  clearly 
Identify  and  show  all  lands  described 
above,  designating  all  prior  and  proposed 
acquisitions  of  property  interests  in  any 
of  such  lands  for  which  Federal  aid  is 
requested  under  the  proposed  project. 

(3)  Property    interests.    In    general, 
the  property  interest  which  a  sponsor  or 
sponsors  must  have  or  agree  to  acquire 
in  all  lands  to  be  used  for  landing  area 
or  building  area  purposes  in  order  to 
meet  the  requirements  of  subparasraph 
i2)  of  this  paragraph  is  either:  <i)  Title 
free  and  clear  of  any  reversionary  inter- 
est, lien,  easement,  lease  or  other  encum- 
brance which,  in  the  ©pinion  of  the  Ad- 
ministrator, would  be  of  such  a  nature 
as  to  create  an  undue  risk  that  its  exist- 
ence might  deprive  the  sponsor  or  spon- 
sors of  possession  or  control   of  such 
lands,  interfere  with  their  u.se  for  public 
airport  purpose.':,  or  make  it  impossible 
for  the  sponsor    (or  any  sponsor  of   a 
joint  project)  to  carry  out  and  perform 
any  of  the  assurances,  agreements,  and 
covenants  contained  in  Parts  III  and  IV 
of  the  Project  Application  Form  (§  550.11 
(b) ) ;  or  (ii)  a  lonp-term  leasehold  estate 
granted  to  the  sponsor  or  sponsors  by 
another  public  agency  having  such  title, 
on  terms  and  conditions  satisfactory  to 
the  Administrator.    With  respect  to  "ofT- 
slte"  areas,  the  minimum  property  inter- 
est which  a  sponsor  or  sponsors  must 
have  or  agree  to  acquire  in  the  lands  com- 
prising such  areas,  in  order  to  meet  the 
requirements  of  subparagraph  (2)  of  this 
paragraph,  Is  an  easement  or  leasehold 
estate  which.  In  the  opinion  of  the  Ad- 
ministrator. Is  sufficient  to  provide  rea- 
sonable assurance  that  the  sponsor  or 
sponsors  will  not  be  deprived  of  Its  or 
their  right  to  occupy  and  use  such  lands 
for  the  purpose  intended  during  what- 
ever period  of  time  such  use  may  be  nec- 
essary in  order  to  meet  the  requirements 
of  the  regulations  in  this  part. 

(4)  Plans  and  specifications.  Each 
Project  Application  shall  Incorporate  by 
reference  plans  and  specifications  de- 
scribing all  items  of  airport  development 
for  which  Federal  aid  Is  requested  under 
the  proposed  project,  which  plans  and 
specifications  shall  be  submitted  with  the 
Project  Application  imless  previously 
submitted  or  submitted  with  the  Project 
Application  of  another  spon.sor  of  the 


2405 

proposed  project.    Such  plans  and  speci- 
fications shall  be  prepared  so  as  to  pro- 
vide for  accomplishment  of  the  proposed 
project  In  accordance  with  the  provisions 
of  the  regulations  of  this  part  and  with 
all  applicable  local  laws  and  ordinances 
and  regulations  and  shall  be  in  f:nal 
form:  Provided,  That  in  special  ca-es, 
the  Administrator  may  authorize  post- 
ponement of  the  submission  of  final  p'ans 
and  specifications  until  a  later  c'.r.tc  to 
be  specified  in  the  Grant  Agreement,  if 
the  sponsor  has  submitted  preliminary 
plans  and  specifications  prepared  in  suf- 
ftcient  detail  to  identify  all  items  of  air- 
port development  included  in  tho  prcj-ct. 
(d)  Offer.    Upon  approval  of  a  pre j  :ct 
the  Administrator  will  make  an  cffrx-  to 
the    sponsor    or    sponsors    to    pay    the 
United   States  share   of   the   allowable 
project  costs  of  the  project.    Such  offer 
will  be  transmitted  to  the  sponsor  or 
sponsors  and  will  state  a  definite  amount 
as  the  maximum  obligation  of  the  United 
S:ates.     Such  offer  shall  be  subject  to 
revision,    amendment,    modification    or 
withdrawal  by  the  Administrator  at  his 
discretion  at  any  time  prior  to  accept- 
ance thereof  by  the  sponsor  or  sponsors 
'see  §  550.11  (d)'for  description  of  gen- 
eral form  of  offer). 

<e»  Amendment  of  offer.  If,  In  the 
opinion  of  the  spon.sor  or  spon.sors.  the 
amount  of  the  maximum  obligation  of 
the  United  Slates  stated  in  an  offer  is 
insufficient  to  cover  the  United  States 
.share  of  the  allowable  project  co.-^ts.  the 
spon.sor  or  sponsors  may  request  a  re- 
vised offer,  transmitting  such  request  to 
the  Administrator  through  the  District 
Airport  Engineer. 

f'i)  Acceptance  of  offer.  An  offer  shall 
be  accepted  by  the  sponsor  or  sponsors 
within  sixty  (60)  days  from  the  date 
thereof  unless  otherwise  authorized  by 
the  Administrator.  Such  acceptance 
shall  be  made  by  execution  of  the  offer 
In  the  manner  prescribed  therein,  by  an 
official  of  the  sponsor  who  has  been  duly 
authorized  to  take  such  action  by  resolu- 
tion or  ordinance  of  the  governing  body 
of  the  sponsor.  Said  resolution  or  ordi- 
nance shall  be  adopted  by  the  sponsor's 
governing  body  at  a  meeting  held  pur- 
suant to  all  applicable  local  laws  and 
ordinances  and  shall  set  forth  at  length 
the  terms  of  the  offer  and  shall  specifi- 
cally ratify  and  adopt  all  statements, 
representations,  warranties,  covenants 
and  agreements  contained  in  the  Project 
Application.  A  certified  copy  of  such 
resolution  or  ordinance  shall  be  attached 
to  each  executed  copy  of  an  accepted 
offer  or  Grant  Agreement  delivered  to 
the  Administrator. 

(g)  Grant  agreement.  An  offer  of  the 
Administrator  to  pay  a  portion  of  the 
allowable  project  costs  and  an  accept- 
ance thereof  by  the  sponsor  or  sponsors 
In  accordance  with  paragraph  (f )  of  this 
section  shall  constitute  a  Grant  Agree- 
ment between  the  sponsor  or  sponsors 
and  the  United  States.  Unless  and  until 
such  a  Grant  Agreement  has  been  exe- 
cuted with  respect  to  a  project  in  accord- 
ance with  the  requirements  of  the  regu- 
lations In  this  part,  the  United  States 
shall  not  pay  or  be  obligated  to  pay  any 
portion  of  the  project  costs  which  have 
been  or  may  be  Incurred  In  carrying  out 
the  project.     (See  i  550.11   (d)   for  de- 
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scrlption  of  general  form  of  grant  agree- 

mcnt.)  4. 

(h)  Amendment  of  grant  agreement. 
When  mutually  agreed  upon  between 
the  Administrator  and  the  sponsor  or 
sponsors  of  a  project,  a  Grant  Agreement 
may  be  amended  after  execution  there- 

(1)  The  amendment  will  not  Increase 
the  m.aximum  oblifration  of  the  United 
States  under  such  Grant  agreement, 

(2)  The  amendment  provides  only  for 
airport  development  within  tho  scope  of 
the  latest  revisUion  of  the  National  Air- 
port Plan,  and  . 

(3)  The  AdminL^trator  determiiTes 
that  such  amendment  is  necessary  to 
protect  or  advance  the  interests  of  the 
United  States  in  civil  aviation. 

Upon  agreement  for  amendment,  the 
Administrator  will  Issue  to  the  sponsor 
or  sponsors  a  supplementary  agreement 
Incorporatins  the  amendments  as  ap- 
proved. Such  agreement  shall  be  exe- 
cuted by  the  sponsor  or  sponsors  in  ac- 
cordance with  the  regulations  governing 
acceptance  of  an  offer  (paragraph  (f )  of 

this  section ) . 

(i)  Projects  for  rehabilitation  or  re- 
pair for  which  the  sponsors  have  re- 
quested reimbursement  under  section  17 
of  the  act.    Section  17  of  the  act  and 
Part  560  of  the  regulations  of  the  Admin- 
istrator provide  for  reimbursement  to 
public   agencies   for  the  necessary   re- 
habilitation or  repair  of  public  airports 
substantially  damaged  by  Federal  agen- 
cies    The  rehabilitation  or  repair  of  a 
damaged  area  (as  defined  in  §  560.1  (f ) 
of  Part  560  of  this  chapter)  or  damaged 
facility  (as  defined  in  §  560.1  (-g>  of  Part 
560  >  may  be  accomplished  by  restoration 
(as  defined  in  §  560.1  (o)  of  Part  560)  of 
the  area  or  facility  or  by  betterment  (a.s 
defined  in   §560.1   (d)    of  Part  560)    of 
such  area  or  facility.    In  either  case,  the 
amount  of  reimbursement  payable  under 
section  17  is  limited  to  and  may  not  ex- 
ceed the  cost  of  restoration.    Ordinarily. 
in  cases  Involving  betterment,  the  cost  of 
the  rehabilitation  or  repair  to  be  ac- 
complished will  exceed  the  amount  of 
reimbursement  payable  therefor.    If  the 
estimated  cost  of  such  an  item  or  items 
of  rehabilitation  or  repair  (item  of  bet- 
terment) does  exceed  the  amount  of  re- 
imbursement payable  therefor,  the  pub- 
lic agency  may  submjt.  subject  to  the  ap- 
plicable requirements  of  the  act  and  the 
regulations  in  this  part,  a  Project  Ap- 
plication on  Form  ACA-1624  requesting 
approval  of  a  project  under  this  part  for 
the    accomplishment   of    such   item    or 
items  of  betterment.     Such  a  Project 
Application  should  describe  the  item  or 
items  of  betterment  as  the  airport  devel- 
opment to  be  accomplished  and  should 
be  limited  to  such  development,  should 
Identify  the  request  for  reimbursement 
which  has  been  made  by  the  sponsor, 
state  the  current  status  of  such  request 
as  known  to  the  sponsor,  and  set  out  in 
the  summary  of  estimated  project  costs 
ai:  costs  Involved.    Such  a  Project  Ap- 
plication should  be  submitted  prior  to 
certification  to  the  Congress  (pursuant 
to  section  17)  of  the  cost  of  the  rehabili- 
tation or  repair  which  would  result  from 
accomplishment  of  the  Item  or  items  of 
betterment  contemplated,   if   a  project 
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under  the  Federal-aid  Airport  Program 
Is  planned  at  that  time,  or  as  soon  there- 
after as  possible.    If  such  a  certification 
is  made  and  the  project  Is  approved  by 
the  Administrator,  the  grant  offer  ten- 
dered to  the  sponsor  will  provide  for  pay- 
ment of  the  United  States  share,  not  to 
exceed  a  stated  maximum  amount,  of  the 
allowable  project  costs  of  the  items  of 
betterment  included  in  the  project,  in 
excess  of  the  amount  of  reimbursement 
for  such  items  included  in  said  certifi- 
cation.   If  such  an  offer  is  accepted  by 
the  sponsor,  partial  grant  payments  of 
the   United    States   share   of    allowable 
project  costs  will  be  made  as  the  project 
work  progresses  and  costs  are  incurred 
therefor,  in  accordance  with  the  pro- 
visions of  the  grant  agreement  and  the 
principles  stated  in  §550.9   (b),  and  if 
funds  for  the  items  of  betterment  in- 
cluded in  the  project  have  been  appro- 
priated   pursuant    to    the    certification, 
progress  reimbursement  payments  may 
be  made  simultaneously  in  accordance 
with  Part  560  of  this  chapter. 


§  550.6    Agency  and  co-sponsorship — 
(a)  General.    In  the  case  of  any  project 
in  which  two  or  more  public  agencies 
desire  to  participate  to  any  extent,  either 
in   accomplishing    airport   development 
under  the  project  or  in  the  maintenance 
and  operation  of  the  airport,  the  partici- 
pating public  agencies  shall  comply  with 
the  provisions  of  this  section  with  re- 
spect to  either  co-sponsorship  or  agency: 
Provided,  That  a  public  agency  which  de- 
sires to  participate  in  a  project  only  by 
contributing  funds  to  a  sponsor  need  not 
become  a  sponsor  of  the  project  nor  an 
agent  of  the  sponsor  as  provided  in  this 
section,  and  any  funds  so  contributed 
will  be  considered  as  funds  of  the  spon- 
sor for  purposes  of  the  act  and  the  regu- 
lations in  this  part. 

(b)  Co-sponsorship.  Any  two  or  more 
public  agencies  desiring  to  participate  in 
a  project  may  serve  as  sponsors  of  such 
a  project  if  they  meet  all  applicable  re- 
quirements of  the  regulations  in  this  part 
including  the  following: 

(1)  Each  sponsor  shall  meet  the  eligi- 
bility requirements  of  8  550.2. 

(2)  The  sponsor  shall  submit  a  single 
Project  Application,  executed  by  all  of 
the  sponsors,  clearly  indicating  the  cer- 
tifications, representations,  warranties 
and  obligations  made  or  assumed  by  each 
Individual  sponsor:  Provided.  That  if  the 
sponsors  so  desire,  each  sponsor  may 
submit  a  separate  Project  Application 
which  does  not  meet  all  the  require- 

^cients  of  the  regulations  in  this  part  if. 
th  the  opinion  of  the  Administrator,  the 
Project  Applications  submitted  by  all 
sponsors  collectively  meet  the  require- 
ments of  the  regulations  in  this  part  as 
applied  to  a  project  sponsored  by  a  single 
sponsor.  ,  .     ,. 

(3)  Each  Project  Application  submit- 
ted by  sponsors  which  are  not  willing  to 
assume,  jointly  and  severally,  all  of  the 
obligations  to  the  United  States  required 
to  be  assumed  by  a  sponsor,  shall  be  ac- 
companied by  a  true  copy  of  an  agree- 
ment between  the  sponsors,  satisfactory 
to  the  Administrator,  which  will  be  in- 
corporated in  and  become  a  part  of  the 
executed  Grant  Agreement.  Each  such 
sponsor's  agreement  shall  set  forth: 


(I)  The  responsibilities  of  each  spon- 
sor to  the  others  with  respect  to  the  ac- 
complishment of  the  development  pro- 
posed  and  the  subsequent  operation  and 
maintenance  of  the  airport: 

(II)  The  obligations  which  each  pro- 
poses to  assume  to  the  United  States; 

(iii)  The  sponsor  or  sponsors  which 
will  accept,  receipt  for,  and  disburse 
grant  payments. 

If  an  offer  is  made  to  the  sponsors  of  a 
joint  project  as  provided  In  §  550  5  (d). 
such  offer  will  contain  a  specific  condi- 
tion stating  that  the  offer  is  made  in  ac 
cordance  with  the  terms  of  the  agree- 
ment between  the  sponsors,  which 
agreement  will  be  Incorporated  therein 
by  reference,  and  that,  by  acceptance  of 
the  offer  each  of  the  sponsors  assumes 
only  its  respective  obligations  as  agreed 
upon   in   said   agreement   between   the 

sponsors.  . 

ic)  Agency.    If  a  public  agency  so  de- 
sires and  such  action  is  required  or  per- 
mitted under  state  or  local  laws,  it  may, 
with  or  without  participating  flnancia  ly 
serve  as  agent  of  the  public  agency  which 
1,  to  own  and  operate  the  airport  and 
need  not  itself  become  a  sponsor  of  the 
prAject.    In  all  such  cases,  an  agency 
agreement   clearly  outlining  the  terms 
and  conditions  of  the  agency  and  the  au- 
thority vested  in  the  agent  to  act  for  and 
on  behalf  of  the  sponsor  shall  have  been 
entered  into,  which  agreement  must  be 
satisfactory  to  the  Administrator.    Such 
agency  agreement  shall  have  been  exe- 
cuted on  behalf  of  the  sponsor  pursuant 
to  authority  granted  by  its  governing 
body  at  a  meeting  held  In  accordance 
with  all  applicable  state  and  local  laws 
A  true  copy  of  the  agency  agreement 
shall  be  submitted  with  the  spon.sors 
Project  Application,    If  an  offer  is  made 
to  a  sponsor  as  provided  in  §  550.5  ^) 
where  an  agency  relationship  exists  be- 
tween such  sponsor  and  some  other  pub- 
lic agency,  such  offer  may  be  accepte(^ 
by  the  agent  in  the  name  and  on  behait 
of  the  sponsor  only  if  such  acceptance 
has  been  specifically  and  lawfully  au- 
thorized by  the  governing  body  of  the 
sponsor  and  such  authority  Is  specifically 
set  forth  in  the  agency  agreement. 

5  550  7     Performance   of   construction 
t^orfc-<a)     General    All    construction 
work  under  any  project  shall  be  accom- 
plished by  contract  unless  the  District 
Airport  Engineer   determines  that  tne 
project,  or  any  portion  thereof.  (:an  be 
more  effectively  and  economically  ac- 
complished   through    use    of    spon.sors 
force  account.    In  no  instance  will  sucj 
use  of  force  account  be  approved  lor  worK 
under  any  one  project  In  the  continental 
United  States  If  the  estimated  United 
States  share  of  the  cost  of  all  work  ac- 
complished or  to  be  accomplished  under 
such  project  by  force  account  'in^hid mg 
related  engineering  costs  but  excluding 
costs    incurred    In    the    preparation  0 
plans    and    specifications)     exceeas 

$15,000. 

(b)  Letting  of  contracts.  A  sponsor 
shall  comply  with  the  following  require- 
ments In  awarding  construction  con- 
tracts with  respect  to  the  performance 
of  any  work  under  a  project; 
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(1)  Unless  some  other  method  Is  ap- 
proved by  the  Regional  Administrator  for 
use  on  a  particular  project,  all  such  con- 
tracts in  excess  of  $2,000  shall  be  awarded 
on  the  basis  of  public  advertisement  and 
open  competitive  bidding  In  the  same 
manner  as  provided  by  local  law  for  the 
letting  of  public  contracts. 

(2)  There  shall  be  no  advertisement 
for  bids  on  or  negotiation  of  such  a  con- 
tract until  the  Regional  Administrator 
has  approved  the  plans  and  specifica- 
tions and  has  furnished  the  sponsor  a 
schedule  of  the  minimum  wage  rates 
which  the  contractor  shall  pay  skilled 
and  unskilled  labor,  as  determined  by 
the  Secretary  of  Labor.  Such  minimum 
wage  rates  shall  be  stated  in  the  invi- 
tation for  bids  or  Incorporated  therein 
by  reference  to  a  schedule  of  minimum 
wage  rates  contained  In  the  advertised 
specifications.  Prior  thereto,  at  a  time 
specified  by  the  District  Airport  Engi- 
neer, the  sponsor  shall  submit  to  the 
District  Airport  Engineer  a  list  of  the 
various  classes  of  labor  to  be  employed 
in  the  proposed  work,  together  with  a 
suggested  schedule  of  the  minimum  wage 
rates  for  each  such  class. 

(3)  No  such  contract  shall  be  awarded 
except  with  the  written  concurrence  of 
the  District  Airport  Engineer  as  to  the 
reasonableness  of  the  contract  prices  and 
conformity  of  the  contract  to  the  spon- 
sor's Grant  Agreement  with  the  United 
States.  The  sponsor  shall  submit  to  the 
District  Airport  Engineer  after  the  open- 
ing of  bids  a  tabulation  thereof  and  Its 
recommendations  for  award.  Ordinar- 
ily, such  concurrence  will  not  be  given 
for  acceptance  of  other  than  the  lowest 
bid  received.  However,  if  the  spon.sor 
considers  the  lowest  bidder  unqualified. 
Incapable,  or  not  responsible,  the  next 
lowest  bidder  may  be  recommended  for 
approval,  giving  full  Justification  for  the 
proposed  action. 

(c)  Compliance  with  local  laws.  All 
contracts  shall  meet  the  requirements  of 
local  laws. 

(d)  Contract  requirements.  All  con- 
struction contracts  let  by  a  sponsor  with 
respect  to  any  project  shall  contain,  in 
addition  to  such  other  provisions  as  may 
be  necessary  to  ensure  accomplishment 
of  the  work  Involved  In  accordance  with 
the  sponsor's  Grant  Agreement  provi- 
sions requiring: 

(1)  That  the  contractor  obtain  the 
prior  written  consent  of  the  sponsor  to 
any  proposed  assignment  of  any  Interest 
in  or  part  of  the  contract. 

(2)  That  no  convict  labor  be  employed 
under  the  contract,  and  that  In  the  em- 
ployment of  labor  (except  executive,  ad- 
ministrative, or  supervisory)  preference 
be  given,  where  they  are  qualified,  to  in- 
dividuals who  served  in  the  military 
services  of  the  United  States  as  defined 
In  section  101  d)  of  the  Soldiers  and 
Sailors  Civil  Relief  Act  of  1940  and  who 
have  been  honorably  discharged  from 
such  service:  Provided.  That  such  pref- 
erence shall  apply  only  where  such  labor 
Is  available  locally  and  qualified  to  per- 
form work  to  which  the  employment 
relates. 

•3)  That  the  contractor  pay  all  skilled 
and  unskilled  labor  employed  under  the 
contract  not  less  than  minimum  wage 
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rates  pre-determlned  by  the  Secretary  of 
Labor  for  such  labor. 

(4)  That  the  contractor  comply  with 
the  so-called  "Kick-back  Statute",  Pub- 
lic Law  324,  73d  Congress  (48  Stat.  948), 
and  the  regulations  Issued  by  the  Secre- 
tary of  Labor  pursuant  thereto.  29  CFR 
Supps..  Part  3.  13  P.  R.  524. 

(5)  That  the  contractor  permit  the 
Administrator  or  his  duly  authorized 
representatives  to  Inspect  and  review  all 
work,  materials,  payrolls,  records  of  per- 
sonnel, conditions  of  employment,  In- 
voices of  materials,  books  of  account, 
and  other  relevant  data  and  records  with 
respect  to  the  contract. 

(e)  Notices  to  proceed.  No  sponsor 
shall  permit  any  contractor  or  subcon- 
tractor to  begin  work  under  an  approved 
project  until  the  sponsor  has  Issued  to 
the  contractor  a  written  notice  to  pro- 
ceed with  such  work.  No  such  notice  to 
proceed  shall  be  Issued  until  the  sponsor 
has  furnished  the  District  Airport  En- 
gineer three  conformed  copies  of  the  con- 
struction contract  and  has  satisfied  the 
Regional  Administrator  that  the  required 
property  Interests  In  all  lands  on  which 
construction  work  will  be  performed  un- 
der the  project  have  been  acquired  by 
such  sponsor  or  some  other  sponsor  of 
the  project. 

(f)  Change  orders.  No  sponsor  shall 
Issue  any  change  order  under  any  of  its 
construction     contracts     unless     such 

,  change  order  has  been  approved  in  writ- 
ing by  the  District  Airport  Engineer. 
Such  change  orders  shall  be  on  a  fbrm 
satisfactory  to  the  District  Airport  En- 
gineer and  three  copies  thereof  shall  be 
submitted  to  the  District  Airport  Engi- 
neer at  the  time  approval  is  requested. 

(g)  Payments  to  the  contractor.  A 
sponsor  may  make  partial  payments  to 
a  contractor  on  the  basis  of  an  estimate 
of  work  performed  and  materials  de- 
livered to  the  site  as  may  be  provided  for 
In  the  contract. 

(h)  Force  account  work.  Before  un- 
dertaking any  cohstructlon  work  by 
sponsor's  force  account,  a  sponsor  shall 
obtain  the  written  approval  of  the  Dis- 
trict Airport  Engineer.  In  requesting 
such  approval  a  sponsor  shall  submit  to 
the  District  Airport  Engineer  the  fol- 
lowing: 

(1)  Adequate  plans  and  specifications 
showing  the  nature  and  extent  of  the 
construction  work  to  be  accomplished  by 
spon.sor's  force  account; 

(2)  A  schedule  of  the  proposed  con- 
struction and  of  the  construction  equip- 
ment that  will  be  available  for  the  proj- 
ect; 

(3)  Assurance  that  adequate  labor, 
material  and  equipment,  together  with 
adequate  supervisory,  engineering,  and 
Inspection  personnel  will  be  provided; 

<4)  A  detailed  estimate  of  cost  of  such 
force  account  work,  broken  down  for 
each  class  of  costs  Involved,  such  as  la- 
bor, materials,  rental  of  equipment,  and 
other  pertinent  Items  of  cost. 

Whenever  an  application  for  grant 
payment  Involving  sponsor's  force  ac- 
count work  Is  made  by  a  sponsor  pur- 
suant to  §  550.9.  such  application  shall 
be  accompanied  by  a  periodic  cost  esti- 
mate for  such  work  on  Form  ACA-1629 
(§550.11  (e)). 
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(1)  Owner  contracts.  Contracts  with 
the  owners  of  airport  hazards,  buildings, 
pipe  lines,  power  lines,  or  other  struc- 
tures or  facilities,  for  the  installation, 
extension,  removal  or  relocation  thereof, 
are  exempt  from  the  requirements  of 
this  section  except  that  a  sponsor  shall 
obtain  the  approval  of  the  District  Air- 
port Engineer  before  entering  into  any 
such  contract. 

§  550.8  Accounting  and  audit— (a) 
Accounting  procedure.  Each  sponsor 
shall  establish  and  maintain  an  account- 
ing system  adequate  to  permit  determi- 
nation by  the  Administrator  of  the  al- 
lowable costs  of  the  project.  Project 
costs  shall  be  so  segregated  and  grouped 
that  the  sponsor  will  be  able  to  furnish 
whenever  required,  cost  data  In  the  fol- 
lowing cost  classifications: 

(1)  Purchase  price  or  value  of  land. 

(2)  Incidental  costs  of  land  acquisi- 
tion. 

(3)  Costs  of  contract  construction. 

(4)  Costs  of  force  account  construc- 
tion. 

(5)  Engineering  costs  of  plans  and 
designs. 

<6)  Engineering  costs  of  supervision 
and  inspection. 

(7)  Other  administrative  costs. 

(h)  Project  accounts  and  records— 
(1)  Project  accounts.  All  funds  to  be 
expended  in  payment  of  project  costs 
(including  funds  of  the  sponsor  and 
funds  received  from  the  United  States 
or  from  other  sources)  shall  be  de- 
posited with  an  ofHcial.  or  officials  or  de- 
pository, authorized  by  law  to  'receive 
public  funds,  as  may  be  designated  by 
the  sponsor  or  sponsors,  and  shall  be 
maintained  In  an  account  separate  and 

^pfi"    /'■.T  ^"  °*^^^  f^^ds.  designated 
Federal  Airport  Project  (name  of  air- 
port)" Provided,  That  no  separate  proj- 
ect account  need  be  maintained  for  a 

n'r.W  ff°'l'^'^^''^  °^  ^^"^  acquisition 
S^fL  °  ^""^^  ^°  deposited  shall  be 
\Mthdrawn  except  in  payment  of  project 
costs  of  the  project  or  as  reimbursement 
for  funds  advanced  for  such  purpose  by 
the  sponsor  or  some  other  public  agency. 

(2)  Cost  evidence.  A  sponsor  shall 
secure  and  retain  In  Its  files  documentary 
evidence  such  as  Invoices,  cost  estimates, 
and  pay  rolls  supporting  each  Item  of 
project  costs. 

(3)  Payment  evidence.  A  sponsor 
shall  retain  In  Its  files  evidence  of  all 
payments  for  items  of  project  costs  In- 
cluding vouchers,  cancelled  checks  or 
warrants,  and  receipts  for  cash  pay- 
ments. ' 

(c)  Audits.  A  sponsor  shall  permit 
authorized  representatives  of  the  Ad- 
ministrator to  audit  the  project  records 
and  accounts  to  determine  the  allowa- 
bility of  project  costs  and  the  amount 
of  Federal  participation  In  the  cost  of 
the  project.  Progress  audits  may  be 
made  at  any  time  during  the  life  of  the 
project  at  the  discretion  of  the  Regional 
Administrator.  If  work  is  suspended  on 
the  project  for  an  appreciable  length  of 
time,  an  audit  will  be  made  prior  to  a 
semifinal  grant  payment,  as  provided  in 
§550.9  (c).  A  final  audit  will  be  made 
prior  to  final  payment,  as  provided  in 
§  550.9  (d). 


2408 


5  550.9  GraJit  payments— (a)  Land 
acQUisition  payments.  If  an  approved 
project  includes  land  acquisition  as  an 
Hem  of  airport  development,  the  sponsor, 
may  at  any  time  after  it  has  executed  the 
Grant  Agreement,  make  application  to 
the  Administrator,  as  provided  in  para- 
graph <e)  of  this  section,  for  payment 
of  the  United  States  share  of  the  allow- 
able project  costs  of  any  such  land  ac- 
quisition, including  any  acquisition  com- 
pleted prior  to  execution  of  the  Grant 
Agreement  which  is  part  of  the  airport 
development  included  in  the  project. 

(b>  Partial  grant  payments— a)  Gen- 
eral. Partial  grant  payments  for  all  al- 
lowable project  costs  will  be  made  to  a 
sponsor  from  time  to  time  as  the  work 
on  a  project  progresses  and  such  costs 
are  Incurred,  upon  application  therefor 
as  provided  In  paragraph  (e>  of  this 
section.  In  the  absence  of  an  agreement 
otherwise,  a  sponsor  may  apply  for  such 
partial  payments  on  a  monthly  basis. 

(2)  Amount    of    partial    grant    pay- 
ments.    Except  as  otherwise  provided, 
partial  grant  payments  will  be  made  in 
amounts  sufficient  to  bring  the  aggregate 
amount  of  all  partial  payments  to  the 
estimated  United  States  share  of  the 
project  costs  of  the  airport  development 
accomplished  under  the  project  as  of  the 
date  of  the  sponsor's  latest  application 
for  such  payment.     No  such  payment 
will  be  made  which  would  bring  the  ag- 
gregate amount  of  all  partial  payments 
for  a  project  to  more  than  90 '~r  of  the 
estimated  United  States  share  of  the  to- 
tal estimated  costs  of  all  airport  devel- 
opment Included  in  the  project,  or  90% 
of  the  maximum  obligation  of  the  United 
States  as  stated  in  the  Grant  Agree- 
ment, whichever  amount  is  lower.     In 
determining   the   amount   of   a   partial 
grant  payment,  the  Regional  Adminis- 
trator will  deduct  both  from  the  amount 
of  project  costs  incurred  and  from  the 
amount  of  the  estimated  total  project 
casts,  those  project  costs  which  he  may 
deem  of  questionable  allowability. 

(c)  Semi-final    grant    payments. 
Whenever  construction  work  on  a  proj- 
ect   Is    suspended    for    an    appreciable 
length  of  time  and  the  allowability  of  the 
project  costs  of  all  airport  development 
completed  has  been  determined  on  the 
basis  of  an  audit  and  review  of  all  such 
costs,  a  semi-final  grant  payment  may  be 
made  in  an  amount  sufficient  to  bring 
the  aggregate  amount  of  all  partial  grant 
payments  for  the  project  to  the  United 
States   share   of   all   allowable   project 
costs  incurred  even  though  such  amount 
may  be  in  excess  of  the  90%  limitations 
specified  in  paragraph  (b>    <2i   of  this 
section,  but  in  no  event  to  an  amount  in 
excess  of  the  maximum  obligation  of  the 
United  States  as  stated  in  the  Grant 
Agreement. 

(d>  Final  grant  payments — <V  Gen- 
eral.  At  such  time  as  a  project  has  been 
wholly  completed  in  accordance  with  the 
terms  of  the  Grant  Agreement,  an  appli- 
cation for  final  grant  payment  may  be 
filed  as  provided  in  paragraph  (e)  of  this 
section.  The  Administrator  will  make 
final  grant  payment  thereon  only  when 
he  has  determined  that  the  following 
conditions  have  been  met: 
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(i)  A  final  Inspection  of  all  work  at 
the  project  site  has  been  conducted  by 
the  representatives  of  the  Administrator, 
the  sponsor,  and  the  contractor; 

(ii)  A  final  audit  of  the  project  ac- 
count has  been  completed  by  representa- 
tives of  the  Administrator; 

(iii)  The  sponsor  has  furnished  the 
final  "as  constructed"  plans,  unless 
otherwise  agreed  to  by  the  Regional  Ad- 
ministrator. 

(2)  Amount  of  final  grant  payments. 
Based  upon  the  final  inspection,  the  final 
audit,  the  plans,  and  the  documents  and 
supporting  information  required  by 
paragraph  (e)  of  this  section,  the  Ad- 
ministrator will  determine  the  total 
amount  of  the  allowable  project  costs  of 
a  project  and  pay  the  sponsor  the  United 
States  share  of  such  amount  less  the 
total  amount  of  all  prior  grant  pay- 
ments: Provided,  That  the  aggregate  of 
all  grant  payments  for  a  project  shall  not 
exceed  the  amount  stated  in  the  Grant 
Agreement  for  such  project  as  the  maxi- 
mum obligation  of  the  United  States  with 
respect  thereto. 

(e)  Application  for  grant  payments. 
All  applications  for  grant  payments  shall 
be  made  on  Form  ACA-1625.1  (§550.11 
(f ) ),  accompanied  by  (D  a  summary  of 
project  costs  on  Form  ACA-1630  <  §  550.11 
(g)),   (2>    a  periodic  cost  estimate  on 
Form  ACA-1629  (§550.11  (e) )  for  each 
contract  or  force  account  representing 
costs  for  which  payment  is  requested,  and 
(3)  such  supporting  information,  includ-* 
Ing  appraisals  of  property  interests,  as 
may  be  required  by  the  Regional  Ad- 
ministrator to  permit  the  determination 
of  the  allowability  of  any  costs  for  which 
payment  has  been  requested. 

(f)  Excess  grant  payments.  If  upon 
final  determination  of  the  allowability 
of  all  project  costs  of  a  project,  it  is 
found  that  the  total  of  grant  payments 
made  to  the  sponsor  is  in  excess  of  the 
total  United  States'  share  of  allowable 
project  costs  of  the  project,  such  excess 
shall  be  returned  promptly  by  the  sponsor 
to  the  United  States. 


§  550.10     Memoranda  and  hearings— 
(a)  Me7noranda.    At  any  time  prior  to 
the  issuance  of  a  grant  offer  for  a  project 
by  the  Administrator,  any  public  agency, 
person,  association,  firm,  or  corporation 
having  a  substantial  interest  in  the  dis- 
position of  the  project  application  for 
such  project,  may  file  a  memorandum 
in    support    thereof    or    in    opposition 
thereto  with  the  Administrator  through 
the  District  Airport  Engineer  of  the  dis- 
trict in   which  the  project  Is  located. 
Such  party  may  request  a  public  hearing 
with  respect  to  the  location  of  the  air- 
port the  development  of  which  is  pro- 
posed.    If,  in  the  opinion  of  the  Ad- 
ministrator, the  party  filing  the  memo- 
randum has  a  substantial  Interest  in  the 
matter,  a  public  hearing  will  be  held  In 
accordance  with  paragraph  (b)  of  this 
section. 

(b)  Hearings.  If  a  request  for  a  pub- 
lice  hearing  Is  made  and  approved  as 
set  forth  in  paragraph  (a)  of  this  section, 
the  time  and  place  of  the  hearing  will 
be  set  by  the  Administrator.  The  time 
win  be  set  so  as  to  avoid  undue  delay 
In  disposing  of  the  subject  project  appli- 
cation but  so  as  to  afford  reasonable  time 


for  all  parties  concerned  to  prepare  for 
the  hearing.  The  place  of  hearing  will 
be  at  a  place  convenient  to  the  sponsor. 
The  Administrator  will  give  notice  of 
time  and  place  by  mail  to  the  party  filing 
the  memorandum,  to  the  sponsor  or 
spon.sors,  and  to  such  other  persons  as 
the  Administrator  deems  necessary. 

(c)  Procedure.  Any  public  hearing 
under  paragraph  (b>  of  this  section  will 
be  conducted  on  behalf  ol  the  Adminis-* 
trator  by  such  examiner  or  examiners  as 
the  Administrator  may  designate.  Such 
examiner  or  examiners  shall  decide  the 
time  to  be  consumed,  Ihe  type  of  testi- 
mony to  be  heard,  and  all  other  matters 
with  respect  to  the  conduct  of  the 
hearing. 

(d)  Records.  A  hearing  will  be  re- 
corded in  such  form  and  manner  as  may 
be  determined  by  the  examiner  or 
examiners  and  the  record  so  made  shall 
become  a  part  of  the  record  of  the  project 
application. 

§  550.11  Forms.  The  purpose  of  this 
section  is  to  describe  the  various  forms 
referred  to  in  the  foregoing  sections  of 
this  part.  Copies  of  such  forms  and  as- 
sistance in  the  completion  and  execu- 
tion thereof  may  be  obtained  by  a  spon- 
sor from  the  District  Airport  Engineer 
of  the  CAA  district  in  which  the  project 
Is  located. 

(a>   Request   for   Federal    Aid.    Forin 
ACA-1623  (4-48).    This  form  consists  of 
a  statement  requesting  Federal  aid  in 
carrying  out  a  project  under  the  act,  to- 
gether with  appropriate  spaces  for  in- 
sertion of  information  relating  to:  The 
location  of  the  airport  or  airport  site:  the 
amount  and  source  of  funds  to  be  used 
by  the  sponsor  in  payment  of  that  part 
of  the  project  costs  which  are  not  to  be 
paid  with  United  States  funds;  a  general 
description  of  the  proposed  work;  and 
the  estimated  cost  of  the  proposed  work. 
It  is  to  be  executed  by  an  appropriate  of- 
ficial of  the  prospective  project  sponsor, 
(b)  Project  Application,  Form  ACA~ 
1624  (5-49'.     This  form,  which  Is  also 
to  be  executed  by  an  appropriate  official 
of  the  project  sponsor,  consists  of  four 
parts,  as  follows: 

(1)  Part  I :  Project  information.  This 
part  contains  the  sponsor's  application 
for  a  grant  of  Federal  funds  to  aid  in 
financing  a  particular  project.  Appro- 
priate spaces  are  provided  for  Insertion 
of  the  name  of  the  spoasor.  the  name 
and  location  of  the  airport  to  be  de- 
veloped, the  description  of  the  proposed 
airport  development,  and  an  estimate  of 
the  costs  of  the  project. 

(2)  Part  II:  Representations.  This 
part  contains  six  representations  and 
certifications  of  the  sponsor  of  the  proj- 
ect, reading  as  follows: 

1.  Legal  authority.  The  sponsor  has  the 
legal  power  and  authority:  (1)  To  do  all 
things  necessary  In  order  to  undertake  and 
carry  out  the  Project  In  conformity  with  the 
Act  and  the  Regulations;  (2)  to  accept,  re- 
ceive, and  disburse  grants  of  funds  from  tno 
United  States  In  aid  of  the  Project,  on  the 
terms  and  conditions  stated  In  the  Act  ana 
the  Regulations;  and  (3)  to  carry  out  all  or 
the  provisions  of  Parts  III  and  IV  of  this 
Project  Application. 

2.  Funds.    The  Sponsor  now  has  on  ae- 
poslt.  or  Is  In  a  position  to  secure.  ------- 

for  us*  in  defraying  the  cosU  of  the  Project. 
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The  present  status  of  these  funds  Is  as  fol- 
lows: (Space  is  provided  here  In  which  the 
cponsor  Is  to  Insert  sufficiently  detailed  and 
documented  information  to  permit  It  to  be 
determined  that  "sufficient  funds  are  avaU- 
able  for  that  portion  of  the  project  costs 
which  Is  not  to  be  paid  by  the  United  States", 
as  required  by  Section  9  (d)  of  the  Act. 
This  Information  should  Include  the  amount 
of  money  available  for  the  project  which  Is 
then  on  deposit  to  the  credit  of  the  sponsor, 
the  amount  available  from  any  other  source 
but  not  then  In  the  possession  or  control  of 
the  sponsor  (together  with  the  nature  of 
any  assurances  received  by  the  sponsor  that 
such  funds  will  be  furnished),  and  the 
amount  which  remains  to  be  raised  by  the 
sponsor  by  the  sale  of  bonds  or  any  other 
method  (Indicating  the  steps  thus  far  taken 
to  raise  such  funds).  In  addition,  this  In- 
formation should  include  an  itemization  of 
all  contributions  or  donations  of  land,  ma- 
terials, equipment.  labor,  or  other  asset-s  to 
be  made  to  the  project  and  claimed  by  the 
sponsor  as  project  coste.  showing  the  esti- 
mated value  or  cost  of  each  such  contributed 
or  donated  item.) 

Depository:    The  Sponsor  will  deposit  all 

project    funds    in     which     Is 

qualified  by  law  to  act  as  a  depository  of 
public  funds.  The  Sponsor  hereby  desig- 
nates   to  receive  payments  repre- 
senting the  United  States  share  cf  the 
project  costs. 

3.  Land.  The  sponsor  holds  the  following 
property  Interests  In  the  following  areas  of 
land  which  are  to  be  developed  or  used  as 
part  of  or  in  connection  with  the  airport, 
subject  to  the  following  exceptions,  encum- 
brances and  adverse  Interests,  all  of  which 
lands  are  Identified  on  the  property  map 
which  Is  attached  hereto  as  Exhibit  "A": 
I  Space  Is  provided  here  In  which  the  sponsor 
is  to  list  all  areas  of  airport  lands  which  have 
been  acquired  by  it  prior  to  the  submission 
of  the  project  application,  identifying  them 
by  area  numbers  as  shown  on  the  attached 
property  map  and  Indicating,  with  respect  to 
each  such  area,  the  Interest  held  by  the  spon- 
sor therein.  In  the  case  of  eaOi  area  In 
which  the  sponsor  holds  title  in  fee.  such 
interest  should  be  described  as  "title  in  fee, 
free  and  clear  of  all  liens,  easements,  leases, 
and  other  encumbrances  and  adverse  Inter- 
ests'.  or  if  there  are  any  such  encumbrances 
or  adverse  Interests,  they  should  be  specified 
and  the  title  described  as  title  in  fee.  sub- 
ject only  to  such  named  encumbrances  or 
adverse  Interests.  Similarly,  where  the 
sponsor  holds  some  lesser  property  Interest, 
such  Interest  should  be  specified.  Indicating 
If  it  Is  less  than  title,  the  authority  under 
which  such  Interest  Is  held.  If  the  Interest 
is  a  leasehold  estate  granted  by  some  other 
public  agency,  a  certified  copy  of  the  Inetru- 
ment  creating  such  Interest  should  be 
attached.] 

The  sponeor  further  certifies  that  the 
above  Is  bused  on  a  title  examination  by  a 
qualified  attorney  or  title  company  and  that 
such  attorney  or  title  company  has  deter- 
mined that  the  sponsor  holds  the  above 
property  Interests. 

4.  Approvals  of  other  agencies.  The  proj- 
ect has  been  approved  by  all  non-Pederal 
agencies  whose  approval  Is  required,  namely: 
(Space  Is  provided  here  In  which  the  sixjnsor 
Is  to  list  all  non-Federal  agencies  whose 
approval  of  the  project  is  required.] 

6.  Defaults.  The  sponsor  Is  not  in  default 
on  any  obligation  to  the  United  States  or 
any  agency  of  the  United  States  Govern- 
ment relative  to  the  development,  operation, 
or  maintenance  of  any  airport,  except  as 
stated  herewith:  (Space  is  provided  here  In 
which  the  sponsor  Is  to  describe  any  existing 
obligations  of  the  nature  Indicated,  on  which 
It  Is  in  default.) 

6.  Possible  disabilities.  There  are  no  lacts 
O""  circumstances  (Including  the  existence  of 
effecUve  or  proposed  lease*,  use  agreements, 
No.  89 2 
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or  other  legal  Instruments  affecting  use  of 
the  airport  or  the  existence  of  pending  litiga- 
tion or  other  legal  preceedlngs)  which:  (a) 
are  known  or  by  due  diligence  might  be 
known;  (b)  In  reasonable  probability  might 
make  It  Impossible  for  the  sponsor  to  carry 
out  and  complete  the  project  or  carry  out 
the  provisions  of  Part  HI  and  IV  of  the  Proj- 
ect Application,  either  by  limiting  its  legal 
or  financial  ability  or  otherwise;  and  (c) 
have  not  been  brought  to  the  attention  of 
an  authorized  representative  of  the  Admin- 
istrator. 

(3)  Part  III:  Sponsor's  assurances. 
This  part  contains  the  following  assur- 
ances and  covenants  on  the  part  of  the 
sponsor,  all  of  which  are  to  become  effec- 
tive upon  acceptance  by  the  sponsor  of 
a  grant  offer  for  the  project  and  remain 
In  force  and  effect  throughout  the  useful 
life  of  the  facilities  developed  under  the 
project  but  in  any  event  not  to  exceed 
20  years  from  the  date  of  such  accept- 
ance: 

2.  The  sponsor  will  operate  the  airport  as 
such  for  the  use  and  benefit  of  the  public. 
In  furtherance  of  this  covenant  (but  without 
limiting  its  general  RppUcabllity  and  effect). 
the  sponsor  specifically  agrees  that  It  will 
keep  the  airport  opea  to  all  types,  kinds,  and 
classes  of  aeronautical  use  without  dlEcrlml- 
nation  between  such  types,  kinds,  and 
classes:  Provided,  That  the  sponsor  may  es- 
tablish such  fair,  equal,  and  non-discrimina- 
tory conditions  to  be  met  by  all  users  of 
the  airport  as  may  be  necessary  for  the  safe 
and  efflnient  operation  of  the  airport;  And 
provided  further.  That  the  sponsor  may  pro- 
hibit any  given  type,  kind,  or  class  of  aero- 
nautical use  of  the  ah-port  if  such  action 
will  best  serve  the  aeronautical  needs  of  the 
area  served  by  the  airport. 

3.  The  sponsor  will  not  exercise,  grant,  or 
permit  any  execluslve  right  for  the  use  of 
the  airport  forbidden  by  Section  303  of  the 
Civil  Aeronautics  Act  of  1938,  as  amended. 
In  furtherance  of  this  convenant  (but  with- 
out limiting  Its  general  applicability  and 
effect),  the  sponsor  specifically  agrees  that 
It  wUl  not  either  directly  or  Indirectly  exer- 
cise, or  grant  to  any  person,  firm  or  cor- 
poration, or  permit  any  persons,  fii-m,  or 
corporation  to  exercise,  any  exclusive  right 
for  the  use  of  the  airport  for  commercial 
flight  operations.  Including  air  carrier  trans- 
portation, rental  of  aircraft,  conduct  of 
charter  flights,  operation  of  flight  schools  or 
the  carrying  on  of  any  other  service  or 
operation  requiring  the  use  of  aircraft. 

4.  The  sponsor  agrees  that  It  will  operate 
the  airport  for  the  use  and  benefit  of  the 
public,  on  fair  and  reasonable  terms  and 
without  unjust  dl.'^crlmlnatlon.  In  further- 
ance of  this  covenant  (but  without  limiting 
its  general  applicability  and  effect),  the 
spontor  specifically  covenants  and  agrees: 

(a)  That  In  any  agreement,  contract,  lease, 
or  other  arrangement  under  which  a  right  or 
privilege  at  the  airport  Is  granted  to  any 
person.  Arm,  or  corporation  to  render  any 
service  or  furnish  any  parts,  materials,  or 
supplies  (hicludlng  the  sale  thereof)  essential 
to  the  operation  of  aircraft  at  the  airport, 
the  sponsor  will  Insert  and  Inforce  provisions 
requiring  the  contractor: 

( 1 )  To  furnish  good,  prompt,  and  efflclent 
service  •  adequate  to  meet  all  the  demands 
for  Its  service '  at  the  airport. 

(2)  To  furnish  said  services'  on  a  fair, 
equal,  and  nondlecrlminatory  basis  to  all 
users  therof,  and 

(3)  To  charge  fair,  reasonable,  and  non- 
discriminatory prices  for  each  unit  of  sale 

•As  used  in  these  subsections  the  words 
"service"  shall  include  furnishing  of  parts, 
materials,  and  supplies  (Including  sr.le 
thereof)  M  well  as  fiunlsblng  oX  service. 
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or  service:'  Provided.  That  the  contractor 
may  be  allowed  to  make  reasonable  and  non- 
discriminatory discounts,  rebates,  or  other 
similar  types  of  price  reductions  to  volume 
purchasers. 

(b)  That  It  wUl  not  exercise  or  grant  any 
right  or  privilege  which  v.ould  operate  to 
prevent  any  person,  firm,  or  corporation  oper- 
ating aircraft  on  the  airport  from  performing 
any  services  on  Its  own  aircraft  with  Its 
own  employees  (Including,  but  not  limited 
to,  maintenance  and  repair)  that  it  may 
choose  to  perform. 

(c)  That  If  the  sponsor  exercises  any  of 
the  rights  or  privileges  set  forth  in  subsection 
(a)  of  this  paragraph  It  will  bt  bound  by  and 
adhere  to  the  condition  specified  for  con- 
tractors set  forth  In  said  subsection  (a). 

5.  Nothing  contained  herein  shall  be  con- 
strued to  prohibit  the  granting  or  exrrclse 
cf  an  exclusive  right  for  the  furnishing  of 
nonavlation  proc'uctB  ani  rupplies  or  any 
service  of  a  nor.aeronautical  nature. 

6.  The  sponsor  will  suitably  operate  and 
maintain  the  airport  and  all  facilities  thereon 
or  connected  therewith  which  are  necessary 
for  airport  purposes  other  than  facilities 
owned  or  controlled  by  the  United  States, 
and  will  not  permit  any  rctivity  thrreon 
which  would  interfere  with  Its  use  for  aero- 
nautical purposes:  Provided.  That  nothing 
contained  herein  shall  be  construed  to  re- 
quire that  the  airport  be  operated  and  main- 
tained for  aeronautical  uses  during  tempo- 
rary periods  when  snow,  flood,  or  other  cli- 
matic conditions  Interfere  substantially  with 
such  ojjeration  and  maintenance.  Essential 
facilities.  Including  night  lighting  systems, 
when  installed,  wiU  be  operated  In  such  a 
manner  as  to  assure  their  availability  to  all 
users  of  the  airport. 

7.  Insofar  as  Is  within  Its  powers  and  rea- 
sonably possible,  the  sponsor  will  prevent  the 
use  of  any  land  cither  within  or  outside  the 
boundaries  of  the  airport  in  any  manner 
(Including  the  construction,  erection,  altera- 
tion, or  growth  of  any  structure  or  other 
object  thereon  i  which  would  create  a  hazard 
to  the  landing,  taklng-off,  or  maneuvering  of 
aircraft  at  the  airport,  or  otherwise  limit  the 
usefulness  of  the  airport.  This  objective  will 
be  accomplished  either  by  the  adoption  and 
enforcement  of  a  zoning  ordinance  and  regu- 
lations or  by  the  acquisition  of  easements' or 
other  Interests  In  lands  or  airspace,  or  by 
both  such  methods.  With  respect  to  land 
outside  the  boundaries  of  the  airport,  the 
sponsor  will  also  remove  or  cause  to  be  re- 
moved any  growth,  structure,  or  other  ob- 
ject thereon  which  would  be  a  hazard  to 
the  landing,  taking-off,  or  maneuvering  of 
aircraft  at  the  airport,  or  If  such  removal  is 
not  feasible,  will  mark  or  lipht  such  growth, 
structure,  or  other  object  as  an  airport  ob- 
struction or  cause  It  to  be  so  marked  or 
lighted.  The  airport  approach  standards  to 
be  followed  In  performing  the  covenants 
contained  in  this  paragraph  shall  be  those 
establislied  by  the  Administrator  In  Office  of 
Alrnorts  Drawing  No.  672,  dated  September 
1.  1946.  unless  otherwise  apthor;z?d  by  the 
Administrator. 

8.  All  facilities  of  the  airport  developed 
with  Federal  aid  and  all  those  usable  for 
the  landing  and  taklng-off  of  aircraft  will 
be  available  to  the  United  States  at  all  times, 
without  charge,  for  use  by  military  ard  nav.al 
aircraft  In  common  with  other  aircraft,  ex- 
cept that  If  the  use  by  military  and  naval 
aircraft  Is  substantial,  a  reasonable  share, 
proportional  to  such  use,  of  the  cost  of  nj-er- 
atlng  and  maintaining  facilities  so  usnd,  may 
be  charged.  The  amount  of  use  to  be  con- 
sidered "sub.^tantlal"  and  the  charges  to  be 
made  therefor  shall  be  determined  by  the 
sponsor  and  the  using  ngercy. 

9.  Whenever  so  requested  b7  the  Admin- 
istrator, the  sponsor  will  furnbh  to  any  civil 
agency  of  the  United  States,  without  charge 
(except  for  light,  heat,  Janitor  service,  and 
similar  facilities  and  services  at  the  reason- 
able  cost   thereof),   such   space    In    airport 
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buildings  as  may  be  determined  by  the  Ad- 
ministrator  to   be   reasonably   adequate   for 
use  In  connection  with  any  airport  air  traffic 
control  activities,  weather-reporting  activi- 
ties, and  communications  activities  related 
to  clrport  air  traffic  control,  which  are  nec- 
essary to  the  sale  and  efficient  operation  or 
the  airport  and  which  such  agency  may  deem 
it  necessary  to  establish  and  maintain  at  the 
airport   for   such   purposes:    Provided ,   how- 
ever That  the  amounts  of  space  the  sponsor 
may  be  required  to  furnish  for  such  purposes 
and  on  such  conditions,  shall  not  be  In  ex- 
cess of  the  maximum  amounts  prescribed  In 
the  Grant  Agreement  relating  to  the  Project. 
Such  space  or  any  portion  thereof  v/lU   be 
made  available  as  provided  herein  within  six 
mouths    alter    receipt    of    written    request 
from  the  Administrator.     Additional  build- 
ing space  for  such  purposes  may  be  furnished 
to   any    civil    agency    of   the    United    States 
upon  such  terms  as  may  be  agreed  upon  be- 
tween   such   civil    agency    and    the   sponsor. 
10.  After   completion   of   the   Project    and 
during    the    term   of    these    covenants,    the 
Sponsor  will  maintain  a  current  system  of 
Airport  accounts  and  records,  using  a  system 
of  its  own  choice,  sufficient  to  provide  an- 
nual statements  of  Income  and  expense.     It 
will  furnish  the  Administrator  with  such  an- 
nual or  special  Airport  financial  and  opera- 
tional reports  as  he  may  reasonably  request. 
Such  reports  may  be  submitted  to  the  Ad- 
ministrator on  forms  furnished  by  him,  or 
may  be  submitted  In  such  other  manner  as 
the  Sponsor  elects,  provided  the  essential  data 
are  furnished.     The  Airport  and  all  airport 
records  and  documents  affecting  the  Airport, 
including   deeds,   leases,   operation    and   use 
agreements,   regulations,   and   other    Instru- 
ments, will  be  available  for  inspection  by  any 
duly    authorized   representative   of   the    Ad- 
ministrator   upon    re^onable    request.     The 
Sponsor  will  furnish   to  the  Administrator, 
upon  request  a  true  copy  of  any  such  docu- 
ment. 

11.  The  Sponsor  will  not  enter  Into  any 
transaction  which  would  operate  to  deprive 
It  of  any  of  the  rights  and  powers  necessary 
to  perform  any  or  all  of  the  covenanu  made 
herein,  unless  by  such  transaction  the  ob- 
ligation to  perform  all  such  covenants  Is 
assumed  by  another  public  agency  eligible 
under  the  Act  and  the  Regulations  to  assume 
such  obligations  and  having  the  power,  au- 
thority and  financial  resources  to  carry  out 
all  such  obligations.  If  an  arrangement  Is 
made  for  management  or  operation  of  the 
airport  by  anv  agency  or  person  other  than 
the  Sponsor  or  an  employee  of  the  Sponsor, 
the  Sponsor  will  reserve  sufficient  powers  and 
authorltv  to  Insure  that  the  Airport  will  be 
operated  and  maintained  In  accordance  with 
the  Act.  the  Regulations,  and  these  cove- 
nants. 

12.  The  Sponsor  will  maintain  a  master 
plan  layout  of  the  Airport  having  the  cur- 
rent approval  of  the  Administrator.  Such 
layout  shall  show  building  areas,  approach 
areas,  and  landing  areas.  Indicating  present 
and  future  proposed  development.  The 
Sponsor  will  conform  to  such  master  plan 
layout  In  making  any  future  Improvements 
or  changes  at  the  Airport  which.  If  made 
contrary  to  the  master  plan  layout,  might 
adversely  affect  the  safety,  utility,  or  effi- 
ciency of  the  Airport. 

13.  (a)  The  Sponsor  will  acquire  within  a 
reasonable  time  but  In  any  event  prior  to 
the  start  of  any  construction  work  under  the 
Project,  the  following  property  Interests  In 
the  following  areas  of  land  on  which  such 
construction  work  Is  to  be  performed,  all  of 
which  lands  are  Identified  on  the  property 
map  which  Is  attached  hereto  and  Identified 
as  Exhibit  "A":  (Space  Is  provided  here  In 
which  the  sponsor  Is  to  state  the  exact  prop- 
erty Interests  which  the  sponsor  will  acquire, 
prior  to  the  start  of  any  construction  work 
under  the  project,  in  all  areas  of  land  on 
which  any  such  construction  work  is  to  be 
performed.  Identifying  Buch  areas  by  num- 
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bers  or  other  symbols  as  shown  on  the  at- 
tached property  map.  Where  the  property 
Interest  to  be  acquired  Is  title  in  fee.  such 
title  should  be  described  as  "title  In  fee.  free 
and  clear  of  all  Hens,  easements,  leases,  and 
other  encumbrances  and  adverse  Interests." 
or  if  It  Is  expected  that  there  will  be  such 
encumbrances  or  adverse  Interests,  they 
should  be  specified  and  the  title  described 
as  title  m  fee,  subject  only  to  such  named 
encumbrances  or  adverse  interests.  Similarly 
where  the  sponsor  is  to  acquire  some  lesser 
property  Interest,  such  Interest  should  be 
specified.) 

(b)  The  Sponsor  will  acquire  within  a 
reasonable  time  and  If  feasible  prior  to  the 
completion  of  all  construction  work  under 
the  Project,  the  following  property  Interests 
in  the  following  areas  of  land  which  are  to 
be  developed  or  used  as  part  of  or  In  con- 
nection with  the  Airport  as  It  will  be  upon 
completion  of  the  Project,  all  of  which  lands 
are  Identified  on  the  property  map  which  Is 
attached  hereto  and  Identified  as  Exhibit 
"A":  [Space  is  provided  here  In  which  the 
sponsor  Is  to  state  the  exact  property  inter- 
ests that  the  sponsor  will  acquire  In  all  areas 
of  land  needed  for  airport  purposes  other 
than  those  covered  In  paragraph  13  (a)  of 
Part  III  and  In  paragraph  3  of  Part  II.  Such 
Interests  should  be  described  with  the  same 
particularity  as  those  described  In  para- 
graph 14  (a).] 

14.  If  at  any  time  It  Is  determined  by  the 
Administrator  that  there  Is  any  outstand- 
ing right  or  claim  of  rtght  In  or  to  the  air- 
port property,  other  than  those  set  forth  in 
paragraph  3  of  Part  II  and  paragraphs  13  (a) 
and  13  (b)  of  this  Part,  the  existence  of 
which  creates  an  undue  risk  of  Interference 
with  the  operation  of  the  airport  or  the  per- 
formance of  the  covenants  of  this  Part,  the 
sponsor  will  acquire,  extinguish  or  modify 
said  right,  or  claim  of  right,  in  a  manner 
acceptable  to  the  Administrator. 


(4)  Part  IV:  Project  agreement.  This 
part  contains  an  agreement  on  the  part 
of  the  sponsor,  conditional  upon  execu- 
tion of  a  Grant  Agreement  for  the  proj- 
ect, to  accomplish  the  project  in  accord- 
ance with  the  Act,  the  Regulations,  the 
plans  and  specifications,  as  approved  by 
the  Administrator,  and  the  Grant 
Agreement. 

Printed  on  the  last  page  of  the  form 
is  a  form  of  certification  to  be  executed 
by  the  spon.sor's  attorney,  stating  that 
all  statements  of  law  made  in  the  Project 
Application  and  all  legal  conclusions  upon 
which  the  representations  and  covenants 
are  based,  in  his  opinion,  are  true  and 
correct. 

(c)  Project  Application  for  Additional 
Project,  Form  ACA-1624.1  (5-49 >.  This 
form,  which  is  also  to  be  executed  by  an 
appropriate  official  of  the  project  spon- 
sor, is  a  modification  of  the  Project  Ap- 
plication. Form  ACA-1624.  and  may  be 
used  by  the  sponsor,  at  the  discretion  of 
the  Regional  Admini.strator.  for  second 
and  subsequent  projects  at  the  same  air- 
port. Form  ACA-1624.1  is  identical  with 
Form  ACA-1624  except  that,  with  respect 
to  the  former,  certain  of  the  representa- 
tions and  assurances  are  incorporated  by 
reference  in  lieu  of  being  set  forth  in 
their  entirety. 

(d>  Grant  Agreement  Form.  This 
form  consists  of  two  parts,  as  follows: 

(1>  Part  I:  Offer.  This  part  sets  forth 
an  offer  and  agreement  on  the  part  of 
the  United  States,  to  be  executed  by  the 
Regional  Administrator  on  behalf  of  the 
Administrator,  to  pay  a  certain  stated 
percentage  of  the  allowable  project  costs 
of  an  approved  project,  not  to  exceed  a 


specified  maximum  amount,  on  the  fol- 
lowing terms  and  conditions  together 
with  such  other  special  terms  and  con- 
ditions as  may  be  determined  by  the  Ad- 
ministrator to  be  necessary  with  respect 
to  the  particular  project,  to  insure  com- 
pliance with  the  act  and  the  regulations: 

2.  The  Sjxjnsor  shall: 

(a)  Begin  accomplishment  of  the  Project 
within  a  reasonable  time  after  acceptance  of 
this  offer,  and 

(b)  Carry  out  and  complete  the  Project  In 
accordance  with  the  terms  of  this  Offer,  and 
the  Federal  Airport  Act  and  the  Regulations 
promulgated  thereunder  by  the  Adminis- 
trator In  effect  on  the  date  of  this  Offer, 
which  Act  and  Regulations  are  Incorporated 
herein  and  made  a  part  hereof,  and 

(c)  Carry  out  and  complete  the  Project 
In  accordance  with  the  plans  and  sjiecitlca- 
tlons  and  property  map.  Incorporated  herein. 
as  they  may  be  revised  or  modified  with  the 
approval  of  the  Administrator  or  his  duly 
authorized  representatives. 

3.  The  Sponsor  shall  operate  and  maintain 
the  Airport  as  provided  In  the  Project  Ap- 
plication Incorporated  herein. 

4.  (First  alternate.)  The  maximum 
amounts  of  building  space  which  the  Spon- 
sor shall  be  obligated  to  furnish  civil  agen- 
cies of  the  United  States  for  the  purposes 
and  on  the  terms  and  conditions  stated  In 
paragraph  9  of  Part  III  of  the  Project  Ap- 
plication, shall  be  as  set  forth  In  the  at- 
tached schedule  of  maximum  space  reqxiire- 
menU  which  Is  Incorporated  herein  and 
made  a  part  hereof. 

4.  (Second  alternate  )  The  Administrator 
having  determined  that  i.o  space  In  airport 
buildings  win  be  required  by  any  civil  agency 
of  the  United  States  for  the  purposes  set 
forth  m  paragraph  9  of  Part  III  of  the  Proj- 
ect Application,  the  provisions  of  the  said 
paragraph  shall  be  deemed  to  be  of  no  force 
or  effect. 

6.  Any  misrepresentation  or  omission  of  a 
material  fact  by  the  Sponsor  concernlnR  the 
Project  or  the  Sponsor's  authority  or  ability 
to  carry  out  the  obligations  assvuned  by  the. 
Sponsor  In  accepting  thU  Offer  shall  termi- 
nate the  obligation  of  the  United  States,  and 
it  is  understood  and  agreed  by  the  Sponsor 
In  accepting  this  Offer  that  If  a  material  fact 
has  been  misrepresented  or  omitted  by  the 
Sponsor,  the  Administrator  on  behalf  of  the 
United  States  may  recover  all  grant  pay- 
ments mpde. 

6  The  Administrator  reserves  the  right  to 
amend  or  withdraw  this  Offer  at  any  time 
prior  to  Its  acceptance  by  the  Sponsor. 

7  This  Offer  shall  expire  and  the  United 
States  shall  not  be  obligated  to  pay  any  of 
the  allowable  coets  of  the  Project  unless  this 
Offer  has  been  accepted  by  the  Sponsor  with- 
in 60  days  from  the  above  date  of  Offer  or 
such  longer  time  as  may  be  prescribed  by  the 
Administrator  In  writing. 


This  ofTer  also  provides  that  It  Is  to 
constitute  a  Grant  Agreement  upon  Us 
acceptance  by  the  sponsor  and  that  .^cn 
Grant  Agreement  shall  remain  In  cfleci 
throughout  the  useful  life  of  the  facili- 
ties developed  under  the  project  but  in 
any  event  not  to  exceed  twenty  years 
from  the  date  of  acceptance. 

(2>  Part  II:  Acceptance.  This  pari, 
which  is  to  be  executed  by  an  appro- 
priate officer  of  the  sponsor,  containi  an 
acceptance  of  the  offer  by  the  sponsor. 

Printed  on  the  last  page  of  the  form 
is  a  form  of  certification  to  be  executeci 
by  the  sponsor's  attorney,  stating  tnai 
the  acceptance  of  the  offer  by  the  sponsor 
was  due  and  proper  and  in  accordance 
with  State  and  local  law  and  that  tne 
Grant  Agreement  constitutes  a  legal  ana 
binding  obligation  of  the  sponsor. 


Tucsdarj,  May  10, 1940 

fe>  Periodic  Cost  Estimate,  Form 
ACA-1629  (5-49).  Thi.s  form  contains 
two  certifications,  as  follows: 

<1>  A  certification  to  be  executed  by 
the  contractor  (or  the  sponsor  with  re- 
spect to  force  account  work)  that  "the 
work  performed  and  the  materials  sup- 
plied to  date,  as  shown  on  this  Periodic 
Cost  Estimate,  represent  the  actual  value 
of  accomplishment  under  the  terms  of 
this  contract  in  conformity  with  ap- 
proved plans  and  specifications,  that  the 
quantities  shown  were  properly  deter- 
mined and  are  correct,  and  that  there 
has  been  full  compliance  with  all  labor 
provisions  included  in  the  contract  iden- 
tified above";  and 

<2»  An  "acknowledgment  and  concur- 
rence" of  the  sponsor's  engineer,  con- 
curiing  In  the  contractors  certification 
(to  be  omitted  In  the  case  of  force  ac- 
count work*. 

These  certifications  are  preceded  by 
spaces  for  Inserting  information  regard- 
ing the  progre.ss  of  construction  work, 
including  the  dates  when  notice  to  pro- 
ceed with  the  work  was  given,  when  the 
work  was  commenced,  and  when  com- 
pletion of  the  work  is  anticipated,  the 
percentage  of  physical  completion  of  the 
contract  work,  the  latest  revised  esti- 
mate of  the  quantity  and  cost  of  each 
item  of  the  work  to  be  accomplished, 
and  a  statement  of  the  quantities  and 
value  of  all  construction  work  actually 
accomplished  as  of  the  end  of  the  period 
for  which  the  report  is  prepared. 

Instructions  for  the  preparation  of  this 
form  are  appended  thereto  and  a  Con- 
tinuation Sheet  <Porm  ACA-1629a)  is 
provided  for  use  where  additional  space 
is  needed. 

<f'  Application  for  Grant  Payment 
Form  ACA-1625.1  (5-49 >.  This  form' 
contains  a  formal  statement  of  app^pa- 
tion  for  grant  payment  in  a  specified 
amount,  the  sponsor  Indicating  whether 
such  payment  Is  for  a  partial,  semi-final, 
or  final  grant  payment.  This  form  also 
contains  appropriate  spaces  for  inserting 
a  summary  of  the  total  costs  Incurred  as 
of  a  certain  specified  date,  the  estimated 
United  States  share  of  total  costs,  the 
total  amount  of  previous  applications  for 
grant  payments,  and  the  amount  of  the 
current  application  for  grant  payment 
broken  down  into  the  following  four 
cla.s.<;ificatlons  of  costs:  (1)  land  « Includ- 
ing cost  of  acquiring  land  and  adminis- 
trative costs  incident  thereto;  (2>  con- 
struction (value  of  work  performed  to 
datpi;  (3)  engineering;  and  (4>  admin- 
istrative. There  is  also  a  form  of  certi- 
fication on  the  part  of  the  sponsor,  read- 
ing as  follows; 

1  certify  that  the  above  application  for 
grant  payment  Is  correct  and  Just,  and  for 
a  payment  which  has  not  been  received.  I 
further  certify  that  the  cost  estimates  and 
statement  of  coats  incurred  as  set  forth  on 
thlf  application  are  true  and  correct,  and  re- 
late only  to  Items  of  airport  development 
contemplated  by  the  grant  a^eement  for 
^Is  project;  and  that  all  such  coats  have 
been  Incurred  In  connection  with  airport 
development  accomplished  In  accordance 
*lth  the  grant  agreement  and  applicable 
plans  and  specifications, 

together  with  a  certification  of  the  Dis- 
trict Airport  Engineer  reading  as  follows : 
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I  hereby  certify  that  the  physical  construc- 
tion woik  reflected  on  this  application  has 
been  Inspected  under  my  direction  at  reason- 
ably frequent  Intervals  by  qualifier  em- 
ployees of  the  Civil  Aeronautics  Adm.nlstra- 
tlon.  Through  such  Inspections,  and  by 
other  means  and  checks  recognized  as  good 
engineering  practice.  I  am  satisfied  that  the 
work  accomplished  i.s  In  accordance  with  the 
plans  and  specifications  and  provisions  of 
the  contract.  The  value  of  construction 
work  performed  as  claimed  above  Is  sup- 
ported In  detail  by  periodic  cost  estimates 
previously  approved  by  thU  office.  Other 
claimed  project  costs  appear  to  be  reason- 
able. Subject  to  actual  verification  of  all 
sUted  costs  by  CAA  audit  prigr  to  the  pay- 
ment of  final  grant.  I  recommend  payment 
of  this  application  for  grant  funds. 

Appended  to  this  form  are  Instructions 
for  its  preparation. 

(g)  Summary  of  Project  Costs.  Form 
ACA-1630  (5-48 K  This  form  contains 
spaces  in  which  the  sponsor  is  to  insert 
the  latest  revised  estimate  of  total  proj- 
ect costs,  the  total  costs  incurred  to  date, 
and  the  percentape  that  the  latter  bears 
to  the  former,  al!  of  these  figures  to  be 
broken  down  into  five  main  cost  classifi- 
cations: (1)  Land  costs  (including  cost 
of  acquiring  land  and  administrative 
costs  incident  thereto).  (2)  construction. 
(3)  engineering,^ (4)  administrative,  and 
(5)  contingencies.  Instructions  for  the 
preparation  of  this  form  are  appended 
thereto. 

This  amendment  shall  become  effective 
upon  publication  in  the  F  e  d  e-r  a  l 
Register. 

Note:  The  reporting  and  record-keeping 
requirements  contp-ined  In  this  amendment 
have  been  approved  by  the  Bureau  of  the 
Budget  pursuant  to  the  Federal  Reports 
Acts  of  1942. 

fSEALl  D.  W.  Rentzel. 

Administrator  of  Civil  Aeronautics. 

(P.    R.    Doc.    49-3728;    Piled.'  May    9,    1949; 
9:00  a.  m.l 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  52 — Canned  Vegetables  Other  Than 
Those  Specifically  Regulated;  Defi- 
nitions AND  Standards  or  Identity 

CANNED  potatoes 

In  the  matter  of  amending  the  defini- 
tion and  standard  of  identity  for  canned 
potatoes : 

By  virtue  of  the  authority  vested  in  the 
Federal  Security  Administrator  by  the 
provisions  of  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (sees.  401,  701;  52  Stat. 
1046, 1055 ;  21  U.  S.  C.  341.  371) .  and  upon 
the  basis  of  substantial  evidence  received 
at  the  public  hearing  held  pursuant  to 
the  notice  published  In  the  Federal  Reg- 
ister on  February  4,  1949  (14  F.  R.  491), 
no  exceptions  having  been  filed  to  the 
tentative  order  issued  by  the  Acting  Fed- 
eral Security  Administrator  and  pub- 
lished In  the  Federal  Register  on  April 
13.  1949  (14  F.  R.  1769).  the  following 
order  is  hereby  made: 
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Findings  of  fact.^  1.  Definitions  and 
standards  of  identity  for  canned  v.^c- 
tables  other  than  those  specifically  reg- 
ulated (21  CFR  Cum.  Supp.  52.993 >  as 
promulgated  by  publication  in  thi^  Fed- 
eral Register  of  Pebruajy  28.  1940,  es- 
tablished a  definition  and  standard  of 
identity  for  canned  potatoes  without  pro- 
viding for  the  use  of  calcium  salts  as  op- 
tional Ingredients  of  such  food.     (Ex.  2) 

2.  In  canning  potatoes  dilficuliy  is 
sometimes  encountered  due  to  a  soften- 
ing of  the  potatoes  followed  by  brtf  !:ing 
down  or  sloughing  off  of  the  outer  layers. 
These  effects  result  in  an  unattractive 
appearance  of  both  the  potatoes  and  the 
liquid  medium  in  which  they  are  packed. 
The  factors  responsible  for  this  conoiiion 
in  canned  potatoes  have  not  been  ctatj- 
lished.  (R.  12.  13.  18-19.  20-21  24  23 
32-83.  34.  45,  47,  49,  50,  53.  59-61.  €4-67* 
75:  Ex.  4) 

3.  Difficulties  similar  to  tho.se  de- 
scribed in  finding  2  are  alro  encount:red 
in  canned  tomatoes,  but  they  were  found 
to  be  overcome  to  a  large  ex'ent  by  add- 
ing small  amounts  of  purified  calcum 
ch'oride,  calcium  sulfate,  calcium  citrate, 
monocalcium  phosphate,  or  mixtures  of 
these.  Experiments  have  also  shown 
that  calcium  salts  when  added  in  can- 
ning potatoes  serve  to  prevent  the  break- 
ing up  of  the  potatoes.  Investigators 
believe  that  the  action  of  the  calcium 
salts  in  canned  potatoes  is  analogous  to 
the  action  of  calcium  salts  in  canned 
tomatoes  and  that  the  firming  is  re- 
lated to  the  calcium  content  of  the  .salt.s. 
The  investigations  indicate  that  the 
quantity  of  calcium  salts  needed  for  firm- 
ing potatoes  varies  with  the  potatoes  be- 
ing canned,  but  that  a  quantity  expressed 
In  terms  of  the  calcium  contained  there- 
in, amounting  to  0.051  percent  of  cal- 
cium by  weight  of  the  fini.shed  canned 
potatoes,  is  sufficient  for  firming  pota- 
toes. (R.  10.  12.  21.  26.  27,  29-30,  32-33 
34,  37-38.  40-43.  47.  49-50.  52-55.  57-58" 
62.   63-68.   70-71.   74.   75,   79;   Ex.   2.  4)* 

4.  In  addition  to  the  calcium  salts  ased 
with  canned  tomatoes,  it  was  recom- 
mended that  calcium  gluconate  be  rec- 
ognized for  use  in  canned  potatoes.  The 
reasons  advanced  were  largely  theoreti- 
cal. No  evidence  that  calcium  gluconate 
Is  a  normal  constituent  of  food  was  ad- 
duced, and  there  was  no  showing  that 
animal-feeding  experiments  have  been 
made  to  determine  the  effect  of  long- 
time use  of  thLs  salt.  The  evidence  Is 
Insufficient  to  show  whether  calcium  glu- 
conate Is  suitable  for  such  use.  (R  10 
11-12,  16-17.  28.  37-38,  39-40.  43-44.  7o' 
75) 

5.  Since  the  firming  of  potatoes  ap- 
pears to  depend  on  the  calcium  content 
of  the  calcium  salts  added,  a  reasonably 
Informative  label  statement  for  canned 
potatoes  to  which  one  or  more  of  the 
permitted  calcium  salts  have  been  added 

is  "Trace  of Added"  or  -With 

Added  Trace  of "  the  blank  being 

filled  In  with  the  words  "Calcium  Salt" 
or  "Calcium  Salts."  as  the  case  may  be, 
or  with  the  name  or  names  of  the  partic- 


'  Citations  following  each  finding  of  fact 
refer  to  the  pages  of  the  transcript  of  testi- 
mony and  the  exhibits  received  In  evidence 
at  the  hearing. 
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ular  calcium  salt  or  salts  added.     (R. 
12.  30-31.  42.  69-72:  Ex.  2) 

Conclusions.    On  the  basis  of  the  sub- 
stantial evidence  of  record  and  the  fore- 
going findings  of  fact.  It  is  concluded 
that  it  will  promote  honesty  and  fair 
dealing  in  the  interest  of  consumers  to 
amend  the  definitions  and  standards  of 
identity  for  canned  vegetables  other  than 
those  specifically   regulated  to   provide 
for  the  optional  use  in  canned  potatoes 
of  purified  calcium  chloride,  calcium  sul- 
fate, calcium  citrate,  monocalcium  phos- 
phate, or  any  mixture  of  two  or  more 
of  these  calcium  salts.  In  amounts  rea- 
sonably necessary  to  firm  the  potatoes, 
but  in  no  case  in  an  amount  such  that 
the  calcium  contained  in  such  salts  or 
mixtures  is  more  than  0.051  percent  of 
the  weight  of  the  finished  canned  pota- 
toes, and  to  provide  for  label  statement 
of  such  optional  ingredients. 

Wherefore,  it  is  ordered.  That  para- 
graphs (c)  (3)  and  (f)  (1>  of  §  52  990  be 
rewritten  to  read  as  follows: 

§  52  990    Canned  vegetables:  identity; 
label    statement    of    optional    ingredi- 
ents.   •    •     • 
(c)    •     •     • 

(3)   (i)  Starch.  In  the  cases  of  white 
sweet  corn  (cream  style  or  crushed  form) 
and  yellow  sweet  corn  (cream  style  or 
crushed  form)   in  a  quantity  not  more 
than  sufficient  to  insure  smoothness. 

(il)  In  the  case  of  potatoes,  purified 
calcium  chloride,  calcium  sulfate,  cal- 
cium citrate,  monocalcium  phosphate,  or 
any  mixture  of  two  or  more  such  calcium 
salts,  in  a  quantity  reasonably  necessary 
to  firm  the  potatoes,  but  in  no  case  in  a 
quantity  such  that  the  calcium  contamed 
in  any  such  calcium  salt  or  mixture  is 
more  than  0.061  percent  of  the  weight  of 
the  finished  food. 

.  .  •  •  • 

(f )  (1)  If  the  optional  ingredient  spec- 
ified In  paragraph  (c>  <2)  of  this  section 
Is  present,  the  label  shall  bear  the  state- 
ment "        —  Oil  Added"  or  "With  Added 

Oil."  the  blank  being  filled  in  with 

the  common  or  usual  name  of  the  oil. 
If  the  optional  ingredient  specified  in 
paragraph  (O  (3)  (D  of  this  section  is 
present,  the  label  shall  bear  the  state- 
ment "Starch  Added  to  Insure  Smooth- 
ness "  If  the  optional  ingredient  speci- 
fied In  paragraph  (c)  (3)  (ID  of  this 
section  is  present,  the  label  shall  bear 
the  statement  "Trace  of Add- 
ed" or  "With  Added  Trace  of 

the  blank  being  filled  In  with  the  words 
"Calcium  Salt"  or  "Calcium  Salts."  as  the 
case  may  be,  or  with  the  name  or  names 
of  the  particular  calcium  salt  or  salts 
added.  If  the  optional  ingredient  speci- 
fied In  paragraph  (O  (4)  of  this  sec- 
tion Is  present,  the  label  shall  bear  the 
statement  "With  Snaps." 

Effective  date.  The  season  for  canning 
potatoes  begins  In  some  of  the  important 
canning  areas  in  the  latter  part  of  May. 
During  the  1948  packing  season  It  was 
observed  that  In  Tennessee  the  need  for 
added  calcium  salts  for  firming  potatoes 
was  greater  at  the  start  of  the  canning 
season  than  It  was  later  In  the  season. 
The  proximity  «f  the  1949  packing  season 
creates  an  emergency  condition  In  the 
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matter  of  amending  the  definition  and 
standard  of  Identity  for  canned  potatoes 
to  recognize  the  addition  of  calcium  salts 
as  optional  Ingredients.  It  is  concluded 
that  it  Is  necessary  for  this  amendment 
to  become  effective  30  days  from  the  date 
of  publication  of  this  order  In  the 
Federal  Register. 

Wherefore,  it  is  ordered.  That  the 
amendments  to  the  definition  and  stand- 
ard of  identity  for  canned  potatoes  here- 
in provided  shall  become  effective  30  days 
from  the  date  of  publication  of  this  order 
In  the  Feder.\l  Register. 
(Sees.  401.  701.  52  Stat.  1046.  1055;  21 
U.  S.  C.  341.371) 

Dated :  May  4.  1949. 

[SEAL]  Oscar  R.  Ewing, 

Administrator. 

|F.    R.    Doc.    49-3677;    FUed.    May    9.    1949; 
8;49  a.  m.] 


3  Effective  as  of  April  8,  1949.  Item  18 
of  Amendment  83  Is  corrected  to  read 

as  follows:  .  ^  j  * 

16.  Schedule  A.  Item  258,  is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  lollows: 

Blair;  Cambria;  and.  In  Somerset  County 
the  Townships  of  Conemough.  Jenner.  Lin- 
coln Ogle,  Paint,  Shade,  Somerset,  Summit 
and  Quemahonlng  and  the  Boroughs  of  Ben- 
son.  Boswell,  Central  City,  HooversvUle.  Gar- 
rett, Jennerstown.  Meyersdale,  Paint,  Somer- 
set, Stoyestown,  and  Wlmdber. 

This  decontrols  from  5§  825.1  to  825  12 
all  of  Somerset  County  except  the  Town- 
ships and  Boroughs  specified  In  the  de- 
scription contained  in  Schedule  A,  Item 
258,  as  hereby  amended. 
Issued  this  5th  day  of  May  1949. 
J.  Walter  White. 
Acting  Housing  Expediter. 

[F.    R.    Doc.    49-3675;    Filed.    May    0.    1949; 
8:48  a.  m.) 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII— Office  of  the  Housing 
Expediter 

[Controlled  Housing  Rent  Reg. »  Corr.] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 
controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§S  825.1  to  825.12)  is  corrected  in 
the  following  respects: 

1.  Effective  as  of  April  8.  1949.  Item 
16  of  Amendment  82.  is  corrected  to  read 
as  follows: 

16.  Schedule  A.  item  238.  Is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  follows: 

Erie;  Ottawa;  Sandusky,  except  those 
islands  In  Lake  Erie  which  are  part  of  Ottawa 
and  Erie  Counties;  and  those  portions  ot 
Huron  County  which  are  within"  the  Town- 
ships of  Bellevue,  Greenwich.  Lyme.  New 
Haven,  New  London,  Norwalk.  Richmond  and 
Rldgefleld. 

This  decontrols  from  5§  825.1  to  825.12 
all  of  Huron  County  except  the  Town- 
ships of  Bellevue.  Greenwich.  Lyme.  New 
Haven.  New  London,  Norwalk.  Richmond, 
and  Ridgefield.  in  the  Sandusky-Port 
Clinton,  Ohio,  E>efense-Rental  Area. 

2.  Effective  as  of  April  5,  1949,  Item  8 
of  Amendment  81  is  corrected  to  read 
as  follows: 

8.  Schedule  A.  Item  85b,  Is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  follows: 

In  Morgan  County,  Road  District  No.  7  and 
Road  District  No.  14. 

This  decontrols  from  55  825.1  to  825.12 
all  of  the  Jacksonville,  Illinois,  Defense- 
Rental  Area  except  Road  Districts  Nos. 
7  and  14  which  Include  the  housing  area 
of  Jacksonville  and  South  Jacksonville. 
Illinois  and  the  surrounding  territory. 


[Controlled  Housing  Rent  Reg.,>  Amdt    93] 

Part  825— Rent  Regulations  Under  thb 
Housing   and  Rent  Act  or   1947,  as 
Amended 
controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Resula- 
tion  (§5  825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A,  Item  64c,  is  amended  to 
read  as  follows: 

64c     (Revoked  and  decontrolled.] 

This  decontrols  from  55  825.1  to  825  12 
the  St.  Petersburg.  Florida.  Defense- 
Rental  Area. 

(Sec  204  (d).  61  Stat.  197,  as  amended 
bj<62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d>  Applies  sec.  204.  61  Stat.  197.  as 
amended  by  62  Stat.  37.  by  62  Stat.  94 
and  by  Pub.  Law  31.  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tlve  May  5.  1949. 

Issued  this  5th  day  of  May  1949. 
J.  Walter  White. 
Acting  Housing  Expediter. 

|F.   R.    Doc.    49-3681;    Filed.    May    9.    1949; 
8:60  a.  m.] 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg..»  Corr.| 

Part  825— Rent  Regulations  Under  thi 
Housing  and  Rent  Act  or  1947.  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 
The  Rent  Regulation  for  Controlled 

Rooms  In  Rooming  Houses  and  Other 


Tuesday,  May  10, 1949 

Establishments   (55  825.81  to  825.92)   la 
corrected  In  the  following  respects: 

1.  Effective  as  of  April  8,  1949,  item  16 
of  Amendment  78,  Is  corrected  to  read  as 

follows: 

16.  Schedule  A,  item  238.  Is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  follows: 

Erie;  Ottaw.a;  Sandusky,  except  those 
Islands  In  Lake  Erie  which  are  part  of  Ottawa 
and  Erie  Counties;  and  those  portions  of 
Huron  County  which  are  within  the  Town- 
ships of  Bellevue.  Greenwich.  Lyme.  New 
liaven,  New  London.  Norwalk.  Richmond  and 
Ridgefield. 

This  decontrols  from  55  825.81  to 
825.92  all  of  Huron  County  except  the 
Townships  of  Bellevue.  Greenwich.  Lyme, 
New  Haven,  New  London,  Norwalk.  Rich- 
mond, and  Ridgefield.  In  the  Sandu«ky. 
Port  Clinton,  Ohio,  Defense-Rental  Area. 

2.  Effective  as  of  April  5, 1949,  Item  8  of 
Amendment  77  Is  corrected  to  read  as 
follows: 

8.  Schedule  A,  Item  65b.  Is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  follows: 

In  Morgan  County.  Road  District  No.  7 
and  Road  District  No.  14. 

This  decontrols  from  55  825.81  to  825.92 
ell  of  the  Jacksonville.  Illinois  Defense- 
Rental  Area  except  Road  Districts  Nos.  7 
and  14  which  include  the  housing  area  of 
Jack.sonville  and  South  Jack.sonviIle, 
Illinois  and  the  surrounding  territory. 

3.  Effective  as  of  April  8.  1949.  Item  15 
of  Amendment  79  Is  corrected  to  read  as 
follows: 

15.  Schedule  A,  Item  268  is  amended  to 
describe  the  counties  In  the  Defense-Rental 
Area  as  follows: 

Blalr;  Cambria;  and.  in  Somerset  County 
the  Townships  of  Conemough.  Jenner.  Lin- 
coln. Ogle.  Paint.  Shade.  Somerset.  Summit 
aj.d  Quemahonlng  and  the  Boroughs  of  Ben- 
B;  II,  Boswell.  Central  City,  l^ooversvllle.  Gar- 
rett, Jennerstown,  Meyersdale.  Paint.  Somer- 
set. Stoyestown.  and  Wlmdber. 

This  decontrols  from  §5  825.81  to  825.92 
ail  of  Somerset  County  except  the  Town- 
ship.s  and  Boroughs  specified  in  the  de- 
scription contained  in  Schedule  A.  Item 
258,  as  hereby  amended. 

Issued  this  5th  day  of  May  1S49. 

J.  Walter  White, 
Acting  Housing  Expediter. 

IF     R.    Doc.    49-3676;     Filed,  May    9,    1949; 
8:49  a.  m.j 
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IBtO.  1832.  2061.  2062. 
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hereby  amended  In  the  following  re- 
spect: 

Schedule  A,  Item  64c,  la  amended  to 
read  as  follows: 

C4o     [Revoked  and  deoon trolled. J 

This  decontrols  from  §5  825.81  to 
825.92  the  St.  Petersburg,  Florida,  De- 
fense-Rental Area. 

(Sec.  204  (d).  61  Stat.  197.  as  amended 
by  62  Stat.  37.  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App. 
1894  (d).  Applies  sec.  204,  61  Stat.  197. 
as  amended  by  62  Stat.  37,  by  62  Stat.  94 
and  by  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive May  5,  1949. 

Issued  this  5th  day  of  May  1949. 

J.  Walter  White, 
Acting  Housing  Expediter. 

[P.    R.    Doc.    49-3680:    Piled.    May    8,    1949; 
8:49  a.  m.] 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  202 — Anchorage  Regulations 

miscellaneous  amendments 

Pursuant  to  the  provisions  of  section  1 
of  the  act  of  April  22.  1940  (54  Stat.  150; 
33  U.  S.  C.  180 )  and  section  7  of  the  River 
and  Harbor  Act  of  March  4.  1915  (38 
Stat.  1053;  33  U.  S.  C.  471).  H  202.1  (h\ 
202.10  (a).  202.15.  202.20.  202.25.  202  27 
(b>.  202.30  (h\  202.50  (b).  202.55  (a). 
202  65  'b).  202.68  la).  202.80  (a),  202.82 
(b>.  202  84.  202.94.  202.100.  202.110  (a). 
and  202.120  (a)  are  hereby  amended, 
and  §  202.26  Is  hereby  prescribed,  as  fol- 
lows: 

J  202.1  Spec/aZ   anchorage    areas. 

•     •     • 

(b)  The  areas  hereinafter  described 
are  designated  as  special  anchorage 
areas.  <A11  bearings  are  referred  to  true 
meridian.) 

•  •  •  •  • 

PORT  or  NTW  YOKK  AND  VICINITY 

Huntington  Harbor,  N.  Y.  All  of  the  Hunt- 
in^on  Harbor  Anchorage  (described  In 
1202.20). 

•  •  •  •  • 

BLACKHOLE  CRETK,  MD. 

Tlie  waters  on  the  west  side  of  Blackhole 
Creek,  a  tributary  of  Magothy  River,  south- 
west of  a  line  bearing  3 10 '30'  from  the  most 
northerly  tip  of  an  unnamed  Island  located 
0  16  mile  upstream  from  the  mouth  of  the 
creek  approximately  660  feet  to  the  west 
shore  of  the  creek;  northwest  of  a  line  rang- 
ing from  the  southwesterly  tip  of  the  Island 
toward  the  point  of  land  on  the  west  shore 
of  the  creek  Immediately  southwest  thereof; 
and  north  of  a  line  100  feet  from  and  paral- 
lel to  the  shore  of  the  creek  to  Its  Inter- 
section with  the  south  property  line  ex- 
tended of  the  Potapskut  Sailing  Association, 
Inc..  thence  northwesterly  along  the  said 
property  Una  extended  to  the  shore. 

COKPtTS  CHRIST!  BAT,  TXXAB 

•  •  •  •  • 

1 202.10  New  Bedford  Outer  Harbor. 
Buzzards  Bay.  Vineyard  and  Nantucket 
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Sounds,   Mass.—ia)    The   anchorage 
(/rounds.    *     •     * 

(6)    Anchorage  F.      •     •     •     Nona- 
messet  Island    •     •     • 
.  (8)  Anchorage    H.     *     *     •     Squash 
Meadow  West  End  Buoy  21;     •     •     • 

(9)  Anchorage  I.  •  •  •  Hedge 
Fence  East  End  Buoy     •     •     • 

§  202.15  Narragansett  Bay,  R.  I.  (a) 
The  anchorage  grounds.     •     •     • 

(2)  Anchorage  B.  Off  the  west  shore 
of  Aquldneck  Island     ♦     •     • 

(5)  Anchorage  E.     •     •     • 

<1I '  *  •  •  anchors  or  moorings  In 
place     •     •     • 

(6 1  Anchorage  F.  *  •  •  tov.'ard 
the  northeast  corner  of  the  Fort  Adams 
stone  wharf,     •     •     • 

(b)   The  regulations.     •     ♦     • 
(4)   •     •     •    v.'Ith  reasonable  prompt- 
ness. 

•  •  •  •  • 

§  202.20  Huntington  Harbor,  Long 
Island,  N.  Y.— (a)  The  anchorage 
grounds.  Northwestward  of  a  line  rang- 
ing from  New  York  Telephone  Company 
pole  No.  4J  with  a  transformer  on  top 
along  the  northeast  side  of  Mill  Dam 
Road  toward  the  southwest  corner  of  a 
timber  hopper  on  the  Old  Town  Etock; 
westward  of  a  line  bearing  177°  from 
the  tower  of  Ferguson's  Castle  along  the 
east  side  of  New  York  Avenue;  south- 
eastward of  a  line  bearing  234°  12'  from 
the  southeast  corner  of  the  main  build- 
ing of  Knutson's  Shipyard,  north  of  the 
Town  Park;  eastward  of  a  line  bearing 
35°  55'  from  the  corner  of  the  south 
abutment  of  the  Mill  Dam  Road  bridge 
across  the  Mill  Pond  spillway;  and  north- 
eastward of  a  line  bearing  111°  33'  from 
the  chimney  at  the  north  end  of  the 
house  at  the  westerly  end  of  Mill  Dam 
Road. 

Note:  All  bearings  In  this  section  are  re- 
ferred to  true  meridian. 

(b)  The  regulations.  (1)  When  ap- 
plied for,  a  berth  In  this  anchorage,  if 
available,  may  be  assigned  to  any  VGs.<^eI 
by  the  Captain  of  the  Port  of  New  York. 

(2t  The  Captain  of  the  Port  is  au- 
thorized to  issue  permits  for  maintain- 
ing mooring  buoys  within  the  anchorage. 
The  method  of  anchoring  these  buoys 
shall  be  as  prescribed  by  the  Captain  of 
the  Port. 

<3)  No  vessel  shall  anchor  In  the  an- 
chorage in  such  manner  as  to  Interfere 
with  the  use  of  a  duly  authorized  moor- 
ing buoy. 

(4)  No  vessel  shall  be  navigated  with- 
in the  anchorage  at  a  speed  exceeding 
six  knots. 

<5)  In  case  of  emergencies,  the  Cap- 
tain of  the  Port  Is  authorized  to  shift  the 
position  of  any  unattended  vessel  moored 
in  or  near  the  anchorage. 

5  202.25  Port  of  New  Yorfc— (a)  Long 
Island  Sound.     •     •     • 

(b)  East  River— (1)  Anchorage  No.  8. 
•     •     • 

Note:  All  bearings  in  this  section  are  re- 
ferred to  true  meridian. 


(3)  Anchorage    No.    8.  *     •     •    at 

Old  Perry  Point  and     •     •  • 

(8)  Anchorage  No.  14.  In  Hallets 
Cove.    •    •     • 
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(c)  Hudson  River.     •     •     • 

Note:  Special  anchorage  area*  In  Hudson 
River  are  described  In  I  202.1  [Revoked) 

(d)  Upper  Bay.     •     •     • 

(3)  Anchorage     No.     20-B.     *     *     * 
Coast  Guard  Depot  North  Dock  Light, 


(1)  The  portion  of  Anchorage  No.  20-B 
which  is  easterly  of  a  line  ranging  204^30' 
from  the  east  end  of  the  east  landing 
pier  on  Bedloe's  Island  to  Bayonne 
Terminal  Lighted  Bell  Buoy  2  and  Rob- 
bins  Reef  Lighted  GJong  Buoy  27  is  set 
aside  as  a  naval  anchorage.  The  Cap- 
tain of  the  Port  may  permit  commercial 
vessels  to  anchor  temporarily  in  this 
area,  ordinarily  for  not  more  than  24 
hours,  when  the  anchorage  will  not  be 
needed  for  naval  vessels.  Commercial 
vessels  so  anchored  shall  be  moved  at 
their  own  expense  whenever  the  anchor- 
age Is  needed  for  naval  vessels. 

(4)  No  vessel  shall  anchor  between 
Ellis  Island  and  the  piers  of  the  Central 
Railroad  of  New  Jersey,  or  in  the 
dredged  channel  approaches  to  this 
space  or  the  piers  and  wharves  of  the 
railroad,  or  in  the  dredged  channel  ap- 
proaches to  the  National  Docks  at  Black 
Tom  Island,  to  Bedloe's  Island,  to  the 
Greenville  and  Claremont  Terminals,  or 
in  the  New  Jersey  Pierhead  Channel  or 
near  the  entrances  to  said  channels  so 
as  to  obstruct  the  approaches  or  inter- 
fere in  any  way  with  the  free  navigation 
thereof. 

(5)  Anchorage  No.  21.  *  •  '.A 
fairway  600  feet  wide  crossing  the  an- 
chorage, marked  by  buoys  at  each  en- 
trance, shall  be  excluded  therefrom.  Its 
northerly  side  is  on  range  with  Clare- 
mont Terminal  Lighted  Buoy  1,  at  the 
entrance  to  Claremont  Terminal  Chan- 
nel, and  the  center  of  the  head  of  the 
north  pier  of  the  of  the  Long  Island  Rail- 
road Terminal  at  the  foot  of  64th  Street. 
Bay  Ridge.  Brooklyn.  Anchorage  No.  21 
Is  divided  Into  Anchorages  Nos.  21-A  and 
21-B.  ' 

(i)  Anchorage  No.  21-A  (for  barges). 
That  portion  of  Anchorage  No.  21.  north- 
ward of  the  fairway,  northward  and 
eastward  of  Anchorage  No.  21-B.  Deep- 
draft  vessels  are  required  to  use  the  west- 
ern half  of  the  anchorage,  light-draft 
vessels  are  required  to  use  the  eastern 
half,  and  barges  drawing  12  feet  or  less 
are  required  to  use  that  portion  of  the 
anchorage  southward  of  a  line  ranging 
from  the  end  of  the  39th  Street  Ferry 
rack  (northeast  rack).  Brooklyn,  to 
Gowanus  Flats  Lighted  Bell  Buoy  28. 

(il)  Anchorage  No.  21-B  *for  steam- 
ers). That  portion  of  Anchorage  No.  21 
southward  of  the  fairway:  and  that  por- 
tion of  Anchorage  No.  21.  northward  of 
the  fairway,  southward  of  a  line  ranging 
from  the  end  of  the  39th  Street  Ferry 
rack  (northeast  rack*.  Brooklyn,  to 
Gowanus  Flats  Lighted  Bell  Buoy  28.  and 
westward  of  a  line  ranging  from  the 
westerly  point  of  Red  Hook  to  the  north 
corner  of  Pier  21  of  the  Pouch  Terminal 
at  Clifton,  Staten  Island. 

(ill)  Vessels  of  the  various  types  re- 
quired to  use  Anchorages  Nos.  21-A  and 
21-B  may  be  anchored  in  areas  other 
than  those  set  aside  for  them  for  a  lim- 
ited time  after  first  obtaining  a  permit 
fro  ::  the  Captain  of  the  Port,  when  and 
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to  the  extent  that  they  are  not  needed 
for  vessels  of  the  types  assigned  to  them. 
No  vessel  shall  occupy  these  anchorages 
for  a  jjerlod  longer  than  30  days,  unless 
a  permit  is  obtained  from  the  Captain  of 
the  Port  for  that  purpose. 

(6)  Anchorage  No.  22  {temporary  gen- 
eral anchorage K     *     •     • 

(7)  Anchorage  No.  24  (quarantine  an- 
chorage k     •     •     • 

(j>  Raritan  Bay.     •     •     • 

(5)  Anchorage  No.  47.  •  *  *  lati- 
tude 40°28'48.5".     •     •     • 

(1>  General  regulations.    •     •     • 

(5)  Anchors     •     •     • 

(m)  Anchorages  for  vessels  carrying 
explosives — (1)  Anchorage  No.  49-B. 
•     •     •    Constable  Hook.     •     •     • 


§  202.26    Randall  Bay.  Freeport,  Long 
Island,  N.  Y. — (a )  The  anchorage  grounds. 
Southward  of  a  line  312  feet  south  of  and 
parallel   to   the   south   side   of   Casino 
Street;  eastward  of  a  line  215  feet  east 
of  and  parallel  to  the  east  side  of  West 
Side  Avenue,  said  line  extending  south- 
erly to  a  point  233  feet  north  of  the  pro- 
longed  north   side   of   Clinton    Street; 
northeastward  of  a  line  from  the  last- 
mentioned   point   to   a   point   243   feet 
southerly  of  the  prolonged  south  side  of 
Clinton  Street  and  210  feet  east  of  the 
east  side  of  Prospect  Street;  eastward 
of  a  line  210  feet  east  of  and  parallel  to 
the  east  side  of  Prospect  Street;  north- 
ward of  a  line  23  feet  north  of  and  par- 
allel to  the  prolonged  north  side  of  Suf- 
folk Street;  westward  of  a  line  210  feet 
west  of  and  parallel  to  the  west  side  of 
South  Long  Beach  Avenue,  said  line  ex- 
tending northerly  to  a  point  222  feet 
south  of   the  prolonged  south  side  of 
Queens  Street;  southwestward  of  a  line 
from  the  last-mentioned  point  to  a  point 
74  feet  northerly  of  the  prolonged  north 
side  of  Queens  Street  and  120  feet  west 
of  the  west  side  of  Roosevelt  Avenue; 
and  westward  of  a  line  120  feet  west  of 
and  parallel  to  the  west  side  of  Roosevelt 
Avenue. 

(b)  The  regulations.  (1)  When  ap- 
plied for,  a  berth  in  this  anchorage,  if 
available,  may  be  assigned  to  any  vessel 
by  the  Captain  of  the  Port  of  New  York. 

(2)  The  Captain  of  the  Port  Is  author- 
ized to  issue  permits  for  maintaining 
mooring  buoys  within  the  anchorage. 
The  method  of  anchoring  these  buoys 
shall  be  as  prescribed  by  the  Captain  of 
the  Port. 

(3)  No  vessel  shall  anchor  In  the  an- 
chorage in  such  manner  as  to  Interfere 
with  the  use  of  a  duly  authorized  moor- 
ing buoy. 

i4)  No  vessel  shall  be  navigated  within 
the  anchorage  at  a  speed  exceeding  six 

knots. 

(5)  In  case  of  emergencies,  the  Cap- 
tain of  the  Port  is  authorized  to  shift  the 
position  of  any  unattended  vessel  moored 
in  or  near  the  anchorage. 

§  202.27    Delaware  River.     •     •     • 

(b)  The  regulations — (D  Explosives, 
anchorage.     •     •     • 

(vlii)    •     •     •    lights,     fog     signals. 


or 


•     • 


(2)  General  anchorages.    •     •     • 
(Hi)     •     •     •    to  move  or  shift  Its 
position     ♦     •     • 

§  202.30    Annapolis     Harbor.     Md. 


•     •     • 


(b)   The  regulations.    •    •    • 
(2)     •     •     •     to  the  southwestward 
of  the  Naval  anchorage     •     *     * 

5  202.50  Wilmington  River,  Ga. 
•     •     • 

(b)  The  regulations.  (D  *  '  *,  ex- 
cept In  the  anchorages  described    •    •    • 

§  202.55  St.  Johns  River,  Fla.  —  (a> 
The  anchorage  grounds — (1)  Anchorage 
A.  Bounded  on  the  north  by  a  line  rang- 
ing 90'  through  Grassy  Point  Middle 
Ground  Lower  End  31  Light;  on  the  east 
by  the  shore  and  by  a  line  between  Hen- 
dricks Point  and  Point  La  Vista;  on  the 
south  by  a  line  bearing  90'  from  Grassy 
Point  Middle  Ground  34  Light;  and  on 
the  west  by  a  line  from  Grassy  Point 
Middle  Ground  34  Light  to  Winter  Point 
and  by  the  shore. 

NoTc:  All  bearings  In  this  section  are  re- 
ferred to  true  meridian. 

(2)  Anchorage  B.  Bounded  on  the 
north  by  a  line  bearing  90'  from  Grassy 
Point  Middle  Ground  34  Light;  on  the 
east  by  a  line  between  Hendricks  Point 
and  Point  La  Vista;  on  the  south  by  a 
line  between  Point  La  Vista  and  Sadler 
Point;  and  on  the  west  by  the  west 
boundary  of  Anchorage  A  extended. 

(3)  Anchorage  C.  Shoreward  of  a 
line  beginning  at  a  point  on  the  shore 
bearing  180'  from  20-foot  Rock  Buoy 
81:  thence  to  20-foot  Rock  Buoy  81; 
thence  to  Ck)mmodore  Point  Lighted 
Buoy  79;  thence  33^45',  600  yards;  and 
thence  to  Empire  Point. 

(4)  Anchorage  D.  Beginning  at  Ter- 
minal Channel  7  light;  thence  to  Termi- 
nal Channel  5  Light ;  thence  to  Arlington 
Cni  Buoy  76;  thence  to  Cross  Channel 
Buoy  78 ;  and  thence  to  the  point  of  be- 
ginning. No  ves.sels  shall  anchor  within 
300  feet  of  Terminal  Channel  or  Arling- 
ton Cut. 

(5>  Anchorage  E.  Beginning  at  Long 
Branch  Range  Front  73  Light;  thence 
270"  to  the  Texas  Company  wharf; 
thence  to  Chaseville  Middle  Ground 
Buoy;  and  thence  to  the  point  of  be- 
ginning. 

(6)  Anchorage  F.  Shoreward  of  a  line 
beginning  at  Long  Branch  Range  Front 
73  Light:  thence  to  Chaseville  Middle 
Ground  Buoy;  and  thence  56^5'  to  the 
shore  south  of  Chaseville. 

(7)  Anchorage  G.  Northward  of  a 
line  bearing  270*  from  Trout  River  Cut 
Buoy  66:  and  westward  of  a  line  200 
yards  westerly  of  and  parallel  to  the 
west  side  of  Trout  River  Cut. 

•  .  •  •  • 

8  202.65     Tampa  Bay,  Fla.     *     *     * 
"(b)   The  regulations.     •     •     • 
(2)   •     •     •     when   the   duration  or 
the   anchorage   period  Is  less  than  12 
hours. 

§  202.68  Galveston  Harbor,  Tcx—j^^ 
The  anchorage  grounds— (I)  Explosives 
anchorage.  A  rectangular  area  in  Boli- 
var Roads  bounded  by  a  line  ranging 
from  a  point  bearing  180*.  250  yards, 
from  Galveston  Lighted  Bell  Buoy  9.  90  . 
1,300  yards:  and  between  the  lines  rang- 
ing 180*  from  each  end  of  the  northern 
boundary  to  the  sand  flats  along  the 
south  jetty. 

Note:  All  bearings  in  this  section  are  re- 
ferred to  true  meridian. 
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(2)  Temporary  anchorage.  A  trian- 
gular area  In  Bolivar  Roads  to  the  south- 
ward of  a  line  connecting  Galveston 
Lighted  Bell  Buoy  9  and  Fort  Point 
Lighted  Bell  Buoy  11;  westward  of  a  line 
bearing  180°  from  Galveston  Lighted  Bell 
Buoy  9;  and  eastward  of  Fort  Point 
yghted  Bell  Buoy  11. 

<3)  Permanent  anchorage.  An  area 
In  Bolivar  Roads  to  the  northward  of  the 
f,hip  channel  within  the  following  lines: 
Northwestward  of  a  line  bearing  62"  from 
Galveston  Lighted  Bell  Buoy  10;  north  of 
a  line  bearing  271°  from  Galve.^ton 
Lighted  Bell  Buoy  10;  and  east  of  a  line 
bearing  20°  from  the  Quarantine  Sta- 
tion cupola  on  Pelican  Island. 

<4>  Quarantine  anchorage.  An  area 
In  Bolivar  Roads  to  the  northward  of  the 
fhlp  channel  within  the  following  lines: 
Southeastward  of  a  line  bearing  223° 
from  the  old  tower  on  Bolivar  Point;  east 
of  a  line  bearing  359°  from  Bolivar  Roads 
Lighted  Bell  Buoy  14;  north  of  a  line 
bearing  115°  from  Bolivar  Roads  Lighted 
Bell  Buoy  14;  and  west  of  the  westerly 
boundary  of  the  permanent  anchorage. 


5  202.80  San  Diego  Harbor.  Calif.— 
(a»  The  anchorage  grounds.    •    •    • 

(1>  Non-anchorage  area.  •  •  • 
Kettner    •     •    • 

8  202.82     Newport  Bay  Harbor.  Calif. 

•  •     • 

(b)  The  regulations.  (1)  •  •  • 
the.se  areas    •     •    • 

5  202.84  Los  Angeles  and  Long  Beach 
Harbors,  Calif. — (a)  The  Anchorage 
grounds.    •     •     • 

<2»  Commercial    Anchorage    C    (Los 
Angeles  Harbor).     •     •     • 
(iv)  The  established  anchorages  •  •  • 
<3)  Naval  Anchorage  D.     *     *     * 
(b>   The  regulations.    •     •     • 
<6)   •    •    •   to  plant  or  vessels   •    *    *. 
and  to  plant  or  vessels    •    •    •    to  plant 
or  vessels     •     •     •     where  plant  is  to 
be  employed    •    •    • 

?  202  94  San  Francisco  Bay.  San  Pablo 
Bay.  Carquincz  Strait,  Suisun  Bay.  Sa?i 
Joaquin  River,  and  connecting  waters. 
Calif. — (a)  5071  Francisco  Bay.    •     •     • 

<9>  Anchorage  No.  9  (general) .  •  •  *, 
and  thence  146°     •     •     • 

(15)  Anchorage  No.   14   (explosives). 

•  •     •.  2.950  yards.     •     •     • 

'b)  San  Pablo  Bay—(1)  Anchorage 
No.  18  (general).  •  •  •  90°  to  the 
easterly     •     •     • 

(d)  Suisun  Bay — (1)  Anchorage  No. 
26  (general).     •     •     • 

<ii)  •  •  •  sportsmen  *  •  *. 
Sui.sun  bay.     •     •     • 

(2)  Anchorage     No.     27      (general). 

•  •     •     Suisun  Bay     •     •     • 

(f)  General  regulations.  (1)  •  •  ♦, 
Suisun  Bay     •     •     • 


5  202.100  Puget  Sound  area.  Wash.— 
(&)  The  anchorage  grounds — (1) 
Freshwater  Bay  emergency  explosives 
anchorage.  Strait  of  Juan  de  Fuca.  All 
of  Freshwater  Bay  and  adjacent  waters 
shoreward     •     •     • 

'ID  Orchard  Point  general  anchor- 
arc.  Puget  Sound.  •  •  •  longitude 
122^29'16";     •     •     • 
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(b)  The  regulations.     •     •     • 

(2)  •  •  •.  All  vessels  carrying  ex- 
plosives as  cargo  shall  be  within  explo- 
sives anchorage  when  anchored. 

(3)  A  vessel  carrying  bulk  inflamma- 
ble liquid  cargo  such  as  petroleum  prod- 
ucts shall,  when  anchored,  be  at  least 
1,000  yards  away  from  a  vessel  carrying 
explosives.  The  Captain  of  the  Port 
may  Issue  a  permit  to  a  vessel  carrying 
inflammable  or  combustible  liquids  in 
bulk  or  other  dangerous  cargo  to  anchor 
in  an  explosives  anchorage  whenever 
such  explosives  anchorage  is  not  in  use 
by  a  vessel  carrying  explosives  as  cargo. 

(4)  No  vessel  carrying  explosives  as 
cargo  or  on  which  explasives  as  cargo 
are  to  be  loaded  may  proceed  to  an  ex- 
plosives anchorage  without  first  notify- 
ing the  Captain  of  the  Port.  Upon  such 
notification,  the  Captain  of  the  Port,  if 
he  finds  It  to  be  in  the  interests  of  port 
security  and  the  commerce  of  the  United 
States,  shall  Issue  a  revocable  permit, 
without  which  no  vessel  may  anchor  In 
the  explosives  anchorage,  and  shall  as- 
sign to  the  vessel  a  berth  in  the  explo- 
sives anchorage,  if  one  is  available. 

(5>  All  vessels,  including  tugs  and 
stevedore  boats,  used  in  connection  with 
loading  or  unloading  explosives  on  ves- 
sels shall  apply  to  the  Captain  of  the 
Port  for  a  permit  to  engage  in  such  load- 
ing or  unloading,  which  permit  shall  be 
granted  by  the  Captain  of  the  Port  if  he 
finds  that  such  action  will  not  be  Inimi- 
cal to  the  intere.sts  of  port  security  and 
the  commerce  of  the  United  States.  No 
such  vessel  shall  enter  any  explosives  an- 
chorage or  engage  in  loading  or  unload- 
ing explosives  without  first  having  ob- 
tained a  permit. 

§  202.110  San  Juan  Harbor,  P.  R  — 
(a)  The  anchorage  grounds — (1)  Yacht, 
schooner,  and  small  craft  anchorage. 
That  part  of  San  Antonio  Channel  east- 
ward of  longitude  66'05'45". 

(2)   Temporary  anchorage   (general). 

•  •     •    Isla  Grande  Light;     •     •     • 

S  202.120  St.  Thomas  Harbor,  Char- 
lotte Amalie.  Virgin  Islands — (a)  The 
anchorage    grounds — (1)   Inner    harbor 

anchorage.     •     •     •     thence      146°, 

•  *     • 

[Regs.  Apr.  15.  1949.  800.212— ENGWR] 
<38  Stat.  1053.  54  Stat.  150;  33  U.  S.  C. 
180.  471) 

[sEAt]  Edward  F.  Witsell. 

Major  General, 
The  Adjutant  General. 

IP.    B.    Doc.    49-3678:    Filed,    May    9.    1949; 
8:49  a.  m.] 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service  : 
Postage  Rates,  Service  Available  and 
Instructions  for  Mailino 

PERU 

In  S  127.328  Peru  (13  F.  R.  9200)  make 
the  following  changes: 


2415 

1.  Amend  subparagraph  (10)  of  para- 
graph (a)  to  read  as  foliov;s: 

(a)  Regular  mails.     •     •     * 

(10)  Prohibitions,  (i)  Money  In  cash, 
bank  notes,  and  values  payable  to  the 
bearer. 

<ii)  Dutiable  articles  (merchandise) 
In  letters  and  packages  prepaid  at  letter 
rate,  unless  registered. 

(ii!)  See  parcel  post  Prohibitions  con- 
cerning merchandise  prohibited  import- 
ation into  Peru  or  admitted  only  under 
Peruvian  Import  permit. 

2.  Amend  subparagraph  (7)  of  para- 
graph (b)  to  read  as  follows: 

(b)  Parcel  post.     •     •     • 

(7)  Prohibitions,  (i)  The  Importa- 
tion of  many  types  of  merchandise  into 
Peru,  whether  as  gifts  or  for  commercial 
purposes.  Is  either  entirely  prohibited  or 
admitted  only  if  a  permit  has  been 
granted  by  the  Peruvian  authorities. 
Merchandise  is  not  to  be  accepted  for 
mailing  to  Peru  unless  the  sender  has 
received  assurance  that  the  addressee 
will  be  permitted  to  receive  the  contents. 
Before  any  package  or  parcel  Is  accepted 
for  mailing,  the  sender  should  be  required 
to  endorse  the  wrapper  "Importation  into 
Peru  authorized"  or  similarly. 

<ii>  Interested  senders  may  obtain 
further  information  from  the  Depart- 
ment of  Commerce  (Office  of  Interna- 
tional Trade),  Washington  25,  D.  C.  or 
from  Peruvian  Consuls  located  In  New 
York.  New  York;  San  Francisco  and  Los 
Angeles,  California;  Portland,  Oregon; 
Miami,  Florida;  and  New  Orleans, 
Louisiana. 

(R.  S.  161.  396,  398,  sees.  304,  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  369.  372) 


fSEALl 


J.  M.  Donaldson, 
Postmaster  General. 


IF.    R.    Doc.    49-3663;    Filed,    May    9,    1949: 
8:47  a.  m.| 


Part  127 — International  Postal  Ssrvice: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

portugal 

In  5  127.332  Portugal  (13  F.  R.  9207) 
amend  subdivision  (II),  subparagraph 
(5)  of  paragraph  (b)  to  read  as  follows: 

(b)  Parcel  post.  •     •     • 

<5>   Observations.  •     •     • 

(ii)  Senders  of  parcels  valued  over 
$24.75  mailed  at  those  places  at  which  a 
Portuguese  consul  Is  located  must  fur- 
nish a  consular  invoice  signed  by  the 
sender  and  visaed  by  the  Portuguese  con- 
sul. A  consular  invoice  is  also  required 
for  a  number  of  parcels  mailed  the  same 
day  at  the  same  oflHce  by  the  same  sender 
to  the  same  addressee,  If  the  total  value 
of  the  merchandise  is  more  than  $24.75. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


IF.    a.    Doc.    49-3664;    Filed,    May    9,    1949; 
8:47  a.  m.j 


■%r^>irTf!l 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[  7  CFR,  Part  26  1 

Grain  Standards 

notice  of  proposed  amendment 

Notice  is  hereby  given  in  accordance 
with  section  4  (a)  of  the  Administrative 
Procedure  Act  (5  U.  S.  C.  1003  (a) )  that 
the  Secretary  of  Agriculture  is  consider- 
ing amending  §  26.74  of  the  regulations 
concerning  grain  standards  (7  CFR. 
1949  ed  26.74  >,  Issued  pursuant  to  the 
authority  of  section  8  of  the  United 
States  Grain  Standards  Act.  as  amended 
(7  U.  S.  C.  84).  to  read  as  follows: 

§  26  74  Fees  and  charges.  The  fee  in 
an  appeal  or  a  dispute  shall  be  fixed  as 

follows:  .     ^ 

(a)  For  bulk  or  sacked  gram  in  car- 
load lots,  $3.00  per  car; 

(b)  For  bulk  or  sacke4  grain  in  a 
wagon  or  truck  or  in  a  lot  of  75  sacks  or 
less  $1.00  per  wagon,  truck,  or  lot; 

(c)  For  a  submitted  sample  or  pack- 
age of  grain.  $1.00  per  sample  or  package. 

(d)  For  all  lots  of  grain  other  than 
those  referred  to  in  paragraphs  (a) .  (b) . 
and  (O  of  this  section.  $1.00  per  one 
thousand  bushels  or  fraction  thereof, 
with  a  minimum  fee  of  $3.00. 

Charges  may  be  made  for  telegrams, 
express,  parcel  post,  registry  fees,  travel 
expenses,  and  other  items  paid  or  in- 


curred by  the  Department  on  account  of 
an  appeal  or  a  dispute  and  for  oral  hear- 
ings, as  will  reimburse  the  Department, 
all  such  additional  items  to  be  deter- 
mined by  the  Administrator.  Unless 
otherwise  stated  in  the  findings  in  any 
appeal,  the  fee  as  prescribed  by  this  regu- 
lation, and  no  further  charges,  shall  be 
deemed  to  be  fixed  and  assessed. 

The  effect  of  the  proposed  amendment 
would  be  to  change  from  $2.00  to  $300 
the  fee  provided  for  by  §  26.74  (a),  and 
from  $2.00  to  $3.00  the  minimum  charge 
for  the  service  contemplated  by  S  26.74 
(d)  The  purpose  of  the  amendment 
would  be  to  bring  the  respective  fees  and 
charges  into  line  with  the  current  cost 
of  furnishing  the  services. 

Any  person  who  wishes  to  submit  writ- 
ten data,  views,  or  arguments  concern- 
ing the  proposed  amendment  may  do  so 
by  filing  them  with  the  Director  of  the 
Grain  Branch.  Production  and  Market- 
ing Administration.  United  States  De- 
partment of  Agriculture.  Washington  25 
D  C  within  15  days  after  the  date  of 
publication  of  this  notice  in  the  Federal 
Register. 

Done  at  Washington.  D.  C.  this  5th 
day  of  May.  1949.  Witness  my  hand 
and  the  seal  of  the  United  States  De- 
partment of  Agriculture. 

[seal!  a.  J.  LOVELAND. 

Acting  Secretary  of  Agriculture. 

IP.    R.    Doc.    49-3693;    Filed.    May    9.    1949; 
8;52  a.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

I  47  CFR,  Part  3  1 

[Docket  No.  92611 

Standard  Broadcast  Service  in  Virgin 
Islands 

ORDER  SCHEDULING  ORAL  ARGUMENT 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
in  Washington.  D.  C.  on  the  29th  day 
of  April  1949; 

The  Commission  having  under  con- 
sideration written  comments  filed  with 
respect  to  the  notice  of  proposed  rule- 
making of  March  23.  1949  (14  F.  R.  1396) . 
relating  to  special  provisions  for  standard 
broadcast  stations  in  the  Virgin  Islands; 

It  appearing,  that  comments  have 
been  received  requesting  oral  argument 
with  respect  to  the  proposals  contained 
in  said  notice  of  proposed  rule  making; 
It  is  ordered.  That  the  Commission  will 
hear  said  argument  on  May  13.  1949,  at 
10  00  a.  m.  in  Room  6121.  New  Post  Office 
Building.  Twelfth  and  Pennsylvania 
Avenue  NW..  Washington.  D.  C. 

Federal  Communications 
Commission, 
[SEAL]         T.J.  Slowie. 

Secretary. 

IF.    R.    Doc.    49-3682:    Filed.    May    9,    1949; 
9:00  a.  m] 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 

*       Geological  Survey 
(Survey  Order  No.  176) 

Redei.egation   or  Authority  to  Enter 
Into  Contracts 

Under  authority  given  to  heads  of  bu- 
reaus by  the  Secretary  of  the  Interior  in 
Order  No.  2336.  dated  June  19.  1947.  the 
following   redelegation   of   authority   is 
hereby  made,  to  become  effective  on  the 
date  of  this  order,  in  accordance  with 
the  terms  and  conditions  set  forth  below : 
The  Chief  of  the  Physical  Exploration 
Unit  for  the  Geologic  DivLsion  is  author- 
ized, on  behalf  of  the  United  States  and 
■  the  Geological  Survey,  to  enter  into  con- 
tracts for  construction,  supplies,  or  serv- 
ices required  to  carry  out  the  functions 
of  the  Unit  in  conformity  with  applicable 
regulations  and  statutory  requirements 
and  subject  to  the  availability  of  appro- 
priations; with  respect  to  any  such  con- 
tract, to  issue  change  orders  and  extra 
work  orders  pursuant  to  the  contract,  to 
enter  into  modifications  of  the  contract 
which  are  legally  permissible,  and  to  ter- 
minate the  contract  If  such  action  Is 
legally  authorized.    The  acceptance  of  a 
bid   on    any   such    contract    exceeding 


$5  000  shall  be  subject  to  the  written  ap- 
proval of  the  Director.  Acting  Director, 
or  Executive  Officer  of  the  U.  8.  Geologi- 
cal Survey  and  the  contract  shall  not  be 
binding  until  so  approved. 
(20  Stat.  394.  43  U.  S.  C.  31;  43  CFR  4.100, 
12  F.  R.  4115) 
Dated:  May  4,  1949. 

Thomas  B.  Nolan. 
Acting  Director. 

IF.    R.    Doc.    49-3726;    Filed.    May    9,    1949; 
8:58  a.  m.| 


under  Public  Law  38  (approved  April  6. 
1949). 

Done  at  Washington.  D.  C.  this  26th 
day  of  April  1949. 

ISEALl      DiLLARD  B.  LaSSETER. 

Administrator. 
Farmers  Home  Administration. 

IF.    R.    Doc.    49-3674;    Filed.    May    9,    1949: 
8:46  a.  m.] 


Rural     Electrification     Administration 


[AdmlnUtratlve  Order  2011) 


DEPARTMENT  OF  AGRICULTURE 
Farmers  Home  Administration 


Delegation  or  Authority 
Approve  Loans 


to 


Pursuant  to  the  authority  contained 
in  Public  Law  38.  81st  Congress,  ap- 
proved April  6.  1949.  as  delegated  by  the 
Secretary  of  Agriculture  (14  F.  R.  2048  > . 
there  Is  hereby  delegated  to  the  Assistant 
Administrators  and  the  Director,  Pro- 
duction Loan  Division,  severally  and  not 
Jointly,  the  power  and  authority,  subject 
to  general  supervision  of  the  Admin- 
istrator,   to   approve   loans   authorized 


Loan  Announcement 

April  13.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrincation  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loandeslgrvitlon:  ^'"'"'^ 

Minnesota  75K  Red  Lake »250,  ow 

fsEALl  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-3694;    Filed.    May    9,    1949; 
8:52  a.  m.J 


Tuesday,  May  10, 1949 

(Administrative  Order  2012] 
Loan  Announcement 

April  13,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amonnt 

South  Dakota  40A  Perkins •720,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49-3695;    Filed.    May    9.    1949; 
8:52  a.  m.l 


[Administrative  Order  2013] 
Loan  Announcement 

April  13.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

South  Dakota  41A  Todd »810.000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


|F.    R.    Doc.    49-3696;    Piled.    May    9,    1949; 
8:53  a.  m.j 


[Administrative  Order  2014] 

Loan  Announcement 

April  13.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Lcin  designation:  Amount 

South  Dakota  37A  Hughes $775,  000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-3697;    Filed,    May    9,    1949; 
8:53  a.  m.l 


[Administrative  Order  2015] 
Loan  Announcement 

April  14.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Lo.-tn  designation:  Amovnt 

Texas  68V  Erath $1,080,000 

tsBALl  Claude  R.  Wick.\rd, 

Administrator. 

(P.    R.    Doc.    49-3698;    Piled.    May   9.    1949; 
6:53  a.  m.l 

No.  88 3 


FEDERAL  REGISTER 

[Administrative  Order  2016J 

Loan  Announcement 

April  14.  1949. 
Pursuant  to  the  provisions  of  tfle  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  deslt,'natlon :  Amount 

Texas  67K  Ralns-Rockwall $470,000 


[SEAL] 


CLAUDE  R.  Wickard. 

Adininistrator. 


|F.    R.    Doc.    49-3699;    Filed.    May    9.    1949; 
8:53  a.  m.l 


[Administrative  Order  2017) 

Loan  Announcement 

April  14,  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation : 
Nebraska    59L    Butler    District 
Public 


[SEjtf.] 


Amount 
$1,040,000 


Claude  R.  Wickard, 
Administrator. 

[P.    R.    Doc.    49-3700;    Filed,    May    9.    19:9; 
8:53  a.  m.J 


[Administrative  Order  2018] 
Loan  Announcement 

April  14,  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Jlural 
Electrification  Administration: 

Loan  designation:  Amount 

Indiana  99L  Spencer $180,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


[P.   R.   Doc.    49-3701;    Piled.    May   9,    1949; 
8:53  a.  m.l 


[Administrative  Order  2019] 
Loan  Announcement 

April  14,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation:  Amount 

Texas   102N  Jackson $350,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


IF.    R.    Doc.    49-3702;    FUed,    May    9,    1949; 
8:53  a.m.] 
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[Administrative  Order  2020] 

Loan  Announcement 

April  14,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Ohio  84H  Carroll _„  $210,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|r'.    H.    Doc.    49-3703;    Plied.    May    9.    1949; 
8:53  a.  m.J 


(Administrative  Order  2021] 

Loan  Announcement 

April  15.  1949. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation: 

Louisiana  20L  Concordia 


Amount 
$570,000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49-3704;    Piled.    May    B.    1949; 
8:53  a.  m.l 


[Administrative  Order  2022] 

Loan  Announcement 

April  15.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Kansas  46E  Meade $410,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49-3705;    Filed,    May    B.    1949; 
8:53  a.  m.] 


[Administrative  Order  2023] 

Loan  Announcement 

April  15,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
tlie  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Florida  17U  Jackson $400,000 

[SEAL]  Claude  R.  Wickard, 

Administrator, 

(P.    R.    Doc.    49-3706;    Filed,    May    9,    1949; 
8:54  a.  m.] 
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lAdmlnlatratJve  Order  20241 


Loan  Announcemint 

April  15.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
HectriflcaUon  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 


Loan  designation: 
Missouri  33U  Butler. 


Amount 
1150.  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


[P.    R.    Doc.    49-3707;    Piled,    May    9.    1949; 
8:64  a.  m.l 


I  Administrative  Order  2026] 
Loan  Announcement 

April  15.  1949. 
Pursuaftt  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation : 

Illinois  34N  Jackson 


Amount 
91.020.000 


[SIALJ 


CLAXn>E  R.  WICKARD, 

Administrator. 

I  P.    R.    Doc.    49-3708;    Filed.   May   0.    1949; 
8:64  a.  m.] 


[Administrative  Order  2026] 
Loan  Announcement 

April  15.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Adminstratlon: 

Loan  designation: 

Michigan  430  Chippewa 


NOTICES 

lAdmlnlitratlve  Order  3028] 

Loan  Announcement 

April  15.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation: 

Texas  lOlN  Parker 


Amount 
$427.  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


I  P.    R.    Doc.    49-3709;    Filed.    May    9.    1949; 
8:64  a.  m.] 


{Administrative  Order  2027] 
Loan  Announcement 

April  15.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Afl- 
minlstrator  of  the  Rural  Electrification 
Administration : 


Loan  designation: 
Wisconsin  29N  Clark. 


Amount 
•300,000 


[ seal ] 


Claude  R.  Wickard. 
Administrator. 


Amount 
1116.000 


[SEAL] 


CLAUDE  R.  Wickard, 

Administrator. 


(P.    R.    Doc.    49-3711;    Piled.    May    9,    1949; 
8:54  a.  m.] 


[Administrative  Order  2029] 

Loan  Announcement 

April  15.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 
lovira  36K  Wright— 


Amount 
$200. 000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc.    49-3712;    Filed.    May    9,    1949; 
8:64  a.  m.] 


(AdmlnlatratlT*  Order  2032] 

Loan  Announcement 

April  18.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  Designation: 

Indiana  63N  Steuben 


( Administrative  Order  2030] 
Loan  Announcement 

April  15.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Pennsylvania  17R  Armstrong $335,000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

|P.    R.    Doc.    49-3713;    Filed.    May    9.    1949; 
8:64  a.  m.] 


[Administrative  Order  2031] 

Loan  Announcement 

April  15.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation : 

Minnesota  96K  Beltrami. 


IP.    R.    Doc,    49-37!0:    Piled.    May    9.    1949; 
8:64  a.  m.] 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

[P.    R.    Doc,    49-3714;    PUed.    May    9.    1949; 
8:64  a.  m] 


Amount 
$196,000 


Amount 
$360,000 


[seal] 


William  J.  Neal, 
Acting  Administrator. 


[P.    R.    Doc.    49-3718;    Piled.    May    9,    1949; 
8:66  a.  m] 


[Administrative  Order  2033] 
Loan  Announcement 

April  18,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Georgia   96H   Plcken*. 


Amount 
•400,000 


[SEAL] 


WILLIAM  J.  Neal. 
Acting  Administrator. 


[P.    R.    Doc.    49-3716;    Piled.    May    9,    1949; 
8:65  a.  m.j 


(Administrative  Order  2034] 
Loan  Announcement 

April  19.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation: 

Kansas  33H.  K.  L  Pratt. 


Amount 
$935. 000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

(P.    R.    Doc.    49-3717;    Piled.    May    8.    1949; 
8:66  a.  m.] 


[Administrative  Order  2035] 
Loan  Announcement 

April  20.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  AdminLstrator  of  the  Rural 
Electrification  Administration: 
Loan  designation:  Amount 

Nevada  3D  Alamo  District  Public.  $30,000 

[seal]  Claude  R.  Wickard. 

Administrator. 

[F.    R.    Doc.  49-3718;    Piled,    May    9,    1949; 
8:66  a.  m] 


Tuesday,  May  10, 1949 

(Administrative  Order  2036] 

Loan  Announcement 

April  21.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Iowa  43P  Greene $243,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


(P.    B.    Doc.    49-3719;    Filed,    May    9.    1949; 
8:65  a.  m.] 


(Administrative  Order  2037] 

Loan  Announcement 

April  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936;  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Missouri  32P  Atchison. $280,  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[P.  R. 


Doc.    49-3720;    Piled.    May    9,    1949; 
8:65  a.  m.] 


(Administration  Order  2038] 

Loan  Announcement 

April  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Oklahoma  81P.  R.  Woodward. __  $475,000 


[seal] 


Claude  R.  Wickard. 
Administrator. 


IF.    R.    Doc.    49-3721;    Piled.    May    9.    1949; 
8:55  a.  m.l 


(Administrative  Order  2039] 
Loan  Announcement 

April  22.  1949. 
Pursuanrto  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Ohio  93P  Washington $160.  000 

[SEAL]  CLAUDf  R.  WiCKARD, 

Administrator. 

|F.    R.    Doc.    49-3722;    Filed.    May    9.    1949; 
8:65  a.  m.J 


FEDERAL  REGISTER 

[Administrative  Order  2040] 

Loan  Announcement 

April  22,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Wisconsin  85N  Richland 


Amount 
$175,000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.    R.    Doc.    49-3723;    Piled.    May    9.    1949; 
8:55  a.  ml 


DEPARTMENT- OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

notice  of  issuance  of  special 
certificates 

Notice  is  hereby  given  that  Special 
Certificates  authorizing  the  employment 
of  handicapped  clients  at  hourly  wage 
rates  lower  than  the  minimum  wage 
rates  applicable  under  section  6  of  the 
Fair  Labor  Standards  Act  of  1938  and 
section  1  (b)  of  the  Walsh-Healey  Public 
Contracts  Act  have  been  Issued  to  the 
sheltered  workshops  hereinafter  men- 
tioned, under  section  14  of  the  Pair  Labor 
Standards  Act  of  1938  (sec.  14,  52  Stat. 
1068;  29  U.  S.  C.  214)  and  Part  525  of  the 
regulations  issued  thereunder  (29  CFR, 
Cum.  Supp.,  Part  525.  amended  11  F.  R. 
9556).  and  under  sections  4  and  6  of  the 
Walsh-Healey  Public  Contracts  Act  (sees. 
4.  6,  49  Stat.  2038;  41  U.  S.  C.  38.  40)  and 
Article  1102  of  the  regulations  issued 
pursuant  thereto  (41  CFR,  Cum.  Supp.. 
201.1102). 

The  names  and  addresses  of  the  shel- 
tered workshops  to  which  certificates 
were  Issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Cleveland  Rehabilitation  Center,  2239 
East  55th  Street.  Cleveland.  Ohio;  at  a 
wage  rate  of  not  less  than  the  piece  rate 
paid  non-handicapped  employees  en- 
gaged In  the  same  occupation  in  regular 
commercial  Industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
10  cents  per  hour,  whichever  is  higher, 
and  a  rate  of  not  less  than  5  cents  for 
each  new  client  during  his  initial  4-week 
evaluation  period  In  the  workshop;  cer- 
tificate is  effective  May  1,  1949,  and  ex- 
pires May  31.  1949. 

The  Columbus  Goodwill  Industries,  94 
North  Sixth  Street,  Columbus  15,  Ohio; 
at  a  wage  rate  of  not  less  than  the  piece 
rate  paid  non-handicapped  employees 
engaged  In  the  same  occupation  in  regu- 
lar commercial  Industry  maintaining  ap- 
proved labor  standards,  or  not  less  than 
20  cents  per  hour,  whichever  Is  higher, 
and  a  rate  of  not  less  than  10  cents  for 
each  new  client  during  his  Initial  4-week 
•valuation  period  In  the  workshop; 
certificate  Is  effective  May  1,  1949.  and 
expires  April  30,  1950. 
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The  employment  of  handicapped 
clients  In  the  above-mentioned  .sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  Is  subject  to  the 
provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  Issued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulations  and  that  special  services  are 
provided  their  handicapped  clients.  A 
sheltered  workshop  is  defined  as,  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
gram of  rehabilitation  for  individuals 
whose  earning  capacity  Is  Impaired  by 
age  or  physical  or  mental  deficiency  or 
injury,  and  to  provide  such  Individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

These  certificates  may  be  cancelled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  Issuance  of 
any  of  these  certificates  may  seek  a  re- 
view or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  In  the  Federal  Register. 

Signed  at  Washington,  D.  C,  this  29th 
day  of  April  1949. 

Raymond  G.  Garceau. 

Director. 
Field  Operations  Branch. 

IF.    R.    Doc.    49-3659;    Filed,    May    9.    1949; 
8:46  a.  m.] 


ATOMIC  ENERGY  COMMISSION 

[Docket  No.  1] 

Patent  Compensation  Board 

Nellie  Pauline  Fletcher  and  William 
Arthur  Fletcher 

notice  of  hearing  on  application 

Notice  Is  hereby  given  that  Nellie 
Pauline  Fletcher  and  William  Arthur 
Fletcher  have  filed  an  application  be- 
fore the  Patent  Compensation  Board, 
United  States  Atomic  Energy  Commis- 
sion, for  determination  of  reasonable 
royalty  fees,  just  compensation  and 
granting  of  award.  The  application  is 
based  on  Patent  No.  1,715.283,  Issued  May 
28,  1929,  for  Communicating  Circuits: 
Patent  No.  2,060,005.  issued  November  10, 
1936.  for  Combined  Light  and  Flower 
Holder;  and  Patent  Application  Serial 
No.  614.880.  filed  in  the  United  States 
Patent  Office  September  7,  1945,  for 
Electrical  Methods  and  Apparatus. 

The  application  of  Nellie  Pauline 
Fletcher  and  William  Arthur  Fletcher, 
and  the  response  of  the  Office  of  the 
General  Counsel,  are  on  file  with  the 
Patent  Compensation  Board.  The  Board 
has  set  the  application  for  hearing  at 
10:30  a.  m.  on  May  17,  1949.  Any  per- 
son other  than  the  applicants  desiring 
to  be  heard  with  reference  to  the  appli- 
cation should  file  with  the  Patent  Com- 
pensation Board.  United  States  Atomic 
Energy  Commission.  Washington  25, 
D.  C,  not  later  than  May  16,  1949,  a 
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statement  of  facts  concerning  the  nature 
of  his  Interest. 

Sarah  K.  Grandstajt, 

Acting  Clerk, 
Patent  Compensation  Board. 

May  6.  1949. 

IF.    R.   Doc.    49-3740;    Filed.    May    9.    1949; 
9:01  a.  m.J 


NOTICES 

Dated  at  Washington.  D.  C.  May  4. 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal]  M.  C.  Mulligan. 

Secretary. 

(P.    R.    Doc.    49-3724;    Piled,    May    9.    1949; 
8:56  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  3569  et  al.| 

American  Overseas  Airlines.  Inc..  et  al.; 
North  Atlantic  Route  Transfer  Case 

NOTICE  OF  hearing 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  a  hearing  in  the  above- 
entitled  proceeding  is  assigned  to  be  held 
on  May  16.  1949.  at  10  a.  m..  e.  d.  s.  t., 
in  the  Franklin  Room.  Wardman  Park 
Hotel.  Wa.shington.  D.  C.  before  Ex- 
aminer Thomas  L.  Wrenn. 

Without  limiting  the  scope  of  the  Is- 
sues involved  in  this  proceeding,  par- 
ticular attention  will  be  directed  to  the 
following  matters: 

1.  Whether  the  agreement  between 
American  Overseas  Airlines,  Inc.,  and 
Pan  American  Airways.  Inc..  filed  under 
section  408  of  the  Civil  Aeronautics  Act 
of  1938.  as  amended,  should  be  approved; 

2.  Whether  the  transfer  of  the  certifi- 
cate under  section  401  d)  of  the  act  Is 
consistent  with  the  public  Interest; 

3.  Whether  the  agreement.  Insofar  as 
section  412  of  the  act  is  applicable,  is 
adverse  to  the  public  Interest ; 

4.  Whether  the  acquisition  by  Pan 
American  Airways,  Inc..  of  the  proper- 
ties of  Pan  American  Airways  Corpora- 
tion and  the  dissolution  of  the  latter 
should  be  approved; 

5.  Whether  the  agreement  between 
American  Airlines,  Inc..  and  Pan  Ameri- 
can Airways.  Inc.,  providing  that  the 
Pan  American  stock  received  by  Ameri- 
can Airlines.  Inc.,  upon  dissolution  of 
American  Overseas  shall  be  placed  in  a 
voting  trust  until  sold  or  distributed, 
should  be  approved; 

6.  Whether  the  further  acquisition  of 
control  of  American  Overseas  Airlines  by 
American  Airlines.  Inc..  should  be  ap- 
proved under  section  408  of  the  act; 

7.  Whether,  If  the  proposed  transfer  of 
the  certificate  of  American  Overseas  to 
Pan  American  is  approved,  the  public 
convenience  and  necessity  require  that 
the  certificate  Issued  to  American  Over- 
seas Airlines.  Inc..  to  Pan  American  Air- 
ways. Inc..  to  Transcontinental  and 
Western  Air.  Inc..  should  be  altered, 
amended,  or  modified  in  whole  or  in  part. 

Notice  Is  further  given  that  any  per- 
son desiring  to  be  heard  in  this  proceed- 
ing must  file  with  the  Board  on  or  before 
May  16.  1949.  a  statement  setting  forth 
the  Issues  of  fact  or  of  law  raised  by  such 
application  which  he  desires  to  con- 
trovert. 

For  further  details  of  the  authoriza- 
tion requested,  interested  parties  are  re- 
ferred to  the  applications  on  file  with 
the  Civil  Aeronautics  Board. 


[Regs..  Serial  No.  OR-181 

Org.^nizational  Regulations; 
Delegations  of  Authority 

temporary  suspensions  of  service 

Notice  Is  hereby  given  that  the  Civil 
Aeronautics  Board  on  April  29.  1949. 
amended  the  organizational  regulations 
(formerly  14  CFR  Part  301)  as  follows 
effective  immediately: 

By  adding  the  following  new  para- 
graph to  the  section  titled  Delegations  of 
authority  (formerly  §  301.2) : 

(m)  Director,  Bureau  of  Ecoiiomic 
Regulation — temporary  suspensions  of 
service.  The  Director,  Bureau  of  Eco- 
nomic Regulation  (or  such  staff  mem- 
ber of  the  Bureau  of  Economic  Regula- 
tion as  he  may  designate)  acting  with 
the  concurrence  of  the  General  Counsel 
(or  such  staff  member  of  the  Bureau  of 
Law  as  he  may  designate)  on  legal  as- 
pects may  authorize  the  Issuance  of  an 
order,  to  be  ratified  by  the  Board,  ap- 
proving applications  filed  under  §  238.6 
of  the  Economic  Regulations  for  tempo- 
rary suspension  of  service  when  such  ap- 
plications do  not  involve  new  and  sub- 
stantial questions  of  policy.  In  the  event 
the  disapproval  of  any  such  application 
is  deemed  appropriate  the  Director,  Bu- 
reau of  Economic  Regulation  (or  such 
staff  member  of  the  Bureau  of  Economic 
Regulation  as  he  may  designate*  Is  au- 
thorized to  advise  the  applicant  that  the 
staff  is  unable  to  recommend  approval  of 
the  proposed  suspension,  giving  the  appli- 
cant an  opportunity  of  requesting  Board 
review  of  the  matter. 

The  Director.  Bureau  of  Economic  Reg- 
ulation (or  such  staff  member  of  the  Bu- 
reau of  Economic  Regulation  as  he  may 
designate)  acting  with  the  concurrence 
of  the  General  Counsel  (or  such  staff 
member  of  the  Bureau  of  Law  as  he  may 
designate)  on  legal  aspects,  may  author- 
ize the  Issuance  of  an  order,  to  be  ratified 
by  the  Board,  revoking  or  modifying 
orders  authorizing  the  temporary  sus- 
pension of  service  if  no  new  or  substan- 
tial question  of  policy  appears  to  be 
Involved. 

Any  such  applications  may  be  referred 
directly  to  the  Board  for  disposition  and 
any  applications  not  hereby  authorized 
to  be  approved  or  disapproved  by  the 
staff  shall  be  referred  to  the  Board. 

(Sees.  205  (a>,  401;  52  Stat.  984,  987;  49 
U.  S.  C.  425,  481) 

By  the  Civil  Aeronautics  Board, 

ISEAL]  M.  C.  Mulligan, 

Secretary. 

[F.   B.   Doo.   49-8725;    FUed,   May    9,    1949; 
•  :56  a.  m.j 


FEDERAL  POWER  COMMISSION 

[Docket  No.  0-1199) 

Interstate  Natuhal  Gas  Co.,  Inc. 

notice  of  application 

May  4,  1949. 

Notice  is  hereby  given  that  on  April 
26,  1949,  an  application  was  filed  with 
the  Federal  Power  Commission  by  Inter- 
state Natural  Gas  Company.  Incorpo- 
rated (Applicant),  a  Delaware  corpora- 
tion with  its  principal  place  of  bu:>iness 
at  Monroe,  Louisiana,  for  a  certificate  of 
public  convenience  and  necessity  pursu- 
ant to  section  7  of  the  Natural  Gas  Act, 
a.=;  amended,  authorizing  the  construc- 
tion and  operation  of  certain  natural- 
gas  facilities  subject  to  the  Juri.«diction 
of  the  Commission,  described  as  follows: 

Approximately  8.2  miles  of  «-lnch  pipe- 
line from  a  point  In  Section  30.  Township  11 
North.  Range  10  E.iFt.  Tensas  Parish.  Louisi- 
ana. In  the  Holly  RldRe  Field,  and  extending 
In  a  southwesterly  direction  to  connect  with 
Applicants  naain  transmission  system  In 
Section  30.  Township  10  North.  Range  10 
East,  In  Catahoula  Parish,  Louisiana. 

Applicant  states  the  proposed  facilities 
will  form  an  Integral  part  of  its  exi.sting 
transmL-^sion  system  and  will  be  used  in 
the  service  of  main  line  customers,  prin- 
cipally in  Louisiana,  supplied  under  exist- 
ing contracts  and  only  normal  additional 
business  will  be  taken  on  by  reason  of 
the  proposed  Installation ;  that  by  the  ad- 
dition of  the  proposed  facilities  Appli- 
cant will  have  for  its  main  transmission 
system  a  minimum  additional  quantity  of 
5.000  Mcf  of  gas  per  day  with  a  peak  pos- 
sibility of  approximately  15,000  Mcf  per 
day;  that  all  the  gas  to  be  transported 
through  the  propased  facilities  Initially 
will  be  purchased  from  The  Carter  Oil 
Company  under  agreement  of  December 
30,  1948. 

Applicant  further  state.s  that  under 
maximum  pressure  conditions  (Inlet  500 
psig  and  outlet  270  psig)  the  proposed 
line  will  have  a  flow  capacity  of  15.000 
Mcf  per  24  hours  at  15.2  psla;  that  maxi- 
mum sales  anticipated  during  1950  to 
consumers  will  be  97,430.000  Mcf,  ajid 
24.870.000  Mcf  will  be  sold  to  other  pipe 
line  companies,  or  a  total  of  122,300,000 
Mcf;  that  of  this  demand  3.490,000  Mcf 
will  bo  purchased  In  the  Monroe  Field 
and  68  500,000  Mcf  from  other  fields,  and 
the  balance  of  gas  needed  to  meet  de- 
mands of  50.310.000  Mcf  will  be  produced 
in  Monroe  Field  or  purchased  from  out- 
side sources  other  than  those  already  an- 
ti«ipated:  that  with  an  anticipated  peak 
day  during  1950  of  approximately  400,- 
000  Mcf  an  available  additional  supply 
of  approximately  60,C00  Mcf  daily  will  be 
necessary. 

The  estimated  over-all  capital  cost  of 
the  proposed  facilities  is  $130,700,  which 
will  be  financed  from  cash  on  hand. 

Any  interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  S  1.37  of  the  Commission's  rules 
of  practice  and  procedure  and.  if  so,  to 
advise  the  Federal  Power  Commission  as 
to  the  Hatiire  of  its  interest  In  the  mat- 
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ter  and  whether  it  desires  a  conference, 
the  creation  of  a  board,  or  a  joint  or  con- 
current hearing,  together  with  reasons 
for  such  request. 

The  application  of  Interstate  Natural 
Gas  Company.  Incorp>orated.  is  on  file 
with  the  Commission,  and  is  open  to  pub- 
lic inspection.  Any  person  desiring  to 
be  heard  or  to  make  any  protest  with  ref- 
erence to  the  application  shall  file  with 
the  Federal  Power  Commission.  Wash- 
ington 25,  D.  C,  not  later  than  15  days 
from  the  date  of  publication  of  this  no- 
tice in  the  Federal  Register,  a  petition 
to  intervene  or  protest.  Such  petition 
or  protest  shall  conform  to  the  require- 
ments of  §5  1.8  or  1.10  whichever  Is  ap- 
plicable, of  the  rules  of  practice  and  pro- 
cedure (as  amended  on  June  16.  1947). 


(seal] 


Leon  M.  Fuquay, 

Secretary. 


|F.    B.    Doc.    49-3662:    Piled.    May    9.    1949; 
8:46  a.  m.] 


[Docket  No.  0-1201] 

Centr.^l  Kentucky  Natural  Gas  Co. 
notice  of  application 

May  4.  1949. 

Notice  is  hereby  given  that  on  April 
27,  1949.  Central  Kentucky  Natural  Gas 
Company  (Applicant),  a  Kentucky  cor- 
poration having  its  principal  place  of 
business  at  Charleston,  West  Virginia, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity,  pur- 
suant to  section  7  (c)  of  the  Natural  Gas 
Act.  as  amended,  authorizing  the  Instal- 
lation, construction  and  operation  of  the 
following  described  natural-gas  facilities: 

(1)  Installation  of  three  (3)  110  h.  p. 
gas  engine  driven  compressor  units,  com- 
plete with  gas  cleaners,  auxiliary  equip- 
ment, piping  and  necessary  buildings  at 
Lexington,  Kentucky. 

(2>  Installation  of  two  (2)  880  h.  p. 
gas  engine  driven  comprcssoj  units  and 
conversion  of  three  (3)  present  800  h.  p. 
pas  engines  into  three  (3>  880  h.  p. 
Turboflow  gas  engines,  at  Applicant's 
Menifee,  Kentucky,  Compressor  Station. 

(3)  Installation  of  one  (1)  880  h.  p. 
gas  engine  driven  compressor  unit  at 
Applicant's  North  Means,  Kentucky, 
Compressor  Station. 

(4)  Construction  of  twenty-three  <23) 
miles  of  1234-inch  loop  pipe  line  from 
Menifee,  Kentucky,  to  Mount  Sterling, 
Kentucky. 

(5)  Construction  of  approximately 
12,500  feet  of  8%-lnch  O.  D.  transmis- 
sion plp>e  line  from  Tennessee  Gas  Trans- 
mission Company's  measuring  station  at 
South  Means,  Kentucky  to  Applicant's 
Menifee  Compressor  Station. 

Applicant  states  that  the  facilities  de- 
.scrlbed  in  (1),  above,  will  be  used  for 
compression,  transmission  and  sale  of 
natural  gas  to  Frankfort  Kentucky  Nat- 
ural Gas  Company;  that  the  facilities 
described  In  (2),  above,  will  be  used  to 
compress  gas  from  Applicant's  Menifee 
Storage  Pool  for  transmission  and  de- 
livery into  Applicant's  Line  KA,  and  to 
move  gas  eastward  to  Inez,  Kentucky; 
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that  the  facilities  described  in  (3),  above, 
will  be  used  to  receive  additional  gas 
from  Tennessee  Gas  Transmission  Com- 
pany for  delivery  under  increased  pres- 
sure to  wholesale  customers  in  the  Cin- 
cinnati market  area;  that  the  facilities 
described  In  (4),  above,  will  be  used  to 
receive  Increased  volumes  of  natural  gas 
from  AppUcant's  Menifee  Storage  Pool 
and  the  Tennessee  Gas  Transmission 
Company  for  transmission  and  sale  at 
retail  to  customers  of  Applicant  in  Cyn- 
thlana.  Winchester.  Lexington.  Mt.  Ster- 
ling. Georgetown  and  for  wholesale  sales 
to  Kentucky  Utilities  Company  at  Paris, 
and  the  City  of  North  Middletown,  all  in 
Kentucky;  and  that  the  facilities  de- 
scribed in  (5»,  above,  will  be  used  to 
transport  natural  gas  received  from  Ten- 
nessee Gas  Transmission  .Company  to 
Applicant's  Menifee  Storage  Pool  or  to 
Applicant's  transmission  system.  Appli- 
cant further  states  that  Its  existing  fa- 
cilities are  not  adequate  to  meet  esti- 
mated maximum  daily  requirements  of 
its  customers  during  the  next  winter  pe- 
riod and  that  the  proposed  facilities  are 
required  in  order  for  Applicant  to  main- 
tain and  pi-ovide  adequate  service  to  its 
present  markets  and  to  permit  increased 
volumes  of  natural  gas  to  be  injected  into 
or  withdrawn  from  its  Menifee  Storage 
Pool.  It  Is  stated  in  the  application  that 
Applicant  does  not  Intend  to  serve  ad- 
ditional markets  through  the  proposed 
facilities.  Two  of  the  three  units  de- 
scribed In  (1),  above,  have  been  tempo- 
rarily installed,  and  the  facilities  de- 
scribed in  (5),  above,  have  been  laid  and 
are  now  connected  to  Applicant's  sys- 
tem. 

The  total  overall  cost  of  the  proposed 
facilities  Is  estimated  In  the  application 
to  be  $1,643,200,  which  will  be  paid  out 
of  funds  on  hand. 

Any  Interested  State  Commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  in- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Central  Kentucky 
Natural  Gas  Company  Is  on  file  with  the 
Commission,  and  is  open  to  public  in- 
spection. Any  person  desiring  to  be 
heard  or  to  make  any  protest  with  ref- 
erence to  the  application  shall  file  with 
the  Federal  Power  Commission,  Wash- 
ington 25,  D.  C,  not  later  than  15  days 
from  the  date  of  publication  of  this  no- 
tice In  the  Federal  Register,  a  petition 
to  intervene  or  protest.  Such  petition 
or  protest  shall  conform  to  the  require- 
ments of  §§  1.8  or  1.10.  whichever  is  ap- 
plicable, of  the  rules  of  practice  and  pro- 
cedure (as  amended  on  June  16,  1947). 

fsEALl  Leon  M.  Fuquay, 

Secretary. 

IP.    R.    Doc.    49-3660;    Piled,    May    9,    1949; 
8:46  a.  m.] 
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[Docket  No.  O-12031 

Colorado  Interstate  Gas  Co. 

notice  of  application 

May  4,  1949. 

Notice  is  hereby  given  that  on  April 
27,  1949,  Colorado  Interstate  Gas  Com- 
Pfiny  (Applicant),  a  Delaware  corpora- 
tion, having  its  principal  place  of  busi- 
ness at  Colorado  Springs,  Colorado,  filed 
an  application  for  a  certificate  of  public 
convenience  and  necessity,  pursuant  to 
section  7  of  the  Natural  Gas  Act  as 
amended,  authorizing  the  construction 
and  operation  of  the  following  described 
natural-gas,  pipeline  facilities  on  its 
Lakin-Denver  20-lnch  main  transmis- 
sion pipeline: 

(D  Three  additional  1,200  h.  p.  com- 
pressor units  at  Applicant's  Lakin  Com- 
pressor Station  In  the  Hugoton  field, 
Kansas. 

(2)  A  new  compressor  station  to  be 
known  as  the  Kit  Carson  Compressor 
Station,  containing  seven  1,200  h.  p. 
compressor  units  and  auxiliary  equip- 
ment, to  be  located  approximately  seven 
miles  south  of  the  Town  of  Kit  Carson, 
Cheyenne  County,  Colorado. 

(3)  Approximately  38  miles  of  20-Inch 
loop  line  extending  from  a  point  of  con- 
nection of  Applicant's  Lakin-Denver 
line  approximately  four  miles  northwest 
of  Main  Line  Gate  No.  20  to  Applicant's 
East  Denver  Control  Station. 

Applicant  recites  that  the  firm  peak 
day  requirements  of  its  customers  are 
estimated  at  326,000  Mcf  for  the  1949-50 
winter  season,  whereas  the  maximum 
calculated  dally  deliverable  capacity  of 
Applicant's  system,  including  the  Pan- 
handle-Denver main  transmission  line, 
is  264,000  Mcf.  leaving  a  deficiency  of 
some  62.000  Mcf  per  day.  Applicant 
states  that  the  proposed  facilities  will 
Increase  the  capacity  of  the  Lakin-Den- 
ver line  by  62.000  Mcf  per  day.  as  well  as 
provide  storage  In  the  38  miles  of  20- 
inch  loop  line  to  meet  peak  hour  de- 
mands. 

The  over-all  capital  cost  of  the  pro- 
posed facilities  is  estimated  by  Applicant 
at  approximately  $4,328,930,  which  Ap- 
plicant states  it  can  finance  from  cash  on 
hand. 

Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power 
Commi-ssion  whether  the  application 
should  be  considered  under  the  coopera- 
tive provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  if  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  In- 
terest in  the  matter  and  whether  it  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  Joint  or  concurrent  hearing, 
together  with  reasons  for  such  request. 

The  application  of  Colorado  Interstate 
Gas  Company  is  on  file  with  the  Com- 
mission and  is  open  to  public  inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C. 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register,  a  petition  to  intervene  or  pro- 
test.   Such  petition  or  protest  shall  con- 
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form  to  the  requirements  of  S§  1.8  or  1.10, 
whichever  is  applicable,  of  the  rules  of 
practice  and  procedure. 

[se\l1  Leon  M.  Fuquay, 

Secretary. 

|P.    R.    Doc.    49-3561:    Filed.    May    0,    1949; 
8. 46  a.  m.) 


(Docket  Nos.  0-1157,  0-11621 

Southern  Counties  Gas  Co.  of  Cau- 
FORNU  and  San  Diego  Gas  and  Electric 
CO. 

ORDER  CONSOLIDATING  PROCEEDINGS  AND 
FIXING  DATE  OF  HEARING 


May  5.  1949. 
On  December  2,  1948.  Southern  Coun- 
ties Gas  Company  of  California  (South- 
ern Counties)  ftied  an  application  for  a 
Certificate  of  Public  Convenience  and 
Necessity  and  on  January  4.  1949,  San 
Diego  Gas  and  Electric  Company  (San 
Diego )  filed  an  application  for  a  Certifi- 
cate of  Public  Convenience  and  Neces- 
sity, both  pursuant  to  section  7  of  the 
Natural  Gas  Act.  as  amended,  authoriz- 
ing the  construction  and  operation  of 
certain  natural-gas  facilities,  subject  to 
the  jurisdiction  of  the  Commission,  as  de- 
scribed in  such  applications  on  file  with 
the  Commission  and  open  to  public  in- 
spection. Due  notice  of  the  filing  of  such 
applications  has  been  given,  including 
publication  in  the  Federal  Register  on 
December  16.  1948  (13  P.  R.  7789)  and 
January  13.  1949  (14  P.  R.  192),  respec- 
tively. 

The  two  applications  cover  the  con- 
struction and  operation  of  a  single  pipe- 
line extending  from  an  existing  pipeline 
of  the  Southern  Counties  system  near 
Moreno  to  San  Diego.  California.  That 
part  of  the  pipeline  in  Riverside  County. 
California,  is  to  be  built  by  Southern 
Counties  and  the  remaining  part  to  be 
built  by  San  Diego. 

Applicants  have  requested  that  their 
applications  be  heard  under  the  short- 
ened procedure  provided  by  §  1.32  of  the 
Commission's  rules  of  practice  and  pro- 
cedure; however,  certain  questions  re- 
lating to  the  filing  of  a  tariff  and  rate 
schedules  have  not  been  resolved  between 
Southern  Counties  and  the  Commission's 
staff.  Applicants  have  urged  the  neces- 
sity for  prompt  issuance  of  a  certificate, 
and  good  cause  exists  for  setting  the 
hearing  on  less  than  the  15  days  notice 
required  by  the  Commislson's  rules  of 
practice  and  procedure.  The  Commis- 
sion orders: 

(A)  Applicants  request  that  the  afore- 
said applications  be  heard  under  the 
shortened  procedure  provided  by  S  1.32 
of  the  Commission's  rules  of  practice  and 
procedure  be  and  the  same  is  hereby 
denied. 

(B)  The  aforesaid  proceedings  in 
Docket  Nos.  G-1157  and  G-1162  be  and 
the  same  hereby  are  consolidated  for 
hearing. 

(C)  Pursuant  to  authority  contained 
In  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  sections  7  and  15  of  the  Natiu-al 
Ga.*-  Act.  as  amended,  and  the  Commis- 
sion's rules  of  practice  and  procedure,  a 
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public  hearing  be  heard  commencing  on 
May  17,  1949.  at  10:00  a.  m.  (e.  d.  s.  t.) 
In  the  Hearing  Room  of  the  Federal 
Power  Commission,  1800  Pennsylvania 
Avenue  NW..  Washington,  D.  C,  con- 
cerning the  matters  presented  and  the 
Issues  involved  in  the  said  applications 
and  other  pleadings. 

(D)  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  issuance:  May  5,  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Ftquay, 

Secretary. 

|F.    R.    Doc.    49-3679;    Filed,    May    9,    1949; 
8:49  a.  m.) 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  64-175) 

West  Penn  Electric  Co.  et  al. 

NOTICE  OF  filing  AND  NOTICE  OF  AND  ORDER 
FOR  HE.',RINC  ON  PLAN 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington,  D.  C.  on 
the  3d  day  of  May  A.  D.  1949. 

In  the  matter  of  the  West  Penn  Elec- 
tric Company.  West  Penn  Railways 
Company.  West  Penn  Power  Company, 
Monongahela  Power  Company  (appli- 
cants). File  No.  54-175. 

I.  Notice  is  hereby  given  that  a  joint 
application,  with  two  amendments  there- 
to, seeking  approval  of  a  Plan  pursuant  to 
section  11  (e)  of  the  Public  Utility  Hold- 
ing Company  Act  of  1935,  has  been  filed 
v/ith  thir.  Commission  by  the  West  Penn 
Electric  Company  ("West  Penn  Elec- 
tric"), a  registered  holding  company, 
and  three  of  its  sub.-^ldiaries.  namely, 
West  Penn  Railways  Company  ("Rail- 
ways"), West  Penn  Power  Company 
("Power"),  and  Monongahela  Power 
Company  ("Monongahela"). 

All  Interested  persons  are  referred  to 
said  document  which  is  on  file  in  the 
ofiBces  of  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed which  are  summarized  as  follows : 

The  Plan  proposes  a  series  of  trans- 
actions which  In  the  Plan  have  been  di- 
vided Into  two  parts  and  have  been  desig- 
nated Part  I  and  Part  11.  Briefly  stated. 
Part  I  proposes  the  distribution  to  West 
Penn  Electric  of  Railways'  stock  holdings 
In  Power  and  surplus  cash  not  used  or 
useful  to  Railways  in  rendering  trans- 
portation services  and  the  assumption  by 
West  Penn  Electric  of  all  of  Railways' 
bond  obligations;  and  Part  II  proposes 
the  repurchase  from  Power  by  West  Penn 
Electric  of  all  of  the  583.999-'i.5  shares 
of  common  stock  of  Monongahela  owned 
by  Power. 

Additionally,  the  filing,  as  amended, 
seeks  an  order  of  this  Commission  re- 
moving a  restriction  imposed  in  August 
1945  whereby  dividends  on  the  common 
stock  of  Monongahela  may  not  exceed 
$800,000  In  any  calendar  year  (see  Hold- 
ing Company  Act  Release  No.  5988  > . 

It  1?  represented  In  the  filing  that  upon 
the  consummation  of  Parts  I  and  II  the 


property  and  assets  of  Railways  will  con- 
sist solely  of  those  related  to  Its  trans- 
portation services  and  further  that  there 
will  be  no  holding  company  In  the  West 
Penn  Electric  system  having  a  sub- 
sidiary company  which  Itself  has  a  sub- 
sidiary which  is  a  holding  company. 
Certain  background  material  and  the  de- 
tails of  Parts  I  and  II  are  set  forth  im- 
mediately hereinafter. 

West  Penn  Electric  is  a  Maryland  cor- 
poration. Since  the  dissolution  and 
liquidation  of  its  former  parent  company, 
American  Water  Works  and  Electric 
Company.  Inc.,  in  1947,  pursuant  to  plans 
filed  by  that  company  and  joined  in  by 
West  Penn  Electric  under  section  11  (e» 
of  the  act.  West  Penn  Electric  has  been 
and  now  is  the  top  holding  company  of 
the  West  Penn  Electric  system  and  as 
such  contiois  through  stock  ov/nership 
subsidiary  companies  engaged  in  the 
electric,  gas,  transportation,  and  certain 
minor  businesses  in  sections  of  Pennsyl- 
vania. West  Virginia,  Maryland.  Virginia 
and  Ohio.  The  principal  operating 
utility  subsidiaries  of  West  Penn  Elec- 
tric are  Power.  Monongahela.  Railways, 
and  The  Potomac  Edison  Company 
("Potomac"). 

Railways  Is  a  Pennsylvania  corpora- 
tion owning  and  operating  electric  rail- 
way lines  rendering  transportation  serv- 
ices in  parts  of  western  Pennsylvania. 
Among  its  other  assets  Railways  owns 
866.000  shares  of  common  stock  of  Power 
and  54  shares  of  6%  Cumulative  Pre- 
ferred Stock  and  132  shares  of  Class  A 
stock  of  West  Penn  EHectric.  As  at 
March  31.  1949,  Railways  had  ouUitand- 
ing  $4,372  500  principal  amount  of  non- 
callable  First  Mortgage  5%  Gold  Bonds 
due  June  1,  1960  (issued  by  West  Penn 
Traction  Company,  a  predecessor  of  Rail- 
ways), which  are  owned  by  the  public, 
and  170.917  shares  of  common  stock,  par 
value  $1C0  per  share,  all  of  these  com- 
mon shares  being  owned  by  West  Penn 
Electric. 

Power  is  a  Pennsylvania  corporation 
owning  and  operating  directly  or  through 
subsidiary  companies  (other  than 
Monongahela),  a  utility  system  serving 
parts  of  western  and  north  central  Penn- 
sylvania. Power  owns  583.999-'^jr>  shar(\s 
of  common  stock  of  Monongahela.  In 
addition  to  mortgage  bonds  and  pre- 
ferred stocks  which  are  owne^  by  the 
public.  Power  had  outstanding,  as  at 
March  31.  1949.  3,035,000  shares  of  com- 
mon stock,  no  par  value,  of  which  164.123 
shares  (5.4':o  of  total  issue)  are  owned 
by  the  public.  866.000  shares  (28.57r  of 
total  issue )  are  owned  by  Railways,  and 
2.004,871  (66.1%  of  total  issue)  shares 
are  owned  by  West  Penn  Electric. 

Monongahela  is  a  West  Virginia  cor- 
poration owing  and  operating,  directly  or 
through  subsidiaries,  a  utility  system 
serving  northern  West  Virginia  and  small 
parts  of  eastern  Ohio,  western  Virginia, 
and  western  Maryland.  In  addition  to 
mortgage  bonds,  promissory  notes,  and 
preferred  stock,  which  are  owned  by  the 
public,  Monongahela  had  outstanding,  as 
at  December  31,  1948.  l.OOO.OCO  shares  of 
common  stock,  par  value  $6  50  per  share, 
of  which  583,999-'V2ft  shares  (58.4%  of 
total  Issue)  are  owned  by  Power  and 
418,000-:.%  .shares  (41.6%  of  totpl  issue) 
are  owned  by  Vvest  Penn  Electric. 


Tuesday,  May  10, 1949 

The  following  steps  are  proposed  In 
the  Plan: 

II.  Part  I:  Reorganization  of  Rail- 
waj/s.  1.  West  Penn  Electric  proposes  to 
surrender  to  Railways  all  but  1.000  shares 
of  the  latter's  common  stock.  West  Penn 
Electric  retaining  the  remaining  1,000 
shares  outstanding.  Railways  proposes 
to  reduce  its  capital'from  $17,091,700  to 
an  amount  not  less  than  $100,000  and 
proposes  to  cancel  and  retire  such  num- 
ber of  shares  of  its  common  stock  so  sur- 
rendered to  It  by  West  Penn  Electric  as 
shall  be  required  to  effect  such  reduction, 
retaining  any  remaining  such  surren- 
dered shares  In  Its  treasury.  It  is  fur- 
ther proposed  that  the  sum  by  which 
Railways  capital  Is  so  reduced  will  be 
transferred  to  capital  surplus. 

2.  West  Penn  Electric  will  a.ssume  the 
payment,  when  due,  of  the  principal  of 
and  interest  on  the  $4,372,500  principal 
amount  of  First  Mortgage  5%  Gold 
Bondi,  of  West  Penn  Traction  Company 
heretofore  assumed  by  Railways.  This 
assumption  Is  to  be  evidenced  by  an  in- 
strument between  West  Penn  Electric 
and  Railways  giving  appropriate  effect 
to  the  relative  rights  of  the  parties  in 
the  property  subject  to  the  lien  of  the 
mortgage  securing  these  bonds,  after 
the  transfer  of  the  common  stock  of 
Power  to  be  discussed  nerelnafter. 

3.  Railways  will  assign  to  West  Penn 
Electric  the  866.000  shares  of  common 
stock  of  Power  and  53  shares  of  6^^ 
Cumulative  Preferred  Stock  and  132 
shares  of  Class  A  stock  of  West  Penn 
Electric  owned  by  Railways  and  will  pay 
to  West  Penn  Electric  the  sum  of  $2,- 
200,000  In  cash.  In  the  event  that  this 
Part  I  shall  not  have  been  effected  at 
the  time  of  the  special  dividend  of  Power 
described  hereinafter  In  Part  II  of  this 
Plan,  the  amount  of  cash  to  be  distrib- 
uted by  Railways  shall  be  Increased  by 
the  aggregate  amount  of  the  special  divi- 
dend received  by  It  as  a  result  of  its 
ownership  of  common  .stock  of  Power. 
Of  the  866.000  shares  of  common  stock  of 
Power  owned  by  Railways  780.480  shares 
are  pledged  with  and  held  by  the  trustee 
of  the  mortgage  securing  the  West  Penn 
Traction  Company  bonds.  Said  780.480 
shares  will  continue  to  be  so  pledged  and 
held  and  Railways  will  assign  to  West 
Penn  Electric  all  of  Its  rights,  title,  and 
Interest  therein  subject  to  the  prior  rights 
of  the  trustee  and  the  bondholders.  The 
remaining  85.520  shares,  not  so  pledged, 
will  be  transferred  and  delivered  to  West 
Penn  Electric.  West  Penn  Electric  will 
cancel  and  retire  the  53  shares  of  Its  6% 
Cumulative  Preferred  Stock  and  132 
shares  of  Its  Class  A  stock  to  be  received 
by  Railways. 

III.  Part  II:  Repurchase  of  Monon- 
(jahela  stock.  1.  West  Penn  Electric 
proposes  to  purchase  from  Power  all  of 
the  583.999-''S!t\  shares  of  common  stock 
of  Monongahela  owned  by  Power  and  will 
pay  therefor  In  cash  a  sum  calculated  as 
follows:  $7.000.000— the  amount  paid  in 
1932  by  Power  to  West  Penn  Electric  for 
this  block  of  stock — plus  an  amount 
equivalent  to  6%  simple  interest  on  said 
sum  computed  from  the  date  of  purchase 
of  such  stock  by  Power  to  the  date  of  re- 
transfer  of  such  stock  to  West  Penn 
Electric  less  dividends  declared  and  paid 
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by  Monongahela  to  Power  on  said  stock 
during  this  period. 

2.  Power  will  pay  to  Its  common  stock- 
holders as  a  special  dividend  an  amount 
approximately  equal  to  the  excess  of  the 
total  payment  received  by  Power  for  the 
common  stock  of  Monongahela  as  above 
set  forth  In  paragraph  I  of  this  Part  II 
over  the  sum  of  $7,000,000  (the  original 
purchase  price  paid  by  Power  to  West 
Penn  Electric  for  this  stock). 

3.  West  Penn  Electric  will  distribute 
to  the  public  common  stockholders  of 
Power  $2.30  In  cash  for  each  share  of 
such  stock  held  by  them  as  full  compen- 
sation for  any  diminution  of  the  under- 
lying assets  applicable  to  their  securities 
as  a  result  of  this  sale  of  the  common 
stock  of  Monongahela  on  the  basis  pro- 
posed in  this  Part  II. 

IV.  The  effectuation  of  the  proposed 
plan  or  either  part  thereof  is  dependent 
upon  the  satisfaction  of  the  following 
conditions. 

1.  In  addition  to  an  order  of  this  Com-  . 
mission  approving  the  Plan,  this  Com- 
mission shall,  if  requested  by  West  Penn 
Electric,  have  Instituted  a  proceeding  in 
a  Court  of  competent  jurisdiction  and 
such  Court  shall  have  entered  a  decree 
or  order,  finding  the  Plan  fair  and  equi- 
table and  appropriate  to  effectuate  the 
provisions  of  section  II  of  the  act  and 
directing  the  enforcement  and  execution 
of  the  terms  and  provisions  of  the  Plan; 

2.  The  order  or  orders  of  the  Commis- 
sion, if  requested  by  West  Penn  Electric, 
shall  contain  such  recitals  and  itemiza- 
tions as  are  necessary  to  meet  the  re- 
quirements of  the  Federal  Internal  Reve- 
nue Code,  as  amended,  including  section 
1808  (f )  and  Supplement  R  thereof; 

3.  That  closing  agreements  or  rulings 
from  the  U.  S.  Treasury  Department  as 
to  the  tax  consequences  to  We.st  Penn 
Electric  and  others  affected  by  the  plan, 
or  a  part  thereof,  shall  be  satisfactory  to 
West  Penn  Electric;  and  that  all  action 
in  connectiorv  with  the  Plan  taken  by 
West  Penn  Electric  and  its  as.soclate 
companies  and  all  orders,  rules,  and  reg- 
ulations adopted  or  i.ssued  by  regulatory 
authorities  having  jurisdiction  in  the 
premises,  must  be  satisfactory  to  counsel 
to  West  Penn  Electric;  and 

4.  The  effectuation  of  the  several 
transactions  provided  In  each  of  Part  I 
and  Part  II  of  the  Plan  shall  be  condi- 
tioned upon  the  effectuation  of  the  other 
transactions  specified  in  such  Part  ex- 
cept to  the  extent  waived  by  West  Penn 
Electric.  The  effectuation  of  either  Part 
I  or  Part  II  shall  not  be  conditioned  upon 
effectuation  of  the  other  Part. 

The  Plan  further  provides  with  respect 
to  amendments  thereto  and  certain  other 
provl.slons  as  follows: 

1.  By  Its  terms,  the  Plan  or  either  Part 
thereof  may  be  modified  or  amended  in 
any  respect  or  particular  or  may  be  aban- 
doned by  West  Penn  Electric  at  any  time 
or  times  before  such  Plan  or  Part  has 
been  approved  by  a  Court  of  competent 
Jurisdiction.  After  approval  by  the  Court 
and  before  such  Plan  or  Part  has  been 
consummated  pursuant  to  the  order  or  a 
decree  of  the  Court,  such  Plan  or  Part 
may  be  modified  or  amended  In  any 
respect  or  particular  by  West  Penn  Elec- 
tric with  the  approval  of  the  Commission 
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and  the  Court.  No  amendment  to  the 
Plan  or  Part  shall  be  effective  without 
the  consent  and  agreement  of  West  Penn 
Electric  and  any  change  In  such  Plan  or 
Part,  without  such  consent,  shall  have 
the  effect  of  cancelling  and  withdrawing 
the  Plan; 

2.  Any  step  of  the  Plan  or  a  Part 
thereof  may  be  carried  out  without  re- 
gard to  the  consummation  of  any  other 
step  of  the  Plan  or  .such  Part  thereof. 
After  ten  days'  notice  thereof  to  the 
Commission  given  by  West  Penn  Electric 
any  steps  may  be  altered,  certain  steps 
may  be  abandoned,  or  additional  .steps 
may  be  added,  and  no  such  alteration.s, 
additions,  or  abandonments  shall  be  con- 
sidered an  amendment  to  the  Plan  or  a 
departure  from  the  Plan  If  the  carrying 
out  thereof  will  result  In  the  consumma- 
tion of  the  substance  of  the  transaction 
contemplated  by  the  Plan  or  either  Part 
thereof  in  its  present  form,  or  as  here- 
after amended.  No  such  alterations,  ad- 
ditions, or  abandonments  referred  to  in 
the  preceding  sentence  shall,  however, 
be  made  until  approved  by  the  Commis- 
sion, if  the  Commission  within  ten  days 
after  mailing  to  it  by  West  Penn  Electric 
of  the  foregoing  notice,  shall  have  noti- 
fied West  Penn  Electric  that  the  Com- 
mission deems  such  alterations,  addi- 
tions, or  abandonments  to  constitute  a 
material  alteration  of  the  Plan. 

It  appearing  to  the  Commission  that 
It  is  appropriate  In  the  public  Interest 
and  in  the  interests  of  investors  and  con- 
sumers that  a  public  hearing  be  held  with 
respect  to  said  matters. 

It  is  hereby  ordered.  That  a  public 
hearing  under  the  applicable  provisions 
of  the  act  and  the  rules  and  regulations 
of  the  Commission  promulgated  there- 
under, be  held  on  May  17.  1949.  at  10:00 
a.  m.,  e.  d.  s.  t..  at  the  office  of  the 
Securities  and  Exchange  Commission. 
425  Second  Street  NW.,  Washington  25. 
D.  C.  On  such  day  the  Hearing  Room 
Clerk  in  Room  101  will  advise  as  to  the 
room  where  such  hearing  will  be  held. 
Any  person  desiring  to  be  heard  or  other- 
wise wishing  to  participate  in  the  pro- 
ceeding should  notify  the  Commission  to 
that  effect  by  filing  with  the  Secretary 
of  the  Commission  on  or  before  May  13, 
1949,  his  request  or  application  therefor 
as  provided  by  Rule  XVII  of  the  Com- 
mission's rules  of  practice. 

It  is  further  ordered.  That  jurisdiction 
be,  and  It  hereby  is.  reserved  to  separate 
either  for  hearing.  In  whole  or  In  part, 
for  disposition,  in  whole  or  in  part,  of  any 
issues  or  que.stions  which  may  arise  in 
these  proceedings,  and  to  take  .such  other 
action  as  may  appear  conductive  to  an 
orderly  prompt,  and  economical  disposi- 
tion of  the  matters  involved. 

It  is  further  ordered.  That  Allen  Mac- 
Cullen  or  any  other  officer  or  officers  of 
the  Commission  designated  by  it  for  that 
purpose  shall  preside  at  the  hearing 
above  ordered.  The  officer  so  designated 
to  preside  at  such  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted  to 
the  CommLsslon  under  section  18  (c)  of 
the  act  and  to  a  Hearing  Officer  under 
the  Commission's  rules  of  practice. 

Notice  is  hereby  given  of  said  hearing 
to  the  above  named  applicants  and  to 
all  interested  persons,  said  notice  to  be 
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given  to  the  applicants,  and  to  the  Public 
Utility  Comml.'ssion  of  the  State  of  Penn- 
sylvania, the  Public  Service  Commission 
of  the  State  of  Maryland,  and  the  Pxiblic 
Service  Commission  of  the  State  of  West 
Virginia  by  registered  mail,  and  to  all 
perrons  by  publication  of  this  notice  and 
order  in  the  Federal  Ricistct. 

It  is  further  ordered.  That  West  Penn 
Electric  shall  cause  additional  notice  of 
che  hearing  in  this  matter  be  given  to  all 
known  holders  of  the  common  stock  of 
Power  by  causing  a  copy  of  this  notice 
and  order  to  be  mailed  to  such  holders  at 
their  respective  last  known  addresses  as 
the  same  shall  appear  on  the  mo-st  recent 
stock  register  list  of  Power,  such  mailing 
to  occur  not  less  than  ten  days  prior  to 
the  date  of  said  hearing. 

/(  is  further  ordered.  That  «/ithout 
limiting  the  scope  of  the  Issues  presented 
In  these  proceedings,  particular  atten- 
tion shall  be  directed  at  the  hearing  to 
the  following  matters  and  questions: 

1.  Whether  Parts  I  and  II  as  filed,  or 
as  they  may  hereafter  be  modified,  are 
each  necessary  to  effectuate  the  pro- 
visions of  section  11  (b>  of  the  art  and 
fair  and  equitable  to  all  persons  affected 
thereby; 

2.  Whether  the  proposed  transfer  of 
assets  by  Railways  to  West  Penn  Electric 
meets  all  of  the  applicable  standards  of 
the  act.  Is  in  the  public  Interest  and  In 
the  Interest  of  Investors  and  consumers, 
and.  if  not.  to  what  extent  and  In  what 
manner  should  the  proposal  be  modified 
to  satisfy  requirements  of  the  act; 

3.  Whether  the  accounting  adjust- 
ments and  entries  proposed  to  be  made 
In  connection  with  the  Plan  are  proper 
and  In  accordance  with  sound  account- 
ing practices,  and  what  further  account- 
ing adjustments,  if  any,  should  be  pro- 
posed or  required; 

4.  Whether  under  the  circumstances,  it 
Is  in  the  interest  of  investors,  consumers, 
and  the  public  to  grant  the  request  of 
Monongahela  to  remove  the  presently 
existing  restriction  limiting  the  payment 
of  common  stock  dividends  to  $800,000 
during  any  calendar  year. 

5.  Generally,  whether  the  proposed 
transactions  are  In  all  respects  In  the 
public  Interest  and  in  the  Interest  of  in- 
vestors and  consumers  and  consistent 
with  all  applicable  requirements  of  the 
act  and  with  the  rules  thereunder  and,  if 
not.  what  modifications  should  be  re- 
quired to  be  made  and  what  terms  and 
conditions  should  be  imposed  to  satisfy 
the  statutory  standards. 
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office  In  the  city  of  Washington,  D.  C,  on 
the  4th  day  of  May  1949. 

Rochester  Gas  and  Electric  Corpora- 
tion ("Rochester"),  a  subsidiary  of  Gen- 
eral Public  Utilities  Corporation,  a  reg- 
istered holding  company,  having  filed  an 
application,  and  amendments  thereto, 
pursuant  to  section  6  <b)  of  the  Pdbllc 
Utility  Holding  Company  Act  of  1935 
("act")  and  Rule  U-50  promulgated 
thereunder,  wherein,  among  other 
things,  Rochester  proposed  to  Issue  and 
sell    $16,677,000    principal    amount    of 

%  Series  L  first  mortgage  bonds  due 

March  1.  1979,  and  50,000  ^^hares  of  $100 

par  value %   Series  G  Cumulative 

Preferred  Stock ;  and 

The  Commission  having  by  order  dated 
April  11.  1949.  granted  said  application, 
as  amended,  subject  to  the  conditions, 
among  others,  that  (1)  Rochester  obtain 
from  the  Public  Service  Commission  of 
the  State  of  New  York  a  final  order  ex- 
pressly authorizing  the  l.ssue  and  sale  of 
said  bonds  and  preferred  stock,  and  t2) 
the  proposed  issuance  and  sale  of  secu- 
rities not  be  consummated  until  the  re- 
sults of  the  competitive  bidding,  pursu- 
ant to  Rule  U-50,  have  been  made  a 
matter  of  record  in  the  proceedings  and 
a  further  order  shall  have  been  entered 
In  the  light  of  the  record  as  completed 
jurisdiction  being  reserved  for  this 
purpose,  and  the  Commission  having 
reserved  Jurisdiction  over  the  payment 
of  the  fees  and  expenses  of  all  counsel; 
and 

The  Commission,  on  April  20,  1949, 
having  released  jurisdiction  It  thereto- 
fore reserved  with  respect  to  the  results 
of  competitive  bidding  for  the  first  mort- 
gage bonds;  and 

Rochester  having  now  filed  a  further 
amendment  to  its  application,  as 
amended,  in  which  Is  contained  a  final 
order  of  the  Public  Service  Commission 
of  the  State  of  New  York  authorizing  the 
Issue  and  sale  of  the  preferred  stock  and 
In  which.  In  accordance  with  the  permis- 
sion granted  by  said  order  of  the  Com- 
mission dated  April  11.  1949.  it  states  it 
has  offered  its  preferred  stock  for  sale 
pursuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50  and  has  received 
the  following  bids: 


By  the  Commission. 


[seal! 


Orval  L.  DtjBois, 
Secretary. 


[F.    R.    Doc.    49-3667:    Filed.    May    9.    1949; 
8:4<7  a.  m.] 


It  is  ordered.  That  the  Jurisdiction 
heretofore  reserved  in  connection  with 
the  issue  and  sale  of  the  preferred  stock 
be,  and  the  same  hereby  is,  released,  sub- 
ject, however,  to  the  terms  r.nd  condi- 
tions prescribed  in  Rule  U-24. 

It  is  further  ordered.  That  the  Juris- 
diction heretofore  reserved  over  the  pay- 
ment of  the  fees  and  expenses  of  all  coun- 
sel be.  and  the  same  hereby  is.  continued. 

By  the  Commission. 


[File  No.  70-15291 
ROCHESTER  Gas  and  Electric  Corp. 

SUPPLEMENTAL  ORDER  RELEASING  JURISDIC- 
TION OVER  ISSUE  AND  SALE  OF  STOCK  AND 
RESERVING  JURISDICTION  OVER  FEES  AND 
EXPENSES 

At  a  regular  session  of  the  Seciu-ltles 
and  Exchange  Commission,  held  at  its 


Bidder 


Fa)oi'>on  Pros.  &  Hiitilor        ,  $100  177 
Karriman  Kipley  A  Co.,  Inc.]  100  ft5 

I  nion  ^ocurilies  Corp Km.  22 

Lehman  Bros 100.55 


Ptr  cent 

4.75 
4.M 
4.KS 
4.U) 


PtTcent 
4.  742 

4.Kly 
4. 83't 
4.873 


The  amendment  further  stating  that 
Rochester  has  accepted  the  bid  of  Salo- 
mon Bros.  &  Hutzler  for  the  preferred 
stock  as  set  out  above  and  that  the  pre- 
ferred stock  will  be  oflered  for  sale  to  the 
public  at  a  price  of  $102.00  per  share, 
resulting  in  an  underwriters'  spread  of 
$1,823  per  share;  and 

The  CommLsslon  having  examined 
said  amendment  and  having  considered 
the  record  herein  and  finding  no  basis 
for  imposing  terms  and  conditions  with 
respect  to  the  issue  and  sale  of  the  pre- 
ferred stock: 


(SEALl 


Orv.\l  L.  Dubois. 
Secretary. 


|F     R.    Dec.    49-3671;    FUed.    May    0,    1943; 
8:48  a.  m.) 


(File  Ko.  70  2087] 
Toledo  Edison  Co. 

SUPPI  EMENTAL  ORDER  GRANTING  APPLICATION 
AND  RELEASING  JURISDICTION  OVER  FEES 

At  a  regular  session  of  the  Securitle.s 
and  Exchange  Commi.ssion  held  at  Its 
office  in  the  city  of  Washinpton.  D.  C.  on 
the  3d  day  of  May  A.  D.  1949. 

The  Toledo  Edison  Company  ("To- 
ledo") .  a  public  utility  subsidiary  of  Cities 
Service  Company,  a  registered  holding 
company,  having  filed  an  application  and 
amendments  thereto  pursuant  to  section 
g  (b>  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  with  respect  to  the  is.-^ue 
and  sale  by  Toledo  of  $2,500,000  principal 
amount  of  First  Mortgage  Bonds,  ..'"o 
Series,  due  1979,  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule 
U-50:  and 

The  Commission,  by  order  dated  April 
25,  1949.  having  granted  said  application, 
as  amended,  subject,  among  other  things, 
to  the  condition  that  the  proposed  issue 
and  sale  shall  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding, 
and  a  further  order  shall  have  been  en- 
tered in  the  light  of  the  record  so  com- 
pleted, and  subject  to  a  reservation  of 
jurisdiction  over  the  payment  of  all  legal 
fees  and  expenses  In  connection  with  the 
proposed  transaction;  and 

Toledo  having  filed  a  further  amend- 
ment to  said  application,  as  amended, 
setting  forth  the  action  taken  to  comply 
with  the  CommLssion's  order  of  April  25, 
1949  and  the  requirements  of  Rule  U-50. 
said  amendment  stating  that  pursuant 
to  the  invitation  for  competitive  bids  with 
respect  to  the  sale  of  the  bonds  the 
following  bids  were  received: 


Kaine  of  bidder 

Intrr- 

Mt 

rate 

rrketo 

rorapany 
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of 
prlTl(i|»l 
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Cost  of 

niciii  y 
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Co                    
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3 

}      ' 
3 
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3 
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J  «>7r"''« 

OtU  A  Co           

%*.ty' 

Tin;  First  Boston  Corp 

2.5*47-7 

Tuesday,  May  10, 1949 

Said  amendment  further  stating  that 
Toledo  has  accepted  the  bid  of  Equitable 
.Securities  Corporation  and  that  the 
bonds  will  be  offered  for  sale  to  the  pub- 
lic at  an  initial  price  of  101.591%  of  the 
principal  amount,  plus  accrued  Interest, 
resulting  In  an  underwriter's  spread  of 
0  544%  of  the  principal  amount  of  the 
bonds;  and 

Toledo  having  supplemented  the  rec- 
ord with  statements  setting  forth  the 
amounts,  nature  and  extent  of  legal  serv- 
ices rendered  by  the  various  counsel  for 
which  requests  for  payment  have  been 
made  as  follows:  $8,000  to  Frueauff, 
Burns,  Ruch  &  Farrell.  counsel  for  To- 
ledo. $4,000  to  Welles,  Kelsey,  Fuller. 
Cobourn  &  Harrington,  Ohio  counsel  for 
Toledo,  and  $4,800  to  Chadbourne.  Hunt, 
Jaeckel  ti  Brown,  ^counsel  for  thie  suc- 
cessful bidder  for  said  bonds,  whose  fee 
Is  to  be  paid  by  the  successful  bidder; 
and  it  appearing  that  said  fees  are  not 
unreasonable;  and 

The  Commission  having  examined  said 
amendment,  and  having  considered  the 
entire  record,  and  finding  no  basis  for 
imposing  terms  and  conditions  with  re- 
spect to  the  sale  of  the  bonds  by  Toledo: 

It  is  ordered.  That  the  Juftsdlction 
heretofore  reserved  with  respect  to  the 
matters  to  be  determined  as  a  result  of 
competitive  bidding  for  said  bonds  under 
Rule  U-50  and  with  respect  to  legal  fees, 
be,  and  the  same  hereby  is,  released  and 
that  the  application,  as  further  amend- 
ed, be,  and  the  same  hereby  is,  granted 
forthwith,  subject  to  the  ternxs  and  con- 
ditions prescribed  In  Rule  U-24. 

By  the  Commission. 

rSEALl  ORVAL  L.   DuBoIS. 

Secretary. 

|F.    R.    Doc.    49-3665;    Filed.    May    9,    1949; 
8:47  a.  m.] 


[File  No.  70-2104] 
Southwestern  Development  Co.  et  al, 

ORDER   granting   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
oCBce  in  the  city  of  Washington,  D.  C.  on 
the  3d  day  of  May  A.  D.  1949. 

In  the  matter  of  Southwestern  De- 
velopment Company.  Amarlllo  Gas  Com- 
pany. Amarlllo  Oil  Company,  Panhandle 
Pipe  Line  Company,  West  Texas  Gas 
Company,  File  No,  70-2104. 

Southwestern  Development  Company 
("Southwestern"),  a  registered  holding 
company,  and  four  wholly-owned  sub- 
sidiary companies  of  Southwestern, 
namely.  Amarlllo  Gas  Company  ("Ama- 
rlllo Gas").  Amarlllo  Oil  Company 
("Amarlllo  Oil"),  Panhandle  Pipe  Line 
Company  ("Panhandle  Pipe"),  and  West 
Texas  Gas  Company  ("West  Texas"), 
have  filed  a  Joint  application-declaration 
and  an  amendment  thereto  with  this 
Commission  pursuant  to  sections  7,  10, 
and  12  of  the  Public  Utility  Holding 
Company  Act  of  1935, 

Amarlllo  Gas,  Amarlllo  Oil  and  West 
Texas  propose  to  issue  and  sell  to  South- 
western their  five  year  3%  unsecured 
promissory  notes  in  the  principal  amount 
Ko.  89 4 


FEDERAL  REGISTER 

of  $300,000,  $200,000  and  $2,500,000.  re- 
spectively, and  Southwestern  proposes  to 
acquire  said  notes.  The  notes  may  be 
prepaid  from  time  to  time  without  pre- 
mium. 

Panhandle  Pipe  proposes  to  sell  all  of 
its  properties  and  assets  and  transfer  all 
of  Its  liabilities  to  Amarlllo  Oil  at  a  price 
equivalent  to  the  book  net  worth  of  Pan- 
handle Pipe  on  the  date  of  con.summa- 
tlon.  (As  of  December  31.  1948  the  book 
net  worth  of  Panhandle  Pipe  was 
$339,162.)  In  payment  for  said  net  as- 
sets. Amarlllo  Oil  proposes  to  issue  and 
sell  and  Panhandle  PlF>e  proposes  to  ac- 
quire at  par  a  five  year  3%  unsecured 
promissory  note  in  the  principal  amount 
of  said  book  net  worth  of  such  assets  at 
the  date  of  consummation.  Thereafter 
Southwestern  proposes  to  effect  the  dis- 
.solution  and  liquidation  of  Panhandle 
Pipe  and.  as  sole  stockholder.  Southwest- 
ern proposes  to  acquire  the  five  year  3% 
unsecured  promissory  note  of  Amarlllo 
Oil  issued  in  payment  for  the  net  assets 
of  Panhandle  Pipe. 

Notice  of  the  filing  of  this  Joint  ap- 
plication-declaration having  been  duly 
given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23  promulgated  under 
the  act,  and  the  Commission  not  having 
received  a  request  for  hearing  within  the 
time  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  applicants-declarants  having  re- 
quested that  the  Commission's  order 
with  respect  to  said  application-declara- 
tion l.ssue  at  the  earliest  date  possible 
and  become  effective  upon  Issuance;  and 

The  Commission  finding  with  respect 
to  said  Joint  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  the 
rules  and  regulations  thereunder  are 
satisfied  and  that  no  adverse  findings 
are  necessary  thereunder,  and  deeming 
it  appropriate  In  the  public  interest  and 
in  the  interest  of  investors  and  con- 
sumers that  said  Joint  application- 
declaration,  as  amended,  be  granted  and 
permitted  to  become  effective  forthwith ; 

It  is  hereby  ordered,  Pursuant  to.  Rule 
U-23  and  the  applicable  provisions  of  the 
Public  Utility  Holding  Company  Act  of 
1935  that  this  said  Joint  application- 
declaration,  as  amended,  be.  and  the 
same  hereby  Is,  granted  and  permitted  to 
become  effective  forthwith  subject  to  the 
terms  and  conditions  prescribed  in  Rule 
U-24, 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.    R.    Doc.    49-3668;    Filed.    May    9,    1949; 
8:48  a.  m.l 


[File  No.  70-21061 

Columbia  Gas  System,  Inc.,  and  United 
Fuel  Gas  Co. 

order  granting  application  and  permit- 

TING  DECLARATION  TO  BECOMS  EFFECTIVE 

At  a  regular  session  of  th«  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C, 
on  the  3d  day  of  May  1949. 
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The  Columbia  Gas  System.  Inc.  ("Co- 
lumbia";, a  registered  holding  company, 
and  Its  subsidiary,  United  Fuel  Gas  Com- 
pany ("United"),  having  filed  a  joint 
application-declaration,  pursuant  to  the 
provisions  of  sections  6  (b).  9,  10  and  12 
of  the  Public  Utility  Holding  Company 
Act  of  1935  with  respect  to  the  follow- 
ing proposed  transaction: 

United  proposes  to  issue  and  sell  to 
Columbia  $1,000,000  principal  amount  of 
3V4%  Installment  Promis.sory  Notes. 
Such  notes  are  to  be  unsecured  and  are 
to  be  paid  In  equal  annual  installments 
on  February  15  of  each  of  the  years  1952 
to  1976,  inclusive.  Applicants-declarants 
state  that  the  proceeds  to  be  obtained 
through  the  Issue  and  sale  of  the  notes 
will  be  utilized  by  United  in  connection 
with  Its  construction  program,  which 
program.  It  Is  estimated,  will  require  ap- 
proximately $6,400,000  of  additional 
financing  during  1949.  The  Public  Serv- 
ice Commission  of  West  Virginia,  by  order 
dated  March  28,  1949,  approved  the  pro- 
posed issue  and  sale  of  notes  by  United. 

Such  joint  application  -  declaration 
having  been  duly  filed  and  notice  of  said 
filing  having  been  duly  given  in  the  form 
and  manner  prescribed  by  Rule  U-23  pro- 
mulgated pursuant  to^ald  act,  and  the 
Commission  not  having  received  a  re- 
quest for  hearing  with  respect  to  said 
Joint  aiH>lIcation-declaration  within  the 
period  specified  in  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  said  joint  application-declaration  that 
the  requirements  of  the  applicable  pro- 
visions of  the  act  and  rules  thereunder 
are  satisfied,  and  deeming  It  appropriate 
in  the  public  interest  and  In  the  Interest 
of  Investors  and  consumers  that  said 
Joint  application-declaration  be  granted 
and  permitted  to  become  effective: 

It  is  ordered,  pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  the  said  Joint  application-declara- 
tion be.  and  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith 
subject  to  the  terms  and  conditions  pre- 
scribed in  Rule  U-24, 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBOIS. 

Secretary. 

|F.    R.    Doc.    49-3669;    Filed,  May    9,    1949; 
8:48  a.  m.] 


[File  No.  70-21081 


Columbia  Gas  System,  Inc..  and  Central 
Kentucky  Natural  Gas  Co. 

ORDER   granting  APPLICATICiN   AND  PERMIT- 
TING declaration  to  become  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
oflQce  In  the  city  of  Washington,  D.  C,  on 
the  3d  day  of  May  1949. 

The  Columbia  Gas  System,  Inc.  ("Co- 
lumbia"), a  registered  holding  company, 
and  its  subsidiary.  Central  Kentucky 
Natural  Gas  Company  ("Central  Ken- 
tucky") ,  having  filed  a  Joint  application- 
declaration,  pursuant  to  the  provisions  of 
sections  6,  7,  9.  10.  and  12  of  the  Public 
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Utility  Holding  Company  Act  of  1935, 
with  respect  to  the  following  proposed 
transaction : 

Central  Kentucky  proposes  to  issue  and 
sell  to  Columbia  up  to  $2,350,000  princi- 
pal amount  of  3 '4%  Installment  Promis- 
sory Notes  not  later  than  December  31, 
1949.  Such  notes  are  to  be  unsecured 
and  are  to  be  paid  in  equal  annual  in- 
stallments on  February  15  of  each  of  the 
years  1952  to  1976.  inclusive.  It  is  stated 
that  the  proceeds  to  be  obtained  through 
the  Issue  and  sale  of  the  notes  will  be 
utilized  by  Central  Kentucky  (i)  to  re- 
store its  working  capital  which  has  been 
depleted  by  prior  construction  require- 
ments and  (ii)  In  connection  with  its 
construction  program  for  the  year  1949. 
which  program.  It  Is  estimated,  will 
require  approximately  $2,081,000  of 
financing. 

Such  joint  application-declaration 
having  been  duly  filed  and  notice  of 
said  filing  having  been  duly  given  In  the 
form  and  manner  prescribed  by  Rule 
U-23  promulgated  pursuant  to  said  act. 
and  the  Commission  not  having  received 
a  request  for  hearing  with  re.spect  to 
said  Joint  application-declaration  within 
the  period  .specified  in  said  notice,  or 
otherwise,  and  ♦ot  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  Joint  application-declaration  that 
the  requirements  of  the  applicable  provi- 
sions of  the  act  and  rules  thereunder  are 
satisfied,  and  deeming  it  appropriate  In 
the  public  interest  and  in  the  interest  of 
Investors  and  consumers  that  the  said 
joint  application-declaration  be  granted 
and  permitted  to  become  effective: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  the  said  Joint  application-declara- 
tion be.  and  hereby  is.  granted  and  per- 
mitted to  become  effective  forthwith  sub- 
ject to  the  terms  and  conditions  pre- 
scribed In  Rule  U-24. 

By  the  Commission. 

fSEALl  OrVAL  L.  DTjBoIS. 

Secretary. 

|F.    R.    Doc.    4&-3666;    Filed,    May    9,    1949; 
8:47  a.  m.| 


(File  No.  70-21161 

SotrfHERN  Natural  Gas  Co. 
Gas  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  4th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  Southern 
Natural  Gas  Company  ("Southern"),  a 
registered  holding  company,  has  filed  a 
declaration  with  this  Commission  pursu- 
ant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  Section  7  of  the  act 
has  been  designated  by  the  declarant  as 
being  applicable  to  the  proposed  trans- 
actions. 

Notice  is  further  given  that  any  In- 
terested person  may.  not  later  than  May 
16.  1949.  at  5:30  p.  m.,  e.  d.  s.  t,  request 
the  Commission  in  writing  that  a  hear- 
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Ing  be  held  on  such  matters,  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  Issues,  if  any,  of 
fact  or  law  raised  by  said  declaration,  as 
filed  or  as  amended,  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commi.ssion.  425  Sec- 
ond Street  NW.,  Washington  25.  D.  C. 
At  any  time  after  May  16,  1949.  said  dec- 
laration, as  filed  or  as  amended,  may  be 
permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act,  or  the 
Commission  may  exempt  such  transac- 
tions as  provided  in  Rule  U-20  (a)  and 
Rule  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

Southern  proposes  to  issue  and  sell 
141.858  additional  shares  of  its  common 
stock  having  a  par  value  of  $7.50  per 
share.  The  additional  shares  would  be 
offered  for  subscription  pro-rata  to  the 
stockholders  of  Southern  In  the  ratio  of 
one  share  for  each  ten  shares  held  of 
record  at  a  price  to  be  fixed  by  the  Board 
of  Directors.  Such  141,858  shares  in- 
cludes a  maximum  of  679  shares  to  be 
offered  for  subscription  to  the  minority 
stockholders  of  Alabama  Gas  Corpora- 
tion to  the  extent  that  .«:uch  minority 
stockholders  exchange  their  holdings  for 
common  stock  of  Southern,  under  an 
existing  offer  of  exchange,  on  or  before 
the  record  date  for  pro-rata  subscription. 
Transferable  warrants  evidencing  such 
right  to  subscribe  for  the  additional 
shares  would  be  issued  to  all  holders  of 
record  of  Southern's  common  stock. 
Southern  states  that  the  record  date  for 
the  issuance  of  the  warrants,  the  date  of 
the  expiration  of  the  warrants,  and  the 
subscription  price  of  the  additional 
shares  of  common  stock  will  be  supplied 
by  amendment. 

Southern  further  proposes  that  each 
warrant  will  also  give  the  holder  thereof 
who  has  exercised  the  same  for  pro-rata 
subscription,  the  privilege  of  subscribing 
at  the  same  price  for  additional  shares, 
subject  to  certain  conditions  and  to  al- 
lotment as  therein  provided,  out  of  the 
shares  of  Southern's  common  stock,  if 
any,  not  taken  for  subscription  on  the 
ba.sis  described  above. 

The  declaration  states  that  the  pro- 
ceeds from  the  sale  of  the  said  additional 
shares  of  Southern's  common  stock  will 
be  used  for  construction  of  additions  and 
extensions  of  its  properties  and  for  an 
additional  investment  in  the  common 
stock  of  its  subsidiary  company,  Alabama 
Gas  Corporation. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

[F.    R.    Doc.    49-3670;    Filed.    May    9.    1949; 
8:48  a.  m.] 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtTTHORrrr:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  322.  671,  ^gth  Cong..  60  Stat.  60,  925;  50 
U.  S.  C.  and  Supo.  App.  1.  616;  E.  O.  919}. 
July  6.  1942.  3  CFR.  Cum.  Supp.,  E.  O.  9567, 
June  8,  1946.  3  CFR.  1946  Supp..  E.  O.  9788, 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  130911 

Clara  Scholl 

In  re:  Trust  under  deed  of  Clara  Scholl 
dated  July  12,  1932.    Pile  P  28-14175  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Eva  Scholl.  whose  last  known 
address  is  Germany.  Is  a  resident  of  Gf^r- 
many  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  issue,  names  unknown,  of 
Eva  Scholl.  who  there  is  reasonable  caii.se 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  what.^o- 
ever  of  the  persons  identified  in  sub- 
paragraphs 1  and  2  hereof,  in  and  to  and 
arising  out  of  or  under  that  certain  trust 
agreement  dated  July  12.  1932,  between 
Clara  Scholl.  Donor,  and  the  Chicago 
Title  and  Trust  Company,  Trustee,  pre<;- 
ently  being  administered  by  the  Chicago 
Title  and  Trust  Company.  69  West  Vfash- 
Ington  Street.  Chicago  2.  Illinois.  Trus- 
tee, is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per.<:on 
named  in  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Eva  Scholl.  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  p11  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
March  30.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  Gemral. 
Director,  Office  of  Alien  Provcrty. 

{¥.    R.    Doc.    49  3650:    Filed,    May    6.    1949; 
8:t6  a.  m.J 


Tuesday,  May  10,1949 

(Vesting  Order  13168] 

Anna  Ida  Meyer  and  Industrial  Trust 
Co. 

In  re:  Trust  agreement  dated  August 
17, 1936,  by  and  between  Anna  Ida  Meyer, 
settlor,  and  Industrial  Trust  Company, 
trustee.    Pile  No.  P-28-8624-G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Max  Scheibe.  whose  last 
known  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  and  arising 
out  of  or  under  that  certain  trust  agree- 
ment dated  August  17.  1936.  by  and  be- 
tween Anna  Ida  Meyer,  settlor,  and  In- 
dustrial Trust  Company,  trustee,  pres- 
ently being  administered  by  Industrial 
Trust  Company,  trustee.  111  Westminster 
Street,  Providence,  Rhode  Island,  is 
property  within  the  United  States  owned 
or  controlled  by.  payable  or  deliverable 
to.  held  on  behalf  of  or  on  account  of. 
or  owing  to,  or  which  is  evidence  of  own- 
ership or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  "not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

IsEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3652;    PUed.    May    6.    1949; 
8;53  a.  m] 
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law,    after   investigation.   It   Is   hereby 
found: 

1.  That  Ernest  Wiedbusch.  Karl 
Schmidt,  and  Wilhelm  Wiedbusch.  whose 
last  known  address  was,  on  February  11, 
1949,  Germany,  were  on  such  date  resi- 
dents of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  sum  of  $3700.40  was  paid 
to  the  Attorney  General  of  the  United 
States  by  Anna  Salow  and  Walter  Salow, 
Co-executors  of  the  estate  of  Frieda 
Wiedbusch,  deceased; 

3.  That  the  said  sum  of  $3700.40  was 
accepted  by  the  Attorney  General  of  the 
United  States  on  February  11,  1949,  pur- 
suant to  the  Trading  With  the  Enemy 
Act,  as  amended; 

4.  That  the  said  sum  of  $3700.40  is 
presently  In  the  possession  of  the  Attor- 
ney General  of  the  United  States  and 
was  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  was  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

5.  TTiat  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  were 
not  within  a  designated  enemy  country 
on  February  11.  1949.  the  national  in- 
terest of  the  United  States  required  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany) 
on  such  date. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

This  vesting  order  is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  13,  1949. 

For  the  Attorney  General. 

[sE.\L]  David  L.  Bazelon, 

AssisiayU  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3651;    Filed,    May    6.    1949; 
8:53  a.  m.J 


[Vesting  Order   13159] 
Frieda  Wiedbusch 

In  re:  Estate  of  Frieda  Wiedbusch.  de- 
ceased. File  No.  I>-28-11694;  E.  T. 
sec.  15902. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended. 
Executive  Order  9193.  as  amended,  and 
Executive  Order  8788.  and  puisuant  to 


[Vesting  Order  13171] 

C.  Louise  Soeker  and  Mercantile-Com- 
merce Bank  and  Trust  Co. 

In  re:  Trust  agreement  dated  October 
12. 1934  between  C.  Louise  Soeker.  donor, 
and  Mercantile-Commerce  Bank  and 
Trust  Company  and  C.  Louise  Soeker, 
trustees.    Pile  No.  D-28-8129  G-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
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utive  Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Franz  Soeker.  Willy  Windau. 
Frieda  Windau.  Johanna  Thias  and  Anna 
Hollmann.*  whose  last  known  address  Is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  children,  names  unknown, 
of  Willy  Windau,  of  Frieda  Windau.  of 
Johanna  Thlas,  and  of  Anna  Hollmann, 
who  there  Is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  persons  Identified  in  sub- 
paragraphs 1  and  2  hereof.  In  and  to  and 
arising  out  of  or  under  that  certain 
trust  agreement  dated  October  12,  1934, 
by  and  between  C.  Louise  Soeker,  donor, 
and  Mercantile-Commerce  Bank  and 
Trust  Company  and  C.  Louise  Soeker, 
trustees,  presently  being  administered 
by  Mercantile-Commerce  Bank  and 
Trust  Company,  Trustee,  Locust-Elghth- 
St.  Charles  Streets,  St.  Louis  1,  Missouri, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and 
the  children,  names  unknown,  of  Willy 
Windau,  of  Frieda  Windau.  of  Johanna 
Thias,  and  of  Anna  Hollmann,  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated 
as  nationals  of  a  designated  enemy 
country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national 
interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
thejneanlngs  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Properly. 

[F.    H.    Doc.    49-3653;    Filed,    May    6,    1949; 
8:53  a.  m.] 


[Vesting  Order  132051 
JUTARO  Kashi 


In  re:  Cash  owned  by  Jutaro  Kashi. 
F-39-6413-E-1. 


«/i    mjn 
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I'i 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Ex- 
ecutive Order  9193.  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law,  after  investigation.  It  is  hereby 
found: 

1.  That  Jutaro  Kashl,  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: Cash  in  the  sum  of  $360.03.  pres- 
ently In  the  possession  of  the  Treasury 
Department  of  the  United  States  in  Trust 
Fund  Account,  Symbol  158915.  "Deposits, 
Funds  of  Civilian  Internees  and  Pris- 
oners of  War,"  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  Jutaro  Kashi, 
the  aforesaid  national  of  a  designated 
enemy  country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  actions  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[seal]  D.wid  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3654;    PUed.    May    6,    1949; 
8:54  a.  m.J 


[Vesting  Order  132071 
Frieorich  Kayser 

In  re:  Bond  owned  by  Friedrich 
Kayser.    F-28-30135-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Friedrich  Kayser.  whose  last 
known  address  is  Suederfeld  Strasse  62, 
Hamburg,  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: One  (1)  Department  of  Antioqula, 
Republic  of  Colombia,  7%,  Secured  Sink- 
ing   Fund    Bond,    Second    Series,    due 


October  1,  1957,  of  $1000  face  value, 
presently  in  the  custody  of  Gans  Steam- 
ship Line.  44  Whitehall  Street,  New  York 
4,  New  York,  together  with  any  and  all 
rights  thereunder  and  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is 
evidence  of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national 
Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3655;    PUed.    May    6,    1949; 
8:54  a.  m.j 


(Vesting  Order  CE-332.  Amdt.l 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Certain 
California  Courts 

Vesting  Order  CE-332.  dated  Septem- 
ber 25.  1946,  is  hereby  amended  as  fol- 
lows and  not  otherwise:  By  deleting  the 
name  Marija  Pcrc  appearing  in  Column 
1  of  Item  6  in  Exhibit  A  attached  to 
and  by  reference  made  a  part  of  said 
Vesting  Order  CE-332  and  substituting 
therefor  the  names  Katarina  Belajec 
and  Pavla  Paktor. 

All  other  provisions  of  said  Vesting  Or- 
der CE-332  and  all  actions  taken  by  or 
on  behalf  of  the  Alien  Property  Custodian 
or  the  Attorney  General  of  the  United 
States  In  reliance  thereon,  pursuant 
thereto  and  under  the  authority  thereof 
are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doo.    49-3687;    Pll*d,    May    9,    1949; 
8:52  a.  m.] 


[Vesting  Order  131(»1 
John  G.  Bchaper 

In  re:  Estate  of  John  G.  Schaper,  de- 
ceased. Pile  No.  I>-28-12603;  E.  T.  sec. 
No.  16794. 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1.  That  Mary  Klingsick.  also  known  as 
Marie  Fricke.  whose  last  known  address 
Is  Germany,  is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try ((jermany) ; 

2.  That  the  certain  sum  of  $873  9S 
payable  to  Mary  Klingsiek,  also  known 
as  Marie  Fricke,  pursuant  to  an  order 
dated  July  23,  1948,  of  the  Orphans" 
Court  of  Allegheny  County,  Pennsyl- 
vania, in  the  matter  of  the  estate  of  John 
G.  Schaper,  deceased,  plus  any  and  all 
accretions  thereto,  is  property  payable 
or  deliverable  to,  or  claimed  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  In  the  process 
of  administration  by  the  Brldgeville 
Trust  Company,  as  trustee,  acting  under 
the  judicial  supervision  of  the  Orphan.s' 
Court  of  Allegheny  County.  Pennsylva- 
nia; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  pcrfon 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  per.son  be  treated  a.*;  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  proper- 
ty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  her^n  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  20.  1949.     . 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.    Doc.   49-3683;    Filed.    May    »,    19i9; 
8:51  a.  m] 


[Vesting  Order  13195J 
Olca  Loewenthal 


1.  That  Elisabeth  (Llsbeth)  Matejov- 
sky,  nee  Asch,  whose  last  known  address 
Is  Germany,  Is  a  resident  of  Germany 
and  a  national  of  a  designated  enemy 
country  (Germany) ; 

2.  That  the  Issue,  names  unknown,  of 
Elisabeth  (Lisbeth)  Matejovsky,  nee 
Asch,  who  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  country 
(Germany) : 

3.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  In  sub- 
paragraphs 1  and  2  hereof,  and  each  of 
them.  In  and  to  the  trust  established 
under  the  will  of  Olga  Loewenthal.  de- 
ceased, presently  being  administered  by 
The  First  National  Bank  of  Chicago.  38 
S.  Dearborn  Street,  Chicago  90,  Illinois, 
as  Trustee,  Is  property  within  the  United 
States  owned  or  controlled  by,  payable 
or  deliverable  to.  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  and 
the  issue,  names  unknown,  of  Elisabeth 
(Lisbeth)  Matejovsky,  nee  Asch,  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  betreated  as 
nationals  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3684;    Filed,    May    9,    1949; 
8:51  a.  m.l 


In  re:  Trust  under  will  of  Olga  Loew- 
enthal. deceased.  Pile  F-28-1930ft-O-l. 
Docket  No.  2173. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 


[Vesting  Order  13215] 

Elizabeth  Schlemmer 

In  re:  Estate  of  Elizabeth  Schlemmer. 
deceased.  Pile  No.  D-28-7470;  E.  T.  sec. 
7683. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Elizabeth  Zeltler.  Carl  Grelm. 
Hans  Greim.  "Jane"  Greim  ("Jane"  being 
fictitious,  her  true  name  being  unknown) , 


Carl  Glick,  Max  Vogel,  Lisle  Nachrelner, 
Maria  Yahrels,  Christina  Pflster,  John 
Ott,  Babeth  Obel,  Margaret  Schneider, 
Catherine  Fisher,  Sophie  Hager,  Lena 
Rosner  and  Jacob  Ott,  whose  last  known 
address  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany) ; 

2.  That  Yungland  (Jungland)  Bund 
and  Gesangverein  of  Porstenreuth,  Ger- 
many, are  partnerships,  associations, 
corporations  or  other  business  organ- 
izations organized  under  the  laws  of  and 
which  have,  or  since  the  effective  date  of 
Executive  Order  8389.  as  amended,  have 
had  their  principal  places  of  business  in 
Germany,  and  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  the  person  or  persons,  names 
unknown,  who  are  the  beneficiaries  of 
said  Yungland  (Jungland)  Bund  and 
Gesangverein  of  Porstenreuth,  who.  If 
Individuals,  there  is  reasonable  cause  to 
believe  are  residents  of  Germany,  and. 
If  corporations,  partnerships,  associa- 
tions or  other  organizations,  there  Is 
reasonable  cause  to  believe  are  organized 
under  the  laws  of  and  maintain  their 
principal  places  of  business  in  Germany, 
are  nationals  of  a  designated  enemy 
country  (Germany); 

4.  That  the  person  or  persons,  names 
unknown,  having  control  of  said  Yung- 
land (Jungland)  Bund  and  Gesangverein 
of  Porstenreuth,  who.  If  Individuals, 
there  is  reasonable  cause  to  believe  are 
residents  of  Germany,  and.  If  corpora- 
tions, partnerships,  associations  or  other 
organizations,  there  Is  reasonable  cause 
to  believe  are  organized  under  the  laws 
of  and  maintain  their  principal  places 
of  business  in  Germany,  are  national_s  of 
a  designated  enemy  country  (Germany) ; 

5.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  p>ersons  Identified  In  sub- 
paragraphs 1.  2,  3  and  4  hereof,  and  each 
of  them,  in  and  to  the  estate  of  Elizabeth 
Schlemmer,  deceased.  Is  property  payable 
or  deliverable  to,  or  claimed  by,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany) ; 

6.  That  such  property  Is  In  the  process 
of  administration  by  Herbert  Lowenthal, 
executor,  acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court,  Bronx 
County,  New  York; 

and  it  is  hereby  determined: 

7.  That  to  the  extent  that  the  persons 
Identified  in  subparagraph  1  hereof,  the 
person  or  persons,  names  unknown,  who 
are  the  beneficiaries  of  the  Yungland 
(Jungland)  Bund  and  Gesangverein  of 
Porstenreuth.  and  the  person  or  persons, 
unknown,  having  control  of  Yungland 
(Jungland)  Bund  and  Gesangverein  of 
Porstenreuth,  are  not  within  a  desig- 
nated enemy  country  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  desigriated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 


ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3685;    Filed,    May    9,    1949; 
8:51  a.  m.] 


[Return  Order  326] 
Grete  Blass 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses:  • 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Grete  Blass,  a  'k  a  Marguerite  Blass,  Mar- 
garetha  Blass  &  Margarete  Blass,  Sea  Cliff, 
N.  Y..  Claim  No.  6788;  March  23,  1949  (14 
P.  R.  1312);  $35,169.66  In  the  Treasury  of  the 
United  States. 

All  right,  title.  Interest  and  claim  of  the 
Attorney  General  In  and  to  that  certain 
obligation  orglnally  evidence  by  two  (2) 
New  York  Title  and  Mortgage  Co.  Series  F-1 
First  Mortgage  Certificates,  numbered  9426 
and  9486.  each  of  $10,000  face  value,  said 
Interest  having  been  noted  on  the  records 
of  the  Trustees  of  Series  F-1,  39  Broadway, 
New  York  6,  N.  Y.  Two  (2)  State  of  New 
York,  Loan  for  Highway  Improvement  Reg- 
istered Bonds,  Issue  of  March  1911,  Due 
March  1.  1961.  Bearing  Number  2843  in  the 
Pace  Value  of  $1,000  and  Number  1203  In  the 
Pace  Value  of  $5,000,  Registered  In  the  name 
of  "The  Attorney  General  of  the  United 
States.  Account  No.  28-23224",  presently  in 
the  custody  of  the  Federal  Reserve  Bank, 
New  York,  N.  Y. 

Appropriate  documents  and  papers 
effectuating   this   order   will   Issue. 

Executed  at  Washington,  D.  C.  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3690;    Filed,    May    9.    1949: 
8:52   a.  m.J 


[Return  Order  3191 
Societa  Anonima  Lucchese  Olii  e  Vini 

Having  considered  the  claim  s''t  forth 
below  and  having  issued  a  determination 
allowing  the  claim  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  proper- 
ty, described  below  and  in  the  deter- 


2430 

mlnatlon.  Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Pvbliahed,  and  Property 

BocleU  Anonlma  Lucchese  Olll  e  Vinl, 
Liicca.  Italy.  Claim  No.  35670;  March  23,  1949, 
(14  P.  R.  1313);  Property  described  In  Vest- 
ing Order  No.  2629  (8  F.  R.  17281,  December 
23,  1943).  relating  to  trade-marks  registered 
In  the  United  States  Patent  Office  under  the 
Jollowlng  numbers:  29.145;  66.446;  87,063; 
176.600;  297,151;  299,718  and  313.385.  This 
return  shall  not  be  deemed  to  include  the 
rights  of  any  licensees  under  the  above 
trade-marks. 

Appropriate  documents  and  papers 
effectuating   this   order   will   issue. 

Executed  at  Washington,  D.  C,  on 
May  2.  1949. 

For  the  Attorney  General. 

IssAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

I  P.    R.    Doc.    49-3688;    Piled.    May    9.    1949. 
8:52  a.  m.J 


[Return  Order  323] 
Maktha  Meyer 


Having  con.sicered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Martha  Meyer.  Chicago  40,  111..  Claim  No. 
6705;  March  23,  1949  (14  F.  R.  1313);  »474.91 
In  the  Treasur.'  of  the  United  States.  One- 
half  of  all  right,  title.  Interest  and  claim  of 
any  kind  or  character  whatsoever  of  Emilia 
Meyer,  deceased.  In  and  to  the  estate  of 
Reglna  S.  Berla,  deceased. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.    R.    Doc.    49-3689;    Piled,    May    9,    1949; 
8:52  a.  m.] 


I  Vesting  Order  13218] 
HILO  Daijingu 


In  re:  Real  property,  personal  prop- 
erty and  bank  account  owned  by  Hilo 
Daijingu. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 


NOTICES 

utive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Hilo  Daijingu,  whose  last 
known  address  is  Hilo.  Territory  of  Ha- 
waii, is  an  unincorporated  society,  or- 
ganized under  the  laws  of  the  Territory 
of  Hawaii ; 

2.  That  Hilo  DaUlngu,  has  been,  on  or 
since  the  effective  date  of  Executive  Or- 
der 8389,  as  amended,  controlled  by.  or 
acting,  or  purporting  ta  act.  directly  or 
indirectly  for  the  benefit  of.  or  on  behalf 
of,  a  designated  enemy  coimtry  (Japan), 
and  is  a  national  of  a  designated  enemy 
country  (Japan) ; 

3.  That  the  property  described  as  fol- 
lows: 

a.  Real  property  situated  at  Waiakea, 
Hilo.  County  and  Territory  of  Hawaii, 
particularly  described  in  Exhibit  A,  at- 
tached hereto  and  by  reference  made  a 
part  hereof,  together  with  all  heredita- 
ments, fixtures,  improvements  and  ap- 
purtenances thereto,  and  any  and  all 
claims  for  rents,  refunds,  benefits  or 
other  payments  arising  from  the  own- 
ership of  such  property. 

b.  All  that  personal  property  belong- 
ing to  Hilo  Daijingu.  including  but  not 
limited  to  shrine  ornaments,  equipment 
and  furni.shings,  located  on  the  real 
property  described  in  subparagraph  3 -a 
hereof,  and 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  Hilo  Daijingu  by  Bishop 
National  Bank  of  Hawaii.  Honolulu.  Ter- 
ritory of  Hawaii,  arising  out  of  a  savings 
account.  Account  Number  6129.  entitled 
Hilo  Daijingu  Hosai  Kai.  and  any  and  all 
rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  is  hereby  determined: 

4.  That  the  person  named  in  subpara- 
graph 1  hereof  is  controlled  by  or  acting 
for  or  on  behalf  of  a  designated  enemy 
country  (Japan),  or  persons  within  such 
country,  and  is  a  national  of  a  designated 
enemy  country  (Japan) ; 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  nbt 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determination.^  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  3-a 
hereof,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
oi  designated  enemy  countries,  and 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  3-b  and 
3-c  hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 


otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 
The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  Section  10  of 
Executive  Order  9193,  as  amended. 

Executed  tit  Washington.  D.  C.  on 
May  3,   1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

EXHUUT    A 

All  those  certain  pieces  or  parcels  of  land 
situate  at  Waiakea,  Hilo,  County  and  Terri- 
tory of  Hawaii,  bounded  and  particularly 
described  as  follows: 

Parcel  1:  Beginning  at  the  8outh  corner 
of  this  piece,  on  the  East  side  of  Manono 
Street  Extension  and  on  the  Northwest  side 
of  L.  C.  A.  2603  to  Napeahl,  the  coordinates 
of  said  point  of  beginning  referred  to  Gov- 
ernment Survey  Trig.  Station  "Halar"  being 
1859.86  feet  North  and  9141.00  feet  East,  as 
shown  on  Government  Survey  Registered 
Map  No.  2538,  and  running  by  true  azimuths: 

1.  180°  00'  44  18  feet  along  cast  side  of 
Manono  Street  Extension; 

2.  290*  39'  18.23  feet  along  Hawaii  Con- 
solidated Railway  CJompany's  right  of  way; 

3.  24'  19'  41.42  feet  along  L.  C.  A.  3803  to 
Napeahl,  to  the  point  of  beginning; 

The  same  being  parcel  No.  1,  as  described 
In  that  certain  land  patent  No.  8389.  Issued 
by  the  Governor  of  the  Territory  of  Hawaii 
on  the  28th  day  of  September.  A.  D.  1923,  and 
having  an  area  of  377  square  feet. 

Parcel  2:  Beginning  at  the  North  corner 
of  this  piece  and  on  the  East  side  of  Manono 
Street  Extension,  the  coordinates  of  said 
point  of  beginning  referred  to  Government 
Survey  Trig.  Station  -Halal'  being  178969 
feet  North  and  9141.0  feet  East,  as  shown 
on  Government  Survey  Registered  Map  No. 
2538.  and  running  by  true  azimuths: 

1.  306°  45'  30"  188.21  feet  along  L.  C.  A. 
2603  to  Napeahl; 

2.  125°  15'  00"  184.64  feet  along  Govern- 
ment Remnant; 

3.  180°  00'  00"  6.0?  feet  along  Manono 
Street  Extension  to  the  point  of  beginning: 

The  same  being  parcel  No.  2,  as  described 
In  that  certain  land  patent  No.  8289.  Issued 
by  the  Governor  of  the  Territory  of  Hawaii 
on  the  28th  day  of  September,  A.  D  1923, 
and  having  an  area  of  457  square  feet. 

Parcel  3 :  The  tract  of  land  known  as  one- 
half  of  L.  C.  A.  2603,  Napeahl.  more  particu- 
larly described  as  follows: 

Beginning  at  the  Southwest  corner  of 
(L.  C.  A.  2603  Napeahl)  and  running: 

North  15°  00'  East  (Mag.)  49  5  feet; 

South  67*10'  East  (Mag.)  222.6  feet  to  Divi- 
sion Une  across  (L.  C.  A.  2603  Napenhli 

South  25°  00'  West  (Mag.)  80.5  feet  along 

\X^o  Jn  Ir  AQ* 

North  56*  00'  West  (Mag)  218.0  feet  along 
to  the  point  of  beginning. 

Parcel  4 :  That  tract  of  land  known  as  one- 
half  of  L.  C.  A.  2603.  Napeahl.  more  particu- 
larly described  as  follows: 

Beginning  at  the  northwest  corner  of 
(L.  C.  A.  2603  Napeahl)  on  edge  of  Walloa. 
and  running: 

South  75*  00'  East  (Mag.)  231  feet  along 
Hale; 

South  25*  00'  West  (Mag.)  80  5  feet  along 
Waiakea: 

North  67'  10'  West  (Mag.)  222  5  feet  Divi- 
sion  Line   across    (L.   C.   A.   2603   Napeahl): 

North  15°  00'  East  (Mag.)  495  feet  along 
to  the  point  of  beginning. 

The  said  third  and  fourth  parcels  herein- 
before described  are  those  conveyed  by  deed 
of  H.  Hackfeld  &  Company,  Umited,  a  cor- 
poration, to  Matson  Navigation  Company,  a 
corporation,  dated  October  7,  1908.  and  re- 
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corded  In  the  Hawaiian  Register  of  Convey- 
ances. In  Liber  310,  at  pages  176  and  177; 

Reserving  and  excepting  from  and  out  of 
said  parcels  numbers  3  and  4,  hereinbefore 
described,  all  of  that  certain  parcel  of  land 
situated  In  Hilo,  Waiakea,.  South  Hilo, 
County  and  Territory  of  Hawaii,  being  a 
portion  of  L.  C.  A.  26C3  to  Napeahl,  and 
more  particularly  described  as  follows: 

Beginning  at  the  North  corner  of  this  piece, 
on  the  East  side  of  Manono  Street  Extension, 
and  on  the  Northwest  side  of  L.  C.  A.  2603 
to  Napeahl,  the  coordinates  of  said  point  of 
beginning  referred  to  Government  Survey 
Trig.  Station  "Halal"  beliag  1859.86  feet  North 
and  9141.00  feet  East,  and  running  by  true 
uzlmuths: 
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1.  360"  00'  70.18  feet  along  the  East  side 
of  Manono  Street  Extension; 

2.  126'  45'  30"  29.59  feet; 

3.  204'  19'  57.58  feet  to  the  point  of  be- 
ginning; Having  an  area  of  832  square  feet. 

Being  the  same  premises  conveyed  to  G. 
Ishibashl  by  Matson  Navigation  Company, 
by  deed,  dated  December  17,  1927,  and  re- 
corded in  Book  932,  on  pages  266-269. 

Parcel  5:  Portion  of  the  Government  Land 
of  Waiakea  on  the  East  side  of  Manono  Street 
Extension  and  adjoining  Grant  8289  Parcel  2 
to  Matson  Navigation  Company. 

B?ginnlng  at  the  North  corner  of  this  piece 
of  land,  and  on  the  East  side  of  Manono 
Street  Extension,  the  coordinates  of  said  point 
of  beginning  referred  to  Government  Suivey 
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Trig.  Station  "Halal"  being  1783.62  feet  North 
and  9141.00  feet  East  as  shown  on  Govern- 
ment Survey  Registered  Map  No.  2538.  and 
running  by  true  azimuths: 

1.  305°  15'  184.64  feet  along  Grant  8289 
Parcel  2  to  Matson  Navigation  Company; 

2.  90°  00'  150.77  feet  along  Lot  "EE"  of 
land  conveyed  by  the  Territory  to  Hilo  Rail- 
road Co.  (Hawaii  Consolidated  Railway  Co. 
Ltd.)  by  Deed  dated  May  22,  1912,  and  re- 
corded In  Liber  370  Page  49; 

3.  180^  00'  106.56  feet  along  the  East  side 
of  Manono  Street  Extension  to  the  point  of 
beginning. 

|F.    R.    Doo.    49  3686;    Filed,    May    9,    1949; 
8:51  a.  m.] 
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TITLE  S—ADMINISTRATIVE 
PERSONNEL 

ChapUr   HI— foreign    and    Territorial 
Compensation 

SubcKopttr  B — Th«   S«<r*tary  of  Stott 

I  Foreign  Service  Reg.  &  561 

Part  325 — Additional  Compensation  in 
FY)REiGN  Areas 

designation  or  differej^tial  posts 

May  5,  1949. 
Section  325.11.  Designation  of  differen- 
tial posts,  Is  amended  as  follows,  effective 
on  the  dates  Indicated : 

1.  Effective  as  of  the  beginning  of  the 
pay  period  which  Includes  January  2, 
1949,  paragraph  (d)  Is  amended  by  the 
addition  of  the  following  posts: 

Antigua.  British  West  Ixulies. 
Vernam  Air  Force  Base.  Jamaica. 

2.  Effective  as  of  the  beginning  of  the 
first  pay  period  following  April  30,  1949. 
paragraph  (a)  is  amended  by  the  addi- 
tion of  the  following  posts: 

Bulan.  Philippines. 
Masbate.  Philippines. 
Parang.  Philippines. 

3  Effective  as  of  the  beginning  of  the 
flist  pay  period  following  April  30.  194B. 
paragraph  (b)  Is  amended  by  the  addi- 
tion of  the  following  posts : 

Angeles,  Philippines. 
Nftsugbu,  Philippines. 

4.  Effective  as  of  the  close  of  the  pay 
period  which  Includes  April  30,  1949, 
paragraph  (c)  Is  amended  by  the  dele- 
tion of  the  following  posts ; 

Angeles,  PhUlpplnes. 

<Sec.  207.  Pub.  Law  491.  80th  Cong.,  as 
amended  by  sec.  104.  Pub.  Law  862.  80th 
Cong.;  Part  1.  E.  O.  10000.  Sept.  16.  1948. 
13  P.  R.  5453.  3  CPR,  1948  Supp. ) 

For  the  Secretary  of  State. 


[seal] 


John  E.  PrcrHircY, 
Assistant  Secretary. 


R     Doc.   49-3727;    Piled.    May    10,    1849; 
8:48  a.m.] 


TITLE  6--AGRICULTURAL  CREDIT 

Chapter  III — Farmers  Home  Adminis- 
tration, Department  of  Agriculture 

Subchapter  B — Fatm  Ownership  Loans 

Part  311 — Basic  Recxjlations 

subpart  d — loan  limitations 

For  the  purposes  of  title  I  of  the 
Bankhead-Jones  Farm  Tenant  Act.  as 
amended,  average  values  of  eflBcient 
family-type  farm-management  units  and 
Investment  limits  for  the  counties  identi- 
fied below  are  determined  to  be  as  herein 
set  forth.  The  average  values  and  in- 
vestment limits  heretofore  established 
for  said  counties,  which  appear  in  the 
tabulations  of  average  values  and  invest- 
ment limits  under  §  311.30,  Chapter  III. 
Title  6  of  the  Code  of  Federal  Regula- 
tions, as  reorganized  and  revised  <  13  P.  R. 
9376 1 .  arc  hereby  superseded  by  the  aver- 
age values  and  investment  limits  set  forth 
below  for  said  counties. 

S  311.30  Average  values  of  farms  and 
investment  limits.     •     •     • 

I'E.WSYLVAXIA 


("oiiiily 


<"iarion. 
FajdU' 


tf.  (KK.I 
10.000 


•Sec.  41   (I).  60  Stat.  1066;   7  U.  S.  C. 
1015  (1).    Applies  sees.  3  (a).  44  (b).  60 
Stat.   1074.    1069;   7  U.   S.   C.    1003    <a) 
1018  (b)) 

Issued  this  5th  day  of  May  1949. 

tSEAL]  A.   J.    LOVELAND. 

Acting  Secretary  of  Aqriculinre. 

IF,    R.    Doc.    4G-873r:    Fi'ed.    Mav    10.    1949 
8:46   a.   m.] 


Su(>cha|»«»r   E — Account  Servicing 

Part   371— Security   SERViaNc   and 

LlQTTIDATIONS;  OPERATING  LOANS 
SUBPART  B — LIQUIDATIONS 

Paragraphs  (c)   and  (d>   of  S  371.36 
Chapter  m.  In  Title  6.  Code  of  Federal 
(Continued  ou  p.  2435) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on   or   after   January    1,    1949. 

The  following  books 
are    now    available: 

Title  3,  1948  Supplement  ($2.75). 
Titles  4-5  ($2.25). 
Title  6  ($3.00). 
Title  7: 

Parts  7-201  ($4.25). 

Patfs  210-874  ($2.75). 

Port  900  to  end  ($3.50). 

Th«s«  booki  moy  be  obtained  from  the 
Superlnrendont  of  Dotumontt,  Oovern- 
ment  Printing  OfRct,  Woshlngfon  25,  D.  C, 
at  the  prices  Indicated  above. 
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Wednesday,  May  11, 1949 

Regulations  (13  F.  R.  9457) .  are  amended 
to  read  as  follows : 

5  371.36  Bankruptcy.  •  •  • 
<c>  Unsecured  claim.  In  bankruptcy 
proceeding,  debts  due  the  United  States 
are  entitled  to  piloiity  of  payment  In 
advance  of  general  creditors,  including 
Interest  to  the  date  of  the  filing  of  the 
petition  In  bankruptcy.  (The  same 
rules  apply  to  claims  on  behalf  of  the 
State  Rural  Rehabilitation  Corporations 
or  Corporation  Trust  funds.)  (R.  S. 
3466.  sec.  64  (5)  contained  In  sec.  1,  52 
Slat.  874;  31  U.  S.  C.  191.  11  U.  S.  C.  104 
<a»   t5)  » 

'd)  Disposition  of  securitu  property. 
When  a  referee  in  bankruptcy,  concilia- 
tion commissioner,  or  other  court  official 
releases  mortgaged  property  to  the  Gov- 
ernment, the  State  Director  will  inform 
the  County  Supervisor  and  Instruct  him 
concernmg  the  .«;ale  of  the  security  prop- 
erty or  other  handling.  If  the  property 
Is  sold,  the  proceeds  will  be  applied  first 
to  the  Interest  accrued  to  the  date  of  the 
filing  of  the  petition  In  bankruptcy  and 
then  to  the  principal  of  the  debt,  and  If 
there  Ls  a  surplus,  to  the  interest  accrued 
from  the  date  of  the  filing  of  the  petition 
in  bankruptcy  to  the  date  of  the  sale. 
•  S°c.  57  (h)  contained  In  sec.  1.  52  Stat. 
866;  IIU.  S.  C.  93  (h)) 

Derivation:     (C)     and    (d)    contained    In 
FHA  Instruction  455.1. 

I  SEAL]  DiLLARO  B.  LaSSETU, 

Administrator , 
Farmers  Home  AdtniJiistration. 

April  25.  1949. 
Approved:  May  5,  1949. 

A.  J.  LOVILAMD, 

Acting  Secretary  of  Agriculture. 

IP    R.    Doc.    4&-3733;    Piled,    May    10.    1949; 
8:4«  a.  m.J 


Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  C — Loant,  PurcKos**,  and  Other 
Op*rat«on( 

119W  C.  C.  C.  Flaxseed  Bulletin  1.  8upp    2| 
Part  643— Oilseeds 

subpart — 1948  flaxseed  loan  and 
pttrchase  agreement  program 

The  regulations  Issued  by  Commodity 
Credit  Corporation  and  Production  and 
Marketing  Administration  (13  P.  R.  3576 
4060.  4247;  14  P.  R.  517),  governing  loan.s 
made  available  on  1948-crop  flaxseed 
aie  amended  by  adding  the  following 
new  section : 

§  643.27  Notice  of  final  date  of  re- 
demption of  flaxseed  under  u^rehou^e- 
ttoraoe  loans.  All  leans  mature  and  are 
due  and  payable  on  April  30.  1949.  Un- 
less repayment  of  loans  covering  ware- 
noui,e-stored  flaxseed  is  made  prior  to 
May  3.  1949.  to  either  the  county  com- 
mittee or  the  FMA  commodity  office 
serving  the  area,  or  the  producer  has 
notified  the  county  committee  or  the 
PMA  commodity  office  in  writing  that 
inc  lunds  have  been  placed  in  the  mail. 
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CCC  pursuant  to  the  provisions  of  the 
note  and  loan  agreement,  will  purchase 
the  flaxseed  at  the  higher  of  (a)  the 
loan  value,  plus  interest  and  charges,  or 
(b)  the  market  value  as  determined  by 
CCC  as  of  the  close  of  the  market  on  May 
2.  1949.  In  the  event  such  market  value 
is  in  excess  of  the  loan  value,  plus  Inter- 
est and  charges,  the  excess  amount  will 
be  paid  to  the  producer.  (Sec.  4  (a>,  55 
Stat.  498.  56  Stat.  768.  sec.  1  (b).  Pub. 
Law  897.  80th  Cong.,  sees.  4  (d)  and  5 
(a> ,  Pub.  Law  806,  80th  Cong. ;  15  U.  S.  C 
713a-8) 

Issued  thi.s  5th  day  of  May  1949. 

Elmer  F.  Kruse. 

Manager, 
Commodity  Credit  Corporation. 

Approved:  May  5,  1949. 

Ralph  S.  Trigg, 
President, 
Commodity  Credit  Corporation. 

IF.    R.    EKjc.   49-3730;    Piled,   May    10,    1949; 
8:46  a.  m.| 


TITLE  8— ALIENS  AND 
NATIONALITY 

Chapter  I — Immigration  and  Natu- 
ralization Service,  Department  of 
Justice 

Fait  176 — Documcntary  Requirements 
FOR  Aliens,  Except  Seamen  and  Airmen. 
Entering  the  United  States 

Cross  Reference:  For  amendments  to 
regulations  relating  to  documentation 
of  aliens  entering  the  United  States,  see 
TlUe  22,  Chapter  I,  Part  42  infra. 


TITLE   16— COMMERCIAL 

PRACTICES 

Chapter  I — Federal  Trade 
Commission 

Part  2 — Rm,Es  or  Practice 

miscellaneous  amendments 

The  Commission,  on  April  26.  1949 
April  27.  1949,  and  May  2,  1949  amended 
its  rules  of  practice  ($§2.1  to  2.30 >  so 
that  §  2.8  Answers,  §  2.10  Motions,  S  2.11 
Time,  §  2.20  AppeCils  to  tJie  Commission 
from  rulings  of  Trial  Examiner,  §  2.24 
Briefs  and  oral  arguments  before  the 
Commission,  and  new  S  2.31  Petitions  for 
the  issuance,  amendment  or  repeal  of 
rules),  shall  read  as  follows,  effective  on 
date  of  publication  in  the  Federal  Reg- 
ister. 

Note:  In  said  sections,  the  numbers  to  the 
right  of  the  decimal  point  correspond  with 
the  Roman  numbers  In  the  Commission's 
rules  of  practice,  as  Included  In  Its  publica- 
tion, rules,  policy,  organization,  and  acts. 

5  2.8  Answers,  (a)  In  case  of  de- 
sire to  qontest  the  proceeding  the  re- 
spondent shall,  within  twenty  (20)  days 
from  the  service  of  the  complaint,  file 
with  the  Commission  an  answer  to  the 
complaint.  Such  answer  shall  contain 
a  concise  statement  of  the  facts  which 
constitute  the  ground  of  defense.  Re- 
spondent shall  specifically  admit  or  deny 
or  explain  each  of  the  facts  alleged  In  the 
complaint,  unless  respondent  is  without 
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knowledge,   in    which   case    respondent 
shall  so  state. 

(b)  Ten  (10)  copies  of  answers  shall 
be  furnished.  The  original  of  all  answers 
shall  be  signed  In  ink.  by  the  respondent 
or  by  his  attorney  at  law.  Corporations 
or  associations  shall  file  answers  through 
a  bona  fide  officer  or  by  an  attorney  at 
law.  Answers  shall  show  the  office  and 
post-office  address  of  the  sirrner. 

(c)  Failure  of  the  respondent  to  file 
answer  within  the  time  above  provided 
and  failure  to  appear  at  the  time  and 
place  fixed  for  hearing  shall  be  deemed 
to  authorize  the  Commission,  without 
further  notice  to  respondent,  to  proceed 
in  regular  course  on  the  charges  set  forth 
in  the  complaint. 

(d)  If  respondent  desires  to  waive 
hearing  on  the  allegations  of  fact  set 
forth  In  the  complaint  and  not  to  con- 
test the  facts,  the  answer  may  consist  of 
a  statement  that  respondent  admits  all 
the  material  allegations  of  fact  charged 
in  the  complaint  to  be  true.  Such  an- 
swen  will  constitute  a  waiver  of  any  hear- 
ing as  to  the  facts  alleged  in  the 
complaint  and  the  Commission  may  pro- 
ceed to  make  its  findings  as  to  the  facts 
and  conclusions  based  upon  such  answer 
and  enter  its  order  disposing  of  the  mat- 
ter without  any  intervening  procedure. 
The  respondent  may,  however,  reserve  in 
.^^uch  answer  the  right  to  other  inter- 
vening procedure,  including  a  hearing 
upon  proposed  conclusions  of  fact  or  law, 
in  which  event  he  may,  in  accordance 
with  §  2.24.  file  his  brief  directed  solely 
to  the  questions  reserved. 

(e)  Requests  for  leave  to  withdraw  an 
answer  and  file  a  substitute  or  amended 
answer  made  prior  to  the  appointment 
of  a  trial  examiner  shall  be  addre.ssed  to 
the  Commission,  and  if  made  subsequent 
to  such  appointment  shall  l>e  addressed 
to  and  ruled  upon  by  the  trial  examiner 
subject  to  the  provisions  of  §  2  20. 

»f)  When  a  proceeding  is  at  issue,  or 
when  the  time  for  filing  answer  has  ex- 
pired, and  if  no  submittal  pursuant  to 
ii  2.5  is  pending,  a  trial  examiner  will  be 
appointed  and  thereafter  the  course  of 
the  hearing  shall  be  regulated  by  the 
trial  examiner,  subject  to  the  provisions 
of  §  2.20.  The  trial  examiner  may,  at 
the  request  or  with  the  consent  of  the 
parties,  hold  a  conference  or  conferences 
for  the  settlement  or  simplification  of  the 
i.s.^^ues  in  the  proceeding  by  consent  of 
the  parties.  Such  conference  or  confer- 
ences may  be  held  prior  to.  at.  or  .subse- 
quent to  the  first  scheduled  hearing  for 
the  taking  of  testimony. 

Non:  The  Ck)mmlsslon.  on  April  26.  1949. 
amended  5  2.8  as  set  out  above,  through  the 
addition  of  paragraph  (f)  to  the  section  as 
theretofore  In  effect. 

§  2.10  Motions.  <&  >  Diuing  the  time 
a  proceeding  is  pending  before  a  trial 
examiner  all  motions  therein,  except  as 
provided  In  §§2.15  (a»,  2.16.  and  2.19. 
shall  be  addressed  to  and  ruled  upon  by 
him,  and  no  interlocutory  appeals  to  the 
Commission  from  such  rulings  shall  be 
allowed  except  as  provided  in  §§2.16 
and  2.20. 

(b)  When  a  motion  to  dismiss  for  al- 
leged failure  of  proof  is  granted  as  to  the 
entire  complaint,  or  Is  granted  In  part 
only  and  an  interlocutory  appeal  under 
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I  2.21.  Is  granted  by  the  Commission,  a 
recommended  decision  thereon  shall  im- 
mediately follow  and  the  appropriate 
provisions  of  Si  2.21.  2.22.  and  2.23  shall 
apply.  No  appeal  may  be  taken  from  de- 
nial in  whole  or  in  part  by  the  trial  exam- 
iner of  a  motion  to  dismiss  for  alleged 
failure  of  proof  but  exceptions  thereto 
may  be  presented  at  the  time  of  final 
coasidr ration  by  the  Commission  of  the 
proceeding  upon  its  merits. 

(c)  All  motions  prior  to  the  appoint- 
ment of  a  trial  examiner  and  subesquent 
to  the  date  of  submission  of  his  recom- 
mended decision  shall  be  addressed  to 
and  ruled  upon  by  the  Commission.  Ten 
copies  of  such  motion  shall  be  filed  with 
the  Secretary  of  the  Commission,  and 
shall  state  briefly  the  purpose  thereof; 
and  all  supporting  affidavits,  records. 
and  other  papers,  except  such  as  have 
been  previously  filed,  shall  be  filed  with 
such  motions  and  clearly  referred  to 
therein. 

§  2.11  Time— (a)  Computation.  In 
computing  any  period  of  time  prescribed 
or  allowed  by  the  regulations  in  this  part, 
the  day  of  the  act.  event,  or  default  after 
which  the  designated  period  of  time  be- 
gins to  run  is  not  to  be  included.  The 
last  day  of  the  period  so  computed  is  to 
be  included,  unless  it  is  a  Sunday  or  legal 
holiday.  In  which  event  the  period  runs 
until  the  end  of  the  next  day  which  is 
neither  a  Sunday  nor  a  holiday.  When 
the  period  of  time  prescribed  or  allowed 
Is  le^^s  than  seven  (7)  days.  Intermediate 
Sundays  and  holidays  shall  be  excluded 
in  the  computation.  A  half  holiday  shall 
be  considered  as  other  days  and  not  as  a 
holiday. 

(b)  Continuances  and  extensions  of 
time.  Except  as  otherwise  expressly  pro- 
vided by  law.  the  Commission,  for  cause 
shown,  may  extend  any  time  limits  pre- 
scribed in  the  regulations  In  this  part. 
Applications  for  continuances  and  exten- 
sions of  time  should  be  made  prior  to  the 
expiration  of  time  prescribed  by  the  reg- 
ulations in  this  part. 

(c>  Regulation  of  time  and  place  of 
hearing.  Initial  hearing  before  a  trial 
examiner  shall  begin  at  the  time  and 
place  ordered  by  the  Commission,  unless 
a  notice  of  a  change  of  such  time  and 
place  is  issued  by  the  trial  examiner,  who 
shall  regulate  the  course  of  hearings  sub- 
ject to  the  provisions  of  §  2.20. 

5  2.20  Appeals  to  the  Commission 
from  rulings  of  trial  examiners.  Except 
as  provided  for  In  §  2.16.  parties  shall  not 
have  the  right  to  prosecute  Interlocutory 
appeals  from  rulings  of  a  trial  examiner 
during  the  time  the  proceeding  Is  pend- 
ing before  him  unless  It  be  shown  to  the 
Commission  that  the  prompt  decision  of 
such  appeal  Is  necessary  to  prevent  un- 
usual delay  and  expense. 

NoTi::  Sections  2.10,  2.11.  and  2  20  were 
amended  by  the  Commission  on  May  2.  1949. 
so  as  to  substitute  for  the  matter  theretofore 
In  effect,  that  above  set  out. 


§  2.24  Briefs  and  oral  arguments  he- 
fore  the  Commission— (a)  Questions  for 
presentation.  Questions  which  may  be 
presented  for  consideration  and  decision 
by  the  Commission  on  final  hearing  in- 
clude the  following: 


RULES  AND  REGULATIONS 

(1)  Whether  the  findings  and  conclu- 
sions recommended  by  the  trial  exam- 
iner are  relevant  and  material  to  the 
Issues  and  are  supported  by  reliable,  pro- 
bative, and  substantial  evidence  and  by 
the  greater  weight  of  the  evidence; 

(2)  Whether  additional  findings  and 
conclusions,  not  recommended  by  the 
trial  examiner,  should  be  made  either 
with  or  without  sending  the  case  back 
to  the  trial  examiner  for  the  reception 
of  further  evidence; 

(3)  Whether  the  trial  examiner  was 
justified  In  having  taken  official  notice 
of  any  fact  and  whether  the  Commission 
should  take  official  notice  of  any  other 

fact;  ^  . 

(4)  Whether  due  process  was  observed 

and  whether  there  was  any  prejudicial 
irregularity  in  procedure  or  prejudicial 
error  in  the  rulings  of  the  trial  exam- 

( 5 )  Whether  the  facts  show  a  violation 
of  law  amenable  to  redress  by  the  Com- 
mission and  what  conclusions  of  law  are 
justified  and  requisite  In  the  premises; 

(6)  Whether  an  order  to  cease  and  de- 
sist, an  order  of  dismissal,  or  other  order, 
should  be  entered  and  Issued,  and  the 
substance  and  form  thereof. 

(b)  Briefs— il)  Filing.  Any  party  to 
a  proceeding  may  file  a  brief  In  support 
of  his  contentions  within  the  time  limits 
fixed  by  the  regulations  in  this  part. 

Briefs  not  filed  on  or  before  the  time 
fixed  in  this  part  will  be  received  only 
by  special  permission  of  the  Commission. 

i2)  Time.  (D  Opening  brief  shall  be 
filed  by  the  attorney  supporting  the  com- 
plaint within  twenty  (20)  days  after 
service  upon  him  of  a  copy  of  the  recom- 
mended decision  of  the  trial  examiner. 

(11)  Brief  on  behalf  of  respondent 
shall  be  filed  within  twenty  <20>  days 
after  service  upon  respondent  or  re- 
spondent's attorney  of  copy  of  brief  in 
support  of  the  complaint. 

(ill)  Where  respondent  shall  have 
filed  an  answer  admitting  all  material 
allegations  of  fact,  the  time  so  limited 
shall  begin  to  run  at  the  time  of  filing 

(iv>  In  the  event  permission  is  granted 
for  filing  reply  brief  In  support  of  the 
complaint.  It  shall  be  filed  within  ten 
(10)  days  after  filing  of  brief  on  behalf 
of  respondent.  No  further  brief  on  be- 
half of  respondent  shall  be  filed. 

(3)  Jf umber.  Twenty  (20)  copies  of 
each  brief  shall  be  filed. 

(4)  Contents.  Briefs,  except  the  re- 
ply brief  m  support  of  the  complaint, 

~  shall  contain.  In  the  following  order: 
(1)  A  concise  abstract  or  statement  of 

the  case. 

(ii)  A  brief  of  the  argiunent.  exhibit- 
ing a  clear  statement  of  the  points  of 
fact  or  law  to  be  discussed,  with  refer- 
ences to  the  pages  of  the  record  and  the 
authorities  relied  upon  In  support  of  each 

point. 

The  exceptions.  If  any,  to  the  recom- 
mended decision  of  the  trial  examiner 
may  also  be  included  In  the  brief. 

(5)  Index.  Briefs  comprising  more 
than  ten  (10)  pages  shall  contain  on 
their  top  fiy  leaves  a  subject  Index  with 
page  references.  The  subject  Index  shall 
be  supplemented  by  an  alphabetical  list 


of  all  cases  referred  to.  with  references 
to  pages  where  references  are  cited. 

(6)  Form.  Briefs  shall  be  printed, 
multigraphed  or  otherwise  neatly  proc- 
essed on  good  unglazed  white  paper  in 
type  not  smaller  than  ten  tlO)  point 
double  leaded,  citations  and  quotations 
single  leaded:  footnotes  not  less  than 
eight  <  8 )  point  .single  leaded.  Type  page 
shall  be  not  more  than  twenty-nine  (29) 
picas  wide  by  approximately  forty-eight 
(48)  picas  deep  and  trimmed  page  shall 
be  seven  (7)  inches  by  ten  dO)  Inches, 
with  an  Inside  margin  of  not  less  than 
one  <1>  Inch. 

(7)  Length.  Unless  leave  be  granted, 
briefs  shall  not  exceed  seventy-five  (75 » 
printed  pages. 

(8)  Signing.  At  least  one  copy  of  each 
brief  shall  be  signed  in  ink,  by  the  re- 
spondent or  his  duly  authorized  attorney, 
as  prescribed  In  §  2.12. 

(c)  Oral  arguments,  (a)  Oral  argu- 
ments before  the  Commission  shall  be 
had  as  ordered,  on  written  application  of 
the  Chief  Trial  Counsel  of  the  Commis- 
sion, or  of  the  respondent,  or  of  attorney 
for  respondent,  filed  within  fifteen  (15> 
days  after  filing  of  brief  on  behalf  of 
respondent. 

(b)  Oral  arguments  before  the  Com- 
mission shall  be  reported  stenographl- 
cally  unless  otherwise  ordered  by  the 
Commission. 

Noti:  Section  2  24  waa  amended  by  the 
Commission  on  May  2.  1949.  so  as  to  read 
as  above  set  out.  through  substituting  for 
the  prior  language  of  paragraph  (a)  (4),  the 
language  above  employed. 

§  2.31  Petitions  for  the  issuance, 
amendment  or  repeal  of  sections.  Any 
Interested  person  may  petition  for  the 
Issuance,  amendment,  or  repeal  of  a  sec- 
tion. Such  petitions  shall  specifically 
set  forth  the  proposed  rule,  amendment, 
or  repeal,  together  with  a  statement  of 
the  basis  for  and  reasons  supporting  the 
proposal  made,  and  seven  copies  of  such 
petition  shall  be  filed.  After  considera- 
tion of  any  such  petition,  the  Commis- 
sion will  take  such  action  with  respect 
thereto  as  It  deems  appropriate  and  duly 
Inform  petitioner  thereof. 

When,  pursuant  to  a  petition  therefor, 
or  upon  its  own  motion,  the  CJbmmission 
proposes  to  i.ssue  a  substantive  rule  or 
amend  or  repeal  such  a  rule,  notice 
thereof  and  further  rule  making  proce- 
dure will  be  in  conformity  with  the  pro- 
visions of  section  4  of  the  Administrative 
Procedure  Act. 

This  section  is  not  applicable  to  mat- 
ters provided  for  under  §5  2.28  and  2.30. 

Note:  New  J  2.31  was  approved  and  adopted 
by  the  Commission  as  an  addition  to  the 
rules  of  practice  on  April  27.  1949. 

(Sec.  6,  38  Stat.  721;  15  U.  S.  C.  46) 

Promulgated  as  of  this  date  In  pur- 
suance of  the  action  of  the  Federal  Trade 
Commission  under  date  of  April  26,  ly*^. 
April  27,  1949.  and  May  2.  1949,  effective 
on  date  of  publication  thereof  In  tne 
Federal  Register. 
By  direction  of  the  Commission. 

[SEAL]  D.  C.  DAKIEL. 

Secretary. 

IP.    R.    Doc.   49-3753;  Filed.    May    10.    lW9; 
8:50  a.  m.] 


Wednesday,  May  11, 1949 


TITLE  22— FOREIGN  RELATIONS 

Chapter  I — Department  of  State 

(Departmental  Reg.  108.88] 

Part     42 — Visas:     Documentation     or 
Aliens  Entering  the  United  States 

miscellaneous  amendments 

The  following  amendments  to  Part  42, 
Chapter  I,  Title  22,  Code  of  Federal  Reg- 
ulations, are  hereby  prescribed: 

1.  Paragraphs  (b)  and  (m)  of  §  42.101 
Dtfiriitions,  are  amended  to  read  as  fol- 
lows: 

(b)  "Alien"  means  an  Individual  who 
Is  not  a  citizen  of  the  United  States  by 
birth  or  naturalization,  but  this  definition 
shall  not  be  held  to  Include  nationals  of 
the  United  States  or  citizens  of  the  Is- 
lands (exclusive  of  Trust  Territory)  un- 
der the  jurlsidictlon  of  the  United  States. 
(A  citizen  of  a  "Trust  Territory",  which 
Includes  the  Marshall,  Caroline,  and 
Marianas  Islands  as  contemplated  by 
the  trusteeship  agreement  with  the 
United  Nations.  Is  treated  as  an  alien  for 
the  purposes  of  the  Immigration  laws.) 
•  •  •  •  • 

(m)  "United  States"  means  the 
States,  the  District  of  Columbia.  Hawaii, 
Alaska.  Puerto  Rico,  and  the  Virgin  Is- 
lands. However,  for  the  purpose  of  giv- 
ing effect  to  section  8  (a)  (2)  of  the 
Philippine  Independence  Act,  approved 
March  24.  1934  (48  Stat.  462),  citizens  of 
the  Philippine  Islands  who  are  not  cltl- 
zeas  of  the  United  States  may  be  ad- 
mitted into  the  continental  United  States 
from  Hawaii  only  In  accordance  with 
regulations  prescribed  by  the  Attorney 
General  under  that  section. 

2.  Section  42.101  Is  further  amended 
by  adding  thereto  "paragraphs  (z),  (aa), 
and  (bb)  reading  as  follows: 

'z)  "International  organization" 
means  a  public  international  organiza- 
tion In  which  the  United  States  partici- 
pates pursuant  to  any  treaty  or  under 
the  authority  of  any  act  of  Congress  au- 
thorizing such  participation  or  making 
an  appropriation  for  such  participation, 
and  which  Is  designated  by  the  Pre.sldent 
by  Executive  order  as  belnp  entitled  to 
enjoy  the  privileges,  exemptions,  and  Im- 
munities provided  for  in  the  Interna- 
tional Organizations  Immunities  Act  (59 
Stat.  669). 

•aa)  "International-organization  visa" 
means  a  special  passport  visa  Issued  by  a 
consular  officer  to  a  nonimmigrant  alien 
who  Is  destined  to  an  International  or- 
ganization in  the  United  States. 

(bb)  The  term  "Filipino  persons  or 
persons  of  Filipino  descent"  means  per- 
sons of  a  race  Indigenous  to  the  Philip- 
pine Islands  and  shall  not  Include  per- 
sons who  are  of  as  much  as  one-half  of  a 
race  Ineligible  to  citizenship  (60  Stat. 
417). 

3.  Section  42.104  Classification  of 
aliens,  Is  amended  by  Including  the  fol- 
lowing category  in  the  fourth  column 
after  the  classification  "Aliens:  Immi- 
Kraiits:  Other  classes  not  subject  to 
Quota  restrictions:  3.  Aliens  born  in 
Pu<^rto  Rico  or  the  Virgin  Islands.  Guam, 
or  American  Samoa"; 
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4.  CltlEens  of  the  Philippines  coming 
within  the  provisions  of  section  S31  (a)  of 
the  Philippine  Trade  Act  of  1940  and  the 
wives  and  children  of  such  citizens  coming 
within  the  provisions  of  section  231  (c)  of 
such  act. 

4.  Section  42.104  Is  further  amended 
by  including  the  following  category  In 
the  third  column,  after  the  classification 
"Aliens-:  -Nonimmigrants:  6.  Treaty 
aliens.    Sec.  3  (6)"; 

7.  International  organization  aliens.  Sec. 
8  (7). 

5.  Section  42.105  Nonimmigrant 
classes.  Is  amended  by  adding  thereto 
paragraph  (g)  reading  as  follows: 

(g)  A  representative  of  a  foreign  gov- 
ernment In  or  to  an  international  or- 
ganization entitled  to  enjoy  privileges, 
exemptions,  and  immunities  as  an  inter- 
national organization  under  the  Inter- 
national Organizations  Immunities  Act, 
or  an  alien  officer  or  employee  of  such 
an  international  organization,  and  the 
family,  attendents,  servants,  and  em- 
ployees of  such  a  representative,  officer, 
or  employee. 

6.  Section  42.103  Is  amended  to  read  as 
follows : 

§  42.106  Documentary  requirements 
for  nonimmigrants.  With  the  exceptions 
hereinafter  provided,  and  with  such 
other  exceptions  as  the  Secretary  of 
State  may  authorize  in  individual  cases 
under  Executive  Order  No.  8766  of  June 
3.  1941,  a  nonimmigrant  must  present  an 
unexpired  passport.  A  nonimmigrant 
seeking  to  enter  the  United  States  under 
section  3  (1).  3  <2),  3  (3).  3  (6),  or  3 
(7)  of  the  act  must  also  present  a  pass- 
port visa  unless  he  Is  a  nonimmigrant 
who  may  be  issued,  and  who  presents,  a 
limited-entry  certificate,  a  transit  cer- 
tificate or  visa,  or  a  non-resident  alien's 
border-crossing  identification  card. 

7.  Paragraph  (a)  of  §42.107  Nonim- 
migrants not  required  to  present  pass- 
ports or  visas,  is  amended  to  read  as 
follows : 

(a)  An  alien  who  is  a  resident  of  con- 
tiguous territory  who  passes  from  the 
territory  of  which  he  Is  a  resident  In 
continuous  transit  through  a  part  of  the 
continental  United  States  back  to  the 
territory  of  which  he  Is  a  resident  by 
means  of  a  transportation  line  which 
crosses  the  International  boundary. 

8.  Section  42.107  Is  further  amended 
by  adding  thereto  paragraphs  (x),  (y), 
(z),  and  (aa)  reading  as  follows: 

(X)  Alien  ship  passengers  or  crew 
members  who  desire  to  land  temporarily 
In  the  Virgin  Islands  while  the  vessels 
on  which  they  are  traveling  as  through 
passengers  or  crew  members  are  in  a 
Virgin  Islands  port. 

(y )  A  Canadian  citizen  or  British  sub- 
ject domiciled,  permanently  residing,  or 
stationed  In  Canada  who  has  been  law- 
fully admitted  into  the  United  States  and 
who  proceeds  In  continuous  transit  from 
one  part  of  the  United  States  to  another 
through  foreign  contiguous  territory  by 
means  of  a  transportation  line  which 
runs  through  the  territory  or  waters  of 
both  countries. 
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(2)  A  Mexican  military  or  civilian  of- 
ficial, a  member  of  his  family,  and  a 
member  of  his  suite,  who  Is  entering  the 
United  States  temporarily  from  Mexico 
for  personal  business  or  pleasure. 

(aa)  A  nonimmigrant  alien  who  Is 
exempted  under  paragraph  (q)  of  this 
section  from  the  requirement  of  obtain- 
ing a  passport  and  visa  and  who,  upon 
returning  from  a  Journey  beginning  at  a 
port  of  the  United  States  in  the  West- 
ern Hemisphere  without  trans-shipment 
from  the  original  vessel  to  another  ves- 
sel, such  vessel  not  having  proceeded 
outside  of  the  Western  Hemisphere,  ap- 
plies for  admission  at  a  port  of  entry 
to  the  United  States  to  proceed  in  transit 
to  a  country  contiguous  to  the  United 
States. 

9.  Section  42.108  Is  amended  to  read 
as  follows: 

§  42.108  Nonimmigrants  required  to 
present  passports  but  not  visas.  The 
passport-visa  requirements  are  waived 
for  nonimmigrants  of  the  following 
emergency  classes,  but  they  must  present 
unexpired  passports : 

(a)  An  alien,  except  a  Canadian  citi- 
zen or  a  British  subject  domiciled,  per- 
manently residing,  or  stationed  In 
Canada  ( §  42.107  (y ) ) .  who  has  been  law- 
fully admitted  Into  the  United  States  as 
a  nonimmigrant  and  who  goes  in  con- 
tinuous transit  from  one  part  of  the 
United  States  to  another  through  for- 
eign contiguous  territory. 

(b)  A  native-born  citizen  of  Cuba  en- 
tering the  United  States  directly  from 
Cuba  for  a  period  of  less  than  30  days 
for  business  or  pleasure. 

10.  Paragraph  (a)  of  5  42.112  AppU- 
cations  for  passport  visas,  limited-entry 
certificates,  and  transit  visas  or  certifi- 
cates. Is  amended  to  read  as  follows: 

(a)  Application  for  a  pa.ssport  visa, 
transit  visa  or  certificate,  or  limited- 
entry  certificate  shall  be  made  on  Forms 
257a  to  257d,  inclusive,  for  each  person  14 
years  of  age  or  over,  even  if  several  per- 
sons are  to  be  Included  In  one  visa.  An 
application  shall  be  required  of  a  child 
under  14  years  of  age  If  the  child  is  the 
bearer  of  a  separate  passport.  (For  In- 
structions covering  the  Issuance  of  diplo- 
matic visas  see  §  40.1  et  scq.  of  this 
chapter.)  In  the  cases  of  persons 
exempted  from  the  registration  require- 
ments of  the  Alien  Registration  Act, 
1940,  as  outlined  In  §  42.386,  to  whom  a 
diplomatic  or  section  3  (1)  or  section 
3  (7)  visa  Is  issued  or  formally  refused, 
the  Words  "and  alien  registration"  should 
be  stricken  from  the  title  of  Forms  257b 
and  257c.  In  the  cases  of  other  persons. 
Forms  257b  and  257c  shall  be  executed 
under  oath  administered  by  the  consular 
or  diplomatic  officer.  Forms  257a.  257b, 
and  257c  shall  bear  a  signed  photograph 
of  the  applicant,  attached  and  im- 
pressed with  legend  machine  or  impres- 
sion seal,  in  the  space  provided  therefor. 
Photographs  shall  be  approximately  two 
Inches  square,  full  front  view,  without 
hat,  on  light  background,  and  on  thin 
paper.  Photographs  shall  not  be  re- 
quired of  children  under  14  years  of  age 
unless  they  are  bearers  of  separate  pass- 
ports.   Li  exceptional  cases,  the  princi- 
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pal  officer  may.  In  his  discretion,  waive 
the  photograph  requirement  by  placing 
a  signed  notation  to  that  effect  In  the 
space  provided  for  the  photograph. 
Forms  257a,  257b,  and  257d  shall  be 
delivered  to  the  recipient  of  the  visa  for 
delivery  to  the  Immigration  irtspector  at 
the  port  of  entry  into  the  United  States. 
Form  257c  shall  be  retained  in  the 
consular  or  diplomatic  files. 

11.  Section  42.117  (including  foot- 
notes) is  amended  to  read  as  follows: 

§  42  117  Fees  for  passport-visa  serv- 
ices. <a)  Except  as  provided  in  recipro- 
cal agreements  concluded  under  the  act 
of  February  25,  1925,  43  Stat.  976,  or  as 
established  by  regulations  issued  under 
Executive  Order  No.  5427  of  August  20. 
1930.  or  as  stated  in  §  42.130  a  fee  of  $1 
shall  be  charged  for  executing  each  ap- 
plication of  an  alien  for  a  visa  and  $9 
for  e?.ch  visa  of  the  passport  of  an  alien 
In  accordance  with  section  2  of  the  act 
Of  June  4,  1920,  41  Stat.  750. 

(b)  No  fee  shall  be  charged  for  exe- 
cuting an  application  for  a  passport  visa 
of  an  alien  who  is  a  national  of  a  country 
with  which  a  reciprocal  agreement  has 
been  made  for  the  waiver  or  reduction 
of  passport- visa  fees  under  the  authority 
of  the  said  act  of  February  25.  1925.  A 
list  of  countries  for  whose  nationals  pass- 
port-visa fees  have  been  reciprocally  re- 
duced or  waived,  and  subsequent  amend- 
ments, will  be  published  in  the  Federal 
Register  from  time  to  time. 

12.  Paragraph  (c>  of  §  42.122  Govern- 
ment officials,  is  amended  to  read  as 
follows : 

(c)  The  term  "family"  as  used  in  sec- 
tion 3  <1)  of  the  act,  as  amended,  is  in- 
terpreted to  mean  clase  alien  relatives  by 
blood  or  marriage  who  are  regularly  re- 
siding in  the  household  of  a  foreign- 
government  official  as  defined  above. 

13.  Paragraph  (q)  of  §42.202  Immi- 
grants not  required  to  present  passports 
or  visas,  is  amended  to  read  as  follows: 

(q>  An  American  Indian  born  in  Can- 
ada, except  one  whose  member.ship  in  In- 
dian tribes  or  families  Is  created  by  adop- 
tion. 

14.  Section  42.202  is  further  amended 
by  adding  thereto  paragraphs  (r)  and 
(s)  reading  as  follows: 

(r>  An  alien  seaman  or  airman  who 
Is  a  lawful  permanent  resident  of  the 
United  States  and  who  is  exempted  from 
presenting  either  a  passport  or  a  visa  as 
outlined  in  §  43.53  ta)  of  this  chapter. 

(s)  An  alien  seaman  or  airman  who  is 
a  lawful  permanent  resident  of  the 
United  States  and  who  has  been  ship- 
wrecked or  is  a  castaway,  upon  his  first 
return  to  the  United  States  if  he  has  lost 
his  pa.ssport.  (See  §  43.53  (b)  of  this 
chapt?r.) 

15.  Paragraphs  (a),  (b).  (c).  and  (d) 
of  §  42.203  Immigrants  required  to  pre- 
sent passports  but  not  visas,  are 
amended  to  read  as  follows: 

(a>  An  alien  seaman  or  airman  who  Is 
a  lawful  permanent  resident  of  the 
United  States  and  who  falls  within  one 
of  the  categories  enumerated  In  S  43.53 
(c)  of  this  chapter. 
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(b)  Such  a  seaman  or  airman  return- 
ing to  the  United  States  in  accordance 
with  the  terms  of  the  articles  of  the  out- 
ward voyage  or  of  his  discharge  before 
an  American  consular  officer. 

(c)  Such  a  seaman  or  airman  who  is 
a  shipwrecked  or  castaway  alien  in  pos- 
ses-sion  of  his  passport,  upon  his  first  re- 
turn to  the  United  States. 

(d)  An  alien  who  previously. ha.<;  been 
admitted  lawfully  into  the  United  States 
as  a  student  on  the  basis  of  a  nonquota 
immigration  visa  issued  under  section  4 
(e)  of  the  Immigration  Act  of  1924,  who 
has  proceeded  only  to  a  destination  in 
the  Western  Hemisphere,  who  is  return- 
ing to  the  United  States  within  a  period 
of  4  months,  and  who  is  reentering  under 
section  4  (e>  of  the  act  for  the  purpose  of 
continuing  his  or  her  studies  at  an  ap- 
proved institution  of  learning.  Such  an 
alien  must  present  a  letter  from  the  in- 
stitution stating  that  he  or  she  is  a 
student  in  good  standing  at  the  institu- 
tion. The  alien  should  be  in  posse.ssion 
of  evidence  that  he  or  she  was  previously 
admitted  lawfully  into  the  United  States 
as  a  nonquota  immigrant  student. 

16.  Section  42.230  Is  amended  to  read 
as  follows: 

§  42.230     Waiver  of  supporting  docu- 
ments for  certain  4  (e>  students.    In  the 
case  of  an  alien  who  has  been  admitted 
Into  the  United  States  under  section  4 
(e>  of  the  act.  who  is  maintaining  a  .satis- 
factory student  status  as  may  be  evi- 
denced by  a  letter  from  the  educational 
institution  he  is  attending,  and  who  has 
departed  from^the  United  States  on  vaca- 
tion to  a  country  outside  the  Western 
Hemisphere,  a  new  section  4  (e>  visa  may 
be  issued  without  requiring  the  presenta- 
tion of  new  section  7  <c>  supporting  doc- 
uments when  he  seeks  to  return  to  the 
United  States  within  4  months  of  the 
date  of  his  departure,  solely  for  the  pur- 
pose of  resuming  his  studies,  provided  the 
con.^ular    officer    is    satisfied    that    the 
"available"  section  7  (cr  document.^,  were 
attached  to  the  alien's  previous  section 
4  (e>  visa.    In  such  a  ca.se  a  .statement 
regarding  the  waiver  of  section  7   <c) 
documents  should  be  made  on  Forms  256a 
and  256b.  as  provided  in  §  42.219.     <See 
§  42.201  for  requirement  of  passport.) 

17.  The  following  new  section  is  added : 

§  42.232  Nonquota  status  of  certain 
citizens  of  the  Republic  of  the  Philippines 
and  their  wives  and  unmarried  children 
under  18  years  of  age.  (a>  Any  citizen 
of  the  Philippines  who  actually  resided 
in  the  United  States  for  a  continuous 
period  of  three  years  during  the  period 
of  42  months  beginning  June  1. 1938.  and 
ending  November  30. 1941.  If  entering  the 
United  States  during  the  period  begin- 
ning July  4. 1946.  and  ending  July  3. 1951. 
for  the  purpose  of  resuming  residence 
in  the  United  States,  shall,  for  the  pur- 
poses of  the  immigration  laws,  be  con- 
sidered a  nonquota  immigrant;  and  any 
such  citizen  of  the  Philippines  shall  not 
be  excluded  from  entry  into  the  United 
States  by  reason  of  section  13  (c)  of  the 
Immigration  Act  of  1924.  or  by  reason 
of  so  much  of  section  3  of  the  Immigra- 
tion Act  of  1917  as  provides  for  the  ex- 
clusion from  admission  Into  the  United 
States  of  natives  of  a  therein-specified 


geographical  area.  (Sec.  231  (a)  of  the 
Philippine  Trade  Act  of  1946.  >  To  be 
eligible  for  nonquota  status  under  the 
provisions  of  section  231  of  the  Philip- 
pine Trade  Act  of  1946  a  citizen  of  the 
Philippines  must  establish  that  he  ac- 
tually resided  for  the  requisite  three-year 
period  in  the  States,  the  District  of 
Columbia,  the  Territory  of  Alaska,  the 
Territory  of  Hawaii,  or  Puerto  Rico. 
Such  a  citizen  of  the  Philippines  Is  eligible 
for  nonquota  status  under  section  231  of 
the  Philippine  Trade  Act  of  1946  re- 
gardless of  his  racial  classification  or  his 
immigration  status  In  the  United  States 
( except  as  otherwise  provided  in  such  sec- 
tion) during  the  three-year  residence 
period  specified  in  the  section.  Non- 
quota status  under  such  section  may  be 
granted  only  to  citizens  of  the  Philippines 
otherwl.se  qualified  who  were  absent  from 
their  previous  residence  in  the  United 
States  on  July  4.  1946,  and  who  on  or 
after  that  date  and  before  July  4.  1951, 
seek  to  resume  residence  In  the  United 

(b)   Any  cltiaBn  of  the  Philippines  who 
has  been  admitted  to  the  United  States 
as  a  nonquota  immigrant  under  the  pro- 
visions of  section  231  of  the  Philippine 
Trade  Act  of  1946  shall,  for  the  purposes 
of  the  immigration  and  nationality  laws, 
be  considered  as  lawfully  admitted  to  the 
United  States  for  permanent  residence. 
No  visa  under  such  section  shall  be  Issued 
to  a  Philippine  citizen  who  has  been  pre- 
viously Issued  such  a  visa  and  has  been 
admitted  to  the  United  States  upon  the 
basis  thereof.    Philippine  citizens  who 
have  once  reentered  the  United  States  to 
reside  upon  the  basis  of  a  nonquota  visa 
Issued  under  such  section  and  who  there- 
after leave  the  United  States  and  seek  to 
return  are  to  be  regarded  as  aliens  pre- 
viously lawfully  admitted  to  the  United 
States    for    permanertt    residence    and 
should  qualify  for  admission  upon  the 
basis  of  that  status  in  the  same  manner 
as  other  aliens  admitted  to  the  United 
States   for   permanent   residence:    Pro- 
vided, however,  That  no  such  person  Is  to 
be  refused  a  visa  on  the  ground  that  he  Is 
a  person  subject  to  exclusion  from  the 
United  States  because  he  is  a  native  of 
the  geographical  area  specified  in  sec- 
tion 3  of  the  Immigration  Act  of  1917,  as 
amended. 

(c)  The  benefits  of  nonquota  status 
granted  a  citizen  of  the  Philippines  under 
the  Philippine  Trade  Act  of  1946  shall 
also  apply  to  his  wife,  but  only  If  she  Is  a 
citizen  of  the  Philippines  or  If  she  is 
eligible  to  United  States  citizenship,  and 
to  his  unmarried  children  under  18  years 
of  age  regardless  of  their  racial  classifi- 
cation. If  such  wife  or  children  are  ac- 
companying or  following  to  join  him  dur- 
ing the  period  beginning  July  4. 1946.  and 
ending  July  3,  1951. 

(di  A  citizen  of  the  Philippines  who 
has  been  admitted  to  the  Territory  of 
Hawaii  without  an  immigration  visa  or  a 
passport  visa  under  the  provisions  of  sec- 
tion 8  (a)  (1)  of  the  Philippine  Inde- 
pendence Act  cannot  be  accorded  non- 
quota status  under  the  authority  con- 
tained In  section  231  of  the  Philippine 
Trade  Act  of  1946. 

(e>  The  provisions  of  section  4  (b)  of 
the  Immigration  Act  of  1924,  as  amended, 
are  not  affected  by  section  231  of  the 
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Philippine  Trade  Act  of  1946.  A  citizen 
of  the  Philippines  previously  lawfully  ad- 
mitted into  the  United  States  as  an  immi- 
grant who  is  returning  from  a  temporary 
visit  abroad,  should.  If  eligible  to  receive 
an  Immigration  visa,  be  Issued  a  visa 
under  section  4  (b)  of  the  act  but  should 
not  be  Issued  a  nonquota  Immigration 
visa  under  the  authority  of  the  Philip- 
pine Trade  Act  of  1946. 

<f)  Applicants  for  nonquota  Immigra- 
tion vl.sas  under  section  231  of.  the  Philip- 
pine Trade  Act  of  1946  are  subject  to  the 
laws  governing  the  admission  of  aliens 
Into  the  United  States  except  as  other- 
wise provided  in  this  section. 

<g)  Forms  256a  and  256b  (new,  revised 
February  1945).  when  used  in  connec- 
tion with  the  Issuance  of  nonquota  Im- 
migration visas  under  the  authority  of 
section  231  of  the  Philippine  Trade  Act 
of  1946,  should  be  amended  as  follows: 
In  the  block  appearing  In  the  upper  left- 
hand  comer  on  the  face  of  the  form  the 
words    "preference    quota"    should    be 
stricken  therefrom;  and  Immediately  fol- 
lowing the  colon  should  be  typed  'T  am  a 
citizen  of  the  Republic  of  the  Philippines 
and  am  entitled  to  nonquota  status  under 
section  231  (a).  Philippine  Trade  Act  of 
1946.".  or.  In  the  case  of  a  wife  or  un- 
married  child  under   18  years  of  age, 
other  appropriate  notation  regarding  the 
claim  for  nonquota  status.    The  words 
"Exempted  from  exclusion  clauses  (28) 
and  <30)  under  authority  of  the  Philip- 
pine Trade  Act  of  1946.",  If  applicable, 
should  be  placed  In  the  paragraph  Im- 
mediately following  the  exclusion  clauses 
listed  on  the  form.    On  the  back  of  the 
forrp  the  words  'subdivision  (     )  of  sec- 
tion 4".  and  the  words  "the  Immigration 
Act  of  1924.  as  amended,"  appearing  In 
the  visa  should  be  deleted  and  In  both 
places  the  words  "section  231  of  the  Phil- 
ippine Trade  Act  of  1946  '  should  be  sub- 
sututed  therefor. 

18.  Section  42.306  Is  amended  to  read 
as  follows: 

J  42.306  Registration  of  aliens  who  are 
in  the  United  States,  (a)  An  alien  who 
Is  In  the  United  States  and  who  entered 
Illegally  may  not  file  a  registration  form 
at  an  American  consular  office. 

'b)  An  alien  chargeable  to  an  over- 
subscribed quota  may  not  spend  his  wait- 
ing time  for  an  immigration  visa  In  the 
United  States  and  may  not  therefore 
have  his  priority  determined  by  a  date 
earlier  than  his  last  departure  from  the 
United  States,  except  that  an  alien  who 
entered  the  United  States  lawfully  as  a 
nonimmigrant  prior  to  September  10, 
1946,  and  has  remained  In  the  United 
Stales  may  be  permitted  to  register  at 
an  American  consular  office  at^ny  time 
prior  to  July  1, 1949.  and  if  such  alien  has 
subsequent  to  September  10,  1946,  pro- 
ceeded abroad  on  an  urgent  and  brief 
visit  and  has  reentered  the  United  States 
as  a  nonimmigrant,  his  last  entry  for  the 
purpose  of  this  section  shall  be  deemed 
to  be  the  date  on  which  he  last  entered 
the  United  States  prior  to  September  10. 
1946. 

19.  Subparagraph    (3)    of   paragraph 
<a^  of  5  42.308  Removal  of  names  from 
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registration  list,  is  amended  to  read  as 
follows :  ^ 

(3)  If  the  registrant  enters  the  United 
States  as  a  nonimmigrant,  except  as: 

(I)  A  nonimmigrant  under  section  8 
(1).  3  (5),  3  (6).  or  3  (7)  of  the  act.  or 
under  section  3  (2)  of  the  act  If  he  is 
engaged  In  a  business  or  profession 
which  by  its  inherent  nature  requires 
him  to  enter  the  United  States. 

(ID  A  nonimmigrant  who,  after  entry 
prior  to  September  10.  1946,  finds  or 
has  found  it  necessary  to  make  an  urgent 
and  brief  visit  abroad,  thereafter  re- 
turning to  the  United  States  as  a  non- 
Immigrant,  and  who  has  registered  at  a 
consular  office  prior  to  July  1,  1949.  or 

(ill)  A  nonimmigrant  who  finds  it  nec- 
essary to  make  an  urgent  and  brief  trip 
to  or  through  the  United  States  and 
who  obtains  a  nonimmigrant  visa  or 
transit  certificate  for  such  purpose  by 
explaining  the  necessity  therefor  to  the 
consular  officer  with  whom  he  Is  reg- 
istered. Such  alien  may  have  his  name 
reinstated  on  the  registration  list  under 
his  original  priority,  or  transferred  to 
another  consular  office,  under  such 
priority,  upon  his  prompt  departure  from 
the  United  States. 

20.  Section  42.338  Is  amended  to  read 
as  follows: 

S  42.338  Disposition  of  original  and 
copies  of  immigration-visa  applications. 
The  original  of  an  Immigration  visa  on 
Form  256a  should  be  delivered  to  the 
alien.  The  signed  duplicate,  on  Form 
256b.  of  the  visa  and  application  there- 
for should  be  placed  In  the  file  of  visas 
Issued. 

21.  Section  42.379  Required  validity  of 
passports  or  travel  documents  of  tempo- 
rary visitors,  transit  aliens,  and  nonquota 
students.  Is  amended  by  deleting  the  last 
sentence  thereof. 

22.  Section  42.385  Is  amended  to  read 
as  follows: 

5  42.385  Registration  and  fingerprint- 
ing, (a)  With  certain  exceptions  (out- 
lined In  5  42.386) .  no  visa  shall  be  issued 
to  any  alien  seeking  to  enter  the  United 
States  unless  he  has  been  registered  and 
fingerprinted  in  duplicate  (Allen  Regis- 
tration Act.  1940) .  The  visa  application 
and  registration  form  for  immigrants  are 
consolidated  In  Forms  256a  and  256b  and 
for  nonimmigrants  In  Forms  257b  and 
257c.  When  a  nonimmigrant  visa  is  is- 
sued to  an  alien  e::empted  from  the  reg- 
istration and  fingerprint  requirements 
(§42.386).  the  words  "and  alien  regis- 
tration" should  be  crossed  out  or  lined 
through  on  Forms  257b  and  257c. 

(b)  Transit  certificates,  limited-entry 
certificates,  and  nonresident  and  resi- 
dent ahen's  border-crossing  Identifica- 
tion cards  are  not  considered  to  be  visas 
for  the  purposes  of  section  30  of  the  Allen 
Registration  Act.  1940.  and  applicants  for 
such  documents  shall  not  be  required  to 
be  registered  or  fingerprinted  under  such 
section. 

23.  Section  42.386  is  amended  to  read 
as  follows: 

9  42.388  Exemptions  from  registra- 
tion and  fingerprinting.  The  registration 
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and  fingerprinting  requirements  of  the 
Alien  Registration  Act.  1940.  shall  apply 
to  all  aliens  .to  whom  immigration  or 
passport  visas  are  issued  except  those 
falling  within  the  following  classes  of 
persons  coming  to  the  United  States  as 
nonimmigrants: 

(a)  Foreign-government  officials. 
This  class  shall  not  be  construed  to  in- 
clude an  honorary  diplomatic  or  con- 
sular officer,  a  person  who  Is  not  a  na- 
tional of  the  foreign  cotmtry  employing 
him  In  a  representative  capacity,  a  per- 
son who  will  engage  in  local  business  In 
the  United  States,  or  a  person  who  will 
be  employed  in  the  United  States  in  other 
than  an  official  capacity;  but  It  shall  be 
construed  to  Include: 

(1)  An  accredited  official  of  a  foreign 
government  as  defined  in  §  42.122  (a) 
and  (b). 

<2)  An  alien  for  whom  a  regular  diplo- 
matic visa  is  authorized  under  §  40.4  (a) 
(1)-(12)  of  this  chapter,  or  an  alien  for 
whom  a  limited  diplomatic  visa  is  au- 
thorized under  §  40.4  (b)  (1)  and  (b)  (2) 
of  this  chapter.  (The  exemption  shall 
apply  whether  the  diplomatic  visa  Is  Is- 
sued tmder  section  3  (1).3  (2),  or  3  (3)  of 
the  act.) 

(3)  An  alien  who  is  coming  to  the 
United  States  for  the  purpose  of  study 
at  a  school,  college,  academy,  seminary, 
or  university,  who  holds  an  official  posi- 
tion in  his  government,  and  who  is  being 
sent  to  the  United  States  at  the  expense 
of  his  government. 

(b)  International-organization  aliens. 
This  class  shall  be  construed  to  include : 

( 1 )  An  alien  who  is  a  representative  of 
a  foreign  government  In  or  to  an  inter- 
national organization  as  defined  in 
§  42.101  (z). 

(2)  An  alien  officer  or  employee  of  an 
international  organization  as  defined  In 
§42.101  (z). 

(c)  Members  of  the  families  of  for- 
eign-government officials  and  interna- 
tional-organization aliens  as  defined  in 
this  section.  For  the  purposes  of  this 
section,  the  term  "members  of  the  fami- 
lies" shall  mean  (1)  clo.se  alien  relatives 
by  blood  or  marriage  who  are  regularly 
residing  In  the  household  of  foreign- 
government  officials  or  international- 
organization  aliens  as  defined  in  this  sec- 
tion, and  (2)  the  attendants,  servants, 
and  employees  of  such  foreign-govern- 
ment officials  and  International-organi- 
zation aliens:  Provided.  That  any  such 
attendant,  servant,  or  employee  shall  be 
regularly  residing  as  a  domestic  employee 
in  the  household  of  his  employer. 

(d)  Other  persons.  Such  other  per- 
sons as  the  Department  of  State  may,  by 
special  instruction  in  Individual  cases, 
hold  to  be  "foreign-government  officials" 
for  the  purpose  of  exemption  from  reg- 
istration and  fingerprinting. 

24.  Section  42.387  Failure  to  maintain 
exempt  status  requires  registration  and 
fingerprinting,  is  revoked. 

25.  Sections  42.391  and  42.394  are 
amended  to  read  as  follows: 

S  42.391  Advice  to  be  given  aliens  ex- 
empted from  registration  and  finger- 
printing. With  the  exception  of  am- 
bassadors and  ministers  and  the  mem- 
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bers  of  their  missions  accredited  to  the 
United   States,   and   representatives   of 
foreign  governments  In  or  to  Interna- 
tional   organizations,    the    exemptions 
from  the   requirements  of  registration 
and  fingerprinting  provided  by  §  42.386 
are  granted  on  the  condition  that  within 
30  days  after  the  arrival  In  the  United 
States  of  any  such  exempted  alien,  his 
diplomatic   mission   at  Washington,   or 
the  international  organization  to  which 
he  Is  destined,  shall  notify  the  Depart- 
ment of  State  of  his  status  in  the  United 
States   in   accordance   with   the   estab- 
lished procedure.   Each  such  alien  should 
be  Informed  as  to  this  requirement  by 
the  consular  or  diplomatic  officer  who 
grants  the  visa,  and  he  should  be  warned 
that  failure  on  the  part  of  the  said  mis- 
sion or  International  organization  to  sub- 
mit the  notification  on  his  behalf  may 
result  m  the  requirement  that  he  comply 
fully  with  the  provisions  of  the  Allen 
Registration  Act.  1940.  after  his  arrival 
In  the  United  States. 

5  42.394  Fingervrinting  procedure. 
(a)  When  an  alien  14  years  of  age  or 
over  makes  a  formal  application  for  an 
immigration  or  a  passport  visa,  a  single 
copy  of  his  fingerprints  shall  be  made  on 
the  standard  fingerprint  card  prescribed 
for  such  purposes  (Form  AR-4) .  An  ad- 
ditional set  of  the  alien's  fingerprints 
shall  be  made  at  the  time  the  visa  Is  Is- 
sued. In  the  case  of  an  Immigration 
visa,  the  additional  set  shall  be  t?ken  In 
the  space  provided  therefor  on  the  re- 
verse side  of  Form  256b.  In  the  case  of 
a  passport  visa,  the  additional  set  shall 
be  made  on  the  standard  fingerprint 
card  (Form  AR^).  (See  5  42.386  for  ex- 
emptions from  fingerprinting  require- 
ments.) 

(b)  A  diplomatic  or  consular  ofHcer  to 
whom  an  alien,  except  one  exempted 
from  fingerprinting  requirements,  makes 
an  informal  application  for  an  Immigra- 
tion or  passport  visa  may,  In  his  discre- 
tion, require  such  alien  to  be  finger- 
printed on  Form  AR-4  at  that  time  If  he 
considers  that  the  alien's  fingerprints 
are  desirable  for  Identification  or  other 
purposes.  Such  fingerprints  may  also  be 
taken  when  desired  for  screening  or  In- 
vestigative purposes,  or  when  It  Is 
thought  likely  that  the  alien  will  apply 
for  a  visa  at  another  office  if  refused. 

28.  Paragraph  (b)  of  §  42.396  Disposi- 
tion of  fingerprint  records.  Is  amended 
to  read  as  follows : 


(b)  One  copy  of  the  fingerprint  card 
(Form  AR-4)  of  an  alien  to  whom  a  visa 
Is  Issued  should  be  forwarded  to  the  De- 
partment of  State  for  transmission  to  the 
Federal  Bureau  of  Investigation.  Depart- 
ment of  Justice.  Such  cards  may  be  for- 
warded with  the  regular  despatch  mall. 
Covering  despatches  are  not  necessary. 
A  number  of  such  forms  may  be  en- 
closed In  one  envelope  marked  "Finger- 
prints—For  Federal  Bureau  of  Investiga- 
tion." Such  forms  should  be  transmitted 
as  soon  as  practicable  after  the  Issuance 
of  the  visa  In  the  manner  Indicated.  The 
additional  copy  of  the  fingerprint  record 
should  be  retained  In  the  files  of  the 
vlsa-lssulng  office.     In  the  case  of  a 
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nonimmigrant  visa,  the  fingerprint  rec- 
ord to  be  retained  in  the  consular  file 
shall  consist  of  the  additional  copy  of 
the  standard  fingerprint  card  (Form 
AR-4). 

27.  Paragraph  (e)  of  5  42.403.  Reports 
to  Department  of  visas  granted  or  re- 
fused, Is  amended  to  read  as  follows : 

(e)  In  addition  to  the  report  required 
under  paragraph  (a)  of  this  section, 
every  diplomatic  and  consular  office 
should  submit  a  report  to  the  Department 
of  State  at  the  end  of  each  month  during 
which  a  visa  is  granted  to  a  foreign- 
government  official,  an  International- 
organization  alien,  or  to  a  member  of  the 
family,  an  attendant,  servant,  or  em- 
ployee of  such  an  official  or  alien.  Such 
reports  should  contain  the  following- 
Information  regarding  each  such  visa 
Issued : 

(1)  Full  name  of  the  bearer  of  the 
passpHjrt. 

<2)  Names  of  persons  other  than  the 
bearer  Included  In  the  visa,  and  their 
relationship  to  the  bearer. 

(3)  Issuing  authority,  place  of  Issu- 
ance, and  number  and  date  of  passport. 

( 4 )  Kind  of  passport — diplomatic,  spe- 
cial, or  ordinary. 

(5)  Place  and  date  of  birth  of  the 
bearer  of  the  passport,  in  the  Informa- 
tion Is  contained  In  the  passport  or  the 
alien  Is  applying  In  person;  place  and 
date  of  birth  of  other  persons  Included 
In  the  visa  If  the  Information  is  readily 
available. 

(6)  Official  rank  or  position  of  the 
bearer  of  the  passport. 

(7)  Nature  of  duties  which  the  alien 
will  perform.  If  not  clearly  Indicated  by 
Information  given  under  subparagraph 
(6)  of  this  paragraph. 

(8»  Name  of  vessel  or  means  of  trans- 
portation by  which  the  alien  Is  proceed- 
ing to  the  United  States.  If  Information 
Is  readily  available. 

(9)  Place  and  approximate  date  of  ex- 
pected entry  Into  the  United  States,  If 
Information  Is  readily  available. 

(10 »  Classification  under  which  visa 
was  Issued  and  date  of  Issuance. 

The  reports  required  under  this  para- 
graph should  be  transmitted  to  the  De- 
partment of  State  under  cover  of  an  un- 
numbered despatch  In  duplicate  (orig- 
inal and  one  carbon  copy  > .  When  the  Is- 
suance of  more  than  one  visa  Is  reported, 
the  covering  despatch  should  embody  a 
list  of  the  reports  transmitted.  The 
heading  outlined  above  need  not  be  re- 
peated in  the  Individual  reports,  and  It 
will  be  sufficient  to  place  the  numeral  (1 
to  10)  before  each  of  the  answers.  In- 
dividual officers  may  prepare  a  mimeo- 
graphed or  other  form  for  submitting 
the  required  reports,  but  If  this  Is  done 
each  form  should  contain  the  name  of 
the  issuing  office. 


(39  Stat.  374.  40  Stat.  559t  41  Stat.  1217, 
43  Stat.  166,  54  Stat.  675.  55  Stat.  252,  59 
Stat.  669.  60  Stat.  141;  8  U.  S.  C.  132,  222, 
458,  22  U.  S.  C.  223-226,  227,  288.  1251 ; 
E.  O.  5427,  Aug.  20,  1930,  E.  O.  8766. 
June  3.  1941) 

[seal]  DlAN  ACHESON. 

Secretary  of  State. 

April  29. 1949. 

Recommended,  so  far  as  the  provisions 
of  the  Immigration  Act  of  1924  and  the 
Allen  Registration  Act,  1940,  are  con- 
cerned. 

Peyton  Ford, 

Acting  Attorney  General. 
April  15,  1949. 

I  p.    R.    Doc.    49-3762:    Filed,    May    10.    1949; 
8  58  a.  m.) 


These  regulations  shall  become  effec- 
tive upon  the  date  of  their  publication  In 
the  Federal  Register.  The  provisions  of 
section  4  of  the  Administrative  Procedure 
Act  (60  Stat.  238;  5  U.  S.  C.  1003)  relative 
to  proposed  rule  making  and  delayed  ef- 
fective date  are  Inapplicable  because  these 
regulations  relate  to  foreign-affairs  func- 
tions. 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIM — Office  of  Housing 
Expediter 

[Controlled  Rooma  in  Rooming  Houses  and 
Other  Establishments  Rent  Reg,'  Amdt. 
89] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947.  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  Is 
hereby  amended  In  the  following  re- 
spect: 

Schedule  A,  Item  120,  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Labette. 

Montgomery,  except  the  City  of  Inde- 
pendence. 

This  decontrols  from  §§825.81  to 
825.92  the  City  of  Independence  in  Mont- 
gomery County,  Kansas,  a  portion  of  the 
Parsons.  Kansas,  Defense-Rental  Area. 

(Sec.  204  (d»,  61  Stat.  197,  as  amended. 
62  Stat.  37,  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  <d).  Applies  sec. 
204,  61  Stat.  197,  as  amended,  62  Stat.  37. 
94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  6.  1949. 

Issued  tVils  6th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

[F.    R.    Doc.   49-3775;    Filed.    May    10.   1949; 
9:01  a.  m.l 


Wednesday,  May  11, 1949 

[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg.,'  Amdt. 
»0] 

Part  825 — Rent  Regulations  Under  th« 
Hou.siNO  and  Rimt  Act  or  1947,  as 
Amended 

RENT  regulation  rOR  CONTROLLED  ROOMS  IN 
ROOMING  HOUSES  AND  QTHER  ESTABLISH- 
MENTS 

The  Rent  Repulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other 
E.«:tabllshments  (§§825.81  to  825.92)  is 
hereby  amended  in  the  following  re- 
spects : 

1.  Schedule  A,  Item  60.  Is  amended  to 
read  as  follows:  ^ 

(60)    [Revoked  and  decontrolled.) 

This  decontrols  from'§§  825.81  to  825.92 
the  Marlanna,  Florida,  Defense-Rental 
Area. 

2  Schedule  A,  Item  66b,  is  amended  to 
read  as  follows: 

(66b)    (Revoked  and  decontrolled  ] 

This  decontrols  from  §§  825.81  to  825.92 
the  Vero  Beach,  Florida,  Defen.se-Rental 
Area. 

3.  Schedule  A,  Item  299,  Is  amended  to 
read  as  follows: 

(299)    (Revoked    and    decontrolled.) 

This  decontrols  from  §§  825.81  to  825.92 
the  AmarUlo.  Texas,  Defense -Rental 
Area. 

(Sec.  204  (d).  61  Stat.  197,  as  amended. 
62  Stat.  37,  94.  Pub.  Law  31.  81.<;t  Cong.; 
50  U.  S.  C.  App.  1894  <d).  Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat. 
37.  94.  Pub.  Law  31.  81st  Cong. ;  50  U.  S.  C. 
App.  1894) 

ThLs  amendment  shall  become  effec- 
tive May  6,  1949. 

Issued  this  6th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IF    R.    Doc.    49-3776;    PUed.   May    10.    1949; 
9:01  a.  m] 


[Controlled  Housing  Rent  Reg..'  Amdt.  94) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  op  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  Is  amended  In 
the  following  respects: 

Schedule  A,  Item  120.  Is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 


•  13  F  R.  5750,  5789.  5875,  5937.  5938.  6247. 
8283  6411,  6556.  6882.  6911.  7299.  7672.  7801. 
7862  8218.  8328.  8388;  14  F.  R.  18.  272.  337. 
457.  627.  682.  695.  857.  918.  978.  1083.  1345. 
1820  1570.  1582,  1587.  1669.  1670.  1734.  1759. 
1869.  1932.  2061,  2062.  2085,  2177.  2237. 


'  13  P.  R.  5750.  6789.  6875.  6937.  6938. 
6247.  6283.  6411.  6666.  6882,  6911.  7299.  7672. 
7801.  7862,  8218.  8328.  8388;  14  P.  R.  18.  272. 
837.  457.  «27,  682,  695,  857.  918,  978,  1083. 
1345,  1520.  1570.  1582,  1587,  1669,  1670.  1734, 
1759.  1869,  1932,  2061,  2062,  2085,  2177,  2237. 
13  P.  R.  5706.  6788.  6877,  5937.  6240.  6283. 
WU.  6556.  6881.  6910,  7299,  7671.  7801.  7862. 
8217.  8327.  8386;  14  P.  R.  17,  93,  143,  271,  337. 
456  627.  632,  696,  856,  918,  979.  1005,  1083.  1345. 
1394.  1519,  1570,  1671,  1587.  1666.  1667,  1733, 
1"60.  1823.  1868.  1932.  2069.  2060,  2084.  2176, 
S233, 

No.  90 2 
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X<abett«. 

Montgomary,  Mc«pt  th«  City  of  Inde- 
pendence. 

This  decontrols  from  5§  825  1  to  825.12 
the  City  of  Independence  In  Montgomery 
County,  Kansas,  a  portion  of  the  Parsons, 
Kansas,  Defense-Rental  Area. 

(Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31,  81st  Cong,; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat.  37, 
94.  Pub.  Law  31,  81st  Cong.;  60  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effective 
May  6,  1949. 

Issued  this  6th  day  of  May  1949. 

Ed  Duprei, 
Acting  Housing  Expediter. 

I  P.    R.    Doc.    49-3773;    Filed.    May    10,    1949; 
9:01  a.  m.l 


(Controlled  Housing  Rent  Reg  .'  Amdt.  95) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947.  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  Is  amended  in  the 
following  respects: 

1.  Schedule  A.  Item  60.  Is  amended  to 
read  as  follows: 

(60)    I  Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 

the  Marlanna.  Florida.  Defense-Rental 

Area. 

2.  Schedule  A.  Item  6Cb.  Is  amended  to 
read  as  follows: 

(8«b)    (Revoked  and  decontrolled.) 

This  decontrols  from  ?§  825.1  to  825.12 
the  Vero  Beach.  Florida,  Defense-Rental 
Area. 

3.  Schedule  A,  Item  299.  Is  amended 
to  read  as  follows: 

(299)    (Revoked  and  decontrolled.) 

This  decontrols  from  §§  825.1  to  825.12 
the  Amarillo,  Texas,  Defense-Rental 
Area. 

(Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37.  94.  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197,  as  amended,  62  Stat. 
37,  94,  Pub.  Law  31,  81st  Cong.;  50  U.  8.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  6,  1949. 

Issued  this  6th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

IF.    R.    Doc.    49-3774.;    Piled,    May    10,    1949j 
9:01  a.  m.] 


Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947,  as 
Amended 

correction  to  rent  regulations 

The  Rent  Regulations  under  the  Hous- 
ing and  Rent  Act  of  1947,  as  amended 
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(Part  825)  are  corrected  In  the  following 
respects : 

1.  In  Amendment  88  to  the  Controlled 
Housing  Rent  Regulation  (§§825.1  to 
825.12).'  the  first  sentence  of  Item  2 
which  reads  "Section  825.4  (c)  is 
amended  to  read  as  follows : "  is  corrected 
to  read  "The  first  paragraph  of  §  824.4 
(O  is  amended  to  read  as  follows:" 

2.  In  Amendment  14  to  the  Controlled 
Housing  Rent  Regulation  for  New  York 
City  Defense-Rental  Area  (§§825.21  to 
825.32),'  the  first  sentence  of  Item  2 
which  reads  "Section  825.24  (c)  Is 
amended  to  read  as  follows:"  Is  corrected 
to  read  "The  first  paragraph  of  §  825.24 
(O  Is  amended  to  read  as  follows:" 

3.  In  Amendment  17  to  the  Controlled 
Housing  Rent  Regulation  for  Miami  De- 
fense-Rental Area  (§?  825.41  to  825.52),' 
the  sentence  which  reads  "Section  825.44 
(c)  is  amended  to  read  as  follows:"  is 
corrected  to  read  "The  first  paragraph  of 
§  825.44  (c)  is  amended  to  read  as  fol- 
lows:" 

4.  In  Amendment  14  to  the  Controlled 
Housing  Rent  Regulation  for  Atlantic 
County  Defense-Rental  Area  ( §  $  825.61 
to  825.72).'  the  sentence  which  reads 
"Section  825.64  (c)  is  amended  to  read 
as  follows:"  Is  corrected  to  read  "The 
first  paragraph  of  §  825.64  (c)  is  amended 
to  read  as  follows:" 

5.  In  Amendment  83  to  the  Rent  Reg- 
ulation for  Controlled  Rooms  in  Room- 
ing Houses  and  Other  E.<:tabllshments 
(§§  825.81  to  8:5.92 •,'  the  first  sentence 
of  Item  3  which  reads  "Section  825.84 
(c>  Is  amended  to  read  as  follows:"  is 
corrected  to  read  "The  first  paragraph 
of  §825  84  (c)  is  amended  to  read  as 
follows:" 

6.  In  Amendment  11  to  the  Rent  Reg- 
ulation for  Controlled  Rooms  In  Room- 
ing Houses  and  Other  Establishments  in 
the  New  York  City  Defense-Rental  Area 
(§§825.101  to  825.112).*  the  first  sen- 
tence of  Item  3  which  reads  "Section 
825.104  (c)  is  amended  to  read  as  fol- 
lows:" Is  corrected  to  read  "The  first 
paragraph  of  §  825.104  (c)  Is  amended  to 
read  as  follows:" 

7.  In  Amendment  13  to  the  Rent  Reg- 
ulation for  Controlled  Rooms  in  Room- 
ing Houses  and  Other  Establishments  In 
Miami  Defen.se-Rental  Area  (§§825.121 
to  825.132).*  the  sentence  which  reads 
"Section  825.124  (c)  Is  amended  to  read 
as  follows:"  is  corrected  to  read  "The 
first  paragraph  of  §825.124  (c)  is 
amended  to  read  as  follows : " 

(Sec.  204  (d).  61  Stat.  197,  as  amended 
by  62  Stat.  37.  94,  and  by  Pub.  Law  31. 
81st  Cong,;  50  U,  S.  C.  App.  1894  (d)   • 

This  correction  shall  be  effective  as  of 
April  27,  1949. 

Issued  this  6th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

[P.    R.    Doc.   49-3792;    Filed,   May    10,    1949; 
9:34  a.  m.[ 

•  14  F.  R.  2060. 
•14F.  R.  2071. 

•  14  P.  R.  2061. 
«  M  F   R.  20€2. 
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RULES  AND  REGULATIONS 


TITLE  50— WILDLIFE 


Chapter  I— Fish  and  Wildlife  Service, 
Department  of  the  Interior 

Republication    of   Remaining   Regula- 
tions   Under    Numbering    System 
Adopted  for  Code  of  Federal  Regu- 
lations. 1949  Edition 
On  December  7.  1948.  a  revised  striKT- 
ture  and  numbering  system  was  adopted 
for  the  regulations  of  the  Fish  and  Wild- 
life Service  (Chapter  I  of  Title  50,  13 
P  R   7432).    Subsequently  several  por- 
tions of  these  regulations  were  revised 
and  published  under  the  new  numbers. 
All  remaining  portions  have  been  re- 
numbered and   are  republished  below. 
Certain   minor   editorial   changes  have 
been    made,   but   there   have   been   no 
changes  affecting  the  substantive  text. 
The  original  dates  of  Issuance  and  the 
original  effective  date.  If  any,  are  car- 
ried throughout,  either  In  the  form  of 
source  notes  to  the  various  parts,   or 
subparts,  or  In  brackets  following  sec- 
tions affected.  ^    „  ^      j 
Any  regulations  Issued  by  the  Fish  and 
Wildlife  Service  under  Chapter  I  of  Title 
60  prior  to  December  7.  1948.  which  do 
not  appear  below,  have  been  omitted 
because  they  were  not  In  effect  as  to 
facts  arising  on  or  after  January  1.  1949. 

[seal!  WILLIAM  E.  WARNE, 

Assistant  Secretary  of  the  Interior. 
May  9.  1949. 

Subchapter  B— Hunting  ond  Poi»M»ion  of 

Wildlife 


Part 

Sec. 
6.1 

6.3 
63 

64 

6.5 

6.6 

e.7 

68 

6.9 


6.10 
6.11 

6.12 


6— Migratory  Binos  and  Certain 
Game  MAMM.^LS 

Definitions  of  migratory  birds  and  game 
mammals. 

Definition  of  terms. 

Means  by  which  migratory  gam*  birds 
may  be  taken. 

Open  seasons,  bag  limits,  and  possession 
of  cerUln  migratory  game  birds. 

Taking  of  certain  migratory  nongame 
birds  by  Eskimos  and  Indians  In 
Alaska. 

Shipment,  transportation  and  posses- 
sion of  certain  migratory  game  birds. 

Transportation  of  game  mammals  to 
and  from  Mexico. 

Propagating,  sclentlflc,  and  other  per- 
mits.   , 

PermlU  to  kill,  frighten,  or  otherwise 
herd   migratory    birds   Injurious    to 
agriculture  or  other  Interests. 
Continuance  of  existing  permits. 

Additional  protection  of  migratory  game 

birds  during  open  season. 
State  laws  for  the  protection  of  migra- 
tory birds. 

DEPREDATION 


6  51  Order  permitting  and  governing  the 
killing  of  certain  blackbirds  and 
grackle*  when  found  seriously  lo- 
Jurlotis  to  agricultural  crops  or 
other  Interests. 

6.52  Order  permltlng  and  governing  the  kill- 
ing of  certain  sparrows,  and  other 
birds  in  California  when  fovmd  to 
be  economically  Injurlovia. 

6  53  Order  permitting  and  governing  th» 
shooting  of  Purple  GalUnules  In 
Loulsleuia  when  found  seriously  In- 
juring rice  crops. 

WILDLUT     DEVELOPMINT     AREAS 

6.71     Wlldlll*  development  areas. 


6.73     Revocation  of  program  approval. 
6.73     Notice  and  hearing. 

AxJTHORmr:  55  6.1  to  6.73  Issued  under  40 
Stat  755.  49  Stat.  1555;  16  U.  S.  C.  704.  705; 
Reorg.  Plan  No.  H,  53  Stat.  1433;  5  U.  S.  C. 
133t,  note. 

Source:  5  5  6.1  to  6.73  contained  In  Procla- 
mation 2801.  July  29.  1948.  effective  July  31. 
1948.  13  F.  R.  4411.  4567.  except  as  noted  fol- 
lowing sections  affected. 

§  6.1  Definitions  of  migratory  birds 
and  garae  mammals — (a)  Migratory 
birds.  Micratory  birds  Included  In  the 
terms  of  the  conventions  between  the 
United  States  and  Great  Britain  for  the 
protection  of  migratory  birds,  and  be- 
tween the  United  States  and  United 
Mexican  States  for  the  protection  of 
migratory  birds  and  game  mammals  con- 
cluded, respectively.  August  16.  1916,  and 
February  7.  1936.  are  as  follows: 

(1)  Game  birds.  (I)  Anatidae.  or 
waterfowl,  including  brant,  wild  ducks, 
geese,  and  swans. 

(il)  Gruldae.  or  cranes.  Including  little 
brown,  sandhill,  and  whooping  cranes. 

(ill)  Rallidae.  or  rails.  Including  coots, 
gallinules.  and  sora  and  other  rails. 

(iv)  Limicolae  (Charadrll).  or  shore- 
birds.  Including  avocets.  curlews,  dowit- 
chers.  godwits.  knots,  oyster-catchers, 
phalaropes.  plovers,  sandpipers,  snipe, 
stilts,  surf  birds,  turnstones.  wlllet.  wood- 
cock, and  yellowlegs. 

(v)  Columbldae.  or  pigeons.  Including 
doves  and  wild  pigeons. 

(2)  Insectivorous  and  other  nongame 
birds.   Cuckoos,  flickers,  and  other  wood- 
peckers, nighthawks.  or  bullbats.  chuck- 
wlU's-wldow.   poorwlUs.   and   whlppoor- 
wllls:  swifts:  hummingbirds;  kingbirds: 
phoebes.  and  other  flycatchers;  horned 
larks;    bobolinks,    cowblrds.    blackbirds, 
grackles,     meadowlarks,     and     orioles; 
grosbeaks,  finches,  sparrows,  and  bunt- 
ings; tanagers;  martins  and  other  swal- 
lows; waxwings;  phalnopeplas;  shrikes; 
vlreos;  warblers;  pipits,  catbirds,  mock- 
ingbirds, and  thrashers;  wrens:  brown 
creepers;    nuthatches;    chickadees   and 
titmice;     kinglets     and     gnatcatchers; 
robins   and   other   thrushes;    all   other 
perching  birds  which  feed  entirely  or 
chiefly  on  Insects;  and  auks,  auklets.  bit- 
terns, fulmars,  gannets.  grebes,  guille- 
mots,    gulls,     herons,     jaegers,     loons, 
murres,  petrels,  puffins,  shearwaters,  and 

terns. 

(b)  Game  mammals.  Game  mammals 
under  the  terms  of  the  aforesaid  conven- 
tion between  the  United  States  and  the 
United  Mexican  States  Include: 

Antelope,  mountain  sheep,  deer,  bears, 
peccaries,  squirrels,  rabbits,  and  hares. 

§  6.2  Definition  of  terms.  For  the 
purposes  of  §§  6.1  to  6.12.  the  following 
terms  shall  be  construed,  respectively,  to 
mean  and  to  Include: 

(a)  Secretary.  Secretary  of  the  In- 
terior of  the  United  States. 

(b)  Director.  Director.  Fish  and  Wild- 
life Service,  United  States  Department  of 
the  Interior. 

(c)  Regional  Director.  Regional  Di- 
rector. Fish  and  Wildlife  Service,  United 
States  Department  of  the  Interior. 


(d)  Person.  Individual,  club,  associa- 
tion, partnership,  or  corporation,  any  one 
or  all.  as  the  context  requires. 

(e)  Take.  Hunt.  kill,  or  capture,  or 
attempt  to  hunt,  kill,  or  capture. 

(f)  Open  season.  Time  during  which 
migratory  game  birds  may  be  taken. 

(g)  Transport.  Ship,  carry,  export, 
import,  and  receive  or  deliver  for  ship- 
ment.  conveyance,  carriage,  exportation, 
or  Importation. 


§  6.3    Means  by  which  migratory  game 
birds  may  be  taken.     Migratory  game 
birds  on  which  open  seasons  are  specified 
In  §  6.4  may  be  taken  during  such  sea- 
sons only  with  bow  and  arrow  or  with  a 
shotftun  not  larger  than  No.  10  gage,  fired 
from  the  shoulder,  except  as  permitted 
by  SS  6.5,  6.8  and  6  9.  but  they  shall  not 
be  taken  with  or  by  means  of  any  auto- 
matic-loading or  hand-operated  repeat- 
ing  shotgun   capable   of   holding   more 
than  three  shells,  the  magazine  of  which 
has  not  been  cut  off  or  plugged  with  a 
one-piece  metal  or  wooden  filler  Inca- 
pable of  removal  without  dlsa.ssembling 
the  gun  so  as  to  reduce  the  capacity  of 
said  gun  to  not  more  than  three  shells 
at  one  time  in  the  magazine  and  cham- 
ber combined.    Such  birds  may  be  taken 
during  the  open  seasons  from  land  or 
water,  with  aid  of  a  dog.  and  from  a 
blind,  boat  or  other  fioatlng  craft  not 
under  tow  or  sail,  except  slnkbox  (bat- 
tery), motorboat  (excluding  a  boat  hav- 
ing a  detached  outboard  motor),  and 
sailboat :  Protnded.  That  nothing  herein 
shall  permit   the   taking    of    migratory 
game  birds  from  or  by  means,  aid.  or 
use  of  an  automobile  or  aircraft  of  any 
kind,  the  taking  of  waterfowl  by,  means, 
aid.  or  use  of  cattle,  horses,  mules,  or 
live  duck  or  goose  decoys,  the  concen- 
trating, driving,  rallying,  or  stirring  up 
of  waterfowl  and  coots  by  means  or  aid 
of  any  motor-driven  land,  water,  or  air 
conveyance  or  sailboat:   Provided  fur- 
ther. That  nothing  herein  shall  exclude 
the  picking  up  of  Injured  or  dead  water- 
fowl by  means  of  a  motorboat,  sailboat, 
or  other  craft. 

Waterfowl    (except    for    propagating, 
scientific,  or  other  purposes  under  per- 
mit Issued  ptu-suant  to  §  6.8  • .  and  mourn- 
ing doves  and  white-winged  doves  are 
not  permitted  to  be  taken,  directly  or 
indirectly,   by   means,    aid.    or   use  of 
shelled,  shucked,  or  unshucked  corn,  or 
of  wheat  or  other  grain,  salt,  or  other 
feed  that  has  been  so  deposited,  distrib- 
uted, or  scattered  as  to  constitute  for 
such  birds  a  lure,  attraction,  or  entice- 
ment to,  on.  or  over  the  area  where  hunt- 
ers are  attempting  to  take  them:  Pro- 
vided, however.  Such  birds  may  be  taken 
over  properly  shucked  corn  and  standing 
crops  of  corn,  wheat,  or  other  gram  or 
feed,  and  grains  found  scattered  solely 
as  a  result  of  agricultural  harvesting. 

A  person  over  16  years  of  age  Is  not 
permitted  to  take  migratory  waterfowl 
unless  at  the  time  of  such  taking  he  has 
on  his  person  an  unexpired  Federal  mi- 
gratory-bird hunting  stamp,  validated  by 
his  signature  written  across  the  face 
thereof  In  Ink.  Persons  not  over  16  years 
of  age  are  permitted  to  take  migratory 
waterfowl  without  such  stamp. 


Wednesday,  May  11, 1949 

i  6.4  Open  seasons,  bag  lirnits,  and 
possession  of  certain  migratory  game 
birds.  During  the  open  seasons  pre- 
scribed and  except  as  hereinafter  pro- 
vided In  this  section,  ducks,  geese,  brant. 
coot,  rails  and  gallinules  may  be  taken 
daily  from  one-half  hour  before  sunrise 
lo  one  hour  before  sunset,  and  woodcock, 
mourning  or  turtle  doves,  white-winged 
doves,  and  band-tailed  pigeons  from  one- 
half  hour  before  sunrise  to  sunset.  The 
hour  for  the  commencement  of  hunting 
of  waterfowl  and  coot  on  the  first  day  of 
the  season.  Including  each  first  day  of 
the  split  seasons,  shall  be  12  o'clock  noon. 

A  person  may  take  In  any  one  day  dur- 

(a)  Atlantic  Flyway  States: 


FEDERAL  REGISTER 

Ing  the  open  seasons  prescribed  therefor 
not  to  exceed  the  numbers  of  migratory 
game  birds  herein  permitted,  which 
numbers  shall  Include  all  birds  taken  by 
any  other  person  who  for  hire  accom- 
panies or  assists  him  In  taking  such 
birds.  When  so  taken,  such  birds  may  be 
possessed  In  the  number  specified  In  this 
section,  except  that  no  person  on  the 
opening  day  of  the  season  may  possess 
any  migratory  game  birds  In  excess  of 
the  applicable  dally  limits. 

Nothing  In  this  section  shall  be  deemed 
to  permit  the  taking  of  migratory  birds 
on  any  reservation  or  sanctuary  estab- 
lished under  the  Migratory  Bird  Conser- 
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vatlon  Act  of  February  18,  1929  (45  Stat. 
1222) ,  or  on  any  area  of  the  United  States 
set  aside  under  any  other  law.  proclama- 
tion, or  executive  order  for  use  as  a  bird, 
game,  or  other  wildlife  reservation, 
breeding  ground,  or  refuge  except  so  far 
as  may  be  permitted  by  the  Socretary 
of  the  Interior  under  existing  law.  or  on 
any  area  designated  as  a  closed  area 
under  the  Migratory  Bird  Treaty  Act. 

The  open  seasons  (dates  Inclusive)  on 
the  following  migratory  game  birds  only. 
the  dally  bag  and  possession  limits,  and 
the  exceptions  to  the  hours  of  hunting 
heretofore  stated,  shall  be  as  shown  In 
the  following  schedules: 


Tally  b«(UiulU.... 
rcMMMloD  llmlu  !•. 


Reasons: 

Connecticut  • 

Delaware........ 

Florida  ........ 

Ofonrta 

Maine  • 

Maryland 

K(a«sachu*ptts  *.. 
New  naiiii»shir« ' 

New  Jersey 

New  York  • , 

North  Carolina... 

I'winsylvunia . 

IthodcI'laml'... 
Bouth  Carolina.., 

Vermont 

VlrfEiuia 

West  Virginia.... 
I'urrto  Rico 


iHgratorj  walcrtowl  and  coot 


Durk« 


■4 
<8 


Geese  (except 
snow  cet'se) 


»1 
•I 


Coot 


•15 
•15 


Raih  and  gallinules 


Pora 


20 
20 


Oihen 


W  oodt'ock 


»15 


Nov.  12-nec.  11 

Oct.  2fr-Nov.  t»  and  Deo.  1ft- Dec.  21.. 
Dec.  lO-Jan.  8 

-  -<»« 

Oct.  »-Oct.  IWand  Nov.  2r>-I)cc.  7... 
Nov.  12- .Nov.  23  and  Dec.  28-Jan.  8  . 
Oct.  2»-\ov.  9  and  Dec.  28-Jiin.  8... 
Oct.  8-Oet.  1»  and  Not.  afr-Dec.  7... 

Nov.  12-Dec.  11 

Oct.  15-Oct.  2(5  and  Nov.  J6-Dec.  7.. 

Dec.  lO-Jnn.  8 

Oct.  15-\ov.  13 1. 

Dee.  10-Jtn.  6 

...do 


Oct.  15-Nov.  13 

Dec.  lO-Jan.  8 

....do 

Dec.  15-Feh.  12 


Sept.  15-N"ov.  13 

Sept.  l-Oc».  30 

Sept.  15-Nov.  13  • 

6ei»t.  l-<)ct.80« 

Oct.  8-Oct.  19  and  Nov.  2t>-Dec.  7'.. 

Pept.  l-Ort.7 

Oct.  a»-Nov.  as ' 

Sept.  1-oct.  30 ;; 

do« 

Oct.  15-Oct.  26  and  Nov.  20^ bet.  7. 

Sept.  1-Oct.  30 

do 

-      «»«v. 

Oct.  l-Nov.2a 

Sept.  l-0ct.30 I 

...do* 

Sept.  1-Oct.  ao 

Dec.  15-Feli.  12 


Oct.  2«-Xov.  26.. 
Nov.  15-Dec.  14.. 

i>ee.'ie^Jan."?i'" 

Oct  1.-Oct..10 

Not.  15-Dec.  14.. 
Oct.  a>-Nov.  18.. 
Oct.  1-Oct.  30.... 

Oct,  4-Nov.  a 

Bee  note  8 


MoMriiing  or  turtle  dmt 


10 
10 


Oct.  9-Nov.  r... 
Not.  1-Not.  80. 


Oct.  1-Oct.  .10  ... 
Nov.  20-Dec.  19.. 


fiept.  l*-Nov.  14. 

Dec.  18-.Tun.  31. •  • 
Do.' 

Sept.  1-Ocf  \y 


Sept.  16-Oct.  Sand  Jan.  I  Jim   20.' 
Oct.  9-Nov.  7. 

Kept.  l«-0ct.  5  and  Dec.  ao-Jan.  •.« 
Sept.  Ift-Oct.  S0.» 


'No  open  iea.v)n  on  wood  duck  In  Majsachusett*.  New  Jersey  or  West  Vlrjtliila 
In  other  Sute«  hag  or  poR.s«-8sion  limit  may  iuciude  1  wood  dock  only.  Dailv  l«f!  for 
Amerii-an  and  red-breasted  Menwuers  25;  ito  pocaeaiion  limit  except  on  opeiiine  day 
of  M*a.«)n. 

>  1  Canada  (roo.v  or  it.i  sub.^peckf,  or  1  wbit«-(roDt«d  gooce,  and  in  addition  3  blu. 
jecv  a  (lay  or  in  ixte.M'ssion. 

•Not  more  than  15  in  the  aMrreftntr  of  rails  (other  than  sora).  gallinule.s,  and  <-oot 

•Mourning  doves  in  Dade,  Monroe,  and  Kroward  Counties,  Oct.  1  to  Oct.  .''1 

•  Shoottnu  hours  (or  mournine  doves  in  8tate«  indk«t«-d— 12  o'clock  noon  unth  sonnet 

•  <"lHni)er  rail:  in  .Na.ssuu.  Duval,  and  St.  John*  Count»e«,  Florida,  Sept.  15  to  Nov 
JO.  in  the  rest  of  the  Sute.  Nov.  M  to  Jan.  81;  in  Oeorria,  Oct.  1  to  .Nov.  30  in  New 
Jerv-y,  Sept.  1  to  Nov.  15;  and  In  VJr»nnla,  Kept.  1  to  Not.  30. 

'  In  Ma.'«!!8chu.'s«tt»,  aora  Oct.  2»  to  Deo.  T7. 

•New  York,  north  and  ea^t  of  the  tr»<k«  of  the  branch  line  of  the  New  York  Central 
R  R.  from  05wet!0  to  8yr»ruse,  the  main  line  of  the  New  York  Ontral  R  R  from 
t'jricuse  to  AUwny,  and  the  main  line  of  the  liostoird:  Albany  R.  R  from  Albany  to 

(b)  Mississippi  Flyway  States. 


the  Ma6.^hu»ett»  SUte  line,  Oct.  11  to  Nov.  2;  west  and  south  of  the  line  above  de 
ncribed,  Oct.  18  to  Not.  ft;  and  that  part  of  New  York  known  a.s  Ixmr  Island  Nov  1 
to  Nov.  15:  from  12 o'clock  noon  until  sunset  on  the  openniR  day  in  each  of  these  tones 
and  thercaft«T  ui  all  of  the  aforeaaid  rones  from  7  a.  ni.  until  sunset 

•  Scours  and  eider  ducks  may  be  taken  In  all  areas  in  Connecticut  from  Nov  12  to 
Dec  1,;  andln  Mame  and  .New  Ham|>sh»Te  durinft  the  applicable  seasons  for  other 
ducks.  Such  birds  otherwise  may  be  taken  in  oikju  coastal  waters  only,  beyond  outer 
harbor  lines,  m  Mame  from  Oct.  B  to  Dec.  Ifi;  in  New  »aun»shire  from  Nov  1  to  Nov 
ni.*^  (,on"PfMout  from  Sept.  18  to  Not.  11;  and  In  Mn.ssacbti.wtt,*,  New  York  and 
Rhode  Island  from  Sept.  18  to  I>ec.  17.  In  the."*  States  the  dany  l«g  limit  Is  7  scoter* 
OT  eider  ducks  slnply  or  in  the  agRrepate  and  not  exceeding  14  in  twssesslon  sinely  or  In 
the  apRrefmte.  r- ,»        - 

'•  Mirratory  Rame  hfrds  of  ^vHips  for  which  no  open  season  Is  provided  in  this  sched- 
ule may  t>e  inu)«)rted  or  iraiisiwrted  into  and  pos.sessed  in  this  llyway  only  in  the  num- 
l^rs  prescribed  for  flj-way  States  having  an  open  season  thereon 


n  i.ly  has  Umits... 
Tu-H-.-siou  limits  •. 

Season: 

Alabama...... 

ArkaniM 

Illinois 

Indiana 

Iowa 

Kentucky 

I'0ui;^iana 

Mirhiran 

Minnesota 

Mississippi 

Missouri 

Ohio 

Tennessee..... 
^ViSlonsin 


Minralory  waterfow  1  and  coot 


Ducks 


Oe«M 


•4 
*8 


•4 
•4 


Coot 


•IS 
•15 


Nov.  -iO-nec.  25 

do 

Oct.  a»-.\0T.  27  »• 

Oct.  2<>-Nov.  27 

do 

Vtc.  10-Jaa.  8 

Nov.  13-Dec.  II 

Oct.  15-Nov.  13 

Oct.S-NoT.8 

Dec.  10-Jau.  8 

Oct.  2»-Nov.  27 

..do'. 


Rails  and  gallinules 


Bora 


ao 
ao 


Others 


>A'oodcock 


•16 
•IS 


Not.  ao-Jan.  18 

Sept.  1-Oct.  30 

—  do' 

Sept.  1-Oct.  ao 


,30. 


Dec  10-Jan.  8 

Oct.  15-Nov.  13... 


Sept.  1-Oct. 

.....do 

.—do 

Sept.  16-Nov.  14 

Oa.  15-Dep.  13 

Bepf.l-Otl.30 

.-..do 


Oct.  15-.V0V.  18 '.'. 


Mourning  or  turtle  dove 


Nov.  26-Dec.  25. 
Dec.  1-Dec.  30... 

OctVift^Nov.H.'! 


Dec.  23-Jan.  21 

Fee  note  7 

Oct.  2.-Oct.  81 

Dec.l-Dcc.  30 

Nov.  10-l)ec.  9 

Oct.S-Nov.e 


10 
10 


Nov.  25-Jan.  8.* 
Sept.  10-Oct.  24.« 
Sept.  1-tiept.  30. 

Sept.  1-Oct.  30.« 

Bept.  I6-0ct.  5  and  Dec.  24-Jau.  12.« 


Sept.  16-Oct.  5  and  Dec.  16-Jan.  4.* 
Bept.  1-Oct.  30. 


Oct.  1-Oct.  30 


..    Sept.  10-Oct.  24.« 


■^H  iCorpoKesslon  Hmit  may  Include  1  wh,.!  duck  only.    Dailv  bac  for  American  and 
f»a-i.reasted  Merrans»r8  25;  no  I>oss^s^•((Il  limit  except  ou  oi>enihg  date  of  the  sea.soii. 

'  Iricluding  in  such  limit  either  2  Canada  geese  or  Its  subspecies  or  2  whit«-fronted 
i*e.y.  or  1  01  each. 

'  Not  more  Uiau  15  in  the  aggregate  of  rails  (other  than  sora),  gallinules,  and  coot. 
'  Phooting  hours  for  mourning  doves  lu  States  Iudi(;.t*:d— 12 o'clock  noon  until  sun^.  t. 
'  Illinois  In  Lake  and  McHcnry  Coimties,  coot,  rails,  and  gallinules  Oct.  1  to  Oct  12 
foni ,  a.  m.  until  4  p.  m.  and  th«ri  .:.,[  during  season  and  hours  for  ducks. 


•  No  open  .sea.son  for  gec«e  In  that  part  of  Alexander  County,  Illinois,  established  as 
ck)s.d  arra  by  I'rocl.-intatlon  ^748  of  Oct.  1,  1947  (12  F.  R.  f.521). 

,.'  \\<w<l«)tk  in  .Michigan,  Upper  Peninsula,  Oct.  1  to  Oct.  30.  Lower  Peninsula.  Oct. 
15  to  Nov.  3. 

•  Ducks,    geese,    coot   on    Pymatunine  Reservoir  In  Ashtabula  County,  Ohio  and 
one-quarter  mile  distant  in  any  direction  from  said  Rcarvoir,  Oct.  15  to  Notk  13 

'  -Migratory  game  birds  of  sij<jcl«!  for  which  no  opiii  sea-son  is  provided  in  this  schedule 
may  U-  impcrted  or  transported  into  ard  possessed  in  this  flyway  only  in  the  numbers 
prescribed  for  flyway  BtaUs  hu\  ing  an  open  season  thereon, 
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II 


(c)  Central  Flyvjay  States. 


Mtgntorr  waterfowl  uid  coot 


Dally  hae  llmlU 

Poastissloii  limits  K^, 


BMSons: 

Colorado— .......——..—— — 

Kansas........... ..—.—— •"— 

Montana ..... . • — 

Nebraska .— 

New  Mexico ♦ 

North  Dakota 

Oklahoma ".... — 

Bouth  Dakota. 

Tex-vi ' 

■Wyoming ... . 


Duck! 


>6 
'10 


•4 
•4 


Coot 


RaiU  and  (alUnolM 


M6 
•16 


Not.  12-Dec.  18 ' .- 

Oct.  15-Oct.  28  and  Nov.  IJ-Kor.  28 
Oct,  8-Oct.  21  and  Not.  1>-Not.  26 ' 

Oct.  16-Nov.  18-...,. 

Oct.  R-Oct.  21  and  Dec.  KJ-Jan  B 

Oct.  9-NoT.  11 

Oct.  2»-Dec.  2 

Oct.  1^-Nov.  18 

Nov.  12-I)ec.  16 

Oct.  fr-Oct.  21  and  Nov.  80-Dec  IS ».. 


Bora 


20 
90 


Otben 


•  IS 
•16 


Sept.  1-Oot.  30. 
do .... 

■geptVi'-oct.'io' 

do - 

.. do ... 

do 

do 

do 

do... 


Mourning  or  turtle  dove 


m 

Id 


Sept.  1-Oct.  12. 
Sept.  1-Oct.  30. 


Sept.  1-Oct.  U. 
Sept.  l-8ept. ». 
See  note  6. 


I  No  open  ?«^-»n  on  wood  duck  In  Colorado,  Kansas.  ^ ^^™ak»' ^ of J'.P*^'^/*', '^""^ 
Dakou  and  Wyoming.  In  other  SUtes.  bag  or  possession  limit  may  Include  I  wood 
duck  oAly     Daily  bag  for  American  and  red-breasted  .Mergansers  25;  no  possession 

"Tl'ndSr^°S^"flmu'elther  .'  Canada  geese  or  >ts  subspecies  or  2  white-fronted 

'?Not"mo?e  ttfan  If.  In  the  aftgreeate  of  ralU  (other  than  soral  |nd  galUnules  and  coot 
« In  New  Mexico,  band-Ullod  pigeons,  south  of  Highway  80,  Sept.  16  to  Oct.  15.  daily 
Mmit  10  imssession  10:  no  open  season  in  rest  of  State.  ,.    ,.  „ 

.  in  Ok\aho.^?  wJodcookrDec.  1  to  Dec.  »):  daily  limit  4,  P?**;*"""  ""^  ^  8. 
•  In  Texas  moimitng  doves  In  Val  Verde.  Kinney.  I  valde,  Medina  Kendall,  Comal, 
HayS.  iwrw^liamson,  Milam,  Robertson,   f^on,  Houston.  Cherokee    Nacog- 
docW  and  Shelby  Counties  and  all  counties  north  and  west  thereof,  Scot.  1  to  Oct  15, 
Ci  reSmindcr  of  State  (but  not  Including  Cameron.  Hidalgo.  Starr,  2ap«t».  Webb. 

(d)  Pacific  Flyway  States. 


Maverick    Dimmit    U  SaUe,  Jim  Hogg,  Brooks.  Kenedy,  and  Willacy  Counties^. 
0«t  2^  to  Dec  3?Ln  these  latt;r  counties,  Sept.  17.  18.  and  21  from  4  p.  m.  until  sunset, 
and' Oct  20  to  Nov  30.  from  one-balf  hour  before  sunrise  to  sunset. 
»  No  oi^n  ^)n  on  snow  ge^^  In  Beaverhead.  OalUtln  and  Madison  Counties  In 

^^TnTi."  whrt:.'rn1.Tdov?.°[j;'cimero^ 

Klnnev  IMmmit  La  Salle,  Jim  Hogg.  Brooks.  Kenedy.  Willaoy.  \  al  \  erde,  Terrell. 
BS;rI™<S^lio  Jeff  Davis.  CulWson.  Huds,*th,  and  EI  Ijaso  Counties.  Sept.  17, 
Kd  21  from  "p.  m  until  sinset;  dally  limit  10.  jwasesslon  limit  10;  no  open  «ea.s-,n 

'".'m  lgraX*'game  birds  of  species  for  which  no  open  season  Is  provided  In  this  scheduU 
may  V«  imi'""*"»  '^  transported  into  and  p<K«e»8ed  In  this  flyway  only  In  the  numt^rs 
prescribed  for  flyway  SUtes  having  no  open  season  thereon. 


Migratory  waterfowl  and  coot 


Fally  bag  limits... 
O!ises.sion  limits '. 


Seasons: 

Aritona  • — 

California 

Idaho 

>Ieva<la 

Oregon 

UUh 

Wa.'<hingtoa.. 

Alaska 


Ducks 


>6 
■10 


Oeese  and 
brant  (ex- 
cept Ross' 
goose) 


•6 

)6 


Coot 


Ralls  and  galUnules 


Sora 


•15 
•Ifl 


Oct.  8-Oct.  24  and  Nov.  30-Dec.  16.. 

Oct.  15-Oct.  31  and  Dec.  23-Jan.  8 

Oct.  21»-Nov.  14  and  Dec.  23-Jan.  8 •. 

Oct.  IVNov.  23 

Oct.  2»-Nov.  14  and  Dec.  2»-Jan.  8.. 

Oct.  2»-Dec.  7 

Oct.  l.vOct.  31  and  Dec.  23-Jan.  8... 
See  note  7 


20 


Others 


•15 
•18 


Sept.  1-Oct.  30. 


Mourning  or  tiutle 
dove 


Band-tailed  pigeon 


in 
lu 


Sept.  1-Oct.  30. 


Sept.  1-Oct.  30 

Sept.  1-Sept.  30  • 

Sept.  1-S«pt.  10 

Sept.  1-Oct.  12 

Sept.  1-Sept.  15 


Sept.  l*-Oct.  16. 
bee  note  &, 


Sept.  1-Sept.  30. 
Do. 


I  No  open  season  on  wood  ducks  In  Arizona.  Nevada  and  l^tah.  In  other  Pacific 
FlywayTtates  and  Alaska,  bag  or  p,>s9esslon  limit  may  Include  1  wood  duck  only 
b^y  b^  for  American  and  ri-d-breasled  Mergansers  25;  no  possession  limit  exo-pt 

""  Kv'-.'lmb^a'^not  exceeding  2  of  Canada  peesc  or  iU  subspecies,  white-fronted 

""fNotmiJfJ'than  15  In  the  aggregate  of  rails  (other  than  sora),  galllnules,  and  coot. 
I  hi  An«ma  thi  ^n  on  white-winged  dove  Is  Sept.  1  to  Sept.  15.    The  daily  bag 

"Tl'n'V'lrlifX'^r'criCniro?  Marin.  Sonoma.  Napa.  Solano,  Sacramento.  EI- 
dorado  and  all  counties  north  thereof  the  season  for  band-tailed  pigeon  is  from  Sept.  1 


to  Sept.  15and  In  the  rest  of  the  State  from  Dec.  1  to  Dec  l^    The  season  for  mourning 
dove  In  Itnucrlal  County  Is  from  Oct.  1  to  Oct.  31. 

•  In  daho  no  open  s»-ason  on  snow  geese,  and  no  open  «ea.son  on  geese  of  any  othK 
speifes  in  ck"yon'  County  except  a  strip  1  mile  w'f«  t'Ji*^*  "l^"^""'  "*^«  "'  ^ 
^nake  River  and  a  strip  1  me  w  de  on  each  side  of  the  Boise  Klyer.  .,,  ,    ,    ,.i 

'AUwkr In  First  Judicial  Division  Oct.  1  to  Nov.  B;  In  Second  and  Fourth  Judi.l*^ 
Dlvb^ns^-alidthfenX  drainage  of  Tananuj  River  I"  the  Third  udic.al  Dlvu.on 
Sept.  1  to  Oct.  10;  in  the  rest  of  the  Third  Judicial  DivUion  Sept.    5  »"  Oc'  f . 

•  M  ieratorv  game  birds  of  sivcies  (or  which  no  oj^-n  season  ts  provlde<l  n  this  sch.xluW 
may  llTTm^Jo^tTor  transported  into  and  posse^^s^-d  in  this  flyway  only  In  the  nun.ljen 
prcscrlN-d  for  flyway  States  having  an  open  season  thereon. 


Provided,  however,  That  whenever  the 
Director  of  the  Pish  and  Wildlife  Service 
shall  find  that  emergency  State  action  to 
prevent  forest  fires  has  resulted  In  the 
shortening  of  the  season  during  which 
the  hunting  of  any  migratory  game  bird 
Is  permitted  in  any  extensive  area  and 
that  a  compensatory  extension  or  re- 
opening Of  the  hunting  season  for  such 
birds  Will  not  result  in  a  diminution  of 
the  abundance  of  birds  to  any  greater 
extent  than  that  contemplated  for  the 
original  hunting  season,  the  hunting  sea- 
son for  the  birds  so  affected  may.  subject 
to  all  other  provisions  of  this  subchapter. 
be  extended  or  reopened  by  the  Director 
upon  request  of  the  chief  officer  of  the 
agency  of  the  State  exercising  adminis- 
tration over  wildlife  resources.    The  Di- 
rector of  the  Fish  and  Wildlife  Service 
shall  fix  the  length  of  the  extended  or 
reopened  season,  which  in  no  event  shall 
exceed.the  number  of  days  during  which 
hunting  has  been  so  prohibited,  and  he 
shall  publicly  announce  the  extended  or 
reopened  season. 


IProc.  2801.  July  29,  1948.  as  amended  by 
Proc.  2821,  Oct.  30,  1948,  and  Proc.  2822.  Nov. 
8.  1948;   13  P.  R.  4411.  6465,  6549] 

5  6.5  Taking  of  certain  migratory 
nongame  birds  by  Eskimos  and  Indians 
in  Alaska.  In  Alaska.  Eskimos  and  In- 
dians may  take,  in  any  manner  and  at 
any  time,  and  may  possess  and  transport, 
auks,  auklets.  guillemots,  murres.  and 
puffins  and  their  eggs  and  skins  for  use 
of  themselves  and  their  immediate  fam- 
ilies for  food  and  clothing. 

S  6.6  Shipment,  transportation  and 
possession  of  certain  migratory  game 
birds— (&)  Transportation  in  or  out  of 
Alaska,  Puerto  Rico  and  the  United 
States.  Migratory  game  birds  and  parts 
thereof,  which  If  dressed  have  the  head, 
head  plumage,  and  feet  attached,  and 
which  have  been  lawfully  taken  therein, 
may  be  transported  In  or  out  of  Ala.ska, 
Puerto  Rico,  or  the  State  where  taken 
during  Its  respective  open  season:  Pro- 
vided. That  the  number  of  such  birds 
permitted  to  be  transported  out  of  any 


such  State.  Ala.ska.  or  Puerto  Rico  dur- 
ing any  one  calendar  week  shall  not  ex- 
ceed for  one  person  the  number  permit- 
ted by  S  6.4  to  be  In  the  possession  of  one 
person  where  taken:  Provided  further, 
That  nothing  herein  contained  shall  au- 
thorize such  transportation  to  any  other 
flyway  In  excess  of  the  possession  limits 
prescribed  for  such  other  flyway. 

Any  such  birds  or  parts  thereof  trans- 
ported from  Alaska.  Puerto  Rico,  or  any 
State  not  later  than  48  hours  following 
the  close  of  the  open  season  therein  may 
continue  in  transit  for  such  additional 
time  Immediately  after  shipment,  not  to 
exceed  5  days,  as  is  necessary  to  deliver 
them  to  their  destination.    Any  package 
in  which  such  birds  or  parts  thereof  are 
transported  shall  have  the  name  and 
address  of  the  shipper  and  of  the  con- 
signee and  an  accurate  statement  of  the 
numbers  and  kinds  of  birds  or  parts 
thereof  contained  therein  clearly  ana 
conspicuously   marked    on   the   outside 
thereof. 
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(b)  Importations  from  Canada,  Mex- 
ico, or  other  foreign  country.  Migratory 
pame  birds  of  species  on  which  open  sea- 
sons are  pre.<:cribed  by  §  6.4.  and  parts 
thereof,  which  If  dressed  have  the  head, 
head  plumage,  and  feet  attached,  and 
which  have  been  lawfully  taken  and 
possessed  In  and  exported  from  a  foreign 
country  may  be  transported  Into  the 
United  States.  Alaska  or  Puerto  Rico  dur- 
ing the  open  .sea.sons  where  taken:  Pro- 
vided, That  shipments  from  Mexico  mast 
be  accompanied  by  a  Mexican  export 
permit  and  shipments  from  Canada  mxii^t 
be  accompanied  by  tags  or  permits  if 
required  by  provincial  or  dominion  law: 
A7id  provided  further.  That  the  number 
of  such  migratory  game  birds  permitted 
to  be  so  Imported  during  any  one  calendar 
week  shall  not  exceed  for  one  person 
the  number  permitted  to  be  in  the  po.sses- 
.Mon  of  one  person  In  Alaska.  Puerto  Rico, 
the  District  of  Columbia,  or  the  State 
to  which  they  are  being  transported. 

Any  such  birds  or  parts  thereof  trans- 
ported from  Canada  or  Mexico  not  later 
than  5  days  immediately  following  the 
open  sea-son  where  taken  may  continue 
in  transit  for  such  additional  time  imme- 
diately after  .shipment,  not  to  exceed  5 
days,  as  Is  necej-sary  to  deliver  them  to 
their  destination.  Any  package  in 
which  such  birds  or  parts  thereof  are 
transported  .«hall  have  the  name  and  ad- 
dress of  the  .shipper  and  of  the  consignee 
and  an  accurate  statement  of  the  num- 
bers and  kinds  of  birds  or  parts  thereof 
therein  contained  clearly  and  conspicu- 
ously marked  on  the  outside  thereof. 

(c)  Possession.  Within  the  possession 
limits  prescribed  by  S  C.4,  migratory 
game  birds,  either  taken  within  a  State 
or  transported  or  imported  in  accordance 
with  the  provisions  of  paragraphs  (a)  or 
ib»  of  this  section,  may  be  possessed  In 
any  State,  Alaska,  or  Puerto  Rico  during 
the  open  season  where  taken  and  for  an 
additional  90  days  next  succeeding  said 
open  season ;  and  In  the  case  of  the  Dis- 
trict of  Columbia,  may  be  possessed  dur- 
ing the  open  season  and  in  numbers  not 
exceeding  the  possession  limits  pre- 
scribed for  Maryland,  and  for  an  addi- 
tional 90  days  immediately  succeeding 
said  open  season. 

(d)  Limitations  upon  transportation 
and  importation.  Nothing  contained 
herein  shall  be  construed  as  permitting 
transportation  of  migratory  game  birds, 
or  parts  thereof,  from.  to.  or  through  any 
State,  Alaska,  Puerto  Rico,  or  the  Dis- 
trict of  Columbia,  or  to  or  through  Can- 
ada, Mexico,  or  other  foreign  countries, 
contrary  to  the  laws  of  the  place  In 
which  taken  or  from,  to.  or  through 
which  transported:  nor  .«;hall  any  such 
birds  be  imported  from  Canada.  Mexico, 
or  other  foreign  countries,  contrary  to 
the  laws  of  the  place  in  which  taken  or 
from.  to.  or  through  which  transported. 

?  6.7  Transportation  of  game  mam- 
mals to  and  from  Mexico — (a)  To  Mcx- 
ic'>-  Game  mammals  or  parts  or  prod- 
ucts thereof,  taken  In  and  transported 
from  a  State.  Territory,  or  the  District 
of  Columbia,  may  be  transported  to  Mex- 
ico. If  the  importation  thereof  is  not  pro- 
hibited by  law  or  regulation  of  that 
country,  upon  presentation  to  the  col- 
lecior  of  customs  at  the  port  of  exit  of 
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the  certificate  of  an  official,  warden,  or 
other  officer  of  the  game  department  of 
such  State.  Territory,  or  District,  that 
such  game  mammals,  or  parts  or  prod- 
ucts thereof,  which  must  be  listed  In  the 
certificate,  were  taken  or  acquired  and 
are  being  transported  in  compliance  with 
the  laws  and  regulations  of  such  State. 
Territory,  or  Ehstrlct. 

(b)  From  Mexico.  'Game  mammals, 
dead  or  alive,  their  parts  or  products, 
may  be  transported  from  Mexico  into  the 
United  States  if  accompanied  by  a  Mex- 
ican export  permit,  and  If  alive  by  such 
permit  as  may  be  required  under  regula- 
tions of  the  Secretary  of  the  Treasury  re- 
lating to  transportation  of  wild  animals 
and  birds  under  humane  and  healthful 
conditions;  Provided,  That  their  posses- 
sion In  any  State  or  Territory  or  the 
District  of  Columbia  will  be  subject  to 
the  laws  of  such  State,  Territory,  or 
District. 

§  6.8  Propagating,  scientific,  and  other 
permits  —  (a>  General  authorization. 
Any  person,  without  a  permit,  may  pos- 
sess and  transport  for  his  own  use  legally 
acquired  live  migratory  waterfowl  and 
the  plumage  and  skins  of  legally  taken 
migratory  game  birds;  and  such  person 
may  possess,  dispose  of,  and  transport  for 
the  making  of  fishing  flies,  bed  pillows, 
and  mattresses,  and  for  .«;imilar  commer- 
cial uses,  but  not  for  milllneiy  nor  orna- 
mental use.  feathers  of  wild  ducks  and 
wild  geese  legally  killed,  or  .seized  and 
condemned  by  Federal  or  State  game 
authorities. 

<b)  Special  authorization.  Imports 
from  Mexico  must  be  accompanied  by 
Mexican  export  permits,  but  otherwise 
slate  or  municipal  game  farms  or  city 
parks  may  acquire,  possess,  dispose  of 
and  transport  live  migratory  waterfowl 
without  a  special  permit;  and  public  mu- 
seums, zoological  parks  and  societies,  and 
public  scientific  and  educational  institu- 
tions may  acquire,  po.ssess,  purchase,  dis- 
pose of  and  transport  migratory  birds  and 
their  eggs,  nests,  or  parts,  without  obtain- 
ing a  special  permit. 

^c)  Special  permits.  Permits  for  the 
Importation,  taking,  acquisition,  and  pos- 
session of  live  migratory  birds  and  their 
eggs  for  propaeating  purposes;  for  the 
Importation,  taking,  acquisition,  and  pos- 
session of  migratory  birds  and  their  eggs. 
nests,  or  parts  for  scientific  and  other 
limited  purpo.ses;  for  the  disposition  and 
transportation  of  such  birds,  eggs,  nests, 
parts,  and  their  Increa.se;  and  for  the 
mounting  or  other  preparation  by  a  taxi- 
dermist of  such  birds,  eggs,  or  nests,  may 
be  ijssued  under  the  direction  of  the  Sec- 
retary, upon  such  terms  and  conditions. 
Including  the  keeping  of  records  and  the 
making  of  reports,  as  he  may  deem  are 
necessary  for  the  protection  of  the  species 
and  consistent  with  the  general  purposes 
of  §§  6.1  to  6.12.  Importations  from  Mex- 
ico under  this  paragraph  must  be  accom- 
panied by  a  Mexican  export  permit. 

(d)  Applications  for  permits.  Appli- 
cations for  permits  shall  be  In  such  form 
as  may  be  prescribed  by  the  Secretary. 
and  shall  be  addressed  to  the  Director  of 
Pi.^h  and  Wildlife  Service,  Washington 
25,  D.  C. 

(e)  Marking  of  packages.  Every  pack- 
age In  which  migratory  birds  or  parts, 
nests,  or  eggs  thereof,  are  shipped  wholly 
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within  a  State  or  Territory  or  the  Dis- 
trict of  Columbia,  or  in  which  such  birds 
or  parts  or  eggs  thereof  are  transported 
by  any  means  whatever  from  one  State. 
Territory,  or  the  District  of  Columbia,  to. 
Into,  or  through  another  State,  Territory, 
or  the  District  of  Columbia,  or  to  a  for- 
eign country,  shall  be  plainly  and  clearly 
marked,  labeled,  or  tagged  on  the  outside 
thereof  to  show  the  names  and  addresses 
of  the  consignor  and  con.signee.  the  con- 
tents of  the  package,  the  number  of  the 
permit,  under  authority  of  which  it  is 
shipped  or  transported,  and  the  purpose 
for  which  the  birds  or  parts,  nests,  or 
eggs  are  being  shipped  or  transported. 

§  6.9  Permits  to  kill,  frighten,  or  oth- 
erwise herd  migratory  birds  injurious  to 
agriculture  or  other  interests— (a)  In- 
juries resulting  from  over  abundance  of 
migratory  birds.  Whenever  by  reason  of 
the  de.«:truction  or  threatened  destruction 
of  valuable  agricultural  crops  through 
the  over  abundance  of  any  species  of  mi- 
gratory game  birds  during  either  an  open 
or  a  closed  season  specified  ir  §  6  4.  the 
lengthening  of  the  open  season  or  an  in- 
crease of  the  daily  bag  and  possession 
limits,  or  a  change  in  the  manner, 
method,  or  hours  of  such  takintr.  will 
operate  to  reduce  the  destruction  of  val- 
uable agricultural  crops,  then,  in  such 
event,  the  applicable  season  or  daily  bag 
and  possession  limits  may  be  increased, 
or  the  manner,  method,  or  hours  of  tak- 
ing changed,  for  such  fixed  period  or 
time  to  the  extent  necessary  to  conserve 
such  valuable  agricultural  crops.  The 
facts  as  to  the  destruction  of  valuable 
agricultural  crops  requiring  the  length- 
ening of  seasons  or  other  remedial  action 
shall  be  determined  by  the  Secretary,  and 
in  accordance  therewith  he  shall  issue 
applicable  orders _which  shall  become  ef- 
fective when  published  In  the  Federal 
Register.  In  no  event  shall  any  .season 
be  lengthened  to  provide  an  open  season 
of  more  than  3'^  months. 

<b)  Injuries  over  an  extensive  area. 
When  Information  Is  furnished  the 
Secretary  that  any  species  of  migratory 
bird  has  become,  under  extraordinary 
conditions,  seriously  injurious  to  agricul- 
ture or  other  interests  in  any  extensive 
area,  an  investigation  will  be  made  to 
determine  the  nature  and  extent  of  the 
Injury,  whether  the  birds  alleged  to  be 
doing  the  damage  should  be  killed, 
frightened,  or  otherwise  herded,  and. 
if  so,  during  what  times,  hours,  and  by 
what  methods  and  means.  Upon  such 
determination  an  appropriate  order  will 
be  made  by  the  Secretary. 

'c»  Localized  injuries.  Upon  receipt 
by  the  Director,  or  the  Regional  Director 
in  the  region  where  the  injury  occurs,  of 
information  from  the  owner,  tenant,  or 
sharecropper  that  migratory  birds  are  in- 
juring his  crops  or  other  Interests  on  the 
land  on  which  he  re.sides,  together  with 
a  statement  of  the  location  of  the  land, 
the  nature  of  the  crops  or  other  interests 
being  injured,  the  extent  of  such  injury, 
and  the  particular  species  of  birds  com- 
mitting the  injury,  an  investigation  will 
be  made,  and  if  it  is  determined  from 
such  investigation  that  the  injury  com- 
plained of  is  substantial  and  can  be  so 
abated,  permits  to  kill,  frighten,  or  other- 
wise herd  the  birds  may  be  issued  by  the 
Director,  or  by  the  Regional  Director  if 
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authorized  by  the  Director,  In  which  per- 
mits will  be  specified  the  time  during 
which,  the  means  and  methods  by  which, 
and  the  person  or  persons  by  whom  the 
birds  may  be  killed,  frightened,  or  herded, 
and  the  disposition  to  be  made  of  the 
birds  killed,  and  such  other  restrictions 
as  may  be  deemed  necessary  and  appro- 
priate in  the  circumstances  of  the  par- 
ticular case. 

Every  person  exercising  any  privilege 
granted  in  a  permit  isiued  by  the 
Director  or  Regional  Director  shall 
keep  an  accurate  record  of  all  mi- 
gratory birds  killed  by  him.  and  when- 
ever requested  by  the  Director  or  by  the 
Regional  Director  shall  submit  promptly, 
on  a  form  provided  by  the  Pish  and  Wild- 
life Service  for  the  purpose,  a  report  cor- 
rectly stating  the  species  and  the  number 
of  each  species  of  migratory  birds  killed 
by  him.  and  In  any  event  shall  submit 
such  report  to  the  Regional  Director  on 
or  before  January  10  of  each  year. 
Failure  to  submit  a  report  as  required 
by  this  section  will  be  sufficient  cause  for 
revocation  of  the  permit  or  withdrawal 
of  any  privilege  accorded  any  person 
falling  to  make  the  report. 

§6.10  Continuance  of  existing  per- 
mits. All  permits  heretofore  made  or 
Issued  pursuant  to  this  subchapter  and 
now  In  force  authorizing  the  killing  or 
other  disposition  of  certain  species  of 
migratory  birds  when  injurious  to  crops 
and  other  property  and  interests  and  the 
taking,  possession,  sale,  purchase,  ex- 
change, or  transportation  of  migratory 
birds  and  their  nests  and  eggs  for  scien- 
tific purposes,  and  migratory  waterfowl 
and  their  eggs  for  propagating  purposes, 
are  hereby  continued  and  extended  in  full 
force  and  effect  as  permits  adopted  and 
approved,  made,  or  issued  under  this  part. 

5  6.11  Additional  prdtection  of  migra- 
tory game  birds  during  open  season. 
Whenever,  by  reason  of  a  rapid  decrease 
In  the  distribution  and  abundance  of  any 
species  of  migratory  game  birds  during 
any  open  season  specified  in  §  6.4  or  pur- 
suant to  §  6.9.  the  shortening  of  such 
season  or  the  reduction  of  the  daily  bag 
and  possession  limits  will  operate  to  in- 
sure a  continuing  and  normal  supply  of 
such  species,  then,  in  that  event,  the 
applicable  season  or  the  daily  bag  and 
possession  limits  of  such  species  shall  be 
shortened  or  reduced  to  the  extent  de- 
termined necessary  to  Insure  such  con- 
tinuing and  normal  supply. 

The  facts  as  to  the  decrease  in  distri- 
bution and  abundance  of  any  species  of 
migratory  game  birds  requiring  a  short- 
ening of  season  or  reductions  of  daily 
bag  and  possession  limits  shall  be  deter- 
mined by  the  Secretary,  and  in  accord- 
ance therewith  he  shall  issue  applicable 
orders  which  shall  becqme  effective  when 
published  in  the  Federal  Register. 

§  6  12  State  laws  for  the  protection  of 
migratory  birds.  Nothing  in  this  part 
or  in  any  permit  Issued  thereunder  shall 
be  construed  to  permit  the  taking,  pos- 
session, sale,  purchase,  or  transportation 
of  migratory^blrds.  or  parts,  nests,  or 
eggs  thereof  contrary  to  the  laws  and 
regulations  of  any  State  or  Territory  or 
the  District  of  Columbia,  made  for  the 
purpose  of  giving  further  protection  to 
migratory  birds,  their  nests,  and  eggs, 


RULES  AND  REGULATIONS 

when  such  laws  and  regulations  are  not 
inconsistent  with  the  conventions  be- 
tween the  United  States  and  any  other 
country  for  the  protection  of  migratory 
birds  or  with  the  Migratory  Bird  Treaty 
Act  and  do  not  extend  the  open  seasons 
for  such  birds  beyond  the  dates  pre- 
scribed by  this  part. 

DEPREDATION 

« 
§  6.51  Order  permitting  and  governing 
the  killing  of  certain  blackbirds  and 
grackles  when  found  seriousljj  injurious 
to  agricultural  crops  or  other  interests. 
Any  person  is  hereby  authorized  to  kill 
yellow-headed,  red-winged,  bi-colored 
red-winged,  trl-colored  red-winged,  and 
Brewer's  blackbirds  and  all  grackles.  un- 
der the  following  conditions,  restrictions, 
and  requirements,  when  found  commit- 
ting or  about  to  commit  serious  depreda- 
tions upon  any  agricultural  crop  or  orna- 
mental or  shade  trees: 

(a)  No  birds  killed  pursuant  to  this 
section  or  plumage  of  such  birds  shall  be. 
sold  or  offered  for  sale. 

(b)  Every  person  availing  himself  of 
the  privileges  of  this  section  shall  permit 
at  all  reasonable  times,  and  particularly 
during  any  operations  thereunder,  any 
Federal  or  State  game  or  deputy  game 
agent,  warden,  protector,  or  other  game 
law  enforcement  officer  free  and  unre- 
stricted access  to  the  premises  on  which 
such  operations  have  been  or  are  being 
conducted  and  shall  furnish  promptly  to 
such  officer  whatever  information  re- 
garding said  operations  the  officer  may 
require. 

(c)  This  section  does  not  permit  the 
killing  of  any  of  the  aforesaid  birds  in 
violation  of  any  State  law  or  regulation. 
and  if  a  State  permit  to  kill  the  birds  is 
required,  such  permit  must  be  procured 
before  exercising  the  privileges  conferred 
by  this  section. 

[May  13,  1948.  effective  June  15.  1M8.  13  F  R. 
2660) 

§  6.52  Order  permitting  and  govern- 
ing the  killing  of  certain  sparrows,  and 
other  birds  in  California  when  found  to  be 
economically  injurious.  In  any  county  In 
California  in  which  meadowlarks;  horned 
larks;  Gambel's,  Nuttall's.  golden- 
crowned,  white-crowned,  and  other 
crowned  sparrows;  goldfinches;  and  Cali- 
fornia woodp>eckers.  Lewis  woodpeckers, 
and  flickers  are,  under  extraordinary 
conditions,  seriously  injurious  to  agricul- 
tural or  other  Interests,  the  agricultural 
commissioner  is  hereby  authorized  to  kill, 
or  to  have  killed  under  his  general  super- 
vision and  direction,  such  of  the  aforesaid 
migratory  birds  as  may  be  necessary  to 
safeguard  from  their  depredations  any 
agricultural  or  horticultural  crop  in  such 
county,  subject  to  the  folowing  condi-** 
tions.  restrictions  and  requirements; 

(a^  Any  commissioner  exercising  the 
privileges  conferred  by  this  order  shall 
keep  a  record  of  the  p>ersons  authorized 
by  him  to  kill  such  birds  and  of  the 
number  of  birds  killed  by  each  person 
so  authorized,  as  well  as  by  himself,  and 
shall  make  a  report  thereof  to  the  Sec- 
retary of  the  Interior  when  requested  so 
to  do  and  in  any  event  on  or  before 
January  1  of  each  year  during  the  con- 
tinuance of  this  section. 

(b)  No  birds  shall  be  killed  except 
when  necessary  to  protect  crops  from 


their  depredations,  and  no  birds  killed 
pursuant  to  this  section,  or  the  plumage 
or  any  other  part  thereof,  shall  be  sold 
or  removed  from  the  area  upon  which 
they  may  have  been  killed,  but  such  birds 
shall  be  totally  destroyed  on  said  area, 
except  that  such  specimens  as  may  be 
needed  for  scientific  purposes  may  be 
salvaged  by  the  agricultural  commis- 
sloner  or  on  the  order  of  the  Slate  De- 
partment of  Agriculture  or  the  United 
States  Department  of  the  Interior. 

(c)  No  gun  or  other  implement  em- 
ployed in  killing  the  birds  shall  be 
equipped  with  any  silencer  or  other  de- 
vice to  minimize  the  rejport  of  such  gun 
or  Implement. 

(Feb.  13.  1942.  as  amended  May  13.  1948.  effec- 
tive June  15.  1948;  7  F.  R.  1652.  13  F.  R.  2680] 

§  6  53  Order  permitting  and  govern- 
ing the  shooting  of  purple  gallinules  in 
Louisiana  when  found  seriously  injuring 
rice  crops.  Landowners,  share  croppers, 
tenants,  and  their  bona  fide  employees, 
actually  engaged  and  employed  In  the 
production  of  rice  in  Louisiana,  may 
shoot  purple  gallinules  (lonomis  mar- 
tinlca)  when  found  committing  or  about 
to  commit  serious  depredations  on  grow- 
ing crops  of  rice  on  the  premises  owned 
or  occupied  by  them  or  on  which  they  are 
employed,  under  the  following  condi- 
tions, restrictions,  and  requirements: 

(1)  No  gallinules  may  be  killed  under 
this  section  except  from  May  1  to  August 
15,  both  dates  Inclusive. 

(2)  No  gallinules  killed  under  this  sec- 
tion shall  be  shipped  or  transported  or 
sold  or  offered  for  sale  except  that  they 
may  be  transported  to  such  place  within 
the  vicinity  as  may  be  necessary  to  bury 
or  otherwise  destroy  their  carcasses: 
Provided,  however,  That  State  agricul- 
tural departments,  colleges,  or  other  pub- 
lic Institutions  and  the  United  States 
Department  of  the  Interior  may  requisi- 
tion such  number  of  the  birds  so  killed  as 
they  may  need  for  scientific  Investiga- 
tions; and  Provided,  further.  That  purple 
gallinules  killed  under  authority  of  this 
section  may  be  donated  to  charitable 
Institutions  for  food  purposes. 

(3)  Every  person  availing  himself  of 
the  privileges  of  this  section  shall  at  all 
reasonable  times,  and  particularly  dur- 
ing any  operations  thereunder,  permit 
any  Federal  or  State  game  or  deputy 
game  agent,  warden,  protector,  or  other 
game-law-enforcement  officer  free  and 
unrestricted  access  to  the  premises  on 
which  such  operations  have  been  or  are 
being  conducted  and  shall  promptly  fur- 
nish such  officer  all  such  information 
touching  his  operations  as  such  ofiiccr 
shall  require. 

(4)  This  section  does  not  permit  the 
killing  of  any  of  the  aforesaid  birds  in 
violation  of  any  State  law  or  regulation, 
and  If  a  State  permit  to  kill  the  birds  is 
required,  such  permit  must  be  procured 
before  the  privileges  conferred  by  this 
section  are  exercised. 

(5)  On  or  before  January  1  of  each 
year  during  the  continuance  of  this  sec- 
tion every  person  who  kills  any  of  the 
aforesaid  birds  under  the  authority  here- 
by conferred  shall  submit  to  the  Director. 
Fish  and  Wildlife  Service,  United  States 
Department  of  the  Interior,  Washington, 
D.  C.  a  report  of  his  operations. 
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(6)  This  section  is  subject  to  revoca- 
tion at  any  time  in  the  discretion  of  the 
Secretary  of  the  Interior. 

IMay  21,  1940,  5  F.  R.  "2115) 

WILDLITE  DEVELOPMENT  AREAS 

S  6.71  Wildlife  development  areas. 
With  respect  to  any  lands  which  have 
been  or  may  hereafter  be  acquired  by 
the  United  States  for  future  use  as  a 
migratory  bird  sanctuary  or  other  wild- 
life refuge,  subject  to  an  outstanding 
possessory  estate,  the  owner  of  such 
outstanding  e.state  may.  In  accordance 
with  a  program  for  the  development  of 
the  area  and  the  hmitatlon  of  shooting 
during  such  development  period,  ap- 
proved by  the  Secretary  of  the  Interior, 
take  such  measures  as  are  calculated  to 
maintain  and  increase  the  waterfowl 
population  of  the  area  in  question,  and 
engage  In  the  shooting  of  migratory 
birds  within  the  limitations  set  forth  in 
the  approved  program. 

(Proc.   2730,   May   1.   1947,   effective   30  days 
alter  May  3.  1947.  12  F.  R.  2975] 

§  6. 72  Revocation  of  program  approval. 
Approval  of  any  such  program  may  be 
revoked  by  the  Secretary  of  the  Interior 
upon  a  finding  that  the  terms  of  such 
program  have  been  violated  by  the  pro- 
ponents thereof.  Following  such  revo- 
cation, all  rights  and  privileges  derived 
from  the  existence  of  an  approved  area 
development  program  shall  cease. 

IProc.   3730.   May    1.    1947.   effective   30   days 
after  May  3.  1947.  12  F.  R.  2975] 

S  6.73  Notice  and  hearing.  Prior  to 
any  Secretarial  determination  that  the 
terms  of  an  approved  area  development 
program  have  been,  or  are  being,  vio- 
lated by  the  proponent  thereof^a  notice 
shall  be  sent  to  said  proponent' specify- 
ing the  character,  time  and  locality  of 
the  alleged  violation  and  designating  a 
representative  of  the  Secretary  with 
whom  the  proponent  of  the  program  may 
discu-ss  any  controverted  Issue  of  fact  or 
Interpretation  In  an  effort  to  reach  an 
amicable  agreement  or  understanding. 
Thereupon,  the  said  proponent  shall 
cease  and  desist  from  the  commission  of 
acts  specified  in  such  notice  for  a  period 
of  60  days,  or  if  the  case  be  finally  deter- 
mined during  such  60-day  period  then 
only  until  such  final  determination.  If. 
within  30  days  after  suchnotlce  has  been 
received,  no  such  agreement  or  under- 
standing is  reached  then  the  Secretary 
may.  after  allowing  such  further  oppor- 
tunity for  hearing  as  he  deems  proper, 
make  and  promulgate  a  final  order  re- 
voking approval  of  the  development  area 
program.  Thereupon,  the  provisions  of 
5  6.3  shall  be  fully  applicable  to  the  area 
In  question. 

IProc.   2730.  May   1.   1947.  effective  30  days 
after  May  3.  1947,  12  F.  R.  2975] 


Part  7 — Nonmigratory  Species 

BALO  EAGLES 

Sec. 

71      Permits  to  take  bald  eagles  for  scientific 

or    exhibition     purposes;     collecting 
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7  2      Marking  shipments. 
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711    Importation  of  certain  game  bird  eggs. 
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ADTHoarrr:  5S  7.1  to  7.11  issued  under  64 
Stat.  250;  16  U.  S.  C.  668a. 

Source:  J§  7.1  to  7.5  contained  In  Reg., 
Bee.  Int..  Apr.  7.  1941.  6  F.  R.  1966.  except  as 
noted  following  section  Effected. 

BALD  eagles 

5  7.1  Permits  to  take  bald  eagles  for 
scientific  or  exhibition  purposes;  collect- 
ing permits.  The  Secretary  of  the  In- 
terior may  authorize  the  Director  of  the 
Fish  and  Wildlife  Service  to  issue  per- 
mits to  capture  bald  eagles  alive  or  to 
collect  their  nests  or  eggs,  or  to  kill  such 
birds  and  F)ossess  and  transport  their 
skins  or  mounted  specimens  for  scien- 
tific or  exhibition  purposes  of  public 
museums,  scientific  societies,  or  zoologi- 
cal parks^.  when  It  has  been  determined 
that  such  taking  or  collecting  Is  com- 
patible with  the  preservation  of  the 
species,  but  no  bald  eagles,  parts  thereof, 
mounted  specimens,  or  ne.sts  or  eggs 
thereof  may  be  purcha.sed,  sold,  or  of- 
fered for  sale  in  the  United  States  or  in 
any  place  subject  to  its  jurisdiction. 

Applications  for  permits  shall  be  ad- 
dressed to  the  Director.  Fish  and  Wild- 
life Service.  Department  of  the  Interior, 
Washington,  D.  C,  and  must  state  the 
name  and  address  of  the  applicant,  his 
age,  the  State  and  locality  in  which  bald 
eagles  or  their  nests  or  eggs  are  proposed 
to  be  taken,  and  the  name  and  address 
of  the  public  museum,  scientific  society, 
or  zoological  park  for  which  they  are 
Intended.  The  applicant  must  furnish 
such  other  Information  concerning  his 
fitness  to  be  entrusted  with  a  permit  as 
may  be  called  for  by  the  Director. 

The  permit  shall  limit  the  number  of 
bald  eagles  or  their  nests  or  eggs  that  may 
be  taken  thereunder,  and  the  places 
where,  time  when,  and  means  by  which 
they  may  be  taken,  and  shall  authorize 
the  holder  thereof  to  possess  and  trans- 
port such  birds  or  their  nest.s  or  eggs  for 
scientific  or  exhibition  purposes  of  public 
museums,  scientific  societies,  or  zoologi- 
cal parks.  Public  museums,  scientific  so- 
cieties, and  zoological  parks  may.  without 
a  permit,  possess  and  transport  lawfully 
acquired  bald  eagles  and  their  nests  and 
eggs  for  scientific  or  exhibition  purposes, 
but  no  such  birds,  nests,  or  eggs  shall  be 
taken  without  a  permit. 

No  permit  Issued  hereunder  shall  au- 
thorize the  taking,  possession,  donation, 
or  transportation  of  bald  eagles,  parts 
thereof,  or  the  nests  or  eggs  thereof  un- 
less the  permittee  has  In  his  possession 
while  exercising  any  such  privilege  a 
valid,  subsisting  permit  of  equivalent 
tenor  issued  to  him  by  the  State  in  which 
he  proposes  to  operate  if  such  a  permit 
is  required  by  State  law.  Permits  shall 
not  be  transferable.  They  are  revocable 
at  any  time  In  the  discretion  of  the  Sec- 
retary, and  If  revoked  shall  be  surren- 
dered to  him  on  demand.  A  permittee 
shall  return  the  permit  immediately  after 
the  date  of  its  expiration  to  the  Director, 
Pish  and  Wildlife  Service,  Washington. 
D.  C.  and  submit  to  him  a  report  of  his 
operations  thereunder. 

§  7.2  Marking  shipments.  Every 
package  In  which  bald  eagles  or  parts, 
nests,  or  eggs  thereof  are  shipped  wholly 
within  a  State  or  the  District  of  Colum- 
bia, or  In  which  such  birds,  parts,  nests, 
or  eggs  are  transported  by  any  means 
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whatever  from  one  State,  or  the  District 
of  Columbia,  or  any  place  subject  to  the 
jurisdiction  of  the  United  States,  to.  Into, 
or  through  another  Slate,  or  the  District 
of  Columbia,  or  any  place  subject  to  the 
Jurisdiction  of  the  United  States,  or  to  a 
foreign  country  for  scientific  or  exhibi- 
tion purposes,  shall  be  plainly  and  clearly 
marked,  labeled,  or  tagged,  on  the  outside 
thereof,  to  show  the  name  and  address 
of  the  consignor  and  consignee,  the  con- 
tents of  the  package,  and  the  number  of 
the  permit,  where  required,  under 
authority  of  which  It  Is  transported,  and 
that  the  specimens  contained  therein  are 
for  scientific  or  exhibition  purposes. 

§  7.3  Birds  acquired  before  passage  of 
the  Act.  Bald  eagles,  ahve  or  dead,  any 
parts  thereof,  or  the  nests  or  eggs  there- 
of, lav.'fully  acquired  prior  to  June  8, 
1940.  may  be  possessed  or  transported 
without  a  Federal  permit,  but  shipments 
containing  such  birds,  the  dead  bodies, 
parts,  nests,  or  eggs  thereof,  must  be 
marked  as  provided  In  this  pso-t. 

§  7.4  Depredation  permits.  When  It 
has  been  determined  that  bald  eagles 
have  become  seriously  injurious  to  wild- 
life or  to  agricultural  or  other  Interests 
In  any  particular  community  In  the 
United  States  or  In  any  place  subject  to 
Its  jurisdiction,  and  that  the  injiu-y  com- 
plained of  is  substantial  and  can  be 
abated  only  by  killing  the  birds,  or  some 
of  them,  the  Secretary  may  authorize  the 
said  Director  of  the  Fish  and  Wildlife 
Service  to  Issue  a  permit  to  kill  bald 
eagles.  Such  permit  shall  specify  the 
time  during  which,  the  means  and 
methods  by  which,  and  the  person  or 
persons  by  whom  the  birds  may  be  killed, 
the  disposition  to  be  made  of  the  car- 
casses and  plumage,  and  such  other  re- 
strictions as  are  deemed  necessary.  Each 
such  permit  will  provide  that  no  birds 
shall  be  killed  or  shot  at  or  possessed  or 
transported  In  any  manner  contrary  to 
State  law.  Immediately  after  the  expi- 
ration date  of  such  permit  It  must  be  re- 
turned to  the  Director.  Fish  and  "Wildlife 
Service,  Wa.shington,  D.  C,  accompanied 
by  a  report  of  activities  thereunder.  Per- 
mits shall  not  be  transferable;  they  are 
revocable  at  any  time  in  the  discretion 
of  the  Secretary,  and  if  revoked  shall  be 
surrendered  to  him  on  demand. 

§  7.5  Alaska.  Except  with  respect  to 
the  marking  of  packages  shipped  to  or 
from  Alaska,  the  regulations  In  this  part 
are  not  applicable  within  the  Territory. 

§7.11  Importation  of  certain  game 
bird  eggs.  Subject  to  any  applicable 
health,  customs  or  other  requirements 
imposed  by  law  or  by  regulations  of  duly 
authorized  agencies,  eggs  of  the  following 
game  birds  may  be  Imported  for  propa- 
gating purposes  upon  securing  a  permit 
therefor  issued  under  direction  of  the 
Secretary  of  the  Interior: 

<a)  Gallinae,  commonly  known  as  wild 
turkeys,  grouse,  pheasants,  partridges, 
quail,  and  wild  guineafowl. 

<b)  Otidldae,  commonly  known  as 
bustards. 

(c)  Tlnamidae,  commonly  known  as 
tinamous. 

Applications  for  such  permits  shall  be 
addressed  to  The  Director,  Pish  and 
Wildlife  Service,  Washington  25,  D.  C. 
IMar.  4,  1949,  14  F.  R.  1128J. 


.  .^        ^  ^  ^  ■  ■■     a  ^1  ^%^  I  ^ 
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Part  8— Proclamatiows  Designating  Areas  Closed  to  Hunting 
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8  8.1    List  of  areas. 


Proclamation 


No. 


Date 


State 


22ttfi 
2274 
27'JJ 
19K2 
22M 
27.'>K 

2T4>t 
2.!22 
2SM3 
2S2*J 
2MT 
2SW 
Z»0 
22M 
2129 

2MH 
21XHI 
2314 
247» 
2012 
2370 
3439 


Mar. 

Oct. 

Mnr. 

Ai>r. 

1  )i>p. 

Deo. 

Dw. 

Apr. 

Oct. 

Ki>h. 

J  Lin. 

1  )cc. 

Oct. 

^ept. 

Oct. 

May 

July 
'  Oct. 
I  Oct. 
I  Juno 
1  Nov, 
I  Apr. 
I  ?opt. 
'  Oct. 
i  Nov. 


21. 1M« 

14.  1«W 

l.i,  1«3» 

4.  ltM7 

24.  mi 

13.1937 
2.1947 

10,  t9:» 
1.1947 
7,1939 

24.1940 
6.1941 

IS",  194H 

21.1943 
7,1936 
9, 193H 

15.  1935 
1,1941 

20, 1«4» 
6, 1932 
26. 193S 
15, 1941 
26.  19.32 

16,  19:«9 
7.1940 


Arkansas 

do 

.  .ilo 

Florida 

do 

!'''..dol"""'"'"-'----    - 

Oporcia  and  South  Carolina. 

Illindit 

I»ui<aana 

Maryland 

do 

Massachusetts 

Michifjan.. 

Montana 

North  Carolina 

brPKon 

.«outh  Carolina 

Te\as 

do ... - 

I'tah  

Vir.'inia 

VVashintcton 


Land  and  wafers  within  boundary  of,  adjacent  to,  and  in 
the  vicinity  of— 


Citation 


Big  Lake  National  Wildlife  RofuRo 

White  River  National  Wildlife  Refuge 

Eventlades  National  Wildlife  Refuge 

St.  Marks  National  Wildlife  Refuge 

do 

Sanibel  National  Wildlife  RefuiiP 

Savannah  National  Wildlife  Refuge 

Alexander  County        ...--. 

Lacassine  National  W  ildlife  Refuge 

8us<)UPhanna  National  Wildlife  Refuge 

Parker  River  NHtional  Wildlife  Refuge 

Anchor  Bay.  l.ake  St.  (lair  ■--     :     vi,-  ,„;; 

Red  Kock  Ukes  Migratory  Waterfowl  Refuge 

Pea  Island  National  Wildlife  Refuge  

Swanquarter  National  Wildlife  Refuge 

Malheur  National  Wildlife  Refuge 

Caiw  Romain  National  WildUfe  Refuge 

Aransas  National  Wildlife  Refuge 

Bear  RJver  Migratory  Bird  Refuge  

Back  Bay  National  Wildlife  Refuge 

Willapa  National  Wildlife  Refuge 


S  CFR,  Cum.  Supp.;  4  F.  R.  13C9. 

1  F.  R.  1W>1. 
3  F    R   AOl 

3  CFR,  1947  Supp.;  12  F.  R.  2303. 
47  Stat.  2493. 

2  F.  R.  28US. 

3  CFR.  1947  Supp.;  12  F.  R.  R039. 
3  CFR,  Cum  Supp.;  4  F.  R.  1594. 
3  CFR.  1947  Supp.;  12  F.  R.  fi.';21. 
3  CFR,  Cum.  Supp.;  4  F.  R.  fill. 
3  CFR,  Cum.  Supp.;  5  F.  R.  313. 
3  CFR,  Cum.  Supp.;  6  F.  R.  6.147. 
3  CFR,  194«  Supp.;  13  F.  R.  6115. 
3  CFR,  1943  Supp.;  8  F.  R.  12921. 
1  F.  R.  1799. 

3  F.  R.  912. 

49  Stat.  34.V>. 

3  CFR.  Cum.  Supp.:  6  F.  R*50S3. 

3  CFR.  194K  Supp.;  13  F.  R.  6191. 

47  Stat.  2513. 

S  CFR.  Cum.  Supp.;  3  F.  R.  2«07. 

3  CFR,  Cum.  Suiip.;  6  F.  R.  1995. 

47  Stat.  2.'>35. 

3  CFR,  Cum.  Supp.:  4  F.  R.  42M. 

3  CFR,  Cum.  Sui)p.;  5  F.  R.  4443. 


See. 

17.1  Pish  cultural  stations. 

17.2  Game   ranges 

17.3  National  wildlife  refuges. 

5  17.1     Fish  cultural  stations. 


Subchapter  C— Monogement  of  Wildlife  Conservotion   Areo. 

Part  17— List  of  Areas 
Sec. 

17.4  Cooperative  refuges. 

17.5  Wildlife  management  areas. 
17.C    Research  refuges. 


Sec. 

17  7     Federal  aid  areas. 
17.8    Administrative    sites    »nd    expirlment 
statlotis. 


Fish  cultural  station  ' 


Slate  or  Territory 


Allegheny  National  For»-st 

Arcadia ;-- 

Argos ■• 

Au-stin    - 

Battle  Creek 

Berkshire  Trout  Hatchery 

Berlin 

Big  While  ."Salmon 

Bootlil>»y  Harbor 

Bourhon 

Bozeman - --- 

Cape  ViTurnt 

Carbon  Hill   

Carpenters  Brook 

Carson    

Charlevoix 

Chattah<¥,chee  Forest 

Cheriiw - 

Cohutia 

Coleman.... 

Coring     

Cortland  

Craig  Hi-iH)k - 

Crawford - '...... 

Cree«le 

Crcston — 

Crystal  Lake 

D«lph  Creek 

Dexter - 

Eacle  Nest ■ 

Edentnn  

Klk  Ri\er 

EnnLi 

Entiat ■ 

Erwin 

FalriK)rt : 

Farlmgton 

Fort  Belvoir 

Fort  Worth . — 

Genoa - 

Oloucester 

Outteiiterg 

Hagerman ;— ■ 

Harrison  Lake 

Homer — 

Heliron - 

Hot  Springs 

Inks  l»;vni . — 

La  Criis.se — 

Lake  Mills 

Lamar 

Lcadville 

l>ctiven  worth . — 

Leeiown    -- 

Little  White  Salmon. 

1/ouisville — 

Lvman 

Mammoth  Spring 

« Fish  cultural  lUtion  unless  oUierwlse  designated. 


Pennsylvania 

Rho»le  Island 

Indiana - 

Te*a.s 

California.- 

Massachusetts 

New  HamiKihire 

Washington 

Maine 

Missouri ■ 

Montana 

New  York 

AlabaiHa    

New  York 

Washington 

Michigan 

Georgia 

South  Carolina 

Oeorgia 

California .•■ 

Arkansas 

New  York 

Maine    

Nebra,ska 

Colorado 

Montana • 

Colorado 

Oregon 

New  Mexico 

do 

North  Carolina 

Alabama 

Montana 

Washington 

Tennessee. 

Iowa 

Kansas 

Virginia 

Texas 

Wisconsin 

Massachu-setU 

Iowa 

Idaho 

Virginia • 

Minnesota...... 

Ohio ~ 

New  Mexico 

Texas 

Wisconsin 

Wisconsin 

reiinsylvania 

Colorado 

Washington 

West  Virginia 

Wa,shineton 

Kentucky 

Slississipi>i 

Arkansas 


Sub<livi.sion 


Document 


Date 


Warren 

Washingtolk 

Marshall 

Travis 

Tehama 

Berkshire 

Com 

Skamania 

Lincoln 

Crawford.- 

(iallatin 

Jefferson 

Walker 

Onondaga 

Skamania 

Charlevoix 

Fannin 

Chesterfield 

Whitfield 

Tehama 

Clay 

Cortland 

Hancock 

Dawes 

Mineral 

Flathead ... 

Lake 

Clackamas 

Chaves 

Colfax 

Bertie 

Limestone 

Madison 

Chelan 

I'nicoi 

Muscatine 

Crawford 

Fairfax 

Tarrant 

Vernon 

Essex 

Clayton 

OocKling 

Charles  City.. 

Winona 

Licking 

Sierra • 

Burnet 

La  Crosse 

Jefferson 

Clinton 

Lake 

Chelan 

Jefferson 

Skamania 

Jefferson 

Harrisoa 

Fultun 


98  Stat.  SOI 


E.O 


Citation 


Dec.  21,1948 

do - 

do 

. do........ 

do.... — 

do 

do 

.....do........ 

do 

do 

do 

do 

.. do 

do 

dOk 

do... 

....do 

do.. 

do.. 

do 

do.. 

d« 

...do 

...do 

...do 

/Dec.  13,1944 

\Dec.   21.194H 

Dec    21, 194lt 

...-do 

do 

do 

.....do...... 

..do 

..do 

.....do...... 

do 

do 

...do 

...do 

do 

do 

....do 

do 

do 

.....do........ 

.....do 

.....do 

.....do 

.....do .... 

do 

.....do 

do 

/A|>r.   16,  I8W 

\l)ec.-21,l»48 

Dec.   21,1948 

do 

do 

do 

do 

do 


13 


8163. 


F.  R 
Do. 
Do.  < 
Do. 
Do. 
Do. 
Do. 
I>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
l>o. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
16  I'.  «. 
i:i  F.  R 
13  F.  R 
Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Da 

Do. 

Do. 

Do. 

l>o. 

I>o. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

13  F.  R. 
Do. 
l>o. 
Do. 
Do. 
Do. 


C.  161d. 

8163. 

8163. 


8163. 


Fish  cultural  station  > 


Manchester 

M  arion "" 

McKinney  Lake  Fish  Hatchery. 

^^erldian  

Vile-sCity "'.'.'." 

Mooreflel'l 

Na.shua " 

NatchittX'hes " 

Neasho 

Newcastle ,/_[ 

New  I/oiidon 

North  ville "[[ 

OranpelMire "" 

I'lstiah  Ki.rest ^ 

I'lti-sfiril 

Quilc<T.e  

RiKhester 

St.  Johnsbury I. 

Salmon.   

Sail  Angelo 

San  MnrciN 

Santa  Rosa [, 

Saratoga  

Setiecaville [[l][[[[l^ 

Si)earfl!ih    

Siiiiiif  ville. 

Ti.shoniingo '.'.". 

Tufu'lo .'.'.'.'.'.. 

Ivalde 

ViMosta 

Valley  City 

Walhalla  

W  arm  River 

H  arm  Springs 

Welaka 

^^  hite  SuUihur  Springs 

Williinis  Cre«'k '" 

Winlhroii 

V\  ythevllle I. "!!.'."!!! 

Yellowstone  Park 


State  or  Territory 


Iowa 

Alabama 

North  Carolina.. 

Mississippi 

Montana 

W'est  Virgiiiiii  ... 
New  Hanipsliire. 

Ix)uisiana 

Missouri 

Virginia 

Miiuie.sola 

Michigan , 

South  Carolina.... 
North  Carolina... 

Vermont 

Washincton 

Indiana 

Vermont 

Idaho 

Texas 

do 

New  Mexico 

W'yoming 

Ohio 

South  DakoU 

Itah 

Oklahorr>a 

Mississippi 

Texas 

Oeorria 

North  Dakota 

South  Carolina.... 

Idaho 

Oeorgia 

Florida 

West  Virginia 

Ariiona 

Washington 

Virginia  

Wyoming 


Subdivision 


Delaware... 
Perry 

Richmond.. 


Lauderdale 

Cu.ster 

Hardy , 

Hillslmro 

Natchitoches 

Newton " 

Craig ][] 

Kandiyohi 

Wayne    

Orangeburg 

Transylvania 

Rutland 

Jefferson 

Fulton 

Caledonia 

Ix-mhi " 

Tom  Green 

Hays     :.: 

(luadalujw.... .~ 

Carbon    

Ournsey ". 

Lawrence 

Utah ";: 

Johnston 

L«- ::: 

I'Vi.lde 

Lowndes 

Barnes 

Oconeo 

Freemont 

Merri  weather 

Putm;<.n  

Greenbriar 

Aijache. 

Okanogan 

Wythe "." 

Yellowstone     National 
Park. 


Document 


E.  O.  7775 


Date 


*Fi«h  cultural  station  unless  otherwise  desiRnafed. 

§  17.2    Game  ranges. 


Dec.  21,  1048 

...do  

/Dec.   27.19.37 
TDec.   2I.194H 

Dec.  21.  HMS 

....do 

do 

do 

do 

do 

...do 

...do 

..do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do. 

do. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

...do 

...do 

...do 


CiUtion 


13  F.  R.  8161 

Do. 
2F.  R.  .34,31. 
13  K.  R.  N163. 
13  F.  R.  8163. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
■    Do.       . 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Game  range 


faheta  Prieta 

Charles  Sheldon  Antelope  Range... 
I>e»ert 

Fort  Peck 

^'■'(^ .. 


State 


Subdivision 


Arirona.. 
Nevada.., 

do 

Montaiut. 
Arizona... 


Yuma,  Pima 

Washoe,  Humboldt 

Clark.  Lincoln 


Document 


Fergus.  Garfield,  Philips,  McCone. 
Petroleum,  Valley. 

Yuma (K-  O-  ««« 


fE.  O.  859S 

IE.  O.  8038 

E.  O.  7.')22 

IK.  O.  8.178 
E.  O.  7:i7:t 
P.  L.  O.  156 

E.O.  7509 


DaU> 


Citation 


Nov 
Jan 


1)^1940 
2.5, 1039 

Dec.   21.4936 

Oct. 


8598.... 


3  CFR,  Cum.  Supp.;  5  F.  R.  4.W9. 
3  CFR.  Cum.  Supp.;  4  F.  R.  437. 
1  F.  R.  2527. 
29. 1940     3  CFK,  Cum.  Supp.;  5  F.  R.  4313. 
May  20,1936  !  1  F.  R.  501. 
Aug.    4,1943  j  43CFR,m3Supp.,Ch.  I,App.;8F. 

11224. 
Dec.   11, 1936     1  F.  R.  2482. 

Jan.    25, 1939     3  CFR,  Cum.  Supp..;  4  F.  R   4.38 
Nov.  l»,  1940     3  CFR.  Cum.  Supp.;  5  F.  R.  4559. 


§  17.3    National  vAldlife  refuges. 


National  wildlife  refuge 


Alaska  Railroad  Muskrat  and  Beaver 
Refuge. 


Aleutian  Islands. 


Anaho  Island 

Anclote 

ApiK-rt  Lake 

Arsnsas. 

Af.i.Rh ."!].".'!."!li]!!"]lli; 

Arrnwwood... 

Ba-kBay w::::":::^::"" 

h:'-'^'^ 

Bear  Butte 

Bear  River  Migratory  Bird  Refuge." 

Bell.'  Fourehe 

Benton  Lake ]','/ 

Bennx  Sea 


Bi<  Lake. 


State  or  territory 


Subdivision 


Billmi;*  Lake 

Bllter  Ukc 

Blatkl^ard  Island. 


Nevada 

Florida 

North  Dakota 

Texas 

North  Dakota 

do 

Virginia 

W'yoming 

South  Dakota 

Utah 

South  Dakota ,. 

Montana 

Ala.ska 


Arkansas 

North  Dakota 

New  Mexico 


Oeorgia. 


3d  and  4th  Judicial  Division. 


3d  Judicial  Division 


Washoe .' 

|Pasco 

jPinellas 

Emmons 

Aransas,  Refugio.... 

Wal-sh 

Foster.  Stutsman... 

Princess  Anne 

Albany 

Meade 

Box  Elder 

Butte 

Cascade,  Choteau.... 
ad  Judicial  Division. 


Mississippi 

Cavalier 

Chavjs 


Document 


Mcintosh. 


'  National  wildlife  refuge  unless  otherwise  designated. 

•  Designated  a  national  wildlife  refuge  by  Proclamation  No.  2416,  July  25. 1»40;  5  F.  R. 


E.  O.  4592 

E.O.  1733 «... 

E.  0.5000 

E.  O.  .VJIS 

E.  O.  2442 

E.  O.  .124;! 

E.O.  407C. 

E.O.  42.51 

E.  O.  1S19»... 
P.  L.  O.  319... 

E.  0.8081*... 
E.  O.  8110'... 
E.O.  7784'... 
E.O.  8147 «... 
E.  0.7168'... 
E.  O.  7907'... 
E.O.  5783'... 

isstat.' 448.1" 
E.O.  ia32'... 
E.  O.  5228'.. 
E.O.  1037'... 
E.  O.  2230'... 

E.O.  2872 

E.  O.  3964 

E.  O.  5747 

E.  O.  SrtW 

E.O. 8111  '... 
P.  L.  O.  326  «.. 

E.  O.  7724 

E.  O.  1993'... 

R.  O.  2203 

E.  O.  39.57 

E.  O.  4612 


Date 


Feb.  21,1927 


Mar. 

Nov. 
Apr. 
Aug. 
Dec. 
Sept. 
June 
Sept. 
May 

Apr. 

May 

Dec. 

June 

Sept. 

June 

Jan. 

Dec. 

Apr. 

Feb. 

Nov. 

Feb. 

Aug. 

May 

Feb. 

Nov. 

Nov. 

May 

Aug. 


,3, 1913 
23,1928 

7,1930 
11,1916 

19,  1929 

20,  1924 
10,  1925 

4.  1913 
15. 1946 

r,,  19.39 
10.  19.39 
31,  19.37 
12.1939 
4.  1935 
f.,  1938 
29. 19.32 
21, 1948 
23.1928 
25,1909 

21,  1929 
27.1909 

2,  1915 
31.1918 
23,  1924 
11.1931 
17,  19.38 
10,  1939 
30.1946 


Citation 


Oct.  8, 19.37 
July  17, 1914 
May  2.5, 1915 
Feb.  1,5, 1924 
Sept.  20, 1926 


3  CFR.  Cum,  Supp.;  4  F.  R.  1475. 
3  CFR,  Cum.  Supp.;  4  F.  R.  1993. 

"l  V     D      1  'J 

3  CFR,  Cum.  Supp.;  4  F.  R.  2405. 

3  CFR.  Cum.  Supp.;  3  r.  R.  1358. 

13  F.  R.  8163. 
16  I'.S.  C.ti90. 


3  CFR,  Cura.  Rupp.;  3  F.  R.  2747. 
3  CFR,  Cum.  Supp.;  4  F,  R.  1993. 
43  CFR,  1946  Supp.,  Ch.  I,  App.;  11  F. 

10298. 
2  F.  R.  2467. 


R. 


2677. 


No.  DC 


RULES  AND  REGULATIONS 


Wednesdau.  Mau  11. 1949 


FEDERAL    REGICTFB 


2450 


RULES  AND  REGULATIONS 


Wednesday,  May  11, 1949 


FEDERAL  REGISTER 


2451 


Nktional  wildlife  refufte ' 


Pluck  Coulee 

IMttrk  water 

KoKuxlo/ 


Bombay  Hook. 


Btate  or  territory 


Montana.. 
Maryland. 
Alaska.... 


Bone  mil 

Bosque  (l^i-Apache... 


Bovdoin. 


Box  Butfc 

Breton 

Brevard...... ., 

Brifratinc... 

]<ruinl<a 

Butlalo  Lake 

<  'aloosaliBtchee 

Caiiiaii 

("amp  Lake 

Caiifleld  Lak* 

('a(>e  Henlorien 

Calie  M  cares 

t'ape  Komain 

Carolina  Sandhills. 

Odar  Keys 

Chamisso.. 

Ctiarles  l4ike 

Chase  Lake 

C'hassiihowitzka. .. 


Delaware. 


North  Dakota. 

New  Mexico 


Montana. 


Sabdlvision 


Blaine 

Dorchester 

3d  Judicial  Division. 


Kent. 


La  Moure 

Socorro 

Philli)8 


Document 


E.O.  78W»... 

(«) 

E.  O.  1049'  .. 
IP.  L.  O.  ICOJ.. 

Ie.  O.  7M3 

E.  0.»U2«... 

E.O.  saws 

IE.  O.  KSW 

{E.O.  7,fl»6 

[PL0  336 


DaU 


Nebraska 

Louisiana.... { 

Florida 

New  Jersey 

North  Dakota 

do 

Fk>ri«la 

Idaho 

North  Dakota. 

....  do 


Chatauqua... 
Chhicoteajtue. 

ChinseRut 

Clear  Lake... 
Clearwater 


Illinois 

fMaryland 

tvirginia 

Florida 

California 

North  Dakota.. 


Cold  Springs. 
Columbia 


Columbia  River 

Colusa.- 

Conconully 

Copalis 

Cottonwood  Lake... 
Crab  Orchard 


Creedman  Coulee. 
Cre.«cent  Lake 


Ciilebra 

Curry  Bird  Game  and  Fish  Refuge. 

Dakota  l>ake 

Deer  Flat 


Delaware 

Oregon 

South  Carolina.. 

...do 

Florida. 

Alaska 

North  Dakota... 

..do 


Florida.. 


Oregon 

Washington. 


...  do  .  

California 

Wa-shlngton. 
do 


Delta. 


Des  Lacs 

Diuigeness --. 

Fagle  Creek. 

Fast  Tlmbalter 

F-variston .- - 

F-vertlades 

Fallon  

Fanillon 

Fire  l.'^land 

Flattery  Bocks 

FlicWertail 

Florence  Lake 

Forrester  Island...* 

Fort  Keogh 


Fort  Niobrara. 


Fort  Tyler 

(Iravel  Island 

(keat  White  Heron. 

Oreen  Bay - 

Ilagerman 

Ilailstone 

llalfhrced  Ltke 

Ilull-way  L.ikc 

llart    Mountain    National 
Kefupe. 

Uavasu  Lake 


North  DakoU. 
Illinois'. 

MoBtana 

Nebraska...... 


Puerto  Rico 

Alaska 

North  Dakot*. 

Idaho 


Loui&lana. 


North  Dakota.. 

AVayhington 

South  Dakota.. 

Louisiana 

Wyoming 

Florida 

Nevada 

California...!.. 

Alaska 

Washington 

North  Dakota.. 
do 

Alaska 

Montana 

Nebraska 


Antelope 


Montana 

do 

North  Dakota. 

joregon. 

(California 

lArizona 


Hawaiian  Islands 

Ilaien  Bay  

Haiy  Islanils 

Hewitt  Lake 

liiddenwood 

Ilobart  Lake 

lloricon .. 

Huron 

Hutchln.ion  Lake 

Button  Lake 


Hawaii 

Alaska......... 

do 

Montana 

North  Dakota.. 

do 

W  isconsin ... 

Michigan 

North  Dakota.. 
Wyoming 


Dawes 

St.  Bernard 

Pla<iuemine9 

Brevard 

Atlantic 

Towner 

Pierce. 

Lee 

JetTerson ...... 

Mcl>ean 

Burleigh 

Su-ssex 

Tillamook 

Charleston 

Ciie.slerfleld 

I>«>vy 

2(1  Judicial  Division.. 

Hettineer 

Stuutnian 

Hernando 


Mason 

Somerset 

Aecomae 

Uemamio 

Modoc 

Mountrail 


PL0  1>»9 

E.O 

E.O.  75»:t'.. 
E.O.  4328  ».. 

E.b."»r4«»'.' 

E.  O.  811.1  >.. 
E.  O.  3?.*»  . 
E.O.  T72li>.. 
E.  O.MU'.. 
E.  O.  W15«.. 

e'.'6'.:k-*'. 

E.  O.  731«».. 

E.  o.  wr.T'.. 

E.O.  74»4>.. 
E.  O.  l*Bh».. 
E.  O.M16».. 
E.  O.  Ifl2  >  . 
P.  L.  O.  140. 


E.  O.  7524  ". 


fE.  O. 
lE.O. 


1*K»... 


Umatilla 

Adams,  Grant P 


{E.O. 
E.O. 
E.O. 


Walla  Walla 

Colusa — .. 

Okanogan 

Ctrav's  harbor 

Mcfienry 

Jack.oon,   Union,  and 

liamson. 
Hill 


Wil- 


Oarden 

Humacoa 

3d  J^idicial  Division.. 

Dickey 

Canyon . 


inB2.... 

14.W.... 

83«).... 

L.  O.  24.3.. 


E.  0.  4501 « 

E.O.' Vm2  ».'."'.'. 

E.  O.  7fM> 

E.  0.  M49« 


Plaquemines. 


Burke,  Ward 

Clallam 


New  York... •. 

Wi-iconsin 

Florida 

Wisconsin..... 

Texas 


Todd 

Terreboime 

Uinta. : 

Dade.  Monroe 

Churchill 

Marin - 

3d  Judicial  Division.. 

Clallam 

Kmmons 

Burleigh 

Ist  Judicial  Division. 

Custer 


E.O. 
E.  O. 
E.O. 
E.O. 
E.O. 
F.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 


S824 

.V17»> 

71«0 

1042  « 

45(tt 

R117> 

765.1 ».... 

7229 

73W 

75.3X 

(«I7 

71M-A  >. 
2123>.... 
8518 


».  0.718 

E.O.  8644 


Cherry. 


Suffolk 

Door 

Monroe 

Door 

Graystm.. 

Staiwatcr 

...  do 

Stutsman 

Lake 

San  Bernardino.. 
Mohave,  Yuma.. 


Honolulu 

4th  Judl<ial  DivWon... 
Isf  Judicial  Division... 

Phillips 

McLean,  Ward 

Barnes 

Dodge 

Marquette 

Kidder 

Albany 


E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
fP.L. 
[F.O. 
E.O. 
E.O. 
E.  O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
P.  L. 


fle«6>.. 

1043 «.. 

4131.... 
703«... 
M1K>.. 

suit".. 

O.  IWl.. 
4502".. 
5122'.. 
14«1».. 
1642.... 
3236.... 
7301... 
7941 «.. 
1678 «.. 
TWO'.. 
1487 «.. 
O.  314., 


E.  O.  B292... 
E.  O.  9167..., 
E.  O.  8120«.. 
rE.  0.7523'.. 
[E.  0.7895... 
E.O.  8467... 
P.  L.  O.  409. 


O.  1019«... 

O.  7770'... 

O.  1459'... 

0.7833'.-. 

0.8150*... 

O.  815l«... 
t 

O.  357-D  '. 

0.7795 

,  0.  M21»... 
,  0.5782'... 


Jan.  2K1fi38 
Dec.  21.1948 
Mar.  2.1909 
Aug.  17. 1<M3 

June  22.1937 
May  liV19;»9 
Nov.  23, 1939 
Nov.  12,  1940 
Feb.  14.1936 
Dec.  30,1946 


Citation 


National  wildlife  refuge ' 


30.1943 
4.1904 
4,  Ib^Ut 
21.1925 
Dec.  21.194M 
June  12. 19«9 
May  1U.19:» 
July  1.1920 
Oct  8, 10:i7 
May  10. 1939 

...do 

Dec.  21.194M 
19.  IWM 
n.  1906 
17.  1WC49 
ti,  l«t6 
7.1912 
10.  19><9 
28.19«« 
15,  1943 


Oct. 
Oct. 
Oct. 
Oct. 


Ang. 
Mar. 
Mar. 
Nov. 
Dec. 
May 
.Vug. 
June 


Dec.  23.1936 

Dec.  21.1948 

...do 

Apr.  11,1911 
Jan.  13. 1912 
Dec.  21.1948 
Feb.  25.  I9(« 
Nov.  25.1911 
Mar.  19,1940 
Sept.    6,1944 


Aug. 
Dec. 
Feb. 
Oct. 


July 
Nov. 
June 
Jan. 


Dec. 
Jan. 


28.1926 
21.1948 
25,1909 
23.1907 
June  12. 1999 
Aug.     &,  1947 

Oct.  25.1941 
Mar.  16,  1S31 
Sept.  12. 1936 
Feb.  27. 1909 
Feb.  21. 1927 
May  10,  19.19 
"  ■  12.  1937 
19.1935 
5,  1936 
19.  1937 
Aug.  16.  1940 
Aug.  22,  1935 
Jan.  20,  l91.'^ 
Aug.  16,  1940 
Dec.  21.1948 
7,1907 
21,1941 
Dec.  21,1948 
Apr.  ?2.  1991 
27.  1909 
72.1925 
23,  1907 
10, 1939 


Feb. 
Jan. 
Oct. 
May 

...do 

Dec.  20,1943 
Feb.  21,1927 
May  18, 1929 
Jan.  11.1912 
Nov.  14, 1912 
Mar.  31. 1920 
21.1936 
2.1938 
9, 1913 
27,1938 
21, 1912 
9,1946 


Feb. 
Aug. 
Jan. 
Oct. 
Feb. 
Feb. 


3F.  R.  271. 
I3i\  K.  1864. 

41  CFR,  1943  Supp.,  Ch.  1,  App^  8  F.  R. 
lIHItt. 

2  F.  K.  1306. 

3  CFR,  Cum.  Sapp.;  4  F.  R.  1993. 
3  CFR,  Cum.  Supp.:  4  F.  R.  4691. 
3  CFR,  Cum.  Supp.;  6  F.  R.  4478. 

43  CFR,  1946  Supp.,  ch.  I,  App.;  12  F.  R. 

IHI. 

43  CFR,  1943  Supp.;  8  F.  R.  15329. 

3  CFR,  Cum.  Supp.;  3  F.  R.  2389. 

ISF   R   8164 

3  CFR,  Cuin.  Supp.;  4  F.  R.  2406. 

3  CFR,  Cum.  Supp.;  4  F.  R.  1994. 

2  F.  R.  2465. 

3  CKR,  Cum.  Supp.;  4  F.  R.  19M. 
3  CFR,  Cum.  Supp.;  4  F.  R.  199ft. 
13  i^    K    HlfV4 

3  CFR,  Cum.  Supp.;  3  F.  R.  2047. 
1  F.  R.  1. 

3  CFK,  Cum.  Supp.;  4  F.  R.  1287. 
1  F.  R.  2041. 

3  CFR,  Cum.  Supp.;  4  F.  R.  1995. 

43  CFR,  Cum.  Supp.,  Ch.  I,  App.;  8  F.  R. 

1  F.  R.  2557. 
13  F.  R.  8164. 
13  F.  R.  8164. 


13  F.  R.  8163. 


3  CFR,  Cum.  Supp;  5  F.  R.  1115. 

43  CFR,  1W4  Supp.,  Ch.  I.  App.;  9  F.  H. 

ii«n. 

13  F.  R.  8104. 


Dec.  31,1942 
May  19,1942 
May  10, 1939 
Dec.  21,1936 
May  23, 1938 
Jan.  22.1941 
Sept.  16, 1947 

Feb.  3, 1900 
Dec.  14,1937 
Jan.  11.1912 
Mar.  7,1938 
June  12,1939 

do 

Dec.  21,1948 
Oct.  10,  isai 
Jan.  21,1938 
May  10,in9 
Jan.    28,1932 


.1  CFR,  Cum.  Supp.;  4  F.  R.  2406 
61  SUt.  770. 

3  CFR,  Cum.  Supp;  6  F.  R  6507. 


3  CFR,  Cum.  Supp.;  4  T.  R.  1995. 

2  F.  R.  1453,  1665. 

1  F.  Rfi-y 
2F.  R.  141. 

3  CFR,  Cum.  Supp;  6  f .  R  2881. 

3  CFR,  Cum.  Supp;  6  F.  R.  2882. 
13F.  R.8163. 

3  CFR,  Cum.  Supp;  6  F.  R.  581. 
13F.  R.  8164. 


3  CFR,  Cum.  Supp.;  4  F.  R.  199.1. 

43  CKli,  1943  Supp.,  Ch.  I,  App.;  11  F.  U. 
14498. 


3  CFR,  Cum 

3  CFR,  Cum, 

43  CFR,  1946 

1825,  26ai. 
3  CFR,  Cum 
3  CFR,  Cum 
3  CFR,  Cum 

1  F.  R.  2.128. 
3  F.  R.  1189. 
3  CFR,  Cum 
43  CFR,  1947 

6328. 

2  F.  R.  3279. 

3F.  R.641. 

3  CFR,  Cum. 

Da 
13  F.  R.  8164. 

3  F.  R.  225. 
3  CFR.  Cum. 


.  Supp.;  3  F.  R.  194S. 

Supp.;8F.  R.  2581. 

Supp.;  Ch.  I,  App.;  U  F.  K. 

Supp:  8  F.  R.  41. 
Supp.:  7  F.  R.  3767. 
Supp  ;  4  F.  R.  1996. 


.  Supp.;  6  F.  R.  593. 
."upp.,  Ch.  I,  App.;  12  F  R. 


Supp.;  4  F.  R.  2406. 


Supp.;  4  F.  R.  1998. 


Imperial 

Indian  Key 

I,-land  Bay 

Jnhn.v)n  Lake 

Johnston  I.sland 

Jones  Island 

Kcllys  Slough 

Kenal  National  Moose  Range 

Kentucky  Woodlands 

Koy  West... 

Killcohook 


Kit  Carson 

Kfxliak 

I.acas^ine 

Lac  Aui  Mortes 

Lscreek 

I.aeuna  Atascosa 

Lake  Andes 

Lake  Arconge 

Uke  Elsie 

Lake  George 

Like  llo 

Like  Isom 

Lake  .Mason 

Lake  Moraine 

Lake  Nettie 

I.ake  Oliver 

Lake  Patrida 

Lake  Thlbadeau 

I.AkeZahl 

Lamb*  Lake 

I.Anieeteer .. 

I>egion  Lake 

I.enore  Lake 

Little  Goose 

Little  Lake 

Little  Pend  Orlello  .. 
Locomotive  Springs.. 


State  or  territory 


....< 


fAriiona 

\Califomia 

Florida 

Florida 

North  Dakota.. 

Hawaii 

Washington 

North  Dakota.. 
Alaska .., 

Kentucky , 

Florida 

(Delaware 

\New  Jersey 

Colorado 

Alaska , 

Louisiana 

North  Dakota.. 
South  Dakota... 

Texas 

South  Dakou... 

do 

North  Dakota.. 

...do 

do. 


Tennessee 

Montana    

North  Dakota... 

do — ..,, 

do 

do. 


Long  Lake. 


I»ng  Tall  Point. 

Lords  Lake 

Lust  Lake 

Lost  wood. 


Montana 

North  Dakou.. 

...do 

Montana 

North  Dakou.. 

Washington 

North  Dakota.. 

...do 

Washington 

Utah 


Subdivision 


Document 


Yuma 

Imiierial 

Pinellas 


North  Dakota. 


Wisconsin 

North  Dakota 

.....do 

.....do 


Charlotte 

Eddy,  Nelson 

Honolulu 

San  Juan 

Grand  Forks 

3d  Judicial  Dilvslon.. 

Lyon.  Trigg 

Monroe 

Newcastle 

Salem 

Cheyenne 

3d  Judicial  Division.. 

Cameron 

Ram.sey 

Bennett 

Cameron., 

Charles  Mix 

...do 

Richland 

Kidder 

Dunn 

Lake,  Obion 

Musselshell ,. 

Burleigh 

McLean 

Oliver 

Morton.. 

Hill  

WilUamj 

Nelaoa 

Wibaux 

Mountrail 

Grant 

Grand  Forks... 

Emmons 

Stevens 

Box  Elder 


Lower  Klamath. 


Lower  Sourlj..... 
Malheur 


Maple  River 

.Matia  Island 

MatladisPan 

Mattamuakeet 

McKay  Creek 

Mclyean 

Medicine  Lake 

Mcsilla 

Michigan  Islands 

MllleLacs 

Mli;go 

Minidoka 

Mlnnewastena 

Mi.^sisquoi 

Mimomoy 

MoiitPiuma.. 

Miiosehom.. 

Morgan 

Mud  Lake 

Muli'shoe 

National  Bison  Range 

Katlonal  Elk  Refuge.. 

Necedah 

N'ineplpe... 

Korth  Platte , 

Koxubee 


fOregon 

iCalifomia 

North  DakoU... 

Oregon 

North  Dakota... 

Washington 

Ftorida 

North  Carolina. 

Oregon 

North  DakoU... 

Montana 

/New  Mexico 

ITexas 

Michigan 


Minnesota 

Mlssotiri 

Montana 

North  DakoU.. 

Vermont 

Ma.ssachusetts. 
New  York 


Maine 

Vermont... 
Minnesota. 

Texas.. 

Montana... 


Wyoming.. 

Wisconsin.. 

Montana... 
Nebraska.. 


Mississippi. 


Burleigh,  Kidder 

Brown 

Bottineau,  Rolette 

McLean   

Burke,  Moimtrail 

Klamath 

Siskiyou 

TBottineau 

IMcHem-y 

Harney 

Dickey , 

San  Juan 

Lee """'.. 

Hyde 

Umatilla 

McLean , 

Sheridan,  Roosevelt 

Dona  Ana 

El  Paso 

Alix-na,  Charlevoix.. 

Aitkin,  MllleLacs 

Stoddard,  Wayne 

/Blaine,  Cas,sla,  Power,  and 
\    Minidoka 

Bermn  

Franklin 

Barnstable 

Seneca 

Washington 

Addison 

Marshall 

Bailey 

Lake,  Sanders 


[E.O. 

fE.  O. 
[E.O. 
E.O. 
E.  O. 
E.  O. 
E.O. 
E.  O. 
E.O. 
E.O. 
P.  L. 


8685.... 

409'.. . 
3.502  ... 
958'... 
8122'.. 
4467'.. 
7594  '. . 
8650.... 
7320.... 
8979  ... 
O.  390.. 


E.  O.  7966'. 
E.  O.  923'.. 
E.  O.  6.182... 
E.  0.6960... 
E.  O.  8648... 
E.  O.  8645... 
E.  0.88.17... 
E.  O.  7780 «. 


E.  O.  71G0«. 
kVd."  "7292"'. 


E.O. 
E.  O. 
E.O. 
E.  O. 
E.O. 
E.O. 
E.  O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.  O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.O. 
E.  O. 
E.O. 
|E.  O. 
E.O. 

Ie.  O. 

E.O. 
E.O. 
E.O. 
E.O. 

fE.  O. 
|E.  O. 
lE.O. 

[e.  O. 

E.O. 

E.O. 
fE.  O. 
lE.  O. 

E.O. 

E.O. 

E.O. 

E.O. 

E.O. 

E.O. 

E.O. 

»P.L. 
P.  L. 


8152'.. 
8153'.. 
8154'.. 
795:1'.. 
8770... 
8123'.. 
8155'.. 
8124'.. 
8156'.. 
7713'.. 
8158'.. 
8159'.. 
9166  .. 
8160'.. 
7,110'.. 
8125'.. 
8126'.. 
8104'.. 
5727'.. 
5808'.. 
5914... 
8161... 
7476'.. 
8127'.. 
8128'.. 
7171  '.. 
934'... 
2200.... 
3422.... 
8475  ... 
7170'.. 
7799... 
929'... 
7106  ... 
8162'.. 
7595'.. 
943'... 
6924'.. 
4662'.. 
8157'.. 
7148'.. 

O.  220  . 

0.365.. 


Date 


Feb.  14.1941 


Feb. 

June 

Oct. 

May 

Juiie 

Mar. 

Jan. 

Mar. 

Dec. 

Aug. 


10,1906 
'2.1, 1921 
2:1.1908 
10,  19:{9 
29.1926 
30,  19:J7 
Zi.  1941 
19. 19:16 
16. 1941 
4,1947 


Aug. 
Aug. 
Feb. 
Feb. 
Jan. 
Jan. 
Aug. 


Aug. 
Dec. 
Feb. 


30. 1918 
8, 1908 
3,  r9.14 
4,19:15 
2:1, 1941 
22.1941 
19.  1941 
Dec.  .10.1937 
Dec.  21, 1948 
26,  iai5 
21,1948 
14,1936 
Dec.  21.  1948 
June  12,1939 

do 

do.. 

Aug.  12.1938 
June  3. 1941 
May  10, 1839 
June  12. 1939 
May  10. 1939 
June  12,1939 
Sept.  23, 19S7 
June  12,1939 
do 


May  19,1942 
June  12,1939 
Dec.  11,1836 
May  10,1939 

...do 

May    2, 1939 


Sept. 

Feb. 

Aug. 

June 

Oct. 

May 


July 

Sept. 

Jan. 

Aug. 

July 


Teton 


Juneau. 


Lake 

Sootts  Bluff,  Sioux. 


Winston,  Noxubee,  Oktib- 
beha. 


fE.  0.2199'... 
,E.  0.3340 

E.'o.'i032'.."."I' 

E.  O.  7417 

E.  O.  8600 

£.  0.8129 '.«. 


E.  O.  7971  '. 
E.  O.  7967'. 
E.  O.  705<»  .. 
E.  0.8086'. 
E.  O.8601'. 
E.  O.  7583... 
E.  O.  7214  '. 
E.  O.  3596... 
35  Sut.  267.. 
E.  O.  2177'. 
E.  0.2417... 
E.  O.  7489... 
E.  O.  7680... 
E.  O.  8065... 
E.  0.8319... 
E.O.  8479... 
E.  O.  8763... 
E.O.  8145'. 
E.  O.  3503... 
E.  0.2446'. 
E.  O.  3540... 
E.  0.8444... 
P.  L.  0.  205. 

P.  L.  0.  401. 


'  National  wildlife  refuge  unless  otherw;i>.ede8ljniated.  t,.,.  on 

»  Designated  a  national  wildlife  refuge  by  I'rodamatlon  No.  2416,  July  30, 


'  National  wildlife  refuge  unless  otherwise  designated. 

■  Designated  a  oatioaal  wlldlifo  Refuge  by  ProdamatloQ  Ko.  2116,  July  25, 1940;  6  F.  R.  2677. 


29.1931 
2.1, 19.12 
26,1932 
12.  1939 
23,1936 
10. 1939 

-do 

Sept.  4,1985 
Aug.  8.1908 
May  14,1915 
Mar.  28, 1921 
10.1940 
4,1935 
27.1938 
18,1908 
19,1935 
June  12.1939 
Mar.  30, 19.17 
Septv  26. 19118 
Dec.  18.1934 
June  7, 1927 
June  12.1939 
Aug.  19,1935 

Apr.     6, 1944 

Apr.  10,1947 

May  14.1915 
Oct.  1.1, 1920 
Dec.  21,1948 
Feb.  2.1,1909 
July  17,1936 
Nov.  20, 1940 
May  10,19:19 
Dec.  21,1948 

do 

Sept.  12, 1938 
Aug.  30.1938 
July  1, 1937 
Apr.  11.1939 
Nov.  20, 1940 
Mar.  23, 19:17 
Oct.  24,19:15 
Dec.  22,1921 
May  23. 1908 
Apr.  21,1915 
July  8, 1916 
Nov.  14, 1936 
July  30, 1937 
Mar.  14, 1939 
Jan.  15. 1940 
July  II,  1940 
May  28, 1941 
May  31, 1939 
June  25,1921 
Aug.  21, 1916 
Aug.  26,  1921 
June  14.1940 
Jan.    27,1944 

Aug.  19,1947 


Citation 


3  CFR,  Cum.  Supp.;  0  F.  R.  lOlQw 


3  CFR,  Cum.  Supp.;  4  F.  R.  1996. 

2  F.  R.  740. 

3  CFR,  Cum.  Supp.;  6  F.  R.  599. 
1  F.  R.51. 

3  CFR,  Cum.  Supp.;  6  F.  R.  6471. 

43  CFK.  1947  Supp.,  Ch.  !»  App.;  12  F.  R. 

54«V1. 
3  CFR,  Cum.  Supp.;  3  F.  R.  2137. 


3CFR,  Cuni. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  F.  R.  1. 
13  F.  R.  8163. 

13  F.  R.  8164. 

13  F.  R.  8163. 
3  CFR,  Cum. 

Do. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  CFR,  Cum. 
3  CFR,  Cum. 

2  F.  R.  2281. 

3  CFR,  Cum. 

Do. 
3  CFR,  Cum. 
3  CFR,  Cum. 
1  F.  R.  2483. 
3  CFR,  Cum. 

Do. 
3  CFR,  Cum. 


Supp.;  6  F. 
Supp.;  6  F. 
Supp.;  6  F. 


R.  ,199. 
R.  .191. 
R.42t(7. 


Supp.;  4  F.  R.  3409. 


Supp.;  4  F. 
Supp.;  3  F. 
Supp.;  6  F. 
Supp.;  4  F. 
Supp.;  4  F. 
Supp.;  4  F. 
Supp.;  4  F. 


R.  3407. 
R.  199,1. 
R.  2743. 
R.  1996. 
R.  2407 
R.  1996. 
R.  2407. 


Supp.;  4  F.  R.  2408. 


Supp.;  7  F. 
Supp.;  4  F. 

Supp.;  4  F. 

Supp.;  4  F. 


R.  3767. 
R.  3408. 

R.  1997. 

R.  1771. 


1  F.  R.  1927. 

3  CFR,  Cum.  Supp.;  4  F.  R.  1997. 

3  CFR,  Cum.  Supp.;  4  F.  R.  1999. 


3  CFit,  Cum.  Supp.;  6  F.  R.  2541. 
3  F.  R.  2C1 


3  CKR,  Cum.  Supp.;  4  F.  R.  2407. 
2  F.  R.  741. 


3  CFR,  Cum.  Supp.;  4  F.  R.  2408. 

743  CFR,  1944  Supp.;  Ch.  I,  App.;  9  F.  R. 

\     4IW  1,4077. 

43  CFK,  1947  Supp.,  Cb.  I,  App.;  12  F.  R.  8. 
2529. 


13  F.  R.  8164. 

1  F.  R.  993. 

3  CFR,  Cum.  Supp.;  6  F.  R.  4623. 
3  CFR,  Cum.  Supp.;  4  F.  R.  1997. 
13  F.  R.  8164. 

Do. 
3  CFR,  Cum.  Supp.;  3  F.  R.  223.1. 
3  CFR,  Cum.  Supp.;  3  F.  R.  2138. 

2  K  "  R.    1  ^"7 

3  CFR,  Cum.  Supp.;  4  F.  R.  1511. 
3  CFR,  Cum.  Supp.;  8  F.  R.  4623. 
2  F.  R.  685. 


1«  U.  S.  C.  671. 


1  F.  R.  2159. 

2F.  R.  1621. 

3  CFR,  Cum.  Supp;  4  F.  R.  1241. 

3  CFR,  Cum.  Supp.;  5  F.  R.  207. 

3  CFR,  Cum.  Supp.;  5  F.  R.  2557. 

3  CFR,  Cum.  Su[)p.;  6  F.  R.  2674. 

3  CFR,  Cum.  Supp.;  4  F.  R.  220L 


3  CFR,  Cum.  Riipp.:  .1  F.  R.  22.11. 

43  CFR,  1944  Supp.;  Ch.  I,  App.;  0  F.  R. 

1.M6. 
43  CFR,  1947  Supp.;  Ch.  I.  App.;  12  F.  B. 

5850. 


IMO :  5  F.  B.  2677. 
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National  wildlife  refuge  ■ 


Nunlvak 

Okefpnokce 

Orotron  Islands 

I'uhio 

Tainted  Woods 

Parker  River 

Passage  Key_ 

Pathfinder 

pea  Island 

Pelican  island 

Petit  Bois 

Piedmont — 

Pine  Island 

Pionr«T  Lake -- 

l'i«hkun 

Plea.'^ant  Lake --- 

I'rairie  Lake 

Pretty  Rock 

I'nbilof  Reservation 

Quillayute  Needles 

Rabb  l-ake 

Railroa<l  Valley 

Red  Rock  Lakes — 


State  or  territory 


Bubdi  vision 


Document 


Date 


Citation 


Rrelfoot  

Rice  Lake 

Rock  Lake 

Rose  Lake ..... 

Ruby  I.aka 

Paliine  

Pacramento -- 

Baint  Lazaria 


Baint  Marki.. 


Balton  Eea 

Palt  Mains 


Oregon 

Montana 

North  Dakota*... 
Ma.s?acbusetts. . . 
Ftorkla 

Wyoming 

North  Carolina.. 
Florida. 

f  .Mabama. 

iMUiSifsippi 

Georsria 

Florida 

North  Dakota... 

Montana 

North  Dakota... 

do 

do 

Alaska. 

Wa^hinpton 

North  Dakota... 

Nevada 

Montana 

Tennessee 

Minnesota 

North  Dakota... 

do 

Nevada, -. 

Louisiana 

California 

Alaska. ...•• — . 


Florida 

California.. 
Oklahoma.. 


2d  Judicial  Division 

Charlton,  Clinch,  War*. 

Curry 

Lake 

Mcl.*an — 

Essex . 

Manatee 

Carbon,  Natrona — ... 

Dare 

Indian  River 


-I 


E.  O.  5005  «... 

E.  0.5470 

E.  O.  7994 «... 

E.  O.Trm 

E.  O.  7035'... 
E.  O.  35<H>... 


Apr. 

Oct. 

Oct. 

Mar. 

May 

June 


1.M929 
22. 1*30 
27,1938 
30, 1W7 
ft.  1935 
25,1921 


::... 


Kalt  River 

hail  .Xiulrt-s 

Sunil  1  akc— 

,'^aiiil'cl     

Bantij  Ana- 

Santf*' 

Savannah 

PchtKil  Section  Lake. 
Bemldi 

Scney 1...... --— 


Sheldon  National  Antelope  Rifiige. 

Shell  Keys 

SIh'H  Lake 

SlM'vennc  Lake 


Arizona 

New  Mexico 

South  Dakota. 

Florid*. 

Teas 

South  Carolina 

i/Oeorgia 

\South  Carolina 

North  Dakota 

Alaska 

Michigan 


Nevada «... 

Louisiana 

North  Dakota.. 
....do 


Mobile 

Jackson  - 

Jasper,  Jones 

I,ee   -•• 

Walsh 

Teton ■ 

Benson ■ 

Nelson • 

Cirant - 

3d  Judicial  Division.. 

Clallam,  Jefterson 

Rolette -•- 

Nye 

Beaverhead 

I*ke,  OWon 

Aitkin 

Towner 

Nels««i 

Elko,  White  Pine 

Cameron 

Olenn,  Colusa 

1st  Judicial  Division. 


Jefferson,  Wakulla,  Taylor.. 

Imperial 

!  Alfalfa. 


Gila 

Dona  Ana 

Brown 

Lee. 

Hidalgo 

Clarendon,  Berkeley.. 
Chatham,  Ethngham. 

Jasper 

Rolette 

3d  Judicial  Divtelon... 


E.O. 

E.O. 

E.O. 

E.  O. 
'  E.O. 
I  E.  O. 

|e.  o. 

E.  O. 

E.O. 
.  E.  O. 
I  E.  O. 
I  E.  O. 

E.  O. 

E.O. 

E.O. 

E.O. 


357B ».. 

8296.... 
7425.... 
78ft4».. 

ioi4»." 

1775".. 

80.37'.. 
9R9'  .. 
8163  ».. 
1664  •.. 
8164".. 
««58  .. 
8659... 
1044... 
705  «.. 


Oct. 

Nov. 

Aug. 

Apr. 
Mw. 
Jan. 


iaiW5 
30.1939 
1,1936 
8,1938 
14.  IWVl 
26.1009 


E.  O.  «W7».. 
E.  O.  7023... 
E.O.  7172.... 

e.'o.'tki  •."' 

E.  0.8165".. 


E.O. 
E.O. 
E.O. 
E.O. 
(E.O. 
E.O. 
E.O. 
E.  O. 
IE.  O. 
E.O. 
E.  O. 
E.  O. 
P.  L. 


ShUmecock 

8iblpy  lAke 

Silver  I.Ake 

Skagit 

Sla<|p 

Smith  Islnnd... 
Snako  Rivor — 

Fnyder  Lake 

Springs  ater 

Squaw  Creek 


Stewart  lAke 

Stoney  Slough 

Storm  Lake 


Schoolcraft 


7V23«.. 
7764".. 

:sr,2*.. 

1040  «.. 
.S740«.. 
7222... 
7749.... 
7977.... 
9119  ... 

7V25«.. 
5314... 
O.  144.. 


May  16.1913 

Jan.  18.1989 
Sept.  1.M9IW 
June  12.1SB9 
Dec.  17,1912 
June  12.1989 
Feb.     3, 1941 

do 

Feb.  27.1909 
23,1907 
21.1948 
2.19B4 
22.1905 
4, 1905 
21.1948 
31, 1935 
12. 1989 
21.1948 
2.1938 
6. 19B7 
FeV>.  27,1997 
Feb    27.1909 
Oct.    31.1931 
Nov.    1.1985 
Nov.  22. 1937 
Sept.  19,1«H8 
Ak-     »'**2 
Nov.  2.\  1930 
July      5. 1988 
Mar.  26.  iu:i0 
June  24,1943 


Oct. 

Dec. 

May 

A|>r. 

Sei)t. 

Dec. 

Oct. 

June 

Dec. 

July 

Dec. 


E.  O.  1032'.. 
E.  O.  8646... 
E.  O.  7169«.. 


E.  O.  5748«.. 
E.  0.7391.... 


»  CFR,  Cum.  Supp.;  3  F.  R.  2581. 
2  F.  R.  739. 


3  CFR,  Cum.  Supp.;  4  F.  R.  4763. 
1  F.  R.  lus'J. 
3  F.  R.  863. 


8  CFR,  Cum.  Supp;  4  F.  R.  391. 

S  CFR,  Cum.  Supp;  4  F.  R.  2409. 

S  CFR,  Cum.  Supp:  4  F.  R.  2409. 
3  CFR,  Cum.  Supp;  6  F.  R.  768. 
3  CFR,  Cum.  Supp,  6  ¥.  R.  770. 

13  F.  R.  8183. 


13  F.  R.  8164. 

3  CFR.  Cum.  Supp.;  4  F.  R.  3409. 

13  F.  R.  8163. 

3  CFR,  (  um.  Supp.;  3  F.  R.  1639. 

2  F.  R.  31KI. 

2  F.  R.  537. 


3  F.  R.  2947. 

S  CFR,  Cum.  Supp.;  8  F.  R.  2262. 

8  CFR,  Cum.  Supp.;  7  F.  R.  2555. 

8  CFR,  Cum.  Supp.;  8  F.  R.  1640. 


I 


E.O.  5858'.. 
|E.  O.  724f.».. 

E.  O.  7»i64... 
IP.  L.  O.  252. 


Strawberry  Valley 

Stump  I-ake -- -- 

Sullys  Hill  National  Game  Preserve. 

Sunburst  I>ake 

Susnuohanua 

SutttT 

8w!in  Luke — ■ 

Swanquarter ---■ 

Tamnrac 

Tennessee.. - ■ 

Tewaukon 


New  York 

North  Dakota 

do 

Washington 

North  DakoU 

Washington 

Idaho 

North  DakoU 

do . 

Ml:'S0Uri 

North  Dakota 

do. 

do 

Utah 

North  Dakota. 

do 

do 

Maryland... 

California 

Mis-souri .... 

North  Carolina 

Minnesota 

Tennessee 


Thief  Valley 

Three  Arch  Rocks 

Tishomingo 


Tomahawk... 
Trcini¥>aleau. 

Tule  lAke — 

Tumbull 

Tuietlni 


North  Dakota.. 

Oregon 

do 

Oklahoma 

North  DakoU.. 
Wisconsin . 

California 

Washington.... 

Ala.ska 


Washoe,  Htunboldt | 

Iberia 

Mountrail 

j  Sheridan 

Suffolk 

I  Origgs 

I  Ben.son,  Ramsey 

.!  Skagit 

,    Kidder 

.    Island 

.    Canyon 

.1  Towner ■ 

.1  Emmons ■ 


bolt 

Slope. 

i  Barnes — 

I  Sargent 

Wasatch ... 

Nelson — - 

Benson 

Emmons 

Cecil,  Harford 

Sutter 

Chariton 

Hyde 

Becker 

Benton,    Decatur,    Henry, 

and  Humphreys. 
Sargent — • 


E.  O.  .VMO ». 
E.0.73t>4... 
E.  O.  682».. 
E.O.  8166 «. 

E.  6.' 8184"»V 
,E.  O.  7,V32-.. 
E.  O.  8167 «. 


Baker,  T'nion 

Tillamook  

Johnston,  Marshall 


E.  O.  1959 « 

E.  O.  7601" 

E.  O.  86«« 

E.  O.  8661 

P.  L.  O.  159 

E.  O.  71.16  « 

E.O.  9311 

E.  0. 8wa 

E.  0.  8663 

E.  6.  1(02'.""! 

E.  O.  4391 

E.  O.  296A  » 

46  SUt.  l.M/9 

E.  O.  86»'>4 

E.  O.  9185 

E.O."  7563  «."."I 

O 

E.  O.  7902« 

E.  O.  U670 

P.  L.  O.  28".... 

E.  O.  S.S7.'i 

E.  O.  6»in  

P.  L.  O.  312.... 


Barnes 

Buffalo,  Trempialcau. 

Modoc,  Siskiyou 

Spokane 

3d  Judicial  Division... 


Feb  2.M909 
Jan.  22.1941 
Sept.  4.1985 
Dec.  21,1»48 

do . 

.....do 

Nov.  \X  1931 
June  17.1936 
IVr.  21.  1948 
June  17.1932 
Dec.  10.1935 
July  17,1907 
Dec.     ^  1»44 

Jan.  26,1031 
May  ti,  1936 
Aug.  17,1907 
June  12.19.39 
Dec.  21,1948 
June  8^  1939 
Jan.  8. 1937 
June  1Z193S 
Dec.  21,1948 

do 

do 

Juno  6, 1914 
Aug.  17,1837 
Feb.     3, 1941 

....  do 

Aug.  17,1943 

Aug.  23,1035 
Mar.  6,1943 
Feb.     3, 1941 

do 

D<»c.  21,1948 
Feb.  6, 1909 
Mar.  11,1926 
Mar.  »,  ISO.'. 
Mar.  3,isni 
Fib.  3. 1941 
June  23,1942 
Dtc.  21.  1948 
Feb.  27.1937 
Doc.  21.1948 
Mav  31,1938 
Dec.   28,1945 


43  CFR,  Cum.  Supp.;  Ch.  I,  App.;  8  F.  R. 
0430. 

8  CFR,  Cum.  Supp.;  6  F.  R.  592. 

13  F.  R.  8164. 
Do. 
Do. 

1  F.  R.  713. 
13  F.  R.  8163. 


2  F.  R.  MU9.  _  „ 
43  CFR.  1944  Supp.;  Ch.  1.  App.  9  F.  R. 

14649. 

I 

1  F.  R.  407. 

8  CFR.  Cum.  Supp.;  4  F.  R.  2410. 

13  F.  R.  sua. 

8  CFR,  Cum.  Supp.;  4  F.  R.  2689. 

3  F.  R.  f>3. 

3  CFR,  Cum.  Supp.:  4  F.  R.  2410. 
IS  F.  R.  hlia. 
13  F.  R  8164 
Do. 

2F.  R.  1701.  _  „   -^ 

8  CFR,  Cum.  Supp.;  6  F.  R.  <7fc 

43rf'FK,  1943  Supp.,  Ch.  I,  App.;  8  F.  K. 
11815. 

3  CFR,  Cum.  Supp.;  8  F.  R._2«13. 
3  CFR.  Cum.  Supp.;  6  F.  R.  -  >U. 
3  CFR.  Cum.  Supp.;  6  F.  R.  7il. 
13  F.  R.  8163 


E.  O.  S6*>5.... 

E.  O.  7437  «.. 
fE.  O.  .'945  ».. 
—ME.  O.  r.t41... 

E.  O.  7t»l'. 
(P.  L.  O.  484. 
\E.  O.  1039  >. 


16  IT.  S.  C.  674.  ^    ^    .„ 

3  CFR,  Cum.  Supp.;  6  F.  R.  '<]■ 
3  CFR,  Cum.  Supp.:  7  F.  R.  8723 
13  F.  R.  Hl<4. 

2  F.  R.  m:. 

13  F.  R.  8164. 

3  F.  R.  12.V..  ^   „    , 
3  CFR.  1946  Supp.;  11  F.  R.  4. 

June  26.1045     43  CFR,  1045  Supp,  Ch.  I,  App.;  10  F.  K. 
Oct.    22. 1040     3  CFR,  Cum.  Supp.;  5  F.  R.  421:.. 

fan!    -X  Im^     43  CFR,  l'.M6  Supp.,  Ch.  I,  App.:  U  i    U 

l'>«>3.  „ 

Feb.     3.1941  '  3CFR,Cum.  Supp.;6r.  R.  <<»• 

Aue.  21.1936,1  1  F.  R.  13«1. 
Nov.    3.1932! 
Apr.   m.  11C6'     1  F.  R.  1)'7. 
Julv   30. 11137     2  F.  R.  lti'.'2. 
June    7. 1948i     13  F.  R.  'i*'J^ 
.    Feb.   27. 1909  , 


National  wildlife  refuge  ■ 


State  or  territory 


Tybee 

I  iiion  .Sloogh 

Upper  KUunalb 


Georgia. 

Iowa.... 

...    Oregon., 
lllitiols.. 


Un[M.r  Mlsf.i.«»ippi  River  WUdltfe  and 
Fi&li  ReXugii. 


I'pper  Sourl* 

Valentine 

Waubajr 

West  Sister  Island. 
Wheeler 


Iowa. 


White  I*ke 

White  River.... 


Wichita  MounUins  Wildlife  Refuge... 

Willows  Island 

WildfangLake 

Wild  Hloe  Lake 

Wlllapa 

Willow  Creek 

Willow  Lake 

Wilson 

Wmnemucca 

Wintering  River 

Wolf  Island 

Wood  Lake 

Yanktonal 


MInncsoU. 
Wisconsin  . 


MinnesoU  and  WU- 
ooiisia. 

North  Dakota 

Nebraska 

South  Dakota 

Ohio 

Alabama 


CubdivisioB 


Chatham 

Kos-siith 

Klamath 

Carroll.  Jo  Davles.s,  Rock  Is- 
land. Whiteside. 

Allamakoe,  Clayton.  Clin- 
ton. Dubuque.  Jackson. 
Scott. 

Houston,  Winona,  Wabasha 

I 

Buffalo,  Crawford,  Grant, 
La  Crosse,  Trempealeau, 
Vernon. 


Document 


Data 


Citation 


North  DakoU... 

A^kan^>a8 


Oklahoma 

Maine 

North  DakoU.... 
...do 

Washington ... 

Montana 

North  DakoU.... 

Georgia 

Neva<la  

North  Dakota.... 

Georgia 

North  Dakota . 

—  .do 


Renville,  Ward 

Cherry 

Day 

Lucas 

Limestone,  Madison,  Mor- 
gan. 

Slope 

Monroe,  De.sha,  Arkansas, 
Philli(is. 

Comanche 

Knox 

Burleigh 

Sargent 

Pacific 

I>ewiSi  Clark... 

Rolette 

Effingham 

Pershing,  Washoe 

McHenry , 

Mcintosh 

Benson 

Mclean 


■{ 


.  O.  7882  >. 
.  O.  8015... 
.  O.  7976t. 
.  O.  4851  ». 
.  O.  4.119... 
.  O.  ,5721.. 
.  O.  4519... 
.  O.  5721... 

.  0.4519... 
.  O.  .S721... 

O.  7212... 

O.  7452... 

O.  4519... 

O.  .S721... 

O.  7212... 
•  O.  7452... 

O.  8331.  . 

L.  0.195  . 

E.  O.  7161 «.. 
E.  O.  7I42».. 
K.  O.  W)13... 
E.  O.  7245».. 
E.  O.  7937'.. 
E.  O.  97i)0«.. 
E.O.  7926... 

K.'O.'SOW '.' 
E.O.  7173'.. 

(I'roc.  ,Vj3 

E.  0.7116... 
Proc.  2211... 


rE.  O.  7541  ». 
[Y..  O.  7721  .. 
E.O.  1032  «. 


May  9. 1938 
Nov.  .%,  1H:« 
Sept.  lu.  193H 
.\pr.  3, 1H28 
Oct.  2. 1926 
Sept.  19, 1931 
Oct.  2. 1926 
Sept.  19,1931 


'  Oct. 

Sept. 
Oct. 
Sept. 
Oct, 
.Sept. 
Oct. 
Sept. 
Jan. 
,  Dec. 

I  Aug. 

Aug. 
'  Nov. 
'  Dec. 
'  -Aug. 

Oct. 
1  July 

Aug. 

Feb. 

Sept. 


2,1926 
19.  Il»3l 
24. 1R3S 
19.  l'J36 

2.  1^26 
19,  19:11 

24.  iy.<.-i 

19,  1936 

24, 1940 

7,1943 

27, 1935 
14,  l!i35 
25.1938 
10.  li'35 

2.  I93H 
14,  1946 

7,1938 
12,  1947 

3,1941 
14. 1935 


June  2, 1905 
July  20.19.35 
Nov.  27, 1<*36 
Dec.  21,1948 

....do 

....do 

Jan.    22. 10,'<7 

8,1937 

25, 19lt9 

21,1948 

do 


Oct 
Feb 
Dec 


Aug.  19,1936 
Fob.  3, 1941 
Apr.  3,1930 
Dec.  21,1948 
do 


3  F.  R.  1084. 

3  ("KR,  Cum.  Supp.:  3  F.  R.  2821. 

3  CFR,  Cum.  Supp.,  3  F.  R.  2261. 


143  Slat.  650.  asarcendo<!  Iv    3  Siat.  ISM 
45  Stat.  502  and  4S  SUI.  101.5. 


1  F.  R.  1631. 


Do. 
3  CFR.  Cum.  Supp.:  5  F.  R.  314. 
43  CFK,  iy43  Supp..  Ch    1,  Ai>p.;  8  F.  R. 

n>7tt8.  \rm. 


.   CFR.  Cum.  Supp.;  3  F.  R.  2783. 

3  CFR.  Cum.  Supp.:  3  F.  R.  2f)47 
3  CFR.  1946  Supp.;  11  F.  R.  12121. 
3  CFR,  Cum.  Supp.;  3  F.  R.  1660. 
12  F.  R.  .5942. 
3  CFK,  Cum.  Supp;  6  FR  771. 


34  SUt.  3062. 

1  F.  R.2481. 
13F.  R.8164. 
13  R.  R.  8163. 

Do. 

2  F.  R.  168. 

2  F.  R.  2465. 

13  F.  R.  8163. 
13  F.  R.8164. 
1  F.  R.  1335. 

3  CFR,  Cum.  Supp.;  6  F.  R.  771. 

13  F.  R.  8163. 
Do. 


'  National  wildlife  refuge  unleRfi  otherwlRP  designated. 

•I»e8lgnated  a  national  wildlife  refujre  by  Proclamation  No.  2416,  July  25,  1940  ;  5  F.  R.  2677. 

S  17.4    Cooperative  refuges. 


Cooperative  refuge ' 

Sute 

Subdivision 

Date 

Citation 

Bstchtown 

<'alhoun ', 

Flanuigan  Island '.'...'.'.'.'.'.'.'. 

Henlerson ........... 

lUlnob 

do : 

do 

do 

Calhoun 

Calhoim,  Jersey 

Adams 

Henderson 

Oct.     6. 1947 
Nov.    8.1946 
Nov.  19, 1946 
do 

12F.  R.I597. 
11  F.  R.  13397. 
11  F.  R.  13644. 
11  F.  K.  1.1641. 
II  F.  R.  1.1640. 
11  F.  R.  1.3642. 
11  F.  R.  13397. 

Keithsburg 

do 

Iowa 

Illinois ;: 

Mercer 

"""do 

LouLsa 

Spring  Lake 

Louisa 

Carroll 

do 

Nov.    8, 1946 

St 

J 


•  Cooperative  refuge-s  are  titled  "WiLllife  Refuges'"  unless  otherwise  indicated 

\  17.5     Wildlife  management  areas 


Wildlife  management  areas 

Stale 

Sutxllvision 

Document 

DaU 

Citation 

Beltrami 

Minnesota    .. 

Beltrami,   Roseau,   and    Lake   of  the 
Woods. 

Chesterfield,  Darlington 

Boone 

Jackson,  Monroe,  Juneau,  and  Wood 

Jefferson,  Oswego,  Schuyler, Tompkins, 

Chautauqua,    Allegany,    Livingston, 

Ontario,  Y'ates,  Madison,  Delaware, 

and  Albany. 

Moore,  Richmond,  and  Scotland 

Graham 

Cottonwood 

Washington 

fE.O.909l^#.... 
\P.  L.  0.  495..... 

E.O.  8.510 

E.O.  8,509 

E.O.  8763 

E.  O.  9234 

E.  0.8,548 

E.O.  9140 

E.O.  9192 

EVb."8i'73"IIII." 

Mar.   6,1942 
July     8, 1948 
Aug.    8, 1940 

do    .    ... 

May  28,1941 
Aug.  31,1942 

Sept.  24, 1940 
Apr.  20,1942 
July     3, 1942 
Dec.  25.1948 
June  15,1939 
Dec.  26,1948 
do 

36  F.  R.,  Cum.  Supp;  7  F.  R.  1778,3767 

13  F.  R.  4016,  4189. 

3  CFR,  Cum.  Supp.;  5  F.  R.  2818. 

Do. 
3  CFR,  Cum.  .tJupp.;  6  F.  R.  2674. 
3  CFR,  Cum.  Supp.;  7  F.  R.  6925. 

3  CFR,  Cum.  Supp.;  5  F.  R.  3810. 
3  CFR,  Cum.  Supp.:  7  F.  R.  2961. 
3  CFR,  Cum.  Supp.;  7  F.  R.  5151. 
13F.  R.8344. 

3  CFR,  Cum.  Supp.;  4  P.  R.  2444. 
13  F.  R.  8344. 
Do. 

Carolina  Sandhill 

Missouri 

NecKlah  ....\ ] 

New  York 

North  Carolina 

Safford ^ 

Talcot  Lake 

Vaioo 

South  Carolina 

Mi.ssouri 

Wisconsin 

New  York 

North  Carolina 

Arizona 

Minnesota 

Missi.s.sippl 

^; 


I,  J 


§  17.6    Research  refuges.   _ 

/ 

Research  refuges 

State 

Subdivision 

Document 

Dale 

Citation 

Paluient  Research  Refuge 

Maryland      ... 

Anne  Arundel,  Prince  Georges 

E.O.  7514 

Dec.  16,1936 

1  F.  R.  2495. 

i  i^:£!:i;:i'i;Si;^\^nSi^.s:^rvs^^^  ^o.  2416,  amy  2,.  io4o ;  ^  f.  r.  .6T7. 


^54 


RULES  AND  REGULATIONS 


S  17.7    Federal  aid  areas. 


Federal  aid  areai 


Greys  River  Elk  Winter  Pasture  and 
Feed  Oround. 


fUte 


Independence  County 

Lake  AVwhlngton  State  Oame  Refuge. 

North  Lake  Waterfowl  Refuge 


Wyomlnir 


Arkansas 

North  DakotA. 


Subdivision 


Idaho. 


ArkaniM.. 


Randolph  County  State  (lame  Refuge. 

binlaliekin    Deer   Wiut<r   Range  and     Washington 

Wildlife  Refuge.  I 

E'quaw    Cfifk    Antelope    Range    and  ; (lo  . 

Wildlife  Refuge.  ^      ,  i 

fummrr    LaUi-    Migratory    V  aterlowl  ;  Oregon. 

and  tiame  Management  .^rea. 


Lincoln 

Indei>«ndenoe , 

Eddy 

JefTenon 

Randolph 

Okanogan 

Klttitaa 

Lake 


Document 


Date 


t 


P.  L.  O.  158.. 
L.  O.  «3.. 


E.  0.8708... 
P.  L.  0.  158. 

P.  L.  o.  rs. 


E.  0.  MM  ... 

E.  O.  8020.... 


E.  O.  S<32... 
P.  L  O  300 


▲u«.     4,1M3 

Mar.  10,1044 

Mar.  10,1041 
Aug.  U1043 

May  31, 1M5 

Apr.  13,1043 
Oct.  22.1041 

Dec.  r,l»40 

Oct.    2MM5 


Citation 


43  CFR,  1043  Supp..  Ch.  1,  App.;  8  F    R 

11ZJ3. 
43  CFR,  1M4  Supp.,  Ch.  T,  App.;  0  P.  R 

34:^. 
8  CFR.  Cum.  Supp.;  6  F.  R.  1300. 
43  CFR,  10*3  Supp.,  Ch.  I,  App.;  8  F   H 

11A04. 
43  CFR.  1045  Supp..  Ch.  I,  App.;  10  F   U 

8  CFR,  Cum.  Pnpp.;  7  F.  R.  »\n. 
3  CFR,  Cum.  Supp.;  «  F.  H.  6441. 

8  CFR,  Cum.  Supp.;  6  F.  R.  .S275. 

43  CFR.  1045  Supp..  Ch.  I,  App.;  10  F   U 
137M. 


S  17.8    Administrative  sites  and  experiment  stations. 


AdniiiiLstratlve  »iles  and  experiment  stations 


Fairbanks  Experiment  Station. 


ite 


Fort  Yukon  Wildlife  Administrative 

Kenai  Wildlife  A<lmini.«!tr»ti\e  .'^ite 

Kodirjk  \\  ildlilo  Administrative  Sit* 

Marshall  Wildlife  Admini.strative  Site  .. 
Mc<ir«th  Wildlife  Administrative  Site 

Near  island  AilministraliNe  Site 

Snag  Point  Wildlife  Adnilni.«rative  Uile 


Part  20 — Game  Ranges 

20.1  Protection  of  wildlife. 

20.2  Acts  not  permitted  on  game  ranges,  or 

wildlife  refuges. 
20  3     Grazing. 

20.4  Specimens  for  scientific,  exhibition,  or 

propagating  purposes. 

20.5  Scientiflc  studies. 

20.6  Removal  of  surplus  animals. 

20.7  Economic  utilization  of  resources. 

20.8  Fishing. 

209    Exhibition  and  revocation  of  permits. 

At.THORmr:  §i  20.1  to  20  9  issued  under  43 
Stat.  98.  sec.  10,  46  Stat.  1224.  48  Stat.  1269; 
18  U.  B.  C.  41,  16  U.  S.  C.  7151,  43  U.  S.  C- 
ch.  8A. 

BoxxacE:  J 5  20.1  to  20.9  contained  In  Reg., 
Feb.  13,  1937,  2  P.  R.  690. 

S  20.1  Protection  of  wildlife.  It  Is  not 
permitted  to  hunt,  trap,  catch,  disturb, 
or  kill,  or  attempt  to  hunt,  trap,  catch, 
disturb,  or  kill  any  wild  bird  or  other 
animal,  or  to  take  or  molest  the  nest  or 
eggs  of  such  birds,  on  any  game  ranges. 
or  wildlife  refuges  within  grazing  dis- 
tricts except  when  authorized  by  permit 
Issued  by  or  under  the  authority  of  the 
Secretary:  Provided,  That  duly  author- 
ized grazing  permittees  and  employees  of 
the  Department  of  the  Interior  engaged 
in  the  control  of  predatory  animals  and 
rodents  may  trap  or  otherwise  take  such 
rodents,  predatory  animals,  or  predacious 
birds  when  in  the  opinion  of  the  Director, 
control  measures  are  necessary  to  reduce 
the  numbers  of  such  animals  or  birds  In 
order  to  safeguard  the  perpetuation  of 
other  species  of  wildlife,  to  protect  live- 
stock, or  to  conserve  grazing  resources, 
or  to  retard  soil  ero.^ion, 

5  20.2  Acts  not  permitted  on  game 
ranges,  or  wildlife  refuges.  The  follow- 
ing acts  are  not  permitted  on  lands  of 
the  United  States  within  game  ranges. 
or  wildlife  refuges  within  grazing  dis- 
tricts : 

(a)  Setting  on  fire,  or  causing  to  be 
set  on  fire  any  timber,  brush,  or  gras.s. 


Territory 


Pubdlvislon 


Alaska. 


....do- 
...do.. 

do.. 

....do.. 
.....do.. 
.....do.. 
.....do.. 


Fourth 

Third 

do 

Seoood 

F(Mirth 

Third 

do.....  ............. 


Document 


IK.  O.  4<«».. 
E.  O. 4710. 
[E.  O.  S3i2.. 
E.  O.  S3M. 
E.G.  0802. 
E.  O.  flWO. 
K.  0.6W1. 
E.  O.8073 
E.  O.  6833. 
E.  O.  6»16. 


Date 


Apr. 
Sept. 
May 

JiUM 

Aug. 
Feb. 
Not. 
Feb. 
Aug. 
Jan. 


13.  ik: 

12,  iw: 
33.1«i> 

r,  rjfti 
4.  m* 

20,1U,U. 

13,  lKi« 

19.  lu  • 

».  !«:;•» 

11,  l«l!* 


except  as  authorized  by  the  resident  of- 
ficer in  charge  of  such  area. 

(b)  Building  a  camp  fire  In  leaves,  rot- 
ten wood,  or  other  places  where  it  Is 
likely  to  spread;  against  large  or  hollow 
logs  or  stumps  where  it  is  difQcult  to  ex- 
tinguish it  completely;  or  in  any  other 
dangerous  place,  or  during  windy 
weather,  without  confining  it  to  holes  or 
cleared  spaces  from  which  all  vegetation, 
or  other  inflammable  material  has  been 
removed. 

(c)  Leaving  a  camp  fire  unattended  or 
not  completely  extinguished. 

(d)  Disturbing,  molesting,  or  interfer- 
ing, by  intimidation,  threat,  assault,  or 
otherwise,  with  any  person  engaged  in 
the  management  of  wildlife  or  livestock 
on  such  ranges,  or  refuges,  or  the  pre- 
vention of  trespass  thereon. 

<e)  Unless  authorized  by  permit  from 
the  resident  officer  in  charge,  the  car- 
rying of  a  firearm,  except  by  authorized 
Federal  or  State  officers. 

(f)  Throwing  or  placing  a  burning 
cigarette,  match,  pipe  heel,  firecracker, 
or  any  ignited  substance  in  any  place 
where  it  may  start  a  fire;  or  discharging 
any  kind  of  fireworks  on  any  part  of 
such  ranges,  or  refuges. 

(g)  The  destruction.  Injury,  deface- 
ment, removal,  or  disturbance  In  any 
manner,  of  any  building,  notice,  sign, 
signboard,  equipment,  fence,  post,  road, 
trail,  dike,  dike  embankment,  dam, 
bridge,  or  other  structure,  or  of  any  other 
public  property  of  any  kirn;  on  such 
rarffees.  or  refuges. 

(h)  Entering,  occupying,  or  asing 
without  permission  from  the  officer  In 
charge,  any  building  of  the  United  States 
on  such  areas  used  for  administration 
purposes  by  the  Bureau  of  Land  Manage- 
ment, of  the  Department  of  the  Interior. 
or  by  the  Service,  except  In  case  of 
emergency  to  prevent  human  suffering. 

(i)  The  entering  or  being  upon  such 
land  with  Intent  to  destroy,  molest,  dis- 
turb, or  Injure  property  used,  or  acquired 


for  use,  by  the  United  States.  In  the 
administration  of  such  areas. 

(J)  The  dumping  of  garbage,  or  other 
refuse  or  debris,  or  the  draining  or 
dumping  of  oils,  acids  or  poisons  In.  or 
otherwise  polluting  any  waters,  water- 
holes,  or  streams  within  any  such  ranges. 
or  refuges. 

S  20.3  Grazing.  No  cattle,  sheep, 
horses,  or  other  livestock  are  permitted 
to  graze  on  the  public  lands  within  the 
exterior  boundaries  of  game  ranges,  or 
refuges,  within  grazing  districts,  except 
under  permit  of  the  Secretary  of  the  In- 
terior and  in  accordance  with  such  con- 
ditions as  he  may  prescribe  therein  and 
no  grazing  Is  permitted  on  lands  within 
the  exterior  boundaries  of  such  game 
ranges  or  refuges,  which  have  been  or 
which  hereafter  may  be  acquired  by  the 
United  States  for  the  conservation  of  mi- 
gratory birds  and  other  wildlife,  except 
under  permit  of  the  Secretary  and  In 
accordance  with  such  conditions  as  he 
may  prescribe  therein. 

5  20.4  Specimens  for  scientific,  exhibi- 
tion.  or  propagating  purposes.  Speci- 
mens of  plant  and  animal  life  or  other 
natural  objects  on  any  range,  or  ref\;ge. 
within  a  grazing  district,  may  be  taken 
for  scientific,  exhibition,  or  propagating 
piu-poses.  under  special  permit  Lssued  by 
the  Secretary  and  countersigned  by  the 
Director,  but  no  such  permit  shall  b' 
deemed  to  authorize  the  taking  posses- 
sion, transportation,  or  sale  of  any  wild- 
life, or  the  nests  or  eggs  of  birds,  (on- 
trary  to  State  or  Federal  law. 

5  20.5  Scientific  studies.  Any  person 
may  enter  upon  any  range,  or  refuge, 
within  a  g/czing  district,  for  scientiflc 
study,  the  taking  of  photo.c:raphs  thereon. 
or  for  other  like  purposes,  but  must  com- 
ply with  the  rer'^ilalions  in  tl^is  part,  and 
the  rules  for  the  administiaiion  of  graz- 
ing districts. 


Wednesday,  May  11J949 

5  20.6  Removal  of  surplus  animals. 
Whenever  it  shall  appear  after  Investiga- 
tion that  the  number  of  any  species  of 
game  animal  on  any  range,  or  refuge, 
within  a  grazing  district,  shall  have  In- 
creased beyond  the  numbers  specified  In 
the  Executive  order  establishing  the  par- 
ticular range,  it  shall  be  the  duty  of  the 
Director,  and  the  Director,  Bureau  of 
Land  Management,  Department  of  In- 
terior. Jointly  to  determine  the  number 
of  surplus  animals  It  Is  desirable  to  re- 
move from  such  range,  or  refuge,  and 
upon  such  determination  such  surplus 
animals  may  be  removed  under  such  con- 
ditions and  in  the  manner  authorized  or 
prescribed  by  the  Director. 

§  20.7  Economic  utilization  of  re- 
sources. Permits  to  cut  and  remove 
timber  or  firewood,  occupy  or  cultivate 
areas,  use  any  material  of  commercial 
value,  or  make  other  like  use  of  any  lands 
within  the  exterior  boundaries  of  ranges, 
or  refuges,  within  grazing  districts,  which 
lands  have  been  or  may  hereafter  be  ac- 
quired by  the  United  States  for  the  use  of 
the  Department  for  the  con.servation  of 
migratory  birds  or  other  wildlife,  not  In- 
consistent with  the  objects  for  which 
such  ranges,  or  refuges,  were  established 
may  be  Issued  by  the  Director,  upon  such 
rates  of  charge,  if  any,  as  may  be  ascer- 
tained and  determined  by  him  to  be  com- 
mensurate with  the  value  of  the  privilege 
given  by  such  permits.  Permits  for  like 
purposes  as  to  other  lands  within  such 
ranges,  or  refuges,  may  be  Issued  In  con- 
formity with  rules  and  regulations  of  the 
Department  of  the  Interior  covering  such 
usage:  Provided,  That  In  order  to  safe- 
guard* the  food  and  cover  requirements 
for  wildlife,  permits  to  remove  timber  or 
firewood  from  the  range,  or  refuge,  shall 
not  be  Issued  until  applications  therefor 
have  first  been  approved  by  the  resident 
officer  of  the  Service  and  timber  per- 
mittees shall  make  such  disposition  of 
brush,  tops.  lops,  slashings,  and  other 
forest  debris  resulting  from  timber 
operations  as  such  officer  may  prescribe. 

S  20.8  Fishing.  Any  person  may  enter 
upon  any  range,  or  refuge,  within  a  graz- 
ing district  for  the  purpose  of  fishing  in 
accordance  with  the  laws  of  the  State  In 
which  such  range,  or  refuge.  Is  located, 
but  must  comply  with  the  provisions  of 
the  regulations  in  this  part,  and  the  rules 
for  the  administration  of  grazing  dis- 
tricts. 

i  20.9  Exhibition  and  revocation  of 
permits.  Permits  shall  be  exhibited  for 
Inspection  at  any  reasonable  time  upon 
request  of  any  officer  or  employee  of  the 
Department  of  the  Interior  engaged  In 
the  administration  of  such  ranges,  or 
refuges,  or  in  the  enforcement  of  laws 
and  regulations  applicable  to  wildlife. 
Any  permit  may  be  terminated  at  any 
time  by  agreement  between  the  Issuing 
officer  and  the  permittee;  It  may  be  re- 
voked by  the  Director.  Bureau  of  Land 
Management,  Department  of  the  Interior, 
or  his  designated  representative.  If  Issued 
by  or  under  his  authority,  or  by  the  Di- 
rector, or  his  designated  representative. 
If  Issued  by  or  under  his  authority,  for 
noncompliance  with  the  terms  thereof 
or  of  the  regulations  in  this  part,  for 
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nonuse.  or  for  violation  of  any  law  or 
regulation  applicable  to  the  game  range, 
or  wildlife  refuge,  or  of  any  State  or  Fed- 
eral law  protecting  wildlife  or  the  nests 
or  eggs  of  birds;  and  It  Is  subject  at  all 
times  to  discretionary  revocation  by  the 
Secretary. 
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Part  31— PAanc  Region 
Sec. 

31.1      List  of  States. 

Subpart — Black  CotJLnt  National  Wildlife 
Retuge,  Montana 


Sec. 
31.2 
31.3 
31.4 
31.5 
316 
31.7 


FISHINQ 

Pishing  permitted. 

State  fishing  laws. 

Fishing  licenses  and  permits. 

Routes  of  travel. 

Use  of  boats. 

Temporary  restrictions. 


stjbpart — bowdoin  national  wildlife 
Refuge.  Montana 


and    coots    per- 


HUNTINQ 

31.11  Hunting    waterfowl 

mitted. 

31.12  Hunting  licenses  and  permits. 

31.13  Disorderly  conduct;    intoxication. 

31.14  Hunting  dogs. 

31.15  Entry  upon  refuge;  firearms. 

31.16  Fires  and  camping, 

noncommebcial  rXSHINO 

31.17  Noncommercial  fishing  permitted. 

31.18  Waters  open  to  fishing. 

31.19  State  fishing  laws. 

31.20  Fishing  licenses  and  permits. 

31.21  Routes  of  travel. 

31.22  Use  of  boats. 

31.23  Temporary  restrlctlona. 

1 

COMMERCIAL  FISHINQ 

31.24  Commercial  fishing  permitted. 

31.25  State  fishing  laws. 

31.26  Fishing  licenses  and  permits. 

31.27  Routes  of  travel. 

31.28  Reports. 

31.29  Revocation  of  permits. 

31.30  Firearms. 

Subpart — Charles  Sheldon  Antelope  Range, 
Nevada 

HUNTINO 

31.41  Hunting  permitted. 

31.42  Excepted  area. 

31.43  Entry. 

31.44  State  hunting  laws. 

31.45  Exception. 

Subpart — Cold    Springs    National    Wildlifs 
Refuge,  Oregon 

fishing 

31.51  Fishing  permitted. 

31.52  Waters  open  to  fishing. 

31.53  State  fishing  laws. 

31.54  Fishing  permits. 
31.65  Routes  of  travel. 

31.56    Use  of  motor  boats  prohibited. 


Subpart — Conconullt    National 
Refuge,  Washington 


Wildlife 


FISHINQ 

31.61  Fishing  permitted. 

31.62  State  fishing  laws. 

31.63  Fishing  licenses  and  permits. 

31.64  Routes  of  travel. 

31.65  Use  of  motorboats  prohibited. 

31.66  Temporary  restrictions. 

Subpart — Creedman  Coulee  National 
Wildlife  Rxfuqi,  Montana 

FISHINQ 

81.71  Pishing  permitted. 

31.72  State  fishing  laws. 


Sec. 

31.73 
31.74 
31.75 
31.76 


Pishing  licenses  and  pernolts. 
Routes  of  travel. 
Use  of  boats  prohibited. 
Temporary  restrictions 


Subpart — Deer     Flat     National      Wiloufs 
Refuge,  Idaho 

FISHINQ 

31.81  Fishing  permitted. 

31.82  Area  closed  to  fishing. 

31.83  State  fishing  license;    exhibition. 

31.84  Routes  of  travel. 

31.85  Temporary  restrictions. 

31.86  Restrictions   during   hunting   season. 

PRIVATE  operations 

31.87  Permits  for  private  operations. 

PUBLIC  use 
Public  use. 


31.88 
31.89 
31.90 
31.91 
81.92 


Motorboats. 
Recreational  activities. 
Fires. 
Artificial  lights. 

HUNTING 


31.93  Hunting  permitted. 

31.94  Areas  open  to  hunting. 

31.95  State  laws. 

31.96  Hunting  licenses  and  permits. 

31.97  Disorderly  conduct;  Intoxication. 

31.98  Hunting  dogs. 

31.99  Entry  upon  refuge;  firearms. 

81.100  Penalties. 

Subpart — Desert  Game  Range,  Nevada 

HUNTING 

81.111  Deer  hunting  permitted. 

31.112  Area  open  to  hunting. 

31.113  Entry. 

31.114.    State  hunting  laws. 
31.115     State  cooperation. 

Subpart — Fort  Peck  Game  Range,  Montana 

HUNTING 

31.121  Deer  hunting  permitted. 

31.122  Area  open  to  hunting. 

31.123  Entry. 

31.124  State  hunting  laws. 

31.125  State  cooperation. 

Subpart — Hart  Mountain  National  Antelopb 
Refuge,  Oregon 

hunting 

81.131  Hunting  of  deer  permitted. 

31.132  Area  open  to  hunting. 

31.133  Compliance  with  State  laws  and  reg- 

ulations. 

31.134  Disorderly  conduct;  intoxication. 

31.135  Entry  upon  refuge. 

31.136  Limitation  on  firearms. 

Subpart — Lake    Mason    National    Wilolifk 
Refuge,  Montana 

hunting 

31.151  Hunting  permitted. 

31.152  Area  open  to  hunting. 

31.153  State  laws. 

31.154  Hunting  licenses  and  permits. 
31.165  Disorderly  conduct;  Intoxication. 

31.156  Hunting  dogs. 

31.157  Entry  upon  refuge;  firearms. 

31.158  Penalties. 

Subpart — Lenore    Lake    National    Wildufb 
Refuge,  Washington 

fishing 

81.161  Pishing  permitted. 

31.162  State  fishing  laws. 

81.163  Pishing  licenses  and  permits. 

81.164  Routes  of  travel. 

31.165  Use  of  motorboats. 

81.166  Temporary  restrictions. 


i 


^  • 


uJI 


2456 

StrBPAUT — LiTTtK   Pend  Orziixz   NATIOKAIi 
Wnj>Ljn:  Refuob,  Waskinotoh 


RULES  AND  REGULATIONS 

•VBPAVr — ^lUlLBOAO  Vaixbt  Matiohal  WlLDUr* 
RXrVGB,    NXTAOA 


Bee. 

31.171 

31.172 

81.173 

81.174 

31.175 

31.176 


rlSHIMO 

Fishing  permitted. 
Waters  open  to  fishing 
State  fishing  laws. 
Fishing  licenses  and  permits. 
Routes  of  travel. 
Use  ol  motor  boats. 

HxmriNo 


31.177  Deer  hxinting  permitted. 

31.178  State  game  laws. 

81.179  Hunting  license  and  permit. 

81.180  Disorderly  conduct,  intoxication. 

81.181  Forfeiture  of  privileges. 

etrBPAST — LowvK    Klamath    National    Wild- 
lot;  Retugk,  CALiroaNiA  and  Oreoom 

HUNTING 

81.191  Hunting   permitted. 

81.193  Areas  open  to  hunting. 

81.193  State  laws. 

31.194  Hunting  llceni>es  and  permits. 

81.195  Disorderly  conduct;  intoxication. 

31.196  Hunting  dogs. 

31.197  Entry  upon  refuge;   firearms.. 

81.198  Penalties. 

Subpart — Maiheus  National  Wildmit 
RzraoE,  Okxoon 

nSHINO 

81.201  Fishing  permitted. 

81.202  Licenses. 

31.203  Routes  of  travel. 
81.304  Firearms  and  fires. 

81.205  Suspension  of  fishing  privileges. 

31.206  Revocation  of  permits. 

HUNTTNO 


81.207 

Hunting  permitted. 

81.208 

Area  open  to  hunting. 

31.209 

Entry. 

31.210 

Permit. 

81.211 

Dogs. 

31.212 

Boats. 

31.213 

State  cooperation. 

Subpart— McKat   Crxck   National   Wildlieb 
Retuge,  Oregon 

nsBiNO 

81.221  Fishing  permitted 

81.222  Waters  open  to  fishing. 

81.223  State  fishing  laws. 

31.224  Fishing  permits. 

31.225  Routes  of  travel. 

81.226  Use  of  motor  boats. 

SxTBPAKT — Medicine  Lake  National  Wilblite 
Retuoe,  Montana 

flBHING 

81  231  Pishing  permitted. 

81  232  Waters  open  to  fishing. 

31.233  State  fishing  laws. 

31.234  Pishing  licenses  and  permits. 

31.235  Routes  of  travel. 

31.236  Use  of  boats. 

81.237  Temporary  restrictions. 

HUNTING 

81.238  Hunting  permitted. 

31.239  Public  shooting  area. 

31.240  Entry. 

81.241  Hunting  licensee  and  permits. 

81.242  Dogs. 

Subpart — Ninepipe  and  Pablo  National 
WiLOLirs  Retuges,  Montana 

nSHINO 

81.251  Fishing  permitted. 

81.252  Licenses. 

31.253  Routes  of  travel. 

81.254  Firearms  and  fires. 


HUNTlNa 

Hunting  permitted. 
Shooting  area. 

Entry. 
Permits. 


Sec. 

31J71 

81.272 

31.273 

31.274 

Subpart— Rid  Rock  Lakes  National  Wildlife 
Refuge,  Montana 

HUNTOfa 

81.281  Hunting  permitted. 

31  282  Public  shooting  ground. 

81.283  Fires  and  camping. 

81.284  Hunting  dogs. 

81.285  Exhibition  of  licenses  and  bag. 

81.286  Defacement  or  destruction  of  public 

property. 

riBHING 

31.287  Fishing  permitted. 

31.288  Entry. 

31.289  State  fishing  laws. 

31.290  Temporary  restrictions. 

Subpart— Rubt  Lake  National  Wildiife 
Refuge,  Nevada 

FISHING 

31.301  Fishing  permitted. 

31.302  Waters  open  to  fishing. 

81.303  State  fishing  laws. 

31.304  Fishing  licenses  and  permits. 

31.305  Routes  of  travel. 

31.306  Use  of  boats. 
31.807  Bait  restrictions. 

81.308  Temporary  restrictions. 

HX7NTING 

31.309  Hunting  permitted. 

81.310  Entry. 

81.311  State  hunting  laws. 

Subpart — Snake  RrvxR  National  WnDLirB 
Refuge,  Idaho 

HUNTING 

31.321  Hunting  permitted. 

31.322  State  laws. 

31  323  Hunting  licenses  and  permits. 

31.324  Disorderly  conduct;  intoxication. 

31.325  Hxinting  dogs. 

31.326  Firearms 

31.327  Forfeiture  of  privileges. 

Subpart— Thief  Vallet   National   Wildiite 
Refucb.  Oregon 

fishing 

81  331  Fishing  permitted. 

31.332  State  fishing  laws. 

81.333  Fishing  licenses  and  permits. 

31.334  Routes  of  travel. 

81.335  Use  of  motorboats. 

31.336  Temporary  restrictions. 

Subpart — Title  Lakx  National  Wildli»-b 
Retuge,  California 


hunting 

81341 

Hunting  permitted 

81.342 

Shooting  area. 

81.343 

Entry. 

81.344 

Permits. 

31345 

Dogs. 

Axtthoritt:  5!  31.1  to  31.344  issued  under 
43  Stat.  98.  18  U.  S.  C.  41;  45  Stat  1222.  16 
U.  S.  C.  7161.  and  Reorg.  Plan  11.  53  Stat. 
1431;  6  U.  8.  C.  133t,  note. 

§31.1  List  Of  States.  The  Pacific  Re- 
gion is  comprised  of  the  States  of  Cali- 
fornia, Idaho,  Montana,  Nevada,  Oregon, 
and  Washington. 

IDec.  16,  1948.  13  F.  R.  8221] 


BxTBPAiT— Black  Cottiei  Nationai. 
WiLOUTE  Retdgi.  Montana 

risHiifo 

Sovacx:   IISl-2  to  81.7  contained  In  Rrt; , 
Nov.  li.  1943.  8  F.  R.  15529. 

S  31.2  FishiJig  permitted.  Noncom- 
mercial fishing  is  permitted  in  all  waters 
of  the  Black  Coulee  National  Wildlife 
Refuge.  Montana,  between  July  15  and 
the  eighth  day  prior  to  the  opening  day 
of  the  migratory-waterfowl  hunting  .vea-. 
•on  of  each  year,  both  dates  inclu.«lve.< 
in  accordance  with  Parts  18  and  21  and 
subject  to  the  conditions,  restriction*. 
and  requirements  of  SS  31.3  to  31.7  in- 
clusive. 

§31.3  State  fishing  latcs.  Any  person 
who  fLshes  within  the  refuge  must  comply 
with  the  applicable  fishing  laws  and  regu- 
lations of  the  State  of  Montana.  Pi5;h- 
Ing  under  this  part  shall  be  by  hook  and 
line  only,  as  defined  by  State  law. 

§  31.4  Fishing  licenses  and  penuita. 
Any  person  who  fishes  within  the  reluge 
shall  be  in  possession  of  a  valid  fl<;hing 
license  issued  by  the  Montana  State  Pish 
and  Game  Commission,  if  such  license  l." 
required.  This  license  shall  serve  as  a 
Federal  permit  for  fishing  In  the  water.« 
of  the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing 
The  license  must  be  exhibited  upon  the 
request  of  any  representative  of  the 
Montana  State  Pish  and  Game  Commis- 
sion or  of  the  Pish  and  Wildlife  Service. 

§  31.5  Routes  of  travel.  Person^ 
entering  the  refuge  for  the  purpo-^e  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  suitable  pa<;tlnii 
by  the  oflBcer  in  charge  of  the  refuge 

§  31.6  Use  of  boats.  The  use  of  boat": 
or  floating  devices  of  any  description  if 
prohibited  on  all  waters  of  the  refuge 
except  for  oBBcial  purposes. 

i  31.7  Temporary  restriction.<<.  Dur- 
ing periods  of  waterfowl  concentration?* 
on  the  refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  refuge  as,  in 
the  Judgment  of  the  ofBcer  in  charge. 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  suit- 
ably posted  by  such  ofBcer. 

Subpart— BowDOiN    National    WiLOLirf 
REriTGi.  Montana 

HUNTING 

Source:  IJ  81.11  to  31.16  contained  in  Ren  . 
Sec.  Int..  Oct.  8.  1940.  Oct.  8.  1941;  6  ¥■  H 
8950.  4052,  6  F.  R.  5096. 

§  31.11  Hunting  waterfowl  and  coots 
permitted.  Migratory  waterfowl  (except 
those  species  for  which  no  open  season 
is  prescribed  by  the  Migratory  Bird 
Treaty  Act  Regulations),  and  coot.«- 
may  be  taken  on  and  in  all  lands  and 
waters  of  the  Bowdoln  National  Wildllff 
Refuge  embraced  within  the  boundary 
designated  "public  shooting  ground"  on 
the  diagram  dated  1941  made  a  part  of 
this  section  when,  in  manner,  by  mean.v 
and  to  the  extent  not  prohibited  either 
by  Federal  or  State  law  or  by  regula- 
tions, and  under  the  special  provi.-ions. 
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conditions,  restrictions,  and  requirements 
of  J  J  31.12  to  31.17,  inclusive. 

5  31.12  Hunting  licenses  and  permits. 
Any  person  who  hunts  within  the  refuge 
shall  be  in  possession  of  a  valid  hunting 
license  issued  by  the  State  of  Montana,  if 
such  license  is  required,  and,  if  hunting 
migratory  waterfowl,  a  properly  vali- 
dated migratory  bird  hunting  stamp. 
This  license  and  stamp  shall  serve  as  a 
Federal  permit  for  hunting  on  the  refuge 
and  must  be  carried  on  the  person  of  the 
licensee  irtiile  so  hunting.  The  license 
and  stamp  must  be  exhibited  upon  the 
request  of  any  representative  of  the 
Montana  State"  Pish  and  Game  Com- 
mission authorized  to  enforce  tjie  State 
game  laws,  or  of  any  representative  of 
the  Department  of  the  Interior.  The 
licensee  must  also  upon  request  of  the 
oflacer  in  charge  exhibit  for  inspection 
all  birds  killed  by  him  or  in  his  posses- 
sion. Failure  to  comply  with  any  of  the 
conditions,  restrictions,  or  requirements 
of  the  regulations  in  this  subpart  will  be 
.sufficient  cause  for  removing  such  person 
from  the  refuge  and  for  refusing  him 
further  himting  privileges  on  the  refuge. 

§  31.13  Disorderly  conduct:  intoxica- 
tion. No  person  who  is  visibly  intoxi- 
cated will  be  permitted  to  enter  upon 
the  refuge  for  the  purpose  of  hunting, 
and  any  person  who  Indulges  in  any 
disorderly  conduct  on  the  refuge  will  be 
removed  therefrom  by  the  officer  in 
charge  and  dealt  with  as  prescribed  by 
law. 

§  31.14  Hunting  dogs.  Each  person 
hunting  on  the  public  shooting  ground 
will  be  permitted  to  take  his  hunting 
dogs,  not  to  exceed  two  in  number,  upon 
such  area  for  the  purpose  of  retrieving 
dead  or  wounded  birds,  but  such  dogs 
shall  not  be  permitted  to  run  at  large  on 
the  public  shooting  ground  or  elsewhere 
on  the  refuge. 

§  31.15  Entry  upon  refuge;  firearms. 
Persons  entering  the  refuge  for  the  pur- 
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pose  of  hunting  shall  use  such  established 
routes  of  travel  as  may  be  designated  by 
suitable  posting  by  the  officer  in  charge 
and  shall  not  otherwise  enter  upon  the 
refuge.  The  carrying  or  being  in  pos- 
session of  rifled  firearms  or  the  use  of 
single-ball  or  slug-load  shotgun  shells 
on  the  refuge  is  prohibited. 

§31.16  Fires  and  camping.  The  light- 
ing of  fires  for  any  purpose  or  camping  on 
any  area  of  the  refuge  except  under  per- 
mit is  prohibited,  and  special  care  must 
be  taken  to  prevent  hghted  matches, 
cigars,  or  cigarettes,  or  pipe  ashes  from 
being  dropped  in  grass  or  oth^r  infiam- 
mable  material. 

NONCOmJERCIAL   FISHING 

Source:  §5  31.17  to  31.23  contained  In  Reg.. 
Nov.  23.  1943,  8  F.  R.  16323. 

§  31.17  Noncommercial  fishing  per- 
mitted. Pishing  is  permitted  in  the  wa- 
ters of  the  Bowdoin  National  Wildlife 
Refuge.  Montana,  specified  in  §  31.18 
from  sunrise  to  sunset  durTng  the 
period  May  1  to  October  31,  inclusive,  of 
each  year,  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter 
and  subject  to  the  conditions,  restric- 
tions, and  requirements  of  §§31.18  to 
31.23,  inclusive. 

§  31.18  Waters  open  to  fishing.  The 
waters  in  the  feeder  canal  *rom  the  main 
Reclamation  Service  ditch  to  Lake  Bow- 
doin in  the  SW»/4  of  sec.  32,  T.  31  N..  R. 
31  E.,  Montana  Principal  Meridian,  shall 
be  open  to  fishing. 

§  31.19  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Montana. 

§  31.?0  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
licen.se  issued  by  the  Montana  State  Fish 
and  Game  Commission,  if  such  license  is 
required.  This  license  shall  serve  as  a 
Federal  permit  for  fishing  in  the  specified 


LECENO 

rw*LIC    •MOOTIN*   •«««• 
«*t«   CieiCt   T*   NWITHM 


UMITIO  tTATIl  DCMkTUCMT  Of  TKf  MrtlMI 

BOWDOIN 
NATIONAL  WILDLIFE  REFUGE 

PHILLIPS   COUNTY 

MONTANA 

l»4l 


•CALC 

I    I  A       V 


a  10*  II 


No.  90- 


2457 

waters  of  the  refuge  and  must  be  carried 
on  the  person  of  the  licensee  while  so  fish- 
ing. The  license  must  be  exhibited  upon 
the  request  of  any  representative  of  the 
Montana  State  Fish  and  Game  Commis- 
sion or  of  the  Pish  and  Wildlife  Service. 

§  31.21  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  ofBcer  in  charge  of  the  refuge. 

§  31.22  Use  of  boats.  The  use  of  boats 
or  floating  devices  of  any  description  is 
prohibited  on  all  waters  of  the  refuge  ex- 
cept for  oflBcial  purposes. 

§  31.23  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  permit- 
ted in  such  areas  of  the  refuge  as.  in  the 
judgment  of  the  oflBcer  in  charge,  should 
be  closed  to  fishing  in  order  to  provide 
adequate  protection  for  such  waterfowl 
concentrations  and  are  suitably  posted 
by  such  oflBcer. 

COMMERCIAL  FISHING 

Source:  §§  31.24  to  31.30  contained  In  Reg., 
Sept.  12.  1944,  9  F.  R.  11400. 

§  31.24  Commercial  fishing  permitted. 
Until  further  notice  rough  or  non- 
game  fish  only  may  be  taken  for  com- 
mercial purposes  in  such  waters  of  the 
Bowdoin  National  Wildlife  Refuge,  Mon- 
tana, as  may  be  designated  in  permits 
issued  by  the  oflBcer  in  charge,  between 
the  hours  of  6  a.  m.  and  9  p.  m.  each 
day  from  December  1  to  March  31.  both 
dates  inclusive,  in  accordance  with  the 
provisions  of  Parts  18  and  21  of  this 
chapter  and  subject  to  the  conditions, 
restrictions,  and  requirements  of  §§  31.25 
to  31.30  inclusive. 

§  31.25  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Montana. 

§  31.26  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  issued  by  the  Montana  State  Fish 
and  Game  Commission,  if  such  license 
is  required.  This  license  and  the  Fed- 
eral permit  for  fishing  in  the  waters  of 
the  refuge  must  be  carried  on  the  person 
of  the  licensee  while  so  fishing.  The 
license  and  permit  must  be  exhibited 
upon  the  request  of  any  representative 
of  the  Montana  State  Fish  and  Game 
Commission  or  of  the  Fish  and  Wildlife 
Service. 

§  31.27  Routes  of  travel.  Persons  en- 
tering, the  refuge  for  the  purpose  of 
commercial  fishing  shall  follow  such 
routes  of  travel  as  may  be  designated  by 
suitable  posting  by  the  officer  in  charge 
of  the  refuge. 

§  31.28  Reports.  Each  permittee  au- 
thorized to  take  fish  on  the  refuge  for 
commercial  purposes,  shall  within  10 
days  after  the  expiration  or  termination 
of  his  permit  submit  to  the  officer  in 
charge,  or  his  representative,  a  report 
correctly  stating  the  kinds  of  fish  and 
the  quantity  of  each  kind  taken. 

§  31.29  Revocation  of  permits.  Any 
permit  issued  under  §§  31.24  to  31.30  may 
be  revoked  by  the  issuing  officer  for  non- 
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compliance  with  the  terms  thereof,  for 
nonuse.  or  for  violation  of  any  law  or 
regulation  applicable  to  the  refuge  and 
It  is  subject  at  all  times  to  discretionary 
revocation  by  the  Secretary  of  the  In- 
terior. 

§  31.30  Firearms.  The  carrying  or 
being  in  possession  of  firearms  of  any 
description  on  the  refuge  is  not  per- 
mitted. 

SuiPART — Charles  Sheldon  Antelope 
Range,  Nevada 

HUNTING 

Soukce:  55  81.41  to  3145  contained  In  Reg.. 
Sept.  23.  1944,  9  F.  R.  11856. 

§  31.41  Hunting  permitted.  Hunting 
for  antelope  with  rifled  firearms,  except 
guns  using  .22-caliber  rim  fire  ammuni- 
tion, will  be  permitted  on  the  Charles 
Sheldon  Antelope  Range  during  that 
part  of  the  State's  open  season  and  to 
the  extent  prescribed  and  announced  by 
the  Director  of  the  Fish  and  Wildlife 
Service  in  cooperation  with  the  State 
Fish  and  Game  Commission  of  Nevada. 

8  31.42  Excepted  area.  Hunting  will 
not  be  permitted  on  that  portion  of  the 
range  lying  east  of  the  trail  passing  Big 
Spring  Reservoir  to  Hawks  Valley  and 
north  of  a  line  following  the  main  east- 
west  road  through  the  range  from  Its  in- 
tersection with  the  Hawks  Valley  Trail 
to  the  road  leading  to  the  old  CCC  camp, 
and  following  the  road  to  the  old  CCC 
camp,  and  thence  with  a  line  due  east 
from  the  camp  to  the  east  boundary  of 
the  range. 

J  31.43  Entry.  Entry  on  and  use  of 
the  range  for  any  purpose  Is  governed 
by  Parts  18.  20,  and  21  of  this  chapter  and 
strict  compliance  therewith  Is  required. 

8  31.44  State  hunting  laws.  All  hunt- 
ers must  comply  with  State  hunting 
laws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  offi- 
cer whatever  license  is  required  by  such 
laws  and  regulations. 

5  31.45  Exception.  It  should  be  noted 
that  the  hunting  privileges  granted 
herein  do  not  apply  to  the  Sheldon  Na- 
tional Antelope  Refuge. 

Subpart — Cold  Springs  National 
Wildlife  Refuge,  Oregon 

riSHINO  ^ 

SouHCi:  55  31.51  to  31.56  contained  In 
Reg  .  Sec.  Int.,  Oct.  19,  1939,  4  F.  R.  4436. 

§31.51  Fishing  permitted.  Until 
further  notice.  In  accordance  with  the 
provisions  of  Parts  18  and  21  Of  this 
.  chapter  fish  may  be  taken  for  noncom- 
"mercial  purposes,  and  by  hook  and  line 
only,  from  the  waters  of  the  Cold  Springs 
National  Wildlife  Refuge.  Oregon,  sub- 
ject to  conditions  and  restrictions  speci- 
fied in  §§  31.52  to  31.56  Inclusive. 

S  31.52  Waters  open  to  fishing.  All 
waters  within  the  refuge  shall  be  open 
to  fishing  Insofar  as  such  fishing  Is  not 
inconsistent  with  the  primary  object  for 
which  the  refuge  was  established.  No 
fLshing  of  any  kind  will  he  permitted 
v/lthin  the  refuge  during  the  migratory- 
waterfowl  hunting  season.    In  the  event 
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that  the  Director  of  the  Fish  and  Wild- 
life Service  shall  find  that  fishing  In 
any  of  these  waters  Is  unduly  depleting 
any  species  of  fishes  therein  or  is  Inter- 
fering with  the  use  of  any  particular  wa- 
ters by  migratory  birds  or  other  wildlife, 
he  may  suspend  the  privilege  of  fishing 
In  such  waters  pending  final  determi- 
nation by  the  Secretary  of  the  Interior. 

§  31.53  State  fishing  laws.  Any  per- 
son who  fLshes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Oregon, 
and  in  the  absence  of  a  State  law  or  reg- 
ulation in  respect  to  the  fishing  season 
and  the  number  and  size  of  fishes  that 
may  be  taken,  the  Director  of  the  Pish 
and  Wildlife  Service  may  fix  such  seasons 
and  limits. 

§  31.54  Fishing  permits.  Any  person 
exercising  the  privilege  of  fishing  within 
the  refuge  shall  be  in  possession  of  a 
valid  fishing  license  Issued  by  the  State 
of  Oreg«n,  If  such  license  is  required, 
and  shall  carry  such  license  on  his  per- 
son while  fishing,  and  when  requested 
to  do  so  shall  exhibit  It  to  any  repre- 
sentative of  the  State  Game  Commission 
of  the  State  of  Oregon  authorized  to  en- 
force the  game  and  fish  laws  of  the  State 
or  to  any  representative  of  the  Pish  and 
Wildlife  Service. 

§31.55  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel 
as  shall  from  time  to  time  be  desig- 
nated by  the  officer  In  charge  of  the 
refuge. 

§  31.56  Use  of  motor  boats  prohibited. 
The  use  of  motor  boats,  either  Inboard 
or  outboard.  Is  prohibited  on  all  waters 
of  the  refuge  except  for  official  purposes. 

Subpart — Conconully  National 
Wildlife  Refuge,  Washington 

FISHING 

SoxniCE:  55  33.61  to  31.66  contained  In  Reg., 
Sec.  Int..  June  29,  1942,  7  F.  R.  6252. 

§  31.61  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  all  waters 
of  the  Conconully  National  Wildlife 
Refuge,  Washington,  each  year  during 
the  season  prescribed  therefor  by  the 
Wasliington  State  Game  Commission  ex- 
cept during  the  migratory-waterfowl 
hunting  season  and  the  seven  days  pre- 
ceding the  said  season  in  accordance 
with  the  provisions  of  Parts  18  and  21  of 
this  chapter,  and  subject  to  the  condi- 
tions, restrictions,  and  requirements  of 
§§  31.62  to  31.66  Inclusive. 

5  31.62  State  fishing  laws.  Any  person 
who  fishes  within  the  refuge  must  com- 
ply with  the  applicable  fishing  laws  and 
regulations  of  the  State  of  Wa.shlngton. 
Pishing  shall  be  by  hook  and  line  only,  as 
defined  by  State  law. 

§  31.63  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  issued  by  the  Washington  State 
Game  Commission,  If  such  license  Is  re- 
quired. This  license  shall  serve  as  a  Fed- 
eral permit  for  fishing  In  the  waters  of 
the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  the 


request  of  any  representative  of  the 
Washington  State  Game  Commission  or 
of  the  Pish  and  Wildlife  S3rvlce. 

5  31.64  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpo.se  of  fish- 
ing shall  follows  such  routes  of  travel 
as  may  be  designated  by  suitable  post- 
ing by  the  officer  In  charge  of  the  refuge. 

5  31.65  Use  of  motorboats  prohibited. 
The  use  of  motorboats,  either  Inboard  or 
outboard.  Is  prohibited  on  all  waters  of 
the  refuge  e:ccept  for  official  ^jirposes. 

§  31.66  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentration  on 
the  refuge,  fishlnf?  will  not  be  permitted 
In  such  areas  of  the  refuge  as.  In  the 
judgment  of  the  officer  In  charge,  should 
be  closed  to  fishing  In  order  to  provide 
adequate  protection  for  such  waterfowl 
concentrations  and  are  posted  suitably 
by  such  officer. 

Subpart — Creedman     Coulee     National 
Wildlife  Refuge,  Montana 

FISHING 

Bovnct:  |{  31.71  to  31.76  contained  la 
Reg..  Set   Int.,  June  29,  1942.  7  F.  R.  525J, 

5  31.71  Fishing  permitted.  Non- 
commercial fishing  is  permitted  on  the 
Creedman  Coulee  National  Wildlife  Ref- 
uge. Montana,  from  July  15  to  the  eighth 
day  prior  to  the  opening  day  of  the 
mlftratory-waterfowl  hunting  season  of 
each  5'ear,  Inclusive,  in  all  waters  of  the 
refuge,  in  accordance  with  the  provi- 
sions of  Parts  18  and  21  of  this  chapter, 
and  subject  to  the  conditions,  re.slric- 
tions,  and  requirements  of  §§31.72  to 
31.76  Inclusive. 

5  31.72  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Montana, 
Fishing  shall  be  by  hook  and  line  only, 
as  defined  by  State  law. 

§  31.73  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fi.'^hing 
license  issued  by  the  Montana  State  Fi.<;h 
and  Game  Commission,  If  such  license 
Is  required.  This  license  shall  serve  as 
a  Federal  permit  for  fishing  in  the  waters 
of  the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  the 
request  of  any  representative  of  the 
Montana  State  Pish  and  Game  Commis- 
sion or  of  the  Fish  and  Wildlife  Service. 

5  31.74  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fi.-h- 
Ing  shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  officer  in  charge  of  the  refuge. 

§  31.75  Use  of  boats  prohibited.  The 
use  of  boats  or  floating  devices  of  any 
sort  Is  prohibited  on  all  waters  of  the 
refuge  except  for  official  purposes. 

5  31.76  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentration 
on  the  refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  refuge  as, 
In  the  judgment  of  the  officer  in  charge, 
should  be  closed  to  fishing  in  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 
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Subpart — Deer  Flat  National  Wildliti 
Refuge,  Idaho 

fishing 

Source:  if  31.81  to  31.86  contained  in 
Reg.,  Sec.  Int.,  May  16.  1941.  as  amended, 
Oct.  15.  1942;  6  P.  R.  2605,  8  F.  R.  1404,  except 
M  noted  following  section*  affected. 

§  31.81  Fishing  permitted.  Fishes 
may  be  taken  for  commercial  and  non- 
commercial purposes  from  the  waters  of 
the  Deer  Flat  National  Wildlife  Refuge 
In  accordance  with  the  laws  of  Idaho 
governing  fishing,  subject  to  the  excep- 
tion.s,  conditions,  and  requirements  of 
{$31.82  to  31.86. 

5  31.82  Area  closed  to  fishing.  All 
lands  and  waters  within  the  boundary 
of  the  refuge  In  Township  2  North, 
Range  2  West  of  the  Boise  Meridian,  are 
closed  to  fishing,  except  during  the  pe- 
riod from  January  1  to  June  30  of  each 
year,  as  folldws:  In  New  York  Canal, 
fishing  may  be  done  from  dike  or  bank 
only;  in  remaining  waters  In  Range  2, 
fishing  may  be  done  from  rowboat  only. 

(Apr.  24.  1945,  10  P.  R.  4993) 

S  31.83  State  fishing  license;  exhibi- 
tion. Any  person  who  fishes  within  the 
refuge  shall  be  in  possession  of  a  valid 
fishing  license  Issued  by  the  State  of 
Idaho,  If  such  license  Is  required.  This 
license  shall  serve  as  a  Federal  permit 
for  fishing  In  the  refuge  and  must  be 
carried  on  the  person  of  the  licensee 
while  so  fishing.  The  license  or  permit 
provided  for  herein  must  be  exhibited 
upon  the  request  of  any  representative 
of  the  Idaho  State  Fish  and  Game  Com- 
mission or  the  United  States  Depart- 
ment of  the  Interior,  authorized  to  en- 
force State  or  Federal  fish  and  game 
laws. 

J  31.84  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  desigrtated  by  suitable  post- 
ing by  the  officer  In  charge. 

5  ?1.85  Temporary  restrictions.  Dur- 
ing the  periods  of  waterfowl  concentra- 
tions on  the  refuge,  fishing  will  not  be 
permitted  In  those  areas  of  the  refuge 
that,  In  the  judgment  of  the  officer  In 
charge  should  be  closed  to  fi.shing  in 
order  to  provide  adequate  protection  for 
such  waterfowl  concentrations  and  are 
posted  suitably  by  such  officer. 

5  31.86  Restrictions  during  hunting 
season.  Pishing  is  prohibited  during  the 
migratory-waterfowl  hunting  season  on 
such  areas  of  the  refuge  as  are  desig- 
nated as  open  to  public  hunting  by  regu- 
lation of  the  Director. 

PRIVATE   operations 

§  31.87  Permits  for  private  operations. 
Cutting  and  removal  of  willow  and  other 
growth  necessary  for  proper  wildlife 
management  and  the  cutting  and  re- 
moval of  ice  may  be  allowed  without 
charge  under  permit  of  the  refuge  man- 
ager within  such  areas  and  at  such  times 
as  he  may  designate,  and  no  person  shall 
enter  the  refuge  for  these  purposes  with- 
out such  written  permission.  The  erec- 
tion, occupancy,  and/or  maintenance  of 
any  building  within  the  refuge  must  be 
Under  appropriate  permit  issued  by  the 
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Director  or  Regional  Director  of  the  Fish 
and  Wildlife  Service  except  that  such 
permit  is  not  required  for  official  struc- 
tures erected  or  used  by  the  Federal  or 
State  Government  or  by  the  Boise  Proj- 
ect Board  of  Control,  nor  for  temporary 
structures  as  tents  that  may  be  erected, 
occupied,  and  use  without  permit  on 
designated  public  use  areas  or  camp  sites. 

(May  16,  1941.  as  amended  Oct.  15,  1942; 
6P.  R.  2605.  8F.  R.  1404) 

PUBLIC  USE 

Source:  |J  31.88  to  31.92  contained  In 
Reg..  Sec;,  Int..  May  16,  1941,  as  amended 
Oct.  15,  1942:  6  F.  R.  2605.  8  F.  R.  1404,  except 
as  noted  following  section  affected. 

5  31.88  Public  use.  Public  uses  of  the 
refuge  are  permitted  at  the  times  and 
places  and  In  the  manner  specified  In 
§  31.89  to  §  31.92  Inclusive. 

5  31.89  Motorboats.  Motorboats  prop- 
erly equipped  with  mufflers  to  elimi- 
nate excessive  noises  may  be  operated 
without  permit  from  sunrise  to  two  hours 
after  sunset  of  each  day  during  the 
period  April  16  to  September  30,  in- 
clusive, of  each  year,  except  that  boats 
and  motorboats  are  not  permitted  to 
operate  within  the  closed  area  on  Town- 
ship 2,  Range  2  West  of  the  Boise  Me- 
ridian nor  within  100  yards  of  any  water 
control  structure,  nor  in  areas  designated 
by  the  officer  In  charge  by  posting  where 
wave  action  will  wash  or  otherwise  dam- 
age the  slopes  of  the  reservoir.  The 
refuge  officer  in  charge  may  Issue  free- 
use  permits  authorizing  motorboat  rac- 
ing, wherein  motorboats  may  operate 
without  mufflers  in  such  areas  and  at 
such  times  during  said  period  as  he  may 
designate:  Provided,  Such  motorboat 
racing  is  officially  sponsored  by  a  recog- 
nized civic  organization  or  motorboat 
club. 

[Apr.  24,  1945,  10  P.  R.  4903) 

5  31.90  Recreational  activities.  Picnic, 
baseball,  skating,  camping,  and  other 
public  uses  may  be  conducted  at  any  time 
without  permit  on  such  areas  as  the 
refuge  officer  In  charge  may  from  time  to 
time  officially  designate  by  posting  for 
such  activities. 

§31.91  Fires.  The  lighting  of  fires  for 
any  purpose  Is  permitted  only  on  officially 
designated  public  use  areas. 

5  31.92  Artificial  lights.  The  use  of 
gas,  oil,  electric,  or  other  lights,  or  port- 
able artificial  lights,  is  prohibited  except 
that  such  lights  may  be  used  by  agents  of 
the  State,  United  States,  and  the  Boise 
Project  Board  of  Control  when  perform- 
ing their  official  duties  and  by  persons 
within  the  officially  designated  public  use 
areas,  camp  sites,  and  on  roads  leading 
thereto,  and  by  Ice-skaters. 

HUNTING 

Eoukce:  55  31.93  to  31.100  contained  In 
Reg..  Sec.  Int.,  Aug.  3,  1942.  7  F.  R.  6273. 

§  31.93  Hunting  permitted.  Until  fur- 
ther notice,  migratory  waterfowl  (except 
those  species  for  which  no  open  season 
Is  prescribed  by  the  Migratory  Bird 
Treaty  Act  regulations)  and  coots  may 
be  taken  within  the  areas  of  the  Deer 
Flat  National  Wildlife  Refuge.  Idaho,  de- 
scribed in  §  31.94  during  the  period  pre- 
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scribed  for  the  taking  of  such  birds  In 
Idaho  by  the  Migratory  Bird  Treaty  Act 
regulations,  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter, 
and  In  accordance  with  the  regulations 
promulgated  pursuant  to  the  authority 
contained  In  the  Migratory  Bird  Treaty 
Act,  when,  in  manner,  by  means,  and  to 
the  extent  not  prohibited  by  either  Fed- 
eral or  State  law  or  regulation,  and  under 
the  special  provisions,  conditions,  re- 
strictions, and  requirements  of  §§  31.94 
to  31.100  inclusive. 

§  31.94  Areas  open  to  hunting.  All  the 
lands  of  the  United  States  within  the  fol- 
lowing-described area  of  the  refuge  shall 
be  open  to  hunting:  All  the  lands  of  the 
refuge  in  sees.  15,  16,  17,  19.  20,  21.  22. 
27,  28.  29.  and  30.  except  the  area  known 
as  the  Military  Restricted  Area  that  lies 
northwesterly  of  a  straight  line  extend- 
ing from  the  northeast  comer  of  the 
SEV4SE'/4  of  said  sec.  17  to  a  point  near 
the  center  of  the  NEi'4NW»/4  of  the  said 
sec.  30.  all  In  T.  3  N.,  R.  3  W..  Boise 
Meridian,  Idaho.       • 

§31.95  State  laws.  Any  person  while 
hunting-  within  the  refuge  must  comply 
with  the  applicable  laws  and  regulations 
of  the  State  of  Idaho. 

5  31.96  Hunting  licenses  and  permits. 
Any  p)erson  who  hunts  within  the  refuge 
shall  be  In  possession  of  a  vaUd  hunting 
license  issued  by  the  State  of  Idaho,  if 
such  license  is  required,  and.  If  hunting 
migratory  waterfowl,  a  properly  vali- 
dated mlgratory-blrd  himting  stamp. 
The  said  license  and  stamp  shall  serve  as 
a  Federal  permit  for  hunting  on  the 
refuge  and  must  be  carried  on  the  person 
of  the  licensee  while  so  himting.  The 
said  license  and  stamp  must  be  exhibited 
upon  the  request  of  any  representative  of 
the  Idaho  Fish  and  Game  Commission 
authorized  to  enforce  the  State  game 
laws  or  any  representative  of  the  Depart- 
ment of  the  Interior.  Upon  request  of 
the  officer  In  charge,  the  licensee  also 
must  exhibit  for  Inspection  all  birds 
killed  by  him  or  In  his  possession. 

§  31.97  Disorderly  conduct:  intoxica' 
tion.  No  person  who  is  visibly  intoxicated 
will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  hunting,  and 
any  person  who  Indulges  In  any  disor- 
derly conduct  on  the  refuge  will  be  re- 
moved therefrom  by  the  officer  In  charge 
and  dealt  with  as  prescribed  by  law. 

§  31.98  Hunting  dogs.  Each  person 
hunting  on  the  public  shooting  grounds 
will  be  permitted  to  take  his  hunting 
dogs,  not  to  exceed  two  in  number,  upon 
such  areas  for  the  purpose  of  retrieving 
dead  or  wounded  birds,  but  such  dogs 
shall  not  be  permitted  to  run  at  large  on 
the  public  shooting  grounds  or  elsewhere 
on  the  refuge. 

§  31.99  Entry  upon  refuge;  firearms. 
Persons  entering  the  refuge  for  the  pur- 
pose of  hunting  shall  use  such  routes  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  officer  in  charge  and  shall 
not  otherwise  enter  upon  the  refuge.  The 
carrying  or  being  in  possession  of  firearms 
within  the  areas  of  the  refuge  not  open 
to  public  hunting  is  prohibited,  except 
that  such  firearms  may  be  possessed  or 
transported  across  such  closed  areas  pro- 


:■  » 


'  > 


> 

^i 


0\ 


W*>dne»dau.  Mau  It.  1949 


BCnEDAI     DC/IICTCD 


2460 

vlded  they  are  unloaded,  and  broken  or 
properly  encased.  The  carrying  or  being 
In  possession  of  rifled  firearms  or  the 
use  or  single-ball  or  slug-load  shotgun 
shell  on  the  refuge  Is  prohibited. 

5  31.100  Penalties.  Failure  of  a  per- 
mittee to  comply  with  any  of  the  condi- 
tions, restrictions,  or  requirements  of 
(S  31.93  to  31.100.  Inclusive,  will  be  suffi- 
cient cause  for  removing  him  from  the 
refuge  and  for  refusing  him  further  hunt- 
ing privileges  on  the  refuge. 

BuBPART — Desert  Game  Range,  Nevada 

HTTIITINO 

8otTRC«:  1131.111  to  31.115  contained  In 
Beg.,  Oct.  21,  1948,  13  F.  R.  6287. 

5  31.111  Deer  hunting  permitted. 
Deer  may  be  taken  on  certain  lands  of 
the  United  States,  described  in  5  31.112 
within  the  Desert  Game  Range,  during 
the  open  season  and  in  such  numbers  and 
sex  as  may  be  prescribed  by  the  Nevada 
Pish  and  Game  Commission,  after  a  Joint 
annual  examination  of  the  range  by  the 
Pish  and  Wildlife  Service  and  the  Nevada 
Fish  and  Game  Commission,  subject  to 
the  special  provisions,  conditions,  restric- 
tions, and  requirements  of  §§  31.112  to 
31.115.  inclusive. 

8  31.112  Area  open  to  huntirtif.  The 
following  described  lands  of  the  United 
States  within  the  Desert  Game  Range 
shall  be  open  to  the  hunting  of  deer: 

Beginning  at  a  point  where  U.  S.  High- 
way No.  95  intersects  the  west  boundary 
of  the  Desert  Game  Range,  thence 
southeasterly  along  said  Highway  No.  95 
to  the  east  Ixjundary  of  the  Desert  Game 
Range,  thence  south  along  such  bound- 
ary to  the  Red  Rock  Road,  thence  west- 
erly along  said  Red  Rock  Road  to  the 
west  boundary  of  the  Desert  Game 
Range,  thence  north  along  the  said  west 
boundary  to  the  place  of  beginning. 

§  31.113  Entry.  Entry  on  and  use  of 
the  range  for  any  purpose  are  governed 
by  the  provisions  of  Parts  18.  20  and  21  of 
this  chapter,  and  strict  compliance  there- 
with is  required. 

5  31.114  State  hunting  laws.  Strict 
compliance  with  all  State  laws  and  regu- 
lations Is  required,  and  any  person  who 
hunts  on  the  range  must  have  in  his 
possession,  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officer, 
a  valid  State  hunting  license  and  a  spe- 
cial permit  is.sued  by  the  State  authoriz- 
ing him  to  hunt  on  the  area.  Such 
State  license  and  permit  will  serve  as 
a  Federal  permit  for  entry  on  the  Range 
for  the  purpose  of  hunting. 

§31.115  State  cooperation.  State  co- 
operation may  be  enlisted  In  the  regula- 
tion, manapement.  and  operation  of  the 
public  hunting  areas,  and  the  State  may 
promulgate  -such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such  State  regulations  are  issued, 
compliance  therewith  shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of  hunt- 
ing. 

EXTBPART — ^PORT    PeCK    GAME    RaNCE. 

Montana 
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BocHCi::    ?5  31.121   to  31.125  contained  in 
Ecg..  Oct.  22,   1948J- 13  F.  R.  6330. 
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RULES  AND  REGULATIONS 

9  31.121  Deer  hunting  permitted. 
Deer  may  be  taken  in  accordance  with 
the  laws  and  regulations  of  the  State 
of  Montana  on  such  lands  of  the  United 
States  within  the  Port  Peck  Game  Range 
as  may  be  mutually  determined  after  a 
Joint  annual  examination  of  the  range 
by  representatives  of  the  Pish  and  WUd- 
life  Service  and  of  the  Montana  Pish  and 
Game  Commission,  subject  to  the  sife- 
clal  provisions,  conditions,  restrictions, 
and  requirements  of  §§  31.122  to  31.125. 
Inclusive. 

S  31.122  Area  open  to  hunting.  The 
part  or  parts  of  the  Fort  Peck,  Game 
Range  that  are  open  to  the  hunting  of 
deer  each  year  shall  be  designated  by 
suitable  posting  by  the  officer  in  charge 
of  the  range. 

§  31.123  Entry.  Entry  on  and  use  of 
the  range  for  any  purpose  are  governed 
by  the  provisions  of  Parts  18.  20  and  21 
of  this  chapter,  and  strict  compliance 
therewith  is  required. 

§  31.124  State  hunting  laws.  Strict 
compliance  with  all  State  laws  and  regu- 
lations Is  required,  and  any  person  who 
hunts  on  the  range  must  have  in  his  pos- 
session, and  exhibit  at  the  request  of  any 
authorized  Federal  or  State  officer,  a 
valid  State  hunting  license  and  a  special 
permit  issued  by  the  State  authorizing 
him  to  hunt  on  the  area.  Such  State 
license  and  permit  will  serve  as  a  Fed- 
eral permit  for  entry  on  the  range  for 
the  purpose  of  hunting. 

531.125  State  cooperation.  State 
cooperation  may  be  enlisted  in  the  regu- 
lation, management,  and  operation  of 
the  public  hunting  area,  and  the  State 
may  promulgate  such  special  regula- 
tions as  may  be  necessary  for  such  reg- 
ulation, management,  and  operation. 
In  the  event  such  State  regulations  are 
Issued,  compliance  therewith  shall  be  a 
requisite  to  lawful  entry  for  the  pur- 
pose of  hunting. 

Subpart — Hart  Mountain  National 
Antelope  Refuge,  Oregon 

HUNTING 

SotTKcr:    M  31.131    to  31.136   contained   In 
Reg  ,  July  14,  1944,  9  F.  R.  8189. 

5  31.131  Hunting  of  deer  permitted. 
Until  further  notice  deer  may  be  taken 
during  the  open  sea.son  prescribed  by  the 
State  Game  Commission  of  Oregon,  on 
certain  lands,  described  In  S  31.132,  of 
the  United  States  within  the.  exterior 
boundary  of  the  Hart  Mountain  Na- 
tional Antelope  Refuge,  Oregon,  in  ac- 
cordance with  the  provisions  of  Parts  18 
and  21  of  this  chapter,  and  subject  to  the 
special  provisions,  conditions,  restric- 
tions, and  requirements  of  S§  31.132  to 
31.136  inclusive. 

§  31.132  Area  open  to  hunting.  Such 
lands  of  the  United  States  in  the  Hart 
Mountain  National  Antelope  Refuge, 
Oregon,  as  shall  be  mutually  agreed  upon 
from  time  to  time  by  the  Director  of  the 
Pish  and  Wildlife  Service  and  the  State 
Game  Commission  of  Oregon,  and  as  in- 
dicated by  appropriate  posting  on  the 
ground  by  the  officer  In  charge,  shall  be 
open  to  the  hunting  of  deer, 

5  31.133  Compliance  vHth  State  law$ 
and  regulations.    Any  person  who  hunts 


on  the  refuge  shall  be  In  possession  of  a 
valid  hunting  license  Issued  by  the  State 
of  Oregon  authorizing  him  to  hunt  deer 
and  a  permit.  If  required.  Said  license 
and  permit  shall  serve  as  a  Federal  per- 
mit for  hunting  deer  on  the  refuge  and 
must  be  carried  on  the  person  of  the 
licensee  while  so  hunting.  The  license 
and  permit  must  be  exhibited  upon  the 
request  of  any  representative  of  the  Ore- 
gon State  Game  Commission  authorized 
to  enforce  the  State  game  laws  or  of  any 
representative  of  the  Department  of  the 
Interior.  The  licensee  must  comply  in 
every  respect  with  the  State  laws  and 
regulations  governing  the  hunting  of 
deer  and  upon  request  of  any  of  the 
aforesaid  representatives  must  exhibit 
for  inspection  all  game  killed  by  him  or 
In  his  possession. 

§  31.134  Disorderly  conduct,  intoxica- 
tion. No  person  who  is  intoxicated  will 
be  permitted  to  enter  or  remain  upon  the 
refuge  for  the  purpose  of  hunting  here- 
under, and  any  person  who  Indulges  In 
any  disorderly  conduct  on  the  refuge  will 
be  removed  therefrom  by  the  officer  in 
charge  and  dealt  with  as  prescribed  by 
law. 

§  31  135  Entry  upon  refuse.  Persons 
entering  the  refuge  for  the  purpose  of 
hunting,  as  permitted  by  5§  31  131  to 
31  136.  inclusive,  shall  use  such  routes  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  officer  in  charge  and  shall 
not  otherwise  enter  upon  the  refuge. 

5  31.136  Limitation  on  firearms.  Deer 
may  be  taken  only  with  a  rifled  firearm, 
except  that  a  gun  using  .22  caliber  nm 
fire  ammunition  may  not  b^  used  In  hunt- 
ing or  taking  deer  on  the  refuge. 
Subpart— Lake  Mason  National 
Wildlife  Refuge.  Montana 

HUNTING 

8ouiic«.  1131.151  to  31.158  contained  In 
Reg..  Sec.  Int.,  Sept.  26.  1942.  7  P.  R.  8066, 
except   as  noted  following  •ectlon   affected. 

5  31.151  Hunting  permitted.  Migra- 
tory waterfowl  (except  those  species  for 
which  no  open  season  Is  prescribed  by 
the  Migratory  Bird  Treaty  Act  regula- 
tions) and  coots  may  be  taken  within 
the  area  hereinafter  described  of  the 
Lake  Mason  National  Wildlife  Refuge, 
Montana,  during  the  season  pre.scribed 
therefor  for  Montana  by  the  Migratory 
Bird  Treaty  Act  regulations.  In  accord- 
ance with  the  provisions  of  Parts  18  and 
21  of  this  chapter  and  in  accordance  with 
the  regulations  promulgated  pursuant  to 
the  authority  contained  in  the  Migra- 
tory Bird  Treaty  Act.  when,  in  manner, 
by  means,  and  to  the  extent  not  pro- 
hibited by  either  Federal  or  State  law 
or  regulation,  and  under  the  special  pro- 
visions, conditions,  re.strlctlons,  and  re- 
quirements of  55  31.152  to  31.158  Inclu- 
sive. 

§  31.152  i4rca  open  to  hunting.  AH 
of  the  lands  of  the  refuge  controlled  by 
the  United  States  within  Townships  9 
and  10  North,  Ranges  23  and  24  East. 
except  that  portion  of  the  lake  lying  in 
the  N'iNW'/i.  sec.  24:  N'.2N',b.  sec.  23; 
NI2NEU.  sec.  22;  SE»4,  sec.  15;  S'i.  sec. 
14;  and  SW'/4.  sec.  13.  all  In  T.  9  S..  R. 
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24  E..  Monttna  Principal  Meridian,  shall 
be  open  to  hunting. 

[Sept.  11,  1944,0  p.  R.  11401] 

5  31.153  state  laws.  Any  person 
while  hunting  within  the  refuge  must 
comply  with  the  applicable  State  laws 
and  regulations. 

5  31.154  Hunting  licenses  -and  per- 
mits. Any  person  who  hunts  within  the 
refuge  shall  be  In  possession  of  a  valid 
State  hunting  license.  If  such  license  Is 
required,  and  If  hunting  migratory 
waterfowl,  a  properly  validated  migra- 
tory-bird hunting  stamp.  The  license 
and  the  stamp  shall  serve  as  a  Federal 
permit  for  hunting  on  the  refuge  and 
must  be  carried  on  the  person  of  the 
licensee  while  so  hunting.  The  license 
and  the  stamp  must  be  exhibited  upon 
the  request  of  any  representative  of  the 
Montana  State  Fish  and  Game  Com- 
mission authorized  to  enforce  the  State 
game  laws,  or  of  any  representative  of 
the  Department  of  the  Interior.  Upon 
request  of  the  officer  in  charge,  the 
licensee  must  also  exhibit  for  Inspec- 
tion all  birds  killed  by  him  or  In  his 
possession. 

5  31.155  Disorderly  conduct;  intoxi- 
cation. No  person  who  Is  visibly  Intoxi- 
cated will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  himtlng.  and 
any  person  who  Indulges  In  any  disor- 
derly conduct  on  the  refuge  will  be  re- 
moved therefrom  by  the  officer  In  charge 
and  dealt  with  as  prescribed  by  law. 

§  31.156  Hunting  dogs.  Each  per- 
son hunting  on  the  public  shooting 
grounds  will  be  permitted  to  take  his 
hunting  dogs,  not  to  exceed  two  in  num- 
ber, upon  such  areas  for  the  purpose  of 
retrieving  dead  or  wounded  birds,  but 
such  dogs  shall  not  be  permitted  to  run 
at  large  on  the  public  shooting  grounds 
or  elsewhere  on  the  refuge. 

J  31.157  Entry  upon  refuge;  firearms. 
Persons  enterUig  the  refuge  for  the  pur- 
pose of  hunting  shall  use  such  routes  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  officer  In  charge  and  shall 
not  otherwise  enter  upon  the  refuge. 
The  carrying  or  being  in  possession  of 
firearms  within  the  areas  of  the  refuge 
not  open  to  public  hunting  Is  prohibited, 
except  that  such  firearms  may  be  pos- 
ses.sed  or  transported  across  such  closed 
areas  provided  they  are  unloaded,  and 
broken  or  properly  encased.  The  carry- 
ing or  being  In  possession  of  rifled  fire- 
arms or  the  use  of  single-ball  or  slug- 
loaded  shotgun  shells  on  the  refuge  Is 
prohibited. 

8  31.158  Penalties.  Failure  of  a  per- 
mittee to  comply  with  any  of  the  condi- 
tions, restrictions,  or  requirements  of 
51  31.151  to  31.158.  Inclusive,  will  be  suf- 
ficient cause  for  removing  him  from  the 
refuge  and  for  refusing  him  further 
hunting  privileges  on  the  refuge. 

Subpart — Lenore  Lake  National 
Wildlife  Refuge.  Washington 

FISHING 

Boi-HCE:  JS  31.161  to  31.166  contained  In 
«eg .  Sec.  Int.,  June  29,  1942,  7  F.  R.  6252. 

?  31.161  Fishing  permitted.  Noncom- 
mercial fishing  Is  permitted  In  all  waters 
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of  the  Lenore  Lake  National  Wildlife 
Refuge,  Washington,  each  year  during 
the  season  prescribed  therefor  by  the 
Washington  State  Game  Commission  ex- 
cept during  the  migratory-waterfowl 
hunting  season  and  the  seven  days  pre- 
ceding the  said  season.  In  accordance 
with  the  provisions  of  Parts  18  and  21  of 
this  chapter,  and  subject  to  the  condi- 
tions, restriptions,  and  requirements  of 
SS  31.162  to  31.166.  Inclusive. 

S  31.162  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Washing- 
ton. Pishing  shall  be  by  hook  and  line 
only,  as  defined  by  State  law. 

S  31.163  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  Issued  by  the  Washington  State 
Game  Commission,  If  such  license  Is  re- 
quired. This  llcens<!  fehall  serve  as  a  Fed- 
eral permit  for  fishing  In  the  waters  of 
the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  the 
request  of  any  representative  of  the 
Washington  State  Game  Commission  or 
of  the  Plsh  and  Wildlife  Service. 

S  31.164  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  officer  in  charge  of  the  refuge. 

8  31.165  Use  of  motorboats.  The  use 
of  motorboats.  either  Inboard  or  out- 
board. Is  prohibited  on  all  waters  of  the 
refuge  except  for  official  purposes. 

§  31.166  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentration 
on  the  refuge,  fishing  will  not  be  permit- 
ted In  such  areas  of  the  refuge  as,. In  the 
judgment  of  the  officer  In  charge,  should 
be  closed  to  fishing  in  order  to  provide 
adequate  protection  for  such  waterfowl 
concentrations  and  are  posted  suitably 
by  such  officer. 

Subpart — Little  Pend  Oreille  National 
Wildlife  Refuge.  Washington 

fishing 

Source:  §5  31.171  to  31.176  contained  in 
Reg.,  Sec.  Int..  May  16.  1940.  as  amended 
May  6.  1943.  5  P.  R.  1999.  8  P.  R.  6549. 

§31.171  Fishing  permitted.  Until 
further  notice,  noncommercial  fishing. 
by  hook  and  line  only  (as  defined  by 
State  law).  Is  permitted  In  certain 
waters  of  the  Little  Pend  Oreille  Wildlife 
Refuge,  Washington,  In  accordance  with 
the  provisions  of  Parts  18  and  21  of  this 
chapter  and  subject  to  the  conditions 
and  restrictions  of  §§  31.172  to  31.176 
Inclusive. 

5  31.172  Waters  open  to  fishing.  Only 
the  waters  of  the  Little  Pend  Oreille  River 
and  Its  tributaries  within  the  refuge  shall 
be  open  to  fishing.  No  fishing  of  any 
kind  will  be  permitted  within  the  refuge 
during  the  Federal  open  season  for  the 
hunting  of  migratory-waterfowl.  In  the 
event  that  fishing  Is  found  to  be  unduly 
depleting  any  species  of  fishes  or  Is  Inter- 
fering with  the  use  of  any  particular  wa- 
ters by  migratory  birds  or  other  wildlife, 
the  privilege  of  fishing  will  be  suspended 
by  the  Secretary,  which  suspension  shall 
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be  effective  3  days  after  publication  of 
notice  thereof  In  the  Federal  Register. 

9  31.173  State  fishing  laws.  Anj;  per- 
son who  fishes  within  the  refuge  piust 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Washing- 
ton. 

5  31.174  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  Issued  by  the  State  of  Washing- 
ton. If  such  license  Is  required.  This 
license  shall  serve  as  a  Federal  permit  for 
fishing  In  the  refuge  and  must  be  carried 
on  the  person  of  the  permittee  while  so 
fishing.  The  license  must  be  exhibited 
upon  request  of  any  representative  of  the 
State  Game  Commission  authorized  to 
enforce  the  State  game  and  fish  laws  or 
of  any  representative  of  the  Fish  and 
Wildlife  Service. 

S  31.175  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  the  officer  in 
charge  by  suitable  posting. 

i  31.176  Use  of  motor  boats.  The  use 
of  motor  boats,  either  inboard  or  out- 
board. Is  prohibited  on  all  waters  of  the 
refuge  except  for  official  purposes. 

hunting 

Sourok:  is  31.177  to  31.181  contained  la 
Reg.,  July  14,  1944,  9  F.  R.  8189. 

§  31.177  Deer  hunting  permitted.  Un- 
til further  notice  deer  may  be  taken  In 
the  open  season  prescribed  therefore 
by  the  State  Game  Commission  of 
Washington  on  lands  of  the  United 
States  within  the  exterior  boundary  of 
the  Little  Pend  Oreille  National  Wildlife 
Refuge,  Washington,  under  the  special 
provisions,  conditions,  restrictions,  and 
requirements  of  §§  31.178  to  31.181  In- 
clusive. 

S  31.178  State  game  laws.  Any  per- 
son who  hunts  within  the  refuge  must 
comply  with  the  applicable  State  laws 
and  regulations. 

§  31.179  Hunting  license  and  permit. 
Any  person  who  hunts  within  the  refuge 
shall  be  In  possession  of  a  valid  State 
hunting  license  and  a  permit,  if  such 
license  and  permit  are  required.  The 
license  and  the  permit  must  be  carried 
on  the  person  of  the  licensee  while  so 
hunting  and  must  be  exhibited  upon  re- 
quest of  any  representative  of  the  Wash- 
ington State  Game  Commission  or  of  the 
Fish  and  Wildlife  Service.  Upon  request 
of  any  such  officer  the  licensee  must 
also  exhibit  for  inspection  all  game 
killed  by  him  or  In  his  possession. 

§  31.180  Disorderly  conduct,  intoxica- 
tion. No  person  who  Is  intoxicated  will 
be  permitted  to  enter  upon  the  refuge 
for  the  purpose  of  hunting,  and  any  per- 
son who  indulges  in  any  disorderly  con- 
duct on  the  refuge  will  be  removed  there- 
from by  the  officer  in  charge  and  dealt 
with  as  prescribed  by  law. 

§  31.181  Forfeiture  of  privileges.  Fail- 
ure of  any  person  hunting  upon  the 
refuge  to  comply  with  any  of  the  pro- 
visions, conditions,  restrictions,  or  re- 
quirements of  5§  31.177  to  31.181,  Inclu- 
sive, or  the  violation  by  him  of  any 
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provision  of  Federal  laws  or  regulations 
applicable  to  wildlife,  not  only  will 
render  such  person  liable  to  prosecution 
under  the  law.  but  also  will  be  sufficient 
cause  for  removing  him  from  the  refuge 
and  for  refusing  him  further  hunting 
privileges  on  such  refuge,  or  any  other 
use  or  privilege  on  any  such  refuge  for 
which  a  permit  may  be  required. 

StiBPART  —  LowiR     Klamath     National 
WiLDLirt  Retuoe,  California  and  Of«- 

CON 

HTJNTINO 

Sou«cb:  1131.191  c-  31.198  contained  In 
Reg..  Sec.  Int..  Oct.  15.  1942.  8  P.  R.  2216, 
except  as  noted  following  Bectton  affected. 

S  31.191    Hunting  permitted.    Migra- 
tory waterfowl  (except  those  species  for 
which  no  open  season  is  prescribed  by  the 
Migratory  Bird  Treaty  Act  regulations), 
coots,    and    pheasants    may    be    taken 
within     certain     areas,     described     In 
g  31.192.  of  the  Lower  Klamath  National 
Wildlife  Refuge,  In  California  and  Ore- 
gon, during  the  period  prescribed  there- 
for  for   the   respective   States   by   the 
Migratory  Bird  Treaty  Act  regulations. 
In   accordance   with   the   provisions   of 
Parts  18  and  21  of  this  chapter,  and  in 
accordance  with  the  regxilations  promul- 
gated pursuant  to  the  authority  con- 
tained In  the  Migratory  Bird  Treaty  Act 
of  July  3,  1918.  as  amended,  when,  in 
manner,  by  means,  and  to  the  extent  not 
prohibited  by  either  Federal  or  State  law 
or  regulation,  and  under  the  special  pro- 
visions, conditions,  restrictions,  and  re- 
quirements of  §5  31.192  to  31.198,  Inclu- 
£ive. 

§  31.192  Areas  open  to  hunting.  All 
the  lands  of  the  United  States  within  the 
following-described  areas  of  the  refuge 
shall  be  open  to  hunting : 

(a)  All  that  part  of  the  refuge  lying 
In  the  State  of  Oregon. 

(b)  All  that  part  of  the  refuge  lying 
northeasterly  of  a  line  extending  from 
the  intersection  of  the  north-south 
quarter  line  section  14,  T.  48  N..  R.  2  E.. 
and  the  north  boundary  of  the  State  of 
California,  southeasterly  to  the  center  of 
section  30.  T.  48  N.,  R.  3  E. :  thence  east- 
erly to  the  center  of  section  29,  T.  48  N., 
R.  3  E.:  and  thence  southeasterly  to  a 
point  on  the  refuge  boundary  at  the  east 
one-sixteenth  comer  on  the  east-west 
quarter  line  of  section  9,  T.  47  N.,  R.  3 
E.,  Mount  Diablo  Meridian. 

(c)  Impoundment  Units  4,  7,  8,  and 
9,  comprising  all  or  parts  of  the  follow- 
ing subdivisions:  sections  1  and  2  T.  47 
N.,  R.  2  E..  sections  14,  23,  24,  25,  26, 
35  and  36  T.  48  N.,  R.  2  E.:  sections  4. 
5.  6.  7.  8  and  9  T.  47  N..  R.  3  E.,  and 
sections  29.  30.  31,  and  32  T.  48  N.,  R.  3 
E..  Mount  Diablo  Meridian  and  de.slg- 
nated  by  suitable  posting  by  the  officer 
In  charge  of  the  refuge. 

(Oct.   16,   1942,  as  amended  Oct.  4,  194fl;    8 
F.  R.  2215,  11  F.  R.  11508) 

S  31.193  State  laws.  Any  person 
while  hunting  within  the  refuge  must 
comply  with  the  applicable  State  laws 
and  regulations. 

S  31.194  Hunting  licenses  and  per- 
mits. Any  person  who  himts  within  the 
refuge  shall  be  in  possession  of  a  valid 
State  hunting  license,  if  such  license  is  re- 
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quired,  and.  if  hunting  migratory  water- 
fowl, a  properly  validated  migratory- 
bird  hunting  stamp.  The  license  and 
the  stamp  shall  serve  as  a  Federal  per- 
mit for  hunting  on  the  refuge  and  must 
be  carried  on  the  person  of  the  licensee 
while  so  hunting.  The  license  and  the 
stamp  must  be  exhibited  upon  the  re- 
quest of  any  representative  of  the  Cali- 
fornia Department  of  Natural  Resources 
or  of  the  Oregon  State  Game  Commls- 
sl-in  authorized  to  enforce  the  State  game 
laws,  or  of  any  representative  of  the  De- 
partment of  the  Interior.  Upon  request 
of  the  officer  In  charge,  the  licensee  must 
also  exhibit  for  Inspection  all  wildlife 
killed  by  him  or  In  his  possession. 

8  31.195  Disorderly  conduct:  intoxi- 
cation. No  person  who  Is  vislWy  Intoxi- 
cated will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  hunting,  and 
any  person  who  Indulges  In  any  disor- 
derly conduct  on  the  refuge  will  be  re- 
moved therefrom  by  the  officer  In  charge 
and  dealt  with  as  prescribed  by  law. 

8  31.196  HuHting^doos.  Each  person 
hunting  on  the  public  shooting  grounds 
wUl  be  permitted  to  take  his  hunting 
dogs,  not  to  exceed  two  In  number,  upon 
such'  areas  for  the  purpose  of  retrieving 
dead  or  wounded  birds,  but  such  dogs 
shall  not  be  permitted  to  run  at  large 
on  the  public  shooting  grounds  or  else- 
where on  the  refuge. 

8  31.197  Entry  upon  refuge:  firearms. 
Persons  entering  the  refuge  for  the  pur- 
pose of  hunting  shall  u.se  such  routes  of 
travel  as  may  be  designated  by  sulUble 
posting  by  the  officer  in  charge  and  shall 
not  otherwise  enter  upon  the  refuge. 
The  carrying  or  being  in  possession  of 
firearms  within  the  areas  of  the  refuge 
not  open  to  public  hunting  Is  prohibited, 
except  that  such  firearms  may  be  pos- 
sessed or  transported  along  routes  of 
travel  designated  by  the  officer  in  charge, 
across  such  closed  areas  provided  they 
are  unloaded,  and  broken  or  properly  en- 
cased. The  carrying  or  being  In  pos- 
session of  rifled  firearms  or  the  use  of 
single-ball  or  slug-loaded  shotgun  shells 
"  on  the  refuge  is  prohibited. 

S  31.198  Penalties.  Pailuie  of  a  per- 
mittee to  comply  with  any  of  the  condi- 
tions, restrictions,  or  requirements  of 
§§  31.191  to  31.198,  Inclusive,  will  be  suffi- 
cient cause  for  removing  him  from  the 
refuge  and  for  refa«;ing  him  further 
hunting  privileges  on  the  refuge. 

Subpart— Malheur  National  Wildufi: 
Refugi,  Oregon 

FISHING 

Source:    {5  31.201  to  31206  contained  In 
Reg..  June  3,  19S8.  1  P.  R.  635. 

§  31.201  Fishing  permitted.  Pursu- 
ant to  regulations  In  Parts  18  and  21  of 
this  chapter,  until  further  notice,  under 
permit  Issued  by  the  superintendent  In 
charge  or  his  duly  authorized  represent- 
ative, fish  may  be  taken  when  and  as 
permitted  by  the  laws  and  regulations  of 
the  State  of  Oregon  in  the  Blitzen  River, 
from  the  mouth  of  Bridge  Creek  where 
it  enters  the  said  river,  southward  to  the 
south  boundary  of  the  refuge,  and  In 
Bridge  Creek,  within  the  Malheur  Na- 
tional Wildlife  Refuge  (Blitzen  Valley). 


subject  to  the  conditions  and  restrictions 
of  8§  31.202  to  31.205.  Inclusive. 

§31.202  Licenses.  Prior  to  the  is-^^u- 
ance  of  a  permit  to  fish  in  the  above- 
described  waters  of  the  refuge,  the  appli- 
cant for  the  privilege  of  fishing  shall  be 
in  posesssion  of  and  exhibit  to  the  resi- 
dent officer  in  charge  a  valid  State  fi.<^hlr.g 
license.  If  such  license  is  required,  and 
any  person  to  whom  has  been  issued  a 
Federal  fishing  permit  shall  carry  such 
permit  on  his  person  when  exercising  the 
privileges  thereimder:  Provided.  That 
such  fishing  shall  be  done  in  such  man- 
ner as  will  not  Interfere  with  the  objects 
for  which  the  refuge  was  established. 

8  31.203  Routes  of  travel.  Per5on.<i 
entering  the  refuge  for  the  purpose  of 
reaching  waters  thereof  for  flslilnR  shall 
follow  svich  routes  of  travel  as  shall  from 
time  to  time  be  designated  by  the  officer 
in  charge  of  the  refuge. 

8  31.204  Firearms  and  fires.  The  car- 
rying or  being  In  possession  of  firearms  of 
any  description  or  lighting  of  fires  for 
any  purpose  while  on  such  refuge  is  not 
permitted.  Special  care  must  be  ob- 
served to  prevent  lighted  matches,  cigars, 
cigarettes,  or  pipe  ashes  from  being 
dropped  in  grass  or  other  lnfiammabl« 
material. 

8  31.205  Suspension  of  fishing  privi- 
leges. Whenever  it  shall  appear,  during 
the  open  season  herein  provided,  that 
because  of  Intensive  fishing  or  other 
causes  the  supply  of  fish  In  any  portion 
or  portions  of  the  waters  open  to  fishing 
is  becoming  excessively  reduced,  the  resi- 
dent officer  In  charge  of  the  refuge  may, 
in  his  discretion,  within  three  days  after 
giving  notice  to  that  effect,  terminate 
fishing  in  such  area  or  areas  as  may  in 
his  Judgment  have  become  so  affected; 
and  all  outstanding  permits  shall  there- 
upon become  null  and  void  for  fi.shlnp  in 
such  area  or  areas. 

8  31.206  Revocation  of  permits.  Any 
permit  issued  under  §§31.201  to  31206. 
Inclusive,  may  be  revoked  by  the  i.'^suing 
officer  for  noncompliance  with  the  term.« 
thereof,  for  noouse.  or  for  violation  of 
any  law  or  regulation  applicable  to  the 
refuge  or  of  any  State  or  Federal  law  or 
regtdatlon  protecting  fish  or  other  wild- 
life, or  the  nests  or  eggs  of  bird.s ;  and  11 
is  subject  at  all  times  to  discretionary 
revocation  by  the  Secretary. 

HinilTIMC 

80TJ«r«:  Hil.Vn  to  Sl.218  contained  in 
R«g..  Oct.  21,  1M8.  13  F.  R.  6a«7 

S  31.207  Hunting  permitted.  Migra- 
tory waterfowl,  coots,  and  pheasant.-  may 
be  taken  within  the  area  of  Malheur  Na- 
tional Wildlife  Refuge.  Oregon,  described 
in  8  31.208  in  accordance  with  the  Migra- 
tory Bird  Treaty  Act  Regulations  '50 
CFR  6.1-6.12).  when,  in  manner,  and 
to  the  extent  not  prohibited  by  State  law 
or  regulation:  Provided,  That  the  privi- 
leges herein  granted  shall  be  exercised 
in  accordance  with  the  provisions  ol 
Parts  18  and  21  of  this  chapter  and  under 
the  special  provisions,  conditions,  re- 
strictions, and  requirements  of  §5  31.2tio 
to  81.213,  Inclusive. 

8  31.208  Area  open  to  hunting.  Ail 
that  area  of  land  and  water  owned  Ijy  ine 
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United  States  in  Harney  County.  Oregon, 
situated  In  and  abutting  on  the  west  end 
of  Malheur  Lake,  together  with  part  of 
the  Narrows  connecting  said  Malheur 
Lake  with  Mud  Lake,  bounded  and  de- 
scribed as  follows : 

Beginning  in  the  east  boundary  of  T.  26  S., 
R    31  E.   (south  of  Malheur  Lake,  the  east 
quarter  corner  of  fractional  sec.  25,  approxi- 
mately one-half  mile  south  of  and  near  the 
west  end  of  Malheur  Lake;  thence  with  four 
courses  within  said  township,  west  In  said 
fractional  sec.  25,  80.00  cha.  to  the  quarter- 
section  corner  common  to  fractional  sees.  25 
and  28;  south  with  part  of  the  line  common 
to  said  fractional  sees.  25  and  26,  20.00  chs. 
to  the  southeast  corner  of  lot  four  (4)  of  said 
fractional  sec.  26;  In  fractional  sec.  26,  west 
4000  chs.,  north  approximately  2.00  chs.  to 
the  corner  in  the  record  meander  line  (known 
as  the  Neal  Survey  Line)  of  T.  26  S.,  R.  30  E.. 
(south  of  Malheur  Lake),  In  the  northwest 
boundary  of  fractional  seo.  26.  common  to 
lilts  five  (5)  and  seven  (7)  on  the  southeast 
side  of  the  Narrows  connecting  Malheur  and 
Mud  Lakes;  thence  approximately  8.  78°  16' 
W.  crossing  said  Narrows  8.60  chs.  to  the 
record  meander  line  (known  as  the  Neal  Sur- 
vey Line)  of  T.  26  S..  R.  31  E.  (north  of  Mal- 
heur Lake ) .  the  meander  corner  common  to 
fractional  sees.  26  and  35  on  the  northwest 
side  of   the   said   Narrows;    thence   with    17 
courses  in  T.  26  S..  R.  31  E.  (north  of  Malheur 
Lake),  west  with  part  of  the  line  common  to 
said  fractional  sees.  26  and  35  approximately 
3  00  chs.  to  the  quarter-section  corner  in  said 
line;  in  sec.  26.  north  40.00  chs..  west  20.00 
chs .  north  20  00  chs..  east  20.00  chs.,  north 
20  00  chs.  to  the  quarter-section  corner  com- 
mon to  fractional  sees.  23  and  26;  west  with 
the  line  common  to  said  fractional  sees.  23 
and  26,  20.00  chs.  to  the  west  sixteenth-sec- 
tion corner  in  said  line;  in  fractional  sec.  23, 
north  40.00  chs.,  east  40.00  chs.,  north  20.00 
chs  .  west  20.00  chs..  north  20.00  chs.  to  the 
quarter-section  corner  common  to  fractional 
sees.  14  and  23;   in  said  fractional  sec.  14. 
north  20.00  chs.,  east  20.00  chs..  north  20.00 
chs .  east  20.00  chs.  to  the  quarter-section 
corner  common  to  fractional  sees.  13  and  14; 
east  in  said  fractional  sec.  13.  80.00  chs.  to 
the  quarter-section  corner  common  to  T.  26 
8.  R.  31  E.   (north  of  Malheur  Lake),  frac- 
tional sec.  13.  and  T.  26  S..  R.  32  E.  (north  of 
Malheur   Lake),   fractional   sec.    18;    thence 
with  22  courses  in  said  T.  28  8..  R.  32  E. 
(north  of  Malheur  Lake),  in  fractional  sec. 
18.  east  20.00  chs.,  north  20.00  chs.,  east  20.00 
chs.,  north  20.00  chs.,  to  the  quarter-section 
corner  common  to  fractional  sees.  7  and  18; 
west  with  part  of  the  line  common  to  said 
fractional  sees.  7  and  18.  20.00  chs.  to  the 
west  sixteenth-section  corner  in  said  line;  in 
fractional  sec.  7,  north  60.00  chs.,  east  40.00 
ch.s.,  north  20.00  chs.  to  the  east  sixteenth- 
section  corner  common  to  fractional  sees.  6 
and  7;  west  with  the  line  common  to  said 
fractional  sees.  6  and  7.  40.00  chs.  to  the  west 
sixteenth-section  corner  in  said  line;  in  frac- 
tional sec.  6,  north  40.00  chs.,  east  20.00  chs.. 
south  20.00  chs.,  east  40.00  chs.,  to  the  south 
sixteenth-section   corner  common   to   frac- 
tional sees.  5  and  6:  south  with  part  of  the 
line  common  to  said  fractional  sees.  6  and  6, 
20  00  chs.  to  the  comer  common  to  fractional 
•ecs.  6,  6.  7.  and  8;  south  with  the  line  com- 
mon to  fractional  sees.  7  and  8,  80.00  chs.  to 
the  corner  common  to  fractional  sees.  7,  8, 
17.  and  18;  east  with  part  of  the  line  common 
to  fractional  sees.  8  and  17,  20.00  chs.  to  the 
west  sixteenth-section  corner  in  said  line; 
in  fractional  sec.  8,  north  40.00  chs.,  east 
20.00  chs.,  north  40.00  chs.  to  the  quarter- 
•ectlon  corner  common  to  fractional  sees.  5 
*nd  8;  in  said  fractional  sec.  6.  north  20.00 
chs..  west  40.00  chs.,  to  the  south  sixteenth- 
•ectlon  corner  in  the  line  common  to  frac- 
^nal  sees.  5  and  6;   north  with  said  line 
00.00  chs.   to   the  corner  common   to  said 
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fractional  sees.  6  and  6,  and  T.  25  S.,  R.  32  E. 
fractional  sec.  31  and  sec.  32;  thenc*  with 
four  courses  in  said  T.  25  S.,  R.  32  E.,  north 
with  part  of  the  line  common  to  said  frac- 
tional see.  31  and  sec.  32,  20.00  chs.  to  the 
south  sixteenth-section  corner  in  said  line; 
east  in  sec.  32,  80.00  chs.  to  the  south  six- 
teenth-section corner  common  to  sec.  32  and 
fractional  see.  33;  in  fractional  sec.  33,  east 
20.00  chs.,  south  20.00  chs.  to  the  west  six- 
teenth-section corner  in  the  south  boundary 
of  said  fractional  sec.  33,  and  in  the  north 
boundary  of  T.  26  S.,  R.  32  E.  (north  of  Mal- 
heur Lake),  fractional  sec.  4;   thence,  east 
with  part  of  the  south  boundary  of  said 
T.  25  S  .  R.  32  E.,  fractional  sec.  33  and  in 
part  with  the  north  boundary  of  T.  26  S., 
R.  32  E.  (north  of  Malheur  Lake),  fractional 
sec.  4,  60.00  chs.  to  the  corner  common  to 
said  T.  25  8.,  R.  32  E.,  fractional  sees.  3J  and 
34  and  in  the  north  boundary  of  said  T.  26  S., 
R.  82  E.  (north  of  Malheur  Lake),  fractional 
sec.  4;    thence  with  3  courses  in  T.  25  8., 
R.  32  E.,  north  with  the  line  common  to  frac- 
tional sees.  33  and  34,  40.00  cha.  to  the  quar- 
ter-section corner  in  said  line;  In  said  frac- 
tional sec.  34,  east  40.00  chs.,  south  40.00  chs. 
to  the  quarter-section  corner  in  the  south 
boundary  of  T.  26  8..  R.  32  E.  fractional  sec. 
34  and  in  the  north  boundary  of  T.  26  8., 
R.  33  E.  (north  of  Malheur  Lake),  fractional 
seo.  3;  thence  west  with  part  of  the  line  com- 
mon to  said  T.  25  S..  R.  32  E.  and  T.  28  8., 
R.  32  E.  (north  of  Malheur  Lake),  approxi- 
mately 10.00  chs.  to  the  west  sixteenth-sec- 
tion corner  in  the  north  boundary  of  T.  26  8., 
R.  32  E.  (north  of  Malheur  Lake),  sec.  3  and 
In  the  south  boundary  of  T.  25  S.,  R.  32  E.. 
fractional  sec.  34;  thence  with  three  courses 
In  T.  26  S..  R.  32  E.  (north  of  Malheur  Lake) , 
In  fractional  sec.  3,  south  40.00  chs..  east 
20.00  chs.,  south  approximately  36.00  chs.  to 
the  record  meander  line  (known  as  the  Neal 
Survey  Line)  in  the  south  boundary  of  said 
fractional  sec.  3,  at  the  comer  common  to 
lots  ten  (10)  and  eleven  (11);  thence  within 
Malheur   Lake,   south   approximately    107.60 
chs.  to  a  fence;  with  six  courses  along  a  Jence 
8  86''30'  W.,  30.35  chs.,  N  59°15'  W..  44.60  chs., 
8  47''26'  W.,  65.50  chs.,  8  28°20'  E.,  34.00  chs., 
8  56''25'  W.,  35.00  chs.,  3  64''40'  W.,  approxi- 
mately 5.00  chs.,  8  li'Ob-  W.,  leaving  fence, 
approximately  102.00  chs.,  to  a  fence;   with 
three  courses  along  a  fence,  8  16°00'  E.,  ap- 
proximately 28.00  chs.,  N  88  =  20'  W.,  1.90  chs., 
8  0''60'  E.,  49.00  chs..  to  the  record  meander 
line  (known  as  the  Neal  Survey  Line)   of  T. 
26  8..  R.  31  E.  (south  of  Malheur  Lake),  in 
the  north  boundary  of  fractional  sec.  30,  at 
the  corner  common  to  lots  fourteen  (14)  and 
fifteen  (15)  of  said  fractional  sec.  30;  thence 
with  three  courses  In  T.  26  8.,  R.  31  E.  (south 
of  Malheur  Lake) ,  in  fractional  see.  30,  south 
approximately  32.50  chs.,  to   the  southeast 
corner  of  lot  eleven  (11),  N  Se-OO'  W.  ap- 
proximately   6.50    chs.,    west    approximately 
34.00  chs.,  to  the  place  of  beginning. 

8  31.209  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  are  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter  and  strict  compliance  there- 
with Is  required.  Persons  entering  the 
refuge  for  the  purpose  of  hunting  shall 
use  such  routes  of  travel  within  the  ref- 
uge as  are  designated  by  posting.  The 
carrying  or  being  in  possession  of  fire- 
arms within  the  areas  of  the  refuge  not 
open  to  public  hunting  is  prohibited,  ex- 
cept that  such  firearms  may  be  possessed 
or  transported  across  such  closed  areas 
provided  they  are  unloaded,  and  broken 
or  properly  encased.  The  carrying  or  be- 
ing In  possession  of  rifled  firearms  or  the 
use  of  single-ball  or  slug-load  shotgun 
shell  on  the  refuge  Is  prohibited. 
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8  31.210  Permit.  Any  person  who 
hunts  within  the  refuge  must  have  on  his 
person  and  exhibit  at  the  request  of  any 
authorized  Federal  or  State  olHcer  what- 
ever license  Is  required  by  the  State  law 
and.  If  over  sixteen  years  of  age.  a  prop- 
erly validated  migratory  bird  hunting 
stamp.  The  said  license  and  stamp  shall 
serve  as  a  Federal  permit  for  hunting  on 
the  refuge. 

8  31.211  Dogs.  Each  person  hunting 
on  the  public  shooting  ground  will  be  per- 
mitted to  take  his  hunting  dogs,  not  to 
exceed  two  In  number,  upon  such  area 
for  the  purpose  of  retrieving  dead  or 
wounded  birds,  but  such  dogs  shall  not  be 
permitted  to  run  at  large  on  the  public 
shooting  grounds  or  elsewhere  on  the 
refuge. 

8  31.212  Boats.  The  use  of  boats, 
canoes,  or  floating  devices  of  any  descrip- 
tion for  the  purpose  of  hunting  is  pro- 
hibited. 

8  31.213  State  cooperation.  The  co- 
operation of  the  Oregon  Game  Commis- 
sion may  be  enlisted  in  the  regulation, 
management,  and  operation  of  the  public 
hunting  area,  and  the  State  may  pro- 
mulgate such  special  rules  or  regulations 
as  may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such  State  rules  or  regulations  are 
Issued,  compliance  therewith  shall  be  a 
requisite  for  lawful  entry  for  the  pur- 
pose of  hunting. 

Because  8  31.207  grants  certain  priv- 
ileges with  respect  to  the  use  of  the 
public  property  described  herein  which 
heretofore  were  not  authorized,  and  be- 
cause the  privileges  may  be  enjoyed  only 
during  the  open  season  for  hunting 
migratory  waterfowl  and  coots,  which 
commences  In  Oregon  on  October  29, 
1948,  It  Is  found  that  it  is  necessary  to 
Issue  88  31.207  to  31.213,  inclusive,  sub- 
ject to  the  effective  date  limitation  of 
section  4  (c)  of  the  Administrative  Pro- 
cedure Act  (60  Stat.  238,  5  U.  S.  C.  1003 
(c). 

Subpart— McKay  Creek  National 
Wildlife  Refuge,  Oregon 

FISHING 

SotmcB:  SI  31.221  to  31.226  contained  in 
Reg.,  Sec.  Int.,  Oct.  23,  1939,  4  F.  R.  4437. 

8  31.221  Fishing  permitted.  Until 
further  notice,  in  accordance  with  the 
provisions  of  Parts  18  and  21  of  this 
chapter,  fishes  may  be  taken  for  noncom- 
mercial purposes,  and  by  hook  and  line 
only,  from  the  waters  of  the  McKay  Creek 
National  Wildlife  Refuge,  Oregon,  subject 
to  conditions  and  restrictions  specified 
in  8§  31.222  to  31.226  inclusive. 

8  31.222  Waters  open  to  fishing.  All 
waters  within  the  refuge  shall  be  open  to 
fishing  Insofar  as  such  fishing  is  not  in- 
consistent with  the  primary  object  for 
which  the  refuge  was  established.  No 
fishing  of  any  kind  will  be  permitted 
within  the  refuge  during  the  migratory- 
waterfowl  hunting  season.  In  the  event 
that  the  Director  of  the  Fish  and  Wild- 
life Service  shall  find  that  fishing  in  any 
of  these  waters  Is  unduly  depleting  any 
species  of  fishes  therein  or  Is  Interfering 
with  the  use  of  any  particular  waters  by 
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migratory  birds  or  other  wildlife,  he  may 
suspend  the  privilege  of  fishing  in  such 
waters  pending  final  determination  by 
the  Secretary  of  the  Interior. 

(  31.223  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Oregon, 
and  In  the  absence  of  a  State  law  or  regu- 
lation in  respect  to  the  fishing  season 
and  the  number  and  size  of  fishes  that 
may  be  taken  the  Director  of  the  Pish 
and  Wildlife  Service  may  fix  such  sea- 
sons and  limits. 

S  31.224  Fishing  permits.  Any  person 
exercising  the  privilege  of  fishing  within 
the  refuge  shall  Be  In  possession  of  a 
valid  fishing  license  Issued  by  the  State 
of  Oregon,  if  such  license  is  required,  and 
shall  carry  such  license  on  his  person 
while  fishing,  and  when  requested  to  do 
so  shall  exhibit  It  to  any  representative 
of  the  State  Game  Commission  of  the 
State  of  Oregon  authorized  to  enforce 
the  game  and  fish  laws  of  the  State  or  to 
any  representative  of  the  Director  of  the 
Pish  and  Wildlife  Service. 

S  31.225  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  shall  from  time  to  time  be  designated 
by  the  officer  in  charge  of  the  refuge. 

8  31.226  Use  of  motor  boats.  The  use 
of  motor  boats,  either  Inboard  or  out- 
board. Is  prohibited  on  all  waters  of  the 
refuge  except  for  ofBclal  purposes. 

Subpart — Mesicink  Lakh  National 
WiLDLiTK  Refuge.  Montama 

riSHiNC 

8ou»c«:  {131.231  to  31.237  contained  In 
Reg..  July  14.  1944.  9  F.  R.  8349. 

S  31.231  Fishing  permitted.  Pishing 
Is  permitted  in  the  waters  hereinafter 
specified  of  the  Medicine  Lake  National 
Wildlife  Refuge,  Montana,  when  and  as 
permitted  by  the  laws  and  regulations  of 
the  State  of  Montana,  in  accordance 
with  the  provisions  of  Parts  18  and  21 
of  this  chapter  and  subject  to  the  condi- 
tions, restrictions,  and  requirements  of 
SS  31.232  to  31.237,  inclusive. 

I  31.232  Waters  open  to  fishing.  The 
waters  of  the  refuge  in  sections  5  and  6, 
8WV4  section  4,  and  NWV*  section  9,  all 
west  of  Young  Island  and  south  of 
Bryces  Island  and  the  unnamed  Islands 
west  thereof  T.  31  N.,  R.  56  E..  Montana 
Principal  Meridian,  as  Indicated  by  suit- 
able posting,  shall  be  open  to  fishing. 

5  31.233  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fi.shing  laws 
and  regulations  of  the  State  of  Montana. 

5  31.234  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  issued  by  the  Montana  State  Pish 
and  Game  Commission,  if  such  license  is 
required.  This  license  shall  serve  as  a 
Pederal  permit  for  fishing  in  the  speci- 
fied waters  of  the  refuge  and  must  be 
carried  on  the  person  of  the  licensee 
while  so  fishing.  The  license  must  be 
exhibited  upon  the  request  of  any  rep- 
resenUtive  of  the  Montana  State  Fl."5h 
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and  Game  Commission  or  of  the  Fish 
and-Wildlife  Service. 

S  31.235  Routes  of  travel.  Entrance 
to  the  fishing  area  shall  be  made  only 
from  or  through  the  recreational  area 
adjacent  to  State  Highway  No.  16  In  sec- 
tion 6.  Travel  over  the  truck  trail  south 
of  the  waters  open  to  fishing  will  be  per- 
mitted as  designated  by  suitable  posting 
by  the  officer  In  charge  of  the  refuge. 

S  31.236  Use  of  boats.  The  use  of  boats 
will  be  permitted  on  the  waters  of  the 
refuge,  open  to  fishing  as  designated  by 
the  officer  In  charge. 

S  31.237  Temporary  restrictions.  Dur- 
ing- periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  refuge  as.  In 
the  Judgment  of  the  officer  in  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  suit- 
ably posted  by  such  officer. 

HtTNTTNG 

Source:  if  31.238  to  31.242  coiualned  In 
Reg  .  Aug.  30,  1945,  10  F.  R.  11612.  except  as 
noted  following  section  affected. 

S  31.238  Hunting  permitted.  Migra- 
tory waterfowl  and  coots  may  be  taken 
within  the  areas  of  the  Medicine  Lake 
National  Wildlife  Refuge.  Montena.  de- 
scribed in  S  31.239  in  accordance  with 
the  regulations  promulgated  pursuant 
to  the  authority  contained  in  the  Mi- 
gratory Bird  Treaty  Act  and  with  the  ap- 
plicable hxmting  laws  and  regulations  of 
the  State  of  Montana. 

§  31.239  Public  shooting  area.  N»2, 
SW>4.  N'i2SE»4.  and  SWUSEU  Sec. 
4;  all  north  and  east  of  County  Road  In 
Sec.  5,  T.  31  N.,  R.  57  E.,  and  W'a  Sec. 
27;  all  Sec.  28;  all  south  and  east  of 
Coimty  Road  in  Sec.  32;  all  Sec.  33;  and 
NWV4  Sec.  34,  T.  32  N.,  R.  57  E. 

(Aug.  16.  1946.  11  F.  R.  9085) 

§  31.240  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  is  required. 
Persons  entering  the  refuge  for  the  pur- 
pose of  hunting  shall  use  such  routes  of 
travel  within  the  refuge  as  are  desig- 
nated by  posting.  The  carrying  or  being 
in  possession  of  firearms  within  the  areas 
of  the  refuge  not  open  to  public  hunting 
is  prohibited,  except  that  such  firearms 
may  be  possessed  or  transported  across 
such  closed  areas  provided  they  are  un- 
loaded, and  broken  or  properly  encased. 
The  carrying  or  being  in  possession  of 
rified  firearms  or  the  use  of  single-ball 
or  slug-load  shotgun  shell  on  the  refug« 
is  prohibited. 

§  31.241  Hunting  licenses  and  permits. 
Any  person  who  hunts  within  the  refuge 
must  have  on  his  person  and  exhibit 
at  the  request  of  any  authorized  Fed- 
eral or  State  officer  whatever  license  Is 
required  by  the  State  of  Montana,  and. 
If  hunting  migratory  waterfowl  and  be- 
ing over  sixteen  years  of  age,  a  properly 
validated  mlgratory-Mrd  hunting  stamp. 
The  said  license  and  stamp  shall  serve  as 
a  Pederal  permit  for  hunting  on  the 
refuge. 


I  31.242  Dogs.  Each  person  hunting 
on  the  public  shooting  ground  will  be 
permitted  to  take  his  himtlng  dogs,  not 
to  exceed  two  in  number,  upon  such  area.s 
for  the  purpose  of  retrieving  dead  or 
wounded  birds,  but  such  dogs  shall  not  be 
permitted  to  run  at  large  on  the  public 
shooting  grounds  or  elsewhere  on  the 
refuge. 

Subpart — Ninepipe  and  Pablo  Natio.nal 
Wildlife  Retuoes,  Montana 

nSHIMO 

Sourcb:  {{31251  to  31.264  contained  lii 
Reg.,  Aug.  5.  1936.  1  F.  R.  1012. 

$  31.251  Fishing  permitted.  Pursu- 
ant to  regulations  in  Parts  18  and  21  of 
this  chapter,  it  is  hereby  ordered  until 
further  notice  that  fish  may  be  taken 
only  from  January  1  to  April  30  and  from 
July  1  to  December  31  in  any  year,  a>. 
permitted  by  the  laws  and  regulations  of 
the  State  of  Montana  and  subject  to  such 
regulations  as  may  be  prescribed  by  the 
Bureau  of  Indian  Affairs  of  the  Depart- 
ment of  the  Interior,  from  waters  within 
the  Ninepipe  and  Pablo  Bird  Refuges 
established  by  Executive  Orders  3503  and 
3504,  dated  June  25,  1921,  subject  to  the 
conditions  and  restrictions  In  S§  31.252 
to  31.254,  inclusive. 

{  31.252  Licenses.  Any  person  exer- 
cising the  privilege  of  fishing  within  the 
refuge  shall  be  in  possession  of  a  valid 
State  fishing  license,  if  such  license  i.« 
required,  and  such  additional  licen.^e  or 
permit  as  may  be  required  by  the  Bureau 
of  Indian  Affairs.  Any  such  license  or 
permit,  upon  request,  shall  be  exhibited 
to  any  representative  of  the  State  Game 
Department  authorized  to  enforce  fish- 
ing laws,  any  representative  of  the  Bu- 
reau of  Indian  Affairs,  or  any  representa- 
tive of  the  Pish  and  Wildlife  Service; 
Provided,  That  ashing  shall  be  done  In 
such  manner  and  at  such  times  as  will 
not  interfere  with  the  object  for  which 
the  refuge  was  established. 

5  31.253  Routes  of  travel.  Persons 
entering  the  refuge  for  fishing  purposes 
shall  follow  such  routes  of  travel  and 
shall  enter  and  leave  the  refuge  at  .'■uch 
points  as  shall  from  time  to  time  be  des- 
ignated  by  the  officer  in  charge. 

8  31.254  Firearms  and  fires.  The 
carrying  or  being  in  possession  of  fire- 
arms of  any  description  is  not  permitted 
l^eclal  care  must  be  observed  to  prevent 
lighted  matches,  cigars,  or  cigarettes,  or 
pipe  ashes  from  being  dropped  in  gra.s.«  or 
other  inflammable  material. 

Subpart— Railroad  Vallet  National 
Wildlife  Refuge.  Nevada 

hunting 
80UBC1::    {{31.271    to  31274   contained   in 
Reg  ,  Oct.  8.  1948.  13  F.  R.  6018 

i  31.271  Hunting  permitted.  Mipia- 
tory  waterfowl  and  coots  only  may  be 
taken  within  the  area  of  the  Railroad 
Valley  National  Wildlife  Refuge,  Nevada, 
described  in  (  31.272,  in  accordance  with 
th«  Migratory  Bird  Treaty  Act  regula- 
tions (60  CFR  8.1-6.12),  when,  in  a  man- 
ner and  to  the  extent  permitted  by  State 
law  or  regulations:  Provided.  That  the 
privileges  herein  granted  shall  be  cxer- 
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clsed  In  accordance  with  the  provisions 
of  Parts  18  and  2).  of  this  chapter,  under 
the  special  provisions,  conditions,  restric- 
tions, and  requirements  of  §5  31.272  to 
31.274,  inclusive,  and  under  such  special 
provisions,  conditions,  regulations,  and 
requirements  as  shall  be  prescribed  by 
the  Nevada  PLsh  and  Game  Commission. 

5  31.272  Shooting  area.  That  part  of 
the  Railroad  Valley  National  Wildlife 
Refuge  lying  and  being  north  of  the 
township  line  between  townships  7  N. 
and  8  N.,  M.  D.  B.  L  M. 

§  31.273  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter  and 
strict  compliance  therewith  Is  required. 
The  carrying  or  being  in  possession  of 
firearms  within  the  areas  of  the  refuge 
not  open  to  public  hunting  is  prohibited, 
except  that  such  firearms  may  be  pos- 
sessed or  transported  across  such  closed 
areas  provided  they  are  unloaded,  and 
broken  or  properly  cased.  The  carrying 
or  being  in  possession  of  rifled  firearms  or 
Uie  use  of  -single-ball  or  slug-load  shot- 
gun shells  on  the  refuge  is  prohibited. 

$  31.274  Permits.  Any  person  who 
hunts  within  the  refuge  must  have  on  his 
person  and  exhibit  at  the  request  of  any 
authorized  Federal  or  Sute  officer  what- 
ever license  is  required  by  the  State  of 
Nevada,  and,  if  over  sixteen  years  of  age, 
a  properly  validated  migratory  bird 
hunting  stamp.  The  said  license  and 
stamp  shall  serve  as  a  Federal  permit  for 
hunting  on  the  refuge. 

Subpart — Red  PvOCk  Lakes  National 
Wildlife  Refuge,  Montana 

HUlfTING 

Soubce:  ({31.281  to  81286  contained  in 
Reg..  Oct.  7.  1936,  as  amended  Sept.  30,  1937; 
1  F  R.  1560.  2  F.  R.  2082,  except  as  noted 
following  section  affected. 

S  31.281  Hunting  permitted.  Pursu- 
ant to  and  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter 
and  in  accordance  with  the  regulations 
promulgated  pursuant  to  the  authority 
contained  in  the  Migratory  Bird  Treaty 
Act.  migratory  waterfowl  (except  those 
species  not  permitted  to  be  taken  under 
the  Migratory  Bird  Treaty  Act  regula- 
tions and  all  species  of  geese)  and  coots 
may  be  taken  during  the  period  pre- 
scribed for  the  taking  of  such  birds  in 
Montana  by  the  said  Migratory  Bird 
Treaty  Act  regulations,  if  permitted  by 
State  law,  within  the  area  of  the  Red 
Rock  Lakes  National  Wildlife  Refuge, 
Beaverhead  County,  Montana,  described 
in  J  31.282. 

lAUg   3,  1942,  7  F.  R   6274] 

J  31.282  Public  shooting  ground.  All 
land.s  and  waters  of  the  aforesaid  Red 
Rock  Lakes  National  Wildlife  Refuge 
embraced  within  the  following  boundary, 
are  hereby  designated  as  a  public  shoot- 
ing ground,  and  may  be  entered  without 
permit  for  the  purpose  of  hunting  in  ac- 
cordance with  5  31.281. 

Boundary 

Beginning  at  the  northeast  comer  of  •««. 
34.  T.  13  8..  R.  a  W. 
Thence  from  initial  point. 
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Southerly  on  line  between  aeoa.  84  axul  88 
to  the  meander  corner  thereof,  on  tha  north 
•hore  of  Lower  Red  Rock  Liake; 

Thence  aoutherly  acrcaa  Lower  Red  Rock 
Lake  to  the  meander  corner  of  lece.  2  and  8,  T. 
14  8.,  R.  2  W.,  located  on  the  south  shore  of 
•aid  lake; 

Thence  continuing  on  aectlon  lines  in  T.  14 
B.,  R.  2  W. 

Southerly  between  sees.  2  and  3,  10.  and  11, 
14,  and  19,  and  sees.  22  and  23  to  the  north 
one-sixteenth  corner  therof; 

Theuce  on  subdlvlslonal  lines  in  sec.  22; 

Westerly  to  the  northeast  one-sixteenth 
corner;  Southerly  to  the  east  center  one-six- 
teenth corner;.  Westerly  to  the  one-quarter 
corner  of  sees.  21  and  22; 

Thence  on  subdlvlslonal  line  In  sec.  21; 

Westerly  to  the  squthwest  comer  of  lot  2. 
sec.  21; 

Thence  northerly  on  line  between  sees.  20 
and  21  to  the  southeast  corner  of  lot  8,  sec 
20; 

Thence  on  subdlvlslonal  lines  In  sec.  20; 

Westerly  between  lots  8  and  9  and  lots  7  and 
10; 

Southerly  between  lots  10  and  11; 

Westerly  on  south  boundary  of  lot  11; 

Northerly  between  lots  11  and  12  and  lots 
8  and  6; 

Easterly  between  loU  3  and  6.  2  and  7.  and 
lot*  1  and  8  to  the  southeast  comer  of  lot  1, 
•ec.  20; 

Thence  continuing  on  aectlon  lines. 

Northerly  between  sees.  20  and  21,  ajid  sees. 
16  and  17; 

Easterly  between  sees.  8  and  17  to  the  one- 
quarter  corner   thereof; 

Tlience  on  subdlvlslonal  lines  in  see.  8; 

Northerly  to  the  center  one-quarter  corner; 

Westerly  to  the  one-quarter  corner  of  sees. 
7  and  8; 

Thence  northerly  on  line  between  sees.  7 
and  8  to  the  north  one-sixteenth  comer 
thereof; 

Thence  on  subdl visional  lines  in  sec.  7, 

Westerly  to  the  northeast  one-sixteenth 
corner; 

Northerly  to  the  east  one-sixteenth  corner 
between  sees.  6  and  7; 

Thence  on  subdlvlslonal  lines  in  sec.  6; 

Northerly  to  the  southwest  corner  of  lot  7; 

Westerly  on  south  boundary  of  lota  8  and  9; 

Northerly  between  lota  5  and  9  to  south 
bank  of  Red  Rock  River; 

Thenea  easterly  with  south  bank  meanders 
of  said  river  to  the  northeast  corner  of  lot  9. 
on  said  river  bank; 

Thence  northerly  across  Red  Rock  River  to 
the  north  bank  and  continue  on  subdlvlslonal 
line  between  lots  2  and  6  to  the  northeast 
corner  of  lot  6; 

Westerly  between  lots  3  and  6; 

Northerly  between  lots  3  and  4  to  the  north 
boundary  of  T.  14  S  ,  R.  2  W.. 

Thence  easterly  on  said  boundary  to  the 
northeast  corner  of  lot  2  sec.  6; 

Thence  on  subdlvlslonal  lines  of  sec.  31  in 
T.  13  8.,  R.  2  W., 

Northerly  to  the  southeast  one-sixteenth 
corner; 

Easterly  to  the  south  one-sixteenth  corner 
of  sees.  31  and  32; 

Thence  northerly  on  line  between  sees.  31 
and  32  to  the  one-quarter  comer  thereof; 

Thence  on  subdlvislonaHlnes  In  sec.  32; 

Easterly  to  the  center  one-quarter  corner; 

Northerly  to  the  one-quarter  corner  be- 
tween sees.  29  and  32; 

Thence  easterly  on  line  between  sees.  29 
and  32,  28  and  S3,  and  sees.  27  and  84  to 
place  of  beginning. 

8  31.283  Fires  and  camping.  The 
lighting  of  flres  for  any  purpose  or  camp- 
ing on  any  area  of  the  refuge  except 
imder  permit  Is  prohibited,  and  special 
care  must  be  taken  to  prevent  lighted 
matches,  cigars,  or  cigarettes,  or  pipe 
ashes  from  being  dropped  In  grass  or 
other  inflammable  material. 
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I  S1.2t4  Hunting  dogs.  Each  person 
hunting  on  the  public  shooting  ground 
vill  be  permitted  to  take  his  dogs,  not  to 
exceed  two  in  number,  upon  such  area 
for  the  purpose  of  retrieving  dead  or 
woimded  birds,  but  such  dogs  shall  not 
be  permitted  to  run  at  large  on  the  pub- 
lic shooting  ground  or  elsewhere  on  the 
refuge. 

i  31.285  Exhibition  of  licenses  and 
bag.  Each  person  entering  the  refuge 
for  the  purpose  of  hunting  shall,  when 
requested  by  the  officer  in  charge,  or  his 
deputy,  produce  for  Inspection  his  State 
hunting  license  and  a  properly  validated 
Pederal  hunting  stamp,  and  whenever 
requested  by  any  such  officer  sliall  ex- 
hibit for  Inspection  all  waterfowl  and 
coots  killed  by  him;  and  his  failure  to 
comply  with  any  of  the  conditions,  re- 
strictions, or  requirements  of  5  SS  31.281 
to  31.286,  inclusive,  will  be  .sufficient 
cause  for  his  removal  from  the  refuge, 
and  for  refusal  of  future  hunting  privi- 
leges, if  any,  on  the  refuge. 

5  31.286  Defacement  or  destruction  of 
public  property.  The  destruction.  In- 
jury, defacement,  removal,  or  disturb- 
ance In  any  manner  of  any  public  build- 
ing, notice,  sign,  signboard,  equipment, 
fence,  dyke,  dyke  embankment,  dam 
bridge,  or  other  structure,  or  any  tree, 
flower,  vegetation,  or  any  animal  or  bird 
other  than  migratory  waterfowl  and 
coots  permitted  to  be  killed  hereunder, 
or  other  wildlife,  or  of  any  other  public 
property  of  any  kind  or  nature  is  pro- 
hibited by  law. 

FISHING 

Source:  {§31.287  to  31.290  contained  in 
Reg.,  Apr.  10,  1946,  11  F.  R.  4164. 

§  31.287  Fishing  permitted.  Game 
fishing  in  accordance  with  the  State  laws 
of  Montana  is  permitted  on  those  wa- 
ters located  within  the  boundaries  of  the 
Red  Rock  Lakes  National  Wildlife 
Refuge  described  specifically  as  follows: 
Culver  Pond,  Odell  Creek.  Red  Rock 
Creek,  Elk  Springs  Creek,  and  Culver 
Springs  Creek:  Provided.  That  such  fish- 
ing will  not  be  permitted  after  Septem- 
ber 15  of  any  year. 

5  31.288  Entry.  Entry  on  and  u.se  of 
the  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewltl*  is  required. 
Persons  entering  the  refuge  for  the  pur- 
pose of  fishing  must  follow  such  routes 
of  travel  within  the  refuge  as  are  desig- 
nated by  posting. 

§  31.289  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fish- 
ing laws  and  regulations  and  must  have 
on  their  person  and  exhibit  at  the  re- 
quest of  any  authorized  Federal  or  State 
officer  whatever  license  Is  required  by 
such  laws  and  regulations.  This  license 
shall  serve  as  a  Federal  permit  for  fish- 
ing in  the  specified  waters  of  the  refuge. 

§31.290  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions on  the  refuge,  at  times  of  high 
fire  hazard .  or  directly  following  the 
stocking  of  the  waters  thereof  with  fish, 
fishing  may  be  closed  or  limited.  In  any 
or  all  areas  of  the  refuge,  by  the  officer 
In  charge  when  he  deems  such  regula- 
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tlons  necessary  to  provide  adequate  pro- 
tection to  wildlife.  Such  closed  or  lim- 
ited areas  are  to  be  clearly  designated 
by  posting. 

Subpart— Ruby  Lake  National  Wildlifi 
Refuge,  Nevada 

nSHING 
80UKC1::     J5  31.301  to  31.308  contained  In 
Reg..  Aug.  31,  1943.  8  F.  R.  12520. 

6  31.301  Fishing  permitted.  Non-com- 
mercial fishing  Is  permitted  in  the  waters 
specified  in  5  31-302  of  the  Ruby  Lake 
National  Wildlife  Refuge.  Nevada,  during 
the  daylight  hours,  except  during  the  mi- 
gratory-waterfowl hunting  season,  in  ac- 
cordance with  the  provisions  of  Parts 
18  and  21  of  this  chapter,  and  subject 
to  the  conditions,  restrictions,  and  re- 
quirements of  J I  31.302  to  31.308  inclu- 
sive. 

S  31.302  Waters  open  to  fishing.  The 
waters,  ponds,  and  creeks  designated  by 
suitable  posting  by  the  officer  in  charge 
of  the  refuge  shall  be  open  to  the  taking 
of  game  fish  as  permitted  by  State  or 
county  law  or  regulation. 

I  31.303  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  Elko  and  White  Pine 
Counties  and  the  State  of  Nevada.  Fish- 
ing under  this  regulation  shall  be  by  hook 
and  line  ancluding  rod  and  reel)  only, 
as  defined  by  State  law. 

S  31  304  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  issued  by  the  State  of  Nevada,  if 
such  license  is  required,  and  a  permit  is- 
sued by  the  officer  in  charge  of  the  ref- 
uge. The  license  and  permit  shall  serve 
as  a  Federal  permit  for  fishing  in  the  spe- 
cified watfers  t>f  the  refuge  and  must  be 
carried  on  the  person  of  the  licensee 
while  .so  fishing.  The  license  must  be 
exhibited  upon  the  request  of  any  repre- 
sentative of  the  Nevada  State  Fish  and 
Game  Commission  or  of  the  Pish  and 
Wildlife  Service. 

§31.305  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  suitable  po.stlng 
by  the  officer  in  charge  of  the  refuge. 

§  31.306  Use  of  boats.  The  use  of  any 
boat,  canoe,  or  floating  device  of  any  de- 
scription Is  prohibited  on  all  waters  of 
the  refuge  except  for  official  purposes, 
except  as  designated  by  suitable  posting 
by  the  officer  jn  charge  of  the  refuge. 

5  31.307  Bait  restrictions.  No  person 
shall  use  live  minnows  or  any  other  fish 
or  any  part  thereof  for  bait  while  fishing 
■  in  any  of  the  waters  of  the  refuge,  and 
no  one  may  have  In  his  possession  within 
the  boundaries  of  the  refuge  any  live 
minnows  or  any  seine  or  net  that  may  be 
used  In  capturing  minnows. 


§31.308  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  permit- 
ted in  such  areas  of  the  refuge  as,  in  the 
Judgment  of  the  officer  in  charge,  should 
be  closed  to  fishing  in  order  to  provide 
adequate  protection  for  such  waterfowl 
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concentrations  and  are  posted  suitably 
by  such  officer. 

HUNTlNa 
SouRCi::    JJ  31.309  to  31311   contained  Im 
Reg..  Oct.  12,  1944.  9  P.  R.  12476. 

§  31.309  Hunting  permitted.  The 
hunting  of  migratory  waterfowl  will  be 
permitted  in  accordance  with  regulations 
under  the  Migratory  Bird  Treaty  Act 
within  that  portion  of  the  Ruby  Lake 
National  Wildlife  Refuge,  Nevada,  lying 
in  White  Pine  County.  Ts.  25  and  26  N.. 
Rs.  57  and  58  E..  Mount  Ertablo  Meridian. 

5  31.310  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  is  required. 
Not  to  exceed  two  hunting  dogs  may  be 
used  by  each  hunter  but  such  dogs  shall 
not  be  permitted  to  run  unattended  on 
the  refuge.  Hunters  shall  follow  such 
routes  of  travel  within  the  refuge  as  are 
designated  by  posting. 

§31.311  State  hunting  laws.  All 
hunters  must  comply  with  the  State 
hunting  laws  and  regulations  and  must 
have  on  their  person  and  exhibit  at  the 
request  of  any  authorized  Federal  or 
State  officer  whatever  license  Is  required 
by  such  laws  and  regulations. 

Subpart — Snake  River   National 
Wildlife  Refuge.  Idaho 

HUNTING 
Ekjxnici::    55  31.321   to  31.327  contalneffl   In 
Reg..  Sept.  3.  1943.  8  P.  R.  12572. 

§  31.321     Hunting    permitted.      Until 
further  notice  the  Snake  River  National 
Wildlife  Refuge.  Idaho,  shall  be  open  to 
hunting  as  follows:  (a)  migratory  water- 
fowl (except  those  species  for  which  no 
open  season  is  prescribed  by  the  Migra- 
tory Bird  Treaty  Act  regulations*    and 
coots  may  be  taken  during  the  period 
prescribed  for  the  taking  of  such  birds 
In  Idaho.  In  accordance  with  the  regu- 
lations   promulgated    pursuant    to    the 
authority  contained   in   the  Migratory 
Bird    Treaty    Act    of   July    3.    1918.    as 
amended,  when.  In  manner,  by  means, 
and   to   the    extent    not   prohibited    by 
either  Federal  or  State  law  or  regula- 
tion; (b)  pheasants,  rabbits,  and  upland 
game  may  be  taken  in  accordance  with 
and  as  permitted  by  the  State  game  laws 
and  regulations  during  the  period  from 
September  1  to  the  following  January  31. 
inclusive   <c)    hunting  as  permitted  by 
this  section  shall  be  in  accordance  with 
Parts  18  and  21  of  this  chapter  and  sub- 
ject to  the  special  provisions,  conditions, 
restrictions,  and  requirements  of  §§31.322 
to  31.327  inclusive. 

§  31.322  State  laws.  Any  person  while 
hunting  within  the  refuge  must  comply 
with  the  applicable  State  laws  and 
regulations. 

§  31.323  Hunting  licenses  and  per- 
mits. Any  person  who  hunts  within  the 
refuge  shall  be  in  possession  of  a  valid 
hunting  license  issued  by  the  State  of 
Idaho,  if  such  license  Is  required,  and, 
if  hunting  migratory  Vaterf owl.  a  prop- 
erly validated  mlgratory-blrd  hunting 
stamp.  The  said  license  and  the  stamp 
shall  serve  as  a  Federal  permit  for  hunt- 
ing on  the  refuge  and  must  be  carried 


on  the  person  of  the  licensee  while  so 
hunting.  The  said  license  and  the  stamp 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  Idaho  Fish  and 
Game  Commission  authorized  to  enforce 
the  State  game  laws  or  any  representa- 
tive of  the  Department  of  the  Interior. 
Upon  request  of  the  officer  in  charge  of 
the  refuge,  the  licen.see  must  also  ex- 
hibit for  Inspection  all  birds  and  game 
killed  by  him  or  in  his  possession. 

§  31.324  Disorderly  conduct:  intoiica- 
tion.  No  person  who  is  Intoxicated  will 
be  permitted  to  enter  or  remain  upon 
the  refuge  for  the  purpose  of  hunting 
hereunder,  and  any  person  who  indulges 
In  any  disorderly  conduct  on  the  refuge 
will  be  removed  therefrom  by  the  officer 
In  charge  and  dealt  with  as  prescribed 
by  law. 

§  31.325  Hunting  dogs.  Each  person 
hunting  on  the  refuge  will  be  permitted 
to  take  his  hunting  dogs,  not  to  exceed 
two  in  niunber.  upon  any  area  of  the 
refuge  for  the  purpose  of  hunting  up- 
land game  or  of  retrieving  dead  or 
wounded  birds,  but  such  dogs  shall  not 
be  permitted  to  rim  at  large  unattended 
on  the  refuge. 

§  31.326  Firearms.  Persons  entering 
the  refuge  for  the  purpose  of  hunting 
shall  not  be  In  possession  of  rifled  fire- 
arms, and  the  use  of  single-ball  or  slug- 
loaded  shotgun  shells  on  the  refuge  is 
prohibited. 

§31.327  Forfeiture  of  privileges.  Fail- 
ure of  any  person  hunting  on  the  refuge 
to  comply  with  any  of  the  provisions, 
conditions,  restrictions,  or  requirements 
of  §§31.321  to  31.327.  Inclusive,  or  the 
violation  by  him  of  any  of  the  provi- 
sions of  State  or  Federal  law  or  regula- 
tions applicable  to  hunting  on  the  refuge 
not  only  will  render  such  person  liable 
to  prosecution  under  the  law  but  also  will 
be  sufficient  caa<;e  for  removing  him  from 
the  refuge  and  for  refusing  him  furtlier 
hunting  privileges  on  the  refuge. 

Subpart — Thikf  Valley  National 
Wildlife  Refuge,  Oregon 

FISHING 

Source:   55  31.331    to   31336   contained   In 
Reg..  Sec.  Int.,  June  29.  1942.  7  F.  R.  5252. 

§  31.331  Fishing  permitted.  Noncom- 
mercial flshlng  Is  permitted  In  all  waters 
of  the  Thief  Valley  National  Wildlife  Ref- 
uge, Oregon,  each  year  during  the  season 
prescribed  therefor  by  the  Oregon  St.ite 
Game  Commission  except  diulng  the  mi- 
gratory-waterfowl hunting  season  and 
the  seven  days  preceding  the  said  sea.son. 
In  accordance  with  the  provision.s  of 
Parts  18  and  21  of  this  chapter  and  sub- 
ject to  the  conditions,  restrictions,  and 
requirements  of  SS  31.332  to  31.336  inclu- 
sive. 

§31.332  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Oreson. 
Fishing  shall  be  by  hook  and  line  only,  as 
defined  by  State  law. 

§  31.333  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fi.shing 
license  Issued  by  the  Oregon  State  Game 
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Commission.  If  such  license  Is  required. 
This  license  shall  serve  as  a  Federal  per- 
mit for  fishing  in  the  waters  of  the  refuge 
and  must  be  carried  on  the  persop  of  the 
licensee  while  so  flshlng.  The  llcensd' 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  Oregon  State 
0?.me  Commission  or  of  the  Pish  and 
Wildlife  Service. 

S  31.334  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  suitable  posting 
by  the  officer  In  charge  of  the  refuge. 

5  31.335  Use  of  mot  or  boats.  The  use 
of  motorlwats.  either  Inboard  or  out- 
board. Is  prohibited  on  all  watirs  of  the 
refuge  except  for  official  purposes. 

?  31.336  Temporary  restrictions. 
EKiring  periods  of  waterfowl  concentra- 
tion on  the  refuge,  fishing  will  not  be 
permitted  In  such  areas  of  the  refuge  as. 
in  the  judgment  of  the  officer  In  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

Subpart— TuLE  Lake  National  Wildlife 
Refuoe.  California 

HIWTING 

Soo»ce:  15  31.341  to  81.84S  contained  hi 
Rt-g..  Aug.  26.  1948.  13  F.  R.  6069. 

J  31.341  Hunting  permitted.  Migra- 
tory waterfowl  and  coots  may  be  taken 
within  the  area  of  Tule  Lake  National 
Wildlife  Refuge.  Cahfornla.  described  in 
i  31.342  In  accordance  with  Migratory 
Bird  Treaty  Act  Regulations  <§5  6.1-6.12 
of  this  chapter),  when.  In  manner,  and 
to  the  extent  not  prohibited  by  State  law 
or  regulation:  Provided.  That  the  privi- 
leges herein  granted  shall  be  exercised 
in  accordance  with  the  provisions  of 
Parts  18  and  21  of  this  chapter,  for  the 
administration  of  National  Wildlife  Ref- 
uges under  the  jurisdiction  of  the  Fish 
and  Wildlife  Service  and  under  the  spe- 
cial provisions,  conditions,  restrictions, 
and  requirements  of  SS  ?1.342  to  31.345. 
Inclusive. 

?  31.342  Shooting  area.  That  part  of 
the  Tule  Lake  National  Wildlife  Refuge, 
deMpnated  by  suitable  posting  by  the 
officer  In  charge  of  the  refuge,  lying  and 
being  north  of  the  following  described 
line: 

Beginning  on  the  eaat  boundary  of  the  ref- 
Uge  at  the  Eh^  corner  of  tectlon  20,  T.  47  N., 
R-  5  E.,  M.  D.  U.,  thence  we«t  along  the  center 
line  of  Bectlons  20  and  18.  T.  47  N..  R.  6  E , 
*nU  the  center  line  of  sectlona  24,  33  22  21 
20,  and  19.  T.  47  N..  R.  4  E..  to  the  point  of 
Intersection  with  the  west  boundary  ol  the 
refuge. 

5  31.343  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter,  as  amended,  and  strict  com- 
pliance therewith  is  required.  Persons 
entering  the  refuge  for  the  purpose  of 
hunting  shall  use  such  routes  of  travel 
within  the  refuge  as  are  designated  by 
Posting.  The  carrying  or  being  In  pos- 
ses.«:ion  of  firearms  within  the  areas  of 
the  refuge  not  open  to  public  hunting  Is 
prohibited,  except  that  such  firearms 
oiay  be  possessed  or  transported  across 
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•uch  closed  areas  iM^vIded  they  are  un- 
loaded, and  broken  or  properly  encased. 
The  carrying  or  being  In  possession  of 
rifled  flrearms  or  the  use  of  single-ball 
or  slug-load  shotgun  shell  on  the  refuge 
Is  prohibited. 

S  31.344  Permits.  Any  person  who 
hunts  within  the  refuge  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  offi- 
cer whatever  license  Is  required  by  the 
State  of  California,  and.  if  himting  mi- 
gratory waterfowl  and  being  over  sixteen 
years  of  age.  a  properly  validated  migra- 
tory bird  hunting  stamp.  The  said  li- 
cense and  stamp  shall  serve  as  a  Federal 
permit  for  hunting  on  the  refuge. 

§  31.345  Dogs.  Each  person  himting 
^on  the  public  shooting  groimd  will  be 
permitted  to  take  his  hunting  dogs,  not 
to  exceed  two  in  niunber.  upon  such 
areas  for  the  purpose  of  retrieving  dead 
or  wounded  birds,  but  such  dogs  shall  not 
be  permitted  to  run  at  large  on  the  public 
shooting  grounds  or  elsewhere  on  the 
refuge. 

Part  32 — Southwestern  Region 
Sec. 

32.1  Ll8t  of  States. 

SuBPA«T— Beab  River  Mickatory  Bikd  Retuce, 
Utah 

32.2  E>.try  upon  the  refuge. 

32.3  Permit  requirements. 
32  4         Domestic  animals. 

32.5         Economic  utilization  of  resources. 
82  6         Removal    of    surplus    and    Injurious 
objects. 

32.7  Specimens  for  sclentiflc.  exhibition. 

or  propagating  purposes. 

32.8  Scientific  studies. 

32.9  Application  for  permits. 

32.10  Exhibition  of  permits. 

32.11  Revocation  of  permits. 

HUNTING 

32.12  Hunting  permitted. 

32.13  Checking  stations. 

32.14  Routes  of  travel. 

32.15  Joint  survey. 

82.16  Public  shooting  grounds. 

32.17  Game  and  fur-t>earlng  animals 

32.18  Firearms. 
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8T7BPART — ^Bo8«n;  Del  Apachi  Vationai.  Welo- 

LITB   RlTDOB.   New   MBICO 


FISHING 

82.1'9       Pishing  permitted. 

TRAPPING 


Trapping  permitted. 

Trapping  permits. 

Verified  statement  of  residence;  State 
trapping  license. 

Trapping  methods;  marking  traps: 
seizure  of  illegal  traps  and  devices. 

Inspection  and  removal  of  traps. 

Dlapoaltlon  of  unauthorised  animals 

Plant  life  protected. 

Share-trapping;  division  and  dis- 
position of  products. 

Routes  of  travel. 

Report  by  permittee. 

Kxhlbitlon  and  revocation  of  permits. 

Penalties. 

SUBPAET— BTTTER    LaKI    NATIONAL    WlLDLITE 

Retuoe,  New  Mexico 

riSHING 

82.41  Fishing  permitted. 

i2.42  Waters  open  to  flshlng. 

39.43  0ute  flshlng  laws. 

92.44  FUhJjig  UceuMC  and  p«rmlt«. 
82.49  Routes  of  trartl. 

82.4fl      Use  of  boats. 

•8  47      Ttmporary  rtstrlctloni. 


32.21 
32.22 
32.23 

82.24 

32.26 
32.26 
32.27 
32.28 

32.29 
32.30 
32.31 
32.32 


«eo. 
32.61 

sa.62 

32.53 
32.64 
82.65 
32.56 
32.67 


WSHINO 

Fishing  permitted. 

Waters  open  to  fishing 

State  fishing  laws. 

Fishing  licenses  and  perm  Ms. 

Routes  of  travel. 

Use  of  boats. 

Temporary  restrictions. 


SUBPABT — HACERMAN     NATIONAL     WlLDI  IFE 

Refuge,  Texas 
commekoial  fishino 

32.61  Commercial  flshlng  permitted 

32.62  Enuy. 

32.63  State  fishing  laws. 

32.64  Temporary  restrictions. 

NONCOMMEHCUL  EISHINO 

32.65  Noncommercial    flshlng    permitted 

3266  Entrv. 

3267  State  fishing  laws. 
32.68       Temporary  restrictions. 

Subpart— Havasu   Lake   National    Wiloliff 
Retuce,  Arizona  and  Cautornia 


32.71 
32.72 
32.73 
32.74 
32  75 


HUNTINO 

Hunting  permitted. 
Areas  open  to  bunting 
Entry  on  the  refuge. 
Permit. 
Dogs. 


PTTBLIC  USE 

32.78      Public  use  areas. 


32.79 
32.80 

32.81 
3282 
82.83 
32.84 
32.85 


32.88 


32.89 


32.92 
32.93 
32  94 
32.95 


BOATING 

Boating   permitted. 

Permits   required   for   the   operation 

of  privately  owned  boats. 
Wharves,  docks,  and  boathouses. 
Equipment  required  for  boats. 
Navigation  rules. 

Responsibility  of  owners  of  boats. 
Disorderly  conduct. 

SANITATION 

Sanitary   requirements 

PHOTEcnoN  or  wtldlife 
Protection  of  wildlife,  flrearms. 

nsHINO 

Fishing  permitted. 

State  laws. 

Fishing  licenses  and  permits. 

Routes  of  travel. 


revocation  or  permits 
32.96       Revocation   of  permits. 

SL^PART— IMPEELAL      NATIONAL       WiLDLlFE 

Refuge,  Arizona  and  California 

HCNTINa 

32.101  Hunting  permitted. 

32.102  Area  open  to  hunting. 

32.103  State  laws. 

32.104  Hunting  licenses  and  permits. 

32.105  Disorderly  conduct;   intoxication 

32.106  Hunting  dogs. 

32.107  Entry  upon  refuge:   flrearms 

32.108  Penalties. 

StrBPAET— National  Elk  Refuge.  Wyoming 

FISHING 

32.111  Fishing  permitted. 

32.112  Waters  open  to  fishing 

32.113  Fishing  permits. 

32.114  State  flshlng  laws. 
82  116  Routes  of  travel. 

HUNTING  or  ELK 

82.116  Elk  hunting  permitted 

32.117  Area  open  to  hunting. 

32.118  State  laws  and  regulation.*; 

82.119  Disorderly  cojiduct;   iuloxK-.tiou.      ■ 


^  I 
«  I 

J 


2468 

8ec. 

82.120  Entry  upon  refuge. 

82.121  Forfeiture  of  prlvllegee. 

33  122    SUte  cooperation  In  management  of 
the  herd  and  the  shooting  area. 

BxTBPAKT— Salt  Plains  Nationai.  Wildlo* 
Rxruox,  Oklahoma 

nSHINQ 

32.131  Pishing  permitted. 

32.132  Entry. 

32.133  State  fishing  laws. 

82.134  Use  of  boats. 

82.135  Islands  closed  to  public. 

82.136  Shoreline  fishing. 

82.137  Temporary  restriction*. 

BUBPABT— Salt  Rivib  National  Wildliti 
RzruGK.   AaiZONA 

HUNTINO 

82  141  Hunting  permitted. 

82.142  Entry. 

82.143  Dogs. 

82.144  Routet  of  travel. 

82.145  State  hunting  laws. 

BuBPA«T— Sam  Andres  National  WildlitI 
Bsrvct,  New  Mexico 


82.151 

82.152 

82.153 

32.154 

32.155 

32.156 

82.157 

82.158 

33.159 


HUNTING    or    DEER 

Deer  hunting  permitted. 
Joint  survey. 
Area  open  to  hunting. 
State  laws  and  regulations. 
Disorderly  conduct;  Intoxication. 
Entry  upon  refuge;   civil  liability. 
Limitation  on  firearms  and  bullets. 
Penalties. 

State  cooperation  In  management  of 
the  shooting  area. 

Subpart— Tishomingo  National  Wildlit* 
RxruGX,  Oklahoma 

commercial  riSHINO 

32.161  Commercial  fishing  permitted. 

32.162  Entry. 

32.163  State  fishing  laws. 

82.164  Temporary  restrictions. 

noncommercial  nsHiNO 

32.165  Noncommercial  fishing  permitted. 

32.166  Entry. 

32.167  State  fishing  laws. 

32.168  Temporary  restrictions. 

BUBPABT^WlCHrTA     MOUNTAINS    WlLDLIF« 

Rxruox,  Oklahoma 

82.181  General  provisions. 

nSHINO 

32.182  Pishing  authorized. 

82.183  Fishing  permitted. 

32.184  Waters  open  to  fishing. 

32.185  State  fishing  laws. 

32.186  Fishing  licenses  and  permits. 

82.187  Routes  of  travel. 

32.188  Use  of  boats. 

82.189  Temporary  restrictions. 

SXCXXATION 

82.191  Recreational  use. 

32.193  Recreational  areas. 

32.193  Camping. 

32.194  Bathing. 

AUTHORrrT:  i  J  32.1  to  32.194  Issued  under 
43  Stat.  98.  18  U.  S.  C.  41;  46  Stat.  1222.  16 
U.  S.  C.  7151.  and  Reorg.  Plan  U.  63  Stat.  1431; 
6  U.  S.  C.  133t,  note. 

§  32.1  List  Of  States.  The  South- 
western Region  is  comprised  of  the 
States  of  Arizona.  Colorado.  Kansas, 
New  Mexico.  Oklahoma.  Texas.  Utah, 
and  Wyoming. 

IDec.  16.  1948.  13  F.  R.  82211 


RULES  AND  REGULATIONS 

BUBPARX— B«AR    RIV«    MIGRATORY    BIRD 
BXWVOM,  UTAH 

Sou«c«:  5!  32.2  to  32.11  contained  In  Reg., 
Bept.  28,  1932.  as  amended  Oct.  8.  1933. 

8  32.2  Entry  upon  the  refuge.  The 
going  or  being  upon  the  refuge,  unless 
otherwise  permitted,  shall  be  only  under 
appropriate  permit  issued  for  the  pur- 
pose. 

§  32.3  Permit  requirements.  Permits 
will  not  be  required  In  the  following 

cstscs ' 

(a)  For  admission  by  the  usual  line 
of  travel  to  and  from  the  headquarters 
maintained  at  the  refuge. 

(b)  For  access  to  any  portion  of  the 
refugeoy  a  person  accompanied  by  the 
Superintendent  or  his  authorized  rep- 
resentative. * 

(c)  For  access  to  any  portion  or  tne 
refuge  by  the  State  Game  Commissioner 
of  Ut^  or  his  deputy  wardens  or  by 
guests  of  the  Commissioner  when  ac- 
companied by  himself  or  deputy. 

fi  32.4  Domestic  animals.  The  rang- 
ing of  cattle  or  other  domestic  stock  or 
the  running  at  large  of  dogs  or  cats  upon 
the  refuge,  or  allowing  the  entry  of  any 
such  animals  thereon  for  any  purpose, 
except  as  specifically  authorized  in  §  32.5, 
will  not  be  permitted. 

§  32.5  Economic  utilization  of  re- 
sources. Permits  to  graze  livestock,  har- 
vest hay  or  stock  feed,  remove  timber  or 
firewood,  occupy  or  cultivate  areas,  use 
any  material  of  commercial  value,  or 
make  other  use  of  the  refuge  not  incon- 
sistent with  its  objects  may  be  issued 
by  the  Superintendent  upon  such  terms 
and  at  such  rates  of  charge,  if  any.  as 
may  be  ascertained  and  determined  by 
him  to  be  commensurate  with  the  value 
of  the  privilege  granted  by  such  permit. 

9  32.6  Removal  of  surplus  and  injuri- 
ous objects.  The  removal  of  surplus  or 
InjU'-ious  animal  life  or  other  products  on 
the  refuge  and  disposition  thereof  in  ac- 
cordance with  law  and  regulations,  shall 
be  made  by  or  under  direction  of  the 
Director. 

9  32.7  Specimens  for  scientific,  exhi- 
bition, or  propagating  purposes.  Speci- 
mens of  plant  and  animal  life  or  other 
natural  objects  on  the  refuge,  for  scien- 
tific, exhibition,  or  propagating  purposes, 
may  be  taken  under  special  permit  issued 
by  the  Secretary  and  countersigned  bj" 
the  Director,  but  no  such  permit  shall  be 
deemed  to  authorize  the  taking,  posses- 
sion, transportation,  or  sale  of  any  wild- 
life, or  the  nests  or  eg«s  of  birds,  con- 
trary to  State  law. 


officer  or  employee  of  the  Department 
engaged  in  the  administration  of  the 
refuge. 


9  32.8  Scientific  studies.  Entry  upon 
the  refuge  for  scientific  study,  the  taking 
of  photographs,  or  for  other  proper  and 
lawful  purposes,  when  not  inconsistent 
with  the  object  for  which  the  refuge  was 
established,  may  be  allo'ved  under  permit 
Issued  by  the  Superintendent  upon  such 
conditions  as  he  shall  prescribe. 

§  32.9  Application  for  permits.  Ap- 
plications for  permits  should  be  made  to 
the  Superintendent  of  the  refuge. 

5  32.10  Exhibition  of  permits.  Per- 
mits shall  be  exhibited  for  inspection  at 
any  reasonable  time  upon  request  of  any 


.  9  32.11  Revocation  of  permits.  Any 
and  every  permit  affecting  the  refuge  is 
subject  at  all  times  to  discretionary  revo- 
cation and  termination  by  the  Secretary. 
Any  permit  may  be  revoked  by  the  issu- 
ing officer  for  noncompliance  with  the 
terms  thereof,  or  of  this  subpart,  for  non- 
use,  or  for  violation  of  the  law  or  any  reg- 
ulation applicable  to  the  refuge  or  any 
State  or  Federal  law  protecting  wildlife. 
The  Superintendent  of  the  refuge  shall 
make  a  prompt  report  to  the  Director 
setting  forth  the  facts  and  circumstances 
connect*  with  the  revocation  of  any  per- 
mit by  him  hereunder. 

HUNTING 

Soubce:  J 5  32.12  to  32  18  contained  In  Reg., 
Sept.  28.  1932.  as  amended  Oct.  5.  1933,  except 
as  noted  following  sections  affected. 

9  32.12  Hunting  permitted.  Hunting, 
killing,  or  taking  migratory  game  birds 
will  be  permitted  in  accordance  with 
State  and  Federal  law  upon  approxi- 
mately 40  percent  of  the  flooded  area  of 
the  refuge  as  shall  be  designated  from 
time  to  time  by  special  order  of  the  Sec- 
retary upon  the  recommendation  of  the 
Director  after  the  Service  has  conferred 
with  the  State  Game  Commissioner  of 
Utah  or  his  authorized  representative: 
Provided,  That  there  shall  be  no  hunting 
permitted  from  the  dikes  or  within  100 
yards  of  any  dike. 

9  32.13    Checking  stations.  The  hunt- 
ing or  taking  of  migratory  game  birds  on 
designated    areas    in    accordance    with 
State  and  Federal  laws  may  be  conducted 
without  formal  permit  but  each  hunter 
before  entering  upon  any  such  area  may 
be  required  by  the  Superintendent  to 
register  his  name  and  address  with  the 
Superintendent  or  with  one  of  his  dep- 
uties and  shall  produce  for  Inspection 
his  hunting  license.    Before  leaving  the 
refuge  each  hunter  may  be  required  by 
the  Superintendent  to  report  to  any  such 
officer  the  number  of  each  species  of 
game  birds  taken  by  him  each  day  dur- 
ing the  time  spent  on  such  designated 
areas  and  whenever  requested  by  any 
such  officer  shall  exhibit  all  such  birds 
In  his  possession  for  Inspection. 

9  32.14    Routes  of  travel.     After  the 
establishment  of  shooting  areas  the  Su- 
perintendent of  the  refuge  shall  desig- 
nate regular  routes  of  travel  over  which 
the  public  may  pass  to  and  from  such 
areas  and  he  may  also,  in  his  discretion, 
designate    routes    of    travel    to    public 
shooting  areas  outside  the  refuge.    Such 
routes  of  travel  shall  be  located  with  due 
regard  to  the  convenience  of  the  public 
and  in  a  manner  that  will  not  subject  the 
birds  or  other  wildlife  on  areas  not  open 
to  public  shooting  to  undue  disturbance. 
Persons  entering  or  crossing  the  refuge 
for  the  purpose  of  hunting  shall  use  such 
established  routes  of  travel  and  may  not 
otherwise  enter  upon  any  closed  area  oi 
the  refuge. 

9  32.15    Joint    survey.      Before    such 
shooting  area  or  areas  shall  be  desig- 
nated by  the   Secretary,  the   Superm- 
,   tendent  oC  the  refuge  In  conjunction  *iUa 
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the  State  Pish  and  Game  Commissioner 
shall  make  a  complete  survey  of  the  ref- 
uge and  after  having  selected  the  pro- 
posed shooting  areas  shall  submit  their 
recommendations  for  such  areas  to  the 
Governor  of  the  State  of  Utah  for  his 
approval.  After  such  recommendations 
have  been  so  approved  and  the  areas  des- 
ignated by  the  Secretary  they  shall  re- 
main open  to  hunting  during  the  open 
season  of  each  year:  Provided,  That  if 
after  further  consideration  by  the  Super- 
intendent of  the  refuge  and  the  State 
Game  Commissioner  it  should  be  de- 
cided to  be  for  the  best  Interests  of  the 
refuge  to  change  the  shooting  area  or 
areas,  or  portions  thereof,  a  recommen- 
dation to  that  effect  shall  be  made  to  the 
Director  for  his  consideration  and  rec- 
ommendation to  the  said  Secretary, 

The  areas  of  the  refuge  which  shall  be 
opened  to  public  shooting  shall  be  desig- 
nated with  a  view  to  providing  for  rea- 
sonable shooting  privileges  as  they  ex- 
isted at  the  time  the  areas  were  estab- 
lished. In  the  event  that  in  the  process 
of  developing  the  refuge  and  in  the  dis- 
tribution of  water  thereon  it  follows  that 
such  areas  become  useless  as  shooting 
areas  and  In  the  opinion  of  the  Super- 
intendent of  the  refuge  and  the  "tate 
Game  Commissioner  it  is  in  the  interest 
of  the  birds,  as  well  as  the  shooting,  to 
make  changes  from  time  to  time  in  such 
shooting  areas,  changes  in  such  areas 
may  be  made  after  recommendation  by 
the.se  officials. 

9  32.16  Public  shooting  grounds. 
There  is  hereby  set  aside  and  designated 
until  further  notice  as  public  shooting 
areas  that  portion  of  Unit  No.  1  south 
of  a  line  extending  from  the  angle  point 
of  the  Bear  River  Club  Company  dike  in 
sec.  23,  T.  9  N.,  R.  4  W..  S.  L.  M..  west- 
erly to  Spillbox  1-3  of  the  main  dike, 
except  that  portion  of  sees.  23  and  26, 
T.  9  N.,  R,  4  W..  lying  westerly  of  the 
Bear  River  Club  Company  dikes,  whicfi 
is  reserved  for  administrative  purposes; 
all  of  Unit  No.  2,  except  that  portion  of 
sec.  35,  T.  9  N..  R.  4  W.,  S.  L.  M..  lying 
within  the  boundaries  of  Unit  No.  2, 
which  Is  also  reserved  for  administrative 
purposes ;  that  portion  of  Unit  No.  3  west 
of  east  boundary  of  sees.  2.  11.  and  14, 
T.  8  N..  R.  4  W.,  S.  L.  M..  except  that 
portion  of  sec.  35.  T.  9  N..  R.  4  W..  S.  L, 
M.,  lying  within  Unit  No.  3,  which  is  also 
reserved  for  administrative  purposes; 
and  that  portion  of  the  refuge  outside 
the  dikes  lying  south  of  Unit  No.  5.  the 
we.st  boundary  of  such  area  to  be  a  con- 
tinuation of  a  line  drawn  from  the  inter- 
section of  the  division  dike  between  Units 
4  and  5  where  said  division  dike  joins 
the  main  outer  dike,  and  extending  south 
to  the  east  and  west  exterior  boundary 
of  the  said  refuge,  for  the  public  hunt- 
ing of  migratory  game  birds  in  accord- 
ance with  State  and  Federal  laws  and 
pursuant  to  the  provisio«s  of  this  section. 

i  32.17  Game  and  fur-bearing  ani- 
mals. Hunting,  trapping,  killing,  or  tak- 
ing game  animals,  nonmigratory  game 
birds,  and/or  fur-bearing  animals  will 
be  permitted  In  accordance  with  State 
laws  and  under  such  conditions  as  may 
be  prescribed  by  the  Secretary  upon  such 
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area  or  areas  of  the  refuge  as  he  shall 
from  time  to  time  designate. 

I  Sept.  28,  1932,  as  amended  Oct.  6,  1933] 

9  32.18  Firearms.  The  having  or 
carrying  of  firearms  on  the  refuge  with- 
out permit  from  the  Superintendent,  ex- 
cept on  highways  or  thoroughfares,  and 
on  such  area  or  areas  as  may  have  been 
opened  to  the  hunting  of  migratory  game 
birds  or  resident  game  birds  or  animals 
In  accordance  with  9§  32.12  and  32.17 
and  designated  routes  of  travel  to  and 
from  such  areas,  or  when  appropriate  to 
the  object  for  which  any  special  permit 
may  have  been  issued,  will  not  be  per- 
mitted. 

[Sept.  28.  1932.  as  amended  Oct.  5.  1933] 
FISHING 

9  32.19  Fishing  permitted.  Pishing  on 
the  refuge,  when  conducted  in  com- 
pliance with  the  laws  of  the  State  of 
Utah  and  in  such  manner  as  not  to  dis- 
turb or  interfere  with  other  wildlife  on 
the  refuge,  will  be  permitted  on  such 
waters  and  at  such  times  as  the  Superin- 
tendent may  determine  to  be  compatible 
with  the  protection  and  preservation  of 
the  wildlife  on  the  refuge. 

I  Sept.  28.  1932,  as  amended  Oct.  6.  1933] 

TRAPPING 

SouHCi:  15  32.21  to  32.32  contained  in 
Reg.,  Sec.  Int.,  Dec.  11,  1940.  5  F.  R.  5221. 

§  32.21  Trapping  permitted.  Muskrats 
surplus  to  refuge  needs  and  requirements 
or  the  disposal  of  which  Is  essential  to 
the  protection  of  dikes  and  the  water- 
control  structures  or  to  the  maintenance 
of  a  balanced  wildlife  population  and 
management  program  at  the  Bear  River 
Migratory  Bird  Refuge  as  determined  by 
the  Director  of  the  Pish  and  Wildlife 
Service,  may  be  taken  as  directed  by  the 
Director,  but  not  in  conflict  with  State 
trapping  laws  and  regulations  and  the 
regulations  governing  said  refuge,  within 
the  exterior  boundaries  of  said  refuge 
under  permits  which  he  shall  authorize 
the  superintendent  of  said  refuge  to  issue 
and  upon  such  terms  and  at  such  rates 
of  charge  or  at  such  division  of  the  pelts 
and /or  carcasses  as  may  be  determined 
by  the  Director  to  be  commensurate  with 
the  value  of  the  operation  or  privilege 
granted,  and  in  accordance  with  the  spe- 
cial provisions,  conditions,  restrictions, 
and  requirements  of  9§  32.23  to  32.32  in- 
clusive, provided  that  when  It  is  deter- 
mined that  muskrats  are  damaging  dikes, 
water-control  structures,  waterfowl  habi- 
tat, or  refuge  property,  such  muskrats 
may  be  trapped  at  any  time  by  the  super- 
intendent or  his  authorized  representa- 
tive. 

I  32,22  Trapping  permits.  Permits  for 
the  trapping  of  muskrats  within  the  ref- 
uge may  be  issued  to  any  person  eligible 
under  the  provisions  of  this  subpart; 
however,  preference  shall  be  given  to 
bona  flde  residents  of  Box  Elder,  Weber, 
and  Cache  Counties,  Utah.  Such  permits 
shall  state  the  period  during  which  trap- 
ping may  be  performed,  the  maximum 
number  of  traps  that  may  be  used,  the 
area  In  which  the  permittee  may  operate, 
the  maximum  number  of  muskrats  that 
may  be  taken,  the  fee  or  the  percentage 
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of  the  pelts  and/or  carcasses  that  shall 
be  due  the  Government  as  its  share  under 
the  permit,  and  shall  contain  a  reserva- 
tion that  the  Director  at  his  discretion 
may  terminate  the  permit  upon  3  days' 
notice,  and  that  the  permittee  may  be  re- 
quired by  the  superintendent  to  set  a 
designated  part  of  his  traps  along  such 
dike  or  dikes  as  are  known  to  be  fre- 
quented by  muskrats, 

9  32.23  Verified  statement  of  resi- 
dence; State  trapping  license.  Each  ap- 
plicant for  a  permit  shall  furnish  with  his 
application  a  sworn  statement  concern- 
ing his  period  of  residence  in  the  civil 
township,  village,  county,  and/or  city  In 
which  he  claims  such  residence  and  that 
he  is  eligible  to  obtain  a  trapping  license 
under  the  law  of  the  State  of  Utah.  Be- 
fore the  issuance  of  the  permit,  the  appli- 
cant must  exhibit  his  State  trapping  li- 
cense to  the  suF>erintendent. 

§  32.24  Trapping  methods;  marking 
traps;  seizure  of  illegal  traps  and  de- 
vices. Muskrats  may  be  taken  on  the 
refuge  only  with  traps  for  capturing  them 
alive  or  with  ordinary  spring  steel  traps 
of  a  size  not  larger  than  No.  1  ',2  or  with 
traps  approved  by  the  superintendent  or 
his  representative.  Permittees  shall 
mark  their  traps  to  indicate  the  owner's 
name.  The  possession  or  use  within  the 
refuge  of  a  muskrat  spear  or  of  any  sim- 
ilar device  by  means  of  which  muskrats 
may  be  speared  or  of  any  trap  or  other 
device  that  does  not  comply  with  this 
section  is  prohibited.  Prohibited  traps 
and  other  devices  found  on  the  refuge, 
if  not  removed  therefrom  by  the  owner 
thereof  upon  the  direction  of  the  super- 
intendent, will  be  removed  by  the  said 
superintendent  or  his  representative. 

§  32.25  Inspection  and  removal  of 
traps.  Each  permittee  shall  inspect  each 
of  his  traps  within  the  refuge  at  least 
once  each  day  but  may  do  so  only  be- 
tween one-half  hour  before  sunri.se  and 
sunset.  At  the  close  of  the  trapping  pe- 
riod, he  shall  remove  all  his  traps  from 
the  refuge, 

§  32.26  Disposition  of  unauthorized 
animals.  Birds  and  mammals  other  than 
muskrats  found  alive  in  the  traps  of  the 
permittee  shall  be  immediately  liberated. 
Birds  and  mammals  other  than  musk- 
rats  found  dead  or  mortally  injured  In 
the  traps  shall  be  immediately  turned 
over  to  the  superintendent  or  his  repre- 
sentative. 

§  32.27  Plant  life  protected.  Trap- 
pers must  not  cut  any  plant  growth  on 
the  refuge, 

§  32.28  Share-trapping;  division  and 
disposition  of  products.  Where  share- 
trapping  is  practiced,  the  superintendent 
shall  make  such  arrangements  with  the 
permittees  as  may  be  required  by  the 
Director  to  insure  an  equitable  division 
of  the  pelts  and/or  carca.sses  of  the  ani- 
mals taken,  and  the  permittees  shall 
comply  with  all  such  requirements.  Pelts 
and  carcasses  accruing  to  the  United 
States  from  any  operations  as  herein  au- 
thorized may  be  used  by  the  Service  for 
research  purposes  or.  If  salable,  may  be 
sold  by  the  Fish  and  Wildlife  Service  in 
the  open  market  at  t?-e  best  prices  ob- 
tainable. 
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5  32.29  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  ol 
trapping,  as  permitted  by  55  32.21  to 
32.32,  inclusive,  shall  use  such  estab- 
lished routes  of  travel  as  may  be  desig- 
nated by  suitable  posting  by  the  super- 
intendent and  shall  not  otherwise  enter 
upon  the  refuge. 

§  32.30  Report  oy  permittee.  Each 
permittee  shall,  within  10  days  after  the 
closing  of  the  trapping  period,  submit 
to  the  superintendent  or  his  representa- 
tive a  report  correctly  stating  the  total 
number  and  the  disposition  of  the  musk- 
rat  furs  taken  on  the  refuge  under  his 
permit  during  the  trapping  period,  the 
name  and  address  of  each  person  or  firm 
to  whom  they  were  sold  and  the  gross 
amount  received  therefor. 

§  32.'31     Exhibition  and  revocation  of 
permits.  Any  person  exercising  the  privi- 
lese  of  trapping  within  the  refuge  shall 
be  in  possession  of  a  valid  trapping  li- 
cense Issued  by  the  State  of  Utah.  If  such 
license  is  required,  and  must  possess  also 
a  valid  trapping  permit  issued  in  ac- 
cordance with  §§  32  21  to  32.32.  inclusive. 
Ho  shall  carry  such  license  and  permit 
on   his   person  while  trapping   on   the 
refuge  and  shall  exhibit  his  license  and 
permit  at  any  reasonable  time  upon  re- 
quest of  any  State  warden  or  any  ofBcer 
or  employee  of  the  Department  of  the 
Interior  engaged  in  the  administration 
or  enforcement  of  the  game  and  fish 
laws  of  the  State  and  o:  the  United 
States,  and -shall  furnish  such  further 
Information   concerning  his  identifica- 
tion as  may  be  required  by  such  officer  or 
employee.     If  deemed  advantageous  to 
the  United  States,  a  permit  may  be  ter- 
minated at  any  time  by  agreement  be- 
tween the  Issuing  officer  and  the  per- 
mittee: it  may  be  revoked  immediately 
by  the  Director  or  by  the  regional  di- 
rector for  noncompliance  with  the  terms 
thereof  or  of  §§  32.21  to  32.32,  inclusive, 
for  nom'se,  or  for  violation  of  any  law, 
regulation,   or  order  applicable  to  the 
refuge,  or  for  violation  of  any  State  or 
Federal  law  protecting  wildlife  or  the 
nests  or  eggs  of  birds;  and  all  permits 
Issued  under  5§  32.21  to  32.32.  inclusive, 
are  subject  to  revocation  at  the  discre- 
tion of  the  Secretary. 

5  32.32  Penalties.  Failure  of  a  per- 
mittee to  comply  with  any  of  the  pro- 
visions of  §§32.21  to  32.32.  Inclusive,  or 
violation  by  him  of  any  State  law  or 
regulation  applicable  to  trapping  on  the 
refug?  or  of  any  regulation  issued  under 
authority  of  the  Act  of  April  23.  1928 
(45  Stat.  448;  16  U.  S.  C.  690).  establish- 
ing said  refuge  not  only  shall  render 
him  subject  to  prosecution  under  said 
laws  or  regulations,  but  may  be  sufficient 
cause  for  refusal  of  future  permits  to 
trap  on  the  refuge  or  for  refusal  of  any 
other  use  or  privilege  on  the  refuge  for 
which  a  permit  may  be  required  by  reg- 
ulations. 

SUEP.-.RT — Bitter  L.\ke  National  Wild- 
life Refuge.  New  Mexico 

nSHINQ 

Sounn:  5  5  32  41  to  32.47  contained  In  Reg.. 
Sec.  I:.t  ,  May  6.  19-13.  8  F.  R.  6549.  except  aa 
noted  foUowlng  sectiou  affected. 


RULES  AND  REGULATIONS 

§  32.41  Fishing  permitted.  Noncom- 
mercial fishing  Is  permitted  In  the 
waters  of  the  Bitter  Lake  National  Wild- 
life Refuge.  New  Mexico,  specified  in 
§  32.42  In  accordance  with  the  provisions 
of  Parts  18  and  21  of  this  chapter,  and 
subject  to  the  conditions,  restrictions, 
and  requirements  of  §§  32.42  to  32.47  in- 
clusive. 
[Mar.  21.  1949,  14  P.  R.  1384] 

§  32.42  Waters  open  to  fishing.  All 
the  waters  on  the  following-described 
lands  of  the  United  States  within  the 
Bitter  Lake  National  Wildlife  Refuge 
shall  be  open  to  fishing:  The  Federally 
owned  lands  In  sections  26.  27.  28.  32.  33. 
34.  and  35.  T.  9  S.,  R.  25  E..  and  all  the 
lands  of  the  refuge  in  T.  10  S..  R.  25  E.. 
New  Mexico  Principal  Meridian. 

§  32.43  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  New 
Mexico.  Pishing  under  this  regulation 
shall  be  by  hook  and  line  (Including  rod 
and  reel)  only,  as  defined  by  State  law. 
and  the  use  of  trot  and  set  lines  and 
other  similar  contrivances  Is  prohibited. 

§  32.44  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  Issued  by  the  New  Mexico  State 
Game  and  Fish  Commission,  if  such 
license  is  required.  This  license  shall 
serve  as  a  Federal  permit  for  fishing  In 
the  specified  waters  of  the  refuge  and 
must  be  carried  on  the  person  of  the 
licensee  while  so  fishing.  The  license 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  New  Mexico 
State  Game  and  Fish  Commission  or  of 
the  Fish  and  Wildlife  Service. 

§  32.45  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  po.stlng  by 
the  officer  In  charge  of  the  refuge. 

§  32.46  Use  of  boats.  The  use  of  boats 
or  floating  devices  of  any  description.  In- 
cluding motorboats,  either  Inboard  or 
outboard.  Is  prohibited  on  all  waters  of 
the  refuge  except  for  official  purposes. 

§  32.47  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  per- 
mitted In  such  areas  of  the  refuge  as.  In 
the  judgment  of  the  officer  In  charge, 
should  be  closed  to  fishing  in  order  to  pro- 
vide adequate  protection  for  such  water- 
fowl concentrations  and  are  posted  suit- 
ably by  such  officer. 

Subpart— Bosque  Del  Apache  Nation.al 
Wildlife  Refuge.  New  Mexico 

fishing 

SotTRcr:  55  32  51  to  32  57  contained  In  Reg.. 
July  14.  1944.  9  P.  R.  8189. 

§  32.51  Fishing  permitted.  Noncom- 
mercial fishing  Is  permitted  from  June  1 
to  October  15.  Inclusive,  of  each  year  in 
the  waters  of  the  Bosque  del  Apache  Na- 
tional Wildlife  Refuge.  New  Mexico  spec- 
ified In  §  32.52  In  accordance  with  the 
provisions  of  Parts  18  and  21  of  this 
chapter,  and  subject  to  the  conditions, 
restrictions,  and  requirements  of  55  32.52 
to  32.57  inclusive. 


5  32.52  Waters  open  to  fishing.  All 
the  waters  of  the  refuge  shall  be  open  to 
fishing. 

S  32.53  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  New  Mex- 
ico. Fishing  under  this  regulation  shall 
be  by  hook  and  line  (Including  rod  and 
reel)  only,  as  defined  »y  State  law  for  all 
species  except  catfish.  The  use  of  trot 
and  set  lines  In  accordance  with  State 
law  is  permitted  in  fishing  for  and  taking 
catfish.  All  other  contrivances  of  what- 
ever nature  are  prohibited. 

§  32.54  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge, 
shall  be  In  possession  of  a  valid  fLshing 
license  Issued  by  the  New  Mexico  State 
Game  and  Pish  Commission,  If  such 
license  Is  required.  This  license  shall 
serve  as  a  Federal  permit  for  fishing  in 
the  specified  waters  of  the  refuge  and 
must  be  carried  on  the  person  of  the 
licensee  while  so  fishing.  The  licen.se 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  New  Mexico 
State  Game  and  Fish  Commission  or  of 
the  Fish  and  Wildlife  Service. 

5  32.55  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  suitable  posting 
by  the  officer  In  charge  of  the  refuge. 

5  32.56  Use  of  boats.  The  use  of 
boats  or  floating  devices  of  any  descrip- 
tion. Including  motorboats.  either  in- 
board or  outboard,  is  prohibited  on  all 
waters  of  the  refuge  except  for  offlctal 
purposes. 

5  32.57  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  nesting  or  con- 
centrations on  the  refuge,  fishing  will  not 
be  permitted  In  such  areas  of  the  refuge 
as.  In  the  judgment  of  the  officer  in 
charge,  should  be  closed  to  fishing  In 
order  to  provide  adequate  protection  for 
such  waterfowl  and  are  posted  suitably 
by  such  officer. 

Subpart— Hagerman  National  Wildlife 
Refuge.  Texas 

Source:  5  5  32  61  to  32.68  contained  In  Reg.. 
June  21.  1948.  13  P.  R.  3342. 

commerci.\l  fishing 

§  32  61  Commercial  fishing  permitted. 
Commercial  fishing  In  accordance  with 
the  State  Laws  of  Texas  Is  permitted  on 
all  waters  within  the  Hagerman  National 
Wildlife  Refuge  In  accordance  with  the 
provisions  of  §§  32.62  to  32.64  Inclusive 

§  32.62  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  Is  governed 
by  the  regulations  In  Parts  18  and  21  of 
this  chapter,  and  strict  compliance  there- 
with Is  required. 

5  32.63  State  fishing  laws.  All  fl>h- 
ermen  must  comply  with  all  State  fish- 
ing laws  and  regulations,  and  must  have 
on  their  person  and  exhibit  at  the  re- 
quest of  any  authorized  Federal  or  State 
officer  whatever  llcen.se  Is  required  by 
such  laws  and  regulations.  In  addition 
thereto  each  person  fishing  commer- 
cially on  the  refuge  must  possess  a  per- 
mit issued  by  the  officer  in  charge  onor 
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to    exercising    the    commercial    fishing 
privileges  permitted  hereunder. 

§  32.64  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
or  other  wildlife  concentrations  and  to 
protect  wildlife  plantings,  fishing  may  be 
cosed  on  such  areas  of  the  refuge  as.  In 
the  judgment  of  the  officer  In  charge, 
such  limitations  or  restrictions  are  nec- 
es.sary  In  order  to  provide  adequate  pro- 
tection for  wildlife.  Such  limitations  or 
restrictions  are  to  be  clearly  designated 
by  posting. 

noncommercial  fishing 

?  32  65  Noncommercial  fishing  per- 
mitted. Noncommercial  fishinc  In  ac- 
cordance with  the  State  Laws  of  Texas 
Is  permitted  on  all  waters  within  the 
Hagerman  National  Wildlife  Refuge  In 
accordance  with  the  provisions  of  §§  32.66 
to  32.68  Inclusive. 

J  32.66  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter,  and  strict  compliance 
therewith  Is  required. 

§32  67  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  officer 
whatever  license  is  required  by  such  laws 
and  regulations,  which  license  shall  serve 
as  a  Federal  permit  for  fishing  In  the 
waters  of  the  refuge. 

I  32  68  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
or  other  wildlife  concentrations  and  to 
protect  wildlife  plantings,  fishing  may  be 
closed  on  such  areas  of  the  refuge  as.  In 
the  Judgment  of  the  officer  In  charge, 
such  limitations  or  restrictions  are  nec- 
essary In  order  to  provide  adequate  pro- 
tection for  wildlife.  Such  limitations  or 
re.'^trlctions  are  to  be  clearly  designated 
by  posting. 

Subpart— Havasu  Lake  National  Wild- 
life Refuge.  Arizona  and  Californu 

HUNTING 

SouRci:  55  32.71  to  32.75  contained  In  Reg.. 
Auk.  19.  1948,  13  F.  R.  4922. 

5  32  71  Hunting  permitted.  Migratory 
waterfowl  and  coots  may  be  taken  within 
thf  hereinafter  described  area  of  Havasu 
Lake  National  Wildlife  Refuge.  Arizona 
and  California.  In  accordance  with  the 
Mifrratory  Bird  Treaty  Act  Regulations 
<.55  6  1-6.12  of  this  chapter),  when,  in 
manner,  and  to  the  extent  not  prohibited 
by  State  law  or  regulation:  Provided. 
That  the  privileges  herein  granted  shall 
be  exercised  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter 
and  under  the  special  provisions,  condi- 
tion;, restrictions,  and  requirements  of 
{§32.72  to  32.75  Inclusive, 

§32.72  Areas  open  to  hunting.  All  the 
lands  of  the  United  States,  designated  by 
suitable  posting  by  the  officer  In  charge 
of  the  refuge,  within  the  following  de- 
scribed area  of  the  refuge  shall  be  open 
to  hunting: 

Area  No.  1.     Sections  4  and  8,  T.  16  N.,  R. 
21  W  ,  and  that  part  of  the  refuge  lying  north 
cr  the  line  between  Townships  16  and  17  N 
«•  21  and  22  W..  Q.  &  S.  R.  M.,  Arizona;  and 
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north  of  the  line  between  Sections  4  and  9, 
r.  8  N.,  R.  23  E.,  8.  B.  M..  California. 

Area  No.  2.  That  part  of  the  refuge  lying 
south  of  an  east-west  line  at  the  approximate 
location  of  the  Beal  railroad  station,  more 
particularly  described  as  that  portion  of  land 
lying  south  of  the  line  between  Sections  15 
and  22,  16  and  21,  and  17  and  20.  T.  16  N., 
R.  21  W.,  G.  &  S.  R  M.:  and  the  line  between 
Sections  24  and  25,  23  and  26,  and  22  and 
27,  T.  8  N.,  R.  23  E.,  S.  B.  M.:  and  lying  north 
of  a  line  east  and  west  from  DevU's  Elbow, 
more  particularly  described  as  the  eastward 
extension  of  the  line  between  Sections  28  and 
33.  and  27  and  34,  T.  7  N..  R.  24  E.,  8.  B.  M. 

Area  No.  3.  That  part  of  the  refuge  lying 
west  of  a  posted  line  on  the  east  bank  of  the 
main  channel  of  the  Colorado  River,  south 
of  the  line  between  Sections  4  find  9  and  Its 
eastward  extension,  T.  8  N.,  R.  23  E..  S  B.  M., 
and  north  of  the  line  between  Sections  24  and 
25.  23  and  26,  and  22  and  27.  T.  8  N.,  R.  23  F., 
S.  B.  M. 

Area  No.  4.  That  part  of  the  refuge  lying 
south  of  an  east-west  line  at  the  approxi- 
mate location  of  the  Blankenship  Bend,  more 
particularly  deecrlbed  as  the  westward  ex- 
tension of  the  line  between  Townships  15  N.. 
and  14  N.,  R.  20  W.,  G.  and  S.  R.  M ;  and 
lying  north  of  an  east-west  line  starting  ap- 
proximately at  the  Black  Meadow  Wash,  more 
particularly  desciibed  as  the  westward  ex- 
tension of  the  line  between  Townships  12  N., 
and  11  N.,  R.  18  W,  G.  and  S.  R.  M. 

5- 32.73  Entry  on  the  refuge.  Entry 
on  and  use  of  the  refuge  for  any  puipose 
Is  governed  by  the  regulations  in  Parts 
18  and  21  of  this  chapter  and  .'■trict  com- 
pliance therewith  Is  required.  Persons 
entering  the  refuge  for  the  purpose  of 
hunting  shall  use  such  routes  of  travel 
within  the  refuge  as  are  designated  by 
posting.  The  carrying  or  being  in  pos- 
session of  firearms  within  the  areas  of 
the  refuge  not  open  to  public  hunting  is 
prohibited,  except  that  such  firearms 
may  be  possessed  or  transported  across 
such  closed  areas  provided  they  are  un- 
loaded, and  broken  or  properly  encased. 
The  carrying  or  being  In  possession  of 
rifled  firearms  or  the  use  of  single-ball  or 
slug-load  shotgun  shell  on  the  refuge  is 
prohibited. 

§  32.74  Permit.  Any  person  who  hunts 
within  the  refuge  must  have  on  his  per- 
son and  exhibit  at  the  request  of  any  au- 
thorized Federal  or  State  officer  what- 
ever license  Is  required  by  the  State  law 
and.  If  over  sixteen  years  of  age,  a  prop- 
erly validated  migratory-bird  hunting 
stamp.  The  said  license  and  stamp  shall 
serve  as  a  Federal  permit  for  hunting  on 
the  refuge. 

§  32.75  Dogs.  Each  person  hunting  on 
the  public  shooting  ground  will  be  per- 
mitted to  take  his  hunting  dogs,  riot  to 
exceed  two  in  number,  upon  such  areas 
for  the  purpose  of  retrieving  dead  or 
wounded  birds,  but  such  dogs  shall  not 
be  permitted  to  run  at  large  on  the  public 
shooting  grounds  or  elsewhere  on  the 
refuge. 

PUBLIC  USE 

S  32.78  Public  use  areas.  In  accord- 
ance with  the  provisions  of  Parts  18  and 
21  of  this  chapter,  the  Director,  Fish  and 
Wildlife  Ser^'ice.  may  permit  municipali- 
ties or  other  governing  bodies,  organiza- 
tions, and  Individuals  to  operate  public 
use  areas  and  facilities  Including  but  not 
limited  to  boathouses,  boats,  canoes, 
cabins,  stores,  docks,  and  wharfs  upon 
such  terms  and  at  such  rates  of  charge, 
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If  any.  as  may  be  determined  by  the  di- 
rector to  be  commensurate  with  the  value 
of  the  privilege  granted.  Any  permittee 
operating  on  the  refuge  as  hereinabove 
provided  shall  be  required,  prior  to  con- 
struction, to  submit  for  the  approval  of 
the  director  an  over-all  plot  plan  for  the 
orderly  development  of  the  public  use 
areas.  No  building,  structure,  or  other 
improvement  or  facility  shall  be  con- 
structed In  the  public  use  areas  until 
the  plans,  specifications,  and  location 
have  been  approved  by  the  director,  and 
no  fee  or  rental  shall  be  charged  in  ex- 
cess of  the  tariff  or  schedule  of  rates 
approved  by  the  director. 

(Apr.  30.  1942.  7  P.  R    6150) 
BOATING 

Source:  ?|  32.79  to  32  85  contained  In  Reg., 
Sec.  Int.,  Apr.  30,  1942.  7  F.  R.  6150. 

§  32.79  Boating  permitted.  In  accord- 
ance with  the  provisions  of  Parts  18  and 
21  of  this  chapter,  boating  is  permitted 
in  the  Havasu  Lake  National  Wildlife 
Refuge,  Arizona  and  California,  subject 
to  the  conditions  and  restrictions  of 
§S  32.80  to  32.87.  inclusive. 

§  32.80  Permits  required  for  the  oper- 
ation of  privately -owned  boats.  Any  per- 
son desiring  to  keep  or  operate  a  boat  for 
more  than  three  days  during  a  fiscal 
year  on  the  Havasu  Lake  National  Wild- 
life Refuge  will  be  required  first  to  ob- 
tain a  permit  to  do  so  from  the  refuge 
manager  of  the  area.  For  the  Issuance 
of  such  a  permit  there  will  be  charged 
per  fiscal  year  or  part  thereof  the  sum 
of  $2  for  each  powerboat  cr  sailboat,  $1 
for  each  rowboat  or  canoe,  and  $5  for 
each  houseboat:  Provided.  That  such 
boats  shall  not  be  used  for  hire  or  for 
carriage  of  persons  or  property  for  com- 
pensation or  as  an  adjunct  to  any  busi- 
ness for  which  a  charge  is  made  or  com- 
pensation received  directly  cr  indirectly. 
Permits  will  continue  in  force  until  the 
end  of  the  fiscal  year  in  which  Issued, 
unless  sooner  revoked  by  the  refuge 
manager.  Number  plates  corresponding 
to  the  number  of  the  permit  must  be 
provided  by  each  permittee  and  shall 
be  displayed  by  him  in  a  conspicuous 
plac  ■  on  each  outer  side  of  the  boat  near 
the  bow,  and  the  permittee  shall  keep 
In  his  possession  and  available  for  In- 
spection the  permit  granted  to  him.  A 
permit  may  not  be  transferred  from  one 
boat  to  another,  but  the  permit  for  a 
particular  boat  may  be  transferred  from 
the  permittee  to  another  person  during 
the  fiscal  year  for  which  it  is  issued  upon 
application  to  and  approval  by  the  refuge 
manager  and  the  payment  of  a  fee  of 
SOc*. 

§  32.81  Wharves,  dock,  and  boat- 
houses.  As  an  accompaniment  to  a  boat 
permit,  general  landing  and  anchorage 
privileges  are  granted  to  the  permittee 
subject  to  the  Instructions  and  super- 
vision of  the  refuge  manager.  Where 
desired  In  connection  with  a  boat  permit 
and  If  deemed  by  the  refuge  manager  not 
detrimental  to  the  interests  of  the  United 
States,  there  may  be  granted  a  permit 
to  Install  and  anchor  at  the  shore  for 
the  private  use  of  the  permittee  a  fioat- 
Ing  dock,  wharf,  and/or  boathouse  of 
size  and  design  approved  by  the  officer 
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in  charge  to  accommodate  the  boat  for 
which  the  permit  has  been  issued.    A 
charge  of  $1.50  per  fiscal  year  or  any 
part  thereof  will  be  made  for  the  permit 
for  such  a  dock,  wharf,  and/or  boathouse 
used  in  connection  with  any  type  of  boat. 
The  permit  shall  not  be  transferred  or 
the  use  of  the  dock,  wharf,  and/or  boat- 
house  granted  or  sublet  by  the  permittee 
to  another  person  without  application 
to  and  approval  by  the  refuge  manager 
and  the  payment  of  a  fee  of  50<*.    Per- 
mits will  continue  in  force  until  the  end 
of  the  fiscal  year  in  which  issued  unless 
sooner  terminated  or  revoked.     All  such 
facilities  shall  be  well  constructed  and 
maintained  in  a  manner  satisfactory  to 
the  refuge  manager,  and  their  location 
shall    be    approved    by    him.    Number 
plates  corresponding  to  the  permit  will 
be  provided  by  the  permittee  and  shall 
be  displayed  in  conspicuous  places  on 
each  dock  or  wharf. 

5  32.82  Equipment  required  for  boats. 
The  minimum  requirements  for  the 
equipment  of  all  passenger-carrying 
boats  operating  on  the  refuge  shall  be 
thos*>  of  the  United  States  Coast  Guard 
together  with  the  following  additional 

ones:  .^    ,     .^, 

(a>  Each  boat  shall  be  provided  with 
two  or  more  oars,  with  trustworthy  life 
preservers  equal  in  number  to  the  maxi- 
mum number  of  persons  to  be  carried, 
with  an  anchor  of  sufficient  size  and  a 
rope  chain,  or  cable  of  sufficient  length 
and  strength  to  hold  the  boat  in  case 
of  acc'dent.  and  with  a  water  pump  or 
bailing    bucket,    and    other    necessary 

tools. 

(b)  From  sunset  to  sunrise  power- 
boats or  .sailboats  under  way  shall  carry 
signal  lights  and  during  such  time  no 
other  liRhts  that  may  be  mistaken  for 
such  signal  lights  shall  be  exhibited  on 
such  boats  within  the  refuge.  Each  boat 
shall  carry  a  white  light  aft  to  show  all 
around  the  horizon,  and  a  combination 
lantern  or  lanterns  in  the  fore  part  of 
the  boat  to  show  green  to  the  right  and 
red  to  the  left  and  both  colors  to  the 
front.  In  addition,  a  white  light  may  be 
used  In  the  center  of  the  boat  near  the 
bow  but  the  aft  light  shall  be  higher  than 
such  light  and  so  placed  as  to  form  a 
range  therewith,  and  shall  be  clear  of 
house,  awings.  and  or  other  obstruc- 
tions. 

(c)  Each  rowboat  or  canoe,  when  In 
use  at  any  time  between  sunset  and  sun- 
rise shall  carry  a  lantern  or  other  suit- 
able li?ht  to  be  exhibited  whenever  in 
the  vicinity  of  other  boats  on  the  water. 
(d>  A  boat  at  anchor  while  in  use  be- 
tween sunset  and  sunrise  shall  carry  for- 
ward, where  it  can  best  be  seen,  at  a 
height  not  exceeding  20  feet  above  the 
hull,  a  white  light  visible  all  around  the 
horizon. 

(e>  Each  boat  shall  be  provided  with 
a  whistle  or  other  sound-producing  me- 
chanical appliance  capable  of  producing 
a  blast  of  two  seconds  or  more  in  dura- 
tion. A  mouth  whistle  that  can  be  heard 
for  at  least  half  a  mile  will  be  held  to 
comply  with  this  rule. 


§  32.83  Navigation  rules.  Boats  op- 
erating on  the  refuge  shall  comply  with 
the  rules  and  regulations  of  the  United 
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States  Coast  Guard  as  well  as  with  the 
following  additional  regulations: 

(a)  When  two  boats  are  approaching 
each  other  head-on  or  so  nearly  as  to  be 
In  danger  of  collision.  It  shall  be  the  duty 
of  each  to  turn  to  the  right  and  to  pass 
on  the  port,  or  left  side  of  the  other. 

(b)  When  two  powerboats  approach 
within  250  yards  of  each  other  from  op- 
posite directions,  either  boat  shall  give, 
as  a  signal  of  her  intention,  one  short 
and  distinct  blast  of  her  whistle,  which 
the  other  boat  shall  answer  promptly  by 
a  similar  blast  of  her  whistle,  and  there- 
upon each  boat  shall  pass  on  the  port,  or 
left,  side  of  the  other. 

(c>  If  the  course  of  the  approaching 
boats  are  so  far  to  the  starboard,  or  right, 
side  of  each  other  as  not  to  be  in  danger 
of  collision,  either  boat  shall  give  two 
short  and  distinct  blasts  of  her  whistle 
as  an  indication  of  her  intention  to  con- 
tinue on  her  course,  which  the  other  boat 
shall  answer  promptly  by  two  similar 
blasts  of  her  whistle,  and  thereupon 
each  boat  shall  pass  on  the  starboard, 
or  right,  side  of  the  other. 

(d  >  When  two  boats  are  proceeding  on 
courses  that  cross  each  other  and  such 
crossing  may  involve  risk  of  collision,  the 
boat  on  the  starboard,  or  right,  side 
shall  have  the  right-of-way.  and  the  boat 
on  the  port,  or  left,  side  shall  keep  out 
of  the  way  of  the  other  until  the  crossing 
has  been  safely  effected. 

(e)  A  boat  overtaking  any  other  boat 
shall  keep  out  of  the  way  of  the  over- 
taken boat,  passing  on  the  left  side  of  it 
if  that  side  is  in  the  clear. 

(f)  Powerboats  when  moving  under 
power  shall  keep  clear  of  rowboats  with 
occupants,  approaching  them  not  nearer 
than  100  feet  and  should  reduce  speed 
during  the  interval  of  passing. 

(g)  Motorboats  propelled  by  gas.  oil, 
gasoline,  or  alcohol  engines,  both  out- 
board and  inboard,  shall  not  be  operated 
without  effective  mufflers,  except  for  oc- 
casional periods  not  exceeding  5  minutes 
at  a  time. 

( h )  No  boat  shall  approach,  pa.ss,  or  be 
located  within  three  hundred  (300'  feet 
of  the  outlets  in  Parker  Dam.  or  of  the 
Municipal  Water  District  Inlets. 

§  32.84     Responsibility  of  owners  of 
boats.     Passenger-carrying  boats  shall 
comply  with  the  requirements   of   the 
United  States  Coast  Guard  and.  in  addi- 
tion thereto,  boats  that,  in  the  opinion  of 
the  refuge  manager,  whose  decision  sliall 
be  final  and  conclusive,  are  not  properly 
constructed,    operated,    or    maintained 
shalfnot  be  permitted  to  be  placed  in  or 
remain  on  the  waters  of  the  reservoir. 
Each  boat  when  not  in  use  and  each  dock, 
wharf,  or  boathouse  shall  be  securely  an- 
chored or  moored   in   locations   desig- 
nated or  approved  by  the  refuge  mana- 
ger and  in  such  a  manner  as  not  to  en- 
danger other  boats  on  the  reservoir  or 
property  aldhg  the  shore.    Boats,  docks, 
wharves,  or  boathouses  found  floating 
loose  on  the  reservoir  will  be  taken  up. 
and  the  permittee  shall  reimburse  the 
United  States  for  any  expense  Incurred 
in  making  the  boat,  dock,  wharf,  or  boat- 
house  secure.    Owners  of  boats  shall  not 
permit  the  use  or  operation  thereof  by 
any  person  not  competent  to  operate 
same  or  to  handle  the  machinery  thereof. 


The  United  States  assumes  no  responsi- 
bility for  loss  of  or  damage  to  life  or 
property  by  theft,  storm,  accident,  or 
otherwise  in  connection  with  or  growing 
out  of  the  exercising  of  any  privilege 
conferred  by  a  p)ermit  is.sued  in  accord- 
ance with  §§  32.79  to  32.85,  inclusive. 

§  32.85  Disorderly  conduct.  No  intox- 
icated person  shall  be  permitted  on  land 
belonging  to  the  United  States,  or  on 
docks,  wharves,  or  boathouses  con- 
structed thereon,  or  In  or  on  boats  on 
the  waters  of  the  reservoir.  The  person 
in  charge  of  each  boat,  dock,  or  wharf, 
or  boathouse  shall  preserve  order  therein 
or  thereon  and  shall  extend  courteous 
treatment  to  passengers  and  persons 
therein  or  thereon. 

SANITATION 

§  32.88  Sanitary  requirements.  No 
bottles,  cans,  garbage,  rubbish,  or  refuse 
of  any  kind  shall  be  thrown  into  the 
waters  of  Havasu  Lake,  but  the  same  shall 
be  disposed  of  as  directed  by  signs  and 
Instructions  posted  by  the  refuge  man- 
ager. Outhouses,  septic  tanks,  and  cess- 
pools shall  be  located  and  constructed  as 
directed  by  the  refuge  manager,  and  all 
sanitary  requirements  specified  by  the 
refuge  manager  shall  be  observed. 

(Apr.  30.  1942,  7  F.  R.  6150] 

PROTECTION   OF  WILDLIFE 

•  §  32.89  Protection  of  wildlife,  fire- 
arms. The  Havasu  Lake  National  Wild- 
life Refuge,  Arizona  and  California,  has 
been  set  aside  as  a  national  wildlife 
refuge,  and  It  Is  unlawful: 

(a)  To  molest  wild  animals  or  birds 
or  their  nests  on  the  area; 

(b»  To  hunt  on  any  part  of  the  refuge 
except  on  areas  set  aside  for  that  pur- 
pose by  the  Secretary  of  the  Interior  and 
in  accordance  with  rules  and  regulations 
prescribed  for  such  hunting;  and. 

(c)  To  carry  or  be  In  possession  of 
any  firearm  on  any  lands  or  In  or  on 
any  boat.  dock,  wharf,  houseboat,  or 
boathouse  within  the  refuge,  except  that 
a  person  may  carry  an  unloaded  shot- 
gun, broken  or  encased,  during  the  hunt- 
ing season  when  he  Is  traveling  to  or 
returning  from  areas  set  aside  for  hunt- 
ing by  the  Secretary  of  the  Interior  via 
routes  or  courses  of  travel  designated  by 
suitable  posting  by  the  refuge  manager. 

[Apr.  30.  1942.  7  F.  R.  6150] 
FISHING 

Soukce:  §5  32  92  to  32  95  contained  in  Reg., 
Sec.  Int..  Apr.  30;  1942.  7  F.  R.  6150. 

§  32.92  Fishing  permitted.  Fishing 
is  permitted  in  all  the  waters  of  the  Hav- 
asu Lake  National  Wildlife  Refuge,  Ari- 
zona and  California,  except  during  the 
open  season  for  the  hunting  of  migratory 
game  birds.  In  accordance  with  the  pro- 
visions of  the  laws  and  regulations  ap- 
plicable to  the  refuge.  Including  the  reg- 
ulations in  Parts  18  and  21  of  this  chap- 
ter and  subject  to  the  conditions  and 
restrictions  of  §§  32.93  to  32.95,  inclusive. 

§  32.93  State  laws.  Any  person  while 
fishing  within  the  refuge  must  comply 
with  the  applicable  State  laws  and  reg- 
ulations. 

§  32.94  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
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5hall  be  In  possession  of  a  valid  State 
fishing  license,  if  such  license  is  required. 
The  license  shall  serve  as  a  Federal  per- 
mit for  fishing  on  the  refuge  and  must 
be  carried  on  the  person  of  the  licensee 
while  so  fishing.  The  license  must  be 
exhibited  upon  the  request  of  any  rep- 
resentative of  the  Arizona  Game  and 
Fish  Commission  or  of  the  California  De- 
partment of  Natural  Resources  author- 
ized to  enforce  the  State  fishing  laws  and 
regulations,  or  of  any  representative  of 
the  United  States  Department  of  the  In- 
terior. 

5  32.95  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  or  courses  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  refuge  manager. 

REVOC4riON  OF  PERMIT 

( 32.96  Revocation  of  permits.  The 
permit  of  any  person  violating  any  of 
the  laws  or  regulations  applicable  to  the 
Havasu  Lake  National  Wildlife  Refuge, 
Arizona  and  California,  may  be  revoked 
by  the  regional  director,  and  upon  such 
revocation  such  person  shall  remove  him- 
self and  all  his  property  from  the  reser- 
voir and  the  lands  belonging  to  the 
United  States.  If  he  falls  to  remove  his 
property  within  a  period  of  30  days 
from  the  date  of  such  revocation.  It  shall 
become  the  unqualified  property  of  the 
United  States  and  will  be  sold,  removed, 
destroyed,  or  converted  to  the  use  of  the 
United  States  without  liability  to  the 
owner. 

I  Apr.  30.  1942.  7  P.  R.  6150| 

Subpart  —  Imperial  National  Wildlife 
Retuge,   Arizona  and  California 

miNTING 

Sovttc%:  §5  32.101  to  32.108  contained  In 
Rec  .  Sec.  Int..  Sept.  16.  1942.  7  P.  R.  7696, 
except  as  noted  lollowiiig  section  affected. 

§  32.101  Hunting  permitted.  Migra- 
tory waterfowl  (except  those  species  for 
which  no  open  season  is  prescribed  by  the 
Migratory  Bird  Treaty  Act  regulations) 
and  coots  may  be  taken  within  the  area, 
described,  in  5  32.101.  of  the  Imperial  Na- 
tional Wildlife  Refuge,  Arizona  and  Cal- 
ifornia, during  the  season  prescribed 
therefor  by  the  Migratory  Bird  Treaty 
Act  regulations  in  accordance  with  the 
provisions  of  Parts  18  and  21  of  this  chap- 
ter and  in  accordance  with  the  regula- 
tions promulgated  pursuant  to  the  au- 
thority contained  in  the  Migratory  Bird 
Treaty  Act.  when,  in  manner,  by  means, 
and  to  the  extent  not  prohibited  by 
either  Federal  or  State  law  or  regulation, 
and  under  the  special  provisions,  condi- 
tions, restrictions,  and  requirements  of 
55  32  102  to  32.108,  Inclusive. 

5  32.102  Area  open  to  hunting.  All  the 
lands  of  the  United  States  within  the 
following  described  area  of  the  refuge 
sliali  be  open  to  hunting :  That  part  of  the 
refuge  northward  and  westward  from 
Reclamation  River  Station  No.  4. 

lOct.  25,  1946.  11  p.  R.  12634J 

5  32.103  state  laws.  Any  person  while 
hunting  within  the  refuge  muat  comply 
with  the  applicable  State  laws  and  reg- 
ulations. 

No.  90 8 
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S  32.104  Hunting  licenses  and  permits. 
Any  person  who  hunts  within  the  refuge 
shall  be  in  possession  of  a  valid  state 
hunting  license,  If  such  license  is  re- 
quired, and,  if  hunting  migratory  water- 
fowl, a  properly  validated  migratory-bird 
hunting  stamp.  The  license  and  the 
stamp  shall  serve  as  a  Federal  permit  for 
hunting  on  the  refuge  and  must  be  car- 
ried on  the  person  of  the  licensee  while 
so  hunting.  The  license  and  the  stamp 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  Arizona  Game 
and  Fish  Commission  or  of  tlic  California 
Department  of  Natural  Resources  author- 
ized to  enforce  the  State  game  laws,  or 
of  any  representative  of  the  Department 
of  the  Interior.  Upon  request  of  the  offi- 
cer in  charge,  the  licensee  must  also  ex- 
hibit for  Inspection  all  wildlife  killed  by 
him  or  in  his  pos.^ession. 

5  32.105  Disorderly  conduct;  intoxica- 
tion. No  person  who  is  visibly  intoxi- 
cated will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  hunting,  and 
any  person  who  indulges  In  any  disorderly 
conduct  on  the  refuge  will  be  removed 
therefrom  by  the  officer  in  charge  and 
dealt  with  as  prescribed  by  law. 

5  32.106  Hunting  dogs.  Each  person 
hunting  on  the  public  shooting  grounds 
will  be  permitted  to  take  his  hunting 
dogs,  not  to  exceed  two  in  number,  upon 
such  areas  for  the  purpose  of  retrieving 
dead  or  wounded  birds,  but  such  dogs 
.«hall  not  be  permitted  to  run  at  large  on 
the  public  shooting  grounds  or  elsewhere 
on  the  refuge. 

§  32.107  Entry  upon  refuge;  firearms. 
Persons  entering  the  refuge  for  the  pur- 
pose of  hunting  shall  use  such  routes  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  officer  in  charge  and  shall 
not  otherwise  enter  upon  the  refuge.  The 
carrying  or  being  in  possession  of  fire- 
arms within  the  areas  of  the  refuge  not 
open  to  public  hunting  is  prohibited,  ex- 
cept that  such  firearms  may  be  posse.ssed 
or  transported  across  such  closed  areas 
via  routes  designated  by  the  officer  In 
charge  provided  they  are  unloaded,  and 
broken  or  properly  encased.  The  carry- 
ing or  being  in  possession  of  rified  fire- 
arms or  the  use  of  single-ball  or  slug- 
loaded  shotgun  shells  on  the  refuge  is 
prohibited. 

S  32.108  Penalties.  Failure  of  a  per- 
mittee to  comply  with  any  of  the  con- 
ditions, restrictions,  or  requirements  of 
§5  32.101  to  32.108.  inclusive,  will  be  suffi- 
cient cause  for  removing  him  from  the 
refuge  and  for  refusing  him  further 
hunting  privileges  on  the  refuge. 

Subpart — National  Elk  Refttge, 
Wyoming 

FISHING 

Boubck:  15  32  111  to  32.115  contained  In 
Reg..  Jan.  18.  1939,  4  F.  R.  373,  393,  except 
AM  noted  following  section  affected. 

S  32.111  Fishing  permitted.  UntU  fur- 
ther notice,  in  accordance  with  the  ih'O- 
vlsions  of  Parts  18  and  21  of  this  chapter, 
fish  may  be  taken  for  noncommercial 
purposes  when  and  as  permitted  by  the 
laws  and  regulations  of  the  State  of 
Wyoming  from  certain  waters  of  the 
National  Elk  Refuge.  Wyoming,  tubject 
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to  conditions  and  restrictions  specified 
in  §§  32.112  to  32.115.  inclusive. 

S  32.112  Waters  open  to  fishing.  The 
waters  of  the  Gros  Ventre  River  within 
the  refuge  boundaries  shall  be  open  to 
hook-and-line  fishing  as  defined  by  State 
law  at  times  and  for  species  permitted 
by  State  law  and  regulation. 

The  waters  of  Flat  Creek,  from  ap- 
proximately the  center  of  the  SE'4  of 
sec.  15,  T.  41  N.,  R.  116  W.,  northward 
and  eastward  with  the  creek  to  the 
boundary  line  of  the  refuge  at  the  SEU 
of  sec.  34.  T.  42  N.,  R.  115  W.,  shall  be 
open  to  hook-and-line  fishing  as  defined 
by  State  law  during  the  period  August  1 
to  September  30,  inclusive,  of  each  year, 
for  such  species  as  may  be  legally  taken 
under  State  law  and  regulation. 

No  other  waters  of  the  refuge  are  open 
to  fishing. 

I  Jan.  18.  1939.  as  amended  June  26.  1945;  4 
F.  R.  373.  393,  10  F.  R.  8144] 

S  32.113  Fishing  permits.  Any  per- 
son exercising  the  privilege  of  fishing 
within  the  refuge  shall  be  in  possession 
of  a  vahd  fishing  license  issued  by  the 
State,  if  such  license  is  required,  and 
shall  carry  such  license  on  his  person 
while  fishing,  and  when  requested  to  do 
so  shall  exhibit  it  to  any  representative 
of  the  State  Game  and  Pish  Commission 
authorized  to  enforce  the  State  game  and 
fish  laws  or  to  any  representative  of  the 
Fish  and  Wildlife  Service:  Provided, 
That  fishing  shall  be  done  in  such  man- 
ner as  will  not  interfere  with  the  objects 
for  which  the  refuge  was  established. 

g  32.114  State  fishing  laws.  Any  per- 
son who  fishes  on  the  refuge  must  com- 
ply with  applicable  fishing  laws  and 
regulations  of  the  State  of  Wyoming,  and 
In  the  absence  of  any  State  law  or  regu- 
lation with  respect  to  the  number  and 
size  of  the  fishes  that  may  be  taken,  the 
Director  of  the  Fish  and  Wildlife  Service 
may  fix  such  limits ;  and  In  the  event  he 
shall  find  that  fishing  In  any  of  the  wa- 
ters of  the  refuge  is  unduly  depleting  any 
species  of  fish  therein,  he  may  suspend 
all  fishing  privileges  pending  final  deter- 
mination by  the  Secretary  of  the  Interior. 

§  32.115  Routs  of  travel.  Persons  en- 
tering the  refuge  for  the  piu-pose  of 
reaching  the  waters  thereof  for  fishing 
shall  follow  such  routes  of  travel  as  shall 
from  time  to  time  be  designated  by  the 
officer  in  charge. 

HUNTING  OF  ELK 

SotmcE:  {§32.116  to  32.122  contained  In 
Reg..  Aug.  10,  1944,  9  F.  R.  9956. 

§  32.116  Elk  hunting  permitted.  Un- 
til further  notice  elk  may  be  taken  dur- 
ing such  periods  of  the  open  season  pre- 
scribed therefor  by  the  State  Game  and 
Pish  Commission  of  Wyoming  on  certain 
lands  hereinafter  described,  of  the 
United  States  within  the  National  Elk 
Refuge,  Wyoming,  in  accordance  with 
the  provisions  of  Parts  18  and  21  of  this 
chapter  as  are  mutually  agreed  upon 
from  time  to  time  by  the  Director  of 
the  Fish  and  Wildlife  Service  and  the 
Game  and  Pish  Commission  of  Wyo- 
ming and  are  announced  by  the  Director 
of  the  Pish  and  Wildlife  Service,  sub- 
ject to  the  special  provisions,  conditions, 
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restrictions,      and      requirements      of 
S9  32.117  to  32.122  Inclusive. 

5  32.117  Area  open  to  hunting.  The 
following-described  lands  of  the  United 
States  within  the  National  Elk  Refuge 
shall  be  open  to  the  hunting  of  elk: 

That  part  of  the  refuge  east  of  the 
refuge  fence  line  running  parallel  to  the 
Jackson-Moran  highway,  and  north  of 
the  township  line  between  Townships  41 
and  42  North,  the  natural  boundary  of 
which  shall  be  regarded  as  Flat  Creek 
east  of  its  Junction  with  the  canal,  or 
ditch,  in  the  NE'4  of  section  1.  T.  41, 
N  R.  116  W.,  In  its  east  and  west  course 
through  the  refuge,  to  its  Intersection 
with  the  east  line  of  section  4.  T.  41  N.. 
R.  115  W.,  sixth  principal  meridian, 
Wyoming. 

S  32.118    State  laws  and  regulations. 
Any  person  who  hunts  on  the  refuge 
shall  be  In  possession  of  a  valid  hunting 
license  issued  by  the  State  of  Wyoming 
authorizing  him  to  hunt  elk  and  a  per- 
mit, if  required.    Said  license  and  permit 
shall  serve  as  a  Federal  permit  for  hunt- 
ing elk  on  the  refuge  and  must  be  carried 
on  the  person  of  the  licensee  while  so 
hunting.    The  license  and  permit  must 
be  exhibited  upon  the  request  of  any 
representative  of  the  Wyoming   Game 
and  Fish  Commission  authorized  to  en- 
force the  State  game  laws  or  of  any  rep- 
resentative of  the  Department  of  the  In- 
terior.   The  licensee  must  comply  In  ev- 
ery respect  with  the  State  laws  and  reg- 
ulations governing  the  hunting  of  elk 
and  upon  request  of  any  of  the  aforesaid 
representatives  must  exhibit  for  inspec- 
tion all  game  killed  by  him  or  in  his  pos- 
session. 

S  32.119  Disorderly  conduct;  intoxica' 
Hon.  No  person  who  is  Intoxicated  will 
be  permitted  to  enter  or  remain  upon 
the  refuge  for  the  purpose  of  hunting 
hereunder,  and  any  person  who  indulges 
In  any  disorderly  conduct  on  the  refuge 
will  be  removed  therefrom  by  the  offlcer 
in  charge  and  dealt  with  as  prescribed  by 
law. 

§  32.120  Entry  upon  refuge.  Persons 
entering  or  crossing  the  refuge  for  the 
purpose  of  hunting,  as  permitted  by 
S§  32.116  to  32.122.  inclusive,  shall  use 
such  routes  of  travel  as  may  be  desig- 
nated by  suitable  posting  by  the  officer 
in  charge  and  shall  not  otherwise  enter 
upon  the  refuge. 

§  32.121  Forfeiture  of  privileges. 
Failure  of  any  person  hunting  on  the 
refuge  to  comply  with  any  of  the  provi- 
sions, conditions,  restrictions,  or  require- 
ments of  §5  32.116  to  32.122.  inclusive,  or 
the  violation  by  him  of  any  of  the  provi- 
sions of  State  or  Federal  laws  or  regu- 
lations applicable  to  hunting  on  the 
refupe  not  only  will  render  such  person 
liable  to  prosecution  under  the  law  but 
also  will  be  sufiQcient  cause  for  removing 
him  from  the  refuge  and  for  refusing 
him  further  hunting  privileges  on  the 
refuge. 

§  22.122  State  cooperation  in  manage' 
ment  of  the  herd  and  the  shooting  area. 
The  provisions  of  §§  32.116  to  32.122,  in- 
clusive, shall  be  incorporated  in  and 
deemed  to  be  a  part  of  any  cooperative 
agreement  between  the  Director  of  the 
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Fish  and  Wildlife  Service  and  the  Game 
and  Fish  Commission  of  Wyoming  for  the 
regulation,  management,  and  operation 
of  the  shooting  area  established  here- 
under, the  details  of  which  shall  be  mu- 
tually agreed  upon  betwen  said  Director 
and  Commission.  The  Director  also  may 
take  such  additional  measures.  In  coop- 
eration with  said  Commission  or  other- 
wise, as  may  be  necessary  to  effect  proper 
control  of  the  animals  wintering  on  the 
refuge  and  to  maintain  their  numbers 
within  the  carrying  capacity  of  the 
project. 

Subpart — Salt  Plains  National  WaoLiFE 
Refuge.  Oklahoma 

nSHINO 

SouKci:  55  32.131  to  32.137  contained  in 
Reg.,  Apr.  19,  1946,  11  P.  R.  4585. 

9  32.131  Fishing  permitted.  Non- 
commercial fishing  In  accordance  with 
the  State  laws  of  Oklahoma  Is  permitted 
In  the  waters  of  the  Salt  Plains  Reservoir 
within  the  Salt  Plains  National  Wildlife 
Refuge,  located  south  of  a  line  common 
to  the  north  section  lines  of  sees.  7,  8.  9, 
and  10;T.  26N.,  R.  9  W. 

5  32.132  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  Is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  is  required. 
Persons  entering  the  refuge  for  the  pur- 
pose of  fishing  must  follow  such  routes 
of  travel  within  the  refuge  as  are  desig- 
nated by  posting. 

S  32.133  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officer 
whatever  license  Is  required  by  such  laws 
and  regulations.  No  Federal  permit  will 
be  required  to  exercise  the  fishing  privi- 
leges permitted  under  this  order. 

9  32.134  Use  of  boats.  The  use  of 
boats  on  the  waters  of  the  refuge  opened 
to  fishing  is  permitted  except  that,  dur- 
ing the  open  waterfowl  hunting  season, 
(a)  use  of  motor  boats,  either  inboard  or 
outboard,  shall  be  restricted  to  the  waters 
of  sees.  10  and  15;  T.  26  N..  R.  9  W..  (b) 
boats  of  any  type  shall  not  approach  or 
enter  rafts  of  waterfowl  resting  on  the 
waters  of  refuge. 

9  32.135  Islands  closed  to  public.  All 
Islands  located  within  the  open  fishing 
area  will  be  closed  to  all  public  use  dur- 
ing the  months  of  April,  May,  and  June 
of  each  year. 

9  32.136  Shoreline  fishing.  Fishing 
from  the  shore  will  be  permitted  from 
the  shoreline  In  sees.  9,  10.  and  the 
E^'a  sec.  15  T.  28  N.,  R.  9  W.,  at  all 
times  of  the  year  when  permitted  by  the 
laws  of  the  State  of  Oklahoma  and  from 
the  balance  of  the  shoreline  adjacent  to 
waters  open  to  fishing  at  all  times  per- 
mitted by  the  laws  of  the  State  of  Okla- 
homa except  during  the  open  waterfowl 
himting  season.  In  order  to  protect  Im- 
portant food  and  cover  vegetation  plant- 
ings the  officer  in  charge  may  close  to 
shore  fishing  such  parts  of  the  shoreline 
as  are  considered  critical.  Such  restric- 
tions are  to  be  clearly  designated  by 
posting. 


9  32.137  Temporary  restrictions.  Dur- 
Ing  periods  of  waterfowl  concentrations 
fishing  may  be  restricted  or  closed  oa 
such  areas  of  the  refuge  as.  In  the  judg- 
ment of  the  officer  In  charge,  such  re- 
strictions are  necessary  In  order  to  pro- 
vide adequate  protection  for  wildlife. 
Such  restrictions  are  to  be  published 
by  posting  or  otherwise. 

Subpart— Salt  River  National  Wildlitx 
Refuge,  Arizona 

HUNTING 

SouRCi::  55  32.141  to  32.145  contained  In 
Reg.,  Sept.  23.  1944,  0  F.  R.  11856.  12926. 

§  32.141  Hunting  permitted.  The 
hunting  of  migratory  waterfowl  will  be 
permitted  In  accordance  with  regulations 
under  the  Migratory  Bird  Treaty  Act 
within  that  portion  of  the  Salt  River 
National  Wildlife  Refuse.  Arizona,  lying 
east  of  a  line  extending  from  the  Roose- 
velt boat  landing,  northeast  and  north 
through  sections  21.  16,  and  9,  R.  12  E., 
T.  4  N.,  as  posted. 

9  32.142  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter,  and  strict  compliance  there- 
with Is  required. 

9  32.143  Dogs.  Not  to  exceed  two 
hunting  dogs  may  be  used  by  each  hunter 
but  such  dogs  shall  not  be  permitted  to 
run  unattended  on  the  refuge. 

9  32.144  Routes  of  travel.  Hunters 
shall  follow  such  routes  of  travel  within 
the  refuge  as  are  designated  by  posting. 

9  32.145  State  hunting  laws.  All 
hunters  must  comply  with  the  State 
hunting  laws  and  regulations  and  must 
have  on  their  person  and  exhibit  at  the 
request  of  any  authorized  Federal  or 
State  offlcer  whatever  license  is  required 
by  such  laws  and  regulations. 

Subpart— San  Andres  National  WriDLin 
Refuge.  New  Mexico 

hunting  of  deer 

8o0»c«:  55  32.151  to  32.159  contained  in 
Reg..  Sec.  Int..  Aug.  6,  1942,  7  F.  R.  6407. 

9  32.151  Deer  hunting  permitted. 
Until  further  notice  deer  mdy  be  taken 
during  the  open  season  prescribed  there- 
for by  the  State  Game  and  Fish  Com- 
mission of  New  Mexico  on  certain  lands 
of  the  United  States  within  the  San 
Andres  National  Wildlife  Refuge.  New 
Mexico,  described  in  9  32.152  under  the 
special  provisions,  conditions,  restric- 
tions, and  requirements  of  55  32.152  to 
32.159  Inclusive. 

9  32.152  Joint  survey.  No  open  sea- 
son shall  be  declared  on  this  described 
area  In  any  year  until  after  Joint  exam- 
ination or  consultation  by  the  Fish  and 
Wildlife  Service,  the  Forest  Servlcp.  and 
the  Game  and  Pish  Commission  of  the 
State  of  New  Mexico.  If  such  annual 
examination  or  consultation  indicates 
there  is  a  surplus  of  deer  on  the  area 
which  should  be  reduced  In  any  year,  the 
number  of  deer  to  be  so  removed  shall 
be  determined  and  agreed  upon  by  the 
participating  agencies. 

9  32.153  Area  open  to  hunting.  The 
following-described  lands  of  the  United 
States  within  the  refuge  shall  be  open 
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to  the  hunting  of  deer;  That  part  of  the 
refuge  common  to  the  Jornada  Experi- 
mental Range  and  boimded  on  the  east 
by  a  line  approximately  one-half  mile 
west  of  thelTm  of  the  San  Andres  Range 
to  be  flagged  or  otherwise  suitably 
marked  on  the  ground  by  the  officer  in 
charge. 

5  32.154  State  laws  and  regulations. 
Any  person  who  hunts  on  the  refuge  shall 
have  in  his  po;jsession  a  valid  State  hunt- 
ing license  and  a  permit,  if  such  license 
and  permit  are  required,  authorizing  him 
to  hunt  deer.  The  license  and  permit 
shall  be  exhibited  upon  the  request  of 
any  representative  of  the  New  Mexico 
Game  and  Fish  Commission  authorized 
to  enforce  the  State  Game  Laws  or  of  any 
representative  of  the  Department  of  the 
Interior,  the  Department  of  Agriculture, 
or  other  authorized  official.  The  per- 
mittee must  comply  In  every  respect  with 
the  State  laws  and  regulations  governing 
the  hunting  of  deer  and  must  upon  re- 
quest of  any  of  the  aforesaid  represen- 
tatives exhibit  for  inspection  all  game 
killed  by  him  or  in  his  possession. 

(32.155  Disorderly  conduct;  intoxi- 
cation. No  person  who  is  visibly  Intoxi- 
cated will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  hunting,  and 
any  person  who  indulges  in  any  dis- 
orderly conduct  on  the  refuge  will  be 
removed  therefrom  by  the  officer  in 
charge  and  dealt  with  as  prescribed  by 
law. 

S  32.156  Entry  upon  refuge;  civil  lia- 
bility. Persons  entering  the  refuge  for 
the  purpwse  of  hunting,  as  permitted  by 
S5  32.151  to  32.159.  Inclusive,  are  subject 
to  civil  liability  for  injuring  or  killing  any 
livestock  or  damaging  any  property 
thereon,  and  shall  use  such  routes  of 
travel  as  may  be  designated  by  suitable 
posting  by  the  offlcer  In  charge  and  shall 
not  otherwise  enter  upon  the  refuge. 

5  32.157  limitation  on  firearms  and 
bullets.  Deer  may  be  taken  only  by  the 
use  of  rifled  flrearms.  Regulation  No.  57 
of  the  New  Mexico  Game  and  Fish  Laws 
and  Regulations,  promulgated  March  10, 
1924.  section  5  providing  that  "No  big 
game,  except  turkeys,  shall  be  shot  at, 
wounded,  taken  or  killed  with  a  steel,  or 
hard  pointed  bullet,"  shall  apply  to  the 
hunting  of  deer  on  the  refuge. 

5  32.158  Penalties.  Failure  of  any 
person  hunting  upon  the  refuge  to  com- 
ply with  any  of  the  conditions,  restric- 
tions or  requirements  of  9§  32.151  to 
32.159.  Inclusive,  will  be  sufficient  cause 
for  removing  such  person  from  the  refuge 
and  for  refusing  him  further  hunting 
pri\  ileges  on  the  refuge. 

J  32.159  State  cooperation  in  man- 
agement of  the  shooting  area.  The  pro- 
visions of  §§32.151  to  32.159.  Inclusive, 
shall  be  Incorporated  in  and  be  deemed 
to  be  a  part  of  any  agreement  between 
the  Director  of  the  Fish  and  Wildlife 
Service  and  the  State  Game  Commission 
of  New  Mexico  for  the  regulation,  man- 
aRement.  and  operation  of  the  shooting 
area  established  hereunder. 


FEDERAL  RiOISTER 

Subpart  —  Tishominoo   National 
WiLDUra  Refuos,  Oklahoma 

SoxTBCx:  55  33.161  to  S2.108  ccmtained  in 
Reg..  June  21,  1948.  13  P.  R.  S342. 

COMMXRCIAL   nSHINO 

9  32.161  Commercial  fishing  permitted. 
Commercial  fishing  In  accordance  ^ith 
the  State  laws  of  Oklahoma  Is  permitted 
on  all  waters  within  the  Tishomingo 
National  Wildlife  Refuge  In  accordance 
with  the  provisions  of  55  32.162  to  32.164 
Inclusive.        • 

9  32.162  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21.  of 
this  chapter,  and  strict  compliance 
therewith  is  required. 

§  32.163  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fish- 
ing laws  and  regulations,  and  must  have 
on  their  person  and  exhibit  at  the 
request  of  any  authorized  Federal  or 
State  offlcer  whatever  license  is  required 
by  such  laws  and  regulations.  In  addi- 
tion thereto  each  person  fishing  commer- 
cially on  the  refuge  must  possess  a  per- 
mit Issued  by  the  offlcer  in  charge  prior 
to  exercising  the  commercial  fishing  priv- 
ileges permitted  hereunder. 

9  32.164  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions or  other  wildlife  concentrations 
and  to  protect  wildlife  plantings,  fishing 
may  be  closed  on  such  areas  of  the  refuge 
as.  In  the  Judgment  of  the  offlcer  In 
charge,  such  limitations  or  restrictions 
are  necessary  in  order  to  provide  ade- 
quate protection  for  wildlife.  Such  limi- 
tations or  restrictions  are  to  be  clearly 
designated  by  posting. 

NONCOMlfERaAL   PISHING 

9  32.165  Noncommercial  fishing  per- 
mitted. Noncommercial  fishing  in  ac- 
cordance with  the  State  Laws  of  Okla- 
homa is  permitted  on  aJl  waters  within 
the  Tishomingo  National  Wildlife  Refuge 
in  accordance  with  the  provisions  of 
5§  32.166  to  32.168  Inclusive. 

(  32.166  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter,  and  strict  compliance 
therewith  Is  required. 

5  32.167  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fish- 
ing laws  and  regulations,  and  must  have 
on  their  person  and  exhibit  at  the  re- 
quest of  any  authorized  Federal  or  State 
officer  whatever  license  is  required  by 
such  laws  and  regulations,  which  license 
shall  serve  as  a  Federal  permit  for  fish- 
ing in  the  waters  of  the  refuge. 

1 32.168  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions or  other  wildlife  concentrations 
and  to  protect  wildlife  plantings,  fishing 
may  be  closed  on  such  areas  of  the  ref- 
uge as,  in  the  Judgment  of  the  offlcer  in 
charge,  such  limitations  or  restrlctlwis 
are  necessary  in  order  to  provide  ade- 
quate protection  for  wildlife.  Such  lim- 
itations or  restrictions  are  to  be  clearly 
designated  by  posting. 
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Subpart — Wichita  Mountaws  Wildlife 
Refuge.  Oklahoma 

Source:  (5  32.181  to  82.189  contained  in 
Reg.,  Sept.  3.  1943.  8  P.  R.  12520.  except 
as  not«<l  following  sections  affected. 

9  32.181  General  provisions.  Tlie 
Wichita  Mountains  V.'lldllfe  Refuge  here- 
after shall  be  administered  under  the 
provisions  of  Parts  18  and  21  of  this 
chapter. 

[Sept.  20,  1943,  8  P.  R.  13282) 
FISHING 

§  32.182  Fishing  authorized.  Pish 
may  be  taken  for  noncommercial  pur- 
poses from  designated  reservoirs  or  lakes 
of  the  Wichita  Mountains  Wildlife  Ref- 
uge In  accordance  with  the  laws  and 
regulations  of  the  State  of  Oklahoma 
duiing  such  times.  In  such  numbers,  and 
in  such  manner  as  the  Director  of  the 
Pish  and  Wildlife  Service  may  from  time 
to  time  determine  to  be  appropriate, 
except  that  no  live  minnows,  fish,  or  frogs 
may  be  captured  by  seining,  netting,  or 
otherwise  in  the  waters  of  the  refuge 
for  use  as  bait,  and  no  person  may  have 
in  his  possession  within  the  boundaries 
of  the  refuge  any  seine  or  net  that  may 
be  used  in  capturing  such  minnows  or 
other  live  bait  from  said  waters;  and 
no  person  shall  have  In  his  possession  on 
the  refuge  or  use  any  live  carp  minnows 
for  bait  In  fishing  in  the  waters  of  the 
refuge. 

I  Sept.  20.  1943,  8  F.  R.  13262] 

§  32.183  Fishing  permitted.  Until 
further  notice  noncommercial  fishing  is 
permitted  In  the  waters  specified  herein 
of  the  Wichita  Mountains  Wildlife  Ref- 
uge. Oklahoma,  during  the  open  season 
each  year  as  fixed  by  State  law  or  regu- 
lation for  lakes  or  waters  in  that  .section 
of  the  State  wherein  the  refuge  Is  situ- 
ated. In  accordance  with  the  provi.Mons 
of  •§  32.181  and  in  extension  of  Parts  18 
and  21  of  this  chapter,  and  .subject  to 
the  conditions,  restrictions,  and  require- 
ments of  §§  32.184  to  32.189  inclusive. 

I  Oct.  4,  1943,  8  F.  R.  13827] 

9  32.184  Waters  open  to  fishing.  The 
following-named  waters  of  the  refuge  are 
hereby  designated  as  areas  open  to  fish- 
ing, and  fishing  on  any  other  waters  of 
the  refuge  will  not  be  permitted:  Caddo 
Lake,  West  Post  Oak  Lake.  Treasure 
Lake.  French  Lake,  all  the  lakes  known 
as  Fish  Lakes  on  West  Cache  and  Turkey 
Creeks  from  French  Lake  to  Lost  Lake. 
Lost  Lake,  West  Cache  Creek  from  Lost 
Lake  south  to  the  refuge  boundary  fence, 
Jed  Johnson  Lake,  that  part  of  Rush 
Lake  east  of  the  big-game  fence,  Little 
Medicine  Creek  within  the  refuge  bound- 
ary, that  part  of  Elmer  Thomas  Lake 
•within  the  refuge  boundary,  and  Crater. 
Osage,  Quanah  Parker,  and  Burford 
Lakes  together  with  the  streams  flowing 
south  therefrom  to  the  refuge  boundary 
fence, 

9  32.185  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Okla- 
homa. Pishing  under  this  regulation 
shall  be  by  hook  and  line  (Including  rod 
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and  reel)  only,  as  defined  by  State  law, 
and  the  use  of  trot  and  set  lines  and  other 
similar  contrivances  is  prohibited.  The 
regulations  governing  the  size  or  length 
of  fish  caught  and  the  number  of  fish  that 
may  be  taken  each  day  must  be  complied 
with  by  persons  fishing  within  the  refuge. 
S  32.186  Fishing  licenses  and  permits. 
Any  person  who  fishes  in  any  of  the 
aforesaid  waters  under  the  aforesaid  con- 
ditions must  be  in  possession  of  a  valid 
fishing  license  Issued  to  him  in  accord- 
ance with  the  provisions  of  the  laws  of 
the  State  of  Oklahoma,  if  such  license  is 
required,  which  shall  serve  as  a  Federal 
permit  for  fishing  in  said  waters.  Said 
license  must  be  carried  on  the  person  of 
the  permittee  when  he  exercises  the 
privilege  of  fishing  In  said  waters  and 
must  be  exhibited  upon  the  request  of  any 
Federal  or  State  officer  authorized  to  en- 
force Federal  or  State  fishing  laws  or  reg- 
ulations, or  laws  and  regulations  appli- 
cable to  the  refuge. 

5  32.187  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  from  time  to  time 
by  suitable  posting  by  the  officer  in 
charge  of  the  refuge. 

5  32  188  Use  of  boats.  The  use  of 
boats  or  fioating  devices  of  any  descrip- 
tion is  prohibited  on  all  waters  of  the 
refuge  except  for  official  purposes  by 
the  Oklahoma  State  Game  and  Fish 
Commission  and  by  representatives  of 
the  Fish  and  WUdlife  Service  authorized 
to  enforce  the  laws  and  regulations  ap- 
plicable to  the  refuge  or  to  fishing  in 
Oklahoma:  Provided.  That  boats,  other 
than  power  or  motorboats.  may  be  used 
on  Elmer  Thomas  Lake  within  the  refuge 
under  the  supervision  of  the  city  of 
L^wton  in  accordance  with,  and  subject 
to  such  terms  as  may  be  prescribed  in 
an  appropriate  permit  by  the  superin- 
tendent of  the  refuge;  and  that  author- 
ized officials  of  the  city  of  Lawton  may 
utilize  power  or  other  boats  In  super- 
vising such  authorized  boating  activities 
on  said  lake. 

I  32.189  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions on  the  refuge,  fl.shing  or  the  use 
of  boats  of  any  description  will  not  be 
permitted  In  such  areas  of  the  refuge  as. 
In  the  judgment  of  the  officer  In  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

RECREATION 

Soubce:  }J  32.191  to  32.194  contained  In 
Beg..  Oct.  4.  1943.  8  P.  R.  13827. 

S  32.191  Recreational  use.  Entry  oa 
and  temporary  use  for  recreational  or 
other  appropriate  purposes  of  any  camp 
site  or  other  area  specifically  designated 
for  the  u.se  of  the  public  are  hereby  per- 
mitted so  long  as  such  use  and  occupancy 
are  In  accordance  with  the  regulations 
in  this  subpart  and  do  not  Interfere  with 
the  purpose  for  which  the  refuge  was  es- 
tablished. 

§  32.192  Recreational  areas.  The  fol- 
lowing areas  are  hereby  designated  as 
recreational  areas  for  the  use  of  the  pub- 


RULES  AND  REGULATIONS 

lie.  In  which  camping,  hiking,  bathing, 
and  fishing  are  permitted  In  accordance 
with  this  subpart: 

All  that  part  of  the  refuge.  Including 
reservoirs  and  lakes,  lying  south  of  and 
Including   the   Scenic   Highway,  which 
runs    In  a    general    northwesterly    and 
southeasterly     direction     through     the 
southern  half  of  the  refuge  and  enters 
and  leaves  the  refuge  In  section  9.  T.  3  N., 
R.  15  W..  on  the  northwest  and  in  section 
24,  T.  3  N..  R.  14  W..  on  the  southeast; 
Lake  Jed  Johnson,  part  »t  Lake  Ru.sh, 
and  the  Easter  pageant  areas,  situated 
In  parts  of  sections  17,  18.  7,  and  8.  T.  3 
N..  R.   13  W.:  the  Mount  Scott  scenic 
drive,  the  Mount  Scott  campground,  and 
Lake  Thomas  areas  In  parts  of  sections 
11,  12.  13.  and  14.  T.  3  N..  R.  13  W..  as 
designated  and  marked  by  the  superin- 
tendent of  the  refuge;   and  all  main- 
traveled  roads  leading  thereto:  Provided, 
That  bathing  will  not  be  permitted  in 
French  Lake  or  in  the  so-called  fish-cul- 
tural lakes  extending  from  the  Scenic 
Highway  near  headquarters  to  the  upper 
end  of  Lost  Lake  on  Lower  West  Cache 
Creek:  Provided  further.  That  the  super- 
intendent will  designate  and  mark  the 
limits  of  all  campgrounds  within  the  rec- 
reational areas  to  which  camping  shall 
be  confined,  and  no  camps  shall  be  estab- 
lished or  fires  built  at  places  other  than 
such  designated  sites. 

§  32.193  Camping,  (a)  No  camping 
will  be  permitted  outside  specially  desig- 
nated camp  areas,  and  overnight  camp- 
ing Is  specifically  forbidden  for  more 
than  7  consecutive  days  without  special 
permit  of  the  superintendent. 

(b)  Campers  shall  at  all  times  main- 
tain the  camp  site  occupied  by  them  In 
a  clean  and  sanitary  condition,  and  must 
burn  combustible  rubbish  on  campfires 
and  place  all  other  garbage  and  refuse 
in  receptacles  provided  for  that  purpose; 
and  dumping  or  placing  garbage  or  other 
refuse  or  debris  by  any  person  on  any 
camp  site  or  other  part  of  the  refuge  or 
the  abandonment  of  personal  property 
thereon  Is  not  permitted. 

(c)  Campers  shall  not  wash  clothing 
or  cooking  utensils  In  any  waters  of  the 
refuge,  or  pollute  these  waters  In  any 
other  manner,  and  shall  dispose  of  all 
waste  water  In  such  way  as  not  to  con- 
taminate refuge  waters. 

(d)  Campers  shall  completely  extin- 
guish campfires  when  no  longer  needed 
and  shall  smother  with  earth  or  extin- 
guish with  water  all  embers  so  that  there 
shall  be  no  danger  of  relgnltlon;  special 
care  must  be  observed  to  prevent  lighted 
matches,  cigars,  cigarettes,  or  pipe  ashes 
from  being  dropped  in  grass  or  other  in- 
flammable material. 

§  32.194  Bathing,  (a)  Bathing  will 
be  permitted  only  in  the  reservoirs  or 
lakes  of  the  recreational  area  to  the  ex- 
tent herein  specified. 

(b)  Where  bathhouses  are  furnished 
for  the  use  of  the  public,  the  users 
thereof  will  assume  full  responsibility 
for  lost  or  stolen  articles. 

(c)  Bathing  will  be  permitted  In  des- 
ignated waters  each  day  from  May  1  to 
September  15.  Inclusive,  of  each  year: 
Provided,  That  the  superintendent  may 
suspend  bathing  privileges  for  such  pe- 
riod as  he  deems  necessary  In  any  reser- 


voir or  lake  when,  in  his  opinion,  pub- 
lic health  and  safety  require  It  or  when 
an  emergency  exists,  or  when  such  bath- 
ing Is  not  compatible  with  the  adminis- 
tration of  the  refuge. 

Part  33 — Central  Region 

Sec. 

33.1         Lists  of  States. 
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33.3 
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33.6 
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33.7 
33  8 
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— Arhowwood   National    Wildliti 
Retuge,  Nohth  Dakota 

rISHINO 

Pishing  permitted. 

Waters  open  to  fishing. 

State  fishing  laws. 

Fishing  licenses  and  permits. 

Routes  of  travel. 

Use  of  boats. 

Temporary  restrictions. 

-Box  BCTTE  National  WiLDMri 
Retuge,  Nebraska 

riSHINO 


33.21  Pishing  permitted. 

33.22  Entry. 

33.23  State  fishing  laws. 

33.24  Temporary  restrictions. 

Subpart — Chactauqua  National  Wiloliti 

RETtlGE.  iLUNOia 
nSHINQ 

33.31  Pishing  permitted. 

33  32  Hours  of  fishing. 

33.33  Recreational  (noncommercial)  fishing. 

33  34  Fishing  during  the  waterfowl  hunt- 
ing season. 

33.35  Commercial  fishing. 

33.36  State  fishing  laws. 

33.37  Fishing  licenses  and  permits. 

33.38  Special  fishing  restrictions. 

33.39  Use  of  motor  boats. 

33.40  Trespass  on  refuge  lands. 

33.41  Entry  upon  refuge. 

Subpart — Crab   Orchard   National  Wildliti 
Refuge,  Illinois 

CLAsairiCATiON  or  lands 

33.51  Area  I. 

33.52  Area  II. 
33  53       Area  m. 

COUMntCIAL  riSHTNG 

33.54  Authorization. 

33.58  Period  of  fishing. 

35.56  Fishing  licenses  and  permits. 

33  57  Reports. 

StJBPART— Dis  Lacs  National  WiLOLiri 
Retuge,  North  Dakota 

nSHING 

33.71  FUhlng  permitted. 

33.72  Waters  open  to  fishing. 

33.73  State  fishing  laws. 

33.74  Fishing  licenses  and  permits. 

33.75  Routes  of  travel. 

33.76  Use  of  boats. 

33.77  Temporary  restrictions. 

SUBPAST— LaCRTEK  NATIONAL  WttOLITI  EXTVOE, 

Soxmi  Dakota 

riSHINO 

33  91  Pishing  permitted. 

33.92  Entry. 

33.93  State  fishing  laws. 

33.94  State  cooperation. 

Subpart— Lower   Souris   National  Wh-Olif* 
Retuge,  North  Dakota 

nSHINO 

33  101  Pishing  permitted. 

33  102  Waters  open  to  fishing. 

33.103  Routes  of  travel. 

33.104  State  fishing  laws. 

33.105  PUhlng  permits. 

33.106  Use  of  boats. 

33.107  Hook-and-llne  fishing. 


Wednesday,  May  11, 1949 

BUBPAST — NeCEDAH    NATIONAL   WlUHJW 

RETUGE,  WiacoNsnr 

nSHING 

Sec. 

33.131  Pishing  permitted. 

33  132  Entry. 

33.133  State  fishing  laws. 

33.134  Use  of  boats. 

33  135  Temporary  restrictions. 

33.136  State  cooperation. 

BUNTING   OP   DEER 

83  137  Deer  hunting  permitted. 

33  138  Entry. 

S3  1^  State  hunting  laws. 

33.140  State  cooperation. 

Subpart — Rice  Lake  National  Wildlxtb 
Retuge,  Minnesota 

nSIilNG 

83  161  Pishing  permitted. 

33  162  Waters  open  to  fishing. 

33  163  State  fishing  laws. 

33  164  FUhlng  permits. 

33  165  Routes  of  travel. 

33.166  Use  of  motor  boats. 

SUBPART — Sand  Lake  National  Wildliti 
Refuge,  Eouth  Dakota 

nSHINQ 

33  171     Fishing  permitted. 
33  172     Entry  upon  refuge. 
33  173     Bute  fishing  laws. 

SXTBPART — Senet  National  Wildliti  Retuge, 
Michigan 

FISHING 

33.191  Fishing  permitted. 

33  192.  Waters  open  to  fishing. 

33  193  State  fishing  laws. 

33  194  Pishing  licenses  and  permits. 

S3  195  Routes  of  travel. 

33  11'6  Use  of  boats. 

HUNTING 

33 197  Hunting  permitted. 
33.193  Entry  upon  refuge. 
33  199     State  hunting  laws. 

Subpart — Squaw    Creek    National    Wildlife 

REFUGE,  MiSSOUBJ 
riSHINO 

33  211  Pishing  permitted. 

33  212  Waters  open  to  fishing. 

33.213  State  fishing  laws. 

33.214  Pishing  licenses  and  permits. 
33  215  Routes  of  travel. 

33.216     Use  of  boats. 

33217    Temporary'  restrictions. 

Subpart — Swan    Lake    National    Wildlifk 
Refuge,  Missouri 

nSHINO 

33  221  Pishing  permitted. 

33  222  Waters  open  to  fishing.   . 

33  223  State  fishing  laws. 

33  224  Use  of  boats. 

33  22.')  Temporary  restrictions. 

61'bpart — Talcot  Lake  Wildlife  Management 
Area,  Minnesota 

riSHINO 

33  2,31  Fishing  permitted. 

33232  Entry. 

33  23)  State  fishing  laws. 

33  234  Temporary  restrictions. 

StT.PART — Tamarac  National  Wn-OLin 
RsrucE.  Minnesota 

nSHINO 

33  241  Pishing  permitted. 

33242  Entry. 

33243  Boats. 
33.244  Live  bait. 

33243    Temporary  restrictions. 


FEDERAL  REGISTER 

Subpart — Trempealeau  National  Wiu>un 
Retuge,  Wisconsim 


hunting  or  DEza 

Deer  hunting  permitted. 
Entry  upon  refuge. 
State  hunting  laws. 


Sec. 
83.201 
83.262 
33.253 

Subpart — Upper  Mississippi  River  WiLDLim 
AND  Pish  Refuge.  Illinois,  Iowa,  Minni* 
BOTA,  and  Wisconsin 

general  provisions 

83.261  Hunting  and  taking  of  wild  mam- 

mals and  birds. 

83.262  Permits  necessary  for  hunting   and 

trapping. 

83.263  Taking  of  natural  growth. 

33.264  Fish. 

33.265  EUiforcement. 

33.266  Entry. 

83.267  Destruction  of  property. 

33.268  Recovery  of  improperly  held  or  used 

natural  growth,  birds,  or  parapher- 
nalia. 

83.269  Special  use  permits. 

33.270  Camping. 

33  271     Prohibitions. 

83.272  Taking  of  fi.^hes.  mussels,  etc.,  gov- 

erned by  State  law;  exceptions. 

83.273  Areas  set  aside  for   propagation   of 

flsh. 

hunting 

83.274  Hunting  permitted. 

33.275  Closed  areas. 

TR.\PrING    OF    MUSKRATS    AND    MINKS 

33.291  Trapping  permitted. 

33.292  Trapping  permits. 

33.293  Verified  statement  of  residence;  State 

trapping  license. 

33.294  Provisions  of  permit,  suspension  of 

trapping. 

83.295  Trap  tags  and  fees;   limitations. 

83.296  Approved  traps;  trap  Inspection  and 

removal;  plant  life  protected. 

33.297  Prohibited  methods  and  acts. 

33.298  Disposition  of  unauthorized  animals. 

33.299  Reports  required. 

33.300  Penalties. 

TRAPPING    OF    BEAVER 

33.301  Beaver  trapping  permitted. 

33.302  Entry. 

33.303  State  trapping  laws. 

33  304     Trapping  licenses  and  permits. 
83.305     Identification  of  traps. 
33  307     Suspension  of  privileges. 

Subpart — Upper  Souris  National  Wildliti 
Refuge,  North  Dakota 

FISHING 

83321  Pishing  permitted. 

33322  Entry. 

33.323  State  fishing  laws. 

33.324  Use  of  boats. 

33.S25     Temporary  restrictions. 

PUBLIC  USX 

33.326  Public  use  area. 

33.327  Entry. 

33  328     Recreation. 

33.329  Boats. 

33.330  Prohibited  acts. 

Subpart — Valentine    National    Wudlite 
Retuge,  Nebraska 

tishino 

83.341  Fishing  permitted. 

83.342  Entry  upon  refuge. 
33  343  State  fishing  laws. 
33  344  Use  of  boats. 

33.345  Temporary  restrictions. 

33.346  State  cooperation. 

AuTHORrrr:  f  {  33.1  to  33.346  issued  under 
43  Stat.  98,  18  U.  S.  C.  41;  46  Stat.  1222,  16 
U.  S.  C.  7151,  and  Reorg.  Plan  II,  53  Stat.  1431i 
•  U.  S.  C.  133t,  note. 
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§  33.1  List  of  States.  The  CentraURe- 
glon  Is  comprised  of  the  States  of  Illinois, 
Indiana.  Iowa,  Michigan.  Minnesota, 
Missouri,  Nebraska,  North  Dakota,  South 
Dakota,  and  Wisconsin. 

[Dec.  16.  1948;  13  P.  R.  8221] 

Subpart — Arrowwood  National  Wild- 
life Refxtge,  North  Dakota 

FISHING 

Sousci:  {{  33.2  to  33.8  contained  in  Reg., 
June  8.  1943,  8  P.  R.  8554.  except  as  noted 
following  section  affected. 

§  33.2  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  the  Arrow- 
wood  National  Wildlife  Refuge,  North 
Dakota,  during  the  daylight  hours  from 
June  16  to  September  15,  inclusive,  of 
each  year  in  the  waters  specified  in 
§  33.3  in  accordance  with  the  provisions 
of  Parts  18  and  21  of  this  chapter,  and 
subject  to  the  conditions,  restrictions, 
and  requirements  of  §§  33.3  to  33.9 
Inclusive. 

§  33.3  Waters  open  to  fishing.  The 
waters  designated  by  suitable  posting  by 
the  officer  In  charge  of  the  refuge  on 
Arrowwood  Lake  In  the  SEy4  of  Section 
7.  the  SWy4  of  Section  8,  and  Section  30, 
T.  144  N.,  R.  64  W..  and  Section  25.  T.  144 
N..  R.  65  W.,  and  on  Jim  Lake  In  NE^^. 
SViNWVi,  and  SV2.  of  Section  19.  and 
Section  20.  T.  143  N.,  R.  64  W.,  fifth  prin- 
cipal meridian,  shall  be  open  to  fLshlng. 

(Apr.  7.  1947,  12  F.  R.  2452] 

§  33.4  state  fishing  laws.  Any  person 
who  fishes  within  the  refuge  must  com- 
ply with  the  applicable  fishing  laws  and 
regulations  of  the  State  of  North  Da- 
kota. Fishing  shall  be  by  hook  and  line 
(including  rod  and  reel)  only,  as  de- 
fined by  State  law. 

5  33.5  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  Isjsued  by  the  North  Dakota  Game 
and  Pish  Department,  if  such  licen.se  is 
required.  This  license  shall  serve  as  a 
Federal  permit  for  fishing  in  the  specified 
waters  of  the  refuge  and  must  be  carried 
on  the  per.^^on  of  the  licensee  while  so 
fishing.  The  license  mu-st  be  exhibited 
upon  the  request  of  any  representative 
of  the  North  Dakota  Game  and  Fish  De- 
partment or  of  the  Fish  and  Wildlife 
Service. 

§  33.6  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  officer  in  charge  of  the  refuge. 

§  33.7  Use  of  boats.  The  use  of  motor- 
boats,  either  inboard  or  outboard,  is  pro- 
hibited on  all  waters  of  the  refuge  ex- 
cept for  official  purposes.  The  use  of 
rov;boats  or  canoes  Is  permitted. 

§  33.8  Temporary  restrictions.  Dur- 
ing r)erlods  of  waterfowl  concentrations 
on  the  refuge,  fi.shing  will  not  be  permit- 
ted in  such  areas  of  the  refuge  as  In  the 
Judgment  of  the  officer  In  charge  should 
be  closed  to  fl.shing  in  order  to  provide 
adequate  protection  for  such  waterfowl 
concentrations  and  are  posted  suitably 
by  such  officer. 


Subpart— Box  Butte  National  Wildlife 
•  Refuge,  Nebraska 

FISHING 
Sounci::  55  33.21  to  33.24  contained  In  Reg., 
Mar.  7,  1947,  12  F.  R.  1816. 

§33.21  Fishing  permitted.  Non- 
commercial fishing  in  accordance  with 
the  State  laws  of  Nebraska  is  permitted 
during  the  daylight  hours  on  all  waters 
within  the  Box  Butte  National  Wildlife 
Refuge  in  accordance  with  the  provisions 
of  §§  33.22  to  33.24  inclusive. 

§  33.22  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter  and  strict  compliance  there- 
with is  required. 

§  33.23  State  fishing  laws.  All  fisher- 
men must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officers 
whatever  license  is  required  by  such  laws 
and  regulations,  which  license  shall  serve 
as  a  Federal  permit  for  fishing  on  the 
refuge. 

§  33.24  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations, 
or  other  wildlife  concentrations,  fishing 
and  entry  may  be  limited  or  closed  on 
such  areas  of  the  refuge  as,  in  the  judg- 
ment of  the  officer  In  charge,  such  limi- 
tations or  restrictions  are  necessary  in 
order  to  provide  adequate  protection  for 
wildlife.  Such  limitations  or  instruc- 
tions are  to  be  clearly  designated  by 
.    posting. 

Subpart— Chaxttauqua  National 
Wildlife  Refuge,   Illinois 

FISHING 

Sotntci:  55  33.31  to  33.41  contained  In 
Reg  Sec.  Int..  June  8.  1940.  as  amended 
Sept".  8.  1941;  5  F.  R.  2270,  6  F.  R.  4788.      . 

§  33.31  Fishing  permitted.  Until  fur- 
ther notice,  commercial  and  noncom- 
mercial fishing  are  permitted  in  the 
waters  of  the  Chautauqua  National  Wild- 
life Refuge.  Illinois,  in  accordance  with 
the  provisions  of  Parts  18  and  21  of  this 
chapter,  and  subject  to  the  conditions 
and  restrictions  of  §§  33.32  to  33.41  in- 
clusive. 

§  33.32  Hours  of  fishing.  Commer- 
cial and  noncommercial  fishing  are  per- 
mitted only  between  the  hours  of  4  a.  tb. 
and  9  p.  m..  on  the  days  open  to  fishing. 


§  33.33  Recreational  {noncommer- 
cial) fishing.  During  the  period  April  15 
to  the  third  Sunday  in  September,  inclu- 
sive, all  waters  of  the  refuge  shall  be  open 
to  noncommercial  fishing  by  hook  and 
line  only  las  defined  by  State  law» ;  and. 
except  during  the  Federal  open  season 
on  migratory  waterfowl,  the  following 
described  waters  shall  be  open  to  non- 
commercial fishing  at  any  time: 

(a)  All  the  borrow  pit  adjoining  the 
dike,  or  levee,  on  the  north,  west,  and 
south  parts  of  the  refuge.  Fishing  from 
the  dike,  or  levee,  will  not  be  permitted 
except  as  provided  in  S  33.40  (a). 

(b»  In  the  channel  of  the  old  ditch 
and  m  the  waters  adjoining  said  ditch 
to  the  southeast,  said  area  being  a  strip 
of  water  averaging  approximately  one- 
eighth  mile  in  width  and  lying  parallel 
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to  and  adjoining  the  main  shore  line 
in  sec.  10.  T.  22  N..  R.  8  W.  Fishing 
from  the  main  shore  line  will  be  per- 
mitted In  these  waters. 

(c)  In  the  channel  of  the  old  ditch 
and  waters  adjoining  It  to  the  southeast, 
said  area  being  a  strip  of  water  approxi- 
mately one-eighth  mile  In  width  and 
lying  parallel  to  and  adjoining  the  main 
shore  line  in  sees.  1  and  2,  T.  22  N.. 
R.  8  W.,  and  sec.  36,  T.  23  N.,  R.  8  W. 
Pishing  from  the  main  shore  line  will  be 
permitted  In  these  waters. 

§  33.34  Fishing  during  the  waterfowl 
hunting  season.  No  fishing  of  any  kmd 
will  be  permitted  within  the  refuge 
boundary  during  the  Federal  open  sea- 
son on  migratory  waterfowl,  except  that 
noncommercial  fishing  will  be  permitted 
at  all  times  In  the  borrow  pit  along  the 
north  boundary  from  the  inlet  gate  ea.st 
to  the  main  shore,  a  distance  of  approxi- 
mately 700  feet,  and  .situated  in  the 
NEI4SEU.  sec.  36.  T.  23  N.,  R  8  W. 

§  33.35  Commercial  fishing.  The  fol- 
lowing described  waters  of  the  refuge 
shall  be  open  to  commercial  fi.shlng  at 
any  time,  except  during  the  Federal  open 
season  on  migratory  waterfowl,  for  such 
species  as  may  be  legally  taken  under  the 
law.s  of  the  State  of  Illinois: 

That  part  of  the  borrow  pit  that  ad- 
Joins  the  main  refuge  dike  from  the 
northwest  corner  of  the  NE»4SWi4.  sec. 
35  T  23  N.,  R.  8  W,  southwesterly  to  the 
southeast  corner  of  the  NE'4SW>'4,  sec. 
18.  T.  22  N..  R.  8  W;  thence  easterly  to 
the  southeast  corner  of  the  NE>4SW'4. 
sec.  17.  T.  22  N..  R.  8  W:  Provided.  That 
the  Director  of  the  Pish  and  Wildlife 
Service  may  issue  such  special  permits  as 
may  be  necessary  to  reduce  the  popula- 
tion of  nongame  fishes  in  other  waters  of 
the  refuge. 

§  33.36  State  fishing  laws.  Any  person 
who  fi.shes  within  the  refuge  must  com- 
ply with  the  applicable  fishing  laws  and 
regulations  of  the  State  of  Illinois.  In 
the  event  that  fishing  is  found  to  be  un- 
duly depleting  any  species  of  fishes  or  is 
interfering  with  the  use  of  any  particular 
waters  by  migratory  birds  or  other  wild- 
life, the  privilege  of  fishing  will  be  sus- 
pended by  the  Secretary,  which  suspen- 
sion shall  be  effective  3  days  after  publi- 
cation of  notice  thereof  In  the  Federal 
Register. 

§  33.37  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  Issued  by  the  State  of  Illinois,  if 
such  license  is  required.  This  license 
shall  serve  as  a  Federal  permit  for  fish- 
ing In  the  refuge  and  must  be  carried  on 
the  person  of  the  permittee  while  so 
fishing.  The  license  must  be  exhibited 
upon  request  of  any  representative  of 
the  Illinois  Department  of  Conservation 
authorized  to  enforce  the  State  game 
and  fish  laws,  or  of  any  representative 
of  the  Fish  and  Wildlife  Service. 


§  33.38  Special  fishing  restrictions. 
No  seine  shall  be  employed  In  the  taking 
of  minnows  for  bait  In  any  of  the  waters 
of  the  refuge.  Recreational  fishing  shall 
be  by  the  use  of  hook  and  line  only  (as 
defined  by  State  law),  except  that  the 
use  of  set.  trot,  throw,  or  bank  lines 
to  which  are  attached  a  series  of  baited 


hooks,  by  means  of  short  lines  or  other- 
wise, is  prohibited. 

8  33.39  Use  of  motorboats.  The  use 
of  motorboats,  either  inboard  or  out- 
board, except  for  official  purposes,  is  pro- 
hibited on  any  of  the  waters  enclosed  by 
the  dike,  or  levee,  that  circumscribes  the 
refuge  area  on  the  north,  west,  and  south 
sides. 

jl  33.40  Trespass  on  refuge  Mnds.  No 
person  or  persons  shall  enter  upon,  cress 
over,  or  fish  from  any  dike,  dam,  levee, 
Jetty  or  other  water-control  strucf\ire 
at  any  point  or  points  within  the  refuge 
except  as  follows: 

(a»  Noncommercial  fi.shlng  in  the  bor- 
row pit  will  be  permitted  from  that  part 
of  the  dike  f::tending  easterly  from  the 
inlet  gate  for  approximately  700  feet  to 
the  main  shore  line  and  situated  in  the 
NE'4SE'4.  sec.  36,  T.  23  N.,  R.  8  W. 

(b>  Boats/equipment,  and  other  fish- 
ing paraphernalia  may  be  hauled  or 
taken  acro.ss  the  said  dikes,  or  levees, 
at  such  cross-overs,  or  drag-overs,  as 
shall  from  time  to  time  be  designated  by 
the  officer  in  charge  of  the  refuge  by 
suitable  posting. 

8  33.41  Entry  upon  refuge.  The  offi- 
cer in  charge  shall  designate  by  suitable 
posting  such  places  of  entry  into  and 
routes  of  travel  within  the  refuge  as  he 
may  consider  necessary  to  reach  fishing 
waters,  and  no  person  shall  enter  upon 
any  other  part  of  the  refuge  except  as 
hereinabove  provided. 

No  person  other  than  a  regular  em- 
ployee of  the  United  States  Department 
of  the  Interior,  the  Illinois  State  De- 
partment of  Conservation,  or  the  Illinois 
Natural  History  Survey  .shall  enter  or  go 
upon  any  part  of  the  refuge  during  the 
Federal  open  season  on  migratory  water- 
fowl except  for  noncommercial  fishing  in 
the  NE>4SE>4.  sec.  36,  T.  23  N.,  R.  8  W, 
as  provided  In  5  33.34. 

Subpart— Crab  Orch.\rd  National 
Wildlife  Refuge,  Illinois 

classification  of  lands 
Soimci;:    5  5  33.51     to    33.53    contained    In 
Reg..  Oct.  21,  1948.  13  F.  R.  6286. 

§  33  51  Area  I.  The  hereinafter  de- 
scribed lands  within  the  refuge  are  de.s- 
ignated  as  Area  I,  and  are  classified 
for  use  and  administration  as  a  public 
use  area  within  which  all  the  various 
forms  of  recreational  uses,  including 
public  hunting  and  fishing  in  accordance 
with  State  laws,  picnicking,  boating, 
swimming  and  similar  activities,  shall 
be  permitted  in  accordance  with  regula- 
tions to  be  Issued  by  the  Director.  Fisn 
and  Wildlife  Service. 

Area  I:  All  Federally  owned  lands  within 
the  following  described  subdivisions: 

T.  9  S.,  R.  1  E  .3d  P.  M. 

Sec.  5,  SEUSW!*,  and  W'.ijSEVi: 

Sec.  7,  E'2; 

Sec.  8,  all:  ^,^,  „^,, 

Sec.9.W',NW'4,Wi,SW'.;.W>2NE'4SWU. 

See.    10.   NEUSWU.  8',,SW!4.  NW^SEU. 

and  S'oSEU: 
Sees.  15  to  22  Incl..  all; 
Sees.  28  to  33  Incl..  all. 
T.  10  8.,  R.  1  E..  3d  P.  M. 
Sees.  4  and  5,  all; 
Sec.  7,  E'jSE^: 
Sees.  8  and  9.  all. 
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T  9  S  .  R.  1  W..  3d  P.  M. 

Kcts.  13,  24.  and  25,  all. 

§  33.52  i4rea  //.  The  hereinafter  de- 
scribed lands  within  the  refuge  are  des- 
ipnated  as  Area  II.  and  are  classified 
as  a  closed  refuge  on  which  all  types  of 
hunting  will  be  prohibited,  to  be  used  and 
Rciministered  upon  such  terms  and  con- 
ditions and  pursuant  to  such  regulations 
E>  may  be  prescribed  by  the  Director, 
Fish  and  Wildlife  Service. 

The  various  buildings  and  related  fa- 
ci'ities  of  the  former  Illinois  Ordnance 
Plant  and  the  utilities  accommodating 
both  governmental  and  private  opera- 
tions are  located  within  a  relatively  small 
5t  rment  of  Area  II.  These  buildings, 
facilities,  and  utilities,  excepting  those 
presently  utilized  by  the  Department  of 
the  Army,  are  hereby  cla.s.sified  as  indus- 
trial units  and.  to  the  extent  not  required 
for  use  by  the  Government,  shall  be  made 
available  by  the  Director,  Fish  and  Wild- 
life Service,  for  rental  under  lease  to 
reinitable  Industrial  enterprises. 

Such  uplands  within  Area  II  as  shall 
be  determined  by  the  Director,  Pish  and 
Wildlife  Service,  to  be  suitable  for  dc- 
Vilupment  as  a  quail  management  dem- 
on.^tration  project  are  hereby  so  classi- 
fied, and  may  be  made  available  by  the 
Director,  Fish  and  Wildlife  Service,  to  the 
Conservation  Department  of  the  State  of 
Illinois  or  to  any  other  public  agency 
engaged  in  wildlife  management,  under 
an  appropriate  cooperative  agreement. 

Such  bulldin£;s  and  facilities  of  the 
former  administrative  site  for  this  area 
as  are  not  required  by  the  Pish  and  Wild- 
life Service  for  administrative  purposes, 
and  are  desired  by  the  University  of 
Southern  Illinois  for  educational  pur- 
po.^es,  are  .so  classified  and  shall  be  made 
available  to  that  institution  by  the  Di- 
rector, Fish  and  Wildlife  Service,  under  a 
nominal  rental  lease.  A  maximum  of 
320  acres  of  land,  within  Area  II,  suitable 
for  an  agricultural  experimental  project 
are  classified  for  that  purpose,  and  upon 
request  are  to  be  made  available  by  the 
Dii  cctor.  Fish  and  Wildlife  Service,  under 
permit  to  the  University  of  Southern 
Illinois. 

So  far  as  Is  consistent  with  the  above 
cla.s.vificatlons  and  u.ses,  the  various  forms 
of  recreational  uses  allowed  on  Area  I, 
othrr  than  hunting,  shall  be  permitted  on 
Area  II. 

Area  II:  All  Federally  owned  lands  within 
the  following  described  subdivisions: 

T.  9  S.,  R.  1  E.,  3d  P.  M. 
Seo.  13.  that  part  lying  south  of  the  south 

right-of-way  boundary  of  State  Highway 

No.  13; 
Sec.  14.  that  part  lying  south  c#  the  south 

right-of-way  boundary  of  State  Highway 

No.  13; 
Bees.  23  to  27,  Incl..  all; 
Sr-cs.  34  to  36,  Incl.,  nil. 
T.  10  S..  R.  1  E.,  3d  P.  M. 
Sees.  1  to  3,  incl.,  all. 
Sees.  10  to  12,  Incl.,  all. 
T  9  S  .  R.  2  E..  3d  P.  M. 
6ec.  18,  that  part  lying  south  and  west  of 

the  south  right-of-way  boundarj-  of  State 

Highway  No.  13; 
Bee   19,  that  part  lying  south  of  the  south 

right-of-way  boundary  of  State  Highway 

No.  13: 

Bcc  20,  that  part  lying  aouth  of  the  south 
right-of-way  boimdary  of  State  Highway 
No.  13; 
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Sec.  21,  that  part  lying  south  of  the  south 
right-of-way  boundary  of  State  Highway 
No.  13; 

Bcc.  22.  that  part  lying  south  of  the  south 
right-of-way  boundary  of  State  Highway 
No.  13  and  west  of  tlie  west  right-of-way 
boundary  of  the  Chicago,  Burlington  and 
Quincy  Rp.llruad; 

Sec,  26,  that  part  of  the  W'/jSWi;  lying 
west  of  the  west  right-of-way  boundary 
of  the  Chicago,  Burlington  and  Quincy 
Railroad; 

Sec.  27.  that  part  lying  west  of  the  west 
right-of-way  boundary  of  the  Chicago, 
Burlington  and  Quincy  Railroad; 

Sees.  28  to  34  incl..  all; 

Sec.  35.  WiiNWi,4  and  NVjNW'^SW'i- 
T.  10  S..  R.  2  E  .  3d  P.  M. 

fiecs.  3  to  10  incl.,  all  except  the  lands  uti- 
lized by  the  Department  of  the  Army 
within  the  S'2NE>4,  SEUNW'm.  NEI4 
SW'/i  and  NE'^SEU  of  Sec.  7. 

§  33.53  Area  III.  The  hereinafter 
described  lands  within  the  refuge  are  des- 
ignated as  Area  III,  and  are  classified  for 
use  and  administration  as  a  public  use 
area  upon  which  all  of  the  various  forms 
of  public  recreation  allowed  on  Area  I 
will  be  permitted,  ex:?ept  that  public  use 
of  Area  III  shall  be  subordinated  to  group 
recreation,  group  camps  and  private 
cabin  or  cottage  site  development,  on 
lands  zoned  for  those  purposes.  The 
area  shall  be  administered  in  accordance 
with  regulations  to  be  issued  by  the 
Director.  Pish  and  Wildlife  Service. 

Area  III:  All  Federally  owned  lands  within 
the  following  described  subdivisions: 

T.  10  S..  R.  1  E.,  3d  P.  M. 

Sec.  13,  S';SW'4  and  SW^SEi^; 

Sec.  14.  WlzNWi^.  NWUSW^  and  S>^S«^; 

Sees.  15  to  23.  inclusive; 

S?c.  24,  VVi^W'j; 

Sees.  26  to  35.  inclusive; 

Sec.  36.  Wii. 
T.  11  S..R.  1  E.  3d  P.  M. 

Sec.  2,  frac.  W'jNEi4,  and  frac.  NE'^NW'^; 

Sec.  3,  frac.  W'^KEi^.  frac.  E'zKW'^,  and 
N'iNE'^SW'*: 

See.  4.  frac.  NE'i,  frac.  E'^NW^i.  NE^^ 
SW'4.  and  Ni/iSE>4; 

Sec.  6,  frac.  NW>4NEi/4  and  frac.  N'/iNW'i. 
T.  10  S..  R.  1  W..  3d  P.  M. 

Sec.  13,  SW'^SE'^; 

See.  24,  E'/iE'..; 

Sec.  25,  SE>4NE>4,  EV2SE»,4SWi,4,  and  SE'4: 

Sec.  36.  E'^. 
T.  11  S.,  R.  1  W.  3d  P.  M. 

Sec.  1.  frac.  NE'4. 

COMMERCIAL  FISHING 

Souhce:  55  33.54  to  33.57  contained  in 
Reg.,  Feb.  11.  1949,  14  F.  R.  696. 

§  33.54  Authorization.  Commercial 
fishing  under  permit  l.ssued  by  the  oflBccr 
in  charge  is  permitted  in  Area  I  and  Area 
II  of  the  Crab  Orchard  National  Wildlife 
Refuge  in  accordance  with  the  provisions 
of  Parts  18  and  21  of  this  subchapter  and 
subject  to  the  requirements  and  limita- 
tions of  §§  33.55  to  33.57. 

§  33.55  Period  of  fishing.  Area  I  shall 
be  open  to  commercial  fishing  during  the 
period  from  January  1  to  May  1,  inclu- 
sive, of  each  year.  Area  n  shall  be  open 
to  commercial  fishing  during  the  period 
from  March  1  to  May  1,  inclusive,  of  each 
year. 

5  33.56  Fishing  licenses  and  permits. 
In  addition  to  such  State  commercial 
fishing  license  as  is  required  under  §  21.43 
of  this  subchapter,  ea(jh  person  fishing 
conunercially  shall  possess  a  Federal  per. 


2A1% 

mit  l.ssued  without  fee  by  the  cfflcer  In 
charge.  Such  Federal  permit  shall  spec- 
ify the  water  or  waters  in  which  the  per- 
mittee may  fi.sh  and  the  period  or  periods 
during  which  such  fishing  may  be  per- 
formed. The  officer  in  charge  may  limit 
the  kinds  of  fish  that  may  be  taken  and 
the  number  of  permits  that  may  be  issued 
for  any  particular  waters  during  such  pe- 
riods as  he  determines  to  be  necessary  for 
the  protection  of  or  to  prevent  disturb- 
ance to  wildlife  using  such  waters  or 
areas. 

§  33.57  Reports.  In  addition  to  such 
reports  as  may  be  required  by  State  law 
or  regulation,  each  person  authorized  to 
fish  commercially  within  the  Refucc  shall 
submit  a  report  at  the  conclusion  of  each 
fishing  season  to  the  officer  in  charge, 
correctly  stating  the  kinds  of  fish  and  the 
quantity  of  each  taken  by  him  and  the 
total  income  received  from  the  sale  of 
such  fish. 

Subpart — Des  Lacs  National  Wildufe 
Refuge,  JJorth  Dakota 

FISHING 

Souhce:  5  5  33  71  to  53.77  contained  in  Reg., 
Nov.  2,  1943,  8  F.  R.  15529. 

5  33.71  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  the  waters, 
specified  in  §  33.72.  of  the  Des  Lacs  Na- 
tional Wildlife  Refuge,  North  Dakota, 
during  the  daylight  hours  of  the  period 
June  16  to  September  15.  inclusive,  of 
each  year,  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter 
and  subject  to  the  conditiorus,  restric- 
tions, and  requirements  of  §§  33.72  to 
33.77  inclusive. 

§  33.72  Waters  open  to  fishing.  The 
waters  of  Middle  Des  Lacs  Lake  exclud- 
ing the  marsh  areas  on  the  north  and 
south  portions  and  designated  by  the  in- 
stallation of  suitable  buoy  markers  in 
sections  19,  20,  29.  and  30,  T.  160  N.,  R. 
88  W.,  fifth  principal  meridian,  shall  be 
open  to  fishing. 

§  33.73  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  North 
Dakota.  Rshing  under  §§  33.71  to  33.77, 
inclusive,  shall  be  by  hook  and  line  (in- 
cluding rod  and  reel)  only,  as  defined 
by  State  law. 

5  33.74  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  issued  by  the  North  Dakota  Game 
and  Pish  Department,  if  such  license  is 
required.  This  license  shall  serve  as  a 
Federal  permit  for  fishing  in  the  speci- 
fied waters  of  the  refuge  and  must  be 
carried  on  the  person  of  the  licensee 
while  so  fishing.  The  license  must  be 
exhibited  upon  the  request  of  any  repre- 
sentative of  the  North  Dakota  Game  and 
Pish  Department  or  of  the  Pish  and 
Wildlife  Service. 

§  33.75  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  officer  in  charge  of  the  refuge. 

§  33.76  Use  of  boats.  The  use  of  mo- 
torboats, either  inboard  or  outboard,  ia 
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prohibited  on  all  waters  of  the  refuge 
except  for  oCaclal  purposes.  The  use  of 
rowboats.  canoes,  or  sailboats  Is  per- 
mitted. 

§  33.77  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  refuge  as.  In 
the  judgment  of  the  officer  in  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  sudi 
waterfowl  concentrations  and  are  suit- 
ably posted  by  such  officer. 

Subpart— Lacreex  National  Wildlife 
Refuge,  South  Dakota 

FISHING 
Eotrce:  51  33.91  to  C3.94  contained  In  Reg  , 
Jan.  9.  1948,  13  F.  R.  154. 

5  33.91  Fishing  permitted.  Noncom- 
mercial fishing  in  accordance  with  the 
State  laws  of  South  Dakota  Is  permitted 
during  the  daylight  hours  in  the  follow- 
ing de.scribed  waters  of  the  Lacreek  Na- 
tional Wildlife  Refuge  as  follows: 

(a)  During  the  period  May  1  to  Au- 
gust 15:  All  waters  in  the  CSE^SEU. 
Sec.  25.  T.  37  N.,  R.  36  W..  lying  east  of 
Dam  No.  10. 

(b)  During  the  period  December  1  to 
February  28:  All  of  Unit  10. 

§  33.92  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  Is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  is  required. 

§  33.93  State  fishing  laws.  Each 
fisherman  must  comply  with  the  appli- 
cable State  fishing  laws  and  regulations, 
and  must  have  on  his  person  and  ex- 
hibit at  the  request  of  any  authorized 
Federal  or  State  officer  whatever  license 
is  required  by  such  laws  and  regulations, 
which  license  shall  serve  as  a  Federal 
permit  for  fishing  in  the  waters  of  the 
refuge. 

§  33.94  State  cooperation.  State  co- 
operation may  be  enlisted  in  the  regula- 
tion  management,  and  operation  of  the 
public  fishing  areas,  and  the  State  may 
promulgate  such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  r,uch  State  res:ulations  are  is.sued. 
compliance  therewith  shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of  fishing. 
Subpart— Lower  Souris  National  Wild- 
life Refuge,  North  Dakota 

FISHING 

Source:    S5  33.101    to  33.107  contained   In 
Beg..  June  23,  1939.  4  F.  R.  2502. 

§  33.101  Fishing  permitted.  Until 
further  notice,  in  accordance  with  the 
provisions  of  Parts  18  and  21  of  this 
chapter  fishes  may  be  taken  for  non- 
commercial purposes  each  day  during 
the  period  June  16  to  September  15,  both 
dates  inclusive.  In  any  year,  within  cer- 
tain waters  of  the  Lower  Souris  National 
Wildlife  Refuge.  North  Dakota,  subject 
to  conditions  and  restrictions  specified  In 
SS  33.102  to  33.107.  Inclusive. 


§33.102  Waters  open  to  fishing. 
Waters  of  the  refuge  within  the  NV2NEV4 
sec.  17.  T.  159  N.,  R.  77  W.,  shall  be 
open  to  hook-and-line  fishing  as  defined 
by  Slate  law  Insofar  as  such  fishing  is 
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not  inconsistent  with  the  primary  ob- 
ject for  which  the  refuge  was  established. 
In  the  event  that  the  Director  of  the 
Fish  and  Wildlife  Service  shall  from  time 
to  time  find  that  fishing  in  any  other 
waters  of  the  refuge  may  be  done  with- 
out Interfering  with  the  u.se  of  any  par- 
ticular  waters   by   migratory   birds   or 
other  wildlife,  he  may  authorize  fishing 
within  such  waters  during  all  or  part  of 
the  period  specified  in  §  33.101  and  sub- 
ject to  the  conditions  and  restrictions  of 
§§  33.101    to   33.107,   Inclusive.    In   the 
event  the  Director  of  the  Fish  and  Wild- 
life Service  shall  find  that  fishing  in  any 
of  the  waters  opened  by  him  to  fishing 
is  unduly  depleting  any  species  of  fishes 
therein  or  Is  interfering  with  the  use  of 
tlie.'vc  waters  by  migratory  birds  or  other 
wildlife,  he  may  suspend  the  privilege 
of  fishing  in  such  waters. 

§  33.103  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
reaching  waters  thereof  for  fishing  shall 
follow  such  routes  of  travel  as  shall  from 
time  to  time  be  designated  by  the  officer 
in  charge  of  the  refuge. 

§  33.104  State  fishing  laws.  Any  per- 
son who  fishes  in  any  waters  of  the  ref- 
uge must  comply  with  applicable  fishing 
laws  and  regulations  of  the  State  of  North 
Dakota,  and  in  the  absence  of  a  State  law 
or  regulation  in  respect  to  the  number 
and  .s  ze  of  the  fishes  that  may  be  taken, 
the  Director  of  the  Fish  and  Wildlife 
Service  may  fix  such  limits. 

§  33.105  Fishing  permits.  Any  person 
exercising  the  privilege  of  fishing  within 
the  refuge  shall  be  in  possession  of  a  valid 
State  fi.shing  license  issued  by  the  State 
of  North  Dakota,  If  such  license  is  re- 
quired, and  shall  carry  such  license  on  his 
person  while  fishing,  and  when  requested 
to  do  so  shall  exhibit  it  to  any  represent- 
ative of  the  North  Dakota  State  Depart- 
ment of  Game  and  Fish  authorized  to 
enforce  the  game  and  fish  laws  of  the 
State,  or  to  any  representative  of  the  Fi.sh 
and  Wildlife  Service. 

§  33.106  Use  of  boats.  The  ase  of  boats, 
rafts,  or  other  fioating  devices  while  fi.sh- 
ing within  the  waters  of  the  refuge  is 
prohibited. 

§  33.107  Hook-and-line  fishing.  Fish- 
ing is  permitted  only  by  the  use  of  hook 
and  line,  as  defined  by  State  law,  in  such 
manner  as  will  not  interfere  with  the  ob- 
jects for  which  the  refuge  was  estab- 
lished. The  use  of  nets,  seines,  hoop  nets, 
traps,  set  lines,  or  other  similar  contriv- 
ances is  prohibited.  Commercial  fishing, 
as  defined  by  State  law,  is  prohibited  in 
any  waters  of  the  refuge. 

Subpart— Necedah  National  Wildlife 
Refuge,  Wisconsin 

FISHING 

Source:  |§  33.131  to  33.136  contained  In 
Reg..  Aug.  12.  1947,  12  F.  R.  5616. 

§33.131  Fi.shing  permitted.  Noncom- 
mercial fishing  in  accordance  with  the 
State  laws  of  Wisconsin  Is  permitted 
during  the  months  of  January  and 
Februaty,  and  during  the  period  from 
May  30  to  Labor  Day.  both  inclusive,  In 
all  of  the  waters  of  the  refuge  that  are 
designated  by  suitable  posting  by  the  of- 
ficer In  charge,  in  accordance  with  the 


conditions  and  restrictions  of  5§  33.132 
to  33.136.  Inclusive. 

§  33.132  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed  by 
the  regulations  in  Parts  18  and  21  of  this 
chapter  and  strict  compliance  therewith 
is  required. 

§  33  133  State  fishing  laws.  All  per- 
sons fishing  on  the  refuge  must  comply 
with  the  State  fishing  laws  and  regula- 
tions, and  must  have  on  their  person  and 
exhibit  at  the  request  of  any  authorized 
Federal  or  State  officer  whatever  licen.se 
or  licenses  may  be  required  by  such  laws 
and  regulations,  which  said  license  shall 
serve  as  a  Federal  permit  for  fishing  on 
the  refuge. 

§  33.134  Use  of  boats.  Persons  fish- 
ing on  the  refuge  may  use  boats  (other 
than  motor  boats  or  fioated  craft)  for 
the  purpose  of  fishing,  but  may  place  such 
boats  or  craft  on  the  waters  of  the  refuse 
only  at  such  points  as  may  be  designated 
by  suitable  posting  by  the  officer  in 
charge.  The  use  of  motor  boats,  either 
inboard  or  outboard,  is  prohibited  on  all 
waters  of  the  refuge  except  for  official 
purposes. 

§33.135  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations, 
or  other  wildlife  concentrations,  fishing 
may  be  closed  on  such  areas  of  the  refuge, 
as,  in  the  judgment  of  the  officer  in 
charge,  such  limitations  or  restrictions 
are  necessary  In  order  to  provide  ade- 
quate protection  for  wildlife.  Such 
limitations  or  restrictions  are  to  be 
clearly  designated  by  posting. 

§33.1:6  State  cooperation.  State  co- 
operation may  be  enlisted  in  the  regula- 
tion, management,  and  operation  of  the 
public  fishing  areas,  and  the  State  may 
promulgate  such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such  State  regulations  are  issued, 
compliance  therewith  shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of  fishing. 

HUNTING  OF  DEER 
Sovncz:    1133.137   to  33.140   contained  in 
Reg.,  Aug.  19,  1947,  12  F.  R.  5781. 

§  33.137  Deer  hunting  permitted. 
Deer  m.ay  be  taken  during  the  open  sea- 
son prescribed  by  the  State  Conserva- 
tion Department  for  the  hunting  of  deer, 
oh  all  of  the  lands  of  the  Necedah  Na- 
tional Wildlife  Refuge.  Wisconsin,  ex- 
cept the  following: 

C/05<-d  Area:  Wj  and  that  part  of  tlie 
SE'4  west  of  the  Parham  Ditch  In  Sec,  4. 
all  refuge  land  north  and  east  of  the  Grana 
DUe  Road^n  Sec.  5.  6,  7.  and  8;  all  refuse 
land  west  of  the  refuge  road  known  as  the 
East  Dike  Road  In  Sec.  9;  all  In  T.  18  N  .  K 
3  E:  S',  of  sec.  6:  N4  of  Sec.  7;  all  west 
of  the  East  Dike  Road  In  the  SW4  Sec.  28. 
S',.  NW'4.  and  that  part  of  the  NE'*  west 
of  the  road  locally  known  as  the  Speed\*ay. 
in  Sec.  29;  E'j  and  all  of  the  W'j  east  of  the 
Little  Yellow  River  Drainage  Ditch  In  Sec. 
30-  E'a  and  all  of  the  W>2  east  of  the  norin- 
soiith  road  locally  known  as  the  Carpenter 
Road  in  Sec.  31;  all  of  Sec.  32;  that  part  or 
the  SW*  west  of  the  Parham  Ditch  and  thai 
part  of  the  NW'4  west  of  the  east  dike  of  the 
Rynearson  Plowage  In  Sec.  33;  all  In  T.  IB  w-. 
R.  3  E.,  Fourth  Principal  Meridian. 

§  33.138    Entry.    Entry  on  and  u.se  of 
the  refuge  for  any  purpose  Is  covered  oy 
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the  regulations  in  Parts  18  and  21  of  this 
chapter  and  strict  compliance  tlierewith 
Is  required.  Hunters  must  follow  such 
routes  of  travel  within  the  refuge  as  are 
designated  by  posting. 

§33.139  State  hunting  laws.  All 
hunters  must  comply  with  State  hunting 
laws  and  regulations  and  must  have  on 
their  per.son  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  offi- 
cer whatever  license  or  licenses  as  may 
be  required  by  such  laws  and  regulations 
which  SEid  license  shall  serve  as  a  Fed- 
eral permit  for  hunting  deer  on  the 
refuge. 

§  33  140  State  cooperation.  State  co- 
operation may  be  enlisted  in  the  regula- 
tion, management,  and  operation  of  the 
public  hunting  area,  and  the  State  may 
promulgate  such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such  State  regulations  are  is.sued, 
compliance  therewith  .shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of 
hunting. 

Subpart — Rice  Lake  National  Wildlife 
Refuge,  Minnesota 

FISHING 

Souhce:  15  33.181  to  33.166  contained  In 
Reg..  May  26.  1939.  4  F.  R.  2190. 

5  33.161  Fishing  permitted.  Until  fur- 
ther notice.  In  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter, 
fi.shes  may  be  taken  for  noncommercial 
purposes  when  and  as  permitted  by  the 
laws  and  regulations  of  the  State  of 
Minnesota  from  certain  waters  within  the 
Rice  Lake  National  Wildlife  Refuge, 
Minnesota,  subject  to  the  conditions  and 
restrictions  of  §§  33.162  to  33.166  in- 
clusive. 

5  33.162  Waters  open  to  fishing.  Only 
the  waters  of  Rice  River  within  the  refuge 
shall  be  open  to  noncommercial  fishing 
when  and  as  permitted  by  State  laws 
and  regulations,  except  that  no  fish- 
ing of  any  kind  will  be  permitted  within 
waters  of  the  refuge  during  the  migra- 
tory-waterfowl hunting  season.  No  other 
waters  of  the  refuge  are  open  to  fishing. 

§  33.163  State  fishing  laws.  Every 
per.son  who  fishes  in  any  of  the  aforesaid 
waters  and  under  the  afore.said  condi- 
tions must  comply  with  applicable  fish- 
ing laws  and  regulations  of  the  State 
of  Minnesota,  and  in  the  absence  of  any 
State  law  or  regulation  in  respect  to  the 
fishing  season  and  the  number  and  size 
of  fishes  that  may  be  taken,  the  Director 
of  the  Fish  and  Wildlife  Service  may 
fix  such  seasons  and  limits;  and  in  the 
event  he  shall  find  that  fishing  in  any 
of  the  aforesaid  waters  is  unduly  de- 
pleting any  species  of  fishes  therein,  he 
may  suspend  the  privilege  of  fishing  In 
such  waters  pending  final  determination 
by  the  Secretary  of  Interior. 

§  33.164  Fishing  permits.  Any  per- 
son exercising  the  privilege  of  fi.shing 
Within  the  refuge  shall  be  in  possession 
of  a  valid  State  fishing  license  issued  by 
the  State  of  Minnesota,  if  such  license 
Is  required,  and  shall  carry  such  license 
on  his  person  while  fishing,  and  when 
requested  to  do  so  shall  exhibit  the  11- 
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cense  to  any  representative  of  the  Min- 
nesota Department  of  Conservation  au- 
thorized to  enforce  the  game  and  fish 
laws  of  the  State,  or  to  any  representa- 
tive of  the  Fish  and  Wildlife  Service; 
Provided.  That  fishing  shall  be  done  In 
such  manner  as  will  not  Interfere  with 
the  objects  for  which  the  refuge  was 
established. 

§  33.165  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
reaching  waters  thereof  open  to  fishing 
shall  follow  such  routes  of  travel  as  shall 
from  time  to  time  be  designated  by  the 
officer  in  charge  of  the  refuge  and  shall 
not  enter  upon  any  other  part  of  the 
refuge  other  than  said  open  waters  and 
areas  immediately  adjacent  thereto. 

5  33.166  Use  of  motor  boats.  Motor 
boats,  both  outboard  and  inboard,  are 
not  permitted  on  any  waters  of  the  ref- 
uge except  for  administrative  purposes 
by  employees  of  the  Fish  and  Wildlife 
Service  and  of  the  Minnesota  State  De- 
partment of  Conservation. 

Subpart- Sand  Lake  National  Wildlife 
Refuge,  South  Dakota 

FISHING 

Source:  ?5  33.171  to  33.173  contained  In 
Reg.,  Oct.  27,  1944.  9  F.  R.  13140. 

§  33.171  Fishing  permitted.  Fishing 
with  hook  and  line  only,  in  accordance 
with  the  State  laws  of  South  Dakota,  is 
permitted  during  the  daylight  hours 
from  May  15  to  September  15,  Inclusive, 
in  the  waters  of  the  James  River  adjacent 
to  the  Hecla  Recreation  Area  in  the 
NW'4NE'4  Section  29,  T.  128  N..  R.  61 
W.,  and  the  waters  along  the  west  shore 
line  of  Sand  Lake  in  Sections  21  and  28, 
T.  126  N..  R.  62  W. 

§  33.172  Entry  upon  refuge.  Entry 
on  and  use  of  the  refuge  for  any  purpose 
Is  governed  by  the  regulations  In  Parts 
18  and  21  of  this  chapter  and  strict  com- 
pliance therewith  is  required.  Fisher- 
men may  not  use  boats  or  fioating  de- 
vices of  any  kind  and  must  follow  such 
routes  of  travel  within  the  refuge  as  are 
designated  by  posting. 

§  33.173  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fish- 
ing laws  and  regulations  and  must  have 
on  their  person  and  exhibit  at  the  re- 
quest of  any  authorized  Federal  or  State 
officer  whatever  license  Is  required  by 
such  laws  and  regulations. 

Subpart — Seney  National  Wildlife 
Refuge,  Michigan 

FISHING 

Source:  §§33.191  to  33.196  contained  In 
Reg  ,  Sec.  Int..  Aug.  1,  1941,  6  F.  R.  4046. 

§  33.191  Fishing  permitted.  Noncom- 
mercial fishing  Is  permitted  in  the  waters 
of  the  Seney  National  Wildlife  Refuge. 
Michigan,  specified  In  §  33.192,  during 
the  hoiu-s  from  6  a.  m.  to  8  p.  m.  from  May 
15  to  March  15  of  the  year  next  following, 
inclusive.  In  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter, 
and  subject  to  the  conditions  and  re- 
strictions of  §§  33.192  to  33.196,  Inclusive. 

§  33.192  Waters  open  to  fishing.  All 
the  waters  of  the  refuge  lying  and  being 
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east  of  the  west  bank  of  the  Driggs  River 
to  its  confiuence  with  the  Manistique 
River  and  thence  with  the  west  bank  of 
the  Manistique  River  to  the  boundary  of 
the  refuge,  shall  be  open  to  fishing,  as 
specified  in  permits  issued  by  the  officer 
in  charge  of  the  refuge. 

§  33.193  State  fishing  larvs.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  sport  fishing 
laws  and  regulations  of  the  State  of  Mich- 
igan. Fishing  shall  be  by  the  use  of  hook 
and  line  (including  rod  and  reel)  only, 
as  defined  by  State  law. 

§  33.194  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  issued  by  the  Michigan  Commis- 
sion of  Conservation,  if  such  license  Is 
required,  and  a  permit  issued  by  the  offi- 
cer in  charge  of  the  refuge.  The  permit 
issued  by  the  officer  in  charge  shall  spec- 
ify the  water  or  waters  in  which  the  per- 
mittee may  fish  and  the  period  or  periods 
during  which  such  fishing  may  be  per- 
formed. The  officer  in  charge  may  limit 
the  number  of  permits  issued  or  refuse 
to  issue  permits  for  any  particular  waters 
during  such  periods  as,  in  his  discretion, 
such  action  is  necessary  for  the  protec- 
tion of  refuge  roads  and  property  or  to 
prevent  disturbance  to  concentrations  of 
waterfowl  asing  such  waters  or  areas.  .  . 
The  license  and  permit  must  be  carried  r 
on  the  person  of  the  licensee  while  so  ' 
fishing  and  must  be  exhibited  upon  the 
request  of  any  representative  of  the  Mich- 
igan Commission  of  Conservation  or  of 
the  Fish  and  Wildlife  Service. 

§  33.195  Routes  of  travel.  Persons 
entering  the  refuge  for  the  "purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  shall  be  designated  from  time  to  time 
by  suitable  posting  by  the  officer  in 
charge  of  the  refuge. 

§  33.196  Use  of  boats.  Holders  of 
fishing  permits  may  u.se  boats  (other 
than  motorboats)  or  floating  craft  for 
fishing  purposes  but  may  place  such 
boats  or  craft  on  the  waters  of  the  refuge 
only  at  such  points  as  may  be  de.signated 
by  suitable  posting  by  the  officer  in 
charge.  The  u.se  of  motorboats,  either 
inboard  or  outboard,  is  prohibited  on  all 
waters  of  the  refuge  except  for  official 
purposes. 

HUNTING 

Source:  §§33.197  to  33.199  contained  In 
Reg.,  Aug.  30,  1945.  10  F.  R.  11528,  except  as 
noted  following  section  aflected. 

§  33.197  Hunting  permitted.  Deer, 
bear  and  coyotes  may  be  taken  during 
the  open  season  prescribed  by  the  Mich- 
igan Conservation  Department  for  the 
hunting  of  deer  on  all  of  the  lands  of 
the  Seney  National  Wildlife  Refuge, 
Michigan  except  that  part  of  the  refuge 
bounded  as  follows: 

On  the  north  by  Holland  Ditch  from 
the  common  section  line  of  sees.  11  and 
12,  T.  45  N.,  R.  14  W.,  to  the  .south  sec- 
tion line  sec.  7,  T.  45  N.,  R.  13  W..  and 
thence  east  along  the  south  section  line 
of  sees.  7.  8.  and  9.  T.  45  N.,  R.  13  W.  to 
State  Highway  No.  77;  on  the  east  by 
State  Highway  No.  77,  on  the  south  by 
the  Manistique  River  west  to  the  mouth 
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of  Pine  Creek,  on  the  west  by  the  Pine 
Creek  Road. 

(Aug.  30.  1945.  as  amended  Oct.  2,  1947;   10 
P.  R.  11528,  12  P.  R.  67251 

S  33.198  Entry  upon  refuge.  Entry 
on  and  use  of  the  refuge  for  any  pur- 
pose is  governed  by  Part.s  18  and  21  of 
this  chapter,  and  strict  compliance 
therewith  is  required.  Persons  enter- 
ing the  refuge  for  the  purpose  of 
hunting  shall  use  such  routes  of  travel 
within  the  refuge  as  are  de.<^ignatcd  by 
posting.  The  carrying  or  being  in  pos- 
session of  firearms  within  the  areas  of 
the  refuge  not  open  to  public  hunting  is 
prohibited,  except  that  such  firearms 
may  be  possessed  or  transported  across 
such  closed  areas  provided  they  are  un- 
loaded, and  broken  or  properly  encased. 

1 33 199  State  hunting  laws.  Any 
person  who  hunts  within  the  refuge 
must  comply  with  State  hunting  laws 
and  regulations  and  must  have  on  his 
person  and  exhibit  at  the  request  of  any 
authorized  Federal  or  State  officer  what- 
ever license  Is  required  by  the  State  of 
Michigan.  The  said  license  shall  serve 
as  a  Federal  permit  for  hunting  on  the 
refuge. 

Subpart— Squaw  Creek  National 
Wildlife  Refuge,  Missouri 

FISHING 

SouRci::  15  33  211  to  33.217  contained  In 
Reg..  Sec.  Int..  May  6.  1943.  8  P.  R-  6550, 
except  aa  noted  following  sections  affected. 

8  33.211  Fishing  permitted.  Non- 
commercial fishing  is  permitted  In  the 
waters  of  the  Squaw  Creek  National 
Wildlife  Refuge.  Mi-ssouri,  specified  in 
§  33.212.  during  the  daylight  hours  of  the 
period  May  1  to  September  30.  inclusive. 
In  any  year,  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chap- 
ter, and  subject  to  the  special  provisions, 
conditions,  restrictions,  and  require- 
ments of  §§  33.212  to  33.217,  Inclusive. 
IMar.  23,  1949,  14  F.  R.  1395] 

§  33.212  Waters  open  to  fishing.  The 
following  waters  of  the  refuge  shall  be 
open  to  fishing:  The  waters  In  sees.  10, 11, 
14  and  15,  adjacent  to  the  northwest 
and  south  dikes  of  the  Northwest  Pool 
and  adjacent  to  Cross  Levee  No.  1  in 
the  South  Pool;  all  waters  in  the  South 
Pool  lying  south  of  the  north  one-six- 
teenth line  of  sections  25  and  26.  all  in 
T.  61  N.,  R.  39  W.  No  other  waters  of 
the  refuge  shall  be  open  to  such  fishing. 

IMar.  23.  1949,  14  F.  R.  1395] 

§  33.213  State  fishing  laws.  Any  per- 
son while  fishing  within  any  areas  of 
the  refuge  open  to  fishing  must  comply 
with  the  applicable  State  laws  and  regu- 
lations. Fishing  shall  be  by  hook  and 
line  (including  rod  and  reeD  only,  as 
defined  by  State  law.  and  the  use  of  trot 
lines,  throw  lines,  bank  lines,  or  nets 
of  any  description  Is  prohibited. 

§  33.214  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  State 
fishing  license.  If  such  license  is  required. 
This  license  shall  serve  as  a  Federal  per- 
mit for  fishing  In  the  specified  waters  of 
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the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  re- 
quest of  any  representative  of  the  Mis- 
souri State  Conservation  Commission  or 
of  the  fish  and  Wildlife  Service. 

§  33.215  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of 
fishing,  as  permitted  by  this  order,  shall 
use  only  such  routes  of  travel  as  shall  be 
designated  by  suitable  posting  by  the 
officer  in  charge. 

§  33.216  Use  of  boats.  The  use  of 
boats,  except  Inboard  and  outboard  mo- 
torboats.  is  permitted  in  those  waters  of 
the  South  Pool  as  are  designated  for 
such  uses  by  the  Director  and  by  suitable 
posting  by  the  officer  in  charge. 

(Apr.  24,  1945,  10  P.  R   4993) 

§  33.217  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  refuge  as. 
in  the  judgment  of  the  officer  in  charge, 
should  be  closed  to  fishing  in  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

[Sept.  12.  1944,  9  F.  R.  114011 

Subpart— Swan  Lake  National  V/ildlife 
Refuge,  Missouri 

fishing 

Source:  $533,221  to  33.225  contained  in 
Reg.,  July  2.  1948.  13  F.  R.  3870. 

5  33.221  Fishing  permitted.  Noncom- 
mercial fishing  Is  permitted  In  the  waters 
of  the  Swan  Lake  National  Wildlife 
Refuge.  Missouri,  specified  herein  during 
the  daylight  hours  of  the  period  May  30 
to  September  15,  Incla'Jive,  of  each  year 
In  accordance  with  the  provisions  of 
|§  33.222  to  33.225  Inclusive. 

5  33.222  Waters  open  to  fishing.  The 
following  waters  of  the  refuge  shall  be 
open  to  fishing : 

Area  I.  The  area  south  of  levee  No.  1  In 
aectlons  3,  4,  and  9,  T.  85  N..  R.  20  W. 

Area  II.  The  waters  adjacent  to  levee  No.  3 
In  sections  6  and  7.  T.  55  N..  R.  20  W..  and  sec- 
tion 31.  T.  56  N..  R.  20  W. 

Area  III.  The  waters  of  Swan  Lake  west  of 
the  east  '.«  line  of  section  2.  T.  55  N..  R.  21  W.. 
and  west  of  the  east  '  i«  line  of  sections  26  and 
35,  T.  56  N..  R.  21  W. 

§  33.223  State  fishing  laws.  Entry  on 
and  use  of  this  refuge  for  any  purpose  is 
governed  by  the  regulations  In  Parts  18 
and  21  of  this  chapter,  and  strict  compli- 
ance therewith  is  required.  Each  fisher- 
man must  comply  with  the  applicable 
State  fishing  laws  and  regulations,  and 
must  have  on  his  person  and  exhibit  at 
the  request  of  any  authorized  Federal  or 
State  officer  whatever  hcense  is  required 
by  such  laws  and  regulations,  which 
license  shall  serve  as  a  Federal  permit 
for  fishing  In  the  waters  of  the  refuge. 

5  33.224  Use  of  boats.  The  use  of 
rowboats.  canoes,  and  other  similar 
floating  devices  Ls  permitted  only  In  fish- 
ing Area  III.  and  the  use  of  such  boats, 
canoes,  or  other  devices  in  any  other  part 
of  the  refuge  Is  prohibited  except  for 


official  purposes.  The  use  of  motorboats. 
either  inboard  or  outboard,  is  prohibited 
on  all  waters  of  the  refuge  except  for 
official  purposes. 

§  33.225  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
on  the  Refuge,  fishing  will  not  be  per- 
mitted in  such  areas  of  the  Refuge  as.  in 
the  judgment  of  the  officer  In  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

Subpart— Talcot  Lake  Wildlife 
m.^n/.gement  area.  mlnne.'^cta 

FISHING 

SorRCi:    5133.231    to   33.234   contained   In 
Reg.,  May  19,  1945,  10  F.  R.  6126. 

§  33.231  Fishing  permitted.  Non- 
commercial fishing  in  accordance  with 
the  State  laws  of  Minnesota  is  permitted 
on  all  the  waters  of  Talcot  Lake  located 
within  the  boundaries  of  the  Talcot  Lake 
Wildlife  Management  Area  excepting 
waters  within  the  immediate  vicinity  of 
the  dam. 

5  33.232  Entry.  Entry  on  and  use  of 
the  area  for  any  purpose  is  governed  by 
Parts  18  and  23  of  this  chapter,  and  strict 
compliance  therewith  is  required.  Per- 
sons entering  the  area  for  the  purpose 
of  fishing  must  follow  such  routes  of 
travel  within  the  area  as  are  designated 
by  posting. 

5  33.233  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  reque.'^t 
of  any  authorized  Federal  or  State  officer 
whatever  license  Is  required  by  such  law 
and  rcRUlatlons.  This  license  shall  serve 
as  a  Federal  permit  for  fishing  in  the 
specified  waters  of  the  area. 

I  33.234  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions on  the  area,  fishing  wUl  not  be  per- 
mitted in  such  areas  of  the  area  as.  in 
the  judgment  of  the  officer  in  charge, 
should  be  closed  to  fLshing  in  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations.  Such  closed 
areas  are  to  be  clearly  designated  by 
posting. 

SUBP.^RT— TAMARAC  NATIONAL  WILDLIFE 

Refuge,  Minnesota 

FISHING 

Source:  5  533  241  to  33.242  contained  In 
Reg..  Sept.  28.  1948,  18  F.  R.  5813, 

§  33.241  Fishing  permitted.  Noncom- 
mercial fishing  in  accordance  with  the 
State  Laws  of  Minnesota  Is  permitted 
during  the  daylight  hours  on  all  waters 
within  the  Tamarac  National  Wildlife 
Refuge  in  accordance  with  the  provi- 
sions of  §§32.242  to  33.245,  Inclusive. 

§  33.242  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  are  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  is  required. 
All  fishermen  must  comply  with  all  State 
fishing  laws  and  regulations,  and  must 
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have  on  their  person  and  exhibit  at  the 
request  of  any  authorized  Federal  or 
State  officer  whatever  license  is  required 
by  such  laws  and  regulations,  which  li- 
cense shall  serve  as  a  Federal  permit  for 
fishing  in  the  waters  of  the  refuge. 

§  33.243  Boats.  "^The  use  of  rowboats, 
canoes,  and  other  similar  floating  de- 
vices Is  permitted  on  all  the  waters  of 
the  refuge.  The  use  of  motorboats, 
either  inboard  or  outboard.  Is  prohibited 
on  all  the  waters  of  the  refuge  except  for 
official  purposes. 

§  33.244  Live  bait.  No  .seine,  trap,  or 
net  shall  be  employed  to  take  minnows, 
frogs,  crawfish,  or  other  aquatic  animals 
for  bait,  nor  shall  live  minnows  be  used 
for  bait  In  any  of  the  waters  of  the 
refuge. 

§  33.245  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  and  other  wild- 
life concentrations  on  the  refuge,  fishing 
will  not  be  permitted  in  such  suitably 
posted  areas  of  the  refuge  as.  in  the  Judg- 
ment of  the  officer  In  charge,  should  be 
closed  to  fishing  In  order  to  provide  ade- 
quate protection  for  such  waterfowl  con- 
centrations. 

Subpart — Trempealeau  National 
Wildlife  Refuge,  Wisconsin 

HUNTING  or  DEER 

•source:  5133.251  to  33.253  contained  in 
Reg.,  Oct.  4.  1946,  11  F.  R.  11509. 

§  33.251  Deer  hunting  permitted.  Deer 
may  be  taken,  during  the  open  season 
pre.scribed  by  the  Wisconsin  State  Con- 
servation Department,  on  all  lands  desig- 
nated by  suitable  pKJstlng  within  the 
Trempealeau  National  Wildlife  Refuge. 
Wi.sconsin.  except  on  the  following  de- 
scribed lands: 

That  portion  of  the  refuge  situated  in  the 
SE'4  of  Section  11.  and  that  portion  of  the 
^fW'4SW'4  of  section  12  lying  north  and  west 
of  the  main  entrance  road,  all  in  T  18  N.,  R.  10 
W  ,  4th  P.  M.  Trempealeau  County.  Wisconsin. 

5  33.252  Entry  upon  refuge.  Entry  on 
and  use  of  the  refuge  for  any  purpose  Is 
covered  by  Parts  18  and  21  of  this  chap- 
ter and  strict  compliance  therewith  is 
required. 

§  33.253  State  hunting  laws.  All  hunt- 
ers must  comply  with  State  hunting  laws 
and  regulations  and  must  have  on  their 
person  and  exhibit  at  the  request  of  any 
authorized  Federal  or  State  officer'Vhat- 
ever  license  or  licenses  may  be  required 
by  such  laws  and  regulations,  which  li- 
cense shall  serve  as  a  Federal  permit. 

Subpart— Upper  Mississippi  River  Wild- 
life AND  Fish  Refuge.  Illinois,  Iowa, 
Minnesota,  and  Wisconsin 

general  provisions 

Source:  5  5  33.261  to  33.273  contained  In 
Reg  ,  Dec.  1934. 

S  33.261  Hunting  and  taking  of  wild 
marjimals  and  birds,  (a)  Hunting  and 
taking  of  wild  mammals  and  birds  will 
be  permitted  within  the  refuge  only  on 
areas  not  closed  to  hunting  by  the  Sec- 
retary. Such  hunting  and  taking  of 
«^ild  mammals  and  birds  will  be  subject 
to  the  requirements  of  this  subpart  and 
to  all  State  laws;  hunting  and  taking  of 
»nigratory  birds  will  also  be  subject  to 
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the  regulations  made  imder  the  Migra- 
tory Bird  Treaty  Act. 

(b)  Carrying  or  having  In  possession 
firearms  on  areas  not  opened  to  hunting 
without  permit  of  the  superintendent  of 
the  refuge  Is  prohibited  except  on  high- 
ways or  thoroughfares. 

<c)  Permitting  dogs  to  run  at  large, 
except  to  assist  in  locating  or  retrieving 
mammals  or  birds  being  hunted  under 
authority  of  this  subpart  Is  prohibited. 

<d)  Taking  any  nongame  bird,  or  tak- 
ing the  nest  or  egg  of  any  bird,  except 
under  permit  of  the  Secretary,  is 
prohibited. 

§  33.262  Permits  necessary  for  hunt- 
ing and  trapping.  Game  animals  and 
fur-bearing  and  predatory  animals  may 
be  hunted,  taken  or  trapped  only  under 
permit  of  the  superintendent. 

§  33.263  Taking  of  natural  growth. 
Flowers,  plants,  trees,  or  other  natural 
growth  may  be  taken  or  collected  only 
under  permit  of  the  superintendent. 

§  33.264  Fish.  (a>  Except  within 
areas  specifically  closed  to  fishing  by  the 
Secretary  and  except  as  otherwise  pro- 
vided In  this  subpart  or  In  the  instruc- 
tions Issued  thereunder,  fishes,  mussels, 
and  other  forms  of  aquatic  animal  Ufe 
may  be  taken  within  the  boundaries  of 
the  refuge  In  accordance  with  State  law. 

(b)  On  areas  to  be  designated  by  the 
Secretary  as  needed  for  the  propagation 
and  distribution  of  fish  by  the  Service 
or  by  the  State,  the  taking  of  fish  or 
aquatic  animal  life  of  any  kind  is  pro- 
hibited. 

§  33.265  Enforcement.  The  enforce- 
ment of  the  law  and  of  the  regulations 
made  pursuant  thereto  will  be  under  the 
direction  of  the  superintendent. 

§  33.266  Entry.  Any  person  may 
enter  the  refuge  for  any  lawful  purpose 
if  he  complies  with  the  provisions  of  this 
subpart  and  Instructions  Issued  there- 
under: Provided,  That  during  the  open 
season  for  the  hunting  of  certain  species 
of  migratory  game  birds,  no  person  shall 
enter  for  any  purpose  any  area  not  open 
to  hunting  without  first  having  obtained 
a  permit  to  do  so  from  the  superintend- 
ent: Provided  further,  That  no  person 
shall  enter  for  any  purpose  on  areas  des- 
ignated by  the  Secretary  for  the  propa- 
gation and  distribution  of  fishes  without 
first  having  obtained  a  permit  to  do  so 
from  the  Secretary  or  his  duly  author- 
ized representative. 

§  33.267  Destruction  of  property.  In- 
juring, removing,  or  destroying  any  tree, 
boat,  notice,  signboard,  fence,  building, 
or  other  property  of  the  United  States  is 
prohibited,  except  as  authorized  by  this 
subpart  or  by  Instructions  issued  there- 
under. 

§  33.268  Recovery  of  improperly  held 
or  used  natural  growth,  birds,  or  para- 
phernalia. All  birds,  mammals,  fishes, 
or  other  animals,  or  parts  thereof,  cap- 
tured. Injured,  or  killed;  all  flowers, 
plants,  trees,  and  other  natural  growths, 
and  nests  and  eggs  of  birds  removed;  and 
all  Implements  or  paraphernalia.  Includ- 
ing guns,  fishing  equipment,  and  boats 
used  or  attempted  to  be  used  contrary  to 
the  provisions  of  the  Upper  Mississippi 
River  Wildlife  and  Fish  Refuge  Act  or  of 
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any  regulation  made  pursuant  thereto, 
shall,  when  found  by  an  emplbyee  of  the 
Department,  a  marshal,  or  a  deputy  mar- 
shal, be  summarily  seized  by  him  and 
placed  in  the  custody  of  the  superintend- 
ent of  the  refuge. 

§  33.269  Special  use  permits.  Per- 
mits for  special  uses,  such  as  removal  of 
timber,  cutting  of  hay,  etc.,  may  be 
granted  by  the  superintendent,  under 
such  terms  and  conditions  as  the  Secre- 
tary may  prescribe.  Applications  for 
such  permits  should  be  made  to  the 
superintendent. 

Permits  for  the  following  uses  may  be 
issued  by  the  superintendent  without 
charge: 

(a)  Public  uses  by  any  department  or 
branch  of  the  Federal  or  State  govern- 
ments, including  municipalities,  when  no 
profit  is  to  be  derived  therefrom. 

(b)  Semipublic  use  of  lands  by  asso- 
ciations or  organizations  when  such  lands 
are  open  to  the  use  of  the  public  upon  a 
noncommercial  or  a  nonprofit  basis,  in- 
cluding lands  occupied  by  shelter  huts, 
camp  grounds,  etc.,  open  to  free  use  by 
the  public. 

<c)  Telephone  lines  with  free  use  and 
free  connection  for  the  Service.  Tele- 
graph lines  with  free  use  of  poles  for  at- 
taching thereon  telephone  lines  for  offi- 
cial use  of  the  refuge. 

<di  Roads  and  trails  that  are  free  pub- 
lic highways. 

(e)  Stone,  earth,  and  gravel  used  for 
projects  constructed  under  permit,  or  for 
the  construction  or  maintenance  of  pub- 
lic roads  and  trails. 

(f)  Fish  hatcheries  of  a  noncommer- 
cial nature  as  approved  by  the  Service. 

<g>   Sewerage  systems. 

(h)  Signs  Intended  for  the  guidance  or 
Information  of  the  public  but  not  In  any 
respect  for  advertising  purposes. 

§  33.270  Camping.  Camping  without 
permit  may  be  permitted  in  the  discre- 
tion of  the  superintendent. 

§33.271  Prohibitions.  The  *f  ollowing 
acts  are  prohibited  on  the  refuge: 

< a>  Setting  on  fire  or  causing  to  be  set 
on  fire  any  timber,  brush,  gra.ss,  or  other 
soil  cover,  except  as  authorized  by  the 
superintendent. 

(b)  Building  a  camp  fire  In  leaves, 
rotten  wood,  or  other  places  wKere  It  Is 
likely  to  spread,  or  against  logs  or  stumps, 
where  It  Is  difficult  to  extinguish  it. 

(c)  Building  a  camp  fire  in  a  danger- 
ous place  or  during  windy  weather  with- 
out confining  it  to  holes  or  cleared  spaces 
from  which  all  vegetable  matter  has  been 
removed. 

(d)  Leaving  a  camp  fire  without  com- 
pletely extinguishing  It. 

§  33.272  Taking  of  fishes,  mussels, 
etc.,  governed  by  State  law;  exceptions. 
Except  within  areas  specifically  closed  to 
fishing  by  the  Secretary  and  except  as 
otherwise  provided  In  the  regulations  in 
this  part  or  In  the  instructions  Issued 
thereunder,  fishes,  mu-ssels,  and  other 
forms  of  aquatic  animal  life  may  be 
taken  within  the  boundaries  of  the  ref- 
uge In  accordance  with  State  law. 

§  33.273  Areas  set  aside  for  propaga- 
tion of  fish.  On  areas  to  be  designated 
by  the  Secretary  as  needed  for  the  prop- 
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agatlon  and  distribution  of  fish  by  the 
Service  or  "by  the  State,  the  taking  of 
fish  or  a^quatic  animal  life  of  any  kind 
is  prohibited. 

HUNTINa 

1 33  274  Hunting  permitted.  The 
hunting  of  upland  game  birds  and  game 
animals  as  defined  by  applicable  State 
laws  and  of  migratory  waterfowl  is  per- 
mitted within  the  refuge,  but  only  during 
the  seasons  fixed  for  the  hunting  of  mi- 
gratory waterfowl.  Such  hunting  shall 
be  in  in  conformity  with  the  regulations 
made  under  the  Migratory  Bird  Treaty 
Act  and  the  Upper  Mississippi  River 
Wildlife  and  Fish  Refuge  Act  and  the 
laws  and  regulations  of  the  respective 
SUtes  not  inconsistent  therewith.  No 
hunting  Is  permitted  in  the  areas  specifi- 
cally scheduled  In  §  33.275. 
(Oct.  21,  1944.  9  F.  B.  12869) 

S  33.275    Closed  areas. 

Wisconsin:    BurrAU)  County 

Area  Number  1.  All  the  lands  and  waters 
lying  and  being  In  Sections  6,  7.  16.  17.  18. 
19  20.  and  21.  T.  22  N..  R.  13  W..  4th  P.  M.. 
Sections  1.  2.  3.  4.  10.  11.  12.  and  13.  T.  22 
N  R  14  W.  4th  P.  M  .  and  Sections  33.  34. 
35',  and  36.  T.  23  N..  R.  14  W..  4th  P.  M..  which 
are  Inclosed  by  the  foUowUig  definite  bound- 
aries: Beginning  at  the  point  of  Inter- 
section of  the  old  Wabasha-Nelson  Ferry 
Road  with  the  tracks  of  the  Chicago.  Bur- 
lington &  Qulncv  Railroad  In  the  NWVi. 
Section  6.  T  22  N..  R.  13  W..  thence  southwest- 
erly along  the  said  ferry  road  to  the  slough 
known  as  Beef  Slough  In  the  NWV4.  Section 
12.  T.  22  N..  R.  14  W.:  thence  southeasterly 
along  the  main  channel  of  the  said  Beef 
Slough  to  the  Mississippi  River  in  Section 
21.  T.  22  N..  R.  13  W.;  thence  northwesterly 
along  the  Mississippi  River  to  the  Chippewa 
River;  thence  northerly  along  the  Chippewa 
River  to  the  C.  B.  &  Q.  Railway  tracks  in  the 
BE'4.  Section  33.  T.  23  N..  R.  14  W.:  thence 
southeasterly  along  the  said  railroad  tracks 
to  the  point  of  beginning. 

Minnesota:    Wabasha  Countt 

Area  Nuviber  2.  All  lands  and  waters  lying 
and  being  in  sections  20.  21.  22.  27.  28.  29,  32. 
33  and  34  in  T.  109  N..  R.  9  W.,  5th  P.  M.. 
which  are  enclosed  by  the  following  definite 
boundaries:  Beginning  at  the  point  where  the 
north  line  of  section  21,  T.  109  N.,  R.  9  W.. 
Intersects  the  Mississippi  River;  thence  west 
approximately  97  chans  to  the  center  line 
of  section  20,  T.  109  N..  R.  9  W..  thence  south 
110  chains:  thence  east  10  chains:  thence 
south  20  chains:  thence  east  20  chains:  thence 
south  approximately  30  chains  to  the  south 
line  of  section  29;  thence  south  approximate- 
ly 887  feet  to  the  660  foot  contour  line  as 
established  by  War  Department  survey  in 
March.  1932.  thence  southeasterly  along  the 
said  contour  line  to  the  Whitewater  River 
where  It  forms  the  southern  boundary  of  Lot 
3.  section  34.  thence  along  the  said  White- 
water River  to  the  Mississippi  River,  thence 
northerly  and  northwesterly  along  the  west 
bank  of  the  said  Mississippi  River  to  the 
place  of  beginning. 

Wlsconsin:  Butfalo  County 

Area  Number  3.  All  the  lands  and  waters 
lying  and  being  In  T.  20  N  .  R.  12  W..  4th 
P  M.,  described  as  follows:  Lots  9.  10.  11.  and 
12  in  Section  7;  LoU  5.  6.  7,  8,  10.  11,  12.  13 
and  E',2SW<4,  Section  18;  Lots  2,  3.  4.  and  5. 
Section  19;  Lots  8.  9.  and  10.  Section  20;  and 
Lot  2.  Section  20.  and  all  of  the  lands  and 
waters  lying  and  being  in  T.  20  N.  R.  13  W  . 
4tb  P.  M..  described  as  follows:  Lots  12.  13, 
and  14.  Section  1;  all  fractional  Sections  12, 
13,  and  14.  Including  all  small  islands  and 
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spoil  banks  along  the  east  shore  of  the  main 
channel  of  the  Mississippi  River,  the  said 
lands  and  waters  comprising  the  Island 
known  as  Lost  Island. 

Wisconsin:  La  Chossk  County 

Area  Number  4.     All  the  lands  and  waters 
lying   and    being    in    Section    12.   T.    17    N.. 
R    9  W..  4th  P.  M..  and  Sections  7.  8,  9.  16, 
17,  and  18  In  T.  17  N..  R.  8  W.,  4th  P.  M.. 
which  are  Inclosed  by  the  following  definite 
boundaries:    Beginning  at  the  point  where 
the  north  bank  of  Black  River  IntersecU  the 
southerly  boundary  of  the  Chicago.  Burling- 
ton and  Qulncy  Railroad  In  Lot  7,  Section  9; 
thence    northwesterly    to    where    the    north 
line  of  the  NW'^SW'.i   of  Section  S  Inter- 
sects the  westerly  right-of-way  of  the  Chi- 
cago,    Burlington     and     Quincy     Railroad; 
thence  westerly  along  the  center  line  of  Sec- 
tion 9  to  the  east  line  of  Section  8;  thence 
northerly  to  where  the  east  line  of  Section  8 
IntersecUs  the  westerly  boundary  of  the  Chi- 
cago, Burlington  and  Qulncy  Railroad;  thence 
northwesterly  to  where  the  south  bank   of 
Shingle  Creek  Intersects  the  westerly  bound- 
ary of  the  Chicago.  Burlington  afid  Qulncy 
Railroad:    thence  westerly   along  the   south 
bank  of  Shingle  Creek  to  where  it  intersects 
the  south  line  of  the  NEUNW'A  of  Section  8; 
thence  westerly  through  Sections  8.  7.  and 
fractional  Section  12  to  the  Mississippi  River; 
thence  southeasterly  along  the  east  bank  of 
the  said  Mississippi  River  to  the  south  line 
of  the  NEi4SE'/:»  of  Section  18;   thence  east 
through   Sections    18.    17.   and    16   to   Gibbs 
Chute;  thence  northeasterly  along  the  south 
bank  of  Gibbs  Chute  to  where  it  intersects 
the  Black  River  in  Lot  5.  Section  16:  thence 
along  the  westerly  bank  of  the  said  Black 
River  to  the  place  of  beginning. 

Minnesota:  Hotjston  County 

Area  Number  5.     All   the   lands   and  wa- 
ter lying  and  being  In  fractional  Section  30. 
T.   104  N..  R.  3  W..  and  Sections  13.   14.  23, 
24.  25,  and  26  in  T.  104  N..  R.  4  W.,  5th  P.  M., 
wlilch  are  enclosed  by  the  following  definite 
boundaries:    Beginning  at  the  point  where 
the  east-west  center  line  of  Section   13,  T. 
104   N  ,   R.   4   W..    intersects   West   Channel, 
thence  west  along  said  line  through  Sections 
13  and   14  to  the  west  line  of  said  Section 
14.  thence  south  along  the  west  Hue  of  said 
Section   14  to  the  southwest  corner  of  the 
NW'4SW',4    of  said  Section   14;   thence  east 
along  the  south  line  of  said  NWi^SWU  to 
the  southeast  corner  thereof;   thence  south 
through  Sections  14.  23.  and  26  to  the  south- 
west corner  of  the  NE'^NW'.*  Section  26.  T. 
104.  N..  R.  4  W..   thence  east   through  the 
said   Section   26  and   Section  25   to  Broken 
Arrow    Slough,    thence   southeasterly    along 
the  eastern  bank  of  the' said  Slough  to  the 
Mississippi  River;   thence  northwesterly  and 
northerly  along  the  west  bank  of  the  said 
Mississippi  River  to  West  cnannel;    thence 
northerly  along  the  west  bank  of  West  Chan- 
nel to  the  place  of  beginning:  excepting  the 
tract   of   land   In   the   SEV4SEI4    of   Section 
14.  T.  104  N.,  N..  R.  4  W.,  described  as  fol- 
lows: Beginning  at  the  southeast  comer  of 
Section  14,  thence  north  along  the  east  line 
of  the  said  Section  14  approximately  100  feet; 
thence  west  approximately  20  chains  to  the 
west  line  of  the  EUSEV*  Section  14;  thence 
south  to  the  south  line  of  the  said  Section 
14;    thence   east   along   the   said   south   line 
to  the  place  of  beginning. 

Wisconsin;  Vkknon  County 

Area  Number  6.  All  the  lands  and  waters 
lying  and  being  in  Sections  6,  6.  7,  8,  17,  18. 
19,  and  20,  T.  14  N  .  R.  7  W..  4th  P.  M.,  which 
are  Inclosed  by  the  following  definite  bound- 
aries: Beginning  at  the  point  where  the  north 
line  of  Section  6  Intersects  the  easterly  bank 
of  the  Mississippi  River;  thence  southerly 
along  the  easterly  bank  of  the  Mississippi 
River  to  Crosby  Slough  in  Lot  3.  Section  6; 
thence  southerly  along  the  east  bank  of 
Crosby  Slough  to  a  point  opposite  where  the 


south  line  of  Lot  6.  Secti<»  7.  lnters«cts  the 
westerly  bank  of  the  Crosby  Slough;  thence 
westerly  across  Crosby  Slough  along  the  south 
line  of  said  Lot  6  and  Lot  B  to  the  Mississippi 
River;  thence  along  the  east  bank  of  the 
Mississippi  River  to  the  point  where  the  south 
line  of  Lot  3.  Section  19  Intersects  the  Missis- 
sippi  River;  thence  east«n  the  center  line  of 
Sections  19  and  20  to  Crosby  Slough;  thence 
northerly  along  the  west  bank  of  Crosby 
Slough  to  the  south  line  of  Lot  6.  Section  7; 
thence  east  to  the  southeast  comer  of  the 
NW><4  8W'4.  Section  8;  thence  north  approxi- 
mately 60  chains  to  the  nOTth  line  of  SL»ctlon 
8  at  a  point  20  chains  east  from  the  north- 
west corner  of  said  Section  8;  thence  east  20 
chains  to  the  southeast  comer  of  the  SW'4 
of  Section  5;  thence  north  to  the  north  line 
of  Section  6;  thence  west  along  the  north  line 
of  Sections  5  and  6  to  the  place  of  beginning. 

MiNNr:oTA:  HotwroN  Coxwty 

AND 

Iowa:   Allamakee  County 

Area  Number  7.    All  the  lands  and  waters 
lying  and  being  In  sections  25.  26.  and  36.  T. 
101  N.,  R.  4  W..  5th  P,  M..  sections  29.  30.  31. 
and  32.  T.  101  N..  R.  3  W..  5th  P.  M..  sections 
7,  8.  17,  18.  and  19.  T.  100  N..  R.  3  W..  6th  P. 
M..  and  fractional  section  24,  T.  100  N.,  R.  4 
W..  6th  P.  M.,  which  are  enclosed  by  the  fol- 
lowing definite  boundaries:  Beginning  at  the 
point  where  the  north  line  of  section  30.  T. 
101    N..   R.   3   W..   intersects   the   Mississippi 
River,  thenre  west  along  the  north  line  'f 
said   section  30  to  Mud  Lake  in   the  NW'^ 
section  30.  thence  northerly,  westerly.  aii4 
southwesterly  along  the  meander  line  of  said 
lake  to  the  said  north  line  of  section  30: 
thence  west  through  the  northwest  corner  cf 
section  30  and  west  along  the  north  line  of 
section  25.  T.  101   N..  R.  4  W..  through  the 
northwest  corner  of  said  section  25  and  west 
from  the  said  corner  approximately  16  chains 
along  the  north  line  of  section  26  to  where 
said  line  Intersects  a  bay  bearing  north  from 
Minnesota  Slough;   thence  southward  along 
the  east  bank  of  said  bay  where  It  forms  the 
west  boundary  of  Lots  2.  3,   and  4  of  said 
section  26  to  MinnesoU  Slough;  thence  south- 
easterly along  the  east  bank  of  said  Minne- 
sota Slough  where  It  forms  the  boundary  of 
Lot  3.  section  25.  LoU  I.  2.  3.  and  7.  sectUn 
36.  T.  101  N.,  R.  4  W.;  and  Lot  2.  section  31. 
T.   101.  N..  R.  3  W.;   thence  southward  and 
southeasterly  along  the  east  bank  of  said  Min- 
nesota  Slough    through    section   7    and   the 
northerly  part  of  section  18.  T.  100  N..  R.  3  W., 
to  the  south  line  of  Lot  2,  section  18;  thence 
east  along  the  south  line  of  said  Lot  2  to  the 
southeast  comer  thereof;  thence  south  to  and 
across   Perry    Slough;    thence   southwesterly 
along  the  south  bank  of  the  said  Perry  Slough 
to  the  Old  Iowa  River:  thence  southerly  and 
southwesterly  along  the  east  bank  of  said  Old 
Iowa  River  where  it  forms  the  boundary  of 
Lots  8  and  11.  section  18,  NE'iNWi*  and  Lot 
4.  section  19.  Lot  1.  section  24,  T.  100  N  .  R. 
4  W..  LoU  11.  10.  9,  and  8.  section  19.  T.  100 
N..  R.  3  W.,  to  the  Mississippi  River;  thence 
northerly  to  Lost  Channel;  thence  northerly 
along  the  west  bank  of  Lost  Channel  where  It 
forms  the  boundary  of  LoU  7  and  1.  section 
19.  and  Lots  13.  12,  7,  and  6,  section  18  to  and 
across  Fer^y  Slough  to  the  east  line  of  section 
7;    thence    sotitheasterly    and    northeasterly 
along  the  southern  boundary  of  Lot  6,  section 
8  to  and  across  Lost  Channel;  thence  south- 
easterly  along   the  northern  bank  of  Ferry 
Slough  to  the  Mississippi  River;  thence  north- 
erly along  the  west  bank  of  the  said  Missis- 
sippi River  where  it  forms  the  eastern  bound- 
ary of  Lou  6  and  I,  section  17  and  section  8. 
T.  100  N..  R.  3  W.,  and  LoU  6.  5,  and  4.  section 
32.  T.  101  N.,  R.  3  W..  to  the  north  line  of  Lost 
Channel;  thence  northerly  to  the  north  lln« 
of   said   Lot   4   to  and   across   Lost    Cannel: 
thence  northerly  and  northwesterly  to  the 
Mississippi  River;  thence  northwesterly  along 
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the  west  bank  of  the  said  Mississippi  River  to 
the  place  of  beginning. 

Wisconsin:  Ciuwroao  County 

Area  Number.  8.  All  the  lands  and  waters 
lying  and  being  in  Sections  34.  33.  and  36.  T. 
11  N..  R.  7  W.,  and  Sections  1.  2,  3.  4.  9.  10, 
11.  12,  14.  and  15.  T.  10  N.,  R.  7  W..  4th  P.  M.. 
Crawford  County.  Wisconsin,  which  are  en- 
closed by  the  following  definite  boundaries: 
Beginning  at  the  point  where  the  south- 
easterly boundary  of  the  Iowa-Wisconsin 
Bridge  Company  right-of-way  intersects  the 
Mississippi  River  in  the  SWi4  of  Section  4; 
thence  southeasterly  along  the  east  bank  of 
the  Mississippi  River  where  It  forms  the 
southwestern  boundary  of  Sections  4.  9,  15, 
and  14  to  the  point  where  the  east  line  of 
Lot  5,  Section  14.  Intersects  the  Mississippi 
River;  thence  northeasterly  through  Sec- 
tions 14,  11,  12,  and  1  to  the  point  where 
the  east  line  of  Lot  2,  Section  1,  T.  10  N., 
R.  7  W.,  Intersects  the  southerly  boundary 
of  the  Chicago.  Burlington  and  Qulncy  Rail- 
road right-of-way;  thence  northwesterly 
along  the  southwesterly  boundary  of  the 
Chicago.  Burlington  and  Qulncy  Railroad 
right-of-way  through  said  Sections  1.  2,  34, 
and  35  to  where  the  southern  boundary  of 
the  lowa-Wlsconsin  Bridge  Company  right- 
of-way  Intersects  the  Chicago.  Burlington 
and  Qulncy  Railroad  in  Lot  1.  Section  35.  T. 
11  N..  R.  7  W.;  thence  southwesterly  along 
the  southeasterly  boundary  of  the  lowa- 
Wlsconsin  Bridge  Company  right-of-way  to 
the  point  of  beginning. 

Illinois:   Casholl  County 

i4reo  Number  9.  All  of  the  lands  and 
waters  lying  and  being  In  Sections  22.  23.  25, 
26.  27.  35.  and  36.  T.  24  N..  R.  3  E..  4th  P.  M  . 
Carroll  County.  Dllnols,  which  are  enclosed 
by  the  following  definite  boundaries:  Begin- 
ning at  a  point  where  the  north  line  of  Sec- 
tion 23  IntersecU  the  west  boundary  of  the 
Chicago.  Burlington  and  Qulncy  Railroad  ■ 
right-of-way;  thence  west  with  the  north 
section  lines  of  Sections  23  and  22  to  the  west 
toe  of  the  levee  for  the  Carroll  County  Drain- 
age and  Levee  District  No.  1;  thence  south- 
erly and  easterly  with  the  west  and  south 
toe  of  said  levee  to  a  point  In  the  SE>4SE<4. 
Section  27.  where  the  south  toe  of  the  levee 
IntersecU  the  south  line  of  Section  27.  thence 
east  along  the  south  line  of  Section  27  to 
the  southeast  corner  of  said  section;  thence 
south  along  the  wrat  line  of  Section  35  to  a 
point  where  said  line  interesecU  the  east 
boundary  of  the  right-of-way  of  the  Levee 
for  the  Carroll  County  Drainage  and  Levee 
District  No.  1;  thence  southerly  and  easterly 
with  the  east  and  north  boundary  of  said 
levee  right-of-way  to  tU  Junction  with  a  pub- 
lic road  in  the  SWy4SE>,4.  Section  35;  thence 
northerly  and  easterly  with  the  west  and 
north  boundary  of  the  public  road  right-of- 
way  through  Sections  35  and  36  to  a  point 
where  said  boundary  of  public  road  right-of- 
way  IntersecU  the  west  boundary  of  the  Chi- 
cago. Btirllngton  and  Qulncy  Railroad  right- 
of-way;  thence  northerly  and  westerly  along 
the  west  boundary  of  said  right-of-way  to 
the  place  of  beginning. 

Iowa:  Clinton  County 

Area  Number  10.  All  the  lands  and  waters 
lying  and  being  in  Sections  4.  5.  9.  16,  20.  21, 
and  29.  T.  83  N.,  R.  7  B.,  6th  P.  M.,  Clinton 
County,  Iowa,  which  are  enclosed  by  the  fol- 
lowing definite  boundaries:  Beginning  at  a 
point  where  the  north  line  of  the  SE'4  of 
Section  6  IntersecU  the  east  boundary  of  the 
Chicago,  Milwaukee,  St.  Paul  &  Pacific  Rail- 
road right-of-way;  thence  southerly  along 
the  easterly  boundary  of  the  Chicago.  Mil- 
waukee, St.  Paul  &  Pacific  Railroad  right-of- 
way  to  the  point  where  It  InUrsects  the  south 
line  of  Section  6;  thence  east  between  Sec- 
tions 5  and  8  to  the  northwest  corner  of 
Section  9;  thence  south  along  the  west  line 
Of  Section  8  to  the  east  boundary  of  the  Chl- 
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cago,  Milwaukee,  St.  Paul  &  Pacific  Railroad 
right-of-way;  thence  southerly  along  the 
easterly  boundary  of  the  Chicago,  Milwaukee, 
St.  Paul  &  Pacific  RaUroad  right-of-way 
through  Sections  9  and  16  to  the  point  where 
It  intersects  the  east  line  of  Section  17; 
thence  south  along  the  east  line  of  Section 
17  to  the  southeast  corner  thereof;  thence 
west  along  the  south  line  of  Section  17  to  the 
east  boundary  of  the  Chicago,  Milwaukee. 
St.  Paul,  k.  Pacific  Railroad  right-of-way; 
thence  southwesterly  along  the  easterly 
boundary  of  the  Chicago,  Milwaukee.  St.  Paul, 
&  Pacific  Railroad  right-of-way  through  Sec- 
tion 20  to  the  northeasterly  bank  of  Elk 
River;  thence  southeasterly  along  the  north- 
easterly bank  of  Elk  River  to  Elk  River 
Slough;  thence  northeasterly  along  the  west 
bank  of  Elk  River  Slough  to  the  main  chan- 
nel of  the  Mississippi  River;  thence  north- 
erly along  the  west  bank  of  the  Mississippi 
River  to  Dark  Slough;  thence  northwesterly 
along  the  west  bank  of  Dark  Slough  to  the 
point  where  it  IntersecU  the  north  line  of 
the  SE'i  of  Section  5.  T.  83  N.,  R.  7  E.;  thence 
west  along  the  north  line  of  the  SE'i  of 
Section  5  to  the  place  of  beginning. 

Wisconsin:    Crawtord  County 

i4rea  Number  11.  All  the  lands  and  waters 
lying  and  being  In  sections  26,  35.  and  36. 
T.  7  N  .  R.  7  W..  4th  P.  M..  and  sections  1 
and  2.  T.  6  N..  R.  7  W..  4th  P.  M..  which  are 
enclosed  by  the  following  definite  bounda- 
ries: Beginning  at  the  point  where  the  north 
line  of  Lot  7.  section  26.  IntersecU  the  West " 
Channel  of  the  Mississippi  River;  thence 
southerly  along  the  east  bank  of  said  West 
Channel  where  It  forms  the  western  bound- 
ary of  sections.  26  and  35.  T  7  N.,  R.  7  W., 
and  the  western  boundary  of  Lot  1.  section 
2.  T.  6  N.,  R.  7  W..  to  where  it  IntersecU 
East  Channel  of  the  Mississippi  River;  thence 
easterly,  northeasterly,  northerly,  and  north- 
westerly along  the  west  bank  of  the  said 
East  Channel  where  It  forms  the  southeast- 
ern boundary  of  LoU  1  and  3.  section  2, 
Lot  2,  section  1,  T.  6  N.,  R.  7  W.,  and  the 
eastern  boundary  of  Lots  3  and  4,  section 
36.  Lot  9,  section  35.  Lot  4.  section  26.  T.  7 
N..  R.  7  W..  to  the  north  line  of  Lot  3.  sec- 
tion 26;  thence  west  along  said  line  to  and 
along  the  north  line  of  Lot  7.  section  26 
to  the  place  of  beginning;  excepting  there- 
from those  lands  included  In  the  right  of 
way  of  the  Marquette-Pralrle  du  Chlen 
Bridge  Company  through  the  S'i  section  26. 

Iowa:  Clattow  County 

iirea  Number  12.  All  the  lands  and  waters 
lying  and  being  In  sections  11.  14.  23,  24,  25. 
26,  35,  and  36.  T.  94  N..  R.  3  W..  5th  P.  M.. 
which  are  enclosed  by  the  following  definite 
boundaries:  Beginning  at  the  northernmost 
point  of  Lot  5,  section  11,  at  the  Junction 
of  Sny  MaglU  Slough  and  the  Mississippi 
River;  thence  southwesterly  along  the  east 
bank  of  the  said  Sny  MaglU  Slough  where 
It  forms  the  western  boundary  of  LoU  6. 
6,  and  7.  Section  11.  LoU  3  and  4.  section 
14,  LoU  14.  7,  8.  and  13.  section  23.  and  LoU 
4s  5.  and  6.  section  26.  and  LoU  6  and  6, 
section  35,  to  where  said  Sny  Magill  Slough 
IntersecU  the  Mississippi  River;  thence 
northeasterly  and  northerly  along  the  west 
bank  of  the  Mississippi  River  where  It  forms 
the  east  boundary  of  sections  36,  25,  24,  23, 
14,  and  11,  to  the  place  of  beginning;  except- 
ing therefrom  the  western  part  of  Lot  5  and 
the  northwest  part  of  Lot  6  In  section  23 
and  the  northwestern  part  of  Lot  5,  section 
36. 

ilreo  Number  13.  All  the  lands  and  wa- 
ters lying  and  being  In  sections  16,  16,  21, 
22,  27.  and  28.  T.  92  N.,  R.  2  W..  5th  P.  M.. 
Clayton  County,  Iowa,  which  are  enclosed 
by  the  following  definite  boundaries:  Begin- 
ning at  a  point  on  the  easterly  bank  of  the 
Mississippi  River  In  the  NWVi  section  16, 
where  Lock  and  Dam  No.  10  Intersects  the 
Mississippi  River;  thence  southerly  along 
the  east  bank  of  the  Mississippi  River  where 
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it  forma  the  westerly  boundary  of  sections 
16,  21.  and  28;  thence  east  along  the  south 
line  of  sections  28  and  27  to  the  westerly 
bank  of  Stete  Line  Slough;  thence  northerly 
along  the  westerly  bank  of  State  Line  Slough 
where  It  forms  the  boundary  of  sections  27, 
22.  21,  16,  and  15  to  where  Lock  and  Dam 
No.  10  IntersecU  the  westerly  bank  of  State 
Line  Slough;  thence  westerly  along  the  south 
line  of  Lock  and  Dam  No.  10  to  the  place 
of  beginning;  excepting  therefrom  a  strip 
of  land  one  hundred  (100)  feet  In  width 
in  the  southwest  quarter  of  section  16  ex- 
tending from  Swift  Slough  to  Dead  Slough, 
the  boundary  of  which  Is  permanently  and 
definitely  marked  by  monumenU;  also  ex- 
cepting therefrom  Sublot  3  of  Lot  3  In  the 
southeast  quarter  of  section  28. 

Wisconsin:  Grant  Countt 

Area  Number  14.  All  the  lands  and  wa- 
ters lying  and  being  in  sections  1  and  12. 
T.  2  N.,  R.  4  W.,  4th  P.  M.,  and  sections  6,  7,  8. 
and  17.  T.  2  N.,  R.  3  W.,  4th  P.  M.,  Grant 
County.  Wisconsin,  which  are  enclosed  by 
the  following  definite  boundaries:  Beginning 
at  the  northwest  corner  of  Lot  7.  section  1. 
thence  southerly  along  the  west  boundary 
of  sections  1  and  12  to  the  Mississippi  River; 
thence  southeasterly  along  the  easterly  bank 
of  the  Mississippi  River  to  the  east  line  of 
section  17;  thence  north  along  the  east  line 
of  sections  17  and  8  to  the  slough  that  forms 
the  easterly  boundary  of  Lot  9;  thence  north- 
westerly along  the  south  bank  of»the  slough 
forming  the  north  boundary  of  Lots  9  and 
8  to  the  west  line  of  said  Lot  8;  thence  north 
to  the  north  line  of  section  8;  thence  west 
along  the  north  line  of  section  8  to  the 
northwest  corner  of  section  8;  thence  north 
along  the  east  line  of  section  6  to  Railroad 
Slough:  thence  westerly  along  the  south 
bank  of  Railroad  Slough  forming  the  north 
boundary  of  Lots  7  and  8  section  6  and 
Lots  4.  5.  6.  and  7.  section  1,  to  the  place 
of  beginning;  excepting  therefrom  LoU  3 
and  4  and  the  SWV4NEV4  of  section  7, 

Iowa:  Jackson  County 

i4rca  Number  15.  All  the  lands  and  waters 
in  T.  85  N.,  R.  6  E.,  5th  P.  M..  which  are 
described  as  follows:  That  part  of  the 
E''iNW>4  of  Section  10  and  part  of  the  E'4 
of  Section  10  which  lie  northerly  and  easterly 
of  the  right-of-way  of  the  Chicago,  Mil- 
waukee. St.  Paul  and  Pacific  Railroad  as  It 
Is  at  present  maintained  and  operated;  the 
Ni/,  of  Section  11  and  the  NViSWl;  of  Sec- 
tion 11;  and  the  WViNW'4.  SEV4NWiA. 
NWV4SE',4,  and  LoU  1  and  2  of  Section  12. 

Minnesota:  Winona  County 

Area  Number  18.  All  the  lands  and  waters 
lying  and  being  In  Sections  30  and  31, 
T.  108  N..  R.  7  W.,  and  Sections  25,  26,  35, 
and  36,  T.  108  N.,  R.  8  W.,  which  are  enclosed 
by  the  following  definite  boundaries:  Begin- 
Ing  at  the  point  where  the  east-west  center 
line  of  Section  31,  T.  108  N..  R.  7  W..  Inter- 
secU the  Mississippi  River,  thence  west  along 
the  said  line  through  said  Section  31  and 
through  Sections  36  and  35.  T.  108  N..  R.  8 
W..  to  Straight  Slough,  thence  northwesterly 
along  the  north  and  east  bank  of  Straight 
and  Dark  Sloughs  to  the  Mississippi  River, 
thence  easterly  and  southeasterly  along  the 
south  and  west  bank  of  the  Mississippi  River 
to  the  place  of  beginning. 

Hunting  on  private  lands  within  the 
exterior  boundaries  of  the  said  refuge  Is 
not  affected  by  this  section  but  is  subject 
to  such  provisions  of  the  State  laws  and 
of  the  Migratory  Bird  Treaty  Act  and 
§5  6.1  to  6.12  of  this  chapter  as  may 
apply. 

[Sept.  19.  1939.  as  amended  Sept.  10,  27,  1940, 
Sept.  9,  1945,  Sept.  29,  1947;  4  F.  R.  4264, 
6  P.  R.  3818.  4065.  10  F,  R.  12091.  12  F.  B. 
6597J 
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TRAPPING  OF  irUSKRATS  AND  MINKS 

SoumcE:    |j  33.291   to   33  300   contained   In 
Reg  ,  Sec.  Int..  Nov.  30.  1940.  5  P.  R.  4864. 

§  33.291  Trapping  permitted.  Until 
further  notice  muskrats  and  minks  may 
be  taken  under  permit  on  and  in  such 
lands  and  waters  of  the  Upper  Mississippi 
River  Wildlife  and  FLsh  Refuge  in  Illinois. 
Iowa.  Minnesota,  and  Wiscon.^in  as  the 
Director  of  the  Pish  and  Wildlife  Service 
shall  determine  to  open  to  trapping  under 
the  supervision  of  the  superintendent  of 
said  refuge  during  the  periods  deter- 
mined by  the  Director  to  be  commensu- 
rate with  the  best  Interests  of  wildlife 
management  on  the  refuge  and  with  the 
conservation  of  fur  resources  in  the  re- 
spective States  when.  In  manner,  by 
means,  and  to  the  extent  not  prohibited 
by  State  laws  or  regulations  and  subject 
to  the  special  provisions,  conditions,  re- 
strictions, and  requirements  of  §§  33.292 
to  33.300  inclusive. 

5  23.292  Trapping  permits.  Any  per- 
son exercising  the  privilege  of  trapping 
within  the  refuge  shall  be  in  possession 
of  a  valid  trapping  license  issued  by  the 
State  in  which  trapping  is  to  be  done,  if 
such  license  is  required,  and  must  pos- 
sess a  valid  trapping  permit  issued  by  the 
superintendent  of  the  refuge.  He  shall 
carry  such  license  and  permit  on  his  per- 
son while  trapping,  and  when  requested 
to  do  so.  shall  exhibit  his  license  and  per- 
mit to  any  State  warden  or  to  any  oflBcer 
or  employee  of  the  Department  of  the 
Interior  authorized  to  enforce  the  game 
and  fish  laws  of  the  respective  States  and 
of  the  United  States.  The  superintendent 
of  the  refuge  may  issue  the  permits  for 
the  trapping  of  muskrats  and  minks  as 
herein  authorized  to  qualified  persons, 
but  no  person  shall  be  eligible  to  receive 
more  than  one  such  permit  for  any  one 
trapping  season. 

9  33.293  Verified  slatement  of  resi- 
dence: State  trapping  license.  Each  ap- 
plicant for  a  trapping  permit  must  have 
been  for  the  period  of  6  months  last  past 
a  bona  fide  resident  within  or  in  the 
vicinity  of  the  refuge,  as  well  as  of  the 
State  in  which  he  proposes  to  trap,  and 
upon  application  he  shall  exhibit  to  the 
superintendent  or  his  repre.sentatlve  a 
valid  trapping  llcen.se  of  such  State  and 
shall  make  a  sworn  statement  concern- 
ing his  period  of  residence  in  the  civil 
township,  village,  or  city  in  which  he 
claims  residence. 

S  33.294  Provisions  of  permit:  suspen- 
sion of  trapping.  Each  permit  .shall  state 
the  period  during  which  trapping  there- 
under may  be  performed  and  the  maxi- 
mum number  of  traps  that  may  be  used, 
and  shall  reserve  the  right  of  the  Direc- 
tor of  the  Pish  and  Wildlife  Service  to 
suspend  trapping  thereunder  upon  3 
days'  notice  through  the  superintendent, 
should  the  Director  determine  that  con- 
tinued trapping  would  be  detrimental  to 
refuge  or  wildlife  interests.  Thereupon 
all  outstanding  permits  for  trapping 
mu.^krats  and  minks  on  the  area  or  areas 
affected  shall  become  null  and  void. 

§  33  295  Trap  tags  and  fees:  limita- 
tions. Each  permittee  authorized  to  trap 
within  the  Upper  Mississippi  River  Wild- 
life and  Pish  Refuge  will  be  requirtd  to 
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obtain  from  the  superintendent  of  the 
refuge  or  his  authorized  representative 
an  appropriate  tag  for  each  trap  used  on 
said  refuge,  which  tag  shall  be  securely 
attached  to  the  trap  in  a  manner  that 
will  permit  of  convenient  examination. 
A  fee  of  10  cents  will  be  charged  for 
each  tag  furnished  by  the  superintendent 
or  his  representative,  and  no  one  per- 
mittee shall  be  issued  more  than  50  such 
original  tags.  No  refund  will  be  made 
for  any  unused  tag.  Upon  satisfactory 
proof  that  an  original  tag  has  been  lost 
or  stolen  through  no  fault  of  the  per- 
mittee, the  superintendent  may  issue  a 
duplicate  tag  upon  payment  by  the 
permittee  of  a  fee  of  10  cents. 

§  33.296  Approved  traps;  trap  in- 
spection and  removal:  plant  life  pro- 
tected. Muskrats  and/or  mhiks  may  be 
taken  on  the  refuge  only  with  ordinary 
spring  steel  traps  not  larger  than  No.  I'a 
or  with  other  traps  the  use  of  which  is 
approved  by  the  superintendent  or  his 
authorized  representative.  Each  per- 
mittee shall  visit  and  Inspect  each  of  his 
traps  within  the  refuge  at  least  once 
every  24  hours  but  only  between  one- 
half  hour  before  sunrise  and  sunset,  and 
shall  at  the  close  of  the  trapping  season 
take  up  and  remove  all  his  traps  from 
the  refu.2:e.  Permittees  may  not  cut  on 
the  refuge  any  growth  except  willows 
for  use  as  trap  stakes  or  drags. 

§  33.297  Prohibited  methods  and  acts. 
The  possession  or  use  within  the  bounda- 
ries of  the  refuge  of  a  muskrat  spear  or 
any  other  similar  device  that  does  not 
comply  with  the  requirements  of  thi.s 
section  or  of  any  untagged  trap  is  pro-  • 
hiblted.  and  any  untagged  or  illegal  traps 
or  other  illegal  devices  found  on  the 
refuge  may  be  seized  by  the  superintend- 
ent or  his  representative.  No  person 
shall  hunt  muskrats  and/or  minks  with 
a  gun  or  with  the  aid  of  a  dog,  or  disturb 
or  molest  any  mink  den.  mu.'^krat  house, 
beaver  house,  or  beaver  dam.  or  set  a 
trap  within  3  feet  of  any  muskrat  house 
or  feeding  house  or  within  100  feet  of  any 
beaver  house  or  beaver  dam.  No  person 
shall  run  a  trap  line  between  sunset  and 
one-half  hour  before  sunrise. 

S  33.298  Disposition  of  unauthorized 
animals.  Birds  and  mammals  other 
than  muskrats  and  minks  found  alive 
In  the  traps  of  the  permittee  shall  be 
Immediately  liberated.  Birds  and  mam- 
mals other  than  muskrats  and  minks 
found  dead  or.  mortally  injured  in  the 
traps  shall  Immediately  be  turned  over 
to  the  superintendent  or  his  representa- 
tive. 

§  33.299  Reports  required.  Each  per- 
mittee not  later  than  30  days  after  the 
close  of  the  open  trapping  season  shall 
submit  to  the  superintendent  a  report  in 
which  are  correctly  stated  the  total  ntun- 
ber  of  muskrats  and/or  minks  taken  in 
each  county  on  the  refuge  under  permit 
during  the  season,  the  name  and  ad- 
dress of  each  person  or  firm  to  whom 
the  pelts  thereof  were  disposed  of.  the 
number  of  pelts  disposed  of  to  each  such 
person  or  firm,  and  the  gross  amount 
received  therefor. 

S  33.300  Penaltiei.  Failure  of  a  per- 
mittee to  comply  with  any  of  the  provi- 


sions of  §8  33  291  to  33  300.  Inclusive,  or 
the  violation  by  him  of  any  of  the  regu- 
lations issued  under  authority  of  the  ad 
of  June  7.  1924  (43  Stat.  650;  16  U.  S.  C 
723)  establishing  said  refuge,  or  of  any 
State  law  or  regulation  applicable  lo 
trapping  on  said  refuge,  not  only  shall 
render  him  subject  to  prosecution  under 
said  laws  and  regulations  but  may  b. 
sufficient  cause  for  refusal  of  future  per- 
mits to  trap  on  the  refuge  or  for  refusal 
of  any  other  use  or  privilege  on  th" 
refuge  for  which  a  permit  may  be  re- 
quired by  regulations. 

TRAPPING  OF   BEAVER 

ScuRCi;  J}  33  301  to  33.306  contained  tn 
Reg  .  Dec.  17.  1948.  13  F.  R.  8311. 

I  33.301  Beaver  trapping  permitted. 
The  trapping  of  beaver  is  permitted  on 
the  Upper  Mississippi  River  Wildlife  and 
Pish  Refuge  in  Illinois.  Iowa.  Minne.sota, 
and  Wisconsin  by  persons  holding  per- 
mits Issued  by  the  officer  in  chai  ?e  undn 
the  direction  of  the  Director  of  the  Fi.sh 
and  Wildlife  Service  in  manner,  by 
means,  and  to  the  excent  not  prohibited 
by  State  laws  or  regulations  and  subject 
to  f  33.302  to  §  33.306. 

5  33.302  Entry.  Entry  on  and  u^e  of 
the  refuge  are  governed  by  Parts  18  and 
21  of  this  chapter  and  strict  compliani-e 
therewith  Is  required. 

§  33.303  State  trapping  laws.  Strict 
compliance  with  the  applicable  laws  and 
regulations  of  the  respective  States  In 
which  the  refuge  is  located  is  required 

S  33.304  Trapping  licenses  and  per- 
mits. '  Any  person  trapping  beaver  on  the 
refuge  must  have  in  his  possession  and 
exhibit  at  the  request  of  any  authorized 
Federal  or  State  officer  a  valid  State 
beaver  trapping  license  and  a  permit  is- 
sued by  the  officer  In  charge  of  the  ref- 
uge or  his  agent  at  such  fee  as  may  be 
determined  by  the  Director  to  be  equi- 
table. 

8  33.305  Identification  of  traps.  Any 
person  authorized  to  trap  beaver  on  the 
refuge  shall  affix  to  each  trap  authorized 
to  be  used  by  him  such  tag  or  other  de- 
vice as  will  identify  the  trap  to  be  a  lepai 
trapping  device,  which  tag  or  other  de- 
vice shall  be  furnished  by  the  officer  in 
charge  of  the  refuge  at  such  fee  as  the 
Director  may  determine  to  be  equitable. 

133.306  Suspension  of  privileoef:. 
The  Director  of  the  Pl-sh  and  Wildlife 
Service  may  suspend  beaver  trappinp 
privileges  effective  three  days  after  the 
publication  of  notice  to  that  effect  in 
not  less  than  three  newspapers  of  gen- 
eral circulation  in  the  vicinity  of  the  ref- 
uge, should  he  determine  that  continued 
trapping  would  be  detrimental  to  the 
refuge  or  wildlife  interests.  Thereupon 
all  outstanding  Federal  permits  for  trap- 
ping beaver  on  the  area  or  areas  affected 
shall  became  null  and  void. 

Subpart — Upper  Souris  National  Wild- 
LiF£  Refttoe.  North  Dakota 

fishing 
SoumcE:    15  33321    to   33.323   contained  In 
Reg  .  Apr.  10.  1946.  11  F.  R.  4164. 

f  33.321      Fishing    permitted.      Non- 
commercial Ashing  In  accordance  witn 
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the  State  laws  of  North  Dakota  is  per- 
mitted during  the  daylight  hours  In  the 
period  May  16  to  September  15  Inclusive, 
each  year  in  the  following  described 
waters  within  the  Upper  Souris  National 
Wildlife  Refuge.  North  Dakota: 

Area  1.  The  Souris  River  channel  begin- 
ning at  the  north  boundary  of  the  refuge 
and  extending  south  to  and  including  Mouse 
Hiver  Park. 

Area  II.  The  waters  adjacent  to  the  east 
bank  of  the  Souris  River  south  of  Dam  No. 
83  within  the  W'.iNWi,4  of  sec.  6.  T.  157  N., 
R  84  W.,  6th  PM. 

Area  III.  All  waters  of  Lake  Darling  north 
of  Dam  No.  83  In  sec.  6.  T.  157  N.,  R.  84  W.. 
sec.  1.  T.  157  N..  R.  85  W.,  sees.  28.  29,  30. 
31  and  32,  T.  158  N..  R.  84  W..  and  sec.  36,  T. 
158  N..  R.  85  W.;  5th  PM;  except  within  200 
feet  of  the  outlet  gate  on  Dam  No.  83. 

§  33.322  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed  by 
Parts  18  and  21  of  this  chapter,  and  strict 
compliance  therewith  is  required.  Per- 
.>^ons  entering  the  refuge  for  the  purpose 
of  fishing  must  follow  such  routes  of 
travel  within  the  refuge  as  are  designated 
by  posting. 

§  33.323  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officer 
whatever  license  Is  required  by  such  laws 
and  regulations.  No  Federal  permit  will 
be  required  to  exercise  the  fishing  priv- 
ileges permitted  under  §  33.321. 

8  33.324  Use  of  boats.  The  use  of 
boats  while  fishing  within  the  waters  of 
the  refuge  Is  permitted  only  on  fishing 
Areas  I  and  III.  The  use  of  motor- 
boats,  either  inboard  or  outboard,  is  pro- 
hibited on  all  waters  of  the  refuge  except 
for  official  purposes.  On  fishing  Area 
III  the  launching  or  landing  of  any  boat 
will  be  permitted  only  on  the  shoreline 
bounded  by  the  SE'i.  sec.  29;  T.  158  N.. 
R.  84  W. 

§  33.325  Temporary  restrictions.  Dur- 
ing the  open  waterfowl  hunting  season  or 
during  periods  of  waterfowl  concentra- 
tions, fishing  may  be  closed  or  limited  by 
order  of  the  officer  In  charge  when  in  his 
Judgment  such  limitations  and  restric- 
tions are  necessary  in  order  to  provide 
adequate  protection  for  wildlife.  Such 
limitations  or  restrictions  are  to  be 
clearly  designated  by  posting. 

PUBLIC  USE 

Source:  {§33.326  to  33.330  contained  In 
R<%'.,  July  14,  1945,  10  F.  R.  9130. 

S  33.326  Public  use  area.  The  follow- 
Ihe:  described  area  In  the  Upper  Souris 
National  Wildlife  Refuge.  North  Dakota, 
is  hereby  designated  as  a  recreational 
area  for  use  of  the  public  under  the  con- 
ditions prescribed  In  §  J  33.327  to  33.330 
inclusive: 

SE'/4,  Sec.  29:  T.  168  N..  R.  84  W. 

V  33.327  Entry.  Entry  on  and  use  of 
tht.'  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  Is  required. 
Persons  entering  the  refuge  for  the  pur- 
poses covered  by  §§33.326-33.330  must 
follow  such  routes  of  travel  within  the 
refuge  as  are  designated  by  posting. 
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!  33.328  Recreation.  Picnicking, 
swimming,  skating  and  other  recrea- 
tional uses  except  fishing  may  be  con- 
ducted at  any  time  without  permit  on 
the  designated  recreational  area. 

§  33.329  Boats.  Boats  (rowboats. 
sailboats,  and  canoes  only)  may  be  oper- 
ated without  permit  during  the  daylight 
hours  on  Lake  Darling  between  Dam  No. 
83  and  the  north  line  of  Sees.  28.  and  29, 
T.  158  N..  R.  84  W.,  except  that  boating 
may  be  prohibited  during  the  open  w-a- 
terfowl  hunting  season  or  during  periods 
of  waterfowl  concentrations  as.  in  the 
judgment  of  the  officer  In  charge,  such 
limitations  and  restrictions  are  neces- 
sary \p.  order  to  provide  adequate  pro- 
tection for  wildlife.  Such  limitations  or 
restrictions  are  to  be  clearly  designated 
by  posting.  The  use  of  motorboats, 
either  Inboard  or  outboard.  Is  prohibited 
on  all  waters  of  the  refuge  except  for 
official  purposes.  The  launching  or 
landing  of  any  boat  will  be  permitted 
only  on  the  shoreline  bounded  by  the 
designated  recreational  area. 

§  33.330  Prohibited  acts.  No  person 
shall  engage  in  any  business,  erect  or 
maintain  a  building,  or  operate  a  boat 
for  hire,  except  under  permit  issued  by 
the  Director  of  the  Fish  and  Wildlife 
Service. 

Subpart — Valentine  National  Wildlife 
Refuge,  Nebraska 

fishing 

SotrKci:  §§33.341  to  33.346  contained  In 
Reg.,  July  31.  1947.  12  P.  R.  5396. 

§  33.341  Fishing  permitted.  Noncom- 
mercial fishing  in  accordance  with  the 
State  laws  of  Nebraska  Is  permitted  dur- 
ing the  dayhght  hours  on  the  waters  of 
Dads,  Dewey,  Hackberry.  and  Willow 
Lakes  within  the  Valentine  National 
Wildlife  Refuge.  Nebraska.  In  accordance 
with  the  provisions  of  §§  33.342  to  33.346 
Inclusive. 

§  33.342  Entry  upon  refuge.  Entry  on 
and  use  of  this  refuge  for  any  purpose 
is  governed  by  the  regulations  in  Parts 
18  and  21  of  this  chapter,  and  strict  com- 
pliance therewith  Is  reqtiired. 

§  33.343  State  fishing  laws.  Each 
fisherman  must  comply  with  the  appli- 
cable gtate  fishing  laws  and  regulations, 
and  must  have  on  his  person  and  ex- 
hibit at  the  request  of  any  authorized 
Federal  or  State  officer  whatever  license 
is  required  by  such  laws  and  regulations, 
which  licen.se  shall  serve  as  a  Federal 
permit  for  fishing  in  the  waters  of  the 
refuge. 

§  33.344  Use  of  boats.  Persons  may 
use  boats  f other  than  motorboats)  for 
fishing  in  the  waters  of  the  refuge.  Boats 
< other  than  motorboats) ,  or  floated  craft 
used  for  fishing  purposes  may  be  placed 
on  the  waters  of  the  refuge  only  at  such 
points  as  may  be  designated  by  suitable 
posting.  The  use  of  motorboats.  either 
inboard  or  outboard.  Is  prohibited  on  all 
waters  except  for  official  purposes. 

§  33.345  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations 
or  other  wildlife  concentrations,  fishing 
may  be  closed  on  .sv.ch  areas  of  the  ref- 
uge as.  in  the  judgment  of  the  officer 
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In  charge,  such  limitations  or  restrictions 
are  necessary  In  order  to  provide  ade- 
quate protection  for  wildlife.  Such  limi- 
tations or  restrictions  are  to  be  clearly  » 
designated  by  posting.  Fishing  Is  pro- 
hibited during  the  open  season  for  the 
hunting  of  migratory  waterfowl. 

§  33.346  State  cooperation.  State  co- 
operation may  be  enlisted  in  the  regula- 
tion, management,  and  operation  of  the 
public  fishing  areas,  and  the  State  may 
promulgate  such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such  State  regulations  are  issued, 
compliance  therewith  shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of  fishing. 


Part  34 — SotrrHEASTERN  Region 


Sec. 
34.1 


List  of  States. 

r 

Subpart — Bio  Lake  National  Wildlifb 
Refuge,  Arkansas 

FISHINO 

34.2  Fishing   permitted. 

34.3  Licenses. 

34.4  Nets  and  tackle. 

34.5  Routes  of  travel. 

34.6  Suspension  of  fishing  privileges. 

34.7  Reports. 

34.8  Revocation  of  permits. 

StTBPAKT — BlACKBEARO   ISLAND   NATIONAI. 

Wildlife  Refuge,  Georgia 


HUNTING 


34.21 
34.22 
34.23 


Hunting   permitted. 

Entry. 

Dogs. 


Subpart — Carolina   Sandhills  Nationai, 
Wildlife  Refuge,  South  Carolina 

fishing 

34.31  Fishing   permitted. 

34.32  State  fishing  laws. 

34.33  Fishing  licenses  and  permits. 

34.34  Routes  of  travel. 

34.35  Use  of  motorboats. 

34.36  State    cooperation    In    the   manage- 

ment of  fishing. 

hunting  of  quail    • 

34.37  Hunting  permitted. 

34.38  Area  open  to  hunting. 

34.39  State  game  laws. 

34.40  Hunting  licenses  and  permits. 

34.41  Entry  upon  refuge;  firearms. 
3442  Guides. 

34.43  Disorderly  conduct;   Intoxication. 

34.44  Penalties. 

34.45  State  cooperation  In  management  of 

shooting  areas. 

Subpart — Kentucky  Woodlands  National 
Wildlife  Refuge,  Kentucky 

fishing 

34.51  Fishing  permitted. 

34.52  Entry  upon  refuge. 

34.53  State  fishing  laws. 

34.54  Use  of  motorboats. 

34.55  Temporary  restrictions. 

hunting  of  squirrels 

34.56  Hunting  permitted. 
34  57       Hunting  areas. 

34.58  Entry  upon  refuge. 

34.59  State  hunting  laws. 

Subpart — Lacassine   National  Wildlifb 
Refuge.  Louisiana 

fishing 

34.71  Pishing  permitted. 

34.72  State  fishing  laws. 

34.73  Entry. 

34.74  Temporary  restrictions. 
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•VBrASi 


-MArrAiCTTSKBR  National  WXL»LXr» 
Rrruc«,  No«TH  CAHOtiWA 

rtSHiifa 

84.81  Fishing  permitted. 

34.82  Licenses. 

34.83  Routes  of  travel. 

34.84  Firearms  and  fires. 

84.85  Suspension  of  fishing  privilege. 

34.86  Revocation  of  permits. 

HCNTtNO 

84.87  Hunting  of  certain  migratory  gam* 

birds. 

84.88  Shooting  areas. 

34.89  Entry  upon  refuge;   flrearmi. 

84.90  Shooting  from  blinds  only. 

54.91  Guides. 

34.92  Limitation  on  hunting  methods. 

34.93  State  cooperation  In  management  of 

shooting  areas. 

Strap  ART— NoxrBiE  National  Wildlxtb 
Rktuge,  Mississippi 

nSHINO 

84.101  Fishing  permitted. 

34.103  Entry. 

34.103  State  fishing  laws. 

84.104  Use  of  boats. 

84.105  Temporary  restrictions. 
34  106  State  cooperation. 

fiUBPAai— OkEFENOKEE     NATIOWAL     WlLDLBT 

RtruoE.  Oeoroia 

PTJBLIC  USE  AREAS 

34.111  Public  use  areas. 

84.112  Entry. 

34.113  Entering    areas    other    than    public 

use  areas. 

nSHlNO 

84.114  Pishing  permitted. 

34.115  State  fishing  laws. 

34.116  Temporary  restrictions. 

34.117  Live  bait. 

StJBPAKT— Piedmont    National    Wildlip* 
Repuge,  Gbobgia 

HtTNTING    OP    QUAIL 


84.131  Quail  hunting  permitted. 

34.132  Areas  open  to  hunting. 

34.133  State  game  laws. 

34.134  Hunting  licenses  and  permits. 

34.135  Entry  upon  refuge;  firearms. 

34.136  Oaides. 

34.137  Disorderly  conduct;  Intoxication. 

34.138  Penalties. 

34.139  State  cooperation  In  management  of 

ahootlng  areas. 

PISHINO 

84  140  Pishing  permitted. 

84.141  Entry. 

34.142  State  fishing  laws. 

34.143  Use  of  boats. 

34.144  State  cooperation. 

Subpart— Rkelpoot  National  VTiVDitn 
Refuge,  Tinne88e« 

nSHINO 

84.151  Fishing  permitted. 

34.152  State  fishing  laws. 

34.153  Fishing  licenses  and  permits. 

34.154  Routes  of  travel. 

34.155  Temporary  restrictions. 

SXTBPABT— SABINK   NATIONAL   WlLDLUX    RlTCOl, 

LotnsiANA 

NONCOMMKBCLAL  rUUINQ 

84.161  Noncommercial  fishing  permitted. 

34.162  Entry. 

34.163  State  fishing  laws. 

34.164  Use  of  boats. 

34.165  Temporary  restrictions. 

COMMCBCIAL  PUHING 

84.166  Commercial  fishing  permitted. 

84.167  State  fishing  laws. 


RULES  AND  REGULATIONS 


See. 

g4.i66  PUhlng  license*  and  p«nnlt«. 

S4.1fl9  Routes  of  travel. 

84.170  Use  of  motorboata. 

BcBPART— Br.   Mamu   National   Wnj>ur» 
Repugi,  Florida 

nSHINO 

84  181  Fishing  permitted. 

84.182  Entry. 

84.183  State  fishing  laws. 

34.184  Use  of  boeta. 

84.185  Temporary  restrictions. 

Subpart— Santee  National  Wildlife  B«ruo«, 
South  Carolina 

riSHINO 

34  191     Fishing  permitted. 

34.192  Areas  open  to  fishing.  • 

84.193  State  fishing  laws. 

34  194  Pishing  licenses  and  permits. 

84.195  Routes  of  travel. 

34.196  Forfeiture  of  privileges. 

34.197  State    cooperation    In    the    manage- 

ment of  fishing. 
BuBPABr— Savannah  National  Wildlifr  Rir- 
vGt,  Georcla  and  South  Carolina 

FISHING 

84  211  Fishing  permitted. 

34  212  Entry  upon  refuge. 

34.213  State  fishing  laws. 

34.214  Use  of  boats. 

34.216    Temporary  restrictions. 

Subpart— Wheeler    National    WiLDLir« 
Refuge,   Alabama 

HUNTING 

84.231  Hunting  permitted. 

34  232  Entry. 

84  233  I>ogs. 

84.234  Cooperative  administration. 

8u»PAR-i--WHTrE  River  National  Wildufr 
Refuge,  Arkansas 

noncommercul  fishino 

84.251  Noncommercial  fishing  permitted. 

84.252  State  fishing  laws. 

84.253  Pishing  licenses  and  permits. 

84.254  Routes  of  travel. 
84.256  Use  of  boats. 

34.256  Camp  sites  and  fires. 

34.257  Temporary  restrictions. 


COMMERCIAL  FIBHINa 

84.258  Commercial  fishing  permitted. 

34.259  Period  of  fishing. 

34.260  State  fishing  laws. 
34  261  Fishing  licenses  and  permits. 
84.282  Routes  of  travel. 
84  263  Use  of  boats. 

84.264  Reports.  ^ 

34.265  Camp  sites  and  fires. 

84.266  Temporary  restrictions. 

Axttmoritt:  {{  84.1  to  34.266  issued  under 
43  Stat.  98,  45  Stat.  1224;  16  U.  8.  C.  7161. 
18  U.  8.  C.  41;  Reorganization  Plan  n,  1939, 
8  F.  R.  2731.  3  CFR,  1943  Cum.  Supp.,  p.  1296. 
Statute  giving  special  authprlty  la  cited  to 
text  in  parentheses. 

S  34.1  Liit  of  States.  The  Bouth- 
eastern  Region  is  comprised  of  the  States 
of  Alabama,  Arkansas.  Florida,  Georgia. 
Kentucky.  Louisiana.  Mississippi.  North 
Carolina,  South  Carolina,  and  Tennessee. 

|Dec.  16.  1948,  13  F.  R.  8221] 

Subpart— Big  Lake  National  Wildliti 
RoruGi,  Arkansas 

FISHING 

Source:  I!  84  2  to  34.8  contained  In  R«g. 
Aug.  28,  1888.  8  F.  R.  2075. 

(  34.2    Fishing  permitted.    Until  fur- 
ther notice  fish  may  be  taken  for  com- 


mercial purposes  under  permit  Issued  by 
the  resident  oCBcer  in  charge,  and  with 
pole  and  line  for  sport  or  for  family  u.^e 
without  such  permit,  when  and  as  per- 
mlHed  by  the  laws  and  regulations  of 
Arkansas,  except  during  the  Federal 
open  season  on  migratory  waterfowl. 
from  waters  within  Big  Lake  National 
Wildlife  Refuge,  Arkansas,  subject  to 
the  condition.s.  restrictions,  and  require- 
ments of  §5  34.3  to  34.8  inclusive. 

5  34.3    Licenses.    Prior  to  the  Issuance 
of  the  above  required  Federal  permit  to 
fish  on  the  refuge,  the  applicant  for  the 
privilege  shall  be  in  possession  of  and 
exhibit  to  the  resident  officer  in  charge 
a  valid  State  commercial  fishing  license, 
if  such  license  Is  required,  and  any  per- 
son to  whom  has  been  Issued  a  Feder?5 
permit  shall  carry  s-.ich  permit  on  his 
person   when   exercising  the   privileges 
thereunder  and.  upon  demand,  shall  ex- 
hibit his  permit  and  license  to  any  Fed- 
eral or  State  officer  authorized  to  en- 
force Federal  and  State  fishing  laws  and 
regulations:  Provided:  That  all  fishing 
within  the  refuge  shall  be  done  In  such 
manner  as  will  not  Interfere  with  the 
objects  for  which  the  refuge  was  estab- 
lished. 

5  34.4  Nets  and  tackle.  All  nets  and 
other  set  tackle,  except  limb  lines,  used 
for  fl.<;hing  on  Big  Lake  National  Wildlife 
Refuge  in  the  State  of  Arkansas,  shall  be 
tagged  with  metal  tags  In  accordance 
with  the  fishing  laws  of  Arkansas.  All 
persons  are  warned  that  untagged  nets 
and  other  set  tackle  except  limb  lines 
will  be  subject  to  seizure. 

§  34.5  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of 
reaching  wafers  thereof  for  fishing  shall 
follow  such  routes  of  travel  as  shall  from 
time  to  time  be  designated  by  the  officer 
In  charge. 

5  34  6  Suspension  of  fishing  privilege f. 
Whenever  it  shall  appear,  during  the 
open  season  herein  provided,  that  be- 
cause of  Intensive  fishing  or  other  causes 
the  supply  of  fish  In  any  area  or  areas 
of  the  waters  open  to  fishing  Is  becom- 
ing excessively  reduced,  the  Director  ol 
the  Fish  and  Wildlife  Service  may.  in 
his  discretion,  within  three  days  after 
giving  notice  to  that  effect,  terminate 
fishing  In  such  area  or  areas  as  may  m 
his  judgment  be  so  affected;  and  all  out- 
standing permits  or  authority  hereunder 
for  fishing  In  such  area  or  areas  shall 
thereupon  become  null  and  void. 

§  34.7  Reports.  Each  permittee  au- 
thorized to  take  fish  on  the  refuge  for 
commercial  purposes  shall  within  10  days 
after  the  expiration  or  termination  of 
his  permit  submit  to  the  officer  in 
charge,  or  his  representative,  a  report 
correctly  stating  the  kinds  of  fish  and 
the  quantity  of  each  kind  taken. 


§  34.8  Revocation  of  permits.  Any 
permit  issued  under  §9  34.2  to  34.8  may 
be  revoked  by  the  Issuing  officer  for  non- 
compliance with  the  terms  thereof,  for 
nonuse.  or  for  violation  of  any  law  or 
regulation  applicable  to  the  refuge  or  of 
any  State  or  Federal  law  or  regulation 
protecting  fish  or  other  wUdlife.  or  the 
nesu  or  eggs  of  bLrds;  and  it  is  subject  at 
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all  times  to  discretionary  revocation  by 
the  Secretary  of  the  Interior. 

Subpart — Blackbeard  Island  National 
Wildlife  Refuge.  Georgm 

HUNTING 

SoiTRCi:  f(  34 Jl  to  34.23  contained  In 
Reg  ,  Oct.  14.  1948,  13  F.  R.  6124. 

5  34.21  Hunting  permitted.  During 
the  open  season  for  the  hunting  of  deer, 
as  prescribed  by  the  Georgia  Game  and 
Fish  Commission,  deer  and  raccoon  may 
be  taken  by  means  of  bow  and  arrow 
only  on  all  of  the  lands  of  the  Black- 
board Island  National  Wildlife  Refuge, 
Georgia,  except  for  the  area  in  the  im- 
mediate vicinity  of  the  headquarters  of 
the  refuge  and  in  the  immediate  vicinity 
of  State  deer  trapping  sites  as  posted  by 
the  refuge  manager. 

§  34.22  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  are  covered 
by  the  regulations  in  Parts  18  and  21 
of  this  chapter,  and  strict  compliance 
therewith  is  required.  Hunters  must  fol- 
low such  routes  of  travel  within  the 
refuge  as  are  designated  by  posting.  In 
addition  all  hunters  must  comply  with 
State  hunting  laws  and  regulations  and 
mu.st  have  on  their  person  and  exhibit 
at  the  request  of  any  authorized  Fed- 
eral or  State  officer  whatever  license  or 
licenses  may  be  required  by  such  laws 
and  regulations,  which  license  shall 
serve  as  a  Federal  permit  for  hunting 
deer  and  raccoon  on  the  refuge.  The  use 
or  possession  of  firearms  on  the  refuge 
of  any  description  Is  prohibited. 

§  34.23  Dogs.  Each  person  hunting 
deer  on  the  refuge  may  be  permitted  to 
take  one  hunting  dog  on  the  refuge  for 
the  purpose  of  trailing  wounded  deer 
provided  that  such  dog  shall  at  all  times 
be  on  a  leash  and  shall  not  be  permitted 
to  range  at  will  on  the  refuge. 

ScBP.ART— Carolina  Sandhills  National 
Wildlife  Refuge.  South  Carolina 

fishing 

SouHci:  55  34.31  to  34.36  contained  In  Reg.. 
June  11.  1942,  7  F.  R.  4859. 

§34.31  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  in  all  waters 
of  the  Carolina  Sandhills  National  Wild- 
life Refuge,  South  Carolina,  during  the 
open  season  prescribed  therefor  by  the 
State  of  South  Carolina,  In  accordance 
With  the  provisions  of  the  regulations  in 
Parts  18  and  21  of  this  chapter  and  sub- 
ject to  the  conditions,  restrictions,  and 
requirements  of  §§34.32  to  34.36  Inclu- 
sive. 

I  34.32  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  South 
Carolina.  Pishing  shall  be  by  hook  and 
line  only,  as  defined  by  State  law. 

§  34.33  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  Issued  by  the  South  Carolina 
State  Game  and  Pish  Department,  If 
«uch  license  Is  required.  This  license 
•hall  serve  as  a  Federal  permit  for  fishing 
in  the  waters  of  the  refuge  and  must  be 
carried  on  the  person  of  the  licensee 
No.  90 8 
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while  so  fishing.  The  license  must  be 
exhibited  upon  the  request  of  any  repre- 
sentative of  the  South  Carolina  State 
Game  and  Pish  Etepartment  or  of  the 
Pish  and  Wildlife  Service. 

§  34.34  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of  fish- 
ing shall  follow  such  routes  of  travel  as 
may  be  designated  by  suitable  posting  by 
the  officer  in  charge  of  the  refuge. 

S  34.35  Use  of  motorboats.  The  use 
of  motorboats,  either  Inboard  or  out- 
board. Is  prohibited  on  all  waters  of  the 
refuge  except  for  official  purposes. 

§  34  36  State  corporation  in  the  man- 
agement of  fishing.  State  cooperation 
may  be  enlisted  in  the  regulation,  man- 
agement, and  operation  of  public  fishing 
as  herein  or  hereafter  authorized,  in 
which  event  the  provisions  of  §§34.31 
to  34.36  shall  be  Incorporated  in  any  co- 
operative agreement  entered  into  by  the 
Director  of  the  Fish  and  Wildlife  Service 
and  the  appropriate  State  official  for 
such  purposes.  Such  an  agreement  may 
provide  for  further  restricting  the  period 
of  fishing,  the  lakes  that  may  be  fished, 
and  the  number  of  persons  that  may 
fish  on  any  lake  during  a  given  period. 

hunting  of  quail 

Source:  ?§  34.37  to  34.45  contained  In 
Reg.,  Dec   19.  1941.  7  F.  R.  129. 

§  34.37  Hunting  permitted.  Until 
further  notice  the  controlled  public 
hunting  of  quail  is  permitted  during  the 
period  December  1  of  any  year  to  Feb- 
ruary 15,  inclusive,  of  the  following  year 
In  such  maximum  numbers  and  at  such 
times  and  under  such  conditions  as  the 
Director  of  the  Fish  and  Wildlife  Serv- 
ice may  determine  will  effect  the  har- 
vesting of  surplus  quail  on  those  areas 
of  the  Carolina  Sandhills  National  Wild- 
life Refuge  herein  or  hereafter  desig- 
nated as  open  to  public  hunting,  in  ac- 
cordance with  State  law  and  the  provi- 
sions of  Parts  18  and  21  of  this  chapter, 
and  subject  to  the  special  provisions, 
conditions,  restrictions,  and  require- 
ments of  §§  34.38  to  34.45  inclusive. 

§  34.38  i4rea  open  to  hunting.  All 
the  lands  of  the  United  States  within  the 
following  described  area  of  the  Carolina 
Sandhills  National  Wildlife  Refuge  shall 
be  open  to  the  controlled  hunting  of 
quail: 
»  That  part  of  the  refuge  that  is  bounded 
on  the  northwest  and  west  by  South 
Carolina  State  Highway  No.  85.  on  the 
south  and  southeast  by  U.  S.  Highway 
No.  1,  on  the  southeast  by  Scott's  Road, 
ana  on  the  east  and  northeast  by  the 
Ruby-HartsvUle  Road. 

§  34.39  State  game  laws.  Any  per- 
son while  hunting  within  any  areas  of 
the  refuge  open  to  hunting  must  comply 
with  the  apphcable  State  laws  and  regu- 
lations. 

§  34.40  Hunting  licenses  and  permits. 
Any  person  who  hunts  within  the  refuge 
shall  be  in  possession  of  a  valid  State 
hunting  license  and  a  permit.  If  such  li- 
cense and  permit  are  required,  and  when 
requested  to  do  so  shall  exhibit  them  to 
any  State  or  Federal  officer  authorized 
to  enforce  the  game  laws  of  South  Caro- 
lina or  of  the  United  States.    Upon  re- 
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quest  of  any  such  officer,  the  licensee 
must  also  exhibit  for  Inspection  all  birds 
killed  by  him  or  in  his  possession. 

§  34.41  Entry  upon  refuge;  firearms. 
No  permit  from  the  officer  In  charge  of 
the  refuge  shall  be  necessary  for  entry 
thereupon  for  the  purpose  of  hunting  in 
compliance  with  §§34.37  to  34.45,  but 
the  having  or  carrying  of  firearms  on  the 
refuge  without  permit  from  the  officer  in 
charge,  except  on  highways,  thorough- 
fares, and  hunting  areas,  or  on  routes  of 
travel  to  and  from  such  areas  designated 
by  such  officer,  or  when  appropriate  to 
the  object  for  which  any  special  permit 
may  have  been  Issued,  will  not  be  per- 
mitted. Persons  entering  or  crossing  the 
refuge  for  the  purpose  of  hunting,  as  per- 
mitted by  this  order,  shall  use  only  such 
routes  of  travel  as  shall  be  designated  by 
suitable  posting  by  the  officer  in  charge. 

§  34.42  Guides.  Each  person,  or 
party  of  persons,  hunting  on  an  open 
area  of  the  refuge  under  appropriate 
State  license  and  permit  shall  be  accom- 
panied by  a  guide  who  has  been  previ- 
ously designated  as  such  and  shall  be 
subject  to  the  supervision  and  direction 
of  such  guide  while  so  hunting  on  the 
refuge.  The  designation  of  qualified 
guides  for  service  on  the  refuge  shall  be 
made  by  the  officer  in  charge  of  the 
refuge  or,  in  the  event  of  a  cooperative 
agreement  covering  the  regulation,  man- 
agement, and  operation  of  such  public 
shooting,  by  the  appropriate  officer  of  the 
cooperator.  subject  to  the  approval  of  the 
officer  in  charge  of  the  refuge.  No  per- 
son shall  be  designated  as  a  guide  unless 
he  is  a  citizen  of  the  United  States,  has 
had  experience  in  hunting  and  in  han- 
dling guns  and  bird  dogs,  is  familiar  with 
the  territory  comprised  within  the  ref- 
uge, is  able  to  identify  and  distinguish 
the  various  species  of  wildlife  that  resort 
to  said  refuge,  is  familiar  with  the  State 
and  Federal  laws  governing  hunting,  is 
In  possession  of  such  guide  license  as 
may  be  required  by  the  laws  of  South 
Carolina,  and  is  equipped  as  required  for 
service  as  a  guide.  No  guide  shall  charge 
for  his  services  as  a  guide  a  fee  or  other 
compensation  In  excess  of  amounts  ap- 
proved as  reasonable  by  the  officer  In 
charge  of  the  refuge,  or  In  accordance 
with  the  terms  of  the  cooperative  agree- 
ment. No  guide  shall  hunt  any  quail 
or  other  wlldlile  on  the  refuge  or  be  in 
possession  of  a  gun  thereon  while  em- 
ployed as  a  guide.  The  designation  of 
any  person  as  a  guide  shall  be  suspended 
or  canceled  upon  failure  of  such  guide 
promptly  to  report  any  violation  of  Fed- 
eral or  State  laws  or  regulatlonyof  which 
he  has  knowledge. 

§  3^.43  Disorderly  conduct:  intoxica- 
tion. No  person  who  Is  visibly  intoxi- 
cated will  be  permitted  to  enter  upon  the 
refuge  for  the  purpose  of  hunting,  and 
any  person  who  indulges  in  any  disor- 
derly conduct  on  the  refuge  wilf  be  re- 
moved therefrom  by  the  officer  in  charge 
and  dealt  with  as  prescribed  by  law. 

§  34.44  Penalties.  Failure  of  any  per- 
son hunting  on  the  refuge  to  comply  with 
any  of  the  provisions,  conditions,  restric- 
tions, or  requirements  of  §§  34.38  to  34.45 
or  the  violation  by  him  of  any  of  the 
provisions  of  State  or  Federal  laws  or 
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repulatlon-s  applicable  to  hunting;  on  the 
refuge  will  be  sufficient  cause  for  remov- 
ing such  person  from  the  refuge  and 
for  refusing  him  further  hunting  privi- 
leges on  the  refuge. 

5  24.45  State  cooperation  in  manage- 
ment of  shooting  areas.  State  coopera- 
tion may  be  enlisted  in  the  regulation, 
management,  and  operation  of  the  pub- 
lic shooting  area  or  areas  designated  in 
S  34.38.  in  which  event  the  provisions  of 
55  24.38  to  34  45  shall  be  incorporated 
In  any  cooperative  agreement  entered 
into  by  the  Director  of  the  Pish  and 
Wildlife  Service  and  the  appropriate 
State  officials  for  such  purposes. 

Subpart— Kentucky      Woodlands     Na- 
tional Wildlife  Refuge,  Kentucky 

FISHING 

Sootce:  55  34  51  to  34.55  contained  In  Reg., 
Feb.  19.  1947,  12  P.  R.  1420. 

5  24.51  Fishing  permitted.  Pishing  in 
accordance  with  the  State  laws  of  Ken- 
tucky Is  permitted  in  all  waters  within 
the  Kentucky  Woodlands  National  Wild- 
life Refuge,  in  accordance  with  the  pro- 
visions of  55  34.52  to  34.55  Inclusive. 

S  34.52  Entry  upon  refuge.  Entry  on 
and  use  of  the  refuge  for  any  purpose  is 
governed  by  the  regulations  In  Parts  18 
and  21  of  this  chapter  and  strict  compli- 
ance therewith  is  required. 

5  34.53  State  fishing  laws.  All  fisher- 
men must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officer 
whatever  liceme  is  required  by  such  laws 
and  regulations,  which  license  shall  serve 
as  a  Federal  permit  for  noncommercial 
or  sport  fishing  in  any  refuge  waters  and 
for  commercial  fishing  in  Kentucky  Lake 
only.  A  permit  issued  by  the  officer  in 
charge  is  required  for  commercial  fish- 
ing in  all  waters  of  the  refuge  except 
Kentucky  Lake. 

5  34.54  Use  of  motorboats.  The  use  of 
motorboats,  except  those  powered  by  elec- 
tric motors,  is  prohibited  in  all  refuge 
waters  except  Kentucky  Lake. 

$  34.55  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations, 
or  other  wildlife  concentrations  fishing 
may  be  limited  either  to  bank  fishing,  to 
boat  fishing,  or  may  be  closed  on  such 
areas  of  the  refuge  as.  in  the  Judgment 
of  the  officer  in  charge  of  such  limitations 
or  restrictions  are  necessary  in  order  to 
provide  adequate  protection  for  wildlife. 
Such  limitations  or  restrictions  are  to  be 
clearly  d^ignated  by  posting  and  shall 
be  available  at  the  refuge  headquarters. 

HUNTING  OF  SQUIRRELS 

Source:  §|  34.56  to  34.59  contained  In  Reg., 
Oct.  18.  1946.  11  F.  R.  12308. 

§  34.56  Hunting  permitted.  Until  fur- 
ther notice  squirrels  may  be  taken  on 
the  lands  hereinafter  described  of  the 
Kentucky  Woodlands  National  Wildlife 
Refuge.  Kentucky,  in  accordance  with 
the  State  laws  and  regulations,  and  un- 
der such  special  regulations  and  condi- 
tions as  may  be  prescribed  by  the  officer 
In  charge  of  the  refuge,  copies  of  which 
shall  be  posted  on  the  refuge  and  availa- 
ble at  refuge  headquarters. 


RULES  AND  REGULATIONS 

§  34.57  Hvnting  areas — (a^  Hunting 
Area  No.  1.  All  that  portion  of  the  refuge 
lying  east  of  State  Highway  Number  289 
(The  Cumberland  River  Road>  and 
north  of  the  following  described  line: 

Beginning  at  a  point  at  the  intersection 
of  State  Highway  Number  289  with  the  line 
between  corners  numbered  652  and  653, 
thence  northeasterly  with  the  reluge  bound- 
ary to  the  Cumberland  River. 

(b)  Hunting  Area  No.  2.  All  that 
portion  of  the  refuge  lying  within  the 
following  described  boundaries: 

Beginning  at  the  Intersection  of  State 
Highway  Number  289  with  the  refuge  bound- 
ary between  corners  numbered  576  and  577. 
thence  northwesterly  with  said  Highway  289 
to  the  Hematite  Church,  thence  continuing 
easterly  with  the  said  Highway  283  to  the 
refuge  boundary  at  corner  numbered  689. 
thence  southerly  and  westerly  with  the  said 
refuge  boundary  to  the  point  of  beginning. 

(c)  Hunting  Area  No.  3.  All  that  por- 
tion of  the  refuge  lying  south  of  United 
States  Highway  Number  68. 

5  34  58  Entry  upon  refuge.  Entry  on 
and  use  of  the  refuge  for  any  purpose  is 
covered  by  Parts  18  and  21  of  this  chap- 
ter, and  strict  compliance  therewith  is 
required. 

5  34.59  State  hunting  laws.  All  hunt- 
ters  mast  comply  with  State  hunting 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  officer 
whatever  license  or  licenses  as  may  be 
required  by  such  laws  and  regulations, 
which  license  shall  serve  as  a  Federal 
permit. 

Subpart— Lacassine  National  Wildufe 
Refuge,  Louisiana 

FISHING 

Source:  55  34.71  to  84.74  contained  In 
Reg.,  Feb.  13.  1947,  12  F.  R.  1059. 

§  34.71  Fishing  permitted.  Commer- 
cial and  noncommercial  fishing  in  ac- 
cordance with  the  State  laws  of  Louisiana 
is  permitted  during  the  daylight  hours  in 
all  waters  of  the  Lacassine  National 
Wildlife  Refuge.  In  accordance  with  the 
provLsions  of  §§  34.72  to  34.74  inclusive. 

§  24.72  Stale  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Lou- 
isiana. 

§  34  73  Entry.  Entry  on  or  use  of  the 
refuge  for  any  purpose  is  covered  by  the 
regulations  In  Parts  18  and  21  of  this 
chapter  and  strict  compliance  therewith 
is  required. 

§  34.74  Temporary,  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations, 
or  other  wildlife  concentrations,  fishing 
may  be  closed  on  such  areas  of  the  ref- 
uge, as,  in  the  judgment  of  the  officer  In 
charge,  such  limitations  or  restrictions 
are  necessary  in  order  to  provide  ade- 
quate protection  for  wildlife.  Such  lim- 
itations or  restrictions  are  to  be  clearly 
designated  by  posting. 

Subpart — Mattamuskxet  National  Wild- 
life Refuge,  North  Carolina 

nSHINO 
8oT7»c«:     1134.81    to    84  M    contained    In 
Reg.,  July  7,  1936,  1  F.  R.  737. 


5  34  81  Fishing  permitted.  Pursuant 
to  regulations  in  Parts  18  and  21  of  this 
chapter  it  is  hereby  ordered  that  until 
fuither  notice,  under  permit  issued  by 
the  officer  in  charge  or  his  duly  author- 
ized representative,  f.'^h  may  be  taken 
when  and  as  permitted  by  the  laws  and 
regulations  of  the  State  of  North  Caro- 
lina from  waters  within  the  Mattamus- 
keet  National  Wildlife  Refuge,  estab- 
lished by  Executive  Order  6924,  Decem- 
ber 18,  1934.  subject  to  the  conditions 
and  restrictions  in  §§34  82  to  34.86  in- 
clusive. 

5  34  82  Licenses.  Prior  to  the  i.s.«u- 
ance  of  a  permit  to  take  fi.sh  in  the 
waters  of  the  refuge,  the  applicant  for 
the  privilege  of  fishing  shall  be  in  po.<;- 
se.ssion  of  and  exhibit  tO  the  resident 
officer  in  charge  a  valid  State  fi.^hing 
license.  If  such  license  is  required,  and 
any  person  to  whom  has  been  issued  a 
Federal  fishing  permit  shall  carry  such 
permit  on  his  jaerson  when  exercising  the 
privileges  thereunder:  Provided,  That 
such  fishing  shall  be  done  in  such  man- 
ner as  will  not  Interfere  with  the  objects 
for  which  the  refuge  was  established, 
and  only  upon  such  area  or  areas  as  the 
Director  may  from  time  to  time  desig- 
nate. 

§  34.83  Routj^j^f  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of 
reaching  waters  thereof  for  fishing  .■^hall 
follow  such  routes  of  travel  as  shall  from 
tune  to  time  be  designated  by  the  officer 
in  charge  of  the  refuge. 

5  34.84  Firearms  and  fires.  The  car- 
rying or  being  In  possession  of  firearms  of 
any  description  or  lighting  of  fires  for 
any  purpose  while  on  such  refuge  is  not 
permitted.  Special  care  must  be  ob- 
served to  prevent  lighted  matches,  cigars, 
cigarettes,  or  pipe  ashes  from  being 
dropped  in  grass  or  other  Inflammable 
material. 

5  34.85  Suspension  of  fishing  privi- 
leges. Whenever  it  shall  appear  that, 
because  of  Intensive  fishing  or  other 
causes,  the  supply  of  fish  in  any  portion 
or  portions  of  the  waters  open  to  fi  hing 
is  becoming  excessively  reduced,  the  Di- 
rector may.  In  his  discretion,  within  three 
days  after  giving  notice  to  that  effect, 
terminate  fishing  in  such  area  or  areas 
as  may  In  hLs  Judgment  have  become  so 
affected;  and  all  outstanding  permits 
^  shall  thereupon  become  null  and  void  for 
*  fishing  in  such  area  or  areas. 

§  34.86  Revocation  of  permits.  Any 
permit  Issued  under  5  34  82  may  be  re- 
voked by  the  Issuing  officer  for  noncom- 
pliance with  the  terms  thereof,  for  non- 
use,  or  for  violation  of  any  law  or  regu- 
lation applicable  to  the  refuge  or  of  any 
State  or  Federal  law  or  regulation  pro- 
tecting fish  or  other  wildlife,  or  the  nests 
or  eggs  of  birds;  and  it  is  subject  at  all 
time.s  to  discretionary  revocation  by  the 
Secretary. 

hunting 

Source:  55  34.87  to  34.93  contained  In  Reg. 
Nov.  2.  1939.  4  F.  R.  4571.  except  as  noted  fol- 
lowing Motion  alTected. 

5  34.87  Hunting  of  certain  migratory 
game  birds.  Until  further  notice,  mi- 
gratory waterfowl  (except  those  species 
for  which  no  open  season  Is  prescribed) 
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and  coots  may  be  taken  within  the  areas 
of  Mattamuskeet  National  Wildlife  Ref- 
uge. North  Carolina,  described  in  5  34.88 
and  hereby  designated  "shooting  areas." 
when.  In  manner,  by  means,  and  to  the 
extent  not  prohibited  by  either  Federal 
or  State  law  or  regulation,  and  under  the 
special  provisions,  conditions,  restric- 
tions, and  requirements  of  §5  34.88  to 
34  93,  Inclusive. 

8  34.88  Shooting  areas.  Tho.se  areas 
within  the  refuge  described  as  follows: 

Area  No.  1.  Starting  at  the  point  where 
Canal  No.  5  Bast  Intersects  East  Main  Canal; 
thence  south  3  '30'  east  to  the  refuge  bound- 
ary; thence  westward  and  southwestward 
along  said  boundary  to  a  point  approximately 
20  chains  westward  from  Station  109;  thence 
north  4*  west  to  Canal  No.  1  East;  thence 
north  along  said  canal  to  a  point  approxi- 
mately 145  chains  from  East  Main  Canal; 
thence  north  86'  east  to  the  place  of  begin- 
ning. 

Area  So.  2.  Starting  at  the  point  where 
Canal  No.  1  West  Intersects  West  Main  Canal; 
thence  south  3  30'  east  to  the  refuge  bound- 
ary; thence  westward  and  northwestward 
along  said  boundary  to  Canal  No.  6  West; 
thence  north  along  said  canal  to  West  Main 
Canal;  thence  north  86'  east  to  the  place  of 
beginning. 

5  34.89  Entry  upon  refuge;  firearms. 
No  permit  from  the  officer  in  charge  of 
the  refuge  shall  be  necessary  for  entry 
thereupon  for  the  purpose  of  hunting  in 
compliance  with  §§  34.87  to  34.93.  but  the 
having  or  carrying  of  firearms  on  the 
refuge  without  permit  from  the  officer  in 
charge,  except  on  highways,  thorough- 
fares, and  shooting  areas,  or  routes  of 
travel  to  and  from  such  areas  designated 
by  such  officer,  or  when  appropriate  to 
the  object  for  which  any  special  permit 
may  have  been  Issued,  will  not  be  per- 
mitted. Persons  entering  or  crossing  the 
refuge  for  the  purpose  of  hunting,  as  per- 
mitted by  this  section,  shall  use  the  es- 
tabll.shed  routes  of  travel  and  shall  not 
otherwise  enter  upon  the  refuge. 

5  34.90  Shooting  from  blinds  only. 
There  shall  be  no  shooting  on  Sunday. 
On  other  days  during  the  open  season 
hunters  may  shoot  within  either  shooting 
area  from  a  blind  only.  No  blind  shall 
be  located  within  500  yards  of  any  other 
blind,  or  within  200  yards  of  the  Inside 
limits  of  the  shooting  area  and  then 
only  subject  to  the  approval  of  the 
refuge  manager.  The  number  of  blinds, 
the  number  of  guides,  and  the  number 
of  persons  shooting  from  any  blind  shall 
be  determined  and  .fixed  by  the  State 
officer  in  charge  of  the  shooting  areas, 
and  blinds  shall  be  located  in  the  shoot- 
ing areas  as  directed  by  him,  subject  to 
the  approval  of  the  refuge  manager,  to 
the  end  that  the  shooting  shall  be  re- 
stricted within  limits  compatible  with 
the  preservation  of  waterfowl  and  other 
species  of  migratory  game  birds. 

5  34  91  Guides.  Each  person,  or  party 
of  persons,  shooting  from  a  blind  In  a 
shooting  area  of  the  refuge  shall  be  ac- 
companied by  a  guide  who  has  been 
previously  designated  as  such.  The 
"leslgnation  of  qualified  guides  for  serv- 
ice on  the  refuge  shall  be  made  without 
«vor  or  discrimination,  and  no  person 
wall  be  so  designated  unless  he  Is  a 
"^tizen  of  the  United  States,  has  had 
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experience  In  hunting  and  In  handling 
guns  and  pushboats,  is  familiar  with  the 
territory  comprised  within  Mattamuskeet 
National  Wildlife  Refuge,  is  able  to 
Identify  and  distinguish  the  various  spe- 
cies of  migratory  waterfowl  that  resort 
to  said  refuge,  is  familiar  with  the  State 
and  Federal  laws  governing  the  hunting 
of  migratory  game  birds.  Is  in  possession 
of  such  guide  license  as  may  be  required 
by  the  laws  of  North  Carolina,  and  is 
equipped  for  service  as  a  guide  with  the 
essential  hunting  paraphernalia,  includ- 
ing artificial  decoys,  and  he  shall  com- 
ply with  the  requirements  In  respect  to 
such  equipment  as  may  be  prescribed  by 
the  State  officer  In  charge,  subject  to 
the  approval  of  the  refuge  manager.  No 
guide  shall  charge  for  his  services  as  a 
guide  a  fee  or  other  compensation  in 
excess  of  amounts  approved  as  reason- 
able by  the  said  officers.  A  guide  shall 
not  hunt  any  migratory  waterfowl  or 
coots  on  the  refuge  or  be  in  possession 
of  a  gun  thereon  while  employed  as  a 
guide,  except  that  he  may  use  the  gun 
of  a  hunter  In  his  party  in  an  effort  to 
recover  any  crippled  legal  game  bird 
without  getting  Into  the  range  of  another 
blind  and  without  leaving  the  prescribed 
shooting  area.  Guides  in  adjacent 
blinds  must  cooperate  in  recovering 
cripples,  and  every  reasonable  effort 
must  be  made  by  all  guides  to  recover 
crippled  birds.  The  designation  of  any 
person  as  a  guide  shall  be  suspended  or 
canceled  by  the  State  officer  upon  the 
approval  or  at  the  request  of  the  refuge 
manager  upon  failure  of  such  guide 
promptly  to  report  to  said  State  officer 
any  violation  of  Federal  or  State  laws 
or  regulations  of  which  he  has  knowl- 
edge, committed  on  said  refuge.  The 
State  officer  shall  report  promptly  all 
such  violations  to  the  refuge  manager. 

§  34.92  Limitation  on  hunting  meth- 
ods. No  hunter  shall  u.se  or  be  In  pos- 
session of  ammunition  loaded  with  slugs 
or  single  balls,  or  with  shot  larger  than 
Standard  BB  shot  while  hunting  on  the 
refuge. 

[Nov.   2,    1939.   as   amended   Dec.   2,    1943;   4 
P.  R.  4571,  8  F.  R.  16799 1 

§  J4.93  State  cooperation  in  manage- 
ment of  shooti7ig  areas.  The  piovisions 
of  §§  34.87  to  34.93,  inclusive,  shall  be  in- 
corporated In  and  be  deemed  to  be  a 
part  of  any  cooperative  agreement  be- 
tween the  Director  of  the  Pish  and  Wild- 
life Service  and  the  Commissioner  of 
Game  and  Inland  Fisheries  of  North 
Carolina  for  the  regulation,  management, 
and  operation  of  shooting  areas  estab- 
lished thereunder,  the  details  of  which 
shall  be  mutually  agreed  upon  between 
said  Director  and  Commissioner. 

Subpart— Noxubee  National  Wildlife 
Refuge.  Mississippi 

FISHING 

Soukce:  55  34.101  to  34.106  contained  In 
Reg.,  May  29.  1947,  12  F.  R.  3769. 

5  34.101  Fishing  permitted.  Fishing 
Is  permitted  within  the  Noxubee  Na- 
tional Wildlife  Refuge,  Mississippi  In  ac- 
cordance with  the  State  laws  of  Mis- 
sissippi during  the  daylight  hours  In 
Bluff  Lake,  Patterson  Lake,  and  on  such 
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portions  of  Noxubee  River  and  Oktoc 
Creek  as  are  designated  by  suitable  post- 
ing by  the  officer  In  charge. 

§  34.102  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  the  regulations  In  Parts  la  and  21  of 
this  chapter  and  strict  compliance  there- 
with is  required. 

§  34.103  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  offi- 
cer whatever  license  and/or  permit  Is 
required  by  such  law  and  regulations. 
Such  State  license  and/or  permit  will 
serve  as  a  Federal  permit  for  entry  on 
the  refuge  for  the  purpose  of  fishing. 
Persons  entering  the  refuge  for  the  pur- 
pose of  fishing  shall  follow  such  routes 
of  travel  as  may  be  designated  by  post- 
ing. 

§  34.104  Use  of  boats.  Persons  may 
use  boats  for  fishing  on  Bluff  Lake  but 
motors  of  greater  than  5  horsepower 
capacity  may  not  be  used  on  or  in  any 
such  boat.  Boats  with  motors  are  pro- 
hibited In  any  other  refuge  waters  ex- 
cept for  official  purposes. 

§34.105  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentration, 
wild  turkeys  nesting,  or  other  wildlife 
concentrations,  fishing  may  be  closed  on 
such  areas  of  the  refuge  as,  in  the  judg- 
ment of  the  officer  In  charge,  such  lim- 
itations and  restrictions  are  necessary 
In  order  to  provide  adequate  protection 
for  wildlife.  Such  limitations  or  restric- 
tions are  to  be  clearly  designated  by 
posting. 

5  34.106  State  cooperation.  State  co- 
operation may  be  enlisted  In  the  regula- 
tion, management,  and  operation  of  the 
public  fishing  areas  and  the  State  may 
Issue  special  licenses  at  a  reasonable  rate 
of  charge  as  may  be  determined  to  be 
necessary.  In  the  event  such  State  reg- 
ulations are  issued,  any  permit  therein 
required  will  be  a  requisite  to  lawful  en- 
try for  the  purpose  of  fishing. 

149  Stat.  383,  16  U.  S.  C.  715s) 

Subpart — Okefenokee     National 
Wildlife  Refuge,  Georgia 

PUBLIC  USE  areas 

Source:    5J34  111   to  34.113   contained  la 
Reg.,  Feb.  14,  1947.  12  F.  R.  1089. 

§34  111  Public  use  areas.  Persons 
may,  without  permit,  enter  and  tempo- 
rarily use  for  boating,  nature  study,  pho- 
tography and  other  recreational  pur- 
poses such  areas  of  the  refuge  as  may  be 
designated  for  said  purposes  by  the 
Officer  In  Charge  by  suitable  posting  and 
shall  observe  such  special  regulations 
and  conditions  as  may  be  prescribed  by 
the  Officer  in  Charge  of  the  refuge, 
copies  of  which  shall  be  posted  on  the 
refuge  and  available  at  refuge  head- 
quarters. 

§  34.112  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  covered 
by  the  regulations  In  Parts  18  and  21  of 
this  chapter  and  strict  compliance  there- 
with Is  required. 

§  34.113  Entering  areas  other  than 
public  use  areas.     Persons  desiring  to' 
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enter  areas  of  the  refuge  not  designated 
as  public  use  areas  may  be  issued  a  per- 
mit by  the  Officer  In  Charge  or  his  au- 
thorized representative,  which  permit 
may  require  the  employment  of  an  ac- 
credited guide  or  such  other  conditions 
as  the  Officer  in  Charge  may  deem  nec- 
essary for  the  safety  of  the  Individual 
and  the  protection  of  wildlife  on  the 
refuge. 

FISHING 
Bovftct:    l§  34.114  to  34.117  contained   In 
Reg..  Feb.  14,  1947.  12  F.  R.  1089. 

J  34.114  FishiJig  permitted.  Non- 
commercial fishing,  in  accordance  with 
the  State  laws  of  Georgia,  Is  permitted 
during  the  daylight  hours  on  all  waters 
designated  by  posting  as  Public  Use 
Areas  within  the  Okefenokee  National 
Wildlife  Refuge,  and  in  other  areas  when 
entry  is  authorized  by  permit,  in  accord- 
ance with  the  provisions  of  5§  34.115  to 
34.117  inclusive. 

5  34.115  State  flshinQ  laws.  Each 
fisherman  must  comply  with  the  applica- 
ble State  fishing  laws  and  regulations  and 
must  have  on  his  person  and  exhibit  at 
the  request  of  any  authorized  Federal  or 
State  officer  whatever  license  is  required 
by  such  laws  and  regulations,  which  li- 
cense shall  serve  as  a  Federal  permit  for 
fishing  on  the  designated  waters  of  the 
refuge. 

9  34.116  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  or  other  wildlife 
concentrations,  fishing  may  be  closed  on 
such  areas  of  the  refuge  as,  in  tht  Judg- 
ment of  the  Officer  in  Charge,  such  limi- 
tations or  restrictions  are  necessary  in 
order  to  provide  adequate  protection  for 
wildlife.  Such  limitations  or  restrictions 
are  to  be  clearly  designated  by  posting. 

5  34.117  Live  bait.  Live  bait  shall  not 
be  used  for  fishing  and  no  minnows  shall 
be  taken  for  bait  in  any  of  the  waters  of 
the  refuge. 

Subpart— Piedmont  National  Wildliti 
Refuge,  Georgia 

hunting  of  quail 

Sourck:  J§  34.131  to  34.139  contained  In 
Reg.,  Dec.  19.  1941.  7J.  R.  129,  except  as  noted 
following  Bectlon  affected. 

S  34.131      Quail    hunting    permitted. 
Until  further  notice  the  controlled  pub- 
lic hunting  of  quail  is  permitted  during 
the  period  December  1  of  any  year  to 
February  15.  inclusive,  of  the  following 
year,  in  such  maximum  numbers  and  at 
such  times  and  under  such  conditions 
as  the  Director  of  the  Fish  and  Wildlife 
Service  may  determine  will  effect  the 
harvesting  of  siu-plus  quail  on  those  areas 
of  the  Piedmont  National  Wildlife  Ref- 
uge designated  in   §  34.132  as  open  to 
public  hunting,  in  accordance  with  State 
law  and  the  provisions  of  Parts  18  and 
21  of  this  chapter,  subject  to  the  special 
provisions,  conditions,  restrictions,  and 
requirements    of     §5  34.132    to    34.139 
inclusive. 

§  34.132  Areas  open  to  hunting.  All 
the  lands  of  the  United  States  within  the 
following  described  areas  of  the  Pied- 
mont National  Wildlife  Refuge  shall  be 
open  to  the  controlled  hunting  of  quail : 


RULES  AND  REGULATIONS 

That  part  of  the  refuge  Included  within 
tracts  15b,  54d.  e.  f.  91.  92.  118,  124.  a, 
131d.  158.  174a.  181a.  211a.  213,  227.  a. 
233  238.  246.  253.  266b.  267.  268.  269.  275. 
282.  303.  321,  335.  a,  338,  340.  342  north 
of  road.  350,  a.  354,  382c,  729.  896. 

§  34.133  State  game  laws.  Any  person 
while  hunting  within  any  areas  of  the 
refuge  open  to  hunting  must  comply  with 
the  applicable  State  laws  and  regula- 
tions. 

5  34.134  Hunting  licenses  and  per- 
mits. Any  person  who  hunts  within  the 
refuge  shall  be  in  possession  of  a  valid 
State  himtlng  license  and  a  permit,  if 
such  license  and  permit  are  required,  and 
when  requested  to  do  so  shall  exhibit 
them  to  any  State  or  Federal  officer  au- 
thorized to  enforce  the  game  laws  of 
Georgia  or  of  the  United  States.  Upon 
request  of  any  such  officer,  the  licensee 
must  also  exhibit  for  Inspection  all  birds 
killed  by  him  or  in  his  possession. 

§  34.135    Entry  upon  refuge;  firearms. 
No  permit  from  the  officer  in  charge  of 
the  refuge  shall  be  necessary  for  entry 
thereupon  for  the  purpose  of  hunting  in 
compliance  with  §§  34.131  to  34.139,  but 
the  having  or  carrying  of  firearms  on  the 
refuge  without  permit  from  the  officer  in 
charge,  except  on  highways,  thorough- 
fares, and  hunting  areas,  or  on  routes  of 
travel  to  and  from  such  areas  designated 
by  such  officer,  or  when  appropriate  to 
the  object  for  which  any  special  permit 
may  have  been  issued,  will  not  be  per- 
mitted.   Persons  entering  or  crossing  the 
refuge  for  the  purpose  of  hunting,  as 
permitted  by  §§  34.131  to  34.139.  shall  use 
only  such  routes  of  travel  as  shall  be 
designated  by  suitable  posting  by  the 
officer  in  charge. 

§  34.136    Guides.    If  and  when  so  re- 
quired by  the  Director  of  the  Fish  and 
Wildlife  Service,  each  person  or  party 
of  persons  hunting  on  an  open  area  of 
the  refuge  under  appropriate  State  li- 
cense and  permit  shall  be  accompanied 
by  a  guide  who  has  been  previoasly  des- 
ignated as  such  and  shall  be  subject  to 
the  supervision   and  direction  of  such 
guide  while  so  hunting  on  the  refuge. 
The  designation  of  qualified  guides  for 
service  on  the  refuge  shall  be  made  by 
the  officer  In  charge  of  the  refuge  or, 
in  the  event  of  a  cooperative  agreement 
covering   the   regulation,    management, 
and  operation  of  such  public  shooting, 
by  the  appropriate  officer  of  the  coop- 
erator.  subject  to  the  approval  of  the 
officer  in  charge  of  the  refuge.  No  person 
shall  be  designated  as  a  guide    unless 
he  Is  a  citizen  of  the  United  States,  has 
had  experience  In  hunting  and  in  han- 
dling guns  and  bird  dogs,  Is  familiar  with 
the  territory  comprised  within  the  refuge, 
is  able  to  identify  and  distinguish  the 
various  species  of  wildlife  that  resort 
to  said  refuge,  is  familiar  with  the  State 
and  Federal  laws  governing  hunting,  is 
in  possession  of  such  guide  license  as 
may  be  required  by  the  laws  of  Georgia, 
and  is  equipped  as  required  for  service  as 
a  guide.    No  guide  shall  charge  for  his 
services  as  a  guide  a  fee  or  other  com- 
pensation in  excess  of  amounts  approved 
as  reasonable  by  the  officer  in  charge  of 
the  rcluge,  or  in  accordance  with  the 


terms  of  the  cooperative  agreement.  No 
guide  shall  hunt  any  quail  or  other  wild- 
life on  the  refuge  or  be  In  possession  of 
a  gun  thereon  while  employed  as  a  guide. 
The  designation  of  any  person  as  a  guide 
shEill  be  suspended  or  canceled  upon  fail- 
ure of  such  guide  promptly  to  report  any 
violation  of  Federal  or  State  laws  or 
regulations  of  which  he  has  knowledge. 

[Dec.  30.  1942.  8  F.  R.  572) 

§  34.137  Disorderly  conduct:  intoxica- 
tion. No  person  who  is  visibly  intoxi- 
cated will  be  permitted  to  enter  upon 
the  refuge  for  the  purpose  of  hunting, 
and  any  person  who  indulges  In  any  dis- 
orderly conduct  on  the  refuge  will  be  re- 
moved therefrom  by  the  officer  In  charge 
and  dealt  with  as  prescribed  by  law. 

5  34.138  Penalties.  Failure  of  any  per- 
son hunting  on  the  refuge  to  comply 
with  any  of  the  provisions,  conditions, 
restrictions,  or  requirements  of  §5  34.131 
to  34.139.  Inclusive,  or  the  violation  by 
him  of  any  of  the  provisions  of  State  or 
Federal  laws  or  regulations  applicable 
to  hunting  on  the  reluge  will  be  suffi- 
cient cause  for  removing  such  person 
from  the  refuge  and  for  refusing  him 
further  hunting  privileges  on  the  refuge. 

5  34.139  State  cooperation  in  man- 
agement of  shooting  areas.  State  co- 
operation may  be  enlisted  in  the  regu- 
lation, management,  and  operation  of 
the  public  shooting  area  or  areas  desig- 
nated in  5  34.132  In  which  event  the  pro- 
visions of  5§  34.131  to  34.139  shall  be  in- 
corporated In  any  cooperative  agreement 
entered  Into  by  the  Director  of  the  Pish 
and  Wildlife  Service  and  the  appropriate 
State  official  for  such  purposes. 

FISHING 
Souaci:    J5  34.140   to   34.144   contained   In 
Reg..  Aug.  21.  1947,  12  F.  R.  6852. 

5  34.140  Fishing  permitted.  Non- 
commercial fishing  in  accordance  with 
the  State  laws  of  Georgia  Is  permitted 
during  the  daylight  hours  In  the  waters 
of  the  artificial  pond  on  the  Piedmont 
National  Wildlife  Refuge,  known  as  the 
"Five  Points  Lake"  situated  west  of  Five 
Points  on  Tract  490.  being  west  of  the 
Dames  Ferry— Wayside  Road. 

5  34.141  Entry.  Entry  on  and  use  of 
the  refuge  for  any  purpose  is  governed 
by  the  regulations  in  Parts  18  and  21  of 
this  chapter,  and  strict  compliance 
therewith  Is  required. 

5  34.142  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fish- 
ing laws  and  regulations  and  must  have 
on  their  person  and  exhibit  at  the  re- 
quest of  any  authorized  Federal  or  Stale 
officer  whatever  license  Is  required  by 
such  laws  and  regulations,  which  license 
shall  serve  as  a  Federal  permit  for  fish- 
ing In  the  refuge.  The  use  of  live  min- 
nows for  bait  is  not  permitted. 

§  34.143  Use  of  boats.  Persons  may 
use  boats  (except  motor  boats),  canoes, 
or  floated  devices  for  fishing  on  the 
waters  of  the  refuge,  but  may  place  such 
boats,  canoes,  or  floated  devices  on  the 
waters  of  the  refuge  only  at  such  point 
or  points  as  may  be  designated  by  post- 
ing by  the  officer  In  charge.  The  use 
of  motor  boats,  either  inboard  or  out- 
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board  Is  prohibited  on  all  waters  of  the 
refuge  except  for  offlclal  purposes. 

1 34.144  State  cooperation.  State  co- 
operation may  be  enlisted  In  the  regula- 
tion, management,  and  operation  of  the 
public  fishing  areas,  and  the  State  may 
promulgate  such  special  regulations  as 
may  be  necessary  for  such  regulation, 
management,  and  operation.  In  the 
event  such, State  regulations  are  Issued, 
compliance' therewith  shall  be  a  requisite 
to  lawful  entry  for  the  purpose  of  fishing. 

Subpart — Rkelfoot  National   Wildlife 
Refuge,  Tennessee 

FISHINO 

Govtcw:  {$34,161  to  34.155  contained  in 
Reg.,  Sept.  26,  1942,  7  F.  R.  8067. 

J  34.151  Fishing  permitted.  Noncom- 
mercial fishing  is  permitted  In  all  waters 
of  the  Reelfoot  National  Wildlife  Refuge, 
Tennessee,  each  year  during  the  open 
sea-son  prescribed  therefor  by  the  Ten- 
nessee Department  of  Conservation,  ex- 
cept during  the  open  season  for  hunting 
migratory  waterfowl  and  the  seven  days 
preceding  the  said  season  prescribed  by 
the  regulations  promulgated  pursuant 
to  the  authority  contained  In  the  Migra- 
tory Bird  Treaty  Act  of  July  3.  1918.  as 
amended,  in  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter, 
and  subject  to  the  conditions,  restric- 
tions, and  requirements  of  55  34.152  to 
34.155  inclusive. 

{  34  152  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Tennes- 
see. Pishing  shall  be  by  hook  and  line 
only,  as  defined  by  State  law. 

I  34  153  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  In  possession  of  a  valid  fishing 
license  Issued  by  the  Tennessee  Depart- 
ment of  Conservation,  If  such  license  is 
required.  This  license  shall  serve  as  a 
Federal  permit  for  fishing  in  the  waters 
of  the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  the 
request  of  any  representative  of  the  Ten- 
nessee Department  of  Conservation  or  of 
the  Pish  and  Wildlife  Service. 

f  34.154  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  by  suitable  j>ostlng 
by  the  officer  In  charge  of  the  refuge. 

i  34.155  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentration 
on  the  refuge,  fishing  will  not  be  per- 
mitted In  such  areas  of  the  refuge  as.  In 
the  Judgment  of  the  officer  In  charge, 
should  be  closed  to  fishing  In  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

Subpart — Sabine  National  Wildlife 
Refuge,  Louisiana 

noncommercial  fishing 

SotTRCE:  1134.161  to  34.165  contained  In 
«8 .  Aug.  17.  1948,  13  F.  R.  4876. 

5  34  161  Noncommercial  fishing  per- 
nttted.  Noncommercial  fishing  in  ac- 
cordance with  the  State  Laws  of  Louisl- 
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ana  Is  permitted  during  the  daylight 
hours  on  all  waters  within  the  Sabine 
National  Wildlife  Refuge  in  accordance 
with  the  provisions  of  55  34.162  to  34.165, 
Inclusive. 

S  34.162  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  Is  governed 
by  the  regulations  In  Parts  18  and  21  of 
this  chapter,  and  strict  compliance 
therewith  Is  required. 

5  34.163  State  fishing  laws.  All  fish- 
ermen must  comply  with  all  State  fishing 
laws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  officer 
whatever  license  Is  required  by  such  laws 
and  regulations,  which  license  shall  serve 
as  a  Federal  permit  for  fishing  in  the 
waters  of  the  refuge. 

5  34.164  Use  of  boats.  Persons  fishing 
In  lakes  or  Impoundments  of  the  refuge 
are  prohibited  from  using  on  or  In  boats 
motors  of  greater  than  six  horsepower 
capacity,  except  for  official  purposes.  No 
restriction  Is  placed  on  motorboats  In 
canals  and  rivers. 

5  34.165  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions or  other  wildlife  concentrations  and 
to  Protect  wildlife  plantings,  fishing  may 
be  closed  on  such  areas  of  the  refuge  as, 
in  the  judgment  of  the  officer  In  charge, 
such  limitations  or  restrictions  are  nec- 
essary in  order  to  provide  adequate  pro- 
tection for  wildlife.  Such  limitations  or 
restrictions  are  to  be  clearly  designated 
by  posting. 

COMMERCIAL  FISHING 

Source:  §}  34.166  to  34.170  contained  In 
Reg..  Dec.  8.  1942,  7  F.  R.  10819. 

§  34.166  Commercial  fishing  permit- 
ted. Commercial  fishing  is  permitted  in 
all  waters  of  the  Sabine  National  Wildlife 
Refuge,  Louisiana,  except  during  the  mi- 
gratory-waterfowl hunting  season.  In  ac- 
cordance with  the  provisions  of  Parts  18 
and  21  of  this  chapter,  and  subject  to  the 
conditions,  restrictions,  and  require- 
ments of  5§  34.167  to  34.170  inclusive. 

5  34.167  State  fishing  laws.  Any  per- 
son who  fishes  commercially  within  the 
refuge  must  comply  with  the  applicable 
fishing  laws  and  regulations  of  the  State 
of  Louisiana. 

5  34.168  Fishing  licenses  and  permits. 
Any  person  who  fishes  commercially 
within  the  refuge  shall  be  In  possession 
of  a  valid  commercial  fishing  license  is- 
sued by  the  Louisiana  Department  of 
Conservation,  If  such  license  is  required, 
and  a  permit  Issued  by  the  officer  in 
charge  of  the  refuge.  The  permit  shall 
specify  the  water  or  waters  In  which  the 
permittee  may  fish  and  the  period  or  pe- 
riods during  which  such  fishing  may  be 
performed.  The  officer  In  charge  may 
limit  the  number  of  permits  Issued  for 
any  particular  waters  during  such  peri- 
ods as,  in  his  discretion,  such  action  Is 
necessary  for  the  protection  of  the  fish- 
ery resources  of  the  refuge  or  to  prevent 
disturbance  to  concentrations  of  water- 
fowl using  such  waters  or  areas.  The 
license  and  permit  must  be  carried  on 
the  person  of  the  licensee  while  so  fish- 
ing and  must  be  exhibited  upon  the  re- 
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quest  of  any  representative  of  the  Lou- 
isiana Department  of  Conservation  or  of 
the  Fish  and  Wildlife  Service. 

S  34.169  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  from  time  to  time 
by  suitable  posting  by  the  officer  in 
charge  of  the  refuge. 

5  34.170  Use  of  motorboats.  Persons 
fishing  in  lakes  or  Impoundments  of  the 
refuge  are  prohibited  from  using  In  or  on 
boats  motors  of  greater  than  six  horse- 
power capacity,  except  for  official  pur- 
poses. No  restriction  Is  placed  on  mo- 
torboats in  canals  and  rivers. 

Subpart — St.  Marks  National  Wildlife 
Refuge,  Florida 

fishing 

Sourck:  S5  34.181  to  84.185  contained  in 
Reg.,  June  6.  1946,  11  F.  R.  6341. 

5  34.181  Fishing  permitted.  Non- 
commercial fishing  in  accordance  with 
the  State  laws  of  Florida  is  permitted 
during  the  daylight  hours  on  all  waters 
within  the  St.  Marks  National  Wildlife 
Refuge,  in  accordance  with  the  provisions 
of  §§  34.182  to  34.185  inclusive. 

§  34.182  Entry.  Entry  on  and  use  of 
this  refuge  for  any  purpose  is  governed 
by  Parts  18  and  21  of  this  chapter,  and 
strict  compliance  therewith  Is  required. 
Persons  entering  the  refuge  for  the  pur- 
pose of  fishing  must  follow  such  routes 
and  use  such  modes  of  travel  as  are  des- 
ignated by  posting. 

5  34.183  State  fishing  laws.  All  fisher- 
men must  comply  with  all  State  fishing 
laws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request  of 
any  authorized  Federal  or  State  officer 
whatever  license  is  required  by  such  laws 
and  regulations.  No  Federal  permit  will 
be  required  to  exercise  the  fishing  privi- 
lege permitted  under  5  34.181. 

5  34.184  Use  of  boats.  Persons  may 
use  boats  (other  than  motorboats)  for 
fishing  In  the  waters  of  the  refuge  be- 
tween May  1  and  September  15  Inclusive, 
and  shall  possess  a  i)ermlt  Issued  by  the 
officer  In  charge  of  the  refuge  for  the  use 
of  such  boats.  Boats  (other  than  motor- 
boats),  or  floated  craft  used  for  fishing 
purposes  may  be  placed  on  the  waters  of 
the  refuge  only  at  such  points, as  may  be 
designated  by  suitable  posting.  The  use 
of  motorboats,  either  Inboard  or  out- 
board, is  prohibited  on  all  waters  except 
for  official  purposes. 

5  34.185  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions, or  other  wildlife  concentrations, 
fishing  may  be  closed  on  such  areas  of 
the  refuge  as.  In  the  judgment  of  the 
officer  In  charge,  such  limitations  or  re- 
strictions are  necessary  In  order  to  pro- 
vide adequate  protection  for  wildlife. 
Such  limitations  or  restrictions  are  to  be 
clearly  designated  by  posting. 

Subpart — Santee  National  Wildlife 
Refuge,  South  Carolina 

fishing 

Source:  J5  34.191  to  34.197  contained  la 
Reg.,  Sept.  25.  1942,  7  F.  R.  8067,  except  as 
noted  following  sections  affected. 
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S  34.191  Fishing  permitted.  Until 
further  noUce  fish  may  be  taken,  for 
either  commercial  or  noncommercial 
purposes,  in  such  maximum  numbers  and 
at  such  times  and  under  such  condi- 
tions as  the  Director  of  the  Pish  and 
Wildlife  Service  may  determine  will  ef- 
fect the  harvesting  of  surplus  fish,  on 
those  areas  of  the  Santee  National  Wild- 
life Refuge.  South  Carolina,  herein  or 
hereafter  designated  as  open  to  public 
fishing,  in  accordance  with  State  law 
and  the  provisions  of  Parts  18  and  21  of 
this  chapter,  and  subject  to  the  special 
provisions,  conditions,  restrictions,  and 
requirements  of  S§  34.192  to  34.197  inclu- 
sive. 

$  34.192  Areas  open  to  fishing,  (a) 
Jacks  Creek  Pool  (but  not  including  the 
two  rearing  ponds) .  Dingle  Pond.  Potato 
Creek,  and  such  part  of  the  Pinopolis 
Pond  as  shall  be  designated  by  the  officer 
In  charge  of  the  refuge  shall  be  open  to 
public  sport  or  noncommercial  fishing 
during  the  period  March  15  to  September 
30,  inclusive.  The  use  of  inboard  and 
outboard  motorboats  is  prohibited  in 
these  waters  except  for  official  purposes. 
No  boat  of  any  description  shall  be  al- 
lowed to  remain  in  these  waters  over- 
night without  permission  of  the  officer  in 
charge.  Pishing  from  dikes,  dams,  and 
water-control  structures  and  the  parking 
of  automobiles  and  the  building  of  fires 
on  such  dikes  or  dams  are  prohibited. 

(b)  All  other  waters  of  the  refuge,  in- 
cluding the  Pinopolis  Reservoir  and  the 
Santee  Reservoir,  under  the  control  of 
the  Fish  and  Wildlife  Service.  Depart- 
ment of  the  Interior,  shall  be  open  to 
commercial  and  noncommercial  fishing 
as  permitted  by  State  law  or  regulation, 
except  during  the  open  season  for  hunt- 
ing migratory  waterfowl  prescribed  by 
the  regulations  promulgated  pursuant  to 
the  authority  contained  in  the  Migratory 
Bird  Treaty  Act  of  July  3,  1918,  as 
amended. 

I  Sept  25.  1942.  R8  amended  July's.  1943,  »nd 
Apr  29.  1948;  7  P.  R.  8067.  8  F.  R.  9850.  11 

F.  R.  4oao] 

S  34.193  State  fishing  laws.  Any  per- 
son who  fishes  within  any  areas  of  the 
refuge  open  to  fishing  must  comply  with 
the  appUcable  fishing  laws  and  regula- 
tions of  the  State  of  South  Carolina. 

S  34.194  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  and  a  permit  Issued  by  the  State 
of  South  Carolina,  if  such  license  and 
permit  are  required.  The  license  and 
permit  shall  serve  as  a  Federal  permit 
for  fishing  in  the  waters  of  the  refuge 
and  must  be  carried  on  the  person  of  the 
permittee  while  so  fishing.  They  must 
be  exhibited  upon  the  request  of  any 
State  or  Federal  officer  authorized  to 
enforce  the  game  and  fish  laws  of  South 
Carolina  or  of  the  United  States  and 
upon  request  of  any  such  officer  the  per- 
mittee must  also  exhibit  for  inspection 
all  fishes  taken  by  him  or  in  his  posses- 
sion. 

5  34.195  Routes  of  travel.  Persons  en- 
tertng  or  crossing  the  refuge  for  the 
purpose  of  fishing  as  permitted  by 
$§34  191  to  34.197  shall  use  only  «uch 
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routes  of  travel  as  shall  be  designated  by 
suitable  posting  by  the  officer  in  charg* 
of  the  refuge. 

§34.196  Forfeiture  of  privileges.  Fail- 
ure of  any  person  fishing  on  the  refuge  to 
comply  with  any  of  the  provisions,  con- 
ditions, restrictions,  or  requirements  of 
55  34.191  to  34.197  or  the  violation  by 
him  of  any  of  the  provisions  of  State 
or  Federal  laws  or  regulations  applicable 
to  fishing  on  the  refuge  not  only  will 
render  him  liable  to  prosecution  under 
the  law  but  will  also  be  sufficient  cause 
for  removing  him  from  the  refuge  and 
for  refusing  him  further  fishing  privileges 
in  the  waters  of  the  refuge. 

(July  3.  1943.  8  F.  K.  9850] 

§  34.197  State  cooperation  in  the  man- 
agement  of  fishing.  State  cooperation 
may  be  enlisted  in  the  regulation,  man- 
agement, and  operation  of  public  fishing 
as  herein  or  hereafter  authorized.  In 
which  event  the  provisions  of  55  34.191 
to  34.197  shall  be  Incorporated  in  any 
cooperative  agreement  entered  Into  by 
the  Director  of  the  Fish  and  Wildlife 
Service  and  the  appropriate  State  official 
for  such  purposes. 
Subpart— Savannah  National  Wildufi 

Refuge.  Georgia  akd  South  Carolina 

FISHING 
Sotjkct:    5134.211   to  34.215   contained   In 
Reg..  Oct.  9,  1946.  11  r.  R.  11773 

§  34.211  Fishing  permitted.  Non- 
commercial fishing  in  accordance  with 
the  State  laws  of  Georgia  and  South 
Carolina  is  permitted  during  the  daylight 
hours  on  all  waters  within  the  Savannah 
National  Wildlife  Refuge,  in  accordance 
with  the  provisions  of  iS  34.212  to  34.215 
inclusive. 

S  34.212  Entry  upon  refuge.  Entry  on 
and  use  of  this  refuge  for  any  purpose  la 
governed  by  Parts  18  and  21  of  this  chap- 
ter, and  strict  comiriiance  therewith  is 
required. 

5  34.213  State  fishing  lairs.  Each 
fLsherman  must  comply  with  the  ap- 
plicable State  fishing  laws  and  regula- 
tions, and  must  have  on  his  person  and 
exhibit  at  the  request  of  any  authorized 
Federal  or  Slate  officer  whatever  license 
is  required  by  such  laws  and  regulations, 
which  license  shall  serve  as  a  Federal 
permit  for  fishing  in  the  waters  of  the 
refuge. 

5  34.214  Use  of  boats.  Persons  may 
use  boats  (other  than  motorboats  >  for 
fishing  In  the  waters  of  the  refuge  be- 
tween April  1  and  October  15  Inclusive, 
and  shall  possess  a  permit  Issued  by  the 
officer  in  charge  of  the  refuge  for  the 
use  of  such  boats.  Boats  (other  than 
motorboats).  or  floated  craft  used  for 
fishing  purposes  may  be  placed  on  the 
waters  of  the  refuge  only  tft  such  points 
as  may  be  designated  by  suitable  posting. 
The  use  of  motorboats.  either  Inboard  or 
outboard.  Is  prohibited  on  all  waters  ex- 
cept for  official  purposes. 

5  34.216  Temporary  restrictions.  Dur- 
ing periods  of  waterfowl  concentrations, 
or  other  wildlife  concentrations,  fishing 
may  be  closed  on  such  areas  of  the  refuge 
as.  in  the  judgment  of  the  officer  In 
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charge,  such  limitatioas  or  restriction."! 
are  necessary  in  order  to  provide  ade- 
quate protection  for  wildlife.  Such  lim- 
itations or  restrictions  are  to  be  clearly 
designated  by  posting. 

Subpart — Wheeler  National  Wildlife 
Refuge,  Alabaka 

huntinq 

SorRci:    M  34.231   to  34.2ti4   fcntalned  In 
Reg.,  Sept.  27.  1948.  18  F.  R.  5813 

§  34.231  Hunting  permitted.  Until 
further  notice,  squirrels,  rabbits,  quail, 
opossum,  foxes,  and  raccoon  may  he 
taken  on  the  lands  of  the  Wheeler  Na- 
tional Wildlife  Refuge.  Alabama,  in  ac- 
cordance with  the  State  laws  and 
regulations  and  in  accordance  with  the 
provisions  of  55  34  232  to  34.234.  inclu- 
sive. 

5  34.232  Entry.  Entry  on  and  a>«e 
of  the  refuge  for  any  purpose  i.s  covered 
by  the  regulations  in  Parts  18  and  21 
of  this  chapter,  and  strict  compliance 
therewith  is  required.  All  hunters  must 
comply  with  State  hunting  laws  and 
regulations  and  must  have  on  theii  per- 
son and  exhibit  at  the  request  of  any 
authorized  Federal  or  State  officer  what- 
ever license  or  licenses  may  be  required 
by  such  laws  and  regulations,  which  li- 
cense shall  serve  as  a  Federal  permit. 

5  34.233    Dogs.    Each  person  hunting 
for  quail  on  the  public  hunting  ground 
will  be  permitted  to  take  his  dogs,  not  to 
exceed  two  in  number,  upon  the  refuge, 
but  such  dogs  will  not  be  permitted  to 
run   at   large   on   the   public    shooting 
ground  or  elsewhere  on  the  refuge.   Each 
person  hunting  raccoons,  opossum  and/ 
or  foxes  on  the  public  hunting  ground 
will  be  permitted  to  take  his  hunting  dogs 
upon  such  areas,  provided  he  shall  first 
have  secured  a  permit  from  the  Refuge 
Manager  specifying  the  number  of  dogs 
that  will  be  used,  the  area  in  which  hunt- 
ing may  be  conducted,  and  the  period 
during  which  such  dogs  shall  be  allowed 
on  the  refuge.    Dogs  used  for  raccoon. 
opossum    and /or    fox   hunting   on   the 
refuge  shall  at  all  times  be  under  the 
general  control  of  their  owner  or  handler 
and  shall  not  be  permitted  to  run  at  large 
on  the  public  hunting  ground  or  else- 
where on  the  refuge. 

5  34.234  Cooperative  admiyiistration. 
The  cooperation  of  the  Alabama  Con- 
servation Department  and  of  the  Ten- 
nessee Valley  Authority  may  be  enlisted 
In  the  regulation,  management,  and  op- 
eration of  the  public  hunting  areas,  and 
each  agency  may  promulgate  such  spe- 
cial regulations  as  may  be  necessary  for 
such  regulation,  management,  and  op- 
eration. In  the  event  such  regulations 
are  Lssued.  compliance  therewith  shall  be 
a  requisite  to  lawful  entry  for  the  pur- 
pose of  hunting. 

SxTBPART  —  White  River  Nation.^ 
Wildlife  Refuge.  Arkansas 

noncommeicial  fishing 

eoumo:  If  34.251  to  34.257  contained  In 
Reg..  Aug.  17,  1943,  8  F.  B.  11767. 

I  34.251  Noncojnmercial  fishing  p*'"- 
mitted.  Noncommercial  fishing  is  per- 
mitted In  all  th«  waters  of  the  White 


River  National  Wildlife  Refuge.  Arkan- 
sas, from  May  16  to  October  31,  inclusive, 
of  each  year.  In  accordance  with  the  pro- 
visions of  Parts  18  and  21  of  this  chapter, 
and  subject  to  the  conditions,  restric- 
tions, and  requirements  of  §5  34  252  to 
34.257,  Inclusive. 

5  34.252  State  fishing  laws.  Any  per- 
son who  fishes  within  the  refuge  must 
comply  with  the  applicable  fishing  laws 
and  regulations  of  the  State  of  Arkan- 
sas. Fishing  under  this  subpart  shall  be 
as  defined  by  State  law,  except  that  the 
use  of  snag  lines,  picnic  seines,  and  other 
similar  contrivances  is  prohibited.  Trot 
or  set  lines,  under  the  direct  supervision 
of  the  operator,  may  be  used  to  take  fish 
for  individual,  family,  or  picnic  use  but 
not  for  commercial  purposes. 

5  34.253  Fishing  licenses  and  permits. 
Any  person  who  fishes  within  the  refuge 
shall  be  in  possession  of  a  valid  fishing 
license  Issued  by  the  Arkansas  Game  and 
Pish  Commission,  if  such  license  is  re- 
quired. This  license  shall  serve  as  a  Fed- 
eral permit  for  fishing  in  the  waters  of 
the  refuge  and  must  be  carried  on  the 
person  of  the  licensee  while  so  fishing. 
The  license  must  be  exhibited  upon  the 
request  of  any  representative  of  the  Ar- 
kansas Game  and  Fish  Commission  or 
of  the  Pish  and  Wildlife  Service. 

5  34.254  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  from  time  to  time 
by  suitable  posting  by  the  officer  in 
charge  of  the  refuge. 

1 34.253  Use  of  boats.  The  use  of 
boats.  Including  motorboats.  for  the  pur- 
pose of  fishing  In  accordance  with  this 
subpart  Is  permitted, 

S  34.256  Camp  sites  and  fires.  Camp- 
ing on  the  refuge  will  be  permitted  at 
camp  sites  designated  by  the  officer  in 
charge,  and  the  lighting  of  fires  on  any 
area  of  the  refuge  other  than  on  such 
designated  camp  sites  is  prohibited. 

5  34.257  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions on  the  refuge,  fishing  will  not  be 
permitted  In  such  areas  of  the  refuge  as, 
m  the  Judgment  of  the  officer  in  charge' 
should  be  closed  to  fishing  in  order  to 
provide  adequate  protection  for  such 
waterfowl  concentrations  and  are  posted 
suitably  by  such  officer. 

commercial  FISHING 

Source:  55  34  258  to  34.266  contained  In 
wg .  Aug.  17.  1943,  except  as  noted  following 
»«ctlon  affected. 

134.258  Commercial  fishing  permit- 
wf  Commercial  fishing  is  permitted  in 
«J1  the  waters  of  the  White  River  Na- 
tional Wildlife  Refuge,  Arkansas,  in  ac- 
cordance with  th£  provisions  of  Parts  18 
»na  21  of  this  chApter  and  subject  to  the 
conditions,  restrictions,  and  requlre- 
aents  of  55  34.259  to  34.266.  Inclusive. 
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the  migratory-waterfowl  hunting  season 
m  sections  of  the  refuge  of  5.000  acres  or 
more  in  area  whenever  such  sections  are 
Inundated  by  flood  waters  to  a  depth  of 
5  feet  or  more;  provided  such  fishing 
shall  not  ;nterf ere  with  or  cause  disturb- 
ance to  waterfowl  and  wildlife  concen- 
trations In  such  sections. 

9  34.260  State  fishing  laws.  Any  per- 
son who  fishes  commercially  within  the 
refuge  must  comply  with  the  applicable 
fishing  laws  and  regulations  of  the  State 
of  Arkansas.  Picnic  seining  is  not  per- 
mitted at  any  time,  and  the  Director  of 
the  Pish  and  Wildlife  Service  may  further 
restrict  the  type  of  gear  that  may  be 
used  for  commercial  fishing. 
[Jan.  31.  1944,  9  F.  R.  1538) 

§  34.261    Fishing  licenses  and  permits. 
Any    person    who    fishes    commercially 
within  the  refuge  shall  be  In  possession 
of   a   valid   commercial   fishing   license 
issued  by  the  Arkansas  Game  and  Pish 
Commission,  if  such  license  is  required 
and  a  permit  Issued  by  the  officer  in 
charge  of  the  refuge.    The  permit  shall 
specify  the  water  or  waters  in  which  the 
permittee  may  fish  and  the  period  or 
periods  during  which  such  fishing  may 
be  performed.   The  officer  in  charge  may 
limit  the  number  of  permits  issued  for 
any  particular  waters  during  such  pe- 
riods as.  In  his  discretion,  such  action  is 
necessary  for  the  protection  of  the  fish- 
ery resources  of  the  refuge  or  to  prevent 
disturbance  to  concentrations  of  water- 
fowl using  such  waters  or  areas.    The 
license  and  permit  must  be  carried  on 
the  person  of  the  licensee  while  so  fish- 
ing and  must  be  exhibited  upon  the  re- 
quest of  any  representative  of  the  Ar- 
kansas Game  and  Pish  Commission  or  of 
the  Pish  and  Wildlife  Service. 

5  34.262  Routes  of  travel.  Persons 
entering  the  refuge  for  the  purpose  of 
fishing  shall  follow  such  routes  of  travel 
as  may  be  designated  from  time  to  time 
by  suitable  posting  by  the  officer  In 
charge  of  the  refuge. 

5  34.263  Use  of  boats.  The  use  of 
boats,  including  motorboats.  for  the  pur- 
pose of  fishing  m  accordance  with  this 
subpart  is  permitted. 

8  34.264  Reports.  Each  person  au- 
thorized to  fish  commercially  within  the 
refuge  shall  submit  semiannual  reports 
to  the  officer  in  charge  thereof  correctly 
stating  the  kinds  of  fish  and  the  quan- 
tity of  each  taken. 

5  34.265  Camp  sites  and  fires.  -Camp- 
ing on  the  refuge  will  be  permitted  at 
camp  sites  designated  by  the  officer  In 
charge,  and  the  lighting  of  fires  on  any 
area  of  the  refuge  other  than  on  such 
designated  camp  sites  Is  prohibited. 
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Authorftt:   S§36.1  to  35.36  Issued  imder 
43  Stat.  98.  45  Stat.  1224;  16  U.  8.  C.  7151,  18 
U.   S.   C.   41.     Reorganization  Plan  II,   1939 
3  P.  R.  2731.  3  CFR,  1943  Cum.  Supp..  p.  1298! 

§  35.1    Ust  of  States.    The  Northeast- 
ern Region  Is  comprised  of  the  States  of 
Connecticut,    Delaware.    Maine.    Mary- 
land,  Massachusetts,   New   Hampshire 
New  Jersey.  New  York,  Ohio,  Pennsyl- 
vania. Rhode  Island,  Vermont,  Virginia 
and  West  Virginia. 
(Dec.  16.  1948,  18  P.  R.  8221J 

SmsPAHT— Blackwater  National  Wildufb 
Refuge,  Maryland 

trappinq 

Source:  S 5  35.2  to  85.10  contained  In  Re« 
Jan.  11,  1945,  10  P.  R.  749, 

§  35.2  Trapping  permitted.  Until  fur- 
ther notice  muskrats  and  other  fur  ani- 
mals may  be  taken  on  and  In  the  lands 
and  waters  of  the  Blackwater  National 
Wildlife  Refuge,  Maryland,  under  the 
general  direction  of  the  officer  In  charge 
of  the  refuge  when.  In  manner,  by  means, 
and  to  the  extent  not  prohibited  by  State' 
law  or  regulations,  and  subject  to  the 
provisions,  conditions,  restrictions,  and 
requirements  of  §§  35.3  to  35.10,  Inclusive 


134.259    Period  of  fishing.    Commer- 
"ai  Ashing  during  the  migratory- water- 
owl  hunting  season  Is  prohibited,  except 
"lat  the  refuge  manager  may  Issue  per- 
"«ts  allowing  commercial  fishing  during 


S  34.266  Temporary  restrictions. 
During  periods  of  waterfowl  concentra- 
tions on  the  refuge,  commercial  or  other 
types  of  fishing  will  not  be  permitted  In 
such  areas  of  the  refuge  as.  In  the  Judg- 
ment of  the  officer  In  charge,  should  be 
closed  to  fishing  In  order  to  provide  ade- 
quate protection  for  such  waterfowl  con- 
centrations and  are  posted  suitably  by 
such  officer. 


§  35.3  Disposition  of  fur  animals.  All 
muskrats  and  other  fur  animals  taken 
on  the  Blackwater  National  Wildlife  Ref- 
uge In  accordance  with  §§  35.2  to  35.10 
may  be  used  by  the  Service  for  research 
purposes,  or  may  be  disposed  of  upon 
such  terms  and  conditions  as  the  Secre- 
tary of  the  Interior  may  determine  to  be 
for  the  best  Interests  of  the  Government 
or  they  may  be  sold  by  tire  Fish  and  Wild- 
life Service  In  the  open  market  at  the 
best  prices  obtainable;  and  any  neces- 
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sary  expenses  incurred  In  the  taking  and 
disposition  of  said  animals  including  the 
compensation  to  be  paid  all  trappers, 
inspectors,  assistant  inspectors,  fur  han- 
dlers, and  laborers,  shall  be  paid  from 
funds  received  from  the  sale  or  other 
disposition  of  said  animal  skins  and 
carcasses. 

§  35.4     Hiring  of  employees.     There 
shall    be    employed    by    the    Pish    and 
Wildlife    Service    for    the    purpose    of 
taking  murkrats  and  other  fur  animals 
within  the  limits  of  the  Blackwater  Na- 
tional Wildlife  Refuge,  (a)  trappers  who 
shall  be  paid  on  a  fee  basis  for  the  pelt 
of  each  muskrat  or  other  fur   animal 
trapped,  and  (b)  such  Inspectors,  assist- 
ant inspectors,  fur  handlers,  and  laborers 
as  may  be  necessary  In  the  discretion  of 
the  Director  of  the  Pish  and  Wildlife 
Service  to  supervise  and  Inspect  all  trap- 
ping operations,  and  to  skin,  dry.  stretch, 
pack.  ship,  and  sell  or  othei-^ise  dispose 
of  all  muskrat  and  other  fur  animal  skins 
and  carcasses.    The  amount  of  the  fee 
to  be  paid  trappers  for  each  cla.sslflcation 
of  pelt  shall  be  determined  by  the  Direc- 
tor; however,  trappers -shall  furnish  at 
their  own  expense  traps  and  other  equip- 
ment which  in  the  determination  of  the 
Director  are  necessary  for  the   proper 
performance  of  their  duties.    The  com- 
pensation* of   Inspectors,    assistant   in- 
spectors, fur  handlers,  and  laborers  shall 
be  fixed  on  an  hourly,  daily,  monthly,  or 
yearly  basis  at  such  rates  as  are  deter- 
mined under  usual  departmental  proce- 
dure to  be  consistent  with  the  duties  and 
responsibilities  of   the  respective   posi- 
tions.   Such  inspectors  and  assistant  in- 
spectors shall  be  deputized  by  depart- 
mental appointments  to  enforce  the  laws 
and  regulations  appUcable  to  the  refuge. 

§  35.5  Designation  of  trapping  areas. 
The  Director  shall  subdivide  the  refuge 
into  such  trapping  units  as  he  shall  de- 
termine to  open  to  muskrat  and  other  fur 
animal  trapping,  and  shall  determine  the 
msiximum  number  of  muskrats  or  other 
fur  animals  that  may  be  taken  within 
each  unit  and  the  period  during  which 
such  trapping  operations  may  be  con- 
ducted as  provided  in  85  35.2  to  35.10. 
The  Director  may  In  his  discretion,  if 
local  conditions  warrant,  reduce  the 
maximum  number  of  animals  that  may 
be  taken  in  any  unit,  or  he  may  suspend 
trapping  in  any  or  all  units  of  the  refuge. 

8  35.6  Assignment  of  trapping  units. 
Assignment  of  not  more  than  one  trapper 
to  ea«h  approved  trapping  unJt  shall  be 
made  by  the  officer  in  charge,  and  If  the 
trappers  work  is  satisfactory,  he  may  be 
reemployed  in  the  same  unit  from  year 
to  year,  or  assigned  to  a  different  unit. 

§  35.7  Duties  of  trappers  and  other 
employees.  Upon  the  assignment  of  a 
unit  to  a  trapper.  It  shall  be  his  duty  to 
trap  muskrats  and  /or  other  fur  animals 
only  within  his  unit  In  accordance  with 
instructions  of  the  officer  in  charge  cov- 
ering the  number  of  muskrats  or  other 
fur  animals  to  be  taken  and  the  time  and 
conditions  under  which  such  trapping 
shall  be  carried"  on.  Each  trapper  must 
register  with  the  assistant  Inspector  in 
charge  of  his  trapping  unit  each  day  be- 
fore entering  the  refugee  for  the  purpose 
of  trapping,  and  on  leaving  the  refuge. 
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the  trapper  shall  deliver  to  the  assistant 
Inspector  all  animals  trapped  by  him  and 
shall  receive  a  receipt  signed  by  both  in- 
dividuals that  shall  specify  the  number 
and  classification  of  the  muskrats  or 
other  fur  animalg  so  delivered^  This  re- 
ceipt, after  verification  by  the  Inspector 
or  the  officer  in  charge  of  the  number  and 
classification  of  animals  delivered,  shall 
be  the  basis  of  the  preparation  and  cer- 
tification of  the  pay  rolls  of  the  trappers. 
Assistant  inspectors,  under  the  super- 
vision of  the  inspectors,  shall  be  respon- 
sible for  all  trapping  activities  within  the 
trapping  units  assigned  to  them  for 
supervision.  Under  the  direct  super- 
vision of  the  officer  in  charge,  the  in- 
spectors shall  be  responsible  for  the  co- 
ordination and  general  supervision  of  all 
trapping  activities  and  for  the  super- 
vision of  the  skinning,  cleaning,  stretch- 
ing, drying,  and  preparing  for  market  of 
all  muskrat  and  other  fur  animal  skins 
and  carcasses. 

5  35.8  Research.  The  Fish  and  Wild- 
life Service  shall  gather  and  keep  all 
necessary  records  and  Information  con- 
cerning the  number,  sex,  and  other  clas- 
sifications and  grades  of  pelts  and  car- 
cas.'^es  of  the  muskrats  and  other  fur 
animals  taken  within  the  refuge,  the 
preparation  of  the  hides  and  carcasses 
for  marketing,  and  the  sale  prices,  and 
shall  compile  such  other  information  as 
may  be  required  for  the  advancement  of 
knowledge  and  the  dissemination  of  In- 
formation \vith  respect  to  the  manage- 
ment of  fur  resources. 

8  35.9  State  trapping  laws.  Each  per- 
son employed  hereunder  to  trap  musk- 
rats  or  other  fur  animals  on  the  refuge 
shall  obtain  at  his  own  expense  and  be 
in  possession  of  a  valid  trapping  license 
Issued  by  the  State  of  Maryland,  if  such 
license  is  required.  This  license  shall  be 
carried  on  the  person  of  the  licensee 
while  trapping  within  the  refuge  and 
must  be  exhibited  upon  the  request  of 
any  representative  of  the  State  Game 
and  Inland  Fish  Commission  authorized 
to  enforce  the  State  game  laws  or  of 
any  representative  of  the  Department  of 
the  Interior,  engaged  in  the  administra- 
tion or  enforcement  of  laws  or  regula- 
tions applicable  to  the  refuge. 

8  35.10  Entry  to  refuge.  Ingress  to 
and  egress  from  the  refuge  shall  be  at  the 
points  designated  by  suitable  posting  by 
the  officer  in  charge. 

COMMERCIAL  nSHINO 

SouRCF.:  ii  35.11  to  35.14  contained  In  Reg., 
Oct.  4,  1946,  11  F.  R.  11509. 

8  35.11  Commercial  fishing  permitted. 
Commercial  fishing  in  accordance  with 
the  State  Laws  of  Maryland  is  permitted 
on  all  waters  within  the  Blackwater  Na- 
tional Wildlife  Refuge  in  accordance  with 
the  provisions  of  SS  35.12  to  35.14.  Inclu- 
sive. 

8  3«.12  Entry  upon  refuge.  Entry  on 
and  use  of  this  refuge  for  any  purpose  is 
governed  by  Parts  18  and  21  of  this  chap- 
ter, and  strict  compliance  therewith  is 
required. 

8  35.13  State  fishing  laws.  AU  fisher- 
men must  comply  with  all  State  fishing 
laws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request 


of  any  authorized  Federal  or  State  officer 
whatever  license  is  required  by  such  laws 
and  regulations.  In  addition  thereto 
each  person  fishing  commercially  on  the 
refuge  must  possess  a  permit  Issued  by 
the  officer  in  charge  prior  to  exerci.slng 
the  commercial  fishing  privileges  per- 
mitted. 

§35.14  Temporary  restrictiorrs. 
During  periods  of  waterfowl  concentra- 
tions or  other  wildlife  concentrations, 
fishing  may  be  closed  on  such  areas  of  the 
refuge  as.  in  the  Judgment  of  the  officer 
In  charge,  such  limitations  or  restrictions 
are  necessary  In  order  to  provide  ade- 
quate protection  for  wildlife.  Such  limi- 
tations or  restrictions  are  to  be  clearly 
designated  by  posting. 

NONCOMMERCIAL  FISHING 

Sovhce:  ?  S  35.15  to  35.18  contained  In  Reg., 
Oct.  4,  1946.  11  F.  R.  11509. 

8  35.15  Noncomrnercial  fishing  per- 
mitted. Noncommercial  fishing  in  ac- 
cordance with  the  State  laws  of 
Maryland  is  permitted  during  the  day- 
light hours  on  all  waters  within  the 
Blackwater  National  Wildlife  Refuse  in 
accordance  with  the  provision.s  of 
58  35.18  to  35.18  Inclusive. 

5  35.18  Entry  upon  refuge.  Entry  on 
and  use  of  this  refuge  for  any  purpose 
is  governed  by  Parts  18  and  21  of  this 
chapter,  and  strict  compliance  therewith 
is  required. 

5  35.17  State  fishing  laws.  All  fisher- 
men must  comply  with  all  State  fli^hing 
Inws  and  regulations,  and  must  have  on 
their  person  and  exhibit  at  the  request 
of  any  authorized  Federal  or  State  of- 
ficer whatever  hcense  is  required  by  such 
laws  and  regulations,  which  licen.se  shall 
serve  as  a  Federal  permit  for  fishing  in 
the  waters  of  the  Refuge. 

8  35.18  Temporary  re.^lriclions.  Dur- 
ing periods  of  waterfowl  concentrations 
or  other  wildlife  concentrations,  fi>hing 
may  be  closed  on  such  areas  of  the  ref- 
uge as,  in  the  Judgment  of  the  officer  in 
charge,  such  limitations  or  restrictions 
are  necessary  In  order  to  provide  ade- 
quate protection  for  wildlife.  Such  lim- 
itations or  restrictions  are  to  be  clearly 
designated  by  posting. 

Subpart — Moosehorn  National  Wildli.^i 
Refucc.  Maine 

nSHINO 

SouRcx:  11  35.31  to  3536  contained  v.:  Reg. 
June  11.  1938.  3  F.  R.  1401. 

5  35.31  Fishing  permitted.  In  accord- 
ance with  the  provisions  of  Parts  18  and 
21  of  this  chapter,  until  further  notice 
fish  may  be  taken  for  noncommercial 
purposes  when  and  as  permitted  by  the 
laws  and  regulations  of  the  State  of 
Maine  from  the  waters  of  the  Moosehorn 
National  Wildlife  Refuge  as  establi>hed 
by  Executive  Order  7650.  dated  July  1. 
1937.  subject  to  the  conditions  and  re- 
nrlctlons  of  85  35.32  to  35.36  Inclusive. 

(  35  32  Waters  open  to  fishing.  The 
following  waters  of  the  refuge  are  here- 
by designated  as  areas  open  to  fl'^hing 
and  fishing  will  not  be  permitted  in  any 
other  waters  unless  and  until  further 
ordered:  Moosehorn  Stream  from  Pen- 
namaquan   Crossing   on   the   Charlotte 
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Road  southerly  to  the  south  boundary 
of  the  refuge;  Cranberry  Brook  from  the 
dam  southeasterly  to  Moosehorn 
Stream;  Mahar  Brook;  Maguerrewock 
Stream;  Little  (Bearce's)  Lake;  James 
Pond;  and  Ledge  Pond. 

6  35.33  State  fishing  laws.  Every  per- 
son who  fishes  in  any  of  the  aforesaid 
waters  under  the  aforesaid  conditions 
must  comply  with  the  applicable  fl.shing 
laws  and  regulations  of  the  State  of 
Maine  and  In  the  absence  of  any  State 
law  or  regulation  in  respect  to  fishing 
seasons  and  number  and  size  of  fish  that 
may  be  taken,  the  Director  of  the  Fish 
and  Wildlife  Service  of  the  United  States 
Department  of  the  Interior,  may  fix  such 
seasons  and  limits;  and  In  the  event  he 
shall  find  that  fishing  in  any  of  the 
aforesaid  waters  is  unduly  depleting  any 
species  of  fishes  therein,  he  may  suspend 
the  privilege  of  fishing  In  such  waters 
pending  finaj  determination  by  the  Sec- 
retary of  the  Interior. 

8  35.34  Fishing  permits.  No  person  is 
permitted  to  fish  in  the  aforesaid  waters 
until  he  has  obtained  a  permit  from  the 
officer  in  charge,  which  permit  shall  be 
limited  to  the  period  specified  therein, 
and  such  officer  will  not  issue  a  permit 
until  the  applicant  therefor  exhibits  to 
him  a  valid  State  fishing  license  Issued 
to  such  applicant  if  such  license  is  re- 
quired by  State  law  or  regulation.  The 
permit  must  be  carried  on  the  person  of 
the  permittee  when  exercising  the  privi- 
leges thereunder  and  must  be  exhibited 
upon  request  to  any  Federal  or  State 
officer  authorized  to  enforce  Federal 
and  or  State  fishing  laws  and  regula- 
tions or  laws  and  regulations  applicable 
to  the  refuge;  Provided.  That  fishing 
shall  be  done  in  such  manner  as  will  not 
Interfere  with  the  objects  for  which  the 
refuge  was  established. 

8  35.35  Firearms  and  fires.  The  car- 
rying or  being  in  possession  of  firearms 
of  any  description  or  the  lighting  of  fires 
for  any  purpose  by  permittees  hereunder 
while  on  such  refuge  is  not  permitted. 
Special  care  must  be  observed  by  such 
permittees  to  prevent  lighted  matches, 
cigars,  cigarettes  or  pipe  ashes  from 
being  dropped  in  grass  or  other  inflam- 
mable material. 

5  35.36  Routes  of  travel.  Persons  en- 
tering the  refuge  for  the  purpose  of 
reaching  waters  thereof  open  to  fishing 
shall  follow  such  routes  of  travel  as  shall 
from  time  to  time  be  designated  by  the 
officer  in  charge  of  the  refuge  and  shall 
not  enter  upon  any  other  portion  of  the 
refuge  other  than  said  open  waters  and 
areas  Immediately  adjacent  thereto. 
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AtTTHORrrT:  §5  36.1  to  36.27  Issued  under 
43  SUt.  98,  45  Stat.  1234;  16  U.  S.  C.  7151, 
18  U.  8.  C.  41:  Reorg.  Plan  II,  1939.  3  P.  r' 
2731.  8  CFR.   1943  Cum.  Bupp..  p.  1296. 

8  36.1  Territory  included.  The  Alaska 
Region  Is  comprised  of  the  Territory  of 
Alaska. 

(Dec.  16.  1948.  13  F.  R.  8221] 

Subpart — Alexjti/.n  Islands  National 
Wildlife  Refuge.  Alaska 

special  provisions 

Bource:  {{  36.2  to  36.10  contained  In  Reg  , 
Oct.  5,  1948.  13  P.  R.  6950. 

6  36.2  Temporary  use.  Any  person 
may,  without  a  permit,  go  upon  any  of 
the  islands  of  the  refuge  (a)  for  tem- 
porary use  for  camp  site  purposes  and  for 
shelter  in  cases  of  emergency;  (b)  for 
recreational  purposes  including  the  tak- 
ing of  photographs,  nature  study,  scien- 
tific study,  and  fishing;  (c)  and  for  any 
other  temporary  or  transient  uses  not  in- 
consistent with  the  purposes  for  which 
the  refuge  was  established  and  not  in 
conflict  with  the  provisions  of  8  8  36.2  to 
36.10,  inclusive,  or  other  applicable  laws 
and  regulations. 

8  36.3     Economic  uses.     The  Regional 
Director  may  grant  permits  authorizing 
the  use  of  lands  or  other  special  privi- 
leges within  the  refuge,   when  In  his 
opinion  the  operations  thereunder  will 
not  endanger  the  object  for  which  the 
refuge  was  established,  for  such  duration 
and  under  such  conditions  as  he  may  de- 
termine to  be  commensurate  with  the 
value  of  the  privilege  granted,  having  due 
regard  to  prevailing  market  prices :  Pro- 
vided, That  no  permit  Issued  by  the  Re- 
gional Director  shall  be  considered  as  a 
waiver  of  any  of  the  requirements  of 
the  Alaska  Game  Laws:  And  provided 
further.  That  any  permit  which  author- 
izes grazing  shall  require  that  no  sheep  or 
other  livestock  shall  be  Introduced  within 
the   refuge  under  such   permit  unless 
such  stock  Is  free  of  external  parasites. 
Including  lice,  scab  mites,  true  ticks,  and 
sheep  ticks:  And  provided  further.  That 
no  permit  to  engage  in  stock  raising  or 
fur  farming  wUl  be  granted  to  an  alien 
Individual  or  to  a  corporation  or  com- 
pany more  than  60  percent  of  which  is 
owned  directly  or  beneficially  by  an  alien 
or  aliens,  and  the  acquisition  by  any 
alien  or  group  of  aliens  of  more  than  50 
percent  of  the  beneficial  Interest  In  any 
permit,  or  the  transfer  of  any  stock  or 
other  evidence  of  ownership  in  a  corpo- 
ration  or   company   holding    a   permit 
which  results  in  the  direct  or  beneficial 
ownership  by  an  alien  or  aliens  of  more 
than  60  percent  of  the  interest  In  such 
corporation  or  comi)any,  shall  automati- 
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cally  cancel  such  permit  subject  to  the 
right  of  the  Federal  Government  to  re- 
cover all  fees  due  and  to  have  all  other 
outstanding  obligations  of  the  permit- 
tee performed,  and  subject  to  the  right 
of  the  permittee  to  remove  its  property 
pursuant  to  the  provisions  of  8  36.10. 

8  36.4  Protection  of  animals  and  birds. 
It  shall  be  unlawful,  without  a  duly  is- 
sued permit,  to  (a)  hunt,  take,  capture, 
kill,  or  wilfully  disturb,  at  any  time  or 
in  any  manner,  any  wild  animal  or  bird 
within  the  refuge;  (b)  utilize  lands  with- 
in the  refuge  for  fur  farming  or  stock 
grazing;  (ct  erect  a  building  or  perma- 
nent structure  on  Unimak  Island;  (d) 
own,  possess,  maintain,  or  harbor  a  dog 
on  Unimak  Island,  or  allow  any  dog 
owned,  possessed,  maintained,  or  har- 
bored, to  run  loose  within  the  refuge  at 
a  distance  of  more  than  one  mile  from 
the  center  of  any  village  therein:  Pro- 
vided, however.  That  land  fur-bearing 
animals  may  be  trapped  on  Unimak  Is- 
land, in  accordance  with  the  Alaska 
Game  Law,  without  other  permit. 

8  36.5  Exemption.  No  permit  will  be 
required  of  native  residents  within  the 
refuge  to  take  or  capture  game  animals, 
game  birds,  or  land  fur-bearing  animals 
In  the  refuge  in  accordance  with  the 
Alaska  Game  Law,  except  that  such  na- 
tives other  than  a  permittee  may  not  take 
such  animals  or  birds  on  islands  held  by 
any  person  under  valid  permit  for  fur 
farming;  and  nothing  herein  shall  be 
deemed  to  prevent  a  permittee  who  is 
raising  sheep  within  the  refuge  from 
using  dogs  for  herding,  or  a  person  who 
is  legally  on  the  refuge  from  using  dogs 
as  pack  animals  or  for  pulling  sleds;  but 
no  person  shall  own,  possess,  maintain, 
or  harbor  a  dog  for  any  purpose  on  Uni- 
mak Island  except  under  permit  as  pro- 
vided in  88  36.2  to  36.10,  inclusive. 

8  36.6  Applications  for  permits;  fees. 
Application  for  permits  should  be  ad- 
dressed to  the  Regional  Director.  Pish 
and  Wildlife  Service.  Juneau.  Alaska, 
and  should  contain  the  name  (legibly 
written  or  printed),  the  post-office  ad- 
dress, and  the  citizenship  of  the  appli- 
cant, together  with  references  as  to  his 
character,  reliability,  and  resources;  and 
If  applicant  is  a  corporation  or  company, 
the  home  address  and  the  place  and  date 
of  incorporation  or  organization,  together 
with  the  names  and  addresses  of  its 
principal  officers,  and  a  sworn  statement 
by  a  responsible  officer  of  the  percentage 
of  alien  ownership;  and 

If  wild  animals  or  birds  are  to  be  taken, 
the  number  of  each  species  desired  and 
whether  for  scientific,  propagation,  ex- 
hibition, or  other  purposes;  or. 

If  it  is  desired  to  possess  or  maintain 
a  dog  or  dogs,  on  Unimak  Island,  the 
number,  sex,  name,  and  distinguishing 
characters  or  marks,  if  any,  of  each  and 
the  use  to  be  made  of  such  animal  or 
animals;  or 

If  It  is  desired  to  construct  a  building, 
shed,  or  other  structure,  on  Unimak 
Island,  information  regarding  the  na- 
ture of  the  operations  to  be  conducted; 
or. 

If  It  Is  desired  to  use  or  occupy  any 
Island  or  part  thereof  within  the  refuge 
for  fur  farming  or  livestock  grazing,  the 
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name  of  the  Island,  Its  location  by  ap- 
proximate latitude  and  longitude,  a  de- 
scription of  Its  character,  whether  there 
are  any  native  or  aboriginal  improve- 
ments on  the  island  or  part  thereof  ap- 
plied for  and.  if  so.  to  whom  they  belong 
and  when  last  used:  and  the  applicant 
should  Include  also  any  information  he 
has  concerning  the  suitability  of  the 
Island,  or  part  thereof,  for  the  purpose 
Intended,  stating  his  source  of  informa- 
tion and  whether  he  has  personally  ex- 
amined it,  and  should  state  the  number 
of  animals  he  proposes  to  place  thereon 
and  the  date  he  expects  or  is  prepared 
to  begin  operations;  and. 

Any  other  details  or  information  nec- 
essary to  give  a  clear  understanding  of 
the  privileges  the  applicant  desires  to 
obtain. 

For  each  permit  to  use  an  island  in  the 
refuge  for  fur-farming  purposes,  a  fee 
of  $25  per  annum  Is  prescribed,  and 
within  the  discretion  of  the  regional  di- 
rector, fees  commensurate  with  the  value 
of  the  concession  will  be  charged  for 
stock  grazing  on  any  island  in  the  refuge, 
or  for  trapping,  use,  or  occupancy  of 
areas  on  Unimak  Island. 

I  36.7  Remittance  of  fees.  Any  fees 
accruing  to  the  E>epartment  by  virtue 
of  uses  under  §§  36.2  to  36.10.  inclusive. 
or  from  outstanding  permits  under  pre- 
vious regulations  affecting  the  refuge 
shall  be  remitted  to  the  Regional  Direc- 
tor, Juneau,  Alaska,  by  postal  money 
order  or  bank  draft  made  payable  to  the 
Treasurer  of  the  United  States.  Re- 
mittance hereunder  In  form  other  than 
by  postal  money  order  or  bank  draft  may 
be  accepted  by  the  said  regional  director 
at  his  discretion  and  upon  his  own  re- 
sponsibility, except  that  remittance  in 
cash  must  not  be  accepted  unless  no 
other  form  of  remittance  is  practicable. 

§  36.8  Transfer  of  permits.  No  per- 
mit issued  under  the  authority  of  the  De- 
partment of  the  Interior  or  of  5§  36.2  to 
36.10.  Inclusive,  for  any  area,  use.  pur- 
pose, or  privilege  in  or  concerning  the 
reiUge.  or  any  Island,  or  part  thereof, 
shall  be  sold,  bartered,  or  exchanged,  or 
transferred  by  the  permittee  to  another, 
and  no  agreement  to  do  so  shall  be  en- 
tered into  by  the  permittee,  without  first 
furnishing  the  said  Regional  Director 
with  the  full  details  of  any  such  proposed 
transaction  and  obtaining  his  consent 
thereto,  and  no  such  arrangement  shall 
become  effective  until  the  old  permit  has 
been  surrendered  for  cancellation  and  a 
new  permit  subject  to  such  conditions 
as  he  shall  prescribe  has  been  issued. 

Nothing  in  §§36.2  to  36.10.  Inclusive. 
and  no  permit  issued  thereunder  shall  be 
construed  to  forbid  or  interfere  with 
official  operations  within  the  refuge  or 
on  any  Island  covered  by  a  permit  here- 
under by  employees  or  agents  of  the  Fish 
and  Wildlife  Service,  the  Department  of 
the  Interior,  or  any  other  department, 
bureau,  or  Agency  of  the  Federal  Gov- 
ernment, or  of  the  Territory  of  Alaska, 
and  no  charge,  rental,  fee.  or  compen- 
sation for  such  governmental  activities 
or  claim  for  damages  shall  He  or  be 
made,  or  allowed  any  permittee  there- 
under, for  or  on  account  of  such  govern- 
icntal  use  or  activity. 


RULES  AND  REGULATIONS 

S  36.9    Cancellation  of  permits.    Any 
permit  Issued  or  reissued  under  §§36.2 
to  36.10.  Inclusive,  is  subject  at  all  times 
to  discretionary  revocation  and  termi- 
nation by  the  Director  of  the  Pish  and 
Wildlife  Service.    The  Regional  Director 
may.  by  written  notice  to  the  permittee, 
mailed  to  the  address  as  shown  on  his 
application,  cancel  any  outstanding  per- 
mit Issued  by  or  under  authority  of  the 
Department  of  the  Interior  for  any  use 
or  privilege  concerning  the  refuge,  (a) 
upon  the  request  of  or  under  mutual 
agreement  with,  the  permittee;  <b)  for 
failure  of  the  permittee  to  report  as  re- 
quired by  the  permit,  failure  to  stock  an 
Island  under  fur-farming  permit  with 
the  number  of  foxes  or  other  animals  as 
required  by  or  within  the  terms  of  the 
permit,  or  for  violation  of  any  other  term 
or  condition  of  the  permit;  (O  for  aban- 
donment of  the  area,  purpose,  use.  or 
privilege  covered  by  such  permit;  (d)  for 
the  molesting  of  native  burial  grounds 
or  Improvements,  or  for  interfering  with 
natives  cultivating  accustomed'lands;  (e) 
for  violating  any  law  or  regulation  ap- 
plicable   to    the    refuge    Including    the 
Alaska  Game  Laws;  or  (f )  for  any  other 
good  and  sufficient  reason  In  the  public 
interest.     Immediately   upon   cancella- 
tion,  all  rights  of  the  permittee  shall 
cease,  and  upon  appeal  shall  remain  in 
suspension  pending  final  determination 
upon  the  appeal. 

Any  person  aggrieved  at  any  admin- 
istrative action  taken  on  the  above  au- 
thority   may    file    with    the    Regional 
Director  a  written  request  for  reconsid- 
eration thereof,  and  may  file  an  appeal 
to  an  adverse  decision  thereon  with  the 
Director.    Fish    and    Wildlife    Service. 
Washington.  D.  C.  whose  decision  in  the 
matter  may  be  reviewed  by  the  Secretary 
of  the  Interior.    However,  the  decision 
on  reconsideration  by  the  Regional  Di- 
rector shall  be  final  unless  an  appeal 
t  lerefrom  Is  taken  within  60  days  of  the 
date  of  such  decision.    In  cases  where 
delay  would  be  prejudicial  and  upon  a 
proper  showing  of  such  fact  a  direct  ap- 
peal from  any  such  administrative  action 
may  be  made  to  the  EWrector.  Fish  and 
Wildlife  Service,  but  In  such  event  a  copy 
of  the  appeal  and  accompanying  docu- 
ments must  be  concurrently  furnished 
the  Regional  Director. 

Unless  the  appeal  contains  an  accept- 
able reason  for  allowing  a  longer  time 
for  the  preparation  of  the  case,  the  ap- 
pellant shall  file  Immediately  a  state- 
ment or  brief  setting  forth  in  detail  the 
particulars  in  which  the  action  or  de- 
cision from  which  appeal  is  taken  Is  con- 
trary to.  or  In  conflict  with,  the  law  or 
the  regulations  of  the  Secretary  of  the 
Interior,  or  the  Director.  Fish  and  Wild- 
life Service.    Upon  receipt  of  a  copy  of 
such  statement  or  brief  from  the  com- 
plainant,  the   Regional   Director   shall 
prepare  a  statement  or  brief  reviewing 
the  case  and  presenting  the  findings  of 
fact  and  conclusions  upon  which  his  ac- 
tion or  decision  was  based.    This  state- 
ment or  brief  shall  then  be  transmitted 
to  the  Director.  Fish  and  Wildlife  Serv- 
ice. Washington,  D.  C,  who  will  there- 
upon review  the  case  and  advise  both 
the  appellant  and  the  subordinate  officer 
of  the  decision. 


§  36.10    Removal  of  property.    Upon 
the  termination  of  any  permit  affecting 
the  refuge  by  expiration  or  by  forfeiture 
or    cancellation    thereof,    pursuant    to 
§  36.9.  In  the  absence  of  an  agreement  to 
the  contrary.  If  all  fees  due  the  Federal 
Government  have  been  paid,  the  permit- 
tee may,  within  90  days,  following  such 
termination,  remove  all  property.  Includ- 
ing foxes  or  fur-bearing  animals,  belong- 
ing to  him.  together  with  any  building.s 
or  Improvements  of  any  kind  that  may 
have   been   erected   by  him:    Provided. 
That  the  Regional  Director  may.  In  his 
discretion,  allow  additional  time  neces- 
sary to  complete  any  removal  operation, 
but  If  not  removed  within  90  days  or 
within  the  additional  period  specified  by 
the    Regional    Director,    such    animals, 
buildings,  and/or  Improvements  shall  be- 
come the  property  of  the  United  States. 

Subpart — Nunivak  National  Wildlifi 
Refuge,  Alaska 

SPECIAL   provisions 

Source:  f ;  36.21  to  36.27  contained  In  Bio- 
logical Survey  Publication  1285.  Department 
of  Agriculture.  May  12.  1933. 

S  36.21  Entry  upon  and  occupancy  of 
the  refuge,  (a)  General.  Entry  upon, 
or  occupancy  or  use  of.  any  part  of  the 
refuge  for  any  purpose,  except  In  accord- 
ance with  §§  36.21  to  36.27  Is  prohibited. 

Pursuant  to  the  exception  contained 
in  the  Executive  order  establishing  the 
refuge,  nothing  In  §§  36.21  to  36.27  Is  in- 
tended to  restrict  entry  upon  or  occu- 
pancy of  the  refuge  by  official  represent- 
atives of  the  Department  of  the  Army. 
Navy,  or  Commerce  for  military,  naval, 
or  lighthouse  purposes,  respectively,  or 
the  Department  of  the  Interior  for  edu- 
cational purposes. 

(b)  Residents  <5  years).  (1)  Perma- 
nent residents  who  have  resided  within 
the  limits  of  the  refuge  continuously  for 
5  years  immediately  preceding  the  effec- 
tive date  of  §§  36.21  to  36.27.  for  the  pur- 
pose of  making  their  permanent  homes 
therein,  may,  without  permit, 

(1)  Take  game  animals,  game  birds. 
and  fur-bearing  animals,  so  far  as  per- 
mitted by.  and  in  conformity  with  the 
Alaska  Game  Law  of  January  13,  1925 
(43  Stat.  739;  48  U.  S.  C.  192-211  >.  as 
amended,  and  the  regulations  prescribed 
thereunder; 

(11)  Own,  erect  additions  to,  and  main- 
tain residences  or  other  lawful  struc- 
tures erected  and  occupied  or  used  prior 
to  the  effective  date  of  §§  36.21  to  36.27. 

(2)  And  such  residents  may,  with  a 
permit  Issued  as  hereinafter  provided 
for,  occupy  land  within  the  refuge  U> 
for  raising  fur-bearing  animals  In  pens; 
(II)  for  grazing  stock  that  was  on  the 
refuge  on  the  effective  date  of  §§36.21 
to  36.27.  or  the  natural  increase  of  such 
stock;  and  (Hi)  for  raising  not  to  exceed 
5  head  of  any  kind  of  stock  brought  into 
the  refuge  for  breeding  purposes;  but 
shall  not  Introduce  sheep  or  other  live- 
stock Into  the  refuge  unless  It  Is  free  ol 
external  parasites,  including  lice,  scab 
mites,  true  ticks,  and  sheep  ticks  (Melo- 
phagus  ovlnus)  and  then  only  under 
appropriate  permit;  Provided,  hotvever. 
That  nothing  In  S§  36.21  to  36.27  shall  be 
construed  to  interfere  with  experiments 
of  the  Service  with,  reindeer  and  caribou 
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or  with  such  other  animals  as  It  may 
hereafter  Introduce  for  experimental 
purposes. 

fc)  Residents  (less  than  S  years). 
Permanent  residents  who  have  resided 
within  the  limits  of  the  refuge  for  less 
than  5  years  immediately  preceding  the 
effective  date  of  this  section,  may.  under 
permit  issued  as  hereinafter  provided  for. 

(1)  Take  game  animals,  game  birds, 
and  fur-bearing  animsds.  so  far  as  per- 
mitted by.  and  In  conformity  with,  the 
Alaska  Game  Law  of  January  13.  1925, 
as  amended,  and  the  regulations  pre- 
scribed thereunder; 

<2)  Own,  erect  additions  to,  and  main- 
tain residences  and  other  lawful  struc- 
tures erected  and  occupied  or  used  prior 
to  the  effective  date  of  §§  36.21  to  36.27; 

<3)  Own,  erect,  and  maintain  resi- 
dences or  other  lawful  structures  after 
the  effective  date  of  S§  36.21  to  36.27; 

<4)  Own.  possess,  or  harbor  dogs. 

(d)  Nonresidents.  A  person  who  has 
not  resided  within  the  limits  of  the 
refuge  prior  to  the  effective  date  of 
§5  36.21  to  36  27  may.  under  permit  is- 
sued as  hereinafter  provided  for.  take 
game  animals,  game  birds  and  furbear- 
Ing  animals,  so  far  as  permitted  by.  and 
In  conformity  with  the  Alaska  Game  Law 
of  January  13.  1925,  as  amended,  and  the 
regulations  prescribed  thereunder;  but 
no  such  permit  will  be  issued  if  such  tak- 
ing will  Interfere  with  the  interests  and 
welfare  of  the  native  residents.  And 
such  nonresidents  may.  with  like  permit 
own,  posses,  or  harbor  dogs. 

(1)  Own,  erect  or  maintain  residences 
or  other  lawful  structures  after  the  effec- 
tive date  of  {§  36.21  to  38.27. 

<2)  Own,  possess,  or  harbor  dogs. 

(e)  Aliens.  No  permit  will  be  granted 
to  an  alien,  or  to  a  corporation  or  com- 
pany more  than  50  percent  of  whose  .stock 
or  capital  Is  owned  by  an  alien  or  aliens, 
to  engage  in  stock  raising  or  the  keeping 
or  breeding  of  fur-bearing  animals. 

Csosa  RcmCNCE:  For  regulations  pre- 
scribed under  the  Alaska  Oanae  Law  of  Janu- 
ary 13.  1925.  as  amended,  see  Parts  46  and 
161-163  of  this  title. 

§  36.22  Permits.  Revocable  permits, 
required  by  §§  36.21  to  36.27.  will  be 
granted  by  the  Administrative  Officer. 
Fish  and  Wildlife  Service.  Juneau. 
Alaska,  when  he  shall  find  that  the  enjoy- 
ment of  the  privileges  sought  will  not  in- 
terfere with  the  objects  for  which  the 
refuge  was  established,  or  with  the  safety 
and  welfare  of  the  native  residents  on  the 
refuge;  and  such  privileges  shall  be  exer- 
cised for  such  length  of  time  and  under 
such  limitations  and  conditions  as  may 
be  expressed  in  the  permits. 

8  36.23  Application  for  permits.  Ap- 
plication for  permits  should  be  addressed 
to  the  Administrative  Officer.  Fish  and 
Wildlife  Service.  Juneau.  Alaska,  and 
niii.st  give  the  name  (legibly  written  or 
printed) .  the  post-office  address,  the  citl- 
zen.shlp  of  the  applicant,  and  the  length 
and  dates  of  residence  within  the  refuge 
or  elsewhere,  and  must  contain  references 
as  to  applicants  character,  reliability, 
and  resources:  and  if  applicant  is  a  cor- 
poration or  company,  the  application 
niu.st  give  the  home  address  and  the  place 
and  date  of  incorporation  or  organiza- 
tion, together  with  the  names  and  ad- 
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dre.sses  of  the  principal  officers  of  the 
corporation  or  company,  and  a  sworn 
statement  by  a  responsible  officer  show- 
ing the  percentage  of  alien  ownership; 
and 

If  wild  animals  or  birds  are  to  be  taken, 
a  statement  of  the  number  of  each 
species  de.sired  and  whether  for  scientific, 
propagation,  exhibition,  or  other  pur- 
poses; or. 

If  it  is  desired  to  possess  or  maintain 
a  dog  or  dogs  within  the  refuge,  the  num- 
ber, and  the  sex.  name,  and  distinguish- 
ing characters  or  marks,  if  any.  of  each, 
and  the  purposes  for  which  possession 
within  the  refuge  is  desired;  or. 

If  it  is  desired  to  construct  a  building, 
or  other  structure.  Information  regard- 
ing the  nature  of  the  operations  to  be 
conducted  therein  or  in  conjunction 
therewith;  or. 

If  It  is  desired  to  use  or  occupy  any 
portion  of  the  refuge  for  the  keeping  of 
fur-bearing  animals  in  pens,  or  the  graz- 
ing of  livestock,  the  location  of  such  area 
by  approximate  latitude  and  longitude. 
a  description  of  the  character  thereof, 
whether  there  are  any  native  or  abori- 
ginal Improvements  thereon,  and  if  so, 
to  whom  they  belong  and  when  last  used, 
and  any  information  the  applicant  has 
concerning  its  suitability  for  the  pur- 
pose Intended,  stating  his  source  of  in- 
formation regarding  it  and  whether  he 
has  personally  examined  it.  together 
with  the  number  of  animals  he  proposes 
to  maintain  In  pens  or  place  thereon, 
and  the  date  he  expects,  or  is  prepared, 
to  begin  operations;  and 

If  It  is  desired  to  bring  Into  the  refuge 
animals  for  breeding  purposes,  the  num- 
ber, and  the  kind,  and  sex  of  each; 
whether  registered  or  pure  bred;  source 
from  which  obtained;  whether  and  when 
inspected  for  disease,  lice,  mites,  and 
other  parasites;  and.  if  males,  whether 
they  will  be  available  for  breeding  serv- 
ice to  stock  owners  on  the  refuge;  and 
Any  other  details  or  information  nec- 
essary to  give  a  clear  understanding  of 
the  privileges  the  applicant  desires  to 
obtain. 

?  36.24  Fees.  Such  fees  as  may  be 
commensurate  with  the  value  of  the 
privilege  may  be  fixed  and  exacted  by 
the  Administrative  Officer.  Pish  and 
Wildlife  Service.  Juneau.  Alaska,  for 
permits  to  occupy  and  use  land  within 
the  refuge,  such  fees,  when  collected  to 
be  accounted  for  and  deposited  by  such 
officer  in  accordance  with  the  fiscal  laws 
and  regulations  applicable  to  the  ac- 
counting for  and  deposit  of  pubhc 
moneys. 

§  36.25  Transfer  of  permits.  No  per- 
mit issued  under  authority  of  J§  36.21  to 
36.27  shall  be  sold,  bartered,  exchanged 
or  transferred  by  the  permittee  to  any 
other  person,  and  no  agreement  for  such 
shall  be  made  by  such  permittee,  without 
the  previous  approval  of  the  Administra- 
tive Officer,  Pish  and  Wildlife  Service. 
Juneau,  Alaska,  granted  after  the  per- 
mittee shall  have  submitted  to  him  full 
details  of  any  proposed  sale,  barter,  ex- 
change or  tran.sfer  of  such  permit.  In 
the  event  of  such  approval  of  such  trans- 
fer of  permit,  the  permittee  shall  sur- 
render the  former  permit  for  cancella- 
tion and  the  issuance  of  a  new  permit  in 
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accordance  with  §§  36.21  to  36.27  to  the 
person  to  whom  it  Is  being  sold,  ex- 
changed, or  transferred. 

§  36.26  Cancellation  of  permits.  All 
permits  issued  under  authority  of  §§  36.21 
to  36.27  are  subject  at  any  time  to  dis- 
cretionary revocation  or  termination  by 
the  Secretary. 

The  Administrative  Officer.  Pish  and 
Wildlife  Service.  Juneau,  Alaska,  may  re- 
voke or  cancel  any  outstanding  permit 
Issued  under  the  authority  of  §§  36.21  to 
36.27  for  any  use  or  privilege  concerning 
the  reservation  upon  the  request  of.  or 
under  mutual  agreement  with,  the  per- 
mittee; for  failure  of  the  permittee  to 
report  as  required  by  the  permit;  for 
failure  of  the  permittee  to  place  a  speci- 
fied number  of  foxes  in  pens  or  to  .stock 
the  area  under  permit  with  the  number 
of  other  animals  as  required  by,  and 
within  the  terms  of.  the  permit;  for 
abandonment  of  the  area,  purpo.se.  use. 
or  privilege  covered  by  such  permit;  or 
for  the  molesting  by  the  permittee  of  na- 
tive burying  grounds  or  improvements  or 
Interfering  with  natives  cultivating  ac- 
customed lands;  and  the  ex  officio  Com- 
missioner for  Alaska  designated  by  the 
Secretary  pursuant  to  the  provisions  of 
the  act  of  February  27,  1927  (44  Stat. 
1068;  5U.  S.  C.  119).  may  cancel  any  out- 
standing permit  relating  to  said  refuge 
for  any  other  good  and  sufficient  reason. 

An  appeal  may  be  taken  from  any  ad- 
ministrative action  or  decision  of  said 
administrative  officer  or  said  ex-officio 
commissioner  upon  filing  with  the  officer 
who  rendered  the  decision  a  written  re- 
quest for  reconsideration  thereof,  or  a 
notice  of  appeal.  Decisions  of  said  ad- 
ministrative officer,  or  ex  officio  commis- 
sioner, shall  be  final  unless  appeal  is 
taken  therefrom  within  a  reasonable 
time.  Decisions  of  said  administrative 
officer  appealed  from  shall  be  reviewed 
by  the  Director,  and  decisions  of  ex  officio 
commissioner  by  the  Secretary.  In  ca.ses 
where  delay  would  be  prejudicial,  the 
Secretary  will  consider  a  direct  appeal 
from  any  action  of  the  administrative 
officer. 

Unless  the  written  notice  of  appeal 
contains  an  acceptable  reason  for  allow- 
ing a  longer  time  for  the  preparation  of 
the  case,  the  appellant  shall  file  immedi- 
ately a  statement  or  brief  setting  forth 
In  detail  the  respects  in  which  the  action 
or  decision  from  which  appeal  in  taken 
is  contrary  to  or  In  conflict  with  the  law, 
the  regulations  of  the  SecreUry,  or  the 
determined  facts.  Upon  receipt  of  such 
statement  or  brief  the  officer  from  whose 
action  or  decision  the  appeal  is  made 
shall  prepare  a  statement  or  brief  re- 
viewing the  case  and  presenting  the  facts 
and  considerations  upon  which  his  action 
or  decision  is  based.  The  two  statements 
or  briefs,  together  with  all  papers  com- 
prising the  record  in  the  case,  shall  then 
be  transmitted  to  the  officer  to  whom  the 
appeal  is  made,  who  will  thereupon  re- 
view the  case  and  advise  both  the  appel- 
lant and  the  subordinate  officer  of  his 
decision. 

§  36.27  Removal  of  property.  Upon 
the  termination  of  any  permit  affecting 
the  refuge  by  expiration,  by  forfeiture, 
or  by  cancellation  pursuant  to  regulation 
thereof,  in  the  absence  of  an  agreement 
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to  the  contrary.  If  all  fees  due  the  Gov- 
ernment have  been  paid,  the  permittee 
may  within  a  reasonable  period,  to  be 
determined  by  the  Administrative  Offi- 
cer. Fish  and  Wildlife  Service.  Juneau. 
Alaska,  remove  all  property  or  make  such 
disposition  thereof  as  Is  satisfactory  to 
said  officer,  Including  fur-bearing  ani- 
mals belonging  to  him.  together  with  any 
buildings  or  improvements  of  any  kind 
that  may  have  been  erected  by;  but  If 
not  removed  or  satisfactorily  disposed  of 
within  the  period  of  time  specified  by 
said  administrative  officer,  such  animals. 
buildings,  or  Improvements  shall  become 
the  property  of  the  United  States. 


SubchopUr  &— federal  Aid  fo  St«t«.  In  Wlldlift 
Restoration 

Part  41 — Restoration  or  Game  Birds  and 
Mammals 

DETINmONS 

41.1  Meaning  of  terms. 

41.2  Act.  _ 

41.3  Authorized  reprewntatlves  of  the  Bec- 

retary. 
41  4      State  &ah  and  game  department. 
41  5       Wildlife   restoration   project. 
41.6      Ten-percent  fund. 

INFORMATION  RBQUOXO 

41.11     General   Information   for   the    Secre- 
tary. 
Hunting  license  Information. 
Notice  of  desire  to  pwtlclpate. 
Information    frc«n    State    fish    and 
game  departments. 

pmoJBCT  iNrriATioif  documints 

Project  statement. 

Surveys,    plans,    specmcatlons    and 
estimates:  form  and  arrangement. 
Project  agreements. 
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AuTHORTrr  {$  41.1  to  41.61  Issued  under  60 
Stat.  017;  16  U.  S.  C.  669-669J  and  Reorg.  Plan 
II.  53  Stat.  1433;  5  U.  S.  C.  133t,  note. 

Source:  J5  411  to  41.61  contained  in  Reg.. 
Nov.  7.  1040.  5  F.  R.  4612.  except  as  noted  fol- 
lowing section  affected. 


DETINITIONS 

141.1    Meaning  of  terms. 


RULES  AND  REGULATIONS 

have  the  meaning*  specified  in  §§  41.2  to 
41.6  inclusive. 

§  41  2  Act.  The  Act  of  Congress  ap- 
proved September  2.  1937.  entitled,  "An 
Act  to  provide  that  the  United  States 
shaU  aid  the  States  in  wUdlife-restora- 
tion  projects,  and  for  other  purposes"  (50 
Stat.  917:  16  U.  S.  C.  669-669J),  com- 
monly referred  to  as  the  Pitiman-Robert- 
son  Act. 

5  41.3  Authorized  representatives  of 
the  Secretary.  The  Director  of  the  Fish 
and  Wildlife  Service  of  the  Department 
of  the  Interior,  or  such  other  officials  and 
employees  of  said  Service  as  may  be 
designated  by  the  Director  from  time  to 
time. 

§  41.4  State  fish  and  game  depart- 
ment. Any  department  or  division  of 
department  of  another  name,  or  commis- 
sion, or  official  or  officials,  of  a  State  em- 
powered under  its  laws  to  exercise  the 
functions  ordinarily  exercised  by  a  State 
fish  and  game  department. 

5  41  5  Wildlife  restoration  project, 
hereinafter  referred  to  as  ••project."  Ac- 
quisition of  areas  of  land  or  water  or  es- 
tates or  interests  therein,  for  feeding, 
resting,  or  breeding  places  for  wildlife; 
restoration,  rehabilitation,  and  improve- 
ment by  construction  of  necessary  works 
or  otherwise  of  land  and  water  areas  for 
the  benefit  of  wildlife;  conduct  of  re- 
search into  problems  of  wildlife  manage- 
ment, maintenance  of  completed  proj- 
ects, and  the  coordination  of  projects 
necessary  to  efficient  administration  af- 
fecting wildlife  resources. 

[Aug.  23.  1946,  11  F.  R.  9639J 

i  41.6  Ten-percent  fund.  Items  for 
engineering,  inspection,  and  unforeseen 
contingencies  not  exceeding  10  percent  of 
the  total  estimated  cost  of  any  works  to 
be  constructed  under  this  act. 

INFORMATION   REQUIRED 

§  41.11    General  information  for  the 
Secretary.     Before    any    agreement    is 
made  covering  any  project  to  be  under- 
taken in  a  State,  there  shall  be  furnished 
to  the  Secretary  upon  his  request,  by  or 
on  behalf  of  the  State,  information  re- 
garding the  laws  affecting  wildlife  con- 
servation and  the  authority  of  the  State 
and  of  local  officials  in  reference  to  the 
establishment  and  maintenance  of  wild- 
life projects;  the  existing  provisions  of 
the  State  constitution  or  laws  relative 
to    revenues    for    the    protection    and 
restoration  of  wUdlife;  the  funds  that 
will  be  available  to  meet  the  State's  share 
of  the  cost  of  work  to  be  performed  and 
the  general  source  of  such  funds;  and 
provisions  made  or  to  be  made  for  main- 
taining wildlife-restoration  projects  up- 
on  which   Federal   aid   funds   wiU    be 
expended. 

§  41.12  Hunting  license  information. 
Certified  information  as  to  the  number  of 
paid  hunting  license  holders  of  the  State 
in  the  preceding  fiscal  year  ending  June 
30  shall  be  furnished  the  Secretary  or 
his  authorized  representatives  by  the  fish 
and  game  department  of  each  State  on 
or  before  December  31  of  each  year. 


^ Forthepifr- 

poses  of  the  regiUations  in  this  part,  the 
terms  shall  be  construed,  respectively,  to 


fi  41.13  Notice  of  desire  to  participat0. 
Any  State  fish  and  game  department  de- 
siring to  avail  itself  of  the  benefits  of  the 
act  shall  notify  the  Secretary  to  this 


effect  within  60  days  after  It  has  received 
from  the  Secretary  certificate  of  appor- 
tionment of  funds  available  under  the 
act  to  the  States. 

§  41.14  Information  from  State  fish 
and  game  departments.  The  Secretary 
or  his  authorized  representatives  may 
from  time  to  time  request  and  the  State 
fish  and  game  department  shall  furnish 
information  relative  to  the  administra- 
tion and  maintenance  of  the  wildlife 
restoration  projects  established  under 
the  act. 

PROJECT  INITIATION  DOCtTMENTS 

S  41.21  Project  statement.  A  project 
statement  shall  be  submitted  for  each 
project  to  be  undertaken,  which  shall 
contain  such  fundamental  information 
as  the  Secretary  may  require  and  which 
will  be  specified  in  form  furnished  by 
him,  in  order  that  he  may  determine 
project  suitability  for  wildlife  restoration 
purposes. 

§  41.22  Surveys,  plans,  specifications, 
and  estimates:  form  and  arrangement. 
The  siu-veys,  plans,  specifications,  and 
estimates  shall  show  In  convenient  form 
and  detail  the  work  to  be  performed  and 
its  probable  cost,  in  conformity  with  the 
standards  governing  form  and  arrange- 
ment prescribed  by  the  Secretary  and 
furnished  to  the  States. 

§  41.23  Project  agreements.  A  proj- 
ect agreement  between  the  State  fish 
and  game  department  and  the  Secretary 
shall  be  executed  for  each  project  ap- 
proved by  the  Secretary. 

PARTICIPATION    BY    OTHER    STATE    AGENCIES 

i  41.31  Participation  by  State  subdivi- 
sions. When  any  part  of  the  cost  of  a 
project  Is  to  be  furnished  by  a  county 
or  any  other  subdivision  of  a  State,  the 
surveys,  plans,  specifications,  and  esti- 
mates shall  be  accompanied  by  a  certi- 
fied copy  of  each  resolution  or  order.  If 
any,  of  the  appropriate  local  officials,  or 
by  such  other  showing  as  the  Secretary 
may  require  respecting  the  funds  that 
are  made  available,  indicating  the  con- 
trol of  the  money  provided  for  paying 
such  costs,  and  clearly  defining  whether 
the  State,  county,  or  other  local  subdlvl- 
sion  will  own  the  lands  and  or  Improve- 
ments; and  stating  which  agency  will  be 
responsible  for  administration  and  main- 
tenance after  completion  of  the  project. 

REQUIREMENTS  FOR   PAYMENTS 

8  41.36  Secretary's  approval.  No  pay- 
ment of  any  money  apportioned  under 
the  act.  Including  such  preliminary  or 
Incidental  costs  and  expenses  as  may  be 
Incurred  In  and  about  such  projects,  shall 
be  made  on  any  project  unless  the  state- 
ment of  the  project  and  the  plans,  speci- 
fications, and  estimates  thereof  have  been 
submitted  to  and  approved  by  the  Sec- 
retary. 

8  41.37  Economy  and  efficiency.  No 
part  of  the  Federal  funds  set  aside  on 
account  of  any  project  shall  be  paid  until 
It  has  been  shown  to  the  satisfaction  oi 
the  Secretary  or  his  authorized  repre- 
sentatives that  appropriate  and  adequate 
means,  either  by  advertisement  or  other- 
wise, were  employed  to  insure  economy 
and  efficiency  In  the  expenditure  of  such 
money. 
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i  41.38  Lowest  responsible  bid.  If  a 
contract  be  awarded  to  any  other  than 
the  lowest  responsible  bidder,  the  Fed- 
eral Government  shall  not  pay  more  than 
Its  pro  rata  share  of  the  lowest  respon- 
sible bid.  unless  It  is  satisfactorily  shown 
that  it  was  advantageous  to  the  work  to 
accept  the  higher  bid. 

§  41.39  Contracts:  competitive  bids. 
All  contracts,  except  for  the  purchase 
and  leasing  of  lands,  shall  be  based  upon 
free  and  open  competitive  bids. 

§  41  40  Copy  of  contract:  alteration 
or  modification.  Upon  request,  a  copy 
of  each  contract  as  executed  shall  be 
promptly  certified  by  the  State  fish  and 
Fame  department  and  furni.shed  to  the 
Secretary,  and  no  alteration  or  modifica- 
tion that  changes  the  character  or  ex- 
tent of  the  work  from  that  indicated  in 
the  plans,  specifications,  and  estimates 
as  approved  by  the  Secretary,  or  that 
increases  the  amounts  to  be  paid  from 
the  lowest  competitive  bid,  shall  be  sub- 
.sequently  made  without  the  approval  of 
the  Secretary  or  his  authorized  repre- 
sentatives. 

{41.41  Form  of  voucher.  Vouchers 
In  the  form  provided  by  the  Secretary 
and  certified  as  therein  prescribed,  show- 
ing amounts  expended  on  any  project 
and  the  amount  claimed  to  be  due  from 
the  Federal  Government  on  account 
thereof,  shall  be  submitted  by  the  State 
fish  and  game  department  to  the  Pish 
and  Wildlife  Service,  either  after  com- 
pletion of  the  project,  or.  If  the  Secretary 
has  determined  to  make  payments  as  the 
work  progresses,  at  Intervals  of  not  less 
than  1  month. 

STATES'  RESPONSIBILITIES 

8  41.46  Prosecution;  promptness.  The 
State  fish  and  game  department  shall 
carry  all  approved  projects  through  with 
reasonable  promptness. 

5  41.47  Inspection.  The  supervision 
of  each  project  by  the  State  fish  and 
game  department  shall  Include  adequate 
and  continuous  Inspection  throughout. 

§  41.48  Notice  of  commencement  and 
completion.  Written  notice  of  com- 
mencement and  completion  of  work  on 
any  project  shall  be  given  promptly  by 
the  State  fish  and  game  department  to 
the  Pish  and  Wildlife  Service. 

§41.49  Progress  reports.  Progress  re- 
ports, showing  force  employed  and  work 
done,  shall  be  furnished  as  requested  by 
the  Secretary  or  his  authorized  repre- 
sentatives. 

8  41.50  Samples  of  materials  to  be 
submitted.  Suitable  samples  of  mate- 
rials to  be  used  In  construction  work 
shall  be  submitted  by  or  on  behalf  of 
the  State  fish  and  game  department  to 
the  Pl.sh  and  Wildlife  Service  whenever 
requested,  to  be  tested  for  suitability  and 
conformity  with  standard  specifications. 

8  41.51  Records  and  cost  accounting. 
Such  records  of  the  cost  of  lands  ac- 
quired. Improvements  made  thereon,  con- 
struction work,  overhead  costs,  and  of 
maintenance  done  by  or  on  behalf  of  the 
State  shall  be  kept  separately  for  each 
project  by  or  under  the  direction  of  the 
State  fish  and  game  department,  which 
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shall  report  the  amount  and  nature  of 
the  expenditure  for  these  purposes,  upon 
the  request  of  the  Secretary  of  his  au- 
thorized representatives. 

8  41.52  Inspection  of  accounts  and 
records.  The  accounts  and  records,  to- 
gether with  all  supporting  documents, 
shall  be  open  at  all  times  to  the  Inspec- 
tion of  the  Secretary  or  his  authorized 
representatives,  and  copies  thereof  shall 
be  furnished  when  requested. 

8  41.53  Submission.  Papers  and  doc- 
uments required  by  the  act  or  by  the 
regulations  in  this  part  to  be  submit- 
ted to  the  Secretary  may  be  delivered  to 
the  Director  of  the  Fish  and  Wildlife 
Service  or  his  authorized  representatives, 
and  from  the  date  of  such  delivery  shall 
be  deemed  submitted. 

8  41.54  Personnel;  maintenance.  The 
State  fish  and  game  department  shall 
maintain  an  adequate  and  competent 
force  of  employees  to  Initiate  and 
carry  projects  through  to  satisfactory 
completion. 

§  41.55  Personnel  selection.  Person- 
nel employed  by  the  States  from  funds 
apportioned  tmder  the  act  shall  be  se- 
lected on  the  basis  of  competency  for 
services  to  be  performed  and  shall  con- 
duct their  duties  In  a  manner  accept- 
able to  the  Secretary. 

DELEGATION  OF  AUTHORITY 

8  41.61  Delegation  of  authority.  The 
Director  of  the  Pish  and  Wildlife  Service 
and  such  responsible  .subordinates  as  he 
may  designate  with  the  approval  of  the 
Secretary  are  hereby  directed  to  act  for 
the  Secretary  and  to  execute,  approve, 
and'or  accept  in  his  behalf,  preliminary 
project  statements;  plans,  specifications, 
and  estimates;  project  agreements:  cer- 
tificates of  approval  of  plans,  specifica- 
tions, and  estimates;  and  all  other  docu- 
ments that  may  be  necessary  or  required 
In  the  administration  of  the  regulations 
in  this  part,  when  the  projects  meet  the 
standards  which  the  Secretary  may  from 
time  to  time  establish. 
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EMERGENCIES 

Taking  by  Indians  and  others. 

rooD  roa  animals 

Using  game  as  food  for  dogs  or  Ua 
animals,  or  as  bait. 

ESCAPED     ANIUALA 

Fur  animals;  return  to  wild  state. 

INSPECTIONS  AND  REPORTS 

General  provisions. 

Fur  dealers. 

Hunters  and  trappers. 

TRANSPORTATION  AND  POSSESSION 

General  provisions. 

Marking  of  packages. 

By  fur  dealers. 

Tagged  beaver  skins. 

Export  by  resident. 

Export  by  nonresident. 

Bald  eagles. 

Evidence  of  sex. 

Fur  animus  and  black  bear. 

Game  animals. 

Live  game  animals.         *' 
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46.51 


46.56 

46  57 
4658 


46.61 
4662 
46.63 
46.64 
4665 
4666 
46.67 
46  68 
4669 
46.70 
46.71 


46  81       General  provisions. 

46.82       Tagged  beaver,  other  fur  animals  and 

black  bear  skins,  meat,  and  skins 

of  hares  and  rabbits. 
46  83       Manufactured  articles. 

46.84  Shed  antlers. 

46.85  Strips  of  grizzly  bear  hides. 

46.86  Meat,   certain   animals  and   birds. 
46  87       Dolly  Varden  trout. 

46.88  Steelhead  trout  taken  In  salt  water. 
Incidental  to  commercial  salmon 
operations. 

METHODS,    SEASONS    AND   LIMITB 

46.100     General  provisions. 
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46.101 
46.102 
46.103 
46.104 
46.105 
46.106 
46.107 
46.108 
46.109 
46.110 
46.111 


46126 
46  127 
46.128 


46.129 

46.130 
46  131 
46.132 

46.133 


46.140 
46  141 
46.142 
46.143 


46.150 
46.151 


46  155 
46  156 


46.165 


GAME  ANIMAL.S 

Methods  and  means. 

Closed  areas. 

Deer. 

Moose. 

Caribou. 

Mountain  Goat.  ^ 

Mountain  Sheep. 

Bear,  large  brown  and  grlzBly. 

Black  bear. 

Killing  bear  attacking  humans. 

Hare  end  rabbit. 

rUR    ANIMALS 

Methods  and  means. 

Seasons  and  limits. 

Permits  to  take  wolves  and  coyotes 

during  close  season  for  other  fur 

animals. 
Seasons  for  mink,  land  otter,  weasel 

(ermine),  fox  and  lynx. 
Seasons  for  muskrat. 
Seasons  for  beaver. 
Season   for  wolf,   coyote,  wolverine, 

marmot,  squirrel,  and  polar  bear. 
Seasons  for  marten. 

GAME   BIRDS 

Methods  and  means. 
Season,  limits  and  closed  area. 
Grouse   and   ptarmigan. 
Migratory  game  birds. 

NONGAME  BIROS 

Methods  and  means. 
Open  seasons  and  limits. 

GAME    FISHES 

Methods  and   means. 
Seasons  and  limits. 

CLOSED    AREAS 

ContinucuE  on  all  animals  and  birds, 
except  wolves  and  coyotes. 
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8ec. 

46.18a  National  park  and  monument. 

46.167  Posted  natural  foresta. 

46.168  Haines. 

46. 169  Harding  Lake;     Birch  Lake. 

46.170  Curey  Game  Refuge. 

46.171  Byak  Lake. 

46.176  Continuous  on  certain  game  and  fur 

animals. 

46.177  Cooper  Lake. 

46.178  Clearwater. 
46  179  Highway. 

46.180  Mount  Hayes;       Blair  Lakes  Refuge. 

46  181  Alaska  Peninsula  No.  1. 

46.132  Mitkof  Island. 

46  18J  Kenal  Peninsula  No.  1. 

46.184  Kenal  Peninsula  No.  a. 

46  185  Kenal  Peninsula  No.  3. 

46  186  Gird  wood. 

46.187  Thayer  Mountain. 

46  188  Pack  Creek,  Admiralty  Island. 

46  189  Anan  and  Loring. 

46.190  Afognak  Island. 

46.191  Colvllle  River  drainage. 

46.192  Sheep   Mountain. 

46.193  Eklutna  Lake. 
46  194  Coleen  River. 

46.195  Charley  River. 

46.196  Chestochlna  River. 

46.197  Talkeetna  River. 
46  198  Sulukna  River. 
46  199  Hoholltna  River. 
46  200  Shoemaker  Bay. 
46.201  Alaska   Railroad. 

POtMITS 

46.205  To  collect  for  scientific  and  propagat- 

ing purposes  or  for  protection  of 
property. 

46.206  Carrying  and  exhibition. 

46.207  Applications. 

46.208  Reports. 

Adthowtt:  |§46.1  to  46.208  issued  under 
87  Stat.  306;  48  U.  S.  C.  Sup.,  198. 

DEFINITIONS 

SotTRCi:  Si  46.1  to  46.18  contained  In  Reg  . 
May  15.  1944.  effective  July  1.  1944.  9  F.  R. 
6270.  except  as  noted  following  sections  af- 
fected. 

S  46.1  Meaning  of  terms.  Per  the 
purpose  of  the  regulations  In  this  sub- 
chapter the  following  shall  be  construed, 
respectively,  to  mean: 

9  46.2  Commission.  The  Alaska  Game 
Commission. 

S  48.3    Territory.    Territory  of  Alaska. 

I  46  4  Indians.  Natives  of  one-half 
or  more  Indian  blood. 

S  46.5  Eskimos.  Natives  of  one-half 
or  more  Eskimo  blood. 

§  46.8  Take.  Taking,  pursuing,  dls- 
I  turbing,  hunting,  capturing,  trapping,  or 
killing  game  animals,  fur  animals,  game 
or  nongame  birds,  or  game  fishes;  at- 
tempting to  take,  pursue,  disturb,  hunt, 
capture,  trap,  or  kill  such  animals,  birds. 
or  game  fishes,  or  setting  or  using  a  net. 
trap,  or  other  device  for  taking  them. 
or  collecting  the  nests  or  eggs  of  such 
birds,  unless  the  context  otherwise  re- 
quires. Whenever  the  taking  of  animals, 
birds,  or  nests  or  eggs  of  birds,  or  game 
fishes  Is  permitted,  reference  is  had  to 
taking  by  lawful  means  and  in  lawful 
manner. 

S  -6.7  Open  season.  The  time  during 
which  animals,  birds,  or  game  fishes  may 
lawfully  be  taken.  Elach  period  of  time 
prescribed  as  an  open  season  shall  in- 
clude the  first  and  last  days  thereof. 
Whenever  the  word  year  is  used  in  the 
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regulations  In  this  part  It  shall  mean  the 
year  from  July  1  to  June  30  of  the  follow- 
ing year. 

IMay  10.  1947.  elTectlve  July  1.  1947,  12  F.  R. 
8629] 

§  46.8  Closed  season.  The  time  dur- 
ing which  animals,  birds,  or  game  fishes 
may  not  be  taken. 

i  46.9  Transport.  Shipping,  trans- 
porting, carrying,  importing,  exporting, 
or  receiving  or  delivering  for  shipment, 
transportation,  carriage,  or  export,  un- 
less the  context  otherwise  requires. 

§  46.10  Game  animals.  Deer,  moose, 
caribou,  elk,  mountain  sheep,  mountain 
goat,  bison,  muskox.  and  the  large  brown, 
grizzly,  and  black  bears,  and  hare  or 
rabbit. 

(May  18,  1944.  as  amended  May  3.  1945.  effec- 
tive July  1,  1945;  9  F.  R.  5270.  10  P.  R.  5119) 

5  46.11  Fur  animals.  Beaver,  musk- 
rat,  marmot,  racoon,  pika,  squirrel,  fisher, 
fox,  lynx,  marten  or  sable,  mink,  weasel 
or  ermine,  sea  otter,  land  otter,  wolver- 
ine, coyote,  wolf,  and  polar  bear. 

(May  15,  1944,  as  amended  May  3.  1945.  effec- 
tive July  1,  1945;  9  F.  R.  5270.  10  F.  R.  61191 

§  46.12  Game  birds.  Anatldae,  com- 
monly know  as  waterfowl,  including 
ducks,  geese,  brant,  and  swans;  Haema- 
topodldae.  Charadriidae,  Scolopacidae 
and  Phalaropodidae.  commonly  known  as 
shorebirds,  including  oyster-catchers, 
plover,  sandpipers,  snipe,  curlew,  and 
phalaropes;  Oruidae,  commonly  known 
as  cranes;  and  the  several  species  of 
grouse  and  ptarmigan,  and  such  other 
birds  as  have  been  or  may  hereafter  be 
transplanted,  introduced,  or  reintroduced 
into  the  Territory,  or  any  part  thereof, 
and  found  and  declared  by  the  Secretary 
to  be  game  birds. 

§  46.13  Nongame  birds.  All  wild  birds 
except  game  birds. 

5  48  14  Game  fishes.  Rainbow,  steel- 
head,  cutthroat,  Mackinaw  or  lake  trout, 
eastern  brook,  and  Dolly  Varden  trout, 
and  grayling,  and  such  other  fishes  as 
the  Secretary  may  declare,  from  time  to 
time,  to  be  game  fishes. 

[May  20,  1946,  effective  July  1.  1946,  11  F.  R. 
6787) 

5  46.15  Resident.  A  citizen  or  nation- 
al of  the  United  States  who  has  resided  in 
the  Territory  for  a  continuous  period  of 
twelve  months  immediately  preceding 
his  claim  for  resident  hunting,  trapping, 
fishing  or  other  privileges  under  this  part, 
or  a  person  not  a  citizen  or  a  national  of 
the  United  States  who  has  hi  good  faith 
declared  his  Intention  to  become  a  citi- 
zen of  the  United  States,  whose  declara- 
tion of  intention  is  in  good  standing,  and 
who  has  resided  in  the  Territory  for  a 
like  period. 

Note:  Period  of  residence  as  prerequisite 
to  obtaining  trapping  license  has  been  fixed 
at  three  years  In  accordance  with  provisions 
of  section  3  of  the  Alaska  Game  Law. 

5  46.16  Nonresident.  A  citizen  or  na- 
tional of  the  United  States  who  has  not 
resided  in  the  Territory  for  a  continuous 
period  of  twelve  months,  or  for  the  ex- 
tended period  of  three  years  in  the  case 
of  resident  trapping  licenses,  immedi- 
ately preceding  his  claim  for  hunting. 


trapping  or  other  privileges  under  the 
Alaska  Game  Law. 

NoTx:  Period  of  residence  as  prerequisite 
to  obtaining  trapping  license  has  been  fixed 
at  three  years  In  accordance  with  provisions 
of  section  3  of  the  Alaska  Game  Law. 

5  46.17  i4/ien.  Any  person  not  a  citi- 
zen or  a  national  of  the  United  States 
and  who  Ls  not  a  resident  or  a  nonre.si- 
dent  of  the  Territory,  as  defined  herein. 

5  46.18  Fur  districts.  The  elpht  geo- 
graphical divisions  of  Alaska  described 
as  follows: 

Fur  Dixtrict  t.  All  of  the  southeastern 
Alaska  from  Dixon  Entrance  to  Cape  Fair- 
weather  and  along  longitude  138'  to  the  In- 
ternational boundary. 

Fur   District   2.     That   part     of   southern 
Alaska  draining  to  the  Gulf  of  Alaska  and 
Cook    Inlet,    beginning    with    the    western 
boundary  line  of  Fur  District  1  and  follow- 
ing  longitude    138*    from   Cape   Falrweather 
to    the    International    boundary    and    along 
this   Iwundary   to   Mount  St.   Ellas;    thence 
following  the  summit  of  the  Chugach  Range 
to  the  head  of  Miles  Glacier;   thence  down 
the  center  line  of  said  glacier  to  the  cen- 
ter of  the  C.  R.  A  N.  W.  Railway  bridge  across 
the  Copper  River  at  mile  49;  thence  up  the 
center  line  of  Chllds  Glacier  to  its  summit; 
thence    along   the  divide    through   Marshall 
Pass  and  Thompson  Pass;  thence  along  the 
divide    to   Tahneta   Pass;    thence   along   the 
divide    separating    the   water    of   the   Mata- 
nuska  River  from   the  Melchlna   River  and 
the  Talkeetna  River  from  the  Oshetna  River; 
thence  along  the  divide  separating  the  waters 
of  the  Oshetna  River  from  Koelna  Creek  to 
and   across  the  Susltna  River   at   a  point  4 
mUes    northwest    of    the    mouth    of    Goose 
Creek;    thence   along   the   divide   separating 
the  waters  flowing  northwest   Into  the  Su- 
sltna River  from  those  flowing  southerly  Into 
the  Susltna  River;  thence  following  said  di- 
vide   separating    the    waters    flowing    north 
Into  the  Nenana  River  from  those  flowing 
southerly  Into  the  Susltna  and  Chulltna  Riv- 
ers and  across  Broad  Pass  and  the  Alaska 
Railroad  at  mile  308;   thence  along  the  di- 
vide separating  the  waters  flowing  south  Into 
the  Chulltna  River  from  those  flowing  north 
Into  Cantwell  Creek  and  the  Nenana  River  to 
the   summit   of    the    Alaska    Range;    thence 
along  said  summit   through  Rainy  Pass  to 
Merrill  Pass;  thence  along  the  summit  of  the 
Chlgmlt   Mountains,    separating   the   waters 
flowing  easterly  Into  Cook  Inlet  from  those 
flowing  westerly  Into  the  Kuskokwlm  River 
and  Bristol  Bay,  to  Its  Intersection  with  the 
old    portage    from    Kamlshak    Bay    to   Kak- 
honak  Bay  on  Illamna  Lake;    thence  along 
said  portage  to  Kamlshak  Bay. 

Fur  District  3.  Consisting  of  the  Aleutian 
Islands.  Unlmak  Island,  Amak  Island,  all  ths 
islands  lying  south  of  the  Alaska  Peninsula, 
the  Kodlak-Afognak  Islands  group,  the 
Barren  Islands.  Augustine  Island,  and  the 
Alaska  Peninsula  from  False  Pass  to  the 
mouth  of  Reindeer  Creek,  thence  following 
said  creek  and  a  line  to  the  center  of  Anlak- 
chak  Crater,  and  Including  that  part  of  said 
peninsula  consisting  of  the  drainage  to  the 
Pacific  Ocean  south  of  a  line  following  the 
divide  from  the  center  of  Anlakchak  Crater 
to  the  old  portage  from  Kamlshak  Bay  to 
Kakhonak  Bay;  thence  along  said  portage  on 
the  boundary  of  Fur  District  2  to  Kamlshak 
Bay. 

Fur  District  4.  All  the  drainage  to  Bristol 
Bay.  bounded  on  the  south  by  the  northern 
boundary  of  Fur  District  3,  on  the  east  by 
the  western  boundary  of  Fur  District  2,  and 
on  the  north  by  a  line  beginning  at  Cape 
Newenham  and  extending  along  the  summit 
of  the  divide  separating  the  waters  flowing 
northerly  Into  Kuskokwlm  Bay  and  Kusko- 
kwlm River  from  those  flowing  southerly  Into 
Bristol  Bay,  to  lU  Intersection  with  the  west- 
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ern  boundary  of  Pur  District  2  at  a  point 
approximately  22  mUes  south  of  MerrUl  Pass. 
Fur    Dutrict    5.     That    part    of    western 
Alaska  draining  to  Kuskokwlm  Bay,  Bering 
Sea.   Norton    Sound,    and    Kotzebue   Sound, 
bounded  on  the  east  by  a  line  beginning  at 
Cape    Newenham   and    extending   along   the 
divide    separating    the    waters    flowing    Into 
Kuskokwlm  Bay  and  Kuskokwlm  River  from 
those  flowing  Into  Bristol  Bay  and  the  Tlk- 
chlk  Lakes;  thence  along  the  divide  separat- 
ing the  waters  flowing  Into  Tulasak   River 
Slid  Whlteflsh  Lake  from  those  flowing  Into 
the  Anlak  River  and  Swift  Creek;  thence  to 
a  point  on  the  Kuskokwlm  River  opposite  the 
mouth  of  the  first  stream  on  the  north  t>ank 
above  Ohagamut;  thence  across  the  Kuskok- 
wlm River  and  following  the  center  of  said 
first  north-bank  stream  above  Ohagamut  to 
lis  head:  thence  along  the  divide  separating 
the  waters  of  Palmute  Portage  flowing  Into 
Big  Lake  from  those  flowing  Into  the  Yukon 
River:  thence  to  a  point  on  the  Yukon  River 
15  miles  below  Palmut  Village;    thence  fol- 
lowing down  the  south  bank  of  the  Yukon 
River  to  a  point  6  miles  below  Dogfish  VU- 
lape:    thence    across    the    Yukon    River    to 
Mount   Chlnlkllk;    thence   along   the   divide 
separating  the  waters  flowing  Into  the  Stuy- 
ahok  River  from  those  flowing  Into  the  Ku- 
yukutuk  River;  thence  continuing  along  said 
divde  separating  the  waters  flowing  easterly 
Into   the    Yukon   River   from   those    flowing 
westerly  Into  Norton  Sound;  thence  continu- 
ing along  said  divide  separating  the  waters 
Howlng  Into  the  Koyukuk  River  from  those 
flowing   Into  Kotzebue  Sound  to  the  sum- 
mit of  the  divide  separating  those  flowing 
Into  the  Colvllle  River  from   those   flowing 
into  the  Noatak  River;  thence  westerly  along 
the    divide    separating    the    waters    flowing 
north    Into    the    Arctic    Ocean    from    those 
flowing  south  Into  the  Noatak  and  Kukpuk 
Rivers  to  the  Coast  of  Cape  Llsburne. 

Fur  District  6.     All  the  watershed  of  the 
Tanana  River,  the  upper  Copper  River,  part 
of  the   lower   Yukon   River,   and   the   upper 
Kuskokwlm  River,  bounded  on  the  east  by 
the  International  boundary,  on  the  south  by 
the  northern  boundaries  of  Fur  Districts  2 
and  4,  on  the  west  by  the  eastern  boundary 
of  Fur  DLstrlct  6,  and  on  the  north  by  a  line 
beginning  at  International  Boundary  Monu- 
ment No.  146  and  following  the  divide  sepa- 
rating the  waters  of  the  north  fork  of  the 
Ladue  River  from  those  of  the  Ladue  River; 
thence  along  the  divide  separating  the  waters 
flowing  northerly  into  the  Yukon  River  from 
those    flowing    southerly    into    the    Tanana 
River,  through  Far  Mountain.  Twelve  Mile 
*immlt,    and    WIckersham    Dome;     thence 
*long  the  divide  separating  the  waters  flow- 
ing easterly   Into  Beaver  Creek   from   those 
flowlnR  westerly  Into  Hess  Creek;  thence  along 
the    divide    separating    the    waters    flowing 
southwesterly    Into   Hess   Creek   from    those 
flowing    northerly    Into    the    Yukon    River; 
thence  along  the  divide  separating  the  wa- 
ters flowing  southerly   Into   Waldron   Creek 
from  those  flowing  northerly  Into  the  Yukon 
River,  to  the  site  of  old  Fort  Hamlin;  thence 
»cross  the  Yukon  River  to  the  divide  separat- 
^g  the  waters  flowing  northerly  Into  the  Dall 
River  from  those  flowing  southerly  Into  the 
Ray  River;  thence  along  the  divide  separating 
the  waters  flowing  northerly  Into  the  Kanutl 
River  from  those  flowing  southerly  Into  the 
Yukon  River;  thence  along  the  divide  sepa- 
rttlng  the  waters  flowing  westerly  into  the 
Koyukuk  River  from  those  flowing  southerly 
into  the  Melozltna  River;   thence  along  the 
aivlde  separating  those  waters  flowing  Into 
"»  Koyukuk  River  above  the  upper  end  of 
Treat  I.siand  from  those  entering  below  said 
point,  to  the  Koyukuk  River;  thence  across 
we  Koyukuk  River  at  the  upper  end  of  Treat 
|»iand  and  northwesterly  along  the  divide 
•fParatlng  the  waters  flowing  easterly  into 
the  Hogatza  River  and  Koyukuk  River  from 
those  flowing  southerly   into   the   Koyukuk 
"'ver.  to  the  Cone  MounUln;  thence  along 
"le  divide  separating  the  waters  flowing  east- 
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erly  into  the  Hogatza  River  from  those  flow- 
ing westerly  Into  the  Dakll  River,  to  the  In- 
tersection with  the  eastern  boundary  of  Pur 
District  5. 

Fur  District  7.  All  the  drainage  to  the 
upper  Koyukuk  and  upper  Yukon  Rivers 
bounded  on  the  east  by  the  International 
boundary,  on  the  north  by  the  summit  of 
the  Brooks  Range,  on  the  west  by  the  east- 
ern boundary  of  Fur  District  6,  and  on  the 
south  by  the  northern  boundary  of  Fur 
District  6. 

Fur  District  8.  The  Arctic  coast  of  Alaska, 
consisting  of  all  the  drainage  to  the  Arctic 
Ocean  north  of  the  northern  boundaries  of 
Fur  Districts  6  and  7. 

LICENSES 

8oumc«:  f  {  46.21  to  46.23  contained  In  Ree  , 
May  15,  1944.  effective  July  1,  1944.  9  P.  R. 
6270.  except  as  noted  following  section  af- 
fected. 

5  46.21  General  provisions.  No  per- 
son shall  take,  possess,  or  transport  game 
animals,  fur  animals,  birds,  or  game 
fishes,  or  purchase  or  sell  fur  animals 
or  parts  thereof  except  as  provided  in 
§§46.81  to  46  88.  inclu.sive.  or  act  as  a 
guide  In  the  Territory  unless  he  is  in  pos- 
se.sslon  of  a  valid  licen.se  bearing  his 
signature  written  in  ink  on  the  face 
thereof  (If  he  is  recjuired  by  the  Alaska 
Game  Law  or  regulations  of  the  Com- 
mission thereunder  to  have  such  a  li- 
cense ) ,  and  he  shall  have  his  license  on 
his  person  when  taking  such  animals, 
birds,  or  game  fishes,  or  when  acting  as 
a  guide  and  shall  produce  it  for  inspec- 
tion by  any  wildlife  agent  or  other  per- 
son requesting  to  see  It. 

(May  16,  1944.  as  amended  May  3.  1945,  ef- 
fective July  1,  1946;  9  F.  R.  6270,  10  F.  R.  6119] 

5  46.22  Application.  Each  applica- 
tion for  a  license  shall  be  made  on  the 
form  prescribed  by  the  Commission  and 
if  the  application  is  made  by  mail  it 
shall  be  accompanied  by  a  bank  draft  or 
an  express  or  postal  money  order  pay- 
able to  the  Treasurer  of  the  United 
States  for  the  amount  of  the  license  fee. 

5  46.23  Exemptions.  No  license  shall 
be  required  of  native  Indians  and 
Eskimos,  or  of  residents  under  the  age 
of  sixteen. 

EMERGENCIES 

5  46.31  Taking  by  Indians  and  others. 
An  Indian  or  Eskimo,  or  an  explorer, 
prospector,  or  traveler,  may  take  ani- 
mals, birds  except  migratory  birds,  or 
game  fishes  in  any  part  of  the  Territory 
at  any  time  for  food  when  in  need  there- 
of and  other  sufficient  food  Is  not  avail- 
able, but  he  shall  not  transport  or  sell 
any  animal,  bird,  game  fish,  or  part 
thereof  so  taken,  and  an  Indian  or  Es- 
kimo also  may  take,  possess,  and  trans- 
port, at  any  time,  auks,  auklets, 
guillemots,  murres,  and  puffins  and  their 
eggs  for  food,  and  their  skins  for  cloth- 
ing for  his  own  use  and  that  of  his  im- 
mediate family.       ^ 

[May  16.  1944,  effective  July  1,  1944    9  F   R 
6270  J 

FOOD  FOB  ANIMALS 

5  46.41  Using  game  as  food  for  dogs 
or  fur  animals  or  as  bait.  No  person  is 
permitted  to  feed  any  game  animal,  pro- 
tected game  bird,  game  fish,  or  part 
thereof,  to  a  dog  or  to  a  fur  animal  held 
In  captivity,  except  the  waste  parts,  such 
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as  hides,  viscera,  and  bones,  or  permitted 
to  use  any  part  of  any  game  animal  or 
game  bird  for  bait. 

IMay  10,  1947,  effective  July  1.  1947,  12  F  R 
3629] 

ESCAPED  ANIMALS 

§  46.51  Fur  animals;  return  to  wild 
state.  Operators  of  licensed  fur  farms 
from  which  fur  animals  escape  from  cap- 
tivity may  conduct  operations  for  the  re- 
capture of  such  escaped  animals  through 
the  use  of  legal  trapping  devices  within 
a  period  of  30  days  after  the  discovery  of 
the  escape.  If  such  operations  are  con- 
ducted during  the  closed  season  on  wild 
animals  of  the  same  species,  such  oper- 
ator shall  immediately  notify  the  nearest 
wildlife  agent  in  writing  of  the  numbers 
and  kinds  of  escaped  animals,  the  kinds 
of  devices  being  used  in  recapturing  oper- 
ations, and  the  locality  where  such  oper- 
ations are  being  conducted. 

IMay  15,  1944,  effective  July  1,  1944,  9  F.  R. 
5270) 

INSPECTIONS  AND  REPORTS 

SouBCx:  ?5  46.66  to  46  68  ccntelned  In  Reg., 
May  20,  1946,  effective  July  1,  1946,  II  F.  R. 

5737. 

§  46.56  General  provisions.  Each  fur 
farmer  or  fur  dealer,  including  Indians, 
Eskimos,  cooperative  stores  operated  ex- 
clusively by  and  for  native  Indians  and 
Eskimos,  and  stores  operated  by  mis- 
sions exclusively  for  native  Indians  or 
Eskimos,  at  all  reasonable  hours  shall 
allow  any  member  of  the  Commission, 
any  wildlife  agent,  or  any  authorized 
employee  of  the  United  States  Etepart- 
ment  of  the  Interior  to  enter  and  inspect 
the  premises  where  operations  are  being 
carried  on  under  the  Alaska  Game  Law 
and  the  regulations  thereunder,  and  to 
inspect  the  books  and  records  relating 
thereto.  Each  fur  farmer  shall  submit 
annually  a  written  report  on  a  form  fur- 
nished by  the  Commission  stating  the 
numbers  and  kinds  of  fur  animals 
farmed,  the  numbers  and  kinds  of  live 
fur  animals  or  skins  or  pelts  thereof 
bought  or  sold,  and  the  methods  of  fur 
farming  employed. 

5  46.57  Fur  dealers.  Each  fur  dealer 
shall  keep  records  showing  the  number 
of  each  kind  of  furs  purchased  or  pro- 
cured, the  persons  from  whom  purchased 
and  to  whom  they  were  sold,  date  of  pur- 
chase or  sale,  name  of  trapper  and  his 
license  number,  and  shall  on  or  before 
30  days  after  the  expiration  of  his  license 
make  a  written  report  to  the  Commission 
on  a  form  prepared  and  furnished  by  it 
setting  forth  in  full  such  data.  The 
aforesaid  stores  shall  also  keep  records 
of  transactions  and  render  reports  simi- 
lar to  those  required  of  fur  dealers. 

§  46.58  Hunters  and  trappers.  Each 
person  taking  animals  or  birds  shall  keep 
records  to  show  the  kind  and  number  of 
each  species  of  animals  or  birds  so  taken, 
and  on  or  before  July  31  of  each  year 
shall  mtke  a  written  report  to  the  Com^ 
mission  on  a  form  provided  for  the 
purpose. 

Transportation  and  Possession 

SotTRCx:  J I  46.61  to  46.71  contained  In  Reg., 
May  10,  1947,  effective  July  1.  1947,  12  F.  R. 
3629.  except  as  noted  following  secUona 
affected. 
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1 46.61  General  provisions.  Animals, 
birds  (but  not  including  migratory  birds) , 
and  game  fishes,  parts  thereof,  and  ar- 
ticles manufactured  therefrom,  and  the 
nests  and  eggs  of  such  birds  taken  in  ac- 
cordance with  the  regulations  in  this  part 
may  be  possessed  within  the  Territory  at 
any  time,  by  any  person,  and  in  any  num- 
ber and  kind  not  limited  by  §§  46.100  to 
46.111.  Inclusive,  and  may  be  transported 
within  and  exported  out  of  the  Terri- 
tory by  any  person  at  any  time,  except  as 
provided  in  §§  46.62  through  46.72. 

5  46.62  Marking  of  packages.  No 
package  containing  such  animals,  birds, 
game  fishes,  parts  thereof,  articles  man- 
ufactured therefrom,  eggs,  or  nests,  shall 
be  possessed  or  transported  unless  It  has 
clearly  and  conspicuously  marked  on  the 
outside  thereof  the  names  and  addresses 
of  the  consignor  and  consignee  and  an 
accurate  and  detailed  statement  of  Its 
contents. 

5  46  63  By  fur  dealers.  No  person  who 
Is  a  fur  farmer  or  fur  dealer  shall  possess 
or  transport  the  skin  of  any  fur  animal. 
or  part  thereof,  unless  at  the  time  of  such 
possession  or  transportation  he  is  licensed 
to  carry  on  such  business. 

§  48.64  Tagged  beaver  skins.  No 
skins  of  beavers,  whether  taken  within  or 
without  the  Territory,  shall  be  possessed 
or  transported  by  any  person  until  the 
same  have  been  sealed  with  a  seal  pre- 
scrit)ed  by  the  Commission,  except  that 
persons  taking  beavers  within  the  Terri- 
tory may  possess  the  unsealed  skins 
thereof,  during  the  open  season  there- 
for a,nd  for  30  days  thereafter,  and  within 
the  same  period  may  transport  the  same 
'  unsealed  for  the  purpose  of  having  them 
sealed  or  tagged  by  a  wildlife  agent  or 
other  oflQcer  authorized  by  the  Commis- 
sion. 

5  46.65  Export  by  resident.  No  resi- 
dent shall  export  from  the  Territory  any 
game  animal  or  game  bird  or  part  there- 
of, except  in  accordance  with  the  terms 
of  a  resident  Export  Permit,  or  Resident 
Export  and  Return  License  issued  under 
the  direction  of  the  Executive  Officer  of 
the  Commission.  Such  permit  or  license 
shall  be  obtained  on  payment  of  the  re- 
quired fee.  from  any  Wildlife  Agent  or 
Collector  of  Customs,  and  the  shipping 
tag  furnished  therewith,  on  which  tag 
the  license  or  permit  number  of  the  ship- 
per must  be  shown,  shall  be  securely  at- 
tached on  the  outside  of  the  package  by 
the  shipper  at  point  of  origin  and  accom- 
pany it  to  final  destination.  All  persons 
issuing  such  licenses  or  permits  shall  im- 
mediately, after  furnishing  the  shipping 
tag,  forward  such  license  or  permit  to 
the  Alaska  Game  Commission.  Juneau, 
Alaska. 

§  46.66  Export  by  nonresident.  No 
nonresident  of  the  Territory,  or  alien, 
except  one  holding  a  valid  hunting  or 
trapping  license  shall  transport  out  of 
the  Territory  any  game  animal  or  game 
bird,  or  part  thereof,  and  such  licensed 
nonresident  or  alien  shall  be  permitted  to 
ex|3ort  during  the  respective  open  season 
not  exceeding  one  deer;  one  moose;  one 
caribou;  one  mountain  goat;  one  moun- 
tain sheep;  two  in  the  aggregate  of  large 
brown  and  grizzly  bears,  not  more  than 
one  of  which  shall  have  been  taken  either 
on  the  Kodiak-Afognak  Island  group  or 
east  of  longitude  138°  W.  (not  on  both  of 
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said  areas) ;  three  black  bears,  not  more 
than  two  of  which  shall  have  been  taken 
east  of  longitude  138'  W.;  or  not  to  ex- 
ceed singly  or  in  the  aggregate  one  day's 
limit  of  grouse  or  ptarmigan;  Provided. 
That  before  a  nonresident  or  alien  may 
transport  any  big  game  animals  or  game 
birds  or  parts  thereof  from  the  Territory, 
he  shall  obtain  from  any  Wildlife  Agent 
or  Collector  of  Customs  a  shipping  tag 
(for  which  no  additional  fee  will  be 
charged)  authorizing  such  shipment  and 
such  tag,  on  which  the  license  number 
of  the  shipper  must  be  shown,  shall  be 
securely  attached  on  the  outside  of  the 
package  by  the  shipper  at  point  of  origin 
and  accompany  it  to  final  destination. 

§  46.67  Bald  eagles.  No  bald  eagle, 
part,  nest,  or  egg  thereof  may  be  ex- 
ported to  the  United  States  or  any  of 
its  territories  except  under  permit  au- 
thorized by  the  act  of  June  8,  1940. 

5  46.68  Evidence  of  sex.  No  person 
shall  remove  all  evidence  of  sex  from  the 
carcass  of  any  deef,  moose,  or  mountain 
sheep  before  it  has  been  delivered  to  a 
place  of  ultimate  consumption. 

5  46.69  Fur  animals  and  black  bear. 
Where  skins  of  fur  animals  or  black 
bear  or  parts  thereof  are  shipped  out 
of  the  Territory,  the  shipper  shall,  if 
shipment  is  by  express  or  freight,  first 
deliver  to  the  transportation  agent  at  the 
point  of  shipment,  or  if  by  parcel  post, 
to  the  postmaster  at  the  point  of  mailing, 
a  statement  correctly  showing  the  num- 
ber and  kinds  of  skins  in  each  shipment 
and  declaring  that  no  illegal  skin  or  un- 
sealed beaver  skin  is  contained  therein. 
Such  statement  shall  accompany  the  ex- 
press or  freight  shipment  to  the  port  of 
clearance,  there  to  be  taken  up  by  the 
Collector  of  Customs,  or.  In  the  case  of 
parcel  post  shipments,  by  the  postmaster 
at  the  office  where  mailed.  Where  such 
skins  are  transported  out  of  the  Terri- 
tory by  means  other  than  express,  freight, 
or  parcel  post,  the  person  transporting 
them  shall  make  and  deliver  a  like  state- 
ment to  the  Collector  of  Customs  at  the 
port  of  clearance.  Such  statement  will 
be  forwarded  to  the  Commission  by  col- 
lectors and  postmasters. 

S  46.70  Game  aniynals.  No  person 
may  possess  any  game  animal,  or  part 
thereof,  without  a  valid  hunting  or  trap- 
ping license  unless  he  furnishes  upon 
request  of  any  official  authorized  to  en- 
force the  Alaska  Game  Law  a  written 
statement  as  to  the  name,  address  and 
license  number  of  the  person  from  whom 
such  animal  or  part  thereof  was  ob- 
tained; Provided,  however.  That  within 
the  limits  of  the  applicable-  portions  of 
9S  46.81  to  46.88.  Inclusive,  the  license  re- 
quirement shall  not  apply  to  the  posses- 
sion, by  persons  other  than  fur  farmers 
and  fur  dealers,  of  manufactured  arti- 
cles, shed  antlers,  grizzly  bear  strips,  the 
meat  of  hares,  rabbits,  skins  of  black 
bear,  hares  and  rabbits. 

(May  10.  1M7.  as  amended  Apr.  20.  1948.  effec- 
tive July  1.  1948;  12  P.  R.  3629,  13  P.  R.  2430] 

i  46.71  Live  game  animals.  No  live 
game  animals  may  be  taken  or  possessed 
except  as  provided  In  S9  46.205  to  46.208, 
Inclusive. 

[Apr.  20,  1948.  effective  July  1.  1948.  13  P.  R- 
2430] 
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Source:  SS  46  81  to  48.88  contained  in  Re^.. 
May  20.  1946.  effective  July  1.  1946.  11  F.  R. 
5787.  except  as  noted  following  sections 
affected. 

§  46.81  General  provisions.  Sales  or 
purchases  of  the  following  designated 
products  of  animals  and  birds  (but  not 
Including  migratory  birds),  and  game 
fishes,  but  none  other,  may  be  made  by 
any  person  (except  fur  farmers  and  fur 
dealers)  without  a  permit  or  license,  and 
by  fur  farmers  and  fur  dealers  holding 
valid  fur  farm  or  fur  dealers'  licenses, 
whichever  the  case  may  be: 

[May  10.  1947,  effective  July  1.  1947,  12  F  R. 
3629] 

5  46.82  Tagged  beaver,  other  fur  ani- 
mals and  black  bear  skins,  meat,  and 
skins  of  hares  and  rabbits.  Tagged  or 
sealed  skins  of  beavers,  skins  of  other  fur 
animals  and  black  bears,  and  meat  and 
skins  of  hares  and  rabbits. 

[Apr   20,  1948,  effective  July  1,  1948.  13  F.  R. 
2430] 

S  46.83  Manufactured  articles.  Arti- 
cles manufactured  from  the  hides  and 
hoofs  of  moose,  caribou,  deer,  and  moun- 
tain goats,  and  from  the  skins  of  black 
bears. 

(  46.84  Shed  antlers.  Shed  antlers  of 
deer,  moose,  and  caribou. 

§  46  85  Strips  of  grizzly  bear  hides. 
In  Pur  Districts  5  and  8,  parka  hood  trim- 
mings cut  from  hides  of  grizzly  bears  in 
strips  not  to  exceed  4  inches  in  width. 

5  46.86  Meat,  certain  animals  and 
birds.  Meat  from  caribou,  moose,  grouse, 
and  ptarmigan,  legally  taken  north  of  the 
Alaska  Rrange  and  the  Kuskokwim-Bris- 
tol  Bay  divide,  may  be  sold  to  the  owner 
or  operator  of  a  restaurant,  roadhouse  or 
public  or  other  eating  house  north  of  the 
Alaska  Range  and  the  Kuskokwim-Brls- 
tol  Bay  divide,  but  may  not  be  resold, 
except  in  cooked  form  under  such  permit 
as  may  be  issued  by  and  in  the  discretion 
of  the  Commission,  and  then  not  within 
5  miles  of  the  Alaska  Railroad  or  of  the 
Richardson  Highway,  or  of  Alaska  HiRh- 
way  or  of  Steese  Highway  including  Cir- 
cle Hot  Springs  spur,  or  of  the  Elliott 
Highway  (sometimes  known  as  the  Liven- 
good  Highway). 

S  46.87  Dolly  Varden  trout.  Dolly  Var- 
den  trout  taken  in  salt  water  and  in  the 
lakes  and  streams  west  of  Cook  Inlet,  but 
not  including  Nome  and  Snake  Rivers  on 
Seward  Peninsula. 

S  46  88  Steelhead  trout  taken  in  salt 
vxiter,  incidental  to  commercial  salmon 
operations.  Steelhead  trout  taken  in 
salt  water  incidental  to  commercial  sal- 
mon operations. 

METHODS,   SEASONS    AND    LIMITS 

5  46.100  General  provisions.  The 
animals,  birds,  and  game  fishes  listed  in 
§§46.101  to  46.112.  inclusive,  but  none 
other,  may  be  taken  in  the  open  sea.>^ons. 
by  the  methods  and  means,  in  the  areas, 
and  in  numbers  not  exceeding  the  re- 
spective daily,  seasonal  bag.  or  possession 
limits  prescribed  In  §§46.101  to  46.112. 
Inclusive,  but  not  at  any  other  time,  by 
any  other  method,  aid.  or  means,  nor  m 
any  other  areas  or  numbers:  Providea. 
That  no  birds  or  animals  may  be  taken 
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by  shooting  from,  on,  or  across  or  within 
33  feet  of  the  center  line  of  any  high- 
way. 

[Apr.  20,  1948.  effective  July  1,  1948,  13  P.  R 

2430) 

GAME  ANIMALS 

Sourck:    15  46.101    to  46.112  contained   In 
Reg.    Apr.    20.    1948,    effective    July    1     1948 
13  P.  R.  2430. 

§46  101  Methods  and  means.  Maybe 
taken  only  with  a  shotgun  (not  larger 
than  No.  10  gauge  and  not  capable  of 
holding  more  than  3  shells ) ,  rifle  or  pistol 
using  center-fire  cartridges  only,  but  not 
with  aid  or  use  of  a  dog,  machine  or  sub- 
machine gun,  set  pun  of  any  description, 
bow  and  arrow  or  spear,  pit.  deadfall, 
fire,  Jackllght,  searchlight,  or  other  arti- 
ficial light,  or  from  or  by  means  of  a 
motor  vehicle,  aircraft,  steam  or  power 
launch,  or  any  boat  except  one  propelled 
by  paddle,  oars  or  pole,  or  while  such 
animals  are  swimming;  except  that  hares 
end  rabbits  may  be  taken  by  aid  of  a 
dog  and  by  rifles  or  pistols  using  rim- 
fire  cartridges;  and  providing  further 
that  no  aircraft  shall  be  used  for  the 
purpose  of  driving,  circhng.  molesting, 
spotting,  or  in  aiding  in  the  taking  of 
big  game  except  as  a  means  of  trans- 
portation from  a  settlement  or  point 
of  outfitting  to  a  previously  established 
camp. 

5  46.102  Closed  areas.  None  of  the 
game  animals  named  below  may  be  taken 
at  any  time  in  any  national  park,  monu- 
ment, or  posted  national  forest  area,  nor 
in  the  Shoemaker  Bay,  Haines.  Harding 
Lake,  and  Birch  Lake,  Curry  Game  Ref- 
use. Eyak,  Mltkof  Island.  Mount  Hayes- 
Blair  Lakes  Refuge,  Eklutna,  Anan  Creek 
and  Loring.  and  highway  and  railroad 
areas,  described  In  §§46.165  to  46  201, 
inclusive,  nor  in  any  other  areas  specifi- 
cally closed  by  this  section. 

§  46  103  Deer.  Bucks  (with  horns  not 
less  than  3  Inches  above  the  top  of  tht 
skull). 

East  of  longitude  138*  W.,  September  1  to 
November  15.  Llmlt^  by  a  resident,  2  a 
season;  by  a  nonresident,  1  a  season.  In  the 
drainage  to  Prince  William  Sound  north 
of  the  center  of  the  C  R.  k  N.  W.  RaUway 
and  west  of  Mountain  Slough,  Including  the 
Wands  of  Prince  WUllam  Sound.  September 
1  to  September  30.     Limit,  1  a  season. 

5  46.104  Moose.  Bulls  (except  year- 
lings and  calves). 

Kast  of  longitude  138'  W.,  September  18 
to  October  15.  Kenal  Peninsula  except 
Kenal  Peninsula  area  No  1.  September  1  to 
18  and  December  1  to  6;  West  of  longitude 
HI'  W.,  except  In  CkilvUle  River  drainage 
»nd  the  entire  drainage  to  Turnagaln  Arm 
from  Mile  62  Alaska  Railroad  to  Mile  72 
Alaska  Railroad.  September  1  to  20  and  De- 
cember 1  to  10,  except  that  there  shall  be  no 
open  season  between  December  1  and  10  In 
that  area  known  as  the  Palmer  area  and 
described  as  follows: 

Beginning  at  Knlk  River  bridge,  the  entire 
Knlk  River  and  Matanuska  River  drainages 
to  Chlckaloon  River;  thence  upstream  along 
tpe  Chlckaloon  River  to  the  divide  and  across 
the  divide  and  downstream  along  the  Ka&h- 
*  Una  River  to  Susltna  River  to  Its  confluence 
'ith  Cook  Inlet;  thence  along  the  westerly 
Mnk  of  Cook  Inlet  and  KnUc  Ann  to  the 
place  of  beginning. 

5  46 106     Caribou.     Caribou     (except 

calves). 

No.  90 10 
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In  the  territory,  but  not  In  the  area  lying 
8  mUes  on  each  side  of  the  Steese  Highway  on 
Twelve  Mile  Summit  between  mlleposts  84 
and  89,  and  on  Eagle  Summit  between  mlle- 
posts 102  and  112,  August  20  to  September 
30,  and  December  1  to  15;  nor  within  6  miles 
of  the  east  side  of  the  Steese  Highway  be- 
tween Palth  Creek  and  mllepost  112.  Limit, 
1  a  year. 

§  46.106  Mountain  goat.  Mountain 
goat  < except  kids). 

In  the  Territory,  but  not  In  the  Cooper 
Landing  area,  Sheep  Mountain  area.  Eklutna 
Lake  area.  Kenai  Peninsula  area  No.  2,  nor 
In  the  Glrdwood  area  described  In  { $  46  177 
46.184.  46.186,  46.192,  and  46.193.  nor  on' 
the  Baranof  and  Chlchagof  Islands,  nor  In 
the  watersheds  of  Tracy  Arm.  Endicott  Arm, 
or  Ford  8  Terror,  where  there  shall  be  a  con- 
tinuous closed  season.  Augiist  20  to  Novem- 
ber 15.  Limit,  by  resident,  2  a  season;  by  a 
nonresident.  1  a  season. 

S  46.107  Mountain  sheep.  Rams  only 
(except  lambs). 

In  the  Territory,  but  not  on  the  Kenal 
Peninsula,  nor  In  the  Glrdwood,  Sheep  Moun- 
tain, and  Eklutna  areas  described  In  f  I  46  177 
46.184.  46.185.  46.186.  46.192,  and  46.193.' 
Augiist  20  to  31.     Limit,  1  ram  a  season. 

§  46  108  Bear,  large  brown  and  grizzly. 
Bear  (large  brown  and  grizzly). 

In  the  Kodiak-Afognak  Island  group,  Sep- 
tember 1  to  June  20.  Limit.  1  a  year.  In  the 
rest  of  the  Territory,  but  not  In  the  Thayer 
Mountain  and  Pack  Creek  areas  on  Admiralty 
Island  as  described  In  §{46.187  and  46  188 
September  1  to  June  20.    Limit,  2  a  year. 

§  46.109  Black  bear.  Bear  (black.  In- 
cluding its  brown  and  blue,  or  glacier 
bear,  color  variations). 

East  of  longitude  138*  W..  including  the 
Mount  Hayes-Blair  Lakes  area  described  in 
i  46  180.  but  excepting  the  Anan  Creek  and 
Loring  areas  described  in  {  46.189,  September 
1  to  June  20.  Limit.  2  a  season.  In  the  rest 
of  the  Territory,  no  closed  season.  Limit,  by 
a  resident,  no  limit;  by  a  nonresident.  3  a 
year. 

§  46.110  Killing  bear  attacking  hu- 
mans. Any  bear  may  be  killed  at  any 
time  or  any  place  in  the  Territory  when 
about  to  attack  or  molest  persons  or  their 
property.  Persons  so  kUling  such  animals 
shall  make  a  written  report  to  the  Com- 
mission, setting  forth  the  reason  for  such 
killing  and  the  time  and  place. 

§  46.111  Hare  and  rabbit.  Hare  and 
rabbit. 

On  the  Kodiak-Afognak  Island  group.  Sep- 
tember  1  to  March  31.  No  closed  season  in 
the  rest  of  the  Territory.    No  limit. 

Note:  See  also  1146.61  to  46.88,  Inclusive, 
covering  transportation,  possession  and  sale! 

§46.112  Identification  of  sex.  No  per- 
son shall  have  In  his  possession  the  car- 
cass of  any  moose,  deer,  or  mountain 
sheep  from  which  all  evidence  sufficient 
to  indicate  conclusively  the  sex  of  the 
animal  has  been  removed,  unless  the  car- 
cass has  been  transported  to  the  place  of 
ultimate  consumption.  When  head  Is 
removed  from  carcass,  some  other  evi- 
dence of  sex  must  be  visible. 

rtTR  ANIMALS 

Source:  f{  46.126  to  46.133  contained  in 
Reg.,  Apr.  20,  1948,  effective  July  1.  1948  13 
P.  R.  2430. 

i  46.126  Methods  and  means.  May  bt 
taken  by  any  means,  except  by  means, 


2505 

aid.  or  use  of  a  set  gun,  a  shotgun,  artifi- 
cial light  of  any  kind,  a  steel  bear  trap  or 
other  trap  with  jaws  having  a  spread  ex- 
ceeding 9  inches,  poison,  a  dog  (except 
polar  bears  in  fur  district  8,  and  wolves 
and  coyotes  in  fur  districts  5.  6,  7,  and 
8),  a  fish  trap  or  net,  or  by  setting  any 
trap  or  snare  within  25  feet  of  a 
beaver  home  or  den  or  within  100  feet 
of  a  fox  den,  or  by  destroying  or  dis- 
turbing homes,  houses,  dens,  dams,  or 
runways  of  such  animals;  Provided,  That 
beaver  may  be  taken  only  by  means  of 
a  steel  trap  or  snare  and  by  persons  over 
the  age  of  eleven  years,  and  wolves  and 
coyotes  may  be  killed  by  means  of  a  rifle 
shotgun,  or  pistol  at  any  time,  by  any 
person  permitted  to  carry  firearms. 

§  46.127  Seasons  and  limits.  No  fur 
animals,  except  wolves  and  coyotes,  may 
be  taken  in  any  posted  national  fofest 
area,  nor  in  the  Haines,  Harding  Lake 
Curry  Game  Refuge,  Eyak  Lake  and  Ek- 
lutna areas,  nor  in  the  following  fur 
breeding  areas:  Coleen  River,  Charley 
River,  Chestochina  River.  Talkeetna 
River,  Hoholitna  River  and  Sulukna 
River,  described  in  §§  46.165  to  46.200  in- 
clusive, nor  may  any  fur  animals  be 
taken  on  any  national  park  or  monu- 
ment area,  which  are  closed  under  other 
laws  and  regulations. 

5  46.128  Permits  to  take  toolves  and 
coyotes  during  closed  season  for  other 
fur  animals.  During  the  closed  season 
on  fur-bearing  animals  In  the  respec- 
tive fur  districts  no  person  shall  set. 
maintain,  or  attend  traps  for  wolves  and' 
coyotes  without  first  procuring  a  per- 
mit. Issuable  at  the  discretion  of  the 
Commission,  authorizing  him  to  do  so. 
Application  for  such  permit  shall  be  ad- 
dressed to  the  Alaska  Game  Commission 
Juneau,  Alaska,  and  shall  contain  a  state- 
ment of  the  nature  and  extent  and  local. 
Ity  of  the  proposed  operations  and  the 
species  of  animals  to  be  taken. 

§  46.129  Seasons  for  mink,  land  otter, 
weasel  (ermine) ,  fox,  and  lynx. 

Fur  District  1.  No  open  season. 

Fur  Districts  2  to  7.  November  16  to  Jan- 
uary 31.  No  limit.  White  fox.  December  1  to 
March  15.     No  limit. 

Fur  District  8.  December  1  to  March  16 
No  limit. 

I  46.130    Seasons  for  muskrat. 

Fur  Districts  I  and  2.  AprU  I  to  May  81 
No  limit. 

Fur  Districts  3  and  4.  March  10  to  Mav  10 

No  limit. 

Fur  District  5.  April  1  to  May  31.    No  limit 
Fur  Districts  6  and  7.  March  1  to  May  31 

No  limit. 

§  46.131     Seasons  for  beaver. 

Fur  District  1.  April  1  to  80.    Limit,  10. 

Fur  District  2.  February  1  to  March  31, 
except  there  shall  be  no  open  season  on  a 
strip  one-half  mile  wide  on  each  side  of  the 
Copper  River  road  from  Eyak  bridge  to  Mile 
27.    Limit.  10  a  season. 

Fur  District  3.  February  1  to  March  31. 
except  on  the  Kodiak-Afognak  Island  group! 
Limit.  10  a  season. 

Fur  Districts  4  and  5.  February  1  to  March 
31.    Limit,  10  a  season. 

Fur  District  6.  February  1  to  March  81, 
except  there  shall  be  no  open  season  within 
the  Clearwater  Creek  drainage,  lying  south  of 
the  Tanana  River  and  between  the  Richard- 
son Highway  and  the  Big  Gerstle  River,  or 


Wedneadau.  Mnu  11.  19d9 


ccnenai     BP^^i^vm 


2506 

within  the  drainage  of  the  Salcha  River  from 
the  mouth  upstream  Including  the  drainage 
or  98  Mile  Creek. 

Fur  District  7.  February  1  to  March  81. 
Limit.  10  a  season. 

5  46.132  Seasons  for  toolf.  coyote,  wol- 
verine, marmot,  squirrel,  and  polar  bear. 

Fur  Districts  1.  2.  3.  4,  5,  6.  7  and  8.  No 
closed  season.    No  limit. 

§  46.133    Seasons  for  marten. 

Fur  DUtrict  1.  except  Chlchagof  and  Bar- 
anof  Islands.  November  1  to  20.    No  limit. 

Fur  Districts  2  (except  Kenai  Peninsula), 
3.  4.  5.  6.  and  7.  November  16  to  January  31. 
No  limit. 

Note:  See  also  55  46.81  to  46  88.  Inclusive, 
covering  transportation,  possession  and  sale. 

C.*.ME   BIRDS 

Sootce:  15  46.140  to  46.143  contained  In 
Reg  .  Apr.  20,  1948,  effective  July  1.  1948.  13 
F.  R  2430. 

S  46.140  Methods  and  means.  Grou.<;e 
and  ptarmigan  only  may  be  taken  with 
a  shotgun  (not  larger  than  No.  10  gauge 
and  not  capable  of  holding  more  than  3 
shells),  rifle,  pi.stol.  bow  and  arrow,  or 
spear,  or  with  the  aid  of  a  dog,  but  not 
from  or  by  means  of  a  motor  vehicle, 
aircraft,  or  any  boat  propelled  by  any 
means  other  than  paddles,  oars,  or  poles. 
Any  other  game  bird  protected  also  un- 
der the  provisions  of  the  Migratory  Bird 
Treaty  Act  of  July  3,  1918,  as  amended, 
may  be  taken  only  In  the  manner,  by  the 
means,  and  at  the  times  or  places  per- 
mitted by  the  regulations  of  the  Secre- 
tary of  the  Interior  adopted  pursuant  to 
the  terms  of  that  act. 

S  46.141  Season,  limits  and  closed 
area.  No  game  bird  may  be  taken  at 
any  time  In  any  national  park,  monu- 
ment, or  posted  national  forest  area,  nor 
In  the  Shoemaker  Bay.  Haines,  Harding 
Lake.  Curry  Game  Refuge.  Eyak  Lake, 
and  Mitkof  Island  areas  described  in 
SS  46.165  to  46.171.  inclusive,  and  in  the 
Anan  Creek  and  Loring,  and  Eklutna 
Lake  areas  described  In  8§  46.189  and 
46.193. 

S  46.142  Grouse  and  ptarmigan. 
There  shall  be  no  0F>en  season  within  the 
closed  areas  mentioned  above. 

Fur  Districts  1.  2.  3.  4.  5,  8,  7  and  8. 
August  20  to  February  28. 

Daily  limit.  Grouse  10.  ptarmigan  10;  but 
not  to  exceed  10  In  the  aggregate  of  all  kinds 
of  grouse  and  ptarmigan  a  day.  Limit  for 
each  person  shall  Include  all  such  birds  taken 
by  any  other  person  who  for  hire  accom- 
panies or  assists  In  the  taking. 

5  46.143  Migratory  game  birds.  Sea- 
sons and  limit.s  in  accordance  with 
Migratory  Bird  Treaty  Act  regulations. 

NoTi:  See  also  55  46  61  to  46.88.  Inclusive, 
covering  transportation,  possession,  and  sale. 

NONG.^ME   BIRDS 

Source:  J5  46  150  and  46.151  contained  In 
Reg..  Apr.  20,  1948,  effective  July  1.  1948. 
13  F   R.  2430. 

S  46 150  Methods  and  means.  May 
be  taken  by  any  means,  except  by  the  use 
of  poison,  provided  any  nongame  bird 
protected  under  the  provisions  of  the  Mi- 
gratory Bird  Treaty  Act  of  July  3.  1918. 
as  amended,  may  be  taken  only  in  the 
manner,  by  the  means,  and  at  the  times 
or  places  permitted  by  the  regulations  of 
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the  Secretary  of  the  Interior  adopted 
pursuant  to  the  terms  of  that  act. 

S  46.151  Open  seasons  and  limits.  No 
nongame  bird  may  be  taken  at  any  time 
in  any  national  park,  monument,  or 
posted  national  forest  area,  nor  In  the 
Shoemaker  Bay,  Haines.  Harding  Lake, 
Curry  Game  Refuge,  Eyak  Lake,  or  Mit- 
kof Island  areas  described  in  §§46.165 
to  46.171,  Inclusive,  and  In  the  Anan 
Creek  and  Loring,  and  Eklutna  areas  de- 
scribed in  §§  46.189  and  46.193. 

Crows,  hawks,  owls,  eagles,  ravens,  mag- 
pies, and  cormorants,  and  their  nests  and 
eggs.  No  closed  seasons  except  In  the  areas 
mentioned  above.     No  limit. 

No«:  See  also  §5  48.61  to  46.88.  inclusive, 
covering  transportation,  possession  and  sale. 

CAME  FISHES 

Source:  55  46.155  and  46.166  contained  in 
Reg ,  Apr.  20,  1948,  effective  July  1,  1948, 
13  F.  R.  2430. 

5  46.155  Methods  and  means.  May 
be  taken  by  angling  with  a  line  held  in 
the  hand  or  attached  to  a  rod  and  reel 
so  held,  but  each  line  shall  at  no  time 
have  attached  to  It  more  than  two  flies 
or  hooks,  nor  more  than  one  plug,  spoon, 
or  spinner.  Lake  trout  and  Dolly  Var- 
den  trout  may  be  taken  by  the  use  of  net. 
trap,  or  seine  in  the  glacial  waters  of 
Trail.  Kenal.  Skilak.  and  Tustumena 
Lakes  on  Kenai  Peninsula,  and  in  any 
area  where  the  ttiking  without  limit  as  to 
numbers  and  the  sale,  purchase,  and 
shipment  from  the  Territory  of  Dolly 
Varden  trout  are  permitted. 

§  46.156  Seasons  and  limits.  Rain- 
bow, steelhead.  cutthroat,  eastern  brook, 
and  Dolly  Varden  trout,  Mackinaw,  or 
lake  trout,  and  grayling. 

Dewey  Lake  near  Skagway  and  Salmon 
Creek  Reservoir  near  Juneau,  June  1  to  Sep- 
teml)er  30. 

The  drainages  of  Cottonwood,  Fish,  Fire 
and  Wolverine  Creeks  In  the  Matanuska 
Valley,  June  1  to  March  15. 

Upper  Kenai  River  and  all  lakes  and 
tributaries  thereof.  June  5  to  September  30. 
Provided.  That  Dolly  Varden  and  lake  trout 
may  be  taken  at  any  time. 

Outlet  of  Skilak  Lake  and  In  lower  Kenal 
River  to  Moose  River,  July  15  to  August  15. 

Clearwater  Creek  drainage,  lying  south  of 
Tanana  River  and  between  the  Richardson 
Highway  and  the  Big  Gerstle  River,  no  open 
season.  In  the  rest  of  the  Territory,  no 
closed  season. 

Limits.  The  Kenal  River  and  all  lakes  and 
tributaries  thereof.  Lake  Creek,  Willow 
Creek,  and  all  lakes  and  tributaries  thereof, 
and  In  all  waters  draining  Into  Bristol  Bay: 
10  fishes  singly  or  In  the  aggregate,  but  not 
to  exceed  10  pounds  and  1  fish  dally.  2  dally 
bag  limits  In  possession. 

Rest  of  Territory.  20  fishes  singly  or  In 
the  aggregate,  but  not  to  exceed  15  pounds 
and  1  fish  daily,  2  dally  bag  limits  In  pos- 
session. 

In  salt  water  throughout  the  Territory 
and  In  lakes  and  streams  west  of  Cook  In- 
let, Including  such  as  are  designated  above 
but  excepting  the  Nome  and  Snake  Rivera 
on  Seward  Peninsula,  there  shall  be  no  limit 
on  Dolly  Varden  trout. 

Note:  See  also  55  46  61  to  46  88,  Inclusive, 
covering  transportation,  possession,  and  sale. 

CtOSED  AREAS 

§  46.165  Continuous  on  all  animals 
and  birds,  except  wolves  and  coyotes. 
Areas  in  which  there  is  a  continuous 


closed  season,  except  for  scientific  or 
propagating  purposes  and  except  as  to 
wolves  and  coyotes,  on  all  species  of  ani- 
mals and  birds. 

[May  3.  1945.  effective  July  1,  1945,  10  F   R. 
61191 

S  46.166  National  park  and  monu- 
ment. Any  national  park  or  national 
monument  area,  which  is  closed  to  the 
taking  of  all  species  of  animals  and 
birds  under  other  laws  and  regulation.s. 

(May  3,  1945,  effective  July  1.  1946,  10  F.  R. 
6119] 

§46.167  Posted  natural  forests.  Ward 
and  Mendenhall  Lake  areas  and  Tongass 
National  Forest:  as  pasted  and  described 
by  the  United  States  Forest  Service. 

(May  15.  1944.  effective  July  1.  1944,  9  F.  R. 
6270] 

S  46.168  Haines.  Embracing  the 
drainage  of  Klehini  River  from  the  Brit- 
ish Columbia  line  to  the  confluence  of 
said  river  with  the  Chilket  River. 

1  May  15,  1944.  effective  July  1,  1944.  0  F.  R. 
6270) 

S  46.169  Harding  Lake:  Birch  Lake 
Area.  No  shooting  allowed  from.  on.  or 
within  one-half  mile  of  Harding  or  Sal- 
chaket  Lake  and  Birch  Lake. 

I  May  10.  1947,  effective  July  1,  1947,  12  F.  R. 
3629] 

S  46  170    Curry  Game  Refuge.    A  strip 

2  miles  wide,  beginning  at  a  point  on  the 
railroad  6  miles  north  of  the  Curry  Hotel, 
thence  east  1  mile,  thence  south  7  miles, 
thence  west  2  miles,  thence  north  7 
miles,  thence  east  1  mile,  to  the  place 
of  beginning. 

I  May  15,  1944.  effective  July  1,  1944.  9  F.  R. 
62701 

5  46.171  Eyak  Lake.  Embracing  the 
drainage  area  of  Eyak  Lake  and  Power 
Creek,  north  and  east  of  Cordova,  more 
particularly  described  as  follows:  Begin- 
ning on  the  north  boundary  line  of  the 
town  of  Cordova  at  a  point  where  said 
boundary  line  Is  crossed  by  the  divide 
between  Eyak  Lake  and  Power  Creek 
and  Orca  Inlet  and  Orca  Bay;  thence  in 
a  general  northeasterly  direction  along 
said  divide  to  the  intersection  and  par- 
allel 60°40'  north:  thence  east  along  said 
parallel  to  the  intersection  with  the  di- 
vide between  the  watershed  of  Power 
Creek  and  Eyak  Lake  and  the  watershed 
of  Ibek  Creek;  thence  in  a  general 
southwesterly  direction  along  said  divide 
to  the  headwaters  of  Allen  Creek;  thence 
southwesterly  along  the  course  of  Allen 
Creek  to  its  confluence  with  Eyak  Lake; 
thence  southerly  along  the  shore  of  Eyak 
Lake  to  the  northerly  sideline  of  the  C.  R. 
L  N.  W.  Railway  right-of-way;  thence 
in  a  general  westerly  direction  along  the 
northerly  side  line  of  said  railway  right- 
of-way  to  the  intersection  with  the  east 
boundary  line  of  the  town  of  Cordova; 
thence  north  along  said  east  boundary 
line  to  the  northeast  corner  of  said  town; 
thence  west  along  the  northern  boundary 
line  of  said  town  to  the  point  of  begin- 
ning (containing  approximately  22.000 
acres). 

(May  IB.  1944.  effective  July  1,  1944,  9  F.  B- 
62701 
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§46.176  Continuous  on  certain  game 
and  fur  animals.  Areas  in  which  there 
are  continuous  closed  seasons  as  specified 
In  ?§  46.100  to  46.156.  Inclusive,  on  certain 
game  and  fur  animals,  except  for  scien- 
tific or  propagating  purposes. 

I  May  20.  1946,  effective  July  1.  1946,  11  F  R. 

6787) 

§  46.177  Cooper  Lake.  In  fur  district 
2;  Beginning  at  the  Forest  Service  trail 
from  Kenai  Lake  and  running  to  Cooper 
Lake  and  following  this  trail  to  its  con- 
fluence with  upper  Russian  Lake;  thence 
down.stream  along  upper  and  lower  Rus- 
sian Lakes  and  Russian  River  to  its  con- 
fluence with  Kenai  River,  thence  north 
along  the  National  Forest  Boundary  line 
to  Chickaloon  River;  thence  easterly  to 
Summit  Lake  on  Hope  Highway;  thence 
southerly  and  westerly  along  the  Hope 
Highway  and  Quartz  Creek  Road  to 
Kenai  Lake,  thence  southerly  along  the 
weit  side  of  Kenai  Lake  to  place  of  be- 
ginning.    (Closed  to  sheep  and  goats.) 

[May  10.  1947,  effective  July  1,  1947,  12  F   R 

8629 1 

§46.178  Clearwater.  In  fur  district 
6:  The  Clearwater  Creek  drainage,  lying 
south  of  the  Tanana  River  and  between 
the  Richardson  Highway  and  the  Big 
Gerstle  River.     (Closed  to  beavers.) 

(May  20.  1946.  effective  July  1.  1946   11  F  R 
6787  J 

§  46.179  Highway.  A  strip  one-quar- 
ter mile  wide  on  each  side  of  all  public 
highways  in  Alaska  except  on  the  Kenai 
Penin.sula  where  such  strips  shall  be  one- 
half  mile  wide  on  each  side  of  all  public 
highways.  (Closed  on  aU  game  animals 
except  black  bears.) 

{Apr  20.  1948.  effective  July  1.  1948,  13  F  R 
24301  .  .  «.. 

5  46.180    Mount    Hayes-Blair    Lakes 
Refuge.    In  fur  district  6:  Beginning  on 
the  Bonnifield  Trail  on  the  south  bank 
of  the  Tanana  River  about  4  miles  south 
of  Fairbanks,  thence  southerly  along  said 
trail  to  Wood  River,  thence  southeasterly 
up  Wood  River  to  Snow  Gulch,  thence 
southerly  to  the  summit  of  Mount  De- 
borah, thence  easterly  along  the  sum- 
mit of  the  Alaska  Range  to  the  summits 
of  Hess  Mountain  and  Mount  Hayes  and 
to  a  point  on  the  Delta  River,  sometimes 
known  as  Big  Delta  River,  due  west  of 
Rapids    Roadhouse,    thence    northerly 
along  the  west  bank  of  Delta  River  to 
a  point  due  west  of  Beals  Cache,  thence 
easterly  past  Beals  Cache  to  a  point  6 
jniles  east  of  the  Richardson  Highway, 
thence  northerly  paralleling  Richardson 
HiRhway  at  a  distance  of  5  miles  to  the 
south  bank  of  the  Tanana  River,  thence 
northwesterly  along  the  south  bank  of 
the  Tanana  River  to  point  of  beginning 
on  Bonnifield  Trail,  embracing  an  area 
of    approximately    3.000    square    miles. 
•Clo.sed  to  all  game  animals  except  back 
bears.) 
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5  46.181  Alaska  Peninsula  No.  1.  In 
jur  districts  3  and  4:  South  and  west  of 
Kvichak  River.  Illamna  Lake,  and  the 
Old  portage  from  Kamishak  Bay  to  Kak- 
honakBay.    (Closed  to  moose.) 
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5  46.182  Mitkof  Island.  In  fur  district 
1:  Embracing  the  drainage  area  of 
Wrangell  Narrows  from  Sandy  Beach  on 
the  north  side  of  Mitkof  Island  south- 
ward to  Blind  Point,  more  particularly 
described  as  follows:  Beginning  at 
meander  corner  between  sees.  23  and  26 
of  T.  60  S..  R.  79  E..  Copper  River  Merid- 
ian, located  on  Blind  Point  In  Wrangell 
Narrows;  thence  easterly  88.13  chains  to 
the  southeast  comer  of  sec.  24  of  the 
same  township;  thence  north  along  the 
township  line  4  miles  to  the  northeast 
corner  of  sec.  1  of  the  same  township; 
thence  northerly  along  the  summit  of  the 
ridge  bounding  the  drainage  area  tribu- 
tary to  Wrangell  Narrows  and  Frederick 
Sound  until  the  shore  of  Frederick  Sound 
Is  reached  at  the  Witness  Corner  Mean- 
der Corner  between  sees.  35  and  36  of  T. 
68  S.,  R.  79  E..  Copper  River  Meridian, 
on  the  shore  thereof;  thence  north- 
westerly along  the  shore  of  Frederick 
Sound  to  the  entrance  of  Wrangell  Nar- 
rows; then  southerly  along  the  center 
of  the  steamboat  channel  of  Wrangell 
Narrows  to  the  place  of  beginning  on 
Blind  Point.  (Closed  on  game  animals 
and  beaver.) 

[Apr.  20.  1948,  effective  July  1,  1948,  13  F  R 
2430] 

S  46.183  Kenai  Peninsula  No.  1.  In 
fur  district  2:  That  part  of  Kenai  Na- 
tional Moose  Range  lying  north  of  the 
Kenai  River  and  west  of  the  Chugach 
National  Forest.  Thurman  Creek,  and 
Chickaloon  River.     (Closed  to  moose.) 

[May  20,  1946.  effective  July  1,  1946.  11  F   R 

67871 

§  46.184  Kenai  Peninsula  No.  2.  In  fur 
district  2:  Eastern  part  of  Kenai  Penin- 
sula east  of  the  center  line  of  the  Alaska 
Railroad  and  north  of  a  line  from  the 
Town  of  Seward  due  east  to  the  Bain- 
bridge  Glacier.  (Closed  to  sheep  and 
goats.) 

[May  10.  1947.  effective  July  I.  1947.  12  F   R 
8629] 

S  46  185  Kenai  Peninsula  No  3.  In 
fur  district  2 :  All  of  the  area  .«=outh  and 
west  of  the  National  Fore.^t  Boundary 
line  running  from  Chickaloon  Bay  to 
Resurrection  Bay  near  Seward,  (Closed 
to  mountain  sheep.) 

[May  10,  1947,  effective  July  1,  1947.  12  F  R 
3629  J 

8  46.186  Girdwood.  In  fur  district  2 : 
Beginning  at  the  center  of  the  bridge 
of  the  Crow  Creek  road  over  California 
Creek,  at  approximately  latitude  60^58' 
north  and  longtilude  149'8'  west  of 
Greenwich,  as  shown  on  the  preliminary 
topographic  map  of  the  Girdwood  Dis- 
trict. Alaska.  1931,  pubhshed  by  the 
Geological  Survey.  Department  of  the 
Interior;  thence  on  a  course  bearing  due 
east  continuing  in  a  straight  line  to  the 
west  bank  of  Glacier  Creek;  thence 
northeasterly  following  the  west  and 
north  bank  of  said  creek  and  Its  largest 
northern  tributary  to  Its  head;  thence 
along  the  west  side  of  the  glacier  It 
drains  to  the  summit  of  the  divide  be- 
tween Glacier  Creek  and  the  drainage 
to  the  north  at  approximately  latitude 
61'2'30"  north,  longitude  149'  west; 
thence  westerly  and  northerly  along  said 
divide  around  the  head  of  Raven  Glacier 
to  a  point  where  said  divide  intersects 


r)07 

the  western  margin  of  the  most  northern 
glacier  in  Raven  Creek  basin;  thence  fol- 
lowing northeasterly  and  westerly  along 
the   western   and   southern   margin   of 
Eagle  Glacier  to  its  termination;  thence 
westerly  In  a  straight  line  to  the  junc- 
tion of  Camp  and  Raven  Creeks;  thence 
southwesterly  along  the  south  bank  of 
Camp  Creek  to  Its  head,  at  the  dlvld? 
between  Camp  Creek  and  the  North  Fori: 
Ship  Creek;  thence  northwesterly  down 
the  valley  of  the  North  Fork  Ship  Creek 
to  a  small  lake  in  this  valley;  thence 
westerly  along  the  south  shore  of  said 
lake  and  continuing  westerly  along  the 
south  bank  of  North  Fork  Ship  Creek  to 
the  junction  of  said  creek  with  its  first 
large  tributary  from  the  south,  entering 
it  about  1  mile  east  of  Bird  Creek  Pass; 
thence  southerly  along  the  west  bank 
of  said  tributary  and  its  most  westerly 
branch  to  the  divide  between  North  Fork 
Ship  Creek  and  Bird  Creek;  and  thence 
southwesterly  in  a  straight  line  to  the 
junction  of  Bird  Creek  with  its  first  large 
tributary  from  the  head  entering  it  from 
the  south;   thence  southeasterly  along 
the  northern  and  eastern  side  of  the 
stream  bed  of  said  tributary  to  the  sum- 
mit of  the  divide  between  the  said  tribu- 
tary  and    the    drainage    of    California 
Creek;   thence  southerly  along  the  di- 
vide between  California  Creek  and  Bird 
Creek  to  a  summit  marked  4322  on  the 
said    preliminary   topographic   map   of 
Girdwood   District.   Alaska,   said   point 
being  in  approximately  latitude  eO'Sg' 
north,  longitude  149°11'15"  west;  thence 
southeasterly  In  a  straight  line  to  the 
point  of  beginning  (containing  approx- 
imately 77  square  miles,  and  closed  to 
mountain  goats  and  mountain  sheep) . 

[May  20,  1946,  effective  July  1.  1946.  11  F   R 
6787] 

§  46.187  Thayer  Mountain.  On  Ad- 
miralty Island,  fur  district  1 :  Beginning 
at  the  foot  of  the  waterfall  at  the  mouth 
of  Hasselborg  River  on  Salt  Lake,  head 
of  Mitchell  Bay;  thence  along  the 
easterly  bank  of  the  Hasselborg  River  to 
the  outlet  of  Hasselborg  Lake;  thence 
along  the  west  shore  of  said  lake  to  the 
outlet  of  the  creek  fiowing  into  the  head 
of  the  lake;  thence  upstream  along  the 
east  bank  of  said  creek  to  the  trail  cross- 
ing; thence  in  a  southwesterly  direction 
along  the  trail  to  the  head  of  Thayer 
Lake;  thence  along  the  ea.sterly  shore  of 
said  lake  to  the  extreme  southern  end  of 
the  lake;  thence  southeasterly  approxi- 
mately 2  miles  in  a  straight  line  to  the 
west  end  of  Salt  Lake  at  the  head  of 
Mitchell  Bay;  thence  along  to  the  line  of 
mean  high  tide  of  Salt  Lake  to  the  foot 
of  the  waterfall  on  Hasselborg  River,  the 
place  of  beginning  (containing  approxi- 
mately 60  square  miles,  and  closed  to 
large  brown  and  grizaJy  bears). 

[May  20,  1946.  effective  July  1.  1946.  11  F   R 
5787 1 

§  46.188  Pack  Creek.  On  Admiralty 
Island,  fur  district  1:  The  entire  water- 
shed of  Pack  Creek,  which  empties  into 
Seymour  Canal  near  the  north  side  of 
the  entrance  to  Windfall  Harbor  (con- 
taining approximately  21  square  miles, 
and  closed  to  large  brown  and  grizzly 
bears). 

[May  20,  1946,  effective  July  1.  1946,  11  F.  R. 
6787j 
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S  46.189  Anan  and  Loring.  In  fur 
district  1:  The  drainage  of  Anan  Creek 
on  the  Cleveland  Peninsula  and  a  strip 
one-half  mile  wide  on  either  side  of  the 
blaze  trail  leading  from  the  outlet  of 
Roosevelt  Lagoon  in  Naha  Bay  to  the 
Naha  River  outlet  of  Heckman  Lake  on 
Revillagigedo  Island.  (Closed  to  all 
birds  and  animals  except  fur  animals.) 

(May  20.  1946,  effective  July  1.  1946.  11  F.  R. 
6787) 

S  46.190  Afognak  Island.  In  fur  dis- 
trict 3 :  Afognak  Island  group  north  and 
east  of  Kupreanof  Straits.  (Closed  to 
beavers. ) 

[May  20.  1948,  as  amended  May  10.  1947.  ef- 
fective Ju^y  1.  1947;  11  P.  R.  5787.  12  F.  R. 
3629] 

§46.191  Colville  River  drainage.  In 
fur  district  8:  The  Colville  River  drain- 
age including  all  of  its  tributaries. 
(Closed  to  moose.) 

I  May  20.  1946,  effective  July  1,  1946,  11  P.  R. 
6787) 

S  46.192  Sheep  Mountain.  In  fur  dis- 
trict 2:  Beginning  at  the  Alaska  Road 
Commission  bridge  on  the  Glenn  High- 
way across  Caribou  Creek  near  mile  60; 
thence  easterly  along  the  highway  to  the 
trail  going  north  to  Little  Nelchina; 
thence  along  said  trail  to  Its  crossing  of 
Squaw  Creek;  thence  westerly  along 
Squaw  Creek  to  where  It  enters  Caribou 
Creek;  thence  southerly  downstream  on 
Caribou  Creek  to  the  Road  Commission 
bridge,  the  point  of  beginning,  contain- 
ing approximately  30  square  miles. 
(Closed  on  sheep  and  goats.) 

I  May  20.  1946.  effective  July  1,  1946,  11  P.  R. 
67871 

§  46.193  Eklutna  Lake.  In  fur  dis- 
trict 2:  Beginning  at  the  middle  of  Eagle 
liiver  at  the  line  of  high  tide;  thence 
northeasterly  up  Knik  Arm  to  Knik 
River;  thence  up  the  middle  of  the  main 
channel  of  Knik  River  to  Knik  Glacier; 
thence  westerly  and  southerly  along  the 
foot  of  Knik  Glacier  to  Lake  George; 
thence  approximately  southwesterly  to 
the  head  of  Eagle  River;  thence  down  the 
middle  of  Eagle  River  to  Knik  Arm,  the 
place  of  beginning,  containing  approx- 
imately 515  square  miles.  (Closed  on 
birds,  all  game  and  fur  animals,  except 
wolves  and  coyotes.) 

(May  20,  1946,  effective  July  1.  1946,  11  F.  R. 
87871 

5  46.194  Coleen  River.  All  of  the 
drainage  of  the  Coleen  River  from  the 
headwaters  to  its  confluence  with  the 
Porcupine  River  In  Pur  District  7. 
(Closed  on  birds,  all  game  and  fur  ani- 
mals, except  wolves  and  coyotes.) 

(Apr  20,  1948.  effective  July  1.  1948.  13  P.  R. 
24301 

5  46.195  Charley  River.  All  of  the 
drainage  of  the  Charley  River  upstream 
ifrom  and  including  Copper  Creek  in  Fur 
District  7.  (Closed  on  birds,  all  game 
and  fur  animals,  except  wolves  and  coy- 
otes.) 

(Apr  20.  1948,  effective  July  1.  1948.  13  P.  R. 
24301 

§46.196  Chestochina  River.  All  of  the 
drainage  of  the  Chestochina  River  up- 
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stream  from  and  Including  the  Middle 

Fork  in  Pur  District  6.    (Closed  on  birds. 

all  game  and  fur  animals,  except  wolves 

and  coyotes.) 

(Apr.  20.  1948.  effective  July  1.  1948,  13  P.  R. 

2430] 

S  46.197  Talkeetna  River.  All  of  the 
drainage  of  the  Talkeetna  River  up- 
stream from  and  Including  the  drainage 
of  Sheep  Creek,  except  Prairie  Creek 
drainage.  In  Fur  District  2.  (Closed  on 
birds,  all  game  and  fur  animals,  except 
wolves  and  coyotes.) 

[Apr.  20.  1948,  effective  July  1.  1948.  13  F.  R. 
2430] 

9  46.198  Sulukna  River.  All  of  the 
drainage  of  the  Sulukna  River  from  the 
headwaters  to  Its  confluence  with  the 
Novitna  River  In  Pur  District  6.  (Closed 
on  birds,  all  game  and  fur  animals,  ex- 
cept wolves  and  coyotes.) 
[Apr.  20.  1948,  effective  July  1.  1948.  13  F.  R. 
2430] 

9  46.199  Hoholitna  River.  All  of  the 
drainage  of  the  Hoholitna  River  up- 
stream from  and  Including  the  drainage 
of  the  South  Pork  in  Pur  District  6. 
(Closed  on  birds,  all  game  and  fur  ani- 
mals, except  wolves  and  coyotes.) 

[Apr.  20,  1948.  effective  July  1.  1948.  13  P.  R. 
2430] 

9  46.200  Shoemaker  Bay.  Embracing 
the  entire  watershed  of  Pat  Creek  and 
that  portion  of  Wrangell  Island  drain- 
ing into  Zimovia  Strait  from  Pat  Creek 
to  Polk  Point.  (Closed  on  game  ani- 
mals and  beaver.) 

[Apr   20,  1948.  effective  July  1.  1948,  13  P.  R. 
2430] 

•  9  46.201  Alaska  Railroad.  In  fur  dis- 
tricts 2  and  6:  A  strip  one-half  mile  wide 
on  each  side  of  the  Alaska  Railroad. 
(CHosed  on  all  game  animals  except  black 
bears.) 

[Apr.  20.  1948,  effective  July  1.  1948.  13  P.  R. 
2430] 

PERMITS 

Source:  1(46.203  to  46.208  contained  in 
Reg  ,  May  15.  1944.  effective  JiUy  1.  1944,  as 
amended  Apr.  20,  1948.  effective  July  1.  1948; 
9  F.  R.  5270.  13  F.  R.  2430.  except  as  noted 
following  section  affected. 

9  46.205  To  collect  for  scientific  and 
propagating  purposes  or  for  protection  of 
property.  The  Director,  upon  recom- 
mendation of  the  Commission,  may.  for 
areas  other  than  those  administered  by 
the  National  Park  Service,  prescribe  the 
terms  and  conditions  of  and  issue  per- 
mits authorizing  the  taking,  possessiMi, 
purchase,  sale,  exchange,  or  exportation 
of  such  animals,  game  fishes,  birds,  and 
their  nests  and  eggs  for  scientific,  prop- 
agating, educational,  or  exhibition  pur- 
poses and  for  the  protection  of  property 
as  he  may  determine  from  time  to  time 
to  be  consistent  with  the  proper  conser- 
vation and  development  of  the  species. 

§  46.206  Carrying  and  exhibition. 
Any  such  permit  shall  be  carried  by 
the  permittee  when  taking  the  afore- 
said animals,  game  fishes,  or  birds,  or 
their  nests  or  eggs,  and  shall  be  exhibited 
to  any  wildlife  agent  or  other  person  re- 
questing to  see  it. 

[  May  15,  1944,  eflecUv*  July  1.  1944,  9  P.  R. 
62701 


1 46.207  Applications.  Applications 
for  all  permits  should  be  addressed  to 
the  Director,  Pish  and  Wildlife  Service. 
Washington  25,  D.  C.  or  to  the  Alaska 
Game  Commission,  Juneau,  Alaska. 

9  46.208  Reports.  Reports  of  opera- 
tions required  under  the  terms  of  any 
permit  shall  be  filed  on  or  before  the 
tenth  day  of  January  following  Issuance 
of  the  permit  with  the  Alaska  Game  Com- 
mission. Juneau,  Alaska,  or  with  the  Di- 
rector. Pish  and  Wildlife  Service,  Wash- 
ington 25,  D.  C. 


Subchoptar  H — Whaling 

Part  151 — Whaling  Provisions 

Note:  The  regulations  formerly  contained 
In  Part  151  have  been  superseded  by  the  In- 
ternational regulations  relating  to  whaling 
which  are  presently  contained  In  a  schedule 
attached  to  and  made  a  part  of  the  Inter- 
national Convention  for  the  regulation  of 
whaling  signed  December  2,  1946.  and  pro- 
claimed November  19,  1948  (Senate  Executive 
L.,  80th  Congress,  1st  session). 

[P.    R.    Doc.    49-3794;    Filed,    May    10,    1949; 
9:00  a.  m.| 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  I — Coast  Guard,  Department 
of  the  Treasury 

Subchapter  E — Navigation    R«quirem«ntt  for  th« 
Great  Lakes  and  St.  Marys  Rlv«r 

[COPR  49-11) 

Part  90 — Pilot  Rules  roR  the  Great 
Lakes 

miscellaneous  amendbfents 

The  purpose  of  the  following  miscella- 
neous amendments  i.s  to  delete  from  the 
Code  of  Pederal  Regulations  those  sec- 
tions which  paraphrase  the  statute. 
Since  all  the  requirements  In  §5  90.9. 
90.11,  90.13.  and  90.14  are  contained  in 
Rules  25.  19.  14,  and  15,  respectively,  as 
set  forth  In  the  act  of  February  8,  1895, 
as  amended,  the  cancellation  of  §§90.9. 
90.11.  90.13,  and  90.14  does  not  change 
the  statutory  requirements  which  must 
be  followed. 

By  virtue  of  the  authority  vested  in  me 
as  Commandant.  United  States  Coast 
Guard,  by  R.  S.  4405.  as  amended,  sec- 
tions 1.  3.  28  Stat.  646.  649,  as  amended. 
Public  Law  448,  80th  Congress,  and  sec- 
tion 101  of  Reorganization  Plan  No.  3 
of  1946.  33  U.  S.  C.  243.  256,  46  U.  S.  C.  1. 
375.  the  following  amendments  to  the 
regulations  are  prescribed: 

1.  Section  90.9  Passing  in  channels 
less  than  500  feet  wide  Is  deleted. 

2.  Section  90.11  Meeting  of  steamer 
and  sailing  vessels:  right  of  way  is 
deleted. 

3.  Section  90.13  Fog  signals  Is  deleted. 

4.  Section  90.14  Moderate  speed  in  fog 
is  deleted. 

Dated:  May  5,  1949. 

[SEAL]  Merun  O'Neill. 

Rear  Admiral.  U.  S.  Coast  Guard, 
Acting  Commandant. 

IP.   R.   Doc.   49-3752;    Piled.   May    10,   1M>: 
8:50  a.  m.] 


Wednesday,  May  11, 1949 

TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Offlco  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  tor  Mailing 

indemnity  for  other  registered  parcel 

POST 

Amend  S  127.107  Indemnity  for  other 
registered  parcel  post  (13  F.  R.  9105  >  to 
read  as  follows: 

(a)  Except  as  stated  In  §  127.110,  and 
under  the  country  items  of  certain  coun- 
tries In  connection  with  registered  par- 
cels. Indemnity  for  actual  value  In 
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amount  claimed  up  to  50  gold  francs 
($16  33)  may  be  paid  for  the  loss,  rifling 
or  damage  of  registered  parcel  post  pack- 
ages exchanged  with  Cape  Verde  Islands 
and  Portuguese  West  Africa  and  up  to 
$10.00  for  the  total  loss  (wrapper  and 
contents)  of  such  parcels  exchanged 
with  Cuba. 

(b)  Under  the  same  conditions.  In- 
demnity for  actual  value  In  amount 
claimed  may  be  paid  for  the  loss,  rifling 
or  damage  of  registered  parcel  post  pack- 
ages exchanged  with  Ecuador,  and  for 
the  total  loss  of  registered  parcel  post 
packages  exchanged  with  Portugal  (in- 
cluding Madeira  and  the  Azores),  pro- 
vided that  the  Indemnity  in  any  case 
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shall  not  exceed  the  amount  prescribed 
for  the  registry  fee  paid  at  the  time  of 
mailing.  (See  country  Items  in  Sub- 
part D  of  this  part  for  scales  of  fees  and 
limits  of  indemnity  payable.) 

(c)  Except  as  stated  in  this  section 
and  In  §  127.106  Indemnity  is  not  paid  in 
connection  with  registered  parcel-post 
packages  exchanged  with  any  other  for- 
eign country. 

(R.  S.  161.  396,  398,  .sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22.  369.  372) 

[seal J  J.  M.  Donaldson, 

Postmaster  General. 

[P.   R.    Doc.   49-3735;    Piled,   May    10,    1949; 

8:46  a.  m.l 


NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 

[Transfer  Order  84] 

Order  TRANSFERRmc  Certain  Functions 
Pertaining  to  Claims  and  Litigation 
AND  Related  Matters  From  Department 
OP  THE  Army  to  Department  of  the 
Air  Force 

Pursuant  to  the  authority  vested  in 
me  by  the  National  Security  Act  of  1947 
(act  of  July  26.  1947;  Public  Law  253, 
80th  Congress)  and  In  order  to  effect  cer- 
tain transfers  authorieed  or  directed 
therein.  It  is  hereby  ordered  as  follows: 

1.  There  are  hereby  transferred  to  and 
vested  In  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force, 
Insofar  as  they  may  pertain  to  the  De- 
partment of  the  Air  Force  or  the  United 
States  Air  Force  or  their  activities 
materiel,  property  and  personnel : 

a.  All  the  functions,  powers  and  duties 
relating  to  claims  which  are  vested  in  the 
Secretary  of  the  Army  or  the  Depart- 
ment of  the  Army  or  any  ofHcer  of  that 
Department  by  the  following  laws,  parts 
of  laws,  and  Executive  orders,  as  limited 
by  other  laws,  parts  of  laws  and  Execu- 
tive orders  whether  or  not  specifically 
set  forth  herein: 

(1)  Act  of  January  2, 1942,  ch.  645.  sec. 
1.  55  Stat.  880,  as  amended  by  the  act  of 
April  22,  1943.  ch.  67,  sec.  1,  57  Stat  66 
<31  U.  S.  C.  224d),  and  as  further 
amended  by  the  act  of  July  31.  1945  ch 
338.  59  Stat.  511  (31  U.  S.  C.  Supp  I 
Note  224i-l).  ' 

<2t  Act  of  July  3.  1943.  ch.  189.  sec.  1. 
57  Stat.  372.  as  amended  by  the  act  of 
May  29,  1945.  ch.  135.  sec.  1.  59  Stat  225 
and  the  act  of  June  28.  1946.  ch.  514  sec' 
J.  60  Stat.  332  (31  U.  S.  C.  223b)  a.s  af- 
fected by  the  act  of  August  2.  1946   ch 
753.  Title  IV,  sec.  403.  60  Stat.  843  (28 
U  S  C.  921),  as  revised  and  codified  by 
the  act  of  June  25.  1948,  ch.  646,  62  Stat 
982  (28  U.  S.  C.  2671-2680). 

<3»  Act  of  July  3,  1943,  ch.  189,  sec.  2 
•7  Stat.  373,  (31  U.  S.  C.  223c). 

'4)  Act  of  May  29.  1945.  ch.  135,  sec.  1 
W  Stat.  225  (31  U.  8.  C.  222c>.  u  af- 


fected by  the  act  of  August  2,  1946   ch 
753,  Title  IV,  sec.  403,  60  Stat.  843   (28 
U.  S.  C.  921),  as  revised  and  codified  by 
the  act  of  June  25,  1948.  ch.  646,  62  Stat 
982  <28  U.S.  C.  2671-2680). 

(5)  All  other  laws,  parts  of  laws.  In- 
cluding applicable  provisions  of  Appro- 
priation Acts,  and  Executive  orders, 
which  vest  In  the  Secretary  of  the  Army 
or  the  Department  of  the  Army  or  any 
officer  of  that  Department,  functions 
powers  and  duties  relating  to  claims] 
insofar  as  they  pertain  to  the  Depart- 
ment of  the  Air  Force  or  the  United 
States  Air  Force  or  their  property  and 
personnel. 

b.  All  the  functions,  powers  and  duties 
relating  to  litigation.  Including  Initia- 
tion, supervision,  and  coordination  of 
legal  measures  for  the  protection  of  the 
Government  in  all  litigation  matters,  af- 
fecting the  Department  of  the  Air  Force 
or  the  United  States  Air  Force,  which  are 
vested  in  the  Secretary  of  the  Army  or 
the  Department  of  the  Army  or  any  offi- 
cer of  that  Department,  including  those 
vested  by  any  laws,  parts  of  laws,  and 
Executive  orders,  whether  or  not  specifi- 
cally set  forth  herein. 

2.  It  Is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

3.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force,  or  their  repre- 
sentatives, are  hereby  authorized  to  is- 
sue such  orders  as  may  be  necessary  to 
effectuate  the  purposes  of  this  order.  In 
this  respect,  the  transfer  of  such  related 
personnel,  property,  records,  installa- 
tions, agencies,  activities  and  projects  as 
the  Secretaries  of  the  Army  and  the  Air 
Force  shall  from  time  to  time  Jointly 
determine  to  be  necessary.  Is  authorized. 

4.  Nothing  contained  in  this  order 
shall  operate  as  a  transfer  of  funds. 

5.  This  order  shall  be  effective  as  of 
12:00  noon,  July  1.  1949. 

Louis  Johnson, 
Secretary  of  Defense. 
April  28.  1949. 

[P.   ».   Doe.   49-3734:    PU«1.   May    lo,    1949- 
8:48  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docketa  Nos.  8202,  8887,  9303 1 

Metropolitan  Broadcasting  Co.  of 
Milwaukee  et  al. 

ORDER   designating   APPLICATION   FOR   CON- 
SOLIDATED  hearing   on   STATED   ISSUES 

In  re  Applications  of  Metropolitan 
Broadcasting  Company  of  Milwaukee. 
Whitefish  Bay,  Wisconsin,  Docket  No. 
8202.  File  No.  BP-5755:  Rock  River  Val- 
ley Broadcasting  Company.  Watertown. 
Wisconsin,  Docket  No.  8887.  Pile  No.  BP- 
6538;  WEXT.  Incorporated  (WEXT). 
Milwaukee.  Wisconsin.  Docket  No.  9302. 
File  No.  BP-7183;  for  construction  per- 
mits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C,  on  the  29th  day  of 
April  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
WEXT,  Incorporated  which  requests  a 
construction  permit  to  change  the  facili- 
ties of  Station  WEXT,  Milwaukee.  Wis- 
consin, from  frequency  1430  kilocycles,  1 
kilowatt  power,  daytime  only,  to  fre- 
quency 910  kilocycles,  1  kilowatt  power, 
unlimited  time,  employing  a  directional 
antenna; 

It  appearing,  that  on  March  6,  1947. 
the  Commission  designated  for  hearing' 
the  above-entitled  application  of  Metro- 
politan Broadcasting  Company  of  Mil- 
waukee, which  at  that  time  sought  a  con- 
struction permit  for  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 920  kc.  100  w  power,  daytime 
only,  at  Milwaukee,  Wisconsin;  and 

It  further  appearing,  that  on  May  8. 
1947,  Metropolitan  Broadcasting  Com- 
pany of  Milwaukee  filed  a  waiver  of  hear- 
ing under  §  1.391  of  the  Commission's 
rules,  and  that  on  October  15,  1947.  the 
Commission  Issued  its  proposed  decision 
looking  to  a  denial  of  the  aforesaid  ap- 
plication of  Metropolitan  Broadcasting 
Company  of  Milwaukee;  and 

It  further  appearing,  that  on  Novem- 
ber 7,  1947.  the  Commission  granted  a 
timely  petition  of  Metropolitan  Broad- 
casting Company  of  Milwaukee  to  amend 
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said  application  to  specify  location  as 
Whiteflsh  Bay,  Wisconsin  which.  In  ef- 
fect, served  to  remove  said  application 
from  hearing  status;  and 

It  further  appearing,  that  on  April  1. 
1948  the  above-entitled  applications  of 
Metropolitan  Broadcasting  Company  of 
Milwaukee  and  Rock  River  Valley  Broad- 
casting Company  were  designated  for 
hearing  in  a  consolidated  proceeding 
presently  scheduled  to  begin  July  6,  1949 
In  Washington.  D.  C. 

It  is  ordered.  That,  p  rsuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934.  as  amended,  the  above-entitled 
application  of  WEXT.  Incorporated  Is 
designated  for  hearing  In  the  above  con- 
solidated proceeding  upon  the  following 
Issues : 

1.  To  determine  the  technical,  finan- 
cial and  other  qualifications  of  the  appli- 
cant corporation,  its  officers,  directors 
and  stockholders  to  construct  and  oper- 
ate Station  WEXT  as  proposed. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  WEXT  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  Station  WEXT  as  proposed  would 
Involve  objectionable  Interference  with 
Stations  WSUI,  Iowa  City,  Iowa,  WLS. 
and  WENR.  Chicago.  Illinois,  or  with  any 
other  existing  broadcast  stations  and.  If 
so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  lo  such  areas  and  populations. 

5.  To  determine  whether  the  operation 
of  Station  WEXT  as  proposed  would  in- 
volve objectionable  Interference  as  de- 
fined under  the  North  American  Region- 
al Broadcasting  Agreement  with  Station 
CBO,  Ottawa,  Ontario,  Canada,  or  with 
any  other  foreign  broadcasting  stations. 

6.  To  determine  whether  the  operation 
of  Station  WEXT  as  proposed  would  In- 
volve objectionable  Interference  with  the 
other  applications  in  this  proceeding  or 
with  the  services  proposed  In  any  other 
pending  applications  for  broadcast  facil- 
ities and,  if  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

7.  To  determine  whether  the  Installa- 
tion and  operation  of  Station  WEXT  as 
proposed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

8.  To  determine  on  a  comparative 
basis  which,  If  any.  of  the  applications 
in  this  consolidated  proceeding  should 
be  granted. 

It  is  further  ordered.  That  the  State 
University  of  Iowa,  licensee  of  Station 
WSUI,  Iowa  City.  Iowa;  Agricultural 
Broadcasting  Company,  licensee  of  Sta- 
tion WliS.  Chicago.  Illinois;  and  Amer- 
ican Broadcasting  Company,  licensee  of 
Station  WENR.  Chicago.  Illinois,  are 
made  parties  to  the  proceeding. 


NOTICES 

It  is  further  ordered,  That  the  Com- 
mission's order  of  April  1.  1948,  desig- 
nated for  hearing  in  a  consolidated  pro- 
ceeding the  above-entitled  applications 
of  Metropolitan  Broadcasting  Company 
of  Milwaukee  and  Rock  River  Valley 
Broadcasting  Company  Is  amended  to 
include  the  application  of  WEXT, 
Incorporated. 


[seal! 


FEOKRAL    CoiaCTTMICATIONS 
COMICISSION, 

T.  J.  Slowi«, 

Secretary. 


[F.   R.   Doc.   40-3764:    Piled,   May    10,   1949; 
S:02  a.  m.) 


[Docket  No.  9065) 

National  Broadcasting  Co.,  Inc. 
(WNBT) 

ORDER  DELETING  ISSUE 

In  re  application  of  National  Broad- 
casting Company.  Inc.,  (WNBT>,  New 
York,  N.  Y..  Docket  No.  9065,  File  No. 
BPCT-455;  for  construction  permit  for 
television  station. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  13th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration a  petition  filed  by  National 
Broadcasting  Company.  Inc.,  (NBO  on 
December  22.  1948,  (BPCT-455)  request- 
ing the  Commission  to  partially  grant  the 
above-entitled  application  Insofar  as  It 
requests  a  construction  permit  to  install 
an  RCA  TT-5A  transmitter  as  Its  main 
transmitter;  and 

It  appearing,  that  petitioner.  NBC,  Is 
the  licensee  of  television  broadcast  sta- 
tion WNBT.  New  York  City,  which  Is 
authorized  to  operate  on  Channel  4  with 
effective  radiated  visual  power  of  7  kw. 
and  aural  power  of  5.75.  using  an  RCA 
T-1  transmitter ;  and 

It  further  appearing,  that  on  May  3, 
1948.  NBC  filed  an  application  ( BPCT- 
455  >  for  authority  to  Install  and  operate 
an  RCA-Tr-5  transmitter  and  to  In- 
crease WNBT's  effective  radiated  visual 
and  aural  power  from  7  kw.  and  5.75  kw. 
to  15.2  kw.  and  7.6  kw..  respectively;  and 
that  on  June  23,  1948.  the  Commission 
designated  said  application  for  hearing 
(Docket  9065) ;  and 

It  further  appearing,  that  on  February 
19.  1948.  the  Commission  granted  NBC 
special  temporary  authority  to  construct 
and  operate  an  RCA  TT-5A  transmitter 
as  an  emergency  transmitter  for  a  period 
of  thirty  days;  that  said  authority  was 
subsequently  extended  to  July  25.  1948; 
that  on  July  16.  1948.  the  Commission 
granted  NBC  special  temporary  authority 
to  operate  for  ninety  days  its  RCA  TT-5A 
transmitter  as  Its  regular  transmitter  and 
to  use  the  RCA  T-1  transmitter  as  an 
auxiliary  transmitter,  which  authority 
was  subsequently  extended  to  April  24. 
1949;  and 

It  further  appearing,  that  on  Septem- 
ber 30.  1948.  the  Commission  amended 
S  1.371  of  Its  rules  and  regulations  so  as 
to  provide  In  substance,  that  new  author- 
izations for  television  stations  would  not 
be  issued  until  further  order  of  the  Com- 


mission, and  that  applications  for  mod- 
ification of  existing  construction  permits 
would  be  considered  on  a  case-to-case 
basis;  and 

It  further  appearing,  that  In  Its  peti- 
tion herein  requesting  the  Commission 
to  partially  grant  Its  application  Insofar 
as  It  seeks  a  p>ermit  to  construct  and 
operate  an  RCA  TT-5A  transmitter, 
petitioner  alleges  that  no  request  is  made 
that  the  Commission  reconsider  and 
grant  said  application  Insofar  as  it  re- 
quests an  Increase  In  presently  author- 
ized effective  radiated  power;  that  its 
RCA  T-1  transmitter  Is  of  pre-war  design 
and  has  been  subject  to  an  Increasing 
number  of  outages  while  the  requested 
RCA  TT-5A  transmitter  is  standard 
equipment  with  specifications  on  file 
with  the  Commission;  and  that  a  grant 
of  the  petition  herein  will  permit  the  in- 
stallation and  use  of  the  transmitter  now 
in  use  by  WNBT  under  special  temporary 
authority;  and 

It  further  appearing,  that  at  the  same 
time  the  instant  petition  was  filed  on  De- 
cember 23.  1948,  NBC  filed  an  application 
for  renewal  of  its  license  to  operate 
WNBT  <  BRCT-1 ) ,  and  an  application  to 
modify  Its  construction  permit  so  as  to 
authorize  it  to  make  the  same  changes 
requested  In  the  Instant  petition  (BPCT- 
592) ;  and 

It  further  appearing,  that  a  grant  of 
the  petition  herein  will  not  be  Incon.sis- 
tent  with  the  purposes  of  the  Commis- 
sion's order  of  September  30,  1948 
(Dockets  8975  and  8736).  and  would 
serve  the  public  interest,  convenience  and 
necessity. 

It  is  ordered.  That  the  petition  herein 
Is  granted  and  that  petitioner's  applica- 
tion (BPCT-455)  is  granted  only  Insofar 
as  It  requests  a  permit  to  construct  and 
operate  an  RCA  'IT-5A  transmitter; 

It  is  further  ordered.  That  the  ques- 
tion as  to  whether  petitioner  should  be 
granted  authority  to  construct  an  RCA 
1T-5A  tran.smitter  Is  deleted  as  an  i.vsue 
from  the  hearing  designated  herein 
(Docket  9065). 

It  is  further  ordered.  That  the  appli- 
cation filed  by  NBC  on  December  23.  1948 
(BPCT-592)  requesting  the  same  au- 
thority sought  in  the  Instant  petition,  is 
dismissed  as  moot. 

Federal  Commttnications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[F.    R.   Doc.   49-3763;    Filed.   Mav    10.    1£49: 
9:02  a.  m.l 


(Docket  No.  0237) 
American  Telephone  and  Telegraph  Co. 

ET  AL. 

SUPPLEMENTAL  ORDER  SUSPENDING  OPFRA- 
TION  or  TARIFF  SCHEDULES  AND  INCLUDING 
QUESTION  OF  LAWFULNESS  IN  HEARING 
AND   INVESTIGATION 

In  the  matter  of  American  Telephone 
and  Telegraph  Company,  et  al.  Docket 
No.  9237;  proposed  modification  of  reg- 
ulations applicable  to  television  trans- 
mission services  and  facilities. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 


Wednesday,  May  11, 1949 

Washington.  D.  C.  on  the  30th  day  of 
March  1949; 

The  Commission  having  under  con- 
sideration new  tariff  schedules  filed  on 
March  1.  1949.  by  the  Wisconsin  Tele- 
phone Company,  effective  April  1,  1949. 
as  set  forth  in  the  Appendix  hereto, 
which  Is  made  a  part  hereof,  v/ith  ref- 
erence to  the  furnishing  of  channels  for 
television  transmission  services  and  fa- 
cilities; and  also  having  under  consid- 
eration the  order  adopted  herein  by  the 
Commission  on  February  25,  1949.  sus- 
pending and  designating  for  hearing 
and  investigation  similar  tariff  schedules 
filed  by  American  Telephone  and  Tele- 
graph Company  and  other  Bell  System 
Companies; 

It  appearing,  that  on  the  basis  of  the 
con.siderations  recited  by  the  Commis- 
sion In  Its  order  of  February  25.  1949 
herein,  in  support  of  Its  action  suspend- 
ing the  above-mentioned  tariff  schedules 
filed  by  the  American  Telephone  and 
Telegraph  Company  and  other  Bell  Sys- 
tem companies,  said  new  tariff  schedules 
of  the  Wisconsin  Telephone  Company 
should  also  be  suspended; 

It  is  ordered.  That  pursuant  to  section 
204  of  the  Communications  Act  of  1934, 
as  amended,  the  operation  of  the  tariff 
schedules  of  the  Wisconsin  Telephone 
Company  as  specified  in  the  appendix 
hereto  Is  suspended  until  July  1,  1949, 
unless  otherwise  ordered  by  the  Com- 
mission; and  that  during  the  said  period 
of  suspension  no  changes  shall  be  made 
in  said  tariff  schedules  or  in  the  tariff 
schedules  sought  to  be  altered  thereby 
unless  authorized  by  special  permission 
of  the  Commission. 

It  is  further  ordered.  That  pursuant  to 
sections  204,  205  and  403  of  the  Com- 
munications Act  of  1934,  as  amended, 
the  question  as  to  the  lawfulness  of  said 
new  tariff  schedules  of  Wisconsin  Tele- 
phone Company  shall  be  included  in  the 
hearing  and  Investigation  provided  for 
by  the  Commission,  in  Its  order  of  Feb- 
ruary 25.  1949  herein  with  respect  to  the 
above-mentioned  tariff  schedules  of  the 
American  Telephone  and  Telegraph 
Company  and  other  Bell  System  com- 
panies; 

It  is  further  ordered.  That  Wisconsin 
Telephone  Company  and  all  carriers 
concurring  in  the  tariffs  of  said  company 
are  made  parties  respondent  to  the  pro- 
ceeding herein. 

Federal  Communications 
commession, 
(seal]        T.  J.  Slowie. 

Secretary. 

Appendix 

WISCONSIN    TELEPHOKK    COMPANT 

Tariff  P.  C.  C.  No.  6.  filed  March  1.  1949, 
effective  April  1,  1949. 

12th  revised  page  6. 

3d  revised  page  5A. 

2d  revised  page  7. 

Bth  revised  page  8. 

4th  revised  page  9. 

■'th  revised  page  11. 

6th  revised  page  11  A. 

*th  revised  page  12. 

8d  revised  page  13. 

♦th  revised  page  14. 

«th  revised  page  16. 

*lh  revised  pa^e  16. 

Original  page  17.  (    - 


FEDERAL  REGISTER 

Tariff  P.  C.  C.  No.  21,  filed  March  1.  1949, 
effective  April  1.  1949. 

2d  revised  page  2.  5.  6.  7.  8.  9,  10.  11. 

l8t  revised  page  12.  13.  14. 

2d  revised  page  15,  16. 

1st  revised  page  17.  18,  19,  20,  21,  22,  23. 

Original  page  24,  25,  26. 

[P.     R.    Doc.    49-3766:  Piled,  May  10,  19 !9; 
9:02  a.  m.] 


(Docket  No.  9303^ 

Southern  Radio  and  EQinpMENT  Co 
(WOBS) 

order     DESIGNATING    APPLICATION     FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Southern  Radio 
and  Equipment  Company,  (WOES*, 
Jacksonville,  Florida,  Docket  No.  9303, 
File  No.  BMP-3699;  for  modification  of 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C.  on  the  29th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration the  above-entitled  application 
for  modification  of  construction  permit 
(File  No.  BP-6268  as  modified  which 
authorized,  a  new  standard  broadcast 
station )  to  change  hours  of  operation  to 
unlimited,  install  directional  antenna  for 
day  and  night  use,  to  specify  studio  loca- 
tion, and  for  extension  of  commence- 
ment and  completion  dates; 

It  appearing,  that,  a  construction  as 
authorized  under  permit  File  No.  BP- 
6268  has  been  completed  and  is  presently 
licensed  and  the  application  is  dismissed 
insofar  as  it  requests  to  specify  studio 
location  and  for  extensicMi  of  commence- 
ment and  completion  dates;  and 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  (a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  applica- 
tion Insofar  as  It  requests  a  permit  to 
change  hours  of  operation  of  Station 
WOBS  and  to  install  directional  antenna 
is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent 
order  of  the  Commission,  upon  the  fol- 
lowing Issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  WOBS  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  Station  WOBS  as  proposed  would  in- 
volve objectionable  Interference  with  any 
existing  broadcast  stations  and.  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  service 
to  such  areas  and  populations. 

3.  To  determine  whether  the  operation 
of  Station  WOBS  as  proposed  would  in- 
volve objectionable  interference  with  the 
services  proposed  In  any  other  pending 
applications  for  broadcast  facilities  and. 
If  so,  the  nature  and  extent  thereof,  the 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 

4.  To  determine  whether  the  Installa- 
tion and  operation  of  Station  WOBS  as 
proposed  would  be  in  compliance  with 
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the  CommLssion's  rules  and  Standards  of 
Crood  Engineering  Practice  Concerning 
Standard  Broadcast  Stations  with  par- 
ticular regard  to  the  areas  and  popula- 
tion to  receive  satisfactory  service. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

|P.   R.   Doc.   49-3765;    Piled.   May    10;    1949; 
9:02  a.  m.l 


KMTR  Radio  Corp. 

public  notice  concerning  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  April  15,  1949,  there  was  filed 
with  It  an  application  (BTC-753)  for  its 
consent   under  section   310    (b)    of  the 
Communications   Act   to   the    proposed 
transfer    of    control    of    KMTR    Radio 
Corporation,  licensee  of  station  KLAC, 
Los   Angeles.   California,   from   Warner 
Bros.  Pictures,  Inc.  to  KLAC.  Inc.     The 
proposal  to  transfer  control  arises  out  of 
a  contract  of  March  17,  1949.  pursuant 
to  which  Warner  Bros.  Pictures,  Inc.,  will 
sell  all  the  outstanding  capital  stock  of 
the  licensee  corporation  for  $405,000  to 
be  adjusted  by  the  difference  between 
$20,000  and  the  net  quick  assets  of  the 
licensee  as  of  the  closing  date.    The  sale 
is  specifically  made  subject  to  the  follow- 
ing conditions  precedent;   (a)   grant  by 
the  Commission  of  its  written  consent  to 
the   pending    application   BTC-693    for 
transfer    of    control    of    KMTR    Radio 
Corporation  by  Dorothy  S.  Thackrey  to 
Warner  Bros.  Pictures.  Inc.;   (b)   grant 
by  the  Commission  of  Its  written  consent 
to  assignment  of  the  construction  permit 
of  station  KLAC-TV,  Los  Angeles,  Cali- 
fornia, from  KMTR  Radio  Corporation 
to  Warner  Bros.  Pictures,  Inc..   or  its 
nominee;   (o    acquisition  of  control  of 
KMTR  Radio  Corporation   by   Warner 
Bros.  Pictures,  Inc.;  and  (d)  grant  by  the 
Commission  of  its  written  consent  to  the 
acquisition  of  control  of  KMTR  Radio 
Corporation  by  KLAC,  Inc.  from  Warner 
Bros.  Pictures,  Inc.  after  divestment  from 
the  licensee  of  the  television  assets  and 
the  authorization  covering  the  operation 
of    KLAC-TV.    Under    the    agreement, 
$40,500  of  the  purchase  price  has  been 
paid  by  KLAC,  Inc.  to  Warner  Bros.  Pic- 
tures, Inc.;  an  additional  $324,000  is  due 
by  the  buyer  to  the  seller  on  the  closing 
date;  and  the  balance  of  the  adjusted 
purchase  price  is  to  be  paid  by  the  buyer 
to  the  seller  on  or  before  60  days  after  the 
closing  date. 

It  is  provided  that  the  agreement  shall 
become  null  and  void  and  the  seller  shall 
forthwith  repay  to  the  buyer  the  $40,500 
deposit  If  the  Commission  shall  fail  or 
refuse  to  grant  written  consent  to  the 
transfer  of  control  of  KMTR  Radio  Cor- 
poration to  KLAC,  Inc.  on  or  before  Au- 
gust 1.  1949,  or  if  the  Commission  shall 
fail  or  refuse  to  grant  written  con.sent  to 
acquisition  of  control  of  KMTR  Radio 
Corporation  by  Warner  Bros.  Pictures, 
Inc.  from  Dorothy  S.  Thackrey  during 
the  lifetime  of  an  agreement  of  May  19, 

'  Section  1.321,  Part  1,  Rules  of  Practice  and 
Procedure. 


Wednesdau.  Mau  11.  1949 
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1948,   between   Warner   Bros,   and   said 
Thackrey. 

Further  information  as  to  tlie  arrange- 
ments may  be  found  with  the  application 
and  associated  papers  which  are  on  file 
at  the  offices  of  the  Commission  in 
Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases  in- 
cluding the  requirement  for  public  notice 
concerning  the  filing  of  the  application, 
the  CommLssion  was  advised  by  appli- 
cant on  April  15.  1949.  that  starting  on 
April  18.  1949.  notice  of  the  filing  of  the 
application  would  be  inserted  in  the  Los 
Angeles  Times,  a  newspaper  of  general 
circulation  at  Los  Angeles,  California,  in 
conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  t'le  application  for  a  period  of  60 
c'ays  from  April  18,  1949  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth  in 
the  above  described  contract. 
(Sec.  310  (b),  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  CoMMtrwicATioNS 
ComnssioN, 
[seal!        T.  J.  Slgwii. 

Secretary. 

|P.   R.   Doc.   49-3767;    Filed,  May    10,    1949; 
Q:01  a.  m.l 


NOTICES 

upon  the  application  for  a  period  of  60 
days  from  April  20.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth  in 
the  above  described  contract. 
(Sec.  310  (b  .  48  Stat.  1086;  47  U.  S.  C. 

310  (b)) 

Federal  Commtjnications 

Commission, 

[SEALJ  T.  J.  SLOWIE. 

Secretary. 

|F.   R.   Doc.   49  3768;    Filed,   May    10,    1949; 
9:01  a.  m-l 


BlC  HORM  Broadcastinc  Co. 

PUBLIC    NOTICE   CONCERNING   PROPOSED 
TRANSFER   OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  April  15,  1949.  there  was  filed 
with  it  an  application  (BTC-752)  for  its 
consent  under  section  310   (b)    of  the 
Communications   Act   to   the   proposed 
transfer   of   control    of    the   Big   Horn 
Broadcasting  Company,  licensee  of  Sta- 
tion KWYO.  Sheridan.  Wyoming  from 
R  E.  Carroll  to  Jim  Carroll  and  Donald 
E.  Tannehill.    The  proposal  to  transfer 
control  arises  out  of  a  contract  of  Decem- 
ber 21.  1949,  pursuant  to  which  R.  E. 
Carroll  has  agreed  to  sell  all  of  the  out- 
standing stock  of   the  corporation    <85 
shares)    to  Jim  Carroll  and  Donald  E. 
Tannehill  for  the  sum  of  $55,000.  payable 
as  follows:  $15,000  at  the  signing  of  the 
agreement;  and  the  balance  of  $40,000  In 
equal  monthly  payments  over  a  period  of 
15  years  with  interest  computed  at  the 
rate  of  49r.    Further  Information  as  to 
the  arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion In  Washington.  D.  C. 

Pursuant  to  S  L321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  April  15,  1049,  that  starting 
on  April  20.  1949.  notice  of  the  filing  of 
the  application  would  be  Inserted  In  a 
newspaper  of  general  circulation  at 
Sheridan.  Wyoming  in  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 

'Section  1321.  Part  1.  Rules  of  Practice 
and  Procedure. 


Washita  Valley  Broadcasting  Corp. 

PUBLIC  NOTICE  CONCERNING  PROPOSED 
TRANSFER  OF  CONTROL  ' 

The  Commission  hereby  gives  notice 
that  on  April  25,   1949  there  was  filed 
with  it  an  application  (BTC-758>  for  its 
consent  under  section  310    (b)    of   the 
Communications   Act   to   the   proposed 
transfer   of  control  of  Washita   Valley 
Broadcasting    Corporation,    licensee    of 
station  KWCO  from  George  C.  Robinson. 
Jr..  James  B.  Quattlebaum.  Kathryn  G. 
Quattlebaum  and  Prances  H.  Robinson 
to  C.  E.  Wilson.  P.  D.  Jackson.  Bonnie 
M.  Wilson  and  Jessie  M.  Jackson.    The 
proposal  to  transfer  control  arises  out  of 
a  contract  of  April  12,  1949.  pursuant  to 
which  the  transferors  will  sell  lOO'^c  of 
the  capital  stock  of  the  licensee  corpora- 
tion for  $30,000,  of  which  $2,000  has  been 
deposited  in  escrow  and  $28,000  in  cash 
Is  due  10  days  after  Commission  consent 
to  the  transfer.    Further  informaUon  as 
to  the  arrangements  may  be  found  with 
the   application   and   associated  papers 
which  are  on  file  at  the  offices  of  the 
Commission  in  Washington,  D.  C. 

Pursuant  to  §  1321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including    the    requirement    for    public 
notice  concerning  the  fUlng  of  the  ap- 
plication, the  Commission  was  advised  by 
applicant  on  April  25,  1949,  that  starting 
on  April  26,  1949.  notice  of  the  filing  of 
the  application  would  be  inserted  in  the 
Chickasha  Express,  a  newspaper  of  gen- 
eral circulation  at  Chickasha.  Oklahoma 
in  conformity  with  the  above  section. 
In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  26.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b).  48  SUt.  1086;  47  U.  8.  C. 

310  (b)) 

Federal  Communications 

Commission, 
[seal!        T.  J.  Slowie. 

Secretary. 

IP.   R.   Doc.   49-3769:    Filed.   May    10,    1949; 
9:01  a.  m.| 


With  It  an  application  (BTC-759)  for  Its 
consent  under  .section  310  (b)  of  the 
Communications  Act  to  the  proposed 
transfer  of  control  of  Myrtle  Beach 
Broadcasting  Company,  licensee  of  Sta- 
tion WMRA.  Myrtle  Beach,  Snuth  Caro- 
lina, from  Joe  C.  Ivey  to  L.  B.  Hyman  and 
P.  T.  Watson.  The  proposal  to  transfer 
control  arises  out  of  a  contract  of  Janu- 
ary 5,  1949.  pursuant  to  which  transferor 
proposes  to  sell  all  of  his  stock  interest, 
which  represents  126  of  250  shares  issued 
and  outstanding  in  the  Corporation,  to 
the  transferees  for  the  total  considera- 
tion of  $12,600.00.  Farther  information 
as  to  the  arrangements  may  be  found 
with  the  application  and  associated  pa- 
pers which  are  on  file  at  the  offices  of  the 
Commission  in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  fHing  of  the  applica- 
tion, the  Commi.s.«non  was  advi.sed  by 
applicant  on  April  25.  1949.  that  starting 
on  May  2.  1949,  notice  of  the  filing  of  the 
application  would  be  inserted  in  the 
Charlotte  Observer,  a  newspaper  of  gen- 
eral circulation  at  Myrtle  Beach,  South 
Carolina  in  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  .set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  May  2, 1949,  within  which  time 
other  persons  desiring  to  apply  for  the 
facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract. 

(Sec.  310  (b\  48  Stat.  1086;  47  U.  6.  C. 
310  (b)) 

Federal  Commttnications 
Commission, 
[seal]        T.  J.  Slowie, 

Secretary. 

[¥.   R.   Doc.   49-3770;    PUed.   May    10,    1949. 
9:01  a.  m.| 


Mtrtle  Beach  Broadcasting  Co. 

PUBLIC    NOTICE    CONCERNING    PROPOSED 
TRANSFER  OF  CONTROL  ' 


Class  B  FM  Broadcast  Stations 

order  amending  revlsed  tentative 
allocation  plan 

In  the  matter  of  amendment  of  Re- 
vised TenUtlve  Allocation  Plan  for  Class 
B  FM  Broadcast  Stations  to  change 
channel  allocations  for  Tuscola.  Illinois. 
and  Mattoon.  Dlinois. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
in  Washington.  D.  C.  on  the  4th  day  of 
May  1949. 

The  Commission  having  under  consid- 
eration an  amendment  of  its  Revised 
Tentative  Allocation  Plan  for  Class  B 
FM  Broadcast  Stations  so  as  to  provide 
for  changes  in  the  allocation  of  chan- 
nels to  Tu.scola.  Illinois,  and  Mattoon. 
Illinois,  as  follows: 


.  Tu.>io<>la.  111. 

The  Commission  hereby  gives  notice      Matoon.  ui. 
that  on  April  25.  1949.  there  was  filed      


Cbannels 


Delete 


atf 


Add 


Wednesday,  May  11, 1949 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  an  application  by 
Mattoon  Broadcasting  Company  for  con- 
struction permit  for  a  new  Class  B  FM 
station  at  Mattoon.  Illinois  (File  No. 
BPH  1531),  to  operate  on  channel  245 

(96  9  mc),  which  channel  is  presently 
allocated  to  Tuscola.  111.;  and  that  the 
Commission  proposes  to  grant  said  ap- 
plication in  a  subsequent  action;  and 

It  further  appearing,  that  the  proposed 
amendment  to  the  Allocation  Plan  is  de- 
sirable In  order  to  permit  a  more  equita- 
ble distribution  and  a  more  effective 
utilization  of  FM  facilities;  and 

It  further  appearing,  that  no  Class  B 
FM  channel  has  been  allocated  to  Mat- 
toon. 111.;   that  Channel   225.   which  is 
presently  unallocated  in  this  area,  can 
be  allocated  to  Tuscola,  Illinois,  to  re- 
place the  proposed  deletion  of  Channel 
245.  which  latter  channel  can  be  utilized 
more  effectively  at  Mattoon.  111.,  that 
the  adoption  of  the  propo.sed  amend- 
ment will  increase  the  number  of  chan- 
nels allocated  to  Mattoon.  111.,  will  not 
reduce   the   number  of  channels  pres- 
ently allocated  to  any  other  area,  and 
will  not  require  a  change  in  the  channel 
a.ssignment  of  any  existing  FM  station 
or  authorization;  that  there  are  no  other 
applications   pending  for  Class   B   FM 
facilities  at  Mattoon.  111.;  that  the  op- 
eration of  Class  B  FM  stations  on  Chan- 
nel 225  at  Tuscola.  111.,  and  on  Channel 
245  at  Mattoon.  111.,  will  not  cause  inter- 
ference to  any  station  existing,  proposed, 
or  contemplated  by  the  FM  Allocation 
Plan;  that,  in  addition  to  Channel  245. 
there  is  at  least  one  other  channel  which 
is  presently  unallocated  in  this  area  and 
which  could   be-  allocated   to  Mattoon. 
111.;  and  that  no  existing  requirements  of 
the  Commission  will  be  affected  by  said 
amendment;  and 

It  further  appearing,  that  the  nature 
of  the  proposed  amendment  is  such  as 
to  render  unnecessary  the  public  notice 
and  procedure  set  forth  in  section  4  (a) 
of  the  Administrative  Procedure  Act; 
and  that  for  the  same  reasons  this  order 
may  be  made  effective  immediately  in 
lieu  of  the  requirements  of  section  4  (c) 
of  said  act;  and 

It  further  appearing,  that  authority 
for  the  adoption  of  said  amendment  is 
contained  in  sections  303  (c).  (dT,  (f) 
and  (r)  and  307  (b)  of  the  Communica- 
tions Act  of  1934,  as  amended; 

//  is  ordered.  That,  effective  immedi- 
ately, the  Revised  Tentative  Allocation 
Plan  for  Class  B  FM  Broadcast  Sta- 
tions is  amended,  so  that  the  allocations 
to  Tuscola.  Illinois,  and  Mattoon,  Illi- 
nois, are  changed  as  follows: 


Tu«-<ila.  Ill  .. 
Multooii.  IU_. 


Cbannols 


Delete 


245 


Add 


225 
245 


Z2S 
3«6 


Released:  May  5.  1949. 

Federal  Communications 
Commission, 
IsEALl        T.  J.  Slowie. 

Secretary. 

If    R     Doc.    49-3771;    Piled.    May    10,    1949; 
9:01  a.  m.J 

No.  93 a 
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Class  B  FM  Broadcast  Stations 

ORDER  amending  REVISED  TENTATIVI 
ALLOCATION  PLAN 

In  the  matter  of  amendment  of  Re- 
vised Tentative  Allocation  Plan  for 
Class  B  FM  Broadcast  Stations  to  change 
channel  allocations  for  Douglas,  Georgia 
and  Valdosta,  Georgia. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington,  D.  C.  on  the  4th  day  of 
May  1949; 

The  Commission,  having  under  con- 
sideration an  amendment  of  its  Revised 
Tentative  Allocation  Plan  for  Class  B 
FM  Broadcast  Stations  so  as  to  provide 
for  changes  in  the  allocation  of  channels 
to  Valdosta,  Georgia  and  Douglas, 
Georgia,  as  follows: 


Channels 

Delete 

Add 

Valdosta.  Oa 

239 

23U 

Douglas,  Oa 

It  appearing,  that  there  Is  pending 
before  the  Commission  an  application  by 
WDMG,  Inc..  for  construction  permit  for 
a  new  Class  B  FM  station  at  Douglas. 
Georgia  (File  No.  BPH-1533)  to  operate 
on  Channel  239  (95.5  mc),  which  chan- 
nel is  presently  allocated  to  Valdosta. 
Georgia;  and  that  the  Commission  pro- 
poses to  grant  said  application  in  a 
subsequent  action;  and 

It  further  appearing,  that  the  proposed 
amendment  to  the  Allocation  Plan  is  de- 
sirable in  order  to  permit  a  more  equi- 
table distribution  and  a  more  effective 
utilization  of  FM  facilites;  and 

It  further  appearing,  that  no  Class  B 
FM  channel  has  been  allocated  to  Doug- 
las. Georgia;   that  Channel  253.  which 
is   presently  unallocated   in   this   area, 
could  be  allocated  to  Valdosta.  Georgia 
to    replace    the    proposed    deletion    of 
Channel  239.  which  latter  channel  can 
be  utilized  more  effectively  at  Douglas, 
Georgia;  that  the  adoption  of  the  pro- 
posed amendment  will  increase  the  num- 
ber of   channels   allocated   to   Douglas. 
Georgia,  will  not  reduce  the  number  of 
channels    presently    allocated    to    any 
other  area,  and  will  not  require  a  change 
in  the  channel  assignment  of  any  exist- 
ing FM  station  or  authorization;   that 
there  are  no  other  applications  pending 
for  Cla.ss  B  FM  facilities   at  Douglas. 
Georgia;  that  the  operation  of  Class  B 
FM  stations  on  Channel  253  at  Valdosta. 
Georgia  and  on  Channel  239  at  Douglas. 
Georgia  will  not  cause  Interference  to 
any  station  existing,  proposed,  or  con- 
templated by  the  FM  Allocation  Plan; 
that,  in  addition  to  Channel  239,  there  is 
at   least   one  other  channel,   which   is 
presently  unallocated  In  this  area  and 
which   could    be   allocated   to   Douglas, 
Georgia;  and  that  no  existing  require- 
ments of  the  Commission  will  be  affected 
by  said  amendment;  and 

It  further  appearing,  that  the  nature 
of  the  proposed  amendment  Is  such  as 
to  render  unnecessary  the  public  notice 
and  procedure  set  forth  In  section  4  (a) 
of  the  Administrative  Procedure  Act; 
and  that  for  the  same  reasons  this  order 
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may  be  made  effective  Immediately  In 
lieu  of  the  requirements  of  section  4  (c) 
of  said  act;  and 

It  further  appearing,  that  authority 
for  the  adoption  of  said  amendment  is 
contained  in  sections  303  (O,  (d).  (f), 
(r),  and  307  (b)  of  the  Communications 
Act  of  1934.  as  amended; 

It  is  ordered,  That  effective  immedi- 
ately, the  Revised  Tentative  Allocation 
Plan  for  Class  B  FM  Broadcast  Stations 
Is  amended  so  that  the  allocations  to 
Valdosta,  Georgia  and  Douglas,  Georgia, 
are  changed  as  follows: 


rhannels 

Delete 

Add 

VaMosta,  Oa 

239 

2M 

Douglas,  Qa 

239 

Released:  May  5,  1949. 

Federal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

[P.    R.    Doc.    49-3772;    Filed,    May    10,    1949; 
9:01   a.  m.) 


FEDERAL  POWER  COMMISSION 

(Docket  No.  £-6213] 

Wisconsin  Michigan  Power  Co. 

order   suspending    rate   SCHEDULES   AND 

fixing  date  of  hearing 

May  5.  1949. 
Wisconsin  Michigan  Power  Company 
((hereinafter  "Wisconsin  Company")  on 
April  8.  1939,  submitted  for  filing  revi- 
sions of  fuel  adjustment  clauses,  tenta- 
tively designated  as  follows: 


Tentative  desig- 
nation 


Supplement  No. 

2  to  i.  I'.  C. 
No.  12. 

Supplement  No. 

3  to  F.  P.  C. 
No.  27. 

Supplement  No. 

3  to  K.  P.  C. 

No.  14. 
.'■'upplenipnt  No. 

2  to  F.  P.  C. 
No.  11. 

Supplement  No. 

3  to  F.  P.  C. 
No.  8. 

Supplement  No. 

3  to  F.  P.  C. 

No.  24. 
Supplement  No. 

2  to  F.  P.  C. 

No.  25. 
Pi4)pleraent  No. 

2  to  F.  P.  C. 

No.  32. 
.'Supplement  No. 

2  to  F.  P.  C. 

No.  33. 


Kate  schedule 

projKised  to  be 

sui>erseded 


Supplement  No. 

I  to  F.  P.  C. 

No.  12. 
Su|iplenient  No. 

1   to  F.  P.  V. 

No.  27. 
Sup|)lcmenf  No. 

1  to  F.  P.  C. 

No.  14. 
Supplement  No. 

1  to  F.  P.  C. 
No.  11. 

Supplement  No. 

2  to  F.  P.  C. 
No.  S. 

Supplement  No. 

2  to  F.  P.  C. 

No.  24. 
Supplement  No. 

1   to  F.   P.  C. 

No.  25. 


Supplement  No. 
1  to  F.  P.  C. 
No.  33. 


I'urchaser 


Wi.soonsin  Puh- 
lic  Service 
Corp. 

City  of  Kauka- 
una.    Wis. 

City  of  Mena- 
»ba,  Wis. 

City  of  Shawano, 
WI.S. 

City  of  New 
London.    Wis. 

City  of  Clinton- 
ville,   Wis. 

I'pper  Peninsula 
Power  Co. 

Oconto  Electric 
Co|)erative. 

City  of  Shawano. 
Wis. 


Wisconsin  Company  has  requested  that 
the  proposed  supplementary  rate  sched- 
ules be  allowed  to  take  effect  with  re- 
spect to  service  furnished  subsequent  to 
the  December  1948  meter  readings. 

Wisconsin  Company's  presently  effec- 
tive rate  schedules  for  the  sale  of  electric 
energy  to  the  above-designated  pur- 
chasers contain  fuel  adjustment  clauses 
providing  for  changes  in  the  rate 
amounting  to  .02^  per  kwh  for  each  1# 
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Increase  or  decrease  from  20^  In  the  cost 
of  fuel  per  million  Btu  at  Wisconsin 
Company's  plant  in  Appleton.  Wiscon- 
sin; however,  the  application  of  the  fuel 
adjustment  clause  is  limited  to  a  maxi- 
mum charge  of  1.5  mills  per  kwh.  gross. 
Under  the  proposed  fuel  adjustment 
clauses,  the  cost  of  fuel  is  to  be  taken 
at  the  plants  of  Wisconsin  Electric 
Power  Company,  Wisconsin  Company's 
parent,  from  which  it  purchases  a  por- 
tion of  its  requirements,  without  the  fore- 
going limitation  upon  the  application  of 
the  fuel  adjustment  clause. 

The  proposed  changes  in  the  fuel  ad- 
justment clauses  would  provide  an  In- 
crease in  rates  and  charges  estimated  at 
$84,600  or  10.3%  annually  to  the  above- 
designated  purchasers,  based  on  sales  for 
the  year  1948. 

Protests  against  the  propxjsed  increase 
in  rates  and  charges  have  been  received 
and  request  has  been  made  to  enter  an 
appearance. 

Unless  suspended  by  order  of  the  Com- 
mission, the  proposed  rate  filings  will  be- 
come effective  as  of  May  9,  1949.  pursu- 
ant to  the  provisions  of  the  Federal 
Power  Act  and  the  General  rules  and 
regulations  promulgated  thereunder. 

The  change  In  rates  or  charges,  pro- 
posed by  the  rate  filings  referred  to  above, 
may  result  in  excessive  rates  or  charges 
to  the  purchasers  thereunder:  may  place 
an  undue  burden  upon  ultimate  con- 
sumers of  such  electric  energy;  may  be 
discriminatory;  and  may  result  In  in- 
creased rates  or  charges  which  have  not 
been  shown  to  be  justified.  The  Com- 
mission finds: 

It  Is  necessary,  desirable  and  in  the 
public  interest,  for  the  reasons  set  forth 
below,  that  the  Commission  enter  upon  a 
hearing  concerning  the  lawfulness  of  the 
proposed  rates  or  charges  and  that  said 
proposed  rates  or  charges  be  suspended 
pending  such  hearing  and  decision 
thereon. 

(1)  Wisconsin  Company  has  not  sub- 
mitted the  data  required  by  the  Com- 
mission's Rules  In  support  of  the  pro- 
posed increase  in  rates  and  charges. 

(2)  The  proposed  fuel  clause  may  be 
,    discriminatory  and  inequitable. 

(3)  Purchasers  have  protested  the  pro- 
posed increase  and  request  has  been 
made  to  enter  an  appearance. 

The  Commission  orders: 

(A)  A  public  hearing  be  held  com- 
mencing June  13.  1949,  at  10:00  a.  m. 
<e.  d.  s.  t.)  in  the  Hearing  Room  of  the 
Federal  Power  Commission.  1800  Penn- 
sylvania Avenue  NW..  Washington.  D.  C. 
concerning  the  lawfulness  of  the  rates 
or  charges  provided  for  In  the  com- 
pany's supplemental  rate  schedules  iden- 
tified above. 

(B)  Pending  such  hearing  and  deci- 
sion thereon,  the  proposed  supplemental 
rates  schedules  referred  to  above  be  and 
the  same  hereby  are  suspended  and  the 
use  of  such  rates  or  charges  deferred 
until  October  9, 1949.  and  thereafter  such 
proposed  rate  schedules  shall  go  into 
effect  in  the  manner  prescribed  by  the 
Commission  in  accordance  with  the  Fed- 
eral Power  Act. 

(C)  During  the  period  of  suspension 
the  rates  or  charges  heretofore  In  effect 
under  the  company's  rate  schedules  on 
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file  with  the  Commission  shall  remain 
and  continue  in  effect. 

(D)  At  the  hearing  herein  ordered  to 
be  held,  the  burden  of  proof  to  show  that 
the  proposed  rates  or  charges  are  just 
and  reasonable  and  not  unduly  discrim- 
inatory or  preferential  shall  be  upon 
the  company. 

( E  >  Interested  State  commissions  may 
participate  as  provided  by  Rules  18  and 
1.37  <f)  of  the  Commissions  general 
rules  and  regulations.  Including  rules  of 
practice  and  procedure,  dated  January 
1.  1948  (18CFR  1.8  and  1.37  <f)). 

Date  of  Issuance :  May  6.  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Puquay, 

Secretary. 

IF.   R.   Doc.    49-3743:    Piled,    May    10.    1949; 
8:49  a.  m.) 


{Docket  No.  B-«2071 

Carolina  Powih  It  Light  Co.  et  al. 

NOTICE     OF     ORDER     AUTHORIZING     AND     AP- 
PROVING SALE  AND  MERGER  OF  FACIUTIES 

May  6,  1949. 

In  the  matters  of  Carolina  Power  L 
Light  Company,  Roanoke  River  Power 
Company,  Virginia  Electric  and  Power 
Company;  Docket  No.  E-8207. 

Notice  is  hereby  given  that,  on  May  4, 
1949,  the  Federal  Power  Commission  Is- 
sued its  order  entered  May  3,  1949.  au- 
thorizing and  approving  sale  and  mer- 
ger of  facilities  in  the  above-designated 
matter. 


The  Commission  orders: 

<A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice,  and  proce- 
dure, a  hearing  be  held  on  May  26.  1949 
at  9:45  a.  m.  <e.  d.  s.  t),  in  the  Hearing 
Room  of  the  Federal  Power  Commission, 
1800  Pennsylvania  Avenue  NW.,  Wash- 
ington, D.  C,  concerning  the  matters 
involved  and  the  Issues  presented  by  such 
application :  Provided,  however,  That  the 
Commission  may,  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding pursuant  to  the  provisions  of 
9  1.32  (b>  of  the  Commission's  rules  of 
practice  and  procedure. 

(B)  Interested  State  commlssion.s 
may  participate  as  provided  by  S5  18  and 
1.37  (f)  of  the  said  rules  of  practice  and 
procedure. 

Date  of  Issuance:  May  5.  1949. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuqttat. 

Secretary. 

(F.   R.    Doc.   49-3742;    Piled.    May    10,    1949; 
8:49  A.  m.] 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


[F.    R.    Doc.    40-3746;    Piled.   May    10.    1949; 
8:40  a.  m.J 


I  Docket  No.  0-44«I 

United  Natural  Gas  Co. 
order  fixing  date  of  hearing 

On  April  8,  1949.  United  Natural  Gas 
Company  (Applicant),  a  Pennsylvania 
corporation,  having  Its  principal  place 
of  business  at  Oil  City,  Pennsylvania, 
filed  an  application  for  a  certificate  of 
public  convenience  and  necessity,  pur- 
suant to  section  7  of  the  Natural  Gas 
Act,  as  amended,  authorizing  the  con- 
tinued operation  of  certain  natural-gas 
pipeline  facilities  subject  to  the  juris- 
diction of  the  Commission  as  more  fully 
described  in  such  application  on  file  with 
the  Commission  and  open  to  public  In- 
spection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  proce- 
dure. Applicant  having  requested  that 
its  application  be  heard  under  the 
shortened  procedure  provided  by  the 
aforesaid  rule  for  non -contested  pro- 
ceedings, and  no  request  to  be  heard,  pro- 
test or  petition  having  been  filed  subse- 
quent to  the  giving  of  due  notice  of  the 
filing  of  the  application,  including  pub- 
lication In  the  Federal  Register  on  April 
29,  1949  (14  F.  R.  2125). 


AND 


(Docket  Noe.  O-10«7.  1177.  119«I 
San  Juan  Pipe  Line  Co.  et  al. 

ORDER      CONSOUDATING      PROCEEDINGS 
FIXING  DATE  OF  HEARING 

In  the  matters  of  San  Juan  Pipe  Line 
Company.  Docket  No.  G-1067;  El  Pa.<^o 
Natural  Gas  Company.  Docket  No.  G- 
1177:  Pacific  Gas  and  Electric  Company, 
Docket  No.  G-1195. 

The  San  Juan  Pipe  Line  Company.  El 
Paso  Natural  Gas  Company,  and  Pacific 
Gas  and  Electric  Company  filed  motions 
to  consolidate  the  above  dockets  and  set 
for  hearing  the  applications  filed  therein 
for  certificates  of  public  convenience  and 
necessity  pursuant  to  section  7  of  the 
Natural  Gas  Act,  as  amended,  authoriz- 
ing the  construction  and  operation  of 
certain  natural-gas  transmission  fa- 
cilities, subject  to  the  Jurisdiction  of  the 
Commission,  as  described  in  such  appli- 
cations on  file  with  the  Commission  and 
open  to  public  Inspection.  Due  notice  of 
the  filing  of  such  applications  has  been 
given  Including  publication  In  the 
FEDERAL  Register  on  July  21.  1948  '13 
F.  R.  4160 ) ,  April  29,  1949  <  14  F.  R.  2125  > , 
and  April  29. 1949  ( 14  F.  R.  2126 ) . 

On  November  17.  1948,  the  application 
of  San  Juan  Pipe  Line  Company  was  con- 
solidated with  applications  filed  by  El 
Paso  Natural  Gas  Company  in  Docket 
No.  G-1019  and  by  Pacific  Gas  and  Elec- 
tric Company  in  Docket  No.  G-1092,  and 
hearings  were  held  thereon.  On  Febru- 
ary 15,  1949,  the  application  of  San  Juan 
Pipe  Line  Company  was  separated  from 
the  said  applications  to  await  further 
hearings. 

The  aforesaid  applications  in  Docket 
Nos.  G-1067.  0-1177.  and  G-1195  relate 
to  an  integrated  plan  and  the  request  for 
consolidation  should  be  granted. 
The  Commission  orders : 
(A)  The  aforesaid  proceedings  in 
Docket  Nos.  G-1067.  G-1177.  and  G-1195 
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be  and  the  same  hereby  are  consolidated 
and  the  evidence  heretofore  adduced  in 
the  consolidated  Docket  Nos.  G-1019. 
G-1067.  and  O-1092  be  and  the  same 
hereby  is  made  a  part  of  this  consolidated 
proceeding. 

(B)  Pursuant  to  authority  contained 
in  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Com- 
ml-sslon  by  sections  7  and  15  of  the 
Natural  Gas  Act.  as  amended,  and  the 
Commission's  rules  of  practice  and 
procedure  a  public  hearing  be  held  com- 
mencing on  May  31.  1949,  at  10:00  a.  m. 
(E.  D.  8.  T.),  in  the  Hearing  Room  of 
the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW.,  Washington, 
D,  C,  concerning  the  matters  involved 
and  the  Issues  presented  by  the  said 
applications  and  other  pleadings.  Includ- 
ing intervening  petitioners. 

<C)  Interested  State  commissions  may 
participate  as  provided  by  SS  1  8  and  1.37 
(f»  of  the  said  rules  of  practice  and 
procedure. 

I>ate  of  Issuance:  May  8,  1949. 

By  the  Commission. 

Leon  M.  Puquay, 
Secretary. 

[F.   R.    Doo.   49-3749;    FUed.   May    10.    1949; 
8:40  a.  m.j 


(Docket  Nos.  0-1166,  1170) 

Nrw  York  State  Natural  Gas  Corp.  and 
Cities  Service  Gas  Co. 

notice    or    FINDINGS    AND    ORDERS    ISSUING 

certificates  of  public  convenience  and 
necessity 

May  5.  1949. 
Notice  Is  hereby  given  that,  on  May  4. 
1949.  the  Federal  Power  Commission  Is- 
sued Its  findings  and  orders  entered  May 
3.  1949.  Issuing  certificates  of  public 
convenience  and  necessity  In  the  above- 
designated  matters. 

[seal]  Leon  M.  Puquay, 

Secretary. 

[P    R.    Doc.    49-3741;    Piled,   May    10.    1949; 
8:48  a.  m.J 


(Docket  No.  0-1202] 
United  Fuel  Gas  Co. 
notice  of  application 

May  4.  1949. 

Notice  is  hereby  given  that  on  April 
27, 1949,  United  Fuel  Gas  Company  (Ap- 
plicant), a  West  Virginia  corporation 
having  its  principal  place  of  business 
at  Charleston,  West  Virginia,  filed  an 
application  for  a  certificate  of  public 
convenience  and  necessity,  pursuant  to 
section  7  (c)  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation  of  the  following  described 
natural-gas  facilities: 

<1'  Approximately  12  miles  of  lO^i 
inch  o.  D.  gas  transmission  pipe  line 
extending  from  Tennessee  Gas  Trans- 
mission Company's  20-inch  line  at  Nitro. 
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West   Virginia,    to    Applicant's   storage 
Pool  X-1. 

(2)  Approximately  19.500  feet  of 
6'i  Inch  O.  D.  gas  transmission  pipe  line 
extending  from  Tennessee  Gas  Trans- 
mission Company's  24-lnch  line  to  Ap- 
plicant's Storage  Pool  X-8. 

(3)  Approximately  13,700  feet  of  658 
Inch  O.  D.  gas  transmission  pipe  line 
extending  from  Applicant's  Storage  Pool 
X-8  to  Applicant's  Storage  Pool  X-7. 

(4)  Approximately  4.950  feet  of  ^'^'2 
Inch  O.  D.  gas  transmission  pipe  line 
extending  northeastwardly  from  a  point 
of  connection  with  the  transmission  line 
to  Applicant's  Storage  Pool  X-8  to  Ap- 
plicant's Storage  Pool  X-53. 

(5)  Approximately  19.700  feet  of  8^8 
Inch  O.  D.  gas  transmission  pipe  line  ex- 
tending from  Tennessee  Gas  Transmis- 
sion Company's  20-inch  line  near  Nitro, 
West  Virginia  to  Applicant's  Storage 
Pool  X-15. 

(6)  Approximately  13,700  feet  of  6*8 
inch  O.  D.  gas  transmission  pipe  line 
extending  from  Applicant's  transmission 
line  E-47  to  Applicants  Storage  Pool 
X-17. 

(7>  Construction  and  operation  of  an 
880  H.  P.  Compressor  Station,  together 
with  auxiliary  units  and  appurtenant 
equipment,  located  In  Applicant's  Stor- 
age Pool  X-17. 

(8)  Approximately  7.000  feet  of  8% 
Inch  O.  D.  and  13.500  feet  of  6%  Inch 
O.  D.  gas  transmission  pipe  lines  ex- 
tending from  Applicant's  transmission 
line  'H"  to  Applicant's  Storage  Pool 
X-19. 

(9)  Construction  and  operation  of  a 
600  H.  P.  Compressor  Station,  together 
with  auxiliary  units  and  appurtenant 
equipment,  located  In  Applicant's  Stor- 
age Pool  X-19. 

(10»  Approximately  one-half  mile  of 
24-lnch  O.  D.  gas  transmission  pipe  line 
extending  from  Broad  Run,  West  Vir- 
ginia to  Applicant's  Cobb  Compressor 
Station,  near  Clendenin,  Weist  Virginia. 

(11)  Approximately  23,300  feet  of 
10^4  inch  O.  D.  gas  transmission  pipe 
line  extending  from  Tennessee  Gas 
Transmission  Company's  20-Inch  line  to 
Applicant's  Bowers  Measuring  Station, 
near  Charleston,  West  Virginia. 

Applicant  states  that  the  facilities  de- 
scribed in  (1)  through  (9),  above,  will 
be  us^d  for  the  purpose  of  Injecting  natu- 
ral gas  from  transmission  lines  of  Ten- 
nessee Gas  Transmission  Company,  or 
Applicant  Into  various  storage  pools  of 
Applicant   and   for  withdrawal   of   gas 
from  said  storage  pools  during  winter 
periods.    The  facilities  described  In  (2), 
(4),   (5).  (6),  and   (7)   have  been  con- 
structed and  operated  for  experimental 
purposes  and  Applicant  states  that  the 
results  have  Indicated  that  Its  various 
storage  pool   areas  are  capable  of  re- 
ceiving and  retaining  volumes  of  natural 
gas  for  withdrawal  when  required.    Ap- 
plicant further  states  that  the  facilities 
described  In   (10),  above,  will  be  used 
for  deliveries   of   natural   gas   received 
from  Tennessee  Gas  Transmission  Com- 
pany to  a  proposed  line  between  Appli- 
cant's Cobb  Compressor  Station  and  Its 
Storage  Pool   X-52   as   well   as   to   its 
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26-Inch  Cobb-Rockvllle  line  and  Its  Cobb 
Compressor  Station  for  compression  and 
delivery  to  Applicant's  Line  TM-7.  The 
facilities  described  in  (ID,  above.  Appli- 
cant states,  will  be  used  to  transport 
natural  gas  from  Tennessee  Gas  Trans- 
mission Company's  20-inch  transmission 
line  to  be  used  to  augment  the  gas  supply 
for  the  Charleston  Market  area.  Appli- 
cant states  that  the  proposed  facilities 
are  necessary  for  adequacy  and  con- 
tinuity of  service  to  its  present  markets 
and  that  it  does  not  propose  to  serve 
additional  markets  through  said  facili- 
ties. Applicant  estimates  that  10.983.300 
Mcf  of  natural  gas  can  be  delivered  into 
Its  storage  pools  by  means  of  the  pro- 
posed facilities  during  the  summer  of 
1949.  and  that  at  the  end  of  the  input 
period  said  pools  will  have  a  maximum 
dally  dellverabllity  of  145.000  Mcf. 

The  estimated  total  over-all  capital 
cost  of  the  proposed  facilities  Is  $1,251  - 
400  which  will  be  paid  by  Applicant  from 
funds  on  hand. 

Any  Interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  cooper- 
ative provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so.  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  Its  inter- 
est In  the  matter  and  whether  it  desires 
a  conference,  the  creation  of  a  board,  or 
a  Joint  or  concurrent  hearing,  together 
with  reasons  for  such  request. 

The  application  of  United  Fuel  Gas 
Company  is  on  file  with  the  Commission, 
and  is  open  to  public  Inspection.  Any 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  file  with  the  Federal  Power 
Commission,  Washington  25.  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  In  the  Federal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §  1.8  or 
9  1.10.  whichever  Is  applicable,  of  the 
rules  of  practice  and  procedure  (as 
amended  on  June  16,  1947). 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


(F.    R.    Doc.    49-3744;    Filed.    May    10,    1949; 
8:  49  a.  m.J 


(Docket  No.  ID-1058I 

W,  J.  Rose 

notice  of  authorization 

May  6,  1949. 
Notice  Is  hereby  given  that,  on  May 
5,  1949,  the  Federal  Power  Commission 
Issued  its  order  entered  May  3,  1949,  m 
the  above-designated  matter,  authoriz- 
ing W.  J.  Rose  to  hold  the  position  of 
Director  in  Wheeling  Electric  Company 
pursuant  to  section  305  (b)  of  the  Fed- 
eral Power  Act. 


[SEAL] 


Leon  M.  Fuquay. 
Secretary. 


[F.    R.    Doc.   49-3746;    Filed,    May    10.    1949; 
6:49  a.  m.] 


Wednesdau.  Mau  11.  1949 
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IProJect  No.  8121 

MOLYBDFNTm  CORPORATION  OT  AMERICA 

NonCI  or  ORDER  ATTTHOFIZING  ISSUANCE  OF 
NEW  LICENSE   (MINOR) 

May  6.  1949. 
Notice  is  hereby  given  that,  on  May  5. 
1949.  the  Federal  Power  Comml.-^sion  Is- 
siied  Its  order  entered  May  3.  1949.  au- 
thorizing Issuance  of  new  license  •min- 
or) in  the  above-designated  matter. 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


IP    B.   Doc.   49-3747^"  FUed,   May    10,   1948; 
8:40  a.  m.] 


IProJect  No.  1270) 
Water  Project  AuTHORmr 

NOTICE    of    order    GRANTING    REQUEST    FOR 
WITHDRAWAL   OF   APPLICATION 

May  6.  1949. 
Notice  is  hereby  given  that,  on  May  5, 
1949.  the  Federal  Power  Commission  is- 
sued its  order  entered  May  3. 1949.  grant- 
ing request  for  withdrawal  of  application 
for  major  license  in  the  above-desig- 
nated matter. 


NOTICES 

dencc  on  behalf  of  the  respondents.  The 
Trial  Examiner  will  then  close  the  taking 
of  testimony  and  evidence  and,  after  all 
intervening  procedure  as  required  by  law, 
will  close  the  case  and  make  and  serve 
on  the  parties  at  issue  a  recommended 
decision  which  shall  Include  recom- 
mended findings  and  conclusions,  as  well 
as  the  reasons  or  basis  therefor,  upon  all 
the  material  Issues  of  fact.  law.  or  discre- 
tion presented  on  the  record,  and  an 
appropriate  recommended  order;  all  of 
which  shall  become  a  part  of  the  record 
in  said  proceeding. 

By  the  Commission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

[P.   R.   Doc.   49-3750;    Piled.    May    10,    1949; 
8:50  a.  m.] 


[seal] 


Leon  M.  Fuquay, 
Secretary. 


IP    R.   Doc.    49-3748;    Filed.    May    10,    1949; 
8:49  a.  in.| 


FEDERAL    TRADE    COMMISSION 

(Docket  No.  65361 
Radio  Training  AssoaATioN  of  America 

IT   AL. 

ORDER     APPOINTING     TRIAL     EXAMINER     AND 

FIXING     TIME     AND     PLACE     FOR     TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  ofBce  in 
the  city  of  Washington,  D.  C,  on  the 
29th  day  of  April  A.  D.  1949. 

In  the  matter  of  Radio  Training  Asso- 
ciation of  America,  a  corporation,  and 
Benjamin  M.  Klekner.  Earl  L.  Kemp. 
Paul  H.  Thomsen,  and  I.  O  Connor,  in- 
dividually and  as  officers  of  the  Radio 
Training  Association  of  America. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority   vested    In    the    Federal    Trade 
.  Commission. 

It  is  ordered.  That  Everett  F.  Haycraft. 
a  Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap- 
pointed to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law ; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Tuesday.  June  7,  1949.  at  ten 
oclock  in  the  forenoon  of  that  day 
(e.  s.  t.),  in  Room  712.  U.  S.  Post  Office 
and  Courthouse.  Cincinnati,  Ohio. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  support 
of  the  allegations  of  the  complaint,  the 
Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evl- 


(Docket  No.  54871 

Hayes  Hi-Grade  Hatchery 

order    appointing    trial    examiner    and 

FIXING     TIME     AND     PLACE     FOR     TAKING 
TESTIMONY 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  city  of  Washington,  D.  C,  on  the 
2d  day  of  May  A.  D.  1949. 

In  the  matter  of  Herman  G.  Hayes. 
Individually  and  trading  as  Hayes  Hi- 
Grade  Hatchery. 

This  matter  being  at  Issue  and  ready 
for  the  taking  of  testimony  and  the  re- 
ceipt of  evidence,  and  pursuant  to  au- 
thority vested  In  the  Federal  Trade  Com- 
mission, 

It  is  ordered.  That  Everett  F.  Hay- 
craft,  a  Trial  Examiner  of  this  Commis- 
sion, be  and  he  hereby  is  designated  and 
appointed  to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per- 
form all  other  duties  authorized  by  law; 
It  is  further  ordered.  That  the  taking 
of  testimony  and  the  receipt  of  evidence 
begin  on  Wednesday.  June  15.  1949,  at 
two  o'clock  in  the  afternoon  of  that  day 
(m.  s.  t.).  in  Room  208,  Post  Office  Build- 
ing, Boise.  Idaho. 

Upon  completion  of  the  taking  of  tes- 
timony and  receipt  of  evidence  in  sup- 
port of  the  allegations  of  the  complaint, 
the  Trial  Examiner  is  directed  to  proceed 
immediately  to  take  testimony  and  evi- 
dence on  behalf  of  the  respondents.    The 
Trial  Examiner  will  then  close  the  tak- 
ing of  testimony  and  evidence,  and.  after 
all  intervening  procedure  as  required  by 
law.  will  close  the  case  and  make  and 
serve  on  the  parties  at  Issue  a  recom- 
mended   decision    which    shall    include 
recommended  findings  and  conclusions, 
as  well  as  the  reasons  or  basis  therefor, 
upon  all  the  material  Issues  of  fact,  law, 
or  discretion  presented  on  the  record, 
and  an  appropriate  recommended  order; 
all  of  which  shall  become  a  part  of  the 
record  in  said  proceeding. 
By  the  Commission. 
[seal] 


D.  C.  Daniel, 
Secretary. 

|F.   R.   Doc.   49-3781:    Piled,   May    10.    1949; 
8:60  a.  m.) 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  No«.  64-75,  64-162,  69-8,  69-201 

Commonwealth  k  Southern  Corp. 
(Del.)  rr  al. 

SUPPLEMENTAL   ORDER    PERMITTING   SALE  O? 
transportation   PROPERTIES  AND  BUSINESS 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  4th  day  of  May  1949. 

In  the  matter  of  the  Commonwealth 
L  Southern  Corporation  (Delaware),  the 
Southern  Company,  Georgia  Power  Com- 
pany. File  Nos.  59-8,  59-20,  54-75  and 

54-152. 

The  Commission  having  Issued  an  or- 
der dated  August   1,   1947   pursuant  to 
section  11  (b>   d)  of  the  Public  Utility 
Holding    Company    Act    of    1935    (the 
••act">,  concerning  the  Commonwealth 
&  Southern  Corporation  and  its  subsidi- 
ary companies  In  the  above  proceedings 
which  requires  that  the  Commonwealth 
k    Southern    Corporation     ("Common- 
wealth"), a  registered  holding  company, 
and   the   Southern   Company    CSouth- 
ern"),   a   subsidiary  of   Commonwealth 
and  also  a  registered  holding  company, 
shall,  among  other  things,  cease  to  own, 
operate,  control  or  have  any  interest, 
direct  or  indirect.  In  the  transportation 
properties  and  business  of  Georgia  Power 
Company    ("Georgia"),   a   direct   public 
utility  subsidiary  of  Southern;  and 

Commonwealth.  Southern  and  Georpia 
having  filed  on  April  25.  1949,  pursuant 
to  Rule  U-44  (c)  of  the  rules  and  regu- 
lations promulgated  under  the  act.  a 
notice  of  intention  of  Georgia  Power 
Company  to  sell  all  of  its  transportation 
properties  and  bushiess  in  Rome,  Geor- 
gia, for  $120,000  cash  (subject  to  closing 
adjustments)  pursuant  to  the  terms  tind 
conditions  contained  in  a  contract  en- 
tered into  between  Georgia  Power  Com- 
pany and  J.  C.  Steinmetz  dated  April  6. 
1949.  .said  notice  of  Intention  and  a  copy 
of  said  agreement,  together  with  the  ex- 
hibits thereto,  being  contained  in  File 
No.  70-2118;  and 

The  Commission  having  determinpd 
that  no  declaraUon  need  be  filed  with 
re.'=pect  to  the  proposed  transactions :  and 
Georgia  having  requested  that  the 
Commission  issue  an  order  containing 
the  recitals.  Itemizations  and  specifica- 
tions required  by  section  371  (f)  of  the 
Internal  Revenue  Code,  as  amended: 

It  is  hereby  ordered  and  recited.  And 
the  Commission  finds  that  the  following 
transactions  are  appropriate  steps  in 
conformity  with  this  Commission's  order 
dated  August  1.  1947  pursuant  to  section 
11  (b)  (1)  of  the  act  In  the  above-en- 
titled proceedings  and  are  necessary  or 
appropriate  to  the  Integration  or  sim- 
plification of  the  holding  company  sys- 
tem of  which  Commonwealth,  Southern 
and  Georgia  are  members,  and  are  nec- 
essary or  appropriate  to  effectuate  tne 
provisions  of  section  11  (b)  of  the  act, 
are  hereby  authorized  and  permitted. 

( a )  The  sale  by  Georgia  to  J.  C.  Stein- 
metz, or  a  corporation  to  be  organizeo 
under  the  laws  of  the  SUte  of  Gf  orpia 
for  such  purpose  by  said  J.  C.  Steinmetz 
and   associates,   of   its   aforepenlionea 


Wednesday,  May  11, 1949 

transportation  properties  and  business 
at  Rome.  Georgia,  in  accordance  with 
the  contract  between  Georgia  and  said 
J.  C.  Steinmetz  dated  April  6,  1949  for 
an  aggregate  amount  estimated  by 
Georgia  to  approximate  $132,000  (ex- 
ciu.sive  of  the  net  earnings  to  the  date 
of  transfer).  The  said  transportation 
properties  and  business  are  more  fully 
described  in  said  contract,  which  by  this 
reference  is  incorporated  herein  and 
made  a  part  hereof  and  Include  the  fol- 
lowing: 

(1)  36  gasoline  motor  buses  (exclusive 
of  tires),  of  which  23  are  Ford  Models 
29-B.  11  are  Ford  Models  69-B,  and  2  are 
White  Models  704; 

(ID  31  fare  boxes:  and 

(ill)  All  bus  repair  parts  in  Georgia's 
stock  at  Rome,  Georgia,  on  the  date  of 
transfer. 

<b)  The  aKpendlture  by  Georgia  of  the 
proceeds  Of  such  sale  (estimated  to 
amount  to  approximately  $132,000  as 
above  stated)  or  an  amount  equal  there- 
to within  24  months  of  said  sale,  toward 
th«  acquisition  of  property  additions  to 
Its  electric  utility  system.  Including  any 
part  of  the  acquisition,  construction  and 
Installation  of  the  new  steam-electric 
generating  station  at  or  near  Whites- 
burg,  Georgia,  to  be  known  as  Plant 
Yates,  and  the  proposed  initial  installa- 
tion therein  of  two  units  each  with  a 
rated  Installed  generating  capacity  of 
100,000  kilowatts. 

By  the  Commission. 

I  SEAL]  Orval  L.  DuBois. 

Secretary. 

|F.  R.   Doc.   49-3787;    Piled.   May    10,    1949; 
8:47  a.  m.J 


I  File  No.  70-21021 


Kentucky  and  West  Virginia  Power  Co., 
Inc.  and  American  Gas  and  Electric  Co. 

»in»PLEMn»TAL  ORDER  GRANTING  APPUCA- 
nON-DBCLARATION  AND  RELEASING  JURIS- 
DICTION OVER  FEES  AND  EXPENSES 

At  a  regular  session  of  the  Securities 
«nd  Exchange  Commission  held  at  Its 
ofDce  in  the  city  of  Washington,  D.  C, 
on  the  4th  day  of  May  A.  D.  1949. 

American  Gas  and  Electric  Company 
("American  Gas"),  a  registered  holding 
company  and  American  Gas'  electric 
ntillty  subsidiary  Kentucky  and  West 
Virginia  Power  Company,  Incorporated 
(Kentucky"),  having  filed  an  applica- 
tion-declaration and  amendments 
thereta  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935,  particu- 
larly .sections  6  (b).  7,  10,  and  12  thereof, 
and  Rules  U-42,  U-43,  U-44,  and  U-50  of 
the  rules  and  regulations  promulgated 
thereunder,  with  respect  to  the  issuance 
and  sale  at  competitive  bidding  of 
♦10.000 .000  principal  amount  of  ..'"o 
nrst  Mortgage  Bonds,  due  1979,  the  is- 
suance of  339.980  shares  of  additional 
common  stock  to  American  Gas  In  ex- 
change for  the  $8,499,000  aggregate 
principal  amount  of  Kentucky's  First 
Mortgage  Bonds  now  owned  by  American 
Ga-s  and  the  Issuance  of  32,080  shares  of 
Common  stock  In  exchange  for  the  8.020 
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shares    of   Kentucky's    preferred    stock 
now  owned  by  American  Gas;  and 

The  Commission  by  order  dated  April 
26,  1949  having  granted  and  permitted 
to  become  effective  said  application- 
declaration,  as  amended,  subject  to  the 
condition  that  the  proposed  Issuance  and 
sale  of  bonds  not  be  consummated  until 
the  results  of  competitive  bidding  pur- 
suant to  Rule  U-50  shall  have  been  made 
a  matter  of  record  in  this  proceeding  and 
a  further  order  entered  by  the  Commis- 
sion In  the  light  of  the  record  so  com- 
pleted, and  subject  to  a  reservation  of 
jurisdiction  with  respect  to  the  fees  and 
expenses  to  be  paid  In  connection  with 
the  proposed  transactions:  and 

Applicant-declarants  having  filed  a 
further  amendment  setting  forth  the  ac- 
tion taken  to  comply  with  the  require- 
ments of  -Rule  U-50  and  stating  that 
pursuant  to  the  invitation  for  competi- 
tive bidding  the  following  bids  have  been 
received : 


Bidding  group  headed  by— 

Cou- 
pon 

rate 

Price  to 
company 

Cost 

to 
com- 
pany 

Olore  Forgan  4  Co 

Ptr- 
cent 

]' 

3 
3 
3 

1' 

■ 
100.  574W 

100.  ^'Ml 

100.  2«9l 
100. 310 

100.2837 

102. 141 

Lehman  Bros  

2.9709 

Halsey,  Stuurt  it  Co.,  Inc.. 
White,  Wel.l  A  Co  . 

2.9717 
2  O^l.S 

The  First  Boston  Corp 

Shields*  Co 

2.9638 

Salomon  Bros.  &  Butzler 

Union  Securities  Corp 

2.9856 
3.0100 

Said  amendment  to  the  application- 
declaration  having  further  set  forth  that 
Kentucky  has  accepted  the  bid  of  the 
syndicate  jointly  headed  by  Glore  Forgan 
ti  Co.  and  Lehman  Brothers,  as  shown 
above,  and  that  said  bonds  will  be  offered 
for  sale  to  the  public  at  a  price  of  100.99% 
of  the  principal  amount  thereof  plus  ac- 
crued interest  from  May  1,  1949  to  th« 
date  of  delivery,  resulting  In  an  under- 
writers' spread  of  0.415%  of  the  principal 
amount  of  said  bonds:  and 

It  appearing  to  the  Commission  that 
the  fees  and  expenses  aggregating  $78.- 
041.40  proposed  to  be  paid  In  connection 
with  the  proposed  transactions,  of  which 
the  amount  of  $67,792.50  is  applicable  to 
the  Bonds,  are  not  unreasonable,  said 
fees  and  expenses  including  counsel  fees 
as  follows:  Simpson  Thacher  &  Bartlett 
(New  York  Counsel  for  the  Company) 
$10,000,  Browning  &  Gray  (Local  Counsel 
for  the  Company)  $4,250,  Wlnthrop, 
Stlmson,  Putnam  L  Roberts  (Counsel  for 
Underwriters,  fee  to  be  paid  by  success- 
ful bidders)  $6,000;  and 

The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  reason  for 
imposing  terms  and  conditions  with  re- 
spect to  said  matters; 

It  is  ordered.  That  Jurisdiction  hereto- 
fore reserved  with  respect  to  the  matters 
to  be  determined  as  the  result  of  com- 
petitive bidding  under  Rule  U-50,  and 
with  respect  to  fees  and  expenses  In  con- 
nection with  the  Issuance  and  sale  of  the 
securities  be,  and  the  same  hereby  Is, 
released  and  that  said  application-dec- 
laration, as  amended,  be,  and  the  same 
hereby  is,  granted  and  permitted  to  be- 
come effective  forthwith,  subject  to  the 
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terms  and  conditions  contained  In  Rule 
U-24. 

By  the  Commission. 

(SEAL]  Orval  L.  DuBois, 

Secretary. 

I  P.   R.    Doc.    49-3736;    Piled,   May    10,   1949; 
8:46  a.  m.) 


[Pile  No.  7-4451 

Pacific  Lighting  Corp. 

ORDER  DETERMINING  EQUALITY  OF  STOCKS 
AND  ADMISSION  TO  UNLISTED  TRADING 
PRIVILEGES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
ofQce  in  the  city  of  Washington,  D.  C,  on 
the  5th  day  of  May  A.  D.  1949. 

The  New  York  Curb  Exchange  has 
made  application  under  Rule  X-12F-2 
(b)  for  a  determination  that  the  $4.50 
Dividend  Preferred  Stock,  Without  Par 
Value,  of  Pacific  Lighting  Corporation  Is 
substantially  equivalent  to  the  $5  00 
Dividend  Preferred  Stock,  Without  Par 
Value,  of  this  company,  which  has  pre- 
viously been  admitted  to  unlisted  trad- 
ing privileges  on  this  Exchange. 

The  Commission  having  duly  consid- 
ered the  matter,  and  having  due  regard 
for  the  public  interest  and  the  protection 
of  Investors; 

It  is  ordered.  Pursuant  to  sections  12 
(f )  and  23  (a)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  X-12F-2  (b)  there- 
under, that  the  $4.50  Dividend  Preferred 
Stock.  Without  Par  Value,  of  Pacific 
Lighting  Corporation,  Is  substantially 
equivalent  to  the  $5.00  Dividend  Pre- 
ferred Stock.  Without  Par  Value,  of  this 
company  which  heretofore  has  been  ad- 
mitted to  unlisted  trading  privileges  on 
the  New  York  Curb  Exchange. 

By  the  Commission. 

fsEALl  Orval  L.  DuBois, 

Secretary. 

[P.   R.    Doc.   49-3738;    Piled,    May    10,    1949; 
8:47  a.  m.] 


[Pile  No.  70-2110] 
American  Light  &  Traction  Co. 

NOTICE  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  5th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  ("act")  by  Ameri- 
can Light  &  Traction  Company  ("Ameri- 
can Light"),  a  registered  holding  com- 
pany. Declarant  designates  sections  6 
(a)  (2).  7, 12  (e)  and  Rule  U-62  promul- 
gated under  the  act  as  applicable  to  the 
proposed  transactions. 

Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  May  16, 
1949,  at  5:30  p.  m.,  e.  d.  s.  t.,  request  In 
writing  that  a  hearing  be  held  with  re-  . 
spect  to  said  declaration,  statingr  the 
nature  of  his  interest,  the  reason  for 
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such  request  and  the  issues  of  fact  or  law 
raised  by  the  declaration  which  he  de- 
sires to  controvert,  or  may  request  in 
writing  that  he  be  notified  if  the  Com- 
mission orders  a  hearing  thereon.  Any 
such  request  should  be  addressed:  Sec- 
reUry  SecuriUes  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.  At  any  time  after  May 
16  1949  said  declaration  as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  in  Rules 
U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  on  file  in  the  office  of  the 
ComjnLssion  for  a  statement  of  transac- 
Uons  therein  proposed  which  are  sum- 
marized as  follows: 

American  Light  proposes  to  amend  Its 
Certificate    of     Incorporation    to     <a) 
change  the  name  of  the  corporation  from 
American  Light  b  Traction  Company  to 
American  Natural  Gas  Company,  a  name 
more  descriptive  of  the  business  m  which 
the  system  is  engaged,  (b)   change  its 
authorized  common  stock  from  4.000.000 
shares  of  the  par  value  of  $25  per  share 
to  the  same  number  of  shares  without 
par  value,  (c)  alter  the  provisions  relat- 
ing to  preemptive  rights  of  stockholders, 
and  (d)  reduce  the  amount  of  authorized 
6%  non-callable  $25  par  value  preferred 
stock  to  30.554  shares,  being  the  number 
of  shares  of  said  stock  presently  out- 
sUndlng.    American  Light  has  request- 
ed authority  to  solicit  proxies  with  re- 
spect to  the  proposed  amendments.    As 
soon  as  practicable  after  the  amendment 
changing  the  common  stock  from  par  to 
no  par  becomes  effective,  holders  of  cer- 
Uficates  represenUng  the  2.768.050  shares 
of  American  Ughfs  common  stock  of  the 
par  value  of  $25  per  share  now  outstand- 
ing will  be  requested  to  surrender  such 
certificates  In  exchange  for  new  certifi- 
cates representing  the  same  number  of 
shares   of   common   stock   without    par 
value.    No  change  will  be  made  in  the 
aggregate  amount  of  capital  shown  In  the 
common  stock  capital  account. 

The  declaration  states  that  under  the 
laws  of  New  Jersey,  the  State  of  organ- 
ization of  American  Light,  the  company 
cannot  Issue  and  sell  common  stock  at 
less  than  the  par  value  thereof,  and  that 
until    recently    the    prevaUlng    market 
price  of  such  common  stock  on  the  New- 
York  Curb  Exchange  has  been  below  $25 
per  share,  the  par  value  thereof.    It  Is 
further    stated    that    It    Is    anticipated 
American  Light  will,  from  time  to  time 
in  the  future,  require  additional  common 
stock  financing  to  supply  equity  capital 
to  Its  subsidiary  companies  as  needed 
for  expansion  or  other  corporate  pur- 
poses, and  that  the  proposed  chaise  of 
the  common  stock  from  par  to  no  par 
will  provide  flexibility  in  carrying  out 
such  common  stock  financing  program. 
The  proposed  amendment  changing  the 
common  stock  from  par  to  no  par  will 
further  provide  that  upon  the  Issuance 
Qf  new  or  additional  shares  of  common 
stock  the  ent.re  consideration  received 
therefor  shall  be  credited  to  the  common 
stock  capital  account. 

With  respect  to  the  issue  of  any  new 
or  additional  shares  of  the  capital  stock 
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of  the  corporation,  the  Certificate  of  In- 
corporation presently  provides  that  the 
Board  of  Directors  may  determine  that 
all  or  any  part  of  such  new  or  additional 
shares  of  capital  stock  shall  be  offered 
pro  rata  In  the  first  Instance  to  all  of 
the  then  stockholders.  The  proposed 
amendment  provides  that  unless  the 
Board  of  Directors  affirmatively  so  de- 
termines and  In  any  case  to  the  extent 
not  so  determined,  any  new  or  additional 
shares  of  capital  stock,  or  any  securities 
convertible  Into  shares  of  capital  stock. 
If  such  shares  or  securities  are  to  be  sold 
for  cash  other  than  pursuant  to  a  public 
offering  or  through  underwriters,  shall 
be  offered  In  the  first  Instance  to  all  of 
the  common  stockholders  on  a  pro  rata 

basis.  ,„ .        . 

The  proposed  amendments  will  be  sub- 
mitted to  a  vote  of  stockhrrWers  at  a 
combined  annual  and  special  meeting  to 
be  held  on  Jvme  15.  1949.  and  the  decla- 
ration states  that  the  adoption  of  the 
proposed  amendments  will  require  the 
affirmative  vote  of  the  holders  of  two- 
thirds  of  each  class  of  stock  present  or 
represented  by  proxy.    American  Llghf  s 
parent,  the  United  light  and  Railways 
Company.  presenUy  owns  634.031  shares 
of  American  Light's  outstanding  com- 
mon stock,  constituting  approximately 
23%   of  such  class  and  approximately 
22%  of  all  the  outstanding  voting  stock, 
and  It  is  stated  that  Railways  has  ad- 
\^ed  American  Ught  it  Intends  to  vote 
such  shares  In  favor  of  the  proposed 

amendments.  ^  ^  ^^.      _« 

The  declaration  states  that  the  pro- 
posed transactions  do  not  require  the 
approval  or  consent  of  any  govem- 
menUl  authority  other  than  the  Secu- 
rities and  Exchange  Commission  and 
requests  acceleration  of  the  entry  and 
effectiveness  of  our  order. 


By  the  Conamisslon. 

[SIALl  0«VA1.    L.    DUBOIS. 

Secretary. 
IP.   R.   Doc.    48-3739;    Piled.   May    10.    194»; 


of  a  designated  enemy  country   (Ger- 
many ) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  In  subpara- 
graph 1  hereof  and  in  and  to  the  estate  of 
Elizabeth  (aA/a  Eliza)  Windnagel.  de- 
ceased. Is  property  payable  or  deliverable 
to.  or  claimed  by.  the  aforesaid  nationals 
of  a  designated  enemy  country  •Ger- 
many); 

3.  That  such  property  is  in  the  proce.ss 
of  administration  by  C.  E.  Grundy,  as 
administrator,  acting  under  the  Judicial 
supervision  of  the  County  Court  of  Hall 
County.  Nebraska: 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  I  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  3.  1949. 
For  the  Attorney  General. 

[seal!  David  L.  Bazilon. 

Assistant  Attorney  General, 
Director.  Office  oj  Alien  Property. 

IP.  R.  Doc.  49-3754:    PUed.   May   10.   IV*»: 
8:58  a.  m.] 


8:47  a.  m.) 


DEPARTME^4T  OF  JUSTICE 
OfRc*  of  Ali«n  PropcrTy 

Authowtt:  40  8Ut.  411.  66  Stat  889,  Pub^ 
Laws  322.  671.  7»th  CJong..  80  Stat.  50.  925:  60 
U.  8.  C.  and  Supp.  App.  1.  «lfl.  ■  O  9193. 
July  6.  1942,  3  CPR.  Cum.  Supp..  1.  O.  9687. 
June  8.  1946.  8  CPR.  1948  Supp..  K.  O.  9788. 
Oct.  14.  1948.  U  P.  R.  11981. 

(Vesting  Order  132221 

EUZABETH  WIMDNACEL 

In  re:  Estate  of  Eliiabeth  (a/k/a  Eliza) 
Windnagel.  deceased.  File  No.  I>-28- 
10305;  E.  T.  Sec.  14684. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tlve  Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1  That  Fritz  (Frledrlch  Conrad  Heln- 
ricli)  Lederhaus.  Willie  (Helnrich  Wil- 
helm  August)  Lederhaus.  Adolph  <Carl 
Frledrlch  Adolf)  Lederhaus.  Robert 
(Bemhard  Helnrich  Ernst)  Stoffregen, 
and  Carl  (Christian  Ludwig)  Corth. 
whose  last  known  address  is  Germany, 
are  residents  of  Germany  and  nationals 


(VeeUng  Order  1322«1 
Makic  Block 

In  re:  Stock  owned  by  Marie  Block. 
F-28-2490S-A-1.  F-28-24905-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9183.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  is  hereby  found: 

1.  That  Marie  Block,  whose  last  known 
address  is  Havelberg.  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany; 

2.  That  the  property  described  as 
foUows:  Four  (4)  shares  of  preferred 
class  B  cajrftal  stock  of  the  First  National 
Bank  of  Lindenhurst.  Lindenhurst.  Long 
Island.  New  York,  evidenced  by  a  certifi- 
cate numbered  P.  B.  26.  registered  In  the 
name  of  Marie  Block,  which  certificate  is 
presently  in  the  possession  of  J.  Henry 
Schroder  Banking  Corporation,  46  Wil- 
liam Street.  New  York  5.  New  York,  in 
a  Customers  Account  for  Custody  en- 
titled Handelstrust  West  N.  V..  together 
with  all  declared  and  unpaid  dividends 
thereon. 


Wednesday,  May  11, 1949 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  coiintry,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
E.xecutlve  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|P.   R.    Doc.    49-3755;    Piled,  May    10,    1949; 
6:58  a.  m.] 


[Vesting  Order  13227) 
Henry  Christopher  Crane 

In  re:  Stock  owned  by  Henry  Christo- 
pher Crane.     P-39-298-I>-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Henry  Christopher  Crane, 
who.se  last  known  address  is  Osaka, 
Japan  Is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan* ; 

2.  That  the  property  described  as  fol- 
lows: One  hundred  and  two  (102)  shares 
of  $50.00  par  value  capital  stock  of  Ana- 
conda Copper  Mining  Company.  25 
Broadway.  New  York.  New  York,  a  cor- 
poration organized  under  the  laws  of  the 
State  of  Montana,  evidenced  by  Certifi- 
cates numbered  487492  for  one  hundred 
(100  shares  and  688630  for  two  (2) 
shares  registered  In  the  name  of  Henry 
Christopher  Crane,  together  with  all 
declared  and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

»nd  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
Within  a  designated  enemy  country,  the 
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national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  EScecutive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

jr.  R.   Doc.   49-3756;    Filed,   May   10.    1949; 
6:58  a.  m.J 


(Vesting  Order  12086.  Amdt.l 
J.  Magnus  &  Co. 

In  re:  Stock,  bonds  and  bank  account 
owned  by  J.  Magnus  &  Co. 

Vesting  Order  12086.  dated  September 
24.  1948.  is  hereby  amended  as  follows 
and  not  otherwise:  By  deleting  from  sub- 
paragraph 2-b  of  said  vesting  order  the 
name  of  the  registered  owner.  "W.  H. 
Hets".  set  forth  with  respect  to  two  hun- 
dred fifty  (250)  shares  of  $1.00  par  value 
capital  stock  of  Glengarry  Mining  Com- 
pany, and  .substituting  therefor  the 
name  "H.  H.  Hets". 

All  other  provisions  of  said  Vesting 
Order  12086  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-3757;    Piled.   May    10.    1949; 
8:58  a.  m.J 


(Vesting  Order  12528,  Amdt.] 
Kurt  Schmieoer 

In  re :  Stock  owned  by  and  debts  owing 
to  Kurt  Schmleder. 

Vesting  Order  12528.  as  amended, 
dated  December  15.  1948,  Is  hereby 
amended  as  follows  and  not  otherwise: 
By  deleting  from  Exhibit  "A"  attached  to 
and  by  reference  made  a  part  of  the 
aforesaid  vesting  order  12528,  as 
amended,  the  figures  "$250"  set  forth 
with  respect  to  the  par  value  of  100  shares 
of  common  stock  of  the  Chrysler  Corpo- 
ration, evlden(?ed  by  a  certificate  num- 
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bered  D  7933.  and  substituting  therefor 
the  figures  "$2.50". 

All  other  provisions  of  said  Vesting 
Order  12528,  as  amended,  and  all  actions 
takfen  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  In  reliance 
thereon,  pursuant  thereto  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington.  D.  C,  on 
April  20.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.   49-3758:    Filed.    May    10.    1949; 
8:58  a.  m.J 


[Return  Order  320) 
Marjorie  Lepkowska 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith, 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Marjorie  Lepkowska,  Monte  Carlo.  Monaco. 
Claim  No.  6365.  March  23.  1949  (14  F.  R. 
1312);  $1,140.70  in  the  Treasury  of  the 
United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon.  df^ 

Assistant  Attorney  General,      ^ 
Director,  Office  of  Alien  Property. 

|F.   R.    Doc.   49-3759;    Filed.    May    10,    1949; 
8:59  a.  m.l 


Credito  Italiano 


notice  of  intention  to  return  vested 
property 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 

Claimant,  Claim  No.,  Property,  and  Location 

Credito  Italiano,  36934;  the  excess  pro- 
ceeds of  the  business  and  property  In  the 
State  of  New  York  of  Credito  Italiano  In  the 
possession  of  the  Superintendent  of  Banks 
of  the  State  of  New  York,  or  which  may  here- 
after come  into  his  possession  under  and  by 
virtue  of  the  Banking  Law  of  the  State  of 
New  York,  Includng  but  not  limited  to  the 
excess  proceeds  of  all  assets  of  any  nature 
whatsoever,  owned  or  controlled  by  or  pay- 
able or  deliverable  to  or  held  on  behalf  of  or 
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on  account  of  or  owing  to  the  New  York 
agency  of  said  Credito  ItaUano.  remaining 
after  the  payment  of  the  clalma  of  creditors, 
accepted  or  establlbhed  In  accordance  with 
the  Banking  Law  of  the  State  of  New  York, 
arumg  out  of  transactions  had  by  them  with 
the  New  York  agency  of  said  Credlto  ItaUano 
or  whoae  namea  appear  as  creditors  on  the 
books  of  such  agency,  together  with  Interest 
on  such  claims  and  the  expenses  of  liquida- 
tion. 

Executed    at   Washington.   D.   C,   on 
May  4.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazilon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
[P.    R.   Doc.    49-3761;    Piled,   May    10.    1949; 
8:59  a.  m.) 


NOTICES 

[Return  Order  S221 
BiLVIO  E.  GlUfTKt  IT  AL. 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  detenninaUon 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulUng  from  the 
administraUon  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 
Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Silvio  K.  Gluffre,  8.  Marina  Sallna.  Italy; 
Btorla  A.  Gluffre.  8.  Martna  Sallna.  Italy: 
Mrs   Catherine  Sciarrlno  Be,  Detroit.  Mich.; 


Claim  No.  46M;  March  8.  1949  (14  P.  R.  974); 
$16  309  03  m  the  Treasury  of  the  United 
States  to  Silvio  E.  Gluffre;  $3,093.75  In  the 
Treasury  of  the  United  States  to  Maria  A. 
Gluffre;  $3,093.76  In  the  Treasury  of  the 
United  States  to  Mrs.  Catherine  Sciarrlno  Re. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  wUl  issue. 

Executed  at  Washington.  D.  C.  on 
May  4.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  BAnaoN, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IF.   R.   DOC.   49-3760;    PUed,   May    10.    1949; 
8:69  a.  ml 
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TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Deport- 
ment of  Agriculture 

(Lemon  Reg.  318,  Amdt.  1] 

Part  953— Lemons  Grown  jm  California 
AND  Arizona 

limitation  of  shipments 

Findings,  d)  Pur.<;uant  to  the  mar- 
keting agreement,  as  amended,  and  Or- 
der No.  53.  a.s  amended  (7  CFR.  Cum. 
Supp.,  953.1  et  seq.;  13  F.  R.  766  >,  reg- 
ulating the  handling  of  lemons  grown  in 
the  State  of  California  or  in  the  State 
of  Arizona,  efTective  under  the  applicable 
provi.sions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
apreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
thai  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  effec- 
tuate the  declared  policy  of  the  act. 

'2)  It  is  hereby  further  found  that  it  is 
Impracticable  and  contrary  to  the  public 
interest  to  give  preliminary  notice  and 
engage  In  public  rule-making  procedure 
<60  Stat.  237;  5  U.  S.  C.  1001  et  seq.)  be- 
cau-^e  the  time  intervening  between  the 
date  when  information  upon  which  this 
amendment  is  based  became  available 
and  the  time  when  this  amendment  must 
become  effective  in  order  to  effectuate  the 
declared  policy  of  the  Agricultural  Mar- 
keting Agreement  Act  of  1937,  as 
amended,  is  insufBcient;  and  this  amend- 
ment relieves  restrictions  on  the  han- 
dling of  lemons  grown  In  the  State  of 
California  or  in  the  State  of  Arizona. 

Order,  as  amended.  The  provisions  in 
Parapraph  (b)  (D  of  5  953  425  (Lemon 
Regulation  318.  14  F.  R.  2373) .  are  hereby 
amended  to  read  as  follows: 

<1)  The  quantity  of  lemons  grown  In 
the  State  of  California  or  in  the  State  of 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.  m.. 
P  s.  t..  May  8,  1949,  and  ending  at  12:01 
a  m.,  P.  s.  t..  May  15. 1949,  is  hereby  fixed 
as  follows: 

(1)  District  1:  650  carloads; 


(il)  District  2:  Unlimited  movement. 

'48  Stat.  31,  as  amended;  7  U.  S.  C.  601 
et  seq.) 

Done  at  Washington,  D.  C.  this  10th 
day  of  May  1949. 

'seal!  s.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

IP.    R     Doc.    49-3846;    Piled,    May    11.    1949; 
9:38  a.   m.l 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  I — Commodity  Exchange 
Authority  (Including  Commodity 
Exchange  Commission),  Depart- 
ment  of  Agriculture 

Part  9 — Special  Provisions  Applicable 
TO  Fats 

Part  10 — Special  Provisions  Applicable 
TO  Oils 

AMOUNTS  FIXED  FOR   REPORTING  ON  FORMS 
801,  903.  1001,  AND  10C3 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  Agriculture  under  the 
Commodity  Exchange  Act,  as  amended 
<  7  U.  S.  C.  l-17a ) ,  ?  §  9.20  and  9.21,  part  9 
and  §§  10.20  and  10.21.  part  10,  Chapter  I. 
Title  17,  Code  of  Federal  Regulations,  as 
amended  September  5,  1941  <17  CFR, 
Cum.  Supp..  9.20,  9.21,  10.20,  10.21),  are 
hereby  further  amended  as  follows : 

1.  By  deleting  '■250.000  pounds"  In 
5§  9  20  and  9.21  and  inserting  '600,000 
pounds"  in  lieu  thereof. 

2.  By  deleting  "300,000  pounds"  in 
?5  10.20  and  10  21  and  inserting  "900,000 
pounds"  In  lieu  thereof. 

The  effect  of  these  amendments  will  be 
to  increase  the  quantities  of  fats  or  oils 
futures  contracts  which  may  be  held, 
controlled,  or  carried  without  reporting 
on  forms  901,  903,  1001  and  1003.  Since 
the  amendments  will  operate  to  relieve 
or  liberalize  a  restriction  and  will  not  ad- 
versely affect  the  public,  it  Is  hereby 
found  that  notice  and  public  procedure 
imder  section  4  of  the  Administrative 
Procedure  Act  are  unnecessary,  and  that 
the  amendments  should  be  made  effective 
v.ithin  less  than  thirty  days  after  publi- 
cation In  the  Federal  Register. 

(Continued  on  next  page) 
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2523 
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2523 

(proposed) 2529 
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2528 
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These  amendments  shall  become  ef- 
fective upon  publication  in  the  Federal 
Register. 

(Sec.  8a.  as  added  by  sec.  10.  49  Stat.  1500; 
7  U.  S.  C.  12a) 

Issued  this  6th  day  of  May  1949. 

(SEALl  A.  J.  LoVELAND. 

Acting  Secretary  of  Agriculture. 

49-3788.    Piled.    May    H.    1949; 
8:47  a.  m.] 
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Chapter  II — Securities  and  Exchange 
Commission 

Part  240— General  Rules  and  Regula- 
tions. SicuRiTiES  Exchange  Act  of 
1934 

exemption  or  certain  transactions  in- 
volving SECURITIES  ACQUIRED  UNDER 
BONUS.  PROFIT-SHARING  OR  SIMILAR 
PLANS 

On  March  3.  1949,  the  Securities  and 
Exchange  Commission  published  a  pro- 
posal for  the  amendment  of  S  240.16b-3 
(Rule  X-16B-3)  under  the  Securities 
Exchange  Act  of  1934.  The  rule,  as 
amended,  would  provide  an  exemption 
from  section  16  (b)  of  the  act  with  re- 
spect to  the  acquisition  of  certain  equity 
securities  by  directors  and  officers  subject 
to  the  provisions  of  that  section. 

The  Commission,  ha\^g  duly  consid- 
ered all  comments  and  suggestions  re- 
ceived in  connection  with  the  proposed 
amendment,  finds  that  the  transactions 
which  would  be  exempted  by  the  rule  as 
so  amended  are  not  comprehended 
within  the  purpose  of  said  section  16  (b). 
Accordingly,  the  Commission,  acting  pur- 
suant  to  said  section  and  section  23  "a) 
of  the  act,  hereby  amends  §  240.16b-3  to 
read  as  follows: 

5  240.16b-3.  Exemption  from  section 
16  (b)  of  certain  acquisitions  of  securtttcs 
under  bonus,  profit-sharing  or  similar 
plans,  (a)  Any  purchase  of  an  equity 
security  (other  than  a  convertible  se- 
curity or  a  warrant  or  right  to  purchase 
a  security)  by  a  director  or  officer  of  ine 
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is.suer  of  such  security  shall  be  exempt 
from  the  operation  of  section  16  (b)  If 
the  security  was  acquired  by  the  director 
or  officer  under  the  following  circum- 
stances: 

(1)  The  acquisition  was  made  pu-su- 
ant  to  a  bonu.<;.  profit-sharing  or  other 
similar  plan  approved  specifically,  or 
through  the  approval  of  a  charter 
amendment  authorizing  equity  securities 
for  is.suance  pursuant  to  such  plan,  by 
the  security  holders  of  the  Issuer  at  a 
meeting  for  which  proxies  were  solicited 
in  accordance  with  such  rules  and  regu- 
lations, if  any.  as  were  then  in  effect 
under  section  14  (a)  of  the  act; 

(2)  The  security  was  acquired  directly 
from  the  issuer  or  its  subsidiaries  and 
solely  in  consideration  of  services  as  an 
ofTicer  or  employee  of  the  issuer  or  Its 
.^ub.<;idlaries. 

'3>  The  selection  of  the  persons  who 
acquired  securities  pursuant  to  the  plan 
and  the  determination  of  the  amount 
of  securities  so  acquired  by  each  such 
person  was  .subject  to  the  discretion  of 
d*  a  committee  of  three  or  more  mem- 
bers having  full  and  final  authority  In 
the  matter,  or  (ID  the  board  of  directors 
of  the  issuer,  provided  the  members  of 
such  committee,  or  a  majority  of  the 
directors  acting  in  the  matter,  were  not 
entitled  to  participate  in  such  plan  or  in 
any  other  similar  plan  provided  by  the 
Issuer  or  any  of  its  affiliates;  and 

'4t  The  aggregate  amount  of  funds  or 
securities  allocated  with  respect  to  each 
fiscal  year  pursuant  to  the  plan  is  con- 
tingent upon,  and  computed  upon  the 
basis  of.  or  limited  to  a  fixed  maximum 
percentage  of,  net  profits  of  the  issuer  or 
its  subsidiaries,  or  both,  for  such  fiscal 
year. 

ibi  Notwithstanding  the  foregoing,  if 
a  director  or  officer  shall  make  any  pur- 
chsLse  (Other  than  a  purchase  exempted 
by  this  section)  and  sale,  or  any  sale  and 
purchase  (other  than  a  purchase  ex- 
empted by  this  section >  within  any  six- 
month  period,  and  within  such  period 
shall  also  acquire  equity  securities  pur- 
suant to  the  plan,  the  profits  realized 
from  such  purchase  and  sale,  or  sale  and 
purchase,  shall  be  computed  upon  the 
ba^s  which  would  apply  if  the  securi- 
ties acquired  pursuant  to  the  plan  were 
not  exempted  by  this  section. 

The  Commission  finds  that  the  above- 
mentioned  rule,  as  amended,  grants  or 
recognizes  an  exemption  and  may.  there- 
fore, be  made  effective  Immediately  upon 
publication.  Accordingly,  the  foregoing 
action  shall  be  effective  May  6.  1949. 
(See.  23  (a).  48  Stat.  901;  15U.S.  C.  78w) 

By  the  Commission. 

I  SEAL]  Orval  L.  Dubois, 

Secretary. 
May  5.  1949. 

IF    R.   Doc.  49  3785;    Piled.   May    11,    1949; 
8:47  a.  m.] 
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TITLE  34— NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchopter    A — Aid    of    Civil    Authoritlei    and 
Public  Relations 

Part  503 — Arrest  and  Confinement  or 
Persons  Not  Subject  to  Military 
Law 

arrest  and  confinement 

Section  503.1  Is  hereby  amended  by 
changing  the  last  sentence  of  paragraph 
(d)  to  read  as  follows: 

§  503.1  Persons  not  subject  to  mili- 
tary law.     •     •     • 

'd)  Ejection.     •     •     •     por    penalty 
imposed  upon  reentrance  after  ejection, 
see   act  June  25.   1948    "Pub.   Law   772 
80th  Cong.)    (62  Stat.  683;   18  U.  S.  C. 
1382  •. 

fA.   R.   600-320.  Apr.   22,   1949J      (R    S 
161;  5  U.  S.  C.  22) 

[seal]  Edward  P.  Witsell, 

Major  General, 
The  Adjutant  General. 

(P.    R.    Doc.    49-3777;    Piled,    May    11.  1949; 
8:45  a.  m.j 


Subchapter  B — Claims  and  Accounts 

Part  534 — Military  Court  Fees 

witnesses 

Section  534.3  is  hereby  amended  by 
changing  paragraphs  (a)  (2)  di)  (b), 
<a>  (2)  (v),  (a>  (2)  (vi)  and  (e)  to  read 
as  follows: 

J  534.3     Witnesses  —  (a)       Civilians. 

•     »     • 

(2)    •      •      • 
(ii)    •     •     • 

(i>)  No  part  of  the  sum  herein  appro- 
priated shall  be  used  to  pay  any  witness 
more  than  one  attendance  fee  for  any 
one  calendar  day. 

•  •  •  •  • 

(v)  In  computing  the  per  diem  of  S2 
for  travel     •     •     • 

<vi»  A  person  attending  as  a  witness 
in  more  tlian  one  case  on  the  same  day 
under  a  general  subpena  to  appear  and 
testify  is  entitled  to  only  one  per  diem 
of  $2  for  each  days  attendance,     •     •     • 

»e)  An  expert  witness  employed  in 
strict  accordance  with  paragraph  107. 
Manual  for  Courts-Martial,  1949.  may  be 
paid  compensation  at  the  rate  prescribed 
in  advance  by  the  official  empowered  to 
authorize  his  employment.  In  the  ab- 
sence of  such  authorization  no  fees 
other  than  ordinary  witness  fees,  may 
be  paid  for  the  employment  of  an  In- 
dividual as  an  expert  witness. 

•  •  •  •  • 

rC4.  AR  35-4120.  Apr.  25.  19491  (41 
Stat.  791,  44  Stat.  324;  10  U.  S.  C.  1494 
28  U.  S.  C.  600c) 

[seal]  Edward  F.  Witsell. 

Major  General, 
The  Adjutant  General. 

[F.   R.   Doc.   49-3625:    Piled,   May    11,   1949- 
8:45  a.  m.J 
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TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal   Communications 
Commission 

(Docket  No.  7858] 

Part  18 — Industrial,  Scientific  and 
Medical  Service 

electric  welding  devices  using  radio 
frequency  energy 

At  a  meeting  of  the  Federal  Commu- 
nications Commission  held  at  its  offices 
in  Wa^shington,  D.  C,  on  the  26th  day  of 
April  1949; 

The  Commission  having  under  con- 
sideration petitions  proposing  that  it 
suspend  the  effective  date  of  Part  18  of 
the  Commission's  rules  and  regulations 
as  it  applies  to  electric  welding  devices 
using  radio  frequency  energy;  and 

It  appearing,  that  said  petitions  allege 
that  extensive  research  has  been  under- 
taken designed  to  bring  such  welding 
equipment  into  conformity  with  the  pro- 
visions of  Part  18;  that  such  equipment 
is  of  strategic  importance  in  welding 
processes  utilized  for  material  manufac- 
tured and  developed  for  the  national  de- 
fense; and  that  the  testing  of  the  velding 
potentialities  of  equipment  conforming 
to  the  provisions  of  Part  18  has  not  been 
completed:  and 

It  further  appearing,  that  prior  to 
passing  upon  questions  involved  in 
whether  It  would  be  in  the  public  inter- 
est to  amend  Part  18  of  the  Commission's 
rules  and  regulations  In.sofar  as  It  ap- 
plies to  electric  welding  devices  using 
radio  frequency  energy,  a  comprehensive 
test  of  the  potentialities  of  the  type  ap- 
proved electric  welding  equipment  should 
be  undertaken  and  the  information  sub- 
mitted to  the  Commi-ssion;  and 

It  further  appearing,  that  Part  18  of 
the  Commi.s.sion's  rules  and  regulations 
with  respect  to  electric  welding  devices 
using  radio  frequency  energy  becomes 
effective  April  30,  1949;  that  for  the  rea- 
.sons  set  forth  above  the  suspension  of 
Part  18  for  a  limited  period  with  respect 
to  such  devices  is  warranted;  and  that 
because  of  the  Imminent  effective  date 
of  Part  18  for  such  welding  devices,  it  Is 
impracticable  to  give  notice  and  Invoke 
the  procedure  set  forth  in  section  4  of 
the  Administrative  Procedure  Act;  and 
It  further  appearing,  that  authority 
for  the  proposed  amendment  is  con- 
tained In  sections  301,  303  <f )  and  (r)  of 
the  Communications  Act  of  1934,  as 
amended : 

It  is  ordered.  That  effective  immedi- 
ately. Part  18  of  the  Commission's  rules 
and  regulations  is  amended  so  that  the 
asterisk  footnote  added  to  §  18.1  'a)  is 
amended  to  read  as  follows: 

•  The  effective  date  of  Part  18.  with  respect 
to  electric  welding  devices  using  radio  fre- 
quency energy,  is  July  30,  1949. 

(Sec.  6   (b),  50  Stat.   191;  47  U.  S.  C. 

303  (r).  Interprets  or  applies  .sees.  301 
and  303  (f),  48  Stat.  1082;  47  U.  S.  C.  301, 
303  (f)) 

Federal  CoMwrNicATiONS 
Commission, 
fsiALl        T.  J.  Slowie, 

Secretary. 

IF.   R.  Doc.   49-3796;    Piled,  May    11,    1948; 
8:48  a.m.] 
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TITLE  50— WILDLIFE 

Chapter  I — Fish  and  Wildlife  Servicet 
Department  of  the  Interior 

Subchapter  E — Alaska  Wildlife  Protection 

Part  46 — Taking  Animals.  Birds,  and 
Game  Fishes 

miscellaneous  amendments 

Basis  and  purposes.    Investigations  of 
the  Alaska  Game  Commission  and  per- 
sonal observations  of  citizens  and  agen- 
cies within  the  Territory  of  Alaska  which 
formed  the  basis  of  recommendations 
and  requests  directed  to  the  Commis- 
sion, indicate  that  changing  conditions 
within  the  Territory,  including  changes 
in  both  human  and  wildlife  populations, 
require  further  protection  to  wildlife  in 
some  instances,  and  permit  some  relaxa- 
tion of  regulatory  protection  in  other  in- 
stances.   The  Alaska  Game  Commission 
also  considered  the  results  of  field  inves- 
tigations by  representatives  of  the  Fish 
and  Wildlife  Service  of  the  Department 
of  the  Interior  which  in  general  substan- 
tiated the  need  for  a  modification  of 
existing  regulations.    Following  the  pub- 
lic meetings  held  at  Juneau,  Alaska,  and 
elsewhere  in  the  Territory,  on  proposed 
amendments  to  existing  regulations,  the 
Commission      has      recommended     the 
changes  herein  to  conserve  the  game  re- 
sources of  the  Territory  and  at  the  same 
time  permit  such  utilization  thereof  as 
is  consistent  with  the  preservation  of 
breeding  stocks  of  game  and  fur  animals, 
birds,  and  game  fishes. 

Having  taken  into  consideration  the 
said  observations,  investigations,  pro- 
posals, and  recommendations.  I  have  de- 
termined that  the  following  amendments 
of  existing  regulations  will  effectuate  the 
purposes  of  the  Alaska  Game  Law: 

1.  Sections  46  9  and  46.10  are  deleted 
and  new  sections  are  added  to  read  as 
follows : 

5  46.9  Transport.  Shipping,  trans- 
porting, carrying,  importing,  exporting, 
or  receiving  or  delivering  for  shipment, 
transportation,  carriage,  or  export,  unless 
the  context  otherwise  requires. 

5  46.10  Big  game  animals.  Deer, 
moose,  caribou,  elk.  mountain  sheep, 
mountain  goat,  bison,  muskox,  and  the 
large  brown,  grizzly,  and  black  bears. 


§46.11  Small  game  animals.  Hare 
and  rabbit. 

§  46.12  Fur  animals.  Beaver,  musk- 
rat,  marmot,  raccoon,  pika.  squirrel, 
fisher,  fox.  lynx,  marten  or  sable,  mink, 
weasel  or  ermine,  sea  otter,  land  otter, 
wolverine,  coyote,  wolf  and  polar  bear, 
excepting  therefrom  domestically  rai;-ed 
animals.  Fur  animals  which  have  es- 
caped from  captivity  and  which  are  not 
recaptured  within  a  period  of  30  days 
after  the  discovery  of  the  escape  shall  be 
deemed  to  have  reverted  to  a  natural  and 
undomesticated  state. 

2.  Sections  46.11  to  46.17  are  renum- 
bered as  S§  46.13  to  46  19,  respectively. 

3.  Section  46.21  is  amended  to  read  as 
follows: 

5  46.21  General  provisions.  No  per- 
son shall  take,  possess,  or  transport  game 
animals,  wild  fur  animals,  birds,  or  game 
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fishes,  or  purchase  or  sell  wild  fur  ani- 
mals or  parts  thereof  except  as  provided 
in  §§  46.81  to  46.87,  nor  act  as  a  guide  in 
the  Territory  unless  he  is  in  possession 
of  a  valid  license  bearing  his  signature 
written  In  Ink  on  the  face  thereof  <if 
he  is  required  by  the  Alaska  Game  Law 
or  regulations  of  the  Commission  there- 
under to  have  such  a  license  > ,  and  shall 
have  his  license  on  his  person  when  tak- 
ing such  animals,  birds,  or  game  fishes, 
or  when  acting  as  a  guide  and  shall  pro- 
duce it  for  inspection  by  any  wildlife 
agent  or  other  person  requesting  to  see  it. 

4.  Section  46.56  Is  amended  to  read  as 
follows : 

?  46.56  General  provisions.  Each  fur 
dealer,  including  Indians,  E.'^kimos,  co- 
operative stores  operated  exclusively  by 
and  for  native  Indians  and  Eskimos,  and 
stores  operated  by  missions  exclusively 
for  native  Indians  or  Eskimo.",  at  all  rea- 
sonable hours  shall  allow  any  member 
of  the  Commission,  any  wildlife  agent, 
or  any  authorized  employee  of  the  United 
States  Department  of  the  Interior  to  en- 
ter and  Inspect  the  premises  where  op- 
erations are  being  carried  on  under  the 
Alaska  Game  Law  and  the  regulations 
thereunder,  and  to  inspect  the  books  and 
records  relating  thereto. 

5.  Sections    46.61    through   46.71    are 
amended  to  read  as  follows: 

5  46.61  General  provisions.  Animals, 
birds  (but  not  Including  migratory 
birds>.  and  game  fishes,  parts  thereof, 
and  articles  manufactured  therefrom, 
and  the  nests  and  eggs  of  such  birds 
taken  in  accordance  with  the  regula- 
tions in  this  part  may  be  po.sse.ssed  within 
the  Territory  at  any  time,  by  any  person, 
and  in  any  number  and  kind  not  limited 
by  55  46.100  to  46.111.  55  46  126  to  46  134, 
55  46  140  to  46  142.  5§  46.150  and  46  151. 
and  55  46  155  and  46.156  and  may  be 
transported  within  and  exported  out  of 
the  Territory  by  any  person  at  any  time, 
except  as  provided  In  5  S  46.62  to  46.72. 

5  46.62  Marking  of  packages.  No 
package  containing  such  animals,  birds, 
game  fishes,  parts  thereof,  articles 
manufactured  therefrom,  eggs,  or  nests, 
shall  be  possessed  or  transported  unle.ss 
it  has  clearly  and  conspicuously  marked 
on  the  outside  thereof  the  names  and  ad- 
dresses of  the  consignor  and  consignee. 
an  accurate  and  detailed  statement  of  its 
contents,  and.  if  exported,  the  number 
and  kind  of  permit  as  required  under 
§.5  46.65  and  46.66. 

§  46.63  By  jur  dealers.  No  person 
who  is  a  fur  dealer  shall  possess  or 
transport  the  skin  of  any  wild  fur  ani- 
mal, or  part  thereof,  unless  at  the  time 
of  such  possession  or  tran.sportation  he 
Is  licensed  to  carry  on  such  business. 

§46.64.  Tagged  heaver  skins.  No 
skins  of  beaver,  whether  taken  within 
or  without  the  Territory,  shall  be  ex- 
ported from  Alaska  until  the  same  have 
been  sealed  with  a  seal  prescribed  by  the 
Commission;  or  possessed  or  transported 
by  any  person  until  the  same  have  been 
tagged  or  sealed  with  a  tag  or  seal  pre- 
scribed by  the  Commission;  except  that 
persons  taking  beaver  within  the  Terri- 
tory may  possess  the  untagged  or  un- 
sealed skins  thereof  during  the  open  sea- 


son therefor  and  for  30  days  thereafter, 
and  within  the  same  period  may  trans- 
port the  same  untagged  or  uasealed  for 
the  purpose  of  having  them  tagged  or 
sealed  by  a  Fi.sh  and  Wildlife  Service 
enforcement  agent,  or  other  officer  au- 
thorized by  the  Commission. 

§  46.65  Export  by  resident.  No  resi- 
dent shall  export  from  the  Territory  any 
game  animal  or  game  bird,  or  part 
thereof,  except  in  accordance  with  the 
terms  of  a  resident  export  or  resident  ex- 
port and  return  license  or  permit  issued 
under  the  direction  of  the  executive  offi- 
cer of  the  Commis.sion.  Such  permit  or 
license  shall  be  obtained  upon  payment 
of  the  required  fee  from  any  Fl.sh  and 
Wildlife  Service  enforcement  agent  and 
from  collectors  of  cu.^toms  designated  by 
the  Commi.sslon,  and  the  shipping  taus 
furnished  therewith  shall  be  st-curely  at- 
tached on  the  outside  of  each  package  in 
the  shipment  by  the  shipper  at  the  point 
of  origin  and  accompany  it  to  final  des- 
tination. 

5  46  66     Export   by   nonresident.     No 
nonresident  of  the  Territory,  or  alien, 
except  one  holding  a  valid  hunting  or 
trapping  license,  shall  transport  out  of 
the  Territory  any  game  animal,  or  game 
bird,  or  part  thereof;  and  a  licensed  non- 
resident, or  alien,  shall  be  permitted  to 
export  during  the  respective  open  sea- 
sons lawfully  taken  game  birds  and  small 
game  animals,  and  not  exceeding  one 
season's  bag  limit,  as  applied  to  non- 
residents or  aliens,  of  big  game  animals 
or  polar  bear:  Provided.  That  before  a 
nonresident  or  alien  may  transport  any 
game  animals,  or  game  birds,  or  parts 
thereof,  from  the  Territory,  he  shall  ob- 
tain from  any  Fish  and  Wildlife  Service 
enforcement  agent  or  from  collectors  of 
customs  designated  by  the  Comml.ssion. 
a  permit  to  export  same  «for  which  no 
additional  fee  will  be  charged),  and  the 
shipping  tags  furnished  therewith  shall 
be  securely  attached  on  the  outside  of 
each  package  in  the  shipment  by  the 
shipper  at  the  point  of  origin,  and  ac- 
company it  to  final  destination. 

§  46.67  Bald  eagles.  No  bald  eagle, 
part,  nest,  or  egg  thereof  may  be  ex- 
ported to  the  United  States  or  any  of  its 
territories  except  under  permit  author- 
ized by  the  act  of  June  8,  1940  (54  Stat. 
250). 

5  46.68  Evidence  of  sex.  No  person 
shall  remove  all  evidence  of  sex  from  the 
carcass  of  any  deer,  moose,  or  mountain 
sheep  before  It  has  been  placed  In  stor- 
age for  preservation  at  the  locality  where 
It  is  to  be  consumed. 

§  46.69  Transportation  of  skins. 
Where  skins  of  wild  fur  animals,  black 
bear,  hare  or  rabbit,  or  parts  thereof,  are 
shipped  out  of  the  Territory,  the  shipper 
shall.  If  shipment  is  by  express  or  freight, 
first  deliver  to  the  common,  contract, 
private  carrier,  or  their  transportation 
agent  at  the  point  of  shipment,  or  if  by 
parcel  post,  to  the  postmaster  at  the 
point  of  mailing,  a  statement  clearly 
showing  the  number  and  kind  of  skins  in 
each  shipment  and  declaring  that  no  il- 
legal skin  or  unsealed  beaver  skin  is  con- 
tained therein.  Such  statements  shall 
be  promptly  forwarded  to  the  Commi^- 
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sion  by  the  carrier,  transportation  agent 
or  postmaster  receiving  them.  Where 
such  skins  are  transported  out  of  the 
Territory  by  means  other  than  express, 
freight,  or  parcel  past,  the  person  trans- 
porting them  shall  make  and  forward  a 
like  statement  to  the  Commission  im- 
mediately prior  to  exporting  such  skins. 

S  46  70  Duties  of  transportation 
agents.  No  common,  contract,  private 
carrier,  or  transportation  agent  shall 
transport,  or  accept  for  transportation 
out  of  the  Territory,  any  game  animals 
or  game  birds,  or  parts  thereof,  to  which 
the  tags  required  by  §§46  65  and  46.66 
have  not  been  attached,  or  any  skins  of 
wild  fur  animals,  black  bear,  hare  or 
rabbit,  unless  accompanied  by  the  state- 
ment required  by  5  46  69.  which  state- 
ment shall  be  promptly  lorwarded  to  the 
Commission.  Such  carrier  or  agent  shall 
record  any  such  tag  numbers  upon  the 
shipping  document  or  other  permanent 
record  accompanying  the  shipment. 

§  46.71  Gnme  animals.  No  person 
may  pos.sess  any  dead  game  animal,  or 
part  thereof,  without  a  valid  hunting  or 
trapping  license  unless  he  furnishes  upon 
request  of  any  offlrial  authorized  to  en- 
force the  Ala.'^ka  Game  Law  a  written 
statement  as  to  the  name,  address,  and 
license  number  of  the  person  from  whom 
.<:uch  animal  or  part  thereof  was  ob- 
tained: Proi'ided.  howeter.  That  the  li- 
ccn.se  requirements  of  §  46.81  shall  not 
apply  to  the  po.ssession.  by  persons  other 
than  fur  dealers,  of  manufactured  ar- 
ticles, shed  antlers,  grizzly  bear  strips. 
the  meat  of  hares  and  rabbits,  skins  of 
black  bear,  hares,  and  rabbits. 

6.  A  new  section  designated  §  46.72  is 
added  as  follows: 

5  46  72  Live  animals,  birds,  and  game 
fi-fu's.  No  live  wild  animals,  birds,  or 
came  fishes  shall  be  taken.  posses.sed, 
transported,  exported,  or  imported  ex- 
cept in  accordance  with  the  terms  of  a 
permit  issued  pursuant  to  §  46.211. 

7   Section  48.81  is  amended  to  read  as 

fuliow.s; 

?  46.81  General  provisions.  Sales  or 
purchases  of  the  following  products  of 
wild  animals  and  game  fishes  designated 
in  5  5  46.82  to  46  87.  but  none  other,  may 
be  made  by  any  person  <  except  fur  deal- 
ers )  without  a  permit  or  licen.se.  and  by 
fur    dealers    holding    valid    fur    dealer 

8.  Section  46.86  is  deleted  and  5  46.87 
is  renumbered  as  §  46.86  and  as  renum- 
bered Is  otherwise  amended  to  read  as 

follows: 


§46  86  Dolly  Varden  trout.  Dolly 
Varden  trout  taken  in  salt  water. 

9  Section  46  88  Is  renumbered  as 
5  46  87. 

10.  Sections  46.100  through  46.109  and 
5?  46  126  through  46  133  are  amended  to 
read  as  follows: 

5  46.100  General  provisions.  The  ani- 
mals, birds,  and  game  fishes  listed  In 
55  46  100  to  46.111,  §§46  126  and  46  134 
55  46  140  to  46.142,  §§46.150  and  46  15li 
and  §§  46.153  and  46.156.  but  none  other. 
may  be  taken  in  the  open  seasons  (dates 
inclusive),  by  the  methods  and  means, 
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In  the  areas,  and  In  numbers  not  ex- 
ceeding the  respective  daily  bag  and  sea- 
sonal bag  limits,  or  possession  limits  pre- 
scribed in  §§46  103  to  46.110,  5§  46.129 
to  46  134,  §§  46.142  and  46.143,  §§  46.151 
and  46.156,  but  not  at  any  other  time, 
by  any  other  method,  aid.  or  means,  nor 
in  any  other  areas  or  numbers:  Provided, 
That  no  birds  or  animals  may  be  taken 
by  shooting  from,  on,  or  acro.ss  or  within 
33  feet  of  the  center  line  of  any  highway. 

game  animals 

(  46.101  Methods  and  means.  May 
be  taken  only  with  a  shotgun  <not  larger 
than  No.  10  gage  and  not  capable  of 
holding  more  than  3  shells),  rifle  or 
pistol  using  centerflre  cartridges  only, 
but  not  with  aid  or  use  of  a  dog.  machine 
or  sub-machine  gun.  set  gun  of  any  de- 
scription, bow  and  arrow,  or  spear,  pit. 
deadfall,  fire.  Jackllght.  searchlight,  or 
other  artificial  light,  two-way  radio  com- 
munication or  artificial  salt  licks,  or  from 
or  by  means  of  a  motor  vehicle,  aircraft, 
.steam  or  power  launch,  or  any  boat  ex- 
cept that  propelled  by  paddle,  oars,  or 
pole,  nor  while  such  animals  are  swim- 
ming: Provided,  That  hares  and  rabbits 
may  be  taken  by  aid  of  a  dog  and  by 
rifles  or  pistols  using  rim-fire  cartridges : 
And  provided  further.  That  no  aircraft 
shall  be  used  for  the  purpose  of  driving, 
circling,  molesting,  spotting,  or  in  aiding 
In  the  taking  of  big  game  except  as  a 
means  of  transportation  from  a  settle- 
ment or  point  of  outfitting  to  a  camp  site 
on  which  a  camp  must  be  erected  or  es- 
tablLshed  prior  to  hunting. 

5  46.102  Closed  areas.  No  game  ani- 
mals may  be  taken  at  any  time  in  any  na- 
tional park  or  monument,  or  posted  na- 
tional forest  area;  nor  in  any  of  the 
closed  areas  described  in  §5  46.168  to 
46  179;  nor  in  the  areas  described  in 
§5  46.187,  46.188.  and  46.189;  nor.  except 
for  black  bear,  hare  or  rabbit,  in  the 
areas  described  in  §§  46.190.  46.191,  and 
46.192;  nor  In  any  other  area  specific- 
ally closed  by  §§  46.103  through  46.108. 

'  §  46.103  Deer.  Bucks  (with  horns 
not  less  than  3  inches  above  top  of  the 
skull ». 

East  of  longitude  138°  W..  September  1  to 
November  7.  Limit,  by  a  resident,  2  a  sea- 
son; by  a  nonresident.  1  a  season.  West  of 
longitude  138'  W.  (except  on  the  Kodlak- 
Afognak  Island  group  as  described  In 
J  46  193  K  September  10  to  October  10.  Limit, 
1  a  season. 

§  46  104  Moose.  Bulls  (except  year- 
lings and  calves). 

East  of  longitude  138  W.  (except  the  Stl- 
klne  and  Unuk  River  areas),  Septemt»er  1  to 
September  30.  In  the  Stikine  and  Unuk 
River  areas.  September  15  to  October  14.  Ke- 
nal  Peninsula  (except  In  Kenal  Peninsula 
area  No.  1  as  described  In  f  46.194),  Septem- 
ber 1  to  September  20.  Elsewhere  west  of 
longitude  141°  W.  (except  la  the  Turnagaln 
Arm,  Alaska  Peninsula  and  ColviUe  River 
drainage  areas  as  described  In  f?  46.195  to 
46.197).  September  1  to  September  20  and 
December  1  to  December  10:  Provided,  That 
tliiere  shall  be  no  open  seafion  alter  Septem- 
ber 20  In  that  area  known  aa  the  Palmer 
area  and  described  as  follows  : 

Beginning  at  Mile  72  Alaska  Railroad,  In- 
cluding the  entire  northern  drainage  Into 
TXirnagaln  Arm.  entire  drainage  Into  Knlk 
Arm,   Kiuk   River,   Mutanuska   River,   Tal- 
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keetna  River,  and  the  entire  eastern  drain- 
age into  the  Big  Susitna  River  from  Tal- 
keetna  to  Cook  Inlet.     Limit.  1  a  year. 

S  46.105 

calves ) . 


Caribou.      Caribou    (except 


South  of  a  line  formed  by  the  Alaska  R.ange 
and  Ahklun  Mountains  from  the  Canadian 
border  on  the  east  to  Cape  Newenham  on  the 
west.  August  20  to  September  30.  E  sewhere 
In  the  Territory,  but  not  In  the  area  lymc  5 
miles  on  each  side  of  the  Steese  Highway  on 
Twelve  Mile  Summit  between  mileposts  84 
and  89.  and  on  Eagle  Summit  between  mile- 
posts  102  and  112.  nor  within  2T  miles  of 
the  east  side  of  the  Steese  Highway  bctv.een 
Faith  Creek  and  milepost  112,  Au  ust  20  to 
September  30  and  December  1  to  December 
15.     Limit  1  a  year. 

§  46.106  Mountain  goat.  Mountain 
goat  'except  kids». 

In  the  Territory,  but  not  In  the  Endicott- 
Tracy  Arm,  Cooper  Landing.  Kenai  Penin- 
sula No.  2.  Cirdwood  or  Sheep  M.juntain 
areas  as  described  In  {?46  198  to  46202. 
August  20  to  November  15.  Limit,  by  a  resi- 
dent. 2  a  season;  by  a  nonresident,  1  a  season. 

§  46.107  Mountain  sheep.  No  open 
season. 

§  46  108  Bear,  large  brotcn  and  grizzly. 
Bear  "large  brown  and  grizzly  . 

In  the  Territory,  but  not  in  th?  Thsyer 
Mountain  or  Pack  Creek  areas  as  described  in 
?5  46.204  and  46.205,  September  1  to  June  20. 
Limit,  oh  the  Kodiak-Afopnak  Island  f-Toup. 
1  a  year.  Elsewhere  In  the  Territory,  2  a 
year. 

§  46.109  Black  bear.  Bear  (black,  in- 
cluding its  brown  and  blue,  or  glacier 
bear,  color  variations  > , 

East  of  lonpitude  138  W.,  September  1  to 
June  20.  Limit.  2  a  season.  In  the  rest  of 
the  Territory,  no  closed  season.  Limit,  by  a 
resident,  no  limit;  by  a  nonresident,  3  a  year. 

rUR  ANIMALS 

§  46.126     Methods  and  means.     May 
be  taken  by  any  means,  except  by  means, 
aid.  or  use  of  a  .set  gun,  a  shotgun,  arti- 
ficial light  of  any  kind,  a  steel  bear  trap 
or  other  trap  with  jaws  having  a  spread 
exceeding  9  inches,  poi.son,  a  dog  'except 
wolves  and  coyotes  in  fur  districts  5.  6. 
7.  and  8 » .  a  fish  trap  or  net,  or  by  .setting 
any  trap  or  snare  within  25  feet  of  a 
beaver  home  or  den  or  within  103  feet 
of  a  fox  den,  or  by  use  of  smoke  or  chemi- 
cals,   or    by    destroying    or    disturbing 
homes,  hoases.  dens,  dams,  or  runways  of 
such  animals:  Provided,  That  mink  may 
be  taken  only  by  means  of  a  steel  trap  or 
snare  and  that  beaver  may  be  taken  only 
by  means  of  a  steel  trap  or  snare  and  by 
persons  over  the  age  of  11  years,  and 
wolves  and  coyotes  may  be  killed  at  any 
time  by  means  of  a  rifle,  shotgun,  or  pis- 
tol by  any  person  permitted  to  carry  fire- 
arms:  And  provided   further.  That   no 
aircraft  shall  be  used  in  aid  of  taking  fur 
bearing  animals  except  as  a  means  of 
tran.sportation    from    a    settlement    or 
point  of  outfitting  to  a  single  base  camp, 
and  except  In  the  taking  of  wolves  and 
coyotes  by  authorized  predator  control 
agents  or  under  authority  of  a  permit. 

§  46.127  Closed  areas.  No  fur  animal 
may  be  takgn  in  any  national  park  or 
monument  Or  (except  wolves  and  coy- 
otes) In  any  posted  national  forest  area 
or  in  any  of  the  closed  or  fur  breeding 
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areas  described  in  §§  46,168  to  46.179.  nor 
In  any  other  area  specifically  closed  by 
5§  46.129,  46.131,  and  46.133. 

§  46.128  Permits  to  take  wolves  and 
coyotes  during  closed  season  for  other 
fur  animals.  During  the  closed  season 
on  mink,  land  otter,  weasel,  fox.  lynx,  and 
marten  in  the  respective  fur  districts  no 
person  shall  set,  maintain,  or  attend 
traps  for  wolves  and  coyotes  without  first 
procuring  a  permit.  Issuable  at  the  dis- 
cretion of  the  Commission,  authorizing 
him  to  do  so.  Application  for  such  per- 
mit shall  be  addressed  to  the  nearest 
Fish  and  Wildlife  Service  field  office  and 
shall  contain  a  statement  of  the  nature 
and  extent  and  locality  of  the  proposed 
operations  and  the  species  of  animals  to 
be  taken. 

§  46  129     Seasons  for  mink,  land  otter, 
weasel  (ermine),  fox  and  lynx. 

Fur  district  1.     December  16  to  January  15. 

No  limit. 

Fur  district  2.  (Except  in  the  area 
bounded  by  the  drainage  into  Ibek  Creek  on 
the  east  and  Including  the  entire  drainage 
Into  Prince  William  Sound  to  Cape-  Puget 
on  the  west,  or  on  Montague.  Hlnchlnbrook 
and  all  other  Islands  within  the  area).  No- 
vember 16  to  January  31.     No  limit. 

Fur  districts  3.  4.  5.  6.  and  7.  November 
16  to  January  31.  No  limit.  White  fox.  De- 
cember  1  to  March  15.     No  limit. 

Fur  district  8.  December  1  to  March  15. 
No  limit. 

5  46.130    Seasons  for  muskrat. 

Fur  districts  1.  2.  3,  4.  5.  6.  7.  and  8.  No- 
vember 16  to  May  31.     No  limit. 

■    §  46.131     Seasons  for  bearer. 

Fur  district  1.     No  open  season. 

Fur  district  2.  (Except  there  shall  be  no 
open  season  within  a  strip  one-half  mile 
wide  on  each  side  of  the  Copper  River  road 
from  Eyak  bridge  to  Mile  27).  February  1  to 
March  31.     Limit,  10  a  season. 

Fur  district  3.  February  1  to  March  31. 
Limit,   10  a  season. 

Fur  district  4.  (Except  In  the  area  drain- 
ing  into  the  Kvlchak  River  between  Illamna 
Lake  and  a  line  between  the  north  banks  of 
the  mouths  of  the  Alagnak  River  and  Bear 
Creek).  February  1  to  March  31.     Limit.  10 

a  season.  ^     ,.      w  oi 

y       Fur  district   5.     February  1   to  March  31. 

Limit.   10  a  season. 

Fur  district  6.  (Except  in  the  Clearwater 
area  as  described  In  §  46.206.  or  in  the  Chena 
River  and  its  tributary  sloughs  from  Its  con- 
fluence with  the  Little  Chena  River  to  the 
Xanana  River).  February  1  to  March  31. 
Limit.  10  a  season. 

Fur  district  7.  February  1  to  March  31. 
Limit.   10  a  season. 

S  46.132  Seas07is  for  wolf,  coyote, 
wolverine,  marmot,  and  squirrel. 

Fur  districts  1.  2.  3.  4.  5.  6.  7.  and  8.  No 
closed  season.     No  limit. 

§  46  133    Seasons  for  marten. 

Fur  district  1.    No  open  season. 

Fur  districts  2  {except  on  the  Kenai  Penin- 
sula). 3.  4.  5.  6.  and  7.  November  16  to  Jan- 
uary 31.    No  limit. 

11  A  new  section  designated  5  46.134 
is  added  to  read  as  follows: 

§  46.134    Season  for  polar  bear. 

Fur  districts  5  and  8.  No  closed  season 
Limit.  2  a  year. 


RULES  AND  REGULATIONS 

12.  Sections    46.141    and    46.142    are 
amended  to  read  as  follows: 


§  46.141  Closed  areas.  No  game  bird 
may  be  taken  at  any  time  in  any  na- 
tional park,  monument  or  posted  na- 
tional forest  area,  nor  in  any  of  the 
closed  areas  described  in  SS  46.168  to 
46.179.  nor  in  the  area  described  in 
S  46.187. 

§  46.142  Groti.'ie  and  ptarmigan.  In 
the  Territory  (except  in  the  areas  men- 
tioned above).  September  1  to  February 
28  Limit.  10  singly  or  in  the  aggregate 
of  all  kinds  of  grouse  or  ptarmigan  a  day. 

13.  Section  46.151  Is  amended  to  read 
as  follows: 

§  46  151  Closed  areas.  No  nongame 
bird  may  be  taken  at  any  time  in  any 
national  park,  monument,  or  posted  na- 
tional forest  area,  nor  in  any  of  the 
areas  described  in  5M6.168  to  46.171, 
and  55  46.187  to  46.189.  Crows,  hawks, 
owls,  eagles,  ravens,  magpies,  and  cor- 
morants, and  their  nests  and  eggs.  No 
closed  seasons  except  in  the  areas  men- 
tioned above.     No  limit. 

CAME  FISHES 

14.  Sections    46.155    and    46.156    are 
amended  to  read  as  follows: 

§  46 155  Methods  and  means.  May 
be'  taken  by  angling  with  a  line  held  In 
the  hand  or  attached  to  a  rod  so  held, 
but  each  line  shall  at  no  time  have  at- 
tached to  it  more  than  two  flies  or  hooks, 
nor  more  than  one  plug,  spoon,  or  spin- 
ner Lake  trout  and  Dolly  Varden  trout 
may  be  taken  by  the  use  of  net.  trap,  or 
seine  in  the  glacial  waters  of  Trail. 
Kenai.  Skilak.  and  Tustumena  Lakes  on 
Kenai  Peninsula,  and  in  salt  water. 

§  46  156  Seasons  and  liynits.  Rain- 
bow .steelhead.  cutthroat,  eastern  brook, 
and  Dolly  Varden  trout.  Mackinaw  or 
lake  trout,  and  grayling. 


Dewey  Lake  near  Skagway  and  Salmon 
Creek  Reservoir  near  Juneau.  June  1  to 
September  30.  ^    ^^  ^    _ 

The  drainages  of  Cottonwood.  Fish.  Fire, 
and  Wolverine  Creeks  in  the  Matanuska 
Valley.  June  1  to  March  15. 

Upper    Kenai    River    and    all    lakes    and 
tributaries  thereof.  June  5  to  September  30. 
provided  that  Dolly  Varden  trout  and  lake 
trout   may   be   taken   at   any   time. 

Outlet  of  Skilak  Lake  and  In  lower  Kenr.l 
River  to  Moose  River.  July  15  to  August  15. 
In    the    rest   of    the   Territory,    no   closed 
season. 

Limits.  In  the  Clearwater  Creek  drain- 
age lying  south  of  the  Tanana  River  between 
the  Richardson  Highway  and  the  Big  Gerstle 
River.  10  fishes  singly  or  In  the  aggregate, 
but  not  to  exceed  10  pounds  and  1  fish  dally. 
1  dally  bag  limit  In  possession.'' 

The  Kenai  River  and  aU  lakes  and  tribu- 
taries thereof.  Lake  Creek.  WlUow  Creek,  and 
all  lakes  and  tributaries  thereof,  and  In  all 
waters  draining  Into  Bristol  Bay  north  and 
ea.st  of  Herendeen  Bay.  10  fishes  singly  or  in 
the  aggregate,  but  not  to  exceed  10  pounds 
and  1  fish  daily.  2  daily  bag  limits  In 
possession. 

Rest  of  Territory.    20  fishes  singly  or  In  the 

aggregate   but  not  to  exceed  15  pounds  and 

Tfish  dally.  2  dally  bag  limits  In  possession. 

In   salt   water   throughout   the   Territory. 

there  shall  be  no  limit  on  Dolly  Varden  trout. 

15  Section  46  165  is  redesignated  as 
8  46 .i'  6.  end  §  46.166  is  redesignated  as 
§46  16^. 


16.  Section  46.168  Is  deleted  and 
§  46.193  is  renumbered  as  §  46.168. 

17.  The  following  new  sections  are 
added  to  read  as  follows: 

g  46  172  Charley  Creek.  All  of  the 
drainage  of  Charley  Creek,  al^o  known 
as  the  Kandik  River,  from  the  Canadian 
boundary  to  its  confluence  with  the  Yu- 
kon River  in  fur  district  7. 

§  46.173  Dcnnison  River.  All  of  the 
drainage  of  the  headwaters  of  the  Den- 
nison  River  downstream  to  and  includ- 
ing the  drainages  of  the  West  Fork  in  fur 
district  7. 

§46  174  Aniak  River.  All  of  the 
drainage  of  the  headwaters  of  the  Aniak 
River  downstream  to  and  including  the 
drainage  of  the  Salmon  River  in  fur  dis- 
trict 6. 

18.  Section  46.195  Charley  River  Is 
renumbered  as  §  46.175. 

5  46.175  Charley  River.  All  of  the 
drainage  of  the  Charley  River  upstream 
from  and  including  Copper  Creek  In 
fur  district  7. 

19.  Sections  46.176  through  46.179  are 
redesignated  and  amended  to  read  as 
follows: 

§  46 176  Chestochina  River.  All  of 
the  drainage  of  the  Chestochina  River 
upstream  from  and  including  the  Middle 
Fork  in  fur  district  8. 

§  46  177  Talkeetna  River.  AU  of  the 
drainage  of  the  Talkeetna  River  up- 
stream from  and  including  the  drainacr 
of  Sheep  Creek,  except  Prairie  Creik 
drainage,  in  fur  district  2. 

§  46  178  Sulukna  River.  All  of  the 
drainage  of  the  Sulukna  River  from  the 
headwaters  to  its  confluence  with  the 
Novitna  River  in  fur  dL-^trict  6. 

5  46  17(1  HohoUtna  River.  All  of  the 
drainage  of  the  Hoholitna  River  up- 
stream from  and  including  the  drainage 
of  the  South  Fork  in  fur  district  6. 


20.  Sections  46.180  through  46.185  are 
deleted. 

P.ARTIALLY  CLOSED  AREAS 

21  A  new  center  head  is  added  as 
above  and  55  46.186  through  46.206  are 
redesignated  and  amended  to  read  as 
follows: 

§  46.186  Continuous  on  certain  gaiuc 
and  fur  animals  and  birds.  Areas  in 
which  there  are  continuous  closed  sea- 
sons as  specified  in  55  46.100  to  46.131, 
on  certain  game  and  fur  animals  and 
birds,  except  for  scientific  and  propa- 
gating purposes. 

5  46  187  Anan  Creek  and  Loring.  In 
fur  district  1:  The  drainage  of  Anan 
Creek  on  the  Cleveland  Penin.sula  and  a 
strip  one-half  mile  wide  on  either  side  of 
the  blazed  trail  leading  from  the  outlet 
of  Roosevelt  Lagoon  in  Naha  Bay  to  the 
Naha  River  outlet  of  Heckman  Lake  on 
Revillagigedo  Island.  <  Closed  on  all  birds 
and  animals  except  fur  animals.) 

5  46.188  Mitkof  Island.  In  fur  dis- 
trict 1:  Embracing  the  drainage  area 
of  Wrangell  Narrows  from  Sandy  Beach 
on  the  north  side  of  Mitkof  Island  south- 
ward to  Blind  Point,  mort  particularly 
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dr-^cribed  as  follows :  Beginning  at  Mean- 
dor  corner  between  sees.  23  and  26  of 
T.  60  S.,  R.  79  E.,  Copper  River  Meridian, 
located  on  Blind  Point  in  Wrangell  Nar- 
rows; thence  easterly  88.13  chains  to  the 
>;outhea.st  corner  of  sec.  24  of  the  same 
tov.  nship:  thence  north  along  the  town- 
ship line  4  miles  to  the  northeast  corner 
of  sec.  1  of  the  same  township;  thence 
northerly  along  the  summit  of  the  ridge 
bounding  the  drainage  area  tributary  to 
Wrangell  Narrows  and  Frederick  Sound 
until  the  shore  of  Frederick  Sound  is 
reached  at  the  Witness  Corner  Meander 
Corner  between  sees.  35  and  36  of  T.  58 
S.  R.  79  E..  Copper  River  Meridian,  on 
th<  shore  thereof;  thence  northwesterly 
along  the  shore  of  Frederick  Sound  to 
the  entrance  of  Wrangell  Narrows; 
thence  southerly  along  the  center  of  the 
steamboat  channel  of  Wrangell  Narrows 
to  the  place  of  beginning  on  Blind  Point. 
(Closed  on  game  animals  and  beavers.) 

?  46.189  Shoemaker  Bay.  In  fur  dis- 
trrrt  1:  Embracing  the  entire  watershed 
of  Pat  Creek  and  that  portion  of  Wrangell 
Island  draining  into  Zimovia  Strait  from 
Pat  Creek  to  Polk  Point.  "Closed  on  all 
game  animals  and  beaver.) 

5  46.190  Highway.  A  strip  one-quar- 
ter mile  wide  on  each  side  of  all  public 
highways  in  Alaska,  except  on  the  Kenai 
Peninsula  where  such  strips  shall  be  one- 
half  mile  wide  on  each  side  of  all  public 
highways.  (Closed  on  all  game  animals 
except  black  bears,  hare,  or  rabbit.) 

5  46.191  Alaska  Railroad.  In  fur  dis- 
tricts 2  and  6:  A  strip  one-half  mile  wide 
on  each  side  of  the  Alaska  Railroad. 
•  Closed  on  all  game  animals  except  black 
bea;s.  hare  or  rabbit.) 

5  46.192  Mount  Hayes- Blair  Lakes 
Rcjuac.  In  fur  district  6:  Beginning  on 
the  Bonnifield  Trail  on  the  south  bank 
of  tlie  Tanana  River  about  4  miles  .<:outh 
of  Fairbanks;  thence  southerly  along 
said  trail  to  Wood  River;  thence  south- 
ca.ster]y  up  Wood  River  to  Snow  Gulch; 
thence  southerly  to  the  summit  of  Mount 
Deborah;  thence  easterly  along  the  sum- 
mit  of  the  Alaska  Range  to  the  summits 
of  H  •  s  Mountain  and  Mount  Hayes  and 
to  a  point  on  the  Delta  River,  sometimes 
known  as  Big  Delta  River,  due  west  of 
Rapids  Roadhou.se;  thence  northerly 
alon-  the  west  bank  of  Delta  River  to  a 
point  due  west  of  Beals  Cache;  thence 
ea.strily  past  Beals  Cache  to  a  point  5 
mil(  east  of  the  Richard.son  Highway; 
thciKe  northerly  paralleling  Richardson 
Hit;!  way  at  a  di.stance  of  5  miles  to  the 
south  bank  of  the  Tanana  River;  thence 
nortliwesterly  along  the  south  bank  of 
the  Tanana  River  to  point  of  begin- 
ninp  on  Bonnifield  Trail,  embracing  an 
area  of  approximately  3.000  square  miles. 
<C!c  ,d  on  all  game  animals  except  black 
war  ,  hare  or  rabbit.) 

?  46  193  Kodiak-Afognak  I slan-d 
»'■''!.;'  In  fur  district  3:  All  of  the 
Islarris  In  the  Kodiak-Afognak  Island 
Rro!;p      (Closed  on  deer.) 

S  4fj  194  Kenai  Peninsula  No.  1.  In 
fur  district  2:  That  part  of  the  Kenai 
Natirnal  Moose  Range  lying  north  of  the 
Kenai  River  and  west  of  the  Chugach 
National  Forest,  Thurman  Creek,  and 
Chick  .loon  River.    (Hosed  on  moose.) 
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5  46.195  Turnagain  Arm.  In  fur  dis- 
trict 2:  The  entire  drainage  into  Turn- 
again  Arm  between  milepost  52  Alaska 
Railroad  and  milepost  72  Alaska  Rail- 
road.    (Closed  on  moose.) 

§  46.196  Alaska  Peninsula.  In  fur 
districts  3  and  4:  South  and  west  of  Nak- 
nek  River,  Naknek  Lake  and  the  Katmai 
National  Monument.    (Closed  on  moose.) 

§46.197  Colville  River.  In  fur  district 
8:  The  Colville  River  drainage  including 
all  of  its  tributaries.    (Clo.sed  on  moose.) 

§  46.198  Endicott-Tracy  Arm.  (In 
fur  district  1 :  All  of  the  watershed  into 
Endicott  Arm.  Ford's  Terror  and  Tracy 
Arm  in  Holkham  Bafy.    (Closed  on  goats.) 

g  46.199  Cooper  Landing.  In  fur  dis- 
trict 2 :  Bsginning  at  the  Forest  Service 
trail  from  Kenai  Lake  and  running  to 
Cooper  Lake  and  following  this  trail  to 
its  confluence  with  Upper  Russian  Lake; 
thence  downstream  along  upper  and 
lower  Russian  Lakes  and  Russian  River 
to  its  confluence  with  Kenai  River; 
thence  north  along  the  National  Forest 
Boundary  line  to  Chickaloon  River; 
thence  easterly  to  Summit  Lake  on  Hope 
Highway;  thence  southerly  and  westerly 
along  the  Hope  Highway  and  Quartz 
Creek  Road  to  Kenai  Lake;  thence  south- 
erly along  the  west  side  of^Kenai  Lake  to 
place  of  beginning.  ( Closed  on  goats  and 
sheep.) 

§  46.200  Kenai  Peninsula  No.  2.  In 
fur  district  2 :  Eastern  part  of  the  Kenai 
Penfhsula  east  of  the  center  line  of  the 
Alaska  Railroad  and  north  of  a  line  from 
the  Town  of  Seward  due  east  to  the 
Bainbridge  Glacier.  (Closed,  on  goats 
and  sheep.) 

§46.201  Girdivood.    In  fur  district  2- 
Beginning  at  the  center  of  the  bridge  of 
the   Crow   Creek   road   over   California 
Creek,  at  approximately  latitude  60  58' 
north    and    longitude    149 '8'    west    of 
Greenwich,  as  shown  on  the  preliminary 
topographic  map  of  the  Girdwood  Dis- 
trict, Alaska,  1931,  published  by  the  Geo- 
logical Survey,  Department  of  the  In- 
terior; thence  on  a  course  bearing  due 
east  continuing  in  a  straight  line  to  the 
wect    bank    of    Glacier    Creek;    thence 
northeasteriy    following    the    west    and 
north  bank  of  said  creek  and  its  largest 
northern  tributary  to  its  head;  thence 
along  the  west  side  of  the   glacier  it 
drains  to  the  summit  of  the  divide  be- 
tween Glacier  Creek  and  the  drainage  to 
the    north    at    approximately    latitude 
61  2'30"    north,    longitude    149      west; 
thence  westerly  and  northerly  along  .said 
divide  around  the  head  of  Raven  Glacier 
to  a  point  where  said  divide  intersects 
the  western  margin  of  the  most  northern 
glacier  in  Raven  Creek  basin;  thence  fol- 
lowing northeasterly  and  westerly  along 
the   western   and   southern   margin   of 
Eagle  Glacier  to  its  termination;  thence 
westerly  in  a  straight  line  to  the  junction 
of    Camp    and    Raven    Creeks;    thence 
southwesterly  along  the  south  bank  of 
Camp  Creek  to  its  head,  at  the  divide 
between  Camp  Creek  and  the  North  Fork 
Ship  Creek;  thence  northwesterly  down 
the  valley  of  the  North  Fork  Ship  Creek 
to  a  small  lake  in  this  valley;  thence 
westerly  along  the  south  shore  of  said 
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lake  and  continuing  westerly  along  the 
south  bank  of  North  Fork  Ship  Creek 
to  the  Junction  of  said  creek  with  its 
first  large  tributary  from  the  south,  en- 
tering it  about  1  mile  east  of  Bird  Creek 
pass;  thence  souttierly  along  the  west 
bank  of  said  tributary  and  its  most 
westerly  branch  to  the  divide  betv.een 
North  Fork  Ship  Creek  and  Bird  Creek; 
and  thence  southwesterly  in  a  .«:traiRht 
line  to  the  junction  of  Bird  Creek  with 
its  first  large  tributary  from  the  head 
entering  it  from  the  south;  thence  south- 
easterly along  the  northern  and  eastern 
side  of  the  stream  bed  of  said  tributary 
to  the  summit  of  the  divide  between  the 
said  tributary  and  the  drainage  of  Cali- 
fornia Creek;  thence  southerly  along  the 
divide  between  California  Creel:  and  Bird 
Creek  to  a  summit  marked  4322  on  the 
said  preliminary  topographic  map  of 
Girdwood  District.  Alaska,  said  point 
being  in  approximately  latitude  60'^59' 
north,  longitude  149'11'15"  wc.<;t;  thence 
southeasterly  in  a  .straight  line  to  the 
point  of  beginning  (containing  approxi- 
mately 77  square  miles,  and  closed  on 
mountain  goats  and  mountain  sheep). 

5  46  202  Sheep  Mountain.  In  fur  dis- 
trict 2:  Bcginninp;  at  Caribou  Creek  Mile 
107  Glenn  Highway;  thence  easterly 
along  highway  to  Mile  123;  thence  in  a 
line  going  north  to  Squaw  Creek;  thence 
downstream  to  Caribou  Creek  and  down- 
.'Jlream  to  point  of  beginning.  (Closed  on 
goats  and  sheep.) 

§  46.203  Kenai  Peninsula  No.  3.  In 
fur  district  2:  All  of  the  area  south  and 
we>t  of  the  National  Forest  Boundary  line 
running  from  Chickaloon  Bay  to  Resur- 
rection Bay  near  Seward.  'Closed  on 
mountain  sheep.) 

?  46.204  Thayer  Mountain.  On  Ad- 
miralty Island,  fur  district  1 :  Beginning 
at  the  foot  of  the  waterfall  at  the  mouth 
of  Hasselborg  River  on  Salt  Lake,  head  of 
Mitchell  Bay;  thence  along  the  easterly 
bank  of  the  Hasselborg  River  to  the  out- 
let of  Hasselborg  Lake;  thence  along  the 
west  shore  of  said  lake  to  the  outlet  of 
the  creek  flowing  Into  the  head  of  the 
lake;  thence  upstream  along  (he  east 
bank  of  said  creek  to  the  trail  crossing; 
thence  in  a  southwesterly  direction  along 
the  trail  to  the  head  of  Thayer  Lake; 
thence  along  the  ea.sterly  shore  of  said 
lake  to  the  extreme  .southern  end  of  the 
lake;  thence  southeasterly  approxi- 
mately 2  miles  in  a  straight  line  to  the 
west  end  of  Salt  Lake  at  the  head  of 
Mitchell  Bay;  thence  along  to  the  line  of 
mean  high  tide  of  Salt  Lake  to  the  foot 
of  the  waterfall  on  Hasselborg  River,  the 
place  of  beginning  (containing  approxi- 
mately 60  square  miles  and  closed  on 
large  bro\v:n  and  grizzly  bears ) . 

§  46.205  'Pack  Creek.  On  Admiralty 
Island,  fur  di.strict  1:  The  entire  water- 
shed of  Pack  Creek,  which  empties  into 
Seymour  Canal  near  the  north  side  of 
the  entrance  to  Windfall  Harbor  (con- 
taining approximately  21  square  mile.s,- 
and  closed  on  large  brown  and  grizzly 
bears  > . 

§  46.206  Clearwater.  In  fur  district 
6 :  The  Clearwater  Creek  drainage,  lying 
south  of  the  Tanana  River  and  between 
the  Richardson  Highway  and  the  Big 
Gerstle  River.     (Closed  on  beaverj 
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22.  Sections    46.207    and    46.208    are 
deleted. 

23.  New  sections  are  added  to  read  as 
follows: 

PERMITS 

5  46.211  To  collect  for  scientific  and 
propagating  purposes  or  for  protection  of 
property.  The  Director  or  the  Regional 
Director,  upon  recommendation  of  the 
Commission,  may.  for  areas  other  than 
tho.se  administered  by  the  National  Park 
Service,  prescribe  the  terms  and  condi- 
tions of  and  issue  permits  authorizing 
the  taking,  possession  (but.  In  the  ca.se 
of  fur  animals,  subject  to  applicable  fur 
farm  licensing  provisions),  purchase, 
sale,  exchange,  exportation,  or  importa- 
tion of  such  animals,  fishes,  birds  other 
than  migratory  birds,  and  their  nests  and 
eggs  for  scientific,  propagating,  educa- 
tional, or  exhibition  purposes,  and  for 
the  protection  of  property  as  the  one 
Issuing  the  permit  may  determine  from 
time  to  time  to  be  consistent  with  the 
proper  conservation  and  development  of 
the  species. 

§46.212  Carrying  and  exhibition.  Any 
such  permit  shall  be  carried  by  the  per- 
mittee when  taking,  possessing,  or  trans- 
porting said  animals,  fishes,  birds,  or 
their  nests  or  eggs,  and  shall  be  exhibited 
to  any  Pish  and  Wildlife  Service  enforce- 
ment agent  or  other  person  requesting 
to  see  it. 

§  46.213  Applications.  Application^ 
for  all  such  permits  should  be  addressed 
to  the  Director.  Fi.sh  and  Wildlife  Serv- 
ice, Washington  25,  D.  C.  or  to  the 
Regional  Director.  Fish  and  Wildlife 
Service,  Juneau,  Alaska. 

§  46.214  Reports.  Reports  of  opera- 
tions required  under  the  terms  of  any 
permit  shall  be  filed  on  or  before  the 
tenth  day  of  January  following  issuance 
of  the  permit  with  the  Director.  Fish 
and  Wildlife  Service.  Washington  25. 
D.  C,  or  with  the  Regional  Director.  Fish 
and  Wildlife  Service,  Juneau.  Alaska. 

These  amendment  shall  become  effec- 
tive on  July  1,  1949. 

(Sec.  9.  43  Stat.   743.  as  amended:   48 
U.  S.  e.  198> 

(seal)  J.  A.  Kruo. 

Secretary  of  the  Interior. 

May  2.  1949. 

(F    R.    Doc.   49-3792:    Piled.   May    11,    1949; 
8  48  a    ml 


RULES  AND  REGULATIONS 

Subchapter  F — Alaska  Commercial  Fish«ri«t 

Part  102 — General  Provisions 

Part  122 — Southeastern  Alaska  Area. 
Clarence  Strait  District.  Salmon 
Fisheries 

miscellaneous  amendments 

Studies  on  the  requirement  that  sec- 
tions of  the  heart  walls  of  salmon  traps 
be  lifted  during  all  periods  when  fishing 
is  prohibited  (14  F.  R.  894,  §  102.28)  have 
revealed  that  technical  details  of  trap 
construction  make  conformance  imprac- 
tical. Cooperative  investigation  by  ex- 
perienced trap  operators  and  Service  per- 
sonnel has  devised  a  substitute  method 
which  is  feasible  and  will  achieve  the  de- 
sired objective  of  making  trap  closure 
more  enforceable  than  in  previous  years. 

Alaska  salmon  trap  operators,  through 
a  committee  appointed  for  that  purpose, 
requested  modification  of  the  method  of 
trap  closure  and  this  committee  partici- 
pated in  devising  a  practical  method  of 
closure  which  is  .set  forth  in  this  amend- 
ment. In  view  of'this  participation  by 
the  only  segment  of  the  industry  affected 
It  is  found  that  further  notice  and  pub- 
lic procedure  thereon  ai;e  unnecessary. 

Provision  for  an  open  salmon  fishing 
season  in  the  North  Behm  Canal  section 
of  the  Clarence  Strait  district  was  in- 
tended as  a  part  of  the  Alaska  fishing 
regulations  for  1949  (14  F.  R.  894)  but 
was  inadvertently  omitted. 

In  order  to  require  a  more  practical  yet 
effective  means  of  closing  salmon  traps 
to  fishing  and  to  provide  a  salmon  fish- 
ing season  consistent  with  adjoining  dis- 
tricts for  the  North  Behm  Canal  section, 
the  following  provisions  are  adopted: 

1.  Section  102.28  Is  amended  to  read 
as  follows: 

§  102.28  litethod  of  closing  salmon 
traps.  During  all  periods  when  fishing 
Is  prohibited,  the  heart  walls  of  salmon 
traps  shall  be  lifted  or  lowered  in  accord- 
ance with  the  method  prescribed  by  sec- 
tion 5  of  the  act  of  June  6,  1924,  and 
the  tunnels  from  hearts  to  pots  shall  be 
closed  in  the  following  manner: 

<  a )  Floating  traps.  Poles  shall  be  per- 
manently secured  to  the  webbing  at  each 
side  of  the  mouth  of  the  pot  tunnel  and 
shall  extend  from  the  tunnel  floor  to  a 
height  at  least  two  feet  above  the  water. 
A  draw  line  shall  be  reeved  through  the 
lower  ends  of  both  poles  and  the  top  of 
one,  and  the  upper  end  of  this  line  shall 
be  spliced  to  a  length  of  chain.  The  two 
tunnel  walls  must  be  overlapped  as  far 
as  possible  across  the  pot  gap  and  the 
draw  line  must  be  pulled  tight  .so  as  to 
completely  close  the  bottom  of  the  tun- 
nel. The  pole  on  the  right  side  of  the 
pot  gap.  as  viewed  from  the  shore,  must 


be  painted  bright  red  above  water  and 
the  pole  on  the  left  bright  green.  Serially 
numbered  seals  issued  by  the  Fish  and 
Wildlife  Service  shall  be  affixed  around 
the  top  rib  lines  and  webbing  of  both 
tunnel  walls  next  to  each  pole  and  a  link 
of  the  chain  must  be  included  in  one  r.f 
the  ..eals.  Seals  must  be  attached  in  such 
manner  that  the  trap  cannot  be  fi-sh-  d 
without  breaking  them. 

(b)  Stationary  trap^.  A  draw  line 
shall  be  secured  to  the  pot  wall  at  a 
depth  equal  to  that  of  the  bottom  of  the 
tunnel  and  at  least  12  Inches  from  the 
edge  of  the  pot  gap;  shall  be  reevi  d 
through  rings  fastened  at  intervals  of  4 
feet  or  less  on  the  vertical  rib  line  alc»ng 
the  mouth  end  of  the  opposite  tunnel 
wall ;  and  shall  be  spliced  at  its  upper  end 
to  a  length  of  chain.  The  tunnel  shall  be 
pulled  to  one  side  of  the  pot  gap  suffi- 
ciently to  overlap  the  pot  wall  a  minimum 
of  12  inches  and  the  draw  line  shall  be 
pulled  tight  and  secured  by  looping  its 
chain  around  the  capping.  Serially 
numbered  .seals  i.ssued  by  the  Fish  and 
Wildlife  Service  shall  be  affixed,  one  to 
seal  the  tunnel  webbing  to  the  pot  wall 
and  another  to  seal  the  loop  of  chain 
around  the  capping.  Seals  must  be  at- 
tached In  such  manner  that  trap  cannot 
be  fished  without  breaking  them.  (43 
Stat.  465;  48  U.  S.  C.  225) 

2.  Section  122  5  Is  amended  to  read  as 
follows: 

5  122.5  Open  season,  central,  south- 
cast,  southicest,  and  north  Behrn  Cnnal 
.section.  Fishing,  other  than  trolling.  In 
the  central,  southeast,  southwest,  and 
north  Behm  Canal  sections  Is  prohibited 
except  from  6  o'clock  antemeridian  Au- 
gust 15  to  6  o'clock  postmeridian  Srp- ' 
tember  3 :  Provided.  That  this  prohibition 
shall  "hot  apply  In  Cholmondeley  Sound 
from  6  o'clock  antemeridian  October  5 
to  6  o'clock  postmeridian  October  15. 
(44  Stat.  752;  48  U.  S.  C.  221) 

The  salmon  fishing  season  In  Alaska. 
as  it  affects  certain  salmon  traps,  opens 
on  May  27.  Accordingly,  in  order  that 
a  practical  closure  method  may  be  made 
applicable  to  such  trap  operations  It  has 
been  determined  that  the  amendment  to 
§  102  28  shall  become  effective  on  May 
27. 1949.  The  amendment  to  5  122  5  shall 
become  effective  30  days  after  publication 
In  the  Federal  Register. 

(43  Stat.  465,  as  amended :  48  U.  S.  C  221 
et  seq.) 

Dated:  I 'ay  4.  1949. 

[seal]  J.  A.  Kruc, 

Secretary  of  the  Interior. 

[P.   R,    Doc.    49  3787:    Filed,   May    11,    1043; 
8  47  a.  m  I 


PROPOSED  RULE  MAKING 


FEDERAL  COMMUNICATIONS 
COMMISSION 

{Docket  No.  9306) 

Class  B  PM  Broadcast  Station 

notice  of  proposed  rule  makino 

In  the  matter  of  amendment  of  Re- 
vised Tentative  Allocation  Plan  for  Class 


B  FM  Broadcast  Station  to  delete  Chan- 
nel No.  222  from  Greensboro.  North  Caro- 
lina, and  to  add  Channel  No.  222  to  Ashe- 
boro.  North  Carolina. 

1,  Notice  Is  hereby  given  of  proposed 
rule  making  In  the  above  entitled  matter. 

2.  It  Is  proposed  to  amend  the  Revised 
Tentative  Allocation  Plan  for  Class  B  FM 
Broadcast  Stations  to  the  extent  that 


Channel  222  will  be  deleted  from  alloca- 
tion to  Greensboro.  North  Carolina,  and 
allocated  to  Asheboro.  North  Carolina. 
for  the  purpose  of  providing  for  a  more 
equitable  and  efficient  utilization  of  FM 
frequencies. 

3.  Authority  for  the  adoption  of  the 
proposed  amendment  Is  contained  In 
sections  303  (c).  (d).  (f)  and  <r)  and 


Thursday,  May  12, 1949 

307  (b)  of  the  Communications  Act  of 
1934.  as  amended. 

4.  Any  interested  party  who  Is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  set  forth  herein, 
may  file  with  the  Commission  on  or  be- 
fore June  6.  1949  a  statement  or  brief 
setting  forth  his  comments.  At  the  same 
time  persons  favoring  the  amendment  as 
proposed  may  file  statements  in  support 
thereof.  The  Commission  will  consider 
all  such  comments  that  are  presented  be- 
fore taking  action  in  the  matter,  and  If 
any  comments  are  submitted  which  ap- 
pf  ar  to  warrant  the  holding  of  a  hearing 
or  oral  argument,  notice  of  the  time  and 
place  of  such  hearing  or  oral  argument 
will  be  given. 

5.  In  accordance  with  the  provisions 
of  5  1.784  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  shall 
be  furnished  the  Commission. 

Adopted;  May  4.  1949. 

Released:  May  5.  1949. 

Federal  Communicatio.ms  • 
Commission. 
ISEAL]  T.  J.  Slov^ie. 

Secretary. 

IF    R.    Doc.   49-3797:    FUed,    May    11,    1949; 
8:48  a.  m.) 


[  47  CFR  Port  63  1 

[Docket  No.  9304 1 

Publication  and  Posting  of  Notices 

notice  of  proposed  rule  making 

In    the    matter    of    amendment    of 
5  63  CO  of  the  Commission's  rules  and 


NATIONAL  MILITARY 
ESTABLISHMENT 

Military     Renegotiation     Pohcy     and 
Review  Board 

Contracts  Containing  Renegotiation 
Clause  E.ntered  Into  by  Department 
OF  the  Air  Force,  Department  of  the 
Navy,  and  Department  of  the  Army 

May  9,  1949. 
In  a  note  to  §  423.322-1  (c)  of  the  Mili- 
tary Renegotiation  Regulations,  pub- 
lished in  the  Federal  Register  on  Thurs- 
day. April  7.  1949  (14  F.  R.  1637),  It  was 
stated  that: 

In  an  effort  to  inform  contractors  and 
subcontractors  as  to  which  prime  contracts 
We  .'■ubject  to  renegotiation  and  thus  assist 
thfm  In  segregating  sales,  tlie  Policy  and 
RevK  w  Board  will  cause  a  list  of  the  num- 
bers of  such  prime  contracts  together  with 
the  names  of  the  contractors  holding  such 
coir.r:ici8  to  be  published  in  the  Federal 
KEGisrER.  The  publication  of  the  contract 
numbers  and  names  will  be  brought  up  to 
*>te  periodically.  Such  publication  Is  only 
lor  the  purpose  of  disseminating  information 
•nd  although  every  effort  will  be  made  to 
nave   the   lists    complete   and   accurate    the 

No.  91— 2—2 
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regulations  regarding  publication  and 
posting  of  notice  of  the  filing  of  applica- 
tions to  close,  or  reduce  hours  of  service 
at  branch  telegraph  oflBces. 

1.  Notice  Is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  matter, 

2.  Section  63.90  of  the  Commission's 
rules  and  regulations  requires  an  appli- 
cant to  give  notice  of  the  filing  of  appli- 
cations or  informal  requests  for  authority 
to  close,  or  reduce  hours  of  service  at, 
branch  telegraph  offices  (except  in  cer- 
tain cases  specified  therein)  by  posting 
notice  at  the  office  and  by  publishing 
notice  in  a  newspaper  of  general  circu- 
lation in  the  community  or  part  of  the 
community  affected. 

3.  The  Western  Union  Telegraph  Com- 
pany by  letter,  dated  December  7,  1948, 
as  amended  by  letter  dated  March  1, 1949, 
has  requested  the  Commission  to  amend 
§  63. SO  (b)  of  the  Commission's  rules  by 
adding  the  following  additional  sentence: 
"In  the  case  of  an  application  or  informal 
request  pertaining  to  a  branch  office, 
other  than  a  request  under  S  63.68.  the 
applicant  may^  in  lieu  of  causing  a  notice 
to  be  published,  mail  or  deliver  by  mes- 
senger a  notification  containing  infor- 
mation similar  to  the  notice  form  speci- 
fied in  paragraph  (a)  of  this  section  to 
each  telegraph  user  served  by  messenger 
call  box  circuit  or  tie-line  terminating  at 
the  branch  office  affected." 

4.  Under  the  projx)sed  change,  the  re- 
quirement in  §  63.90  (a)  of  the  Commis- 
sion's rules  for  posting  notice  at  the 
branch  office  affected  would  be  continued, 
but  Individual  notice  to  patrons  served 
by  messenger  call  box  circuits  or  by  tele- 
printer tie-lines  terminating  at  the 
branch  office  affected  would  be  permitted 
in  lieu  of  publication  of  notice  In  a  news- 
paper.   The  Company  indicates  that  It 
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omission  of  the  number  of  a  contract  subject 
to  the  act  will  not  thereby  relieve  the  con- 
tractor and  subcontractors  thereunder  from 
renegotiation.  Conversely,  the  inclusion  in 
the  published  list  of  the  number «f  a  contract 
which  is  not  subject  to  the  net  will  not  make 
the  contractor  holding  such  contract  and 
subcontractors  thereunder  subject  to  rene- 
gotiation. Furthermore,  contractors  and 
higher-tier  subcontractors  should  assist  their 
subcontractors  in  making  segregations  by 
a  vising  such  subcontractors  of  the  prime 
contract  number  under  which  such  con- 
tractors and  subcontracts  are  operating. 

Pursuant  to  such  statement  there  fol- 
lows hereafter  the  publication  of  the 
numbers  of  prime  contracts  which  con- 
tain the  renegotiation  article,  together 
with  the  names  of  contractors  holding 
such  contracts.  These  contracts  were 
entered  into  between  May  21,  1948, 
through  December  31.  1948. 

As  stated  in  said  note  the  publication 
of  this  list  Is  for  the  purpose  of  dissem- 
inating information  only  and  the  omis- 
sion of  the  number  of  a  contract  subject 
to  the  Renegotiation  Act  of  1948  will  not 
relieve  the  contractor  and  subcontractors 
thereunder  from  renegotiation,  nor  will 
the  inclusion  in  this  list  of  the  number 
of  a  contract  which  is  not  subject  to  rene- 
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would  be  relieved  of  considerable  expense 
by  this  amendment  and  believes  that  the 
affected  users  would  be  afforded  adequate 
notice  of  the  changes  in  service  proposed. 

5.  Upon  consideration  of  this  request 
and  the  reasons  given  therefor,  it  is  pro- 
posed to  amend  §  63.90  (b)  of  the  Com- 
mission's rules  in  accordance  with  the 
above  request. 

6.  The  proposed  amendment  is  issued 
under  the  authority  of  .sections  4  (i )  and 
214  (b)  of  the  Communications  Act  of 
1934.  as  amended. 

7.  Any  interested  party  who  is  of  the 
opinion  that  the  proposed  amendment 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  manner  .set  forth  herein, 
may  file  with  the  Commission  on  or  be- 
fore June  6.  1949.  a  statement  or  brief 
setting  forth  his  comments.  At  the  same 
time  persons  favoring  the  amendment  as 
proposed  may  file  stat«-ments  in  support 
thereof.  Before  taking  action  in  the 
matter,  the  Commission  will  consider  all 
such  comments  that  are  presented,  and, 
if  any  comments  are  submitted  which  ap- 
pear to  warrant  the  holding  of  a  hearing 
or  oral  argument,  notice  of  the  time  and 
place  of  such  hearing  or  oral  argument 
will  be  given. 

8.  In  accordance  with  the  provisions 
of  S  1.764  of  the  Commission's  rules  and 
regulations,  an  original  and  14  copies  of 
all  statements,  briefs  or  comments  filed 
shall  be  furnished  the  Commission. 

Adopted:  May  4,  1949. 

Released:  May  5,  1949. 

Federal  Communications 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

|F.   R.   Doc.   49-3795;    Filed,   May    11.    19-59; 
8:48  a.  m.| 


gotiation  pursuant  to  the  act  make  the 
contractor  holding  such  contract  and 
subcontracts  thereunder  subject  to  rene- 
gotiation under  the  act. 

A  supplemental  hst  will  be  published 
in  the  near  future  which  will  bring  the 
foregoing  list  more  nearly  up  to  date,  and 
will  correct  such  errors  or  omissions  as 
have  been  discovered  in  the  foregoing 
list. 

Frank  L.  Roberts, 

Chairman. 
Contracts  Containing  the  Renegotiation 
Clause  Entered  Into  by  the  Department 
OF  AiH  Force  and  Department  of  Navy 
From  May  21.  1948.  Through  December  31. 
1948 

Adel  Precision  Products  Corp..  Burbank, 
Calif.:  NOa(s)  9924,  N3a3s-9544.  f^l3836- 
11603.  N383S-1176C,  Order  (33-038)  49-1060. 
AF  33(038)-118,  AF  33(038)-145. 

Aero  Bolt  Screw  Co..  New  York.  N.  Y.: 
N383S-13127. 

Aero  Instrument  Co..  Cleveland  2.  Ohio: 
Order  (33-038)49-931. 

Aerojet  Engineering  Corp..  Azusa.  Calif.: 
NOa(s)  8496,  NOa(s)  9764. 

Aeroqulp  Corp..  Jackson,  Mich.:  N383s- 
8855. 

Aero  Supply  Manufacturing  Co.,  Inc., 
Corry,   Pa.;   N383s-8453,    N383S-G228,    N383s- 
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10167.  N3838-10745.  N3838-10846.  N3838-12014. 
N3838-12295.  N383s-11208. 

The    Aerotec    Corp..    Greenwich.     Conn.; 
N383S-13005. 

Air  Associates.  Inc.  Teterboro.  N.  J.: 
NOa(s)  9975.  N3838-8383.  N383S-9035,  N383s- 
9117.  N3838-9598.  N3838-98a9.  N3838-12142, 
N383S-13396.  N3838-13126.  N383s-13211.  Order 
(33-038)48-3756.  Order  (33-038)49-268.  AF 
•  33 (038) -47. 

Airborne  Accessories  Corp..  Hillside.  N.  J^; 
N383S-12989. 

Airborne  Instruments  Laboratory  Co.. 
Mlneola.  N.  Y.:  W33-038  ac  21293.  W33-038 
ac  21851. 

Alrchox  Co..  Chicago.  111.;   N383s-9207. 

Alrcooled  Motors.  Inc..  Syracuse.  N.  Y.: 
W33  038  ac  21861. 

Aircraft  Engineering  Products,  Inc..  Clifton, 
N.  J.:   N3833  8577. 

Aircraft  Fitting  Co..  The,  Cleveland.  Ohio: 
W33-038  ac  22296. 

Aircraft  Hardware  Manufacturing  Co..  Inc.. 
New  York.  N.  Y.:  AF  33  (038) -147. 

Aircraft  Mechanics.  Inc..  Colorado  Springs, 
Colo.:  N383S- 12641. 

Aircraft  Radio  Corp..  Boonton.  N.  J.: 
NOa(8)  9885  Amendment  No.  1  to  Letter  of 
Intent. 

Aircraft  Service  Corp.,  Valley  Stream,  N.  Y.: 

NOa(s)  8751. 

Air  King  Products  Co..  Inc..  Brooklyn  82. 
N.  Y.:  NOb(s)   47187. 

Airplane  &  Marine  Instruments.  Inc., 
Clearfield.  Pa.:  Order  (33-038)49-206. 

Alrqulpment  Co..  Burbank.  Calif.:  N383s- 

13156. 

Air-Shields.    Inc..    Hatboro.    Pa.:     N383b- 

11434. 

Alar  Products.  Inc..  Cleveland.  Ohio:  Order 
(33  038)49-165.  Order   (33-038)49-176. 

Aldon  Products  Co.,  Duncannon.  Pa.: 
N3838- 10622 

Alton  Iron  Works.  Inc..  New  York.  N.  Y.: 
Nl 563-26501. 

Aluminum  Co.  of  America.  Pittsburgh.  Pa.: 
N383S  9167,  N383s-9468.  N383s-10594. 

American  Air  Filter  Co..  Inc  .  Louisville. 
Ky.:  N383S-9911 

American  Locomotive  Co..  Schenectady. 
N    Y.:  N3833-12065. 

American  Machine  tt  Metals.  Inc  .  East 
Mollne.  Ill— U.  S.  Gau^e  Division:  N383s- 
10671.  N3838-11244.  N383.S-12291 .  N383s-12689. 
N383!i-9148,  Order  (33-038)49-267.  Order 
(33-038)49-743.  Order   (33-038(49-868. 

American  Phenolic  Corp..  Chicago,  111.: 
W33-038  ac  22011,  W33-038  ac  22445,  W33- 
038  ac  22509.  Order  (33-038)  48-4111.  AF  33 
(0381-164.  Order  (33-038)49-1537. 

American  Radio  Hardware  Co..  Inc..  Mount 
Vernon.  N  J.:  Order  (33-038)49-202. 

Ampro  Corporation.  Chicago.  III.:  N383s- 
12418. 

Anithor  Testing  Instrument  Co.,  Inc.. 
Brooklyn.  N.  Y.;  N3833-11118. 

Anemostate  Corp.  of  America.  New  York. 
N.   Y.:   N383S-12909 

Arens  Controls.  Inc..  Chicago,  111.:  N383s- 
•  12026. 

Armstrong  Cork  Co..  Lancaster.  Pa.:  Order 
(33  033)49-508. 

Aro  Equipment  Co.,  The.  Bryan,  Ohio:  Or- 
der (33-038)48-4090.  Order  (33-038)49-121. 
Order   (33-038149-1237. 

Arrowhead  Rubber  Co  .  Los  Angeles.  Calif.: 
Order  (33-038)48-4270.  Order  (33-038)49-551. 
Order  (33-038)49-1278. 

Atlantic  Brass  Si  Copper  Co..  Inc.:  AF 
33(038) -27. 

Automatic  Locking  Devices.  Inc.,  Bridge- 
port. Conn.:   N383S-12678. 

Automotive  Rubber  Co.,  Inc..  Detroit  4, 
Mich.:   AF  33(038) -146. 

Avco-Manufacturlng  Corp.,  WlUiamsport, 
Pa —Lycoming  Division:  N383»-10880. 

B.  G.  Corp.,  The,  New  York.  N.  Y.:  N3833- 
9915.  Order  (33-038)48-3878. 

B\h'i  Co.  Inc.,  Glendale,  Calif.:  AF 
83 (038) -479. 
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Barber  Colman  Co.,  Rockford,  lU.i  Order 
(33-038)48-3962,  Order   (33-038)49-253. 

Barden  Corp.,  The.  Danbury,  Conn.; 
N383S-10475. 

Bausch  &  Lomb  Optical  Co.,  Rochester, 
N.  Y.:  N3838-10408,  N3838-13637. 

Beech  Aircraft  Corp..  Wichita.  Kans.: 
N3838-9202.  N3838-10677.  N383S-11817.  Order 
(33-038)49-182. 

Behr-Mannlng  Corp..  Troy.  N.  Y.:  W33-038 
ac  22530. 

Bell  Aircraft  Corp.,  Buffalo.  N.  Y.:  N383s- 
9319,  N3838-9455,  N383S-9982.  N3838-12400. 
W33-038  ac  21380.  W33-038  ac  21857. 

Bendlx  Aviation  Corp.,  Detroit  2.  Mich.— 
EcUpse-Ploneer  Division:  NOa(s)  8481 
Amendment  No.  3.  NOais)  9880,  NOa(s) 
9889.  NOa(s)  10180.  N383s-8532.  N383s- 
9018  N3836-9032.  N383s-9140.  N383s  9345. 
N383S-9504.  N383s-9705.  N3838-9799, 

N3833-9813.  N383s-9856.  N383s-10182. 
N3838-10205.  N383s-10345.  N383s-10346. 
N383S-10557.  N3838-10625,  N383S-11336. 
N383S-11365.  N3838-11404.  N3838-11615. 
N3838-11786,  N3838-11787.  N3838-11788, 
N3838-11797,  N3838-12150,  N3838-12187, 
N383S-12236.  N383s-12957,  N383S-12981. 
N3838-12982.  N383s-13313.  N383s-13573. 
N383S-6922,  N383s-13905.  N383s-8728. 
N383S-9811,  Order  (33-038)48-3797,  Order 
(33-038)48-4091,  Order  (33-038)48-4219. 
Order  (33-038)48-4234.  Order  (33-038)49- 
153.  Order  (33-038)49-177.  W33-038  ac 
22120.  W33-038  ac  22493,  W33-038  ac  22631. 
Order  (33-038)49-312.  Order  (33-038)49- 
347.  Order  (33-038)49-353.  Order  (33-038)- 
49-396.  Order  (33-038)49-610,  Order  (33- 
033)49-742.  Order  (33-038)49-539.  Order 
(33-038)49-771.  Order  (33-038)49-1148. Or- 
der (33-038)49-1161.  Order  (33-038)49- 
1376. 

Bendlx  Radio  Division:  NOa(s)  10082. 
N383S-11869,  W33-038  ac  21317. 

Bendlx  Products  Division:  N383s-9198. 
N383S-9874.  N3838-10163.  N3838-10226. 
N3838-10414.  N3838-12438.  N3838-12480. 
N3838-12498.  N3838-7652.  Order  (33-038)48- 
3815.  Order  (33-038)48^3897.  Order  (33- 
038)48-3899.  N383s-9097.  Order  (33- 
038)48-4099,  W33-038  ac  21383.  W33-038  ac 
21747.  W33-038  ac  21748.  W33-038  ac  21767. 
W33-038  ac  21769.  W33-038  ac  22115,  W33- 
038  ac  22117.  W33-038  ac  22209.  W33-038  ac 
22302.  Order  (33-038)49-725.  Order  (33- 
038)49-1090. 

Scintilla  Magneto  EMvlslon:  N383s-9943. 
N383S-11616.  N383S-12148,  N383s-13490, 
N383S-13571,  N383s-9863,  N383s-10477. 
N3838-11454.  N383s-9498.  Order  (33-038) 
49  355.  Order  (33-038)49-419,  Order  (33- 
038)49  452. 

Pacific  Division  :  N383s-9706,  N383s-9906, 
N383S  10525.  N383s-10574.  N383S-10755. 
N383S-11711.  N3838-11718.  N383S-11734. 
N383S-11933.  N383s-10342.  N383s-11572, 
N383S  9224.  Order  (33  038)48-4353,  W33- 
038  ac  22030,  Order  (33-038)49-778. 

Bertea  Products,  Pasadena,  Calif.:  N3838- 
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Blrma  Manufacturing  Co.,  Inc.,  Buffalo. 

N.  Y.:  N383S-10119. 

Bobrick  Manufacturing  Corp.,  Los  Angeles, 
Calif.:   N383S-10046.  N383S-13647 

Boeing  Airplane  Co.,  Seattle,  Wash.:  W33- 
038  ac  21285.  W33-038  ac  21761. 

Bok   Machine   Products  Co..   Fort   Wayne. 
Ind.:  Order  (33-038)49-134. 

Booz    Allen    &    Hamilton,    Chicago.    111.: 
W33-038  ac  22055. 

Borg-Warner   Corporation.  Cleveland. 

Ohio — 

Pesco  Products  Division:  N383s-8862, 
N383S-8865. N383s-9124.  N383s  9447.  N383S- 
9518.  N383S-9845.  N383s-9860,  N383s  10005. 
N383S-10124,  N383s-10164.  N383s-10713. 
N383S-11947.  N3838-13264.  N383s-13228. 
N383S-13893.  N383S-10361.  Order  (33-038) 
49-886,  Order  (33-038)49-939.  Order  (33- 
(}88)  49-364.  Order  (33-038)49-423,  Order 
(33  038)49-769.  W83-038  ac  22419,  Order 
(33-038)49-200 
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Marvel -Schebler  Carb  Division:  W33  033 
ac  22598. 

Bowser.  Inc.,  Yott  Wayne.  Ind.:  W33-038  ac 
21381. 

L.  S  Brach  Manufacturing  Corp.,  Newark  4. 
N  J.:  Order  (33-038)48-3752,  Order  (33-038) 
48-4166.  W33-038  ac  22010.  AF  33(038)-418. 

Breeze  Corporations,  Inc.,  Newark,  N.  J.: 
N383S-9057,  N3838-13488,  N383S-13555,  Order 
(33-038)48-4092. 

Breslee  Manufacturing  Co.,  Inc..  New  York. 
N.  Y.:  N3838-13166. 

Bruce  Payne  &  Associates.  Inc..  Westport. 
Conn  :   W33-038  ac  21656. 

8.  Buchsbaum  &  Co..  Chicago.  Dl.:  N383s- 
12131. 

Camloc  Fastener  Corp..  New  York.  N.  Y  : 
Order  (33-038)48-4208. 

Cannon  Electric  Development  Co..  Los  An- 
geles. Calif.:  W33-038  ac  22282.  W33-038  ac 
22510.  AF  33 (038) -163. 

Capewell  Manufacturing  Co..  Hartford. 
Conn.:   N383s-12888.  N383S-9387. 

Castle  HlUs  Corp.,  Plqua.  Ohio:  Order  (33- 
038)49-1040. 

Central  Tool  Co.,  Cranston.  R.  I.:  N383s- 
13781. 

Champion  Spark  Plug  Co..  Toledo.  Ohio.i 
N3838-13630. 

Chapln.  Charles  E..  Co.,  Inc.,  Rutherford. 
N.  J.:  N383s-1373e. 

Chlcksan  Co..  Brea.  Calif.:  N3838-12698 
Clare.    C.    P.    &   Co..   Chicago.   111.:    Order 
(33-038)49-727. 

Clark.  David,  Co.,  Inc  ,  Worcester,  Mass.: 
W33-038  ac  22234,  Order    (33  038)48-4081. 

Clark,  W.  L.  M..  Inc.,  St.  Louis.  Mo.: 
W33-038   ac   21372. 

The  Cleveland  Pneumatic  Tool  Co.,  Cleve- 
land, Ohio:  N383S-8666,  N383s-9914,  N383s- 
11048.  W33-038  ac  22258. 

Collens  Instrument  Co..  New  York.  N  Y.; 
N383S-11154. 

Collins  Radio  Co.,  Cedar  Rapids,  Iowa: 
NOa(s)   9972,  NOa(s)    10056,  N383s-11929 

Columbus  Engineering  Co.,  Columbus, 
Ohio:  N3838-10483,  N383s-12414. 

Comtor  Co..  The.  Waltham.  Mass.:  N383s- 
1042S. 

Consolidated  Vultee  Corp..  San  Diego. 
Calif.:  NOa(8)   7222  Amendment  No.  30 

Continental  Motors  Corp,  Detroit.  Mirh  : 
Order  (33-038)48  3961.  Order  (33-038»48- 
4206.  Order   (33^38)48-4267. 

Control  Instrument  Co.,  Inc..  Brooklyn. 
N.  Y.:  NOa(8)    10069. 

Cornelius  Co.,  The,  Minneapolis,  Minn.: 
N383»-10809,  Order  (33-038)48-3956. 

Cornell  Aeronautical  Laboratory  of  Cornell 
Research  Foundation,  Buffalo,  N.  Y.:  NOa(s) 
8289. 

Crystal  Products,  Inc..  Kansas  City,  Mo: 
W33-038  ac  22186. 

Clyne  Manufacturing  Co..  Indianapolis. 
Ind.:   AF  33(038) -142. 

Curtlss-Wright  Corp..  Columbus.  Ohio: 
NOa(s)  7988  Amendment  No.  14 — 

Airplane  Division:  NOa(s)   8664.  NOa(3) 
9165. 

Propeller     Division:     N383s-9871.    Order 
(33-038)48  3814.   W33-038   ac  21379.  W33- 
038  ac  21694.  W33^38  ac  22303. 
Danbury-Knudsen,  Inc  .  Danbury,  Conn.: 
N 156s  26567,  Order   (33-038)49-194. 

Davis  Plvwood  Corp..  The.  Cleveland,  Ohio: 
Order  (33^38)48  4170. 

Dayton  Aircraft  Products  Co..  Dayton, 
Ohio:   Order   (33-038)48  3938 

De  Jur  Ansco  Corp  .  Long  Island  City.  N  Y  : 
Order  (33-038)49-269,  Order  (33-038)49  417. 
Delron   Co.,   Inc.,  The:    Order    (33  038 j 49- 
1292. 

De  Mornay-Budd.  Inc..  New  York,  N  Y.: 
N383S-8503. 

lietrolt  Gasket  Manufacturing  Co..  Detroit, 
Mich.:   AF  33(038) -220. 

Dial  Light  Co.  of  America.  Inc..  New  Y^rk. 
N  Y.:  W33  038  ac  22181.  V.'33-038  ac  22179, 
W33-038  ac  22497. 

Dill  Manufacturing  Co.,  The.  Cleveland. 
Ohio:   W33^38  ac  22107. 


Dome  &  Margolin.  Bethpage,  Long  Island. 
N    Y.:   NOa(s)   10135. 

Douglas  Aircraft  Co..  Inc..  Santa  Monica. 
Calif.:  NOa(8)  9027  Amendment  No.  6 — Let- 
ter of  Intent.  NOa(s)  6539.  NOa(s)  7980 
Amendment  No.  2.  NOa(s)  9989,  N383s-9036, 
N383S-9114.  N383S-9271,  N383.S-10366,  N383s- 
12643,  N383S-13955,  N383S-8173.  Order  (33- 
038)49-892,  N383s-9919. 

Drels  tt  Kump  Manufactiwlng  Co..  Chicago, 
111  :  W33-038  ac  21361. 

Eagle  Signal  Corp.,  Mollne.  111.:  N383s- 
13472. 

Eastern  Industries.  Inc.,  New  Haven,  Conn.: 
NJ83S-8938. 

Eastern  Iron  &  Metal,  Los  Angeles,  Calif.: 
W33-038  ac  22283. 

E.iftern  Specialty  Co..  The.  Philadelphia. 
Pa  :    N383S-12535. 

Eastman  Kodak  Co.,  Rochester,  N.  Y.: 
Order  (33-038)49-1085. 

Edo  Corp  ,  College  Point,  Long  Island.  N.  Y. : 
NOd(s)  9760. 

Edison.  Thomas  A..  Inc..  West  Orange.  N.  J.: 
N383S-10263. 

Elcor.  Inc..  Chicago.  III.:  N163s-226.  W33- 
0:i8  ac  21860.  W33-038  ac  21863,  W33-038  ac 
22120. 

Elastic  Stop  Nut  Corp.  of  America,  Union, 
N   J.:    AF  33(038)-46. 

Electric  Storage  Battery  Co.,  Philadelphia. 
Pa  :    N8sa-3370. 

Electrol,  Inc.,  Kingston,  N.  Y.:  N383s-9729. 
N383S-10360,  N383s-10467,  N383S-10760. 
N:}838-13043,  N383S-12450. 

Electromac  Asstxrlates,  Richland,  Wash.: 
Order  (33-038)48-4031. 

Eli^ln  National  Watch  Co..  Elgin.  111.:  Order 
(33  038)48-3794. 

Emerson  Hectrlc  Manufacturing  Co..  The. 
St    Louis.  Mo.:   NOa(s)    10117. 

Engineering  &  Research  Corp.,  Hyattsvlll*, 
Ifd  :  N383S-11433. 

Essex  Wire  Corp.,  Port  Wayne,  Ind.:  W33- 
038  ac  22443, 

Piirchild  Camera  &  Instrument  Co., 
Jamaica.  N.  Y.:  Order  (33-038)48-4318. 
Oripr  (33-038)48-4331,  W33-038  ac  21315. 
W !  ?  038  ac  22092. 

Palrchlld  Engine  it  Airplane  Corp..  Hagers- 
town.  Md.:  NOa(8)  6323. 

Federal  Communication  Laboratory.  Inc., 
Nutley.  N.  J.:  W33-038  ac  21373. 

Federal  Telephone  k  Radio  Corp..  Clifton, 
N.  J.:   N3838-10949.  W33-038  ac "22019. 

Pelsenthal,  G.  &  Sons.  Inc..  Chicago.  111.: 
N383S- 10502,  N383s-10767,  N383s-8342. 

Fenwal.  Inc..  Ashland,  Mass.:  Order  (33- 
038)49  506. 

Firestone  Industrial  Products  Co.,  Akron, 
OhI.)  :   N383S-9508. 

Firestone  Tire  &  Rubber  Company,  The. 
Akron,  Ohio.:  NOa(s)  10203,  N383s-11343, 
ASO  Order  Number— 10922,  ASO  Order  Num. 
ber  10922-1,  ASO  Order  Number— 10922-2. 
ASO  Order  Number  10922-4,  ASO  Order  Num- 
ber 10922-5.  ASO  Order  Number— 46102. 
ASO  Order  Number-46102-102. 

First  Industrial  Corp..  New  York.  N.  Y.— 
Micro  Switch  Division:  W33-038  ac  22306. 

Flv  By  Nite.  Inc.:  Order   (33-038)49-1153. 

G(S;0  Manufacturing  Co..  The,  New  Haven. 
Conn  :  N3838- 12650. 

Oabb  Manufacturing  Co.,  Inc  .  East  Hart- 
ford. Conn  :   N383s-9120.  N383s-9169. 

G:irrett  Corp.,  The,  Los  Angeles,  Calif. — 
AlresDarch  Manufacturing  Co.  Division: 
N.'583s-9759,  N383S-10288.  N3838-10516.  N3838- 
10612,  N383S-10681,  N383s-10840,  N383S-10979, 
N383S-11448.  Order  (33-038)49-1170. 

General  Controls  Co.,  Glendale,  Calif.: 
N383S  9648.  N383s-12054. 

General  Electric  Co.,  Schenectady.  N.  Y.j 
NOu(s)  10160,  NOa(s)  10301— Letter  of  In- 
tent. NOa(s)  9817  Amendment  No.  1  to  Letter 
of  Intent.  NOa(s)  9951,  NOa(8)  10211,  N3836- 
8707.  N383S-9429,  N383S-9726.  N383s- 10696, 
N383S-11276.  N383s-11308.  N383s-11499, 
N3838-12515,  N383S-13113.  N3838-13466. 
N383S-13519,  N383s-13550,  Order  (33-038) 
**-3790.  Order  (33-038)49-167.  Order  (33-038) 
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49-1163,    Order    (33-038)49-436,    Order    (33- 
038)49-1077,  W33-038  ac  22449. 

General  Motors  Corp.,  Indianapolis,  Ind.: 
NOa(8)  9349  Amendment  No.  2,  NOa(s)  10134, 
Order  (33-038)49-35. 

Allison  Division:  NOa(s)  9697  Amendment 
No.  4.  W33-038  ac  22220. 

Aeroproducts  Division:  N383s-9878.  N3838- 
10098.  W33-038  ac  22259. 

Rochester  Products  Division:  N383s-10211. 
N383S-12110.  N3838-12568. 

Harrison  Radio  Division:  N383s-11481. 
Packard     Electric     Division:     Order     (33- 
038)49-231. 

AC  Spark  Plug  Division:  Order  (33-038)48- 
4080.  Order  (33-038  )  49-494.  W33-038  ac  21420. 

General  Tire  &  Rubber  Co.,  The,  Akron, 
Ohio:  ASO  Order  Number— 10923,  ASO  Order 
Number— 10923-1.  Order  (33-038)48^291, 
Order  (33-038)48-4355,  Order  (33-038)  49-71. 

Gianninl,  G.  M.  &  Co.,  Inc..  Pasadena. 
Calif.:   W33-038  ac  21428. 

Gilflllan  Bros..  Inc..  Los  Angeles.  Calif.: 
AF  (33-038) -254. 

Gill  Electric  Manufacturing  Corp..  Red 
Lands.  Calif.:  N8sa-3367.  N8sa-3368. 

Gladden  Products  Corp.,  Glendale.  Calif.: 
N383S-9425. 

Globe  Corp..  Chicago.  111.:  N383s-13048. 

B.  F.  Goodrich  Co..  Akron.  Ohio:  N383.S- 
8647.  N383S-9136.  N383s-9658,  N383s~97l2. 
N383S-9880.  N383s-11047.  N383s-13556,  N383s- 
9344,  N383S-9485,  ASO  Order  Number— 10924. 
ASO  Order  Number— 10924-1.  ASO  Order 
Number— 10924-2.  ASO  Order  Number— 
10924-3.  ASO  Order  Number— 10924-4,  Order 
(33-038)49-13,  Order  (33-038)49-374,  Order 
(33-038)49-1573.  Order  (33-038)49-544.  W33- 
038  ac  22208,  W33-038  ac  22252,  W33-038  ac 
22254. 

Goodyear  Aircraft  Corp..  Akron.  Ohio: 
NOa(s)  10208 — Letter  of  Intent,  N383s-9699. 
N383S-10646.  W33-038  ac  21302. 

Goodyear  Tire  &  Rubber  Co.,  Inc.,  The, 
Akron.  Ohio:  N383s-10195,  N383s-10700, 
N383S-11347,  N383s-12001,  N383s-12413, 
N383S- 12421.  ASO  Order  Number— 10925.  ASO 
Order  Number — 10925-1.  ASO  Order  Num- 
ber—10925-2,  ASO  Order  Number— 10925-3. 
ASO  Order  Number— 10925-4,  Order  (33- 
038)48  3880.  Order  (33-038)49-451,  Order 
(33-038)48-4108.  Order  (33-038)49-128.  Order 
(33-038)49-749,  Order  (33-038)49-878,  Order 
(33-038)49-426,  Order  (33-038)49-495,  Order 
(33-038)49-614.  W33-038  ac  21818,  W33-038 
ac  22008,  W33-038  ac  22191. 

Graflex.  Inc..  Rochester,  N.  Y.:  Order  (33- 
038)49-773. 

Grand  Distributing  Co..  Detroit.  Mich.: 
Order   (33-038)49-179. 

Green  Machine  Co.,  Inc..  Manchester, 
Conn.:   N383s-10837. 

Greer  Hydraulics.  Inc.,  Brooklyn,  N.  Y.: 
N383S-13398. 

Grimes  Manufacturing  Co..  Urbana,  Ohio: 
N383S  9475.  Order  (33-038)49-934. 

Grumman  Aircraft  Engineering  Corp.. 
Bethpage,  Long  Island,  N.  Y.:  NOa(s)  4946 
Amendment  No.  6,  NOa(s)  8449  Amendment 
No.  19,  NOa(s)  8449  Amendment  No.  20, 
NOa(s)  8449  Amendment  No.  24,  NOa(s)  8449 
Amendment  No.  26,  NOa(s)  9651.  NOa(s) 
4346,  NOa(s)  8271,  NOa(s)  8449  Amendment 
No.  17,  NOa(s)  8663,  NOa{8)  8663  Amendment 
No.  4,  NOa(6)  9403,  NOa(s)  9403  Amendment 
No.  2  to  Letter  of  Intent,  N383s-8524,  N383s- 
8725.  N383S-9044,  N383s-9542.  N383s-10053. 
N383S-10064,  N383d-10290.  N383s-10685. 
N383S-13159,  N383s-14010. 

Hallett  Manufacturing  Co..  Inglewood. 
Calif.:  N3838-9565.  N383s-10938. 

Hart.  Fredrick  tt  Co.,  Inc.,  Poughkeepsle, 
N.  Y.:  W33-038  ac  21864. 

Hartman  Electrical  Manufacturing  Co., 
The,  Mansfield,  Ohio:  NOa(s)  9302  Amend- 
ment No.  3  Order  (33-038)49-141,  Order 
(33-038)49-242,  NOa(8)  9974. 

Hartzell  Industries,  Inc.,  Plqua.  Ohio:  Or- 
der  (33-038)48-4082.  Order   (33-038)49-1041. 

Hell-Coll  Corporation.  Long  Island,  New 
York,  N.  Y.:  N3838-9560. 
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Henry.  Paul  Co..  The:  Order  (33-038)48- 
8821. 

Hetherlngton.  Robert  tt  Sons,  Inc..  Sharon 
Hill,  Pa.:  N156S-26469. 

Hlckok  Electrical  Instrument  Co.,  Cleve- 
land, Ohio:  N383S-8986. 

Houdallle-Hershey  Corp.,  Buffalo.  N.  Y.: 
N383S-10838. 

Hydro-Aire,  Inc.,  Burbank,  Calif.:  N383s- 
9702,  N383S-9789.  N383s-9832,  N383S-10551, 
N383S-10697,   N383s-13797. 

Hydro-Press,  Inc.,  New  York,  N.  Y.:  W33- 
038  ac  21385. 

Ideal  Cold  Heading  Co..  Belleville,  Mich.: 
W33-038  ac  22453. 

Imperial  Brass  Manufacturing  Co.,  ^The, 
Chicago,  111.:  N383s-9138. 

Independent  Awning  &  Canvas  Prod.  Co.: 
AF  33  (038) -456. 

Indiana  Steel  Products  Co.,  The,  Chicago, 
111.:    N3838-10I33. 

Industrial  Contractors,  Inc..  Trenton.  N.  J.: 
N383S-11188. 

Industrial  Tool  tt  Engineering  Co..  Chicago. 
Ill:   NOa(s)  10037. 

Instruments  Corp..  The.  Baltimore.  Md.: 
N383S-13817. 

International  Aero  Factors.  Burbank, 
Calif.:   Order    (33-038)49-1284. 

Interstate  Engineering  Corp..  El  Segundo, 
Calif.:  N383S-9723.  N383s-9864.  Order  (33- 
038)49-513.  Order  (33-038)49-1286. 

Irving  Air  Chute  Co.,  Inc..  Buffalo.  N.  Y.: 
N383S-10630.  N383s-11619. 

Jack  &  Helntz  Precision  Industry.  Inc., 
Cleveland.  Ohio:  NOa(s)  10044.  N383s-12000, 
N383S-12055.  N383s-13777.  N383S-13776, 
N383S-13649.  N156s-26523.  Order  (33-038)49- 
900.  Order  (33-038)49-428.  Order  (33-038)49- 
487.  W33-038  ac  22543.  W33-038  ac  22586. 

Jackson  &  Helt  Machine  Co.,  Philadelphia, 
Pa.:  N156S-26512. 

Johns-Manville  Sales  Corp.,  New  York, 
N.  Y.:  W33-038  ac  22140. 

Junior     Motors     Co..     Philadelphia.     Pa. 
Nl  566— 26502. 

Kalart  Co..  Inc.,  Stamford,  Conn.:  Order 
(33-038)49-774. 

Keck,  William,  Sons.  Joliet.  111.:  AP 
33 (038) -160. 

Kell-Strom  Tool  Co..  Inc..  The.  Hartford, 
Conn.:  N383s-9086.  N383s-9691.  N383s-10402, 
N3838-12996.  N383s-10682.  N383s-13847. 

Kenyon  Instrument  Co..  Inc.,  New  York, 
N.  Y.:  N383S-9996.  N383s-10039.  N383s-11505. 
Kidde.  Walter  &  Co..  Inc.,  Belleville.  N.  J.: 
N383S-9728,  N383s-10154.  N383s-10189.  N383s- 
10240,  N383S-12663, N383s-13305.  N383s-13413. 
Order  (33-038)49-7,  Order  (33-038)49-187. 
Order   (33-038)49-1100. 

Klekhaefer  Corp.,  Cedarburg,  Wis.:  N3838- 
12064. 

Kings  Electronics  Co.,  Brooklyn.  N.  Y.: 
Order    (33-038)48-4093. 

Kingston  Products  Corp..  Kokomo,  Ind.: 
Order    (33-038)48-4017. 

Koehler  Aircraft  Products  Co..  Dayton, 
Ohio:  N383S-12139.  Order  (33-038)49-107. 

Kohler  Company.  Kohler.  Wis.:  N383s- 
10918,  N383S-11780. 

KoUmorgen  0]3tlcal  Corp..  Brooklyn,  N.  Y.: 
NOa(s)8309. 

Koppers  Co..  Inc.,  Baltimore.  Md.  (Metal 
Products  Division)  :  N383s-9216.  Order  (33- 
038)49-199. 

Kralssl  Co.,  Inc..  The,  Hackensack,  N.  J.: 
N383S-11447. 

Lamson  &  Sessions  Co.,  The.  Cleveland, 
Ohio:   N383S-13125. 

La  vole  Laboratory.  Morganvllle.  N.  J.:  Order 
(33-038)48-4290.  W33-038  ac  21665. 

Leach  Relay  Co..  Los  Angeles,  Calif.:  W33- 
038  ac  22108. 

Lear.  Inc..  Grand  Rapids.  Mich.:  N3835- 
10289.  N383S-11768.  N383S-12195.  Romeo 
Pump  Co.  Division:  N383s-9383.  N383s-9448. 
N383S-9979,  Order  (33-038)49-424,  W33-038 
ac  22430. 

The  Lewis  Engineering  Co..  Naugatucl^, 
Conn.:  NOa(s)  9710.  N383s-8991.  N383s-9970, 
N383S-10063,        N383s-10166,        N383s-11401, 
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NOTICES 


N383»- 12399.    Order     (33-038)49-201,    Order 
(33-038149-373. 

Llbby-Owens  Ford  Glass  Co..  Toledo.  Ohio: 
Order   (33-038)49-887. 

Lincoln     Industries.     Inc..     Marlon,     Va.t 
N3a3s-11790.  N383S-10076. 

Link   Aviation.   Inc..   Blnghamton.   N.   Y.: 
N383S-11814.   N383S-12347,  N383s-9109. 

Link.    L.   &   Co..   Inc..    New    York,    N.    Y.: 
NOa(s>     101';9.  T  ,      ^ 

Llquldometer  Corp..  The.  Long  Island. 
N  Y  •  N383S-9122.  N383s  9199,  N383s-10498. 
N383S-10563.  N383s-ni24.  N3838-12157. 
N^835-13540.  N383S-13180.  N383s-13399.  Or- 
der (33-038149-371.  Order  ( 33-038 t 49-372. 
Order  (33-038)49-906.  Order  (33-038)49-1067. 
Order  (33-038)49-940.  W33-038  ac  22506. 

Lockheed  Aircraft  Corp..  Burbank.  Calif.: 
NC>a(si  8524  Amendment  No  8.  NC)a(s»  10169. 
NOa(s)  375,  NOa(8l  3297.  NOais)  5247, 
N383S-9961.  N383S-10344.  N383s-12983.  N383s- 
13074  Order  (33-038)49-318.  Order  (33-038) 
49-486.  Order  (33-038)49-859.  Order  (33- 
038)49-909.  W33-038   ac  21663. 

Lockheed  Aircraft   Service.  Inc.,  Burbank. 
Calif.:   N383S-12980.  N283S-8172. 

Lord  Manufacturing  Co..  Erie.  Pa.:  N383s- 
10678.  Order    (33-038)49-90. 

Loud.  H   W   Machine  Works,  Inc.,  Pomona, 
Calif.:    N333S-11204. 

Lumber   &   Millwork   Co.   of  Philadelphia. 
Philadelphia.  Pa.:  N156s-264.53. 

Lyman  Electronic  Corp.,  Springfield.  Mass.: 
N383S-9795.  „     ^„^^ 

Lynn    Co..    Burbank.    Calif.:     N383s-9034. 

N3838-9125.  ,^„^ 

Mac  Why te  Co..  Kenosha.  Wis. :  AF  33  (038)  - 

156. 

McCauley  Corp..  Dayton.  Ohio:  Order  (33- 

038148-3960. 

McCord  Corp.,  Detroit.  Mich.:  N383s-10385, 
N383s^-11498. 

McDonnel  Aircraft  Corp..  St.  Louis.  Mo.: 
NOa(s)  9381  Amendment  No.  2.  NOa(s) 
10260— Letter  of  Interit.  NOa(s)  6242.  NOa(s) 
9768.  N383S-10183. 

McGrath  &  Co.:  Order  (33-038)  49  1696. 

M.  B.  Manufacturing  Co.,  Inc.,  The,  New 
Haven.  Conn.:   N383s-11502. 

Magnaflux  Corp  .  Chicago.  111.:  N3838-9604. 

Marlln-Rockwell  Corp.,  Jamestown.  N.  Y.: 
N383S-11207. 

Marman   Products  Co..  Inglewood.  Calif.: 

N383S-13255. 

Marquette  Metal  Prod.  Co.  The.  Cleve- 
land Ohio;  N383S- 11676.  N383s-12298,  Order 
(33-038149-748,  Order   (33-038)49-69. 

Manning,  Maxwell  &  Moore,  Inc.,  Bridge- 
port. Conn.  NOa(8)  9842. 

Martin.  Glenn  L.  Co  .  The.  Baltimore.  Md  : 
NOa(s)  4017  Amendment  No.  81.  NOa{s) 
4157.  N383.S-9194.  N383s-10420.  N383s-10732. 
N383S-11152.  W33-038  ac  21286. 

Max.'^on.  W.  L.  Corp.,  The.  New  York.  N.  Y.— 
Maxson    Engineering   Division:    W33-038    ac 

21746. 

Meletron  Corp.,  Los  Angeles.  Calif.:  Order 

(33-038)49-429. 

Melpar.  Inc.,  Alexandria,  Va.:  Order  (33- 
038)43-3855. 

Mid-America    Co.,    Inc.:    Order    (33-038)- 

49-715. 

Minneapolis  Honeywell  Regulator  Co. 
Minneapolis.  Minn.:  Order  (33-038)48-4157. 
AF  33  (038) -212. 

Mitchell  Camera  Co.,  Glendale.  Calif.:  Or- 
der  (33-038)48-4-129. 

Mitchell  Engineering  Co..  The.  Springfield. 
Ohio:  NOa(s)   10066. 

Monmouth  Chemical  Laboratory,  Bradley 
Beach,  N.  J.:  W33-038  ac  22293. 

Moulded  Insulation  Co.,  Philadelphia.  Pa.: 
W33-038  ac  22016. 

National  Electrical  Machine  Shop.  Inc.. 
Silver  Spring.  Md.:  NOa(8)  10162. 

National  Lead  Co.  Philadelphia.  Pa.: 
N383S-8802. 

New  York  Air  Brake  Co  .  The,  New  York, 
N.  Y.:  N383S-10448,  N383s-12526,  Order  (33- 
038)49-871. 


New  York  Rubber  Corp  ,  New  York.  N.  T  : 

N383S-12707.  N3838-12976,  W33-038  ac  21711. 

New  Products  Manufacturing  Co.:  W33-038 

ac  21620.  ^_, 

Nichols.  W.  H  .  Co.,  Waltham.  Mass.:  Order 
(33-038)49-874.  „     .,     ^ 

Niles-Bement-Pond  Co..  West  Hartford. 
Conn —Chandler-Evans  Division:  N3838- 
9698.  N383S-9766,  N383S-10368.  Order  (33- 
038)49-546. 

Nlllson  Electrical  Laboratory.  Inc.,  New 
York    N.  Y.:  Order  (33-038)48-4094. 

North  American  Aviation  Inc.,  Los  Angeles. 
Calif  •  NOa(s)  9773  Amendment  Number  1. 
N383S-9213.  N3838-9806.  N383S-10324.  N383s- 
10792.  W33-038  ac  22173. 

Northrop  Aircraft.  Inc..  Hawthorne.  Calif.: 
W33-038  ac  21721. 

Northwestern    University.    Evanston,    111.: 

NOa(s)    8251. 

Ohio  Chemical  &  Manufacturing  Co..  The, 
Cleveland.  Ohio.:  N383s- 14018. 

Oro  Mfg.  Co.:    W33-038  ac  22536. 

Orthon  Corp..  The.  Paierson.  N.  J.:   NOa(s) 

Oslund  Tool  &  Die  Co.,  The.  Hartford, 
Conn.:     N383s- 10820. 

Pacific  Airmoiive  Corp..  Linden.  N.  J.: 
N3836-12583.  N383s-13574.  N220s-47826A. 

Parker  Appliance  Co..  The.  Cleveland. 
Ohio  •  N383S-9586.  N383S-9833.  N383s-9947. 
N383S-11795.  N383s-12301.  Order  (33-038)49- 
448  Order  (33-038)49-911,  Order  (33-038i49- 
&29'  W33-038  ac  21994.  W33-038  ac  22269. 
W33-038  ac  22294,  V/33-038  ac  22515. 
Patton  Co..  Inc.:  W33-038  ac  21742. 
Palton  Manufacturing  Co..  Inc.,  Spring- 
field. Ohio:    N383S-9200. 

Phaostron  Co..  S.  Pasadena,  Calif..    Order 
(33-038)49-327.  ^   ,    v.. 

Philadelphia    Asbestos    Co..    Philadelphia, 

Pa:    N383S-8758.  ^,^     ^ 

Phllco   Corp..   Philadelphia.   Pa  :     NOa(8) 

8913     Amendment     No.     14.     NOa(8)     9233 

Amendment  No.  1.  NOa(8)  9406. 

Phillips  Control  Corp..  Jollet,  111.:    N156S- 

26463  *" 

Photostatic  Corp.,  Providence.  R.  I.:    Order 

(33-038  )48--4363. 

Plasecki  Corp..  Morton,  Pa.:  NOa(s)  8385 
Amendment  No.  11. 

Plasecki  Helicopter  Corp.,  Morton.  Pa^ 
NOals)  9033  Amendment  No.  4.  NOa(8)  9111 
Amendment  No.  4.  NOa(s)  9111  Amendment 
No.  5.  NOa(8)  9978— Letter  of  Intent.  N383s- 
10016,  N383S-12002.  v.     ♦  , 

Pioneer  Parachute  Co.,  Inc..  Manchester, 
Conn:  W33  038  ac  21371. 

Plqua  Engineering.  Inc..  Plqua,  Ohio:  W33- 
038  RC  21865. 

Press  Wireless  Manufacturing  Co.,  Inc.. 
Hicksvllle.  Long   Island.  N.  Y.:    W33-038   ac 

21277 

Presto  Recording  Corp..  New  York.  N.  V.: 

NOa(s)  7090. 

Purolator  Products.  Inc..  Los  Angeles. 
Calif  •  N383S-10024.  N383S-10391,  N383s- 
10424,  N383S-10162,  N383S-13687. 

Radio  Corp.  of  America.  Camden.  N.  J.— 
Victor  Division:  N3836-13139. 

Radio  Inventions.  Inc.,  New  York.  N.  Y.: 
NOa(s)   10049. 

Radio  Plane  Co..  Van  Nuys,  Calif.:  N3838- 

12878.  ^  ,        ^,.  . 

Ram     Meter     Service.     Ferndale,     Mich.: 

AF  33(03rf)-285. 

Raytheon  Manufacturing  Co..  Waltham. 
Mass.:  NOa(s)  9531  Amendment  Number  1, 
NOa(s)    10120— Letter  of  Intent. 

Reaction  Motors.  Inc..  Dover.  N.  J.:  NOa(s) 
9981.  NOa(s)  8531.  NOa(8)  9634,  N383s- 
13770. 

Realty  &  Industrial  Corp.:  Order  (33-038)- 
49-68.  Order   (33-038)49-618. 

Reed  k  Prince  Manufacturing  Co..  Worces- 
ter. Mass.:  N383s-11683.  W33-038  ac  22452. 

Rellaupe  Machine  &  Manufacturing  -Co., 
Inc..  New  York.  N.  Y.:  N383s-12391. 

Republic  Aviation  Corp.,  Farmlngdale, 
Long  Island.  N.  Y.:  Order  (33-038)48-3913, 
W33-038  ac  22053. 


Revere  Corp.  of  America,  Walllngford. 
Conn.:  N383s-11764. 

Reynolds  Metals  Co..  Richmond.  Va.:  W33- 
038  ac  21749.  W33-038  ac  21750.  W33-038  ac 

21751. 

Riverside  Screw  Products,  Miamlsburg, 
Ohio:   AF  33 (038) -153. 

Robinson  Aviation.  Inc..  Teterboro.  N.  J.— 
Vlbrasaock  Division:  W33-038  ac  22448. 

Rosen.  Raymond  &  Co..  Philadelphia.  Pa.: 
Order     (33-038)48-3965.    Order     (33-038) 4»- 

4328. 

Rudy.  John  B.,  Co.:  W33  038  ac  22444. 
Ryan  Aeronautical  Co..  San  Diego,  tallf.: 
NOa(s)   10035. 

Sailors  Aircraft  Service.  Inc..  Jamaica, 
Long  Island.  N.  Y  :  N383s-12779. 

Sangamo  Electric  Co.,  Springfield.  111.:  AF 
33i038)-261. 

Sarbacker.  Robert  I.  ft  Associates.  Atlanta. 
Ga.:   Order   (33-038)48-4396. 

Saval,  Inc..  Loe  Ani^eles.  Calif.:  N3336  9037. 
K383S-10363.  N3833-13041.  Nr83s-9693. 

Schenult.  Frank  G.  Rubber  Co..  The.  Baitl- 
morc.  Md.:  ASO  Order  Number— 10926.  A^O 
Order  Number— 10926-2.  ASO  Order  Num- 
ber—1092e-3.  ASO  Order  Number— 2098.  /.SO 
Order  Number— 20S8-B. 

Schwlen.  L.  N..  Engineering  Co..  U»  An- 
geles. Calif  :   N383S  9025. 

ScovU  Mfg.  Co.  Inc„  Waterbury.  Conn.: 
Older   (33-038)49-556. 

Self  Winding  Clock  Co.,  Inc.,  New  Yoik. 
N.  Y.:   NOa(s)    10124. 

Sentinel  Aircraft.  Inc..  Ann  Harbor.  Mich  : 
N383S-10486. 

Servo  Corporation  of  America.  Llndin- 
hurst.  Long  Island.  N.  Y.:  NOa(s)  8806. 

Sharp  fc  Flynn.  Inc..  Philadelphia.  Pa.: 
N3838- 13752. 

Sheffield  Corp.,  Dayton   1,  Ohio;  W33-038 

ac  21798.  ,     ^ 

Slmmonds  Aerocessorles.  Inc.  Long  It-laJid 
City  NY.:  NOa(s)  9963.  N3838  9763.  N383s- 
10410.  N383S-10649.  N383s-13688,  W33-038  ac 
22429,  W33-038  ac  22465. 

Smoot-Holman  Co.,  Inglewood,  Calif: 
N383S-10365. 

Soderberg  Manufacturing  Co.,  Pasa(Ui;a. 
Calif.:    N3838-9735. 

Solar  Aircraft  Co..  San  Diego.  Calif.: 
NOa(s)    10023— Letter  of  Intent. 

Sorenson  &  Co.  Inc..  Stamford.  Conn. 
Order  (33-038)49-377. 

Special  Pro€Kicts  Co..  Sliver  Spring,  Md. 
Order  (33-038)49-770. 

Spencer  Thermostat  Co..  Attleboro.  Miiss. 
W33-038  ac  22101.  W33-038  ac  22304. 

Sperry  Corp..  The.  Great  Neck.  Long  M.Tud. 
N  Y  •  NOa(s)  9407  Amendment  N«).  5. 
NOa(.s)  10011.  N383S-10987.  N383s-12P51. 
Sperry  Gyroscope  Co.  Division:  N383s-9742. 
Sprlech  Tool  &  Manufacturing  Co..  Buffalo. 
N   Y  :  Order  (33-038)49-38. 

Square  D  Co..  Elmhurst.  Long  Island. 
jf  Y— Kollsman  Instrument  Dlvlsutii: 
Nba(s)  10020.  NOals)  10022,  N383s-l('791, 
N383S-10839.  N383S-12143.  N3836-12175. 
N383S-12304.  N3838-12417.  N38.3S-8843.  Order 
(33-038)49-243.  Order  (33-038)49-70.  Order 
(33-038)49-256.  Order  (33-038)49-636,  Order  ■ 
(33-038)49-882,  W33-038  ac  22290,  W33  038 
ac  22466.  W33-038  ac  22570.  W33-038  ac  22599. 
Stalker  Development  Co.,  Bay  City.  Micli.: 
NOa(s)   10043. 

Standard  Electrical  Products  Co..  Dayton. 
Ohio:  Order  (33-038)553. 

Standard-Thomson  Corp..  Dayton.  Ohio: 
N383S-9727.  N383s  9868.  N3838-12311.  Clif- 
ford Division:  N3838-11147.  N383s-9346 

Steel  Products  Engineering  Co.  The. 
Springfield.  Ohio:  W33-038  ac  21715. 

Stewart-Warner  Corp..  Indianapolis.  I:  a.. 
NOa(s)  9915.  N383s- 12275.  Order  (33- 038 1 49- 

398.  ,   „ 

Super  Electric  Prod.  Corp.,  Jersey  eity. 
N.  J.:  W33-038  ac  21802. 

Surface  Combustion  Corp..  Toledo.  Ohio: 
N383S-11049.  N383s-9989.  N383s-13578.  Order 
(33-038)48-4214,  Order   (33-038) 49- 4fc3. 


Thursday,  May  12, 1949 

Switllk  Parachute  Co..  Inc..  Trenton,  N.  J.: 
NM33S-11524.  N383s-13627.  W33-038  ac  22551. 
AF   33(038)213. 

Technlcraft  Corp..  Kansas  City.  Mo.:  Order 
(33-038)49-207. 

Taylor.  Thomas  &  Sons.  Inc.,  Hudson, 
M.uss.:   N156S-26554. 

Technical  Associates,  Glendale,  Calif.: 
NOa(s)   9952. 

T.4eflex.  Inc..  Philadelphia,  Pa.:  N383s- 
10075,  N383S-10497,  N383s-10104.  N383s- 
1J073.   N383S-12975.   N383s  9028. 

Texas  Engineering  &  Manufacturing  Co.. 
D.illas,  Tex.:  Order  (33-038)49-433. 

Thermo  Electric  Co.,  Fair  Lawn,  N.  J.: 
Order    (33-038)49-400. 

Thompson  Products.  Inc.,  Cleveland,  Ohio: 
Ni83s-9713.  N383S-9865.  N383s-10786.  N383s- 
11229.  N383S-12111.  N383S-13377,  N383s-13641, 
N;ft3s-13734.  N383s  13284.  Order  (33-038)49- 
461.  Order  (33-038)49  512.  W33-038  ac  22447. 
Tinnerman  Products,  Inc.,  Cleveland.  Ohio: 
Order   (33-038)48-4102. 

liteflex.  Inc.,  Newark,  N.  J.:  N383s- 10974. 
N^83s- 12173.  N383S-12401.  Order  (33-038)49- 
277.  Order  (33  038)49-696. 

Torrlngton  Manufacturing  Co..  The,  Tor- 
rii.^ton.  Conn — Air  Impelled  Division:  Order 
(13  038)49-230. 

Trlmount  Instrument  Co..  Chicago.  111.: 
N 383s -10324. 

Unlclte  Co.,  The.  NewtonvUIe.  Mass.:  Order 
(33-038(49   168. 

United  Aircraft  Corp.,  East  Hartford. 
Conn.— 

Pratt  &  Whitney  Aircraft  Division: 
NOa(s)  7180  Amendment  No.  6.  NOa(s) 
6027.  NOa(s)  8333  Amendment  No.  23. 
NOa(s)  9801.  N383s-3425.  N383s-3351. 
N383.S-3351-111.  N383s-3351-112,  N383s- 
3351-114.  N383S-3351-115,  N383s-3351-116, 
N383S-3351-117.  N383s-3351-123.  N383s- 
3351  126,  N383S-3351-128.  N383.s  3331-129, 
N383s  3351-130.  N3e3.s-3351-134.  N383s- 
33'il-139.  N383S-3351-142.  N3833-3351-145, 
N383S-3351-146.  N383s-3351-147.  N383s- 
3331-148.  N383S-3351-150,  N383s-3351-151. 
N383s  3351-152,  N383s-3351-153.  N383.S- 
3351-154.  N383S-3351-155.  N383s^ 3351-157. 
N383S-3351-159.  ,  N383s-3351-161.  N3833- 
3351-164.  N383s  3351-166.  N383s  3351-167, 
N383s  3351-169.  N383s-3351-170,  N383s- 
3351-171,  N383S-3351  172.  N383s- 3351-174, 
N383S-3351-176.  N383s  3351-177.  N383s- 
3351-178.  N383S-3351-181.  N383s- 3351-182, 
N38SS-3351-183.  N383s-3351-184,  N383s- 
3351-185.  N383S-3351-187.  N383s-3351-188 
N383S-3351-190. 

Hamilton  Standard  Propeller.s  Division: 
NOa(s)  10142.  NOa(s)  5446,  NOa(s)  8672 
Amendment  No.  19,  NOa(s)  9958,  N383s- 
3309.  N383.S  -3309-24.  N383s-3309-26,  N383s- 
3309-28.  N383S  3309  31,  N383s-3309  32. 
N383S  3309  33.  N383s-3309-34,  N383s-3309- 
35.  N383b-3,309-38. 

Chance  Vought  Division:  NOa(s)  2720. 
NOa(8)  9937.  N383s-9201.  N383s-9313. 
N333S-10632.  N383S-11126,  N383S-11942. 
N383S-11996,  N383s-12317. 

Sikorsky  Aircraft  Division:  N383s-9108. 
N383S-8973.  N323s-9129.  N383s-9473,  Order 
(33  038)49-537. 

United  Aircraft  Products,  Inc.,  Dayton. 
0)11  .:  N38.3s-«556,  N383s-9869.  N383S-10803, 
N:ia3s- 13^74.  N383s  9349.  N383S-9351. 

L'nlied  States  Plywood  Corp..  New  York, 
N    V  :    N383S-11789. 

li'ited  States  Rubber  Co.,  New  York.  N.  Y.: 
ASO  Order  Number  10927,  ASO  Order  Number 
10927-1.  ASO  Order  Number  10927-2.  ASO 
Orcltr  Number  10927-^,  ASO  Order  Number 
109J7-4.  ASO  Order  Number  10927-5,  ASO  Or- 
der Number  46107.  ASO  Order  Number  46107- 
96.  W33-038  ac  22124. 

Universal  Fabricating  Co..  Los  Angeles, 
CiiU  ;    N383S-11639.  N383S-11640. 

V  &  S  Engineering  Co.,  Chicago.  111.: 
NO.Ks)   9679. 

Vickers.  Inc..  Detroit,  Mich.:  N383s-8757. 
N383s  9131.  N383S  9132.  N3838-9135.  N383s- 
9695.    K33J8-9707,    N383s-9805,    N3838-10318, 
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N3838-10341.  N38,3s-10689,  N383S-1  0  7  9  7. 
N3838-11080.  N383S-11284,  N383S-1 2 3  9  8. 
N3833-12791.  N3838-11836,  N383S-9038.  N383s- 
10362.  N383S-11197. 

Virginia  Plak  Co..  New  York,  N.  Y.:  N383s- 
9127. 

Wagner  EHectrlc  Corp.,  St.  Louis.  Mo.:  Or- 
der (33-038)48-4172. 

Warner  Aircraft  Corp..  The,  Detroit.  Mich.: 
N383S-10478.  N383s-11993. 

Warren  McArthur  Corp..  Torrlngton. 
Conn.:  N383s-8644,  N383s-8863,  W33-038  ac 
22504. 

Weatherhead  Co..  The,  Cleveland.  Ohio: 
N3838-11012,  N3a3s-11342.  Order  (33-038)48- 
3831. 

Wcldon  Tool  Co..  The.  Cleveland,  Ohio: 
N383S-9746.  Order  (33-038)48-3813,  Order 
(33-038)49  971. 

Western  Electric  Co..  Inc.,  Newark,  N.  J.: 
Order  (33-038)49  9.  W33-038  ac  22231. 
.  Wcstinghouse  Electric  Corp..  Pittsburgh, 
Pa.:  NOa(s)  9433  Amendment  No.  5.  NOa(s) 
10102,  NOa(s)  10247— Letter  of  Intent. 
NOa(s)  1073.  NOa(s)  9670.  NOa(s)  8814. 
N383S-8587.  N383s-10718,  N383s-3381— Letter 
of  Intent,  N383s-3381-ll,  N383s-3381-12, 
N383S-3381-13.  N383s-3381-14.  N383s-3381-18, 
N383S-3381-19.  N383s-383s-20.  N383s-3381-21. 
N383S-3381-22.  N383S-3381-24.  N383s-3381- 
25.  N383S-3381  26.  N383S-3381-27,  N383s- 
3381  -  28.  N383s  -  3381  -  30.  N383s-3381-31 , 
N3P.3S-3381-32,  N3a3s-3381  33,  N383S-3381-34. 
N383S-3381-35.  N383s-3381-36.  N383s-3381-37, 
N383S-3381-38.  Order  (33-038)49-84,  NOa(s) 
2930,  NOa(s)  3308.  NOa(s)  3962. 

Weston  Electrical  Instrument  Corp..  New- 
ark. N.  J.:  NOa(s)  10150.  Order  (33-038)48- 
4026.  Order  (33-038)48-4265.  Order  (33- 
038)49  581.  drdcr  (33-038)49-462.  Order 
(33-038)49-543.  Order  (33-038)49-698.  W33- 
038  ac  22491. 

Weston  Hydraulics.  Ltd.,  North  Hollywood, 
Calif.:  N383S-9879.  N383s-10389,  N383s-10508. 
N383S- 10548.  N383s  -  10692,  N383S  -  12876, 
N383S-13516.  N383s-13464. 

Wheelco  Instruments  Co.,  Chicago,  111.: 
N383S-9867. 

White  S.  S.  Dental  Manufacturing  Co., 
The.  Philadelphia.  Pa.:  N383s-9341. 

White-Rodgers  Electric  Co..  St.  Louis.  Mo.: 
N383S-11198. 

White  Tuning  Corp.,  New  York,  N.  Y.:  Or- 
der  (33-038)49-203. 

Whlttaker.  Wm.  R..  Co..  Ltd.,  Lns  Angeles, 
Calif.:  N383S-9730,  N383s-9870,  N383s-12687, 
N383S-13188,  N383s-13569.  Order  (33-038)49- 
870. 

Wickes  Engineering  &  Construction  Co., 
Camden,  N.  J.:  W33-038  ac  21384. 

Wiggins,  E.  B.,  Oil  Tool  Co.,  Inc..  Los 
Angeles,  Calif.:  N383s-9590,  Order  (33-038)- 
49-973.    Order    (33-038)49-612. 

Williard  Storage  'Pattery  Co..  Cleveland, 
Ohio  :  N8sa^931. 

Willis  &  Geigher,  Inc..  New  York.  N.  Y.: 
N383S-12706. 

Wilmer  MacUne  Works.  Baltimore,  Md.: 
N383S   12516. 

Wlnslow  Company,  Inc.,  The.  Newark, 
N.  J.:  N383.S-9704,  N3833-10317,  N383s-11782, 
Order   (33-038)48-4287. 

Wood  Electric  Co..  Newburyport,  Mass.: 
W33-038  ac  22099,  AF  33(038)141. 

Contracts  Containing  the  Renegotiation 
Clause  Entered  Into  by  the  Department 
or  the  Army  From  May  21.  1948  Through 
December  31.  1948 

surgeon    general.    LOUISVILLE    MEDICAL    DEPOT 

Bemls  Bros.  Bag  Co.,  LouisviHe,  Ky.:  Num- 
ber 48-321. 

Brown  Lumber  Co.,  Louisville  8.  Ky.:  Num- 
ber 49-265. 

Cody,  Lawrence,  LouLsvUle.  Ky.:  Number 
48-330. 

Dlstler.  G.  W.  &  Sons.  Louisville.  Ky.:  Num- 
ber 48-317. 

GrlflBn  Manufacturing  Co..  Erie.  Pa.:  Num- 
ber 49-201. 
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Haper.  C.  k  Sons  Hinge  Manufacttirlng  Co., 
St.  Louis  4.  Mo.:   Number  49-200. 

Pilling.  Geo.  P.  &•  Son  Co..  Philadelphia  4, 
Pa.:  Number  49-157. 

surgeon   general,   ST.    LOUIS    MEDICAL   DEPOT 

American  Cystoscope  Makers.  Inc.,  New 
York  59.  N.  Y.:   SL,-384. 

American  Sterilizer  Co..  Erie.  Pa.:  SL-1364. 
SL-1382. 

Ames  Iron  Works,  Oswego.  New  York:  SL- 
733. 

Bausch  &  Lomb  Optical  Co..  Rcx;hester  2, 
New  York:  8L-1210. 

Coleman  Instruments.  Inc..  Maywood.  Ill  • 
SL-549. 

Eureka  X-ray  Tube  Corp..  Chicago  41.  111.: 
SL-1243.  8L-1244.  SL-1390. 

Fischer,  H.  G.  &  Co..  Franklin  Park.  111.: 
SL-1037. 

General  Electric  X-Rav  Corp.,  St.  Louis  3, 
Mo.:  SL-2683.  SL-196,  SL-202.  SLr-254  SL- 
443.  SL-786. 

General  Electric  X-Ray  Corp.,  Milwaukee 
14.  Wis.:  SL-533.  SL-537,  SL-539,  SL-542.  SL- 
595.  SLr-900.  SL-1016,  SL-1017,  SL-1174  SL- 
1279,  SL-1322. 

Gomco  Surgical  Manufacturing  Corp.,  Buf- 
falo 11.  N.  Y.:  SL-440. 

Hanovia  Chemical  &  Manufacturing  Co.. 
Newark,  N.  J.:  SL-1360. 

Kelley  Koett  Manufacturlnt;  Co  ,  Coving- 
ton. Ky.:  SL-2852,  SL-583,  SLr-683.  SL-939 
SL-1010. 

Machlett    Laboratories,    Inc ,     Springdale 
Conn.:    SL-61,   SL-221.   SL-297.  SL-315.   SLr^ 
344,  SL^«4,  SL-465.  SL-488,  SL-530.  SL-541 
SL-553,  SL-563,  SL-624.  SL-626.  SL-680.  SL- 
780.  SL-931.  SL  933.  SL-1310.  SL-1018. 

Maico  Phone  Co..  St.  Louis  1.  Mo.:  SL-1194. 

North  American  Phillips  Co.,  Inc..  Mount 
Vernon.  N.  Y.:  SL-810,  SL-857. 

Ohio  Chemical  &  Manufacturing  Co.,  Madi- 
son 3.  Wis.:  SL-743. 

Picker  X-Ray  Corp..  St.  Louis  8,  Mo  :  SL- 
2806,  SL-112.  SL-178.  .SL-270,  SL-360,  SL  412. 
.SL-421,  SL-426.  SL-480,  SL-512.  SL-529,  SL- 
574.  SL-719,  SL-770,  SL-1102,  SD-1422,  SL- 
1443.  SL-949. 

Picker  X-Ray  Corp..  Cleveland.  Ohio:  SL- 
1040. 

Picker  X-Ray  Corp.,  New  York  10  N  Y  • 
SL  1604. 

Rltter  Co..  Inc.,  Rochester  3.  N.  Y..  SL-2815. 
81^329.  SL-889.  SL-1620. 

Sanborn  Co..  Cambridge  39.  Mass.:  SL-224 
SL  602. 

Sklar,  J.  Manufacturing  Co..  Long  Island 
City,  N.  Y.:   SL-214. 

Weber  Dental  Manufacturing  Co..  The. 
Canton  5.  Ohio:   SLr-1259. 

Westlnghouse  Electrical  Corp..  St.  Louis  1, 
Mo.:  SL-571.  SL-581,  SL-984.  SI^1098.  SL- 
1157.  SL-1199,  SL-1247.  X-Rav  Division: 
SL-389,  SL-714.  SL-744.  SI^1437. 

X-Ray  Manufacturing  Corp.  of  America. 
New  York   12.  N.   Y.:   SL-1321,   SL-1377. 

TRANSPORTATI6n  CORPS 

Arrher-Danlels-Midland  Co.,  Minneapolis 
2,  Minn.:   W  36-022  tc-4705. 

Baldt  Anchor.  Chain.  Chester,  Pa.:  W  36- 
022  tc-4702. 

California  Wire  Cloth  Corp..  Oakland. 
Calif.:   W  36-022  tc-4698. 

Ferguson,  P.  &  Son.  Hoboken.  N.  J.:  W  36- 
022  tc-4701  (Changed  to  MP  226-49) . 

General  Electric  Co.,  Philadelphia  2.  Pa.: 
W  36-022  tc-4699. 

General  Motors  Corp. — 

Cleveland  Diesel  Engine  Division.  Cleve- 
land,  Ohio:   W  36-022   tc-4693,   W  36-022 

tc-4694.     W     36-022     tc-4695.     W     36-022 

tc-4696. 
Harrison    Radiator    Division,    Lockport. 

NY.:   W  3&-022  tc^691. 

International  Business  Machine,  York.  Pa. : 
W  36-022  tc-4692. 

Marine  Chain  &  Anchor  Coip.,  New  York  17, 
N.  Y.;   W  36-022  tC-47C3. 
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rpson  Walton  Co.,  The,  aeveland.  Ohio: 
W  ;t6-022  tc-4t97. 

Van  Karmer  Chemical  Arms  Co.,  New  York, 
N.  Y.:   W  3fr-022  tc-4700. 

|P.    R.    Doc.    49-3798;    Filed,   May    11,    1949; 
8:49  a.  ml 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Nevada 

small  tract  classification  order  23) 
correction 

April  27,  1949. 
Tn  Federal  Register  Document  49- 
2902,  appearing  on  Pape  1828  of  the  is- 
sue of  Friday.  April  15.  1949  (.Vol.  14, 
No.  72),  the  3d  line  of  Section  6  of  the 
original  document  is  corrected  to  read 
330  feet  by  330  feet,  instead  of  165  feet 

by  330  feet. 

L.  T.  Hoffman. 
Regional  Administrator. 

IF.    R.    Doc.   49  3790:    Filed,    May    11.    1949; 
8:48  a.  m  I 


DEPARTMENT  OF  AGRICULTURE 

Bureau  of  Entomology  and  Plant 
Quarantine 

Organizational  Statement 

Pursuant  to  authority  vested  in  me  by 
law  (R.  S.  161,  5  U.  S.  C.  22)  the  organ- 
izational statement  of  the  Bureau  of 
Entomology  and  Plant  Quarantine.  Agri- 
cultural Research  Administration  (for- 
merly 7  CFR.  Part  2406) ,  is  amended  in 
the  following  respects: 

1.  The  central  and  field  organization 
of  the  Bureau  (formerly  §2406.1  (a))  Is 
amended  to  read  as  follows : 

(a>  Central    and    field    organization. 
The  Chtcf  of  the  Bureau,  aided  by  an 
associate  chief  and  four  a.ssistant  chiefs, 
has  general  administrative  supervision 
and  control  over  all  of  the  work  of  the 
Bureau,  which  ( 1  >  conducts  research  and 
disseminates  information  concerning  the 
utilization  of  beneficial  insects,  the  means 
of  eradicating  and  controlling  noxious 
and  injurious  insects,  in  order  to  prevent 
injury  and  annoyance  to  man,  and  to 
eliminate  the  damage  and  destruction  of 
food,  fiber,  products,  materials,  and  other 
possessions :   ( 2  >   takes  steps  to  eradicate, 
control,  and  prevent  the  spread  of  insect 
pests  and   diseases  in  plants;    <3)    ad- 
ministers plant  quarantines  and  regula- 
tory orders  issued  by  the  Secretary  of 
Agriculture  to   prevent   the  entry   and 
spread  of  insect  pests  and  plant  diseases; 
and  <  4 »  upon  request  inspects  and  certi- 
fies planus  and  plant  products  offered  for 
export  to  meet  the  sanitary  requirements 
of  the  receivmg  country.    The  foregoing 
work  is  conducted  in  accordance  with  the 
following   statutes:  5   U.   S.    C.   511;    7 
U.  S.  C.  141-149;  7  U.  S.  C.   151-167;  7 
U  S.  C.  281-283;  16  U.  S.  C.  581-5811;  16 
U.  S.  C.  594a;  and  16  U.  S.  C.  594-1  to 
594-5.    The  work  is  conducted  through 
24  separate  divisions,  each  headed  by 
a  leader. 

2.  Paragraphs  (5>.  (16^.  {17>  and  (18) 
of  the  divisional  and  field  organization 
of  the  Bureau  (iermerly  §  2406.1  (b>  (j). 


NOTICES 

(16).   (17)    and    (18))    are  amended  to 
read  as  follows: 

(5)  Division  of  Fruit  Insect  Ipvestiga- 
tions,  with  headquarters  in  Washington. 
D.  C.  conducts  research  on  insects  af- 
fecting fruits,  nuts;  and  grapes,  includ- 
ing the  Japanese  beetle,  the  pear  psylla, 
and  Halls  scale.  The  field  project  for 
the  eradication  of  Hall's  scale  has  head- 
quarters at  Chico,  California. 

( 16)   Division  of  Domestic  Plant  Quar- 
antines, with  headquarters  at  Washing- 
ton, D.  C,  rontrols  and  suppresses  cer- 
tain plant  diseases  and  insect  pests,  in- 
cluding enforcement  of  Federal  quaran- 
tines or  State  quarantines  in  cooperation 
with  States;   administers  the  Terminal 
Inspection  Act  (7  U.  S.  C.  166) ;  and  is  re- 
sponsible for  inspections  In  transit  of 
products  regulated  by  plant  quarantines. 
The  field  headquarters  for  certain  spe- 
cific control  activities  are  located  as  fol- 
lows: Phony  Peach  and  Peach  Mosaic 
Control.  Federal  Building.  San  Antonio. 
Texas;  Sweet  Potato  Weevil  Control,  Bu- 
reau of  Entomology  and  Plant  Quaran- 
tine Building,  25th  Avenue.  City  Limits. 
Gulf  port.  Mississippi;  and  White-Fringed 
Beetle  Control.  Gulfport.  Mississippi,  and 
Macon,  Georgia. 

( 17)  Division  of  Plant  Disease  Control, 
with  headquarters  at  Washington,  D.  C. 
is  responsible  for  planning  technical 
leadership,  surveys,  and  the  coordination 
of  Federal  and  cooperative  activities  to 
control  White  Pine  Blister  Rust  (16 
U.  S.  C.  594a >  and  Black  Stem  Rust  of 
small  grains,  including  cooperation  with 
Federal  land-managing  agencies  and  co- 
operation with  States  in  work  done  on 
state  and  privately  owned  lands.  Field 
headquarters  for  operations  on  White 
Pine  Blister  Rust  are  located  at  Cam- 
bridge. /Ma.ssachusetts.  Harrisonburg. 
Virginia,  Milwaukee.  Wisconsin.  Spokane. 
Washington,  and  Berkeley,  California. 
Field  headquarters  for  operations  on 
Black  Stem  Rust  are  located  at  Minne- 
apolis. Minnesota. 

( 18)  Division  of  Japanese  Beetle  Con- 
trol, with  headquarters  at  East  Orange. 
New  Jersey,  is  responsible  for  control 
operations  directed  against  the  Japanese 
beetle  and  Dutch  elm  disease  and  en- 
forces Federal  and.  in  cooperation  with 
the  States.  State  quarantines  on  the  Jap- 
anese beetle  and  Gypsy  and  Brown-Tail 
Moths. 

3.  Paragraph  (24)  of  the  divisional 
and  field  organization  of  the  Bureau 
(formerly  §  2406.1  (b)  (24) )  is  hereby  re- 
designated as  paragraph  ( 25 ) .  and  the 
following  new  paragraph  (24)  is  hereby 
added: 

(24)  Divi.sion  of  Golden  Nematode 
Control,  with  headquarters  at  Hicksville. 
New  York,  is  responsible  for  planning 
technical  leadership,  surveys,  and  the  co- 
ordination of  federal.  State  of  New  York, 
and  local  cooperative  activities  to  control 
the  golden  nematode. 

4.  The  functions  and  procedures  of  the 
Bureau  relating  to  plant  quarantine  or- 
ders affecting  Puerto  Rico  and  Hawaii 
(formerly  J  2406.24)  are  amended  to  read 
as  follows: 

Plant  quarantine  orders  affecting 
Puerto  Rico  and  Hawaii.  The  Bureau 
administers  the  provisions  of  certain 
quarantines  governing  the  movement  of 


plants,  plant  products,  and  other  mate- 
rials from  Puerto  Rico  and  Hawaii  to  the 
mainland,  is.sued  pursuant  to  statute  '7 
U.  S.  C.  151-167".  The  quarantine  no- 
tices prescribe  the  procedure  to  be  fol- 
lowed (7  CFR.  301.13.  301.16,  301.33, 
301.32,  301.47,  301.60  and  301.75>. 

5.  The  functions  and  procedures  of 
the  Bureau  relating  to  importations  of 
honey  bees  (formerly  §  2406.29)  are 
amended  to  read  as  follows: 

Importation  of  honey  bees.  Importa- 
tions of  honey  bees  are  prohibited  by 
.statute  <  7  U.  S.  C.  281-282) .  except  by  the 
United  States  Department  of  Agriculture 
for  experimental  or  scientific  purpo.ses, 
or,  under  regulations  prescribed  by  the 
Secretary  of  the  Trea.sury  and  the  Secre- 
'  tary  of  Agriculture,  from  countries  deter- 
mined by  the  Secretary  of  Agriculture 
as  free  from  dangerous  adult  honey  bee 
diseases.  The  Bureau  administers  th:s 
statute  and  the  regulations  issued  by  the 
Secretaries  pursuant  thereto  (7  CFR. 
Part  322). 

Done  at  Washington.  D.  C.  this  6.!i 
day  of  May  1949. 

[SEAL]  A.  J.  LOVELAND, 

Acting  Secretary  of  AgriculLuie. 

[P.    R.    Doc.    49-3789;    Filed,    May    11,    19:9; 
8.47  a.m.  I 


DEPARTMENT  OF  LABOR 
Wage  and  Hour  Division 

Learner  Employment  Certificates 

notice  of  issuance  to  designated 
industry 

Notice  of  Issuance  of  special  certifi- 
cates for  the  employment  of  learners  un- 
der the  Fair  Labor  Standards  Act  of  1C38. 

Notice  is  hereby  given  that  a  sptc^al 
certificate  authorizing  the  employment 
of  learners  at  hourly  wage  rates  lower 
than  the  minimum  wage  rate  applicable 
under  section  6  of  the  act  has  been  is.-- nod 
to  the  firm  hereinafter  mentioned  undrr 
section  14  of  the  act.  Part  522  of  tlie 
regulations  i.ssued  thereunder  (Aupa'^t 
16  1940,  5  F.  R.  2862,  and  as  amtndfd 
June  25,  1942,  7  F.  R.  4725).  and  the  de- 
terminations, orders  and,  or  regulations 
hereinafter  mentioned.  The  name  and 
address  of  the  firm  to  which  the  cert.fl- 
cate  was  Issued,  industry,  products,  num- 
ber of  learners,  learner  occupations, 
wage  rates,  learning  periods,  and  eft«c- 
tive  and  expiration  date  of  the  certificate 
is  as  follows: 

Regulations,  Part  522— Regulations 
Applicable  to  the  Employment  of  Uain- 
ers. 

Guayama  Printing  Shop,  Guayama. 
Puerto  Rico;  to  employ  3  learners  in  the 
printing  industry,  as  follows:  1  learnir 
in  the  occupatiqj;i  of  typesetter  at  not 
less  than  16  cents  an  hour  for  the  fi-^t 
690  hours,  not  less  than  21  cents  an  hour 
for  the  second  690  hours,  and  not  U^s 
than  26  cents  an  hour  for  the  third  690 
hours;  and  2  learners  in  the  occupation 
of  pressman  at  not  le.ss  than  16  cent.;  an 
hour  for  the  first  460  hours,  not  less  than 
21  cents  an  hour  for  the  second  4eo 
hours,  and  not  less  than  26  cents  an  hour 
for  the  third  460  hours.  This  ccitifica'e 
Is  eflective  March  4.  1949,  and  txpucs 
March  3.  1C50. 


Thursday,  May  12, 1949 

The  employment  of  learners  under  this 
certificate  is  limited  to  the  terms  and 
conditions  therein  contained  and  is  sub- 
ject to  the  provisions  of  the  applicable 
determinations,  orders  and  or  regula- 
tions cited  above.  This  certificate  has 
been  issued  upon  the  employer's  repre- 
sentations that  experienced  workers  for 
the  learner  occupations  are  not  available 
for  employment  and  that  they  are  actu- 
ally in  need  of  learners  at  subminimum 
rales  in  order  to  prevent  curtailment  of 
opportunities  for  employment.  The  cer- 
tificate may  be  cancelled  in  the  manner 
provided  in  the  regulations  and  as  indi- 
cated in  the  certificate.  Any  person  a.g- 
grieved  by  the  issuance  of  this  certificate 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica- 
tion of  this  notice  in  the  Federal  Regis- 
ter pursuant  to  the  provisions  of  regula- 
tions. Part  522. 

Signed  at  Washington,  D.  C.  this  5lh 
day  of  May  1949. 

Verl  E.  Roberts, 
Authorized  Representative 
of  the  Administrator. 

[F    R     Doc.    49-3778:    Filed,    May    11.    1919; 
8:45  a.  ml 


Learner  Employment  Certificates 
notice  of  issuance  to  various  industries 

Notice  of  Ls.suance  of  special  certificates 
for  the  employment  of  learners  under 
the  Fair  Labor  Standards  Act  of  1938. 

Notice  is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
learners  at  hourly  wages  lower  than  the 
minimum  rate  applicable  under  .section 
6  of  the  act  are  issued  under  section  14 
tiiereof  and  5  522.5  (b'  of  the  regulations 
Ls.sued  thereunder  (August  16.  1940.  5 
P  R.  2862)  to  the  employers  listed  below 
effective  as  of  the  date  specified  in  each 
listed  item  below. 

The  employment  of  learners  under 
the.se  certificates  is  limited  to  the  terms 
and  conditions  as  designated  opposite  the 
employer's  name.  These  certificates  are 
l.s.sued  upon  the  employers'  representa- 
tions that  they  are  actually  in  need  of 
learners  at  subminimum  rates  in  order 
to  prevent  curtailment  of  opportunities 
for  employment.  The  certificates  may 
be  cancelled  in  the  manner  provided  for 
in  the  regulations  and  as  indicated  on 
the  certificates.  Any  person  aggrieved 
by  the  Issuance  of  the  certificates  may 
seek  a  review  or  reconsideration  thereof 
Within  fifteen  days  after  publication  of 
this  notice  in  the  Federal  Register  pur- 
suant to  the  provisions  of  Regulations. 
Part  522. 

Name  and  address  of  firm.  Industry, 
learner  occupations,  number  of  learners, 
learning  period,  learner  wage,  effective 
and  f'xpiration  date. 

Southwestern  Junior  College.  Keene. 
Texa.s:  College  Press;  six  (6»  learners  in 
the  occupations  of  composition,  press 
and  bindery  for  a  learning  period  of  1.000 
hours  at  30  cents  per  hour  for  the  first 
500  hours  and  35  cents  per  hour  for  the 
remaining  500  hours.  College  Chenille; 
twelve  il2>  learners  in  the  occupation  of 
•ewing  machine  operating  for  a  learning 
period  of  600  hours  at  30  cents  per  hour 
for  the  first  400  hours  and  35  cents  per 
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hour  for  the  remaining  200  hours.  Col- 
lege Mill;  seventy-five  (75)  learners  in 
the  occupation  of  millman.  assembler 
and  related  operations  for  a  learning  pe- 
riod of  480  hours  at  30  cents  per  hour  for 
the  first  300  hours  and  35  cents  per  hour 
for  the  remaining  180  hours. 

This  certificate  is  effeciive  May  2.  1949. 
and  expires  May  1.  1950. 

Signed  at  Washington.  D.  C.  this  5th 
day  of  May  1949. 

Verl  E.  Roberts, 
Authorized  Representative 
of  the  Administrator. 

IP    R.    Doc.    49  3779;    Piled,    May    11,    1949; 
8:46  a.   m.] 

FEDERAL  POWER  COMMISSION 

I  Project  No.  2021 1 

Placer  County,  Calif. 

notice  of  application  for  preliminary 
permit 

May  6.  1949. 

Public  notice  is  hereby  given  that 
County  of  Placer,  California,  has  made 
application  under  the  Federal  Power  Act 
,(16  U.  S.  C.  791a-825r)  for  preliminary 
permit  for  a  period  of  18  months  for 
proposed  water  power  Project  No.  2021  to 
be  located  on  the  North  Fork  of  American 
River  in  Placer  County.  California.  The 
proposed  project  would  utilize  for  power 
purposes  water  from  the  existing  North 
Fork  Debris  Dam  and  Reservoir,  a  proj- 
ect authorized  for  construction  under  the 
direction  of  the  Secretary  of  War  by  the 
act  of  August  30.  1935.  49  Stat.  1038. 
and  would  consist  of  a  power  plant  with 
appurtenant  facilities  immediately  below 
the  dam. 

A  preliminary  permit,  if  issued,  shall 
be  for  the  sole  purpose  of  maintaining 
priority  of  application  for  a  license  under 
the  Federal  Power  Act  to  enable  the  ap- 
plicant herein  to  make  examinations 
and  surveys,  to  prepare  maps,  plans,  and 
estimates,  and  to  make  financial  ar- 
rangements required  for  filing  an  appli- 
cation for  license  under  the  act.  A  pre- 
liminary permit,  if  issued,  will  not 
authorize  construction  of  the  proposed 
project. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request,  and  the  name  and  ad- 
dress of  the  party  or  parties  so  protesting 
or  requesting,  should  be  submitted  on  or 
before  June  16,  1949,  to  the  Federal 
Power  Commission.  Washington  25,  D.  C. 


fSEALl 


Leon  M.  Fuquay, 
Secretary. 


I  P.    R.    Doc.    49-3786;    Plied,   May    11,    1949; 
8:47  a.   m.l 


SECURITIES   AND   EXCHANGE 
COMMISSION 

[File  No.  70-2043] 

Iowa  Power  and  Light  Co. 

ORDER   GRANTING  AND  PERMITTING   APPLICA- 
TION-DECLARATION TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
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office  In  the  city  of  Washington,  D.  C, 
on  the  6th  day  of  May  A.  D.  1949. 

Iowa  Power  and  Light  Company 
("Iowa"),  a  public  utility  subsidiary  of 
Continental  Gas  and  Electric  Corpora- 
tion, a  registered  holding  company  .sub- 
sidiary of  United  Light  and  Railways 
Company,  a  registered  holding  company, 
having  filed  an  application-declaration 
and  amendments  thereto,  pursuant  to 
the  Public  Utility  Holding  Company  Act 
of  1935  and  the  rules  and  regulations 
promulgated  thereunder,  with  re.spect  to 
the  acquisition  by  Iowa  for  a  cash  con- 
sideration of  $3,430,000,  subject  to  clos- 
ing adjustments,  of  all  of  the  outstand- 
ing securities  of  Western  Iowa  Power 
Company  ("Western"*,  a  nonaffiliate. 
and  through  the  concurrent  liquidation 
of  Western,  the  acquisition  of  all  of  its 
assets;  and 

Applicant-declarant  having  requested 
acceleration  of  the  effective  date  of  the 
Commission's  order  herein;  and 

A  public  hearing  having  been  held, 
after  appropriate  notice,  with  respect 
to  said  application-declaration,  as 
amended,  and  the  Commission  having 
considered  the  record  and  having  filed 
Its  findings  and  opinion  herein : 

It  is  ordered,  That  the  application-dec- 
laration, as  amended,  be,  and  it  hereby 
is,  granted  and  permitted  to  become  ef- 
fective forthwith,  subject,  however,  to 
the  terms  and  conditions  prescribed  in 
Rule  U-24  and  .subject  to  the  reservation 
of  jurisdiction  contained  in  the  Commis- 
sion's order  of  August  5,  1941,  with  re- 
spect to  the  section  11  ib)  'H  issues 
affecting  the  United  Light  and  Railways 
Company  system. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

\r.    R.    Doc.    49-3780:    Filed.    May    11.    1949; 
8:46  a.  m.l 


(Pile  No.  70-2068] 
Portland  Gas  &  Coke  Co. 

supplemental  order  permitting  an 
extension  of  notes 

At  a  regular  .session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  6th  day  of  May  A.  D.  1949. 

Portland  Gas  &  Coke  Company  <  "Port- 
land"), a  sub.sidiary  of  American  Power 
&  Light  Company,  a  registered  holding 
company  subsidiary  of  Electric  Bond  and 
Share  Company,  also  a  registered  hold- 
ing company,  having  on  February  21, 
1949,  filed  an  application  pursuant  to  sec- 
tion 6  (b)  of  the  Public  Utility  Holding 
Company  Act  of  1935  with  respect  to  the 
proposed  sale  of  S3,500,000  principal 
amount  of  25-year  First  Mortgage  Bonds 
and  having  requested  that  the  issue  and 
sale  thereof  be  exempted  from  the  com- 
petitive bidding  requirements  of  Rule 
U-50;  and  Portland  having  proposed  that 
a  part  of  the  proceeds  from  the  proposed 
bond  issue  be  used  to  pay  S2. 000. 000  of 
4%  notes  held  by  Mellon  National  Bank 
and  Trust  Company,  maturing  on  May 
12,  1949;  and 

The  Commission  having  on  March  23, 
1949,  granted  and  requested  exemption 
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from  competitive  bidding  and  having  re- 
served Jurisdiction  over  all  other  aspect* 
of  the  proposed  issue  and  sale;  and 

Portland  having  on  May  4.  1949.  filed 
an  amendment  to  its  application  stating 
that  it  will  not  be  able  to  complete  the 
sale  of  its  bonds  prior  to  the  maturity 
of  the  $2,000,000  principal  amount  of 
notes  and  that  the  company  and  Mellon 
National  Bank  and  Trust  Company  have 
agreed  that  such  notes  be  extended  to 
July  12.  1949.  such  amendment  setting 
forth  that  the  propo.sed  extension  of 
the  notes  as  above  recited  will  be  ex- 
pressly authorized  by  the  Public  Utili- 
ties Commissioner  of  the  State  of  Oregon, 
the  State  in  which  Portland  is  organized 
and  doing  business,  and  by  the  Washing- 
ton Public  Service  Commission;  and 

The  Commission  finding  that  if  such 
express  authorization  is  given  Portland 
will  be  entitled  to  the  exemption  provided 
by  the  third  sentence  of  section  6  'b). 
and  finding  it  unnecessary  to  impose 
terms  and  conditions  other  than  those 
prescribed  by  Rule  U-24  and  the  condi- 
tion that  this  Commission's  consent  to 
the  requested  extension  is  contingent 
upon  appropriate  State  Commission  au- 
thorizations having  been  secured: 

It  is  ordered.  That  Portland  be,  and  it 
hereby  is.  permitted  to  execute  an  exten- 
sion of  the  $2,000,000  principal  amount 
of  4%  notes  held  by  Mellon  National 
Bank  and  Trust  Company  from  May  12, 
1949.  to  July  12.  1949.  subject  to  the  con- 
dition that  it  obtain  the  express  authori- 
zations of  the  Oregon  Commissioner  of 
Public  Utilities  and  of  the  Washington 
Public  Service  Commission,  and  subject 
also  to  the  terms  and  conditions  pre- 
scnbed  by  Rule  U-24. 
By  the  Commission. 

[SEAL I  Orval  L.  DuBois. 

Secretary. 

|F.   R.   Doc.   49-3781:    Filed.   May    11.    1949; 
8:46  a.  m.] 


NOTICES 

the  proposed  Issue  and  sale  of  the  New 
Bonds  shall  not  be  consummated  until 
the  results  of  competitive  bidding  have 
been  supplied  by  a  further  amendment 
and  a  further  order  shall  have  been  en- 
tered In  connection  therewith,  and  (b) 
that  jurisdiction  be  reserved  with  respect 
to  fees  and  expenses  of  company  counsel, 
accountants  and  engineers,  and  inde- 
pendent counsel  for  the  underwriters; 
and 

Kansas  Power  having  on  May  4.  1949. 
filed  a  further  amendment  to  its  declara- 
tion, as  amended,  setting  forth  the  action 
taken  by  it  to  comply  with  the  require- 
ments of  Rule  U-50.  and  stating  that 
pursuant  to  the  invitation  for  competitive 
bids,  the  following  bids  were  received; 


[File  No.  70  2097] 

The  Kansas  Power  and  Light  Co. 

SUPPLEMENTAL  ORDER  PERMITTING  DECLA- 
RATION TO  BECOME  EFFECTIVE  AND 
RELEASING  JURISDICTION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  5th  day  of  May  1949. 

The  Kansas  Power  and  Light  Company 
("Kansas  Power" >.  a  subsidiary  of  North 
American  Light  &  Power  Company  and 
the  North  American  Company,  both  reg- 
istered holding  companies,  having  filed  a 
declaration,  and  amendments  thereto, 
pursuant  to  section  7  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act"), 
regarding  the  proposed  issue  and  sale  of 
SIO.000.000  principal  amount  of  its  First 

Mortgage  Bonds, 'c  Series,  due  1979 

('New  Bonds"),  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule 
U-50  promulgated  under  said  act ;  and 

The  Commission  having  issued  an  or- 
der dated  April  14.  1949.  permitting  the 
declaration,  as  amended,  to  become  ef- 
fective, subject  to  the  conditions  ^a)  that 
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New  Bonds  be.  and  the  same  hereby  Is.  re- 
leased, and  the  declaration,  as  amended. 
be,  and  the  same  hereby  Is,  permitted  to 
become  effective  forthwith,  subject,  how- 
ever, to  the  terms  and  conditions  pre- 
scribed  in  Rule  U-24. 

It  is  further  ordered.  That  jurisdiction 
heretofore  reserved  with  respect  to  ll.e 
fees  and  expenses  of  company  counsel 
and  accountants  and  independent  coun- 
sel for  the  underwriters,  be.  and  the  same 
hereby  Is.  released,  jurisdiction  being 
hereby  specifically  continued  with  respt- ct 
to  the  fees  and  expenses  of  engineers  for 
the  company. 

By  the  Commission. 

[seal]  Orval  L.  DxjBors. 

Sccrdury. 

|F.   R.   Doc.   4»-3782;-  FUed,   May    11.    11  3; 
8:4«  a.  ni.| 


1  IMu.'i  Bccriieil  inl.rest  from  Apr.  1.  1!M»»,  to  iliitt>  of 
cl(>li\crv  Hml  iMivnunt  for  (he  Ntw  Honds. 

Said  amendment  having  further  set 
forth  that  Kansas  Power  has  accepted 
the  bid  of  the  first  Boston  Corporation, 
as  shown  above,  for  the  purchase  of  said 
New  Bonds  and  that  said  New  Bonds  will 
be  offered  for  sale  to  the  public  at  a  price 
of  101.50'^r  of  the  principal  amount 
thereof,  plus  accrued  interest  from  April 
1.  1949  to  date  of  delivery,  resulting  in  an 
underwriters'  spread  equal  to  0.68%  of 
the  principal  amount  of  the  New  Bonds; 
and 

The  record  having  been  completed  with 
respect  to  the  payment  of  fees  and  ex- 
penses for  services  rendered  in  connec- 
tion with  the  propo.sed  transaction  as 
follows:  Doran.  Kline.  Cosgrove.  Jeffrey 
L  Russell,  counsel  for  declarant,  fee 
$12.C00.  expenses  estimated  not  to  exceed 
$1,600:  Beeckman  &  Bogue.  independent 
counsel  for  the  underwriters,  fee  $9,000. 
expenses  estimated  not  to  exceed  $716; 
and  Price.  Waterhouse  &  Co..  ac- 
countants for  declarants,  fee  $4,200,  ex- 
penses $609.20:  and 

The  Commission  having  examined  the 
record  in  the  light  of  said  amendment, 
and  observing  no  basis  for  imposing 
terms  and  conditions  with  respect 
thereto;  and  it  appearing  to  the  Com- 
mi.'jsion  that  the  fees  and  expenses  of 
company  counsel,  independent  counsel 
for  the  underwriters  and  the  accountants 
for  the  company  are  not  unrea.sonable  in 
view  of  the  special  circumstances  of  this 
case,  involving,  particularly,  additional 
work  as  a  consequence  of  a  decision  by 
the  company  to  merge  with  its  principal 
subsidiary  which  necessitated  revision  of 
Its  filing  and  postponement  of  opening  of 
bids,  but  that  the  record  is  not  complete 
with  respect  to  the  fees  and  expenses  of 
the  engineers  for  the  company: 

It  is  ordered.  That  jurisdiction  here- 
tofore reserved  with  respect  to  the  mat- 
ters to  be  determined  as  a  result  of  com- 
petitive bidding  under  Rule  U-50  for  said 


fFilcNo.  7-1C96) 

Sears,  Roebuck  L  Co. 

FINDINGS  AND  ORDER  GRANTING  APPLICATION 

At  a  regular  ses.sion  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C . 
on  the  6th  day  of  May  A.  D.  1949. 

The  Cleveland  Stock  Eicchange.  pur- 
suant to  section  12  (f)  '2  ■  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule 
X-12F-1  thereunder,  has  made  applica- 
tion for  unlisted  trading  privileges  in  the 
Capital  Stock.  No  Par  Value,  of  Sears, 
Roebuck  L  Company,  Chicago.  Illinois. 

After  appropriate  notice  and  opportu- 
nity for  hearing  and  in  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  in  the 
application  makes  the  following  findings: 
( 1  >  That  this  security  is  registered  and 
listed  on  the  Chicago  Stock  Exchange, 
the  Los  Angeles  Stock  Exchange,  the 
New  York  Stock  Exchange,  and  the  San 
Francisco  Stock  Exchange;  that  the  geo- 
graphical area  deemed  to  constitute  the 
vicinity  of  the  Cleveland  Stock  Exchange 
Is  the  State  of  Ohio;  that  out  of  a  total 
of  23.634.205  .shares  outstanding.  659.450 
shares  are  owned  by  3.500  shareholders 
in  the  vicinity  of  the  Cleveland  Stock  Ex- 
change; and  that  in  the  vicinity  of  the 
Cleveland  Stock  E:xchange  transactions 
were  effected  in  17.375  shares  during  the 
period  from  March  1.  1948  to  Manh  1. 
1949; 

<2)  That  sufficient  public  distribu:on 
of.  and  sufficient  public  trading  activity 
in.  this  security  exist  in  the  vicinity  of 
the  applicant  exchange  to  render  the 
exteasion  of  unlisted  trading  priviUees 
thereto  appropriate  in  the  public  interest 
and  for  the  protection  of  investors:  and 
(3>  That  the  extension  of  unh'^tea 
trading  privileges  on  the  applicant  tx- 
change  to  this  security  is  otherwise  ap- 
propriate in  the  public  interest  and  lor 
the  protection  of  investors. 

Accordinply  it  is  ordered.  Pursuant  to 
section  12  (f)  (2)  of  the  Securities  Ex- 
change Act  of  1934.  that  the  application 
of  the  Cleveland  Stock  Exchange  for  per- 
mission to  extend  unlisted  trading  privi- 
leges to  the  Capital  Stock.  No  Par  Value, 
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of  Sears.  Roebuck  L  Company  be,  and 
the  same  is,  hereby  granted. 

By  the  Commission. 

fsEALl  Orval  L.  DuBois, 

Secretartf. 

|F    R.   Doc.   49-3783;    FUed.   May    11,    1949; 
8:40  a.  m.] 
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Cambridge  Electric  Light  Co. 

supplemental  order   gr.^nting  applica- 
tion and  releasing  jurisdiction 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C.  on 
the  5th  day  of  May  1949. 

Cambridge  Electric  Light  Company 
("Cambridge") .  a  subsidiary  of  New  Eng- 
land Gas  and  Electric  Association,  a  reg- 
istered holding  company,  having  filed  an 
application,  and  amendments  thereto, 
pursuant  to  section  6  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935  and 
Rule  U-50  promulgated  thereunder, 
wherein  Cambridge  proposes  to  issue  and 
sell  $2,750,000  principal  amount  of  notes 
due  1974;  and 

The  Commission  having  by  order  dated 
April  27,  1949.  granted  said  application, 
as  amended,  subject  to  the  condition  that 
the  proposed  Issuance  and  sale  of  notes 
not  be  consummated  until  the  results  of 
the  competitive  bidding,  pursuant  to  Rule 
U-50,  have  been  made  a  matter  of  record 
In  the  proceeding  and  a  further  order 
shall  have  been  entered  In  the  light  of 
the  record  so  completed,  jurisdiction  be- 
ing reserved  for  this  purpose,  and  the 
Commission  having  reserved  Jurisdiction 
over  the  payment  of  fees  and  expenses  to 
be  incurred  in  connection  with  the  pro- 
posed tran.saction;  and 

Cambridge  having  filed  an  amendment 
to  said  application  in  which  it  is  stated 
that  it  has  Invited  bids  with  respect  to 
such  notes  pursuant  to  the  competitive 
bidding  requirements  of  Rule  U-50  and 
has  received  the  following  bids: 
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The  amendment  further  stating  that 
Cambridge  has  accepted  the  bid  of  Hal- 
sey  Stuart  &  Co..  Inc..  for  the  notes  as  set 
out  above  and  that  the  said  notes  will  be 
offered  for  sale  to  the  public  at  a  price  of 
100  625 '^r,  resulting  in  an  underwriter's 
spread  of  0.448':7  ;  and 

The  amendment  further  setting  forth 
the  expenses  and  legal  fees  to  be  incurred 
In  connection  with  the  proposed  trans- 
Mtion.  which  legal  fees  are  as  follows: 

WUliHtn  A.  Hill,  counsel  for  Cam- 
bridge.  M.  000.  00 

Choate.  Hall  and  Stewart,  council 
tor  bidders: 

To  be  paid  by  bidders 4. 000.  00 

To  he  paid  by  Cambridge 1,  500.  00 

No.  91 3 
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The  Commission  having  examined  said 
amendment  and  having  considered  the 
record  herein  and  finding  no  basis  for 
Imposing  terms  and  conditions  with  re- 
spect to  such  matter,  and  finding  that  the 
fees  and  expenses,  including  legal  fees, 
are  not  unreasonable: 

It  is  ordered.  That  the  application,  as 
amended,  be  granted  and  that  the  Juris- 
diction heretofore  reserved  with  respect 
to  the  results  of  competitive  bidding  for 
the  notes  and  in  respect  of  legal  fees  and 
expenses  be.  and  the  same  hereby  Is.  re- 
leased, subject,  however,  to  the  terms 
and  conditions  prescribed  In  Rule  U-24. 

By  the  Commission. 


[SEAL] 


Orval  L.  DuBois, 

Secretary. 


IF.   R.   Doc.   49-378*:    Filed,   May   11,    1949; 
8:46  a.  m.] 


DEPARTMENT  OF  JUSTICE 
OfRce  of  Alien  Property 

AuTHORrTT:  40  Stat.  411,  55  Stat.  839,  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14.  1946,  11  F.  R.  11981. 

[Vesting  Order   132161 

Thea  von  Harbou  ET  AL. 

In  re:  Screen  play  and  motion  picture 
"M"  and  rights  and  interests  therein 
owned  by  Thea  von  Harbou,  Theodor 
Stellakis  and  others. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  No.  9193.  as  amended,  and 
Executive  Order  No.  9788.  and  pursuant 
to  law.  after  investigation,  It  Is  hereby 
found: 

1.  That  Thea  von  Harbou.  whose  last 
known  address  Is  14  Franken  Allee. 
Berlin-Charlottenburg.  Germany,  and 
Theodor  Stellakis.  whose  last  known  ad- 
dress is  la  Kronprinzessinnen  Weg. 
Berlin-Wannsee,  Germany,  are  residents 
of  Germany  and  are  nationals  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  property  described  as 
follows: 

(a)  All  right,  title,  interest  and  claim 
of  whatsoever  kind  or  nature,  under  the 
statutory  and  common  law  of  the  United 
States  and  of  the  several  states,  terri- 
tories, and  possessions  thereof,  in,  to, 
and  under  the  following: 

(1)  That  certain  screen  play  entitled 
"M",  which  was  written  by  Thea  von 
Harbou  and  used  as  the  basis  for  that 
certain  motion  picture  entitled  "M"  (the 
original  or  working  title  of  which  was 
"Morder  unter  Uns")  produced  in  1931 
by  Nero  Film  A.  G.  and  directed  by  Fritz 
Lang, 

(2)  The  motion  picture  "M",  referred 
to  In  subparagraph  2  (a)  (1)  of  this 
Vesting  Order,  and  the  registered  copy- 
right (copyright  number  L-3800) 
therein,  to  the  extent  that  said  motion 
picture  and  copyright  Incorporate  or 
embody  any  of  the  rights  in  and  to  the 
screen  play  "M"  referred  to  in  subpara- 
graph 2  (a)  (1)  of  this  Vesting  Order  In- 
cluding, but  not  limited  to,  the  right  to 
consent  to  or  prevent  the  exhibition  of 
said  motion  picture. 
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(3)  Every  copyright,  claim  of  copy- 
right, right  to  copyright  and  right  to 
renew  the  copyright  or  copyrights  In  the 
property  described  in  subparagraph  2  (a) 
(1)  of  this  Vesting  Order,  and  any  and 
all  rights  thereunder  and  thereto  includ- 
ing, but  not  limited  to.  all  rights  to  ar- 
range, adapt,  revise,  translate,  dramatize 
and  perform ; 

<b)  All  right,  title.  Interest  and  claim 
of  whatsoever  kind  or  nature,  under  the 
statutory  and  common  law  of  the  United 
States  or  the  several  states,  territories, 
or  possessions  thereof,  of  Thea  von  Har- 
bou and  of  Theodor  Stellakis.  and  also  of 
all  other  persons  (including  Individuals, 
partnerships,  associations,  corporations 
or  other  business  organizations> .  whether 
or  not  named  in  this  Vesting  Order,  who 
are  residents  of.  or  which  are  organized 
under  the  laws  of  or  have  their  princi- 
pal places  of  business  in.  Germany  or 
Japan,  and  are  nationals  of  such  de.sig- 
nated  enemy  countries.  In,  to,  and  under 
the  following: 

(1>  The  motion  picture  "M"  referred 
to  in  paragraph  2  (a)  of  this  Vesting 
Order,  and  every  copyright  (including 
registered  copyright  number  L-3800>, 
claim  of  copyright,  right  to  copyright, 
and  right  to  renew  the  copyright  or  copy- 
rights in  said  motion  picture,  and  any 
and  all  rights  thereunder  and  thereto 
Including,  but  not  limited  to.  all  rights 
to  arrange,  adapt,  revise,  tran.slate,  per- 
form, exhibit  and  remake, 

(2)  All  arrangements,  adaptations,  re- 
visions, dramatizations,  translations  and 
versions  of  the  .said  screen  plav  "M"  and 
of  the  said  motion  picture  'M". 

(3>  Every  license,  agreement,  privi- 
lege, power  and  right  of  whatsoever  na- 
ture arising  under  or  with  respect  to  the 
property  described  in  subparagraphs  2 
(a).  2  (b)  (1)  and  2  (b)  (2)  of  this 
Vesting  Order, 

<4)  All  rights  of  renewal,  reversion  or 
revesting.  If  any.  In  the  property  de- 
scribed In  subparagraphs  2  (a>,  2  (b) 
(11,  2  (bl  (2)  and  2  (b)  (3)  of  this 
Vesting  Order. 

(c>  All  monies  and  amounts,  and  all 
rights  to  receive  monies  and  amounts, 
by  way  of  damages,  royalty,  share  of 
profits  or  other  emolument,  accrued  or 
to  accrue,  whether  arising  pursuant  to 
law.  contract  or  otherwise,  with  respect 
to  the  property  described  In  subpara- 
graphs 2  (a)  and  2  (b)  of  this  Vesting 
Order. 

(d)  All  causes  of  action  accrued  or  to 
accrue  at  law  or  in  equity  with  respect 
to  the  property  described  In  subpara- 
graphs 2  (a).  2  (b>.  and  2  (c)  hereof, 
including  but  not  limited  to  the  rights 
to  sue  for  and  recover  all  damages  and 
profits  and  to  request  and  receive  the 
benefits  of  all  remedies  provided  by  com- 
mon law  and  by  statute  for  the  Infringe- 
ment of  any  copyright,  for  the  violation 
of  any  right  and  for  the  breach  of  any 
obligation  described  in  or  affecting  the 
aforesaid  property. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany;  and  is  prop- 
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erty  pf,  or  Is  property  payable  or  held 
with  respect  to  copyrights  or  rights  re- 
lated thereto  in  which  Interests  are  held 
by  and  such  property  itself  constitutes 
Interests  therein  held  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
referred  to  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and  it  being 
deemed  necessary  in  the  national  In- 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2  hereof, 
to  be  held,  used,  administered.  Kquidated, 
sold  or  otherwise  dealt  with  in  the  in- 
terest of  and  for  the  benefit  of  the  United 

States.  ,   ,^     .       .J 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  No.  9193.  as  amended. 

Executed   at  Washington.  D.   C.  on 
April  28,  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Offiice  of  Alien  Property. 

IP.   R,   Doc.    49  3799:    Filed.    May    11.    1949; 
8  49  a.  m.] 


[Vesting  (Drder  132211 

Paul  Tiepolt 


In  re:  Estate  of  Paul  Tiepolt.  deceased. 
D-28-8498:  E.  T.  sec.  9833. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Inve.stigation,  It  is  hereby  found: 
1.  That  Elizabeth  Tiepolt,  whose  la.st 
known  address  was,  on  March  1,  1949. 
Germany,  was  on  such  date  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2  That  ten  (10>  shares  of  $10  par 
value  common  stock  of  Cities  Service 
Company,  a  corporation  organized  under 
the  laws  of  Delaware,  evidenced  by  cer- 
tificate number  L.  C.  2321  registered  in 
the  name  of  Paul  Tiepolt.  together  with 
all  declared  and  unpaid  dividends 
thereon,  including  particularly,  but  not 
limited  to.  those  evidenced  by  the  checks 
described  below.  ls.sued  by  said  Cities 
Service  Company,  payable  to  the  order 
of  Paul  Tiepolt.  numbered,  dated  and  In 
the  amounts  as  set  forth : 


NOTICES 

and  any  and  all  rtghts  In.  to  and  under 
said  checks.  Including  the  rtght  to  pos- 
session and  presentation  for  payment 
thereof  were  delivered  to  the  Attorney 
Oneral  of  the  United  States  by  Vernon 
Sllvershleld,  Public  Administrator,  as 
administrator  with  the  will  annexed  of 
the  e.state  of  Paul  Tiepolt.  deceased; 

3  That  the  said  property  was  rc- 
cepted  by  the  Attorney  General  of  the 
United  States  on  March  1. 1949.  pursuant 
to  the  Trading  With  the  Enemy  Act.  as 
amended; 

4.  That  the  said  property  Is  presently 
In  the  possession  of  the  Attorney  Gen- 
eral of  the  United  States  and  was  prop- 
erty within  the  United  States  owned  or 
controlled  by.  payable  or  deliverable  to. 
held  on  behalf  of  or  on  account  of.  or 
owing  to.  or  which  was  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

5.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  was  not 
within  a  designated  enemy  country  on 
March  1.  1949.  the  national  interest  of 
the  United  States  required  that  such  per- 
son be  treated  as  a  national  of  a  desig- 
nated enemy  country  (Germany)  on  such 

date. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  .sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

This  vesting  order  Is  issued  nunc  pro 
tunc  to  confirm  the  vesting  of  the  said 
property  by  acceptance  as  aforesaid. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 


Executed   at  Washington.  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[f.   R.   Doc.   49-3800;    Piled.   May    11,   1949; 
8:49  a.  m.] 


[Vesting  Order  13229) 
JURGIS  ILJINAS 


2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Jurgis  Iljinas  also  known 
as  Georg  Iljin.  by  the  Swiss  Bank  Cor- 
poration. 15  Nassau  Street.  New  York. 
New  York,  arising  out  of  a  cash  balance 
In  a  Custodian  Account,  entitled  Jurgis 
Iljinas,  account  No.  80544,  maintained 
at  the  aforesaid  bank  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same,  and 

b.  Six  1 6)  United  States  2"' 8*^0  Treas- 
ury Bonds,  of  $1,000  face  value  each,  due 
March  15.  1960.  bearing  the  numbers 
216664D.  216665E,  216666P.  417472B, 
417473C  and  418095E,  in  bearer  form. 
presently  in  the  custody  of  the  Swiss 
Bank  Corporation.  15  Na.ssau  Street.  New 
York.  New  York,  in  a  blocked  account  No. 
80544  and  any  and  all  rights  thereunder 
and  thereto. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Jurgis 
Iljinas  also  known  as  Georg  Iljin,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per.son 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  end  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  inter- 
est 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  'national '  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 
Executed  at  Wa-shington.  D.  C,  on 
May  3,  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49  3801;    Filed,   May    11.    1949; 
8:49  a.  m.l 


I  heck  No. 


C  21WT1. 

11-1(UU) 

A11-K510 

B11-7W6 

011-4373 


Date 


Pec.  19,1047 
Mar.  81.  m^ 
June  21.  iws 
P«.pt.  at,  11M8 
Dei'.   3(1.  IWS 


Amount 


$16.00 

a.  00 

8  00 

1.00 

15.00 


In  re:  Debt  owing  to  and  bonds  owned 
by  Jurgis  Iljinas  also  known  as  Georg 
Iljin.     F-43-20-A-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Jurgis  Iljinas  also  known  as 
Georg  Iljin,  whose  last  known  address  Is 
Trautenau  Strasse  12  m  Berlin-Wil- 
mersdorf .  Germany,  la  a  resident  of  Ger- 
many and  a  national  of  a  designated  en- 
emy country  (Germany)  i 


[Vesting  Order  13236] 
Alfred  Stempfle 

In  re:  Bank  account  and  securities 
owned  by  Alfred  Stempfie.  F-28-5537- 
A-1;  D-1.D-2.D-3:  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found. 

1.  That  Alfred  Stempfle.  whose  last 
known  address  is  Blumenstra.sse  5  <21bi. 
Witten,  Ruhr,  Germany,  is  a  resident  oi 


Thursday,  May  12, 1949 

Germany  and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Alfred  Stempfie,  by  The 
National  City  Bank  of  New  York,  55  Wall 
Street.  New  York,  New  York,  arising  out 
of  a  Compound  Interest  Account,  ac- 
count number  A  1053829.  entitled  Alfred 
Stempfle.  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

b.  Those  certain  shares  of  stock  evi- 
denced by  certificates  described  in  Ex- 
hibit A,  attached  hereto  and  by  reference 
made  a  part  hereof,  presently  in  the  cus- 
tody of  The  National  City  Bank  of  New 
York.  55  Wall  Street.  New  York,  New 
York,  together  with  all  declared  and  un- 
paid dividends  thereon,  and 

c.  Five  (5)  shares  of  $25.00  par  value 
common  capital  stock  of  The  American 
Tobacco  Company.  Ill  Fifth  Avenue, 
New  York.  New  York,  a  corporation  or- 


FEDERAL  REGISTER 

ganized  under  the  laws  of  the  State  of 
New  Jersey,  evidenced  by  a  certificate 
numbered  BB  81881  for  five  (5)  shares  of 
$25.00  par  value  common  class  B  stock  of 
the  aforesaid  corporation,  registered  in 
the  name  of  Alfred  Stempfle.  and  pres- 
ently in  the  cu.stody  of  The  National  City 
Bank  of  New  York.  55  Wall  Street.  New 
York,  New  York,  together  with  all  de- 
clared and  unpaid  dividends  thereon, 
and  any  and  all  rights  to  exchange  the 
aforesaid  certificate  for  a  new  certificate 
for  common  stock  of  the  aforesaid  com- 
pany. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  Alfred  Stempfle. 
the  aforesaid  national  of  a  designated 
enemy  country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 


2:)39 

national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  oa 
May  3,  1949. 

For  the  Attorney  General. 

IsE.AL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Properly. 


KXHIRIT   A 

Name  ami  add  res* 

Certiflcate 
Nos. 

Staloof  innoriw- 
ratiou 

Number 
of  sliares 

Par  value 

Tyi*  of  stock 

KegisteriHl  owner 

ADi<>ri(«n  Toljacoo  Co.,  Ill  .'.ih  .V venue.  Niw  Vork.  N.  Y. 
Bttlilolirm  .stoel  Corp.,  2.'>  Broadway,  Niw  York.  N.  Y... 

ai«fi47 

L  .V-VKl 

4V*.>4.i 

D  WMYI 

NYD  .VVriTO 
C  l«7-«(« 

NVO  i^awH 

NVO  llNUl 

C  (r4o.v> 

N  B  75S,'W 

Ni'w  Jers«'y 

Dtlawari- 

10 

.1 

10 

14 

10 
6 
2 

20 
20 

$25. 00 

No  par 

No  par 

25.00 

No  liar 

10.00 

.vt.oo 

."itl.  00 

12.50 

No  par 

Comnidn . 

Hurley  &  Co.,  55  Wall  St     N    Y 

....  do 

Alfrc<l  .stempfle. 
Do. 

Com  I'roducta  Keftnlng  Co.,  17  Batury  PL,  New  York, 

Ocnimi  Klectric  Co..  .^70  I^xinRton  -Ave..  New  York,  N.  Y. 
Gcneml  Motors  Corp..  177.1  Broadway.  New  York,  N.  Y.. 
Initol  .-^lalos  SiucltinK  K^'nninu  &  Mining  Co..  17  Fed- 
crsl  ^t     Boston   \la*v^ 

New  Jersey 

New  York 

Delaware 

Maine   _ 

do ^ 

do 

drt 

do 

do 

do 

do 

Hurley  &  Co.,  55  Wall  St.,  N.  Y. 

Alfre<l  .Stemiifle. 

Do. 
Hurley  4  Co..  55  Wall  St.,  N.  Y. 

Do. 

West mp house  Kw'ctrii-Corp.,  S<H'i4lh  Ave.  l'iitsl>urKh.  Pa. 
International  Nickel  Co.  of  Canada,  Ltd.,  »i7  Wall  St., 
New  York,  N.  Y, 

Pennsylvania 

Do. 
Alfred  Stempfle. 

[F.  R.  Doc.  49-3802;  Filed,  May  11.  1949;  8:49  a.  m.| 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  I — Farm   Credit  Administra- 
tion,  Department  of  Agriculture 

Subchopttr      G Regional      Agricultwrol       Credit 

Corporations 

Part  92— Loans,  Types  and  Kinds; 
Eligibility  of  Borrowers 

Part   93— Application   or   Proceeds   of 
Sale 

Part  94 — Security  Requirements 

Part  97— Loans  by  Regional  Agricul- 
turxl  Credit  Corporation  of  Washing- 
ton, D.  C,  TO  Pur  Farmers 

revocation  of  all  rules  and  regulations 

PERTAINING    TO    REGIONAL    AGRICULTURAL 
cr.EDIT  CORPORATIONS 

All  regional  agricultural  credit  corpo- 
rations originally  created  under  5ection 
201  ( e )  Of  the  Emergency  Relief  and  Con- 
struction Act  Of  1932,  as  amended  (12 
U.  S.  C.  1148),  having  heretofore  been 
consolidated  or  merged-into  the  Regional 
Agricultural  Credit  Corporation  of  Wash- 
ington, D.  C;  and  the  Regional  Agricul- 
tural Credit  Corporation  of  Washington, 
D.  C,  having  been  dissolved  and  its  func- 
tions transferred  to  the  Secretary  of 
Agriculture  by  Public  Law  38.  81st  Con- 
gress, efifectlve  April  16.  1949; 

All  of  Subchapter  G,  containing  Parts 
92  through  97,  of  Chapter  I.  Title  6  of  the 
Code  of  Federal  Regulatioa«;,  is  hereby 
revoked  as  of  April  16,  1949. 

•Sec.  1,  Pub.  Law  38.  81st  Cong.) 

f^EAL]  A.  J.  LOVELAND, 

Actinr'  Secretary. 

IF    R.   Doc.    49-3847;    Piled.   May    12,    1949; 
8:54  a.  m.J 


Chopter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Part  664 — ^Tobacco  . 

sfrpart  1948  tobacco  loan  program 

Sot  forth  below  Is  schedule  of  advance 
2^^"-  by  grades,  for  the  1948  crop  of 
Maryland  tobacco,  type  32b.  also  known 
«s  upper  country  tobacco,  in  loose  leaf 
'orm  under  the  tobacco  loan  program 


Wosh/ngfon,  friday,  May  13,  7949 


formulated     by     Commodity     Credit 
Corporation  and  Production  and  Mar- 
keting Administration,  published  July  15 
1948  (13  P.  R.  4004). 

§  664  16  1948  crop;  Maryland  tobac- 
co. Type  32b,  also  knoicn  as  Upper  Coun- 
try Tobacco,  in  loose  leaf  form,  advance 
scheduled 

|Dol!ars  per  100  pounds,  farm  sales  weight] 


Advaiice 
Grade:  rate 

BIF 48.  12 

B2P 46.  12 

B3F 44.12 

B4F 39.12 

E5F_.. 28.  12 

BIR 46.  12 

B2R :_  43.  12 

B3R 36.  12 

B4R 25.  12 

B5R 15.  12 

B3V 34.12 

B4V. 28.12 

B5V 16.12 

B3D 22.12 

E4D: 15.  12 

B5D 10.  12 

B3G 19.12 

B4G 12.  12 

B5G 9.12 

T3P..- 36.  12 

T4F 28.12 

T5F 16.12 

T3R 28.12 

T4R 18.12 

T5R 10.13 

T4V 16.12 

T5V 12.12 

T4D 12.12 

TED 9.12 

T4G 12.12 

T5G 9.12 

CIL 50.12 

C2L 50  12 

C3L 46.  12 

C4L 44.  12 

C5L 36.  12 

CIF 60.  13 

C2F 50.  12 

C3F 48.  12 

C4P 46.  12 


Advayice 
Grade:  rate 

C5P 39.12 

CIR 48.  12 

C2R 46.12 

C3R 44.  12 

C4R 42.12 

C5R 30.12 

C3V 42.12 

C4V 36.  12 

CSV 24.  12 

C3D 33.  12 

C4D 25.  12 

C5D 15.  12 

C3G 30   12 

C4G 22.  12 

C5G 15.  12 

XIL 48.12 

X2L 46.12 

X3L 43.12 

X4L 37.  12 

X5L 27.  12 

XIP 48.12 

X2F 46.  12 

X3F 42.  12 

X4F 36.  13 

X5P 25.  12 

XIR 45.12 

X2R. 42.  12 

X3R 37.12 

X4R 27.12 

X5R 15.12 

X3V 30.13 

X4V 22.12 

X5V 15.12 

X3D 22.  13 

X4D 13.12 

X5D 9.12 

X3G 18.12 

X4G 12.12 

X5G 9.12 

P3L 31.12 


"The  farmer  cooperative  association 
through  which  the  loans  are  made  for  Mary- 
land tobacco,  type  32b.  also  known  as  upper 
counti-y  tobacco.  Is  authorized  to  deduct  from 
the  amount  paid  to  growers  12  cents  per  hun- 
dred pounds  to  apply  against  the  overhead 
costs  to  the  association  of  the  loan  opera- 
tion. Tobacco  can  be  placed  under  loan  only 
by  the  ortglnal  producer.  Tobacco  graded 
"W  (wet).  "U"  (unsound).  "DAM"  (dam- 
aged) ,  N2L,  N2D,  or  N2G  will  not  be  accepted. 

(Continued  on  next  page) 


CONTENTS 

Agriculture  Department  Page 

See   also  Farm   Credit   Adminis- 
tration;  Forest   Service;   Rural 
Electrification  Administration. 
Proposed  rule  making: 
Denver  Union  Stock  Yard  Co.; 

petition  for  modification 2547 

Pecans  grown  in  Georgia,  Ala- 
bama,    norida,     Mississippi, 

and  South  Carolina '     2547 

Rules  and  regulations: 
Pecans,  unshelled;  U.  S.  stand- 
ards      2543 

Tobacco;  1948  loan  program"!     2541 

Alien  Property,  Office  of 

Notices: 
Vesting  orders,  etc.: 

Akc.  Sab.  Liepajas  Banka-_.  2588 

Bachman,  F.  Moser 2563 

Bohn,  Reinhold,  et  al 2566 

Knaul,  Gizella 2567 

Lumpp,  Anna 2569 

•  Matsuo.  Mitsuzo 2567 

Mitsui  Bussan  Kaisha,  Ltd-_I  2669 

Miura.  Moto 2568 

Mueller,  George^ ~  •2570 

Nakagawa.  Sakuja I  2579 

Nakano,  Kyoichi 2587 

Petersen,  A.N 2570 

Stoll,  John 2571 

Wodnik,  Paul "  2571 

Zimmerman,  Max I  2568 

Commerce  Department 

See  Domestic  Commerce,  Office  of. 

Com.modity  Credit  Corporation 

See  Agriculture  Department. 

Customs  Bureau 
Proposed  rule  making: 
Currency   conversion;    Siamese 

baht 2543 

Domestic  Commerce,  Office  of 

Rules  and  regulations: 

Designation  of  subchapters 2344 

Economic  Cooperation  Admin- 
istration 
Rule.s  and  regulations: 
Procedures   for   furnishing   as- 
sistance to  participating  coun- 
tries (Corr.) 2545 

Farm  (^edit  Administration 

Rules  and  regulations: 

Application  of  proceeds  of  sale.    2541 

2541 


2512 


FEOERUSfrBEGISTER 


Published  dally,  except  Sundays   Mondays, 
and  days  following  official  Federal  hoi  days 
Sy  the  Division  of  the  Federal  Register,  the 
National  Archives,  pursuant  to  the  authority 

contained  In  the  ^<^^'^^ ^^«^^^"  ^^  *^ 
proved  July  26,  1935  (49  Stat.  500.  as 
K.^ed:  44  U.  S.  C.  ch.  8B).  under  regula- 
S?ns  prescribed  by  the  Admlnlstratlv-e  Corn- 
mlttee  approved  by  the  President  Distribu- 
tion is  made  only  by  the  Supe^'"^*"^^"!  °/ 
Documents.     Government     Printing     Office. 

Wivshlngton  25,  D.  C.  v.„-«in 

The  reeulatory  material  appearing  herein 
18  keyed  to  the  Code  of  Federal  Regulations 
which  Is  published,  under  50  titles,  pursuant 
to  section  11  of  the  Federal  Register  Act.  as 
amended  June  19.  1937. 

The  FEDERAL  REGisTHi  wlU  be  furnished  by 
mall  to  subscribers,  free  of  postage  for  $150 
per  month  or  $15.00  per  year,  payable  In  ad- 
?ance.  The  charge  for  Individual  copies 
(minimum  15o  varies  In  proportion  to  the 
ilze  of  the  issue.  Remit  check  or  m««^y 
order,  made  payable  to  the  Superintendent 
of  Exicuments.  directly  to  the  Government 
Printing  Office.  Washington  25,  D.  C. 

There  are  no  restrictions  on  the  republlca- 
tlon  of  material  appearing  In  the  Federal 
registoi. 


CONTENTS — Continued 

Farm    Credit    Administration- 
Continued 

Rules  and  regulations-<:ont inued 

Loans  by  Regional  Agr  cultural 

Credit  Corporation  of  Wasn- 

ington.  D.  C.  to  fur  farmers. 

Loans,  types  and  kinds;  eligibU- 


RULES  AND  REGULATIONS 
CONTENTS — Continued 


Page 


T  949  Edition 

CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
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2560 


2561 


Federal  Power  Commission 

Notices : 

Hearings,  etc.: 

Lone  Star  Oas  Co— 

Ohio  Fuel  Gas  Co f^^ 

Pennsylvania  Gas  Co ^^^^ 

South  Carolina  Public  Service 
Authority 

Federal  Security  Agency 

See  Food  and  Drug  Administra- 
tion. 
Food  and  Drug  Administration 
Rules  and  regulations: 

Certification  of  batches  of  peni- 
cillin- or  streptomycin-con- 
taining drugs;  miscellaneoas 

amendments ---- 

Fruit  preserves  and  Jellies:  defi- 
nitions and  standards  of  iden- 
tity (Corr.) 

Forest  Service 

Notices:  t„.„„j 

Flagstaff  Federal  Sustained 

Yield  Unit ^^^^ 

Housing  Expediter,  Office  of 

Rules  and  regulations: 

Housing ^--- 

Rooms  in  rooming  houses  and 

other  establishments '^o^a 

Interior  Department 

See  Land  Management.  Bureau  of; 
National  Park  Service. 

Commerce   Commis- 


2544 


2544 


CONTENTS — Continued 

Tariff  Commission 

Notices:  ,  ,.      . 

U  8  Hop  Growers'  Association.     ^^^^ 
dismissal  of  application—-*—    -^jjj 
Treasury  Department 

See  Customs  Bureau. 

CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documenta 
pubUshed  in  this  issue.  Propc«ed  rules  as 
opposed  to  final  actions,  are  Identified  as 
such. 

Title  6 
Chapter  I: 

Parts  92-97 

Chapter  IV: 

Part  664 

Title  7 
Chapter  I: 

Part  51 

Chapter  IX: 

Part  994  (proposed*-— -     ^^*' 

Title  15 


2541 


2541 


2543 


2562 


2556. 2557 


2554 


2546 


J 


Page 


2541 


ity  of  borrowers- •-     2541 

Security  requirements ^^*'- 


Interstate 
sion 

^"interstate  Freight  Carriers' 
Conference.  Inc.;  application 
for  approval  of  agreement.— 

Justice  Department 

See  Allen  Property.  Office  of. 

Land  Management,  Bureau  of 

Notices: 

Classification  orders: 
California  (3  documents) 
Nevada  (7  documents)—  2554-J&J)a 
Filins  of  plats  of  survey: 

Arizona 

Utah 

National  Park  Service 
Rules  and  regulations: 

Mount  Rainier  National  Park- 
Rural    Electrification     Adminis- 
tration 

Notices:  tKnn 

Delegations  of  authority ^^^^ 

Securities  and  Exchange  Com- 
mission 
Notices: 
Hearings,  etc.: 

Alabama  Gas  Corp—---     ^^^^ 
American  Power  &  Light  Co. 
and  Kansas  Gas  and  Elec- 
tric Co 

Bankers  Securities  Corp.  and 
Benjamin    Franklin    Hotel 

Co ""■ 

ClnclnnaU  Gas  &  Electric  Co. 
Columbla   Gas   System,  Inc. 

(2  documents) i^lt 

General  Public  Utilities  Corp. 
Texas  Utilities  Co.  and  Texas 

Power  &  Light  Co 


Chapter  HI:  . . 

Part  323 f*] 

Part  334- ^544 

Part  336 *^JJ 

Part  338 ;^TT 

Parts  360-363 2544 

Parts  370-382 ti* 

Part  399 ^^** 

Title  19 
Chapter  I: 

Part  16  (proposed) 

Title  21 

Chapter  I:  „-.- 

Part  29 254J 


2546 


Part  146. 

Title  22 

Chapter  II:  „-.. 

Part  201 -•- 2545 

Title  24 

Chapter  VIH:  ,, 

Part  825  (2  documents) -3" 

Title  36 

Chapter  I:  „:-,(, 

Part  20-  -^^^ 


[Dollars  per  100  pounds,  farm  sales  weight] 

Advance 


Advance 

rate 

..    22.  12 
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P6P 11    12 

P3R 19  " 

Pub.  Law  806 


Grade 
P4L. 
P5L. 
P3P 
P4F 


Grade : 
P4R-. 
P5R. 
NIL- 
N1D_ 
NIG. 


rate 

13.12 

.  10.12 

9.12 

8.12 

8.12 


80th  Cong. > 
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(Sec.  4  (d), 
Issued  this  10th  day  of  May  1949. 

fsEALl  Elmer  F.  Kruse. 

^^'^^'  Manager. 

Commodity  Credit  Corporation. 

Approved:  May  10.  1949. 

Prank  K.  Woolley, 
Vice  President. 
Commodity  Credit  Corporation. 

49-3848.    Filed.    May    12,    l^*! 
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TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tion, Marketing  Practices),  Deport- 
ment of  Agriculture 

Part  51— Fresh  PRtnxs.  Vegetables,  and 
Other  Products  (Inspection,  Certifi- 
CATioM,  and  Standards) 

UNITED   states    STANDARDS    FOR    UNSKILLED 
PECANS 

By  virtue  of  the  authority  vested  in  me 
by  the  Secretary  of  Agriculture,  I  hereby 
a  (prove  the  publication  in  the  Federal 
Register  of  the  following  United  States 
Standards  for  Unshelled  Pecans  which 
have  been  in  effect  since  September  15. 
1943.  These  standards  are  currently  in 
effect  pursuant  to  the  Department  of 
Acrlculture  Appropriation  Act,  1949  (Pub. 
Law  712,  80th  Cong.,  2d  sess.,  approved 
June  19.  1948). 

§  51.342     Standards     for     unshelled 

pecans — (a)  Gfnera/.  (1)  These  stand- 
ards apply  only  to  improved  varieties  and 
large  seedlings. 

t2)  The  tolerances  for  these  grades 
are  on  a  lot  basis  and  a  composite  sample 
cu.stomarily  Is  taken  for  inspection  pur- 
pcises.  However,  any  container  or  group 
of  containers  In  which  the  pecans  are 
found  to  be  materially  inferior  to  those 
in  the  majority  of  the  containers  shall 
be  considered  as  a  separate  lot. 

'3)  The  pecan  grading  chart  to  which 
reference  is  made  In  paragraph  (ei  of 
this  section  is  the  pecan  grading  chart 
which  was  Issued  in  1942  by  the  United 
States  Department  of  Agriculture.  Such 
pecan  grading  chart  Is  annexed  '  hereto 
and  made  a  part  hereof. 

•  b)  Grades— (I)  U.  S.  No.  1.  U.  S. 
No.  1  shall  consist  of  unshelled  pecans 
which  are  fairly  uniform  in  color  of 
shells,  fairly  well  shaped,  and  free  from 
damage  caused  by  stains  or  adhering 
hull.";,  split  or  broken  shells,  loose  hulls 
or  other  foreign  material,  or  other 
moans.  The  kernels  shall  be  well  cured, 
free  from  rancidity,  molds,  decay,  and 
worm  Injury  and  from  damage  caused 
by  ."ihrlveling,  discoloration,  or  other 
means.  (See  paragraph  (d)  of  this 
section.) 

'D  In  order  to  allow  for  variations  in- 
cident to  proper  grading  and  handling, 
the  following  tolerances  shall  be  per- 
mitted: 

'a)  For  external  defects  (defects  of 
the  .^hell)  not  more  than  10  percent,  by 
count,  of  the  pecans  in  any  lot  may  be 
below  the  requirements  of  this  grade,  but 
not  more  than  three-tenths  of  this 
amount,  or  3  percent,  shall  be  allowed  for 
serious  damage  caused  by  stains  or  ad- 
hering hulls,  and,  or  by  split  or  broken 
shelLs. 

<b'  For  internal  defects  (defects  of 
the  kernel)  not  more  than  15  percent,  by 


The  pecan  grading  chart  was  filed  with 
jnej^e  United  States  Standards  for  Unshelled 
jTCi'i  s  and  it  Is  available  for  Inspection  In 
wae  IMvlslcn  of  the  Federal  Register.  Copies 
may  be  obtained  upon  request  from  the  Fruit 
and  Vegetable  Branch.  Production  and  Mar- 
"tin?  Administration.  United  States  Depart- 
ment of  Agriculture,  South  Building,  Wash- 
«Ston  25.  D.  C. 
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count,  of  the  pecans  In  any  lot  may  be 
below  the  requirements  of  this  grade,  but 
*  not  more  than  two-fifths  of  this  amount, 
or  6  percent,  shall  be  allowed  for  kernels 
which  are  rancid,  moldy,  decayed.  In- 
jured by  worms,  or  seriously  damaged  by 
shriveling,  discoloration,  or  other  means. 
(2)  U.  S.  Commercial.  U.  S.  Commer- 
cial shall  consist  of  unshelled  pecans 
which  are  free  from  serious  damage 
caused  by  stains  or  adhering  hulls,  split 
or  broken  shells,  loose  hulls  or  other  for- 
eign material,  or  other  means.  At  least 
65  percent,  by  count,  of  the  pecans  in  any 
lot  shall  have  kernels  which  meet  the 
requirements  of  U.  S.  No.  1  grade,  and 
the  remainder  shall  have  kernels  which 
are  fairly  well  cured,  free  from  ranc'dity 
molds,  decay,  and  worm  injury  and  from 
serious  damage  caused  by  shriveling,  dis- 
coloration, or  other  means.  (See  para- 
graph <d>  of  this  section.) 

U)  In  order  to  allow  for  variations  in- 
cident to  proper  grading  and  handling 
the  following  tolerances  shall  be  per- 
mitted : 

(a)  For  external  defects  (defects  of  the 
shell)  not  more  than  10  percent,  by  count 
of  the  pecans  in  any  lot  may  be  below 
the  requirements  of  this  grade. 

<b)  For  Internal  defects    (defects  of 
the  kernel)  not  more  than  15  percent,  by 
count,  of  the  pecans  in  any  lot  may  be 
below  the  requirements  of  this  grade,  but 
not  more  than  two-thirds  of  this  amount, 
or  10  percent,  shall  be  allowed  for  ker- 
nels which  are  rancid,  moldy,  decayed, 
injured  by  worms,  or  so  shriveled  that 
they  are  virtually  of  no  food  value.     No 
part  of  any  tolerance  shall  be  allowed  to 
reduce  for  the  lot.  the  65  percent  of  ker- 
nels required  to  meet  U.  S.  No.  1  grade, 
(c)  Unclassified.    Unclassified      shall 
consist  of  unshelled  pecans  which  have 
not  been  classified  in  accordance  with 
either  of  the  foregoing  grades.  The  term 
"unclassified"  is  not  a  grade  within  the 
meaning  of  these  standards  but  is  pro- 
vided as  a  designation  to  show  that  no 
definite  grade  has  been  applied  to  the  lot. 
(d  >  Size.    The  size  of  pecans  may  be 
stated  on  the  basis  of  the  following  clas- 
sification,   provided   the   nuts   are  not 
below  U.  8.  Commercial  quality: 
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XuinUr  of  nuts  (ler 
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10  of  tho  jni.ilWwt 
nuts  in  a  rt'prt- 
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I  \V  hpn  I  he  .sanijilc  Uv  insiH^t  i,m  consist*  of  mon'than  m 
nuts,  loi^-nvnt.  by  count,  oIth<  smallest  nut.s  wiliu-s<i'tr. 
mt<-.l  an<l  weiphed.  For  example,  if  the  .sainpl.-  (,„i- 
Msls  ()  -.m  nuts.  ».•;  will  cmnilly  W>  the  c-ise  when  a 
carJoi.!  IS  l^inp  Insi^otod.  30  of  IJie  sraall«st  nuts  mu- 1 
v■^^\^:t\  at  ka.^t  thi.o  tin>e>  the  amount  shown  for  any 
.-ifr  flPMrnafion.  In  <vlr<-tin(!  the  smalls!  nuts,  tho4 
whict)  are  hy  observation  the  smallest  in  appearance 
are  serrepaUHl.  In  de<kiinK  which  Is  the  smalk-vt 
anion?  tv-o  or  nion  nuts  «  hith  appetir  to  Iw  about  e.iual 
lu  M7e.  the  hthiest  in  weight  tiball  be  used 
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(^1)  In  addition  to  having  the  requisite 
count  per  pound  for  any  size  designation 
shown  in  this  table,  the  lot  must  comply 
with  the  restrictions  as  to  the  smallest 
nuts  as  indicated.  No  tolerance  shall 
be  allowed. 

'2)  In  lieu  of  the  preceding  size  des- 
ignations, the  .size  of  pecans  in  any  lot 
may  be  described  in  accordance  with 
the  maximum  number  per  pound  or  the 
range  in  number  per  pound  without  re- 
striction as  to  the  smallest  nuts  in  the 
lot.  When  this  method  of  size  specifica- 
tion is  used,  no  tolerance  shall  be  al- 
lowed. The  size  may  also  be  described 
as  an  exact  number  per  pound,  as  65, 
80.  etc.  When  this  method  is  used,  the 
actual  number  per  pound  may  not  vary 
by  more  than  12  percent  from  the  speci- 
fied number. 

<  3  >  The  size  may  also  be  described  in 
terms  of  the  diameter  of  the  smallest 
nuts,  or  range  In  diameters  of  the  nuts  in 
a  lot  stated  In  sixteenths  of  an  inch. 
When  so  specified,  not  more  than  12  per- 
cent, by  count,  of  the  pecans  in  any  lot 
may  be  below  the  minimum  diameter 
specified  and  not  more  than  12  percent 
may  be  above  the  maximum  diameter 
specified. 

<e»  Definitions,  d)  "Fairly  uniform 
in  color  of  shells"  means  that  the  shells 
do  not  show  sufficient  variation  in  color 
to  materially  detract  from  the  general 
appearance  of  the  lot.  Natural  mark- 
ings (usually  In  dark  streaks  and  heav- 
iest near  the  ends)  shall  not  be  consid- 
ered as  detracting  from  the  appearance 
of  the  lot. 

<2t  -Fairly  well  shaped"  means  that 
the  pecan  Is  not  crescent-shaped  nor 
otherwise  materially  misshapen. 

<3)  'Damage"  means  any  injury  or 
defect  which  materially  affects  the  ap- 
pearance, or  edible  or  shipping  quality. 
Any  one  of  the  following  defects  or  any 
combination  of  different  kinds  of  shrivel- 
ing, or  discoloration,  the  seriousness  of 
which  exceeds  the  maximum  allowed  for 
any  one  of  these  defects,  shall  be  consid- 
ered as  damage: 

'i)  "Stains  or  adhering  hulls."  when 
stains  of  dark  color  or  adhering  hulls 
caused  by  shuck  worms  or  other  means 
affect  more  than  5  percent  of  the  shell 
surface  in  the  aggregate. 

(ii)  "Split  or  broken  sheUs,"  when  a 
fragment  of  the  shell  is  broken  cut  or 
v.hen  the  parts  of  the  shell  .spread  upon 
application  of  slight  pressure  near  the 
split  or  crack. 

tiii»  "Shriveling":  (a)  When  materi- 
ally affecting  more  than  5  percent  of  the 
kernel  including  both  halves.  The  shriv- 
eling may  be  on  one  or  both  halves.  The 
flat  or  inner  sides  of  a  pecan  kernel  sel- 
dom .show  as  much  shriveling  as  the  sides 
next  to  the  shell.  In  judging  percentage 
affected  by  shriveling  the  flat  or  inner 
sides  are  disregarded.  The  maximum 
percentage  of  shriveling  (5  percent  in- 
cluding both  halves)  on  two  half  kernels 
not  considered  damaged  is  illustrated  in 
the  upper  left  hand  corner  of  the  pecan 
grading  chart. 

<b>  When  either  half  of  the  kernel  has 
more  than  a  moderately  lean  or  unde- 
veloped appearance.  A  nut  shall  not  be 
considered  as  damaged  solely  becau.se 
one-half  of  the  kernel  is  CQn.sfdf  tably 
shorter  than  the  other  half  or  is  .s.ightly 
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Irregular  In  shape.    A  half  kernel  and 
cross  section  showing  moderately  lean  or 
undeveloped  appearance  not  considered 
damaged  is  illustrated  in  the  center  of 
the  upper  row  of  the  pecan  grading  chart, 
(r )  When  a  cross  section  of  either  half 
of  the  kernel  shows  more  than  a  moder- 
ate hollowness.     A  moderate  hollowness 
in  a  half  kernel  which  is  fairly  firm  and 
"meaty"  shall  not  be  considered  as  dam- 
age.    Kernels    which    are    damaged   by 
shriveling  because  of  hollowness  or  poor 
development  usually  lack  firmness  when 
subjected  to  moderate  pressure  of  the 
fingers.     A  half  kernel  and  cross  section 
showing  moderate  hollowness  not  con- 
sidered damaged   is  illustrated   in   the 
upper  right  hand  corner  of  the  pecan 
grading  chart. 

(iv)  "Discoloration":  (a)  When  either 
half  of  the  kernel  is  darker  or  more  red- 
dish brown  than  indicated  for  undam- 
aped  half  kernels  In  the  lower  left  hand 
corner  of  the  pecan  grading  chart.  The 
Inner  or  flat  side  of  the  half  kernel  is 
disregarded  In  judging  color.  Natural 
markings.  Including  dark  lines  or  marks 
shall  not  be  considered  as  damage  if  the 
ground  color  Is  not  too  dark  according 

to  the  chart. 

(b)   Dark  kernel  spots  caused  by  stings 

or  other  means  when  more  than  one  is 
present  on  either  half  of  the  kernel,  or 
one  spot  if  more  than  »8  of  an  inch  in 
widest  diameter. 

(c>  When  there  is  brownish  or  grayish 
material  from  the  inside  of  the  shell 
adhering  to  more  than  one-fourth  of  the 
surface.  Including  both  halves,  which  was 
adjacent  to  the  shell. 

(d)  When  there  Is  reddish  or  brownish 
dust,  from  the  Inside  of  the  shell,  present 
In  sufficient  quantity  to  materially  affect 
the  appearance  or  edible  quality. 

(e)  Discoloration  which  Is  readily 
noticeable  in  the  interior  of  the  kernel 
when  it  is  broken. 

(4)  "Well  cured"  means  that  the  ker- 
nel separates  freely  from  the  shell  and 
from  the  corky  partitions  inside  the  shell. 
Is  not  tough  and  leathery,  and  appears 
to  be  In  good  merchantable  condition  as 
to  moisture  content. 

(5)  "Fairly  well  cured"  means  that  the 
kernel  separates  freely  from  the  shell  and 
from  the  corky  partitions  inside  the 
shell,  and  appears  to  be  in  good  mer- 
chantable condition  as  to  moisture  con- 
tent, but  may  be  .slightly  leathery. 

(6  >  "Rancidity"  means  that  the  kernel 
Is  noticeably  rancid  to  the  taste.  (Ran- 
cid kernels  are  usually  of  a  reddish 
brown  or  dark  color.) 

(7)  "Molds"  means  molds  on  or  Inside 
the  kernel. 

(8)  "Decay"  means  that  the  kernel  Is 
putrid  or  decomposed. 

(9>  "Worm  Injury"  means  that  worms, 
web.  or  frass  are  Inside  the  shell. 

(10)  "Serious  damage"  means  any  in- 
Jury  or  defect  which  serioa^ly  affects  the 
appearance,  or  edible  or  shipping  quality. 
Any  one  of  the  following  defects,  or  any 
combination  of  different  kinds  of  shrivel- 
ing or  discoloration,  the  seriousness  of 
which  exceeds  the  maximum  allowed  for 
any  one  of  these  defects,  shall  be  consid- 
ered as  serious  damage: 

(i)  "Stains  or  adhering  hulls."  when 
stains  of  dark  color  or  adhering  hulls 
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caused  by  shuck  worms  or  other  means, 
affect  more  than  20  percent  of  the  shell 
surface  in  the  aggregate. 

(ii)  "Split  or  broken  shells."  when  a 
fragment  of  the  shell  is  broken  out  or 
when  the  kernel  is  plainly  visible  through 
a  spilt  or  cracked  shell  without  the  ap- 
plication of  any  pressiu-e. 

(ill)  "Shriveling":    (a)    When   mate- 
rially affecting  more  than  one-third  of 
the  kernel  Including  both  halves.     The 
shriveling  may  be  on  one  or  both  halves. 
The  flat  or  Inner  sides  of  a  p^an  kernel 
seldom  show  as  much  shriveling  as  the 
sides  next  to  the  shell.    In  Judging  per- 
centage affected  by  shriveling,  the  flat 
or    inner    sides    are   disregarded.     The 
maximum  percentage  of  shriveling  (one- 
third    of    the    kernel    including    both 
halves)    not  considered  seriously  dam- 
aged is  Illustrated  in  the  left  side  of  the 
middle  row  of  the  pecan  grading  chart, 
(b)  When  either  half  of  the  kernel 
has  a  more  lean  or  undeveloped  appear- 
ance than  shown  on  the  right  side  of 
the  middle  row  of  the  pecan  grading 
chart  as  the  maximum  shriveling  allowed 
In  pecans  which  are  not  seriously  dam- 
aged. 

(iv)  "Discoloration":  (a>  When  either 
half  of  the  kernel  Is  as  dark  In  color,  or 
darker,  than  Indicated  as  seriously  dam- 
aged on  the  kernel  in  the  center  of  the 
lower  row  of  the  pecan  grading  chart. 
The  Inner  or  flat  side  of  the  half  kernel 
Is  disregarded  In  judging  color. 

( b)  Dark  kernel  spots  caused  by  stings 
or  other  means  when  more  than  three  are 
present  on  either  half  of  the  kernel,  or 
one  spot  if  more  than  one-fourth  of  an 
inch  in  widest  diameter. 

(c)  When  there  is  brownish  or  grayish 
material  from  the  Inside  of  the  shell  ad- 
hering to  more  than  one-half  of  the  sur- 
face, including  both  halves,  which  was 
adjacent  to  the  shell. 

(d»  When  the  Interior  of  the  kernel  is 
discolored  so  that  it  is  unacceptable  as 
food. 

(11)  The  "diameter"  Is  determined  by 
passing  or  attempting  to  pass  the  nut 
through  rectangular  openings  2  inches 
or  more  In  length  and  having  widths  dif- 
fering by  1  If,  of  an  inch.  Diameters  will 
usually  fall  within  the  range  i"i.i  to  "'in 
of  an  inch.    (Pub.  Law  712,  80th  Cong.) 

Done  at  Washington.  D.  C,  this  10th 
day  of  May  1949. 

ISEALl  John  I.  Thompson. 

Assistant  Administrator.  Pro- 
duction a7id  Marketing  Ad- 
ministration. 

(F.   B.   Doc.   4»-3850;    Filed.   May    12.    1949; 
8:55  a.  m.l 


Subchapter  B— Office  of  Domestic 
Commerce,  containing  Parts  334.  336  and 

.338; 

Subchapter  C— Office  of  International 
Trade,  containing  Parts  360-363.  370-382, 
and  399. 


TITLE  21— FOOD  AND  DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  29 — Fruit  Preserves  and  Jellies; 
Definitions  and  Standards  of  Iden- 
tity 

Correction 

In  Federal  Register  Document  48-9571. 
5  29.0.  published  at  page  6398  of  the 
issue  for  Saturday.  October  30.  1948;  the 
following  corrections  are  made: 

1.  In  paragraph  (a)  <3)  the  word  "of 
in  the  second  line  should  read  "if". 

2.  The  first  line  of  the  fourth  para- 
graph of  paragraph  (b)  should  read; 
"Any  combination  of  arpple  and  one,". 


TITLE  15— COMMERCE 
AND  FOREIGN  TRADE 


Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department  of 
Commerce 

Designation  of  Sitbchapters 

Editorial  Note:  Chapter  III  of  Title 
15  has  been  divided  into  3  subchapters, 
as  follows : 

Subchapter  A — Office  of  Business  Eco- 
nomics, containing  Part  323; 


Part  146 — Certification  of  Batches  of 
Penicillin-  or  Streptomycin-Con- 
taining Drugs 

ItlSCELLANEOUS   AMENDMENTS 

By  virtue  of  the  authority  vested  In 
the  Federal  Security  Administrator  by 
the  provisions  of  section  507  of  the  Fed- 
eral Food.  Drug,  and  Cosmetic  Act  (52 
Stat.  1040.  1055,  as  amended  by  59  Stat. 
463  and  61  Stat.  11;  21  U.  S.  C.  357)  the 
regulations  for  certification  of  penlciUin- 
or  streptomycin-containing  drugs  (12 
F.  R.  2231.  4369;  13  F.  R.  436.  3969;  14 
F.  R.  886)  are  amended  as  Indicated  be- 
low: 

1.  Section  146.32  Is  amended  in  the 
following  respects: 

a.  Paragraph  fa)  Is  amended  to  read: 

5  146.32  Penicillin  mth  vasoconstric- 
tor.    •     •     •. 

(a)   Standards  of  identity,  strength, 
quality,  and  purity.    Penicillin  with  vas- 
oconstrictor is  a  dry  mixture  of  penicillin 
and  a  suitable  vasoconstrictor  with  or 
without  suitable  buffer  substances  and 
preservatives,  or  it  Is  a  packaged  com- 
bination of  one  immediate  container  of 
penicillin  and  one  immediate  container 
of  an  aqueous  solution  of  a  suitable  vaso- 
constrictor.   The  penicillin  is  of  such 
quantity  that  when  dissolved  as  directed 
the  potency  of  such  solution  Is  not  less 
than  500  units  per  milliliter  after  It  has 
been  kept  for  7  days  at  a  temperature  of 
15'  C.  (59°  F.).     Such  solution  is  isotonic 
and  has  a  pH  of  6  -0.2.     The  moisture 
content  of  the  dry  mixture  of  penicillin 
with  vasoconstrictor  is  not  more  than 
1.5  percent,  and  its  content  of  viable  mi- 
croorganisms Is  not  more  than  25  per 
gram.    The  penicillin  u.sed  conforms  to 
the  requirements  of  §  146.24  (a),  except 
the  limitation  on  penicillin  K  content 
and  except  subparagraphs  <2),  (4).  and 
(7)   of  that  paragraph,  but  its  content 
of  viable  microorganisms  is  not  more 
than  50  per  gram.    Each  other  substance 
used,  if  its  name  is  recognized  in  the 
U.  S.  P.  or  N.  F..  conforms  to  the  stand- 
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ards  prescribed  therefor  by  such  official 
compendium. 

b.  Paragraph  (b)  is  amended  to  read: 

<b)  Packaging.  Each  immediate  con- 
tainer shall  be  a  tight  container  as  de- 
fined by  the  U.  S.  P.  and  shall  be  of  such 
composition  as  will  not  cause  any  change 
in  the  strength,  quality,  or  purity  of  the 
contents  beyond  any  limit  therefor  in 
applicable  standards,  except  that  minor 
changes  so  caused  which  are  normal  and 
unavoidable  in  good  packaging,  storage, 
and  distribution  practice  shall  be  disre- 
garded. The  immediate  container  of  the 
dry  mixture  of  penicillin  with  vasocon- 
strictor may  be  packaged  in  combination 
v/ith  an  Immediate  cpntalner  of  a  suit- 
able aqueous  diluent. 

c.  In  paragraph  (c>  -(1)  (ill)  the  first 
sentence  is  amended  to  read: 

(c)   Labeling.     •     •     • 

(iii)  If  it  is  a  packaged  combination  of 
one  Immediate  container  of  penicillin 
and  one  Immediate  container  of  a  va.so- 
constrictor,  the  statement  "Expiration 

date "  the  blank  being  filled 

in  with  the  date  which  is  18  months,  or 
if  it  is  crj-stalline  penicillin  36  month.s, 
after  the^onth  during  which  the  batch 
was  certified.     •     •     • 

d.  Paragraph  (c)  (2)  is  amended  to 
read: 

'2)  On  the  outside  wrapper  or  con- 
tainer and  on  the  immediate  container  of 
the  solution  in  the  packaged  combina- 
tion:    •     •     • 

e.  Paragraph  (c)  (2)  (1)  Is  amended 
to  read: 

(1»  A  statement  giving  the  method  of 
di.vsolving  the  penicillin,  and  if  it  is  not 
a  packaged  combination,  a  statement 
that  distilled  water  U.  S.  P.  should  be 
used ; 

f.  Paragraph  (c)  (2)  (iil)  Is  amended 
to  read: 

•ill)  If  It  is  a  packaged  combination  of 
one  immediate  container  of  penicillin 
and  one  immediate  container  of  a  va.so- 
constrictor  and  it  is  not  crystaHlne  peni- 
cillin, or  if  it  Is  the  dry  mixture  of  peni- 
cilim  with  vasoconstrictor  the  statement 
"Store  In  refrigerator  not  above  15°  C 
(59°  F.)." 

f  Paragraph  (d)  (1)  Is  amended  to 
read: 

<d »  Request  for  certification:  samples. 
<1)  In  addition  to  complying  with  the 
requirements  of  5  146.2,  a  person  who  re- 
quests certification  of  a  batch  of  peni- 
cillin with  vasoconstrictor  shall  submit 
«lth  his  request  a  statement  showing  the 
batch  mark,  the  number  of  packages 
thereof  In  such  batch,  the  number  of 
units  in  each  immediate  container 
thereof,  and  (unless  It  was  previously 
submitted)  the  date  on  which  the  latest 
assay  of  the  penicillin  included  in  such 
oatrh  was  completed,  the  quantity  of 
each  ingredient  used  in  making  the  batch 
of  the  dry  mixture  of  penicillin  with 
vasoconstrictor,  the  quantity  of  each  In- 
rredipnt  used  In  making  the  solution 
Included  in  the  packaged  combination. 
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and  a  statement  that  such  solution  con- 
forms to  the  requirements  prescribed 
therefor  by  this  section. 

This  order,  which  provides  for  modifi- 
cation of  the  standards  and  packaging 
requirements  for  penicillin  with  vasocon- 
strictor, shall  become  effective  upon  pub- 
lication in  the  Federal  Register,  since 
both  the  public  and  the  affected  indus- 
tries will  benefit  by  the  earliest  effective 
date,  and  I  so  find. 

Notice  and  public  procedure  are. not 
necessary  prerequisites  to  the  promulga- 
tioh  of  this  order  and  would  be  contrary 
to  public  interest,  and  I  so  find,  since  it 
was  drawn  In  collaboration  with  inter- 
ested members  of  the  affected  Industries, 
and  since  it  would  be  against  public  In- 
terest to  delay  providing  for  modifica- 
tion of  the  standards  and  packaging  re- 
quirements of  peniciUin  with  vasocon- 
strictor. 

(52  Stat.  1040,  as  amended;  21  U  S   C 
357) 

Dated :  May  9.  1949. 

fsEALl  J.  Donald  Kincsley. 

Acting  Administrator. 

(P.    R.    Doc.    49-3825:    Filed,   May    12,    1949; 
8:51  a.  ml 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — OfRce  of  the  Housing 
Expediter 

(Controlled  Housing  Rent  Reg..'  Amedt.  96J 

Part  825 — Rent  Regulations  Under  the 
Housing   and   Rent   Act   of    1947.   as 

Amended 

controlled  houeing  rent  regulations 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A.  item  311,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Dallas,  except  the  City  of  University  Park. 

ThLs  decontrols  from  g§  825.1  to  825.12 
the  City  of  University  Park  in  Dallas 
County.  Texas,  a  portion  of  the  Dallas, 
Texas,  Defense-Rental  Area. 

(Sec.  204  (d),  61  Stat.  197,  as  amended 
62  Stat.  37.  94,  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat. 
37,  94,  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  10,  1949. 

Issued  this  10th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

[P.   R.    Doc.   49  3823;    Filed,   May    12,    1949; 
8:50  a.  m.] 
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[Controlled  Rooms  In  Rooming  Houses  end 
Other  Establishments,  Rent  Reg  ,'  Amdt.  91 1 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  est.\b- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Olhf  r  Es- 
tablishments (§8  825.81  to  825  92)  is 
hereby  amended  in  the  following  respect: 

Schedule  A.  Item  311.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Dallas,  except  the  City  of  University  Park. 

This  decontrols  from  §§82581  to 
825.92  the  City  of  University  Park  :n  D  1- 
las  County.  Texas,  a  portion  of  the 
Dallas,  Texas,  Defense-Rental  Area. 

•Sec.  204  (d).  61  Stat.  197,  as  amended. 
62  Stat.  37.  62  Stat.  94.  Pub.  Law  31,  81st 
Cong. ;  50  U.  S.  C.  App.  1£94  (d ) .  Applies 
sec.  204.  61  Stat.  197.  as  amended.  62  Stat 
37.  62  Stat.  94.  Pub.  Law  31,  81.<^t  Cong  : 
50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive May  10,  1949. 

Issued  this  10th  day  of  May  194?. 

Ed  Dupree. 
Acting  Housing  Expedittr. 

(F.  R.  Doc.  49-3824;  Filed,  May  12,  1949; 
8:50  a.  m.| 


»  13  P.  R.  6706,  5788.  5877,  6937,  6246,  6283, 
6411,  6656,  6881,  6910,  7299,  7671.  7801,  7862 
8217.  8327.  8386;  14  F  R.  17.  93.  143.  271,  337. 
456,  627.  695.  856.  918.  979,  1005,  1083.  1345, 
1394,  1619,  1570,  1571.  1587,  1666.  1667,  1733. 
17C0,  1823,  1868,  1932.  2059.  2060.  2084,  2176 
2233. 


TITLE   22— FOREIGN  RELATIONS 

Chapter  II — Economic  Cooperction 
Administration 

(ECA  Reg.  1.  as  Amended  May  8,  1949| 

Part  201— Procedures  for  F*nRNisHiNG 
Assistance  to  PARTicirATiNC  Coun- 
tries 

Correction 

The  following  corrections  are  made  in 
Federal  Register  Document  49-3554, 
which  appeared  at  page  2166  of  the  issue 
for  Tuesday.  May  3,  lt4S: 

1.  The  headnote  for  §  201.13  should 
read:  'Markinu  requirements". 

2.  In  5  201.16  the  last  line  of  paragraph 
(b)  should  read:  "by  §  201.19  and  by  the 
Letter  of  Commitment." 

3.  In  paragraph  (c)  of  §  201.16  the 
sixth  line  of  subparagraph  (1)  should 
read:  "in  the  United  States,  may  be  in 
such". 

4.  The  fifth  line  of  the  second  para- 
graph of  §201.19  (b)  (3)  should  read: 
"signee,  to  the  effect  that  a  copy  (or 
photostat)  of  the  charter". 

5.  The  sixth  line  of  g  201.19  (b)  (4) 
should  read:  "cargo  figures,  and  a  certifi- 
cate by  the". 

6.  In  the  list  under  §  201.22  (d)  (1)  (I) 
the  item  "Rye  flour"  Is  Inserted  between 
"Buckwheat"  and  "Wheat  flour". 


'  13  P.  R.  6790,  5789,  5875,  5937,  5938,  6247. 
6283,  6411,  6556,  6882.  6911,  7299,  7672.  7801. 
7862,  8218,  8328;  14  F.  R.  13,  272,  337.  467.  627, 
682.  695,  857,  918,  978.  1083,  1345,  li20,  1570, 
1.582,  1587,  1669,  1670,  1734,  1869,  1932,  2061. 
2062,  2086,  2177.  2237. 
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TITLE  36— PARKS,  FORESTS,  AND 
MEMORIALS 

Chapter  I — National  Park  Service, 
Department  of  the  Interior 

Part  20 — Special  Regulations 

MOTTNT   rainier   NATIONAL   PARK 

1.  Paragraph  <b)  of  §  20.5  is  amended 
to  read  as  follows: 

§  20.5  Mount  Rainier  National  Park. 
•     •     • 

,(b)  Fishing.  <1>  The  fishing  season 
In  streams  shall  be  from  the  fourth  Sun- 
day in  May  to  October  15,  inclusive,  and 
in  lakes  from  July  4  to  September  30, 
inclusive,  with  the  following  exceptions 
and  restrictions: 

(i)  In  Mowich  Lake  the  fishing  sea- 
son shall  be  from  August  1  to  Septem- 
ber 30.  inclusive. 

(ii)  Pishing  is  permitted  only  between 
the  hours  of  4:00  a.  m.  and  9:00  p.  m. 
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(2)  The  following  waters  are  closed 
to  fishing: 

(i)  Tipsoo  Lake. 

(11)  Shadow  Lake. 

(ill)  Klickitat  Creek  above  the  White 
River  Entrance  water  supply  intake. 

(iv)  Laughing  Water  Creek  above  the 
Ohanapecosh  water  supply  intake. 

(V)  Panther  Creek  above  the  East 
Side  Road. 

(vi)  Fish  Creek. 

(3)  (i)  The  limit  of  catch  per  person 
per  flay  in  streams  and  lakes  shall  be  10 
pounds  and  1  fish,  with  a  maximum,  of 

10  fish.  ^       ,   ^     . 

(ii)  Possession  of  more  than  1  days 
catch  by  any  person  at  any  one  time 
is  prohibited. 

(4»  (i)  The  Ohanapecosh  River  and 
Its  tributaries  are  closed  to  all  fishing 
except  fly  fishing.  The  use  of  bait  and 
other  lures  is  prohibited. 

(ii)  The  cleaning  of  fish  in  lakes  or 
streams  is  prohibited. 


(ill)  The  placing  or  depositing  of  fish 
eggs,  fish  roe,  food,  or  other  substance 
In  any  waters  for  the  purpose  of  attract- 
ing, collecting,  or  feeding  fish,  is  pro- 
hibited. 

(iv)  Fishing  with  any  line,  gear,  or 
tackle  having  more  than  two  spinViers, 
spoons,  blades,  flashers,  or  like  attrac- 
tions, and  with  more  than  one  trans- 
parent or  black  rudder,  and  more  than 
three  «3>  hooks  attached  to  such  hne. 
gear,  or  tackle,  is  prohibited. 

2.  Paragraphs  (c),  <d>.  ard  <e)  of 
§20.5  are  deleted  and  paragraphs  <f>. 
(g)  and  <h)  are  redesignated  as  para- 
graphs  (c).   (d».  and   (e).  respectively. 

(39  Stat.  535;  16U.S.  C  3) 

Issued  this  26th  day  of  April  19'-9 

[SEAL]  J-  A.  Krcg 

Secretary  of  the  Interior. 

[P.    R.    Doc.    49  3803.    Filed.    May    12,    19  9. 
8:45  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 
[  19  CFR,  Part  16  1 

Sl.\MESE    BaHT 

t 

CONVERSION  or  CURRENCY 

Notice  of  proposed  instructions  for  the 
conversion  of  the  Siamese  baht  for  the 
purpose  of  assessment  of  duty  on  mer- 
chandise exported  from  Siam. 

Notice  Is  hereby  given  that,  pursuant 
to  section  251  of  the  Revised  Statutes  and 
sections  522  and  624  of  the  Tariff  Act 
of  1930  (19  U.  S.  C.  66.  31  U.  S.  C.  372.  19 
U  S.  C.  1624).  it  is  proposed  to  issue  in- 
structions for  the  conversion  of  the  Siam- 
ese baht  for  the  purpose  of  the  assess- 
ment of  duties  on  merchandise  imported 
into  the  United  States,  the  terms  of 
which  proposed  instructions,  in  tenta- 
tive form,  are  as  follows: 

Reference  Is  made  to  cases  In  which  ap- 
prusement  has  been  withheld  or  liquida- 
tion has  been  suspended  pending  the  deter- 
mination of  the- proper  rate  or  rates  of  ex- 
change for  the  Siamese  baht  for  customs 
purp.^ses  (See  T.  D.  52013.  da'.ed  August  24. 
1943   (13  F.  R.  5026).) 

The  Federal  Reserve  Bank  of  New  YorK. 
acting  under  the  authority  of  section  522  of 
the  Tariff  Act  of  1930  (31  U.  S.  C.  372).  has 
certified  two  rates  for  the  Siamese  baht.  one 
desicnated  as  the  ••OfDcial"  rate  and  the  other 
dcsir^nated  as  the  "Free-  rate  for  dates  dur- 
ing the  period  commencing  January  29,  1947. 
and  continuing  to  date. 

Available  Information  Indicates  that  in 
January  1947  the  control  of  foreign  exchange 
was  taken  over  by  the  B.uik  of  Kiam;  that 
under  the  exchange  control  measures  put 
Into  efTect  by  the  Bank  of  Slam  the  foreign 
currency  proceeds  derived  from  the  exporta- 
tion of  certain  commodities  ace  required  to 
be  surrendered  In  whole  or  in  part  at  the 
••Ofnclal-  rate,  while  the  foreign  currency 
proceeds  derived  from  other  exports  are  free 
of  control  and  may  be  sold  In  the  open  mar- 
ket at  the  -Free"  rale.  Although  the  De- 
partment does  not  hav«  oomplet*  and  up- 


to-date  Information  as  to  particular  com- 
modities, it  appears  likely  from  sucli  Infor- 
mation as  is  available  that  rice,  tin.  rubber, 
cement,  and  teak  are.  or  have  been  during 
a  part  of  the  period  of  dual-rate  certifica- 
tions exports  for  which  the  foreign  exchange 
proceeds  are  or  have  been  required  to  be 
surrendered  in  whole  or  In  part  at  the  'Ofa- 
clal"  rate. 

In  the  case  of  any  Importation  of  merchan- 
dise exported  from  Siam  on  or  after  Janur.ry 
29  1947  In  which  appraisement  has  been 
withheld  or  liquidation  suspended  pending 
the  determination  of  a  proper  rate  or  rat.-s 
for  the  Siamese  baht  for  customs  purposes, 
the  apnraiser  or  collector  shall  proceed,  .e- 
spectively,  with  the  appraisement  and  liqui- 
dation according  to  the  following  proce- 
dure,  subject  to  the  requirements  and  con- 
ditions outlined  below: 

1.  No  rate  of  exchange  shall  be  used  for 
customs  purposes  un'.c.-  these  instructions 
except  a  rate  or  rates  certified  by  the  Federal 
Reserve  Bank  of  New  York  for  the  d-^te  of 
exportation  of  the  merchandise,  unless  tjjere 
Is  a  proclaimed  value  for  the  currency  of 
Siam  which  varies  by  less  than  5  percent  fr-un 
any  certified  rate  otherwise  applicable.  If 
there  is  a  proclaimed  value.  It  shall  be  used 
In  lieu  of  any  certified  rate  otherwise  appli- 
cable from  which  such  proclaimed  value 
varies  by  less  than  5  per  cent. 

2.  Where  the  appraisement  is  to  be  made 
In  the  currency  of  Slam,  the  appraiber  sh.ll 
designate  in  his  report  to  the  collector  the 
class  or  classes  of  currency  in  which  appraise- 
ment is  made  by  using  the  terms  a;)plled  to 
such  currencv  bv  the  Federal  Reserve  Bark, 
namely.  "Official"  bahts  or  "Free"  bahts.  as 
the  case  may  be.  If  both  classes  are  v.sed 
on  a  percentage  basis,  the  percentage  of  each 
•hall  be  indicated  clearly. 

3.  For  the  purposes  of  appraisement  and 
assessment  of  duties,  the  amount  of  any 
value  expressed  In  bahts  shall  be  considered 
to  consist  of  "Official"  bahts  If  the  appraiser 
or  collector  Is  satisfied  from  Information  in 
his  files.  Information  presented  to  him  by 
the  Importer,  or  Information  obtained  irom 
other  sources,  that  under  the  Siamese  ex- 
change control  measures  applicable  to  ihe 
particular  class  of  commodity  on  the  date  of 
exportation,  the  exchange  was  required  to 
be  surrendered  at  the  "Official"  rale:  sh.Ml 
be  considered  to  consist  of  "Free"  bahts  if 


the  appraiser  or  collector  Is  satisfied  from 
such  Information  that  the  exchange  was  per- 
mitted to  be  sold  at  the  "Free"  rate;  or  In 
cases.   If  any,  where  only  a  portion  of   the 
exchange   Is  required   to  be   surrendered  at 
the  "Oiflclal"  rate,  shall  be  considered  to  con- 
sist of  "Ofnclal"  bahts  for  the  percentage  of 
the    exchange    for    which    the    appraiser   or 
collector  Is  satisfied  from  such  information 
represents  the  percentage  required  t#be  sur- 
rendered at  the  "Official"  rate  and  shall  be 
considered  to  consist  of  "Free"  bahts  for  the 
remaining  percentage,  where  It  Is  established 
to  the  satisfaction  of  the  appraiser  or  col- 
lector that  the  "Free"  rate  was  permissible 
for  the  remaining  percentage:   and  the  rale 
or  rates  certified  by  the  Federal  Reserve  Bank 
for  the  class  or  classes  of  currency  In  which 
such    value    has    been    established   shall    be 
used:  except  that: 

(a)  It  the  appraiser  or  collector  has  cred- 
ible information  that  the  rate  or  combina- 
tion of  rates  which  would  otherwise  be  ap- 
pllcflhle  under  this  paragraph  was  not  re- 
quired or  permitted,  as  the  case  may  be. 
under  the  Siamese  exchange  measures  to 
be  used  unlformlv  during  any  period  In  con- 
nection with,  the  payment  for  all  merchan- 
dise of  the  type  Involved,  appraisement  shall 
be  withheld  and  liquidation  shall  be  sus- 
pended as  to  all  merchandise  of  the  type 
Involved  exported  to  the  United  States  dur- 
ing the  period  involved. 

(h)   It  the  appral.ser  or  collector  has  cred- 
ible   Information    that   a   rate   or   combina- 
tion of  rates  not  used  In  payment  for  the 
merchandl.>e  was  used  In  payment  of  co.ns. 
charges,   or  expenses,   the   currency   conver- 
sions   for    the    exchange    covering    payment 
for  the  merchandise  and  for  the  exchange 
covering  such  costs,  charges,  or  expenses  shall 
be     calculated     separately.     If     the     ci^ts 
charges,  or  expen.->es  are  dutiable  they  shau 
be  calculated  according  to  the  rules  stated 
above,  and  In  the  event  that  any  rate  nsea 
In  payment  of  such  dutiable  costs.  cha'>;es. 
or  expenses  was  a  rale  not  certified  by  iM 
Federal  Reserve  Bank,  appraisement  shall  be 
withheld  and  liquidation  suspended.     In  de- 
ducting non-dutiable  costs,  charges,  or  ex- 
penses,  the   conversion   of   the   foreign  ex- 
change shall  be  at  the  rate  Qr  rates  actu  uiy 
used  In  payment  of  such  costs,  charges,  or 
expenses,   whether  or   not   certified   by  me 
Federal  Reserve  Bank. 
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V/henever  appraisement  is  withheld  or  li- 
quidation suspended  a  detailed  report  shall 
be  transmitted  Immediately  to  the  Bureau 
of  Customs. 

When  Information  regarding  the  Slames* 
currency  conversion  practices  necessary  to 
comply  with  the  Instructions  contained 
herein  la  not  available  at  a  port  other  than 
New  York,  the  appraiser  or  collector  shall 
request  the  Customs  Information  Exchange. 
201  Varick  Etrect,  New  York  14.  New  York, 
to  furnish  such  pertinent  Information  as' 
may  be  available. 

II  is  realized  that  cases  may  arise  In  which 
thrre  Is  not  available  locally  or  through  the 
Customs  Information  Fxchange  sufficient  h.- 
formatlon  from  which  to  determine  defi- 
nitely the  rate  or  rates  applicable  under 
these  Slame.se  exchar>f;e  control  measures  to 
the  Importation  Involved.  Tlie  appraiser  or 
collector  shall  determine  In  each  case 
whether  the  facts  warrant  appraisement  and 
liquidation  in  accordance  with  the  instruc- 
tions herein  or  whether  action  shall  be  eus- 
ponded  and  a  report  submitted  to  the  Bureau 
of  Customs. 

All  the  certified  rates  for  dates  on  and 
after  January  29,  1947.  will  be  published 
In  customs  Information  Exchanse  circulars. 
Where,  at  the  time  of  making  entry  or 
upon  the  acceptance  of  an  amended  entry. 
Information  Is  presented  to  the  collector  tr 
Is  in  his  possession  which  establishes  to  his 
tatisfactlon  the  rate  or  rates  for  the  par- 
ticular Importation  In  accordance  with  tlie 
pertinent  requirements  of  these  Instructiojis. 
deposit  of  estimated  duties  or  of  supplc- 
oiental  estimated  duties  calculated  In  ac- 
cordance with  that  information  shall  be  ac- 
cepted. 

This  notice  is  published  pursuant  to 
section  4  of  the  Administrative  Procedure 
Act  (Public  Law  404.  79th  Congress). 
Prior  to  the  l.ssuance  of  the  proposed  in- 
structions, consideration  will  be  givpn  to 
any  relevant  data,  view.s,  or  arguments 
pertaining  thereto  which  are  submitted 
In  writing  to  the  Commissioner  of  Cus- 
toms, Bureau  of  Customs.  Washington  25, 
D.  C.  and  received  not  later  than  20  days 
from  the  date  of  publication  of  this  notice 
in  the  Pedeal  Recistea.  No  hearing  will 
be  held.  . 

'seal!  W.  R.  Johnson, 

Acting  Commissioner  of  Custojns. 
Approved:  May  9.  1949. 

John  S.  Graham. 
Acting  Secretary  of  the 
Treasury. 

|F    R.    Doc.   49-3828;    Filed,    May    12,    1949; 
8:61  a.  m.j 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

(P.  &  8.  Docket  No.  450) 

Denver  Union  Stock  Yard  Co. 

kotice  of  petition  for  modification 

Pursuant  to  the  provisions  of  the  Pack- 
ers and  Stockyards  Act.  1921.  as  amended 
<"  U.  S.  C.  181  et  seq.).  the  Assistant 
Secretary  of  Agriculture  issued  an  order 
on  February  17.  1937,- prescribing  rates 
and  charges  for  the  furnishing  of  stock- 
md  services  by  the  respondent.  Since 
inat  date  a  number  of  orders  have  been 
«*ued  in  this  proceeding.  Under  the 
provisions  of  these  orders  presently  in 
f«f-ct.  the  respondent  is  authorized  to 
publish,  demand,  and  collect  the  rates 
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and  charges  set  forth  In  Its  tariff  No.  10 
as  supplemented,  on  file  in  the  Livestock 
Branch,  Production  and  Marketing 
Administration. 

On  May  3.  1949.  the  respondent  filed  a 
petition  requesting  the  Issuance  of  an 
order  modifying  certain  of  the  rates  and 
charges  provided  for  in  section  1  of  its 
tariff  No.  10.  as  presently  supplemented, 
such  authorization  to  be  In  effect  for  a 
period  of  two  years  following  the  effec- 
tive date  of  the  order.  The  modifications 
requested  are  set  out  and  compared  with 
existing  rates  below : 


Vnrdagc  charges 


Pre.vnt'    ^^'^, 


Caltlo: 

Kuil    

Tniik  ?.r.":""" 

Kc.«alcs— Commission  Divifion 
Calvi's: 

K:iil    

Truck  "." 

Rt>sak>»— Couiniission  Division 
Hf*.<: 

Kail 

Tnitk '"'.. 

lit',si'.lf,s—  ("oiumksion  DivLsion.! 
.'^hc*))  or  goats: 

Kail     

'I'ruok  '"'"["]" 

Kosaks— Commission  Diriiion"! 
Ilorsi-s  or  niul«>s: 

H.Hil  or  Truck 

Ri.siles—  toiiiniis.sion  division! 


CtntM      Cthig 


prr 
kead 
.55 
«2 

.'..1 

.V. 
41 
30 

ao 

22 
20 

II 

14 
II 

&5 

£5 


prr 
hrad 


m 

f.7 
(K) 

:» 

44 

39 

22 
24 
22 

12 

1.'. 
12 

60 
60 


If  authorized  the  modifications  will 
produce  additional  revenues  for  the  re- 
spondent and  increase  the  cost  of  mar- 
keting to  the  shippers.  Accordingly,  it 
appears  that  public  notice  should  be  given 
of  the  filing  of  the  petition  in  order  that 
all  interested  persons  may  have  an  op- 
portunity to  be  heard  in  the  matter. 

Now,  therefore,  notice  is  hereby  given 
to  the  public  and  to  all  interested  per- 
sons of  the  filing  of  such  petition. 

All  interested  per.sons  who  desire  to  be 
heard  upon  the  matter  requested  in  said 
petition  shall  notify  the  Hearing  Clerk. 
United  States  Department  of  Agricul- 
ture, Washington  25.  D.  C.  within  15  days 
from  the  date  of  publication  of  this 
notice. 

Done  at  Washington.  D.  C,  this  9th 
day  of  May  1949. 

I  SEAL  1  H.  E.  Reed, 

Director,  Livestock  Branch.  Pro- 
duction and  Marketing  Ad- 
ministration. 

IP.    R.    Doc.    49-3840;    Filed.    May    12,    1949; 
8:54  a.  m.) 


[  7  CFR,  Port  994  1 

(Docket'No.  AO-202J 

Handling  of  Pecans  Grown  in  Georgia. 
Alabama.  Florida,  Mississippi,  and 
South  Carolina 

notice  of  hearing  with  respect  to 
proposed  marketing  agreement  and 
order 

Pursuant  to  the  provisions  of  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937,  as  amended  (48  Stat.  31,  as 
amended;  7  U.  S.  C.  and  Sup.  I  601  et 
seq.).  and  in  accordance  with  the  ap- 
plicable rules  of  practice  and  procedure. 
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as  amended,  governing  proceedings  to 
formulate   marketing    agreements    and 
marketing  orders    <7   CFR  and   Surps 
Part  900;  13  P.  R.  8585),  notice  is  hereby 
given  of  a  public  hearing  to  be  held  with 
respect  to  a  proposed  marketing  agree- 
ment and  a  proposed  marketing  order 
regulating  the  handling  of  pecans  grown 
in  Georgia,  Alabama,  Florida,  Missi.ssippi, 
and  South  Carolina.     Such  hearing  will 
be  held  at  the  Admiral  Semmcs  Hotel 
Ballroom.    Joachim    and    Government 
Streets,  Mobile.  Alabama,  beginning  at 
9:30  a.  m..  c.  s.  t..  May  31.  1949;  and  at 
the   Superior    Court   Room.    Douphcrty 
County  Court  House,  Albany,  Georgia 
beginning  at  9:30  a.  m.,  e.  s.  t..  June  3,' 
1949.     The  proposed  marketing  agree- 
ment and  order  have  not  received  the 
approval  of  the  Secretary  of  Agriculture. 
This  public  hearing  will  be  held  for  the 
purpose  of  receiving  evidence  with  re- 
spect to  the  economic  and  marketing 
conditions  relating  to  the  provisions  of 
the  proposed  marketing  agreement  and 
order  which  are  hereinafter  set  forth, 
and  appropriate  modifications  thereof.' 
The  Southeastern  Pecan  Growers  Asso- 
ciation, Albany,  Georgia,  with  a  mem- 
bership of  approximately  500  growers  in 
the  area  to  be  covered,  and  the  Pecan 
Distributors  Association,  repre.senting  a 
very  large  proportion  of  the  distributors 
in  the  area  to  be  covered,  have  proposed 
the  following  marketing  agreement  and 
order  regulating  the  handling  of  pecans 
in  Georgia,  Alabama,  Florida.  Missi.ssippi, 
and  South  Carolina  and  have  requej^ted 
a  hearing  thereon  (the  provisions  identi- 
fied with  an  a.<;terisk  (•)  apply  only  to 
the  proposed  marketing  agreement  and 
not  to  the  proposed  marketing  order): 

5  994.1  Definitions.  As  u.sed  herein, 
the  following  terms  have  the  following 
meanings: 

<a)  "Secretary"  means  the  Secretary 
of  Agriculture  of  the  United  States  or  any 
other  officer  or  employee  of  the  United 
States  Department  of  Agriculture  who 
is,  or  who  may  hereafter  be.  authorized 
to  act  in  his  stead.  * 

(b)  "Act"    means    the    Agricultural    '^ 
Marketing  Agreement   Act   of    1937    as 
amended   (48  Stat.  31.  as  amended-   7 

U.  S.  C.  and  Sup.  I  601  et  seq.). 

(c)  "Person"  means  any  individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

<d)  "Pecans"  means  the  nuts  of  the 
pecan  tree  Carya  illinoensis,  grown  in 
the  production  area. 

le)  "Un.sheJled  pecans"  means  pecans 
from  which  the  shells  have  not  been 
removed. 

(f)  "Handle"  means  to  sell,  transport, 
ship  (except  as  a  common  or  contract 
carrier  of  unshelled  pecans  owned  by 
another  per.<^on).  or  in  any  other  way  to 
place  unshelled  pecans  in  the  current  of 
commerce  from  the  production  area  to 
any  point  outside  thereof. 

(g)  "Handler"  means  any  person  v.'ho. 
either  personally  or  through  another 
person,  handles  unshelled  pecans. 

(h)  "Grower"  is  synonymous  with 
"producer"  and  means  any  person  who 
is  engaged  in  the  growing  of  pecan.s  for 
market,  and  who  has  a  proprietary  in- 
terest in  such  pecans. 


r>-fV/Tif    Mm,  7?    70^0 
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2548 


(i)  "Sheller"  means  any  person  who  is 
engaged  in  the  business  of  shelling  pecans 
for  any  commercial  purpose. 

( j )  "Processor""  means  any  person  who 
is  engaged  in  the  bleaching,  cleaning, 
grading,  sizing,  packing,  or  in  otherwise 
preparing  pecans  for  distribution  as  un- 

shelled  pecans.  ^...„j 

(k>  "Fiscal  period"  means  the  period 
beginning  on  September  1  of  any  year 
and  ending  on  August  31  of  the  follow- 
ing year,  both  dates  inclusive,  except 
that  the  fiscal  period  ending  August  31. 
1950.  shall  begin  on  the  effective  date 

hereof.  ,,     . 

(1)  "Wholesale  pack"  means  a  unit  or 
twenty-five  pounds  or  more,  net  weight, 
of  unshelled  pecans  in  a  closed  con- 
tainer, as  a  bag,  carton  or  any  other 
type  of  package. 

(m)  "Consumer  pack"'  means  a  unit  or 
less  than  twenty-five  pounds,  net  weight, 
of  un-shelled  pecans  in  a  closed  contamer 
as  a  bag.  carton,  or  any  other  type  of 
package. 

(n)  "Committee"  means  the  Pecan 
Administrative  Committee,  established 
pursuant  to  §  994.2. 

(o)  "Council"  means  the  Handlers 
Advi.sory  Council,  established  pursuant 

to  §  994.2. 

(p)  'Production  area"  or  "area   means 

the  States  of  Georgia.  Alabama.  Florida. 
Mississippi,  and  South  Carolina. 

(q)  "District"  means  any  one  of  the 
following:  District  No.  1  (South  Central 
Georgia);  District  No.  2  (Southwe.^t 
Georgia);  District  No.  3  (Southeast 
Georgia);  District  No.  4  (North  Geor- 
gia)- Di.strict  No.  5  (Florida);  Di-stnct 
No  6  (Mississippi) ;  District  No.  7  (West 
Alabama);  Di.strict  No.  8  "East  Ala- 
bama);    and    District    No.    9     (South 

Carolina  >.  .,     „     .     , 

(r)  "District  No.  1  (South  Central 
Georgia)""  means  that  part  of  the  State 
of  Georgia  consisting  of  the  counties 
of  Stewart.  Webster.  Sumter.  Crisp.  Wil- 
cox Ben  Hill.  Irvvin.  Turner.  Tift.  Worth. 
Lee.  Dougherty.  Terrell.  Calhoun,  Ran- 
dolph, Quitman,  and  Clay. 

(s)  "District  No.  2  (Southwest  Geor- 
gia >"  means  that  part  of  the  State  of 
Georgia  consisting  of  the  counties  of 
Early.  Baker.  Mitchell.  Colquitt.  Cook. 
Berren.  Miller.  Seminole.  Decatur.  Cook, 
Thomas,  and  Brooks. 

(t)  "District  No.  3  (Southeast  Geor- 
gia)" means  that  part  of  the  State  of 
Georgia  consisting  of  the  counties  of 
Lowndes.  Lanier.  Atkinson.  Coffee.  Tel- 
fair Dodge.  Bleckley.  Laurens,  Johnson. 
Emanuel.  Jenkins  and  Screven,  and  all 
counties  lying  South  and  East  thereof.    ^^ 

(u)  "District  No.  4  (North  Georgia) 
means  that  part  of  the  State  of  Georgia 
consisting  of  the  counties  of  Chatta- 
hoochee. Marion.  Schley.  Macon.  Dooly. 
Pulaski.  Houston.  Twiggs.  Wilkinson. 
Washington.  Jefferson  and  Burke,  and 
aU  counties  lying  North  thereof. 

(V)  "District  No.  5  (Florida)"  means 

the  State  of  Florida.  

(w)  "District     No.     6     (Mississippi) 
means  the  State  of  Mississippi. 

(X)  "District  No.  7  (West  Alabama) 
means  that  part  of  the  State  of  Ala- 
bama consisting  of  the  counties  of  Lime- 
stone. Morgan.  Cullman.  Blount.  Jeffer- 
son Shelby,  Chilton.  Autauga.  Lowndes. 
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Butler  and  Covington  and  all  counties 
lying  West  thereof. 

(y)  "District  No.  8  (East  Alabama) 
means  that  part  of  the  State  of  Alabama 
consisting  of  the  counties  of  Madison, 
Marshall,  Etowah.  St.  Clair.  Talladega. 
Coosa  Elmore.  Montgomery.  Crenshaw, 
Coffee,  and  Geneva,  and  all  counties 
lying  East  thereof.  , 

(z)  "District  No.  9  (South  Carolina) 
means  the  State  of  South  Carolina. 


§  994  2    Adminisiration—(a.'>  Pecan 
Administrative  Committee— H)    Estab- 
lish7jient.    A  Pecan  Administrative  Com- 
mittee consisting  of  nine  members  is 
hereby    established    to    adminl-ster    the 
terms  and  provisions  hereof.    For  each 
member  of  the  Committee  there  shall  be 
an  alternate  member  who  shall  have  the 
same  qualifications  as  the  member;  and 
all  provisions  hereof  applicable  to  the 
member  shall  be  applicable  to  the  alter- 
nate. ...  . 
(2)    Membership    representation.      A 
grower  in  each  district  .shall  be  selected 
to  serve  on  the  Committee.    Each  person 
nominated  or  selected  to  serve  as  a  mem- 
ber of  the  Committee  shall  be  a  grower 
in  the  district  from  which  nominated  or 
selected  or  an  oGBcer.  employee,  or  agent 
of  such  grower,  and  .shall  have  no  interest 
in  the  marketing,  processing  or  shelling 
of  pecans  other  than  those  produced  by 
said  grower. 

(3)  Selection  of  initial  members.    The 
Initial  members  of  the  Pecan  Adminis- 
trative Committee  shall  be  selected  by 
the  Secretary  and  shall  serve  through 
August  31.  1950.    If  a  successor  to  any 
such  member  is  not  selected  and  has  not 
qualified  by  August  31.  1950.  such  initial 
member  shall  continue  to  serve  "ntll  his 
successor  is  selected  and  has  qualified. 
For  the  consideration  by  the  Secretary 
in  making  such  inUial  selections,  nomi- 
nations for  members  may  be  submitted 
to  him  not  later  than  the  effective  date 
hereof     Such  nominations  may  be  sub- 
mitted to  the  Secretary  by  growers;  and 
such   nominations   may   be   made   pur- 
suant to  elections  conducted  by  groups 
of  growers. 

(4)  Successor  members— d)  Nomina- 
tion elections.    Prior  to  June  30  of  each 
year  after  the  effective  date  hereof,  the 
Secretary  shall  hold,  or  cause  to  be  held. 
a  meeting  or  meetings  of  growers  in  each 
district  for  the  purpose  of  dP'^lgnating 
nominees  for  successor  members  of  the 
Committee.    In  obtaining  such  nomina- 
tions   all  growers  shall  be  given  a  rea- 
sonable opportunity  to  vote.    The  Secre- 
tary shall  give  adequate  notice  of  each 
such  meeting  to  growers  in  the  respective 
districts;  and  each  such  meeting  shall 
be  conducted  by  a  chairman  designated 
by  the  Secretary.    The  chairman  shall 
select  a  secretary  to  record  the  minutes 
of  such  meeting.    For  the  member  posi- 
tion on  the  Committee,  the  names  of  not 
less  than  two  growers  shall  be  placed  in 
nomination  at  each  meeting  and  shall 
be  voted  on  in  arriving  at  a  nominee  to 
be   submitted   to   the   Secretary.    Each 
grower  in  the  district  in  which  an  elec- 
tion is  held  shall  be  entitled  to  cast  only 
cne  vote  on  behalf  of  himself,  his  agents, 
affiliates,  subsidiaries,  and  representa- 
tives In  such  district  for  the  position 
which  is  to  be  filled.    The  chairman  of 


each  such  meeting  shall,  where  practica- 
ble announce  at  each  such  meeting  the 
name  of  each  person  for  whom  a  vote  has 
been  cast,  and  shall  transmit  such  infor- 
mation together  with  the  number  of 
votes  received  by  each  to  the  Secretary. 
The  Secretary  may  prescribe  additional 
rules  and  regulations,  not  inconsistent 
with  the  provisions  hereof,  relative  to  the 
election  of  nominees  for  members  of  the 
Committee.  Such  action  may  be  pMr- 
suant  to  recommendations  of  the  Com- 
mittee. 

(il)  Selection.    Selection  of  succcs.sor 
members  of  the  Committee  /or  terms 
commencing    September    1.    1950     and 
thereafter,  shall  be  made  by  the  Secre- 
tary from  nominations  submitted  or  from 
among  other  growers  in  the  respective 
districts,    such    nominations    shall    be 
available  to  the  Secretary  by  July  31  of 
each  year     In  the  event  that  nomina- 
tions from  growers,  for  members  of  the 
Committee,  are  not  available  within  the 
time  specified  herein,  the  Secretary  may 
select  .such  members  from  among  eligible 
growers  without  regard  to  nomination. 

<iii.  Term  of  office.  The  term  of  of- 
fice of  each  member  of  the  Committee 
shall  be  the  fiscal  period  for  which  he  Is 
selected  and  has  qualified;  but  such 
member  shall  continue  to  serve  ""til  his 
successor  is  selected  and  has  qualified. 

(iv)  Vacancies.     To  fill  any  vacancy 
which  occurs  by  reason  of  the  failure  of 
any  person,  selected  as  a  member  of  the 
Committee,  to  file  a  written  acceptance 
of  appointment,  or  the  death,  removal, 
resignation,  or  disqualification  of  a  mem- 
ber  a  .succe.ssor  for  his  unexpired  term 
of  office  .shall  be  selected  by  the  Secre- 
tary    Any  grower  or  group  of  growers 
In  tlie  district  affected  may  submit  nomi- 
nations to  the  Secretary  for  his  consid- 
eration in  making  such  selection.    In  the 
event  that  the  nominations  are  not  suo- 
mitted  within  twenty  days  aftar  the  be- 
ginning of  the  vacancy,  the  Secretaiy 
may  select  a  .succe.s.sor  to  fill  such  \a- 
cancy  without  regard  to  such  nomma- 

'°(v)  Acceptance.  Each  person  selected 
as  a  member  of  the  Committee  shall. 
prior  to  serving  on  the  Committee,  qual- 
ify by  filing  with  the  Secretary  a  written 
acceptance  of  appointment  within  u 
days  after  the  date  of  his  notice  of  scl-^c- 

(vi)  Alternatet.  An  alternate  for  a 
member  of  the  Committee  shall.  In  the 
event  of  the  member's  absence  act  m 
the  latter's  place  and  stead;  and.  in  tne 
event  of  the  member"s  removal,  redesig- 
ns tion.  dt-squaliflcatlon.  or  death  suct^ 
alternate  shall  act  In  the  place  and  sl^^aa 
of  the  member  until  a  succe.s.sor  for  tne 
unexpired  term  of  said  member  i>  se- 
lected and  has  qualified. 

(5»  Compensation.  Members  of  tne 
Committee  shall  serve  without  compen- 
sation, but  shall  be  reimbursed  for  rea- 
sonable expenses  necessarily  incurred  m 
the  performance  of  their  duties  here 

"  (6)  Powers.  The  Committee  shall 
have  the  following  powers: 

(i)  To  administer  the  provisions 
hereof  in  accordance  with  their  terms. 

(il)  To  make  rules  and  regulations  lo 
effectuate  the  terms  and  provisions 
hereof; 
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(lil)  To  receive.  Investigate,  and  re- 
port to  the  Secretary  complaints  of  vio- 
lations hereof;  and 

(iv)  To  recommend  to  the  Secretary 
amendments  hereto. 

v7)  Duties.  The  Committee  shall  have 
the  following  duties: 

(i)  Intermediary.  To  act  as  interme- 
diary between  the  Secretary  and  growers 
and  handlers; 

(il)  Minutes,  bocks,  and  records.  To 
keep  minutes,  books,  and  other  records 
wiiich  will  clearly  reflect  all  of  its  acts 
and  tran.sactions,  and  which  shall  be 
subject  at  any  time  to  examination  by 
the  Secretary; 

(;ii)  Audit.  To  cause  the  books  and 
other  records  of  the  Committee  to  be  au- 
dited by  one  or  more  competent  account- 
ants for  each  fiscal  period,  and  at  such 
other  times  as  it  may  deem  necessary  or 
as  the  Secretary  may  request,  and  to  file 
witli  the  Secretary  a  copy  of  each  audit 
report  made; 

(iv)  Research  and  service.  Subject  to 
prior  approval  by  the  Secretary,  to  pro- 
vide for  and  engage  In  such  research  and 
service  activities  relating  to  the  handling 
of  pecans  as  are  appropriate  in  connec- 
tion with  the  administration  of  the  pro- 
visions hereof; 

(v)  Assembling  data.  To  investigate 
and  assemble  such  data  relative  to  the 
growing,  harvesting,  and  marketing  con- 
ditions and  utilization  of  pecans,  as  may 
be  appropriate  in  connection  with  the 
administration  of  the  provisions  hereof; 

•vi)  Information.  To  furnish  to  the 
Secretary  information  as  to  all  of  its  ac- 
tivities. Including  a  copy  of  the  minutes 
of  each  meeting  and  a  copy  of  all  the 
recommendations  received  from  the 
Council,  and  such  other  Information  as 
he  may  request; 

(vii)  Supervision.  To  supervise  the 
regulation  of  the  handling  of  pecans  pur- 
suant hereto; 

•viii)  Recommendation  for  changes  in 
districts  and  representation.  To  recom- 
mend to  the  Secretary  that  any  district 
be  rf  defined,  and  that  the  representation 
on  the  Committee  from  any  district  be 
changed  in  any  equitable  manner  when- 
ever It  Is  deemed  advisable:  Provided, 
That  no  State  shall  have  less  than  one 
representative; 

(i.x)  Employees.  To  employ  a  Man- 
apin;T  Agent  who  shall  serve  as  the  sec- 
retary of  the  Committee  and  as  the  sec- 
retary of  the  Council,  and  shall  have  such 
oth':r  duties  as  are  specified  herein  or  by 
the  Committee  for  such  agent;  to  em- 
ploy such  other  employees  as  the  Com- 
mittee may  deem  necessary;  and  to  de- 
termine the  salaries  and  define  the  duties 
of  such  employees;  and 

(X)  Requirement  for  bond.  To  require 
adequate  bonds  for  such  of  its  employees 
and  members  who  are  responsible  for 
the  receipt,  custody,  and  disbursement 
of  funds  collected  pursuant  to  the  pro- 
visions hereof. 

'8)  Procedure— (I)  Organization  and 
rules.  The  Committee  may.  upon  the 
selection  and  qualification  of  six  of  Its 
members,  organize  and  commence  to 
'Unction.  It  shall  hold  meetings,  after 
Que  notice  to  Its  members,  upon  the  call 
"  the  Secretary,  the  Managing  Agent, 
»ny  four  members,  or  the  chairman  of 
"le    Committee.    The    Secretary    may 
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designate  the  time  and  place  of  the  first 
meeting.  The  Committee  may  'adopt 
such  rules,  not  incon.sistent  with  the  pro- 
visions hereof,  relative  to  the  method  of 
conducting  its  business  as  it  may  deem 
advisable. 

(ii)  Committee  officers.  The  Com- 
mittee shall  select  a  chairman  from  its 
membership,  and  may  select  such  other 
officers  as  it  deems  advisable.  All  com- 
munications from  the  Secretary  may  be 
*  addressed  to  the  chairman  or  the  Man- 
aging Agent  at  such  addresses  as  may 
from  .time  to  time  be  filed  with  the  Sec- 
retary. 

(ill)  Meeting  notices.  The  Secretary 
shall  be  given  the  same  notice  of  the 
meetings  of  the  Committee  as  is  given 
to  the  members  of  the  Committee;  and 
in  regard  to  meetings  at  which  attend- 
ance of  Council  members  is  desired  by 
the  Committe.  such  notice  shall  be  given 
to  Council  members. 

<iv)  Quorum.  A  quorum  shall  con- 
sist of  six  members,  including  alternate 
members  then  serving  in  the  place  and 
stead  of  any  members,  in  attendance  at 
the  meeting;  and  all  decisions  of  the 
Committee  shall  require  not  less  than  five 
concurring  votes  of  the  members  who 
are  present  at  such  meeting.  The  quo- 
rum and  number  of  concurring  votes 
requirements  may  be  changed  by  the 
Secretary  and  may  be  upon  a  recommen- 
dation of  the  Committee. 

(v)  Permissive  method  of  voting.  The 
Committee  may  permit  voting  by  mail  or 
telegraph  upon  due  notice  to  all  mem- 
bers: Provided.  That  this  method  of 
voting  shall  not  be  used  at  an  as.sembled 
meeting  to  obtain  votes  from  absent 
members.  And,  provided  further.  That 
when  any  proposition  is  so  voted  on  at 
least  five  concurring  votes  shall  be  re- 
quired for  its  adoption  but  one  dissent- 
ing vote  shall  prevent  its  adoption. 

(Vi)  Right  of  the  Secretary.  Each 
member  and  alternate  member  of  the 
Committee  and  each  agent  and  emploj-ee 
appointed  or  employed  by  the  Commit- 
tee, shall  be  subject  to  removal  or  sus- 
pension by  the  Secretary  at  any  time. 
Each  and  every  order,  regulation,  deci- 
sion, determination,  and  other  act  of  the 
Committee  shall  be  subject  to  the  con- 
tinuing right  of  the  Secretary  to  disap- 
prove the  same  at  any  time;  and,  upon 
such  disapproval  shall  be  deemed  null 
and  void  except  as  to  acts  done  in  re- 
liance thereon  or  In  compliance  there- 
with. 

(b)  Handlers  Advisory  Council — (D 
Establishment.  A  Handlers  Advisory 
Council,  consisting  of  nine  members,  is 
hereby  establi.shed.  For  each  member  of 
the  Council  there  shall  be  an  alternate 
member  who  shall  have  the  same  quali- 
fications as  the  member;  and  all  provi- 
sions hereof  applicable  to  the  member 
shall  be  applicable  to  the  alternate. 

(2)  Membership  representation.  A 
handler  in  each  district  shall  be  selected 
to  serve  on  the  Council.  Each  person 
nominated  or  selected  to  serve  as  a  mem- 
ber of  the  Council  shall  be  a  handler  In 
the  district  from  which  nominated  or 
selected,  or  an  officer,  employee,  or  agent 
of  such  handler. 

(3)  Selection  of  initial  members.  The 
Initial  members  of  the  Handlers  Ad- 
visory Council  shall  be  selected  by  the 
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Secretary  and  shall  servt  through  Au- 
gust 31.  1950.  If  a  successor  to  any  such 
member  Is  not  selected  and  has  not  c.r.iil- 
ified  by  August  31.  1950.  such  initial 
member  shall  continue  to  serve  until  his 
successor  Is  selected  and  has  qualified. 
For  the  consideration  by  the  Secretary 
in  making  such  initial  selections,  nomi- 
nations for  members  may  be  submitted 
to  him  not  later  than  the  effective  date 
hereof.  Such  nominations  may  be  .sub- 
mitted to  the  Secretary  by  handlers;  and 
.^uch  nominations  may  be  made  pursuant 
to  elections  conducted  by  groups  of 
handlers. 

(4>  Successor  members — (i)  Nomina- 
tion elections.     Prior  to  June  30  of  each 
year,  after  the  effective  date  hereof,  tlie 
Secretary  shall  hold,  or  cause  to  be  held, 
a  meeting  or  meetings  of  handlers  in  each 
dirtrict  for  the  purpose  of  designating 
nominees  for  successor  members  of  the 
Council.     In  obtuning  such  nominations, 
all  handlers  shall  be  given  a  reasonable 
opportunity  to  vote.     The  Secret? ry  shall 
give  adequate  notice  of  each  such  meet- 
ing to  handlers  in  the  respective  disiricls; 
and  each  such  meeting  shall  be  con- 
ducted by  a  chairman  designated  bv  the 
Secretary.    The  chairman  shall  select  a 
secretary  to  record  the  minutes  of  .such 
meeting.     For  the  member  position  on 
the  Committee,  the  names  of  not  less 
than   two  handlers  shall   be   placed   in 
nomination  at  each  meeting  and  shall  be 
voted  on  in  arriving  at  a  nominee  to  be 
.•submitted     to     the     Secretary.     Each 
handler  in  the  district  in  which  an  elec- 
t'on  is  held  shall  be  entitled  to  cast  only 
one  vote  on  behalf  of  himself,  his  agents, 
affiliates,     subsidiaries,      and      repre- 
sentatives In  such  district  for  the  posi- 
tion which  Is  to  be  filled.    The  chairman 
of  each  such  meeting  .shall,  where  prac- 
ticable, announce  at  each  such  meeting 
the  name  of  each  person  for  whom  a  vote 
has  been  cast,  and  shall  transmit  such 
information  together  with  the  number  of 
votes  received  by  each  to  the  Secretary. 
The  Secretary  may  prescribe  additional 
rules  and  regulations,  not  Inconsistent 
with  the  provisions  hereof,  relative  to  the 
election  of  nominees  for  members  of  the 
Council.    Such  action  may  be  pursuant 
to  recommendations  of  the  Committee. 

(ii)  Selection.  Selection  of  successor 
members  of  the  Council  for  terms  com- 
mencing September  1,  1950.  and  there- 
after, shall  be  made  by  the  Secretary 
from  nominations  submitted  or  from 
among  other  handlers  in  the  respective 
districts.  Such  nominations  shall  be 
available  to  the  Secretary  by  July  31  of 
each  year.  In  the  event  that  nomina- 
tions from  handlers,  for  members  of  ths 
Council,  are  not  available  within  the  tim« 
specified  herein,  the  Secretary  may  select 
such  members  from  among  eligible 
handlers  without  regard  to  nomination. 
(Ill)  Term  of  office.  The  term  of  of?ce 
of  each  member  of  the  Council  .shall  be 
the  fiscal  period  for  which  he  is  selected 
and  has  qualified;  but  such  member  shall 
continue  to  serve  until  his  successor  is 
selected  and  has  qualified. 

(Iv)  Vacancies.  To  fill  any  vacancy 
which  occurs  by  reason  of  the  failure  of 
any  person,  selected  as  a  member  of  the 
Council  to  file  a  written  acceptance  of 
appointment,  or  the  death;  removal, 
resignation,  or  disqualification  of  a  mem- 
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ber  a  successor  for  his  unexpired  term 
of  office  shall  be  selected  by  the  Secre- 
tary Any  handler  or  group  of  handlers 
in  the  district  affected  may  submit  nomi- 
nations to  the  Secretary  for  his  consid- 
eration in  making  such  selection.  In  tne 
event  that  the  nominations  are  not  sub- 
mitted within  20  days  after  the  begm- 
n.ng  of  the  vacancy,  the  Secretary  may 
select  a  successor  to  fill  such  vacancy, 
without  regard  to  such  nomination. 

(V)  Acceptance.  Each  person  selected 
as  a  member  of  the  Council  shall,  prior 
to  serving  on  the  Council,  qualify  by  filing 
with  the  Secretary  a  written  acceptance 
of  apnointment  within  15  days  after  the 
date  of  his  notice  of  selection. 

(vi>  Alternates.  An  alternate  for  a 
member  of  the  Council  shall,  in  the 
event  of  the  member's  absence  act  in 
the  latter-s  place  and  stead;  and.  in  the 
event  of  the  member's  removal,  resigna- 
tion, disqualification,  or  death,  such  al- 
ternate shall  act  in  the  place  and  stead 
of  the  member  until  a  successor  for  the 
unexpired  term  of  said  member  is  se- 
lected and  has  qualified^ 

(5)  Compensation.  Members  of  the 
Council  shall  serve  without  compensa- 
tion, but  shall  be  reimbursed  for  reason- 
able expenses  necessarily  ncurred.  v-^h 
the  prior  written  approval  of  the  Com 
mittee  in  the  performance  of  their  duties 
heilunder.  Said  duties  shall  include  at- 
tendance at  each  meeting  of  the  CouncU 
or  Committee,  if  attendance  at  such 
meeting  has  been  authorized  by  the  Com- 

"^'IIT  Duties.    The  purpose  of  the  Coun- 
cil is  to  act  in  an  advisory  capacity  to 
the  Committee  concerning  the  admin- 
istration of  the  provisions  hereof  and  in 
Rcneral    to    perform    such    ministerial 
functions  as  the  Committee  from  time  to 
time  may  specify.     The  Couf  ^l  ^^^^^^ 
have  such  duties  as  are  specified  herein 
for  it  and  such  other  duties  as  rnay  be 
incident  thereto.   The  Council  shall  sup- 
ply the  Committee  with  information  and 
Estimates  needed  in  preparation  of  the 
Committee's  policy  report  including  rec- 
ommendations with  respect  to  grade  and 
size  requirements  and  minimum  stand- 
ards of   quality.     It  shall   furnish  in- 
formation and  '••-commendations  to  the 
Committee  in  regard  to  the  budget  of 
expenses  and  the  assessment  rate  and  in 
regard  to  other  matters  as  is  deemed  ad- 
visable by  It  or  the  Committee,  or  as  re- 
quested by  the  Secretary. 

(7)  Procedure.  The  Council  shall  se- 
lect from  its  membership  a  chairman  and 
such  other  officers  as  it  may  deem  advis- 
able It  shall  keep  proper  records  of 
all  its  proceedings,  and  shall  adopt  reg- 
ulations governing  its  procedure.  It  shall 
hold  meetings  after  notice  to  its  mem- 
bers upon  the  call  of  the  Secretary,  Man- 
aging Agent,  the  Committee,  any  four 
council  members,  or  its  chairman. 

§  S94  3  Expenses  and  assessments^ 
(a)  Uses  of  funds  collected.  All  funds 
received  by  the  Committee  pursuant 
hereto  shall  be  used  for  the  purposes  au- 
thorized herein. 

(b>  Budget  and  expenses.  The  Com- 
mittee is  authorized  to  Incur  such  ex- 
penses as  the  Secretary  may  find  are 
reasonable  and  likely  to  be  incurred  by 
it  during  the  then  current  fiscal  period 


PROPOSED  RULE  MAKING 


for  Its  maintenance  and  functioning  and 
for  suc"h  purposes  as  the  Secretary  may. 
pursuant  to  the  provisions  hereof,  deter- 
mine to  be   appropriate.     The  recom- 
mendation of  the  Committee  as  to  its 
expense*  for  the  Initial  fiscal  period,  to- 
gether with   all   data   supporting   such 
recommendation,  shall  be  submitted  to 
the  Secretary  within  45  days  from  the 
effective  date  hereof.    In  succeeding  fis- 
cal periods,  such  recommendation  shall 
be  submitted  on  or  before  October  15  of 
the  fiscal  period  to  which  It  applies.    The 
funds  to  cover  such  expenses  shall  be 
acquired   by   levying   a.s.sessments   upon 
handlers  as  hereinafter  provided. 

(c)      Assessments— (I)      Requirement 
for  payment.    Except  as  otherwise  pro- 
vided herein,  each  handler  who  first  han- 
dles unshelled  pecans  shall,  with  respect 
to  such  pecans,  pay  to  the  Committee 
such  handlers  pro  rata  share  of   the 
expenses  which  the  Secretary  finds  will 
be  incurred,  as  afore.said.  by  the  Com- 
mittee   during    the    said   fiscal    period^ 
Each  handler's  pro  rata  share  of  such 
expenses  shall  be  equal  to  the  ratio  be- 
tween the  total  quantity  of  unshelled 
pecans  handled  by  such  handler  as  the 
first  handler  thereof,  during  the  appli- 
cable fiscal  period,  and  the  total  quan- 
tity of  unshelled  pecans  handled  by  all 
handlers  as  the  first  handlfers  thereof, 
during  the  same  fiscal  period.    Said  pro 
rata  share  of  expenses  shall  be  paid  to  the 
Committee   by   the    10th    day   of   each 
month,  or  at  such  other  times  as  the 
Committee  may  specify,  for  all  unshelled 
pecans  handled,  as  aforesaid,  during  the 
preceding  month.    Handlers  may  make 
advance    payments    of    assessments    in 
order  to  enable  the  Committee  to  carry 
out  Its  functions  hereunder. 

(2)   Rate  of  assessment.    The  Secre- 
tary shall  determine  the  rate  of  a.ssess- 
ment  per  pound  of  assessable  unshelled 
pecans  handled,  as  aforesaid,  after  con- 
sideration  of   the   Committee's   recom- 
mendation as  to  such  rate.    The  Secre- 
tary may  increase  the  rate  of  assessment 
at  any  time  during  a  fiscal  period  In  order 
to  secure  sufficient  funds  to  cover  any 
later  finding  by  him  relative  to  the  ex- 
penses of  the  Committee.    Any  such  in- 
crease in  the  rate  of  assessment  shall  be 
applicable  to  all  unshelled  pecans  han- 
dled,   as    aforesaid,    during    said    fiscal 
period. 

(3)  Refmids.      All    money    collected, 
whether  as  advance  payments  or  assess- 
ments, during  any  fiscal  period  in  excess 
of  the  expenses  incurred  during  such 
period  may  be  used  by  the  Committee 
during  the  first  four  months  of  the  subse- 
quent fiscal  period  to  defray  the  expenses 
of  the  Committee  incurred  as  aforesaid, 
during  such  period  of  time.     However, 
the  Committee  shall,  upon  demand,  make 
available  within  five  months  after  the 
beginning    of    such    subsequent    fiscal 
period,  the  aforesaid  excess  to  each  han- 
dler entitled  to  a  refund  on  a  pro  rata 
basis  in  respect  to  each  handler's  equity 
in  the  excess. 

(4)  Legal  action  for  collection  of  aS' 
sessments.  The  Committee  may.  with 
the  approval  of  the  Secretary,  maintain 
In  Its  own  name,  Qr  In  the  names  of  lt» 
members,  legal  action  against  any  han- 
dler for  the  collection  of  such  handler  s 


pro   rata   share   of   expenses   pursuant 

hereto.  ^       _         ... 

(d)   Accountability      of      Commtitee 
members.    The  Secretary  may  at  any 
time  require  the  Committee,  its  mem- 
bers   and  all  other  persons  to  account 
for  all  receipts  and  disbursements  for 
which  they  are  responsible.    Whenever 
any  person  ceases  to  be  a  member  of  the 
Committee,  he  shall  account  to  his  suc- 
cessor or  to  the  Committee  for  all  re- 
ceipts, di-sbursements.  funds  and  prop- 
erty   (including   but   not  being   llmiicd 
to  books  and  other  records),  pertaininR 
to  the  Committee's  activities  for  which 
he  is  responsible,  and  shall  execute  such 
assignments  and  other  Instruments  as 
may  be  necessary  or  appropriate  to  vest 
In  such  successor  or  the  Committee  the 
right  to  all  of  such  property  and  funds 
and  all  claims  vested  In  such  person. 

§994  4     Regulation     by     grades    and 
sizes    and  minimum  standards  of  qual- 
ity—(?^)  Marketing  policy— ( I)  General 
Prior  to  October  20  of  each  fiscal  period, 
the  Committee  shall  prepare  and  submit 
to  the  Secretary  a  report  setting  forlti 
its  findings  In  regard  to  the  marketing 
situation  and  outlook  for  unshelled  pe- 
cans   and  al-so  its  recommendations  m 
regard  to  regulations  on  the  basis  of 
grades  or  sizes  or  minimum  standards  of 
quality     In  the  event  it  becomes  advis- 
able to  revise  such  report  and  recom- 
mendations, the  Committee  shall  submit 
a  revised  report  and  reconunendations 
to  the  Secretary. 

(2)  Report.  The  Committee  shall,  on 
the  basis  of  Information  obtained  from 
the  Council  and  other  sources,  prepare 
the  aforesaid  report  setting  forth  the 

following:  ^  ,,  j 

(i)  Estimated  supply  of  unshelled  pe- 
cans in  the  area  as  follows:  estimated 
production  of  improved  varieties  for  cur- 
rent year;  estimated  production  of  seed- 
lings for  current  year;  estimated  carry- 
over of  improved  varieties  as  of  October 
1:  estimated  carry-over  of  seedlings  as  of 

October  1;  ..       ,        u  „« 

(il)  Estimated  quantity  of  such  un- 
shelled pecans  as  will  meet  the  recom- 
mended grade  and  size  regulations;  and 
a  separate  estimate  as  to  the  Portion  of 
such  quantity  that  will  be  handled  for 
distribution  as  unshelled  pecans; 

(il)  Estimates  of  the  respective  quan- 
tities of  pecans  which  during  the  period 
beginning  on  October  1  of  the  Preceding 
year  and  ending  on  September  30  of  the 
current  year  moved  outside  the  area  for 
distribution  as  un.-^helled  pecans  and  for 
commercial  shelling; 

(iv)  Estimated  beginning  dates  oi 
harvest  of  current  pecan  crop  In  tne 
respective  districts;  and 

(v)  Other  pertinent  data  and  stans- 
tics  used  by  the  Committee  In  preparing 
its  recommendation. 

The  Committee  shall  furnish  the  Sec- 
retary with  a  detailed  statement  of  ne 
discussions  at  all  meetings  at  whlcn  tne 
report  and  recommendations  were  pre- 
pared, ij 
(3)  Recommendations.  Theaforesao 
report  to  the  Secretary  shall  include  Its 
recommendations  in  regard  to  the  pro- 
posed grade  and  size  requirement.^  lor 
wholesale  packs  and  consumer  Packs  or 
minimum  standards  of  quality,  as  tne 
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ca-^e  may  be.  and  such  other  matters  re- 
lating to  pecan  marketing  as  are  affected 
by  the  provisions  hereof.  Such  recom- 
mendations shall  be  based  on  the  factors 
listed  in  subparagraph  (2)  of  this  para- 
graph. 

<b)  Issuance  of  regulations.  The  Sec- 
retary shall  is.sue  regulations  on  the  basis 
of  prades,  sizes  or  minimum  standards 
0.'  quality  for  unshelled  pecans  that  may 
be  handled  pursuant  hereto,  whenever 
he  fi.ids  from  the  recommendations  and 
Information  submitted  by  the  Committee 
or  from  other  available  information  that 
to  do  so  would  tend  to  effectuate  the 
declared  policy  of  the  act.  Such  regula- 
tions shall  continue  in  tffect  imtil  super- 
seded by  other  regulations  issued  by  the 
Secretary.  Such  regulations  may  specify 
di-Tcrent  grade  and  size  requirements  for 
v,'holcsale  packs  and  consumer  packs. 
The  Secretary  shall  notify  the  Commit- 
tee- of  each  such  regulation  and  the  Com- 
mittee shall  give  reasonable  notice 
thereof  to  growers  and  handlers. 

<c>  Initial  grade  and  size  regulations. 
B  ginning  at  such  time  after  the  effec- 
tive date  hereof  as  the  Secretary  may 
specify  and  continuing  until  superseded 
by  other  regulations  issued  by  the  Sec- 
retary, no  person  shall  handle  unshelled 
pecans  <1)  unless  they  are  in  wholesale 
or  con.sumer  packs.  ( 2 )  unle.ss  they  meet 
the  requirements  of  the  United  States 
Commercial  grade,  as  such  grade  is  de- 
fined in  "United  States  Standards  for 
Un'^helled  Pecans"  effective  September 
15.  1943.  and  (3)  unless  they  have  a 
count,  per  pound,  of  less  than  91  nuts. 
and.  the  10  .«^mallest  nuts  in  a  repre.sent- 
ativo  100  nut  sample  weigh  at  least  1.5 
ounces. 

(d)  Inspection  and  certification — (1) 
P.'ccdure  and  requirements.  Except  as 
otherwise  provided  in  this  section,  each 
handler  shall,  within  20  days  prior  to 
handling  unshelled  pecans,  have  .-^uch 
pecans  inspected  by  the  Federal-State 
or  Federal  Inspection  Service,  unless 
S!-eh  pecans  have  previously  been  in- 
spected and  a  certificate  obtained  within 
said  period  of  time  by  another  person. 
In  addition  to  such  other  requirements  as 
the  Committee  may  specify,  the  certifi- 
cate .shall  show:  (i)  The  identity  of  the 
handler  and  the  lot,  (ii)  date  of  Inspec- 
tion, (iiit  number  of  containers  of  each 
size  and  type  in  each  lot,  and  <iv )  a  state- 
ment stamped  on  .such  certificate  by  the 
in.'^pector  bearing  .substantially  the  fol- 
lowing wording:  "Pecans  covered  by  this 
certificate  are  in  wholesale  or  consumer 
Paek<.  and  meet  grade  and  size,  or  mini- 
mum standards  of  quality  (whichever  is 
applicable),  requirements  prescribed 
Pur.'^uant  to  Federal  Marketing  Agree- 
ment 111  and  Order  94."  All  lots  .so  in- 
spected and  certified  shall  be  Identified 
by  appropriate  seals,  stamps,  or  tags  to 
be  affixed  to  the  containers  by  the  han- 
dler under  the  direction  and  supervision 
of  the  Federal-State  or  Federal  inspector 
or  the  Committee.  Master  containers  of 
consumer  packs  may  bear  the  Identifica- 
tion Instead  of  the  individual  containers 
Within  said  master  container.  The  first 
handler  shall  furnish  a  copy  of  the  cer- 
tificate to  the  Committee  covering  each 
'ot  handled. 

*2i  Exemptions.    Unshelled  pecans 
iiandled  in  quantities  that  do  not  total 
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more  than  200  pounds  to  any  one  person 
during  any  one  day  shall  be  exempt  from 
the  provisions  contained  in  this  section 
in  regard  to  Inspection  and  certification 
and  shall  also  be  exempt  from  assess- 
ment pursuant  to  §  994.3  (c) .  Provisions 
of  these  exemptions  may  be  changed  by 
the  Secretary  on  the  basis  of  the  recom- 
mendation of  the  Committee  or  other 
available  information. 

(e)  Pecans  for  shelling  or  processing 
outside  the  area.  Unshelled  pecans  for 
shelling  or  processing  outside  the  area 
may  be  handled  without  regard  to  the 
grade  and  size  regulations  then  in  effect 
and  without  regard  to  the  inspection  and 
certification  requirements  of  this  sec- 
tion only  if.  prior  to  tiie  handling  of  such 
pecans,  the  handler  thereof  had  insured 
to  the  .satisfaction  of  the  Committee,  as 
it  may  require,  that  he  will  comply  with 
the  provisions  set  forth  in  this  paragraph. 
The  Secretary  may  prescribe,  on  the 
basis  of  the  recommendation  and  the 
information  which  may  be  submitted  to 
him  by  the  Committee,  or  on  the  basis 
of  other  available  information,  additional 
safeguards  to  insure  such  compliance. 
Only  such  pecans  which  are  subsequently 
processed  for  distribution  as  unshelled 
pecans  and  meet  the  grade  and  size  re- 
quirements then  in  effect  may  be  so  dis- 
tributed by  the  handler,  only  if  they 
are  inspected  and  certified  pursuant  to 
the  provisions  of  this  section.  The  as- 
sessment provisions  hereof  shall  be  ap- 
plicable to  such  handler  of  the  un.'^hplled 
pecans.  All  handlers  of  pecans  which  are 
shipped  out  of  the  area  for  shelling  or 
proces-^ing.  pursuant  to  the  provisions  of 
this  paragraph,  shall  furnish  to  the  Com- 
mittee satisfactory  evidence  that  such 
pecans  were  shelled  or  distributed  pur- 
suant to  the  provisions  of  this  paragraph. 

§  994.5  Compliance.  Each  handler 
shall  comply  with  all  provisions  hereof 
and  all  regulations  duly  effective  here- 
under. Nothing  contained  herein  shall 
be  construed  to  prevent  any  grower  or 
other  person  from  selling  or  delivering 
any  pecans  for  processing,  shelling,  or 
use  within  the  production  area. 

5  994.6  Books,  records,  and  reports— 
(a)  Books  and  records.  Each  handler 
and  each  subsidiary  or  affiliate  thereof 
shall  keep  books  and  other  records  which 
will  clearly  show  the  details  of  his 
handling  of  pecans  and  which  shall  bo 
available  for  examination  by  the  Secre- 
tary for  a  period  of  two  years  after  such 
transactions  are  completed. 

(b>  Reports  by  handlers.  To  enable 
the  Committee  to  perform  its  functions 
hereunder,  each  handler  shall  furnish  to 
the  Managing  Agent  as  requested  the 
following  information,  and  such  other 
Information  as  may  be  prescribed  by  the 
Committee  and  approved  by  the  Secre- 
tary: (1)  Report  on  each  shipment  cov- 
ering date,  quantity,  reported  destina- 
tion, the  State  of  registration  and  license 
number  of  the  truck  in  respect  to  .ship- 
ments by  truck,  number  of  the  inspec- 
tion certificate,  if  any,  covering  such  lot; 
(2)  Prices  paid  to  growers  for  orchard- 
run  pecans  by  varieties  as  specified  by 
the  Committee;  and  (3)  Prices  received 
by  grade,  pack,  and  size  either  f.  o.  b. 
shipping  point,  or  delivered  destination. 
Such  prices  to  be  reported  each  Friday 
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during  the  period  October  15  through 
January  31  or  at  such  other  times  as 
the  Committee  may  specify,  subject  to 
the  approval  of  the  Secretary,  covering 
prices  for  the  then  current  v/eek.  Such 
information  furnished  to  the  Managing 
Agent  shall  be  confidential  and  shall  not 
be  disclosed  to  any  perron  (including 
members  of  the  Committee  as  well  as 
other  persons*  except  to  the  Secretary 
at  his  request,  or  to  such  person  as  tl}e 
Sscretary  may  specify:  P.ovided,  That 
such  information  may  be  compiled  and 
made  public  by  the  Managing  Agent  in 
such  form  as  will  not  reveal  the  identity 
of  individual  informants 

S  994.7  Amcndyncnts.  Amendment 
hereof  may  from  time  to  time  be  pro- 
posed by  the  Committee  or  by  the  Sec- 
retary. 

§  994  8  Agents.  The  Secretary  may, 
by  a  designation  in  writi-'ig.  name  any 
pcr.scn.  including  any  ofTieer  or  employee 
of  the  Government,  or  name  any  bureau 
cr  division  in  the  United  States  Depart- 
ment of  Agriculture,  to  aet  as  his  arent 
or  representative  in  connection  with  any 
of  the  provisions  hereof. 

?  9:4  P  Personal  liability.  No  member 
or  alternate  of  the  Committee  nor  any 
employee  or  agent  thereof  shall  be  held 
personally  re5;pon.sible,  either  individu- 
ally or  joinny  with  others  in  any  way 
V,  hat-soever.  to  any  handler,  sheller.  or 
processor,  or  to  any  other  person  for 
errors  in  judgment,  mistakes,  or  other 
acts  either  of  commission  or  omission,  as 
such  member,  alternate  or  employee  ex- 
cept for  acts  of  dishonesty. 

§  994.10  S?parabilitv.  If  any  provi- 
sion hereof  is  declared  invalid,  or  the 
applicability  thereof  to  any  person,  cir- 
cumstance, or  thing  is  held  invalid,  the 
validity  of  the  remainder  hereof  or  the 
applicability  thereof  to  any  other  person 
circumstance  or  thing  shall  not  be  af- 
fected thereby. 

5  994.11  Derogation.  Nothing  con- 
tained herein  is.  or  shall  be  construed  to 
be  in  derogation  or  in  modification  of 
the  rights  of  the  Secretary  or  of  the 
United  States  to  exerci.se  any  powers 
granted  by  the  act  or  otherwise  or  in 
accordance  with  such  powers,  to  act  In 
the  premises  whenever  such  action  is 
deemed  advisable. 

§994.12  Duration  of  immunities.  The 
benefits,  privileges,  and  immunities  con- 
ferred upon  any  person  by  virtue  hereof 
shall  cease  upon  the  termination  hereof 
except  with  respect  to  acts  done  under 
and  during  the  existence  hereof. 

§  994.13  Effective  time  and  termina- 
tion—(si)  Effective  time.  The  provi- 
sions hereof  or  of  any  amendment  here- 
to, shall  become  effective  at  such  time  as 
the  Secretary  may  declare,  and  shall  con- 
tinue In  force  imtil  terminated  in  one  of 
the  ways  hereinafter  specified. 

<b)  Termination.  (D  The  Secretary 
may,  at  any  time,  terminate  the  provi- 
sions hereof  whenever  he  finds  that  the 
provisions  hereof  obstruct  or  do  not  tend 
to  effectuate  the  declared  policy  of  the 
act;  and  such  notice  of  the  termination 
shall  be  given  as  the  Secretary  deem.s 
proper. 
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(2)  The  Secretary  shall  terminate  the 
provisions  hereof  at  the  end  of  any  fiscal 
period  whenever  he  finds  that  such  ter- 
mination is  favored  by  a  majority  of  the 
producers  of  pecans  who.  during  the  pre'- 
ceding  fiscal  period,  have  been  engaged 
in  the  production  of  pecans  for  market 
in  the  States  of  Georgia,  Alabama,  Flor- 
ida, Mississippi,  and  South  Carolina:  Pro- 
vided. That  such  majority  have  during 
such  period  produced  for  market  more 
than  50  percent  of  the  volume  of  such 
pecans  produced  for  market  within  said 
States. 

(3)  The  provisions  hereof  shall,  In  any 
event,  terminate  whehever  the  provisions 
of  the  act  authorizing  them  cease  to  be 
in  effect. 

(c>  Proceedings  after  termination— 
(1)  Upon  the  termination  of  the  provi- 
sions hereof,  the  members  of  the  Com- 
mittee then  functioning  shall  continue 
as  trustees  ^for  the  purpose  of  liquidat- 
ing the  affairs  of  the  Committee)  of  all 
funds  and  property  then  in  the  possession 
of  or  under  the  control  of  the  Committee, 
including  claims  for  any  funds  unpaid  or 
property  not  delivered  at  the  time  of 
such  termination.  Action  by  said 
trusteeship  shall  require  the  concurrence 
of  a  majority  of  said  trustees. 

(2»  Said  trustees  shall  continue  In 
such  capacity  until  discharged  by  the 
Secretary;  shall,  from  time  to  time,  ac- 
count for  all  receipts  and  disbursements 
and  deliver  all  funds  and  property  on 
hand,  together  with  all  books  and  records 
of  the  Committee  and  the  trustees,  to 
such  person  as  the  Secretary  may  direct; 
and  shall,  upon  the  request  of  the  Secre- 
tary, execute  such  assignments  or  other 
in!5truments  necessary  or  appropriate  to 
vest  in  such  person  full  title  and  right  to 
all  of  the  funds,  property,  and  claims 
vested  in  the  Committee  or  the  Joint 
trustees  pursuant  hereto. 

(3)  Any  funds  collected  for  exi>enses 
pursuant  to  §  994.3  and  held  by  such 
trustees  or  such  person  over  and  above 
amounts  necessary  to  meet  outstanding 
obligations  and  the  expenses  necessarily 
incurred  by  the  trustees  or  such  other 
person.    In    the    performance    of    their 
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duties  hereunder,  shall,  as  soon  as  prac- 
ticable after  the  termination  of  the  pro- 
visions iiereof,  be  disbursed  among  the 
handlers  pro  rata  in  proportion  to  their 
contributions  pursuant  hereto. 

(4)  Any  person  to  whom  funds,  prop- 
erty or  claims  have  been  transferred  or 
delivered  by  the  Committee  or  its  mem- 
bers, pursuant  to  this  section,  shall  be 
subject  to  the  same  obligations  imposed 
upon  the  members  of  the  said  Committee 
and  upon  said  trustees. 

§  994.14  Effect  of  termination  or 
amendment.  Unless  otherwise  expressly 
provided  by  the  Secretary  the  termina- 
tion hereof  or  of  any  regulation  i.ssued 
pursuant  hereto,  or  the  issuance  of  any 
amendment  to  either  thereof,  shall  not 
(a)  affect  or  waive  any  right,  duty,  ob- 
ligation or  liability  which  shall  have 
arisen  or  which  may  thereafter  arise  in 
connection  with  any  provision  hereof  or 
any  regulation  issued  hereunder,  or  <b) 
release  or  extinguish  any  violation  here- 
of or  of  any  regulation  is.sued  hereunder, 
or  (c)  affect  or  impair  any  rights  or  rem- 
edies of  the  Secretary  or  of  any  other 
person  with  respect  to  any  such  violation. 

§  994.15  Counterparts.  This  market- 
ing agreement  may  be  executed  In  mul- 
tiple counterparts,  and.  when  one  coun- 
terpart is  signed  by  the  Secretary,  all 
such  counterparts  shall  constitute  when 
taken  together  one  and  the  same  instru- 
ment as  if  all  such  signatures  were  con- 
tained in  one  original.* 

§994  16  Additional  parties.  After  this 
marketing  agreement  first  takes  effect, 
any  handler  may  become  a  party  to  this 
marketing  agreement  if  a  counterpart 
thereof  is  executed  by  him  and  delivered 
to  the  Secretary.  This  marketing  agree- 
ment shall  take  effect  as  to  such  new  con- 
tracting party  at  the  time  such  counter- 
part is  delivered  to  the  Secretary,  and 
the  benefits,  privileges,  and  immunities 
conferred  by  this  marketing  agreement 
shall  then  be  effective  as  to  such  new 
contracting  party.* 

§  994.17  Request  for  order.  Each  sig- 
natory handler  and  dealer  hereto  re- 
quests the  Secretary  to  issue  an  order 
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Arizona 

notice  of  filing  of  plats  of  survey 

Notice  is  given  that  the  plats  of  (1> 
survey  of  Ts.  4,  5.  6  N..  R.  10  W..  T.  5.  6 
N..R.  11  W..  G.  t  S.  R.  M..  <2)  Dependent 
Re.«urvey  of  the  W'a  sec.  24.  W 2  sec.  25. 
T.  5  N.  R.  12  W..  G.  &  S.  R.  M.,  delineating 
the  retracement  and  reestablishment  of 
the  lines  of  the  original  survey  as  shown 
upon  the  plat  approved  April  18,  1911 
and  <3»  Extension  Survey  of  the  E>2  sec. 
24,  E' 2  sec.  25.  T.  5  N..  R.  12  W.,  G.  and 
S.  R.  M..  Arizona.  Including  lands  here- 
inafter described,  will  be  officially  filed  in 


pursuant  to  the  act  regulating  the  han- 
dling of  pecans  in  the  same  manner  as 
provided  in  this  agreement.* 

In  witness  hereof  the  contracting  par- 
ties acting  under  the  provisions  of  the 
act  for  the  purposes  and  subject  to  the 
limitations  herein  contained  and  not 
otherwise  have  hereunto  set  their  respec- 
tive hands  and  seals.* 

Copies  of  this  notice  of  hearing  may 
be  obtained  from  or  inspected  at  the 
Southeast  Marketing  Field  Office  of  the 
Production  and  Marketing  Administra- 
tion. United  States  Department  of  Agri- 
culture. 449  West  Peachtree  Street  NE.. 
Atlanta,  Ga.;  at  the  Extension  Service 
State  Offices  in  the  various   States  in 
the  area  as  follows:  Georgia  State  Col- 
lege of  Agriculture,  Athens,  Georgia;  Al- 
abama   Polytechnic    Institute.    Auburn, 
Alabama;  Horticulture  Building.  Univer- 
sity of  Florida.  Gainesville.  Florida;  Mis- 
sissippi   State    College.    State    College. 
MissLssIppi;   Clemson  Agricultural  Col- 
lege, Clemson.  South  Carolina;   at  the 
headquarters  of  the  Southeastern  Pecan 
Growers  Association.  Albany.  Georgia; 
at  the  headquarters  of  the  Pecan  Dis- 
tributors Association.  Albany.  Georgia; 
and.  at  offices  of  the  County  Agricultural 
Conservation  Associations  in  commercial 
pecan   producing   counties   in  Georgia. 
Alabama.  Florida.  Mi.ssissippi.  and  South 
Carolina.    In  addition,  copies  may  be 
obtained  from  or  Inspected  at  the  office 
of  the  Hearing  Clerk.  United  States  De- 
partment  of    Agriculture.    Room    1846, 
South  Building,  Washington.  D.  C.  and 
In  the  Fruit  and  Vegetable  Branch.  Pro- 
duction and  Marketing  Administration, 
United   States  Department  of  Agricul- 
ture. Room  2525.  South  Building.  Wash- 
ington. D.  C. 

Dated  this  10th  of  May  1949,  at  Wash- 
ington. D.  C. 

(SEALl  John  I.  Thompson. 

Assistant  Administrator.  Pro- 
duction  and  Marketing  Ad- 
ministration. 

[P.    R.    Doc.    49-3845;    Filed.    May    12.    19«; 
8:54  a.  in.| 


NOTICES 


the  District  Land  Office  at  Phoenix.  Ari- 
zona, effective  at  10:00  a.  m.  on  the  35th 
day  after  the  date  of  this  notice. 

The  lands  affected  by  this  notice  are 
described  as  follows: 

Gila  and  Salt  River  Meeidiam 

T.  4  N..  R.  10  W., 

Sec.  1.  lots  1.  2.  8.  4.  S'/jNVi.  S'/a'. 
Sec.  2.  lots  1.  2.  3.  4,  SViN'i.  8^: 
Sec.  3.  lots  1.  a.  3.  4.  S'/jN'/j.  8^: 
Sec.  4,  lots  1,  2,  3,  4.  S'aN'/j.  Si-i; 
Sec.  5.  lota  1,  2.  8,  4.  S'jN'/a.  B'/j: 
Sec.  6.  lots  1.  2.  3.  4.  5.  6,  7,  8E«iNW!i, 

8'.,N1!:'4.  B'/iSWVi.  SEVil 
Sec.  7.  lots  1,  a.  8.  4.  E'^WVi.  «Vat 
Sec.  8.  all; 
Sec.  9.  all; 
Sec.  10.  all: 
Sec.  11.  all; 
Sec.  12.  all: 
Sec.  13.  all; 


Sec.  14,  all: 

Sec.  15.  all: 

Sec.  16.  all: 

Sec    17    all' 

Sec.  18.' lots"  1.  2.  3.  4.  BViWVi.  E'4: 

Sec.  19.  loU  1.  2.  3.  4.  E'.iWVa.  E'jl 

Sec.  20,  all: 

Sec.  21,  all: 

Sec.  22,  all: 

Sec.  23,  all; 

Sec.  24.  all: 

Sec.  25.  all: 

Sec.  26.  all: 

Sec.  27.  all: 

Sec.  28.  all: 

Sec.  29.  all: 

Sec.  30.  lots  1.  2.  3.  4,  E'iW'i.  E'i: 

Sec.  31.  lots  I.  2,  3.  4.  EVaW'.a.  E!j: 

Sec.  32.  all; 

Sec.  33.  all: 

Sec.  34.  all: 

Sec.  35,  all: 

Sec.  36,  all; 


Friday,  May  13, 1949 

T.  5  N..  R.  10  W.. 
Sec.  1.  lots  1,  2.  3.  4.  8>4Ni4.  8>4; 
60c.  2.  lots  1.  2.  3.  4.  S'/aN'^,  8'/^; 
Sec.  3.  lots  1,  2,  3.  4.  SlzN'j.  B'/j; 
Sec.  4.  lots  1.  2.  3.  4.  S'^jNii,,  S'^; 
Sec.  6.  lots  1.  2.  3.  4.  SViN'/i.  S'/j: 
Sec.  6.  lots  1,  2,  3.  4,  fi,  6,  7.  8E'4NW'4, 

84NE>4.  E>iSW',4.  SE'A: 
Sec.  7.  lots  1,  2.  3.  4.  E^^NW^^.  E'/aSW'/i, 

E'i: 
Sec.  8.  all; 
Sec.  9.  all: 
Sec.  10.  all: 
Sec.    11,   lot   1,  NH,  N'^SWV4.  SE'4SW«4. 

SE14, 
S?c.  12.  all: 
Sec.  13,  all: 

Sec.  14,  lots  1,  a,  3,  4.  6.  SWV4.  EVi; 
See.  15.  all: 
Sec.  16.  all; 
Sec.  17.  all: 
Sec.  18.  lots  1.  2.  3.  4.  E'^W'-i.  E14: 

Sec.  19.  lots  1.  2.  3,  4.  E'/^WVi.  EVi; 
Sec.  20.  all: 
Sec.  21.  all: 
Sec.  22.  all: 
S?c.  33.  all: 
Sec.  24.  all: 
Sec.  25.  all: 
Sec.  26.  all; 
Sec.  27.  all; 
Sec.  28.  all: 
Sec.  29.  all: 

Sec.  30.  lots  1.  2.  3,  4.  Ei^W>4.  E'^; 
S?c.  31.  lots  1.  2,  3,  4,  E',^W»4,  E'/i; 
Sec.  32,  all: 
Sec.  33.  all; 
Sec.  34.  all; 
Sec.  35.  all: 
S-c.  36.  all; 
T.  6  N..  R.  10  W. 
Sec.  1.  all; 
Sec.  2.  all: 

Sec.  7.  lots  1,  2,  3.  4,  E'/iW/i.  E'/i; 
Sec.  8.  all: 
Sec.  9.  all; 
Sec.  10,  all; 
Sec.  11.  all; 
Sec.  la.  all: 
Sec.  13.  all: 
Sec.  14.  all; 
Sec.   16.  all; 
Sec.  16.  all; 
Sec.  17.  all; 

Sec.  18.  lots  1.  2.  3,  4.  E'^W>4.  E'i; 
Sec.  19.  lots  1.  2,  3.  4,  E',4W>^,  E'^; 
Sec.  ao.  all; 
Sec.  21.  all; 
Sec.  22.  all; 
Sec.  23,  aU; 
Sec.  24,  all; 
8:0.  aa.  all; 
Sec.  26,  all: 
Sec.  27.  all; 
Sec.  as.  all; 
Sec.  29.  all: 

Sec.  30,  lots  1,  2.  3,  4.  E>4W>4,  Ei/4: 
Sec.  31,  lots   1.  2.  3.  4.  6.  6.  7.  E'^NW^. 

NE>4SW'/4.  N4SE'4.  NE',4: 
See.  32,  loU  1,  2.  3.  4.  N'/^S'^.  N'/i: 
Sec.  33.  lots  1.  2,  3,  4,  N'iS'i.  N',; 
Sec.  34,  lots  1,  2,  3,  4,  Ni<,S"j,  N'^; 
See  35,  lots  1,  2.  3,  4.  N'iS'4.  N'j: 
Sec.  36.  lota  1.  2.  3.  4.  NVjS'A,  Ni,,; 
T.  5N,  R.  11  W., 
Sec   1.  lots  1.  2.  3,  4.  S'iN'4.  S>4; 
Sec.  2.  lots  1,  2.  8.  4.  Sf4N»4,  8>4; 
Sec.  3.  loU  1.  2.  3.  4,  S^N'/i.  8',4; 
S<r.  4,  lots  1.  2.  3.  4.  S'^N'4.  814: 
Sec.  5,  lots  1,  2.  3,  4.  S'jN'j,.  S'i: 
6<f-    6.  lota   1,  2.  3.  4,  5.  6.  7.  SEI4NWU, 

S'jNEVi.  E'iSW'i.  SE'4: 
S^T.  7.  lota  1,  2.  3.  4.  EViW%.  EU; 
Seo.  8.  aU: 
Sec.  9.  all; 
Sec.  10.  all; 
Sec.  11.  all; 
Sec    12,  all; 
Sec.  13,  all; 
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Sec.  14.  all: 

Sec.  16.  all: 

Sec.  16.  lots  1.  2.  8.  4.  B,  N'/4NW%,  SW>4 
NW«,4,  NE'/4.  SEV4; 

See.  17,  all; 

Sec.  18.  lots  1.  2,  3.  4.  Ei^W'^,  E«4: 

Sec.  19.  lots  1,  2,  3,  4.  E'/aW'^,  E'/i; 

Sec.  20.  all: 

Sec.  21.  all; 

Sec.  22.  all; 

Sec.  23.  all: 

Sec.  24.  all; 

Sec.  25.  all; 

Sec.  26.  all; 

Sec.  27.  all; 

Sec.  28,  all; 

Sec.  29.  all; 

Sec.  30.  lots  1.  2,  3.  4.  Ei^Wi^.  E'^; 

Sec.  31.  lots   1.  2.  3.  4.  5.  6.  7,  E^NWi^, 
NEI4SW14,  N'iSEVi,  NEV4: 

Sec.  32,  lots  1,  2,  3.  4,  N'/iS'^,  N'/i; 

Sec.  33,  lots  1,  2,  3,  4,  Ni-iS»4,  NVi: 

Sec.  34,  lots  1,  2,  3,  4,  N'^S'/j,  N>4: 

Sec.  35.  lots  1,  2,  3,  4.  N'^Si^,  N'^: 

Sec.  36.  lot.s  1,  2,  3,  4,  N«^S»4,  N'4. 
T.  6  N.,  R.  11  W., 

Sec.   13; 

Sees.  22  to  29.  Incl.; 

Sees.  31  to  36,  Incl. 
T.  5  N.,  R.  12  W., 

Sec.  24,  lots  1,  2,  3,  4,  6,  6,  7.  8; 

Sec.  25,  lots  1,  2,  3,  4,  5,  6.  7,  8. 

The  area  de.scrlbed  <  exclusive  of  seg- 
regations) aggregates  99,395.81  acres. 

Available  data  indicates  that  those 
areas  include  desert  lands  varying  from 
nearly  level  to  rough  in  topography. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract, 
desert  land,  or  any  other  nonmineral 
public  land  laws  unless  the  land  has  al- 
ready been  classified  as  valuable  or  suit- 
able for  such  type  of  application  or  shall 
be  so  classified  upon  consideration  of  an 
application. 

As  shown  on  the  plat  of  survey  of  T.  5 
N.,  R.  10  W..  G.  &  S.  R.  M.,  there  are  three 
springs  in  the  township  situated  in  sec- 
tions 1,  5.  and  15.  The  legal  subdivision 
containing  each  of  the  springs  and  the 
lands  within  a  quarter  of  a  mile  of  each 
spring  may  be  affected  by  the  general 
withdrawal  made  by  Executive  Order  of 
April  17,  1926  «43  CFR,  292.1),  creating 
Public  Water  Reserve  No.  107,  but  the 
question  of  whether  each  spring  is  of 
such  size  or  value  or  so  needed  by  the 
public  as  to  bring  the  lands  within  the 
scope  of  the  withdrawal  is  left  for  future 
determination. 

At  the  hour  and  date  specified  above 
the  said  lands  shall,  subject  to  valid  ex- 
isting rights  and  the  provisions  of  exist- 
ing withdrawals,  become  subject  to 
application,  petition,  location,  or  selec- 
tion as  follows: 

(a)  Ninety -one  day  period  for  prefer- 
ence-right filings.  For  a  period  of  91 
days,  commencing  at  the  hour  and  on 
the  day  specified  above,  the  public  lands 
affected  by  this  notice  shall  be  subject 
only  to  (1)  application  under  the  home- 
stead or  the  desert-land  laws  or  the 
Small  Tract  Act  of  June  1,  1938,  52  Stat. 
609  (43  U.  S.  C.  682a),  as  amended,  by 
qualified  veterans  of  World  War  II  and 
other  qualified  persons  entitled  to  pref- 
erence under  the  act  of  September  27, 
1944,  58  Stat.  747  (43  U.  S.  C.  279-284), 
as  amended,  subject  to  the  requirements' 
of  applicable  law,  and  (2)  application 
under  any  applicable  public-land  law. 
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based  on  prior  existing  valid  settlement 
rights  and  preference  rights  conferred  by 
existing  laws  or  equitable  claims  subject 
to  allowance  and  confirmation.  Appli- 
cations under  subdivision  ( 1 )  of  this  par- 
agraph shall  be  subject  to  applications 
and  claims  of  the  classes  described  in 
subdivision  (2)  of  this  paragraph.  All 
applications  filed  under  this  paragraph 
either  at  or  before  10:00  a.  m.,  on  the 
35th  day  after  the  date  of  this  notice 
shall  be  treated  as  though  filed  simul- 
taneously at  that  time.  All  applications 
filed  under  this  paragraph  after  10:00 
a.  m.,  on  the  said  35th  day  .shall  be  con- 
sidered in  the  order  of  filing. 

(b)  Date  for  non-prcfcrence  -  right 
fiUnps.  Commencing  at  10:  CO  a.  m.,  on 
the  126th  day  after  the  date  of  this 
notice,  any  lands  remaining  unappropri- 
ated shall  become  subject  to  such  appli- 
cation, petition,  location,  selection,  or 
other  appropriation  by  the  public  gen- 
erally as  may  be  authorized  by  the  public- 
land  laws.  All  such  applications  filed 
either  at  or  before  10:00  a.  m.,  on  the 
126th  day  after  the  date  of  this  notice, 
shall  be  treated  as  though  filed  simul- 
taneously at  the  hcur  specified  on  such 
126th  day.  All  applications  filed  there- 
after shall  be  considered  in  the  order  of 
filing. 

A  veteran  shall  accompany  his  applica- 
tion with  a  complete  photostatic,  or  other 
copy  (both  sides),  of  his  certificate  ot 
honorable  discharge,  or  of  an  official  doc- 
ument of  his  branch  of  the  service  which 
shows  clearly  his  honorable  discharge  as 
defined  in  5  181.36  of  Title  43  of  the  Code 
of   Federal   Regulations,   or   constitutes 
evidence  of  other  facts  upon  which  the 
claim  for  preference  is  based  and  which 
shows    clearly    the    period    of    service. 
ether  persons  claiming  credit  for  service 
0*^  veterans  must  furnish  like  proof  in 
^support  of  their  claims.    Persons  assert- 
ing  preference  rights,  through   settle- 
ment  or   otherwise,    and    those    having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments in  support  thereof,  setting  forth 
in  detail  all  facts  relevant  to  their  claims. 
Applications   for   these  lands,   which 
shall  be  filed  In  the  District  Land  Office, 
Phoenix,  Arizona,  shall  be  acted  upon  in 
accordance    with    the    regulations    con- 
tained in  5  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  and  Part  296  of      * 
that  title,  to  the  extent  that  such  regu- 
lations are  applicable.    Applications  un- 
der the  homestead  laws  shall  be  governed 
by  the  regulatipns  contained  in  Parts  166 
to  170.  inclusive,  of  Title  43  of  the  Code 
of  Federal  Regulations,  and  applications 
under  the  desert-land  laws  and  the  said 
Small  Tract  Act  of  June  1.  1938,  shall  be 
governed  by  the  regulations  contained  in 
Parts  232  and  257.  respectively,  of  that 
title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Manager.  District 
Land  Office,  Phoenix.  Arizona. 

RoscoE  K  Bell, 
Associate  Director. 

|F.    R.    Doc.   49-3805;    Filed,    May    12,    1949; 
8:46  a.  m.J 
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Utah 

notice  of  riling  of  plat  of  survey 

May  6.  1949. 

Notice  is  given  that  the  plat  of  survey 
accepted  June  5.  1947  of  T.  27  S..  R. 
16  E  S  L  M..  Utah.  Including  lands 
hereafter  described,  will  be  offlciilly  filed 
in  the  Land  and  Survey  Office,  at  Salt 
Lake  City.  Utah,  effective  at  10:00  a.  m.. 
on  the  35th  day  after  the  date  of  this 
notice. 

The  lands  affected  by  this  notice  are 

described  as  follows : 

Salt  Lake  Meridian 

T  27  S,  R.  16  E.. 

Sec.  1.  lots  1  to  4.  Inclusive.  S'jNVi.  SV2: 
Sec.  2.  lots  1  <o  4,  Inclusive,  S'jN'i.  S'/j: 
Sec.  3.  lots  1  to  4,  inclusive,  S'.:N''2,  8'    * 
Sec    4.  lots  1  to  4,  inclusive,  S'^Nii.  S 
Sec    5    lots  1  to  4.  Inclusive.  S'jN'i.  S 
Sec    6,  lots   1  to  7.  Inclusive,  BE^NW 

E«2SW'4.  S'-NEV;,  SE'4: 
Sec.  7.  lots  1  to  4.  inclusive,  E'2Wi2.  E 
Sees.  8  to  17.  Inclusive; 
Sec.  18.  lots  1  to  4.  inclusive.  E'iiW":.  E 
Sec.  19.  lots  1  to  4.  Inclusive,  a'vtWh.  ^ 
Sees.  20  to  29.  Inclusive; 
Sec  30,  lots  1  to  4.  Inclusive.  E'^Wi.  E'^z: 
Sec.  31.  lots  1  to  4.  Inclusive.  E'^W'.j,  E'2; 
Sees.  32  to  36.  Inclusive. 
The  "area    described   aggregates   22,- 
832  23  acres. 

Available  data  indicates  that  the  char- 
acter of  the  land  is  rolling  to  rough. 

No  applications  for  this  land  may  be 
allowed  under  the  homestead,  small  tract, 
desert  land,  or  any  other  nonmineral 
public  land  laws  unless  the  land  has 
already  been  classified  as  valuable  or 
suitable  for  such  type  of  application  or 
shall  be  .so  classified  upon  consideration 
of  an  application. 

According  to  the  field  note  record  and 
as  shown  by  the  plat,  there  are  a  num-^ 
ber  of  springs  in  the  township,  namely. 
John's  Spring  on  the  SW»4SEi4  sec.  15. 
Windy  Springs  on  the  SE'4NW»4  sec.  22. 
Willow  Spring  on  the  NE^SWU  sec.  23. 
Lo.st  Spring  on  the  NWUNE'4  sec.  34 
and  Big  Spring  on  the  NE'4SE'4  sec.  35. 
It  is  stated  that  these  springs  supply  suf- 
ficient water  for  stock  that  graze  the 
township  and  that  at  most  of  the  sprinps 
water  has  been  developed  and  tanks  and 
water  troughs  constructed  to  collect  the 

-.     water.  ,   .  .  . 

The  legal  subdivision  containing  each 
of  the  springs  and  the  lands  within  a 
quarter  of  a  mile  of  each  spring  may  be 
affected  by  the  general  withdrawal  made 
by  Executive  Order  of  April  17.  1926  «43 
CFR  292.1).  creating  Public  Water  Re- 
serve No.  107;  but  the  question  of 
whether  each  spring  is  of  such  size  or 
value  or  so  needed  by  the  public  as  to 
bring  the  lands  within  the  scope  of  the 
withdrawal  is  left  for  future  determi- 
nation. 

At  the  hour  and  date  specified  above 
the  said  lands  shall,  subject  to  valid  exist- 
ing rights  and  the  provisions  01  existing 
withdrawals,  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 

follows : 

(a>  Ninety-one  dav  period  for  prefer- 
ence-right fHiiiQS.  For  a  period  of  91 
days  commencing  at  the  hour  and  on 
the  day  specified  above,  the  public  lands 


affected  by  this  notice  shall  be  subject 
only  to  (1)  application  under  the  home- 
stead or  the  desert-land  laws  or  the  Small 
Tract  Act  of  June  1.  1938.  52  Stat.  609 
(43  use.  682a) .  as  amended,  by  quali- 
fied veterans  of  World  War  II  and  other 
qualified  persons  entitled  to  preference 
under  the  act  of  September  27.  1944.  58 
Stat.    747    (43    U.    S.    C.    279-284).    as 
amended,  subject  to  the  requirements  of 
applicable  law.  and  (2)  application  un- 
der any  applicable  public-land  law,  based 
on  prior  existing  valid  settlement  rights 
and  preference  rights  conferred  by  exist- 
ing laws  or  equitable  claims  subject  to 
allowance   and   confirmation.    Applica- 
tions under  subdivision  (D  of  this  para- 
graph shall  be  .subject  to  applications 
and  claims  of  the  clas.^es  described  in 
subdivision  <2)   of  this  paragraph.    All 
applications  filed  under  this  paragraph 
either  at  or  before  10:00  a.  m..  on  the 
35th  day  after  the  date  of  this  notice 
shall  be  treated  as  though  filed  simul- 
taneously at  that  time.    All  applications 
filed  under  this  paragraph  after  10:00 
a.  m..  on  the  said  35th  day  shall  be  con- 
sidered in  the  order  of  filing. 

(b)  Date  for  non-preference-right  fil- 
ings.    Commencing  at  10 :00  a.  m..  on  the 
126th  day  after  the  date  of  this  notice, 
any    lands    remaining    unappropriated 
shall  become  subject  to  such  application, 
petition,  location,  selection,  or  other  ap- 
propriation by  the  public  generally  as 
may  be  authorized  by  the  public-land 
laws     All  such  applications  filed  either 
at  or  before  10:00  a.  m..  on  the  126th  day 
after  the  date  of  this  notice,  shall  be 
treated  as  though  filed  simultaneously  at 
the  hour  specified  on  such  126th  day. 
All  applications  filed  thereafter  shall  be 
considered  in  the  order  of  filing. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic  or 
other  copy  (both  sides) .  of  his  certificate 
of  honorable  di-scharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis^ 
charge  as  defined  In  §  181.36  of  Title  43  of 
the  Code  of  Federal  Regulations,  or  con- 
stitutes  evidence   of   other   facts   upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.    Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.    Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwise,  and  those  hav- 
ing  equitable   claims,   shall   accompany 
their  applications  by  duly  corroborated 
statements  In  support  thereof,  setting 
forth  In  detail  all  facts  relevant  to  their 
claims.  ,     ^         ,  ,  . 

Applications   for   these  lands,  which 
shall  be  filed  in  the  Land  and  Survey 
Office.  Salt  Lake  City,  Utah,  shall  be 
acted  upon  in  accordance  with  the  regu- 
lations contained  in  §  295  8  of  Title  43 
of  the  Code  of  Federal  Regulations  and 
Part  296  of  that  title,  to  the  extent  that 
such  regulations  are  applicable.     Appli- 
cations under  the  homestead  laws  shall 
be  governed  by  the  regulations  contained 
In  Parts  166  to  170.  inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations,  and 
applications  under  the  desert-land  laws 
and  the  said  Small  Tract  Act  of  June  1. 
1938  shall  be  governed  by  the  regulations 
contained  in  Parts  232  and  257,  respec- 
tively, of  that  title. 


Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Manager.  Land  and 
Survey  Office.  Salt  Lake  City.  Utah. 


RoscoE  E.  Bell, 
Assqciatc  Director. 

IF    R    Doc.   49-3804:    Filed,    May    12,    1919; 
8:45  a.  m  ) 


Nevada 

CLASSIFICATION  ORDER 

April  20.  1949. 
1  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19  1948  (43  CFR  50.4ol  (b)  <3». 
13  F  R  4278).  I  hereby  clas.sify  under 
the  Small  Tract  Act  of  June  1.  1938  <  52 
Stat  609).  as  amended  July  14,  1945 
(59  Stat.  467.  43  U.  S.  C.  section  682a). 
as  hereinafter  indicated,  the  following 
described  land  in  the  Carson  City.  Ne- 
vada, land  district,  embracing  240  acres. 

Nevada  Small  Tract  Classtfication   No.  SO 
For   lease   and   sale   for   homesltea   only: 

T  21  S  .  R  61  E.  M  D  M. 
Sec.  24.  S'jNWU  and  NE'i. 

The  land  is  situated  approximately  3 
miles  south  of  the  city  limits  of  Las 
Vegas  Nevada,  and  can  be  reached  over 
a  State  highway  and  thence  by  dirt  road. 
The  area  Is  one  that  is  used  extensively 
for  health  and  recreation  and  has  an 
ideal  winter  climate.  ,     ,     «,  j 

2  As  to  applications  regularly  filed 
prior  to  8:30  a.  m.,  November  12,  1948, 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  thLs  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  June  22.  1949.  At 
that  time  such  land  shall,  subject  to  valid 
exi.sting  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  June  22.  1949.  to  the  close 
of  business  on  September  20,  1949. 

(b)  Advance  period  for  veterans  si- 
multaneous filings  from  8:30  a.  m..  No- 
vember 12.  1948.  to  the  close  of  business 
on  June  22.  1949. 

4  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  September  21.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  8:30  a  m.. 
November  12.  1948.  to  the  close  of  busi- 
ness on  September  21.  1949. 

5  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  (bi  and  4  <a) 
will  be  treated  as  simultaneously  niea. 

A  veteran  shall  accompany  his  applica- 
tion with  a  complete  photostatic,  or  other 
copy  (both  sides),  of  his  certificate  01 
honorable  discharge,  or  of  an  official  doc- 
ument of  his  branch  of  the  service  whicn 
shows  clearly  his  honorable  discharge  as 
defined  in  8  181.36  of  Title  43  of  the  Code 
of  Federal  Regulations,  or  constitutes 
evidence  of  other  facts  upon  which  tne 
claim  for  preference  Is  based  and  wnicn 
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shows  clearly  the  period  of  service. 
Other  persons  claiming  credit  for  serv- 
ice of  veterans  must  furnish  like  proof  in 
support  of  their  claims.  Persons  assert- 
ing preference  rights,  through  settlement 
or  otherwise,  and  those  having  equitable 
claims,  .shall  accompany  their  applica- 
tions by  duly  corroborated  statements  in 
support  thereof,  setting  forth  in  detail  all 
facts  relevant  to  their  claims. 

6.  All  of  the  land  will  be  lea.sed  in 
tracts  of  upproximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south. 

7.  Preference-right  leases  referred  to 
in  paragraph  2  will  be  is.sued  for  the  land 
dc-^cribt'd  in  the  application  irrespeciive 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  speci- 
fied in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ttn-acre  subdivision  is  embraced  in  a 
preference-right  application,  an  applica- 
tion for  the  remaining  five-acre  tract  ex- 
tending in  the  same  direction  will  be  ac- 
cepted In  order  to  fill  out  the  subdivision 
notwithstanding  the  directiop  specified 
in  paragraph  6. 

9.  Leases  will  be  for  1  period  of  five 
years  at  an  annual  rental  of  C5.00  pay- 
able for  the  entire  lease  peiiod  m  ad- 
vance of  the  issuance  of  the  lease.  Leases 
vill  contain  an  option  to  ourchase  clause 
at  the  appraised  value  of  $10.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
dale  the  lease  is  issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  for  access  roads  and  public  utiJities 
as  follows : 

33  feet  along  north,  east  and  south  sides 
of  NE',4. 

16 '2  feet  along  west  side  of  NE'i. 

16  2  feet  along  south  side  of  N'^NE';. 

16';,  feet  along  north  side  of  S'^NE'i. 

33  feet  along  north  and  south  sides  of 
S'.NW'i. 

33  feet  along  west  side  of  SW^NW^i. 

IC'^  feet  along  east  side  of  SW'iNWli. 
SE'.NW'i.  and  W'/iNE'i. 

16'2  feet  along  west  side  of  E'-iNE'i  and 
SE^NW'/i. 

Such  rights-of-way  miiy  be  utilized  by 
the  Federal  Government,  or  the  State, 
County  or  municipality  in  which  the  tract 
Is  situated,  or  by  any  agency  thereof. 
The  rights-of-way  may.  in  the  discretion 
of  the  authorized  officer  of  the  Bureau 
of  Land  Management,  be  definitely  lo- 
cated prior  to  the  i.ssuance  of  the  patent. 
If  not  .so  located,  they  may  be  subject 
to  location  after  patent  is  issued. 

11.  All  inquiries  relatins  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office,  Car.son  City, 
Nevada. 

T.  L.  Hoffman, 
Regional  Administrator. 

If    R    Doc.    49-3819;    Filed,    May    12,    1949; 
8:50  a.  m.] 


•  Nevada 

classification  ORDER 

April  20.  1949. 
1   Pursuant  to  the  authority  delegated 
to  mo  by  the  Director,  Bureau  of  Land 
Management,   by  Order  No.   319  dated 


FEDERAL  REGISTER 

July  19,  1948  (43  CFR  50.451  (b)   (3).  13 
F.  R.  4278),  I  hereby  classify  under  the 
Small  Tract  Act  of  June   1.   1938    (52 
Stat.  609),  as  amended  July  14,  19-15  (59 
Stat.  467,  43  U.  S.  C.  section  682a),  as 
hereinafter  indicated,  the  following  de- 
scribed land  in  the  Carson  City.  Nevada, 
land  district,  embracing  160  acres, 
Nevada  Small  Tract  Classification  No.  81 
For  lease  and  sale  for  homesltes  only: 
T.  21  8..  R.  61  E..  M.  D.  M., 
Sec.  14,  E',:,SW',4.  S12SEV4. 

The  land  is  approximately  2  miles 
.south  of  the  city  limits  of  Las  Vegas. 
Nevada,  and  is  reached  by  a  State  .•sur- 
faced highway  for  2  miles,  and  thence 
over  dirt  roads.  The  area  is  one  that  is 
used  extensively  for  health  and  recrea- 
tion, and  has  an  ideal  winter  climate. 

2.  As  to  applications  regularly  filed 
prior  to  10:00  a.  m.,  December  6,  1948, 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  be- 
come effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m.,  June  22,  1949.  At 
that  time  such  land  shall,  subject  to 
valid  existing  rights,  become  subject  to 
application  as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  June  22,  1949.  to  the  close 
of  business  on  September  20,  1949. 

(b)  Advance     period     for     veterans' 
simultaneous  filings  from  10:00  a    m 
December  6,  1948.  to  the  clo.se  of  busl- 
np.'^s  on  June  22,  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m.,  September  21.  1949. 

<a)  Advance  period  for  simultaneous 
nonpreference  filings  from  10:00  a    m 
December  6.  1948.  to  the  close  of  busi- 
ness on  September  21,  1949. 

5.  Applications  filed  within  the  pe- 
riods mentioned  in  paragraph  3  (b)  and 
4  (a)  will  be  treated  as  simultaneously 
filed. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  .service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  In  support  of  their  claims.  Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwi.se,  and  those  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments in  support  thereof,  setting  forth 
In  detail  all  facts  relevant  to  their 
claims. 

6.  All  of  the  land  will  be  lea.sed  In 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west  in  the  NEi4SW'4.  north  and  south 
in  the  SEUSW'/*,  Si/^SE'/*. 


7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tion for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdi- 
vision notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lea.se. 
Leases  will  contain  an  option  to  pur- 
cha.se  clause  at  the  appraised  value  of 
$25.00  an  acre,  application  for  v.-hich  may 
be  filed  at  or  aftor  the  expiration  of  one 
year  from  date  the  lease  is  issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  for  road  purposes  and  public  utilities 
as  follows: 

21  feet  along  the  south  side  of  SE'..<;W'i 
and  S'jSEii. 

33  lect  along  the  east  and  west  sides  of 
NE:.iS\V>4. 

S3  feet  along  the  west  s'.de  of  SEI4SW14. 

33  feet  along  the  east  fide  of  SE'^SE'^. 

IB',  feet  along  the  cast  side  of  SE'4SW'4 
nnd  SW^SE':. 

16'.  feet  along  the  west  side  of  SE'4SE% 
and  SWi^SE'i. 

33  feet  along  the  north  side  of  NE';SWV4. 

33  feet  along  the  north  side  of  S"'- SE'4. 

Such  righls-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State, 
County  or  municipality  in  which  the 
tract  is  situated,  or  by  any  agency  there- 
of. The  riehts-of-way  may.  in  the  dis- 
cretion of  the  authorized  officer  of  the 
Bureau  of  Lpnd  Management,  be  defi- 
nitely located  prior  to  the  issuance  of  the 
patent.  If  not  .so  located,  they  may  be 
subject  to  location  after  patent  is  Issued. 

II.  All  inquiries  relating  to  the.se  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office.  Carson  City, 
Nevada. 

L.  T.  Hoffman. 
Regional  Administrator. 

IP.    R.    Doc.    49-3820;    Piled,    May    12,    1S49; 
8:50  a.  m.] 


Nevada  Classification  Opder  No.  13 
order  revoked 

April  20.  1949. 

Nevada  Small  Tract  Cla.ssification  Or- 
der No.  13  was  is.sued  November  17,  1948 
and  classified  for  lea.se  under  the  Smali 
Tract  Act  the  SE'^NEU  and  NE'4SE>4 
Section  9,  T.  32  S..  R.  65  E.,  M.  D.  M. 

It  now  appearing  that  the  above-de- 
scribed land  is  included  in  First  Form 
Reclamation  Withdrawal  approved  by 
the  Secretary  of  the  Interior  on  October 
23,  1936,  the  land  is  no  longer  under  the 
jurLsdiction  of  the  Bureau  of  Land  Man- 
agement, and  Nevada  Small  Tract  Cla.ssi- 
fication Order  No.  13  is  hereby  revoked. 

L.  T.  Hoffm'n. 
RegiomU  Administrator. 

|P.    R.    Doc.    49  3C21:    Pikfl.    M.iy    12,    1949; 
e:M)a.  ni.i 
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Nevada 


PARTIALLY  REVOKINr.  SMALL  TRACT  CLASSIH- 
CATIO>:  ORDER  NO.    16 

APRIL  20.  1949. 

Pursuant  to  the  authority  delegated  to 
mc  by  the  Director.  Bureau  of  Land  Man- 
Element,  by  Order  No.  319  dated  July  19. 
1948  (43  CFR  50.451  (b)  (3).  13  P.  R. 
4278 >  Nevada  Small  Tract  Classification 
Order  No.  16.  dated  January  21.  1949  tl4 
P  P  469>.  is  hereby  revoked  as  to  the 
following  described  land.s.  which  are  em- 
braced in  Application  for  Exchange  filed 
by  the  State  of  Nevada  October  1.  1948. 
under  serial  023821.  Carson  City: 

T  21  S    R  61  E.,  M  D.  M  . 

Sec.    13.    N"aNWV4.    SW^SW-i.    E!.8W'.i 
and  SE<4. 


360  acres. 


L.  T.  Hoffman. 
Regional  Administrator. 


IP    R    Doc.   49-3822:    Filed,   May    12.    1949; 
8:50  a.  m.) 


California 


CLASSIFICATION  ORDER 

April  13.  1949. 
1  Pursuant  to  the  authority  delegated 
to  me  by  the  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  «43  CFR  50.451  <b)  (3). 
13  P  R  4278).  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1.  1938  (52 
Stat  609).  as  amended  July  14.  1945 
(59  Stat.  467.  43  U.  S.  C.  section  682a). 
as  hereinafter  indicated,  the  followmg 
described  land  in  the  Los  Angeles.  Cali- 
fornia, land  district  embracing  40  acres. 

California   Small   Tract  Classification 

No.  137 
For  lease  and  sale  for  horaesltes  only: 

T.  5  3..  R.  7E.S.  B.  M.. 
Sec.  6,  SWUSE  4. 

This  land  is  located  near  Coachella 
Valley  in  Riverside  County,  California. 
It  is  about  15  miles  southeast  of  Palm 
Springs  and  about  5  miles  northwest  of 
Indio  California.  It  is  accessible  by 
■  U.  S.  Highway  60-70-99.  The  climate  is 
arid  and  the  soil  sandy. 

2  As  to  applications  regularly  filed 
prior  to  2:17  p.  m..  April  22.  1948.  and  are 
for  the  type  of  site  for  which  the  land  is 
cla.ssifled,  this  order  shall  become  ef- 
fective upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2. 
this  order  shall  not  become  efTective  to 
permit  leasing  under  the  Small  Tract 
Act  until  10:00  a.  m..  June  15.  1949.  At 
that  time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  June  15.  1949.  to  the  close  of 
business  on  September  13.  1949. 

(b»  Advance  period  for  veterans'  si- 
multaneous filings  from  2:17  p.  m.  April 
22,  1948.  to  the  close  of  business  on 
June  15.  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  applica- 
tion under  the  Small  Tract  Act  by  the 
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public  generally,  commencing  at  10:00 
a.  m..  September  14.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  2:17  p.  m., 
April  22.  1948,  to  the  close  of  business  on 
September  14.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  in  paragraph  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

A  veteran  shall  accompany  his  applica- 
tion with  a  complete  photostatic,  or  other 
copy  (both  sides),  of  his  certificate  of 
honorable  discharge,  or   of   an   official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181  36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.    Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  lilte 
proof  In  support  of  their  claims.    Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwise,  and  those  hav- 
ing equitable  claims,  shall  accompany 
their  applications  by  duly  corroborated 
statements   in   support  thereof,  setting 
forth  in  detail  all  facts  relevant  to  their 
claims. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 

t  longer  dimensions  to  extend  north  and 
south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 

,  cation  for  the  remaining  five-acre  tract 
extending  in  the' same  direction  will  be 
accepted  in  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease.  Leases 
will  contain  an  option  to  purchase  clause 
at  the  appraised  value  of  $12.50  an  acre, 
application  for  which  may  be  filed  at 
or  after  the  expiration  of  one  year  from 
date  the  lease  is  issued. 

10.  Tracts  will  be  .subject  to  rishts-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rii,'hts- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  county  or 
municipality  in  which  the  tract  is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may.  in  the  discretion  of 
the  authorized  oflicer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  issued. 

11.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Los  Anseles. 

California. 

L.  T.  Hoffman. 
Regional  Adrninistrator. 


IF.   R.   Doc.   49-3813;    Filed.   May    12.    1949; 
8:49  a.  m.) 


California 
classification  order 

April  13.  1949. 
1   Pursuant  to  the  authority  delegated 
to  me  by  th-  Director.  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948    (43  CFR  50.451   «b)    (3i. 
13  F   R    4278).  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1.  1938  (52 
Stat  609).  as  amended  July  14.  1945  (59 
Stat.  467.  43  U.  S.  C.  section  682a).  as 
hereinafter  indicated,  the  following  de- 
scribed land  in  the  Los  Angeles.  Cali- 
fornia, land  district  embracing  40  acres. 
Calitobnia  small  Tract  Classification 
No.  138 

For  lease  and  sale  for  homeslte  purposes 
only: 

T  4  S..  R   6  E  .  S.  B.  M.. 

Sec.  6.  S'2  Lot  1  of  SW»A   (or  SE^SWU). 

The  land  is  situated  In  the  northern 
part  of  the  Coachella  Valley,  and  is  about 
7  miles  northeast  of  Palm  Springs  in 
Riverside  County.  California.  It  can  be 
reached  from  U.  S.  Highway  60-70-99. 
The  climate  is  arid,  and  temperatures 
range  from  26  degrees  to  a  high  of  120 
degrees  or  more.  The  surrounding  area 
Is  used  chiefly  for  recreational  purposes 
during    the    fall,    winter    and    spring 

months. 

2  As  to  applications  regularly  filed 
prior  to  3:35  p.  m..  April  15. 1948.  and  are 
for  the  type  of  site  for  which  the  land  Is 
classified,  this  order  shall  become  effec- 
tive upon  the  date  It  is  signed. 

3  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10  0"  a  m..  June  15.  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 

follows:  .  _,  , 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  June  15.  1949.  to  the  close 
of  business  on  September  13.  1949. 

(b)  Advance  period  for  veterans  si- 
multaneous filings  from  3:35  p.  m..  April 
15.  1948.  to  the  close  of  business  on  June 

15    1949. 

4  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at  10:00 
a.  m.,  September  14.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  3:35  p.  m.. 
April  15.  1948.  to  the  close  of  business  on 
S(^ptember  14,  1949. 

5  Applications  filed  within  the  pe- 
riods mentioned  in  paragraph  3  'b-  and 
4  (a)  will  be  treated  as  simultaneouMj 

filed-  V,.       o„nli 

A  veteran  .shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides) .  of  liis  certificate 
of  honorable  di.^charpe.  or  of  an  otnciai 
document  of^is  branch  of  the  service 
which  shows  clearly  his  honorable  di>- 
chaipe  as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations  or 
constitutes  evidence  of  other  fac>\"P^5 
which  the  claim  for  preference  is  basea 
and  which  .shows  clearly  the  period  (^ 
service.  Other  persons  claiming  creaii 
for  .service  of  veterans  must  furnish  use 
proof  in  support  of  their  claims.   Persons 
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a.<;.serting  preference  rights,  through  set- 
tlement or  otherwi.se.  and  those  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments in  support  thereof,  setting  forth 
In  detail  all  facts  relevant  to  their 
claims. 

6.  All  of  i.he  land  will  be  lea.sed  in 
tracts  of  approximately  5  acres,  each  be- 
ins  approximately  330  by  660  feet,  the 
longer  dimen.sions  to  extend  east  and 
west. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  is.sued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  spec- 
ified in  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  contain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$10.00  an  acre,  application  for  which 
may  be  filed  at  or  after  the  expiration 
of  one  year  from  date  the  lease  is  Issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  county  or  mu- 
nicipality in  which  the  tract  Is  situated, 
or  by  any  agency  thereof.  The  rights- 
of-way  may.  in  the  discretion  of  the  au- 
thorized officer  of  the  Bureau  of  Land 
Management,  be  definitely  located  prior 
to  the  Issuance  of  the  patent.  If  not  so 
located,  they  may  be  subject  to  loca- 
tion after  patent  is  issued. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
accr,  District  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman. 
Regional  Administrator. 

|F    R.   Doc.    49-3814;    Filed.   May    12,    1919; 
8:49  a.  m.] 


California 

claseificmion  order 

April  20.  1949. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
M.magement,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3),  13 
P  R.  4278  >.  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1,  1938  (52  Stat. 
609 >.  as  amended  July  14.  1945  (59  Stat. 
467.  43  U.  S  C.  section  682a).  as  herein- 
after Indicated,  the  following  described 
land  in  the  Los  Angeles.  California,  land 
district  embracing  300  acres. 
No.  92 3 


FEDERAL  REGISTER 

California  Small  Tract  Classification 
No.   139 

For  lease  and  sale  for  homesltes  only: 

T.  4  N.,  R   3  W..  S.  B.  M  . 

Sec.  21.  NW14.  W^aSEi-i.  W'iNEUSE'i. 
NE'4NE'iSEi4,  W'aSE«4NEV4SE',4.  W'/i 
BE',4SEV4,  W',2NEV4SEV4SE',4. 

The  land  is  situated  southeasterly  from 
Victorville,  San  Bernardino  County,  Cali- 
fornia, and  about  6  miles  from  Hesperia, 
California.  It  is  near  Apple  Valley,  the 
scene  of  much  development  of  desert 
home-sitcs  by  private  owners.  The  land 
Is  reached  by  a  paved  road  to  the  north- 
ern part  of  the  township  and  thence  by 
dirt  road.  The  land  lies  along  the  edge 
of  the  Ord  Mountains.  The  area  is  used 
extensively  for  health  and  recreation  and 
has  an  ideal  winter  climate. 

2.  As  to  applications  regularly  filed 
prior  to  3:12  p.  m..  April  30.  1946,  and 
are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
efTective  upon  the  date  it  Is  signed. 
•  3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  In  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract  Act 
until  10:00  a.  m.,  June  22.  1949.  At  that 
time  .such  land  shall,  subject  to  valid  ex- 
isting rights,  become  subject  to  applica- 
tion as  follows: 

(a)  Ninety-day  preference  p)eriod  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  June  22.  1949  to  the  close 
of  business  on  September  20,  1949. 

(b)  Advance  period  for  veterans' 
simultaneous  filings  from  3:12  p.  m., 
April  30,  1946.  to  the  close  of  business  on 
June  22,  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00  a. 
m..  September  21,  1949. 

(a>  Advance  period  for  simultaneous 
nonpreference  filings  from  3:12  p.  m., 
April  30.  1946.  to  the  close  of  business  on 
September  21,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraphs  3  (b)  and  4  (a) 
will  be  treated  as  simultaneously  filed. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  mast  furnish  like 
proof  in  support  of  their  claims.  Per- 
sons a.s.serting  preference  rights,  through 
settlement  or  otherwise,  and  tho.se  hav- 
ing equitable  claims,  shall  accompany 
their  applications  by  duly  corroborated 
statements  in  support  thereof,  setting 
forth  in  detail  all  facts  relevant  to  their 
claims. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  5  acres,  each 
being  approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  east  and 
west,  except  In  the  SE'iNE'iSE'i  and 
NE'iSEUSEVi,  where  they  extend  north 
and  south. 
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7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  i.ssued  for  the 
land  described  in  the  application  ir- 
respective of  the  direction  of  the  tract, 
provided  the  tract  conforms  to  or  is  made 
to  conform  to  the  area  and  the  dimen- 
sions specified  in  paragraph  6. 

8.  Where  only  one  five-acre  tract  in  a 
ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  spec- 
ified In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5  00  pay- 
able for  the  entire  lease  period  in  advance 
of  the  issuance  of  the  lease.  Leases  will 
contain  an  option  to  purchase  clause  at 
the  apprai.sed  value  ol  $10.00  an  acre,  ap- 
plication for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from  date 
the  lease  is  issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  ed^es  thereof  for  road  pur- 
poses and  public  utiUtles.  Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or  the  State,  county  or 
municipality  in  which  the  tract  is  situ- 
ated, or  by  any  agency  thereof.  The 
rights-of-way  may,  in  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  Issuance  of  the  patent.  If 
not  .'lo  located,  they  may  be  subject  to 
location  after  patent  is  Issued. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager, District  Land  Office,  Los  Angeles, 
California. 

L.  T.  Hoffman, 
Regional  Administrator. 

|F.    R.    Doc.    4«-3815:    Filed,    May    12,    1949; 
8:49  a.  m.| 


Nevada 

classification  orrer 

April  13,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b)  (3), 
13  F.  R.  4278),  I  hereby  classify  under 
the  Small  Tract  Act  of  June  1,  1938  (52 
Stat.  609),  as  amended  July  14,  1945 
(59  Stat.  467,  43  U.  S.  C.  section  682a) ,  as 
hereinafter  indicated,  the  following  de- 
scribed land  in  the  Carson  City,  Nevada, 
land  district,  embracing  480  acres, 

Nevada  Small  Tract  Classification   No.  27 
For  lease  and  sale  for  honnesites  only: 

T.  22  8.,  R.  61  E..  M.  D.  M  , 

Sec.  9.  S'iiNE'i.  SE'^NW'i.  SE'4.  E' jSW',4, 
Sec.  10,  SW^NWU.  W':.SW'4- 

The  land  is  situated  in  southeastern 
Nevada  and  can  be  reached  by  U.  S. 
Highway  91  leading  from  Las  Vegas, 
Nevada,  to  Los  Angeles,  California.  The 
land  is  approximately  8  miles  from  the 
center  of  Las  Vegas,  which  is  one  of  the 
largest  towns  in  the  State  of  Nevada. 
The  climate  Is  arid  and  the  land  is  desert 
in  character. 
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2.  As  to  applications  regularly  filed 
prior  to  10:00  a.  m.,  March  29.  1949.  and 
are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  ef- 
fective upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  permit 
leasing  under  the  Small  Tract  Act  until 
10:00  a.  m..  June  15.  1949.  At  that  time 
such  land  shall,  subject  to  valid  existing 
rights,  become  subject  to  application  as 
follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  June  15.  1949.  to  the  close  of 
business  on  September  13.  1949. 

<b)  Advance  period  for  veterans'  si- 
multaneous filings  from  10:00  a.  m.. 
March  29.  1949.  to  the  close  of  business 
on  June  15.  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  .subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  commencing  at 
10:00  a.  m..  September  14.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  10:00  a.  m.. 
March  29,  1949,  to  the  close  of  business 
on  September  14,  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  (b)  and  4  (a> 
will  be  treated  as  simultaneou.sly  filed. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  .sides) ,  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181.36  of  Title  43  of 
the  Code  of  Federal  Regulations,  or  con- 
stitutes  evidence   of   other   facts   upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.    Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.    Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwise,  and  those  hav- 
ing equitable  claims,  shall  accompany 
their  applications  by  duly  corroborated 
statements  In  support  thereof,  setting 
forth  m  detail  all  facts  relevant  to  their 
claims.  ,        ^  ^ 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  2>2  acres,  each 
being  approximately  330  by  330  feet. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  advance 
of  the  issuance  of  the  lease.  Leases  will 
contain  an  option  to  purchase  clause  at 
the  appraised  value  of  $30.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  Issued. 

9.  Tracts  will  be  subject  to  all  existing 
rights-of-way  and  rights-of-way  for  ac- 
cess roads  and  public  utilities  as  follows: 

33  feet  along  west  side  of  SEIiNW',;  «nd 
E'jSWU  Section  9. 

33  feet  along  south  side  of  SE'4  8W',4, 
S'jSEU  Section  9.  and  SWUSWU  Section 
10. 
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83  feet  along  east  side  of  SW!4NWy«  and 
W':;SWU  Section  10. 

33  feet  along  north  side  of  SE^NWU. 
S'jNE';  Section  9.  and  SW'/iNW'i  Section 

10. 

16 '4  feet  along  the  east  side  of  SE'iNW'i, 
E'4SW>/4.  SW',4NE'4.  W>2SE'4,  SE'^NE'i. 
EUSE'i,  W'/iSE>4NE'/4.  W'ASW'iNE'^,  W'i 
Se"'4NW',4.  W'/zEViSWVi,  W>2W'/,SE>4.  W, 
E';SE'4  Section  9,  and  W'/iSW'ANW'/i.  W'.a 
w'jSW'^  Section  10. 

16 'i  feet  along  the  west  side  of  SW'iNE'i. 
W'-,SEi4.  SE'iNE'i.  E'2SE<.4.  E'jSE^NEU. 
E'2SW'4NE'4.  E'lSE'iNWi.  E'jE'sSW'i. 
E'2W'2SE'4,  E'iE'iSEU  Section  9.  and  W'i 
SWt4.  SW!iNW',4.  E'/iSWUNW.i.  E|aW>j 
SW'4  Section  10. 

16'i  feet  along  the  south  side  of  SEUNW;, 
SiiNE'i,  NE'4SW'i.  N'/jSEU  Section  9,  and 
SW'iNW'4,  NW'iSW'A  Section  10. 

16  "a  feet  along  the  north  side  of  NE'iSW'i. 
N'jSE'i.  SEUSWi'i.  S'iSE'i  Section  9,  and 
NW'iiSW'i.  SW'^SW>/4,  Section  10. 


Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State, 
County  or  municipality  in  which  the 
tract  is  situated,  or  by  any  agency, 
thereof.  The  rights-of-way  may.  in  the 
discretion  of  the  authorized  officer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  issuance  of  the 
patent.  If  not  so  located,  they  may  be 
subject  to  location  after  patent  is  i.ssued. 

10.  All  inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 
ager. District  Land  Office.  Carson  City, 

Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

IF.   R.   Doc.   49-3816;    Filed,   May    12,    1949; 
8:40  a.  m.J 


Nevada 
classification  order 

April  13,  1949. 
1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319  dated 
July  19.  1948  (43  CFR  50.451  (b>  (3». 
13  F.  R.  4278) ,  I  hereby  classify  under  the 
Small  Tract  Act  of  June  1.  1938  (52  Stat. 
609),  as  amended  July  14.  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a) .  as  herein- 
after indicated,  the  following  described 
land  in  the  Carson  City,  Nevada,  land  dis- 
trict, embracing  approximately  14  acres, 
Nevada  Small  Tract  Classijication  No.  28 

For  lease  only  for  homeslte  and  business 
site  purposes: 

T.  21  S.,  R.  61  E.,  M.  D.  M., 

Sec.  32,  Tracts  numbered  2  to  23,  both  In- 
clusive, in  E'jSEliSE'^. 

The  land  is  adjacent  to  the  right-of- 
way  of  the  main  highway  leading  from 
Las  Vegas.  Nevada,  to  Los  Angeles.  Cali- 
fornia, and  is  approximately  7  miles  from 
the  center  of  the  town  of  Las  Vegas.  The 
climate  is  arid  and  the  soil  is  sandy,  sup- 
porting the  usual  desert  plants  Winters 
are  mild  and  the  general  area  is  consid- 
ered ideal  for  health  and  recreational 
purposes. 

2.  As  to  applications  regularly  filed 
prior  to  2:27  p.  m..  January  13.  1948.  and 
are  for  the  type  of  site  for  which  the  land 
is  classified,  this  order  shall  become  effec- 
tive upon  the  date  it  Is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2,  this 


order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  June  15,  1949.  At  that 
time  such  land  shall,  subject  to  valid  ex- 
isting rights,  become  subject  to  applica- 
tion as  follows : 

(a»  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m..  June  15.  1949.  to  the  close  of 
business  on  September  13,  1949. 

(b>  Advance  period  for  veterans'  si- 
multaneous filings  from  2:27  p.  m..  Janu- 
ary 13.  1948,  to  the  close  of  business  on 
June  15,  1949. 

4.  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  ap- 
plication under  the  Small  Tract  Act  by 
the  public  generally,  conunencing  at 
10:00  a.  m.,  September  14,  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  2:27  p.  m.. 
January  13.  1948,  to  the  close  of  business 
on  September  14,  1949. 

5.  Applications  filed  within  the  peri- 
ods mentioned  in  paragraph  3  (b)  and 
4  (a>  will  be  treated  as  simultaneously 

filed. 

A  veteran  shall  accompany  his  ap- 
plication with  a  complete  photostatic, 
or  other  copy  (both  sides),  of  his  certifi- 
cate of  honorable  discharge,  or  of  an 
official  document  of  his  branch  of  the 
service  which  shows  clearly  his  honor- 
able discharge  as  defined  in  §  181.36  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions, or  constitutes  evidence  of  other 
facts  upon  which  the  claim  for  prefer- 
ence is  based  and  which  shows  clearly 
the  period  of  service.  Other  persons 
'  claiming  credit  for  service  of  veterans 
must  furnish  like  proof  in  support  of 
their  claims.  Persons  asserting  prefer- 
ence rights,  through  settlement  or  other- 
wise, and  those  having  equitable  claims, 
shall  accompany  their  applications  by 
duly  corroborated  statements  in  support 
thereof,  setting  forth  In  detail  all  facts 
relevant  to  their  claims. 

6.  All  of  the  land  will  be  leased  In 
tracts  of  approximately  0.635  acres,  each 
being  approximately  120  feet  by  230  feet, 
the  longer  dimensions  to  extend  east  and 
west. 

7.  Preference  right  lea.ses  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  in  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  for 
homesites  and  $20.00  for  busine.ss  sites, 
payable  for  the  entire  lease  period  in  ad- 
vance of  the  l.'^suance  of  the  lease. 

9.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  in  width  along 
or  near  the  north  and  south  sides  of  the 
subdivision,  or  along  the  north  side  of 
Tracts  2  and  3  and  the  .south  side  of 
Tracts  22  and  23,  for  road  purposes  and 
public  utilities.  Such  rights-of-way  may 
be  utilized  by  the  Federal  Government, 
or  the  State,  County  or  municipality 
in  which  the  tract  is  situated,  or  by  any 
agency  thereof.  The  rights-of-way  may. 
In  the  discretion  of  the  authorized  officer 
of  the  Bureau  of  Land  Management,  be 
definitely  located  prior  to  the  issuance  of 
the  patent.    If  not  so  located,  they  may 
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be  subject  to  location  after  patent  Is  is- 
sued. 

10.  All  inquiries  relating  to  these  lands 
should  be  addres.sed  to  the  Acting  Man- 
ager. District  Land  Office.  Carson  City, 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

IF.   R.   Doc.   49-3817:    Filed,    May    12,    1949; 
8:49  a.  m.] 


Nevada 
classification  order 

April  20,  1949. 

1.  Pursuant  to  the  authority  delegated 
to  me  by  the  Director,  Bureau  of  Land 
Management,  by  Ordir  No.  319  dated 
July  19,  1948  (43  CFR  50.451  (b)  (3), 
13  F.  R.  4278),  I  hereby  cla.ssify  finder 
the  Small  Tract  Act  of  June  1,  1938  <52 
Stat.  6091.  as  amended  July  14,  1945 
(59  Stat.  467,  43  U.  S.  C.  section  682a), 
as  hereinafter  indicated,  the  following 
dt\scribed  land  in  the  Carson  City,  Ne- 
vada, land  district,  embracing  280  acres. 

Nevada  Small  Tract  Classification  No.  29 
For  lease  and  sale  for  homesites  only: 

T  21  S.  R  61  E.  M  D.  M. 

Sec.  23.  NE'4.  E'jNW'*.  NWUNW",;. 

The  land  is  situated  3  miles  south  of 
the  city  limits  of  Lay  Vegas.  Nevada.  It 
can  be  reached  over  a  surfaced  County 
road  for  2  miles  and  thence  over  a  graded 
County  road.  The  area  is  one  that  is 
used  extensively  for  health  and  recrea- 
tion, and  has  an  ideal  winter  climate. 

2.  As  to  applications  regularly  filed 
prior  to  10:15  a.  m.,  November  24,  1948, 
and  are  for  the  type  of  site  for  which  the 
land  is  classified,  this  order  shall  become 
effective  upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  ap- 
plications referred  to  in  paragraph  2, 
this  order  shall  not  become  effective  to 
permit  leasing  under  the  Small  Tract 
Act  until  JO: 00  a.  m.,  June  22,  1949.  At 
that  time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows: 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  June  22.  1949,  to  the  close  of 
business  on  September  20.  1949. 

(b>  Advance  period  for  veterans'  si- 
multaneous filings  from  10:15  a.  m.,  No- 
vember 24,  1948.  to  the  close  of  business 
on  June  22,  1949. 

4.  Any  of  the  land  remaining  unappro- 
priated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a.  m.,  September  21.  1949. 

'a>  Advance  period  for  simultaneous 
nonpreference  filings  from  10:15  a.  m., 
November  24,  1948,  to  the  close  of  busi- 
ne»,  on  September  21,  1949. 

5  Applications  filed  within  the  pe- 
riod.s  mentioned  in  paragraph  3  (b)  and 
4  'a)  will  be  treated  as  simultaneously 
filed. 

A  veteran  shall  accompany  his  appli- 
cotion  with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
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charge  as  defined  In  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  ba.sed 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.  Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwise,  and  those  hav- 
ing equitable  claims,  shall  accompany 
their  applications  by  duly  corroborated 
statements  in  support  thereof,  setting 
forth  in  detail  all  facts  relevant  to  their 
claims. 

6.  All  of  the  land  will  be  leased  in 
tracts  of  approximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 
south  In  the  N'aN'i.  and  east  and  west 
In  the  SE»iNW»i.  S'iNE'4. 

7.  Preference  right  leases  referred  to 
In  paragraph  2  will  be  issued  for  the  land 
described  In  the  application  irrespective 
of  the  direction  of  the  tract,  provided  the 
tract  conforms  to  or  is  made  to  conform 
to  the  area  and  the  dimensions  specified 
In  paragraph  6. 

8.  Where  only  one  five-acre  tract  in 
a  ten-acre  subdivLsion  Is  embraced  in  a 
preference  right  application,  an  appli- 
cation for  the  remaining  five-acre  tract 
extending  In  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  subdivi- 
sion notwithstanding  the  direction  spec- 
ified In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  in  advance 
of  the  issuance  of  the  lease.  Leases  will 
contain  an  option  to  purchase  clause  at 
the  appraised  value  of  $25.00  an  acre, 
application  for  which  may  be  filed  at  or 
after  the  expiration  of  one  year  from 
date  the  lease  is  Issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  20  feet  in  width  along 
the  north  side  of  the  N'2N'2,  and  33  feet 
In  width  through  the  center  of  the  NWV4 

NW'4.E'2NW'/4,W'2NE»4andE'2NEi4 
for  road  purposes  and  public  utilities. 

Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  or  the  State, 
County  or  municipality  in  which  the 
tract  Is  situated,  or  by  any  agency  there- 
of. The  rights-of-way  may,  in  the  dis- 
cretion of  the  authorized  officer  of  the 
Bureau  of  Land  Management,  be  defi- 
nitely located  prior  to  the  is.suance  of 
the  patent.  If  not  so  located,  they  may 
be  subject  to  location  after  patent  is 
Issued. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addres.sed  to  the  Acting  Man- 
ager. District  Land  Office,  Carson  City. 
Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

|F.   R.   Doc.   49-3818:    Filed,   May    12,    1949; 
8:49  a.  m.| 


DEPARTMENT  OF  AGRICULTURE 

Forest  Service 

Determination  and  Declaration  of  the 
Flagstaff  Federal  Sustained  Yield 
Unit 

Whereas,  advance  notice  of  the  public 
hearing  on  the  proposed  establishment 
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of  the  Flagstaff  Federal  Sustained  Yield 
Unit  was  given  and  published  In  accord- 
ance with  the  provisions  of  the  act  of 
March  29,  1944  (58  Stat.  132;  16  U.  S.  C. 
583-5831)  ;  and. 

Whereas,  such  public  hearing  was  held 
at  Flagstaff.  Arizona,  on  February  2. 
1949:  and. 

Whereas,  the  record  of  such  hearing. 
Including  written  statements  thereafter 
filed  pursuant  to  an  announcement  made 
at  such  hearing,  has  been  carefully  con- 
sidered by  me. 

Now.  therefore,  by  virtue  of  the  au- 
thority vested  in  me  and  in  accordance 
with  the  regulations  of  the  Secretary  of 
Agriculture  issued  pursuant  to  the  pro- 
visions of  the  act  of  March  29,  1944.  (36 
CFR  221.4),  I,  Lyle  P.  Watts,  Chief  of 
the  Forest  Service,  do  hereby  find  that 
the  stability  of  the  community  of  Flag- 
staff, Coconino  County.  Arizona,  which 
is  defined  as  the'City  of  Flagstaff  and  the 
area  within  three  miles  thereof.  Is  pri- 
marily dependent  upon  the  sale  of  tim- 
ber and  other  forest  products  from  the 
federally  owned  land  hereinafter  de- 
scribed and  that  such  stability  cannot 
effectively  be  secured  by  following  the 
usual  procedure  in  selling  such  timber 
and  other  forest  products. 

It  is  therefore  declared  that  the  Flag- 
staff Federal  Sustained  Yield  Unit,  con- 
sisting of  national  forest  land  in  the 
Coconino  and  Kaibab  National  Forests, 
from  which  the  Forest  Service  will,  from 
time  to  time,  offer  timber  for  sale  In  ac- 
cordance with  sustained  yield  plans,  with 
the  requirement  that  not  less  than  85  per 
cent  of  the  .sawtimber  from  normal  har- 
vesting and  Intermediate  or  light  im- 
provement cuts  be  given  primary  man- 
ufacture within  the  community  of  Flag- 
staff. Coconino  County,  Arizona,  is  hereby 
established  with  exterior  boundaries  de- 
scribed as  follows: 

Description   of   the  Placstaft   Federal 
Sustained-  Yield  Unit 

GILA    and    salt    river    MERIDIAN 

Beginning  at  the  NW.  corner  Section  3, 
T.  24  N.,  R.  6  E.,  which  is  a  point  on  the 
Coconino  National  Forest  boundary  and  also 
on  the  Sixth  Standard  Parallel;  thence  east 
along  the  township  line  to  the  NE.  corner 
Section  6.  T.  24  N.,  R.  7  E.;  thence  south 
to  the  NW.  corner  Section  17;  thence  east 
to  the  NE.  corner  Section  17;  thence  south 
to  the  SE.  corner  Section  17:  thence  east  to 
the  NE.  corner  Section  21;  thence  south  to 
the  SE.  corner  Section  21;  thence  east  to 
the  NE.  corner  Section  27;  thence  south  to 
the  SE.  corner  Section  27;  thence  east  to  the 
NE.  corner  Section  36;  thence  south  to  the 
SE.  corner  Section  36.  all  in  T.  24  N.,  R.  7  E.; 
thence  east  to  the  SW.  corner  Section  33.  T. 
24  N..  R.  8  E.;  thence  north  to  the  NW.  corner 
Section  33;  thence  east  to  the  SW.  corner 
Section  27;  thence  north  to  the  NW.  corner 
Section  15;  thence  east  to  the  NE.  corner  Sec- 
tion 13;  thence  south  to  the  SE.  corner  Sec- 
tion 13.  all  in  T.  24  N.,  R.  8  E.;  thence  east 
to  the  NE.  corner  Section  19.  T.  24  N.,  R.  9  E.; 
thence  south  to  the  SE.  corner  Section  31. 
T.  24  N.,  R.  9  E.;  thence  east  to  the  NE.  corner 
Section  3,  T.  23  N.,  R.  9  E.;  thence  south  to 
the  SE.  corner  Section  10;  thence  east  to  the 
NE.  corner  Section  13,  all  In  T.  23  N..  R.  9  E.; 
thence  south  to  the  SE.  corner  Section  36, 
T.  22  N.,  R.  9  E.;  thence  west  along  the  town- 
ship lUie  to  the  SW.  corner  Section  31,  T.  22 
N.,  R.  9  E.;  thence  south  along  the  township 
line  to  the  SE.  corner  Section  25,  T.  21  N.. 
R.  8  E.;  thence  counterclockwise  around  the 
boundary    between   the   Coconino   National 
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Forest    Rnd    the   Walnut    Canyon    National 
Monument  to  the  NW.  corner  Section  6.  T.  20 
N..  R.  9  E.;  thence  east  to  the  NE.  corner  Sec- 
tion 6;  thence  south  to  the  SE.  corner  Section 
7:  thence  east  to  the  NE.  corner  Section  16; 
thence  south  to  the  NW.  corner  Section  34: 
thence  east  to  the  NE.  corner  Section  35,  all 
In  T  20  N.,  R.  9  E.;  thence  south  to  the  NW. 
corner  Section  13.  T.  18  N..  R.  9  E.;  thence 
east  to  the  NE.corner  Section  17;  thence  south 
to  the  NE.  corner  Section  29;  thence  east  to 
the  NE.  corner  Section  27,  all  In  T.  18  N.,  R. 
10  E.;  thence  south  to  the  SE.  corner  Section 
27,  T.  17  N.,  R.  10  E.;  thence  east  to  the  NE. 
corner  Section  35;   thence  south  to  the  SE. 
comer  Section  35,  all  In  T.  17  N..  R.  10  E.; 
thence  east  to  the  NE.  corner  Section  4,  T.  16 
N.,  R.  10  E.;  thence  south  to  the  SE.  corner 
Section  9;  thence  east  to  the  NE.  corner  Sec- 
tion   15;    thence   south   to   the   NW.   corner 
Section  26;  thence  east  to  the  NE.  corner  Sec- 
tion 26;  thence  south  to  the  SE.  corner  Sec- 
tion 26:  thence  east  to  the  NE.  corner  Section 
36:  thence  south  to  the  SE.  corner  Section  36, 
all  In  T.  16  N.,  R.  10  E.;  thence  east  along  the 
township  line  to  the  NE.  corner  Section  6, 
T.  15  N  ,  R.  12  E.;  thence  south  to  the  SE. 
corner  Section  17;  thence  east  to  the  NE.  cor- 
ner Section  22;  thence  south  to  the  SE.  corner 
Section  27;  thence  east  to  the  NE.  corner  Sec- 
tion 36.  all  m  T.  15  N..  R.  12  E.;  thence  south 
along  the  township  line  to  Its  intersection 
with    the   boundary   between   the   Coconino 
and  Sltgreaves  National  Forests  In  T.  14  N.; 
thence  southerly  along  the  boundary  between 
the  Coconino  and  Sltgreaves  National  Forests 
to  the  point  on  the  Mogollon  Rim  common 
to  the  Coconino.  Sltgreaves  and  Tonto  Na- 
■     tlonal  Forests  In  Section  28,  T.  12  N.,  R.  12  E.; 
thence  westerly  along  the  boundai-y  between 
the  Coconino  and  Tonto  National  Forests  to 
the  Interslctlon  of  this  boundary  with  the 
township  line  between  T.  12  N.,  R.  8  E.  and 
T.  12  N.,  R.  7  E.;  thence  north  along  the  town- 
ship line  to  the  NW.  corner  Section  31,  T.  13 
N.,  R.  8  E.;  thence  east  to  the  NE.  corner  Sec- 
tion  32;    thence   north   to   the   NW.   corner 
Section  4.  all  In  T.  13  N.,  R.  8  E.;  thence  west 
to  the  SW.  corner  Section  33.  T.  14  N.,  R.  8  E.; 
thence  north  to  the  NW.  corner  Section  33: 
thence  east  to  the  NE.  corner  Section  33,  all 
in  T    14  N  ,  R.  8  E.;  thence  north  to  the  NE. 
corner  Section  28.  T.  15  N.,  R.  8  E.;   thence 
west  to  the  SW.  corner  Section  19,  T.  15  N.. 
R   8  E  :  thence  north  to  the  SE.  corner  Sec- 
tion 36,  T.  16  N.,  R.  7  E.;  thence  west  to  the 
SW.  corner  Section  36;  thence  north  to  the 
SE.  corner  Section  26;  thence  west  to  the  SW. 
corner  Section  26;  thence  north  to  the  SE. 
comer  Section  10;  thence  west  to  the  SW.  cor- 
ner  Section    10;    thence   north   to  the   NW. 
corner  Section  3.  all  In  T.  16  N..  R.  7  E.;  thence 
west  to  the  SW.  corner  Section  35,  T.  17  N.. 
R.  7  E.;  thence  north  to  the  SE.  corner  Section 
27;  thence  west  to  the  SW.  corner  Section  27; 
thence  north  to  the  SE.  corner  Section  21; 
thence  west  to  the  SW.  corner  Section  20.  all 
In  T   17  N    R.  7  E.;  thence  north  to  the  NE. 
corner  Section  24,  T.  17  N.,  R.  6  E.;  thence 
west  to  the  SW.  corner  Section  13;   thence 
north  to  the  NW.  corner  Section  13;  thence 
west  to  the  SW.  corner  Section   11;   thence 
north  to  the  NW.  corner  Section  2,  all  In  T. 
17  N  ,  R.  6  E.;  thence  east  to  the  SW.  corner 
Section  36,  T.  18  N  ,  R.  6  E  ;  thence  north  to 
the  NW.  corner  Section  25;   thence  west  to 
the  SW.  corner  Section  22;  thence  north  to 
the  SE.  corner  Section  16;  thence  west  to  the 
SW.  corner  Section  16:  thence  north  to  the 
SE  corner  Section  8;  thence  west  to  the  SW. 
corner  Section  7,  all  m  T.  18  N.,  R.  6  E.;  thence 
north  to  the  SE.  corner  Section  1,  T.  18  N., 
R.  5  E.;  thence  west  to  the  SW.  corner  Section 
3-  thence  south  to  the  SE.  corner  Section  9; 
thence   west  to  the   SW.  corner  Section   9; 
thence  south  to  the  SE.  corner  Section  17;  all 
in  T    18  N  ,  R.  6  E.;  thence  west  to  the  SW. 
corner  Section  13.  T.  18  N .  R.  4  E.;  thence 
north  to  the  SE.  corner  Section  11;  thence 
west  to  the  SW.  corner  Section  11,  all  In  T. 
18  N.,  R.  4  E.;  thence  north  to  the  SE.  corner 
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Section  36,  T.  19  N  ,  R.  4  E.;  thence  west  to 
the    SW.    comer    Section    36;    thence    north 
to  the  SW.  corner  Section  12;  thence  west  to 
the   SW.    corner   Section    11;    thence    north 
to  the  NW.  comer  Section  2,  all  In  T.  19  N.. 
R  4  E.;  thence  west  along  the  township  line 
to  Its  Intersection  with  the  boundary  of  the 
Coconino  National  Forest;  thence  northerly 
along  the  Forest  boundary  to  a  point  where 
It    Intersects    the    Fifth    Standard    Parallel; 
thence  counterclockwise  around  the  bound- 
ary of  the  Navajo  Ordnance  Depot  to  a  point 
where  this  boundary  Intersects  the  township 
line  between  T.  22  N..  R.  4  E.  and  T.  22  N.. 
R    6  E.;    thence  north   along  the  township 
line  to  the  NW.  corner  Section  18.  T.  2?.  N.. 
R  5  E  :  thence  east  to  the  NE.  corner  Section 
18:  thence  north  to  the  NW.  corner  Section  5. 
all  In  T    22  N..  R.  6  E.;   thence  east  to  the 
SW.  corner  Section  33.  T.  23  N..  R.  5  E  ;  thence 
north  to  the  NW.  corner  Section  33;  thence 
east  to  the  NE.  corner  Section  33;    thence 
north  to  the  NW.  comer  Section  16;  thence 
east  to  the  NE.  corner  Section  15,  all  In  T. 
23  N    R  5  E.;  thence  north  to  the  NW.  corner 
Section  2.  T.  24  N..  R.  5  E..  which  Is  also  a 
point  on  the  Sixth  Standard  Parallel;  thence 
east  along  the  Sixth  Standard  Parallel  to  the 
beginning. 

The  following  areas  within  the  above 
boundary  are  excluded  from  the  FlagstafT 
Federal   Sustained  Yield  Unit: 

(1)  Sunset  Crater  National  Monument 
consisting  of  the  following:  All  of  Sections 
13  and  14;  SEV*.  8'/iNE>4,  Section  15;  NEU, 
N48EV4  Section  22;  all  of  Sections  23  and 
24.  T.  23  N..  R.  8  E. 

(2)  Flagstaff  metropolitan  area  consisting 
of  all  of  Sections  16.  16.  21.  and  22.  T.  21  N  . 
R  7  E. 


The  boundaries  of  the  said  Plag.staft 
Federal  Sustained  Yield  Unit  are  shown 
on  maps  on  file  in  the  offices  of  the  Forest 
Supervisor  at  Flagstaff.  Arizona,  of  the 
Regional  Forester  at  Albuquerque,  New 
Mexico,  and  of  the  Chief.  Forest  Service, 
Washington.  D.  C. 

In  witness  whereof.  I  have  executed 
this  determination  and  declaration  on 
behalf  of  the  United  States  of  America 
on  this  6th  day  of  May  1949. 


[seal! 


Lyle  F.  Watts. 
Chief,  Forest  Service. 


IF    R    Doc.    49-3812;    Piled.   May    12.    1949; 
8:47  a.  m.] 


Rural  Electrification  Administration 

Delegation  of  Authority 

April  25.  1949. 
Authority  to  perform  the  following  acts 
has  been  delegated  to  the  Chief  and  As- 
sistant Chief.  Management  Division.  REA 
(in  addition  to  the  Deputy  Administrator 
and  Assistant  Administrator) : 

(1)  To  approve,  "for  Claude  R.  Wick- 
ard.  Administrator,"  sales  and  transfers 
of  material  or  equipment  between  REA 
borrowers  and  others  where  such  mate- 
rial or  equipment  has  a  value  of  less  than 
$5,000. 

(2)  To  approve,  "for  Claude  R.  Wick- 
ard.  Administrator,"  purchase  orders  for 
material  or  equipment  placed  by  bor- 
rowers with  suppliers  under  established 
group  purchase  policies  and  procedures. 


[seal! 


Claude  R.  Wickard. 
Administrator. 


IP    R.   Doc.   49-3811;    Filed.   May    12,    1949; 
8:47  a.  m.] 


FEDERAL  POWER   COMMISSION 

[Docket   No.    0-1204) 
Lone  Star  Gas  Co. 

NOTICE  or  APPLICATION 

May  9.  1949. 
Notice  Is  hereby  given  that  on  April 
28.  1949.  Lone  Star  Gas  Company  (Ap- 
plicant', a  Texas  corporation,  having 
its  principal  place  of  business  at  Dallas. 
Texas,  filed  an  application  for  a  certifi- 
cate of  public  convenience  and  necessity, 
pursuant  to  section  7  of  the  Natural  Gas 
Act.  as  amended,  authorizing  the  acqui- 
sition from  United  Gas  Pipe  Line  Com- 
pany (United)  and  operation  of  United's 
Chillicothe  Compressor  Station,  Harde- 
man County,  Texas. 

Applicant  recites  that  the  Chillicothe 
Compressor   Station   has  been   used  by 
United  to  compress  gas  which  United 
delivered  to  Applicant  at  said  station 
for  Applicant's  Stamford  System.     Ap- 
plicant states  that  for  the  past  two  years 
United  has  not  supplied  Applicant  with 
the  required  volumes  of  natural  gas  and 
that  the  parties  have  cancelled  the  gas 
sales  contracts.    Applicant  states  It  pro- 
poses to  purchase  and  u.se  the  compre.'-- 
sor  station  to  continue  to  compress  gas 
which  it  will  transfer  from  Its  own  trans- 
mi.s.sion  system  into  its  Stamford  System. 
Applicant  proposes  to  disconnect  its 
line  "V  from  United's  16-lnch  "Sham- 
rock-Wichita Palls"  main  transmis.sion 
hne  and  move  its  regulator  station  from 
said  point  of  Interconnection  to  the  pro- 
posed point  of  interconnection  of  Appli- 
cants  lines  "A"  and  "V". 

The  purchase  price  Is  $199,261.  which 
Is  stated  to  represent  Uniteds  claimed 
original  cost  less  a(;crued  depreciation, 
which  amount  will  be  paid  out  of  Ap- 
plicant's current  funds. 

Any  Interested  State  commission  is  re- 
quested   to    notify    the    Federal    Power 
Commission    whether    the    application 
should  be  considered  under  tht  coopera- 
tive provisions  of  8  1  37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  If  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  Inter- 
est in  the  matter  and  whether  it  desires 
a  conference,  the  creation  of  a  board, 
or  a  Joint  or  concurrent  hearing,  to- 
gether with  rea.sons  for  such  a  request. 
The  application  of  the  Lone  Star  Gas 
Company  is  on  file  with  the  Commis.^ion 
and  open  to  public  Inspection.    Any  per- 
son desiring  to  be  heard  or  to  make  any 
protest  with  reference  to  the  application 
shall  file  with  the  Federal  Power  Com- 
mission.  Washington.  D.  C,  not  later 
than  15  days  from  the  date  of  publica- 
tion of  this  notice  in  the  Federal  Reg- 
ister, a  petition  to  Intervene  or  protest. 
Such  petition  or  protest  shall  conform 
to  the  requirements  of   55  1  8  or   1  10. 
whichever  Is  applicable,  of  the  rules  of 
practice  and  procedure. 

[seal]  Lion  M.  Puquay, 

Secretary. 

[P.    R.    Doc.    49-3827:    Piled,    May    12,    VA9; 
8:51  a.  m  ] 


Friday,  May  13, 1949 

I  Docket  No.  O-1205] 

Ohio  fUEL  Gas  Co. 

notice  or  appucation 

May  9,  1949. 

Notice  Is  hereby  given  that  on  April 
28, 1949,  an  application  was  filed  with  the 
Federal  Power  Commission  by  the  Ohio 
Fuel  Gas  Company  (Applicant  > ,  an  Ohio 
corporation  with  its  principal  place  of 
business  at  Columbus.  Ohio,  for  a  certifi- 
cate of  public  convenience  and  necessity 
pursuant  to  section  7  of  the  Natural  Gas 
Act.  as  amended,  authorizing  the  con- 
struction and  operation  of  a  metering 
and  regulating  station  with  appurtenant 
piping,  valves  and  fittings,  to  be  located 
in  section  9  of  Clear  Creek  Town.ship. 
Warren  County.  Ohio,  on  the  site  of 
Texas  Eastern  Transmission  Corpora- 
tion's Compressor  Station  No.  16  for  the 
purpose  of  furnLshing  an  additional  de- 
livery point  to  Cincinnati  Gas  b  Electric 
Company  (Cincinnati)  to  serve  the  nat- 
ural-gas requirements  of  the  Village  of 
Lebanon.  Ohio. 

Applicant  states  Cincinnati  has  ad- 
vi-sed  It  has  extended  local  operation  by 
the  purchase  in  February  1949,  of  the 
municipal  gas  plant  of  the  Village  of 
Lebanon.  Ohio,  proposes  to  convert  it 
from  a  manufactured  gas  and  propane- 
air  distribution  sy.stem  to  a  natural  gas 
distribution  system,  augmented  with 
piopane-air  during  peak  load  periods, 
and  has  reque.sted  Applicant  to  provide 
a  delivery  point  for  service  of  natural 
gas  to  that  community. 

Applicant  further  states  Cincinnati 
has  advised,  that  it  proposes  to  construct 
and  operate  approximately  23,000  feet  of 
4-inch  transmission  line  from  the  outlet 
.side  of  the  measuring  and  regulating  sta- 
tion proposed  herein  by  Applicant,  to  the 
Lebanon  town  border  station. 

Applicant  further  states  that  It  has 
available  for  the  supplying  of  Its  markets 
natural  gas  from  the  following  sources: 
(1)  174.3  billion  cu.  ft.  from  wells  In 
operation;  (2)  170.7  billion  cu.  ft.  from 
leaseholds,  etc..  not  In  operation;  <3)  31 
billion  cu.  ft.  from  storage:  <4)  113.3  bil- 
lion cu.  ft.  from  reserves  of  independent 
Ohio  producers  under  contract;  (5> 
quantities  supplied  under  contract  by 
United  Fuel  Gas  Company  was  in  excess 
of  38  billion  cu.  ft.  in  1948  and  a  supply 
of  55  billion  is  anticipated  in  1949;  this 
supply  is  augmented  by  Tennessee  Gas 
Transmission  Company's  deliveries  to 
United  Fuel  Gas;  (6)  varying  quantities 
have  been  received  since  1942  from  Pan- 
handle Eastern  Connections  at  Maumee 
and  Hollansburg,  Ohio. 

Any  interested  State  commission  Is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
visions of  §  1.37  of  the  Commission's 
rules  of  practice  and  procedure  and.  if 
so,  to  advise  the  Federal  Power  Commis- 
sion as  to  the  nature  of  Its  interest  in'the 
matter  and  whether  It  desires  a  confer- 
ence, the  creation  of  a  board,  or  a  joint  or 
concurrent  hearing,  together  with 
reasons  for  such  request. 

The  application  of  the  Ohio  Fuel  Gas 
Company,  is  on  file  with  the  Commission, 
and  isjopen  to  public  Inspection.  Any 
person  desiring  to  be  heard  or  to  make 
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any  protest  witjh  reference  to  the  applica- 
tion shall  file 'with  the  Federal  Power 
Commission.  Washington  25.  D.  C.  not 
later  than  15  days  from  the  date  of  pub- 
lication of  this  notice  in  the  Federal  Reg- 
ister, a  petition  to  intervene  or  protest. 
Such  petition  or  protest  shall  conform  to 
the  requirements  of  §S  1.8  or  1.10.  which- 
ever Is  applicable,  of  the  rules  of  practice 
and  procedure  (as  amended  on  June  16. 
1947 >. 

fSEALl  Leon  M.  Fuquay. 

Secretary. 

|F.    R.    Doc.    49-3826;    Filed,    May    12.    1949; 
8:51  a.  m.| 


(Project   No.    199) 

South  Carolin.a  Public  Service 
Authority 

order  fixing  hearing  and  rescinding 
previous  orders 

May  6.  1949. 

On  April  23.  1946,  the  Commission 
ordered  that  a  public  hearing  be  held 
at  a  specified  date  and  place  resF>ecting 
the  matters  involved  and  the  issues  pre- 
sented in  the  proceeding  Initiated  by  the 
amended  application  filed  April  30,  1943. 
by  South  Carolina  Public  Service  Au- 
thority, licen.see  for  Project  No.  199,  for 
exemption  from  payment  of  annual 
charges  for  the  year  1942.  pursuant  to 
the  provisions  of  section  10  (e)  of  the 
Federal  Power  Act  and  the  rules  and 
regulations  thereunder. 

On  May  17.  1946.  the  Commission  or- 
dered that  the  proceedings  Initiated  by 
the  Authority's  applications  filed  Feb- 
ruary 28.  1944,  February  1,  1945.  and 
February  4,  1946.  for  exemption  from 
payment  of  annual  charges  under  the 
license  for  the  years  1943,  1944,  and  1945. 
respectively,  be  consolidated  for  the  pur- 
poses of  hearing  with  the  proceeding  de- 
scribed In  the  preceding  paragraph.  In 
the  same  order  the  consolidated  hearing 
was  postponed  to  a  specified  date.  By 
order  of  August  23.  1946,  the  consoli- 
dated hearing  was  postponed  until  some 
future  date  to  be  set  by  order  of  the 
Commission  and  for  various  reasons  no 
further  order  has  been  entered  fixing 
the  date  of  hearing. 

The  application  filed  February  4,  1946, 
was  supplemented  or  amended  by  data 
filed  on  March  25,  1946,  April  12,  1946, 
and  August  16,  1946,  respectively,  and 
the  applications  filed  on  February  28, 
1944,  and  February  1, 1945,  were  amended 
by  data  filed  August  16,  1946. 

On  March  17.  1947.  and  March  29, 
1948,  licensee  filed  applications  for  ex- 
emption from  payment  of  annual  charges 
for  the  years  1946  and  1947,  respectively. 

Licensee  has  paid,  under  protest,  the 
full  amount  of  annual  charges  billed  for 
each  of  the  years  1942  to  1947.  inclusive, 
and  the  amounts  so  paid  have  been 
placed  in  special  deposit  in  the  Treasury 
of  the  United  States  pending  a  final 
decision  on  the  several  applications  for 
exemption. 

Section  10  (e)  of  the  act  provides  that 
the  licensee  shall  pay  to  the  United  States 
reasonable  annual  charges  In  an  amount 
to  be  fixed  by  the  Commission  for  the 
purposes    of    reimbursing    the    United 
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States  for  the  costs  of  administration  of 
Part  I  of  the  act  and  for  recompensing 
It  for  the  use.  occupancy  and  enjoyment 
of  Its  lands  or  other  property.  Section 
10  (e)  also  provides  that  licenses  for 
the  development,  transmission  or  dis- 
tribution of  power  by  States  or  munici- 
palities shall  be  issued  and  enjoyed 
without  cnarge  to  the  extent  such  power 
Is  sold  to  the  public  without  profit  or  is 
used  by  such  State  or  municipality  for 
State  or  municipal  purposes,  except  that 
as  to  projects  constructed  or  to  be  con- 
structed by  States  or  municipalities  pri- 
marily designed  to  provide  or  improve 
navigation,  licenses  therefor  shall  be 
Issued  without  charge.  The  license  for 
Project  No.  199.  as  amended,  provides 
for  the  payment  of  annual  charges. 

Licen.see,  being  a  municipality  as  de- 
fined In  section  3  (7)  of  the  act.  Is 
claiming  both  partial  and  total  exemp- 
tion, pursuant  to  .section  10  (e)  of  the 
act  and  the  Commission's  rules  and  regu- 
lations thereunder,  from  the  payment  of 
annual  charges  for  the  yeats  1942  to 
1947.  inclusive,  as  billed  by  the  Commis- 
sion pursuant  to  the  terms  of  the 
license,  section  10  (e)  of  the  act  and  the 
Commission's  rules  and  regulations. 

The  licensee  has  advised  that  it  desires 
to  present  evidence  in  support  of  Its  ap- 
plications for  exemption,  including  testi- 
mony of  persons  engaged  in  Industry, 
navigation  and  shipping  in  the  area  sur- 
rounding the  project  as  well  as  expert 
testimony  as  to  the  design  of  the  project 
for  the  primary  purpose  of  providing  or 
Improving  navigation. 

The  Commission  finds: 

(1)  Rescission  of  the  aforesaid  orders 
dated  April  23.  1946.  May  17.  1946,  and 
August  23. 1946.  fixing  the  time  and  place 
for  a  public  hearing  in  the  matters  of  ex- 
emption from  annual  charges  for  the 
years  1942  to  1945,  inclusive,  is  appropri- 
ate as  hereinafter  provided. 

(2)  The  proceedings  initiated  by  li- 
censee's applications,  as  amended,  filed 
on  the  several  dates  enumerated  herein, 
for  exemption  from  payment  of  annual 
charges  for  Project  No.  199  for  the  years 
1942  to  1947,  Inclusive,  should  be  consoli- 
dated for  the  purpose  of  a  hearing. 

(3)  It  is  appropriate  under  the  cir- 
cumstances to  hold  a  consolidated  public 
hearing  respecting  the  matters  involved 
and  the  Issues  presented  by  the  afore- 
said applications  for  exemption  from 
payment  of  annual  charges  for  the  years 
1942  to  1947,  Inclueive. 

^4)  It  Is  desirable  and  appropriate  to 
commence  the  public  hearing  hereinafter 
provided  in  the  vicinity  of  the  project 
for  the  convenience  of  the  licensee  in 
presenting  evidence,  including  testimony 
of  such  witnesses  living  in  the  area  as 
the  licensee  may  desire  to  present,  with 
the  understanding  that  the  hearing 
would  be  adjourned  to  a  time  and  place 
to  be  set  by  further  order  of  the  Com- 
njission. 
The  Commission  orders: 

(A)  The  aforesaid  orders  of  April  23. 
1946.  May  17,  1946  and  August  23,  1946. 
be  and  they  hereby  are  rescinded. 

(B)  A  consolidated  public  hearing  on 
the  aforesaid  applications,  as  amended, 
for  exemption  from  payment  of  annual 
charges  for  the  years  1942  to  1947,  inclu- 
sive, be  held  commencing  on  Jime  27, 
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1949,  at  10:00  a.  m..  (e.  s.  t.> .  In  the  Fed- 
eral Court  Room.  Post  Office  Building. 
Charleston,  South  Carolina,  respecting 
the  matters  Involved  and  the  issues  pre- 
sented in  these  proceedings:  Provided. 
That  the  hearing  will  be  adjourned  to  a 
time  and  place  to  be  fixed  by  further 
order  of  the  Commission  for  th«  purpose 
of  receiving  such  further  evidence  as  may 
be  appropriate. 

Date  of  issuance:  May  9,  1949. 

By  the  Commissionr 

[scALl  Leon  M.  Ftqday, 

Secretary. 

|F    R.    Doc.    49-3810:    Filed.    May    12.    1949; 
8:47  a.  m.| 


(Docket  No.  G-12071 
Pennsylv.nia  Gas  Co. 
njtice  of  applicmion 

May  9.  1949. 
Notice  is  hereby  given  that  on  May  3, 
1949.  Pennsylvania  Gas  Company  <  Ap- 
plicant*, a  Pennsylvania  corporation 
having  its  principal  place  of  busines.s  in 
t»ie  Borough  of  Warren.  Pennsylvania, 
fl'ed  an  application  with  the  Federal 
Power  Conynission  for  a  certificate  of 
public  convenience  and  necessity  pur- 
suant to  .section  7  of  the  Natural  Gas  Act. 
as  amended,  to  authorize  Applicant  to 
construct  and  operate  certain  natural 
gas  transmLssion  and  storage  facilities 
described  as  follows: 

(1)  Approximately  13.6  miles  of  12^4 
Inch  pipeline  extending  from  its  Roy- 
stone  Compressing  Station  located  on 
Lot  234.  Sheffield.  Warren  County.  Penn- 
sylvania to  its  Warren  Mixing  Plant  lo- 
cated in  V/arren,  Pennsylvania.  6.7 
miles  of  construction  is  proposed  to  be 
completed  in  1949  and  6.9  miles  is  pro- 
posed to  be  constructed  in  1950. 

(2)  Approximately  2>j  miles  of  8  inch 
pipeline.  2  miles  of  6  inch  pipeline  and 
3  miles  of  4  inch  pipeline  to  transport 
gas  to  and  from  storage  wells  and  the  in- 
stallation of  150  horsepower  compressor 
to  boost  the  pressure  of  gas  for  storage 
in  three  aretis  to  be  developed  in  High- 
land and  Spring  Creek  Townships.  Elk 
County.  Pennsylvania,  to  be  known  as 
the  "Owl's  Nest  Storage." 

(3>  Approximately  7000  feet  of  4  inch 
pipeline  and  the  further  development  of 
the  existing  storage  area,  known  as  "East 
Branch."  in  Hamilton  Township.  Mc- 
Kean  County.  Pennsylvania. 

Applicant  states  that  the  'Owl's  Nest 
Storage"  will  have  a  capacity  of  900,000 
Mcf  and  a  daily  delivery  capacity  of  11.- 
000  Mcf.  The  'East  Branch"  will  have 
an  estimated  storage  capacity  of  500,000 
Mcf  and  a  daily  delivery  capacity  of 
6.000  Mcf. 

Applicant  further  states  that  the  pro- 
posed construction  and  operation  will 
provide  it  with  sufficient  capacity  to 
transport  gas  between  the  above  named 
points  to  meet  the  anticipated  peak  daily 
demands  and  to  store  gas  in  the  summer 
in  the  storage  areas  sufficient  to  enable 
it  to  Increase  its  pressure  during  the 
summer  months  so  that  gas  will  feed  into 
Its    transmission    system    during     the 
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winter,  thereby  eliminating  the  increase 
of  compressor  capacity  to  meet  peak 
winter  demands. 

There  are  no  main  line  Industrial  cas- 
tomers  now  being  served  or  proposed  to 
be  served.  Construction  of  the  new  fa- 
cilities contemplates  no  change  in  sales 
of  gas  to  or  in  connection  with  other 
utilities. 

The  estimated  total  overall  capital 
cost  of  the  propc-^ed  construction  and 
storage  development  is  $287,000.  The 
lands  selected  for  storage  are  now  owned 
by  Applicant.  The  total  costs  will  be 
finr.nced  from  Applicant's  own  resources. 
Any  interested  State  commission  is  re- 
quested to  notify  the  Federal  Power  Com- 
mission whether  the  application  should 
be  considered  under  the  cooperative  pro- 
vi.<^ions  of  §  1  37  of  the  Commi.ssion's  rules 
of  practice  and  procedure  and.  if  so.  to 
advise  the  Federal  Power  Commission  as 
to  the  nature  of  its  interest  in  the  matter 
and  whether  it  desires  a  conference,  the 
creation  of  a  board,  or  a  joint  or  concur- 
rent hearing,  together  with  reasons  for 
such  request. 

The  application  of  Penn.sylvania  Gas 
Company  is  on  file  with  the  Commission 
and  is  open  to  public  inspection.  Anx 
person  desiring  to  be  heard  or  to  make 
any  protest  with  reference  to  the  appli- 
cation shall  fl!e  with  the  Federal  Power 
Commission.  Washington,  D.  C,  not  later 
than  fifteen  days  from  the  date  of  publi- 
cation of  this  notice  in  the  Federal  Reg- 
ister, a  petition  to  intervene  or  protest. 
Such  petition  or  protest  shall  conform  to 
the  requirements  of  §  1.8  or  S  110,  which- 
ever is  applicable,  of  the  rules  of  practice 
and  procedure  (as  amended  on  June  16, 
1947). 


The  complete  application  may  be  In- 
spected at  the  office  of  tl^p  Commi.«sion  in 
Washington.  D.  C. 

Any  Interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commission 
in  writing  so  to  do  within  20  days  from 
the  date  of  this  notice.  As  provided  by 
the  General  Rules  of  Practice  of  the 
Commission,  persons  other  than  appli- 
cants should  fairly  disclose  their  inter- 
est, and  the  position  they  intend  to  ti  ks 
at  the  hearing  with  respect  to  the  appli- 
cation. Otherwise  the  Commission,  in 
its  discretion,  may  proceed  to  investipate 
and  determine  the  matters  involved  in 
.such  application  without  further  or 
formal  hearing. 

By  the  Commission,  Division  2. 


(STALl 


Leow  M  Fuqtjay. 
Secretary. 


|F.    R.    Doo.    49-3852:    Piled,    May    12,    1949; 
8:67  a.  m.| 


INTERSTATE  COMMERCE 
COMMISSION 

.     JSec.  5a  Application  No.  12] 

Interstate  Ffeight  Carriers'  Confer- 
ence. INC  ;   ACFEEMENT 

May  10.  1949. 

The  Commission  Is  In  receipt  of  the 
above-entitled  and  numbered  application 
for  approval  of  an  agreement  under  the 
provisions  of  .section  5a  of  the  Interstate 
Commerce  Act. 

Filed  by:  Con.solidated  Copperstate 
Lines.  2163  East  Fourteenth  Street.  Los 
Angeles  14.  California. 

Agreement  involved:  An  agreement 
between  and  among  common  carriers  by 
motor  vehicle,  relating  to  the  Interstate 
Fieight  Carriers'  Conference.  Inc.,  and 
providing  procedures  for  the  joint  con- 
sideration, initiation,  or  establishment 
of  rates,  classifications,  divisions,  allow- 
ances, or  charges  (including  charges  be- 
tween carriers  and  compensation  paid  or 
received  for  the  use  of  facilities  and 
equipment ) ,  or  rules  and  regulations  per- 
taining thereto,  applicable  to  transporta- 
tion by  motor  vehicle  In  Interstate  or 
foreign  commerce,  between  points  in 
California.  Arizona.  New  Mexico,  Colo- 
rado. Texas.  Nevada,  and  Utah. 
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W    P.  fiARTET,. 

S€c:c:2  y. 


[F.    R.    Doc.    49-3829;    Filed,    May    12.    IC  9; 
8:52  a.  in.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  70-2C981 

General  Public  Utilities  Corp. 

ORDER  PERMITTING  DECL.\RAT10N  TO  EEC.  Mf. 
EFFECTIVE- 

At  a  regular  session  of  the  Securities 
and  Exchange  Commis.sion.  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  6th  day  of  May  1949. 

General  Public  Utilities  Corporation 
rGPU">.  a  registered  holding  company, 
having  filed  a  declaration,  as  amended, 
pursuant  to  section  12  (b>  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("act")  and  Rule  U-45  promulgated 
thereunder  with  respect  to  the  following 
transaction:  . 

GPU  proposes  to  make  a  cash  capital 
contribution  to  its  public  utility  sub.>~'di* 
ary  Northern  Pennsylvania  Power  Com- 
pany I  "North  Penn").  of  $500,000  which 
will  be  employed  by  North  Penn  for  con- 
struction purposes  and  which  will  be 
credited  by  North  Penn  to  its  capital 
stock  account;  and 

Declarant  having  requested  that  the 
Commission  find  that  the  proposed  capi- 
tal contribution  by  GPU  to  North  Prnn 
of  an  amoimt  equal  to  $500  OCO  of  the  ■ 
proceeds  of  the  sales  of  shares  of  com- 
mon stock  of  New  York  State  Electric 
&  Gas  Corporation  is  necessary  or  ap- 
propriate to  effectuate  the  provisions 
of  section  11  <b»  of  the  act  and  that 
the  order  of  the  CommLssion  herein 
entered  contain  appropriate  recitals 
conforming  to  the  requirements  of  Sup- 
plement R  of  the  Internal  Revenue 
Code;  and 

Such  declaration,  as  amended,  having 
been  duly  filed,  and  notice  of  said  fil- 
ing having  been  duly  given  in  the  form 
and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act,  and 
the  Commission  not  having  received  a 
request  for  hearing  with  respect  to  said 
declaration,  as  amended,  within  the  pe- 
riod specified  In  said  notice,  or  other- 
wi.se.  and  not  having  ordered  a  hearing 
thereon;  and 
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The  Commission  finding  that  no  ad- 
verse findings  are  necessary  with  re- 
spect to  the  declaration,  as  amended, 
and  deeming  it  appropriate  in  the  public 
Interest  and  In  the  interest  of  Investors 
and  consumers  that  said  declaration  be 
permitted  to  become  effective,  and  deem- 
ing it  appropriate  to  grant  the  reque.st 
of  declarant  with  respect  to  the  sug- 
gested recitals: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  the 
declaration,  as  amended,  be,  and  the 
same  hereby  Is,  permitted  to  become 
effective  forthwith. 

It  is  further  ordered  and  recited,  That 
the  expenditure  and  investment  by  GPU, 
as  a  contribution  to  the  capital  of  North 
Penn,  of  an  amount  equal  to  $500,000  of 
the  proceeds  of  the  sales  of  common 
stock  of  New  York  State  Electric  &  Gas 
Corporation,  .sold  pursuant  to  the  orders 
of  the  Commission,  dated  March  11.  1949, 
and  March  24,  1949,  respectively,  con- 
sisting of  the  first  $500,000  in  excess  of 
$11,698,800  'the  expenditure  of  the  first 
$11,698,800  of  such  proceeds  having  been 
covered  by  the  supplemental  order  of  the 
Commission,  dated  April  1, 1949)  received 
by  GPU  from  such  sales  of  said  stock.  In 
the  order  made.  Is  necessary  or  appro- 
priate to  the  Integrntion  or  simplification 
of  the  GPU  system,  of  which  GPU  and 
North  Penn  are  a  part,  and  Is  neces.sary 
or  appropriate  to  effectuate  the  pro- 
visions of  .section  11  (b)  of  the  Public 
Utility  Holding  Company  Act  of  1935. 

By  the  Commission. 

I  seal]  Orval  L.  DuBois. 

Secretary. 

|F    R.   Doc.    49-3807;    Filed.   May    12.    1949; 
8:46  a.  m.j 
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(File  No.  70-2103) 
CiNciNNMi  G.\s  L  Electric  Co. 

ORDER    GRANTING    AI'PLICATION    AND    PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Comml-sslon,  held  at  its 
offlce  In  the  city  of  Washington,  D.  C, 
on  the  6th  day  of  May  1949. 

The  Cincinnati  Gas  &  Electric  Com- 
pany ("Cincinnati"),  a  subsidiary  of  The 
United  Corporation,  a  registered  holding 
company,  having  filed  an  application- 
declaration  pursuant  to  sections  6,  7,  9 
and  10  of  the  Public  Utility  Holding  Com- 
pany Act  of  1935  with  respect  to  the  fol- 
lowing transactions: 

Cincinnati  has  presently  outstanding 
2.244,000  shares  of  common  stock  having 
a  par  value  of  $8  50  per  share.  Cincin- 
nati proposes  to  offer  at  the  price  of 
S22.00  per  share  an  additional  249.334 
shares  of  common  stock  to  Its  own  com- 
mon stockholders  at  the  rate  of  one  share 
of  such  common  stock  for  each  nine 
shares  of  common  stock  held  by  them. 
The  proceeds  from  the  sale  of  such  addi- 
tional shares  of  common  stock  will  be 
used  by  Cincinnati  to  finance,  in  part,  Its 
construction  program.  The  rights  of 
the  common  stockliolders  of  Cincinnati 
will  be  evidenced  by  transferable  war- 


rants entitling  them  to  purchase  one  full 
share  of  the  common  stock  of  Cincinnati 
for  each  nine  shares  of  common  stock 
held.  Fractional  warrants  will  be  ls.sued, 
but  no  subscription  will  be  accepted  for 
fractional  shares  of  common  stock,  and 
the  fractional  warrants  may  be  exercised 
only  when  combined  with  other  fractions 
which,  In  the  aggregate,  entitle  the 
holder  to  purchase  not  less  than  one 
full  share  of  common  stock.  The  appli- 
cation states  that  the  disposition  of  such 
shares  of  the  common  stock  as  are  not 
sold  through  the  exercising  of  such  war- 
rants will  be  made  at  a  time  and  In  a 
manner  to  be  determined  at  a  later  date, 
with  the  consent  of  the  regulatory 
bodies  having  jurisdiction. 

Cincinnati  further  proposes  to  reserve 
the  right  to  stabilize  the  price  of  the 
common  stock  proposed  to  be  sold  for  the 
purpose  of  facilitating  the  distribution 
and  offering  thereof  to  the  common 
stockholders  of  Cincinnati.  In  order  to 
effect  such  stabilizing  purchases,  Cincin- 
nati proposes  to  acquire  shares  of  Its 
common  stock  on  the  respective  ex- 
changes on  which  said  stock  Is  traded 
and  listed.  Cincinnati  further  proposes 
to  sell  the  shares  of  stock  so  acquired 
either  by  sale  on  the  exchanges  through 
brokers  with  the  payment  of  the  usual 
brokerage  commission  or  by  sale  on  or 
off  the  exchanges  through  brokers  or 
dealers  with  the  payment  to  them  of 
commissions  or  allowances  or  conces- 
sions, such  compensation  not  to  exceed 
$1.25  per  share.  Cincinnati  states  that 
it  will  at  no  time  acquire  a  net  long  po- 
sition (exclusive  of  shares  presently 
owned  by  the  company  and  not  being 
offered  to  Its  stockholders)  of  shares  of 
common  stock  of  Cincinnati  In  excess  of 
10  percent  of  the  aggregate  number  of 
shares  of  common  stock  being  offered  to 
Its  common  stockholders.  Cincinnati 
further  propo.ses  to  purchase  the  rights 
evidenced  by  the  warrants  to  be  issued 
to  Its  common  stockholders,  through 
brokers  on  the  exchanges  where  such 
rights  are  to  be  traded,  and  to  sell 
through  brokers  any  rights  so  acquired 
at  prices  not  to  exceed  the  current  price 
of  the  rights  as  quoted  on  the  New  York 
Exchange  or  to  retain  such  rights  at  the 
option  of  the  company. 

The  issue  and  sale  of  the  additional 
249.334  shares  of  common  stock  by  Cin- 
cinnati was'approved  by  the  Public  Utili- 
ties Commission  of  Ohio  by  order  dated 
April  5,  1949. 

Said  application-declaration  having 
been  duly  filed  and  notice  of  said  filing 
having  been  duly  given  in  the  form  and 
manner  prescribed  by  Rule  U-23  promul- 
gated pursuant  to  said  act  and  the  Com- 
mission not  having  received  a  request 
for  hearing  with  respect  to  said  applica- 
tion-declaration within  the  period  speci- 
fied In  said  notice,  or  otherwise,  and  not 
having  ordered  a  hearing  thereon;  and 

The  Commission  finding  that  the  re- 
quirements of  the  applicable  provisions 
of  the  act  and  rules  thereunder  are  satis- 
fied, and  deeming  It  appropriate  In  the 
public  Interest  and  In  the  interests  of 
Investors  and  consumers  that  said  appli- 
cation-declaration be  granted  and  per- 
mitted to  become  eflectlve: 


2r)63 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of 
the  act  and  subject  to  the  terms  and  con- 
ditions prescribed  in  Rule  U-24,  that  the 
application-declaration  be,  and  the  same 
hereby  Is,  granted  and  permitted  to 
become  effective  forthwith. 

By  the  Commission. 

[sE\L]  Orval  L.  DuBois, 

Secretary. 

IF.    R.   Doc.    49-.3808;    Filed.    May    12.    1949; 
8:46  a.  m.] 


[File  No.  70-2123) 

TEXAS  Utilities  Co.  and  Texas  Power  & 
Light  Co. 

NOTICE  OF  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
offlce  in  the  city  of  Washington,  D.  C,  on 
the  9th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  Texas  Util- 
ities Company  ("Texas  Utilities") ,  a  reg- 
istered holding  company  subsidiary  of 
American  Power  &  Light  Company  and 
Electric  Bond  and  Share  Company,  both 
registered  holding  companies,  and  its 
subsidiary  Texas  Power  &  Light  Com- 
pany ("Texas  Power") ,  have  filed  a  joint 
application-declaration  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  and  have  designated  .sections  6  <a), 
7  and  12  (f )  of  the  act  and  Rule  U-23  of 
the  rules  and  regulations  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

All  interested  persons  are  referred  to 
said  application-declaration  which  Is  on 
file  with  this  Commission  for  a  state- 
ment of  the  transactions  therein  pro- 
posed which  may  be  summarized  as  fol- 
lows : 

Texas  Power  proposes  to  issue  and  sell 
to  Texas  Utilities  and  Texas  Utilities  pro- 
poses to  purchase  2,500,000  shares  of  no 
par  value  common  stock  for  a  cash  con- 
sideration of  $3,000,000.  At  present 
Texas  Utilities  owns  2,600,000  shares  of 
no  par  value  common  stock  of  Texas 
Power,  being  all  of  the  issued  and  out- 
standing common  shares.  Texas  Power 
proposes  to  amend  its  charter  so  as  to 
increase  its  authorized  common  stock 
from  3.000,000  to  6.000,000  shares  of  no 
par  value  and  will  request  approval  by 
Its  stockholders  of  such  an  amendment. 
The  application-declaration  states  that 
the  funds  to  be  obtained  by  Texas  Power 
from  this  sale  of  stock  will  with  other 
funds  be  used  to  finance  Its  construction 
program. 

Applicants-declarants  request  that  the 
Commission's  order  herein  be  issued  as 
promptly  as  may  be  practicable  and  that 
it  become  effective  forthwith  upon  the 
Issuance  thereof. 

Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  May  24, 
1949.  at  5:30  p.  m.,  e.  d.  s.  t.,  request  in 
writing  that  a  hearing  be  held  on  such 
matter,  stating  the  nature  of  his  interest, 
the  reasons  for  such  request  and  the 
Issues  of  fact  or  law.  If  any,  raised  by  said 
application-declaration  which  he  desires 
to  controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
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a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW.,  Washington  25.  D.  C. 
At  any  time  after  May  24.  1949.  said  ap- 
plication-declaration, as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
said  act.  or  the  CommLssion  may  exempt 
.such  transactions  as  provided  in  Rule 
U-20  <a)  and  Rule  U- 100  thereof. 

By  the  Commission. 

[SEAL]  OHVAL  L.  DUBCIS. 

Secretary. 

|F.    R.   Doc.   49-38C9:    Filed.    May    12.    U'43; 
8:46  a.  in.| 


I  File  No.  70-21311 

American  Power  &  Light  Co.   and 
Kansas  Gas  and  Electric  Co. 

NOTICE  OF   FIIING   AND  ORDER   FOR   HEARING 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
of«ce  in  the  city  of  Washington.  D.  C. 
on  the  6th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  American 
Power  &  Light  Company  rAmerican";, 
a  registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company,  and 
Kansas  Gas  and  Electric  Company 
("Kansas"),  an  electric  utility  subsidi- 
ary of  American,  have  filed  a  joint  ap- 
plication-declaration pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  and  have  designated  sections  6  (a). 
7.  11  lb).  11  <e)  and  12  id)  of  the  act 
and  rules  U-44  and  U-50  thereunder  as 
applicable  to  the  transactions  proposed 
in  said  joint  application-declaration. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  in  the  offices  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed,  which  may  be  summarized  as 
follows: 

The  presently  authorized  common 
stock  of  Kansas  consists  of  1.000.000 
shares  of  no  par  value,  of  which  600.000 
shares  are  issued  and  outstanding  and 
of  which  American  owns  450.000  shares 
or  75  Tf.  American  proposes  to  sell  to 
the  public  all  of  its  holdings  of  the  com- 
mon stock  of  Kansas,  of  which  not  less 
than  200.000  shares  and  up  to  450,000 
shares  would  be  sold  initially,  when  and 
if  the  Commission  should  enter  its  order 
herein  permitting  such  sales. 

Kansas  proposes,  concurrently  with 
the  sale  by  American  of  all  or  a  part  of 
its  shares  of  the  common  stock  of  Kan- 
.sas.  to  issue  and  sell  to  the  public  100.000 
shares  of  its  authorized  but  unissued 
common  stock. 

American  proposes  to  use  the  proceeds 
from  the  sale  of  the  common  stock  of 
Kansas  to  make  investments  in  the  com- 
mon stocks  of  certain  of  its  other  sub- 
sidiaries. Such  investments  are  stated 
to  be  contemplated  in  and  to  constitute 
an  integral  part  of  American's  pending 
plan  filed  under  section  11  le)  of  the 
act  (Pile  No.  54-168 >,  The  proceeds  to 
be  derived  by  Kansas  from  the  sale  of 
additional  common  stock  will  be  used 
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partially  to  pay  for  expenditures  made 
and  to  be  made  by  Kansas  in  connection 
with  Its  construction  program,  the 
amount  of  which  for  the  years  1949  to 
1951.  inclusive.  Ls  estimated  to  aggregate 
approximately  $11,200,000.  In  connec- 
tion with  such  construction  program, 
Kansas  has  made  short  term  borrowings 
from  banks  in  the  aggregate  amount  of 
$7C0,000,  which  will  be  repaid  from  the 
proceeds  of  the  sale  by  Kansas  of  the 
100  000  additional  shares  of  its  common 
stock. 

It  Is  stated  that  it  may  be  necessary 
for  American  to  make  investments  in  one 
or  more  of  its  .subsidiaries  prior  to  the 
time  when  American  will  receive  the  pro- 
ceeds from  the  sale  of  a  part  or  all  of 
the   common   stock   of   Kansas.     It   is 
recited  that  in  such  event,  it  may  be 
necessary  for  American  to  borrow  sums 
not  to  exceed  $13,000,000  from  banks  in 
order  to  make  such  investments,  which 
borrowings  would  be   repaid   from   the 
proceeds  to  be  derived  by  American  from 
the  sale  of  the  Kansas  common  stock. 
American  therefore  requests  permission 
to  borrow  from  banks  sums  not  to  ex- 
ceed $13,000,000  for  such  purpose  in  the 
event  that  such  borrowing  is  necessary. 
Loans  made  pursuant  to  any  such  au- 
thority will  not  be  outstanding  beyond 
the  date  on  which  American  receives  the 
proceeds  from  the  sale  of  the  Kansas 
common  stock.     The  exact  terms  and 
conditions  of  any  borrowings,  the  names 
of  the  banks  from  which  such  borrowings 
arc  to  be  made,  and  the  amounts  thereof 
will  be  supplied  by  an  amendment  or 
amendments. 

American  and  Kansas  request  that  the 
sale  of  common  stock  by  each  of  them 
be  exempted  from  the  competitive  bid- 
ding requirements  of  Rule  U-50. 

American  further  requests  that  any 
order  of  the  Commission  entered  herein 
recite  that  the  sale  and  transfer  of  the 
common  stock  of  Kansas,  and  the  re- 
payment with  the  proceeds  of  any  such 
sale  of  any  bank  loans  which  may  be 
obtained  as  provided  for  in  the  appli- 
cation-declaration, constitute  steps 
v/hlch  are  necessary  or  appropriate  to 
the  integration  or  sim.plification  of  the 
holding  company  system  of  which  Ameri- 
can is  a  member  and  are  necessary  or 
appropriate  to  effectuate  the  provisions 
of  section  11  (b)  of  the  Public  Utility 
Holding  Company  Act  of  1935,  all  In  ac- 
cordance with  the  meaning  and  require- 
ments of  the  Internal  Revenue  Code,  as 
amended,  including  section  1808  if)  and 
Supplement  R  thereof. 

American  and  Kansas  request  that 
the  Commission  enter  Its  order  herein 
as  promptly  as  may  be  possible  and  that 
it  become  effective  upon  Issuance. 

It  appearing  to  the  Commission  that 
It  Is  appropriate  In  the  public  Interest 
and  In  the  interest  of  investors  and 
consumers  that  a  hearing  be  held  with 
respect  to  said  application-declaration 
and  that  said  application-declaration 
shall  not  be  granted  or  permitted  to  be- 
come effective  except  pursuant  to  further 
order  of  this  CommLssion : 

It  is  ordered.  That  a  hearing  on  said 
application-declaration  pursuant  to  the 
applicable  provisions  of  the  act  and  the 
rules  of  the  Commission  be  held  on  May 


24,  1949,  at  10:00  a.  m..  e.  d.  s.  t..  at  the 
offices  of  the  Commission,  425  Second 
Street  NW..  Washington  25,  D.  C.  On 
.such  date  the  hearing  room  clerk  In 
Room  101  wilt  advi.se  as  to  the  room  in 
which  such  hearing  will  be  held.  Any 
person  desiring  to  be  heard  or  otherv.'ire 
wishing  to  participate  In  this  proceeding 
shall  file  v.ith  the  Secretary  of  the  Com- 
mission on  or  before  May  20.  1949.  a 
request  relative  thereto  as  provided  by 
Rule  XVII  of  the  Commission's  rules  of 
practice. 

It  is  further  ordered.  That  Richard 
Townsend  or  any  other  officer  or  officers 
of  this  Commis.^icn  designated  by  it  for 
that  purpose  shall  preside  at  such  hear- 
ing. The  cfflcer  or  officers  so  designated 
to  preside  at  such  hearing  is  hereby  au- 
thorized to  exercise  all  powers  granted  to 
the  CommLssion  under  section  18  (c)  of 
the  act  and  to  a  hearing  officer  under 
the  CommLsslon's  rules  ol  practice. 

The  Division  of  Public  Utilities  having 
advised  the  CommLssion  that  it  has  made 
a  preliminary  examination  of  the  appli- 
cation-declaration, and  that  upon  the 
basis  thereof  the  following  matters  and 
questions  are  pre.«:Gnted  for  considera- 
tion, without  prejudice  to  its  .-specifying 
additional  matters  and  questions  upon 
further  examination: 

(1)  Whether  the  proposed  sale  of  the 
common  stock  of  Kansas  by  American 
meets  the  requirements  of  section  12  (d) 
of  the  act  and  the  requirements  of  any 
other  applicable  provision  of  the  act  and 
the  rules  and  regulations  thereunder. 

(2)  Whether  the  propo.sed  bank  loan 
arrangements  proposed  by  American 
meet  the  requirements  of  section  7  and 
any  other  applicable  provisions  of  the 
act  and  the  rules  and  regulations  there- 
under. 

(3>  Whether  the  proposed  sale  of  ad- 
ditional common  stock  by  Kansas  meets 
the  requirements  of  section  7  of  the  act 
and  the  requirements  of  any  other  appli- 
cable provisions  of  the  act  and  the  rules 
and  regulations  thereunder. 

(4)  Whether  adequate  basis  is  stated 
in  the  application  or  can  be  adduced  for 
exempting  the  proposed  sales  of  common 
stock  from  the  competitive  bidding  re- 
quirements of  paragraphs  <b)  and  (c)  of 
Rule  U-50. 

(5)  Whether  the  sale  by  American  of 
the  common  stock  of  Kansas,  the  appli- 
cation of  the  proceeds  therefrom,  and 
related  tran.sactions.  are  appropriate 
steps  In  compliance  with  the  require- 
ments of  section  11  and  this  Commis- 
sion's order  of  August  22.  1942.  for  the 
dissolution  of  American. 

(6)  Whether  changes  In  the  accounts 
of  Kansas  as  described  in  the  declaration 
and  the  accounting  treatment  of  the 
propased  tran.sactions  are  in  accordance 
with  .sound  accounting  principles  or  in 
any  respect  detrimental  to  the  public  In- 
terest or  the  Interest  of  Investors  or  con- 
sumers. 

(7)  Whether  the  fees  and  expea-ses  to 
be  paid  In  connection  with  the  proposed 
transactions  are  reasonable. 

(8)  Generally,  whether  the  propo.'jed 
transactions  comply  with  all  the  appli- 
cable provisions  and  requirements  of  the 
act  and  the  rules  and  regulations  pro- 
mulgated thereunder,  and  whether  It  is 
necessary  or  appiopriatc  in  the  public 
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interest  or  for  the  protection  of  investors 
or  consumers  or  to  prevent  the  circum- 
vention of  the  provisions  of  the  act  and 
rules  and  regulations  to  Impose  any 
terms  or  conditions  in  connection  with 
any  of  the  proposed  transactions. 

It  is  further  ordered.  That  at  said 
hearing  evidence  shall  be  adduced  with 
respect  to  the  foregoing  matters  and 
questions. 

It  is  further  ordered.  That  the  Secre- 
tary of  the  CommLssion  shall  serve  by 
registered  mall  a  copy  of  this  order  on 
the  applicants-declarants  herein  and  the 
State  Corporation  CommLssion  of  the 
State  of  Kansas,  and  that  notice  to  all 
other  persons  shall  be  given  by  publica- 
tion of  this  notice  and  order  in  the  Fed- 
eral Register  and  by  general  release  of 
the  Commission  distributed  to  the  press 
and  mailed  to  the  names  on  the  mailing 
ll.st  for  releases  issued  under  the  Public 
Utility  Holding  Company  Act  of  1935. 

By  the  Commission. 

(SEAL]  Nellye  a.  Thorsen, 

Assistant  Secretary. 

(F    R    Doc.   49-3806;    Filed.   May    12.    19 J9; 
8:46  a.  m.] 


(File    No.   7-10951 

Columbia   Gas  System.   Inc. 
hndincs  and  order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  10th  day  of  May  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pur- 
.suant  to  section  12  (f)  (2)  of  the  Se- 
curities Exchange  Act  of  1934  and  Rule 
X-12P-1  thereunder,  has  made  applica- 
tion for  unlisted  trading  privileges  in  the 
Common  Stock.  No  Pa  Value,  of  Colum- 
bia Gas  System.  Inc. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  in  the  absence 
of  any  request  by  any  interested  person 
for  hearing  on  this  matter,  the  Com- 
mLssion on  the  basis  of  the  facts  sub- 
mitted In  the  application  makes  the  fol- 
lowing findings: 

<1)  That  this  security  Is  registered 
and  listed  on  the  New  York  Stock  Ex- 
change and  the  Pittsburgh  Stock  Ex- 
change; that  the  geographical  area 
deemed  to  constitute  the  vicinity  of  the 
Cleveland  Stock  Exchange  is  the  State 
of  Ohio:  that  out  of  a  total  of  12,229,874 
shares  outstanding,  1.460,424  shares  are 
owned  by  8.950  shareholders  In  the  vi- 
cinity of  the  Cleveland  Stock  Exchange; 
and  that  in  the  vicinity  of  the  Cleveland 
Stock  Exchange  transactions  were  ef- 
fected in  55.595  shares  during  the  period 
from  March  1.  1948.  to  March  1.  1949; 

<2)  That  sufficient  public  distribution 
of,  and  sufiBcient  public  trading  activity 
in,  this  security  exist  In  the  vicinity  of 
the  applicant  exchange  to  render  the  ex- 
tension of  unlLsted  trading  privileges 
thereto  appropriate  in  the  public  inter- 
est and  for  the  protection  of  investors; 
and 

<3)  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  is  otherwise  ap- 
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proprlate  in  the  public  interest  and  for 
the  protection  of  Investors. 

Accordingly  it  is  ordered.  Pursuant  to 
section  12  (f)  (2)  of  the  Securities  Ex- 
change Act  of  1934.  that  the  application 
of  the  Cleveland  Stock  Exchange  for  per- 
mission to  extend  unlisted  trading  priv- 
ileges to  the  Common  Stock.  No  Par 
Value,  of  Columbia  Gas  System.  Inc.  be, 
and  the  same  is.  hereby  granted. 

By  the  CommLssion. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.    R.    Doc.    49-3854.    Filed.   May    12.    1949; 
8:57  a.  m.J 


[PUe  No.  70-2080] 

Alabama  G.\s  Corp. 

ORDER  granting  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  9th  day  of  May  A.  D.  1949. 

Alabama  Gas  Corporation  ("Ala- 
bama"), a  direct  subsidiary  of  Southern 
Natural  Gas  Company  ("Southern"),  a 
registered  holding  company,  having  filed 
with  this  Commission  an  application, 
with  jtwo  amendments  thereto,  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935,  and  certain  rules  and  regula- 
tions promulgated  thereunder,  regarding 
the  following  transactions: 

The  Issuance  and  sale  by  Alabama,  pur- 
suant to  the  competitive  bidding  require- 
ments of  Rule  U-50,  of  $6,000,000  prin- 
cipal amount.  Series  A.  __%  First  Mort- 
gage Bonds  due  1971; 

A  public  hearing  on  this  amended  ap- 
plication having  been  held,  after  appro- 
priate notice,  and  the  Commission  hav- 
ing considered  the  record  and  having 
made  and  filed  Its  findings  and  opinion 
herein.  In  which  findings  and  opinion  it 
was  concluded  that  the  applicable  statu- 
tory standards  had  been  satLsfied.  deem- 
ing It  appropriate  in  the  public  interest 
and  in  the  interest  of  Investors  and  con- 
sumers that  the  application  be  granted, 
and  further  deeming  it  appropriate  to 
grant  the  request  of  Alabama  that  the 
ten-day  period  for  the  solicitation  of  bids, 
required  by  the  terms  of  paragraph  (b) 
of  Rule  U-50.  be  shortened  to  a  period  of 
not  less  than  six  days; 

It  is  hereby  ordered.  That  the  applica- 
tion, as  amended,  be.  and  the  same 
hereby  is.  granted  subject  to  the  terms 
and  conditions  prescribed  in  Rule  U-24 
and  to  the  following  additional  terms  and 
conditions: 

( 1 )  That,  for  the  purposes  of  this  case, 
the  ten-d*y  period  for  soliciting  bids,  as 
prescribed  by  Rule  U-50.  be  shortened  to 
a  period  of  not  less  than  six  days; 

(2»  That  the  proposed  Issuance  and 
sale  of  the  $6,000,000  aggregate  principal 
amount  of  Series  A,  Fir.st  Mortgage 
Bonds  by  Alabama  shall  not  be  consum- 
mated until  the  results  of  competitive 
bidding,  held  with  respect  thereto,  have 
been  made  a  matter  of  record  in  this  pro- 
ceeding and  a  further  order  has  been 
entered  by  this  Commission  on  the  basis 
of  the  record  so  completed,  which  order 
shall  contain  such  further  terms  and 
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conditions.  If  any.  as  may  then  be  deemed 
appropriate,  jurisdiction  being  reserved 
at  this  time  to  permit  the  subsequent 
imposition  thereof;  and 

(3)  That  jurisdiction  be  reserved  with 
respect  to  the  payment  of  any  and  all 
fees  and  expenses  Incurred,  or  to  be  in- 
curred, in  connection  with  the  con.sum- 
mation  of  the  proposed  transactions. 

By  the  Commission. 


fSEALl 


Orval  L.  DuBois. 
Secretary. 


|F.    R.    Doc.    49-3853;    Filed.    May    12,    1949; 
8:57  a.  m.) 


[Pile  No.  70-2132] 
Columbia  Gas  System,  Inc. 

NOTICE  regarding  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  10th  day  of  May  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  The  Columbia 
Gas  System.  Inc.  ("Columbia"),  a  reg- 
istered holding  company.  Declarant  has 
designated  sections  6,  7,  and  12  of  the  act 
and  Rule  U-42  promulgated  thereunder 
as  applicable  to  the  proposed  trans- 
actions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  23. 
1949.  at  5:30  p.  m..  e.  d.  s.  t.,  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  Inter- 
est and  the  issues  of  fact  or  law  raised 
by  said  declaration  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  if  the  Commission  should  order 
a  hearing  thereon.  Any  such  reque.st 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commi.ssion,  425  Sec- 
ond Street  NW..  Wa.shlngton  25,  D.  C. 
At  any  time  after  May  23,  1949.  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided In  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act  or 
the  Commission  may  exempt  .such  trans- 
actions as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  v.'hich  is  on  file  In  the 
office  of  this  CommLs.sion  for  a  statement 
of  the  transactions  therein  propo.sed, 
which  are  summarized  as  follows: 

Columbia  has  presently  outstanding 
13,452,874  shares  of  common  stock  with- 
out par  value.  Columbia  propo.ses  to 
offer  to  its  common  stockholders  of  rec- 
ord, on  or  about  May  24,  1949,  1,345.300 
additional  .shares  of  common  stock. 
Primary  Subscription  Rifjhts  will  be  is- 
sued to  the  common  stockholders  on  the 
ba.sls  of  one  share  of  new  common  stock 
for  each  ten  shares  of  common  stock 
held  by  them.  The  price  at  which  such 
new  common  stock  will  be  offered  will  be 
supplied  by  amendment  to  the  present 
declaration.  The  proceeds  from  the  sale 
of  the  new  common  stock  will  be  used 
by  Columbia  to  finance  In  part  its  1949 
construction  program. 
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Common  stockholders  will  also  have 
the  privilege  of  subscribing  to  such  of 
the  new  common  stock  not  subscribed 
for  through  the  exercise  of  Primary  Sub- 
scription Rights,  subject  to  pro  fata  al- 
lotment. The  Primary  Subscription 
Rights  together  with  the  Additional 
Subscription  Privilege  will  be  evidenced 
by  transferable  warrants. 

The  declaration  states  that  no  frac- 
tional shares  of  common  stock  will  be 
Issued,  but  rights  In  excess  of  those  nec- 
essary to  subscribe  for  a  full  share  may 
be  sold  or  additional  rights  may  be  pur- 
chased to  entitle  the  holder  of  the  war- 
rant to  subscribe  to  one  or  more  full 
shares  of  common  stock. 

The  declaration  further  states  that 
while  the  offer  to  the  stockholders  will 
not  be  underwritten.  Colombia  proposes 
to  arrange  for  the  payment  of  fees  to 
members  of  the  National  Association  of 
Security  Dealers  or  qualified  foreign 
dealers  for  subscription  for  new  com- 
mon stock  solicited. 

Columbia  proposes.  If  necessary  and 
desirable,   to   stabilize   the   price   of   its 
common  stock  and  or  the  rights  to  sub- 
scribe to  the  additional  common  stock 
for  the  purpose  of  facilitating  the  dis- 
tribution and  offering  of  the  additional 
common  stock.    In  connection  therewith. 
Columbia  may,  after  the  making  of  its 
subscription  offer  and  prior  to  the  ex- 
piration thereof,  purchase  shares  of  com- 
mon stock  and  Subscription  Rights  on 
the  New  York  Stock  Exchange  and/or 
the  Pittsburgh  Stock  Exchange  through 
brokers  with  the  payment  of  the  regular 
stock  exchange  commission.    Any  rights 
which  are  purchased  by  Columbia  may 
be  retained,  or  may  be  sold  by  It  on  the 
exchanges  at  the  current  price  and  with 
payment  of  the  regular  stock  exchange 
commission,  or  may  be  sold  on  the  over- 
the-counter  markets  at  prices  not  to  ex- 
ceed the  current  price  of  rights  as  quoted 
on  the  New  York  Stock  Exchange  and 
with   payment   of   commissions   not   in 
excess  of  the  regular  New  York  Stock 
Exchange  commission  on  such  transac- 
tions. 

Columbia  .states  that  It  will  at  no  time 
acquire  a  net  long  position  of  shares  of 
common  .stock  (including  for  this  pur- 
pose the  equivalent  shares  represented 
by  rights  acquired)  in  excess  of  10%  of 
the  additional  common  stock  to  be 
offered. 

Prior  to  selling  shares  of  common  stock 
purchased  in  connection  with  the  sta- 
bilizing program,  Columbia  will  file  a 
post-effective  amendment  to  its  declara- 
tion, setting  forth  the  terms  and  condi- 
tions upon  which  It  will  sell  or  dispose 
of  such  shares. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois, 

Secretary. 

IF.    R.   Doc.    49-3855:    Filed,   May    12.    1949; 
8:57  a.  m.| 


[File  No.  812  5941 

Bankers  Securities  Corp.  and  Benjamin 
Franklin  Hotel  Co. 

MOTICE   OF    application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commi&^ion,  held  at  its 
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ofBce  in  the  city  of  Washington,  D.  C, 
on  the  10th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  Bankers 
Securities  Corporation  ("Bankers")   lo- 
cated at  No.  1315  Walnut  Street.  Phila- 
delphia 7.  Pennsylvania,  an  investment 
company  registered  under  the  Invest- 
ment Company  Act  of  194^,  and  Ben- 
jamin Franklin  Hotel  Company,  9lh  and 
Chestnut  Streets.  Philadelphia  5.  Penn- 
sylvania ("Hotel  Company"),  have  filed 
an  application  pursuant  to  section  17  (b) 
cf  the  act  for  an  order  of  the  Commis- 
sion exempting  from  the  provisions  of 
section  17  (a)  of  t?ie  act  the  proposed 
purchase  by  Hotel  Company  of  shares  of 
its  preferred  stock  from  Bankers  pur- 
suant to  the  proposed  redemption  of  all 
the  outstanding  preferred  stock  of  Hotel 
Company  upon  the  payment  cf  SlOO  per 
share  flat. 

Bankers  Is  a  closed-end,  non-diversl- 
fied,  management  Investment  company. 
Bankers  owns  821  shares  or  41%  of  the 
preferred  stock  and  10,880  shares  or 
59.2%  of  the  common  stock  or  approxi- 
mately 57.4%  of  the  voting  securities  of 
Hotel  Company.  Hotel  Company  Is. 
therefore,  an  afl&Jiated  person  of 
Bankers. 

Hotel  Company  has  an  authorized  cap- 
italization consisting  of  2.000  shares  of 
preferred  stock,  $1  par  value,  all  out- 
standing and  22,955  shares  of  common 
stock  $1  par  value  of  which  18,360  shares 
are  outstanding  and  4,595  shares  are 
held  in  its  treasury. 

The  redemption  by  Hotel  Company  of 
shares  of  its  preferred  stock  held  by 
Bankers  constitutes  a  purcha.se  by  an 
affiliated  person  (Hotel  Company)  of  a 
registered  investment  company  "Bank- 
ers) of  securities  from  such  registered 
investment  company  (Bankers)  and  Is 
prohibited  by  section  17  (a)  (2)  of  the 
act  unless  an  exemption  therefrom  is 
granted  by  the  Commission  pursuant  to 
section  17  (b)  of  the  act. 

All  interested  persons  are  referred  to 
said  application  which  is  on  file  at  the 
Washington,  D.  C,  office  of  this  Com- 
mission for  a  more  detailed  statement  of 
the  matters  of  fact  and  law  therein  as- 
serted. 

Notice  Is  further  given  that  an  order 
granting  the  application  may  be  issued 
by  the  Commis.sion  at  any  time  after 
May  23. 1949.  unless  prior  thereto  a  hear- 
ing on  the  application  Is  ordered  by  the 
Commission  as  provided  In  Rule  N-5  of 
the  rules  and  regulations  promulgated 
under  the  act.    Any  Interested  person 
may,  not  later  than  May  20.  1949.  at  5:30 
p.  m.,  eastern  daylight  saving  time.  In 
writing,  submit  to  the  Commission  his 
views   or   any   additional    fa*t   bearing 
upon  the  application  or  the  desirability 
of  a  hearing  thereon  or  request  the  Com- 
mLssion.  In  writing,  that  a  hearing  be 
held  thereon.    Any  such  communication 
or  request  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion. 425  Second  Street.  N.  W.,  Washing- 
ton 25,  D.  C.  and  should  state  briefly 
the  nature  and  Interest  of  the  person 
submitting  such  information  or  request- 
ing a  hearing,  the  reasons  for  such  re- 
quest, and  the  Issues  of  fact  or  law  raised 


by  the  application  which  he  desires  to 
controvert. 
By  the  Commission. 

[SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.   R.    Doc.    49-3856:    Piled.    May    12.    1919; 
8:57  a.  ml 


UNITED  STATES  TARIFF 
COMMISSION 

(List   No.   D4    (E)l 

United  States  Hop  Growers'  Assn. 

APPLICATION    DENir.0    AND    DISMlSSrO 

May  11.  1949. 
The  Tariff  Commi.ssion.  Commissioners 
Brossard  and  Gregg  di.ssenting,  has  dn- 
mi.ssed  the  application  of  the  Umtfd 
States  Hop  Growers'  Association  for  an 
investigation  under  the  "escape  clause" 
of  trade  agreements,  with  respect  to  hops 
valued  at  50  cents  or  more  per  pound. 
The  facts  set  forth  in  the  application,  to- 
gether with  other  available  information, 
are,  in  the  opinion  of  the  Commis-ii  n, 
insufficient  to  warrant  an  investip:ilu  :i. 
The  dismissal  of  this  application  does 
not,  of  course,  preclude  con.slderalion  by 
the  Commission  of  any  subsequent  ap- 
plication, should  changed  conditions 
warrant. 


[SEAL] 


Sidney  Morgan. 
Secretary. 


IF    R.   Doc.   49-3898;    Filed.    May    12.    1949; 
9  29  a.  m.) 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AcTHOprrr:  40  Stat.  411,  65  Stat.  839.  Pub. 
Laws  322,  671,'  79th  Oong.,  60  Stat.  50.  925:  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193, 
July  6.  1942,  3  CFR,  Cum.  Supp.,  E.  O.  t5e7, 
June  8.  1945.  3  CFR.  1945  Supp.,  E.  O  9.88. 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  13193] 

Reinhold  Bohn  et  al. 

In  re:  Rights  of  Reinhold  Bohn  pnd 
Priedrich  Bohn  et  al.  under  In.«>urance 
Contract.     File   No.    D-28-10903-H-1. 

Under  the  authority  of  the  Trfld-ng 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Reinhold  Bohn  and  Priedrich 
Bohn.  whose  last  known  address  is  Ger- 
many,  are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin.  lepatecs 
and  distributees,  names  unknown,  of 
ChrLstian  Bohn.  Sr..  decea.sed,  and  (3f 
Karollne  Bohn,  deceased,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany) ; 

3.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  l"^^'^' 
ance  evidenced  by  pohcy  No.  1723-518. 
ls.sued  by  The  Equitable  Life  Assurance 
Society  of  the  United  States.  New  YorK, 
New  York,  to  Christian  Bohn,  together 
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with  the  right  to  demand,  receive  and 
collect  said  net  proceeds,  is  property 
within  the  United  States  owned  or  con- 
trolled by,  payable  or  deliverable  to.  held 
on  behalf  of.  or  on  account  of.  or  owing 
to.  or  which  is  evidence  of  ownership  or 
control  by.  the  aforesaid  nationals  of  a 
designated  enemy  country  (Germany); 

and  it  is  hereby  determined : 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distrib- 
utees, names  unknown.,  of  Christian 
Bohn.  Sr.,  deceased,  and  of  Karoline 
Bohn,  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certiflcatlon,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 

For  the  Attorney  General. 

(sEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|P    R.    Doc     49-3830;    Filed,    May    12,    1949; 
8:52  a.  m.l 


I  Vesting  Order  13194] 
GlZELLA  KnAUL 


In  re:  Rights  of  Gizella  Knaul,  now 
Holz.  under  Insurance  Contracts.  File 
Nos  P-28-26243-H-1.  H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation.  It  Is  hereby  found: 

1.  That  Gizella  Knaul,  now  Holz,  whose 
last  known  address  is  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  desicnated  enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contracts  of  Insurance 
evidenced  by  policies  No.  33  484  428  and 
No.  34  606  980,  Issued  by  the  Metropolitan 
Life  Insurance  Company.  San  Francisco. 
California,  to  Gizella  Knaul.  now  Holz, 
together  with  the  right  to  demand,  re- 
ceive and  collect  said  net  proceeds.  Is 
property  within  the  United  States  owned 
or  controlled  by.  payable  or  deliverable 
to.  held  on  behalf  of,  or  on  account  of, 
or  owing  to,  or  which  Is  evidence  of  own- 
ership or  control  by,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
•Germany) ; 
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and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
Within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  27,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R    Doc.   49-3831;    Filed,    May    12,    1949; 
8:52  a.  m.] 


I  Vesting  Order  13196] 
MiTsuzo  Matsuo 


In  re:  Rights  of  Mitsuzo  Matsuo  under 
Insurance  Contract.  File  No.  I>-39- 
1976-H-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found : 

1.  That  Mitsuzo  Matsuo.  whose  last 
known  address  is  Japan,  Is  a  resident 
of  Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  in- 
surance evidenced  by  policy  No.  389,200, 
Issued  by  The  Manufacturers  Life  In- 
surance Company,  Toronto,  Canada,  to 
Mitsuzo  Matsuo,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds  (including  without  limitation 
the  right  to  proceed  for  collection  against 
branch  offices  and  legal  reserves  main- 
tained in  the  United  States),  Is  prop- 
erty within  the  United  States  owned  or 
controlled  by.  payable  or  deliverable  to, 
held  on  behalf  of  or  on  account  of.  or 
owing  to,  or  which  Is  evidence  of  own- 
ership or  control  by,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation   and   certification,   having 
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been  made  and  taken,  and,  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-3832;    Filed,    May    12,    1949; 
8:52  a.  m.j 


JVestlng  Order   13198] 
Kyoichi  Nakano 

In  re :  Rights  of  Kyoichi  Nakano  under 
Insurance  Contract.  Pile  No.  P-39-1332- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Kyoichi  Nakano.  whose  last 
known  address  Is  Japan.  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  Insur- 
ance evidenced  by  pKJllcy  No.  1.067,007, 
Issued  by  the  Sun  Life  Assurance  Com- 
pany of  Canada,  Montreal,  Quebec,  Can- 
ada, to  Kyoichi  Nakano.  together  with 
the  right  to  demand,  receive  and  collect 
said  net  proceeds  (including  without 
limitation  the  right  -to  proceed  for  col- 
lection against  branch  offices  and  legal 
reserves  maintained  In  the  United 
States),  Is  property  within  the  United 
States  owned  or  controlled  by,  payable 
or  deliverable  to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
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the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27,  1949. 
For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  GencrcU. 
Director,  Office  of  Alien  Property. 

[P.   R.   Doc.   49-3834:    Piled,   May    121    1»49; 
8:52  a.  m.] 


[Vesting  Order  132231 
Max  Zimmerman 

In  re:  Estate  of  Max  Zimmerman,  de- 
ceased. File  No.  D-28-7945;  E.  T.  sec. 
8803 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Otto  Zimmerman,  Karl  Zim- 
merman,   Paul    Zimmerman.    Charlotte 
Zimmerman,  Charlotte  Loebus,  Gertrude 
Loebus,  Charlotte  Blaubach,  Marie  W.  H. 
Zimmerman,    Walter    O.    Goeltzner, 
Madgalena   IMagdalenal  L.  L.  Conrad, 
Anna  M.  B.  Hill.  Li^bet  Heinze,  Freida  J. 
Leber.   Auguste   Wiegert,   Grete  Kallas, 
Lotte  Blohm,  Herta  Malchow,  Paul  Koss. 
Emma  Schroeder,  Dorothea  Schroeder, 
Marie  Schoettler,  Freida  (Frieda)  Tiews, 
Elise  Maas,  Martha  Helms  «Helm) .  Adolf 
A.  Schoettler,  Albert  Schoettler,  Emma 
Nebcke.  Rudolf  Mueller,  Willy  Bamewitz, 
Anna  Hasselfeldt.  Egon  Bamewitz,  Eva 
Bamewitz,  Martha  Schnelle,  Hulda  Heyl, 
Herman  Schoettler.  Wilhelm  Schoettler. 
Elizabeth  Kerfien,  Friedrick  Timmerman, 
Johanna   Behling,   Emma   Thess.   Karl 
Baahs.  Anni  Bruhn,  and  Gustav  Moeller, 
whose  last  known  address  Ls  Germany, 
are  residents  of  Germany  and  nationals 
of  a  designated  enemy  country   (Ger- 
many) ; 
',      2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Max  Zimmerman,  deceased,  is  property 
payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  such  property  is  in  the  process 
of  administration  by  the  Clerk  of  the 
District  Court  of  O'Brien  County.  Iowa, 
acting  under  the  judicial  supervision  of 
the  District  Court  of  O'Brien  County. 
Iowa; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 

.  nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  £ind  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,   to  be  held. 


NOTICES 

used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 
The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

.Executed   at  Washington,  D.   C.  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3835:    Filed,    May    12,    1949; 
8:52  a.  m.) 


(Vesting  Order  131971 
MOTO  MiTJFA 


In  re:  Rights  of  Moto  Miura  under  In- 
surance Contract.    Pile  No.  F-39-5173- 

H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Moto  Miura,  whose  last  known 
address  is  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  in.surance 
evidenced  by  policy  No.  WS-33299,  is- 
sued by  the  California-Western  States 
Life  Insurance  Company.  Sacramento. 
California,  to  Yoshio  Miura.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds,  is  property 
within  the  United  States  owned  or  con- 
trolled by,  payable  or  deliverable  to,  held 
on  behalf  of,  or  on  account  of,  or  owing 
to,  or  which  is  evidence  of  ownership 
or  control  by.  the  aforesaid  national  of 
a  designated  enemy  country  (Japan) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C.  on 
April  27,  1949, 

For  the  Attorney  General. 

[se.*l1  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P,    R.    Doc.   49-3833;    Filed,    May    12.    1949; 
8:52  a.  m.) 


{Vesting  Order  13224] 
Akc.  Sab.  Liepajas  Banka 

In  re:  Bank  accounts  owned  by  Akc. 
Sab.  Liepajas  Banka,  also  known  as  A  S 
Liepajas  Banka.  as  Akciju  Sabiedriba 
Liepajas  Banka  and  as  Libauer  Bank. 
F-28-25395-E-3. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1,  That  Dresdner  Bank,  the  last  known 
address  of  which  is  Berlin,  Germany,  is 
a  corporation,  partnership,  association 
or  other  business  organization,  orRan;zed 
under  the  laws  of  Germany,  and  which 
has  or,  since  the  effective  date  of  Execu- 
tive Order  8389.  as  amended,  has  had  its 
principal  place  of  business  in  Berlin,  Ger- 
many, and  is  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  Akc,  Sab.  Liepajas  Banka,  al.^o 
known  as  AS  Liepajas  Banka,  a.*;  Akciju 
Sabiedriba  Liepajas  Banka  and  as  Li- 
bauer Bank,  the  last  known  address  of 
which  is  Riga,  Latvia,  is  a  corporation, 
partnership,  association  or  other  busi- 
ness organization,  organized  under  tlie 
laws  of  Latvia,  whose  principal  place  of 
business  Is  located  in  Riga,  Latvia,  and  is 
or,  since  the  effective  date  of  Executive 
Order  8389,  as  amended,  has  been  con- 
trolled by  the  aforesaid  Dresdner  Bank, 
and  Is  a  national  of  a  designated  enemy 
country  (Germany) ; 

3.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  Akc.  Sab.  Liepajas  Banka. 
also  known  as  AS  Liepajas  Banka.  as 
Akciju  Sabiedriba  Liepajas  Banka  and  as 
Libauer  Bank,  by  Bank  of  the  Manhattan 
Company,  40  Wall  Street.  New  York.  New 
York,  ari.'^ing  out  of  a  checking  account, 
entitled  Akc.  Sab.  "Liepajas  Banka". 
maintained  at  the  aforesaid  Bank,  and 
any  and  all  rights  to  demand,  enforce 
and  collect  the  same,  and 

b.  That  certain  debt  or  other  oblipa- 
tlon  owing  to  Akc.  Sab.  Liepajas  B.inka. 
also  known  as  AS  Liepajas  Banka,  as 
Akciju  Sabiedriba  Liepajas  Banka  and  as 
Libauer  Bank,  by  Bank  of  the  Manhattan 
Company.  40  Wall  Street,  New  York,  New 
York,  arising  out  of  an  outstanding  draft 
account,  entitled  Akc.  Sab.  "Liepajas 
Banka",  maintained  at  the  aforesaid 
Bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by  Akc,  Sab. 
Liepajas  Banka,  also  known  as  A  S 
Liepajas  Banka.  as  Akciju  Sabiedriba 
Liepajas  Banka  and  as  Libauer  Bank  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  It  is  hereby  determined: 

4.  That  Akc.  Sab.  Liepajas  Banka.  also 
known  as  A  S  Liepajas  Banka,  as  Akciju 
Sabiedriba  Liepajas  Banka  and  as 
Libauer  Bank,  is  controlled  by  or  acting 
for  or  on  behalf  of  a  designated  enemy 
country  (Germany)  or  persons  witbin 
such  country  and  is  a  national  of  a  des- 
ignated enemy  country  (Germany  ;  ana 
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5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
ai  e  not  within  a  designated  enemy  coun- 
try, the  national  interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated  en- 
emy country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wi.-^e  dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States, 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F    R.   Doc.    49-3836:    Filed,    May    12,    1949; 
8:52  a.  m.] 


(Vesting  Order  13225] 
F.  MosER  Bachman 


In  re:  Bank  account  owned  by  F. 
Moser  Bachman.  also  known  as  F.  Bach- 
man-Moser.      F-39-226-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  F.  Moser  Bachman,  also  known 
P.  Bach  man -Moser.  whose  last  known  ad- 
dress is  Osaka,  Japan  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  F.  Moser  Bachman,  also 
known  as  F.  Bachman-Moser,  by  Wells 
Parco  Bank  &  Union  Trust  Co.,  4  Mont- 
gomery Street,  San  Francisco  20,  Cali- 
fornia, arising  out  of  a  Savings  Account, 
account  number  16605.  entitled  Mrs.  F, 
Momt  Bachman,  maintained  at  the 
aforesaid  bank,  and  an>  and  all  rights 
to  demand,  enforce  and  collect  the  same, 

ts  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan ) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
Within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try 'Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
<»n>ultation   and   certification,   having 
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been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanlngfs  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[sealI  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P,    R.    Doc.    49-3837;    Filed,    May    12,    1949; 
8:53  a.  m.] 


[VestUig  Order   132311 
Anna  Lumpp 

In  re:  Bank  accounts  owned  by  Anna 
Lumpp  also  known  as  Anna  Lumpp  Hos- 
sle,  as  Anna  Hossh  Lumpp,  as  Anna  H. 
Lumpp,  as  Anna  Hossle-Lumpp,  as  Anna 
Lump,  and  as  Anna  Hossle.     F-63-6992. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Anna  Lumpp  also  known  as 
Anna  Lumpp  Hossle,  as  Anna  Hossh 
Lumpp,  as  Anna  H.  Lumpp,  as  Anna  Hos- 
sle-Lumpp, as  Anna  Lump,  and  as  Anna 
Hossle,  whose  last  known  address  Is 
Sachlngen/Baden,  Altenhelm  Scheffel- 
strasse  12.  Germany,  is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: 

a.  That  certain  debt  or  other  obliga- 
tion of  Union  Bank  and  Trust  Company 
of  Los  Angeles,  Elgflth  and  Hill  Streets, 
Los  Angeles  55,  California,  arising  out  of 
a  savings  account,  account  number  63159, 
entitled  Anna  Lumpp,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
and 

b.  That  certain  debt  or  other  obliga- 
tion of  The  Bank  of  Sierra  Madre,  Sierra 
Madre,  California,  arising  out  of  a  sav- 
ings account,  account  number  7676,  en- 
titled Katharine  Rleber.  Trustee  for 
Anna  Lumpp,  maintained  at  the  afore- 
said bank,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  Anna  Lumpp 
also  known  as  Anna  Lumpp  Hossle.  as 
Anna  Hossh  Lumpp,  as  Anna  H.  Lumpp, 
as  Anna  Ho.ssle-Lumpp,  as  Anna  Lump, 
and  as  Anna  Hossle,  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany) . 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
u.sed,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.  C,  on 
*May  3.  1949, 

For  the  Attorney  General. 

[seal!  David  L.  Bazeloi', 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3838;    Piled.    May    12,    1949; 
8:53  a.  m.] 


[Vesting  Order   13232] 
Mitsui  Bussan  Kaisha,  Ltd. 

In  re:  Debt  owing  to  Mitsui  Bussan 
Kaisha,  Ltd.,  also  known  as  Mitsui  &  Co. 
Ltd.     F-39-498-C-10. 

Under  the  authority  ol  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Mitsui  Bussan  Kaisha,  Ltd., 
also  known  as  Mitsui  &  Co,  Ltd.,  the 
last  known  address  of  which  is  Japan, 
is  a  corporation  organized  under  the 
laws  of  Japan,  and  which  has  or,  since 
the  effective  date  of  Executive  Order 
8389,  as  amended,  has  had  Its  principal 
place  of  business  in  Japan  and  is  a  na- 
tional of  a  designated  enemy  country 
(Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  the  National  City  Bank  of  New 
York,  55  Wall  Street,  New  York,  New 
York,  representing  funds  held  in  a  clean 
credit  deposit  account,  account  entitled 
"Mitsui  &  Co.  Ltd.",  maintained  with 
the  aforesaid  bank,  said  funds  arising 
out  of  the  proceeds  from  the  collection 
of  certain  drafts,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  afore- 
said debt  or  other  obligation,  and  any 
and  all  accruals  thereto. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by  Mitsui 
Bussan  Kaisha,  Ltd.,  also  known  as 
Mitsui  &  Co.  Ltd..  the  aforesaid  na- 
tional of  a  designated  enemy  country 
(Japan) ;  , 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
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national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

I  SEAL  I  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.   R.   Doc.   4»-3839;    Filed,   May    12,    1949; 
8:53  a.  m.) 


NOTICES 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazeloh, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-3840;    Filed.    May    12.    1949; 
8:53  a.  m.] 


the  meanings  prescribed  In  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  3.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.nzelow, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

IP     R.    Doc.   4fr-3841;    PUed.    May    12,    1949; 
8:53  a.  m.) 


[Vesting  Order   13233] 

George  Mueller 


In  re.  Bank  account  owned  by  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  George 
Mueller   deceased.    F-28-2653-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin,  legatees  and  dis- 
tributees of  George  Mueller,  deceased, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  (Ger- 
many) ;  ^  J       ,  , 

2.  That  the  property  described  as  fol- 
lows- That  certain  debt  or  other  obliga- 
tion of  the  Hoboken  Bank  For  Savings. 
101  Washington  Street.  Hoboken.  New 
Jersey  arising  out  of  a  Savings  Account, 
account  number  203791.  entitled  George 
Mueller,  maintained  at  the  aforesaid 
bank,  and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
hverable  to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by  the 
personal  representatives,  heirs,  next  of 
kin,  legatees  and  distributees  of  George 
Mueller,  deceased,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many ) ; 
and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  personal 
representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  George 
Mueller,  decc  ased,  are  not  within  a  desig- 
nated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  person.*;  be  treated  as  nationals  of 
a  designated  enemy  country  (Germany). 


[Vesting  Order  13235] 
A.  N.  Petersen 


(Vesting  Order  13234] 

Saktjja  Nakagawa 

In  re:  Bank  account  owned  by  Sakuja 
Nakagawa.    F-39-2995-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Sakuja  Nakagawa.  whase  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Sakuja  Nakagawa  by  the 
United  States  National  Bank.  San  Diego 
12.  California,  arising  out  of  a  Savings 
Account,  account  number  6696.  entitled 
Sakuja  Nakagawa.  maintained  at  the 
aforesaid  bank  and  any  and  all  rights  to 
demand,  enforce  anc^,  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  j)erson  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

JiW  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  Inter- 
est 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
lor  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


In  re:  Bank  account  owned  by  A.  N. 
Petersen.    F-19-390-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  A.  N.  Petersen,  whose  la.«st 
known  address  is  30  Akashi  Machi.  Kobe. 
Japan,  Is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan) : 

2.  That  the  property  described  as  fol- 
lows: Tliat  certain  debt  or  other  oblica- 
tlon  owing  to  A.  N.  Petersen,  by  the  Na- 
tional City  Bank  of  New  York.  55  Wall 
Street,  New  York,  New  York,  arising  out 
of  a  savings  accoimt.  account  number 
A  98563.  entitled  A.  N.  Petersen,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 

Is  property  within  the  United  Slates 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of.  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) : 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  b*>ing 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  Interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed   at  Washington.  D.   C.  on 
May  3.  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Ai'sistant  Attorney  General. 
Director.  Office  of  Alien  Proptrt'j. 

IF.    R.    Doc.    49  354:?:    Filed.    May    12.    H»49; 
8:53  a.  m] 


Friday,  May  13, 1949 

(Vesting  Order  13237] 
John  Stoll 

In  re:  Bank  accounts  owned  by  John 
Stoll  also  known  as  Johann  Stoll  and  as 
Hans  Stoll.    I>-28-8957-A-l.  E-1/2,  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  John  Stoll  also  known  as 
Joliann  Stoll  and  as  Hans  Stoll.  whose 
last  known  address  Is  Germany.  Is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obliga- 
tion owing  to  John  Stoll  also  known  as 
Johann  Stoll  and  as  Hans  Stoll,  by 
Waterbury  Savings  Bank,  60  North  Main 
Street.  Waterbury.  Connecticut,  arising 
out  of  a  savings  account,  account  num- 
ber 158842.  entitled  John  Stoll.  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion owing  to  John  Stoll  also  known  as 
Johann  Stoll  and  as  Hans  Stoll.  by  The 
Colonial  Trust  Company,  81  West  Main 
Street.  Waterbury,  Connecticut,  arising 
out  of  a  savings  account,  account  num- 
bei  7862,  entitled  John  Stoll,  maintained 
at  the  aforementioned  trust  company, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  John 
Stnll  aLso  known  as  Johann  Stoll  and  as 
Hans  Stoll,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 


FEDERAL  REGISTER 

national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.    Doc.    49-3843:    Filed,    May    12,    1949: 
8:53  a.  m.) 


(Vesting  Order  13239] 
Paul  Wodnik 


In  re:  Bank  account  owned  by  Paul 
Wodnik,  also  known  as  Paul  Wodnick, 
Paul  Wodnek  and  as  Karl  Wodnic. 
P-28-17740-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  It  Is  hereby  found: 

1.  That  Paul  Wodnik,  also  known  as 
Paul  Wodnick,  Paul  Wodnek  and  as  Karl 
Wodnic,  on  or  since  the  effective  date  of 
Executive  Order  8389,  as  amended,  and 
on  or  since  December  11,  1941,  has  been 
a  resident  of  Germany  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 


< 
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2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Paul  Wodnik,  also  known 
as  Paul  Wodnick.  Paul  Wodnek  and  as 
Karl  Wodnic,  by  The  National  City  Bank 
of  New  York,  55  Wall  Street.  New  York, 
New  York,  arising  out  of  a  Checking  Ac- 
count, entitled  Paul  Wodnik,  maintained 
at  the  aforesaid  bank,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparr  raph  1  hereof  is  not 
within  a  designat  1  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.   49-3844:    Filed.    May    12,    1949; 
8:53  a.  m.j. 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER  10056 

Creating  an  Emergency  Board  to  Inves- 
tigate A  Dispute  Between  the  Union 
Railroad  Company  (Pittsburgh)  and 
Certain  of  Its  Employees 

WHEREAS  a  dispute  exists  between 
the  Union  Railroad  Company  (Pitts- 
burgh), a  carrier,  and  certain  of  its  em- 
ployees represented  by  the  Brotherhood 
ci  Railroad  Trainmen,  a  labor  organiza- 
tion: and 

WHEREAS  this  dispute  has  not  here- 
tofore been  adjusted  under  the  provi- 
sions of  the  Railway  Labor  ^ct,  as 
amended;  and 

WHEREAS  this  dispute,  in  the  judg- 
ment of  the  National  Mediation  Board, 
threatens  substantially  to  interrupt  in- 
t»rstate  commerce  within  the  State  of 
Ptnnsylvania  to  a  degree  such  as  to  de- 
prive that  portion  of  the  country  of 
es,>-ontial  transportation  service: 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  in  me  by  section  10  of 
the  Railway  Labor  Act,  as  amended  (45 
U  S.  C.  160),  I  hereby  create  a  board  of 
three  members,  to  be  appointed  by  me, 
to  Investigate  the  said  dispute.  No 
number  of  the  said  board  shall  be  pe- 
cuniarily or  otherwise  interested  In  any 
orpanization  of  railway  employees  or  any 
carrier. 

The  board  shall  report  its  findings  to 
tli»  President  with  respect  to  the  said 
dispute  within  thirty  days  from  the  date 
of  this  order. 

As  provided  by  section  10  of  the  Rail- 
way Labor  Act,  as  amended,  from  this 
date  and  for  thirty  days  after  the  board 
ha.s  made  its  report  to  the  President,  no 
change,  except  by  agreement,  shall  be 
made  by  the  Union  Railroad  Company 
'Puusbmgh)  or  its  employees  in  the  con- 
ditions out  of  which  the  said  dispute 
arose. 

Harry  S.  Truman 
The  White  House. 

Mayn.lMB. 

IF    R.   Doc.   4fr-3926;    Filed,   May    13,    1949; 
10:05  a.m.] 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Lemon  Reg.  319) 

Part  953 — Lemons  Grown  in  California 
AND  Arizona 

limitation  of  shipments 

§  953.426  Lemon  Regulation  319 — (a) 
Findings.  (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53.  as  amended  (7  CFR.  Cum.  Supp., 
953.1  et  seq^  13  P.  R.  766 »,  regulating 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  information  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  Information,  it  is  hereby  found 
that  the  limitation  of  the  quantity  of 
such  lemons  which  may  be  handled,  as 
hereinafter  provided,  will  tend  to  eflfec- 
tuate  the  declared  policy  of  the  act. 

<2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rulemaking  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  is  insufficient, 
and  a  reasonable  time  is  permitted,  imder 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b»  Order.  'D  The  quantity  of  lem- 
ons grown  In  the  State  of  California  or 
In  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginning  at 
12:01  a.  m.,  P.  s.  t..  May  15,  1949,  and 

(Continued  on  next  page) 
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1949  Edition 

CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
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cation of  Federal  administrative 
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o«  tko  piices  indkatod  abovo. 


ending  at  12:01  a.  m..  P.  s.  t..  May  22. 
1949.  is  hereby  fixed  as  follows: 
(it   District  1:   575  carloads; 
(lit   District  2:  Unlimited  movement. 
(2»   The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  Is  attached  to  Lemon  Regu- 
lation 318  (14  F.  R.  2373)   and  made  a 
part  hereof  by  this  reference. 

(3)  As  used  in  this  section,  "handled, 
"handler."  "carloads."  "prorate  base." 
"District  1."  and  "Ehstrict  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order  (48  Stat.  31. 
as  amended:  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  12th 
day  of  May  1949. 

I  SEAL  I  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

IP.    R     Doc.    49-3922;    Filed.    May    13.    1949; 

10:09  a.  m  1 


TITLE  14— CIVIL  AVIATION 
Chapter  I — Civil  Aeronautics  Board 

Sub<hapt«r  B — Economic  Rogulationi 
(Regs..   Serial   No.   ER-1441 

Part  228 — Prei:  and  Reduced  R.^Tl: 
Transportation 

ACCESS  TO   AIRCRAFT   FOR   SAFETY    PURPOSES 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.  C. 
on  the  9th  day  of  May  1949. 


Section  228.3  of  the  Economic  Regu- 
lations has  been  amended  to  authorize 
recognition  by  air  carriers  of  certificates 
of  identity  signed  by  any  of  the  re- 
gional administrators  of  the  Civil  Aeru- 
nautics  Administration  in  connection 
with  requests  for  free  carriage  pursuant 

to  §  228.3. 

The  amendment  Is  identical  to  the 
amendment  proposed  in  Draft  Release 
No.  37  dated  February  15.  1949  (13  P.  R. 

3179 >. 

Interested  persons  have  been  afTord.-d 
an  opportunity  to  participate  in  the 
making  of  this  amendment  and  due  con- 
sideration  has  been  given  to  all  relevant 
matter  submitted. 

In  consideration  of  the  foregoing,  the 
Board  hereby  amends  §  228  3  (b)  of  the 
Economic  Regulations  (14  CFR  §228  3> 
as  follows,  effective  June  15.  1949: 

By  amending  paragraph  (b)  to  read 
as  follows: 

(b»  Requests   for  access   to  aircraft. 
Such  carriage  without  charge  shall  be 
granted    (D  on  presentation  to  the  ap- 
propriate agents  of  the  air  earner  of  a 
certificate  identifying   the  person  pre- 
senting it  as  being  entitled  to  such  car- 
riage signed   by  the  Secretary  of  the 
Civil  Aeronautics  Board,  or  by  the  As- 
sistant Administrator  for  Aviation  Safety 
of  the  Office  of  the  Administrator  of 
Civil  Aeronautics,  or  by  any  of  the  re- 
gional administrators  of  the  Civil  Aero- 
nautics Administration,  and  signed  by 
the  person  presenting  It:  and  (2 >  on  de- 
livery to  the  appropriate  agents  of  the 
air  carrier,  in  duplicate,  of  a  "Request  for 
Access  to  Aircraft"  on  a  form  supplied 
by  the  Board  or  by  the  Administrator 
stating  that  the  signer  thereof  desires 
access  to  a  certain  aircraft  of  the  air  car- 
rier from  a  named  point  of  departure 
on   a   designated  date   and   hour   to  a 
named  destination   for  the   purpose  of 
performing    his    official    duties    during 
flight  of  such  aircraft.    The  air  earner 
shall  retain  one  copy  of  each  such  re- 
quest.    On  or  before  the   10th  day  of 
each  month,  each  air  carrier  shall  for- 
ward one  copy  of  all  such  requests  re- 
ceived by  It  during  the  second  preceding 
calendar  month  to  the  Secretary  of  the 
Civil  Aeronautics  Board.  Washington  25, 
D.  C. 

(Sees    205    (a).   601-610;    52   Stat.   984, 
1007-1012;  49  U.  S.  C.  425  (a>.  551-560) 

By  the  Civil  Aeronautics  Board. 

[sEALl  M.  C.  Mulligan, 

Secretary. 

IP.   R.    Doc.   49-3883;    Filed.    May    13.    1949: 
8:49  a.  m.] 


CONTENTS — Continued 

Rural     Electrification     Admlnis-     P»«* 

tration 
Notices: 

Allocation  of  funds  for  loans-—     25  J» 

Loan  announcements  (24  docu- 
ments)   2578-2580 

Treasury  Department 
Notices : 

Redemption  2%  Treasury  bonds 

of  1949-51 2578 


PROPOSED  RULE  MAKING 


CIVIL  AERONAUTICS  BOARD 

[  14CPR,  Parts  97,  301  1 
RuLBS  or  Praotic*  IK  Air  SArrrr 

mtOOKCDINSS 
NOnCK    or   PtOPOSED    RULE    MAKING 

Notice  is  hereby  given  that  the  Civil 
Aeronautics  Board  proposes  to  revise  the 


f^les  of  practice  In  air  safety  proceed- 
ings currently  set  forth  in  Part  97  of  the 
Civil  Air  Regulations  and  to  designate 
the  revLsed  rules,  as  hereinafter  set  forth, 
as  Part  301  of  the  procedural  regulations. 
Interested  persons  may  participate  m 
the  making  of  the  proposed  rules  by  sub- 
mitting such  written  data,  views,  or 
argumenU  as  may   be  desired.    Com- 


Saturday,  May  14, 1949 

munjcations  should  be  submitted  to  the 
Civil  Aeronautics  Board,  attention  Bu- 
reau of  Law.  Washington  25.  D.  C.  All 
communications  received  by  June  15, 
1949.  will  be  considered  by  the  Board 
before  taking  further  action  on  the  pro- 
posed rule. 

The  revised  rules  are  proposed  under 
the  authority  of  sections  205  (a)  and 
1001  of  the  Civil  Aeronautics  Act  of  1938. 
as  amended. 

(Sees.  205  (a),  1001.  525  Stat.  984.  1017; 
49  U.  S.  C.  425  (a).  641) 

By  the  Civil  Aeronautics  Board. 

I  SEAL  I  M.  C.  Mulligan. 

Secretary. 

Part  301 — Rules  of  Practice  in  Air 
Safety  Proceedings 

5  301.0  Applicability  of  part.  The 
provisions  of  this  part  shall  govern  all 
proceedings  initiated  by  or  before  the 
Civil  Aeronautics  Board  for  the  suspen- 
sion or  revocation  of  certificates  issued 
under  authority  of  Title  VI  of  the  Civil 
Aeronautics  Act  of  1938.  as  amended,  and 
for  the  review  of  a  refusal  by  the  Admin- 
istrator of  Civil  Aeronautics  to  issue  an 
airman  certificate  to  an  applicant  there- 
for. This  part  shall  also  be  applicable 
to  petitions  for  waiver,  resci.ssion. 
amendment  or  reconsideration  of  any 
rule,  regulation  or  standard  issued  under 
authority  of  Title  VI  or  Title  VII  of  the 
act. 

pre-hearing  procedures 

S  301  1  Wfio  may  initiate  proceedings. 
A  proceeding  may  be  Initiated  by  the  Ad- 
ministrator of  Civil  Aeronautics  as  Com- 
plainant by  filing  a  complaint  with  the 
Board.  In  any  case  where  the  circum- 
Mances,  in  the  opinion  of  the  Board,  re- 
tiuire  action  and  no  complaint  has  been 
filed  by  the  Administrator,  the  Board 
may  institute  proceedings  by  an  order  to 
show  cause.  Where  the  Administrator 
has  denied  an  application  for  the  issu- 
ance of  an  airman's  certificate,  the  ap- 
plicant may  initiate  a  proceeding  by 
filing  a  petition  for  review  of  such  denial. 

§  301.2  Time  limitation  on  instituting 
proceedings.  The  examiner  shall,  unless 
pood  cause  is  shown  for  the  delay,  dis- 
miss any  allegations  in  a  complaint  or 
sliow  cause  oider  requesting  suspension 
of  an  airman  certificate  on  the  basis  of 
alleged  violations  of  Title  VI  or  other 
misconduct  occurring  more  than  six 
months  prior  to  the  date  of  filing  there- 
of, and  dismiss  any  petition  for  review 
cf  the  Administrator's  refusal  to  issue  an 
airman  certificate  filed  more  than  six 
months  after  such  refusal. 

§  301.3  Allegation  of  complaint,  peti- 
tion or  order  to  show  cause.  The  com- 
plaint, petition  or  order  to  show  cause 
shall  contain  a  short,  plain  statement  of 
the  grounds  upon  which  the  Board's  legal 
authority  and  Jurisdiction  rest;  a  plain 
statement  of  the  facts  on  which  the  com- 
plainant, petitioner  or  the  Board's  case 
rests;  and  a  statement  of  the  action  re- 
quested, or  which  the  Board  proposes  to 
take. 

S  301.4  Filing  of  complaint,  petition 
or  order  to  show  cause.  An  original  and 
9  copies  of  the  complaint  or  order  to 
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show  cause,  either  In  printed  or  type- 
written form,  shall  be  filed  with  the 
Docket  Section  of  the  Board.  A  petition 
may  be  filed  by  mailing  to  the  Docket 
Section  a  signed  letter  stating  briefly  the 
facts  upon  which  the  petition  rests. 

§  301.5  Evidence  of  previous  viola- 
tions. Where  a  Respondent  has  had  a 
certificate  suspended  or  revoked,  or  has 
had  a  civil  penalty  assessed  against  him 
for  a  violation  of  Titles  VI  or  VII  of  the 
act  or  has  been  subjected  to  any  discipli- 
nary action  for  violation  of  air  safety 
standards,  the  Administrator  shall  serve 
notice  on  the  Respondent  prior  to  hear- 
ing or  to  submLssion  of  evidence  where 
hearing  has  been  waived  that  he  intends 
to  call  such  matters  to  the  attention  of 
the  examiner,  if  the  examiner  deter- 
mines that  Respondent  has  committed 
any  of  the  oflense.':  alleged  in  the  com- 
plaint or  order  to  siiow  cause.  The  Re- 
spondent may  file  with  the  Administrator 
such  reply  as  he  deems  advi.sable. 

§  301.6  Service  of  complaint  or  order 
to  show  cau!se.  When  a  complaint  or 
order  to  show  cause  is  filed,  the  Safety 
Enforcement  Proceedings  Division  of  the 
Board  shall  either  make  personal  service 
upon  or  dispatch  by  registered  mail  a 
copy  thereof  to  the  Respondent,  together 
with  a  copy  of  these  rules  of  practice  and 
a  statement  concerning  hearing  as  pro- 
vided in  5  301.11.  The  complaint  or 
order  to  show  cause  will  be  deemed 
served  upon  the  Respondent  on  the  date 
specified  on  the  postal  receipt;  if  the 
postal  receipt  is  returned  unsigned,  the 
complaint  or  order  to  show  cause  shall 
be  deemed  to  have  been  served  on  the 
date  mailed  to  the  la.st  known  addre.'^s  of 
the  Respondent.  All  other  notices, 
orders,  and  decisions  shall  be  similarly 
served  en  the  parties. 

5  301.7  Answer.  After  service  upon 
him  of  the  complaint  or  order  to  show 
cause  the  Respondent  shall  have  ten 
days  within  which  to  answer  in  writing 
the  allegations  set  forth  therein.  An 
original  and  two  copies  of  such  answer 
shall  be  filed  with  the  Dockets  Section. 
An  answer  when  received  shall  be 
deemed  filed  as  of  the  date  of  mailing 
to  the  Civil  Aeronautic;  Board  properly 
addres.sed  in  accordance  with  written  in- 
structions received  upon  service  of  the 
complaint,  with  postage  prepaid.  Fail- 
ure to  answer  any  of  the  allegations 
within  the  prescribed  ten-day  period 
shall  be  deemed  an  admis.sion  of  the 
allegations  not  answered.  Upon  good 
cau.se  shown,  the  examiner  to  whom  the 
case  is  assigned  or  the  Safety  Enforce- 
ment Proceedings  Division  may  grant 
additional  time  within  which  to  answer. 

S  301.8  Motion  for  more  definite  state- 
ment. Respondent  may  file  with  his  an- 
swer a  motion  that  the  allegations  In 
the  petition  or  order  to  show  cause  be 
made  more  definite  and  certain.  Such 
motion  shall  point  out  the  defects  com- 
plained of  and  the  details  desired.  If 
the  motion  Is  granted  and  the  order  of 
the  examiner  is  not  complied  with  within 
15  days  after  notice  Is  given,  the  ex- 
aminer shall  strike  the  allegation  or  al- 
legations In  any  complaint  or  petition 
to  which  the  motion  was  directed. 
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5  301.9  Amendment  of  pleadinas.  At 
any  time  more  than  15  days  prior  to  the 
time  of  hearing,  a  party  to  a  proceeding 
may  amend  his  pleadings,  as  a  matter 
of  course,  by  serving  a  copy  of  such 
amended  pleadings  on  th«  adverse  party 
and  by  filing  with  the  Board  three  copies 
thereof.  After  that  time,  or  in  the  event 
a  hearing  has  been  waived,  amendment 
shall  be  allowed  at  the  discretion  cf  the 
examiner  assigned  to  the  ca»;e.  Where 
amendment  has  been  granted,  the  ex- 
aminer shall  allow  the  party  aflfected 
thereby  a  reasonable  opportunity  for 
reply,  and  to  request  a  hearing  thereon 
if  hearing  had  previously  been  waived. 

§  301.10  Withdrawal  of  pleading.  A 
complaint,  petition  or  other  pleading  in 
a  case  may  be  withdrawn,  as  a  matter 
of  course,  at  any  time  prior  to  hearing, 
or  where  hearing  has  been  waived,  prior 
to  submittal  of  evidence.  Thereafter, 
a  pleading  may  be  withdrawn  only  upon 
approval  of  the  examiner  or  the  Board. 

§  301.11  Request  for,  cr  waiver  of 
hearing.  An  appropriate  form  indicat- 
ing a  request  for.  or  a  waiver  of,  a  hear- 
ing shall  be  mailed  to  Respondent  with  a 
copy  of  the  petition  or  order  to  show 
cause.  Respondent  shall  have  until  the 
time  for  filing  of  his  answer  to  request 
a  hearing.  Failure  to  make  such  request 
within  the  prescribed  time  shall  be 
deemed  a  waiver  of  Respondent's  right 
to  a  hearing. 

S  301.12  Appearances.  Any  parly  to 
a  proceeding  may  appear  and  be  heard  In 
person  or  by  an  authorized  representa- 
tive. No  register  of  peisons  who  may 
practice  before  the  Board  is  maintained 
and  no  application  for  admission  to  prac- 
tice Is  required.  Any  person  practicing 
or  desiring  to  practice  before  the  Board 
may.  upon  hearing  and  good  cause 
shown,  be  suspended  or  prohibited  from 
so  practicing. 

Note:  Section  287.3  of  the  Economic  Regu- 
lations Representation  of  priiate  parties  by 
persons  formerly  associated  with  the  Board. 
Is  applicable  to  safety  as  well  as  economic 
proceedings. 

§  301.13  Notice  of  hearing.  When  a 
hearing  has  been  requested  the  examiner 
to  whom  the  case  is  assigned  or  the 
Safety  Enforcement  Proceedings  Division 
shall  give  the  Respondent  adequate 
notice  of  the  date  and  place  where  such 
hearing  will  be  held  and  the  nature  of 
such  hearing.  In  fixing  the  times  and 
places  for  hearing,  due  regard  shall  be 
had  for  the  convenience  and  necessity  of 
the  parties  and  their  representatives. 

!  301.14  Subpoenas.  Subpoenas  re- 
quiring the  attendance  of  witnesses,  or 
the  production  of  documentary  or  tangi- 
ble evidence  at  a  hearing  shall  be  Lssued 
to  any  party  to  a  proceeding  upon  proper 
application  to  the  examiner  to  whom  the 
case  is  assigned.  An  application  for  a 
subpoena  for  the  production  of  documen- 
tary or  tangible  evidence  must  describe  in 
detail  the  articles  and  documents  de- 
sired. 

§  301.15  Depositions.  After  answer  is 
filed  by  Respondent,  testimony  of  any 
person  within  the  United  States  may  be 
taken  by  deposition  at  the  instance  of  a 
party  to  the  proceeding.    Such  deposi- 
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tions  shall  be  taken  before  any  person 
having  power  to  administer  oaths  who  is 
designated  by  the  examiner  to  whom  the 
case  is  assigned  or  by  the  Safety  Enforce- 
ment Proceedings  Division.  The  deposi- 
tion shall  be  ^aken  in  accordance  with 
the  provisions  of  section  1004  of  the  Civil 
Aeronautics  Act  of  1938. 

§  301.16     Intervention.     Any     person 
having  substantial  interest  In  the  subject 
matter  of  any  proceeding  may  petition 
for  leave  to  Intervene  In  such  proceeding 
and  may  become  a  party  thereto  if  the 
examiner  finds  that  such  person  will,  or 
may  be.  bound  by  the  order  to  be  entered 
in  the  proceeding,  or  that  such  person 
has  a  property  or  financial  Interest  which 
may  not  be  adequately  represented  by 
exl.sting  parties:  Provided,  That  such  In- 
tervention would  not  unduly  broaden  the 
l.ssues  or  delay  the  proceedings.    No  peti- 
tion for  leave  to  intervene  will  be  enter- 
tained If  filed  less  than  10  days  prior  to 
hearing  unless  the  petitioner  shal  clearly 
show  good  cause  for  his  failure  to  file 
such  petition  within  the  time  so  limited. 

5  301.17  Submission  without  hearing 
or  appearance.  If  a  hearing  has  been 
waived  by  the  Defendant  the  record  shall 
consist  of  the  pleadings  and  such  signed 
statements,  reports,  documents  and  ex- 
hibits as  may  be  submitted  by  the  parties. 
On  the  basis  of  such  record  the  examiner 
'shall  Issue  his  initial  decision  in  writing 
and  serve  It.  The  service  of  the  decision 
and  all  proceedings  thereafter  shall  be  In 
accordance  with  rules  relating  to  written 
Initial  decisions  as  set  forth  In  §301.26. 

HEARINGS 

5  301.20  Assignment  of  examiner.  The 
hearing  shall  be  held  before  an  examiner 
a.ssi?ned  by  the  Safety  Enforcement  Pro- 
ceedings Division. 

§  301.21    Disqualification  of  examiner. 
An  examiner  shall  withdraw  from  the 
case  if  at  any  time  he  deems  himself 
disqualified.     If.  prior  to  the  rendering 
of  an  Initial  decision  in  the  case  there  is 
filed,  in  good  faith,  an  affidavit  of  per- 
sonal bias  or  dl.squaliflcation  of  examiner 
with  substantiating  facts  and  the  exam- 
iner   doe.s    not    withdraw    hlm.self,    the 
Board  shall  determine  the  matter  as  a 
part  of  the  record  If  an  appeal  Is  filed 
from    the    examiner's    Initial    decision. 
The  Board  shall  not  otherwise  consider 
any   claim   of   bias   or   disqualification. 
The  Board,  if  it  so  desires,  may  order  a 
hearing  on  a  charge  of  bias  or  disqualifi- 
cation. 


$  301  22  Powers  of  hearing  examiners. 
A  hearing  examiner  shall  have  the  fol- 
lowing powers: 

(a)  To  give  notice  concerning,  and 
hold  hearings: 

(b>  To  administer  oaths  and  affirma- 
tions; 

(c)  To  examine  witnesses; 

(d)  To  take  or  cause  depositions  to  be 
taken  whenever  the  ends  of  Justice  would 
be  served  thereby; 

(e>  To  rule  upon  offers  of  proof  and 
receive  competent  evidence: 

<f)  To    regulate    the    course   of    the 

hearing; 

(g)  To  hold  conferences,  before  or 
during  the    ^arlng.  for  the  settlement  or 
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simplification  of  Issues,  by  consent  of  the 

parties;  ,      ,  ^ 

(h)  To  dispose  of  procedural  requests 
or  similar  matters; 

(i)  Within  his  discretion,  or  upon  the 
direction  of  the  Board,  to  certify  any 
question  to  the  Board  for  Its  considera- 
tion and  disposition; 

(J  I  To  issue  subpoenas  and  authorize 
the  taking  of  depositions; 

(k)  To  make  initial  decisions; 

(1)  To  take  any  other  action  author- 
ized by  the.se  rules,  and  the  hearing  ex- 
aminer's authority  In  each  case  will  ter- 
minate: ^,^  , 

(1>  When  the  time  for  filing  speci- 
fications of  error  under  §  301.30  has  ex- 
pired; 

(2)  When  he  shall  have  withdrawn 
from  the  case  upon  considering  himself 
disqualified. 

5  301.23  Evidence — <a)  Right  to  full 
and  true  disclosure  of  the  facts.  Every 
party  shall  have  the  right  to  present  his 
case  or  defense  by  oral  or  documentary 
evidence,  to  submit  evidence  In  rebuttal, 
and  to  conduct  such  cross-examination 
as  may  be  required  for  a  full  and  true 
disclosure  of  the  facts. 

(bi  Burden  of  proof.  In  general,  the 
proponent  of  any  rule  or  order  shall  have 
the  burden  of  proof  thereof. 

(c>  Admission  and  exclusion  of  evi- 
dence. The  hearing  examiner  shall  ad- 
mit relevant,  material,  and  competent 
evidence,  and  may  exclude  Irrelevant, 
immaterial,  incompetent,  or  unduly  repe- 
titious evidence. 

(d>  Order  to  be  based  on  whole  record. 
No  Initial  decision  shall  be  issued  except 
upon  consideration  of  the  whole  record 
or  such  portions  as  may  be  cited  by  any 
party  and  as  .supported  by  and  In  accord- 
ance with  reliable,  probative  and  sub- 
stantial evidence. 

(e>  Objections.  Objections  to  the  evi- 
dence before  a  hearing  examiner  shall 
be  in  short  form;  but  written  argument 
In  support  of  such  objections,  specifying 
the  grounds  thereof,  may  be  presented  at 
the  discretion  of  the  hearing  examiner. 
The  transcript  shall  not  include  argu- 
ment or  debate  thereon  except  as  ordered 
by  the  hearing  examiner.  Rulings  on 
such  objections  shall  be  a  part  of  the 
transcript. 

§  301.24  Argument  and  submittals. 
The  examiner  shall  give  the  parties  to 
the  proceedings  adequate  opportunity  for 
the  presentation  of  arguments  In  support 
of  motions,  objections,  and  exceptions  to 
his  decision.  Prior  to  each  initial  deci- 
sion, the  parties  shall  be  afforded  a  rea- 
sonable opportunity  to  submit  for  con- 
sideration proposed  findings  and  conclu- 
sions and  supporting  reasons  therefor. 


§  301.25  Record.  The  transcript  of 
testimony  and  exhibits,  together  with  all 
papers,  requests  and  rulings  filed  In  the 
proceeding  shall  constitute  the  exclusive 
record  for  decision.  The  record,  Includ- 
Ipg  any  agency  proceeding  upon  an  afiQ- 
davlt  of  personal  bias  or  disqualification 
of  an  examiner,  and  the  Initial  and  final 
decisions.  If  any,  shall  be  made  a  part  of 
the  record,  which  shall  be  available,  upon 
payment  of  a  reasonable  charge,  to  any 
party  making  a  request  therefor  at  least 
10  days  prior  to  hearing. 


5  30128    Initial     decision.    When     a 
hearing  has  been  held  In  a  proceeding, 
the  examiner  may  render  his  Initial  de- 
cision orally  at  the  close  of  the  hearing, 
or  he  may  render  such  decision  in  writ- 
ing at  a  later  date.    Where  the  exam- 
iner has  determined  that  remedial  action 
Is  required,  the  examiner  shall  ask  the 
Administrator  if  there  is  any  evidence  of 
previous  suspensions  or  revocations  of 
Respondent's  certificate  or  whether  Re- 
spondent has  had  any  a.ssessment  of  civil 
penalties  levied  on  him;  whether  proper 
notice  thereof  has  been  given  Respond- 
ent and  for  copies  of  any  reply  there' o 
Unless  there  Is  a  dispute  as  to  the  facts, 
the  examiner  may  take  official  notice  of 
such  evidence,  otherwise  he  shall  hear 
the  parties  thereon.    The  initial  decision 
in  the  case  shall  become  a  part  of  the 
record  and  shall  Include  a  statement  of 
findings  and  conclusions,  as  well  as  the 
reasons  or  basis  therefor,  upon  all  ma- 
terial l-ssues  of  fact  (Including  the  credi- 
bility of  wltnes.ses  where  such  finding  Is 
material) .  law  or  discretion  presented  on 
the  record  and  the  appropriate  sanction 
or  denial  thereof.    If  the  initial  decision 
is  in  V  riting.  the  examiner  shall  prepare 
and  serve  the  initial  decl.slon  upon  the 
parties.     At  any  time  before  the  date  for 
filing  an  appeal  has  passed,  the  examiner 
or  the  Safety  Enforcement  Proceedinps 
Division  may.  for  good  cause  .shown,  ex- 
tend the  time  within  which  to  file  an  ap- 
peal to  the  Board,  and  the  examiner  may 
also  reopen  the  hearing  for  good  cause 
upon  notice  to  the  parties.     If  no  appeal 
to  the  Board  from  either  party  nor  mo- 
tion by  the  Board  to  review  the  Initial 
decision  Is  filed  within  the  time  allowed, 
such  Initial  decision  shall  become  flna 
The  filing  of  such  appeal  or  motion  shall 
stay  the  order  in  the  decision. 

APPEALS 

5  301  30    Procedure.    A  party  may  ap- 
peal by  filing  with  the  Board  a  notice 
of  appeal  within  ten  days  after  notice 
of  the  Initial  decision.    The  appeal  may 
be  dismissed  by  the  Safety  Enforcement 
Proceedings      Division      unless      within 
twenty  days  after  notice  of  initial  de- 
cision or  such   additional  time  as  the 
examiner    or    the    Safety    Enforcement 
Proceedings  Division  shall  allow,  the  ap- 
pellant shall  file   with  the  Board  and 
serve  upon  the  parties  a  specification  of 
the  errors  to  which  the  appellant  takes 
exception,  separately  enumerating  each 
point  relied  upon.    Each  point  shall  be 
itemized  bv  reference  to  the  Initial  de- 
cision and  to  pages  of  the  transcript  or 
to  matters  in  the  record  and  shall  be 
explained  by  a  statement  of  the  grounds 
for  each  exception.  Including  appellant  s 
reasons  for  believing  that  the  error  was 
prejudicial  to  him.     Any  error  that  is 
not  so  specified  shall  be  deemed  to  be 
waived  by  appellant. 

5  301.31  Issues  on  appeal.  In  consid- 
ering Issues  raised  on  appeal  which  re- 
late to  findings  of  fact  or  the  remedla 
order  of  the  examiner,  the  Board  will 
consider  only  (a)  whether  any  finding 
excepted  to  Is  supported  by  substantial, 
reliable  and  probative  evidence;  or  ib) 
whether  the  remedial  order  Is  consistent 
with  the  Board's  policy.  If  the  Board 
determines  that  the  examiner  erred  m 
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any  such  matter,  the  Board  may  then 
make  any  proper  findings  or  order  In 
lieu  thereof  or  remand  the  case  for  fur- 
ther hearing. 

§  301.32  Briefs.  Any  party  may  file 
a  brief,  and  shall  promptly  furnish  copies 
to  all  parties.  Oral  argument  before  the 
Board  will  not  be  granted  unless  speci- 
fically requested  and  a  need  therefor  is 
shown.  Opening  briefs  must  be  filed 
and  served  within  20  days  after  notice 
of  the  initial  decision.  Reply  briefs  are 
not  required,  but  if  submitted  shall  be 
filed  within  10  days  after  service  of  the 
opening  brief.  Additional  time  for  filing 
such  briefs  or  for  the  privilege  of  filing 
additional  briefs  may  be  granted  by  the 
Safety  Enforcement  Proceedings  Divi- 
sion upon  good  cau.se  shown. 

S  301.33  Final  decision.  When  a 
Board  order  aflRrms  an  Initial  decision 
in  whole  or  in  part  the  Board's  order 
shall  be  based  thereon  except  as  other- 
wise indicated. 

S  301.34  Petition  for  rehearing,  rear- 
Qumcnt,  reconsideration  or  modification 
of  Board  order.  (a>  Any  party  to  a  pro- 
ceeding may  petition  for  rehearing,  rear- 
f^ument,  reconsideration  or  modification 
of  any  final  order  of  the  Board.  The 
Board  will  not  entertain  any  petition 
filed  more  than  30  days  after  service  of 
the  order,  unless  good  cause  is  shown  for 
the  delay.  The  petition  shall  be  in  writ- 
ing, filed  with  the  Board,  and  served  by 
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the  petitioner  upon  the  adverse  party  and 
his  attorney  of  record.  If  the  petition 
be  to  take  further  evidence  the  nature 
and  purpose  of  the  new  evidence  to  be 
adduced  must  be  briefly  stated  and  the 
reasons  why  such  evidence  was  not  pre- 
sented at  the  time  of  the  hearing  must 
be  stated.  If  the  petition  be  for  rear- 
gument,  reconsideration  or  modification 
of  the  order,  the  matters  claimed  to  be 
erroneously  decided  shall  be  specified  and 
the  alleged  errors  briefly  stated. 

«bi  Replies  to  petitions  filed  pursuant 
to  this  section  shall  be  filed  and  served 
upon  petitioner  and  his  attorneys  of  rec- 
ord within  10  days  after  the  receipt  of  the 
petition.  Upon  good  cause  shown,  the 
Board  may  extend  the  time  for  filing  such 
replies. 

<c)  The  filing  of  a  petition  under  this 
section  shall  not  operate  to  stay  the 
effectiveness  of  the  order  unless  other- 
wise ordered  by  the  Board. 

§  301.35  Saving  clause.  Repeal  or 
amendment  of  any  Civil  Air  Regulation 
shall  not  affect  any  pending  proceeding 
or  any  proceeding  thereafter  to  alter, 
amend,  modify,  suspend  or  revoke  any 
certificate  i.ssued  by  the  Administrator 
for  causes  arising  or  acts  committed  prior 
to  said  repeal  or  amendment,  unless  the 
act  of  repeal  or  amendment  specifically 
so  provides. 

§  301.36  Decisions  involving  official 
notice.  Where  any  decl.slon  rests  on  offi- 
cial notice  of  a  material  fact  not  appear- 
ing in  the  evidence  in  the  record,  any 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

1 16462701 

Nevada 

notice  or  filing  of  plat  of  survey  and 
dependent  re.survey 

May  9.  .1949. 

Notice  Is  given  that  the  <1)  plat  of  de- 
pendent resurvey  of  the  SW'4  sec.  2. 
NE'4  sec.  4.  all  of  sees.  3,  11.  14,  23,  26,  35 
and  the  S'2  sec.  36.  T.  45  N..  R.  32  E., 
M  D.  M.,  Nevada,  delineating  the  re- 
tiacement  and  reestablishment  of  the 
lines  of  the  original  survey  shown  upon 
tlie  plat  approved  April  17,  1875,  (2)  sur- 
v(  y  of  section  1,  parts  of  sections  2  and  4, 
all  of  sections  5  to  10  Inclusive,  sections 
12  and  13,  sections  15  to  22  inclusive,  sec- 
tions 24  and  25,  sections  27  to  34  inclu- 
sive and  part  of  section  36.  T.  45  N.,  R. 
32  E.,  M.  D.  M.,  Nevada,  including  lands 
hereinafter  described  will  be  officially 
filed  in  the  District  Land  Office  at  Carson 
City,  Nevada,  effective  at  10:00  a.  m.  the 
3oih  day  after  the  date  of  this  notice. 

The  lands  affected  by  this  notice  are 
described  as  follows: 

Mount  Diablo  Meridian 

T  45  N.,  R.  32  E.. 
Bee.   1.  lots   1   to   15  inclusive.  SE^NWy*, 

S'^NEU.  E'jSWU.  8E'4; 
Sec.  2,  luU  1  to  18  Inclusive; 


Sec.  4.  lots  3  to  18  inclusive; 

Sec.  5,  lots  1  to  12  inclusive.  S''iN>4.  S'/j; 

Sec.  6.  lots  6  to  22   inclusive,  SE'/^NW'^, 

S'-jNE',^.  EI2SWI4.  SE'-4; 
Sec.  7.  lots  1  to  4  inclusive,  E^W'i.  E^: 
Sec.  8.  all: 

Sec.  9,  lots  1  to  12  inclusive,  S'^N'/a.  S^-y, 
Sec.   10.  lots    1   to   18  Inclusive,  S'^NW'i, 

SW'.4NE'4.  W'jSEU.  SWU; 
Sec.  12.  lots  1  to  4  Inclusive.  E'.^W'aj,  E'j; 
Sec.  13.  lots  1  to  4  inclusive.  E'jW'j,  E'j: 
Sec.  15.  lots  1  to  8  inclusive,  WjE'^.  W'^; 
Sees.  16  to  22  Inclusive; 
Sees.  24  and  25; 

Sees.  27.  28,  29.  30.  31.  32,  33,  34; 
Sec    36,  lots   1   to  6   Inclusive,  SE'4NWi4, 

S'jNEU. 

The  area  described  exclusive  of  segre- 
gations aggregates  19,922.15  acres. 

Available  data  indicates  that  the  lands 
are  rough  and  mountainous  with  eleva- 
tion ranging  from  5,000  to  8.000  feet. 
There  is  a  fair  growth  of  grass  on  the 
bench  land. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small 
tract,  desert  land,  or  any  other  non-min- 
eral public  land  laws  unless  the  land  has 
already  been  cla.s.sified  as  available  or 
suitable  for  such  type  of  application  or 
shall  be  so  classified  upon  the  considera- 
tion of  an  application. 

The  plat  of  survey  and  the  field  notes 
show  two  springs  In  the  township  sit- 
uated In  lot  12,  sec.  1,  and  lot  13,  sec.  4. 

The  legal  subdivision  containing  each 
of  the  springs  and  the  lands  within  a 
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party  shall,  upon  filing  a  petition  within 
10  days  after  notice  thereof,  be  afforded 
a  reasonable  opportunity  to  show  to  the 
contrary. 

§  301.37  Applicable  rules  of  Federal 
procedure.  In  any  situation  not  pro- 
vided for  or  controlled  by  the  foregcing 
rules  of  practice,  the  rules  of  civil  pro- 
cedure for  the  District  Courts  of  the 
United  States,  where  applicable,  shall 
govern. 

REQUEST  FOR  WAIVER.  RESCISSION,  AME.n- 
MENT  OR  RECONSIDERATION  OF  CIVIL  .MR 
REGULATIONS 

I  301.40  Filing  of  requests.  A  request 
for  issuance,  waiver,  rescission,  amend- 
ment or  reconsideration  of  any  rule  reg- 
ulation, or  standard  promulgated  under 
authority  contained  in  Title  VI  or  VII  of 
the  act  may  be  filed  by  any  intcre.sttd 
person.  Such  request  shall  be  made  by 
filing  an  original  and  5  copies  with  the 
Docket  Section  of  the  Board. 

§  301.41  Action.  The  Board  will,  after 
consideration  of  the  matters  pre- 
sented in  the  petition,  and  as  it  may  ap- 
pear in  the  public  interest,  either  grant 
or  deny  .such  petition  in  whole  or  in  part. 
A  public  hearing  will  not  be  held  on  .«uch 
petition  unless  ordered  by  the  Board. 
Where  a  request  for  issuance,  amend- 
ment, or  rescission  of  a  rule  Is  not  denied. 
it  will  be  processed  in  accordance  with 
the  usual  rule-making  procedures. 

IF.   R.    Doc.    49  3882;    Filed.   May    13,    1C49; 
8:48  a.  m.l 


quarter  of  a  mile  of  each  spring  may  be 
affected  by  the  general  withdrawal  made 
by  Executive  Order  of  April  17.  1926  <43 
CFR.  292.1  >,  creating  Public  Water  Re- 
serve No.  107  but  the  question  of  wheth*rr 
each  spring  is  of  such  .<^ize  or  value  or  so 
needed  by  the  public  as  to  bring  the  lands 
within  the  scope  of  the  withdrawal  is  left 
for  future  determination. 

At  the  hour  and  date  specified  above 
the  said  lands  shall,  subject  to  valid 
existing  rights  and  the  provisions  of 
existing  withdrawals,  become  subject  to 
application,  petition,  location,  or  selec- 
tion as  follows: 

(a )  Ninety -one  day  period  for  prefer- 
ence-right filings.  For  a  period  of  91 
days,  commencing  at  the  hour  and  on  the 
day  specified  above,  the  pubUc  lands 
affected  by  this  notice  .shall  be  subject 
only  to  (1)  application  under  the  home- 
.■:tead  or  the  de.sert-land  laws  or  the  Small 
Tract  Act  of  June  1,  1938,  52  Stat.  6C9 
(43  U.  S.  C.  682a »,  as  amended,  by  qual- 
ified veterans  of  World  War  II  and  other 
qualified  persons  entitled  to  preference 
under  the  act  of  Septemloer  27.  1944.  58 
Stat.  747  (43  U.  S.  C.  279-284 ».  as 
amended,  subject  to  the  requirements  of 
applicable  law.  and  (2>  application  under 
any  applicable  public-land  law.  ba.'^ed  on 
prior  existing  valid  settlement  rights  and 
preference  rights  conferred  by  existing 
laws  or  equitable  claims  subject  to  allow- 
ance   and    confirmation.    Apphcations 
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under  subdivision  (1)  of  this  paragraph 
shall  be  subject  to  applications  and 
claims  of  the  classes  described  In  subdi- 
vision (2)  of  this  paragraph.  All  appli- 
cations filed  under  this  paragraph  either 
at  or  before  10:00  a.  m.  on  the  35th  day 
after  the  date  of  this  notice  shall  be 
treated  as  though  filed  simultaneously  at 
that  time.  All  applications  filed  under 
this  paragraph  after  10:00  a.  m.  on  the 
said  35th  day  shall  be  considered  In  the 
order  of  filing. 

(b)  Date  for  iion-preference-right  fil- 
ings. Commencing  at  10:00  a.  m.  on  the 
126th  day  after  the  date  of  this  notice, 
any  lands  remaining  unappropriated 
shall  become  subject  to  such  application, 
petition,  location,  selection,  or  other  ap- 
propriation by  the  public  generally  as 
may  be  authorized  by  the  public-land 
laws.  All  such  applications  filed  either 
at  or  before  10:00  a.  m.  on  the  126th  day 
after  the  date  of  this  notice,  shall  be 
treated  as  though  filed  simultaneously 
at  the  hour  specified  on  such  126th  day. 
All  applications  filed  thereafter  shall  be 
considered  in  the  order  of  filing. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides) ,  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  Is  based 
and  which  shows  clearly  the  period  of 
service.     Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  In  support  of  their  claims.    Persons 
a.s.serting  preference  rights,  through  set- 
tlement or  otherwise,  and  tho.se  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments In  support  thereof,  setting  forth 
in  detail  all  facts  relevant  to  their  claims. 
Applications   for   the.se   lands,   which 
shall  be  filed  in  the  District  Land  Office, 
Carson  City,  Nevada,  shall  be  acted  upon 
In  accordance  with  the  regulations  con- 
tained in  $  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  and  Part  296  of 
that  title,  to  the  extent  that  such  regula- 
tions are  applicable.    Applications  under 
the  homestead  laws  shall  be  governed  by 
the  regulations  contained  In  Parts  166  to 
170,  of  Title  43  of  the  Code  of  Federal 
Regulations,  and  applications  under  the 
de.sert-land   laws    and    the   said    Small 
Tract  Act  of  June  1.  1938.  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  232  and  257,  respecttoely,  of  that 

title. 

Inquiries  concerning  these  lands  shall 
be  addre.ssed  to  the  Acting  Manager,  Dis- 
trict Land  Office,  Car.son  City.  Nevada. 

RoscoE  E.  Bell. 

Associate  Director. 

|P    R.   Doc.    49  3851;    Filed.   May    13,    1949; 
8:46  a.  m  | 


NOTICE! 

43  CFR  4.278  (58)  (Departmental  Order 
No.  2325  of  May  24.  1947.  12  F.  R.  3566). 
and  Order  No.  "319  of  July  19.  1948  (43 
CFR  50.451.  13  F.  R.  4278  • .  it  Is  ordered 
as  follows: 

Subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals, 
the  80-rod  shore  space  reserve  created 
under  the  act  of  May  14.  1898  (30  Stat. 
409).  as  amended  by  the  act  of  March 
3,  1903  (32  Stat.  1028,  48  U.  S.  C.  371  >, 
Is  hereby  revoked  as  to  the  following 
de.scribed  lands: 

T.  W.  8  ,  R.  14  W.,  Seward  Meridian. 

Sec.  5:  LoU  1  and  2  (HomeBtead  Applica- 
tion  of   VlrgU   V.  McMillan,   Anchorage 
013389). 
T.  4  S.,  R.  16  W.,  Seward  Meridian, 

Sec.   2:   Lot   5    (Homestead  entry  of  Cecil 
H.  Miller,  Anchorage  012455). 
T.  5  N.,  R.   11   W..  Seward  Meridian. 

Sec.  4;  Lot  8  (Homestead  entry  of  Donald 
Fredrlcksou,  Anchorage  012221). 
A  tract  of  land  located  on  Tongasa  Narrows, 
Identified   as  Lot   "CC",  U.  S.   Survey  No. 
2402,  containing  2.08  acres  (HomesUe  Ap- 
plication of  Harold  Thompson.  Anchorage 
011755). 
A  tract  of  land  located  on  Oastlneau  Chan- 
nel,  Identmed   aa  U.   S.   Survey   No.  2433, 
containing  '20  acres    (Homestead  entry  of 
William  DeNome,  Anchorage  08541). 
A    tract    of    land    located    on    Herring    Bay, 
Identified  as  Lot  74,  U.  S.  Survey  No.  2404, 
containing   145   acres   (Homeslte  Applica- 
tion    of     Lee     E.     Dickinson,     Anchorage 
012350). 
A  tract  of  land  located  on  Auke  Bay.  Identi- 
fied as  Lot  6,  U.  S.  Survey  No.  2670.  con- 
taining  2.22   acres    (Homeslte   Application 
of  Nadja  C.  Trlplette.  Anchorage  010995). 
A  tract  of  land  located  on  Gastmeau  Chan- 
nel.  Identified   as  U.   S    Survey   No    2434, 
containing  4  98  acres    (Homeslte  Applica- 
tion   of    Mabel    H.    Swanson,    Anchorage 
011407). 
A  tract  of  land  located  on  Tongass  Narrows. 
Identified  as  Lot  F  of  U.  S.  Survey  No.  2343, 
containing  4  58  acres    (Homeslte  Applica- 
tion of  Lynn  E.  Durgan.  Anchorage  011317). 
A  tract  of  land  located  on  Auke  Bay.  Identi- 
fied aa  Lot  S.  U.  S.  Survey  No.  2391,  con- 
taining 4  71    acres    (Homeslte   Application 
of     Woodrow     M.     Trlplette,     Anchorage 
011394). 
A  tract  of  land  located  on  George  Inlet.  Iden- 
tified as  Lot  33.  U.  S.  Survey  No.  2402.  con- 
taining 0.69  acre  (Homeslte  of  Carl  Johan 
Jacobsen,  Anchorage  011354). 
A  tract  of  land  located  on  Eyak  Lake,  Identi- 
fied as  U.  S.  Survey  No.  2579.  containing 
0.47     acre      (Homestead     Application     of 
Charles  Bethel,  Anchorage  07857). 
A  tract  of  land  within  U.  S.  Survey  No   827, 
containing  approximately  14  acres,  located 
on  common  line  1-2.  U.  S.  Survey  No.  449, 
about  Lat.  60=30'  North.  Long.  145 '43'  West 
adjacent  to  Eyak  Lake  (Trade  and  Manu- 
facturing   Site     Application    of    Mary    L. 
Young.  Anchorage  011972) . 

The   areas    described    aggregate   ap- 
proximately 188  acres. 

Lowell  M.  Puckett. 
Regional  Administrator. 

IF.    R.    Doc.    49-3884:    Filed.    May    13,    1949; 

8:50  a.  m.l 


of  1949-51.  dated  May  15. 1942.  are  hereby 
called  for  redemption  on  September  15. 
1949,  on  which  date  Interest  on  such 
bonds  will  cease. 

2.  Holders  of  these  bonds  may.  In  ad- 
vance of  the  redemption  date,  be  offerfd 
the  privilege  of  exchanging  all  or  any 
part  of  their  called  bonds  for  other  in- 
terest-bearing obligations  of  the  United 
States,  in  which  event  public  notice  will 
hereafter  be  given  and  an  official  circu- 
lar governing  the  exchange  offering  will 
be  Issued, 

3.  Full  Information  regarding  the 
presentation  and  surrender  of  the  bonds 
for  cash  redemption  under  this  call  will 
be  found  In  Department  Circular  No.  666, 
dated  July  21,  1941. 

[se.\l]  John  W.  Snyder, 

Secretary  of  the  Treasury. 

|F.    R.    Doc.    49  3913;    Filed.    May    13.    1949; 
8:52   a.  m.| 


ALASKA 
SHORE  SPACE  RESTORATION  NO.  417 

May  5,  1949. 
By  virtue  of  the  authority  contained 
In  the  act  of  June  5.  1920  (41  Stat.  1059. 
48  U.  S.  C.  372  >.  and  In  accordance  with 


DEPARTMENT  OF  AGRICULTURE 
Rural     Electrification     Administration 

[Administrative  Order  2041) 
Loan  Announcement 

April  22.  1949 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Elecmflcation 
Administration: 


DEPARTMENT  OF  THE  TREASURY 
Office  of  th«  Secretary 

Two  Percent  TREAStJWY  Bonds  or  1949-51 

Nonoi  or  CAU.  for  ridbhptiok 

1.  Public  notice  is  hereby  given  that 
all  outstanding  2  percent  Tr«asiiry  Bonds 


Loan  designation: 
Texas  11  IN  Austin. 


i4moi/'if 
9105.000 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

IF.   R.   Doc.   49-3857;    Filed.   May    13,    1949; 
8:46  a.  m.J 


(Administrative  Order  2042) 
Loan  Announcement 

April  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


Loan  designation: 
Ohio  68H  Fulton. 


Amovnt 
$230. 000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

IF.    R.    Doc.    49-3858;    Filed.    May    13,    1949; 
8:46  a.  m.] 


[AdmlnUtratlve  Order  2043 J 
Loan  Announcement 

April  22,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behall 
Of  the  Government  acting  through  the 


Saturday.  May  14. 1949 

Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Indiana  89N  Harrison |120,  000 

(seal!  Claude  R.  Wickard, 

Administrator. 

(F.   R.    Doc.    49-3859;    Piled,   May    13,    1949; 
8:46  a.  m.] 


(Administrative  Order  2044] 

Loan  Announcement 

April  22.  1949.  " 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Kansas  27N  Morris $610,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49-3860;    Filed,    May    13,    1949; 
8:46  a.  m.J 


(Administrative  Order  20431 

Loan  Announcement 

April  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

I/)an  designation:  Amount 

Washington  20L  Columbia. $101,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F    R.   Doc.    49-3861;    Filed,   May    13,    1949; 
8:46  a.  m.J 


(Administrative  Order  2046] 

Loan  Announcement 

April  22.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
d'"-«ignation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

LoHn  designation:  Anwmit 

Kansas  8N  Allen $492,000 

[SEAL]  CL.XUDE  R.  WlCK.\RD, 

Administrator. 

IF    R.    Doc.    49-3862;    Filed,    May    13,    1949; 
8:46  a.  m] 


(Administrative  Order  2047) 

Loan  Announcement 

April  25. 1949. 
Pursuant    to    the    provisions    of    the 
Rnal    Electrification    Act    of    1936.    as 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Tennessee  45D  La  Follette  Public.  $75,  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-3863;    Filed,   May   13,    1949; 
8:46  a.m.] 


(Administrative  Order  2048] 

Loan  Announcement 

April  25. 1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Amount 
.-  $105,000 


Loan  designation: 
Indiana  47L  Orange. 


[seal] 


Claude  R.  Wickard, 

Administrator. 


[P.    R.    Doc.    49-3864;    Filed.    May    13.    1949; 
8:46  a.  m.l 


(Administrative  Order  2049] 
Loan  Announcemeni 

April  25. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Colorado  16U  Jefferson $25,000 

[SE.AL]  Claude  R.  Wickard, 

Administrator. 

jF.    R.    Doc.    49-3865;    Filed.    May    13.    1949; 
8:47  a.  m.l 


(Administrative  Order  2050] 

Loan  Announcement 

April  25. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Dakota  16K  Grant $345,  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

|F.    R.   Doc.   49-3866;    Filed,    May    13,    1949; 
8:47  a.  m.J 


(Administrative  Order  2051] 

Loan  Announcement 

Apru  25, 1949. 
Pursuant   to   the   provisions    of   the 
Rural   Electrification   Act   of   1936,   as 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration : 

Loan  designation: 
Colorado   37K   Douglas 


Atnn  u  n  t 
—   $192,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-3867;    Filed.    May    13,    1949; 
8:47  a.  m.l 


(Administrative  Order  2052) 

Loan  Announcement 

April  25. 1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1938,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Carolina  48G  Mecklenburg.  $215. 000 

[seal]  Claude  R.  Wickard, 

Administrator. 

IF.    R.    Doc.    46  3868;    Filed,    May    13,    1949; 
8:47  a.  m.J 


(Administrative  Order  2053] 
Allocation  of  Funds  for  Loans 

April  25,  1949. 

I  hereby  amend: 

(a>  Administrative  Order  No.  17, 
dated  September  21,  1936,  by  reducing 
the  allocation  of  $70,600  therein  made  for 
"Mississippi  19  Marshall"  (changed, 
September  19.  1939.  to  read  "Mississippi 
19  Holly  Springs  Public")  by  $1,361.56  so 
that  the  reduced  allocation  shall  be  $69  - 
238.44; 

(b)  Administrative  Order  No.  78. 
dated  March  31.  1937,  by  rescinding  the 
allocation  of  $400  therein  made  for  "Mis- 
.slssippi  19  Marshall"  (changed.  Septem- 
ber 19.  1939.  to  read  'Mississislppl  19 
Holly  Springs  Public"; ; 

(c)  Administrative  Order  No.  413, 
dated  November  22,  1939,  by  reducing  the 
allocation  of  $140,000  therein  made  for 
"Tennessee  0028A1  Paris  Public"  by  $3.- 
341.41  so  that  the  reduced  allocation 
shall  be  $136,658.59;  and 

<d)  Administrative  Order  No.  413, 
dated  November  22,  1939.  by  reducing  the 
allocation  of  $94,000  therein  made  for 
"Tennessee  0030B1  Knoxvllle  Public"  by 
$14,000  so  that  the  reduced  allocation 
shall  be  $80,000. 

[SEAL]  Claude  R.  Wick\rd. 

Admini.sirator. 
[F.    R.    Doc.    49-3869;    Filed,    May  13.    1949; 
8:47  a.  m.J 


(Administrative  Order  2054) 
Loan  Announcement 

April  26. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
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a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Kansas  38E,  F,  G  Chautauqua..  II,  595, 000 


[sxal] 


Claudi  R.  Wickard, 
Administrator. 


|P.   R.    Doc.    49-3870:    Piled,    May    13,    1949; 
8:47  a.  m.l 


(Administrative  Order  20551 
Loan  Announcement 

April  26, 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan    designation:  Amount 
North    Carolina    26U    Ruther- 
ford  - 11. 108,000 


[seal! 


Claude  R.  Wickard, 

Administrator. 


IF.    R.    Doc.   49-3871:    Filed.    May    13,    1949; 
8:47  a.  m.J 


(Administrative  Order  2058] 

Loan  Announcement 

April  26, 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 


NOTICES 

(Administrative  Order  3058] 
Loan  Annoxtmcemxmt 

April  26, 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation: 

Kentucky  58H  Floyd 


Saturday,  May  //,  1949 


Loan  designation: 

Oklahoma  27P  Bryan. 


Amount 
$175,000 


[seal! 


Claude  R.  Wickard, 
Administrator. 


(F.    R.   Doc.   4fr-3872:    Filed,   May    13.    1949; 
8:47  a.  m.) 


Amount 
>380,  003 


(Administrative  Order  2057] 
Loan  Announcement 

April  26.  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Carolina  40R  Brunswick—  $225,  000 

(SEAL]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.   49-3873;    FUed,   May    13,    1949; 
8:48  a.  m.] 


[seal] 


Claude  R.  Wickard. 
Administrator. 


[F.   R.    Doc.   49-3874;    Filed,   May    13,    1949; 
8:48  a.  m.l 


(Administrative  Order  2059) 
Loan  Announcement 

April  26. 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Wisconsin  63M  Eau  Claire.. $158,000 


[seal] 


Claude  R.  Wickard, 
Administrator. 

I  P.    R.   Doc.    49-3876:    Filed,    May    13.    1949; 
8:48  a.  m.] 


(Admlnl8tratlv«  Order  2092] 

Loan  Announcement 

April  27, 1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amc.mt 

North  Carolina  47K  Wake $116.  oco 


(Administrative  Order  2060] 
Loan  Annoxwcement 

April  27, 1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

South  Carolina  36H  Barnwell $345,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49-3876:    Filed,    May    13.    1949; 
8:48  a.  m.j 


(Administrative  Order  2061] 
Loan  Announcement 

April  27, 1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation: 
Georgia  61R  Newton. 


[SEAL]  Claude  R.  Wickard, 

Administrator. 

IF.   B.   Doc.   49-3877;    Piled.  May    13,    1949; 
8:48  a.  m.] 


Amount 
$150,000 


[seal! 


(P. 


Claude  R.  Wickard, 
Administrator. 

R.    Doc.    49  3878:    Piled,    May    13,    1949; 
8:48  a.  m] 


[Administrative  Order  2063] 
Loan  Announcement 

April  29. 1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Wisconsin  64 A,  D  La  Crosse |3,  770,010 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 

(F.    R.   Doc.    49-3879;    Piled,    May    13,    1949; 
8:48  a.  m.J 


[Administrative  Order  2004] 
Loan  Announcement 

April  29.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 
Texas  121F  Brazos. 


Amount 
$6.  480.  000 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 


[P.    R.   Doc.   49-3880:    Filed.    May    13,    1949; 
8:48  a.  m] 


(Administrative  Order  2065] 

Loan  Announcement 

April  29,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Admtnstratlon: 

Loan  designation:  ^'"""^ 

Montana  37A  Elmo $1U)  COC 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AoTHORrrY:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong.,  60  Stat.  50,  925;  60 
U.  S.  C.  and  Supp.  App.  1,  616;  E.  O  9193, 
July  6,  1942,  3  CFR.  Cum.  Supp.,  E.  o".  9667, 
June  8.  1945,  3  CFR,  1945  Supp.,  E.  O.  9788 
Oct   14,  1M8,  11  F.  R    11981. 

(Vesting  Order  10603.  Amdt.] 

Julius  Sproecel 

In  re:  Stock  and  bank  account  owned 
by  Julius  Sproegel,  also  known  as  Jules 
Sproegel. 

Vesting  Order  10603,  dated  January  30, 
1948.  Is  hereby  amended  to  read  as  fol- 
lows: 

1.  By  deleting  subparagraph  '2)  (&) 
of  the  aforesaid  Vesting  Order  10603  in 
its  entirety  and  substituting  therefor,  the 
following  subparagraph  (2)  (a): 

a.  Pour  hundred  and  sixty  (460) 
shares  of  $10.00  par  value  common  cap- 
ital stock  of  General  Motors  Corporation. 
1775  Broadway,  New  York  19.  New  York, 
a  corporation  organized  under  the  laws 
of  the  State  of  Delaware,  evidenced  by 
certificates  registered  In  the  name  of 
Jules  Sproegel,  said  certificates  num- 
bered and  In  the  amounts  appearing  op- 
posite each  certificate  number  as  follows: 

Certificate  No.:  Amount 

D-630353 100 

D-630354 100 

I>-6.30355 100 

D-630356 .  100 

WC-410681 37 

E-527528 23 

together  with  all  declared  and  unpaid 
dividends  thereon. 

All  other  provisions  of  said  Vesting 
Order  10603  and  all  actions  taken  on  be- 
half of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur- 
.suant  thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
April  20,  1949. 

For  the  Attorney  General. 

f  SEAL  ]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF    R.    Doc.    49-3888:    Filed,    May    13,    1949; 
8:50  a.  m.] 


(P.   R.   Doc.   49  3881;    Piled,    May    13.    ^^'' 
8:48  a.  m] 


[Vesting  Order   13202) 
Kamejiro  Hasuike 

In  re:  Bank  account  owned  by  Kame- 
jiro Hasuike.     F-39-3425. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  It  is  hereby  found: 

1  That  Kamejiro  Hasuike,  whose  last 
known  address  is  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  property  described  as  fol- 
lows; That  certain  debt  or  other  obliga- 
tion owing  to  Kamejiro  Hasuike.  by 
Bank  of  Hawaii,  King  and  Bishop  Streets, 
Honolulu.  T.  H.,  arising  out  of  a  savings 
No.  93 2 
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account,  account  number  219743,  entitled 
Kamejiro  Hasuike,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country, 
the  national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"'  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
April  27.  1949. 

For  the  Attorney  General. 

[se.\l]  David  L.  B.'\zelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.   49-3885;    Piled,    May    13,    1949; 
8:50  a.  m.j 


(Vesting  Order   13220) 
Henry  Siebert 

In  re:  Estate  of  Henry  Siebert.  de- 
oea.sed.  File  No.  D-28-12610;  E.  T.  sec. 
16797. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Karl  Siebert,  whose  last  known 
address  is  Germany,  is  a  resident  of  Ger- 
many, and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  In  subpara- 
graph 1  hereof.  In  and  to  the  estate  of 
Henry  Siebert,  deceased,  and  In  and  to 
the  assets  of  said  estate,  received  by 
Frieda  Kemp.  Box  188.  Route  1,  Park 
Falls,  Wisconsin, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  It  Ig  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparajgraph  1  hereof  is  not 


2.-)81 

within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.   R.   Doc.   49-3886:    Filed,    May    13,    1949; 
8:50  a.  ra.] 


(Vesting  Order   13228] 

Frankfurter  Versicherungs.  A.  O. 

In  re:  Bonds  owned  by  Frankfurter 
Versicherungs,  A.  G.     P-28-2943-D-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  Is  hereby  found: 

1.  That  Frankfurter"  Versicherungs, 
A.  G.,  the  last  known  address  of  which 
is  1-2  Taubenstrasse,  Berlin,  Germany, 
is  a  corporation,  partnership,  association 
or  other  busines?'  organization,  organ- 
ized under  the  laws  of  Germany,  and 
whicl)  has  or  since  the  effective  date  of 
Executive  Order  8389.  as  amended,  has 
had  Its  principal  place  of  business  in 
Germany,  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: Those  certain  debts  or  other  obli- 
gations, matured  or  unmatured,  repre- 
sented by  five  (5)  Baltimore  &  Ohio  Rail- 
road Company  Refunding  and  General 
Mortgage  Series  A  BondS;  in  bearer  form, 
bearing  the  numbers  M-23612.  M-24816. 
M-40847  and  M-54650  of  $1,000  face 
value  each,  and  D-1660  of  $500  face  value, 
together  with  any  and  all  rights  there- 
under and  thereto.  Including  particu- 
larly all  rights  under  any  unpresented 
coupons  of  the  aforesaid  bonds  and  the 
right  to  receive  Refunding  and  General 
Mortgage  5%  Series  G  Bonds  of  the 
aforesaid  Company  In  exchange  therefor. 

Is  property  within  the  United  States 
owned  or  controlled  b",  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
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within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  3.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-3887:    Piled.    May    13.    1949; 
8:50  a.  m.l 


[Return  Order  302] 
Leo  Lowenstein 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  de- 
termination, including  all  royalties 
accrued  thereunder  and  all  damages  and 
profits  recoverable  for  past  infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Leo  Lowenstein,  Vadheim,  Norway;  Claim 
No.  6235;  March  23,  1949  i  U  F.  R.  1312); 
Property  decribed  In  Vesting  Order  No.  201 
(8  F  R  625,  January  16,  1943)  relating 
to  United  States  Letters  Patent  No.  2.223.929. 
Property  described  In  Vesting  Order  No.  68 
(7  F.  R.  6181.  August  11.  19421  relating 
to  United  States  Patent  Applications  Serial 
Nos  245.310  (now  U.  S.  Letters  Patent  No. 
2  375  933);  254.967;  359.171  (now  U.  S.  Let- 
ters Patent  No.  2.382.732) ;  and  340.363.  Prop- 
erty described  In  Vesting  Order  No.  2430  (8 
F.  R.  16538.  December  8,  1943)  relating  to 
United  States  Letters  Patent  Nos.  2.020.072 
and  Re  20.563.  This  return  shall  not  be 
deemed  to  include  the  rights  of  any  licensees 
under  the  above  patents. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C.  on 
May  9.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.    46-3889;    Filed.    May    13,    1949; 
8;50  a.  m-l 


NOTICES 

(Return  Order  313) 
A.  Lyndhxjkst  Towne 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, he  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  an'' 
conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

A     Lyndhurst    Towne.    Tanganvika.    East 
Africa:   Claim  No.  6444;   March  18.  1949   (14 
F   R.  1242);  $2,907.78  in  the  Treasury  of  the 
United  States.    The  following  securities  reg- 
istered  m   the   name  of  the   Allen  Property 
Custodian  presently  In  custody  Safekeeping 
Department.    Federal    Reserve    Bank,    New 
York.  New  York:  Certificate  No.  4541.  4  shares 
California  Packing  Corporation  (New  York). 
»5000   par    value    preferred;    Certificate   No. 
44374,  80  shares  Pacific  Gas  and  Electric  Com- 
pany (California),  $25.00  par  value  6',    first 
preferred;    Certificate    No.    1455,    80    shares 
Southern  California  Gas  Company   (Califor- 
nia), $25.00  par  value  Series  A  preferred.    All 
right,  title.  Interest  and  claim  of  any  kind  or 
character  whatsoever  of  Carl  Gall,  also  known 
as  Karl  Gall.  In  and  to  the  tru«=t  established 
by  an  agreement  executed  on  July  30,  1919, 
between  William  J.  Younger  and  Virginia  T. 
Younger,  parties  of  the  first  part,  and  Maud 
Younger.  Herbert  L.  Younger.  Annie  E   Mac- 
Donald.  Alice  Y.  Nugent.  Carl  Gall  and  Mar- 
garethe  Kolb,  parties  of  the  second  part. 

Appropriate    documents    and    papers 
effectuating   this   order   will   issue. 

Executed    at   Washington,   D.   C.   on 
May  9,  1949. 


Executed   at  Washington.  D.   C.   en 
May  9.  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelok. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Djc.    49  3891;    Filed.  May    13,  19:9; 
8:50  a.  m.) 


For  the  Attorney  General. 

ISEALl  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F    R.    Doc.   4fr-3890:    Piled.   May    13.    1949; 
8:60  a.  m.l 


(Return  Order  321] 
Maddalena  Rossi 

Having  considered  the  claim  set  fcrih 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporatt  d 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses : 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 
Maddalena  Rossi.  Bovegllo,  Province  (f 
Lucca,  Italy:  Claim  No.  6167;  March  23,  1P49 
(14  P.  R.  1313);  real  estate,  premises  178,5 
Florida  Avenue  N.W..  Washington,  D.  C; 
$2,776.08  in  the  Treasury  of  the  United  Btntts. 

Appropriate  documents  and  papirs 
effectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C.  on 
Ma.v  9.  1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

As.sistant  Attorney  G  lu  ral. 
Director,  Office  of  Alien  Prorerly. 

[F.    R.    Doc.    49  3892;    Filed,    May    13.  1U.9: 
8:51  a.  m.) 


(Return  Order  317| 
Otto  Monheimer 

Having  consicered  the  claim  .«;et  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  deter- 
mination, be  returned,  subject  to  any  In- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 
Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Otto  Monheimer.  Yonkers.  N.  Y..  Claim  No. 
33949;  March  23,  1949  (14  P.  R.  1313);  $534  71 
In  the  Treasury  of  the  United  States.  One- 
third  of  all  right,  title  and  Interest  In  and 
to  a  trust  created  under  paragraph  "Ninth" 
of  the  will  of  Sara  M.  Frank,  deceased,  for 
the  benefit  of  Helnrlch  Monheimer  and  his 
Issue. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 


[Return  Order  324) 
SOCIETE  AnONYME  TUBEST 

Having  considered  the  claim  f^ei  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  is  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  drte- 
mination,  including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provi.Mon 
for  taxes  and  conservatory  expenses: 
Claimant.  Claim  No..  Notice  of  Intentnn  To 
Return  Published,  and  Property 
Soclete    Anonyme    Tubest,    Paris,  France; 
CTalm  No.   12343;   March  23.   1949    (14  F    R 
1313);   property  described  In  Vesting  Order 
No.  1344  (8  F.  R.  7123.  May  28.  1943) .  relating 
to  United  States  Letters  Patent  No.  2.194  b88. 
All  InteresU  and   rlghU  created   In   StHitW 
Anonyme   Tubest   to   the   extent   owned   oy 
claimant   Immediately  prior   to  the   \cftiiig 
thereof  by  Vesting  Order  No.  1344.  by  virtue 
of  an  agreement  dated  April  22,  1939  (includ- 
ing   all    modifications    thereof    and    supple- 
ments   thereto)     by    and    between    delete 
Anonyme    Tubest    and   Tlteflex   Metal   Hose 
Company  (now  Tlteflex,  Inc.) ,  relating  among 
other  things  to  United  States  Letters  Patent 
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No.  2.191  888.  and  Including  royalties  In  the 
amount  of  $6,000.  This  return  shall  not  be 
deemed  to  Include  the  rights  of  any  licensees 
under  the  above  patent. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed   at   Washington,   D.   C.    on 
May  9.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

;F,    R.    Doc.    49-3893;    Filed,    May    13,    1949; 
8:51  a.  m.l 


ThERESIA  GlRSCH 

NOTICE  OF  INTENTION  TO  RETURN  VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses; 

Claimant.  Claim  No.,  Property,  and  Location 

Theresia  Olr.sch,  Auberg  56.  Upper  Austria, 
Austria;  10247;  $2.19999  in  the  Treasury  of 
the  United  States.  All  right,  title  and  In- 
terest of  Theresia  Girsch  In  and  to  the  Estate 
of  Maria  Heym,  deceased. 

Executed  at  Washington.  D.  C,  on 
May  9.  1949, 

For  the  Attorney  General. 

(SEALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property, 

|F    R.   Doc.    49-3895;    Filed,    May    13.    1949; 
8:51  a.  m.l 


Anna  Hawerda 


NOTICE    or    INTENTION    TO    RETURN    VESTED 
PRq^RTY 

Pursuant  to  section  32  (f)  of  the  Trad- 
ing With  the  Enemy  Act,  as  amended, 
notice  Is  hereby  given  of  intention  to 
return,  on  or  after  30  days  from  the  date 
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of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses : 

Claimant.  Claim  No.,  Property,  and  Location 

Anna    Hawerda.    Vienna.    Austria;    41130: 
♦300  In  the  Treasury  of  the  United  States. 

Executed   at   Washington,   D.   C,   on 
May  9,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.    Doc.    49-3896;    Filed,   May    13,    1949; 
8:51  a.  m.| 


JOSEFINE  HOFIREK 


NOTICE    or    INTENTION    TO    RETURN    VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Joseflne  Hoflrek,  Vienna.  Austria;  41266; 
$290.87  in  the  Treasury  of  the  United  States. 
All  right,  title  and  Interest  of  Joseflne  Ho- 
flrek a  k  a  Josephine  Hoferlk  in  and  to  the 
Estate  of  Fannie  Moss,  deceased. 

Executed  at  Washington.  D.  C,  on 
May  9.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3897;    Filed.    May    13.    1949; 
8:51  a.  m.J 


[Retiu-n  Order  831) 
AlCKRICAN    SeCURIT    CO. 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determlna- 
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tlon  allowing  the  claim,  which  Is  Incor- 
porated by  reference  herein  and  was  filed 
with  the  Division  of  the  Federal  Register 
on  April  5.  1949. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

The  American  Securit  Company,  Washing- 
ton. D.  C;  Claim  No.  612;   April  6,   1949   (14 
P.   R.    1630);    Property  described   in   Vesting 
Order  No.   1024   (8  F.  R.  4203.  April  2,   1943). 
relating  to  United  States  Patent  Application 
Serial  No.  405,411.     Any  Interests  and  rights 
relating    to    the    above-mentioned    property 
created    In   Soclete   Anonyme   des   Manufac- 
tures des  Glaces  et  Prodults  Chimiques  de 
St.  Gobain.  Chauny  &  C^lrey  by  virtue  of  (1) 
an  agreement  as  to  patent  rights  and  (2)  an 
agreement    as    to    Importation,    both    dated 
June  1,  1933.  by  and  between  the  said  Soclete 
Anonyme   des   Manufactures    des   Glaces   et 
Produits  Chimiques  de  St.  Gobain,  Chauny 
&  Clrey  and  The  American  Securit  Company; 
and  any  Interests  and  rights  relating  to  the 
above-mentioned  property  created  In  Com- 
pagnies  Reunles  des  Glaces  et  Verres  Speciaux 
du  Nord  de  la  Prance  by  virtue  of    (1)    an 
agreement   as  to  patent  rights  and    (2)    an 
agreement  as  to  Importation,  both  dated  June 
1.  1933.  by  and  between  the  said  Compagnies 
Reunles   des   Glaces  et   Verres  Speciaux  du 
Nord  de  la  Prance  and  The  American  Securit 
Company;  vested  In  the  Allen  Property  Cus- 
todian by  Vesting  Order  No.   1511   subpara- 
graphs 5-a  and  5-c   (8  F.  R.  10526,  July  28. 
1943).   are   expressly  reserved.     This   return 
shall  not  be  deemed  to  Include  the  rights  of 
any  licensees  under  the  above  patent  appli- 
cation. 

Appropriate    documents    and    papers 
effectuating  tills  order  will  issue. 

Executed  at  Washington,  D.  C     on 
May  10.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doc.    49-3894;    Filed.    May    13.    1949; 
8:51  a.  m.J 
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TITLE  3— THE  PRESIDENT 

EXECUTIVE  ORDER   10057 

Transferrinc  to  the  American  Battle 
Monuments  Commission  Functions 
Pertaining  to  Certain  United  States 
Military  Cemeteries 

By  virtue  of  the  authority  vested  in 
M.L'  by  section  12  of  the  act  of  March  4 
1923.  42  Stat.  1509.  as  amended  by  the 
art  of  June  26.  1946.  60  Stat.  318.  and 
:  s  Pre.sident  of  tlie  United  States,  it  is 
htreby  ordered  as  follows: 

1.  All     functions     of     administration 
Ptitalninp    to    World    War    II    United 
Slates  Military  Cemeteries  located  in  or 
n»'ar  Cambridge.   England;    Margraten, 
tl;e  Netherlands:  Hamm.  Luxembourg; 
H<^nri-Chapelle.    Belgium;    Neuville-en- 
Condroz.  Belgium;  St.  Laurent.  Prance; 
.'^t.  James.  France:  Epinal.  France;  St! 
A\old.     France;     Draguignan.     Prance; 
Npttuno  (Anzio).  Italy;  Florence,  Italy; 
iunls  <Carthage).  Tunisia;  and  Ft.  Mc- 
Kinley.  Philippine  Islands,   now   vested 
m  or  exercised  by  the  Secretary  of  the 
Army  pursuant  to  the  act  of  May  16 
194G.  c.  261.  60  Stat.  182,  as  amended  by 
the  act  of  August  5.  1947.  c.  497.  61  Stat. 
m9.   together   with    (a)    such   supplies. 
Kjuipment.  temporary  structures,  utili- 
ties and  facilities  pertaining  thereto  as 
are  located  therein  or  are  in  depots  or 
other  places  under  the  jurisdiction  of 
tlic  American  Graves  Registration  Serv- 
ice which  are  in  excess  of  the  needs  of 
the  Department  of  the  Army  and  are 
requested  by  the  American  Battle  Mon- 
uments Commission,  and  <b>   the  cem- 
etery records  currently  maintained  for 
ihe  operation  of  such  cemeteries,  includ- 
itig  records  pertinent  to  the  acquisition 
of  real  estate  upon  which  the  cemeteries 
and   their  appurtenances  are  situated 
are  hereby  transferred  to  the  American 
Battle    Monuments    Commission;    such 
transfer  to  become  efTective  as  to  any 
particular  cemetery  or  group  of  cem- 
eteries upon  the  completion  of  the  oper- 
ational mission  of  the  Department  of 
the  Army  with  respect  to  such  cemetery 
or  group  of  cemeteries,  but  in  no  In- 
stance later  than  December  31.  1951   or 
at  such  earlier  date  as  may  be  deter- 
mined by  the  President  or  the  Congress 
pursuant  to  the  said  act  of  May  16.  1946, 
a-s  amended  by  the  act  of  August  5.  1947.' 
2   The  Department  of  the  Army  shall 
nave  the  right  to  re-enter  any  of  such 
cemeteries  subsequent  to  the  eflective 


date  of  the  transfer  of  functions  with 
respect  thereto  for  the  purpose  of  mak- 
ing exhumations  or  reinterments  should 
any  such  action  become  necessary. 

3.  There  shall  be  transferred  to  the 
American  Battle  Monuments  Commis- 
sion so  much  of  the  unexpended  balances 
of  appropriations  now.  or  which  may  be- 
come, available  to  the  Department  of  the 
Army  for  the  performance  of  the  func- 
tions transferred  by  the  provisions  of  this 
order  as  the  Director  of  the  Bureau  of 
the  Budget  may  deem  necessary  for  use 
prior  to  July  1.  1949,  in  connection  with 
such  functions. 

H/.RRY  S.  Truman 

The  White  House. 

May  14.  1949. 

(P.    R.    Uoc.    49-3961:    Filed,    May    16.    1649- 
10:22a.m. I 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter    C — toons,    Purchases,    and    Other 
Operotions 

Part  610 — Dairy  Products 

subpart — manufacturing  milk  price 
support  program 

The  U.  S.  Department  of  Agriculture 
will  support  prices  of  milk  going  into 
manufacturing  uses  during  1949  at  a  na- 
tional average  of  90  percent  of  the  parity 
equivalent  price  for  manufacturing  milk 
In  accordance  with  the  Agricultural  Act 
of  1948.  This  program  will  be  carried 
out  through  purchases  of  butter  as  pre- 
viously announced  (14  P.  R.  1703),  and 
purchases  of  nonfat  dry  milk  solids  as 
provided  herein. 

S  610.111  Price  support  program  for 
manufacturing  milk,  (a)  Commodity 
Credit  Corporation  (hereinafter  called 
CCC)  will  purchase,  during  the  remain- 
der of  1949,  nonfat  dry  milk  solids  of 
U.  S.  Extra  Grade,  f.  o.  b.  offered  de- 
livery points  at  any  location  In  the 
United  States,  at  the  following  prices  for 
spray  and  roller  nonfat  dry  milk  solids 
delivered  to  CCC  during  the  periods  in- 
dicated: 

(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or    after    January    1,    1949. 

The  following  books 
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Title  3,  1948  Supplement  ($2.75). 
Titles  4-5  ($2.25). 
Title  6  ($3.00). 
Title  7: 

Parts   I-20I   ($4.25). 

Parts  210-574  ($2.75). 

Part  900  to  end  ($3.50). 

These  books  may  be  obtained  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  OfRce,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 


CONTENTS— Continued 

Interior  Department  ^^B* 

See  Land  Management,  Bureau  of; 
Reclamation  Bureau. 

Interstate   Commerce   Commis- 
sion 

Notices: 
Electric  railway  mail  pay,  1948-    2601 


RULES  AND  REGULATIONS 

CONTENTS— Continued 

Justice  Department  ^^^e 

See  Alien  Property,  OfiBce  of. 

Labor  Department 

See  Wage  and  Hour  Division. 

Land  Management,   Bureau  of 

Notices : 
California;  classification  order.    2591 

Public  Contracts  Division 

See  Wage  and  Hour  Division. 

Reclamation  Bureau 

Notices: 
Regional    Directors;    redelega- 

tions  of  authority 2598 

Riverton  Irrigation  Project, 
Wyoming;  availability  of  wa- 
ter for  public  and  private 
lands  and  opening  of  public 

lands  to  entry 2592 

Water  rental: 

Missouri  Basin  Project,  Meek- 
er Canal.  Frenchman-Cam- 
bridge Unit 2592 

Riverton  Irrigation  Project..     2597 
Yuma      Irrigation      Project, 

Arizona-California   2597 

Securities  and  Exchange  Com- 
mission 
Notices: 
Hearings,  etc.: 

Oklahoma  Gas  and  Electric 

Co 2602 

New  England  Electric  Sys- 
tem      2601 

State  Department 

Notices:  t 

Relinquishment  of  control  over 
certain  property  of  former 
Japanese  Government 2590 

Treasury  Department 

See  Coast  Guard. 

Wage  and  Hour  Division 

Notices; 
Employment     of     handicapped 
clients;    issuance    of    special 
certificates  to  sheltered  work- 
shops      2598 

CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  In  this  Issue.  Propoeed  rules,  as 
opix)sed  to  final  actions,  are  Identified  as 
such. 

Title  3  P"«« 

Chapter  II  (Executive  orders) : 

10057 2585 

Title  6 

Chapter  IV: 

Part  610.- - 2585 

Part  643 2586 

Title  7 
Chapter  IX: 
Part  994  (proposed) 2590 

Title  14 

Chapter  I: 

Part  4b 2587 

Part  293 2587 

Title  16 
Chapter  It 
Part  110. 2587 


Delivery  p«'rKKl 

Spray 

Roller 

Before  Sept.  1.  1(M9 
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pound 
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M.ilO 
1I..W 

(b)  Nonfat  dry  milk  solids  purchased 
shall  be  produced  and  located  In  the 
continental  United  States.  Purchases 
will  be  made  on  an  offer  and  acceptance 
basis,  in  units  of  not  less  than  minimum 
carlots  as  prescribed  by  the  Office  of  De- 
fense Transportation  for  the  area  where 
the  product  is  located.  The  nonfat  dry 
milk  solids  shall  be  packed  in  export  bar- 
rels or  drums,  and  grades  and  weights 
shall  be  evidenced  by  inspection  certifi- 
cates issued  by  the  U.  S.  Department  of 
Agriculture. 

(c)  Purchases  will  be  made  by  CCC 
subject  to  the  terms  and  conditions  of 
purchase  announcements  issued  by  the 
Production  and  Marketing  Administra- 
tion, U.  S.  Department  of  Agriculture. 

(d)  Nonfat  dry  milk  solids  acquired 
under  the  program  will  be  available  for 
disposition  to  agencies  administering 
foreign  programs  and  for  use  in  school 
lunch  programs,  and  also  will  be  avail- 
able for  sale  in  the  domestic  market  at 
not  less  than  the  purchase  price  plus 
storage  and  other  carrying  costs  in- 
curred by  CCC.  (62  Stat.  1070;  62  Stat. 
1247)  ^ 

Issued  this  12th  day  of  May  1949. 

(seal]  Elmer  P.  Kruse, 

Manager, 
Commodity   Credit   Corporation. 

Approved: 

F.  K.  WOOLLEY, 

Vice  President, 
Commodity  Credit  Corporation. 

I  P.    R.    Doc.   49-3920;    Filed.   May    16.    1949; 
8:49  a.  m.l 


[1948  C.  C.  C.  Flaxseed  Bulletin  2,  Amdt.  1] 
Part  643 — Oilseeds 

subpart — 194  8  flax.seed  purchase 
agreement  program    ■ 

A  statement  in  the  Federal  Register 
of  December  23.  1948  (13  P.  R.  8248 •,  has 
redesignated  Part  271,  Flaxseed  Loans 
and  Purchase  Agreements,  in  Chapter  II 
of  Title  6  of  the  Code  of  Federal  Regu- 
lations, published  in  13  F.  R.  4587.  con- 
taining the  requirements  of  the  purchase 
agreement  program  on  flaxseed  produced 
in  1948.  as  Part  643.  Oilseeds.  Subpart— 
1948  Flaxseed  Purchase  Agreement  Pro- 
gram, in  Chapter  IV  of  such  title.  Sec- 
tions 271.227  to  271.241  have  been  redes- 
ignated as  S5  643.31  to  643.45. 

Section  643.44  (formerly  5  271.240> 
Storage  allowance  Is  amended  to  read  as 
follows: 

§  643.44  Storage  allowance.  CCC  will 
assume  accrued  warehouse  charges  on 
flaxseed  in  eligible  warehouse  storage 
(except  that  any  such  charges  in  excess 
of  tho.se  provided  under  the  Uniform 
Grain  Storage  Agreement,  CCC  Form  H. 
Revised,  for  the  1948  crop,  including  ap- 
plicable surcharges.  i>hall  be  for  the  ac- 
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count  of  the  producer),  or  make  a  pay- 
ment of  7  cents  per  bushel  to  the  pro- 
ducer on  flaxseed  in  such  storage  if  it  Is 
shown  that  all  warehouse  charges,  other 
than  receiving  charges,  not  in  excess  of 
tho.se  provided  under  the  Uniform  Grain 
Storage  Agreement,  have  been  paid  by  the 
producer  up  to  the  beginning  date  of  the 
30-day  period  in  which  the  producer  may 
elect  to  sell  flaxseed  to  CCC.  A  storage 
payment  of  7  cents  per  bushel  will  be 
made  to  the  producer  on  flaxseed  deliv- 
ered from  other  than  eligible  warehou.se 
storage  pursuant  to  delivery  instructions 
i.s.«ued  by  the  county  committee.  A  pay- 
ment of  2  cents  per  bushel  will  be  made 
to  the  producer  on  flaxseed  deliu'ered  on 
track  at  a  country  point.  (Sec.  4  (d). 
P.  L.  806.  80th  Cong.,  interprets  or  ap- 
plies sec.  5  (a),  P.  L.  806.  80th  Cong.,  sec. 
1  (b» .  P.  L.  897,  80th  Cong.) 

Is.'^ued  this  12th  day  of  May  1949. 

[seal]  Elmer  F.  Kruse, 

AfanuQer, 
Commodity  Credit  Corporation. 

Approved: 

F.  K.  Woolley, 
Vive  President, 
Commodity  Credit  Corporation. 

|P.    R.    Doc.    49  3921;    Filed,    May    16.    1949; 
8:50  a.  m.J 


TITLE   14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Boord 

I  civil  Air  Regs.,  Amdt.  4b-ll| 

Part  4b — Airplane  AiRwoRTmNE.ss; 
Transport  Categories 

flap  position  in  the  approach 
configuration 

Adopted  by  the  Civil  Aeronaut  ic^  Board 
at  Its  office  in  Washington,  D.  C,  on  the 
11th  day  of  May  1949. 

Section  4b.  1231  (c)  (2)  requires  that 
the  wing  flaps,  in  the  approach  position, 
shall  be  set  so  that  the  stalling  speed  of 
the  airplane  in  this  configuration  does 
not  exceed  1.06  times  the  stalling  speed 
of  the  airplane  in  the  landing  configura- 
tion. This  amendment  changes  the  value 
of  1.06  to  a  value  of  1.10. 

The  present  ratio  of  approach  stalling 
speed  to  landing  stalling  speed  of  1.06 
was  originally  established  on  the  basis  of 
information  on  airplanes  having  rela- 
tively low  wing  loadings.  In  the  past  few 
years  new  airplanes  with  relatively  high 
wing  loadings  have  been  introduced  into 
.service.  From  service  experience  with 
the.^e  airplanes,  it  has  been  ascertained 
that  appropriate  approach  flap  settings 
result  in  higher  approach  stalling  speeds 
than  would  be  obtained  by  compliance 
with  the  current  ratio  of  1.06.  It  is  be- 
lieved that  the  Increase  of  the  ratio  to 
1  10  will  provide  a  more  realistic  rela- 
tion between  the  approach  and  landing 
configurations  of  the  typical  aircraft 
type  certificated  under  Part  4b.  While 
thp  increa-^e  in  this  value  will  permit  a 
slight  Increase  in  allowable  landing 
weights  in  certain  operations  where  rela- 
tively long  runways  are  available.  It  is 
not  believed  that  this  will  have  any  ad- 
verse effect  on  safety. 
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The  Board  has  also  considered  certain 
operational  complexities,  the  elimination 
of  which  has  been  suggested  as  an  addi- 
tional reason  for  increasing  the  ratio 
from  1.06  to  1.10.  The  Board  does  not 
believe  that  multiple  flap  settings  pre- 
sent operational  complexities  of  such  a 
nature  as  to  require  their  elimination. 
However,  it  is  believed  that  the  increased 
value  herein  adopted  will  in  some  in- 
stances eliminate  the  necessity  for  mul- 
tiple flap  settings,  and  thus  simplify 
operation  of  the  aircraft. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  this  amendment,  and  due  con- 
sideration has  been  given  to  all  relevant 
matter  presented.  Since  this  amend- 
ment imposes  no  additional  burden  on 
any  person,  it  may  be  made  effective 
without  further  notice. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  amends 
Part  4b  of  the  Civil  Air  Regulations  a4 
CFR.  Part  4b,  as  amended*  effective  im- 
mediately: 

By  amending  5  4b.l231  (c)  (2)  to  read 
as  follows: 

(2)  Wing  flaps  set  in  p>osition  such 
that  Vf.  does  not  exceed  1.10  Vi„. 

(Sec.  205  (a>,  52  Stat.  984:  49  U.  S.  C. 
425  (a*.  Interprets  or  applies  sees.  601, 
603.  52  Stat.  1007,  1009;  49  U.  S.  C.  551, 
553) 

By  the  Civil  Aeronautics  Board. 

I  SEAL  1  M.  C.  Mulligan, 

Secretary. 

[P.   R. 'Doc.   49  3925:     Filed,   May    16,    1849; 
8:50  a.  m.J 


Part  292 — Classifications  and 
Exemptions 

irregular  air  carriers 

Cross  Reference  :  For  instructions  for 
applications  for  individual  exemptions 
of  Large  Irregular  Carriers  under  §  292.1, 
see  Federal  Regi.^ter  Document  49-3924 
under  Civil  Aeronautics  Board  in  the 
Notices  Section,  infra. 


TITLE   16--COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 
Commission 

[Filt  No.  21-2691 

Part  110 — Cotton  Converting  Industry 

promulgation  or  amended  trade  practice 
rules 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  Its  office  in  the 
city  of  Washington,  D.  C.  on  the  12th 
day  of  May  1949. 

Due  proceedings  having  been  held  un- 
der the  trade  practice  conference  pro- 
cedure in  pursuance  of  the  act  of  Con- 
gress approved  September  26,  1914.  as 
amended  (Federal  Trade  Commission 
Act),  and  other  provisions  of  law  admin- 
istered by  the  Commission; 

It  is  now  ordered.  That  the  trade  prac- 
tice rules  of  Group  I  and  Group  II,  as 
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hereinafter  set  forth,  which  have  been 
approved  and  received,  respectively,  by 
the  Commission  In  this  proceeding,  be 
promulgated  as  of  May  17,  1949. 

Statement  by  the  Commis.'iion.  Re- 
vised and  extended  trade  practice  rules 
for  the  Cotton  Converting  Industry  are 
promulgated  by  the  Federal  Trade  Com- 
mission as  hereinafter  set  forth. 

The  indastry  is  composed  of  converters 
and  integrated  producers  of  broad  goods 
composed  entirely  of  cotton  or  of  mix- 
tures in  which  cotton  is  the  predominant 
fiber.  In  addition  to  cotton,  such  mix- 
tures usually  contain  rayon,  nylon,  other 
synthetics,  or  silk.  The  industry  prod- 
ucts embrace  fabrics  for  clothiers'  lin- 
ings; corset,  bra.ssiere  and  allied  fabrics; 
curtain  and  drapery  fabrics;  shirting 
fabrics:  wash  goods  fabrics;  interlining 
fabrics;  bleached  goods;  and  others. 
According  to  available  information,  the 
industry's  sales  of  cotton  fabric  and  cot- 
ton mixtures  substantially  exceed  500 
million  dollars  annually. 

These  rules  constitute  a  revision  and 
extension  of  those  promulgated  July  21. 
19C6.  and  .subsequently  amended  and  re- 
published on  Au5u.st  18.  1939.  One  of  the 
three  principal  changes  involves  an 
amendment  to  Rule  12  by  which  the 
parenthetical  clause  "i whether  in  the 
gui.se  of  samples  or  otherwise)"  is  added 
to  paragraph  (a)  of  the  rule.  A  second 
change  in  Rule  12,  appearing  at  the  end 
of  the  rule,  adds  a  new  section  which  de- 
scribes exceptional  types  of  sales  to 
which,  by  operation  of  law.  the  preceding 
sections  of  Rule  12  do  not  apply.  This 
section  is  entitled  "<f>  Exemption.s." 
The  third  principal  change  consists  of  a 
supplementary  Group  II  rule,  entitled 
"Rule  D — Use  of  Samples",  which  ex- 
presses industry  disapproval  of  the 
practice  of  giving  samples  in  excess  of 
the  actual  needs  of  purchasers  and  pros- 
pective purcha.sers.  Restatement  of  the 
headnotes  regarding  iapplicable  require- 
ments concerning  trade  restraints  and 
disclosure  of  content  of  product,  as  well 
as  certain  editorial  changes,  are  like- 
wi.se  included  in  the  revisions  made. 

In  addition  to  the  rules  issued  July  21, 
1936.  which  have  now  been  revised  and 
extended  for  the  second  time,  trade 
practice  rules  for  the  various  branches  of 
this  industry  had  theretofore  been  pro- 
mulgated by  the  Commi'^sion,  as  follows: 
Clothing  Cotton  Converting.  September 
1.  1931;  Shirting  Fabrics.  December  14, 
1931 ;  and  All-Cotton  Wash  Goods,  June; 
30,  1933.  The  rules  hereinafter  set  forth 
provide  a  consolidated  and  uniform  set  of 
trade  practice  provisions  for  the  entire 
membership  of  the  Cotton  Converting 
Industry  and  take  the  place  of  the  pre- 
viously published  rules  which  had  for- 
merly been  in  effect. 

The  trade  practice  rules  here  promul- 
gated for  this  industry,  in  revised  and 
extended  form,  are  as  follows: 

These  rules  promulgated  by  the  Com- 
mission are  designed  to  foster  and  pro- 
mulgate the  maintenance  of  fair  com- 
petitive conditions  in  the  interest  of  pro- 
tecting Indu-stry,  trade,  and  the  publx. 
It  is  to  this  end,  and  to  the  exclusion  of 
any  act  or  practice  which  suppresses 
competition,  restrains  trade,  fixes  or  con- 
trols price  through  combination  or  aeree- 
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ment.  or  which  otherwise  Injures,  de- 
stroys, or  prevents  competition,  that  the 
rules  are  to  be  applied. 

Note:  Fabrics  containing  rayon,  silk,  or 
linen  shall  be  Identified  as  to  their  fiber  and 
material  content  In  labels.  Invoices,  and  ad- 
vertisements. In  accordance  with  the  appli- 
cable requirements  of  trade  practice  rules 
heretofore  promulgated  by  the  Commission 
for  the  Ravon  Industry.  Linen  Industr>-.  and 
Silk  Industry.  Products  containing,  pur- 
porting to  contain,  or  In  any  way  repre- 
sented as  containing  wool,  reprocessed  wool. 
OIL  reused  wool,  shall  be  labeled  in  accord- 
ance with  the  requirements  of  the  Wool 
Products  Labeling  Act  of  1939  and  the  rules 
and  regulations  issued  thereunder. 


CROUP  I 

Sec. 

lioil        Misrepresentation  of  Industry  prod- 
ucts. 
110.2         Misbranding. 
110  3         False  Invoicing. 
110  4         Deception  as  to  origin. 
110  5         Substitution  of  products. 
110  6         Inducing  breach  of  contract. 

110.7  Commercial  bribery. 

110.8  Imitation  of  trade-marks,  etc. 
110  9         Defamation  of  competitors  or  dis- 
paragement of  their  products. 

110.10  Fictitious  price  lists. 

110.11  U.se  of  lottery  schemes. 

110.12  Prohibited  discrimination. 
110  13  Aiding    or    abetting    use    of    unfair 

trade  practices. 

cBoup  n 

110.101     Saturday  and  Sunday  closings. 

110  102     Repudiation  of  contracts. 

110. K3     Information  as  to  width,  count  and 

weight  to  appear  on  invoices  and 

confirmation  of  orders. 
110.104     Use  of  samples. 

AuTHORmr :  5  5  1 10.1  to  1 10.104  issued  under 
sec.  6  (g).  38  Stat.  722:  15  U.  S.  C.  46  (g). 
Interprets  or  applies  sec.  5,  38  Stat.  719,  as 
amended;  15  U.  S.  C.  45. 

GROUP  I 

The  unfair  trade  practices  embraced 
In  the  Group  I  rules  herein  are  con- 
sidered to  be  unfair  methods  of  com- 
petition, unfair  or  deceptive  acts  or  prac- 
tices, or  other  illegal  practices,  prohibited 
under  laws  administered  by  the  Federal 
Trade  Commission:  and  appropriate 
proceedings  In  the  public  interest  will  be 
taken  by  the  Commission  to  prevent  the 
use.  by  any  person,  partnership,  corpo- 
ration or  other  organization  subject  to 
Its  jurisdiction,  of  such  unlawful  prac- 
tices In  commerce. 

§  110.1  Misrepresentation  of  industry 
products.  It  is  an  unfair  trade  practice 
to  make  or  publish,  or  cause  to  be  made 
or  published,  directly  or  indirectly,  any 
false,  misleading  or  deceptive  statement 
or  representation,  by^ay  of  advertise- 
ment or  otherwise,  concerning  the  grade, 
quality,  quantity,  use,  size,  material,  con- 
tent, thread  count,  origin,  shrinkage 
properties,  colorfastness.  washability, 
production,  manufacture  or  distribution 
of  any  product  of  the  industry  or  con- 
cerning any  component  of  such  prod- 
uct, or  in  any  other  material  respect. 
I  Rule  11 
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distribution  of  such  products,  or  in  any 
other  material  respect,  is  an  unfair  trade 
practice.     I  Rule  21 

§  110.3  False  invoicing.  Withholding 
from  or  inserting  in  invoices  any  state- 
ments or  information  by  reason  of  which 
omission  or  insertion  a  false  record  is 
made,  wholly  or  in  part,  of  the  trans- 
actions represented  on  the  face  of  such 
invoices,  with  the  effect  of  thereby  mis- 
leading or  deceiving  purcha.«^rs,  prospec- 
tive purchasers  or  the  consuming  public, 
is  an  unfair  trade  practice.     I  Rule  31 

§110.4  Deception  as  to  origin.  In  re- 
spect to  any  fabrics  of  the  following 
types:  (1»  Fabrics  which  have  been 
woven  or  fabricated  in  a  foreign  country 
and  imported  in  the  gray  or  other  un- 
finished state  and  dyed  or  finLshed  in  the 
United  States;  or  (2)  fabrics  which  have 
been  imported  in  the  finished  state  and 
dyed,  redyed  or  reflnished  in  the  United 
States;  it  is  an  unfair  trade  practice: 

(a>  To  offer  for  sale,  sell  or  distribute 
any  such  fabrics  under  marks,  stamps, 
brands,  labels  or  representations  which 
have  the  capacity  and  tendency  or  effect 
of  misleading  or  deceiving  purchasers  or 
the  consuming  public  into  the  erroneous 
belief  that  such  fabrics  were  woven  or 
fabricated  in  the  United  States,  or  that 
they  were  not  so  dyed,  finished,  redyed 
or  reflnished  in  the  United  States,  as  the 
case  may  be;  or 

(b»  To  offer  for  sale,  sell  or  distribute 
any  such  fabrics  without  the  same  being 
marked,  stamped,  branded  or  labeled  so 
as  to  indicate  clearly  and  nondecep- 
tively  (1>  the  country  of  origin  of  the 
fabric,  and  <2>  that  such  fabrics  were 
woven  or  fabricated  in  such  country  and 
were  dyed  or  finished  or  redyed  or  re- 
finishod  in  the  United  States,  as  the  case 
may  be;  the  failure,  refusal  or  omission 
to  so  mark,  stamp,  brand  or  label  such 
fabrics  having  the  tendency  and  capacity 
or  re.sult  of  thereby  promoting,  abetting 
or  effectuating  the  marketing  of  such 
products  under  conditions  which  are 
misleading  or  deceptive  to  purcha.^ers  or 
the  consuming  public. 

(Nothing  in  this  section  shall  be  con- 
strued as  relieving  any  member  of  the 
industry  or  other  party  of  the  necessity 
of  complying  with  the  requirements  of 
the  customs  laws  or  regulations,  or  other 
applicable  provisions  of  law  or  regula- 
tion, relating  to  the  marking  of  imported 
articles.)     I  Rule  4] 

§  110  5  Substitution  of  products. 
The  practice  of  shipping  or  delivering 
products  which  do  not  conform  to 
samples  submitted,  to  specifications  upon 
which  the  sale  is  consummated,  or  to 
representations  made  prior  to  securing 
the  order,  without  the  consent  of  the 
purchasers  to  such  .substitutions  and 
with  the  tendency,  capacity  or  effect  of 
misleading  or  deceiving  purchasers,  pros- 
pective purchasers  or  the  consuming 
public,  is  an  unfair  trade  practice. 
lRule5] 


5  110.2  Misbrandina.  The  false  or 
jleceptive  marking  or  branding  of  prod- 
ucts of  the  industry  with  respect  to  the 
jrade.  quality,  quantity,  use,  size,  ma- 
terial, content,  thread  count,  origin, 
thrinkage  properties,  colorfastness. 
Arashability,  production,  manufacture  or 


5  110.6  Inducing  breach  of  contract. 
Inducing  or  attempting  to  induce  the 
breach  of  exi.>ting  lawful  contracts  be- 
tween competitors  and  their  customers 
or  their  suppliers  by  any  false  or  de- 
ceptive means  whatsoever,  or  interfering 
with  or  obstructing  the  performance  of 


any  such  contractual  duties  or  services 
by  any  such  means,  with  the  purpo.se  and 
effect  of  unduly  hampering.  Injuring  or 
prejudicing  competitors  in  their  busi- 
nesses. Is  an  unfair  trade  practice. 
I  Rule  61 

§  110.7    Commercial  bribery.    It  is  an 
unfair  trade  practice  for  a  member  of 
the  industry  directly  or  indirectly  to  give, 
or  offer  to  give,  or  permit  or  cause  to  be 
given,  money  or  anything  of  value  to 
agents,  employees  or  representatives  of 
customers  or  prospective  customers,  or 
to  agents,  employees  or  representatives 
of  competitors'  customers  or  prospective 
customers,    without    the    knowledge   of 
their  employers  or  principals,  as  an  in- 
ducement to  influence  their  employers 
or  principals  to  purchase  or  contract  to 
purchase  products  manufactured  or  .sold 
by  such  industry  member  or  the  maker 
of  such  gift  or  offer,  or  to  influence  such 
employers  or  principals  to  refrain  from 
dealing  in  the  products  of  competitors 
or  from  dealing  or  contracting  to  deal 
with  competitors.     I  Rule  7  J 

§  110.8  Imitation  of  trade-marks,  etc. 
The  practice  of  imitating  or  causing  to 
be  imitated,  or  directly  or  indirectly  pro- 
moting or  aiding  the  imitation  of,  the 
trade-marks,  trade  names  or  other  ex- 
clusively owned  symbols  or  marks  of 
identification  of  competitors,  or  the  ex- 
clusively owned  patterns  of  competitors 
which  have  not  been  directly  or  by  opera- 
tion of  law  dedicated  to  the  public,  hav- 
ing the  capacity,  tendency  or  effect  of 
misleading  or  deceiving  purcha.sers,  pros- 
pective purchasers  or  the  consuming 
public,  is  an  unfair  trade  practice. 
IRule  81 

§  110.9  Defamation  of  competitors  nr 
disparagement  of  their  products.  The 
defamation  of  competitors  by  falsely  im- 
puting to  them  dishonorable  conduct,  in- 
ability to  perform  contracts,  questionable 
credit  standing,  or  by  other  false  repre- 
sentations, or  the  false  disparagement 
of  the  grade,  quality  or  manufacture  of 
the  products  of  competitors  or  of  their 
business  methods,  selling  prices,  values, 
credit  terms,  policies  or  services,  or  con- 
ditions of  employment,  Is  an  unfair  trade 
practice.    [Rule  91 

§  110  10  Fictitious  price  lists.  The 
publishing  or  circulating  by  any  member 
of  the  industry  of  false  or  misleading 
price  quotations,  price  lists,  terms  or  con- 
ditions of  sale,  or  reports  as  to  produc- 
tion or  sales,  with  the  tendency  and  ca- 
pacity or  effect  of  misleading  or  deceiving 
purchasers,  prospective  purchasers  or 
the  consuming  public,  is  an  unfair  trade 
practice.     IRule  101 

5  110.11  Use  of  lottery  schemes.  The 
offering  or  giving  of  prizes,  premiums  or 
gifts  in  connection  with  the  sale  of  in- 
dustry products,  or  as  an  inducement 
thereto,  by  any  scheme  which  involves 
lottery  or  scheme  of  chance,  is  an  unfair 
trade  practice.    IRule  111 

§  110.12  Prohibited  discrimination^ 
(a)  Prohibited  discriminatory  prices,  or 
rebates,  refunds,  discounts,  credits,  etc., 
which  effect  unlawful  price  discrimina- 
tion. It  is  an  unfair  trade  practice  for 
any  member  of  the  industry  engaged  m 
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commerce,'  In  the  course  of  such  com- 
merce, to  grant  or  allow,  secretly  or 
openly,  directly  or  indirectly,  any  rebate, 
refund,  discount,  or  credit,  or  freight  or 
transportation  cost  or  any  percentage 
thereof,  or  other  form  of  price  differen- 
tial (Whether  in  the  guise  of  samples  or 
otherwise),  where  such  rebate,  refund, 
discount,  or  credit,  or  freight  or  trans- 
portation cost  or  any  percentage  thereof, 
or  other  form  of  price  differential,  effects 
a  discriminatiou  in  price  between  differ- 
ent purchasers  of  goods  of  like  grade  and 
quality,  where  either  or  any  of  the  pur- 
chases involved  therein  are  in  commerce,' 
and  where  the  effect  thereof  may  be  sub- 
stantially to  lessen  competition  or  tend 
to  create  a  monopoly  in  any  line  of  com- 
merce '  or  to  injure,  destroy,  or  prevent 
competition  with  any  per.'^on  who  either 
grants  or  knowingly  receives  the  benefit 
of  such  discrimination  or  with  customers 
of  either  of  them:  Provided,  however: 

'1)  That  the  goods  Involved  in  any 
such  transaction  are  sold  for  u.se,  con- 
sumption, or  re.sale  within  any  place 
under  the  jurisdiction  of  the  United 
States; 

(2 1  That  nothing  herein  contained 
shall  prevent  differentials  which  make 
only  due  allowance  for  differences  In  the 
cost  of  manufacture,  .sale,  or  delivery  re- 
sulting from  the  differing  methods  or 
quantities  in  which  such  commodities 
are  to  such  purchasers  sold  or  delivered; 

i3)  That  nothing  herein  contained 
shall  prevent  persons  engaged  in  selling 
goods,  wares,  or  merchandise  in  com- 
merce '  from  selecting  their  own  cus- 
tomers In  bona  fide  transactions  and  not 
in  restraint  of  trade; 

'4 1  That  nothing  herein  contained 
shall  prevent  price  changes  from  time  to 
time  where  made  In  response  to  changing 
conditions  affecting  either  (I)  the  mar- 
ket for  the  goods  concerned,  or  (ii)  the 
marketability  of  the  goods,  such  as.  but 
not  limited  to,  actual  or  Imminent  de- 
terioration of  perishable  goods,  obso- 
lescence of  seasonal  goods,  distress  sales 
under  court  process,  or  sales  in  good  faith 
In  discontinuance  of  business  In  the 
goods  concerned. 

'bi  Prohibited  brokerage  and  cojmnis- 
siuns.  It  Is  an  unfair  trade  practice  for 
any  member  of  the  industry  engaged  in 
commerce.'  in  the  course  of  such  com- 
merce, to  pay  or  grant,  or  to  receive  or 
accept,  anything  of  value  as  a  com- 
mi  sion,  brokerage,  or  other  compensa- 
tion, or  any  allowance  or  discount  in  lieu 

'  As  here  used,  the  word  "commerce"  means 
"tr.'dp  or  commerce  among  the  several  States 
and  with  foreign  nations,  or  between  the 
District  of  Columbia  or  any  Territory  of  the 
l-'r;!tod  States  and  any  State.  Territory,  or 
forelen  nation,  or  between  any  insular  pos- 
sesfcions  or  other  places  under  the  Jurlsdlc- 
Uon  of  the  United  States,  or  between  any 
8Ucli  possession  or  place  and  any  State  or 
Territory  of  the  United  States  or  the  District 
of  Columbia  or  any  foreign  nation,  or  with- 
in t!if  District  of  Columbia  or  any  Territory 
or  any  Insular  possession  or  other  place  un- 
der the  Jurisdiction  of  the  United  States." 
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thereof,  except  for  services  rendered  in 
connection  with  the  sale  or  purchase  of 
goods,  wares,  or  merchandise,  either  to 
the  other  party  to  such  transaction  or  to 
an  agent,  representative,  or  other  in- 
termediary therein,  where  such  interme- 
diary is  acting  in  fact  for  or  in  behalf, 
or  is  subject  to  the  direct  or  indirect  con- 
trol, of  any  party  to  such  transaction 
other  than  the  person  by  whom  such 
compensation  Is  so  granted  or  paid. 

(c)  Prohibited  advertising  or  promo- 
tional allowances,  etc.  It  is  an  unfair 
trade  practice  for  any  member  of  the  in- 
diLstry  engaged  in  commerce '  to  pay  or 
contract  for  the  payment  of  advertising 
or  promotional  allowances  or  any  other 
thing  of  value  to  or  for  the  benefit  of  a 
customer  of  such  member,  in  the  course 
of  .such  commerce,  as  compensation  or  in 
consideration  for  any  services  or  facili- 
ties furnished  by  or  through  such  cus- 
tomer in  connection  with  the  processing, 
handling,  sale,  or  offering  for  sale  of  any 
products  or  commodities  manufactured, 
sold,  or  offered  for  .sale  by  such  member, 
unle.<:s  .such  payment  or  consideration  is 
available  on  proportionally  equal  terms 
to  all  other  customers  competing  in  the 
distribution  of  such  products  or  com- 
modities. 

<d)  Prohibited  discriminatory  services 
or  facilities.  It  is  an  unfair  trade  prac- 
tice for  any  member  of  the  Industry  en- 
gaged in  commerce '  to  discriminate  In 
favor  of  one  purchaser  against  another 
purchaser  or  purchasers  of  a  commodity 
bought  for  re.sale,  with  or  without  proc- 
essing, by  contracting  to  furnish  or  fur- 
nishing, or  by  contributing  to  the  fur- 
nishing of.  any  services  or  facilities  con- 
nected with  the  processing,  handling, 
sale,  or  offering  for  sale  of  such  commod- 
ity so  purchased  upon  terms  not  accord- 
ed to  all  purcha.sers  on  proportionally 
equal  terms. 

(e)  Inducing  or  receiving  an  illegal 
discrimination  in  price.  It  is  an  unfair 
trade  practice  for  any  member  of  the  In- 
dustry engaged  in  commerce,'  in  the 
course  of  such  commerce,  knowingly  to 
induce  or  receive  a  discrimination  in 
price  which  is  prohibited  by  the  forego- 
ing provisions  of  this  .section. 

(f)  Exemptions.  The  Inhibitions  of 
this  .section  shall  not  apply  to  purchases 
of  their  supplies  for  their  own  u.se  by 
schools,  colleges,  universities,  public  li- 
braries, churches,  hospitals,  and  charita- 
ble institutions  not  operated  for  profit 
(Rule  121 

5  110.13  Aiding  or  abetting  use  of 
unfair  trade  practices.  It  Is  an  unfair 
trade  practice  for  any  person,  firm,  or 
corporation  to  aid,  abet,  coerce  or  In- 
duce another,  directly  or  indirectly,  to 
use  or  promote  the  use  of  any  unfair 
trade  practice  specified  in  this  part. 
[Rule  131 

Group  n 

Compliance  with  the  trade  practice 
provisions  embraced  In  these  Group  II 
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rules  Is  considered  to  be  conducive  to 
sound  business  methods  and  is  to  be  en- 
couraged and  promoted  individually  or 
through  voluntary  cooperation  exercised 
in  accordance  with  existing  law.  Non- 
observance  of  such  rules  does  not  per  se 
constitute  violation  of  law.  Where,  how- 
ever, the  practice  of  not  complying  v.ith 
any  such  Group  II  rules  is  followed  in 
such  manner  as  to  result  in  unfair  meth- 
ods of  competition,  or  unfair  or  decep- 
tive acts  or  practices,  corrective  proceed- 
ings may  be  instituted  by  the  Com- 
mission as  in  the  case  of  a  \-lolation  of 
Group  I  rules. 

5  110.101  Saturday  and  Sunday  clos- 
ings. In  the  interest  of  the  public  and 
of  itself,  the  industry  urpes  all  mem- 
bers of  the  industry  to  adhere  to  the 
practice  of  not  opening  their  sales  of- 
fices on  Saturdays  and  Sundays  for  the 
transaction  of  business.     IRule  Al 

§  110.102  Repudiation  of  contracts. 
Lawful  contracts  are  business  obliga- 
tions which  should  be  performed  in  let- 
ter and  in  spirit.  The  repudiation  of 
contracts  by  sellers  on  a  rising  market 
or  by  buyers  on  a  declining  market  is 
condemned  by  the  indu.stry.     IRule  Bl 

5  110.103  Information  as  to  width, 
count  and  weight  to  appear  on  invoices 
and  confirmations  of  orders.  When 
goods  afe  sold  by  specifications  or  con- 
struction, in  order  that  accurate  infor- 
mation regarding  the  tj-pe  of  goods  sold 
or  offered  for  sale  may  be  known  to  pur- 
chasers, the  industry  approves  the  prac- 
tice of  placing  on  the  confirmation  of 
order  and  on  the  invoice  the  gray  con- 
struction, i.  e.,  gray  width;  count  and 
weight,  in  the  case  where  the  goods  sold 
are  to  be  delivered  in  the  gray;  and  in 
the  case  where  the  goods  sold  are  to  be 
delivered  in  the  finished  state,  the  in- 
dustry approves  the  practice  of  placing 
on  the  confirmation  of  order  and  invoice 
the  finished  construction,  i.  e..  the  width, 
count  and  weight  in  such  finished  state. 
The  omission  from  the  confirmation  of 
order  or  invoice  of  any  such  information 
required  by  this  rule  is  condemned  by 
the  industry.     I  Rule  C] 

5  110.104  Use  of  .samples.  The  indus- 
try disapproves  the  giving  of  samples 
without  charge  except  only  as  may  be 
necessary  to  acquaint  purcha.sers  or 
prospective  purchasers  with  the  grade 
or  quality  of  the  product  offered  for  sale. 
However,  the  furnishing  of  samples  shall 
not  be  carried  out  in  a  manner  involving 
discrimination  contrary  to  the  provi- 
sions of  §  110.12.     I  Rule  D] 

Promulgated  and  issued  by  the  Fed- 
eral Trade  Commission  May  17,  1949. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

|F.    R.    Doc.    49-3934;    Filed.   May    16,    1949; 
9:33  a.  m.i 


2590 


FEDERAL  REGISTER 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production   and   Marketing 
Administration 

|P.  &  S.  Docket  No.  15321 

Market    Aglncizs    at    the    Mississippi 
Valley  Stock  Yards,  St.  Louis,  Mo. 

NOTICE  OF  petition  FOR  CONTINUANCE  AND 
MODIFICATION    OP   TEMPORARY    RATES 

Pursuant  to  the  provisions  of  the 
Packers  and  Stockyards  Act,  1921,  as 
amended  (7  U.  S.  C.  181  et  seq.) .  an  order 
was  issued  on  June  17.  1948  (7  A.  D.  458). 
modifying  the  then  current  authoriza- 
tion (order  dated  June  9.  1947;  6  A.  D. 
533).  and  continuing  the  authorization 
as  modified  during  the  period  beginning 
July  1,  1948,  and  ending  June  30.  1949. 

By  petition  filed  on  May  3,  1949.  re- 
spondents have  requested  that,  during 
the  period  beginning  July  1.  1949.  and 
ending  June  30,  1950.  they  be  authorized 
to  continue  to  charge  and  a.ssess  the 
same  rates  and  charges  now  in  effect 
with  the  modifications  set  out  below: 

1.  That  the  selling  charge  for  bulls  shall  be 
'         $1  25  per  head. 

2.  That  the   selling  charge  for  cattle 

.shall  be;  P^^ 

Consignments  of  1  head  and  1  head    head 

only •llO 

Consignments  of  more  than  1  head: 
First    15    head    in    each    consign- 
ment        -^5 

Each  head  over  15  In  each  consign- 
ment        -80 

3    T.     B.     Bangs,     subjects     or     con- 

demncrs ^^^ 


4.  That  the  selling  charge  for  calves 

shall  be:  P^*" 

Consignments  of  1  head  and  1  head    head 

only - - »0-  55 

Consignments  of  more  than  1  head: 

First  5  head  In  each  consignment.       .  45 
Each  head  over  5  In  each  consign- 
ment         -^O 

B.  That    the   selling  TJharge    for   hogs 
shall  be: 
First  10  head  In  each  consignment.       .32 
Next  15  head  In  each  consignment..       .  27 
Each  head  over  25  In  each  consign- 
ment -- - 24 

6.  That   the  selling  charge   for  sheep 

shall  be: 
First  10  head  In  each  consignment.       .30 
Next  50  head  In  each  consignment..       .21 
Next  50  head  In  each  consignment.       .11 
Each  head  over  110  In  each  consign- 
ment   -0® 

7.  That   the   resale   commission   shall 

be: 
Cattle: 

1  head  and  1  head  only 100 

More  than  1  head -75 

Bulls 100 

Calves:  More  than  1  head .45 

Hogs:  More  than  1  head-- 30 

Sheep:  More  than  1  head -25 

8.  That  the  service  charge  on  extra 
drafts  shall  be:  Each  weight  draft 
after    1 •  1° 

9.  That  the  buying  commissions  shall 
be  the  same  as  the  selling  commis- 
sions when  purchased  In  other  than 
carload  lots. 

Inasmuch  as  the  modifications  peti- 
tioned for.  if  granted,  will  produce  addi- 
tional revenue  for  the  respondents  and 
increare  the  cost  of  marketing  to  ship- 
pers, it  appears  that  public  notice  of  the 
filin?  of  the  petition  should  be  given. 

Now.  therefore,  notice  is  hereby  given 
of  the  filing  of  the  petition  for  modifica- 
tion of  the  rates  presently  authorized 
and  for  continuance  of  the  present  rates 


AS  so  modified  to  and  Including  June  30. 

1950. 

All  interested  persons  who  desire  to  be 
heard  upon  the  matter  shall  notify  the 
Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture.  Washington  25. 
D.  C.  within  15  days  from  the  date  of 
publication  of  this  notice. 

Done  at  Washington.  D.  C.  this  lllh 
day  of  May  1949. 

(seal!  H.  E.  Reed. 

Director,  Livestock  Branch, 
Production  and  Marketing 
Adjninistration. 

(F.    R.    Doc.    49  3923;    Filed,    May    16.    1913; 
8:50  a.  m.] 


NOTICES 


DEPARTMENT  OF  STATE 

[Public  Notice  71 

Relinquishment  of  Control  Over  Cer- 
tain Property  of  Former  Japanese 
Government 

By  virtue  of  the  authority  vested  in  me 
by  Executive  Order  9760  (11  F.  R.  7999'. 
as  ^amended  by  Executive  Order  9788 
(IIP  R  1 1981  >.  and  pursuant  to  law  »R. 
S.  161;  5  U.  S.  C.  22).  the  undersigned, 
after  appropriate  investigation  and  con- 
sultation, deeming  it  necessary  in  the 
national  interest:  ^    ^, 

Hereby  waives  any  authority  which  he 
may  have  to  exercise  control  and  super- 
vision over  certain  property  consisting 
of  funds  deposited  as  checking  or  com- 
mercial accounts  at  the  National  City 
Bank  of  New  York.  Fifty-first  Street 
Branch.  New  York,  New  York;  Whitney 
National  Bank  of  New  Orleans,  New  Or- 
leans. Louisiana;  Second  National  Bank 
of  Houston.  Hou.ston.  Texas;  First  Na- 
tional Bank  of  Chicago,  Chicago.  lUi- 


[  7  CFR,  Part  994  1 

Handling  of  Pecans  Grown  in  Georgia. 
Alabama.  Florida.  Mississippi,  and 
South  Carolina 

notice  of  hearing  with  respect  to  pro- 
posed MARKETING  AGREEMENT  AND  ORDER 

Correction 

In  Federal  Register  Document  49-3845 
appearing  at  page  2547  of  the  issue  for 
Friday.  May  13.  1949.  the  following 
changes  should  be  made: 

1  The  fifth  line  of  5  994.1  fs>  should 
read.  'Berren.  Miller.  Seminole.  Decatur. 

Grady.".  ,,««.„ 

2.  In  the  fifth  and  sixth  lines  of  §  904.2 
(a)  <4>  <vl).  the  word  "redesignation" 
should  be  changed  to  "resignation". 

3  In  §994.4  ta)  (2).  the  .second  .sub- 
division designated  as  "<ii)"  should  be 
designated  as  "Clli)". 


nois;  Northern  Trust  Company.  50  South 
La    Salle   Street.    Chicago    90.    Illinois; 
Union  Trust  Company  of  the  District  of 
Columbia.    Fifteenth    and    H    Streets 
NW..    Wa.shinRton    5.    D.    C;    National 
Metropolitan  Bank  of  Washington.  613 
Fifteenth   Street  NW..  Washington   13. 
D.  C:  Riggs  National  Bank  of  Wa.shing- 
ton.  D.  C:  Sumitomo  Bank  of  Seattle. 
Seattle.   Wa.shington.    and    the    former 
branch  offices  of  the  Yokohama  Specie 
Bank.  Limited,  in  California  and  New 
York,  respectively,  in  the  names  of  vari- 
ous former  diplomatic  and  consular  es- 
tablishments of  the  Japanese  Govern- 
ment which  were  situated  at  the  cities 
wherein  these  banks  are  located.     The 
custody  of  this  property  is  relinquished 
to  the  Office  of  Alien  Property  of  the 
Department  of  Justice,  and  a  notifica- 
tion in  writing  to  the  Office  of  Alien 
Property  of  this  action  is  hereby  author- 
ized. 

This  release  shall  become  effective  on 
the  dale  of  publication  in  the  Federal 
Reci:t::i  of  a  vesting  order  issued  by 


the  Office  of  Alien  Property  covering  the 
property  described  herein. 

In  connection  herewith  reference  \s 
made  to  the  antepenultimate  parai:raph 
of  Department  of  State  Public  Notice  DA 
170  of  August  1.  1946. 

fSEALl  DEANAcHESON 

Secretary  of  State. 

May  11.  1949. 

IP.   R.   Doc.    49  3909;    Filed.   May    16.    1043; 
8:47  a.  m.l 


DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

ICGFR  49-191 

Approval  of  Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant.  United  States  Coa.st 
Guard,  by  R.  S.  4405  and  4491.  as 
amended:  46  U.  S.  C.  375.  489;  and  sec- 
tion 101  of  Reorganization  Plan  No  J  oi 
1946    111  F.   R.   7875.  60  Stat.   1097.  46 


Tuesday,  May  17,  1949 

U.  S.  C.  1).  as  well  as  the  additional 
authorities  cited  with  specific  items  be- 
low, the  following  approvals  of  equipment 
are  prescribed  and  shall  be  effective  for 
a  period  of  five  years  from  date  of  publi- 
cation in  the  Federal  Register  unless 
sooner  canceled  or  suspended  by  proper 
authority: 

BUOYANT  cushions,  KAPOK,  STANDARD 

Ncte:  Cushions  are  for  use  on  motorboats 
of  clus£es  A.  1,  or  a  not  carrying  passengers 
for  hire. 

Approval  No.  160  007/80/0.  standard 
kapok  buoyant  cushion.  U.  S.  C.  G. 
Sptcifjcation  160.007.  manufactured  by 
J.  and  C.  Specialties.  Sheboygan.  Wis. 

(54  Stat.  164.  166;  46  U.  S.  C.  526e.  526p; 
46  CFR  25.4-1.  160  007) 

BUOYANT  CUSHIONS,  NON-STANDARD 

Note:  Cushions  are  for  use  on  motorboats 
of  Cla.^ses  A.  1.  and  2  not  carrying  passengers 
for  hire. 

Approval  No.  160  008  410  0.  15"  x  15" 
X  2".  rectangular  buoyant  cushion.  40  oz. 
fibrous  gla.ss.  Dwg.  dated  March  28,  1949, 
and  .^specifications  dated  April  13,  1£49. 
manufactured  by  Resist-All  Products. 
Inc ,  828  St.  Charles  Avenue.  New  Or- 
lean.*-.  La. 

r54  Stat.  164.  166;  46  U.  S.  C.  526c,  526p: 
46  CFR  25.4-1.  160.C08> 

SIGNALS.  DISTRESS,  FLARE,  RED.  HAND 

Approval  No.  160.021/2/0.  hand  red 
flare  distress  signal.  5.000  candlepower,  1 
minute  burning  time.  Identified  by  Kil- 
gorc  Manufacturing  Co.'s  general  ar- 
ranpement  Dwg.  No.  CX^-115,  dated 
April  18,  1949,  and  Detail  Dwg.  No.  CXC- 
116.  dated  April  16.  1949,  submitted  by 
Cb.-ton  Supply  Co..  Inc..  31  Water  Street, 
New  York,  N.  Y. 

Approval  No.  160.021  3  0,  hand  red 
flare  distress  signal,  5,000  candlepower, 
1  minute  burning  time,  identified  by  gen- 
eral arrangement  Bv^g.  No.  CXC-115, 
dated  April  18.  1949,  and  detail  Dwg.  No. 
CXC-116.  dated  April  16, 1949,  submitted 
by  International  Flare  Sicrnal  Divi.sion  of 
Ki!{,'ore  Manufacturing  Co.,  Westcrville. 
Ohio. 

<R  P.  4417a.  4426.  4488.  49  Stat.  1544.  54 
Stat  346.  and  sec.  5  (e).  55  Stat.  244,  as 
amended;  46  U.  S.  C.  367.  391a.  404.  481, 
1333,  50  U.  S.  C.  1275;  46  CFR  160.021) 

SICNALS.  DISTRESS,  SMOKE,  ORANGE.  FLOATING 

Approval  No.  160.022  2/0.  Floating  or- 
ant-e  smoke  distress  signal.  Model  OS-5. 
Identified  by  Dwgs.  Nos.  OS-5-1.  OS-5- 
2.  and  -specifications  Nos.  OS-5-3.  OS-5- 
4.  and  OS-5-5,  all  dated  August  18.  1948. 
submitted  by  Superior  Signal  Co.,  South 
River.  N.  J. 

'R  S.  4417a.  4426.  4488,  49  Stat.  1544, 
54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244, 
a.s  amended;  46  U.  S.  C.  367.  391a.  404. 
481.    1333,   50   U.    S.    C.    1275;    46    CFR 

160022) 

SIGNALS,  DISTRESS,  SMOKE,  ORANGE,  HAND 

Approval  No.  160.037/1/0.  hand  held 
oranif  smoke  distress  signal,  identified 
by  Ki!f.'ore  Manufacturing  Co.'s  general 
arranp.ment  D\\'g.  No.  CXC-117,  dated 
April  18.  1949.  and  detail  Dwg.  No.  CXC- 
118,  dated  April  16.  1949.  submitted  by 
Coston  Supply  Co.,  Inc..  31  Water  Street, 
New  York,  N.  Y. 


FEDERAL  REGISTER 

Approval  No.  160.037/2  0,  hand  held 
orange  smoke  distress  signal.  Identified 
by  general  arrangement  Dwg.  No.  CXC- 
117,  dated  April  18,  1949,  and  detail  Dwg. 
No.  CXiC-118,  dated  April  16,  1949.  sub- 
mitted by  International  Flare  Signal  Di. 
vision  of  Kilgore  Manufacturing  Co., 
WesterVille.  Ohio. 

<R.  S.  4417a.  4426.  4488.  49  Stat.  1544.  54 
Stat  346.  and  sec.  5  (e).  55  Stat.  244.  as 
amended;  46  U.  S.  C.  367.  391a.  404.  481, 
1333,  50  U.  S.  C.  1275;  46  CFR  160.023 ) 

LIFEBOATS 

Approval  No.  160.035  222/0,  24.0'  x  8.0' 
X  3.73'  steel  motor-propelled  lifeboat 
without  radio  cabin,  37-person  capacity. 
Identified  by  construction  and  arrange- 
ment Dwg.  No.  24-lB  dated  May  5,  1948, 
manufactured  by  Marine  Safety  Equip- 
ment Corp..  Point  Pleasant.  N.  J. 

Approval  No.  160.035/228  0.  30'  x  10'  x 
4'  steel  motor-propelled  lifeboat  without 
radio  cabin.  68-person  capacity,  identi- 
fied by  construction  and  arrangement 
Dwg.  No.  G-412  dated  March  2.  1949, 
nanufactured  by  C.  C.  Galbraith  and 
Son.  Inc..  99  Park  Place.  New  York.  N.  Y. 

Approval  No.  160.035  235  0,  30.0'  x 
10.0'  X  4.13'  .steel  hand-propelled  lifeboat. 
84-person  capacity,  identified  by  con- 
struction and  arrangement  Dwg.  No. 
3202,  dated  May  25,  1948,  submitted  by 
the  Wolin  Davit  and  Boat  Division  of 
Continental  Copper  and  Steel  Industries, 
Inc..  Perth  Amboy.  N.  J. 

Approval  No.  160.035/240/0,  16.0'  x 
5.75'  X  2.38'  steel  oar-propelled  lifeboat. 
13-per.<;on  capacity,  identified  by  con- 
struction and  arrangement  Dwg.  No. 
3265  dated  January  21. 1949.  submitted  by 
the  Welin  Davit  and  Boat  Division  of 
Continental  Copper  and  Steel  Industries. 
Inc..  Perth  Amboy.  N.  J. 

<R.  S.  4417a.  4426.  4481,  4488.  4492.  35 
Stat.  428.  49  Stat.  1544,  54  Stat.  346.  and 
sec.  5  (e>.  55  Stat.  244.  as  amended;  46 
U.  S.  C.  367,  391a.  396.  404.  474,  481.  490. 
1333.  50  U.  S.  C.  1275;  46  CFR  37.1-1, 
59.13.  76.16.  S4.15.  113.10) 

VALVES.  SAFETY  RELIEF.  LIQUEFIED 
COMPRESSED  CAS 

Approval  No.  162.018, '24/0.  Consoli- 
dated Type  1661,  spring  loaded  safety 
relief  valve.  Internal  type,  for  liquefied 
compressed  gas  service,  valve  disc  scat 
fitted  with  "O"  ring  gasket;  Dwg.  No. 
CM-4-1661.  300  pounds  per  square  inch 
pressure  rating,  approved  for  a  maxi- 
mum free  discharge  area  of  2,34  square 
inches,  manufactured  by  Manning.  Max- 
well &  Moore.  Inc..  2415  East  Thirteenth 
Place.  Tulsa  4.  Okla. 

(R.  S.  4417a.  and  sec.  5  (e),  55  Stat.  244, 
as  amended;  46  U.  S.  C.  391a.  50  U.  S.  C. 
1275;  46  CFR  Part  38) 

INCOMBUSTIBLE  MATERIALS 

Approval  No.  164.009/18/0,  "J-M  85% 
Magnesia,"  magnesia  block  type  incom- 
bustible material  Identical  to  that  de- 
scribed In  National  Bureau  of  Standards' 
letter  File  10.2.  dated  December  6,  1948, 
manufactured  by  Johns-Manville  Sales 
Corp.,  22  East  Fortieth  Street.  New  York 
16,  N.  Y. 

(R.  S.  4417a,  4426.  49  Stat.  1384,  1544,  54 
Stat.  1028,  sec.  5   (e),  55  Stat.  244.  as 
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amended;  46  U.  S  C.  367.  369.  391a.  404. 
463a.  50  U.  S.  C.  1275;  46  CFR  Part  144) 

Dated:  May  11.  1949. 

Merlin  O'Nfill, 
Rear  Admiral.  U.  S.  Coast  Guard, 
Acting  Commandant. 

(P.   R.    Doc.    4«-3914:    Piled.    May    16.    iriD; 
8:48  a.  m.l 


DEPARTMENT  OF  THE  INTER:Of5 

Bureau  of  Land  Management 

California 
classification  order 

April  27.  1949. 

1.  Pursuant  to  the  authority  delejiated 
to  me  by  the  Director,  Bureau  cf  Land 
Management,  by  Order  No.  319,  dated 
July  19.  1948  '43  CFR  50  451  <bt  (3».  13 
F.  R.  4278),  I  hereby  cla.s.sify  under  the 
Small  Tract  Act  of  June  1.  1938  <52  Stat. 
609),  as  amended  July  14,  1945  (59  Stat. 
467,  43  U.  S.  C.  section  682a).  a,s  herein- 
after indicated,  the  following  described 
land  in  the  Los  Angele*:.  California,  land 
district,  embracing  3175  acres. 

Califohnia  Small  Tract  Classification 
No.  141 

Por  lease  and  sale  for  homesites  only: 
T,  4  N..  R.  1  W,,  S,  B,  M,. 

Sec,    27.    SW'i.    WI2SEI4.   SE'iSE'i.    V>^'i 

NE'^SE'^.   S'jNE'^NEUSE^. 
Sec,  28,  S'zN'i  and  S';, 
Sec,  31,  N',NE'4,  SEi4NE'4,  E'iEi'iSW'i 

•NE'4,  W'2SWUNE',4. 
Sec.  32,  E'2, 
Sec.  33,  All. 
Sec.  34.  All, 
Sec.  35.  All. 

The  lands  lie  in  San  Bernardino 
County  from  3  to  7  miles  .south  and  west 
of  the  Lucerne  Valley  Post  Office  at  the 
foot  of  the  San  Bernardino  Mountains 
approximately  midway  between  Victor- 
ville  and  the  Big  Bear  Lake  recreational 
area.  Elevations  range  from  3,200  to 
4,600  feet  above  sea  level  with  an  accom- 
panying variation  in  vegetation  from  low 
desert  shrub  to  juniper-yucaa  type  011 
the  higher  slopes.  The  lands  afford  an 
excellent  view  of  distant  desert  moun- 
tains and  basins.  The  entire  area  is 
strewn  with  granite  boulders,  and  the 
water  supply  will,  in  most  instances,  have 
to  be  obtained  from  existing  wells  ai»d 
transported  to  the  lands.  The  rocky 
character  of  the  land.s*  will  necessitate 
considerable  expenditures  for  develop- 
ment. 

2.  As  to  applications  regularly  filed 
prior  to  3:00  p.  m..  April  6.  1948,  and  are 
for  the  type  of  site  for  wlxich  the  land  is 
classified,  the  order  shall  become  effec- 
tive upon  the  date  it  is  signed. 

3.  As  to  the  land  not  covered  by  appli- 
cations referred  to  in  paragraph  2.  this 
order  shall  not  become  effective  to  per- 
mit leasing  under  the  Small  Tract  Act 
until  10:00  a.  m..  June  29.  1949.  At  that 
time  such  land  shall,  subject  to  valid 
existing  rights,  become  subject  to  appli- 
cation as  follows : 

(a)  Ninety-day  preference  period  for 
qualified  veterans  of  World  War  II  from 
10:00  a.  m.,  June  29.  1949.  to  the  close 
of  business  on  September  27,  1949. 

(b)  Advance  period  for  veterans'  si- 
multaneous filings  from  3:00  p.  m.,  April 
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6,  1948.  to  the  close  of  business  on  June 

29.  1949. 

4  Any  of  the  land  remaining  unap- 
propriated shall  become  subject  to  appli- 
cation under  the  Small  Tract  Act  by  the 
public  generally,  commencing  at  10:00 
a  m..  September  28.  1949. 

(a)  Advance  period  for  simultaneous 
nonpreference  filings  from  3:00  p.  m., 
April  6.  1948.  to  the  close  of  business  on 
September  28.  1949. 

5.  Applications  filed  within  the  periods 
mentioned  In  paragraph  3  cb)  and  4  »a) 
will  be  treated  as  simultaneously  filed. 

A  veteran  shall  accompany  his  appli- 
cation with  a  complete  photostatic,  or 
other  copy  (both  sides),  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  in  §  181.36  of  Title  43  of 
the  Code  of  Federal  Regulations,  or  con- 
stitutes  evidence   of   other   facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.     Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  In  support  of  their  claims.   Persons 
a.sserting  preference  rights,  through  set- 
tlement or  otherwi.se.  and  those  having 
equitable  claims,  shall  accompany  their 
applications  by  duly  corroborated  state- 
ments In  support  thereof,  setting  forth 
In    detail    all    facts    relevant    to    their 
claims.  ,         _,   . 

6.  All  of  the  land  will  be  leased  in 
tracts  of  aproximately  5  acres,  each  be- 
ing approximately  330  by  660  feet,  the 
longer  dimensions  to  extend  north  and 

south. 

7.  Preference  right  leases  referred  to 
in  paragraph  2  will  be  isued  for  the  land 
described  in  the  application  Irrespective 
of  the  direction  of  the  tract,  provided 
the  tract  conforms  to  or  is  made  to  con- 
form to  the  area  and  the  dimensions  spe- 
cified in  paragraph  6. 

8.  Where  only  one  five-acre  tract  In 
a  ten-acre  subdivision  is  embraced  in  a 
preference  right  application,  an  applica- 
tlon  for  the  remaining  five-acre  tract 
extending  in  the  same  direction  will  be 
accepted  in  order  to  fill  out  the  sub- 
division notwithstanding  the  direction 
specified  In  paragraph  6. 

9.  Leases  will  be  for  a  period  of  five 
years  at  an  annual  rental  of  $5.00  pay- 
able for  the  entire  lease  period  In  ad- 
vance of  the  issuance  of  the  lease. 
Leases  will  coi)tain  an  option  to  pur- 
chase clause  at  the  appraised  value  of 
$1000  an  acre,  application  for  which 
may  be  filed  at  or  after  the  expiration 
of  one  year  from  date  the  lease  Is  Issued. 

10.  Tracts  will  be  subject  to  rights-of- 
way  not  exceeding  33  feet  In  width  along 
or  near  the  edges  thereof  for  road  pur- 
poses and  public  utilities.    Such  rights- 
of-way  may  be  utilized  by  the  Federal 
Government,  or   the  State.  County  or 
municipality  In  which  the  tract  Is  sit- 
uated, or  by  any  agency  thereof.    The 
rights-of-way  may.  In  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  issuance  of  the  patent.    If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  Issued. 

11.  All  Inquiries  relating  to  these  lands 
should  be  addressed  to  the  Acting  Man- 


NOTICES 

aaer  District  Land  Office,  Los  Angeles. 
tfMi^ornia. 


Tresdau,  May  17,  1949 


L.  T.  HOITMAN, 

Regional  Administrator. 

IT    R.   Doc.   4B-8B0O;    Piled.    May    16,    1949: 
8:45  a.  m.] 


(Act  of  June  17.  1902.  32  Stat.  388.  as 
amended  or  supplemented) 

W.  E.  Blomgren. 
Assistant  Regional  Director. 
IF    R    Doc.   49-3902:    Filed.    May    16.    I'JIO; 
8:45  a.  m.) 


Bureau  of  Reclamation 

[No.  2] 

Missouri  Basin  Project.  Meeker  Canal, 
Frenchm.an-Cambridge  Unit 

PUBLIC  notice  or  annual  water  rental 

CHARGES 

April  1.  1949. 
1.  Water  rental.  Irrigation  water  will 
be  furnished,  when  available,  on  a  rental 
basis  on  approved  applications  for  tem- 
porary water  service  during  the  Irrigation 
season  of  1949  (May  1  to  September  30, 
Inclusive,  or  as  soon  after  May  1  as  opera- 
tions will  permit*  to  the  irrigable  lands 
under  the  Meeker  Canal  described  below: 

Sixth  Principal  MiAidian 

T.  2  N.,  R.  29  W., 
Sec.  4.  N'iSE'i. 
Sec.    5.    NW'4NW>4,    W'.NEUNWU:    S>i 

NW'4.  S'j. 
Sec.  6,  S'j  and  NE'i. 
Sec.  7.  N'.  and  N'jSW',4. 
Sec.  8,  W'..NW'4. 
Sec.    18.  NW'4NW«,4. 
T.  3  N..  R.  29  W.. 

Sec.  32.  SE'4  and  Lota  10  and  11. 
T.  2  N..  R.  30  W., 
Sec.  2.  NW'4. 
Sec.  11.  SE'4- 

Sec.  12,  NE'4NW!4  and  S'/j. 
Sec.  13.  N'ij. 
T.  3  N.,  R.  30  W.. 

Sec.  28,  S'jSW'4  and  Lots  6,  8,  and  7. 

Sec.  29.  Lot  8. 

Sec.  34.  Part  of  SE'4  North  of  Canal,  and 

NW'4. 
Sec.  35,  SW;. 

2.  For  each  farm  unit  for  which  water 
Is  requested,  a  water  rental  charge  of 
$3.50  per  Irrigable  acre  for  each  Irrigable 
acre  in  the  farm  unit  shall  be  paid  In 
advance  of  the  delivery  of  water.  Pay- 
ment of  this  charge  shall  entitle  the  ap- 
plicant to  a  pro  rata  share  of  all  water 
available,  but  not  In  excess  of  the  amount 
nor  the  rate  of  diversion  permitted  under 
the  laws  of  the  State  of  Nebra.ska. 

3.  Water  will  be  delivered  and  meas- 
ured by  Government  forces  at  the  nearest 
available  measuring  device  to  the  Indi- 
vidual farm. 

4.  The  United  States  does  not  guaran- 
tee to  deliver  any  fixed  amount  of  water 
and  will  not  be  liable  for  any  shortages 
of  water  or  any  failure  to  deliver  due  to 
any  causes  whatsoever. 

5.  Applications  for  water  may  be  made 
by  the  landowner  or  by  anyone  who  pre- 
sents evidence  satisfactory  to  the  District 
Manager  that  he  Is  the  tenant  or  lessee 
of  the  land  for  which  water  Is  requested 
or  that  he  has  been  authorized  by  the 
owner  to  make  a  water  rental  application 
for  such  land. 

6.  Applications  for  water  service  and 
the  payments  required  by  this  notice  will 
be  received  at  the  office  of  the  Di.strlct 
Manager.  Bureau  of  Reclamation.  Indi- 
anola,  Nebraska. 


|No.  28| 

Riverton  Irric,\tion  Project.  Wyoming 

public  notice   announcing   availaehity 

of  water  for  public  and  private  lands 

AND  opening  of  PUBLIC  LANDS  TO  ENTRY 

April  4.  1949 
Riverton  Irrigation  project.  Wyoming 
Public  notice  aHnouncing  availability  of 
water  for  public  and  private  lands  and 
opening  of  public  lands  to  entry. 

LANDS  COVERED 

Section  1.  Lands  for  tvhich  water  uill 
be  available.  Water  will  be  available  for 
irrigation  on  August  15.  1949.  and  there- 
after for  certain  Irrigable  lands  on  the' 
North  Pavillion  Division  and  Pilot  Ex- 
tension Area  of  the  Riverton  Irrigation 
Project,  as  shown  on  approved  farm  unit 
plats  on  file  in  the  office  of  the  Superin- 
tendent, Operations  and  Development, 
Bureau  of  Reclamation,  Riverton.  Wyo- 
ming, and  in  the  District  Land  Omce. 
Cheyenne.  Wyoming. 

Application  may  be  made  in  accord- 
ance with  this  notice,  beginning  at  2:00 
p  m  May  4.  1949.  for  a  certificate  of 
qualification  which  will  entitle  the  holder 
to  file  an  application  for  entry  on  the 
public  lands  shown  on  the  plats. 

The  lands  to  which  this  notice  pertains 
are  described  as  follows : 

I'VBLic  Land 

(al   WtOT  IXTEN8IOS  AREA 

Wind  Kirtr  Meridian,  W'nomint 


D 
E 


19 

30 
31 

33 


E 

a 


Townthip  i  Korlh,  Rangf  5  EaM 
Tr:Kt  .'.  of  Sod  ion  1      8>»S'  **K',< 

SKU  otSfctiim  2 

TountMp  t  Sorth,  Rangt  6  EaM 

Tract  2  of  St-ction  5.  Tract  5  of 
St-ction  M.  T   :»  N.,  K;  « J- 

Tract  4.  N'2NW'«.->\'4.N'j'r:  - 
N W 1  kS W I4  of S.(t ion  .^.  ^ t  4 
NK«,.  N«jNF.V4SKW.  N^j^'i 
NK>-«.<K'«ofS<>ction»i_ 

Trari  :i  of  S4<-tion  <•  .Vl^vvi- 
S\V'4  0f  .^^odioii  8.    .      _ 

Tr.iPt  1  of  StTtionT    „^W<.»>«  ^ 

SEW.  .'^'iSK^SKW  "f  ^•'•.V.'!" 
6  ^^F'iN\\'4SW'4.  JJ.  1 
NW>iN\Vli.  NiiNWHSWW 
S\Vi4  of  Soctioti  » 

Tounslkip  S  Sorth,  Havgt  C  Eait 

Tract  1  of  Stction  19.    N.'.:>>.^i!!« 
NE'iSWti.  SW'jNW!«NK4 

switswii,  .S \V>4S\\  l4^^\  '* 
H\\K  of  Section  •-'•I 

Tr.irt  I .  rr.ul  3.  Trrwl  .1  of  .Sn-t m\ 
W.    Triut4ofS.'iti<>nl»     - 

SK'-i."*F.W  of  .-^i-ction  .11.    Tri'' 
4  of  .S-ct ion  32.    Tr:ut  3  of  n < 
tion  S.    Lot  1  ol  Section  fi.  I  ■  ^ 
N  .  K   fiE      .  ■;,    ..,. 

Trikct  2  of  Sortioti  32.  K'i^r  ;« 
NE'«.  E'jW  ..-^KiiNK'*.  V  i 
\V',.<\V'..<Kl4NKl4.F.'iNK  4 
SK'i.  K',,WhNE»4!*K'-4.  ^'.• 
Wij\VJsNE,'4t*E^*  of  ^^f^""" 
31 


1114 


i.':i 


ii:." 


11S.3 


\if>- 


lift 
1* 


Public  Land — Conlinned 

(b)  KOBTH  FATILLION  ARKA 

Wtiid  liutr  A/rridian.  U'l/ominff 


2 

A 

2 

B 

•1 

C 

:» 

A 

.1 

A 

t) 

A 

r. 

B 

fi 

r 

I.' 

B 

12 


0^ 

A 

-7 

B 

■^•v 

A 

> 

B 

ni. 

A 

29 

C 

29 

D 

30 

E 

31       D 

1 
3.'       E 


■  1 

A 

:<4 

I) 

■'■' 

C 

.15 

B 

3.'. 

r 

^' 

I) 

■  1 

A 

if, 

C 

f 

e 

B 

ti 

D 

7 

C 

7 

D 

31 
31 

A 

li 

11 

E 

81 

F 

Totruikip  S  Kortk,  Rangt  t  Eait 


Tract  J 

Tract  4 

Tracts 

Tnwt  « 

Tntrt  4 

Tr!4rt  ,^  of  8«'(iion  fi.    Tract  7  of 

.•J«^tion:!1.  T.4  N.,  R.  2E   .. 
Tract  f,  of  Section  6.    Tract  7  of 

Section  h 

Tra«;t« 

X'»SEl<,   N'iS'^NEH  of  .'^T- 

tion  12.    Tract  «  of  SMtion  I    . . 
NK'«NWt^.      .\i,\\V>4.\Wii. 

NijSii\Wii\\V,ii.         NE"4 

>K'4NW!4      of      .Section      12. 

Tract  10  of  .<«>ction  I 


TOuntkip  I  Sottk.  Fattge  t  Kait 

\i.swi,,<\vi,.        SE«iSWi;, 

S'jNV.  W.sWi^.^iKU.       SWI4 
SUJiSE'i,        \Vi,SEl4SW>i 
SK'4  of  .>v-(tii)n  2ii.     'i'rart  3  of 
Section  35 

Tract  2 

Tract  H 

Trttct4 

Tr:M-t  6  of  S'-ctlon  28.  Tract  6  of 
S«'Cfion  2tt 

Tract  .S  of  Pert  ion  2» 

Trsft  K  of  SMt ion  2«.  Tract  1  of 
S<'rt  ion  .'C.' 

Tract  7  of  .>^fclion  29.  1  ract  7  of 
.•^I'ct  ion  2H       .   

Tract  2  of  .S-rt  ion  .1ft.  Tract  3  of 
S«(iion  2W.  SWliSK'.iSE'4 
S  W 1-4'.  E '  i<  V.  \ji  Y.  \-i?  \\  •«. 
.<'i.<W4.>^E'4  "f  Section  l«  .   .. 

NEl4.\\Vf4.  1,0!  1  of  .section  .'ll. 
Lot  4  of  St! tion  ;*i.  S'jSW'^. 
NEHSVVij'.  SEV^SE'V  of  S.r- 
t ion  •.'.'..  E'jNWliSE'^NE'i, 
E'iNEtiNE'*  of  isrtion  3.'.. 
T.4  N..  H.  1  E  

Tra<t  4  of  .Sertion  31 .  Tract  Id  of 
Soct  ion  .12 

Tract  M  of  Sect  ion  .12.  Tract  2  of 
,<«'rtion  ;i1.  Tract  1  of  .<«'<tii>ri  4, 
TIN..  K  2E.  Tract  lofS.-c- 
tion.S.  T.3  N  .  R.2E   

Tract  3  of  Sect  ion  32.  Tnat  10  of 
Pi'ctioiraH 

Tnict  1  

Tract  2 

Tract  3  of  SiTtion  34.  Tract  1 
anil  Tract  3 of  Spclion  3.  T.  3  N.. 
K.2K    

Tract  .'.  of  .^ept ion  K.  W '  ^SW>i 
SWl^SWlj  of  Section  2f>. 

Trad  ti  of  Section  3.'5 

Trict  4 

Trmct  t,  of  Section  Ml.  Tract  1  of 
Sect  ion  1 ,  T .  3  N . .  R .  2  E .  T  nwt 
4  ef  Set  I  inn  H,  T.  3  \.,  R.  3  E. 
Tract  «  of  S«>ction  31,  T.  4  N., 
R.3E 

Tract  3  f.f  .<<-ction  3fi.  Tract  1  of 
Sei'tion  Vi 


l.in.tt 
13:i2 
111.6 
100.5 
135.3 

125. 5 

114.5 
112.0 

lOti.4 


119.8 


Townikip  S  Sorlh,  Fengt  S  Eait 

Tract  2 

Tract  a  of  Section  6.  Tract  1  of 
Section  7 

Tract  7  of  tktlion  6.  Tract  3  of 
Section  l.T.  3  N..  R.  2E 

Tiart.V  \'<..\\V^SEV4.  N'iS>i 
X\V)4SE>i.«nd  Tract  7  of  Sec- 
tion 7. 

Tract  4,  N'i,NEViSWJi  of  Sec- 
tion 7 


Toicntkip  i  \orth.  Range  S  Eart 

TractB 

Tract  5  of  Sec  tion  31.    Tract  5  of 

St-ction  :<«.  T.  4  N'.,  R.  2  E 

Tract  M  of  Section  31.    Tract  8  of 

Section  fi,  T.  3  \.,  R.  3  E 

Tract  7  ol  Section  31.    Tract  1  of 

SwtlonC,  T.  3.N.,  R.  3  E 


N0.94- 


lan.  t. 

14«7 
14.V  2 
llfi.9 

114.9 
13C9 

i:«.5 

109.7 


123.9 


119.0 

laai 

133.5 

141  1 
97.1 

««.7 


108.2 
117.8 

100.5 
l»:.  1 

9«'i.9 


108.8 
130.8 

108.0 
127.5 

ian.8 

125.9 
107.2 

111.2 

108.9 

103.4 

83.6 
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PRIVATl  LaNM 
(C)    NORTH  >AV1U0N  I>18TRK^ 

Wind  Rher  Merldinri,  Wjiominf 


Total 

Bcction 

Description 

irrl- 
palile 
acres 

Touniklp  S  \ortlt.  Range  t  Eatt 

8 

Ix)f3 

R.S 

l>ot  4 

6.7 

NELiSW'.^   . 

31.1 

NWiSW'/*'..  .  . 

16.1 

S\V)iS\V!i 

1.9 

SE^iSWi^ 

3.4 

SWl^SE'-i 

14.6 

4 

Jam  1 

3  .1 

IxjtS 

22.3 

SE'4N'W>i 

3.'.  K 

SWijNEli..  .  . 

32  2 

i'lrViSVM 

30.3 

NK'r4'SEVi 

36.5 

NWi^SE'^.-  . 

30.5 

NE'^SWli 

.^1.0 

.N\Vt,S\\Vi 

2.S.7 

SWiiSW'i 

24.6 

SE'iSWti 

.mo 

s\VHSE,i< 

27.1 

SE'^SEH 

16.1 

6 

I<ot  2 

30.  R 

l^ts 

3.1. 3 

Lot  4 

11.9 

Tounihip  i  Kortk.  Range  f  EaH 

28 

SE'iNE>4' 

31.1 

NEUSK>«' 

34.4 

NW'^SE^ 

12.8 

SK'«S\Vii 

;j4.s» 

SWliSEU 

36. 6 

SRliSEH 

»"..  4 

30 

SEiiNWVi 

2«^.9 

NWl.^'SEi^.- 

2V.3 

NE«^SW>4' 

27.7 

SEWSWV, 

30.8 

SW"iSK'4 

39.0 

SE'iSE'f 

28.5 

31 

\Y.\SV.H 

.17.9 

NWH'NE'/i 

37.4 

32 

NE^iNF.'i   

37.8 

33 

.\KL«NE'i 

3S.2 

NWliNEk' 

36. « 

NE'^NWi, 

27.3 

.NWiVW't' 

.^1.6 

SW'iWV'i  .^.... 

37.4 

SF.^NE'i   ?.... 

2y.  6 

34 

\E^N\V».i 

3<i.O 

NWKNW!i 

:ts.5 

SWliN\V»i 

:iH.8 

SEiiXW^i 

.17. 6 

NKV4S\Vl4 

211.4 

NW'iSWii 

20.1 

SEMSW.«.i 

•     «  2 

Sec.  2.  Limit  of  acreage  for  which 
entry  may  be  made  or  water  secured. 
The  public  lands  covered  by  this  notice 
have  been  divided  into  farm  units.  Each 
of  the  farm  tuiits  represents  the  acreage 
which,  in  the  opinion  of  the  Secretary 
of  the  Interior,  may  reasonably  be  re- 
quired for  the  support  of  a  family  upon 
such  land.  The  areas  of  the  different 
units  are  fixed  at  the  amounts  shown 
upon  the  farm  unit  plats  referred  to 
in  section  1  of  this  notice.  The  maxi- 
mum acreage  of  land  in  private  owner- 
ship for  which  application  for  delivery 
of  water  may  be  made  is  160  acres  of  irri- 
gable land  for  each  landowner. 

PREFERENCE  RIGHTS  OF  VETERANS  OF  WORLD 
WAR  n 

Sec  3.  Nature  of  preference.  The  law 
provides  that  when  public  lands  are 
opened  to  entry,  preference  shall  be 
given  to  applications  which  are  made  by 
veterans  of  World  War  II  (and  In  some 
cases  by  their  wives  or  hasbands  or 
guardians  of  minor  children*  and  which 
are  filed  within  90  days  after  the  opening 


I'm 

of  the  lands.  The  five  classes  of  per.'^ons 
who  are  entitled  to  this  veterans  prefer- 
ence are  set  forth  in  section  4  of  this  no- 
tice. 

Therefore,  applications  for  farm  units 
on  public  lands  covered  by  this  notice 
which  are  made  by  persons  com.ng 
within  one_of  the  five  cla.sscs  lisied  in 
section  4  of  this  notice  will  be  given  first 
consideration  if  submitted  before  2:00 
p.  m..  August  2.  1949. 

In  order  to  be  eligible  to  receive  farm 
units,  all  applicants,  whether  or  not  en- 
titled to  veterans  preference.  mu.st  po;>- 
sess  the  neces.sary  qualifications  as  to 
inda<;try.  experience,  character,  capital 
and  phy.-ical  fitness  'see  section  8  of  this 
notice >  and  'except  for  duly  appointed 
guardians)  mu.'^t  be  qualified  to  make 
entry  under  the  homestead  laws. 

Sec  4.  Persons  entitled  to  veterans' 
preference.  The  classes  of  persons  who 
are  entitled  to  the  veterans  preference 
described  In  section  3  of  this  notice  are 
as  follows: 

(a>  Persons,  including  those  under  21 
years  of  age.  who  have  served  in  the 
Army.  Navy,  Marine  Corps,  or  Coast 
Guard  of  the  United  States  for  a  period 
of  at  least  90  days  at  any  time  on  or  after 
September  16.  1940.  and  prior  to  the  ter- 
mination of  World  War  II.  and  have  been 
honorably  discharged. 

<b>  Persons,  including  those  under  21 
years  of  age,  who  have  served  in  the 
Army,  Navy,  Marine  Corps,  or  Coast 
Guard  during  the  period  prescribed  in 
subsection  <a»  of  this  section,  regardless 
of  length  of  service,  and  who  have  been 
discharged  on  account  of  wounds  re- 
ceived or  disability  incurred  during  .'^uch 
period  in  the  line  of  duty,  or,  subsequent 
to  a  regular  discharge,  have  been  fur- 
nished hospitalization  or  awarded  com- 
pensation by  the  government  on  account 
of  such  wounds  or  disability. 

<c)  The  spouse  of  any  per.son  in  either 
of  the  first  two  classes  listed  in  this  sec- 
tion, if  the  spouse  has  the  consent  of 
such  person  to  exerci.se  his  or  her  pref- 
erence right.  (See  section  11  of  this  no- 
tice regarding  provision  that  a  married 
woman  must  be  head  of  a  family.) 

(d»  The  surviving  spou.se  of  any  per- 
son in  either  of  the  first  two  classes  listed 
in  this  section,  or  in  the  case  of  the  death 
or  marriage  of  such  spouse,  the  minor 
child  or  children  of  such  per.son,  by  a 
guardian  duly  appointed  and  officially 
accredited  at  the  Department  of  the  In- 
terior. 

'e)  The  surviving  spouse  of  any  per- 
son whose  death  has  resulted  from 
wounds  received  or  di-sabillty  Incurred  in 
line  of  duty  while  serving  in  the  Army, 
Navy,  Marine  Corps,  or  Coast  Guard  dur- 
ing the  period  described  in  subsection  (a) 
of  this  section,  or  in  the  case  of  the  death 
or  marriage  of  such  spouse,  the  minor 
child  or  children  of  such  person,  by  a 
guardian  duly  appointed  and  officially 
accredited  at  the  Department  of  the  In- 
terior. 

Sec  5.  Definition  of  honorable  dis- 
charge. An  honorable  discharge 
means:  (a>  Separation  from  the  service 
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by  means  of  an  honorable  discharge  or 
by  the  acceptance  of  resignation  or  a 
discharge  under  honorable  conditions. 

(b)  Release  from  active  duty  under 
honorable  conditions  to  an  inactive  sta- 
tus, whether  or  not  in  a  reserve  compo- 
nent, or  retirement.   • 

Any  person  who  obtains  an  honorable 
discharge  as  herein  defined  shall  be  en- 
titled to  veferans  preference  even 
though  such  person  thereafter  resumes 
active  military  duty. 

Sec.  6.  Submission  of  proof  of  veter- 
ans   status.    All    applicants    for    farm 
units    who    claim    veterans    preference 
must  attach  to  their  applications  a  com- 
plete  photostatic   or   other   copy    (both 
sides)  of  their  certificate  of  honorable 
discharge,  or  of  an  official  document  of 
their  respective  branch  of  the  service 
which  shows  clearly  an  honorable  dis- 
-  charge,  as  defined  in  section  5  of  this 
-notice,  or  constitutes  evidence  of  other 
facts  on  which  the  claim  for  preference 
Is  based,  and  which  clearly  shows  the 
period  of  service. 

If  the  preference  Is  claimed  by  a  sur- 
viving spouse  or  on  behalf  of  the  minor 
child  or  children  of  a  deceased  veteran, 
proof  of  the  relationship  asserted  and 
of  the  veteran's  service  and  death  must 
be  attached  to  the  application.  If  the 
preference  is  claimed  by  the  spouse  of  a 
living  veteran,  proof  of  such  relationship 
and  of  the  veteran's  service  and  written 
consent  to  the  exercise  of  the  preference 
right  must  be  attached  to  the  applica- 
tion. 

QUALIFICATIONS  REQUIRED   BY   RECLAMATION 
AND  HOMESTEAD  LAWS 

Sec.  7.     Examining  board.    An  exam- 
inmg  board  of  four  members,  including 
the  Superintendent,  Operations  and  De- 
velopment,  Riverton   Project,   who   win 
act  as  secretary  of  the  board,  has  been 
approved  by  the  Commissioner  of  Recla- 
mation to  determine  the  qualifications 
and  fitness  of  applicants  to  undertake  the 
development  and  operation  of  a  farm  on 
the  Riverton   Project.     The  board  will 
make  careful  investigations  to  verify  the 
statements  made  by  the  applicants.    Any 
false  statements  may  constitute  grounds 
for  rejection  of  an  application,  cancella- 
tion of  award  or  cancellation  of  an  entry. 
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Sec.  8.  Minimum  qualifications.  This 
section  sets  forth  the  minimum  qualifi- 
cations which  are  nece-ssary  to  give  rea- 
sonable JTssurance  of  success  of  an  entry- 
man  or  entrywoman  on  a  reclamation 
farm  unit.  Applicants  must,  in  the  judg- 
ment of  the  examining  board,  meet  these 
qualifications  in  order  to  be  considered 
for  entry.  Failure  to  meet  them  in  any 
single  respect  will  be  sufficient  cause  for 
rejection  of  ap  application.  No  credit 
will  be  given  for  qualifications  in  excess 
of  the  required  minimum. 

The  minimum  qualifications   are   as 

follows: 

(a)  Character  and  industry.  An  ap- 
plicant must  be  possessed  of  honesty, 
temperate  habits,  thrift,  Indu.stry.  seri- 
ou.sness  of  purpose,  record  of  good  moral 
conduct,  and  a  bona  fide  intent  to  engage 
In  farming  as  an  occupation. 

(b)  Farm  experience.  Except  as 
otherwise  provided  in  this  subsection,  an 
applicant  must  have  had  a  minimum  of 


two  years  (24  months*  full-time  farm  ex- 
perience, which  shall  consist  of  partici- 
pation   in    actual    farming    operations, 
after  attaining  the  age  of  15  years.    Time 
spent  in  agricultural  courses  in  an  ac- 
credited   agricultural    college    or    time 
spent   in  work  closely   as.sociated   with 
farming,  such  as  teaching  vocational  ag- 
riculture, agricultural  extension  work,  or 
field  work  In  the  production  or  market- 
ing of  farm  products,  which.  In  the  opin- 
ion of  the  board,  will  be  of  value  to  an 
applicant  in  operating  a  farm,  may  be 
sub.stituted  for  full-time  farm  experience. 
Such  substitution  shall  be  on  the  basis 
of  one  year  (academic  year  of  at  least 
nine    months)    of    agricultural    college 
cour.ses  or  one  year  (twelve  months)  of 
work  closely  associated  with  farming  for 
six  months  of  full-time  farm  experience. 
Not  more  than  one  year  of  full-time  farm 
experience  of  this  type  will  be  allowed. 
A  farm  youth  who  actually  resided  and 
worked  on  a  farm  after  attaining  the  age 
of  15  and  while  attending  .school,  may 
credit  such  experience  as  full-time  ex- 
perience. 

Applicants  who  have  acquired  their 
experience  on  an  irrigated  farm  will  not 
be  given  preference  over  those  whose 
experience  was  acquired  on  a  non-irri- 
gated farm,  but  all  applicants  must  have 
had  farm  experience  of  such  a  nature  as, 
In  the  judgment  of  the  examining  board, 
will  qualify  the  applicant  to  undertake 
the  development  and  operation  of  an 
Irrigated  farm  by  modern  methods. 

(c)  Health.  An  applicant  must  be  in 
such  physical  condition  as  will  enable 
him  to  engage  in  normal  farm  labor. 
Any  person  who  is  physically  handi- 
capped or  afflicted  with  any  condition 
which  makes  such  ability  questionable 
must  attach  to  his  or  her  application  the 
detailed  statement  of  an  examining 
physician  which  defines  the  limitation 
upon  such  ability  and  Its  causes. 

(d>  Capital.  An  applicant  mu.st  pos- 
sess at  least  S3.000.00,  ccinsisting  of  ca.sh 
or  a.s.sets  readily  convertible  Into  cash, 
or  assets  such  as  livestock,  farm  machin- 
ery and  equipment,  which,  in  the  opinion 
of  the  board,  will  be  useful  In  the  de- 
velopment and  operation  of  a  new.  ir- 
rigated farm.  In  considering  the  prac- 
tical value  of  property  which  will  be  use- 
ful in  the  development  of  a  farm,  the 
board  will  not  value  household  goods  at 
more  than  $500  or  a  passenger  car  at 
more  than  $500.  If  the  applicant  pro- 
poses to  convert  Items  Into  cash,  total 
cash  value  should  be  shown  with  a  full 
explanation. 

An  applicant  .shall  furnl.sh  in  section 
10  of  the  farm  application  blank  a  finan- 
cial statement  listing  all  of  his  assets 
and  all  of  his  liabilities.  Prior  to  the 
l.ssuance  of  a  certificate  of  qualification, 
and  not  later  than  at  the  time  of  the 
personal  Interview,  the  applicant  will  be 
required  to  corroborate  his  statement  of 
net  worth  by  the  statement  of  an  officer 
of  a  bank  or  other  responsible  and  repu- 
table credit  agency  or  by  other  proof 
satisfactory  to  the  examining  board. 


fled  and  willing  to  give  their  frank  opin- 
ions as  to  the  apphcant's  personal  quali- 
fications and  farm  experience.  Persons 
named  as  references  must  be  responsible 
citizens  who  are  permanent  residents  in 
their  communities. 

At  least  one  of  these  five  persons  must 
be  an  agricultural  leader  who  now  holds 
one  or  more  of  the  following  positions: 
County  Agent:  Farmers  Home  Adminis- 
tration County  Supervisor;  Production 
and  Marketing  Administration  County 
Committeeman:  Soil  Con.servatlonist; 
Vocational  Agriculture  Teacher:  Mana- 
ger or  Agricultural  Representative  of  an 
agricultural  marketing  or  processing  as- 
sociation or  institution:  loan  officer  or 
agricultural  representative  of  a  credit 
agency  or  institution  In  an  agricultural 
community,  or  an  officer  of  any  recog- 
nized farm  organization. 

The  other  four  persons  named  as  ref- 
erences may  be  successful  farmers  who 
own  and  operate  their  own  farms  and 
are  well  known  In  the  community  where 
the  farm  experience  was  acquired. 

Persons  in  occupations  other  than 
those  listed  in  this  subsection  and  rela- 
tives of  the  applicant  are  not  acceptable, 
(b)  The  applicant  shall  also  be  re- 
sponsible for  furnishing  to  at  least  three 
of  the  five  persons  listed  In  section  12  of 
the  farm  application  blank  the  reference 
forms  provided  with  this  notice  and  for 
the  return  by  these  persons  to  the  board 
of  three  complete,  signed  statements. 
At  least  one  of  these  three  statements 
must  be  prepared  and  signed  by  one  of 
the  agricultural  leaders  listed  In  subsec- 
tion (a<  of  this  section. 


Sec  9.  References.  (a>  An  applicant 
shall  list  In  section  12  of  the  farm  appli- 
cation blank  the  names,  occupations, 
positions  or  titles  and  complete,  current 
addresses  of  five  persons  who  are  quall- 


Sec.  10.  Restriction  on  ownership  of 
project  lands.  Applicants  for  farm 
units  must  not  hold  or  own,  within  any 
Federal  reclamation  project,  IrriJAble 
land  for  which  construction  charges 
payable  to  the  United  States  have  not 
been  fully  paid,  except  that  this  resliic- 
tlon  does  not  aply  to  small  tracts  used 
exclusively  for  residential  purposes. 

Prior  to  the  Issuance  of  a  certificate  of 
qualification  and  not  later  than  the  time 
of  the  personal  interview,  an  applicant 
who  owns  land  In  a  Federal  Reclamation 
project  must  furnl.sh  satisfactory  evi- 
dence that  the  total  construction  charces 
allocated  against  the  land  owned  by  the 
applicant  have  been  paid  in  full. 

Sec  11.  Principal  qualifications  re- 
quired by  homestead  laus.  All  appli- 
cants (except  guardians)  must  meet  the 
requirements  of  the  homestead  laws. 
The  homestead  laws  require  that  an 
entryman  or  entrywoman: 

(a)  Must  be  a  citizen  of  the  United 
States  or  have  declared,  an  intention  to 
become  a  citizen  of  the  United  States. 

(b'  Must  not  have  exhausted  the 
right  to  make  homestead  entry  on  pubUc 

land. 

(c)  Must  not  own  more  than  160  acres 

of  land  in  the  United  States. 

(d)  Must,  if  a  married  woman,  or  a 
person  under  21  years  of  age  who  i>  not 
eligible  for  veterans  preference,  be  tne 
head  of  a  family.  The  head  of  a  family 
is  ordinarily  the  hu.sband,  but  a  wife  or 
a  minor  child  who  Is  obliged  to  assume 
major  responsibility  for  the  support  oi  a 
familv  may  be  the  head  of  a  family.  Anj 
applicant  who  is  required  to  be  the  neaa 
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of  a  family  must  submit  with  the  applica- 
tion evidence  of  such  status  which  is 
satisfactory  to  the  board.  Complete  In- 
formation concerning  qualifications  for 
homestcading  may  be  obtained  from  Dis- 
trict Land  Offices  or  from  the  Bureau  of 
Land  Management,  Washington  25,  D.^. 

where,  and  how  to  APPLY  FOR  A  FARM  UNIT 

Sec.  12.  Application  blanks.  Any  per- 
.son  desiring  to  enter  any  of  the  public 
land  farm  units  described  in  this  notice 
must  fill  out  the  attached  farm  appli- 
cation blank.  Additional  application 
blanks  may  be  obtained  from  the  Bureau 
of  Reclamation,  Riverton,  Wyoming;  the 
Regional  Director,  Bureau  of  Reclama- 
tion, Billings,  Montana;  or  the  Commis- 
sioner of  Reclamation,  Department  of 
the  Interior,  Washington  25,  D.  C.  Full 
and  frank  answers  must  be  made  to  each 
question  on  the  farm  application  blank. 

Sec.  13.  The  filing  of  application  and 
supporting  evidence.  An  application  for 
a  certificate  of  qualification  for  a  farm 
unit  listed  In  this  notice  must  be  filed 
with  the  Superintendent.  Operations  and 
Development,  Riverton,  Wyoming,  in  per- 
son or  by  mail. 

No  advantage  will  accrue  to  an  appli- 
cant who  pre.sents  an  application  in 
person.  Every  application  must  be  ac- 
companied by: 

(a»  Proof  of  veterans  status  if  vet- 
erans preference  is  claimed  (see  section  6 
of  this  notice). 

(b)  Statement  of  examining  physi- 
cian, in  case  of  disability  (see  subsection 
8  (O  of  this  notice). 

(c)  Evidence  of  citizenship  or  of  de- 
clared Intention  If  applicant  is  not 
native-born  (see  subsection  11  <a)  of 
this  notice). 

(d>  Evidence  of  status  as  head  of  a 
family  if  applicant  is  a  married  woman 
or  a  non-veteran  under  the  age  of  21 
(.see  subsection  11   (d»   of  this  notice). 

The  applicant  must  also  see  that  three 
of  his  references  submit  complete  signed 
statements  of  his  qualifications.  (See 
subsection  9  (b)  of  this  notice.) 

Sec.  14.  Applications  become  Depart- 
ment records.  Each  application  sub- 
mitted, including  corroborating  evidence, 
will  become  a  part  of  the  permanent 
records  of  the  Department  of  the  In- 
terior and  cannot  be  returned  to  the 
applicant.  For  this  reason,  original 
discharge  or  citizenship  papers  should 
not  be  submitted.  In  case  an  applicant 
is  awarded  a  farm,  his  dl.scharge  papers 
will  be  attached  to  his  certificate  of  eligi- 
bility (see  section  22  of  this  notice)  for 
submission  to  the  Bureau  of  Land  Man- 
agement. 

Sec.  15.  Importance  of  complete  ap- 
plications. It  shall  be  the  sole  respon- 
sibility of  an  applicant  to  submit/ a  com- 
plete application,  including  the  corrobo- 
rating evidence  required  by  this  notice. 
Failure  of  an  applicant  to  provide  com- 
plete answers  to  all  questions  In  the  farm 
application  blank  within  the  periods 
specified  in  this  notice,  or  failure  to  pro- 
vide all  other  Information  required  by 
this  notice,  will  subject  an  application  to 
rejection 
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SELECTION   OF   QUALIFIED   APPLICANTS 

Sec  16.  Priority  of  applications.  All 
applications  will  be  cla.ssified  for  priority 
purposes  and  considered  in  the  follow- 
ing order: 

(a I  First  priority  group.  All  com- 
plete applications  filed  prior  to  2:00  p.  m., 
August  2,  1949,  which  are  accompanied 
by  proof  sufficient,  in  the  opinion  of  the 
examining  board,  to  establish  eligibility 
for  veterans  preference.  All  such  ap- 
plications will  be  treated  as  simultane- 
ously filed. 

(b»  Second  priority  group.  All  com- 
plete applications  filed  prior  to  2:00  p.  m.. 
August  2.  1949.  from  applicants  without 
veterans  preference  or  which  are  not  ac- 
companied by  proof  sufficient,  In  the 
opinion  of  the  examining  board,  to  es- 
tablish eligibility  for  veterans  preference. 
All  such  applications  will  be  treated  as 
simultaneously  filed. 

<c)  Final  group.  All  complete  appli- 
cations filed  after  2:00  p.  m.,  August  2, 
1949.  whether  or  not  accompanied  by 
proof  of  veterans  preference.  Such  ap- 
plications will  be  considered  In  the  order 
in  which  they  are  filed  if  any  farm  units 
are  available  for  award  to  applicants 
within  this  group. 

Sec  17.  Preliminary  examination  to 
determine  first  priority  group,  right  of 
appeal.  Each  application  will  be  exam- 
ined for  the  purpose  of  ascertaining  (a) 
that  the  application  Is  complete;  (b»  that 
all  of  the  corroborating  evidence  re- 
quired by  this  notice  to  be  submitted  in 
advance  of  the  drawing  has  been  fur- 
nished; and  (c )  that  the  applicant's  right 
to  veterans  preference  has  been  fully  es- 
tablished. Any  incomplete  application 
or  any  application  not  accompanied  by 
the  required  corroborating  evidence  will 
be  rejected.  Any  applicant  without  vet- 
erans preference,  or  any  applicant  claim- 
ing veterans  preference  but  failing  to  es- 
tablish proof  of  eligibility  for  such  pref- 
erence shall  be  placed  in  the  second 
priority  group. 

In  case  of  rejection  or  placement  in 
the  second  priority  group,  the  applicant 
shall  be  notified  by  the  board  by  reg- 
istered mail,  with  return  receipt  re- 
quested, of  such  rejection  or  placement; 
the  reasons  therefor,  and  of  the  right  to 
appeal  in  writing  to  the  Regional  Direc- 
tor, Bureau  of  Reclamation,  Billings. 
Montana.  All  appeals  must  be  received 
in  the  office  of  the  Superintendent. 
Operations  and  Development.  Riverton 
Project,  Riverton,  Wyoming,  within  15 
days  of  the  applicant's  receipt  of  such 
notice,  or  in  any  event,  within  30  days 
from  the  date  when  the  notice  is  mailed 
to  the  last  address  furnished  by  the  ap- 
plicant. The  Superintendent  will  for- 
ward the  appeals  promptly  to  the  Re- 
gional Director.  If  an  appeal  Is  decided 
by  the  Regional  Director  In  favor  of  the 
applicant,  the  application  will  be  re- 
ferred to  the  board  for  inclusion  in  the 
drawing.  All  decisions  on  appeals  will 
be  based  exclusively  on  information  ob- 
tained prior  to  rejection  of  the  applica- 
tion or  placement  In  the  second  priority 
group.  The  Regional  Director's  deci- 
sion on  all  appeals  shall  be  final. 

8ec.  18.  Public  drawing.  After  the 
expiration  of  the  appeal  periods  fixed  by 
the  above-mentioned  notices  and  after 
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decision  on  all  appeals,  the  board  will 
conduct  a  public  drawing  of  the  names 
of  the  applicants  remaining  in  the  First 
Priority  Group  as  defined  in  subsection 
16  (a)  of  this  notice.  Applicants  need 
not  be  present  at  the  drawing  In  order 
to  participate  therein.  The  names  of 
a  sufficient  number  of  applicants  (not 
less  than  three  times  the  number  of  farm 
units  to  be  awarded)  shall  be  drawn  and 
numbered  consecutively  in  the  order 
drawn  for  the  purpose  of  establishing 
the  order  In  which  the  applications 
drawn  will  be  further  examined  by  the 
board  to  determine  whether  the  appli- 
cants meet  the  minimum  qualifications 
prescribed  in  this  notice,  and  to  establish 
the  priority  of  qualified  applicants  for 
the  selection  of  farm  units.  After  such 
drawing,  the  board  shall  notify  each 
applicant  of  his  respective  standing  as 
a  result  of  the  drawing. 

Sec  19.  Final  examination.  The  board 
shall  examine,  in  the  order  drawn,  a  suf- 
ficient number  of  applications  to  de- 
termine the  applicants  to  whom  the  farm 
units  will  be  awarded.  This  examina- 
tion will  determine  the  sufficiency,  au- 
thenticity and  reliability  of  the  infor- 
mation and  evidence  submitted  by  the 
applicants.  If  such  examination  Indi- 
cates that  an  applicant  is  qualified,  such 
applicant  shall  b^  so  notified  and  shall 
be  required  to  submit  the  statement  of 
a  credit  agency  corroborating  his  state- 
ment relative  to  his  net  worth,  described 
in  subsection  8  (d)  of  this  notice,  and  If 
an  applicant  owns  land  on  a  Federal  rec- 
lamation project,  satisfactory  evidence 
that  all  construction  charges  against 
such  land  have  been  paid  as  required  In 
section  10  of  this  notice. 

The  applicant  may  be  required  to  ap- 
pear for  a  personal  Interview  with  the 
board  for  the  purpo.se  of:  (a)  Affording 
the  board  any  additional  information  it 
may  desire  relative  to  his  qualifications; 
(b)  affording  the  applicant  any  infor- 
mation desired  relative  to  conditions  in 
the  area  and  the  problems  and  obliga- 
tions relative  to  development  of  a  farm 
unit;  and  (c)  affording  the  applicant 
an  opportunity  to  examine  the  farm 
units. 

If  the  board  finds  that  an  applicant's 
qualifications  fulfill  the  requirements 
prescribed  in  this  notice,  such  applicant 
shall  be  notified,  in  person  or  by  regis- 
tered mail,  that  he  Ls  a  successful  appli- 
cant and  shall  be  given  an  opportunity 
to  select  one  of  the  farm  units  then 
available.  If  the  board  finds  that  an 
appficant's  qualifications  do  not  meet  the 
requirements  prescribed  in  this  notice, 
or  if  he  fails  to  supply  the  corroborating 
evidence,  the  applicant  shall  be  disquali- 
fied and  .shall  be  notified  by  the  board, 
by  registered  mail,  of  such  di.squalifica- 
tion  and  the  rea.sons  therefor  and  of 
the  right  to  appeal  to  the  Regional  Di- 
rector as  prescribed  in  section  17  of  this 
notice. 

SELECTION  OF  FARM  UNITS 

Sec  20.  Order  of  selection.  The  ap- 
plicants who  have  been  notified  of  their 
qualification  for  the  award  of  a  farm  unit 
will  successively  excrci.se  the  right  to 
select  a  farm  unit  in  accordance  with  the 
priority  established  by  the  drawing.  If 
a  farm  unit  becomes  available  through 


2596 

failure  of  a  successful  applicant  to  exer- 
cise his  right  of  selection  or  failure  to 
complete  his  entry  filing  with  the  Bu- 
reau of  Land  Management,  it  will  be  of- 
fered to  the  next  qualified  applicant  in 
accordance  with  the  priority  established 
by  the  drawing.     An  applicant  who  is 
considered  to  be  disqualified  as  a  result 
of  the  personal  Interview  will  be  per- 
mitted to  exercise  his  right  to  select,  not- 
withstanding his  disqualification,  unless 
he  voluntarily  surrenders  this  right  In 
writing.    If,  on  appeal,  the  action  of  the 
board  in  disqualifying  an  applicant  as  a 
result  of  the  personal  interview  is  re- 
versed by  the  Regional  Director,  the  ap- 
plicant's selection  shall  be  effective,  but 
if  such  action  of  the  board  is  upheld  by 
the  Regional  Director,  the  farm  unit  se- 
lected by  this  applicant  will  become  avail- 
able for  selection  by  successful  appli- 
cants who  have  not  exercised  their  right 
to  select. 

If  any  of  the  farm  units  listed  in  this 
notice  remain  unselccted  after  all  quali- 
fied applicants  whose  names  were  se- 
lected in  the  drawing  have  had  an  oppor- 
tunity to  select  a  farm  unit,  and  if  addi- 
tional applicants  remain  in  the  First  Pri- 
ority Group,  the  board  will  follow  the 
same  procedure  outlined  in  section  18  of 
this  notice  in  the  selection  of  additional 
applicants  from  this  group. 

If  any  of  the  farm  units  remain  unse- 
lected  after  all  qualified  applicants  in  the 
First  Priority  Group  have  had  an  oppor- 
tunity to  select  a  farm  unit,  the  board 
will  follow  the  same  procedure  to  select 
applicants  from  the  Second  Priority 
Group  and  they  will  be  permitted  to  ex- 
ercise their  right  to  select  a  farm  unit 
In  the  manner  prescribed  for  the  success- 
ful applicants  from  the  First  Priority 
Group. 

Any  farm  units  remaining  unselected 
after  all  qualilied  applicants  In  the  Sec- 
ond Priority  Group  have  had  an  oppor- 
tunity to  select  a  farm  unit  will  be  offered 
to  applicants  in  the  Final  Group  in  the 
order  In  wh!ch  their  applications  were 
filed,  subject  to  the  determination  of  the 
board,  made  In  accordance  with  the  pro- 
cedure prescribed  herein,  that  such  appli- 
cants meet  the  minimum  qualifications 
prescribed  in  this  notice. 

Stc.  21.  Failure  to  select.  If  any  ap- 
plicant refuses  to  select  a  farm  unit  or 
fails  to  do  so  within  the  time  specified  by 
the*board.  such  applicant  shall  forfeit 
his  position  in  his  priority  group  and  his 
name  shall  be  placed  last  in  that  group. 

Sec.  22.  Payment  of  charges  and  filinq 
homestead  applications — 'a)  Charges 
against  project  land.  After  each  suc- 
cessful applicant  has  advised  the  board 
of  his  selection  of  a  farm  unit  he  shall 
be  notified  by  the  board  of  the  annual 
construction,  water  rental,  or  other 
charges,  payment  of  which  must  be  re- 
ceived at  the  office  of  the  Superintendent. 
Operations  and  Development,  Riverton 
Project,  within  15  days  of  the  receipt  by 
the  applicant  of  such  notice.  Upon  re- 
ceipt by  the  Superintendent,  Operations 
and  Development,  of  such  payment  from 
the  applicant  before  the  expiration  of 
said  15-day  period,  the  board  shall  fur- 
nish each  applicant,  by  registered  mall 
or  by  delivery  in  per.son,  a  certificate  of 
eligibility  stating  that  the  applicant's 
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qualifications  to  enter  public  lands  have 
been  examined  and  approved  by  the 
board.  The  applicant  must  attach  such 
certificate  together  with  the  prescribed 
filing  fee  and  payment  described  below 
in  section  22  (b)  to  the  homestead  ap- 
plication. Such  homestead  application 
must  be  filed  at  the  District  Land  Office, 
Bureau  of  Land  Management,  Cheyenne. 
Wyoming,  within  15  days  from  the  date 
of  the  receipt  by  the  applicant  of  such 
certificate.  Failure  to  pay  the  annual 
con.struction.  water  rental  or  other 
charges  required  and  to  malce  applica- 
tion for  homestead  entry  within  the  pe- 
riod specified  herein  will  render  the  ap- 
plication subject  to  rejection. 

<b»  Payment  for  land  required.  The 
public  lands  covered  by  this  notice  were 
formerly  a  part  of  the  Wind  River  or 
Shoshone  Indian  Reservation,  and  in  ac- 
cordance with  the  act  of  March  3,  1905 
(33  Stat.  1016* ,  as  amended  by  the  act  of 
March  4.  1921  (41  Stat.  1404 »,  the  entry- 
man  must  pay.  in  addition  to  the  Recla- 
mation charges,  one  dollar  and  fifty  cents 
($1.50)  per  acre  for  said  land  to  the  Dis- 
trict Land  Office  in  Cheyenne.  Wyoming, 
of  which  fifty  cents  "$0.50>  per  acre  will 
be  payable  on  the  date  of  entry,  and 
twenty-five  cents  ($0.25)  per  acre  per 
year  for  each  of  the  four  years  there- 
after. Failure  to  make  deferred  pay- 
ments when  due  will  render  the  entry 
subject  to  cancellation. 

GENERAL   PROVISIONS 

Sec.  23.  Warning  against  unlawful 
settlement.  No  per.<:on  shall  be  permit- 
ted to  gain  or  exercise  any  right  under 
any  settlement  or  occupation  of  any  of 
the  public  lands  covered  by  this  notice 
except  under  the  terms  and  conditions 
prescribed  by  this  notice. 

Sec.  24.  Inclusion  of  lands  in  irrigation 
districts:      Development      period      and 
charges — 'a)   Lands  uithin  the  Pilot  Ex- 
tension Area.    The  lands  within  the  Pilot 
Extension  Area  de.scribod  in  .<;ection  1  <  a » 
are   served   by   irrigation   works   which 
serve  presently  irrigated  lands  within  the 
Midvale  Irrigation  District.     To  facih- 
tate  the  furnishing  of  water  to  the  lands 
it  will  be  necessary  to  include  all  such 
lands  within  the  Midvale  Irrigation  Dis- 
trict.    To  this  end  It  will  be  required  that 
each   water   application   filed   for   such 
lands  be  accompanied  by  a  petition  for 
the  inclusion  of  land.s  covered  by  such 
application    in    the   Midvale   Irrigation 
District,  unless  such  petition  has  already 
been  filed,  or  unless  such  lands  are  al- 
ready   included    in    the    District.     The 
United  States  and  the  Midvale  Irrigation 
District  entered  into  a  contract  dated 
February  12.  1931,  and  amended  Decem- 
ber   4.    1933.    December    13,    1943,    and 
December  20.  1S48.    Under  this  contract 
the  District  agreed  to  pay  to  the  United 
States  the  required  charges  covering  the 
cost  of  operating  and  maintaining  the  ir- 
rigation works  serving  the  District  lands, 
and  agreed  to  repay  to  the  United  States 
the   co.st   of   constructing   such   works. 
Such  construction  costs  are  to  be  recov- 
ered by  the  levy  of  construction  charges 
on  the  District  lands  In  forty  '40)  annual 
installments.    Under  the  1948  amend- 
ment of  the  District  contract  with  the 
United  States,  the  first  of  these  construc- 
tion charge  Installments  will  be  due  and 


payable  for  the  new  lands  coming  Into 
the  Midvale  Irrigation  District  in  the 
10th  year  following  the  year  in  which 
water  Is  first  delivered  to  the  lands.  If 
public  lands  are  already  Included  within 
the  District,  the  first  installment  will  he 
payable  In  the  third  year  following  the 
year  of  entry.  The  total  of  the  consti  uc- 
tlon  costs  which  the  District  has  agreed 
to  repay  is  $5,000,000.  exclusive  of  inter- 
est and  penalties;  however,  the  District 
may  further  obligate  Itself  for  drainage 
or  other  construction  work.  Copy  of  the 
District's  contract  with  the  United 
States,  with  present  amendments,  may  be 
examined  in  the  office  of  the  Project  En- 
gineer. Bureau  of  Reclamation.  River- 
ton.  Wyoming,  or  In  the  office  of  the 
Commissioner  of  the  Bureau  of  Reclama- 
tion. Washington,  D.  C. 

(b)  Lands  within  the  North  PaiilUon 
Division.     The  lands  within  the  North 
Pavillion  Division  described  In  sections 
1  (bi  and  1  (c>  are  not  within  the  boun- 
daries of  the  Midvale  Irrigation  District 
and  are  not  directly  served  by  the  Irrira- 
tion  works  which  serve  presently  irri- 
gated lands  of  the  District.     The  Recla- 
mation Law  provides  that  except  during 
a   "development   period"    fixed   by   the 
Secretary  of  the  Interior,  water  may  not 
be  delivered  for  the  irrigation  of  lands 
until    an    organization,    satisfactory    in 
form  and  powers  to  the  Secretary,  has 
entered  into  a  contract  with  the  United 
States  providing  for  the  repayment  of 
the  project  construction  costs  which  are 
allocated  to  .such  irrigated  lands.    Pur- 
suant to  sections  2  (J)  and  7  (b)  of  the 
Reclamation   Project   Act   of    1939.   the 
lands  described  above  In  sections  1  (bi 
and  1  (c>  are  hereby  designated  a  de- 
velopment unit.    The  development  pe- 
riod for  the  lands  .so  designated  Is  fixrd 
at  a  period  of  ten  dO)  years  from  and 
including  the  first  year  In  which  water 
Is   delivered.     Before   the   end    of    this 
development  period  all  lands  above  de- 
scribed in  .sections  1  (b)  and  1  <c>  must 
be  Included  within  an  organization  of 
the  type  described  and  such  organization 
must  execute  a  contract  covering  the  re- 
payment of  the  construction  costs  allo- 
cated to  such  lands.     On  the  date  of  issue 
of  this  public  notice  It  Is  Impracticable 
to  determine  (1>  the  total  construction 
costs  of  the  North  Pavillion  Division  D.s- 
tributary  System;  i2»  the  allocation  of 
costs  to  the  North  Pavillion  Division  of 
the  Riverton  Reclamation  Project,  and 
(3)   the  ultimate  water-service  area  of 
the     Division.     Accordingly,     no    exact 
statement  as  to  the  total  and  per-acre 
construction    charge    to    be    allocated 
against  the  North  Pavillion  lands  opened 
in    this    publfc    notice    Is    practicable. 
When  the  total  construction  charge  has 
been  determined  and  allocated  by  the 
Secretary  of  the  Interior,  and  a  repay- 
ment contract  negotteted  with  the  irriga- 
tion dl.strlct.  a  supplemental  notice  an- 
nouncing the  total  and  per-acre  charge 
will  be  Issued. 

(c)  Charges  during  development  pe- 
riod. The  first  payment  of  water  charges 
will  be  made  when  the  water  applica- 
tion Is  filed  at  the  office  of  the  Superin- 
tendent, Operations  and  Development, 
Bureau  of  Reclamation.  Riverton.  Wyo- 
ming. Succeeding  annual  water  charges 
for  lands  of  the  Pilot  Exten.-ion  Area 
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described  In  section  1  (a)  shall  be  paid 
pursuant  to  levy  made  by  the  Midvale 
Irrigation  District.  Succeeding  annual 
water  charges  for  both  public  and  pri- 
vate lands  of  the  North  Pavillion  Divi- 
sion described  In  sections  1  (b)  and  1  (c) 
shall  be  paid  directly  to  the  Superin- 
tendent. Operations  and  Development, 
Bureau  of  Reclamation,  Riverton,  Wyo- 
ming, until  an  organization  is  formed  by 
the  water  users  satisfactory  to  the  Sec- 
retary of  the  Interior. 

The  minimum  water  charge  for  lands 
described  in  section  1  (b)  and  1  (c) 
•until  further  notice  shall  be  one  dollar 
and  fifty  cents  ($1  50>  for  each  irrigable 
acre  of  land.  Payment  of  this  charge 
.shall  be  made  in  advance  of  water  de- 
livery and  will  entitle  the  entryman  or 
land  owner  to  a  farm  delivery  of  2  acre- 
feet  of  water  per  irrigable  acre  for  each 
irrigation  sea.son.  Additional  water  will 
be  furnished,  until  further  notice',  at  the 
rate  of  fifty  cents  ($0.50)  per  acre-foot 
for  the  third  acre-foot  per  Irrigable  acre 
and  seventy-five  cents  ($0.75)  per  acre- 
foot  for  each  additional  acre-foot  per 
irrigable  acre  thereafter.  Charges  for 
the  additional  water  are  to  be  paid  on 
or  before  December  1  of  the  year  in  which 
used.  No  water  shall  be  delivered  to  the 
water  users  in  subsequent  years  until  all 
such  charges  have  been  paid  in  full. 

In  the  event  any  applicant  does  not 
receive  notice  of  the  award  of  a  farm 
unit  until  after  July  1  of  any  year  the 
entryman's  jmyment  of  charges  for  that 
year  shall  be  applied  to  payment  of  water 
charges  for  the  succeeding  year. 

The  foregoing  charges  are  subject  to 
all  provisions  of  the  Federal  Reclama- 
tion Law  relative  to  collections  and  pen- 
alties for  delinquencies.  The.se  charges 
will  be  paid  in  the  office  of  the  Bureau 
of  Reclamation,  Riverton.  Wyoming. 

(d)  Payment  of  charges  after  the  de- 
velopment period.  Lands  In  the  Pilot 
Extension  Area  described  in  section  1  (a) 
will  pay  charges  after  their  development 
period  In  accordance  with  the  then  ex- 
isting repayment  contract  between  the 
United  States  and  the  Midvale  Irriga- 
tion District. 

Lands  of  the  North  Pavillion  Division 
described  In  .section  1  (b)  and  1  (c)  will 
pay  charges  after  the  10-ycar  develop- 
ment E)eriod.  In  accordance  with  a  repay- 
ment contract  between  the  United  States 
and  an  irrigation  district  as  indicated  In 
subsection  (b)  of  this  section.  The.se 
charges  will  include  an  annual  charge 
per  acre  to  meet  operation  and  mainte- 
nance costs  and  to  repay  to  the  govern- 
ment that  portion  of  the  construction 
costs  allocated  to  the  North  Pavillion  Di- 
vision of  the  Riverton  Project. 

Sec.  25.  Reservation  of  rights-of-way 
for  public  roads.  Rights-of-way  along 
section  lines  and  other  lines  shown  in  red 
on  the  farm  unit  plats  described  in  sec- 
tion 1  of  this  notice  are  reserved  for 
county,  State,  and  Federal  highways  and 
access  roads  to  the  farm  units  shown  on 
said  farm  unit  plats. 

Sec  26.  Reservation  of  rights-of-way 
for  publicly  owned  utilities.  Rights-of- 
*ay  are  reserved  for  government-owned 
telephone,  electric  tran.smi.ssion,  water 
and  sewer  lines,  and  water  treating  and 
pumping  plants,  as  now  constructed,  and 
the  Secretary  of  the  Interior  reserves  the 
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right  to  locate  .such  other  government- 
owned  facilities  over  and  across  the  farm 
units  above  described  as  hereafter,  in  his 
opinion,  may  be  necessary  for  the  proper 
construction,  operation  and  maintenance 
of  the  said  project. 

Sec  27.  Waiver  of  mineral  rights.  All 
homestead  entries  for  the  above-de- 
scribed farm  units  will  be  .subject  to  the 
laws  of  the  United  States  governing  min- 
eral land,  and  all  homesLead  applicants 
under  this  notice  must  waive  the  right  to 
the  mineral  content  of  the  land.  If  re- 
quired to  do  so  by  the  Bureau  of  Land 
Management;  otherwise,  the  homestead 
applications  will  be  rejected  or  the  home- 
stead entry  or  entries  cancelled. 

Sec  28.  Effects  of  cancellation  of  entry 
by  rcliuQuishment.  In  the  event  that 
any  entry  of  public  land  made  hereunder 
is  cancelled  by  relinquishment  at  any 
time  prior  to  full  compliance  with  the 
homestead  laws,  the  lands  in  the  entry 
so  relinquished  shall  become  available 
to  entry  by  the  next  numbered  qualified 
applicant  who  will  be  treated  as  a  stand- 
ing applicant  therefore  under  this  notice. 
Such  applicant  shall  be  required  to  fur- 
nish such  additional  information  as  may 
be  necessary  to  satisfy  the  board  that  he 
is  still  qualified  under  the  terms  of  this 
notice. 

Sec  29.  Federal  assistance  in  land  de- 
velopment. The  Bureau  of  Reclama- 
tion, as  an  incident  to  the  completion 
of  the  project,  will  assist  entrymen,  in 
appropriate  cases  and  on  a  reimbursable 
basis,  in  the  development  of  farm  units, 
which  a.ssistance  will  include  clearing 
and  rough  leveling  of  land,  roughing-in 
of  farm  irrigation  and  surface  drainage 
systems  beyond  the  farm  turnouts. 

Note:  The  rejxirting  requirement  of  this 
public  notice  lias  been  approved  by  the  Bu- 
reau of  the  Budget  In  accordance  with  the 
Federal  Reports  Act  of  1942. 

William  E.  Warne, 
Assistant  Secretary  of  the  Interior. 

April  4,  1949. 

IF.    R.    Doc.    49  3903;    Filed,    May    16.    1949; 
8:46  a.  in.j 


(No.  29) 

Riverton  Irrigation  ftiojEcT,  Wyoming 

NOTICE  OF  annual  WATER   RENTAL  CHARGES 

March  28,  1949. 

1.  Water  rental.  Irrigation  water. 
when  available,  will  be  furnished  upon 
a  rental  basis  under  approved  applica- 
tions for  temporary  water  service  dur- 
ing the  irrigation  season  of  1950,  and 
thereafter  until  further  notice,  to  those 
lands  in  private  ownership  and  to  those 
public  lands  opened  under  the  orders 
"opening  public  land  to  entry"  dated 
March  3.  1926.  November  9,  1926,  March 
23,  1931,  May  2.  1932,  January  31.  1933. 
October  30.  1939.  and  July  10,  1947. 
against  which  lands  assessments  for 
water  rental  were  not  levied  by  the 
Midvale  Irrigation  District  for  the  year 
In  which  the  water  is  to  be  used. 

2.  Charges  arid  terms  of  payment. 
The  minimum  water  rental  charge  for 
the  irrigation  sea.son  of  1950,  and  there- 
after until  further  notice,  will  be  as 
follows : 
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For  public  lands  entered  under  orders 
"opening  public  land  to  entry"  as  de- 
scribed in  Paragraph  1.  $1,50  per  Irrigable 
acre,  which  charge  shall  be  payable 
whether  water  is  used  or  not ; 

For  lands  described^  in  Paragraph  1 
other  than  public  lands,  for  which  water 
rental  application  is  made,  $3.60  per  ir- 
rigable acre  (of  which  $2.10  per  acre 
will  be  applied  to  the  construction  ac- 
count) ; 

payment  of  which  will  entitle  the  appli- 
cant to  not  more  than  two  acre-feet  of 
water  per  irrigable  acre  per  annum. 
Payment  of  the  minimum  charge  shall 
be  made  for  the  entire  irrigable  area  of 
each  public  land  farm  unit ;  and  for  the 
entire  irrigable  area  of  each  40-acre  sub- 
division of  private  land  for  which  ap- 
plication is  made.  The  minimum  charge 
shall  be  payable  in  advance  on  or  before 
May  1  of  each  year,  and  no  part  of  such 
charge  shall  be  refunded.  Additional 
water,  If  available,  will  be  furnished 
during  the  irrigation  season  at  the  rate 
of  $0.50  for  the  third  acre-foot  per  acre 
and  at  the  rate  of  $0.75  per  acre-foot  for 
all  additional  water  above  that  amount, 
payable  on  December  1  of  the  year  iri 
which  such  additional  water  is  delivered. 
When  the  initial  water  rental  applica- 
tion for  any  tract  of  land  Is  submitted 
and  approved  after  July  1  of  any  year 
for  said  pablic  land  and  after  August  1 
of  any  year  for  lands  in  private  owner- 
ship, the  minimum  charge  payment  shall 
apply  as  a  credit  on  the  minimum  charge 
for  the  following  irrigation  season. 

3.  Penalty  for  non-payment.  If  pay- 
ment of  the  minimum  charge  Is  not  made 
on  or  before  May  1  of  each  year  in  the 
case  of  public  lands,  and  payment  for 
additional  water  furnished  to  any  lands 
is  not  made  on  or  before  December  1  of 
the  year  in  which  such  additional  water 
is  delivered,  there  shall  be  added  to  the 
amount  unpaid  a  penalty  of  one-half 
percent  thereof  on  the  first  day  of  the 
third  calendar  month  after  such  due 
date,  and  there  shall  be  added  a  like 
penalty  of  one-half  percent  on  the  first 
day  of  each  month  thereafter  .so  long  as 
such  default  shall  continue,  and  no  water 
shall  be  delivered  to  the  owner  or  entry- 
man  in  subsequent  years  until  all  such 
charges  and  penalties  have  been  paid  in 
full. 

4.  All  applications  for  water  service 
and  payments  under  this  notice  shall  be 
made  to  the  Bureau  of  Reclamation, 
Riverton,  Wyoming. 

fAct  of  June  17,  1902,  32  Stat.  388,  as 
amended  or  supplemented) 

K.  F.  Vernon, 
Regional  Director. 

IF.   R.    Doc.   49-3901;    Piled,    May    16.    1949; 
8:45  a.  m.] 


[No.  611 

Yuma  Irrigation  Project. 
Arizona-California 

public  notice  of  annual  operation  and 
maintenance  charges  and  annual  water 
rental  charges 

April  12,  1949. 
1.  Annual  operation  and  maintenance 

charges  for  lands  under  public  notice. 
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reservation  division.    The  minimum  an- 
nual operation  and  maintenance  charge 
for  the  calendar  year  1949  and  there- 
after  until   further   notice   against   all 
lands  of  the  Reservation  Division  under 
public  notice  shall  be  $6.00  per  Irrigable 
acre  whether  water  is  used  or  not.  pay- 
ment of  which  will  entitle  the  water  user 
to  5  acre-feet  of  water  per  acre  on  cer- 
tain sandy  areas  shown  on  the  list  at- 
tached to  public  notices  No.  31  dated 
April   14.  1931.  No.  40  dated  March   1. 
1935  No."  43  dated  February  17,  1936.  No. 
47  dated  March  5.  1037.  and  No.  49  dated 
March  28.  1938.  and  to  4  acre-feet  of 
water  per  irrigable  acre  on  all  other  lands 
of    the    division.      Additional    water,    if 
available,  will  be  furnished  at  the  rate 
of  $1.50  per  acre-foot.  ^     „     ,    . 

Where  in  the  opinion  of  the  Project 
Superintendent  it  may  be  done  without 
Interference  with  other  project  require- 
ments  upon  written  request  filed  in  ad- 
vance by  a  water  user  who  is  not  delm- 
quent  in  the  payment  of  any  operation 
and  maintenance  charges,  water  will  be 
furnished  free  of  charge  for  reclaiming 
lands  by  the  removal  o!  alkali  either  by 
growing   rice  or  by  the  usual  leaching 
methods:  Provided,  however.  That  lands 
for  which  free  water  was  served  during 
the    preceding    calendar    year    will    not 
again  be  served  free  water  in  the  absence 
of  evidence  saUsfactory  to  tJie  Project 
'  Superintendent  that  although  the  water 
so  served  free  of  charge  during  .such 
preceding  year  was  applied  to  the  land 
in  sufficient  quantities  over  a  period  of 
not  less  than  3  months,  the  results  ac- 
complished during  such  preceding  year 
were  not  satisfactory. 

AH  operation  and  maintenance 
charges  shall  be  due  and  payable  on  Jan- 
uary 1  of  each  year  for  the  preceding 
calendar  year. 

2    Annual  water  rental   charges   for 
other  lands.  Reservation  Division.    Irri- 
gation water  will  be  furnished  during  the 
calendar  year  1949  and  thereafter  until 
further  notice  for  lands  In  the  Reserva- 
tion  Division   not   under   public   notice 
which  can  be  Irrigated  from  the  present 
distribution  system  without  fui-ther  con- 
struction expense  by  the  Bureau  upon  a 
rental  basis  under  approved  applications 
for  temporary  water  service,  at  the  fo^ 
lowing    rates:    The    minimum    annual 
charge  shall  be  S6.00  per  irrigable  acre, 
payment  of  which  will  entitle  the  appli- 
cant to  4  acre-feet  of  water  per  acre. 
Additional  water,  if  available,  will  be  fur- 
nished at  the  rate  of  SI. 50  per  acre-foot. 
AU  charges  shall  be  payable  in  advance 
of  the  delivery  of  water.    Refund  will  be 
made  for  additional  water  paid  for  but 

"  3  Annual  water  rental  charges  for 
lands  in  the  Valley  Division  not-  under 
■  public  notice.  Irrigation  water  will  be 
furnished  the  calendar  year  1949  and 
thereafter  until  further  notice  for  lands 
in  the  Valley  Division  not  under  public 
notice  which  can  be  irrigated  from  the 
present  distribution  system  without  fur- 
ther construction  expense  by  the  United 
States,  upon  a  rental  basis  under  ap- 
proved applications  for  temporary  water 
service,  at  the  following  rates: 

(a)  The  minimum  annual  charge  shall 
be  $15  00  per  irrigable  acre,  payment  of 
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which  will  entitle  the  applicant  to  5  acre- 
feet  of  water  per  irrigable  acre.    Addi- 
tional water,  if  available,  will  be  fur- 
nished at  the  rate  of  $2.50  per  acre-foot, 
(b)  The  charge  per  calendar  year  for 
each  city  or  town  lot  having  a  maximum 
width  not  exceeding  sixty  <60)  feet  shall 
be  $10.00.    Where  an  applicant  requests 
water  service  for  more  than  one  such  lot 
in  the  same  city  or  town  the  charge  per 
calendar   year  for  each  additional  lot 
shall  be  $4.00.    Where  lots  exceed  sixty 
(60)  feet  in  width,  each  sixty  <60)  feet 
of  additional  width  or  fractional  part 
thereof  shall  be  considered  as  one  addi- 
tional lot. 

All  charges  shall  be  payable  in  advance 
of  the  delivery  of  water.  Refund  will  be 
made  for  additional  water  paid  for  under 
subdivision  (a)  hereof  but  not  used. 

4  Penalties.  On  all  payments  not 
made  on  or  before  the  due  dates,  there 
shall  be  added  on  the  following  day  a 
penalty  of  one-half  of  one  percent  of  the 
amount  unpaid  and  a  like  penalty  of  one- 
half  of  one  percent  of  the  amount  unpaid 
on  the  first  day  of  each  calendar  month 
thereafter  so  long  as  such  default  shall 
continue. 

5.  Place  of  payment.  All  payments 
.-^hould  be  made  to  the  Apent-Cashier. 
Yuma  Project.  Bureau  of  Reclamation, 
Bin  111.  Yuma.  Arizona. 


(Act  of  June  17.  1902.  32  Stat.  388,  as 
amended  or  supplemented) 

L.  R.  Douglass, 
Acting  Regional  Director. 

|F.    R.    Doc.    49-3390:    Piled,   May    16,    1949; 
8:45  a.  m.| 


Regional  Directors 

REDELEGATIONS  OF  AUTHORITY  BY  COMMIS- 
SIONER OF   RECLAM.ATION 

May  5,  1949. 

Regional  Directors..  With  respect  to 
Federal  reclamation  projects  within  his 
region,  a  Regional  Director  may: 

<a)  Approve,  whenever  the  repayment 
contract  between  the  United  States  and 
an  irrigation  district  or  other  water 
u.sers*  organization  provides  for  such  ac- 
tion on  the  part  of  the  Secretary  of  the 
Interior,  the  selection  and  employment 
by  the  district  of  a  project  manager,  ir- 
rigation superintendent,  reservoir  super- 
intendent, treasurer,  or  such  other  officer 
designated  in  such  contract ;  issue  formal 
notices  requesting  the  termination  of  the 
employment  of  unsatisfactory  employees 
in  such  positions;  approve  the  form  and 
amount  of  the  treasurers  bond  where  re- 
quired by  the  terms  of  such  contract. 

(b)  Where  any  district  or  other  water 
users'  organization  Is  aggrieved  by  the 
action  taken,  or  the  action  proposed  to 
be  taken,  by  the  Bureau  of  Reclamation 
in  the  exercise  of  the  foregoing  author- 
ity, such  district  may  file  an  appeal  there- 
from with  the  Secretary  of  the  Interior. 

(Order  No.  2018;  10  F.  R.  2^9.  as  amended 
by  Order  No.  2118;  10  P.  R.  13646) 
Michael  W.  Straus, 
Commissioner  of  Reclamation. 

(P.    R.    Doc.    4&  3904;    Filed.    May    16.    1949; 
6:46  a.  m.] 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  and  Public  Contracts 
Divisions 

Employment  of  Handicapped  Clients  by 
Sheltered  Workshops 

NOTICE  OF  issuance  OF  SPECIAL 

certificates 

Notice  Is  hereby  given  that  special  cer- 
tificates authorizing  the  employment  of 
handicapped  clients  at  hourly  wage  rates 
lower   than   the   minimum   ware   rates 
applicable  under  section  6  of  the  Fiur 
Labor  Standards  Act  of  1938  and  section 
1  (b)  of  the  Walsh-Healey  Public  Con- 
tracts Act  have  been  issued  to  the  shel- 
tered workshops  hereinafter  mentioned, 
under    section    14    of    the    Fair    Labor 
Standards  Act  of  1938  <scc.  14.  52  Stat. 
1068;  29  U.  S.  C.  214)  and  Part  525  of  the 
regulations  i.ssued  thereunder  <29  CFR. 
Cum.  Supp..  Part  525.  amended  11  F.  R. 
9556).  and  under  sections  4  and  6  of  the 
Walsh-Healey  Public  Contracts  Act  (sees. 
4  6  49  Stat.  2038;  41  U.  S.  C.  38.  40)  and 
Article   1102   of   the   regulations   i.ssued 
pursuant  thereto  <41  CFR.  Cum.  Supp.. 
201.1102>.  ,       ^  , 

The  nrmes  and  addre.s.ses  of  the  shel- 
tered workshops  to  which  certificates 
were  issued,  wage  rates,  and  the  effective 
and  expiration  dates  of  the  certificates 
are  as  follows: 

Brooklyn  Bureau  of  Social  Serv;co  k 
Children's  Aid  Society.  285  Scheimerhorn 
Street.  Brooklyn  17,  New  York;  at  a  wage 
rate  of  not  less  than  the  piece  rate  paid 
non-handicapped  employees  engaged  in 
the  same  occupation  in  regular  commer- 
cial industry  maintaining  approved  labor 
standards,  or  not  less  than  10  cents  per 
hour,  whichever  is  higher,  and  a  rate  of 
not  less  than  5  cents  for  each  new  client 
during  his  initial  4-week  evaluation 
period  in  the  workshop;  certificate  is 
effective  May  6,  1949,  and  expires  April 
30,  1950. 

Little  Rock  Goodwill  Industries,  Inc.. 
1201  West  7th  Street,  Little  Rock,  Arkan- 
.sas;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  industry  main- 
taining approved  labor  standards,  or  not 
less  than  25  cents  per  hour,  whichever 
is  higher,  and  a  rate  of  not  less  than  25 
cents  for  each  new  client  during  his  ini- 
tial 4-week  evaluation  period  in  the 
workshop:  certificate  is  effective  Decem- 
ber 1.  1948.  and  expires  November  30. 

1949.  '  ,       ,. 

Travis  County  Association  for  tne 
Blind.  2101  Fredericksburg  Road.  Austin. 
Texa.s;  at  a  wage  rate  of  not  less  than  the 
piece  rate  paid  non-handicapped  em- 
ployees engaged  in  the  same  occupation 
in  regular  commercial  Industry  main- 
taining approved  labor  standards,  or  net 
less  than  15  cents  per  hour,  whichever  i^ 
higher,  and  a  rate  of  not  less  than  lo 
cents  for  each  new  client  during  his  ini- 
tial 4-week  evaluation  period  in  the  work- 
shop; certificate  Is  effective  December  1. 
1948,  and  expires  May  31.  1949. 

The  employment  of  handicapped  cli- 
ents In  the  above-mentioned  sheltered 
workshops  under  these  certificates  is 
limited  to  the  terms  and  conditions 
therein  contained  and  is  subject  to  the 
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provisions  of  Part  525  of  the  regulations. 
These  certificates  have  been  Lssued  on 
the  applicants'  representations  that  they 
are  sheltered  workshops  as  defined  in  the 
regulati9ns  and  that  special  services 
are  provided  their  handicapped  clients. 
A  sheltered  workshop  Is  defined  as,  "A 
charitable  organization  or  institution 
conducted  not  for  profit,  but  for  the  pur- 
pose of  carrying  out  a  recognized  pro- 
pram  of  rehabilitation  for  individuals 
whose  earning  capacity  is  impaired  by 
ape  or  physical  or  mental  deficiency  or 
injury,  and  to  provide  such  Individuals 
with  remunerative  employment  or  other 
occupational  rehabilitating  activity  of  an 
educational  or  therapeutic  nature." 

These  certificates  may  be  cancelled  in 
the  manner  provided  by  the  regulations. 
Any  person  aggrieved  by  the  Issuance  of 
any  of  these  certificates  may  seek  a 
review  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  in  the  Federal  Register. 

Signed  at  Washington.  D.  C.  this  6th 
day  of  May  1949. 

Jacob  I.  Bellow. 
Assistant  Director, 
Field  Operations  Branch. 

|F.    R     Doc.    49-3908;    Filed.    May    16.    1949; 
8:46  a.  m.| 


CIVIL  AERONAUTICS  BOARD 

Instructions  for  Applications  for 
Individual  Exemptions 

May  9.  1949. 

The  following  notice  Is  being  sent  to 
all  certificated  air  carriers  and  all  Large 
Irregular  Carriers: 

As  announced  on  April  18,  1949.  the 
Board  has  adopted  a  revision  of  Eco- 
nomic Regulation  §292.1  (14  CFR, 
292.1 1,  governing  Large  and  Small  Ir- 
regular Carriers,  which  has  been  pub- 
lished in  the  Federal  Register  of 
Wednesday,  April  20,  1949.  14  F.  R.  1879, 
and  a  copy  of  which  you  should  already 
have  received. 

One  of  the  principal  effects  of  the  re- 
vision is  to  terminate,  thirty  days  after 
the  effective  date  of  the  revision,  the 
present  general  exemption  of  Large  Ir- 
repular  Carriers  from  the  certificate  re- 
quirements of  section  401  of  the  Civil 
Aeronautics  Act  and  to  permit  such  car- 
riers to  operate  thereafter  only  by  indi- 
vidual exemption.  Upx)n  filing  an  appli- 
cation for  individual  exemption  with  the 
Board  within  31  days  of  the  effective  date 
of  the  revision,  the  applicant's  operating 
authority  is  preserved  under  the  proviso 
in  !!  292.1  (d)  (2),  pending  determina- 
tion of  the  application.  This  memoran- 
dum of  Instructions  is  designed  to  ac- 
quaint all  Large  Irregular  Carriers  with 
the  required  form  and  content  of  .such 
applications  for  Individual  exemptions 
and  the  procedure  for  processing  them,  as 
W(!l  as  to  provide  the  same  information 
to  other  interested  air  carriers. 

The  filing  of  such  an  application  must, 
of  (  ourse,  conform  to  the  requirements  of 
!S  292.4  '14  CFR.  292.4)  of  the  Economic 
Regulations,   as   amended,   a   copy '   of 

'  Hegulatlons.  Serial  Number  ER-143  dated 
AprU  13.  1949  (14  F.  R.  1883). 
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which  is  enclosed  for  your  convenience. 
Inasmuch  as  the  Board  will  be  reviewing 
the  applications  for  the  purpose  of  de- 
termining whether  or  not  the  particular 
carrier  is  entitled  to  an  individual  ex- 
emption providing  the  requested  operat- 
ing authority,  applicants  should  take  spe- 
cial care  to  set  forth  clearly  and  con- 
cisely the  exact  scope  of  the  operating 
authority  requested.  The  following 
should  be  Included  in  all  applications: 

•  1)  Concise  statement  of  the  exact 
scope  of  the  operating  authority  re- 
quested. (The  application  should  not  in- 
clude any  request  for  authority  to  en- 
gage in  regular  air  transportation,  or 
in  irregular  foreign  transportation  of 
persons.  Any  request  for  a  special  ex- 
emption to  permit  an  operation  outside 
the  scope  of  the  applicant's  existing 
authority  must  be  filed  in  a  separate 
application.) 

<2i  A  .statement  to  the  effect  that  the 
applicant,  by  filing  the  application  on  or 
before  June  19.  1949,  intends  thereby  to 
obtain  the  right  to  continue  to  operate 
pursuant  to  S  292.1,  as  provided  in  para- 
graph Id)  (2)  thereof. 

"3)  A  statement  that  all  reports  or 
other  data  filed  with  the  Board  by  the 
applicant  pursuant  to  the  Board's  regu- 
lations are  Incorporated  by  reference 
Into  the  application  as  part  thereof. 

"4)  A  statement  showing  type,  regis- 
tration numbers  and  date  acquired  for 
each  aircraft  owned  or  leased  by  the  ap- 
plicant, and  if  leased,  the  identity  of  the 
lessor,  duration  of  the  lease  and  any 
services  included  in  the  lease  price. 

It  Is  requested  that  all  applications  filed 
under  these  new  regulations  be  accom- 
panied by  a  copy  of  the  statistical  re- 
port due  May  15,  1949.  under  §  202.1  (b) 
(2 1   of  the  regulations. 

As  stated  in  its  findings  accompanying 
Issuance  of  the  revision  of  §  292.1,  in 
any  orders  of  approval  of  individual  ex- 
emptions the  Board  will  expect  to  insert 
appropriate  conditions  relating  to  the 
term  of  the  exemption,  the  nature  of  the 
services  to  be  rendered,  the  areas  within 
which  such  services  may  be  furnished, 
and  other  appropriate  conditions  in- 
tended to  confine  the  carrier  to  the  rendi- 
tion of  an  irregular  service.  In  line  with 
the  foregoing,  more  prompt  and  favor- 
able consideration  by  the  Board  is  to  be 
anticipated  In  the  case  of  requests  which 
are  .stated  concisely  and  which  are  con- 
fined to  such  irregular  service  as  can  be 
supported  by  the  factual  data  accom- 
panying the  application  or  otherwise 
made  available  to  the  Board  for  that 
purpo.se. 

The  applicant  may  accompany  its  ap- 
plication with  a  separate  statement  of 
any  supporting  factual  data  it  wishes 
which  specifically  justifies  the  request; 
but.  except  for  continued  failure  of  the 
applicant  to  comply  with  reporting  re- 
quirements under  the  regulations,  no 
application  will  be  denied  by  the  Board 
because  of  deficiency  of  .supporting  fac- 
tual data  without  first  affording  the  ap- 
plicant opportunity  to  supplement  its 
application.  Supporting  data  filed  with 
the  application  should  Include  any  facts, 
in  addition  to  those  contained  in  re- 
ports filed  with  the  Board,  relied  upon 
to  establish^l)  that  enforcement  of  sec- 
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tion  401  (a)  of  the  act  is  or  would  be  an 
undue  burden  upon  the  applicant  by  rea- 
son of  the  limited  extent  of.  or  unusual 
circumstances  affecting  the  operations 
of  the  applicant,  and  <2)  that  enforce- 
ment of  section  401  (a)  is  not  in  the 
public  interest.  Any  supporting  material 
in  the  nature  oT  argumentation,  conclu- 
sions drawn  from  the  facts  or  extensive 
explanation  should  be  set  forth  sepa- 
rately in  a  brief,  if  it  is  felt  desirable  to 
submit  same  for  consideration  by  the 
Board. 

As  stated  by  the  Board  in  Draft  Re- 
lease No.  34,  accompanying  the  proposed 
revision  of  S  292.4  which  was  adopted  on 
April  13.  1949,  the  Board  will  use  its  own 
channels  to  see  that  interested  persons 
have  notice  of  the  applications  filed  for 
Individual  exemptions.     Since  the  me- 
dium which  will  be  used  by  the  Board  for 
this  purpose  is  the  list  published  approx- 
imately once  a  week  by  the  Dockets  Sec- 
tion,  entitled    'Notice   of   Applications 
Filed,"  all  Interested  persons  who  wish 
to  receive  such  notice  are  advised  to  no- 
tify the  Dockets  Ssction  that  they  wish 
to  be  included  in  its  distribution.    Any 
such  person  may  file  with  the  Board  a 
memorandum  of  oppo.sition  to  any  such 
application  within  15  days  after  notice 
thereof   is    published.     While    not    re- 
quired to  grant  hearings  on  the  appli- 
cations for  individual  exemptions,  the 
Board  will  consider  any  requests  for  a 
hearing,  either  from  the  applicant  or  any 
other    interested    air    carrier,    if    filed 
within  the  thirty-day  period  following 
publication  of  notice  of  the  application. 
As   provided   in    §292.4,   an   executed 
original  and  nine  copies  of  applications 
for  individual  exemptions  shall  be  filed 
with  the  Board,  and.  in  accordance  with 
§292.1.  as  amended,  must  be  filed  be- 
fore 12:01  a.  m.,  e.  s.  t.,  on  June  20.  1949. 
if  the  applicant  is  to  enjoy  continued 
operating  privileges  pending  determina- 
tion of  his  application.    The  original  of 
such  application  must  be  signed  by.  or 
on  behalf  of.  the  person  filing  it  and  shall 
be  verified  by  the  person  signing  same; 
and  the  copies  should  have  typed  or  fac- 
simile signatures.    The  verification  must 
set  forth  that  the  person  verifying  the 
application  has  read  and  is  familiar  with 
the  contents  thereof,  including  attach- 
ments or  any  parts  incorporated  by  ref- 
erence, that  he  intends  and  desires  that 
in  granting  or  denying  the  application, 
the  Board  shall  place  full  and  complete 
reliance  upon  the  accuracy  of  each  and 
every  statement  therein  contained,  that 
he  is  familiar  with  the  facts  therein  set 
forth,  and  that,  to  the  best  of  his  in- 
formation  and   belief,  every  statement 
contained  in  the  application  is  true  and 
no  such  statement  is  misleading. 

As  you  are  undoubtedly  aware,  the 
specific  activities  of  various  air  carriers 
purporting  to  operate  as  Irregular  air 
carriers,  but  in  fact  carrying  on  regular 
operations,  have  been  under  scrutiny  of 
the  Board;  and  enforcement  action  has 
been  undertaken,  or  is  contemplated,  in 
a  number  of  cases.  As  indicated  in  para- 
graph (g)  (Past  violations)  of  the  new 
revision  of  §  292.1,  the  Board  intends  to 
follow  out  Its  enforcement  program  with 
respect  to  past  violations.  It  will  con- 
tinue to  take  enforcement  action  with 


"T 


Tuesday,  May  17,  1949 


FEDERAL  REGISTER 


2600 

respect  to  any  future  violations.  The 
recently  adopted  revision  of  S  292.1  ef- 
fects no  change  in  the  Board's  policy  In 
this  respect. 

[s»AL]  M.  C.  Mulligan. 

Secretary. 

I  p.   R.   Doc.   49-3924.    Piled.    May    16.    1949; 
8:50  a.  m.l 


FEDERAL  POWER  COMMISSION 

[Docket  No.  £-6214] 
Telluride  Power  Co. 
notice  of  application 

May  11,  1949. 
Notice  is  hereby  given  that  on  May  6. 
1949.  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
Section  19  of  the  Federal  Power  Act.  by 
Telluride  Power  Company,  a  corporation 
organized  under  the  laws  of  the  Slate  of 
Delaware  and  doing  business  in  the  State 
of  Utah,  with  its  principal  business  office 
at  Salt  Lake  City,  Utah,  seeking  an  or- 
der  authorizing   the   issuance   of    3.000 
shares    of    6%     Cumulative    Preferred 
Slock  of  the  par  value  of  $100  per  share 
entitled  to  cumulative  dividends  at  the 
rate  of  6%  per  annum,  subject  to  re- 
demption at  102%  of  the  par  value  there- 
of.   Applicant  proposes  to  dispose  of  this 
stock  directly  by  first  offering  to  each  of 
the  holders  of  its  common  stock  the  right 
to  purcha.se  at  par  an  amount  of  such 
Preferred  Stock  equal  to  the  par  value  of 
Applicant's  common  stock  held  by  such 
stockholder.      The    balance    remaining 
and  such  amount  as  is  not  taken  by  the 
common    stockholders.   Applicant    then 
expects  to  sell  directly  to  stockholders 
desiring  to  take  more  than  their  prorata 
allotment,  and  to  its  employees,  custom- 
ers, and  other  persons  desiring  to  pur- 
chase said  stock:  all  as  more  fully  ap- 
pears in  the  application  on  file  with  the 
Commission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  25th 
day  of  May  1949.  file  with  the  Federal 
Power  Commi.ssion.  Washington  25. 
D.  C,  a  petition  or  protest  in  accordance 
with  the  Commission's  rules  of  practice 
and  procedure. 
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application  on  file  with  the  Commission 
and  open  to  public  inspection. 

The  Commission  finds:  This  proceed- 
ing is  a  proper  one  for  disposition  under 
the  provisions  of  §  1.32  (b)  of  the  Com- 
mission's rules  of  practice  and  proce- 
dure. Applicant  having  requested  that  its 
application  be  heard  under  the  short- 
ened procedure  provided  by  the  afore- 
said rule  for  non-contested  proceedings, 
and  no  request  to  be  heard,  protest  or 
petition  having  been  filed  subsequent  to 
the  giving  of  due  notice  of  the  filing  of 
the  application,  includmg  publication  in 
the  Federal  Register  on  April  20,  1949 
(14  P.  R.  1902). 
The  Commi-ssion  orders: 
(A)   Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act,  as  amended,  and  the  Com- 
mission's rules  of  practice  and  procedure, 
a  hearing  be  held  on  June  1,  1949.  at 
9:30  a.  m.   (e.  d.  s.  i.\  in  the  Hearing 
Room  of  the  Federal  Power  Commission. 
1800  Pennsylvania  Avenue  NW.,  Wash- 
inplon.  D.  C.  concerning  the  matters  in- 
volved and  the  issues  presented  by  such 
application;  Provided,  however,  Th&i  the 
Commission  may.  after  a  non-contested 
hearing,  forthwith  dispose  of  the  pro- 
ceeding  pursuant   to  the   provisions  of 
§  1.32  <b>  of  the  Commission's  rules  of 
practice  and  procedure. 

(B>  Interested  State  commi.s.'tions  may 
participate  as  provided  by  5§  18  and  1.37 
(f)  of  the  said  rules  of  practice  and 
procedure. 

E>ate  of  issuance:  May  11.  1949. 

By  the  Commi.ssion. 

[sEALl  Leon  M.  Puqtjay. 

Secretary. 

IF.   R.    Doc.   49-3911:    Filed.   May    16.    1949; 
8:47  a.  m.) 


[SEALl 


Lion  M.  Fuquay, 
Secretary. 


IP.    R.    Doc.    49-3910:    Filed,    May    16.    1949; 
8:47  a.  m.] 


I  Docket  No.  G  11871 

LomsiANA  Nevada  Transit  Co. 

OaDER  FIXING  DATE  OF  HEARING 

On  March  30.  1949,  Louisiana  Nevada 
Transit  Company  (Applicant*,  a  Nevada 
corporation  with  its  principal  place  of 
business  at  Ada,  Oklahoma,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  <c)  of  the  Natural  Gas  Act.  as 
amended,  authorizing .  the  construction 
and  operation  of  certain  natural-gas  fa- 
cilities, subject  to  the  jurisdiction  of  the 
Commission,  as  fully  described  in  audi 


(Docket  No.  0-1206) 
Tennessee  Gas  Transmission  Co. 

NOTICE  OF  application 

May  10,  1949. 

Notice  is  hereby  given  that  on  April 
29,  1949.  Tenne.>s.see  Gas  Transmission 
Company  (Applicant),  a  Delaware  cor- 
poration having  its  principal  place  of 
business  at  Houston,  Texas,  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  necessity  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act.  as  amend- 
ed, authorizing  Applicant  to  construct 
and  operate  sales  meter  stations  at  points 
on  its  main  transmission  line  near  Leb- 
anon. Harrodsburg  and  Lancaster.  Ken- 
tucky, for  the  sale  of  natural  gas  to  the 
Western  Kentucky  Gas  Company  (West- 
ern) for  distribution  in  the  cities  of  Leb- 
anon, Springfield.  Harrodsburg.  Buigin. 
Lancaster  and  Stanford,  Kentucky,  and 
their  environs. 

Applicant  states  It  proposes  to  sell  nat- 
ural gas  to  Western  for  resale  in  three 
service  areas  comprising  Springfield  and 
Lebanon.  Harrod.sburg  and  Burgin,  Stan- 
ford and  Lancaster  shown  on  maps  in  a 
contract  (Exhibit  A)  attached  to  the  ap- 
plication and  designated  therein  as  Ex- 


hibits B,  C,  and  D,  the  said  contract  be- 
tween   Applicant    and    Western    being 
dated  April  5,  1949,  and  designated  to  re- 
place (a>  a  gas  sales  contract  between 
Applicant  and  Kentucky  Utilities  Com- 
pany dated  September  12,  1946.  covfiini; 
sales  of  natural  gas  for  distribution  in 
and  near  Danville,  Kentucky,  acquired 
by  Western  by  assignment  dated  Dec  m- 
ber  1.  1948.  and  (b)  three  gas  .«ales  n  n- 
tracts   between   Applicant   and   Natural 
Gas  Distributing  Company,  Inc.,  dated 
January  3.  1947,  covering  sale";  of  nat- 
ural gas  for  distribution  in  specified  arc  as 
in  Kentucky,  acquired  by  We"=;tern  by  as- 
signment dated  November  1.  1948.     The 
fourth  area  comprising  Danville  Is  n^w 
being  supplied  under  the  aforesaid  n:-- 
tract  'ai.  a  service  authorized  "In  the 
Matter  of  Tennessee  Gas  and  Transmis- 
sion."  Docket  No.  G-850.  on  June  3.  1947. 
Applicant  further  states  that  in  the 
three  areas  to  be  served  ultimate  maxi- 
mum and  minimum  daily  demand';  will 
be  ai^proximately  4.000  Mcf  and  400  Mrf, 
with   annual   requirements   of  approxi- 
mately 620,000  Mcf;  that  by  agreement 
Applicant  and  Western  have  provided 
that  6.372  Mcf  daily  will  represent  Apj  Ii- 
cant's  maximum  oblipaticn  in  the  four 
areas:  that  the  said  facilities  are  for  the 
stated  sale  only,  and  no  other  customers 
will  be  served  thereby;  that  rates  to  be 
charged    are    contained    in    AppHcr.ms 
Rate  Schedule  G-2  and  are  based  on  a 
demand  charge  of  $1.95  per  month  per 
Mcf  and  a  commodity  charge  of  11. 2<  per 
Mcf;  and  that  estimated  cost  of  operation 
of  the  meter  facilities  (exclusive  of  de- 
preciation) and  annual  revenues  will  be 
approximately  $6,000  and  $150,000,  re- 
spectively. 

The  application  recites  that  a  delivery 
capacity,  heretofore  authorized  "In  the 
Matter  of  Tennessee  Gas  Tran.smi.ssion 
Company,"  Docket  No.  G-808.  included 
25,000  Mcf  daily  for  general  distribution 
in  Kentucky,  Tennessee  and  Missl.ssippi, 
with  an  additional  daily  deliverability  of 
25.000  Mcf  over  and  above  authorized  ca- 
pacity due  to  flexibility  in  eneineering 
design,  provides  sufficient  capaciiy  for 
the  sale  of  gas  to  take  care  of  the  sale  to 
Western  and  no  additional  transmi.'-sion 
facilities  will  be  required. 

The  estimated  total  over-all  capital 
costs  of  the  proposed  facilities  is  approxi- 
mately $9,000. 

Any  interested  State  commission  i*-  re- 
quested to  notify  the  Federal  Power 
Commi.ssion  whether  the  applii-aiion 
should  be  considered  under  the  coon*  ra- 
tive  provisions  of  §  137  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and.  if  so.  to  advi.se  the  Federal  P.uver 
Commi.ssion  as  to  the  nature  of  i' -  in- 
terest in  the  matter  and  whether  n  de- 
sires a  conference,  the  creation  of  a 
board,  or  a  joint  or  concurrent  heaunp. 
together  with  reasons  for  such  request. 
The  application  of  Tcnnes.^ee  Gas 
Transmission  Company  is  on  file  with 
the  Commission,  and  is  open  to  public 
inspection.  Any  person  desirins:  to  be 
heard  or  to  make  any  protest  with  refer- 
ence to  the  application  shall  fil<'  ^^itn 
the  Federal  Power  Commi.ssion.  VVa.^^h- 
Ington  25.  D.  C,  not  later  than  15  days 
from  the  date  of  publication  of  this 
notice  in  the  Federal  Register,  a  petition 
to  intervene  or  protest.    Eucii  petit:""  or 


Tuesday,  May  17,  1949 

protest  shall  conform  to  the  require- 
ments of  $§  1.8  or  1.10.  whichever  is  ap- 
plicable, of  the  rules  of  practice  and  pro- 
cedure (as  amended  on  June  16,  1947). 


[SEAL] 


Leon  M.  Fuquay, 
Secretary. 


|F    R.    Doc.    49-3905:    Filed.   May    16.    1949; 
8:46  a.  m.l 


INTERSTATE  COMMERCE 
COMMISSION 

I  No.  299431 

Electric  Railway  Mail  Pay,  1948 

At  a  session  of  the  Interstate  Com- 
merce Commis.sion.  Division  3.  held  at  its 
offlce  in  Wa.^hington.  D.  C.  on  the  5th 
day  of  May  A.  D.  1949. 

It  appearing,  that  by  order  entered  in 
the  above-entitled  proceeding  on  March 
26.  1948.  the  Commi.s.sion.  by  Division  3, 
upon  application  filed  by  the  Bamberger 
Railroad  Company  and  12  other  urban 
and  interurban  electric  railway  common 
carriers,  instituted  an  investigation  to 
reexamine  the  rates  of  pay  for  trans- 
portation of  mail  matter  by  the  said  rail- 
roads, under  authority  granted  the  Com- 
mi.s.sion by  the  act  of  July  2.  1918.  40  Stat. 
742.  748,  U.  S.  Code,  title  39.  sees.  569- 
570. 

It  further  appearing,  that  The  Balti- 
more and  Annapolis  Railroad  Company, 
an  urban  and  interurban  electric  rail- 
way common  carrier  engaged  in  trans- 
porting the  mail,  filed  with  the  Commis- 
sion on  April  6,  1949,  an  application  for 
Increases  in  its  rates  of  mail  pay,  and  re- 
quested the  Commi.ssion  to  fix  and  deter- 
mine as  fair  and  reasonable  for  the 
tran.sportation  of  mail,  and  services  con- 
nected therewith,  by  the  applicant  on 
and  after  April  6.  1949.  rates  and  com- 
pensation which  shall  not  be  less  than  45 
percent  in  excess  of  the  rates  now  in 
effect ; 

It  further  appearing,  that  the  Post- 
master General  filed  on  April  15.  1949,  a 
motion  to  require  the  said  applicant  to 
make  more  definite  and  certain  the 
grounds  for  Its  application,  and  request- 
ing the  Commission  to  postpone  the  date 
for  filing  an  answer  to  the  application; 

And  it  further  appearing,  that  sub- 
stantially all  the  information  requested 
by  the  Postmaster  General  is  evidentiary 
matter  not  necessary  to  be  furnished  to 
make  the  application  more  definite  and 
certain,  and  that  by  notice  of  even  date 
herewith  issued  In  this  proceeding  the 
parties  have  been  directed  to  prepare 
their  testimony  in  writing  and  to  furnish 
copies  thereof  and  their  exhibits  to  one 
another  prior  to  the  hearing; 

It  is  ordered,  That  the  motion  of  the 
Postmaster  General  be,  and  it  Is  hereby, 
overruled. 

It  is  further  ordered.  That  an  investi- 
gation be,  and  it  is  hereby,  instituted  in 
connection  with  and  as  part  of  the  above- 
entitled  proceeding  for  the  purpose  of 
reexamining  the  rates  of  pay  for  trans- 
portation of  mail  matter  by  The  Balti- 
more and  Annapolis  Railroad  Company, 
and  the  services  connected  therewith.  In- 
cluding all  rules  and  other  matters  af- 
fecting such  rates  and  compensation,  to 
determine  whether  they  are  Just  and 
No.  94 3 
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reasonable  and  to  prescribe  the  Just  and 
reasonable  rates,  compensation  and  rules 
for  such  transportation  and  services  per- 
formed by  the  applicant  on  and  after 
April  6.  1949: 

It  is  further  ordered,  That  this  pro- 
ceeding be  set  for  hearing  at  such  times 
and  places  as  the  Commission  may  here- 
after direct; 

And  it  is  further  ordered,  That  a  copy 
of  this  order  be  served  upon  The  Balti- 
more and  Annapolis  Railroad  Company 
and  the  Postmaster  General;  and  that 
notice  be  given  to  the  public  by  deposit- 
ing a  copy  of  this  order  in  the  oflBce  of 
the  Secretary  of  the  Commi.ssion  at 
Washington,  D.  C,  and  by  filing  a  copy 
thereof  with  the  Director,  Division  of 
the  Federal  Register,  the  National 
Archives. 

By  the  Commission.  Division  3. 

I  seal]  W.  p.  Bartel, 

Secretary. 

|F.    R.    Doc.    49  3912;    Filed.    Mi'.y    18,    1949; 
8:47  a.  m.| 


SECURITIES  AND   EXCHANGE 
COMMISSION 

(File  No.  70-21121 

New  England  Electric  System 

oaoER  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on   the   10th   day   of   May  A.   D.   1949. 

Ne .v  England  EJectric  System 
('  NEES"'  ) .  a  registered  holding  company, 
having  filed  an  application  and  amend- 
ments thereto,  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935, 
particularly  sections  9  (a)  and  10  thereof , 
with  respect  to  the  following  proposed 
transactions : 

NEES  proposes  to  purchase  on  the 
Boston  Stock  Exchange  and  in  the 
over-the-counter  market  not  more  than 
lO.OCO  shares  of  capital  stock  of  Boston 
Edison  Company  and  in  the  over-the- 
counter  market  not  more  than  1,200 
shares  of  capital  stock  and  2,000  com- 
mon shares,  respectively,  of  Lynn  Gas 
and  Electric  Company  and  Western 
Ma.ssachusetts  Companies  if  and  to  the 
extent  necessary  for  the  purpose  of  sta- 
bilizing the  market  price  of  such  stock 
for  a  period  of  time  equivalent  to  the 
notice  period  for  submission  of  bids  in 
connection  with  the  sale  of  certain  blocks 
of  common  shares  hereinafter  more  fully 
described,  such  period  of  time  to  in- 
clude the  interval  between  submission 
and  acceptance  or  rejection  of  bids,  but 
in  no  event  for  a  period  longer  than  three 
days. 

NEES  owns  123.100  shares  of  the  cap- 
ital stock  of  Boston  Edison  Company,  a 
Massachusetts  corporation.  15,175  shares 
of  the  capital  stock  of  Lynn  Gas  and 
Electric  Company,  a  Massachusetts 
corporation,  and  8,607  common  shares 
of  Western  Massachusetts  Companies,  a 
Massachusetts  voluntary  association. 
NEES  intends  to  solicit  offers  for  the  pur- 
chase of  these  three  blocks  of  shares 
by  means  of  a  newspaper  advertisement, 
and  otherwise,  to  th«  end  that  interested 
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persons  will  notify  NEES  of  their  desire 
for  an  opportunity  to  purchase  suctf 
blocks  of  shares.  Thereafter  NEES  in- 
tends to  advi'^e  all  such  persons  of  the 
conditions  of  .sale  and  the  time  for  sub- 
mitting bids  which  shall  not  be  le.ss  than 
twenty-four  hours  after  such  advice  has 
been  given. 

NEES  having  requested  that  the  order 
of  the  Commission  conform  to  the  re- 
quirements of  section  1808  (f)  of  the  In- 
ternal Revnue  Code,  as  amended,  with 
respect  to  the  proposed  sale  of  said 
shares; 

The  application  having  stated  that  in- 
cidental services  in  connection  with  the 
proposed  transactions  will  be  performed 
by  New  England  Power  Service  Com- 
pany, an  affiliated  service  company,  at 
the  actual  cost  thereof,  estimated  not  to 
exceed  $1,000,  such  estimate  not  in- 
cluding brokerage  commissions; 

NEES  having  requested  that  its  appli- 
cation be  processed  under  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act  and  that  its  application 
be  granted  forthwith  upon  the  issuance 
of  the  Commission's  order; 

The  application  having  been  filed  on 
April  19.  1949,  and  the  last  amendment 
thereto  having  been  filed  on  May  2,  1949. 
notice  of  said  filing  having  been  given 
in  the  form  and  manner  prescribed  by 
Rule  U-23  promulgated  pursuant  to  said 
act,  and  the  Commission  not  having  re- 
ceived a  request  for  hearing  with  respect 
to  the  application,  as  amended,  within 
the  period  specified  in  said  notice  or 
otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commi.ssion  finding  with  respect 
to  the  said  application,  as  amended,  that 
the  requirements  of  the  applicable  pro- 
visions of  the  act  and  the  rules  there- 
under have  been  satisfied,  the  Commis- 
sion being  of  the  opinion  that  it  is  appro- 
priate to  grant  said  application,  as 
amended,  without  the  imposition  of 
terms  and  conditions  other  than  those 
herein  ordered,  the  Commission  deeming 
it  appropriate  to  grant  applicant's  re- 
quest that  the  order  herein  become  effec- 
tive forthwith  upon  the  is.suance  thereof 
and  the  Commission  deeming  the  sale  of 
said  shares  of  common  stock  of  Boston 
Edison  Company.  Lynn  Gas  and  Electric 
Company  and  Western  Massachusetts 
Companies  to  be  a  step  in  compliance  by 
NEES  with  the  requirements  of  section 
11  (b)  of  the  act  as  necessary  or  appro- 
priate to  effectuate  the  provisions  of  said 
section: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provisions  of 
said  act.  that  said  application,  as  amend- 
ed, be,  and  the  same  hereby  is,  granted, 
effective  forthwith,  subject  to  the  terms 
and  conditions  contained  In  Rule  U-24. 

It  is  further  ordered  and  recited  and 
the  Commission  finds.  That  the  propo:,ed 
sale  and  transfer  by  New  England  Elec- 
tric System  of  123,100  .shares  of  the  capi- 
tal stock  of  the  par  value  of  $25  per  .share 
of  Boston  Edison  Company.  15.175  shares 
of  the  capital  stock  of  the  par  value  of 
$25  per  share  of  Lynn  Gas  and  Electric 
Company,  and  8.607  common  shares  of 
no  par  value  of  Western  Ma.ssachusetts 
Companies,  be  effected  as  a  step  in  com- 
pliance with  the  requirements  of  section 
11  (b)  o.  the  Public  ULiliiy  Holding  Com- 
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pany  Act  of  1935  and  as  necessary  or  ap- 
propriate to  effectuate  the  provisions  of 
section  11  (b)  of  said  act. 

By  the  Commission. 


(SEALl 


Orval  L.  DijBois, 

Secretary. 


IF.   R.   Doc.   49  3906.    Filed,   May    16,    1949; 
8:46  a.  m.] 


fPile  No.  70  2128] 

Oklahoma  Gas  and  Electric  Co. 
notice  of  filing 

At  a  regular  session  of  the  Securities 
»nd  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  nth  day  of  May  1949. 

Notice  is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  Oact")  by 
Oklahoma  Gas  and  Electric  Company 
("Oklahoma"),  a  subsidiary  of  Standard 
Gas  and  Electric  Company,  a  registered 
holding  company.  The  applicant  has 
designated  section  6  <b>  of  the  act  and 
Rule  U-50  promulgated  thereunder  as 
applicable  to  the  proposed  transactions. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  May 
25.  1949.  at  5:30  p.  m.,  e.  d.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  rea.sons  for  such 
request  and  tlie  li.sues.  if  any,  of  fact  or 
law  raised  by  said  application  which  he 
desires  to  controvert,  or  may  request 
that  he  be  notified  if  the  Commission 
should  order  a  hearing  thereon.  Any 
such  request  should  be  addres.sed  to  the 
Secretary.  Securities  and  Exchange  Com- 
mis.sion.  425  Second  Street  NW..  Wash- 
ington 25.  D.  C.  At  any  time  thereafter 
said  application,  as  filed  or  as  amended, 
may  be  granted  as  provided  in  Rule  U-23 
of  the  rules  and  regulations  promulgated 
under  the  act,  or  the  Commission  may 
exempt  the  transactions  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
Raid  application,  which  is  on  flie  in  the 
office  of  the  Commission,  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

Oklahoma  proposes  to  issue  and  sell 
pmsuant  to  the  competitive  bidding  re- 
quirements of  Rule  U-50.  $10  000.000 
principal  amount  of  Its  First  Mortgage 
Bonds,  Series  due  June  1,  1979.  The 
bonds  are  to  be  issued  under  the  provi- 
sions of  Oklahoma's  presently  existing 
Indenture,  dated  February  1.  1945.  as 
supplemented  by  a  Supplemental  Trust 
Indenture,  dated  December  1,  1948,  and 
as  further  supplemented  by  a  new  Sup- 
plemental Tru^t  Indenture  to  be  dated 
as  of  June  1,  1949.  The  price,  to  be  not 
less  than  lOC^  or  more  than  102^4 '"c  of 
the  principal  amount,  and  the  coupon 
rate,  to  be  a  multiple  of  'k  of  l*"; .  are  to 
be  determined  by  the  bidding. 

The  proceeds  of  the  proposed  ls5U- 
ance  and  sale  are  to  be  used  to  finance 
In  part  Oklahoma's  construction  pro- 
gram and  to  repay  $3  500.000  of  out- 
standing short-term  bank  loans.  Of  the 
total  estimated  construction  expendi- 
tures of  $16,000,000   in   1949.   apprcxi- 


NOTICES 

mately  $2,900,000  has  already  been  ob- 
tamed  by  the  sale  of  common  stock. 
$10,000,000  will  be  obtained  by  the  pro- 
posed sale  of  bonds,  and  the  balance  is 
to  be  obtained  from  other  corporate 
funds. 

Of  the  $10,000,000  of  bonds  proposed  to 
be  issued,  $9,000,000  principal  amount 
will  be  issued  on  the  basis  of  60%  of  the 
amount  of  available  permanent  addi- 
tions, as  defined  In  the  Indenture,  and 
an  estimated  $1,000,000  principal  amount 
will  be  Issued  on  the  basis  of  the  deposit 
with  the  trustee  of  an  equal  amount  of 
cash  which  will  subsequently  be  with- 
drawn by  Oklahoma  on  the  basis  of  per- 
manent additions  equal  to  1662^%  of  the 
cash  so  withdrawn. 

Oklahoma  has  filed  applications  with 
the  Corporation  Commis.'-ion  of  the  State 
of  Oklahoma  and  the  Arkansas  Public 
Service  Commission  for  authorization 
with  respect  to  the  proposed  issuance. 

Oklahoma  requests  that  the  Commis- 
sion's order  authorizing  the  proposed 
transactions  become  effective  on  or  about 
May  26,  1949.  Oklahoma  further  re- 
quests that  the  ten-day  notice  period  for 
invitation  of  bids  required  by  Rule  U-50 
(b>  be  shortened  to  six  days. 

By  the  Commission. 

[sEAt]  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Dec.    49  3907;    Filed,    May    16,    1949; 
8:46  a.  ml 


DEPARTMENT  OF  JUSTICE 
OflRce  of  Alien  Property 

Authcrity:  40  Stat.  411,  56  Stat.  839.  Pub. 
Laws  322.  671,  79th  Cong.,  60  Stat.  50,  925;  50 
U.  S.  C.  and  Supp.  App.  1,  616.  E.  O.  9193, 
Jul>  6.  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  194S.  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct    14,  1946.  11  F.  R.  11981. 

I  Vesting  Order   132381 
S.  Takehara 

In  re:  Property  owned  by  S.  Takehara, 
also  known  as  Sahichi  Takehara.  F-39- 
6422-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  6.  Takehara.  also  known  as 
Saiiichi  Takehar.T,  whose  last  known  ad- 
dress is  r3  Hinokicho  Akasakaku,  Tokyo, 
Japan,  is  a  resident  of  Japan  and  a  na- 
tional of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: One  (1)  Japanese  Lacquer  Cabinet 
presently  in  the  custody  of  James  H. 
Breasted.  Jr.,  Director,  Los  Angeles 
County  Museum,  Exposition  Park,  Los 
Angeles  7,  California, 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  txlcnt  tliat  the  person 
named  in  subparagraph  1  hereof  Is  not 


within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropiiate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  piop- 
erty  described  above,  to  be  held,  vi.ed, 
administered,  liquidated,  sold  or  othrr- 
wise  dealt  with  in  the  lntere<:t  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"'  and  "de.signated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
May  3,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F    R.   Doc.   49-3915;    Piled.   May    16,   1949; 
8.49  a.  m.] 


[Vesting  Order   13241] 
Rev.  Lawrence  Etschenberc 

In  re:  Estate  of  Rev.  Lawrence  Et- 
.schcnberg.  deceased.  File  No,  D-28- 
12631 ;  E.  T.  .sec.  No.  168C8. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amend'-d.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Hedwig  Keller,  Katherine 
Keller  Nobis.  Lorcnz  Charlier,  Ludwig 
Charlier,  Hubertine  Etschenberg,  Maria 
Etschenberg  Boss,  Leonore  Thomas  and 
Adalbert  Etschenberg,  whose  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemv  country  (Germany) : 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  estate  of  Rev.  Lawrence  Etschen- 
berg, deceased.  Is  property  payable  or 
deliverable  to.  or  claimed  by.  the  afore- 
said nationals  of  a  designated  enemy 
country  (Germany); 

3.  That  such  property  Is  in  the  process 
of  administration  by  Al  S.  Vogt.  as  tem- 
porary administrator,  acting  under  the 
judicial  supervision  of  the  County  Court 
of  Victoria  County.  "Victoria.  Texas; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appr>r5..a:e 
consultation  and  certification,  h.\ine 
been  made  and  taken,  and,  it  b  ^"S 
deemed  necessary  in  the  national  inter- 
est. 


Tuesday,  May  17,  1949 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
May  12,  1949. 


For  the  Attorney  General. 

[seal]  David  L.  B.azelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F    R.    Doc.    49-3916;    Filed,   May    16.    1948; 
8:49  a.  m.J 


[Vesting  Order  6381,  Amdt.J 
Katherine  Muller 

In  re:  Estate  of  Katherine  Muller, 
deceased.    File  No.  017-19935. 

Vesting  Order  6381,  dated  May  31, 
1946,  is  hereby  amended  as  follows  and 
not  otherwi.se:  By  deleting  the  words 
"Leo  House  for  German  Catholic  Emi- 
grants, as  Executor",  wherever  they  ap- 
pear in  said  vesting  order,  and  substitut- 
ing therefor  the  words  "Tlie  Public 
Administrator  of  New  York  County,  as 
Administrator  C.  T.  A.". 

All  other  provisions  of  said  Vesting 
Order  Number  6381  and  all  action  taken 
on  behalf  of  the  Alien  Property  Custo- 
dian or  the  Attorney  General  of  the 
United  States  in  reliancr'  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  confirmed. 

Executed  at  Washington,  D.  C.  on 
May  12,  1949. 

For  the  Attorney  General. 

I  SEAL]  DAV7D   L.   B.AZELON, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

:r    R.   Doc.   49-3918;    Filed,   May    16,    1949; 
8:49  a.   m.) 


[Vesting  Order  13249) 
Anna  M.  von  Zedlitz 

In  re:  Estate  of  Anna  M.  von  Zedlitz, 
deceased.     File  D-28-431;  E.  T.  sec.  537. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Georg  von  Zedlitz  und  Leipe, 
Paula  von  Zedlitz,  Leopold  Georg  von 
Zedlitz,  Monica  von  Zedlitz  and  Adolf 
von  Zedlitz,  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
•Germany* ; 

2.  That  the  issue,  names  unknown,  of 
Georg  von  Zedlitz  und  Leipe.  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany); 

3  That  all  property  in  the  possession 
or  control  of  Frank  W.  Chambers  as  Suc- 
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cessor  Trustee  and  Administrator,  c.  t.  a., 
under  the  will  of  Anna  M.  von  Zedlitz, 
deceased,  including  particularly  but  not 
limited  to  the  trust  and  estate  assets  de- 
scribed in  Exhibits  A  and  B,  respectively, 
attached  hereto  and  by  reference  made  a 
part  hereof  subject  to  lawful  fees,  dis- 
bursements and  commissions  as  allowed 
by  the  Surrogate's  Court.  New  York 
County.  New  York,  on  final  accounting 
by  said  Frank  W.  Chambers,  as  Succes- 
sor Trustee  and  Administrator,  c.  t.  a.,  as 
aforesaid,  is  property  payable  or  deliver- 
able to,  or  claimed  by  the  aforesaid  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

4.  That  such  property  is  in  the  process 
of  administration  by  Frank  W.  Chambers 
as  Successor  Trustee  and  Administrator, 
c.  t.  a.,  acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court  of  New 
York  County,  New  York ; 

and  it  is  hereby  determined : 

5.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  and  the 
issue,  names  unknown,  of  Georg  von  Zed- 
litz und  Leipe,  are  not  within  a  desig- 
nated enemy  country,  the  national  Inter- 
est of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
de.signated  enemy  country   (Germany i. 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  It  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  3  hereof 
to  the  extent  not  heretofore  vested  by 
Ve.sting  Orders  32  and  4388  and  trans- 
ferred to  the  Attorney  General  of  the 
United  States  by  Executive  Order  9788. 
which  vesting  orders  and  all  action  taken 
thereunder  are  heireby  confirmed,  to  be 
held,  used,  administered,  liquidated,  sold 
or  otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as.  amended. 

Executed  at  Washington,  D  C  on 
May  12.  1949. 

For  the  Attorney  General. 

ISEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 
Exhibit  A 

Assets  held  by  Frank  W.  Chambers,  as  Suc- 
cessor Trustee  of  the  Trust  created  In  and  by 
the  win  of  Anna  M.  von  Zedlitz.  deceased: 

U.  S.  Treasury  Bonds  2'^%  due  1966-71. 
registered  In  the  name  of  Frank  W.  Cham- 
bers, as  Successor  Trustee,  certificate  No. 
486F,  with  interest  from  March  15.  1948- 
$5,000. 

U.  S.  Treasury  Bonds  2'^ '",  due  1964-69,  in 
coupon  form,  certificate  Nos.  5583C  and 
14462B  each  In  the  amount  of  $5,000,  with 
coupons  maturing  December  15,  1948,  and 
thereafter:  $10,000. 

U.  S.  Treasury  2ii%  Bonds  due  1967-72, 
certificate  Nos.  144584D,  144585E,  144586F, 
and  144587H,  each  in  the  amount  of  $1.00o! 
with  coupons  maturing  December  15,  1948. 
and  thereafter:   $4,000. 

Consolidated  Edison  Company  of  New 
York,  Inc.,  common  stock,  no  par  value,  cer- 
tificate Nos.  C184411  and  C184412  each  for 
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100  shares.  In  name  of  Prank  W.  Chambers 
Trustee:  200  shares. 

General  Electric  Company,  common  stock, 
no  par  value,  certificate  Nos.  NVC  887056  and 
NYC  887057.  each  for  100  shares.  In  name  of 
Frank  W.  Chambers,  Trustee:  200  shares. 

Manhattan  Company,  capital  stock,  $10  par 
value,  certificate  Nos.  C42466,  C424C7, 
C42468.  C42469,  C42470,  C42471  and  C42472,' 
each  for  100  shares.  In  name  of  Frank  w! 
Chambers,   Trustee:    700   shares. 

Avonzel  Corporation  (New  York  corpora- 
tion), capital  stock,  par  value  $100,  certifi- 
cate No.  12,  In  name  of  Frank  V/.  Chambers, 
as  successor  Trustee:    24.705  shares. 

George   Ehret    Columbus   Circle   Corpora- 
tion, capital  stock,  $100  par  value.  Certificate 
No.    47    In    name    of   Frank    W.    Chambers 
Trustee:    9,144  shares. 

Bond  and  mortgage  of  Anna  Schwarz  to 
Anna  M.  von  Zedlitz  covering  premises  122 
West  103d  Street,  Borough  of  Manhattan, 
City  of  New  York,  dated  October  2,  1911,  in 
the  .imount  of  $25,000;  mortgage  recorded 
October  4,  1911,  In  the  Office  of  the  Register 
of  the  County  of  New  York.  In  Liber  299  of 
Mortgages,  page  498,  assigned  by  Frank  W. 
Chambers,  as  Administrator  with  the  will 
annexed  of  the  goods,  chattels  and  credits 
of  Anna  M.  von  Zedlitz,  deceased,  late  of  the 
County  of  New  York,  to  Frank  W.  Chambers 
as  Successor  Trustee  cf  the  Trust  created  In 
and  by  the  Last  Will  and  Testament  of  Anna 
M.  von  Zedlitz,  deceased,  by  assignment 
dated  February  29,  1944  and  recorded  In  the 
Office  of  the  Register  of  the  City  of  New 
York  In  the  County  of  New  York  February  29, 
1944,  In  Liber  4451  of  Mortgage.<^,  page'lis! 
and  extended  by  agreement  dated  Decem- 
ber 27.  1945,  between  said  Trustees  and  Sam 
Lambert  and  Cecile  Lambert,  his  wife,  to  Oc- 
tober 1,  1948.  There  is  now  due  on  the  said 
mortgage  the  principal  sum  of  $13,900.00 
with  Interest  from  April  1st,  1949. 

Bond  and  mortgage  of  Mary  Ehrmann  to 
Anna  M.  von  Zedlitz  covering  premises  237- 
239  West  134th  Street,  Borough  of  Manhat- 
tan. City  of  New  York,  dated  November  25, 
1920.  In  the  amount  of  $25,000;  mortgage 
recorded  November  26,  1902  In  the  Office  of 
the  Register  of  the  County  of  New  York  In 
Liber  137  of  Mortgages,  Page  486,  assigned 
by  Frank  W.  Chaml>ers  as  administrator  with 
the  will  annexed  of  the  goods,  chattels  and 
credits  of  Anna  M.  von  Zedlitz,  deceased,  late 
of  the  County  of  New  York,  to  Frank  W. 
Chambers,  as  Successor  Trustee  of  the  Trust 
created  In  and  by  the  Last  Will  and  Testa- 
ment of  Anna  M.  von  Zedlitz.  deceased,  by 
.'issignment  dated  February  29,  1944,  and  re- 
corded in  the  OSSce  of  the  Register  of  the 
City  of  New  York  in  the  Countv  of  New  York 
on  February  29.  1944,  in  Liber  4661  of  Mort- 
gages. Page  122.  There  Is  now  due  on  said 
mortgage  the  principal  sum  of  $17,350.00 
with  Interest  from  February  25,  1949. 

Cash  on  deposit  with  Lawyers  Trust  Com- 
pany, New  York,  subject  to  payment  oL  fees, 
disbursements  and  commissions  as  allowed 
by  the  Surrogate's  Court.  New  York  County, 
on  final  accounting:    $199,809.01. 

ExHiBrr  B 

Assets  held  by  Frank  W.  Chambers,  as  Ad- 
ministrator with  the  will  annexed  of  Anna 
M.  von  Zedlitz,  deceased. 

Demand  note — George  Ehret  Columbus 
Circle  Corporation  $24,000  to  Frank  W.  Cham- 
bers, Administrator,  dated  February  16,  1946, 
and  Interest  at  3%  from  February  16,  1949.' 

Cash  on  deposit  with  Lawyers  Trust  Com- 
pany, New  York,  subject  to  payment  of  fees, 
disbursements  and  commissions  as  allowed 
by  the  Surrogate's  Court,  New  York  County, 
on  final  accounting;  $67,075.62. 

New  York  Title  and  Mortgage  Corporation, 
capital  stock  par  value  $1.00,  certificate  No 
B20792:  700  shares. 

New  York  Title  and  Mortgage  Company, 
capital  stock  par  value  $10.00,  certmcate  No, 
X8163:  700  shares. 
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American  Woman's  Renlty  Corporation, 
common  stock,  par  value  »50,  certlflcate  No. 

14<)95!  2  shares. 

American  Woman's  Realty  Corporation, 
preferred  stocK.  par  value  HOO,  certittcate  No. 
3127:   1  share.  . 

Harlem  Market  Company,  Limited,  capital 
stock,  par  value  110,  certificate  No.  812:  292 

shares.  _,  ..„„ 

American    Hansa    Corporation.    Class      B 
Preferred  Stock,  par  value  $10,  certificate  No, 

60:  1.000  shares.  ^  „.     w 

Erni  Bolian  Theatre.  Inc.  Preferred  Stock. 
par  value  «50,  certificate  No.  2:  6  shares. 

von  Polene  &  Company.  Inc.  capital  stock, 
par  value  $100.  certificate  No.  161:  100  shares. 

The  German  Drama  Guild  Inc..  capital 
stock,  par  value  $10.  certlflcate  No.  3:  60 
shares. 

Astoria  Silk  Works,  capital  stock,  receipt 
for  certificate  No.  137  delivered  to  Creditors' 
Committee  of  company  In  liquidation  (pre- 
vious account  show  receipt  May  19.  IMS,  of 
final  liquidating  dividend  on  this  stock  in 
the  amount  of  $163.28) :  300  shares. 


NOTICES 

Chicago  &  Northvirestern  Railway  Company 
preferred  stock  certificate  No.  045049  in  the 
name  of  Thomas  P.  Morris,  as  Executor  of 
the  Last  Will  and  TesUment  of  Anna  M. 
von  Zedlitz,  deceased:  100  shares. 

IF.   R.   Doc.   49  3917;    Filed.   May    J6.    1949. 
8:49  a.  m.l 


LoTTK  Edith  Temple  et  al. 

WOTICE  or  INTENTION  TO  RETURN   VESTED 
PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  Uxes  and  conserva- 
tory expenses : 


Clctmant.  Claim  No..  Property.  amX  Location 

Lottie  Edith  Temple,  nee  EKhengruen.  Lon- 
don.  England.  7222;  $5,542  46  In  the  Treasury 
of  the  United  States. 

Alice  Maud  Jarosi,  nee  Elchengruen.  Jeru- 
salem. Palestine;  7223:  $5,542  46  in  the  Treas- 
ury  of  the  United  Statee. 

Margot  Rlvarola.  nee  Hammer.  Genua, 
Italy;  7224:  $5,542.46  tn  the  Treasury  of  the 
United  States. 

Doris  Hammer.  London,  England,  35:.S5; 
$5,542.46  In  the  Treasury  of  the  Uiun-d 
States. 

Executed   at  Washington.   D.   C.  en 

May  11.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F,    R.    Doc.    49-3919;    Filed.    May    16,    I'.C; 
8:49  a.  m.l 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  C — Loans,  Purchase!  and  Other 
Operations 

Part  633— Meat  Animals  and  Meat 
Products 

subpart — support  prices  for  hogs 

5  633*100  Support  prices  for  hogs. 
'a'  In  accordance  with  previously  an- 
nounced policy  of  establishing  support 
prices  for  hogs  on  the  basis  of  parity 
twice  each  year,  the  following  schedule 
of  weekly  support  prices  for  the  six 
month.s'  period  April  throuRh  Septem- 
ber. 1949.  ba.sed  on  an  annual  average  of 
$16.75  per  100  pounds,  Chicago  basis,  is 
announced: 

Dollars  per 
Wrek  ended:  joo  pounds 

Apr.  ».  1949 le  75 

Apr.  16,  1949 16  75 

Apr.  23,  1949 16.  50 

Apr.  30,  1949 _ 13.  50 

May  7.  1949.. le  50 

May  14.  1949. 16  50 

May  21.  1949 ]6  25 

May  28.  1949 16.  25 

June  4,    1949. '_  16^25 

June  11,  1949 III"  16.25 

June  18.  1949 I  16  50 

June  25,  1949 "  16  75 

July    2,    1949 ."Ill   17  00 

July    9.    1940.. 17.25 

July   16,   1949 17  60 

July  23,  1949. 17  75 

July  30.  1949 "  le'oo 

A';ig.    6.    1949 18  25 

Auf,'.  13,  1949 18  25 

Aug.  20,  1949 .  "   18  25 

Aug.  27.  1949 III"   18  25 

&'pt.  3.   1949 18.50 

Srpt.  10.  1949 18.50 

Vpt.  17.  1949 18.  50 

^\n.  24.  1949  • 18.  50 

'Days  of  Bept.  28  through  Sept.  80. 
1949     $18.26.  *^ 

The  foregoing  schedule  is  in  substitu- 
tion for  corresponding  provisions  relat- 
ing to  the  leftl  and  period  of  support 
of  hogs  in  the  announcements  hereto- 
fore made. 

'  b  •  The  support  prices  set  forth  above 
an  averages  for  all  weights  of  Good  and 
Choke  barrow  and  gilt  butcher  hogs  at 
Chit  ago.  Therefore,  the  announcement 
Of  tiie.se  average  support  prices  does  not 
D^tan  that  Government  action  would  be 


taken  to  prevent  prices  of  heavy  butcher 
hops  which  normally  sell  below  the  aver- 
age, from  falling  below  the  support  price 
announced  at  this  time. 

to  In  the  event  that  actual  operations 
become  necessary  to  support  prices  an- 
nounced in  the  above  schedule,  purchases 
of  pork  products  or  other  appropriate 
support  action  will  be  used  to  carry  out 
the  program,  and  the  specific  method  of 
support  will  be  announced.  (Sec.  4(d) 
Pub.  Law  806.  80th  Cong.  Interprets  or 
applies  sees,  4  (g).  (1),  5  (a).  Pub.  Law 
806,  80th  Cong.,  sec.  1.  Pub.  Law  897.  80th 
Cong.) 

Done  at  Washington.  D.  C,  this  13th 
day  of  May  1949. 

IsEALl  Ralph  S.  Trigg. 

President. 
Commodity  Credit  Corporation. 

IF.    R.    Doc.    49-3946;    Filed.    May  17.    1949; 
8:52  a.  m.J 


TITLE  24 — HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIM — OflRce  of  the   Housing 
Expediter 

(Controlled  Housing  Rent  Reg.,'  Amdt.  97) 

Part  825— Rent  Regulations  Under 
THE  Housing  and  Rent  Act  of  1947,  as 
Amended 

CONTROLLED  HOUSING  RENT  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.110  825.12)  Is  amended  in  the 
following  respects: 

1.  In  the  second  paragraph  of  §  825.1 
(b)  (2)  <i)  (b).  entitled  "Reporting  re- 
quirements", the  date  "May  15.  1949"  is 
changed  to  "May  31.  1949". 

2.  The  second  paragraph  of  §  825.4  (f ) 
Is  changed  to  read  as  follow.s; 

Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed in  this  paragraph  (f)  shall  file 
in  the  Area  Rent  Office  a  registration 
statement  on  Form  DD-HU.  provided  by 
the  Expediter.  Such  statement  shall  be 
filed  within  20  days  after  the  date  of 

'  13  P.  R.  5706.  5788,  5877.  5937.  6246.  6283, 
6411,  6556.  6881,  6910.  7299.  7671.  7801.  7862 
8217.  8327.  8386;  14  F.  R.  17.  93.  143,  271.  337,' 
456.  627.  695.  856.  918.  979.  1005.  1083.  1345. 
1394.  1519.  1670.  1571.  1587.  1666.  1667,  1733 
1760.  1823.  1868,  1932.  2059,  2060,  2084  2176 
2233.  2412.  2441. 

(Continued  on  next  page) 
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determination  entered  on  the  reverse  side 
of  the  copy  of  the  Expediter's  Form 
D-95A  which  is  returned  to  the  land!oi<l 
by  the  Expediter.  Such  statement  shall 
be  deemed  to  be  a  registration  statement 
within  the  meaning  of  §  825.7  and,  ex- 
cept for  the  time  prescribed  for  the  filinR 
thereof,  shall  be  subject  to  the  provisions 
of  §  825.7. 

3.  In  the  last  sentence  of  5  825.10,  the 
words  'Revised  Rent  Procedural  Regula- 
tion 1  "Part  840  of  this  chapter""  are 
changed  to  "Rent  Procedural  Regulation 
2  (§5  840.101  to  840.153)." 
(Sec  204  <d>,  61  Stat.  197,  as  amended. 
62  Stat  37.  94,  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  .sec. 
204  61  Stat.  197.  as  amended.  62  Stat. 
37.  94.  Pub.  Law  31,  81st  Cotg.;  50  U.  S.  C. 
App.  1894) 

The  first  two  Items  of  this  amendment 
.shall  become  effective  May  13.  1949,  and 
the  third  item  as  of  April  14, 1949. 
Issued  this  13th  day  of  May  1949. 

Ed  Dtjpree, 
Acting  Housinc}  Expediter. 
4»-3952;    Filed,   May    17,    lM9i 
8:52  a.  m.] 
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[Controlled  Housing  Rent  Reg..'  Amdt.  B8| 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

CONTROLLED    HOUSING    RENT    REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion <5§825  1  to  825.12)  is  amended  in 
the  followmg  respects: 

1.  Schedule  A.  item  66a,  Is  amended  to 
de.scrlbe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Volusia,  except  the  City  of  Ormond  (In- 
cluding Ormond  Beach). 

This  decontrols  from  55  825.1  to  825.12 
the  City  of  Ormond  » including  Ormond 
Beach)  in  Volu.sia  County,  Florida,  a 
portion  of  the  Daytona  Beach,  Florida, 
Defense -Rental  Area. 

2.  Schedule  A,  item  162,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Harrison,  except  Pass  Christian  and  Hen- 
dc.-sons  Point;  and  In  Jackson  County,  the 
Town  of  Ocean  Springs. 

This  decontrols  from  55  825.1  to  825.12 
Pass  Christian  and  Hendersons  Point,  in 
Harrison  County,  MLssKsippi.  a  portion 
of  the  Biloxi-Pascagoula.  Mississippi, 
Defense-Rental  Area. 

(Sec.  204  (d).  61  Stat.  197,  as  amended. 
62  Stat.  37,  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d'.  Applies  .sec. 
204.  61  Stat.  197,  as  amended.  62  Stat 
37.  S4.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App. 1894) 

ThLs  amendment  shall  become  efTcctive 
May  13.  1949.     - 

I-sued  this  13th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

|F.   R.   Doc.   4»-S953;    Filed,   May    17.    1949; 
8:52  a.  m.J 


(Controlled   Housing   Rent    Reg.   New   York 
City  Defense-Rental  Area.-  Amdt.  16| 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled    housing    rent    regulation 

FOR     NEW     YORK     CITY     DEFENSE- RENTAL 
AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  New  York  City  Defense-Rental 
Area  (55  825.21  to  825.32)  Is  amended  in 
the  following  respects: 

1.  In  the  second  paragraph  of  5  825.21 
<b)  (2)  (1)  (b),  entitled  "Reporting  re- 
quirements", the  date  "May  15.  1949"  Is 
changed  to  "May  31,  1949-. 

2.  The  second  paragraph  of  5  825.24 
<f  >  is  changed  to  read  as  follows: 

'  13  F.  R.  5706.  5788.  5877.  5937,  6246  628.1 
Mil,  6556,  6881,  6910.  7299.  7671.  7801  7862 
8217  8327.  8386;  14  F.  R.  17.  93,  143.  271.  337! 
*>C.  027.  695,  856,  918.  979.  1005,  1083.  1345 
135K.  1519,  1570.  1571.  1587.  1666,  1667,  1733* 
l^C*!.  1823,  1868,  1932,  2059.  2060,  2084,  2176* 
2233.  2412.  2441. 

'13  F  R.  5727.  8388;  14  F.  R.  18,  93,  144, 
l-9o.  1574.  1868,  20<)0.  2234. 
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Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed In  this  paragraph  (f)  shall  file 
In  the  Area  Rent  OfBce  a  registration 
statement  on  Form  DD-HU,  provided  by 
the  Expediter.  Such  statement  shall  be 
filed  within  20  days  after  the  date  of  de- 
termination entered  on  the  reverse  side 
of  the  copy  of  the  Expediter's  Form 
D-95A  which  Is  returned  to  the  landlord 
by  the  Expediter.  Such  statement  shall 
be  deemed  to  be  a  registration  .statement 
within  the  meaning  of  5  825.27  and.  ex- 
cept for  the  time  prescribed  for  the  filing 
thereof,  shall  be  subject  to  the  provisions 
of  5  825.27. 

3.  In  the  last  sentence  of  5  825.30,  the 
words  "Revl.sed  Rent  Procedural  Regula- 
tion 1  (Part  840  of  this  chapter i"  are 
changed  to  "Rent  Procedural  Regulation 
2  (J§  840.101  to  840.153)." 

(Sec.  204  (d),  61  Stat.  197,  as  amended, 
62  Stat.  37,  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204.  61  Stat.  1S7.  as  amended,  62  Stat  37. 
94.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

The  first  two  items  of  this  amendment 
shall  become  effective  May  13,  1949,  and 
the  third  Item  as  of  April  14.  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IP.    R.    Doc.    49-.?948:    Filed.   May    17,    1949; 
8  52  a.  m.j 


[Controlled   Hou.'^ing   Rent    Reg.,   Miami 
Defense  Rental  Area.'  Amdt.  19  | 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

controlled  HOU.SING  RENT  REGULATION  FOR 
MIAMI  DEFENSE-RENTAL  AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  Miami  Defense-Rental  Area 
(55  825.41  to  825.52)  Is  amended  In  the 
following  respect: 

In  the  last  sentence  of  5  825.50.  the 
words  "Revised  Rent  Procedural  Regula- 
tion 1  (Part  840  of  this  chapter)"  are 
changed  to  "Rent  Procedural  Regulation 
2  (55  840.101  to  840.153)." 

<Sec.  204  «d>.  61  Stat.  197.  as  amended, 
62  Stat.  37,  94,  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  .sec. 
204.  61  Stat.  197,  as  amended,  62  Stat. 
37.  94,  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  efTective 
as  of  April  14,  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

(F.   R.    Doc.    49-3954;    Piled,    May    17.    1949; 
8:53  a.  m.] 

'  13  F.  R.  6735.  6246.  8389;  14  F.  R.  20  93. 
145.  C78,  1395,  i:,88.  1860,  2061,  2C35, 
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[Controlled     Housing    Rent     Reg.    Atlantic 
County  Housing  Reg.,'  Amdt.  17 1 

Part  825 — Rent  Regulations  Under  the 
Housing   and   Rent   Act   of   1947,   as 

Amended 

controlled  housing  rent  regulation  FOR 
ATLANTIC  COUNTY  HOUSING  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion for  Atlantic  County  Housing  Regu- 
lation (§§  825.61  to  825.72)  is  amended 
In  the  following  respect: 

In  the  last  sentence  of  5  825.70  the 
words  "Revised  Rent  Procedural  Regula- 
tion 1  (Part  840  of  thjs  chapter)"  are 
changed  to  "Rent  Procedural  Regulation 
2  (!;§  840.101  to  840.153 •. 

<  Sec.  204  (d ) ,  61  Stat.  197,  as  amended.  62 
Stat.  37,  94.  Pub.  Law  31,  81st  Cong.;  50 
U.  S.  C.  App.  1894  (d>.  Applies  .sec.  204. 
61  Slat.  197.  as  amended.  62  Stat.  37,  94, 
and  by  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effective 
as  of  April  14.  1949. 

Issued  this  13th  day  of  May  1049. 

Ed  Dupree, 
Acting  Housing  Expediter. 

jF.    R.    Doc.   49-3961;    Filed,    May    17,    1949; 
8:52  a.  m.) 


[Controlled  Rooms  In  Rcximlng  Houses  and 
Other  Establishments  Rent  Reg.,=  Amdt. 
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Part  825 — Rent  Regulaticks  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms  in 
rooming  houses  and  other  establish- 
ments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (55  825.81  to  825.92)  is 
amended  In  the  following  respects: 

1.  In  the  second  paragraph  of  5  825  81 
(b)  (2)  (I)  (b).  entitled  "Reporting  re- 
quirements," the  date  "May  15,  1949"  is 
changed  to  "May  31,  1949'. 

2.  The  second  paragraph  of  5  825.84 
(h  >  Is  changed  to  read  as  follows: 

Registration  requirements.  Every 
landlord  of  housing  accommodations  de- 
scribed in  \his  paragraph  (h)  shall  file 
in  the  Area  Rent  Office  a  registration 
statement  on  Form  DD-HU,  provided  by 
the  Expediter.  Such  statement  shall  be 
filed  within  20  days  after  the  date  of 
determination  entered  on  the  reverse  side 
of  the  copy  of  the  Expediter's  Form 
D-95A  which  is  returned  to  the  landlord 
by  the  Expediter.  Such  statement  shall 
be  deemed  to  be  a  registration  statement 
within  the  meaning  of  5  825.87  and,  ex- 
cept for  the  time  prescribed  for  the  filing 
thereof,  shall  be  subject  to  the  provisions 
of  §  825.87. 


'  13  P.  R.  5743.  8390;  14  F.  R.  19.  94 
1395.  1577.  1868.  2061,  2175,  2235. 

=  13  F.  R.  5750.  5789,  5876,  5938.  6247. 
6411.  6556.  6882.  6911.  7299,  7672.  7801 
8218.  8219.  8328,  8388;  14  F.  R.  18,  272 
457,  627.  682.  695,  857.  918,  978.  1083. 
1520.  1570.  1582,  1587,  1659.  1670,  1734 
1869.  19?2.  2061,  2062.  2085.  2176.  2237 
2440.  2441. 


,  145, 

6283. 
7862, 
337, 
1345. 
1750, 
2413. 


IF.  R.  Doc. 
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3  In  the  last  sentence  of  5  825.90.  the 
words  "Revised  Rent  Procedural  Regu- 
lation 1  (Part  840  of  this  chapter)  are 
changed  to  "Rent  Procedural  Regulation 
2  (§§840.101  to  840.153)." 
(Sec  204  (d).  61  Stat.  197.  as  amended. 
62  Stat  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204.  61  Stat.  197.  as  amended.  62  Stat. 
37.  94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

The  first  two  items  of  this  amendment 
shall  become  effective  May  13.  1949.  and 
the  third  item  as  of  April  14.  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IF    R.    Doc.    49  3949;    Filed.    May    17.    1949; 
8:52  a.  m.] 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments.  Rent  Reg..'  Amdt. 
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Part  825— Rent  Regulations  Under  the 
HOUSING  AND  Rent  Act  of  1947.  as 
Amended 

RENT  REGUL.ATION  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
E-stablishments  (§§825.81  to  825.92.  is 
hereby   amended  in   the   following   re- 

1  Schedule  A.  Item  66a,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Volusia,  except  the  City  of  Ormond  (In- 
cluding Ormond  Beach ) . 

This  decontrols  from  §§825.81  to 
825  92  the  City  of  Ormond  (including 
Ormond  Beach)  in  Volusia  County, 
Florida,  a  portion  of  the  Daytona  Beach. 
Florida.  Defense-Rental  Area. 

2  Schedule  A.  item  162.  is  amended 
to  describe  the  counties  in  the  Defen.se- 
Rental  Area  as  follows: 

Harrison,  except  Pass  Christian  and  Hen- 
dersons Point;  and  In  Jackson  County,  the 
Town  of  Ocean  Springs. 

This  decontrols  from  §§825.81  to 
825  92  Pass  Christian  and  Hendersons 
Point  in  Harrison  County.  Mississippi. 
a  portion  of  the  Biloxi-Pascagoula.  Mis- 
sissippi. Defense-Rental  Area. 


RULES  AND  REGULATIONS 

(Controlled  Rooms  in  Rooming  Houses  and 
Other  Establishments.  New  York  City  De- 
fense-Rental Area.  Rent  Reg..'  Amdt.  13] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of   1947.  as 

Amended 

rent  REGULATION  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS IN  THE  NEW  YORK  CITY  DE- 
FENSE-RENTAL AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  the  New  York  City 
Defense-Rental  Area  (§§825.101  to 
825.112)    is   amended  in   the   following 

1  In  the  second  paragraph  of  §  825.101 
(b)  (2)  (it  (b).  entitled  "Reporting  re- 
quirements", the  date  "May  15.  1949"  is 
changed  to  "May  31.  1949". 

2.  The  .second  paragraph  of  §  825. 1U4 
(h)  is  changed  to  read  as  follows: 

Registration    requirements.      Every 
landlord  of  housing  accommodations  de- 
scribed in  this  paragraph  (h)  shall  file 
in  the  Area  Rent  Office  a  registration 
statement  on  Form  DD-HU.  provided  by 
the  Expediter.     Such  statement  shall  be 
filed  within  20  days  after  the  date  of  de- 
termination entered  on  the  reverse  side 
of   the   copy   of   the   Expediter's   Form 
D-95A  which  is  returned  to  the  landlord 
by  the  Expediter.    Such  statement  shall 
be  deemed  to  be  a  registration  statement 
within   the   meaning   of    §  825.107   and. 
except  for  the  time  prescribed  for  the 
filing  thereof,  shall  be  subject  to  the  pro- 
visions of  §  825.107. 

3.  In  the  last  sentence  of  5  825.110.  the 
words  "Revised  Rent  Procedural  Regu- 
lation 1  (Part  840  of  this  chapter)"  are 
changed  to  "Rent  Procedural  Regulation 
2  (§§840.101  to  840.153)." 

(Sec.  204  *d).  61  Stat.  197.  as  amended, 
62  Stat  37.  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197.  as  amended.  62  Stat. 
37,  94.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

The  first  two  items  of  this  amendment 
shall  become  effective  May  13,  1949.  and 
the  third  item  as  of  April  14.  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IF.    R.    Doc.   49-3955;    Filed.   May    17.    1949; 
8:53  a.  m.) 


Area  (§5  825.121  to  825.132)  Is  amended 
In  the  following  respect: 

In  the  last  sentence  of  §  82b.  uu.  me 
words  "Revi.sed  Rent  Procedural  Regula- 
tion 1  -Part  840  of  this  chapter*  '  are 
changed  to  "Rent  Procedural  Regulation 
2  (§§840.101  to  840.153)." 
(Sec  204  <d).  61  Stat.  197.  as  amended. 
62  Stat  37  94.  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  61  Stat.  197.  as  amended.  62  Stat.  37. 
94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effective 
as  of  April  14,  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

[F.    R.    Doc.    49-3950;    Filed.    May    17,    1949; 
8;52  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  I — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tions, Marketing  Practices),  Depart- 
ment of  Agriculture 

Part  51— Fresh  Fruits.  Vegetables,  and 
OTHER  Products  (Inspection,  Certifi- 
cation. AND  Standards) 

ttnited  states  standards  for  unshelled 
pecans 

Correction 

In  Federal  Register  Document  49-3850, 
appearing  at  page  2543  of  the  issue  for 
Friday,  May  13.  1949.  the  table  in  §  51.342 
(d)  should  read  as  follows: 


tUxi 


Overslte 

Extra  large. 

l.irKr     

Medium... 
Small 


10  of  the  small- 

est nuts  III  a 

NumlH-r 

of  niit.i  per 
uiid 

representative 

KXi-nut  simple 

:nu.st  weigh 

at  least .  i 

IK) 

Si 

I 

c 

o 

II 

3  - 

Not  more 
Not  more 
CI  to  7.< 

tlwn.V2 

lUautiO 

2.  so 
2.2ft 
1.7ft 
l.ftO 
1.25 

71 
H 

,111 

74  to  9i>       . 

43 

Wl  to  115             

31) 

(Sec  204  (d'.  61  Stat.  197,  as  amended, 
62  Stat.  37.  94,  Pub.  Law  31,  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204  61  Stat.  197.  as  amended,  62  Stat.  37, 
94.  Pub.  Law  31.  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This    amendment    shall    be    effective 
May  13.  1949. 

Issued  this  13th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IF     R.    Doc.    49-3947;    Filed.   May    17,    1949; 
8:52  a.  m.l 


■  13  F  R  5750.  5789,  5875.  5937.  5938,  6247. 
6283  6411. '6556.  6882,  6911,  7299,  7672,  1801. 
7862,  8218.  8328;  14  F.  R.  18,  272.  337.  457.  627, 
682  695  857.  918,  978.  1083.  1345.  1620.  1670. 
15*^2,  1587.  1669.  1670.  1734.  1869.  1932.  2061. 
2062.  2085.  2177.  2237.  2413,  2440.  2441. 


[Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments.  Miami  Defense- 
Rental  Area,  Rent  Reg.,'  Amdt.  15) 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS IN  MIAMI  DEFENSE -RENTAL 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  In  Miami  Defense-Rental 

» 13  F.  R.  6770,  83911  14  F.  R.  19.  1680.  1869. 
£062.  2238. 

'  13  F.  R.  6777,  83»a{  14  F.  R.  20,  978,  1584, 
1869.  2062.  2230. 


1  When  the  sample  for  Inspection  con.-iists  of  more 
than  !(»»  nuts.  M  iN.rwnt.  ».y  count,  of  tlie  sina  lest  nu  •. 
will  l«  s,>i.'r.'V.it.'.l  and  wlnhed.  tor  example,  it  Um 
sample  con>i>ts  of  3(ii)  nuts,  us  will  Renerally  »>e  the  ri>« 
when  a  c-arl(«d  is  IhIuk  insiM-cled.  :«l  of  the  smalW 
nutJ  mu.«t  weight  at  le:»st  thr.H-  times  thf  amount  sli,.wn 
fllr  any  size  des.Rnation.  In  ^-lecting  the  smallest  init., 
those  which  are  hy  observation  the  stmilest  m  npi;'  '; 
an(v  an.  s.>Rreuated.  In  .lecldinR  which  H  the  sum!  M 
among  two  or  more  nuts  which  aj.i)ear  to  be  at>oui 
e'lual  in  sir.'.  I  lie  liL-ht.st  in  weight  sti.ill  l>c  used. 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  207— Navigation  Regulations 
miscellaneous  amendments 

Pursuant  to  the  provisions  of  section  7 
of  the  River  and  Harbor  Act  of  August  8. 
1917  (40  Stat.  266;  33  U.S.  C.  1>.  55  207  3 
and  207.25  are  hereby  revoked.  §§  207.165. 
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207.210,  207.510  (g),  207.640,  and  207.750 
are  hereby  amended,  paragraph  (c»  of 
?  207.210  being  revoked,  and  paragraph 
im)  of  §207.640  and  paragraph  (1)  of 
§  207.75D  being  added,  and  5  207.174  is 
hereby  prescribed,  as  follows: 

5  207.5  Shcepscot  Bay.  Maine;  naval 
restricted  area.     [Revoked.] 

§  207.25  B:ock  Island  Sound;  naval 
restricted  area.     (Revoked.] 

5  207  165  St.  Johns  River.  Fla..  Ribault 
Bay:  prohibited  area — <a)  The  area. 
All  waters  constituting  the  Turning 
Basin  within  the  Naval  Air  Base  Reser- 
vation. Mayport.  Florida,  and  inclosed 
by  a  line  bearing  approximately  180° 
true  from  Ribault  Channel  Light  4  to 
the  shore  at  a  point  connecting  with  the 
Naval  Base  boundary  line  fence. 

(b)  The  rcgulaiions.  '  d)  All  vessels 
and  craft  except  those  operated  by  the 
United  States  Navy  or  Coast  Guard  are 
prohibited  from  entering  this  area  except 
In  cases  of  extreme  emergency. 

<2>  The  regulations  in  this  section 
shall  be  enforced  by  the  Commander. 
United  States  Naval  Air  Station.  Jack- 
.<>onville.  Florida,  and  such  agencies  as 
he  may  designate. 

S  207.174     Gulf    of    Mexico,    seaplane 
restricted     area.     Naval     Air     Station. 
Key    West.    Fla.—<a)     The    area.     An 
iirrgular  area  north  of  Key  We->t  Island, 
ea.'^t   of   Fleming   Key.   and   north   and 
west  of  Drec:grrs  Key.  bounded  as  fol- 
lows:  Beginning  at   latitude  24"34'01", 
longitude    81  47'36":     thence    to    lati- 
tude   24'35'30".    longitude    8r47'36"; 
f'.tnrc  to  latitude  24  35'56",  longitude 
81'47'50";  thence  to  latitude  24'35'59", 
lonuitude  8r47'42":  thence  to  latitude 
24  35'59",  longitude  8r47'19";   thence 
to  latitude  24'35'53''.  longitude  8r46' 
2G";  thence  to  latitude  24'35'42".  longl- 
tiide  8r46'll";  thence  to  latitude  24' 
35  25",  longitude  81'46'29":   thence  to 
l:-.'!tude  24  35'16",  longitude  8i''46'29"; 
tlirnre  to  latitude  24°35'16",  longitude 
81  45'59";  thence  to  latitude  24'35'09", 
lon-'itude  8r45'59":  thence  to  latitude 
24  35'09",  longitude  8r46'29";   thence 
to  latitude  24'34'27".   longitude   81  47' 
14":  thence  to  latitude  24'33'58".  longi- 
tude 8r47'21";  and  thence  to  the  point 
of  beginning.     The  area  Is  defined  by 
boundary    markers    on    approximately 
500-foot  centers  extending  around  and 
about   300   feet   outside   the   perimeter. 
Thf  boundary  markers   have   a  square 
pyramidal  top  with  a  four-foot  base  and 
a    light    with    green-colored    lenses 
mounted  on   12-inch  piling  with  a  top 
elf  vation  of  about  nine  feet.    The  ends 
of  the  north-.south,  northeast-southwest. 
ea.si-west,  and  northwe.st-southeast  take- 
offs   are   clearly   Identified    by   runway 
markers  with  amber-colored  lenses  lo- 
cated on  100-foot  centers.    A  navigation 
ch.innel  300  feet  wide  around  the  entire 
pTimeter  of  the  area,  contiguous  to  and 
Inside  the  line  of  boundary  markers,  is 
Pro\  ided  for  the  passage  of  surface  craft. 

<b)  The  regulations.  (1)  No  vessel 
shall  cross  or  enter  the  seaplane  re- 
stricted area. 


FEDERAL  REGISTER 

(2)  Vessels  using  the  perimeter  chan- 
nel along  the  east  side  of  Fleming  Key 
and  along  the  north  side  of  the  Naval 
Air  Station  shall  travel  at  a  slow  speed. 

<3)  Vessels  using  the  perimeter  chan- 
nel shall  lie  to  as  close  to  the  boundary 
markers  as  possible  during  landings  or 
take-offs  of  aircraft  in  the  restricted 
area. 

•  4)  Vessels  using  the  perimeter  chan- 
nel past  the  seaplane  ramp  shall  give 
wide  berth  to  seaplane  equipment  lo- 
cated adjacent  to  the  ramp,  and  shall 
lie  to  if  in  the  vicinity  of  the  ramp  when 
beaching  or  launching  operations  are  in 
progress. 

(5»  No  object  that  might  endanger 
seaplane  operations  shall  be  cut  adrift 
or  thrown  overboard. 

<6'  The  regulations  in  this  section 
shall  be  enforced  by  the  Commanding 
Cfiicer.  United  States  Naval  Air  Station, 
Key  West.  Florida,  and  such  agencies  as 
he  may  designate. 

r  5  207.210  Mis$i.ssippi  Rii^er;  naviga- 
tion—  la)  Speed  south  of  Ncjc  Or- 
leans.    •     •     • 

(b)  Speed  at  flood  stai/cs.     •     •     • 
'c»   Navigation  regulations  to  goverji 
speed  of  ves.'^els  in  vicinity  of  explosives 
anchorages  south  of  New  Orleans.     I  Re- 
voked. ] 

§  207  510  Connecting  waters  of  the 
Great  Lakes  from  Lake  Huron  to  Lake 
Erie;  use,  adminisiration,  and  naviga- 
tion.    •     •     • 

<g  >   Vessels  aground  or  not  under  com- 
mand.    (1 )   A  vessel  aground  or  disabled 
in  or  near  a  channel,  except  a  rov.boat, 
sailboat,  or  Class  I  or  Class  II  motor- 
boat  <as  defined  by  the  Motorboat  Act 
of  April  25.  1940',  shall  display  the  lights 
and    day   signals   prescribed   by   para- 
graphs <b>  and  (o  of  Rule  30.  added  to 
the  Navigation  Rules  for  the  Great  Lakes 
and    their    connecting     and     tributary 
waters  (33  U.  S.  C.  Chapter  4)  by  an  act 
of  Congre.s.s   approved   March    18.    1948 
(33  U.  S.  C.  295),  and  in  addition,  upon 
the  approach  of  another  vessel  bound  up 
or  down  the  channel,  shall  sound  the 
danger  signal  of  several  short  and  rapid 
blasts  of  the  whistle,  not  less  than  five. 
If  the  approaching  vessel  cannot   pass 
with  safety,  it  shall  stop  at  a  safe  dis- 
tance from,  and  make  proper  disposi- 
tions to  avoid  fouling,  the  grounded  or 
disabled  vessel,  and  upon  the  approach 
of  another  vessel  coming  up  astern  shall 
repeat  the  danger  signal  for  that  ves- 
sel's benefit.    Each  additional  vessel  ap- 
proaching from  the  same  direction  shall 
be  similarly  warned,  in  turn,  by  the  ves- 
sel preceding.     Each  vessel  shall  keep  a 
safe  distance  from  the  vessel  ahead  until 
the  channel  has  been  cleared,  and  shall 
pass  a  grounded  or  disabled  vessel  at  re- 
duced speed  and  with  caution. 

<2 >  The  first  vessel  passing  a  stranded 
or  disabled  vessel  .shall  report  the  loca- 
tion and  nature  of  the  accident  to  the 
next  marine  reporting  station  or  patrol 
boat. 

5  207  640  San  Francisco  Bay.  San 
Pablo  Bay.  Carquinez  Strait,  Suisun  Bay. 
San  Joaquin  River,  and  connecting 
waters.  Calif.     •     •     • 
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(m)  San  Francisco  Bay  in  vicinity  of 
Naval  Net  Depot.  Tiburon;  naval  re- 
stricted area— d)  The  area.  Beginning 
at  Bluff  Point ;  thence  approximately  53°. 
1.300  yards,  to  California  City  Lighted 
Horn  Buoy  1;  thence  approximately  323°, 
1.800  yards,  to  California  City  Lighted 
Horn  Buoy  3;  thence  270.  npprox  m.nely 
3.0'JO  yards,  to  the  shore;  and  thence 
southea.sterly  along  the  shore  to  the 
point  of  beginning. 

'2>  Thejcqulations.  No  vessels  except 
those  engaged  in  naval  orerations  shall 
navigate  or  anchor  in  this  area  without 
the  permission  of  the  Captain  of  the 
Port.  San  Francisco. 

5  :07.750  Puget  Sound  area.  Wash. — 
(a>  Strait  of  Juan  dc  Fuca,  eastern  end; 
naval  restricted  area — ( D  Tlie  area.  Off 
the  westerly  shore     •     •     • 

(1>  West  Waterway.  Seattle  Harbor; 
vavigation.  (l)  The  movement  of  ves- 
sels of  250  gross  tons  or  over  and  ail  ves- 
sels v.'ith  tows  of  any  kind  through  the 
narrow  section  of  West  V/aterway  be- 
t.veen  the  bend  at  Fishers  Flour  Mill 
dock  and  the  bend  at  the  Junction  of 
East  Waterway  with  Duv/amish  Water- 
way, and  throuch  the  draws  of  the  City 
of  Seattle  and  Northern  Pacific  Railway 
Company  bridges  cro.ssing  this  narrow 
section,  shall  be  governed  by  red  and 
preen  traffic  signal  lights  mounted  on  the 
north  and  south  sides  of  the  west  tower 
of  the  City  Light  power  crossing  at  V/est 
Spokane  Street. 

<2i  Two  green  lights,  one  vertically 
above  the  other,  displayed  ahead  of  a 
ves.^el.  shall  indicate  that  the  waterway 
is  clear.  Two  red  lights,  one  vertically 
above  the  other,  displayed  ahead  of  a 
vessel,  shall  indicate  that  the  waterway 
is  not  clear. 

(3)  A  vessel  approaching  the  narrow 
section  and  drawbridges  from  either  end 
of  the  waterway  shall  give  one  long  blast 
of  a  w^histle  and  shall  not  enter  the  nar- 
row section  until  green  lights  are  dis- 
played. 

(4)  One  vessel  may  follow  another  ves- 
sel in  either  direction,  but  the  channel 
shall  not  be  kept  open  in  the  same  direc- 
tion for  an  unreasonable  time  if  a  ves.sel 
Is  waiting  at  the  other  end. 

•5)  Tugs,  launches,  and  small  craft 
shall  keep  close  to  one  side  of  the  chan- 
nel when  vessels  or  boats  with  tows  are 
passing. 

(6)  All  craft  shall  proceed  with  cau- 
tion. The  display  of  the  green  light  Is 
not  a  guarantee  that  the  channel  is  clear 
of  traflBc.  and  neither  the  United  States 
nor  the  City  of  Seattle  will  be  responsi- 
ble for  any  damage  to  vessels  or  other 
property  which  may  be  chargeable  to 
mistakes  in  the  operation  of  the  signal 
lights  or  to  their  failure  to  operate. 

I  Regs.  Apr.  15.  1949,  800.21 1-ENGWRl 
•40  Stat.  266;  33  U.  S.  C.  1) 

[seal]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

IF.   R.    Doc.    49-39 '0;    Filed,    May    17.    1949; 
8;.0  a.  m.J 
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425  521         Reserved. 

425.522         Request  for  statement. 

425  523         Contents  of  statement. 

425.524  Statement  prior  to  final  determi- 
nation. 

425.524-1  Where  determination  has  not  yet 
been  made  by  order  or  agree- 
ment. 

425  524  2  Where  a  determination  is  by  order 
which  Is  not  final. 
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AtTTHORrrY:  §§425  500  to  425.525-2  Issued 
under  sec.  3  (t).  Pub.  Law  547,  80th  Cong., 
62  Stat.  260. 

SUBPART  A — .AGREEMENTS  AND  CLEARANCES 

§  425.500  Scope  of  subpart.  This  sub- 
part deals  with  the  form,  prepgration 
and  administration  of  agreements  and 
clearances. 

§  425  501     General. 

5  425  501-1  Statutory  authority.  Sub- 
section ib>  of  the  1948  act  provides  in 
part  as  follows: 

He  I  the  Secretary  of  Defense]  shall  en- 
deavor to  make  an  a;;reemcnt  with  the  con- 
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tractor  or  subcontractor  with  respect  to  the 
amount.  If  any,  of  such  excessive  profits  and 
to  their  elimination. 

5  425  501-2  Uses  of  agreements  and 
clearances.  The  followinR  types  of  in- 
struments are  used  in  connection  with 
renegoUation. 

(a)  Renegotiation  agreement.  This 
will  be  used  when,  upon  conclusion  of 
the  renegotiation  proceedings,  an  agree- 
ment is  reached  between  the  contractor 
and  the  renegotiating  agency  that  ex- 
cessive profits  are  to  be  eliminated.  The 
agreement  will  specify  the  terms  and 
conditions  under  which  such  excessive 
profits  will  be  eliminated.  A  form  of 
such  agreement  is  set  forth  in  5  427.741-1 
of  this  subchapter.  Appropriate  modi- 
fications of  this  form  will  be  made  as  re- 
quired by  the  circumstances  of  a  par- 
ticular case. 

(bt  Clearances:  notices  and  agree- 
ments. These  will  be  used  where,  upon 
examination  of  the  financial  and  other 
data  submitted  by  the  contractor,  it  is 
determined  that  there  are  no  excessive 
profits  for  the  fiscal  year  under  review. 
(See  SS  427.741-1  and  427.742  of  this  sub- 
chapter, t 

§  425.502  Standard  form  of  renegotia- 
tion agreement.  The  provisions  of  the 
standard  form  of  renegotiation  agree- 
ment are  di.sciL^sed  In  §§  425  502-1  to 
425.502-11. 

§425.502-1  Article  1:  Profits  to  be 
eliminated.  The  agreed  dollar  amount  of 
exce.ssive  profits  to  be  eliminated  will  be 
set  forth  in  Article  1.  Ordinarily  such 
amount  will  be  the  excessive  profits  de- 
termined to  have  been  received  or  ac- 
crued during  a  particular  fiscal  year 
under  all  of  the  contractor's  contracts 
and  subcontracts  subject  to  renegotia- 
tion. When  the  renegotiation  covers 
only  contracts  and  subcontracts  com- 
pleted during  a  fiscal  year  or  has  been 
conducted  only  with  respect  to  certain 
contracts  and  subcontracts.  Article  1 
will  be  modified  accordingly.  When  the 
amount  of  refund  is  limited  by  the  ap- 
plication of  the  provisions  of  §  423.347-3 
of  this  subchapter,  an  appropriate  state- 
ment to  that  effect  will  be  Included  in 
Article  1. 

§425.502-2  Article  2:  Warranty.  Re- 
negotiation is,  in  large  measure,  con- 
ducted upon  the  basis  of  information 
and  data  submitted  by  the  contractor. 
Therefore.  It  is  appropriate  that  the  con- 
tractor warrant  its  correctness.  Article 
2  contains  such  a  warranty.  If  the  re- 
negotiation has  been  conducted  on  a 
consolidated  basis,  a  list  of  the  entities 
consolidated  will  be  set  forth,  the  cor- 
rectne.ss  of  which  the  contractor  will 
also  warrant. 

5  425.502-3  Article  3:  Tax  credit 
under  section  3806  of  the  Internal  Reve- 
nue Code,  (a)  In  most  Instances  the 
contractor  will  have  been  assessed  Fed- 
eral Income  tax  on  the  profits  to  be  elimi- 
nated. A  credit  equal  to  the  amount  of 
such  taxes  Is  required  by  the  act  to  be 
allowed  against  the  refund  to  be  made, 
In  accordance  with  section  3806  of  the 
Internal  Revenue  Code.    Article  3  con- 


tains the  contractor's  representation 
that  the  profits  to  be  eliminated  were 
included  in  income  in  his  tax  return  for 
the  fiscal  period  involved,  and  his  agree- 
ment to  procure  a  computation  by  the 
Bureau  of  Internal  Revenue  of  the 
amount  by  which  his  taxes  for  that  fiscal 
period  are  decreased  by  rea.son  of  the 
elimination  of  such  profits  from  income. 
The  procedure  for  procuring  such  com- 
putation is  set  forth  in  §5  424  442  to 
424  442-6  of  this  subchapter. 

(b>  If  the  renegotiation  is  concluded 
before  the  contractor  has  filed  his  Fed- 
eral Income  tax  return  for  the  fi.scal 
period  Involved,  the  contractor  will  or- 
dinarily exclude  from  income  as  reported 
in  such  return  the  amount  of  profits  to 
be  eliminated.  In  such  case  no  tax 
credit  is  allowable  and  the  agreement 
should,  in  lieu  of  the  provisions  of  Article 
3  of  the  Standard  Form  of  Agreement 
contain  the  provisions  .set  forth  in 
§  427.741-2  of  this  subchapter. 

(c)  In  some  instances  le.ss  than  all  of 
the  profits  to  be  eliminated  may  have 
been  included  in  the  income  for  the  fi.scal 
period  upon  which  Federal  income  tax 
has  been  as.se.ssed.  In  such  circum- 
stances, a  tax  credit  under  section  3E06 
of  the  Internal  Revenue  Code  will  be 
allowable  only  as  against  the  part  of  the 
profits  to  be  eliminated  upon  which  such 
Federal  taxes  have  been  asse.s.^ed.  A 
clause  covering  this  type  of  situation  is 
set  out  In  §  427.741.2  of  this  subchapter. 

(d)  If  the  renegotiation  is  concluded 
with  a  partnership,  or  joint  venture,  the 
form  of  tax  credit  clause  .should  be  ap- 
propriately modified.  In  §  427.741-2  of 
this  subchapter  is  a  form  of  partnership 
tax  credit  clause  which  may  be  used 
when  it  is  appropriate. 

5  425.502-4  Article  4:  Terms  of  pay- 
ment. <a)  The  terms  and  place  of  pay- 
ment win  be  set  forth  In  Article  4 

(b>  Limitations  upon  the  period  of 
time  beyond  which  the  terms  of  payment 
must  not  extend  are  set  forth  in 
§424  422-2  of  this  subchapter.  'See 
also  §  424.422-3  of  this  subchapter.) 

(c)  Provision  Is  made  in  the  standard 
form  of  renegotiation  agreement  for  the 
payment  of  Interest  on  defaulted  install- 
ments. (See  5  424  422-3  and  Article  4 
of  §  427.741-1  of  this  subchapter.) 

5  425.502-5  Article  5:  Article  requir- 
ing elimination  of  additional  excessive 
profits.  The  provisions  of  Article  5  are 
designed  to  protect  the  interests  of  the 
Government  when  costs  reported  as  paid 
or  incurred  in  the  financial  data  .submit- 
ted by  the  contractor  are  reduced  .sub.^e- 
quent  to  renegotiation  solely  as  a  re.sult 
of  the  renegotiation  conducted  with  the 
contractor;  as  for  example  where  a  third 
party  makes  a  refund  to  the  contractor 
applicable  to  .such  costs,  because  the  con- 
tractor's profits  have  been  reduced  in 
renegotiation.  In  .such  cases  the  profits 
of  the  contractor  will  be  Increased  .solely 
as  the  result  of  the  renegotiation  and 
this  Article  contemplates  the  recovery  of 
only  such  additional  profits.  It  does  not 
extend  to  any  other  profits  which  may 
be  realized  by  the  contractor  sub.si  qiunt 
to  renegotiation.     This  Article  will  be 
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omitted  if  the  amount  of  excessive  prof- 
its to  be  refunded  Is  limited  by  the  pro- 
visions of  5  423.347-3  of  this  subchapter. 

5  425.502-6  Article  6:  Covenant 
against  contingent  fees.  This  article  con- 
tains the  provisions  against  contingent 
fees. 

5  425.502-7  Article  7:  Officials  not  to 
benefit.  This  article  Is  required  by  Re- 
vised Statutes,  .section  3741.  as  amended 
(41  U.  S.  C.  sec.  22). 

5  425.502-8  Article  8:  Discharge  of 
liability.  In  consideration  of  perform- 
ance by  the  contractor  of  the  terms  of 
the  agreement  he  is  granted  a  discharge 
of  liability  in  accordance  with  subsection 
(e)  of  the  act.  When  the  renegotiation 
covers  only  contracts  and  subcontracts 
completed  during  the  fi.scal  year  or  has 
been  conducted  only  with  respect  to  cer- 
tain contracts  or  subcontracts,  it  will  be 
made  clear  that  Article  8  discharges  the 
liability  of  the  contractor  only  with  re- 
spect to  the  contracts  and  subcontracts 
actually  renegotiated. 

1425.502-9  Article  9:  Waiver  of 
claims.  This  clause  Is  designed  to  pre- 
clude the  realization  by  the  contractor  of 
additional  exce.ssive  profits  which  have 
not  been  taken  into  account  for  purposes 
of  renegotiation. 

§  425  502-10  Article  10:  Execution  of 
the  agreement.  The  persons  .executing 
the  agreement  on  behalf  of  the  contrac- 
tor and  on  behalf  of  the  Government 
must  state  that  they  do  so  upon  proper 
authority. 

S  425.502-11  Formalities  of  execution. 
(&)  If  the  contractor  Is  a  corporation, 
the  agreement  must  be  accompanied  by 
a  certified  resolution  of  the  Board  of  Di- 
rectors of  the  contractor  (or  the  equiva- 
lent Committee  or  other  body)  authoriz- 
ing the  execution  of  the  agreement.  The 
form  of  the  resolution,  the  adoption  of 
the  resolution,  and  the  execution  of  the 
cntificate  must  all  be  in  accordance  with 
the  formalities  required  by  the  particular 
State  laws  involved. 

(1)  The  resolution  Itself  should  state: 

*1»  That  the  agreement  Is  being  en- 
tered into  pursuant  to  the  Renegotiation 
Act  of  1948; 

'  ii )  The  amount  of  profits  to  be  elimi- 
nated—and the  fiscal  year  for  which  they 
are  to  be  eliminated; 

'iii»  The  title  of  the  corporate  officer 
who  is  being  authorized  to  execute  the 
aereement  on  behalf  of  the  corporation; 
and 

'iv)  The  title  of  the  corporate  officer 
authorized  to  attest  the  execution  and  to 
affix  the  corporate  seal  thereon. 

'2»  The  certificate,  certifying  the 
adoption  of  the  resolution,  should  state: 

'i'  The  name  and  capacity  of  the  oflQ- 
cer  .signing  the  certificate; 

<il>  The  body  adopting  the  resolution 
(normally  this  will  be  the  Board  of  Di- 
rectors, but  may.  In  a  particular  case,  be 
an  executive  Committee  or  similar  body) ; 

( in )  The  date  of  the  meeting ; 

'IV)  The  fact  that  a  quorum  of  the 
Board  (or  other  body)  was  present 
throughout  the  meeting; 
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(v)  That  the  resolution  was  duly 
adopted ; 

(vl)  If  the  particular  agreement  Is 
specifically  referred  to  in  the  resolution, 
that  the  agreement  to  which  the  certified 
resolution  is  attached  Is  the  same  as  that 
referred  to  in  the  resolution;  and 

(vii)  That  the  resolution  has  not  been 
modified  or  re.sclnded  and  that  it  Is  in 
full  force  and  effect. 

(3)  If  the  resolution  Is  adopted  by  a 
committee  or  similar  body  (other  than 
the  Board  of  Directors)  the  certificate 
must  also  include  satisfactory  evidence 
of  the  body's  authority  to  act. 

(b)  If  renegotiation  is  conducted  on  a 
consolidated  basis  each  member  of  the 
consolidated  group  to  wliich  excessive 
profits  have  been  allocated  should  exe- 
cute the  agreement. 

(O  If  the  contractor  is  a  partnership, 
all  general  partners  should  execute  the 
agreement. 

( d )  If  the  contractor  is  a  Joint  venture, 
each  participant  should  execute  the 
agreement. 

(e)  If  the  authority  of  the  person  sign- 
ing the  agreement  is  based  upon  a  writ- 
ten instrument  or  court  order  or  provi- 
sion of  law  (as  where  the  agreement  Is 
executed  on  behalf  of  a  corporation  in 
dissolution,  or  an  estate  or  trust,  or  where 
the  authority  derives  from  a  power-of- 
attorney).  such  authority  should  be  sup- 
ported by  proper  evidence  thereof. 

(f  •  The  Military  Renegotiation  Policy 
and  Review  Board  may  authorize  depar- 
ture from  the  requirements  of  this  sec- 
tion. 

5  425.503  Exhibit  A.  There  will  be 
attached  to  every  renegotiation  agree- 
ment providing  for  the  elimination  of 
exce.ssive  profits  an  exhibit  designated 
"Exhibit  A,"  which  shall  contain  as  a 
minimum,  the  financial  data  and  Infor- 
mation referred  to  In  §  427.741-3  of  this 
subchapter.  Additional  financial  data 
or  information  may  be  included  in  Ex- 
hibit A  If  deemed  appropriate. 

§  425.504  Exhibit  B.  Whenj-enegotia- 
tlon  is  conducted  on  a  consolidated  basis 
a  list  of  the  entities  consolidated  and  the 
amount  of  excessive  profits.  If  any,  al- 
located to  each  such  entity  shall  be  at- 
tached to  the  agreement  as  "Exhibit  B." 


5  425.505 
5  425.506 


[Reserved.] 
[Reserved.] 


S  425.507    Prohibited  provisions. 

?  425.507-1  Reservations  impairing 
finality  of  agreement.  No  renegotiation 
agreement  Is  acceptable  if  It  or  any  au- 
thorizing resolution  or  letter  of  trans- 
mittal contains  any  reservation  which 
might  be  interpreted  as  permitting  the 
contractor  to  reopen  the  agreement. 

§  425.508  Clearance  notice  and  agree- 
ment. 

5  425.508-1  When  given.  If,  as  a  re- 
sult of  renegotiation,  It  Is  found  that  no 
excessive  profits  have  been  received  by 
or  accrued  to  the  contractor  during  the 
fiscal  year  under  consideration,  the  con- 
tractor will  be  given  a  clearance  for  such 
year. 
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§  425.508-2  Use  and  form  of  clearance 
notice.  The  form  of  clearance  notice  set 
forth  in  5  427.742  of  this  subchapter  may 
be  used  In  those  cases  where  It  Is  deter- 
mined from  the  information  obtained 
from  the  contractor  that  no  excessive 
profits  have  been  realized.  The  notice 
Is  final  unless  It  later  appears  that  such 
information  did  not  reflect  correctly  the 
contractor's  renegotlable  bu.siness  for  the 
period  under  review.  In  which  event  the 
notice  may  be  withdrawn  by  the  rene- 
gotiating agency  and  renegotiation  pro- 
ceedings conducted  with  the  contractor 
as  if  no  such  notice  had  been  given. 

5  425.508-3  Use  and  form  of  clearance 
agreement.  A  clearance  agreement  exe- 
cuted by  the  contractor  and  the  Govf.rn- 
ment  will  be  used  In  those  cases  where 
the  use  of  a  clearance  notice  is  not  prac- 
ticable and  in  all  cases  when  an  agree- 
ment is  requested  by  a  contractor.  Such 
agreement,  with  appropriate  revisions, 
will  follow  the  general  .structure  of  the 
standard  form  of  the  renegotiation 
agreement. 

SUBPART  B — STATEMENT  TO  CONTRACTOR 

§  425.520  Scope  of  subpart.  Subsec- 
tion (c)  (1)  of  the  Renegotiation  Act  of 
February  25,  1944,  as  amended,  requires 
that,  at  the  contractor's  request  the  re- 
negotiating agency  furnish  to  the  con- 
tractor a  statement  of  the  facts  used  as 
the  basis  of  the  determination  of  exces- 
sive profits  and  the  reasons  therefor.  The 
1948  Act  contains  no  similar  provision. 
However,  the  Policy  and  Review  Board 
has  determined  that.  In  the  best  interest 
of  the  Government  and  the  contractor,  a 
statement  should  be  furnished  the  con- 
tractor in  accordance  with  the  rules  set 
forth  in  this  .subpart. 

§  425.521     [Reserved.] 

5  425.522  Request  for  statement.  A 
request  by  the  contractor  for  the  state- 
ment authorized  by  §  425.520  shall  be 
made  In  writing,  addressed  to  the  agency 
which  made  the  determination  of  ex- 
cessive profits,  and  must  be  made  within 
the  time  limit  hereinafter  prescribed. 
For  the  purpose  of  determining  whether 
a  request  has  been  made  within  such 
time  limit,  it  shall  be  deemed  to  have 
been  made  at  the  time: 

(a)  When  mailed  by  registered  mail, 
postage  prepaid  to  the  appropriate  re- 
negotiating agency,  or 

(b)  If  not  mailed  In  such  manner, 
then  when  received  by  such  agency. 
The  request  for  a  statement  need  not  be 
a  formal  document. 

§425  523  Contents  of  statement,  (a) 
The  statement  will  contain: 

(1»  The  determination  of  excessive 
profits. 

(2)  A  summary  of  the  facts  upon 
which  the  determination  Is  based. 

(3)  The  rea.sons  for  the  determina-     ' 
tlon.  Including  the  application  of  the 
statutory  factors. 

(b)  The  following  data  or  material 
will  not  be  Included  In  the  statement : 

(1)  Information,  the  furnishing  of 
which  would  be  contrary  to  the  regula- 
tions for  military  security. 


\\'t>ftrn>srinti      Mnti     1Q      1Q40 
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(2)  Information  with  respect  to  the 
operations  of  other  contractors  which  is 
of  confidential  character. 

§  425.524  Statement  prior  to  final  de- 
termination. 

5  425.524-1    Where  determination  has 
not  yet  been  made  by  order  or  agreement. 
When  all  of  the  facts  relating  to  the 
renesotiation  have  been  assembled  and 
considered  and  the  contractor  has  been 
advised  by  the  agency  which  conducted 
the    renegotiation    as    to    the    amount 
which,  in  its  opinion,  represents  the  ex- 
ce.ssive  profits  which  should  be  elimi- 
nated, there  shall  be  submitted  to  the 
contractor,  upon  the  latter's  request,  a 
written  summary  of  the  facts  and  rea- 
sons upon  which  such  opinion  Is  based. 
Such  statement  shall  be  prepared  and 
furnished  only  upon  the  request  in  writ- 
ing of  the  contractor  including  a  state- 
ment that  he  has  submitted  all  the  evi- 
dence which  he  believes  to  be  relevant 
to  the  renegotiation.     Such  reque.st  must 
be  made  within  a  reasonable  time  fol- 
lowing the  time  the  contractor  has  been 
advised  by  the  renegotiating  agency  as 
to  the  amount  which,  in  the  opinion  of 
such   agency,   represents   the   excessive 
profits  to  be  eliminated.     Determination 
of  what  constitutes  a  reasonable  time 
under  the  circumstances  shall  be  made 
by   the   agency.     The   purpose   of   such 
statement  will  be  to  assi.st  the  contractor 
in  determining  whether  or  not  he  will 
enter  into  an  agreement  for  the  elimi- 
nation of  such  excessive  profits. 

5  425.524-2  Where  a  determination  fs 
by  order  which  is  not  final.  Whenevef  a, 
determination  is  made  by  order  of  the 
Chairman  of  a  Division,  a  statement  will 
be  furnished  to  the  contractor  by  that 
Division  if  requested  within  thirty  days 
after  the  date  thereof,  if  prior  to  the 
time  such  statement  is  furnished,  the 
Policy  and  Review  Board  has  not  initi- 
ated a  review  of  the  order  as  provided  in 
§§  422.246-1  and  422.246-2  of  this  sub- 
chapter. Such  statement  is  final  only  in 
the  event  that  the  determination  by  or- 
der to  which  it  relates  Is  final. 

§  425  525      Statement    in    connection 
with  a  final  determination. 

§  425.525-1  Where  a  determination  is 
by  agreement.  Whenever  a  determina- 
tion is  made  by  agreement,  a  statement 
will  be  furnished  to  the  contractor  if  re- 
quested of  the  renegotiating  agency 
which  concluded  such  agreement  within 
thirty  days  after  receipt  by  the  contractor 
of  a  fully  executed  counterpart  of  the 
agreement.   , 

§  425  525-2  Where  a  determination  is 
made  by  order  which  is  final.  'a> 
Whenever  upon  review  of  an  order  made 
by  the  Chairman  of  a  Division  determin- 
ing excessive  profits,  the  Policy  and  Re- 
view Board  makes  a  final  determination 
of  excessive  profits  by  order,  a  statement 
will  be  furnished  to  the  contractor  by 
the  Policy  and  Review  Board  If  requested 
of  It  within  thirty  days  after  the  mailing 
pursuant  to  §  426.605-3  of  this  subchap- 
ter of  the  notice  of  the  entry  of  such 
order. 


RULES  AND  RECsULATIONS 

fb'  Whenever  an  order  determining 
excessive  profits  Is  deemed  to  be  the  order 
of  the  Policy  and  Review  Board,  no  re- 
view of  such  order  having  been  initiated 
by  that  Board,  then,  unless  the  contractor 
has  been  furnished  with  a  statement  in 
accordance    with    the    provisions    of 
§  425.524-2.  a  statement  will  be  furnished 
by  the  renegotiati,fig  agency  which  is- 
sued the  order  if  requested  of  such  agency 
at  any  time  prior  to  the  expiration  of  the 
thirtieth  day  after  the  mailing  of  the 
registered  notice  of  the  order  becoming 
final  pursuant  to  §  426.605-3  of  this  sub- 
chapter. 

Adopted:  April  21.  1949. 

Fr.\nk  L.  Robert.s. 

Chairman.  Military  Renegotiation 

Policy  and  Review  Board. 

Approved:  May  12,  1949. 

Louis  Johnson. 

Secretary  of  Defense. 

|F.    R.    Doc.    49-3980:    Filed,   May    17.    1949; 
901  a.  m.) 


Chapter  VII — Department  of  the 
Air  Force 

Subchopter    F — Orgoniitd    Reserve* 

Part  861— Officers'  Reserve  Corps 

pilot  tr.mning  in  grade  for  reserve 
officers 

Part  861  is  hereby  amended  by  adding 
§§  861.85  to  861.88  as  follows: 

PILOT  TRAINING  IN  GRADE  FOR  RESERVE  OFFICERS 

Sec. 

861.85  General. 

86186  Requirements. 

861.87  Application. 

861.88  Selection  and  disposition. 

AinHORiTY:  §S  861  85  to  861. 88  l.ssued  under 
sees.  4.  6,  Piib.  Law  460.  80th  Con^.,  62  Stat. 

89    91 

Deriv.ition:  AFL  51  8.  May  3.  1949. 

§  861  85  General.  Pilot  training  In 
officer  grade  is  conducted  for  Reserve 
officers  of  the  Air  Force  within  the  Air 
Training  Command.  Graduates  are 
granted  the  aeronautical  rating  of  pilot 
and  as.'^igned  to  flying  duty. 

§861.86  Requirements— ^a>  EliQibil- 
ity.    Applicant  must: 

<1)  Be  an  Air  Force  Reserve  officer, 
not  on  extended  active  duty,  in  the  grade 
of  lieutenant,  who  has  received  a  college 

degree;  or  „        .  „,    , 

(2>  Be  an  Air  Reserve  Officers  Train- 
ing Corps  student  who  will  complete  his 
training  and  receive  either  a  Regular  or 
Reserve  commission  in  the  Air  Force  at 
the  completion  of  his  academic  year. 

(3)  Be  physically  qualified  for   pilot 

training. 

( 4 )  Be  recommended  for  pilot  training 
by  his  immediate  commanding  officer. 

(6)  Obtain  passing  score  on  the  Air 
Force  Qualifying  Examination,  if  non- 
rated. 

(6»  Be  enrolled  In  the  pilot  training 
course  prior  to  reaching  27th  birthday. 


(b>  Ineligibles.  Applications  from  of- 
ficers in  the  following  categories  will  not 
be  considered: 

(1)  Those  who  have  completed  in  a 
service  flying  school  a  course  of  instruc- 
tion leading  to  the  aeronautical  rating 
of  pilot,  or  have  been  eliminated  there- 
from as  a  result  of  failure  in  flying  or 
academic  studies,  disciplinary  action,  or 
resignation,  unless  such  resignation  was 
for  reason  of  .severe  personal  hardship. 

(2)  Tho.se  who  hold  or  have  held  the 
aeronautical  rating  of  pilot  in  any  of  the 
armed  forces  of  the  United  States. 

(3t  Generally,  those  who  have  .served 
less  than  one  year  in  a  newly  acquired 
Specification  Serial  Number  through  at- 
tendance at  a  specialized  school  or 
course  of  training. 

§86187  Application—  (Si^  Forms. 
Application  will  be  submitted  on  Air 
Force  Form  131,  Application  for  Flying 
Training  in  Officer  Grade  (Pilot-Naviga- 
tor>.  Applicants  may  obtain  copies  of 
Air  Force  Form  131  from  the  neare.st 
Aviation  Cadet  and  Officer  Candidate 
Examining  Board.  Air  Reserve  Officers- 
Training  Corps  students  will  forward  ap- 
plications for  pilot  training  and  ex- 
tended active  duty  in  accordance  with 
separate  instructions  furnished  the 
Commanding  General,  Continental  Air 

Command. 

(bi   Physical     examination.    Reserve 
officers  on  Inactive  duty  will  contact  the 
nearest  Aviation  Cadet  and  Officer  Can- 
didate Examining  Board  in  order  to  ac- 
compli.sh  the  physical  examination;  and 
the  Air  Force  Qualifying  Examination, 
if  officer  is  nonrated.    Examining  boards 
win  forward  the  completed  application 
files  of  qualified  applicants,  including  ac- 
complished Air  Force  Form  125  'appli- 
cation for  extended  active  duty),  to  the 
commanding  general  of  the  numbered 
air    force    under    the    Continental    Air 
Command  having  administrative  juris- 
diction over  the  officer  concerned. 

(c)  Change  of  address.    Any  change 
of  address  subsequent  to  submitting  ap- 
plication for  pilot  training  must  bo  re- 
ported immediately  to  the  Director  of 
Military     Personnel.     Headquarters, 
United    States    Air    Force.    Attention: 
Aviation  Cadet  Branch,  Per.sonnel  Pro- 
curement Division.  Washington  25.  D  C 
§  861.88     Selection   and   disposition— 
(a.)  Selection.    Selection  will  be  made  by 
Headquarters,  United  States  Air  Force. 
Applicants    will    be    notified    through 
channels  of  their  acceptance  or  noniic- 

ceptance. 

(b)  Disposition.  Student  officers  who 
fall  to  meet  the  prescribed  standards  of 
training  will  be  eliminated- 

[seal! 


Wednesday,  May  18,  1949 

TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  1733) 

Part  108— Patents 

issuance  of  perfect  patent  where  record 

DOES     NOT     SHOW     THAT     ORIGINAL     WAS 
SIGNED  t 

The  last  two  paragraphs  of  §  108.4 
"Circular  547,  September  2. 1926 •  are  de- 
leted  and  the  following  is  substituted 
therefor: 

5  108.4  Issuance  of  perfect  patent 
where  record  does  not  show  that  original 
u^s  signed.     •     •     • 


FEDERAL  REGISTER 

The  Bureau  of  Land  Management  will 
cause  a  new  patent  to  be  Issued  when- 
ever It  appears  that  a  patent  was  regu- 
larly issued  and  the  patent  record  on  file 
In  the  Bureau  of  Land  Management  is 
Imperfect  in  that  it  does  not  contain  the 
name,  or  the  Initials,  of  the  signing  and 
the  countersigning  officers. 

<R.  S.  453,  2478;  43  U.  S.  C.  2,  1201) 

Marion  Clawson. 
Director. 
Approved:  May  12.  1949. 

C.  GiRARD  Davidson. 
Assistant  Secretary 
of  the  Interior. 

IF.    R.    Doc.    49-3928;    Filed,    May    17.    1949; 
8:46a.  m.l 


PROPOSED  RULE  MAKING 


L.  L.  Judge, 
Colonel.  U.  S.  Air  Force. 
Air  Adjutant  General 

[F.   R    Doc.   49-3930;    Filed,   May    17,   VJ*^- 
8:46  a.  m.l 


DEPARTMENT  OF  AGRICULTURE 

Production    and    Marketing 
Administration 

[  7  CFR,  Part  52  1 

United  States  Standards  for  Grades 
OF  Frozen  Red  Sour  (Tart)  Pitted 
Cherries  ' 

notice  of  proposed  rule  making 

Notice  is  hereby  given,  pursuant  to 
the  authority  contained  In  the  Agricul- 
tural Marketing  Act  of  1946  <60  Stat. 
1087;  7  U.  S.  C.  1621  et  seq.i  and  the 
Department  of  Agriculture  Appropria- 
tion Act,  1949  <Pub.  Law  712,  80lh  Cong., 
approved  June  19.  1948).  that  the  United 
States  Department  of  Agriculture  is  con- 
.^.idering  the  revision,  as  herein  proposed, 
of  the  current  United  States  Standards 
for  Grades  of  Frozen  Red  Sour  Pitted 
Cherries.  This  revision,  if  made  effec- 
tive, will  be  the  second  issue  by  the  De- 
partment of  Standards  for  this  product. 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  for  con- 
sideration in  connection  with  the  pro- 
posed revision  should  file  the  same.  In 
duplicate,  with  the  Chief.  Processed 
Products  Standardization  and  Inspection 
Division.  Fruit  and  Vegetable  Branch. 
Production  and  Marketing  Administra- 
tion, United  States  Department  of  Agri- 
culture. Washington  25.  D.  C.  not  later 
than  15  days  after  publication  hereof  in 
the  Federal  Register. 

The  proposed  revision  Is  as  follows: 

i!  52.242  Frozen  red  sour  (tart)  pitted 
cherries.  Frozen  red  .sour  (tart)  pitted 
cherries  are  prepared  from  properly 
ripened  fruit  of  the  cherry  tree  of  the  red 
•sour  varietal  group  (Prunus  cerasus)  ; 
are  washed,  pitted,  and  sorted;  are  prop- 
priy  drained  before  filling;  may  be  packed 
With  or  without  packing  media;  and  are 

'  The  requlrement.s  of  these  standards  shall 
not  excuse  failure  to  comply  with  the  provl- 
«l')n8  of  the  Federal  Food.  Drug,  and  Cosmetic 
Act. 

No.  95 2 


frozen  and  stored  at  temperatures  neces- 
sary for  the  preservation  of  the  product. 

<a)  Grades  of  frozen  red  sour  (tart) 
pitted  cherries.  (\)  U.  S.  Grade  A  or 
U.  S.  Fancy  is  the  quality  of  frozen  red 
sour  (tart)  pitted  cherries  that  po.ssess 
similar  varietal  characteristics;  that 
possess  a  good  red  color;  that  are  prac- 
tically free  from  defects;  that  pos.sess  a 
good  character;  that  possess  a  normal 
flavor;  and  that  score  not  less  than  85 
points  when  scored  in  accordance  with 
the  scoring  system  outlined  in  this  sec- 
tion. In  addition  to  the  foregoing  re- 
quirements, such  frozen  red  sour  (tart) 
pitted  cherries  may  contain  not  more 
than  5  percent,  by  count,  of  cherries  that 
are  less  than  "i„  inch  in  diameter. 

<2)  "U.  S.  Grade  B"  or  "U.  S.  Choice- 
is  the  quality  of  frozen  red  sour  (tart) 
pitted  cherries  that  possess  similar  va- 
rietal characteristics;  that  possess  a  rea- 
sonably good  red  color;  that  are  fairly 
free  from  defects:  that  possess  a  fairly 
good  character;  that  possess  a  normal 
flavor;  and  score  not  less  than  70  points 
when  scored  in  accordance  with  the  scor- 
ing system  outlined  in  this  section. 
There  is  no  size  requirement  for  such 
frozen  red  sour  (tart)  pitted  cherries. 

(3)   "U.  S.  Grade  D"  or  "Substandard" 
Is  the  quality  of  frozen  red  sour  (tart) 
pitted  cherries  that  fail  to  meet  the  re- 
quirements of  'U.  S.  Grade  B"  or  'U  S 
Choice." 

(b)  Ascertaining  the  grade.  (1)  The 
grade  of  frozen  red  sour  (tart)  pitted 
cherries  Is  determined  immediately  after 
thawing  to  the  extent  that  the  cher- 
ries may  be  separated  easily  and  the 
cherries  are  free  from  ice  or  other  solidi- 
fied packing  media.  The  grade  is  deter- 
mined by  considering  in  addition  to  the 
requirements  of  the  respective  grade  dn- 
cludlng  the  requirement  for  size  in  U.  S. 
Grade  A  or  U.  S.  Fancy)  the  respective 
ratings  of  the  factors  of  color,  absence 
of  defects,  and  character. 

(2)  The  relative  importance  of  each 
factor  is  expressed  numerically  on  a  scale 
of  100.  The  maximum  number  of  points 
that  may  be  given  each  factor  is; 
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Factors:  Points 

(I)  Color. 20 

(II)  Absence    of    defects 40 

(ill)    Character 40 

Total    score 100 

(3)  "Normal  flavor"  means  that  the 
flavor  is  characteristic  of  frozen  red  sour 
(tart )  pitted  cherries  and  that  the  frozen 
cherries  are  free  from  objectionable 
flavors  of  any  kind. 

(c)  Ascertaining  the  rating  for  each 
factor.  The  essential  variations  within 
each  factor  are  so  described  that  the 
value  may  be  ascertained  for  each  factor 
and  expressed  numerically.  The  nu- 
merical range  for  the  rating  of  each 
factor  is  inclusive  ( for  example.  "17  to  20 
points"  means  17.  18,  19.  or  20  points). 

(1)  Color,  (i)  Frozen  red  sour  (tart) 
pitted  cherries  that  possess  a  good  red 
color  may  be  given  a  score  of  17  to  20 
points.  "Good  red  color"  means  that  the 
frozen  cherries  po.ssess  a  color  that  is 
rea.sonably  uniform  and  that  is  bright 
and  typical  of  properly  ripened  cherries 
with  not  more  than  15  percent,  by  count, 
of  cherries  that  vary  markedly  from  this 
color  due  to  under-colored  red  cherries 
and  cherries  showing  discoloration  due 
to  oxidation,  improper  processing,  or 
other  causes. 

<  ii )  If  the  frozen  red  sour  ( tart )  pitted 
cherries  possess  a  reasonably  good  red 
color,  a  .score  of  14  to  16  points  may  be 
given.  Frozen  red  sour  dart*  pitted 
cherries  that  fall  into  this  classification 
shall  not  be  graded  above  U.  S.  Grade  B 
or  U.  S.  Choice,  regardless  of  the  total 
score  for  the  product  'this  is  a  limiting 
rule).  "Rea.sonably  good  red  color" 
means  that  the  frozen  cherries  possess 
a  color  that  is  fairly  uniform  and  that  is 
reasonably  bright  and  typical  of  properly 
ripened  cherries  with  not  more  than  25 
percent,  by  count.. of  cherries  that  vary 
markedly  from  this  color  due  to  under- 
colored  red  cherries  and  cherries  show- 
ing discoloration  due  to  oxidation,  im- 
proper processing,  or  other  causes. 

(iii)  Frozen  red  .sour  (tart)  pitted 
cherries  that  are  definitely  oflf-color  or 
fail  to  meet  the  requirements  of  subvidi- 
sion  (ii)  of  this  .subparagraph  may  be 
given  a  score  of  0  to  13  points  and  shall 
not  be  graded  above  U.  S.  Grade  D  or 
Substandard,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule). 

(2  •  Absence  of  defects.  The  factor  of 
absence  of  defects  refers  to  the  degree  of 
freedom  from  harmless  extraneous  ma- 
terial, pits,  mutilated  cherries,  blemished 
cherries,  and  cherries  that  are  serioasly 
blemished. 

(D  "Cherry"  means  a  whole  cherry, 
whether  or  not  pitted,  or  portions  of  such 
cherries  which  in  the  aggregate  are 
equivalent  in  size  to  that  of  a  cherry. 

(ii)  "Harmless  extraneous  material" 
means  any  vegetable  sub.stance  (includ- 
ing, but  not  being  limited  to.  a  leaf  or  a 
stem  and  any  portions  thereof)  that  is 
harmless. 

(iii)  "Pit"  means  a  whole  pit  or  por- 
tions of  pits  computed  as  follows: 

(<?)  A  single  piece  of  pit  shell,  whether 
or  not  within  or  attached  to  a  cherry, 
that  is  larger  than  one-half  pit  shell  is 
considered  as  one  pit; 
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(b)  A  single  piece  of  pit  shell,  whether 
or  not  within  or  attached  to  a  cherry, 
that  is  not  larger  than  one-half  pit  shell 
is  considered  as  one-half  pit; 

(c)  Pieces  of  pit  shell,  within  or  at- 
tached to  a  cherry,  when  their  combined 
size  is  larger  than  one-half  pit  shell  Is 
considered  as  one  pit:  and 

(d)  Pieces  of  pit  shell,  within  or  at- 
tached to  a  cherry,  when  their  combined 
size  is  not  larger  than  one-half  pit  shell 
Is  considered  as  one-half  pit. 

(ivt  '"Mutilated  cherry"  means  a 
cherry  that  is  so  pitter-torn  or  damaged 
by  other  means  that  the  entire  pit  cavity 
is  exposed  and  the  appearance  of  the 
cherry  is  seriously  affected. 

<v>  "Blemished  cherry"  means  a 
cherry  the  skin  of  which  is  blemi.^hed  by 
scab.  ha:l  injury,  discoloration,  scar  tis- 
sue, or  other  means  aruUhe  flesh  beneath 
any  such  blemishes  is  materially  discol- 
ored. The  term  "blemished  cherry"  also 
means  any  cherry  the  skin  of  which  is 
blemished  by  scab,  hail  injury,  discol- 
oration, scar  tissue,  or  other  means  when 
the  aggregate  area  covered  by  such  blem- 
i.shes  exceeds  the  area  of  a  circle  ".tj  inch 
In  diameter  and  the  flesh  beneath  none 
of  such  blemishes  is  materially  discol- 
ored. Such  term  does  not  include  a 
cherry  that  posses.'^es  very  light  discol- 
oration or  insignificant  discoloration  of 
any  size  which  does  not  extend  into  the 
flesh  and  which  does  not  materially  aflfect 
the  appearance  or  eating  quality  of  the 

cherry. 

(vi)  "Seriously  blemished"  means  that 
a  blemished  cherry  is  blemished  to  such 
an  extent  that  the  aggregate  blemished 
area  on  a  cherry  exceeds  the  area  of 
a  circle  "c  inch  in  diameter  and  such 
blemish  seriously  affects  the  appearance 
or  eating  quality  of  the  cherry. 

(vii)  Frozen  red  sour  <tart)  pitted 
cherries  that  are  practically  free  from 
defects  may  be  given  a  score  of  34  to 
40  points.  "Practically  free  from  de- 
fects" means  that  there  may  be  present 
(a)  not  more  than  1  piece  of  harmless 
extraneous  material  for  each  60  ounces 
of  net  contents:  (b»  not  more  than  1  pit 
for  each  20  ounces  of  net  contents;  and 
(c)  not  more  than  a  total  of  10  percent, 
by  count,  of  cherries  that  are  mutilated 
cherries  and  blemished  cherries  of  which 
not  more  than  4  percent,  by  count,  of 
all  cherries  are  seriously  blemished. 

(viii>  If  the  frozen  red  sour  itart> 
pitted  cherries  are  fairly  free  from  de- 
fects, a  score  of  28  to  33  points  may  be 
given.  Frozen  red  sour  (tart>  pitted 
cherries  that  fall  into  this  classification 
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shall  not  be  graded  above  U.  S.  Grade  B 
or  U.  S.  Choice,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule).  "Fairly  free  from  defects"  means 
that  there  may  be  present  la)  not  more 
than  1  piece  of  harmless  extraneous  ma- 
terial for  each  20  ounces  of  net  contents: 
(bt  not  more  than  1  pit  for  each  20 
ounces  of  net  contents;  and  ic)  not  more 
than  a  total  of  20  percent,  by  count,  of 
cherries  that  are  mutilated  cherries  and 
blemished  cherries  of  which  not  more 
than  15  percent,  by  count,  of  all  cherries 
are  blemished. 

(  x>  Frozen  red  sour  (tart)  pitted 
cherries  that  fail  to  meet  the  require- 
ments of  subdivision  <vii>  of  this  sub- 
paragraph with  respect  to  pits  or  the 
requirements  of  subdivision  (viii)  of  this 
subparagraph  for  any  reason  may  be 
given  a  score  of  0  to  27  points  and  shall 
not  be  graded  above  U.  S.  Grade  D  or 
Substandard,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule » . 

(3)  Character.  The  factor  of  charac- 
ter refers  to  the  degree  of  maturity  of 
the  cherries  and  the  physical  charac- 
teristics of  the  fiesh  of  the  cherries  in 
frozen  red  sour  <tart)  pitted  cherries. 

(i >  Frozen  red  .sour  (tart »  pitted  cher- 
ries that  possess  a  good  character  may  be 
given  a  score  of  34  to  40  points.  "Good 
character"  means  that  the  frozen  red 
sour  <tart>  pitted  cherries  possess  a  firm, 
fleshy  texture  typical  of  frozen  red  sour 
(tart)  pitted  cherriej;  which  had  been 
properly  prepared  and  properly  processed 
from  properly  ripened  red  sour  cherries. 

'  ii »  If  the  frozen  red  sour  « tart  >  pitted 
cherries  possess  a  fairly  good  character, 
a  score  of  28  to  33  points  may  be  given. 
Frozen  red  sour  (tart>  pitted  cherries 
that  fall  into  this  classification  shall  not 
be  graded  above  U.  S.  Grade  B  or  U.  S. 
Choice,  regardless  of  the  total  score  for 
the  product  <this  Is  a  limiting  rule). 
"Fairly  good  character"  means  that  the 
frozen  red  sour  (tart)  pitted  cherries 
are  not  soft,  tough,  very  thin-fleshed,  or 
leathery  in  character  but  may  possess  a 
fairly  firm,  fairly  fleshy  texture. 

(iii)  Frozen  red  sour  (tart)  pitted 
cherries  that  fail  to  meet  the  require- 
ments of  subdivision  (ii)  of  this  subpara- 
graph may  be  given  a  score  of  0  to  27 
points  and  shall  not  be  graded  above 
U.  S.  Grade  D  or  Substandard,  regard- 
less of  the  total  score  for  the  product 
(thus  is  a  limiting  rule). 

<d)  Tolerances  for  certification  of  of- 
ficially drawn  samples.  (1)  When  cer- 
tifying samples  that  have  been  officially 
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[Public  Notice  61 

Delegation  of  Signing  Authority 

Under  the  authority  contained  In  R.  S. 
161  (5  U.  S.  C.  22 »,  the  delegation  of 
signing  authority  set  forth  In  section  3 
of  Public  Notice  5  (14  F.  R.  2070)  is  re- 
vised as  follows: 


drawn  and  which  represent  a  specific  lot 
of  frozen  red  sour  (tart)  pitted  cherries, 
the  grade  for  such  lot  will  be  determin*  d 
by  averaging  the  total  .scores  of  the  con- 
tainers comprising  the  sample,  if: 

(i)  Not  more  than  one-sixth  of  su<h 
containers  fails  to  meet  all  the  rcquiK.'- 
ments  of  the  grade  indicated  by  the  av- 
erage  of  such  total  scores,  and,  with  n- 
spect  to  such  containers  which  fail  to 
meet  the  requirements  of  the  indicaid 
grade  by  reason  of  a  limiting  rule,  ti.e 
average  score  of  all  containers  in  tlia 
sample  for  the  factor,  subject  to  .such 
limiting  rule,  mu.st  be  within  the  ranpe 
for  the  grade  indicated; 

<ii)  None  of  the  containers  comprising 
the  sample  falls  more  than  4  points  belcw 
the  minimum  score  for  the  grade  indi- 
cated by  the  average  of  the  total  scores; 
and 

(iii)  All  containers  comprising  the 
sample  meet  all  applicable  standards  of 
quality  promulgated  under  the  Federal 
Food.  Drug,  and  Cosmetic  Act  and  in  » f- 
fect  at  the  time  of  the  aforesaid  certi- 
fication. 

(e»  Score  sheet  for  frozen  red  sour 
(tart)  pitted  cherries. 
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Issued  at  Washington.  D.  C,  this  13th 
day  of  May  1949. 

[seal!  John  I.  Thompson. 

Assistant  Administrator.  Pro- 
duction and  Marketing  Ad- 
ministration. 

|F    R.   Doc.   49-394B:    Filed.    May    17.    1949 
8:51  a.  m.) 


NOTICES 


Sec.  3.  For  the  New  York  Regional 
Administrative  Office,  (a)  Authority  to 
issue  and  sign  contracts  and  purchase  or- 
ders is  delegated  to  the  following  ofBcers : 

(1)  All  kinds— Regional  Administra- 
tive Officer  and  Chief  of  the  Procurement 
and  Supply  Branch. 

(2)  All  kinds  of  purchase  orders  and 
contracts  except  open-end  contracts, 
contracts  of  a  special  nature,  and  con- 


tracts Involving  policy  determinations- 
Chief  of  the  Purchase  Section. 

(b)  Authority  to  sign  Government  bills 
of  lading  is  delegated  to  the  following 
officers: 

( 1 )  Chief  of  the  Procurement  and  Sup- 
ply Branch. 

(2)  Chief  of  the  Purchase  Section. 
(3>  United  States  Despatch  Agent  un- 
der circumstances  cited  in  section  2  'e». 


Wednesday,  May  18,  1949 

This  notice  shall  become  effective  im- 
mediately upon  publication  In  the  Fed- 
eral Register. 

For  the  Secretary  of  State. 

John  E.  Peurifoy. 
Assistant  Secretary  of  State. 

May  12,  1949. 

IF.   R.    Doc.   49-3941;    Filed.    May    17.    1949; 
8:51    a.   m.| 


DEPARTMENT  OF  THE  TREASURY 
United  States  Coast  Guard 

ICGFR  49-20] 

Proposed   REcutATioNs   for   Preventing 
Collisions  at  Sea 

merchant  marine  council  public 
hearing 

1.  The  International  Conference  on 
Safety  of  Life  at  Sea.  held  in  London 
fiom  April  23  to  June  10.  1948.  had  be- 
fore it  and  used  as  a  basis  for  discussion 
the  pre.sent  "Internatiojial  Regulations 
for  Preventing  Collisions  at  Sea."  The 
present  International  Rules  for  Naviga- 
tion at  Sea  are  contained  In  the  act  of 
August  19.  1890.  as  amended  (33  U.  S.  C. 
61-142).  The  Conference  considered  it 
desirable  to  revise  these  regulations  and 
accordingly  approved  the  "International 
Regulations  for  Preventing  Collisions  at 
Sea,  1948,"  but  decided  not  to  annex  the 
lovlsed  regulations  to  the  "International 
Convention  for  the  Safety  of  Life  at  Sea, 
1948."  Therefore,  the  ratification  of  the 
Convention  by  the  United  States  Senate 
will  not  make  effective  the  "Interna- 
tional Regulations  for  Preventing  Col- 
ll.Mons  at  Sea.  1948." 

2.  The  Merchant  Marine  Council  of  the 
United  States  Coast  Guard  will  hold  a 
public  hearing  regarding  the  "Interna- 
tional Regulations  for  Preventing  Col- 
lisions at  Sea,  1948."  in  Room  4120.  Coast 
Guard  Headquarters.  13th  and  E'Streets 
NW..  Wa.shington.  D.  C,  on  June  14.  1949. 
The  meeting  will  convene  at  9:30  a.  m., 
daylight  saving  time. 

3.  The  purpose  of  this  public  hearing 
is  (a)  to  determine  If  It  is  desirable  to 
rogommend  to  Congress  that  the  "Inter- 
national Regulations  for  Preventing  Col- 
lisions at  Sea,  1948"  be  accepted  by  the 
United  States;  and  (b).  If  such  accept- 
ance is  de.sirable.  the  type  of  legislative 
action  which  should  be  sponsored  by  the 
Commandant  of  the  Coast  Guard.  All 
interested  parties  are  Invited  to  be  pres- 
ent or  to  be  represented  at  the  hearing. 
The  proposed  "Regulations  for  Prevent- 
ing Collisions  at  Sea.  1948"  are  contained 
in  a  pamphlet  entitled  "International 
Conference  on  Safety  of  Life  at  Sea.  April 
23-June  10.  1948."  Issued  by  the  Depart- 
ment of  State  and  obtainable  from  the 
Superintendent  of  Documents,  Govern- 
ment Printing  Office.  Washington  25, 
D-  C.  at  a  cost  of  flf  ty-five  cents  per  copy. 

Dated;  May  12,  1949. 

fsEAL]  Merlin  O'Neill. 

Rear  Admiral.  V.  S.  Coast  Guard, 
Acting  Commandant. 

IF    R.   Doc.    49  3957;    Filed.    May    17.    1949; 
8:54  a.  m.J 
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DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

New  Mexico 

classification  order.   AMENDED 

May  12,  1949. 
1.  Pursuant  to  authority  delegated  to 
me  by  the  Director,  Bureau  of  Land 
Management,  by  Order  No.  319.  dated 
July  19.  1948  (43  CFR.  50.451  (b)  (3)), 
13  P.  R.  4278.  and  in  accordance  with  the 
provisions  of  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C. 
682a'.  as  amended.  I  hereby  amend  the 
above  captioned  order  originally  ap- 
proved as  of  March  22,  1944.  and  classify, 
as  hereinafter  indicated,  the  following 
described  public  lands  In  the  Santa  Fe. 
New  Mexico  Land  District,  comprising 
94.12  acres: 

Small  Tkact  Classification  Oroeh  No.  36 

NEW   MEXICO   NO.    3,    AMENDED 

For  Lease  and  Sale.  For  Home  and  Business 
Sites 

That  part  of  the  NE'4  of  Section  19.  T.  1  N., 
R.  12  W..  N.  M.  P.  M.,  In  Catron  County.  New 
Me.xico  lylns?  north  of  and  adjacent  to  the 
north  side  of  the  right-of-way  of  U.  S.  High- 
way No.  60  and  more  particularly  described 
as  Tracts  5  to  11  inclusive.  Tracts  13  to  22 
Inclusive,  and  Tracts  25  to  46  inclusive. 
Tracts  Nos.  12.  23  and  24  are  excepted  from 
the  above  classification  and  are  reserved  for 
community  use. 

(a)  The  area  cla.ssifled  lies  160  miles 
.south  and  west  of  Albuquerque,  via  U.  S. 
Highway  85-  to  Socorro  and  U.  S.  High- 
way 60  from  Socorro  to  the  land.    The 
community  is  known  as  Pie  Town  and 
lies  58  miles  west  of  Magdalena.  New 
Mexico,   which   is   the   nearest  railroad 
shipping    point.      Passenger,    bus    and 
freight  truck  lines  operating  on  regular 
schedules  connect  the  area  via  the  high- 
ways with  all  points  east,  west  and  .south. 
The  community  has  a  small  hotel,  res- 
taurants,    mercantile     .stores,     gasoline 
.service  stations  and  Rara8<\s  and  other 
business  facilities.     There  is  an  accred- 
ited grade  school  and  an  accredited  high 
school  is  available  at  Quemado.  23  miles 
east  via  school  bus.      The  First  Baptist 
Church  is  the  only  organized  religious 
denomination   and   owns   a   substantial 
building.     There  are  no  public  utilities. 
Electric  power  is  furnished,  if  desired,  by 
three    small    privately    owned    plants. 
Fuel  Is  butane  gas,  wood  or  coal  and 
water  adequate  for  household  purposes  is 
obtained  by  drilling  wells  to  depths  vary- 
ing from  150  to  250  feet.     The  elevation 
above  sea  level  is  approximately  7.000 
feet.    The  annual  precipitation  of  mois- 
ture is  approximately  15  Inches.    Winters 
are  long  and  cold  but  dry  and  sunny. 
Tlie  summers  are  short  and  cool.     The 
soil  is  a  shallow  sandy  loam  with  rock 
base.     The  topography  is  gently  rolling 
to  level  and  vegetation  consists  of  grama 
and  other  grasses,  and  occasional  stunted 
growths  of  pinon.    cedar  and  juniper, 
none  of  which  are  large  enough  to  be 
classed  as  timber. 

2.  These  lands  were  originally  classi- 
fied for  lease  only  and  were  so  classified 
prior  to  enactment  of  the  veterans  pref- 
erence law  of  September  27,  1944   (58 


2615 

Stat.  747,  43  U.  S.  C.  279-284).  as 
amended,  and  therefore,  the  original 
cla.ssiflcation  order  contained  no  provi- 
sion for  veterans  preference,  and  per- 
sons who  filed  applications  or  obtained 
leases  under  the  original  order  are  not 
affected  by  the  preference  provisions  of 
the  above-mentioned  act. 

(a)  Lessees  and  or  their  legally  quali- 
fied assigns  and  other  .successors  in  in- 
terest who  hold  leases  which  were  issued 
pursuant  to  the  original  classification 
order  No.  36.  New  Mexico  No.  3.  dated 
March  22,  1944.  shall  be  entitled  upon 
compliance  with  the  terms  of  the  leases, 
and  upon  application  filed  at  or  after 
one  year  from  the  date  the  lease  issued, 
to  purcha.se  the  tract  described  in  the 
lease  at  the  apprai.sed  value  set  out  in 
the  Table  of  Appraisements  hereafter 
appearing  in  this  order.  All  lessees  hold- 
ing leases  of  this  type  shall  continue  to 
pay  rental  at  the  rate  and  in  the  manner 
provided  by  the  terms  of  the  lease  up  to 
the  date  of  expiration  of  the  lease  or  the 
issuance  of  patent  for  the  lands,  which- 
ever is  the  earlier. 

(b)  In  the  event  of  renewal  of  the 
type  of  lease  described  in  subsection  (a) 
above,  rental  for  homesitcs  will  be  fixed 
at  $5.00  per  annum,  payable  for  the  en- 
tire period  of  the  lea.se  In  advance.  The 
rentals  for  sites  used  for  combination 
home  and  business  purposes  or  for  biLsi- 
ncss  purpo.scs  only  shall  be  at  the  mini- 
mum rate  of  $20.00  per  annum,  payable 
yearly  in  advance  plus  any  additional 
rentals  due  under  the  Schedule  of  Rentals 
hereinafter  set  out  in  this  order.  The 
requirement  for  $500.00  worth  of  Im- 
provement contained  In  the  original  or- 
der and  in  the  original  leases  shall  be 
replaced  in  all  future  leases  with  the  re- 
quirements provided  by  present  regula- 
tions as  hereinafter  set  out. 

3.  Applications  filed  prior  to  the  date 
of  this  order  on  which  leases  have  not 
been  issued:  All  applications  filed  by 
qualified  persons  prior  to  the  date  of  this 
amended  order  shall  be  considered  and 
treated  as  preference  right  applications 
and  with  the  exceptions  set  out  in  sub- 
sections (a)  and  (bi  of  section  2  above 
shall  be  acted  upon  by  the  Manager  in  ac- 
cordance with  the  terms  of  the  original 
cla.ssiflcation  order. 

(a)  Applicants  who.  prior  to  the  date 
of  this  order,  have  applied  for  two  tracts 
of  the  classified  area  shall  be  required  to 
file  an  election  as  to  the  tract  which  they 
desire  to  retain  in  the  application  and  to 
amend  their  applications  accordingly. 
Such  applicants  shall  be  given  a  period 
of  thirty  days  from  the  date  of  receipt 
of  notice  by  them  in  which  to  make  the 
election  and  amend  the  application. 
Failure,  neglect  or  refusal  to  do  .so  within 
the  time  allowed  will  be  grounds  for  re- 
jection of  the  application  in  its  entirety. 

(b)  All  leases  Lssued  pursuant  to  ap- 
plications so  amended  shall  contain  an 
option  to  purcha.se  the  lands  at  or  after 
one  year  from  the  date  of  the  lease  at  the 
price  set  out  in  the  Table  of  Appraise- 
ments contained  in  this  order. 

(c)  As  to  all  lea.ses  and  applications 
defined  above,  this  order  shall  become  ef- 
fective upon  the  date  it  is  .signed. 

4.  Applications  filed  sub.sequent  to  the 
date  of  this  order.  As  to  the  lands  not 
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covered  by  the  leases  and  applications 
hereinabove  referred  to,  this  order  shall 
not  become  effective  to  permit  the  leas- 
ing of  such  land  under  the  Small  Tract 
Act  of  June  1.  1938.  cited  above,  until 
10  00  a.  ra.  on  July  14.  1949.  At  that 
time  such  lands  shall,  subject  to  valid 
existing  rights  and  the  provisions  of  ex- 
isting withdrawals,  become  subject  to 
application,  petition,  location  or  selec- 
tion as  follows: 

(a)  Ninety-day  period  for  prefererice- 
riqht   mnofi.     For   a   period   of   ninety 
days  from  10:00  a.  m.  on  July  14.  1949. 
to  close  of  business  on  October  12.  1949. 
inclusive,  to  tl)   application  under  the 
Small  Tract  Act  of  June  1.  1938.  by  quali- 
fied veterans  of  World  War  II.  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  «58  Stat.  747.  43 
U   S   C.  sec.  279 ».  as  amended,  and  by 
other  qualified  persons  entitled  to  credit 
for  service  under  the  said  act.  subject 
to  the  requirements  of  applicable  law. 
and  (2)  application  under  any  applicable 
public  land  law.  based  on  prior  existing 
laws  or  equitable  claims  subject  to  al- 
lowance and  confirmation.    Applications 
by  such  veterans  and  by  other  persons 
entitled  to  credit  for  service  shall  be  sub- 
ject to  claims  of  the  classes  described  in 
EUbdivLsion  t2>. 

(b)  Adiance  period  for  simullaneons 
preference-right  filincjs.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  prior  to  the  date  of 
this  order  or  theceafter.  up  to  and  in- 
cluding 10:00  a.  m.  on  July  14.  1S49.  shall 
be  treated  as  simultaneously  filed. 

(c)  Date  for  non-prcfcrcnce-right  fil- 
ings authorized  by  the  public  laud  laus. 
Commencing  at  the  hour  of  10:00  a.  m. 
on  October  12.  1949.  any  of  the  land  re- 
maining unappropriated  shall  become 
subject  to  application  under  the  Small 
Tract  Act  by  the  public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  filed  by 
the  general  public  subsequent  to  the  date 
of  this  order  up  to  the  close  of  business 
on  October  12.  1949.  shall  be  treated  as 
simultaneously  filed. 

5.  A  veteran  shall  accompany  his  ap- 
plication  with   a   complete   photo.static, 
or  other  copy  <both  sides),  of  his  cer- 
tificate of  honorable  discharge,  or  of  an 
official  document  of  his  branch  of  the 
service  which  shows  clearly  his  honor- 
able discharge  as  defined  in  §  181.36  of 
Title  43  of  the  Code  of  Federal  Regula- 
tions,  or   constitute   evidence   of   other 
facts  upon  which  the  claim  for  prefer- 
ence is  based  and  which  shows  clearly 
the  period  of   service.     Other  persons 
claiming  credit  for  service  of  veterans 
must   furnish  like  proof  in  support  of 
their   claims.     Persons   asserting   pref- 
erence   rights,    through    settlement    or 
otherwise,   and   those  having   equitable 
claims,  shall  accompany  their  applica- 
tions by  duly  corroborated  statements  in 
support  thereof,  setting  forth  In  detail 
all  facts  relevant  to  their  claims. 

6.  All  applications  referred  to  In  sec- 
tions 2  and  3.  which  shall  be  filed  in  the 
district  land  office  at  Santa  Pe.  New 
Mexico,  shall  be  acted  upon  in  accord- 
ance Aith  the  regulations  contained  in 
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§  295.8  of  Title  43  of  the  Code  of  Federal 
Regulations  to  the  extent  that  such  regu- 
lations are  applicable.  Applications  un- 
der the  Small  Tract  Act  of  June  1.  1938, 
shall  be  governed  by  the  regulations  con- 
tained in  Part  257  of  Title  43  of  the  Code 
of  Federal  Regulations. 

7.  Lessees  under  the  Small  Tract  Act 
of  June  1.  1938.  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease  to  construct  upon  the  leased  lands, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease,  im- 
provements which,  in  the  circumstances 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 

issued.  _,      ^, 

8.  Rentals:  All  leases  Issued  under  the 
provisions  of  this  order  shall  be  for  a 
period  of  not  more  than  five  years.  With 
the  exception  of  the  existing  leases  men- 
tioned in  subsection  2  <a)  hereof,  the 
annual  rental  for  home  sites  shall  be 
$5  00  payable  for  the  entire  lease  penod 
in  advance.  The  rentals  for  tracts  which 
are  used  for  combination  home  and  busi- 
ness sites  or  for  busine.ss  only  shall  con- 
form to  the  following  schedule: 


9.  All  leases  Issued  subsequent  to  the 
date  of  this  order  shall  contain  an  op- 
tion to  purchase  the  tract  described  in 
the  lease  following  construction  of  the 
required  Improvements  and  upon  appli- 
cation filed  at  the  prices  set  out  below: 

Tablk  or  ArrRAisBMiNTs 


Schedule  of  Rentals 

Gross  Income  of  $5,000  or  under  charge  Ki 
of  gross  Income  but  not  less  than  $20.00. 

Gross  Income  of  from  fS.OOl  to  $15,000 
charge  of  1*:  on  first  $5,000  and  '^^  fona 
$5,001   to  $15,000. 

Oross  income  of  over  $15,000  charge  l^r 
on  first  $5,000.  'a'-  from  $3,001  to  $15,000 
and  ViTc-  for  over  $15,000. 

The  minimum  rental  of  $20  00  per  year 
as  fixed  by  the  above  schedule  will  be 
payable  in  advance  for  the  first  year  of 
the  life  of  the  lease  and  will  be  payable 
annually  in  advance  for  all  succeeding 
years  and  if  in  any  year  the  gross  pro- 
ceeds of  the  business  conducted  by  the 
lessee  on  the  tract  shall  amount  to  or 
exceed  a  sum  of  $2,001  additional  rentals 
on  the  per  centum  basis  shall  be  collected. 
In  order  to  facilitate  such  collection. 
a  clause  will  be  written  into  the  lease 
requiring  the  lessee  to  make  an  annual 
report  of  the  amount  of  gross  proceeds 
derived  from  his  business  and  this  report 
shall  be  submitted  to  the  Manager  not 
later  than  60  days  from  the  date  of  ex- 
piration of  each  year  of  the  life  of  the 

Such  lea.ses  will  also  contain  a  provi- 
sion permitting  authorized  represent- 
atives of  the  Secretary  of  the  Interior 
or  the  Bureau  of  Land  Management  to 
inspect  the  premises  and  examine  the 
books  of  the  lessee  at  any  time  during 
customary  business  hours. 

Lessees  of  combination  home  and  busi- 
ne.ss sites  shall  be  given  notice  by  regu- 
lar mail  of  rentals  due  at  least  30  days 
in  advance  of  the  due  date. 

Failure,  neglect  or  refusal  of  the  lessee 
to  comply  with  the  provisions  of  the  last 
three  paragraphs  or  any  of  them,  after 
30  days  from  receipt  of  notice  of  such 
failure,  neglect  or  refusal,  shall  be 
grounds  for  cancellation  of  the  lease  in 
the  discretion  of  the  officer  of  the  Bu- 
reau of  Land  Management  authorized 
to  sign  the  lease. 

Any  unearned  rentals  shall  be  credited 
upon  the  purchase  price  when  patent  is 
issued. 
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10  No  lease  shall  be  Irsued  and  no 
tracts  shall  be  sold  except  in  conformity 
with  the  plat  of  survey  on  file  in  the 
District  Land  Office  at  Santa  Fe.  Ntw 
Mexico.  Tracts  will  be  subject  to  rights- 
of-way  not  exceeding  33  feet  in  width 
along  or  near  the  edges  thereof  for  read 
purposes.  Such  rights-of-way  may  be 
utilized  by  the  Federal  Government,  or 
the  State.  County  or  municipality  in 
which  the  tract  is  situated,  or  by  any 
agency  thereof.  The  rights-of-way  may. 
in  the  discretion  of  the  authorized  offi- 
cer of  the  Bureau  of  Land  Management, 
be  definitely  located  prior  to  the  issuance 
of  the  patent.  If  not  so  located,  they 
may  be  subject  to  location  after  patent 

Is  Is.sued. 

11.  All  fissionable  material  sources  and 
all  minerals  shall  be  reserved  to  the 
United  States,  together  with  the  rieht 
to  prospect  for.  mine  and  remove  the 
same  under  applicable  laws  and  regula- 
tions. 

12.  All  Inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manaptr. 
United  States  District  Land  Office.  Santa 
Pe,  New  Mexico. 

E.  R.  Smith, 
Regional  Administrator. 

[F.    R.   Doc.   49-3929:    Filed.   May    17,    1»49; 
8:46  a.  m.l 


Bureau  of  Reclamation 

I  No.  42 1 

Notts  anp  Payette  Divisions. 
Boise  Project.  Idaho 

PUBLIC  notice  of  TERMS  GOVERNING  DE- 
LIVERY or  WATER  FOR  194  9  IRRIC.^TION 
SEASON 

1.  On  February  27  and  March  9,  1948. 
public  notices  Nos.  38  and  39  were  i.ssuf  d. 
one  announcing  the  availability  of  water 
under  the  contract  of  October  3. 1927,  be- 
tween the  United  States  and  the  Black 
Canyon  Irrigation  District,  as  amended 
by  the  contract  of  July  15.  1936,  to  the 
lands  comprising  the  gravity  areas  of  the 
Payette  Division  and  a  portion  of  the 
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Notus  Division  which  is  to  be  served  by 
works  of  the  Payette  Division;  the  other 
announcing  the  rental  charge,  in  addi- 
tion to  the  construction  charge,  against 
the  land  covered  by  public  notice  No.  38. 
for  all  lands  to  which  water  would  be  de- 
livered in  1948.  The  charges  under  the 
latter  notice  were  to  remain  in  effect  un- 
til further  notice.  These  notices  were 
{.■^sued  having  regard  for  the  provisions 
of  the  Federal  Reclamation  Laws  (act 
of  June  17.  1902.  32  Stat.  388.  and  acts 
amendatory  thereof  or  supplementary 
thereto)  prohibiting  the  delivery  of  wa- 
ter upon  the  completion  of  any  new  proj- 
ect or  new  division  of  a  project  until  a 
contract  approved  by  the  Secretary  of 
the  Interior  had  been  made  with  an  irri- 
gation district  providing  for  payment  by 
the  district  of  all  the  costs  of  construct- 
ing and  operating  and  maintaining  the 
irrigation  works. 

2.  By  reason  of  the  failure  of  those 
who  voted  at  the  election  held  on  March 
4  to  approve,  by  the  requisite  two-thirds 
majority,  the  form  of  contract  presented 
at  that  election,  and  because  the  Dis- 
trict's existing  obligation  for  construc- 
tion cost  falls  short  of  covering  construc- 
tion costs  already  incurred,  it  now  ap- 
pears that  by  the  time  the  works  to  serve 
the  Payette  Division  are  completed  the 
requirements  of  the  Federal  Reclamation 
Laws  as  to  contracts  will  not  be  met  if  the 
present  situation  remains  uncorrected. 
The  works,  however,  are  not  yet  com- 
pleted and  probably  will  not  be  before  the 
end  of  the  1949  irrigation  season,  and  in 
the  interval  a  temporary  arrangement 
for  furnishing  water  can  be  put  into  ef- 
fect Exercising  my  general  supervisory 
authority  over  the  works  of  the  Payette 
Division,  I  have  determined  that,  not- 
withstanding the  inadequacy  of  the  ex- 
isting repayment  contract  and  outside  of 
the  provisions  of  that  contract,  water 
will  be  furnished  for  the  1949  irrigation 
season  only  on  a  temporary  rental  basis 
as  follows: 

•a>  For  the  300  acres  of  land  or  any 
part  thereof  referred  to  in  article  24  of 
the  contract  of  October  3.  1927  (these 
being  lands  in  the  Notus  Division  served 
by  the  works  of  the  Payette  Division*, 
the  minimum  water  rental  charge  for 
the  irrigation  season  of  1949  for  water 
delivered  to  or  for  the  farms  by  Govern- 
ment forces  will  be  $1,140  for  the  irriga- 
tion season,  which  amount  will  permit 
the  delivery  of  not  to  exceed  900  acre- 
feet  of  water.  Six  hundred  thirty  dol- 
lars of  this  amount  will  be  payable  by 
the  District  in  advance  of  the  delivery  of 
water,  and  $510  will  be  payable  one-half 
on  or  before  December  31.  1949.  and  one- 
half  on  or  before  July  1.  1950.  Addi- 
tional water  for  such  lands  will  be  fur- 
nished for  the  1949  irrigation  season  at 
the  rate  of  90  cents  per  acre-foot  and 
shall  be  payable  by  the  District  to  the 
United  States  on  or  before  December  31, 
1949.  Water  for  these  lands  will  be  de- 
livered and  measured  into  the  Notus  ca- 
nal through  feeders  in  Conway  Gulch 
and  near  Sand  Hollow. 

'b»  For  lands  served  by  gravity  canals 
in  the  Payette  Division,  the  minimum 
rental  charge  for  the  1949  irrigation  sea- 
^n  for  water  delivered  to  or  for  the 
farnis  by  Government  forces  will  be  $3.80 
Per  irrigable  aero,  said  payment  to  be 
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made  by  each  landowner  for  his  total 
Irrigable  area.  The  said  minimum 
charge  per  irrigable  acre  shall  be  payable 
whether  or  not  water  is  used  and  will 
entitle  the  water  users  to  three  acre-feet 
of  water  per  Irrigable  acre  for  the  1949 
Irrigation  season.  Two  dollars  and  ten 
cents  per  Irrigable  acre  will  be  payable 
by  the  District  in  advance  of  the  delivery 
of  water  and  $1.70  per  irrigable  acre  will 
be  payable  one-half  on  or  before  Decem- 
ber 31.  1949.  and  one-half  on  or  before 
July  1.  1950.  Additional  water  will  be 
furnished  during  the  1949  irrigation  sea- 
son at  the  rate  of  90  cents  per  acre-foot, 
and  shall  be  payable  by  each  landowner 
to  the  District  on  or  before  December  20. 
1949.  Payments  by  the  District  to  the 
United  States  for  such  excess  water  shall 
be  made  on  or  before  December  31.  1949. 
The  minimum  charge  on  account  of 
lands  which  do  not  receive  water  for  the 
irrigation  season  of  1949  shall  be  payable 
by  the  District  to  the  United  States  on 
or  before  December  31.  1949.  and  the 
District  shall  make  the  necessary  as- 
sessments therefor  against  the  lands 
Involved. 

(c »  For  the  rental  of  water  during  the 
irrigation  season  of  1949  for  new  lands 
under  the  pump  system  of  the  Payette 
Division,  in  instances  in  which  the  prog- 
ress of  canal  and  lateral  construction 
will  permit  the  delivery  of  water,  there 
will  be  a  minimum  charge  of  $2.10  per 
acre  of  land  Irrigated,  payable  by  the 
District  in  advance  of  the  delivery  of 
water,  upon  a  minimum  area  of  10  acres. 
On  individual  ownerships  comprising  less 
than  10  acres,  however,  payment  shall  be 
made  upon  the  total  irrigable  area  of  such 
owners.  Payment  up  to  the  total  acre- 
age in  an  ownership  may  be  made  by  the 
District  in  advance  of  the  delivery  of 
water  in  multiples  of  10  acres.  For  the 
advance  payment  of  water  rentals  out- 
lined above,  the  maxinrum  of  three  acre- 
feet  of  water  per  irrigable  acre  will  be 
furnished.  Ninety  cents  per  acre-foot 
will  be  charged  for  any  water  furnished 
to  any  tract  or  farm  unit  in  the.se  units 
in  excess  of  three  acre-feet  per  acre.  The 
amount  charged  for  such  exce.ss  water 
will  be  payable  by  each  individual  land- 
owner to  the  District  on  or  before  De- 
cember 20, 1949.  and  charges  for  such  ex- 
cess water  shall  be  paid  by  the  District 
to  the  United  States  on  or  before  De- 
cember 31.  1949. 

3.  The  rates  above  established  con- 
form to  those  that  would  have  prevailed 
had  delivery  been  made  pursuant  to 
notices  Nos.  38  and  39  and  with  respect 
to  lands  in  the  Notus  Division  served  by 
works  of  the  Payette  Division  and  gravity 
areas  of  the  Payette  Division,  All  collec- 
tions in  excess  of  the  co.st  of  operation 
and  maintenance  for  those  lands  will  be 
applied  as  a  return  of  construction  cost, 
being  credited,  first,  against  the  instal- 
ment that  would  have  been  due  for  1949 
under  the  contract  of  October  3.  1927,  as 
amended,  and  public  notice  No,  38, 

4.  The  foregoing  arrangements  are  a 
temporary  expedient  for  the  1949  irriga- 
tion season  only.  The  Bureau  of  Recla- 
mation is  now  making  an  economic  study 
and,  based  thereon,  expects  to  propose  a 
long-range  repayment  plan  to  the  Dis- 
trict's board  of  directors  before  the  end 
of  this  irrigation  season.     The  present 
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arrangements  are  made  with  the  under- 
standing that  all  reasonable  effort  will 
be  made  by  the  Bureau  of  Reclamation 
and  the  District's  board  of  directors  to 
agree  on  a  long-range  repayment  plan 
and  to  present  it  to  the  District's  electors 
before  the  end  of  tliis  irrigation  sea.son. 

5.  Water  for  Payette  Division  lands 
will  be  delivered  and  measured  by  Gov- 
ernment forces  at  the  nearest  available 
measuring  device  to  the  individual  farm. 

6.  If  the  charges  or  any  part  thereof 
are  not  paid  on  or  before  the  due  date, 
there  shall  be  added  on  the  following  day 
a  penalty  of  one-half  of  one  per  centum 
of  the  amount  unpaid,  and  a  like  penalty 
of  one-half  of  one  per  centum  of  the 
amount  unpaid  on  the  first  day  of  each 
calendar  month  thereafter,  so  long  as 
such  default  shall  continue. 

7.  Individual  landowners  in  the  Pay- 
ette Division  will  make  their  applica- 
tions for  water  and  the  payments  re- 
quired by  this  public  notice  direct  to  their 
irrigation  district  office.  Applications  by 
the  irrigation  district  for  water  and  pay- 
ments by  the  Dstrlct  to  the  United  States 
on  the  basis  of  this  public  notice  will  be 
received  at  the  office  of  the  Bureau  of 
Reclamation,  214  Broadway.  Boise.  Idaho. 

William  E.   W.^rne. 
Assistant  Secretary  of  the  Interior. 

M.^RCH  25.  1949. 

I  P.   R.    Doc.   49-3960:    Piled.    May    17.    1949; 
8:56  a    m.l 


CIVIL  AERONAUTICS  BOARD 

[Docket  Nos.  3238  et  al.| 

Pe.mnsula  Airport  Commission  of  Vir- 
ginia ET  AL.;  Service  to  Newport  News, 
Va,,  Case 

notice  of  hearing 

In  the  matter  of  the  application  of  the 
Peninsula  Airport  Commission  of  Vir- 
ginia for  service  to  the  Peninsula  Area 
of  Virginia,  and  of  the  applications  of 
Capital  Airlines.  Inc..  Eastern  Air  Lines, 
Inc.,  and  Piedmont  Aviation,  Inc..  for  cer- 
tificates of  public  convenience  and  nec*- 
sity  or  amendments  thereof  authorizing 
service  to  Newport  News.  Va..  under  .sec- 
tion 401  of  the  Civil  Aeronautics  Act  of 
1938.  as  amended. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  the  above-entitled  pro- 
ceeding is  a.ssigned  for  hearing  on  May 
25. 1949.  at  10:00  a.  m.  (e.  d.  s.  t.)  in  Room 
2065.  Temporary  Building  No.  4.  Seven- 
teenth Street  and  Constitution  Avenue 
NW.,  Washington,  D.  C,  before  Examiner 
James  M.  Verner. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  the  pleadings  in  this 
con.solidated  proceeding,  particular  at- 
tention will  be  directed  to  whether  the 
public  convenience  and  necessity  require 
in  whole  or  in  part  amendments  of  pres- 
ent certificates  or  the  issuance  of  new 
certificates  of  public  convenience  and 
necessity  as  requested  by: 

(1)  Penin.sula  Airport  Commission  in 
Docket  No.  3238: 

<2»  Capital  Airlines,  Inc.,  In  Docket 
No.  3690: 

<  3 '  Piedmont  Aviation,  Inc.,  in  Docket 
No.  3715; 


V. 


I 
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(4>  Eastern  Air  Lines,  Inc..  In  Docket 

No.  3732. 

For  further  details  of  the  services  pro- 
posed and  the  route  modifications  re- 
quested, interested  parties  are  referred 
to  the  prehearing  conference  report  of 
the  examiner,  the  Boards  orders  the  ap- 
plications and  other  pleadings  which  are 
on  file  with  the  Civil  Aeronautics  Board 
and  to  be  found  in  the  Dockets  herein- 
above listed. 

Notice  is  further  given  that  any  person 
other  than  parties  of  fecord  desiring  to 
be  heard  in  this  proceeding  m"^^,  ^1^ 
i^ith  the  Board  on  or  before  May  25,  itf^y 
a  statement  setting  forth  the  issues  of 
fact  or  law  he  desires  to  controvert. 

Dated  at  Washington.  D.  C.  May  11. 
1949. 

By  the  Civil  Aeronautics  Board. 

I  SEAL]  M.  C.  Mulligan. 

Secretary. 

IP    R    Doc.   49-3959:    Piled.    May    17.    194«; 
8;55  a.  m.l 


[Docket  No.  33081 
Pan  American  Airways,  Inc. 

NOTICE   or   HEARING 

In  the  matter  of  the  compensation  for 
the  transportation  of  mail  by  aircraft, 
the  facilities  used  and  useful  therefor 
and  the  services  connected  therewith,  oi 
Pan  American  Airways.  Inc..  over  its 
Latin  American  routes,  and  the  Board  s 
Show  Cause  Order  Serial  No.  E-27&d 
(temporary  rate). 

Notice  is  hereby  given,  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as 
amended,  that  hearing  in  the  above  pro- 
ceeding is  assigned  to  be  held  on  May 
19  1949.  at  10:00  a.  m.  <e.  d.  s.  t.)  In 
Room  1011.  Temporary  Building  No.  5. 
16th  Street  and  Constitution  Avenue 
NW..  Washington.  D.  C.  before  Exam- 
iner R.  Vernon  Radcliffe. 

Dated  at  Washington.  D.  C.  May  12, 
1»49. 
By  the  Civil  Aeronautics  Board. 

ls«AL]  M.  C.  Mulligan. 

Secretary. 

|P.    R.   Doc.    49-3958:    Filed.   May    17.    1949; 


NOTICES 

IDocket  No«.  G-884,  8871 

BoUTHraN  Natural  Gas  Co.  and  Atlantic 
Gulf  Gas  Co. 

OROEK  POSTPONING  DATE  Or  HEARING 

May  11.  1949. 
On  April  18. 1949.  and  on  April  21, 1949. 
Atlantic  Gulf  Gas  Company  and  South- 
ern Natural  Gas  Company  (Applicants), 
respectively.  f\led  a  motion  for  a  continu- 
ance requesting  a  postponement  for 
ninety  days  of  the  hearing  set  for  May 
16.  1949.  on  the  above-docketed  applica- 
tions. 

The  Commission  finds:  A  postpone- 
ment for  ninety  days  of  the  above  con- 
solidated hearing  should  be  granted. 

The  Commission  orders:  The  consoli- 
dated hearing  on  the  above-docketed  ap- 
plications, heretofore  set  for  May  lb 
1949  be  and  the  same  is  hereby  continued 
to  commence  at  10:00  a.  m.  «e.  d.  s.  tj  .  on 
August  22.  1949.  in  the  Hearing  Room 
of  the  Federal  Power  Commission,  1800 
Pennsylvania  Avenue  NW..  Washington. 
D.  C. 

Date  of  issuance:  May  12,  1949. 
By  the  Commission. 

[SEALl  LEON  M.  FUQUAY. 

Secretary. 

IF     R.    Doc.    49  3936:    Filed.    May    17.    1949; 
8:48  a.  ml 


IDocket  No«.  0-1185,  11861 

EQUITABLE    Gas    Co.    and    West    Texas 
Gas  Co. 

NOTICE    OF    findings    AND    ORDEHS    ISSUING 
CERTIFICATES     OF     PUBLIC     CONVENIENCE 

and  necessity 

May  13. 1949 

Notice  is  hereby  given  that,  on  May  12. 
1949  the  Federal  Power  Commis.Mon 
issued  its  findings  and  orders  entered 
May  11.  1949,  Issuing  certificates  of  pub- 
lie  convenience  and  necessity  in  the 
above-designated  matters. 

fsEALl  Leon  M.  Fuquay. 

Secretary. 

■    IF    R.   Doc.   49-3937;    Piled.   May    17.    1949; 
8:48  a.  m.) 


8:55   R.  m. 


FEDERAL  POWER   COMMISSION 

Citizens  Electric  Corp. 

NOTICE  OF  ORDER  APPROVING  AND  DIRECTING 
DISPOSITION  OF  AMOUNTS  CLASSIFIED  IN 
ELECTRIC     PLANT     ACQUISITION     ADJUST- 

'*^''"  May  13,  1949. 

Notice  is  hereby  given  that,  on  May  12, 
1949  the  Federal  Power  Commission  is- 
fued'lts  order  entered  May  11,  1949.  ap- 
proving and  directing  disposition  of 
amounts  classified  In  Account  100.5. 
Electric  Plant  Acquisition  Adjustments 
In  the  above-designated  matter. 


I  Project  No.  7191 

Western  Machinery  Co.  and  Jesse  I. 
Smith 

NOTICE   or   ORDER    APPROVING   TRANSFER   Of 

ucense  (m.^jor) 

May  13.  1949. 
Notice  Is  hereby  given  that,  on  May  12, 
1949,  the  Federal  Power  Commission  is- 
sued Its  order  entered  May  U.  1949. 
approving  transfer  of  license  (major)  in 
the  above-designated  matter. 


I SEALl 


[seal] 


Lj:aN  M.  Fuquay. 
Secretary. 


|P.   R     Doc.    49-3939:    Filed,    May    17.    194U; 
8:50  a.  mj 


[Docket  No.  G-11611 
Tennessee  Gas  Transmission  Co. 

ORDER  POSTPONING  HEARING 

May  11.  1949. 
On  May  11, 1949,  East  Tennessee  Natu- 
ral Gas  Company  and  Tennessee  Natural 
Gas  Lines,  Inc.,  filed  a  motion  for  con- 
tinuance until  May  26,  1949.  of  the  hear- 
ing  set  for  May  12.  1949,  by  order  of  the 
Commis.sion  i.ssued  in  the  above-entitled 
docket  on  April  15,  1949.    As  grounds  for 
the    po.stponement   the   moving   parties 
state  that  due  to  conditions  beyond  their 
control  counsel  and  company  officials  are 
engaged   in  urgent  matters  outside  (3f 
Washington,  D.  C,  some  of  which  previ- 
ously had  been  postponed  to  permit  their 
attendance  at  hearings  before  this  Com- 
mission in  Docket  No.  G-1065  in  the  mat- 
ter of  East  Tennessee  Natural  Gas  Com- 
pany   and  therefore  counsel  and  com- 
pany' officials  cannot  attend  the  hearing 
on  the  date  scheduled. 

The  Commission  finds:  Good  cause  has 
been  shown  for  postponing  the  date  for 
hearing  as  set  in  Commission  order  Is- 
sued April  15.  1949.  to  May  26,  1949,  but 
that  said  order  should  not  be  otherwise 

modified.  ,^..    .       .   „ 

The  Commission  orders:  The  hearing 
now  set  for  May  12.  1949.  at  9:30  a.  m. 
(e  d  s.  t.)  be  and  the  same  is  hereby 
postponed  until  May  26,  1949.  at  9:30 
a.  m.  (e.  d.  s.  t.)  in  the  Hearing  Room 
of  the  Federal  Power  Commission.  1800 
Pennsylvania  Avenue  NW..  Washington. 
D.  C, 

Date  of  Issuance:  May  12,  1949. 
By  the  Commission. 

[SEALl  Leon  M.  Fuquay. 

Secretary. 

IP    R.   Doc.   49-3935;    Piled.   May    17.    1949; 
8:48  a.  m.j 


Leon  M.  Fuquay, 
Secretary. 


IF    R.   Doc.   49  3938;    Filed,    May    17,    1949; 
8:48  a.   m  | 


SECURITIES  AND  EXCHANGE 
COMMISSION 

I  File  No.  70-21241 

Kewanee  Public  Service  Co.  and  Ili  inois 

Power  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 

and  Exchange  Commission,  held  at  Us 

office  in  the  city  of  Washington.  D.  t.. 

on  the  10th  day  of  May  1949. 

Notice  is  hereby  given  that  a  joint  dec- 
laration has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Ho  d- 
ing  Company  Act  of  1935  ("act  )  by  Illi- 
nois Power  Company  ^••I»i"ois  >  a  sub- 
sidiarv  of  North  American  Light  k  Fo«er 
Company,  a  registered  holding  company, 
and  by  Illinois'  sub.sidiary,  Kewanee  PuD- 
lic  Service  Company  ("Kewanee  )  De- 
clarants have  designated  sections  1-  c. 
12  <f)  and  12  <g)  of  the  act  and  Rules 
U-42  and  U-45  promulgated  thert under 
as  applicable  to  the  proposed  tran.m- 

°Notice  Is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  20. 
1949.  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  »^^^anng  oe 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for/"'"/;; 
quest  and  the  issues,  if  any    of  fac    or 
law   raised  by  said   declaration  ul 'c'^ 
he  desires  to  controvert,  or  may  rcQuesi 
that  he  be  notified  if  the  CommisMon 
should  order  a  hearing  tjiereon     AJ^ 
such  request  should  be  addressed  to  tne 
Secretary.  Securities  and  Exchange  Com^ 
mission,  425  Second  Street  NW    Wa^n 
ington  25,  D.  C.    At  any  time  altc;  Ma> 


Wednesday,  May  18,  1949 

26,  1949.  said  declaration,  as  filed  or  as 
amended,  may  be  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  in  Rules 
U-20  (a>  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration,  which  is  on  file  in  the 
office  of  the  Commission,  for  a  statement 
of  the  transactions  therein  proposed, 
which  may  be  summarized  as  follows: 

Kewanee  has  outstanding  in  the  hands 
of  the  public  $588,000  principal  amount 
of  First  Mortgage  Bonds  and  5.504  shares 
of  7%  Cumulative  Preferred  Stock,  $50 
par  value;  all  of  Its  outstanding  Common 
Stock  is  owned  by  Illinois. 

Illinois  proposes  to  make  a  capital  con- 
tribution to  Kewanee  In  cash  in  an 
amount  (not  to  exceed  $200,000)  which, 
together  with  Kewanee's  treasury  funds, 
will  provide  the  necessary  funds  to  re- 
deem Kewanee's  Preferred  Stock,  which 
Is  redeemable  at  any  time  on  60  days' 
notice  at  $53  per  share  (or  an  aggregate 
of  $291,712)  plus  accrued  dividends. 

The  capital  contribution  is  proposed 
to  be  credited  by  Kewanee  to  its  Common 
Stock  account,  and  dividends  to  the  re- 
demption date  and  redemption  premiums 
on  the  Preferred  Stock  are  to  be  charged 
by  Kewanee  to  Its  earned  surplus;  an 
amount  equal  to  the  capital  contribution 
is  to  be  charged  by  Illinois  to  Its  invest- 
ment in  the  Common  Stock  of  Kewanee. 

The  Commission  has  heretofore  found 
that  an  inequitable  distribution  of  vot- 
ing power  existed  in  Kewanee  and  or- 
dered Kewanee  on  July  23.  1946,  pursu- 
ant to  section  11  <b>  <2<  of  the  act.  to 
recapitalize  on  a  basis  of  a  single  class 
of  stock,  namely  common  stock  (with- 
out reference  to  its  outstanding  mort- 
gage bonds).  Declarants  state  that  the 
retirement  of  Kewanee's  Preferred  Stock 
will  eliminate  the  question  of  inequitable 
di-tribution  of  voting  power,  simplify 
Kewanee's  capital  structure,  and  elimi- 
nate Kewanee's  annual  Preferred  Stock 
dividend  requirement  of  $19,264. 

Declarants  request  that  the  proposed 
transactions  be  approved  by  this  Com- 
mission at  the  earliest  convenient  date 
and  that  the  Commi.ssion's  order  become 
effrctive  forthwith  upon  issuance. 

By  the  Commission. 

I  seal]  Orval  L.  Dubois. 

Secretary. 

IF    R.    Doc.    49-3933;    Filed,    May    17,    1949; 
8:48  a.  m] 


[File  No.  70-2125] 

Wisconsin  Electric  Power  Co.  and 
Wisconsin  Gas  &  Electric  Co. 

NOTICE   regarding  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
offit«  in  the  city  of  Washington.  D.  C, 
on  the  11th  day  of  May  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Dlility  Holding  Company  Act  of  1935 
<"aci'»  by  Wiscon.sln  Electric  Power 
Company  ("Wisconsin  Electric"),  a  reg- 
istered holding  company,  and  its  subsid- 
iary. Wisconsin  Gas  &  Electric  Company 
^"Wisconsin  Gas").    Applicants-declar- 


FEDERAL  REGISTER 

ants  have  designated  sections  6.  7,  9,  and 
10  of  the  act  and  Rule  U-43  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

Notice  Is  further  given  that  any  in- 
terested person  may,  not  later  than 
May  31.  1949,  at  5:30  p.  m..  e.  d.  s.  t.,  re- 
quest the  Commission  In  writing  t^at  a 
hearing  be  held  on  such  matter,  stating 
the  reasons  for  such  request,  the  nature 
of  his  interest  and  the  issues  of  fact  or 
law  raised  by  said  joint  application- 
declaration  which  he  desires  to  contro- 
vert, or  may  request  that  he  be  notified 
If  the  Commission  should  order  a  hear- 
ing thereon.  Any  such  request  should 
be  addressed:  Secretary,  Securities  and 
Exchange  Commission.  425  Second  Street 
NW..  Washington  25.  D.  C.  At  any  time 
after  May  31,  1949.  said  joint  applica- 
tion-declaration, as  filed  or  as  amended, 
may  be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  in  Rules 
U-20  <a>  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  Joint  application-declaration  which 
is  on  file  in  the  offices  of  this  Commis- 
sion for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

Wisconsin  Electric  proposes  to  buy 
and  Wisconsin  Gas  proposes  to  issue  and 
.sell  50.000  additional  shares  of  its  Com- 
mon Stock,  par  value  $20  per  share,  for 
$1,000,000  to  Wisconsin  Electric,  the 
owner  of  all  the  presently  outstanding 
Common  Stock  of  Wisconsin  Gas.  The 
proceeds  are  to  be  used  by  Wisconsin 
Gas  for  reimbursement  of  its- Treasury 
for  capital  expenditures  heretofore  made 
and  for  those  to  be  made  during  the  re- 
mainder of  1949  and  for  repayment  of 
bank  loans  in  the  aggregate  amount  of 
$500,000,  due  June  15.  1949.  Wisconsin 
Gas  estimates  that  its  capital  expendi- 
tures for  the  last  nine  months  of  1949 
will  be  in  excess  of  $1,600,000. 

Applications  have  been  made  to  the 
Public  Service  CommLssion  of  Wisconsin 
requesting  authorizations  for  the  pro- 
posed issue  and  sale  of  Common  Stock 
by  Wisconsin  Gas  and  the  proposed  ac- 
quisition of  such  stock  by  Wisconsin 
Electric. 

Applicants-declarants  have  requested 
that  the  Commission's  order  herein  be 
l.s.sued  on  or  before  June  1.  1949.  and  that 
It  become  effective  upon  issuance. 

By  the  Commission. 

I  seal]  Orval  L.  Dubois, 

Secretary. 

|F.    R.    Doc.    49-3932:    Piled.   May    17,    1949; 
8:48  a.m.] 


JPile  No.  70-2134] 
Philadelphia  Co.  and  Duquesne  Light  Co. 

notice  of  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C 
on  the  10th  day  of  May  A.  D.  1949. 

Notice  Is  hereby  given  that  a  joint 
application-declaration  has  been  filed 
with  this  Commission,  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
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1935  ("act"),  and  the  general  rules  and 
regulations  promulgated  thereunder,  by 
Philadelphia  Company,  a  registered  hold- 
ing company  and  a  subsidiary  of  Stand- 
ard Gas  and  Electric  Company  and 
Standard  Power  and  Light  Corporation, 
both  registered  holding  companies,  and 
Duquesne  Light  Company  ("Duquesne"). 
a  subsidiary  of  Philadelphia  Company. 
The  applicants-declarants  have  desig- 
nated sections  6  (a),  7.  9  (a>,  10.  12  (b) 
and  12  (c>  of  the  act  and  Rules  u'-42  and 
U-45  promulgated  thereunder  as  applica- 
ble to  the  proposed  transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  26. 
1949,  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any,  of  fact  or  law 
rai.sed  by  such  joint  application-declara- 
tion proposed  to  be  controverted,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wash- 
ington 25,  D.  C.  At  any  time  thereafter 
such  joint  application-declaration,  as 
filed  or  as  amended,  may  be  granted  and 
permitted  to  become  effective  as  pro- 
vided in  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  pursuant  to  said 
act.  or  the  Commission  may  exempt  .such 
transactions  as  provided  in  Rules  U-20 
(a)  and  U-100  thereof.  . 

Ail  interested  persons  are  referred  to 
said  joint  application-declaration,  which 
Is  on  file  in  the  office  of  this  Commission, 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

By  a  lease  dated  January  1,  1902.  Mo- 
nongahela  Light  and  Power  Company 
iMonongahela") .  leased  its  electric  prop- 
erties and  franchises  to  The  Allegheny 
County  Light  Company  ("Allegheny"), 
for  a  term  of  900  years.  On  February  8. 
1902.  Philadelphia  Company  guaranteed 
to  Monongahela  the  prompt  payment  of 
the  rental  under  the  lease  and  the  faith- 
ful performance  of  the  covenants  of  the 
lease.  On  May  11,  1927,  Allegheny  .sold 
its  properties  and  franchises,  including 
Its  interest  in  said  lease,  to  Duquesne, 
which  assumed  the  obligations  of  Alleg- 
heny thereunder.  Philadelphia  Company 
agreeing  with  Monongahela  that  it  would 
guarantee  the  prompt  payment  by  Du- 
quesne of  the  rental  under  the  lease  and 
the  faithful  performance  by  Duquesne  of 
the  lessee's  covenants  which  include,  in- 
ter alia :  to  pay  interest  on  Monongahe- 
la's  bonds;  to  pay  rentals;  to  pay  taxes, 
including  income  taxes;  to  pay  insur- 
ance; to  unite  with  Monongahela  in  the 
Issue  of  new  bonds  for  the  purpo.se  of 
taking  up  Monongahela's  outstanding 
bonds  at  their  maturity;  and  to  pay  in- 
terest on  the  new  bonds  of  Monongahela. 
the  lien  of  which,  if  i.ssued.  .shall  be  su- 
perior to  the  rights  of  the  le.s.sce. 

At  the  time  of  the  execution  of  the 
lease,  Monongahela  had  outstandin??  an 
i.ssue  of  $1,700,000  face  amount  of  First 
Mortgage  Five  Per  Cent  Gold  Bonds 
("the  bonds"),  dated  June  1.  1899  and 
maturing  June  1,  1949.  Said  bonds, 
which  are  presently  outstanding  In  the 
amount  of  $1,698,000.  are  secured  by  a 
First  Mortgage,  daled  June  1,  1899,  from 


«y  23  40 
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Monongahela  to  The  Union  Trust  Com- 
pany of  Pittsburgh  (now  Mellon  National 
Bank  and  Trust  Company',  Trustee. 
Said  First  Mortgage  is  a  first  lien  on  the 
properties  and  franchises  of  Mononga- 
hela and  is  prior  and  paramount  to  Du- 
quesne's  leasehold  interest  therein. 

The  applicants-declarants  state  that 
most  of  the  property  described  in  the 
lea.se  was  dismantled  many  years  ago  in 
the  course  of  operations  because  of  ob- 
solescence, or  else  was  retired  or  re- 
placed, and  since  neither  Allegheny  nor 
Duquesne  ever  made  any  segregation  be- 
tween the  property  covered  by  the  lease 
and  their  own  property,  it  is  impossible 
to  describe  accurately  the  property  now 
covered  by  the  lease,  a  substantial  part 
of  which  is  stated  to  be  represented  by 
replacements  included  in  the  property  ac- 
count of  Ehjquesne. 

Philadelphia  Company  and  Duquesne. 
neither  of  which  owns  any  of  the  out- 
standing securities  or  voting  stock  of 
Monongahela.  propose  the  followmg 
transactions  in  the  alternative: 

Alternative  1.    Duquesne  propo.ses  to 
lend   to  Monongahela   $1,698,000   to  be 
applied  by  Monongahela  to  the  payment 
at  maturity  on  June  1.  1949,  of  bonds 
and  in  satisfaction  of  the  mortgage  se- 
curing said  bonds.     In  consideration  of 
said    loan.    Monongahela    will    issue    a 
promissory  note  to  Duquesne  in  the  prin- 
cipal amount  of  $1,698,000.  which  will 
bear  no  interest,  and  will  be  payable  on 
a  date  within  a  period  of  less  than  one 
year  from  the  date  of  execution.    Said 
proposed  note  of  Monongahela  shall  also 
be  subject  (a>   to  Duquesne's  covenant, 
in  event  of  default  by  Monongahela  un- 
der said  note,  to  subordinate  Duquesne's 
claim  under  the  note  to  whatever  rights 
Monongahela's   stockholders   may   have 
under   the    aforesaid   January    1,    1902, 
lease,  so  long  as  said  lease  shall  remain 
in    effect,    and    ib)     to    Monongahela's 
covenant  not  to  incur  any  indebtedne.ss 
other  than  that  Incurred  in  the  ordinary 
cour.se  of  its  business  as  that  business 
Is  conducted  at  the  date  of  execution  of 
said  note,  so  long  as  said  note  remains 
outstanding  and  unpaid. 

Philadelphia  Company  proposes  to 
consent  to  said  action  proposed  to  be 
taken  by  Monongahela  and  Duque.sne. 

Duquesne  states  that  it  is  presently  ne- 
gotiating for  the  purchase,  subject  to 
requisite  regulatory  approvals,  of  the 
outstanding  stock  of  Monongahela. 
Duque.sne  repre.sents  that,  upon  Monon- 
gahela becoming  a  subsidiary  of  Du- 
quesne, it  contemplates  that  appropri- 
ate steps  would  be  taken  to  convey  in 
fee  simple  to  Duquesne  the  aforemen- 
tioned leased  property,  to  terminate  Us 
I^ave  from  Monongahela  and  to  dissolve 
Monongahela. 

Alternative  2.  1.  Duque.sne  shall  pur- 
cha.se  all  of  Monongahela's  bonds  and 
hold  them  until  a  plan  Is  worked  out 
satisfactory  to  Monongahela.  Duquesne 
and  Philadelphia  Company  for  the  re- 
financing of  said  bonds,  or  Duquesne 
shall  deposit  with  the  Trustee  under  the 
mortgage  securing  said  bonds  sufBcient 
money  to  pay  the  same  at  maturity; 

2.  Neither  Duquesne  nor  Philadelphia 
Company  shall  enforce  or  permit  to  be 
enforced,  any  remedy  under  said  mort- 
gage or  said  bonds; 


NOTICES 

3.  Duquesne  and  Philadelphia  Com- 
pany shall  indemnify  and  hold  harmless 
Monongahela  from  any  liability  arising 
out  of  the  failure  to  pay  said  bonds  and 
discharge  on  June  1.  1949.  the  mortgage 
under  which  they  are  secured; 

4.  Duquesne  shall  have  the  right  to 
pay  5%  interest  per  annum  on  said  bonds 
until  they  are  refunded; 

5.  Duquesne  shall  cause  the  time  for 
payment  of  said  bonds,  which  it  pur- 
chases, to  be  extended; 

6.  Duquesne  shall  cause  said  bonds  to 
be  delivered  to  the  Trustee,  under  the 
mortgage  securing  them,  for  cancella- 
tion, or  el.se  shall  deposit  with  the  Trus- 
tee suflBcient  money  to  pay  off  at  maturity 
such  of  the  bonds  as  have  not  been  pre- 
sented for  payment,  and  shall  receive  in 
exchange  for  the  bonds  so  surrendered 
and  for  bonds  for  the  payment  of  which 
moneys  have  been  deposited  with  the 
Trustee,  new  bonds  of  Monongahela  In 
the  par  amount  of  the  bonds  so  sur- 
rendered and  for  which  payment  has 
been  provided;  and 

7.  Duquesne  shall  unite  with  Monon- 
gahela in  the  i.ssuance  *of  new  bonds  for 
the  purpose  of  taking  up  said  bonds  ma- 
turing June  1,  1949,  in  accordance  with 
the  provisions  of  the  aforesaid  lea.se 
dated  January  1.  1902. 

It  is  represented  by  the  applicants- 
declarants  that  with  respect  to  alterna- 
tive 1,  no  regulatory  body  other  than  this 
Commission  has  Jurisdiction  over  the 
proposed  transactions,  and  with  respect 
to  alternative  2,  no  regulatory  body,  other 
than  this  Commission  and  the  Pennsyl- 
vania Public  Utility  Commis.sion,  has 
Jurisdiction  over  the  proposed  transac- 
tions. If  alternative  2  is  elected,  the  ap- 
plicants-declarants propose  to  file  addi- 
tional information  by  amendment. 

Philadelphia  Company  and  Duquesne 
have  requested  that  the  Commission's 
order  herein  be  issued  as  soon  as  possible 
and  be  effective  on  Issuance. 

By  the  Commission. 

[SEALl  Orval  L.  Dubois, 

Secretary. 

IF.    R.    Doc.    49-3931:    Filed,    May    17,    1949; 
8:47  a.  m.| 

HOUSING  AND  HOME  FINANCE 

AGENCY 

Public   Housing   Administration 

Description  of  Agency 

PROGRAMS   AND    FINAL    DELEGATIONS    OF 
AXTTHORITY 

Section  lib.  Management  Division 
which  appeared  at  14  F.  R.  1623,  is 
amended  by  adding  the  following  sen- 
tence at  the  end  of  the  first  sentence: 
"These  powers  may  also  be  exercised  by 
the  Deputy  Assistant  Commissioner  for 
Management." 

Section  lie.  Disposition  Division  which 
appeared  at  14  F.  R.  1623,  is  amended  by 
adding  the  following  sentence  at  the  end 
of  the  first  sentence:  "These  powers  may 
aLso  be  exercised  by  tjje  Deputy  Assistant 
Commi.ssioner  for  Disposition." 

Section  lid.  Field  Operations  Division 
which  appeared  at  14  F.  R.  1623,  is 
amended  by  deleting  the  number  "1"  in 
the  third  line  of  the  sentence  beginning 


"Assistant  Commissioners  for  Field  Op- 
erations are  authorized     • 


•     •  •• 


[SEAL] 


JOHM  Taylor  Egan, 
Commissioner. 


^ 


^^^?^x 


May  11,  1949. 

(F.    R.    Doc.   49-3927;    Filed,   May    17.    1949; 
8:46  a.  in  I 


UNITED  STATES  MARITIME 
COMMISSION 

American  President  Lines,  Ltd. 

NOTICE  OF   hearing  ON   APPLICATION 

A  prehearing  conference  will  be  hdd 
in     Room     4823,     Commerce     Build.n;:, 
Washington,  D.  C,  on  Wedneiwlay,  June 
15,  1949,  at  10  o'clock  a.  m.,  before  an 
examiner  of  the  Commis.sion  on  an  ap- 
plication of  American  President  Lints, 
Ltd.,  to  continue  to  operate,  without  an 
operating-differential  subsidy,  Atlantic- 
Straits    Freight    Service    "C-2",    Trade 
Route  No.  17  now  being  operated  undf  r 
interim  approval  expiring  December  31. 
1949.    Under  the  terms  of  paragrhph  6 
of  Operating -Differential  Subsidy  Apitt- 
ment  dated  October  6.  1938.  as  amended, 
American  President  Lines,  Ltd.,  must  ob- 
tain   written    approval    of    the    United 
States  Maritime  Commi.^.sion  to  operate 
unsubsidized  ves.'^els,  owned  or  controlkd 
by  American  President  Lines,  Ltd.,  in  the 
subsidized  service  of  that  company  or  m 
the    foreign    commerce    of    the    UniKd 
States   In   competition   with  any  othir 
service,  route,  or  line  receiving  financial 
aid   under   the   Merchant   Marine  Act, 

1936. 

The  Commis.sion,  by  resolution  adopted 
May  18,  1948.  authorized  American  Presi- 
dent Lines,  Ltd.,  to  operate  without  sub- 
sidy in  the  above-mentioned  trade  sub- 
ject to  certain  conditions,  one  of  which 
was:  "No  non-subsidized  voyage  in  .'>aid 
C-2  Service  of  Trade  Route  No.  17  shall 
be  commenced  after  June  30,  1949. ' 

Upon  application  of  American  Presi- 
dent Unes.  Ltd.,  dated  March  17,  1949,  to 
amend  said  resolution  by  eliminatmg  the 
above  condition,  the  Commission,  on  May 
6,  1949.  granted  an  extension  of  the  per- 
mission to  December  31,  1949.  and  di- 
rected that  an  administrative  hearing  be 
held  before  an  examiner  on  the  applica- 
tion of  American  President  Lines,  Ltd. 

The  prehearing  conference  will  be  con- 
ducted in  conformity  with  S  201.59  of  the 
Commission's  rules  of  procedure.  All 
persons  (including  individuals,  corpora- 
tions, a.s.soclations.  firms,  partnerships^, 
and  public  bodies)  desiring  to  be  heard 
at  such  conference  may,  on  or  before 
June  6.  1949,  file  with  the  Commi.ssion 
written  request  to  appear  and  be  heard. 
At  such  prehearing  conference,  among 
other  matters,  a  date  will  be  set  for  the 
hearing,  which  will  be  conducted  in  con- 
formity with  the  Commissions  rules  of 
procedure,  particularly  {201.111  thereof 
(12  F.  R.  6076). 

Dated:  May  13.  1949. 
By  order  of  the  United  States  Maritime 
Commission. 
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Washington,  Thursday,  May  79,  7949 


[ SEALl 


A.  J.  WILLIAMS. 

Secretary. 


|F.    R.    Doc.    49-3956;    Filed.    Mi.y    17.    1949; 
8::4  a.  m.) 


TITLE  7— AGRICULTURE 

Chapter  t — Production  and  Marketing 
Administration  (Standards,  Inspec- 
tion, Marketing  Practices),  Depart- 
ment of  Agriculture 

r  . :.t  51 — Fruits.  Vegetables  and  Other 

i  RODUCTS     (InSFECTION.     CERTIFICATION 
AND  ST.'NDARDS» 

UNITED    STATES    CONSUMFR    ST.\NDARDS    EOR 
FRESH  SPINACH  LEAVES 

Revised  United  States  Consumer 
S  .ndards  for  Fre.sh  Spinach  Leaves  are 
licieby  promulgated  to  supersede  the 
.str.ndards  (7  CFR  51.324)  which  have 
bttn  in  effect  since  February  28.  1948. 
The  giving  of  preliminary  notice,  en- 
Eii~ing  in  public  rule  making  procedure, 
and  postponement  of  the  effective  date 
htreof  (63  Stat.  237;  5  U.  S.  C.  1001  et 
scq. »  with  respect  to  this  revision  are, 
for  the  rea.sons  hereinafter  set  forth, 
impracticable  and  contrary  to  the  pub- 
hc  interest. 

The  following  revised  United  States 
Ci)n;^umer  Standards  for  Fresh  Spinach 
L;  ,;ve.s  are  hereby  promulgated  pursuant 
to  the  provisions  of  the  Department  of 
AKiicullure  Appropriation  Act.  1949 
'Fib.  Law  712,  80th  Cong..  2d  Se.ss..  ap- 
proved June  19.  1948)  to  become  effective 
upon  publication  In  the  Federal 
IJk'ister: 

?  51.3w4  Consujncr  standards  for 
/re, '2  spinach  leaves — (a»  Grades.  (1) 
U  S.  Grade  A  shall  consist  of  spinach 
It  VIS  of  similar  varietal  characteristics 
^^i.ich  are  fresh,  clean,  well  trimmed,  and 
of  reasonably  good  green  color,  and 
which  are  free  from  coarse  stalks,  .seed- 
su  ms.  seedbuds,  crowns  and  roots,  sand- 
burs  or  other  kinds  of  burs,  soft  iOt  and 
from  damage  caused  by  clusters  of 
leaves,  leaf  stems  without  blades,  dis- 
coloration, freezing,  foreign  material, 
disease,  Insects,  mechanical  or  other 
means.  Spinach  on  the  show  n  face  shall 
be  rca.sonably  representative  in  size  and 
quality  of  the  contents  of  the  container. 

'  i '  Incident  to  proper  grading  and 
Handling  not  more  than  5  percent,  by 
^t'lKht,  of  the  spinach  In  any  lot  may  be 
small  pieces  of  leaves,  not  more  than 
5  p«  rcent  of  the  spinach  leaves  may  be 
damaged  by  clusters,  and  not  more  than 
3  percent  may  fall  to  meet  the  remain- 
ing requirements  of  the  grade.  Including 


not  more  than  1  percent  for  serious 
damage:  Provided,  That  no  tolerance 
shall  be  permitted  for  sandburs  or  other 
kinds  of  burs. 

(2)  U.  S.  Grade  B  shall  con.sist  of 
spinach  leaves  which  meet  the  require- 
ments for  U.  S.  Grade  A,  except  that  they 
shall  be  reasonably  clean,  and  except  for 
the  increased  tolerances  for  defects 
specified  below. 

<i>  Incident  to  proper  grading  and 
handling,  not  more  than  10  percent,  by 
weight,  of  the  spinach  in  any  lot  may  be 
small  pieces,  not  more  than  10  percent 
of  the  spinach  leaves  may  be  damaged 
by  clusters,  and  not  more  than  5  percent 
may  fail  to  meet  the  remaining  require- 
ments of  the  grade.  Including  not  more 
than  2  percent  for  .serious  damage:  Pro- 
vided, That  no  tolerance  shall  be  per- 
mitted for  sandburs  or  other  kinds  of 
burs. 

<b)  Off -Grade  spinach  leaves.  Spin- 
ach leaves  which  fail  to  meet  the  re- 
quirements of  either  of  the  foregoing 
grades  shall  be  Off-Grade  spinach  leaves. 

(c>  Definitions.  (1)  "Similar  varietal 
characteristics"  means  that  the  spinach 
leaves  shall  be  generally  of  one  type,  as 
crinkly  leaf  type  or  flat  leaf  type.  No 
mixture  of  varieties  shall  be  permitted 
which  materially  affects  the  appearance 
of  the  lot. 

(2)  "Fresh"  means  that  the  leaves  are 
not  more  than  slightly  wilted. 

(3)  "Clean"  means  that  the  spinach 
does  not  show  more  than  a  trace  of  grit, 
sand.  dirt.  silt,  muck  or  other  similar 
water  Insoluble,  inorganic  material. 

(4)  "Well  trimmed"  means  that  the 
leaf  stems  or  petioles  are  not  excessively 
long  In  relation  to  the  size  of  the  leaf 
blades. 

(5)  "Damage"  means  any  injury  or 
defect  which  materially  affects  the  ap- 
pearance, or  the  edible,  shipping  or  keep- 
ing quality  of  the  Individual  leaves  or 
of  the  lot  as  a  whole.  The  following  de- 
fects or  any  combination  of  defects  the 
seriousness  of  which  exceeds  the  amount 
allowed  for  any  one  defect  shall  be  con- 
sidered as  damage : 

(I)  Clusters,  when  there  are  more  than 
3  leaves  attached,  except  that  clusters 
of  heart  leaves  with  any  number  of 
leaves  shall  not  be  considered  as  dam- 
aged, provided  the  length  of  the  longest 
leaf  in  the  cluster  Is  not  over  3  Inches. 

(Continued  on  next  page) 
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(HI  Leaf  stems  without  blades  at- 
tached when  present  to  such  an  extent 
as  to  materially  affect  the  appearance 
of  the  lot.  or  when  the  individual  stem 
is  damaged. 

(ill)  Discoloration,  when  the  appear- 
ance of  the  leaf  is  materially  affected. 
Heart  leaves  which  are  yellow  or  partially 
blanched  shall  not  be  considered  as  dam- 
aged by  discoloration. 

(iv»  Mechanical  damage,  when  the 
leaf  is  very  badly  crushed,  torn  or  broken. 
(Owing  to  the  many  necessary  handlings 
In  the  harvesting,  icing,  shipping,  sort- 
ing, washing,  and  packing  operations  in 
preparing  spinach  for  consumer  use  .some 
leaves  are  crushed,  torn  or  broken  but 
only  those  leaves  which  are  very  badly 
crashed,  torn  or  broken  shall  be  consid- 
ered as  damaged  by  mechanical  means ) 

(6)  "Serious  damage"  means  any  in- 
jury or  defect  which  seriously  affects  the 
appearance,  or  the  edible,  shipping  or 
keeping  quality  of  the  Individual  leaves 
or  of  the  lot  as  a  whole.  The  following 
defects  shall  be  considered  as  serious 
damage: 

(i)   Badly  discolored  leaves. 

(ill  Leaves  severely  affected  by  mil- 
dew or  white  rust. 

(ill)  Leaves  on  which  Insects  are  pres- 
ent, or  leaves  which  are  seriously  dam- 
aged by  Insects. 

<iv)  Leaves  which  are  affected  by  sDft 

rot. 

( V )  Weeds,  grass  or  pieces  thereof,  and 
other  extraneous  matter. 

(7)  "Rea.sonably  clean"  means  that 
the  spinach  is  reasonably  free  from  grit. 
sand.  dirt.  silt,  muck  and  other  similar 
water  Insoluble,  inorganic  material. 

(d)  Effective  time  and  superscdiire. 
The  foregoing  revised  United  States 
Consumer  Standards  for  Fresh  Spinach 
Leaves  (which  are  the  .second  issue) 
shall  become  effective  upon  publication 
in  the  Feder.xl  Register  and  thereupon 
supersede  the  United  States  Consumer 
Standards  for  Fresh  Spinach  Leaves  '7 
CPR  51.394)  which  have  been  in  effect 
since  February  28.  1948. 

For  the  reasons  hereinafter  set  forth. 
It  is  hereby  found  and  determined  that 
it  is  impractical  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice,  en- 
gage In  public  rule  making  procedure, 
and  postpone  the  effective  date  hereof 
until  30  days  after  publication  in  the 
Federal  Register  (60  Stat.  237;  5  U.  S.  C. 
1001  et  seq). 

Since  February  28.  1948.  the  effective 
date  of  the  current  provisions  of  the 
United  States  Consumer  Standards  for 
Fresh  Spinach  Leaves  (7  CFR  51.394). 
packers  have  been  using  such  standards 
In  packing  their  fresh  spinach  leaves. 

During  the  past  several  months,  the 
Department  has  conducted  extensive  in- 
vestigations and  carefully  appraised  the 
proposed  changes.  Discussions  have 
been  carried  on  with  interested  parties 
to  obtain  their  views  and  comments  as 
well  as  the  benefits  of  their  experiences 
and  practices.  Also,  a  large  number  of 
samples  have  been  analyzed  by  the  De- 
partment with  such  interested  parties. 
After  the  use.  study,  and  investigations. 
as  aforesaid,  of  the  current  standards 
Interested  parties  have  now  requested 
that  certain  modifications  be  made 
therein. 


Thursday,  May  19, 1949 

The  foregoing  revised  standards  mod- 
ify the  present  grades  by  d)  Increasing 
the  tolerances  for  clusters  of  leaves,  and 
'2i  decreasing  the  tolerances  for  small 
pieces  of  leaves.  Interested  parties  have 
indicated  to  the  Department  of  Agri- 
culture that  if  the  present  grades  are  so 
modified,  such  modifications  will  make 
the  standards  more  equitable  and 
workable. 

Interested  parties  are  now  strongly 
urging  that  the  current  standards  be 
revised,  as  set  forth  herein,  and  made 
effective  as  soon  as  practicable  in  order 
tliat  they  may  be  used  as  a  basis  for 
packing  and  selling  the  current  crop  of 
spinach.  Therefore,  no  apparent  useful 
purpo.se  would  be  served,  at  this  time, 
by  giving  preliminary  notice,  engaging 
in  public  rule  making  procedure,  and 
postponing  the  effective  date  hereof 
I  Pub.  Law  712.  80th  Cong.). 

Done  at  Washington,  D.  C.  this  13th 
day  of  May  1949. 

[SEALl  John  I.  Thompsow, 

Assistant  Administrator,  Pro- 
duction and  Marketing  Ad- 
ministration. 

|F    R.    Doc.   49-3989;    Filed.   May    18.    1949; 
8:49  a.  m.l 


TITLE  16 — COMMERCIAL 
PRACTICES 

Chapter    I — Federal    Trade 
Commission 

(Docket  No.  6590] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

adolfo  enrique  besosa 

?  3.6  (t)  Advertisirig  falsely  or  mislead- 
Inqly — qualities  or  properties  of  product 
or  service:  §  3.71  (e)  Neglecting,  un- 
fairly or  deceptively,  to  make  material 
disclosure — safety.  In  connection  with 
the  offering  for  sale,  sale  or  distribution 
of  respondent's  medicinal  preparation 
doignated  as  "Becker's  Pills"  and  as 
"Pastillas  de  Becker."  or  any  preparation 
of  substantially  similar  composition  or 
possessing  substantially  similar  proper- 
ties, under  whatever  name  sold,  di.ssem- 
Inatlng.  etc.,  any  advertisements  by 
ineans  of  the  United  States  mails,  or  in 
commerce,  or  by  any  means  to  Induce, 
etc ,  directly  or  indirectly,  the  purcha.se 
In  commerce  etc..  of  said  preparation, 
which  advertisements  represent,  di- 
rectly or  by  Imphcatlon,  (a)  that  said 
preparation  will  have  beneficial  effect  in 
counteracting  or  offsetting  damage  to 
the  kidneys  resulting  from  the  excessive 
u.se  of  alcohol  or  resulting  from  any 
other  cause;  (b)  that  said  preparation 
will  restore  the  normal  functions  of  the 
kidneys  or  bladder  or  will  cause  said  or- 
gans to  act  In  a  normal  manner  by  stim- 
ulation or  otherwise;  (c)  that  said  prep- 
aration will  relieve  or  correct  swollen 
ankles,  pains  in  the  regions  of  the  back 
or  waist  or  In  any  other  region,  or  a 
burning  sensation  In  the  urethra  or 
scanty  or  too  frequent  urination;  or  (d) 
that  said  preparation  constitutes  a  com- 
petent or  effective  treatment  for  any 
dl.Hase  or  di.sorder  of  the  kidneys  or 
blaclcltr;  or  which  advertisements  fall  to 
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reveal  (a)  that  the  juniper  oil  in  said 
preparation  will  irritate  normal  kidneys, 
and  that  Its  use  by  a  person  whose  kid- 
neys are  diseased  may  result  In  serious 
Injury;  and  (b)  that  each  of  the  drugs 
digitalis  and  squill  In  said  preparation 
tends  to  accumulate  In  the  t)ody,  and 
that  the  use  of  the.se  drugs,  or  either  of 
them,  over  a  period  of  time  may  result 
In  .serious  Injury  to  the  heart  and  circu- 
latory system  of  the  user,  and  that  said 
drugs  should  only  be  used  at  the  direc- 
tion and  under  the  supervision  of  a  qual- 
ified physician;  prohibited.  (Sec.  5.  38 
Stat.  719.  as  amended  by  sec.  3.  52  Stat. 
112;  15  U.  S.  C,  sec.  45b)  ICease  and 
desist  order.  Adolfo  Enrique  Besosa, 
Docket  5590,  March  22,  1949  J 

At  a  regular  ses.sion  of  the  Federal 
Trade  Commi.^sion  held  at  Its  office  In 
the  city  of  Washington,  D.  C,  on  the 
22d  day  of  March  A.  D.  1949. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission  and  the 
answer  of  the  respondent  thereto,  in 
which  answer  said  respondent  admitted 
all  the  material  allegations  of  fact  set 
forth  in  said  complaint  and  waived  all 
intervening  procedure  and  further  hear- 
ing as  to  said  facts;  and  the  Commission 
having  made  its  findings  as  to  the  facts 
and  its  conclusion  that  the  respondent 
has  violated  the  provisions  of  the  Fed- 
eral Trade  Commission  Act: 

It  is  ordered,  That  the  respondent, 
Adolfo  Enrique  Besosa,  individually  and 
trading  as  A.  E.  Besosa  Co.  and  the 
Becker  Medicine  Co.,  or  trading  under 
any  other  name,  and  his  agents,  repre- 
sentatives, and  employees,  directly  or 
through  any  coiiDorate  or  other  device. 
In  connection  with  the  offering  for  sale, 
sale  or  distribution  of  respondent's 
medicinal  preparation  now  designated 
"Becker's  Pills"  and  as  ''Pa.stillas  de 
Becker",  or  j^ny  preparation  of  substan- 
tially similar  composition  or  pos.sessing 
substantially  similar  properties,  under 
whatever  name  sold,  do  forthwith  cease 
and  desist  from: 

(1)  Disseminating  or  causing  to  be 
disseminated  any  advertisement  by 
means  of  the  United  States  mails  or  by 
any  means  In  commerce,  as  "commerce" 
is  defined  In  the  Federal  Trade  Commis- 
sion Act,  which  advertisement  represents, 
directly  or  by  implication: 

(a)  That  said  preparation  will  have 
beneficial  effect  in  counteracting  or  off- 
setting damage  to  the  kidneys  resulting 
fiom  the  excessive  use  of  alcohol  or 
resulting  from  any  other  cause; 

(b)  That  said  pieparation  will  restore 
the  normal  functions  of  the  kidneys  or 
bladder  or  will  cause  said  organs  to  act 
In  a  normal  manner  by  stii^ulation  or 
otherwise; 

(c)  That  said  preparation  will  reHeve 
or  correct  swollen  ankles,  pains  in  the 
regions  of  the  back  or  waist  or  In  any 
other  region,  or  a  burning  sensation  in 
the  urethra  or  scanty  or  too  frequent 
urination; 

(d)  That  said  preparation  constitutes 
a  competent  or  effective  treatment  for 
any  disease  or  disorder  of  the  kidneys 
or  bladder. 

(2)  Disseminating  or  causing  to  be 
disseminated  any  advertisment  by  means 
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of  the  United  States  malls  or  by  any 
means  In  commerce,  as  "commerce"  is 
defined  In  the  Federal  Trade  Commission 
Act.  which  advertisement  fails  to  reveal: 

(a)  That  the  Juniper  Oil  In  said 
preparation  will  irritate  normal  kidneys, 
and  that  its  u.se  by  a  person  whose  kid- 
neys are  diseased  may  rc-^ult  in  serious 
injury;  and 

'b)  That  each  of  the  drugs  digitalis 
and  squill  in  said  preparaticm  tends  to 
accumulate  in  the  body,  and  that  the  u.'-e 
of  these  drugs,  or  either  of  them,  over  a 
period  of  time  may  result  in  «erious  in- 
jury to  the  heart  and  circulatory  system 
of  the  user,  and  that  said  drugs  should 
only  be  used  at  the  direction  and  under 
the  supervLsion  of  a  qualified  physician. 

<3)  Dis.seminating  or  causing  to  be 
disseminated  any  advertisement,  by  any 
means,  for  the  purpose  of  inducing,  or 
which  is  likely  to  Induce,  directly  or  indi- 
rectly, the  purchase  in  commerce,  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  of  said  prepara- 
tion, wliich  advertisement  contains  any 
of  the  representations  prohibited  In 
paragraph  (1)  hereof  or  which  fails  to 
comply  with  the  affirmative  requirements 
set  forth  In  paragraph  (2)  hereof. 

It  is  further  ordered,  That  the  re- 
spondent shall,  within  sixty  (60)  days 
after  service  upon  him  of  this  order,  file 
with  the  Commission  a  report  in  writing 
setting  forth  In  detail  the  manner  and 
form  in  which  he  has  complied  with  this 
order. 


By  the  Commission. 
[seal] 


DC.  Daniel, 
Secretary. 


|F.    R.    Doc.    49-3979;    Filed.    May    18.    1049; 
8:48  a.  m.l 


TITLE    26— INTERNAL    REVENUE 

Chapter  I — Bureau  of  Internal  Reve- 
nue, Department  of  the  Treasury 

Subchapter  B— Estate  end  Gift  Toxet 
(T.  D.  5699] 

Part  81— Estate  Tax  Under  Chapter  3 
OF  the  Internal  Revenue  Code,  as 
Amended 

miscellaneous  amendments 

On  November  6,  1948,  notice  of  prol 
posed  rule-making,  regarding  the  estate 
tax  provisions  of  the  Revenue  Act  of 
1948.  enacted  April  2.  1948.  and  Publi^ 
Law  869,  80th  Congress,  approved  July 
1.  1948.  was  published  in  the  Federal 
Register  <13  F.  R.  6564 ».  After  con- 
sideration of  all  such  relevant  matter  as 
was  presented  by  interested  persons  re- 
garding the  rules  proposed,  the  amend- 
ments to  Regulations  105  (26  CFR.  Part 
81)  set  forth  below  are  hereby  adopted. 
Such  amendments  are  necessary  in  or- 
der to  conform  such  regulations  to  the 
Revenue  Act  of  1948  and  Public  Law  869, 
80th  Congress. 

Paragraph  1.  Section  81  2.  as  amended 
by  Treasury  Decision  5239,  approved 
March  10,  1943,  is  further  amended  by 
striking  out  the  next  to  the  last  sentence. 

Par.  2.  There  is  in.serted  immediately 
preceding  §  81.8  tho  follcwirg: 
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Bec  363.  Curorr  for  Out  Tax.  (Revenue 
Act  of  1948;  enacted  April  2.  1948) 
(B)  Section  813  (a)  (2)  (A)  of  the  Inter- 
nal Revenue  Code  (relating  to  credit  for  gift 
tax)  is  hereby  amended  by  Inserting  before 
the  period  at  the  end  thereof  the  following: 
"reduced  by  the  aggregate  amount  of  the 
deductions  allowed  under  subsections  (d) 
and  (e)  of  section  812".  oia^a^ 

(b)  Subparagraph  (B)  of  section  813  (a) 
(2)  of  the  Internal  Revenue  Code  (relating 
to  credit  for  gift  tax)  Is  hereby  amended 
to  read  as  follows: 

(B)  In  applying,  with  respect  to  any  gift, 
the  ratio  stated  In  subparagraph  (A),  the 
value  at  the  time  of  the  gift  or  at  the  time  of 
the  death,  referred  to  In  such  ratio,  shall  be 
reduced ; 

<1(  By  such  amount  as  will  properly  re- 
flect the  amount  of  such  gift  which  was  ex- 
cluded in  determining  (for  the  purposes  of 
section  1003  (a),  or  of  section  5(M  (a)  of 
the  Revenue  Act  of  1932)  the  total  amount  of 
gifts  made  during  the  year  In  which  the  gilt 
was  made; 

(11)  If  a  deduction  with  respect  to  such 
Blft  Is  allowed  under  section  812  (e)  (the 
so-called  •marital  deduction")— then  by  an 
amount  which  bears  the  same  ratio  to  such 
value  (reduced  as  provided  In  clause  (1)  of 
this  subparagraph )  as  the  aggregate  amount 
of  the  marital  deductions  allowed  under  sec- 
tion 812  (e^  bears  to  the  aggregate  amount 
of  such  marital  deductions  computed  with- 
out regard  to  subparagraph  (H)  of  section 
812  (e)   (1):  and 

(Un  If  a  deduction  with  respect  to  such 
Rift  is  allowed  under  section  812  (d)  (the 
so-called  "charitable  deduction")— then  by 
the  amount  of  such  value,  reduced  as  pro- 
vided in  clause  (li   of  this  subparagraph. 

(C)  Where  the  decedent  was  the  donor  of 
the  gift  but.  under  the  provisions  of  section 
1000  (f).  the  gift  was  considered  as  made 
one-half  by  his  spouse: 

(I)  The  term  "the  amount  of  the  tax  paid 
under  chapter  4".  as  used  in  subparagraph 
(A)  of  this  paragraph.  Includes  the  amounts 
paid  with  respect  to  each  half  of  such  gift. 
the  amount  paid  with  respect  to  each  being 
computed  In  the  manner  provided  In  sub- 
paragraph (D):  and 

(II)  In  applying,  with  respect  to  such  gift. 
the  ratio  stated  In  subparagraph  (A)  of  this 
paragraph,  the  value  at  the  time  of  the  gift 
or  at  the  time  of  the  death,  referred  to  In 
such  ratio.  Includes  such  value  with  rebi>ect 
to  each  half  of  such  gift,  each  such  value  be- 
ing reduced  as  provided  In  clause  (I)  of  sob- 
paragraph  (B)  of  this  paragraph. 

(D)  (I)  For  the  purposes  of  subparagraph 
(A)  the  amount  of  tax  paid  under  chaptet. 
4  or  under  Title  III  of  the  Revenue  Act  of 
1932  with  respect  to  any  gift  shall  be  an 
amount  which  bears  the  same  ratio  to  the 
total  tax  paid  for  the  year  In  which  the  gift 
was  made  as  the  amount  of  such  gift  bears 
to  the  total  amount  of  net  gifts  (computed 
without  deduction  of  the  specific  exemption) 
for  such  year. 

(ID  For  the  purposes  of  clause  (l)  tne 
"amount  of  such  gift"  shall  tie  the  amount 
Included  with  respect  to  such  gift  In  de- 
termining (for  the  purpose  of  section  1003 
(a)  or  of  section  504  (a)  of  the  Revenue  Act 
of  1932)  the  total  amount  of  gifts  made 
during  such  year,  reduced  by  the  amount  of 
any  deduction  allowed  with  respect  to  such 
gift  under  section  1004  (a)  (2).  or  under  sec- 
tlon  505  (a)  (2)  of  the  Revenue  Act  of  1932 
(the  so-called  "charitable  deduction"),  or 
under  section  1004  (a)  (3)  (the  so-called 
"marital  deduction"). 

(c)  section  938  (b)  (1)  of  the  Internal 
Revenue  Code  (relating  to  credit  for  gift  tax) 
Is  hereby  amended  by  Inserting  alter  the 
words  "entire  gross  estate"  in  clause  (A) 
thereof  the  following:  "reduced  by  the  ag- 
gregate amount  of  the  deductions  allowed 
under  subsections  (d)  and  (e)  of  tectloa 
812." 
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(d)  Paragraph  (2)  of  section  938  (b)  of 
the  Internal  Revenue  Code  (relating  to  credit 
for  gift  tax)  U  hereby  amended  to  read  as 
follows : 

(2)  In  applying,  with  respect  to  any  gift, 
the  ratio  stated  in  clause  (A)  of  paragraph 
(1).  the  value  at  the  time  of  the  gift  or  at 
the'  time  of  the  death,  referred  to  In  such 
ratio,  shall  be  reduced: 

(A)  By  such  amount  as  will  properly  re- 
flect the  amount  of  such  gift  which  was  ex- 
cluded In  determlnlnK  (for  the  :;urpo8es  of 
section  1003  (a),  or  of  section  504  (a)  of  the 
Revenue  Act  of  1932)  the  total  amount  of 
gifts  made  during  the  ycy  In  which  the  gift 
was  made; 

(B)  If  a  deduction  with  respect  to  such 
gift  Is  allowed  under  section  812  (e)  (the  so- 
called  -marital  deduction")— then  by  an 
amount  which  bears  the  same  ratio  to  such 
value  (reduced  as  provided  In  subparagraph 
(A)  of  this  paragraph)  as  the  aggregate 
amount  of  the  marital  deductions  allowed 
under  section  812  (e)  bears  to  the  aggregate 
amount  of  such  marital  deductions  com- 
puted without  regard  to  subparagraph  (H) 
of  section  812    (e)    (1):    and 

(C)  If  a  deduction  with  respect  to  such 
gift  is  allowed  under  section  812  (d)  (the 
so-called  "charitable  deduction")— then  by 
the  amount  of  such  value,  reduced  as  pro- 
vided in  subparagraph  (A)  of  this  para- 
graph. 

(3)  Where  the  decedent  was  the  donor  of 
the  gift  but.  under  the  provisions  of  section 
1000  (f).  the  gift  was  considered  as  made 
one-half  by  his  spouse: 

(A)  The  term  "the  amount  of  the  tax 
paid  under  chapter  4".  as  used  in  paragraph 
(1)  of  this  subsection,  includes  the  amounts 
paid  with  respect  to  each  half  of  such  gift,  the 
amount  paid  with  respect  to  each  being  com- 
puted In  the  manner  provided  In  paragraph 
(4):  and 

(B)  In  applying,  with  respect  to  such  gift, 
the  ratio  stated  In  clause  (A)  of  paragraph 
(1)  the  value  at  the  time  of  the  gift  or  at 
the'  time  of  the  death,  referred  to  In  such 
ratio,  includes  such  value  with  respect  to  each 
half  of  such  gift,  each  such  value  being  re- 
duced as  provided  In  subparagraph  (A)  of 
paragraph  (2).  ^ 

(4)  (A)  For  the  purposes  of  paragraph  (1). 
the  amount  of  tax  paid  under  chapter  4.  or 
under  Title  III  of  the  Revenue  Act  of  1932. 
with  respect  to  any  gift  shall  be  an  amount 
which  bears  the  same  ratio  to  the  total  tax 
paid  for  the  year  in  which  the  gift  was  made 
as  the  amount  of  such  gift  bears  to  the  total 
amount  of  net  gifts  (computed  without  de- 
duction of  the  specific  exemption)  for  such 
year. 

(B)  For  the  purposes  of  subparagraph  (A) 
the  "amount  of  such  gift"  shall  be  the 
amount  Included  with  respect  to  such  gift  In 
determining  (for  the  purposes  of  section  1003 
(a),  or  of  section  504  (a)  of  the  Revenue  Act 
of  1932)  the  total  amount  of  gifts  made  dur- 
ing such  year,  reduced  by  the  amount  of  any 
deduction  allowed  with  respect  to  such  gift 
under  section  1004  (a)  (2).  or  under  section 
505  (a)  (2)  of  the  Revenue  Act  of  1932  (the 
so-called  "charitable  deduction",  or  under 
section  1004  (a)  (3)  (the  so-called  "marital 
deduction"). 

(e)  The  amendments  made  by  this  section 
shall  be  applicable  only  with  re.spect  to  the 
estates  of  decedents  dying  after  December  31. 
1947. 


Par.  3.  Section  81.8.  as  amended  by 
Treasury  Decision  5239.  Is  further 
amended  to  read  as  follows: 


5  81.8  Credit  for  gift  tax—isi)  Priority 
of  credits.  If  the  decedent  died  after  Oc- 
tober 21.  1942.  the  credits  authorized 
again.'^l  the  basic  estate  tax  impo.sed  by 
section  810  or  section  860  are  to  be  de- 
duct rd  in  the  following  order:  (1)  The 
credil  for  estate,  inheritance,  legacy,  or 


succession  taxes  under  5  81.9.  (2)  the 
credit  for  gift  tax  under  paragraph  (b) 
of  this  section,  and.  (3)  the  credit  for  gift 
tax  under  paragraph  (c)  of  this  .section. 
If  the  decedent  died  on  or  before  October 
21  1942.  such  credits  are  to  be  deducted 
in  the  following  order:  (1)  The  credit 
for  gift  tnx  under  paragraph  (b)  of  this 
section  <2)  the  credit  for  gift  tax  under 
paragraph  (O  of  this  section,  and.  (3' 
the  credit  for  estate,  inheritance,  legacy, 
or  succession  taxes  under  §  81.9. 

(b)  Credit  for  gift  tax  paid  under  Reve- 
nue Act  of  1924.    Credit  against  the  basic 
estate  tax  Imposed  by  section  810  or  sec- 
tion  860  is  authorized  by  section  813  (a) 
(1)  for  gift  tax  paid  under  the  Revenue 
Act  of  1924  In  respect  of  property  in- 
cluded in  the  gross  estate.    If  the  dece- 
dent died  on  or  before  October  21.  1942. 
such   credit   may   not   exceed   the   total 
amount  of  the  brsic  esUte  tax;  If  the  de- 
cedent died  after  such  date,  such  credit 
may  not  exceed  the  amount  of  such  es- 
tate tax  after  deduction  of  the  credit 
allowed.  If  any.  for  estate.  Inheritance, 
legacy,  or  succession  taxes  paid  to  any 
State    or    Territory,    po.ssession    of    the 
United   States,   or   the  District   of  Co- 
lumbia.    <See  §  81.9.  >     No  credit  for  gift 
tax  paid  under  the  Revenue  Act  of  1924 
is  allowable  against  the  additional  estate 
tax  Imposed  by  section  935. 

If  only  a  part  of  the  property  included 
for  the  purpose  of  the  gift  tax  imposed 
for  a  certain  calendar  year  under  the 
Revenue  Act  of  1924  is  also  Included  in 
the  decedent's  gross  estate  for  the  pur- 
pose of  the  estate  tax.  the  gift  tax  paid 
In  respect  of  such  part  of  the  property 
Is  an  amount  which  bears  the  same  ratio 
to  the  total  gift  tax  paid  for  such  calen- 
dar year  as  the  value  of  such  part  of 
the  property  bears  to  the  total  amount 
of  gifts  included  for  the  purpose  of  the 
gift  tax  imposed  for  such  year.  For  the 
purpose  of  computing  this  proportion, 
the  values  finally  determined  for  the  pur- 
pose of  the  gift  tax  will  control. 

(c>  Credit  for  gift  tax  paid  under 
chapter  4  of  the  Internal  Revenue  Code 
or  under  the  Revenue  Act  of  1933— <1) 
In  general.  Credit  against  both  the 
basic  estate  tax  Imposed  by  section  810 
or  section  860  and  the  additional  estate 
tax  imposed  by  section  935  Ls  authorized 
by  sections  813  (a)  <2>  and  936  <b)  for 
gift  tax  paid  under  chapter  4  of  the  CoCe 
or  under  the  Revenue  Act  of  1932  in  re- 
spect of  property  included  in  the  gross 
cstfiitc 

The  credit  Is  allowable  even  though 
the  gift  tax  Is  paid  by  the  executor  after 
the  decedent's  death  and  the  amount  of 
the  gift  tax  is  deductible  from  the  gross 
estate  as  a  debt  of  the  decedent. 

The  credit  under  this  paragraph  in  re- 
spect of  any  gift.included  in  the  gross 
estate  Is  limited  to  the  smaller  of  the 
following  amounts: 

(I)  The  amount  of  gift  tax  paid  In  re- 
spect of  such  gift,  computed  as  set  forth 
under  subparagraph  (2)  of  thla  para- 
graph. 

(II)  The  amount  of  the  basic  and  ad- 
ditional estate  taxes  attributable  to  sucn 
gift,  computed  as  set  forth  under  suD- 
paracraph  (3)  of  this  paragraph. 

Where  more  than  one  gift  is  includea 
in  the  gross  estate  of  a  decedent  dying 
af  .er  Dscember  31, 1947,  a  separate  com- 
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that  the  gift  should  be  considered  as 
made  one-half  by  him  and  one-half  by 
his  wife.  Assume  that  the  property  is 
thereafter  Included  in  the  donor's  gross 
estate  for  the  purpose  of  the  estate  tax. 
Under  the  "first  limitation"  the  amount 
of  the  gift  tax  of  the  donor  paid  with 
respect  to  the  half  of  the  gift  considered 
as  made  by  him  is  determined  to  be 
$11,250.  and  the  amount  of  the  gift  tax 
of  his  wife  paid  with  respect  to  the  half 
of  the  fiift  considered  as  made  by  her  is 
determined  to  be  $1,200.  Under  the 
"second  limitation"  the  amount  of  estate 
tax  attributable  to  the  property  Is  de- 
termined to  be  $28,914.  The  credit  al- 
lowed ($11,250  plus  $1,200)  is  $12,450. 

(5)   Allocation  of  credit.    The  amount- 
computed  under  the  lower  of  the  two 
limitations  Is  the  total  credit  authorized 
with  respect  to  the  gift   against  both 
the  basic  and  additional  estate  taxes. 
The  amount  of  such  credit  authorized 
against  the  basic  estate  tax  Is  the  lower 
of  (i)  the  amount  computed  under  the 
"first  limitation"  and   Ui)   the  amount 
of  the  basic  estate  tax  attributable  to 
the  gift,  computed  in  the  manner  de- 
scribed under  the  "second   limitation". 
The  amount  of  such  credit  authorized 
against  the  additional  estate  tax  is  the 
lower  of  <a)  the  amount  computed  un- 
der the  "first  limitation"  less  the  credit 
allowed  against  the  basic  estate  tax  and 
(b)  the  amount  of  the  additional  estate 
tax  attributable  to  the  gift,  computed  in 
the  manner  described  under  the  "second 
limitation". 

Par.  4.    There  is  inserted  immediately 
preceding  §  81.10  the  following: 

8«c.  364.     Optional    Valuation.       (Revenue 
Act  of  1948;  enacted  April  2.  1948) 

(a)   The  last  sentence  of  section  811    (]) 
of  the  Internal  Revenue  Code    (relating  to 
optional  valuation)    Is  hereby  amended  to 
read  as  follows:  In  case  of  an  election  made 
by  the  executor  under  this  subsection,  then: 

(A)  For  the  purposes  of  the  deduction 
under  section  812  (d)  or  section  861  (a)  (3). 
any  bequest,  legacy,  devise,  or  transfer 
enumerated  therein,  and 

(B)  For  the  purposes  of  the  deduction 
under  section  812  (e).  any  Interest  In  prop- 
erty passing  to  the  surviving  spouse, 

shall  be  valued  as  of  the  date  of  the  de- 
cedent's death  with  adjustment  for  any  dif- 
ference In  value  (not  due  to  mere  lapse  of 
time  or  the  occurrence  or  nonoccurrence  of 
a  contingency)  of  the  property  as  of  the  date 
one  year  after  the  decedent's  death  (substi- 
tuting, in  the  case  of  property  distributed 
by  the  executor  or  trustee,  or  sold,  exchanged, 
or  otherwise  disposed  of,  during  such  one- 
year  period,  the  date  thereof). 

(b)  The  amendment  made  by  this  section 
shall  be  applicable  only  with  respect  to 
estates  of  decedents  dying  after  December 
31,  1947. 


Par.  5.  Section  81.11  is  amended  by 
changing  the  second  sentence  of  the  third 
paragraph  from  the  end  to  read  as  fol- 
lows: "The  amount  of  any  deduction 
under  section  812  (d)  or  section  861  (a) 
(3»  with  respect  to  property  passing  to 
or  for  public,  charitable,  religious,  etc.. 
uses,  or  any  deduction  under  section  812 
(e)  with  respect  to  property  passing  to 
the  decedents  surviving  spouse,  shall  be 
determined  by  the  value  of  .such  property 
as  of  the  date  of  the  decedent's  death, 
subject,  however,  to  adjustment  for  any 
difference  in  its  value  as  of  the  date  one 
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year  after  such  death,  or  as  of  the  date 
of  its  distribution,  sale,  exchange,  or 
other  disposition,  whichever  date  first 
occurs." 

Par.  6.  There  Is  Inserted  Immediately 
after  section  401  of  the  Revenue  Act  of 
1942  (inserted  by  Treasury  Decision 
5239).  and  preceding  section  302  <c)  of 
the  Revenue  Act  of  1926  (as  originally 
enacted),  which  precede  §81.15.  the 
following: 

8ec.  351.  Repeal  or  CoMMUNrrr  Property  Es- 
tate Tax  Amendments.  (Revenue  Act  of 
1948;  enacted  AprU  3.  1948) 

(a)  Effective  with  respect  to  estates  of 
decedents  dying  after  Decfember  31,  1947.  sec- 
tions 811  (d)  (5),  811  (e)  (2)  and  811  (g)  (4) 
of  the  Internal  Revenue  Code  (relating  to 
community  property)  are  hereby  repealed. 

•  •  •  •  • 

(c)  Notwithstanding  the  repeal  of  sections 
811  (d)  (5),  811  (e)  (2).  and  811  (g)  (4) 
provided  in  sutwectlon  (a) .  the  taxes  imposed 
under  chapter  3  of  the  Internal  Revenue 
Code  upon  the  transfer  of  the  net  estate  of 
any  decedent  dying  after  December  31,  1947, 
and  on  or  before  the  date  of  the  enactment  of 
this  Act  shall  not  exceed  the  taxes  which 
would  have  been  imposed  under  such  chapter 
3  upon  such  transfer  If  this  section  had  not 
been  enacted. 

Par.  7.  Section  81.15.  as  amended  by 
Treasury  Decision  5239,  is  further 
amended  as  follows: 

(A)  By  inserting  Immediately  after 
"October  21.  1942,"  each  time  it  appears 
In  the  second  paragraph  thereof  the  fol- 
lowing: "and  on  or  before  December  31. 
1947,". 

(B)  By  inserting  at  the  end  of  such 
second  paragraph  the  following  sen- 
tence: "(With  respect  to  estates  of  dece- 
dents dying  after  December  31.  1947.  and 
on  or  before  April  2.  1948.  involving 
tran.sfers  of  community  property,  see 
§81.23.)" 

Par.  8.  There  Is  inserted  immediately 
preceding  §81.22  the  following: 

8ec.  351.  Repeal  of  Communitt  Property  Es- 
tate Tax  Amendments.  (Revenue  Act  of 
1948;  enacted  April  2,  1948) 

(a)  Effective  with  respect  to  estates  of  de- 
cedents dying  after  December  31.  1947,  sec- 
tions 811  (d)  (5),  811  (e)  (2)  and  811  (g) 
(4)  of  the  Internal  Revenue  Code  (relating 
to  community  property)  are  hereby  repealed. 

(b)  Such  section  811  (e)  Is  further 
amended — 

( 1 )  By  striking  out  of  the  heading  of  such 
subsection  the  words  "and  community":  and 

(2)  By  striking  out  of  paragraph  (1)  the 
following: 

"Joint  Interests. — ", 

(c)  Notwithstanding  the  repeal  of  sections 
811  (d)  (5).  811  (e)  (2).  and  811  (g)  (4) 
provided  In  subsection  (a) ,  the  taxes  Imposed 
under  chapter  3  of  the  Internal  Revenue  Code 
upon  the  transfer  of  the  net  estate  of  any 
decedent  dying  after  December  31.  1947.  and 
on  or  before  the  date  of  the  enactment  of 
this  Act  shall  not  exceed  the  taxes  which 
would  have  been  imposed  under  such  chapter 
3  upon  such  transfer  If  this  section  had  not 
been  enacted. 


Par.  9.  Section  81.22.  as  amended  by 
Treasury  Decision  5239.  is  further 
amended  as  follows: 

(A>  By  Inserting  Immediately  after 
"October  21.  1942."  each  time  It  appears 
In  the  last  paragraph  thereof  the  fol- 
lowing: "and  on  or  before  December  31, 
1947.". 


<B>  By  inserting  at  the  end  of  such 
last  paragraph  the  following  sentence: 
"(With  respect  to  estates  of  decedents 
dying  after  December  31.  1947,  and  on  or 
before  April  2.  1948.  involving  joint  ten- 
ancies or  tenancies  by  the  entirety  cre- 
ated by  the  transfer  of  community  prop- 
erty, see  §81.23.)" 

Par  10.  Section  81.23.  as  amended  by 
Treasury  Decision  5239.  Is  further 
amended  as  follows: 

(A)  By  inserting  immediately  after 
"October  21,  1942,"  in  the  first  sentence 
thereof  the  following:  "and  on  or  before 
December  31.  1947.". 

(B)  By  striking  out  the  last  paragraph 
and  by  inserting  in  lieu  thereof  the  fol- 
lowing paragraphs: 

§  81.23  Community  property.  •  •  • 
With  respect  to  estates  of  decedents 
dying  after  October  21.  1942.  and  on  or 
before  December  31.  1947.  see  the  pro- 
visions of  5  81.15.  §  81.22.  and  §  81.27  <b^ 
relating,  respectively,  to  the  Inclusion  of 
transfers  of  community  property  during 
life,  the  treatment  of  joint  tenancies  and 
tenancies  by  the  entirety  created  by  the 
transfer  of  community  property,  and  the 
treatment  of  Insurance  upon  the  dece- 
dent's life  held  as.  or  acquired  with,  com- 
munity property. 

In  the  case  of  a  decedent  who  died 
after  December  31.  1947,  and  on  or  be- 
fore April  2,  1948,  the  provisions  con- 
tained in  the  first  two  paragraphs  of  this 
section  and  those  provisions  of  §§81.15. 
81.22,  and  81.27  (b)  referred  to  In  the 
preceding  paragraph  may  have  a  limited 
effect.  Although  such  provisions  are  not 
applicable  for  the  purpose  of  determin- 
ing the  value  of  the  decedent's  gross  es- 
tate, the  estate  tax  payable  Is,  neverthe- 
less, not  to  exceed  the  estate  tax  which 
would  be  imposed  if  such  provisions  were 
applicable. 

Par.  11.  Section  81.24  (b)  d).  as 
amended  by  Treasury  Decision  5658,  ap-  y 
proved  October  1.  1948,  is  further 
amended  by  inserting  immediately  after 
the  second  undesignated  paragraph 
thereof  the  following  new  paragraph: 

§  81.24    Property  subject  to  power  of 
appointment  by  decedent.     •     •     • 

(b>  Estates  of  decedents  dying  after 
October  21.  1942.     •     •     * 

(1)  In  general.     •     *     * 

To  take  another  example  of  the  scope 
of  the  term  "power  of  appointment",  as- 
sume that  the  community  property  laws 
of  a  State  confer  upon  the  wife  a  power 
of  testamentary  disposition  over  prop- 
erty in  which  she  does  not  have  a  vested 
interest.  Subject  to  the  exceptions  stated 
in  subparagraphs  (2)  and  (3)  of  this 
paragraph,  such  a  power  Is  a  power  of 
appointment  and  the  property  subject 
thereto  is  Includible  In  the  wife's  gross 
estate. 

Par.  12.  There  Is  In.serted  Immediately 
preceding  §81.25  the  following: 
Sec.    351.  RXPSAL    of   Community    PROPnrT 

Estate  Tax  Amendments.     (Revenue  Act 

of  1948;  enacted  AprU  2,  1948) 

(a)  Effective  with  respect  to  estates  of 
decedents  dying  after  December  31,  1947,  sec- 
tions 811  (d)  (5),  811  (e)  (2)  and  811  (gl 
(4)  of  the  Internal  Revenue  Code  (relating 
to  community  property)  are  hereby  re- 
pealed. ' 

•  •  •  •  * 
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(c)  Notwithstanding  the  repeal  of  section* 
811  (d)  (6),  811  (e)  (2),  and  811  (g)  (4)  pro- 
vided In  subsection  (a),  the  taxes  Imposed 
under  chapter  3  of  tha  Internal  Revenue 
Code  upon  the  transfer  of  the  net  estate 
of  any  decedent,  dying  after  December  31. 
1947.  and  on  or  before  the  date  of  the  enact- 
ment of  this  Act  shall  not  exceed  the  taxes 
which  would  have  been  Imposed  under  such 
chapter  3  upon  such  transfer  if  this  section 
had  not  been  enacted. 

Par.  13.  Section  81.26  is  amended  by 
in.serting  at  the  end  thereof  the  follow- 
ing: 

§  81.26  Insurance  in  favor  of  the 
estate.  *  *  •  Where  the  proceeds  of 
in.surance  made  payable  to  the  decedent's 
estate  are  community  assets  under  the 
local  community  property  law.  as  a  re- 
sult of  which  one-half  of  such  proceeds 
belongs  to  the  decedent's  spouse,  then 
only  one-half  of  such  Insurance  Is  con- 
sidered to  be  receivable  by  the  executor 
within  the  meaning  of  section  811  (g) 
(1). 

Pah.  14.  Section  81.27.  as  amended 
by  Treasury  Decision  5239.  Is  further 
amended  as  follows: 

(A)  By  striking  out  "this  subsection" 
and  "subsection  (a)"  wherever  they  ap- 
pear la,  such  section  and  by  Inserting  In 
lieu  thereof  "this  paragraph"  and 
"paragraph  (a)". 

(B)  By  changing  the  heading  and  first 
sentence  of  paragraph  (a)  to  read  as  fol- 
lows: 

I  81.27  Insurance  receivable  by  other 
beneficiaries— (.bl)  In  case  of  decedent 
dying  after  December  31, 1947.  The  reg- 
ulations prescribed  under  this  paragraph 
(except  as  otherwise  Indicated  in  this 
section)  are  applicable  only  in  the  case 
of  decedents  who  died  after  December 
31,  1947. 

<C)  By  changing  the  third  undesig- 
nated paragraph  of  paragraph  (a) 
(which  undesignated  paragraph,  prior  to 
the  amendment  made  by  (A) .  began  with 
the  words  "For  the  purposes  of  this  para- 
graph") to  read  as  follows: 

For  the  purposes  of  this  paragraph, 
where  premiums  or  other  consideration 
arc  paid  with  property  held  as  commu- 
nity property  by  the  decedent  and  his 
spouse,  the  decedent  shall  (in  the  ab- 
sence of  additional  circumstances  show- 
ing payment  indirectly  by  the  decedent) 
be  deemed  to  have  paid  only  one-half 
of  .such  premiums  or  other  consideration 
The  general  rule  stated  In  the  preceding 
sentence  Is  not  applicable  unless  the 
decedent  and  his  spouse  had  equal  and 
existing  Interests  in  the  community 
property  used  in  the  payment  of  the  pre- 
miums or  other  consideration.  An  exam- 
ple of  additional  circumstances  showing 
payment  Indirectly  by  the  decedent 
Which  will  render  inapplicable  the  gen- 
eral rule  Is  a  transfer  of  property  by  the 
aecc(ient  to  the  community  for  the  pur- 
Pose  of  purchasing  the  Insurance. 

(D)  By  striking  from  paragraph  (a) 
ine  last  sentence  of  the  sixth  undesig- 
nated paragraph  (which  paragraph  be- 
8in.s  with  the  words  "For  the  purposes 

Of(l)"). 

'E)  By  changing  the  third  sentence 
or  the  last  und?.signated  paragraph  of 
Paracraph  (a)  to  read  as  follows:  "For 
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examples  of  'Incidents  of  ownership*  see 
paragraph  (c)  of  this  section." 

(P)  By  Inserting  at  the  end  of  para- 
graph (a)  the  following: 

In  determining  whether  the  decedent 
possessed  an  Incident  of  ownership  in  a 
policy  or  In  any  part  of  a  policy,  regard 
must  be  given  to  the  effect  of  the  State 
or  other  applicable  law  upon  the  terms 
of  the  policy.  As  an  example,  assume 
that  the  decedent  purcha.sed  a  policy  of 
Insurance  on  his  life  with  funds  held  by 
him  and  his  surviving  wife  as  community 
property,  designating  their  son  as  bene- 
ficiary but  retaining  the  right  to  sur- 
render the  policy.  Under  the  local  law. 
the  proceeds  upon  surrender  would  have 
inured  to  the  marital  community,  and  the 
wife's  transfer  of  her  one-half  Interest 
in  the  policy  was  not  considered  absolute 
prior  to  the  decedent's  death.  Upon  the 
wife's  prior  death,  one-half  of  the  value 
of  the  pohcy  would  have  been  Included 
In  her  gross  estate.  Under  these  circum- 
stances, the  power  of  surrender  possessed 
by  the  decedent  as  agent  for  his  wife 
with  respect  to  one-half  of  the  policy  Is 
not.  for  the  purposes  of  this  paragraph, 
considered  an  "incident  of  ownership", 
and  the  decedent  is.  therefore,  deemed  to 
possess  an  incident  of  ownership  In  only 
one-half  of  the  policy. 

With  re^ct  to  estates  of  decedents 
dying  after  December  31.  1947.  and  on  or 
before  April  2.  1948.  Involving  Insurance 
held  as  community  property  by  the  de- 
cedent and  spouse,  or  acquired  with 
property  so  held,  see  §  81.23. 

(b>   In  case  of  decedent  dying  after 
October  21.  1942.  and  on  or  before  De- 
cember 31.  1947.     The  regulations  pre- 
scribed under  this  paragraph  (except  sis 
otherwise  indicated  In  this  section)  are 
applicable  only  In  the  case  of  decedents 
who  died  after  October  21.  1942.  and  on 
or  before  December  31.  1947.     In  such 
cases,  the  regulations  prescribed  under 
paragraph  (a)  of  this  section  with  re- 
spect to  estates  of  decedents  dying  after 
December  31.  1947,  are  also  applicable 
(except  to  the  extent  Inconsistent  with 
this  paragraph).     For  the  purposes  of 
this  paragraph,  premiums  or  other  con- 
sideration paid  with  property  held  as 
community  property  by  the  Insured  and 
spouse  under  the  law  of  any  State.  Ter- 
ritory, or  po.ssession  of  the  United  States. 
or  any  foreign  country,  shall  be  con- 
sidered to  have  been  paid  by  the  Insured, 
except   such   part   thereof   as   may   be 
shown  to  have  been  received  as  compen- 
sation   for    personal    services    actually 
rendered  by  the  decedent's  spouse  or  de- 
rived originally  from  such  compensation 
or    from    separate    property    of    such 
spouse.    With  respect  to  the  meaning  of 
property  derived  originally  from  such 
compensation  or  from  .separate  property 
of   the   decedent's   spouse,   see    §  81.23. 
Section  811    (g)    (4)    provides  that  the 
term  "incidents  of  ownership"  Includes 
Incidents  of  ownership  possessed  by  the 
decedent  as  manager  of  the  community 
where  the  Insurance  policy  is  property 
held  as  community  property  by  the  de- 
cedent and  spouse. 

(G)  By  striking  out  the  heading  and 
first  sentence  of  the  original  paragraph 
(b>  and  by  Inserting  in  lieu  thereof  tht 
following  1 
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(c)  In  case  of  decedent  dying  on  or 
before  October  21. 1942.  The  regulations 
prescribed  under  this  paragraph  (except 
as  otherwise  Indicated  In  this  section) 
are  applicable  only  in  the  case  of  dece- 
dents who  died  on  or  before  October  21. 
1942. 

Par.  15.  There  is  inserted  Immediately 
preceding  §  81.41  the  following: 
Sec.  362.  Property  Previously  Taxed.     (Rev- 
enue Act  of  1948;  Enacted  April  2.  1948) 

(a)  Section  812  (c)  of  the  Internal  Reve- 
nue Code  (relating  to  the  deduction  for  prop- 
erty previously  taxed)  Is  hereby  amended 
by  adding  after  the  first  paragraph  two  new 
paragraphs  to  read  as  follows: 

The  following  property  shall  not.  for  the 
purposes  of  this  subsection,  be  considered  as 
property  with  respect  to  which  a  deduction 
may  be  allowed:  (A)  property  received  from 
a  prior  decedent  who  died  after  December 
31.  1947.  and  was  at  the  time  of  such  death 
the  decedent's  spouse.  (B)  property  received 
by  girt  after  the  date  of  the  enactment  of 
the  Revenue  Act  of  1948  from  a  donor  who 
at  the  time  of  the  gift  was  the  decedent's 
spouse,  and  (C)  property  acquired  in  ex- 
change for  property  described  In  clau.se  (A) 
or  (B). 

Where,  under  the  provisions  of  section  1000 
(f),  a  gift  received  by  the  decedent  was  con- 
sidered as  made  one-half  by  the  donor  and 
one-half  by  the  donor's  spouse,  one-half  of 
the  gift  shall  be  considered  as  received  by 
the  decedent  from  each  such  spouse. 

(b)  Section  812  (c)  Is  further  amended  by 
striking  out  "subsections  (a)  and  (d)"  and 
inserting  in  lieu  thereof  "subsections  (a), 
(d).  and  (e)". 

Par.  16.  Section  81.41,  as  amended  by 
Treasury  Decision  5239,  and  by  Treasury 
Decision  5408,  approved  October  14,  1944. 
Is  further  amended  as  follows: 

(A)  By  Inserting  at  the  end  of  para- 
graph (a)  (4)  the  following  sentence: 
"Where,  under  the  provioions  of  section 
1000  (f  >.  a  gift  received  by  the  decedent 
was  considered  as  made  one-half  by  the 
donor  and  one-half  by  the  donor's  spouse, 
the  deduction  may  not  be  taken  in  re- 
spect of  the  half  of  the  gift  considered 
as  made  by  the  donor  unless  a  gift  tax 
was  paid  by  or  on  behalf  of  the  donor, 
nor  in  respect  of  the  half  of  the  gift 
considered  as  made  by  the  donor's  spouse 
unless  a  gift  tax  was  paid  by  or  on  behalf 
of  such  spouse. 

<B)   By   Inserting    immediately   after 
paragraph  (a)  (5)  the  following: 

(6)  The  property  (or  property  given 
in  exchange  therefor)  must  not  have 
been  received  (by  gift  or  otherwise)  from 
a  prior  decedent  who  died  after  Decem- 
31,  1947,  and  was  at  the  time  of  such 
death  the  decedent's  spouse,  and  must 
not  have  been  received  by  gift  after  April 
2,  1948,  from  a  donor  who  at  the  time 
of  the  gift  was  the  decedent's  spouse. 
This  rule,  added  by  section  362  of  the 
Revenue  Act  of  1948.  Is  effective  even 
though  the  decedent  (surviving  spouse) 
died  after  December  31,  1947,  and  on  or 
before  April  2.  1948;  but  the  estate  tax 
payable  by  the  estate  of  such  spouse  is. 
nevertheless,  not  to  exceed  the  estate  tax 
which  would  have  been  imposed  if  the 
Revenue  Act  of  1948  had  not  been 
enacted. 

(C)  By  striking  from  the  second  sen- 
tence of  paragraph  (b)  (3)  "subsections 
(a)  and  (d)"  and  by  inserting  In  lieu 
thereof  the  following:  "subsections  (a), 
(d).  and  (e>". 
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(D)  By  Inserting  In  the  next  to  the  last 
paragraph,  immediately  after  that  sen- 
tence thereof  which  reads  in  part  '•Sec- 
ond- The  balance  of  $12.800".  the  fol- 
lowing sentence:  "(The  deduction  under 
section  812  (e)  is  not  involved  in  this 
example.)" 

Pa«     17.    There    Is    Inserted    imme- 
diately after  5  81.47  the  following: 
DB)tjCTioi«s-B»JOMTS.    Etc..    to    8u«vivino 
Spousk 


Swc.   812.     (Part    n,    Subchapter    A)    Nrr 

For  the  purpose  of  the  tax  the  value  of  the 
net  estate  shall  be  determined.  In  the  case 
of  a  citizen  or  resident  of  the  United  States 
by  deducting  from  the  value  of  the  gross 
estate : 

•  •  • 

(e)  Bequests,  etc..  to  surviving  spouse. 
(As  added  by  section  361  (a)  of  the  Revenue 
Act  of  1948,  enacted  April  2.  1948.  and 
amended  by  Public  Law  869.  80th  Congress, 
approved  July  1.  1948.)  ,  ^    ^,  ,., 

(1)  Allowance  of  marital  deduction— (A) 
In  general.  An  amount  equal  to  the  value 
of  any  interest  In  property  which  passes  or 
has  passed  from  the  decedent  to  hU  survlv- 
ina  spouse,  but  only  to  the  extent  that  such 
interest  Is  Included  In  determining  the  value 
of  the  gross  estate. 

(B)  Life  estate  or  other  terminabU  in- 
terest. Where,  upon  the  lapse  of  time,  upon 
the  occurrence  of  an  event  or  contingency. 
or  upon  the  failure  of  an  event  or  contingency 
to  occur,  such  Interest  passing  to  the  sur- 
viving spouse  will  terminate  or  fall,  no  de- 
duction shall  be  allowed  with  respect  to  such 

Interest:  ^  .  _ 

(I)  If  an  Interest  In  such  property  passes 
or  has  passed  (for  less  than  an  adequate  and 
full  consideration  In  money  or  money's 
worth)  from  the  decedent  to  any  person  other 
than  such  surviving  spouse  (or  the  estate 
of  such  spouse);  and 

(U)  If  by  reason  of  such  passing  such  per- 
.on  (or  his  heirs  or  assigns)  may  possess 
or  enjoy  any  part  of  such  property  alter 
such  termination  or  failure  of  the  Interest 
so  passing  to  the  surviving  spouse; 
and  no  deduction  shall  be  allowed  with  re- 
.pect  to  such  interest  (even  If  such  deduc- 
tion Is  not  disallowed  under  clauses  (1)  and 

^  (\llT  If  such  interest  Is  to  be  acquired  for 
the  surviving  spouse,  pursuant  to  directions 
of  the  decedent,  by  his  executor  or  by  the 
trustee  of  a  trust. 

For  the  purposes  of  this  subparagraph,  an 
interest  shall  not  be  considered  as  an  In- 
terest which  win  terminate  or  fall  merely 
because  It  Is  the  ownership  of  a  bond.  note, 
or  similar  contractual  obligation,  the  dis- 
charge of  which  would  not  have  the  effect  of 
an  annuity  for  life  or  for  a  term. 

(C)  Interest  in  unidentified  assets.  Where 
the  assets  (Included  In  the  decedent's  gross 
estate)  out  of  which,  or  the  proceeds  of 
which  an  interest  passing  to  the  surviving 
■pouse  mav  be  satisfied  Include  a  particular 
assets  or  assets  with  respect  to  which  no 
deduction  would  be  allowed  If  such  asset 
or  assets  passed  from  the  decedent  to  such 
spouse,  then  the  value  of  such  Interest  pass- 
ing to  such  spouse  shall,  for  the  purposes  of 
Bubparagraph  (A),  be  reduced  by  the  ag- 
gregate value  of  such  particular  assets. 

(D)  Interest  of  spouse  conditional  or.  rur- 
vival  for  limited  period.  For  the  purposes 
of  subparagraph  (B)  an  Interest  passing  to 
the  surviving  spouse  shall  not  be  considered 
as  an  Interest  which  will  terminate  or  fall 
upon  the  death  of  Buch  spouse  If: 

(1)  such  death  wUl  cause  a  termination  or 
failure  of  such  interest  only  If  It  occurs  with- 
in a  period  not  exceeding  six  months  after 
the  decedent  s  death,  or  only  If  it  occurs  as  a 
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result  of  a  common  disaster  resulting  In  the 
death  cf  the  decedent  and  the  survlvliig 
spouse,  or  only  11  It  occurs  In  the  case  of 
either  such  event;  and 

(11)   Such  termination  or  failure  does  not 

In  fact  occur. 

(B)  Valuation  of  interest  passing  to  tur- 
viving  spouse.  In  determining  for  the  pur- 
poses of  subparagraph  (A)  the  value  of  any 
interest  In  property  passing  to  the  surviving 
spouse  for  which  a  deduction  Is  allowed  by 
this  subsection: 

(I)  There  shall  be  taken  into  account  the 
effect  which  a  tax  imposed  by  this  chapter, 
or  any  estate,  succession,  legacy,  or  Inheri- 
tance tax.  has  upon  the  net  value  to  the 
surviving  spouse  of  such  Interest;    and 

(II)  Where  such  Interest  or  property  Is 
incumbered  In  any  manner,  or  where  the 
surviving  spouse  Incurs  any  obligation  Im- 
posed by  the  decedent  with  respect  to  the 
passing  of  such  interest,  such  Incumbrance 
or  obligation  shall  be  taken  into  account  In 
the  same  manner  as  If  the  amount  of  a  gift 
to  such  spouse  of  such  Interest  were  being 
determined. 

(F)  Trust  tcith  power  of  appointment  tn 
surviving  spouse.  In  the  case  of  an  Interest 
in  property  passing  from  the  decedent  In 
trust.  If  under  the  terms  of  the  trust  his 
surviving  spouse  is  entitled  for  lUe  to  all 
the  income  from  the  corpus  of  the  trust, 
payable  annually  or  at  more  frequent  Inter- 
vals with  power  In  the  surviving  spouse  to 
appoint  the  entire  corpus  free  of  the  trust 
(exercisable  In  favor  of  such  surviving  spouse, 
or  of  the  estate  of  such  surviving  spouse, 
or  in  favor  of  either,  whether  or  not  in  each 
case  the  power  Is  exercisable  in  favor  of 
others),  and  with  no  power  In  any  other 
person  to  appoint  any  part  of  the  corpus  to 
any  person  other  than  the  surviving  spouse: 

(I)  The  Interest  so  passing  shall,  for  the 
purposes  of  subparagraph  (A),  be  considered 
as  passing  to  the  surviving  spouse,  and 

(II)  No  part  of  the  Interest  so  passing  shall, 
for  the  purposes  of  subparagraph  (B)  (1). 
be  considered  as  passing  to  any  person  other 
than  the  surviving  spouse 


This  subparagraph  shall  be  applicable  only 
If  under  the  terms  of  the  trust,  such  power 
In  the  surviving  spouse  to  appoint  the  cor- 
pus, whether  exercisable  by  will  or  dur'iig 
life,  U  exercisable  by  such  spouse  alone  and  In 
all  events. 

(G)   Life  insurance  or  annuity  payments 
uiith.    power    of    appointment    in    surviving 
spouse.    In  the  case  of  an  Interest  In  prop- 
erty passing  from  the  decedent  consisting  of 
proceeds  under  a  life  Insurance,  endowment 
or  annuity  contract,  if  under  the  terms  of 
the   contract  such  proceeds   are  payable  In 
installments  or  are  held  by  the  Insurer  sub- 
ject to  an  agreement  to  pay  Interest  thereon 
(whether  the  proceeds,  upon   the   termina- 
tion of  any  Interest  payments,  are  payable 
In  a  lump  sum  or  In  annual  or  more  fre- 
quent  installments),  and  such   Installment 
or  interest  payments  are   payable  annually 
or  at  more  frequent  Intervals,  commencing 
not  later   than   thirteen   months   after   the 
decedents  death,  and  all  amounts  payable 
during  th«  life  of  the  surviving  spouse  are 
payable  only  to  such  spouse,  and  such  spouse 
has  the  power  to  appoint  all  amounts  pay- 
able   under    such    contract    (exercisable    In 
favor  of   such  surviving  spouse,  or  of  the 
*r,tate  of  such  surviving  spouse,  or  In  favor 
of  either,  whether  or  not  In  each  case  the 
power  is  exercisable  In  favor  of  others) .  with 
no  power  In  any  other  person  to  appoint  to 
any  person  other  than  the  surviving  spouse 
any  part  of  the  amounts  payable  under  such 
contract:  _^ 

(I)  such  proceeds  shall,  for  the  purposes 
of  subparagraph  (A),  be  considered  as  pass- 
ing to  the  surviving  spouse,  and 

(II)  No  part  of  such  proceeds  shall,  for 
the  purposes  of  subparagraph  (B)  <!>•  ^e 
considered  as  passing  to  any  person  other 
than  the  stirvivlng  spouse. 


Thlf  subparagraph  shall  be  applicable  only 
If  under  the  terms  of  the  contract,  such 
power  in  the  surviving  spouse  to  appoint, 
whether  exercisable  by  will  or  during  life. 
Is  exercisable  by  such  spouse  alone  and  in 

all  events.  ,   j  ^ 

(H)  Limitation  on  aggregate  of  deduc- 
tions The  aggregate  amount  of  the  deduc- 
tions allowed  under  this  paragraph  (com- 
puted  without  regard  to  this  subparagraph) 
shall  not  exceed  60  per  centum  of  the  value 
of  the  adjusted  gross  estate,  as  defined  in 
paragraph  (2). 

(3)  Computation  of  adjusted  gross  es- 
tate—(A)  General  rule.  Except  as  provided 
In  subparagraph  (B)  of  this  paragraph  the 
adjusted  gross  estate  shall,  for  the  purposes 
of  paragraph  (1)  (H).  be  computed  by  sub- 
tracting from  the  entire  value  of  the  gross 
estate  the  aggregate  amount  of  the  deduc- 
tions allowed  by  subsection  (b)  of  this  sec- 
tion. .  , 

(B)  Special  rule  in  cases  involving  com- 
munity property.  If  the  decedent  and  his 
surviving  spouse  at  any  time  held  property 
as  community  property  under  the  law  of 
any  State.  Territory,  or  possession  of  the 
United  States,  cr  of  any  foreign  country, 
then  the  adjusted  gross  estate  shall,  for  the 
purposes  of  paragraph  (1)  (H).  be  deter- 
mined by  subtracting  from  the  entire  vaUie 
of  the  gross  estate  the  sum  of : 

(I)  The  value  of  property  which  Is  at  the 
time  of  the  death  of  the  decedent  held  as 
such  community  property;   and 

(ll»  The  value  of  property  transferred  by 
the  decedent  during  his  life.  If  at  the  time 
of  such  transfer  the  property  was  held  as 
such  community  property;  and 

(Ul)  The  amount  receivable  as  insurance 
under  policies  upon  the  life  of  the  decedent 
to  the  extent  purchased  with  premiums  or 
other  consideration  paid  out  of  property  held 
as  such  community  property;  and 

(Iv)  An  amount  which  bears  the  same 
ratio  to  the  aggregate  of  the  deductions  al- 
lowed under  subsection  (b)  of  this  section 
which  the  value  of  the  property  Included  in 
the  gross  estate,  diminished  by  the  amount 
subtracted  under  clauses  (1).  (11).  and  (ill) 
of  this  Bubparagraph.  bears  to  the  entire 
value  of  the  gross  estate. 

For  the  purposes  of  clauses    (i).    (ID.  »"<! 
(Ill)    community  property    (except  property 
which  Is  considered  as  community  property 
solely  by  reason  of  the  provisions  of  subpara- 
graph (C)   of  this  paragraph)   shall  be  con- 
sidered  as   not   "held   as   such   community 
property"  as  of  any  moment  of  time.  If.  In 
case  of  the  death  of  the  decedent  at  such 
moment,  such  property  (and  not  merely  one- 
half  thereof)   would  be  or  would  have  been 
includible  In  determining  the  value  cf  this 
gross  estate  without  regard  to  the  provisions 
of  section  811   (e)    (2).    The  amount  to  be 
subtracted   under  clause    (1).    (ID.  or   •!>») 
shall  not  exceed  the  value  of  the  Interest  in 
the  property  described  therein  which  Is  in- 
cluded In  determining  the  value  of  the  gross 

(C)   Same.-  conversion  into  separate  prop- 
erty.    (1)   If  during  the  calendar  year  1942 
or  after  the  date  of  the  enactment  of  tne 
Revenue  Act  of  1948.  property  held  as  sucn 
community  property    (unless  considered  by 
reason  of  subparagraph  (B)  of  this  parapvaph 
as  not  so  held,  was  by  the  decedent  and  the 
surviving  spouse  converted,  by  o"f  J""^. 
tlon  or  a  series  of  transactions    In/o  sepa 
rate  property  of  the  decedent  and  hli^^P-^* 
(including    any    form    of    co-ownen-h.,.   by 
them),  the  separate  property  so  acqu|rcd  b, 
the  decedent  and  any  P^oP^^y  ecqjUrrd  Jt 
any  time  by  the  decedent  In  exchange  there 
for  (by  one  exchange  or  a  series  of  exchang^ 
Ehall.  for  the  purposes  of  clauses   «»>.   '"^ 
and  (Hi)  of  subparagraph  (B),  be  considered 
as  "held  as  such  community  proP<'rty 

(11)   Where  the  value  (at  the  t>me  of  su^ 
conversion!   of  the  separate  Pl^^'^^^"^^^^ 
quired  by  the  decedent  exceeded  the  i^aius 
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<at  BUCh  time)  of  the  separate  property  bo 
•oqulred  by  the  decedent's  spouse,  the  rule 
In  clause  (I)  shall  be  applied  only  with  re- 
spect to  the  same  portion  of  such  separate 
property  of  the  decedent  as  the  portion  which 
the  value  (as  of  such  time)  of  such  separate 
property  so  acquired  by  the  decedent's  spouse 
is  of  the  value  (as  of  such  time)  of  the  sepa- 
rate property  so  acquired  by  the  decedent. 

(3»  Definition.  For  the  purposes  of  this 
subsection  an  Interest  In  property  shall  be 
considered  as  passing  from  the  decedent  to 
any  person  If  and  only  If: 

(A)  Such  Interest  Is  bequeathed  or  devised 
to  such  person  by  the  decedent;  or 

(B)  Such  interest  is  inherited  by  such 
person  from  the  decedent;   or 

(C)  Such  interest  is  the  dower  or  curtesy 
Interest  (or  statutory  interest  in  lieu 
thereof)  of  such  person  as  surviving  spouse 
of  the  decedent;   or 

(D)  Such  interest  has  been  transferred  to 
such  person  by  the  decedent  at  any  time; 
or 

(E)  Such  interest  was,  at  the  time  of  the 
decedent's  death,  held  by  such  person  and 
the  decedent  (or  by  them  and  any  other 
person)  in  Joint  ownership  with  right  of 
survivorship;  or 

(F)  The  decedent  had  a  power  (either 
alone  or  In  conjunction  with  any  person) 
to  appoint  such  Interest  and  if  he  appoints 
or  has  appointed  such  Interest  to  such  per- 
son, or  if  such  person  takes  such  Interest 
In  default  upon  the  release  or  nonexerclse 
of  such  power;  or 

(O)  Such  Interest  consists  of  proceeds  of 
Insurance  upon  the  life  of  the  decedent  re- 
ceivable by  such  person. 

Except  as  provided  in  subparagraph  (F)  or 
(G)  of  paragraph  (1).  where  at  the  time  of 
the  decedent's  death  it  is  not  possible  to 
ascertain  the  particular  person  or  persons 
to  whom  an  interest  In  property  may  pass 
from  the  decedent,  such  interest  shall,  for 
the  purposes  of  clauses  (I)  and  (11)  of  sub- 
paragraph (B)  of  paragraph  (1).  be  con- 
sidered as  passing  from  the  decedent  to  a 
person  other  than  the  surviving  spouse. 

(4)  Disclaimers — (A)  By  surviving  spouse. 
It  under  this  subsection  an  Interest  would. 
In  the  absence  of  a  disclaimer  by  the  sur- 
viving spouse,  be  considered  as  passing  from 
the  decedent  to  such  spouse,  and  if  a  dis- 
claimer of  such  Interest  is  made  by  such 
•pouse.  then  such  interest  shall,  for  the 
purposes  of  this  subsection,  be  considered  as  ' 
passing  to  the  person  or  persons  entitled  to 
receive  such  interest  as  a  result  of  the 
di.sclnlmer. 

(B)  Disclaimer  by  any  other  person.  If 
under  this  subsection  an  interest  would.  In 
the  absence  of  a  disclaimer  by  any  person 
other  than  the  surviving  spouse,  be  con- 
sidered as  passing  from  the  decedent  to  such 
person,  and  If  a  disclaimer  of  such  Interest 
Is  made  by  such  person  and  as  a  result  of 
such  disclaimer  the  surviving  spouse  Is  en- 
titled to  receive  such  Interest,  then  such 
Interest  shall,  for  the  purposes  of  this  sub- 
section, be  considered  as  passing,  not  to  the 
surviving  spouse,  but  to  the  person  who 
made  the  disclaimer,  in  the  same  manner 
as  if  the  disclaimer  had  not  been  made. 

Sfx'   361.  Marjtal  Deduction.     (Revenue  Act 
of  1948,  enacted  April  2,  1948) 

*  •  •  •  • 

(b)  The  amendment  made  by  subsection 
(a  I  of  this  section  shall  be  applicable  only 
with  respect  to  estates  of  decedents  dying 
after  December  31.  1947. 

Joint  REsonrrioN.  (Public  Law  869,  Eigh- 
tieth Congress,  Second  Session,  approved 
July  1.  1948) 

•  •  •  •  • 

8tc.  2.  The  amendment  made  by  this 
Joint  reseolutlo'i  shall  be  applicable  with 
respect  to  estates  of  decedents  dying  after 
i>?cem':er  31.  19<17. 

No.  96 2 
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B  81.47a  Bequests,  etc.,  to  surviving 
spouse — (a)  Allowance  of  marital  de- 
duction. In  the  case  of  the  estate  of  a 
citizen  or  resident  of  the  United  States 
dying  after  Etecember  31. 1947.  there  may 
be  deducted  the  value  of  any  property  in- 
terest (except  as  otherwise  provided  in 
55  81.47b  and  81.47d)  which  passed  from 
the  decedent  to  his  surviving  spouse. 
Such  deduction  Is  hereinafter  referred 
as  the  "marital  deduction".  The  mari- 
tal deduction  is  generally  not  available 
In  case  the  decedent's  gross  estate  con- 
sists exclusively  of  property  held  by  him 
and  his  surviving  spouse  as  community 
property  under  the  law  of  any  State.  Ter- 
ritory, or  possession  of  the  United  States. 
or  any  foreign  country.  (See  5  81.47d.) 
The  Internal  Revenue  Code  does  not  au- 
thorize a  marital  deduction  in  the  case 
of  the  estate  of  a  nonresident  not  a  citi- 
zen of  the  United  States.  However,  if 
the  decedent  was  a  citizen  or  resident,  his 
estate  is  not  deprived  of  the  right  to  the 
marital  deduction  by  reason  of  the  fact 
that  his  surviving  spouse  was  a  nonresi- 
dent not  a  citizen. 

In  order  to  obtain  the  marital  deduc- 
tion with  respect  to  any  property  Interest 
the  executor  must  establish  the  following 
facts : 

(1)  That  the  decedent  was  survived  by 
hLs  spouse; 

'2)  That  such  property  Interest  passed 

from  the  decedent  to  such  spouse  (see 

paragraphs  (b)  to  (g),  of  this  section); 

(3»  That  such  property  interest  is  a 

"deductible  interest"  (see  S  81.47b) ; 

<4>  The  value  of  such  property  inter- 
est (see  5  81.47c) ;  and 

(5)  The  value  of  the  "adjusted  gross 
estate"  (see  5  81.47d). 

Where  the  order  of  deaths  of  the  de- 
cedent and  his  spouse  cannot  be  estab- 
lished by  proof,  a  presumption  (whether 
supplied  by  local  law.  the  decedent's  will, 
or  otherwise)  that  the  decedent  was  sur- 
vived by  his  spou.se  will  be  recognized  as 
satisfying  requirement   (1)   only  to  the 
,  extent  that  It  has  the  effect  of  giving 
to  such  spoase  an  Interest  In  property 
Includible  in  her  gross  estate  under  sec- 
tion 811.    Under  such  circumstances.  If 
an  estate  tax  return  Is  required  to  be 
filed   for  the  estate  of  the  decedent's 
spouse,  the  marital  deduction  will  not  be 
allowed  in  the  final  audit  of  the  estate  tax 
return  of  the  decedent's  estate  with  re- 
spect to  any  property  Interest  which  has 
not  been  finally  determined  to  be  in- 
cludible in  the  gross  estate  of  his  sjwuse. 
For  convenience  the  surviving  spouse 
is  generally  referred  to  In  the  feminine 
gender,  but  If  the  decedent  Is  a  woman 
the  reference  is  to  her  surviving  husband, 
(b)  Definitions— (I)  Passed  from  the 
decedent.    As  ased  In  this  and  the  three 
succeeding     sections,     the     expressions 
"passed  from  the  decedent",  "passed  from 
the  decedent  to  his  surviving  spouse", 
and  "pas-sed   from   the  decedent   to  a 
person  other  than  his  surviving  spouse", 
have  the  meanings  stated  In  this  para- 
graph.   Except  as  otherwise  Indicated  In 
subparagraphs  (2)  and  (3)  of  this  para- 
graph, the  following  rules  are  applicable 
in  determining  the  person  to  whom  any 
property  Interest  "passed  from  the  de- 
cedent": 

(0  Property  interests  devolving  upon 
any  person    (or  persons)    as  surviving 
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coowner  with  the  decedent  under  any 
Joint  ownership  wherein  the  right  cf 
survivorship  existed  are  considered  as 
having  passed  from  the  decedent  to 
such  person  (or  persons). 

(II )  Property  Interests  at  any  time  sub- 
ject to  decedent's  power  to  appoint 
(whether  alone  or  in  conjunction  with 
any  person)  are  considered  as  having 
passed  from  the  decedent  to  the  ap- 
pointee under  his  exercise  of  the  power, 
or.  In  case  of  release  or  nonexerclse,  as 
having  passed  from  the  decedent  to 
the  taker  In  default  of  exercise. 

(ill)  The  dower  or  courtesy  interest  ("or 
statutory  interest  In  lieu  thereof)  of  the 
decedent's  surviving  spouse  Is  considered 
as  having  passed  from  the  decedent  to 
such  spouse. 

(iv>  In  the  case  of  in.surance  upon 
the  life  of  the  decedent,  the  proceeds  are 
considered  as  having  passed  from  the 
decedent  to  the  person  who,  at  the  time 
of  the  decedent's  death,  was  entitled  to 
receive  such  proceeds. 

(V)  Subject  to  the  rules  stated  in  sub- 
divisions (1)  to  (iv).  of  this  subpara- 
graph, any  property  interest  transferred 
during  life,  bequeathed  or  devised  by  the 
decedent,  or  inherited  from  the  decedent, 
is  considered  as  having  passed  to  the  per- 
son to  whom  he  transferred,  bequeathed, 
or  devised  such  interest,  or  to  the  person 
who  inherited  such  interest  from  him. 

It  is  comprehended  by  the  foregoing 
definition  that  where  the  surviving 
spoiLse  had.  Immediately  prior  to  the 
decedent's  death,  merely  an  expectant 
interest  in  property  held  by  her  and  the 
decedent  under  community  property 
laws,  such  interest  is  considered  as  hav- 
ing passed  from  the  decedent  to  such 
spouse.  As  to  the  circumstances  under 
which  the  Interest  of  the  surviving 
sixiuse  under  community  property  laws 
is  regarded  as  merely  expectant,  see 
paragraph  (b»  of  §  81.47d. 

(2)  Passed  from  the  decedent  to  his 
surviving  spouse.  In  general,  the  defi- 
nition stated  in  subparagraph  <  1 »  of  this 
paragraph  Is  applicable  in  determining 
the  property  Interests  which  "passed 
from  the  decedent  to  his  surviving 
spouse".  Special  rules  are  provided, 
however.  In  the  case  of  certain  trusts 
with  power  of  appointment  in  the  sur- 
viving spouse  and  in  the  case  of  proceeds 
held  by  the  Insurer  under  a  life  insur- 
ance, endowment,  or  annuity  contract, 
with  power  of  appointment  in  the  surviv- 
ing spouse.  (As  to  such  rules,  see  para- 
graphs (c)  and  (d)  of  this  section. )  As 
to  the  rules  applicable  in  case  of  dis- 
claimer by  the  surviving  spouse  or  by  any 
other  person,  in  case  of  election  by  the 
surviving  spouse,  and  in  case  of  a  contro-  • 
versy  involving  the  decedent's  w^ill.  see 
paragraphs  (e)  to  (g),  of  this  section. 

Except  to  the  extent  otherwise  pro- 
vided in  paragraphs  (c)  and  (d)  of  this 
section,  the  marital  deduction  may  be 
taken  with  respect  to  a  property  interest 
only  if  It  pa.ssed  to  the  su.'-viving  spouse 
as  beneficial  owner.  For  this  purpose, 
where  a  property  interest  passed  from 
the  decedent  in  trust,  such  interest  is 
considered  to  have  passed  from  him  to 
his  surviving  spouse  to  the  extent  of  her 
beneficial  Interest  therein.  The  deduc- 
tion may  not  be  taken  with  respect  to  a 
property  interest  which  passed  to  such 
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spouse  merely  as  trustee,  or  subject  to  a 
binding  agreement  by  such  spouse  to  dis- 
pose of  such  interest  in  favor  of  a  third 

person. 
The  following  are  given  as  illustrative: 

(1)  A  property  interest  bequeathed  In  trust 
bv  H   (the  decedent)    Is  considered  as  hav- 
ing passed   from  him   to  W    (hla  surviving 
B-ouse »  If  the  trust  Income  Is  payable  to  W 
for  life  r.nd  upon  her  death  the  corpus  Is 
d'strlbutr.ble  to  her  executors  or  administra- 
tor-   or  If  W  Is  entitled  to  the  trust  Income 
for  '»    term    of    yeprs    following    which    the 
corpus  is  to  be  paid  to  W  or  her  estate    or 
If   th«   trust   income   is  to   be   accumulated 
for  a  term  of  >e*rs  or  for  Ws  life  and  the 
augmented   fund   paid  to  W   or  her   estat-. 
or   If  the  terms  of  the   trust  meet  the  re- 
quirements cf  paragraph  (c)  of  this  Peciion; 
(iM   where  H  devised  property  to  A  for  life 
with  remainder  absolutely  to  W  or  her  es- 
tate   the    remainder    Interest    Is   considered 
to  have  passed  from  H  to  W;   nil)   proceeds 
cf  Insurance  upon  the  life  of  H  are  coi.sid- 
cred  as  having  passed  from  H  to  W  If  the 
terms  of  the  contract  meet  the  requirements 
cf  pt>rarraph  (d)  of  this  section,  or  if  under 
the  terms  of  the  contract  the  proceeds  are 
payable  to  W  In  a  lump  sum.  or  are  payable 
in  installments  to  W  for  life  and  after  her 
death  any  remaining  Installments  are  pay- 
able to  her  estate,  or  if  Interest  on  the  pro- 
ceeds is  payable  to  W  for  life  and  upon  her 
death  the  principal  amount  U  payable  to  her 
estate.     However,  with  respect  to  the  fore- 
going  illustrations   which    Involve    interests 
which  are  distributable  to  Ws  estate  (or  to 
her  executors  cr  administrators)  in  the  event 
of  the  termination  of  a  trust  or  of  a  precedent 
interest  at  or  after  her  death,  it  should  be 
noted  that  the  Interest  so  distributable  is  to 
be  considered  as  having  passed  from  H  to  W 
only  If  such  Interest  would  be  Includible  In 
her  gross  estate  under  section  811  (a). 


RULES  AND  REGULATIONS 


Thursday,  May  19, 1949 


FEDERAL  REGISTER 


(3 )  Passed  from  the  decedent  to  a  per- 
son other  than  his  surviving  spouse.  The 
expression  "passed  from  the  decedent  to 
n  per.scn  other  than  his  surviving  spouse" 
refers  to  any  property  interest  which, 
under  the  definition  stated  in  subpara- 
graph (1>  of  this  paragraph,  is  consid- 
ered as  having  '"passed  from  the  dece- 
dent" and  which,  under  the  rules  referred 
to  in  subparagraph  (2>  of  this  paragraph, 
Is  not  considered  as  having  "passed  from 
the  decedent  to  his  surviving  spouse". 

(c>  Trust  with  power  of  appointment 
in  surviving  spouse.  In  the  case  of  prop- 
erty interests  which  passed  from  the 
decedent  to  a  trust,  the  terms  of  which 
satisfy  the  five  conditions  stated  in  this 
paragraph,  the  expression  "passed  from 
the  decedent  to  his  surviving  spouse"  em- 
braces not  only  the  beneficial  interest 
therein  of  such  spouse  but  also  the  inter- 
est therein  subject  to  her  power  to  ap- 
point. <A.s  to  the  treatment  of  trusts 
not  meeting  such  conditions,  see  para- 
graph «b)  (2>  of  this  section.)  The  five 
conditions  which  must  be  satisfied  by  the 
terms  of  the  trust  are  as  follows: 

(1)  The  surviving  spouse  must  be 
entitled  for  life  to  all  the  income  from 
the  corpus  of  the  trust. 

(2>  Such  income  must  be  payable  an- 
nually or  at  more  frequent  Intervals. 

(3»  The  surviving  spouse  must  have 
the  power,  exercisable  in  favor  of  herself 
or  of  her  estate,  to  appoint  the  entire 
corpus  free  of  the  trust. 

( 4 )  Such  power  in  the  surviving  spouse 
mu-st  be  exercisable  by  such  spouse  alone 
and  (whether  exercisable  by  will  or  dur- 
ing life)  must  be  exercisable  in  all  events. 


(5)  The  corpus  of  the  trast  must  not 
be  subject  to  a  power  in  any  other  person 
to  appoint  any  part  thereof  to  any  person 
other  than  the  surviving  spouse. 

In  determining  whether  the  above- 
stated  conditions  (1)  to  (5).  are  satisfied 
bv  the  terms  of  the  trust,  regard  is  to  be 
had  to  the  applicable  provLsions  of  the 
law  of  the  jurisdiction  governing  the  ad- 
ministration of  the  trust.  For  example, 
silence  of  the  trust  as  to  the  frequency  of 
payment  will  not  be  regarded  as  a  failure 
to  satisfy  condition  (2)  in  case  the  appli- 
cable law  requires  payment  to  be  made 
annually  or  more  frequently. 

The  surviving  spouse  is  "entitled  for 
life  to  all  the  income  from  the  corpus 
of   the   trust",  within  the  meaning  of 
section  812    (e)    (D    <F).  if  the  effect 
of  the  trust  is  to  give  her  substantially 
that  degree  of  beneficial  enjoyment  of 
the  trust  property  during  her  life  which 
the  principles  of  the  law  of  trusts  accord 
to  a  person  who  is  unqualifiedly  desig- 
nated as  the  life  beneficiary  of  a  trust. 
Such  degree  of  enjoyment  Is  given  only 
if   it  was  the  decedent's  intention,  as 
manifested  by  the  terms  of  the  trust 
instrument  and  the  surrounding  circum- 
stances, that  the  tru.st  should  produce 
for  the  ."surviving  spouse  during  her  life 
such  an  income,  or  that  the  spouse  rhould 
have  such  use  of  the  trust  property,  as 
is  consistent  with  the  value  of  the  trust 
corpus  and  with  Its  preservation.    The 
designation  of  the  spouse  as  .-^ole  in- 
come beneficiary  for  life  will  be  sufBcient 
to  qualify  the  trust  unless  the  terms  of 
the  tru-st  considered  as  a  whole  evidence 
an  intention  to  deprive  the  spouse  of 
the  requisite  degree  of  enjoyment.     In 
delermining  whether  a  trust  evidences 
such  intention  the  treatment  required 
or  permitted  with  respect  to  individual 
items  must  be  considered  in  relation  to 
the  entire  system  provided  for  the  ad- 
ministration of  the  trust. 

If  the  over-all  effect  of  the  trust  Is  to 
give  to  the  surviving  spouse  such  en- 
forceable rights  as  will  preserve  to  her 
the  requisite  degree  of  enjoyment,  it 
is  immaterial  whether  such  result  is 
effected  by  rules  specifically  stated  In 
the  trust  instrument,  or,  in  their  absence, 
by  the  rules  for  the  management  of  the 
trust  property  and  the  allocation  of 
receipts  and  expenditures  supplied  by 
the  State  law.  For  example,  where  the 
the  State  law  does  not  provide  for 
amortization  of  bond  premium,  a  pro- 
vision in  the  trust  instrument  for  such 
amortization  by  appropriate  periodic 
charges  to  Interest  will  not  disqualify  the 
trust. 

The  rules  to  be  applied  by  the  trustee  In 
allocation  of  receipts  and  expenses  be- 
tween income  and  corpus  must  be  con- 
sidered in  relation  to  the  nature  and 
expected  productivity  of  the  assets  pass- 
ing in  trust,  the  nature  and  frequency  of 
occurrence  of  the  expected  receipts,  and 
any  provisions  as  to  change  in  the  form  of 
Investments.    Where  it  is  evident  from 
the  nature  of  the  trust  assets  and  the 
rules  provided  for  management  of  the 
trust  that  the  allocation  to  Income  of 
such  receipts  as  rents,  ordinary  cash  divi- 
dends and  interest  will  give  to  the  spouse 
the  substantial  enjoyment  during  life  re- 
quired by  the  statute,  provisions  that 
such  receipts  as  stock  dividends  and  prd- 


ceods  from  the  conversion  of  trust  assets 
shall  be  treated  as  corpus  will  not  dis- 
qualify the  trust.  Similarly,  provision 
for  a  depletion  charge  against  inc^mo  in 
the  case  of  trust  assets  which  ars  subject 
to  depletion  will  not  disqualify  the  trUot. 
unle-=s  the  effect  Is  to  deprive  the  spouse 
of  the  requisite  beneficial  enjoyment. 
The  same  principle  is  applicable  In  the 
case  of  depreciation,  trustees'  commis- 
sions, and  other  charges. 

ProvLvlons     granting     administrative 
powers  to  the  trustee  will  not  have  the 
effect  of  disqualifying  the  trust  unless 
the  grant  of  such  powers  evidences  the 
intention  to  deprive  the  surviving  spouse 
of  the  beneficial  enjoyment  reqxilred  by 
the  ftatute.    Such  intention  will  not  be 
considered  to  exist  if  the  entire  terms 
of  the  instrument  are  such  that  the  local 
courts  will  In 'nose  reasonable  limitations 
upon    the    exercise    of    such    powers. 
Am.ong  the  powers  which  If  suhjcct  to 
such  limitation.'?  will  not  disqualify  the 
trust  are  the  power  to  allocate  receipts 
between  income  and  corpus,  the  power  to 
determine  the  charges  which  shall  be 
made   against  Income   and   corpus,   the 
power  to  apply  the  income  for  the  benefit 
of  the  spouse,  and  the  power  to  retain  the 
as.-ets  passing  to  the  trust.    For  example, 
a  power  to  retain  trust  assets  which  con- 
sists substantially  of  unproductive  prop- 
erty will  not  disqualify  If  the  applicable 
rules  for  the  administration  of  the  trust 
require  the  triLstee  to  either  make  the 
property  productive  or  convert  it  within 
a    rea.sonable    time.    Nor    will    such   a 
power  disqualify  if  such  applicable  rules 
require  the  trustee  to  use  the  degree  of 
judgment  and  care  In  the  exercise  of  the 
power  which  a  prudent  man  would  u.c 
If  he  were  owner  of  the  trust  as.sets.    A 
power  to  retain  a  residence  for  the  spou-^e 
or  other  property  for  her  personal  U'^e 
will  not  disqualify  the  trust. 

A  trust  will  not  qualify  If  its  primary 
purpose  Is  to  safeguard  property  without 
providing  the  spouse  with  the  required 
beneficial  enjoyment.     Such  trust.*^  in- 
clude not  only  trusts  which  expressly 
provide  for  the  accumulation  of  the  In- 
come but  also  trusts  which  indirectly 
accomplish  a  similar  purpose.    For  ex- 
ample, assume  that  the  corpus  of  a  trust 
consists  substpntially  of  property  which 
Is  not  likely  to  be  Income  producing  dur- 
ing the  life  of  the  surviving  spouse  and 
that   such   spouse   cannot    compel    the 
trustee  to  convert  or  otherwise  deal  with 
the  property  as  described  above.    S.ich 
a  trust  will  not  qualify  unless  the  tiu^tcc 
is  directed  to  provide  the  required  bene- 
ficial enjoyment,  such  as  by  payments 
to  the  spouse  out  of  other  assets  of  the 
trust. 

If  the  surviving  spouse  Is  entitled  to 
only  a  portion  of  the  trust  Income,  or 
has  power  to  appoint  only  a  portion  of 
the  corpus,  the  trust  falls  to  satisfy  rnn- 
ditlons  «1>  and  (3).  respectively.  How- 
ever, such  conditions  may  be  satisfied  by 
one  or  more  of  several  separate  trusts 
created  by  the  decedent.  An  undivided 
Interest  in  property  may  constitute  the 
corpus  of  a  trust,  and  the  will  or  a  single 
tru.st  Instrument  may  create  more  than 
one  trust. 

In  the  case  of  a  trust  created  during 
the  decedent's  life,  it  is  immaterial 
v.hether  the  trust  satisfied  conditions 


(1)  to  (5)  prior  to  the  decedent's  death. 
In  the  case  of  a  trust  which  may  be 
terminated  during  the  life  of  the  sur- 
viving spouse,  under  her  exercise  of  a 
power  of  appointment  or  by  distribution 
of  the  corpus  to  her.  the  trust  satisfies 
condition  (1)  if  such  spouse  is  entitled 
to  the  Income  until  the  trust  terminates. 
A  trust  fails  to  satisfy  condition  Q)  if 
the  Income  Is  required  to  be  accumulated 
in  whole  or  In  part  or  may  be  accumu- 
lated in  the  discretion  of  any  person 
other  than  the  surviving  spouse,  if  the 
consent  of  any  person  other  than  the 
surviving  spouse  is  required  as  a  condi- 
tion precedent  to  distribution  of  the  In- 
come, if  any  per.-on  other  than  the  sur- 
viving spouse  has  the  power  to  alter  the 
terms  of  the  trust  so  as  to  deprive  such 
spouse  of  her  right  to  the  income,  or  if 
any   person   other   than    the   surviving 
spouse  is  entitled  to  any  part  of  the  In- 
come during  the  life  of  such  spouse.    A 
trust  will  not  fail  to  satisfy  condition  d) 
merely  because  its  terms  provide  that 
the  right  of  the  surviving  spouse  to  the 
income  shall  not  be  subject  to  assign- 
ment, alienation,  pledge,  attachment  or 
claims  of  creditors. 

The  terms  "entitled  for  life"  and  "pay- 
able annually  or  more  frequently."  as 
used  in  conditions  <l)  and  (2).  require 
that  under  the  terms  of  the  trust  the  in- 
come referred  to  must  be  currently  (at 
least    annually*     distributable    to    the 
spou.se  or  that  she  must  have  such  com- 
mand over  the  income  that  it  is  virtu- 
ally hers.    Thus,  conditions  <1)  and  (2) 
are  satisfied  In  this  respect  if.  under  the 
terms  of  the  trust  Instrument,  the  spoiLse 
has  the  right  exercisable  annually   (or 
more  frequently)  to  require  distribution 
to  herself  of  the  trust  Income,  and  other- 
wl.se  the  trust  Income  is  to  be  accumu- 
lated and  added  to  corpus.     Similarly, 
as  respects  the  income  for  thi  period  be- 
tween the  last  distribution  date  and  the 
date  of  the  spouse's  death.  It  is  sufficient 
if  such  income  is  subject  to  the  spouse's 
power  to  appoint. 

A  trust  is  not  to  be  regarded  as  failing 
to  satisfy  conditions  (1)  and  (2)  merely 
because  the  spouse  is  not  entitled  to  the 
income  from  estate  assets  for  the  period 
prior  to  distribution  of  such  a.s.sets  to  the 
trustee,  unless  the  executor  is.  by  the  de- 
cedent's will,  authorized  or  directed  to 
delay  such  distribution  beyond  the  period 
reasonably  required  therefor.  As  to  the 
valuation  of  the  property  Interest  pass- 
ins  to  the  spouse  in  trust  where  the  right 
to  income  Is  postponed,  see  §  81.47c  (a). 
In  order  to  satisfy  conditions  <3)  and 
<4).  the  power  of  the  surviving  .<cpouse  to 
appoint  the  entire  corpus  free  of  the  trust 
must  fall  within  one  of  the  following 
categories: 

<i)  A  power  so  to  appoint  fully  exer- 
cisable in  her  own  favor  at  any  time  fol- 
lowing the  decedent's  death  (as.  for  ex- 
ample, an  unlimited  power  to  invade). 

•il)  A  power  so  to  appoint  exercisable 
In  favor  of  her  estate.  Such  power  If 
exercisable  during  life,  must  be  fully  ex- 
ercisable at  any  time  during  life,  or  If 
exercisable  by  will,  must  be  fully  exer- 
cisable irrespective  of  the  time  of  her 
death. 

<ili»  A  combination  of  the  powers  de- 
scribed under  (i»  and  (ii).  For  example 
tne  surviving  spouse  may  untU  she  at- 


tains the  age  of  50  years  have  a  power 
to  appoint  to  herself  and  thereafter  have 
a  power  to  appoint  to  her  estate.  How- 
ever, condition  (4)  Is  not  satisfied  unless 
irrespective  of  when  the  surviving  spouse 
may  die  the  trust  corpus  will  at  the  time 
of  her  death  be  subject  to  one  or  the 
other  such  power. 

The  power  in  the  surviving  spouse  must 
be  a  power  to  appoint  the  corpus  to  her- 
self as  unqualified  owner  or  to  appoint 
the  corpus  as  a  part  of  her  estate,  that 
Is.  in  effect,  to  dispose  of  it  to  whomsoever 
she    pleases.      Thus,    if    the    surviving 
spouse  entered  Into  a  binding  agreement 
with  the  decedent  to  exercise  the  power 
only  in  favor  of  their  issue,  condition  (3) 
is  not  met.     The  trust  will  not  be  re- 
garded as  failing  to  satisfy  condition  (3) 
merely  because  takers  In  default  of  the 
surviving  spouse's  exercise  of  the  power 
are  designated  by  the  decedent.     The 
decedent  may  provide  that.  In  default  of 
exercise  of  the  power,  the  trust  shall  con- 
tinue for  an  additional  period. 

In  order  for  condition  ^4)  to  be  satis- 
fled,  the  power  in  the  surviving  spouse 
to  appoint  the  corpus  to  herself  or  to  her 
estate  must  be  exercisable  without  the 
joinder  or  consent  of  any  other  person. 
The  power  is  not  "exercisable  in  all 
events",  as  required  by  section  812  (e) 
<1)  (F),  If  It  can  be  terminated  during 
the  life  of  the  surviving  spouse  by  any 
event  other  than  her  complete  exercise 
or  release  thereof.  For  example,  a  power 
which  is  not  exercisable  in  the  event  of 
the  spouse's  remarriage  is  not  exercisable 
in  all  events. 

The  power  In  the  surviving  spouse  Is 
exercisable  In  all  events  only  if  it  exists 
immediately    following    the    decedent's 
death.    For  example,  if  the  power  given 
to   the  surviving  spouse   is   exercisable 
during  life,  but  cannot  be  effectively  ex- 
ercised prior  to  distribution  of  the  trust 
assets  by  the  executor  to  the  trustee, 
such    power   is   not   exercisable    In    all 
events.    Similarly,  if  the  power  Is  exer- 
cisable by  will,  but  cannot  be  effectively 
exercised    In    the    event    the    surviving 
spouse  dies  befor?  receipt  of  the  trust 
assets  by  the  trustee,  such  power  is  not 
exercisable  in  all  events.    However,  the 
trust  will  not  be  disqualified  by  the  mere 
fact  that,  In  the  event  the  power  is  ex- 
ercised   diu-ing    administration    of    the 
estate,  payment  of  the  assets  to  the  ap- 
pointee will  be  delayed  for  the  period 
of  administration.     If  the  power  is  In 
existence  at  all  times  following  the  de- 
cedent's death,  limitations  of  a  formal 
nature  will  not  disqualify.    Examples  of 
formal  limitations  on  a  power  exercis- 
able during  life  are  requirements  that 
exercise  must  be  in  a  particular  form, 
that  It  must  be  filed  with  the  trustee, 
that  reasonable  notice  must  be  given,  or 
that  reasonable  intervals  must  elajase 
between    successive     partial    exercises. 
Examples   of   formal   limitations   on    a 
power  exercisable  by  will  are  that  it  must 
be  exercised  by  a  will  executed  by  the 
surviving   spouse    after   the    decedent's 
death  or  that  exercise  must  be  by  spe- 
cific reference  to  the  power. 

The  trust  will  fall  to  satisfy  condition 
(5)  If  the  decedent  created  a  power  In 
the  trustee,  or  In  another  person,  to  In- 
vade the  corpus  of  the  trust  for  the 
benefit  of  any  person  other  than  the 
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surviving  spoase.  However,  only  powers 
in  other  persons  which  are  In  opposition 
to  that  of  the  surviving  spouse  will  cause 
the  trust  to  fail  to  satisfy  condition  (5). 
For  example,  assume  that  a  decedent 
created  a  trust,  designating  his  surviving 
spouse  as  Income  beneficiary  for  life  and 
as  donee  of  a  power  to  appoint  the  cor- 
pus. The  decedent  further  provided 
that  In  the  event  the  surviving  spouse 
should  die  without  having  exercised  the 
power,  the  trust  should  continue  for  the 
life  of  his  son  with  power  in  such  son  to 
appoint  the  corpus.  Since  the  power  In 
the  son  could  become  exercisable  only 
after  the  death  of  the  surviving  spouse, 
the  trust  Is  not  regarded  as  falling  to 
satisfy  condition  (5). 

(d)  Proceeds  held  by  the  insurer  under 
a  life  insurance,  endowment,  or  annuity 
contract,  with  power  of  appointment  in 
surviving  spouse.     Section  812   (e)    (1) 
(G)  provides  a  special  rule  in  the  case 
of  a  property  interest  which  passed  from 
the  decedent  in  the  form  of  proceeds 
held  by  the  Insurer  under  the  terms  of 
a  life  insurance,  endowment,  or  annuity 
contract  which  satisfy  the  five  condi- 
tions hereinafter  stated.     With  respect 
to  such  proceeds,  the  expression  "passed 
from    the    decedent    to    his    surviving 
spouse"  embraces  not  only  the  interest 
of  such  spouse  under  the  contract  but 
also  the  Interest  thereunder  .subject  to 
her  power  to  appoint.    The  five  condi- 
tions  which   must   be  satisfied   by  the 
terms  of  the  contract  are  as  follows: 

<1)  The  proceeds  must  be  held  by  the 
insurer  subject  to  an  agreement  either 
to  pay  the  proceeds  In  installments,  or 
to  pay  interest  thereon,  with  all  .such 
amounts  payable  during  the  life  of  the 
surviving  spouse  payable  only  to  her. 

(2)  Such  installments  or  interest  must 
be  payable  annually,  or  more  frequently 
commencing  not  later  than  13  months 
after  the  decedent's  death. 

(3)  The  surviving  spouse  must  have 
the  power,  exercisable  in  favor  of  her- 
self or  of  her  estate,  to  appoint  all 
amounts  so  held  by  the  Insurer. 

(4 )  Such  power  in  the  surviving  spouse 
must  be  exercisable  by  such  spouse  alone 
and  (whether  exercisable  by  will  or  dur- 
ing life)  must  be  exercisable  in  all  events. 

(5)  The  amounts  payable  under  sucli 
contract  must  not  be  subject  to  a  power 
in  any  other  person  to  appoint  any  part 
thereof  to  any  person  other  than  the 
surviving  spouse. 

If  the  Interest  of  the  surviving  spouse 
under  a  life  In.surance.  endowment,  or 
annuity  contract  is  in  proceeds  held  by 
the  insurer  which  do  not.  however,  rep- 
resent the  entire  amount  payable  under 
such  contract,  the  provisions  of  section 
812  (e)    (1)    (G)   nevertheless  apply  to 
such  proceeds  so  held  to  which  all  five 
of    the    above    conditions    apply.    For 
example,  an  insurance  contract  on  the 
decedent's  life  may  provide  for  payment 
of  the  proceeds  into  two  funds  to  be  held 
by  the  insurer.    In  such  case,  if  all  five  of 
the  above  conditions  are  satified  with 
respect  to  all  amounts  payable  into  one 
such  fund,  then  the  special  rule  of  sec- 
tion 812  (e)  (1)  (G)  Is  applicable  to  the 
proceeds  held  in  such  fund. 

The  provisions  of  section  812  (e)  (1) 
(G).  are  applicnblc  v;ith  re.spect  to  a 
property  interest  which  pa..scd  from  the 
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decedent  In  the  form  of  proceeds  of  a 
policy  of  Insurance  upon  the  decedent's 
life,  a  policy  of  insurance  upon  the  life  of 
a  person  who  predeceased  the  decedent, 
a  matured  endowment  policy,  or  an  an- 
nuity contract,  but  only  in  case  such  pro- 
ceeds are  to  be  held  by  the  insurer.  With 
respect  to  proceeds  under  any  such  con- 
tract which  are  to  be  held  by  a  trustee, 
with  power  of  appointment  in  the  sur- 
viving spouse,  see  paragraph  (c)  of  this 
section.  As  to  the  treatment  of  pro- 
ceeds not  meeting  the  requirements  of 
such  paragraph  (c)  or  of  this  paragraph, 
see  paragraph  <b)  of  this  section. 

In  the  case  of  a  contract  under  which 
payments  by  the  insurer  commenced  dur- 
ing the  decedent's  life,  it  is  immaterial 
whether  conditions  (1)  to  (5)  were  satis- 
fied prior  to  the  decedent's  death. 

Conditions  (1)  and  (2)  are  satisfied  if, 
under  the  terms  of   the  contract,  the 
spouse  has  the  right  exercisable  annually 
(or  more  frequently)   to  require  distri- 
bution to  herself  of  installments  of  the 
proceeds,  or  Interest  on  the  proceeds,  as 
the  case  may  be.  and  otherwise  such  in- 
stallments or  interest  is  to  be  accumu- 
lated and  held  by  the  insurer  pursuant 
to  the  terms  of  the  contract.     A  contract 
which  otherwise  requires  the  insurer  to 
make  annual  or  more  frequent  payments 
to  the  surviving  spouse  following  the  de- 
cedent's death,  will  not  be  disqualified 
merely  because  the  surviving  spouse  must 
comply  with  certain  formahties  in  order 
to  obtain  the  first  pa>Tnent.    For  exam- 
ple, the  contract  may  satisfy  conditions 
(1)  and  <2)  even  though  it  requires  the 
surviving    spouse   to    furnish    proof   of 
death  before  the  first  payment  is  made. 
Condition  (D  is  satisfied  where  interest 
on  the  proceeds  Is  payable,  annually  or 
more  frequently,  for  a  term,  or  until  the 
occurrence  of  a  specified  event,  following 
which  the  proceeds  are  to  be  paid  in  an- 
nual or  more  frequent  installments. 

In  determining  whether  the  terms  of 
the  contract  satisfy  conditions  (3),  (4). 
and  <5).  the  principles  stated  in  para- 
graph (c)  of  this  section  are  applicable. 
As  stated  in  such  paragraph  (c).  the  sur- 
viving spouse's  power  to  appoint  is  "ex- 
ercisable in  all  events"  only  if  it  is  in 
existence  immediately  following  the  de- 
cedent's death.    For  examples  of  formal 
limitations  on  the  power  which  will  not 
disqualify  the  contract,  see  such  para- 
graph (c).    Where  the  power  is  exer- 
cisable from  the  moment  of  the  dece- 
dent's death,  the  contract  Is  not  disquali- 
fied merely  because  the  insurer  may  re- 
quire proof  of  the  decedent's  death  as  a 
condition  to  making  payment  to  the  ap- 
pointee.   Where  the  submission  of  proof 
of  the  decedents  death  is  a  condition  to 
the  exercise  of  the  power,  the  power  will 
not   be   considered   "exercisable   in    all 
events"  unless,  in  the  event  the  surviving 
spouse  had  died  Immediately  following 
the  decedent,  her  power  to  appoint  would 
have  been  considered  to  exist  at  the  time 
of  her  death,  within  the  meaning  of  sec- 
tion 811  <f)   (3).     (See  §81.24  (b)   (D.) 
It  is  sufficient  for  the  purposes  of  con- 
dition (3)  if  the  surviving  spouse  has  the 
unqualified  power,  exercisable  in  favor 
of  herself  or  her  estate,  to  appoint  all 
amounts  held  by  the  insurer  which  are 
payable  after  her  death.    Such  power  to 
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appoint  need  not  extend  to  installments 
or  interest  which  will  be  paid  to  such 
spouse  during  her  life. 

It  is  not  necessary  that  the  phrase 
"power  to  apiwint"  be  used  in  the  con- 
tract. For  example,  condition  <3>  Is 
satisfied  by  terms  of  a  contract  which 
give  the  surviving  spouse  a  right  which 
is  in  substance  and  effect  a  power  to  ap- 
point to  herself  or  her  estate,  such  as  a 
right  to  withdraw  the  amount  remain- 
ing in  the  fund  held  by  the  insurer,  or 
a  right  to  direct  that  any  amount  held 
by  the  insurer  under  the  contract  at 
her  death  shall  be  paid  to  her  estate. 

(e>  Effect  of  disclaimer.    Section  812 
(e)  (4)  (A)  provides  that  where  the  sur- 
viving spouse  makes  a  disclaimer  of  any 
property  interest  which  would  otherwise 
be  considered  as  having  passed  from  the 
decedent  to  such  spouse,  such  disclaimed 
Interest  is  to  be  considered  as  having 
passed  from  the  decedent  to  the  person 
or  persons  entitled  to  receive  such  in- 
terest as  a  result  of  the  di5=claimer.     A 
disclaimer  is  a  complete  and  unqualified 
refusal  to  accept  the  rights  to  which  one 
Is  entitled.     It  is.  therefore,  necessary, 
for  the  purpose  of  section  812  (e)    (4) 
(A>,  to  distinguish  between  the  surviv- 
ing spouse's  disclaimer  of  a  property  in- 
terest and  her  acceptance  and  subse- 
quent  disposal   of   a   property   interest 
For  example,  if  proceeds  of  Insurance  are 
payable  to  the  surviving  spouse  and  she 
refuses    such    proceeds    which    conse- 
quently pass  to  an  alternative  beneficiary 
designated   by  the   decedent,   the   pro- 
visions of  section  812  (e)    <4)    (A)   are 
applicable,  and  the  proceeds   are  con- 
sidered as  having  passed  from  the  de- 
cedent to  the  alternative  beneficiary.  On 
the  other  hand,  if  the  surviving  spouse 
directs  the  insurance  company  to  hold 
the  proceeds  at  interest  during  her  life 
and,  upon  her  death,  to  pay  the  principal 
sum  to  another  person  designated  by  her. 
thus  effecting  a  transfer  of  a  remainder 
interest  therein,  such  proceeds  are  con- 
sidered as  having  passed  from  the  de- 
cedent to  such  spouse. 

However,  under  the  provisions  of  sec- 
tion 812  (e)  (4)  (B>.  it  is  unnecessary  to 
distinguish,  for  the  purposes  of  the  mari- 
tal deduction,  between  a  disclaimer  by 
a  person  other  than  the  surviving  spouse 
and  a  transfer  by  such  person.     Such 
section  provides  that  where  the  surviv- 
ing spouse  becomes  entitled  to  receive 
an  interest  in  property  from  the  dece- 
dent as  a  result  of  a  disclaimer  nxade  by 
some    other    person,    such    interest    is. 
nevertheless,  considered  as  having  passed 
from  the  decedent,  not  to  the  surviving 
spouse,  but  to  the  person  who  made  the 
disclaimer,  as  though  the  disclaimer  had 
not  been  made.    Where,  as  a  result  of  a 
disclaimer  made  by  a  person  other  than 
the  surviving  spouse,  a  property  interest 
passes  to  a  trust  which  meets  the  condi- 
tions set  forth  In  paragraph  (c)  of  this 
section,  the  rule  stated  in  the  preceding 
sentence  applies,  not  only  with  respect  to 
the  portion  of  such  interest  which  bene- 
ficially vests  In  the  surviving  spouse,  but 
also  with  respect  to  the  portion  over 
which  such  spouse  acquires  a  power  to 
appoint.    Such  rule  applies  also  in  the 
case  of  proceeds  under  a  life  Insurance, 
endowment,  or  annuity  contract,  which. 


as  a  result  of  a  disclaimer  made  by  a 
person  other  than  the  surviving  spouse. 
are  held  by  the  insurer  subject  to  the 
conditions  set  forth  in  paragraph  (d)  of 
this  section. 

(f)  Effect    of    election    by    survivin(j 
spouse.    The  following  rules  are  appli- 
cable where  the  siu-vivlng  spouse  may 
elect  between  a  property  interest  offered 
to  her  under  the  decedent's  will  or  other 
Instrument  and  a  property  interest  to 
which  she  is  otherwi.se  entitled  (such  as 
dower,  a  right  In  the  decedent's  estate, 
or  her  Interest  under  community  prop- 
erty laws)  of  which  adverse  disposition 
was  attempted  under  such  will  or  other 
instrument.      If    the    surviving    spouse 
elects  to  take  against  the  will  or  other 
Instrument,  then   (1)   the  property  in- 
terest oiTered  thereunder  is  not  coni;id- 
ered  as  having  "passed  from  the  decedent 
to  his  surviving  spouse"   and    (2)    the 
dower  or  other  property  interest  retained 
by  her  is  considered  as  having  .so  passed 
only  if  it  otherwise  so  qualifies  under  th:s 
section.     If  the  surviving  spouse  elects 
to  take  under  the  will  or  other  instru- 
ment, then  (1»  the  dower  or  other  prop- 
erty interest  relinquished  by  her  is  not 
considered  as  having  "passed  from  the 
decedent  to  his  surviving  spouse"   Mr- 
respective  of  whether  it  otherwise  comes 
within  the  definition  stated  in  paragraph 
(bt  of  this  section)  and  (!!•  the  interest 
taken  under  the  will  or  lother  instrument 
is  considered  as  having  so  passed  only  if 
it  otherwise  so  qualifies  under  this  sec- 
tion.   As  to  the  valuation  of  the  properly 
Interest  taken  under  the  will  or  other  in- 
strument, see  paragraph  (b)  of  ?  81.47c. 
(g)   Will  contests.    If  as  a  result  of  a 
controversy  involving  the  decedents  will, 
or  Involving  any  bequest  or  devise  there- 
under, his  surviving  spouse  assigns  or 
surrenders  a  property  interest  in  settle- 
ment of  such  controversy,  the  interest  .so 
assigned  or  surrendered  is  not  considt ;  t  d 
as  having  "pa.ssed  from  the  decedent  to 
his  surviving  spouse". 

If  as  a  result  of  a  controversy  Involv- 
ing the  will,  or  involving  any  bequest 
or  devise  thereunder,  a  property  interest 
is  assigned  or  surrendered  to  the  surviv- 
ing spouse,  the  Interest  so  acquired  will 
be  regarded  as  having  "passed  from  the 
decedent  to  his  surviving  spouse  "  only  if 
such   assignment   or   surrender   was   a 
bona    fide    recognition    of    enforceable 
rights  of  the  surviving  spouse  In  the 
decedent's    estate.     Such   a    bona   fide 
recognition  will  be  presumed  where  such 
assignment  or  surrender  was  pursuant 
to  a  decision  of  a  local  court  upon  the 
merits  In  an  adversary  proceeding  fol- 
lowing a  genuine  and   active  contest. 
However,  such  a  decree  will  be  accepted 
only  to  the  extent  that  the  court  pa>.sed 
upon  the  facts  upon  which  deducUb.hty 
of  the  property  interest  depends.    If  such 
assignment  or  surrender  was  pursuant 
to  a  decree  rendered  by  consent,  or  pur- 
suant to  an  agreement  not  to  contest 
the  will  or  not  to  probate  the  will,  it  wiU 
not  necessarily  be  accepted  as  a  bona 
fide   evaluation   of   the   rights   of   the 
spouse. 

§  81.47b  Nondeductible  interests— 
(a)  General.  The  property  Interests 
which  passed  from  the  decedent  to  his 
surviving  spouse  (as  set  forth  In  3  81  47a) 


Thursday,  May  19, 1949 

fall  within  two  general  categories:  (1) 
Those  with  respect  to  which  the  marital 
deduction  is  authorized,  and  (2)  those 
with  respect  to  which  the  marital  deduc- 
tion Is  not  authorized.  Such  categories 
are  hereinafter  referred  to  as  'deduc- 
tible interests"  and  "nondeductible  in- 
terests", respectively.  As  to  the  several 
classes  of  "nondeductible  Interests",  see 
paragraphs  (b)  to  (f),  of  this  section. 
Subject  to  the  limitation  set  forth  in 
§  81.47d.  the  marital  deduction  Is  equal 
in  amount  to  the  aggregate  value  of  the 
"deductible  interests",  that  Is.  the  prop- 
erty Interests  which  passed  from  the  de- 
cedent to  his  surviving  spouse  and  do 
not  fall  within  any  of  the  classes  de- 
scribed In  such  paragraplis  (b)  to  (f) 
of  this  section. 

(b)  Interests  not  included  in  gross 
estate.  Any  property  intere.st  which 
passed  from  the  decedent  to  his  sur- 
viving spouse  is  a  "nondeductible  Inter- 
est" to  the  extent  It  Is  not  included  in 
the  decedent's  gross  estate. 

(c)  Interests  with  respect  to  which  a 
deduction  is  taken  under  section  812  (b). 
Where  a  deduction  taken  under  section 
812  (b)   specifically  pertains  to  a  prop- 
erty Interest  which  pa.ssed  from  the  de- 
cedent to  his  surviving  spouse,  such  In- 
terest Is.  to  the  extent  of  such  deduction 
under  section  812  (b),  a  "nondeductible 
Interest".      Thus,    a    property    Interest 
which  passed  from  the  decedent  to  his 
surviving  .spou.se  In  satisfaction  of  a  de- 
ductible claim  of  such  spouse  against  the 
e Mate  is.  to  the  extent  of  the  claim    a 
"nondeductible    Interest".      (See    para- 
graph  (b»   of  $  81.47c.)     If  during  set- 
tlrment  of  the  estate  a  loss  deductible 
under  .section  812  (b)  occurs  with  re.spect 
to  a  property  interest,  then  such  Interest 
is,  to  the  extent  of  the  deductible  lo.ss. 
a  "nondeductible  Interest"  for  the  pur- 
poses of  the  marital  deduction.    Amounts 
deducted  under  section  812  (b)    (5)   for 
any  allowance  for  the  support  of  the  .sur- 
vumg  spouse  during  the  settlement  of  the 
estate,  or  under  section  812  (b)   (2)  for 
commissions   allowed    to   the   .sur\ivlng 
spouse  as  executor  do  not  come  within 
thp  definition  of  Interests  which  "passed 
fro.Ti    the    decedent    to    his    surviving 
spouse".     As  to  the  valuation,  for  the 
purpose  of  the  marital  deduction,  of  any 
property  interest  which  passed  from  the 
decedent  to  his  surviving  spouse  .subject 
to  a  mortgage  or  other  incumbrance,  see 
paragraph  (b)  of  §  81.47c. 

'  d  »  Interest  in  property  which  another 
person  may  pos.se.ss  or  enjoy.  Section  812 
'6'  <1)  (B>  provides  that  no  marital 
deduction  shall  be  allowed  with  respect 
to  certain  property  Interests  (referred 
to  cenerally  as  "terminable  interests'") 
which  passed  from  the  decedent  to  his 
sur.iving  spouse.  In  case: 

'  1 )  An  Interest  In  the  same  property 
Pas^^d  at  any  time  «for  le.ss  than  an 
adtquate  and  full  consideration  in  money 
or  money's  worth)  from  the  decedent  to 
«ny  person  other  than  such  spouse  (or 
the  r.«:tate  of  such  spouse ) .  and 

'2  •  By  reason  thereof,  such  person  (or 
his  heirs  or  assigns)  may  possess  or  en- 
joy any  part  of  such  property  after  the 
termination  or  failure  of  the  interest 
tnn .  in  which  pa.sscd  from  the  d;»cedent 
to  li.s  surviving  spouse. 
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The  foregoing  provision  is  applicable 
only  where  Interests  in  the  same  prop- 
erty passed  from  the  decedent  both  to 
his  surviving  spouse,  and  to  some  other 
person  (for  less  than  an  adequate  and 
full  consideration  in  money  or  money's 
worth),  and  is  applicable  irrespective  of 
whether  both  such  interests  passed  from 
the  decedent  at  the  same  time  or  under 
the  same  instrument.  Under  such  cir- 
cumstances, if  the  other  person  to  whom 
an  interest  passed  may.  by  reason 
thereof,  possess  or  enjoy  any  part  of  the 
property  after  the  termination  or  failure 
of  the  Interest  therein  which  passed 
from  the  decedent  to  his  smviving 
spouse,  the  latter  Interest  Is  a  "nonde- 
ductible interest".  As  to  the  meaning 
of  the  term  "passed  from  the  decedent 
to  a  person  other  than  his  sux-viving 
spouse",  see  paragraph  (b)   of  §  81.47a. 

In  determining  whether  an  interest 
In  the  same  property  passed  from  the 
decedent  both  to  his  surviving  spouse 
and  to  .some  other  person,  a  distinction 
is  to  be  drawn  between  "property",  as 
such  term  Ls  used  in  section  812  (e ) .  and 
an  "interest  in  property".  The  term 
"property"  refers  to  the  underlying 
property  in  which  various  Interests  ex- 
ist; each  such  interest  is  not  for  this 
purpose  to  be  considered  as  "property". 

Interests  which  passed  to  a  person 
other  than  the  surviving  spouse  Include 
Interests  so  passing  under  the  decedent's 
exercise,  release,  or  nonexerci.se  of  a 
nontaxable  power  to  appoint.  It  is  im- 
material whether  the  property  Interest 
which  passed  from  the  decedent  to  a 
person  other  than  his  surviving  spouse 
is  included  in  the  decedent's  gross 
estate. 

The  term  "person  other  than  his  sur 
viving  spouse"  Includes  the  possible  un- 
ascertained takers  of  a  property  inter- 
est, as.  for  example,  the  members  of  a 
class  to  be  ascertained  in  the  future  As 
another  example,  assume  that  the  de- 
cedent created  a  power  of  appointment 
over  a  property  intorest.  which  does  not 
come  within  the  purview  of  paragraph 
(O  or  (d)  of  §  81.47a.  In  such  a  case 
the  term  "penson  other  than  his  surviving 
spouse"  refers  to  the  possible  appointees 
and  possible  takers  in  default  (other  than 
the  spouse)  of  such  property  interest. 
Whether  there  is  a  possibUity  that  the 
"person  other  than  his  surviving  spouse" 
(or  the  heirs  or  assigns  of  such  person) 
may  possess  or  enjoy  the  property  fol- 
lowing termination  or  failure  of  the  In- 
terest therein  which  passed  from  the  de- 
cedent to  his  surviving  spouse  is  to  be 
determined  as  of  the  time  of  the  dece- 
dent's death. 

In  the  following  examples  It  Is  assumed 
that  the  property  interest  which  passed 
from  the  decedent  to  a  person  other  than 
his  surviving  spouse  was  not  for  an  ade- 
quate and  full  consideration  in  money  or 
money's  worth: 

(i)  H  (the  decedent)  devised  real  property 
to  W  (his  surviving  wife)  for  life,  with  re- 
mainder to  A  and  his  heirs.  The  Interest 
which  passed  from  H  to  W  U  a  "nondeductible 
Interest"  since  it  will  terminate  upon  her 
death  and  A  (or  his  heirs  or  assigns)  will 
thereafter  possess  or  enjoy  the  property. 

(ii)  H  devised  real  property  to  W  for  life. 
and  crer.ted  in  W  a  power,  exercisable  by  win' 
to  appoint  the  remainder  Interest  to  any  per- 
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Bon.  In  default  of  appointment  by  W.  the 
remainder  interest  was  to  go  to  A  and  his 
heirs.  Assuming  that  under  the  local  law 
\V  did  not  take  the  real  property  as  absolute 
owner,  nor  as  trustee  cf  a  trust  meeting  the 
requirements  of  ?  81.47a  (ci.  the  Interest 
wliich  passed  from  H  to  W  is  a  "nondeductible 
interest"  since  such  interest  will  terminate 
upon  her  death  and  A  (or  his  heirs  or  assigns) 
may  thereafter  possess  or  enjoy  the  property. 
(As  to  cases  in  which  a  "dedu'-tible  interest" 
may  exist  where  a  life  Interest  Is  coupled 
with  a  power  to  appoint  under  a  trust  or 
Insurance  contract,  see  paragraphs  (c)  and 
(d)  of  §  81.47a.) 

(ill)  H  bequeathed  the  residue  of  hi.s  estate 
in  trust  for  the  benefit  of  W  and  A.  The 
trust  income  Is  to  be  paid  to  W  for  life,  and 
upon  her  death  the  corpus  is  to  be  distributed 
to  A  or  his  issue.  However,  if  A  should  die 
without  Issue,  leaving  W  surviving,  the  cor- 
pus is  then  to  be  distributed  to  W.  The  in- 
terest which  pa.<:sed  from  H  to  W  is  a  "non- 
deductible interest"  since  it  will  terminate 
in  the  event  of  her  death  If  A  or  his  issue 
survive,  and  A  or  his  issue  will  thereafter 
possess  or  enjoy  the  property. 

(iv)  H  during  his  lifetime  purchased  an 
annuity  contract  providing  for  payments  to 
himself  for  life  and  then  to  W  for  life  if  sh« 
should  survive  him.  Upon  the  death  of  the 
survivor  of  H  and  W.  the  excess.  If  any.  of 
the  co6t  of  the  contract  over  the  annuity 
payments  theretofore  made  w^as  to  be  re- 
funded to  A.  The  interest  which  passed 
from  H  to  W  is  a  "nondeductible  interest" 
since  A  may  possess  or  enjoy  a  part  of  the 
properly  following  the  terniinallon  of  the 
Interest  of  W.  If,  however,  the  contract  pro- 
vided for  no  refund  upon  the  death  of  the 
survivor  of  H  and  W,  or  provided  that  any 
refund  was  to  go  to  the  estate  of  the  sur- 
vivor, then  the  Interest  which  passed  from 
H  to  W  is  (to  the  extent  it  is  Included  in 
H's  gross  estate)  a  "deductible  interest." 

(V)  H  devised  property  to  W  and  A  as 
joint  tenants  with  right  of  survivorship.  The 
Interest  which  passed  from  H  to  W  is  a  "non- 
deductible interest"  since,  if  the  tenancy  is 
not  severed  and  A  survives  W.  the  Interest  of 
W  will  terminate  and  A  will  continue  to  pos- 
sess or  enjoy  the  property. 

(vl)  H.  in  contemplation  of  death,  trans- 
ferred a  residence  to  A  for  life  with  remainder 
to  W  provided  W  survives  A.  but  if  W  prede- 
ceases A,  the  property  is  to  pa.ss  to  B  and 
his  heirs.  If  it  is  assumed  that  H  died  dui  ing 
As  lifetime,  and  the  value  of  the  residence 
was  included  in  determining  the  value  of 
his  gross  estate,  the  interest  which  passed 
from  H  to  W  is  a  "nondeductible  Interest" 
since  such  Interest  will  terminate  if  W  pre- 
deceases A  and  the  property  will  thereafter 
be  possessed  or  enjoyed  by  B  (or  his  heirs 
or  assigns ) .  This  re.-ult  is  not  affected  by 
B's  assignment  of  his  Interest  during  Hs 
lifetime,  whether  made  in  favor  cf  W  or  an- 
other person,  since  the  term  "assigns"  (as 
used  in  section  812  (c)  (1)  (B) )  Includes 
such  assignee.  However,  If  It  is  as.sumed 
that  A  predeceased  H,  the  interest  of  B  in 
the  property  was  extinguished,  and,  viewed 
as  of  the  time  of  the  subsequent  death  of 
H.  the  interest  which  passed  from  him  to  W 
is  the  entire  interest  in  the  property  and. 
therefore,  a  "deductible  interest". 

(vil)  H  transferred  real  property  to  A 
reserving  the  right  to  the  rentals  of  the 
pro]-.erty  for  a  term  of  20  years.  H  died  within 
such  20-year  term,  bequeathing  the  right  to 
the  remaining  rentals  to  a  trust.  The  terms 
of  the  trust  satisfy  the  five  conditions  stated 
In  paragraph  (c)  of  5  81.47a.  so  that  the 
property  interest  which  passed  in  trust  is 
considered  to  have  passed  from  H  to  W. 
Such  interest  Is  a  "nondeductible  interest" 
since  it  will  terminate  upon  the  expiration 
nf  the  term  and  A  will  thereafter  possess  or 
enjoy  the  property. 

(viii)  H  bequeithed  a  patent  to  W  and  A 
as  tenants  In  common.    In  this  case,  the  in- 
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terest  of  W  wtll  terminate  upon  the  expira- 
tion or  the  term  of  the  patent,  but  posses- 
sion or  enjoyment  of  the  property  by  A  must 
necessarily  cease  at  the  same  time.  There- 
fore, since  A's  possession  or  enjoyment  can- 
not outlast  the  termination  of  Ws  Interest, 
the  latter  is  a  ■deductible  Interest". 

The  alwve-stated  provision  is  to  be 
applied  with  respect  to  the  property  in- 
terests which  actually  passed  frcm  the 
decedent.  Subsequent  conversions  of 
the  property  are  immaterial  for  this 
purpose.  Tnus.  where  a  decedent  be- 
queathed his  estate  to  his  wife  for  life 
with  remainder  to  his  children,  the  in- 
terest which  passed  to  his  wife  Ls  a  "non- 
deductible intcresf.  even  though  the 
wife  agrees  with  the  children  to  take  a 
fractional  share"  of  the  estate  in  lieu 
thereof,  or  sells  the  life  estate  for  cash, 
or  acquires  the  remainder  interest  of  the 
children  either  by  purchase  or  gift. 

Section  812  (d  (1)  <D)  provides  an 
exception  to  the  general  rule  stated  in 
this  paragraph.  In  general,  the  object 
of  section  812  (e)  <1)  <D)  is  to  prevent  a 
property  interest  from  being  classified  as 
-nondeductible"  where  (i)  the  only  con- 
dition under  which  it  will  terminate  is 
the  death  of  the  surviving  spouse  within 
6  months  after  the  decedent's  death,  or 
the  death  of  such  spouse  as  a  result  of  a 
common  disaster  which  also  resulted  in 
the  decedent's  death,  and  <ii)  such  con- 
dition does  not  in  fact  occur.  The  fol- 
lowing examples  illustrate  the  applica- 
tion of  tlie  exception  provided  by  section 
812  (e)  (1)   'D>: 

Example  (1).     A  decedent  bequeathed  his 
entire  estate  to  his  spouse  on  condition  that 
she  survive  him  bv  6  months.     In  the  event 
his  spouse  failed  to  survive  him  by  6  months. 
his  estate  was  to  go  to  his  niece  and  her 
heirs      The    decedent    was   survived    by    his 
spouse      It  will  be  observed  that,  as  of  the 
time  of  th?  decedenfs  death.  It  was  possible 
that  the  niece  would,  by  reason  of  the  Inter- 
est which  passed  to  her  from  the  decedent, 
possess  or  t  ijov  the  estate  after  the  termina- 
tion of  the  Interest  therein  which  passed  to 
^the  spouse.     Hence,  under  the  general  rule 
set    forth    In    this    paragraph,    the    interest 
which  passed  to  the  spouse  would  be  regarded 
as  a  "nondeductible  Interest".     If  the  sur- 
viving spouse  in  fact  died  within  6  months 
after  the  decedenfs  death,  such  general  rule 
Is    to    be    applied,    and    the    Interest    which 
passed  to  such  spouse  Is  a  "nondeductible  In- 
terest"     However.  If  such  spouse  In  fact  sur- 
vived the  decedent  by  6  months,  thus  extm- 
guishlng  the  interest  of  the  niece,  the  case 
comes  within  the  exception  provided  by  sec- 
tion 812  (e)   (1)   (D).  and  the  interest  which 
passed  to  such  spouse  is  a  "deductible  Inter- 
est".    (It  Is  assumed  for  the  purpose  of  this 
example  that  no  other  factor  which  would 
cause  such  interest  to  be  "nondeductible  "  is 
present.) 

Example  (2) .  Tlie  facts  are  the  same  as  In 
example  (I)  except  that  the  will  provided 
that  the  estate  was  to  go  to  the  niece  either 
In  case  the  decedent  and  his  spouse  should 
both  die  as  a  result  of  a  common  disaster,  or 
In  case  the  spouse  should  fall  to  survive  the 
decedent  by  3  months.  It  is  assum.ed  that 
the  decedent  was  survived  by  his  spouse.  In 
this  example,  the  Interest  which  passed  from 
the  decedent  to  his  surviving  spouse  is  to  be 
regarded  as  a  "nondeductible  Interest"  in 
case  the  surviving  spouse  in  fact  died  either 
within  3  months  after  the  decedents  death 
or  as  a  result  of  a  common  disaster  which  also 
resulted  in  the  decedent's  death.  However. 
If  such  spouse  in  fact  survived  the  decedent 
by  3  mcnthr.  and  did  not  thereafter  die  as 
a  result  of  a  commcu  disi.sler  which  also 
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resulted  in  the  decedenfs  death,  the  excep- 
tion provided  under  section  812  (e)  (1)  (D) 
will  apply. 

Where  the  only  condition  which  will 
cause  the  interest  taken  by  the  surviving 
spouse  to  terminate  i.s  of  such  nature  that 
It  can  occur  only  within  6  months  fol- 
lowing the  decedent's  death,  the  excep- 
tion provided  under  section  812  (e*  <1> 
(Dt  will  apply,  provided  the  condition 
does  not  in  fact  occur.  However,  where 
such  condition  (unless  it  relates  to  death 
as  a  result  of  a  common  disaster)  is  one 
which  may  occur  either  within  such 
6-month  period  or  thereafter,  the  excep- 
tion provided  under  section  812  te'  tl) 
(D>  will  not  apply. 

Where  a  property  interest  passed  from 
the  decedent  to  his  surviving  spou  o  sub- 
ject to  the  condition  that  .she  does  not 
die  as  a  result  of  a  common  disaster 
which  also  resulted  in  the  decadent's 
death,  the  exception  provided  under  sec- 
tion 812  (e)  <1>  »D)  will  not  be  applied 
in  the  final  audit  of  the  return  if  there 
is  still  a  po.^sibility  -hat  the  surviving 
spouse  may  be  deprived  of  such  property 
interest  by  operation  of  the  common  dis- 
aster provision  as  giver  effect  by  the  local 
law. 

(e)  Terminable  interest  to  be  acquired 
by  cx'cutor  or  trustee.  Section  812  'e) 
(1)  (B>  also  provides  that  no  marital 
deduction  may  be  taken  with  respect  to 
a  life  estate  or  ether  "terminable  inter- 
est" which  is  to  be  acquired  for  the  sur- 
viving spouse,  pursuant  to  directions  of 
the  decedent,  by  his  executor  or  by  a 
trustee.  Oiher  examples  of  "terminable 
interests"  are  an  annuity,  an  estate  for 
years,  a  patent,  p.nd  a  copyright.  Sec- 
tion 812(e)  (1)  <B)  provides  that  a  prop- 
erty interest  shall  not  be  considered  a 
"terminable  interest"  merely  because  it 
is  the  ownership  of  a  bond,  note,  or  simi- 
lar contractual  obligation,  the  discharge 
of  which  would  not  have  the  effect  of  an 
annuity  for  life  or  for  a  term. 

The  foregoing  provision  is  applicable 
only  with  respect  to  any  property  inter- 
est wMch  the  decedent  directed  his  ex- 
ecutor or  a  trustee  to  expend,  subse- 
quently to  his  death.  In  the  acquisition 
of  a  life  estate,  annuity,  or  other  "termi- 
nable interest"  for  his  surviving  spouse. 
In  such  a  case  the  property  interest 
which  is  to  be  so  expended  is  a  "nonde- 
ductible interest."  The  foregoing  pro- 
vision is  not  applicable,  however,  in  the 
case  of  a  general  authorization  to  rein- 
vest property,  whereunder  the  executor 
or  trustee  may  acquire  either  "termi- 
nable interests"  or  other  {)roperty  in- 
terests. 

Example.  A  decedent  bequeathed  $100,000 
to  his  wife,  subject  to  a  direction  to  his  ex- 
ecutor to  use  such  bequest  for  the  purchase 
of  an  annuity  for  the  wife.  The  bequest  Is  of 
a  "nondeductible  Interest." 

(f)  Interest  payable  out  of  a  group  of 
assets.  Section  812  (e)  (1)  «C)  pro- 
vides that  where  the  assets  (included  in 
the  decedent's  gross  estate)  out  of  which, 
or  the  proceeds  of  which,  an  interest 
passing  to  the  surviving  spouse  may  be 
satisfied  include  a  particular  asset  or 
assets  with  respect  to  which  no  deduc- 
tion would  be  allowed  if  such  asset  or  as- 
sets passed  from  the  decedent  to  such 
spouse,  then  the  value  of  such  interest 


passing  to  such  spouse  .shall,  for  the  pur- 
pose of  the  marital  deduction,  be  reduced 
by  the  aggregate  value  of  such  pi^rticular 

Assets. 

In  order  for  the  foregoing  provi-ion  to 
apply,  two  circumstances  must  co:x  .-;t. 
as  follows: 

( 1 )  The  property  interest  which 
passed  from  the  decedent  to  his  survlv- 
Ing  spouse  must  be  payable  out  of  a 
group  of  assets  included  in  the  grc.^s  es- 
tate. Examples  of  property  interests  pry- 
able  out  of  a  group  of  a.'^sGt.';  arc  a  general 
legacy,  a  bequest  of  the  residue  of  the 
decedent's  estate  or  of  a  portion  of  t'ne 
residue,  and  a  right  to  a  share  of  the 
corpus  of  a  trust  upon  its  termiiialion. 

(2)  The  group  of  assets  out  of  which 
the  property  interest  is  payable  must  in- 
clude one  or  more  particular  assets  which. 
If  passine  specifically  to  the  surviving 
spouse,  would  be  "nondeductible  inter- 
ests". 

If  the  above  circumstances  are  both 
present,  tlie  property  interest  payable  out 
of  the  group  of  assets  is  (except  as  to  any 
excess  of  its  value  over  the  aggregate 
value  of  the  particular  asset  or  assets 
which  would  not  be  deductible  if  passing 
specifically  to  the  surviving  spouse »  a 
"nondeductible  interest". 

Example.  A  decedent  bpqueathed  or.e- 
thlrd  of  the  residue  of  his  estate  to  his  wife; 
The  property  passing  under  the  decedenfs 
win  Included  a  right  to  the  rentals  of  an  of- 
fice building  for  a  term  of  years,  reserved 
by  the  decedent  under  a  deod  of  the  buiiding 
by  way  of  gift  to  his  son.  The  decedent  did 
not  make  a  specific  bequest  of  the  right  to 
such  rentals.  Such  right.  If  passln«  spccm- 
cally  to  the  wife,  would  be  a  "nondeductible 
Interest".  (See  paragraph  (d)  of  this  sec- 
tion )  If  It  Is  assumed  that  the  value  of 
the  bequest  of  one-third  of  the  reslciu«>  of 
the  estate  to  the  wife  was  $85,000.  and  that 
the  right  to  the  rentals  was  Included  in  the 
gross  estate  at  a  value  of  $60,000.  then  ilie 
bequest  Is.  to  the  e.xteut  of  $60,000.  a  -non- 
deductible Interest". 

§  81.47c     Valuation  of  property  inter- 
est passinq  to  surviving  spouse — (a>   /" 
general.    The  value,  for  the  purpose  of 
the  marital  deduction,  of  any  "deductible 
Interest"  which  passed  from  the  decedent 
to  his  surviving  spouse  is  to  be  deter- 
mined as  of  the  date  of  the  decedent's 
death,  unless  the  executor  elects  the  op- 
tional valuation  method  in  accordance 
with  the  provisions  of  5  81.11.  in  which 
case  the  value  of  any  such  interest  is  to 
be  determined  as  of  such  date  with  ad- 
jUNtment  as  explained  in  §  81.11.     The 
marital  deduction  may  be  taken  <^nly 
with  respect  to  the  net  value  of  any  'de- 
ductible interest"  which  passed  from  the 
decedent   to   his   surviving   spouse,   the 
same  principles  being  applicable  a.s  ii 
the  amount  of  a  gift  to  such  spoase  were 
being  determined.     In  determining  the 
value  of  the  interest  in  property  passing 
to  the  spou.«:e  account  must  be  taken  of 
the  effect   of   any   material   limitations 
upon  her  right  to  income  from  the  prop- 
erty.   An  example  of  a  case  in  which  this 
rule  may  be  applied  is  a  case  in  which  the 
decedent  bequeaths  property  in  tru.-l  for 
the  benefit  of  his  spouse  but  the  income 
from  such  property  from  the  date  of  the 
decedent's  death  until  distribution  of  the 
property  to  the  trustee  is  to  be  u   'd  lo 
pay  expenses  incurred  in  the  aduimi-- 
tration  of  the  estate. 
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(b)  Property  iritercst  subject  to  an  in- 
cumbrance or  obligation.  Section  812 
•  e)  (1)  (E)  provides  that  where  a  prop- 
erty interest  passed  from  the  decedent  to 
his  surviving  spouse  subject  to  a  mort- 
gage or  other  Incumbrance,  or  where  an 
obligation  is  Imposed  upon  the  surviving 
.six)Use  by  the  decedent  in  connection 
v.ilh  the  passing  of  a  property  interest, 
the  value  of  such  property  interest  is  to 
be  reduced  by  the  amount  of  such  mort- 
rage.  other  incumbrance,  or  obligation. 
Tlie  pa.ssing  of  a  property  interest  sub.lect 
to  the  Imposition  of  an  obligation  by  the 
decedent  does  not  Include  a  beque.^t.  de- 
vi.>e.  or  transfer  In  lieu  of  dower,  curtesy, 
or  of  a  statutory  estate  created  in  lieu  of 
dower  or  curtesy,  or  of  other  marital 
rights  In  the  decedent's  property  or 
estate.  The  passing  of  a  property  in- 
trrest  subject  to  the  imposition  of  an 
obligation  by  the  decedent  does,  how- 
ever, include  a  bequest,  etc..  in  lieu  of  the 
Interest  of  his  surviving  spwuse  under 
community  property  laws  unless  such 'in- 
terest was.  immediately  prior  to  the  de- 
cedent's death,  a  mere  expectancy.  (As 
to  the  circumstances  under  which  the  in- 
terest of  the  surviving  spouse  Is  regarded 
a-  a  mere  expectancy  see  paragraph  (b) 
of  S81.47d.) 

The  following  are  illustrative  of  prop- 
erty interests  which  passed  from  the 
decedent  to  his  surviving  spouse  subject 
tn  the  imposition  of  an  obligation  by 
the  decedent : 

1 1 »  A  decedent  devised  a  residence 
valued  at  $25,000  to  his  wife,  with  a  di- 
rection that  she  pay  $5,000  to  his  sister. 
For  the  purpose  of  the  marital  deduction, 
the  value  of  the  property  Interest  passing 
to  the  wife  Is  only  $20,000. 

'2>  A  decedent  devised  real  property 
to  his  wife  in  satisfaction  of  a  debt  owing 
to  her.  The  debt  is  a  deductible  claim 
under  section  8i:  (b)  (3).  Since  thewife 
Is  obliged  to  relinquish  such  claim  as  a 
condition  to  acceptance  of  the  devise, 
the  value  of  the  devise  is,  for  the  purpose 
of  the  marital  deduction,  to  be  reduced 
by  the  amount  of  such  claim. 

•  3'  A  decedent  bequeathed  certain 
securities  to  his  wife  in  lieu  of  her  inter- 
est in  property  held  by  them  as  com- 
munity property  under  the  law  of  the 
State  of  their  residence.  The  wife 
elected  to  relinquish  her  community 
property  Interest  and  to  take  the  bequest. 
For  the  purpose  of  the  marital  deduc- 
tion, the  value  of  the  bequest  is  to  be 
reduced  by  the  value  of  the  community 
pioperty  interest  relinquished  by  the 
wife. 

'c>  Effect  of  death  taxes.  Section  812 
fe>  (1)  «E)  provides  that  in  the  deter- 
mination of  the  value  of  any  property 
Interest  which  passed  from  the  decedent 
to  his  surviving  spouse,  there  shall  bo 
tak^n  into  account  the  effect  v.'hich  the 
Pedrral  estate  tax.  or  any  estate,  suc- 
cession, legacy,  or  Inheritance  tax.  has 
upon  the  net  value  to  the  .surviving 
spoi  se  of  such  property  Interest. 

For  example,  assume  that  the  only  bc- 
QiK  ^•L  to  the  surviving  spouse  is  of  $100,- 
OCO  and  such  spouse  is  nquired  to  pay 
Statf  inheritance  tax  in  the  amount  of 
$l,c.OO.  If  no  other  deatli  taxes  affect 
the  net  value  of  the  bequest,  such  value, 
'or  the  purpose  of  the  marital  deduc- 
tion, i:>  CDS. 500. 
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To  take  another  example,  as.'.ume  that 
a  decedent  devised  to  his  wife  real  prop- 
erty having  a  value  for  Federal  estate 
tax  purposes  of  $100,000,  and  also  be- 
queathed to  her  a  "nondeductible"  inter- 
est for  life  under  a  trust.  The  State  of 
residence  values  the  real  property  at  $90,- 
COO  and  the  life  interest  at  $30,0C0.  and 
Imposes  an  inheritance  tax  (at  graduated 
rates*  of  S4.800  with  respect  to  the  two 
Interests.  If  it  is  assumed  that  such  in- 
heritance tax  is  required  to  be  paid  by 
the  wife,  the  amount  thereof  to  be  as- 
cribed to  the  devise  is — 

90.00n 

120,000 '-'^•«°°=-^^3'^°°- 

Accordingly,  if  no  other  death  taxes  af- 
fect the  net  value  of  the  bequest,  such 
value,  for  the  purpose  of  the  marital  de- 
duction, is  $100,000  less  $3,600.  or  $96,400. 
If  the  decedent  bequeaths  his  residuary 
estate,  or  a  portion  thereof,  to  his  sur- 
viving spouse,  and  his  will  contains  a  di- 
rection that  all  death  taxes  shall  be  pay- 
able out  of  such  residuary  estate,  the 
value  of  the  bequest,  for  the  purpose  of 
the  marital  deduction,  is  based  upon  the 
amount  of  the  residue  as  reduced  pursu- 
ant to  such  direction.  If  the  residuary 
estate,  or-a  portion  thereof,  is  bequeathed 
to  the  surviving  spouse,  and  by  the  local 
law  the  Federal  estate  tax  is  payable  out 
of  the  residuary  estate,  the  value  of  the 
bequest,  for  the  purpose  of  the  marital 
deduction,  may  not  exceed  the  amount 
thereof  as  reduced  by  the  Federal  estate 
tax. 

(d)  Remainder  interests.  Where  the 
income  from  property  is  made  payable 
to  another  individual  for  life,  or  for  a 
term  of  years,  with  remainder  abso- 
lutely to  the  surviving  spouse  or  to  her 
estate,  the  marital  deduction  is  based 
upon  the  present  value  of  the  remainder. 
The  present  value  of  the  remainder  is  to 
be  determined  in  accordance  with  the 
rules  stated  in  §  81.10  (i) .  For  example. 
If  the  surviving  spouse  is  to  receive  $50.- 
000  upon  the  death  of  a  person  aged  31 
years,  the  present  value  of  the  remainder 
is  $15,631.  iSec  example  in  S  81.10  (i> 
(4 1.)  If  the  remainder  Is  such  that  Its 
value  is  to  be  determined  by  a  special 
computation  (see  S  81.10  <i)  3>).  a  re- 
quest for  a  specific  factor  accompanied 
by  a  statement  of  the  date  of  birth  of 
each  person,  the  duration  of  whose  life 
may  affect  the  value  of  the  remainder, 
and  by  copies  of  the  relevant  instruments 
may  be  submitted  to  the  Commissioner 
who  in  his  discretion  may  supply  the  fac- 
tor requested.  If  the  Commissioner  does 
not  furni.sh  the  factor,  the  claim  for 
deduction  must  be  supported  by  a  full 
statement  of  the  computation  of  the 
present  worth  made,  in  accordance  with 
the  principles  set  forth  in  §  81.10  (i).  by 
one  skilled  in  actuarial  computations, 

S  81.47d  Limitation  on  amount  of 
viui Hal  deduction — (a)  In  general.  The 
allowable  marital  deduction  is  limited  to 
the  .'mailer  of  the  following  amounts: 

( 1  >  The  aggregate  value  of  the  "deduc- 
tible interests"  which  passed  from  the 
decedent  to  his  surviving  spoiise.  as  de- 
termined under  SS  81.47a  to  81.47c. 

(2)  Fifty  percent  of  the  value  of  the 
"adjusted  gro.ss  estate",  as  determined 
under  this  section. 
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Except  as  provided  In  paragraph  (b) 
of  this  section  (relating  to  community 
property),  the  "adjusted  gross  estate"  is 
to  be  determined  by  subtracting  from 
the  entire  value  of  the  gross  estate  the 
aggregate  amount  of  the  deductions  al- 
lowed under  section  812  (b).  tSee 
ii!  81.29  to  81.40.) 

Example.  The  value  of  a  decedent's  pross 
estate  Is  $200,000  and  the  apgretrate  amount 
of  the  deductions  allowed  by  section  812  (b) 
is  $30,000.  (It  l.-.  assumed  "for  the  purpose 
of  this  example  that  the  decedent  and  his 
spouse  never  held  any  property  as  commu- 
nity property.)  The  value  of  the  "adju=!ted 
gross  estate"  Is.  therefore.  $200,000  less  $30.- 
OCO,  which  Is  $170,000.  It  Is  Resumed  that 
the  aggregate  value  of  the  "deductible  in- 
terests" which  passed  from  the  decedent  to 
h!3  surviving  spouse  Is  JlOO.OOJ.  The  r.llow- 
able  marital  deduction  Is  limited  to  $85,000 
<50  per  cent  of  the  value  of  the  "adjusted 
gross  estate"). 

(b)  Special  rule  in  case  involving  com- 
munity property.  If  the  decec'ent  and 
his  surviving  spouse  at  any  time  held 
property  as  "community  property",  as 
hereinafter  defined,  the  "adju.sted  gross 
estate"  referred  to  in  paragraph  (a)  of 
this  section  Is  to  be  determined  by  sub- 
tracting from  the  entire  value  of  the 
gro.ss  estate  the  sum  of  the  following 
values  and  amounts: 

<1)  The  value  of  any  property  in- 
cluded in  the  gross  estate  which  wa.s 
at  the  time  of  the  decedents  death  held 
bj,'  him  and  his  surviving  spouse  as 
"community  pioperty".  as  hereinafter 
defined. 

<2)  The  value  of  property  (to  the  ex- 
tent included  in  the  gross  estate)  trans- 
ferred by  the  decedent  during  his  life. 
If  at  the  time  of  such  transfer  the  prop- 
erty was  held  by  him  and  his  surviving 
spouse  as  "community  property",  as 
hereinafter  defined. 

(3)  The  amount  (to  the  extent  In- 
cluded in  the  gro.^^s  estate)  receivable  as 
Insurance  under  policies  upon  the  life  of 
the  decedent  to  the  extent  purchased 
with  premiums  or  other  consideration 
paid  out  of  property  then  held  by  him 
and  his  surviving  spouse  as  "community 
property",  as  hereinafter  defined. 

(4)  An  amount.  A,  which  bears  the 
same  ratio  to  B  (the  aggregate  amount 
of  the  deductions  allowed  by  section  812 
(b)  )  as  C  (the  value  of  the  gross  estate, 
diminished  by  the  aggregate  amount  sub- 
tracted under  subparagraphs  d).  (2). 
and  (3»  of  this  paragraph)  bears' to  b 
(the  entire  value  of  the  gross  estate). 

Where  a  policy  of  insurance  upon  the 
life  of  the  decedent  was  purchased  partly 
with  property  held  by  him  and  his  sur- 
viving spouse  as  "community  property," 
as  hereinafter  defined,  and  partly  with 
other  property,  the  amount  receivable 
under  such  policy  is  considered,  for  the 
purpose  of  subparagraph  *3)  of  this 
paragraph,  to  have  been  purchased  with 
such  "community  property"  in  the  pro- 
portion that  the  payments  made  with 
such  "community  property  "  bear  to  the 
total  amount  paid.  If  only  a  portion  of 
the  proceeds  of  a  policy  Is  included  in 
the  gross  estate,  only  such  portion  of  the 
proceeds,  and  only  the  premiums  or  other 
consideration  paid  for  such  portion,  are 
to  be  Included  in  the  computation  stated 
In  the  preceding  sentence,    (See  §81.27.)     • 
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RULES  AND  REGULATIONS 


In   determining   the  "adjusted   gross 
estate"  under  this  paragraph,  property 
held  by  the  decedent  and  his  surviving 
spcur^e  as  "community  property,"  at  the 
time  of  the  death  of  the  decedent  <for 
the  purpose  of  subpraagraph  ( 1  >  of  this 
pararrraph).  at  the  time  of  the  transfer 
(for  the  purpo<:e  of  subparagraph    '2) 
cf  this  paragraph) .  or  at  the  time  of  the 
pavment  of  insurance  premiums  or  other 
cor-ideration  <for  the  purpose  of  sub- 
paragraph   «3)    of  this  paragraph),  is 
considered  to  include: 

•  i )  Any  property  held  by  them  at  such 
time  as  community  property  under  the 
law  of  any  State.  Territory,  or  possession 
of  the  United  States,  or  of  any  foreign 
country,  except  such  properly  in  which 
the  surviving  spou.'e  had  at  such  time 
merely  an  expectant  interest. 

I  ii  >  Separate  property  acquired  by  the 
decedent  as  a  result  of  a  "conversion 
(c-uring  the  calendar  year  1942  or  after 
Annl  2  1948)  of  property  held  by  him 
and  his  .'^urvivin?  spouse  as  community 
property  under  the  law  of  any  State 
Territory,  or  porse?sion  of  the  unitea 
States,  or  of  any  foreign  country,  (ex- 
cept such  property  in  which  the  surviving 
spouse  had  at  the  time  of  the  "conver- 
sion" merely  an  expectant  interest)  into 
their  separate  property. 

(iii)  Property  acquired  by  the  aece- 
dent  in  exchange  (by  one  exchange  or  a 
series  of  exchanges'  for  separate  prop, 
erty  acquired  as  set  forth  under  sub- 
division (ii>  of  this  subparagraph. 

The  surviving   spouse  is  regarded   as 
having  merely  an  expectant  interest  in 
prooerty  held   as  community   property 
under  the  law  of  any  State.  Territory,  or 
possession  of  the  United  States,  or  of  any 
foreign  country,  (a)  at  the  time  of  the 
decedent's  death  if  the  entire  value  of 
such  property  -and  not  merely  one-hall 
thereof)   is  includible  in  the  decedents 
gross  estate,  or  (b)  at  the  time  of  any 
transfer,  payment  of  insurance  prem- 
iums or  other  consideration,  or  "conver- 
sion" if  in  case  of  the  death  of  the  de- 
cedent at  such  time,  the  entire  value  of 
the  property  involved  in  .such  transfer, 
payment,    or    "conversion"     '^nd    not 
merely  one-half  thereof)  would,  without 
regard  to  the  provisions  of  section  811 
(e)  <2)   have  been  so  Includible. 

The  characteristics  of  property  which 
acouired  a  non-community  instead  of  a 
community  status  by  reason  of  an  agree- 
ment (Whether  antenuptial  or  postnup- 
tial)  are  such  that  section  812   'O    «^) 
(Ci  classifies  the  property  as  community 
property  of  the  decedent  and  his  surviv- 
ing spouse  in  the  computation  of  the  'ad- 
justed gross  estate".     In  distinguishing 
property   which   thus   acquired   a   non- 
community  status  from  property  which 
acquired  such  a  status  solely  by  operation 
of  the  community  property  law.  section 
812  (e)  (2)  (C>  refers  to  the  former  cate- 
gory of  property  as  "separate  property" 
acquired  as  a  result  of  a  "conversion"  of 
"property  held  as  such  community  prop- 
erty"    As  used  in  section  812  (e  I  (2)  »C), 
the  phrase  "property  held  as  such  com- 
munity property"  is  used  to  denote  the 
body  of  property  comprehended  within 
the  community  property  system;  the  ex- 
pression   "separate    property"    includes 
any  non-community  property  (whether 
held  in  Joint  tenancy,  tenancy  by  the  en- 
tirety, tenancy   in   common,  or   other- 


wise) :  and  the  term  "conversion"  In- 
cludes any  transaction  or  agreement 
which  transforms  property  from  a  com- 
munity  status   into   a   non-community 

status.  ,  .  ^ 

The  separate  property  which  section 
812  (e)   (2»   (C)  classifies  as  community 
property  is  not  limited  to  that  which  was 
in  existence  at  the  time  of  the  conver- 
sion.   The  following  are  illustrative  of 
the  scope  of  section  812  (e)  (2)   (C) :  A 
partition  of  community  property  between 
hu.sband  and  wife,  whereby  a  portion  of 
such  property  became  the  separate  prop- 
erty of  each,  is  a  conversion  of  such  prop- 
erty; a  transfer  of  community  property 
into  some  other  form  of  coownership. 
such  as  a  Joint  tenancy,  is  a  conversion 
of  such  property;  an  agreement  (whether 
made   before   or    after   marriage)    that 
future  earnings  and  gains  which  would 
otherwise  be  community  property  shall 
be  shared  by  them  as  separate  property 
effects  a  conversion  of  such  earnings  and 
gains;  a  change  in  the  form  of  ownership 
of  property  which  causes  the  future  rent- 
als  therefrom,   which   would   otherwise 
have  been  acquired  as  community  prop- 
erty, to  be  acquired  as  separate  property 
efTe(:ts  a  conversion  of  such  rentals. 

The  rules  oC  .section  812  (e)  (2)  (O  are 
applicable,  however,  only  if  the  conver- 
sion took  place  during  the  calendar  year 
1942  or  after  April  2.  1948.  and  only  to 
the  extent  stated  herein. 

Where  the  value  of  the  separate  prop- 
erty acquired  by  the  decedent  as  a  result 
of  a  conversion  did  not  exceed  the  value 
of  the  separate  property  thus  acquired 
by  the  surviving  spou.se,  the  entire  sepa- 
rate property  thus  acquired  by  the  de- 
cedent is  to  be  considered,  for  the  pur- 
poses of  this  paragraph,  as  held  by  him 
and  his  surviving  spouse  as  community 
property.    Where  the  value  (at  the  time 
of  the  conversion)  of  the  separate  prop- 
erty -so  acquired  by  the  decedent  exceeded 
the  value  (at  such  time)  of  the  separate 
property  so  acquired  by  the  spouse,  only  a 
part  of  the  separate  property  so  acquired 
by  the  decedent  (and  only  the  same  frac- 
tional part  of  property  acquired  by  him  in 
exchange  for  such  separate  property)  is 
to  be  considered,  for  the  purposes  of  this 
paragraph,  as  held  by  him  and  his  sur- 
viving  spouse   as  community   property. 
The  part  of  such  separate  property  (or 
property  acquired  in  exchange  therefor) 
which  is  considered  as  so  held  is  the  same 
proportion  thereof  which  the  value  (at 
the  time  of  the  conversion)  of  the  sepa- 
rate property  so  acquired  by  the  spouse  is 
of  the  value  (at  such  time)  of  the  sepa- 
rate property  so  acquired  by  the  decedent. 
Example  (J).  The   value   of   a   decedents 
gross   estate   is   $300,000.   of   which   $200,000 
represents  his  separate  property  and  $100.- 
000  represents  his  one-half  Interest  in  com- 
munlty  property.     The  decedents  separate 
property  was  Inherited  from  his  father.    The 
deductions    allowed   under   section    812    (b) 
total  $45,000.    In  this  example,  the  "adjusted 
gross  estate"  Is  computed  as  follows- 


In  this  example  the  marital  deduction  will 
be  $85  0--K)  (one-half  the  value  of  the  "ad- 
lusted  gross  estate")  In  case  the  ag^rer.ue 
value  of  the  "deductible  Interests"  wfllch 
passed  from  the  decedent  to  his  surviving 
spouse  equals  or  exceeds  such  amount. 

Example  (2).  The  facts  are  the  same  as  in 
example     (1)     except    that    the    decedents 
separate  property  was  not  Inherited  from  his 
father,  but  was  acquired  under  the  following 
transaction:  On     November     1.     1942.     the 
decedent    and    his    surviving    spouse    parti- 
tioned   cert.-iln    community    property    then 
having   a   value   of   $224,000.     A   portion   of 
such  property,  then  having  a  value  of  8iec,- 
000    was  converted  Into  the  decedent's  sep- 
arate prooerty,  and  the  remaining  portion, 
then  havl'nR  a  value  of  $64,000.  was  converted 
Into    his    soouse's    separate    property.     The 
portion  of  the  separate  property  so  acquired 
by  the  decedent  which  Is  considered  as  held 
as  communltv  property  at  the  time  of  his 
death  Is  represented  by  that  proportion  of 
$200  000  (the  value,  at  the  time  of  death,  of 
such  separate  property!   which  $64,000  (the 
value,  at  the  time  of  the  conversion,  of  the 
separate  property  so  acquired  by  his  spouse) 
beafs  to  $160,000  (the  value,  at  the  time  of 
the  converElon,  of  the  separate  property  so 
acquired  by  the  decedent  i .  which  proportion 
equals  $80,000.     The  "adjusted  gross  estate- 
is  computed  as  follows: 


Value  of  gross  estate --  $300,000 

Reduction  under  sub- 
paragraph   (1) $100,000 

Reduction  under  sub- 
paragraph (4)  (200,- 
000  300,000  of  $45.000) .       30.  000 

ToUl  reduction 130,  OOa 

Adjusted  gross  estate no,  000 


Value  of  gross  e.^tate.. $300,000 

Reduction  under  sub- 
para-rauh  (1)  ($100,000 
plus  $£0.000) $180,000 

Reduction  under  sub- 
parag.anh  (4i  (120.000/ 
300,000  "of  $45.000) 18.  000 

Total  reduction 198,000 

Adjusted  gross  estate 102,000 

The  burden  of  establishing  the  extent 
to  which  separate  property  of  the  dece- 
dent was  acquired  other  than  as  de- 
scribed In  subdivisions  (ii)  and  (iiD  of 
this  subparagraph  rests  upon  the  execu- 
tor. 

§  81.47e  Proof  required.  The  execu- 
tor must  submit  such  proof  as  is  neces- 
sary to  establish  the  right  of  the  estate  to 
the  marital  deduction,  including  any 
evidence  requested  by  the  Commissioner. 
Par  13  Section  81.53,  as  amended  by 
Treasury  Decision  5239.  is  further 
amended  as  follows: 

(A»  By  striking  out  "the  three  follow- 
ing exception-s**  and  by  inserting  in  Ucu 
thereof  the  following:  "the  four  follow- 
ing exceptions". 

(Bi  By  inserting  at  the  end  thereof 
the  following  subparagraph: 

§  81.53  Deduction  of  the  value  of 
property  previously  taxed.     *     *     *    . 

(4 1  The  condition  set  forth  under 
§8141  <a)  (6)  should  be  disregarded  in 
determining  whether  the  deduction  is 
available. 

Par.  19.  There  is  inserted  immediately 
preceding  §  81.83  the  following: 
Sec.  365   Liabilitt  of  Life  Insurance  Bene- 
nciARiEs.     Etc.     (Revenue     Act     of     1948. 
Enacted  April  2.  1948) 
(a)   Section  826  (c)  of  the  Internal  Reve- 
nue Code  (relating  to  liability  of  I'-^e  insur- 
ance   beneficiaries)    Is   hereby    amended   by 
adding  at  the  end  thereof  the  following  new 
sentence:  "In  the  case  of  such  Proceeds  re- 
ceivable by  the  surviving  spouse  of  the  ae 
cedent  for  which  a  deduction  Is  allowed  unaer 
section  812    (e)    (the  so-called  -marital  de- 
ductlon'),  this  subsection  shall  not  apP'^  J** 
such  proceeds  except  as  to  the  amount  there- 
of In  excess  of  the  ag^jregcte  amount  of  ino 
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marital  deductions  allowed  under  such  sub- 
sections." 

(b>  Section  826  (d)  of  the  Internal  Reve- 
nue Code  (relating  to  liability  of  recipient 
of  property  over  which  decedent  had  power  of 
appointment)  Is  hereby  amended  by  adding 
at  the  end  thereof  the  following  new  sen- 
tence: "In  the  case  of  such  property  re- 
ceived by  the  surviving  spouse  of  the  dece- 
dent for  which  a  deduction  is  allowed  under 
section  812  (e)  (the  so-called  'marital  de- 
duction'), this  subsection  shall  not  apply  to 
such  prcpeuy  except  as  to  the  value  there- 
of reduced  by  an  amount  equal  to  the  excess 
of  the  aggregate  amount  of  the  marital  de- 
ductions allowed  under  section  812  (e)  over 
tiie  amount  of  proceeds  of  insurance  upon 
the  life  of  the  decedent  receivable  by  the 
surviving  spouse  tor  which  jjroceeds  a  marital 
deduction  Is  allowed  under  such  subsection." 

(C(  The  amendments  made  by  this  section 
shall  be  applicable  only  with  respect  to  es- 
tates of  decedents  dying  after  December  31, 
1947. 

Par.  20.  Section  81  79  (b»  Ls  amended 
by  inserting  immediately  preceding  the 
period  at  the  end  of  the  first  sentence  of 
the  fourth  undesignated  paragraph 
thereof  the  following:  ";  (5»  the  portion 
of  the  marital  deduction  allowed  under 
the  provisions  of  section  812  (e)  on  ac- 
count of  bequests,  etc..  of  such  interests 
to  the  decedent's  surviving  spouse". 

"53  Stat.  467:  26  U.  S.  C.  3791.    Interprets 
or  applies  Pub.  Laws  471,  869.  80th  Cong.) 

I  SEAL]  Fred  S.  Martin, 

Acting  Coyntnissioncr  of 
Internal  Revenue. 


Approved:  May  13,  1949. 

THOM.AS  J.  Lynch, 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.    49-3993:    Ftled,    May    18,    1949; 
8:50  a.  m.l 
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P.ART  86 — Gift  T.ax  Under  Chapter  4  of 

THr       iNTERNAl       REVENUE       CODE,       AS 

Amended 

miscellaneous   AMENDltENTS 

On  November  6.  1948.  notice  of  pre- 
pared rule-making,  regarding  the  gift 
tax  provisions  of  the  Revenue  Act  of 
1948.  enacted  April  2,  1948.  was  published 
in  the  Federal  Register  (13  F,  R,  6576  >. 
After  consideration  of  all  such  relevant 
mailer  as  was  presented  by  interested 
persons  regarding  the  rules  proposed. 
the  amendments  to  Regulations  108  (26 
CFR.  Part  86 »  set  forth  below  are  hereby 
adopted.  Such  amendments  are  neces- 
sary in  order  to  conform  .such  regula- 
tions to  the  Revenue  Act  of  1948. 

Par.^ceaph  1.  There  is  inserted  imme- 
diately preceding  §  86.1  the  following: 

Sec  371.  Gins  or  community  propbhtt. 
(Roveuue  Act  of  1942;  enacted  April  2,  1948.) 

Section  1000  (d)  of  the  Internal  Revenue 
Code  (relating  to  gUts  of  property  held  as 
communliy  property)  Is  amended  by  adding 
at  the  end  thereof  a  new  sentence  to  read  as 
follows;  "This  subfteciion  shall  be  applicable 
°"|y  'a  glfu  made  after  the  calendar  year 
194.J  and  OQ  or  before  the  date  of  the  enact- 
nieii'  of  the  Revenue  Act  of  1948." 

Si*.  374.  Gut  op  husband  or  wipe  to  third 
Q*^T„    ♦^^■^'lue  Act  of  1948;  enacted  AprU 

Secuon  1000  of  the  Internal  Revenue  Code 
Uelaiuig  lo  imposition  of  gift  UU)  is  hereby 
No.  96 3 
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amended  by  adding  at  the  end  thereof  a  new 
subsection  to  read  as  follows: 

(f)  Gift  of  husband  or  wife  to  third 
party — (I)  Considered  as  made  one-half  by 
each — (A)  In  general.  A  gift  made  after  the 
date  of  the  enactment  of  the  Revenue  Act 
of  1948  by  one  spouse  to  any  person  other 
than  his  spouse  shall,  for  the  purposes  of  this 
chapter,  be  considered  as  made  one-half  by 
him  and  one-half  by  his  spouse,  but  only  If 
at  the  time  of  the  gift  each  spouse  Is  a  citi- 
zen or  resident  of  the  United  States.  This 
subparagraph  shall  not  apply  with  respect 
to  a  gift  by  a  spouse  of  an  interest  In  prop- 
erty if  he  creates  lu  his  spouse  a  power  of 
appointment,  as  defined  in  subsection  (c) 
of  this  section,  over  such  interest.  For  the 
purposes  of  this  subsection  an  individual 
shall  be  considered  as  the  spouse  of  another 
individual  only  if  he  Is  married  to  such  In- 
dividual at  the  time  of  the  gift  and  does  not 
remarry  during  the  remainder  of  the  cal- 
endar year. 

(B)  Consent  of  both  spouses.  Subpara- 
graph (A)  shall  be  applicable  only  If  both 
spouses  have  signified  (In  accordance  with 
the  regulations  provided  for  In  paragraph 
(2) )  their  consent  to  the  application  of  sub- 
paragraph (A)  in  the  case  of  all  such  gifts 
made  during  the  calendar  year  by  either 
whUe  married  to  the  other. 

(2)  Manner  and  time  of  signifying  con- 
sent—{A)  Manner.  A  consent  under  this 
subsection  shall  be  signified  in  such  manner 
as  la  provided  under  regulations  prescribed 
by  the  Commissioner  with  the  approval  of  the 
Secretary. 

(B)  Time.  Such  consent  may  be  so  signi- 
fied at  any  time  after  the  close  of  the  calen- 
dar year  in  which  the  gift  was  made,  subject 
to  the  following  limitations: 

(i)  The  consent  may  not  be  signified  after 
the  15th  day  of  March  following  the  close  of 
such  year,  unless  before  such  15th  day  no  re- 
turn hes  been  filed  for  such  year  by  either 
spouse,  In  which  case  the  consent  may  not  be 
signified  after  a  return  for  such  year  Is  filed 
by  either  spouse; 

(11)  The  consent  may  not  be  signified  after 
a  notice  of  deficiency  with  respect  to  the  tax 
for  such  year  has  been  sent  to  either  spotise 
in  accordance  with  section  1012  (a). 

(3)  Revocation  of  consent.  Revocation  of 
a  consent  previously  signified  shall  be  made 
in  such  manner  as  is  provided  under  regula- 
tions prescribed  by  the  Commissioner  with 
the  approval  of  the  Secretary,  but  the  right 
to  revoke  a  consent  previously  signified  with 
respect  to  a  calendar  year: 

(A)  Shall  not  exist  after  the  15th  day  of 
March  following  the  close  of  such  vear  If  the 
consent  was  signified  on  or  before  "such  15th 
day;  and 

(B)  ShaU  not  exist  if  tlie  consent  was  not 
•Ignlflerl  until  after  such  15th  day. 

(4)  Joint  and  several  liability  for  tax.  If 
the  consent  required  by  paragraph  (1)  (B) 
is  signified  with  respect  to  a  glit  made  in  any 
calendar  year  the  liabUlty  with  respect  to 
the  entire  tax  Imposed  by  this  chapter  of 
each  spouse  for  such  year  shall  be  JoUit  and 
several. 

Par.  2.  Section  86.2  (a>  is  amended  as 
follows: 

(A>  By  inserting  immediately  after 
the  seventh  sentence  (in  parentheses  >. 
the  following:  "Where  a  Joint  income 
tax  return  is  filed  under  chapter  1  by 
husband  and  wife  for  a  taxable  year  the 
payment  by  one  spouse  of  all  or  part  of 
the  income  tax  liability  for  such  year  is 
not  treated  as  resulting  in  a  transfer 
which  is  subject  to  gift  tax.  The  same 
rule  is  applicable  to  the  payment  of  gift 
tax  for  a  calendar  year  in  the  case  of 
husband  and  wife  who  have  consented  to 
the  application  of  section  1000  (f)  for 
such  year." 


2637 

(B)  By  Inserting  at  the  end  thereof 

the  following: 

(9)  Where  property  held  by  a  hus- 
band and  wife  as  community  property 
is  used  to  purchase  insurance  upon  the 
husbands  life  and  a  third  person  is  rev- 
ocably  designated  as  beneficiary  and 
under  the  State  law  the  husband's  death 
is  considered  to  make  absolute  the  trans- 
fer by  the  wife,  there  is  a  gift  by  the 
wife  at  the  time  of  .such  death  of  one- 
half  the  amount  of  the  proceeds  of  such 
insurance.  (For  special  provisions  with 
respect  to  transfers  of  community  prop- 
erty after  1942  and  on  or  before  AjM-il  2. 
1948.  see  paragraph  (c)  of  this  section.*' 

Par.  3.  Section  86.2  (c)  is  amended  as 
follows : 

(A)  By  in.serting  in  the  heading  im- 
mediately following  -1942"  and  preced- 
ing the  period  the  following;  -and  on  or 
before  April  2.  1948". 

(B>  By  striking  from  the  first  sen- 
tence -During  the  calendar  year  1943 
and  any  calendar  year  thereafter  any 
gift"  and  by  inserting  in  heu  thereof  the 
following:  "Any  gift  after  December  31, 
1942.  and  on  or  before  April  2,  1948,". 

<C »  By  striking  from  the  last  sentence 
of  the  second  undesignated  paragraph 
"on  or  after  January  1,  1943"  and  by 
inserting  in  lieu  thereof  the  following: 
"after  December  31.  1942,  and  on  or  be- 
fore April  2.  1948". 

Par.  4.  There  is  Inserted  immediately 
following  §  86.3  the  following : 

§  86.3a  Gift  of  husband  or  wife  to 
third  party  after  April  2.  1948— (a)  In 
general.  Section  1000  (I\  as  added  by 
.section  374  of  the  Revenue  Act  of  1948. 
makes  pro\i^ion  whereby  a  gift  made 
after  April  2,  1948,  by  one  spouse  to  a 
person  other  than  his  spouse  may,  for 
the  purpose  of  the  gift  tax,  be  considered 
as  made  one-half  by  him  and  one-half 
by  his  spouse,  but  only  if  at  the  time  of 
the  gift  each  spouse  was  a  citizen  or  resi- 
dent of  the  United  States.  For  the  pur- 
poses of  .section  1000  (f )  an  individual  is 
to  be  con."!idered  as  the  spou.se  of  another 
individual  only  if  he  is  married  to  such 
individual  at  the  time  of  the  gift  and 
does  not  remarry  during  the  remainder 
of  the  calendar  year. 

The  provisions  of  section  1000  (f  >  will 
apply  only  if  both  spouses  consent.  As  to 
the  manner  and  time  of  signifying  such 
con.sent.  see  paragraph  (b>  of  this  sec- 
tion. Such  consent,  if  signified  with 
respect  to  any  calendar  year,  is  efTective 
with  respect  to  all  gifts  made  to  third 
parties  during  such  year,  except  as 
follows: 

'D  If  the  consenting  spouse^  were  not 
married  to  each  other  during  a  por- 
tion of  the  calendar  year,  the  consent  is 
not  effective  with  respect  to  any  gift 
made  during  such  portion  of  the  calen- 
dar year. 

<2>  If  either  spouse  was  f-  nonresident 
not  a  citizen  of  the  United  States  during 
any  portion  of  the  calendar  year,  the 
con.sent  is  not  effective  with  respect  to 
any  gift  made  during  such  portion  of  tht» 
calendar  year. 

(3)  The  consent  is  not  efTective  with 
respect  to  a  gift,  by  one  spouse  of  a  prop- 
erty interest  if  he  created  in  his  .<;pouse  ft 
power  of  appointment  (ar  defined  in  sec- 
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tlon    1000     (O)     over    such    property 
interest. 

(4)  If  one  spouse  transferred  property 
In  part  to  his  spouse  and  in  part  to  third 
parties,  the  consent  is  effective  with  re- 
spect to  the  Interest  transferred  to  third 
parties  only  Insofar  as  such  interest  is 
ascertainable  at  the  time  of  the  gift,  and 
hence  severable  from  the  interest  trans- 
ferred to  his  spouse.  Section  86.19  <f) 
indicates  the  principles  to  be  applied  in 
the  valuation  of  annuities,  life  estates, 
terms  for  years,  remainderi  and  rever- 
sions. 

(5»  A  consent  signified  for  the  calen- 
dar year  1948  is  not  effective  with  respect 
to  gifts  made  on  or  before  April  2.  1948. 


The  consent  applies  alike  to  gifts  made 
by  one  spouse  alone  and  to  gifts  made 
partly  by  each  spouse,  provided  such 
gifts  were  to  third  parties  and  do  not  fall 
within  any  of  the  foregoing  exceptions. 
The  consent  may  not  be  applied  only  to 
a  portion  of  the  property  interests  con- 
stituting such  gifts. 

If  consent  to  the  application  of  the 
provisions  of  section  1000  (f>  Is  signi- 
fied as  provided  in  paragraph  (b)  of  this 
section  for  any  calendar  year  and  not 
revoked  as  provided  in  paragraph  (O 
of  this  section,  the  liability  with  respect 
to  the  entire  gift  tax  of  each  spouse  for 
such  calendar  year  shall  be  joint  and 
several. 

(b)    Manner  and  time  of  signifying 
consent.    Consent  to  the  application  of 
the  provisions  of  section  1000  (f»  with 
respect  to  a  calendar  year  shall,  in  or- 
der to  be  effective,  be  .signified  by  both 
spouses.     If  both  spouses  file  gift  tax 
returns.  Form  709.  within  the  time  for 
signifying  consent  It  Is  sufficient  if  (1) 
the  consent  of  both  spouses  Is  signified 
on  one  of  such  returns  or  <2)  the  con- 
sent of  one  spouse  is  signified  on  one 
such  return  and  the  con.sent  of  the  other 
spouse  Is  signified  on  the  other  return. 
If  only  one  spouse  files  a  gift  tax  return 
within  the  time  provided  for  signifying 
consent,   the   consent   of   both   spouses 
shall  be  signified  on  such  return.     How- 
ever, wherever  possible  notice  of  the  con- 
sent is  to  be  shown  on  both  returns.  The 
consent  may  be  revoked  only  as  provided 
in  paragraph  <c)   of  this  section.     *As 
to  whether  one  or  both  spouses  are  re- 
qiUred    to    file    returns,    see    §    86.20.) 
Where  one  spouse  files  more  than  one 
Form  709  for  a  calendar  year  on  or  be- 
fore the  15th  day  of  March  following 
the  close  of  such  year,  the  last  Form  709 
so  filed  will,  for  the  purpose  of  determin- 
ing whether  a  consent  has  been  signi- 
fied, be  considered  as  the  return. 

The  consent  may  be  so  signified  at  any 
time  after  the  close  of  the  calendar  year, 
subject  to  the  following  limitations: 

(1)  The  consent  may  not  be  signified 
after  the  15th  day  of  March  following 
the  close  of  such  year,  unless  before  such 
15th  day  no  return  has  been  filed  for 
such  year  by  either  spouse.  In  which 
case  the  consent  may  not  be  signified 
after  a  return  for  such  year  Is  filed  by 
either  spouse;  and 

(2)  The  consent  may  not  be  signified 
after  a  notice  of  deficiency  with  respect 
to  the  tax  for  such  year  has  been  sent 
to  either  spouse  in  accordance  with  sec- 
tion 1012  (a). 
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The  executor  or  administrator  of  a 
deceased  spouse  or  the  guardian  or  com- 
mittee of  a  legally  Incompetent  spouse, 
as  the  case  may  be.  may  signify  such 
consent. 

As  to  the  preparation  of  the  return  In 
case  consent  Is  signified,  see  §  86.23. 

<c)  Revocation  of  consent.  If  the 
consent  to  the  application  of  the  provi- 
sions of  section  1000  <f'  with  respect 
to  a  calendar  year  was  effectively  sig- 
nified on  or  before  the  15th  day  of  March 
following  the  close  of  such  year,  either 
spouse  may  revoke  .such  consent  by  filing 
in  duplicate  with  the  collector  of  Inter- 
nal revenue  a  signed  statement  of  revo- 
cation; but  the  right  to  revoke  shall  not 
exist  after  such  15th  day.  A  consent 
which  was  not  effectively  signified  until 
after  the  15th  day  of  March  following  the 
clo.se  of  the  calendar  year  to  which  it 
applies  may  not  be  revoked. 
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Par.  5.  Section  86.7  is  am'-nded  by  in- 
serting Immediately  after  the  sixth  sen- 
tence thereof  the  following:  "Where  a 
consent  under  section  1000  (f)  was  ef- 
fectively signified  with  respect  to  any 
preceding  calendar  year,  the  aggregate 
sum  of  the  net  gifts  for  such  preceding 
calendar  year  is  to  be  determined  pur- 
suant to  the  provisions  of  such  section." 
Par.  6.  Section  86.9  is  amended  by 
changing  the  last  sentence  thereof  to 
read  as  follows:  "(See  5§  86.12  to 
86.16d.)" 

Par.  7.  There  Is  Inserted  Immediately 
preceding  §  86.12  the  following: 

SEC.  372.  M.*RrrAL  deduction.  (Revenue 
Act  of  1948;  enacted  April  2.  1948.) 

Section  1004  (a)  of  the  Internal  Revenue 
Code  (relating  to  deductions  In  computing 
net  gifts  In  the  case  of  a  citizen  or  resident 
of  the  United  States)  Is  hereby  amended  by 
adding  at  the  end  thereof  a  new  paragraph 
to  read  as  follows: 


(3)  Gift  to  spouse— (A)  In  general. 
Where  the  donor  transfers  during  the  cal- 
endar year  (and  after  the  date  of  the  en- 
actment of  the  Revenue  Act  of  1948)  by  gift 
an  interest  In  property  to  a  donee  who  at 
the  time  of  the  gift  Is  the  donors  spouse— 
an  amount  with  respect  to  such  Interest 
equal  to  one-half  of  Its  value. 

(B)  Life  estate  or  other  terminable  in- 
terest. Where,  upon  the  lapse  of  time, 
upon  the  occurrence  of  an  event  or  con- 
tingency, or  upon  the  failure  of  an  event 
or  contingency  to  occur,  such  Interest  trans- 
ferred to  the  spouse  will  terminate  or  fall, 
no  deduction  shall  be  allowed  with  respect  to 
such  Interest: 

(I)  If  the  donor  retains  In  himself,  or 
transfers  or  has  transferred  (for  less  than 
an  adequate  and  full  consideration  In  money 
or  money's  worth)  to  any  person  other  than 
such  donee  spouse  (or  the  estate  of  such 
spouse),  an  Interest  in  such  property,  and 
if  by  reason  of  such  retention  or  transfer  the 
donor  (or  his  heirs  or  assigns)  or  such  per- 
son (or  hlB  heirs  or  assigns)  may  possess  or 
enjoy  any  part  of  such  property  after  such 
termination  or  failure  of  the  Interest  trans- 
ferred to  the  donee  spouse;  or 

(II)  If  the  donor  Immediately  after  the 
transfer  to  the  donee  spouse  has  a  power 
to  appoint  an  Interest  In  such  property 
which  he  can  exercise  (either  alone  or  In 
conjunction  with  any  person)  In  such  man- 
ner that  the  appointee  may  possess  or  enjoy 
any  part  of  such  property  after  such  termi- 
nation or  failure  of  the  Interest  transferred 
to  the  donee  spouse.  For  the  purposes  of 
this  clause  the  donor  •hall  be  considered  as 
having  Immediately  after  the  transfer  to 
the  done*  spouse  such  power  to  appoint  even 
though  such  power  cannot  be  exercised  until 


after  the  lajwe  of  time,  upon  the  occurrence 
of  an  event  or  contingency,  or  upon  the  fail- 
ure of  an  event  or  contingency  to  occur. 
An  exercise  or  release  at  any  time  by  the 
donor,  either  alone  or  in  conjunction  wl^h 
any  person,  of  a  power  to  appoint  an  Interest 
in  property,  even  though  not  otherwUe  a 
transfer,  shall,  for  the  purposes  of  clause 
(I)  of  this  subparagraph,  be  considered  as  a 
transfer  by  him.  Except  as  provided  In  sub- 
paragraph (E).  whtre  at  the  time  of  the 
transfer  it  Is  Impossible  to  ascertain  the 
particular  person  or  persons  wh<*  may  receive 
from  the  donor  an  Interest  In  property  so 
transferred  by  him.  such  Interest  shall,  lor 
the  purposes  of  clause  (1)  of  this  subpara- 
graph, be  considered  as  transferred  to  a  per- 
son other  than  the  donee  spouse. 

(C)  Where  the  assets  out  of  which,  or  the 
proceeds  of  which,  the  Interest  transferred 
to  the  donee  spouse  may  be  satisfied  Include 
a  particular  asset  or  assets  with  respect  to 
which  no  deduction  would  be  allowed  If  such 
asset  or  assets  were  transferred  from  the 
donor  to  such  spouse,  then  the  value  of  the 
Interest  transferred  to  such  spouse  shall,  for 
the  purposes  of  subparagraph  (A),  be  re- 
duced by  the  aggregate  value  of  such  particu- 
lar assets. 

(D)  Joint  interests.  It  the  Interest  Is 
transferred  to  the  donee  spouse  as  sole  Juiiit 
tenant  with  the  donor  or  as  tenant  by  the 
entirety,  the  Interest  of  the  donor  In  the 
property  which  exists  solely  by  reason  of  the 
pos.slblllty  that  the  donor  may  survive  the 
donee  spouse,  or  that  there  may  occur  a 
severance  of  the  tenancy,  shall  not  be  con- 
sidered for  the  purposes  of  subparagraph 
(B)  as  an  Interest  retained  by  the  donor  In 
himself. 

(E)  Trust  unth  poiwr  of  appointment  in 
donee  spouse.  Where  the  donor  transfers  In 
trust  an  Interest  In  property.  If  under  the 
terms  of  the  trust  his  spouse  is  entitled  lor 
life  to  all  the  Income  from  the  corpus  of  the 
trust,  payable  annually  or  at  more  frequent 
Intervals,  with  power  In  the  donee  spouse 
to  appoint  the  entire  corpus  free  of  the  trust 
(exercisable  In  favor  of  such  donee  spouse, 
or  of  the  estate  of  such  donee  spouse,  or  In 
favor  of  either,  whether  or  not  In  each  case 
the  power  Is  exercisable  In  favor  of  others), 
and  with  no  power  In  any  other  person  to  ap- 
point any  part  of  the  corpus  to  any  person 
other  than  the  donee  spouse: 

(I)  The  Interest  so  transferred  In  trust 
shall,  for  the  purposes  of  subparagraph  (A), 
be  considered  as  transferred  to  the  dcnee 
spouse,  and 

(II)  No  part  of  the  Interest  so  transferred 
In  trust  shall,  for  the  purposes  of  subpara- 
graph (B)  (I),  be  considered  as  retained  In 
the  donor  or  transferred  to  any  person  other 
than  the  donee  spouse. 


This  subparagraph  shall  be  applicable  only  If. 
under  the  terms  of  the  trust,  such  power  In 
the  donee  spouse  to  appoint  the  corpus, 
whether  exercisable  by  will  or  during  lUe.  U 
exercisable  by  such  spouse  alone  and  In  all 
events. 

(F)  Community  property.  (1)  A  deduc- 
tion otherwise  allowable  under  this  para- 
graph shall  be  allowed  only  to  the  extent  that 
the  transfer  can  be  shown  to  represent  a  gift 
of  property  which  Is  not.  at  the  time  of  the 
gift,  held  as  community  property  under  the 
law  of  any  State,  Territory,  or  possession  of 
the  United  States,  or  of  any  foreign  country. 

(II)  For  the  purposes  of  clause  (1),  com- 
munity property  (except  property  whkh  Is 
considered  as  community  property  solely  by 
reason  of  the  provisions  of  clause  (ill) )  sh.ill 
not  be  considered  as  "held  as  community 
property"'  If  the  entire  value  of  such  property 
(and  not  merely  one-half  thereof)  Is  treated 
as  the  amount  of  the  gift. 

(III)  If  during  the  calendar  year  1942  or 
after  the  date  of  the  enactment  of  the  Rev- 
enue Act  of  1948.  property  held  as  such  com- 
munity property  (unless  considered  by  ree- 
Bon  of  clause  (11)  as  not  bo  held)  was  by  the 


donor  and  the  donee  spouse  converted,  by 

line  transi-.ctlon  or  a  series  of  transactions, 
into  separate  property  of  the  donor  and  such 
spouse  (including  any  form  of  co-ownership 
by  them),  the  separate  property  so  acquired 
by  the  donor  and  any  property  acquired  at 
any  time  by  the  donor  In  exchange  therefor 
(by  one  exchange  or  a  series  of  exchanges) 
fchall.  for  the  purposes  of  clause  (I),  be  con- 
sidered a."^  "held  as  community  property". 

(Iv)  Where  the  value  (at  the  time  of  such 
conversion)  of  the  separate  property  so  ac- 
quired by  the  donor  exceeded  the  value  (at 
sucij  lime  I  of  the  separate  property  eo  ac- 
quired by  such  spouse,  the  rule  in  clause 
(111)  shall  be  applied  only  with  respect  to 
the  same  portion  of  such  separate  property 
of  the  donor  as  the  portion  which  the  value 
(as  of  buch  time)  of  such  separate  property 
so  acquired  by  such  spouse  is  of  the  value 
I  as  of  such  time)  of  the  separate  property  so 
acquired  by  the  donor. 

Sec.  373  Technical  amekbment.  (Revenue 
Act  of  1948;  enacted  April  2.  1948  ) 

Section  1004  (C)  of  the  Intern.al  Revenue 
Code  Is  hereby  amended  to  read  as  follows: 

(c)  Extent  of  dedttctions.  The  deductions 
provided  In  subsection  (b>  (2)  or  (3)  or  in 
subsection  (b)  shall  be  allowed  only  to  the 
extent  that  the  gifts  therein  specified  are 
Included  in  the  amount  of  gifts  against 
which  such  deductions  are  applied. 

Par.  8.  There  is  Inserted  Immediately 
following  §  86.16  the  following: 

?  86.16a  Gifts  to  spouse  after  April  2. 
1948 — la)  Allowance  of  marital  deduc- 
tion. In  determining  the  amount  of  net 
gilts  for  the  calendar  year  1949  or  for 
any  calendar  year  thereafter,  in  the  case 
of  a  donor  who  was  a  citizen  or  resident 
of  the  United  States  at  the  time  the  gift 
wa.';  made,  there  may  be  deducted  an 
amount  equal  to  one-half  the  value  of 
any  property  interest  (except  as  other- 
wise provided  herein  or  in  H  86  16b  and 
86  16c  >  transferred  by  gift  to  a  donee 
who  at  the  time  of  the  gift  was  the  do- 
nor's spouse.  Such  deduction  is  aLso 
authorized  for  the  calendar  year  1948. 
except  witii  respect  to  gifts  made  on  or 
before  April  2,  1948.  Such  deduction  Is 
hereinafter  referred  to  as  the  "marital 
dfduction". 

No  marital  deduction  Is  authorized  with 
respect  to  a  gift  In  ca.se  the  donor  was,  at 
the  time  of  the  gift,  a  nonresident  not 
a  citizen  of  the  United  States.  However, 
If  the  donor  was.  at  the  time  of  the  gift, 
a  citizen  or  resident,  he  Is  not  deprived 
of  the  right  to  the  marital  deduction  by 
Tfa'^on  of  the  fact  that  his  spouse  was  a 
nonresident  not  a  citizen. 

For  convenience  the  donor's  spouse  is 
generally  referred  to  in  the  feminine  gen- 
der, but  if  the  donor  is  a  woman  the 
reference  is  to  her  husband. 

<b>  Trust  with  power  of  appointment 
in  donee  spouse.  In  tht  ca.se  of  property 
Interests  transferred  by  the  donor  in 
tru  t.  if  the  terms  of  the  tru.st  satisfy  the 
five  conditions  .stated  in  the  next  sen- 
tence, the  donor's  spoU5e  is  (for  Uie  pur- 
pose of  determining  the  marital  deduc- 
tion) con.sidered  as  the  donee,  not  only 
of  her  beneficial  interest  therein,  but  also 
of  the  interest  therein  .subject  to  her 
power  to  appoint.  The  five  conditions 
*hi(h  must  be  satisfied  by  the  terms  oX 
the  trust  are  as  follows: 

<1)  The  donee  .spouse  must  be  entitled 
for  life  to  all  the  Income  from  the  corpus 
of  the  trust. 
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'2»  Such  income  must  be  payable  an- 
nually or  at  more  frequent  inter\'als. 

*3)  The  donee  spouse  must  have  the 
power,  exercisable  In  favor  of  herself  or 
of  her  estate,  to  appoint  the  entire  cor- 
pus free  of  the  trust. 

(4>  Such  power  in  the  donee  spou.se 
must  be  exercisable  by  such  spouse  alone 
and  <  whether  exercisable  by  will  or  dur- 
ing life)  must  be  exercisable  in  all 
events. 

(5)  The  corpus  of  the  trust  miLst  not 
be  subject  to  a  power  in  any  other  person 
to  appoint  any  part  thereof  to  any  per- 
son other  than  the  donee  spouse. 

In  determining  whether  the  above- 
.stat?d  conditions  (1)  to  <5),  Inclaslve. 
are  satisfied  by  the  terms  of  the  trust, 
regard  Is  to  be  had  to  the  applicable  pro- 
visions of  the  law  of  the  jurisdiction 
governing  the  administration  of  the 
trast.  For  example,  silence  of  the  tru.-t 
as  to  the  frequency  of  payment  will  not 
be  regarded  as  a  failure  to  satisfy  con- 
dition <2»  In  case  the  applicable  law 
requires  payment  to  be  made  annually 
or  more  frequently. 

The  donor  s  spou.se  Is  "entitled  for  life 
to  all  the  income  from  the  corpus  of  the 
trast".  within  the  meaning  of  section 
1004  ( a  >  1 3 1  '  E  Mf  the  effec.  of  the  trust 
is  to  give  her  substantially  that  degree  of 
beneficial  enjoyment  of  the  trust  prop- 
erty during  her  life  which  the  principles 
of  the  law  of  trusts  accord  to  a  person 
who  is  unqualifiedly  designated  as  the 
hfe  beneficiary  of  a  trust.  Such  degree 
of  enjoyment  is  given  onJy  if  it  was  the 
donor's  intention,  as  manifested  by  the 
terms  of  the  trust  instrumen-  and  the 
surrounding  circumstances,  that  the 
trust  .sliould  produce  for  the  spouse  dur- 
ing her  life  such  an  income,  or  that  the 
spou.se  should  have  such  use  of  the  trust 
property,  as  is  consistent  with  the  value 
of  the  trust  corpus  and  with  its  preser- 
vation. The  designation  of  the  spou.se  as 
sole  income  beneficiary  for  life  will  be 
sufficient  to  qualify  the  trust  unless  the 
terms  of  the  trust  considered  as  a  whole 
evidence  an  intention  to  deprive  the 
spouse  of  the  requisite  degree  of  enjoy- 
ment. In  determining  whether  a  trust 
evidences  such  Intention  the  treatment 
required  or  permitted  with  respect  to 
individual  items  mtLst  be  considered  In 
relation  to  the  entire  system  provided 
for  the  administration  of  the  trust. 

If  the  over-all  effect  of  the  trust  is  to 
give  to  the  donor's  spouse  such  enforce- 
able rights  as  will  preserve  to  her  the 
requi-site  degree  of  enjoyment,  it  is  im- 
matetjal  whether  such  result  Is  effected 
by  rules  specifically  stated  in  the  trust 
instrument,  or.  In  their  absence,  by  the 
rules  for  the  management  of  tlie  trust 
property  and  the  allocation  of  receipts 
and  expenditures  supplied  by  the  State 
law.  For  example,  where  the  State  law 
does  not  provide  for  amortization  of 
bond  premium,  a  provision  in  the  trust 
instrument  for  such  amortization  by  ap- 
propriate periodic  charges  to  Interest  will 
not  disqualify  the  trust. 

The  rules  to  be  applied  by  tlie  trustee 
In  allocation  of  receipts  and  expenses 
between  income  and  corpus  must  be  con- 
sidered in  relation  to  the  nature  and  ex- 
pected productivity  of  the  assets  trans- 
ferred in  trust,  the  nature  and  frequency 
of  occurrence  of  the  expected  receipts. 
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and  any  proxi-slons  as  to  change  in  the 
form  of  investments.  Where  it  is  evi- 
dent from  the  nature  of  the  trust  assets 
and  the  rules  provided  for  management 
of  the  trust  that  the  allocation  to  in- 
come of  such  receipts  as  rents,  ordinary 
cash  dividends  and  interest  will  give  to 
the  spouse  the  .substantial  enjoyment 
duiing  life  required  by  the  statute,  pro- 
visions that  such  receipts  as  stock  divi- 
dends and  proceeds  from  the  conversion 
of  trust  a.'^.sets  sliall  be  treated  as  corpas 
will  not  di.squallfy  the  tru.st.  Similarly. 
provision  for  a  depletion  charge  against 
income  In  the  case  of  trust  a-sscts  which 
are  subject  to  depletion  will  not  disqual- 
ify the  trust,  unless  the  effect  is  to  de- 
prive the  spouse  of  the  requisite  bene- 
ficial enjoyment.  The  same  principle  is 
applicable  in  the  case  of  depreciation, 
trustees'  commis.slons,  and  other  charges. 

Provisions  granting  administrative 
pf  wers  to  the  trustee  will  not  have  the 
effect  of  disqualifying  the  tru.st  unless 
the  grant  of  such  powers  evidences  the 
intention  to  deprive  the  spouse  of  the 
beneficial  enjoyment  required  by  the 
.statute.  Such  intention  will  not  be  con- 
sidered to  exist  if  the  entire  terms  of  the 
instrument  are  such  that  the  local  courts 
will  impose  reasonable  limitations  upon 
the  exercise  of  such  powers.  Among  the 
powers  which  if  subject  to  such  limita- 
tions will  not  disqualify  the  trust  are  the 
power  to  allocate  receipts  between  In- 
come and  corpus,  the  power  to  deter- 
mine the  charges  which  shall  be  made 
against  income  and  corpus,  the  power 
to  aw>ly  the  income  for  the  bencfu  of  the 
spou.se.  and  the  power  to  retain  the  as- 
sets transferred  in  trust.  For  example, 
a  power  to  retain  trust  as.sets  which  con- 
sLst  substantially  of  unproduclive  prop- 
erty will  not  disqualify  if  the  applicable 
rules  for  the  administration  of  the  trust 
require  the  trustee  to  either  make  the 
property  productive  or  convert  it  within 
a  reasonable  time.  Nor  will  such  a  power 
disqualify  if  such  applicable  rules  require 
the  trustee  to  use  the  degree  of  judg- 
ment and  care  in  the  exercise  of  the 
power  which  a  prudent  man  would  use 
If  he  were  owner  of  the  trust  a-s.~,ets.  A 
power  to  retain  a  residence  for  the  .spoase 
or  other  property  for  her  personal  use 
will  not  disqualify  the  trust. 

A  trust  will  not  qualify  if  its  primary 
purpose  is  to  safeguard  prope.-ty  without 
pioviding  the  spouse  with  the  required 
beneficial  enjoyment.  Such  trusts  in- 
clude not  only  trusts  which  expressly 
provide  for  the  accumulation  of  the  in- 
come but  also  trusts  which  indii-ectly  ac- 
complish a  similar  purpo.se.  For  exam- 
ple, assume  that  the  corpus  of  a  tru-st 
con.si.sts  .substantially  of  property  which 
is  not  likely  to  be  income  producing  dur- 
ing the  life  of  the  spou.se  and  that  such 
spouse  cannot  compel  the  trustee  to  con- 
vert or  otherwise  deal  with  the  property 
as  described  above.  Such  a  trust  will 
not  qualify  unless  the  trustee  is  directed 
to  provide  the  required  beneficial  en- 
joyment, such  as  by  payments  to  the 
spouse  out  of  other  assets  of  the  trust. 

If  the  donee  spoase  is  entitled  to  only 
a  portion  of  the  tru.st  income,  or  has 
power  to  appoint  only  a  portion  of  the 
corpus,  the  trust  falls  to  satisfy  condi- 
tions 'li  and  (3),  respectively.  How- 
ever, such  conditions  may  be  satisfied  by 
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171L:  Transfer  Order  21.  Sept.  4,  1948. 
13  P.  R.  5383) 


RULES  AND  REGULATIONS 

396,  sees.   304,   309.  42   Stat.   24.   26;    5 
tr.  8.  C.  22.  369) 


[seal] 


Subchapttr  F — Organlxed  ie»«rvM 

Part  861— Officers'  Reserve  Corps 

APPOINTMENT    IN    THE    AIR    FORCE    RESERVB 
OF    EX-AIR    NATIONAL    GUARD    OFFICERS 

Part  861  (14  F.  R.  1592>  is  hereby 
amended  by  rescinding  §  861.6  and  sub- 
stituting the  following  therefor: 

§  861.6  Appointment  in  the  Air  Force 
Reserve  of  Ex-Air  National  Guard  Offi- 
cers. »a)  Upon  termination  of  Air  Na- 
tional Guard  of  the  United  States  status, 
officers  may.  at  their  own  request,  be 
commissioned  in  the  Air  Force  Reserve 
and  may  be  assigned,  if  a  vacancy  exists. 
to  the  Organized  Reserve.  Volunteer  Re- 
serve, or  Honorary  Air  Reserve  in  any 
grade  for  which  qualified. 

(b)   An    officer    of    the   Air   National 
Guard  of  the  United  States  whose  ap- 
pointment is  withdrawn  because  of  fail- 
ure to  maintain  the  standards  estab- 
lished for  retention  of  appointment  in  the 
Air  National  Guard  of  the  United  States 
may  apply  for  a  commission  in  the  Air 
Force  Reserve  in   any  grade  in  which 
qualified  and.  If  so  commissioned,  will  be 
assigned  to  the  Volunteer  Air  Reserve. 
Inactive  Air  Reserve,  or  Honorary  Air 
Reserve  as  appropriate.     The  individual 
who  has  been  assigned  to  the  Volunteer 
Air  Reserve  will  not  be  eligible  for  trans- 
fer to  the  Organized  Air  Reserve  for  a 
period  of  one  year.     Officers  of  the  Air 
National   Guard   of   the   United   States 
whose  appointment  has  been  withdrawn 
for  dishonorable  reasons  or  for  cause. 
are  not  eligible  for  appointment  in  the 
Air  Force  Reserve. 

[AFR  45-5A.  May  5.  19491  (Sec.  3.  48 
Stat.  154,  sec.  207  (f>.  208  (e).  61  Stat. 
503.  504.  10  U.  S.  C.  352.  353.  5  U.  S.  C. 
Sup.  626.  626c;  Transfer  Order  10.  Apr. 
27.  1948.  13  F.  R.  2428) 

fSEALl  L.L.  Judge, 

Colonel.  U.  S.  Air  Force, 
Air  Adjutant  Ge7ieral. 

(P.    R.    Doc.    49-3962:    Filed,    May    18.  1949; 
8:46  a.  m.j 


J.  M.  Donaldson. 
Postmaster  General. 


IF    R    Doc.   49-3964:    Filed.   May    18.    1949; 
8:46  a.  m.] 


Part  127— International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

AIR  mail  service 

1.  In  §  127.20  Air-mail  service  (13  F.  R. 
9081)  add  a  new  paragraph  (1>  to  read 
as  follows: 

(t)  However.  In  the  ca.se  of  the  coun- 
tries shown  below,  "other  articles"  in  the 
regular  mails  are  acceptable  at  special 
air  mail  rates,  as  shown  in  the  subcaption 
••Air  mail  service"  under  the  appropriate 
country  heading,  appearing  in  Subpart 
D  of  this  part : 


Austria. 

Azores. 

Belgian  Congo. 

Belgium. 

Bermuda. 

Czechoslovakia. 

Denmark. 

Egypt. 

Estonia. 

Faroe  Islands. 

Finland. 

France. 

Germany. 

Gold  Coast  Colony. 

Great     Britain     nnd 

Northern  Ireland. 
Greece. 
Iceland. 
Jndla. 
Iraq. 

Such  articles  must  be  plainly  marked 
'Commercial  Papers".  -Printed  Matter' . 
etc..  to  designate  their  classification  in 
the  mails. 

2  In  §  127  210  Austria  (13  F.  R.  9113) 
amend  paragraph  (ai  (5>  Air  mail  serv- 
ice to  read  as  follows: 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  41 — The  Privacy  and  Safegu.\rding 
OF  the  Mails 

employees  FORBIDDEN  TO  PLACE  MAIL  IN 
CLOTHING.  HAND  CRIPS,  PARCELS,  OR  OTHER 
LUGGAGE 

Amend  §  41.3  Employees  forbidden  to 
place  mail  in  clothing  a3  F.  R.  8929)  to 
read  as  follows: 

S  41.3  Employees  forbidden  to  place 
mail  in  clothing,  hand  grips,  parcels,  or 
other  luggage.  Employees  of  the  postal 
service  shall  not  place  or  carry  in  their 
pockets  or  in  other  parts  of  their  cloth- 
ing, or  In  hand  grips,  parcels,  or  other 
luggage,  any  mail  which  is  in  the  cus- 
tody of  the  postal  service.     (R.  S.  161, 


Ireland  (Eire) 

Italy. 

Latvia. 

Lithuania. 

Luxemburg. 

Netherlands. 

Norway. 

Portugal. 

Sweden. 

Switzerland. 

Syria. 

Trieste. 

Tunisia. 

Turkey. 

Union 
Africa. 

Union  of  Soviet  So- 
cialist  Republics. 

Vatican  City  Stat*. 


of       South 


(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  45  cents  for  the  first  two 
ounces  and  24  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

3  In  §  127.211  Azores  tl3  F.  R.  9114> 
amend  paragraph  ta)  (5>  -Air  mail  serv- 
ice to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  41  cents  for  the  first  two 
jounces  and  20  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

4  In  §  127.215  Belgian  Congo  (13  F-  R. 
9116 >  amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
25  cents  per  half-ounce.  Other  regular- 
mail  articles.  59  cents  for  the  first  two 
ounces  and  38  cents  for  each  additional 
two  ounces.     (See  5  127.20.) 

5.  In  5  127.216  Belgium  (13  F.  R.  9117) 
amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 


(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  42  cents  for  the  first  two 
ounces  and  21  cents  for  each  additional 
two  ounces.     See  §  127.20.) 

6.  In  §  127.217  BeriJiuda  (13  P.  R. 
9118 »  amend  paragraph  <a)  (5)  Air 
mail  service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters  letter  packages  and  post  cards. 
10  cents  per  half-ounce.  Other  regular- 
mail  articles,  27  cents  for  the  fir.st  two 
ounces  and  6  cents  for  each  additional 
two  ounces.     (See  5  127.20.) 

7.  In  §  127.239  Czechoslovakia  (13 
F.  R.  9138)  amend  paragraph  (a)  (5) 
Air  inail  service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  44  cents  for  the  first  two 
ounces  and  23  cents  for  each  additional 
two  ounces.     (See  J  127.20.) 

8.  In  §  127.241  Demnark  (13  F.  R. 
9140 >  amend  paragraph  (a)  (5)  Air 
mail  service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages,  and  post  card.s 
15  cents  per  half-ounce.  Other  regular, 
mall  articles.  43  cents  for  the  first  two 
ounces  and  23  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

9.  In  5  127.244  Egypt  (13  F.  R.  9144' 
amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages,  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mall  articles.  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  §  127.20.  • 

10.  In  5  127.246  Estonia  (13  F.  R.  9146) 
amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 

(5>  i4tr  mail  service.  Po.stage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 


11.  In  §  127.249  Faroe  Islands  (13  F.  R. 
9147)  amend  paragraph  (a)  (5)  Airmail 
sermce  to  read  as  follows: 

(5>  Air  mail  service.  Postage  rates: 
Letters,  letter  packages,  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  43  cents  for  the  first  two 
ounces  and  23  cents  for  each  additional 
two  ounces.     (See  S  127.20.) 

12.  In  §  127.251  Finland  (13  F.  R.  9148> 
amend  paragraph  (a)  (5)  Air  iiiail 
service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages,  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  46  cents  for  the  first  tw() 
ounces  and  25  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

13.  In  5  127.252  France  (including 
Monaco)  (13  F.  R.  9149)  amend  para- 
graph (a)  (5)  Air  mail  service  to  read 
as  follows: 
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(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages,  and  post  cards, 
15  cents  per  half -ounce.  Other  regular- 
mail  articles,  42  cents  for  the  first  two 
ounces  and  21  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

14.  In  5  127.264  Germany  (13  F.  R. 
9155)  amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 

(5)  i4tr  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mall  articles.  43  cents  for  the  first  two 
ounces  and  22  cents  for  each  additional 
two  ounces,     ^ee  §  127.20.) 

15.  In  5  127.267  Go/d  Cocwf  CoZony  tin- 
eluding  Ashanti.  British  Togoland.  and 
Northern  Territories)  (13  F.  R.  9157) 
amend  paragraph  <a)  (5)  Air  mail  serv- 
ice to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
25  cents  per  half-ounce.  Other  regular- 
mall  articles.  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  S  127.20.) 

16.  In  §  127.268  Great  Britain  and 
Northern  Ireland  (England,  Scotland  and 
Wales;  also  Northern  Ireland)  (13  F.  R. 
9158)  amend  paragraph  (a)  (4)  Air  mail 
service  to  read  as  follows: 

(4)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  41  cents  for  the  first  two 
ounces  and  20  cents  for  each  additional 
two  ounces.    (See  S  127.20.) 

17.  In  5  127.269  Greece  (including 
Crete  and  Dodecanese  Islands)  (13  F.  R. 
9162)  amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows: 

<5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  48  cents  for  the  first  two 
ounces  and  28  cents  for  each  additional 
two  ounces.    <See  §  127.20.) 

18.  In  5  127.277  Iceland  (13  F.  R.  9168* 
amend  paragraph  (a)  (5)  Air  mail  serv- 
ice to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mall  articles.  37  cents  for  the  finst  two 
ounces  and  16  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

19.  In  §  127.278  India  (including  the 
Andaman  Islands,  Nepal  and  Tibet)  <13 
P  R.  9169)  amend  paragraph  (a)  (5) 
Air  mail  service  to  read  as  follows : 

<5)  Air  mail  serince.  Postage  rates: 
Letters,  letter  packages  and  post  card.^. 
25  cents  per  half-ounce.  Other  regular- 
mail  articles  64  cents  for  the  first  two 
ounces  and  44  cents  for  each  additional 
two  ounces.     (See  5  127.20.) 

20.  In  §  127.280  Iraq  (13  F.  R.  9170) 
amend  paragraph  (a)  (5)  Air  mail  serv- 
ice to  read  as  follows: 

(5)  Air  mail  service.     Postage  rates: 
Letters,  letter  packages  and  post  cards, 
25  cents  per  half-ounce.    Other  regular- 
mail  articles.  56  cents  for  the  first  two 
No.  96 i 
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ounces  and  35  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

21.  In  §  127.281  Ireland  (Eire)  (13 
P.  R.  9171)  amend  paragraph  (a)  (5)  Air 
mail  service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  po.st  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  39  cents  for  the  first  two 
ounces  and  18  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

22.  In  §  127.283  Italy  (including  the 
Republic  of  San  Marino)  (13  F.  R.  9174) 
amend  paragraph  (a)  (6)  Air  mail  serv- 
ice to  read  as  follows: 

(6)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  45  cents  for  the  first  two 
ounces  and  24  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

23.  In  5  127.2S0  Latvia  (13  F.  R.  9179) 
amend  paragraph  (a)  (4)  Air  mail  serv- 
ice to  read  as  follows: 

(4)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

24.  In  §  127.294  Lithuania  (13  F.  R. 
9181)  amend  paragraph  (a)  (4)  Airmail 
service  to  read  as  follows : 

(4)  Air 'mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

25.  In  §  127.295  Luxemburg  (Grand 
Duchy)  (13  F.  R.  9181)  amend  para- 
graph (a)  (5)  Air  mail  service  to  read 
as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  42  cents  for  the  first  two 
ounces  and  21  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

26.  In  §  127.309  Netherlands  (13  F.  R. 
9189)  amend  paragraph  (a)  (5)  Airmail 
service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  42  cents  for  the  first  two 
ounces  and  21  cents  for  each  additional 
two  ounces.    (Sec  S  127.20.) 

27.  In  §  127.320  Norway  (including 
Spitsbergen)  (13F.  R.  9197)  amend  para- 
graph (a)  (4)  Air  mail  service  to  read  as 
follows : 

(4)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  43  cents  for  the  first  tVvO 
ounces  and  23  cents  for  each  additional 
two  ounces.     <S.?e  §  127.20.) 

28.  In  §  127.332  Portugal  (13  F.  R. 
9207)  amend  paragraph  (a)  (5)  Air  mail 
service  to  read  as  follows : 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.    Other  regular- 


2ft45 

mail  articles.  41  cents  for  the  first  two 
ounces  and  20  cents  for  each  additional 
two  ounces.    (See  §  127.20.) 

29.  In  §  127.359  Siveden  (13  F.  R.  9220) 
amend  paragraph  (a)  (5)  Air  mail  serv- 
ice to  read  as  follows: 

(5)  Air  mail  service.    Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.    Other  regular- 
mail  articles.  45  cents  for  the  first  two    . 
ounces  and  24  cents  for  each  additional    ' 
two  ounces.    (See  §  127.20.) 

30.  In  §  127.360  Switzerland  (includ- 
ing Liechtenstein )  ( 13  F.  R.  9221 )  amend 
paragraph  (a)  (5)  Air  mail  service  to 
read  as  follows: 

(5)  Air  mail  service.  Po.stage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  43  cents  for  the  first  two 
ounces  and  22  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

31.  In  §  127.361  Syria  (13  F.  R.  9223) 
amend  paragraph  (a)  (5)  Air  mail  serv-     ' 
ice  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
25  cents  per  half-ounce.  Other  regular- 
mail  articles  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

32.  In  5  127.365  Trieste  (Free  Terri- 
tory of)  (13  F.  R.  9225)  amend  para- 
graph (a)  (6)  Air  mail  service  to  read 
as  follows: 

(6)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles.  45  cents  for  the  first  two 
ounces  and  24  cents  for  each  additional 
two  ounces.    (See  §  127.20.) 

33.  In  §  127.369  Tunisia  (Tunis)  (13 
F.  R.  9226)  amend  paragraph  (a)  (5) 
Air  mail  service  to  read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards. 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  47  cents  for  the  fir.st  two 
ounces  and  26  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

34.  In  §  127.370  Turkey  (13  F.  R.  9227) 
amend  paragraph  (a)  (5)  Air  mail  serv- 
ice to  read  as  follows : 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  49  cents  for  the  fir.st  two 
ounces  and  28  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

35.  In  §  127.372  Union  of  South  Africa 
(13  F.  R.  9229)  amend  paragraph  (a)  (5) 
Air  mail  service  to  read  as  follows: 

(5)  il?r  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
25  cents  per  half-ounce.  Other  regular- 
mail  articles.  68  cents  for  the  first  two 
ounces  and  47  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

36.  In  §  127.373  Union  of  Soviet  So- 
cialist Republics  (13  P.  R.  9230)  amend 
paragraph  (a)  (5)  Air  jncil  service  to 
read  as  follows: 

(5)  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
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15  cents  per  half-ounce.  Other  regular- 
mail  articles,  52  cents  for  the  first  two 
ounces  and  31  cents  for  each  additional 
two  ounces.    (See  $  127.20.  > 

37.  In  5  127.375  Vatican  City  State  (13 
F.  R.  9234)  amend  paragraph  (a)  (5) 
Air  mail  service  to  read  as  follows: 

(5>  Air  mail  service.  Postage  rates: 
Letters,  letter  packages  and  post  cards, 
15  cents  per  half-ounce.  Other  regular- 
mail  articles,  45  cents  for  the  first  two 
ounces  and  24  cents  for  each  additional 
two  ounces.     (See  §  127.20.) 

(R.  S.  161.  396,  398.  .sees.  304,  309.  42 
Stat.  24.  25.  48  Stat.  943;  5  U.  S.  C.  22, 
369.  372) 


[SEAL] 


J.   M.  DON.^LDSON,     • 

Postmaster  General. 


\r.    R.    Doc.    49-3965:    Filed,    May    18,    1849; 
8:46  a.  m.j 


Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

saudi  arabia 

In  5  127.348  Saudi  Arabia  (Kingdom 
of)  (13  F.  R.  9215)  make  the  following 
changes: 


RULES  AND  REGULATIONS 

1.  Amend  subparagraph  (1>  Table  of 
rates  of  paragraph  (b>  Parcel  post  by  the 
addition  of  a  new  subdivision  (11)  to  read 
as  follows: 

(il*  Air  parcels.  ^Applicable  only  to 
the  offices  of  Dhaluan,  Hassa,  Khobar, 
and  Riyadh.) 

Lb.     Oz.              Rate  Lb.     Oz.              Rate 

0   4. $1.56    5  12 $18.50 

0   8 2.33    e   0 19.27 

0  12 3.10    6   4 20.04 

1  0 3.87    6   8 20.81 

1   4 4.64    8  12 21.58 

1   8 B.41    7   0 22.35 

1  12 e.  18    7   4 23.12 

2  0 6.95    7   8 23.89 

2   4    7.72    7  12 24.66 

a   8 —  8.49    8   0 25.43 

2  12 9.26    8   4 26.20 

3  0 10.03    8   8 26.97 

3   4 10.80    8  12- 27.74 

3   8 11.57    9   0. 28.51 

3  12  12.34    9   4 29.28 

4  0   13.11    9   8 30.05 

4   4  13.88    9  12 30.82 

4   8- 14.65   10   0 --  31.59 

4  l-J      -.15.42   10   4 32.36 

5  0      -.16.19    10   8. -  33.13 

6  4       .  16  96   10  12 33.90 

6   8_ 17.73   11   0 34  67 

Each  air  parcel  and  the  relative  dis- 
patch note  must  have  affixed  the  blue 
Par  Avion  Label  (Form  2978 ».  (See 
g  127.55  <b>.) 
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DEPARTMENT  OF  AGRICULTURE 
Office  of  the  Secretary 

[Administrative  Order  61 

CAUrORNIA    AND   NEVADA 

DESIGNATING  CERTAIN  LANDS  TO  BE  ADMIN- 
ISTERED AS  PARTS  OF  ELDORADO,  TAHOE  AND 
TOIY.\BE    NATIONAL    FORESTS 

Whereas,  the  hereinafter  described 
lands  situate  within  the  States  of  Cali- 
fornia and  Nevada  have  been  acquired  by 
the  United  States  under  authority  of  the 
act  of  March  1.  ICll  (36  Stat.  961).  as 
amended  and  supplemented,  and 

Whereas,  the  said  lands  are  subject  to 
all  laws  applicable  to  lands  acquired  un- 
der the  above-mentioned  act,  and 

Whereas,  pursuant  to  the  provisions  of 
section  11  of  said  act,  the  Secretary  of 
Agriculture  may  from  time  to  time  divide 
the  lands  acquired  under  the  act  into  such 
specific  National  Forests  and  so  designate 
the  same  as  he  may  deem  best  for  ad- 
ministrative purposes,  and 

Whereas,  the  said  lands  are  so  situ- 
ated that  the  public  Interest  and  econ- 
omy will  be  served  best  by  having  them 
administered  as  parts  of  the  Eldorado. 
Tahoe  and  Toiyabe  National  Forests; 

Now.  therefore,  I.  Charles  F.  Brannan. 
Secretary  of  Agriculture,  by  virtue  of  the 
authority  vested  in  me  by  section  11  of 
the  act  of  March  1.  1911.  do  hereby  or- 
der that  the  lands  de.'^cribed  below  shall 
hereafter  be  administered  as  part$  Of 
the  indicated  National  Forests. 


NOTICES 

Eldorado  National  Posest 
mount  diablo  meridian 

T.  8  N..  R.  13  E.. 

Sec.       1.      N'jNia,      SE^NEVi.      S'jS'i. 

NEi4SE>4: 
Sec.  2,  S'^S'^i: 
Sec.  3.  SEU: 
Sec    10' 
Sec'     11.     NlzNE'i.     NW';.     SWUSW'/*. 

SE'-4SE'4; 
Sec.  12.  N'<j.  NE'4SW»/4: 
Sec.  13,  SW>4NWl4; 
Sec.  14.  NViN'j: 
Sec.   15.   N'jN'j.  6EUSW«4: 
Sec.  17.  S'.jSE'*; 
Sec.  20,  Ni:;NEi4; 
Sec.  21.  SE'isWU.  8W>i81>4: 
Sec.  28.  NE'4,  E'jNW'^. 
T.  8  N.,  R.  14  E.. 

Sec.     1.     N'.jN!,.     W'iSW!.;.     BW'.^SE'/*. 

E'iSE«4; 
Sec.  2; 

Sec.  3.  E'z.  E'jWij.  WSNW'i.  BW'^SWy*; 
Sec.  4.  E'iNE'4.  N>,NW'4.  6Wi46W>.«; 
Sec.       5.       E]i.       E'jW',,       NWUNW',4. 

W'iSW'i: 

Sec.       6.       N',2NE>4.       NW«4.      Wii,SW»4, 

SEV4SE>,4: 
Sec.       7.      NEI4NEV4.      W',aEi2.      NWV4. 

SEUSE'i; 
Sec.  8.  N"2NE'.',,  NE>4NW«4.  SVi8W>4J 
Sec.  9.  NW'^NW'i: 
Sec.   10,  NE^NE'*; 
Sec.  12,  NEUNEU; 
Sec.  17.  NW>4NE'4.  N»/aNW»4: 
Sec.  18,  NE'4NEi4.  NW'48E|4. 

Tahoe  National  Forest 

mount  diablo  mxbidun 

T.  18  N..  R.  16  E.. 
Bee.  1; 
Sec.  2.  8!i: 
8ec>.  10,  11.  and  12: 
Sec.  14.  NEU.  N'aNWV4J 
Bee   24,  N'^NE^. 


Weight  limit:  11  pounds. 
Customs  declarations:  2  Form  2966. 
Dispatch  note:    1  Form  2972. 
Parcel-pcwt  sticker:    1  Form  2922. 
Sealing:   Optional. 

Group  shipments:    Limited   to  $   paicels. 
(See  §  127.76.) 
Registration:  No. 
Insurance:   No. 
C.  o.  d.:  No. 

2.  Amend  subparagraph  (4)  Observa- 
tions of  paragraph  lb)  Parcel  post  to 
read  as  follows: 

(4)  Observations.  (i)  The  surface 
parcel-post  service  extends  to  the  fol- 
lowing offices  only:  Dhahran,  Hassa. 
Jidda  (Jedda).  Khobar,  Mecca.  Medina. 
Riyadh,  and  Yenbo.  Addressees  of  par- 
cels for  Dhahran  must  take  delivery  ai 
the  post  office  of  Kliobar. 

(li)  The  air  parcel-post  service  ex- 
tends to  the  following  offices  only:  Dha- 
hran. Hassa,  Khobar,  and  Riyadh. 

(R  8.  161.  396.  398.  sees.  304,  309.  42 
Stat.  24.  25.  48  Stat.  943;  5  U.  S.  C.  22. 
369,  372) 

I  SEAL  1  J.   M.  DONALDSON. 

Postmaster  General. 

IF    R.    Doc.    49  3963;    Filed.    May    18,    1949; 
8  46  a.  ml 


T.  19  N  .  R    15  E.. 
Sec    1; 

Sec.  10.  N','2.  SW14.  W'-jSEVi,  aE>4SE«4; 
Sec.       11.       NE'/4.      8'/2SWV4.       N'/jBEU. 

Bee.      *12.       NE'4.       S'iNWV*.      N'^SW^. 

8W'48WV4.  NyaSEVi: 
Sec.  13.  S'j; 

Sec.  14.  W«/,.  N\^8EV4.  BE'^SE'A: 
Sec    15' 

Sec'.  16^  NE>^.  N'^NW'A: 
Sec.  17.  N'i: 
Bee.  20.  Lots  1  to  8,  Inclusive.  E'.;jNW'4. 

NE'4SW!4.  NV2SEV4; 
Sec.  22; 

Sec.  23.  N',.  N'.SWV;.  8EV4: 
Sec.  24.  N'2NE',4.  BWV4.  S'^BEU: 
Sec.  25: 
Sec.  26: 
Sec.  27: 

Bee.  28,  N'iNE'i,  SE'4NEV4: 
Sec.  36 
T.  20  N..  R    15  E.. 

Sec.  19,  SW',4NE»4.  BEV4SW>4.  8E»4; 
Bee.  36. 
T.  IB  N..  R.  16  E.. 

Sec.  2.  Lots  1  and  2  of  NE»4,  BE'/i: 
Sec.  3.  Lots  1  and  2  or  NW^.  WV28W'4; 
Sec.  4: 
Sec.  6: 

Sec.  6.  NVi.  BW',4.  8>*!SEV4: 
Sec.  7: 
Sec.  8: 
Bee.  9: 
Sec.  10,  E<4: 
Bee.  11: 
Sec.  12,  W',2: 
Sec.  13: 
See.  14,  SW'4: 
Sec.  15; 
Sec.  16: 
See.  17; 

Sec.  18,  E'^j.  Lot  1  of  NWV4.  8*4  of  Lot  2  ci 
NWy*.  ix)t  1  of  BW^4.  NVa   of  U)t  2  oi 

Bee.  19; 
6ec.  20; 


Sec.  21: 

Bee.  22.  N'aNEi/jNEUNE'/i.  W'28Wi,4NE'4, 

S^jSEUSWUNEU.  NWV4.  BEVi; 
Sec.  23; 

See.  2G,  N'iNW^; 
Sec.  27; 
Sec.  28; 
Sffc.  i.9; 

Sec.  30.  all  except  N'j  of  Lot  2  of  SW'^; 
Sec.  32; 
Sec.  S3; 
Sec.  ?A   SW<4. 
T    19  N..  R.  16  E.. 
Sec.  1.  all  except  a  certain  tract  of  Ir.nd 
containing   100  acres  more   or  less,   de- 
scribed as  follows:  Beginning  at  NE  cor- 
ner of  Sec.  1,  said  township  and  range. 
thence  westerly  along  the  northerly  line 
of  said  section  825  feet;  thence  southerly 
parallel   with   the   easterly   line   of   E'.ld 
Section  1,  5.280  feet  to  the  southerly  line 
therejf;    thence  easterly  along  the  last 
mentioned  line.  825  feet  to  the  easterly 
line  of  said  Section  1;   thence  northerly 
alonij  the  last  mentioned  line,  5.280  feet 
to  the  point  of  beginning; 

Sec.  4.  SE'4BW'4.  SW^SEU: 

Sec.  5.  all  of  that  portloff  of  Secticn  5  ly- 
ing West  of  the  summit  or  ridge  running 
through  said  section,  containing  402  93 

'  acres,  more  or  less;  the  summit  or  rlcige 
belnc;  particularly  described  In  deed 
dated  April  23,  1937.  recorded  In  Book  33 
of  Deeds,  page  85,  Sierra  County.  Cali- 
fornia, records;  executed  by  Edmond  E. 
Payen  and  wife  to  the  United  States  of 
America,  aa  follows:  Beginning  at  the 
southeast  comer  of  said  Section  5.  run 
North  29  degrees  0  minutes  West  11 
chains:  thence  North  33  degrees  0  min- 
utes East  9  chains;  thence  North  31  de- 
grees 0  minutes  West  4  chains;  ther.ce 
North  63  degrees  30  minutes  V/est  15 
chains:  thence  South  54  degrees  35  min- 
utes West  17  chains;  thence  North  76 
degrees  40  minutes  West  6  chains;  thence 
South  61  degrees  20  minutes  West  9 
chains;  thence  North  51  degrees  10  min- 
utes West  11.72  chains;  thence  North  52 
degrees  45  minutes  East  21.10  chains; 
thence  North  4  desjrees  45  minutes  West 
45.55  chains  to  the  north  quarter  cor- 
ner; 

See  6,  N'.,.SW'4.8'2SE«4: 

Sec.   7; 

See    8.  S'2SW'4,  SW'4SE'/4: 

Sec.  9; 

See.  10.  E'2NW'4; 

Sec.  11; 

Sec.  12.  W:jNE''4.  NW'4: 

Sees.  13.  14,  16.  16,  and  17; 

See.  18.  N'2.  Lot  1  of  SWV4.  N'/i  of  Lot  2 
of  SW'4.  SE'4; 

Sees.  19.  20.  and  21; 

Sec.  22.  N'2; 

Sees.  23  and  24; 

See.  26.  S'^; 

See.  2C.  N'  ,.  S'jS'i: 

Sec.  Z9.  NE'4.  W'2NW'4,  W!iSW',4,  NE'4 
SE'4; 

Sec.  20.  E'i,  Lot  1  of  NWV4.  S'/j  Lot  2  of 
NW'i,  Lot  1  of  SW'4,N>4  Lot  2  Of  SW'4; 

Sees.  31,  32.  and  33; 

See.  ;4.  S'^NE'*,  S'2NW«/4.  B'/i: 

Sees   35  and  36. 
T.  20N..  R.  16  E.. 

See.  36. 
T.  18  N..  R.  17  E., 

Sec.  2,  Lots  1  and  2  of  NW'^,  SWV4: 

Sec   4.  Lots  1  and  2  of  NE'4,  SW'/4: 

Sec    6.  W';.   Lot  2  of  NW'^. 
T.  13  N  ,  R.  17  E.. 

Sec.  2.  W' 2 SW'4; 

Sees.  3.  4.  and  5; 

Sec.  6.  Lots  1  and  2  of  NE'4,  E'i  Lot  1  of 
NW'4,  E'j  Lot  2  of  NWV4.  E'.aSE'*: 

See.  8,  N'sN'/j,  BVaS'^: 

Sees.  9  and  10; 

Sec.  11.  SW'/4NE!4.  W'/2.  W'/aSEV4.  SE!4 
SE'4; 

Sees.  14.  15.  and  17; 
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Sec.  23.  Wli; 

Sec.  26; 

Bee.  28,  E'^.   E'2NW>4.  SW'4NWi4,  NE'4 

SW'.,; 
Sec.  30.  Lots  1  and  2  of  SW'4; 
Sec.  34.  W'iNE'4.  N'iNW'/4. 
T.  20  N..  R.  17  E.. 
Sec.  32.  NW!4.  S'2. 

Toiyabe  National  Forest 

mount  diablo  meridian 

T.  19  N..  R.  17  E., 
See.  1; 
Sec.  2,  W',.,  Lots  1  and  2  of  NE'/i,  Lot  1  of 

NW'4,    E'2    Lot    2    of    NW',4.    E',2SW'4, 

Wi.SE'4,   SE'4SE'4; 
Sec.   11,  N'2NE'4,  eE'iNE',4.  NE'iSE'i: 
Sec.    12,  W'^NE'4.  NW'/4.  SE',4SWV4.  N'i 

SE:4.  SW'4SEU. 
T.  20  N.,  R.  17  E.. 
Sec.  1; 

Sec    2,  NW'4,  SVii 
Sec.  3; 

Sec    9.  S'2NE'4.  N':,SEV4; 
Sec.    10; 
Sec.   11; 

Sec.  12.  NE14,  S'/j: 
Sec.    13: 

Sec.  14.  N'2.  SE'4: 
Sec.  15.  E'2; 

Sec.  16.  E'2NE',4.  E'2SEV4: 
Sec.  22.  NE',4; 
See.  23; 

Sec.  24.  NE'4.  SW14.  E'/aSEi4.  8WV4SE'4; 
Sec.  25; 

Sec.  2C.  E'j.  SW',4; 
Sec.  27.  E'..: 

Sec.  34,  W'2NE»,4.  Ei^NW'/*.  B>/i: 
Sec.   .35; 
Sec.  36. 
T.  21  N  .  R.  17  E.. 
Sec.  33,  S'.,; 
Sec.  34.  SW"'4; 
Sec.  3.5.  8' 2: 
Bee.   36.  Lots   1   to  4.   Inclusive,  W',2SE'4. 

S\V'4. 

T.  13  N  .  R.  18  E., 

Sec.  2.  Lot  2  of  NW4: 
Sec.  21.  all  (fractional); 
Sec.  22.  Lot  1  and  part  of  Lot  2; 
Sec.  25.  S'iSEi4: 
Sec.  36. 
T.  14  N.,  R.  18  E.. 

Sec.  35.  S'  .NWI4.  SWV4. 
T.  19  N..  R.  18  E.. 

See.  6.  N'2  Lot  6  of  MV«4: 

Sec.  7.  S'2  Lot  3  of  NW'.4.  Lots  4,  5.  and  6 

of  NW'4.  Lot  1  of  SW14,  N'/a  Lots  3,  4,  5, 

and  6  of  SW'4. 
T.  20  N..  R.  18  E.. 

Sec.  7.  Lots  1  to  20.  inclusive; 

Sec.  18.  Lots  2.  3.  and  4.  S'i  Lot  5.  S'2  Lot 

8.  Lots  9.  13,  14,  N'2  Lot  15,  Lots  18  and 

19; 
Bee.  19.  Lots  1  to  20.  Inclusive; 
Sec.  30,  Lots  2,  4,  and  5.  Sy,  Lot  6.  Lots  7 

to  12.  Inclusive.  S'2  Lot  13,  Lot  15,  S"a 

Lot  16.  Lots  19  and  20; 
Sec  31.  Lots  1  to  20,  Inclusive; 
T.  13  N..  R.  19  E.. 
Sec.  5,  WI2SW14; 
Sec.  6,  SE'4NE'^,  E'iSE'/4; 
Sec.  7.  NEI/4.  NV28EV4.  SE1/4SE14; 
Sec.  8; 
Sec.  9.  SWV4NW'4.  NWi,4SWV4,  SE«4SW'4. 

SW'4SEi,4; 
Sec.  17.  NW'4.  NE'rsWV4.  S'/jSWi^; 
Sec.  18,  Ei2NE'4; 

Sec.  20.  NE14.  E'2NWi4.  NE'4SE'/4: 
See.  21.  W'2NE',4,  NW',4,  SW'/4,  W',iSE'4; 
Sec.  28.  NW'4; 

Sec.  29,  N'iNE'4,  SiiSWV4,  SEl^; 
Sec.  30,  SEi4SW',4,  S';SE'4; 
Sec.  31.  N'i.  SW'4,  NW'/4SEi4; 
Sec.  32.  N'i. 
T.  15  N..  R.  19' E.. 

Sec.     2.  W'i  Lot  2  of  NW«4: 

Sec.  20,  NE'4,  NE'4NW'/4,  E'/aSE'A: 

Sec.  21,  N'2,  SE'/4.  N'/2SW'/4; 

Sec.  22.  NW«/4: 

Sec.  28.  N'/a.  SW»^: 
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Bee.  29,  S'iNW'i.  S';; 
Sec.  .30.  NE',4,  E'2NW',4.  B'^J 
Sec.  31; 

Sec.  32.  N',;,  N'aSW'A.  Ni/2SE'4: 
Sec.     sn,     NW'4.     N',2SWV4,     OW'4SW»4. 
s'/iSE'i: 

Sec:  34,  SW'4SW',4. 

In  testimony  whereof.  I  have  hereunto 
set  my  hand  and  cau,«ed  the  official  seal 
of  the  Department  of  Agriculture  to  be 
affi.xed.  in  the  City  of  Washington,  this 
13th  day  of  May  1S49. 

rSEALl  CH.\RLES  p.  BraNN.\N. 

Secretary  of  Agriculture. 

|F.    R.    Doc.    49-3991;    Filed.    May    18,    1C49; 
8:50  a.  m.] 


Langlade  County,  Wisconsin 

tran.sfer  of  cert.ain  lands  to  untteo 
states  for  administration  as  part  of 
nicolet  nation  \l  forest 

Whereas,  the  Secretary  of  Agriculture 
Is  administering  the  hereinafter  de- 
scribed lands  as  trustee,  under  an  agree- 
ment of  transfer  dated  May  16,  1937. 
with  the  Wisconsin  Rural  Rehabilitation 
Corporation,  and 

Whereas,  by  act  of  the  Congress  ap- 
proved June  19,  1948  (Pub.  L.  No.  719. 
80th  Cong..  2d  Sess.).  the  Secretary  of 
Agriculture  is  directed,  upon  the  written 
consent  of  the  majority  of  directors  of 
the  Wisconsin  Rural  Rehabilitation  Cor- 
poration, to  convey  and  transfer  the  de- 
scribed lands  to  the  United  States  for 
subsequent  administration  as  a  part  of 
the  Nicolet  National  Forest,  and 

Whereas,  a  majority  of  the  directors 
of  the  Wisconsin  Rural  Rehabilitation 
Corporation,  by  a  resolution  duly  adopted 
on  March  22,  1949,  gave  their  WTitten 
consent  to  the  tran.sfer  of  the  described 
lands  to  the  United  States. 

Now,  therefore,  by  virtue  of  and  pur- 
suant to  the  authority  vested  in  me  by 
the  aforementioned  act  of  June  19,  1948, 
all  right,  title,  claim,  interest,  equity  and 
estate  in  and  to  the  lands  hereinafter 
described,  together  with  the  improve- 
ments thereon  and  the  rights  and  appur- 
tenances thereunto  belonging  or  apper- 
taining, is  hereby  conveyed,  granted, 
transferred  and  quitclaimed  to  the 
United  States  for  administration  by  the 
Forest  Service  of  the  United  States  De- 
partment of  Agriculture  as  a  part  of  the 
Nicolet  National  Forest  and  subject  to 
the  rules  and  regulations  applicable  to 
national  forest  lands  acquired  under  the 
act  of  March  1.  1911  (36  Stat.  961).  as 
amended,  to-wit,  the  following  described 
lands  situated  in  the  County  of  Langlade. 
State  of  Wisconsin : 

Township  33  North,  Range  9  East,  4th  Prin- 
cipal Meridian. 

Section  16— NW'.4,  N'/jNE'^,  SW'4NE>4 
and  NV2SV2. 

Section  17— NE'4. 

Section  22— E'2NWV4. 

The  Chief  of  the  Forest  Service  is 
hereby  directed  to  utilize,  insofar  as 
practicable,  the  property  hereby  trans- 
ferred as  an  experimental  demonstration 
forest. 

In  testimony  whereof.  I  have  hereunto 
set  my  hand  and  cau.^3d  the  official  seal 
of  the  Department  or  A^rlcu  ture  to  be 


Thursfiau.  Mau  19. 1949 
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effixod  In  thp  City  of  Washington,  this 
13th  day  of  May.  1949. 

[SE\Ll  Charles  P.  Brannan, 

Secretary  of  Anricultnre. 

|F.   R.    Di'C.   49-3990:    Filed.    May    18,    1949; 
8:49  a.  m.| 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Designation  Order  33  I 

Designation  of  Motions  Commissioner 
FOR  May.  1949 

At  a  ."session  of  the  Federal  Communi- 
ration.s  Commission  held  at  its  offices  in 
Washin^Tlon.  D.  C.  on  the  29th  day  of 
April  1949;  ^,,, 

It  is  ordered.  Pursuant  to  Section  0.111 
of  the  Statement  of  Delegations  of  Au- 
thority, that  E.  M.  Webster.  Commis- 
sioner, is  hereby,  designated  as  Motions 
Commissioner  for  the  month  of  May, 

1049. 

It  is  further  ordered.  That  in  the  event 
.said  Motions  Commissioner  is  unable  to 
act  durin-  any  part  of  said  period  the 
Chairman  cr  Acting  Chairman  will  desig- 
nate a  substitute  Motions  Commissioner. 
Federal  Communications 
Commission, 

[SIALl         T.  J.  Slowie. 

S'jcretary. 

IF.    R.    Doc.    49-3982;    Filed.    May    18,    1949; 
8:48  a.  m.| 


I  Docket  No.  9068] 

Oliver  Broadcasting  Corp.  iWPOR) 

order  deleting  issue 


In  re  application  of  Oliver  Broadcast- 
ing Corporation  (WPOR».  Portland. 
Maine.  Docket  No.  9068.  Pile  No.  BP- 
6344;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  5th  day  of 
May  1949: 

The  Commi-ssion  having  under  consid- 
eration a  petition,  filed  January  24,  1949. 
by  Oliver  Broadcasting  Corporation 
(WPOR>  requesting  reconsideration  and 
grant  without  a  hearing  of  its  above- 
entitled  application  for  authorization  to 
change  operating  facilities  at  Portland. 
Maine,  from  1490  kc,  250  w.  power,  im- 
limlted  time  to  1060  kc.  5  kw.  power, 
unlimited  time,  change  transmitter  lo- 
cation. Install  new  transmitter  and  di- 
rectional antenna  for  day  and  night  use 
iDA-2); 

It  appearing,  that  the  Commission,  on 
July  12,  1948.  designated  the  WPOR  ap- 
plication for  hearing  in  a  consohdated 
proceeding  with  the  Lowell  Sun  Pub- 
lishing Company  application  «File  No. 
BP-6675:  Docket  No.  f069>  for  a  new 
standard  broadcast  station  at  Lowell. 
Massachusetts,  to  determine,  among 
other  things  a>  the  interference,  if  any, 
which  the  simultaneous  operation  of  the 
two  stations  would  involve;  <2t  whether 
Station  WPOR.  operating  as  propased. 
would  involve  interference  with  Station 
KYW.  Philadelphia.  Pennsylvania:  (3) 
whether  the  proposed  Lowell.  Mas.sachu- 
seU.<.  station  and  Station  WPOR.  as  pro- 
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posed,  would  Involve  objectionable  Inter- 
ference with  Canadian  Station  CBA. 
Sackville.  New  Brunswick,  as  defined  In 
the  North  American  Regional  Broadcast- 
ing Agreement:  and  (4)  whether  the  in- 
stallation and  operation  of  the  proposed 
Lowell,  Ma.ssachusetts.  station  and  Sta- 
tion WPOR.  as  proposed,  would  be  in 
compliance  with  the  Commission's  rules 
and  standards;  and 

It  further  appearing,  that,  on  No- 
vember 26.  1948.  the  Lowell  Sun  Publish- 
ing Company  application  was  dismissed 
without  prejudice;  and 

It  further  appearing,  that  it  cannot  be 
determined  from  the  data  in  the  petition 
and  the  applicavion.   (a)    whether  the 
business  district  of  Portland.  Maine,  will 
receive  service  in  accordance  with  the 
Standards  of  Good  Engineering  Prac- 
tice; <b>  whether  it  can  be  expected  that 
the  theoretical  radiation  values  in  the 
direction  of  the  nighttime  service  area 
of  Station  KYW.  Philadelphia.  Pennsyl- 
vania, can  be  s'  "ured  and  maintained  in 
actual  operation;  <c)  whether  a  graht  of 
this  application  would  be  in  the  public 
interest  in  view  of  passible  objectionable 
Interference  as  defined  in  NARBA  with 
Canadian  Station  CBA.  Sackville.  New 
Brunswick;  and  (d>  whether,  in  connec- 
tion with  the  proposed  site,  there  are  any 
factors  that  would  prevent  an  adequate 
proof  of  performance  or  would  cau.se  pos- 
sible reradiation  problems; 

It  is  ordered.  That  the  Oliver  Broad- 
casting Corporation  petition  for  recon- 
sideration and  grant  without  a  hearing 
Of  its  above-entitled  application  is 
denied. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  July  12.  1948.  desig- 
nating the  Lowell  Sun  Publishinr:  Com- 
pany and  Oliver  Broadcasting  Corpora- 
tion applications  for  hearing.  Is  amend- 
ed to  the  extent  that  Issue  No.  8  and 
reference  to  the  Lowell  Sun  Publishing 
Company  application  in  all  other  issues 
contained  therein  are  deleted. 


[SEAL] 
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Secretary. 


I  p.    R     Doc.    49-3983:    Filed.   May    18,    1949; 
8:48  a.  ml 


It  appearing,  that  the  above-entitled 
application  was  designated  for  hearing 
October  27.  1S43  in  a  con.«;olidated  pro- 
ceeding with  the  applications  of  North 
Jersey    Broadcasting    Company.    Incor- 
porated (File  No.  BP-4613;  Docket  No. 
6285)  and  of  The  Monocncv  Broadcasting 
Company  <F;ie  No.  BP-SrO;  Docket  No. 
8627)    and    that    Central    Connecticut 
Broadcastin';  Company,  licensee  of  Sta- 
tion WHAY,  New  Britain.  Connecticut 
was  made  a  party  to  the  proceeding  and 
has  entered  an  appearance  therein;  and 
It  further  appearing,  that,  February 
17   1949  the  application  of  North  Jersey 
Broadcasting  Company.  Incorporated  as 
amended   and   the   application   of   Thp 
Monocacy  Broadcasting  Company  were 
severed  from  this  proceeding  and  grantei 
and  that  i.s.sue  7  in  the  Commission"; 
order  of  October  27.  1948  is  no  longer 
applicable  to  the  proceeding;  and 

It  further  appearing,  that,  on  the  ba-^i' 
of  information  submitted  with  the  in- 
stant petition  and  in  the  above-entitled 
application  Valley  Broadcasting  Corpora- 
tion is  legally,  technically,  financially  and 
otherwise  qualified  to  construct  and  op- 
erate the  proposed  station  and  that  the 
tvpe  and  character  of  program  .service 
proposed  to  be  rendered  would  meet  thp 
requirements  of  the  populations  and 
areas  propased  to  be  served,  but  that  on 
the  basis  of  the  aforementioned  infor- 
mation the  Commission  is  unable  to 
determine  the  other  Issues  In  the  pro- 
ceeding; 

It  in  ordered.  That,  the  said  petition  of 
Valley  Broadcasting  Corporation  is 
denied;  and 

It  is  further  ordered,  That,  on  the  Com- 
mis.sion"s  own  motion,  the  order  of  Oc- 
tober 27.  1948  designating  the  applica- 
tion of  Valley  Broadca-sting  Corporation 
for  hearing  is  amended  to  show  deletion 
of  Issues  1.  3,  and  7  therefrom  and  to 
show  the  removal  from  this  proceeding 
of  the  applications  of  North  Jersey 
Broadcasting  Company.  Incorporated  as 
amended  and  of  The  Monocacy  Broad- 
casting Company. 

Federal  Communications 
Commission, 
ISEALl  T.  J.  Slowii, 

Secretary. 

|F.    R.    Doc.    49  3984;    Filed.    May    18.    1943; 
8:48  a.  ml 


(Docket  No  91611 

Valley  Broadcasting  Corp. 

order  deleting  issues 

In  re  application  of  Valley  Broadcast- 
ing Corporation.  Holyoke.  Massachusetts, 
Docket  No.  9161,  File  No.  BP-6615:  for 
construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices  In 
Washington,  D.  C,  on  the  5th  day  of  May 

1949; 

The  Commission  having  under  consid- 
eration a  petition  filed  February  16,  1949 
by  Valley  Broadca.sting  Corporation  re- 
questing reconsideration  and  grant  with- 
out hearing  of  Its  above-entitled  applica- 
tion for  a  permit  to  construct  a  new 
standard  broadcast  station  to  operate  on 
the  frequency  930  kilocycles,  with  800 
watts  power,  daytime  only  at  Holyoke, 
Massachusetts: 


(Docket  No.  9316] 

Hermitage  Broadcasting  Corp. 

onDER  designating  application  for 

HEARING  ON  STATED  ISSUIS 

In  re  application  of  Hermitage  Broad- 
casting Corporation.  Nashville.  Tenn*^- 
see.  Docket  No.  9316.  File  No.  BP-6488; 
for  construction  permit. 

At  a  ses.sion  of  the  Federal  Communi- 
cations Commis.sion  held  at  its  office^  in 
"Washington.  D.  C.  on  the  5th  day  o. 
May  1949:  , 

The  Commis.sion  having  under  con.'^io- 
eration  (1)  a  petition  and  supporim:: 
engineering  affidavit,  filed  September  20. 
1948,  by  The  Middle  Tennessee  Broad- 
casting Company,  licensee  of  Station 
WKRM.  Columbia.  Tennes.see.  requc  *- 
Ing  that  the  Commi:.sion  rt-consider  its 
September  1.  1948.  action  pranting  the 
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Hermitage  Broadcasting  Corporation  ap- 
plication iEP-6488i  for  authorization  to 
construct  a  new  standard  broadcast  sta- 
tion to  operate  on  1350  kc.  with  1  kw 
power,  daytime  only,  at  Nashville.  Ten- 
nessee: ^et  the  grant  aside;  designate  the 
application  for  hearing  and  make  the 
petitioner  a  party  to  the  proceeding,  and 
(2)  Oppcition  (styled  Petition  of  Op- 
position I  to  the  said  petition,  filed  Octo- 
ber 6.  ir43.  by  Hermitage  Broadcasting 
Corporation  «WNAH>; 

It  appearing,  that  opposition  to  the 
aforesaid  V/KRM  petition  was  submitted 
subsequent  to  the  time  within  which  .such 
opposition:-  may  be  filed  under  §  1.390  i  d ) 
of  the  Commission's  rules  and  regula- 
tions, but  that  acceptance  of  the  WNAH 
opposition  would  be  in  the  public  in- 
terest; and 

It  further  appearing,  that  the  engi- 
neering affidavit  accompanying  the 
aforesaid  petition  of  The  Middle  Tennes- 
see Broadcasting  Company  indicates  that 
Station  WNAH.  operating  in  conform- 
ance with  its  grant,  would  cause  some 
interference  within  the  normally  pro- 
tected contour  of  Station  WKRM,  and 
that  the  petition  meets  all  of  the  other 
requirements  of  §  1.390  of  the  Commis- 
sion's rules  and  regulations: 

It  is  ordered.  That,  for  the  purpose  of 
accepting  the  late  filed  WNAH  opposi- 
tion, the  requirements  of  §  1.390  (d)  of 
the  Commission's  rules  are  waived. 

It  is  further  ordered,  That  the  afore- 
said Middle  Tennessee  Broadcasting 
Company  <WKRM.  Coliunbia.  Tennes- 
see) petition  is  granted;  that  the  Com- 
mi.ssion's  September  1.  1948  grant  of  the 
above-entitled  application  of  Hermitage 
Broadcasting  Corporation  to  operate  on 
1350  kc.  with  1  kw.  power,  daytime  only 
at  Nashville.  Tennessee  Is  set  aside;  and 
that  the  application  is  designated  for 
hearing  at  10:00  a.  m.  on  June  10.  1949. 
at  Washington.  D.  C,  upon  the  following 
Issue:  To  determine  whether  operation 
of  the  station  proposed  for  Nashville. 
Tennessee  by  Hermitage  Broadcasting 
Corporation  would  cause  interference 
within  the  0.5  mv  m  contour  of  Station 
WKRM,  Columbia.  Tennessee,  or  involve 
interference  with  any  other  existing  or 
proposed  broadcast  operations  and.  if 
so.  to  determine  the  extent  thereof,  the 
populations  affected  thereby  and  the  na- 
ture of  other  services  available  to  such 
areas  and  populations. 

It  is  further  ordered.  That  The  Middle 
Tennessee  Broadcasting  Company,  li- 
censee of  Station  WKRM.  Columbia. 
Tennessee.  Is  made  a  party  to  this  pro- 
ceeding. 

federal  communic.mons 
Commission, 

IsEALl        T.  J.  Slowie. 

Secretary. 

IF.   R.    Doc.    49  3985;    Filed.    May    18.    1949; 
8:49  a.  m.J 


(Docket  No.  9308 J 

Great   Northern   Radio.   Inc.    (WWSC) 

order   designating   application  for 
hearing  on  stated  issues 

In  re  application  of  Great  Northern 
Radio,  Inc.  <WWSC'.  Glens  Falls,  New 
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York.  Docket  No.  9308.  File  No.  BP-6102; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C.  on  the  5th  day  of 
May  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
requesting  construction  permit  to  change 
frequency  and  power,  install  new  trans- 
mitter and  directional  antenna  for  nipht 
use.  and  change  transmitter  location  of 
radio  Station  WWSC.  Glens  Palls,  New 
York: 

It  is  ordered.  That,  pursuant  to  section 
309  <ai  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application 
of  Great  Northern  Radio.  Inc..  is  de'=ig- 
nated  for  hearing,  at  a  time  and  place 
to  be  designated  by  subsequent  order  of 
the  Commission,  upon  the  following  is- 
sues: 

1.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 

\  tion  of  station  WW^SC  as  proposed  and 
the  character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  station  WWSC  as  proposed  would  In- 
volve objectionable  interference  with 
station  WONS,  Hartford.  Connecticut, 
or  with  any  other  existing  broadcast  sta- 
tions, with  particular  reference  as  to 
whether  the  protection  angle  of  the  pro- 
posed operation  is  sufficient  to  ade- 
quately protect  the  nighttime  service 
area  of  station  WONS,  and.  If  there  is 
objectionable  Interference,  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

3.  To  determine  whether  the  opera- 
tion of  station  WONS  as  propo.sed  would 
involve  objectionable  Interference  with 
the  .services  proposed  in  any  other  pend- 
ing applications  for  broadcast  facilities 
and.  If  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
broadcast  service  to  such  areas  and  pap- 
ulations. 

4.  To  determine  whether  the  installa- 
tion and  operation  of  station  WONS  as 
proposed  would  be  in  compliance  with 
the  Commi.ssion's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

Federal  Communications 
Commission. 
fsEALl        T.  J.  Slowie. 

Secretary. 

IF.    R.    Doc.    49-3986;    Piled.   May    18,    1949; 
8:49  a.  m.l 


(Docket  Nos.  8459,  9059,  9312] 

Surety  Broadcasting  Co.  et  al 

order  designating  application  for  con- 
solidated  hearing  on  STATED   ISSUES 

In  re  applications  of  Surety  Broadcast- 
ing Company.  Charlotte.  North  Carolina, 
File  No.  BP-6088,  Docket  No.  8459;  Tar 
Heel  Broadcasting  System.  Inc..  Wash- 
ington. N.  C.  File  No.  BP-6750,  Docket 
No.  9059 ;  WSAZ,  Inc.  ( WSAZ ) .  Hunting- 
ton.  West  Virginia,  File  No.   BP-7106, 


2649 

Docket     No.     9312;      for     construction 
permits. 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices 
In  Washington.  D.  C.  on  the  5th  day  of 
May  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
WSAZ,  Inc.,  for  a  construction  permit  to 
change  facilities  of  Station  WSAZ.  Hunt- 
ington. West  Virginia,  from  930  kc.  1 
kw.,  5  kw.-LS.  DA-N.  U.  to  930  kc.  5  kw., 
DA-N.  U:  a  petition  filed  February  9, 
1949  by  WSAZ.  Inc..  requesting  that  the 
above  application  be  designated  for 
hearing  in  consolidation  with  the  above- 
entitled  applications  of  Surety  Broad- 
casting Company,  Charlotte,  North  Caro- 
lina, and  Tar  Heel  Broadcasting  System, 
Inc.  (WRRP),  Washington,  North  Caro- 
lina; oppositions  to  the  said  petition  filed 
on  February  18  and  February  21,  1949. 
by  Tar  Heel  Broadcasting  System,  Inc., 
and  Surety  Broadcasting  Company,  re- 
spectively; a  reply  to  said  oppo.sitions 
filed  March  2,  1949,  and  answers  to  the 
reply  filed  March  9,  1949; 

It  appearing,  that  on  September  8, 
1948.  the  Commission  designated  for  con- 
.solidated  hearing  the  above-entitled  ap- 
plications of  Surety  Broadcasting  Com- 
pany. Charlotte.  North  Carolina,  for  a 
construction  permit  for  a  new  standard 
broadcast  station  to  operate  on  930  kc, 
1  kw..  5  kw.-LS.  DA-N,  U,  at  Charlotte. 
North  Carolina,  and  Tar  Heel  Broadcast- 
ing System.  Inc.,  for  a  construction  per- 
mit to  change  facilities  of  Station  WRRF. 
Washington,  North  Carolina,  from  930* 
kc,  5  kw.,  D,  to  930  kc,  1  kw.,  5  kw.-LS. 
DA-N.  U. 

It  further  appearing,  that  the  said  pe- 
tition, oppositions  and  other  pleadings 
filed  by  the  parties  herein,  are  directed 
to  the  question  of  whether  a  joint  waiver 
of  hearing  filed  September  10,  1948  by 
Surety  Broadcasting  Company  and  Tar 
Heel  Broadcasting  System,  Inc..  would, 
in  the  event  of  its  acceptance  by  the 
Commission,  preclude  comparative  con- 
sideration of  the  application  of  WSAZ. 
Inc..  and  the  applications  of  Surety 
Broadcasting  Company  and  Tar  Heel 
Broadcasting  System,  Inc.:  that  on  April 
6,  1949,  the  Commission  adopted  a  Mem- 
orandum Opinion  and  Order  refusing  the 
said  joint  waiver  of  hearing  for  the  rea- 
son that  the  proceeding  on  the  applica- 
tions of  Surety  Broadcasting  Company 
and  Tar  Heel  Broadcasting  System,  Inc.. 
was  not  an  appropriate  one  for  determi- 
nation without  the  presentation  of  oral 
testimony;  and  that,  accordingly,  the 
question  raised  by  the  said  petition  and 
other  pleadings  is  moot ; 

It  is  ordered.  That  the  said  petition  of 
WSAZ,  Inc.,  requesting  that  its  above- 
entitled  application  be  designated  for 
hearing  In  consolidation  with  the  above- 
entitled  applications  of  Surety  Broad- 
casting Company  and  Tar  Heel  Broad- 
casting System.  Inc.  is  granted; 

It  is  further  ordered.  That,  pursuant 
to  section  309  (a)  of  the  Communications 
Act  of  1934,  as  amended,  the  said  appli- 
cation of  WSAZ.  Inc..  is  designated  for 
hearing  In  a  consolidated  proceeding 
with  the  said  applications  of  Surety 
Broadcasting  Company,  Charlotte.  North 
Carolina,  and  Tar  Hcl  Broadcasting 
System,  Inc.,  Vv'ushington.  North  Caro- 
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lina.  commencing  at  10:00  a.  m.  on  the 
25th  day  of  May.  1949.  at  Washington. 
D  C    upon  the  following  issues: 

1  To  determine  the  technical,  finan- 
cial and  other  qualifications  of  WSAZ. 
Inc  its  officers,  directors  and  stockhold- 
ers to  construct  and  operate  the  proposed 
station. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  WSAZ  as  proposed  and  the 
character  of  other  broadcast  .-ervice 
av-ailable  to  those  areas  and  populations. 

3  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4  To  determine  whether  the  proposed 
operation  of  Station  WSAZ' would  involve 
objectionable  Interference  with  any  ex- 
isting broadcast  station  and.  if  so,  the 
nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

5  To  determine  whether  the  proposed 
"  operation  of  Station  WSAZ  would  in- 
volve objectionable  interference  with 
the  services  proposed  In  the  other  ap- 
plications in  this  consolidated  proceed- 
ing or  with  the  services  propo.sed  In  any 
other  pending  application  for  broadcast 
facilities  and,  if  so.  the  nature  and  ex- 
tent thereof,  the  areas  and  populations 
affected  thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas 
and  papulations. 

6.  To  determine  whether  the  proposed 
Installation    and    operation    of    Station 
WSAZ  would  be  in  compliance  with  the 
Commission's   rules    and   Standards   of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations,  with  par- 
ticular   reference    to    section    4    of    the 
Standards  relating  to  locations  of  trans- 
mitters of  standard  broadcast  stations, 
7   To  determine  on  a  comparative  ba- 
sis which,  if  any,  of  the  applications  in 
this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  September  8.  1948. 
designating  for  consolidated  hearing  the 
Rbove-entitled  applications  of  Surety 
Broadcasting  Company  and  Tar  Heel 
Broadcasting  System.  Inc.  is  amended 
tn  Include  the  said  application  of  WSAZ, 
Inc.,  and  to  substitute  for  Issue  9  thereof 
the  above  Issue  No.  7. 

»  Fi:DE15'\L    COMMTTNICATIONS 

COMMtSSlON, 
ISEAL]  T.  J.  SLOWIE. 

Secretary, 

|F.    R.   Doc.   49-3987:    Piled.    May    18,    19  IS; 
8:49  a.m.] 


NOTICES 

Ing  assignee^ ,  Pile  No.  Bal-834  (Supple- 
ment), Docket  No.  9314;  for  con.sent  to 
assignment  of  license  of  Station  KGFN, 
Gra.ss  Valley.  California. 

At  a  sp.sslon  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  In 
Washington,  D.  C.  on  the  5th  day  of 
May  1949:  . . 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
•49er  Broadca.ning  Company  and  Joe  D. 
Carroll  requesting  assignment  of  license 
of  Station  KGFN.  Grass  Valley.  Cali- 
fornia, and  the  competing  application  of 
H.  Neil  Black,  filed  pursuant  to  5  1321 
of  the  Commission's  rules  and  regula- 
tions :  ^  . , 

Whereas,  that  Commission  is  unable 
to  determine  upon  consideration  of  said 
applications  on  their  merits  that  Joe  D. 
Carroll  is  better  qualified  and  that  an 
assignment  to  that  applicant  would 
otherwise  be  In  the  public  Interest: 

It  is  ordered.  That,  pursuant  to  section 
310  (b)  of  the  Communications  Act  of 
1934,  as  amended,  and  §  1.321  of  the 
Commission's  rules  and  regulations,  the 
above  applications  are  designated  for 
hearing  in  a  consolidated  proceeding  at 
a  time  and  place  to  be  de.signated  by 
subsequent  order  of  the  Commission,  on 
the  following  is.sues: 

1  To  determine  whether  the  proposed 
assignees  are  legally,  technically,  finan- 
cially and  otherwise  qualified  to  own. 
operate  and  control  Station  KGFN. 

2.  To  determine  the  full  contractual 
arrangements  between  the  assignor  and 
proposed  a.ssignee.  Joe  D.  Carroll.  Includ- 
ing the  consideration  to  be  paid,  the 
manner  of  pajTnent  and  the  properties 
to  be  received  therefor. 

3  To  secure  full  information  as  to  the 
plans  and  policies  of  the  proposed  as- 
signees with  respect  to  staffing  and  pro- 
gramming at  Station  KGFN  and  all  of 
their  other  plans  of  arrangements  for 
operating  said  .station. 

4.  To  determine  on  a  comparative  ba- 
sis which,  if  either,  of  the  applications 
filed  by  the  propo.sed  assignees  in  this 
proceeding  should  be  granted. 

Federal  CoMMtrNicATioNs 
Commission, 

tSIAL]         T.  J.  Slowie. 

Secretary, 


those  facilities  by  Dakotas  Electric  Co- 
operative, Inc. 

(seal!  Leon  M.  Fuqcay. 

Secretary. 

IF.    R.   Doc.   49  3971:    Filed.    May    18,    1949; 
8:47  a.  ml 


|F.   R.    EX'C.    49-3988:    Piled.  May    18,    1949; 
8:49  a.  m.| 


(Docket  No   G-8831 

Consolidated  Gas  Utilities  Corp. 

NOTICE  or  ORDER  DISMISSING  APPLICATION 

May  16.  1949. 
Notice  Is  hereby  given  that,  on  May  U. 
1949,  the  Federal  Power  Commission 
l.ssued  Its  order  entered  May  11.  1949, 
di.smis.sing  the  remaining  portion  of  ap- 
plication for  certificate  of  public  con- 
venience and  necessity  in  the  above-des- 
ignated matter. 


I  seal! 


Leon  M.  Puquay, 
Secretary. 


IF    R    Doc.   49-3972:    Piled.    May    18,    1349; 
8:48  a.  m  | 


[Docket  No.  0-1096] 

Texas  Eastern  Transmission  Corp 

notice  of  order  terminating  proceetin^s 

May  16,  1949. 
Notice  is  hereby  given  that,  on  May  U. 
1949  the  Federal  Power  Commission  is- 
sued Its  order  entered  May  U.  1949,  In 
the  above-designated  matter,  terminat- 
ing proceedings  instituted  by  order  of 
August  3.  1948,  which  suspended  certain 
rate  schedules  and  set  hearing  without 
date. 


[seal! 


Leon  M.  Fuquay, 
Secretary. 


[F.   R.   Doc.   49  3973:    Filed,    May    18,    1919; 
8:48  a.m.] 


[Docket  Nos.  9313,  93141 
'49ER  Broadcasting  Co.  it  al 

ORDEH    designating    APPLICATION    FOR    CON- 
SOLIDATED HEARING  ON  STATED  ISSTTES 

In  re  applications  of  '49er  Broadcasting 
Company,  (as.sipnor).  File  No.  Bal-834. 
Docket  No.  9313:  and  Joe  D.  Carroll, 
(assignee),  and  H.  Neil  Black,  (compet- 


FEDERAL  POWER  COMMISSION 

[Docket  No.  E-62101 
MONTANA-DAKOTA       UTILITIES       CO.       AND 

Dakotas  Electric  Cooperative,  Inc 
notice  of  order   authorizing  sale   and 

MERGER    OF    FAHLITIES    AND    ASSUMPTION 
OF  UABILITY  ON  PRQMISSORY  NOTES 

M.AY  16,  1949. 
Notice  Is  hereby  given  that,  on  May 
12.  1949.  the  Federal  Power  CommLssion 
issued  its  order  entered  May  11.  1949, 
authorizing  merger  of  facilities  of 
Dakotas  Electric  Cooperative,  Inc.,  with 
those  of  Montana -Dakota  Utilities  Co.; 
the  issuance  of  securities  by  Montana - 
Dakota  Utilities  Co..  and  the  sale   of 


[Docket  Nos.  IT  60R7,  IT -6088,  IT -60^9. 
IT  -6090  1 

Bonneville    Project.    ConmaiA    Ri\lr. 
Washington-Oregon 

notice  of  order  confirming  and  approv- 
ing temporary  rate  schedttles 

May  16,  1949. 
Notice  is  hereby  given  that,  on  May 
12.  1949.  the  Federal  Power  Commission 
i.s.sued  its  order  entered  May  11,  1949.  in 
the  above- designated  matters,  confirm- 
ing and  approving  temporary  rate  sched- 
ules for  a  period  not  extending  beyond 
September  30,  1949. 


[sealI 


Leon  M.  Fuquay. 
Secretary. 

[F.   R.   Doc.   49-3974;    Filed.   May    18,    10 '9: 
8:48  a.  m.] 


[Project  No.  432 ] 
Caroiina  Power  &  Light  Co. 

notice  of  order  APPROVING  REVISED  EXHirIT 

May  16.  1949. 
Notice  is  hereby  given  that,  on  May  13. 
1949.  the  Federal  Power  Commission  is- 


Thursday,  May  19, 1949 

sued  its  order  entered  May  11,  1949,  ap- 
proving revised  ESchibit  M  in  the  alx)Ve- 
designated  matter. 


I  seal! 


Leon  M.  Fuquay, 
Secretary. 


|F    R    Doc.   49-3975;    Filed.  May    18.    1949; 
8:48  a.  m.I 


[Docket  No.  E-62151 

Northwestern  Public  Service  Co. 
notice  of  application 

May  13.  1949. 

Notice  is  hereby  given  that  on  May  13, 
1949.  an  application  was  filed  with  the 
Federal  Power  Commission,  pursuant  to 
section  204  of  the  Federal  Power  Act,  by 
NorthwesteiTi  Public  Service  Company,  a 
corporation  organized  under  the  laws  of 
the  State  of  Delaware  and  doing  business 
in  the  States  of  South  Dakota  and  Ne- 
braska, with  its  principal  business  office 
at  Huron,  South  Dakota,  seeking  an  or- 
der authorizing  the  is.suance  of  8700,000 
principal  amount  of  First  Mortgage 
Bonds,  3 '8%  Series  due  1978.  to  be  is- 
sued under  the  Indenture  of  Applicant, 
dated  August  1.  1949,  as  amended  and 
.^supplemented,  to  The  Chase  National 
Bank  of  the  City  of  New  York  and  Carl 
E.  Buckley,  as  Trustees.  The  Bonds  will 
be  a  new  series  of  bonds  issued  under  said 
Trust  Indenture  and  will  be  dated  June  1. 
1949.  and  mature  June  1.  1978.  The 
Bonds  will  be  sold  to  institutional  inves- 
tors: all  as  more  fully  appears  in  the  ap- 
plication on  file  with  the  Commission. 

Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  said 
application  should,  on  or  before  the  3d 
day  of  June.  1949.  file  with  the  Federal 
Power  Commission.  Washington  25,  D.  C., 
a  petition  or  protest  in  accordance  with 
the  Commission's  rules  of  practice  and 
procedure. 


[SEAL] 


Leon  Fuquay, 
Secretary. 


[F.    R.    Doc.    49-3977;    Piled,   May    18,    1949; 
8:48  a.  m.] 


(Project  No.  485] 
Georgia  Power  Co. 


notire  of  supplement  to  application  for 
amendment  of  license  < major) 

May  13,  1949. 

Notice  is  hereby  given  that  Georgia 
Power  Company,  of  Atlanta,  Georgia,  has 
filed  a  further  supplement  to  its  pending 
application  for  amendment  of  license  for 
Project  No.  485  iBartletts  Ferry)  en 
Chattahoochee  River  in  Chambers  and 
Leo  Counties,  Alabama,  and  Harris 
County.  Georgia.  The  supplement  seeks 
permission  to  install  a  larger  water- 
wheel  than  contemplated  in  the  licensee's 
Pending  application  for  amendment  of 
Iicen.se  covering  in.<^tallation  of  a  fourth 
venerating  unit.  The  effect  of  the  sup- 
plement will  be  to  increase  the  installed 
capacity  of  the  project  from  88,000  to 
M,500  horsepower. 

Any  protest  against  approval  of  this 
supplementary  application  or  request  for 
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hearing  thereon,  with  the  reasons  for 
such  protest  or  request,  and  the  name 
and  address  of  the  party  or  parties  so 
protesting  or  requesting,  should  be  sub- 
mitted on  or  before  June  20.  1949,  to  the 
Federal  Power  Commission,  Washing- 
ton 25,  D.  C. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

[F.    R.    D3C.    49-3976:    Filed.    May    18.    1949; 
8:48  a.  m.] 


[Project  Nos.  175,  1925,  1988] 

Fresno  Irrigation  District  and  Pacific 
Gas  and  Electric  Co. 

order  granting  motions  for  oral 
argument 

May  12.  1949. 

In  the  matters  of  Fresno  Irrigation 
Di-strict,  Project  No.  1925:  and  Pacific 
Gas  and  Electric  Company,  Projects  Nos, 
175  and  1988. 

Pursuant  to  the  provisions  of  §  1.31  of 
the  Commission's  general  rules  and 
regulations,  Fresno  Irrigation  Ehstrict 
and  Pacific  Gas  and  Electric  Company, 
applicants  in  the  above-entitled  matters, 
filed  on  April  18.  1949,  their  respective 
exceptions  to  the  decision  of  the  Presid- 
ing Examiner  in  those  matters  and  on 
the  same  date  each  applicant  filed  a  mo- 
tion requesting  an  opportunity  to  present 
oral  argument  before  the  Commission  in 
support  of  its  exceptions. 

The  Commission  finds:  It  is  appro- 
priate under  the  circumstances  to  grant 
applicants'  motions. 

The  Commission  orders:  Oral  argu- 
ment in  the  above-entitled  matters  be 
had  before  the  Commission  on  July  21, 
1949,  at  10  o'clock  a.  m.  (e.  d.  s.  t.)  in 
the  Hearing  Room  of  the  Commission. 
1800  Pennsylvania  Avenue  NW..  Wash- 
ington. D.  C.  the  scope  and  content  of 
the  argument  to  be  as  provided  by  the 
aforesaid  §  1.31. 

Date  of  Issuance:  May  13,  1949. 

By  the  Commission. 


[seal] 


Leon  M.  Fuquay, 

Secretary. 


|F    R.    Doc.    49-3978;    Filed.    May    18,    1949; 
8:48  a.  m.I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[Pile  No.  70-2127] 

Kentucky  West  Virginia  Gas  Co. 
notice  of  filing 

At  a  regular  session  of  the  Securltiei 
and  Exchange  Commission  held  at  its 
oflBce  in  the  city  of  Washington,  D.  C, 
on  the  12th  day  of  May  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  the  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  Kentucky  West 
Virginia  Gas  Company,  a  subsidiary  of 
Philadelphia  Company,  a  registered 
holding  company.  Declarant  designates 
sections  6  (a)  and  7  of  the  act  as  ap- 
plicable to  the  proposed  transactions. 
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Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  26. 
1949.  at  5:30  p.  m.,  e.  d.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter  stating  the  nature 
of  his  interest,  the  reasons  for  such  re- 
quest, and  the  issues,  if  any.  of  fact  or 
law  raised  by  said  declaration  proposed 
to  be  controverted,  or  may  request  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW.,  Washington  25. 
D.  C.  At  any  time  thereafter  such  dec- 
laration as  filed,  or  as  amended,  may  be 
permitted  to  become  effective  as  provided 
In  Rule  U-23  of  the  rules  and  regula- 
tions promulgated  pursuant  to  said  act, 
or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rules  U^20 
(a  I  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transactions  therein  proposed 
which  are  summarized  below: 

Declarant  proposes  to  issue  two  prom- 
issory notes  in  the  principal  amotmts  of 
$1,800,000  and  $1,200,000.  respectively, 
each  of  said  notes  to  be  dated  on  or  about 
May  10,  1949,  to  mature  12  months  from 
date  of  is.suance  and  to  bear  interest  at 
the  rate  of  214^0  per  annum.  The  notes 
will  be  Is'^ued  to  the  Farmers  Deposit 
National  Bank  of  Pittsburgh  and  Mellon 
National  Bank  and  Trust  Company  in 
payment  of  declarant's  two  outstanding  . 
1^4%  promissory  notes,  dated  May  10. 
1948,  maturing  May  10,  1949.  which  are 
held  by  the  said  banks  in  the  principal 
amounts  of  $1,800,000  and  $1,200,000, 
respectively. 

Declarant  states  that  the  proposed 
transaction  is  necessary  to  provide  ad- 
ditional time  to  complete  details  of  a 
program  for  the  divestiture  of  stock  in- 
terests in  the  declarant  held  by  its  affili- 
ates, Louisville  Gas  and  Electric  Com- 
pany and  Pittsburgh  and  West  Virginia 
Gas  Company,  and  for  the  reorganiza- 
tion of  the  gas  and  oil  properties  of  the 
Philadelphia  Company  system  located  in 
the  States  of  Kentucky  and  West  Vir- 
ginia. 

Declarant  states  that  no  State  Com- 
mission has  jurisdiction  over  the  pro- 
posed transaction  and  requests  that  the 
Commission's  order  herein  issue  at  the 
earliest  possible  date. 

By  the  Commission. 

fSEAL]  Orval  L.  DuBois, 

Secretary. 

[P.   R.   Doc.   49-3957;    Filed,   May    18.    1949; 
8:47a.  m.J 


[File  No.  70-2133] 

National  Fuel  Gas  Co.  et  al. 
notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  12th  day  of  May  1949. 

In  the  matter  of  National  Fuel  Gas 
Company,  United  Natural  Gas  Company, 
Iroquois  Gas  Corporation,  File  No.  70- 
2133. 
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Notice  Is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
thio  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935  by 
National  Fuel  Gas  Company  ("Na- 
tional"), a  registered  holding  company, 
and  its  gas  utility  subsidiaries.  United 
Natural  Gas  Company  ("United")  and 
IroQUois  Gas  Corporation  ("Iroquois"). 
Applicants-declarants  designate  sections 
6.  7,  9  (a>,  10.  12  <b'  and  12  (f)  of  the 
act  and  Rule  U-45  of  the  general  rules 
and  regulations  promulgated  thereunder 
as  applicable  to  the  proposed  transac- 
tions. 

Notice  Is  fui-ther  given  that  any  in- 
terested person  may.  not  later  than  May 
27.  1949.  at  5:30  p.  m..  e.  d.  s.  t.,  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter,  statin,?  the 
reasons  for  such  request,  the  nature  of 
1.x?;  Interest,  and  the  L^sues  of  fact  or 
law  raised  by  said  application-declara- 
tion, a-s  filed  or  as  subsequently  amended. 
which  he  desires  to  controvert,  or  may 
reouest  that  he  b«  notified  If  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  reouest  should  be  addre.-sed: 
Secretary.     Securities     and     Exchange 
Commi.ssion,    425    Second    Street    NW., 
Washington  25.  D.  C.    At  any  time  after 
May  27,  1949.  said  application-declara- 
tion, as  filed  or  as  amended,  may  be 
granted  and  permitted  to  become  effec- 
tive as  provided  in  Rtile  U-23   of   the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
?uch  transactions  as  provided  In  Rules 
U-:0  (a>  and  U-100  tliereof. 

All  Interested  persons  are  referred  to 
said  joint  application-declaration  which 
Is  on  file  In  the  offices  of  this  Commls- 
.sion  for  a  statement  of  the  transactions 
therein  proposed  which  are  summarized 
as  follows: 

(a '  National  has  entered  into  a  credit 
agreement  with  the  Chase  National  Bank 
of  the  City  of  New  York  contemplating 
the  Issuance  and  sale  to  the  bank,  from 
time  to  time  prior  to  December  31,  1950. 
of    promissory    notes    in    an    aggregate 
amount  not  to  exceed  $10,000,000  at  any 
one  time.    National  proposes  to  is:-ue  and 
sell  S5.000.000  of  such  notes  prior  to  May 
31  1950;  and  the  issuance  and  sale  of  the 
balance  of  such  notes  will  be  the  subject 
of  further  applications  to  be  filed  with 
this  Commission.    All  notes  will  mature 
within  nine  months  of  the  date  thereof 
but  not  later  than  July  1.  1951,  and  bear 
Interest  at  the  rate  of  2^^;  per  annum  un- 
til December  31.  1949  and  after  that  date 
at  2W~'c  per  annum,  or  ' 4  of  l'"c  above 
the   loan   rate  of   the  Federal   Reserve 
Bank  of  New  York,  whichever  is  greater: 
Provided,  however.  That  such  interest 
rate  shall  not  exceed  2^4 '"c  per  annum. 
National  will  pay  a  commitment  fee  of  ^a 
of  l'"c  on  the  average  daily  unused  bal- 
ance for  the  period  commencing  January 
1.  1J50  to  December  31,  1950.    National 
may  cancel  the  credit  agreement  at  any 
time  upon  30  days'  notice.    National  will 
use  S4.353.600  of  the  proceeds  of  the 
notes  for  the  stock  purchases  from,  and 
advances  to.  IroquoL^  and  United  as  set 
forth  in  paragraphs  (b)  and  (c)  below, 
and  the  balance  of  the  proceeds  will  be 
u.sed  for  advances  to.  or  purchases  of  se- 
curities of.  these  companies  respecting 
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which  further  applications  will  be  filed 
with  this  Commission. 

( b  >  Iroquois  proposes  to  issue  and  sell 
to  National  24.786  shares  of  its  common 
capital  stock  at  the  par  value  of  $100  per 
share.  United  proposes  to  issue  and  sell 
to  National  75.000  shares  of  its  common 
capital  stock  at  the  stated  value  of  S25 
per  share.  Both  Iroquois  and  United 
will  ase  the  proceeds  from  the  sale  of 
their  common  stock  in  connection  with 
their  respective  construction  and  gas 
storage  programs.  The  l:>suance  and  sale 
of  common  stock  by  Iroquois  and  United 
have  been  submitted  to  the  PubUc  Serv- 
ice Commission  of  the  State  of  New  York 
and  the  Pennsylvania  Public  Utility 
Commission,  respectively,  for  their  ap- 
proval. 

(c>  Pending  state  commission  ap- 
proval of  the  issuance  and  sale  of  their 
common  stock,  if  Iroquois  or  United  re- 
quire funds  to  carry  forward  their  con- 
struction and  gas  .storage  programs. 
National  will  loan  on  open  account  at 
2'"c  interest  until  December  31.  1949  and 
thereafter  at  the  rate  equivalent  to  the 
interest  rate  payable  by  National  to  the 
bank  on  its  notes,  such  sums  as  each 
company  shall  so  require:  ProiHded,  That 
the  aggregate  amount  loaned  to  each 
company  at  any  time  does  not  exceed 
the  total  purchase  iM-lce  of  the  shares 
of  common  stock  proposed  to  bo  Issued 
and  sold  bv  each  of  these  companies. 

National    .states   that    it    will    subse- 
quently refund  the  bank  loans  by  tne 
i.s.suance  and  sale  of  common  stock  and 
or  long-term  debentures. 

By  the  Commission. 

I  SEAL]  OrVAL    L.    DtjBoIS, 

Secretarp. 

IF    R.    Doc.    40-3938:    Piled.   May    18.    194«; 
8:47  a.  m.] 


(Pile  No.  70-21401 


N.vssAU  L  Suffolk  Lighting  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C. 
on  the  12th  day  of  May  1949. 

Notice  is  hereby  given  that  a  decla- 
ration has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  by  Nassau  L 
Suffolk  Lighting  Company,  an  indirect 
subsidiary  of  Long  Island  Lighting  Com- 
pany, a  registered  holding  company. 
Declarant  has  designated  sections  6  (a) 
and  7  of  the  act  as  applicable  to  llie  pro- 
posed transactions. 

Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  May  26. 
1949.  at  5:30  p.  m.,  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  In- 
terest and  the  Issues  of  fact  or  law  raised 
by  said  declaration  which  he  desires  to 
controvert,  or  may  request  that  he  be 
notified  If  the  Commission  should  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW..  Washington  25.  D.  C. 


At  any  time  after  May  26,  1949.  said  dec- 
laration, as  filed  or  as  amended,  may  be 
permitted  to  become  effective  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mission may  exempt  such  transaction  as 
provided  in  Rules  U-20  (a)  and  U-103 
thereof. 

All  interested  persons  are  referred  to 
said  declaration  which  is  on  file  in  thu 
offices  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
posed, which  Is  summarized  as  follows: 

Declarant  proposes  to  issue  and  .>-cll 
for  cash   at   principal   amount  to   four 
commercial  banks  an  aggregate  of  $3.- 
800.000  principal  amount  of  unsecured 
notes  which  will  bear  Interest  at  the  rate 
of  2 ',2%  per  annum  and  will  mature  on 
May  31,  1950.    The  proceeds  of  the  .sale 
of  the  notes  are  to  be  used  (1)  to  redeem, 
at  principal  amount  plus  accrued  inter- 
est, the  company's  presently  out.'^tandini; 
first  mortgage  bonds  due  October  1.  1949. 
in  the   principal  amount  of  $2,820,000, 
(2)  to  repay  all  of  the  company's  pre.^^- 
ently  outstanding  bank  loans  due  June 
30.  1949.  in  the  face  amount  of  $700,000. 
and  (3)  to  the  extent  of  the  balance  of 
$280,000.  for  additions  to  the  company's 
plant  and  property. 

The  declaration  states  that  the  com- 
pany has  pending  before  this  Commi.s- 
sion an  application  pursuant  to  section 
11  (e'  of  the  act  (Pile  No.  54-136)  for 
approval  of  a  plan  for  Its  consolidation 
with  its  parent  companies.  Long  Lsland 
Lighting  Company  and  Queens  Borough 
Gas  and  Electric  Company.  The  record 
in  that  proceeding  Ls  closed,  briefs  have 
been  filed  and  the  case  has  been  argued 
before  the  Commission.  The  company 
considers  It  undesirable,  because  of  the 
relatively  large  co.st  that  would  be  in- 
volved, to  refund  its  bonds  which  mature 
October  1.  1949.  with  proceeds  of  new 
bonds  Issued  under  a  new  mortgage,  m 
the  light  of  the  short  period  such  new 
bonds  might  be  outstanding  if  the  com- 
pany should  be  consolidated  with  Long 
Island  Lighting  Company  and  Queens 
Borough  Gas  and  Electric  Company  at 
an  early  date. 

Declarant  states  that  the  transaction 
Is  not  subject  to  the  Jurisdiction  of  any 
regulatory  body  other  than  this  Com- 
mission. 

By  the  Commission. 

rsEALl  Orval  L.  E)rBois. 


Secretarti. 

|F,    R.    Doc     46^969;    Piled.    May    18,    10 :9; 
8:47  a.  m.) 


[FUe  Nob.  64-18.  54-138.  59-701 
Eastxrn  Minnesota  Power  Corp   bt   .t 

ORDER  APPROVING  PLAN 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its  of- 
fice in  the  city  of  Washington.  D.  C.  on 
the  13th  day  of  May  A.  D.  1949. 

In  the  matter  of  Eastern  Minnc.'^ota 
Power  Corporation.  Wisconsin  Hydro 
Electric  Company,  and  Manufacturers 
Trust  Company,  (respondents),  Pile  No. 
59-70;  Eastern  Minnesota  Power  Cor- 
poration, and  Wisconsin  Hydro  Electric 


Thursday,  May  19, 1949 

Company,  (applicants).  Pile  Nos.  64-138, 
54-48. 

Eastern  Minnesota  Power  Corporation 
("Eastern  Minnesota"),  a  registered 
holding  company,  and  its  public  utility 
.subsidiary.  Wisconsin  Hydro  Electric 
Company  '"Wisconsin  Hydro"),  having 
filed  applications  with  this  Commission 
pursuant  to  section  11  (e)  of  the  Public 
Utility  Holding  Company  Act  of  1935 
("act")  for  approval  of  the  final  trans- 
actions In  a  plan  for  the  liquidation  and 
dissolution  of  Eastern  Minnesota  in  com- 
pliance with  the  requirements  of  section 
11  (b)  of  the  act;  and 

Said  applications  having  proposed, 
among  other  things,  the  payment  by 
Eastern  Minnesota  and  Wisconsin  Hydro 
of  claims,  fees  and  expenses  Incurred  by 
such  companies  in  connection  with  said 
plan,  the  distribution  by  Eastern  Min- 
nesota of  its  remaining  assets  on  a  pro 
rata  basis  to  the  holders  of  Its  preferred 
stock  and  the  dissolution  of  Eastern  Min- 
nesota; and^ 

Eastern  Rainnesota  having  requested 
that  the  order  approving  the  final  trans- 
actions In  said  plan  contain  recitals  to 
conform  to  certain  requirements  of  the 
Internal  Revenue  Code,  as  amended;  and 

The  Commission,  on  May  26,  1947.  and 
November  4.  1947.  having  issued  separate 
orders  approving  preceding  phases  of 
said  plan  <see  Holding  Company  Act 
Releases  Nos.  7441  and  7822)  ;  and 

Public  hearings  having  been  held  In 
respect  of  said  applications  after  appro- 
priate notice,  the  Commission  having 
conslderod  the  record  and  having  made 
and  filed  its  findings  and  opinion  herein; 

It  is  ordered,  Pursuant  to  section  11 
(e)  of  the  act.  that  said  plan,  as 
amended  by  said  applications  herein, 
be,  and  hereby  Is,  approved  as  necessary 
to  effectuate  the  provisions  of  .section 
11  <b)  of  the  act  and  as  fair  and  equi- 
table to  the  persons  affected  thereby. 

It  is  further  ordered.  That  Eastern 
Minnesota  Power  Corporation  and  Wis- 
consin Hydro  Electric  Company  pay 
the  fees  and  expenses  as  Itemized  In  the 
findings  and  opinion  of  the  Commission 
accompanying  this  order. 

It  is  further  ordered.  That  the  juris- 
diction of  the  Commission  be  reser\ed 
with  respect  to  the  payment  by  Eastern 
Minnesota  Power  Corporation  of  any  ad- 
ditional fees  and  expen.ses  Incurred  by 
It  In  sub.stantlal  amounts  in  connection 
with  the  consummation  of  said  plain. 

//  is  further  ordered  and  recited.  That 
th«  distribution,  transfer  and  assign- 
ment by  Eastern  Minnesota  Power  Cor- 
poration of  shares  of  the  Common  Stock 
of  Wisconsin  Hydro  Electric  Company 
to  the  holders  of  the  $6  Preferred  Stock 
of  Eastern  Minnesota  Power  Corporation 
is  necessary  or  appropriate  to  effectuate 
the  provisions  of  section  11  (b)  of  the 
Public  Utilltlty  Holding  Company  Act 
of  1935. 

By  the  Commission. 

fsfAL]  Orval  L.  DuBois, 

Secretary, 
[f.  R    Doc.    49-3970:    Piled.    May    18,    1949; 


FEDERAL  REGISTER 


DEPARTMENT  OF  JUSTICI 

Office  of  Alien  Property 

Authoritt:  40  Stat.  411.  55  Stat.  839,  Pub. 
Laws  322,  671.  79th  Oong..  60  Stat.  50.  925;  80 
U.  8.  C.  and  Supp.  App.  1,  616;  E.  O.  9193, 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8.  1945,  3  CFR,  1945  Supp..  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981 

(Vesting  Order  CE  469] 

Costs  and  Expenses  Incurred  in  Certain 
Actions  or  Proceedings  in  Certain 
M1S.S0URI.  Connecticut  and  New  York 
Courts 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended,  Ex- 
ecutive Order  9193.  as  amended,  and 
Executive  Order  9788.  and  pursuant  to 
law.  after  investigation.  It  having  been 
found : 

1.  That  each  of  the  persons  named  in 
Column  1  of  Exhibit  A.  attached  hereto 
and  by  reference  made  a  part  hereof, 
was  a  person  within  the  designated 
enemy  country  or  the  enemy-occupied 
territory  identified  in  Column  2  of  said 
Exhibit  A  opposite  such  person's  name; 

2.  That,  it  was  in  the  interest  of  the 
United  Slates  to  take  measures  in  con- 
nection with  representing  each  of  said 
persons  In  the  court  or  administrative 
action  or  proceeding  identified  In  Column 
3  of  said  Exhibit  A  opposite  such  person's 
name,  and  such  measures  having  been 
taken; 

3.  That.  In  taking  .such  measures  In 
each  of  such  actions  or  proceedings,  costs 
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and  expenses  were  Incurred  In  the 
amount  stated  in  Column  4  of  said  Ex- 
hibit A  opposite  the  action  or  proceeding 
Identified  in  Column  3  of  said  Exhibit  A; 

4.  That  each  amount  stated  in  Column 
4  of  said  Exhibit  A  has  been  paid  from 
the  property  which  each  of  said  persons 
obtained  or  was  determined  to  have  as 
a  result  of  the  action  or  proceeding 
identified  in  Column  3  of  said  Exhibit  A 
opposite  such  person's  name  and  all  of 
said  amounts  are  presently  In  the  pos- 
session of  the  Attorney  General  of  the 
United  States. 

Now,  therefore,  there  Is  hereby  vested 
in  the  Attorney  General  of  the  United 
States,  to  be  used  or  otherwise  dealt  with 
In  the  Interest  of  and  for  the  benefit  of 
the  United  States,  the  amount  stated  in 
Column  4  of  said  Exhibit  A. 

The  term  "designated  enemy  country" 
as  used  herein  shall  have  the  meaning 
prescribed  in  section  10  of  Executive 
Order  9193,  as  amended.  The  term 
"enemy-occupied  territory"  as  used 
herein  shall  have  the  meaning  prescribed 
In  rules  of  procedure.  OfiBce  of  Alien 
Property.  §  501.6  (8  CFR,  Cum.  Supp., 
503.6). 

Executed  at  Washington.  D.  C.  on 
May  12.  1949. 

For  the  Attorney  General. 

I  seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 


Exhibit  A 


Column  1 
Name 

Column  2 

Country  or 
territory 

Column  3 
Action  or  proceed  inn 

Column  4 
Sum  vested 

Hedwlg  Knopp 

Qerniany 

Item  I 

Estate  of  Otto  0.  Knopp,  decca.sed.  in 
Probate  Court  of  Jackson  County.  State 
of  M  is,<ouri. 

ItemI 

Same 

175.00 

.\rlfne  Knopp      .... 

do          

75.00 

Magglorina    PorrI    V'sUo    and    El.sio 

Italy  .... ..... 

Hem  5 

Trust  under  the  will  of  Angelo  Valle.  de- 
peajrt'd,  in   Probate  Court.   Di.strict  of 
Hartford.  State  of  Connecticut. 

Itemi 

Estate  of  Richard  J.  SchoU,  deceased. 
.Surrogate's  Court,  Bronx  County.  State 
of  New  York.     File  .No.  «9  P-1944. 

129.00 

Fermrono.    Cesiirlno    Vazio.    Eda 
Borri.    Wulur    Biasetti,    Kleonore 
Biasetti,  Uiannina  Bia.<setti. 

Clementine  Leposava  Jovanovic     .  . 

1 
Jugoslavia ..... 

62.00 

h 

[F.  R.  Doc.  49-3942;  Filed,  May  17,  1949;  8:51  a.  m.] 


No.9( 


49-3970:    Filed. 
8:47  a.m.] 

5 


I  Vesting  Or<lerl3219I 
Ida  Hormann 

In  re:  Estate  of  Ida  Hormann,  de- 
ceased. File  No.  D-28-8680;  E.  T.  sec. 
16081. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Kate  Gruttemann  and  Elly 
Grutteman.  whose  last  known  address 
Is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  (Germany) ; 


2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graph 1  hereof,  and  each  of  them,  in 
and  to  the  estate  of  Ida  Hormann,  de- 
ceased, is  property  payable  or  deliverable 
to,  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many ) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Anna  Maria  Metz- 
ner.  15  Carteret  Street.  Upper  Montclair, 
New  Jersey,  as  Executrix,  acting  under 
the  Judicial  supervision  of  the  Surro- 
gate's Court.  New  York  County,  New 
York; 
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and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national 
Interest,  ,      ,^^ 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  3,  1949. 

For  the  Attorney  General. 

[  siAt  1  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF    R.   Doc.   49-3981:    Filed,   May    18.    1949: 
8;48a.  m  ] 


JOZO  SUGIHAllA 


AMENDED  NOTICE   OF  INTENTION  TO  RETURN 
VESTED  PROPERTY 

Pursuant  to  section  32  ^f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  Intention  to 
return,  on  or  after  30  days  from  the  date 
of  the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 
Claimant.  Claim  No..  Property,  and  Location 

Jozo  Suglhara.  4715;  285  ihares  of  Pacific 
Trading  Company  ( California  >  •20.00  par 
value  capital  stock  registered  In  the  name  of 
the  Alien  Property  Custodian.  Washington. 
D.  C.  presently  in  the  custody  of  the  tafe- 
keeplng  department  of  the  Federal  Reserve 
Bank  of  New  York. 

This  amended  notice  supersedes  the 
notice  of  April  15.  1949.  referring  to  the 
same  clafm  ( 14  F.  R.  2040.  April  23.  1949 ) . 

Executed  at  Wa.^^hlngton.  D.  C,  on 
May  11.  1949. 

For  the  Attorney  General. 

I  SEAL]  Harold  I.  Baynton. 

Dcputu  Director, 
Office  of  Alien  Property. 

[P.   R.   Doc.   49-3943;    Filed.   May    17,    1949s 

8:51a.m. I 


NOTICES 

notice  Is  hereby  given  of  Intention  to  re- 
turn, on  or  after  30  days  from  the  date  of 
the  publication  hereof,  the  following 
property,  subject  to  any  Increase  or  de- 
crease resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade- 
quate provision  for  taxes  and  conserva- 
tory expenses: 

Claimant,  Claim  So..  Property,  and  Location 
Location 

Richard  C.  Nlchelsen.  Jr..  Brooklyn.  N.  Y.: 
Claim  No.  5892;  A.  Cash  In  the  Treasury  of 
the  United  States  $22,213.26. 

B.  The  following  securities  and  Insurance 
policies  located  in  the  Office  of  Allen  Prop- 
erty 120  Broadway.  New  York;  (1)  Certificate 
No  1131  for  10  shares.  Certificate  No.  1172  for 
2  shares  and  Certificate  No.  1306  for  50,  100 
share  of  $33 '  j  par  value  common  capital  stock 
of  Flatbiish' National  Bank  of  Brooklyn.  New 
York-    (2)  Certificate  No.  2080  for  25  shares 
of  $10  par  value  capital  stock  of  Bullet  Proof 
and  Non-shatterable  Glass  Corporation;    i3i 
Certificate  No.  0194304  for  15  shares  of  no  pjir 
value  capital  stock  of  Durant  Motors.  Inc.; 
(4.|   United   States  Government  Life  Insur- 
ance Pollcv  No.  K21804.  a  20-year  endowment 
policy     face    value    of    $10,000;     (5)    United 
States  of  America  Adjustnlent  Service  Cer- 
tificate No.  2662765  maturing  June  1.  1945. 

C  The  following  securities  In  the  posses- 
sion of  the  Safekeeping  Department  of  the 
Federal  Reserve  Bank.  New  York:  <  1 »  Cer- 
tificate No.  G-21  for  20  Unlt£  Comi>oelte  Fund 
Series  A.  Brooklyn  Trust  Company:  (2i  Cer- 
tificate No.  37831  for  5  shares  of  $100  par  value 
capital  stock  of  Brooklyn  Trust  Company; 
(3)  Certificate  No.  137627  for  25  shares  of  $10 
par  value  capital  stock  of  Irving  Trust  Com- 
pany of  New  York. 

D  The  following  documents  presently  in 
the  custody  of  the  Otf.ce  of  Allen  Property. 
Wasfcington.  D.  C:  (1)  Memorandum  re: 
status  of  mortgage  and  taxes:  (2)  R«^celpted 
tax  bUl  for  year  1942  43:  (3»  Deed  from  Wil- 
liam and  Ida  Kramer  to  Richard  C.  Nlckelsen 
and  Peter  E.  Jappen.  dated  October  31.  1929; 
(4)  Deed  from  Peter  E.  Jappen  and  Theresa 
Jappen  to  Richard  C.  Nlckelsen.  dated  No- 
vember 11.  1929;  (5)  Lease  between  the 
Brooklyn  Trust  Company  and  Boy  Ketelsen. 
dated  May  11.  1942:  (6i  Photostatic  copy  of  a 
mortgage,  date  July  17.  1931   from  Richard 

C.  Nlckelsen  and  Jennie  H.  Nlckelsen  to  the 
Brooklyn  Trust  Company. 


Executed  at  Washington.  D.  C,  on  May 
12.  1949. 
For  the  Attorney  General. 

[sE.ALl  David  L.  B.\ZET.ON. 

Assistant  Attorney  General. 
Director  Office  of  Alien  Property. 

IF    R.   Doc.   49  3944;    Filed.   May    17.    1949; 
8;51  ».  m.) 


Richard  C.  Nickelskn,  Jr. 

notice  or  intention  to  return  vested 

Pursuant  to  .section  32  (f  >  of  the  Trad- 
ing with  the  Enemy  Act.  as  amended. 


Statement  or  Organization  and  Delega- 
tion OF  Final  Authority 

The  statement  of  organization  and 
delegations  of  final  authority  of  the  Of- 
fice of  Allen  Property.  Department  of 
Justice.  13  F.  R.  9605.  Is  hereby  amended 
by  amendment  of  paragraph  1.  cb)  «3) 
(i).  paragraph  1.  (b)  (5>.  paragraph 
1  (b>  (6'.  paragraph  1.  (b)  (9'.  para- 
graph 1.  td' .  paragraph  7,  paragraph  11. 
paragraph  12.  and  paragraph  13.  and  by 
amendment  of  the  heading  of.  and  by 
addition  of  a  paragraph  to.  paragraph 
14: 

1.  rb>   ^3>   (P  Foreign  Funds  Section. 
Administers    controls    with    respect    to 


property,  over  which  Jurisdiction  has 
been  transferred  by  Executive  Order  No. 
S989  and  with  respect  to  transactions 
relating  to  such  property.  It  is  repre- 
sented in  the  field  by  the  New  York 
Office. 



1  (b>  (5>  Litigation  Branch.  The 
Chief  Litigation  Branch.  Is  In  charge  cf 
litigation  involving  all  matters  in  all 
courts  except  litigation  Involving  estates 
and  trusts  in  courts  of  f^rst  In.stance^ 

1  (b>  (6)  Lcaal  Branch.  The  Chirf. 
Legal  Branch,  advises  the  Director  with 
respect  to  legal  aspects  of  office  policy 
and  operation.  Ho  also  Is  In  charge  of 
legl.'<latlon  and  supervises  liquidation  of 
banking,  insurance,  and  other  finanr.r.l 
Institutions  under  the  control  of  the  Or- 
fice  of  Alien  Property.  In  the  absence 
of  the  Deputy  Director,  the  Chief.  Letral 
Branch,  Is  the  Acting  Deputy  Director. 



1    (b>   <9)  Comptroller's  Branch.    The 
Chief.  Comptrollers  Branch.  Is  respon.M- 
ble  for  the  maintenance  of  all  account- 
ing records  pertaining  to  vested  pio])- 
erty  the  preparation  ol  financial  repoM>. 
the  review  of  financial  data  relating  to 
vested   and  supervised   business   enter- 
prises  and  certain  functions  related  to 
the  effectuation  of  vesting  orders  and  the 
custody  and  receipt  of  vested  property. 
He  supervises  the  functions  of  the  Di.s- 
bur-sing  Officer,  who  collects,  receives  and 
deposits  currency,  checks  and  drafts  paid 
to  or  received  by  the  Office  of  Alien  Prop- 
erty in  the  New  York  Office,  transfers  the 
proceeds  to  the  account  of  the  Attorney 
General,  and   makes  di.'-bursements  by 
the  l.s.suance  of  checks  In  payment  of  all 
expenses  of  and  claims  against  the  Office 
of  Alien  Property. 


1.  (d)  Requests  and  inquiries.  Re- 
quests and  inquiries  may  be  addre.vsed 
to  the  Office  of  Alien  Property.  Depart- 
ment of  Justice.  Washington  25.  D.  C. 
Correspondence  from  the  Office  in- 
cludes reference  symbols,  use  of  which 
expedites  the  handling  of  reply.  Pcr- 
.sons.  who  are  located  near  the  New 
York.  San  Fianclsco  or  Honolulu  offlres 
may  address  the  manager  of  the  field 
office  most  convenient  to  them. 

7  Delegation  to  Chief.  Operations 
Branch,  and  others.  <a)  The  Chief.  Op- 
erations Branch,  the  Chief,  Estates  and 
Trusts  Branch,  the  Chief,  Comptrolli-rs 
Branch  the  Manager,  New  York  Office, 
and  the  Chief.  Collection  and  Cu.>iody 
Section,  are  severally  authorized: 

(1 )  To  Issue  any  demand,  direction,  or 
in'^tructlon  directed  to  any  person.  f^:m 
or  corporation  .or  take  any  other  art:nn 
necessary  in  order  to  effectuate  any  \  rat- 
ing order;  .  . 

(2)  To  take  custody  of  and  to  receipt 
for  any  property  or  interest  therein  or 
to  accept  payment,  conveyance,  transfer, 
assignment  or  delivery  made  to  or  for  ti:e 
account  of  the  Attorney  General  pu:.a- 
ant  to  the  Trading  With  the  Enemy  Ac-t. 
Rs  amended; 

(3>  To  direct  the  execution  of  trans- 
fer? of  vested  properly. 

(b>  The  Disbursing  Officer  is  author- 
ized to  collect,  receive  and  deposit  cur- 
rency, checks  and  drafts  for  the  Office  oi 


Thursday,  May  19, 1949 

Alien  Property,  to  transfer  the  proceeds 
to  the  account  of  the  Attorney  General, 
and  to  make  disbursements  by  the  Issu- 
ance of  checks  In  payment  of  all  neces- 
sary and  proper  expenses  of  and  claims 
against  the  Office  of  Alien  Property. 
•  •  •  •  • 

11.  Delegation  to  Chief,  Foreign  Funds 
Section,  and  others,  concerning  blocked 
assetr.  The  Manager.  New  York  Office, 
the  C>.lef.  Foreign  Funds  Section,  the  As- 
sistant Chief,  Foreign  Funds  Section,  the 
Chief.  Licensing  Unit.  Foreign  Funds 
Section,  and  the  Federal  Reserve  Bank  of 
New  York  are  severally  authorized  to  take 
action  with  respect  to  specific  licensing 
matters,  by  granting  or  denying  applica- 
tions for  specific  hcenses,  and  by  amend- 
ing, modifying,  renewing  or  revoking  ex- 
isting specific  licenses,  with  respect  to  the 
property  over  which  jurLsdlctlon  has  been 
transferred  by  Executive  Order  No.  9989. 
The  delegation  of  authority  to  the  Fed- 
eral Rc.'^erve  Bank  of  New  York  expires 
at  midnight  May  31,  1949. 

12.  Delegation  of  authority  to  certify 
docximcnts.  The  Secretary  and  the  As- 
sistant' Secretary  for  Records  are  .<^ev- 
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erally  authorized  to  exercise  the  power 
vested  in  the  Director  to  authenticate, 
certify  and  attest  copies  of  any  books, 
records,  papers  or  other  documents  In 
the  official  custody  of  the  Office  of  Allen 
Property,  to  certify  transcripts  under 
section  34  (e)  or  (f)  of  the  Trading  With 
the  Enemy  Act,  as  amended,  and  to  sub- 
scribe the  Director's  name  to  such  certifi- 
cates in  his  behalf. 

13.  Delegation  of  authority  to  make 
records  available.  Unless  otherwise  In- 
structed by  the  Director,  each  Branch 
Chief  of  the  Office  of  Alien  Property,  the 
Manager.  New  York  Office,  and  the  Man- 
ager, Hawaii  Office.  In  the  conduct  of 
affairs  of  his  Branch  or  Office,  is  author- 
ized to  make  available  or  disclose  official 
files,  documents,  records  and  Informa- 
tion to  applicants  In  accordance  with 
Part  503  of  the  Regulations  of  the  Office 
of  Alien  Property. 

14.  Delegation  to  Chief,  Operations 
Branch.  Chief,  Patent  Section,  and 
Chief,  Patent  Prosecution  and  Trade- 
Mark  Unit.     •     •     • 

(d)  Authority  with  respect  to  applica- 
tions for  registration   of   trade-marks. 
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trade-mark  registrations,  and  renewals 
thereof  in  the  United  States  Patent  Of- 
fice, and  authority  to  sipn  all  papers  filed 
or  to  be  filed  for  the  Oifice  of  Alien  Prop- 
erty in  the  United  States  Patent  Omce 
which  are  necessary  for  the  proper  con- 
duct of  business  on  behalf  of  the  Office 
of  Alien  Property  in  matters  relating  to 
trade-mark  registrations  and  applica- 
tions therefor,  is  delegated  to  the  Chief, 
Patent  Prosecution  and  Trade-Mark 
Unit.  Patent  Section. 

f40  Stat.  411.  55  Stat.  839.  Pub.  Laws  322, 
671.  79th  Cong..  60  Stat.  50.  925;  50 
U.  S.  C.  and  Supp.  App.  1.  616;  E  O 
9193.  July  6,  1942,  3  CFR,  1943  Cum. 
Supp.;  E.  O.  9567,  June  8.  1945,  3  CFR, 
1945  Supp.;  E.  O.  9788.  Oct.  14.  1946.  3 
CFR.  1946  Supp.;  E.  O.  9989,  Aug.  20, 
1948.  3  CFR,  1948  Supp.) 

Executed  at  Washington,  D.   C.  this 
16th  day  of  May  1949. 

tsEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-3966;    Filed,    May    18,    1949; 
8:48  a.  ra.j 
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TITLE  7— AGRICULTURE 

Chapter  II — Production  and  Marketing 
Administration  (School  Lunch  Pro- 
gram), Department  of  Agriculture 

Appendix — Apportionment  of  Assistancb 
Funds 

second  apportionment  of  food  assistancl 
funds  pursuant  to  national  school 
lunch  act  fiscal  year  194  9 

Pursuant  to  section  4  of  the  National 
School  Lunch  Act  (60  Stat.  230).  food 
a.'s.si.stance  fund.s  available  for  the  >Qscal 
year  ending  June  30.  1949.  are  reappor- 
tioned among  the  several  States  as  fol- 
lows: 
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37. «« 

(60  Stat.  230;  42  U.  S.  C.  1751-1760) 

Dated:  May  17.  1949. 

[SEAL]  Charles  P.  Brannan, 

Secretary  of  Agriculture. 

IF.    R.    Doc.    49  4008:    Piled.   May    19.    1949; 
8:48  a.  m.J 
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Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

I  Lemon  Reg.  319,  Amdt.  1] 

P.\RT  953 — Lemons  Grown  in  California 
AND  Arizona 

LIMITATION    OF    SHIPMENTS 

Findings.    1.  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR,  Cum.  Supp.. 
953.1  et  seq.;   13  P.  R.  766),  regulating 
the  handling  of  lemons  grown   in   the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basi.s  of  the  recommendation 
and     Information     submitted     by     the 
Lemon   Administrative   Committee,    es- 
tablished under  the  said  amended  mar- 
keting agreement  and  order,  and  upon 
other  available  information.  It  is  hereby 
found  that  the  limitation  of  the  quantity 
of  such  lemons  which  may  be  handled, 
as  hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 
2.  It  is  hereby  further  found  that  It 
Is    impracticable   and    contrary   to    the 
public  interest  to  Rive  preliminary  notice 
and  engage  in  public  rule-making  pro- 
cedure (60  Stat.  237;  5  U.  S.  C.  1001  et 
seq.)   because  the  time  intervening  be- 
tween the  date  when  information  upon 
which  this  amendment  is  based  became 
available  and  the  time  when  this  amend- 
ment must  become  effective  in  order  to 
effectuate  the  declared  policy  of  the  Agri- 
cultural  Marketing   Agreement  Act   of 
1937,  as  amended.  Is  insufficient;   and 
this  amendment  relieves  restrictions  on 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona. 

Order,  as  amended.    The  provisions  in 
paragraph  (b)   (1)  of  §953.426  (Lemon 
(Continued  on  next  page) 
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Regulation  319, 14  F.  R.  2573) .  are  hereby 
amended  to  read  as  follows: 

(1)  The  quantity  of  lemons  grown  in 
the  State  of  California  or  In  the  State  of 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.  m, 
P.  s.  t..  May  15,  1949,  and  ending  at  12:01 
a.  m.,  P.  s  t.,  May  22,  1949,  Is  hereby  fixed 
as  follows: 

(I)  District  1:  625  carloads; 

(II)  District  2:  Unlimited  movement. 

(48  Stat.  31.  as  amended;  7  U.  S.  C.  601 
et  seq.) 

Done  at  Washington.  D.  C,  this  18lh 
day  of  May  1949. 

[SEAL]  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 


|P,    R.    Doc.    49-4041;    Piled. 
9:44  a.  m.l 


May    19.    1949: 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Subchapter  B — Export  and  Diversion  Programi, 
Part  507 — Cotton 

SrrPPLEMENTAL  ANNOtlNCEMENT  3  TO  TERMS 
AND  CONDITIONS  OF  COTTON  SALES  FOR 
EXPORT  PROGRAM 

A  statement  In  the  Federal  Register 
of  December  23,  1948  ( 13  F.  R.  8248 > .  re- 
designated Part  503— Cotton  Export  Pro- 
gram in  Chapter  V  of  Title  6  of  the  Code 
of  Federal  Regulations  as  "Part  507— 


Friday,  May  20,  1949 

Cotton"  in  Chapter  IV  of  said  Title  6. 
Sections  503.1  to  503.13  have  been  redes- 
ignated as  §5  507.1  to  507.13. 

The  Terms  and  Conditions  of  Cotton 
Sales  for  Export  Program,  as  revised 
June  2,  1948  «13  P.  R.  2946  >,  is  hereby 
further  amended  as  to  all  export  sales 
of  which  notice  is  received  after  3:00 
p.  m.,  e.  s.  t..  May  17.  1949.  by  deleting 
the  provisions  of  §  507.6  and  sastituting 
the  following: 

5  507.6  Increases  in  rate  of  payment. 
<a)  If  an  exporter  gives  the  New  Orleans 
onice  notice  of  an  export  sale  of  cotton 
to  a  foreign  purchaser  and  the  rate  of 
payment  thereunder  is  increased  after 
notice  of  the  sale  Is  received  by  the  New 
Orleans  Office,  the  exporter  may  not  reg- 
ister a  new  .«:ale  of  such  cotton  to  the 
foreign  purcha.';cr.  any  .'subsidiary,  affili- 
ate, or  agency  thereof,  or  any  party  who 
ha.s  agreed  to  deliver  the  cotton  to  the 
foreign  purcha.'^er,  whether  or  not  the 
fir.'^t  sale  Is  canceled. 

(b)  If,  at  any  time,  the  rate  of  pay- 
ment hereunder  Is  Increased,  the  Di- 
rector of  the  New  Orleans  Office  shall 
liave  the  right  d  »  to  require  an  exporter 
who  files  a  notice  of  an  export  sale  to 
.•submit  evidence  satisfactory  to  the  Di- 
rector that  the  cotton  covered  by  the 
notice  is  not  the  cotton  covered  by  any 
sale  of  which  notice  has  previously  been 
received  by  the  New  Orleans  Office  and 
will  not  be  shipped  In  substitution  for 
the  cotton  covered  by  any  such  sale;  (2» 
to  reject  the  notice  of  the  export  sale 
If,  in  his  opinion,  it  is  in  substitution 
for  a  sale  of  which  notice  has  previously 
been  received;  and  <3>  to  require  the  ex- 
porter to  submit,  before  payment  will  be 
made  on  the  cotton  exported  in  fulfill- 
ment of  the  .sale,  satisfactory  evidence 
of  exportation  of  cotton  in  fulfillment 
of  any  or  all  sales  of  which  notice  has 
previously  been  received.  (Sec.  32.  49 
Stat.  774,  as  amended;  7  U.  S.  C.  and 
Sup.  612c) 

Dated  this  17th  day  of  May  1949. 

I  sEALl  Frank  K.  Woolley, 

Authori;:cd  Representative  of  the 
Secretary  of  Agriculture. 

|F.   R.   Doc.   4^-4025;    Filed,   May    19,    1949; 
8:65  a.  ml 


TITLE   12— BANKS  AND 

BANKING 

Chapter  II — Federal   Reserve   System 

Subchapter   A — Board   of   Governor*   of   tho 
Federal   Reserve  System 

Part  220 — Credit  by  Brokers.  Dealers 
AND  Members  of  National  Securities 
e.xchanges 

special  subscriptions  account 

1  Effective  May  16,  1949.  Part  220  is 
hereby  amended  by  striking  out  para- 
graph (1».  Subscriptions,  at  the  end  of 
5  220  6;  and  by  adding  the  following  new 
paragraph  at  the  end  of  §220.4: 

'h)  Special  subscriptions  account.  In 
a  special  subscriptions  account  a  creditor 
may  effect  and  finance  the  acquisition 
of  a  registered  security  for  a  customer 
through  the  exercise  of  a  right  to  ac- 
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quire  such  security  which  is  evidenced  by 
a  warrant  or  certificate  issued  to  stocic- 
holders  and  expiring  within  90  days  of 
issuance,  and  such  special  subscriptions 
account  shall  be  subject  to  the  same 
conditions  to  which  it  would  be  subject 
if  it  were  a  general  account  except  that: 

(1)  Each  such  acquisition  shall  be 
treated  separately  in  the  account,  and 
prior  to  initiating  the  transaction  the 
creditor  shall  obtain  a  deposit  of  cash  in 
tho  account  such  that  the  cash  deposited 
plus  the  maximum  loan  value  of  the  .se- 
curities so  acquired  equals  or  exceeds 
the  subscription  price,  giving  effect  to  a 
maximum  loan  value  for  the  securities 
so  acquired  of  75  percent  of  their  cur- 
rent market  value  as  determined  by  any 
rea.sonable  method; 

•  2)  The  creditor  shall  not  permit  any 
withdrawal  of  cash  or  securities  from  the 
account  so  long  as  there  is  a  debit  bal- 
ance in  the  account,  except  that  when 
the  debit  connected  with  a  given  acquisi- 
tion of  securities  in  the  account  has  be- 
come equal  to  or  less  than  the  max:mum 
loan  value  of  such  securities  as  prescribed 
for  general  accounts,  such  securities  may 
be  transferred  to  the  general  account 
together  with  any  remaining  portion  of 
such  debit;  and 

<3>  No  security  may  be  acquired  in  the 
account  at  any  time  when  the  account 
contains  any  security  which  has  been 
held  therein  more  than  nine  months 
without  becoming  eligible  for  transfer  to 
the  general  account. 

In  order  to  facilitate  the  exercise  of  a 
right  in  accordance  with  the  provisions  of 
this  subsection,  a  creditor  may  permit 
the  right  to  be  transferred  from  a  gen- 
eral account  to  the  special  subscriptions 
account  without  regard  to  any  other 
requirement  of  this  part. 

2.  <a)  This  amendment  is  issued  pur- 
suant to  the  Securities  Exchange  Act  of 
1934,  particularly  section  7  thereof.  Its 
purpose  is  to  increase  from  50  to  75  per- 
cent the  loan  value  for  securities  ac- 
quired through  tho  exercise  of  subscrip- 
tion rights,  whether  exercised  by  the 
original  holder  or  by  a  purchaser  of  the 
rights.  Briefly,  the  amendment  speci- 
fies that  such  transactions  shall  be  set 
aside  in  a  special  account  and  that  sub- 
stitutions or  withdrawals  may  not  be 
made  in  the  account.  In  addition,  no 
new  credit  may  be  granted  on  the  pref- 
erential terms  if  such  a  credit  has  been 
outstanding  more  than  nine  months 
without  being  changed  to  the  50  percent 
basis  generally  applicable  under  Part  220, 

<b>  The  notice,  public  participation, 
and  deferred  effective  date  described  in 
section  4  of  the  Administrative  Procedure 
Act  are  not  followed  in  connection  with 
this  ammendment  for  the  reasons  and 
good  cau.se  found,  as  stated  in  section 
2  (e)  of  the  Board's  rules  of  procedure 
(12  CPR  262.2  (e)).  and  especially 
because  in  connection  with  this  permis- 
sive amendment  such  procedures  are  un- 
necessary as  they  would  not  aid  the 
persons  affected  and  would  serve  no 
other  useful  purpose. 

(Sec.  11  (i).  38  Stat.  262;  12  U.  S.  C. 
248  (1).  Interprets  or  applies  .sees.  3 
(ai,  (b),  7  (a-d),  8  (a),  17  (b),  23  (a>, 
48    Stat.    882.    886.    888.    897.    901.    as 
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amended;  15  U.  S.  C.  78c-(a).  (b).  78g- 
<a-d>.  78h-(a).  78q-(b),  78w-(a) ) 

Board  of  Governers  of  the 
Federal  Reserve  System. 
fSEAL]     S.  R.  Carpenter. 

Secretary. 

|F.    R.    Doc.    49-4000:    Filed.    May    ir*,    1C49; 
8:47  a.  m.] 


Part  221 — Loans  by  Banks  for  Purpose 
OF  Purchasing  or  Carrying  Registered 
Stocks 

loan  value  for  securities  acqulr^ed 
through  exercise  of  subscription 
ri'^hts  increased 

1.  Effective  May  16,  1949,  Part  221  is 
hereby  amended  by  changing  paragraph 
<p)  of  §  221.3  to  read  as  follows: 

<p^  A  loan  need  not  comply  with  the 
other  requirements  of  this  part  if  it  is 
to  enable  the  borrower  to  acquire  a  stock 
by  exercising  a  right  to  acquire  such 
stock  which  is  evidenced  by  a  warrant 
or  certificate  issued  to  stockholders  and 
expiring  within  90  days  of  issuance: 
Provided,  That  <1)  each  such  acquisition 
under  this  paragraph  shall  be  treated 
separately,  and  the  loan  when  made 
shall  not  exceed  75  percent  of  the  cur- 
rent market  value  of  the  stock  so  ac- 
quired as  determined  by  any  reasonable 
method,  <2)  while  the  borrower  has  any 
loan  outstanding  at  the  bank  under  this 
paragraph  no  withdrawal  or  substitution 
of  stock  used  to  make  such  loan  shafl 
be  permissible,  except  that  when  the 
loan  has"  become  equal  to  or  le.ss  than 
the  maximum  loan  ?aluc  of  the  stock 
as  prescribed  for  §  221.1  in  §  221.4  the 
stock  and  indebtedness  may  thereafter 
be  treated  as  subject  to  §  221.1  instead 
of  this  paragraph,  and  <3)  no  loan  .shall 
be  made  under  this  paragraph  at  any 
time  when  the  borrower  has  any  such 
loan  at  the  bank  which  has  been  out- 
standing more  than  9  months  without 
becoming  eligible  to  be  treated  as  sub- 
ject to  §  221.1.  In  order  to  facilitate  the 
exercise  of  a  right  under  this  paragraph, 
a  bank  may  permit  the  right  to  be  with- 
drawn from  a  loan  subject  to  §  221.1 
without  regard  to  any  other  require- 
ment of  this  part. 

2.  (a)  This  amendment  is  issued  pur- 
suant to  the  Securities  Exchange  Act  of 
1924.  particularly  section  7  thereof.  Its 
purpose  is  to  increase  from  50  to  75  per- 
cent the  loan  value  for  securities  acquired 
through  the  exercise  of  subscription 
rights,  whether  exercised  by  the  original 
holder  or  by  a  purchaser  of  the  rights. 
Briefly,  the  amendment  specifies  that 
such  transactions  shall  be  treated 
separately  and  forbids  any  withdrawal  or 
sub.stitution  of  the  security.  In  addition, 
no  new  loan  may  be  granted  on  the  pref- 
erential terms  if  such  a  loan  has  been 
outstanding  more  than  nine  months 
without  being  changed  to  the  50  percent 
basis  generally  applicable  under  Part 
221. 

<b)  The  notice,  public  participation, 
and  deferred  effective  date  described  in 
section  4  of  the  Administrative  Procedure 
Act  are  not  followed  in  connection  with 
this  amendment  for  the  reasons  and  good 
cause  found,  as  stated  in  section  2  (e)  of 
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the  Board's  rules  of  procedure  a2  CFR 
262.2  ( e) ) .  and  especially  because  in  con- 
nection with  this  permissive  amendment 
such  procedures  are  unnecessary  as  they 
would  not  aid  the  persons  affected  and 
would  serve  no  other  useful  purpose. 

(Sec.  11  (i).  38  Stat.  262;  12  U.  S.  C.  248 
(1).  Interprets  or  applies  sees.  3  ta', 
(b)  17  (b).  23  (a).  48  Stat.  882.  886.  897. 
90l!  as  amended:  15  U.  S.  C.  78c.  78y.  78q 
(b>.  78w  (a  I ) 

Board  of  Governors  of  the 
Feder.\l  Reserve  System, 
Ise.\l1     S.  R.  Carpenter. 

Secretary. 

|F.    R.    Doc.    49-3999:    Piled.    May    19.    1949; 
8:46  a.  m.l 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  203— Bridge  Regulations 

miscellaneous  amendments 

Pursuant  to  the  provisions  of  section  5 
of  the  River  and  Harbor  Act  of  August 
18  1894  (28  Stat.  362;  33  U.  S.  C.  499'. 
§5  203.630  and  203.635  are  hereby  re- 
voked. §203.245  ff)  is  hereby  amended 
by  the  addition  thereto  of  paragraphs  re- 
lating to  the  Anne  Arundel  County  high- 
way bridge  across  Weems  Creek  at  West 
Annapolis.  Maryland,  and  the  South 
Carolina  State  highway  bridge  across 
Wando  River  near  Cainhoy;  and 
§203.560  (f)  is  hereby  amended  by  the 
addition  thereto  of  paragraphs  relating 
to  bridges  across  St.  Croix  River,  Wis- 
consin and  Minnesota,  and  Minnesota 
River,  Minnesota,  as  follows: 

§  203.245  Navigable  waters  discharg- 
ing into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  arid  into  the 
Gulf  of  Mexico,  except  the  Mississippi 
River  and  its  tributaries  and  outlets: 
bridges  where  constant  attendance  of 
draw  tenders  is  not  required.     •     •     • 

(f>  The  bridges  to  which  this  section 
applies,  and  the  special  regulations  ap- 
plicable in  each  case,  are  as  follows: 
»  •  •  •  • 

Weems  Creek.  Md.:  Anne  Arundel  County 
highway  bridge  at  West  Annapolis.  From 
October  1  to  April  30.  inclusive,  and  be- 
tween sunset  and  sunrise  from  May  1  to  Sep- 
tember 30,  Inclusive,  at  least  five  hours'  ad- 
vance notice  required.  Between  sunrise  and 
sunset  from  May  1  to  September  30,  In- 
clusive, the  regulations  contained  in  {  203  240 
Bhall  govern  the  operation  of  this  bridge. 

»  •  •  •  • 

Wando  River.  S.  C:  South  Carolina  State 
Hlt;hway  Department  bridge  near  Cainhoy. 
At  least  12  hours'  advance  notice  required. 

•  •  •  •  • 

5  203  560  Mississippi  River  and  its 
tributaries  and  outlets;  bridges  where 
constant  attendance  of  draw  tenders  is 
not  required.     ♦     •     • 

(f>  The  bridges  to  which  this  section 
applies,  and  the  special  regulations  ap- 
plicable in  each  case,  are  as  follows: 

•  •  •  •  * 

St.  Croix  River.  Wis.  and  Minn.;  States  of 
Wisconsin  and  Minnesota  highway  bridge  at 
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Stillwater.  Minn.  The  regulations  contained 
In  §  203.555  shall  govern  the  operation  of  this 
bridge  between  8:00  a.  m.  and  12;00  midnight 
on  all  Saturdays.  Sundays,  and  Federal  and 
State  legal  holidays,  and  between  1:00  p.  m. 
and  9:00  p.  m.  on  all  other  days  from  the 
third  Monday  In  June  to  the  last  Friday  be- 
fore Labor  Day.  inclusive.  At  all  other  times, 
at  least  two  hours'  advance  notice  required. 
St  Colx  River,  Wis.  and  Minn.;  Minneap- 
olis. St.  Paul  &  Sault  Ste.  Marie  Railroad 
Company  bridge  near  OtlsvlUe,  Minn.,  and 
Village  of  Osceola  highway  bridge  at  Oceola, 
Wis.  At  least  24  hours'  advance  notice,  re- 
quired. 

Minnesota  River,  Minn.;  all  drawbridges 
between  the  mouth  of  the  river  and  Le  Sueur. 
At  least  24  hours'  advance  notice  required. 
The  draws  of  bridges  above  Le  Sueur  need  not 
be  opened  for  the  passage  of  vessels. 
•  •  •  •  • 

§  203.630  St.  Croix  River,  Minn,  and 
Wis.     (Revoked.] 

§203.635  Minneapolis  River,  Minn.: 
bridges  between  mouth  of  river  and  Le 
Sueur.  Minn.     [Revoked.! 

(Regs.  May  2,  1949,  823.01-ENGWR]  (28 
Stat.  362;  33  U.  S.  C.  499) 


[seal]  Edward  F.  Witsell, 

Major  General. 
The  Adjutant  Geiieral. 

\  F.   R.    Doc.    49-4014;    Piled,   May    19,    1949; 
8:51  a.  ml 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 
Chapter  V — Department  of  the  Army 

Joint  Procurement  Regulations 

miscellaneous  amendments 

Joint  Procurement  Regulations,  for- 
merely  publi.shed  as  Parts  801  to  813. 
of  Chapter  VIII,  Title  10,  are  amend- 
ed by  adding  a  new  paragraph  im) 
to  §803.101-2,  and  changing  para- 
graph <a>  of  §805  303-2  and  paragraph 
§  805.303-3,  to  read  as  follows: 

§  803 101-2  Information  to  be  con- 
tained in  invitations  for  bids.     •     •     • 

(m)  The  following  provision  will  be 
Included  in  each  Invitation  for  bids  for 
supplies,  for  the  information  of  pros- 
pective bidders: 

Attention  Is  directed  to  the  possibility 
that  wage  determinations  may  have  been 
made  under  the  Walsh-Healey  Public 
Contracts  Act  providing  minimum  wages 
for  employees  engaged  in  the  manufac- 
ture for  sale  to  the  Government  of  the 
supplies  covered  by  this  invitation  for 
bids.  Information  In  this  connection, 
as  well  as  general  Information  as  to  the 
requirements  of  the  act  concerning  over- 
time payment,  child  labor,  safety  and 
health  provisions,  etc..  may  be  obtained 
from  the  Wage  and  Hour  and  Public 
Contracts  Divisions,  Department  of  La- 
bor, Washington  25,  D.  C. 

•  •  •  •  • 

§  805.303-2  Numbered  contracts. 
•     •     • 

(a)  The  original  signed  number  of 
each  lump  sum  (fixed  price)  contract 
will  be  forwarded  to  the  General  Ac- 
counting OfQce,  Army  Audit  Branch. 
Building  203.  4300  Goodfellow  Boulevard. 
St.    Louis   20,   Missouri.     The    original 


signed  number  of  each  cost  or  cost-plus- 
fixed-fee  contract  will  be  forwarded  to 
the  General  Accounting  Office.  Washing- 
ton 25,  D.  C,  Attention:  War  Contract 
Service  Section,  Audit  Division.     If  a 
surety  bond  or  bonds  were  required  in 
support  of  a  contract  whether  lump  sum 
or    cost-plus-fixed-fee.    .see    §  806.201-2 
(a).     When   the  contract   covers   pur- 
chases made  for  one  or  more  of  the  other 
Departments  of   the  National  Military 
Establishment,  with  payment  to  be  made 
by  the  Department  or  Departments  re- 
ceiving the  supplies  or  services,  there  also 
will    be    forwarded    with    the    original 
signed   number   additional   certified   or 
photostatic  exact  copies  of  the  contract 
In  a  number  equal  to  the  number  of  re- 
ceiving Departments. 

•  •  •  •  • 

§  805.303-3     Unnumbered     contracts. 
(a)  The  original  signed  number  will  be 
furnished  the  disbursing  officer  and  will 
be  attached  to  the  voucher  on  which  pay- 
ment Is  made  and  will  accompany  such 
voucher  to  the  General  Accounting  Of- 
fice. Army  Audit  Branch,  Building  203. 
4300  Goodfellow  Boulevard,  St.  Louis  20. 
Missouri.    If  a  surety  bond  or  bonds  were 
required    In    support    of    a    contract, 
whether  lump  sum  or  cost-plus-fixed- 
fee.  see  §  806.201-2  (a).    When  the  con- 
tract covers  purchases  made  for  one  or 
more  of  the  other  Departments  of  the 
Natlonat  Military   Establishment,   with 
payment  to  be  made  by  the  Department 
or  Departments  receiving  the  supplies  or 
services,   there   also   will    be    forwarded 
with  the  original  signed  number  addi- 
tional   certified    or    photostatic    exact 
copies  In  a  number  equal  to  the  number 
of  receiving  Departments. 


(Pub.  Law 


(Proc.  Clr.  12,  May  3,  19491 
413,  80th  Cong.) 

[SEAL]  Edward  P.  Witsell, 

Major  General. 
The  Adjutant  General. 

(F.    R.   Doc.   48-4012;    Filed.   May    19.    1949; 
8:61  «.  m.] 


Chapter  VII — Department  of  the 
Air  Force 

Subchapter  H — Procurement 

Part  890 — Interim  Statement 

report  of  profit  under  the 
vinson-trammell  act 

Part  890  (13  F.  R.  2140)  is  hereby 
amended  by  adding  thereto  §  890.9  as 
follows: 

§  890.9  Report  of  profit  under  the 
Vinson-Trammell  Act.  Contractors  and 
subcontractors  performing  Air  Force 
contracts,  which  are  subject  to  the  pro- 
visions of  the  Vinson-Trammell  Act  <^ec. 
3.  48  Stat.  505,  49  Stat.  1926,  sec.  14,  53 
Stat.  560.  sec.  1  (18)  60  Stat.  867;  34 
U.  S.  C.  496.  10  U.  S.  C.  311)  are  required 
to  file  a  report  of  profit  with  the  Secre- 
tary of  the  Air  Force  within  &0  days  after 
completion  of  the  contract.  The  report 
covering  a  prime  contract  must  be  filed 
by  the  prime  contractor  as  a  condition 
precedent  to  final  payment  under  such 


Friday,  May  20,  1949 

contract.  Disbursing  officers  are  re- 
quired to  withhold  final  payment  on  a 
prime  contract  which  Is  subject  to  this 
act  until  advised  that  the  report  cover- 
ing the  prime  contract  has  been  filed. 
Processing  of  reports  will  be  expedited 
.CO  that  payment  to  prime  contractors 
will  not  be  unduly  delayed.  The  form 
prescribed  for  use  in  NME  Form  147,  Re- 
port of  Profit  on  Army,  Navy  or  Air  Force 
Contract,  December  1,  1948.  Such  forms 
may  be  secured  from  Commandinp:  Gen- 
eral. Air  Materiel  Command,  Wright- 
Patterson  Air  Force  Base,  Dayton,  Ohio. 
lAFR  70-11,  May  3.  19491  (Sec.  3.  48 
Stat.  505.  as  amended;  34  U.  S.  C.  496, 
10  U.  S.  C.  311:  Transfer  Order  6.  Jan.  9, 
1948.  13  F.  R.  218) 

fsEALl  L.  L.  Judge, 

Colonel,  U.  S.  Air  Force, 
Air  Adjutant  General. 

|F.    R.    Dae.    49  3992;    Filed.    May    19,    1949; 
8  45  a.  ml 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  i — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  1733) 

Part  108 — Patents 

issuance  or  perfect  patent  where  record 
does  not  show  that  original  was 
signed 

Correction 

In  P  R.  Doc.  49-3928.  appearing  on 
page  2613  for  the  i.'^.sue  of  May  18.  1949. 
the  reference  to  "Circular  547'  in  the 
second  line  should  be  changed  to  'Cir- 
cular 457." 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  127 — International  Postal  Service: 
Postage  Rates.  Service  Available,  and 
Instructions  for  Mailing 

GERMANY 

In  8  127  264  Germany  (13  P.  R.  9155) 
make  the  following  changes: 

1.  Amend  subparagraph  (1)  of  para- 
graph lb)  to  read  as  follows: 

<b)  Parcel  post  (Germany)— d) 
Tables  of  rates,  d)  Surface  parcel  rates 
for  American,  British,  and  French  Zones 
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of  Western  Germany,  the  Soviet  Zone 
and  all  of  Berlin. 


Pounds : 


Rate       Pounds: 


1 »0.  14 


2.. 

3- 
4_. 

8.. 
6-. 
7.. 
8.. 
9-. 
10. 
11. 


.28 

.42 

.56 

.70 

.84 

.98 

1.12 

1.26 

1.40 

1.54 


12. 
13- 
14. 
15. 
16. 
17. 
18- 
19. 
20. 
21. 
22- 


Rate 
$1.68 
1.82 
1.96 
2.  10 
2.24 


38 
52 
66 
80 


2.94 
3.08 


(11)  Air  parcels  for  all  of  Germany. 


Lh.  Oi. 


Rati> 


0 
0 
0 

1 
1 

1 
1 
2 
2 
2 
2 

:< 
:t 
.•{ 

3 
A 
4 
i 

4 

6 

« 

5 
6 
6 

e 

6 
7 


7 
8 
H 
8 
R 
9 

« 
10 
1(1 
10 
10 
11 


4 

8. 

12 

0 

4 

8.   .. 
12 

0 

4 

8... 
12 

0 

4 

8..   . 
12 

0 

4 

8 

12 

0  . 

4 

8  .   . 
12 

0 

4 ..:. 

8 

12 

0 

4 

8 

12 

0 

4 

8 

12 i 

;:;:::::;;:::| 

8 1  . 

12 1  1 

0 '  18. 

4 '  I*. 

8 1  1S». 

12 1  19 

0 20 


515 
40 
h.l 
W 

T.l 
■JO 

ti.") 

10 

4.'i 
Wl 
35 
SO 
2.1 

;o 
l.^ 

HI 

40  i 

.■iO 
T.-i 
20 
(•..5 
10 

r,r, 

00 
4.1 
Wl 

:!.■) 
n\ 

70 
1.1 
ffl 
(tt 

9.1 
40 

K5 

30 


Lb.  Or. 


^ 


Rate 


II 
II 
11 
12 
12 
12 
12 

la 
n 
1.1 

13 
14 
14 
14 

14 
1.1 
IS 
15 
15 
ir, 
Ifi 
Ifi 
IK 
17 
17 
17 
17 

IS 
IS 
18 
18 
lU 
1!» 
I» 
19 
20 
20 
20 
2il 
21 
21 
21 
21 
22 


4 t20.75 

8 1  21.20 

12- I  21.6.1 

0 22.10 

4 '  22.  .15 

8 : I  23.00 

12 j  21.45 

0 2:<.yo 

4 J  2i.:;5 

8 '  24  so 

12 2.12.1 

0 !  25.70 

4 2<i.  15 

8 2«.f)0 

12 1  27  (15 

0 27.  ,10 

4 i  27.»5 

8 ;  2S.40 

12 1  2S.S5 

0 I  a*  30 

4 ;  21*.  75 

8 1  »0  20 

12 !  :«(.ci 

0 1  31.10 

4 '  31  .15 

8 ■  .12.  (to 

12 :  32.45 

0. 32.  «0 

4 .3:}.  35 

8 ■  33.  Wl 

12 i  34.25 

0 ;  .34.70 

4 ;i.1.  1.1 

8 .3.1.60 

12 !  .3f;  (II 


0 

4 

8 

12 

0 


....    .36.  .VI 

I  3»i.y5 

37  40 

....'  37  VI 
.....  3s.  30 


4 

8 

as.  75 

3M  2(1 

12 

0 

3y.  6.1 

40.10 

Each  air  parcel  and  the  relative  dispatch 
note  must  have  affixed  the  blue  Par  Avion 
label  (Form  2978 1.     (See  §  127.55  (b).) 

Weight  limit:    22  pounds. 

Customs  declarations:    1  Form  29C6. 

Dispatch  note:  1  Form  2972. 

Parcel -post  sticker:     1  Form  2922. 

Sealing:    OiHioiial. 

Group  shipments:    No. 

Registration :    No. 

Insurance:    No. 

C.  o.  d.:   No. 

2.  Amend  subparagraph  (1)  of  para- 
graph (c)  to  read  as  follows: 

(O   U.  S.  A.  gift  parcels.     (Germany.) 
(1)   Table  of  rates.     (Surface  only." 

Rates  applicable  to  American,  British,  and 
Fieuch  zojies  ol   ^^cstern  Germany  and  the 
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corresponding  sectors  of  Berlin  ("U.  S.  A.  gift 
parcel"  service  is  not  available  to  the  Soviet 
Zone  or  the  Soviet  sector  of  Berlin). 


Pounds : 


Rate       Pounds: 


Rate 


1.. 
2-. 
3.. 

4_. 
5-. 
6.. 

7.. 
8-_ 
9-. 
10. 
11- 


>0.  06 
.12 
.18 
.24 
.30 
.36 
.42 
.48 
.54 
.60 
.66 


12 $0.73 


13. 
14- 
15- 
16. 
17. 
18. 
19- 
20- 
21. 
22. 


.78 

.84 

.90 

.96 

1.02 

1.08 

I.  14 

1.20 

1.26 

1.32 


Note:  The  weight  limit  and  other  tabu- 
lated information  following  the  postage  rates 
in  paragraph  (b)  (1)  of  this  section,  are  also 
applicable  to  "U.  S.  A.  gift  parcels." 

<R.  S.  161.  396.  398,  .«:ecs.  3C4,  303,  42  Stat, 
24.  25.  48  Slat.  943;  5  U.  S.  C.  22,  369,  372) 


[SEAL] 


J.  M.  Donaldson. 

Postmaster  General. 


[F.    R.    Doc.    49-4002;    Piled.    May    19.    1949; 
8:47   a.   m  )  _ 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

persian  gulf  ports 

In  §127.327  Persian  Gulf  Ports  tl3 
F.  R.  9200)  amend  paragraph  (b)  (1)  to 
read  as  follows: 

«b)  Parcel  post  (Persian  Gulf  ports)  — 
(1>  Table  of  rates.     (I)  Surface  parcels. 


Pound* : 
1 


(Rates  Include  surcharges] 
Rate       Pounds: 


$0. 14 


2 

3 

4 

5 

6 

7 

8 

9 '.... 

10 

11 


.28 

.42 

.56 

.70 

.84 

.98 

1.12 

1.26 

1.40 

1.54 


12 

13 

14 

\S 

10 

17 

18 

19 

20 

21 

22 


Rate 
..  $1.68 
..,  1.82 
.-  1.96 
.-  2.  10 
.-  2.24 
.-  2.38 
._  2.52 
.-  2.66 
..  2.80 
-.  2.94 
--    3.08 


Weight  limit:  22  pound.=  . 
Customs  decl.Trations:  2  Form  2966. 
Dispatch  note:  1  Form  2972. 
Parcel-post  sticker:  1  Form  2922. 
Sealing:  Optional. 
Group  shipments:  No. 
Registration:  No. 
Insurance:  No. 
C.  o.  d.:  No. 

(R.  S.  161.  396.  398.  .<?ecs.  304.  309.  42  Stat. 
24.  25,  48  Stat.  943;  5  U.  S.  C.  22,  36fr,  372) 


I  seal] 


J.  M.  Donaldson. 
Postmaster  General. 


|F.    R.    Doc.    49-4001;    Filed.    May    19.    lC49j 
8:47  a.  m.| 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 

Administration 

(P.  &  S.  Docket  No.  456] 

Market  Agencies  at  Ogden  Union 
Stockyards.  Ogden,  Utah 

notice  of  petition  for  modification  and 
extension  of  temporary  rates 

Pursuant  to  the  provisions  of  the 
Packers  and  Stockyards  Act,  1921,  as 
amended  (7  U.  S.  C.  181  et  seq.>.  the 
Secretary  of  Agriculture  issued  an  order 
on  July  9,  1948  <7  A.  D.  538),  modifying 
and  extending  the  provisions  of  a  prior 
order  dated  August   21,   1946    <5   A.   D. 


605).  This  order  provided  for  certain 
temporary  rates  and  charges  for  the  re- 
spondent market  agencies. 

By  petition  filed  on  May  9.  1949.  re- 
spondents have  requested  that  the  cur- 
rent temporary  rates  and  charges  be 
continued  in  effect  for  a  period  of  two 
years  with  the  following  modifications: 

(1)  Increase  selling  charge  for  sheep 
from  $17.00  to  $18.00  per  single-deck  car. 
and  .,^ 

(2)  Increase  selling  charge  for  .sheep 
from  $25.00  to  $26  GO  per  double-deck  car. 

Inasmuch  as  the  modifications  re- 
quested will  produce  additional  revenue 
to  respondents  it  appears  that  public 
notice  should  be  given  of  the  filing  of 
the  petition. 


Now,  therefore,  notice  Is  hereby  given 
to  the  public  and  to  all  interested  per- 
sons. All  interested  persons  who  desire 
to  be  heard  upon  the  matter  shall  notify 
the  Hearing  Clerk.  United  States  Depart- 
ment of  Agriculture.  Washington  25. 
D.  C.  within  15  days  from  the  date  of 
publication  of  this  notice. 

Done  at  Washington.  D.  C.  this  16lh 
day  of  May  1949. 

[sEALl  H.  E.  Reed. 

Director.  Livestock  Branch.  Pro- 
duction and  Marketing  Ad- 
viinistration. 

[F.    R.    Doc.    49-4009;    Filed.   May    19,    1949; 
8:48  a.   m.| 


NATIONAL  MILITARY 
ESTABLISHMENT 

Department  of  the  Army 

United  States  Military  Government  for 
Germany 

practice  of  law  by  u.  s.  lawyers  in  u.  s. 
area  of  control  germany 

The  following  EUCOM  Circular  No.  28. 
dated  8  March  1949,  pertaining  to  the 
practice  of  law  by  U.  S.  lawyers  imU.  S. 
area  of  control  of  Germany  is  published 
for  the  Information  and  guidance  of  all 
concerned: 

lEXrCOM  circular  No.  28] 

(APO  403.  March  6.  1949) 

Practici  or  Law  by  U.  S.  Lawyers  in  U.  8. 
Area  of  Control  Germany 

1.  References,     a    AR  420  B. 

b.  Clr  165.  Hq  USFET.  1946.  as  amended. 

c.  Clr  36.  this  headquarters.  1947.  as 
amended. 

d  Clr  74.  this  headquarters.  1947,  as 
amended. 

e.  Sec  III,  Clr  65,  this  headquarters.  1948, 
as  Rm«'nded. 

t.  Sec  I.  Clr  78.  this  headquarters,  1948. 

g.  Clr  21.  this  headquarters,  1949. 

h.  Clr  22,  this  headquarters.  1949. 

1.  Military  Government  Regulation  5-322.2. 

].  Military  Government  Court  Letter  No.  8, 
OMGli*  15  September  1948. 

k.  Pars  6  and  7.  Article  IV.  Military  Gov- 
•rnment  Ordinance  No.  32. 

1.  Par  45a,  Manual  for  Courts-Martial. 
1949. 

2.  Purpose  and  scope,  a.  The  purpose  of 
this  circular  Is  to  prescribe  the  terms  and 
conditions  under  which  qualified  U.  8. 
lawyers  who  agree  that  their  services  will  be 
Bv.iilable  to  occupation  personnel  exclusively 
may  obtain  authorization  to  engage  In  the 
practice  of  law  in  the  U.  S.  area  of  control  of 
Germany,  and  to  specify  Army  facilities 
which  may  be  provided  such  attorneys. 

b.  Tills  circular  shall  not  be  construed  as 
limiting  the  right  of  any  person  otherwise 
authorized,  but  not  authorized  under  th« 
provisions  of  this  circular,  to  give  legal  ad- 
vice or  to  appear  as  counsel  before  any  mili- 
tary or  Military  Government  tribunal  or 
board.    This  circular  Is  not  concerned  with 
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the  authorization  of,  or  military  support  for, 
the  following: 

(1)  Attorneys  who  may  be  authorized  to 
enter  the  US  area  of  Control  of  Germany 
to  represent,  advise  or  serve  persons,  firms, 
and  corporations  engaged  In  a  business  In- 
volving commercial  Intercourse  with  the  Ger- 
man economy.  In  matters  relating  to  such 
commercial  interests. 

(2)  Attorneys  who  may  b^te  authorized  to 
handle  specific  cases,  pursuant  to  EUCOM 
Circular  78,  1948.  or  Military  Government 
Court  Letter  No.  8,  OMGUS,  September  15, 
1948. 

(3)  Attorneys  employed  to  advise  or  serve 
German  or  other  personnel  not  Included  In 
paragraph  3,  below,  or  firms  or  corporations 
licensed  to  operate  under  German  law,  or 
to  practice  before  German  tribunals  or 
boards. 

3.  Definitions,  a.  The  term  "occupation 
personnel"  as  used  herein  shall  mean: 

(1)  Military  personnel  of  US  and  allied 
forces  occupying  Germany. 

(2»  Civilian  nationals  of  US.  allied,  and 
neutral  nations,  including  persons,  firms, 
and  corporations  licensed  by  this  headquar- 
ters or  by  Office  of  Military  Government  for 
Germany  (US)  to  engage  In  activities  In 
support  of  the  occupation  In  Germany,  but 
excluding  United  Nations  displaced  persons 
and  per.sons  whose  permanent  place  of  resi- 
dence Is  In  Germany. 

(3)  Contract  employees  of  the  Interna- 
tional Refugee  Organization  and  affiliated 
voluntary  agencies  who  are  paid  from  or- 
ganizational funds  and  furnished  with  IRO 
Identification  booka. 

(4)  Nationals  of  US.  allied,  and  neutral 
nations  serving  with  US  or  allied  govern- 
mental agencies,  such  as  the  Office  of  the 
Foreign  Liquidation  Commissioner,  the 
Treasury  Department,  or  the  State  Depart- 
ment. 

(5)  Dependents  of  any  of  the  persons 
enumerated  In  subparagraphs  (1),  (2).  l3) 
and  (4),  above. 

b.  The  term  "legal  affairs"  as  used  herein 
shall  Include  all  matters  generally  the  sub- 
ject of  the  relation  between  attorney  and 
client;  but  shall  not  Include  representation 
for.  or  advice  or  service  to,  any  person,  firm, 
or  corporation  engaged  In  a  business  involv- 
ing commercial  Intercourse  with  the  Ger- 
man economy.  In  matters  relating  to  such 
commercial  Interests,  unless  present  In  Ger- 
many In  support  of  the  occupation  forcea 
pursuant  to  a  license  Issued  by  this  head- 


quarters, or  by  Office  of  Military  Government 
for  Germany  (US). 

4.  Authorized  practiC0.  a.  Lawyers  au- 
thorized to  engage  in  practice  pursuant  to 
the  provisions  of  this  circular  will  be  avail- 
able to  represent,  and  shall  act  exclusively 
In  behalf  of,  occupation  personnel  (as  de- 
fined herein)  before  tribunals  and  boards 
(including  courts-martial.  Military  Govern- 
ment courts,  courts  of  Inquiry,  board  of  offi- 
cers, investigating  officers  and  employees- 
grievance  committees),  and  to  render  legal 
advice  to  such  personnel  In  matters  relating 
to  their  legal  affairs  (as  defined  herein). 

b.  The  Issuance  of  a  letter  of  authorization 
to  engage  In  practice  pursuant  to  the  provi- 
sions of  this  circular  shall  not  be  construed 
KB  a  recommendation  of  the  US  Army;  the 
Commander-in-Chief.  European  Command; 
the  Attorneys  Supervisory  Board,  or  any  other 
officer  or  person,  concerning  the  ability  or 
professional  qualifications  of  the  attorney  so 
authorized. 

c.  Counsel  authorized  to  engage  in  practice 
pursuant  hereto  may  act  In  behalf  of  such 
authorized  clients  anywhere  within  the  US 
area  of  control  of  Germany.  If  their  services 
are  required  elsewhere  by  such  clients  they 
may.  pursuant  to  local  laws  and  regulations. 
act  In  their  behalf  outside  of  the  US  area  i.f 
control  of  Germany.  The  compensation  of 
any  attdTnev  authorized  hereunder  shall  be 
at  the  expense  of  the  client,  and  a  matter  of 
agreement  between  the  client  and  the  attor- 
ney. No  person  requesting  or  accepting  the 
services  of  such  attorney  shall  be  entitled  to 
claim  reimbursement  from  the  United  States 
for  any  money  so  exjjended.  nor  shall  any 
attorney  so  authorized  have  any  claim  for 
compensation  against  the  United  Sta'^es  for 
services  so  rendered.  Such  attorneys  are  au- 
thorized to  receive  payment  for  their  service 
only  In  military  payment  certificates  or  other 
dollar  Instruments. 

d.  The  authorization  to  engage  In  practice 
pursuant  to  the  provisions  of  this  circular 
shall  not  be  construed  to  authorize  the  han- 
dling of  matters  other  than  the  type  herein 
prescribed,  nor  shall  this  circular  by  Itself 
constitute  authority  to  practice  before  tri- 
bunals, boards,  or  agencies  mentioned  in  sub- 
paragraph a,  above.  Said  tribunals,  boards, 
or  agencies,  or  the  commanders  appointing 
them,  shall,  pursuant  to  current  regulations. 
continue  to  have  th^  authority  to  control  the 
admission  of  persons  to  practice  before  them. 

5.  Assistance  from  United  States  M^Utary 
Souro€4.     a.  In  recognition  of  the  fact  that 
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counsel  authorized  to  engage  in  practice  pur- 
suant to  the  provisions  of  this  circular  under- 
take to  devote  themselves  to  the  serving  of 
occupation  personnel  (a£  herein  defined), 
they  shall,  In  general,  have  the  same  privi- 
leges and  immunities  as  other  sponsored 
commercial  agencies  and  personnel, 
b.  Such  counsel  may  be  Joined  by  their  de- 
,  pendents  In  accordance  with  current  direc- 
tives. Such  dependents  shall  be  accorded  the 
privileges  and  Immunities  of  dependenls  of 
other  sponsored  commercial  agencies  and 
personnel. 

6.  Qualifications.  The  right  to  engage  In 
the  practice  of  law  pursuant  to  the  provisions 
of  this  circular  shall  be  limited  to  US  citizens 
who  are  members  in  good  standing  of  the 
bar  of  a  state  of  the  United  States,  or  of  the 
District  of  Columbia. 

7.  ApT)lication  for  letters  of  authorization. 
a.  Application  for  letters  of  authorization 
hereunder  shall  be  submitted  In  quadrupli- 
cate In  the  form  shown  In  Annex  A.  Such 
applications  shall  t>e  referred  to  and  exam- 
ined by  a  board,  which  Is  hereby  establlaked. 
to  be  known  as  the  "Attorneys  Supervisory 
Board."  composed  of  the  Jud^e  Advocate. 
European  Command:  the  Director,  Legal  Di- 
vision, Office  of  Military  Government  for 
Germany  (US);  and  the  Chief  Judge  of  the 
Court  of  Appeals.  Alternate  tKiaid  members 
may  be  the  Deputy  Judge  Advorate,   Euro- 

1  pan  Command;  the  Associate  Director.  Legal 
Division.  Office  of  Military  Government  for 
Germany  (US);  and  an  associate  Judge  of  the 
Court  of  Appeals,  when  designated  to  serve 
by  the  Judge  Advocate.  European  Command; 
the  Director.  Legal  Division.  Office  of  Military 
Government  for  Germany  (US);  or  the  Chief 
Judge  of  the  Court  of  Appeals,  resp)ectlvely. 
The  Director.  Legal  Division.  Office  of  Mili- 
tary Government  ft^r  Germany  (US);  or  his 
alternate,  shall  be  the  Chairman  of  the 
Board,  and^the  clerk  of  the  Court  of  Appeals 
shall  be  ex  officio  the  executive  secretary  of 
the  Board. 

b.  In  addition  to  being  guided  by  the  qual- 
ifications of  the  applicant,  the  Board  also 
shall  be  guided  In  Its  determinations  by  the 
needs  of  the  occupation  forces,  and  shall  give 
clue  consideration  to  priority  of  applications. 
Army  facilities  determined  by  this  head- 
quarters to  be  or  become  available  In  the 
desired  locality,  the  requirements  of  occu- 
pation personnel  for  legal  counsel  in  the 
US  area  of  control  as  a  whole,  and  similar 
requirements  In  the  locality  In  which  the 
applicant  proposes  to  have  his  principal  place 
of  business;  provided,  however,  that  all  ap- 
pUratlon.s  received  during  the  30-day  period 
following  publication  of  thU  circular  shall 
be  considered  on  a  parity  with  respect  to 
time  of  filing.  The  approval  of  such  an  ap- 
plication will  be  m  lieu  of  a  contract  as  re- 
quired by  paragraph  11.  EUCOM  Circular  36. 
1947,  as  amended 

c.  In  view  of  the  limited  Army  facilities 
available,  denial  of  an  application  shall  not 
be  regarded  as  In  any  sense  derogatory,  nor 
as  having  any  bearing  on  the  right  to  repre- 
sent or  advise  any  person  under  conditions 
other  than  as  an  attorney  authorized  here- 
tinder. 

cl.  When  an  application  Is  approved  by  the 
Attorneys  Supervisory  Board,  the  same  shall 
be  transmitted,  with  such  approval  Indorsed  ^ 
thereon,  to  the  Adjutant  General,  this  head- 
qui.rters.  who  shall  thereupon  Issue  a  letter 
of  authorization  In  the  form  substantially 
shown  In  Annex  B.  and  transmit  a  copy  there- 
of to  the  Director,  Logistics  Division,  this 
npadquarters.  Such  letter  of  authorization 
shall  constitute  the  authority  to  the  Com- 
bined Travel  Board  to  Issue,  In  accordance 
*lth  current  directives,  the  necessary  mili- 
tary entry  permits  to  such  counsel  and  his 
dependents,  and  the  authority  to  all  other 
military  agencies  to  furnish  such  counsel 
and  bis  dependents,  upon  his  request,  the 
'yi'ps  of  military  assistance  outlined  In  par- 
agraph 6.  above. 
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8.  Conduct  of  Attorneys  authorized  to  en- 
gage in  practice  hereunder,  and  disciplinary 
matters,  a.  Attorneys  authorized  to  engage 
in  practice  hereunder  will  obey  and  be  subject 
to  the  conditions  of  the  said  authorization: 
to  all  orders,  directives,  and  circulars  of  this 
headquarters,  to  the  extent  that  such  orders, 
directives,  or  circulars  are  applicable  to  them; 
to  Military  Government  legislation,  as  ap- 
plicable; and  to  the  standards  of  professional 
conduct  as  prescribed  by  the  Canons  of 
Ethics  of  The  American  Bar  Association. 

b.  Allegations  of  improper  or  unprofes- 
sional conduct  may  be  referred  to  and  shall 
be  considered  by  the  Attorneys  Supervisory 
Board.,  The  Board  shall  have  power  In  iuch 
cases,  or  on  Its  own  motion,  to  hold  hearings, 
summon  witnesses,  examine  such  witnesses 
under  oath,  compel  the  production  of  evi- 
dence and  to  recommend  what.  If  any.  dis- 
ciplinary or  other  action  should  be  taken  by 
the  Commander-in-Chief.  European  Com- 
mand. Such  may  Include.  In  proper  cases, 
recommendation  to  revoke  the  authorization 
to  engage  in  practice,  and  withdrawal  of  the 
military  entry  permit.  In  the  conduct  of  Its 
proceedings  under  this  paragraph,  the  Board 
shall  be  guided  by  the  previsions  of  AR  420-5 
insofar  as  they  may  be  applicable. 

c.  The  powers  of  the  Attorneys  Supervisory 
Board  under  the  provisions  of  this  circular 
are  In  addition  to,  and  not  in  derogation  of, 
the  powers  of  a  commander,  or  military  tri- 
bunal, or  board  to  take  appropriate  action  on 
charges  of  Improper  or  unprofessional  con- 
duct. 

By  command  of  General  Clay. 

C.  R.  HtTEBNEa. 

Lieutenant  General,  GSC. 
Chief  of  Stuff. 

Edward  P.  Witsell. 
Major  General. 
The  Adjutant  General. 
Cm  228 

ANNEX    A 


I  SEAL  I 


(Date) 

Subject:  Application  for  Permission  to  Act  as 
Attorney  for  Occupation  Personnel  In  the 
US  Area  of  Control  of  Germany. 
To:   The      Commander-in-Chief,      European 
Command, 
APO  696, 

CO  Postmaster.  New  York,  N.  Y., 
Attn:   Attorneys  Supervisory  Board,  c  o 
The  Clerk.  Court  of  Appeals,  OMGUS. 

1.  Request  Is  hertby  made  for  permission 
to  act  as  attorney  for  occupation  personnel  In 
the  US  area  of  control  of  Germany  pursuant 
to  the  provisions  of  EUCOM  Circular  22R, 
1949.  I  agree  to  abide  by  all  terms  and  con- 
ditions contained  In  said  EUCOM  Circular 
228. 

2.  In  support  of  such  application,  the  fol- 
lowing representations  and  agreements  are 
made; 

a.  I  am  now  and  have  been  for  the  last 

years  a  member  In  good  standing  of 

the  Bar  of  the  State  of i  agree 

to  advise  the  Commander-in-Chief.  Euro- 
pean Command.  Immediately,  In  the  event 
of  any  change  In  such  status. 

b.  I  have  maintained  an  office,  for  the  prac- 
tice of  law.  at  the  following  address ( es )  : 
(State  all  addresses  within  the  past  ten 
years.) 


(Street) 


(City) 


(State) 


(State) 


(Street)  (City) 

c.  I  was  born  on at 

and  I  am  a  citizen  of . 

d.  I  am  (im)  married,  and  have de- 
pendents who  are  now  living  at . 

whose  names,  ages,  and  sex  are  as  follows:' 
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e.  I  have  had  the  following  experience  In 
(courts-martial)  (and)  Military  Government 
courts : 


f.  I  desire  to  establish  a  law  office  and  resi- 
dence In  or  near  one  of  the  following  cities 
In  the  US  area  of  control  of  Germany  (list 
first,  second,  and  third  choices): 


g.  I  agree  to  conform  to  the  Canons  of 
Ethics  of  The  American  Bar  Association,  and 
to  confine  any  practice  to  those  types  of 
cases  and  clientele  authorized  by  the  circu- 
lar mentioned  In  paragraph  1,  above. 

h.  I  agree  that  no  representations  have 
been  made  to  me  concerning  the  availability 
of  specific  billets.  cffl?e  space,  or  other  la- 
cillties. 

1.  I  agree  to  pay  all  transportation  costs 
for  myself  and  dependents  to  and  from  Ger- 
many, and  all  other  expenses  that  I  may 
Incur  In  connection  with  mv  residence  and 
practice  in  Germany,  and  further  agree  to 
hold  the  United  States  harmless  in  connec- 
tion with  any  liability  that  may  be  claimed 
against  It  or  Its  agents  by  reason  of  any  act 
or  omission  of  mine  while  engaged  In  such 
practice. 

J.  The  names  of  the  following  persons  are 
submitted  as  character  references: 


(Name) 

(Address) 

(Name) 

(Address) 

(Name) 

(Address) 

(Signature) 

Headquarters, 

(Address) 
CiR  228 

ANNEX  B 

.■  European  Command 

APO  403 

(Date) 
Subject:  Authorization  to  Act  as  Attorney  for 

Occupation   Perionnel  In  the  US  Area  of 

Control  of  Germany. 
To:  All  Military  Commanders  and  to  Whom 

It  May  Concern. 

1. ib  hereby  au- 
thorized to  act  as  an  attorney  for  occupation 

personnel  with  Jaw  office  at 

Germany,  pursuant  to  and  In  accordance 
with  the  provisions  of  Circular  228.  Head- 
quarters, European  Command.  1949,  a  copy 
of  which  Is  attached  hereto  and  made  a  part 
hereof  by  reference. 

2.  All  commanders  are  directed  to  provide 
him.  while  in  the  US  area  of  control  of  Ger- 
many, with  the  military  assistance  and  fa- 
cilities contemplated  by  the  said  circular. 

By  command  of  General  Clay. 
(Adjutant  General) 

[F.   R.    Doc.    49^013;    Filed.    May    19.    1949; 
8:51  a.  m.] 


DEPARTMENT  OF  AGRICULTURE 

Production    and    Marketing 
Administration 

Texas  Livestock  Auction  Co.  and 
McAlester  Stockyards     - 

NOTICE  relative  TO  PO.STED  STOCKYARDS 

Notice  is  hereby  given  that  after  In- 
quiry and  after  consideration  of  all  rele- 
vant matter  presented  pursuant  to  the 
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notices  of  proposed  posting  and  rule 
making  published  in  the  Federal  Regis- 
ter on  April  22.  1949  (14  F.  R.  1992) 
and  April  27.  1949  .14  F.  R.  2070).  It 
has  been  ascertained  by  me.  pursuant 
to  section  302  of  the  Packers  and  Stock- 
yards Act,  1921  (7  U.  S.  C.  202).  that  the 
stockyards  known  as  the  Texas  Livestock 
Auction  Company  at  Amarlllo.  Texas, 
and  the  McAlester  Stockyards  at  Mc- 
Alester  Oklahoma,  are  stockyards  within 
the  definition  of  that  term  contained  in 
section  302  of  said  act  and  are.  there- 
fore, subject  to  the  provisions  of  said 

&ct 

The  attention  of  stockyard  owners, 
market  agencies,  dealers,  and  other  per- 
sons concerned  is  directed  to  sections  303 
and  306  (7  U.  S.  C.  203  and  207)  and 
other  pertinent  provisions  of  said  act 
and  the  rules  and  regulations  Issued 
thereunder  by  the  Secretary  of  Agri- 
culture. ,     .   ^ 

The  Packers  and  Stockyards  Act  pro- 
vides for  a  specified  time  after  the  post- 
ing of  notice  at  the  stockyard  for  market 
agencies,  dealers,  and  stockyard  owners 
to  register  and  qualify  for  the  operation 
of  their  businesses  under  said  act. 
There  appears  to  be  no  good  reason  to 
defer  the  effective  date  of  the  foregoing 
notice  in  view  of  that  fact.  Therefore. 
It  is  determined  that  good  cause  exists 
to  make  this  notice,  and  it  shall  be.  ef- 
fective upon  publication  in  the  Federal 
Register,  subject  to  the  provisions  of 
the  Packers  and  Stockyards  Act. 

Done  at  Wa.shington.  D.  C.  this  16th 
day  of  May  1949. 

(sEALl  H.  E.  Reed. 

Director.  Livestock  Branch.  Pro- 
duction and  Marketing  Ad- 
ministration. 

IF     R.    DOC.    49-4024;    Filed.    May    19.    1949; 
8:5.5  a.  m.) 


NOTICES 

Sixteenth  and  Seventeenth  Streets  NW.. 
Washington.  D.  C,  before  Examiner  Law- 
rence J.  Kosters. 

Without  limiting  the  scope  of  the  is- 
sues presented  by  said  application,  par- 
ticular attention  will  be  directed  to  the 
following  matters  and  questions: 

1.  Whether  the  proposed  air  trans- 
portation will  be  in  the  public  interest,  as 
defined  in  section  2  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended. 

2.  Whether  the  applicant  is  fit,  will- 
ing, and  able  to  perform  the  proposed 
transportation  and  to  conform  to  the 
provisions  of  the  Act  and  the  rules,  regu- 
lations, and  requirements  of  the  Board 
thereunder. 

3.  Whether  the  authorization  of  the 
proposed  transportation  will  be  consist- 
ent with  any  obligation  assumed  by  the 
United  States  in  Any  treaty,  convention, 
or  agreement  between  the  governments 
of  the  United  States  and  the  Nether- 
lands. 

Notice  is  further  given  that  any  person 
desiring  to  be  heard  In  this  proceeding 
must  file  with  the  Board,  on  or  before 
May  25.  1949,  a  statement  setting  forth 
the  issues  of  fact  or  law  raLsed  by  said 
application  which  he  desires  to  contro- 
vert. 

For  further  details  of  the  service  pro- 
posed and  authorization  requested.  In- 
terested persons  are  referred  to  the 
application  on  file  with  the  Civil  Aero- 
nautics Board. 

Dated  at  Washington.  D.  C.  May  16, 
1949. 

By  the  Civil  Aeronautics  Board. 

[seal!  M.  C.  Mulligan. 

Secretary. 

[F.   R.   Doc.    49-3995;    Piled.    May    19.    1949; 
8:45  a.  m.l 


which  are  on  file  at  the  offices  of  the 
Commission  in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion the  Commission  was  advised  by 
applicant  on  April  19.  1949.  that  starting 
on  April  25.  1949,  notice  of  the  filing  of 
the  application  would  be  inserted  In  a 
newspaper  of  general  circulation  at 
Hutchinson.  Kan.sas.  in  conformity  with 
the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  25.  1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  In  the  above  described  contract. 

(Seo.  310   (b).  48  Stat.   1086:  U.   S.  C. 

810  <b)) 

Federal   Commttnications 

Commission, 

[SBALl         T.  J.  Slowie. 

Secretary. 

IF    R.    Doc.   49-^16;    Filed,   May    19.    1949; 
8:53  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  3883] 

K  L  M  Royal  Dtjtch  Airlines;  Amend- 
ment or  Foreign  Air  Carrier  Permit 
notice  of  hearing 

In  the  matter  of  the  application  of 
K  L  M  Royal  Dutch  Airlines,  filed  pur- 
suant to  section  402  (g)  of  the  Civil  Aero- 
nautics Act  of  1938,  as  amended,  for  an 
amendment  of  its  foreign  air  carrier  per- 
mit authorizing  scheduled  air  transpor- 
tation of  persons,  property,  and  mall  be- 
tween the  cotermlnal  points  Oranjestad 
and  Wlllemstad.  Netherlands  West  In- 
dies, and  the  terminal  point  Miami,  Flor- 
ida via  the  intermediate  points  Cludad 
Trujlllo,  Dominican  Republic.  Port-au- 
Prince.  Haiti.  Kingston.  Jamaica,  and 
Camaguey  and  Havana.  Cuba,  so  as  to 
extend  the  term  of  said  permit  for  a 
period  of  three  (3)  years. 

Notice  is  hereby  given  pursuant  to  the 
Civil  Aeronautics  Act  of  1938.  as  amend- 
ed particularly  sections  402  (g).  801. 
1001,  and  1102  of  said  Act,  that  a  hearing 
In  the  above-entitled  proceeding  Is  as- 
signed to  be  held  on  May  25,  1949,  at 
10:00  a.  m.  (eastern  daylight  saving 
tlme>  in  Room  1011.  Temporary  BuUdlng 
6.  south  of  Constitution  Avenue  between 
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COMMISSION 

KWHK  Broadcasting  Co..  Inc. 

public  notice  concerning  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  April  19,  1949.  there  was  filed 
with  it  an  application  (BTC-757)  for  Its 
consent  under  section   310    (b)    of  the 
Communications   Act   to   the   proposed 
transfer  of  control  of  Station  KWHK, 
Hutchinson,  Kansas,  from  R.  L.  Evans, 
Frank  Fee,  Vern  Minor.  C.  L.  Burt.  John 
Richard,  and  Kenneth  McCrum  to  James 
E.  Murray.   The  proposal  to  transfer  con- 
trol arises  out  of  a  contract  of  March  17. 
1949,  pur-suant  to  which  the  transferors 
will  sell  400  shares  (100%)  of  the  stock 
of  KWHK  Broadcasting  Company.  Inc., 
licensee  of  Station  KWHK  to  transferee 
for  $21,000.   Upon  the  signing  of  the  con- 
tract the  corporation's  stock  Is  to  be 
placed  In  escrow.    Transferee  agrees  to 
release  transferors  Individually  from  any 
personal  liability  by  reason  of  any  prior 
transactions  of  the  parties  concerning 
Station  KWHK.   Further  Information  as 
to  the  arrangements  may  be  found  with 
the  application  and  associated   papers 


'Section   l.sai.  Part  1.  Rules  of  Practice 
and  Procedure. 


KYOR 

PUBLIC  NOTICE  CONCERNING  PROPOSED  AS- 
SIGNMENT OF  LICENSE  AND  CONSTRUCTION 
PERMIT  ' 

The  Commission  hereby  gives  notice 
that  on  March  16.  1949.  there  was  filed 
with  It  an  application  (BAPI^6)  for  its 
consent  under  section  310   (b)    of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  and  construction  per- 
mit of  radio  station  KYOR  from  Albert  E. 
Furlow.  Frank  O.  Forward,  Roy  M.  Led- 
ford.  Fred  H.  Rohr  and  Mary  W.  Hetzler. 
d  b  as  Silver  Gate  Broadcasting  Com- 
pany to  San  Diego  Broadcasting  Com- 
pany   The  proposal  to  assign  the  license 
arises  out  of  a  contract  of  February  14. 
1949.  pursuant  to  which  the  seller  will 
convey  all  the  assets  of  station  KYOR  to 
the  buyer  In  consideration  for  $75,000 
represented  by  $17,500  In  cash  and  a 
promissory  note  of  the  assignee  In  the 
sum  of  $57,500  payable,  without  Interest. 
In  one  year  from  the  date  of  the  approval 
of  the  transfer;  also  the  as.sumptlon  by 
the  assignee  of  all  losses  not  to  exceed 
$1  000  per  month.  In  connection  with  the 
operation  of  station  KYOR  from  Febru- 
ary 14,  1949.  and  the  right  to  any  profits 
during  the  same  period.  In  return  for 
which  the  assignor  will  give  to  the  as- 
signee a  bill  of  sale  covering  the  equip- 
ment, furniture,  fixtures  and  all  other 
assets  relating  to  operation  which  have 
a  present  value  of  approximately  $65.- 
439  58  accounts  receivable  in  the  sum  of 
approximately  $5,634.61.  leases  coverlns 
studio  space  and  transmitter  site  and  all 
advertising  contracts.    The  assignor  will 
also  assign  the  license  and  a  construction 
permit  to  Increase  power.    Further  Infor- 
mation as  to  the  arrangements  may  be 
found  with  the  application  and  associ- 
ated papers  which  are  on  file  at  the  of- 
fices of  the  Commission  In  Washington. 
D.  C. 


Friday,  May  20,  1949  * 

Pursuant  to  5  1321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  March  22,  1949,  that  starting 
on  March  19.  1949,  notice  of  the  filing 
of  the  application  would  be  Inserted  in 
the  San  Diepo  Unloi#  a  newspaper  of 
peneral  circulation  at  San  Dieqo.  Cali- 
fornia, in  conformity  with  the  above 
.section. 

In  accordance  with  the  procedure  set 
out  in  .said  .section,  no  action  will  be  had 
uDon  the  ppplication  for  a  period  of  60 
days  from  March  19.  1949.  within  which 
time  other  per.^^ons  desiring  to  apply  for 
the  facilities  Involved  may  do  ^o  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract. 

(Fee.  310  (b>,  48  Stat.  1086;  47  U.  S.  C. 
310  (b»> 

FfDERM.   COMMUNICATIONS 
CCMMISSION, 
FrE   Ll  T.  J.  SlOWIE. 

Secretary. 

IF     R.    Doc.    49-4017;    Filed,    May    19,    1949; 
8:53  a.  m.  I 


KXGI 

PUBLIC    NOTICE    CONCERNING    Pr>RPOSED 
ASSIGNMENT  OF  LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  April  25.  1949.  there  was  filed 
with  It  an  application  (BAL-865)  for  its 
consent  under  section  310  (b»  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  Station  KXGI, 
Fort  Madi-son.  Iowa,  from  Willis  L. 
A.xhby,  Billy  M.  Barran,  and  John  F. 
Courrier.  d  b  as  Hawkeye  Broadcasting 
Company  to  A.  Orrie  Carson.  The  pro- 
po.'>al  to  assign  the  licen.se  arises  out  of 
contracts  of  April  8.  1949.  pursuant  to 
which  Willis  L.  Ashby.  Billy  M.  Barran 
and  John  F.  Courrier,  doing  business  as 
the  Hawkcye  Broadcasting  Company  will 
sell  to  A.  Orrie  Carson  all  of  the  facili- 
tie.s.  Inventory,  good  will  and  a.ssets  of 
Radio  Station  KXGI  at  Fort  Madison. 
Iowa.  The  price  agreed  upon  is  $55,- 
00000.  $15.00000  of  which  has  been 
placed  in  escrow  to  be  paid  to  the  seller 
upon  approval  of  the  Federal  Commu- 
nications Commission.  $20,000.00  in  ca.»«h 
to  be  paid  by  the  buyer  to  the  seller 
within  ten  (10>  days  after  notification 
by  the  Federal  Communications  Commis- 
sion of  approval  of  sale  and  to  deliver 
to  the  seller  at  the  time  of  closing  a 
promi.s^ory  note  In  the  principal  amount 
of  S20.000.00  with  interest  at  the  rate 
of  five  per  cent  (5%)  per  annum  on 
the  balance  remaining  from  time  to  time 
due.  to  be  payable  In  eight  equal  install- 
imnts  three  months  apart,  the  first  In- 
stallment to  be  due  three  months  after 
the  date  of  said  note.  The  said  note  Is 
to  be  .secured  by  a  chattel  mortgage  upon 
all  of  the  tangible  property  used  in  and 
about  the  operation  of  and  conduct  of 
the  bu.<^ine.ss  of  Radio  Sta'ion  KXGI. 
The  buyer  agrees  to  assume  and  carry 
out  the  lease  for  the  premises  In  which 
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the  studios  and  offices  of  Radio  Station 
KXGI  are  located  and  the  lease  for  the 
real  estate  on  which  the  transmitter  and 
antenna  are  located.  All  taxes,  expenses 
and  obligations  including  salaries  of 
partners  incurred  by  the  station  be- 
tween April  8,  1949.  and  date  of  receipt 
of  Federal  Communications  Commis- 
sion's approval  are  to  be  chargeable  to 
the  operation  of  the  said  radio  station 
to  the  amount  of  $3  000.00  per  month  and 
all  gross  receipts  in  excess  of  $3.C01.00 
per  calendar  month  are  to  accrue  to  the 
buyer,  .subject  to  the  right  to.  use  in  the 
operation  of  Radio  Station  KXGI  upon 
expre.'^s  permission  of  the  buyer  had  and 
obtained  in  writing. 

Further  information  as  to  the  arrance- 
ments  may  be  found  with  the  applica- 
tion and  associated  papers  which  are  on 
file  at  the  offices  of  the  Commission  in 
Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  fiiinp  of  the  applica- 
tion, the  Commis.sion  was  advised  by 
applicant  on  May  3.  1949,  that  starting 
on  April  27,  1949.  notice  of  the  filing  of 
the  application  would  be  in.serted  in  the 
Evening  Democrat,  a  newspaper  of  gen- 
eral circulation  at  Port  Madison.  Iowa, 
in  conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  27.  1949.  within  which 
time  other  per.son.<;  desiring  to  apply  for 
the  facilities  invol\  ed  may  do  .so  upon  the 
same  terms  and  conditions  as  set  forth 
In  the  above  descrit>ed  contract. 

'Sec.  310  (b».  48  Stat.  1086;  47  U.  S.  C. 
310  <b») 

Feder-l   Communications 
Commission, 
[seal]         T.  J.  Slowie. 

Secretary. 

(F.    R.    Doc.    49-4018;    PUed,    May    19.    1949; 
8:53  a.  m.) 


'Section   1.321.  Part   1.  Rules  ol  Prac.-e 
and  Procedure. 

No.  97 2 


Florida  East  Coast  Broadcasting  Co. 

public  notice  CONCERNING  PROPOSED 

transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  April  5.  1949.  there  was  filed  with 
It  an  application  <BTC-749)  for  its  con- 
sent under  section  310  (b>  of  the  Com-, 
munications  Act  to  the  proposed  transfer 
of  control  of  Florida  East  Coast  Broad- 
casting Company,  permittee  of  WFEC, 
Miami.  Florida,  from  Maria  W.  Skinner 
and  William  E.  Benns  to  Dorothy  Bartell. 
The  proposal  to  transfer  control  arises 
out  of  a  contract  of  Marcli  3.  1949.  pur- 
suant to  which  the  seller  will  transfer  to 
the  buyer  74 '2  shares  for  a  total  con- 
sideration of  $7,450.  Maria  W.  Skinner 
will  sell  V2  shares  for  $150  and  William 
E.  Benns  will  sell  73  shares  for  $7.3C0. 
Dorothy  Bartell  now  owns  45*2  shares 
out  of  the  200  authorized  and  will  ac- 
quire control  by  the  proposed  purchase. 
She  acquired  the  said  45 '2  shares  by 
purchase  of  14 '4  shares  from  Maria  W. 
Skinner  and  30  shares  from  Cyril  Bren- 
nan  both  on  June  15.  1948.  for  a  con- 
sideration of  $100  per  share.     In  addition 
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to  the  74^2  shares  which  the  seller  will 
transfer  to  the  buyer  the  above  45 'i 
shares  now  owned  by  Dorothy  Bartell  is 
for  sale.  Further  Information  as  to  the 
arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion In  Washington,  D.  C. 

Pursuant  to  S  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public 
notice  concerning  the  filinc;  of  the  appli- 
cation, the  Commi.ssion  v.as  advised  by 
applirant  on  May  3.  1919.  that  starting 
on  May  2.  1949.  notice  of  the  filing  of  the 
p.pDlication  would  be  Inserted  in  The 
Miami  Review,  a  newsp?per  of  general 
circulation  at  Miami,  Florida,  in  con- 
formity with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of 
60  days  from  May  2.  194'J.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

'Sec.  310  (b).  48  Stat.  1036;  47  U.  S.  C. 
310  <b) ) 

Federal  Communications 
Commission, 
[sealI  T.    J.    Sl.OWIE. 

Secretary. 

|F.    R.    Doc.    49-4019;    Piled.    May    19.    1S49; 
8:53  a.  m.j 


WAZF 

PUBLIC   NOTICE    CONCERNING    PROPOSED 
AS.SIGNMENT  OF  LICENSE  * 

The  Commission  hereby  gives  notice 
that  on  April  28.  1949.  there  was  filed 
with  it  an  application  (BAL-866)  for  its 
con.sent  under  section  310  'b)  of  the 
Communications  Act  to  the  proposed  as- 
signment of  license  of  station  WAZF. 
Yazoo  City.  Mississippi,  from  the  part- 
nership of  H.  T.  Barrier,  H.  P.  Holmes 
and  B.  J.  Barrier,  Jr.,  d  b  as  Yazoo 
Broadcasting  Company,  to  WAZF,  Inc. 
The  proposal  to  assign  the  license  ari.ses 
out  of  contracts  of  March  9  and  31.  1949, 
pursuant  to  which  the  as.'iignor  partners 
will  transfer  all  property  used  in  con- 
nection with  station  WAZF  and  will  as- 
sign the  license  for  the  station  for  a  total 
consideration  of  S35.000,  of  which 
$10,000  has  been  paid  in  cash  and  the 
balance  Is  due  in  Installments  of  $2'.C00 
each  quarter  beginning  October  1,  1949. 
Interest  to  be  at  5%  per  annum.  Fur- 
ther information  as  to  the  arrangements 
may  be  found  with  the  application  and 
associated  papers  which  are  on  file  at 
the  offices  of  the  Commission  in  Wash- 
ington, D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  ca.ses 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advi.sed  May 
9.  1949,  that  starting  on  April  28.  1949." 
notice  of  the  filing  of  the  application 
would  be  Inserted  in  the  Jackson  Daily 
News,  a  newspaper  of  general  circula- 
tion at  Jackson,  Mississippi,  in  conform- 
ity with  the  above  section. 
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In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  April  28.  1948.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086:  47  U.  S.  C. 

310  (b>) 

Federal  Commttnications 
Commission, 
fsEAL]         T.  J.  Slowie. 

Secretary. 

|F     R     Doc.    4&-4020;    Filed,    May    19.    19.9; 
8  53  a.  m.) 


[Docket  No.  9307] 

6uN  Valley  Bf;oadcastinc  Co.  Inc. 
(KTYL) 

ORDER   DESIGNATING  APPLICATION  FOR 
HEARING  ON  STATED  ISSUES 

In  re  application  of  Sun  Valky  Broad- 
ca.sting  Company,  Inc.  <KTYL»,  Mesa, 
Arizona.  Docket  No.  9307.  File  No.  BP- 
6418;  for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commi.s.-;!on,  held  at  its  ofiRces  in 
Wa.shington.  D.  C.  on  the  5th  day  of  May 
1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application  of 
Sun  Valley  Broadcasting  Company.  In- 
corporated which  requests  a  construction 
permit  to  change  the  facilities  of  Station 
KTYL,  Mesa,  Arizona  from  1490  kilo- 
cycles. 250  watts  power,  unlimited  time  to 
1310  kilocycles,  500  w  1  kw-LS  power, 
unlimited  time  and  to  install  a  new 
transmitter; 

//  is  ordered,  That,  pursuant  to  section 
309  <a>  of  the  Communications  Act  of 
1934.  as  amended,  the  said  application  is 
designated  for  hearing  at  a  time  and 
place  to  be  designated  by  sub.sequent  or- 
der of  the  Commission,  upon  the  follow- 
ing i.ssues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  Station  KTYL  as  proposed  and  the 
character  of  other  broadcast  service 
available  to  those  areas  and  populations. 

2.  To  determine  whether  the  operation 
of  Station  KTYL  as  proposed  would  in- 
volve objectionable  interference  with 
Station  KWBR.  Oakland.  California,  or 
witr!  any  other  existing  broadcast  sta- 
tions and.  if  so.  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  operation 
of  Station  KTYL  as  proposed  would  in- 
volve objectionable  interference  with  the 
services  proposed  in  any  other  pending 
applications  for  broadcast  facilities  and. 
if  .so.  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  areas  and  populations. 

4  To  determine  whether  the  operation 
of  Station  KTYL  as  proposed  would  bo 
in  compliance  with  the  Commi.ssion's 
rules  and  Standards  of  Good  Engineering 
Practice  Concerning  Standard  Broadcast 


NOTICES 

Stations  with  particular  reference  to  the 
population  residing  within  the  250  mv  m 
contour  and  the  population  residing  in 
the  area  between  the  normally  protected 
and  the  interference  free  nighttime  con- 
tour. 

It  is  further  ordered.  That.  Stafford  W. 
Warner  and  Eugene  N.  Warner  d  b  as 
Warner  Brothers,  licensee  of  Station 
KWBR.  Oakland,  California,  are  made 
parties  to  this  proceeding. 

Federal  Communications 
Commission. 

fSEALl  T.   J.    Sl.OWIE. 

Secretary. 

|F.    R.   Doc.   49-4021:    Filed.   May    19.    1919; 
8:54  a.  m.l 


Standard  Broadcast  Stations  with  par- 
ticular reference  to  coverage  of  the  city 
of  Bessemer.  Alabama,  at  night. 

It  is  further  ordered.  That.  Anniston 
Broadcasting  Company,  licensee  of  Sta- 
tion WHMA.  Anniston,  Alabama,  is  made 
a  party  to  the  proceeding. 

Fedebal  Communications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.    49-4022:    Filed,    May    19.    1919: 
8:54  a.  m.) 


[Docket  No.  8256) 
Bessemer  Broadcasting  Co. 

ORDER   designating   APPLICATION    FOR 
HEARING    ON   STATED    ISSUES 

In  re  application  of  Jesse  E.  Lanier, 
Jack  Warden,  Crawford  J.  Bass  and 
Walter  G.  Petty,  Jr.,  d  b  as  Bessemer 
Broadcasting  Company,  Be.ssemer,  Ala- 
bama, Docket  No.  8526.  File  No.  BP-6202; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commi.ssion.  held  at  its  offices  in 
Washington,  D.  C.  on  the  5th  day  of 
May  1949: 

The  Commission  having  under  consid- 
eration tile  above-entitled  application  for 
a  peBmit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 1450  kilocycles,  with  250  watts 
power,  unlimited  time,  at  Bessemer.  Ala- 
bama: 

It  is  ordered.  That,  pursuant  to  sec- 
tion 309  <a)  of  the  Communications  Act 
of  1934,  as  amended,  the  said  application 
Is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  sub.sequent  or- 
der of  the  Commission,  upon  the  follow- 
ing issues: 

1.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  character 
of  other  broadcast  service  available  to 
those  areas  and  populations. 

2.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  Interference  with 
Station  WHMA,  Anniston,  Alabama,  or 
with  any  other  existing  broadcast  sta- 
tions and.  if  so.  the  nature  and  extent 
thereof,  the  areas  and  papulations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

3.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  interference  with 
the  services  proposed  In  any  other  pend- 
ing applications  for  broadcast  facilities 
and.  if  so,  the  nature  and  extent  thereof, 
the  areas  and  populations  affected  there- 
by, and  the  availability  of  other  broad- 
cast service  to  such  areas  and  popula- 
tions. 

4.  To  determine  whether  the  installa- 
tion and  oc>eration  of  the  proposed  sta- 
tion v.ould  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 


[Docket  No«.  8850-8852.  9309-9311) 

Leland  Holzer  et  al. 

order  designating  application  for  con- 
solidated hearing  on  stated  issues 

In  re  applications  of  Leland  Holzer. 
Los  Angeles.  California,  Docket  No.  8851. 
File  No.  BP-6372;  William  Odessky  and 
Lee  A.  Odessky.  a  partnership  d  b  as 
William  and  Lee  A.  Odes.sky.  Los  An- 
geles. California.  Docket  No.  8850.  File 
No.  BP-6023;  E.ssie  Brinkley  West.  Riv- 
erside. California.  Docket  No.  8852.  File 
No.  BP-6627;  H.  M.  McCollum.  tr  as 
South  Bay  Broadcasting  Company.  Her- 
mosa  Beach.  California,  Docket  No.  9309. 
File  No.  BP-6305;  Vernon  D.  Smith, 
tr  as  Public  Service  Broadcasters.  River- 
side. California.  Docket  No.  9310.  File 
No.  BP-7046:  Wm.  O.  Egerer  and  Peter 
C.  Verdell.  a  partnership  d  b  as  South 
Bay  Broadcasters.  Hermosa  Beach,  Cali- 
fornia. Docket  No.  9311.  File  No.  BP- 
7133;  for  construction  permits. 

At  a  se.ssion  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C.  on  the  5th  day  of 
May  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  applications 
of  H.  M.  McCollum.  tr  as  South  Bay 
Broadcasting  Company,  of  Vernon  D. 
Smith,  tr  as  Public  Service  Broadcasters, 
each  requesting  a  permit  to  construct  a 
new  standard  broadcast  station  to  op- 
erate on  the  frequency  880  kilocycles, 
with  250  watts  power,  daytime  only,  at 
Hermosa  Beach,  California,  and  River- 
side, California,  respectively,  and  of  Wm. 
O.  Egerer  and  Peter  C.  Verdell  d  b  as 
South  Bay  Broadcasters  which  requests 
a  permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 890  kilocycles,  with  1  kilowatt 
power,  daytime  only  at  Hermosa  Beach, 
California; 

It  appearing,  that  the  Commission  on 
March  18.  1948.  designated  for  hearing 
in  a  consolidated  proceeding  the  above- 
entitled  applications  of  Voice  of  the  Val- 
ley Company,  Leland  Holzer,  William 
and  Lee  A.  Odes.sky.  and  Essie  Brinkley 
West : 

It  further  appearing,  that  the  applica- 
tion of  Voice  of  the  Valley  Company  was 
dismissed  without  prejudice  by  Commis- 
sion order  of  January  28.  1949; 

It  is  ordered,  That  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
of  H.  M.  McCollum,  tr/as  South  Bay 
Broadcasting  Company.  Vernon  D. 
Smith,  tr  as  Public  Service  Broadcasters 
and  William  O.  Egerer  and  Peter  C.  Ver- 


Friday,  May  20,  1949 

dell  d/b  as  South  Bay  Broadcasters  are 
designated  for  hearing  in  the  above  con- 
.^olidated  proceeding;  to  be  held  at  Van 
Nuys,  Los  Angeles,  Riverside,  and 
Hermosa  Beach,  California,  commencing 
on  August  1.  1949. 

1.  To  determine  the  legal,  technical, 
financial  and  other  qualifications  of  the 
Individual  applicants  and  of  the  appli- 
cant partner.<;hip  and  the  partners  to 
construct  and  operate  the  proposed 
stations. 

2.  To  determine  the  circumstances  sur- 
rounding the  filing  and  prosecution  of 
the  applications  of  H.  M.  McCollum,  tr/as 
South  Bay  Broadcasting  Company,  Ver- 
non D.  Smith,  tr  as  Public  Service  Broad- 
casters and  William  O.  Egerer  and  Peter 
C.  Verdell  d/b  as  South  Bay  Broadcasters 
x\ith  particular  reference  as  to  whether 
full  disclosure  of  all  parties  in  interest 
has  been  made. 

3.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
Icse  primary  service  from  the  operation 
of  the  proposed  stations  and  the  char- 
acter of  other  broadcast  service  available 
to  those  areas  and  populations, 

4.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rt  ndered  and  whether  it  would  meet  the 
rt  q;.urements  of  the  populations  and 
aicas  proposed  to  be  served. 

5.  To  determine  whether  the  opera- 
tion of  the  propo.sed  stations  would  in- 
volve objectionable  interference  with  any 
existing  broadcast  stations,  and,  if  so, 
the  nature  and  extent  thereof,  the  areas 
snd  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
Ict  to  .such  areas  and  populations. 

6.  To  determine  wliether  the  opera- 
tion of  the  propHJ.sed  stations  would  in- 
volve objectionable  interference  with  the 
other  applications  in  this  proceeding  or 
with  the  services  proposed  in  any  other 
ponding  applications  for  broadcast  facili- 
ties and.  If  so,  the  nature  and  extent 
thereof,  the  areas  and  populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

7.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
tions would  be  in  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

H.  To  determine  on  a  comparative  basis 
wlutli.  if  any,  of  the  applications  in  this 
consolidated  proceeding  should  be 
granted. 

It  is  further  ordered,  That,  the  Com- 
mission's order  of  March  18.  1948  desig- 
nating the  above-entitled  applications  of 
Voice  of  the  Valley  Company.  Leland  Hol- 
zer, William  and  Lee  A.  Odessky,  and 
Es.vje  Brinkley  West  for  hearing  is  hereby 
amended  to  include  the  above-entitled 
apF^lications  of  South  Bay  Broadcasting 
Company,  of  Public  Service  Broadcasters 
and  of  South  Bay  Broadcasters  and  to 
delete  the  application  of  Votce  of  the 
Valley  Company. 

It  is  further  ordered.  That,  if,  as  a  re- 
sult of  the  consolidated  proceeding,  it 
appears  that,  were  it  not  for  the  Issues 
pending  in  the  hearing  regarding  clear 
channels  "Docket  Number  6741 »  and  in 
the  hearing  regarding  daytime  skywave 
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transmissions  (Docket  Number  8333 >  and 
the  Commission's  policy  F>ertaining 
thereto  as  announced  in  the  Public 
Notices  of  August  9.  1946  and  May  8, 
1947,  the  public  interest  would  be  best 
served  by  a  grant  of  one  or  more  of  the 
above-entitled  applications  other  than 
those  of  William  and  Lee  A.  Odes.sky  and 
Essie  Brinkley  West  then  such  applica- 
tion or  applications  shall  be  returned  to 
the  pending  file  until  after  conclusion  of 
the  said  hearings  regarding  clear  chan- 
nels and  daytime  .skywave  transmissions. 

Federal  Combiunications 
Commission, 
[SEAL]        T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.    49-4023:    Filed,    May    19.    1949; 
8; 55  a.  m.| 


FEDERAL  SECURITY  AGENCY 

Public  Health  Service 

Organization  and  Delegations  of 
Authority 

Pursuant  to  the  requirements  of  the 
Administrative  Procedure  Act  '60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.),  there  is  set 
forth  below  a  statement  of  the  current 
organization  of,  and  delegations  of  final 
authority  and  sources  of  public  informa- 
tion relating  to,  the  Public  Health 
Service.  This  statement  amends  and 
replaces  the  comparable  material  with- 
drawn from  the  Code  of  Federal  Res;ula- 
tions  December  4,  1948  <13  F.  R.  7404). 

Section  101.  General  statement.  The 
Public  Health  Service  is  one  of  the  oper- 
ating units  of  the  Federal  Security 
Agency.  The  basic  statute  under  which 
it  is  administered  is  the  Public  Health 
Service  Act  (58  Stat.  682,  42  U.  S.  C.  201 
et.  seq.),  as  amended.  The  Public 
Health  Service  also  has  primary  respon- 
sibility for  the  administration  of  the 
Water  Pollution  Control  Act  (62  Stat. 
1155,  Pub.  Law  845,  80th  Cong.).  The 
Public  Health  Service  Act  provides  for 
a  corps  of  commissioned  ofiBcers,  regular 
and  reserve,  who  have  the  ranks  and 
rates  of  pay  similar  to  ofiBcers  of  the 
Medical  Corps  of  the  Army.  The  Sur- 
geon General  is  appointed  from  the  reg- 
ular corps  for  a  four-year  term  by  the 
President,  by  and  with  the  advice  and 
consent  of  the  Senate,  to  administer  the 
Service,  under  the  supervision  and  direc- 
tion of  the  Administrator.  There  is  no 
limitation  to  liis  reappointment. 

Sec.  102.  Organization.  Through  the 
provisions  of  the  basic  statute  the  activi- 
ties of  the  Service  are  organized  in  four 
bureaus  as  follows:  (a)  OflBce  of  the 
Surgeon  General:  ib»  National  Institutes 
of  Health;  <c»  Bureau  of  Medical  Serv- 
ices; fd»  Bureau  of  State  Services.  The 
National  Institutes  of  Health  Is  adminis- 
tered as  a  part  of  the  field  service.  The 
Surgeon  General  assigns  functions,  es- 
tablishes, aboli-shes.  and  consolidates  di- 
visions, brandies,  sections,  and  other 
units  within  the  bureau  except  that  no 
division  may  be  established,  consolidated, 
abolished,  or  transferred  without  the  ap- 
proval of  the  Administrator.  The  Sur- 
geon General  assigns  one  commi.ssioned 
officer  from  the  Regular  Corpis  to  admin- 
ister the  Office  of  the  Surgeon  General, 
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to  act  as  Surgeon  General  during  the 
absence  or  disability  of  the  Surgeon  Gen- 
eral or  in  the  event  of  a  vacancy  in  that 
office,  and  to  perform  such  other  duties 
as  the  Surpeon  General  may  prescribe, 
and  while  so  a.sslgncd  he  has  the  title  of 
Deputy  Surgeon  General.  The  Surgeon 
General  assigns  six  commi.ssioned  officers 
from  the  Regular  Corps  to  be  respec- 
tively, the  Director  of  the  National  Insti- 
tutes of  Health,  the  Chief  of  the  Bureau 
of  Medical  Services,  the  Chief  of  the  Bu- 
reau of  State  Services,  the  Chief  Medical 
Officer  of  the  Coast  Guard,  the  Chief 
Dental  Officer  of  the  Service,  and  the 
Chief  Sanitary  Engineering  Officer  of  the 
Service.  Wliile  serving  each  has  the  title 
of  Assistant  Surgeon  General.  The  Sur- 
geon General  designates  one  of  the  As- 
sistant Surgeons  General  to  .serve  as  Sur- 
geon General  In  the  case  of  absence  or 
disability,  or  vacancy  in  the  offices  of 
both  the  Surgeon  General  and  the  Dep- 
uty Surgeon  General.  In  addition,  the 
Surgeon  General,  with  the  approval  of 
the  Administrator,  has  created  special 
temporary  positions  in  the  grade  of  As- 
sistant Surgeon  General. 

Sec  103.  Major  functions.  The  pww- 
ers  and  duties  of  the  Public  Health  Serv- 
ice include: 

'a)  Provisions  for  medical  and  hos- 
pital care  of  persons  declared  entitled  to 
such  benefits  by  Congress; 

<b>  Prevention  of  the  introduction  of 
communicable  diseases  into  the  United 
States  and  its  possessions  from  foreign 
countries  and  prevention  of  their  inter- 
state spread; 

*c)  Assistance  to  other  Federal  agen- 
cies in  health  and  medical  programs  for 
their  employees  and  beneficiaries  by  pro- 
viding technical  consultation  or  person- 
nel; 

<d)  Development  of  comprehensive 
programs  for  the  elimination  or  reduc- 
tion of  water  pollution,  including  action 
to  secure  abjUement  of  pollution  having 
adverse  interstate  effect; 

'e)  Licen.sing  of  biologic  products 
^vaccines,  serums,  etc.^  applicable  to  the 
prevention  and  treatment  of  diseases  of 
man,  which  are  sold  in  interstate  traffic 
or  introduced  into  the  United  States  or 
its  possessions  from  foreign  countries, 
and  the  licensing  of  establishments  man- 
ufacturing such  products; 

<f)  Conduct  of  scientific  research,  in- 
vestigations, and  demonstrations  related 
to  cause,  prevention,  and  cure  of  the 
diseases  of  man; 

^g)  Loans  of  radium; 

<  h )  Administration  of  grants-in-aid  to 
States  for  public  health  services  and  for 
survey  and  construction  of  hospitals 
and  research  facilities; 

(i)  Administration  of  grants-in-aid  to 
qualified  institutions  or  individual  scien- 
tists for  research  in  the  physical  and 
mental  diseases; 

<j)  Provision  of  technical  assistance 
and  consultative  services  to  the  States 
and  to  Federal  agencies; 

<k»  Collection  and  dissemination  of 
statistical  and  other  information  on 
health  problems; 

<1)  Training  of  professional  personnel 
in  the  public  health  and  medical  sciences 
through  (1)  fellowships  for  research 
scientists,  (2)   payment  of  tuitioa  and 
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Rtipends  for  Individuals  for  State  and 
local  health  work,  for  physicians  intend- 
InK  to  become  specialists  in  the  diagnosis 
and  treatment  of  cancer,  heart  diseases, 
oral  diseases  and  conditions,  and  mental 
health,  (3)  training  personnel  In  work 
related  to  water  pollution  control,  and 
(4)  grants  to  approved  institutions  for 
training  of  psychiatrists  and  other  per- 
sonnel concerned  with  the  care  of  mental 
patients  and  for  cancer,  heart,  and  dental 
specialists; 

(m>  Collaboration  with  the  govern- 
ments of  other  countries  and  with  inter- 
national organizations  in  the  activities 
of  world  health,  as  well  as  with  private 
national  organizations  and  institutions 
concerned  with  health. 

DELEGATIONS  OF  AUTHORITY 

Sec.  104.  Delegations  by  the  President. 
The  Federal  Security  Administrator  Is 
authorized  in  his  discretion,  to  exercise 
the  powers  of  the  President  to  specify 
ports  under  section  366  <a)  of  the  Public 
Health  Service  Act.  'See  E.  O.  9993, 
Aug.  31,1948,  13  F.  R.  5093.) 


NOTICES 


Sec.  105.  Delegations  by  the  Surgeon 
General,     (a)   The  Director  of  the  Na- 
tional Institutes  of  Health  Is  authorized 
to  exercise  the  powers  of  the  Surgeon 
General  to  make  grants-in-aid,  pursuant 
to  section  301  »d)  of  the  Public  Health 
Service  Act.  as   amended,  to  universi- 
ties,  hospitals,   laboratories,   and   other 
public  or  private  Institutions,  and  to  In- 
dividuals for  research  projects  relating 
to  the  causes,  diagnosis,  treatment,  con- 
trol, and  prevention  of  physical  and  men- 
tal diseases  and  Impairments  of  man.  as 
are  recommended  by  the  National  Ad- 
visory Health  Council,  or  with  respect 
to  cancer,  recommended  by  the  National 
Advisory  Cancer  Council,  or  with  respect 
to  mental  health,  recommended  by  the 
National  Advisory  Mental  Health  Coun- 
cil, or  with  respect  to  heart  diseases, 
recommended  by  the  National  Advisory 
Heart  Council,  or  with  respect  to  dental 
diseases  and  conditions,  recommended 
by   the   National   Advisory  Dtntal   Re- 
search Council,  and  Include  In  the  grants 
for  any  such  project  grants  of  penicillin 
and  other  antibiotic  compounds  for  use 
in  such  project. 

(b)  The  Director.  National  Institute 
of  Mental  Health  Is  authorized  to  exer- 
cise the  powers  of  the  Surgeon  General, 
pursuant  to  section  303  (b)  of  the  act. 
as  amended,  to  make  grants-in-aid  to 
public  and  other  non-profit  institutions 
to  provide  training  and  instruction,  and 
demonstrations.  In  matters  relating  to 
p.sychiatrlc  disorders,  upon  the  recom- 
mendation of  the  National  Advisory  Men- 
tal Health  Council,  but  only  to  the  extent 
necessary  for  the  purposes  of  such  train- 
ing and  Instruction;  in  addition,  to  pro- 
vide training  and  instruction  In  matters 
relating  to  psychiatric  disorders  to  per- 
sons having  proper  qualifications,  and  to 
fix  and  pay  to  any  of  such  persons  as  he 
may  designate  a  per  diem  allowance  dur- 
ing such  training  and  instruction  not  to 
exceed  $10.00.  the  number  of  such  per- 
sons receiving  such  training  and  instruc- 
tion to  be  fixed  by  the  National  Advisory 
Mental  Health  Council^ 

(c)  The  Director.  National  Institute  of 
Dental  Research  is  authorized  to  exer- 


cise the  powers  of  the  Siu-geon  General, 
pursuant  to  section  422  (f)  of  the  act.  as 
amended,  to  make  traineeship  awards  to 
Individuals  for  training  In  the  Institute 
and  elsewhere  In  matters  relating  to  the 
diagnosis,  prevention  and  ti-eatment  of 
dental  diseases  and  conditions  with  such 
stipends  and  allowances  (Including 
travel  and  subsistence  expenses*  for 
trainees  as  he  may  deem  necessary,  the 
number  of  persons  receiving  such  train- 
ing and  Instruction,  and  the  number  of 
persons  holding  such  traineeshlps.  to  be 
fixed  by  the  Council. 

<d)  The  Director.  National  Cancer 
Institute  Is  authorized  to  exercise  the 
powers  of  the  Surgeon  General,  pursuant 
to  .section  402  (O  and  section  403  (a)  <2) 
of  the  act,  as  amended,  to  make  trainee- 
ship  awardatto  individuals  having  proper 
technical  qualifications  for  training  In 
the  Institute  and  elsewhere  In  matters 
relating  to  the  diagnosis,  prevention  and 
treatment  of  cancer;  to  fix  and  pay  to 
such  Individuals  a  per  diem  allowance 
not  to  exceed  $10.00  during  such  train- 
ing and  Instruction. 

(e)   The     Director.     National     Heart 
Institute  Is  authorized  to  exercise  the 
powers  of  the  Surgeon  General,  pursuant 
to   section   412    (g)(2)    of   the   act.   as 
amended,  to  make  traineeship  awards 
to  individuals  for  training  In  the  Insti- 
tute and  elsewhere  In  matters  relating 
to  the  diagnosis,  prevention  and  treat- 
ment of  heart  diseases,  with  such  sti- 
pends and  allowances  (Including  travel 
and  subsistence  expenses)   for  trainees 
as  he  may  deem  necessary,  the  number 
of  persons  receiving  such  training  and 
instruction,  and  the  number  of  persons 
holding  such  ffaineeslilps.  to  be  fixed  by 
the  National   Advisory   Heart  Council. 
Awards  are  made  in  accordance  with  the 
National    Heart    Institute    Traineeship 
Regulations  (14  F.  R.  508). 

(f)  The  Chief.  Bureau  of  Medical 
Services,  Is  authorized  to  convene  medi- 
cal boards  for  the  examination  of  aliens 
pursuant  to  section  325  of  the  Public 
Health  Service  Act.  as  amended. 

(g)  The  Chief,  Bureau  of  Medical 
Services,  and  the  Chief,  Division  of 
Foreign  Quarantine,  Bureau  of  Medical 
Services,  are  authorized  (1)  to  issue  per- 
mits for  Importation  of  psittacine  birds 
destined  for  zoological  parks  or  research 
Institutions  In  accordance  with  §  71.152 
(b)(1)  of  the  Public  Health  Service 
Regulations  (12  F.  R.  6205);  and  (2)  to 
l.'^sue  permits  for  Importation  and  distri- 
bution of  etiological  agents  and  vectors 
In  accordance  with  §  71.156  of  the  Public 
Health  Service  Regulations  (12  F.  R. 
6205  ) 

(h)  The  Chief,  the  Assistant  Chief 
and  the  Chief  of  the  Entomological  Sec- 
tion, Division  of  Foreign  Quarantine. 
Bureau  of  Medical  Services,  are  author- 
ized to  make  findings  as  to  effectiveness 
of  Insecticides  submitted  under  §  71.513 
(e)  of  the  Public  Health  Service  ReRUla- 
tlons  (13  F.  R.  5114.5122). 

(i)  The  Chief,  Bureau  of  State  Serv- 
ices, is  authorized  to  exercise  the  powers 
of  the  Surgeon  General  d)  to  approve, 
disapprove,  or  take  other  necessary  ac- 
tion concerning  State  plans,  including 
budgets,  and  applications  for  funds  re- 
lating to  grants-ia-ald  presented  under 


sections  314  and  612  of  the  Public  Health 
Service  Act.  as  amended    •42  U.   S.  C. 
246,  291b •    and    <2'    together   with  the 
Administrative  Officer,  Bureau  of  State 
Services,  certify  vouchers  certifying  to 
the  Secretary  of  the  Treasury  payments 
under  sections  314   (f)   and  613   (a)   of 
the    Public     Health     Service     Act.     as 
amended  <42  U.  S.  C.  246  (e).  291c  (a)), 
(j)   The  Medical  Directors  of  the  Pub- 
lic Health  Service  in  the  Regional  Offices 
of  the  Federal  Security  Agency  are  au- 
thorized to  exerci.se  the  powers  of  the 
Surgeon  General  ( 1 )  to  approve  or  dis- 
approve in  connection  with  State  plans. 
Including  budgets,  presented  under  sec- 
tion 314  of  the  Public  Health  Service 
Act.  as  amended.  (42  U.  S.  C.  246 >.  (a) 
any  budget  utilizing  only  State  and  or 
local  funds  which  has  been  submitted 
specifically  In   fulfillment  of  matching 
requirements,  provided  the  funds  were 
so  accepted  by  the  Public  Health  Service 
for  the  preceding  year,    (b'    any  plan 
schedule    and    budget    which    proposes 
continuation  of   a   currently  operating 
program,  (o  any  new  local  budget  pro- 
viding for  the  Initial  participation  In.  or 
establishment  of.  a  local  health  organi- 
zation under  full-time  direction;  (2)  to 
approve  or  disapprove  modification  of 
State  plans  presented  under  section  623 
of  the  Public   Health   Service   Act.   as 
amended  (42  U.  S.  C.  291f).  except  the 
annual  modification  of  the  State  plan 
required  under  §  53.72  (d)  of  the  Public 
Health   Service   Regulations    (12   F.   R. 
6876)  ;  and  (3)  to  sign  vouchers  certify- 
ing to  the  Secretary  of  the  Treasury 
payments  under  section  625  (b)   of  the 
Public  Health  Service  Act,  as  amended, 
(42  U.  S.  C.  291h  (b)). 

(k)  The  Medical   Officer   In   Charge. 
Alaska  Health  and  Sanitation  Actlvltle.^. 
is  authorized  to  exercise  the  powers  of 
the  Surgeon  General  to  approve  or  di  - 
approve,  in  connection  with  plans,  in- 
cluding budgets,  presented  by  the  Terri- 
tory of  Alaska  under  section  314  of  the 
Public  Health  Service  Act.  as  amended. 
(42  U.S.  C.  246).  (a»  any  budget  utilizing 
only  Territorial  and  or  local  funds  which 
has  been  submitted  specifically  in  fulfill- 
ment of  matching  requirements,  provided 
the  funds  were  so  accepted  by  the  Pub- 
lic Health  Service  for  the  preceding  year, 
(b>  any  plan  schedule  and  budget  which 
proposes   continuation   of   a   currently- 
operating   program,   (c)    any  new  lot-al 
budget  providing  for  the  Initial  partici- 
pation in,  or  establishment  of,  a  local 
health  organization  under  full-time  di- 
rection. 


Sec.  106.  Location  of  offices.  The 
headquarters  of  the  Public  Health  Serv- 
ice are  located  in  Washington,  D.  C. 
The  mailing  addre.ss  Ls  Washington  25. 
D.  C.  The  National  Institutes  of  Health 
Is  located  at  Bethesda.  Md.  Its  mailing 
address  is  Bethesda  14,  Md.  There  are 
other  field  stations  in  the  continental 
United  States  and  Its  Insular  and  terri- 
torial  possessions.  (See  List  of  Field 
Installations,  section  161  et  seq..  infra.) 

Sec.  107.  Advisory  bodies.  The  Con- 
gress has  established  certain  advisory 
councils  and  boards  to  assist  the  Surgeon 
General  and  the  Admini.strator  In  carry- 
ing out  specific  functions  of  the  Service. 
They  are  composed  of  outstanding  ex- 
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perts  in  medicine,  public  health  and  re- 
lated professions.  In  addition,  the  Sur- 
geon General  from  time  to  time  appoints 
advisory  committees  of  experts  to  make 
recommendations  on  particular  sub- 
jects.   These  bodies  are  as  follows: 

(a)  National  Advisory  Health  Council. 
This  council  advises,  consults  with,  and 
makes  recommendations  to  the  Surgeon 
General  upon  matters  relating  to  health 
activities  and  functions  of  the  Service. 
It  reviews  and  makes  recommendations 
on  re.search  in  the  medical  and  related 
.sciences  exclusive  of  research  carried  on 
in  particular  fields  such  as  cancer,  heart, 
mental,  and  dental  research.  It  certi- 
fies approval  of  grants-in-aid  for  re- 
.search projects  to  universities,  hospitals, 
laboratories,  and  other  public  or  private 
Institutions,  and  to  Individuals.  It  rec- 
ommends regulations  to  provide  for  the 
apprehension,  examination,  and  deten- 
tion of  f>ersons  known  to  he  spreading 
communicable  diseases  from  State  to 
State. 

(b)  National  Advisory  Cancer  Coun- 
cil. This  council  reviews  and  certifies 
approval  to  the  Surgeon  General  of  d) 
research  projects  relating  to  the  cause, 
prevention,  or  methods  of  diagnosis  and 
treatment  of  cancer;  (2)  applications 
for  grants-in-aid  for  research  and  con- 
trol projects  from  universities,  hospitals, 
laboratories,  and  other  public  or  private 
institutions,  and  from  Individuals;  (3) 
applications  for  grants-in-aid  for  con- 
struction of  facilities  for  cancer  research 
and  training.  It  advi.<:es  the  Surgeon 
General  on  the  provl.sion  for  training 
and  Instruction  in  technical  matte'rs  re- 
lating to  the  diagnosis  and  treatment  of 
cancer,  and  other  matters  relating  to 
cancer.  It  collects  and.  with  the  ap- 
proval of  the  Surgeon  General,  makes 
available  to  interested  organizations 
and  Individuals  Information  concerning 
studies  being  carried  on  at  home  or 
abroad.  It  recommends  the  acceptance 
of  conditional  gifts  for  cancer  research 
and  re.search  facilities. 

(c)  National  Advisory  Dental  Re- 
search Council.  This  council  reviews  and 
certifies  approval  to  the  Surgeon  General 
of  (1)  research  projects  relating  to  the 
cause,  prevention,  or  methods  of  diag- 
nosis and  treatment  of  dental  diseases 
and  conditions  and  (2)  applications  for 
Rrants-ln-ald  for  research  projects  from 
public  or  private  institutions,  and  for 
training.  Instruction,  and  traineeshlps 
from  public  and  other  non-profit  insti- 
tutions. It  collects  Information  as  to 
studies  being  carried  on  at  home  or 
abroad  and.  with  the  approval  of  the 
Surgeon  General,  makes  available  such 
Information  to  Interested  individuals  and 
organizations;  recommends  the  accept- 
ance of  conditional  gifts  for  dental 
re.search  and  research  facilities;  advises 
the  Surgeon  General  with  re.'^pect  to 
other  matters  pertaining  to  dental  dis- 
eases. 

(d)  National  Advisory  Heart  Council. 
This  council  reviews  and  certifies  ap- 
proval to  the  Surgeon  General  of  (D  re- 
search projects  relating  to  the  cause, 
prevention,  methods  of  diagnosis,  or 
treatment  of  heart  diseases  and  (2)  ap- 
plications for  grants-in-aid  for  research 
projects  to  public  or  private  Institutions, 
and  for  training,  instruction,  fellowships 
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and  traineeshlps  to  public  and  other  non- 
profit ln.stitutIons.  It  collects  Informa- 
tion as  to  studies  being  carried  on  at 
home  and  abroad,  and  with  the  approval 
of  the  Surgeon  General  makes  available 
such  information  to  interested  indi- 
viduals and  organizations;  recommends 
the  acceptance  of  conditional  gifts  for 
heart  research  and  research  facilities; 
advises  the  Surgeon  General  In  respect  to 
other  matters  pertaining  to  lieart  dis- 
eases.   ^ 

(e)  National  Advisory  Mental  Health 
Council.  This  council  advices  and  makes 
recommendations  to  the  Surgeon  General 
on  matters  relating  to  the  activities  and 
functions  of  the  Service  In  the  field  of 
mental  health;  it  reviews  and  recom- 
mends research  projects  or  programs  to 
the  Surgeon  General;  collects  informa- 
tion on  research  and  makes  It  available 
to  interested  organizations  and  individ- 
uals; recommends  and  certifies  approval 
of  grants-in-aid  for  research,  training, 
and  Instruction;  determines  the  number 
of  specialists  to  be  trained  In  psychiatry 
by  the  Public  Health  Service. 

(f)  Federal  Hospital  Council.  This 
council  approves  the  regulations  for  the 
administration  of  the  Hospital  Survey 
and  Construction  Act;  considers  appeals 
from  States  upon  disapproval  of  State 
plans  by  the  Surgeon  General;  appoints 
special  advLsory  committees ;  and  advises 
the  Surgeon  General  in  the  administra- 
tion of  the  hospital  survey  and  construc- 
tion program. 

(g)  Water  Pollution  Control  Advisory 
Board.  Tills  board  reviews  policies  and 
programs  of  the  Public  Health  Service 
In  respect  to  water  pollution  control  and 
makes  recommendations  thereon  in  re- 
ports to  the  Surgeon  General. 

Sec.  108.  Conferences.  Conferences 
of  State  and  Territorial  Health  Officers 
and  State  and  Territorial  Hospital  Sur- 
vey and  Construction  Authorities  are 
called  annually  by  the  Surgeon  General. 
The  Surgeon  General  may  call  other  such 
conferences  when  the  interests  of  the 
public  health  warrant.  Upon  the  re- 
quests of  five  or  more  State  agencies  the 
Surgeon  General  must  call  a  conference 
of  the  authorities  requesting  the  con- 
ference. When  matters  relating  to  men- 
tal health  are  discussed.  State  mental 
health  authorities  are  invited  to  attend 
the  Conference  of  State  and  Territorial 
Health  Officers.  The  conferences  are  de- 
signed to  provide  opportunity  for  mutual 
consultation  between  State  health  au- 
thorities and  Public  Health  Service  of- 
ficials and  for  the  Surgeon  General  to 
present  contemplated  grant-in-aid  regu- 
lations and  amendments.  The  Chief  of 
the  Children's  Bureau  joins  the  Surgeon 
General  in  the  conduct  of  such  of  these 
conferences  as  are  of  Interest  to  the 
Bureau. 

Sec.  109  Final  opinions.  All  final 
opinions,  orders,  and  rules  not  limited 
in  their  application  to  matters  of  in- 
ternal management,  except  those  which 
the  Surgeon  General  may  for  good  cause 
hold  confidential,  are  available  for  pub- 
lic Inspection  at  headquarters  or  field 
Installations.  For  those  relating  to  bio- 
logical products  make  application  to  the 
National  Institutes  of  Health.  Bethesda 
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14.  Md.;   for  all  others,  to  the  Public 
Health  Service,  Washington  25,  D.  C. 

Sec.  110.  Disclosure  of  official  records 
and  information.  Official  records  of  the 
Service  are  made  available  for  public 
inspection  in  accordance  with  regulations 
of  the  Surgeon  General  (42  CFR  1.101 
to  1.103;  13  F.  R.  7404).  These  regula- 
tions also  specify  the  extent  to  which 
information  in  the  possession  of  the 
Service  shall  be  confidential  and  not 
disclosed  except  under  the  particular 
circimistances  stated. 

office  of  the  surgeon  general 

Sec.  121.  Functions.  The  major  func- 
tion of  the  Office  of  the  Surgeon  General 
Is  administration  of  the  internal  affairs 
of  the  Public  Health  Service,  as  con- 
trasted with  administration  of  services 
to  the  public  by  other  bureaus.  A  sec- 
ond important  function  Is  to  advise  and 
assist  the  Surgeon  General  and  his  staff 
in  the  formulation  of  policies  and  in  the 
planning  of  future  programs  for  the  ad- 
vancement of  national  health.  The  of- 
fice Is  headed  by  the  Deputy  Surgeon 
General,  assisted  by  the  Executive 
Officer. 

Sec.  122.  Diinsions  —  (a)  Commis- 
sioned Officers,  Division  of.  This  divi- 
sion Is  responsible  for  personnel  admin- 
istration of  all  commissioned  officers. 
Regular  and  Reserve,  regardless  of  their 
profe.ssional  classification.  The  specific 
functions  of  the  division  Include:  re- 
cruitment, assignment,  training,  utili- 
zation, promotion,  separation,  retire- 
ment, and  discipline  of  the  Commis- 
sioned Corps.  The  Chief  of  the  Divi- 
sion is  a  Medical  Director. 

(b)  Dentistry,  Division  of.  This  divi- 
sion exercises  general  supervision  over 
professional  standards  and  performance 
in  all  oral  health  activities  of  the  Pub- 
lic Health  Service.  The  Chief  of  the 
Division  v^o  Is  the  Chief  Dental  Officer 
of  the  Service  advises  the  Surgeon  Gen- 
eral and  the  operating  bureaus  and  di- 
visions as  to  the  professional  qualifica- 
tions of  dental  personnel,  the  standards 
of  oral  health  service  rendered  to  bene- 
ficiaries of  the  Service,  and  the  stand- 
ards for  dental  equipment  and  mate- 
rials purchased  by  the  Service.  He  ad- 
vises the  Surgeon  General  on  plans  for 
the  improvement  of  oral  health  in  the 
general  population. 

(c)  Nursing,  Division  of.  The  Division 
of  Nursing  furnishes  leadership  and  de- 
velops standards  for  all  nursing  activi- 
ties. The  division  arranges  for  research 
In  and  studies  of  nursing  problems  as 
they  affect  activities  of  the  Service  di- 
rectly or  of  States,  political  subdivisions 
and  health  and  educational  organiza- 
tions, agencies,  or  institutions;  advises 
with  the  Chiefs  of  bureaus,  divisions, 
and  oflices  of  the  Sei"vice  on  the  orderly 
development  of  programs,  evaluation  of 
progre.ss,  and  utilization  of  nurse  per- 
sonnel; establishes  general  nursing  poli- 
cies, and  furnishes  con.sultative  .service 
In  nursing.  The  Chief  of  the  Division  • 
advi.ses  the  Surgeon  General  on  all 
nursing  matters. 

(d)  Public  Health  Methods,  Division 
of.  This  division  evaluates  national 
health  problems  through  measurement 
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of  the  nature  and  extent  of  ill  health  In 
the  population,  the  services  and  facilities 
which  are  available,  and  the  means  by 
which  those  services  and  facilities  are 
employed  to  meet  health  needs;  to  de- 
velop methods  for  meeting  such  prob- 
lems: and  to  advise  the  Surgeon  Gen- 
eral on  these  matters. 


Sec   123.  Offices— (&">  Budget  and  Fi- 
nance, Office  of.    This  office,  headed  by 
the  Budget  and  Fiscal  Officer,  adminis- 
ter'; all  budgetary  and  fiscal  affairs  of  the 
Public  Health  Service  through  two  main 
subdivisions :  (1  •  The  Budget  Office  plaris 
and  directs  the  preparation  of  all  esti- 
mates of  appropriations  required  for  the 
Service  Including  the  justifications  for 
Kuch  appropriations:  formulates  instruc- 
tions,   initiates    policies    and   standards 
necessary  to  develop  the  comprehensive 
budget  for  the  Service;  allocates  appro- 
priations to  operating  units  of  the  Serv- 
ice* (2)  the  Fiscal  Office  formulates  and 
administers   plans,   policies,  procedures 
and  practices  for  appropriation  and  fund 
accounting  of  the  Service,  including  the 
maintenance  of  a  system  of  fund  and 
cost  accounts  to  reflect  the  accrued  liabil- 
ity of  the  Government:    the  examina- 
tion   and    expenditure    documents,    the 
processing  of  claims  by  personnel  and 
vendors  against  the  Government;   and 
the  collection  of  and  accounting  for  reve- 
nue and  receipts  through  Service  opera- 
tions. ,  ,      „  ,  ,. 

<bt  International    Health    Relations. 
Office  of.    This  office  supervises  and  co- 
ordinates all  activities  in  the  interna- 
tional health  field.    It  maintains  liaison 
with  agencies  in  this  field;  represents  the 
Service  in  international  health  confer- 
ences; directs  a  program  of  international 
exchange  of  health  personnel  and  edu- 
cational material;  drafts  sanitary  con- 
ventions   and    regulations    and    health 
reports  required  by  international  agree- 
ments; collects  and  distribute  data  re- 
lating to  foreign  medical  and  health  in- 
stitutions:    supervises     special     health 
missions  to  foreign  countries  and  advises 
the  State  Department,  upon  request,  re- 
garding plans,  programs,  and  policies  in 
connection  with  the  World  Health  Or- 
ganization: advises  the  Surgeon  General 
on  international  health  matters. 

(c)  Manaaement  Services.  Office  of. 
This  office  provides  guidance  and  assist- 
ance in  problems  of  organization  and 
procedures,  especially  those  matters 
crossing  bureau  lines  or  calling  for  tech- 
nical a^sslstance  not  provided  by  other 
functional  offices. 

(d>  Personnel.  Office  of.  This  office  is 
responsible  for  planning  and  adminis- 
tering recruitment,  selection,  promotion, 
transfer,  rea.ssignment.  classification,  ap- 
pointment, training,  retirement  and  for 
promoting  the  maximum  utilization  of 
all  Civil  Service  employees,  departmental 
and  field  of  the  Public  Health  Service 
and  for  coordinating  Service  personnel 
policies,  procedures,  and  methods. 

(e>  Purchase  and  Supply.  Office  of. 
This  office  is  responsible  for  the  procure- 
ment of  all  equipment  and  supplies  of 
the  Service.  It  gives  technical  guidance 
to  field  stations  which  do  much  of  their 
own  purchasing.  It  keeps  property  rec- 
ords and  promotes  the  best  use  of  items 
purchased. 


NOTICES 

NATIOWAL  INSTITUTES  OF  HEALTH 

Sec.    131.    Functions.    The    National 
Institutes  of  Health  is  the  research  bu- 
reau of  the  Public  Health  Service,  (a) 
The  bureau  is  composed  of  several  insti- 
tutes each  of  which  conducts  broad  pro- 
prams  of  research  in  its  respective  field. 
Many  projects  are  initiated  as  cooper- 
ative studies  with  other  Federal  agencies 
and  with  private  institutions  and  organi- 
zations.   The    exceptional    facilities    of 
the  Institutes  are  made  available  to  re- 
search scientists  of  such  organizations. 
The  studies  of  the  component  institutes 
are  coordinated  In  a  comprehensive  pro- 
gram of  research  so  that  a  particular 
problem   may   be   approached   through 
various  related  sciences.    Many  .-studies 
are  conducted  in  the  field  or  in  facilities 
of  cooperating  institutions. 

(b>  The  National  Institutes  of  Health 
administers  a  program  of  grants-in-aid 
for   research   in   the   medical   sciences. 
Through  this  program  the  Service  pro- 
vides financial  assistance  to  public  and 
private  institutions  and  to  individuals 
whose  applications  for  such  aid  are  rec- 
ommended and  certified  by  the  National 
Advisory  Health  Council,  or  with  respect 
to  cancer,  recommended  by  the  National 
Advisory  Cancer  Council,  or  with  respect 
to  mental  health,  recommended  by  the 
National  Advisory  Mental  Health  Coun- 
cil, or  with  respect  to  heart  diseases,  rec- 
ommended   by    the    National    Advisory 
Heart  Council,  or  with  respect  to  dental 
diseases  and  conditions,  recommended 
by  the  National   Advisory  Dental  Re- 
search   Council.    Fellowships    for    re- 
search scientists  are  pcovlded  by  the  In- 
stitutes.   The  Director  of  the  Institutes, 
in  addition  to  administering  the  work  of 
the  Institutes,  advises  the  Surgeon  Gen- 
eral and  coordinates  research  programs 
initiated  by  other  bureaus  of  the  Sew- 
ice  with  those  of  the  Institutes. 


Sec.  132;  Institutes— (a.)  Experi- 
mental Biology  and  Medicine  Institute. 
This  Institute,  comprising  the  Labora- 
tory of  Biochemistry  and  Nutrition,  the 
Laboratory  of  Pathology  and  Pharmacol- 
ogy, the  Laboratory  of  ChemL^try  and 
Chemotherapy,  and  the  Laboratory  of 
Physical  Biology,  conducts  a  broad  re- 
search program  which  extends  beyond, 
as  well  as  cuts  across  and  supports,  the 
categorical  lines  of  research  established 
by  specific  legislation.  It  has  as  its  ob- 
jective, not  only  basic  research  In  the 
field  of  experimental  biology  and  medi- 
cine, but  also,  the  application  of  such 
research  to  disease  in  general. 

(b>  Microtnolopical  Institute.  This 
Institute,  comprising  the  Laboratory  of 
Infectious  Diseases,  the  Laboratory  of 
Tropical  Diseases,  the  Laboratory  of 
Biologies  Control,  and  the  Rocky  Moun- 
tain Laboratory  located  at  Hamilton. 
Mont.,  conducts  fundamental  research 
on  the  growth  requirements,  metabolism, 
and  conditions  of  survival  of  micro- 
organisms as  related  to  public  health. 
Within  this  Institute  are  pursued  pro- 
grams wherein  this  fundamental  knowl- 
edge is  applied  to  the  problems  of  pre- 
vention and  control  of  Infectious  diseases. 
It  also  administers  the  provisions  of  the 
Public  Health  Service  Act  concerning  the 
licensure  of  production  for  sale  of  cer- 
tain viruses,  serums,  toxins,  and  anal- 


ogous products,  and  conducts  related  re- 
search It  makes  epidemiological  and 
other  field  studies  of  infectious  diseases 
when  necessary. 

(c)  National  Cancer  Institute.     This 
Institute  conducts  and  spon.sors  research 
on  the  causes,  prevention,  and  treatment 
of  cancer.     It  provides  fellowships  for 
research  sclentLsts  in  this  field,  as  well 
as  financial  assistance   for  physicians 
desiring  special  training  in  the  diagnosis 
and  treatment  of  cancer.  It  loans  radium 
to  qualified  hospitals  for  the  treatment  of 
cancer  patients.    It  administers  a  special 
program  of  grants-in-aid  to  public  and 
private  institutions  for  cancer  research. 
(d>   National  Heart   Institute.     This 
Institute  conducts,  assists,  and  fosters 
research.  Investigation,  experiments,  and 
demonstrations  relating   to  the  cause, 
prevention,  and  methods  of  diagnosis  and 
treatment  of  diseases  of  the  heart  and 
circulation.    It    provides    training,    in- 
struction, traineeships.  and  research  fel- 
lowships by  making  grants  to  public  and 
other   non-profit   Institutions.     It   also 
maintains  traineeships  and  research  fel- 
lowships at  the  Institute.     It  provides 
grants-in-aid  to  public  and  private  in- 
stitutions and  to  Individuals  for  research 
projects,  including  grants  for  construct- 
ing research  facilities  and  for  the  care 
of  patients  therein,  as  are  necessary  for 
such  research.     It  serves  as  the  focal 
point  for  the  dissemination  of  informa- 
tion in  respect  to  heart  diseases. 

(e)  National  Institute  of  Dental  Re- 
search. This  Institute  conducts,  assists, 
and  fosters  research,  investigations,  ex- 
periments, and  studies  relating  to  the 
cause,  prevention,  and  methods  of  diag- 
nosis and  treatment  of  dental  diseases 
and  conditions.  Including  chemical  re- 
searches on  the  relationship  of  fluorides 
to  caries.  It  provides  traineeships  and 
research  fellowships  in  the  Institute.  It 
administers  grants  to  public  and  non- 
profit institutions  for  training,  instruc- 
tion, and  traineeships.  It  provides 
grants  for  research  to  public  and  private 
Institutions.  It  promotes  the  coordina- 
tion of  dental  research  conducted  by  the 
Institute,  other  agencies,  organizations, 
and  individuals. 

(f)  National     Institute     of     Mental 
Health.    This  Institute  administers  the 
national  mental  health  program  author- 
ized by  the  National  Mental  Health  Act. 
It  supports  research  into  the  prevalence, 
causes,  diagnosis,  and  prevention  of  men- 
tal illne.sses  by  grants-in-aid  to  public 
or   private   Institutions   and   individual 
scientists;  conducts  in-service  studies  in 
this  field;  and  makes  available  informa- 
tion relating  to  such  research.    It  pro- 
vides training  through  grants-in-aid  to 
public  and  other  non-profit  institutions; 
conducts  In-service  training  hi  mental 
health.    It  assists  States  In  developinc 
and  maintaining  adequate  mental  healtli 
programs  and  facilities  through  grant>- 
In-aid.  demonstrations  and  consultative 
services.    It  cooperates  with  State  men- 
tal health  authorities  and  other  organi- 
zations in  studying  mental  health  re- 
sources and  needs,  and  in  improving  fa- 
cilities for  the  care  of  the  mentally  ill; 
with  Federal  and  other  official  and  pri- 
vate agencies,  including  the  furnishinf: 
of  psychiatric  services  to  the  Juvenile 
Court  of  the  District  of  Columbia.    It 
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collects  and  publishes  statistics  on  pa- 
tients in  mental  institutions  and 
psychiatric  clinics.  It  also  operates  two 
hospitals  for  the  treatment  of  mentally 
111  beneficiaries  of  the  Public  Health 
Service  and  other  Federal  agencies,  nar- 
cotic drug  addicts  who  have  been  con- 
victed of  Federal  oflfen.ses.  and  narcotic 
drug  addicts  who  voluntarily  apply  for 
treatment. 

Sec  133.  Director,  Office  of.  This  of- 
fice !.«:  responsible  for  the  supervision  and 
direction  of  the  work  conducted  by  the 
National  Institutes  of  Health.  It  cooper- 
ates with  other  scientific  organizations 
for  the  purpose  of  coordinating  medical 
re.search  by  means  of  research  grants  and 
fellowship  programs.  It  is  responsible 
for  publication  and  di.s.semination  of  sci- 
entific findings  to  research  workers, 
health  authorities,  and  others. 

<  a )  Executive  Office.  This  office  Is  re- 
sponsible for  administrative  manage- 
ment activities  Including  supervision  of 
personnel,  finance,  purchase  and  supply, 
laboratory  and  administrative  service 
sections,  and  general  administrative 
planninK  and  coordination. 

(b>  Reaearch  Grants  and  Fellowships, 
Division  of.  This  division  acts  as  a 
clearing  house  In  processing  and  audit- 
ing all  research  grants  made  by  the  Pub- 
lic Health  Service.  It  administers  the 
program  of  granting  fellowships  for  re- 
search scientists. 

'c»  Research  Planning,  Office  of. 
This  offlce  maintains  a  clearing  house  of 
current  Information  concerning  research 
projects  operated  by  all  units  of  the  Pub- 
lic Health  Service:  secures  from  the  Divi- 
sion of  Research  Grants  and  Fellowships. 
National  Institutes  of  Health,  sfmmary 
information  on  projects  of  research 
grantees.  It  compiles  data  on  the  cur- 
rent research  of  outside  Institutions  and 
Individuals  In  fields  of  Interest  to  public 
health  and  develops  methods  of  apprais- 
ing the  general  areas  In  which  Public 
Health  Service  research  should  be  ex- 
panded or  contracted. 

<d)  Scientific  Reports,  Office  of.  This 
offlce  provides,  directs,  and  coordinates 
scientific  writing,  editing,  publishing, 
pre.ss  relations,  and  related  services  for 
the  National  Institutes  of  Health.  These 
services  include  the  production  and  dis- 
tribution of  educational  and  Informative 
materials,  operation  of  a  medical  re- 
search library,  provision  of  a  translating 
service,  and  provision  of  scientific  photo- 
graphic service.  It  Is  responsible  for 
general  policy  supervision  of  the  editorial 
and  public  education  services  of  the  vari- 
ous In.stltutes. 

BtTREAXT    or    MEDICAL    SERVICES 

Sec.  141.  Functions.  The  major  func- 
tions of  the  Bureau  of  Medical  Services 
are  to  administer  hospital  and  out-pa- 
tient care  to  Federal  beneficiaries,  to 
a.ssl.st  the  States  in  developing  facilities 
and  methods  for  such  care,  to  carry  on 
the  foreign  quarantine  and  Immigration 
program,  and  to  furnish  technical  advice 
and  personnel  to  other  Federal  agencies 
in  the  health  care  of  their  employees  and 
beneficiaries.  In  general.  It  deals  with 
clinical  activities  as  contrasted  with  re- 
search in  the  National  Institutes  of 
Health,  and  with  public  health  programs 
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of  the  Bureau  of  State  Services.    It  as- 
signs officers  of   the  Service   to  other 
Federal  agencies  for  the  purpose  of  de- 
veloping, .supervising,  and.  in  some  cases, 
rendering  medical  care.     It  cooperates 
with  the  Chief  Medical  Officer  of  the 
Coast  Guard,   a  Public  Health   Service 
Officer,   in   administering   medical    and 
dental  service  to  the  U.  S.  Coast  Guard 
at   shore  stations   and   aboard   vessels. 
Medical  and  psychiatric  units  at  Federal 
penal  institutions  are  staffed  by  profes- 
sional  personnel  of  the  Service  under 
direct  administration  of  a  Public  Health 
Service  officer  assigned  to  the  Bureau  of 
Prisons  for  this  purpose.    The  hospitals, 
medical  service,  and  public  health  pro- 
grams of  the  Bureau  of  Indian  Affairs. 
Department  of  the  Interior,  are  super- 
vised by  Public  Health  Service  officers. 
Other  Federal  apencles  to  which  one  or 
more  Public  Health  Service  officers  are 
assigned  for  the  development  and  ad- 
ministration  of   medical   programs   in- 
clude: Bureau  of  Employees'  Compensa- 
tion. Bureau  of  Old-Age  and  Survivors 
Insurance,  and  the  Offlce  of  Vocational 
Rehabilitation  of  the  Federal  Security 
Agency;  the  U.  S.  Maritime  Commission; 
and  the  Foreign  Service  of  the  Depart- 
ment of  State. 

Sec.  142.  Divisions — (a)  Federal  Em- 
ployee Health.  Division  of.  This  division 
has  general  responsibility  for  carrying 
out  the  functions  to  be  performed  by  the 
Service  in  connection  with  health  pro- 
grams for  Government  employees  as  au- 
thorized by  the  act  of  August  8.  1946  <60 
Stat.  903.  5  U.  8.  C.  150).  It  develops 
policies  and  standards,  conducts  studies, 
and  prepares  analyses  relating  to  em- 
ployee health  programs  In  Government; 
provides  consultative  services  to  the 
heads  of  departments  and  agencies  of 
the  Federal  Goverment  Including  gov- 
ernment owned  and  controlled  corpora- 
tions; reviews  and  appraises,  upon  proper 
request,  the  health  programs  being  con- 
ducted, submitting  appropriate  comment 
and  recommendations;  and  negotiates 
contracts  with  departments  and  agencies 
for  the  operation  of  such  programs. 

(b)  Foreign  Quarantine.  Division  of. 
This  division  Is  Immediately  responsible 
for  the  enforcement  of  the  foreign  quar- 
antine regulations  which  apply  to  sea. 
land,  and  air  traffic.  Officers  of  the  Serv- 
ice examine  crews  and  passengers  ar- 
riving at  sea  and  air  ports  and  border 
stations  In  the  United  States  for  the  pur- 
pose of  preventing  the  Introduction  of 
communicable  diseases.  It  also  admin- 
isters activities  In  connection  with  the 
physical  and  mental  examination  of  im- 
migrants to  the  United  States.  For  this 
purpose,  officers  of  the  Service  are  de- 
tailed to  consulates  of  the  United  States 
In  foreign  countries  and  to  the  quaran- 
tine and  Immigration  stations  of  this 
country.  At  .small  ports  of  entry  and- 
border  stations,  quarantine  and  immi- 
gration services  are  provided  through  the 
principal  stations.  (See  List  of  Field  In- 
stallations. Sec.  164.)  At  certain  foreign 
ports  persons  intending  to  emigrate  to 
the  United  States  are  examined  by  the 
Public  Health  Service  officers  before  re- 
ceiving their  visas.  At  Immigration  sta- 
tions in  this  country  immigrants  are  ex- 
amined and  the  Public  Health  Service 
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certifies  to  the  Immigration  and  Natural- 
ization  Service   of   the   Department    of 
Justice  the  physical  and  mental  diseases 
and  defects  found  in  such  persons.    The 
division  operates  many  major  quarantine 
stations  in  the  continental  United  States; 
additional  ports  and  border  points  are 
served  through  the.se  stations,  through 
the  facilities  of  the  Service,  or  through 
part-time  quarantine  officers.    Quaran- 
tine stations  are  also  located  in  Ala."^ka, 
Hawaiian  Islands,  Panama  Canal  Zone, 
Puerto  Rico,  and  the  Virgin  Islands.    ( See 
List  of  Field  Installations.  Sec.  164. )    Of- 
ficers of  the  Service  are  a.s.signed  for  im- 
migration service  to  American  consulates 
in  Canada.  China,  Cuba.  England.  Prance, 
Germany,  Holland.  Italy,  and  in  Mexico, 
(c)   Hospitals.  Divi.sion  of.    This  divi- 
sion operates  24  hospitals  and,  by  direc- 
tion of  the  Federal  Security  Administra- 
tor,   .supervises    the    administration    of 
Preedmen's  Hospital.  Wa.shington.  D.  C. 
Twenty-one  of  the  hospitals  are  operated 
as  general  hospitals;  two,  at  Fort  Stan- 
ton. N.  Mex..  and  Rockaway  Beach,  Long 
Island.  N.  Y.,  are  tuberculosis  hospitals; 
and  one,  at  Carville,  La.,  is  the  National 
Leprosarium.    The  National  Leprosarium 
receives    persons    afflicted    with    leprosy 
from  any  part  of  the  United  States  and 
provides  medical  and  institutional  care 
for  them.    Freedmen's  Hospital  is  oper- 
ated as  a  general  hospital.     It  is  the 
teaching  hospital  of  Howard  University. 
The  division  also  furnishes  medical  and 
dental  care  to  beneficiaries  of  the  Service 
in  clinics  and  outpatient  offices  located 
at  coastal  and  Inland  ports  not  served  by 
a  Marine  Hospital.    In  all  there  are  144 
Service  hospitals,  clinics,  and  outpatient 
offices  In  the  continental  United  States 
and    its   territories    and    possessions   to 
which  beneficiaries  of  the  Service  may 
turn  for  immediate  attention.     Several 
of   the   Marine   Hospitals   also   operate 
outpatient  departments  in  the  bu.siness 
sections  of  the  ports  which  they  serve. 
(See  List  of  Field  Installations.  Sec.  163.) 
(d)   Hospital    Facilities,    Division    of. 
This  division  Is  immediately  responsible 
for  the  administration  of  the  Hospital 
Survey  and  Construction  Act  '60  Stat. 
1040.  42  U.  S.  C.  291).    This  act  author- 
izes the  appropriation  of  Federal  funds 
to  be  allotted  to  the  States  as  grants- 
in-aid  for  the  conduct  of  Statewide  sur- 
veys of  the  needs  for  hospitals  and  re- 
lated facilities  and  for  the  construction 
of  .such  facilities  by  States,  political  sub- 
divisions   and    other   public    or   private 
nonprofit   agencies.     The  division   con- 
ducts fact-finding  studies  with  re.spect 
to  hosiptal  services  and  related  facilities 
and  provides  consultative  and  technical 
aid  to  the  States  Irj  the  various  pha.ses  of 
their  hospital  survey  and  construction 
programs. 

bureau   of   state   SERVICES 

Sec.  151.  Functions.  The  major  func- 
tion of  this  Bureau  is  the  administration 
of  all  phases  of  the  Federal-State  co- 
operative health  program.  The  bureau 
is  responsible  for  administrative  pro- 
grams at  headquarters,  and  supervises 
field  services  to  the  States.  It  coordi- 
nates all  similar  services  administered  by 
other  bureaus  or  divisions.  Administra- 
tive activities  common  to  all  the  Federal - 
State  cooperative  picgrcims  and  common 
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to  all  divisions  of  the  Bureau,  such  as 
budfTct.  fiscal,  administrative  procedures, 
records,  and  report.s.  are  carried  on  in 
coordinating  services  directly  supervised 
by  the  Chief  and  three  Associate  Chiefs 
of  the  Bureau. 

Sec.  152.  Chief   of   Bureau,   Office  of. 
This  office,  under  the  direction  of  the 
Chief  and  three  Associate  Chiefs,  is  re- 
respon^ible     for     enforcing     interstate 
quarantine     regulations,    a^sislins    the 
States  and  their  political  subdivisions  in 
the  prevention,  treatment  and  control  of 
diseases,    con.sulting    with    the    several 
States  on  matters  relating  to  the  preser- 
vation and  improvement  of  public  health, 
securing  uniformity  in  the  registration  of 
mortality,  morbidity  and  vital  statistics, 
cooperating  with  the  States  in  programs 
to  eliminate  or  reduce  pollution  of  the 
nation's  waters,  and  providing  adminis- 
trative machinery  necessary  for  the  co- 
ordination of  all  grant-in-aid  activities 
of  the  Public  Health  Service.     In  addi- 
tion to  his  broad  responsibilities  for  as- 
sisting the  Bureau  Cliief  In  directing  all 
activities  of  the  Bureau,  each  Associate 
Chief,  on  behalf  of  the  Bureau  Chief,  has 
particular   responsibility   in  one  of  the 
following  areas:  Staff  and  Management 
Services.  Personal  Health  Services  and 
Environmental  Health  Services. 

Sec.  153.  Staff  and  Management  Serv- 
ices in  the  Bureau  of  State  Services  have 
been  designated  to  include: 

(at  Public  Health  Service  reaional  or- 
ganization. In  order  to  maintain  direct 
contact  with  State  and  local  authorities, 
with  field  offices  of  other  Federal  agen- 
cies, and  with  other  official  and  non-offl- 
clal  organizations  concerned  with  its  ac- 
tivities, the  Public  Health  Service  main- 
tains a  staff  in  each  of  the  10  Regional 
Offices  of  the  Federal  Security  Agency. 
(See  List  of  Field  Installations.  Section 
161.  for  addresses  and  jui^sdiction  of 
these  offices.*  Each  regional  staff  is 
headed  by  a  Regional  Medical  Director 
who  represents  the  Surgeon  General  in 
Interpreting  and  carrying  out  the  broad 
policies  of  the  Service.  The  regional 
staff,  under  guidance  of  the  Bureau  of 
State  Services,  works  with  State  authori- 
ties in  developing  and  maintaining  plans, 
programs,  and  budgets  for  Federal-State 
cooperative  programs,  such  as  dental 
health,  sanitation,  venereal  disease  con- 
trol, tuberculosis  control,  public  health 
nursing  and  hospital  survey  and  con- 
struction. 

(b>  Administrative  Management,  Of- 
fice of.  This  office  administers  the  busi- 
ne.ss  activities  of  the  bureau  and  its  divi- 
sions, offices,  branches,  and  activities  in 
such  matters  as  budget  and  finance,  per- 
sonnel, contracts,  procurement,  organ- 
ization and  procedures. 

ic»  Health  Education,  Office  of.  This 
office  provides  technical  field  supervision 
and  coordination  of  health  education 
phases  of  all  programs  of  the  Bureau,  in- 
cluding negro  health  work;  recruits 
health  education  personnel  for  special 
experimentaj  programs  of  the  Bureau; 
promotes  training  of  public  health  edu- 
cational personnel ;  and  evaluates  health 
educational  programs. 

(d)  Philippine  Rehabilitation  Activi- 
ties.    This  cooperalive  progrr.in  is  ad- 
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ministratively  supervised  through  the  Of- 
fice of  the  Chief  of  the  Bureau.  Per- 
sonnel assigned  to  this  program  assist  the 
Philippine  Government  under  the  provi- 
sions of  Title  III  of  the  Philippine  Re- 
habilitation Act  (60  Stat.  128.  50  U.  S.  C. 
1751).  in  a  joint  cooperative  health  en- 
terprise designed  to  restore  public  health 
services  and  facilities  in  the  Philippine 
Islands  to  the  highest  practical  level. 
Filipino  professional,  scientific,  and  tech- 
nical personnel  are  trained  to  assume  the 
management  and  operation  of  public 
health  activities  in  the  Philippines  upon 
completion  of  .the  rehabilitation  pro- 
gram. <See  List  of  Field  Installations. 
Sec.  174». 

(e)  Public  Health  Nursing,  Omce  of. 
This  office  gives  general  supervision  to 
public  health  nur.sing  personnel  and  ac- 
tivities in  program  operations  of  the  Bu- 
reau; advises  other  bureaus  and  divisions 
concerning  public  health  nursing  prob- 
lems; assists  in  recruitment,  selection, 
and  assignment  of  public  health  nurses; 
makes  available  consultative  services  to 
State  and  local  health  agencies  through 
consultants  as.signed  to  regional  offices: 
and  makes  studies  concerning  needs  and 
standards. 

(f>  State  Grants.  Division  of.  This 
division  coordinates  all  grant-in-aid  ac- 
tivities of  the  Public  Health  Service  ex- 
cept research,  trairung  and  fellowship 
grants.  It  develops  jointly  with  the  op- 
erating program  divisions  the  adminis- 
trative policies,  standards  and  proce- 
dures related  to  such  grants  and  is  re- 
sponsible for  their  administration.  The 
division  reviews  and  analyzes  budgets, 
plans,  and  reports,  and  provides  through 
the  regional  offices  consultative  services 
to  State  and  local  health  organizations 
on  all  phases  of  administrative  manage- 
ment. It  administers  activities  related 
to  grants  for  general  health  purposes, 
develops  and  directs  a  system  of  program 
reviews,  and  provides  the  fiscal  services 
necessary  for  the  payment  and  account- 
ing of  grant-in-aid  funds. 

(R)  Vital  Statistics,  National  Office  of. 
This  office  has  the  primary  function  of 
collecting,  analyzing,  and  publi-shing 
statistics  on  births,  deaths,  morbidity, 
marriages,  divorces,  annulments,  and 
related  data.  It  maintains  the  U.  S. 
Death  ReKi.stration  Area  and  the  U.  S. 
Birth  Registration  Area  in  cooperation 
with  State,  territorial,  and  Insular  gov- 
ernments (Ala.ska  only  excepted*.  The 
office  works  closely  with  State  and  Terri- 
torial Health  Officers  and  their  local 
repi.strars  of  vital  statistics  providing 
them  with  consultative  and  technical  as- 
sistance for  the  purpo.se  of  maintaining 
high  standards  of  performance  In  regis- 
tration and  reporting  procedures.  The 
office  also  compiles  and  publishes  the 
official  United  States  life  tables.  In  co- 
operation with  the  State  Department, 
the  office  conducts  International  pro- 
prams  for  the  purpose  of  promoting  the 
collection  and  interchange  of  compara- 
ble Information  among  nations. 

Sec.  154.  Personal  Health  Services. 
Personal  Health  Services  In  the  Bureau 
of  State  Services  have  been  designated 
to  include: 

(a>  Chronic  Disca.^e,  Division  of.  This 
division  develops  and  conducts  programs 


in  the  field  of  heart  disease  control,  dia- 
betes control,  public  health  nutrition  and 
has  the  responsibility  for  carrying  out 
such  other  chronic  disease  control  pro- 
grams as  may  subsequently  be  initiated 
in  or  transferred  thereto.    It  is  also  re- 
sponsible  for   exploring   the  subject  of 
hygiene  of  aging  in  connection  with  the 
relationship  of  chronic  illness  to  aging 
persons,  and  for  planning  and  conduct- 
ing appropriate  activities  related  to  this 
program.    In  cooperation  v.  ith  State  and 
local  health  agencies,  the  division  con- 
ducts demonstration  programs  on  such 
functional   problems  as  nutrition,  dia- 
betes control  and  heart  disease  control. 
(See  List  of  Field  In-tallntions,  Sec.  167.) 
(b>  Communicable     Disease    Center. 
This  center,  which  has  division  status, 
provides  through  the  regional  offices  to 
Slate  and  local  health  agencies  con.sul- 
tation  and  training  in  the  development 
and  operation  of  communicable  disea.se 
control  programs  and  public  health  lab- 
oratory practices.    It  plans,  directs  and 
evaluates  in  cooperation  with  State  and 
local  health  agencies  programs  for  the 
control   of  selected  communicable  dis- 
ease;  provides   professional   leadership, 
and  makes  available  the  latest  profes- 
sional techniques  in  connection  there- 
with.   The  center  conducts  and  evalu- 
ates studies  and  investigations  in  the 
development  of  new  and  improved  proce- 
dural techniques  for  the  prevention,  de- 
tection, diagnosis,  control  and  treatment 
of  communicable  disease,  and  enforces 
the   medical    aspects   of   the   interstate 
quarantine    regulations.      It    maintains 
clo.se  cooperation  with  the  Environmental 
Health  Center  and  the  Division  of  Sani- 
tatiort^n  mutual  problems  in  environ- 
mental health  and  cooperates  with  the 
Microbiological  Institute  of  the  National 
Institutes  of  Health  through  the  mutual 
exchange  of  information,  personnel,  and 
other  resources  relating   to  the  trans- 
mission, control  and  prevention  of  in- 
fectious   diseases.     The    center    makes 
available  to  the  Division  of  State  Grants 
and  the  regional  offices  specialized  as- 
sistance for  the  review  of  State  and  local 
plans  and  programs.    It  maintains  close 
cooperation  with  the  Health  Emergency 
Planning  Unit  of  the  Office  of  the  Sur- 
geon  General   for   the   implementation 
and  furnishing  of  aid  in  times  of  disa.s- 
ter  and  epidemics;  develops  field  train- 
ing centers  for  the  training  of  Federal. 
State  and  local  public  health  personnel, 
and   develops   and   produces   technical, 
professional,    and    vocational    traininr,' 
materials  including  audio-visual  aids  for 
use  In  such  training.     (See  List  of  Field 
Installations,  Sec.  165. > 

(c)  Dental  Health,  Division  of.  This 
division  is  responsible  for  the  develop- 
ment and  operation  of  the  dental  health 
program  of  the  Public  Health  Service. 
It  conducts  nationwide  demon.strations 
in  the  topical  application  of  sodium  flu- 
oride. (See  Li.st  of  Field  Installations. 
Sec.  166.)  It  develops,  conducts,  and 
evaluates  studies  and  demonstrations  for 
the  development  of  new  and  Improved 
proventive  dental  health  procedures,  in- 
cluding studies  in  fluorination  and  deflu- 
orination of  public  water  supplies,  topical 
application  of  various  solutions  to  teeth, 
amount  of  dental  care  needed,  and  the 
use  of  auxiliary  dental  personnel  lor  clin- 
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leal  services.  It  is  also  charged  with  pro- 
viding professional  leadership  in  the  de- 
velopment of  public  health  dental  pro- 
grams and  making  available  the  latest 
professional  techniques  in  preventive 
dentistry. 

(d)   Tuberculosis,    Division    of.     This 
division  administers  a  broad  program  of 
grants-in-aid   to   the   States,   research, 
training  and  demonstrations  in  the  con- 
trol of  tuberculosis.    The  program  spon- 
.sored  by  the  division  requires:  survey  of 
the  prcJftlem  of  tuberculosis  in  each  State 
and  community;  facilities  and  activities 
for  the  discovery  of  causes  in  large  popu- 
lation groups,  with  follow-up  and  medi- 
cal supervision  of  discovered  cases;  en- 
couragement of  the  expansion  and  im- 
provement of  sanatoriVjm  facilities  and 
treatment;  and  rehabilitation  of  tuber- 
culous patients.     The  division  provides 
consultative  services  in  a  variety  of  re- 
lated fields  such  as:  rehabilitation,  tu- 
berculosis nursing,  medical  social  work, 
records,  reports,  and  statistical  evalua- 
tion of  tuberculosis  problems  and  pro- 
grams.    An  extensive  program  of  field 
.studies  upon  the  epidemiology,  preven- 
tion, and  treatment  of  tuberculosis  Is 
conducted  by  the  division  in  cooperation 
with  other  official  and  non-official  or- 
ganizations and  with  certain  industries 
concerned  with  the  production  of  radio- 
logic equipment  used  in  the  diagnosis  of 
tuberculosis.    (See  List  of  Field  Installa- 
tions, Sec.  169.) 

(e)  Venereal  Disease,  Division  of .  This 
division  administers  a  broad  program  of 
grants-in-aid  to  States,  research,  train- 
ing, and  demonstrations  in  the  control  of 
syphilis  and  gonorrhea.  In  connection 
with  the  development  and  administration 
of  activities  to  prevent  the  spread  of 
these  dl.seases  from  State  to  State,  the 
division  has  developed  a  network  of  medi- 
cal centers  for  the  treatment  of  infec- 
tious patients.  Some  of  these  facilities 
are  operated  by  the  division  (see  List 
of  Field  Installations,  Sec.  170) ;  others 
are  operated  by  State  and  local  health 
departments  in  cooperation  with  the  divi- 
sion. The  division  carries  on  an  "Exten- 
sive program  of  education  for  profes- 
sional groups  and  for  the  public;  spon- 
sors both  laboratory  and  clinical  research 
projects  for  the  study  of  new  methods  in 
the  diagnosis,  prevention,  and  treatment 
of  venereal  disease;  provides  consultative 
and  technical  services  to  State  and  local 
health  departments;  and  carries  on  spe- 
cial cooperative  programs  for  the 
improvement  of  ca.s«-findlng  and  other 
epidemiologic  techniques  for  the  control 
of  venereal  disea.se. 

(f)  Ala.tka  Health  and  Sanitation 
Activities.  In  addition  to  conducting 
Investigations,  this  program,  administra- 
tively supervised  by  the  Office  of  the  Chief 
of  the  Bureau,  assists  the  Territory  of 
Alaska  In  the  prevention,  treatment,  and 
control  of  diseases  and  In  the  establish- 
ment and  maintenance  of  health  and 
sanitation  services.  (See  List  of  Field 
Installations,  Sec.  175.) 

Sec  155.  Enryir  on  mental  Health  Serv- 
fcc.s.  Environmental  Health  Services  in 
the  Bureau  of  State  Services  have  been 
designated  to  Include: 

^a)  Industrial  Hygiene.  Division  of. 
This  division  supervises  the  Industrial 
No.  97 3 


FEDERAL  REGISTER 

hygiene  phases  of  the  total  Federal-State 
cooperative  health  program  with  special 
reference  to  the  control  of  occupational 
diseases  and  the  promotion  of  health 
among  industrial  workers.    It  provides 
consultative  services  and  technical  aid 
to  the  States,  especially  to  State  indus- 
trial hygiene  units,  as  well  as  to  Indus- 
trial establishments  and  labor  organiza- 
tions.   It   sponsors    and    promotes    the 
establishment  and  maintenance  of  Indus- 
trial hj'glene  service  in  State  govern- 
ments.   Among     the     special     services 
provided  are:  surveys  of  problems  within 
particular  areas  of  Industries;  laboratory 
investigations  of  hazardous  materials  and 
analysis  of  substances  believed  to  he  haz- 
ardous; investigation  of  occupational  dis- 
ease outbreaks  to  determine  the  causes 
and  to  recommend  methods  for  the  elim- 
ination   and    control    of    hazards;    col- 
lection,   analy.sls,    and    publication    of 
occupational    morbidity    and    mortality 
statistics. 

(b)  Environmental  Health  Center.  This 
center,  which  has  division  status,  Is  re- 
sponsible for  conducting  laboratory  and 
field  research,  studies  and  investigations 
In  environmental  sanitation.  Including 
studies  in  bacteriology,  chemistry,  bi- 
ology, engineering,  and  other  pertinent 
technical  fields.  It  Is  also  the  Public 
Health  Service  center  for  the  training 
of  personnel  In  water  pollution  control 
techniques  and  certain  other  technical 
a.spects  of  environmental  sanitation. 
The  center  operates  In  close  collabora- 
tion with  the  National  Institutes  of 
Health,  the  Communicable  Disease  Cen- 
ter, and  other  operating  divisions.  (See 
List  of  Field  Installations.  Sec.  172.) 

(c)  Sanitation,  Division  of.  This  divi- 
sion is  responsible  for  administering  all 
environmental  sanitation  activities  In- 
cluding those  relating  to  milk.  food,  ves- 
sel, shellfish,  municipal,  rural  and  Inter- 
state land  and  air  carrier  sanitation. 
Through  regional  offices,  the  division 
provides  consultation  services  to  State 
and  local  health  agencies  in  the  develop- 
ment and  operation  of  environmental 
sanitation  programs.  It  cooperates  with 
other  divisions  of  the  Public  Health  Serv- 
ice and  the  regional  offices  by  furnishing 
specialized  assistance  and  personnel  and 
making  available  the  latest  standards 
and  techniques  in  connection  with  sani- 
tation problems,  and  furnishes  technical 
assistance  and  sponsors  uniform  sanita- 
tion program  policies  for  other  Federal 
Agencies  and  other  divisions  of  the  Pub- 
lic Health  Service.  The  division  enforces 
and  maintains  engineering  and  sanita- 
tion aspects  of  the  Interstate  Quarantine 
Regulations;  conducts  studies  and  inves- 
tigations to  determine,  evaluate  and 
demonstrate  effective  sanitation  stand- 
ards and  techniques;  and  provides  in- 
formational materials,  technical  bulle- 
tins and  training  services  in  the  field  of 
environmental  sanitation. 

(d)  Water  Pollution  Control,  Division 
of.  This  division  Is  primarily  responsible 
for  developing  comprehensive  programs 
for  eliminating  or  reducing  the  pollution 
of  Interstate  waters  and  their  tributaries, 
and  for  improving  the  sanitary  condi- 
tions of  surface  and  underground  wa- 
ters. It  assists  States  and  Inter-state 
agencies  In  conducting  Investigations, 
studies,  and  research  on  water  pollution 
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problems.  It  is  al.so  responsible  for  re- 
viewing and  recommending  to  the  Sur- 
geon General  for  approval  or  disapproval 
applications  for  construction  projects  for 
which  loans  are  requested  and  to  recom- 
mend transfer  of  funds  to  the  Federal 
Works  Agency  as  well  as  to  recommend 
action  under  the  enforcement  provisions 
of  the  Water  Pollution  Control  Act  (62 
Stat.  1155,  Pub.  Law  845.  80th  Congress). 
To  assist  in  the  administration  of  the 
act,  11  River  Basin  Offices  are  planned 
in  the  continental  United  States;  4  of 
these  offices  have  been  established.'  (See 
List  of  Field  Installations,  Sec.  171.) 

FIELD  INSTALLATIONS 

Sec.  161.  Public  Health  Service  re- 
gional organization.  Correspondence 
should  be  addressed  to  Regional  Medical 
Director. 

Address  and  Jurisdiction 

Federal  Security  Agency  Region  1.  120 
Boylston  Street,  Boston  18.  Mass.:  Connecti- 
cut. Maine.  Massachusetts.  New  Hampshire, 
Rhode  Island,  Vermont. 

Federal  Security  Agency  Region  2.  Room 
1200,  42  Broadway,  New  York  4,  N.  Y.:  Dela- 
ware, New  Jersey,  New  York,  Pennsylvania. 

Federal  Security  Agency  Region  3.  Tem- 
porary R.  Building.  Fourth  and  Jefferson 
Drive  SW..  Washington  25.  D.  C:  District  of 
Columbia.  Maryland.  North  Carolina,  Vir- 
ginia, West  Virginia. 

Federal  Security  Agency  Region  4.  1100 
Chester  Avenue,  Cleveland  14.  Ohio:  Ken- 
tucky. Michigan.  Ohio. 

Federal  Security  Agency  Region  5.  69  West 
Washington  Street,  Chicago  2,  111.:  Illinois, 
Indiana,  Minnesota,  Wisconsin. 

U.  S.  Public  Health  Service.  1539  Jackson 
Avenue,  New  Orleans  13.  La.:  Alabama,  Flori- 
da. Georgia.  Mississippi.  Puerto  Rico,  South 
Carolina.  Tennessee.  Virgin  Islands. 

Mental  Health  Consultant  located  at:  Fed- 
eral Security  Agency  Region  6.  10  Forsyth 
Street.  Atlanta.  Ga. 

Federal  Security  Agency  Region  7.  Fidelity 
Building,  911  Walnut  Street,  Kan-sas  City  6. 
Mo.:  Iowa,  Kansas,  Missouri,  Nebraska.  North 
Dakota.  South  Dakota. 

Federal  Security  Agency  Region  8.  Norman 
Building,  Dallas  2.  Tex.:  Arkansas,  Louisiana, 
New  Mexico,  Oklahoma,  Texas. 

U.  S.  Public  Health  Service,  New  Custom- 
house, Denver  2,  Colo.:  Colorado,  Idaho.  Mon- 
tana, Utah,  Wyoming. 

Federal  Security  Agency  Region  10.  Federal 
Office  Building,  San  Francisco  2,  Calif.: 
Alaska.  Arizona.  California.  Hawaii.  Nevada. 
Oregon,  Washington. 

Sec  162.  Field  Laboratory  of  the  Na- 
tional Institutes  of  Health.  Rocky 
Mountain  Laboratory,  Hamilton,  Mont. 

Sec  163.  Hospitals,  clinics,  and  out- 
patient offices.  Correspondence  with 
hospitals,  clinics,  and  outpatient  offices 
of  the  Service  should  be  addressed  to- 
Medical  Officer  in  Charge. 

V.  S.  Marine  Hospitals 

Baltimore,  Md.:  Wyman  Park  Drive  and 
ITilrty-flrst  Street  (11).'  Oui{)atlcnt  De- 
partment Annex:  Customhouse  (2). 

Boston,  Mass.:  77  Warren  Street  (35). 
Outpatient  Department  Annex:  Custom- 
house ( 9 ) . 

Buffalo,  N.  Y.:  2183  Main  Street   (14). 

Carvllle,  La.  (U.  S.  Public  Health  Service 
Leprosarium)  Freight  and  express  address- 
St.  Gabriel,  La. 

Chicago,  111.:  %141  Clarendon  Avenue  (13). 
Outpatient  Department  Annex:  New  Post 
Office  Building  (7). 

'Postal  zone  numbers  In  parentheses. 
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Cleveland.  Ohio:  Palrhill  Road  and  East 
One  Hundred  and  Twenty-fourth  Street  (20) . 
Outpatient  Department  Annex:  New  Poet 
Office  BuUdlnR  (13). 

Detroit,  Mich.:  Windmill  Point   (15). 

Ellis  Island  4.  N.  Y. 

Fort  Stanton.  N.  Mex.:  (Tuberculosis  San- 
Itorlum)   Freight  and  express  address:   Car- 

rlzozo. 

Galveston.  Tex.:  Forty-flfth  Street  and 
Avenue  N.  Outpatient  Department  Annex: 
Customhouse  (1 ) . 

Klrkwood.  Mo.:  525  Couch  Avenue.  Out- 
patient Department  Annex:  Room  204.  815 
Olive  Street.  St.  Louis.  Mo. 

Memphis.  Tenn.:  Delaware  and  California 
Streets  (5). 

Mobile.  Ala.:  800  St.  Anthony  Street  (16). 
New  Orlean5,  La.:    210  State  Street    (15). 
Outpatient     Department     Annex:     Custom- 
house (16) . 

Norfolk.  Va.:  Hampton  Boulevard.  Larch- 
mont  (9).  Outpatient  Department  Annex: 
Federal  Building  (10). 

Pittsburgh.  Pa.:  Fortieth  Street  and  Penn. 
Avenue  (24).  Outpatient  Department  An- 
nex: Federal  Building  (19). 

Portland.  Maine:  331  Veranda  Street  (5). 
Rockaway  Beach.  Long  Island.  N.  Y.:  One 
Hundred  and  Forty-ninth  Street  (Heponslt). 
San  Francisco.  Calif.:  Fourteenth  Avenue 
and  Park  Boulevard  (18).  Outpatient  De- 
partment Annex:  Appraisers  Building.  Wash- 
ington and  Sansome  Streets. 

San  Juan  (18).  P.  R:  P   O.  Box  3788. 
Savannah.      Ga.:      York      and      Abercorn 
Streets. 

Seattle.  Wash.:  P.  O  Box  3145  (14). 
Outpatient  Department  Annex:  201  8  New 
World  Life  Building. 

Staten  island  (4i.  N.  Y.:  Express  address: 
Btapleton.  N.  Y.  Freight  Address:  Tompklns- 
vllle.  N.  Y.  Vineyard  Haven.  Mass. 

Mental  Hospitals 

U.  S.  Public  Health  Service  Hospital.  Port 
Worth.  Tex. 

U.  8.  Public  Health  Service  Hospital.  Lex- 
ington. Ky. 
Public    Health    Service    Outpatient    Clinics 

Balboa  Heights.  Canal  Zone. 

Charleston  3.  8.  C:  Customhouse. 

Charlotte  Amalle.  V.  I.:  U.  S.  Post  Office 
and  Customhouse  Building. 

El  Paso,  Tex.:  139  United  States  Court- 
house. 

Honolulu  7.  T.  H.:  208  Federal  Building. 

Houston    11.    Tex  :    Room    216    Appraisers 
*     Btore-s  Building.  7300  Wlngate  Avenue. 

Los  Angeles  12.  Calif.:  408  Federal 
Building. 

Louisville.  Ky.:  WAVE  Building.  Preston 
and  Broadway. 

Miami  3.  Fla.:  365  Federal  Building. 

New  York  13.  N.  Y.:   67  Hudson  Street. 

Philadelphia  6.  Pa.:    225  Chestnut   Street. 

Port  Arthur.  Tex.:  211  Federal  Building. 

Portland  6.  Oreg.:  220  United  States 
Courthouse. 

San  Diego  1.  Calif.:  208  New  Post  Office 
Building. 

San  Pedro.  Calif.:  308  Federal  Building. 

Tampa  1.  Fla.:  P.  O.  Box  1438,  Davis 
Island. 

Washington  25.  D.  C:  Federal  Security 
Building  (South)   Fourth  and  D  Streets  SW. 

Public  Health  Service  Outpatient  Offices 

Aberdeen.  Wash.:  700  Becker  Building. 

Albany  6,  N.  Y.:  399  State  Street. 

Alpeua,  Mich.:  Savings  Bank  Building,  122 
North  Second  Street. 

Anacortes.  Wash.:  Medical  Dentiil  Build- 
ing. 

Apalachlcola.  Fla.:  17' j  Avenue  E. 

Ashland.  Wis  :  522  West  Second  Street. 

Ashtabula.  Ohio:  4515  M:iln  Avenue. 

Astoria,  Oreg.:  211  Post  Office  Building. 

Bangor.  Me.:    15  Ohio  Street. 

Bath.  Me.:    118  Front  Street. 


NOTICE* 


Baton  Rouge  11.  La.:  701  North  Seventh 
Street. 

Bay  City.  Mich.:  307  Davidson  Building. 
Beaufort.  N.  C:  Potter  Building. 
Belllngham.  Wash.:  612  Herald  Building. 
Blloxl.  Miss.:  405  Lameuse  Street. 
Bridgeport  8,  Conn.:  446  Stratford  Avenue. 
Brunswick.  Ga.:    1501 '/j   Newca.stle  Street, 
Burlington.  Iowa:  Room  219.  Tama  Build- 
ing. 305  North  Third  Street. 

Cairo.  111.:   808!i   Commercial  Avenue. 
Calais,  Maine. 

Cambridge,  Md.:   1  Church  Street. 
Cape   May,   N.   J.:  Columbia   Avenue   and 
Ocean  Street. 

Cincinnati  2.  Ohio:   1010-21  Carew  Tower, 
Fifth  and  Vine  Streets. 

Coos  Bay.  Oreg.:  510  Hall  Building. 
Cordova.  Alaska. 

Corpus    Chrlstl.    Tex.:    Room    719    Jonea 
Building.  314  Peoples  Street. 
Crlsfield.  Md  :  322  Main  Street. 
Duluth  2.  Minn.:   706  Medical  Arts  Build- 
ing. 324  West  Superior  Street. 
Edenton,  N.  C. 

Elizabeth     City,      N.      C:    224      Carolina 
Building. 

Erie.  Pa.:  217  West  Eighth  Street. 
Estanaba.  Mich  :  1106  First  Avenue  South. 
Eureka,  Calif.:   411  Professional  Building. 
Evansvllle  2.  Ind  :   619  Mary  Street. 
Everett.   Wash.:   416   Medical    and   Dental 
Building. 

Fall  River,  Mass  :   2123  Highland  Avenue. 
Fort  Yukon.  Alaska:   Hudson  Stuck  Memo- 
rial Hospital. 

Frankfort,  M:ch.:    104  Fourth  Street. 
Galllpolls,  Ohio:   Third  Avenue  and  State 
Street. 

Gary,  Ind.:   673  Broadway. 
Gloucester,     Mass.:      Customhouse.     Dale 
Avenue. 

Grand    Haven.    Mich.:  210Vi    Washington 
Street. 

Green   Bay.  Wis.:    610  Northern   Building, 
305  East  Walnut  Street. 

Gulf  port.  Miss.:   P.  O.  Box  1036. 
Houghton,    Mich.:    Bosch     Building.     124 
Sheldon  Street. 

Indiana  Harbor.  Ind.:  3406  Guthrie  Street. 
Jacksonville  1.  Fla.:   403  Federal  Building 
or  P.  O.  Box  4788. 

Juneau.  Alaska:  P.  O.  Box  2930. 
Ketchikan.  Alaska:   Koel  Building. 
Key  West.  Fla.:   622  Eaton  Street. 
Kilmarnock,  Va. 

La     Crosse,     Wis.:  205     Linker     Building, 
Fourth  and  Main  Streets. 

Lewes.  Del.:   Savannah  Road. 
Ludlngton.    Mich.:    107    West    Ludlngton 
Avenue. 

Machlas.  Maine. 

Manistee,  Mich.:   401  River  Street. 
Manitowoc,  Wis.:   811  York  Street. 
Marquette,  Mich.:   Savings  Bank  Building, 
101  South  Front  Street. 

Menominee.  Mich.:  Electric  Square  Build- 
ing. Sheridan  and  Ogden  Streets. 

Milwaukee  2.  Wis.:   560  Federal  Building, 
617  East  Wisconsin  Avenue. 
Morehend  City.  N.  C. 
Muskepon,  Mich.:   1160  Ransom  Street. 
Nashville     3.     Tenn.:    704     Medical     Arts 
Building 

Natchez.  Miss  :  306  Franklin  Street. 
New     Bedford,    Mass.:     105     South     Sixth 
Street. 

New  Bern,  N.  C:   81  Pollock  Street. 
New     Haven      11.     Conn.:    291     Whitney 
Avenue. 

New  London.  Conn.:   205  Williams  Street. 
Newport.  Oreg.:  625  Hurlburt  Street. 
Newport,  R.  I.:   105  Pelham  Street. 
Newport  News,  Va.:   2903  West  Avenue. 
Odensburg,  N.  Y.:  430  Ford  Street. 
oFympla,  Wash.:   407  Security  Building. 
Oswego,  N.  Y.:  128  East  Fourth  Street. 
Paducah,  Ky.:    816  Citizens  Savings  Bank 
Building. 

Panama  City.  Fla  :  456  Grace  Avenue. 
Pensacola.  Fla.:    301  Fedcrr.1  Building. 


Perth  Amboy.  N.  J.:    226  Market  Street. 
Petersburg.  Alaska:    Box   1054. 
Ponce.    P.    R.:     U.    S.    Main    Post    Office 
Building. 

Port  Angeles.  Wash. 

Port  Huron.  Mich.:  213  Federal  Building. 
Port  Townsend.  Wash.:  Medical  Building. 
Providence  3.  R.  I.:   403  Federal  Building. 
Provlncetown,     Mass.:       322     Commercial 

Street. 

Racine.  Wis  :  729  Main  Street. 

Raymond,  Wash.:  Raymond  Bank  Build- 
ing. 

ReedvlUe.  Va, 

Richmond  20,  Va.:  2920  Park  Avenue, 

St.  Petersburg.  Fla.:  354  Fourth  Street, 
North. 

Sanduskv.  Ohio:    622  Camp  Street. 

Sault    Ste.    Marie,    Mich.:     309    Ashmun 

Street.  ,  „ 

Seward    Alaska:    Seward  General  Hospital. 

Sheyboygan,  Wis.:  809  North  Eighth  Street. 

Southpcrt,  N.  C. 

Superior,  Wise:  Board  of  Trade  Building, 
1507  Tower  Avenue. 

Tacoma  2.  Wash.:  435  Medical  Arts  Build- 
ing. 

Toledo  4.  Ohio;  510-514  Ohio  Building. 

Vlcksburg,  Miss.:    1600  Monroe  Street. 

Washington.    N.    C:      109    South    Market 

Street.  ^  ^ 

Wilmington.  Del.:    600  West  Tenth  Street. 
Wilmington.  N.  C:   203  Murchlson  Build- 
ing. 

Wrangell.  Alaska. 


Sec.  164.  Foreign  quarantine  and 
immiQration  stations.  Correspondence 
with  foreign  quarantine  and  immigration 
.•stations  should  be  addressed  to:  Medical 
Officer  in  Charge,  U.  S.  Quarantine 
Station. 


Port 


Address 


Baltimore,  Md... 
Boston.  Mjub 

Chnrleston,  6.  C. 
F.1  Paso.  Tex 


Fort  Monroe,  Va 
GslvestonrTex.. 


CiirtLi  Bay.... 

61.<5umTM«rSt., 
East  Boston. 


Room  n9,  U. 
P.  Custom- 
hou.<e. 


JurteUlctlon 


Honolulu.  T.H . 

Jacksonville.  Fla  1  4«:<    federal 
BUIk. 


Lofi     Anrele», 
Calif. 


Miami.  Fla 

Mobile.  Ala 

New  Orleans,  La 

New  York,  N.  Y 

Fhiladelphia.  Pa 

rortUmd,  Maine 

.Caliino.  Tex 

San  Dicfo,  Calif.. 

Fan    Francisco, 

('i»Hf. 
Fan  Juan,  P.  R... 

Peiittlo,  Wa.-;!!.... 
Tun>i>a,  Fla 


P.  O.  Box  97, 
T  ('  r  ni  i  n  a  1 
Isl.ind. 

P.  O.  Box  124« 


AlKicr?.... 


Rosrbank, 
Stafcn  Is- 
lan.l.  K.  Y. 

22.'.  Chestnut 
St. 

331  Veranda 
St. 

Jfw  New  Post 

Olfice  BIdg. 

Foot  of  Hyde 


if>  Fp<lrral  Of- 
fice BMir. 
P.  ().  Box  M:J» 


Chesapeake  Bay  an<l 

Potomac  Kivcr. 
Ea.'«li»irt.  Mbine,  to 

New  London, 

Conn. 
Wllnilneton,  V.  r.. 

to  Savannah,  f!a. 
Brown-'ville,    Tex.. 

to  AJo,  Aril. 

Hampton  Koa<l!>  to 

M  Off  head     City, 

N.  C. 
Galveston      to 

Brownsville  (Port 

Isahcl),  Tex. 
Hawaii. 
Brunswick,  tla..  to 

St.    Augustlt.r, 

Fla. 
San  Luis  Ohispo  m 

Caleiico,  Calif. 

Fort  Pierce  to  Key 

West,  Fla. 
Carral^elle,  Fla..  to 

Oulfport.Mi.vs. 
Mi,s.vis.«ipi'i      Kivcr 

lUKl  (iulf  rrwk-t  to 

Morgan  City.  1  -i 
BrIdRcport,   Coiit!  . 

to  I'erth  Aml'0\. 

N.  J. 
Delaware  Bay  an.l 

Ddiiwarc  liivir. 
Portland,  Maine. 

Sabine  Pass. 
San  Diego.  Calif. 

Eureka     to     Mo"i 

tin  y,  Calif. 
Puerto     Rico    aii'l 

Virgin  Islands. 
ColiiuiMa    Ri^''■ 

and  Pugct  Sonri.! 
Ce^dT  Ki'ystollo(.i 

(iraiide,  Fla. 


The  medical  examination  of  aliens  Is 
also  performed  at  a  selected  number  of 
consular  offices  In  foreign  countries.  For 
a  li'  t  of  adi'.-Uonal  sccporLs,  border  sia- 
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tlons,  and  airports  served  by  quarantine 
and  Immigration  officers  write  the  Chief, 
Division  of  Foreign  Quarantine.  U.   S.' 
Public  Health  Service.  Washington  25 
D.  C. 

Sec.  165  Communicable  Disease  Cen- 
ter and  Field  StatioJis  thereof.  Corre- 
spondence with  the  Center  should  be  ad- 
dressed to  Medical  Officer  in  Charge, 
Communicable  Disease  Center,  U.  S.' 
Public  Health  Service,  605  Volunteer 
Building,  Atlanta.  Ga.;  with  the  field 
stations: 

Officer  In  Charge.  U.  S   Public  Health  Serv- 
ice. Communicable  Disease  Center  Activities- 

Albany.  Ga. 

Berkeley.   Calif.:  George   Williams   Hooper 
Foundation.  University  of  California. 

Columbus.  Ga. 

Helena.  Ark. 

Kansas  City  6.  Mo  :  805  Red  Cross  Building 
417  East  Thirteenth  Street. 

Manning,  S.  c 

Montgomery.  Ala.:  P.  O.  Box  436,  Route  3. 

Newton.  Ga 

San  FYanclsco  18.  Calif.:  Building  19,  Four- 
teenth Avenue  and  Lake  Street. 

San  Juan  18.  P.  R  :  P.  O.  Box  3788. 

Savannah.  Ga  :  Box  7G9. 

Thomasville.  Ga.:   P.  O.  Box  270. 

Topeka.  Kans.:  204  Casson  Building.  603 
Topeka  Avenue. 

Troy,  N.  Y. 

Sec,  166.  Field  Stations  of  the  Divi.sion 
of  Dental  Health.  Correspondence  with 
the  field  stations  of  the  division  should 
be  addressed  to: 

Dental  Officer  in  Charge.  U.  S.  Public  Health 
Service,  Dental  Demonstration  Unit : 

148  Ransom  Avenue  NE,  Grand  Rapids  5. 
Mich. 

54  Earle  Street.  Woonsocket.  R.  I. 
City  Hall.  Chattanooga.  Tenn. 
F\)urteenth    and   C   Streets,   South,   Rich- 
mond,  Ind.  ' 

Brltton  Water  Works,  c/o  Mayor  A.  E  Stoa 
Brltton.  S.  D. 

Sec.  167.  Field  Stations  of  the  Division 
of  Chronic  Disease.  Correspondence 
with  the  field  stations  of  the  division 
f^hould  be  addressed  to: 

Medical  Officer  in  Charge,  U.  8.  Public 
Health  Service.  Diabetes  Demonstration 
Unit: 

•"-  Florida  State  Board  of  Health,  1217 
Pearl  Street.  Jacksonville,  Fla. 

^  Brookline  Health  Department.  Town 
H.Hli.  Brookline,  Mass. 

Medical  Officer  In  Charge.  U.  S.  Public 
H.-alth  Service.  Diabetes  Control  Section: 

095  Huntington  Avenue,  Boston.  Mass. 

Medical  Officer  In  Charge,  U.  S  Public 
H.aith  Service: 

Heart  Disease  Epidemiology  Studies,  123 
Ll:,coln  Street,  Framingham.  Mass. 

Heart  Disease  Control  Field  Demonstra- 
ti  -11  Unit.  Newton  City  Hall,  1000  Common- 
vcMlih  Avenue.  Newton  Centre  59,  Mass 

Medical  Officer  In  Charge,  U.  6.  Public 
Ht.ilth  Service: 

S  uitheastern  Nutrition  Unit.  801  Hemlock 
Street,  Macon.  Ga, 

Mid-Atlantlc  Nutrition  Unit,  <-,  State 
B   ird  of  Health,  Baltimore,  Md. 

Now  England  Nutrition  Unit,  67  Main 
Street,  Brattleboro.  Vt. 

Sec.  168.  Mental  Health  Clinics  and 
Centers.  Correspondence  should  be  ad- 
dressed to: 

Director 

Prince  Georges  County  Mental  Health 
c.li-.ic,  University  of  Maryland  Campus. 
College  Park,  Md. 
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Phoenix  Mental  Health  Center,  Phoenix 
College,  Box  25,  Phoenix.  Ariz. 

Sec.  169.  Tuberculosis  Demonstra- 
tions. Correspondence  should  be  ad- 
dressed to: 

Medical  Officer  In  Charge 

U.  S.  Public  Health  Service  Actlvitv,  Mycosis 
Investigation  Section.  Hlxson  Memorial  Labo- 
ratory. University  of  Kansas  Hoslptal.  Kansas 
City.  Kans. 

Sec.  170.  Venereal  Disease  Labora- 
tories and  Medical  Centers.  Corre- 
spondence should  be  addressed  to: 

Director.  Venereal  Disease  Research  Labo- 
ratory, U.  S.  Marine  Hospital,  Staten  Island 
4.  N.  Y. 
Medical  Officer  in  Charge 

Midwestern  Medical  Center,  3630  Marine 
Avenue,  St.  Louis  18.  Mo. 

Syphilis  Experimental  Laboratory.  Univer- 
sity of  North  Carolina.  Chapel  Hill.  N    C. 

U.  S.  Public  Health  Service  Medical  Center, 
Hot  Springs  National  Park.  Ark. 

Venereal  Disease  Research  Laboratory 
P.   O.    Box    1729.   Durham.    N.   C. 

Sec.  171.  River  Basin  Offices.  Water 
Pollution  Control  Drainage  Basin  Areas. 
Correspondence  should  be  addressed  to 
Officer  In  Charge: 


Basin    Ba.sin  area  name  ind 
-No.      location  of  l)a.sin  olIi(« 


11 


New  Kngland  Dmliiaee 
Basin  .\rpa,  r  §. 
Public  Health  Serv- 
ice, lai  BoyMoii  .>t., 
Boston  Ifl,  Ma.--;. 


Orcat  Lakes  Drainage 
Basin  Area.  I'.  S. 
Puhlic  Health  Serv- 
ice. Kf)oin  :aiii,  226 
West  Jackson  Blvd., 
Chjc-ago  »;,  111. 

Missouri  River  I>raln- 
Ru'e  Basin  .\rea,  f.  S. 
Puhlic  Health  Serv- 
ii-f,  MS  Interstate 
MMz..  417  Fast  l:ith 
St.,  Kansas  City, 
Mo. 


Pacific  Northwest 
Drainage  His  in 
Area.  V.  S,  Piihllc 
Health  Service, 
HniMing  24.  Swan 
Islaml,  Portland  IS, 
Oreg. 


Ocograi>liical  extent 
of  basin  area 


Areti  Includes  nil  of  the 
States  of  Maijie.  New 
Hampshire,  Khoile 
Island  ainl  Vermont 
and  purt.i  of  Con- 
necticut, MassiK'Im- 
setts,  and  New  Vorlc. 

An-a  includes  all  of  the 
State  of  ^^ichilran 
and  parts  of  .New 
York,  Pennsylvania, 
Ohio.  Indiana.  Illi- 
nois. Wisconsin,  and 
Minnesota. 

Area  iticludcs  the  State 
of  .Nebraska,  and 
l>arts  of  the  States  of 
5Ilssoiirl.  Iowa. 
South  Dakota, 
North  Dakota. 
Kansas.  Colorado. 
Wyoming,  and  Mon- 
tana. 

An>;»  includes  all  of  the 
Stale  of  Washington 
and  part.s  of  Idaho, 
Montana,  Nevada, 
Oregon,  and  Wy- 
oming. 


Sec.  172.  Environmental  Health  Cen- 
ter. Correspondence  should  be  ad- 
dressed to: 

Officer  In  Charge 

Environmental  Health  Center,  1010-1020 
Broadway.  Cincinnati.  Ohio, 
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Sec.  175  Alaska  Health  and  Sanitation 
Activities.  Correspondence  should  be 
addressed  to: 

Medical  Officer  In  Charge 

Alaska  Health  and  Sanitation  Activities 
U.  S.  Public  Health  Service, 
P.  O.  Box  980, 
Anchorage,  Alaska. 

Date:  May  10.  1949. 

fsEAL]  Leonard  A.  Scheele. 

Surgeon  General. 
Approved:  May  13.  1949. 

J.  Donald  Kingsley. 
Acting  Federal  Security 
Administrator. 

IF.    R.    Doc.    49-4011,    Filed,    May    19,    1949- 
8:49  a.  m.J 


Sec.  173.  Public  Health  Service  Sup- 
ply Station.  Correspondence  should  be 
addressed  to: 

Medical  Purveyor  in  Charge 

Public  Health  Service  Supply  Station 
Perry  Point.  Md.  Freight  and  Express  ad- 
dress: Perryville.  Md. 

Sec.  174.  Philippine  Health  and  Re- 
habilitation Program  Headquarters. 
Headquarters  are  now  located  In  the  Na- 
tional Museum  BIdg..  Twenty-Fifth  and 
Boston  Streets.  Port  Area,  Manila,  P.  I. 
Correspondence  should  be  addressed  to: 

Assistant  Surgeon  General  In  Charge,  U.  8 
Public  Health  Service,  c  o  United  States  Em- 
bassy in  Manila.  APO-736,  c,  o  Postmaster 
San  Francisco,  Calif. 


Social  Security  Administration 

Bureau  of  Public  Assistancb 
notice  of  amendment  to  statement  or 

ORGANIZATION,  DELEGATION  OF  FINAL  AU- 
THORITY, PLACES  AT  WHICH  INFORMATION 
MAY   BE  SECURED 

1.  Section  653  is  amended  by  deleting 
from  the  first  undesignated  paragraph 
the  second  sentence  which  reads  as  fol- 
lows: "<In  Ala.ska  and  Hawaii  the  Re- 
gional Director  performs  general  serv- 
ices; field  services  are  provided  by 
departmental  staff  of  the  Bureau  of 
Public  Assistance  I." 

2.  Section  656  is  amended  to  read  as 
follows: 

Sec.  656.  Public  inspection  of  final 
opinions,  orders,  and  rules.  All  final 
opinions  or  orders  in  the  adjudication  of 
cases  and  all  rules  relating  to  public  as- 
.sistance  are  available  for  public  Inspec- 
tion, except  that  the  CommLssioner  for 
Social  Security  may  hold  any  such  opin- 
ions, or  orders,  or  pai-ts  thereof  confi- 
dential for  good  cause.  Opinions  and 
orders  not  held  confidential  (or  copies 
thereof)  and  all  rules  may  be  inspected 
at  any  of  the  regional  offices  or  at  the 
central  office  of  the  Bureau  of  Public  As- 
sistance, Social  Security  Administration, 
located  at  Washington.  D.  C.  Requests 
to  inspect  at  th^  central  office  must  be 
submitted  to  the  Director  of  the  Bureau 
of  Public  Assistance. 

3.  Section  657  Is  amended  to  read  as 
-tollows :     . 

Sec.  657.  Availability  of  official  rec- 
ords. The  record  of  any  hearing  held  by 
the  Commissioner  for  Social  Security  in- 
cluding tran.scripts  of  testimony,  exhibits 
and  all  documents  received  in  evidence 
or  made  part  of  the  record  of  such  hear- 
ing aie  official  records. 

Official  records  relating  to  public  as- 
sistance are  made  available  for  ln.spec- 
tion  to  pei-sons  properly  and  directly  con- 
cerned upon  written  application  to  the 
Director  of  the  Bureau  of  Public  As- 
sistance, except  that  upon  good  cau.se 
found  by  the  Commissioner  such  records 
or  parts  thereof  may  be  held  confidential. 
Notice  of  denial  of  a  request  to  Inspect 
official  records  will  be  given  promptly  to- 
gether with  a  statement  of  the  reason 
for  denial. 
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Pursuant  to  section  3  of  the  Adminis- 
trative Procedures  Act  <  60  Stat.  237  • .  the 
foregoing  amendments  are  hereby  made 
this  12th  day  of  May. 

I  SEAL  1  W.  L.  MITCHELL, 

AcWiQ  CorjuJiiasioner 
for  Social  Security. 

Approved:  May  12,  1949. 

J.  Donald  Kingsley, 
Acti7i(j  Federal  Security 
Administrator. 

[F.    R.    Doc.    49  4010:    Filed.    May    19.    1949: 
8:49  a.  ml 


SECURITIES  AND   EXCHANGE 
COMMISSION 

IFile  No.  70-21301 

Public  Service  Co.  of  Oklahom.x 

notice  of  filing 


At  a  regular  ses.sion  of  the  Securities 
and  Exchange  Commi.s.'^ion  held  at  its 
office  In  the  city  of  Wa.-^hington.  D.  C,  on 
the  16th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  an  applica- 
tion, and  an  amendment  thereto,  have 
been  filed  with  this  Commission,  pursu- 
ant to  the  Public  Utility  Holding  Com- 
pany Act  of  1935.  by  Public  Service  Com- 
pany of  Oklahoma  ("Public  Service"), 
a  public  utility  subsidiary  of  Central  and 
South  West  Corporation,  a  registered 
holding  company.  Applicant  has  desig- 
nated section  6  (b>  of  the  act  and  Rule 
U-50  promulgated  thereunder  as  appli- 
cable to  the  proposed  transaction. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  24, 
1949.  at  5:30  p.  m..  e.  d.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est, and  the  issues,  if  any.  of  fact  or  law 
raised  by  said  application  which  he  de- 
sires to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.     Any  request 
should  be  addressed:  Secretary.  Securi- 
ties and  Exchange  Commission.  425  Sec- 
ond Street  NW..  Wa.'^hington  25,  D.  C.    At 
any  time  after  May  24.  1949.  said  appli- 
caiion.  as  amended,  may  be  granted  as 
provided  in  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act  or 
the  Commission  may  exempt  .^uch  trans- 
actions as  provided  in  Rules  U-20   (a) 
and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  application,  as  amended,  which  Is 
on  file  in  the  office  of  this  Commission, 
for  a  statement  of  the  transaction  there- 
in proposed,  which  is  summarized  as  fol- 
lows : 

Public  Service  proposes  to  i.s.'^ue  and 
sell,  at  competitive  bidding  pursuant  to 
Rule  U-50,  50.000  shares  of  a  new  series 
of  --'"c  Preferred  Stock,  cumulative, 
par'value  $100  per  share.  The  price  of 
the  preferred  stock  to  the  company, 
which  shall  be  not  le.ss  than  $100  nor 
more  than  $102.75  per  share,  and  the 
dividend  rate,  will  be  determined  by 
competitive  bidding.  It  is  stated  that 
the  proceeds  to  be  derived  from  .such 
i.-sue  and  sale  will  be  used  to  finance,  in 
part,  the  company's  construction   pro- 
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gram  for  the  years  1949-51  aggregating 
$23,285,000.  of  which  it  is  estimated 
$8  274  000  will  be  expended  In  1949, 
$9,211,000  in  1950  and  $5,800,000  in  1951. 
The  financing  of  the  balance  of  the  con- 
struction requirements  will  be  provided 
principally  through  cash  generated  by 
operations,  including  retained  earnings, 
and  through  the  i.s.sue  and  sale  of  ap- 
proximately S4,000.000  of  bonds  or  de- 
bentures during  1951. 

Public  Service  estimates  its  total  ex- 
penses in  connection  with  the  proposed 
transaction  at  $25,000,  exclusive  of  serv- 
ice company  charges  which  will  be  sup- 
plied by  amendment. 

The  application  .states  that  the  issue 
and  sale  of  said  preferred  stock  is  sub- 
ject to  the  jurisdiction  of  the  Corpora- 
tion Commission  of  the  State  of 
Oklahoma,  the  State  Commission  of  the 
State  in  which  applicant  is  organized 
and  doing  business. 

Applicant  requests  that  the  ten-day 
publication  period  for  inviting  bids  for 
said  shares  of  preferred  stock,  as  pro- 
vided in  Ruk«U-50.  be  shortened  to  a 
period  of  not  less  than  six  days.  Ap- 
plicant further  reque.sts  that  the  Com- 
mission accelerate  the  entry  of  its  order 
and  that  such  order  become  effective 
forthwith  upon  Issuance, 


By  the  Commission. 

tSEALl  ORVAL  L.  DuBOIS, 

Secretary. 

[F     R.    Doc.    49-4003:    Piled.    May    19,    1949; 
8:47  a.  m.l 


(File  No.  70-21411 

Pennsylvania  Electric  Co.  et  al. 
notice  of  filing 


At  a  regular  .ses.sion  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C, 
on  the  13th  day  of  May  1949. 

In  the  matter  of  Pennsylvania  Electric 
Company,  Associated  Electric  Company, 
General  Public  Utilities  Corporation; 
File  No.  70-2141. 

Notice  is  hereby  given  that  General 
Public  Utilities  Corporation  ("GPU"',  a 
registered  holding  company,  its  subsidi- 
ary. Associated  Electric  Company 
c'Aelec"*,  alFO  a  registered  holding  com- 
pany, and  the  latter's  subsidiary,  Penn- 
.svlvania  Electric  Company  <"Penelec"». 
have  filed,  pursuant  to  the  Public  Utility 
HnldinR  Company  Act  of  1935.  a  joint  ap- 
plication-declaration. Applicants-dec- 
larants have  designated  sections  6.  7,  9 
(a».  10  and  12  tb>  of  the  act  and  Rules 
U-42  and  U-45  promulgated  thereunder 
as  applicable  to  the  proposed  transac- 
tions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May 
26.  1949.  at  5:30  p.  m..  e.  d.  s.  t.,  request 
the  Commi.'^sion  in  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  .such  request,  the  nature  of  his 
interest,  and  the  i.ssues  of  fact  or  law 
ral.sed  by  .said  Joint  application-declara- 
Uon  which  he  desires  to  controvert,  or 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.    Any  such  request  should  be  ad- 


dressed: Secretary,  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.  At  any  time 
after  May  26,  1949,  said  joint  applica- 
tion-declaration, as  filed  or  as  amended, 
may  be  granted  and  permitted  to  become 
effective  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act  or  the  Commission  may 
exempt  such  transactions  as  provided  in 
Rules  U-20  (a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  joint  application-declaration  which 
is  on  file  in  the  oflice  of  this  Commi-ssion 
for  a  statement  of  the  transactions  there- 
in proposed,  which  are  summarized  as 
follows: 

GPU  will  make  ca.sh  capital  contribu- 
tions to  Aelec  in  the  aggregate  amount 
of  $25.C00.OOO.  Aelec  will  apply  $20.- 
854,000  of  such  capital  contributions  to 
the  redemption,  at  principal  amount,  of 
its  outstanding  4'2'^r  bonds  due  1953. 
The  balance  of  $4  146.000  will  be  ad- 
vanced, from  time  to  time,  by  Aelec  to 
Penelec  and  employed  by  Penelec  in  pay- 
ment of  the  cost  of,  or  reimbursement  of 
payments  for,  the  construction  of  Pene- 
lecs  facilities  since  January  1,  1949.  As 
Penelec  receives  the  advances,  it  will  is- 
sue Its  promis.sory  notes  to  Aelec  for  the 
amount  of  each  advance.  Such  promis- 
sory notes  will  mature  six  months  from 
date  of  i.ssue  and  will  bear  no  interest. 

GPU  states  that  of  the  $25,000,000  to 
be  contributed  by  GPU  to  Aelec,  approxi- 
mately $21,600,000  represents  part  of  the 
proceeds  realized  by  GPU  from  its  recent 
sale  of  shares  of  common  stock  of  New 
York  State  Electric  &  Gas  Corporation, 
and  the  balance  of  apprcximately  $3  - 
400.0C0  will  be  part  of  the  $4,000  000  to  h^ 
obtained  by  GPU  from  Staten  Island  Edi- 
son Corporation  in  accordance  with  the 
financing  program  of  that  company 
which  is  presently  pending  before  this 
Commission. 

Applicants-declarants  state  that  the 
Pennsylvania  Public  Utility  Commission 
mr^y  have  jurisdiction  ever  the  propose  d 
borrowings  by  Penelec  from  Aelec. 

Applicants-declarants  request  that  the 
Commission  enter  its  order  at  the  earlie -t 
date  practicable. 

By  the  Commission. 


[  SE.\L : 


Orval  L.  DuBris, 
Secre'Lory. 


|F.    R.    Doc.    49  4004:    Filed.    May    19,    lE-iO; 
847  a.  ml 


SELECTIVE  SERVICE  SYSTEM 

Statement  of  Organization,  Delegati<''vs 

OF    FlN-.\L    AUTHCRITY.    and    PL'CES    at 

Which  iNForMAiioN  M.^Y  Be  Secvrfd 
P.irsuant  to  the  provisions  of  section 
3  of  the  Administrative  Procedure  Ait. 
approved  June  11,  1946  '60  Stat.  238:  5 
U.  S.  C.  1002).  and  the  regulations  of  the 
Administrative  Committee  of  the  Fcdi  ral 
Register  approved  bv  the  President  effec- 
tive October  12.  1948  ( 13  F.  R.  5929  • .  the 
following  statement  is  made  of  the  orpan- 
ization  of  the  Selective  S'^rvice  Systtm. 
Including  delegations  of  final  authon'y 
and  the  established  places  at  which  in- 
formation mr.y  be  secured: 
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ORGANIZATION 

Sec. 
1.  Establishment  and  functions  of  the  Selec- 
tive Service  System. 

2  Authority  vested  In  the  President, 

3  Director  of  Selective  Service. 

4  Organizational  elements  of  the  Selective 

Service   System. 
6    Organization  and  functions  of  National 
Headquarters. 

6  OrRanlzati (jii     and     functions     of    State 

Headquarters. 

7  Local  lx)ards. 

8  Appeal  boards. 

9.  National  Selective  Service  Appeal  Board. 

DELEGATIONS    OF   FINAL   AtJTHORITT 

20.  Authority  delegated  to  Director  of  Selec- 

tive Service. 

21.  Authority    delegated    to   National   Selec- 

tive Service  Appeal  Board. 

PLACES    AT   WHICH    PtJBLIC  MAY    SECimE 
INFORMATIDN 

30.  Places  to  secure  Information  concerning 

functions  and   operations  of  Selective 
Service  System. 

31.  Places  to  secure  Information  from  records 

In  Federal  record  depots. 

organization 

Section  1.  Establishment  and  func- 
tions of  the  Selective  Service  System. 
(a)  The  Selective  Service  System  was 
established  by  Title  I  of  the  Selective 
Service  Act  of  1948.  approved  June  24 
1948  (62  Stat.  604;  50  U.  S.  C.  App.,  Sup.' 
451-4701.  The  Selective  Service  System 
Includes  a  National  Headquarters.  State 
Headquarters  in  each  State,  Territory, 
and  possession  of  the  United  States,  and 
in  the  District  of  Columbia,  civilian  local 
boards,  civilian  appeal  boards,  and  such 
other  civilian  agencies.  Including  agen- 
cies of  appeal,  created  and  established 
by  the  President  as  may  be  necessary  to 
carry  out  Its  functions  with  respect  to  the 
registration,  examination,  classification, 
selection,  delivery  for  induction  into  the 
armed  forces,  and  maintenance  of 
records  of  the  male  persons  who  are 
required  to  register  under  that  title. 

<b)  The  functions  of  the  Office  of 
Selective  Service  Records,  which  was 
e>tabli.shed  by  the  act  of  March  31  1947 
'61  Stat.  31;  50  U.  S.  C.  App..  Sup.,  321- 
329 ».  and  the  functions  of  the  Director 
of  the  Office  of  Selective  Service  Records, 
were  transferred  by  section  10  <a)  (4)  of 
Title  I  of  the  Selective  Service  Act  of 
1948  to  the  Selective  Service  System 
and  the  Director  of  Selective  Service, 
respectively. 

'D  The  functions  of  the  Office  of 
Selective  Service  Records  so  transferred 
to  the  Selective  Service  System  are  the 
preservation  and  servicing  of  the  records 
of  Selective  Service  obtained  under  the 
Stk'ctive  Training  and  Service  Act  of 
1940,  as  amended,  and  the  performance 
of  such  other  duties  relating  to  the 
preservation  of  the  records,  knowledge 
and  methods  of  Selective  Service,  not 
Inconsistent  with  law. 

'2>  Functions  .so  transferred  to  the 
Dnoctor  of  Selective  Service  Include  the 
authority  to  prescribe  the  rules  and 
retjulations  necessnry  to  carry  out  the 
Pinvisions  of  the  act  of  March  31,  1947 
and  to  establish  Federal  record  depots 
In  the  several  States,  the  District  of 
Columbia,  and  the  Territories  and  pos- 
sessions of  the  United  States. 
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Sec.  2.  Authority  vested  in  the  Presi- 
dent. Under  Title  I  of  the  Selective  Serv- 
ice Act  of  1948  the  President  is 
authorized  : 

(a)  To  select  and  Induct  Into  the 
armed  forces  of  the  United  States  the 
number  of  men  sufficient  to  provide  and 
maintain  the  authorized  personnel 
strengths  of  such  forces; 

(b)  To  determine  the  time,  place,  and 
manner  of  registration  of  those  male 
persons  required  to  register; 

<c>  To  exempt  from  registration  and 
liability  for  training  and  service  aliens  In 
categories  specified  by  him,  who  are  re- 
siding in  the  United  States  and  who  have 
not  declared  their  intention  to  become 
citizens ; 

(d>  To  provide,  under  such  rules  and 
regulations  as  he  may  prescribe,  for  the 
deferment  of  men  from  training  and 
service  by  reason  of  their  occupations 
being  essential  to  the  national  health, 
safety,  or  Interest;  of  their  having  per- 
sons dependent  on  them  for  support;  of 
their  physical,  mental,  or  moral  disabil- 
ity; and  of  their  having  wives  or  children 
with  whom  they  maintain  a  bona  fide 
family  relation.ship  in  their  homes; 

(e»  To  finally  determine,  upon  appeal 
or  on  his  *wn  motion,  all  claims  or  ques- 
tions with  respect  to  Inclusion  for,  or 
exemption  or  deferment  from  training 
and  service; 

(f )  To  delegate,  and  to  provide  for  the 
subdelegation  of,  any  authority  vested  in 
him  under  that  title;  and 

<g»  To  prescribe  the  necessary  rules 
and  regulations  to  carry  out  the  provi- 
sions of  that  title. 

Sec  3.  Director  of  Selective  Service. 
The  Selective  Service  System  Is  headed 
by  the  Director  of  Selective  Service  who 
Is  appointed  by  the  President  with  the 
advice  and  consent  of  the  Senate  and  is 
responsible  directly  to  the  President  for 
carrying  out  the  functions  of  the  Selec- 
tive Service  System.  The  Director 
maintains  his  office  at  the  National 
Headquarters.  Selective  Service  System. 
Washington.  D.  C.  Supervision  of  oper- 
ations Is  exercised  by  the  Director 
through  directives,  conferences,  reports, 
and  central  control  of  policy,  procedural, 
and  planning  activities. 

Sec  4.  Organizational  elements  of  the 
Selective  Service  System.  The  Selective 
Service  System  consists  of  the  following 
organizational  elements: 

(a)  National  Headquarters. 

(b)  State  Headquarters. 

(c)  Local  Boards. 

(d)  Appeal  Boards. 

(e)  National  Selective  Service  Appeal 
Board. 

Sec  5.  Organization  and  functions  of 
National  Headquarters.  The  operations 
of  the  Selective  Service  System  are 
largely  decentralized.  National  Head- 
quarters functions  under  the  supervision 
of  the  Director  of  Selective  Service  as  a 
coordinating  agency  for  the  State  Head- 
quarters In  the  several  States.  Alaska. 
Hawaii,  Puerto  Rico,  the  Virgin  Islands, 
and  the  District  of  Columbia.  Within 
National  Headquarters  are  the  following 
organizational  elements  with  functions 
as  indicated: 
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(a^  Office  of  the  Director — d)  Dep- 
uty Director.  The  Deputy  Director  as- 
sumes the  duties  of  the  Director  In  his 
absence;  represents  the  Director  In  ac- 
tivities with  other  agencies,  as  designated 
by  him;  and  obligates  funds. 

(2)  Assistants  to  the  Director.  The 
Assistants  to  the  Director  carry  out  spe- 
cial assignments  for  the  Director  and 
perform  related  work  as  delegated. 

(3)  General  Counsel.  The  General 
Coun.sel  acts  as  legal  counsel  to  the  Direc- 
tor when  requested;  advises  and  assists 
in  connection  with  legal  matters  referred 
or  a.ssigned;  drafts  regulations,  orders, 
memoranda,  and  such  other  documents 
as  delegated;  maintains  liaison  with  the 
Department  of  Justice  on  matters  re- 
garding law  enforcement;  maintains  the 
law  library;  and  maintains  liai.son  with 
the  Division  of  the  Federal  Register  arid 
legal  departments  of  other  Government 
agencies. 

(4)  Chief  Legislative  and  Liaison  Offi- 
cer. The  Chief  Legislative  and  Liai.son 
Officer  serves  as  liaison  to  the  Congress 
and  to  the  Executive  Office  of  the  Pres- 
ident; keeps  the  Director  currently  in- 
formed on  all  matters  pertaining  to  leg- 
islation, public  information,  and  such 
liaison  functions  as  are  assigned;  reviews 
and  studies  proposed  and  pending  legis- 
lation and  prepares  proposed  legislation 
and  related  matters  and  prepares  and 
submits  reports  thereon;  supervises  the 
public  Information  service  of  National 
Headquarters  and  gives  clearance  to  all 
articles,  speeches,  and  other  Informa- 
tional material  designed  for  publication 
delivery,  or  dissemination;  handles  pol- 
icy liaison  matters  with  agencies,  boards 
organizations,  and  persons  not  otherwise 
delegated;  acts  as  liaison  to  veterans'  and 
patriotic  organizations  and  reviews  all 
correspondence  with  these  organizations- 
and  reviews  all  Congressional  mail  and 
telegranLs. 

(5)  Chief  Medical  Officer.  The  Chief 
Medical  Officer  advises  the  Director  on 
all  medical  and  dental  matters;  advises 
the  Director  relative  to  the  appointment 
of  Medical  Advisors  to  the  State  Direc- 
tors of  Selective  Service  and  Medical  Ad- 
visors to  the  Local  Boards;  maintains 
liaison  with  the  Surgeons  General  of 
the  Armed  Forces  and  advises  with 
respect  to  phy.sical  standards;  maintains 
liaison  with  the  Medical  Advisors  to  the 
State  Directors  through  the  State  Di- 
rectors  for  the  purpose  of  checking  the 
application  of  physical  standards;  and 
establishes  and  maintains  an  appropriate 
health  service  for  personnel  of  National 
Headquarters. 

<b)  Administrative  Division.  The  Ad- 
ministrative Division  performs  all  per- 
sonnel functions,  except  the  mainte- 
nance of  civilian  pay  roll  records  and 
the  preparation  of  civilian  pay  rolls,  re- 
quired In  the  operation  of  National 
Headquarters  and  the  various  State 
offices;  maintains  liaison  with  the  Civil 
Service  Commission;  maintains  mail  and 
communications  systems,  messenger  and 
motor  service;  establishes  filing  .systems 
and  has  custody  of  and  maintains  the 
current  files  of  National  Headquarters; 
maintains  liai.son  with  the  Public  Build- 
ings Administration;  secures  supplies  and 
property    for    National    Headquarters; 
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processes  and  distributes  printed  mate- 
rial for  the  Selective  service  system 
maintains     liaison     with     the     Public 
Pdnter-    and    maintains    reproduction 
facilities  lor  National  H;adquarters_^ 

(c>  ManpMcer  Division.     The  Man- 
power Division  develops  plans  and  pro- 
grams  for  determining  the  availability 
of  manpower  and  the  requirements  of 
?he  users  of  manpower:  maintains  con- 
tact with  and  provides  technical  service 
to  other  agencies  engaged  in  manpower 
imnning;   maintains  contact  ..th  and 
provides  technical  service  to  the  users 
oJ   manpower:   supervises    studies    and 
the  development  of  material  and  plans 
provming  for  the  complete  utilization  of 
manpower    in    a    national    emergency 
develops   plans   and  programs   for  the 
procurement  of  manpower,  including  the 
registration,  classification,  selection  for 
or  deferment  from  military  service,  and 
delivery  for  induction  of  persons  selected 
?o    service  in  the  armed  forces:  deter- 
mines  quotas  and  credits  for  the  States 
^nd  Territories:  recommends  allocation 
of  calls  to  States  and  Territories:  main- 
Uins  national  records  of  availability  and 

national  records  of  ^^^''■f'^J^'}'' 
armed  forces:  initiates  and  coordinates 
the  regulations,  procedures,  and  forms 
reauired  in  the  procurement  process 
evaluates  the  effectiveness  ef  policies  and 
procedures:  and  develops  plans  for  the 
improvement  of  the  operation  or  Its 
enlargement  to  meet  more  urgent  or 
emergency  situations. 

(d.    Field  Division.     The  Field  Divi- 
sion  establishes  and  "^ai^t^;%,  IX" 
with   the   State   Directors   of   Selective 
Service,   appropriate   offices   and   com- 
mands of  the  armed  forces,  the  fate 
Sovernors.    and    the    State    Adjutan  s 
General:  advises  the  Director  and  Divi- 
sion Chiefs  concerning  State  operations 
and  other  matters  in  the  field  related  to 
selective    service    operations:    prepares 
and  conducts  training  Programs  for  se- 
lected reserve  officers  and  assists  Btaie 
Adjutants  General  with  the  training  of 
Natiohal  Guard  SelecUve  Service  Sec- 
tion members  -not  presently  on  active 
duty  with  the  System;  and  establishes, 
maintains,  and  services  training  records 
of  individuals  participating  In  the  train- 
ing programs  of  the  Selective  Service 

System.  ^.  .  .         rrv.^ 

(e)  Finance  and  Supply  Division,    ine 
Finance  and  Supply  Division   prepares 
budget  estimates  of  funds  necessary  for 
Selective  Service  operations:  studies  cost 
requirements  and  makes  allocations  of 
funds:  procures  supplies,  equipment,  and 
services  and  exercises  supervision  over 
field  procurement:  devises  and  supervises 
fiscal   accounting  procedures;   obligates 
funds  and  maintains  fiscal  records  for 
National   Headquarters:    supervises   the 
execution  of  and  reviews  contracts  and 
leases:  prepares  civilian  pay  rolls  for  Na- 
tionalHeadquarters  and  supervises  civil- 
ian pay  roll  record's  and  procedures  of 
field  agencies;   supervises  Civil  Service 
Retirement   Records:    prepares    regula- 
tions governing  fiscal,  property,  and  pay 
roll  procedures  for  the  field  agencies; 
maintains  liaison  with  the  Chief  of  Fi- 
nance. U.  S.  Army,  and  other  Federal 
Bgencic^  on  matters  connected  with  the 


responsibilities  of  the  Division:  conducts 
field  audits  and  Inspections  of  the  rec- 
ords and  accounts  of  State  Procurement 
Officers  and  Civilian  Pay  RoH  Cert  fylng 
Officers;  and  prepares  estimates  of  per- 
sonnel requirements  and  establishes 
maximum  levels  of  Personnel  strength^ 

(f)  Records   and   Research   Division. 
The  Records  and  Research  Division  su- 
pervises and  coordinates  the  activities  of 
the  Federal  Record  Depot  Sections  of 
National  and  State  Headquarters:  proc- 
esses all  routine  correspondence  concern- 
ing the  records  of  the  former  Selective 
Service  System  and  of  the  Office  of  Selec- 
tive Service  Records:  ha»  custody  of  and 
responsibility  for  all  seml-actlve  and  In- 
active files  of  the  Selective  Service  Sjs- 
tern-  furnishes  technical  advice  on  the 
development  of  forms  and  procedures ; 
maintains  liaison  with  the  Bureau  of  the 
Budget  in  complying  ^Ith  the  Federal 
Reports  Act  of  1942  in  clearing  plans  and 
forms :  maintains  liaison  with  the  Bureau 
of  the  Budget  In  carrying  forward  a  rec- 
ords disposal  program:  maintains  liaison 
with  the  Archivist  of  the  United  States, 
studies  the  use  of  and  evaluates  all  rec- 
ords of  the  Selective  Service  System  and 
makes  recommendations  relating  to  their 
disposition :  recommends  procedures  with 
regard  to  the  keeping,  locating,  identify- 
ing    arranging,    storing,    transporting 
physical  custody,  use.  and  withdrawal  of 
records  of  the  Selective  Service  System; 
recommends  and  gives  effect  to  proce- 
dures for  the  protection,  preservation  or 
destruction  of  records  of  the  Selective 
Service  System:  operates  a  records  re- 
porting system  for  the  purpose  of  pro- 
viding   manpower    statistics:    conducts 
statistical  analyses  of  program  nature: 
recommends    plans    and    programs    for 
general  research  with  reference  to  mobi- 
lization and  related  subjects:  performs 
such  functions  incident  to  the  mathe- 
matical computation  of  calls  as  the  Di- 
rector may  require;  gathers  data,  com- 
piles and  prepares  the  Reports  of  the 
Director,  the  History  of  Selective  Service, 
and  such  other  special  reports  as  may  be 
authorized :  and  maintains  and  operates 
the  reference  library. 


(a>  State  Director  of  Selective  Serv- 
ice    A  State  Director  of  Selective  Serv- 
ice  Is  appointed  by  the  President  upon 
recommendation    of    the    Governor    or 
comparable  executive  official   for  each 
State  Headquarters  in  each  State  Ter- 
ritory, and  possession  and  in  the  Dls- 
[rl?t  of  Columbia.     The  State  Director 
represents  the  Governor  in  all  selective 
service  matters,  and.  subject  to  the  di- 
rection and  control  of  the  Director  of 
Selective  Service,  is  In  immediate  charge 
of  the  State  Headquarters  and  is  respon- 
sible for  carrying  out  the  functions  of 
the  Selective  Service  System  within  his 
area  of  jurl.sdlctlon.  -.-^^^     rrv.. 

(b)  State  Procurement  Officer,  ine 
State  Procurement  Officer  Is  responsible 
for  the  performance  of  fiscal,  purchas- 
ing contracting,  and  supply  functions 
within  the  jurisdiction  of  the  State 
Headquarters. 

(c)  Medical  Advisors  to  the  State  Di- 
rector of  Selective  Service.  Medical  Ad- 
visors to  the  State  Director  of  Selective 
Sorvice  are  appointed  by  the  President 
from  qualified  physicians  recommended 
bv  the  Governor.  One  or  more  medical 
advisors  may  be  appointed  and  they  are 
responsible  for  advising  the  State  Di- 
rector concerning  the  physical  and  men- 
tal condition  of  persons  who  have 
registered.  _  . 

(d)  Federal  record  depot.    The  Fed- 
eral record  depot  operates  as  a  section 
of  State  Headquarters  and  Is  responsible 
under  the  State  Director  for  the  preser- 
vation  and   servicing   of    the    selective 
service   records   obtained   In   the   State 
under  the  Selective  Training  and  Serv- 
ice Act  of  1940.  as  amended,  and  for  the 
furnishing   of   Information   from   those 
records  to  persons  who  registered  under 
that  act  and  their  designated  represent- 
atives and  to  authorized  Federal,  State, 
and  local  agencies. 


Sec  6   Organization  and  functions  of 
State  Headquarters.    A  State  Headquar- 
ters for  Selective  Service  has  been  estab- 
lished in  each  of  the  States,  except  that 
two  State  Headquarters  have  been  estab- 
lished in  the  State  of  New  York,  one  for 
the  City  of  New  York  and  one  for  the 
remainder  of  the  State.    State  Head- 
quarters have  also  been  established  In 
Alaska.  Hawaii.  Puerto  Rico,  the  Virgin 
Islands,  and  the  District  of  Columbia. 
Each  State  Headquarters  Is  respons^jle 
for  the  coordination,  and  general  super- 
vision of  the  activities  of  the  local  boards 
appeal  board.  Federal  record  depot,  and 
other  selective  service  agencies  under  Us 
jurisdiction,  and  for  the  procurement  of 
supplies,  equipment,  office  and  storage 
space  and  personnel  therefor.    Members 
of  local  boards  and  appeal  boards,  medi- 
cal advisors  to  the  State  Directors,  medi- 
cal advisors  to  the  local  boards,  govern- 
ment appeal  agents,  and  advisors  to  reg- 
l<;trants    serve    without    compensation. 
Within  each  State  Headquarters  are  the 
following  officers  and  a  Federal  record 
depot  with  functions  as  indicated: 


Sec    7.  Local   boards.     At   least   one 
local  board  has  been  established  in  each 
county   or   political    subdivision   corre- 
sponding thereto  of  each  State  and  Ter- 
ritory of  Puerto  Rico,  and  of  the  Virgin 
Islands,  and  in  the  District  of  Columbia 
except  where  upon  recommendation  of 
the  governors  or  comparable  executive 
officials  Intercounty  local  boards  have 
been  established  for  areas  not  exceeding 
five  counties  or  comparable  subdivisions. 
Each  local  board  consists  of  three  or 
more  members  who  are  appointed  by  the 
President  upon  recommendation  of  the 
Governor  except  in  the  case  of  an  Inter- 
county local  board  which  has  at  least 
one  member  from  each  county  or  com- 
parable subdivision  Included  within  its 
area.     Each  local  board  member  Is  a 
civilian   and    a   citizen   of    the   United 
Statesi-esldlng  in  a  county  in  which  his 
local  board  has  jurisdiction. 

(a>  Jurisdiction.    Each    local    board 

has  the  power  to  determine,  subject  to 

the  right «f  appeal  to  the  appeal  board. 

all  questions  or  claims  with  respect  to 

Inclusion  for.  or  exemption  or  deferment 

from,  training  and  service  in  the  armed 

forces  of  all  men  repistered  In.  or  subject 

to  registration  In,  the  area  for  which  it 

was  appointed.    The  decision  of  a  local 

board  Is  final  except  where  an  appeal  is 

authorized  and  is  taken  to  the  appeal 

board. 


Friday,  May  20,  1949 

(b)  Functions.  The  local  board  is  re- 
sponsible for  the  registration,  examina- 
tion, classification,  selection,  delivery  to 
the  armed  forces  for  induction,  and 
maintenance  of  the  records  of  men  who 
are  required  by  the  law  to  register  and 
who  are  within  the  jurisdiction  of  the 
local  board. 

(c)  Medical  advisors  to  the  local 
hoards.  For  each  local  board  one  or 
more  medical  advisors  are  appointed  by 
the  President  from  qualified  physicians 
recommended  by  the  Governor  to  advise 
the  local  board  regarding  the  physical 
and  mental  condition  of  Its  registrants. 

(d>  Government  appeal  agents.  For 
each  local  board  a  government  appeal 
Bcent  Is  appointed  by  the  President  upon 
recommendation  of  the  Governor,  and 
one  or  more  associate  government  appeal 
agents  are  similarly  appointed  for  a  local 
board  when  requested  by  the  government 
appeal  agent  or  the  local  board,  and  for 
each  county  within  an  Intercounty  local 
board  area.  The  government  appeal 
agent  Is  responsible  for  the  examination 
of  the  records  of  registrants  classified  by 
the  local  board  to  Insure  that  both  the 
interests  of  the  Government  and  the 
lights  of  the  registrants  are  protected 
In  the  taking  of  appeals  to  the  appeal 
board,  and  for  suggesting  to  the  local 
board  that  It  reconsider  any  case  when 
he  believes  the  interests  of  Justice  require 
such  action. 

(e)  Advisors  to  registrants.  Advl.sors 
to  registrants  are  appointed  by  the  Di- 
rector of  Selective  Service  upon  recom- 
mendation of  the  State  Director  of 
Selective  Service  to  advise  and  assist 
registrants  in  the  preparation  of  selective 
service  forms  and  to  advise  registrants 
as  to  their  obligations  under  the  law. 

Sec.  8.  Appeal  hoards.  An  appeal 
board  has  been  established  for  each  of 
the  States  except  In  the  State  of  New 
York  where  two  appeal  boards  have  been 
established,  one  for  the  City  of  New  York 
and  one  for  the  remainder  of  that  State. 
Appeal  boards  have  also  been  established 
In  Alaska.  Hawaii.  Puerto  Rico,  the  Vir- 
gin Islands,  and  the  District  of  Colum- 
bia. Each  appeal  board  consists,  nor- 
mally, of  five  civilian  members,  residents 
of  the  appeal  board  area,  appointed  by 
the  President  upon  recommendation  of 
the  Governor  and  Includes  one  member 
from  labor,  one  member  from  Industry, 
one  physician,  one  lawyer,  and.  where 
applicable,  one  member  from  agriculture. 
Where  warranted  by  the  number  of  ap- 
peals, additional  panels  of  five  members 
similarly  constituted  are  appointed  to  the 
appeal  board.  The  functions  of  an  ap- 
peal board  are  to  review  the  cases  of  reg- 
istrants appealed  to  it  and  to  affirm  or 
change  any  decision  of  the  local  board. 

Sec.  9.  National  Selective  Service  Ap- 
^al  Board.  The  National  Selective 
Service  Appeal  Board  is  located  at  Na- 
tional Headquarters  of  the  Selective 
Service  System  and  consists  of  three 
members  appointed  by  the  President 
from  citizens  of  the  United  States  who 
are  not  members  of  the  armed  forces,  one 
of  whom  Is  designated  by  the  President 
as  the  chairman.  The  President  has  au- 
thorized the  National  Board  to  finally 
aetermine  appeals  to  the  President  from 
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any  determination  of  an  appeal  board. 
In  carrying  out  its  functions  the  National 
Board  Is  Independent  of  the  Director  of 
Selective  Service. 

DELEGATIONS  OF  FINAL   AUTHORITY    % 

Sec.  20.  Authority  delegated  to  Direc- 
tor of  Selective  Service.  The  President 
has  delegated  to  the  Director  of  Selective 
Service  authority  to  prescribe  rules  and 
regulations  for  the  administration  of  the 
Selective  Service  System,  the  conduct  of 
its  officers  and  employees,  the  distribu- 
tion and  pvformance  of  Its  business,  and 
the  custody,  use.  and  preservation  of  Its 
records,  papers,  and  property;  to  issue 
public  notices,  orders,  and  instructions 
necessary  for  carrying  out  the  functions 
of  the  Selective  Service  System;  to  obli- 
gate and  authorize  expenditures  of 
funds;  to  appoint,  and  to  fix  the  com- 
pensation of,  officers  and  employees;  to 
delegate  any  of  his  authority  and  to  pro- 
vide for  the  subdelegation  of  any  such 
authority;  and  to  direct  and  supervise  the 
selection  of,  and  to  make  or  cause  to  be 
made  available  for  induction  Into  the 
armed  forces,  a  sufficient  number  of  men 
to  meet  the  requisitions  of  the  Secretary 
of  Defense. 

Sec.  21.  Authority  delegated  to  Na-' 
tional  Selective  Service  Appeal  Board. 
The  President  has  delegated  to  the  Na- 
tional Selective  Service  Appeal  Board  the 
authority  vested  in  him  by  Title  I  of  the 
Selective  Service  Act  of  1948  to  finally 
determine  upon  appeal  or  upon  his  ewn 
motion  all  claims  or  questions  with  re- 
spect to  Inclusion  for,  or  exemption  or 
deferment  from  training  and  service  un- 
der that  title. 

PLACES  AT  WHICH  PUBLIC  MAY  SECURE 
INFORMATION 

Sec.  30.  Places  to  secure  information 
concerning  functions  and  operations  of 
Selective  Service  System.  Information 
concerning  any  of  the  functions  for 
which  the  Selective  Service  System  is  re- 
sponsible and  Its  operations  may  be  ob- 
tained In  person  or  by  letter  at  the  office 
of  the  local  board  having  jurisdiction 
over  the  area  in  which  any  person  de- 
siring such  information  is  located.  In- 
formation as  to  the  location  of  the  local 
board  office  for  a  particular  area  may  be 
obtained  from  the  respective  State  Head- 
quarters for  Selective  Service.  In  the 
State  of  New  York  there  are  two  State 
Headquarters,  one  In  the  City  of  New 
York  with  jurisdiction  over  that  city  and 
one  in  the  City  of  Albany  with  jurisdic- 
tion over  the  remainder  of  that  State. 
State  Headquarters  are  located  in  the 
capital  of  each  of  the  other  States  with 
the  exception  of  the  following: 

state  and  Location  of  State  Headquartern 

Delaware:  Wilmington.    . 
Florida:  St.  Augustine. 
Illinois:  Chicago. 
Iowa:  Fort  Des  Moines. 
Kentucky:  Iioulsvllle. 
Louisiana:  New  Orleans. 
Maryland:  Baltimore. 
New  Jersey :  Newark. 
Oregon:  Portland. 
South  Dakota:  Rapid  City. 
Utah:  Port  Douglas. 
Washington:  Tacoma, 
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State  Headquarters  In  the  Territories, 
possessions,  and  District  of  Columbia  are 
located  as  follows: 

Alaska:  Juneau. 

District  of  Columbia:  Washington. 

HawaU:  Honolulu. 

Puerto  Rico:  San  Juan. 

Virgin  Islands:  St.  Thomas. 

Sec  31.  Places  to  secure  information 
from  records  in  Federal  record  depots. 
Information  contained  in  the  records  ob- 
tained in  each  State  under  the  Selective 
Training  and  Service  Act  of  1940.  as 
amended,  and  other  records  relating 
thereto  which  are  in  the  Federal  record 
depots  located  at  each  State  Headquar- 
ters may  be  obtained  by  persons  entitled 
thereto  either  by  letter  or  in  person  at 
the  respective  State  Headquarters  having 
jurisdiction  over  the  records.  All  rec- 
ords which  are  in  the  Federal  record  de- 
pots are  confidential  and  Information 
from  these  records  may  be  supplied  only 
to  those  persons  or  agencies  entitled 
thereto  under  the  provisions  of  Part  670 
of  the  Selective  Service  Regulations  (32 
CFR,  Part  670). 

[SEALl  Lewis  B.  Hershey. 

Director  of  Selective  Service. 
May  17.  1949. 

IF.    R.    Doo.   49-4013;    Filed.    May    19.    1949; 
8:52  a.  m.] 


FEDERAL  POWER  COMMISSION 

(Project  No.  1869] 

Montana  Power  Co. 

order  granting  rehearing 

On  March  16.  1949.  the  Commission 
Issued  an  order  dated  March  15.  1949. 
authorizing  the  Issuance  of  a  major 
license  for  the  con.structed  Thomp.son 
Palls  project  (Project  No.  1869)  which 
is  located  at  Thompson  Falls  on  the 
Clark  Fork  of  the  Columbia  River  in 
Sanders  County.  Montana.  The  project 
Is  owned,  operated  and  maintained  by 
The  Montana  Power  Company  which  has 
its  principal  offices  In  Butte.  Montana, 
and  which  filed  an  application  for  license 
for  the  project  on  April  6.  1942. 

The  application  for  license  was  filed 
following  an  investigation  of  public  lands 
occupancy  which  was  Initiated  by  the 
Commission  by  order  adopted  January 
18,  1938.  In  Docket  No.  IT-5505. 

On  April  14.  1949.  the  applicant  filed 
a  '"Petition  for  Hearing  and  for  Recon- 
sideration of  Order"  since  it  did  not  con- 
sider that  the  order  had  arisen  as  a 
result  of  a  "hearing"  In  the  popular  sense 
of  that  term,  and  therefore  an  applica- 
tion for  rehearing  under  section  313  (a) 
of  the  act  would  be  inappropriate.  How- 
ever, since  the  order  is  a  final  order,  the 
only  pertinent  provision  of  the  act  which 
can  be  employed  to  obtain  reconsidera- 
tion is  section  313  (a)  and  therefore  the 
petition  has  been  deemed  to  be  an  ap- 
plication for  rehearing  in  accordance 
with  that  provision  of  the  statute. 

While  the  application  for  license  pro- 
vided the  basic  data  upon  which  the  order 
Involved  herein  was  issued,  certain  of 
the  findings,  and  certain  of  the  clauses 
in  the  ordering  section  necessarily  were 
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adopted  as  a  result  of  the  Investigation 
by  and  recommendations  of  the  staff  or 
were  derived  from  recommendations  sub- 
mitted to  the  Commission  by  the  Sec- 
retary of  the  Interior. 

The  Commission  finds:  A  public  hear- 
ing should  be  held  to  provide  the  appli- 
cant, the  staff,  and  all  interested  persons 
an  opportunity  to  submit  all  pertinent 
data  bearing  upon  the  allegations  set 
forth  in  the  application  for  rehearing 
and  relating  generally  to  the  matter  of 
isj^uance  of  the  license  for  Project  No. 
1869. 

The  Commission  orders: 

(A)  The  application  for  rehearing 
filed  by  the  applicant  on  April  14,  1949, 
Is  hereby  granted. 

(B)  A  public  hearing  shall  be  held  on 
the  issues  arising  from  the  order  of  the 
Commission  dated  March  15,  1949,  au- 
thorizing Issuance  of  a  license  for  Project 
No.  1869  and  the  application  for  rehear- 
ing filed  in  this  proceeding,  at  a  time  and 
place  to  be  fixed  later. 

'Date  of  issuance:  May  13,  1949. 
By  the  Commission. 

[SEAL]  Leon  M.  Fuquay. 

Secretary. 

[P.    R.    Doc.   49-3998:    Filed.    May    19,    194»; 
8:46  a.  m.l 


NOTICES 

[Project  No.  18931 
PxTBLic  Service  Co.  of  New  Hampshire 

NOTICE  OF  ORDER  AUTHORIZING  ISSUANCE  OF 
LICENSE     (MAJOR)     AND    RESCINDING    PRE- 
f^IOUS  ORDER 

May  17,  1949. 

Notice  is  hereby  given  that,  on  May  6. 
1949.  the  Federal  Power  Commission  Is- 
sued Its  order  entered  May  5,  1949,  au- 
thorizing Ls.suance  of  license  (major) 
and  rescinding  previous  order  In  the 
above-designated  matter. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(P.   R.    Doc.   49^4007:    Piled,   May    19,    1949; 
8:48  a.  ml 


(Docket  No.  O-lllO) 
Waynesboro  Gas  Co. 


NOTICE   OF   FINAL   DECISION   AND   ORDER 

May  17,  1949. 
Notice  is  hereby  given  that  the  Initial 
decision  and  order  In  the  above-desig- 
nated matter,  directing  Manufacturers 
Light  and  Heat  Company  to  establish 
physical  connection  of  its  facilities  with 
those  of  Waynesboro  Gas  Company  and 
to  sell  gas  to  the  latter  through  such  in- 


terconnection,  was    Issued    and   served 
upon  all  parties  on  April  14,  1949. 

No  exceptions  thereto  having  been  filed 
or  review  Initiated  by  the  Commjs.sion. 
said  Initial  decision.  In  conformity  with 
the  Commission's  rules  of  practce  and 
procedure,  became  effective  on  May  16, 
1949.  as  the  final  decision  and  order  of 
the  Commission. 


[seal] 


Leon  M.  Puquay, 
Secretary. 


[F.    R.    Doc.   49-4005;    Piled.    May    19.    1949; 
8:48  a.  m  j 


(Docket  No.  ID-lOU] 
Alfred  W.  Smith 

NOTICE  OF  authorization 

May  17.  1949. 
Notice  Is  hereby  given  that,  on  May  13, 
1949,  the  Federal  Power  Commission  i>- 
sued  Its  order  entered  May  11.  1949.  in 
the  above-designated  matter,  authonz- 
Ing  Alfred  W.  Smith  to  hold  a  certain 
position  In  Gardner  Electric  Light  Com- 
pany  pursuant  to  section  305  ib)  of  the 
Federal  Power  Act. 


[seal] 


LioN  M.  Fuquay. 
Secretary. 


(F.    R.    Doc.    49  4006:    Filed.    May    19,    1S49; 
8:48  a.  mj 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2838 

Union  of  South  Africa — Suspension  of 
Tonnage  Duties 

BY    THI    president   OF   THE   UNITED    STATES 

OF  AMERICA 

A   PROCLAMATION 

WHEREAS  section  4228  of  the  Revised 
Statutes  of  the  United  States,  as  amend- 
ed by  the  act  of  July  24.  1897.  c.  13,  30 
Stat.  214  (U.  S.  C.  title  46.  sec.  141 ) .  pro- 
vides. In  part,  as  follows: 

Upon  satisfactory  proof  being  given  to  the 
President,  by  the  government  of  any  foreign 
nation,  that  no  discriminating  duties  of  ton- 
nage or  imposts  are  imposed  or  levied  in  the 
ports  of  such  nation  upon  vessels  wholly  be- 
longing to  citizens  of  the  United  States,  or 
upon  the  produce,  manufactures,  or  mer- 
chandise imported  in  the  same  from  the 
United  States  or  from  any  foreign  country, 
the  President  may  issue  his  proclamation, 
declaring  that  the  foreign  discriminating 
duties  of  tonnage  and  impost  within  the 
United  States  are  suspended  and  discon- 
tinued, so  far  as  respects  the  vessels  of  such 
foreign  nation,  and  the  produce,  manufac- 
tures, or  merchandise  imported  into  the 
United  States  from  such  foreign  nation,  or 
from  any  other  foreign  country;  the  suspen- 
Eion  to  take  effect  from  the  time  of  such 
notification  being  given  to  the  President, 
and  to  continue  so  long  as  the  reciprocal 
exemption  of  vessels,  belonging  to  citizens 
of  the  United  States,  and  their  cargoes,  shall 
be  continued,  and  no  longer  .  .  .; 

AND  WHEREAS  satisfactory  proof  was 
received  by  me  from  the  Government  of 
the  Union  of  South  Africa  on  April  19. 
1949.  that  no  discriminating  duties  of 
tonnage  or  Imposts  are  imposed  or  levied 
in  the  ports  of  the  Union  of  South  Africa 
upon  ve.ssels  wholly  belonging  to  citizens 
of  the  United  States,  or  upon  the  prod- 
uce, manufactures,  or  merchandise  Im- 
ported In  such  vessels,  from  the  United 
States,  or  from  any  foreign  country : 

NOW.  THEREFORE.  I.  HARRY  6. 
TRUMAN.  President  of  the  United  SUtes 
Of  America,  by  virtue  of  the  authority 
ve-^ted  In  me  by  the  above-quoted  statu- 
tory provisions,  do  hereby  declare  and 
proclaim  that  the  foreign  discriminating 
duties  of  tonnage  and  imposts  within  the 
United  States  are  suspended  and  discon- 
tinued so  far  as  respects  the  vessels  of  the 
Union  of  South  Africa  and  the  produce, 
manufactures,  or  merchandise  imported 
in  said  vessels  Into  the  United  States 
from  the  Union  of  South  Africa  or  from 


any  other  foreign  country;  the  suspen- 
sion to  take  effect  from  April  19.  1949, 
and  to  continue  so  long  as  the  reciprocal 
exemption  of  vessels  belonging  to  citizens 
of  the  United  States  and  their  cargoes 
shall  be  continued,  and  no  longer. 

IN  TESTIMONY  WHEREOF  I  have 
hereunto  set  my  hand  and  caused  the 
seal  of  the  United  States  of  America  to 
be  affixed. 

DONE  at  the  City  of  Washington  this 
19th  day  of  May.  in  the  year  of  our  Lord 

nineteen  hundred  and  forty-nine 
[SEAL]     and  of  the  IndeE>endence  of  the 

United   States   of   America   the 
one  hundred  and  seventy-third. 


Harry  S.  Trubjan 


By  the  President: 


Dean  Acheson, 
Secretary  of  State. 

[F.   R.   Doc.   49-4115;    FUed,   May   20.    1949; 
11:05  a.  m.l 


PROCLAMATION  2839 

Israel — Suspension  of  Tonnage  Duties 

BY   the   PRESIDENT  OF   THE   UNITED   STATES 

OF  AMERICA 

A  PROCLAMATION 

WHEREAS  section  4228  of  the  Revised 
Statutes  of  the  United  States,  as 
amended  by  the  act  of  July  24.  1897,  c. 
13.  30  Stat.  214  (U.  S.  C,  title  46.  sec. 
141).  provides,  in  part,  as  follows: 

Upon  satisfactory  proof  being  given  to 
the  President,  by  the  government  of  any 
foreign  nation,  that  no  discriminating  duties 
of  tonnage  or  imposts  are  imposed  or  levied 
in  the  ports  of  such  nation  upon  vessels 
wholly  belonging  to  citizens  of  the  United 
States,  or  upon  the  produce,  manufactures, 
or  merchandise  imported  in  the  same  from 
the  United  States  or  from  any  foreign  coun- 
try, the  President  may  Issue  his  proclama- 
tion, declaring  that  the  foreign  discriminat- 
ing duties  of  tonnage  and  impost  within  the 
United  States  are  suspended  and  discon- 
tinued, so  far  as  respects  the  vessels  of  such 
foreign  nation,  and  the  produce,  manufac- 
tures, or  merchandise  Imported  into  the 
United  States  from  such  fcn-elgn  nation,  or 
from  any  other  foreign  country;  the  sus- 
pension to  take  effect  from  the  time  of  such 
notification  being  given  to  the  President, 
and  to  continue  so  long  as  the  reciprocal 
exemption  of  vessels,  belonging  to  citizens 

(Continued  on  p.  2683) 
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Saturday,  May  21,  1949 

of  the  United  States,  and  their  cargoes,  shall 
b«  continued,  and  no  longer  .  .  .  ; 

AND  WHEREAS  satisfactory  proof  was 
received  by  me  from  the  Government  of 
Israel  on  April  18.  1949.  that  no  dis- 
criminating duties  of  tonnage  or  imposts 
are  imposed  or  levied  In  the  ports  of 
I.srael  ,upon  vessels  wholly  belonging  to 
citizens  of  the  United  States,  or  upon  the 
produce,  manufactures,  or  merchandise 
imported  in  such  vessels,  from  the  United 
States,  or  from  any  foreign  country 

NOW,  THEREFORE,  I.  Harry  S. 
Truman.  President  of  the  United  SUtes 
of  America,  by  virtue  of  the  authority 
vested  In  me  by  the  above-quoted  statu- 


FEDERAL  REGISTER 

tory  provisions,  do  hereby  declare  and 
proclaim  that  the  foreign  discriminating 
duties  of  tonnage  and  imposts  within  the 
United  States  are  su^ended  and  discon- 
tinued so  far  as  respects  the  vessels  of 
Israel  and  the  produce,  manufactures,  or 
merchandise  imported  in  said  vessels  into 
the  United  States  from  Israel  or  from 
any  other  foreign  country;  the  suspen- 
sion to  take  effect  from  April  18,  19^9, 
and  to  continue  so  long  as  the  reciprocal 
exemption  of  vessels  belonging  to  citizens 
of  the  United  States  and  their  cargoes 
shall  be  continued,  and  no  longer. 

IN  TESTIMONY  WHEREOF,  I  have 
hereunto  set  my  hand  and  caused  the 


2683 

seal  of  the  United  States  of  America  to 
be  afllxed. 

DONE  at  the  City  of  Washington  this 
19th  day  of  May.  in  the  year  of  our 
Lord  nineteen   hundred   and 
[SEAL]     forty-nine  and  of  the  Inde- 
pendence of  the  United  States 
of  America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Truman 
By  the  President: 

Dean  Acheson, 
Secretary  of  State. 

|F.   R.   Doc.   49-4116;    PUed.    May   20,    1949; 
11:05  a.  m.| 


RULES  AND  REGULATIONS 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  I — Farm   Credit  Administra- 
tion,  Department  of  Agriculture 

Subchapter   •— Federal   Farm    Loon   System 

Part  10 — Federal  Land  Banks  Generally 

sect7rity  standards 

Section  10.2  of  Title  6  of  the  Code  of 
Federal  Regiilations  is  hereby  amended 
to  read  as  follows: 

J  10.2  Security  standards.  To  be  ac- 
ceptable security  for  a  loan,  a  property 
must  meet  each  of  the  following  mini- 
mum standards: 

<a)  It  must  be  capable  of  producing, 
under  typical  operation,  normal  agricul- 
tural earnings  in  an  amount  at  least 
EufBclent  to  pay  farm  operating  expenses, 
including  taxes  and  other  fixed  charges, 
maintain  the  property,  and  show  a 
reasonable  balance  of  net  earnings. 

<b)  It  must  be  sufficiently  desirable 
to  be  readily  salable  or  rentable  under 
normal  agricultural  conditions. 

'O  It  must  be  sufficiently  durable  to 
maintain  satisfactory  production  during 
the  loan  term  specified. 

<d)  It  must  have  sufficient  stability  of 
value  to  assure  that,  on  a  loan  that  would 
be  proper  to  a  typical  owner  of  the  prop- 
erty, the  bank  could  recover  Its  invest- 
ment If  unforeseen  difflculties  should 
result  In  acquirement  of  the  property. 

To  meet  the  foregoing  requirements, 
acceptable  security  in  all  cases  neces- 
sarily will  be  a  farm  property  with  suffi- 
cient normal  cash  earnings  from  farming 
operations  to  be  a  principal  factor  In  Its 
normal  agricultural  value.  When  It  Is 
necessary  to  rely  on  Income  other  than 
farm  earnings  for  any  part  of  the  family 
living  expen5es  and  loan  Installments, 
such  supplemental  Income  must  be  avail- 
able to  the  applicant  and  to  a  typical 
owner  from  dependable  sources.  191 
'See.  6,  47  Stat.  14;  12  U.  6.  C.  665,  E.  O. 
6084.  Mar.  27.  1933.  Applies  sec.  12 
"Fifth".  39  Stat.  371.  as  amended;  12 
U.  8.  C.  771  "Plfth") 


'S«Atl  J.  R.  IsLEIB, 

land  Bank  Commissioner. 

IP.   R.   Doc.   49-4034;    Piled,    May    20,    1949; 
8:48  a.  m.J 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  ond  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

[Orange  Reg.  16C1 

Part  933— Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  or  shipments 

8  933.438  Orange  Regulation  166— (a) 
Findings.  (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  33,  as  amended  (7  CFR  and  Supps. 
Part  933),  regulating  the  handling  of 
oranges,  grapefruit,  and  tangerines 
grown  in  the  State  of  Florida,  effective 
under  the  applicable  provisions  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended,  and  upon  the  basis 
of  the  recommendations  of  the  commit- 
tees established  under  the  aforesaid 
amended  marketing  agreement  and  or- 
der, and  upon  other  available  informa- 
tion. It  Is  hereby  found  that  the 
limitation  of  shipments  of  oranges,  as 
hereinafter  provided,  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act. 

(2)  It  Is  hereby  further  found  that  It 
Is  Impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule  making  procedure, 
and  postpone  the  effective  date  of  this 
regulation  until  30  days  after  publica- 
tion thereof  in  the  Federal  Register 
(60  Stat.  237;  5  U.  S.  C.  1001  et  seq.) 
because  the  time  Intervening  between 
the  date  when  information  upon  which 
this  regulation  is  based  became  available 
and  the  time  when  this  regulation  must 
become  effective  in  order  to  effectuate 
the  declared  policy  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended,  is  in.«;ufflcient  and  a  reasonable 
time  is  permitted,  under  the  circum- 
stances, for  such  effective  date. 

(bt  Order.  <1)  Ehirlng  the  period  be- 
ginning at  12:01  a.  m..  e.  s.  t..  May  23, 
1949,  and  ending  at  12:01  a.  m.,  June  6, 
1949,  no  handler  shall  ship: 

(1)  Any  oranges,  except  Temple 
oranges,  grown  in  Regulation  Area  I 
which  grade  U.  S.  No.  2  Bright,  U.  S. 
No.  2.  U.  8.  No.  2  Russet,  U.  6.  No.  8, 
or  lower  than  U.  S.  No.  3  grade; 


(11)  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  II 
which  grade  U.  S.  No.  2  Russet,  U.  S.  No. 
3,  or  lower  than  U.  S.  No.  3  grade; 

(ill)  Any  oranges,  txcept  Temple 
oranges,  grown  in  Regulation  Area  II 
which  grade  U.  S.  No.  2  or  U.  S.  No.  2 
Bright  unless  such  oranges  (a)  are  in  the 
same  container  with  oranges  which 
grade  at  least  U.  S.  No.  1  Russet  and 
<b)  are  not  In  excess  of  50  percent,  by 
count,  of  the  number  of  all  oranges  In 
such  container;  or 

<iv)  Any  oranges,  except  Temple 
oranges,  grown  In  Regulation  Area  I  or 
Regulation  Area  n  which  are  of  a  size 
larger  than  a  size  that  will  pack  126 
oranges,  packed  In  accordance  with  the 
requirements  of  a  standard  pack,  in  a 
standard  nailed  box. 

(2)  As  used  in  this  section,  the  terms 
"handler,"  "ship,"  "Regulation  Area  I." 
and  "Regulation  Area  11"  shall  each  have 
the  same  meaning  as  when  used  In  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  No.  1  Russet " 
"U.  S.  No.  2  Bright."  "U.  8.  No.  2."  "U.  S. 
No.  2  Russet,"  "U.  8.  No.  3,"  "standard 
pack,"  "container,"  and  "standard  nailed 
box"  shall  each  have  the  same  meaning 
as  when  used  In  the  United  States  Stand- 
ards for  Oranges  (13  P.  R.  5174,  5306). 
Shipments  of  Temple  oranges  grown  in 
the  State  of  Florida  are  subject  to  the 
provisions  of  Orange  Regulation  159  (14 
F.  R.  501.  637).  (48  SUt.  31,  as 
amended;  7  U.  8.  C.  601  et  seq.;  7  CFR 
933) 

Done  at  Wa.shington,  D.  C,  this  19th 
day  of  May  1949. 

IwSKALl  8.  R.   Smith, 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[P.    R.   Doc.   49-4106;    Piled,    May    20,    1949; 
9:44  a.  m.J 


[Grapefruit  Reg.  113] 

Part  933 — Oranges,  Grapefruit,  and 
Tangerines  Grown  in  Florida 

limitation  or  shipments 

5  933.439    Grapefruit  Regulation  113— 
(a)  Findings,    d)  Pursuant  to  the  mar- 
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keting  agreement,  as  amended,  and 
Order  No.  33,  as  amended  *7  CFR  and 
Supps.  Part  933 ».  regulating  the  han- 
dling of  oranges,  grapefruit,  and  tan- 
gerines grown  in  the  Statje  of  Florida, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended,  and  upon 
the  basis  of  the  recommendations  of  the 
committees  established  under  the  afore- 
said amended  marketing  agreement  and 
order,  and  upon  other  available  infor- 
mation, it  Is  hereby  found  that  the 
limitation  of  shipments  of  grapefruit,  as 
hereinafter  provided,  will  tend  to  effec-. 
tuate  the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that 
it  is  Impracticable  and  contrary  to  the 
public  Interest  to  give  preliminary  no- 
tice, engage  In  public  rule  making  pro- 
cedure, and  postpone  the  effective  date 
of  this  regulation  until  30  days  after 
publication  thereof  in  the  Federal  Reg- 
ister <60  Stat.  237;  5  U.  S.  C.  1001  et 
seq.)  because  the  time  Intervening  be- 
tween the  date  when  information  upon 
which  this  regulation  Is  based  became 
available  and  the  time  when  this  regu- 
lation must  become  effective  In  order  to 
effectuate  the  declared  policy  of  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  SIS  amended.  Is  insufficient,  and 
a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (D  Ehiring  the  period  be- 
ginning at  12:01  a.  m..  e.  s.  t..  May  23, 
1949,  and  ending  at  12:01  a.  m.,  e.  s.  t., 
June  6,  1949,  no  handler  shall  ship: 

<i)  Any  grapefruit  of  any  variety. 
grown  in  the  State  of  Florida,  unless  such 
grapefruit  grade  at  least  U.  S.  No.  2 
Russet ; 

(ii)  Any  seeded  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  96 
grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box ;  or 

(Hi)  Any  seedless  grapefruit,  grown  in 
the  State  of  Florida,  which  are  of  a  size 
smaller  than  a  size  that  will  pack  126 
grapefruit,  packed  in  accordance  with 
the  requirements  of  a  standard  pack,  in 
a  standard  nailed  box.  unless  such  grape- 
fruit grade  U.  S.  Fancy.  U.  S.  No.  1 
Bright.  U.  S.  No.  1.  U.  S.  No.  1  Golden. 
U.  S.  No.  1  Bronze,  or  U.  S.  No.  1  Russet. 
(2)  As  used  in  this  section,  "handler" 
and  "ship"  shall  have  the  same  meaning 
as  is  given  to  each  such  term  in  said 
amended  marketing  agreement  and  or- 
der; and  the  terms  "U.  S.  Fancy."  "U.  S. 
No.  1  Bright,"  "U.  S.  No.  1."  "U.  S.  No.  1 
Golden."  "U.  S.  No.  1  Bronze."  "U.  S.  No. 
1  Russet."  "U.  S.  No.  2  Russet."  "standard 
pack."  and  "standard  nailed  box"  shall 
each  have  the  same  meaning  as  when 
used  in  the  United  States  Standards  for 
Grapefruit  (13  P.  R.  4787) .  (48  Stat.  31. 
as  amended:  7  U.  S.  C.  601  et  seq.) 

Done  at  Washington.  D.  C.  this  19th 
day  of  May  1949. 

I  SEAL  1  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

[F.   R.   Doc.   4fr-4107;    Filed.   May   20.    1948; 
9:44  a.  m.l 


RULES  AND  REGULATIONS 

Part  936 — Fresh  Bartlett  Pears.  Plums, 
AND  Elberta  Peaches  Grown  in  Cali- 
fornia 

order  amending  order,  as  amended, 
regulating  handling 

§  936.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  &jre  supplementary  to  and 
in  addition  to  the  findings  and  deter- 
nflnations  made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  flndings  and  determinations  set 
forth  herein. 

(a)  Findings  on  the  basis  of  the  hear- 
ing record.  Pursuant  to  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.  S.  C.  and  Sup.  I  601  et 
seq. )  and  the  rules  of  practice  and  proce- 
dure  effective  thereunder  (7  CFR  and 
Supps.  900.1  et  seq.;  13  F.  R.  8585).  a 
public  hearing  was  held  at  Sacramento. 
California,  beginning  on  December  6. 
1948.  upon  proposed  further  amend- 
ments to  the  marketing  agreement  and 
Order  No.  36  (7  CFR,  Cum.  Supp..  Part 
936)  regulating  the  handling  of  fresh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  in  the  State  of  California. 
Upon  the  basis  of  the  evidence  introduced 
at  such  hearing,  and  the  record  thereof, 
it  is  found  that: 

(1)  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  thereof,  will  tend 
to  effectuate  the  declared  policy  of  the 
act: 

(2)  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  Bartlett  pears,  early  varieties 
of  plums,  late  varieties  of  plums,  and  El- 
berta peaches  grown  in  the  State  of  Cali- 
fornia in  the  same  manner  as.  and  is  ap- 
plicable only  to  persons  in  the  respective 
classes  of  industrial  and  commercial  ac- 
tivity, specified  in  the  marketing  agree- 
ment upon  which  hearings  have  been 
held: 

(3)  The  said  order,  as  amended  and  as 
hereby  further  amended,  is  limited  in  its 
application  to  the  smallest  regional  pro- 
duction area  that  is  practicable,  con- 
sistently with  carrying  out  the  declared 
policy  of  the  act;  and  the  issuance  of 
several  orders  applicable  to  subdivisions 
of  such  regional  production  area  would 
not  effectively  carry  out  the  declared 
policy  of  the  act;  and  ^ 

(4)  The  said  order,  as  amended  and 
as  hereby  further  amended,  prescribes, 
so  far  as  practicable,  such  different 
terms,  applicable  to  different  parts  of  the 
production  area,  as  are  necessary  to  give 
due  recognition  to  the  differences  in  pro- 
duction and  marketing  of  the  fruit 
covered  thereby. 

(b)  Additional  findings.  It  is  neces- 
sary, in  the  public  interest,  to  make  this 
order  effective  not  later  than  May  21. 
1949.  so  as  to  facilitate,  promote,  and 
maintain  orderly  marketing  of  the  fruit 
covered  hereunder.  Shipments  of  early 
varieties  of  plums  begin  late  in  May  and 
become  heavy  in  volume  almost  immedi- 
ately thereafter.  It  li  necessary,  there- 
fore, to  make  this  order  effective  by  the 


aforesaid  date  so  that  regulations  may 
be  formulated  and  issued  prior  to  the 
commencement  of  such  volume  ship- 
ments. Thus  the  benefits  of  the  pro- 
gram will  be  available  to  producers  and 
handlers  throughout  the  marketing  of 
the  1949  crop  of  such  fruit.  The  provi- 
sions of  ohis  order  are  well  known  to 
handlers.  The  public  hearing  in  connec- 
tion therewith  was  held  at  Sacramento. 
California,  on  December  6  and  7.  1948; 
and  the  recommended  decision  and  the 
final  decision  were  published  in  the  Fed- 
eral Register  on  February  17.  1949.  and 
March  23.  1949,  respectively.  The 
changes  effected  by  this  order  do  not  re- 
quire any  preparation  on  the  part  of 
handlers.  Handlers  will  be  given  ade- 
quate notice  of  regulations  issued  so  that 
they  will  have  sufficient  time  to  make 
any  necessary  preparations  for  com- 
pliance therewith.  It  is  hereby  deter- 
mined, in  view  of  these  facts  and  circum- 
stances, that  good  cause  exists  for  mak- 
ing this  order  effective  May  21, 1949;  and 
that  it  would  be  contrary  to  the  public 
interest  to  delay  the  effective  date  to  a 
date  later  than  May  21.  1949. 

(c)  Determinations.    It  is  hereby  de- 
termined that: 

(1)  The  agreement  amending  the  mar- 
keting agreement,  as  amended,  regulat- 
ing the  handling  of  fresh  Bartlett  pears, 
plums,  and  Elberta  peaches  grown  in  the 
State  of  California,  upon  which  the 
aforesaid  public  hearing  was  held,  has 
been  executed  by  handlers  (excluding  co- 
operative a.ssociations  of  producers  who 
were  not  engaged  in  processing,  dis- 
tributing, or  shipping  the  fruit  covered 
by  this  order)  who.  during  the  period 
March  1,  1948,  to  February  28,  1949,  both 
dates  inclusive,  handled  not  less  than  50 
percent  of  the  volume  of  Bartlett  pears, 
not  less  than  50  percent  of  the  volume 
of  early  varieties  of  plums,  not  less  than 
50  percent  of  the  volume  of  late  varieties 
of  plums,  and  not  less  than  50  percent 
of  the  volume  of  Elberta  peaches  covered 
by  said  order,  as  amended  and  hereby 
further  amended; 

(2)  The  aforesaid  agreement  amend- 
ing the  marketing  agreement,  as 
amended,  has  been  executed  by  handlers 
who  were^  signatory  parties  to  said  mar- 
keting agreement,  as  amended,  and  who, 
during  the  1948-49  marketing  season, 
handled  not  less  than  67  percent  of  the 
volume  of  Bartlett  pears,  not  less  than 
67  percent  of  the  volume  of  early  varieties 
of  plums,  not  less  than  67  percent  of  the 
volume  of  late  varieties  of  plums,  and  not 
less  than  67  percent  of  the  volume  of 
Elberta  peaches,  grown  in  the  State  of 
California,  handled  by  all  signatory  han- 
dlers to  said  marketing  agreement,  as 
amended,  during  said  marketing  season; 

(3)  The  issuance  of  this  order,  amend- 
ing the  aforesaid  order  as  amended,  is 
favored  and  approved  by  at  least  two- 
thirds  of  the  producers  who  participated 
in  a  referendum  on  the  question  of  ii^ 
approval  and  who.  during  the  determined 
representative  period  (March  1.  1948.  to 
February  28.  1949.  both  dates  inclusive  • . 
were  engaged,  within  the  State  of  Cali- 
fornia, in  the  production  for  market  of 
Bartlett  pears,  early  varieties  of  plums, 
late  varieties  of  plums,  and  Elberta 
peaches,  respectively. 


Saturday,  May  21,  1949 

It  Is  hereby  found  and  proclaimed 
that:  (1)  The  purchasing  power  of  early 
varieties  of  plums  and  late  varieties  of 
plums,  respectively,  grown  in  the  State 
of  California,  cannot  be  satisfactorily  de- 
termined from  available  statistics  of  the 
Department  of  Agriculture  with  respect 
to  the  period  Augu.st  1909-July  1914;  (2) 
the  purchasing  power  of  such  fruit  can 
be  satisfactorily  determined  from  avail- 
able statistics  of  the  Department  of  Agri- 
culture with  respect  to  the  period  Janu- 
ary 1.  1920.  to  December  31.  1928,  both 
dates  Inclusive:  and  (3)  the  period  Janu- 
ary 1,  1920,  to  December  31,  1928,  both 
dates  inclusive,  is  the  base  period  for  de- 
termining the  purchasing  power  of  such 
fruit. 

It  is  therefore  ordered.  That,  on  and 
after  the  effective  date  hereof,  the  han- 
dling of  fresh  Bartlett  pears,  early  vari- 
eties of  plums,  late  varieties  of  plums, 
and  Elberta  peaches  grown  in  the  State 
of  California  siiall  be  in  conformity  to, 
and  in  compliance  with,  the  terms  and 
conditions  of  said  order,  as  amended  and 
as  hereby  further  amended:  and  such 
order  is  hereby  amended  as  follows : 

1.  Delete  the  provisions  of  §  936.1  (d) 
and  insert  in  lieu  thereof,  the  following: 

(d)  "Fruit"  means  any  one  or  more  of 
the  following  types  of  deciduous  fruit  and 
designated  varietal  groupings  of  plums 
grown  in  the  State  of  California  and 
shipped  in  fresh  form:  (1)  Bartlett  pears; 
(2)  Elberta  peaches;  (3)  early  varieties 
of  plums,  consisting  of  plums  of  the 
Beauty.  Formosa.  Santa  Rosa,  and  Cli- 
max varieties;  and  (4)  late  varieties  of 
plums,  consisting  of  plums  of  all  vari- 
eties other  than  those  listed  in  subpara- 
graph (3)  of  this  paragraph. 

2.  In  5  936.1  (h)  delete  the  dates  "April 
1"  and  "March  31"  and  insert,  in  lieu 
thereof.  "March  1"  and  "the  last  day  of 
February",  respectively. 

3.  Delete  §936.1  (j)  and  redesignate 
5  936  1  (k)  and  iS  936.1  d)  as  5  936.1  (J) 
and  S  936.1  (k),  respectively. 

4.  In  the  second  sentence  of  5  936.2  (a) 
delete  the  date  "March  1"  and  insert,  in 
lieu  thereof,  "February  1". 

5.  In  the  second  .sentence  of  5  936.2  (e) 
delete  the  date  February  15"  and  insert, 
in  lieu  thereof.  "January  15". 

6.  In  5  936.2  (k)  delete  the  dates 
"March  15"  and  "April  1"  and  insert,  in 
lieu  thereof,  "February  15"  and  "March 
1",  respectively. 

7.  Revise  5  936.2  (s)  (4)  to  read  as 
follows: 

(4)  To  employ  a  manager  who  shall, 
among  other  duties,  act  as  the  secretary 
of  the  Control  Committee,  all  commodity 
committees,  and  the  Sales  Managers' 
Committee  established  pursuant  hereto; 
to  employ  such  other  employees  as  it 
deems  necessary;  to  determine  the  salary 
and  duties  of  such  manager  and  other 
employees;  and  to  authorize,  if  the  com- 
mittee deems  such  to  be  neces.sary.  the 
manager  to  employ  temporarily,  subject 
to  such  limitations  and  qualifications  as 
may  be  specified  by  the  committee,  such 
perrons  as  the  manager  deems  necessary, 
and  to  determine  the  salaries  of  such  per- 
sons, which  salaries  shall  be  reasonable 
and  within  the  limitations  of  the  budget 
and  such  other  limitations  as  may  be 
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prescribed  by  the  committee,  and  to  de- 
fine the  respective  duties  of  such  persons; 

8.  Delete  the  following  words  which  ap- 
pear in  the  first  sentence  of  5  936.4  (c) 
(2):  "In  paragraph  (a)". 

9.  Delete  5  936.4  (e) ;  redesignate 
5  936.6  to  read  "5  936.6a";  and  add  the 
following  as  a  new  §  936.8: 

5  936.6  Modification,  suspension,  or 
termination.  Whenever  a  commodity 
committee,  established  hereunder  for  a 
particular  fruit,  deems  it  advisable  to 
modify,  sa'jpend,  or  terminate  any  or  all 
of  the  regulations  issued  pursuant  hereto 
for  such  fruit  or  any  variety  or  varieties 
thereof,  it  shall  so  recommend  to  the 
Secretary.  With  each  such  recommen- 
dation submitted  to  the  Secretary,  the 
commodity  committee  shall  forward  the 
Infoi-matlon  upon  wtiich  it  acted  in  mak- 
ing such  recommendation.  If  the  Secre- 
tary finds,  upon  the  basis  of  such  recom- 
mendation and  information  or  from 
other  available  information,  that  to  mod- 
ify sueh  regulations  will  tend  to  effectu- 
ate the  declared  policy  of  the  act,  he  shall 
so  modify  such  regulations.  If  the  Sec- 
retary finds,  upon  the  basis  of  such  rec- 
ommendation and  information  or  upon 
the  basis  of  other  available  information, 
that  any  such  regulations  obstruct  or  do 
not  tend  to  effectuate  the  declared  policy 
of  the  act,  he  shall  suspend  or  terminate 
such  regulations.  The  Secretary  shall 
immediately  notify  such  commodity  com- 
mittee, and  such  committee  shall 
promptly  give  adequate  notice  to  han- 
dlers and  growers,  of  the  issuance  of  each 
order  modifying,  suspending,  or  termi- 
nating any  such  regulations.  In  like 
manner  and  upon  the  same  basis  the 
Secretary  may  terminate  any  such  modi- 
fication or  suspension. 

10.  Revise  §  936.5  to  read  as  follows: 

5  936.5  Regulation  of  daily  ship- 
ments— (a)  Definitions.  As  used  in  this 
section,  the  following  terms  shall  have 
the  followmg  meanings: 

(1>  "Railroad  assembly  point"  means 
any  railroad  shipping  point  designated 
by  the  Bartlett  Pear  Commodity  Com- 
mittee. 

(2)  "Cold  storage  assembly  point" 
means  any  cold  storage  plant  in  the 
State  of  California. 

<  3  >  "Shippinp  point"  means  any  point, 
in  the  State  of  California,  from  which 
fruit  is  shipped  by  railroad  or  truck. 

(4)  "Arrive 'or  "arrival" means  (i)  the 
actual  time  of  arrival  of  a  car  of  fruit  at 
a  railroad  assembly  point,  if  such  car 
is  not  pre-cooled  at  such  assembly  point, 
(ii)  the  actual  time  when  pre-cooling  is 
completed  if  the  car  of  fruit  is  pre-cooled 
at  railroad  assembly  point,  or  (iii)  such 
time  subsequent  to  the  actual  delivery  of 
a  car  of  fruit,  or  the  equivalent  thereof 
at  a  cold  storage  assembly  point  as  the 
commodify  committee  may  prescribe  by 
rules  and  regulations. 

(5)  "Cold  storage"  means  retention  of 
fruit  under  refrigeration  in  a  storage 
warehouse  for  such  period  of  time,  at 
such  place,  and  under  such  conditions 
as  the  commodity  committee  may  pre- 
scribe by  rules  and  regulations. 

(6)  "Available"  means  (i)  when  used 
with  reference  to  the  fruit  of  a  shipper 
whose  fruit  is  being  regulated  at  assembly 
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point,  the  quantity  of  fruit  controlled  by 
him  arriving,  on  a  particular  day,  at  any 
or  all  assembly  points  such  day,  (ii)  when 
used  with  reference  to  the  fruit  of  a  ship- 
per whose  fruit  Is  being  regulated  at 
shipping  point,  the  quantity  of  fruit 
which  he  controls  packed  by  or  for  him 
for  Interstate  shipment  and  foreign  ship- 
ment on  the  Continent  of  North  Ahicrica 
on  such  particular  day  at  such  shipping 
point. 

(7)  "Total  available"  means  the  quan- 
tity of  fruit  available  for  shipment  on  a 
particular  day  by  all  shippers  whose  ship- 
ments are  regulated  at  shipping  points 
plus  the  quantity  of  fruit,  arriving  on 
such  particular  day  at  all  assembly 
points,  controlled  by  all  shippers  electing 
regulation  at  assembly  points. 

(8)  "Fruit  controlled  '  means  fruit  to 
which  the  shipper  has  legal  title  or  fruit 
which  the  shipper  has  been  authorized 
by  the  owner  to  ship. 

(9>  "Ship"  and  "market"  are  synony- 
mous and  mean  to  convey  in,  or  handle 
for  shipment  in.  to  ship  or  cause  to  be 
conveyed  or  handled  for  shipment  in.  or 
in  any  other  way  to  put  fruit  in,  the 
channels  of  trade  by  conveying  or  caus- 
ing fruit  to  be  conveyed  by  railroad, 
truck,  boat,  or  any  other  means  whatso- 
ever (except  as  a  common  carrier  of 
fruit  owned  by  another  person),  in  the 
current  of  interstate  or  foreign  com- 
merce on  the  Continent  of  North  Amer- 
ica, or  so  as  directly  to  burden,  obstruct, 
or  affect  such  commerce. 

(10)  "Shipper"  and  "handler"  are 
synonymous  and  mean  any  person  who 
ships,  or  i^  engaged  in  shipping,  mar- 
keting, consigning,  or  dealing  in  fruit, 
either  in  person  or  as  or  through  an 
agent,  broker,  representative,  or  other- 
wise. In  the  current  of  interstate  Or  for- 
eign commerce  on  the  Continent  of  North 
America,  or  so  as  directly  to  burden,  ob- 
struct, or  affect  such  commerce. 

(11)  "Fruit"  means  Bartlett  pears 
grown  in  the  State  of  California  and 
shipped  in  fresh  form. 

( 12 )  "Car  of  fruit"  or  "carload  of  fruit" 
means  such  quantity  of  fruit  as  may  be 
specified  in  the  rules  and  regulations 
adopted  by  the  commodity  committee. 

( 13 )  "Commodity  committee"  or  "com- 
mittee" means  the  Bartlett  Pear  Com- 
modity Committee. 

<b)  Recommendation  of  regulation. 
The  commodity  committee  may,  during 
the  effective  time  of  a  regulation 
established  pursuant  to  §936.4  <a), 
recommend,  from  time  to  time,  to  the 
Secretary  the  establishment  of  a  period 
of  time  during  which  the  daily  shipments 
of  fruit  will  be  regulated.  Such  recom- 
mendation shall  specify  the  period  of 
time  for  regulation  and  the  advisable 
daily  shipments  of  fruit  during  such  pe- 
riod; and  the  Secretary  shall  be  fur- 
nished with  the  information  upon  which 
each  such  recommendation  is  predicated. 

(c)  Establishment  of  regulation.  If 
the  Secretary  shall  find,  upon  the  basis 
of  such  information  and  recommenda- 
tion pursuant  to  the  provisions  of  para- 
graph (b)  of  this  section,  or  upon  other 
information  available  to  the  Secretary, 
that  the  limitation  of  daily  shipments,  as 
provided  in  this  section,  during  a  regu- 
lation period  will  tend  to  effectuate  the 
declared  policy  of  the  act,  he  shall  estab- 
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llsh  a  regulation  period  and  determine 
the  total  advisable  quantity  of  fruit  to 
be  shipped  daily  to  all  markets,  outside  of 
the  State  of  California  and  on  the  Con- 
tinent of  North  America,  during  such  pe- 
riod: and  the  Secretary  shall  promptly 
notify  the  commodity  committee  of  the 
establishment  of  the  regulation  period. 
The    commodity   committee   shall    give 
such  notice  of  the  establishment  of  the 
regulation  period  as  may  be  reasonably 
calculated  to  bring  such  regulation  to  the 
attention  of  all  Interested  persons.    A 
shipper  who  has  made  no  shipment  from 
a  particular  shipping  point  during  the 
particular  season,  and  who  elects  regu- 
lation at  shipping  point  as  provided  in 
this  section,  may  apply  to  the  committee 
for  exemption  from  regulations  pursuant 
to  this  paragraph  of  this  section.    The 
commodity  committee  shall,  If  it  finds 
that  the  shipper  who  has  made  such  ap- 
plication would  otherwise  be  unable  to 
begin  operations  at  said  shipping  point, 
exempt  such  shipper  from  such  regula- 
tion pursuant  to  this  paragraph  of  this 
section  for  a  period  not  to  exceed  sev- 
enty-two (72)  consecutive  hours  follow- 
ing the  packing  of  the  first  fruit  by  such 
shipper  at  such  shipping  point. 

(di   Election  of  type  of  regulation  by 
shipper.     Each  shipper  desiring  to  ship 
fruit,  during  a  regulation  period,  shall 
promptly  elect  whether  such  fruit  shall 
be  regulated  at  railroad  assembly  points, 
cold  storage  assembly  points,  or  shipping 
point;  and  each  shipper  shall  promptly 
advise  the  commodity  committee  with 
regard  to  the  choice  thus  made  by  the 
respective   shipper.    The   fruit   of    any 
shipper  who  fails  to  make  such  election 
shall  be  regulated  at  railroad  assembly 
points  and  cold  storage  assembly  points. 
Except  as  provided  herein,  any  shipper 
electing  regulation  at  assembly  points, 
for  fruit  from  any  particular  shipping 
point,  shall  not  be  eligible  to  elect  regu- 
lation at  any  such  shipping  point  until 
all  of  such  fruit  at  assembly  points  has 
been  released.     Each  shipper  whose  fruit 
is  regulated  at  railroad  assembly  points 
shall  file  with  the  carrier  an  order  direct- 
ing it  to  stop  each  carload  of  the  respec- 
tive  shipper's   fruit   at   such    assembly 
points  until  the  release  of  such  fruit  has 
been  ordered  by  the  commodity  com- 
mittee. 

(e)  Reports  by  shippers.    Each  ship- 
per whose  fruit  is  regulated  at  cold  stor- 
age assembly  points  shall  report  or  au- 
thorize the  cold  storage  companies  to 
report  to  the  commodity  committee  the 
time  when  each  carload,  or  the  equiva- 
lent quantity  thereof,  of  such  fruit  con- 
trolled by  him  entered  a  cold  storage 
assembly  point.    Each  shipper  shall  fur- 
nish or  authorize  the  cold  storage  com- 
panies to  furnish  to  the  commodity  com- 
mittee the  time  of  entrance  into  cold 
storage  of  each  carload,  or  the  equivalent 
thereof,  of  such  fruit  controlled  by  him. 
(f)  Allotment  percentage.    The  allot- 
ment percentage  for  fruit  for  a  particu- 
lar day,  during  a  regulation  period  estab- 
lished pursuant  to  the  provisions  of  this 
section,  shall  be  the  percentage  obtained 
by  dividing  the  total  advisable  quantity 
of  such  fruit  to  be  shipped  that  day. 
determined  by  the  Secretary  pursuant  to 
the  provisions  of  paragraph  <c)  of  this 
section,  by  the  total  available  of  such 


fruit  on  the  second  day  prior  to  such 
particular  day,  as  computed  by  the  com- 
modity committee  pursuant  to  the  pro- 
visions of  this  section.    In  no  case  shall 
the    allotment    percentage    exceed    one 
hundred  (100)  percent.    The  allotment 
percentage  shall  be  calculated  by  the 
commodity  committee:   Provided.  That 
in  the  event  the  allotment  percentage 
for  a  particular  day  cannot  be  calculated, 
pursuant  to  the  foregoing  provisions  of 
this  paragraph,  the  allotment  percentage 
on  the  first  previous  day  on  which  an 
allotment  percentage  can  be  calculated, 
pursuant  to  the  provisions  of  this  para- 
graph, shall  be  used  in  calculating  allot- 
ments for  such  particular  day. 

(g)  Determination   of   allotments    at 
shipping  poiJit.    The  allotment  of  fruit, 
for  a  particular  day,  for  any  shipper  who 
has  elected  to  have  his  shipments  regu- 
lated at  shipping  point,  shall  be  the  re- 
sult obtained  by  applying  the  allotment 
percentage  for  such  day.  calculated  as 
provided  in  this  section,  to  such  shipper's 
component  p£irt  of  the  available  used  in 
determining  the  allotment  percentage. 
No  shipper  whose  fruit  is  regulated  at 
shipping  point  shall  ship  from  shipping 
point  fruit  in  excess  of  his  allotments: 
Provided,  however.  That  the  shipment  of 
less  than  one  (1)  carload  in  excess  of  a 
shipper's  allotment  shall  not  be  a  viola- 
tion of  the  provisions  hereof  if  such  ship- 
per advises  the  commodity  committee, 
with  regard  to  such  overshipment,  by 
not  later  than  the  end  of  the  day  fol- 
lowing the  day  on  which  such  overship- 
ment was  made.    The  quantity  of  fruit 
shipped  in  excess  of  the  allotment,  as 
permitted  pursuant  to  the  provisions  of 
this  paragraph,  shall  be  offset  by  a  re- 
duction of  an  equal  amount  from  the 
respective   shipper's  allotment   for  the 
next  succeeding  day  on  which  such  ship- 
per ships,  or,  if  such  allotment  is  less 
than  the  overshipment.  then  such  excess 
shipment  shall  be  deducted  from  suc- 
ceeding   allotments    until    such    excess 
shipment  has  been  entirely  offset.     If 
any  shipper  ships  less  than  his  allot- 
ment for  a  particular  day.  such  shipper 
may  ship,  only  during  the  next  day  in 
which  such  shipper  is  entitled  to  an  al- 
lotment, a  quantity  equal  to  such  under- 
.shipment  in  addition  to  his  allotment: 
Provided,  That  such  undershlpment  is 
promptly    reported    to    the    commodity 
committee.    The  committee  .shall  deter- 
mine, pursuant  to  the  provisions  hereof, 
each  shipper's  allotment,  and  advise  each 
shipper  relative  to  his  allotment.    Except 
as  provided  in  this  paragraph  and  in 
paragraph   (c)   of  this  section,  and  in 
5  936.7.    no    shipper    shall    ship    fruit 
in  excess  of  his  allotment.    The  com- 
modity committee  may.   at  such  time 
and  in  such  manner  as  it.may  prescribe 
in   rules    and    regulations,   require    any 
shipper  to  account  to  it  for  the  disposi- 
tion of  the  quantity  of  fruit  in  excess 
of   the   respective   shipper's    allotment. 
Fruit  shipped  pursuant  to  allotments  at 
shipping  points  shall  not  be  detained  at 
assembly  points.     Each  day  on  which 
any  shipper  who  has  elected  to  have  his 
shipments  regulated  at  shipping  point 
shall  fail  to  pack  for  shipment  anfl  ship 
fruit  under  the  terms  of  this  paragraph 
shall,  with  respect  to  such  shipper,  be 
excluded  from  all  calculations  under  this 


paragraph  or  under  para^aph  (f )  of  this 
section. 

(h)  Shipments  from  assembly  points. 
The   quantity   of   fruit   which   may   be 
shipped,  on  any  day  during  a  regulation 
period,  except  the  first  two  days  thereof, 
from   all   assembly  points   by   shippers 
who  have  not  elected  to  have  their  fruit 
regulated  at  shipping  points  shall  be  the 
total  advisable  quantity  to  be  shipped 
that  day,  determined  by  the  Secretary 
pursuant  to  the  provisions  of  paragraph 
(c)  of  this  section,  less  (1)  the  quantity 
of  fruit  shipped  pursuant  to  paragraph 
(g)  of  this  section  by  shippers  electing 
regulation  at  shipping  points  and  arriv- 
ing at  railroad  assembly  points  in  time  to 
depart  that  day,  and  (2)  the  quantity  of 
fruit  which  was  shipped  by  boat,  to  des- 
tinations  on   the   Continent   of    North 
America,  by  all  shippers  on  such  prior 
day  as  the  commodity  committee  may 
prescribe  in  rules  and  regulations  ap- 
proved by  the  Secretary:  Provided,  That 
if  the  quantity  of  fruit  that  is  actually 
shipped  on  a  particular  day  is  in  excess 
of  or  less  than  the  quantity  advisable  for 
shipment  on  the  respective  day  then,  in 
such  event,  the  quantity  shipped  on  the 
following  day  shall  be  increased  or  de- 
creased respectively  by  the  amount  of 
such  excess  shipment  or  undershlpment: 
Provided,  further.  That  the  quantity  of 
fruit  which  may  be  shipped  on  each  of 
the  flr.st  and  second  days  of  the  initial 
regulation  period,  or  any  other  regula- 
tion period  which  does  not  immediately 
follow  a  previous  regulation  period,  from 
all  assembly  points  by  shippers  who  have 
not  elected  to  have  their  fruit  regulated 
at  shipping  points  shall  be  that  quantity 
which  is  the  result  of  the  application  of 
the  percentage,  obtained  by  dividing  the 
total  quantity  of  fruit  shipped  by  such 
shippers  during  the  second   day   prior 
thereto  by  the  quantity  shipped  by  all 
shippers  during  such  prior  day,  to  the 
quantity  advisable  to  be  shipped  on  the 
first  and  second  days,  respectively,  of  the 
regulation  period.    The  first  carload  of 
fruit  arriving  at  any  assembly  point  and 
subject  to  regulation  thereat  shall  be  the 
first  carload  released  for  shipment  from 
all  assembly  points  on  any  particular 
day,  and  succeeding  carloads  shall  be  re- 
leased for  shipment  in  the  order  of  ar- 
rival until  the  total  quantity  for  the  par- 
ticular day  has  been  released.  The  maxi- 
mum time  that  cars  may  be  held  in  as- 
sembly points  shall  be  prescribed  by  the 
commodity  committee  in  rules  and  regu- 
lations approved  by  the  Secretary:  Pro- 
vided, That  no  car  shall  be  held  at  any 
assembly  point  longer  than  four  (4)  days 
whenever  there  are  any  cars  being  regu- 
lated at  railroad  assembly  points:  Pro- 
vided, further.  That  fruit  shipped  pur- 
suant to  allotments  at  shipping  points 
shall  not  he  detained  at  assembly  points. 
Whenever  any  shipper  has  one  or  more 
carloads  of  fruit  at  an  assembly  point  or 
points  which  have  priority  of  shipment  at 
a  given  time,  and  such  shipper  also  has 
other  carloads  which  do  not  have  prior- 
ity, such  shipper  may  substitute  any  car- 
load without  priority  for  any  carload 
having  such  priority.    The  conunodity 
committee  shall,  in  accordance  with  the 
provisions  hereof,  release  fruit,  subject 
to  regulation  at  assembly  points,  for  ship- 
ment from  assembly  points;  and  fruit, 
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subject  to  regulation  at  assembly  points, 
shall  not  be  shipped  from  any  railroad 
assembly  point  or  cold  storage  assembly 
point  until  it  has  been  released  by  the 
commodity  committee. 

(i)  Adjustment  for  shipments  by  boat. 
If  a  shipper  whose  fruit  is  regulated  at 
a.s.«;embly  point  ships  by  l>oa^  a  quantity 
of  fruit  to  a  destination  on  the  Continent 
of  North  America,  the  commodity  com- 
mittee shall,  on  such  day  or  days  prior 
to  the  expected  arrival  of  the  boat  at 
its  destination  as  may  be  specified  in  the 
rules  and  regulations  adopted  by  the 
committee  and  approved  by  the  Secre- 
tary, adjust  the  priority  of  time  of  release 
of  carloads  then  in  assembly  points  so ' 
that  no  carload  of  such  shipper's  fruit 
then  In  assembly  points  shall  be  shipped 
until  a  quantity  of  fruit  entering  assem- 
bly points  subsequently  to  the  aforesaid 
carload,  equal  to  the  quantity  of  fruit 
contained  In  said  shipment  by  boat,  has 
been  permitted  to  be  shipped. 

(j)  Prohibition  of  loading.     The  Sec- 
retary may.  In  order  to  effectuate  the  de- 
clared policy  of  the  act,  prohibit  for  a 
period  of  forty-eight  (48)   hours,  upon 
the  recommendation  of  the  commodity 
committee  supported  by  the  specific  in- 
formation upon  which  such  recommen- 
dation Is  based,  or  upon  the  basis  of  other 
information  available  to  the  Secretary, 
the  loading  of  fruit  for  shipment  to  any 
or  all  r^road  ajs.sembly  points:  Provided, 
That  there  shall  elapse  not  less  than 
ninety-six  (96)   hours  between  the  last 
day  of  one  prohibition  period,  established 
pursuant  to  the  provisions  of  this  section, 
and  the  first  day  of  the  next  succeeding 
prohibition  period.   Any  quantity  of  fruit 
loaded  for  shipment  to  any  cold  storage 
assembly  point,  during  a  prohibition  pe- 
riod, shall  not  be  eligible  for  release  for 
shipment,  except  as  provided  In  para- 
graph (k)   of  this  section,  during  such 
time  as  said  fruit  is  being  regulated  pur- 
suant to  the  provisions  of  this  section. 
No  shipper  who  shipped  fruit  to  any  or 
all  assembly  points  during  the  forty- 
eight  (48)  hours  prior  to  the  beginning 
of  a  prohibition  period,  established  pur- 
suant to  the  provisions  of  this  paragraph, 
shall,  for  a  period  of  forty-eight   (48) 
hours,  succeeding  the  termination  of  the 
respective   prohibition  period,  load  for 
shipment  fruit  to  assembly  points  in  ex- 
cess of  the  quantity  of  such  fruit  loaded 
for  shipment  by  the  respective  shipper 
during  the  period  of  forty-eight   (48) 
hours  Immediately  prior  to  the  beginning 
of  such    prohibition   period:    Provided, 
That  any  shipper  who  has  made  no  ship- 
ments from  a  particular  district,  during 
the  particular  season,  before  the  begin- 
ning of  a  prohibition  period,  established 
pursuant  to  the  provisions  of  this  para- 
graph, may  apply  to  the  commodity  com- 
mittee for  exemption  from  such  restric- 
tions applicable  after  the  termination  of 
such  prohibition  period,  and.  if  said  com- 
mittee determines  that  said  restrictions 
operate  Inequitably  to  said  shipper  In'  a 
particular  district,  said  committee  shall 
exempt  such  shipper  from  such  re.^^trlc- 
tions.  after  a  prohibition  period,  as  are 
provided  In  this  paragraph. 

'k)  Shipment  of  storage  fruit.  Prult 
In  cold  storage  shall  not  be  shipped  on 
any  particular  day  during  a  regulation 
period,  established  pursuant  to  the  provi- 
sions of  this  section,  unless  the  quantity 
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of  fruit  regulated  at  shipping  points  and 
arriving  at  railroad  assembly  points  in 
time  to  depart  during  the  particular  day 
plus  the  quantity  of  the  fruit  eligible  for 
release  at  assembly  points  during  said 
particular  day  Is  less  than  the  total  ad- 
visable quantity  of  the  fruit  for  shipment 
on  said  day.  When  the  aforesaid  condi- 
tions exist,  such  fruit  may  be  released 
from  Cold  storage  for  shipment,  during 
a  regulation  period,  In  the  same  sequence 
as  that  in  which  such  fruit  has  been 
placed  in  storage:  Provided.  That  such 
releases  for  shipment  from  cold  storage 
on  any  day  shall  be  limited  to  the  amount 
of  the  fruit  advisable  to  be  shipped,  pur- 
suant to  the  provisions  of  this  section, 
less  the  quantity  of  the  fruit  regulated  at 
shipping  points  and  arriving  at  railroad 
assembly  points  In  time  .to  depart  during 
the  particular  day  and  the  quantity  of 
the  fruit  eligible  for  release  at  assembly 
points  on  said  particular  day:  Provided 
further,  That  any  quantity  of  fruit  in 
cold  storage  may  be  substituted  for  the 
same  quantity  of  fruit  eligible  to  be 
shipped  pursuant  to  regulation  at  ship- 
ping points  or  assembly  points. 

(1)  Revision  and  correction  of  reports. 
The  commodity  committee  may  investi- 
gate and  check  the  accuracy  of  any  re- 
ports filed  pursuant  to  the  provisions  of 
this  section,  and  said  committee  may 
verify  the  same  in  such  manner  as  It 
may  determine;  and,  on  the  basis  of  the 
findings  by  said  committee,  it  may  re- 
vise and  correct  any  such  report.  The 
commodity  committee  shall  prescribe 
reasonable  means  whereby  any  grower 
or  shipper,  who  may  be  dissatisfied  with 
the  action  taken  by  said  committee,  may 
protest  to  that  committee,  or  Its  repre- 
sentative, concerning  the  action  taken 
by  said  committee;  and  In  the  event  of 
such  protest,  the  action  taken  by  the 
committee  shall  be  reconsidered  and  re- 
vised to  any  such  extent  as  the  commit- 
tee may  find  to  be  proper.  Thereafter, 
such  person  protesting.  If  dissatisfied, 
may  appeal  to  the  Secretary  from  the 
committee's  final  decision  on  said  pro- 
test; and  the  Secretary's  determination 
on  such  appeal  shall  be  conclusive  and 
final. 

(m)  Exceptions.  Cars  containing  two 
hundred  (200)  standard  packages  (as 
specified  in  the  Agricultural  Code  of 
California)  or  less,  or  the  equivalent 
thereof  in  weight,  of  fruit  covered  by  a 
regulation  pursuant  to  the  provisions  of 
this  section  shall  be  exempt  from  such 
regulations:  Provided.  That,  such  ex- 
empted fruit  shall  be  grown  in  the  dis- 
trict from  which  It  is  shipped  or  shipped 
from  a  district  in  which  no  such  fruit 
is  being  harvested  during  the  period  of 
such  regulation. 

11.  Delete  the  first  four  sentences  In 
§  936.8  (b)  and  Insert,  in  lieu  thereof,  the 
following:  "Each  shipper  of  a  particular 
fruit  shall,  upon  demand,  pay  to  the  Con- 
trol Committee  such  shipper's  pro  rata 
share  of  the  expenses  which  the  Secre- 
tary finds  will  be  Incurred,  as  aforesaid, 
during  the  current  season  with  respect 
to  such  fruit.  Each  such  shipper's  share 
of  such  expenses  shall  be  that  proportion 
thereof  which  the  total  quantity  of  such 
fruit  shipped  by  such  shipper  during  said 
season  Is  of  the  total  quantity  of  the 
same  fruit  shipped  by  all  shippers  during 
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the  same  season.  The  Secretary  shall 
fix  the  rate  of  assessment  which  shippers 
of  such  fruit  shall  pay.  The  Secretary 
may,  from  time  to  time,  increase  such 
rate  of  assessment  in  order  to  secure  suf- 
ficient funds  to  cover  any  later  finding 
by  the  Secretary  relative  to  the  expenses 
which  may  be  incurred  during  said  sea- 
son for  such  fruit;  and  such  Increase 
shall  be  applicable  to  all  such  fruit 
shipped  during  the  season." 

12.  In  the  first  sentence  of  §  936.9  (c) 
delete  the  words  "confidential  employee 
or  confidential  employees"  and  Insert,  in 
lieu  thereof,  the  word  "manager." 

13.  Delete  the  last  two  sentences  in 
§  936.9  (c)  and  insert,  in  lieu  thereof, 
the  following:  "Upon  receipt  of  the  fore- 
going by  the  manager  of  the  Control 
Committee,  he  shall  promptly  have  such 
information  compiled;  and  a  summary 
of  such  compiled  information  shall  be 
made  available  promptly  to  all  shippers 
and  other  Interested  parties.  Each  such 
summary,  however,  shall  not  reveal  the 
identity  of  any  Informant.  The  man- 
ager and  each  person  engaged  In  the 
preparation  of  any  such  compilation  or 
summary,  shall  not  disclose  any  infor- 
mation obtained  pursuant  to  this  para- 
graph except  in  the  aforesaid  summary: 
Provided,  That  the  manager  and  each 
person  engaged,  as  aforesaid,  shall,  if  so 
directed  by  the  Secretary,  submit  all  of 
said  Information,  including  the  original 
reports,  to  the  Secretary  or  such  other 
person  or  persons  as  the  Secretary  may 
direct." 

14.  In  the  last  sentence  of  §  936.10  (b) 
(2)  delete  the  dates  "April  1"  and 
"March  31"  and  insert,  in  lieu  thereof, 
"March  1"  and  "the  last  day  of  Febru- 
ary", respectively. 

(Sec.   5,  49   Stat.   753,  as   amended;   7 
U.  g.  C.  and  Sup.  608c) 

Issued  at  Washington,  D.  C,  this  18th 
day  of  May  1949,  to  become  effective  on 
and  after  12:01  a.  m.,  P.  s.  t..  May  21. 
1949. 

[seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

[F.   R.    Doc.    49-4035;    Piled,    May    20,    1949; 
8:49  a.  m.j 


[Lemon  Reg.  320] 


Part  953 — Lemons  Grown  in  Calitornia 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

5  953.427  Lemon  Regulation  320— (&) 
Findings.  <1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR,  Cum.  Supp., 
953.1  et  seq.;  13  P.  R.  766),  regulating 
the  handling  of  lemons  grown  in  the 
State  of  California  or  in  the  State  of 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended,  and 
upon  the  basis  of  the  recommendation 
and  infortnatlon  submitted  by  the  Lemon 
Administrative  Committee,  established 
under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information.  It  Is  hereby  found 
that  the  limitation  of  the  quantity  of  such 
lemons  which  may  be  handled,  as  herein- 
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after  provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat. 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  Is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  Is  insufBcient, 
and  a  reasonable  time  is  permitted,  under 
the  circumstances,  for  preparation  for 
such  effective  date. 

(b)  Order.  (1)  The  quantity  of 
lemons  grown  in  the  State  of  California 
or  in  the  State  of  Arizona  which  may  be 
handled  during  the  period  beginrring  at 
12:01  a.  m.,  P.  s.  t..  May  22,  1949.  and 
ending  at  12:01  a.  m..  P.  s.  t..  May  29, 
1949.  Is  hereby  fixed  as  follows: 

(i)  District  1:   625  carloads; 

(ID  District  2:  Unlimited  movement. 

(2)  The  prorate  base  of  each  handler 
who  has  made  application  therefor,  as 
provided  in  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  in 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  hereto  and  made  a 
part  hereof  by  this  reference. 

(3>  As  used  in  this  section,  "handled," 
"handler,"  "carloads."  "prorate  base." 
"District  1,"  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31. 
as  amended;  7  U.  S.  C.  601  et  seq.) 

Done  at  Wa.shington.  D.  C,  this  49th 
day  of  May  1949. 

fsEAL)  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch.  Production  and  Mar- 
keting Administration. 

Prorate  Base  Schedule 

district  no.  1 

Storage  Date:   May  IS,  1949 

1 12:01   a.   m.   May   22.   1949.  to   12:01   a.   m. 
June  5.  1949] 

Prorate  base 
Handler                         (percent) 
Total 100.000 

American   Fruit   Growers,   Inc.,  Co- 
rona   .  602 

American  Prult  Growers,  Inc.,  Ful- 

lerton 1.  687 

Hazeltlne  Packing  Co .927 

Ventura  Coastal  Lemon  Co -  1.855 

Ventura  Pacific  Co 1.931 

Kllnk    Citrus    Association .048 

Lemon  Cove  Association .000 

Olendora    Lemon    Growers    Associa- 
tion   -  — .957 

La  Verne  Lemon  Association .661 

La  Habra  Citrus  Association.  The.—  1.214 

Yorba  Linda  Citrus  Association 3.  144 

Escondldo  Lemon  Association .  8.  763 

Alta  Loma  Heights  Citrus  Associa- 
tion   .608 

Etiwanda  Citrus  Prult  Association..  .  537 

Upland  Lemon  Growers  Association.  3.  693 


RULES  AND  REGULATIONS 

Prorate  Base  Schedule— Continued 
DISTRICT  NO.  1 — continued 

Prorate  base 
Handler  (percent) 

Central   Lemon    Association 1.538 

Irvine  Citrus  Association,  The .764 

Placentla    Mutual    Orange    Associa- 
tion   .940 

Corona  Citrus  Association 1.264 

Corona  Poothlll  Lemon  Co "  3. 205 

Jameson  Co 1.644 

Arlington  Heights  Fruit  Co 1.  763 

College    Heights    Orange    &    Lemon 

Association 1-  740 

Chula  Vista  Citrus  Association.  The.  1.  000 

El  Cajon  Valley  Citrus  Association..  .  100 

Fallbrook  Citrus  Association 1.387 

Lemon  Grove  Citrus  Association .356 

San  Dlmas  Lemon  Association 1.  320 

Carplnterla  Lemon  Association 2.554 

Carplnterla  Mutual  Citrus  Associa- 
tion   : -- 2.  402 

Goleta  Lemon  Association 2.  366 

Johnston  Prult  Company 3.  778 

North  Whlttler  Heights  Citrus  Asso- 
ciation  -767 

San  Fernando  Heights  Lemon  Asso- 
ciation   1-841 

Sierra  Madre-Lamanda  Citrus  Asso- 
ciation   a.  074 

Tulare     Co.     Lemon    ft    Grapefruit 

Association 276 

Brlggs  Lemon  Association 1.936 

Culbertson  Lemon   Association *  1.860 

Fillmore  Lemon  Association 2.  183 

Oxnard  Citrus  Association 5.814 

Rancho  Sespe ^-  1.858 

Santa  Clara  Lemon  Association 3.444 

Santa   Paula   Citrus   Fruit    Associa- 
tion  - 8  262 

Satlcoy  Lemon  Association 2.819 

Seabord  Lemon  Association 3.039 

Somls  Lemon  Association 3. 136 

Ventura  Citrus   Association 1.324 

Llmonelra   Company 2.795 

Teague-McKevett    Association 1.446 

East  Whlttler  Citrus  Association...  947 
Leflingwell  Rancho  Lemon  Associa- 
tion.  .710 

Murphy  Ranch  Co 1  334 

Whlttler  Citrus  As.soclatlon.. 653 

Whlttler  Select  Citrus  Association.-  .  150 
Chula  Vista  Mutual  Lemon  Associa- 
tion  .448 

Escondldo  Cooperative  Citrus  Asso- 
ciation  _ .218 

Index  Mutual  Association .235 

La  Verne  Cooperative   Citrus  Asso- 
ciation  1.930 

Orange  Belt  Fruit  Distributors .896 

Orange  Cooperative  Citrus  Associa- 
tion  118 

Ventura   County  Orange  ft  Lemon 

Association 2.  360 

Whlttler  Mutual   Orange  ft  Lemon 

Association .176 

Banks.  L.  M 009 

Chess.  Meyer  W..  Co -  .134 

Evans  Bros.  Packing  Co .009 

Hill.  Emma  H 000 

Johnson,    Fred .....  .044 

Lorbeer,  Carroll  W.  C. 002 

MacDonald,  Hugh  J .000 

Manos,  Gus  ft  William 000 

Morris   Bros .007 

"Paramount  Citrus  Association .000 

Robb.  Homer  F 000 

Robinson,  A.  A .028 

Sachs.  Maurice  A .013 

San  Antonio  Orchard  Co .032 

Schaefer,  Charles  A -  .000 

Table  Praise  Avocado  Co.,  Inc .002 

Tetley,  F.  A.,  Jr. .010 

Winkler,   WUllam .013 

IP.    R.   Doo.    49-4117:    Piled,   May   80.    1949; 
11:35  a.  m.] 
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Chapter  V — Wage  and  Hour  Division, 
Department  of  Labor 

Sub<hapter  A — Orgoniiotion,  Procedures  and 
Swbslonliv*  Rulei  ond  Stalemenf*  of  Gen- 
eral Policy  or  Interpretation  Applicable 
Thereto 

Part  545 — Home  Workers  in  Needlework 
Industries  in  Puerto  Rico 

On  February  17.  1949,  a  notice  was 
published  in  the  Federal  Register  that 
the  Administrator  propo.sed  to  amend 
the  regulations  contained  in  this  part, 
and  interested  parties  were  given  thirty 
days  to  submit  data,  views,  or  argru- 
ments  pertaining  to  the  proposed 
changes.  All  relevant  matter  pre.sented 
has  been  carefully  considered,  and  cer- 
tain recommendations  made  by  inter- 
ested persons  have  been  adopted. 

The  regulations,  as  revised  below,  in- 
corporate changes  in  the  present  text 
which  have  been  made  for  purposes  of 
clarification  and  In  order  to  make  the 
provisions  conform  with  administrative 
experience.  In  addition,  certain  changes 
have  been  made  in  the  minimum  piece 
rates  provided  in  the  present  regulations. 
One  of  the  proposed  minimum  piece 
rates  included  in  5  545.14,  Schedule  A. 
viz.  the  rate  for  Operation  No.  11  (Bias 
piping,  Joined,  double)  has  been  elimi- 
nated, since  evidence  which  has  been 
submitted  in  response  to  the  notice  of 
proposed  rule-making  indicates  that  this 
rate  may  not  satisfy  the  requirements  of 
section  6  (a)   <5)  of  the  act. 

No  employer  may  pay  a  home  worker  in 
the  Needlework  Industries  in  Puerto  Rico 
a  piece  rate  less  than  the  applicable  min- 
imum piece  rate  provided  in  §  545.14. 
below.  With  respect  to  operations  for 
which  no  minimum  piece  rate  is  pre- 
scribed In  5  545.14.  the  home  worker  must 
be  paid  a  piece  rate  adopted  by  the  em- 
ployer in  accordance  with  §  545.11. 

The  enforcement  policies  with  respect 
to  home  work  in  industries  in  Puerto  Rico 
which  are  contained  in  S  545.100  are  not 
affected  by  the  revision  hereinafter  pro- 
vided, and  such  enforcement  policies 
remain  in  effect. 

Accordingly,  by  virtue  of  authority 
vested  in  me  by  sections  6  (a>  <5»  and 
11  (c)  of  the  Fair  Labor  Standards  Act 
of  1938  (sec.  3  (f),  54  Stat.  616,  sec. 
11  (c),  52  Stat.  1066;  29  U.  S.  C.  206 
(a)  <5).  211  (c)).  the  regulations  con- 
tained in  §§  545.1  to  545.11.*inclusive,  are 
revised  as  set  forth  below,  effective  thirty 
days  after  publication  of  this  document 
in  the  Federal  Register. 

Signed  at  Wa.shington.  D.  C.  this  16th 
day  of  May  1949. 

Wm  R.  McComb. 
Administrator. 
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AuTHoairr:  {{  646.1  to  545.14  issued  under 
sec.  3  (f),  64  Stat.  616,  sec.  11  (c).  52  Stat. 
1066;  28  U.  S.  C.  206  (a)   (5).  211  (c). 

S  545.1  Applicability.  The  provisions 
of  this  part  shall  apply  to  persons  en- 
gaged in  activities  relating  to  home 
workers  in  the  Needlework  Industries  in 
Puerto  Rico  as  defined  In  Part  655  of 
this  chapter.' 

§  545  2  Definitions.  The  following 
words,  terms,  and  phrases  as  used  in  this 
part  shall  have  the  meaning  ascribed  to 
them  in  this  section  except  when  the 
context  clearly  indicates  a  different 
meaning:  Provided,  however.  That  the 
following  definitions  shall  not  be  con- 
.^trued  in  any  way  to  restrict  the  mean- 
ing of  such  words,  terms,  or  phrases  as 
are  defined  In  section  3  of  the  act. 

(a)  "Employer"  includes  any  natural 
or  artificial  per.son  who,  for  his  own 
account  or  benefit,  or  on  behalf  of  any 
ptr.son  residing  outside  the  Island  of 
Piierto  Rico,  directly  or  indirectly,  or 
through  an  employee,  agent,  subcon- 
tractor, or  any  other  person: 

<1)  Delivers,  or  causes  to  be  delivered, 
any  goods  to  be  processed  or  fabricated 
in  or  about  a  home  and  thereafter  to  be 
returned  or  thereafter  to  be  disposed  of 
or  distributed  in  accordance  with  his 
directions;  or 

'  2 )  Sells  any  goods  for  the  purpose  of 
having  such  goods  processed  or  fabri- 
cated In  or  about  a  home  and  then  re- 
buys  such  goods  after  such  proce.'^slng 
or  fabricating,  either  himself  or  through 
some  other  person. 

'  b)  "Subcontractor"  includes  any  per- 
son who,  for  the  account  or  benefit  of 
an  employer,  delivers,  or  causes  to  be 
delivered,  to  a  home  worker  goods  to 
be  processed  or  fabricated  in  or  about 
a  home  and  thereafter  to  be  returned 
In  accordance  with  the  direction  of  such 
employer. 

<c)  "Employ"  includes  to  suffer  or 
permit  to  work. 

'  fi »  "Home"  includes  any  room,  house, 
tpartment.  or  other  premises  ased  reg- 
ularly In  whole  or  In  part  as  a  dwelling 
place. 

U)  "Home  worker"  Includes  any  em- 
Pl<iyee  performing  in  or  about  a  home 
any  operation  on  goods  produced  for 
commerce:  Provided,  That  such  work 
Is  not  performed  under  either  actively 
or  personally  regulated  or  supervised 
conditions. 

<f)  "Design"  Includes  a  combination 
of  two  or  more  stitches  or  operations  so 
sewn  as  to  form  a  pattern. 

'  Persons  engaged  In  activities  relating  to 
n  n  c  workers  In  other  Industries  In  Puerto 
Kit  J  are  subject  to  Part  661  of  this  chapter. 
No.  88 a 
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(g)  "Operation"  means  any  work  or 
any  process  other  than  the  distribution 
of  goods  to  or  collection  of  goods  from 
home  workers. 

S  545.3  Filing  and  notification  require- 
ments. Every  employer  prior  to  the  dis- 
tribution of  work  to  any  home  worker 
shall  file  with  the  Wage  and  Hour  Divi- 
sion in  Puerto  Rico  (a)  a  copy  of  each 
design,  if  any,  and  (b)  a  description  in 
writing  of  each  operation  to  be  performed 
by  any  home  worker,  whether  or  not  part 
of  a  design,  together  with  the  full  piece 
rate  .schedule  designation,  if  any.*  the 
corresponding  piece  rates  to  be  paid  for 
each  such  operation,  and  the  style  num- 
bers, if  any.  of  the  goods  upon  which 
such  designs  are  to  be  made  and  opera- 
tions  are  to  be  performed. 

§  545.4  Preparation  of  goods  for  de- 
livery. Every  employer  shall  make  up 
the  goods  to  be  delivered  to  a  subcon- 
tractor into  a  lot,  each  lot  to  comprise 
goods  on  which  the  same  operations  are 
to  be  performed. 

§  545.5  Delivery  and  collection  of 
goods.  All  goods  for  production  in  a 
home  shall  be  personally  distributed  to 
and  collected  from  the  home  worker  who 
is  to  work  on  the  goods,  either  directly 
at  the  factory  or  by  employees  expressly 
employed  by  an  employer  or  subcontrac- 
tor to  distribute  and  collect  such  goods 
outside  the  factory. 

§  545.6  Payment  for  work.  When  an 
employer  receives  goods  on  which  work 
has  been  completed,  he  shall  pay  im- 
mediately the  home  worker  or  subcon- 
tractor, as  the  case  may  be,  for  such 
work:  Provided.  That  in  cases  where  pay- 
ment is  made  to  a  .subcontractor,  the 
home  worker  shall  be  paid  within  seven 
days  after  such  subcontractor  has  col- 
lected the  goods  from  such  home  worker. 
Payment  shall  be  made  to  each  home 
worker  at  rates  not  less  than  those  re- 
quired under  §§  545.10  and  545.11,  and  in 
accordance  with  the  requirements  of  sec- 
tions 6  and  7  of  the  act. 

§  545.7  Records  to  be  kept.  (a) 
Every  employer  shall  make  and  have 
available  at  his  principal  Puerto  Rlcan 
office,  a  record  of  the  following  informa- 
tion :  • 


'See  J  545.14  for  the  schedule  of  piece 
rates  prescribed  In  accordance  with  {  545.10. 
As  an  example  of  how  to  state  the  piece  rate 
schedule  designation.  If  "plain  scallops"  were 
to  be  made  on  articles  In  the  "Infants'  Wear 
Division,"  the  full  piece  rate  schedule  desig- 
nation would  be  "Operation  74,  Col.  3." 

'Although  responsibility  for  making  the 
record  Is  placed  upon  the  employer,  the  ac- 
tual work  of  doing  so  may  be  performed  by 
supervisory  or  clerical  employees,  agents, 
subcontractors,  or  other  persons  acting  Iri 
behalf  of  the  employer. 

No  particular  order  or  form  of  records  Is 
prescribed  by  the  regulations  contained  In 
this  part.  The  employer  may  keep  his  own 
record  system,  so  long  as  he  keeps  all  the 
required  Information  available  In  under- 
standable form. 

The  records  must  be  kept  in  the  employer's 
principal  Puerto  Rlcan  office.  Where  It  is 
not  possible  for  a  record  of  one  or  more  of 
the  Items  to  be  made  In  the  first  instance 
at  the  employer's  principal  office,  at  the  em- 


2689 

(1)  The  name  and  address  of  each 
firm  situated  outside  the  Lsland  of  Puerto 
Rico,  if  any,  from  whom  the  goods  upon 
which  home  work  is  to  be  performed  were 
received. 

(2)  The  name  and  address  of  each 
subcontractor,  if  any,  to  whom  each  lot 
of  goods  was  delivered  for  delivery  to 
home  workers,  together  with  the  number 
of  the  permit  issued  to  such  subcontrac- 
tor by  the  Department  of  Labor  of 
Puerto  Rico. 

<3i  The  dates  upon  w'hich  each  lot  of 
goods  was  delivered  to  and  returned  by  a 
subcontractor,  if  any,  together  with  a 
description  of  such  goods,  the  net 
amount  paid  as  commission  and  the  rate 
of  commission  on  such  goods. 

(4 )  The  dates  upon  which  the  goods  in 
each  lot  were  delivered  to  and  collected 
from  each  home  worker. 

'5)  The  name  and  address  of  each 
home  worker,  and  the  date  of  birth  of 
each  homeworker  under  19.  to  whom  the 
goods  in  each  lot  were  delivered. 

(6>  The  style  number,  if  any,  de.scrip- 
tion  of,  and  amount  of  goods  in  each  lot, 
the  operations  to  be  performed  thereon, 
together  with  the  piece  rate  to  be  paid' 
and  the  net  amount  actually  paid  each 
home  worker  for  the  operations  per- 
formed upon  each  goods. 

*  7 )  The  date  or  dates  upon  which  each 
home  worker  was  paid  for  operations 
performed  on  the  goods  in  each  lot. 

(b  t  At  the  time  work  is  given  out  to  or 
received  from  a  home  worker,  as  the  case 
may  be,  every  employer '  shall  enter  the 
following  information  in  the  handbook 
'  to  be  obtained  by  the  employer  from  the 
Wage  and  Hour  Division  and  supphed  by 
him  to  each  home  worker)  which  shall 
be  kept  by  the  home  worker: 

<  1 )  The  dates  upon  which  the  goods  in 
each  lot  were  delivered  to  and  collected 
from  the  home  worker. 

•  2)  The  style  number,  if  any,  descrip- 
tion of,  and  amount  of  goods  in  each  lot, 
the  operations  to  be  performed  thereon, 
together  with  the  piece  rate  to  be  paid 
and  the  net  amount  actually  paid  the 
home  worker  for  the  operations  per- 
formed upon  such  goods. 

<3>  The  date  or  dates  upon  which  the 
home  worker  was  paid  for  operations  per- 
formed on  the  goods  in  each  lot. 

(4)  The  signature  of  the  person  acting 
in  behalf  of  the  employer. 

(c)  No  employer  shall  employ  any 
home  worker  for  more  than  40  hours  in 
any  workweek  unless,  in  addition  to  the 
records  which  he  Is  required  to  keep  pur- 
suant to  paragraphs  (a)  and  (b)  of  this 
section,  such  employer  makes  and  keeps 

ployer'B  direction  the  record  of  such  items 
may  be  made  away  from  that  office  by  a 
subcontractor,  agent,  empleyee,  or  other  per- 
son acting  In  behalf  of  the  employer.  In 
such  event,  however,  the  records  shall  be 
delivered  to  the  principal  Puerto  Rlcan  of- 
fice of  the  employer  as  soon  as  possible  after 
the  making  of  such  entries,  ftnd  shall  there- 
after be  preserved  there  and  shall  there  b« 
available  for  Inspection. 

*  Although  responsibility  for  making  the 
record  Is  placed  upon  the  employer,  the  actual 
work  of  doing  so  may  be  performed  by  super- 
visory or  clerical  employees.  agenU,  subcon- 
tractors, or  other  persons  acting  In  behalf  of 
the  employer. 
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available  at  his  principal  Puerto  Rican 
office  and  enters  in  the  handbook  of  each 
such  home  worker  a  record  of  the  follow- 
ing information:  ,  ^  ^v.  v,«^« 
(1>  The  hours  worked  by  the  home 
worker  on  the  goods  In  each  lot  of  work 

returaed.  ^       w        i, 

(2)  The  total  hours  worked  each  week. 

(3)  The  wages  paid  the  home  worker 
each  week  at  regular  piece  rates 

(4)  The  extra  amount  paid  to  tne 
home  worker  for  hours  worked  in  excess 
of  40  in  each  week. 

S  545  8  Maintenance  of  records.  Every 
employer  shall  keep  and  preserve  for  a 
period  of  not  less  than  three  years  at  his 
place  of  business  the  records  required 
-  above.  All  such  records  shall  be  open  at 
any  time  to  inspection  and  transcription 
by  the  Administrator  or  his  authorized 
representative. 

§  545.9  Reporting  names  of  subcon- 
tractors, agents,  or  other  home  work  dis- 
tributors. Every  employer  shall  report 
to  the  office  of  the  Wage  and  Hour  Di- 
vision U  S.  Department  of  Labor.  Maya- 
guez  Puerto  Rico,  (a)  the  names  and 
addresses  of  all  persons  employed  as  sub- 
contractors, as  that  term  is  defined  n 
this  part,  or  as  agents  or  supervisors  in 
charge  of  any  branch  office,  and  (b)  the 
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permit  numbers  Issued  to  such  persons 
by  the  Department  of  Labor  of  Puerto 
Rico. 

S  545  10  Minimum  piece  rates  pre- 
scribed by  the  Administrator.  Pursuant 
to  the  provisions  of  section  6  (a)  (5)  of 
the  act.  each  home  worker  shall  be  paid, 
in  lieu  of  the  applicable  hourly  rate  es- 
tablished by  the  wage  order  for  the 
Needlework  Industries,  not  less  than  the 
piece  rates  prescribed  in  §  545.14  for  the 
operations  described  therein. 

5  545  11    Piece  rates  adopted  by  em- 
ployers.   Pursuant  to  the  provisions  of 
section  6  (&)  (5)  of  the  act.  in  the  event 
that  a  home  worker  is  to  perform  an 
operation  for  which  no  minimum  piece 
rate  has  been  prescribed  by  regulation 
or  order  of  the  Administrator  or  his  au- 
thorized representative,  he  shall  be  paid 
a  piece  rate  adopted  by  the  employer 
which  shall  yield  to  home  workers  of 
ordinary  skill,  under  prevalent  operating 
conditions  and  with  equipment  ordinar- 
ily found  in  homes,  an  amount  not  less 
than    the   applicable   minimum   hourly 
wage  rate  established  by  wage  order.    No 
employer  shall  adopt  such  a  piece  rate 
until  he  has  first  notified  the  Division 
of  his  Intention  to  establish  a  rate  for 
such  operation,  the  rate  fixed  and  the 
basis  on  which  the  piece  rate  has  been 
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computed.  Such  an  employer  piece  rate 
shall  be  lawful  only  if  it  actually  satis- 
fies  the  requirements  of  this  section,  and 
such  a  rate  shall  remain  in  effect  only 
until  such  time  as  the  Administrator  or 
his  authorized  representative,  by  regu- 
lation or  order,  establishes  a  minimum 
piece  rate  for  such  operation. 

9  545  12  Penalties.  Section  15  of  the 
act  makes  it  unlawful  for  any  person  to 
violate  the  provisions  of  this  part  and 
subjects  any  such  person  to  the  penalties 
provided  by  section  16  and  section  17  of 
the  act. 

9  545.13     Petition  for  amendment  of 
regulations.    Any  person  wishing  a  re- 
vision of  any  of  the  terms  of  this  part 
may  submit  in  writing  to  the  Administra- 
tor or  his  authorized  represenUtive  a  pe- 
tition  setting  forth  the  changes  desired 
and  the  reasons  for  proposing  them.    If. 
upon  Inspection  of  the  petition,  the  Ad- 
ministrator or  his  authorized  representa- 
tive believes  that  reasonable  cause  for 
amendment  of  this  part  Is  set  forth,  the 
Administrator  or  his  authorized  repre- 
sentative will  either  schedule  a  hearing 
with  due  notice  to  Interested  parties,  or 
will  make  other  provision  for  affording 
Interested    parties    an    opportunity    to 
present  their  views,  either  In  support  of 
or  In  opposition  to  the  proposed  changes. 


FEDERAL  REGISTER 


2691 


9  545.14    Piece  rates  established  in  accordance  with  9  545.10. 


9  545.14    Piece  rates  estaoiisnea  m  «cxo,uu»..  «.»..  .  ^^^^  ^^^^  ^^^  ^^^^^  ^^^^^^  ^^^^^^.^  und«v.a..  avi> 


No. 


Ol)e  ration 


Piece  r»t«  (cents)  based  on  hourly  r»tes  of- 


15  cents— Cotton  un; 
derwear  and  Infants' 
underwear  division 


Infants'  silk 
and  rayon 
underwear 

(1) 


Hamd-uving  operation  $^ 


1 
2 
3 
4 

8 

e 

7 
8 

0 
10 
13 
13 

14 

15 
16 
17 
18 
19 
2U 
21 
22 

23 
24 
25 
2« 

27 
•» 
7» 
30 
31 
32 
33 


Cotton 
underwear 


(2) 


Arenilla  (seed  stitch),  close.  W'  square-s 

Arenllla  (seed  stitch),  scattered,  h"  squares 

Arrows.  Wled  in,  U" /-,-•; 

Baclt  stitch  on  yokes,  armholes.  etc r 

Hasting  bia,<  with  cord 

Hasting  darts  before  sewing 

Hasting  for  fagoting....--. 

Hasting  henw.  1'  too    wide 

H^liSg  '^st  l.neV.  piickeU  wd  f«ln^:  2't'o-3  VtitVhis-^r  inch 

niSTftuSolding  include*!.  18  stitches  per  inch 

"u^oSs.  sewe  J  on  with  double  thread.  2  to  3  stitches 

Buttonhole*,  stanii>ed,  H"  long 

Buttonholes,  stami)ed,  W  long 

Buttonhole  stitch,  close... - 

Buttonhole  stitch  for  Joining  seams 

Cord,  twisted,  over  basting 


Cutti'nn  material  applied  oveViacewith  wild  cord  stitch.. ..-.-- --• 
Cutllng  material  under  lace  or  at  seams,  straight  outline,  following 


hand-sewine  oi>erations. 
Dots,  baby,  not  finished  off,  2  to  3  stitches.        -  ..---  — 
Dots,  meilmiB.  not  flUed  In,  flntshed  off,  8  to  9  stitcHes.... 

Eyelets,  up  to  U"  diameter... • 

Eyelets.  K«"  diameter 

Fagoting,  straight  lines 

Facotins.  twistod  lines ----- 

Featherstitch,  12  stitches  per  Inch 

Feather  St  i»rh  cord .- -- 

Flat  fell  seams,  first  seam  by  machine 

Flat  roll iVw^Vi " 

Fienchknots,  not  flntsneaon • 

I  For  description  of  oiwations  Included  under  "hand-wwing" 


Cmft 

18.00 
900 
4.  SO 

10.00 
4.95 
6.22 
1.36 
3.00 
2.59 
1.88 
7.50 
003 

17.00 

1.96 

6.47 

8.60 

13.50 

13.50 

1.80 

3  06 

.84 

1.28 
1.96 
8.38 
6.00 

ao. 

10 
10  00 

i.80 
4.58 

.63 


15  cents- 
Infants' 
wear  divi- 
sion 


(3) 


Cent$ 

16.20 
8.10 
4.08 
9.00 
4.46 
4.70 
1.22 
2.70 
2.33 
1.69 
6.75 
8.13 

15.30 

1.76 

8.82 

7.74 

12.15 

12.18 

1.38 

1.88 

.76 

1.13 
1.79 
3.01 
5.40 
18.80 
9  00 
9.00 
4  74 
6.27 
4.09 
.56 


18  cents- 
Silk  and 

rayon  (ex- 
cept in- 
fants') 

underwear 
division 

(4) 


24  cents-Wearing  ap- 
(larel  division 


Women's 

blouaesand 

drMMt 

(5) 


C*nf» 

18.00 
9  00 
4.50 

10.00 
4.98 
8.22 
1.36 
3.00 
2.59 
1.88 
7  50 

9  03 

17  06 

1.96 

6.47 

8.60 

13.50 

13.60 

1.50 

3.08 

.84 

1.38 
1.98 
3.  38 
6.00 
20.89 

10  00 

10  no 

8.27 
6.86 

4.55 


CtnU 

21.60 

10.80 

8.40 

13.00 

8.94 

6.36 

1.63 

3.60 

3.11 

3.38 

9.00 

10.84 

30  40 

3.36 

7.7« 

10.33 

16.90 

16. » 

1.80 

3.46 

1.01 

1.80 

13,H 

4.01 

7  30 

28.07 

12.00 

12  00 

6  37 

7.03 

6.46 

.75 


Unit  of  payment 


Children's 
wear 

(6) 


Cntt 

28.90 

14.40 

7.20 

16.00 

7.92 

8.36 

3.17 

4.80 

4.18 

3.00 

12.00 

14.46 

27.30 

3.13 

10.34 

13.77 

21.60 

21.60 

3.40 

3.39 

1.38 

3.00 

3.17 

6.35 

9.00 

33.43 

10  00 

16.00 

8.42 

9  37 

7.27 

1.00 


Cent* 

2A90 

14  40 

7.20 

16.00 

7.92 

8.38 

tl7 

4.80 

4.15 

3.00 

12.00 

14.46 

27.30 

3.13 

10.34 

13.77 

21.60 

21.60 

2.40 

3.29 

1.38 

3.00 

3.17 

6.35 

9.60 

33.43 

1ft  00 

16.  <« 

8  42 

9.37 

7.27 

1.00 


Per  doien  squares. 

Do. 
Per  doien. 
Per  yard. 

1)0. 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

Do 
Per  doien 

Do. 

Do. 
Per  yard. 

1)0. 

Per  doten  incbM. 
Per  yard. 

Per  down 

Do. 

Do. 

Do. 
Per  yard. 

1)0. 

Do. 
Do. 
Do. 
Do. 
Per  doien. 


deftoitlon  In  •ppUoabW  section  ol  wage  order. 
Rug  industry  are  governed  by  Part  681  of  thU  chapter. 


.......  .-r,..B.,.s..„.;^^;;^0^^^^^^^^ 


No. 


Operation 


3« 

35 
36 
37 
38 
39 
40 
41 

42 

43 

44 

45 
4*i 
47 
4H 
49 
.10 
51 
S2 
53 
M 
55 
56 


87 
,1M 
5« 
60 
61 
62 
63 
64 
65 
66 
67 
68 

Tit 

71 
72 
7;i 
74 
75 
76 
77 
78 

n 
ao 

81 
83 
M 
84 
M 
86 
87 
88 
89 
9n 
91 


Hand-$nctne  operalicrti  '—Continued 

French  .<^nns,  over  12  stitche<  per  inch 

Jrtnch  s«jaiu.s  nrst  scam  by  machine.  »to  V2stitchM  wrinch 

r  urunet-os,  with  Uii* h^.  .uvu 

Furunecos,  without  tape  "I 

(iuariqucnas ' 

HalfroU "* ' 

Hemming  stitch  for  l>riing,'Vfo3'sti'tVhes"  per  inch 

KT,;".ir^r."i.'''  '*"  ':'"',?*  ^""''  '^""'^-  P'^^kcts  and  wilst  bandV. 
B  to  10  stitciie>^  [ler  Inch. 

Heni«;t  Itching.  <!o„blc.  (tru-tru),  4  threads  in  a  bundle,  thread  draw 
Ing  n«t  melu(ie<l. 

"c7ud«i'r^'"''  """^'  *  '*'"*"'  '°  '  ^"'""*-  "'"*''  drawing  not  in 
Lace,  jiiincd  with  whipping  stitch 

L:iep,  sewed  on  with  hemming  suuh  or'ixjund  roil' 

I/eaves,  (.|(en,  14"  long 

I^eaves.  (i|H'n,S»"  to  Wiot^...'.'/.'.'/,'/.',', [ 

I♦a^■es, simple  .  ...  

Leaves,  solid,  not  finisiied  off,  i*'' long " 

Leaver,  solid,  not  flnmhed  off,  W  long 

Leaves,  solid,  not  (Inislied  off.  H"  to  li"Ton£ 

Leaves,  solid,  flni.shed  off.  5»"  to  »«"  lone        

Loops,  knitted,  l*" '  ^ 

Looi)":,  knitted,  \"  to  iH". *" " 

I/oojie,  made  with  buHonhoJe'sfltch,  M" 

Mountmg  fagoting  apjiliques,  including  piniiirigMd  bastingtoior-" 
roent.  flrst  scam  »iih  running  stitch,  felled  seam  with  hemmmg 

O  vercast  ing  seams 

Pa.sadas,  short,  1"  toS".  .'" 

Patches,  seweti  on  wiiii  single  point  de  iiirc' 

Pin  stitch,  thread  dra*  ing  not  included.  I"  squarM 

Point  de  turc,  double,  with  embr<)ider>  thread  

Point  deture,  plain,  with  emljroider>  threatl      

Randa,  bundles  twisted  but  not  tied,  threwl  drawing  not  "ineiuded"' 

Kanda,  Don  Uoniales,  thread  drawing  not  included 

Uanda.  Mexican,  tied  at  center  only,  thread  drawing  notVncJuded 

Rlbl»on.«.  setting  ends  of u  .u<jru 

Kolljnp  Hrmh<ile.<:  and  reboques.'".' 

Rosebuds,  worm  stitrh.  4  worms,  I  or  2ooror«'or'u«e8 

Running  stitch  on  darus.  8  to  10  stitches  per  inch 

Running  stitch  for  felling,  very  close  stitch  

Running-stitch  on  hems  up  to  1"  wide.  12  stitches  Mr  inrli' 

Running stlt*h  on  lace ««k-u«u 

Running  stitch  for  plain  sewing""™!" 

.'^callops,  plain,  cutting  include<l 

Shvlow  stitch,  up  to  H"  wide  

Shell  stitch.  4  to  Sstitche?  |>er  Incii"."" 

Shirrmg,  material  to  be  ui^tisured  before  shirring' 

PhirriDg  and  basting  lace  e<lging.  material  to  be  iniii'iwd  "after  shir- 
ring. 

Shirring  and  setting  lace  edging  with  hemming  stitch  on  str«kht  out- 
line, niHlerial  tn  be  mea.sured  afi4'r  shirring 

8h<)nlder  straps,  set  with  buttonhole  stitrh,  14^"  i  U"  mcAsured 
after  tuniing,  sewing  up  to  s»"  at  each  end  of  strap. 

Pile  tk-kets  set  with  hemming  stitch,  cutting  tickets  Included 

Smocking 

.•Snaps,  sewing  on,  both  sides... ' 

Solid  cord  stitch  on  gores  and  embroidcrr 

Solid  cord  stitch  to  sew  on  lace  

Spiders.  4  logs 

Spiders.  R  legs '.'.'.'.'."'. 

Taeks,  set  for  fagoting : 

'ruck.s,  stanipe<1.  H«"  to  14"  wide 

Tucks,  pin,  stam[K><1,  up  tn  7"  long. . 

Tucks,  pin,  unstamped,  up  to  6"  long 


Piece  rate  (cents)  based  on  hourly  rates  of— 


15  cent*— Cotton  un- 
derwear and  infants' 
underw  ear  division 


Infants'  silk 
and  rayon 
under  W(;ir 

(1) 


Cotton 
underwear 

(2) 


.  upto6"long....^.. 


CaU$ 

3  7.1 

2.47 

25.  (»i 

18.  oil 

1  .so 
4.92 

2  f>2 
6.71 

18.  60 

9.77 

l.V  ti3 
7.  .Ki 
6.11(1 
9.«l 
.  .Vi 
l.M 
2«KI 
3.00 
6.  till 
l.»* 
3.16 
4.  .M 
17.  t« 


3.  1» 

'79.i* 
3&(Xi 
14  Kt 

8.:.'. 

3.  7.1 
IS.  T4 

4.  .Kl 
2.(1.1 
7.67 
4.45 
3.75 
3.75 

4.m 

3.  Ms 

2  71 

1.1.  Id 

2u.  tm 

.V  M 
3.  <t2 
3.  fi.'t 

6.52 

17.73 

3.00 
.  12 

3.  m) 

14.  10 

12  76 
3.0*1 
8.87 
1  50 

4  fiy 

4.  M 

6.0(1 


Cmtt 

3.  .IS 

2  22 

22.  .V) 

1().  20 

1. :« 

4  4.'! 

2 :«) 

6.04 

16.74 

8.80 

14.06 
6.7.1 
5.4(1 
8.  lU 
..11 
1.48 
I.W) 
2.70 
6.4(1 
1.6lt 
2M 
4.(15 
16.14 


2.87 

1.40 

26.89 

32  40 

13.44 

7.87 

3.38 

14.17 

4,05 

1.88 

6.90 

4.01 

.3.38 

3.38 

3.62 

3  5* 

*2.44 

13.58 

26.  Id 

4.  6.'^ 

2.72 

8.27 

8.87 

16.95 

170 

.11 

2  7d 

12.70 

11.47 

2.70 

8.  28 

1.35 

4.22 

4.45 

8.40 


15  cents- 
Infants' 
wear  divi- 
sion 


(3) 


Centt 

3.  75 
2.47 

21.  on 

18.60 
1.50 
4.92 

2  62 
6.71 

18.60 

9.77 

18.63 
7.50 
6.00 
».0H 
.86 
1.64 
2.00 

3  00 
6.00 
1.88 
3  16 
4.60 

17.  U3 


3.19 

'29.'88' 

36.00 

14.93 

8.76 

3.78 

15.74 

4.80 

2.05 

7.67 

4.45 

3.75 

3.75 

4.03 

3.98 

2.71 

1,5  10 

29.00 

6.1.1 

3.02 

3.63 

8.62 


8.06 

.12 

3.00 

14.10 

12.76 

3.00 

6.87 

1.50 

4.fi9 

4.  M 

6.00 


Ko. 


18  cents — 
Silk  and 

rayon  (ex- 
cept in- 
faiit.s') 

underwear 
division 

(4) 


Cenit 

4.  ,10 

2M6 

.TO  no 

2l.f.O 
1.80 
.1.90 
3.  15 

8.  d.l 

22  32 
11.72 
18.  7.'-. 

y.  ni 
7. -20 

1U.  hd 
.fiS 
1.K7 
2.4(1 
3  e^l 
7.20 
2.2.1 
3.79 
.1  40 
21.51 


;i8;j 
'31.' 86' 

4.V  20 
17.92 

10  ri) 

4.  .10 

18.89 

.1.40 

2.46 

9.20 

6.34 

4.10 

4.50 

4.84 

4.78 

3.  25 

18.12 

34.80 

6.  18 

3.  62 

4.  .36 


.83 


21.2; 


3.60 

.  15 

3.60 

16  92 

1.1.3d 

3  60 

7.04 

I.  m 

5.  (vf 

5  93 

7.20 


24  cents— Wearing  ap- 
parel division 


Women's 

blouse.s  and 

dre.<ses 

(5) 


Children's 
wear 

(C) 


Cents 

6.00 

3. 96 

.v..  nn 

28.  Hd 

2.40 

7.87 

4. 

10. 


.211 
.74 


29.76 

1.1  62 

25.00 

12.00 

9  nil 

14.40 

.9n 


.63 
.20 
.80 
.60 
.00 
.05 
7.20 
28.68 


5.11 

'47."8i 

57.  6(1 

23.88 

14.00 

6.00 

25.20 

7.20 

3.2« 

12.26 

7.13 

6.(10 

6.00 

6.46 

6.  .37 

4.34 

34.16 

46.40 

8.23 

4.83 

5. 81 

ia44 


4.80 

.20 

4.80 

22.56 

20.40 

4.80 

9.  .38 

2.40 

7.51 

7.91 

9.60 


Cent! 
fi.OO 
3.9r> 

«6.  no 

2S.  8U 
2.  «l 
7.87 
4.20 

10.74 

29.76 
16.62 

25.00 

12.00 
9  61) 

14.40 
.90 
2.63 
3.20 
4.80 
9.60 
3.00 
5.05 
7.2« 

28.68 


6.11 

"47.'si 

67.60 

23.88 

14  00 

6.00 

25.20 

7.20 

3.29 

12.26 

7.13 

6.00 

6.00 

6  46 

6.37 

4.34 

34  16 

46.40 

8.23 

4.83 

6.81 

10.44 


4.80 

.30 

4.80 

22.56 

20.40 

4.80 

9.38 

2.40 

7.61 

7.91 

9.60 


Piece  rates  (cents)  based  on  hourly  rates  of— 


Operation 


93 

•I 

95 

«6 

97 


I^'on-lund-iettlttf  operatkmi 

Cutting  material  under  lace,  or  at  seams,  straight  outline,  following 

niiichine  o|N-ratlons. 
Turning  Ijelts,  machine  sewn,  29"  x  W,  measured  after  turning 

I  urning  t;elts.  machine  sewn,  60"  x  W'.  nieasure<l  after  turning 

1  urning  shoulder  pads,  SJ*"  long,  with  an  unscvi  cd  slit  of  1"  for  tura- 

Tuming  shoulder  straps,  14H"iM",  measured  after  turn  ing 


24  cents— Cotton 
underwear  and  in- 
fani.v'  underwear 
division 


Infants'  silk 
and  rayon 
underwear 

0) 


Centi 
1.86 

6..VI 
T.09 
3.62 

11.12 


Cotton 
under- 
wear 

(2) 


Centi 

1.35 

8.58 
7.09 
3.62 

11.12 


24  cents— 
Infants' 

wear 
division 


CD 


CtnU 

1.35 

6.58 
T.09 
3.62 


27  cents- 
Silk  and 
rayon 
(except 
Infants') 

underwear 
division 


(*) 


Ctfiti 
1.51 

6.28 
7.9» 
4.07 

12.51 


24  cents— Wearing 
apparel  division 


Women's 

blous<-s 
and  dresses 

(6) 


CenU 

1.35 

5.  .18 
7.09 
8.62 


Chil- 
dren 's 
wear 

(6) 


Cent* 

1.35 

8.58 
7.00 
3.62 


Unit  of  payment 


Per  yard. 

Do. 

Ho. 

Do. 
Per  dozen. 
Per  yard. 

Do. 

Do 

Do. 
Do. 

Do. 

Do. 
Per  doren. 

Do 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
Per  yard. 


Do. 
Per  dozen  pasadas. 
Per  yard. 

Per  dozen  squares. 
Per  yard. 

Do. 

Do. 

Do. 

Do. 
Per  dozen. 
Per  yard. 
Per  dozen. 
Per  yard. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Per  dozen  strnpa. 

I'er  dozrn  lnchi>«:. 

Per  dozen  stitches 

Per  dozen. 

Per  yard. 
Do. 

Per  dozea. 

Do. 

Do. 

Do. 

Do. 

Do. 

Unit  of  payment 


»For  deecriptlon  of  operallons  Included  under  "hand  sewing',  see  definition  in  applicable  section  of  wage  order. 


Per  yard. 

Per  dozen  Irlt*. 

Do. 
Per  dozen  pads. 

Per  dozen  ('train. 
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No. 


Operiition 


00 
100 

lot 

lOi 
103 

104 
lOS 
106 

107 
10« 
lOD 
110 
HI  I 

112 
lU 
IK 

IIS 

no 

117 
118 
119 
120 
121 
1/2 
133 


134 

125 
120 
127 
128 
12» 
130 

131 

132 


Piece  rate 
(cents)  based 
on  hourly  rate 

o(  IS  cents 


Hand- 
ker- 
chiefs 


Art 
linens 


Arenillas  (seed  stitchi,  cloM.  W  squares. 
Arenillas  (seed  stitch),  scattered.   ^» 
sqiisreti. 

Arro-jrs,  filled  in,  W"  long 

HAstinx  lace 

Bastinx   stitch   for  trimming,   formmg 
crosses,  etc,  4  stitches  per  inch. 

Blind  hemstitch  - ,--,;■ 

Buttonhole  stitch.  16  stitches  jier  Inch. 
Buttonhole  stitch.  24  to  30  stitches  per 
inch. 

Chain  stitch,  4  stitches  |>er  inch 

Chain  stitch,  S  stitches  per  inch 

Cord,  solid,  on  stem - 

Cord,  twtsteil.  over  basting.     - --- 

Cord  or  embroidery,  solid,  without  flll- 

init,  up  to  Ml"  thick.' 
Cotichine  or  fl-it  cord.  4  stitches  per  mch. 

Cross  stitch,  6  crosses  per  inch 

Cut  work  with  buttonhole  stitch,  24  to 

30  stitches  per  inch. 

Diamonds,  filled  in.  W  to  H"  wide  .. 

Dots,   baby,   not   finished  off,   2  to  3 

stitches.  .,,.,-.« 

Dots,  large,  not  filled  in,  finished  ofi,  12 

stitches.  _  ,„ 

Dots,  large,  filled  In,  flnlshed  off,  over  12 

stitches.  .   .  ..   ,     m 

Dots,  large,  not  filled  In,  finished  ofi, 

over  12  stitches.  .    .  t.  j    - 

Dots,  medium,  not  filled  In,  finished  oil, 

8  to  tf  stitchfts. 
Embroidery,  solid.  »i»"  to  »♦     thick, 

average  28  stifhes  per  Inch.' 
Embroidery,  solid,  straight  or  diagonal, 
same  as  image  stitch,  fllle<l  in.  loose. 
Embroidery,  solid,  straight  or  diagonal, 
same  as  image  stitch,  not  filled   in, 
loo«e. 

Eyelets,  W  diameter 

Feather  stitch,  12  stitches  per  Indi 

Feather  stiteti  cord 

Flat  hems  without  pasada 

French  knots,  not  flnlshed  of! 


18.00 
9.00 

4.80 
.86 


3.00 
3.00 
4.90 


Unit  of  payment 


No. 


4.70 
1.S0 


4.  SO 
1.25 

2.28 


l.W 


8.85 
3.33 


133 


U4 


OuariQuenas - , 

Hand  or  French  rolling.  lOst  itches  or  less 

jier  inch .  .    , 

Hand  or  Frencli  rolling,  11  stitches  or 

more  per  inch. 
Hand-rolling  one  side  of  a  corner;  the 
piece  rate  shall  apply  under  the  foUow- 
mg  conditions: 
(a>  The  machlne-st Itching  runs  to 
the  end  on  one  side  of  each  corner; 
and  on  the  other  side,  the  space  left 
open  for  band-rolling  at  the  corner 
is  not  less  than  K  of  an  Inch  nor 
more  than  I  Inch;  and 
(b)  Only  one  side  of  each  comer  Is 
hand-roUe^l;  and  the  hand -rolling 
U  not  longer  than  1  inch 
Hand-rolling  both  sides  of  a  corner;  the 
piece  rate  shall  apply  under  the  follow- 
ing conditions; 
(8>  The  machine-st Itching  dfies  not 
run  to  the  end  of  either  side  of  any 
comer;  and  the  sjmce  left  ojien  for 
hand -rolling  at  each  side  of  the  c»)r- 
ners  is  not  less  than  V4  of  an  inch 
nor  more  than  1  inch;  and 
(b)  Both  sides  of  the  corners  are 
hand-rolle<l;  but  the  hand-rolHng 
Is  not  longer  than  1  Inch  on  either 
side  of  any  corner. 
Hand-rolling  both  sides  of  a  corner;  the 
tiiece  rate  shall  apply  under  the  follow- 
ing condition-;: 
(al  The  machine-stitching  runs  to 
the  end  on  one  side  of  each  corner; 
and  on  the  other  side,  the  space 
left  o|K'n  for  hand-rolling  at  the 
corner  is  not  less  than  !■»  of  an  im-h 
nor  more  th.-ui  1  Inch;  and 
(bl  Both  sides  of  the  corners  are 
hand-rolled;   but  the  hanit-rolling 
Is  not  longer  than  2  inches  on  any 
corner. 


.63 
1.50 
4.24 

5.09 

10.00 


18.00 
9.00 

4.90 

.75 

3.00 
3.00 
4.  SO 

.75 
1.50 
4.70 
l.SO 
4.50 

.75 
3.20 
6.00 

4.60 
1.25 

Z25 

4.50 

3.00 

1.98 

6.00 

6.00 

4.  SO 


3.85 
3.33 
1.76 
1.56 
.63 
1.50 


Per  dnsen  sqnar«t. 
Do. 


Per  doien. 

Per  down 

Do. 

Do. 
Do. 
Do. 


Inches. 


Do. 
Do. 

Do. 
Do. 
Do. 

Do. 
Do. 
Do. 

Per  doxea. 
Do. 

Do. 

Do. 

Do. 

Do. 

Per  dozen  Inches 

Do 

Do. 


Per  dozen. 

Per  dozen  inches. 

Do. 

Do. 
Per  dozen. 

Do. 
Per  48  Inchca. 


Do 

Per   dozen 
kerchiefs. 


band- 


20.00 


25.00 


Do. 


Do. 


Operation 


Piece  rate 

(cents)  Itiwd 

on  hourly  rate 

of  15  cents 


Hand- 
ker- 
chiefs 


135 


136 

137 
1.W 
139 

140 
141 
142 

143 

144 
145 

146 

147 

148 

140 

150 


151 
152 
1.^3 
154 
1S8 

156 

157 

158 

150 

160 

161 

162 

163 
164 
16o 
166 


I  up 


167 
168 
169 

170 


171 


172 


173 


174 


178 


176 


177 


Hemstitehing.  double  (tru-tru).  4  threads 
In  a  bundle,  thread  drawing  not  In- 
cluded. ^       .     , 

Hemstitching,   single,   4  threa<ls   In   a 
bundle,  thread  drawing  not  included. 

Initials,  simple,  with  hoops 

Initials,  simple,  without  hoops --- 

Lace,  ioined  at  corners  with  hemming 
stitch. 

Leaves,  simple ■  .-^  ,  ,,  , 

Leaves,  solid,  not  finished  oft,  U    long  . 

Leaves,  soli   .not  finished  olT.  H"  to  \i 

Leaves,  solid,  not  finished  ofi,  H"  to  H" 

I-oopsi  ma<le  with  worm  stitch,  M"- 
Pasadas.  U"  1 11"  to  14"  1 14",  linen 

to  l.fiOO  count.  Inclusive. 
Pa.sadas.  W"  x  U"  to  14"  I  14".  linen 

1.71)0  count  and  over. 
Pasa<las,  U"  x  15".  linen  up  to  l.«00 

count,  inclusive. 
Pasadas.  15"  x  15",  linen  1,700 count  and 

PKMrfas.  16"  X  16"  to  20"  x  20".  linen  up 

to  1.400  count.  Inclusive. 
Pasadas.  short.  1"  to  7".  Unen  up  to  l.flOO 

count,  inclusive. 
Pasada-i.  short: 

Cambric.  1"  to  10" 

Crash,  1"  to  KV 

Cambric,  WW  to  18" 

Crash.  inV/'  to  18" .---;---- 

Patches,  circular,  sewe<l  on  with  hem- 
ming stiteh,  cutting  lnclude.1. 
Patches,  irregular  outline,  sewe<l  on  with 

hemming  stitch,  cutting  include<l. 
Patches,   rectangular,   sewed   on    with 

hemming  stitch,  oitting  lncliide<l. 
Pin  stitch,  thread  drawing  not  included. 

1"  squares. 
Randa.  Don  Diego,  thread  drawing  not 

included.  , 

Randa,  -Mexican,  tied  at  center  only. 

thread  drawing  not  included. 
Randa,  simple,  not  stitched  at  either 

side,  thread  drawing  not  Included. 
Rose  buds,  worm  stitch,  4  worms,   2 
colors  or  tones. 

Scalloi)s,  plain,  cutting  Inchided 

Shadow  stitch,  up  to  Ji"  *Wie 

Spiders,  4  legs ...—..- 

Spiders,  8  legs 

Thread  ilrawing: 
Art  linens: 

First  thread,  short,  cambric: 

Stanii>ed.  1"  to  10" 

Not  stamped,  1"  to  10" 

Aft(^rst  thread 

Ladles  HSidkerchlefs: 

First  thread  around  e<lge.  cotton 
or  Unen,  up  to  1,600  count,  In- 
chisive. 
First  thread.  Inside,  cotton  or 
linen,  up  to  1.600  count,  inclu- 
sive. , 
After  first  threa<l  (for  example, 
for  hemstitching). 
Men's  handkerchiefs: 

First  thread  around  edge,  linen 
up  to  1.500  count.  Inclusive, 
16"  X  l«"Jo  20"  X  20". 
First  thread  around  olge.  linen 
1.600  count  and  over,  16"  x  16" 
to  30"  X  20". 
First  thread,  inside,  linen  up  to 
1,.V)0  count,  Inclusive,  16"  x 
16"  to  20"  X  20". 
First  thread.  Inside,  linen  1.600 
count  and  over,  16"  x  16     to 
20"  X  20". 

After  first  thread  (for  example, 
lor  hemstitch ing). 


Art 

linens 


SCHEDULE    B-I.ECE  RATE  SCHEDULE  FOH  THE  HAKDIMCHIE,  AND  HorSEHOLD  ART  LiNEN  Drvt..«OH  0>  THE  XeEDLEWO.E   IKDCSTR.EB  D.  PUERTO  RiCO  t-Conttoucd 


Unit  of  payment 


6.20 


3.26 

15.00 
O-.tO 
4.50 

..VI 

too 

3.00 
6.00 


3.00 
4.20 
SlIO 
&30 
7.20 
1.66 


6.20 


3.36 


.56 
2.00 
3.00 

&00 

•1.00 


8.72 


36.00 

6.75 

1.50 

1.13 

4.45 

5.00 
0.67 
3.00 
5.87 


L80 


(•) 


2.25 


t63 


163 


8.00 


(») 


1  The  i.ieoe  rates  annlv  only  to  "hand-sewing"  operations.  For  dewrlption  of  opera- 
tlo.mnSd^un'^der'-'&l^ 

>  These  piece  rates  luivo  been  set  on  tlie  basis  of  O.  •;■ -Vu  ^.,.  .;J;i  whiSj 
which  tvenwM  •»  stitches  per  inch  of  st)li.l  cord.  If  corded  threads  are  used^  which 
Tre  IV.?  *i  tCk  tl  e  r»te  should  be  increH.-^ed  in  proportion  to  the  Inorease  to  the 
number  of  stitches TH«r.nch.  If  corded  i-n.ad  No,  U  is  used.  16  percent  must  be 
added  to  the  piece  rates  esUblUbed  for  thread  .No.  6. 


•  Proportionate  rate  for  other  lengths. 

•  For  each  additional  count  of  100,  add  0.60  cents. 
»2t)  peroent  of  rate  for  first  threatl. 

•  15  peroent  of  rate  for  first  thread. 


(«) 


Per  dozen  Inches. 


Do. 

Do. 
Do. 
Do. 

Per  dozen. 
Do. 
Do. 

Do. 

Do. 
Per  doseo  pasadas. 

Do. 

Do. 
Do. 
Do. 
Do. 


No. 


170 
180 


181 
183 


183 
184 


185 
186 


Operation 


Piece  rate  (dollars)  based  on  hourly  rate  of  15  cenM 


Doilies 


8"E 

16" 


Half  roll,  cambric  and  crash,  at  1.64  cents  per  dozen 

Inches. 
Hand  or  French  rolling,  10  rtitclies  or  less  per  inch, 

cambric  and  crash,  at  1.06  cents  |>er  dozen  Inches. 
Hemming  stitch  over  pasada,  mea.'^urmg  all  around 
edge: 

Cambric  at  1.00  cent  per  dozen  inches 

Crash,  at  0.9375  cents  Tn-r  dozen  inches 

Second  seams,  for  ser>arate  borders,  measuring  ail  around 
edge: 
Cambric,  at  1  oo  cents  per  dozen  Inches... 

Cr;i.«ih,  at  0.937S  cent  jK-r  dozen  inches 

Second  Stan's,  for  separate  l>orders,  wiih  French  comers, 
measuring  all  around  edge: 

Cambric,  ul  1.129  cents  per  dozen  inches 

Crash,  at  IJOO  cent  per  doien  inches ' 


$0.79 
.61 


.48 

.45 


.48 

.46 


.64 

.48 


10"  1 
14" 


'The  piece  rates  apply  only  to  "hand-sewing"  operations. 
Schedule  C-Piece  Rate  Schedule  roa  the  Woven  or  k 


$0.79 
.61 


.48 
.45 


.48 

.45 


.64 
.48 


Napkins 


12"  X   12"  X 

18"   I   12" 


$0.08   $0.70 
.64       .61 


15"  I   18"  X 
15"       18" 


.60 
.86 


.60 
.66 


.68 
.00 


.48 

.46 


.48 
.45 


.64 

.48 


90.06 
.64 


.60 
.56 


.60 

.6« 


.68 
.00 


$L18 

.76 


.72 

.68 


.72 
.68 


.81 
.72 


Scarfs 


17"  X 
36" 


17"i'l7"x   36"  X 


Squares 


45" 


$1.74 
1.12 


1.06 
.09 


1.06 
.09 


1.19 
1.06 


$2.03 
1.81 


1.24 
I.IC 


1.24 
1.16 


1.40 
1.24 


54" 


$2.33 


36" 


$2.36 


1.51      1.53 


1.42 

l.XJ 


1.42 
1.33 


1.44 

1.35 


1.44 
1.35 


l.fiO     1.62 
1.42      1.44 


45"  X  !  54"  X 
45"       54" 


$2.05    $3.54 
1. 01      2. 29 


1.80 
l.t'-U 


1.80 

i.ca 


2.C.-? 
I.8U 


2.16 
2.03 


2.16 
2.03 


2.43 
2.16 


Table  cloths 


."■4"  X 
72" 


$4.13 
2.67 


2.  .-a 
2.36 


2.52 
2.36 


2.84 
2.62 


72"  X 
72" 


$4.72 
3.08 


2.88 
2.70 


2.88 
2.70 


72"  X 

90" 


$5.32 
8.43 


3.24 
3.04 


3.24 
3.04 


3.24     3.08 
2.  8b     3. 34 


TTnit  of 
payment 


Per  dozen. 
Do. 


Do. 
Do. 


Do. 
Do. 


Do. 
Do. 


No. 


3.00 
Z25 
6.00 
4.50 
3.28 

6.72 

3  60 

36.00 

6.75 

1.50 

1.13 

145 

5.03 
tt.67 
3.00 
5.87 


1  30 
1.50 
(•) 


Do. 
Do. 
Do. 

1>.|. 
Per  dozen  Inches. 

Do. 

Do. 
Per  dozen  squares 
Per  dozen  Uiches. 

Do. 

Do. 
Per  dozen. 

Per  dozen  Inches. 

Do. 
Per  dozen. 

Do. 


Per  dozen  threads. 
Do. 


188 

189 

100 
191 

103 

IM 


For  description  of  operations  Included  under  "hand-sewing",  soedefimt.on  In  applicable  section  of  wage  ord<7. 
NiTTED  Fabric  Glove  and  Leather  Glove  Divisicss  or  the  Xeedleworit  Industries  in  Puerto  Rico  ' 


Operation 


Piece  rate  (cents^  based  on 
hourly  rates  of— 


Buttons,  slip  stitched  with  Upe,  I 
but  ton  iHT  glove. 

liiittonbules,  stitched  In  and  out- 
side, 1  buttonhole  per  glove. 

Crede  stitch,  8  to  6  stitches  per  Inch 

Egyptian  stitch,  6  to  6  stitches  per 
inch. 

Feather  stitch,  6  to  6  stitches  per 
Imh. 

Large  stitch  (husky).  6  to  6 stitches 
per  Inch. 


IScents- 
Ludies' 

woven  or 

kiiitte<l 

fiibric 

gloves ' 


22  cents— Leather 
gloves  ' 


Ctntt 


0.234 


.282 


Ladies' 


Men's 


Ctntt 


0.302 
.870 


C(nl> 
33.000 

44.000 


.ri 


Unit  01 
payment 


Per   dozen 
pairs. 
Do. 

Per  inch. 
Do. 

Do. 

Do. 


No. 


104 

195 
106 
107 

196 


Operation 


I'iece  rate  (cents)  l>a.>*d  on 
hourly  rates  of— 


18  cents— 
Ladies' 

woven  or 

knitted 
fabrics 

gloves ' 


Regular  stitch,  6  to  6  stitches  per 

inch. 
Slip  stitch,  hem  only,  5  to  6stitches 

per  inch. 
Slip  stitch,  reinforcement  on  slit,  5 

to  6  stitches  per  inch.' 
Swaggir  stiich,  6  to  ti  stitches  per 

Inch. 
Whip  stitch,  5  to  6  stitches  per  Inch 


'  ''i^^.P'f  <*  ^^^  •nr'y  only  t«  "hand  sewing"  operations.    For  description  of  opera- 
•  .Vi"  K         ""'^"'  "hand -sewing",  see  deftniiion  in  applicable  « 


22  cents— I.,eather 

gloves ' 


Ladies' 


CetUt 

0.  185 

.uo 


.185 
.185 


CejU$ 
a284 

.104 

.104 

.284 

.284 


Men's 


Cent* 

a  271 

.194 
.194 
.271 
.271 


Unit  of 
pu}  nicnt 


Per  -neb. 
Do.' 
Da 
Do. 
Do. 


iVr"K"""';  ■•■■■;",    """"--^-lOB   .  i^- .iriiiiiiion  III  Biipiicarjie  section  of  waee  order. 

•  1  he  hourly  mmimum  rates  applicable  to  leather  gloves  are  also  applicable  to  coin-  _   _  __ 

Schedule  D-Piece  Rate  Schedule  foe  the  Needlepoint  Division  of  the  Needlework  IndustriesTn  Puerto  Rico> 


blnation  leather  and  fabric  gloves.    However,  piece  rate^  for  combination  leather  and 
labric  gloves  niu.st  be  set  by  employm  in  accordance  with  i  545  11 
«  w  ben  facing  has  been  sewn  on  by  machine. 


Do. 


Do. 


Do. 


Do. 


Do.. 


Do. 


No. 


200 
201 
202 
203 

^(^ 

205 


cRos  point 


Operation 


Compact  florals,  figures  and  landscapes 

Scaltere<l  florals '.'."'.".". " ' ~ 

8cattere<l  florals  ccmsisting  of  borders' or  gnriaiidsoniy 

rHlhll"'!!""*  "I  "'"'•>"«  «•'"<  r  a"4  sc.ittered  bonlers  In  wirich"thVMmi,aVt'"po'rtion  lotab Vs^nrVwIt  ^ 

cainos.    Employers  using  other  methods  must  set  individual  rates  for  mounting  and  removing  ^lvas^na«.wdkn«  with  Jm5.11. 

Eictptiont 

i  KS15  £;5 = as  KK'.'S';  ;•  a'- s"  '"'"^"'  '•"■"  '^  "■"'  ^ ""»'  "»-■ 

8.  Figurw  and  landscapes  having  more  than  3,000  stitches.         6.  6tanij*d  groepolnt. 

D*finition$ 

*•  "^^vm"^  *'"'*°  *  ""•  *"  "•"'**  ^  P*'**°'  °'  '"*'"  °'  '^«  component  parte,  when  flnlshed,  are  separated  by  spaces  of  nnsewn 
2.  A  compact  design  Is  one  In  which  SO  percent  or  more  of  the  flnLshed  piece  contains  no  spaces  of  unsewn  canvas. 


Piece  rate 

based  on 
hourly  rate 

Unit  of  payment 

of  15  cents 

Cent* 

15.60 

Per  1,000  stitches. 

If,.  SO 

1)0. 

18.00 

Do. 

16.  HO 

Do. 

18.  OU 

Do. 

>  The  piece  rates  apply  only  to  "hand-sewIng"  operations.    For  description  of  operation,  Included  under  "hand-sewing",  see  definition  In  applicable  section  of  wage  order. 
P"""^"  E-PiECE  Rate  Schedule  for  the  Mijcellaneous  Handwork  Division  of  the  Needlework  Industries  m  Puerto  Riro  > 


No. 


207 
2>« 


Operation 


Piece  rate 
ba.sed  on         tt_,.  _, 
hourly  rate       ^ nit  of  payment 


of  IS  cents 


Crocheting  shatle  pulb.  not  over  30  stitches  per  ring: 

«  ottuii  threa<l 

Rayon  thread — II"""""II 


Ctntt 

48.00 
49.00 


Per  crosi. 


K." 


'  The  pleoe  rate,  apply  only  to  "hand-^wing "  operation..    For  deecriptlon  of  operations  Included  under  "hand-sewln«".  see  definition  In  applicable  section  of  w.ce  order. 

IP.  R.  Doc.  49-3997;  Filed,  May  80.  1949;  8:45  a.  m.] 
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TITLE  15— COMMERCE  AND 
FOREIGN  TRADE 

Chapter  III — Bureau  of  Foreign  and 
Domestic  Commerce,  Department 
of  Commerce 

Subchapter   ft— Office    of    Dometlic    Commerc* 

lAilocalJon  Reg.  3.  as  Amended  May  18,  1949) 

Part  336 — Operation  of  Allocations 
AND  Export  Priorities 

subpart — APPEALS  FROM  ODC  ORDERS  AND 
REGUXATIONS 

Subpart — Appeals  from  ODC  Orders 
and  Regulations  (§§  336.%l  to  336.61), 
Allocation  Regulation  3.  as  amended  De- 
cember 27.  1948,  is  further  amended  to 
read  as  follows: 

PURPOSl 

Bee. 

336  51     What  this  subpart  covers. 

DEFINITIONS 

336.32     What  an  appeal  Is. 

336.53     What  the  Appeals  Board  Is. 

SUBMISSION  OF  APPEALS 

336  54     When  an  appeal  may  be  made. 

336.55  How  to  prepare  and  file  appeals. 

0  GRANTS    AND   DENIALS 

336.56  Basls«for  grant  or  denial. 

336.57  Form  of  grant  or  denial. 

336.58  Finality  of  denial. 

APPEALS    BOARD    PROCEDURES 

336.59  Policies  of  the  Appeals  Board. 

336.60  Hearings  by  the  Appeals  Board. 
33661     Presentation  of  case  at  a  hearing. 

Authority:  §5  336.51  to  336.61  Issued  un- 
der Title  III.  66  Stat.  177.  as  amended.  Pub. 
Law  469,  80th  Cong.;  50  U.  8.  C.  App.  and 
Sup.  633;  Parts  II,  III.  E.  O.  9841,  April  23, 
1947.  12  F.  R.  2645.  3  CFR.  1947  Supp.,  E.  O. 
0042,  13  F.  R.  1823,  3  CFR,  1948  Supp. 

PURPOSl 

5  336.51  What  this  subpart  covers. 
This  subpart  explains  the  appeals  pro- 
cedure of  the  OfBce  of  Domestic  Com- 
merce and  the  operations  of  the  Appeals 
Board  Including  appeals  from  suspen- 
sion orders  issued  in  connection  with 
compliance  proceedings. 

DEFTNITIONS 

§  336.52  What  an  appeal  is.  Various 
ODC  orders  and  regulations  provide  for 
(a)  appeals  for  Individual  relief  from 
•their  restrictions  or  (b)  from  ODC  ac- 
tion on  applications  for  Individual  au- 
thorizations, allocations,  and  other  types 
of  assistance.  In  this  subpart  such  ap- 
peals and  applications  are  referred  to  as 
"initial  appeals".  An  initial  appeal  Is 
generally  granted  or  denied  on  the  deci- 
sion of  the  ODC  ofiflcial  administering 
the  particular  order  or  regulation.  An 
"appeal"  is  the  procedure  by  which  an 
appellant  can  request  the  ODC  Appeals 
Board  to  review  such  a  decision  upon  the 
ground  that  it  would: 

(1)  Work  an  exceptional  and  unrea- 
sonable hardship  on  him  which  is  not 
suffered  generally  by  others  in  the  same 
industry  or  activity;  or 

(2)  Result  in  improper  discrimination 
against  him. 

§  336.53  What  the  Appeals  Board  is. 
The  Appeals  Board  is  composed  of  a 


RULES  AND  REGULATIONS 

panel  of  three  or  more  officials  of  the 
Department  of  Commerce  appointed  by 
the  Assistant  Secretary  of  Commerce. 
It  acts  as  the  final  authority  in  the  De- 
partment of  Commerce  in  considering 
appeals  arising  in  the  Office  of  Domestic 
Commerce.  It  may  also  decide  any  initial 
appeal  received  by  the  official  admin- 
istering the  order  or  regulation  and,  in 
his  discretion,  referred  by  him  to  the 
Appeals  Board.  The  Appeals  Board  will 
not  normally  consider  any  case  which 
does  not  involve  claims  of  hardship  or 
discrimination,  as  specified  in  §  336.52. 
It  is  not  its  ordinary  function  to  review 
actions  Involving  Judgment  as  to  the 
proper  distribution  of  materials,  pro- 
gramming of  different  types  of  produc- 
tion, and  their  relative  essentiality.  The 
policy  underlying  an  ODC  order  or  regu- 
lation may  not  be  brought  Into  question 
before  the  Appeals  Board. 

SUBMISSION   OF   APPEALS 

§  336.54  When  an  appeal  may  he 
made.  When  a  person  is  dissatisfied 
with  the  decision  on  his  initial  appeal  he 
may  file  an  appeal  to  the  Appeals  Board 
under  the  following  conditions: 

(a)  If  he  feels  that  the  decision  was 
Improper  upon  the  basis  of  the  hard- 
ship or  discrimination  grounds  specified 
In  §336.52;  and 

(b)  If  he  has  no  new  and  substantial 
facts  to  submit  for  reconsideration  by 
the  official  who  made  the  original  de- 
cision (or  his  representative)  or  has  sub- 
mitted such  facts  and  failed  to  obtain  a 
satisfactory  decision  on  such  reconsidera- 
tion. If  he  does  have  new  and  sub- 
stantial facts  to  submit,  he  should  not 
file  an  appeal  to  the  Appeals  Board  but 
should,  instead,  first  resubmit  his  case 
to  the  Administrator  of  the  order  In 
question  for  reconsideration  upon  the 
basis  of  those  facts.  Then,  if  such  re- 
consideration does  not  result  in  a  satis- 
factory decision,  he  may  file  an  appeal 
on  the  grounds  mentioned  in  paragraph 
(a)  of  this  section. 

5  336.55  How  to  prepare  and  file  ap- 
peals. An  appellant  should  file  his  ap- 
peal by  letter  in  triplicate,  with  any 
accompanying  documents  in  triplicate, 
addressed  as  follows:  Appeals  Board, 
Bureau  of  Foreign  and  Domestic  Com- 
mei-ce.  Department  of  Commerce,  Wash- 
ington 25,  D.  C.  « 

The  letter  should  state  that  It  is  an 
appeal  and  must  be  signed  by  the  ap- 
pellant (or  by  a  duly  authorized  official 
of  appellant's  concern).  It  should 
specify  the  order  or  regulation  involved, 
the  particular  provision  involved,  the 
decision  appealed  from,  and  any  form  or 
case  number  invcJved.  It  should  clearly 
set  out  the  grounds  for  claiming  hard- 
ship or  discrimination,  as  specified  in 
i  336.52.  An  appeal  not  properly  pre- 
pared or  filed  may  be  returned  to  the 
appellant  without  action,  for  correction 
by  the  appellant. 

GRANTS  AND   DENIALS 

S  336.56  Basis  for  grant  or  denial.  If 
the  Appeals  Board  finds  that  an  appel- 
lant has  demonstrated  hardship  or  im- 
proper discrimination  as  specified  In 
§  336.52.  appropriate  relief  will  be 
granted.    However,  if  the  Appeals  Board 


finds  that  he  has  failed  to  demonstrate 
either,  his  appeal  will  be  denied. 

S  336.57  Form  of  grant  or  denial. 
The  grant  or  denial  of  any  appeal,  in 
whole  or  in  part,  will  be  valid  only  when 
issued  in  writing  in  the  name  of  the 
Chairman  of  the  Appeals  Board. 

§  336.58  Finality  of  denial.  The  de- 
nial of  any  appeal.  In  whole  or  in  part, 
on  the  decision  of  the  Appeals  Board  rep- 
resents final  action  by  the  Department  of 
commerce.  The  Appeals  Board  may  re- 
open a  case,  but  will  not  ordinarily  do 
so  unless  the  appellant  offers  new  and 
substantial  information  in  addition  to 
that  previously  supplied. 

APPEALS  BOARD  POLICIES  AND  PROCEDURES 

§  336.59  Policies  of  the  Appeals  Board. 
(a)  It  Is  the  policy  of  the  Board  to  fol- 
low precedent  so  long  as  to  do  so  is 
consistent  with  existing  ODC  policies. 

(b)  Whether  a  hardship  Is  exceptional 
and  unreasonable  or  whether  there  has 
been  Improper  discrimination  Is  often  a 
question  of  degree.  The  Board  weighs 
carefully  the  facts  in  each  case  in  the 
light  of  similar  hardships  falling  upon 
others  similarly  situated.  The  Board 
may  consider  hardships  upon  the  appel- 
lant's employees,  the  local  community,  or 
particular  consumers.  It  considers  only 
evidence  which  is  relevant  and  material 
to  the  Issues. 

!  336  60  Hearings  by  the  Appeals 
Board.  The  Appeals  Board  may  hold  a 
hearing  on  any  appeal,  upon  its  own 
Initiative  or  If  requested  by  appellant 
will  do  so.  The  Board  may  waive  the 
Initial  appeal  to  the  administrator  of  the 
order  In  question.  The  appellant's  case 
Is  not  prejudiced  by  the  fact  that  he  does 
not  request  a  hearing.  If  a  hearing  Is  to 
be  held,  the  Appeals  Board  will  fix  the 
date  and  time  after  consulting  with  the 
appellant.  Hearings  are  held  only  In 
Washington,  D.  C.  at  the  offices  of  the 
Appeals  Board. 

S  336.61  Presentation  of  case  at  a 
hearing.  The  Appeals  Board  is  not  a 
Judicial  body.  Its  proceedings  are  not 
limited  by  the  rules  of  evidence  and  pro- 
cedure applicable  In  a  court  of  law. 
Hearings  before  the  Board  are  informal. 
An  appellant  may  present  his  case  in  his 
own  way.  He  does  not  have  to  be  repre- 
sented by  counsel,  but  may  be  if  he  de- 
sires. If  he  is  represented  by  counsel, 
but  does  not  accompany  counsel  at  the 
hearing,  the  appellant  must  notify  the 
Appeals  Board  in  writing  that  he  has 
authorized  counsel  to  represent  him  at 
the  hearing  and  has  supplied  counsel 
with  the  information  necessary  for  pre- 
senting appellant's  case.  Ordinarily,  the 
oath  is  not  administered  to  witnesses. 
Nevertheless,  any  misrepresentation  of 
fact,  or  any  withholding  of  fact.  Is  pun- 
ishable under  the  federal  statutes.  The 
obligation  Is  Just  as  serious  as  If  the  oath 
were  administered.  The  following  com- 
ments may  be  of  help  to  an  appellant : 

(a)  It  is  well  to  open  a  case  with  a 
short  statement  of  the  issues  involved 
and  the  facts  relied  on  to  show  hardship 
or  discrimination,  as  specified  In  S  336.52. 

(b)  The  appellant  should  then  develop 
the  Issues  In  greater  detail,  so  as  to  give 


Saturday,  May  21,  1949 

the  Board  a  clear  understanding  of  the 
supporting  facts. 

(c)  All  statements  Intended  to  bear 
upon  the  Board's  decision  should,  so  far 
as  possible,  be  supported  by  proof  or 
exhibits. 

(d)  It  Is  often  convenient,  although 
not  necessary,  to  provide  the  members  of 
the  Board  with  Individual  copies  of  a 
written  statement  of  statistical  and  other 
pertinent  data  offered  in  support  of  the 
appeal. 

(e)  Where  an  appeal  involves  highly 
technical  facts,  the  appellant  should  be 
prepared  to  present  expert  witnesses  or 
technical  reports  if  he  is  not  qualified 
to  discuss  such  facts  himself. 

(f)  Following  the  appellant's  state- 
ment, the  official  who  previously  consid- 
ered the  case  (or  his  representative)  Is 
heard,  if  he  wishes  to  make  any  state- 
ment. Members  of  the  Board  then 
usually  ask  questions  relating  to  the  Is- 
sues Involved,  as  they  are  entitled  to  do 
at  any  point  in  the  proceedings. 

(g)  Any  other  per.sons  claiming  an  in- 
terest in  an  appeal  may  then,  in  the  dis- 
cretion of  the  Appeals  Board,  be  given  an 
opportunity  to  be  heard.  This  may  In- 
clude the  appellant's  customers,  competi- 
tors, or  representatives  of  government 
agencies. 

(h)  The  appellant,  before  the  hearing 
Is  closed.  Is  then  given  an  opportunity  to 
answer  such  comments  as  have  been 
made  and  to  present  an  oral  argument  or 
brief,  if  he  so  desires,  on  the  law  and  the 
facts  involved. 

(1)  Hearings  are  expected  to  take  not 
more  than  one  hour  but  additional  time 
may  be  granted  in  exceptional  circum- 
stances. 

(j)  A  verbatim  transcript  of  the  hear- 
ing is  taken,  and  a  copy  will  be  supplied 
the  appellant. 

Issued  this  18th  day  of  May  1949. 


Office  of  Domestic 
Commerce, 
[SEALI  Raymond  S.  Hoover, 

Issuance  Officer. 

[F.   R.   Doc.   4&-4037:    Filed,   May   20,    1949; 
8:49  a.  m.l 


FEDERAL  REGISTCft 

A  new  Item  50  Is  hereby  Incorporated  In 
Schedule  B  to  read  as  follows: 

60.  Provisions  relating  to  Arlington  County, 
Virginia,  a  portion  of  the  Alexandrla-Arllng- 
ton.  Virginia,  Defense-Rental  Area. 

Decontrol  of  specified  class  of  housincj 
accommodations.  Effective  May  18,  1949, 
the  application  of  5§  825.1  to  825.12  is 
terminated  with  respect  to  those  housing 
accommodations  (other  than  accommo- 
dations in  hotels,  motor  courts,  trailers 
and  tourist  homes),  including  the  struc- 
tures in  which  such  housing  accommoda- 
tions are  located,  in  Arlington  County, 
Virginia,  a  portion  of  the  Alexandria- 
Arlington.  Virginia,  Defense-Rental 
Area,  which  met  the  following  descrip- 
tion on  May  18,  1949: 

1.  The  housing  accommodations  were 
located  in  a  structure  which,  except  for 
managers'  accommodations,  contained 
only  sleeping  rooms  without  housekeep- 
ing facilities; 

2.  The  structure  (or  group  of  struc- 
tures having  common  facilities  and  "op- 
erated as  a  single  enterprise)  contained 
250  or  more  of  such  sleeping  rooms  rented 
or  offered  for  rent. 

(Sec.  204  (d).  61  Stat.  197,  as  amended. 
62  Stat.  37,  94,  Pub.  Law  31.  81st  Cong  • 
50  U.  S.  C.  App.  1894  (d).  Applies  sec! 
204.  61  Stat.  197,  as  amended,  62  Stat 
37,  94.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894^ 

This  amendment  shall  become  effective 
May  18.  1949. 

Issued  this  18th  day  of  May  1949. 

Ed  Dttpree, 
Acting  Housing  Expediter. 

[F.   R.  Doc.   49-4068;    Piled,   May   20,    1949; 
8:59  a.  m.J 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chopter  VIII — OflRce  of  the  Housing 
Expediter 

[Controlled  Housing  Rent  Reg.,'  Amdt.  99] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

CONTROLLED  HOUSING  RENT  REGULATION 

The  Controlled  Housing  Rent  Regula- 
tion (5§  825.1  to  825.12)  is  amended  in 
the  following  respect; 

'  13  F.  R.  5706,  5788.  5877,  5937.  6246,  6283 
MH.  6556,  6881,  691P.  7299.  7671,  7801  7862* 
8217,  8327.  8386;  14  P.  R.  17,  93.  143.  271.  337' 
*Z-  627.  695,  856.  918.  979.  1005,  1083,  1345 
J394.  1519.  1570.  1571,  1587,  1666,  1667,  1733 
I'CO.  1823.  1868,  1932,  2059,  2060.  2084.  2176. 
2'J3,  2412.  2441,  2545. 


JControlled  Rooma  In  Rooming  Houses  and 
Other   Establishment*   Rent   Reg.,'   Amdt. 

04] 

Part  825— Rent  Regulations  Under  thb 
Housing  and  Rent  Act  of  1947,  as 
Amended 

RENT  REGULATION  FOR  CONTROLLED  ROOMS 
in  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
hereby  amended  in  the  following  re- 
spect; 

A  new  Item  50  is  hereby  incorporated 
In  Schedule  B  to  read  as  follows : 

60.  Provisions  relating  to  Arlington 
County,  Virginia,  a  portion  of  the  Alexan- 
dria-Arlington, Virginia.  Defense-Rental 
Area. 

Decontrol  of  specified  class  of  housing 
accommodations.  Effective  May  18, 
1949,  the  application  of  §§825.81  to 
825.92  is  terminated  with  respect  to  those 

'  13  P.  R.  6750,  5789,  6875,  5937.  6938  6247 
6283,  6411.  6556,  6882,  6911,  7299,  7672  7801* 
7862.  8218.  8328;  14  F.  R.  18,  272,  337  457  627* 
682.  695.  857.  918,  978,  1083.  1345,  1520  1570* 
1582,  1587,  1669,  1670,  1734.  1869,  1932  2061* 
2062,  2085,  2177.  2237,  2413,  2440,  2441.'  2545.' 
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housing  accommodations  (other  than 
accommodations  in  hotels,  motor  courts, 
trailers  and  tourist  homes),  including' 
the  structures  in  which  such  housing  ac- 
commodations are  located,  in  Arlington 
County,  Virginia,  a  portion  of  the  Alex- 
andria-Arlington. Virginia.  Defense- 
Rental  Area,  which  met  the  following 
description  on  May  18,  1949: 

1.  The  housing  accommodations  were 
located  In  a  structure  which,  except  for 
managers'  accommodations,  contained 
only  sleeping  rooms  without  housekeep- 
ing facilities; 

2.  The  structure  (or  group  of  structures 
having  common  facilities  and  operated  as 
a  single  enterprise)  contained  250  or 
more  such  sleeping  rooms  rented  or 
offered  for  rent. 

(Sec.  204  (d).  61  Stat.  197.  as  amended. 
62  Stat.  37,  94,  Pub.  Law  31,  81st  Cong  ; 
50  U.  S.  C.  App.  1894  (d).  Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat. 
37.  94,  Pub.  Law  31,  81st  Cong. ;  50  U  S  C 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  18.  1949. 

Issued  this  18th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

[P.   R.  Doc.   49-4069;    Piled,   May   20.    1949; 
6:59  a.  m.l 


TITLE  34— NATIONAL  MILITARY 

ESTABLISHMENT 

Chopter  VII — Department  of  the  Air 
Force 

Subchapter  A— Aid  of  Civil  Authorities  and 
Public    Relations 

Part  803 — Safeguarding  Miutary 

iNFORBiATION 

dissemination;      marking      of     CLASSIPfEO 
MATTER 

Part  805  (14  P.  R.  1928)  Is  hereby 
amended  by  rescinding  §805.7  (b)  (1) 
and  (2).  and  §805.14  and  substituting 
the  following  therefor: 

§  805.7    Dissemination.     •     •     • 
(b)  Action  on  requests.     •     •     • 

(I)  Congressional  requests,  (i)  All 
requests  by  the  Congress,  its  committees 
or  membera  for  classified  military  infor- 
mation will  be  referred  to  the  Secretary 
of  the  Air  Force. 

(II)  Congressional  requests  for  per- 
sonnel records,  unclassified  routine 
papers,  such  as  Civil  Service  Form  57, 
records  of  promotion,  eflSciency  ratings, 
letters  of  recommendation,  etc.,  of  pres- 
ent or  former  employees  of  the  Depart- 
ment of  the  Air  Force,  should  be  In 
writing.  The  Director  of  Legislation  and 
Liaison  will  assemble  the  data  requested, 
insure  the  propriety  of  its  release,  advise 
the  committee  or  individual  Congress- 
man concerned  when  the  data  is  avail- 
able and  arrange  a  time  and  place  for  its 
perusal.  Photostatic  copies  of  selected 
papers  will  be  furnished  in  lieu  of  the 
original  documents. 

(2)   Testimony  before  committees  of 
the  Government,     (i)  Whenever  a  per- 
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son  under  the  Jurisdiction  of  the  Depart- 
ment of  the  Air  Force  appears  before  a 
committee  of  the  Congress  or  executive 
commission,  board,  committee,  or  similar 
group  in  either  executive  or  public  ses- 
sion, and  is  called  upon  to  give  testimony 
which  includes  information  classified  top 
secret,  secret,  or  confidential,  he  will  not 
divulge  the  Information  unless  he  has 
been  authorized  by  the  Secretary  of  the 
Air  Force  to  do  so.    The  Secretary  of  the 
Air  Force  may,  from  time  to  time,  au- 
thorize certain  officers  or  other  persons 
to  disclose  such  information  without  his 
specific    prior    approval.    Any    person, 
when  called  upon  to  testify,  will  immedi- 
ately endeavor  to  obtain  necessary  au- 
thority from  the  Secretary  of  the  Air 
Force  to  divulge  Information  which  he 
anticipates  will  be  desired.    If  he  does 
not  have  the  authority  to  give  such  in- 
formation, he  will  respectfully  state  to 
the  committee  that  he  is  not  authorized 
to  disclose  the  Information  desired  and 
that  he  will  endeavor  to  obtain  the  neces- 
sary authority.    When  a  person  is  re- 
quested to  give  testimony  Including  in- 
formation classified  top  secret,  secret,  or 
confidential  which  he  has  been  author- 
ized by  the  Secretary  of  the  Air  Force  to 
give,   or   information   classified    as    re- 
stricted, he  will  respectfully  request  that 
the  testimony  be  given  in  executive  ses- 
sion only  and  not  appear  in  the  record  of 
hearings,  the  Congressional  Record,  or 
other  document  open  to  public  Inspection. 
(ID  In  accordance  with  the  Directive 
of  March  13.  1948.  Issued  by  the  Presi- 
dent (13  F.  R.  1359).  a  representative  of 
the  Air  Force  who  may  appear  as  a  wit- 
ness before  any  Congressional  commit- 
tee will   respectfully  decline  to  testify 
concerning  the  loyalty  of  any  person,  or 
as  to  the  contents  of  any  investigative 
file,  and  will  state  that  he  is  forbidden  by 
pertinent  Air  Force  directives  to  answer 
such  questions.    He  will  suggest  to  the 
chairman  of  the  committee  that  the  re- 
quest for  Information  be  addressed  in 
writing  to  the  Department  of  the  Air 
Force. 

(Hi)  With  regard  to  the  policies  and 
facts  which  the  public  interest  does  not 
require  to  be  kept  classified.  Air  Force 
personnel  are  entirely  free  to  testify  as 
to  their  opinions  and  beliefs  when  re- 
quested to  appear  or  are  summoned  be- 
fore Congressional  committees. 

§  805.14  Marking  of  classified  matter. 
Documents  containing  classified  military 
Information  furnished  persons  other  than 
those  of  or  in  the  employ  of  agencies  of 
the  National  Military  Establishment,  will, 
in  addition  to  being  marked  top  secret, 
secret,  confidential,  or  restricted,  bear 
the  following  notation: 

This  document  contains  Information  af- 
fecting the  national  defense  of  the  United 
States  within  the  meaning  of  the  Espionage 
Laws.  Title  18  U.  S.  C.  sections  793  and  794. 
Its  transmission  or  the  revelation  of  Its  con- 
tents in  any  manner  to  an  unauthorized 
person  Is  prohibited  by  law. 

When  classified  items  of  material  or  ma- 
terial which  does  not  lend  Itself  to  mark- 
ing are  furnished  to  such  persons,  they 
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will  be  specifically  notified  In  writing  of 
the  above  notation. 

[AFR  11-7,  Apr.  25.  1949;  AFR  205-1, 
Mar.  14.  19491  (R.  S.  161;  5  U.  S.  C.  22; 
Presidential  Directive  of  Mar.  13,  1948.  13 
F.  R.  1359,  3  CFR,  1948  Supp.) 


[SEAL]  L.L.  Judge. 

Colonel.  U.  S.  Air  Force. 
Air  Adjutant  General. 

[F.    R.    Doc.    49-4066;    Filed.   May    20.    1949; 
8:58  a.  m.| 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Pj^rx  34 — Classification  and  Rates  or 
Postage 

PARCELS  ADDRESSED  TO  A.  P.  O.'S  124  AND  125 

Amend  §  34  95  Mailing  of  cigarettes 
and  tobacco  products  to  A.  P.  O's  124  and 
125  prohibited  (13  F.  R.  8906)  to  read  as 
follows: 

5  34.95  Parcels  addressed  to  A.  P.  O's 
124  and  125.  The  following  conditions 
are  applicable  to  parcels  addres.sed  to 
A.  P.  O.'S  124  and  125.  c  o  Postmaster. 
New  York.  N.Y.: 

(a)  Weight  limit.  The  weight  of  each 
parcel  shall  not  exceed  50  pounds. 

(b)  Customs  declaration  form.  Each 
parcel  must  bear  customs  declaration 
Form  2966  or  2976  (C-l> ,  as  ajJpllcable. 

(c)  Customs  duty.  Articles  will  be 
liable  for  customs  duty  and  or  purchase 
tax  imless  they  are  bona  fide  gifts,  per- 
sonal effects,  or  Items  for  personal  use 
Intended  for  military  personnel  or  their 
dependents.  Where  the  contents  of  a 
parcel  meet  the  foregoing  requirements, 
the  mailer  should  place  a  certification 
similar  to  the  following  on  the  customs 
form  under  the  heading  Description  of 
Contents: 

Certified  to  be  a  bona  fide  gift,  personal 
effects,  or  item  for  personal  use  of  military 
personnel  and  dependents  thereof. 

(d)  Customs  inspection.  Parcels  con- 
taining articles  which  may  be  liable  to 
customs  duty  will  be  plainly  endorsed 
"May  be  opened  for  customs  inspection." 

(e)  Prohibited  articles.  The  follow- 
ing articles  may  not  be  accepted : 

(1>  Tobacco  In  any  form. 
(2>  Securities. 

(3)  Precious  metals. 

(4)  Currency. 

(f)  Parcels  not  acceptable.  Parcels 
which  fail  to  meet  these  requirements 
shall  not  be  accepted  for  mailing.  Post- 
masters are  directed  to  question  the  mail- 
ers as  to  the  contents  of  parcels  addressed 
for  delivery  through  A.  P.  O.'s  124  and 
125.  and  shall  refuse  to  accept  for  mailing 
any  parcel  containing  any  of  the  prohib- 
ited articles  listed  in  paragraph  (e)  of 
this  section.  (R  S.  161.  396,  sees.  304. 
309.  42  Stat.  24.  25;  8  U.  8.  C;22.  369.  372) 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

(Circular   1722.   Amdt.  2| 

Part  196 — Phosphate  Leases  and 
Use  Permits 

MiNiircM  exVenditure  and  lease  bonds 

Paragraph  (b)  of  §  196.4.  as  revised 
and  reissued  on  January  14.  1949  (14 
F  R.  411).  is  amended  by  deleting  from 
the  first  sentence  the  words  "expendi- 
ture requirements  and  the  other."  so  that 
the  paragraph  will  read  as  follows: 

S  196  4  Minimum  expenditure  and 
lease  bond.     •     •     • 

(b)  A  bond.  In  such  sum  as  may  be 
fixed  in  the  notice  of  leasing  but  in  no 
event  le.ss  than  $5,000.  executed  by  the 
lessee  with  approved  corporate  surety  on 
Form  4-1113  or  the  lessee's  personal  bond 
on  Form  4-1114,  conditioned  upon  com- 
pliance with  the  terms  of  the  lease  will 
be  required.  Personal  bonds  must  be 
accompanied  by  a  deposit  of  negotiable 
Federal  securities  in  a  sum  equal  at  their 
par  value  to  the  amount  of  the  bond. 
(Sees  9-12.  32.  41  Stat.  440.  441.  450; 
30  U.  S.  C.  211-214.  189) 

RoscoE  E.  Bell. 
Associate  Director, 

Approved:  May  16.  1949. 

Mastin  G.  WHin. 
Acting  Assistant  Secretary 
of  the  Interior. 

IF.    R.    Doc.    49-4031;    Filed.    May    20.    19^9: 
8:48  a.  m.| 


[seal] 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R.    Doc.    49-4030;    Filed,   May    20.  1949; 
8:48  a.  m.l 


TITLE  47— TELECOMMUNI- 
CATION 

Chapter  I — Federal  Communications 
Commission 

I  Docket  No.  8863] 

Part  1 — Practice  and  Procedure 

elimination  or  annual  reporting  re- 
quirements regarding  payments  as 
compensation  for  services  to  employ- 
EES AS  distinguished  from  OFFICERS  OR 
DIRECTORS 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  its  offices  in 
Washington.  D.  C,  on  the  13th  day  of 
May  1949; 

The  Commission,  having  under  con- 
sideration the  matter  of  the  amendment 
of  its  Annual  Report  Forms  M  (Class  A 
and  Class  B  Telephone  Companies).  O 
(Class  A  and  Class  B  Wire-telegraph  and 
Ocean-cable  Carriers),  and  R  < Class  A 
and  Class  B  Radiotelegraph  Carriers), 
as  adopted  by  the  Commission  for  the  re- 
ports for  the  calendar  year  ending  De- 
cember 31.  1948.  which  Include  require- 
ments for  reporting  names  and  positions 
(and  the  amounts  of  compensation  paid 
to  each)  of  employees,  as  dl.stlngulshcd 
from  officers  or  directors,  having  an  an- 


Saturday,  May  21,  1949 

nual  salary  rate  of  $15,000  or  more,  or  to 
whom  the  carrier  paid  $15,000  or  more, 
during  the  year,  as  compensation  for 
services;  and  having  also  under  consid- 
eration its  notice  of  propo.sed  rule-mak- 
ing herein,  adopted  February  24,  1949, 
proposing   to   eliminate   from   Schedule 
462.  "Compensation  and  Expenses  of  Of- 
ficers. Directors.  Etc.."  of  Form  M,  and 
from  Schedule  3.  "General  Officers  and 
Executives."  of  both  Forms  O  and  R,  the 
requirements  for  reporting  names,  po- 
sitions, and  compensation  paid  to  em- 
ployees as  distinguished  from  officers  or 
directors;  comments  filed  by  Interested 
parties  both  In  favor  of  and  in  opposition 
to  such  proposal,  some  of  which  request 
hearing  or  oral  argument;  Informal  ad- 
vice that  the  Committee  on  Accounts 
and  Statistics  of  the  National  Association 
of  Railroad  and  Utilities  Commissioners, 
at  a  regular  meeting  held  on  March  22, 
1949.  considered  the  proposed  amend- 
ment and  Instructed  its  chairman  to  ad- 
vise the  Chief  Accountant  of  this  Com- 
mission that  it  opposed  such  proposal, 
with  specific   reference  to  the  Annual 
Report  Form  M  filed  by  the  telephone 
companies; 

It  appearing,  that  the  Commission.  In 
connection  with  the  performance  of  Its 
functions  under  the  Communications  Act. 
should  continue  to  receive  the  Informa- 
tion concerning  payments  as  compensa- 
tion  for  services  to  employees  as  required 
by  the  above-mentioned  annual  report 
forms,  and  that  the  present  requirements 
with  respect  thereto  in  those  report  forms 
should  be  continued; 

It  further  appearing,  that  the  propo- 
sals for  requiring  additional  information, 
or  for  giving  confidential  treatment  to 
Information  furnished,  as  suggested  by 
certain  of  the  parties  filing  comments 
herein,  would  require  action  which  would 
be  beyond  the  Intended  scope  of  this  pro- 
ceeding; 

It  further  appearing,  that  the  com- 
ments submitted  herein  do  not  warrant 
the  holding  of  an  oral  argument  or  other 
form  of  hearing  herein; 
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It  is  ordered,  That  the  present  require- 
ments of  Annual  Report  Form  M.  Sched- 
ule 462.  and  Annual  Report  Forms  O  and 
R.  Schedule  3.  are  retained,  and  the  pro- 
ceeding herein  Is  terminated. 

Adopted:  May  13.  1949. 

Released :  May  16.  1949. 

Federal  CoMBiUNiCATiONi 
Commission, 
[seal]        T.  J.  Slowie. 

Secretary. 

(F.   R.    Doc.   49-4055;    Filed.    May    20.    1949; 
8:55  a.  m.l 


TITLE  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

I  Rev.  8.  O.  5621 

Part  97— Routing  of  Traffic 

rerouting    of    TR.AFFIC;    APPOINTMEI^T    OF 

agent 

At  a  session  of  the  Interstate  Com- 
merce Commission,  Division  3.  held  at  its 
office  in  Washington.  D.  C.  on  the  13th 
day  of  May  A.  D.  1949. 
.  It  appearing,  that  the  matter  of  car 
service  (section  1.  paragraphs  10  to  17 
Inclusive)  of  the  Interstate  Commerce 
Act  being  under  consideration  by  Divi- 
sion 3  that  whenever  any  carrier  by 
railroad  subject  to  Part  I  of  the  Inter- 
state Commerce  Act.  is.  for  any  reason, 
unable  to  transport  the  traffic  offered  it 
so  as  to  properly  serve  the  public,  that 
car  service  will  be  promoted  in  the  in- 
terest of  the  public  and  the  commerce 
of  the  people  by  the  appointment  of  an 
agent  with  authority  to  divert  and  re- 
route such  traffic. 

It  further  appearing,  that  the  above 
view  is  supported  by  the  Association  of 
American  Railroads.  Car  Service  Divi- 
sion, and  The  American  Short  Line  Rail- 
road Association  and  they  urge  that  such 
action  be  taken.    It  Is  ordered,  thaf 
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§  97.562  Rerouting  of'  freight  traffic 
and  empty  cars;  appointment  of  agent. 
(a)  Homer  C.  King.  Director  of  the  Bu- 
reau of  Service.  Interstate  Commerce 
Commission,  Washington  25.  D.  C.  is 
hereby  designated  and  appointed  an 
agent  of  the  Interstate  Commerce  Com- 
mission and  vested  with  authority  to 
authorize  diversion  and  rerouting  of 
loaded  and  empty  freight  cars  from 
and  to  any  point  in  the  United  States 
whenever  In  his  opinion  an  emergency 
exists  whereby  any  railroad  Is  unable  to 
move  traffic  currently  ove:-  Its  lines. 

(b)  Application.  The  provisions  of 
this  section  shall  apply  to  shipments 
moving  in  Intrastate  commerce  as  well 
as  to  those  moving  in  Interstate 
commerce. 

(c)  Effective  date.  This  section  shall 
become  effective  at  12:01  a.  m..  May  26, 

(d)  Expiration  date.  This  section 
shall  expire  at  11:59  p.  m..  May  25.  1950, 
unless  otherwise  modified,  changed,  sus- 
pended or  annulled  by  order  of  this 
Commission. 

It  is  further  ordered,  that  a  copy  of 
this  order  and  direction  shall  be  served 
upon  each  State  railroad  regul?!tory 
body,  the  Association  of  American  Rail- 
roads. Car  Service  Division,  and  upon 
The  American  Short  Line  Railroad  As- 
sociation as  agents  of  t*  railroads  sub- 
scribing to  the  car  service  and  per  diem 
agreement  under  the  terms  of  that 
agreement,  and  that  notice  of  this  order 
be  given  to  the  general  public  by  depos- 
iting a  copy  in  the  office  of  the  Secretary 
of  the  Commission  at  Washington.  D  C 
and  by  filing  it  with  the  Director  Divi- 
sion of  the  Federal  Register. 

(40  Stat.  101.  sec.  402,  418,  41  Stat  476 
sec.  4.  54  Stat.  901,  911;  49  U  S  C  1 
(10-17),  15  (2))  ■ 

By  the  Commission,  Division  3. 

fsEAL]  w.  P.  Bartel. 

Secretary. 
(P.   R.   Doc.    49-4040;    PUed.    May    20.    19 W- 
8:50  a.  m.l 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

[7  CFR,   Part  912] 

Handling  of  Milk  in  Dubuque,  Iowa, 
Marketing  Area 

DECISION  WITH  RESPECT  TO  PROPOSED 
marketing  agreement  and  PROPOSED 
ORDER  AMENDING  ORDER.  AS  AMENDED 

Pursuant  to  Public  Act  No.  10  73d 
Congress  (May  12.  1933).  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  re- 
ferred to  as  the  "act"),  and  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate 
marketing  agreements  and  orders  (7 
CPR.  Supps.  900.1  et  seq.),  a  public  hear- 
No.  98 3 


ing  was  conducted  at  Dubuque  Iowa  on 
January  12,  1949,  pursuant  to  notice 
thereof  which  was  issued  on  December 
23,  1948  (13  F.R.  8713). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator 
Production  and  Marketing  Administra- 
tion, on  April  5.  1949,  filed  with  the 
Hearing  Clerk,  United  States  Depart- 
ment of  Agriculture,  his  recommeded  de- 
cision in  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  .file  written  excep- 
tions thereto  was  published  in  the  Fed- 
eral Register  on  April  8,  1949  (14  F  R 
1679). 

The  material  issues  of  record  related 
to  (1)  a  redefinition  of  certain  terms, 
(2)  a  restatement  of  the  powers  and 
duties  of  the  market  administrator,  (3) 
a  revision  of  the  classes  of  utUizatlon, 


(4)  a  change  in  the  method  of  account- 
ing for  milk,  (5)  a  revision  of  the  class 
prices  and  the  incorporation  of  class 
butterfat  differentials  to  handlers,  (6) 
a  revision  of  the  producer  butterfat  dif- 
ferential, (7)  a  charge  for  Interest  on 
overdue  accounts,  and  (8)  a  general  re- 
vision of  the  order  to  facilitate  its  ad- 
ministration and  clarify  its  terminology. 

No  exceptions  were  filed  to  any  of  the 
findings  and  conclusions  of  the  recom- 
mended decision  with  respect  to  these 
Issues. 

Findings  and  conclusions  on  the  rec- 
ord. The  findings  and  conclusions  of 
the  recommended  decision  set  forth  in 
the  Federal  Register  (F.  R.  49-2637;  14 
P.  R.  1679)  with  respect  to  the  Issues  set 
forth  above  are  approved  and  adopted 
as  the  findings  and  conclusions  of  this 
decision  as  if  set  forth  in  full  herein. 
These  findings' and  conclusions  are  sup- 


2698 

plemented  by  tfte  following  general  find- 
ings. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof  will  tend  to  ef- 
fectuate the  declared  policy  of  the  act: 

<b)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  sections  2  and  8e 
of  the  act  are  not  reasonable  In  view 
of  the  price  of  feeds,  available  supplies 
of  feeds  and  other  economic  conditions 
which  affect  market  supply  of  and  de- 
mand for  such  milk  and  the  minimum 
prices  specified  In  the  proposed  market- 
ing agreement  and  in  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  are  such  prices  as  will 
reflect  the  aforesaid  factors.  Insure  a 
sufBcIent  quantity  of  pure  and  whole- 
some milk  and  be  in  the  public  Interest; 
and 

(c)  The  proposed  marketing  agree- 
ment and  the  order  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
regulate  the  handling  of  milk  in  the  same 
manner  as  and  are  applicable  only  to 
persons  In  the  respective  classes  of  Indus- 
trial and  commercial  activity  specified 
In  the  marketii^  agreement  upon  which 
a  hearing  has  been  held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  In  the  Dubuque,  Iowa, 
Marketing  Area."  and  "Order  Amending 
the  Order,  as  Amended,  Regulating  the 
Handling  of  Milk  In  the  Dubuque,  Iowa, 
Marketing  Area."  which  have  been  de- 
cided upon  as  the  detailed  and  appropri- 
ate means  of  effectuating  the  foregoing 
conclusions.  These  documents  shall  not 
become  effective  unless  and  until  the  re- 
quirements of  S  900.14  of  the  rules  of 
practice  and  procedure,  as  amended, 
governing  proceedings  to  formulate  mar- 
keting agreements  and  orders  have  been 
met. 

It  Is  hereby  ordered  that  all-  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  In  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended  by  the  attached  order 
which  will  be  published  with  this  de- 
cision. 

This  decision  filed  at  Washington, 
D.  C.  this  18th  day  of  May  1949. 

[seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order '  Amending  the  Order,  as  Amended. 
Regulating  the  Handling  of  Milk  in  the 
,  Dubuque,  loica.  Marketing  Area 

S  912.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  and  In 


>  This  order  shall  not  become  effective  un- 
less and  until  the  requirements  of  i  900.14  of 
the  rules  of  practice  and  procedure  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  orders  have  been  met. 
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addition  to  the  findings  and  determina- 
tions previously  made  in  connection  with 
the  issuance  of  the  aforesaid  order  and  of 
each  of  the  previously  Issued  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  except  Insofar  as 
such  findings  and  determinations  may 
be  in  conflict  with  the  findings  and  deter- 
minations set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR.  Supps.  900.1 
et  seq.) .  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the  ten- 
tative marketing  agreement  and  to  the 
order  as  amended  regulating  the  han- 
dling of  milk  In  the  Dubuque.  Iowa,  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence Introduced  at  such  hearing  and  the 
record  thereof  It  Is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  In  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  In  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supplies  of  and  de- 
mand for  such  milk,  and  the  minimum 
prices  specified  In  the  order,  as  amended, 
and  as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  In  the  public 
interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended  regulates  the 
handling  of  milk  In  the  same  manner  as 
and  Is  applicable  only  to  persons  In  the 
respective  classes  of  Industrial  and  com- 
mercial activity  specified  In  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Order  relative  to  handling.  It  Is  there- 
fore ordered  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  In 
the  Dubuque,  Iowa,  marketing  area  shall 
be  In  conformity  to  and  In  compliance 
with  the  terms  and  conditions  of  the 
aforesaid  order,  as  amended,  and  as  here- 
by further  amended;  and  the  aforesaid 
order,  as  amended.  Is  hereby  further 
amended  to  read  as  follows: 

§912.1  Definitions,  (a)  "Act"  means 
Public  Act  No.  10.  73d  Congress,  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended  (7  U.  8.  C. 
601  et  seq). 

(b)  "Secretary"  means  the  Secretary 
of  Agriculture  or  such  other  oflBcer  or 
employee  of  the  United  States  as  may  be 
authori2ed  to  exercise  the  powers  or  to 
perform  the  duties  of  the  said  Secre- 
tary of  Agriculture. 


(c)  "Dubuque.  Iowa,  marketing  area." 
hereinafter  called  "marketing  area." 
means  the  territory  within  the  corporate 
limits  of  the  City  of  Dubuque  and  the 
township  of  Dubuque,  aectlons  1,  2.  3, 
11,  and  12  of  the  township  of  Table 
Mound,  and  sections  5  and  6  of  the 
township  of  Mosalera,  all  In  Dubuque 
County,  Iowa. 

(d)  "Department  of  Agrlcultiure" 
means  the  United  States  Department  of 
Agriculture  or  such  other  Federal 
agency  as  may  be  authorized  to  per- 
form the  price  reporting  functions  of 
the  United  States  Department  of  Agri- 
culture. 

(e)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  business  unit. 

(f)  "Delivery  period"  means  the  cal- 
endar month  or  the  total  portion  thereof 
during  which  this  order  Is  In  effect. 

(g)  "Cooperative  association."  means 
any  cooperative  marketing  association  of 
producers  which  the  Secretary  deter- 
mines (1)  Is  qualified  under  the  provi- 
sions of  the  act  of  Congress  of  February 
11.  1922,  as  amended,  known  as  the 
"Capper-Volstead  Act";  (2)  has  full 
authority  In  the  sale  of  milk  of  its  mem- 
bers; and  (3)  Is  engaged  In  making 
collective  sales  of  or  marketing  milk  or 
its  products  for  its  members. 

(h)  "Producer"  means  any  person 
who,  m  conformity  with  the  require- 
ments of  the  health  authorities  of  the 
City  of  Dubuque  for  the  production  of 
milk  for  consumption  as  milk,  produces 
milk  which  (1)  Is  received  at  a  plant 
from  which  milk  is  disposed  of  as  Class  I 
milk  on  wholesale  or  retail  routes  (In- 
cluding plant  stores)  within  the  market- 
ing area,  or  (2)  Is  caused  by  a  coopera- 
tive association  to  be  diverted  from  a 
plant  described  In  subparagraph  (1)  of 
this  paragraph  to  a  plant  from  which  no 
Class  I  milk  Is  disposed  of  within  the 
marketing  area.  This  definition  shall 
not  Include  a  person  with  respect  to  milk 
produced  by  him  which  Is  received  by  a 
handler  who  Is  subject  to  another  Federal 
marketing  order  and  who  Is  partially  ex- 
empted from  the  provisions  of  this  order 
pursuant  to  S  912.6  (b). 

(1)  "Handler"  means  (1)  any  person 
with  respect  to  all  milk  received  at  a 
plant  operated  by  him  from  which  milk 
Is  disposed  of  as  Class  I  milk  on  whole- 
sale or  retail  routes  (Including  plant 
stores)  within  the  marketing  area,  or  (2) 
a  cooperative  association  with  respect  to 
milk  which  It  causes  to  be  diverted  from 
a  plant  described  In  subparagraph  (1) 
of  this  paragraph  to  a  plant  from  which 
no  Class  I  milk  Is  disposed  of  within  the 
marketing  area. 

(J)  "Producer-handler"  means  any 
person  who  Is  both  a  producer  and  a 
handler  and  who  receives  no  milk  di- 
rectly from  the  farms  of  other  produc- 
ers: Provided,  That  the  maintenance, 
care,  and  management  of  the  dairy  ani- 
mals and  other  resources  necessary  to 
produce  the  milk  and  the  processing, 
packaging  and  distribution  of  the  milk 
are  the  personal  enterprise  and  the  per- 
sonal risk  of  such  person. 

(k)  "Producer  milk"  means  all  skim 
milk  and  butterfat  which  Is  produced  by 
a  producer,  other  than  a  producer-han- 
dler, and  which  is  received  by  a  handler 
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either  directly  from  producers  or  from 
other  handlers. 

(1)  "Other  source  milk"  means  all 
skim  milk  and  butterfat  except  that  con- 
tained In  producer  milk. 

S  912.2  Market  administrator— (a) 
Designation.  The  agency  for  the  admin- 
istration hereof  shall  be  a  market 
administrator  who  shall  be  a  person 
selected  by  the  Secretary.  Such  person 
shall  be  entitled  to  such  compensation 
as  may  be  determined  by.  and  shall  be 
subject  to  removal  at  the  discretion  of. 
the  Secretary. 

(b)  Powers.  The  market  administra- 
tor shall  have  the  power  to: 

(1)  Administer  the  terms  and  pro- 
visions hereof; 

(2)  Make  rules  and  regulations  to 
effectuate  the  terms  and  provisions 
hereof; 

(3)  Receive.  Investigate,  and  report  to 
the  Secretary  complaints  of  violations  of 
the  terms  and  provisions  hereof;  and 

(4)  Recommend  to  the  Secretary 
amendments  hereto. 

(c)  Duties.  The  market  administra- 
tor shall  perform  all  duties  necessary  to 
administer  the  terms  and  provisions 
hereof  Including  but  not  limited  to  the 
following: 

(1)  Within  30  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  prescribed 
by  the  Secretary,  execute  and  deliver  to 
the  Secretary  a  bond,  effective  as  of  the 
date  on  which  he  enters  upon  such  duties 
and  conditioned  upon  the  faithful  per- 
formance of  such  duties.  In  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary; 

(2)  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  the  terms  and 
provisions  hereof; 

(3)  Obtain  a  bond  In  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator; 

(4»  Pay  out  of  the  funds  provided  by 
9  912.10.  the  cost  of  his  bond  and  the 
bonds  of  his  employees,  his  own  compen- 
sation, and  all  other  expenses,  except 
those  Incurred  under  S  912.11.  necessarily 
incurred  by  him  In  the  maintenance  and 
functioning  of  his  office  and  In  the  per- 
formance of  his  duties; 

(5)  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  herein,  and  upon  request  by 
the  Secretary,  surrender  the  same  to  such 
other  person  as  the  Secretary  may  des- 
ignate; 

(6)  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish such  Information  and  reports  as 
may  be  requested  by  the  Secretary; 

(7>  Publicly  announce  unless  other- 
wise directed  by  the  Secretary,  by  post- 
ing In  a  conspicuous  place  In  his  office 
and  by  such  other  means  as  he  deems 
appropriate  the  name  of  any  person  who 
within  10  days  after  the  day  upon  which 
he  Is  required  to  perform  such  acts,  has 
not  made  (1)  reports  pursuant  to  S  912.3 
or  (ii)  payments  pursuant  to  §§912  8 
912.9.  912.10.  or  912.11; 

(8)  Audit  each  handler's  records  and 
payments  by  Inspection  of  such  han- 
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dler's  records  and  the  records  of  any 
person  upon  whose  utilization  the  clas- 
siflcation  of  skim  milk  and  butterfat 
for  such  handler  depends; 

(9)  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period  report 
to  each  cooperative  association  which  so 
requests  the  utilization  of  the  milk  caused 
to  be  delivered  to  each  handler  W  such 
cooperative  association.  For  this  pur- 
pose such  milk  shall  "be  prorated  to  each 
class  in  the  same  proportion  that  the 
total  receipts  of  producer  milk  by  such 
handler  were  used  In  each  class; 

(10)  Publicly  announce,  by  posting  In 
a  conspicuous  place  in  his  office  and  by 
such  other  means  as  he  deems  appropri- 
ate the  prices  determined  for  each  de- 
livery period  as  follows: 

(I)  On  or  before  the  5th  day  of  each 
delivery  period,  (a)  the  minimum  price 
for  Class  I  milk  computed  pursuant  to 
§  912.5  (a)  (1)  and  the  butterfat  differ- 
ential computed  pursuant  to  §  912.5  (b) 
(1).  both  for  the  current  delivery  period, 
and  (b)  the  minimum  prices  for  Class  II 
milk  and  Class  III  milk  computed  pur- 
suant to  §  912.5  (a)  (2)  and  (3).  and  the 
butterfat  differentials  computed  pursu- 
ant to  §912.5  <b)  (2)  and  (3)  for  the 
previous  delivery  period,  and 

(ID  On  or  before  the  10th  day  after 
the  end  of  each  delivery  period,  the  uni- 
form price  computed  pursuant  to  §  912.7 
and  the  butterfat  differential  computed 
pursuant  to  §  912.8  (b) ;  and 

(11)  Prepare  and  dis.seminate  to  the 
public  such  statistics  and  information  as 
he  deems  advisable  and  as  do  not  reveal 
confldentlal  Information. 

§  912.3  Reports,  records,  and  facili- 
ties— (a)  Delivery  period  report  of  re- 
ceipts and  utilization.  On  or  before  the 
7th  day  after  the  end  of  each  delivery 
period  each  handler,  except  a  producer- 
handler,  shall  report  to  the  market  ad- 
ministrator in  the  detail  and  on  forms 
prescribed  by  the  market  administrator: 

(1)  The  quantities  of  butterfat  and 
skim  milk  contained  In  milk  received 
from  producers; 

(2)  The  quantities  of  skim  milk  and 
butterfat  contained  In  (or  used  In  the 
production  of)  receipts  from  any  other 
handler; 

(3)  The  quantities  of  skim  milk  and 
butterfat  contained  In  receipts  of  other 
source  milk  (except  nonfluld  milk  prod- 
ucts disposed  of  in  the  form  In  which  re- 
ceived without  further  processing  by  the 
handler) ; 

(4)  The  utilization  of  all  receipts  re- 
quired to  be  reported  pursuant  to  this 
paragraph;  and 

(5)  Such  other  Information  with  re- 
spect to  receipts  and  utilization  as  the 
market  administrator  may  prescribe. 

(b)  Other  reports.  (1)  Each  produc- 
er-handler shall  make  reports  to  the 
market  administrator  at  such  time  and 
In  such  manner  as  the  market  adminis- 
trator may  prescribe. 

(2)  On  or  before  the  20th  day  of  each 
delivery  period  each  handler  shall  sub- 
mit to  the  market  administrator  such 
handler's  producer  pay  roll  for  the  pre- 
ceding delivery  period  which  shall  show 
(1)  the  total  pounds  of  milk  received  from 
each  producer  and  cooperative  associa- 
tion and  the  total  pounds  of  butterfat 
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contained  in  such  milk.  (II)  the  amount 
of  payment  to  each  producer  and  cooper- 
ative association,  and  (III)  the  nature  and 
amount  of  any  deductions  Involved  In 
such  payments. 

(c)  Records  and  facilities.  Each  han- 
dler shall  maintain  and  make  available 
to  the  market  administrator  or  to  his 
representative  during  the  usual  hours  of 
business,  such  accounts  and  records  of 
his  operations  and  such  facilities  as  are 
necessary  for  the  market  administrator  to 
verify  or  to  establish  the  correct  data 
with  respect  to: 

(1)  The  receipts  and  utilization,  la 
whatever  form  of  all  skim  milk  and  but- 
terfat received.  Including  nonfluld  milk 
products  disposed  of  In  the  form  In  which 
received  without  further  processing; 

(2)  The  weights  and  tests  for  butter- 
fat and  other  content  of  all  milk,  skim 
milk,  cream,  and  milk  products  handled; 

(3)  Payment  to  producers  and  coop- 
erative associations;  and 

(4)  The  pounds  of  skim  milk  and  but- 
terfat contained  In  or  represented  by  all 
milk,  skim  milk,  cream,  and  milk  prod- 
ucts on  hand  at  the  beginning  and  end 
of  each  delivery  period. 

(d)  Retention  of  records.    All  books 
and  records  required  under  this  order  to 
be  made  available  to  the  market  admin- 
istrator shall  be  retained  by  the  handler 
for  a  period  of  three  years  to  begin  at 
the  end  of  the  calendar  month  to  which 
such  books  and  records  pertain,  except 
that  all  such  books  and  records  pertain- 
ing to  transactions  before  August  1. 1946. 
shall  be  retained  until  October  1    1949* 
Provided.  That  If,  within  such  three-year  • 
period  or  before  October  1,  1949,  which- 
ever Is  applicable,  the  market  admin- 
istrator notifies  the  handler  in  writing 
that  the  retention  of  such  books  and 
records,  or  of  specified  books  and  records. 
Is  necessary  In  connection  with  a  pro- 
ceeding under  section  8c  (15)  (A)  of  the 
act  or  a  court  action  specified  In  such 
notice,   the  handler  shall   retain   such 
books  and  records,  or  specified  books  and 
records,  until  further  written  notifica- 
tion from  the  market  administrator.    In 
either  case   the   market   administrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  the  termina- 
tion of  the  litigation  or  when  the  records 
are  no  longer  necessary  In  connectioa 
therewith. 

5  912.4  Classification,  (a)  All  skim 
milk  and  butterfat  In  any  form  received 
by  a  handler  during  the'"delivery  period 
and  required  to  be  reported  pursuant  to 
§  912.3  (a)  shall  be  classified  by  the  mar. 
ket  administrator  pursuant  to  the  fol- 
lowing provisions  of  this  section. 

(b)  Classes  of  utilization.  Subject  to 
the  conditions  set  forth  In  paragraphs 
(d)  and  (e)  of  this  section,  the  classes 
of  utilization  shall  be  as  follows: 

(1)  Class  I  milk  shall  be  all  skim  milk 
(Including  reconstituted  skim  milk)  and 
butterfat  disposed  of  In  the  form  of  milk, 
skim  milk,  buttermilk,  flavored  milk, 
flavored  milk  drinks,  cream,  or  any  mix- 
ture (except  ice  cream  mix)  of  cream 
and  milk  or  skim  milk  containing  more 
than  6  percent  of  butterfat  and  all  skim 
milk  and  butterfat  not  specifically  ac- 
counted for  under  subparagraphs  (2) 
and  (3)  of  this  paragraph. 
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(2)  Class  n  milk  shall  be  all  skim  milk 
and  butter! at  used  to  produce  evaporated 
milk,  condensed  milk,  ice  cream.  Ice 
cream  mix.  cottage  cheese,  and  any  milk 
product  other  than  those  specified  In 
Class  I  milk  or  Qass  in  milk. 

(3)  Class  III  milk  shall  be  all  skim 
milk  and  butterfat  (i)  used  to  produce 
butter.  American  type  Cheddar,  cheese, 
animal  feed,  casein,  and  nonfat  dry  milk 
solids;  (ii)  In  shrinkage  up  to  2  percent 
of  receipts  from  producers;  and  (ill)  in 
shrinkage  of  other  source  milk. 

(c)  Shrinkage.  The  market  admin- 
istrator shall  allocate  shrinkage  over  a 
handler's  receipts  as  follows: 

(1>  Compute  the  total  shrinkage  of 
skim  milk  and  butterfat  for  each  han- 
dler. 

(2)  Prorate  the  resulting  amounts  be- 
tween the  receipts  of  skim  milk  and 
butterfat  received  from  producers  and 
from  other  sources. 

(d)  Responsibility  of  handlers  and 
reclassification  of  milk.  (1)  All  skim 
milk  and  butterfat  shall  be  Class  I  un- 
less the  handler  who  first  receives  such 
skim  milk  or  butterfat  can  prove  to  the 
market  administrator  that  such  skim 
milk  or  butterfat  should  be  classified 
otherwise. 

(2)  Any  skim  milk  or  butterfat  (ex- 
cept that  transferred  to  a  producer-han- 
dler) shall  be  reclassified  if  verification 
by  the  market  administrator  discloses 
that  the  original  classification  was  incor- 

(e)  Transfers.  Skim  milk  or  butter- 
fat disposed  of  by  a  handler  either  by 

-  transfer  or  diversion  shall  be  classified: 
(1)  As  Class  I  milk  if  transferred  or 
diverted  In  the  form  of  milk,  skim  milk, 
or  cream  to  another  handler,  except  a 
producer-handler,  unless  utilization  In 
another  class  Is  mutually  Indicated  In 
writing  to  the  market  administrator  by 
both  handlers  on  or  before  the  7th  day 
after  the  end  of  the  delivery  period 
within  which  such  transaction  occurred, 
but  in  no  event  shall  the  amount  classi- 
fied in  any  class  exceed  the  total  use  In 
such  class  by  the  transferee  handler: 
Provided.  That.  If  either  or  both  han- 
dlers have  received  other  source  milk, 
such  milk  so  disposed  of  shall  be  classi- 
fied at  both  plants  so  as  to  return  the 
higher  class  utilization  to  producer  milk. 

<2>  As  Class  I  milk  if  transferred  to  a 
producer-handler  in  the  form  of  milk, 
skim  milk,  or  cream. 

(3)  As  Class  I  milk  If  transferred  or 
diverted  In  the  form  of  milk,  skim  milk. 
or  cream  to  a  nonhandler's  plant  unless 
(1)  the  handler  claims  other  classifica- 
tion on  the  basis  of  utilization  mutually 
Indicated  in  writing  to  the  market  ad- 
ministrator by  both  the  handler  and  non- 
handler  on  or  before  the  7th  day  after 
the  end  of  the  delivery  period  within 
which  such  transfer  or  diversion  oc- 
curred, (ii)  such  nonhandler  maintains 
books  and  records  showing  the  utiliza- 
tion of  all  skim  milk  and  butterfat  at  his 
plant,  which  are  made  available  if  re- 
quested by  the  market  administrator  for 
the  purpose  of  verification,  and  (iii>  such 
nonhandler's  plant  had  actually  used  not 
less  than  an  equivalent  amount  of  skim 
milk  and  butterfat  In  the  use  indicated 
in  such  statement:  Provided.  That,  II 
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verification  of  such  nonhandler's  records 
discloses  that  an  equivalent  amount  of 
skim  milk  and  butterfat  had  not  been 
used  in  such  indicated  utilization,  the 
remaining  pounds  shall  be  classified  in 
series  beginning  with  the  next  higher 
priced  classification  in  which  such  non- 
handler  had  utilization. 

(f)  Computation  of  skim  milk  and 
butterfat  in  each  class.  For  each  deliv- 
ery period,  the  market  administrator 
shall  correct  for  mathematical  and  other 
obvious  errors  the  delivery  period  report 
submitted  by  each  handler  and  shall 
compute  the  total  pounds  of  skim  milk 
and  butterfat.  respectively,  in  Class  I 
milk.  Class  II  milk,  and  Class  III  milk 
for  such  handler. 

(g)  Allocation  of  skim  milk  and  but- 
terfat classified.  After  computing  the 
classification  of  all  skim  milk  and  but- 
terfat received  by  a  handler  pursuant  to 
paragraph  (f )  of  this  section,  the  market 
administrator  shall  determine  the  classi- 
fication df  milk  received  from  producers 
as  follows: 

( I )  Skim  milk  shall  be  allocated  In  the 
following  manner: 

(i)  Subtract  from  the  total  pounds  of 
skim  milk  In  Class  III  the  pounds  of 
skim  milk  determined  pursuant  to  para- 
graph (b)  (3)  (ii)  of  this  section; 

(II)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  in 
series  beginning  with  the  lowest  priced 
class  in  which  the  handler  has  use,  the 
pounds  of  skim  milk  contained  in  other 
source  milk; 

(ill)  Subtract  from  the  remaining 
pounds  of  skim  milk  in  each  class  the 
pounds  of  skim  milk  contained  in  re- 
ceipts from  other  handlers  in  accordance 
with  Its  classification  as  determined  pur- 
suant to  paragraph  (e)  (1)  of  this  sec- 
tion; 

(iv)  Add  to  the  remaining  pounds  of 
skim  milk  In  Class  in  the  pounds  of 
skim  milk  subtracted  pursuant  to  sub- 
division (1)   of  this  subparagraph:  and 

(V)  If  the  remaining  pounds  of  skim 
milk  In  all  classes  exceed  the  pounds  of 
skim  milk  received  from  producers  an 
amount  equal  to  the  difference  shall  be 
fiubstracted  from  the  pounds  of  skim 
milk  In  each  class  In  series  beginning 
with  the  lowest  priced  class  In  which  the 
handler  has  use.  Any  amount  .«:o  sub- 
tracted shall  be  called  "overrun." 

(2)  Butterfat  shall  be  allocated  In  ac- 
cordance with  the  same  procedure  out- 
lined for  skim  milk  in  subparagraph  (1) 
of  this  paragraph. 

S  912.5  Minimum  prices— (&)  Class 
prices.  Subject  to  the  provisions  of 
paragraphs  (b)  and  (c)  of  this  section, 
the  minimum  prices  per  hundredweight 
to  be  paid  by  each  handler  for  milk  re- 
ceived at  his  plant  from  producers  dur- 
ing the  delivery  period  shall  be  as  fol- 
lows: 

(1)  Class  I  milk.  The  price  for  Class 
n  milk  for  the  previous  delivery  period 
plus  80  cents  during  the  months  of  Jan- 
uary. February,  and  March;  plus  60  cents, 
during  the  months  of  April.  May.  and 
June;  and  plus  $1.05  during  the  remain- 
ing months  of  each  year. 

(2)  Class  II  milk.  The  higher  of  the 
prices  resulting  from  the  computation* 


made  pursuant  to  subdivisions  (1)  and 
(ii)  of  this  subparagraph. 

(1)  The  average  of  the  basic  or  field 
prices  reported  to  have  been  paid  or  to 
be  paid  for  milk  of  3.5  percent  butterfat 
content  received  from  farmers  during 
the  period  beginning  with  the  16th  day 
of  the  previous  month  and  ending  with 
the  15th  day  of  the  then  current  month 
at  the  following  plants  for  which  prices 
have  been  reported  to  the  market  ad- 
ministrator or  to  the  Department  of 
Agriculture: 

Present  Operator  of  Plant  and  Location 

Amboy  Milk  Products  Co.,  Amboy.  Ul. 

Borden  Co..  DUon,  111. 

Borden  Co.,  Sterling.  111. 

Carnation  Co.,  Morrison,  111. 

Carnation  Co..  Oregon,  m. 

Dean  Milk  Co..  Pearl  City,  111. 

Dean  Milk  Co  .  Pecatonlca.  111. 

Pet  Milk  Co.,  Shullsburg,  Wis. 

United  Milk   ProducU  Co.,  Argo  Pay,  111. 

(II)  The  price  resulting  from  the  fol- 
lowing computations: 

(a)  Multiply  by  6  the  average  of  the 
daily  wholesale  prices  per  pound  of  92- 
score  butter  in  the  Chicago  market  as 
reported  by  the  Department  of  Agricul- 
ture during  the  delivery  period. 

(b>  Add  an  amount  equal  to  2.4  times 
the  average  of  the  weekly  prices  of  the 
cheese  known  as  "Cheddars"  on  the  Wis- 
consin Cheese  Exchange  at  Plymouth, 
Wisconsin,  as  reported  by  the  Depart- 
ment of  Agriculture  during  the  delivery 
period.  If  there  are  no  sales  on  the  Ex- 
change during  any  week,  the  last  pre- 
viously quoted  price  shall  be  lised  as  the 
price  for  that  week  In  making  these 
computations. 

(c)  Divide  the  resulting  sum  by  7, 

(d)  Add  30  percent  thereof,  and 

(e)  Multiply  the  resulting  sum  by  3.5. 
(3  >  Class  III  milk.     The  higher  of  the 

prices  resulting  from  the  following  com- 
putations by  the  market  administrator: 
(1)  Multiply  by  2.4  the  average  of  the 
weekly  prices  of  the  cheese  known  as 
"Cheddars"  on  the  Wisconsin  Cheese  Ex- 
change at  Plymouth.  Wisconsin,  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period  and  multiply 
such  result  by  35.  If  there  are  no  sales 
on  the  Exchange  during  any  week,  the 
last  previously  quoted  price  shall  be  used 
as  the  price  for  that  week  in  making  these 
computations. 

(ii)  Multiply  by  1.20  the  average  of  the 
daily  wholesale  prices  per  pound  of  92- 
score  butter  in  the  Chicago  market  as  re- 
ported by  the  Department  of  Agriculture 
during  the  delivery  period,  and  multiply 
the  resulting  sum  by  3.5. 

(b)  Butterfat  differentials  to  handlers. 
If  the  average  butterfat  content  of  the 
milk  of  any  handler  allocated  to  any  class 
pursuant  to  S  912.4  (g)  is  more  or  less 
tljan  3.5  percent  there  shall  be  added  to 
the  respective  class  price  computed  pur- 
suant to  paragraph  (a)  of  this  section 
for  each  one-tenth  of  1  percent  that  the 
average  butterfat  content  of  such  milk  is 
above  3.5  percent  or  subtracted  for  each 
one-tenth  of  1  percent  that  such  average 
butterfat  content  Is  below  3.5  percent,  an 
amount  equal  to  the  applicable  butterfat 
difTerential  computed  as  follows: 

( 1 )  Class  I  milk.  Multiply  by  1.40  the 
average  of  the  daily  wholesale  prices  per 
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pound  of  92-score  butter  In  the  Chicago 
market  as  reported  by  the  Department  of 
Agriculture  during  the  previous  delivery 
period  and  divide  the  result  by  10. 

(2)  Class  II  milk.  'Multiply  by  1.20 
the  average  of  the  dally  wholesale  prices 
per  pound  of  92-score  butter  In  the  Chi- 
cago market  as  reported  by  the  Depart- 
ment of  Agriculture  during  the  delivery 
period  and  divide  the  result  by  10. 

(3)  Class  III  milk.  Multiply  by  1.20 
the  average  of  the  daily  wholesale  prices 
per  pound  of  92-score  butter  in  the 
Chicago  market  as  reported  by  the  De- 

.  partment  of  Agriculture  during  the  de- 
livery period  and  divide  the  result  by  10. 
(c)      Emergency      price      provisions. 
Whenever  the  provisions  hereof  require 
the  market  administrator  to  use  a  spe- 
cific price  <or  prices)  for  milk  or  any  milk 
product  for  the  purpose  of  determining 
class  prices  or  for  any  other  purpose  the 
market  administrator  shall  add  to  the 
specified  price  the  amount  of  any  sub- 
sidy  or   other   similar    payment   being 
made  by  any  Federal  agency  in  connec- 
tion with  the  milk  or  product  associated 
with  the  price  specified:  Provided.  That 
If  for  any  reason  the  price  specified  Is 
not  reported  or  published  as  Indicated, 
the  market  administrator  shall  use  the 
applicable  maximum  uniform  price  es- 
tablished by  regulations  of  any  Federal 
agency  plus  the  amount  of  any  subsidy 
or  other  similar  payment:  Provided  fur- 
ther. That  If  the  specified  price  Is  not 
reported  or  published  and  there  Is  no 
applicable  maximum  uniform  price,  or 
If  the  specified  price  Is  not  reported  or 
published  and  the  Secretary  determines 
that  the  market  price  Is  below  the  ap- 
plicable maximum  uniform   price,   the 
market  administrator  shall  use  a  price 
determined    by    the    Secretary    to    be 
equivalent   to  or  comparable  with  the 
price  specified. 

(  912.6  Application  of  provisions— (a) 
Producer-handlers.  Sections  912.4,  912.5. 
912.7.  912.8,  912.9,  912.10.  and  912.11  shall 
not  apply  to  a  producer-handler. 

(b)  Handlers  subject  to  other  Federal 
orders.  In  the  case  of  any  handler  who 
the  Secretary  determines,  disposes  of  a 
greater  portion  of  his  milk  as  Class  I 
milk  in  another  marketing  area  regu- 
lated by  another  milk  marketing  agree- 
ment or  order  Issued  pursuant  to  the  act. 
the  provisions  of  this  order  shall  not  ap- 
ply except  as  follows: 

(1)  The  handler  shall  with  respect  to 
his  total  receipts  of  skim  milk  and  but- 
terfat make  reports  to  the  market  ad- 
ministrator at  such  time  and  in  such 
manner  as  the  market  administrator 
may  require  and  allow  verification  of 
such  reports  by  the  market  administra- 
tor. 

(2)  If  the  price  which  such  handler 
Is  required  to  pay.  under  the  other  Fed- 
eral order  to  which  he  Is  subject,  for 
skim  milk  and  butterfat  which  would  be 
classified  as  Class  I  milk  under  this  order 
Is  less  than  the  price  provided  by  this 
order,  such  handler  shall  pay  to  the  mar- 
ket administrator  for  deposit  Into  the 
producer-settlement  fund  (with  respect 
to  all  skim  milk  and  butterfat  disposed  of 
as  Class  I  milk  within  the  marketing 
area)  an  amount  equal  to  the  difference 
between  the  value  of  such  skim  milk  or 
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butterfat  as  computed  pursuant  to  this 
order  and  Its  value  as  determined  pursu- 
ant to  the  other  order  to  which  he  is 
subject. 

§  912.7  Determination  of  uniform 
price — (a)  Computation  of  value  of 
milk.  The  value  of  milk  received  during 
each  delivery  period  by  each  handler 
from  producers  shall  be  a  sum  of  money 
computed  by  the  market  administrator 
by  multiplying  the  pounds  of  such  milk  in 
each  class  by  the  applicable  class  prices, 
and  adding  together  the  resulting 
amounts:  Provided.  That  If  the  handler 
had  overrun  of  either  skim  milk  or  but- 
terfat there  shall  be  added  to  the  above 
values  an  amount  computed  by  multiply- 
ing the  pounds  of  overrun  by  the  appli- 
cable class  prices. 

(b)  Computation  of  uniform  price. 
For  each  delivery  period  the  market  ad- 
ministrator shall  compute  the  uniform 
pr^e  per  hundredweight  for  milk  of  3.5 
percent  butterfat  content  received  from 
producers  as  follows: 

(1)  Combine  Into  one  total  the  values 
computed  pursuant  to  paragraph  (a)  of 
this  section  for  all  handlers  who  made 
the  reports  prescribed  by  §  912.3  (a)  and 
who  made  the  payments  pursuant  to 
S  912.8  for  the  preceding  delivery  period; 

(2)  Add  not  less  than  one-half  of  the 
cash  balance  on  hand  In  the  producer- 
settlement  fund  less  the  total  amount  of 
contingent  obligations  to  handlers  pur- 
suant to  §  912.9; 

(3)  Subtract,  if  the  average  butterfat 
content  of  the  milk  Included  in  these 
computations  Is  greater  than  3.5  percent, 
or  add,  if  such  average  butterfat  content 
Is  less  than  3.5  percent  an  amount  com- 
puted by:  multiplying  the  amount  by 
which  the  average  butterfat  content  of 
such  milk  varies  from  3.5  percent  by  the 
butterfat  differential  computed  pursu- 
ant to  S  912.8  (b)  and  multiplying  the 
resulting  figure  by  the  total  hundred- 
weight of  such  milk; 

(4)  Divide  the  resulting  amount  by 
the  total  hundredweight  of  milk  included 
In  these  computations;  and 

(5)  Subtract  not  less  than  4  cents  nor 
more  than  5  cents  from  the  amount  per 
hundredweight  computed  pursuant  to 
subparagraph  (4 )  of  this  paragraph.  The 
resulting  figure  shall  be  the  uniform 
price  for  milk  received  from  producers. 

(c)  Notification  of  handlers.  On  or 
before  the  10th  day  after  the  end  of  each 
delivery  period,  the  market  administrator 
shall  mall  to  each  handler  at  his  last 
known  address,  a  statement  showing: 

(1)  The  classification  and  value  of  the 
milk  received  from  producers  by  such 
handler; 

(2)  The  applicable  class  prices  and  the 
uniform  price;  and 

(3)  The  amount  due  such  handler  or 
the  amount  to  be  paid  by  such  handler, 
as  the  case  may  be.  pursuant  to  5§  912.8, 
912.9.  912.10.  and  912.11. 

§912.8  Payments  for  milk— (&)  Time 
and  method  of  payment.  Each  handler 
shall  make  payments  as  follows: 

(1)  On  or  before  the  15th  day  after 
the  end  of  the  delivery  period  during 
which  the  milk  was  received  to  each  pro- 
ducer for  milk,  except  that  for  which 
payment  Is  made  to  a  cooperative  asso- 
ciation pursuant  to  subparagraph  (2)  of 
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this  paragraph,  at  not  less  than  the  uni- 
form price  per  hundredweight  computed 
pursuant  to  §  912.7  (b)  subject  to  the 
butterfat  differential  computed  pursuant 
to  paragraph  (b)  of  this  section. 

(2)  On  or  before  the  12th  day  after 
the  end  of  the  delivery  period  during 
which  the  milk  was  received,  to  a  coop- 
erative association  for  milk  which  It 
caused  to  be  delivered  to  such  handler 
from  producers'  farms,  of  an  amdunt 
equal  to  not  less  than  the  sum  of  the  in- 
dividual payments  otherwise  payable  to 
such  producers. 

(b)  Producer  butterfat  differential. 
In  making  payments  pursuant  to  para- 
graph (a)  of  this  section  there  shall  be 
added  to  or  subtracted  from  the  uniform 
price  for  each  one-tenth  of  one  percent 
that  the  average  butterfat  content  of  the 
milk  received  from  producers  is  above  or 
below  3.5  percent,  an  amount  computed 
by  multiplying  by  1.20  the  average  of  the 
daily  wholesale  prices  per  pound  of  92- 
score  butter  In  the  Chicago  market  as 
reported  by  the  Department  of  Agricul- 
ture during  the  delivery  period  and  di- 
viding the  resulting  sum  by  10. 

(c)  Producer-settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraph  (d)  of 
this  section  and  §  912.9,  and  out  of  which 
he  shall  make  all  payments  to  handlers 
pursuant  to  paragraph  (e)  of  this  sec- 
tion and  §  912.9. 

(d)  Payments  to  the  producer-settle- 
ment fund.  On  or  before  the  12th  day 
after  the  end  of  each  delivery  period, 
each  handler  shall  pay  to  the  market  ad- 
ministrator the  amount  by  which  the 
utilization  value  of  the  milk  received  by 
such  handler  from  producers  during 
such  delivery  period  Is  greater  than  the 
amount  required  to  be  paid  producers  by 
such  handler  pursuant  to  paragraph  (a) 
of  this  section. 

(e)  Payments  out  of  the  producer- 
settlement  fund.  On  or  before  the  12th 
day  after  the  end  of  each  delivery  period, 
the  market  administrator  shall  pay  to 
each  handler  the  amount  by  which  the 
utilization  value  of  the  milk  received  by 
such  handler  from  producers  during 
such  delivery  period  Is  less  than  the 
amount  required  to  be  paid  by  such  han- 
dler pursuant  to  paragraph  (a)  of  this 
section:  Provided.  That  If  the  balance  in 
the  producer-settlement  fund  Is  Insuffi- 
cient to  make  all  payments  pursuant  to 
this  paragraph,  the  market  administra- 
tor shall  reduce  uniformly  such  pay- 
ments and  shall  complete  such  payments 
as  soon  as  the  necessary  funds  are  avail- 
able. No  handler  who  has  not  received 
the  balance  of  such  payments  from  the 
market  administrator  shall  be  considered 
In  violation  of  paragraph  (a)  of  this  sec- 
tion if  he  reduces  his  payments  to  pro- 
ducers by  not  more  than  the  amount  of 
the  reduction  In  payment  from  the  pro- 
ducer-settlement fund. 

§  912.9  Adjustments  of  accounts — (a) 
Errors  in  payments.  Whenever  audit  by 
the  market  administrator  of  any  han- 
dler's reports,  books,  records,  or  accounts 
discloses  errors  resulting  In  moneys  due 
(1>  the  market  administrator  from  such 
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handler,  (2)  such  handler  from  the  mar- 
ket administrator,  or  (3)  any  producer 
or  cooperative  association  from  such 
handler,  the  market  administrator  shall 
promptly  notify  such  handler  of  any 
amount  so  due;  and  payment  thereof 
shall  be  made  on  or  before  the  next  date 
for  making  payment  set  forth  in  the  pro- 
vision under  which  such  error  occurred. 
<b>  Interest  on  overdue  accounts. 
Any  unpaid  obligation  of  a  handler  or  of 
the  market  administrator  pursuant  to 
§§  912.8  (c),  (d).  and  (e).  912.10.  912.11, 
and  this  section  shall  be  increased  one- 
half  of  one  percent  on  the  first  day  of 
the  calendar  month  next  following  the 
due  date  of  such  obligation  and  on  the 
first  day  of  each  calendar  month  there- 
after until  such  obligation  is  paid. 

S  912.10  Expense  of  administration. 
As  his  pro  rata  share  of  the  expense  of 
administration  hereof,  each  handler 
shall  pay  to  the  market  administrator 
on  or  before  the  12th  day  after  the  end 
of  each  delivery  period,  4  cents  per  hun- 
dredweight, or  such  lesser  amount  as  the 
Secretary  from  time  to  time  may  pre- 
scribe with  respect  to  all  milk  received 
within  the  delivery  period  from  produc- 
ers (including  such  handler's  own  pro- 
duction) and  from  sources  other  than 
producers  or  other  handlers. 

5  912.11  Marketing  services— (&)  De- 
ductions. Except  as  set  forth  In  para- 
graph (b)  of  this  section  each  handler. 
In  making  payment  to  producers  (other 
than  himself)  pursuant  to  8  912.8  (a) 
shall  deduct  5  cents  per  hundredweight 
or  such  lesser  amount  as  the  Secretary 
from  time  to  time  may  prescribe,  and 
shall  pay  such  deductions  to  the  market 
administrator  on  or  before  the  12th  day 
after  the  end  of  such  delivery  period. 
Such  moneys  shall  be  used  by  the  mar- 
ket administrator  to  check  weights,  sam- 
ples, and  tests  of  milk  received  from  pro- 
ducers and  to  provide  producers  with 
market  Information. 

(b)  In  the  case  of  producers  for  whom 
a  cooperative  association  is  actually  per- 
forming the  services  set  forth  in  para- 
graph (a>  of  this  section,  each  handler 
shall  make  in  Ueu  of  the  deduction  speci- 
fied in  paragraph  (a)  of  this  section  such 
deductions  from  the  payments  to  be 
made  to  such  producers  as  may  be  au- 
thorized by  the  membership  agreement 
or  marketing  contract  between  such  co- 
operative association  and  such  producers 
and  on  or  before  the  12th  day  after  the 
end  of  such  delivery  period  pay  such 
deduction  to  the  cooperative  association 
rendering  such  services. 

S  912.12  Effective  time,  suspension  or 
termination,  continuing  obligations,  and 
liquidation — (a)  Effective  time.  The 
provisions  hereof,  or  any  amendment 
hereto,  shall  become  effective  at  such 
time  as  the  Secretary  may  declare  and 
shall  continue  in  force  until  suspended 
or  terminated. 

(b)  Suspension  or  termination.  The 
Secretary  shall,  whenever  he  finds  this 
order  or  any  provision  hereof  obstructs 
or  does  not  tend  to  effectuate  the  de- 
clared policy  of  the  act.  terminate  or 
suspend  the  operation  ol  this  order  or 
such  provision. 
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(c)  Continuing  obligations.  If.  upon 
the  suspension  or  termination  of  any  or 
all  of  the  provisions  of  this  order,  there 
are  any  obligations  hereunder  the  final 
accrual  or  ascertainment  of  which  re- 
quires further  acts  by  any  person  (in- 
cluding the  market  administrator),  such 
further  acts  shall  be  performed  notwith- 
standing such  suspension  or  termination. 

(d)  Liquidation.    Upon  the  suspension 
or  termination  of  the  provisions  hereof, 
except  this  section,  the  market  admin- 
istrator, or  such  other  liquidating  agent 
as  the  Secretary  may  designate,  shall,  if 
so'directed  by  the  Secretary,  liquidate  the 
business  of  the  market  administrator's 
office,  dispose  of  all  property  in  his  pos- 
session  or   control,   including    accounts 
receivable,  and  execute  and  deliver  all 
assignments  or  other  instruments  neces- 
sary or   appropriate  to   effectuate   any 
such  dusposition.    If  a  liquidating  agent 
Is  so  designated,  all  accounts,  books,  and 
records  of  the  market  administrator  shall 
be  transferred  promptly  to  such  liquidat- 
ing agent.    If.  upon  liquidation,  the  funds 
on  hand  exceed  the  amounts  required  to 
pay  outstanding  obligations  of  the  office 
of  the  market  administrator  and  to  pay 
necessary   expenses   of   liquidation   and 
distribution,  such  excess  shall   be  dis- 
tributed to  contributing   handlers   and 
producers  in  an  equitable  manner. 

5  912.13  Agents.  The  Secretary  may. 
by  designation  In  writing  name  any  offi- 
cer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  in  con- 
nection with  any  of  the  provisions  hereof. 

5  912.14  Separability  of  provisions.  If 
any  provision  hereof  or  Its  application  to 
any  person  or  circumstance.  Is  held  in- 
valid, the  application  of  such  provision, 
and  of  the  remaining  provisions  hereof, 
to  other  persons  or  circumstances  shall 
not  be  affected  thereby. 

§  912.15  Termination  of  obligation. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for 
the  payment  of  money  Irrespective  of 
when  such  obligation  arose,  except  an 
obligation  Involved  in  an  action  insti- 
tuted before  August  1, 1949.  under  section 
8c  (15>  (A)  of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
terms  of  this  order  shall,  except  as  pro- 
vided in  paragraphs  <b)  and  (c)  of  this 
section,  terminate  two  years  after  the 
last  day  of  the  calendar  month  during 
which  the  market  administrator  receives 
the  handler's  utilization  report  on  the 
milk  Involved  in  such  obligation,  unless 
within  such  two  year  period  the  market 
administrator  notifies  the  handler  in 
writing  that  such  money  Is  due  and  pay- 
able. Service  of  such  notice  shall  be 
complete  upon  mailing  to  the  handler's 
last  known  address,  and  It  shall  contain 
but  need  not  be  limited  to,  the  following 
information : 

(1)  The  amount  of  the  obligation; 

(2)  The  month  (s)  during  which  the 
milk,  with  respect  to  which  the  obligation 
exists,  was  received  or  handled;  and 

(3)  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association 
of  producers,  the  name  of  such  pro- 
ducer (s)  or  association  of  producers,  or 
If  the  obligation  is  payable  to  the  market 


administrator,  the  account  for  which  It 
Is  to  be  paid. 

(b)  If  a  handler  falls  or  refuses,  with 
respect  to  any  obligation  under  this 
order,  to  make  available  to  the  market 
administrator  or  his  representatives  all 
books  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may.  within  the  two  year  period 
provided  for  in  paragraph  (a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until ' 
the  first  day  of  the  calendar  month  fol- 
lowing the  month  during  which  all  such 
books  and  records  pertaining  to  such 
obligation  are  made  available  to  the  mar- 
ket administrator  or  his  repre.-^entatives. 

(c)  Notwithstanding  the  provisions  of 
paragraphs  (a)  and  (b)  of  this  section, 
a  handler's  obligation  under  this  order 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  involv- 
ing fraud  or  willful  concealment  of  a 
fact,  material  to  the  obligation,  on  the 
part  of  the  handler  against  whom  the 
obligation  Is  sought  to  be  imposed. 

(d)  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims 
to  be  due  him  under  the  terms  of  this 
order  shall  terminate  two  years  after  the 
end  of  the  calendar  month  during  which 
the  milk  Involved  in  the  claim  was  re- 
ceived if  an  underpayment  is  claimed,  or 
two  years  after  the  end  of  the  calendar 
month  during  which  the  payment  (in- 
cluding deduction  or  set-off  by  the  mar- 
ket administrator)  was  made  by  the 
handler  if  a  refund  on  such  payment  is 
claimed,  unless  such  handler,  within  the 
applicable  period  of  time,  files,  pursuant 
to  section  8c  (15>  (A)  of  the  act,  a  peti- 
tion claiming  such  money. 

(F.   R.    Doc.   4B-403fl;    Filed.    M»y    20.    1949; 
8:49  a.  m.) 

SECURITIES  AND   EXCHANGE 

COMMISSION 

[  17  CFR,  Pari  240  1 

General  Rules  and  REcuLAnoNS.  Secxtri- 
TiES  Exchange  Act  or  1934 

PROPOSED  AMENDMENTS  TO  RULES  EXEMPTING 
SECURITIES  FROM  SECTION   11    (d)    (1) 

Effective  May  16.  1949.  the  Board  of 
Governors  of  the  Federal  Reserve  System 
amended  its  Regulations  T  and  U  to  re- 
duce the  amount  of  margin  required  for 
the  acquisition  of  registered  securities 
through  the  exercise  of  short-term  rights 
or  warrants.  The  maximum  loan  value 
applicable  in  such  cases  was  Increased 
from  50%  to  75%. 

These  amendments  do  not  operate  to 
exempt  any  transactions  from  section 
11  (d)  (1)  of  the  Securities  Exchange 
Act  of  1934.  Subject  to  certain  limita- 
tions, section  11  (d)  (1)  makes  it  unlaw- 
ful for  any  broker-dealer  to  extend  credit 
to  or  arrange  credit  for  a  customer  on 
any  security  that  is  part  of  a  new  Issue 
in  the  distribution  of  which  he  partici- 
pated within  the  preceding  six  months 
as  a  member  of  a  selling  syndicate  or 
group.    However,  section  11  (d)  (1)  does 
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not  prohibit  an  extension  of  credit  by  a 
bank  or  by  any  broker  or  dealer  other 
than  a  member  of  such  a  selling  syndi- 
cate or  group,  provided  that  the  credit 
Ls  not  directly  or  Indirectly  arranged  for 
by  a  person  subject  to  section  11  (d)  (1). 
The  Commission's  §  240. lid  1-1  (Rule 
X-llDl-1)  now  exempts  certain  securi- 
ties from  section  11  (d»  (1).  Paragraph 
(d)  of  that  rule  provides  an  exemption 
from  the  credit  prohibitions  of  section 
11  (d)  (1)  for  the  benefit  of  original 
holders  of  subscription  rights.  Certain 
other  exemptions  are  contained  in  the 
other  provisions  of  Rule  X-llDl-1.  By 
reason  of  these  existing  exemptive  rules 
of  the  Commission,  a  member  of  a  selling 
syndicate  or  group  is  not  prohibited  from 
extending  credit  to  original  holders  of 
rights,  but  the  existing  exemptions  under 
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the  Commission's  rule  are  narrower  than 
the  amendments  Just  adopted  by  the 
Board  of  Governors  of  the  Federal  Re- 
serve System  in  that  the  Commission's 
rule  does  not  exempt  extensions  of 
credit  to  transferees  of  rights. 

The  Commission  requests  comments 
and  suggestions  on  the  question  whether. 
In  view  of  these  amendments  and  the 
purposes  of  section  11  (d)  (1),  it  should 
adopt  a  similar  amendment  to  Its  exemp- 
tive rules  under  that  section.  The  leg- 
islative history  of  section  II  (d)  (1) 
Indicates  that  Its  prohibition  against  the 
extension  of  credit  on  new  issue  "is  di- 
rected at  the  temptation  on  the  part  of 
a  broker-dealer  who  Is  assisting  in  the 
distribution  of  a  new  issue  to  Induce  cus- 
tomers to  Invest  In  If  by  the  offer  of 
credit."     S.  Rep.  No.   1455,   73d  Cong., 


2703 

2d  Sess.,  p.  30  ("Stoek  Exchange  Prac- 
tices"*; see  also  S.  Rep.  No.  792,  p.  12 
and  H.  R.  Rep.  No.  1383.  p.  22,  73d  Cong  ' 
2d  Sess. 

The  statutory  provisions  relating  to 
such  an  amendment  of  the  Commis- 
sion's rule  would  be  sections  3  (a)  (12), 
11  (d)  (1)  and  23  (a)  of  the  Securitle.s 
Exchange  Act  of  1934.  Suggestions  and 
comments  should  be  submitted  In  writ- 
ing to  the  Commission  at  Its  principal 
office.  425  Second  Street  NW..  Washing- 
ton 25,  D.  C,  not  later  than  June  6 
1949. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 
May  16.  1949. 

IF.    R.    Doc.    49-4029;    Filed,   May   20,    1949; 
8:48  a.  m.l 
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NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defent* 

(Transfer   Order   361 

Order  Transferring  From  Department 
OK  THE  Army  to  Department  of  the  Air 
Force  Certain  Functions  Relating  to 
Chief  of  Chaplains  and  Chaplains  of 
•  THE  Army  and  Certain  Nonappropri- 
ated Moneys  of  Chief  of  Chaplains 
Religious  Fund 

Pursuant  to  the  authority  vested  in  me 
by  the  National  Security  Act  of  1947  (act 
of  July  26,  1947;  Public  Law  253;  80th 
Congress)  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein, 
it  is  hereby  ordered  as  follows : 

1.  There  are  hereby  transferred  to  and 
vested  In  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force 
all  functions,  powers,  and  duties  relating 
to  the  Chief  of  Chaplains  and  the  Chap- 
lains of  the  Army,  Insofar  as  they  may 
pertain  to  the  Department  of  the  Air 
Force  or  the  United  States  Air  Force 
their  property  or  personnel,  which  are 
vested  In  the  Secretary  of  the  Army  or 
the  Department  of  the  Army  or  any  of- 
ficer of  that  Department  by  the  following 
laws,  parts  of  laws,  and  Executive  Orders 
as  limited  by  other  laws,  parts  of  laws, 
and  Executive  Orders,  whether  or  not 
specifically  set  forth  herein: 

a.  Act  of  June  3,  1918,  c.  134,  sec.  15 
<39  Stat.  176),  as  amended  by  the  act  of 
June  4,  1920,  c.  227,  subch.  I.  sec.  15  (41 
Stat.  769),  and  the  act  of  August  7,  1947, 
c.  512.  Title  V.  sec.  519  (a) ,  (61  Stat.  912: 
10  U.  S.  C.  234). 

b.  Act  of  April  9.  1864.  c.  53.  sec.  1  (13 
Stat.  46) ,  as  amended  by  the  act  of  July 
28.  1866.  c.  299.  sees.  7,  30  (14  Stat.  333, 
337) .  and  the  act  of  March  2, 1867,  c.  145. 
sec.  7  (14  Stat.  423),  and  the  act  of  July 
15,  1870.  c.  294.  sec.  12  (16  Stat.  318.  R.  S. 
1122;  10  U.  8.  C.  235). 

c.  Act  of  April  9.  1864,  c.  63,  sec.  4  (13 
Stat.  46;  R.  S.  1125),  as  amended  by  the 
act  of  February  2,  1901,  c.  192.  sec.  12  (31 
Stat.  750;  10  U.  S.  C.  238). 


d.  Act  of  April  9.  1864,  c.  53,  sec.  3  (13 
Stat.  46;  R.  S.  1127;  10  U.  S.  C.  239). 

e.  Act  of  February  2,  1901,  c.  192,  sec. 
12  (31  Stat.  750;  10  U.  S.  C.  240) . 

f.  Act  of  August  7,  1947,  c.  512,  Title  V 
(61  Stat.  795). 

g.  All  other  laws,  parts  of  laws,  includ- 
ing applicable  provisions  of  Appropria- 
tions Acts  and  Executive  Orders  which 
vest  In  the  Secretary  of  the  Army  or  the 
Department  of  the  Army  or  any  officer 
of  that  Department,  functions,  powers, 
and  duties  relating  to  the  Chief  of  Chap- 
lains and  the  Chaplains  of  the  Army  and 
certain  non-appropriated  monies  of  the 
Chief  of  Chaplains  Religious  Fund,  inso- 
far as  they  pertain  to  the  Department  of 
the  Air  Force  or  the  United  States  Air 
Force  or  their  property  and  personnel. 

2.  The  Department  of  the  Army  and 
the  Department  of  the  Air  Force  will 
continue  to  furnish  one  to  the  other  such 
types  of  service  In  connection  with  Chap- 
lains activities  as  are  presently  furnished 
one  for  the  other,  subject  to  such  ad- 
justments as  from  time  to  time  are 
Jointly  determined  to  be  necessary  or  de- 
sirable by  the  Secretaries  of  the  two 
Departments. 

3.  It  having  been  mutually  determined 
by  the  Secretary  of  the  Army  and  the 
Secretary  of  the  Air  Force  that  the  share 
of  the  nonappropriated  Fund  known  and 
accounted  for  as  the  "Chief  of  Chap- 
lains Religious  Fund",  redesignated  as 
the  "Army  and  Air  Force  Chaplains 
Fund",  which  Is  available  for  use  by  or 
on  behalf  of  the  Air  Force,  Is  37.6  percent 
of  the  net  worth  of  that  Fund  as  of  No- 
vember 30.  1947.  that  Fund  Is  to  that 
extent  transferred  to  the  Etepartment  of 
the  Air  Force  for  the  purpose  for  which 
those  funds  were  originally  made  avail- 
able In  the  War  Department. 

4.  If  at  a  later  tlfhe  there  Is  any  allow- 
ance of  a  claim  or  credit  which  existed 
on  November  30,  1947.  which  would  have 
the  effect  in  law  of  establishing  any  dif- 
ferent net  worth  than  that  determined 
on  November  30, 1947,  that  difference  wUl 
be  adjusted  as  a  correction  according  to 
the  same  percentage  as  stated  in  para- 
graph 3,  above. 


5.  The  nonappropriated  funds  trans- 
ferred to  the  Department  of  the  Air  Force 
and  the  corresponding  funds  retained  by 
the  Department  of  the  Army  will  be  ad- 
ministered under  Joint  policies  to  be  es- 
tablished by  the  Secretary  of  the  Army 
and  the  Secretary  of  the  Air  Force.  The 
Secretary  of  the  Army  and  the  Secretary 
of  the  Air  Force  are  authorized  to  ap- 
point a  Joint  council  to  assist  in  the 
administration  of  the  Fund,  and  for  the 
formulation  of  such  other  common 
policies  as  are  practical. 

6.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force  or  their  represen- 
tatives are  hereby  authorized  to  Issue 
such  orders  as  may  be  necessary  to  effec- 
tuate the  purpose  of  this  order.  In  this 
respect  the  transfer  of  such  related  per- 
sonnel, property,  records.  Installations, 
agencies,  activities,  and  projects  as  the 
Secretaries  of  the  Army  and  the  Air 
Force  shall  from  time  to  time  jointly  de- 
termine to  be  necessary.  Is  authorized. 

7.  It  Is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operation  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

8.  Nothing  contained  In  ithls  order  shall 
operate  as  a  transfer  of  appropriated 
funds. 

9.  This  order  shall  be  effective  as  of 
May  10.  1949. 

Stephen  Early, 
Acting  Secretary  of  Defense. 

May  10,  1949. 

[P.    R.   Doc.   49-4027;    Piled,   May   20.    1949; 
8:46  a.  m.J 


[Transfer  Order  36) 

Order  Transferring  From  Department 
OF  the  Army  to  Department  of  the 
Air  Force  Certain  Functions  Relating 
TO  Medical  Department.  United  States 
Army 

Pursuant  to  the  authority  vested  In  me 
by  the  National  Security  Act  of  1947  (act 
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of  July  26.  1947;  Public  Law  253.  80th 
Congress) ,  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein. 
It  Is  hereby  ordered  as  follows : 

1.  There  are  hereby  transferred  to  and 
vested  in  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force,  in- 
sofar as  they  may  pertain  to  the  Depart- 
ment of  the  Air  Force  or  the  United 
States  Air  Force  or  their  property  and 
personnel,  all  functions,  powers  and  du- 
ties relating  to  the  Medical  Department. 
United  States  Army  which  are  vested  in 
the  Secretary  of  the  Army  or  the  Depart- 
ment of  the  Army  or  any  officer  of  that 
Department  by  the  following  laws,  parts 
of  laws,  and  Executive  orders,  as  lim- 
ited by  other  laws,  parts  of  laws,  and  Ex- 
ecutive orders  whether  or  not  specifi- 
cally set  forth  herein: 

a.  The  National  Defense  Act  of  June 
3.  1916  ,  as  amended. 

b.  Act  of  August  5.  1947.  c.  494.  Title 
II.  sec.  201.  202.  (61  Stat.  777;  10  U.  S.  C. 
91a.  91b. 121a. 121b>. 

c.  Act  of  April  23.  1908.  c.  150.  sec.  4, 
5    <35  Stat.  67:  10  U.  S.  C.  93.  101,  102). 

d.  Act  of  July  27,  1892.  c.  270.  sec.  3. 
(23  Stat.  277:  10  U.  S.  C.  94). 

e.  Act  of  July  5.  1884.  c.  217.  (23  Stat. 
112;  lOU.  S.  C.  96). 

f.  Act  of  March  3.  1909.  c.  252.  (35 
Stat.  737;  10  U.  S.  C.  103). 

g.  Act  of  March  3.  1863,  c.  78.  sec.  8. 
(12  Stat.  744;  R.  S.  1174) ,  as  amended  by 
the  act  of  February  27,  1877.  c.  69,  sec. 
1.(19  Stat.  243 :  10  U.  S.  C.  104 ) . 

h.  Act  of  March  3.  1911,  c.  209.  (36 
Stat.  1041;  10  U.  S.  C.  1C6>. 

1.  Act  of  February  2.  1901.  c.  192.  SQC. 
18.  (31  Slat.  752:  10  U.  S.  C   107)  . 

j.  Act  of  April  23.  1904.  c.  1485  (33  Stat. 
266;  10  U.  S.  C.  108). 

k.  Act  of  October  6.  1917.  c.  101  (40 
Stat.  397).  as  amended  by  the  act  of 
June  4.  1920.  c.  227.  subch.  I.  sec.  10  (41 
Stat.  766),  and  the  act  of  June  30.  1922. 
c.  253  (42  Stat.  721),  and  the  act  of  May 
15.  1936.  c.  404.  sec.  1  (49  Stat.  1282). 
and  the  act  of  July  1.  1937.  c.  423,  sec.  1 
(50  Stat.  445) .  and  the  act  of  January  29. 
1938.  c.  12.  sec.  1  (52  Stat.  8),  and  the  act 
of  April  13.  1938.  c.  146  (52  Stat.  216).  and 
the  act  of  December  28, 1945,  c.  601,  sec.  2 
(59  Stat.  664).  and  the  act  of  August  8. 
1946.  c.  877  (60  Stat.  925),  and  the  act  of 
Augu.st  7.  1947.  e.  512.  Title  V.  sec.  507  (d) 
(2)  (61Stat.  894;  lOU.  S.  C.  121). 

1.  Act  of  October  6.  1917.  c.  101  (40 
Stat.  397).  as  amended  by  the  act  of 
June  4, 1920.  c.  227.  sec.  24  (41  Stat.  774) . 
as  added  to  the  act  of  June  3.  1916.  c. 
134.  sec.  24c.  and  reenacted  by  the  act  of 
August  7,  1947.  c.  512.  Title  V.  sec.  507 
(d>  (1)  (61  Stat.  894;  10  U.  S.  C.  125). 

m.  Act  of  August  4,  1947.  c.  459.  Title 
I.  sec.  101.  102  (a).  102  (b).  102  (c»,  103. 
104.  107  (O  (61  Stat.  734,  735.  736;  10 
U.  S.  C.  156a-156f.  156h). 

n.  Act  of  August  29.  1916.  c.  418  (39 
Stat.  626;  10  U.  8.  C.  165). 

o.  Act  of  AprU  16.  1947.  c.  38.  Title  I. 
sec.  101.  102.  104-112  (61  Stat.  41-46; 
10  U.  S.  C.  166,  166a,  166c-166k). 

p.  Act  of  April  16.  1947.  c.  38.  Title  I. 
sec.  114-117  (61  Stat.  46.  47;  10  U.  S.  C. 
374-377). 

q.  Act  of  December  28, 1945.  c.  601.  sec. 
6.  6  (59  Stat.  664,  665),  as  amended  by 
the  act  of  August  4.  1947.  c.  459.  Title  I. 


NOTICES 

sec.  105  (a).  105  (b)    (61  Stat.  735;  10 
U.  S.  C.  505c,  605d). 

r.  Act  of  April  4.  1930.  c.  104  (46  Stat. 
140;  10  U.S.  C.  515). 

s.  Act  of  June  20,  1930,  c.  554  (46  Stat. 
790)  as  amended  by  the  act  of  October 
17,  1940.  c.  891  (54  Stat.  1192;  10  U.  S.  C. 
937). 

t.  Act  of  June  16.  1942.  c.  413,  sec.  lA. 
as  added  by  the  act  of  August  5,  1947.  c. 
494,  Title  I,  sec.  101  (61  Stat.  776;  37 
U.  S.  C  101b). 

u.  Act  of  August  7.  1947,  c.  512.  Title  V 
(61  Stat.  795). 

V.  All  other  laws,  parts  of  laws,  includ- 
ing applicable  provisions  of  Appropria- 
tions Acts  and  Executive  Orders  which 
vest  in  the  Secretary  of  the  Army  or  the 
Department  of  the  Army  or  any  officer  of 
that  Department,  functions,  powers,  and 
duties  relating  to  the  Medical  Depart- 
ment. United  States  Army,  insofar  as 
they  pertain  to  the  Department  of  the  Air 
Force  or  the  United  States  Air  Force  or 
their  property  and  personnel. 

2.  The  Department  of  the  Air  Force 
will  continue  to  utilize  the  services  of  the 
Department  of  the  Army,  and  the  De- 
partment of  the  Army  will  continue  to 
utilize  the  services  of  the  Department  of 
the  Air  Force ;  and  the  Department  of  the 
Army  will  continue  to  furnish  to  the 
Department  of  the  Air  Force,  and  the 
Department  of  the  Air  Force  will  con- 
tinue to  furnish  to  the  Department  of  the 
Army,  such  types  of  services  in  the  field 
of  medicine  as  are  presently  performed 
by  one  for  the  other,  subject  to  such  ad- 
Ju-stments  as  from  time  to  time  are  Jointly 
determined  to  be  necessary  or  desirable 
by  the  Secretaries  of  the  two  Depart- 
ments. 

3.  It  Is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

4.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force  or  their  repre- 
sentatives, are  hereby  authorized  to  issue 
such  orders  as  may  be  necessary  to  effec- 
tuate the  purposes  of  this  order.  In  this 
respect  the  transfer  of  such  related  per- 
sonnel, property,  records.  Installations, 
agencies,  activities,  and  projects  as  the 
Secretaries  of  the  Army  and  the  Air 
Force  shall  from  time  to  time  jointly 
determine  to  be  necessary.  Is  authorized. 

5.  Nothing  contained  in  this  order 
shall  operate  as  a  transfer  of  funds. 

6.  This  order  shall  be  effective  as  of 
May  12,  1949. 

Loins  JoHNSoif. 
Secretary  of  Defense. 

May  12.  1949. 

[P.   R.   Doc.   4&-4026:    Filed.   May   20.    1949; 
8:46  a.m.) 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

(1959276] 

Idaho 

KOTKnC  OF  FIUNC  OF  PLATS  OF  SVRVrf 

May  13.  1949. 

Notice  Is  fiven  that  the  plats  of  (D^ 
Dependent  Resurvey  of  parts  of  T.  1  N.. 


Rs.  43  and  44  E.,  B.  M.,  delineating  a 
retracement  and  reestablishment  of  the 
lines  of  the  original  surveys  as  shown 
upon  the  plats  approved.  December  9. 
1896.  and  February  20.  1904.  and  (2) 
Omitted  land  and  Island  surveys  in  T.  1 
N..  Rs.  43  and  44  E..  B.  M..  Idaho.  Includ- 
ing lands  hereinafter  described,  will  be 
officially  filed  in  the  Land  and  Survey 
Office.  Boise,  Idaho,  effective  at  10:00 
a.  m.  on  the  35th  day  after  the  date  of 
this  notice. 

The  lands  affected  by  this  notice  are 
described  as  follows: 

Boise  Meridian 

T.  1  N..  R.  43  E., 

Sec.  2.  lots  10.  11; 

Sec.  3.  lots  16.  18; 

Sec.  4.  lot  6: 

Sec.  ll.loU  11.  la.  13,  14.  19; 

Sec.  12.  lots  9.  18,  19; 

Sec.  13.  lot  3. 
T.  1  N  .  R.  44  E.. 

Sec.  7.  lot  5; 

Sec.  18.  lot  10. 

The  area  described,  exclusive  of  segre- 
gations, aggregates  273.20  acres. 

Available  data  indicate  that  the  land 
Is  Generally  level. 

No  applications  for  these  lands  may  be 
allowed  under  the  homestead,  small  tract, 
desert  land,  or  anr  other  non-mineral 
public  land  laws  unless  the  land  has  al- 
ready been  classified  as  valuable  or  suit- 
able for  such  type  of  application  or  shall 
be  so  classified  upon  consideration  of  an 
application. 

All  the  lands  involved  are  included  in 
Vanadium    Withdrawal    of    August    27,* 
1942—1930851. 

At  the  hour  and  date  specified  above 
the  said  lands  shall,  subject  to  valid 
existing  rights  and  the  provisions  of  ex- 
isting withdrawals  become  subject  to  ap- 
plication, petition,  location,  or  selection 
as  follows: 

(a)  Ninety-one  day  period  for  pref- 
erence-right filings.     For  a  period  of  91 
days,  commencing  at  the  hour  and  on  the 
day  specified  above,  the  public  lands  af- 
fected  by  this  notice  shall  be  subject 
only  to  (1)  application  under  the  home- 
stead  or   the   desert-land  laws   or  the 
Small  Tract  Act  of  June  1,  1938.  52  Stat. 
609  (43  U.  6.  C.  682a).  as  amended,  by 
qualified  veterans  of  World  War  II  and 
other  qualified  persons  entitled  to  pref- 
erence under  the  act  of  September  27, 
1944.  58  Stat.  747  (i3  U.  8.  C.  279-284), 
as  amended,  subject  to  the  requirements 
of  apirficable  law.  and   (2)    application 
under   any  applicable   public-land   law. 
based  on  prior  existing  valid  settlement 
rights  and  preference  rights  conferred 
by  existing  laws  or  equitable  claims  sub- 
ject to  allowance  and  confirmation.    Ap- 
plications under  subdivision  (U  of  this 
paragraph  shall  be  subject  to  applica- 
tions and  claims  of  the  classes  described 
in  subdivision  (2)  of  this  paragraph.    All 
applications  filed  under  this  paragraph 
either  at  or  before  10:00  a.  m.  on  the  35th 
day  after  the  date  of  this  notice  shall  be 
treated  as  though  filed  simultaneously  at 
that  time.    All  applications  filed  under 
this  paragraph  after  10:00  a.  m.  on  the 
said  35th  day  shall  be  considered  In  the 
order  of  filing.       i 

(b)  Date  for  non-preference-right  fU- 
tnns.  Commencing  at  10:00  a.  m.  on  the 
126. h  dav  after  the  date  of  this  notice. 


Saturday,  May  21,  1949 

any  lands  remaining  unappropriated 
shall  become  subject  to  such  application, 
petition,  location,  selection,  or  other  ap- 
propriation by  the  public  generally  as 
may  be  authorized  by  the  public-land 
laws.  All  such  applications  filed  either 
at  or  before  10:00  a.  m.  on  the  126th  day 
after  the  date  of  this  notice,  shall  be 
treated  as  though  filed  simultaneously 
at  the  hour  specified  on  such  126th  day. 
All  applications  filed  thereafter  shall  be 
considered  In  the  order  of  filing. 

A  veteran  shall  accompany  his  applica- 
tion with  a  complete  photostatic,  or  other 
copy  (both  sides),  of  his  certificate  of 
honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis- 
charge as  defined  In  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
constitutes  evidence  of  other  facts  upon 
which  the  claim  for  preference  is  based 
and  which  shows  clearly  the  period  of 
service.  Other  persons  claiming  credit 
for  service  of  veterans  must  furnish  like 
proof  in  support  of  their  claims.  Per- 
sons asserting  preference  rights,  through 
settlement  or  otherwise,  and  those  hav- 
ing equitable  claims,  shall  accompany 
their  applications  by  duly  corroborated 
statements  in  support  thereof,  setting 
forth  In  detail  all  facts  relevant  to  their 
claims. 

Applications  for  these  lands,  which 
shall  be  filed  in  the  Land  and  Survey 
Office.  Boise,  Idaho,  shall  be  acted  upon 
In  accordance  with  the  regulations  con- 
tained in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  and  Part  296  of 
that  title,  to  the  extent  that  such  regu- 
lations are  applicable.  Applications 
under  the  homestead  laws  shall  be  gov- 
erned by  the  regulations  contained  In 
Parts  166  to  170.  inclusive,  of  Title  43 
of  the  Code  of  Federal  Regulations,  and 
applications  under  the  desert-land  laws 
and  the  said  Small  Tract  Act  of  June  1. 
1938,  shall  be  governed  by  the  regula- 
tions contained  in  Parts  232  and  257  re- 
spectively, of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  Manager.  Land  and 
Survey  Office.  Boise.  Idaho. 

RoscoE  E  Bell. 
Associate  Director. 
IF.   R.   Doc.   49-4065;    Plied,   May   20.    1949; 
8:57  a.  m.I 


DEPARTMENT  OF  AGRICULTURE 
Rural  Electrification  Administration 

(Administrative  Order  2066] 
Loan  Announcement 

Mat  2,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  bfcen  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Illinois  27K  Edgar $315,  qoo 

fsEALl  Claude  R.  Wickard. 

Administrator. 

IP    R.   Doc.   49-4042;    Piled.   May   20.    1949; 
8:52  a.  m.] 
No. 


FEDERAL  REGISTER 

[Administrative  Order  2067] 
Loan  Announcement 

May  2,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation :  Amount 

Minnesota  92H  South  Itasca $430,000 


2705 


( SEAL ] 


Claude  R.  Wickard, 

Administrator. 


I  P.    R.   Doc.   49-4043;    Piled.   May   20,    1949; 
8:52  a.  m.] 


[Administrative  Order  2068] 
Loan  Announcement 

May  2.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 
Loan  designation:  Amount 

Montana  9R  Yellowstone $240.  000 

I  SEAL  J  Claude  R.  Wickard, 

Administrator. 

|F    R.    Doc.    49-4044;    Piled.   May   20,    1948 
8:52  a.  m.] 


[Administrative  Order  2069] 
Loan  Announcement 

May  2,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 
Loan  designation :  Amount 

Nebraska  78V,  W.  X,  Y,  Z  Daw- 
son DUtrlct  Public $1,  580.  000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


[P.    R.    Doc.    49-4045;    Piled.    May    20,    1949; 
8:52  a.  m.I 


[Admlnlstratlvt  Order  2070} 

Loan  Announcement 

May  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Louisiana  IIM  Boaaier $280,000 

[siALl  ClX^e  R.  Wickard. 

Administrator. 

[P.  E.   Doc.   49-4046;    Piled.   May   20.    1949; 
6:62  a.  m.J 


(Administrative  Order  2071] 
Loan  Announcement 

May  3.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Nebraska  91D  Franklin $215,000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

I  P.   R.   Doc.   49-4047:    Plied.   May   2J,    1949; 
8:52  a.  m.] 


[Administrative  Order  2072) 

Loan  Announcement 

May  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 
Nebraska    56W    Cedar-Knox    Dis- 
trict  Public $50,000 

[seal]  Claude  R.  Wickard. 

Administrator. 
[P.    R.   Doc.   49-4048:    Piled.   May   20.    1949; 
8:53  a.  m.] 


[Administrative  Order  2073] 

Loan  Announce  m  ent 

May  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation: 

Michigan  37M  Huron 


Amount 
$595.  000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


[P.    R.    Doc.    49-4049;    Piled.    May    20,    1949; 
8:53  a.  m.] 


[Administrative  Order  2074] 

Loan  Announcement 

May  3.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Texas  65U  Floyd. $685,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


[P.   R.    Doc.   49-4050;    Piled.    May    20.    1849; 
8:53  a.  m.j 


2706 


[AdmlnlBtratlve  Order  20761 


Loan  Annoxjncemint 

May  3,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 
Loan  designation:  Amount 

Arkansas  30R  Arkansas $40,000 


NOTICES 

FEDERAL  COMMUNICATIONS 
COMMISSION 

f Docket  No.  9315] 
Western  Gateway  Broadcasting  Corp. 

ORDER   designating   APPLICATION   FOR   CON- 
SOLIDATED HEARING  ON  STATED  ISSUES 


[SEALl 


Claude  R.  Wickard, 

Administrator. 


|F.   R.   Doc.   48-4051;    Filed.   May   20,    1949; 
8:53  a.  m.j 


[Administrative  Order  2076) 
Loam  Announcement 

May  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Nebraska  79H,  K,  L  Red  Willow..  •765,  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-4052;    Filed,   May   20,    1949; 
8:55  a.  zn.] 


(Administrative  Order  2077] 
Loan  Announcement 

May  3.  1949. 
Pursuant  to  the  provi.'^ions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation:  Amount 

Washington  31F  Chelan $125,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-4053;    Piled,   May   20,    1949; 
8:5S  a.  m.) 


[Administrative  Order  2078] 
Loan  Announcement 

May  3,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Washington  9L  San  Juan. 


Amount 
$156,000 


[SEALl  CLAUDE  R.   WiCKAHD, 

Administrator. 


[F.   R.   Doc.   49-4054;    Filed,   May    20,    1949; 
8:55  a.  m] 


In  the  matter  of  transfer  of  control  of 
Western  Gateway  Broadcasting  Corpora- 
tion, licensee  of  station  WSNY.  Schenec- 
tady. New  York,  Docket  No.  9315,  File  No. 
BTC-710. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C,  on  the  5th  day  of 
May  1949; 

The  Commission  having  under  consid- 
eration a  petition  filed  on  August  10. 
1948.  by  George  R.  Nelson,  an  answer 
thereto  filed  on  November  22.  1948,  by 
Western  Gateway  Broadcasting  Corpora- 
tion, a  petition  filed  on  January  18, 1949. 
by  George  R.  Nelson  et  al..  and  an  ap- 
plication for  consent  to  a  transfer  of 
control  filed  by  Western  Gateway  Broad- 
casting Corporation; 

It  appearing,  that  the  said  petition  of 
August  10  requested  an  investigation  of 
certain  stock  transactions  in  Western 
Gateway  Broadcasting  Corporation  and 
a  determination  of  whether  they  consti- 
tuted a  transfer  of  control,  and  that  the 
aforementioned  answer  argued  that  such 
transactions  did  not  constitute  a  trans- 
fer of  control;  and 

It  further  appearing,  that  the  said  ap- 
plication was  filed  contingent  upon  a 
ruling  by  the  Commission  to  the  effect 
that  the  transactions  above  referred  to 
did  constitute  a  transfer  of  control  but 
that  the  Commission  cannot  make  such 
a  ruling  in  the  absence  of  further  in- 
formation which  it  believes  can  be  se- 
cured only  as  a  result  of  a  hearing;  and 
It  further  appearing,  that  the  said  pe- 
tition of  January  18  alleged  fraud  in  con- 
nection with  the  stock  transactions  In 
question  and  requested  that  the  applica- 
tion for  consent  to  a  transfer  of  control 
be  designated  for  hearing;  and 

It  further  appearing,  that  the  Commis- 
sion, not  being  in  pcssession  of  full  in- 
formation as  required  by  section  310  (b) 
of  the  Communications  Act  of  1934.  as 
amended,  and  also  being  of  the  opinion 
that  the  questions  presented  by  the  fore- 
going petitions,  answer  and  application 
can  best  be  resolved  through  the  medium 
of  a  hearing; 

It  is  ordered.  That  the  petition  of  Au- 
gust 10,  1948,  the  answer  thereto,  the 
petition  of  January  18,  1949.  and  the 
above  entitled  application  for  consent  to 
transfer  of  control  are  hereby  designated 
for  hearing  in  a  consolidated  proceeding 
at  a  time  and  place  to  be  specified  by 
subsequent  order  of  the  Commission  on 
the  following  issues: 

1.  To  obtain  full  information  regard- 
ing all  stock  transactions  in  the  Western 
Gateway  Broadcasting  Corporation  from 
the  first  day  of  January  1948  to  the  pres- 
ent and  to  determine  whether  any  of 
Buch  transactions  have  Involved  fraud 
or  other  conduct  adversely  affecting  the 
qualifications  of  the  licensee  or  any  of  Its 
stockholders. 

2.  To  determine  whether  the  control 
of  Western  Gateway  Broadcasting  Cor- 


poration has  been  transferred  or  ac- 
quired, directly  or  indirectly,  without  the 
consent  of  the  Commission,  and  In  con- 
travention of  sections  309  <b)  (2)  and 
310  (b)  of  the  Communications  Act  of 
1934;  as  amended,  or  of  the  Commis- 
sion's rules  and  regulations,  with  par- 
ticular reference  to  5  1321  thereof. 

3.  To  determine  whether  all  contracts, 
obligations,  agreements  and  understand- 
ings relating  to  the  ownership,  sale, 
transfer  or  control  of  stock  in  the  West- 
ern Gateway  Broadcasting  Corporation 
have  been  reported  to  the  Commission 
as  required  by  Its  rules  and  regulations, 
and  particularly  by  §§  1342  and  1.343 
thereof. 

4  To  obtain  full  information  as  to 
programming  of  station  WSNY  since 
September  19.  1946.  on  which  date  the 
license  of  said  station  was  last  renewed, 
and  to  determine  what  changes.  If  any. 
have  taken  place  In  program  plans  and 
policies  or  In  the  staffing  of  the  station. 

5.  To  determine  whether.  In  the  light 
of  the  evidence  adduced  under  the  fore- 
going Issues,  there  has  been  a  transfer 
or  acquisition  of  control  of  Western 
Gateway  Broadcasting  Corporation  and. 
If  so.  whether  the  public  Interest,  con- 
venience and  necessity  would  be  served 
by  Commission  approval  thereof. 


[SEAL] 


Federal  Communications 

Commission, 
T.  J.  Slowie. 

Secretary. 


[F.   R.   Doc.   49-4056:    Filed.    May    20.    1949; 
8:  56  a.  m.] 


[Docket  Nos.  8850.  8861.  8862.  9309.  9310.  9311] 
Leland  Holzer  et  al. 

corrected  order  DESIGNATING  APPLICATION 
FOR  CONSOLIDATED  HEARING  ON  STATED 
ISSUES 

In  re  applications  of  Leland  Holzer. 
Los  Angele.s.  California,  Docket  No.  8851. 
File  No.  BP-6372;  William  Odessky  and 
Lee  A.  Odessky,  a  partnership  d/b  as 
William  and  Lee  A.  Odessky,  Los  Angeles, 
California.  Docket  No.  8850.  File  No.  BP- 
6023;  Esi-ie  Brinkley  West.  Riverside, 
California,  Docket  No.  8852,  Pile  No.  BP- 
6627:  H.  M.  McCollum,  tr/as  South  Bay 
Broadcasting  Company,  Hermosa  Beach, 
California.  Docket  No.  9309,  Pile  No.  BP- 
6305:  Vernon  D.  Smith,  tr/as  Public 
Service  Broadcasters.  Riverside,  Califor- 
nia Docket  No.  9310.  File  No.  BP-7046: 
Wm.  O.  Egerer  and  Peter  C.  Verdell.  a 
partnership  d/b  as  South  Bay  Broadcast- 
ers Hermosa  Beach,  California,  Docket 
No.  9311.  File  No.  BP-7133:  for  construc- 
tion permits. 

At  a  session  of  the  Federal  Communi- 
catloas  Commission  held  at  its  offices  in 
Washington,  D.  C,  on  the  5lh  day  of  May 

The  Commission  having  under  consia- 
eratlon  the  above-entitled  applications 
of  H.  M.  McCollum,  tr/as  South  Bay 
Broadcasting  Company,  of  Vernon  D. 
Smith,  tr/as  Public  Service  Broadcast- 
ers, each  requesting  a  permit  to  construct 
a  new  standard  broadcast  station  to  op- 
erate on  the  frequency  880  kilocycles, 
with  250  watts  power,  daytime  only,  at 
Hermosa  Beach,  California  and  River- 


Saturday,  May  21,  1949 

side.  California,  respectively,  and  of  Wm. 
O.  Egerer  and  Peter  C.  Verdell  d/b  as 
South  Bay  Broadcasters  which  requests  a 
permit  to  construct  a  new  standard 
broadcast  station  to  operate  on  the  fre- 
quency 890  kilocycles,  with  1  kilowatt 
power,  daytime  only  at  Hermpsa  Beach, 
California: 

It  appearing,  that  the  Commi.sslon  on 
March  18,  1948  designated  for  hearing  in 
a  consolidated  proceeding  the  above-en- 
titled applications  of  Voice  of  the  Valley 
Company.  Leland  Holzer.  William  and 
Lee  A.  Odessky,  and  Essie  Brinkley  West; 

It  further  appearing,  that  the  applica- 
tion of  Voice  of  the  Valley  Company  was 
dismissed  without  jjrejudtce  by  Com- 
mission order  of  January  28,  1949; 

It  is  ordered.  That  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
of  H.  M.  McCollum.  tr/as  South  Bay 
Broadcasting  Company,  *Vernon  D. 
Smith,  tr/as  Public  Service  Broadcasters 
and  William  O.  Egerer  and  Peter  C.  Ver- 
dell d/b  as  South  Bay  Broadcasters  are 
designated  for  hearing  In  the  above  con- 
solidated proceeding;  to  be  held  at  Los 
Angeles  on  August  1.  1949,  Hermosa 
Beach  on  August  3,  1949,  and  Riverside, 
California,  on  August  8.  1949. 

1.  To  determine  the  legal,  technical, 
financial  and  other  qualifications  of  the 
Individual  applicants  and  of  the  appli- 
cant partnership  and  the  partners  to 
construct  and  operate  the  proposed  sta- 
tions. 

2.  To  determine  the  circumstances 
surrounding  the  filing  and  prosecution 
of  the  applications  of  H.  M.  McCollum, 
tr/as  South  Bay  Broadcasting  Company. 
Vernon  D.  Smith,  tr  as  Public  Service 
Broadcasters  and  William  O.  Egerer  and 
Peter  C.  Verdell  d/b  as  South  Bay  Broad- 
casters with  particular  reference  as  to 
whether  full  disclosure  of  all  parties  In 
interest  has  been  made. 

3.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  stations  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

4.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  It  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

5.  To  determine  whether  the  opera- 
tion Of  the  proposed  stations  would  in- 
volve objectionable  interference  with  any 
existing  broadcast  stations,  and.  If  so, 
the  nature  and  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

6.  To  determine  whether  the  opera- 
tion of  the  proposed  stations  would  in- 
volve objectionable  Interference  with  the 
other  applications  in  this  proceeding  or 
with  the  services  proposed  In  any  other 
pending  applications  for  broadcast  fa- 
cilities and.  if  so.  the  nature  and  extent 
thereof,  the  areas  and  "populations  af- 
fected thereby,  and  the  availability  of 
other  broadcast  service  to  such  areas  and 
populations. 

7.  To  determine  whether  the  installa- 
tion and  operation  of  the  proposed  sta- 
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tlons  would  be  In  compliance  with  the 
Comml.sslon's  rules  and  Standards  of 
Good  Engineering  Practice  Concerning 
Standard  Broadcast  Stations. 

8.  To  determine  on  a  comparative  basis 
which,  if  any,  of  the  applications  In  this 
consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That,  the  Com- 
mission's order  of  March  18,  1948,  desig- 
nating the  above-entitled  applications  of 
Voice  of  the  Valley  Company,  Leland 
Holzer,  William  and  Lee  A.  Odessky,  and 
Essie  Brinkley  West  for  hearing  is  here- 
by amended  to  include  the  above-entitled 
applications  of  South  Bay  Broadcasting 
Company,  of  Public  Service  Broadcasters 
and  of  South  Bay  Broadcasters  and  to 
delete  the  application  of  Voice  of  the 
Valley  Company. 

It  is  further  ordered.  That,  if,  as  a 
result  of  the  consolidated  proceeding,  it 
appears  that,  were  it  not  for  the  is.sues 
pending  in  the  hearing  regarding  clear 
channels  (Docket  Number  6741)  and  In 
the  hearing  regarding  daytime  skywave 
transmissions  (Docket  Number  8333  >  and 
the  Commission's  Policy  pertaining 
thereto  as  announced  In  the  Public 
Notices  of  August  9, 1946  and  May  8, 1947, 
the  public  Interest  would  be  best  served 
by  a  grant  of  one  or  more  of  the  above- 
entitled  applications  other  than  those  of 
William  and  Lee  A.  Odessky  and  Essie 
Brinkley  West  then  such  application  or 
applications  shall  be  returned  to  the 
pending  file  until  after  conclusion  of  the 
said  hearings  regarding  clear  channels 
and  daytime  skywave  transmissions. 

Federal  Combiunications 
Commission, 
fsEALl        T.  J.  Slowie, 

Secretary. 

IF.    R.    Doc.   49-40.57:    Filed.    May    20,    1949; 
8:56  a.  m.) 


[Docket  No.  88611 

Times  Picayune  Publishing  Co.  (WTPS) 

ORDER  continuing  HEARING 

In  re  awjllcation  of  The  Times  Pica- 
yune Publishing  Company  (WTPS»,  New 
Orleans.  Louisiana.  Docket  No.  8861,  File 
No.  BMP-3268:  for  modification  of  con- 
struction permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  May  2,  1949,  at  Washington, 
D.  C. ;  and 

It  appearing,  that  there  is  pending  be- 
fore the  Commission  a  petition  for  recon- 
sideration and  grant  without  hearing 
filed  on  April  27,  1949;    * 

It  is  ordered.  This  29th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
application  Is  continued  Indefinitely, 
pending  action  on  the  said  petition  for 
reconsideration  and  graijt. 

Federal  Communications 
Commission, 
tSEAL]        T.  J.  Slowie, 

Secretary. 

[P.   R.   Doc.    49-4058:    Piled,   May   20.    1949; 
8:66  a.m.] 
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(Docket  Nos.  9227,  9228] 

Matheson  Radio  Co.,  Inc.  (WHDH), 
AND  National  Broadcastinq  Co..  Inc. 
(KOA) 

ORDER  continuing  HEARING 

In  re  petitions  of  Matheson  Radio 
Company,  Inc.  (WHDH),  Boston,  Mas- 
sachusetts, Docket  No.  9227;  and  Na- 
tional Broadcasting  Company,  Inc. 
(KOA),  Denver.  Colorado.  Docket  No. 
9228;  for  reconsideration  of  Commission 
action  granting  the  modification  of  con- 
struction permit  application  (BMP- 
3757)  of  Champlain  Valley  Broadcast- 
ing Corporation  (WXKW).  Albany,  New 
York;  for  designation  of  the  said  modi- 
fication construction  permit  application 
and  permittee's  license  application  (BL- 
33471  for  hearing;  for  termination  or 
modification  of  atithorlty  for  WXKW  to 
con«kict  program  tests;  and  for  other 
relief. 

The  Commission  having  under  con- 
sideration related  petitions  filed  April  22, 
1949.  by  National  Broadcasting  Com- 
pany, Inc.  <KOA) ,  Denver,  Colorado,  and 
Matheson  Radio  Company,  Inc.,  Boston, 
Massachusetts,  requesting  a  continuance 
of  the  hearing  presently  scheduled  for 
May  2,  1949,  at  Washington.  D.  C.  in  the 
above-entitled  proceeding; 

It  is  ordered,  This  29th  day  of  April 
1949,  that  the  petitions  are  granted;  and 
that  the  hearing  In  the  above-entitled 
proceeding  is  continued  to  10:00  a.  m.. 
Wednesday.  May  25.  1949,  at  Washing- 
ton. D.  C. 

Federal  Communications 
Commission, 
rsEAL]        T.  J.  Slowie, 

Secretary. 

|F.    R.    Doc.   49-4059;    Filed.    May    20,    1949; 
8:56  a.  m.l 


[Docket   Nos.   9102.   9103] 

CusHiNO   Broadcasting   Co.    and   Payne 
County  Broadcasters 

order  changing  place  of  hearing 

In  re  applications  of  Otto  H.  Lachen- 
meyer,  d/b  as  Cushing  Broadcasting 
Company.  Cushlng.  Oklahoma.  Docket 
No.  9102.  File  No.  BP-6594 ;  William  How- 
ard Payne,  d/b  as  Payne  County  Broad- 
casters. Cushlng.  Oklahoma.  Docket  No. 
9103.  File  No.  BP-6819;  for  construction 
p)ermlts. 

The  Commission  having  under  con- 
sideration a  Joint  petition  filed  April  18, 
1949.  by  Cushlng  Broadcasting  Company., 
Cushing.  Oklahoma,  and  Payne  County' 
Broadcasters.  Cushing,  Oklahoma,  re- 
questing that  the  place  of  hearing 
upon  the  above-entitled  applications  be 
changed  to  Cushing.  Oklahoma ;  and 

It  appearing,  that  a  grant  of  petition- 
ers' request  would  be  in  the  public 
Interest: 

It  is  ordered,  This  29th  day  of  April 
1949,  that  the  petition  is  granted:  and 
that  the  place  of  hearing  upon  the  above- 
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entitled    application    Is    changed    from 
Washington,  D.  C.  to  Clashing,  Oklahoma. 

Fedbal  Commttnications 

Commission, 

[seal]        T.  J.  Slowie. 

Secretary. 

|F.   R.    Doc.   49-4060;    Piled.   May   20.    1949; 
8:66  a.  m.] 


NOTICES 

Wednesday.  June  19. 1949,  at  Mllwauke*. 
Wisconsin. 

FKDERAI.   COMMlTNICATIORa 

Commission, 

[SIALl  T.  J.  SLOWII, 

Secretarv. 

IF..R.   Doc.   49-4062;    Filed.   May   20,    1949; 
8:66  a.  m.] 


fttocket  Nob.  8202,  8887,  9302] 

Metropolitan  Broadcasting  Co.  or 
Milwaukee  et  al. 

'^ORDER  continuing  HEARING 

In  re  applications  of  Metropolitan 
Broadcasting  Company  of  Milwaukee. 
Whitefish  Bay.  Wisconsin,  Docket  No. 
8202.  Pile  No.  BP-5755;  Rock  River  Val- 
ley Broadcasting  Company.  Watertown, 
Wisconsin,  Docket  No.  8887.  File  No.  BP- 
6538-  WEXT,  Inc.,  Milwaukee,  Wiscon- 
sin. Docket  No.  9302,  FUe  No.  BP-7183; 
for  construction  permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  22.  1949.  by 
American  Broadcasting  Company 
(WENR).  Chicago.  Illinois,  requesting  a 
90-day  continuance  of  the  hearing  pres- 
ently scheduled  for  May  10,  1949.  upon 
the  above-entitled  applications  for  con- 
struction permits;  .  »  _., 
It  is  ordered,  This  29th  day  of  April 
1949.  that  the  petition  is  granted;  and 
that  the  hearing  upon  the  above-entitled 
applications  is  continued  to  10:00  a.  m., 
Wednesday,  July  6.  1949,  at  Washington, 

D.  C. 

Federal  Communications 

Commission, 

[seal!  T.   J.   SLOWIE. 

Secretary. 

IF.    R.    Doc.    49-4061;    Filed,    May    20.    1949; 
8:56  a.  m.] 


[Docket  Noe.  8731.  8732.  8733,  8841] 
Beacon  Broadcasting  Co.,  Inc.,  «t  al. 

ORDER  CONTINUING  HEARING 

In  re  applications  of  Beacon  Broad- 
casting Company,  Inc..  Boston.  Mass- 
achusetts. Docket  No.  8731.  File  No. 
BPH-1320;  The  Northern  Corporation. 
Boston,  Massachusetts,  Docket  No.  8732, 
File  No.  BPH-1372;  Boston  Radio  Com- 
pany Inc.,  Boston,  Massachusetts.  Docket 
No.  8733,  File  No.  BPH-1385;  Bunker  Hill 
Broadcasting  Company,  Boston.  Mass- 
achusetts, Docket  No.  8841,  Pile  No. 
BPH-1420;  for  FM  construction  permits. 

The  Commission  having  scheduled  a 
hearing  upon  the  above  entitled  applica- 
tions for  May  23, 1949,  at  Boston,  Massa- 
chusetts; and 

It  appearing  that  there  Is  pending  be- 
fore the  Commission  a  request  for  waiver 
of  hearing  filed  on  August  4,  1948; 

It  is  ordered.  This  29th  day  of  April 
1949,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  be  continued  indefinitely, 
pending  action  on  the  said  request  for 
waiver  of  hearmg. 


FEDERAL  POWER  COMMISSION 

(Docket  No.  0-11691  , 

Potomac  Gas  Co. 
order  postponing  and  fixing  date  for 

REARING 

On  May  16,  1949,  intervener  Arlington 
County  Board,  Arlington,  Virginia,  filed  a 
petition  requesting  a  postponement  of 
the  hearing  of  the  above-entitled  pro- 
ceeding from  the  date  now  specified  to  a 
date  to  be  fixed  by  the  Commission. 

Attached  to  said  petition  was  a  state- 
ment by  Potomac  Gas  Company  and 
Rosslyn  Gas  Company  consenting  to  the 
request  for  postponement. 

The  Commission  finds:  Good  cause 
exists  for  postponement  of  the  hearing 
In  the  above-entitled  proceeding. 

The  Commission  orders:  The  hearing 
now  set  for  May  18,  1949.  at  10:00  a.  m. 
be  and  the  same  Is  hereby  postponed 
until  June  1. 1949.  at  10:00  a.  m..  e.  d.  s.  t.. 
In  the  Hearing  Room  of  the  Federal 
Power  Commi.s.slon.  1800  Pennsylvania 
Avenue  NW.,  Washington.  D.  C. 

Date  of  Issuance:  May  17,  1949. 

By  the  Commission. 


[Docket  Nos.  9263,  9264] 

Midwest  Broadcasting  Co.  (WMAW), 

ET  AL. 
ORDER  CONTINUING  HEARING 

In  re  applications  of  Midwest  Broad- 
casting Company  (WMAW) .  Milwaukee. 
Wisconsin.  Docket  No.  9263.  Pile  No.  Bl^ 
3062;  for  license  to  cover  construction 
permit;  and  Myrtle  D.  Uihlein  (deceased) 
(transferor) ;  and  Clifford  A.  Randall  and 
Wilke  M.  Zimmers.  co-executors  of  the 
estate  of  Myrtie  D.  Uihlein  (transferees). 
Docket  No.  9264.  File  No.  BTC-682;  for 
consent  to  involuntary  transfer  of  con- 
trol of  Midwest  Broadcasting  Company 
.(WMAW  &  FM). 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  appli- 
cations for  May  18,  1949.  at  Milwaukee, 
Wisconsin;  and 

It  appearing,  that  the  public  interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 

*"k;  .  .    „ 

It  is  ordered.  This  29th  day  of  April 
1C49,  on  the  Commission's  own  motion, 
that  the  hearing  upon  the  above-entitled 
applications  is  continued  to  10:00  a.  m.. 


[seal] 


FEDERAL  Communications 

Commission, 
t.  j.  slowie, 

Secretary. 


[F.   R.    Doc.    49-4063;    Filed.    May    20.    1949; 
8:50  a.  m.| 


[Docket  No.  9068] 
Oliver  Broadcasting  Corp.  (WPOR) 

ORDER    continuing    HEARING 

In  re  application  of  Oliver  Broadcast- 
ing Corporation  (WPOR»,  Portland, 
Maine.  Docket  No.  9068,  File  No.  BP- 
6344;  for  construction  permit. 

The  Commission  having  scheduled  a 
hearing  upon  the  above-entitled  applica- 
tion for  May  9.  1949,  at  Washington. 
D.  C;  and 

It  appearing,  that  the  public  Interest, 
convenience  and  necessity  would  be 
served  by  a  continuance  of  the  said  hear- 
ing; 

It  is  ordered.  This  2d  day  of  May  1949, 
on  the  Commission's  own  motion,  that 
the  hearing  upon  the  above-entitled  ap- 
plication is  continued  to  10:00  a.  m., 
Monday.  June  6,  1949,  at  Washington, 

D.  C. 

Federal  Communications 

Commission. 

[seal]  T.  J.  SLOWIE. 

Secretary. 

|F.   R.   Doc.   49-4064;    Filed,   May    20,    1949; 
8:57  a.  m.l 


[seal] 


LeON   M.   FUQUAY. 

Secretary. 


[F.    R.    Doc.    49-4032;    Filed.    May    20.  1949; 
8:48  a.  m.) 


[Docket  No.  0-1189) 

Arkansas-Oklahom\  Gas  Co. 

order  fixing  date  of  hearing 

On  April  5.  1949.  Arkansas-Oklahoma 
Gas  Company  (Applicant),  filed  an  ap- 
plication for  a  certificate  of  public  con- 
venience and  neces.sity.  pursuant  to  sec- 
tion 7  of  the  Natural  Gas  Act,  as 
amended,  authorizing  the  construction 
and  operation  of  approximately  112 
miles  of  12-inch  natural-gas  pipeline  con- 
tinuing Applicant's  existing  12-inch  loop 
hne  from  the  Town  of  Spiro,  Oklahoma, 
to  the  Arkansas-Oklahoma  State  line, 
all  as  more  fully  described  In  such  ap- 
plication on  file  with  the  Commission 
and  open  to  public  Inspection. 

Applicant  has  requested  that  its  ap- 
plication be  heard  under  the  shortened 
procedure  provided  by  §  1  32  'b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure; and  no  request  to  be  heard  or 
protest  has  been  filed  subsequent  to  the 
giving  of  due  notice  of  the  filing  of  the 
application,  including  publication  In  the 
Federal  Register  on  April  23,  1949  (14 
F.  R.  2036). 

The  Commission  finds: 

This  proceeding  Is  a  proper  one  for 
disposition  under  the  provisions  of  §  1  32 
(b)  of  the  Commission's  rules  of  practice 
and  procedure. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con- 
tained in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the  Nat- 
ural Gas  Act.  as  amended,  and  the  Com- 
mission's rules  of  practice  and  Pr*]*-*)" 
dure,  a  hearing  be  held  on  June  9,  194J, 


Saturday,  May  21,  1949 

at  9:30  a.  m.  (e.  d.  s.  t.).  in  the  Hear- 
ing Room  of  the  Federal  Power  Com- 
mission. 1800  Pennsylvania  Avenue  NW., 
Washington.  D.  C.  concerning  the  mat- 
ters Involved  and  the  Issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may.  after  a  non- 
contested  hearing,  forthwith  dispose  of 
the  proceedings  pursuant  to  the  provi- 
sions of  S  1.32  of  the  Commission's  rules 
of  practice  and  procedure. 

(B>  Interested  State  commissions  may 
participate  as  provided  by  §§  1.8  and  1.37 
(f )  of  the  said  rules  of  practice  and  pro- 
cedure. 

Date  of  Issuance:  May  17, 1949. 

By  the  Commission. 

fsEAL]  Leon  M.  Fuquay, 

Secretary. 

[F.   R.   Doc.    49-4033;    Filed.    May   20,    1949; 
8:48  a.  m.) 


(Docket  No.  0-1194) 
Northern  Natural  Gas  Co. 

ORDER    FIXING   DATE   OF  HEARING 

On  April  13.  1949.  Northern  Natural 
Gas  Company  (Applicant),  a  Delaware 
corporation  having  Its  principal  place  of 
business  at  Omaha,  Nebraska,  filed  an 
application  for  a  certificate  of  public 
convenience  and  necessity,  pursuant  to 
section  7  (c)  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation  of  certain  natural-gas  fa- 
cilities, subject  to  the  jurisdiction  of  the 
Commission,  as  fully  described  In  such 
application  on  file  with  the  Commission 
and  open  to  public  Inspection. 

The  Commission  finds:  This  proceed- 
ing Is  a  proper  one  for  disposition  under 
the  provisions  of  S  132  (b)  of  the  Com- 
mission's rules  of  practice  and  procedure, 
Applicant  having  requested  that  Its 
application  be  heard  under  the  short- 
ened procedure  provided  by  the  afore- 
said rule  for  non-contested  proceedings, 
and  no  request  to  be  heard,  protest  or 
petition  having  been  filed  subsequent  to 
the  giving  of  due  notice  of  the  filing  of 
the  application,  including  publication  In 
the  Federal  Register  on  April  30.  1949 
(14  P.  R.  2151). 

The  Commission  orders : 

<A)  Pursuant  to  the  authority  con- 
tained In  and  subject  to  the  Jurisdiction 
conferred  upon  the  Federal  Power  Com- 
mission by  sections  7  and  15  of  the 
Natural  Gas  Act.  as  amended,  and  the 
Commission's  rules  of  practice  and  pro- 
cedure, a  hearing  be  held  on  June  16. 
1949,  at  9:30  a.  m.  (e.  d.  s.  t.),  in  the 
Hearing  Room  of  the  Federal  Power 
Commission,  1800  Pennsylvania  Avenue 
NW.,  Washington.  D.  C,  concerning  the 
matters  involved  and  the  Issues  pre- 
sented by  such  application:  Provided, 
however.  That  the  Commission  may. 
after  a  noncontested  hearing,  forthwith 
dispose  of  the  proceeding  pursuant  to 
the  provisions  of  S  1.32  (b)  of  the 
Commission's  rules  of  practice  and  pro- 
cedure.    * 

'B»  Interested  State  commissions 
may  participate  as  provided  by  SS  1.8 
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and  1.37  (f )  of  the  said  rules  of  practice 
and  procedure. 

Date  of  Issuance:  May  17,  1949. 

By  the  Commission. 

fsEAL)  Leon  M.  Puquat, 

Secretary. 

|F.   R.   Doc.   49-4038;    Filed,   May   20.    1949; 
8:49  a.  m.l 


[Project  No.  2024] 

Idaho  ^ower  Co. 

notice  of  application  for  preliminary 

PERMIT 


May:  16,  1949. 
Public  notice  Is  hereby  given  pursuant 
to  the  provisions  of  the  Federal  Power 
Act  (16  U.  S.  C.  791ar-825r),  that  Idaho 
Power  Company,  of  Boise.   Idaho,   has 
filed  application  for  preliminary  permit 
for  proposed  water-power  Project  No. 
2024  (Guffey)  to  be  located  on  the  Snake 
River    In    Ada,    Canyon,    and    Owyhee 
Counties.  Idaho,  and  consisting  of  a  re- 
inforced concrete  and  earth-filled  dam 
about  8  miles  north  of  Murphy.  Idaho,  In 
the  SE'i  of  the  SWy*  of  sec.  27,  T.  1  S.. 
R.   2   W.,  Boise   meridian;    a   reservoir 
about  12  miles  long  with  surface  area 
of  approximately  950  acres  extending  to 
the  tailrace  of  the  applicant's  Swan  Falls 
power  development  (Project  No.  503) ;  a 
powerhouse    containing    Initially    three 
13,500-horsepower  (10,000-kilowatt)  hy- 
droelectric generating   units   operating 
under  an  effective  head  of  approximately 
37  feet,  with  space  provided  for  the  pos- 
sible future  Installation  of  a  fourth  unit; 
and  appurtenant  facilities.    The  prelim- 
inary permit,  If  Issued,  shall  be  for  the 
sole  purpose  of  maintaining  priority  of 
application  for  a  license  under  the  terms 
of  the  Federal  Power  Act  for  the  pro- 
posed project. 

Any  protest  against  the  approval  of 
this  application  or  request  for  hearing 
thereon,  with  the  reasons  for  such  pro- 
test or  request  and  the  name  and  address 
of  the  party  or  parties  so  protesting  or 
requesting,  should  be  submitted  before 
June  23.  1949,  to  the  Federal  Power 
Commission,  Washington  25,  D.  C. 


Tseal] 


Leon  M.  F*uquay, 

Secretary. 


[F.   R.   Doc.   49-4039;    Filed.   May   20.    1949; 
8:60  a.  m.l 


OFFICE  OF  HOUSING 
EXPEDITER 

Organization  Description,  Including 
Delegations  of  Pinal  Authority 

designation  of  EMPLOYEES  TO  TAKE  OATHS 

Pursuant  to  authority  contained  in  the 
Supplemental  Independent  Offices  Ap- 
propriation Act,  1949  (Pub.  Law  862,  80th 
Congress)  and  In  the  Housing  and  Rent 
Act  of  1949  (Pub.  Law  31.  81st  Congress), 
the  /ollowlng  employees  of  the  Office  of 
the  Housing  Expediter  are  authorized 
and  empowered  to  administer  to  or  take 
from  any  person  an  oath,  affirmation  or 
affidavit  when  such  instrument  is  re- 
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quired  in  connection  with  the  perform- 
ance of  the  functions  or  activities  of  the 
Housing  Expediter  and  such  employees 
are  further  authorized  and  empowered  to 
administer  oaths  and  affirmations  in  con- 
nection with  such  studies,  investigations 
and  hearings,  and  the  obtaining  of  such 
information,  as  may  be  necessary  or 
proper  to  assist  the  Housing  Expediter  in 
prescribing  any  regulation  or  order  under 
the  Housing  and  Rent  Act  of  1947.  as 
amended,  or  in  the  administration  and 
enforcement  of  the  Housing  and  Rent 
Act  of  1947.  as  amended,  and  regulations 
and  orders  prescribed  thereunder : 

NATIONAL  OFFICE 

Deputy  Housing  Expediter,  Administration. 
Deputy   Housing    Expediter,    Rent   Opera- 
tions. 
National  Board  Coordinator. 
General  Counsel. 
Assistant  General  Counsels. 
Litigation  Attorneys. 
Director  of  Compliance. 
Field  Agent. 

Authorizing  and  Certifying  Officer. 
National  Field  Representatives. 
Special  Investigators. 

REGIONAL  OFFICES 

Regional  Board  Coordlnatora. 
Field  Agent. 

Regional  Housing  Expediter. 
Deputy  Regional  Housing  Expediter. 
All  Attorneys. 
Chief  of  Field  Operations. 
Regional  Field  Representatives. 
Regional  Compliance  Officer. 
Regional  Compliance  Field  Representatives. 
Supervising  InvestlgatOTS. 
Investigators. 
"Inspectors. 

AULA   KEIfT  OFFICES 

Area  Rent  Directors. 

All  Attorneys. 

Compliance  Investigators. 

Compliance  Negotiators. 

Inspectors. 

Examiners.  , 

Field  Representatives. 

(Pub^Law  862  80th  Cong.,  Pub.  Law  31. 
81st  Cong.)      ' 

Issued  this  18th  day  of  May  1949. 

Ed  Dupree. 
Acting  Housing  Expediter. 

IF.    R.    Doc.    49-4067;    Filed.    May    20,    1949; 
8:58  a.  m.) 


SECURITIES  AND   EXCHANGE 
COMMISSION 

[File  No.  70-2138) 
COBtMONWEALTH   &   SOUTHERN    CORP. 

(Delaware)  et  al. 

ORDER  PERMITTING  TRANSACTIONS  APPROPRI- 
ATE TO  SIMPLIFICATION  OF  HOLDING  COM- 
PANY SYSTEM 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D  C  on 
the  16th  day  of  May  1949. 

In  the  matter  of  The  Commonwealth 
Si  Southern  Corporation,  (Delaware*; 
The  Southern  Company;  Georgia  Power 
Company:  Pile  No.  70-2138. 

"The  Commission  having  Issued  an  or- 
der dated  August  1,  1947,  pursuant  to 
section  11  (b)  (1)  of  the  Public  Utility 
Holding    Company    Act    of    1935    (the 


2710 

"act"),  directing  that  The  Common- 
wealth li  Southern  Corporation  ("Com- 
monwealth"), a  registered  holding  com- 
pany, and  The  Southern  Company 
("Southern")  a  subsidiary  of  Common- 
wealth and  also  a  registered  holding 
company,  shall,  among  other  things, 
cease  to  own.  operate,  control  or  have 
any  Interest,  direct  or  Indirect.  In  the 
transportation  properties  and  business  of 
C^eorgla  Power  Company  ("Georgia"), 
a  direct  public  utility  subsidiary  of  South- 
ern; and 

Commonwealth,  Southern  and  Geor- 
gia having  filed  on  May  10.  1949.  pursu- 
ant to  Rule  U-44  (c)  of  the  rules  and 
regulations  promulgated  under  the  act, 
a  Notice  of  Intention  of  Georgia  Power 
Company  to  sell  all  of  its  transportation 
properties  and  business  in  Macon,  Geor- 
gia, in  accordance  with  the  terms  and 
conditions  contained  in  a  contract  en- 
tered into  between  Georgia  Power  Com- 
pany and  a  group  of  citizens  of  Macon, 
Georgia,  dated  April  23,  1949.  for  $230.- 
000  cash,  subject  to  closing  adjiistments, 
and  the  assumption  of  the  outstanding 
obligation  of  Georgia  under  a  certain 
lease  and  conditional  sale  agreement  with 
Citizens  b  Southern  National  Bank, 
amounting,  at  March  1.1949,  to  $30,600, 
payable,  with  interest  at  1V2%  per  an- 
num. In  semi-annual  installments  to 
August  1.  1953;  and 

The  Commission  having  determined 
that  no  declaration  need  be  filed  with  re- 
spect to  the  proposed  transaction;  and 
Georgia  having  requested  that  the 
Commission  issue  an  order  containing 
the  recitals.  Itemizations  and  speclflca- 
tlons  required  by  section  371  (f)  of  the 
Internal  Revenue  Code,  as  amended; 

It  is  hereby  ordered  and  recited  and  the 
Commission  finds,  That  the  following 
transactions  are  appropriate  steps  in  con- 
formity with  this  Commission's  order 
nated  August  1.  1947,  pursuant  to  sec- 
tion 11  (b)  (1)  of  the  act  in  Pile  Nos. 
59-20,  69-«.  54-75  and  54-152,  are  neces- 
sary or  appropriate  to  the  integration  or 
simplification  of  the  holding  company 
system  of  which  Commonwealth,  South- 
ern and  Georgia  are  members,  are  neces- 
sary or  appropriate  to  effectuate  the  pro- 
visions of  section  11  (b)  of  the  act,  and 
are  hereby  permitted : 

(a)  The  sale  by  Georgia  to  the  afore- 
said group  of  citizens  of  Macon,  Georgia, 
or  a  corporation  to  be  organized  under 
the  laws  of  the  SUte  of  Georgia  for  such 
purpose  by  said  group,  of  Its  aforemen- 
tioned   transportation    pro^rties    and 
business  at  Macon.  Georgia,  in  accord- 
ance with  the  contract  between  Georgia 
and  said  group  dated  April  23.  1949.  and 
modification  thereof  dated  April  30. 1949. 
for  an  aggregate  amount  estimated  by 
Georgia  to  approximate  $230,000  cash 
(exclusive  of  the  net  earnings  to  the 
date  of  transfer),  and  the  assumption 
ol  the  outstanding  obligation  of  Georgia 
under  a   certain  lease  and  conditional 
sale  agreement  with  Citizens  b  Southern 
National  Bank,  amounting,  at  March  1. 
1949,  to  $30,600  payable,  with  Interest  at 
I'-j*";    per  annum,  in  semi-annual  in- 
stallments to  August  1.  1953.    The  said 
transportation  properties  and  business 
are  more  fully  described  in  said  con- 
tracts, which  by  this  reference  are  in- 
corporated   herein    and    made    a    part 
hereof  and  include  the  following: 


NOTICES 

(i)  86  gasoline  motor  buses  (exclusive 
of  tires),  of  which  9  are  Ford  Models 
29-B.  24  are  Ford  Models  49-B,  1  is  Pord 
Model  69-B.  13  are  Southern  Models 
P-31.  8  are  Twin  Models  27-R.  30  are 
Twin  Models  27-G,  and  1  is  Yellow  Model 
TG-2706; 

(11)  84  fare  boxes; 

(ill)  All  bus  repair  parts  in  Georgia's 
stock  at  Macon,  Georgia,  on  the  date  of 
transfer;  and 

(Iv)  Pranchlse  under  which  Georgia 
Power  Company  operates  its  transporta- 
tion business  in  Macon,  Georgia. 

(b)  The  expenditure  by  Georgia  of 
the  cash  proceeds  of  such  sale  (estimated 
to  amount  to  approximately  $230,000  as 
above  stated)  or  an  amount  equal 
thereto  within  24  months  of  said  sale, 
toward  the  acquisition  of  property  addi- 
tions to  its  electric  utility  system,  in- 
cluding any  part  of  the  acquisition,  con- 
struction and  installation  of  the  new 
steam-electric  generating  station  at  or 
near  Whitesburg.  Georgia,  to  be  known 
as  Plant  Yates,  and  the  proposed  initial 
installation  therein  of  two  units  each 
with  a  rated  Installed  generating  capac- 
ity of  100.000  kilowatts. 

By  the  Commission. 

[sEALl  GavAL  L.  Dubois. 

Secretary. 

IP.  B.  Doc.   49-4028;    Filed.   May    20.   1949; 
8:47*.  m.J 
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IFUe  Noe.  37-«9.  70-212«l, 

CoimoirwEALTH     li     Southern     Corp. 
(Delawari)  rr  al. 

Monci  or  riLiNO.  order  for  consouda- 

nON  AND  ORDER  fOR  HEARING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
ofBce  in  the  city  of  Washington.  D.  C. 
on  the  17th  day  of  May  1949. 

In  the  matter  of  the  Commonwealth  L 
Southern  Corporation  (Delaware),  the 
Commonwealth  b  Southern  Corporation 
(New  York),  the  Southern  Company. 
Southern  Services.  Inc.,  Consumers  Pow- 
er Company,  Central  Illinois  Light  Com- 
pany, Ohio  Edison  Company.  Pennsyl- 
vania Power  Company.  Alabama  Power 
Company.  Georgia  Power  Company.  Gulf 
Power  C^ompany.  Mississippi  Power 
Company.  Pile  No.  70-2126;  Southern 
Services.  Inc.,  Pile  No.  37-59. 

The  Commission  having,  on  November 
22, 1948,  approved  a  plan  of  dissolution  of 
the  Commonwealth  b  Southern  Corpo- 
ration (of  Delaware),  hereinafter  re- 
ferred to  as  "Commonwealth."  a  regis- 
tered holding  company,  filed  under  sec- 
tion 11  (e)  of  the  Public  Utility  Holding 
Company  Act  of  1935  (the  "act"),  and 
having  reserved  Jurisdiction  over  the  "de- 
termination of  the  propriety,  nature  and 
terms  of  any  agreement  which  may  be 
entered  into  between  the  Commonwealth 
b  Southern  Corporation  (of  New  York) 
and  any  of  the  subsidiaries  of  Common- 
wealth after  the  divestment  of  such  sub- 
sidiary from  the  Commonwealth  holding 
company  system,"  the  Commonwealth  b 
Southern  Corporation  (of  New  York) 
being  the  system  service  company; 

Notice  is  hereby  given  that  Common- 
wealth and  the  memt)er  companies  of  the 
Commonwealth  holding  company  system 


have  filed  applications  and/or  declara- 
tions pursuant  to  sections  6  (a).  7,  9  (a), 
10. 12  (f )  and  13  (b)  of  the  act  and  Rules 
U-43  and  U-88  promulgated  thereunder 
relating  to  (a)  the  transformation  of  the 
Commonwealth  b  Southern  Corporation 
(of  New  York),  hereinafter  sometimes 
referred  to  as  "Present  Service  Com- 
pany", into  an  Independent  service  com- 
pany authorized,  under  a  changed  name, 
to  perform  services  for.  among  others, 
companies  formerly  in  the  Common- 
wealth holding  company  system  and  (b) 
the  authorization  of  Southern  Services, 
Inc.,  ("Southern  Services"),  as  a  mutual 
service  company  of  the  Southern  Com- 
pany holding  company  system. 

All  Interested  persons  are  referred  to 
said  applications  and/or  declarations 
which  are  on  file  in  the  oTBces  of  this 
Commission  for  a  statement  of  the  trans- 
actions therein  proposed  which  are  sum- 
marized as  follows: 

1.  The  transformation  of  Present  Serv- 
ice Company  into  an  independent  serv- 
ice company.  Present  Service  Company 
now  has  outstanding  4,500  shares  of  $100 
par  value  capital  stock,  all  of  which 
shares  are  presently  held  by  the  operat- 
ing utility  companies  of  Commonwealth's 
holding  company  system.  As  a  prelimi- 
nary step  to  the  establishment  of  the 
independent  service  company.  Common- 
wealth proposes  to  purchase  such  shares 
for  cash  at  $100  per  share.  Immediately 
upon  the  acquisition  of  such  shares  by 
Commonwealth,  the  Present  Service 
Company  j^roposes  to  solicit  customers 
for  its  services  among  companies  outside 
the  Commonwealth  holding  company 
system. 

The  final  step  in  the  setting  up  of  the 
Independent  service  company  will  be  the 
offer  by  Commonwealth  of  the  stock  of 
Present  Service  Company  for  sale  to  all 
of  the  ofBcers  and  employees  who  have 
been  employed  by  Present  Service  Com- 
pany for  at  least  one  year  and  who  will 
continue  with  the  independent  service 
company.    The  proposed  officers  of  the 
Independent  service  company  have  un- 
dertaken to  purchase  all  shares  not  pur- 
chased by  employees.    As  a  means  of  af- 
fording the  independent  service  company 
financial  assistance  upon  its  formation 
and  in  lieu  of  paying  the  employees  and 
officers  of  that  company   dismissal  or 
severance  allowances,  the  sale  price  of 
the  stock,  which  has  an  aggregate  par 
value  of  $450,000.  will  be  fixed  at  $50,000, 
plus  the  amount  carried  in  the  earned 
surplus  account  of  the  Present  Service 
Company  at  the  time  of  such  sale.    Prior 
to  the  sale  by  Commonwealth  such  stock 
will  be  reclassified  from  $100  par  value 
to  $5  par  value.    The  filing  states  that 
the  aggregate  of  3  months  salary  of  all 
the  officers  and  employees  to  be  retained 
by    the    Independent    service    company 
would  total  approximately  $425,000. 

It  is  further  proposed  that  Common- 
wealth may  continue  to  obtain  at  cost 
from  the  Independent  service  company 
services  necessary  to  complete  the  disso- 
lution of  Commonwealth. 

2.  The  formation  of  Southern  Services 
as  a  mutual  service  company.^  The  ap- 
plicant. Southern  Services,  proposes  to 
provide  and  perform  services  at  cost  to 
associated  companies  in  the  Southern 
Company  holding  company  system,  and 
thus,  with  respect  to  the  companies  in 


the  Southern  Company  system,  assume 
the  position  and  duties  of  the  Present 
Service  Company  following  the  disasso- 
clatlon  from  the  system  as  above  out- 
lined.   It  Is  proposed  that  all  the  Issued 
and  outstanding  capital  of  the  applicant 
Southern  Services,  with  the  exception  of 
25  qualifying  directors'  shares,  will  be 
owned  by  the  4  operating  subsidiaries  of 
the  Southern  Company  in  the  same  pro- 
portion as  the  electric  revenues  of  each 
such  company  is  of  the  total  electric 
revenue  of  the  4  companies.    With  the 
exception  of  a  certain  proposed  agency 
agreement  of  limited  duration  between 
Southern  Services  and  South  Carolina 
Power  Company  (a  former  affiliated  oom- 
pany).  services  are  to  be  rendered  only 
to  contracting  associated  companies  and 
their  non-utility  subsidiaries.    The  filing 
states  that  at  present  40  shares  of  $50 
par  value  common  stock  have  been  sub- 
scribed for  by  Southern  Services'  organ- 
izers and  that  upon  approval  by  this 
Commission  of  the  formation  of  South- 
ern Services  its  authorized  capital  stock 
will  be  Increased  to  7.500  shares  of  which 
4.000  shares  will  be  sold  to  member  com- 
panies to  provide  the  applicant  with  nec- 
essary working  capital. 

It  appearing  to  the  Commission  that 
it  Is  appropriate  in  the  public  Interest 
^    and  In  the  Interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  transactions  proposed  in  the 
aforesaid  applications  and/or  declara- 
tions except  with  respect  to  the  acquisi- 
tion by  Commonwealth  of  the  outstand- 
ing shares  of  capital  stock  of  Present 
Service  Company  and  the  solicitation  of 
business    outside    the    Commonwealth 
holding  company  system  by  Present  Serv- 
ice Company  (as  to  which  a  hearing  as 
hereinafter  Indicated,  may  be  requested) 
and  that  said  applications  and/or  dec- 
aratlons  shall  not  be  granted  or  permit- 
ted to  become  effective  except  pursuant 
to  further  order  of  the  Commission;  and 
It  appearing  to  the  Commission  that 
in  o,«r*°*"*  matters  under  Pile  Nos 
70-2126  and  37-59  may  Involve  common 
questions  of  law  or  fact  and  that  sub- 
stantial savings  of  time  and  expense  will 
be  achieved  if  such  matters  are  consoli- 
dated; 

It  is  ordered,  That  the  proceedings  In 
the  matter  of  the  Commonwealth  b 
?<?"o,oY'l  C°''PO'"atlon.  et  al..  Pile  No. 

!  u?  ?u  ^'  *"^  *'  ^^^'■^^y  ^'  consolidated 
with  the  proceedings  in  the  matter  of 
bouthern  Services,  Inc..  Pile  No  37-59 

It  is  further  ordered,  That  Jurisdiction 
be.  and  it  hereby  is,  reserved  to  separate, 
either  for  hearing,  in  whole  or  in  part 
or  for  disposition.  In  whole  or  in  part' 
any  of  the  issues,  -questions  or  matters 
herein  set  forth  or  which  may  arise  in 
these  proceedings,  or  to  consolidate  in 
these  proceedings  other  matters  pertain, 
mg  to  the  subject  matter  of  these  pro- 
ceedings, and  to  take  such  other  action 
as  may  appear  conducive  to  an  orderly 
prompt  and  economic  disposition  of  the 
niatters  Involved. 

It  is  further  ordered.  That  a  hearing 
on  such  matters,  other  than  the  acquisi- 
tion by  Commonwealth  of  the  outstand- 
ing capital  stock  of  Present  Service  Com- 
pany and  the  authoriaatlon  of  Present 
bervice  Company  to  solicit  general  busi- 


ness, under  the  applicable  provisions  of 
the  act  and  the  rules  thereunder  be  held 
at  10:00  a.  m..  e.  d.  s.  t.,  on  June  7,  1949, 
at  the  offices  of  the  Securities  and  Ex- 
change Commission,  425  Second  Street 
NW.,  Washington  25.  D.  C.    On  such 
date  the  hearing  room  clerk  in  room  101 
will  advise  as  to  the  room  in  which  such 
hearing  will  be  held.    Any  person  desir- 
ing to  be  heard  or  otherwise  wishing  to 
participate  in  the  proceedings  shall  file 
with  the  Secretary  of  the  Commission 
on  or  before  June  6,  1949.  a  request  or 
application  relative  thereto  as  provided 
by  Rule  XVH  of  the  Commissions  rules 
of  practice.    In  the  event  that  amend- 
ments to  the  applications  and  declara- 
tions are  filed  during  the  course  of  the 
proceedings,  no  notice  of  such  amend- 
ments will  be  given  unless  specifically  or- 
dered by  the  Commission.    Any  person 
desiring  to  receive  notice  of  the  filing  of 
any  amendment  should  specifically  re- 
quest such  notice  of  Commonwealth  or 
should    file    an    appearance    in    these 
proceedings. 

It  is  further  ordered.  That  Richard 
Townsend  or  any  officer  or  officers  of  the 
Commission  designated  for  that  purpose 
shall  preside  at  the  hearings  on  such 
matters.  The  officer  so  designated  to 
preside  at  such  hearings  is  hereby  au- 
thorized to  exercise  all  powers  granted 
to  the  Commission  under  section  18  (c) 
of  the  act  and  to  a  hearing  officer  under 
the  Commission's  rules  of  practice. 

The  Division  of  Public  Utilities  of  the 
Commission  having  advised  the  Commis- 
sion that  It  has  made  a  preliminary  ex- 
amination of  the  applications  and  decla- 
rations, and  that,  upon  the  basis  thereof, 
the  following  matters  and  questions  are 
presented  for  consideration  by  the  Com- 
mission, without  prejudice,  however,  to 
the  specification  of  additional  matters  or 
questions  upon  further  examination: 

1.  Whether  the  proposed  service  ar- 
rangements between  the  Independent 
service  company  and  companies  formerly 
in  the  Commonwealth  holding  company 
system  are  in  conformity  with  the  stand- 
ards of  sections  11,  12  and  13  oT  the  act 
and  whether.  It  is  necessary  to  impose 
any  terms  or  conditions  with  respect  to 
servicing  arrangements  between  the  in- 
dependent service  company  and  Its  for- 
mer affiliated  companies. 

2.  Whether  the  proposed  servicing  ar- 
rangements between  Southern  Services 
and  companies  in  the  Southern  Company 
holding  company  system  are  in  conform- 
ity with  the  standards  of  section  13  of 
the  act  and  whether  It  is  necessary  to 
impose  any  terms  or  conditions  with  re- 
spect to  servicing  arrangements.  Inter- 
locking officers  or  directors,  and  other 
Intercompany  relationships  or  transac- 
tions as  between  Southern  Services  and 
the  companies  in  the  Southern  Company 
holding  company  system. 

3.  Whether  the  proposed  transactions 
comply  with  all  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  promulgated  thereunder, 

4.  Whether  it  is  necessary  or  appro, 
prlate  to  impose  terms  and  conditions 
In  the  public  Interest  or  for  the  protec- 
tion of  Investors  or  consumers  in  con- 
nection with  the  proposed  transactions. 
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It  is  further  ordered.  That  particular 
attention  shall  be  directed  at  said  hear- 
ing to  the  foregoing  matters  and  ques- 
tions. 

Notice  is  further  given  that  any  per- 
son, may,  not  later  than  May  27,  1949, 
at  5:30  p.  m.,  e.  d.  s.  t..  request  the  Com- 
mission in  writing  that  a  hearing   be 
held  with  respect  to  the  acquLsltion  by 
Commonwealth  of  the  outstanding  cap- 
ital stock  of  Present  Service  Company 
and  the  authorization  of  Present  Service* 
Company  to  solicit  general  business,  stat- 
ing the  reasons  for  such  request,  the  na- 
ture of  his  interest,  and  the  issues,  If  any 
of  fact  or  law  raised  by  said  proposal 
Which   he   desires   to   controvert.    Any 
such  request  should  be  addressed:  Secre- 
tary, Securities  and  Exchange  Commis- 
sion 425  Second  Street  NW..  Washington 

,«:.«  ^  ^^  *"y  ""^e  after  May  27 
1949,  said  proposals  by  Commonwealth 
to  acquire  the  capital  stock  of  Present 
Service  Company  and  by  the  latter  com- 
pany to  solicit  general  business,  may  be 
granted  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transaction  as  provided  In  Rule 
U-20  (a)  and  Rule  U-100  thereof 

It  is  further  ordered.  That  a  copy  of 
this  notice  and  order  shall  be  mailed  by 
registered  mall   to  the  Federal  Power 
Commission,  to  the  Public  Service  Com- 
missions of  the  States  of  Michigan  Geor- 
gia and  Alabama,  the  Illinois  Commerce 
Commission,  the  Ohio  Public  Utilities 
Commission,  the  Public  Utility  Commis- 
sion of  Pennsylvania,  to  Commonwealth 
and  to  all  other  companies  In  the  Com- 
monwealth   holding    company    system 
Joining  in  the  applications  and  or  decla- 
rations herein,  to  all  persons  who  have 
participated  In  the  proceedings  on  Com- 
monwealth's    plan     of     reorganization 
dated  July  20.  1947.  as  amended   (Pile 
No.  54-75  et  al.);  that  notice  shall  be 
given  to  all  other  persons  by  general  re- 
lease of  this  Commission,  which  shall 
be  distributed  to  the  press  and  mailed  to 
the  mailing  list  for  releases  under  the 
act;   and  that  further  notice  shall  be 
given  to  all  persons  by  publication  of 
this  order  In  the  Federal  Register. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DTTBOIS, 

;  Secretary. 

(P.    R.    Doc.    49-4085:    Piled.    May    20.    1949- 
9:34  a.  m.] 


DEPARTMENT  OF  JUSTICE 
^Office  of  Alien  Property 

Atjthoritt:  40  Stat.  411.  55  Stat.  839  Pub 
Laws  322.  671,  79th  Cong..  80  Stat.  60.  925;  60 
U.  S.  C.  and  Supp.  App.  1.  616;  E.  O.  9193 
July  6.  1942.  3  CPR.  Cum.  Supp.,  E.  O  9667 
June  8.  1945.  3  CFR.  1945  Supp..  E  O  9788* 
Oct.  14.  1946,  11  P.  R.  11981. 

(Vesting  Order  13250] 
BRimo   W.    SlTNDERHAUr 


In  re:  Mortgage  certificate  owned  by 
Bruno  W.  Sunderhauf.    P-28-8890-A-1. 

Under  the  authority  of  the  Trading* 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 


tlE«C€ 


«MY  2S  -48 
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NOTICES 


1    That  Bnino  W  Sunderhauf  whose  erty  described  above,  to  be  held,  used, 

last  S^oin  Sress  Is  ^asener  Str.  5.  administered   liquidated   sold  or  other- 

Gera^Tmany  ifa  resident  of  Germany  wise  dealt  with  In  the  Interest  of  and  for 

anS  a  nauJna    of  a  designated  enemy  the  benefit  of  the  United  States. 


country  (Germany) : 


The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 


9   That  the  nroDerty  described  as  fol-      enemy  country"  as  usea  nerem  snau  imvc 
^;.^lri^hts3  interests  In.  to.  and      the  meanings  prescribed  in  sect  on  10  of 


lows:  All  rights  and 
under  that  certain  Mortgage  Participa- 
tion Certificate.  Series  QNS-GNY.  Issued 
by  the  Greater  New  York  Suffolk  Title 
and  Guarantee  Co..  c/o  Trust  Company 
of  North  America.  115  Broadway,  New 
York    New  York,  said  certificate  num- 
bered GNY-9354.   of   the   original   face 
Vtilue  of  $2,000.00  and  registered  In  the 
name  of  Bruno  W.  Sunderhauf  and.  In- 
cluding, but  not  limited  to  the  right  to 
possession  and  presentation  for  collec- 
tion of  aH  checks  drawn  by  the  aforesaid 
Trust  Company  of  North  America,  pay- 
able to  the  order  of  Bruno  W.  Sunder- 
hauf and  presently  in  the  custody  of  the 
Trust  Company  of  North  America  on  ac- 
count of  principal  and  Income  distribu- 
tions under  said  certificate,  said  checks 
numbered,  dated  and  in  the  amounts  set 
forth  below: 


on 


Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.   C, 
May  12,  1949. 
For  the  Attorney  General. 

IsiALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Offlce  of  Alien  Property. 

ilay   20,    1949: 


IF.    R.    Doc. 


49-4070;    Filed, 
8:60  ».  m.) 


Chtck  No.- 


Date 


8M-. 
MB... 
808.. 
Ml- 
800.. 
tM- 
800.. 
8W.. 
808- 
808- 
708.. 
708.. 
7»«- 
IW- 
701- 


800. 
804. 


June  21,  IMO 
Dec.  31. 1»40 
June  30.  JMl 
Deo.  31.  ml 
Mar.  16.1SM2 
June  3a  m2 
June  30, 1V42 
Dec.  31,1S>42 
July  31. 1»« 
Dec.  31.4193 
June  30,  IW* 
Dec.  30. 1M4 
June  3ft  IM-I 
Dec.  31.1WS 
June  2»,  liMfi 
Dee.  3I,1M« 
June  3a  1947 
Dee.  31.1947 
June  30, 194S 
Dec.  31, 1948 


Amount 


62673.  issued  by  Niagara  Fire  Insurance 
Company.  80  Maiden  Lane.  New  York. 
New  York,  in  the  amount  of  $18,000. 
which  policy  expires  November  1.  1953. 
and  Insures  the  property  subject  to  the 
mortgage  described  In  subparagraph  2-a 

hereof,  ,  ^.         . ,.  „ 

c.  That  certain  debt  or  other  obliga- 
tion owing  to  the  person  named  In  sub- 
paragraph 1  hereof,  by  Bank  of  the  Man- 
hattan Company,  arising  out  of  a  check- 
ing account  entitled  "Wllhelmlna  Nurge. 
maintained  at  the  Williamsburg  Branch 
of  the  aforesaid  bank,  located  at  260 
Broadway,  Brooklyn.  New  York,  and  any 
and  all  rights  to  demand,  enforce  and 
coll*t  the  same,  and 

d  That  certain  debt  or  other  obliga- 
tion owing  to  Wilhelmine  Nurge.  also 
known  as  Wilhelmlna  Nurge.  by  George 
L  Stamm,  140  Nassau  Street.  Neiy  York. 
New  York,  arising  out  of  certain  funds 
received  by  the  said  Geprge  L.  Stamm 
for  and  on  her  behalf,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 


$lft4.  03 
60  M 
.10.00 
ti«.9.1 
40.  00 

moo 

27.85 

78.75 

JO.  00 

7i55 

ail.  00 

14.V  52 

40.00 

fi»  6!) 

139.  18 

224  35 

50.00 

64.30 

an  00 

52.95 


[Vesting  Order  132681 
Wilhelmine  Nurcb 

In  re:  Bond  and  mortgage,  bank  ac- 
count, claim  and  interest  In  property  in- 
surance policy  owned  by  Wilhelmine 
Nurge,  also  known  as  Wilhelmlna  Nurge. 

Under  the  authority  of  the  Trading 

dence  of  ownership  or  control  by.  the 


is  property  within  the  United  States 
owned  or  controUed  by.  payable  or  deUv- 
erable  to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  the 


tlve  Order  9193,  as  amended,  and  Execu 
tive  Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  iound: 

1.  That  Wilhelmine  Nurge.  also  known 
as  Wilhelmlna  Nurge,  whose  last  known 
address  is  Dohren  135.  Windheim.  Kreis 
Minden.  Westfalen.  Germjyiy.  Is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) : 

2.  That  the  property  described  as  fol- 

a  A  mortgage  executed  on  July  30. 
1929.  by  Anton  Scholl  &  Son,  Inc..  a  New 
York  corporation,  to  Title  Guarantee  and 
Trust  Company,  a  New  York  corporation, 
and  recorded  on  July  31.  1929.  in  the 
Office  of  the  Register  of  Queens  County. 
New  York,  in  Liber  3593  of  Mortgages,  at 
Page  72,  which  mortgage  was  assigned, 
after  mesne  assignments,  by  William 
Kroemer.  as  executor  of  the  last  will  and 
"testament  of  Ernst  Nurge.  deceased,  to 


aforesaid  national  of  a  designated  enemy     wUhelmlne  Nurge,  by  instrument  dated 
country  (Germany);  January  2.  1936,  and  recorded  In  the 

(Germany).  and  the  right  to  enforce  and  coUect  such 


All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 


obligations  and  the  right  to  possession  of 
any  and  all  notes,  bonds  and  other  in- 
struments evidencing  such  obligations. 

b  All  right,  title  and  interest  of  the 
person  named  In  subparagraph  1  hereof, 
in   and   to  Fire   Insurance   Policy   No. 


aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  It  Is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraphs  2-a  to 
2-d  hereof.  Inclusive,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "•national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on  May 
17. 1949. 
For  the  Attorney  General. 

[8»AL]  David  L.  Bazkloit, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

49-4072;    Piled,   May   20,    1949; 
8:01  a.  m.] 


(P.   R.   Doc. 
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Washington,  Tuesday,  May  24,  J  949 


TITLE  3— THE  PRESIDENT 

PROCLAMATION   2840 

Death  or  James  Forrestal 

BY   THE   PRESIDENT   OF   THE   UNITFD    STATES 

OF  AMERICA 

A   PROCLAMATION 

To  the  People  of  the  United  States: 

It  has  become  my  .sad  duly  to  an- 
nounce officially  the  death  of  Jame.s  Por- 
re.stal.  formerly  Secretary  of  Defense  in 
the  Government  of  the  United  Slates, 
who  died  at  the  Naval  Hospital  in  Be- 
the.sda.  Maryland,  at  2  a.  m.  on  the  22nd 
day  of  May,  1949. 

Mr.  Forrestal  .served  with  devotion 
and  great  distinction  as  Administrative 
As.sistant  to  the  President  of  the  United 
States,  as  Under  Secretary  and  Secre- 
tary of  the  Navy,  and  finally  as  the  na- 
tion's first  Secretary  of  Dcfen.se.  He  ex- 
hausted his  .strength  by  his  unremitting 
labors  in  the  burdensome  duties  of  these 
offices  during  the  war  and  the  critical 
years  which  have  followed  the  end  of 
ho-stilities.  His  tragic  death  came  as  a 
shock  to  his  friends,  and  a  great  lo.ss  to 
the  people  of  the  United  Stales,  whom  he 
had  served  .so  well  and  faithfully. 

As  a  mark  of  respect  to  Mr.  Forrestal's 
memory,  it  is  hereby  ordered  that  the 
national  flag  be  displayed  at  half-mast 
upon  all  public  buildings  and  at  all  forts 
and  military  posts  and  naval  stations, 
and  on  all  ve.ssels  of  the  United  Slates, 
until  after  the  funeral  shall  have  taken 
place. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto .set  my  hand  and  caused  the  Seal 
of  the  United  Slates  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
twenty-second  day  of  May.  in  the  year 
of  our  Lord  nineteen  hundred 
ISEAL]  forty-nine,  and  of  the  Independ- 
ence of  the  United  Stales  of 
America  the  one  hundred  and  seventy- 
third. 

Harry  S.  Truman 
By  the  President: 

J.\MEs  E.  Webb, 
Acting  Secretary  of  State. 

IP.  R.   Doc.   49-4182:    Piled,   May   23, 
12:07  p.  m.J 
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TITLE   16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 

Commission 

(Docket  No.  4962) 

Part  3 — Digest  of  Cease  and  Desist 

Orders 

DR.  F.  A.  NEWCOMB 

5  3.6    <t)    Advertising  falsely  or  mis- 
Icadingly;  Qualities  or  properties  of  prod- 
uct or  service:   5  3.6   (y  10)   Advertising 
falsely  or  mislead ingly;  Scientific  or  other 
relevant  facts.     In  connection  with  the 
offering  for  sale,  sale  and  distribution  of 
a  home  treatment  for  various  disea.ses 
and  ailments,  consisting  of  an  electric  de- 
vice, a  preparation  de.signated  "Ray  Solu- 
tion," used  therewith,  a  preparation  des- 
ignated "Cataract  Tonic,"  and  a  recom- 
cendcd  diet,  or  of  any  other  treatment 
consisting  of  a.n  electric  device  of  sub- 
stantially similar  character  or  a  prepara- 
tion   or    preparations    of    substantially 
similar  composition  or   possessing  sub- 
stantially similar  properties,  whether  sold 
alone  or  in  combination  with  each  other. 
under  the  same  name  or  names  or  any 
other  name  or  names,  disseminating,  etc., 
any   advertisements   by   means   of   the 
United  States  mails,  or  in  commerce,  or 
by  any  means  to  induce,  etc.,  directly  or 
indirectly,  the   purchase  in   commerce, 
etc.,    of    said    home    treatment,    which 
adverti.sements    represent,    directly    or 
through  inference,  (1)  that  said  electric 
device  or  "Ray  Solution"  or  'Cataract 
Tonic"  or  recommended   diet,   whether 
u.'^ed  alone.  In  connection  with  each  other, 
or  in  any  combination,  constitutes  a  rem- 
edy or  cure,  of  competent,  effective,  or 
dependable  treatment,  for  cataracts  of 
the  eyes,  opacities  of  the  vitreous  and 
aqueous    humor,    corneal    ulcers,    optic 
nerve   atrophy,   amblyopia,    a.sthenopia, 
dimness  and  painful  vision,  nervous  con- 
ditions, arthritis,  neuritis,  sinus  trouble, 
nephritis,  Jaundice,  coliti.s,  colic,  anemia! 
diabetes,   apoplexy,   paralysis,   rheuma- 
tism, neuralgia,  asthma,  lumbago,  pleu- 
risy, constipation,  prostatic  trouble,  high 
blood  pressure,  goute,  dropsy,  appendi- 
citis,   bronchitis,    che.st    colds,    bruises, 
(Continued  on  next  page) 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on   or   after   January    1,    1949. 

The  following  books 
are    now    available: 

Tif/e  3,  1948  %Mpp\emer\\  ($2.75). 
T/f/es  4-5  ($2.25). 
Tit/e  6  ($3.00). 
Tif/e  7: 

Parts  1-20?  ($4.25). 

Ports  210-874  ($2.75). 

Part  900  to  end  ($3.50). 
Tif/e  8  ($2.75). 
-[WSe  9  ($2.50). 
Tif/es  10-13  ($2.25). 

These  books  moy  be  obtained  from  th« 
Superintendent  of  Documents,  Govern- 
ment Printing  Office,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 
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burns,  carbuncles,  boils  and  all  infections, 
deafness  and  earache,  head  colds,  hay 
fever,  or  diseases  of  the  kidneys,  unless 
such  represenations  are  clearly  and  ex- 
pressly limited  to  the  degree  of  temporary 
palliative  relief  which  may  be  afforded  for 
symptoms  of  arthritis,  rheumatism,  or 
earache  as  the  result  of  heat  supplied  by 
said  electric  device;  (2)  that  deposits  of 
lime  which  may  be  formed  in  the  crystal- 
line lens  of  the  eye  can  be  effectively  re- 
moved through  absorption  by  the  blood  or 
that  the  the  absorption  method  of  re- 
moval Is  recognized  and  used  by  the  best 
doctors  in  the  United  States  and  Europe 
for  the  treatment  of  cataracts  unless  and 
until  a  substantial  portion  of  such  per- 
son.-, recosnizc!  and  use  such  a  method  of 


treatment;  or,  (3>  that  the  use  of  the 
preparation  "Cataract  Tonic"  will  elimi- 
nate excess  salts  from  the  blood  or  pre- 
vent the  formation  of  cataracts  in  the 
eyes;  prohibited.  (Sec.  5.  38  Stat.  719. 
as  amended  by  sec.  3.  52  Stat.  112;  15 
U.  S.  C..sec.45b)  I  Cease  and  de.^ist  order. 
Dr.  P.  A.  Newcomb.  Docket  4962,  March 
23,  19491 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in  the 
city  of  Washington.  D.  C,  on  the  23d 
day  of  March  A.  D.  1949. 

In  the  Matter  of  Fay  A.  Ncweomb.  an 
Individual  Tradinq  and  Doing  Business 
as  Dr.  F.  A.  Newcomb 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commi.s-sion  upon  the 
complaint  of  the  Commission,  the  answer 
and  amended  answer  of  the  respondent, 
testimony  and  other  evidence  introduced 
before  a  trial  examiner  of  the  Commis- 
sion theretofore  duly  designated  by  it. 
recommended  decision  of  the  trial  exam-  - 
Iner,  exceptions  thereto  filed  by  counsel 
for  respondent,  and  briefs  and  oral  argu- 
ment in  .support  of  and  in  opposition  to 
the  complaint;  and  the  Commission  hav- 
ing made  its  findings  as  to  the  facts  and 
its  conclusion  that  the  respondent  has 
violated  the  provisions  of  the  Federal 
Trade  Commission  Act: 

It  is  ordered.  That  the  respondent.  Fay 
A.  Newcomb.  an  Individual,  trading  and 
doing  business  as  Dr.  F.  A.  Newcomb.  or 
under  any  other  name  or  names,  his 
agents,  representatives,  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the 
offering  for  sale.  sale,  and  distribution  of 
a  home  treatment  for  various  diseases, 
disorders,  and  ailments  of  the  human 
body,  which  treatment  consists  of  an 
electric  device,  a  preparation  designated 
"Ray  Solution"  used  therewith,  a  prepa- 
ration designated  "Cataract  Tonic."  and 
a  recommended  diet,  or  of  any  other 
treatment  consisting  of  an  electric  de- 
vice of  substantially  similar  character  or 
a  preparation  or  preparations  of  sub- 
stantially similar  composition  or  pos- 
sessing substantially  similar  properties, 
whether  sold  alone  or  in  combination 
with  each  other,  under  the  same  name  or 
names  or  any  other  name  or  names,  do 
forthwith  cease  and  desist  from,  directly 
or  Indirectly: 

A.  Disseminating,  or  causing  to  be  dis- 
seminated, any  advertisement  by  means 
of  the  United  States  mails  or  by  any 
other  means  in  commerce  as  "commerce" 
is  defined  in  the  Federal  Trade  Commis- 
sion Act.  which  advertisement  represents, 
directly  or  through  Inference. 

1.  That  said  electric  device  or  "Ray 
Solution"  or  "Cataract  Tonic"  or  recom- 
mended diet,  whether  used  alone,  in  con- 
nection with  each  other,  or  in  any  com- 
bination, constitutes  a  remedy  or  cure, 
or  competent,  effective,  or  dependable 
treatment,  for  cataracts  of  the  eyes, 
opacities  of  the  vitreous  and  aqueous 
humor,  corneal  ulcers,  optic  nerve 
atrophy,  amblyopia,  asthenopia,  dimness 
and  painful  vision,  nervous  conditions, 
arthritis,  neuritis,  sinus  trouble,  neph- 
ritis. Jaundice,  colitis,  colic,  anemia,  dia- 
betes, apoplexy,  paralysis,  rheumatism, 
neuralgia,    asthma,    lumbago,    pleuriisy, 
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constipation,  prostatic  trouble,  high 
blood  pressure,  gout,  dropsy,  appendi- 
citis, bronchitis,  che.st  cold.s,  bruises, 
burns,  carbuncles,  boils  and  all  In- 
fections, deafness  and  earache,  head 
colds,  hay  fever,  or  diseases  of  the  kid- 
neys, unless  such  representations  ar^ 
clearly  and  expressly  limited  to  the  de- 
gree of  temporary  palliative  relief  which 
may  be  afforded  for  symptoms  of  arth- 
ritis, rheumati.sm.  or  earache  as  the  re- 
.^ult  of  heat  supplied  by  said  electric  de- 
vice. 

2.  That  deposits  of  lime  which  may  be 
formed  in  the  crystalline  lens  of  the  eye 
can  be  effectively  removed  through  ab- 
.sorption  by  the  blood  or  that  the  absorp- 
tion method  of  removal  is  recognized  and 
used  by  the  best  doctors  in  the  United 
Slates  and  Europe  for  the  treatment  of 
cataracts  unless  and  until  a  substantial 
portion  of  such  persons  recognized  and 
use  such  method  of  treatment. 

3.  That  the  xiae  of  the  preparation 
"Cataract  Tonic"  will  eliminate  e.xcess 
salts  from  the  blood  or  prevent  the  for- 
mation of  cataracts  in  the  eyes. 

B.  Di.s.seminating.  or  cau.sing  the  dis- 
.'cmination  of.  any  advertisement  by  any 
means  for  the  purpose  of  inducing,  or 
which  is  likely  to  induce,  directly  or  in- 
directly, the  purcha.se  in  commerce  as 
"commerce"  is  defined  in  the  Federal 
Trade  Commission  Act  of  said  home 
treatment,  which  adverti-sement  con- 
tains any  of  the  representations  pro- 
hibited in  paragraph  A  hereof. 

It  is  jurlher  ordered.  That,  for  the 
reasons  stated  in  the  conclusion  of  the 
findings  as  to  the  facts  herein,  the  other 
charges  of  the  complaint  be.  and  the 
same  hereby  are.  dismissed  without  prej- 
udice to  the  right  of  the  Commission 
to  institute  such  further  proceedings  as 
future  facts  may  warrant. 

It  is  further  ordered.  That  the  re.>pond- 
ent  shall,  within  sixty  (60)  days  after 
service  upon  him  of  this  order,  file  with 
the  Commission  a  report  in  writing,  set- 
ting forth  in  detail  the  manner  and  form 
in  which  he  has  complied  with  it. 

By  the  Commission. 

I  SEAL]  D.  C  Daniel. 

Secretary. 

I  P.    R.    Doc.    49-4087:  Piled.    May    23,    1949; 
8:49  a.  m.J 


(Docket  No.  6581 1 

Part  3 — Digest  of  Ct.ksz  and  Desist 
Orders 

cooper  tire  and  rubber  co.  et  al. 

5  3.71  (c  7)  Neglecting,  unfairly  or  de- 
ceptively, to  make  material  disclosure; 
Quality,  grade  or  type  of  product.  In 
connection  with  the  offering  for  sale, 
.sale  or  distribution  in  commerce,  of  rub- 
ber tires  for  use  on  motor  vehicles,  of- 
fering for  sale,  selling  or  delivering  to 
dealers,  or  to  others  for  sale  to  the  public, 
any  second-grade,  blemished,  or  obsolete 
tire,  or  any  tire  which  for  any  reason  Is 
not  of  first-grade  quality,  which  does  not 
have  permanently  .stamped  or  molded 
thereon  or  affixed  thereto  and  to  the 
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wrappings  in  which  said  tire  is  encased, 
in  terms  of  suflScient  size  and  clarity  and 
in  such  location  as  to  be  plainly  legible 
to  and  understood  by  a  purchaser  of  said 
tire  both  before  and  after  it  has  been 
mounted  on  a  motor  vehicle  wheel,  a 
legend  or  statement  to  the  effect  that 
said  tire  is  second-grade,  blemished  or 
ob.solete.  or  stating  the  reason  why  it  is 
not  of  first-grade  quality;  prohibited. 
(Sec.  5,  38  Stat.  719,  as  amended  by  sec  3 
52  Stat.  112:  15  U.  S.  C.  sec.  45b)  I  Cease 
and  desist  ord(  r.  Cooper  Tire  and  Rub- 
ber Company  et  al..  Docket  5581,  March 
28.  1949] 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  ofHce  in 
the  city  of  Washington.  D.  C,  on  the 
28lh  day  of  March  A.  D.  1949. 

In  the  Matter  of  Cooper  Tire  and  Rubber 
Company,  a  Corporation,  and  The 
Cooper  Corporation,  a  Corporation. 

This  proceeding  having  been  heard  by 
the  Federal  Trarir  Commission  upon  the 
complaint  of  t!.'^  Commission  and  the 
joint  answer  of  t  lie  respondents,  in  which 
answer  the  respondents  admitted  all  of 
the  material  allciations  of  fact  .set  forth 
in  the  complaint  and  waived  all  inter- 
vening procedure  and  further  hearings 
as  to  said  facts;  and  the  Commission  hav- 
ing made  its  findings  as  to  the  facts  and 
its  conclusion  that  me  respondents  have 
violated  the  provisions  of  the  Federal 
Trade  Commission  Act; 

It  is  ordered.  That  the  respondents. 
Cooper  Tire  and  Rubber  Company,  and 
The  Cooper  Corporation,  and  said  re- 
spondents' ofTict  IS,  agents,  represent- 
atives and  employees,  directly  or  through 
any  corporate  oi  other  device,  in  connec- 
tion with  the  oflering  for  sale,  sale  or  dis- 
tribution in  commerce,  as  "commerce"  is 
defined  in  the  Federal  Trade  Commission 
Act.  of  rubber  tiros  for  use  on  motor  vehi- 
cles, do  forthwith  cea.se  and  desist  from: 
Offering  for  sale,  selling  or  delivering 
to  dealers,  or  to  others  for  sale  to  the 
public,  any  second-grade,  blemished,  or 
obsolete  tire,  or  any  tire  which  for  any 
rea.son    Is    not    of    first-grade    quality. 

"-^hich  does  not  have  permanently 
stamped  or  molded  thereon  or  affixed 
thereto  and  to  the  wrappings  in  which 

•  said  tire  is  encased,  in  terms  of  sufficient 
size  and  clarity  and  in  such  location  as  to 
be  plainly  legible  to  and  understood  by 
a  purchaser  of  said  tire  both  before  and 
after  it  has  been  mounted  on  a  motor 
vehicle  wheel,  a  legend  or  statement  to 
the  effect  that  said  tire  is  second-grade, 
blemished  or  obsolete,  or  stating  the 
rea.son  why  it  is  not  of  first-grade  quality. 
//  is  further  ordered.That  the  respond- 
ents shall,  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing  set- 
ting forth  in  detail  the  manner  and  form 
in  which  they  have  complied  with  this 
order. 

By  the  Commission. 

I  SEAL]  D.  C.  Daniel, 

Secretary. 

IF.    R.   Doc.   49-4088;    Piled.   May   23,    1949; 
8:49  a.  m.J 
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TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  II — Federal  Housing  Admin- 
istration, Housing  and  Home  Fi- 
nance Agency 

Subchopter     A — Property      Improvement      Loans 

Part  202 — Class  3  Property 
Improvement  Loans 

progress  payments 

Paragraph  202  8  <d  >  of  Part  202  of  the 
Regulation.s  of  the  Fcde;  al  Housing  Com- 
missioner governing  Class  3  loans,  ef- 
fective July  1. 1947,  as  amended,  is  hereby 
amended  by  adding  at  the  end  thereof 
the  following  new  .sentence:  "Notwith- 
standing any  other  provision  of  this  sec- 
tion, part  or  all  of  the  proceeds  of  the 
loan  may,  at  any  time  after  the  execu- 
tion of  the  mortgage  instruments  by  the 
borrower,  be  placed  in  escrow  or  in  a 
special  account  for  the  benefit  of  the  bor- 
rower: Provided.  That  disbursements 
therefrom  shall  be  made  only  at  the 
time  and  under  the  cond, lions  as  other- 
wise pre.-cribed  in  this  section." 

'Sec.  2.  48  Stat.   1246.  as  amended;   12 
U.  S.  C.  and  Sup.  1703  > 

The  amendment  contained  herein  shall 
have  the  same  force  and  efloct  as  if  in- 
cluded in  and  made  a  part  of  each  Con- 
tract of  Insurance  and  is  effective  as  to 
all  loans,  the  proceeds  of  which  have  not 
been  fully  disbursed  prior  to  the  date 
hereof. 

Issued  at  Washington,  D.  C.  May  19 
1949. 

Franklin  D.  Rich.\rds. 
Federal  Housing  Commi.ssioncr. 

IF.    R.    Doc.    49  4086;    Filed.    ^Iay    23,'^1949; 
8:49  a.  m.l 


Chapter  VIII — Office  of  Housing 
Expediter 

I  Controlled  Rooms  In  Rooming  Houses  and 
Oiher  Establishment.s  Rent  Reg.,  Miami 
Defense-Rental  Area.'  Amdt.  16] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947.  as 
Amended 

HENT  regulation  EOR  CONTROLLED  ROOMS 
IN  ROOMING  HOUSES  AND  OTHER  ESTAB- 
LISHMENTS IN  MIAMI  DEFENSE-RENTAL 
AREA 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  in  Miami  Defense-Rental 
Area  (SS  825.121  to  825.132)  Is  hereby 
amended  in  the  following  re.spect: 

Section  825.121  (a)  is  changed  to  read 
as  follows: 

(a)  Rooms  in  rooming  houses,  hotels 
and  other  establish7ncnts  i  n  Bmfen.se- 
Rental  Area  to  which  II  825.121  to  825.132 


'  13  F.  R.  5777,  8G92,   14  F    R    20.  978,  1584, 
18C9,  2062,  2239,  2608. 
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apply:  Sections  825.121  to  825.132.  ap- 
ply to  all  rooms  In  hotels,  rooming  houses 
and  other  establishments  in  Miami  De- 
fense-Rental Area,  except  as  provided 
In  §825.121  <b).  The  Miami  Defense- 
Rental  Area  consists  of  the  County  of 
Dade,  in  the  State  of  Florida,  except  the 
municipalities  of  Miami  Beach.  Surfside. 
Bal  Harbour.  Bay  Harbor  Island  and 
Hialeah.  The  Miami  Defense-Rental 
Area  is  referred  to  hereinafter  in 
§5  825.121  to  825.132.  as  the  'Defense- 
Rental  Area". 

Tl-iis  amendment  decontrols  from 
5  5  825  121  to  825.132  the  City  of  Hialeah. 
in  Dade  County.  Florida,  a  portion  of  the 
Miami.  Florida.  Defense-Rental  Area. 

(Sec  204  'd».  61  Stat.  197,  as  amended. 
62  Stat.  37,  94.  Pub.  Law  31,  81st  Cong.; 
50  U  S.  C.  App.  1894  fd>.  Applies  sec. 
204  61  Stat.  197,  as  amended.  62  Stat.  37, 
94.  by  Pub.  Law  31.  81st  Cong. ;  50  U.  S.  C. 
App.  1894 » 

This  amendment  shall  become  effec- 
tive May  19.  1949. 


RULES  AND  REGULATIONS 

Issued  this  19th  day  of  May  1949, 

Ed  Dtjpree, 
Acting  Housing  Expediter. 

(F,   R.    Doc.    49-4090:    Filed.   May    23.    1949; 
8:55  a.  m.) 


(Controlled  Housing  Rent   Reg.,  Miami 
Defense-Rental  Area,'  Amdt.  20] 

Part  825— Rent  Regulations  Under  the 
Housing  and  Rent  Act-^of  1947,  as 
Amended 

CONTROLLED     HOUSING     RENT     RECUL.\TION 
FOR    MIAMI    DEFENSE-RENTAL    AREA 

The  Controlled  Housing  Rent  Regula- 
tion for  the  Miami  Defense-Rental  Area 
(§;>  825.41  to  825.52)  is  amended  in  the 
following  respect: 

Section  825.41  (a)  is  changed  to  read 
as  follows: 

(a)  Housing  and  defense-rental  area 
to  which  S!§  825.42  to  825.52  apply.  Sec- 
tions 825.41  to  825.52,  apply  to  all  hous- 
ing accommodations  in  the  Miami  De- 

•  13  F  R  5735,  6246,  8339;  14  F.  R.  20.  93. 
145.  978.  1395.  1588,  1868,  2061.  2235.  2607. 


fense-Rental  Area,  except  as  provided  in 
§825.41  (b).  The  Miami  Defense- 
Rental  Area  consists  of  the  County  of 
Dade,  in  the  State  of  Florida,  except  the 
municipalities  of  Miami  Beach.  Surfside, 
Bal  Harbour.  Bay  Harbor  Island  and 
Hialeah.  The  Miami  Defense-Rental 
Area  is  referred  to  hereinafter  in 
§S  825.41  to  825  52,  as  the  "Defense- 
Rental  Area". 

This  amendment  decontrols  from 
55  825.41  to  825.52  the  City  of  Hialeah. 
in  Dade  County,  Florida,  a  portion  of  the 
Miami.. Florida.  Defense-Rental  Area. 

(Sec  204  (d).  61  Stat.  197.  as  amended. 
6''  Stat  37.  94,  Pub.  Law  31.  81st  Cong.; 
50  U.  S.  C.  App.  1894  (d'.  Applies  sec. 
204  61  Stat.  197.  as  amended.  62  Stat.  37, 
94.  by  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894  • 

This  amendment  shall  become  effec- 
tive May  19.  1949. 

Issued  this  19th  day  of  May  1949 

Ed  Dupr^e. 
Acting  Housing  Expediter. 

IF    R.    Doc    49  4089:    FUed,    May    23,    1913: 
8:54  a.  m.) 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Production    and    Marketing 
Administration 

I  7  CFR,  Part  988  1 

Handling  of  Milk  in  Knoxville,  Tenn., 
Marketing  Area 

NOTICE  OF  recommended  DECISION  AND  OP- 
PORTUNITY TO  FILE  WRITTEN  EXCEPTIONS 
THERETO  W^TH  RESPECT  TO  PROPOSED 
MARKETING  AGREEMENT  AND  TO  PROPOSED 
ORDER 

Pursuant  to  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  mariceting  agree- 
ments and  marketinc  orders  *7  CFR. 
Supps..  900.1  et  seq.>,  notice  is  hereby 
given  of  the  filing  with  the  Hearing  Clerk 
of  a  recommended  decision  of  the  Assist- 
ant Administrator.  Production  and  Mar- 
keting Administration.  United  States 
Department  of  Agriculture. .with  respect 
to  a  proposed  marketing  agreement  and 
to  a  proposed  order  regulating  the  han- 
dling of  milk  in  the  Knoxville.  Tennessee, 
marketing  area,  to  be  made  effective  pur- 
suant to  the  provisions  of  the  Agricul- 
tural Marketing  Agreement  Act  of  1937. 
as  amended  (7  U.  S.  C.  601  et  seq.>. 

Interested  parties  may  file  written  ex- 
ceptions to  this  recommended  decision 
with  the  Hearing  Clerk.  Room  1846, 
South  Building.  United  States  Depart- 
ment of  Agriculture.  Washington  25, 
D  C  not  later  than  the  close  of  business 
on  the  15th  day  after  publication  of  this 
recommended  decision  in  the  Federal 
Register.  Exceptions  should  be  filed  in 
quadruplicate. 

Preliminary  statement.  A  public  hear- 
ing on  the  record  of  which  the  proposed 
maxketing  agreement  and  the  proposed 


order  have  been  formulated,  was  called 
by  the  Production  and  Marketing  Ad- 
ministration. United  State  Department 
of  Agriculture,  following  receipt  of  a 
propo-sed  marketing  agreement  and  a 
proposed  order  filed  by  the  Knoxville 
Milk  Producers'  A.s.sociation.  Additional 
proposals  for  consideration  were  submit- 
ted by  handlers  in  the  proposed  Knoxville 
marketing  area.  The  public  hearing 
was  held  at  Knoxville.  Tennessee  on  July 
21  to  23  and  July  26  to  28.  1948.  all 
dates  inclusive,  pursuant  to  a  notice  Is- 
sued on  June  30.  1948  <13  F.  R  3.40>. 
The  material  issues  presented  on  tne 

record  were: 

(a>  Whether  the  handling  of  milk  in 
the  Knoxville.  Tennessee,  marketing 
area  is  in  the  current  of  interstate  com- 
merce or  directly  burdens,  obstructs,  or 
affects  interstate  commerce; 

(b'  Whether  marketing  conditions 
justify  the  i.ssuance  of  an  order  regu- 
lating the  handling  of  milk  in  the  Knox- 
ville, Tennessee,  marketing  area;  and 

(c)  If  is.suance  of  such  an  order  is 
justified,  what  its  provisions  should  be. 

The  evidence  on  this  issue  involved  the 

following: 

.    (1)  The  extent  of  the  marketing  area; 

(2»  The  definition  of  "producer." 
"handler."  "producer-handler."  "fluid 
milk  plant,"  "other  source  milk,"  "de- 
livery period."  and  other  terms; 

(3 )  The  classification  of  milk  and  milk 
products; 

(4>  Transfers  of  milk  between  han- 
dlers and  between  handlers  and  non- 
handlers; 

(5)  Allocation  of  skim  milk  and  but- 
terfat  classified; 

(6)  The  determination  and  level  of 
class  prices; 

i7>  Payments  to  producers; 


(8)  The  amount  of  administrative 
assessment ; 

i9»  The  amount  of  deduction  for 
marketing  services;  and 

(10*  The  administrative  provisions 
common  to  all  orders. 

Findings  and  conclusions.  Upon  the 
basis  of  the  evidence  adduced  at  such 
hearing,  it  is  hereby  found  and  con- 
cluded that : 

(a)  The  handling  of  milk  in  the  Knox- 
ville, Tennessee,  marketing  area  is  in 
the  current  of  Interstate  commerce  and 
directly  burdens,  obstructs,  and  affects 
inter.state  commerce  In  milk  and  its 
products. 

It  is  evidenced  from  the  following 
facts  that  milk  and  milk  products  move 
into  and  out  of  the  Knoxville  market 
without  regard  to  .state  boundaries,  and 
the  milk  produced  for  the  Knoxville 
market  competes  with  milk  and  its  prod- 
ucts moving  in  the  current  of  interstate 
commerce  through  manufacturing  out- 
lets and  other  fluid  milk  markets: 

(1)  Knoxville  handlers  obtain  their 
supplies  of  milk  for  fluid  consumption 
from  -sources  both  within  and  outside  of 
the  State  of  Tennessee.    Whole  milk  is 
purchased  from  dairy  farms,  approved 
by  the  Knoxville  Health  Department,  lo- 
cated  within   the   State   of   Tennessee. 
Additional    approved   supplies   of    milk 
have  been  received  from  plants  located 
in  the  States  of  Wisconsin  and  Minne- 
sota.   Such  supplies  of  milk  have  been 
received  as  follows:  December  1944.  37.- 
925  gallons  from  Hartford  and  Antico. 
Wisconsin,     and     Winona.    Minnesota; 
February  and  March.  1945.  63.912  gal- 
lons  from  Hartford   and   Antigo.  Wis- 
con.sin.   and   Winona,   Minnesota;    and 
April  1945.  11.315  gallons  from  Hartfcrd. 
Wisconsin, 
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Large  quantities  of  approved  con- 
densed skim  milk,  milk  powder,  and 
fluid  cream  are  regularly  received  by 
Knoxville  handlers  from  other  states, 
principally  Wi.sconsin.  for  fluid  distribu- 
tion. Such  shipments  In  recent  years, 
converted  to  a  milk  equivalent,  are  as 
follows:  1945,  2.488.329  gallons  of  con- 
densed skim  milk.  78.197  gallons  of  milk 
powder,  and  181,997  gallons  of  cream; 
1946,  1.301.511  gallons  of  condensed  skim 
milk,  and  84.048  gallons  of  cream;  1947, 
1.827.711  gallons  of  condensed  skim  milk. 
111.354  gallons  of  milk  powder,  and  57.- 
075  gallons  of  cream;  and  1948.  389,967 
gallons  of  condensed  skim  milk.  152,237 
gallons  of  milk  powder,  and  15.570  gal- 
lons of  cream.  The  movement  of  these 
out-of-state  supplies  into  the  Knoxville 
market  is  greater  during  the  fall  and 
winter  months,  but  some  has  been 
brought  in  at  all  times  of  the  year  and 
commingled  with  milk  purcha.sed  locally 
in  the  plants  of  Knoxville  handlers  for 
sale  in  competition  with  the  local  milk. 
In  addition  to  these  receipts,  substantial 
quantities  of  ungraded  condensed  .skim 
milk,  milk  powder,  and  cream  were  re- 
ceived from  other  states.  During  the 
year  of  1947,  the  total  receipts  of  all  milk 
products  by  Knoxville  handlers  from 
other  states  amounted  to  more  than  20 
percent  of  their  total  receipts  of  milk  and 
milk  pi(oducts  from  all  sources. 

The  t^ecord  Indicates  that  Knoxville 
handlers  import,  from  out-of-state,  large 
quantities  of  butter  which  are  sold  In 
competition  wiih  butter  manufactured 
from  local  .supplies. 

<2»  There  is  competition  In  the  pro- 
curement of  milk  produced  in  Tennessee 
for  the  Knoxville  market  and  for  the 
Chattanooga.  Tenne.ssee,  market,  which 
latter  market  procures  milk  from  sources 
outside  of  Tennesjiee.  Approximately  30 
to  35  percent  of  the  milk  supply  for  the  • 
Chattanooga.  Tennessee,  fluid  market 
comes  from  farms  located  within  or  ad- 
jacent to  the  southwest  portion  of  the 
Knoxville  milkshed.  The  Chattanooga 
market  serves  consumers  in  both  the 
State  of  Tennessee  and  the  State  of  Geor- 
gia, and  receives  approximately  30  per- 
cent of  its  milk  supply  from  dairy  farms 
located  in  the  State  of  Georgia. 

•  3»  There  is  direct  competition  for 
milk  supplies  In  the  Knoxville  milkshed 
between  Knoxville  handlers  and  local 
manufacturing  plants.  Dairy  farmers 
located  In  the  Knoxville  milkshed  may 
t  lect  to  sell  their  milk  to  one  of  several 
local  fluid  markets  or  to  one  of  three 
manufacturing  outlets.  The  Pet  Milk 
Company  receives  milk  regularly  from 
the  northeast  portion  of  the  Knoxville 
milkshed  for  an  evaporating  milk  plant 
located  at  Greeneville.  Tennessee.  The 
S  olt  Cheese  Company,  located  at  Sweet- 
water. Tenne.ssee.  in  the  southwest  por- 
tion of  the  Knoxville  milkshed.  purchases 
milk  from  dairy  farmers  for  use  in  chee.se 
niaking.  The  Sugar  Creek  Creamery  op- 
erates a  plant  at  Knoxville.  Tennessee, 
at  which  they  buy  cream  for  butter  mak- 
ing. Milk  so  purchased  by  these  manu- 
facturing plants  Is  made  Into  products 
which  are  .sold  out-of-state,  as  well  as  in 
Tenne.ssee  markets. 

'4>  There  are  substantial  quantities 
•"f  milk  produced  in  Tennessee  wh  ch  are 
cl  ..posed  of  outside  of  the  state  by  Knox- 
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ville  handlers  for  use  in  fluid  or  other 
form.  The  record  shows  that  Pet  Dairy 
Products  Company,  a  handler  In  the 
Knoxville  market,  disposed  of  19.58  per- 
cent of  its  total  bottled  sales  In  areas  out- 
side of  the  state  during  the  month  of  May 
1948.  This  handler  also  shipped  1.265,803 
pounds  of  Knoxville  Grade  A  producer 
milk  in  bulk  to  Big  Stone  Gap,  Virginia, 
during  the  months  of  April  through  Sep- 
tember 1947. 

'5)  Bottled  milk,  cream,  chocolate 
milk,  and  ice  cream  are  disposed  of  by 
Knoxville  handlers  to  the  Knoxville  air- 
port for  consumption  locally  and  on 
planes  operating  Interstate.  Bottled 
milk  is  al.'^o  sold  by  Knoxville  handlers 
to  the  Southern  Railroad  which  places  it 
in  dining  cars  and  transports  and  sells 
It  outside  the  State  of  Tennessee. 

<b)  A  marketing  agreement  and  order 
regulating  the  himdling  of  milk  in  the 
Knoxville,  Tennessee,  marketing  area  is 
needed  in  order  to  establish  a  well- 
defined  and  uniform  price  plan  which 
will  guarantee  pi  oducers  equal  shares  of 
the  market  and  returns  sufficient  to  at- 
tract an  adequate  supply  of  pure  and 
wholesome  milk,  and  to  protect  the  pub- 
lic Interest. 

The  dairy  industry  in  the  Knoxville 
market  grew  very  rapidly  during  World 
War  II  with  the  result  that  the  volume 
of  milk  distribuiPd  by  the  13  handlers 
has  approximately  doubled  the  volume 
distributed  prior  to  the  war.  These 
sales  of  milk  to  consumers  In  Knoxville. 
Tennessee  are  required  to  be  made  from 
Grade  A  supplies  in  accordance  with  the 
requirements  of  a  revised  milk  ordi- 
nance adopted  by  the  City  on  February 
8.  1944.  Althoui:h  the  market  has  ex- 
perienced some  increase  in  the  number 
of  Grade  A  producers  and  in  the  total 
production  of  graded  milk  in  the  past 
two  years,  such  increase  in  production 
has  not  kept  pace  with  the  growing  de- 
mand, and  the  market  has  been  re- 
quired to  obtain  additional  supplies  of 
graded  milk  from  distant  sources. 
Within  the  Knoxville  milkshed  there  Is 
sufficient  milk  produced  to  supply  all 
fluid  requirements  of  the  market,  but  a 
sufficient  number  of  dairy  farmers,  now 
producing  milk  for  sale  to  nearby  manu- 
facturing plants,  have  not  been  attracted 
to  the  Knoxville  Grade  A  market.  It 
must  be  concluded  that  the  difference 
between  the  prices  paid  for  milk  for  man- 
ufacturing purpo.ses  and  prices  paid  by 
Knoxville  handlers  has  been  insufficient 
to  compefisate  such  farmers  /or  the 
added  costs  of  producing  milk  which 
meets  the  health  requirements  for  fluid 
consumption  in  the  City  of  Knoxville 
and  to  provide  the  necessary  incentive 
to  encourage  such  dairy  farmers  to  shift 
to  the  Knoxville  Grade  A  market. 

During  this  rapid  growth  in  the  in- 
dustry, most  of  the  organized  producers 
have  not  been  in  a  position  to  augment 
supplies  by  enlarging  their  membership 
or  by  encouraging  higher  production  per 
member.  There  are  475  producers  sell- 
ing Grade  A  milk  to  the  Knoxville  mar- 
ket. Of  this  total,  179  producers  are 
members  of  the  Knoxville  Milk  Produc- 
ers' Association.  ?nd  approximately  40 
are  members  of  t'e  Monroe  County  Co- 
operative.   The  Knoxville  Milk  Produc- 
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ers'  Association  ^proponents  of  the  pro- 
posed order),  has  engaged  In  making 
collective  sales  of  milk  of  its  members 
to  the  majority  of  handlers  in  Knoxville. 
while  the  milk  of  Monroe  County  Coop- 
erative producers  Is  sold  to  one  large 
handler  who  also  buys  milk  from  the 
Knoxville  Milk  Producers'  A'^sociation. 
When  the  Knoxville  Milk  Producer.s* 
Association  began  operations  in  1933.  It 
had  a  membership  of  503  producers 
which  represented  about  98  percent  of 
the  milk  sold  in  the  Knoxville  market. 

Since  its  organization,  the  association 
has  attempted  to  work  out  various  plans 
of  marketing  milk  which  would  encour- 
age the  development  of  supplies  In  rela- 
tion to  demand.  The  first  of  <\ich  plans 
was  an  attenyjt  to  sell  mHk  on  a  cla.ss- 
use  basis  from  1933  to  1937.  This  at- 
tempt broke  down  because  all  handlers 
who  bought  milk  did  not  keep  accurate 
plant  records  from  which  proper  audits 
could  be  made 

IXiring  the  period  1959-1942,  the  as.so- 
ciatlon  operated  a  proces-ing  plant  for 
the  disposal  of  "surplus"  milk  which 
was  supposedly  not  needed  for  fluid  u.ses. 
At  the  time  the  processing  plant  was  in 
operation,  some  of  the  handlers  agreed 
to  pay  the  association  a  specified  price 
for  milk  for  fluid  uses  with  any  sup- 
posedly exce.ss  member  milk  being  de- 
livered to  the  processing  plant.  Thus, 
the  average  price  returned  to  members 
of  the  association  was  affected  by  the 
amount  of  excess  milk  handled  in  the 
proces.sing  plant,  while  .some  handlers, 
purchasing  milk  from  nonmembers.  paid 
such  producers  on  the  basis  of  the  asso- 
ciation's average  price  and  others  paid 
.such  nonmembers  on  the  basis  of  the 
price  of  milk  for  fluid  uses.  This  prac- 
tice resulted  in  a  depressing  effect  upon 
the  total  returns  to  producers  as  well 
as  an  unequal  distribution  of  the  total 
returns  among  producers. 

After  the  failure  of  the  prior  attempts 
to  work  out  an  acceptable  marketing 
plan,  the  as.^ociation  was  forced  to  nego- 
tiate a  "flat"  price  for  all  milk  delivered. 
The  negotiation  of  such  a  price  was  Influ- 
enced by  the  amount  of  any  anticipated 
or  claimed  .surplus  without  an  accounting 
of  the  actual  amount  of  surplus  experi- 
enced in  the  total  market  or  any  pooling" 
between  handlers  to  equalize  the  co.st  of 
disposing  of  any  burdensome  surplus. 
Furthermore,  it  Is  indicated  that,  during 
the  sprinc  of  1947  when  handlers  were, 
complaining  of  burden.some  .surpluses, 
additional  Grade  A  supplies  were  pur- 
chased from  sources  outside  of  the 
market. 

In  addition,  the  failure  to  work  out  a 
fair  and  equitable  pricing  plan  in  the 
market  has  contributed  to  many  discrim- 
inatory practices.  Some  handlers  have 
followed  the  practice  of  free  hauling  of 
milk  for  certain  producers.  Certain 
handlers  have  a.si^isted  some  producers  by 
financing,  interest  free.  Improvements 
required  to  enable  them  to  qualify  as,  or 
to  continue  to  qualify  as.  graded  pro- 
ducers. In  some  instances  this  financing 
has  also  f  xtended  to  livestock  purchases. 
Some  handlers  have  made  deductions  of 
as  much  as  75  cents  per  hundredweiPht 
In  paying  certain  producers  for  milk 
which  was  temporarily  degraded  xy  Uie 
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health  authorities  while  other  producers 
received  no  deduction  for  such  milk. 

The  lack  of  a  well-de^ned  and  uni- 
form pricing  policy  and  the  prevalence  of 
the  many  discriminatory  practices  in  the 
payment  for  milk  have  not  contributed 
to  stable  marketing  by  assuring  producers 
uniform  and  dependable  prices  consistent 
with  changing  economic  conditions,  or 
assuring  producers  direct  payment   for 
milk  in  accordance  with  the  weights,  but- 
terfat    tests,    and    uses    made    thereof. 
Pricing  the  milk  of  producers  in  accord- 
ance with  its  use,  auditing  of  handlers' 
utilization  of  milk,  and  checking  weights 
and  tests  by  an  impartial  agency  under 
an   order   will   aid   in   establishing   and 
maintaining   the  orderly  marketing  of 
milk  and  Its  products  In  the  Knoxville 
market. 

(c  Prom  the  evidence  it  is  concluded 
that  the  proposed  marketing  agreement 
and  order  which  are  hereinafter  set  forth, 
and  all  the  term.-  and  provisions  thereof, 
meets  the  needs  of  the  Knoxville  market 
and  will  tend  to  effectuate  the  declared 
policy  of  the  act.  The  following  find- 
ings and  conclusions  are  made  with  re- 
spect to  the  various  provisions  of  the 
marketing  agreement  and  order. 

(1)  Bfptent  of  the  marketing  area. 
The  marketing  area  should  be  defined  to 
include  all  of  the  territory  within  the 
corporate  limits  of  the  City  of  Knoxville, 
Tennessee.  Both  producers  and  han- 
dlers proposed  that  the  marketing  area 
also  Include  the  territory  within  Knox 
County  and  handlers  further  proposed 
the  Inclusion  of  a  number  of  towns  and 
cities  in  neighboring  counties  in  which 
Knoxville  handlers  dispose  of  considera- 
ble quantities  of  bottled  milk.  Distribu- 
tors in  the  areas  outside  of  Knoxville, 
propo.sed  for  inclusion  In  the  marketing 
arefl.  and  producers  contend  that  the 
health  requirements  and  administration 
thereof  in  these  areas  are  different  frem 
those  of  Knoxville.  Proponents  for  the 
inclu.sion  of  such  areas  failed  to  refute 
this  contention. 

Handlers  argue  that  without  inclu- 
sion of  the  areas  outside  of  the  City  of 
Knoxville,  which  were  contained  in  their 
proposal,  they  would  be  forced  to  operate 
at  a  competitive  disadvantage  with  other 
distributors  in  such  areas  who  would  not 
be  regulated  a.s  to  minimum  paying  prices 
for  milk.  The  record  refutes  such  an  ar- 
gument in  that  it  is  shown  that  distribu- 
tors in  the  principal  surrounding  local 
fluid  markets  competing  with  Knoxville 
handlers  have  been  paying  at  least  the 
Knoxville  price  for  Grade  "A"  milk. 
Furthermore,  the  record  shows  that 
prices  paid  to  farmers  for  milk  in  all  of 
such  surrounding  local  fluid  markets  are 
influenced  by  orices  paid  by  Knoxville 
handlers  for  milk  for  fluid  uses.  It  must 
be  concluded  that  those  distributors  are 
forced  to  meet  Knoxville  paying  prices 
in  order  to  retain  their  shippers  and 
hence  could  not  have  a  competitive  ad- 
vantage over  Knoxville  handlers  becaase 
of  lower  paying  prices. 

(2>  Definitions.  The  term  "producer" 
should  be  defined  as  any  person,  except  a 
producer-handler,  who  produces  milk 
under  a  dairy  farm  Inspection  permit 
issued  by  the  appropriate  health  au- 
thoripy  in  the  marketing  area,  whose 
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milk  conforms  to  the  appropriate  health 
standards  for  milk  for  fluid  consump- 
tion and  is  received  at  a  fluid  milk  plant, 
or  is  diverted  by  a  handler  to  a  non- 
fluid  milk  plant.    All  dairy  farmers  pro- 
ducing  milk   for   fluid  consumption  in 
the  proposed  marketing  area  must  have 
pas.sed  a  farm  inspection  and  hold  a  per- 
mit  issued   by   the   appropriate   health 
authority  before  such  milk  may  be  re- 
ceived in  a  fluid  milk  plant.    The  rec- 
ord shows  that  a  permit,  once  i.ssued. 
Is  required  to  be  revoked  If  a  producer 
goes  off  grade  on  bacteria  count,  tem- 
perature, violation  of  the  sanitation  re- 
quirements,   or    building    requirements 
and  fails  to  come  back  on  grade  within 
a  thirty  day  period.    As  long  as  a  dairy 
farmer  holds  a  permit  he  is  an  approved 
shipper   for  the  Knoxville  market  and 
should    be    considered    as    a    producer. 
Milk  of  a  producer-handler  is  excluded 
from  the  definition  since  It  is  proposed 
that  such  milk  be  considered  as  other 
source  milk. 

The  term  "handler"  should  be  defined 
to  include  a  producer-handler  and  any 
person  operating  a  fluid  milk  plant  who 
receives  producer  milk  at  such  plant  or 
who  diverts  producer  milk  to  any  other 
milk  distributing  or  milk  manufacturing 
plant  for  his  account.    The  term  should 
be  .sufficiently  broad  to  Include  any  co- 
operative association  of  producers  which 
might  divert  producer  milk  for  the  ac- 
count of  such  association.     A  definition 
of   "handle"   is   necessary  in  order  to 
specify  what  type  of  proce.s.sors  and  dis- 
tributors are  to  be  subject  to  regula- 
tion.   Only  operators  of  plants  approved 
by   the   appropriate   health   authorities 
may    process    and    distribute    milk    for 
fluid  consumption  In  the  marketing  area 
or  receive  and  cool  milk  for  shipment  to 
a  plant  which  processes  and  distributes 
nTIlk  for  fluid  consumption  in  the  mar- 
keting area.     The  definition  is  limited 
to  producer-handlers  and  to  those  ap- 
proved plant  operators  who  receive  pro- 
ducer   milk    and    is    not    intended    to 
Include  such  person  in  his  capacity  as 
operator  of   a   nonfluid   milk   plant.     A 
cooperative  association  of  producers  Is 
Included.  thou;:h  It  might  not  operate  a 
fluid  milk  plant,  so  that  in  the  event 
any  handler  receives  producer  milk  in 
exce.ss  of  his  fluid  requirements  the  as- 
.sociation  may  divert  such  excess  milk  to 
another  plant  where  it  may  be  used  in 
a  higher  u^e  classification  than  in  which 
the  first  handler  might  otherwise  util- 
ize it,  or  In  the  event  no  use  can  be 
found  for  such  milk  in  the  Knoxville 
market  the  a.«;sociation  may  divert  such 
milk  to  other  outlets.    This  will  promote 
the  efficient  utilization  of  producer  milk. 
The  term  "producer-handler"  should 
be  defined  as  any  person  who  produces 
milk  under  a  dairy  farm  Inspection  per- 
mit i.s.sued  by  the  appropriate  health  au- 
thority in  the  marketing  area  and  who 
processes  milk  from  his  own  production, 
distributing  all  or  a  portion  of  such  milk 
within  the  marketing  area  as  Cla.ss  I 
milk,  but  who  receives  no  milk  from  pro- 
ducers.   Since  it  is  proposed  that  milk 
of  producer-handlers  be  considered  as 
other  source  milk  and  a  producer-han- 
dler is  exempted  from  specified  provi- 
sions of  the  order.  It  is  necessary  that  the 


term  be  defined  for  facility  in  drafting 
the  various  provisions.  It  is  proposed 
that  a  producer-handler  be  exempted 
from  the  pricing  and  payment  provision 
and  from  payment  of  the  administrative 
assessment  as  long  as  he  buys  no  pro- 
ducer milk.  Producer-handlers  should 
be  allowed  to  transfer  milk  among  them- 
selves without  affecting  their  status  as 
producer-handlers. 

The  term  "fluid  milk  plant"  .'Jhould  in- 
clude: The  premises  and  the  portions  of 
the  building  and  facilities  approved  by 
the  appropriate  health  authority  in  the 
marketing   area  and  used  for   <1)    the 
receipt  and  processing  or  packaging  of 
producer  milk,  all  or  a  portion  of  which 
Is  disposed  of  from  such  plant  on  whole- 
sale or  retail  routes  within  the  delivery 
period  as  Class  I  milk  In  the  marketing 
area  or  <2»   the  receipt  and  cooling  of 
producer  milk  for  shipment  to  a  plant 
described  in  <1»  above.     A  definition  of 
a  fluid  milk  plant  is  Included  to  further 
define  the  type  of  processor  and  distrib- 
utor to  be  subject  to  regulation  and  to 
clarify  the  language  of  the  producer  and 
handler  definitions  and  the  language  of 
other  provisions  of  the  order  in  which 
the  term  fluid  milk  plant  is  u.sed.    Since 
any  receiving  station  or  plant  receiving 
and  processing,  or  packaging  milk  for 
fluid  consumption  in  the  marketing  area 
must  be  inspected  and  approved  by  the 
appropriate  health  authorities,  the  defi- 
nition is  limited  to  that  portion  of  a 
plant    which    is    used    to    receive    and 
process,  or  package  producer  milk  for 
fluid    consumption    in    the    marketing 
area:  Provided,  That  in  the  case  of  an 
approved   and   unapproved   plant  oper- 
ated under  one  management  the  physi- 
cal set-up  of  each  plant  and  the  books 
and  records  thereof  are  such  that  the 
market  administrator  can  .satisfactorily 
account  for  the  total  receipts  and  utili- 
zation of  milk  in  each  plant.    Con.=-ider- 
able  discussion  was  had  on  the  record 
with  respect  to  the  inclusion  of  a  receiv- 
ing station  in  the  definition  of  a  fluid 
milk   plant.     The  operator  of   a  plant 
which  first  receives  producer  milk  should 
be  held  responsible  for  payment  for  such 
milk.     Hence,  a  receiving  station  is  in- 
cluded under  the  definition.    Any  milk 
manufacturing  and  processing  or  bot- 
tling plant  not  qualified  under  such  a 
definition  Is  concluded  to  be  a  "nonfluid 
milk  plant." 

The  term  "other  source  milk"  should  be 
defined  to  include  all  skim  milk  and  but- 
terfat  received  In  any  form  from  a  pro- 
ducer-handler or  from  a  soiuce  other 
than  producers  or  other  handlers,  except 
any  nonfluid  milk  product  received  and 
disposed  of  In  the  same  form.  The  term 
is  defined  for  facility  in  drafting  the  sub- 
sequent provisions  of  the  order.  While 
milk  produced  by  a  producer-handler 
meets  all  the  requirements  of  regular 
producer  milk,  such  milk  is  not  available 
for  regular  purchases  by  handlers.  Pro- 
ducer-handlers normally  dispose  of  their 
milk  during  most  of  the  year  in  Class  I 
products.  Under  these  conditions,  the 
pooling  of  any  surplus  milk  purchased 
from  producer-handlers  would  result  In 
higher  prices  to  producer-handlers  than 
to  regular  producers,  since  producer- 
handlers'  Class  I  milk  Is  not  pooled  with 
producer  milk.    It  is  concluded  there- 
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fore  that  such  receipts  from  producer- 
handlers  should  be  treated  as  other 
source  milk.  Nonfluid  milk  products  re- 
ceived and  disposed  of  In  the  same  form 
are  not  Included  as  other  source  milk. 
Inclusion  of  such  products  as  other 
source  milk  would  only  add  to  the  work 
of  the  market  administrator  and  han- 
dlers In  the  reporting  and  classification 
of  such  nonfluid  milk  products  and  would 
not  change  the  classification  of  any  pro- 
ducer receipts. 

The  term  "delivery  period"  should  be 
defined  as  a  calendar  month,  or  the  por- 
tion thereof  during  which  this  order  Is  In 
effect.  The  term  Is  defined  for  facility  in 
drafting  the  subsequent  provisions  of  the 
order.  Producers  proposed  that  a  month 
be  broken  into  two  delivery  periods  to 
correspond  with  the  current  practice  In 
the  market  of  paying  producers  for  milk. 
It  Is  concluded  that  adoption  of  such  a 
proposal  would  result  In  an  excessive  ex- 
pense of  administration  and  that  a  twice- 
a-month  payment  can  be  accomplished 
through  an  advance  payment  on  or  be- 
fore the  last  day  of  each  delivery  period 
and  a  final  payment  by  the  15th  of  the 
succeeding  delivery  period. 


The   terms   "act."   "person. 
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tary," "Department  of  Agriculture."  "co- 
operative associations."  and  "producer 
milk"  should  be  defined  to  shorten  the 
language  In  the  subsequent  sections  of 
the  order.  These  terms  are  common  to 
Federal  milk  marketing  orders  Issued 
pursuant  to  the  act.  No  controversy  de- 
veloped at  the  hearing  regarding  the 
defintions  of  these  terms. 

(3)  Classification  of  milk.  The  classi- 
fication of  milk  .should  be  as  follows: 
Class  I  milk  should  include  all  skim  milk 
and  butterfat  disposed  of  in  fluid  form 
as  milk,  skim  milk,  buttermilk,  flavored 
milk,  and  flavored  milk  drinks,  cream 
and  any  cream  product,  except  Ice  cream 
mix,  and  all  skim  milk  and  butterfat  not 
specifically  accounted  for  as  Class  II 
milk.  Class  II  milk  should  Include  all 
skim  milk  and  butterfat  used  to  produce 
any  item  other  than  those  specified  in 
Class  I  milk.  Inventory  variations,  dis- 
posed of  for  animal  feed,  actual  plant 
shrinkage  of  skim  milk  and  butterfat  re- 
ceived In  producer  milk  (but  not  in  ex- 
cess of  2.5  percent  of  such  receipts  of 
skim  milk  and  butterfat,  respectively) 
and  actual  plant  shinkage  of  skim  milk 
and  butterfat,  respectively,  in  other 
source  milk  received. 

While  both  producers  and  handlers 
proposed  that  skim  milk  and  butterfat 
disposed  of  In  fluid  milk  be  classified  aS 
Class  I,  handlers  contend  that  skim  milk 
and  butterfat  contained  In  skim  milk, 
buttermilk,  flavored  milk,  flavored  milk 
drinks,  cream,  and  cream  products 
should  be  classified  In  a  separate  class 
priced  somewhat  below  fluid  milk.  The 
record  shows  that  all  of  these  Items  sold 
In  the  marketing  area  must  be  made 
from  approved  Grade  "A"  skim  milk  and 
butterfat.  They  are  all  disposed  of  In 
fluid  form  through  the  same  retail  and 
wholesale  channels  as  bottled  fluid  milk. 
Their  physical  characteristics,  purposes, 
values,  and  uses  are  more  nearly  similar 
to  those  of  fluid  milk  than  to  the  products 
to  be  classlfled  as  Class  II  milk.  Fur- 
thermore, in  the  pricing  of  producer  milk 
u^ed  in  these  products  recognition  is 
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given  to  the  amount  of  butterfat  in  these 
products  by  pricing  the  skim  milk  and 
butterfat  separately.  The  present  sup- 
ply of  producer  milk  Is  Inadequate  to 
meet  the  minimum  requirements  for 
Grade  A  milk  in  the  marketing  area. 
Classification  of  any  of  these  Items  In  a 
lower  use  class  would  not  be  in  the  public 
Interest  In  that  this  would  necessitate  a 
higher  minimum  price  for  the  remaining 
items  in  Cla.ss  I  in  order  to  return  a  blend 
price  to  producers  which  Is  needed  to  in- 
sure a  suflBcient  quantity  of  pure  and 
wholesome  milk  for  the  market. 

Handlers  proposed  a  third  classifica- 
tion for  skim  milk  and  butterfat  used  to 
produce  products  other  than  those  speci- 
fied in  Class  I  milk  with  the  additional 
proposal  that  any  skim  milk  or  butterfat 
used  to  produce  butter  and  animal  feed, 
and  allowable  plant  shrinkage  of  skim 
milk  and  butterfat.  respectively.  In  pro- 
ducer milk,  and  plant  shrinkage  of  skim 
milk  and  butterfat,  respectively.  In  other 
source  milk  would  be  classified  as  Cla.ss 
IV  milk.  The  Knoxville  market  is  a  defi- 
cit market  In  that  the  quantity  of  pro- 
ducer milk  Is  InsufBclent  to  meet  the  de- 
mand for  Grade  A  milk  and  the  record 
fails  to  contain  any  Justification  for  the 
classification  of  Grade  A  producer  milk  in 
a  class  lower  than  the  condensed  milk 
and  cheese  class  which  competes  with 
ungraded  milk  sold  to  nearby  manufac- 
turing plants.  All  milk  other  than  that 
used  for  fluid  purposes  (Class  I  milk) 
should  be  priced  at  least  at  the  price  re- 
ceived by  dairy  farmers  for  milk  deliv- 
ered to  condenserles  in  Tennessee  and 
surrounding  states  for  manufacturing 
purposes  with  which  Class  II  milk  is  in 
direct  competition. 

Producers  proposed  to  limit  shrinkage 
allowed  In  producer  milk  In  the  lowest  use 
class  to  1  percent.  Handlers  contend  that 
the  plant  shrinkage  allowance  on  produc- 
er milk  should  be  3  percent.  While  there 
was  no  quantitative  evidence  offered 
to  support  their  claim  for  a  3  percent 
shrinkage  allowance,  one  handler  testi- 
fied that  a  2  percent  shrinkage  loss  would 
be  a  very  efficient  operation  and  that  he 
personally  had  experienced  months  when 
his  shrinkage  losses  were  as  much  as  3 
percent  and  higher.  A  review  of  the 
shrinkage  allowance  In  other  Federal  or- 
ders Indicates  a  2  percent  allowance  to  be 
most  general.  It  Is  concluded  that  the 
shrinkage  allowance  on  producer  milk  at 
this  time  should  be  limited  to  2.5  percent 
of  receipts  of  skim  milk  and  butterfat. 
respectively,  from  producers.  No  limit  is 
proposed  for  the  shrinkage  on  other 
source  milk  .since  such  milk  is  deducted 
from  the  lowest  available  use  classifica- 
tion In  the  allocation  provisions. 

When  producer  milk  and  other  source 
milk  are  utilized  In  the  same  plant  It  Is 
not  administratively  feasible  to  segregate 
the  actual  plant  shrinkage  on  producer 
milk.  Consequently,  when  producer  milk 
is  utilized  as  milk,  skim  milk,  or  cream 
in  conjunction  with  other  source  milk, 
the  shrinkage  of  skim  milk  and  butterfat, 
respectively,  allocated  to  producer  milk 
and  to  other  source  milk  should  be  com- 
puted pro  rata  according  to  the  propor- 
tions of  the  volumes  of  skim  milk  and 
butterfat,  respectively,  received  from 
such  sources,  to  their  totals. 
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The  handlers'  proposal  to  classify 
shrinkage  on  producer  milk  In  excess  of 
allowable  shrinkage  on  a  pro  rata  ba.sis 
between  the  various  classes  of  utilization 
In  proportion  to  the  actual  utilization  by 
a  handler  In  such  classes  should  not  be 
adopted  for  the  reason  that  such  a 
method  of  classifying  excess  shrinkage 
would  not  provide  the  safeguards  neces- 
sary to  a  classification  plan. 

In  establishing  the  classification  of 
milk  the  responsibility  should  be  placed 
upon  the  handler,  who  first  receives  milk 
from  producers,  to  account  for  all  skim 
milk  and  butterfat  received  at  a  fluid  milk 
plant  and  to  prove  to  the  market  admin- 
istrator that  such  skim  milk  and  butter- 
fat should  not  be  classlfled  as  Class  I 
milk.  Any  skim  milk  or  butterfat  so 
cla.ssified  In  one  cla.ss  may  be  reclassified 
If  used  or  reused  by  such  handler,  or 
another  handier  in  another  class. 

The  only  practical  means  of  adminis- 
tering the  regulation  and  assigning  re- 
.sponsibility  for  correct  classification  Is 
to  consider  all  skim  milk  and  butterfat 
as  Class  I  milk  unless  the  handler  who 
first  receives  such  .skim  milk  or  butterfat 
proves  to  the  market  administrator  that 
it  should  be  cla.ssified  otherwise.  The 
handler  who  first  receives  milk  from  pro- 
ducers is  responsible  for  reporting  the 
utilization  of  the  milk  he  receives  from 
producers  and  for  making  full  payment 
for  it.  He  must,  therefore,  maintain  the 
records  necessary  to  prove  the  utilization 
reported  to  the  market  administrator. 

In  fluid  milk  markets  producer  milk  is 
often  stored  in  some  form  for  later  use  in 
a  class  other  than  that  In  which  It  was 
originally  classlfled.  The  interest  of  both 
producers  and  handlers  will  be  protected 
by  requiring  adjustments  in  pajTnents 
made  for  such  milk  In  accordance  with 
its  ultimate  use  by  such  handler  or  an- 
other handler.  This  principle  requires 
that  the  market  administrator  reclassify 
milk  and  milk  products  whenever  there 
is  Insufficient  milk  in  the  class  in  which 
it  was  originally  classified  to  contain  the 
use  claimed  by  the  handler. 

(4)  Transfers.  Provisions  should  be 
Included  in  the  order  covering  the  clas- 
sification of  skim  milk  and  butterfat 
which  is  transferred  from  a  fluid  milk 
plant  to  another  fluid  milk  plant,  a  pro- 
ducer-handler, or  a  nonfluid  milk  plant 
other  than  that  of  a  producer-handler. 

In  the  case  of  transfers  to  a  fluid  milk 
plant,  provision  should  be  made  for  the 
classification  of  such  milk  on  the  basis 
of  signed  statements  covering  the  agreed 
utilization  of  such  milk:  Provided,  That 
the  buyer  actually  has  used  an  equivalent 
amount  of  skim  milk  and  butterfat,  re- 
spectively, in  the  class  indicated  In  such 
statement.  In  the  case  where  other 
source  milk  is  received  in  the  transferee- 
plant,  the  other  source  milk  must  be 
eliminated  through  the  allocation  pro- 
visions before  the  final  classification  of 
the  transferred  milk  can  be  ascertained. 
This  is  necessary  for  the  protection  and 
proper  cla.ssiflcation  of  producer  milk, 
and  Is  in  accord  with  the  method  of  al- 
locating producer  milk  proposed  under 
the  allocation  provisions. 

Skim  milk  and  butterfat  transferred 
to  a  producer-handler  in  the  form  of 
milk,  skim  milk,  or  cream  should  be  clas- 
sified as  Class  I  milk.   Producer-handlers 
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ordinarily  carry  on  only  fluid  operations; 
hence  any  milk  which  they  might  pur- 
chase from  a  handler  normally  would  be 
lor  Class  I  use.  Under  such  circum- 
stances it  is  not  necessary  to  provide  for 
the  classification  of  such  a  transfer  in 
a  lower  class  use. 

Skim  milk  and  butterfat  transferred 
to  a  nonfluid  milk  plant  other  than  that 
of  a  producer-handler  should  be  classi- 
fied as  Class  I  milk  when  transferred  in 
the  form  of  milk,  skim  milk,  or  cream, 
unless  the  handler  claims  Class  II  on  the 
basis  of  utilization  mutually  indicated  in 
writing  to  the  market  administrator  by 
both  the   handler   and  the  buyer,  the 
buyer  maintains  books  and  records  show- 
ing utilization  of  skim  milk  and  butterfat 
In  his  plant  which  are  made  available  to 
the  market  administrator.  If  requested, 
and  not  less  than  an  equivalent  amount 
of  skim  mUk  and  butterfat.  respectively, 
is  actually  used  In  such  plant  in  the  use 
Indicated :  Provided.  That  if  upon  Inspec- 
tion of  the  buyer's  records  It  Is  found 
that  an  equivalent  amount  of  skim  milk 
and  butterfat  was  not  used  in  such  in- 
dicated use  the  remaining  pounds  shall 
be  classified  in  Class  I. 

Provision  for  transfers  of  milk  to  non- 
fluid  milk  plants  Is  necessary  because 
facilities  may  not  be  available  among 
regulated  handlers  to  dispose  of  all  pro- 
ducer milk  at  all  times.  In  order  to  pro- 
vide appropriate  classification  and  pric- 
ing of  producer  milk  when  It  Is  necessary 
to  transfer  such  milk  to  nonfluid  milk 
plants,  provision  Is  made  so  that  such 
transfers  may  be  classified  as  Class  II 
milk  but  only  when  a  Class  II  utiliza- 
tion Is  claimed  In  writing  to  the  market 
administrator  by  both  the  handler  and 
the  transferee,  and  such  claim  Is  substan- 
tiated by  records  in  the  transferee's  plant 
showing  equivalent  utilization  In  such 
class. 

Handlers  proposed  that  10  days  be  al- 
lowed after  the  close  of  the  delivery  pe- 
riod for  the  statement  of  use  from  the 
handler  and  the  transferee  In  case  of 
transfers.  Since  such  a  statement  Is 
needed  by  the  market  administrator  in 
determining  the  classification  of  produc- 
er milk  prior  to  the  announcement  of 
uniform  prices,  which  announcement  is 
to  be  made  on  or  before  the  10th  day 
after  the  close  of  the  delivery  period, 
such  proposal  Is  Impractical. 

(5)  Allocation  of  skim  milk  and  but- 
terfat classified.  The  allocation  provi- 
sions should  be  so  established  as  to 
protect  producers  by  assuring  classifica- 
tion of  producer  skim  milk  and  butterfat 
in  the  highest  available  use  class. 

The  record  shows  that,  while  the  health 
department  does  not  require  the  use  of 
local  producer  milk,  handlers  In  the  mar- 
ket definitely  prefer  local  milk  In  prefer- 
ence to  Importing  approved  supplies. 
The  record  further  shows  that  other 
source  milk  has  been  received  by  handlers 
In  the  market  during  the  same  period 
that  there  was  a  claimed  surplus  of  pro- 
ducer milk  in  excess  of  Class  I  needs. 
Under  these  circumstances  it  is  essential 
to  assure  the  appropriate  classification 
of  producer  milk  by  requiring  the  sub- 
traction of  other  source  milk  from  the 
lowest  available  use  class  In  determining 
the  allocated  use  of  producer  milk. 


Handlers  proposed  that  whenever  » 
handler's  receipts  of  producer  milk  are 
less  than  105  percent  of  his  needs  for 
fluid  purposes  and  for  cottage  cheese  the 
utilization  of  other  source  milk  In  excess 
of  such  handler's  actual  utilization  for 
other  than  fluid  purposes  and  cottage 
cheese  be  prorated  between  their  pro- 
posed Class  I  and  Class  H  (fluid  milk, 
milk  drinks,  and  cream ) .    Since  It  Is  con- 
cluded that  unless  two  classes  of  utiliza- 
tion are  .needed  such  a  proposal  is  not 
appropriate.    Even    If    two    cla.sses    of 
utilization  were  established  for  skim  milk 
and  butterfat  used  for  fluid  purposes  such 
a  105  percent  rule  should  not  apply  to 
cottage  cheese.    The  record  shows  that 
cottage  cheese  Is  not  required  by  the 
health   department    to  be   made   from 
Grade   A   milk.    While  handlers  argue 
that   cottage   cheese   Is    considered   an 
essential  part  of  their  fluid  milk  busine.ss 
Its  Inclusion  In  such  a  105  percent  rule 
would  not  protect  the  interests  of  Knox- 
vlUe  producers. 

(6)  Class  prices.  (I)  Class  prices 
should  be  based  on  prices  paid  for  milk 
used  for  manufacturing  purposes. 

Prices  paid  for  milk  used  for  fluid  pur- 
poses are  closely  related  to  prices  paid  for 
milk  for  manufacturing  purposes.    Pro- 
duction and  marketing  of  milk  for  each 
type  of  manufacturing  outlet  are  subject 
to  many  of  the  same  economic  factors. 
Since  the  market  for  most  manufactured 
products  Is  country-wide,  prices  of  man- 
ufactured dairy  products  reflect  many  of 
the  changes  In  general  economic  condi- 
tions affecting  the  supply  of  and  demand 
for  milk.    For  these  reasons  fluid  milk 
markets  have  long  used  butter,  powder, 
and  cheese  prices,  or  the  prices  paid  by 
condenserles  with  differentials  over  these 
basic  or  manufacturing  prices  to  estab- 
lish fluid  milk  prices.   These  differentials 
are  needed  to  cover  the  cost  of  meeting 
quality  requirements  In  the  production  of 
market  milk  and  to  furnish  the  necessary 
Incentive  to  get  such  milk  produced. 

It  Is  concluded  that  the  basic  formula 
price  to  be  used  In  establishing  the  Class 
I  price  for  milk  of  4.0  percent  butterfat 
content  should  be  the  highest  of  the  fol- 
lowing: the  paying  prices  of  9  southern 
condenserles  and  manufacturing  plants; 
a  formula  price  based  upon  the  open  mar- 
ket prices  of  butter  and  nonfat  dry  milk 
solids;  a  formula  price  based  upon  the 
open  market  prices  of  butter  and  cheese; 
or  the  "paying"  prices  of  18  condenserles. 
located  in  Wisconsin  and  Michigan  for 
milk  of  3.5  percent  butterfat  content  ad- 
justed by  a  butterfat  differential. 

Pricing  of  producer  milk  on  a  4.0  per- 
cent butterfat  basis  follows  the  custom 
of  the  market  and  Is  consistent  with  the 
proposal  of  both  producers  and  handlers. 
Basic  formula  prices  similar  to  those 
proposed  herein  (except  the  paying  price 
of  9  local  condenserles  and  manufactur- 
ing plants)  are  contained  In  the  Federal 
milk  order  Issued  pursuant  to  the  act  for 
the  Chicago  marketing  area.  The  record 
shows  that  substantial  quantities  of 
Grade  A  milk  (principally  condensed 
skim  milk,  skim  milk  powder,  and  cream) 
are  Imported  from  the  Chicago  milkshed 
to  supplement  local  producer  milk. 
These  importations  are  comminsled  with 
produce:-  milk  and  sold  in  bottled  form 


in  competition  with  producer  milk.    It  Is 
concluded  that  the  basic  formula  prices 
should    reflect    manufacturing    values 
which  Influence  the  price  paid  by  Knox- 
vllle  handlers  for  Imported  Grade  A  sup- 
plies.   Handlers  object  to  the  use  of  the 
paying  prices  of  the  18  condenserles  In 
the  basic  formula  price,  contending  that 
the  paying  prices  of  local  condenserles 
more  nearly  reflect  manufacturing  val- 
ues for  local  producer  milk.   The  18  con- 
denserles   are    Included    for    previously 
stated  reasons  and  because  their  Inclu- 
sion win  provide  a  broader  base  to  reflect 
an  additional  manufacturing  value.    The 
Class  II  price  (paying  price  of  local  con- 
denserles and  manufacturing  plants*  Is 
Included  as  an  alternative  formula  since 
local  manufacturing  planU  offer  an  al- 
ternative outlet  for  the  milk  of  producers 
supplying  the  KnoxvlUe  market. 

The    handlers    offered    testimony    in 
favor  of  the  averaging  of  the  formulas 
for  the  preceding  delivery  period  as  a 
method  of  computing  the  basic  price  for 
the  current  delivery  period.    The  record 
does  not  Indicate  that  the  averaging  of 
the  formulas  would  give  proper  weight 
to  the  price  of  each  manufacturmg  prod- 
uct Included  In  the  formulas.    Further- 
more, the  averaging  of  the  formulas  does 
not  give  due  recognition  to  the  fact  that 
milk  produced  for  manufacturing  pur- 
poses may  be  shifted  readily  from  one 
outlet  to  another  depending  upon  the 
relative  price  prevailing  for  such  outlets. 
The  formula  prices  for  the  preceding  de- 
livery period  should  not  be  used  in  the 
KnoxvlUe  market  since  such  a  procedure 
would  have  the  effect  of  lagging  seasonal 
changes  In  prices  to  producers  and  han- 

(11)  In  order  to  reflect  the  additional 
costs  In  the  production  and  transporta- 
tion of  Grade  A  quality  milk  and  to  pro- 
vide the  necessary  Incentive  for  the  pro- 
duction of  a  sufllclent  quantity  of  pure 
and  wholesome  milk  for  the  marketing 
area,  the  price  of  Class  I  milk  must  be 
established  at  a  higher  level  than  the 
price  of  milk  for  manufacturing  outlets. 
This  should  be  accomplished  by  adding 
fixed  seasonal  differentials  to  the  basic 
formula  price  for  Class  I  milk. 

The  consumption  of  milk  In  the  Knox- 
vlUe marketing  area  Is  at  a  relatively 
high  level.  General  economic  conditions 
and  business  activity  In  KnoxvlUe  Indi- 
cate a  continued  good  demand  for  milk 
and  milk  products.  The  level  of  produc- 
tion of  Grade  A  producer  milk  has  been 
Insufficient  to  meet  the  needs  of  Class  I 
milk  In  the  KnoxvlUe  market.  It  has 
been  necessary  for  handlers  to  supple- 
ment their  supplies  of  producer  milk  with 
substantial  quantities  of  Grade  A  sup- 
pUes  from  outside  areas,  chiefly  Wiscon- 
sin, for  Class  I  use. 

The  costs  of  labor.  suppUes.  and  mate- 
rials Incurred  by  KnoxvlUe  producers  In 
the  production  of  milk  have  continued 
their  upward  trend.  The  costs  of  feeds 
which  reached  an  aU  time  high  In  early 
1948  have  receded  somewhat  and  pros- 
pects are  for  more  plentiful  and  some- 
what lower  priced  feeds  during  1949. 
Farmers  producing  milk  for  fluid  pur- 
poses must  use  feed,  labor,  supplies,  and 
materials  more  extensively  to  malntam 
production  at  a  more  uniform  level  than 
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is  required  of  farmers  producing  milk  for 
manufacturing  purposes.  Consequently, 
any  Increases  In  the  costs  of  these  Items 
affect  fluid  mUk  producers  more  than 
dairy  farmers  supplying  manufacturing 
plants.  In  addition,  a  substantial  in- 
vestment is  required  to  provide  facilities 
to  meet  the  requirements  for  the  produc- 
tion of  fluid  milk  for  the  KnoxviUe  mar- 
ket. The  day-to-day  expenses  of  main- 
taining such  equipment,  cooling  and  car- 
ing for  milk,  and  sterilizing  and  caring 
for  equipment  are  substantially  greater 
than  those  required  for  milk  for  manu- 
facturing purposes. 

It  is  concluded  that  In  order  to  reflect 
the  additional  costs  In  the  production  of 
Grade  A  milk  and  to  provide  the  neces- 
sary incentive  for  the  production  of  a 
sufficient  supply  of  Grade  A  milk  for  the 
marketing  area  In  all  months  of  the  year 
the  seasonal  differentials  to  be  added  to 
the  basic  formula  price  for  Clsiss  I  milk 
should  be  $1.30.  $1.10,  and  $1.50  per  hun- 
dredweight, respectively,  for  the  delivery 
periods  of  December  through  March. 
April  through  July,  and  August  through 
November. 

It  Is  estimated  that  the  proposed  basic 
formula  plus  the  specified  differentials 
would  have  resulted  in  an  average  price 
for  milk  for  fluid  uses,  during  the  12 
month  period  ending  May  31.  1948.  ap- 
proximately 20  cents  higher  than  the 
average  of  the  prices  actuaUy  paid  for 
such  milk  during  this  period. 

The    record    shows    that    historically 
there  has  been  a  substantial  shortage  of 
producer  milk  In  the  market  during  the 
short   production   season.     Imports   of 
other  source  milk  are  regularly  received 
by  KnoxvlUe  handlers  from  outside  of  the 
state  for  fluid  uses.    These  Importations 
are  greatest  during  the  fall  and  winter 
season.    In  view  of  the  shortage  of  pro-* 
ducer  milk  which  has  existed  during  the 
fall  period  and  the  necessity  for  encour- 
aging an  Increase  In  fall  production  of 
Grade  A  milk  locally.  It  Is  believed  that 
assurance   of   a   minimum    price   below 
which  the  price  of  milk  to  KnoxviUe  pro- 
ducers cannot  go  is  needed  to  provide  the 
necessary  Incentive  to  such  producers  to 
undergo  the  additional  expense  for  the 
care  and  feeding  of  spring  freshened  cows 
through  the  fall  and  winter  months  and 
to  add  fall  freshened  cows  to  their  herds. 
Furthermore,  producers  In  the  KnoxvlUe 
market  have  been  accustomed  to  knowing 
well  in  advance  the  price  that  they  will 
receive  for  mUk  to  be  delivered  In  subse- 
quent months.     The  proposed  formula 
method  of  pricing  milk  on  a  classlfled 
basis  represents  a  rather  drastic  depar- 
ture from  the  custom  In  the  market  of  a 
known  flat  price  for  all  milk.    In  view  of 
these  considerations.  It  Is  concluded  that 
a  floor  price  for  Class  I  milk  of  $5.40 
should  be  established  during  the  months 
of  August  through  November  1949.     In 
view  of  the  program  of  the  Department 
of  Acrlculture  to  support  the  price  of 
milk  and  butterfat  through  the  purchase 
of  butter  and  nonfat  dry  milk  soUds.  the 
average  price  resulting  from  the  basic 
formul^i  plus  the  propo.sed  differential  Is 
not  expected  to  be  materially  lower  than 
the  floor  proposed.    To  the  extent  that 
the  proposed  formula  price  Is  lower  than 
the  floor  price.  If  at  all,  the  need  for  as- 
No.  99 a 
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surance  to  producers  of  a  stated  mini- 
mum price  this  fall  is  apparent  In  the 
general  shortages  which  characterize  this 
market  and  which  become  particularly 
acute  In  the  fall  season. 

Handlers  proposed  that,  unless  the 
marketing  area  be  defined  to  Include  all 
of  the  area  covered  by  their  proposal,  a 
special  price  be  established  for  Class  I 
milk  disposed  of  In  any  part  of  such  area 
not  Included.  The  record  shows  that  the 
KnoxvUle  market  is  so  short  of  producer 
milk  that  the  importation  of  substantial 
quantities  of  approved  milk  Is  necessary 
to  meet  fluid  milk  requirements  In  the 
marketing  area.  For  this  reason  and  for 
reasons  previou.sly  stated  In  the  discus- 
sion of  the  marketing  area  It  Is  concluded 
that  such  a  proposal  should  not  be 
adopted. 

Certain  handler  Interests  further  pro- 
posed that  during  the  flush  periods  of 
production  handlers  be  allowed  a  trans- 
portation charge  of  $0.70  per  hundred- 
weight on  all  milk  disposed  of  In  bulk 
for  Class  I  use  to  other  fluid  markets. 
They  argue  that  such  an  allowance  would 
enable  the  handler  to  profitably  move 
mUk  to  other  markets  and  producers 
would  receive  a  higher  blend  price  than 
if  such  mUk  were  disposed  of  locally  for 
Class  II  use.  When  KnoxvUle  handlers 
require  supplies  of  Grade  A  milk  in  ex- 
cess of  producer  receipts  such  supplies 
are  secured  from  the  Chicago  area  and 
the  cost  is  in  excess  of  the  proposed 
KnoxvUle  paying  price.  It  must  be  pre- 
sumed that  such  supplies  are  obtained 
from  the  Chicago  area  because  approved 
Grade  A  supplies  cannot  be  obtained 
from  a  closer  source.  Under  these  cir- 
cumstances It  is  concluded  that  the  dis- 
tributors In  the  markets  where  Knox- 
viUe handlers  might  dispose  of  any  exce.<;s 
milk  for  fluid  purposes  would  be  inter- 
ested in  procuring  KnoxvlUe  milk  in  pref- 
erence to  milk  from  Chicago  because  of 
the  lower  costs  incurred. 

(Hi )  The  price  for  Class  n  milk  should 
be  the  average  paying  price  of  9  sur- 
rounding condenserles  and  manufactur- 
ing plants  for  milk  used  for  manufactur- 
ing purposes.  The  items  included  in 
Class  II  are  not  required  to  be  made  from 
graded  mUk.  Hence,  any  producer  milk 
going  into  these  items  must  compete  with 
ungraded  milk.  Notwithstanding.  It  is 
generally  true  that  manufacturers  pre- 
fer Grade  A  milk  over  ungraded  milk  in 
the  manufacture  of  certain  products, 
particularly  ice  cream,  even  though  the 
health  department  does  not  require  its 
use.  While  certain  handler  interests 
proposed,  and  producers  concurred  in 
the  proposal,  that  a  handling  charge  be 
allowed  handlers  in  paying  for  producer 
milk  moving  more  than  40  miles  to  manu- 
facturing plants,  there  was  no  showing 
that  any  producer  milk  in  exce-ss  of  Class 
I  requirements  could  not  be  disposed  of 
locally  for  use  in  the  manufacture  of  ice 
cream  and  other  manufactured  products. 
Statistics  are  not  available  In  the  files 
of  the  Department  of  Agriculture  from 
which  the  purchasing  power  of  mUk  dur- 
ing the  base  period.  August  1909-JuIy 
1914  may  be  determined.  However,  the 
purchasing  power  of  mUk  can  be  satis- 
factorily determined  from  available  sta- 
tistics of   the  Department  of  Agricul- 
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ture  for  the   period  August   1919-July 
1929. 

During  the  12  month  period  ending 
May  31,  1948,  the  parity  price  for  milk 
of  4.0  percent  butterfat  content  aver- 
aged $4.76.  calculated  on  the  basis  of 
the  purchasing  power  of  milk  for  the 
period  August  1019-July  1929.  The  par- 
ity price  for  4.0  percent  milk  in  May 
1948  was  $4.92.  To  the  extent  that  the 
recommended  class  prices  will  result  in 
blend  prices  different  from  such  parity 
level,  they  are  fully  justified  on  the  basis 
of  evidence  concerning  the  price  and 
supplies  of  feeds  and  other  economic 
conditions  affecting  marketing  suppUes 
and  demand  for  milk  and  to  such  ex- 
tent the  parity  level  Is  not  reasonable. 

<lv)  The  proposal  that  the  price  com- 
puted for  each  class  on  the  basis  of  milk 
containing  4.0  percent  butterfat  be  ad- 
Justed  to  reflect  the  weighted  average 
butterfat  content  of  the  several  products 
classified  In  the  respective  classes  should 
be  adopted.  Such  differential  for  Class 
n  milk  should  be  on  the  basis  of  the 
value  of  92-score  butter  in  the  Chicago 
market  plus  20  percent.  This  differen- 
tial Is  In  line  with  the  general  level  of 
manufacturing  values.  With  regard  to 
Class  I  milk,  such  differential  should  be 
on  the  basis  of  the  value  of  92-score 
butter  in  the  Chicago  market  plus  40 
percent  which  pricing  reflects  the 
higher-valued  use  of  butterfat  in  Class 
I  milk. 

Handlers  proposed  that  the  value  of 
skim  milk  and  butterfat  in  Class  I  milk 
be  an  arbitrary  percentage  of  the  Class 
I  price.  In  support  of  this  proposal 
they  stated  that  It  was  the  same  method 
used  In  the  order  regulating  the  han- 
dling of  milk  in  the  Qeveland,  Ohio, 
marketing  area.  There  was  no  show- 
ing that  there  was  any  simUarlty  be- 
tween the  Cleveland,  Ohio,  and  Knox- 
vlUe, Tennessee,  markets  with  respect 
to  the  pricing  of  butterfat  which  can 
be  freely  Imported  in  the  KnoxviUe 
market. 

(7)  Payments  to  producers.  Provision 
should  be  made  for  a  market-wide  type 
of  pool  in  order  that  all  producers  deliv- 
ering milk  to  all  handlers  may  receive  a 
uniform  price  for  all  milk  so  delivered, 
irrespective  of  the  uses  made  of  such 
milk  by  the  Individual  handler  to  whom 
It  Is  delivered.  This  method  of  paying 
producers  will  require  a  producer-settle- 
ment fund  for  making  adjustments  In 
payments,  as  among  handlers,  to  the  end 
that  the  total  sum  paid  by  each  handler 
shall  equal  the  value  of  milk  received  by 
him  and  utilized  in  the  several  classes  as 
determined  by  the  prices  fixed  in  the  pro- 
posed marketing  agreement  and  order. 
There  was  no  opposition  to  a  market- 
wide  pool  method  of  payment.  Handlers 
proposed  that  a  take-off  and  pay-back 
plan  be  incorporated  in  the  paj-ment  pro- 
visions as  a  means  of  more  effectively  en- 
couraging greater  fall  production.  The 
success  of  such  a  plan  is  largely  depend- 
ent upon  producer  acceptance.  Since 
the  record  shows  the  lack  of  neces.sary 
producer  support  It  Is  concluded  that  a 
take-out  and  pay-back  plan  should  not 
be  included  in  the  payment  provisions  at 
this  time. 

In  the  computation  of  the  value  of  pro- 
ducer milk,  provision  should  be  made  for 
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the  Inclusions  In  such  value  of  the  value 
of  milk  classified  In  excess  of  reported 
receipts  from  producers,  handlers,  and 
other  sources.  This  provision  is  com- 
mon to  orders  issued  pursuant  to  the 
act  and  is  necessary  to  cover  discrepan- 
cies between  the  reported  and  actual 
weights  and  tests  of  milk  received  from 
producers. 

Although  the  uniform  price  is  com- 
puted   only    once    a    month    provision 
should  be  made  to   pay  producers  semi- 
monthly.    Producers   have   customarily 
been  paid  twice  a  month  and  it  is  con- 
cluded this  practice  should  be  continued. 
While  producers  proposed  that  the  order 
be    written    to    provide    two    delivery 
periods  each  month,  and  hence  two  pay 
periods  each  month  following  the  cus- 
tomary  practice   in   the   market,   they 
Joined  the  handlers  In  proposing  an  ad- 
vance payment  covering  the  first  15  days 
of  the  delivery  period,  to  be  made  on 
or  before  the  last  day  of  the  delivery 
period,  in  the  event  it  was  deemed  im- 
practical to  compute  two  separate  pools 
each  month.    This  mid-delivery  period 
payment  should  not  be  at  a  fixed  price, 
or  the  rate  of  the  uniform  price  for  the 
preceding  delivery  period,  since   these 
rates  might  require  a  handler  to  overpay 
a  producer.    Such  payment  at  th^  rate  of 
75  percent  of  the  uniform  price  for  the 
preceding    delivery    period    will    avoid 
such  overpayments.    The  final  payment 
for  each  delivery  period  should  be  made 
on  or  before  the  15th  day  after  the  end 
of  the  delivery  period.    Producers  pro- 
posed that  the  final  payment  be  made 
on  the  12th  day  after  the  end  of  the 
delivery  period.     Handlers   argue  that 
their  proposal  for  a  final  payment  on  the 
15th  of  the  month  was  made  after  due 
consideration  of  the  experience  of  han- 
dlers under  the  Nashville  order,  which 
experience  indicates  the  15th  as  the  ear- 
liest date  for  final  payment. 

The  Knoxville  Milk  Producers  Associa- 
tion has  indicated  that  it  is  presently 
receiving  payments  from  handlers  for 
milk  delivered  by  Its  members  and  is  in 
turn  making  payments  to  its  members 
for  milk  so  delivered.  The  Association 
proposes  that  this  arrangement  be  con- 
tinued. In  order  that  the  Association 
may  pay  its  members  on  the  same  day 
that  nonmembers  receive  payment  for 
their  milk  it  is  necessary  that  It  receive 
payment  from  handlers  prior  to  the  date 
of  payment  to  nonmembers.  It  Is  con- 
cluded that  the  advance  payment  to  the 
Association  should  be  made  on  or  before 
the  3rd  day  before  the  end  of  the  delivery 
period  and  the  final  payment  made  on  or 
before  the  13th  day  after  the  end  of  the 
delivery  period.  All  dates  covering  re- 
ports of  handlers,  computation  and  an- 
nouncement of  uniform  price,  and 
payments  to  and  out  of  the  producer- 
settlement  fund  have  been  established 
to  enable  such  payments.  Since  a  han- 
dler will  need  write  only  one  check  each 
pay  period  covering  the  payment  for  milk 
of  all  of  the  association  members  there 
should  be  no  hardship  In  making  such 
payments  in  advance  of  payment  to  non- 
members.  In  order  that  there  may  be 
no  doubt  as  to  the  authority  for  this 
method  of  payment  under  the  order  It 
should  be  specified  that  payments  may 
be  made  to  a  cooperative  association  au- 


thorized to  receive  payments  on  behalf 
of  individual  producers. 

All  payments  made  directly  to  pro- 
ducers or  an  association  of  producers,  or 
through  the  producer-settlement  fund 
should  be  adjusted  for  errors  made  In 
such  payments  for  preceding  delivery 
periods.  The  adjustment  of  errors  In 
making  payments  should  not  be  limited 
to  180  days  from  the  date  of  any  such 
error  as  suggested  by  handlers.  Such  a 
limitation  is  Impractical  In  that  It  would 
not  allow  sufficient  time  for  auditing  rec- 
ords and  the  settlement  of  disputed 
accounts. 

The  market  administrator  In  making 
payments  to  any  handler  from  the  pro- 
ducer-settlement fund  should  offset  such 
payments  by  the  amount  of  payments 
due  from  such  handler.  Without  this 
provision,  the  market  administrator 
might  be  required  to  make  payments  to 
a  handler  who  may  have  obtained  money 
from  the  producer-settlement  fund  by 
filing  fraudulent  reports  or  who  owes 
money  to  the  producer-settlement  fund 
but  who  is  financially  unable  to  make 
full  payment  of  all  of  his  debts. 

(8)  Administrative  assessment.  Each 
handler  should  be  required  to  pay  to  the 
market  administrator,  a-  such  handler's 
pro  rata  share  of  the  expenses  necessarily 
Incurred  by  the  market  administrator.  4 
cents  per  hundredweight,  or  such  lesser , 
sum  as  may  be  prescribed  by  the  Secre- 
tary, on  all  skim  milk  and  butterfat  re- 
ceived by  a  handler  in  a  fluid  milk  plant. 
Each  cooperative  association  which  is  a 
handler  should  pay  such  pro  rata  share 
of  expense  on  milk  of  producers  caused 
to  be  diverted  by  it  from  a  fluid  milk 
plant  to  any  milk  distributing  or  milk 
manufacturing  plant  for  the  account  of 
such  association. 

The  market  administrator  is  required 
to  verify  the  disposition  of  all  milk  re- 
ceived whether  producer  milk  or  other 
source  milk,  and  other  source  milk  should 
bear  Its  pro  rata  share  of  the  adminis- 
trative cost.  Substantial  quantities  of 
approved  skim  milk  and  butterfat  are 
received  by  handlers  In  the  market  from 
out-of-state  sources  and  such  a  charge 
will  apportion  the  expense  of  adminis- 
tration more  equitably  between  handlers. 
In  cases  where  the  receipts  of  other 
source  milk  are  in  the  form  of  concen- 
trated products  the  assessment  should  be 
on  the  basis  of  the  m!ik  used  to  produce 
such  products.  Both  handlers  and  pro- 
ducers recognize  that  the  market  admin- 
istrator should  have  the  necessary  fimds 
to  enable  him  to  administer  properly  the 
terms  of  the  order.  Producers  proposed 
a  4  cent  rate  of  assessment  and  further 
proposed  that  such  maximum  rate  of  as- 
sessment be  lowered  to  3  cents  after  a 
6  month  period,  contending  that  Initial 
expenses  of  the  order  would  require  a 
higher  initial  assessment.  At  the  same 
time  handlers  contend  that  a  maximum 
assessment  of  2  ceots  per  hundredweight 
should  be  sufficient.  In  view  of  the  vol- 
ume of  skim  milk  and  butterfat  on  which 
such  rate  of  assessment  would  apply,  a 
maximum  rate  of  4  cents  per  hundred- 
weight should  be  adopted  in  order  to 
guarantee  sufficient  funds  for  the  proper 
and  efficient  administration  of  the  or- 
der. In  the  event  a  lesser  amount  proves 
to  be  sufficient  for  such  administration, 


provision  is  made  to  enable  the  Secretary 
to  reduce  the  assessment  accordingly. 

Handlers  proposed  that  the  accounts 
of  the  market  administrator  be  audited 
annually  by  a  licensed  auditing  firm  In 
the  State  of  Tennessee.  Since  the  United 
States  Department  of  Agriculture  main- 
tains a  staff  of  auditors  for  such  purposes 
and  since  adoption  of  such  a  proposal 
would  Increase  the  cost  of  administering 
the  order  It  Is  concluded  that  such  a  pro- 
vision Is  not  warranted. 

(9)  Deductions  for  marketing  services. 
Provision  should  be  made  for  the  dis- 
semination  of   market   Information    to 
producers   and  for  the  verification  of 
weights,  sampling  and  testing  of  milk 
received  from  producers  for  whom  such 
services  are  not  being  rendered  by  a  co- 
operative association  qualified  under  the 
provisions  of  the  Act  of  Congress  of  Feb- 
ruary 18.  1922.  as  amended,  known  as 
the  "Capper- Volstead  Act."    The  deduc- 
tion for  these  services  from  payments  to 
producers  should  be  at  the  rate  of  6  cents 
per  hundredweight,  or  such  lesser  rate  as 
may   be  determined  by  the   Secretary. 
Handlers  contend  that  a  maximum  of  3 
cents  per  hundredweight  should  provide 
sufficient  funds  to  finance  such  services 
for  producers  who  are  not  members  of 
an  association.     They  argue   that   the 
small  number  of  handlers  in  the  market 
should  tend  to  reduce  the  cost  of  such 
services.    Both  handlers  and  producers 
agree    that    the    market    administrator 
should  not  be  restricted  In  performing 
such  services  because  of  a  lack  of  suffi- 
cient funds.    It  is  concluded  that  the  de- 
duction for  maoketing  services  should  be 
set  at  a  maximum  of  6  cents  per  hundred- 
weight.   Handlers  should  not  be  required 
to  make  the  deductions  on  their  own  farm 
production.    If  It  should  develop  that  the 
cost  of  such  services  Is  less  than  6  cents 
per  hundredweight,  provision  is  made  for 
a  smaller  deduction.     In  the  event  any 
qualified  cooperative  association  of  pro- 
ducers Is  determined  to  be  performing 
such  services  for  Its  members,  handlers 
should  he  required  to  pay  to  the  cooper- 
ative association  such  deductions  as  are 
authorized  by  the  members  of  the  asso- 
ciation. 

(10)  Administrative  provisions.  The 
marketing  agreement  and  order  should 
provide  for  other  general  administrative 
provisions  which  are  common  to  all  or- 
ders and  which  are  necessary  for  proper 
and  efficient  administration  of  the  order. 
These  provisions  provide  for  the  selec- 
tion of  a  market  administrator,  define 
his  powers  and  duties,  prescribe  the  In- 
formation to  be  reported  by  handlers 
each  month,  set  forth  the  rules  to  be 
followed  by  the  market  administrator 
in  making  computations  required  by  the 
order,  and  provide  a  plan  for  liquidation 
of  the  order  In  the  event  of  Its  suspen- 
sion or  termination. 

All  objections  raised  by  either  the  han- 
dlers or  producers  with  regard  to  the.se 
provisions  dealt  with  the  language 
thereof,  and  they  have  been  worded  in 
the  proposed  marketing  agreement  and 
order  so  as  to  eliminate  such  objections. 
( d )  The  proposed  market  Ing  order  will 
regulate  the  handling  of  milk  in  the  same 
manner  as  and  is  applicable  only  to  per- 
.sons  In  the  respective  clas.ses  of  industrial 
or  commercial  activity  specified  In  the 
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proposed  marketing  agreement  upon 
which  the  hearing  has  been  held. 

Rulings  on  proposed  findings  and  con- 
clusions. Briefs  were  filed  on  behalf  of 
the  Knoxville  Milk  Producers'  Associa- 
tion and  handlers  who  would  be  subject 
to  the  proposed  marketing  agreement 
and  order.  Every  point  covered  In  the 
briefs  was  carefully  considered,  along 
with  the  evidence  in  the  record.  In  mak- 
ing the  findings  and  reaching  the  con- 
clusions hereinafter  set  forth.  To  the 
extent  that  such  proposed  findings  and 
conclusions  are  Inconsistent  with  the 
findings  and  conclusions  contained 
herein  the  request  to  make  such  findings 
or  to  reach  such  conclusions  are  denied 
on  the  basis  of  the  facts  found  and  stated 
in  connection  with  the  conclusions  in  this 
recommended  decision. 

Recommended  marketing  agreement 
and  order.  The  following  order  is  recom- 
mended as  the  detailed  and  appropriate 
means  by  which  the  foregoing  conclu- 
sions may  be  carried  out.  The  recom- 
mended marketing  agreement  Is  not  In- 
cluded In  this  recommended  decision 
l)ecause  the  regulatory  provisions  therof 
would  be  the  same  as  those  contained 
In  the  recommended  order. 

§  988.1  Definitions.  The  following 
terms  shall  have  the  following  meanings : 

la)  "Act"  means  Public  Act.  No.  10. 
73d  Congress,  as  amended  and  as  re- 
enacted  and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  (7  U.  S.  C.  601  et  seq.>. 

tb)  "Secretary"  means  the  Secretary 
of  Agriculture  or  any  officer  or  employee 
of  the  United  States  authorized  to  exer- 
cise the  powers  and  to  perform  the  duties 
of  the  Secretary  of  Agriculture. 

(c)  "Department  of  Agriculture" 
means  the  United  States  Department  of 
Agriculture  or  any  other  Federal  agency 
as  may  be  authorized  by  act  of  Congress 
or  by  executive  order  to  perform  the 
price  reporting  functions  of  the  United 
States  Department  of  Agriculture. 

(d)  "Person"  means  any  Individual, 
partnership,  corporation,  association,  or 
any  other  bu.siness  unit. 

(e)  "Knoxville,  Tenne5see,  marketing 
area"  hereinafter  called  the  "marketing 
area"  means  all  the  territory  within  the 
corporate  limits  of  the  City  of  Knoxville, 
Tennessee. 

(f)  "Cooperative  association"  means 
any  cooperative  marketing  as.sociation  of 
producers  which  the  Secretary  deter- 
mines to  be  qualified  pursuant  to  the  pro- 
visions of  the  act  of  Congress  of  Febru- 
ary 18,  1922,  as  amended,  known  as  the 
"Capper-Volstead  Act."  and  is  authorized 
by  its  members  to  make  collective  sales 
or  to  market  milk  or  Its  products  for  the 
producers  thereof. 

'g)  "Producer-handler"  means  any 
person  who  produces  milk  under  a  dairy 
farm  Inspection  permit  l.ssued  by  the  ap- 
propriate health  authority  In  the  mar- 
keting area  and  who  processes  milk  from 
his  own  production,  distributing  all  or  a 
portion  of  such  milk  within  the  market- 
ing areas  as  Class  I  milk,  but  who  receives 
no  milk  from  producers. 

<h)  "Delivery  period"  means  a  calen- 
dar month,  or  the  portion  thereof  during 
which  this  order  is  in  effect. 
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(1)  "Fluid  milk  plant"  means  the 
premises  and  the  portions  of  the  build- 
ing and  facilities,  approved  by  the  ap- 
propriate health  authority  In  the 
marketing  area,  which  are  used  In:  (1) 
The  receipt  and  processing  or  packag[lng 
of  producer  milk,  all,  or  a  portion,  of 
which  Is  disposed  of  from  such  plant  on 
wholesale  or  retail  routes  within  the  de- 
livery period  as  Class  I  milk  in  the  mar- 
keting area  or  (2)  the  receipt  and  cooling 
of  producer  milk  for  shipment  to  a  plant 
described  in  subparagraph  (1)  of  this 
paragraph:  Provided,  That  any  portion 
of  such  building  or  facilities,  used  for  re- 
ceiving or  proce.sslng  milk  or  any  milk 
porduct.  required  by  the  appropriate 
health  authority  in  the  marketing  area 
to  be  kept  physically  separate  from  the 
receiving  and  processing  or  packaging  of 
milk  for  disposition  as  Class  I  milk  In 
the  marketing  area  shall  not  be  Included. 

(j»  "Producer"'  means  any  person,  ex- 
cept a  producer-handler,  who  produces 
milk  under  a  dairy  farm  inspection  per- 
mit issued  by  the  appropriate  health 
authority  in  the  marketing  area,  and 
whose  milk  conforms  to  the  appropriate 
health  standards  for  milk  for  fluid  con- 
sumption, which  milk  is:  a)  Received  at 
a  fluid  milk  plant,  or  (2)  diverted  from  a 
fluid  milk  plant  to  any  milk  distributing 
or  milk  manufacturing  plant:  Provided, 
Tnat  any  such  milk  so  diverted  shall  be 
deemed  to  have  been  received  by  the  han- 
dler for  whose  account  it  was  diverted. 

(k)  "Handler  "  means  <1)  any  person 
in  his  capacity  as  operator  of  a  fluid 
milk  plant,  <2)  a  producer-handler,  or 
*3)  any  cooperative  a.ssociation  of  pro- 
ducers with  respect  to  producer  milk 
diverted  by  it  from  a  fluid  milk  plant  to 
any  milk  distributing  or  milk  manufac- 
turing plant  for  the  account  of  such 
association. 

(1)  "Nonfluid  milk  plant"  means  any 
milk  manufacturing;  processing,  or  l)ot- 
tling  plant  other  than  a  fluid  milk  plant 
described  in  paragraph  (i  >  of  this  section. 

<m)  "Other  source  milk"  means  all 
skim  milk  and  butterfat  received  in  any 
form  from  a  producer-handler  or  from  a 
source  other  than  producers  or  other 
handlers  except  any  nonfluid  milk  prod- 
uct received  and  disposed  of  in  the  same 
form. 

(n)  "Producer  milk"  means  milk  pro- 
duced by  one  or  more  producers. 

§988.2  Market  administrator — fa) 
Designation.  The  agency  for  the  admin- 
istration hereof  shall  be  a  market  admin- 
istrator, selected  by  the  Secretary,  who 
shall  be  entitled  to  such  compensation  as 
may  be  determined  by,  and  shall  be  sub- 
ject to  removal  at  the  discretion  of,  the 
Secretary. 

(b)  Powers.  The  market  administra- 
tor shall  have  the  following  powers  with 
respect  to  this  order: 

(1)  To  administer  Its  terms  and  pro- 
visions ; 

(2)  To  receive.  Investigate,  and  report 
to  the  Secretary  complaints  of  violations ; 

<3)  To  make  rules  and  regulations  to 
effectuate  its  terms  and  provisions;  and 

(4)  To  recommend  amendments  to  the 
Secretary. 

(c)  Duties.  The  market  administra- 
tor shall  perform  all  duties  necessary  to 
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administer  the  terms  and  provisions  of 
this  order.  Including,  but  not  limited  to, 
the  following: 

(1)  Within  45  days  following  the  date 
on  which  he  enters  upon  his  duties,  or 
such  lesser  period  as  may  be  prescribed 
by  the  Secretary,  execute  and  deliver  to 
the  Secretary  a  bond,  effective  as  of  the 
date  on  which  he  enters  upon  his  duties 
and  conditioned  upon  the  faithful  per- 
formance of  such  duties,  in  an  amount 
and  with  surety  thereon  satisfactory  to 
the  Secretary; 

(2»  Employ  and  fix  the  compensation 
of  such  persons  as  may  be  necessary  to 
enable  him  to  administer  Its  terms  and 
provisions ; 

(3)  Obtain  a  bond  in  a  reasonable 
amount  and  with  reasonable  surety 
thereon  covering  each  employee  who 
handles  funds  entrusted  to  the  market 
administrator ; 

(4)  Pay.  out  of  the  funds  provided  by 
§  988.9:  *l)  the  cost  of  his  bond  and  of 
the  bonds  of  his  employees.  (11)  his  own 
compensation,  find  (111)  all  other  ex- 
penses, except  those  incurred  under 
8  988.10.  necessarily  incurred  by  him  In 
the  maintenance  and  functioning  of  his 
office  and  In  the  performance  of  his 
duties ; 

<5)  Keep  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  herein,  and,  upon  request  by  the 
Secretary,  surrender  the  same  to  such 
other  person  as  the  Secretary  may  desig- 
nate; 

<6)  Publicly  disclose  to  handlers  and 
producers,  unless  otherwise  directed  6y 
the  Secretary,  the  name  of  any  person 
who.  within  5  days  after  the  day  upon 
which  he  is  required  to  perform  such 
acts,  has  not  made  (D  reports  pursuant  to 
§  988.3  (a),  or  (ii)  payments  pursuant  to 
§  988.8; 

(7)  Submit  his  books  and  records  to 
examination  by  the  Secretary  and  fur- 
nish such  lnfo:-matlon  and  reports  as 
may  be  required  by  the  Secretary; 

<8)  Prepare  and  make  available  for 
the  benefit  of  producers,  consumers,  and 
handlers  such  general  statistics  and  in- 
formation concerning  the  operation 
hereof  as  are  necessary  and  essential  to 
the  proper  functioning  of  this  marketing 
order ; 

(9)  Verify  all  reports  and  payments 
by  each  handler  by  audit,  if  necessary,  of 
such  handler's  records  and  the  records 
of*  any  other  l:andler  or  person  upon 
whose  utilization  the  classification  of 
.skim  milk  and  butterfat  for  such  han- 
dler depends;  and 

(10)  Publicly  announce  and  notify 
each  handler  in  writing  the  prices  and 
butterfat  differentials  determined  for 
each  delivery  period  as  follows) :  (i)  On 
or  before  the  6th  day  after  the  end  of 
such  delivery  period,  the  prices  and  but- 
terfat differentials  for  each  class  com- 
puted pur.<^uant  to  §988.5;  and  (il)  on 
or  before  the  10th  day  after  the  end  of 
such  delivery  period,  the  uniform  price 
computed  pursuant  to  §988.7  (b),  and 
the  butterfat  differentials  to  be  paid  pur- 
suant to  §  988.8  (f). 

§  988.3  Reports,  records,  and  facili- 
ties— (a)  Delivery  period  reports  of  re- 
ceipts  and  utilization.  On  or  before  the 
6Lh  day  after  the  end  of  each  delivery 
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period  each  handler,  except  a  producer- 
handler,  shall  report  to  the  market  ad- 
ministrator in  the  detail  and  on  forms 
prescribed  by  the  market  administrator: 

(1)  The  quantities  of  skim  milk  and 
butterfat  contained  in  (D  all  receipts  at 
his  fluid  milk  plant (s)  within  such  de- 
livery period  of  (a)  producer  milk,  (b) 
skim  milk  and  butterfat  in  any  form 
from  other  handlers,  and  (o  other 
source  milk;  and  (11>  milk  diverted  pur- 
suant to  §988.1  (j)  (2);  and 

(2)  The  utilization  of  all  skim  milk 
and  butterfat  required  to  be  reported 
under  subparagraph   <1>   of  this  para- 

(b>  Other  reports.    Each  handler  shall 
report  to  the  market  administrator,  in 
the  detail  and  on  forms  prescribed  by 
the  market  administrator  as  follows,  ex- 
cept that  each  producer-handler  shall 
make  reports  to  the  market  administra- 
tor at  such  time  and  in  such  manner  as 
the  market  administrator  may  request: 
(1)  On  or  before  th^  20th  day  after 
the  end  of  each  delivery  period,  if  re- 
quested by  the  market  admUiistrator,  his 
producer  pay  roll  for  such  delivery  period 
which  shall  show:   (D  The  total  pounds 
of  milk  received  from  each  producer  or 
cooperative  association,  with  the  average 
butterfat  test  thereof,  and  (11  >  the  net 
amount  of  such  handler's  payment  to 
each  producer  or  cooperative  association, 
together  with  the  price,  deductions,  and 
charges  involved. 

(2>  On  or  before  the  first  day  other 
source  milk  is  received,  his  Intention  to 
receive  such  milk  and  on  or  before  the 
last  day  such  milk  Is  received,  his  inten- 
tion to  discontinue  such  receipts. 

(c)   Records  and  facilities.    Each  han- 
dler shall  keep  adequate  records  of  re- 
ceipts and  utilization  of  skim  milk  and 
butterfat   and  shall,  during   the  usual 
hours  of  business,  make  available  to  the 
market  administrator  or  his  representa- 
tive such  records  and  facilities  as  will  en- 
able the  market  administrator  to   (1) 
verify  the  receipts  and  utilization  of  all 
skim  milk  and  butterfat  and.  In  case  of 
errors  or  omissions,  ascertain  the  correct 
figures:  (2)  weigh,  sample,  and  test  for 
butterfat  content  all  milk  and  milk  prod- 
ucts handled:    (3)    verify  payments  to 
producers:  and  (4>  make  such  examina- 
tions of  operations,  equipment,  and  facil- 
ities, as  are  necessary  and  essential  to 
the  proper  administration  of  this  order 
or  any  amendments  thereto. 
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§  988  4  Classification  of  miifc— (a> 
Basis  of  classification.  All  skim  milk  and 
butterfat  contained  in  (1)  receipts  at  a 
fiuld  milk  plant  (s),  within  such  delivery 
period,  of  (a)  producer  milk,  (b)  skim 
milk  and  butterfat  in  any  form  from 
other  handlers,  and  (c)  other  source 
milk,  and  (ii>  milk  diverted  pursuant  to 
iS  988.1  (J)  <2)  shall  be  classified  by  the 
market  administrator  In  the  classes  set 
forth  in  paragraph  <b)  of  this  section. 

(b)  Classes  of  utilization.  Subject  to 
the  conditions  set  forth  in  paragraph  (c) . 
(d),  (e),  and  (f>  of  this  section,  the 
classes  of  utilization  shall  be  as  follows: 

( 1 )  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  (D  disposed  of  in  fluid 
form  (except  for  livestock  feed)  as  milk, 
skim  milk,  buttermilk,  flavored  milk, 
flavored  milk  drinks,  cream  and  any 


cream  product,  except  ice  cream  mix  and 
(li)  not  specifically  accounted  for  as 
Class  II  milk. 

(2)  Class  II  milk  shall  be  all  skim  milk 
and  butterfat:  (i)  Used  to  produce  any 
item  other  than  those  specified  in  sub- 
paragraph (1)   of  this  paragraph;    (ii) 
in  inventory  variation;  (iii)  di-sposed  of 
for  livestock  feed;   (Iv)   In  actual  plant 
shrinkage  of  skim  milk  and  butterfat  re- 
ceived in  producer  milk,  but  not  in  ex- 
cess of  2.5  percent  of  such  receipts  of 
skim   milk   and   butterfat,  respectively, 
and   (V)    In  actual   plant  shrinkage  of 
skim   milk   and  butterfat,  respectively, 
in  other  source  milk  received:  Provided, 
That  if  producer  milk  is  utilized  as  milk, 
skim  milk,  or  cream  in  conjunction  with 
other  source  milk  the  shrinkage  of  skim 
milk   and  butterfat,   respectively,   allo- 
cated to  producer  milk  and  other  source 
milk  shall  be  computed  pro  rata  accord- 
ing to  the  proportions  of  the  volumes  of 
skim  milk  and  butterfat.  respectively,  re- 
ceived from  such  sources  to  their  total, 
(c)   Responsibility  of  handlers  and  re- 
classification of  milk.     (1 )  All  skim  milk 
and  butterfat  shall  be  classified  as  Class 
I  milk,  unless  the  handler  who  first  re- 
ceives such  skim  milk  or  butterfat  proves 
to  the  market  administrator  that  such 
skim  milk  or  butterfat  should  be  classi- 
fied in  Class  n. 

(2)  Any  skim  milk  or  butterfat  classi- 
fied (except  that  transferred  to  a  pro- 
ducer-handler) in  one  class  shall  be  re- 
classified If  used  or  reused  by  such  han- 
dler or  by  another  handler  in  another 
class. 

(d)   Transfers.    Skim  milk  or  butter- 
fat disposed  of  by  a  handler  either  by 
transfer  or  diversion  shall  be  classified: 
(1)  As  Class  I  milk  if  transferred  in 
the  form  of  milk,  skim  milk,  or  cream 
to  a  fiuld  milk  plant  of  another  handler 
(except  a  producer-handler),  unless  util- 
ization in  Class  II  is  mutually  indicated 
in  writing  to  the  market  administrator 
by  both  handlers  on  or  l)efore  the  6th  day 
after  the  end  of  the  delivery  period  within 
which  such  transaction  occurred:  Pro- 
vided. That  skim  milk  or  butterfat  so  as- 
signed to  Class  II  shall  be  limited  to  the 
amount  thereof  remaining  In  such  class 
in  the  plant  of  the  transferee-handler 
after  the  subtraction  of  other  source  milk 
pursuant  to  paragraph  (f)  of  this  section, 
and  any  excess  of  such  skim  milk  or  but- 
terfat, respectively,  shall  be  assigned  to 

Clstss  I. 

(2)  As  Class  I  milk  if  transferred  in 
the  form  of  milk,  skim  milk,  or  cream  to 
a  producer-handler. 

(3)  As  Class  I  milk  If  transferred  or 
diverted  In  the  form  of  milk,  skim  milk, 
or  cream  to  a  nonfiuid  milk  plant,  except 
that  of  a  producer-handler,  unless  (D 
the  handler  claims  Class  II  on  the  basis 
of  a  utilization  mutually  Indicated  in 
writing  to  the  market  administrator  by 
both  the  operator  of  the  nonfiuid  milk 
plant  and  the  handler  on  or  before  the 
6th  day  after  the  end  of  the  delivery 
period  within  which  such  transfer  oc- 
curred, til)  the  operator  of  the  nonfiuid 
milk  plant  maintains  books  and  records 
showing  the  utilization  of  all  skim  milk 
and  butterfat  at  such  plant  which  are 
made  available  If  requested  by  the  mar- 
ket administrator   for  the   purpose  of 
verification,  and  (iii)   not  less  than  an 


equivalent  amount  of  skim  milk  and 
butterfat  was  actually  utilized  in  such 
plant  in  the  use  indicated  in  such  state- 
ment: Provided.  That  if  upon  Inspection 
of  the  records  of  such  plant  it  Is  found 
that  an  equivalent  amount  of  skim  milk 
and  butterfat  was  not  actually  used  in 
such  indicated  use  the  remaining  pounds 
shall  be  classified  as  Class  I. 

(e)  Computation  of  skfm  milk  and 
butterfat  in  each  class.  For  each  deliv- 
ery period,  the  market  administrator 
shall  correct  for  mathematical  and  other 
obvious  errors  the  delivery  period  re- 
port submitted  by  each  handler  and  com- 
pute the  total  pounds  of  skim  milk  and 
butterfat,  respectively.  In  Clasps  I  milk 
and  Class  II  milk  for  such  handler. 

(f)  Allocation  of  skim  milk  and  but- 
terfat classified.  (D  The  pounds  of 
skim  milk  remaining  In  each  class  after 
making  the  following  computations  for 
each  handler  for  each  delivery  period 
shall  be  the  pounds  in  such  class  allo- 
cated to  producer  milk  received  by  such 
handler: 

(I)  Subtract  the  shrinkage  of  skim 
milk,  computed  pursuant  to  paragraph 
(b)  (2)  (Iv)  of  this  section,  from  the 
total  pounds  of  skim  milk  In  Class  II 

milk:  J      ,   ... 

(in  Subtract  from  the  pounds  of  skim 
milk  remaining  In  each  class.  In  series 
beginning  with  Class  II  milk,  the  pounds 
of  skim  milk  in  other  source  milk. 

(Hi)  Subtract  from  the  pounds  of 
skim  milk  remaining  in  each  class  the 
pounds  of  skim  milk  received  from  other 
handlers  and  assigned  to  such  class  pur- 
.suant  to  paragraph  (d)  (D  of  this  sec- 
tion; ,„ 

(Iv)  Add  to  the  pounds  of  skim  milk 
remaining  in  Cla.ss  II  milk  the  pounds  of 
skim  milk  subtracted  pursuant  to  subdi- 
vision (1»  of  this  subparagraph;  or  if 
the  pounds  of  skim  milk  remaining  In  all 
classes  exceed  the  pounds  of  skim  milk 
In  producer  milk,  subtract  .such  excess 
from  the  pounds  of  skim  milk  remaining 
In  each  class,  In  series  beginning  with 
Class  II. 

(2)  Allocate  the  pounds  of  butterfat 
in  each  class  to  producer  milk  In  the 
same  manner  prescribed  for  skim  milk 
In  subparagraph  (D  of  this  paragraph. 

(3)  Add  the  pounds  of  skim  milk  and 
the  pounds  of  butterfat  allocated  to  pro- 
ducer milk  In  each  class,  respectively,  as 
computed  pursuant  to  subparagraphs 
(1)  and  (2)  of  this  paragraph,  and  de- 
termine the  percentage  of  butterfat  in 
each  class. 


§  988.5  Minimum  prices — (a)  Basic 
formula  price.  The  basic  formula  price 
per  hundredweight  (computed  to  the 
nearest  tenth  of  a  cent)  to  be  used  in 
determining  the  price  for  Class  I  milk 
pursuant  to  paragraph  (b)  of  this  sec- 
tion shall  be  the  highest  of  the  prices 
per  hundredweight  for  milk  of  4.0  per- 
cent butterfat  content  computed  pur- 
suant to  subparagraphs  (1),  (2),  or  (3) 
of  this  paragraph,  or  paragraph  (b)  (2) 
of  this  section. 

(1)  To  the  arithmetical  average  of  the 
basic  (or  field)  prices  reported  to  h«->3 
been  paid  or  to  be  paid  per  hundred- 
weight for  milk  of  3.5  percent  butterfat 
content  received  from  farmers  during 
the    delivery    period    at   the    following 
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plants  or  places  for  which  prices  have 
been  reported  to  the  market  administra- 
tor or  to  the  I>epartment  of  Agriculture 
on  or  before  the  6th  day  after  the  end 
of  the  delivery  period  by  the  companies 
listed  below : 

Company  and  Location 

Borden  Co.,  Black  Creek,  Wis. 

Borden  Co.,  Greenville,  Wis. 

Borden   Co.,   Mt.   Pleasant.  Mich. 

Borden  Co..  New  London,  WU. 

Borden  Co.,  OrfordvlUe,  WU. 

Carnation  Co.,  Berlin,  Wis. 

Carnation  Co.,  Jefferson,  Wis. 

Carnation  Co.,  Chilton.  Wis. 

Carnation  Co.,  Oconomowoc,  Wl«. 

Carnation   Co.,   Richland   Center,   Wis. 

Carnation  Co..  Sparta,  Mich. 

Pet  Milk  Co.,  Belleville.  Wis. 

Pet  Milk  Co..  Coopervllle.  Mich. 

Pet  Milk  Co..  Hudson,  Mich. 

Pet  Milk  CX)..  New  Olarus.  Wis. 

Pet  Milk   Co..   Wayland.  Mich. 

White  House  Milk  Co.,  Manitowoc,  Wis. 

White   House   Milk  Co.,  West   Bend.   Wis. 

add  an  amount  computed  by  multiply- 
ing the  butterfat  differential  computed 
pursuant  to  §  988.8  (f )  by  6. 

(2)  The  price  per  hundredweight 
computed  as  follows: 

(I)  Multiply  by  6  the  average  dally 
wholesale  price  per  pound  of  92-score 
butter  In  the  Chicago  market,  as  re- 
ported by  the  Department  of  Agricul- 
ture during  the  delivery  period: 

(II)  Add  an  amount  equal  to  2.4  times 
the  arithmetical  average  of  the  weekly 
prevailing  price  per  pound  of  'Twins" 
during  the  delivery  period  on  the  Wis- 
consin Cheese  Exchange  at  Plymouth, 
Wisconsin:  Provided,  That  if  the  price 
of  "Twins"  is  not  quoted  on  such  Ex- 
change the  weekly  prevailing  price  per 
pound  of  "Cheddars"  shall  be  used;  and 

<  ill )  Divide  by  7,  add  30  percent  there- 
of, and  then  multiply  by  4. 

(3)  The  price  per  hundredweight  com- 
puted as  follows:  Multiply  by  4.0  the 
arithmetical  average  of  daily  wholesale 
prices  per  pound  of  92-score  butter  in 
the  Chicago  market,  as  reported  by  the 
Department  of  Agriculture  during  the 
delivery  period,  add  20  percent  thereof, 
and  add  to  such  sum  3%  cents  for  each 
full  '^2  cent  that  the  arithmetical  average 
of  carlot  prices  per  pound  of  nonfat  dry 
milk  solids  (not  Including  that  specifi- 
cally designated  animal  feed),  spray  and 
roller  process,  f.  o.  b.  Chicago  area  manu- 
facturing plants,  as  reported  by  the  De- 
partment of  Agriculture  during  the  deliv- 
ery period,  is  above  5  cents:  Provided, 
That  if  such  f.  o.  b.  manufacturing  plant 
prices  of  nonfat  dry  milk  solids  are  not 
reported  there  shall  be  used  for  the  pur- 
pose of  such  computation  the  arithmeti- 
cal average  of  the  carlot  prices  of  nonfat 
dry  milk  solids  delivered  at  Chicago.  Illi- 
nois, as  reported  by  the  Department  of 
Agriculture  during  the  delivery  period: 
and  in  the  latter  event  the  "5  cents"  shall 
be  Increased  by  1  cent. 

(b)  Class  prices.  Subject  to  the  pro- 
visions of  paragraph  (c)  of  this  section, 
each  handler  shall  pay  producers,  at  the 
time  and  in  the  manner  set  forth  In 
§  988.8.  not  less  than  the  prices  per  hun- 
dredweight computed  as  follows  for  the 
respective  quantities  of  Class  I  milk  and 
Class  II  milk  computed  pursuant  to 
§988.4  (f): 
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(1)  Class  I  milk.  The  price  for  Class  I 
milk  shall  be  the  basic  formula  price  plus 
the  following  amounts  per  hundred- 
weight: $1.30  for  the  delivery  periods  of 
December  through  March;  $1.10  for  the 
delivery  periods  of  April  through  July; 
and  $1.50  for  the  delivery  periods  of 
August  through  November:  Provided, 
That  for  the  delivery  periods  of  August 
through  November  1949  the  price  for 
Class  I  milk  shall  not  be  less  than  $5.40 
per  hundredweight. 

(2)  Class  II  milk.  The  price  for  Class 
II  milk  shall  be  the  arithmetical  average 
of  the  basic  (or  field)  prices  reported  to 
have  been  paid  or  to  be  paid  per  hundred- 

•  weight  for  milk  of  4.0  percent  butterfat 
content  received  from  farmers  during  the 
delivery  period  at  the  following  plants 
or  places  for  which  prices  have  been  re- 
ported to  the  market  administrator  or 
to  the  Department  of  Agriculture  on  or 
before  the  6th  day  after  the  end  of  the 
delivery  period  by  the  companies  Indi- 
cated below: 

Company  and  Location 

Pet  Milk  Co..  Mayfleld,  Ky. 

Pet  Milk  Co.,  Bowling  Green.  Ky. 

Pet  Milk  Co.,  Greenville.  Tenn. 

Pet  Milk  Co..  Abingdon.  Va. 

Carnation  (3o..  Murfreesboro.  Tenn. 

Carnation  Co..  Stateavllle.  N.  C. 

Carnation  Co..  Galax.  Va. 

Borden  Cto..  Lewlsburg.  Tenn. 

Borden  Co.,  Chester.  8.  C. 

Scott  Cheese  Co.,  Sweet  Water,  Tenn, 

(c)  Butterfat  differential  to  handlers. 
If  the  weighted  average  butterfat  test  of 
that  portion  of  producer  milk  which  is 
classified,  respectively,  in  any  class  of 
utilization  for  a  handler,  pursuant  to 
§  988.4  (f).  Is  more  or  less  th&n  4.0  per- 
cent, there  shall  be  added  to,  or  sub- 
tracted from,  as  the  case  may  be,  the 
price  for  such  class  of  utilization,  for  each 
one-tenth  of  1  percent  that  such 
weighted  average  butterfat  test  Is  above 
or  below,  respectively,  4.0  percent,  a  but- 
terfat differential  (computed  to  the 
nearest  10th  of  a  cent),  calculated  for 
each  class  of  utilization  as  follows: 

(1)  Class  I  milk.  Multiply  by  1.4  the 
average  daily  wholesale  price  per  pound 
of  92-score  butter  in  the  Chicago  market, 
as  reported  by  the  Department  of  Agri- 
culture during  the  delivery  period,  and 
divide  the  result  by  10. 

(2)  Class  II  milk.  Multiply  by  1.2  the 
average  daily  wholesale  price  per  pound 
of  92-score  butter  in  the  Chicago  market, 
as  reported  by  the  Department  of  Agri- 
culture during  the  delivery  period,  and 
divide  the  result  by  10. 

§  988.6  Application  of  provisions — (a> 
Producer-handlers.  Sections  988.4, 998.5, 
988.7,  988.8,  988.9,  and  988.10  shall  not 
apply  to  a  producer-handler. 

§  988.7  Determination  of  uniform 
price — (a)  Computation  of  value  of  milk. 
The  value  of  producer  milk  received  dur- 
ing each  delivery  period  by  each  handler 
shall  be  a  sum  of  money  computed  by  the 
market  admini.<:trator  by  multiplying  the 
pounds  of  such  milk  In  each  class  for 
the  delivery  period  by  the  applicable  class 
price  and  adding  together  the  resulting 
amounts:  Provided.  That  If  a  handler, 
after  subtracting  receipts  of  other  source 
milk  and  receipts  from  other  handlers, 
has  disposed  of  skim  milk  or  butterfat 
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In  excess  of  the  skim  milk  or  butterfat 
which,  on  the  basis  of  his  report  for  the 
delivery  period  pursuant  to  5  988.3  (a), 
has  been  credited  to  producers  as  having 
been  received  from  them,  there  shall  be 
added  any  plus  amount  computed  by 
multiplying  the  pounds  in  each  class  as 
subtracted  pursuant  to  subparagraphs 
(1)  (iv)  and  (2)  of  §988.4  (f)  by  the 
applicable  class  price  adjusted  by  the 
butterfat  diCferentlals  to  handlers  speci- 
fied in  5  988.5  (c). 

(b)  Computation  of  the  uniform  price. 
For  each  delivery  period,  the  market  ad- 
ministrator shall  compute  the  uniform 
price  per  hundredweight  for  producer 
milk,  on  the  basis  of  4.0  percent  butterfat 
content,  as  follows: 

(1)  Combine  into  one  total  the  value 
computed  pursuant  to  paragraph  (a)  of 
this  section  for  all  handlers  who  made 
the  reports  prescribed  by  5  988.3  (a)  for 
such  delivery  period,  except  those  In  de- 
fault of  payments  required  pursuant  to 
§  988.8  (c)  for  the  preceding  delivery 
period : 

(2)  Subtract  if  the  average  butterfat 
content  of  producer  milk  represented  by 
the  values  Included  under  ""subparagraph 
(1)  of  this  paragraph  Is  greater  than  4.0 
percent,  or  add,  if  such  average  butterfat 
content  Is  le.ss  than  4.0  percent,  an 
amount  computed  as  follows:  Multiply 
the  amount  by  which  the  average  butter- 
fat content  of  such  milk  varies  from  4.0 
percent  by  the  butterfat  differential  com- 
puted pursuant  to  §988.8  <f),  and  mul- 
tiply the  result  by  the  total  hundred- 
weight of  such  milk; 

(3)  Add  an  amount  representing  the 
cash  balance  on  hand  in  the  producer- 
settlement  fund,  less  the  total  amount  of 
contingent  obligratlons  to  handlers  pur- 
suant to  §  988.8  (d); 

(4)  Divide  the  resulting  amount  by  the 
total  hundredweight  of  producer  milk  In- 
cluded In  these  computations;  and 

(5)  Subtract  not  less  than  4  cents  nor 
more  than  5  cents  for  the  purpose  of  re- 
taining In  the  producer-settlement  fund 
a  cash  balance  to  provide  against  dclln- 
quenclesi  In  payments  by  handlers.  This 
result  shall  be  known  as  the  "uniform 
price"  per  hundredweight  for  such  deliv- 
ery period  for  producer  milk  containing 
4.0  percent  butterfat,  f.  o.  b.  fluid  milk 
plant. 

(c)  Notification  of  handlers.  On  or 
before  the  10th  day  after  the  end  of  each 
delivery  period,  the  market  administra- 
tor shall  mall  to  each  handler,  at  his  last 
known  address,  a  statement  showing: 

(1)  The  amount  and  value  of  his  pro- 
ducer milk  In  each  class  and  the  total 
thereof; 

(2)  The  uniform  price  computed  pur- 
suant to  paragraph  (b)  of  this  section 
and  the  butterfat  differentials  computed 
pursuant  to  5  988.8  (f ) ;  and 

(3)  The  amounts  to  be  paid  by  such 
handler  pursuant  to  §§988.8  (c),  988.9. 
and  988.10. 

§  988.8  Payments  to  producers — (a) 
Time  and  method  of  payment.  (1)  On  or 
before  the  last  day  of  each  delivery  period 
each  handler  shall  make  payment  to  each 
producer  for  milk  received  from  him  dur- 
ing the  first  15  days  of  such  delivery 
period  at  not  less  than  75  percent  of  the 
uniform  price  per  hundredweight  for  the 
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preceding  delivery  period:  Provided.  That 
for  the  first  delivery  period  under  this 
order  such  payment  shall  not  be  less  than 
75  percent  of  the  price  per  hundredweight 
for  4  0  percent  milk  paid  to  producers  by 
such  handler  for  millc  delivered  during 
the  last  half  of  the  immediately  preced- 
ing month:  And  provided  further.  That 
with  respect  to  producers  whose  milk  was 
caused  to  be  delivered  to  such  handler  by 
a  cooperative  association  which  is  au- 
thorized to  collect  payment  for  such  milk, 
the  handler  shall  pay  such  cooperative 
association  on  or  before  the  3rd  day  be- 
fore the  end  of  each  delivery  period  an 
amount  equal  to  the  suih  of  the  Individual 
payments  otherwise  payable  to  such  pro- 
ducers In  accordance  with  this  subpara- 

srAoh 

( 2 )  On  or  before  the  15th  day  after  the 
end  of  each  delivery  period  each  handler 
shall  make  payment  to  each  producer  for 
milk  which  was  received  from  him  during 
the  delivery  period  at  not  less  than  the 
uniform    price   computed   pursuant    to 
S  988  7  <b) .  subject  to  the  following  ad- 
justments: <l)  the  butterfat  differential 
pursuant  to  paragraph  (f )  of  this  section. 
(11)  less  payment  made  pursuant  to  sub- 
paragraph (1)   of  this  paragraph.  (Ill) 
less  marketing  service  deductions  pur- 
suant to  5  988.10.  (Iv)  less  deductions  au- 
thorized In  writing  by  the  producer,  and 
(v)  any  error  In  calculating  payment  to 
such  Individual  producer  for  past  deliv- 
ery periods:  Provided.  That  If  such  han- 
dler has  not  received  full  payment  for 
such  delivery  period  pursuant  to  para- 
graph (d)  of  this  section,  he  may  reduce 
uniformly  per  hundredweight  for  all  pro- 
ducers his  payments  pursuant  to  this 
paragraph  by  an  amount  not  In  excess 
of  the  per  hundredweight  reduction  in 
payment  from  the  market  administrator: 
Provided  further.  That  the  handler  shall 
make  such  balance  of  payment  to  those 
producers  to  whom  It  Is  due  on  or  before 
the  date  for  making  payments  pursuant 
to  this  paragraph  next  following  that  on 
which  such  balance  of  payment  Is  re- 
ceived from  the  market  administrator: 
And  provided  further.  That  with  respect 
to  producers  whose  milk  was  caused  to 
be  delivered  to  such  handler  by  a  co- 
operative association  which  Is  authorized 
to  collect  payment  for  such  mllk.the  han- 
dler shall  pay  such  cooperative  associa- 
tion on  or  before  the  13th  day  after  the 
end  of  each  delivery  period,  an  amount 
equal  to  the  sum  of  the  Individual  pay- 
ments otherwise  payable  to  such  pro- 
ducers  In    accordance   with   this   sub- 
paragraph. 

(b>  Producer-settlement  fund.  The 
market  administrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  Into  which 
he  shall  deposit  all  payment  made  by 
handlers  pursuant  to  paragraphs  (c>  and 
(e)  of  this  section,  and  out  of  which  he 
shall  make  all  payments  pursuant  to.par- 
agraphs  (d>  and  (e)  of  this  section:  Pro- 
vided. That  payments  due  to  any  han- 
dler shall  be  offset  by  payments  due  from 
such  handler. 

(c)  Payments  to  the  producer -settle- 
ment fund.  On  or  before  the  12th  day 
after  the  end  of  each  delivery  period, 
each  handler  shall  pay  to  the  market  ad- 
ministrator any  amount  by  which  the 
total  value  of  his  milk  computed  pursu- 


ant to  §  988.7  (a)  for  such  delivery  period 
Is  greater  than  an  amount  computed  by 
multiplying  the  hundredweight  of  milk 
received  from  producers  during  the  de- 
livery period  by  the  uniform  price  ad- 
Justed  for  the  butterfat  differential  pro- 
vided for  In  paragraph  (f )  of  this  section, 
(d)   Payments  out  of   the   producer- 
settlement  fund.    On  or  before  the  13th 
day  after  the  end  of  each  delivery  period, 
the  market  administrator  shall  pay  to 
each  handler,  for  payment  to  producers, 
or  a  cooperative  association,  any  amount 
by  which  the  total  value  of  his  milk  com- 
puted pursuant  to  §  988.7  (a)  for  such  de- 
livery period  Is  less  than  an  amount  com- 
puted by  multiplying  the  hundredweight 
of  milk  received  from  producers  during  • 
the  delivery  period  by  the  uniform  price 
adjusted  for  the  butterfat  differential 
provided  for  in  paragraph  (f )  of  this  sec- 
tion.   If  at  such  time  the  balance  In  the 
producer-settlement  fund  Is  Insufficient 
to  make  all  payments  pursuant  to  thLs 
paragraph,    the    market    administrator 
shall  reduce  uniformly  such  payments 
and  shall  complete  such  payments  as 
soon  as  the  necessary  funds  are  avail- 
able. , 
(e)   Adjustment  of  errors  in  payment. 
Whenever  verification  by  the  market  ad- 
ministrator of  paj-ments  by  any  handler 
discloses  errors  made  In  payments  to  the 
producer-settlement  fund  pursuant  to 
paragraph  (c)  of  this  section,  the  market 
administrator  shall  promptly  bill  such 
handler  for  any  unpaid  amount  and  such 
handler  shall,  within  15  days,  make  pay- 
ment to  the  market  administrator  of  the 
amount  so  billed.    Whenever  verification 
discloses  that  payment  is  due  from  the 
market   administrator  to   any  handler, 
pursuant  to  paragraph  (d)  of  this  sec- 
tion   the   market    administrator    shall, 
within  15  days,  make  such  payment  to 
such  handler.    Whenever  verification  by 
the  market  administrator  of  the  payment 
by  a  handler  to  any  producer  or  coop- 
erative association  for  milk  received  by 
such  handler  discloses  payment  of  less 
than  Is  required  by  this  section,  the  han- 
dler shall  pay  such  balance  due  such  pro- 
ducer or  cooperative  association  not  later 
than  the  time  of  making  payment  to  pro- 
ducers next  following  such  disclosure. 

(f )   Butterfat  differential  to  producers. 
If  during  the  delivery  period,  any  han- 
dler has  received,  from  any  producer  or 
cooperative  association,  milk  having  an 
average  butterfat  content  other  than  4.0 
percent,  such  handler.  In  making  pay- 
ments prescribed  In  paragraph  (a)  (2)  of 
this  section,  shall  add  to  the  uniform 
price  per  hundredweight  paid  to  such 
producer  or  cooperative  association  for 
each  one-tenth  of  1  percent  that  the 
average  butterfat  content  of  such  milk 
is  above  4.0  percent  not  less  than,  or  may 
deduct  from  the  uniform  price  per  hun- 
dredweight for  each  one-tenth  of  1  per- 
cent that  the  average  butterfat  content 
of  such  milk  Is  below  4.0  percent  not  more 
than,  an  amount  computed  as  follows: 
Multiply  by  1.2  the  average  daily  whole- 
sale price  per  pound  of  92-score  butter 
m  the  Chicago  market,  as  reported  by  the 
Department  of  Agriculture  during  the  de- 
livery period,  and  divide  the  result  by  10. 
and  then  adjust  to  the  nearest  one-tenth 
of  a  cent. 


(g)  Statement  to  producers.  In  mak- 
ing payments  required  by  paragraph  (a) 
of  this  section  each  handler  shall  fur- 
nish each  producer  or  cooperative  asso- 
ciation with  a  supporting  statement  in 
such  form  that  It  may  be  retained  by  the 
producer  or  cooperative  association  which 

shall  show: 

(1)  The  delivery  period  and  the  Iden- 
tity of  the  handler  and  of  the  producer: 

(2)  The  total  pounds  and  the  average 
butterfat  content  of  milk  delivered  by 
the  producer; 

(3)  The  minimum  rate  or  rates  at 
which  payment  to  the  producer  Is  re- 
quired under  the  provisions  of  para- 
graphs (a)  and  (f)  of  this  section; 

(4)  The  rate  which  is  used  In  making 
the  payment  If  such  rate  Is  other  than 
the  applicable  minimum; 

(5)  The  amount  or  the  rate  per  hun- 
dredweight of  each  deduction  claimed  by 
the  handler.  lncludln:r  any  deduction 
made  pursuant  to  §  988.10.  together  with 
a  description  of  the  respective  deduc- 
tions; and 

<6)  The  net  amount  of  payment  to  the 

producer  or  cooperative  association. 

5  988  9      Expense    of    administration. 
As  his  pro  rata  share  of  the  expense  of 
the  administration  hereof,  each  handler 
shall  pay  to  the  market  administrator, 
on  or  before  the  15th  day  after  the  end 
of  each  delivery  period.  4  cents  per  hun- 
dredweight  or   such   lesser   amount   as 
the  Secretary  may  prescribe,  with  re- 
spect  to  receipts,  during   the   delivery 
period  of  (a)  milk  from  producers  (In- 
cluding such  handler's  own  production), 
and  (b>  other  source  milk  received  at  a 
fluid  milk  plant.    Each  cooperative  asso- 
ciation which  Is  a  handler  shall  pay  such 
pro  rata  expen.se  on  only  that  milk  of 
producers  caused  to  be  diverted  by  it 
pursuant  to  §988  1  (k). 

§  988.10    Marketing  services— (&">  De- 
ductions for  marketing  services.    Except 
as  set  forth  In  paragraph  (b)  of  this  sec- 
tion, each  handler  In  making  payments 
to  producers  pursuant  to  §  988.8  <a)  (2>. 
shall  deduct  6  cents  per  hundredweight 
or  such  lesser  amount  as  the  Secretary 
may  prescribe,  with  respect  to  all  milk 
received  by  such  handler  from  producers, 
excepting  such  handler's  own  farm  pro- 
duction, during  the  delivery  period,  and 
shall  pay  such  deductions  to  the  market 
administrator  not  later  than  the  15th 
day  after  the  end  of  the  delivery  period. 
Such  moneys  shall  be  used  by  the  market 
administrator  to  verify  weights,  samples, 
and  tests  of  milk  received  by  handlers 
from  such  producers  during  the  delivery 
period  and  to  provide  such  producers 
with  market  Information.    Such  services 
shall  be  performed  In  whole  or  In  part 
by  the  market  administrator  or  by  an 
agent  engaged  by  and  responsible  to  him. 
(b)  Producers'    cooperative    associa- 
tions.   In  the  case  of  producers  for  whom 
a  cooperative  association  Is  actually  per- 
forming, as  determined  by  the  Secretary, 
the  services  set  forth  In  paragraph  (a) 
of  this  section,  each  handler  shall  make. 
In  lieu  of  the  deductions  specified  In  par- 
agraph (a)  of  this  section,  such  deduc- 
tions as  are  authorized  by  such  producers 
and.  on  or  before  the  15th  day  after  the 
end  of  each  delivery  period,  pay  over 
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such  deductions  to  the  association  ren- 
dering such  services. 

S  988.11  Effective  time,  suspension, 
and  terjnination—(a)  Effective  time. 
The  provisions  hereof,  or  any  amend- 
ments hereto,  shall  become  effective  at 
such  time  as  the  Secretary  may  declare 
and  shall  continue  In  force  until  sus- 
pended or  terminated. 

(b)  Suspension  or  termination.  The 
Secretary  shall  suspend  or  terminate  any 
or  all  of  the  provisions  hereof,  whenever 
he  finds  that  it  obstructs  or  does  not  tend 
to  effectuate  the  declared  policy  of  the 
act.  This  order  shall.  In  any  event,  ter- 
minate whenever  the  provisions  of  the 
act  authorizing  It  cease  to  be  In  effect. 

(c)  Continuing  power  and  duty  of  the 
market  administrator.  (1)  If,  upon  the 
suspension  or  termination  of  any  or  all 
of  the  provisions  hereof,  there  are  any 
obligations  arising  hereunder,  the  final 
accrual  or  ascertainment  of  which  re- 
quires further  acts  by  any  handler,  by  the 
market  administrator,  or  by  any  other 
person,  the  power  and  duty  to  perform 
such  further  acts  shall  continue  notwith- 
standing such  suspension  or  termination : 
Provided,  That  any  such  acts  required 
to  be  performed  by  the  market  admln- 
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1.  Offering  of  certificates.  1.  The 
Secretary  of  the  Treasury,  pursuant  to 
the  authority  of  the  Second  Liberty  Bond 
Act.  as  amended.  Invites  subscriptions 
from  the  people  of  the  United  States  for 
certificates  of  Indebtedness  of  the  United 
States,  designated  IVi  percent  Treasury 
Certificates  of  Indebtedness  of  Series 
E-1950.  in  exchange  for  l^s  percent 
Treasury  Certificates  of  Indebtedness  of 
Series  E-1949.  maturing  June  1. 1949,  or  2 
percent  Treasury  Bonds  of  1949-51.  dated 
January  15.  1942.  called  for  redemption 
on  June  15.  1949.  Exchanges  will  be 
made  par  for  par  in  the  case  of  the 
maturing  certificates,  and  at  par  with  an 
adjustment  of  Interest  as  of  June  15, 
1949,  In  the  case  of  the  called  bonds. 

n.  Description  of  certificates.  1.  The 
certificates  will  be  dated  June  1.  1949. 
and  will  bear  Interest  from  that  date  at 
the  rate  of  IV4  percent  per  annum,  pay- 
able with  the  principal  at  maturity  on 
June  1,  1950.  They  will  not  be  subject 
to  call  for  redemption  prior  to  maturity. 

2.  The  Income  derived  from  the  cer- 
tificates shall  be  subject  to  all  taxes,  now 
or  hereafter  Imposed  under  the  Internal 
Revenue  Code,  or  laws  amendatory  or 
supplementary  thereto.  The  certificates 
shall  be  subject  to  estate,  inheritance, 
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Istrator  shall,  if  the  Secretary  so  directs, 
be  performed  by  such  other  person,  per- 
sons, or  agency  as  the  Secretary  may 
designate. 

(2)  The  market  administrator,  or  such 
other  person  as  the  Secretary  may  desig- 
nate (1)  shall  continue  in  such  capacity 
until  discharged  by  the  Secretary;  (ID 
from  time  to  time  account  for  all  receipts 
and  disbursements  and  deliver  all  funds 
or  property  on  hand,  together  with  the 
books  and  records  of  the  market  admin- 
istrator, or  such  person,  to  such  person 
as  the  Secretary  shall  direct;  and  (III) 
If  so  directed  by  the  Secretary  execute 
such  assignments  or  other  Instruments 
necessary  or  appropriate  to  vest  In  such 
person  full  title  to  all  funds,  property, 
and  claims  vested  In  the  market  admin- 
istrator or  such  person  pursuant  thereto. 

(d)  Liquidation  after  suspension  or 
termination.  Upon  the  suspension  or 
termination  of  any  or  all  provisions 
hereof,  the  market  administrator  or  such 
person  as  the  Secretary  may  designate 
shall.  If  so  directed  by  the  Secretary, 
liquidate  the  bu.slness  of  the  market  ad- 
ministrator's office,  and  dispose  of  all 
funds  and  property  then  In  his  posses- 
sion or  under  his  control,  together  with 
claims  for  any  funds  which  are  unpaid 
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gift  or  other  excise  taxes,  whether  Fed- 
eral or  State,  but  shall  be  exempt  from 
all  taxation*  now  or  hereafter  Imposed 
on  the  principal  or  interest  thereof  by 
any  State,  or  any  of  the  possessions  of 
the  United  States,  or  by  any  local  taxing 
authority. 

3.  The  certificates  will  be  acceptable 
to  secure  deposits  of  public  moneys. 
They  will  not  be  acceptable  in  payment 
of  taxes. 

4.  Bearer  certificates  will  be  issued  in 
denominations  of  $1,000,  $5,000,  $10  000 
$100,000  and  $1,000,000.  The  certificates 
will  not  be  issued  in  registered  form. 

5.  The  certificates  will  be  subject  to 
the  general  regulations  of  the  Treasury 
Department,  now  or  hereafter  pre- 
scribed, governing  United  States  cer- 
tificates. 

ni.  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the 
Federal  Reserve  Banks  and  Branches 
and  at  the  Treasury  Department,  Wash- 
ington. Banking  institutions  generally 
may  submit  subscriptions  for  account 
of  customers,  but  only  the  Federal 
Reserve  Banks  and  the  Treasury  De- 
partment are  authorized  to  act  as  official 
agencies. 

2.  The  Secretary  of  the  Treasury  re- 
serves the  right  to  reject  any  subscrip- 
tion, in  whole  or  in  part,  to  allot  less 
than  the  amount  of  certificates  applied 
for,  and  to  close  the  books  as  to  any  or 
all  subscriptions  at  any  time  without 
notice;  and  any  action  he  may  take 
in  these  respects  shall  be  final.  Sub- 
ject to  these  reservations,  all  subscrip- 
tions will  be  allotted  In  full.  Allotment 
notices  win  be  sent  out  promptly  upon 
allotment. 
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or  owing  at  the  time  of  such  suspension 
or  termination.  Any  funds  collected 
pursuant  to  the  provisions  hereof,  over 
and  above  the  amounts  necessary  to  meet 
outstanding  obligations  and  the  expen- 
ses necessarily  Incurred  by  the  market 
administrator  or  such  person  in  liqui- 
dating and  distributing  such  funds,  shall 
be  distributed  to  the  contributing  han- 
dlers and  producers  In  an  equitable 
manner. 

§  988.12  Separability  of  provisions.  If 
any  provision  hereof,  or  Its  application 
to  any  person  or  circumstances,  is  held 
invalid,  the  application  of  such  provision, 
and  of  the  remaining  provisions  hereof, 
to  other  persons  or  circumstances  shall 
not  be  affected  thereby. 

§  988.13  Agents.  The  Secretary  may. 
by  designation  In  writing,  name  any  offi- 
cer or  employee  of  the  United  States  to 
act  as  his  agent  or  representative  In  con- 
nection with  any  of  the  provisions  hereof. 

Piled  at  Washington.  D.  C.  this  19th 
day  of  May  1949. 

fSEAL]  John  I.  Thobcpson. 

Assistant  Administrator. 

IF.    R.    Doc.    49-4118;    Piled.    May    23.    1949; 
8:49  a.  m.l 


IV.  Payment.  1.  Payment  for  cer- 
tificates allotted  hereunder  must  be 
made  on  or  before  June  1,  1949.  or  on 
later  allotment.  Payment  of  the  prin- 
cipal amount  may  be  made  only  in 
Treasury  Certificates  of  Indebtedness  of 
Series  E-1949.  maturing  June  1.  1949.  or 
in  Treasury  Bonds  of  1949-51,  called  for 
redemption  on  June  15,  1949,  which  will 
be  accepted  at  par  and  should  accompany 
the  subscription.  The  full  year's  Inter- 
est on  the  certificates  surrendered  will 
be  paid  to  the  subscriber  following  ac- 
ceptance of  the  certificates.  In  the  case 
of  the  called  bonds  In  coupon  fomr.  pay- 
ment of  accrued  interest  on  the  new  cer- 
tificates from  June  1,  1949  to  June  15 
1949  ($0.47945  per  $1,000)  should  be 
made  when  the  subscription  Is  tendered. 
In  the  case  of  called  registered  bonds, 
the  accrued  Interest  will  be  deducted 
from  the  amount  of  the  check  which 
will  be  Issued  In  payment  of  final  interest 
on  the  bonds  surrendered.  Pinal  Inter- 
est due  June  15  on  bonds  surrendered 
will  be  paid,  In  the  case  of  coupon  bonds, 
by  payment  of  June  15,  1949  coupons, 
which  should  be  detached  by  holders 
before  presentation  of  the  bonds,  and  In 
the  case  of  registered  bonds,  by  checks 
drawn  In  accordance  with  the  assign- 
ments on  the  bonds  surrendered. 

V.  Assignment  of  registered  bonds.  1. 
Treasury  Bonds  of  1949-51  in  registered 
form  tendered  In  payment  for  certifi- 
cates offered  hereunder  should  be  as- 
signed by  the  registered  payees  or  as- 
signees thereof  to  "The  Secretary  of  the 
Treasury  for  exchange  for  Treasury  Cer- 
tificates of  Indebtedness  of  Series  E-1950 
to  be  delivered  to "  in  ac- 
cordance with  the  general  regulations  of 
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the  Treasury  Department  governing  as- 
signments for  transfer  or  exchange,  and 
thereafter  should  be  presented  and  sur- 
rendered with  the  subscription  to  a  Fed- 
eral Reserve  Bank  or  Branch  or  to  the 
Treasury  Department.  Division  of  Loans 
and  Currency.  Washington.  D.  C.  The 
bonds  must  be  delivered  at  the  expense 
and  risk  of  the  holders. 

VI  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re- 
serve Banks  are  authorized  and  re- 
quested to  receive  subscriptions,  to  make 
allotments  on  the  basis  and  up  to  the 
amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  issue 
allotment  notices,  to  receive  payment 
for  certificates  allotted,  to  make  delivery 
of  certificates  on  full-paid  subscriptions 
allotted,  and  they  may  Issue  interim  re- 
ceipUs  pending  delivery  of  the  definitive 
certificates. 

2  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre- 
scribe supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  win  be  communicated  promptly 
to  the  Federal  Reserve  Banks. 

[stALl  John  W.  Snyder, 

Secretary  of  the  Treasury. 

IP    R.   Doc.   49-408r,   Piled,   May    23,    1949; 
8:48  a.  ml 


NOTICES 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

Alaska 

SMALL  TRACT  CLASSIFICATION  NO.    11 

May  17.  1949. 

Pursuant  to  the  authority  delegated  to 
me  by  the  Director.  Bureau  of  Land  Man- 
agement by  Order  No.  319.  dated  July  19, 
1948  (43  CFR  50.451  (b)  (3K  13  F.  R. 
4278)  I  hereby  classify,  as  hereinafter 
Indicated,  under  the  Small  Tract  Act  of 
June  1.  1938  (52  Stat.  609.  43  U.  S.  C.  sec. 
682  (a) ).  as  amended,  the  following  de- 
scribed public  lands  In  the  Anchorage, 
Alaska  land  district,  embracing  approxi- 
mately 995  acres: 

Pot  Leasing  and  8al« 

FOB    HOME    AND    CABIN    SITES 

T    13  N    R    3  W..  Seward  Meridian: 

Bee  13:  NEUNW'i.  8</jNW>4.  K'^aNW'/* 
NW'4.  8Wy4NWiiNW'/4.  NWV;NE>4.  N>/i 
NE'^NEV;.      SW'iNEViNEy*.      W'/jSEVi 

NEV4NE'i- 

Sec.  13:  iVff^SW^HTV*.  NW'iNEi^SW'/* 
NE'4.  N^NWUNE'i.  N'jS'jNWUNEVi. 
8W  >  4  BE '  4  NWV4  NE  '4 .  SE  •  4  SW  '4  NW  '4 
NEI4.  E'a6Wi,4SW''4NW^4NEi4.  N'/, 
NE'4NE>4.'  SWVtNEUNEU.  NWUSE'A 
NE>4NE'4. 

Sec.  28:  S'zSW'^. 
T.  12  N.,  R.  3  W.,  Seward  Meridian: 

Sec.  15:   S'^S'-i. 

Sec.  21:  N'-iN^. 

Sec.  22:   NEV;.  N'^NWi.4. 

TOR   HOME.  CABIN   AND  BUSINESS  SFFES 

T.  13  N..  R.  3  W.,  Seward  Meridian: 
Sec.  22:  SE'4. 
Sec.  2«:  8E>4NW'4.  NE'4SW'A. 

2.  The  lands  are  located  from  approxi- 
mately four  to  seven  miles  from  the  City 
of  Anchorage,  and  are  served  by  good 
gravelled  and  secondary  roads.  None  of 
the  area  Is  served  by  public  utilities  at 


the  present  time.  Adequate  water  supply 
for  domestic  use  can  be  obtained  from 
wells,  and  sewage  disposal  may  be  made 
by  the  use  of  cesspools  or  septic  tanks. 
Churches,  hospital,  schools  and  market 
facilities  are  available  in  Anchorage. 
The  climate  Is  a  favorable  combination 
of  the  temperate  coastal  climate  of 
southern  Alaska.  The  winter  Is  typically 
long  and  moderately  cold,  and  the  sum- 
mer short  and  fairly  warm. 

3.  Pursuant  to  §  257.9  of  the  Code  of 
Federal  Regulations  (43  CFR.  Part  257). 
a  preference  right  to  a  lease  is  accorded 
to  those  applicants  whose  applications 
(a)  were  regularly  filed,  under  the  regu- 
lations Issued  pursuant  to  the  act.  prior 
to  this  classification,  and  (b)  are  of  the 
type  of  site  for  which  the  lands  subject 
thereunder  have  been  classified.  As  to 
such  applications,  this  order  shall  become 
effective  upon  the  date  which  It  Is  signed. 

4.  As  to  the  lands  not  covered  by  the 
applications  referred  to  In  paragraph  3. 
this  order  shall  not  beconw  effective  to 
permit  the  leasing  of  such  land  under  the 
Small  Tract  Act  of  June  1.  1938.  cited 
above,  until  10:00  a.  m.  on  June  21.  1949. 
At  that  time  such  land  shall,  subject  to 
valid  existing  rights  and  the  provisions 
of  exi.sting  withdrawals,  become  subject 
to  application,  petition,  location,  or  selec- 
tion, as  follows: 

(a)  Ninety-day  period  for  other  pref- 
erence-right filings.    For  a  period  of  90 
days  from  10:00  a.  m.  on  June  21. 1949.  to 
close  of  business  on  September  20.  1949. 
inclusive,  to  (1)   application  under  the 
Small  Tract  Act  of  June  1. 1938.  by  quali- 
fied veterans  of  World  War*II.  for  whose 
service  recognition  is  granted  by  the  act 
of  September  27.  1944  (58  Stat.  747,  43 
U.  8.  C.  sees.  279.  282  >  as  amended,  and 
by  other  qualified  persons   entitled  to 
credit  for  service  under  the  said  act.  sub- 
ject to  the  requirements  of  applicable 
law.  and  (2)  application  under  any  ap- 
plicable public  law,  based  on  prior  exist- 
ing valid  settlement  and  preference  rights 
conferred  by  existing  laws  or  equitable 
clalDM  subject  to  allowance  and  confir- 
mation.   Application  by  such  veterans 
and  by  other  persons  entitled  to  credit 
for  service  shall  be  subject  to  claims  of 
the  classes  described  In  subdivision  (2). 

(b)  Advance  period  for  simultaneous 
preference-right  filings.  All  applications 
by  such  veterans  and  persons  claiming 
preference  rights  superior  to  those  of 
such  veterans  filed  on  May  17,  1949,  or 
thereafter,  up  to  and  including  10:00 
a.  m.  on  June  21. 1949.  shall  be  treated  as 
simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laws. 
Commencing  at  10:00  a.  m.  on  September 
21.  1949.  any  of  the  land  remaining  un- 
appropriated shall  become  subject  to 
appllcatlon-under  the  Small  Tract  Act  by 
the  public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference-right  filings.  Applica- 
tions under  the  Small  Tract  Act  by  the 
general  public  filed  on  September  1, 1949. 
or  thereafter,  up  to  and  Including  10:00 
a.  m.  on  September  21.  1949.  shall  be 
treated  as  simultaneously  filed. 

5.  A  veteran  shall  accompany  his  ap- 
plication with  a  complete  photostatic,  or 
other  copy  (both  sides)  of  his  certificate 
of  honorable  discharge,  or  of  an  official 


document  of  his  branch  of  service  which 
shows  clearly  his  honorable  discharge  as 
defined  In  5  181.36  of  Title  43  of  the  Code 
of  Federal  Regulations,  or  constitutes 
evidence  of  other  facts  upon  which  the 
claim  for  preference  Is  based  and  which 
shows  clearly  the  period  of  service. 
Other  persons  claiming  credit  for  service 
of  veterans  must  furnish  like  proof  in 
support  of  their  claim.  Persons  assert- 
ing preference  rights,  through  settlement 
or  otherwise,  and  those  having  equitable 
claim,  shall  accompany  their  applications 
by  duly  corroborated  statements  In  sup- 
port thereof,  setting  forth  In  detail  all 
facts  relevant  to  their  claims. 

6.  All  applications  referred  to  In  para- 
graphs 3  and  4.  which  shall  be  filed  In 
the  District  Land  Office  at  Anchorage. 
Alaska,  shall  be  acted  upon  In  accordance 
with  the  regulations  contained  In  8  295.8 
of  Title  43  of  the  Code  of  Federal  Regu- 
lations to  the  extent  that  such  regula- 
tion.s  are  applicable.  Applications  under 
the  Small  Tract  Act  of  June  1.  1938  .«;hall 
be  governed  by  the  regulations  contained 
In  Part  257  of  Title  43  of  the  Code  of 
Federal  Regulations. 

7   Lessees  under  the  Small  Tract  Act 
of  June  1.  1938,  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage- 
ment authorized  to  sign  the  lease.  Im- 
provements which.  In  the  circumstances, 
are  presentable,  substantial  and  appro- 
priate for  the  use  for  which  the  lease  is 
Issued     Leases  will  be  for  a  period  of  not 
more  than  five  years,  at  an  annual  rental 
of  $5  00  for  home  and  cabin  sites,  payable 
In  advance  for  the  entire  lease  period. 
The  rental  for  business  sites  will  be  in 
accordance  with  a  schedule  of  graduated 
charges  based  on  gross  Income,  with  a 
minimum  charge  of  $20  00  payable  yearly 
In  advance,  the  remainder,  if  any.  to  be 
paid  within  thirty  days  after  each  yearly 
anniversary   of   the   lease.    Lea.ses   wU 
contain  an  option  to  purchase  the  tract 
at  or  after  the  expiration  of  one  year 
from  the  date  the  lease  Is  Issued,  provided 
the  terms  and  conditions  of  the  lease 
have  been  met.  ^ .    ^ 

8  All  of  the  land  will  be  leased  In  tracts 
of  approximately  five  acres,  in  accord- 
ance with  the  classification  maps  on  file 
m  the  Di-strlct  Land  Office.  Anchorage. 
Alaska.  The  tracts  where  possible  are 
made  to  conform  In  description  with  the 
rectangular  system  of  survey,  being  ap- 
proximately 330  by  660  feet.  In  compact 

units.  ^        v..    *  ♦„ 

9  The  leases  will  be  made  subject  to 
rights-of-way  for  road  purposes  and 
public  utilities,  of  33  feet  In  width,  on 
each  side  of  the  tracts  contiguous  to  the 
section  and/or  quarter  section  lines,  as 
shown  on  the  classification  maps  on  file 
in  the  District  Land  Office.  Anchorage. 
Alaska.  Such  rights-of-way  may  be  uti- 
lized by  the  Federal  Government,  or  the 
State  or  Territory,  county  or  municipal- 
ity, or  by  any  agency  thereof.  The 
rights-of-way  may.  In  the  discretion  of 
the  authorized  officer  of  the  Bureau  of 
Land  Management,  be  definitely  located 
prior  to  the  Issuance  of  the  patent.  If 
not  so  located,  they  may  be  subject  to 
location  after  patent  is  Issued. 


Tuesday,  May  24, 1949 

10.  All  inquiries  relating  to  these  lands 
shall  be  addressed  to  the  Manager.  Dis- 
trict Land  Office.  Anchorage.  Alaska. 

LOWILL   M.   PUCKETT, 

Regional  Administrator. 

fP.    R.    Doc.    49-4084;    Filed,    May    23,    1949; 
8:48  a.  m.l 
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DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 

Notice  or  Pooling  of  1948  Crop  Loan 
Cotton 

Notice  is  hereby  given  that  all  1948 
crop  upland  and  American-Egyptian  cot- 
ton securing  loans  to  producers  under 
Commodity  Credit  Corporations  1948 
cotton  loan  programs  which  are  still  out- 
standing on  August  1. 1949.  will  be  pooled 
for  the  producers'  accounts  on  that  date, 
as  provided  in  the  loan  agreements  un- 
der which  the  loans  were  made.  The 
notes  evidencing  the  loans  will  mature 
on  July  31.  1949.  Prior  to  August  1. 
1949.  producers  may  request  that  their 
notes  be  forwarded  to  local  banks  for  re- 
payment of  the  loans,  or  the  producers 
may  sell  their  equities  In  the  cotton  by 
using  the  Producer's  Equity  Transfers 
on  their  copies  of  the  loan  forms. 

After  the  cotton  is  pooled,  producers 
will  not  be  entitled  to  sell  their  equities 
In  the  cotton  or  to  arrange  to  repay  their 
loans.  No  payment  will  be  made  to  pro- 
ducers at  the  time  their  cotton  is  pooled. 
On  final  liquidation  of  the  cotton  in  each 
pool,  the  net  proceeds,  if  any.  after  de- 
duction of  ali  advances.  Interest,  and 
charges— including  storage.  Insurance 
and  handling  charges— will  be  distrib- 
uted among  the  producers  whose  cotton 
was  placed  in  the  pool.  In  proportion  to 
the  amounts  of  the  loans  made  to  the 
producers  on  such  cotton. 

Cotton  securing  loans  to  cooperative 
assoclatloas  will  also  be  pooled  on  August 
1.  1949. 

Issued  this  19th  day  of  May  1949. 
fsEAL]  Elmer  F.  Kruse. 

Manager, 
Commodity  Credit  Corporation. 

Approved : 

Ralph  8.  Trigo. 
President, 
Commodity  Credit  Corporation. 

IP.    R.   Doc.    49^104;    Filed.   May   23.    1949; 
8:57  a.  m.l 


FEDERAL    TRADE    COMMISSION 

(Pile  No.  21-421) 

Candy  Mfg.  Industry 

notice  or  holding  of  trade  practice 

CONFERENCE 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  its  office  In 
the  city  of  Washington.  D.  C.  on  the 
19th  day  of  May  1949. 

Notice  is  hereby  given  that  a  trade 
practice  conference  will  be  held  by  the 
Federal  Trade  Commission  for  the  Candy 
Manufacturing  Industry  in  the  North 
Ballroom  of  the  Stevens  Hotel.  Chicago. 
No.  99 3 


Illinois,  on  June  9.  1949,  commencing  at 
11  a.  m..  d.  s.  t.  (10  a.  m.  c.  s.  t). 

The  Industry  Is  composed  of  the  per- 
sons, firms,  corporations  and  organiza- 
tions engaged  in  the  manufacture,  sale 
and  distribution  of  bulk  candy,  pack- 
aged candy,  candy  bars,  and  all  other 
types  and  varieties  of  candy.  Irrespective 
of  the  type  or  method  of  packaging.  All 
members  of  the  Industry  are  cordially 
invited  to  attend  or  be  represented  at 
the  conference. 

The  conference  and  further  proceed- 
ings in  the  matter  will  be  directed  to- 
ward the  eventual  establishment  and 
promulgation  by  the  Commission  of 
trade  practice  rules  for  the  industry  un- 
der which  unfair  methods  of  competi- 
tion, unfair  or  deceptive  acts  or  practices, 
and  other  trade  abuses,  may  be  elimi- 
nated and  prevented. 

By  direction  of  the  Commission. 

rsEALl  D.  C.  Daniel, 

Secretary. 

|F.    R.   Doc.   49^103;    Piled.    May   23.    1949; 
8:57  a.  m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  Noa.   64-82,  59-10.  59-39.   69-601 

North  American  Co.  et  al. 

STTPPLEMENTAL  order  PERMITTING  DISTRIBU- 
TION AND  TRANSFER   OF  STOCK 

At  a  regular  se.ssion  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington.  D.  C.  on 
the  13th  day  of  May  1949. 

In  the  matter  of  the  North  American 
Company  and  its  subsidiary  companies 
File  No.  59-10;  the  North  American  Com- 
pany. File  No.  54-82;  North  American 
Light  ti  Power  Company,  holding  com- 
pany system  and  the  North  American 
Company.  File  No.  59-39;  North  Ameri- 
can Light  &  Power  Company.  File  No. 
54-50. 

The  Commission  having  issued  Its  or- 
der on  December  30.  1941.  pursuant  to 
section  11  (b)  (2)  of  the  Public  Utility 
Holding  Company  Act  of  1935  ("act") 
lilrecting  the  liquidation  and  dissolution 
of  North  American  Light  &  Power  Com- 
pany; and 

The  Commission  having  Issued  Its  or- 
der on  June  25.  1947.  approving,  subject 
to  certain  conditions,  a  plan  filed  pur- 
suant to  section  11  (e)  of  the  act  by  the 
North  American  Company  and  Joined  In 
by  Its  subsidiary.  North  American  Light 
&  Power  Company,  providing  for  such 
liquidation  and  dissolution;  and 

An  order  approving  said  plan  and  di- 
recting enforcement  thereof  having  been 
entered  by  the  United  States  District 
Court  for  the  District  of  Delaware  on 
November  6.  1947.  which  order  having 
been  affirmed  by  the  United  States  Court 
of  Appeals  for  the  Third  Circuit  on  No- 
vember 5.  1948.  and  no  petition  to  the 
Supreme  Court  of  the  United  States  for 
a  writ  of  certiorari  to  review  said  af- 
firmance having  been  filed,  and  the  time 
within  which  to  file  such  petition  having 
expired;  and 

The  Commission  having  Issued  its  sup- 
plemental orders  of  August  4,  194'7,  and 


January  10.  1949.  amending  the  said  or- 
der of  June  25.  1947.  to  Include  certain 
recitals  conforming  to  the  requirements 
of  Supplement  R  of  Chapter  1  and  sec- 
tion 1808  (f)  of  Chapter  11  of  the  In- 
ternal Revenue  Code,  as  amended,  and 
having  reserved  jurisdiction  in  said  sup- 
plemental orders  to  enter  such  other  or 
further  orders  conforming  to  the  re- 
quirements of  Supplement  R  of  Chapter 
1  and  section  1808  (f)  of  Chapter  11  of 
the  Internal  Revenue  Code,  as  amended, 
as  might  appear  to  the  Commission  to  be 
appropriate;  and 

The  said  plan  having  been  partially 
consummated  so  that  the  North  Ameri- 
can Company  Is  now  the  sole  stockholder 
of  North  American  Light  &  Power  Com- 
pany, and  North  American  Light  ti  Power 
Company.  In  connection  with  and  as  a 
part  of  its  final  liquidation  and  dissolu- 
tion as  contemplated  by  the  said  plan 
having  proposed  to  distribute  and  trans- 
fer to  the  North  American  Company  as 
Its  sole  stockholder  54,736  shares  of  the 
common  stock,  without  par  value,  of 
Illinois  Power  Company,  and  having  re- 
quested that  the  Commission  Issue  a 
supplemental  order  containing  the  re- 
citals, findings  and  orders  hereinafter 
set  forth;  and 

The  Commission  having  considered 
said  application  and  deeming  It  appro- 
priate in  the  public  interest  and  m  the 
Interest  of  Investors  and  consumers  that 
said  application  be  granted: 

It  is  ordered.  That  the  order  dated 
June  25.  1947.  in  these  proceedings,  as 
amended  by  the  supplemental  orders  of 
August  4.  1947.  and  January  10,  1949.  be 
and  the  same  hereby  Is.  further  amended 
by  adding  thereto  the  following  pro- 
visions: 

It  is  further  ordered  and  recited  and 
the  Commission  finds.  That  the  proposed 
distribution  and  transfer  by  North 
American  Light  &  Power  Company,  in 
connection  with  and  as  a  part  of  the  final 
liquidation  and  dissolution  of  that  com- 
pany, of  54.736  shares  of  common  stock 
without  par  value,  of  Illinois  Power  Com- 
pany (represented  by  certificate  No.  NCO 
50282)  to  the  North  American  Company 
as  the  sole  stockholder  of  North  Ameri- 
can Light  &  Power  Company,  all  as  au- 
thorized or  permitted  by  this  order  of 
the  Commission  of  June  25.  1947.  and  in 
obedience  thereto,  are  necessary  and  ap- 
propriate to  the  Integration  of  the  hold- 
ing company  system  of  which  North 
American.  Light  L  Power  Company  Is  a 
member  and  are  necessary  or  appropriate 
to  effectuate  the  provisions  of  section 
11  (b)  of  the  Public  Utility  Holding  Com- 
pany Act  of  1936. 

It  is  further  ordered.  That  Jurisdiction 
be.  and  hereby  is.  reserved  to  enter  such 
other  or  further  orders,  conforming  to 
the  requirements  of  Supplement  R  of 
Chapter  1  and  section  1808  (f)  of  Chap- 
ter 11  of  the  Internal  Revenue  Code,  as 
amended,  as  may  appear  to  the  Commis- 
sion to  be  appropriate. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois. 

Secretary. 


|P.    R.    Doc.    49-4077;    Filed,    May    23.    1949; 
8:47  a.  ml 
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I  Pile  No.  84-173] 


Philadelphia  Co.  and  Standard  Gas  and 
Electric  Co. 

order  postponing  hearino 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  nth  day  of  May  1949. 

Standard  Gas  and  Electric  Company 
("Standard  Gas"),  a  registered  holding 
company  and  a  subsidiary  of  Standard 
Power  and  Light  Corporation,  also  a  reg- 
istered holding  company,  having  filed  an 
application  pursuant  to  section  11  (e)  of 
the  Public  Utility  Holding  Company  Act 
of  1935  seeking  approval  of  a  plan  for 
simplification  of  the  capital  structure 
of  Philadelphia  Company,  a  registered 
holding  company  and  a  subsidiary  of 
Standard  Gas;  and 

The  Commission  on  December  23. 1948. 
having  issued  its  notice  of  filing  of  plan 
pursuant  to  section  11  (e)  and  notice  of 
and  order  for  hearing  with  respect  to 
said  application  directing  that  a  hearing 
be  held  on  February  15.  1949;  and 

On  January  28,  1949.  said  hearing  hav- 
ing been  postponed,  at  the  request  of 
counsel  for  Standard  Gas.  until  April 
5,  1949;  and 

On  April  12,  1949,  said  hearing  having 
been  adjourned,  by  agreement  of  all  in- 
terested persons,  until  May  24.  1949;  and 
Counsel  for  Standard  Gas  having  by 
telegram  on  May  16,  1949,  requested  that 
said  adjourned  hearing  be  postponed 
until  June  27.  1949  for  the  reason  that 
Standard  Gas  intends  to  amend  the 
aforesaid  plan;  and 

It  appearing  appropriate  to  the  Com- 
mission that  such  request  for  postpone- 
ment should  be  granted  and  that  the 
adjourned  hearing  heretofore  scheduled 
to  be  reconvened  on  May  24,  1349,  should 
be  po.stponed  until  June  27,  1949: 

It  is  ordered.  That  the  adjourned  hear- 
ing In  this  matter  heretofore  scheduled 
to  be  reconvened  on  May  24. 1949  at  10:00 
a.  m.,  e.  d.  s.  t.,  at  the  office  of  the  Se- 
curities and  Exchange  Commission.  425 
Second  Street  NW..  Wa.shington  25,  D.  C  , 
be.  and  the  same  hereby  Is,  postponed  to 
June  27. 1949,  at  the  same  time  and  place 
previously  designated.  On  such  day  the 
hearing  room  clerk  in  Room  101  will  ad- 
vise as  to  the  room  In  which  such  hear- 
ing will  be  held. 

It  is  further  ordered.  That  William  W. 
Swift,  or  any  other  officer  or  officers  of 
this  Commission  decignated  by  it  for  the 
purpwe,  shall  preside  at  such  postponed 
hearing.  The  officer  so  designated  to 
preside  at  such  postponed  hearing  Is 
hereby  authorized  to  exercise  all  powers 
granted  to  the  Commission  under  section 
18  tc>  of  the  act  and  to  a  hearing  officer 
under  the  Comml.'^slon's  rules  of  practice. 
It  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  a 
copy  of  this  order  by  registered  mail  on 
£ll  persons  heretofore  served  in  this  pro- 
ceeding. 

By  the  Commission. 

I  SEAL  I  Orval  L.  DuBois. 

Secretary. 

(P.   R.    Doc.    49-4078:    Filed,   May    23.    1949: 
8:47   a.   m.) 


NOTICES 

[Pile  Noe.  69-11.  69-17,  54-251 
United  Light  and  Railways  Co.  vt  al. 

NOTICE  or  nLINO 


At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington,  D.  C.  on 
the  18th  day  of  May  A.  D.  1949. 

In  the  matter  of  the  United  Light 
and  Railways  Company,  American  Light 
&  Traction  Company,  et  al..  File  Nos. 
59-11.  59-17.  54-25. 

Notice  is  hereby  given  that  the  United 
Light   and  Railways  Company    ("Rail- 
ways"), a  registered  holding  company, 
has  filed  with  this  Commission  an  ap- 
plication-declaration   pursuant    to    the 
Public  Utility  Holding  Company  Act  of 
1935  ("act")  and  the  rules  and  regula- 
tions promulgated  thereunder  with  re- 
spect to  a  proposed  offer  to  its  stock- 
holders of  the  right  to  purchase  all  of 
the  remaining  shares  of  common  stock 
of  American  Light  &  Traction  Company 
("American  Light")  owned  by  Railways. 
Notice  Is  further  given  that  any  inter- 
e.-^ted  person  may,  not  later  than  May 
31,  1949.  at  5:30  p.  m.,  e.  d.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  with  respect  to  said  application- 
declaration,  stating  the  nature  of  his  in- 
terest, the  reasons  for  such  request  and 
the  issues  of  fact  or  law.  If  any,  raised 
by  said  application-declaration  which  he 
desires  to  controvert  or  may  in  writing 
request  that  he  be  notified  If  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchanpe  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25,  D.  C.    At  any  time  after  May 
31.    1949,   such   application-declaration, 
as  filed  or  as  amended,  may  be  granted 
and   permitted   to  become  effective  as 
provided  In  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act, 
or   the  Commission   may   exempt   such 
transactions  as  provided  In  Rules  U-20 
(a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration  which  Is  on 
file  In  the  offices  of  this  Comml.s.sion  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  as  fol- 
lows: • 

On  December  30.  1947,  the  Commission 
entered  an  Order  approving  a  plan  filed 
pursuant  to  the  provisions  of  .section 
11  (e)  of  the  act  by  Railways  and  Amer- 
ican Light,  which  plan  provides,  among 
other  things,  that  Railways,  by  two  sepa- 
rate sales,  shall  offer  to  Its  common 
stockholders  the  right  to  purchase  all  of 
the  common  stock  of  American  Light 
owned  by  Railways  at  $12  per  share  (or 
.such  lower  price  as  may  be  fixed  by  the 
Board  of  Directors  of  Railways)  on  the 
basis  of  one  share  of  American  Light 
common  stock  for  each  five  shares  of 
Railways'  common  stock  owned. 

By  order  dated  February  7.  1949.  the 
Commission  approved  an  application- 
declaration  covering  the  first  of  such  of- 
ferings pursuant  to  which  634.667  shares 
of  the  common  stock  of  American  Light 
was  distributed.  Railways  presently  owns 
634.031  shares  of  the  common  stock  of 
American  Light  and  now  proposes  to 
complete  the  divestment  of  its  interest  in 
American  Light  through  a  second  such 


rights  offering,  which  involves  the  dis- 
tribution of  a  maximum  of  634.667  shares 
of  American  Light  common  stock.  In  the 
event  additional  shares  of  American 
Light  common  stock  are  required  in  con- 
nection with  the  proposed  rights  offering. 
Railways  requests  authority  to  purchase 
In  the  open  market  such  additional 
shares  as  may  be  needed  not  to  exceed 
636  shares. 

Railways  proposes,  on  or  about  June  10. 
1949.  to  issue  to  its  common  stockholders 
of  record  as  of  the  close  of  business  on  or 
about  June  1. 1949,  transferable  warrants 
representing  rights  to  purchase  shares  of 
common  stock  of  American  Light  at  $12 
per  share  on  the  basis  of  one  share  of 
American  Light  common  stock  for  each 
five  shares  of  Railways'  common  stock 
owned  on  the  record  date.  One  right 
will  attach  to  each  share  of  common 
stock  of  Railways'  outstanding  on  the 
record  date  and,  accordingly,  common 
stockholders  of  Railways  will  be  given 
wasrants  representing  the  same  nimiber 
of  rights  as  there  are  shares  of  common 
stock  of  Railways  registered  In  their 
names  on  the  record  date. 

The  exercise  of  five  rights  will  be  re- 
quired to  purchase  one  share  of  American 
Light  common  stock.  No  fractions  of 
shares  of  common  stock  of  American 
Light  will  be  issued.  Rights  to  purchase 
less  than  one  share  may  be  used  in  com- 
bination with  similar  rights  representing 
In  the  aggregate  the  right  to  purchase 
one  or  more  whole  shares.  The  warrants 
will  be  mailed  on  or  about  June  10,  1949, 
and  the  subscription  period  will  expire  on 
the  twentieth  day  following  the  date  of 
such  mailing. 

The  application-declaration  states 
that  It  will  be  possible  to  purchase  and 
sell  the  warrants  through  «he  usual  in- 
vestment channels  and  that  it  is  contem- 
plated that  arrangements  will  be  made 
for  their  admission  to  trading  on  the  New 
York  Curb  Exchange.  It  is  further  stated 
that  Railways  proposes  to  enter  into  an 
arrangement  under  which  the  Bankers 
Trust  Company,  New  York,  will  handle 
orders  to  buy  or  sell  the  rights  and  the 
warrants  will  contain  forms  for  use  in 
this  connection.  Bankers  Trust  Com- 
pany will  make  a  service  charge  of  five 
cents  per  right  payable  by  warrant  hold- 
ers, except  that  where  the  transaction 
Involves  the  sale  or  purchase  of  four 
rights  or  less,  applicant-declarant  will 
pay  the  charges. 

It  is  estimated  that  the  proceeds  from 
the  second  offering  of  common  stock  of 
American  Light  will  amount  to  $7,500  000 
after  payment  of  expenses.  In  accord- 
ance with  the  provisions  of  the  plan 
and  the  terms  of  Railways'  outstanding 
loan  agreements  It  Is  proposed  to  apply 
the  net  proceeds,  to  the  extent  necessary, 
to  the  payment  of  the  balance  of  Rail- 
ways' bank  loan  Indebtedness  presently 
outstanding  in  the  amount  of  $4  744.- 
047.64  under  Its  loan  agreement  dated 
November  24.  1945.  The  excess  of  such 
proceeds  remaining  after  payment  of 
such  Indebtedness  will  be  applied  in  ac- 
cordance with  the  provisions  of  a  loan 
agreement  dated  April  30,  1949,  and  ap- 
proved by  the  Commission  on  May  2. 
1949,  entered  into  for  the  purpose  of  pro- 
viding funds  with  which  to  redeem  the 
outstanding  prior  preferred  .stock  of  Rail- 
ways.   This    loan    agreement    requires 
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that  such  excess  proceeds  be  applied  ei- 
ther to  the  reduction  of  the  outstanding 
bank  loan  Indebtedness  of  Continental 
Gas  and  Electric  Corporation,  a  regis- 
tered holding  company  subsidiary  of 
Railways,  or  be  used  to  increase  Rail- 
ways' Investment  In  the  equity  of  Iowa 
Power  and  Light  Company,  Kansas  City 
Power  and  Light  Company,  or  St.  Joseph 
Light  and  Power  Company,  operating 
subsidiaries  of  Continental  Gas  and 
Electric  Corporation. 

The  application-declaration  states 
that  Railways  expects  (subject  to  ob- 
taining necessary  approval  of  the  Com- 
mission) to  sell,  as  soon  as  practicable, 
any  shares  of  American  Light  common 
stock  not  disposed  of  through  the  exer- 
cise of  rights,  either  at  public  or  private 
sale,  as  may  hereafter  be  determined, 
at  such  price  as  may  then  be  obtainable. 
The  application-declaration  contains 
provisions  for  the  protection  of  the  hold- 
ers of  warrants  representing  unexercised 
rights. 

The  application-declaration  requests 
that  the  Commission  enter  an  order  on 
or  before  June  1,  1949,  and  that  said 
order  contain  appropriate  recitals  con- 
forming to  the  requirements  of  Supple- 
ment R  and  section  371  and  1808  (f )  of 
the  Internal  Revenue  Code,  as  amended. 

By  the  Commission. 

(seal]  Orval  L.  DuBois, 

Secretary. 

I  P.    R.    Doc.    49-4082:    Filed.    May    23,    1949; 
8:48  a.  m.] 


I  File    Noe.    64-106.    31-524,    64-107,    31-523, 
59-52] 

BuiTALo,  Niagara  and  Eastern  Power 
Corp.  et  al. 

order  granting  extension  of  time 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C, 
on  the  13th  day  of  May  1949. 

In  the  matters  of  Buffalo.  Niagara  and 
Eastern  Power  Corporation,  File  Nos.  54- 
106;  31-524;  Niagara  Hudson  Power  Cor- 
poration, File  Nos.  54-107;  31-523; 
Niagara  Hudson  Power  Corporation  and 
its  subsidiary  companies,  respondents. 
File  No.  59-52. 

The  Commission  by  order  dated  Octo- 
ber 4.  1945.  having  approved  a  plan  of 
reorganization  and  consolidation  of 
Buffalo.  Niagara  and  Eastern  Power  Cor- 
poration and  certain  of  Its  subsidiaries, 
which  plan  provided,  among  other  things, 
for  the  disposition  by  Niagara  Hudson 
Power  Corporation  ("Niagara  Hudson"), 
within  one  year  from  November  1,  1945, 
of  all  of  Its  Interest,  direct  or  indirect, 
in  Buffalo  Niagara  Electric  Corporation, 
unless  such  time  Is  extended  or  the  dis- 
position requirements  of  the  order  mod- 
ified or  altered;  and 

Niagara  Hudson  having  filed  an  appli- 
cation requesting  a  six-months  exten- 
sion from  May  1.  1949.  to  November  1. 
1949.  of  the  time  within  which  Niagara 
Hudson  must  dispose  of  all  of  its  interest, 
direct  or  Indirect,  In  Buffalo  Niagara 
Electric  Corporation  and  the  subsidiaries 
thereof  as  provided  by  the  said  plan  (the 
time  for  compliance  with  the  said  order 
of  October  4,  1945.  having  been  subse- 
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quently  extended  by  Commission  orders 
dated  October  28,  1946,  April  22.  1947, 
October  24.  1947.  May  20,  1948.  and  No- 
vember 4,  1948);  and 

Notice  of  filing  of  said  request  having 
been  duly  given  and  the  Commission  not 
having  received  a  request  for  a  hearing 
with  respect  thereto  within  the  period 
specified  In  said  notice  of  filing,  or  other- 
wise, and  the  Commission  not  having 
ordered  a  hearing  thereon;  and 

It  appearing  to  the  Commission,  upon 
the  basis  of  the  reasons  advanced  and 
representations  made  by  Niagara  Hud- 
son, that  It  Is  appropriate  In  the  public 
Interest  and  In  the  interest  of  investors 
and  consumers  to  grant  said  request: 

It  is  ordered.  That  Niagara  Hudson 
Power  Corporation's  request  for  a  six- 
months  extension  from  May  1,  1949,  to 
November  1.  1949,  of  the  time  within 
which  It  must  dispose  of  all  of  its  Interest, 
direct  or  indirect.  In  Buffalo  Niagara 
Electric  Corporation  and  the  subsidiaries 
thereof  be.  and  the  same  hereby  Is, 
granted. 

By  the  Commission. 


I  SEAL] 


Orval  L.  DttBois, 
Secretary. 


|F.   R.  Doc.   49-4075;    Piled,   May   23.    1949; 
8:46  a.  m.l 


IFlIe  No.  70-2110) 
American  Light  &  Traction  Co. 

ORDER  permitting  DECLARATION  TO  BECOME 

effective 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its  of- 
fice In  the  city  of  Washington,  D.  C,  on 
the  17th  day  of  May  A.  D.  1949. 

American  Light  &  Traction  Company 
("American  Light") ,  a  registered  holding 
company,  having  filed  a  declaration  and 
amendments  thereto  pursuant  to  sec- 
tions 6  (a)  (2),  7  and  12  (e)  of  the  Pub- 
lic Utility  Holding  Company  Act  of  1935 
("act")  and  Rule  U-62  promulgated 
thereunder  with  respect  to  the  following 
transactions: 

American  Light  proposes  to  amend  Its 
Certificate    of    Incorporation     to     (a) 
change  the  name  of  the  corporation  trom 
American  Light  &  Traction  Company  to 
American  Natural  Gas  Company,  a  name 
more  descriptive  of  the  business  In  which 
the  system  is  engaged,  (b)  change  its  au- 
thorized common  stock  from  4,000.000 
shares  of  the  par  value  of  $25  per  share 
to  the  same  number  of  shares  without 
par  value,  and  to  provide  that  upon  the 
Issuance  of  new  or  additional  shares  of 
common  stock  the  entire  consideration 
received  therefor  shall  be  credited  to  the 
common  stock  capital  account,  (c)  alter 
the   provisions   relating   to    preemptive 
rights  of  stockholders,  and  (d)   reduce 
the  amiount  of  authorized  6%  non-call- 
able $25  par  value  preferred  stock  to  30,- 
554  shares,  being  the  number  of  said 
shares      now      outstanding.    American 
Light  has  requested  authority  to  solicit 
proxies   with   respect   to   the   proposed 
amendments.    It  Is  further  proposed,  as 
soon  as  practicable  after  the  amendment 
changing  the  common  stock  from  par  to 
no  par  becomes  effective,  to  request  the 
holders  of  certificates  representing  the 
outstanding  shares  of  American  Light 
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$25  par  value  common  stock  to  surrender 
such  certificates  for  new  certificates  rep- 
resenting the  same  number  of  shares  of 
common  stock  without  par  value.  No 
change  Is  to  be  made  in  the  aggregate 
amount  of  capital  shown  in  the  common 
stock  capital  account. 

Notice  of  the  filing  of  said  declaration, 
as  amended,  having  been  duly  given  in 
the  manner  prescribed  by' Rule  U-23 
promulgated  pursuant  to  the  act.  and 
the  Commission  not  having  received  a  re- 
quest for  a  hearing  with  respect  to  said 
declaration,  as  amended,  within  the  pe- 
riod specified  in  said  notice,  or  otherwise, 
and  not  having  ordered  a  hearing 
thereon;  and 

It  appearing  that  estimated  fees  and 
expenses  Including  not  more  than  $1,000 
of  costs  In  connection  with  the  solicita- 
tion of  proxies.  $2,500  payable  to  Pitney. 
Harden  and  Ward  of  Newark,  New  Jer- 
sey, and  $1,750  payable  to  Sidley,  Austin. 
Burgess  and  Harper  of  Chicago,  Illinois, 
counsel,  are  not  unreasonable  If  they  do 
not  exceed  the  estimates;  and 

Declarant  having  requested  that  the 
Commission's  order  herein  become  ef- 
fective forthwith  and  the  Commission 
deeming  It  appropriate  to  grant  such 
request;  and 

The  Commission  finding  with  respect 
to  the  said  declar^ion,  as  amended,  that 
the  requirements  of  the  applicable  provi- 
sions of  the  act  and  the  rules  and  regula- 
tions promulgated  thereunder  are  satis- 
fled  and  that  no  adverse  findings  are 
nece.ssary  thereunder,  and  deeming  It  ap- 
propriate in  the  public  Interest  and  In 
the  Interest  of  the  Investors  and  con- 
sumers that  said  declaration,  as  amended, 
be  permitted  to  become  effective  forth-- 
with: 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act  and  subject  to  the  terms  and  condi- 
tions prescribed  in  Rule  U-24,  that  said 
declaration,  as  amended,  be  and  it  hereby 
Is,  permitted  to  become  effective  forth- 
with. 

By  the  Commission. 

fSEAL]  Orval  L.  DuBois, 

Secretary. 

|F.   R.   Doc.   49-4076;    Piled,   May   23,    1949; 
8:47  a.   m.l 


[Pile  No.  70-2129] 

Worcester  Gas  Light  Co.  et  al. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  In  the  city  of  Washington,  D.  C,  on 
the  18th  day  of  May  1949. 

In  the  matter  of  Worcester  Gas  Light 
Company,  Marlborough-Hudson  Gas 
Company,  New  England  Gas  and  Electric 
As.sociation,  Pile  No.  70-2129. 

Notice  Is  hereby  given  that  New  Eng- 
land Gas  and  Electric  A.ssociation  ("New 
England"),  a  registered  holding  com- 
pany, and  two  of  its  subsidiaries,  Worces- 
ter Gas  Light  Company  ("Worcester") 
and  Marlborough-Hudson  Gas  Company 
("Marlborough"),  have  filed  a  Joint  ap- 
plication-declaration with  this  Com- 
mtsslon  pursuant  to  the  Public  Utility 
Holding  Company  Act  of  1935.    Appli- 
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cants-declarants  have   designated   sec- 
tions 6  (b).  9,  10  and  12  of  the  act  as 
applicable  to  the  proposed  transactions. 
Notice  Is  further  given  that  any  Inter- 
ested person  may.  not  later  than  May  31, 
1949,  at  5.30  p.  m..  e.  d.  s.  t..  request  the 
Commission  In  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  reyuest,  the  nature  of  his  inter- 
est and  the  Issues  of  fact  or  law  raised 
by  said  application-declaration  which  he 
desires  to  controvert,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest  should   be  'addressed:    Secretary, 
Securities    and   Exchange   Commission. 
425  Second  Street  NW..  Washington  25, 
D.  C.    At  any  time  after  May  31.  1949, 
said  application-declaration,  as  filed  or 
as  amended,  may  be  granted  and  per- 
mitted to  become  effective  as  provided  in 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act,  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  in  Rules  U-20  (a)  and  U-100 
thereof. 

All  interested  persons  are  referred  to 
said  joint  application-declaration  which 
Is  on  file  in  the  office  of  this  Commission 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

Worcester  propose*  to  purchase  the 
properties  and  assets  of  Marlborough  for 
the  purpose  of  effecting  the  merger  of 
the  two  companies.  Worcester  will  pay 
to  Marlborough  the  sum  of  $415,000  for 
Its  properties  and  assets,  subject  to  Its 
liabilities.  This  amount  is  equivalent  to 
the  par  value  of  Marlborough's  outstand- 
ing common  stock  represented  by  4.150 
shares  held  by  New  England. 

To  provide  the  necessary  funds  to  ef- 
fect the  purchase  of  Marlborough's  prop- 
erties and  assets  Worcester  proposes  to 
issue  and  sell  and  New  England  proposes 
to  purchase,  16,600  additional  shares  of 
common  capital  stock  of  Worcester,  of 
the  par  value  of  $25  per  share,  at  a  price 
of  $25  per  share,  or  an  aggregate  of 
$415,000.  New  England  will  deliver  to 
Marlborough  for  cancellation.  Its  entire 
holdings  of  common  stock  of  that  com- 
pany and  will  receive  from  Marlborough 
a  liquidating  dividend  In  the  amount  of 
$415,000. 

Marlboroutb  supplies  gas  to  approxi- 
mately 6,000  easterners  in  the  City  of 
Marlborough  and  the  Towns  of  Hudson, 
Maynard,  Stow  and  Southborough,  of  all 
which  territory  Is  contiguous  to  the  ter- 
ritory served  by  Worcester.  Marlbor- 
ough purchases  Its  entire  gas  require- 
ments in  bulk  from  Worcester.  Appli- 
cants-declarants estimate  that  approxi- 
mately $6,800  savings  will  result  from 
the  merger  of  the  two  companies. 

The  Department  of  Public  Utilities  of 
Massachusetts,  by  Order  dated  March  28. 
1949,  approved  the  Issue  and  sale  by 
Worcester  of  the  additional  shares  of 
common  stock,  and  the  acquisition  by 
Worcester,  and  the  sale  by  Marlborougn, 
of  the  properties  and  assets  of  Marl- 
borough. 

By  the  Commission. 

tSKALl  0«VAI.  L.  DuBois. 

Secretarv. 

IF.  R.   Doc.   4©-4080:    Filed.   May   23.    1949; 
8:48  a.  m] 


NOTICES 

IPU«  No.  70-ai3«l 

Geneial  Public  Utiuties  Corp. 

notice  regarding  nunq 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C, 
on  the  17th  day  of  May  1949. 

Notice  is  hereby  given  that  a  declara- 
tion has  been  filed  with  this  Commission 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935  by  General  Public 
UUlitles  Corporation  ("GPU"),  a  regis- 
tered holding  company.    Declarant  has 
designated  section  12  (b)  of  the  act  and 
Rule  U-45   promulgated  thereunder  as 
applicable  to  the  proposed  transaction. 
Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  June 
3,  1949,  at  5:30  p.  m.,  e.  d.  s.  t..  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
reasons  for  such  request,  the  nature  of 
his  interest,  and  the  Issues  of  fact  or 
law  raised  by  said  declaration  which  he 
desires  to  controvert,  or  may  reque.'^t  that 
he  be  notified  If  the  Commission  should 
order  a  hearing  thereon.    Any  such  re- 
quest  should   be   addressed:  Secretary, 
Securities    and    Exchange    Commission, 
425  Second  Street  NW.,  Washington  25, 
D.  C.   At  any  time  after  June  3, 1949.  said 
declaration,  as  filed  or  as  amended,  may 
be  permitted  to  become  effective  as  pro- 
vided In  Rule  U-23  of  the  rules  and  regu- 
lations promulgated  under  the  act  or  the 
Commission   may   exempt   such   trans- 
action as  provided  in  Rules  U-20  (a)  and 
U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  which  is  on  file  In  the 
office  of  this  Commission  for  a  state- 
ment of  the  transaction  therein  pro- 
posed, which  Is  summarized  as  follows: 
GPU  proposes  to  make  a  cash  capital 
contribution  to  Its  subsidiary.  New 
Jersey  Power  &  Light  Company  ("New 
Jersey")  of  $1,500,000.  The  cash  con- 
tribution will  be  applied  by  New  Jersey 
In  payment  of  the  cost  of,  or  In  reim- 
bursement of  payments  made  for,  the 
construction  or  improvement  after  April 
30.  1949,  of  New  Jersey's  facilities. 

The  declaration  states  that  in  view  of 
the -fact  that  the  funds  to  be  utilized 
for  the  proposed  cash  contribution  rep- 
resent proceeds  realized  by  GPU  from 
the  sales  of  shares  of  common  stock  of 
New  York  State  Electric  &  Gas  Corpora- 
tion effected  In  compliance  with  orders 
of  the  Commission  entered  pursuant  to 
section  11  (b)  of  the  act,  GPU  requests 
that  the  order  of  the  Commission  per- 
mitting this  declaration  to  become  ef- 
fective conform  to  the  requirements  of 
sections  371-3.  Inclusive,  and  1808  (f) 
of  the  Internal  Revenue  Code. 

By  the  Commission. 

[seal]  Orval  L.  Dubois. 

Secretarv. 

[F.   R.   Doc.   49-4074;    FUed,    May   23,    1949; 
8:46  a.  m.\ 


IFlle  No.  70-21421 

United  Corp. 

NOTICE  regarding  FILINa 

At  ft  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 


office  In  the  city  of  Washington,  D.  C, 
on  the  18th  day  of  May  1949. 

Notice  Is  hereby  given  that  an  appli- 
cation has  been  filed  with  this  Commis- 
sion pursuant  to  the  Public  UtiUty  Hold- 
ing Company  Act  of  1935  by  the  United 
Corporation  ("United"),  a  registered 
holding  company.  Applicant  has  desig- 
nated section  10  of  the  act  as  applicable 
to  the  proposed  transaction. 

Notice  is  further  given  that  any  in- 
terested person  may,  not  later  than  May 
24,  1949,  at  5:30  p.  m..  e.  d.  s.  t..  request 
the  Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  Interest,  the  reasons  for  such 
request  and  the  issues,  if  any,  of  fact  or 
law  raised  by  said  application  proposed 
to  be  controverted,  or  may  request  that 
he  be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed.  Secretary,  Se- 
curities and  Exchange  Commission.  425 
Second  Street  NW..  Washington  25.  D.  C. 
At  any  time  after  May  24.  1949.  said 
application,  as  filed  or  as  amended,  may 
be  granted  as  provided  in  Rule  U-23  of 
the  rules  and  regulations  promulgated 
under  the  act.  or  the  Commission  may 
exempt  such  transaction  as  provided  In 
Rules  U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  application  which  is  on  file  in  the 
office  of  this  Commission  for  a  statement 
of  the  transaction  therein  proposed, 
which  is  summarized  as  follows : 

The  Columbia  Gas  System.  Inc. 
("Columbia")  has  pending  before  the 
Commission  a  declaration  with  respect 
to  the  issue  and  sale  to  the  holders  of 
its  common  stock  of  1.345,300  additional 
shares  of  such  stock  (Pile  No.  70-2132). 
Columbia  proposes  to  offer  such  shares 
of  common  stock  by  distribution  to  its 
common  stockholders,  in  accordance 
with  their  preemptive  rights,  of  transfer- 
able warrants  evidencing  rights  to  sub- 
scribe for  one  full  share  of  such  stock 
for  each  ten  shares  held  and  the  privilege 
(referred  to  as  the  Additional  Sub- 
scription Privilege  in  the  declaration 
filed  by  Columbia)  of  subscribing  for 
such  of  the  additional  shares  of  com- 
mon stock  as  have  not  been  subscribed 
for  pursuant  to  such  rights  to  subscribe, 
the  offering  price  per  share  of  such  stock 
to  be  set  by  Columbia  at  a  later  date. 

United,  as  the  owner  of  910,306  shares 
of  the  common  stock  of  Columbia,  pro- 
poses to  subscribe  for  up  to  91,030  shares 
of  common  stock  of  Columbia  in  ac- 
cordance with  its  rights  to  subscribe,  and 
up  to  30,000  additional  shares  of  such 
stock  in  accordance  with  the  Additional 
Subscription  Privilege,  or  to  sell  up  to 
910.306  rights  to  subscribe. 

It  is  requested  that  the  Commission's 
action -upon  this  application  be  acceler- 
ated so  as  to  insure  that  the  corporation 
will  have  ample  opportunity  either  to 
subscribe  for  the  additional  shares  In 
question  or  to  sell  up  to  910,306  rights 
to  subscribe  in  an  orderly  manner  in 
advance  of  the  expiration  date  of  the 
subscription  offer. 
By  the  Commission. 

.     [SEAL]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.   49-4081;    Filed,   May   23.    1W9; 
8:48  a.  m.] 


Tuesday,  May  24, 1949 

|FUe  No.  70-2144] 

Northern  Natural  Gas  Co.  and  Peoples 
Natural  Gas  Co. 

NOTICE  or  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington,  D.  C,  on 
the  18th  day  of  May  1949. 

Notice  Is  hereby  given  that  a  joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  ("act")  by  Northern  Natural  Gas 
Company  ("Northern  Natural"),  a  reg- 
istered holding  company,  and  its  subsidi- 
ary. Peoples  Natural  Gas  Company 
("Peoples").  The  applicants-declarants 
have  designated  sections  9  (a)  (1)  and 
10  of  the  act  and  Rule  U-44  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

Notice  Is  further  given  that  any  In- 
terested person  may  not  later  than  June 
2.  1949  at  5:30  p.  m..  e.  d.  s.  t..  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  issues,  If  any.  of 
fact  or  law  raised  by  said  application- 
declaration  proposed  to  be  controverted 
or  may  request  that  he  be  notified  If  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be  ad- 
dressed: Secretary.  Securities  and  Ex- 
change Commission.  425  Second  Street 
NW.,  Washington  25,  D.  C.  At  any  time 
thereafter,  such  Joint  application-dec- 
laration, as  filed  or  as  amended,  may  be 
granted  and  permitted  to  become  effec- 
tive as  provided  in  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  the 
act,  or  the  Commission  may  exempt  such 
transactions  as  provided  in  Rules  U-20 
(a>  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  Joint  application-declaration  which 
Is  on  file  In  the  offices  of  this  Commis- 
sion for  a  statement  of  the  transactions 
therein  proposed  which  are  summarized 
as  follows: 

Peoples  proposes  to  sell  and  Northern 
Natural  proposes  to  purchase  approxi- 
mately 1500  feet  of  4»2"  branch  gas 
transmission  line  used  in  the  delivery  of 
gas  from  Northern  Natural's  18"  Omaha 
branch  line  to  a  part  of  the  village  of 
Port  Crook,  Nebraska.  The  considera- 
tion proposed  to  be  paid  is  ^1,510.95, 
representing  original  cost  of  $1,978.32 
less  depreciation  of  $467.37. 

The  applicants-declarants  state  that 
no  State  Commission  has  Jurisdiction 
over  the  proposed  transactions  and  that 
the  Federal  Power  Commission  has 
granted  Northern  Natural  a  Certificate 
of  Public  Convenience  and  Necessity 
covering  the  facilities  in  question. 

The  applicants-declarants  have  re- 
quested the  Commission  to  issue  its  or- 
der herein  as  soon  as  practicable  and 
that  It  become  effective  upon  issuance. 


By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


[F.   R.   Doc.    49-4079;    Filed.   May   23,    1949; 
8:47  a.  m.] 


FEDERAL  REGISTER 

(File  No.  70-2109] 

Columbia  Gas  System.  Inc.,  et  al. 

notice  regarding  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington,  D.  C. 
on  the  19th  day  of  May  1949. 

In  the  matter  of  The  Columbia  Gas 
System,  Inc.,  Atlantic  Seaboard  Corpora- 
tion, Virginia  Gas  Transmission  Cor- 
poration; Pile  No.  70-2109. 

Notice  is  hereby  given  that  a  Joint 
application-declaration  has  been  filed 
with  this  Commission  pursuant  to  the 
Public  Utility  Holding  Company  Act  of 
1935  by  The  Columbia  Gas  System.  Inc.. 
("Columbia"),  a  registered  holding  com- 
pany, and  its  wholly  owned  subsidiary, 
Atlantic  Seaboard  Corporation  ( 'Sea- 
board'),  an  operating-holding  company, 
and  Seaboard's  wholly  owned  subsidiary 
Virginia  Gas  Transmission  Corporation 
("Transmission" ) .  Applicants-declar- 
ants have  designated  sections  6  (b),  7, 
9,  10  and  12  of  the  act  as  applicable  to 
the  proposed  transactions. 

Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  May  27. 
1949.  at  5:30  p.  m.,  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  reasons 
for  such  request,  the  nature  of  his  Inter- 
est and  the  Issues  of  fact  or  law  raised 
by  said  Joint  application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary.  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington 25,  D.  C.  At  any  time  after  May 
27.  1949,  said  joint  application-declara- 
tion, as  filed  or  as  amended,  may  be 
granted  and  permitted  to  become  effec- 
tive as  provided  in  Rule  U-23  of  the  rules 
and  regulations  promulgated  under  the 
act,  or  the  Commission  may  exempt  such 
transactions  »s  provided  in  Rules  U-20 
(a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  joint  application-declaration  which 
Is  on  file  In  the  offices  of  this  Commission 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

Seaboard's  and  Transmission's  con- 
struction programs,  for  the  year  1949  are 
estimated  to  cost  $15,357,000  and  $7,120,- 
000.  respectively.  In  order  te  finance 
these  programs,  Seaboard  will  require 
cash  of  $14,900,000  and  Tran.smls.sion 
$6,925,000.  It  is  stated  that  $6,800,000  Is 
presently  needed  by  Seaboard  and 
$3,200,000  by  Transmission  In  connection 
with  their  construction  programs  and 
further  applications  will  be  filed  respect- 
ing the  balance  of  the  funds  expected  to 
be  required. 

It  Is  proposed  that  the  $10,000,000  of 
cash  presently  needed  will  be  provided 
by  Columbia  as  follows: 

(a)  Seaboard  will  Issue  and  sell  at  par 
to  Columbia  $5,000,000  principal  amount 
of  ZVa%  Installment  Promissory  Notes. 

(b)  Columbia  will  make  a  cash  capital 
contribution  to  Sesiboard  of  $5,000,000. 
Such  contribution  will  be  credited  by 
Seaboard  to  paid-in  capital  surplus  and 
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Columbia  will  Increase  its  Investment  In 
the  common  stock  of  Seaboard  by 
$5,000,000. 

Of  the  amount  thus  reeclved  by  Sea- 
board. $6,800,000  Is  proposed  to  be  used 
by  Seaboard  in  connection  with  Its  con- 
struction program  and  $3,200,000  to  pur- 
chase, at  par,  a  like  principal  amount  of 
3'/4%  Installment  Promissory  Notes, 
which  are  to  be  issued  and  sold  by  Trans- 
mission. Both  Seaboard's  and  Trans- 
mission's notes  will  be  due  in  equal  an- 
nual Installments  on  February  15  of  each 
of  the  years  1952  to  1976.  Inclusive. 

It  is  also  proposed  that  the  following 
steps  will  be  taken  for  the  stated  purpose 
of  simplifying  the  corporate  structure  of 
Transmission : 

(a)  Seaboard  will  contribute  $3,346,000 
to  the  capital  of  Transmission  by  sur- 
rendering to  Transmission  Its  outstand- 
ing 6%  Income  Demand  Loans  for  can- 
cellation; 

'b)  Transmission  will  transfer  $4,499.- 
900  from  Its  capital  surplus  account  to 
th^  capital  stock  account;  and 

(c)  Transmission  will  amend  its  Ar- 
ticle of  Association  so  as  (i>  to  increase 
the  presently  authorized  maximum  capi- 
tal stock  consisting  of  10.000  shares  with- 
out nominal  or  par  value  to  400.000  shares 
of  common  stock  of  the  par  value  of  $25 
per  share  and  (ii)  to  provide  for  the  ex- 
change, and/or  conversion  of  the  pres- 
ently Lssued  and  outstanding  10  shares  of 
capital  stock  without  nominal  or  par 
value  Into  and  for  180.000  shares  of  new 
common  stock. 

The  Issuance  and  sale  of  notes  and  Is- 
suance and  exchange  of  common  stock  by 
Transmission  has  been  submitted  to  the 
State  Corporation  Commission  of  Vir- 
ginia for  its  approval. 

Applicants-declarants  have  requested 
that  the  order  to  be  issued  with  respect 
to  the  Issuance  and  exchange  of  new 
shares  of  common  stock  by  Transmis- 
sion conform  to  the  provisions  of  section 
1808  (f )  of  the  Internal  Revenue  Code. 

Applicants-declarants  have  requested 
that  the  Commission's  order  granting 
and  permitting  the  Joint  application- 
declaration  to  become  effective  be  Issued 
as  soon  as  possible  and  that  it  become 
effective  forthwith. 

By  the  Commission. 

fSEAt]  Orval  L.  DuBois, 

Secretary. 
IF.   R.   Doc.    49-4119,    Filed.    May    23,    1949; 
8:49  a.  m.] 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

ATTTHORrrT:  40  Stat.  411.  55  Stat.  839,  Pub. 
Laws  322,  671,  79th  Cong..  60  Stat.  50,  925;  50 
U.  6.  C.  and  Supp.  App.  1,  616;  E.  O.  9193. 
July  6,  1942,  3  CFR,  Cum.  Supp.,  E.  O.  9567, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  F.  R.  11981. 

[Vesting  Order  13200] 
Hansotto  Gast 

In  re:  Bank  account  owned  by  Hans- 
otto Gast.    P-28-27141-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 


Tuesday,  May  24, 1949 
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utlve  Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found: 

1  That  Hansotto  Gast.  on  or  since 
the  effective  date  of  Executive  Order 
8389  as  amended,  and  on  or  since  De- 
cember 11.  1941.  has  been  a  resident  of 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  the  property  described  as  f o  - 
lows-  That  certain  debt  or  other  obli- 
gation owing  to  Hansotto  Gast.  by  Bank 
of   the  Manhattan  Company.  40  Wall 
Street  New  York.  N.  Y..  arising  out  of  a 
checking    account,     entitled    Hansotto 
Gast  maintained  at  the  aforesaid  bank, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same, 
is  property   within  the  United   SUtes 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  if^evidence  of 
ownership  or  control  by.  the  aforesaid 
naUonal  of  a  designated  enemy  country 
(Germany) ; 
and  It  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country  the 

national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
ouired  by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  usea. 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  lor 
the  benefit  of  the  United  States 

The  terms  "naUonal"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
April  27.  1949 


NOTICES 


For  the  Attorney  General. 
[sKALl  David  L.  Bazilon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IP    R.   Doc.   49-4092:    Piled.   May   23.    1949; 
8:55  «.  ml 


I  Vesting  Order  132511 
Fred  Bttrcmayer  et  al. 


In  re-  Stock  owned  by  Fred  Burgmayer 
and  others.  F-28-29535-D-1.  F-28- 
30124-D-l    F -2a-30084-I>-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1  That  Fred  Burgmayer.  whose  last 
known  address  is  136  Langqulde  Bi  Egg- 
murhl.  Bavaria.  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2  That  August  Kufner.  whose  last 
known  address  Is  Germany.  Is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ;  and 


3  That  August  Bremer  and  Dora 
Bremer,  each  of  whose  last  known 
address  is  Sportanlagen.  (20)  Munster- 
Lager  Raubkammer.  Germany,  are  resi- 
dents'of  Germany  and  nationals  of  a 
designated  enemy  country  (Germany). 

4  That  the  property  described  as  fol- 
lows: One-tenth  ('/ioth)of  one  share  of 
110  00  par  value  common  stock  of  Cities 
Service  Company.  60  Wall  Street.  New 
York  5.  New  York,  a  corporation  organ- 
ized under  the  laws  of  the  State  of  Dela- 
ware evidenced  by  certificate  numbered 
XL-56292.  for  one  (1)  share  of  common 
no  par  value  stock  of  the  aforesaid  com- 
pany   registered  In  the  name  of  Fred 
Burgmayer.  together  with  all  declared 
and  unpaid  dividends  thereon,  and  any 
and  all  rights  to  receive  a  new  certificate 
for  shares  of  $10.00  par  value  stock  of 
the  aforesaid  company. 
is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account   of.   or   owing   to.   or  which   is 
evidenpe   of   ownership   or   control   by. 
Fred  Burgmayer.  the  aforesaid  national 
of  a  designated  enemy  country   (Ger- 
many) ;  ...  J       #  1 

5.  That  the  property  described  as  fol- 
lows:  Four  and  three-tenths   (4S(.ths) 
shares  of  $10.00  par  value  common  stock 
of    Cities    Service    Company.    60    Wall 
Street.  New  York  5.  New  York,  a  corpora- 
tion organized  under  the  laws  of  the 
State  of  Delaware,  evidenced  by  certifi- 
cate numbered  BL  59876.  for  forty  (40) 
shares  of  common  no  par  value  stock 
of  the  aforesaid  company,  and  certificate 
numbered    XLr-310442     for    three     (3) 
shares  of  common  no  par  value  stock  of 
the  aforesaid  company,  registered  in  the 
name  of  August  Kufner.  together  with 
all  declared  and  unpaid  dividends  there- 
on  and  any  and  all  rights  to  receive  a 
new  certificate  for  shares  of  $10.00  par 
value  stock  of  the  aforesaid  company. 

is  prc^)erty  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  Is  evidence 
of  ownership  or  control  by.  August  Kuf- 
ner. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

6   That  the  property  described  as  fol- 
lows- Two  (2)  shares  of  $10.00  par  value 
common  stock  of  Cities  Service  Com- 
pany. 60  Wall  Street.  New  York  5.  New 
York  a  corporation  organized  under  the 
laws  of  the  State  of  Delaware,  evidenced 
by  certificate  numbered  VLr-€92447.  for 
twenty  (20)   shares  of  common  no  par 
value  stock  of  the  aforesaid  company, 
registered  in  the  name  of  August  Bremer 
and  Dora  Bremer,  as  joint  tenanUs  with 
right  of  survivorship  but  not  as  tenants 
in  common,  together  with  all  declared 
and  unpaid  dividends  thereon,  and  any 
and  aU  rights  to  receive  a  new  certificate 
for  shares  of  $10.00  par  value  stock  of 
the  aforesaid  company, 
is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  August  Bremer 
and  Dora  Bremer,  the  aforesaid  nation- 
als of  a  designated  enemy  country  (Ger- 
many) ; 


and  It  Is  hereby  determined: 

7  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1,  2  and  3  here- 
of are  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany) 


All  determinations  and  all  acUon  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  Uken.  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. ^.      ... 

There  Is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States 
The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed   at   Washington.  D.   C.   on 
May  12,  1949. 
For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP    B.   Doc.   4»-»0«3:    Filed,   May   23.    1949; 
8:55  ft.  m.l 


(Vesting  Order  13252] 
German  Government 

In  re:  Bank  account  owned  by  Ger- 
man Government.     D-28-3197-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ec- 
ecutive  Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  Is  hereby  found: 

1   That  the  property  described  as  fol- 
lows' That  certain  debt  or  other  obliga- 
tion  of    the   Riggs   National    Bank   of 
Washington.   D.   C.    1503   Pennsylvania 
Avenue  NW.,  Washington  13.  D.  C,  aris- 
ing out  of  a  Savings  Account,  account 
number  2456.  entitled  Wledfeldt  Fund. 
German   Embassy,    maintained   at   the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
is   property   within   the   United   States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence  of   ownership   or   control    by.   a 
designated  enemy  country  (Germany); 
All  determinations  and  all  action  re- 
quired   by    law.    including    appropriate 
consultation    and    certification,    having 
been   made   and   taken,   and.   it   being 
deemed  necessary  In  the  national  inter- 

est 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States.     _ 

The  term  "designated  enemy  country 
as  used  herein  shall  have  the  meaning 
prescribed   In   section    10  of   Executive 
Order  9183.  as  amended. 


Tuesday,  May  24, 1949 

Executed   at  Washington.  D.   C,  on 
May  12.  1949. 

For  the  Attorney  General. 

(seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F    R.   Doc.   49-4071;    Filed.   May   20,    1949; 
9:00  a.  m.| 


[Vesting  Order  13254] 
P.  Hayashi 

In  re:  Bank  account  owned  by  F. 
Hayashi.  also  known  as  Fusao  Hayashi. 
D-39-2191-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  S788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  F.  Hayashi.  also  known  a.s  Fu- 
sao Hayashi.  who.se  last  known  address 
Is  Kanagawa,  Japan,  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan*; 

2.  That  the  property  described  as  fol- 
lows; That  certain  debt  or  other  obliga- 
tion owing  to  F.  Hayashi,  al.'^o  known  as 
Pu.sao  Hayashi.  by  the  Anglo  California 
National  Bank  of  San  FrancLsco.  1  San- 
some  Street.  San  Francisco  20,  Califor- 
nia, arising  out  of  a  checking  account, 
entitled  F.  Hayashi,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
'Japan*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
."^ultation  and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
nrccs.sary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "de.'^ignated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

ISBAi]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IF.    R.   Doc.    49-4094:    Piled.    May    23.    1949; 
8:55  a.  m.) 


FEDERAL  REGISTER 

f Vesting  Order   13255] 
K.  E.  Kanegawa  and  K.  Kanegawa 

In  re:  Bank  accounts  owned  by  K.  E. 
Kanegawa.  also  known  as  Kenzo  Kane- 
gawa. and  K.  Kanegawa.  also  known  as 
Kurazo  Kanegawa.  D-39-5335-E-1  D- 
39-5334-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  K.  E.  Kanegawa.  also  known 
as  Kenzo  Kanegawa.  and  K.  Kanegawa. 
also  known  as  Kurazo  Kanegawa,  each  of 
whose  la.st  known  address  is  Hiroshima, 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  de.'^ignated  enemy  country 
(Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  K.  E.  Kanegawa.  also 
known  as  Kenzo  Kanegawa.  by  Cali- 
fornia Bank.  625  South  Spring  Street. 
Los  Angeles.  California,  arising  out  of 
a  savings  account,  account  number  3266. 
entitled  K.  E.  Kanegawa.  maintained  at 
the  branch  office  of  the  aforesaid  bank 
located  at  24601  Narbonne  Avenue.  Lom- 
Ita.  California,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by  payable  or  de- 
liverable to.  held  on  behalf  of  or  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  K.  E.  Kanegawa. 
also  known  as  Kenzo  Kanegawa.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  K.  Kanegawa.  also  known 
as  Kurazo  Kanegawa.  by  California 
Bank.  625  South  Spring  Street.  Los  An- 
geles. California,  arising  out  of  a  savings 
account,  account  number  2748.  entitled 
K.  Kanegawa.  maintained  at  the  branch 
office  of  the  afore.said  bank  located  at 
24601  Narbonne  Avenue.  Lomita,  Cali- 
fornia, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owinK  to.  or  which  is  evi- 
dence of  owner.ship  or  control  by,  K. 
Kanegawa.  also  known  as  Kurazo  Kane- 
gawa. the  aforesaid  national  of  a  desig- 
nated enemy  country  (Japan); 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparapraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 
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The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C ,  on 
May  12,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  B.azelot, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.   49-4095:    Filed,   May  23.    1949; 
8:55  a.  m.j 


[Vesting  Order   13256] 
Erich  Menzel 

In  re^Debt  owing  to  Erich  Menzel. 
F-28-23297-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Erich  Menzel.  whose  last 
known  address  Is  Neuenburger  Strasse 
30.  Berlin  SW  68,  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Erich  Menzel.  by  E.  I.  du 
Pont  de  Nemours  and  Company.  1007 
Market  Street.  Wilmington.  Delaware, 
in  the  amount  of  $27.86.  as  of  April  22. 
1949.  together  with  any  and  all  accruals 
thereto,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany); 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-4096;    Filed,    May    23.    1949; 
8:55  a.  m.J 
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(Vesting  Order  13267] 

Manfred  Mittwoch  and  Kaethe 
MrrrwocH 


NOTICES 

Executed  at  Washington,  D. 
May  12.  1949. 

For  the  Attorney  General. 


C,  on 


In  re:  Bank  Account  owned  by  the 
personal  representatives,  heirs,  next  ol 
kin,  legatees  and  distributees  of  Man- 
fred Mittwoch.  also  known  as  Manfred 
Siegbert  Mittwoch.  deceased,  and  of 
Kaethe  Mittwoch,  also  known  as  Kaethe 
Treuherz    Mittwoch,    deceased.      F-28- 

27432— E—1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Manfred  Mittwoch,  &\s^  known 
as  Manfred  Sieebort  Mittwoch.  deceased, 
and  of  Mrs.  Kaethe  Mittwoch.  al.>^o 
known  as  Kaethe  Treuherz  Mittwoch. 
deceased,  who  there  is  reasonable  cause 
to  believe  are  residents  of  Germany,  are 
nationals  of  a  designated  enemy  coun- 
try. (Germany) ; 

2.  That  the  property  described  as  fol- 
lows-   That  certain  debt  or  other  obli- 
gation of  the  National  City  Bank  of  New 
York.   55  Wall  Street,  New  York.  New 
York   arising  out  of  a  chcckin|  account 
entitled  Mr.  Manfred  Mittwoch  X;  or  Mrs. 
Kaethe    Mittwoch.    maintained    at    the 
aforesaid  bank,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same. 
Is   property   within   the   United    States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by  the 
personal  representatives,  heirs,  next  of 
kin.  legatees  and  distributees  of  Manfred 
Mittwoch.  also  known  as  Manfred  Sieg- 
bert Mittwoch.  deceased,  and  of  Kaethe 
Mittwoch.  also  known  as  Kaethe  Treu- 
herz Mittwoch.  deceased,  the  aforesaid 
nationals  of  a  designated  enemy  country. 
(Germany*. 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Manfred 
Mittwoch.  also  known  as  Manfred  Sieg- 
bert Mittwoch.  deceased,  and  of  Kaethe 
Mittwoch,  also  known  as  Kaethe  Treu- 
herz Mittwoch.  decea.sed.  are  not  within 
a  designated  enemy  country,  the  na- 
tional interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  coun- 
trv  '  Germany  >. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 


(siALl  David  L.  Bazilon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Prov^rty. 

F     R.    Doc.    49  4097;    Filed    May    23.    1949; 
8:56  a.  m.l 


(Vesting  Order  13258) 
I  Reiichi  Muroi 

In  re:  Bank  account  owned  by  Reiichi 
Muroi.  also  known  as  R.  Muroi.     D-39- 

8739— E«—l 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Reeichi  Muroi.  also  known  as 
R.  Muroi.  whase  last  known  address  is 
Hiroshima  Japan,  is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  ( Japan  > : 

2.  That  the  property  described  as  fol- 
lows :  That  certain  debt  or  other  obliga- 
tion of  Bank  of  America  National  Trust 
and  Savings  Association.  300  Montgom- 
ery Street.  San  Francisco.  California, 
arising  out  of  a  savings  account,  account 
number  702.  entitled  R.  Muroi.  main- 
tained at  the  West  Fresno  branch  office 
of  the  aforesaid  bank  located  at  951  F 
Street  Fresno.  California,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  Reiichi 
Muroi.  also  known  as  R.  Muroi.  the  afore- 
said national  of  a  designated  enemy 
country  'Japan) ; 

and  it  is  hereby  determined: 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  bp  treated  as  a* 
national  of  a  designated  enejny  country 

(Japan>. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemv  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazeion, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.    R     Doc.   49-4096;    Filed,    May    23.    1949: 
8:56  a.  m.J 


(Vesting  Order  132601 

Christa    Acnes    Maria    MaRcot   Carola 
Steiner 

In  re-  Bank  account  owned  by  Christa 
Agnes  Maria  Margot  Carola  Steiner  also 
known  &s  Christa  Steiner.    F-63-9752- 

C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Christa  Agnes  Maria  Margot 
Carola  Steiner  abo  known  as  Christa 
Steiner.  whose  last  known  address  Is 
c  o  V.  Bremen,  Beriin-Wilmersdorf,  E>et- 
moldesstr  65  I.  Germany,  Is  a  resident  of 
Germany  r.nd  a  national  of  a  designated 
enemy  country  'Germany) : 

2  That  the  property  de.scribed  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  The  Riggs  National  Bank  of 
Washington.  D.  C.  1503  Pennsylvania 
Avenue  NW..  Washington.  D.  C.  ari.sing 
out  of  a  checking  account,  enftled  Mills 
&  Kilpatrick.  Special  Account,  main- 
tained at  the  aforesaid  bank,  and  any 
and  all  rights  to  demand,  enforce  and 
collect  the  same. 


is  property  within  the  United  States 
owned  or  cojitrolled  by.  payable  or  deliv- 
erable to  held  on  behalf  of  or  on  account 
of  or  owing  to.  or  which  is  evidence  of 
owner'^hip  or  control  by,  Christa  Agne-^ 
Maria  Margot  Carola  Steiner  also  known 
as  Christa  Steiner.  the  aforesaid  national 
of  a  designated  enemy  country  'Ger- 
many ; 
and  it  is  hereby  determined : 

3  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany*. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 
The  terms  "national"  and  "designated 
enemy  Qountry"  as  used  herein  shall 
have  the  meanings  prescribed  in  .section 
10  of  Executive  Order  9193,  as  amended. 
Executed  at  Washington.  D.  C.  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazeiom, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property- 

\F.   R    Doc.   4fr-4C99;    Filed.   May    23,    leiL-; 
8:56  a.  m  1 
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(Vesting  Order  13269] 
Herewarth  Von  der  Decken 
In  re :  Interests  in  real  property  and  a 
claim    owned    by    Herewarth    Von    der 


Tuesday,  May  24, 1949 

Decken.  also  known  as  Herwarth  Von  der 
Decken. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Herewarth  Von  der  Decken, 
also  known  as  Herwarth  Von  der  Decken, 
who.se  last  known  address  is  Ritterhude. 
Bergnear  Starnberg.  Bavaria,  Germany, 
is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  14.975%  of  an  undivided  3  20ths 
interest  in  real  property  situated  in  the 
City  of  Utica-,  County  of  Oneida.  State 
of  New  York,  particularly  described  as 
parcel  No.  1  of  Exhibit  A.  attached  here- 
to and  by  reference  made  a  part  hereof, 
together  with  all  hereditaments,  fixtures] 
improvements  and  appurtenances  there- 
to, and  any  and  all  claims  for  rerft.s, 
refunds,  benefits  or  other  payments  aris- 
ing from  the  ownership  of  such  property; 

b.  14.975%  of  an  undivided  1  10th  in- 
terest in  real  property  situated  in  the 
City  of  Utica.  County  of  Oneida.  State  of 
New  York,  particularly  described  as  par- 
cels Nos.  2.  3.  4,  5  and  7  of  Exhibit  A, 
attached  hereto  and  by  reference  made 
a  part  hereof,  together  with  all  hered- 
itaments, fixtures,  improvements  and 
appurtenances  thereto,  and  any  and  all 
claims  for  rents,  refunds,  benefits  or 
other  payments  arising  from  the  owner- 
ship of  such  property: 

e.  14.975%  of  an  undivided  'sth  inter- 
f  >t  in  real  property  .situated  in  the  City 
of  Utica,  County  of  Oneida,  State  of  New 
York,  particularly  described  as  parcel  No. 
6  of  Exhibit  A.  attached  hereto  and  by 
reference  made  a  part  hereof,  together 
with  all  heredilan^nts.  fixtures,  im- 
provements and  appurtenances  thereto, 
and  any  and  all  claims  for  rents,  refunds! 
benefits  or  other  payments  arising  from' 
the  ownership  of  such  property; 

d.  14  975.%  of  an  undivided  3*  10th  in- 
terest in  rtal  property  situated  in  the 
City  of  Utica,  County  of  Oneida,  Slate 
of  New  York,  particulariy  described  as 
parcel  No.  8  of  Exhibit  A.  attached  hereto 
and  by  reference  made  a  part  hereof,  to- 
gether with  all  hereditaments,  fixtures, 
improvements  and  appurtenances  there- 
to, and  any  and  all  claims  for  rents, 
refunds,  benefits  or  other  payments 
arising  from  the  ownership  of  such 
property,  and 

e.  That  certain  debt  or  other  obliga- 
tion owing  to  Herewarth  Von  der  Decken, 
also  known  as  Herwarth  Von  der  Decken', 
by  the  State  Bank  of  Albany.  69  State 
Street.  Albany,  New  York,  arising  out  of 
untals  collected  on  the  property  de- 
scribed in  subparagraphs  2-a  to  2-d 
hereof,  inclusive,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  same, 
is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
^Germany) ; 
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and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try 'Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  approprftite  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  in  subparagraphs  2-a  to  2-d 
hereof,  inclusive,  subject  to  recorded 
liens,  encumbrances  and  other  rights  of 
record  held  by  or  for  persons  who  are  not 
nationals  of  designated  enemy  countries, 
and 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the 
property  described  in  subparagraph  2-e 
hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

Exhibit  A 

Parcel  No.  1.  All  that  tract  or  parcel  of 
land  situate  in  the  City  of  Utica.  County  of 
Oneida  and  State  of  New  York,  bounded  and 
described  as  follows,  to  wit : 

Beginning  at  the  southeasterly  corner  of 
Genesee  and  Broad  Streets;  running  thence 
southwesterly  along  the  southeasterly  line  of 
Genesee  Street  and  making  an  Interior  angle 
of  122'  55'  from  the  southerly  line  of  Broad 
Street  to  the  southeasterly  line  of  Genesee 
Street  a  distance  of  53.08  feet  to  a  point; 
thence  southeasterly  making  an  Interior 
angle  of  89°  50'  from  the  southeasterly  line  of 
Genesee  Street  and  along  the  southwesterly 
face  of  a  one  story  brick  gas  station  buUding 
a  distance  of  100.10  feet  to  a  point  in  the 
westerly  line  of  FVanklin  Street;  thence 
northerly  along  the  westerly  line  of  Franklin 
Street  making  an  interior  angle  of  57°  04'  a 
distance  of  98.80  feet  to  a  point  In  the  south- 
erly line  of  Broad  Street;  thence  westerly 
along  the  southerly  line  of  Broad  Street  mak- 
ing an  interior  angle  of  90°  11'  from  the 
westerly  line  of  Franklin  Street  to  the  south- 
erly line  of  Broad  Street  a  distance  of  55  feet 
to  the  place  of  beginning. 

Parcel  No.  2.  All  that  tract  or  parcel  of 
land,  with  the  buildings  and  improvements 
thereon,  situate  in  the  City  of  Utica.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcel  E  on  a  Map  showing  property  of  the 
Tibbltts  Estate.  Utica,  N.  Y..  made  by  Kemper- 
McLoughlin  Co.  Inc..  Civil  Engineers,  dated 
October  18th.  1923,  and  filed  In  Oneida 
County  Clerk's  Omce  13  February  1924, 
bounded  and  described  as  follows,  to  wit: 

Beginning  at  a  point  in  the  northerly  line 
of  Bleecker  Street,  distant  124.26  feet  westerly 
from  the  northwesterly  corner  of  Bleecker 
and  John  Streets;  running  thence  westerly 
along  the  northerly  line  of  Bleecker  Street 
35  64  feet  to  the  easterly  face  of  the  easterly 
wall  of  the  three  story  brick  building  known 
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as  Nos.  237,  239  and  241  Bleecker  Street  and 
owned  by  Bertha  Snyder  and  Louis  Snyder; 
thence  northerly  along  said  easterly  face  and 
making  an  Interior  angle  on  the  easterly 
side  of  90="  07'  a  distance  of  53.05  feet  to 
the  northeasterly  corner  of  said  Snyder's 
building;  thence  westerly  along  the  northerly 
face  of  the  nortTierly  wall  of  said  Snyder's 
building  and  making  an  exterior  angle  oa 
the  southerly  side  of  69=  48'  a  distance  of 
39.87  feet  to  a  point  in  the  easterly  line  of 
Franklin  Street;  thence  northerly  along  the 
easterly  line  of  Franklin  Street  and  making 
an  Interior  angle  on  the  easterly  side  of 
89=  33'  a  distance  of  15.11  feet  to  the  south- 
westerly corner  of  Parcel  F  of  the  aforesaid 
map;  thence  easterly  along'  the  southerly 
face  of  the  southerly  wall  of  the  old  three 
story  brick  building  situate  on  Parcel  F  and 
making  an  interior  angle  on  the  southerly 
side  of  90°  12'  a  distance  of  75.92  feet  to  the 
northeasterly  corner  of  Parcel  E;  thence 
southerly  on  a  line  making  nn  interior  anale 
on  the  westerly  side  of  90°  14'  and  being 
along  the  center  line  of  a  14  inch  brick  party 
wall  a  total  distance  of  67.82  feet  to  the 
place  of  beginning  and  making  an  Interior 
angle  on  the  westerly  side  at  Bleecker  Street 
of  89°   42'. 

Said  premises  are  known  as  Nos.  243-245 
Bleecker  Street.  Utica.  New  York,  and  are 
contained  in  Tax  Records.  Map  No.  17.  Lot 
P2.  Block  6.  Book  3. 

Parcel  No.  3.  All  that  tract  or  parcel  of 
land  with  the  buildings  and  improvements 
thereon,  situate  In  the  City  of  Utica.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcel  C  on  a  map  showing  property  of 
the  Tibbltts  Estate.  Utica,  N.  Y.,  made  by 
Kemper-McLoughlln  Co..  Inc..  Civil  Engi- 
neers, dated  October  18,  1923.  and  filed  In  the 
Oneida  County  Clerk's  Office  February  13, 
1924,  bounded  and  described  as  follows,  to 
wit: 

Beginning  at  a  point  on  the  northerly  line 
of  Bleecker  Street.  61.59  feet  westerly  from 
the  northwest  corner  of  Bleecker  and  John 
Streets,  and  running  thence  westerly  along 
the  northerly  line  of  Bleecker  Street.  40  48 
feet  to  the  center  line  of  the  12-lnch  brick 
party  wall  between  Parcels  C  and  D  on  said 
referred  to  map;  thence  northerly  at  an  In- 
terior angle  of  90^  15',  a  distance  of  82.12  feet 
along  said  center  line  of  the  12-inch  brick 
party  wall  and  same  produced  to  a  point  oa 
the  southerly  face  of  the  southerly  wall  of 
the  brick  building  erected  on  Parcel  F  as  de- 
lineated on  said  map;  thence  northeasterly 
at  an  Interior  angle  of  89'  49'  along  the  said 
southerly  face  of  the  southerly  wall  of  the 
brick  building  erected  on  Parcel  F,  a  dis- 
tance of  2.80  feet;  tlience  northeasterly  along ^ 
the  center  line  of  the  brick  party  wall  be- "^ 
tween  parcels  F  and  G  at  an  Interior  angle 
of  269-    18',  a  distance  of  0.42  feet;   thence 
northeasterly  and  along  the  southerly  face 
and   same   produced   of   the   southerly   wall 
of  the  brick  building  erected  on  Parcel  G  as 
delineated  on  said  map  at  an  Interior^aijgle 
of  90'   42".  a  distance  of  37.66  feet;    thence 
soiitherly  and  at  an  Interior  angle  of  90°  11', 
a  distance  of  82.54  feet  to  the  nortlierly  line 
of  Bleecker  Street  and  the  point  of  beginning; 
said   last  referred   to  line   being   along  the 
easterly    face    and    same    produced    of    the 
easterly  wall   of   the  brick  building  erected 
on  Parcel  C  as  delineated  on  said  map. 

Tlie  foregoing  premL^es  are  contained  la 
Tax  Records.  Map  No.  17.  Lot  No.  P2.  Block 
No.  6,  Book  No.  3. 

Parcel  No.  4.  All  that  tr.nct  or  parcel  of 
land,  with  the  buildings  and  Improvements 
thereon,  situate  in  the  City  of  Utica.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcel  A  on  a  Map  showing  property  of 
the  Tlbbitts  Estate.  Utica.  N.  Y..  made  by 
Kemper-McLoughlln  Co..  Inc..  Civil  Engi- 
neers, dated  October  18,  1923,  and  filed  la 
Oneida  County  Clerk's  Office  February  13, 
1924,  bounded  and  described  as  follows,  to 
wit: 
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Beginning  at  the  northwesterly  corner  ot 
Bleecker  and  John  Streets  and  running 
thence  westerly  along  the  northerly  line  of 
Bleecker  Street  45.24  feet  to  the  westerly  face 
of  the  westerly  wall  of  the  building  on  the 
Bald  parcel;  thence  northerly  along  the  west- 
erly face  of  said  westerly  "wall  making  an 
Interior  angle  on  the  easterly  side  of  89-  41' 
a  distance  of  82  50  feet  to  the  southerly  face 
of  the  southerly  wall  of  the  brick  building 
erected  on  Parcel  H  as  delineated  on  said 
map;  thence  easterly  along  said  southerly 
wall  making  an  Interior  angle  on  the  south- 
erly side  of  90  23'  a  distance  of  45.01  feet  to 
the  westerly  line  of  John  Street;  thence 
southerly  along  the  westerly  line  of  John 
Street  making  an  Interior  angle  on  the  west- 
erly side  of  89  48'  a  distance  of  82.54  feet  to 
the  point  or  place  of  beginning.  The  said 
premises  are  contained  In  Tax  Records,  Map 
No.  17.  Lot  No.  P2.  Block  No.  6,  Book  No.  3. 

Parcel  No.  5.  All  that  tract  or  parcel  of 
land,  with  the  buildings  and  improvements 
thereon,  situate  In  the  Ciiy  of  Utlca.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  "Parcel  F"  on  a  Map  showing  property  of 
the  Tibbitts  Estate.  Utica.  N.  Y..  made  by 
Kemper-McLoughlln  Co..  Inc..  Civil  Engi- 
neers, dated  October  18lh.  1923,  and  filed  In 
Oneida  County  Clerk's  Office  13  February 
1924,  bounded  and  described  as  follows,  to 
wit : 

Beginning  at  a  point  of  intersection  of  the 
easterly  line  of  Franklin  Street  with  the 
southerly  line  of  Fulton  Street;  running 
thence  easterly  along  the  southerly  line  of 
Fulton  Street  a  distance  of  100  86  feet  to  a 
point  In  the  center  line  of  the  brick  wall 
dividing  the  one-story  brick  building  on  the 
west  and  the  two-story  brick  building  on  the 
east:  thence  southerly  at  an  interior  angle 
of  89"  22'  along  the  center  of  the  brick  divi- 
sion wall  aforesaid  a  distance  ot  24.81  feet  to 
a  point;  thence  westerly  along  the  southerly 
face  of  the  one-story  brick  building  on  the 
west  at  an  Interior  angle  of  90'  42'  a  distance 
of  20  32  feet  to  a  point;  thence  southerly  at 
an  exterior  angle  of  89°  46'  a  distance  of  16.27 
feet  to  a  point;  thence  westerly  at  an  interior 
angle  of  89  46'  along  the  southerly  face  of 
a  brick  building  a  distance  of  80.56  feet  to  a 
point  in  the  easterly  line  of  Franklin  Street 
39.76  feet  to  the  place  of  beginning. 

Parcel  So.  6.  All  that  tract  or  parcel  of 
land,  with  the  buildings  and  Improvements 
thereon,  situate  in  the  City  of  Utlca.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcel  D  on  a  Map  showing  property  of 
the  Tibbitts  Estate.  Utica.  N.  Y..  made  by 
Kemper-McLoughlln  Co.  Inc.,  Civil  Engi- 
neers, dated  October  18.  1923  and  filed  In 
Oneida  County  Clerk's  Office  February  13, 
1924,  laounded  and  described  as  follows,  to 
flit: 

Beginning  at  a  point  in  the  northerly  line 
of  Bleecker  Street,  distant  102.05  feet  westerly 
from  the  northwesterly  corner  of  Bleecker 
and  John  Streets:  running  thence  westerly 
along  the  northerly  line  of  Bleecker  Street 
22  21  feet  to  the  center  line  of  a  14  Inch 
brick  party  wall;  thence  northerly  along  the 
center  line  of  said  wall  and  of  said  center 
line  produced  and  making  an  Interior  angle 
on  the  easterly  side  of  90''  18  a  dL-^tance  of 
67  82  feet  to  a  point  In  the  southerly  line 
of  Parcel  F  of  the  aforesaid  map;  thence 
easterly  along  the  southerly  line  of  Parcel  F 
and  making  an  Interior  angle  on  the  south- 
erly side  of  89  46'  a  distance  of  4.64  feet  to 
a  corner:  thence  northerly  along  the  easterly 
line  of  Parcel  F  and  making  an  exterior  angle 
on  the  westerly  side  of  89  46'  a  distance  of 
15  27  feet  to  a  point  !n  the  southerly  line  of 
Parcel  F;  thenre  easterly  along  the  southerly 
line  of  Parcel  P  and  making  an  Interior  angle 
on  the  southerly  side  of  89  46'  a  dtnance  of 
17.52  feet  to  a  p)oint;  thence  southerly  on  a 
line  being  the  center  line  of  a  12  Inch  brick 
party  wall  between  Parcels  C  and  D  of  afore- 
said map  and  of  said  center  line  prolonged 
»nd  making  an  interior  angle  on  the  westerly 
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side  of  90*  11'  a  total  distance  of  82.12  feet 
to  the  place  of  beginning. 

Said  premises  are  known  sa  249  Bleecker 
Street.  Utica.  New  York,  and  are  contained  in 
Tax  Records.  Map  No.  17.  Lot  No.  P2.  Block 
No.  6,  Book  No.  3. 

Parcel  No.  7.  All  that  tract  or  parcel  of 
land  with  the  buildings  and  Improvements 
thereon,  situate  In  the  City  of  Utlca.  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcel  B  on  a  Map  showing  property  of  the 
Tibbitts  Estate.  Utlca.  N.  Y.  jnade  by  Kemper- 
McLoughlln  Co..  Inc..  Civil  Engineers,  dated 
October  18.  1923.  and  filed  In  Oneida  County 
Clerk's  Office  February  13.  1924,  bounded  and 
described  as  follows,  to  wit : 

Beginning  at  a  point  on  the  northerly  line 
of  Bleecker  Street  45  24  feet  westerly  from  the 
northwest    corner    of    Bleecker    and    John 
Streets:  thence  running  northerly  along  the 
westerly  face  of  the  westerly  wall  of  the  build- 
ing shown  on  said  map  to  be  on  Parcel  A; 
said  line  also  being  at  an  Interior  angle  of 
90"   19'  on  the  westerly  side  of  said  line,  a 
distance  of  82  50  feet  to  the  southerly  face  of 
the    southerly    wall    of    the    brick    building 
erected   on  Parcel   H  as  delineated  on  said 
referred  to  map;  thence  westerly  at  an  Inte- 
rior angle  of  89°  37'  along  said  southerly  wall 
of   building   on   Parcel   H   and   building   on 
Parcel   G.   a  dlst.Tnce  of    1681    feet:    thence 
southerly  at  an  Interior  angle  of  89°  49'.  a 
distance  of  82  54  feet  to  the  northerly  line  of 
Bleecker  Street,  a  portion  of  said  last  men- 
tioned line  being  along  the  easterly  face  of 
the  easterly  wall  of  the  building  erected  on 
Parcel  C  as  delineated  on  said  map;  thence 
easterly  at  an  Interior  angle  of  90"  15'  along 
the  northerly  line  of  Bleecker  Street,  a  dis- 
tance of  16.35  feet  to  the  place  of  beginning. 
The  foregoing  premises  are  contained  In 
Tax  Records.  Map  No.  17.  Lot  No.  P2.  Block 
No.  6.  Book  No.  3. 

Parcel  No.  8.  All  that  tract  or  parcel  of 
land,  with  the  buildings  and  Improvements 
thereon,  situate  In  the  City  of  Utlca,  County 
of  Oneida  and  State  of  New  York,  delineated 
as  Parcels  H  and  O,  6n  a  Map  showing  prop- 
erty of  the  Tibbitts  Estate,  Utlca,  N.  Y..  made 
by  Kemper-McLoughlln  Co,  Inc  ,  Civil  En- 
gineers, dated  October  18.  1923  and  filed  In 
Oneida  County  Clerk's  OfBce  Feb.  13.  1924. 
bounded  and  described  as  follows,  to  wit : 

BeRlnnlng  at  a  point  In  the  westerly  line 
of  John  Street,  distant  82  54  feet  northerly 
from  the  northwest  corner  of  Bleecher  and 
John  Streets;  running  thence  westerly  along 
the  southerly  face  of  the  southerly  walls  of 
the  two  story  brick  buildings  situate  on  Par- 
cels H  and  G  and  making  an  Interior  an^le 
on  the  northerly  side  of  90  12'  a  distance 
of  99  48  feet  to  a  point  In  the  center  line 
of  a  brick  party  wall  between  Parcels  F  and 
G;  thence  northerly  along  the  center  line 
of  said  party  wall  and  making  an  interior 
angle  on  the  easterly  side  of  89  18'  a  distance 
of  24.39  feet  to  a  point  In  the  southerly  line 
of  Fulton  Street;  thence  easterly  along  the 
southerly  line  of  Fulton  Street  and  being 
along  the  northerly  face  of  the  northerly 
walls  of  the  two  story  brick  buildings  situate 
on  Parcels  G  and  H  99  26  feet  to  the  westerly 
line  of  John  Street;  thence  southerly  along 
the  westerly  line  of  John  Street  25  24  feet  to 
the  place  of  beginning.  The  said  premises 
are  known  as  No.  418  John  Street.  Utlca, 
N.  Y  .  and  are  contained  in  Tax  Records.  Map 
No.  17,  Lot  No.  P2.  Block  No.  6,  Book  No.  8. 

IF.   R.   Doc.   49-4073;    Filed,   May   20,    1940; 
9:01  a.  m.l 


Manhattan  Company.     Pile  No.  D-28- 
8135;  E.  T.  sec.  16298- 

Under  the  authority  of  the  Trading 
with  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Frau  Therese  Brinkman,  whcse 
last  known  address  is  Germany,  is  a  resi- 
dent of  Germany  and  a  national  of  a 
designated  enemy  country  <Germany>; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof,  in  and  to  and  arising  out 
of  or  under  that  certain  trust  agreement 
dated  January  7.  1929.  by  and  between 
Paul  L.  Witzcll.  Donor,  and  President 
and  Directors  of  the  Manhattan  Com- 
pany, Trust'W.  presently  being  adminis- 
tered by  the  Pi-'ssident  and  Directors  of 
the  Manhattan  Cbmpany.  40  Wall  Street. 
New  York.  New  York,  as  Trustee. 

is  "property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owinK  to.  or  which  is 
evidence  of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  iGermany) : 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
identified  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try 'Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  proper- 
ty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwi.'^c 
dealt  with  in  the  interest  of  and  for  th'- 
benefit  of  the  United  States. 

The  terms  "national*  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[SEALl  D.AVID  L.  B^ZELON, 

Assistant  Attorney  General, 
Director.  Ofjice  of  Alien  Property. 

IF.    R.    Doc.    49-4100;    Filed.    May    23,    1S49. 
8:56  a.  m.l 


Tuesday,  May  24, 1949 

Mann,  whose  last  known  address  is  Ger- 
•  many,  are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
'Germany) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them  in  and 
to  the  Estate  of  Conrad  H.  Mann,  de- 
ceased, is  property  payable  or  deliverable 
V).  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  'Ger- 
many) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Eugene  J.  Balsiger, 
as  Administrator  de  bonis  non,  acting 
under  the  judicial  supervision  of  the 
County  Court  of  Hidalgo  County,  Texas; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany  I. 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national 
Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country  "  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
May  18.  1949 

For  the  Attorney  General. 

I  SEAL  ]  David  L.  B.\zelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

IF.    R.    Doc.    49-4101;    Filed.    May    23.    1949; 
8:56  a.  m.l 


(Vesting  Order    13280] 

Paul  L.  Witzeil  and  Manhattan  Co. 

In  re:  Indentiu-e  of  trust  dated  Janu- 
ary 7,  1929  between  Paul  L.  Wltzell.  do- 
nor,   and   President    and    Directors    of 


(Vesting  Order   13290] 
Conrad  H.  Mann 

In  re:  E.statc  of  Conrad  H.  Mann,  de- 
ceased.   File  No.  017-11814. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  la'.'.', 
after  investigation,  it  is  hereby  fotind: 

1.  That  Elisabeth  Muth.  Margarrta 
Wiegand.  Justine  Henkel.  Heinrich 
Mann.   Gertrude   Lauer   and   Christian 


[Vesting  Order  13291] 
Elisabeth  Mttth  ft  al. 

In  re:  Interests  in  real  property  and 
property  insurance  owned  by  Elisabeth 
Muth  and  others.    Pile  No.  017-11814. 

Unde^^he  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Elisabeth  Muth.  Margareta 
Wiegand.  Justine  Henkel.  Heinrich 
Mann.  Gertrude  Lauer  and  Christian 
Mann,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
•  Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

'a»  An  undivided  one-half  ('2)  In- 
terest in  real  property  situated  in  the 
County  of  Hidalgo,  State  of  Texas  par- 
ticularly de.scribed  in  Exhibit  A.  attached 
hereto  and  by  reference  made  a  part 
hereof,  together  with  all  hereditaments, 
fixtures,  improvements  and  appurte- 
nances thereto,  and  any  and  all  claims 
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for  rents,  refunds,  benefits  or  other  pay- 
ments arising  from  the  ownership  of  such 
property,  and 

(b)  All  right,  title  and  interest  of  the 
persons  named  In  subparagraph  1  here- 
of in  and  to  Fire  Insurance  Policy  No. 
DFW  45039-30296  issued  by  Fidelity  and 
Guaranty  Fire  Corporation.  301  Water 
Street,  Baltimore.  Maryland  which  policy 
expires  August  30.  1949  and  insures  the 
real  profjerty  described  in  subparagraph 
2-a  hereof, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  in  subparagraph  2-a 
hereof,  subject  to  recorded  liens,  encum- 
brances and  other  rights  of  record  held 
by  or  for  persons  who  are  not  nationals 
of  designated  enemy  countries,  and 

There  is  hereby  vested  in  the  Attorney 
General  6t  the  United  States  the  prop- 
erty described  in  subparagraph  2-b 
hereof. 

All  such  property  so  vested  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  Section  10  of 
Executive  Order  9193.  as  amended. " 

Executed  at  Washington,  D.  C,  on 
May  18.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  B.\zelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

ExHiarr  A 

Parcel  No.  1.  All  that  certain  tract,  piece 
or  parcel  of  land  lying,  being  and  situated  In 
Hidalgo  County,  Texas,  described  as  follows, 
to  wit: 

Beginning  at  the  Southeast  corner  of  Lot 
Number  One  Hundred  Twenty  Nine  (129) 
South  Campacuas  Addition,  thence  Southerly 
along  an  extension  of  the  East  boundary  llnif 
of  said  Lot.  Seven  Hundred  Twenty  Eight  and 
95  100  (728  95)  feet  to  a  point  In  the  center 
line  of  Llano  Grande  Lake;  thence  to  the 
right  46  degrees  58  minutes  20  seconds  along 
said  center  line  of  Lake.  One  Thousand  Six 
Hundred  Sixty  Two  and  5  10  (1662.5)  feet 
to  a  point  which  Is  on  an  extension  South- 
erly of  the  West  boundary  line  of  said  Lot; 
then  e  to  the  right  133  degrees  38  minutes 
40  seconds.  Two  Thousand  Six  and  5  10 
(3006.5)  feet  to  the  Southwest  corner  of  said 
Lot;  thence  to  the  right  93  degrees  53  minutes 
along  the  Southern  boundary  line  of  said 
Lot..  Three  Hundred  Sixty  Three  and  8  10 
(363.R)  feet;  thence  to  the  right  15  degrees 
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30  minutes  along  said  Southern  boundary 
line.  Two  Hundred  Fifty  Eight  and  00  100 
(258.0)  feet;  thence  to  the  left  17  degrees  15 
rrUnutes  along  said  Southern  boundary  line. 
Five  Hundred  Eighty  Eight  and  00  100 
(588.0)  feet  to  the  Southeast  corner  of  said 
Lot.  the  point  of  beginning,  containing 
Thirty  Seven  and  36  100  (37.36)  acres,  more 
or  less;  same  being  the  land  conveyed  by 
American  Rio  Grande  Land  &  Irrigation  Com- 
pany to  Conrad  H.  Mann  by  Warranty  Deed 
dated  March  10.  1923  and  filed  and  recorded 
on  April  25.  1923  in  the  records  In  the  Office 
of  the  County  Clerk  of  said  Hidalgo  County. 
Texas;  save  and  except  that  portion  of  said 
tract,  piece  and  parcel  of  land  which  was 
conveyed  by  said  Conrad  H.  Mann  to  Ameri- 
can Rio  Grande  Land  &  Irrigation  Company 
by  Warranty  Deed  dated  September  7,  1926 
and  filed  and  recorded  on  September  21.  1928 
in  Vol.  229.  Page  25  of  the  Deed  Records,  of 
Hidalgo  County.  Texas,  more  particularly  de- 
scribed as  foUo-vs; 

Beginning  at  a  point  on  Mile  2',  West, 
which  point  Is  394.0  feet  South  of  Mile  5'4 
North;  thence  Southwesterly  making  an  angle 
of  75  degrees  40  minutes  with  said  Mile  2 '4 
West.  92.9  feet:  thence  to  the  left  21  de- 
grees 36'^  minutes  148.2  feet:  thence  to  the 
left  22  degrees  32'^  minutes,  124  3  feet; 
thence  to  the  right  85  degrees  48  minutes. 
120.0  feet;  thence  to  the  left  90  degrees  0 
minutes.  337.7  feet;  thence  to  the  left  90  de- 
grees 0  minutes  120.0  feet;  thence  to  the  right 
97  degrees  10  minutes.  279.0  feet;  thence  to 
the  right  20  degrees  11  minutes,  183.3  feet; 
thence  to  the  ris^ht  10  degrees  55  minutes. 
430.0  feet;  thence  to  the  right  90  degrees  0 
minutes  70.0  feet;  thence  to  the  left  97  de- 
grees 10  minutes.  56.4  feet  to  a  point  on  the 
East  line  of  Adam's  Tract  Subdivision;  thence 
to  the  left  57  degrees  48  minutes  Southerly 
along  said  East  line  of  Adam's  Tract  Sub- 
division. 179.48  feet:  thence  to  the  left  127 
degrees  41  minutes.  135.4  feet:  thence  to  the 
right  102  degrees  39  minutes.  60.0  feet;  thence 
to  the  left  90  degrees  0  minutes.  428  3  feet; 
thence  to  the  left  6  degrees  22  mlnufes.  . 
224.66  feet;  thence  to  the  left  21  degrees  55 
minutes.  163.4  feet;  thence  to  the  left  9 
degrees  24  "j  minutes.  169  8  feet;  thence  to 
the  left  90  degrees  34 '2  minutes,  50.0  feet; 
thence  to  the  right  90  degree.s  0  minutes 
337.7  feet;  thence  to  the  left  84  degrees  25 
minutes.  20.2  feet;  thence  to  the  right  99  de- 
grees 14  minutes,  169.9  feet;  thence  to  the 
right  27  degrees  04  minutes,  113.4  feet  to  a 
point  on  said  Mile  2 '4  West:  thence  to  the 
left  69  degrees  12  minutes  Northerly  along 
said  Mile  2 '4  West  75.7  feet  to  the  point  of 
beginning,  containing  5  34  acres,  more  or 
less. 

Parcel  No.  2.  All  that  certain  tract,  piece 
or  parcel  of  land  lying,  being  and  situated 
In  Hidalgo  County.  Texas,  described  as  fol- 
lows, to  wit: 

Beginning  at  the  Northeast  corner  of  Lot 
Number  One  Hundred  Twenty  Nine  (129), 
this  being  a  point  In  Line  Mile  2 '4  West. 
667.0  feet  North  of  Line  Mile  514  North; 
thence  South  along  said  Line  Mile  214  West, 
being  also  the  East  boundary  line  of  said 
Lot.  1024  feet;  thence  North  87  degrees  15 
minutes  West  588  feet;  thence  North  70  de- 
grees 0  minutes  West  258  feet;  thence  North 
85  degrees  30  minutes  West  363.8  feet  to  a 
fence,  said  fence  being  the  West  boundary 
line  of  said  South  Camjlfacuas  Addition  and 
of  said  Lot  Number  129;  thence  Northerly 
along  said  fence  a  distance  of  881  feet  to  the 
Northwest  corner  of  said  Lot:  thence  East 
along  Its  North  boundary  line  1184.0  feet  to 
the  place  of  beginning,  containing  Twenty- 
six  and  Thlrty-Hundredths  (26.30)  acres, 
more  or  less;  same  being  the  land  conveyed 
by  H.  B.  Seay  to  Conrad  H.  Mann  by  War- 
ranty Deed  dated  March  24.  1923  and  filed 
and  recorded  on  April  25.  1923  in  the  records 
in  the  office  of  the  County  Clerk  of  said  Hi- 
dalgo (bounty,  Texas. 

(P.    R.    Doc.   49-4102;    Filed,    May    23,    1949; 
8:56  a.  m.] 
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TITLE  3— THE  PRESIDENT 
EXECUTIVE  ORDER  10058 

Restoring  Certain  Lands  at  Keattkaha, 
Waiakea.  South  Hilo.  Hawaii,  to  the 
Jurisdiction  of  the  Territory  of 
Hawaii 

WHEREAS  certain  hereinafter-de- 
scribed lands  at  Keaukaha,  Waiakea, 
South  Hilo.  County  and  Territory  of 
Hawaii,  were  set  aside  for  the  use  of  the 
United  States  Navy  Department  for  mili- 
tary purposes  by  Executive  Order  No.  361. 
dated  June  24.  1929,  of  the  Governor  of 
the  Territory  of  Hawaii;  and 

WHEREAS  such  lands  are  no  longer 
needed  by  the  United  States  Government 
for  military  purposes,  and  It  Is  deemed 
advisable  and  in  the  public  Interest  that 
they  be  restored  to  the  Jurisdiction  of 
the  Territory  of  Hawaii: 

NOW.  THEREFORE,  by  virtue  of  the 
authority  vested  In  me  by  section  91  of 
the  act  of  April  30.  1900.  31  Stat.  159.  as 
amended  by  section  7  of  the  act  of  May 
27.  1910.  36  Stat.  447,  it  is  ordered  as 
follows: 

The  following-described  lands,  com- 
prising a  portion  of  Government  land  at 
Keaukaha,  Waiakea.  South  Hilo,  County 
and  Territory  of  Hawaii,  together  with 
any  improvements  thereon,  are  hereby 
restored  to  the  Jurisdiction  of  the  Terri- 
tory of  Hawaii: 

Beginning  at  a  pipe  at  the  Southwest  cor- 
ner of  this  parcel  of  land,  the  coordinates  of 
said  point  of  beginning  referred  to  Govern- 
ment Survey  Trig.  Station  "Keokea  No.  2" 
being  127.01  feet  North  and  1335.65  feet  East, 
as  shown  on  Ocvernment  Survey  Registered 
Map  No.  2704,  and  running  by  true  azimuths: 

1.  164"  00'  122.6  feet  along  government 
land  to  a  spike  In  "-}  "  on  solid  rock; 

Thence  along  the  seashore  at  hlghwater 
mark,  the  direct  azimuths  and  distances  be- 
tween monuments  being: 

2.  225°  36'  50.0  feet  to  a  spike  In  solid  rock; 

3.  162°  13'  29.2  feet  to  a  "-t  "  on  aolld  rock; 

4.  250*  20'  31.0  feet  to  a  spike  in  solid  rock; 
6.  328"  41'  30.8  feet  to  a  '  f '  on  solid  rock; 

6.  267-  13'  38.4  feet  to  a  "  +  "  on  aoUd  rock; 

7.  10°  34'  67.2  feet  to  a  "  +  "  on  solid  rock; 

8.  326'  88'  100.5  feet  along  government 
land  to  a  pipe; 


9.  84*    65'    1000   feet    along   same   to   the 
point  of  beginning. 
Area.  35/100  Acre. 

Harry  S.  Truman 

The  White  House, 

May  24,  1949. 

IP.    R.    Doc.    49-4228;    Piled.    May   24.    1949; 
11:50  a.  m.| 


TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  6 — Exceptions  From  the 
Competitive  Service 

Part   9 — Separations,   Suspensions   and 
e>emotions 

Part  24 — Formal  Education  Require- 
ments FOR  Appointment  to  Certain 
Scientific,  Technical  and  Profes- 
sional Positions 

miscellaneous  appointments 

1.  Under  authority  of  §  6.1  (a)  of  Ex- 
ecutive Order  9830,  and  at  the  request  of 
the  Economic  Cooperation  Administra- 
tion, the  Commission  has  determined 
that  the  positions  listed  below  should  be 
excepted  from  the  competitive  service. 
Effective  upon  publication  in  the  Federal 
Register,  §  6.149  is  amended  by  the  addi- 
tion of  a  paragraph  as  follows: 

§  6.149  Economic  Cooperation  Admin- 
istration.    •     •     • 

•  d )  Not  to  exceed  fifteen  positions  to 
be  filled  for  not  to  exceed  six  months  by 
persons  who  have  acquired  specialized 
knowledge  during  not  less  than  six 
months  service  with  the  Economic  Co- 
operation Administration  outside  the 
continental  limits  of  the  United  States. 

(R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631,  633.  E.  O.  9830,  Feb.  24.  1947.  12 
P.  R.  1259;  3CPR  1947Supp.  E.  O.  9973. 
June  28,  1948,  13  P.  R.  3600;  8  CFR  1948 
8upp.) 

2.  Subparagraphs  (1)  and  (2)  of 
S  9.105  (b)  are  amended  as  set  out  below, 
effective  as  of  July  26,  1948. 

(Ck)Qtlnued  on  next  page) 
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5  9.105  Authority  of  Commission  to 
investigate  separations,  suspensions,  re- 
assignments  or  demotion.     •     •     • 

(b)  The  Commission  may  investigate 
the  removal,  suspension,  reassignment 
or  demotion  of  an  employee  when  such 
employee  establishes  a  prima  facie  case^^ 
that: 

(1>  The  procedure  prescribed  by  the 
Commission  under  8  9.102  (a)  (1)  ha.s 
not  been  followed  (regardless  of  other 
allegations) ;  or 

(2)  The  removal,  suspension,  reassign- 
ment or  demotion  was  made  for  political 
reasons,  except  as  may  be  required  by 
law,  or  resulted  from  discrimination 
because  of  marital  status. 

Note:  Allegations  of  discrimination  be- 
cause of  race,  religion,  color  or  national 
origin  will  not  be  Investigated  under  I  9.105 
Inasmuch  as  a  procedure  for  review  of  such 
cases  Is  provided  by  Executive  Order  9980 
and  Part  410  of  Title  5.  Code  of  Federal 
Regulations. 

(R.  S.  1753.  sec.  2.  22  Stat.  403;  5  U.  S.  C. 
631.  633.  E.  O.  9830.  Feb.  24,  1947.  12 
F.  R.  1259;  3  CFR  1947  Supp.) 

3.  Section  24.27  is  amended  to  read  as 
follows : 


Wednesday,  May  25,  1949 
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?  24  27  Pharmacist,  P-680-0  (all 
grades) — (a)  Educational  requirements. 
Applicants  must  have  successfully  com- 
pleted one  of  the  following:  <1)  A  four- 
year  course  in  pharmacy  at  an  approved 
school;  or  (2)  a  resident  course  in 
pharmacy  of  two  years  or  more  at  a  col- 
lege, university,  or  other  institution 
above  high  school  level  and  have  had. 
In  addition,  sufficient  progressive  tech- 
nical experience  in  the  practice  of 
pharmacy  to  total  four  years  of  combined 
education  and  experience. 

<  b  ^  Du  ties.  Pharmacists  perform 
professional  work  in  pharmacy  involving 
the  compounding  of  prescriptions,  the 
di.<;pensing  of  drugs,  the  manufacture  of 
pharmaceutical  and  stock  preparations, 
the  checking  of  dated  drugs  for  potency, 
the  Issuance  of  alcoholics  and  narcotics 
on  proper  order,  the  maintenance  of  per- 
tinent records  and  stock  and  supplies, 
and  the  performance  of  related  duties. 
In  the  higher  grades,  pharmacists  may 
supervise  other  pharmacists  in  the  per- 
formance of  the.se  duties  or  they  may  act 
as  con.sultants  and  exercise  over-all  ad- 
ministration of  pharmacy  activities  to 
determine  that  established  policies  and 
procedures  are  being  followed  and  to 
develop  procedures  under  established 
over-all  policy. 

<c)  Knouledoe  and  training  requisite 
for  performance  of  duties.  The  duties 
of  a  pharmacist  cannot  be  successfully 
performed  without  a  sound  knowledge 
of  the  fundamental  principles  of  phar- 
macy, and  of  chemistry,  pharmacology, 
toxicology,  bacteriology,  therapeutics, 
and  mathematics  lus  related  to  pharmacy. 
The  only  method  of  obtaining  this  knowl- 
edge and  training  is  by  attending  a  school 
of  pharmacy  where  systematic  instruc- 
tion and  guidance,  and  adequate  labora- 
tory and  library  facilities  are  available, 
and  where  suitable  standards  are  main- 
tained and  competent  evaluations  of  the 
student's  progress  are  made. 

Non:  This  section  Is  not  applicable  to 
positions  In  the  Department  of  Medicine  and 
Surgery.  Veterans'  Administration,  the  edu- 
cation requirement  for  which  Is  established 
by  Public  Law  293.  79th  Congress  (sec.  6, 
69  Stat.  676:  38  U.  8.  C.  Sup.  I&d). 

(Sec.  11,  58  Stat.  390;  5  U.  S.  C.  860) 

United  States  Civil  Serv- 
ice Commission, 
rsE.'.Ll         H.  B   Mitchell. 

President. 

|P.   B.    Doc.   40-4127;    Filed,    May    24,    1949; 
8:49  a.  m.l 


TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Plum  Order  1] 

Part  936 — Fresh  Bartlett  Peais.  Plums, 
AND  Elberta  Peaches  GrowJ^  in  Cal- 

IFORNU 

regulation  by  grades  and  sues 

9  936.345  Plum  Order  l—(a)  Findings. 
(1)  Pursuant  to  the  marketing  agree- 
ment, as  amended,  and  Order  No.  36,  as 


amended  (7  CPR,  Part  936,  14  F.  R. 
2684),  regulating  the  handling  of  fresh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  in  the  State  of  California, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended,  and  upon 
the  basis  of  the  recommendations  of  the 
Plum  Commodity  Committee,  e.stab- 
lished  under  the  aforesaid  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  limitation  of  ship- 
ments of  Beauty  plums,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

'2»  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60 
Stat.  237;  5  U.  S.  C.  1001  et  seq.>  in 
that,  as  hereinafter  set  forth,  the  time 
intervening  be'.ween  the  date  when  in- 
formation upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient;  a  reasonable 
time  is  permitted,  under  the  circum- 
stances, for  preparation  for  such  effec- 
tive time;  and  pood  cause  exists  for  mak- 
ing the  provisions  hereof  effective  not 
later  than  May  25,  1949.  A  reasonable 
determination  as  to  the  .supply  of,  and 
the  demand  for.  such  plums  must  await 
the  development  of  the  crop  and  ade- 
quate information  thereon  was  not 
available  to  the  Plum  Commodity  Com- 
mittee until  May  16.  1949;  recommenda- 
tion as  to  the  need  for,  and  the  extent  of, 
regulation  of  shipments  of  such  plums 
was  made  at  the  meeting  of  said  commit- 
tee on  May  16.  1949.  after  consideration 
of  all  available  information  relative  to 
the  supply  and  demand  conditions  for 
such  plums,  at  which  time  the  recom- 
mendation and  supporting  Information 
was  submitted  to  the  Department;  ship- 
ments of  the  current  crop  of  sucfriplums 
are  expected  to  begin  on  or  about  May 
25,  1949.  and  this  section  should  be  ap- 
plicable to  all  shipments  of  such  plums 
in  order  to  effectuate  the  declared  policy 
of  the  act;  and  compliance  with  the  pro- 
visions of  this  .section  will  not  require 
of  handlers  any  preparation  therefor 
which  cannot  be  completed  by  the  ef- 
fective time  hereof. 

•  b)  Order.  (1)  During  the  period 
beginning  at  12:01  a.  m.,  P.  s.  t.  May 
25, 1949.  and  ending  at  12:01  a.  m..  P.  s.  t., 
September  1,  1949.  no  shipper  shall  ship: 

(i)  Any  package  or  container  of 
Beauty  plums  containing  plums  which  do 
not  meet  the  requirements  of  the  U.  S. 
No.  1  grade  (as  specified  for  such  grade 
in  the  revised  United  States  Standards 
for  plums  and  prunes  (fresh);  7  CFR 
51.360);  or 

(ii)  Any  package  or  container  of 
Beauty  plums  containing  plums  of  a  size 
smaller  than  a  size  that  will  pack  a  5  x  5 
standard  pack,  as  specified  in  the  afore- 
.s)iid  United  States  Standards,  in  a  stand- 
rd  basket,  as  specified  in  paragraph 
nbmbered  1  of  section  828.1  of  the  Agri- 
cultbcal  Code  of  California.  The  afore- 
said 6  »s5  standard  pack  is  defined  more 


specifically  In  subparagraph  (2)  of  this 
paragraph. 

(2>  As  used  in  this  section,  the  afore- 
said 5  X  5^  standard  pack  is  defined  more 
specifically  as  follows:  (i>  At  least  thirty- 
five  (35)  percent,  by  count,  of  the  plums 
contained  in  such  pack  measure  not  less 
than  l-'io  Inches  in  diameter,  such  di- 
ameter, as  defined  in  the  aforesaid  re- 
vised United  States  Standards,  being  the 
shortest  distance  measured  through  the 
center  of  the  plum  at  right  angles  to  a 
straight  line  running  from  the  stem  to 
the  blossom  end;  (ii)  at  least  sixty  <60) 
percent,  by  count,  of  the  plums  contained 
in  such  pack  measure,  as  aforesaid,  not 
less  than  I'ir  inches  in  diameter;  and 
(iii)  no  plums  contained  in  .such  pack 
mea.sure,  as  aforesaid,  less  than  l-^'ie 
inches  in  diameter. 

<3)  Each  shipper,  prior  to  making 
each  shipment  of  Beauty  plums,  shall, 
during  the  period  set  forth  in  subpara- 
graph (1)  of  this  paragraph,  have  the 
plums  included  in  each  such  shipment 
inspected  by  a  duly  authorized  repre- 
sentative of  the  Federal -State  Inspection 
Service,  heretofore  designated  by  the 
Plum  Commodity  Committee  and  hereby 
approved;  and  each  such  shipper  shall 
submit  promptly,  or  cause  to  be  .submitted 
promptly,  to  the  Plum  Commodity  Com- 
mittee. Federal-State  shipping  point  in- 
spection certificates  stating  the  grades 
and  sizes  of  the  Beauty  piums  contained 
in  each  such  shipment :  Provided,  That, 
in  case  the  following  conditions  exist  in 
connection  with  any  such  shipment: 

M>  A  written  request  for  inspection  I.s 
made  to  the  Federal-State  Inspection 
Service  not  later  than  5:00  p.  m.  of  the 
day  before  the  fruit  will  be  available  for 
inspection; 

(ii )  The  shipper  designates  in  such  re- 
que.st  the  date  and  hours  when  the  fruit 
will  be  available  for  Inspection:  and 

(iii)  The  Federal-State  Inspection 
Service  furnishes  the  shipper  with  a 
signed  statement  that  it  is  not  prac- 
ticable, under  such  conditions,  for  the 
Federal-State  Inspection  Service  to  make 
the  inspection  within  the  necessary  time; 

the  shipper,  by  submitting  or  causing  to 
be  submitted  promptly  such  signed  state- 
ment to  the  Plum  Commodity  Committee, 
may  make  the  particular  shipment  with- 
out such  Inspection,  but  such  shipper 
shall  comply  with  all  grade  and  size  reg- 
ulations applicable  to  such  shipment. 

(4)  Terms  used  In  the  amended  mar- 
keting agreement  and  order  shall,  when 
used  In  this  section,  have  the  same  mean- 
ing as  Is  given  to  the  respective  term  in 
said  amended  marketing  agreement  and 
order;  and  the  term  "serious  damage" 
shall  have  the  same  meaning  as  set  forth 
In  the  aforesaid  revised  United  States 
Standards. 

•  48  Stat.  31.  as  amended.  7  U.  S.  C.  and 
Sup.  I  601  et  seq.;  7  CFR  Part  936;  14 
F.  R.  2684) 

Done  at  Washington,  D.  C,  this  20th 
day  of  May  1949. 

[seal]  S.  R.  Smith. 

Director,  Fruit  and  Vegetalle 
Branch,  Production  and  Mar- 
keting Administration. 

[F.    R.    Doc.   49--4130;    Piled,   May    24,    1949; 
8:60  a.  m.] 


II 


J  3 
I 


2744 

I  Plum  Order  21 

Part  936— Fresh  Bartlett  Pears.  Plums. 
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regulation  by  grades  and  sizes 

§  936.346   Plum  Order  2— fa)  Findings. 
Pursuant  to  the  marketing  agreement, 
as    amended,    and    order    No.    36,    as 
amended    (7   CFR.   Part   936.    14   F.   R. 
2684).  regulating  the  handling  of  fresh 
Bartlett     pears,     plums,     and     Elberta 
peaches  grown  In  the  State  of  Califor- 
nia, effective  under  the  applicable  provi- 
sions   of    the    Agricultural    Marketing 
Agreement  Act  of  1937.  as  amended,  and 
upon  the  basis  of  the  recommendations 
of  the  Plum  Commodity  Committee,  es- 
tablished under  the  aforesaid  amended 
marketing    agreement    and   order,   and 
upon  other  available  Information.  It  is 
hereby  found  that  the  limitation  of  ship- 
ments of  Santa  Rosa  plums,  as  herein- 
after provided,  will  tend  to  effectuate  the 
declared  policy  of  the  act. 

(2)   It  is  hereby  further  found  that  it 
is   impracticable   and   contrary   to   the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  <  60  Stat. 
237:  5  U.  S.  C.  1001  et  ncq.)  In  that,  as 
hereinafter  set  forth,  the  time  Interven- 
ing between  the  date  when  information 
upon  which  this  section  Is  based  became 
available  and  the  time  when  this  section 
must  become  effective  in  order  to  effec- 
tuate the  declared  policy  of  the  act  Is 
insufHclent;  a  reasonable  time  is  permit- 
ted, under  the  circumstances,  for  prep- 
aration for  such  effective  time;  and  good 
cause  exists  for  making  the  provisions 
hereof  effective  not  later  than  June  1, 
1949.    A  reasonable  determination  as  to 
the  supply  of.  and  the  demand  for.  such 
plums  must  await  the  development  of 
the    crop    and    adequate    Information 
thereon  was  not  available  to  the  Plum 
Commodity    Committee   until    May    16, 
1949;  recommendation  as  to  the  need  for, 
and  the  extent  of.  regulation  of  ship- 
ments of  such  plums  was  made  at  the 
meeting  of  said  committee  on  May  16. 
1949.  after  consideration  of  all  available 
Information  relative  to  the  supply  and 
demand  conditions  for  such  plums,  at 
which    time   the   recommendation    and 
supporting  information  was  submitted 
to  the  Department;   shipments  of  the 
current  crop  of  such  plums  are  expected 
to  begin  on  or  about  June  1.  1949.  and 
this  section  should  be  applicable  to  all 
shipments  of   such  plums  in  order  to 
effectuate  the  declared  policy  ol  the  act; 
and  compliance  with  the  provisions  of 
this  section  will  not  require  of  handlers 
any  preparation  therefor  which  cannot 
be    completed    by    the    effective    time 
hereof. 

(b)  Order,  a)  During  the  period  be- 
ginning at  12:01  a.  m..  P.  s.  t..  June  1. 
1949,  and  ending  at  12:01  a.  m..  P.  s.  t., 
September  1.  1949.  no  shipper  shall  ship: 
(I)  Any  package  or  container  of  Santa 
Rosa  plums  containing  plums  which  do 
not  meet  the  requirements  of  the  U.  S. 
No.  1  grade  (as  specified  for  such  grade  in 
the  revised  United  States  Standards  for 
plums  and  prunes  (fresh) ;  7  CFR 
51.360) ;  or 
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(ii)  Any  package  or  container  of  Santa 
Rosa  plums  containing  plums  of  a  size 
smaller  than  a  size  that  will  pack  a  5  x  5 
standard  pack,  as  specified  In  the  afore- 
said United  States  Standards.  In  a  stand- 
ard basket,  as  specified  in  paragraph 
numbered  1  of  section  828.1  of  the  Agri- 
cultural Code  of  California.  The  afore- 
said 5x5  standard  pack  is  defined  more 
specifically  in  subparagraph  (b)  (4)  of 
this  paragraph. 

( 2 )  During  the  period  set  forth  In  sub- 
paragraph (b)   (1)  of  this  paragraph: 

(I)  The  total  quantity  of  Santa  Rosa 
plums  which  a  shipper  may  ship  during 
any  day.  from  any  shipping  point,  shall 
meet  the  following  additional  conditions: 

(a)  Of  said  total  quantity,  at  least 
eighty-five  <85)  percent,  by  number  of 
packages,  shall  be  of  a  size  not  smaller 
than  a  size  that  will  pack  a  4  x  5  stand- 
ard pack,  as  specified  in  the  aforesaid 
revised  United  States  Standards,  in  the 
aforesaid  standard  basket;  and  said  4x5 
standard  pack  is  defined  more  specifi- 
cally in  subparagraph  (b)  (3)  of  this 
paragraph;  and 

( b )  The  remainder  of  such  total  quan- 
tity may  be  of  a  size  that  will  pack  a  5  x  5 
standard  pack,  as  aforesaid,  or  of  larger 
sizes  up  to.  but  not  Including,  a  size  that 
win  pack  a  4  X  5  standard  pack,  as 
aforesaid. 

(11 )  If  any  shipper,  during  any  two  (2) 
consecutive  days,  ships  from  any  such 
shipping  point  less  than  the  maximum 
allowable  portion  of  such  Santa  Rosa 
plums  that  will  pack  a  5  x  5  standard 
pack  and  larger  sizes,  as  aforesaid,  the 
amount  of  such  undershipment  of  such 
plums  may  be  shipped  only  during  the 
next  succeeding  calendar  day.  in  addi- 
tion to  such  Santa  Rosa  plums  of  such 
size  that  the  respective  shipper   could 
have  shipped  on  such  succeeding  calen- 
dar day  If  there  had  been  no  undership- 
ment during  the  two  (2)  preceding  days. 
(3)  As  used  In  this  section,  the  afore- 
said 4x5  standard  pack  is  defined  more 
specifically    as    follows:     (I)     At    least 
thirty-five  (35)  percent,  by  count,  of  the 
pliyps  contained  In  such  pack  measure 
not  less  than  r'ie  Inches  in  diameter, 
such  diameter,  as  defined  In  the  afore- 
said  revised   United  States  Standards, 
being   the   shortest   distance   measured 
through  the  center  of  the  plum  at  right 
angles  to  a  straight  line  running  from  the 
stem  to  the  blossom  end;   (11)   at  least 
sixty  (60 »  percent,  by  count,  of  the  plums 
contained    in    such  pack    measure,    as 
aforesaid,  not  less  than  l''i9  inches  In 
diameter;  and  (ill)  no  plums  contained 
In  such  pack  measure,  as  aforesaid,  less 
than  I'u)  Inches  in  diameter. 

(4)  As  used  In  this  section,  the  afore- 
said 5x5  standard  pack  Is  defined  more 
specifically  as  follows:  (D  At  least 
thirty-five  (35)  percent,  by  count,  of 
the  plums  contained  in  such  pack  meas- 
ure not  less  than  I'^i--,  Inches  In  diameter, 
such  diameter,  as  defined  In  the  afore- 
said revised  United  States  Standards, 
being  the  shortest  distance  measured 
through  the  center  of  the  plum  at  right 
angles  to  a  straight  line  running  from 
the  stem  to  the  blossom  end;  (11)  at 
least  sixty  (60)  percent,  by  count,  of 
the  plums  contained  In  such  pack  mea,s- 
ure.   as   aforesaid,   not   less   than   I'lo 


inches  in  diameter;  and  (ill)  no  plums 
contained  In  any  such  pack  measure,  as 
aforesaid,  less  than  l^n  inches  in  di- 
ameter. 

(5)  Each  shipper,  prior  to  making  each 
shipment  of  Santa  Rosa  plums,  shall, 
during  the  period  set  forth  in  subpara- 
graph (D  of  this  paragraph,  have  the 
plums  Included  In  each  such  shipment 
inspected  by   a  duly   authorized   repre- 
sentative of  the  Federal-State  Inspec- 
tion Service,  heretofore  designated  by 
the  Plum  Commodity  Committee   and 
hereby  approved;  and  each  such  shipper 
shall  submit  promptly,  or  cause  to  be 
submitted  promptly,  to  the  Plum  Com- 
modity Committee,  Federal-State  ship- 
ping point  inspection  certificates  stating 
the  grades  and  sizes  of  the  Santa  Rosa 
plums  contained  in  each  such  shipment: 
Provided.  That,   in  case  the  following 
conditions  exist  la  connection  with  any 
such  shipment: 

(1)  A  written  request  for  inspection  is 
made  to  the  Federal-State  Inspection 
Service  not  later  than  5:00  p.  m.  of  the 
day  before  the  fruit  will  be  available  for 
Inspection; 

(ii  I  The  shipper  designates  In  such  re- 
quest the  date  and  hours  when  the  fruit 
win  be  available  for  inspection;  and 

(Hi)  The  Federal-State  Inspection 
Service  furnishes  the  shipper  with  a 
signed  statement  that  It  Is  not  practica- 
ble, under  such  conditions,  for  the  Fed- 
eral-State Inspection  Service  to  make 
the  Inspection  within  the  necessary  time; 


the  shipper,  by  submitting  or  causing  to 
be  submitted  promptly  such  signed  state- 
ment to  the  Plum  Commodity  Commit- 
tee, may  make  the  particular  shipment 
without  such  inspection,  but  such  ship- 
per shall  comply  with  all  grade  and  size 
regulations  applicable  to  such  shipment. 
(6>  Terms  used  in  the  amended  mar- 
keting agreement  and  order  shall,  when 
used  In  this  section,  have  the  same  mean- 
ing as  Is  given  to  the  respective  terms  In 
said  amended  marketing  agreement  and 
order;  and  the  term  "serious  damage" 
shall  have  the  same  meaning  as  set  forth 
m  the  aforesaid  United  States  Standards. 

(48  Stat.  31,  as  amended  7  U.  S.  C.  and 
Sup.  1 601  et  seq.;  7  CFR  Part  936.  14  F.  R. 
2684) 

Done  at  Washington.  D.  C,  this  20th 
day  of  May  1949. 

[SEALl  S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

IP.   R.   Doc.   49^131;    Filed,   May   24,    1949; 
8:50  a.  m.l 
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S  936.347  Plum  Order  3— (a)  Find- 
ings. (1)  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
36.  as  amended  (7  CFR  Part  936;  14  F.  R. 
2684).  regulating  the  handling  of  fresh 
Bartlett    pears,    plums,    and    Elberta 


Wednesday,  May  25,  1949 

peaches  grown  In  the  State  of  California, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the 
Plum  Commodity  Committee,  established 
under  the  aforesaid  amended  marketing 
agreement  and  order,  and  upon  other 
available  information.  It  Is  hereby  found 
that  the  limitation  of  shipments  of  For- 
mosa plums,  as  hereinafter  provided,  will 
tend  to  efifectuate  the  declared  policy  of 
the  act. 

(2)  It  Is  hereby  further  found  that  It  Is 
Impracticable  and  contrary  to  the  public 
Interest  to  give  preliminary  notice,  en- 
gage in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  i60  Stat. 
237:  5  U.  S.  C.  1001  et  seq.)  In  that,  as 
hereinafter  set  forth,  the  time  Interven- 
ing between  the  date  when  information 
upon  wliich  this  section  is  based  became 
available  and  the  time  when  this  section 
must  become  effective  In  order  to  effec- 
tuate the  declared  policy  of  the  act  is 
Insufficient;  a  reasonable  time  Is  per- 
mitted, under  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  pro- 
visions hereof  effective  not  later  than 
June  1,  1949.  A  reasonable  determina- 
tion as  to  the  supply  of,  and  the  demand 
for,  such  plums  must  await  the  develop- 
ment of  the  crop  and  adequate  informa- 
tion thereon  was  not  available  to  the 
Plum  Commodity  Committee  until  May 
16,  1949;  recommendation  as  to  the  need 
for.  and  the  extent  of.  regulation  of  ship- 
ments of  such  plums  was  made  at  the 
meeting  of  said  committee  on  May  16, 
1949,  after  consideration  of  all  available 
information  relative  to  the  supply  and 
demand  conditions  for  such  plums,  at 
which  time  the  recommendation  and 
supporting  information  was  submitted  to 
the  Department;  shipments  of  the  cur- 
rent crop  of  such  plums  are  expected  to 
begin  on  or  about  June  1.  1949.  and  this 
section  should  be  applicable  to  all  ship- 
ments of  such  plums  In  order  to  effec- 
tuate the  declared  pwllcy  of  the  act;  and 
compliance  with  the  provisions  of  this 
section  will  not  require  of  handlers  anv 
preparation  therefor  which  cannot  br 
completed  by  the  effective  time  hereof. 

<b»  Order,  il)  During  the  period 
beginning  at  12:01  a.  m..  P.  s.  t.,  June  1. 
1949,  and  ending  at  12:01  a.  m.,  P.  s.  t.. 
September  1,  1949,  no  shipper  shall  ship: 

(i)  Any  package  or  container  of  For- 
mosa plums  containing  plums  which  do 
not  meet  the  requirements  of  the  U.  S. 
No.  1  grade  (as  specified  for  such  grade 
In  the  revised  United  States  Standards 
for  plums  and  prunes  (fresh) ;  7  CFR 
51.360)  with  a  total  tolerance  of  ten  (10) 
percent  for  defects  not  considered  seri- 
ous damage  in  addition  to  the  usual 
tolerances  permitted  for  such  grade;  or 

«ii »  Any  package  or  container  of  For- 
mosa plums  containing  plums  of  a  size 
smaller  than  a  size  that  will  pack  a  4  x  5 
standard  pack,  as  specified  In  the  afore- 
said United  States  Standards.  In  a  stand- 
ard basket,  as  specified  In  paragraph 
numbered  1  of  section  82g.l  of  the  Agri- 
cultural Code  of  California.  The  afore- 
said 4x5  standard  pack  is  defined  more 
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specifically  In  subparagraph  (2)  of  this 
paragraph. 

(2)  As  used  In  this  section,  the  afore- 
said 4x5  standard  pack  Is  defined  more 
specifically  as  follows:  (i)  At  least  thirty- 
five  (35 »  percent,  by  count,  of  the  plums 
contained  in  such  ijack  measure  not  less 
than  I'Vin  Inches  In  diameter,  such  diam- 
eter, as  defined  in  the  aforesaid  revised 
United  States  Standards,  being  the  .short- 
est distance  measured  through  the  cen- 
ter of  the  plum  at  right  angles  to  a 
straight  line  running  from  the  stem  to 
the  blossom  end;  (11)  at  least  sixty  (60) 
percent,  by  count,  of  the  plums  contained 
in  such  pack  measure,  as  aforesaid,  not 
less  than  T'l,-,  inches  in  diameter;  and 
(iil)  no  plums  contained  in  such  pack 
measure,  as  aforesaid,  less  than  l',,; 
inches  In  diameter. 

'  3  >  Each  shipper,  prior  to  making  each 
shipment  of  Formosa  plums,  shall,  dur- 
ing the  period  set  forth  in  subparagraph 
( 1 )  of  this  paragraph,  have  the  plums  in- 
cluded in  each  such  shipment  inspected 
by  a  duly  authorized  representative  of 
the  Federal-State  Inspection  Service, 
heretofore  designated  by  the  Plum  Com- 
modity Committee  and  hereby  approved; 
and  each  such  shipper  shall  submit 
promptly,  or  cause  to  be  submitted 
promptly,  to  the  Plum  Commodity  Com- 
mittee. Federal-State  shipping  point  in- 
spection certificates  stating  the  grades 
and  sizes  of  the  Pormo.sa  plums  contained 
In  each  such  shipment:  Provided,  That, 
in  case  the  following  conditions  exist  In 
connection  with  any  such  shipment: 

(i)  A  written  request  for  inspection  Is 
made  to  the  Federal-State  Inspection 
Service  not  later  than  5:00  p.  m.  of  the 
day  before  the  fruit  will  be  available  for 
inspection; 

(ii)  The  shipper  designates  in  such  re- 
quest the  date  and  hours  when  the  fruit 
will  be  available  for  Inspection;  and 

(111)  The  Federal-State  Inspection 
Service  furnishes  the  shipper  with  a 
signed  statement  that  It  Is  not  prac- 
ticable, under  such  conditions,  for  the 
Federal-State  Inspection  Service  to  make 
the  inspection  within  the  necessary  time; 

the  shipper,  by  submitting  or  causing  to 
be  submitted  promptly  such  signed  state- 
ment to  the  Plum  Commodity  Committee, 
may  make  the  particular  shipment  with- 
out such  Inspection,  but  such  shipper 
shall  comply  with  all  grade  and  size  regu- 
lations applicable  to  such  shipment. 

•  4)  Terms  used  in  the  amended  mar- 
keting agreement  and  order  shall,  when 
used  in  this  section,  have  the  same  mean- 
ing as  is  given  to  the  respective  term  In 
said  amended  marketing  agreement  and 
order;  and  the  term  "serious  damage" 
shall  have  the  same  meaning  as  set  forth 
in  the  aforesaid  revised  United  States 
Standards. 

(48  Stat.  31,  as  amended.  7  U.  S.  C.  and 
Sup.  1601  et  seq.;  7  CFR  Part  936;  14F.R. 
2684) 

Done  at  Washington.  D.  C.  this  20th 
day  of  May  1949. 

[SEAL]  8.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

(F.   R.   Doc.   49-4132;    Plltd.   May   24,    1949; 
•  :60  a.  m.] 
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(Plum  Order  4] 

Part  936 — Fresh  Bartlett  Pears,  Plums. 
AND  Elberta  Peaches  Grown  in 
California 

regulation  by  grades  AND  SIZES 

5  936.348  Plum  Order  4— (a)  Find- 
ings. (1>  Pursuant  to  the  marketing 
agreement,  as  amended,  and  Order  No. 
36.  as  amended  (7  CPR  Part  936;  14  F.  R. 
2684).  regulating  the  handling  of  fre.sh 
Bartlett  pears,  plums,  and  Elberta 
peaches  grown  in  the  State  of  California, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended,  and  upon  the 
basis  of  the  recommendations  of  the 
Plum  Commodity  Committee,  established 
under  the  aforesaid  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  shipments  of  Cli- 
max plums,  as  hereinafter  provided,  will 
tend  to  effectuate  the  declared  policy  of 
the  act. 

<2i  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the  pub- 
lic Interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  in  the  Federal  Register  (60  Stat. 
•237;  5  U.  S.  C.  1001  et  seq.)  in  that,  as 
hereinafter  set  forth,  the  time  interven- 
ing between  the  date  when  information 
upon  which  this  section  is  based  became 
available  and  the  time  when  this  section 
must  become  effective  in  order  to  effec- 
tuate the  declared  policy  of  the  act  Is 
Insufficient;  a  reasonable  time  Is  per- 
mitted, under  the  circumstances,  for 
preparation  for  such  effective  time;  and 
good  cause  exists  for  making  the  provi- 
sions hereof  effective  not  later. than  June 
1,  1949.  A  reasonable  determination  as 
to  the  supply  of,  and  the  demand  for, 
such  plums  must  await  the  development 
of  the  crop  and  adequate  information 
thereon  was  not  available  to  the  Plum 
Commodity  Committee  until  May  16, 
1949;  recommendation  as  to  the  need  for. 
and  the  extent  of,  regulation  of  ship- 
ments of  such  plums  was  made  at  the 
meeting  of  said  committee  on  May  16, 
1949,  after  consideration  of  all  available 
Information  relative  to  the  supply  and 
demand  conditions  for  such  plums,  at 
which  time  the  recommendation  and 
supporting  information  was  submitted 
to  the  Department;  shipments  of  the 
current  crop  of  .such  plums  are  expected 
to  begin  on  or  about  June  1,  1949.  and 
this  section  should  be  applicable  to  all 
shipments  of  such  plums  in  order  to  ef- 
fectuate the  declared  policy  of  the  act; 
and  compliance  with  the  provisions  of 
this  section  will  not  require  of  handlers 
any  preparation  therefor  which  cannot 
be  completed  by  the  effective  time  hereof. 

(b»  Order.  (1)  During  the  period  be- 
ginning at  12:01  a.  m..  P.  s.  t.,  June  1. 
1949.  and  ending  at  12:01  a.  m.,  P.  s.  t., 
September  1.  1949,  no  shipper  shall  .ship: 

(1)  Any  package  or  container  of  Cli- 
max plums  containing  plums  which  do 
not  meet  the  requirements  of  the  U.  S. 
No.  1  grade  <as  specified  for  such  grade  In 
the  revised  United  States  Standards  for 
plums  and  prunes  (fresh) ;  7  CFR  51.360) 
with  a  total  tolerance  of  ten  (10)  per- 
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cent  for  defects  not  considered  serious 
damage  In  addition  to  the  usual  toler- 
ances permitted  for  such  grade;  or 

(11)  Any  package  or  container  of  Cli- 
max plums  containing  plums  of  a  size 
smaller  than  a  size  that  will  pack  a 
4x5  standard  pack,  as  specified  In  the 
aforesaid  United  States  Standards,  In  a 
standard  basket,  as  specified  in  para- 
graph numbered  1  of  section  828.1  of 
the  Agricultural  Code  of  California.  The 
aforesaid  4x5  standard  pack  Is  de- 
fined more  specifically  in  subparagraph 
(2)   of  this  paragraph. 

(2)  As  u.sed  in  this  section,  the  afore- 
said 4x5  standard  pack  is  defined  more 
specifically  as  follows:  (1)  At  least 
thirty-five  (35)  percent,  by  count,  of  the 
plums  contained  in  such  pack  measure 
not  less  than  l'Vi«  Inches  in  diameter. 
such  diameter,  as  defined  In  the  afore- 
said revised  United  States  Standards, 
being  the  shortest  distance  measured 
through  the  center  of  the  plum  at  right 
angles  to  a  straight  line  running  from 
the  stem  to  the  blossom  end;  <ii)  at 
least  sixty  (60)  percent,  by  count,  of  the 
plums  contained  in  such  pack  measure, 
as  aforesaid,  not  less  than  I'Sa  Inches  in 
diameter;  and  (ill)  no  plums  contained 
In  such  pack  measure,  as  aforesaid,  less 
than  lVi8  Inches  in  diameter. 

(3)  Each  shipper,  prior  to  making 
each  shipment  of  Climax  plums,  shall, 
during  the  period  set  forth  in  subpara- 
graph (1)  of  this  paragraph,  have  the 
plums  Included  in  each  such  shipment 
inspected  by  a  duly  authorized  repre- 
sentative of  the  Federal -State  Inspec- 
tion Service,  heretofore  designated  by 
the  Plum  Commodity  Committee  and 
hereby  approved;  and  each  such  ship- 
per shall  submit  promptly,  or  cause  to 
be  submitted  promptly,  to  the  Plum 
Commodity  Committee,  Federal-State 
shipping  point  inspection  certificates 
stating  the  grades  and  sizes  of  the  Cli- 
max plums  contained  in  each  such  ship- 
ment: Provided,  That,  in  case  the  fol- 
lowing conditions  exist  in  connection 
with  any  such  shipment: 

(1)  A  written  request  for  inspection  Is 
made  to  the  Federal-State  Inspection 
Service  not  later  than  5:00  p.  m.  of  the 
day  before  the  fruit  will  be  available  for 
Inspection ; 

(ii)  The  shipper  designates  in  such  re- 
.quest  the  date  and  hours  when  the  fruit 
'will  be  available  for  Inspection;  and 

(ill)  The  Federal-State  Inspection 
Service  furnishes  the  shipper  with  a 
signed  statement  that  It  is  not  practi- 
cable, under  such  conditions,  for  the 
Federal-State  Inspection  Service  to  make 
the  inspection  within  the  necessary 
time: 

the  shipper,  by  submitting  or  causing 
to  be  submitted  promptly  such  signed 
statement  to  the  Plum  Commodity  Com- 
mittee, may  make  the  particular  ship- 
ment without  such  inspection,  but  such 
shipper  shall  comply  with  all  grade  and 
size  regulations  applicable  to  such 
shipment. 

(4)  Terms  used  in  the  amended  mar- 
keting agreement  and  order  shall,  when 
used  in  this  section,  have  the  same  mean- 
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Ing  as  is  given  to  such  term  In  said 
amended  marketing  agreement  and 
order;  and  the  term  "serious  damage" 
shall  have  the  same  meaning  as  set 
forth  in  the  aforesaid  revised  United 
States  Standards. 

(48  Stat.  31.  as  amended,  7  U.  S.  C.  and 
Sup.  I  601  et  seq.;  7  CFR  Part  936;  14 
F.  R.  2684) 

Done  at  Washington.  D.  C.  this  20th 
day  of  May  1949. 

[SEAL]  S.  R.  Smith. 

Director.  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

[F.   R.   Doc.  4»-4129:    Piled.   May   24,    1949; 
8:50  a.  m.] 


TITLE   19— CUSTOMS  DUTIES 

Chapter   I — Bureau    of   Customs, 
Department  of  the  Treasury 

IT.  D.  52223] 

Part  10 — Articles  Conditionally  Free, 
Subject  to  a  Reduced  Rate,  Etc. 

hair-bearing  guanaqlito  skins 

Section  10.77,  Customs  Regulations  of 
1943,  as  amended  (19  CFR,  Cum.  Supp., 
10.77),  is  further  amended  as  follows: 

The  caption  is  amended  by  inserting 
"or  hair"  after    wool." 

Paragraph  (a)  is  amended  by  deleting 
the  word  "lambskins"  and  by  inserting 
in  lieu  thereof  "skins  bearing  wool  or  hair 
of  a  kind  described  in  paragraph  1101  or 
1102.  Tariff  Act  of  1930,  as  amended."; 
by  inserting  the  subcaption  "Lambskins" 
before  the  list  of  various  types  of  lamb- 
skins; and  by  inserting  after  the  list  of 
lambskins  the  subcaption  "Other  Skins", 
with  the  word  "Guanaquito"  below  it. 

Paragraph  (b)  is  amended  by  deleting 
"the  above-named  lambskins"  and  by  in- 
serting in  lieu  thereof  "those  above 
named". 

(Par.  1681.  sec.  201,  46  Stat.  677;  sec.  624, 
46  Stat.  759;  19  U.  S.  C.  1201.  par.  1681. 
1624) 

[SEALl  W.  R.  Johnson, 

Acting  Commissioner  of  Customs. 

Approved:  May  19,  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

[P.   R.   Doc"   49-4128;    Piled.   May   24,    1949; 
849  a.  m] 


Chapter  VIII — Office  of  Housing 
Expediter 

[Controlled  Housing  Rent  Reg  ,'  Amdt.  100 ) 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of   1947,  as 
Amended 
controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (15  825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A.  Item  61b,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

In  Palm  Beach  County,  Precincts  20.  21.  22, 
23.  24.  25.  26.  27,  28  and  30,  excluding  the 
City  of  Delray  Beach,  but  Including  the  City 
of  Lake  Worth  and  the  Towns  of  Boca  Raton. 
Boynton.  Gulf  Stream,  Lantana,  Manalapan 
and  Ocean  Ridge. 

The  remainder  of  Palm  Beach  County,  ex- 
cept Precinct  19  which  comprises  the  Town 
of  Palm  Beach. 

This  decontrols  from  §S  825.1  to  825.12 
the  City  of  Delray  Beach  in  Palm  Beach 
County,  Florida,  a  portion  of  the  Palm 
Beach  County,  Florida.  Defense-Rental 
Area. 

(Sec.  204  (d),  61  Stat.  197.  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31.  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204.  61  Stat.  197,  as 
amended  by  62  Stat.  37,  by  62  Stat.  94 
and  by  Pub.  Law  31, 81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  20,  1949. 

Issued  this  20th  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

[P.    R.    Doc.    49-4173;    Filed,   May    24,    1949; 
8:59  a.  m.] 


TITLE   24— HOUSING   AND 
HOUSING  CREDIT 

Chapter  I — Home  Loan  Bank  Board, 
Housing  and  Home  Finance  Agency 

Part  149— Interpretative  Opinions 

Part  163 — Interpretative  Opinions 

Editorial  Note:  The   codlflcation  of 
Parts  149  and  163  has  been  discontinued. 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg."  Amdt. 
95] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  or  1947.  as 
Amended 

RENT  regulation  FOR  CONTROLLED  ROOMS 
IN  rooming  houses  and  other  ESTAB- 
LISHMENTS 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825.92)  is 
hereby  amended  in  the  following  respect: 

Schedule  A,  Item  61b.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 


>  13  F.  R.  5708.  5788.  5877 
©411,  6558.  6881,  6910.  7299, 
8217.  8327.  8386;  14  F.  R.  17 
456.  627.  695.  856.  918.  979. 
1394.  1519.  1570.  1571,  1587, 
1760.  1823.  1868.  1932.  2059 
2233.  2412.  2441.  2545.  2605. 

'  13  F.  R.  5750.  5789.  5875 
6283.  6411.  6556.  6882.  6911, 
7862,  8218.  8328;  14  F.  R. 
627,  682.  695.  867,  91»;  978. 
1570,  1582.  1587,  1669.  1670 
2061,  2062.  2085.  2177.  2237 
2545.  2607.  2608. 


5937.  6246.  6283. 

7671.  7801.  7862. 

93.  143.  271.  337. 

1005,  1083,  1345. 

1666.  1667.  1733, 
,  2060,  2084,  2176, 
2607. 
,  5937,  5938.  6247. 

7299.  7672.  7801. 
18.  272.  337,  457. 

1083.  1345.  1520. 
,  1734,  1869,  1932. 
,  2413.  2440,  2441, 


Wednesday,  May  25,  1949 

In  Palm  Beach  County.  Precincts  20,  21,  22. 
23,  24.  25.  26.  27.  28  and  30.  excluding  the  City 
of  Delray  Beach,  but  including  the  City  of 
Lake  Worth  and  the  Towns  of  Boca  Raton. 
Boynton.  Oulf  Stream,  Lantana,  Manalapan 
and  Ocean  Ridge. 

The  remainder  of  Palm  Beach  County,  ex- 
cept Precinct  19  which  comprises  the  Town 
of  Palm  Beach. 

This  decontrols  from  S§  825.81  to 
825.92  the  City  of  Delray  Beach  In  Palm 
Beach  County,  Florida,  a  portion  of  the 
Palm  Beach  County,  Florida,  Defense- 
Rental  Area. 

(Sec.  204  (d>,  61  Stat.  197,  as  amended 
by  62  Stat.  37,  by  62  Stat.  94  and  by  Pub. 
Law  31,  81st  Cong.;  50  U.  S.  C.  App.  1894 
(d).  Applies  sec.  204,  61  Stat.  197,  as 
amended  by  62  Stat.  37,  by  62  Stat.  94 
and  by  Pub.  Law  31.  81st  Cong.;  50 
U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive May  20.  1949. 

Issued  this  ZOth  day  of  May  1949. 

Ed  Dupree, 
Acting  Housing  Expediter. 

|F     R.    Doc.    49-4174;    Plied,    May    24.    1949; 
8  59  a.  ml 


TITLE  29— LABOR 

Chapter  V — Wage  and  Hour  Division, 
Department  of  Labor 

Subchopler  A — Organizofion,  Procedure*  and 
Subdantiv*  Rules  and  Statement*  of  Genarol 
Policy  or   Interpretation  Applicable  Thereto 

Part   645 — Home    Workers   in   Needle- 
work Industries  in  Puerto  Rico 

Correction 

In  Federal  Register  Document  49-3997. 
appearing  at  page  2688  of  the  i.ssue  for 
Saturday,  May  21.  1949.  the  word  "each" 
in  the  last  line  of  §  545.7  (a)  (6)  should 
read  "such." 


TITLE  34 — NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchapter  G      Procurement 


Part  608 — Veterinary  Inspection 

miscellaneous  amendments 

Part  608  is  hereby  amended  by  deleting 
the  phrase  "(other  than  canned)."  ap- 
pearing in  §608.1  (a)  (1),  amending 
8  608.1  (b)  and  the  first  sentence  of 
I  608.3  (c)  to  read  as  follows: 

§  608.1     Inspection  of  establishments. 

•       •       * 

(b)  The  inspection  of  establishments. 
The  inspection  of  establishments  will  be 
conducted  by  an  ofiBcer  of  the  Veterinary 
Corps  whenever  such  ofiBcer  is  available. 
The  inspection  will  be  conducted  to 
ascertain  thai  the  plant  and  the  methods 
in  use  conform  to  recognized  principles 
of  sanitation  and  to  such  technical  In- 
structions and  informative  guides  as  may 
be  issued  by  the  Surgeon  General.  A 
vendor  who  proposes  to  bid  on  Army 
contracts  will  be  advised  to  apply  In  writ- 
ing to  the  procuring  agency  concerned. 
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requesting  a  veterinary  sanitary  Inspec- 
tion of  his  establishment.  The  procur- 
ing agency  will  transmit  such  request  to 
the  responsible  Army  or  other  headquar- 
ters for  necessary  action.  Initial  in- 
spections should  not  be  made  unless  such 
request  has  been  received.  All  inspec- 
tions of  establishments  should  be  con- 
ducted in  the  presence  of  the  vendor  or 
his  authorized  representative. 

§  608.3  Milk  plant  and  dairy  farm 
iTispection.     •     •     • 

(c)  Action.  Deviation  from  accepted 
practices  or  incorrect  procedures  of  such 
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a  nature  as  to  have  real  bearing  on  the 
actual  sanitary  condition  or  on  the  qual- 
ity of  the  product  must  be  rectified 
promptly  or  the  product  should  be  ex- 
cluded from  use  by  the  Army  and  the 
Air  Force.     •     •     • 

[SR  40-590-1,  Apr.  29.  19491  (R.  S.  161; 
5U.  S.  C.  22) 

[SEAL]  Edward  F.  Witsell, 

Major  General, 
The  Adjutant  General. 

[F.   R.   Doc.   49  4124;    FllecJ,   May   24.   1949; 
8:46  a.  m.I 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Indian  AfFairs 
[25  CFR,  Part  130  1 

Chow  Indian  Irrigation  Project, 
Montana 

operation  and  maintenance  charges 

May  17,  1S49. 

Pursuant  to  section  4  (a)  of  the 
Administrative  Procedure  Act  of  June 
11,  1946  (Pub.  Law  404,  79th  Cong..  60 
Stat.  238)  and  authority  contained  in 
acts  of  Congress  approved  August  1. 
1914;  June  4.  1920;  May  26,  1926,  and 
March  7,  1928  (38  Stat.  583,  25  U.  S.  C. 
385;  41  Stat.  751;  44  Stat.  658,  45  Stat. 
210,  25  U.  S.  C.  387)  and  by  virtue  of 
authority  delegated  by  the  Secretary  of 
the  Interior  to  the  Commissioner  of 
Indian  Affairs  September  11,  1946  (11 
F.  R.  10279)  and  by  virtue  of  authority 
delegated  by  the  Commissioner  of  Indian 
Affairs  to  the  District  Director  Septem- 
ber 14,  1946,  notice  is  hereby  given  of  in- 
tention to  promulgate  new  §§  130.13  (a), 
130.13  (b)  and  130.13  (c)  of  Title  25,  Code 
of  Federal  Regulations,  dealing  with 
Irrigable  lands  on  the  Crow  Indian  Irri- 
gation Project  that  are  subject  to  the 
Jurisdiction  of  the  three  Irrigation  Dis- 
tricts. 

Charges  applicable  to  all  irrigable 
lands  in  the  Crow  Indian  Irrigation  Proj- 
ect that  are  included  In  the  Irrigation 
District  organizations  and  are  subject  to 
the  Jurisdiction  of  the  three  Irrigation 
Districts: 

(a)  Big  Horn  Irrigation  District; 
charges.  Pursuant  to  a  contract  exe- 
cuted by  the  Big  Horn  Irrigation  District, 
Crow  Indian  Irrigation  Project,  Mon- 
tana, and  approved  by  the  Secretary  of 
the  Interior  on  June  28,  1948,  notice^is 
hereby  given  of  intention  to  fix  an  assess- 
ment of  $14,980  for  the  season  of  1950 
for  the  operation  and  maintenance  of  the 
irrigation  systems  which  serve  that  por- 
tion of  the  project  within  the  confines 
of  and  under  the  jurisdiction  of  the  Big 
Horn  Irrigation  District.  This  assess- 
ment Involves  an  area  of  approximately 
7,493  acres;  does  not  include  any  land 
held  in  trust  for  Indians,  and  covers  all 
proper  general  charges  and  project  over- 
head. 


(b>  Lower  Little  Horn  and  Lodoe 
Grass  Irrigation  District:  charges.  Pur- 
suant to  a  contract  executed  by  the 
Lower  Little  Horn  and  Lodge  Grass  Irri- 
gation District,  Crow  Indian  Irrigation 
Project,  Montana,  and  approved  by  the 
Secretary  of  the  Interior  on  June  28. 
1948.  notice  is  hereby  given  of  Intention 
to  fix  an  assessment  of  $4,850  for  the  sea- 
son of  1950  for  the  operation  and  mainte- 
nance of  the  Irrigation  systems  which 
serve  that  portion  of  the  project  within 
the  confines  of  arid  under  the  jurisdiction 
of  the  Lower  Little  Horn  and  Lodge 
Grass  Irrigation  District.  This  assess- 
ment Involves  an  area  of  approximately 
2,427  acres;  does  not  Include  any  land 
held  in  trust  for  Indians,  and  covers  all 
proper  general  charges  and  project 
overhead. 

(c)  Upper  Little  Horn  Irrigation  Dis- 
trict; charges.  Pursuant  to  a  contract 
executed  by  the  Upper  Little  Horn  Irri- 
gation District,  Crow  Indian  Irrigation 
Project,  Montana,  and  approved  by  the 
Secretary  of  the  Interior  on  June  28. 
1948.  notice  is  hereby  given  of  intention 
to  fix  an  assessment  of  $2,920  for  the 
season  of  1950  for  the  operation  and 
maintenance  of  the  irrigation  systems 
which  serve  that  portion  of  the  project 
within  the  confines  of  and  under  the 
Jurisdiction  of  the  Upper  Little  Horn  Ir- 
rigation District.  This  assessment  in- 
volves an  area  of  approximately  1,460 
acres;  does  not  include  any  land  held  in 
trust  for  Indians,  and  covers  all  proper 
general  charges  and  project  overhead. 

The  foregoing  proposed  new  regula- 
tions are  to  become  effective  for  the  ir- 
rigation sea.son  of  1950  and  continue  in 
effect  thereafter  until  further  notice. 

Interested  persons  are  hereby  given 
opportunity  to  participate  irv  preparing 
the  proposed  new  operation  and  main- 
tenance orders  by  submitting  their  views 
and  data  or  argument  in  writing  to  Paul 
L.  Fickinger,  Regional  Director,  U.  S.  In- 
dian Service,  804  North  29th  Street,  Bil- 
lings, Montana,  within  30  days  from  the 
date  of  the  publication  of  this  notice  of 
Intention  in  the  daily  issue  of  the 
Federal  Register. 

Paul  L.  Fickinger, 
Regional  Director. 

IF.    R.   Doc.    49-4125;    FUed,    May    24,    1949; 
6:49  a.  m.] 
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DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

[Misc.  2145343] 

Wyoming 

order  opening  lands  to  mineral  location, 
entry  and  patenting 

Under  authority  and  pursuant  to  the 
act  of  April  23,  1932  (47  Stat.  136,  43 
U.  S.  C.  154),  and  the  regulations  there- 
under contained  in  43  CFR  185.36.  and 
subject  to  valid  existing  rights,  it  is  here- 
by ordered  that  the  following  described 
lands  be.  and  the  same  are  hereby  opened 
to  location,  entry  and  patenting  under 
the  United  States  mining  laws,  subject 
to  the  stipulations  mentioned  below: 
Sixth  Principal  Meridian 

T.  63  N..  R.  102  W.. 

Sec.  27.  Lot  4.  SWUNW>4NE'4.  W'^SWi; 
NEV4.  W'iNEUNWU.  8Ei4NEi4NW'4- 

The  area  described  aggregates  75.04 
acres. 

In  carrying  on  the  mining  and  milling 
operations  contemplated  hereunder  Lo- 
cators will,  by  means  of  substantial  dikes 
or  other  adequate  structures,  confine  all 
tailings,  debris,  and  harmful  chemicals 
in  such  a  manner  that  the  same  shall 
not  be  carried  beyond  the  herein  de- 
scribed lands  by  storm  waters  or  other- 
wise. 

There  is  reserved  to  the  United  States, 
its  successors  and  assigns,  the  prior  right 
to  use  any  of  the  lands  hereinabove  de- 
scribed, to  construct,  operate,  and  main- 
tain   dams,    dikes,    reservoirs,    canals, 
wasteways.  laterals,  ditches,  telephone 
and  telegraph  lines,  electric  transmission 
lines,  roadways,  and  appurtenant  irriga- 
tion  structures,   without   any   payment 
made  by  the  United  States  or  its  succes- 
sors for  such  right,  with  the  agreement 
on  the  part  of  the  Locators  that  If  the 
construction  of  any  or  all  of  such  dams, 
dikes,  reservoirs,  canals,  wasteways,  lat- 
erals, ditches,  telephone  and  telegraph 
lines,  electric  transmission  lines,  road- 
ways, or  appurtenant  irrigation  struc- 
tures across,  over,  or  upon  said  lands 
should  be  made  more  expensive  by  reason 
of   the   existence   of   improvements   or 
workings  of  the  Locators  thereon,  such 
additional  expense  Is  to  be  estimated  by 
the  Secretary  of  the  Interior,  whose  es- 
timate is  to  be  final  and  binding  upon 
the  Locators,  and  that  within  thirty  days 
after  demand  is  made  upon  the  Locators 
for  payment  of  any  such  sums,  the  Lo- 
cators will  make  payment  thereof  to  the 
United  States  or  its  successors  construct- 
ing such  dams,  dikes,  reservoirs,  canals, 
wasteways.   laterals,   ditches,   telephone 
and  telegraph  lines,  electric  transmission 
lines,  roadways,  or  appurtenant  irriga- 
tion structures  across,  over,  or  upon  said 
lands.    The  Locators  further  agree  that 
the  United  States,  Its  officers,  agents,  and 
employees  and  its  successors  and  assigns 
shall  not  be  held  liable  for  any  damage 
to  the  improvements  or  workings  of  the 
Locators  resulting  from  the  construction, 
operation,  and  maintenance  of  any  of  the 
works  hereinabove  enumerated. 
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The  Locators  further  agree  to  protect 
the  so-called  "Newton  Lake",  which  is 
partially  located  within  the  herein  de- 
scribed lands,  from  pollution,  drainage. 
or  other  damage  to  the  waters,  lands  or 
recreational  values  thereof,  and  that 
they  shall  deprive  no  person  of  free  access 
to  said  'Newton  Lake"  or  his  exercise  of 
his  lawful  rights  thereon.  In  event  of 
damage  to  said  lake,  waters,  lands  or 
recreational  values  thereof,  the  Locators 
agree  to  repair  such  damage  at  their  own 
expense  in  the  manner  required  by  the 
Secretary  of  the  Interior. 

This  order  shall  not  become  effective 
to  change  the  status  of  the  lands  until 
10:00  a.  m.  on  June  21.  1949.  at  which 
time  the  lands  shall,  subject  to  valid 
existing  rights  and  the  provisions  of 
existing  withdrawals  and  of  this  order, 
become  subject  to  disposition  under  the 
United  States  mining  laws  only,  as  above 
provided. 

Mastin  G.  White, 
Acting  Assistant  Secretary 
of  the  Interior. 

May  17.  1949. 
[P.    R.    Doc.    4»-4105;    Filed.    May    24,    1949; 
8:45  a.  m.l 


Bureau  of  Reclamation 

Reservoirs  or  Colorado-Big  Thompson. 
North  Platte.  Kendrick,  and  Mirage 
Plats  Projects 

PUBLIC  USE  regulations 

April  26.  1949. 

The  following  regulations  supersede 
those  dated  April  20.  1948.  and  published 
in  the  Federal  Register  of  May  25.  1948. 
They  have  been  established  to  assure 
safest  and  fullest  possible  recreation  use 
of  the  reservoirs  of  the  Colorado-Big 
Thompson,  North  Platte,  Kendrick,  and 
Mirage  Flats  Projects  of  the  Bureau  of 
Reclamation  compatible  with  the  uses 
and  primary  purposes  for  which  the  res- 
ervoirs were  constructed.  These  areas 
are  in  part  public  playgrounds  and 
should  be  enjoyed  to  the  fullest  extent. 
Adherence  to  these  regulations  will  help 
assure  that  enjoyment. 

1.  Permits — (a)  Boating  permit.  Any 
person  desiring  to  place  a  boat  (includ- 
ing all  types  of  floating  craft"  on  any  of 
the  reservoirs  of  the  Colorado-Big 
Thompson.  North  Platte,  Kendrick,  or 
Mirage  Flats  Projects  of  the  Bureau  of 
Reclamation,  must  first  obtain  a  boating 
permit.  An  application  form  for  a  boat- 
ing permit  may  be  obtained  in  person  or 
by  writing  the  project  office  of  the  Bu- 
reau of  Reclamation  concerned  or  any 
other  office  later  designated.  The  project 
offices  and  their  locations  are  as  follows: 

Colorado-Blg  Thompson  Project:  Bureau 
of  Reclamation.  Building  10,  Denver  Federal 
Center,  Denver,  Colorado. 

North  Piatt*  Project:  Bureau  of  Reclama- 
tion. Oasper,  Wyoming. 

Kendrtok  Project:  Bureau  of  Reclama- 
tion. Casper,  Wyoming. 

Mirage  Flats  Project:  Bureau  of  Recl.ima- 
tlon.  Hay  Springs,  Nebraska. 


The  permit  will  be  Issued  for  use  of 
the  boat  on  the  project  concerned,  fol- 
lowing receipt  of  the  application  and  the 
fee  for  such  permit,  the  amount  of  which 
is  defined  in  the  boat  classification  given 
below.  The  permittee  will  be  furnished 
a  permit  card  which  must  be  available 
for  inspectU)n  at  all  times  while  his  boat 
is  being  used  on  any  of  the  project  reser- 
voirs. In  addition,  each  permittee  will 
be  assigned  a  license  number  corre- 
sponding to  that  of  his  permit  that  mu-st 
be  displayed  in  a  conspicuous  place  and 
in  a  legible  manner  on  the  prow  of  the 
boat  in  metal  or  painted  numerals  at 
least  three  Inches  in  height.  Permits 
shall  continue  In  force  until  the  end  of 
the  calendar  year  during  which  they  are 
issued,  unless  revoked  for  a  violation  of 
laws  or  of  the  public  use  regulations. 
Permits  may  be  transferred  with  the  boat 
at  no  additional  cost  up>on  sale  of  the 
boat,  provided  notice  of  that  sale  is  fur- 
nished the  Bureau  of  Reclamation  at  the 
office  of  issue.  Where  deemed  desirable, 
the  Bureau  of  Reclamation  may  Issue  a 
boating  permit  for  more  than  one  proj- 
ect, where  such  projects  are  in  close  re- 
lationship to  each  other. 

pniMrr  rates  bt  boat  classes! 

I.  Boats  for  personal  use. 

A.  Manually  operated  craft — $1.00. 

B.  Sailboats  and  motorboats  with  overall 
length  of  16  feet  or  less — $2  00. 

C.  Sailboats  and  motorboats  with  overall 
length  of  more  than  18  feet  and  not  more 
than  26  feet — M  00. 

D.  Sailboats  and  motorboats  with  overall 
length  of  more  than  26  feet — WOO. 

II.  Boats  for  hire  (Including  boats  oper- 
ated for  fee  or  profit  either  as  direct  charge 
to  a  second  party  or  as  Incident  to  other 
services  provided  to  the  second  party). 

A.  Manually  operated  craft — $2.00. 

B.  Sailboats  and  motorboats  with  overall 
length  of  16  feet  or  less — 94.00. 

C.  Sailboats  and  motorboats  with  overall 
length  of  more  than  16  feet  and  not  more 
than  26  feet — $8.00. 

D.  Sailboats  and  motorboats  with  overall 
length  of  more  than  26  feet — $12.00. 

The  number  of  permittees  under  this 
class  (Class  II)  for  a  certain  reservoir 
may  be  restricted  by  the  Bureau  of  Rec- 
lamation if  such  restriction  is  necessary 
In  order  to  properly  operate  and  care  for 
the  reservoir  and  Its  recreational  values. 
Permission  to  place  boats  for  hire  on  a 
reservoir  for  one  year  does  not  guaran- 
tee In  any  way  that  the  same  permittee 
will  be  allowed  the  same  privilege  or  have 
priority  for  that  privilege  In  the  follow- 
ing year  or  years  unless  it  has  been  cov- 
ered by  lease  or  concession  contract  with 
the  Bureau  of  Reclamation. 

Manually  op)erated  craft  are  all  craft 
whose  movement  through  the  water  dur- 
ing the  boating  year  is  dependent  en- 
tirely upon  manual  propulsion. 

Sailboats  are  craft  whose  movement 
through  the  water  at  any  time  during 
the  boating  year  Ls  dependent  upon  the 
use  of  sails. 

Motorboats  are  craft  whose  movement 
through  the  water  at  any  time  during 
the  boating  year  Is  dependent  upon  the 
use  of  an  inboard  or  outboard  motor  or 
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engine.  Some  boats  might  be  classified 
as  both  sailboats  and  motorboats  tis  de- 
fined but  separate  differentiation  need 
not  be  here  made  since  the  same  permit 
classes  include  both  types  of  boats. 

Over-all  length  is  the  longest  distance 
between  the  two  outer  extremities  of  the 
boat  or  any  permanent  structure  at- 
tached thereon. 

The  Bureau  of  Reclamation  may  re- 
strict or  prohibit  the  operation  of  pri- 
vately owned  boats  on  any  of  the  reser- 
voirs and  may  also  designate  the  size  and 
class  of  boats  which  may  be  operated 
thereon  as  local  conditions  may  require. 
Otherwise,  all  types  of  boats  are  allowed 
on  the  reservoirs  with  the  exception  of 
what  Is  commonly  known  as  a  hou.<;eboat. 

<b)  Dock,  pier,  boathouse,  mooring 
permit.  Each  boating  permit  l.ssued  ac- 
cording to  the  above  provisions  carries 
permission  to  install  a  dock,  pier,  boat- 
house,  or  mooring  suitable  for  the  boats 
covered  by  it,  but  in  a  manner,  design, 
and  location  agreeable  to  the  Bureau  of 
Reclamation,  providing  that,  in  the 
opinion  of  the  Bureau  of  Reclamation, 
such  installation  is  desirable.  Before  in- 
stallation of  dock,  pier,  boathouse.  or 
mooring  Is  made  on  any  of  the  reservoirs 
of  a  specific  project,  approval  in  writing 
must  be  obtained  through  the  office  that 
issued  the  boating  permit.  The  docks, 
piers,  boathouses,  and  moorings  are  sub- 
ject to  relocation  or  removal  at  the  dis- 
cretion of  the  Bureau  of  Reclamation  in 
the  best  interest  of  the  project. 

(c)  Compliance  with  Federal  and 
State  laws.  The  operations  of  each  per- 
mittee shall  at  all  times  be  conducted  In 
accordance  with  all  applicable  Federal 
and  State  laws  and  the  rules  and  regula- 
tions Issued  thereunder.  Failure  of  the 
permittee  to  abide  by  any  of  the  terms 
or  conditions  of  any  applicable  Federal 
or  State  laws,  or  rules  and  regulations 
Issued  thereunder,  shall  cause  the  permit 
to  be  subject  to  immediate  termination 
at  the  option  of  the  United  States. 

2.  Safety  equipment  requirements. 
(a)  Each  manually  operated  craft,  sail- 
boat, or  motorboat  In  use  at  any  time 
between  sunset  and  sunrise  shall  carry 
a  lantern  or  other  suitable  light  visible 
all  around  the  horizon. 

<b>  Each  manually  operated  craft, 
-sailboat,  or  motorboat  must  be  provided 
with  the  following: 

(1)  An  anchor  of  sufficient  size  and  a 
chain,  cable,  or  rope  of  sufficient  length 
and  strength  to  hold  the  boat  in  case  of 
accident,  storm,  or  other  emergency. 

(2)  Paddles  or  oars. 

(3)  Efficient  life  preservers  equal  In 
number  to  the  maximum  number  of  per- 
sons to  be  carried. 

(4)  A  ready  means  of  hand  bailing  or. 
If  this  would  be  Impassible  or  Impractical 
due  to  the  boat's  size  or  construction, 
adequate  bilge  pumps. 

<c)  Metal  boats  of  any  type  mast  have 
sufficient  air  chambers,  tanks,  or  flota- 
tion gear  to  safely  hold  up  the  boat  when 
filled  to  proper  carrying  capacity  should 
accident  or  other  emergency  necessitate 
their  doing  so. 

(d)  Specific  safety  requirements  for 
motorboats : 

(1)  Motorboats  with  Inboard  engines 
must  have: 

No.  100 a 
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(a)  A  flame  arrester  on  the  carbure- 
tor. If  the  combustion  air  is  taken  from 
below  the  deck  line  or  from  the  engine 
compartment. 

(b)  A  provision  for  adequate  ventila- 
tion of  the  engine  compartment. 

(c)  One  of  the  following  types  of  fire 
extinguishers : 

1  quart  carbon  tetrachloride 

or 
IVt  gallons  foam, 

or 
4  pounds  CO' 
(2)  Motorboats  with  outboard  engines 
must  have: 

(a)   Mufflers  or  silencing  devices. 

3.  General  traffic  rules,  (a)  When 
boats  are  approaching  each  other  head- 
on  or  so  nearly  as  to  endanger  collision. 
It  shall  be  the  duty  of  each  to  turn  to  the 
right  to  pass  the  other. 

(b>  When  two  boats  are  crossing  so  as 
to  involve  risk  of  collision,  the  boat  which 
has  the  other  on  her  starboard  or  right 
side  shall  keep  out  of  the  way  of  the 
other  boat. 

(c)  A  boat  overtaking  any  other  boat 
shall  keep  out  of  the  way  of  the  over- 
taken boat. 

(d)  The  following  takes  precedence 
when  a  meeting  occurs  between  boats  of 
different  classifications:  Manually  oper- 
ated craft  take  precedence  over  all  other 
craft.  Sailboats  take  precedence  over 
motorboats  but  must  give  way  to  manu- 
ally operated  craft.  Motorboats  must 
give  way  to  all  other  types  of  craft. 

(e)  All  motorboats  must  remain  at  a 
reasonably  safe  distance  from  manually 
operated  craft  and  sailboats,  and  must 
not  circle  same  or  approach  in  such  a 
manner  or  close  enough  to  cause  waves 
or  spray  to  Inconvenience  occupants  of 
those  boats. 

(f)  Motorboats  must  reduce  speed 
when  approaching  or  leaving  public  boat 
launching  and  landing  areas  so  as  not 
to  create  undue  disturbance  to  the  water 
or  Interference  with  other  boats. 

(g)  No  boat  can  approach  closer  than 
200  feet  to  any  dam  or  other  restricted 
water  area  as  designated,  unless  duly 
authorized  by  the  Bureau  of  Reclama- 
tion. 

(h>  All  boats  must  be  operated  in  such 
a  manner  so  as  not  to  endanger  the  lives 
or  property  of  other  persons. 

4.  Safety  rules  and  procedures,  (a) 
The  number  of  people  riding  In  a  boat 
shall  not  exceed  its  proper  carrying 
capacity. 

(b>  In  case  of  distress  three  quickly 
repeated  signals  repeated  at  regular  in- 
tervals should  be  used.  These  signals 
could  be  made  by  calling,  whistling,  wav- 
ing a  flag  or  lighted  flashlight,  or  by 
other  means.  Anyone  is  morally  obli- 
gated to  rescue  the  party  In  distress,  but 
If  he  is  Incompetent  to  do  so,  he  Is  ob- 
ligated to  notify  Bureau  of  Reclamation 
personnel,  boaters,  picnickers,  or  other 
persons  of  the  evident  need  for  aid.  A 
rescue  party  may  cause  the  signaler  con- 
siderable expen.se.  The  distress  signal, 
like  the  S.  O.  S..  is  never  to  be  used 
except  when  life  or  property  is  actually 
In  danger,  and  outside  help  must  be  ob- 
tained. Whoever  receives  such  distress 
signals  should  acknowledge  it  in  a  prac- 
tical manner,  preferably  by  two  signals 
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of  similar  character  as  received,  re- 
peated at  regular  Intervals. 

(O  Because  of  the  possibility  of  fire, 
the  motor  or  engine  of  Inboard  motor- 
boats  must  be  started  and  running  before 
any  passengers  are  loaded.  Refueling 
operations  of  such  boats  will  be  carried 
on  at  a  safe  distance  from  all  public  use 
*areas  except  public  boat  docks.  Such 
boats  must  not  be  refueled  with  pas- 
sengers on  board. 

'd)  All  boats  used  for  passenger 
service  must  be  operated  at  all  times  by 
a  competent  and  experienced  operator 
while  In  such  use. 

(e)  Boats  which  In  the  opinion  of  the 
representative  of  the  Bureau  of  Reclama- 
tion, whose  opinion  shall  be  final  and 
conclusive,  are  not  properly  constructed, 
operated,  or  maintained,  shall  jia^  be 
permitted  to  be  placed  or  remain  IPthe 
waters  of  the  reservoirs. 

(f)  Small  boats  shall  be  securely 
anchored  or  tied  up  when  not  In  use. 
Boats  found  floating  loose  on  the  reser- 
voir may  be  taken  up;  and  the  permittee 
shall  be  liable  to  the  United  States  for 
any  expense  Incurred  in  making  the 
boat  secure.  Owners  thereof  shall  be 
liable  to  the  United  States  for  any  dam- 
age done  by  their  boat  to  works  of  the 
United  States.  Boats  shall  not  be  left 
In  the  reservoir  proper  during  the  winter 
months. 

5.  Regattas  and  racing.  Regattas  and 
racing  are  prohibited  unless  duly  au- 
thorized by  the  Bureau  of  Reclamation. 

6.  Violation  of  regulations.  The  per- 
mit of  any  person  violating  any  of  the 
foregoing  regulations  may  be  revoked, 
and  such  person  shall  remove  his  boat 
and  dock,  pier,  boathouse,  or  mooring, 
where  Installed,  from  the  reservoir  and 
lands  adjacent  to  the  reservoir;  failing 
to  do  so  the  offending  boat  and  dock, 
pier,  boathou.se,  or  mooring,  where  In- 
stalled, may  be  removed  and  held  for  the 
costs  of  removal. 

7.  Public  boat  launching  and  landing. 
The  Bureau  of  Reclamation  may  restrict 
certain  areas,  when  and  where  necessary, 
for  the  exclusive  purpose  of  public  boat 
launching  and  landing. 

8.  Cars.  Cars  must  be  confined  to 
roads  and  parking  areas.  Roads  must 
not  be  used  for  parking  where  parking 
areas  have  been  de.signated. 

9.  Swimming.  Swimming  is  permit- 
ted except  within  500  feet  of  any  dam  or 
other  restricted  water  area  as  designated. 

10.  Airplanes.  Airplanes  must  not 
land  on  or  take  off  from  the  reservoirs. 

11.  Fires.  The  Bureau  of  Reclamation 
may  restrict  or  prohibit,  when  and  where 
necessary,  the  building  of  fires.  Where 
fires  are  allowed  they  may  be  built  only 
where  they  will  not  damage  live  trees, 
shrubs,  grass,  or  other  plants.  Fires  may 
not  be  left  unattended  and  must  be  ex- 
tinguished before  leaving.  Only  dead 
trees  and  brush  may  be  used  for  fires 
where  firewood  has  not  been  furnished. 
Lighted  matches,  cigarettes,  cigars,  and 
ashes  should  never  be  thrown  on  the 
ground  without  first  being  extlngul.shed. 

12.  Sanitation.  Refuse,  garbage,  rub- 
bish, or  waste  of  any  kind  shall  not  be 
placed  or  thrown  in  the  reservoir  waters 
or  on  any  of  the  United  States  lands 
adjacent  to  the  reservoir,  but  shall  be 
burned  or  burled  or  disposed  of  at  desig- 
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nated  points  or  places  assigned  for  the 
sanitary  disposal  thereof. 

13.  Picknicking.  Picknicking  Is  al- 
lowed on  the  United  States  lands  adja- 
cent to  the  reservoir  except  when  and 
where  the  Bureau  of  Reclamation  finds 
it  necessary  to  restrict  or  prohibit  such 
use.  Any  area  used  for  picknicking  must 
be  cleaned  after  using. 

14.  Damage  to  property.  The  destruc- 
tion. Injury,  defacement,  or  removal  of 
public  property  or  vegetation  (trees, 
shrubs,  and  other  plants ) ,  rock,  or  min- 
erals is  prohibited. 

15.  Order.  No  person  who  is  under  the 
Influence  of  Intoxicating  liquor  or  nar- 
cotic drugs  shall  be  permitted  upon  Gov- 
ernment lands  adjacent  to  the  reservoirs. 
In  boats  on  the  water,  or  in  or  upon  the 
waters  of  the  reservoirs. 

16.  Disorderly  conduct.  Persons  who 
render  themselves  obnoxious  .by  disor- 
derly conduct  or  by  bad  behavior  will  be 
summarily  removed  from  the  Govern- 
ment lands  adjacent  to  the  reservoirs  or 
from  the  waters  or  from  on  the  waters  of 
the  reservoirs. 

17.  Camping.  The  Bureau  of  Recla- 
mation may  restrict  or  prohibit  camping 
when  and  where  necessary.  Campers 
shall  occupy  only  those  sites  designated 
by  the  Bureau  of  Reclamation  or  its  rep- 
resentatives and  limitations  may  be  es- 
tablished on  the  time  allowed  for  camp- 
ing in  any  public  camping  area.  Camp- 
ers shall  keep  their  campsites  clean.  The 
digging  or  levelling  of  the  ground  in  any 
campsite  without  permission  is  pro- 
hibited. Camps  must  be  completely 
razed  and  sites  cleaned  before  campers 
depart  from  the  campsite. 

18.  Construction  of  facilities  and 
changing  reservoir  shoreline.  The  in- 
stallation or  construction  of  any  facility 
on  the  United  States  lands  adjacent  to 
the  reservoir  or  any  change  in  the  shore- 
line of  the  reservoirs  is  prohibited  unless 
due  authority  is  given  by  the  Bureau  of 
Reclamation  for  such  installation,  con- 
struction, or  change  to  be  made. 

19.  Private  notices  and  advertisements. 
Private  notices  and  advertisements  shall 
not  be  posted,  distributed,  or  displayed 
on  the  United  States  lands  adjacent  to 
a  reservoir  except  such  as  the  Bureau  of 
Reclamation  may  deem  necessary  for  the 
convenience  and  guidance  of  the  public 
using  the  area  for  recreational  purposes. 

20.  Establishment  of  businesses  on  Bu- 
reau of  Reclamation  lands.  No  person, 
firm,  or  corporation  or  their  represent- 
atives shall  engage  in  or  solicit  any  busi- 
ness on  a  reservoir  or  the  United  States 
lands  adjacent  to  the  reservoir  without 
permission  in  writing  from  the  Bureau 
of  Reclamation  or  in  accordance  with 
terms  of  a  lease  or  concession  contract 
with  the  Bureau  of  Reclamation. 

21.  Concession  and  other  charges  to 
public.  Any  concession  or  other  business 
operating  on  a  reservoir  or  on  United 
States  lands  adjacent  to  a  reservoir  must 
post  the  charges  for  Its  services,  refresh- 
ments, and  other  items  in  conspicuous 
places.  All  prices  shall  be  within  reason 
and  be  approved  by  the  Bureau  of 
Reclamation. 

22.  Hunting  and  fishing.  Hunting  and 
fishing  are  permitted  upon  compliance 
with    the  laws,  rules,   and  regulations 


NOTICES 

prescribed  by  the  State  concerned,  but 
subject  to  such  additional  regulations  as 
may  be  Issued  by  the  United  States  in 
order  to  protect  the  reservoir  or  other 
project  features  or  to  protect  the  area  as 
a  Fish  and  Wildlife  Service  Refuge  if  it 
has  been  so  established.  Provided,  how- 
tver,  That  no  hunting  will  be  permitted 
on  any  Bureau  of  Reclamation  lands 
lying  within  the  exterior  boundaries  of 
Rocky  Mountain  National  Park. 

23.  Firearms.  The  carrying  of  fire- 
arms is  prohibited  on  reservoirs  or  on 
United  States  lands  adjacent  to  the  res- 
ervoirs except  when  and  where  hunting 
is  allowed  in  compliance  with  Section  22 
above. 

24.  Waiver  of  liability.  The  main 
purpose  of  Reclamation  reservoirs  is  to 
impound  water  for  Irrigation  and  other 
regulatory  purposes.  Accordingly,  any 
person  at  any  time  going  in  or  upon  th« 
waters  thereof  or  upon  any  of  the  struc- 
tures of  lands  upon  the  margin  thereof, 
or  upon  adjacent  lands  belonging  to  the 
United  States,  and  held  in  reserve  for  the 
use  in  connection  therewith,  whether  as 
lessee,  contractee.  or  permittee  of  the 
United  States,  or  otherwise,  thereby 
assumes  all  risks  of  Injury  to  or  death  of 
himself  by  damage  to  or  destruction  of 
property  resulting  directly  or  indirectly, 
wholly  or  in  part,  from  said  reservoir  or 
appurtenant  structures,  or  their  con- 
struction, operation,  and  control  by  the 
United  States. 

Bureau  of  Reclamation, 
[seal]      Michael  W.  Straus, 

Commissioner. 

[F.   R.    Doc.    49-4126:    Piled.   May    24,    1949; 
8:49  a.  m.) 

DEPARTMENT  OF  AGRICULTURE 
OfRce  of  the  Secretary 

Chief  or  Forest  Servicb 

DELEGATION  OF  AUTHORITY  WITH  RESPECT 
TO  LAND  EXCHANGES 

Pursuant  to  the  provisions  of  the 
Bankhead-Jones  Farm  Tenant  Act.  as 
amended  (50  Stat.  522.  56  Stat.  725.  7 
U.  S.  C.  <1946  ed.).  sees.  1000-1029),  it 
is  hereby  ordered  as  follows: 

The  Chief  of  the  Forest  Service,  or  any 
employee  of  the  Department  whom  he 
may  designate  In  writing.  Is  hereby  au- 
thorized and  directed  to  exercise  all  func- 
tions under  section  32  (c>.  Title  III.  of 
the  Bankhead-Jones  Farm  Tenant  Act. 
as  amended  by  the  act  of  July  28.  1942 
(50  Stat.  526,  56  Stat.  725.  7  U.  8.  C. 
(1946  ed.)  sec.  1011  (c)),  incident  to  the 
exchange  of  (D  lands  administered  by 
the  Forest  Service  under  Title  III  of  the 
aforesaid  act  and  (2)  national  forest 
lands  subject  to  disposition  under  Title 
ni  of  the  aforesaid  act,  and  execute 
deeds  Involved  in  such  exchanges.  Title 
to  the  land  accepted  in  exchange  shall 
be  approved  by  the  Solicitor  prior  to  the 
completion  of  the  exchange. 

Done  at  Washington,  D.  C.  this  13th 
day  of  May  1949. 

IsBAL]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

|F.    R     Doc.    49-4091:    Filed.    May   24.    1949; 
8:45  a.  m.J 


Rural  Electrification  Administration 

[AdmlnUtratlve  Order  30791 
Loan  Announcement 

May  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 
Loan  designation:  Amount 

Nebraska  92E  Sheridan $16,000 


[SEALl 


Claude  R.  Wickard, 

Administrator. 


|F    R.   Doc.    49-4133:    Filed,    May   24.    1949; 
8:51  a.  m.] 


[Administrative  Order  2080) 

Loan  Announcement 

May  5,  1949. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation : 
Montana  15M  Fergus. 


Amount 
.  995.000 


[SEAL] 


Claude  R.  Wickard. 
Administrator. 


|F.    R     Doc.    49-4134:    Filed.   May   24.    1949; 
8:51  a.  m.) 


[AdmlnUtratlve  Order  2081] 
Loan  Announcement 

May  5.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri- 
fication Administration: 

Loan  designation:  Amount 
Nebraska  83E.  F.  G  Cxister  Dis- 
trict  Public - 11.900.000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49-4135:    Piled.   May    M,    1949, 
8:51  a.  m.| 


[Administrative  Order  2082 J 
Loan  Announcement 

May  6,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Georgia  87L  Tattnall. —  $180,000 

[seal]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-4136;    Filed,    May    24.    1949; 
8:51  a.  m] 


Wednesday,  May  25,  1949 

(Administrative  Order  2083] 

Loan  Announcement 

May  6,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Ohio  86M  Guernsey 9285.000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

(F.    R.    Doc.    49-4137;    Piled.    May    24.    1949; 
8:51   a.  m.J 


(Administrative  Order  2084] 
Loan  Announcement 

May  6.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

South  Carolina  40K  Hampton...  $460,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F    R    Doc.   49-4138:    Filed,   May   24,    1949; 
8:51   a.  m.J 


[Administrative  Order  2085] 

Loan  Announcement 

May  6.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  it  mount 

Virginia  39R  Northampton $210,000 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


[F.   R.   Doc.    49-4139;    Piled,    May   24,    1949; 
8:61  a.  m] 


[Administrative  Order  2086J 

Loan  Announcement 

May  6,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Georgia  84P  Cobb _..  $245,000 


[seal] 


Claude  R.  Wickard. 
Admi7iistrator. 


FEDERAL   REGISTER 

(Administrative  Order  2087] 

Loan  Announcement 

Mat  9.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended. 
a  loan  contract  hearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

North  Carolina  38K  Carteret $20,000 


2731 


[SEAL] 


Claude  R.  Wickard, 

Administrator. 


[F.   R.   Doc.   49-4141;    Filed.    May    24.    1949; 
8:52  a.  m] 


[Administrative  Order  2088] 

Loan  Announcement 

May  9.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Missouri  48M  Nevirton $650,000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.   Doc.   49-4142;    Filed.    May    24,    1949; 
8:52  a.  m.J 


(Administrative  Order  2089] 

Loan  Announcement 

May  9.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 

Loan  designation: 

Minnesota  25L  McLeod 


Amount 
$460.  000 


[SEAL]  Claude  R.  Wickard. 

Administrator. 

|F.    R.    Doc.    49-4143;    Filed.    May    24,    1949; 
8:53  a.  m.J 


lAdmlnlstratlve  Order  2090] 

Loan  Announcement 

May  9,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin- 
istrator of  the  Rural  Electrification  Ad- 
ministration: 


Loan  designation: 

Oklahoma  25P  Rogers. 


[F.    R.    Doc.    49-4140:    Filed,    May    24,    1949; 
8:52  a.  m.J 


Amount 
$510,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.   R.   Doc.   49-4144;    Filed,    May    24.    1949; 
8:M  a.  m.] 


(Administrative  Order  2091] 

Loan  Announcement 

May  9,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

Montana  5F  Richland $120.  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

\F.    R.    Doc.    49-4145;    Filed,    May    24,    1949; 
8:54  a.  m.J 


[Administrative  Order  2092] 

Loan  Announcement 

May  9,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 

Loan  designation:  Amount 

New  Hampshire  4S  Merrimack...  $300.  000 


[SEAL] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49^146;    Filed,    May    24.    1949; 
8:55  a.  m.] 

I 


[Administrative  Order  2093] 

Loan  Announcement 

May  9.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration: 


Loan  designation: 

Wyoming  24C  Sheridan. 


Amount 
$670. 000 


[seal] 


Claude  R.  Wickard, 
Administrator. 


|F.    R.   Doc.    49-4147:    Filed.   May   24,    1949; 
8:55  a.  m.) 


(Administrative  Order  2094] 

Loan  Announcement 

May  10,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Texas  48M  Hidalgo $385,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-4148:    Filed,    May    24,    1949; 
8:55  a.  m.J 
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lAdmlnlBtnitlvt  Order  20981 


Loan  ANNotmciMiNT 

May  10,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

New  Mexico  21B  Lincoln t6«0.  000 


NOTICES 

JAdmlnlitratlve  Order  20091 
Loan  AWHOUNCEiiiNT 

May  10.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Adminstration: 

Loan  designation: 

North  Carolina  53K  Burke 


[SEAL] 


Claude  R.  Wickard. 

Administrator. 


|F.    R.    Doc.    49-4149:    Piled.    May    24,    1949; 
8:55  a.  ml 


[Administrative  Order  2096] 
Loan  Announcement 

May  10.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Montana  25G  Sheridan 9630,000 


(SEALl 


Claude  R.  Wickard. 

Administrator. 


(F.    R.    Doc.    49-4150;    Filed.    May    24.    1949; 
8:55  a.  m.) 


[SKALl 


Claude  R.  Wickard, 
Administrator. 


|F.    R.    Doc.    49-4151:    Filed,    May    24,    1949; 
8:55  a.  m.l 


Amount 
•400.000 


[Administrative  Order  20971 
Loan  Announcement 

May  10.  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended. 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Nebraska     49E     Howard     District 

Public •SS,  000 


[SEALl 


Claude  R.  Wickard, 

Administrator. 


|F.    R.    Doc.    49-4163;    Filed.    May    24,    1949; 
8:56  a.  m.| 


[Administrative  Order  21001 
Loan  Announcement 

May  11.  1949. 
Pur.suant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936.  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:    . 

Iowa  27M  Buena  Vista 


[Administrative  Order  2098] 
Loan  Announcement 

U.\Y  10.  1949. 
Pursuant  to  the  provisions  of  the  I^ural 
Electrification  Act  of  1936.  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica- 
tion Administration : 

Loan  designation :  Amount 

Washlngtoi*  39D  Nespelem 1170.000 

[SEAL]  Claude  R.  Wickard. 

Administrator. 

[T.   R.    Doc.    49-4152;    Piled.    May    24.    1949: 

8:G5  a.  m.J 


Amount 
.  $71,000 


[seal]  Claude  R.  Wickard. 

Administrator. 

|F     R.    Doc.   49-4154;    Filed.   May    24,    1949; 
8:66  a.  m.j 


(Administrative  Order  21021 
.    Allocation  or  Funds  for  Loans 

May  11,  1949. 
Inasmuch  as  Trl-County  Electric 
Membership  Corporation  has  transferred 
certain  of  its  properties  and  assets  to 
Warren  Rural  Electric  Cooperative  Cor- 
poration, and  Warren  Rural  Electric 
Cooperative  Corporation  has  assumed  in 
part  the  Indebtedness  to  United  States 
of  America  of  Trl-County  Electric  Mem- 
bership Corporation  arising  out  of  loans 
made  by  United  States  of  America  pur- 
suant to  the  Rural  Electrification  Act  of 
1936.  as  amended.  I  hereby  amend: 

(a)  Administrative  Order  No.  707. 
dated  May  19.  1942.  by  changing  the 
project  designation  appearing  therein  as 
"Tennessee  2009L1  Macon"  in  the  amount 
of  $175,000  to  read  "Tennes.';ee  2009L1 
Macon"  in  the  amount  of  $148,056  01  and 
'Kentucky  35  Warren  (Tennessee  2009L1 
Macon)"  In  the  amount  of  $26,943.99; 

and 

(b)  Administrative  Order  No.  888. 
dated  March  22.  1945.  by  changing  the 
project  designation  appearing  therein  as 
"Tennessee  5009L3  Macon"  in  the  amount 
of  $75,000  to  read  "Kentucky  35  Warren 
(Tennessee  5009L3  Macon)"  in  the 
amount  of  $75,000. 

[seal]  Claude  R.  Wickard. 

Administrator. 

|F.  R.   Doc.    49-4156:    Piled.    May    24.    1949; 
8:56  a.  m.] 


[Administrative  Order  21011 
Allocation  or  Funds  for  Loans 

Mat  11,  1949. 
Inasmuch   as  Citizens  Electric  Cor- 
poration   (hereinafter  called  the  "Cor- 
poration"), under  its  former  corporate 
name.  "Genevieve  Electric  Cooperative. 
Inc."  has,  pursuant  to  the  Rural  Electri- 
fication Act  of  1936.  as  amended.   (1) 
acquired  certain   properties  from  Mis- 
souri General  Utilities  Company  with  a 
portion  of  the  proceeds  of  a  loan  made  to 
the  Corporation  of  not  to  exceed  $1,710.- 
000.  and  (2)  executed  and  delivered  to 
the  Government  a  note,  in  the  principal 
amount  of  $76,890.49.   which   evidences 
the  obligation  arising  out  of  the  assump- 
tion by  the  Corporation,  as  part  of  the 
consideration  for  such  purchase,  of  In- 
debtedness evidenced  by  a  certain  col- 
lateral note  heretofore  executed  by  Mis- 
souri General  Utilities  Corporation,  and 
delivered  to  the  Government.  I  hereby 
amend: 

(a)  Administrative  Order  No.  17. 
dated  September  21.  1936.  as  amended 
by  Administrative  Order  No.  469.  dated 
June  4.  1940,  by  further  changing  the 
project  designation  appearing  therein  as 
•Missouri  7025A1  M.  G.  U."  In  the 
amount  of  $112,000  to  read  "Missouri 
7025A1  M.  G.  U."  In  the  amount  of 
$35  109  51  and  "Missouri  58  Ste.  Gene- 
vieve (Mi.-^sourl  7025A1  M.  G.  U.)"  In  the 
amount  of  $76,890  49. 

[seal]  Claude  R.  Wickard. 

Administrator. 

[F.   R.   Doc.   49  4155;    Filed.   May   24,    1949; 
1:56  a.  m.] 


[Administrative  Order  21031 
Allocation  of  Funds  for  Loans 

May  11.  1949. 
Inasmuch  as  Grundy  Electric  Coopera- 
tive, Inc.  has  transferred  certain  of  Its 
properties  and  assets  to  Florida  Keys 
Electric  Cooperative  Association.  Inc.. 
and  Florida  Keys  Electric  Cooperative 
Association.  Inc.  has  assumed  in  part  the 
indebtedness  to  United  States  of  America 
of  Grundy  Electric  Cooperative.  Inc. 
arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Ru- 
ral Electrification  Act  of  1936,  as 
amended.  I  hereby  amend: 

(a)  Administrative  Order  No.  720. 
dated  June  25.  1942.  by  changing  the 
project  designation  appearing  therein  as 
"Missouri  2044C1  Grundy"  in  the  amount 
of  $118,000  to  read  "Missouri  2044C1 
Grundy"  in  the  amount  of  $113,900  and 
"Florida  24  Monroe  'Missouri  2044C1 
Grundy)"  In  the  amount  of  $4,100. 

[seal]  Claude  R.  Wickard, 

Administrator. 

IF.    R.   Doc.   49-4157;    Filed.    May    24.    1949; 
8:56  a.  m.| 


[Administrative  Order  2104] 
Allocation  of  Funds  for  Loans 

May  11: 1949. 
Inasmuch  as  Clay  Electric  Cooperative. 
Incorporated  has  transferred  certain  of 
Its  properties  and  assets  to  Cape  Hatteras 
Electric  Membership  Corporation,  and 
Cape  Hatteras  Electric  Membership  Cor- 
poration has  assumed  in  part  the  indebt- 
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edness  to  United  States  of  America  of 
Clay  Electric  Cooperative.  Incorporated 
arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Rural 
Electrification  Act  of  1936.  as  amended, 
I  hereby  amend: 

(a)  Administrative  Order  No.  355. 
dated  June  13,  1939,  by  changing  the 
project  designation  appearing  therein  as 
"Florida  R9014G2  Clay"  In  the  amount 
of  $38,000  to  read  "Florida  R9014G2 
Clay"  in  the  amount  of  $18,000  and 
"North  Carolina  64  Hatteras  Island 
(Florida  R9014G2  Clay)"  in  the  amount 
of  $20,000. 

IsEAL]  Claude  R.  Wickard, 

Adininistrator. 

[P.    R.   Doc.    49-4158;    Piled.    May    24.    1949; 
8:56  a.  m.] 


[Administrative  Order  2105] 

Loan  Announcement 

May  11,  1949. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des- 
ignation has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad- 
ministrator of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Minnesota  82L  Becker 9745,000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

[F.    R.    Doc.    49-4159;    Filed.    May    24,    1949; 
8:56  a.  m.] 


(Administrative  Order  2106] 

Loan  Announcement 

May  12,  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation: 

Kansas  28L  Coffey 


Amount 
»875.  000 

[SEAL]  Claude  R.  Wickard, 

Administrator. 

^   H.   Doc.   49-4160;    Filed,    May   24.    1949; 
8:56  a.  m] 


[Administrative  Order  2107] 

Loan  Announcement 

May  12.  1949. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936.  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Virginia  31V  Mecklenburg $330,000 

[sEALl  Claude  R.  Wickard. 

Administrator. 

[P    R.   Doc.   49-4161;    Piled.   May    24,    1949; 
8  56  a.  m.] 


FEDERAL  POWER   COMMISSION 

[Docket  No.  E-62111 

Virginia  Electric  and  Power  Co.  et  al. 

notice  of  order  authorizing  merger  of 
facilities 

May  20,  1949. 

In  the  matter  of  Virginia  Electric  and 
Power  Company,  and  Herbert  Trotter, 
executor  of  Joseph  I.  Triplett,  deceased; 
Docket  No.  E-6211. 

Notice  is  hereby  given  that,  on  May  18. 
1949.  the  Federal  Power  Commission  is- 
sued Its  order  entered  May  17.  1949.  in 
the  above-designated  matter,  author- 
izing Virginia  Electric  and  Power  Com- 
pany to  merger  its  facilities  with  those 
of  Herbert  Trotter,  executor  of  Joseph 
I.  Triplett,  deceased. 

[seal!  Leon  M.  Fuquay. 

Secretary. 

[F.    R.    Doc.   49-4120;    Filed.    May   24,    1949; 
8:46  a.  m.j 


[Project  No.   1280] 

Red  Bluff  Water  Power  Control 
District 

NOTICE  of  order  GRANTING  PARTIAL  EX- 
EMPTION FROM  PAYMENT  OF  ANNUAL 
CHARGES 

May  20.  1949. 
Notice  Is  hereby  given  that  on  May  18, 
1949.  the  Federal  Power  Commission 
Issued  its  order  entered  May  17.  1949. 
granting  partial  exemption  from  pay- 
ment of  annual  charges  for  year  1948  in 
the  above-designated  matter. 


[seal] 


Leon  M. 


FU(JUAY, 

Secretary. 


[P.   R.    Doc.   49  4121;    Piled,    May    24.    1949; 
8:46  a.  m.] 


[Project  No.   18151 

Kenneth  J.  Bolles 

notice  of  order  extending  time  for 
completing  construction 

May  20.  1949. 
Notice  is  hereby  given  that  on  May  18, 
1949.  the  Federal  Power  Commission  Is- 
sued its  order  entered  May  17.  1949. 
extending  until  September  24,  1949.  the 
time  for  completing  construction  In  the 
above-designated  matter. 


[seal] 


Leon  M. 


Fuquay. 
Secretary. 


[F.    R.    Doc.   49-4122;    Piled.    May   34.    1949; 
8:46  a.  m  J 


[Docket  No.  G-12081 

El  Paso  Natural  Gas  Co. 

notice  of  appucation 

May  19.  1949. 
Notice  Is  hereby  given  that  on  April  11, 
1949,  an  application  was  filed  with  the 
Federal  Power  Commission  by  El  Paso 


Natural  Gas  Company,  a  Delaware  cor- 
poration with  its  principal  place  of  busi- 
ness at  El  Paso.  Texas,  for  a  certificate 
of  public  convenience  and  necessity  pur- 
suant to  section  7  of  the  Natural  Gas 
Act.  as  amended,  authorizing  the  con- 
struction and  operation  of  the  following 
facilities: 

(a)  A  meter  station  and  regulator  with 
a  delivery  capacity  of  at  least  8  million 
cubic  feet  of  gas  per  year  and  with  a 
daily  dehvery  capacity  of  at  least  40,000 
cubic  feet  of  gas  per  day.  Said  meter 
station  and  regulator  to  be  located  at 
Ajo-Heights.  Arizona,  near  the  service 
meter  of  the  Phelps-Dodge  Power  Plant 
at  Ajo-Heights  and  to  be  located  on  Ap- 
plicant's 858"  pipeline. 

(b)  A  meter  station  and  regulator  with 
a  capacity  of  78  million  cubic  feet  of  gas 
per  year  and  a  dally  capacity  of  500,000 
cubic  feet  of  gas  per  day.  Said  meter 
station  and  regulator  to  be  located  on 
Applicant's  4 '  2  "  pipeline  near  Patagonia, 
Arizona. 

Applicant  proposes  by  means  of  the 
above  facilities  to  be  located  at  Ajo- 
Heights.  Arizona,  to  deliver  natural  gas 
to  the  Arizona-Edison  Company  for  dis- 
tribution in  that  city.  It  is  contemplated 
that  the  requirements  will  be  6.500,000 
cubic  feet  of  gas  per  year  for  residential 
use  and  1,500,000  cubic  feet  of  gas  per 
year  for  commercial  use. 

It  is  proposed  by  Applicant,  by  means 
of  the  facilities  to  be  located  at  Patago- 
nia, Arizona,  to  deliver  natural  gas  to  the 
Southern  Utilities  for  distribution  to  the 
residents  of  that  city.  It  Is  contemplated 
that  the  requirements  will  be  66  million 
cubic  feet  per  year  for  residential  use 
and  12  million  cubic  feet  per  year  for 
commercial  use. 

The  total  estimated  over-all  capital 
cost  of  the  facilities  above  described  will 
be  $3,000  and  is  to  be  financed  out  of 
current  funds. 

Any  Interested  State  commission  is 
requested  to  notify  the  Federal  Power 
Commission  whether  the  application 
should  be  considered  under  the  cooper- 
ative provisions  of  §  1.37  of  the  Commis- 
sion's rules  of  practice  and  procedure 
and,  If  so,  to  advise  the  Federal  Power 
Commission  as  to  the  nature  of  its  inter- 
est in  the  matter  and  whether  It  desires 
a  conference,  the  creation  of  a  board,  or 
a  joint  or  concurrent  hearing,  together 
with  the  reasons  for  such  request. 

The  application  of  El  Paso  Natural 
Gas  Company  is  on  file  with  the  Com- 
mission and  open  to  public  Inspection. 
Any  person  desiring  to  be  heard  or  to 
make  any  protest  with  reference  to  the 
application  shall  file  with  the  Federal 
Power  Commission.  Washington  25.  D.  C. 
not  later  than  15  days  from  the  date  of 
publication  of  this  notice  in  the  J'ederal 
Register,  a  petition  to  Intervene  or  pro- 
test. Such  petition  or  protest  shall  con- 
form to  the  requirements  of  §§  1.8  or  1.10, 
whichever  Is  applicable,  of  the  Commis- 
sion's rules  of  practice  and  procedure. 


[seal] 


Leon  M.  Fuquay. 
Secretary. 


[P.   R.    Doc.    49-4123;    Piled.    May    24.    1949; 
8:47  a.  m.J 
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SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No.  70-21431 
CONSOtlDATED  ELECTRIC   AND  GaS  CO. 

AND  Southern  Cities  Ice  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington,  D.  C. 
on  the  18th  day  of  May  A.  D.  1949. 

Notice  is  hereby  given  that  Consoli- 
datel  Electric  and  Gas  Company  ("Con- 
solidated"), a  registered  holding  com- 
pany, and  its  non-utility  subsidiary, 
Southern  Cities  Ice  Company  ("South- 
ern"), have  filed  a  joint  application-dec- 
laration with  this  Commission  pursuant 
to  sections  6  (a>.  7.  9  (a)  and  10  of  the 
Public  Utility  Holding  Company  Act  of 
1935  ("Act")  with  respect  to  the  acqui- 
sition by  Southern  of  a  certain  ice  manu- 
facturing plant  and  'facilities  and  re- 
lated transactions. 

In  order  to  obtain  the  summer  season 
benefits  x)f  operating  said  ice  plant,  ap- 
plicants-declarants request  that  the 
Commission's  order  granting  and  per- 
mitting to  become  effective  said  applica- 
tion-declaration be  issued  on  or  before 
May  31.  1949  and  become  effective  forth- 
with upon  issuance. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  12:00 
noon.  e.  d.  s.  t..  May  31,  1949.  request  the 
Commission  in  writing  that  a  hearing 
be  held  on  such  matter,  stating  the  na- 
ture of  his  interest,  the  reasons  for  such 
request  and  the  Issues,  if  any,  of  fact  or 
law.  raised  by  said  application-declara- 
tion which  he  proposes  to  controvert,  or 
may  request  that  he  be  notified  if  the 
Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed:  Secretary.  Securities  and  Ex- 
change Commission,  425  Second  Street, 
NW..  Washington  25,  D.  C.  At  any  time 
after  12:00  noon.  e.  d.  s.  t..  May  31.  1949. 
said  application-declaration,  as  filed  or 
as  amended,  may  be  granted  and  permit- 
ted to  become  effective  as  provided  In 
Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  in  Rules  U-20  (a)  and  U-100 
thereof. 

All  Interested  persons  are  referred  to 
said  application-declaration,  which  is  on 
file  in  the  offices  of  this  Commission,  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  as  fol- 
lows : 

Southern  Is  engaged  in  the  manufac- 
ture of  Ice  and  the  sale  of  ice  and  coal 
In  several  cities  in  the  State  of  South 
Carolina.  B.  O.  Browder.  General  Man- 
ager of  Southern,  on  May  12,  1949,  pur- 
chased the  plant  and  property  of  the 
Timmonsville  Ice  &  Fuel  Company.  Tim- 
monsville.  South  Carolina,  which  com- 
pany serves  an  area  adjacent  to  the 
territory  served  by  Southern,  for  $10,000 
cash  and  $30,000  principal  amount  of  4^'c 
notes  maturing  serially  to  May  1.  1954. 
Such  notes  may  be  prepaid  without 
premiums. 

Southern  proposes  to  purchase  the 
plant  and  property  formerly  owned  by 
Timmonsville  Ice  &  Fuel  Company  from 


NOTICES 

BO  Browder  for  $40,000  by  payment  of 
$10,000  cash  and  the  assumption  of 
liability  for  the  $30,000  principal  amount 
of  serial  notes  Issued  by  Browder. 

Southern  estimates  that  expenses  to 
be  Incurred  In  connection  with  the  pro- 
posed transactions  will  not  exceed 
$300.00. 

By  the  Commission. 

tsiALl  Orval  L.  DuBois. 

Secretary. 

[F.    R.    Doc.    49-4108,    Plied.    May    24.    1949; 
8:45  a.  m.j 


(File  No.  70-2137] 
AssocuTED  Electric  Co. 

NOTICE  OF  FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  18th  djiy  of  May  1949. 

Notice  is  hereby  given  that  Associated 
Electric  Company  ("Aelec").  a  registered 
holding  company,  has  filed  an  applica- 
tion-declaration pursuant  to  the  Public 
Utility  Holding  Company  Act  of   1935. 
Applicant-declarant  has  designated  sec- 
tions 9  (a).  10  and  12  (b)  of  the  act  and 
Rule  U-45  promulgated  thereunder  as 
applicable  to  the  proposed  transactions. 
Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  May  31. 
1949.  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  interests,  the  reasons  for  such 
request  and  the  Issues  of  fact  or  law 
raised   by   said    application-declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  if  the  Com- 
mission orders  a  hearing  thereon.     Any 
such  lequest  should  be  addressed:  Sec- 
retary. Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wash- 
ington 25.  D.  C.     At  any  time  after  May 
31,  1949.  said  application-declaration,  as 
filed  or  as  amended,  may  be  granted  and 
permitted  to  become  effective  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act.  or  the  Com- 
mission may  exempt  such  transactions  as 
provided  in  Rules  U-20  (a)   and  U-100 
thereof. 

All  interested  persons  are  referred  to 
said  application-declaration  which  is  on 
file  In  the  offices  of  this  Commission  for 
a  statement  of  the  transactions  therein 
proposed,  which  are  summarized  as  fol- 
lows : 

As  at  March  31,  1949,  Manila  Electric 
Company  ("Manila"),  a  subsidiary  of 
Aelec,  had  outstanding  97.220  shares  of 
$50  par  value  common  stock,  having  an 
aggregate  par  value  of  $4,861,000;  an 
open  account  payable  to  Aelec  in  the  face 
amount  of  $12,646,260.  and  $560,938  of 
accrued  interest  payable  since  January 
1, 1948.  on  the  open  account;  and  $2,400.- 
000  of  notes  payable  to  banks.  The  open 
account  payable  to  Aelec  is  subordinate 
to  the  notes  payable  to  banks  located  in 
the  Philippines. 

Manila  proposes  to  increase  its  capital 
stock  so  as  to  have  outstanding  350.000 
shares  of  $10  par  value  6*4%  cumulative 
preferred  stock,  dividends  to  be  cumula- 


tive from  January  1.  1948:  and  1.000.000 
shares  of  $10  par  value  common  stock. 

Manila  will  deliver  to  Aelec  486.100 
shares  of  the  new  $10  par  value  common 
stock  In  exchange  for  the  97.220  shares 
of  $50  par  value  common  stock  now 
held  by  Aelec.  In  satisfaction  of  the 
open  account  payable  to  Aelec,  Manila 
will  deliver  to  Aelec  (a)  $4,000,000  face 
amount  of  b%%  ten-year  notes  dated 
January  1.  1948.  (b)  350,000  shares  of 
$10  par  value  6V4%  cumulative  pre- 
ferred stock,  (c)  513.900  shares  of  the 
new  $10  par  value  common  stock,  and 
(d>  cash  in  the  amount  of  $7,260.  Aelec 
will  make  a  cash  capital  contribution  to 
Manila  of  $7,260. 

In  accordance  with  the  loan  agreement 
entered  into  between  Manila  and  the 
banks  located  in  the  Philippines,  and 
consented  to  by  Aelec.  Aelec  may  obtain 
the  new  securities  of  Manila  but  Manila 
may  not  pay  any  dividends  or  interest 
on  the  new  securities  unless  Aelec  forth- 
with advances  to  Manila  on  open  ac- 
count, or  makes  a  capital  contribution 
to  it  of.  an  amount  at  least  equal  to  the 
amount  then  paid  to  It  as  interest  or 
dividends.  Accordingly.  Aelec  will,  from 
time  to  time,  make  capital  contributions 
or  open  account  advances  to  Manila  in 
amounts  at  least  equal  to  the  amounts 
received  by  Aelec  from  time  to  time  as 
interest  or  dividends  on  Manila's  new 
securities. 

The  Public  Service  Commission  of  the 
Republic  of  the  Philippines  has  ap- 
proved the  Issue  and  sale  by  Manila  of 
the  new  common  and  preferred  stock 
and  of  the  ten  year  notes.  Applicant- 
declarant  states  that  none  of  the  pro- 
visions of  the  act  Is  applicable  to  the 
proposed  transactions,  in  so  far  as  Ma- 
nila is  concerned,  by  reason  of  an  exemp- 
tion granted  that  company  by  order  of 
this  Commission  dated  March  26.  1941 
(8  S.  E.  C.  1014)  as  extended  by  further 
order  dated  March  20.  1943  (Holding 
Company  Act  Release  No.  4188). 

By  the  Commission. 

[seal!  Orval  L.  DuBois. 

Secretary. 

IF.    R.    Doc.    49  4109:    Filed.    May    24,    1949; 
8:45  a.  m.] 


(File  No.  70-2080] 
Alabama  Gas  Corp. 


SUPPLEMENTAL  ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  in  the  city  of  Washington.  D.  C.  on 
the  18th  day  of  May  A.  D.  1949. 

Alabama  Gas  Corporation  ("Ala- 
bama"), a  subsidiary  of  Southern  Nat- 
ural Gas  Company  ("Southern"),  a 
registered  holding  company,  having  filed 
an  application  with  the  Commission, 
pursuant  to  the  Public  Utility  Holding 
Company  Act  of  1935.  regarding  the  issu- 
ance and  sale  by  Alabama,  at  competitive 
bidding  pursuant  to  Rule  U-50.  of 
$6,000,000  principal  amount  of  First 
Mortgage  Bonds,  _.%,  Series  A.  due 
1971; 

The  Commission  having,  by  order 
dated  May  9.  1949.  granted  the  applica- 
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tlon.  as  amended,  subject,  among  other 
things,  to  the  condition  that  the  pro- 
posed issuance  and  sale  of  these  secu- 
rities should  not  be  consummated  until 
the  results  of  competitive  bidding  had 
been  made  a  matter  of  record  in  this 
proceeding  and  a  further  order  entered 
by  the  Commission  In  the  light  of  the 
record  so  completed  and  reserving  juris- 
diction over  the  payment  of  all  legal  fees 
and  other  remunerations  incurred  or  to 
be  Incurred  in  connection  with  the  pro- 
posed issuance  and  sale  of  these  Series 
A  bonds; 

Alabama  having  filed  an  amendment 
to  the  application  setting  forth  the  ac- 
tion taken  by  it  to  comply  with  the  re- 
quirements of  Rule  U-50  and  stating  that 
pursuant  to  the  Invitation  for  com- 
petitive bids  the  following  bids  were 
received : 


Name  of  bid<l«r 


Whiu-.  Weld  4  Co 

Halsey,  .Stuart  St  Co., 

Inc  

The  Fir»t  Boston  Con> 
Bolonian  Bros.,  Huttler 

ACo 


Coupon    Price  to 
rata    i  company 


Ptreent] 

3H:  100.  lOlS 

3W    102.018 
SH  100.  a% 

Sk;  101.2S907 


Cost  of 
money  to 
company 


PtTcrrU 

3.  IIVVi55 

3.  \22.WM 
3.  12a72<> 

S.  170030 


It  further  appearing  that  Alabama  has 
accepted  the  bid  of  White,  Weld  &  Co. 
and  that  these  bonds  are  to  be  resold  to 
the  public  at  100.70 7o  of  the  principal 
amount  thereof  plus  accrued  interest 
from  April  1.  1949,  representing  a  spread 
to  the  underwriters  of  0  5981%; 

It  is  ordered,  That  said  application,  as 
amended,  be.  and  the  same  hereby  Is, 
granted  subject  to  the  terms  and  con- 
ditions prescribed  by  Rule  U-24,  the  res- 
ervation of  Jurisdiction  with  respect  to 
the  payment  of  any  and  all  legal  fees 
and  remunerations  Incurred  or  to  be  in- 
curred in  connection  with  the  issuance 
and  sale  of  these  bonds  being  continued 
In  full  force  and  effect. 

By  the  Commission. 

[SEAL]  Orval  L.  DuBois. 

Secretary. 

[P    R.    Doc.    49-4110;    Filed.    May   24.    1949; 
8:45   a.  m.] 


IFlle    No.   7-1092] 

Gulf  Oil  Corp. 


FINDINGS  AND  ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  May  A.  D.  1949. 

The  Boston  Stock  Exchange,  pursuant 
to  section  12  (f)  (2)  of  the  Securities 
Exchange  Act  of  1934  and  Rule  X-12F-1 
thereunder,  has  made  application  for 
unlisted  trading  i>rivileges  in  the  Capital 
Stock,  $25  Par  Value,  of  Gulf  Oil  Corpo- 
ration. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  In  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  In 
the  application  makes  the  following 
findings : 


FEDERAL  REGISTER 

(1)  That  this  security  is  registered 
and  listed  on  the  New  York  Stock  Ex- 
change; that  the  geographical  area 
deemed  to  constitute  the  vicinity  of  the 
Boston  Stock  Exchange  is  the  New  Eng- 
land States  exclusive  of  Fairfield  County, 
Connecticut;  that  out  of  a  total  of  11.- 
345.250  shares  outstanding.  38.088  shares 
are  owned  by  523  shareholders  in  the 
vicinity  of  the  Boston  Stock  Exchange; 
and  that  in  the  vicinity  of  the  Boston 
Stock  Exchange  there  were  2,505  trans- 
actions in  this  security  Involving  183,- 
698  shares  during  the  period  from  Feb- 
ruary 1.  1948.  to  February  1,  1949; 

<2)  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
In,  this  security  exist  in  the  vicinity  of 
the  applicant  exchange  to  render  the  ex- 
tension of  unlisted  trading  privileges 
thereto  appropriate  In  the  public  inter- 
est and  for  the  protection  of  investors; 
and 

(3)  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  is  otherwise  ap- 
propriate in  the  public  Interest  and  for 
the  protection  of  investors. 

Accordingly  it  is  ordered.  Pursuant  to 
section  12  (f)  (2-  of  the  Securities  Ex- 
change Act  of  1934.  that  the  application 
of  the  Boston  Stock  Exchange  for  per- 
mission to  extend  unlisted  trading  priv- 
ileges to  the  Capital  Stock— $25  Par 
Value,  of  Gulf  Oil  Corporation  be,  and 
the  same  is,  hereby  granted. 

By  the  Commission. 


ISEAL] 


Orval  L.  DuBol'?, 

Secretary. 


(F.    R.    Doc.   49-4111:    Piled,   May   24.    194«; 
8:45  a.  m.J 


[File  No.  7-1098] 
Standard  Oil  Co.   (New  Jersey) 

FINDINGS  AND  ORDER  GRANTING  APPLICATION 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  May  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  (f)  (2)  of  the  Securi- 
ties Exchange  Act  of  1934  and  Rule  X- 
12F-1  thereunder,  has  made  application 
for  unlisted  trading  privileges  in  the  Cap- 
ital Stock,  $25  Par  Value,  of  Standard 
Oil  Company  (New  Jersey). 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  in  the  absence  of 
any  request  by  any  Interested  person  for 
hearing  on  this  matter,  the  Commission 
on  the  basis  of  the  facts  submitted  in  the 
application  makes  the  following  find- 
ings: 

(1)  That  this  security  Is  registered 
and  listed  on  the  New  York  Stock  Ex- 
change; that  the  geographical  area 
deemed  to  constitute  the  vicinity  of  the 
Cleveland  Stock  Exchange  Is  the  State 
of  Ohio;  that  out  of  a  total  of  27,333.742 
shares  outstanding,  1,140,405  shares  are 
owned  by  8,848  shareholders  In  the  vi- 
cinity of  the  Cleveland  Stock  Exchange; 
and  that  in  the  vicinity  of  the  Cleveland 
Stock  Exchange  transactions  were  ef- 
fected In  36.350  shares  during  the  period 
from  March  1, 1948.  to  March  1, 1949; 
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(2)  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
In,  this  security  exist  in  the  vicinity  of 
the  applicant  exchange  to  render  the 
extension  of  unlisted  trading  privileges 
thereto  appropriate  in  the  public  Inter- 
est and  for  the  protection  of  investors: 
and 

(3)  That  the  extension  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  is  otherwise  ap- 
propriate in  the  public  interest  and  for 
the  protection  of  investors. 

Accordingly  it  is  ordered.  Pursuant  to 
section  12  (f)  (2*  of  the  Securities  Ex- 
change Act  of  1934.  that  the  application 
of  the  Cleveland  Stock  Exchange  for 
permis.sion  to  extend  unlisted  trading 
privileges  to  the  Capital  Stock.  $25  Par 
Value,  of  Standard  Oil  Company  (New 
Jersey)  be,  and  the  same  is,  hereby 
granted. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


IF.   R.   Doc.   49-4112;    Filed,    May   24,    1949; 
8:46  a.  m.] 


[File  No.  7-1097] 

Socony-Vacuum  Oil  Co..  Inc. 

findings  and  order  granting  application 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  In  the  city  of  Washington.  D.  C, 
on  the  19th  day  of  May  A.  D.  1949. 

The  Cleveland  Stock  Exchange,  pur- 
suant to  section  12  (f)  (2)  of  the 'Securi- 
ties Exchange  Act  of  1934  and  Rule  X- 
12F-1  thereunder,  has  made  application 
for  imlisted  trading  privileges  in  the 
Capital  Stock,  $15  Par  Value,  of  Socony- 
Vacuum  Oil  Company.  Inc. 

After  appropriate  notice  and  oppor- 
tunity for  hearing  and  in  the  absence  of 
any  request  by  any  interested  person  for 
hearing  on  this  matter,  the  Commission 
on  tire  basis  of  the  facts  submitted  in 
the  application  makes  the  following  find- 
ings: 

(1)  That  this  security  is  registered 
and  listed  on  the  New  York  Stock  Ex- 
change; that  the  geographical  area 
deemed  to  constitute  the  vicinity  of  the 
Cleveland  Stock  Exchange  Is  the  State 
of  Ohio;  that  out  of  a  total  of  31,178,317 
shares  outstanding.  1.000,000  shares  are 
owned  by  6,000  shareholders  In  the  vicin- 
ity of  the  Cleveland  Stock  Exchange; 
and  that  In  the  vicinity  of  the  Cleveland 
Stock  Exchange  transactions  were  ef- 
fected in  43.340  shares  during  the  period 
from  March  1.  1948  to  March  1.  1949; 

(2)  That  sufficient  public  distribution 
of,  and  sufficient  public  trading  activity 
In,  this  security  exists  in  the  vicinity  of 
the  applicant  exchange  to  render  the 
extension  of  unlisted  trading  privileges 
thereto  appropriate  In  the  public  inter- 
est and  for  the  protection  of  investors; 
and 

(3)  That  the  exten.sion  of  unlisted 
trading  privileges  on  the  applicant  ex- 
change to  this  security  Is  otherwise  ap- 
propriate In  the  public  Interest  and  for 
the  protection  of  investors. 


Wajlwt^a^^ti     lU^,.   or     injn 
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Accordingly  it  is  ordered.  Pursuant  to 
■ectlon  12  (f)  (2)  of  the  Securities  Ex- 
change Act  of  1934.  that  the  applica- 
tion of  the  Cleveland  Stock  Exchange  for 
permission  to  extend  unlisted  trading 
privileges  to  the  Capital  Stock.  $15  Par 
Value,  of  Socony-Vacuum  Oil  Company. 
Inc.  be,  and  the  same  Is,  hereby  granted. 

By  the  Commission. 

[siALl  Orval  L.  DuBois. 

Secretary. 

IP.   R.   Doc.    49-4113:    Piled.   May   24.    1949; 
8:4«  a.  m.] 


I  Pile  No.  71-61 
Florida  Power  L  Light  Co. 

NOTICE  OF  FILING  OF  ORIGINAL  COST 
STUDIES  AND  OF  PROPOSALS  FOR  DISPO- 
SITION OF  ADJUSTMENTS  RELATING  TO 
ELECTRIC.  GAS  AND  ICE  PLANT 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 
office  in  the  city  of  Washington.  D.  C.  on 
the  18th  day  of  May  1949. 

Notice  Is  hereby  given  that  Florida 
Power  &  Light  Company  ( "Florida"  > .  has 
filed  studies  and  amendments  thereto 
relative  to  the  original  cost  and  reclassi- 
fication of  the  company's  electric,  gas. 
and  ice  plant  accounts  as  of  December 
31,  1941.  The  studies  filed  include  pro- 
posals for  the  disposition  of  certain  ad- 
justments relating  to  the  company's 
electric,  gas.  and  Ice  plant  accounts. 
Florida  Is  a  public  utility  subsidiary  of 
American  Power  b  Light  Company,  a 
registered  holding  company  subsidiary 
of  Electric  Bond  and  Share  Company, 
also  a  registered  holding  company.  The 
studies,  and  amendments  thereto,  were 
filed  pursuant  to  the  Public  Utility  Hold- 
ing Company  Act  of  1935  particularly 
sections  15  and  20  (b)  thereof  and  Rule 
U-27  thereunder. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  June  1. 
1949.  at  5:30  p.  m..  e.  d.  s.  t..  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest, and  the  Issues.  If  any.  of  fact  or 
law  raised  by  said  proposals  intended 
to  be  controverted,  or  may  request  that 
he  be  notified  should  the  Commission 
order  a  hearing  thereon.  Any  such  re- 
quest should  be  addressed  as  follows: 
Secretary,  Securities  and  Exchange 
Commission.  425  Second  Street  NW.. 
Washington  25,  D.  C.  At  any  time  after 
June  1,  1949,  the  Commission  may  take 
such  action  as  may  be  deemed  appropri- 
ate with  respect  to  the  matters  to  which 
the  filing  herein  relates. 

All  Interested  persons  are  referred  to 
said  studies  which  are  on  file  in  the  offices 
of  the  Commission  for  a  statement  of  the 
transactions  therein  proposed,  which 
may  be  summarized  as  follows: 

On  March  19.  1947.  Florida  Initially 
filed  original  cost  and  reclassification 
studies  of  the  company's  plant  accounts 
as  of  December  31.  1941.  The  studies 
were  filed  In  accordance  with  Plant  In- 
struction 2-D  of  the  Uniform  System  of 
Accounts  prescribed  by  the  Federal 
Power  Commission  for  electric  utilities,  or 


NOTICES 

the  Uniform  System  of  Accounts  recom- 
mended by  the  National  Association  of 
Railroad  and  Utilities  Commissioners  for 
gas  utilities.  Both  of  the  above-men- 
tioned systems  of  accounts  are  appli- 
cable to  Florida  by  virtue  of  this  Com- 
mission's Rule  U-27,  promulgated  under 
the  Public  Utility  Holding  Company  Act 
of  1935.  In  said  studies  Florida  repre- 
sented that  $10,476,301.82  had  been  re- 
classified to  Account  100.5— Electric 
Plant  Acquisition  Adjustments,  and  $29.- 
617.839  50  to  Account  107— Electric  Plant 
Adjustments. 

The  stafT  of  the  Commission  made  a 
field  examination  and  filed  Its  report  In 
connection  therewith.  Copies  of  the 
staff's  report  were  submitted  to  the  com- 
pany, Florida  has  amended  Its  studies 
to  give  effect  to  the  recommendations 
contained  In  the  staff's  report  and  now 
proposes  to  cla.sslfy  $10,169,490.74  In  Ac- 
count 100.5 — Electric  Plant  Acquisition 
Adjustments,  an  amount  of  $32,732.- 
495.94  in  Account  107— Electric  Plant  Ad- 
justments, an  amount  of  $204,486  41  in 
Account  108.17 — Gas  Plant  Adjustments, 
and  an  amount  of  $2,057,220  38  in  Ac- 
count 108.27— Ice  Plant  Adjustments. 

Between  the  effective  date  of  Its  origi- 
nal cost  study  and  the  date  of  filing 
thereof.  Florida  disposed  of  a  total  of 
$29,617,839  11  of  Account  107,  pur.-iuant  to 
proposals  which  were  authorized  by  an 
order  of  this  Commission,  dated  Decem- 
ber 28,  1943.  Also  pursuant  to  proposals 
authorized  by  the  above-mentioned  or- 
der, and  or  an  order  dated  July  17.  1947. 
Florida  established  a  "Reserve  for  Plant 
Adjustments  •  In  the  total  amount  of 
$2,815,655.  $1,815,655  of  the  above-men- 
tioned reserve  was  established  for  the 
disposition  of  such  capitalized  intra-sys- 
tem  profits  as  might  properly  be  reclassi- 
fied to  Account  107,  and  $1,000,000  for 
the  general  disposition  of  other  items 
reclassified  to  Account  107. 

Pursuant  to  the  terms  of  the  Com- 
mission's order  of  December  28.  1943.  as 
amended  by  the  order  of  July  17.  1947, 
Florida  was  ordered  to  credit  Account 
258 — Reserve  for  Contingencies  with  a 
total  amount  of  $700,000.00  per  annum, 
to  continue  until  the  determination  of 
the  definitive  amount  to  be  classified  to 
Account  100.5— Electric  Plant  Acquisi- 
tion Adjustments.  There  was  $3,500,- 
000.00  In  such  reserve  on  December  31, 
1948. 

Florida  proposes  to  transfer  any  bal- 
ance remaining  in  Account  258 — Reserve 
for  Contingencies,  after  certain  charges 
proposed  to  be  made  to  such  account,  to 
Account  252 — Reserve  for  Amortization 
of  Electric  Plant  Acquisition  Adjust- 
ments. Florida  proposes  to  continue  to 
make  annual  accruals  In  the  amount 
of  $700,000.00  to  said  reserve,  reserving 
all  its  rights  with  respect  to  the 
amortization  or  final  disposition  of  any 
amounts  so  reserved. 

Florida  proposes  to  charge  Account 
258 — Reserve  for  Contingencies  in  an 
amount  of  $703,003.57,  to  charge  Ac- 
count 250 — Reserve  for  Depreciation  In 
an  amount  of  $3,072,921.48.  to  charge 
Reserve  for  Plant  Adjustments  in  an 
amount  of  $2,815,655.00.  to  credit  Ac- 
count 250— Reserve  for  Depreciation  in 
an  amount  of  $1,215,216.43.  to  credit  Ac- 
count 107— Electric  Plant  Adjustments 


In  an  amount  of  $3,114,656.83,  to  credit 
Account  108.17— Gas  Plant  Adjustments 
In  an  amount  of  $204,486.41.  and  to  credit 
Account  108.27— Ice  Plant  Adjustments 
in  an  amount  of  $2,057,220  38.  The  re- 
sult of  such  transactions  will  be  to  com- 
pletely eliminate  all  Plant  Adjustments 
in  electric,  gas  and  Ice  plants. 

By  the  Commission. 

[seal!  Orval  L.  DuBois. 

Secretary. 

|F.   R.    Doc.   49-4114;    Piled,    May   24.    1949; 
8:46  a.  m.| 


DEPARTMENT  OF  JUSTICE 

OfRce  of  Ali«n  Property 

AuTHOirrr:  40  Stat.  411,  56  Stat  839,  Pub. 
Laws  322,  671,  79th  Cong  ,  60  6.at.  60.  926;  60 
U.  S.  C.  and  Supp  App.  1,  616;  E  O.  9193. 
July  6.  1942.  3  CFR.  Cum.  Bupp..  E.  O.  9567. 
June  8,  1945,  3  CFR.  1945  Supp.,  E.  O.  97B8. 
Oct.  14.  1946.  11  F.  R.  11981. 

(Vesting  Order  12747,  Amdt.] 
Dr.  K.  Tofukuji 

In  re:  Interest  In  real  property  and  In- 
surance policies,  a  lea.'^ehold,  bank  ac- 
counts, bonds  and  miscellaneous  per- 
sonal property  owned  by  Dr.  K.  Tofukuji. 
also  known  as  Koshiro  Tofukuji  and  as 
K.  Tofukuji. 

Vesting  Order  12747.  dated  January 
26.  1949.  Is  hereby  amended  as  follows 
and  not  otherwise:  By  deleting  there- 
from, the  name  TofuSuji  which  appears 
after  the  name  Koshiro  in  subparagraph 
2-g  thereof  and  substituting  therefor, 
the  name  Tokufujl. 

All  other  provisions  of  said  Vesting 
Order  12747  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  In  reliance  thereon,  pur- 
suant thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con- 
firmed. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Bazeloh. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.   R.  Doc.  49-4171;    Filed,     May  24,   1949; 
8:58  a.  m.) 


{Vesting  Order  13261] 
Chiyozo  Tajiri 


In  re:  Bank  accounts  owned  by  Chiyozo 
Tajiri,  also  known  as  C.  Tajiri.  F-39- 
4518-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Chiyozo  TaJlrl.  also  known  as 
C.  Tajiri.  whose  last  known  address  is 
Kumamoto,  Japan.  Is  a  resident  of  Japan 
and  a  national  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as 
follows: 


Wednesday,  May  25,  1949 

a.  That  certain  debt  or  other  obliga- 
tion of  Seattle-First  National  Bank.  526 
Jackson  Street.  Seattle  4,  Washington, 
arising  out  of  a  savings  account,  account 
number  8174.  entitled  C.  Tajiri.  main- 
tained at  the  International  branch  office 
of  the  aforesaid  bank  located  at  526 
Jackson  Street,  Seattle  4.  Washington, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion of  Seattle-First  National  Bank,  526 
Jackson  Street,  Seattle  4,  Washington, 
arising  out  of  a  checking  account,  en- 
titled C.  Tajiri.  maintained  at  the  In- 
ternational branch  office  of  the  aforesaid 
bank  located  at  526  Jackson  Street, 
Seattle  4,  Wa.shington,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  Chiyozo 
Tajiri.  also  known  as  C.  Tajiri.  the  afore- 
said national  of  a  designated  enemy 
country  'Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States, 

The  terms  "national"  and  "designated 
enemy  country"  as  u.sed  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-4162;    Filed.    May   24.    1949; 
8:56  a.  m.l 


[Vesting  Order  132621     • 
Magosiro  Takaci 

In  re:  Debt  owing  to  Magosiro  Takagi. 
P-39-1707-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  Investigation,  It  Is  hereby  foimd: 

1.  That  Magosiro  Takagi,  whose  last 
known  address  Is  Goumencho,  Nlslnoml- 
yasl,  Japan, -U.  a  resident  of  Japan  and 
a  national  of  a  designated  enemy  coun- 
try (Japan) ; 
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2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Magosiro  Takagi,  by 
Motow  Trading  Company,  Inc..  609  West 
137th  Street.  New  York.  New  York,  in 
the  amount  of  $2,644.54.  as  of  December 
31,  1945.  together  with  any  and  all  ac- 
cruals thereto,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by, 
Magosiro  Takagi,  the  aforesaid  national 
of  a  designated  enemy  country  (Japan) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  in  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  £,s  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-4163;    Filed.    May    24.    1949; 
8:57  a.  m.J 


[Vesting  Order  13263] 
FUMIAKI  TeRASHITA 


In  re:  Bank  account  owned  by  Fumiaki 
Terashita,  also  known  as  F.  Terashita. 
D-39-18535-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  It  is  hereby  found: 

1.  That  Fumiaki  Terashita.  also  known 
as  F.  Terashita.  whose  last  known  ad- 
dress Is  Osaka,  Japan.  Is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Fumiaki  Terashita,  also 
known  as  F.  Terashita.  by  Bank  of 
America  National  Trust  and  Savings 
Association,  300  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
checking  account,  entitled  F.  Terashita, 
maintained  at  the  branch  office  of  the 
aforesaid  bank  located  at  VacaviUe,  Cali- 
fornia, and  any  and  all  rights  to  demand, 
enforce  and  collect  the  same. 
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Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    B.   Doc.    49-4164;    Filed.    May    24,    1949; 
8:57  a.  m.l 


(Vesting  Order   13284) 
Mrs.  Ume  Uyeda  and  Shigeru  Uyeda 

In  re:  Bank  account  owned  by  Mrs. 
Ume  Uyeda  or  Shigeru  Uyeda.  F-39- 
3302-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1,  That  Mrs.  Ume  Uyeda  and  Shigeru 
Uyeda.  each  of  whose  last  known  address 
is  Ehime.  Japan,  are  residents  of  Japan 
and  nationals  of  a  designated  enemy 
country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  Anglo  California  National  Bank, 
1  Sansome  Street,  San  Francisco,  Cali- 
fornia, arising  out  of  a  savings  account, 
account  number  17953.  entitled  Mrs.  Ume 
Uyeda  or  Shigeru  Uyeda.  maintained  at 
the  Fillmore  branch  office  of  the  afore- 
said bank  located  at  1560  Geary  Street, 
San  Francisco.  California,  and  any  and 
all  rights  to  demand,  enforce  and  collect 
the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence or  ownership  or  control  by,  Mrs. 
Ume  Uyeda  or  Shigeru  Uyeda.  the  afore- 
said nationals  of  a  designated  enemy 
country  (Japan) ; 
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and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  < Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national 
Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  B azeion  . 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-4165:    Piled.    May    24.    1949; 
8:57  a.  ml 


I  Vesting  Order  13287] 

WiLHELM  Jakob  Van  Hoocstraten 

In  re:  Stock  and  bank  account  owned 
by  and  debt  owing  to  Wilhelm  Jakob  Van 
Hoogstraten,  also  known  as  WiUem  Van 


NOTICES 

Hoogstraten.     P-28-17789-A-1.     F-28- 
1 7789— EI— 1 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Wilhelm  Jakob  Van  Hoogstra- 
ten. also  known  as  Wlllem  Van  Hoogstra- 
ten. whose  last  known  address  Is  Well- 
heimerstrasse  15.  District  -13B  Tutzing 
Oberbayering.  Germany.  Is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy   country    iGermany); 

2.  That  the  property  described  as  fol- 
lows : 

a.  Those  certain  shares  of  stock  evi- 
denced by  the  certificates  described  in 
Exhibit  A  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  registered  in  the 
names  of  the  persons  set  forth  In  Exhibit 
A,  presently  in  the  custody  of  Carl  M. 
Loeb.  Rhoades  b  Co.,  61  Broadway.  New 
York.  New  York.  In  an  account  entitled 
Willem  Van  Hoogstraten.  maintained  at 
the  aforesaid  Company,  together  with  all 
declared  and  unpaid  dividends  thereon. 

b.  That  certain  debt  or  other  obligation 
owing  to  Wilhelm  Jakob  Van  Hoog- 
straten. also  known  as  Willem  Van  Hoog- 
straten, by  Carl  M.  Loeb,  Rhoade.«;  k  Co.. 
61  Broadway,  New  York,  New  York,  aris- 
ing out  of  a  cash  account  entitled  Willem 
Van  Hoogstraten.  maintained  at  tlie 
aforesaid  Company,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same,  and 

c.  That  certain  debt  or  other  obligation 
owing  to  Wilhelm  Jakob  Van  Hoogstra- 
ten. also  known  as  Willem  Van  Hoog- 
straten, by  Empire  Trust  Company.  120 
Broadway,  New  York  5,  New  York,  aris- 

EXHIBIT  A 
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Ing  out  of  a  cash  account,  entitled  Wil- 
lem Van  Hoogstraten,  maintained  at  the 
aforesaid  Company,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  br.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evidence 
of  ownership  or  control  by,  the  afore- 
said national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 


N'ain«  Mid  addri>ss  ol  \ssuint:  corporation 


State  of  Incorporation 


Cortiflcnte  Ko«. 


Number 
of  sliiiri'!! 


•  Par 
▼aliie 


Type  of  iitock 


All.'trli<>ny  Corp.,  704-B  E<iiiltaMe  Bld(!.,  Wil- 

ii;iiit:ton,  I>»'1. 
AnitricHii  Aftrkultuml  Cherakal  Co.,  50 Churcti 

8l..  New  York.  N.  Y. 
Annco  .^teel  Corp.,  703  Curtl*  St.,  Mlddletown, 

Ani.ri(an  Zinc,  Lead  &  Smelling  Co.,  IfiOO  Paul 

Brown  liUitl.,  ^l.  U>uis.  Mo. 
Anaconda  Coiiwr  Mining  Co..  25  Broadway. 

New  York,  N.Y.  ^       .^. 

Babcock  &  Wilcox  Co.,  85  Liberty  St.,  New 

CoronnVclal  Solvents  Corp.,  17  East  42il  St., 
New  York,  .N.Y.  .    ^  .  ^    r- 

lni.rnaiiiinal  TrU phone  4  Teleffraph  Corp.. 
».7  Bmatl  St.,  Niw  York,  N,  Y. 

Paramount  Pictures  Inc.,  15«l  Broadway,  New 

RcmiiiKton  Kand,  Inc.,  7  West  10th  Pt.,  WU- 
mlngton,  liel. 

Rome  CoMe  Corp..  330-400  Ridre  St..  Rome, 

U  8  liofTmann  Machinery  Corp.,  105  Fourth 
Ave.,  New  York,  N.  Y. 


Maryland 

l>lkware  — 

Ohio 

Maine 

Montana 

New  Jersey.. 
Maryland... 

do 

New  York.. 
Delaware... 

New  York.. 
Delaware... 


107314 

Y023834 

YU7031 

C04U33S 

093514 


NY(r220.S9 

S-1101  (S<rlp). 
A,'0351'7«» 


NN  530210. 
062112 


N027437 ,. 

eCl4771  (Scrip)... 
SCMVB4  (Scrip) 

ciiaw 

C11I48 

027133 


25 

20 

30 

50 

40 

10 

in-'iO 

50 

100 

60 

r 

50100 

40100 

100 

ini 

•     25 


SLOG 

No  par 

10.00 

1.00 

50.00 

No  par 

No  par 

Ko  par 

1.00 

.80 


6.00 
6.(111 
6.0U 


Common.. 
....do.... 
....do.... 
...do... 
Capital... 

do... 

Common. . 

Capital... 

Common. 

do... 


Reftetered  owner 


do.. 

do  . 

do.. 


W  illem  Van  Uuofstraten. 
Carl  M.  Loeb.  Rhoadce  A  Co. 

Do. 

Do. 

Do. 

Do. 
Bearer. 
Carl  M.  Loeb,  Rhoades  A  (  o. 

Do. 

Do. 

Do. 
Bean-r. 

Do. 
Carl  M.  Ixieb,  Rhoades  &  Co. 

Do. 

Do. 


IP.  R.  Doc.  49-4170;  FUed.  May  24,  1949;  8:57  ».  m.l 


[Return  Order  332] 

Anna  Costa  ved.  Bergalli  et  al. 

Having  considered  the  claims  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claims,  which  is  incorpor- 
ated by  reference  herein  and  filed  here- 
with, and  a  notice  ot  intention  to  return 


1949 


having  been  published  on  March  17. 
(14  F.  R.  1226), 

It  is  ordered,  That  the  following  shares 
of  stock  of  the  De  Nobili  Cigar  Company, 
Long  Island  City,  New  York,  which  are 
Identified  below  as  to  the  claimant,  num- 
l>er  and  type  of  shares  claimed,  and  stock 
certificate  number,  be  returned,  subject 


to  any  increase  or  decrease  resulting 
from  the  administration  thereof  prior  to 
return,  and  after  adequate  provision  lor 
taxes  and  conservatory  expenses.  This 
return  does  not  include  any  dividends  or 
other  sums  accruing  to  the  shares  pi'Or 
to  the  effectuation  of  the  return. 


Claim 
No. 


39861 

39681 
:>9583 

39684 

39686 
39586 

39687 

39688 

39590 

39691 
39692 

39693 
39694 

39506 
39506 

39601 
39603 

aatoi 

M606 

30606 
39607 

39606 

39609 

39610 

39611 
39613 

39616 

89617 

39618 

39C19 

39630 
39622 
39633 
39624 

39625 

39637 


Claimant 


Anna  Costa  ved.  Bersalli,  Oenoa, 
Italy 


Alfonso  BcrtonI,  Genoa.  Italy... 

Amelia  BerlonI  Bertieri,  Genoa, 
Italy 


Shares 


39630 

39631 
39633 

36633 
38834 

39636 

36687 

39C38 
39639 

39640 

38641 

38643 

39644 
39646 


30 


108 


Ernesto  Bertoni,  Genoa,  Italy... 

Furio  Bertoni,  Rome,  Italy 

Oiovanna  flemma  Berton  , 
Genoa,  Italy 

Maria  Luisa  Bertoni,  Genoa,  It- 
aly  :.... 

Adriana  Pegazzano  Bigi,  Rome, 
Italy. 

Zclindo  Bonacini,  Modona,  Italy. 

Alfonso  Borri.  Pistoia.  Italy 

Maria  Luisa  Pardo  Borri.  FJor 
ence,  Italy  

Dino  Borri   I'istola,  Italy 

Ludovina  BraRlia.  Bolopna.  It- 
aly  

Angelo  Brichetto,  Genoa.  Italy. 

Elena  Quaglia  Brignani,  Spozia, 
lUly 

Attilio  Bruzzonc,  Genoa,  Italy... 

Carlo  Bussola,  Naples,  Italy 

Agostino  Canale,  Genoa,  luly... 
Maria  Canale,  Genoa.  Italy 

Pia  CapparonI,  Spczia,  lUly 

Enrichctta  Capurro,  Genoa. 
Italy 

Ernesto  Carpanini,  Oenoi,  Italy. 
Alessandra  Cassini,  Genoa,  Italy.  {'**  l^^" 


Ernesto  Ca.isini.  Genoa.  Italy.... 

Oaetano  Cassinl.  Genoa,  Italy... 

Adriana  Ceci  Misciatclli.  Rome, 
Italy 

Carlo  Massimo  Cbiappe,  Genoa, 
Italy...: 

Maria  Teresa  Chiappe,  Genoa. 
Italy '. 

Violante  Pegazzano  Ciano,  Flor- 
ence. Italy 


Libera  Trtvisanl,  Rome,  Italy... 

Paolo  Codeglla.  Spezia.  Italy 

Giorgio  Colombo,  Rome,  Italy... 
Agostino  Conte.  Loano,  Italy 

Vlncenzo  Cosentlno,  Aprigliano, 
Coscnza,  ItiUy 

Maria  Anna  De  Amlcis,  Genoa, 
Italy 

Oian  Nicolo  De  Ferrari,  Genoa. 
Italy 

Elisabotta  Orlando  ved.  De 
Orchi  ved.  lannicelll,  Rome, 
Italy 

Anito  De  Pasquali,  Genoa,  Italy. 
Enrico  De  Pa-squall,  Oenoa,  Italy. 

Amedeo  De  Scalzi.  Rome.  Italy... 

Laura  Benedetti  De  Scalzi, 
Rome,  Italy 

Luigi  De  Scalzi,  Spezia,  Italy... 

Maria  Orlando  ved.  Del  Bono, 

Milan,  Italy 

Oiacomo    Dil    Vaacello  Medici 

Oenoa,  Italy 

Delia     Cha     Giulla     Ravano, 

tienoa,  Italy 


Adele  1)o<Uto,  Genoa,  Italy 

Gio  Batta  Faggloni,  Pisa,  Italy.. 

Elisa  Pcartezzini  ved.  Fontana, 
Turin.  Italy 

Plo  C,iusep(>e  Fassio,  Genoa, 
Italy 


Angelo  Galletto,  Genoa,  Italy.... 

Edoardo  Gambaro,  Genoa,  Italy. 

Francesoo     Gambaro,     (>enoa, 
Italy. 


rioo 

\....'110 
/106 
I...    70 


75 


39040  .  Giusepiw  Gambaro,  Genoa,  Italy. l('**' 


Claim 
No. 


39649 

39W0 
39G51 

39652 


396.% 

3\>tm 

3965U 
3Wi01 


3966.5 
39ti(V> 
390t>7 
396Ch 

39G69 

39*171 
39672 

39fi74 

39l'.76 

3967« 

39fi7« 
39680 

39681 

39682 
39683 

390M 


89690 


39691 

39692 
39694 

39605 
39696 

39C97 

39698 

89700 
39701 

39703 


39706 
39707 

39708 

30710 


Claimant 


Shares 


Ruggero  SchilT  Giorgini,  Rome,   /  30 
Italy 

Gio  Batta  Gncoco,  (}enoa,  Italy. 

Istituto  Italiano  Di  Credito 
-Marittiiuo,  Home,  Italy 

Istituto  Puericoltura,  Tommaso 
A  Irene  .Monteflore,  Rome, 
Italy 

Edgardo  LazzaronI,  Rome,  Italy 

f  13 

Bice  Ottolenghi,  Rome,  Italy \ 

Giorgio  Laltis,  Home,  Italy |  ** 

Alfredo  Lena,  S|>ozia,  Italy 20 

Leone  Leone,  (ienoa,  Italy 

Luigi  Lombani,  Florence,  Italy. 
Tercsita  .Miiicln'se  Pastore,  (ic- 

noa.  Italy 

Bianca  -Maretico  ved.  Scartezzini, 

( ienoa,  Italy.  

Teresa      Martcllini      Quart  ieri, 

-Milan.  Italy - 

Angiolina  Ma.ssa  .Migone.  Genoa, 

IiAly 

Cgo  Ma.<wa,  (iciioa,  Italy 

Flavio MLsciaittlli,  Rome, Italy. 

(35 
I'go  Mochi.  .-^ixAia,  Italy ( 

Giusoppiiia  BriKuani,  ved.  Mola, 
l?I)ezia,  Italy 

Virginia  (ianibaro  Molflno,  Ge- 
noa. Italy 

Italia  Nadaleito,  Padova,  Italy.. 

Oiulia  0»>erti  Origone,  Genoa, 
Italy 


100 


30 


Luigi  Orlando.  Milan.  Italy 

Paolo  Orlan<lo,  Milan.  Italy 

Salvatore     Orlando,     Florence. 
Italy ;. 


Vittorio  Padoa.  Venice,  Italy... 
Carola  Parodl.  Genoa,  Italy 


Cesarino  Saredo-Parodi,  Genoa, 
Italy.... 

Elena  Saredo-Parodi.  Oenoa, 
Italy 


Oiacomo  Parodi,  Genoa.  Italy... 

Laura  Saredo-Parodi,  Oenoa, 
Italy 

Marcello  Sarodo-Parodi  Turin, 
Italy 


Alfredo  Paiwadore,  Genoa,  Italy.. 
Augustc  Passadore,  Genoa.  Italy. 
Adolfo  Pas.-iaggi,  Oenoa.  Italy.... 
Armando  Pastore,  Novara,  Italy. 
Stcfano  Pastore.  Genoa.  Italy... 

Franco  Pave.-;!,  Milan,  Italy 

Elena  Pavesi,  Milan,  Italy 

Oabriella  Picarclll.  Rome,  Italy. 

Giuliana  Poggio,  Spezia,  Italy.. 

Anna  Maria  Koscarl-Poli,  Ven- 
ice, Italy 

Enrico  Poll.  Genoa,  Italy 

Edoardo  Pongiglione,  Spezia, 
Italy 

Anna  Maria  Puccio,  Genoa. 
Italy _ 

Bianca  Maria  Puccio,  Savona. 
Italy 

Giovanni  Quartieri,  Milan,  Italy.' I** 

Ana  Benvenuto  Queirolo,  Genoa, 
Italy 

Tito  Queirolo,  Margherila 
Ligure,  Italy 

Giuseppe  Rahola,  Genoa,  Italy.. 
Agostino  Ravano,  Oenoa,  Italy.. 

Doro  Rosefti,  Milan,  Italy 

Mary  Oldolni  Rossi,  Spezia, 
Italy 

Maria  Massa  Sacerdote,  Genoa. 
Italy 

Kugenlo  Scartozsinl  Fu  Pilade, 
Genoa,  Italy 


240 


23 


20 


101 
155 


Claim 
No 


30711 

39713 
39714 

39715 
39716 

39717 

39718 

39720 
39721 
39722 


39730 
39731 
39739 
39740 

39743 

39744 

39745 

39746 
39747 

39748 
39749 

39750 
39751 

39752 


39757 
39761 

39762 

39763 
3«7m 
397t>5 

39767 

39768 
39769 

39597 

39598 


Claimant 


Giorgina  Scartezzini,  Genoa. 
Italy 

Maria  S<«rtezzini.  Genoa.  Italy.. 

Maria  Scaricz7.ini  Fu  Pilade. 
Genoa,  Italy 

Mario  .'^cartozzini,  Genoa,  Italy.. 

Uniherlo  ."^caritv.zinl.  Genoa, 
Italy. 

UmlxTto  ScartPT.zini.  Maria 
.•^carter.zini  fu  Pilade,  Eugenio 
.^^carterzJni,  Genoa,  Italy 

Mario  ScotTeri.  Milan,  Italy 

.Adele  Cassini  .-^erra,  Oenoa,  Italy. 

Arturo  .Soria,  Rome,  Italy 

Giorgio  Soria.  Rome,  Italy 

Lina  Taponoirrt,  Rapallo,  Italy. 

Giuseppe  Tassara.  Oenoa.  Italy 

-Antonio  Tittoni,  Latona,  Italy.. 

Ouido  Treves,  Florence,  Italy... 

Maria      Teresa       Viale       ved. 

Chiap|>e.  Genoa,  Italy. 
Ottavio  Villa,  Genoa,  Italy 

Eugenio  Zuccarini,  Genoa,  Italy.. 

.Angelita  .\pricale.  (ienoa,  Italy.. 

Gemma  .\i»ricale,  Genoa.  Italy... 

Eugenio  .\rtom,  Florence,  Italy.. 

Sara  Ascarelli  Weil.  Rome,  Italy. 

Ilda  Chirico  .\lvino,  Naples,  Italy. 

Ouglielmo  -Mvino,  Naples,  Italy. 

Arnaldi  Vittorio  .\scarelli.  Rome, 

Italy 

Adriano  -\scarelli,  Rome,  Italy.. 

-\ntonietta  .\7.7,olinl,  Sarzana, 
luly. 


Shares 


noo 


13 


200 


20 


Umberto  Balzi,  Genoa,  Italy | 

Luigia   Balzl   Oennanl.  Genoa. 

Italy ---- 

Giu.seppina    Maruii    ved.    Bal- 

lerini,  Spezia,  Italy 


Roberto  Blocli,  Rome,  Italy 

Edoardo  Bloch,  Rome,  Italy 

Oiorgio  Bloch,  Rome,  Italy 

Lidia  Bondi.  Rome.  Italy... 

Allierto  Bertoni,  (ienoa,  Italy... 

Pier  Luigi  BerUgna,  Florence, 
Italy 


Paolo  Bertagiia,  Florence,  Italy.. 

Francesco  BeverinI,  Spezia,  Italy. 
Fernando  Bertoni,  Oenoa,  Italy. . 
Tercsita  Marmori  ved.  Cerctti, 

Sjieiia,  Italy. 

LuLsa     C(K-n     ved.     Enriques, 

Rome,  Italy 

Vittorio  Cauvin.  Oenoa,  Italy... 
LuLsa  Delfino  Baliani,  Botogna, 

Italy 

Marcella  Bruno  Orlando.  Milan. 

Italy....- .. 

Eugenia       Brignanl      Bianchi, 

Sitetia,  Italy 


20 


...    12 
15    .... 


Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed   at  Washington.  D.   C.  on 
May  18,  1949. 

For  the  Attorney  General. 

[SEAL  J  David  L.  Bazelon^ 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[P.   R.    Doc.    49-4172;    Filed.    May   24,    1949| 
8:58  a.  m.) 
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(Vesting  Order  132861 
Walter  Klein 

In  re:  CI jiim  and  stock  owned  by  Wal- 
ter Klein.     F-2a-29486-C-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Walter  Klein,  whose  last 
known  address  is  Berlin-Charlottenburg 
4.  Clausewitzstrafe  4,  Germany.  Is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows : 

a.  That  certain  claim  against  the 
State  of  Connecticut,  and  the  State 
Treasurer  of  the  State  of  Connecticut, 
arising  by  reason  of  the  collection  or  re- 
ceipt by  said  State  Treasurer  of  the  State 
of  Connecticut  pursuant  to  the  provi- 
sions of  Section  5236,  1949  General 
Statutes  Revision,  of  the  following :  That 
certain  sum  of  money  in  the  amount  of 
$176  00,  representing  unclaimed  liquidat- 
ing dividends  on  eleven  hundred  shares 
of  the  Rossia  Internati9nal  Corporation, 
Hartford,  Connecticuf.  said  sum  being 
presently  *on  deposit  with  the  State 
Treasurer  of  the  State  of  Connecticut, 

and  any  and  all  rights  to  file  with  said 
State  Treasurer,  demand,  enforce  and 
collect  the  aforesaid  claim,  and 

b.  One  thousand  (1.000*  shares  of  no 
par  value  capital  stock  of  Rossia  Inter- 
national Corporation,  Hartford.  Con- 
necticut, a  corporation  organized  under 
the  laws  of  the  State  of  Connecticut,  evi- 
denced by  certificates  numbered  N1428 
through  N1437  Inclusive,  for  one  hun- 
dred shares  each,  registered  in  the  name 
of  Walter  Klein,  and  presently  in  the 
custody  of  The  Chase  National  Bank  of 
New  York.  18  Pine  Street.  New  York. 
New  York,  in  a  safekeeping  account 
numbered  FS86240  and  entitled  Handels- 
trust  West  NV.  together  with  all  declared 
and  unpaid  dividends  thereon. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  Wal- 
ter Klein,  the  aforesaid  national  of  a 
designated  enemy  country  (Germany) ; 

and  it  Is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.s.sary  in  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 


NOTICES 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

(seal!  David  L.  B.azelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P     R.    Doc.    49  4189;    Filed.    May    24.    1949; 
8:57  a.  m.| 


have  the  meanings  prescribed  in  section 
10  of  Executive  Order  9193.  as  amended. 

Executed   at  Washington,  D.  C,  on 
May  12,  1949. 

Por  the  Attorney  General. 

[seal]  David  L.  BAZELOr, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49-4167;    Filed    May    24,    190; 
8:57  a.  m.] 


IVestlng  Order  13266) 
Werner  and  Pfleiderer 

In  re:  Debt  owing  to  Werner  and 
I  fleiderer.     F-28-29020-C-2. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Werner  and  Pfleiderer.  the  last 
known  address  of  which  is  10  Theodorstr., 
Stuttgart-Feuerbach,  Germany,  is  a  cor- 
poration, partnership,  association  or 
other  business  organization,  organized 
under  the  laws  of  Germany,  which  has, 
or  since  the  effective  date  of  Executive 
Order  8389.  as  amended,  has  had  its 
principal  place  of  business  in  Stuttgart, 
Germany  and  is  a  national  of  a  desig- 
nated enemy  country.  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation owing  to  Werner  and  Pfleiderer 
by  Charles  F.  Elmes.  Carloton  L.  Elmes 
and  Bessie  Elmes  Birch.  231  South  La- 
Salle  Street,  Chicago  4,  Illinois,  in  the 
amount  of  $806.00  as  of  December  31. 
1945,  together  with  any  and  all  accruals 
thereto  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  in- 
terest, 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy   country"   as   used   herein  shall 


(Vesting  Order  13265) 
YOSHIO  Watanabe 

In  re:  Bank  account  owned  by  Yoshio 
Watpnabe.     D-39-1491-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  E:<ec- 
utive  Order  91^3,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  inve5tigation.  it  is  hereby  found: 

1.  That  Yoshio  Watanabe.  whose  last 
known  address  is  Miyagi.  Japan,  is  a 
resident  of  Japan  and  a  national  of  a 
designated  enemy  country  (Japan) ; 

2.  That  the  propel  ly  described  as  fol- 
lows: That  certain  debt  or  other  obli- 
gation of  United  States  National  Bank  of 
San  Diego,  202  Broadway.  San  Diego, 
California,  arising  out  of  a  savings  ac- 
count, account  number  14362.  entitled 
Yoshio  Watanabe,  maintained  at  the 
aforesaid  bank,  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  .same. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evi- 
dence of  ownership  or  control  by.  Yoshio 
Watanabe.  the  aforesaid  national  of  a 
designated  enemy  country  (Japan); 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C  on 
May  12,  1949. 

For  the  Attorney  General. 

IsiALl  David  L.  Bazelon, 

Assistant  Attorney  General 
Director.  Office  of  Alien  Property. 

[F.    R.   Doc.   49  4166;    Filed.   May    24,    1M« 
8:57  a.  m.J 
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NUMBER   101 


Washington,  Thursday,  May  26,  7949 


TITLE  3— THE  PRESIDENT 
PROCLAMATION  2841 

Flag  Day,  1949 
by  the  president  of  the  united  states 

or  AMERICA 
A  PROCLAMATION 

WHEREAS  the  American  flag,  which 
has  become  the  symbol  of  our  freedom, 
was  adopted  by  the  Continental  Congress 
on  June  14.  1777;  and 

WHEREAS  It  is  our  custom  to  observe 
June  14  each  year  with  ceremonies  de- 
.«ilgned  not  only  to  commemorate  the 
birth  of  our  flag  but  also  to  rededicate  . 
ourselves  to  the  Ideals  for  which  it 
stands;  and 

WHLREAS  this  beloved  emblem,  which 
flies  above  all  our  people  of  whatever 
creed  or  race,  signalizes  our  respect  for 
human  rights  and  the  protection  such 
rights  are  afforded  under  our  form  of 
government: 

NOW.  THEREFORE.  I.  HARRY  S. 
TRUMAN.  President  of  th«  United  States 
of  America,  do  hereby  ask  that  on  Flag 
Day.  June  14.  1949,  the  people  of  the  Na- 
tion honor  our  colors  by  displaying  them 
at  their  homes  or  other  suitable  places 
and  by  giving  thanks  for  their  privileges 
as  citizens  under  this  flag,  as  well  as  by 
engaging  in  earnest  contemplation  of 
the  obligations  inherent  in  citizenship. 
I  also  direct  the  appropriate  officials  of 
the  Government  to  display  the  flag  of 
the  United  States  on  all  Government 
buildings  on  Flag  Day. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
afidxed. 

DONE  at  the  City  of  Washington  this 
24th  day  of  May  In  the  year  of  our  Lord 

nineteen  hundred  and  forty- 
IsEAL]     nine,  and  of  the  Independence 

of  the  United  States  of  America 
the  one  hundred  and  seventy-third. 


Harry  S.  Truman 

By  the  President: 

James  E.  Webb, 

Acting  Secretary  of  State. 

(P.    R.    Doc.    49-4236;    Filed.    May    24.    1949; 
2:33  p.  m.J 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  11 — Securities  and  Exchange 
Commission 

Part  239 — Forms  Prescribed  Under  the 
Securities  Act  or  1933 

Part  270 — Rules  and  Regulations,  In- 
vestment Co»n»ANY  Act  op  1940 

Editorial  Note:  Section  239.21  has 
been  redesignated  5  239.16a.  Section 
270.4  has  been  redesignated  5  270.0-4. 


TITLE   24— HOUSING   AND 
HOUSING  CREDIT 

Chapter  Vlll — Office  of  Housing 
Expediter 

[Controlled  Housing  Rent  Reg.,'  Amdt.  101] 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Reht  Act  op  1947.  as 
Amended 

contbolled  housing  bent  beculation 

The  Controlled  Housing  Rent  Regula- 
tion (§§825.1  to  825.12)  is  amended  in 
the  following  respect: 

Schedule  A,  Item  247.  is  amended  to 
describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Atoka,  Haskell,  Hughes,  Latimer.  Mcin- 
tosh, and  Pittsburgh  except  the  City  of  McAl- 
ester. 

This  decontrols  from  §§  825.1  to  825.12 
the  City  of  McAlester  in  Pittsburg 
County,  Oklahoma,  a  portion  of  the  Mc- 
Alester, Oklahoma,  Defense-Rental  Area. 

(Sec.  204  (d),  61  Stat.  197.  as  amended, 
62  Stat.  37,  94,  Pub.  Law  31,  81st  Cong.; 
50  U.  8.  C.  App.  1894  (d).    Applies  sec. 
204,  61  Stat.  197,  as  amended.  62  Stat  37 
94.  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C 
App.  1894) 


'  13  F.  R.  6706,  5788,  6877,  5937.  6246  6283 
6411,  6556,  6881,  6910,  7299,  7671,  7801  7862 
8217,  8327.  8386:  14  P.  R.  17.  93.  143.  271  337' 
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tion of  material  appearing  in  the  Federal 
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1949  Edition 

CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on    or   after    January    1,    1949. 

The  following  books 
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Title  3,  1948  Supplement  ($2.75). 
Titles  4-5  ($2.25). 
Title  6  ($3.00). 
Title  7: 

Parts  1-201  ($4.25). 

Parts  2I0-«74  ($2.75). 

Part  900  fo  end  ($3.50). 
Title  8  ($2.75). 
Title  9  ($2.50). 
Titles  10-13  ($2.25). 

Th«»e  books  may  be  obtained  from  fhe 
Superintondonr  of  Documents,  Govern- 
ment Printing  OfBee,  Washington  25,  D.  C, 
at  the  prices  indicated  above. 
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This  amendment  shall  become  effec- 
tive May  23,  1949. 
Issued  this  23d  day  of  May  1949. 

TiGHi  E.  Woods, 
Housing  Expediter. 

(F.    R.    Doo.    49-4209;    Piled,    May   25,    1949; 
8:53  a.  m.l 
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Proposed  rule  making: 
Wool    Products    Labeling    Act; 
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CODIFICATION  GUIDE 

A  numerical  list  of  the  parts  of  the  Code 
of  Federal  Regulations  affected  by  documents 
published  In  this  Issue.  Proposed  rules,  as 
opposed   to   final   actions,   are   Identified   as 

such. 

Title  3  P^«« 

Chapter  I  (Proclamations) : 

2841... 2781 

Title  16 
Chapter  I: 

Part  300  (proposed) 2769 

Title  17 

Chapter  II: 

Part  239 2761 

Part  270 2761 

Title  24 

Chapter  VIII: 
Part  825  (2  documents) 2761,2762 

Title  43 
Chapter  I: 

Part  288 2762 

Title  47 

Chapter  I: 

Part  1  (proposed) 2764 

Part  64  (proposed) 2764 

Title  49 
Chapter  I: 
Part  110 2763 


I  Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments  Rent  Reg..'  Amdt.  961 

Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
IN  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  in  Rooming  Houses  and  Other  Es- 
tablishments (§§825.81  to  825.92)  Is 
amended  In  the  following  respect : 

Schedule  A.  Item  247.  Is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Atoka,  Haskell.  Hughes.  Latimer.  Mcintosh, 
and  Pittsburgh  except  the  City  of  McAlester. 

This  decontrols  from  §5  825  81  to 
825.92  the  City  of  McAlester  In  Pittsburg 
County,  Oklahoma,  a  portion  of  the  Mc- 
Alester, Oklahoma.  Defense-Rental  Area. 

(Sec.  204  (d).  61  Stat.  197,  as  amended, 
by  62  Stat.  37,  94,  Pub.  Law  31,  81st 
Cong.;50U.  S.  C.  App.  1894  (d).  Applies 
sec.  204.  61  Stat.  197.  as  amended.  62  Stat. 
37,  94,  Pub.  Law  31,  81st  Cong.;  50  U.  S.  C. 
App.  1894) 

This  amendment  shall  become  effec- 
tive May  23,  1949. 

Issued  this  23d  day  of  May  1949. 

Tighe  E.  Woods, 
Housing  Expediter. 

|F.   R.   Doc.   49-4208;    Piled,    May    25.    1949; 
8:53  a.  m.| 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

[Circular  ^734] 

Part  288 — General  Trespass 
Regulations 

action  by  regional  field  examiner 

Part  288  is  amended  by  deleting  S  288  9. 

(R.  8.  453,  2478;  43  U.  S.  C.  2,  1201) 

RoscoE  Bell, 
Associate  Director. 

Approved:  May  19,  1949. 

J.  A.  Krug, 

Secretary  of  the  Interior. 

49-4175;    Filed,    May    25.    1949; 
9:01  a.  m.| 
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Thursday,  May  26,  1949 

Tm.E  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

Part  110 — Destruction  of  Records     • 

SUBPART  a — steam   ROADS 

At  a  session  of  the  Interstate  Com- 
merce Commission.  Division  1.  held  at  its 
offlce  In  Washington,  D.  C,  on  the  12th 
day  of  May  A.  D.  1949. 

The  matter  of  "Regulations  to  Govern 
the  Destruction  of  Records  of  Steam 
Railroads,  issue  of  1945,"  being  under 
consideration  by  the  division,  pursuant 
to  authority  of  section  20  (7)  (b)  of  the 
Interstate  Commerce  Act,  as  amended, 
and  certain  modifications  of  those  regu- 
lations, which  are  attached  hereto  and 
made  a  part  hereof,  being  found  neces- 
sary for  administration  of  Part  I  of  the 
act  « 34  Stat.  594,  35  Stat.  648.  54  Stat.  918 
49  U.  8.  C.  20) :  It  is  ordered,  that: 

•  1)  Objections  may  be  filed.  Any  in- 
terested party  may  on  or  before  June  17. 
1949,  file  with  the  Commission  a  written 
statement  of  reasons  w  hy  the  said  modi- 
fications should  not  become  effective  a.-^ 
hereinafter  ordered  and  may  request 
oral  argument  thereon. 

(2)  Effective  date.  Unless  otherwise 
ordered  after  consideration  of  such  ob- 
jections, the  said  modifications  shall  be- 
come effective  June  30.  1949. 

(3)  Notice.  A  copy  of  this  order  and 
the  attached  modifications  shall  be 
served  upon  every  steam  railroad  sub- 
ject to  the  act,  and  upon  every  trustee, 
receiver,  executor,  administrator,  or  as- 
signee of  any  such  steam  railroad,  and 
notice  of  this  order  shall  be  given  to  the 
general  public  by  depositing  a  copy 
thereof  In  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C, 
and  by  filing  it  with  the  Director  of  the 
Division  of  the  Federal  Register. 

By  the  Commission,  Division  1. 

rsiALj  w.  P.  Bartel, 

Secretari/. 

Cancel  ?  110  1  Authority  to  destroy 
certain  records,  and  paragraphs  (a»  and 
(b)  of  1 110.2  Preservation  of  other 
records,  In  the  place  of  those  sections, 
substituting  the  following  provLsions: 

§  110.1  General  authority  to  destroy 
records.  Steam  railroads  subject  to  Part 
I  of  the  Interstate  Commerce  Act  may 
destroy  accounts,  records,  or  memo- 
randa named  or  described  In  the  regu- 
lations In  this  part,  if  their  permanent 
retention  is  not  specifically  required, 
after  preservation  for  the  respective  pe- 
riods of  time  prescribed  and  upon  com- 
pliance with  requirements  of  the  regu- 
lations In  this  part.  All  provisions  of 
the  regulations  in  this  part  are  subject, 
however,  to  the  following  restrictions: 

(a)  Authority  contained  in  the  regu- 
lations in  this  part  shall  not  exempt  a 
carrier  from  any  statutory  requirements 
other  than  the  provisions  of  section  20 
»7)  (b)  of  the  Interstate  Commerce  Act. 
as  amended,  relating  to  the  destruction 
of  carriers'  accounts,  records,  and  memo- 
randa. 

<b)  Authority  contained  In  the  regu- 
lations in  this  part  shall  not  be  con- 
strued as  permitting  the  destruction  of 
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original  accounts,  records,  or  memoranda 
while  their  subject  matter  is  in  litigation. 
and  carriers  destroying  accounts,  rec- 
ords, or  memoranda  pursuant  to  the 
provisions  of  the  regulations  In  this 
part  Shall  not  advance  such  destruction 
as  a  defense  in  any  action  at  law  or  in 
equity. 

§  110.1-1  Special  permission  to  de- 
stroy records.  The  destruction  of  all 
accounts,  records,  and  memoranda  of 
steam  railroads,  except  as  specifically 
provided  in  the  regulations  in  this  part, 
is  prohibited  under  penalties  contained 
in  section  20  •?)  (b)  of  the  Interstate 
Commerce  Act,  as  amended.  However, 
a  steam  railroad  proposing  to  destroy 
accounts,  record.-;,  or  memoranda  not 
hereinafter  named  or  described,  or  pro- 
posing to  photograph  and  destroy  ac- 
counts, records,  or  memoranda  specifi- 
cally restricted  by  or  excluded  from  the 
provisions  of  5  110.2,  may  apply  to  the 
Commission  for  .<;pecial  authority  to  ac- 
complish either  .<;uch  purpose.  Such  ap- 
plications shall  state  a  full  and  detailed 
description  of  the  accounts,  record."?,  or 
memoranda  In  question,  clearly  explain- 
ing their  character,  their  use,  and  their 
purpose,  and  such  special  authority  will 
not  be  granted  except  on  a  showing  that 
the  regulations  Impose  an  unreasonable 
burden. 

§  110.2  Preservation  by  photography. 
Accounts,  records,  and  momoranda 
named  or  described  in  §  110.12.  which 
have  been  photographed  for  preserva- 
tion by  any  standard  process  meeting  the 
requirements  of  §  110.2-2,  may  be  de- 
stroyed after  due  certification  of  such 
disposition,  subject  to  the  exceptions  and 
restrictions  imposed  by  §  110.2-1. 

S  110.2-1  Photographic  copies,  (a) 
Photographic  copies  shall  be  preserved 
until  the  clo.se  of  the  period  prescribed  in 
S  110.12  for  the  retention  of  the  account, 
record,  or  memorandum  so  photographed 
and  the  photographic  copies  shall  not  be 
destroyed  without  the  same  certification 
required  for  the  originals  thereof. 

(b)  This  permission  to  destroy  shall 
in  no  case  apply  to  accounts,  records,  and 
memoranda  which  are  required  to  be  re- 
tained permanently  by  the  following 
items  under  5  110.12: 

Description 

Minute  book  erf  directors',  executive 
committees',  stockholders',  and  other 
meetings. 

Capital  stock  recorda. 

Bond  records. 

Ledgers. 

General  Journals. 

General  and  auxUlary  cash  booka. 

Journal   entries. 

Deeds  and  other  title  papers  and 
franchises. 

Contracts  and  agreements. 

Copies  of  applications  to  and  authori- 
ties from  regulatory  bodies  for  the 
Issuance  of  stocks,  bonds,  and  other 
securities. 

Road  and  equipment  records. 

Special  authorities  for  expenditures. 

Reports  to  I.  C.  C.  and  other  regulating 
bodies. 

Annual  reports  or  statements  to  stock- 
holders, file  copies  of. 

Engineering  reccx'ds. 

Correspondence.  (This  exclusion  shall 
apply  only  to  correspondence  which 
relates  to  szcluded  accounts  and 
records.) 


Item 
1 


3 

4 

7 

9 

10 

11 

13 

14 
16 


57 

58 

210 

211 

aeo 

257 
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(c)  All  accounts,  records,  and  memo- 
randa Included  in  the  following  Items 
of  fi  110.12.  other  than  those  required  by 
paragraph  (b)  of  this  section  to  be  re- 
tained permanently,  or  those  which  may 
be  destroyed  at  the  carrier's  option,  shall 
be  retained  in  their  original  form  not 
less  than  two  years,  or  not  less  than  the 
period  prescribed  in  §  110.12  where  such 
prescribed  period  is  shorter  than  two 
years : 

Item  Description 

2    Code  and  clphw  books,  file  copies 

of. 
Corporate   elections. 
Records   of  securities  owned. 
Records  of  auxiliary  (outside)   op- 
erations. 
Tax  records.      « 
Miscellaneous     records     pertaining 

to  agents'  accounts. 
Records  of  freight  revenue. 
Interline    freight    settlements. 
Records  of  passenger  revenue. 
Records  of  sundry  passenger-train 

revenue. 
Records  of  switching  revenue. 
Records  of  demurrage  and  storage 

revenue. 
Records  of  revenue  from  operations 

other  than  transportation. 
Distribution  of  labor  expenditures. 
Pay-roll  records. 

Labor   records.   If   they   pertain   to 
transportation  employees  as  de- 
fined In  the  Hours  of  Service  Act. 
Distribution    of    expenditures    for 

material. 
Vouchers. 
Bills  collectible. 
Road   and  equipment  records. 
Claim  <5glsters. 
Claim  pa^rs. 
Diversion  of  freight. 
Material  ledgers. 
Purchases  and  sales. 
Inspection  records,  if  they  pertain 

to  locomotives. 
Records  and  reports  of  equipment 

numbers  changed. 
Records  and  reports  of  equipment 

In   and   out  of  service. 
Car  movements. 
Car  distribution. 
Dispatchers'  records. 
Records  and  reports  pertaining  to 

embargoes,  etc. 
Records  of  hours  of  service. 
Conductors"  train  and  car  reports. 
Agencies,    yards,    and    accounting 

bureaus. 
Reports  to  I.  C.  C.  and  other  regu- 
lating bodies.  If  they  pertain  to 
locomotive  boilers. 
Monthly  or  other  periodical  state- 
ments of  general  balance  sheet, 
etc. 

Monthly  or  other  periodical  state- 
ments of  revenues  and  expenses, 
etc. 

Joint    associations,    bureaus,    and 

similar  agencies. 
Signal  department  records. 
Duplicate    accounts,    records,    and 

memoranda. 
Land.  Industrial,  and  immigration 

department  records. 
Data  relating  to  the  destruction  of 

records. 
Correspondence.    If    pertaining    to 

accounts  or  records  required  to 

be  retained  two  years  In  original 

form. 
Store    door    pick-up    and    delivery 

records. 


6 

8 

12 

15 
20 

30 
31 
33 
36 

37 
38 

39 

60 
61 
63 


84 

55 

56 

57 

70 

71 

92 

110 

111 

.136 

140 

142 

160 
161 
163 
164 

169 

173 

180-1881 

193-206 

210 


212 

313 

230-234) 
238-239, 
244 
251 

254 

256 

257 


258 


S  110.2-2  Photographic  processes. 
(a)  Photographic  processes  used  for 
preservation  of  accounts,  records,  or 
memoranda  must  produce  copies  with- 
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out  significant  loss  of  clarity,  and  the 
material  to  be  photographed  shall  be 
sorted  in  an  orderly  manner  and  shall  be 
adequately  indexed.  Photographic  cop- 
ies shall  be  no  less  readily  accessible  than 
the  original  account,  record,  or  memo- 
randum as  normally  filed  or  preserved 
would  be,  and  suitable  means  or  facilities 
shall  be  available  to  locate,  identify,  read, 
or  reproduce  such  photographic  copies. 
Upon  request  by  the  Commission's  repre- 
sentatives, carriers  shall  furnish  prints. 
enlarged  to  original  size,  of  any  accounts. 
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records,  or  memoranda  which  have  been 
photographed  for  preservation. 

(b)  Any  significant  characteristic, 
feature,  or  other  attribute  of  the  original 
record  or  document,  which  photography 
In  black  and  white  will  not  preserve, 
shall  be  clearly  indicated  before  the 
photograph  is  made.  The  reverse  side 
of  printed  forms  need  not  be  copied  If 
nothing  has  been  added  to  the  printed 
matter  common  to  all  such  forms,  but  an 
identified  specimen  of  such  form  shall 
be  on  the  film  for  reference. 


(c)  Film  used  for  preservation  of  pho- 
tographic copies  shall  be  of  permanent- 
record  type  meeting  in  all  respects  the 
minimum  specifications  of  the  National 
Bureau  of  Standards,  and  all  processes 
.recommended  by  the  manufacturer  of 
such  film  shall  be  observed  to  pro- 
tect It  from  deterioration  or  accidental 
destruction. 

(Sec.  20.  24  Stat.  386,  as  amended;  49 
U.  S.  C.  20 » 

IP.   R.   Doc.   49-4181:    Filed.   May   26.    1949; 
9:01  a  m.| 


PROPOSED  RULE  MAKING 


FEDERAL  COMMUNICATIONS 
COMMISSION 

I  47   CFR,   Part   1  1 

(Docket  No.  9320) 

Practice  and  Procedure 

notice  or  proposed  rule  making 

In  the  matter  of  ameridment  of  Part  0 
of  the  Commission's  statement  of  dele- 
gations of  authority  and  Part  1  of  the 
Commission's  rules  and  regulations; 
Docket  No.  9320. 

1.  Notice  is  hereby  given  of  proposed 
rule  making  in  the  above-entitled  mat- 
ter. 

2.  The  Commission  proposes  to  amend 
section  0.143  of  the  Commission's  state- 
ment of  delegations  of   authority   and 

cr  §  1.327  of  its  rules,  as  set  forth  below. 

The  amended  rules  would  permit  exist- 
ing licenses  or  permittees  of  broadcast 
stations  to  locate,  maintain,  or  use 
studios  or  apparatus  for  the  production 
of  programs  to  be  transmitted  or  deliv- 
ered to  foreign  radio  stations,  without 
making  formal  application  therefor,  ip 
those  cases  where  such  programs  will 
be  or  have  been  broadcast  by  the  licen- 
see or  permittee.  Authority  to  pass 
upon  the  informal  applications  which 
would  be  permitted,  is  delegated  to  the 
Secretary  upon  the  approval  of  the  Bu- 
reau of  Law. 

3.  Section  325  (b)  of  fhe  Communica- 
tions Act  provides  that  "No  person  shall 
be  permitted  to  locate,  use,  or  maintain 
a  radio  broadcast  studio  or  other  place 
or   apparatus   from   which  or  whereby 
sound  waves  are  converted  into   elec- 
trical energy,  or  mechanical  or  physical 
reproduction  of  sound  waves  produced, 
and  caused  to  be  transmitted  or  deliv- 
ered to  a  radio  station  in  a  foreign  coun- 
try for  the  purpose  of  being  broadcast 
from  any  radio  station  there  having  a 
power  output  of  sufficient  Intensity  and' 
or  being  so  located  geographically  that 
its  emissions  may  be  received  consist- 
ently In  the  United  States,  without  first 
obtaining  a  permit  from  the  Commission 
upon  proper  application  therefor."    Sec- 
tion 325  (c)  provides  that  "Such  appli- 
cation shall  contain  such  Informtition 
as  the  Commission  may  by  regulation 
pre.scribe.  and  the  granting  or  refusal 
thereof  shall  be  subject  to  the  require- 


ments of  section  309  hereof  with  respect 
to  applications  for  station  licenses  or  re- 
newal or  modification  thereof."  Ob- 
viously, if  a  licensee  or  permittee  has 
been  found  qualified  to  broadcast  pro- 
grams in  this  country,  he  would  be  quali- 
fied to  originate  the  same  program  for 
transmission  to  a  foreign  country  to  be 
broadcast  there.  Accordingly,  It  is 
deemed  unnecessary  to  require  him  to 
file  a  formal  application  for  this  pur- 
pose, and  authority  may  be  requested  by 
an  Informal  application. 

4.  Applications  for  the  purpose  of 
originating  programs  for  transmission 
to  a  foreign  country  for  broadcast,  will 
be  required  on  Form  308  as  heretofore, 
by  permittees  or  licensees  who  do  not 
broadcast  such  programs  in  this  coun- 
try, or  by  those  who  are  other  than  per- 
mittees or  licensees. 

5.  Since  an  alien  may  not  be  licensed, 
applications  whether  on  Form  308.  or 
informal,  filed  by  aliens  for  authority  to 
originate  programs  In  this  country  for 
transmission  to  a  foreign  coimtry  to  be 
broadcast  there,  will  not  be  entertained. 

6.  Section  0.143  would  be  amended  to 
add  a  new  paragraph  reading  as  follows: 

(J)  Informal  applications  by  licensees 
or  permittees  of  broadcast  stations  for 
authority  to  locate,  use  or  maintain  a 
radio  broadcast  studio  or  place  or  ap- 
paratus for  the  production  of  programs 
to  be  transmitted  to  foreign  radio  sta- 
tions, where  the  program  has  been,  is  be- 
ing, or  will  be  broadcast  in  the  United 
States  by  said  licensee  or  permittee. 

7.  Section  1.327  would  be  amended  to 
add  the  following  proviso:  'Provided. 
That  licensees  or  permittees  of  broadcast 
stations  need  not  file  application  on  FCC 
Form  308  in  those  cases  where  the  pro- 
gram to  be  transmitted  or  delivered  to  a 
foreign  radio  station  has  been,  is  being,  or 
will  be  broadcast  in  the  United  States  by 
said  licensee  or  permittee,  but  may  make 
informal  application  for  the  authority 
sought." 

8.  The  proposed  rule  Is  Issued  under 
the  authority  contained  In  sections  4  (i), 
303  (b)  and  303  (r)  of  the  Communica- 
tions Act  of  1934.  as  amended. 

9.  Any  interested  person  who  is  of  the 
opinion  that  the  proposed  amendments 
should  not  be  adopted,  or  should  not  be 
adopted  in  the  form  set  forth,  may  file 
with  the  Commission  on  or  before  June 


30.  1949.  a  written  statement  or  brief 
setting  forth  his  comments.  Persons  de- 
siring to  support  the  amendments  may 
also  file  comments  by  the  same  date.  The 
Commission  will  consider  all  comments, 
briefs,  and  arguments  presented  before 
taking  final  action  with  respect  to  the 
proposed  rules. 

10.  Fifteen  copies  of  each  brief  or  writ- 
ten statement  should  be  filed  as  required 
by  S  1  764  of  the  Commission's  rules  and 
regulations. 

Adopted:  May  18.  1949. 

Relea.sed:  May  19.  1949. 


[seal] 


Federal  Cobcmunications 

Commission. 
William  P.  Massing. 

Acting  Secretary. 


[F.   R.    Doc.    49-4197;    Piled.    May    25.    1949; 
9:24  a.  m.] 


[47   CFR,   Part  641 

I  Docket  No.  9276) 

Domestic  Telegraph  Speed  or  Service 
Studies 

supplemental    notice    of    proposed    RUIE 

making 

In  the  matter  of  proposed  amendment 
of  Subpart  B  of  Part  64  of  the  Commis- 
sion's rules  and  regulations  governing 
domestic  telegraph  .speed  of  service 
studies:  Docket  No.  9276. 

1.  On  March  30.  1949.  the  Commission 
adopted  a  notice  of  proposed  rule  mak- 
ing in  the  above-entitled  matter.  Para- 
graph 4  of  that  notice  provided  that  in- 
terested persons  may  file  statements  or 
btiefs  with  respect  to  the  changes  pro- 
posed on  or  before  May  2.  1949. 

2.  By  letter  dated  April  25.  1949.  the 
American  Communications  As.sociation. 
C.  I.  O.,  filed  a  request  for  extension  of 
time  within  which  to  file  statements  or 
briefs  in  this  matter  until  June  1. 1949. 

3.  It  is  believed  that  the  requested  ex- 
tension of  time  within  which  to  file 
statements  or  briefs  in  connection  with 
this  matter  Is  reasonable.  Therefore, 
the  request  of  the  American  Communi- 
cations Association  is  granted,  and  the 
time  within  which  any  interested  person 
may   file  statements   or  briefs   In  the 


Thursday,  May  26,  1949 

above-entitled    matter    Is    extended    to 
June  1.  1949. 

Adopted:  May  18.  1949. 

Relea.«;ed:  May  19.  1949. 

Federal  CoMMUifiCATiONS 
Commission, 
[seal]        William  P.  Massing, 

Acting  Secretary. 

I  p.    R.    Doc.   49-4196:    Piled.    May    25.    1949; 

8:51  a.  m.\ 

FEDERAL  TRADE  COMMISSION 

I  16  CFR,  Part  300  1 

|Pllel5«| 

Regulations  Under  Wool  Products 
Labelling  Act 

notice  or  PROPOSED  rule  making 

At  a  regular  session  of  the  Federal 
Trade  Commission  held  at  iVj  office  in 
the  city  of  Washington.  D.  C.  on  the 
23d  day  of  May  A.  D.  1949. 

Pursuant  to  the  provisions  of  section  4 
of  the  Administrative  Procedure  Act,  no- 
tice is  hereby  given  to  all  Interested  per- 
sons that  the  Federal  Trade  Commission, 
on  the  28th  day  of  June  1949.  at  its  of- 
fices in  the  Federal  Trade  Commission 
Building.  Washington,  D.  C,  will  give 
consideration  to  the  matter  of  amending 
Rule  4  (16  CFR  300.4)  of  the  rules  and 
regulations  promulgated  under  the  Wool 
Products  Labeling  Act  of  1939.  Inter- 
ested persons  may  participate  by  sub- 
mitting to  the  Commission  at  any  time 
before  such  date,  in  writing  and  in  dupli- 
cate, their  views,  arguments  or  other  data 
pertinent  to  the  proposed  amendment 
under  consideration. 

Such  action  is  taken  pursuant  to  au- 
thority provided  in  section  6  (a)  of  the 
Wool  Products  Labeling  Act  of  1939  «54 
Stat.  1131;  15  U.  S.  C.  sec.  68d). 

The  proposal  to  be  considered  is  the 
amendment  and  revision  of  Rule  4  (16 
CFR  300.4)  so  that  a  manufacturer  of 
a  wool  product  or  a  person  subject  to 
section  3  of  the  act  with  respect  to  such 
wool  product  may,  upon  proper  appli- 
cation to  the  Federal  Trade  Commission, 
be  assigned  a  registered  Identification 
number  or  numbers  by  which  he  under- 
takes to  be  bound  In  respect  to  any 
stamp,  tag,  label  or  mark  of  identifica- 
tion affixed  to  a  wool  product  which  sets 
forth  his  respective  number;  and  pro- 
viding that  where  such  registered  identi- 
fication number  appears  the  same  may 
be  used  with  fully  as  binding  effect  as 
and  for  the  name  required  under  section 
4  (a)  2  (C)  of  the  act  (54  Stat.  1129;  15 
U.  S.  C.  sec.  68b) ;  and  providing  further 
for  forms  to  be  used  in  making  appli- 
cation for  registered  identification  num- 
bers; and  further  providing  that  when 
a  registered  Identification  number  is 
used  It  shall  be  immediately  preceded 
by  the  symbol  "WPL";  and  further  pro- 
viding for  the  continued  use  of  manu- 
facturers' registered  identification  num- 
bers heretofore  assigned  by  the  Com- 
mission under  Rule  4,  subject,  however, 
to  the  provisions  of  Rule  4  as  amended. 
Tentative  draft  of  proposed  Rule  4 
(16  CFR  300.4)  Is  set  out  below: 

§  300.4  fa)     Use  of  a  registered  iden- 
tification number  as  and  for  an  identify- 
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ing  name.  A  registered  identification 
number  assigned  by  the  Federal  Trade 
Commission  in  accordance  with  the  pro- 
vfsions  of  paragraph  (b)  of  this  section 
may  be  used  upon  the  stamp,  tag.  label  or 
other  mark  of  identification  required  un- 
der the  act  to  be  affixed  to  a  wool  prod- 
uct, as  and  for  the  name  of  the  person 
to  whom  such  number  has  Ijeen  assigned 

(b)  Application  for  registered  iden- 
tification number.  Any  manufacturer  of 
a  wool  product  or  person  subject  to  sec- 
tion 3  of  the  act  with  respect  to  suclt 
wool  product,  residing  in  the  United 
States,  may  make  application  to  the  Fed- 
eral Trade  Commission  for  a  registered 
Identification  number,  or  such  numbers 
as  the  Commi.s.'^ion  may  deem  appro- 
priate, for  use  by  the  applicant  on  the 
required  stamp,  tag,  label  or  other  mark 
of  identification  under  the  act,  as  and 
for  his  name  with  fully  as  binding  effect. 
Such  application  shall  be  in  writing,  duly 
executed  under  oath  or  affirmation,  and 
shall  be  submitted  in  duplicate  and  in 
appropriate  form  for  applicant's  tjiie  of 
business  organization  as  provided  In 
paragraph  (e)  of  this  section. 

(c)  Registered  identification  number 
to  be  preceded  by  "WPL."  When  used 
on  a  stamp,  tag.  label,  or  other  mark  of 
identification  required  by  the  Wool  Prod- 
ucts Labeling  Act.  a  registered  identifica- 
tion number  shall  be  immediately  pre- 
ceded by  "WPL"  and  no  other  prefix  or 
designation. 

(d)  Manufacturers'  registered  identi- 
fication numbers  heretofore  assigned  to 
remain  in  effect.  Manufacturers'  regis- 
tered identification  ntunbers  heretofore 
assigned  under  the  provisions  of  original 
Rule  4  (16  CFR  300.4)  which  have  not 
been  withdrawn  and  cancelled  shall  re- 
main In  effect  and  be  subject  in  all  re- 
spects to  the  provisions  of  Rule  4  as 
amended  as  well  as  to  other  requirements 
of  the  Commission  and  of  the  rules  and 
regulations  under  the  act. 

(e)  Form  of  application  for  registered 
identification  numbers.  (Form  to  be 
used  by  all  applicants.) 

To  the  Federal  Trade  Commission. 
Washington  25.  D.  C. 

The  undersigned 

(Pull  legal  name  of 
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The  "undersigned  Is  engaged  In  the 

of  the  following  wool 

(Type  of  operation) 
productB  

(List  products) 

(Execution  to  be  used  by  Individuals,  part- 
nerships and  unincorporated  associa- 
tions) 

Dated,  signed  and  executed  this 

day  of ,  19 

at 

(City )  ( State  or  Territory ) 

(Signature  of  proprietor  or  partner) 

(Name  under  which  business 
is  conducted) 

(If    firm    is    a    partnership    llat    partners 
below : ) 


Statz  of  

County  of ,  ss: 

On  this day  of 19 . 

before    me    personally    appeared    the    said 

(Name  of  proprietor  or  partner  signing) 
to  me  known  to  be  the  person  described  In 
and  who  executed  the  foregoing  instrument, 
and  acknowledged  the  execution  of  the  same 
for  the  uses  and  purposes  therein  stated. 


Notary    Public     in    and    for    County    of 
,  State  of 


My  commission  expires   . 

(Impression  of  notarial  seal  required  here.) 
(Kxecution  to  be  used  by  corporations) 
In  witness  whereof  the 

(Full  legal  name  of  corporation^ 
the  undersigned  applicant  herein,  a  corpora- 
tion charted  and  doing  business  under  the 

laws  of  the  State  of .  having 

principal  office  and  place  of  business  as  stated 

aforesaid,  has  this day  of , 

19 .  caused  this  application  to  be  exe- 
cuted and  its  name  and  corporate  seal  to  be 
hereto  aiBxed. 


By 


(Full  legal  name  of 
corporation ) 

(Signature  and  title  of 
executive  officer) 


(Impression    of    corporate    seal    required 
here.) 

Attest: 


applicant )       (Form  of  business  organization ) 
residing   In   the   United   States   and   having 

principal  office  and  place  of  business  at 

(Street 

and  number)  (City)  (State  or  Territory) 
being  engaged  In  the  manufactiire  of  a  wool 
product  as  such  term  is  defined  in  section  2 
(e)  of  the  Wool  Products  Labeling  Act  of 
1939,  or  subject  to  section  3  of  the  act  with 
respect  to  such  wool  product  (1.  e..  one  manu- 
facturing for  introduction  or  introducing 
into  commerce,  or  soiling,  transporting,  de- 
livering for  shipment,  or  offering  for  sale  In 
commerce  such  wool  product)  hereby  makes 
application  to  the  Federal  Trade  Commis- 
sion for  the  assignment  of  a  registered  iden- 
tification number  for  use  on  Its  stamp,  tag, 
label,  or  other  mark  of  Identification  required 
under  the  ret. 

The  undersigned  understands  and  hereby 
agrees  that  when  used  on  its  stamp,  tag,  la- 
bel, or  other  mark  of  identification  required 
by  the  act  such  reglsteretl  identification 
number  as  may  be  assigned  it  by  the  Federal 
Trade  Commission  shall  be  construed  as 
Identifying  and  binding  the  applicant  as 
fully  and  In  all  respects  as  though  its  name 
appeared  thereon. 


(Secretary) 

State  of  

County  of ,  sa: 

On  this day  of ,  19. 

heiore  me  personally  appeared 

(Name  of  executive  officer  signing) 
(Title  of  executive  officer) 


of 


(Name  of  corporation) 
to  me  pfersonally  known,  and  acknowledged 
the  execution  of  the  foregoing  Instrument 
on  behalf  of  said  corporation  for  the  uses 
and  purposes  therein  stated. 


Notary    Public     In    and    for    County    of 
--,  State  of 


My  commission  expires  . 

(Impression  of  notarial  seal  required  here.) 

By  direction  of  the  Commission. 

tSEAL]  D.  C.  Daniel, 

Secretary. 

[F.   R.   D<)c     49-4210;    Piled,   May   25,    1849; 
8:59  a.  m.J 
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NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 

[Transfer  Order  38 1 

ORDER  TRANSFERRING  FROM  DEPARTMENT  OF 
THE  ARMY  TO  DEPARTMENT  OF  THE  AIR 
FORCE  MOTION  PICTTTRE  SERVICE  FXTNC- 
TIONS 

Pursuant  to  the  authority  vested  in 
me  by  the  National  Security  Act  of  1947 
(act  of  July  26.  1947;  Pub.  Law  253. 
80th  Cong. )  and  In  order  to  effect  certain 
tran.sfer.s  authorized  or  directed  therein, 
it  is  hereby  ordered  as  follows . 

1.  There  are  hereby  transferred  to 
and  vested  in  the  Secretary  of  the  Air 
Force  and  the  Department  of  the  Air 
Force  all  functions,  powers  and  duties 
relating  to  motion  picture  service  activi- 
ties, insofar  as  they  may  pertain  to  the 
Department  of  the  Air  Force  or  the 
United  States  Air  Force  or  their  prop- 
erty and  personnel,  which  are  vested  in 
the  Secretary  of  the  Army  or  the  Depart- 
ment of  the  Army  or  any  officer  of  that 
Department. 

2.  All  nonappropriated  funds  pertain- 
ing to  motion  picture  service  activities 
shall  be  the  Joint  funds  of  the  Depart- 
ment of  the  Army  and  the  Department 
of  the  Air  Force.  The  Secretary  of  the 
Army  and  the  Secretary  of  the  Air  Force 
are  authorized  Jointly  to  determine  from 
time  to  time  the  respective  interests  of 
the  two  Departments  in  such  funds  and 
to  make  such  division  thereof  as  they 
may  mutually  agree  upon. 

3.  The  Secretary  of  the  Army  and  the 
Secretary  of  the  Air  Force  are  authorized 
Jointly  to  operate  motion  picture  service 
activities  and  to  administer  the  non- 
appropriated funds  pertaining  thereto 
In  accordance  with  such  regulations  as 
they  may  Jointly  issue. 

4.  It  Is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and 
the  United  States  Air  Force. 

5.  The  Secretary  of  the  Army,  the 
Secretary  of  the  Air  Force  or  their  rep- 
resentatives are  hereby  authorized  to 
issue  such  orders  as  may  be  necessary 
to  effectuate  the  purpases  of  this  order. 
In  this  respect,  the  transfer  of  such 
related  personnel,  property,  records,  in- 
stallations, agencies,  activities,  and  proj- 
ects as  the  Secretaries  of  the  Army  and 
the  Air  Force  shall  from  time  to  time 
Jointly  determine  to  be  necessary,  Is 
authorized. 

6.  TWs  order  shall  be  effective  as  of 
12:00  noon.  May  14.  1949. 

Louis  Johnson, 
Secretary  of  Defense. 

May  14,  1949. 

(F.    R    Doc.    494183;    Filed.    May    25,    1949. 
8:48  a.  m.l 
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NOTICES 

FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket   No.    9317) 
Eastland  County  Broadcasting  Co. 
order   designating  application  for 

HEARING  ON   STATED  ISSUES 

In  re  application  of  Dan  Childress,  et 
al.  d/b  as  Eastland  County  Broadcast- 
ing Company.  Eastland.  Texas.  Docket 
No.  9317.  File  No.  BP-5688:  for  construc- 
tion permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  its  offices  in 
Washington.  D.  C,  on  the  16th  day  of 
May  1949; 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
for  a  permit  to  construct  a  new  standard 
broadcast  station  at  Eastland,  Texas,  to 
operate  on  730  kilocycles,  250  watts 
power,  daytime  only; 

It  is  ordered.  That,  pursuant  to  section 
309  <a)  of  the  Communications  Act  of 
1934,  as  amended,  the  said  application 
is  designated  for  hearing  at  a  time  and 
place  to  be  designated  by  subsequent  or- 
der of  the  Commission,  upon  the  follow- 
ing Issues: 

1.  To  determine  the  legal,  technical, 
financial,  and  other  qualifications  of  the 
applicant  partnership  and  the  partners 
to  construct  and  operate  the  proposed 
station. 

2.  To  determine  the  areas  and  popula- 
tions which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station  and  the  charac- 
ter of  other  broadcast  service  available 
to  those  areas  and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  proposed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  Interference  with 
any  existing  broadcast  stations  and,  if 
so,  the  nature  and  extent  thereof,  the 
areas  and  populations  affected  thereby, 
and  the  availability  of  other  broadcast 
service  to  such  arests  and  populations. 

5.  To  determine  whether  the  opera- 
tion of  the  proposed  station  would  in- 
volve objectionable  Interference  with  the 
services  proposed  In  any  pending  appli- 
cations for  broadcast  facilities  and,  if  so, 
the  nature  ahd  extent  thereof,  the  areas 
and  populations  affected  thereby,  and 
the  availability  of  other  broadcast  serv- 
ice to  such  areas  and  populations. 

6.  To  determine  whether  the  instal- 
lation and  operation  of  the  proposed  sta- 
tion would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

7.  To  determine  whether  the  operation 
of  the  proposed  station  would  be  in  com- 
pliance with  the  provisions  of  the  North 
American  Re^onal  Broadcasting  Agree- 
ment, and  particularly  with  reference  to 
the  :  ipnal  intensity  to  be  delivered  at  the 
Mcxicr.a  border. 


8.  To  determine  the  overlap.  If  any, 
that  will  exist  between  the  service  areas 
of  the  proposed  station  and  of  station 
KSTA  at  Coleman.  Texas,  the  nature 
and  extent  thereof,  and  whether  such 
overlap,  if  any.  is  in  contravention  of 
5  3.35  of  the  Commission's  rules. 

Federal  Communications 
Commission, 
[seal!         William  P.  Massing. 

Acting  Secretary. 

IP    R    Doc.   49-4198;    Filed.   May   25.    1949; 
8:51  a.  m.] 


(Docket  No.  88361 

Harbenito    Broadcasting    Co.    «KGBS> 

ORDER   amending  ISSUE 

In  re  application  of  Harbenito  Broad- 
casting Company  'KOBSt.  Harllngen, 
Texas,  Docket  No.  8836,  File  No.  BP-6350; 
for  construction  permit. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  offices  In 
Washington,  D.  C,  on  the  16th  day  of 
May  1949: 

The  Commission  having  under  con- 
sideration <1)  a  petition,  filed  October  1. 
1948  by  Harbenito  Broadcasting  Com- 
pany,   for    reconsideration    and    grant 
without  hearing  of  Its  above-entitled  ap- 
plication to  change  the  broadcast  facili- 
ties   of    Station    KGBS    at    Harllngen. 
Texas,  from  1240  kc.  250  w.  power.  U  to 
850  kc.  5  kw.  power  U.  and  to  change 
transmitter  location.  Install  new  trans- 
mitter and  directional  antenna  for  day 
and  night  use:  (2)  opposition  to  the  pe- 
tition   filed    October    11.    by    National 
Broadcasting  Company,  licensee  of  Sta- 
tion KOA.  Denver:  and  (3)  a  reply  to  the 
opposition,  filed  by  KGBS  on  October  27 
It  appearing,  that  on  March  11.  1948 
the  aforestated  KGBS  application  was 
designated    for    hearing    to    determine, 
among  other  things,  whether  the  opera- 
tion of  KGBS  as  proposed  would  cau.se 
interference   to   Station   KOA.   Denver. 
Colorado,  or  to  the  services  proposed  in 
KOA's  pending  application  to  Increase 
antenna  height  (File  No.  BP-4685.  Docket 
No.  9267);  that  National  Broadcasting 
Company,  licensee  of  Station  KOA.  was 
made  a  party  to  the  proceeding:  and  that 
the  hearing,  scheduled  to  be  held  on  May 
16.  1949.  has  been  continued  Indefinitely 
pending  Commission  action  on  the  afore- 
said petition:  and 

It  further  appearing,  that  on  July  lb. 
and  October  1.  1948.  the  Harbenito 
Broadcasting  Company  application  was 
amended  to  show  a  revised  directional 
antenna  array  purporting  to  reduce  the 
radiation  toward  the  secondary  service 
area  of  Station  KOA:  and 

It  further  appearing,  that,  upon  re- 
consideration of  the  amended  KGBS 
application  In  the  light  of  the  petition, 
opposition  thereto  and  reply  to  the  op- 
position, the  Commission  is  unable  to 
determine  whether  the  radiation  sup- 
pression proposed  by  the  amended  KGBS 
application  could  be  achieved  or  mam- 
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tained,  or  whether  the  proposed  trans- 
mitter site  Is  suitable  for  the  operation 
proposed : 

It  is  ordered.  That  the  Harbenito 
Broadcasting  Company  petition  for  re- 
consideration and  grant  of  its  al)ove- 
entitled  application  without  hearing  is 
denied. 

It  is  further  ordered.  That  the  Com- 
mission's order  of  March  11.  1948.  desig- 
nating the  Harbenito  Broadcasting  Com- 
pany's application  for  hearing.  Is 
amended,  by  changing  Lssue  No.  6 
thereof  to  read  as  follows: 

8.  To  determine  whether  the  installa- 
tion and  operation  of  Station  KGBS  as 
proposed  would  be  in  compliance  with 
the  Commission's  rules  and  Standards 
of  Good  Engineering  Practice  Concern- 
ing Standard  Broadcast  Stations,  with 
particular  reference  to  the  ratio  of  pop- 
ulation between  the  interference-free 
and  normally  protected  contours  to  the 
population  which  will  receive  satisfac- 
tory service;  whether  the  radiation  sup- 
pression proposed  by  KGBS  can  be 
achieved  or  maintained;  and  whether 
the  proposed  transmitter  site  is  suitable 
for  the  operation  propo.^ed. 

It  is  further  ordered.  That  the  hearing 
on  the  above-entitled  application,  which 
was  continued  indefinitely  pending  ac- 
tion by  the  Commission  on  the  afore.sald 
petition,  will  be  held  in  Washington.  D.  C. 
on  the  6th  day  of  July  1949. 

Federal  Communications 
Commission, 
[seal]        William  P.  Massing. 

Acting  Secretary. 

(P.    R.    Doc.   40-4199;    Filed,    May    26,    1949; 
8:52   a.   ml 


Class  B  Fl/l  Broadcast  Stations 

ORDER  amending  REVISED  TENTATIVE 

allocation  plan 

In  the  matter  of  amendment  of  Re- 
vised Tentative  Allocation  Plan  for  Class 
B  FM  Broadcast  Stations. 

At  a  session  of  the  Federal  Communi- 
cations Commis.slon  held  at  its  offices  In 
Washington.  D.  C,  on  the  13th  day  of 
May  1949; 

The  Commission  having  under  con- 
sideration an  amendment  of  its  Revised 
Tentative  Allocation  Plan  for  Class  B 
FM  Broadcast  Stations,  to  the  extent 
that  Channel  268  will  be  allocated  to 
Storm  Lake.  Iowa,  for  the  purpose  of 
making  possible  the  grant  of  an  appli- 
cation now  pending  for  that  city;  and 

It  appearing,  that  there  Is  now  pend- 
ing before  the  Commission  an  applica- 
tion for  a  Class  B  FM  station  at  Storm 
Lake.  Iowa,  by  the  Cornbelt  Broadcast- 
ing Company  (File  No.  BPH-1527) ;  that 
there  are  no  other  applications  pending 
for  Class  B  FM  facilities  at  Storm  Lake, 
Iowa;  that  no  Class  B  FM  channel  has 
been  allocated  to  Storm  Lake,  Iowa ;  that 
Channel  268,  which  Is  presently  unal- 
located In  this  area,  could  be  allocated 
to  Storm  Lake.  Iowa;  that  the  operation 
of  a  station  and  Channel  268  at  Storm 
Lake.  Iowa,  would  not  cause  interference 
to  any  station,  existing,  proposed  or  con- 
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templated  by  present  allocations;  that 
in  addition  to  Channel  268  there  is  at 
least  one  other  channel  which  Is  pres- 
ently unallocated  In  this  area  and  which 
could  be  allocated  to  Storm  Lake.  Iowa; 
that  the  adoption  of  the  proposed 
amendment  will  Increase  the  number  of 
channels  allocated  to  Storm.  Lake,  Iowa, 
will  not  reduce  the  numt)€r  of  channels 
allocated  to  any  other  city,  and  will  not 
require  a  change  in  the  channel  assign- 
ment of  any  existing  FM  authorization; 
and  that  no  exi.<:ting  requirements  of  the 
Commission  will  be  affected  by  said 
amendment;  and 

It  further  appearing,  that  the  nature 
of  the  proposed  amendment  is  such  as 
to  render  unnecessary  the  public  notice 
and  procedure  set  forth  in  section  4  ^a) 
of  the  Administrative  Procedure  Act; 
and  that  for  the  same  reasons  this  order 
may  be  made  effective  immediately  in 
lieu  of  the  requirements  of  section  4  (c) 
of  said  act;  ana 

It  further  appearing,  that  authority 
for  the  adoption  of  said  amendment  is 
contained  in  sections  303  (c>.  (d).  (f), 
and  (r)  and  307  (b)  of  the  Communica- 
tions Act  of  1934,  as  amended: 

It  is  ordered.  That,  effective  immedi- 
ately, the  Revised  Tentative  Allocation 
Plan  for  Class  B  FM  Broadcast  Stations 
Is  amended  so  that  the  allocation  of 
Channel  No.  268  to  Storm  Lake,  Iowa,  is 
Included  therein. 

Released:  May  18,  1949. 

Federal  Communications 
Commission, 
rsKAL]         T.  J.  Slowie, 

Secretary. 

[F.    R.    Doc.    49-4200;    FUed,    May   25,    1949; 
8:52  a.  m.] 


(Docket  No6.  7500,  7501] 

Antilles  Broadcasting  System.  Inc.,  and 
Radio  Americas  Corp. 

memorandum  opinion  and  order 

In  re  applications  of  Antilles  Broad- 
casting System.  Inc..  Rio  Pledras,  Puerto 
Rico,  Docket  No.  7500.  File  No.  BP-4589: 
Radio  Americas  Corporation,  San  Juan'. 
Puerto  Rico.  Docket  No.  7501.  File  No. 
BP-4295:  for  construction  permits. 

1.  The  Commission  has  before  it  a 
number  of  pleadings  in  this  proceeding. 
A  brief  description  of  the  proceedings 
thus  far  is  necessary  for  an  understand- 
ing of  the  matters  now  before  us  for 
consideration.  The  record  in  the  con- 
solidated hearing  on  the  above-entitled 
applications  was  closed  on  December  20, 
1946.  The  proposed  findings  of  fact  and 
conclusions  filed  by  Radio  Americas 
Corporation  raised  a  question  concern- 
ing the  legal  qualifications  of  Dr.  Ray- 
mond Fournier  Marquez,  the  owner  of 
48 '"r  of  the  stock  of  Antilles  Broadcast- 
ing System,  Inc.  Dr.  Fournier  was  an 
Honorary  Consul  General  for  Costa  Rica 
■  to  Puerto  Rico,  which  was  claimed  to 
be  In  violation  of  section  310  (a^  <4)  of 
the  Communications  Act  of  1934,  as 
amended.  A  petition  requesting  author- 
ity to  file  a  brief  in  support  of  the  posi- 
tion of  Antilles  on  whether  an  Hon- 
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orary  Consul  General  is  a  representative 
of  a  foreign  government  within  the 
meaning  of  this  section  was  granted, 
and  the  brief  was  accepted  by  an  order 
dated  February  28,  1947.  A  petition  by 
Radio  Americas  for  review  of  this  action 
was  denied  March  20,  1947. 

2.  On  October  20,  1947.  Antilles  Broad- 
casting System,  Inc..  filed  a  petition  for 
immediate  consideration  of  this  proceed- 
ing by  the  Commission,  and  alleged  that 
Dr.  Fournier  was  In  poor  health;  that  he 
desired  to  reduce  his  stock  Interest  to 
50 ^r  or  less  in  the  applicant:  and  that 
Antilles  consented  to  a  grant  condi- 
tioned upon  Dr.  Fournier  disposing  of 
capital  stock  in  the  applicant  In  excess 
of  20%.  It  was  further  stated  that  dis- 
cussions had  been  had  with  a  Mr.  Her- 
man Stubbe  and  that  Mr.  Stubbe  was 
ready,  willing  and  able  to  buy  part  or 
all  of  Dr.  Fournier's  stock.  Attached  to 
this  petition  was  the  sworn  statement  of 
Mr.  Herman  Stubbe,  expressing  his  will- 
ingness to  purchase  the  stock  of  Dr. 
Fournier;  a  copy  of  Mr.  Stubbe's  balance 
sheet;  a  statement  of  his  earnings;  and 
a  statement  of  his  legal  qualifications. 
On  October  22,  1947,  Radio  Americas 
filed  a  motion  to  strike  the  petition, 
charging  that  such  jjetition  was  an  at- 
tempt to  change  the  nature  of  the  appli- 
cation and  remove  objections  to  the  ap- 
plicant, and  that  Radio  Americas  was 
entitled  to  have  a  decision  upon  the 
record  made  at  the  formal  hearing  in 
this  proceeding. 

3.  The  Commission  was  advised  by 
letter  dated  April  7.  1948.  from  an  at- 
torney for  Antilles  Broadcasting  Sy.stem, 
Inc.,  that  Dr.  Raymond  Fournier  died 
April  3,  1948.  On  July  7,  1948,  Radio 
Americas  filed  a  petition  for  Immediate 
consideration  and  grant  of  its  applica-  ' 
tion  and,  in  support  thereof,  alleged  that 
Antilles  was  legally  di.squalifled  by  rea- 
son of  the  relationship  between  Dr.  Four- 
nier, a  large  stockholder,  director  and 
treasurer  of  the  applicant,  and  the  Gov- 
ernment of  Costa  Rica  and  that  as  a  re- 
sult of  Dr.  Fournier's  death,  the  CommLs- 
sion  could  not  consider  any  amendment 
by  way  of  substituting  n  new  party  for 
Dr.  Fournier  since  it  would  not  be  con- 
ducive to  the  orderly  administration  of 
the  Commis-sion's  bu.siness.  The  petition 
pointed  out  t^at  §  1.365  of  the  rules  pro- 
vides that  amendments  to  applications 
after  their  designation  for  hearing  will 
be  allowed  only  at  the  discretion  of  the 
Commi-ssion  and  alleging  that,  as  a  mat- 
ter of  Commi.'^sion  policy,  amendments 
will  not  be  permitted  after  a  hearing. 

4.  On  August  5.  1948.  Herbert  S.  Ward, 
attorney  for  Antilles  Broadcasting  Sys- 
tem. Inc..  filed  a  petition  for  leave  to 
consummate  the  transfer  of  Dr.  Four- 
nier's stock.  In  support  of  this  petition, 
it  Is  alleged  that  on  July  1.  1947.  Dr. 
Fournier  executed  a  power  of  attorney, 
authorizing  Mr.  Ward  to  sell  his  stock 
and  that  on  July  24,  1947,  in  Dr.  Four- 
nier's name,  Mr.  Ward  granted  unto  Mr. 
Valldejuly,  a  48^f  stockholder  in  Antilles, 
an  option  to  purchase  this  stock  and  as- 
sume the  responsibilities  connected 
therewith.  No  mention  was  made  of 
this  power  of  attorney  or  option  in  the 
petition  for  immediate  consideration, 
filed  October  20, 1947.  almost  four  months 
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after  the  date  of  the  power  of  ftttorr\ey. 
indicating  that  Dr.  Pournler  would  dis- 
pose of  all  stock  in  excess  of  20%  pre- 
sumably to  Herman  Stubbe.     On  July 
24     1948     approximately    four    months 
after  the  death  of  Dr.  Pournier.  the  pe- 
tition states.  Mr.  Valldejuly  exercised  his 
right  under  the  option  and  purchased 
this  stock,  and  thereby  became  the  owner 
of  95%  of  the  outstanding  capital  stock 
of    Antilles   Broadcasting    System.   Inc 
The  record  shows  that  Dr.  Fournier  held 
96  shares.    Mr.  Valldejuly  allegedly  pur- 
chased 94  of  these  shares.    No  showing 
of  the  disposition  of  the  two  remaining 
shares  was  made.    It  ^^s  alleged  by  Mi 
Ward  that  he  was  advised  that  Antil  es 
Broadcasting  System.  Inc..  had  been  dis- 
solved by  operation  of  law  by  reason  o 
Its  failure  to  file  certain  reports,  but  that 
the  action  the  officers  or  directors  of  said 
applicant  intend  to  take   or  the  nature 
of  the  dissolution  is  unknown  to  him. 
and  that   full   information   concerning 
their  intentions  would  be  furnished  to 
the   Commission   when   ascertained   by 
him     No  additional  information  has  as 
yet  been  furnished  to  the  Commission 
on  this  matter.  „   j.      .        . 

5  On  August  13.  1948.  Radio  Ameri- 
cas Corporation  filed  its  motion  to  dis- 
miss the  application  of  Antilles  Broad- 
casting System  for  the  reason  that  the 
foregoing  petition  shows  the  dissolution 
of  that  applicant  by  operation  of  law. 
rendering  its  application  a  nullity. 

6  The  record  in  this  proceeding  and 
the  above  petitions  and  motions  do  not 
contain  sufficient  Information  upon 
which  the  Commission  can  determine 
which  if  any.  of  the  petitions  or  motions 
should  be  granted.    Therefore,  a  further 

g     hearing  must  be  held.    The  rulings  upon 
*     such  petitions  and  motions  are  reserved 
until  completion  of  the  further  hearing 
In  this  proceeding  upon  the  issues  here- 
inafter set  forth. 

7    At  the  time  of  the  hearinp  in  this 
proceeding,  the  Commission's  Monitor- 
ing Station  was  temporarily  located  at 
Hate  Rey.  Puerto  Rico.    Since  the  close 
-  of  the  record,   the  Monitoring   Station 
has  moved  to  its  permanent  location  at 
Pt  Maldenado.  a  distance  of  about  eight 
miles    from    the    proposed    transmitter 
sites      The  frequency  involved  in  this 
proceeding  Is  790  kilocycle^    It  appears 
that    Radio    Station    YV5RB     Caracas. 
Venezuela,  is  operating  on  790  kilocycles 
with  4  72  kw.  power  according  to  the  For- 
eign Broadcast  Branch  of  the  Central  In- 
telliscnce  Agency,  and  with  2  kw.  power 
according  to  notification  in  the  Berne 
list      Caracas.  Venezuela,  is  about   550 
miles  di.stant  from  the  proposed  opera- 
tions    This  geographic  separation  may 
give  rise  to  serious  interference  if  either 
of  the  applicants  is  permitted  to  operate 
on  the  same  frequency  with  YV5RB.  es- 
pecially if  that  station  is  authorized  to 
Increase  its  power  to  10  kw.  which  may 
be  done  within  the  next  year  according 
to  Information  available  to  the  Commis- 
sion.   In  addition,  the  Commission  has 
received  the  Dominican  Republic  Change 
List  3f  3.  dated  December  8.  1948.  where- 
in  notification   1"^   given  under  NARBA 
of  a  Class  III-3.  500  watt  assignment  on 

L 


790  kc.  to  HIL  at  Ciudad.  Trujillo.  which 
is  approximately  250  miles  distant  from 
the  proposed  operations.  The  record 
contains  no  information  of  the  interfer- 
ence problems  which  would  result  from 
the  operations  proposed  with  the  Vene- 
zuela or  Dominican  Republic  operations. 
It  is  therefore,  necessary  that  a  further 
hearing  be  held  to  determine  the  avail- 
ability of  the  frequency  790  kc.  for  as- 
signment  in   either   San  Juan   or   Rio 

Piedras.  ^  .    ^.  , 

8  Since  the  close  of  the  recor^  in  this 
oroceeding  a  location  has  been  selected 
7or  the  Naval  Communications  Station 
at  Sabana.  Seca.  Puerto  Rico.  The  rec- 
ord therefore,  does  not  contain  any  In- 
formation on  the  signal  which  would  be 
imposed  upon  the  Naval  Communications 
Station. 

9.  Accordingly,  it  is  ordered.  That  the 
record  In  the  above-entitled  proceeding 
Is  reopened  for«further  hearing  on  July 
7.  1949.  at  Washington,  D.  C.  upon  the 
following  issues: 

(1)  To  determine  whether  the  opera- 
tions of  the  station  proposed  would  In- 
volve objectionable  interference  with 
Station  YV5RB.  Caracas.  Venezuela,  and 
the  nature  and  extent  of  such  interfer- 
ence, and  to  determine  whether  such  In- 
terference. If  any.  Is  in  violation  of  the 
provisions  of  any  International  treaty  to 
which  the  United  States  Is  a  party,  with 
particular  reference  to  the  Atlantic  City 
Convention. 

(2)  To  determine  whether  the  opera- 
tions proposed  would  Involve  objection- 
able interference  with  Station  HIL. 
Ciudad.  Trujillo.  Dominican  Republic,  or 
any  other  existing  foreign  broadcast  sta- 
tion, as  defined  in  the  North  American 
Regional  Broadcasting  Agreement,  and 
the  nature  and  extent  of  such  interfer- 
ence. 

(3)  To  determine  the  signal  intensity 
the  operations  proposed  would  impose  on 
the  Commission's  Monitoring  Station  in 
Puerto  Rico. 

(4)  To  determine  the  signal  Intensity 
the  operations  proposed  would  Impose  on 
the  proposed  Naval  Communications 
Station  at  Sabana  Seca.  Puerto  Rico. 

<5)  To  determine  whether  the  Instal- 
lation and  operation  of  the  stations  pro- 
posed would  be  In  compliance  with  the 
Commission's  rules  and  Standards  of 
Good  Engineering  Practice  concerning 
standard  broadcast  stations. 

(6)  To  determine  the  legal  qualifica- 
tions of  Antilles  Broadcasting  System. 
Inc..  with  particular  reference  to  the  is- 
sues raised  In  the  above-described  peti- 
tions and  motions. 

<7)  To  determine  on  the  basis  of  the 
record  heretofore  compiled  and  the  rec- 
ord made  In  the  further  hearing  which, 
if  either,  of  the  applications  should  be 
granted. 


IDocket  No«.  9318,  93181 
RADIO   STATION   WISE,    INC.    (WISE>     AND 

CORBiN  Times-Tribune    (WCTT) 


ORDER    designating    APPLICATION    FOR    CON- 
SOLIDATED  HEARING    ON    STATED    ISSUES 


Adopted:  May  16.  1949. 
Released:  May  19.  1949. 


Federal  Communications 
Commission, 
[seal]        William  P.  Massing. 

Acting  Secretary. 

IF    R     Doc.   49-4201:    Filed.   May   25.    1949 
8;52a.m.l 


In  re  applications  of  Radio  Station 
WISE  Incorporated  (WISE*.  A.shevllle. 
North'carollna.  Docket  No.  9319.  File  No. 
BP-7132;  the  Corbin  Times-Tribune 
(WCTTt*.  Corbin.  Kentucky.  Docket  No. 
9318.  File  No.  BP-7037;  for  construction 
permits.  ,  _  . 

At  a  session  of  the  Federal  Communi- 
cations Commission,  held  at  Its  offices 
in  Washington.  D.  C.  on  the  16th  day  of 

May  1949; 

The  Commission  having  under  con- 
sideration   the    above-entitled   applica- 
tions of  Radio  Station  WISE.  Incorpo- 
rated (WISE)  for  a  construction  permit 
to  change  the  facilities  of  Station  WISE. 
Ashevllle.    North    Carolina,    from    fre- 
quency 1230  kilocycles.  250  watts  power, 
unlimited  time  to  frequency  680  kilo- 
cycles, with  1  kilowatt  power  nights  10 
kilowatts  power  days. •employing  different 
directional  antenna  patterns  for  day  and 
night  use   and   of   the   Corbin   Times- 
Tribune    (WCTT)     for    a    construction 
permit  to  change  the  facilities  of  Station 
WCTT.    Corbin.    Kentucky,    from    fre- 
quency 1400  kilocycles.  250  watts  power, 
unlimited  time  to  frequency  680  kilo- 
cycles. 1  kilowatt  power,  unlimited  time 
with  directional  antenna  for  night  use 

only;  ,, 

It  is  ordered.  That,  pursuant  to  section 
309  (a)  of  the  Communications  Act  of 
1934.  as  amended,  the  said  applications 
are  designated  for  hearing  In  a  consoli- 
dated proceeding,  at  a  time  and  place  to 
be  designated  by  subsequent  order  of 
the    Commission,    upon    the    following 

Issues : 

1.  To  determine  the  technical,  finan- 
cial, and  other  qualifications  of  the 
applicant  corporations,  their  officers, 
directors  and  stockholders  to  construct 
and  operate  Stations  WISE  and  WCTT 
as  proposed. 

2.  To  determine  the  areas  and  popu- 
lations which  may  be  expected  to  gain 
or  lose  primary  service  from  the  opera- 
tion of  Stations  WISE  and  WCTT  as 
proposed,  and  the  character  of  other 
broadcast  service  available  to  those  areas 
and  populations. 

3.  To  determine  the  type  and  charac- 
ter of  program  service  propo.sed  to  be 
rendered  and  whether  it  would  meet  the 
requirements  of  the  populations  and 
areas  proposed  to  be  served. 

4  To  determine  whether  the  opera- 
tion of  Stations  WISE  and  WCTT  as 
proposed  would  Involve  objectionable  In- 
terference with  Stations  WCYB,  Bristol. 
Virginia ;  WMPS.  Memphis.  Tennes.see.  or 
with  any  other  existing  United  States 
broadcast  stations  and.  if  so.  the  nature 
and  extent  thereof,  the  areas  and  popu- 
lations affected  thereby,  and  the  avail- 
ability of  other  broadcast  service  to  such 
areas  and  populations. 

5  To  determine  whether  the  operation 
of  Stations  WISE  and  WCTT  as  pro- 
posed would  involve  objectionable  Inter- 
ference as  defined  in  the  North  American 
Regional  Broadcasting  Agreement  with 
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Canadian  Station  CHLO,  St.  Thomas. 
Ontario,  or  any  other  foreign  broadcast 
.stations  and,  If  so.  the  nature  and  ex- 
tent thereof. 

6.  To  determine  whether  the  opera- 
tion of  Stations  WISE  and  WCTT  as 
proposed  would  involve  objectionable  in- 
terference each  with  the  other  or  with 
the  services  proposed  in  any  other  pend- 
ing applications  for  broadcast  facilities 
and.  if  so.  the  nature  and  extent  thereof, 
the  areas  and  populations  affected 
thereby,  and  the  availability  of  other 
broadcast  service  to  such  areas  and 
populations. 

7.  To  determine  whether  the  Installa- 
tion and  operation  of  Stations  WISE  and 
WCTT  as  proposed  would  be  In  compli- 
ance yith  the  Commission's  rules  and 
Standards  of  Good  Engineering  Prac- 
tice concerning  standard  broadcast 
stations. 

8.  To  determine  on  a  comparative 
ba.sis  which.  If  either,  of  the  applications 
In  this  consolidated  proceeding  should  be 
granted. 

It  is  further  ordered.  That.  Appala- 
chian Broadcasting  Corporation,  licensee 
of  Station  WCYB,  Bristol,  Virginia,  and 
WMPS.  Incorporated,  licensee  of  Sta- 
tion WMPS.  Memphis.  Tennessee,  are 
made  parties  to  this  proceeding. 

Federal  Communications 
Commission, 
[seal]        William  P.  Massing, 

Acting  Secretary. 

(P    R     Doc.   49-4202;    Filed,   May   2S.    1949; 
8:52  a.  m.J 


WNAP 

public  notice  concerning  proposed 
assignment  of  permit  ' 

The  Commission  hereby  gives  notice 
that  on  May  6.  1949.  there  was  filed  with 
It  an  application  (BAP-Ul)  for  its  con- 
sent under  section  319  (b)  of  the  Com- 
munications Act  to  the  proposed  assign- 
ment of  permit  for  Station  WNAF,  Prov- 
idence. Rhode  Island,  from  Community 
Broadcasting  Service  Co..  to  Narragan- 
sett  Bay  Broadcasting  Company.  The 
proposal  to  assign  the  permit  arises  out 
of  a  contract  of  March  23, 1949,  pursuant 
to  which  the  assets  of  Station  WNAF 
will  be  transferred  to  the  a.ssignce  for  a 
cash  consideration  of  $25,000  plus  any 
amounts  advanced  to  the  seller  by  the 
assignee  in  order  to  permit  the  .station's 
operation  to  continue  during  the  pend- 
ency of  the  application  for  the  Commis- 
sion's consent.  Further  information  as 
to  the  arrangements  may  be  found  with 
the  application  and  associated  papers 
which  are  on  file  at  the  offices  of  the 
Commission  In  Washington.  D.  C. 

Pursuant  to  S  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  May  6.  1949.  that  starting  on 
May  10.  1949.  notice  of  the  filing  of  the 
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application  would  be  Inserted  In  the 
Providence  Journal,  a  newspaper  of  gen- 
eral circulation  at  Providence.  Rhode  Is- 
land. In  conformity  with  the  above 
section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  May  10,  1949,  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  alx)ve  described  contract. 

(Sec.  310  (b\  48  Stat.  1086;  47  U.  S.  O. 
310  (b)) 

Federal  Communications 
Commission, 
[seal]        William  P.  Massing. 

Acting  Secretary. 

(F.   R.   Doc.   49-4203;    Piled.   May   25.    1949; 
8:52  a.  m.] 


'Section   1.321,  Part   1,  Rules  of  Practice 
and  Procedure. 

No.  101 2 


Saint  Louis  County  Broadcasting  Co. 

public  notice  concerning  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  May  10, 1949,  there  was  filed  with 
It  an  application.  (BTC-764)  for  Its  con- 
sent under  sections  310  (b)  and  319  (b) 
of  the  Communications  Act  to  the  pro- 
posed transfer  of  control  of  Saint  Louis 
County  Broadcasting  Company  (KXLW 
and  KXLW-FM)  from  Guy  Runnion  and 
Gladys  A.  Runnion  to  Lee  J.  Sloan,  Silas 
E.  Sloan  and  T.  Virgil  Sloan.  The  pro- 
posal to  transfer  control  arises  out  of 
agreements  of  April  7  and  16.  1949.  pur- 
suant to  which  Guy  Runnion  and  Gladys 
A.  Runnion  will  sell  16.600  shares  of 
common  and  2.700  shares  of  preferred 
stock  of  Saint  Louis  County  Broadcast- 
ing Company  under  the  following  terms 
and  conditions:  (1)  Tlie  purchasers  have 
paid  the  sellers  $1,500;  (2>  upon  the 
written  consent  of  the  Federal  Com- 
munications Commission  to  the  transfer 
of  control,  the  sellers  shall  pay  the  pur- 
chasers $23,500  and  receive  the  16.600 
shares  of  common  stock  and  the  2,700 
shares  of  preferred  stock;  (3)  the  pur- 
chasers have  loaned  the  St.  Louis  County 
Broadcasting  Company  $25,732.75  and 
the  company  is  obligated  to  pay  this 
loan  during  a  three  years'  period.  The 
loan  bears  e'^'r  interest  and  Is  secured 
by  a  corporate  chattel  mortgage  and  a 
promissory  note.  Further  Information 
as  to  the  arrangements  may  be  found 
with  the  application  and  associated 
papers  which  are  on  file  at  the  offices  of 
the  Commission  in  Washington,  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  May  10,  1949,  that  starting 
on  May  11,  1949,  notice  of  the  filing  of 
the  application  would  be  Inserted  in  the 
St.  Louis  Star-Times  a  newspaper  of 
general  circulation  at  St.  Louis,  Missouri, 
In  conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
cut  In  said  section,  no  action  will  be  had 
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upon  the  application  for  a  period  of  601 
days  from  May  11,  1949,  withm  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon 
the  same  terms  and  conditions  as  set 
forth  in  the  above  described  contract. 

(Sec.  310  (b\  48  Stat.  1086;  47  U.  S.  C. 
310  (b)) 

Federal  Communications 
Commission, 
rsEALl        William  P.  Massing, 

Acting  Secretary. 

[P.    R.    Doc.   49-4204:    Filed,    May   25.    1949; 
8:52  a.  m.] 


KCRT 

PUBLIC    notice    concerning    PROPOSED 
ASSIGNMENT  OF   LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  May  9.  1949,  there  was  filed  with 
it  an  application  <BAL-871)  for  Its  con- 
sent under  section  310  (b>  of  the  Com- 
munications Act  to  the  propo.sed  assign- 
ment of  license  of  station  KCRT,  Trini- 
dad. Colorado,  from  H.  L.  Corley,  d/b  as 
Corley  Radio  and  Sound  Service  to  Earn- 
est M.  Cooper  and  Rembert  A.  Coyle,  d/b 
as  Mel-Bent  Broadcast  Company.  The 
proposal  to  assign  the  license  arises  out 
of  a  contract  of  April  13.  1949,  pursuant 
to  which  H.  L.  Corley.  d  b  as  Corley 
Radio  &  Sound  Service,  agrees  to  sell  and 
Earnest  M.  Cooper  and  Rembert  O. 
Coyle.  d/lj  as  Mel-Bent  Broadcasting 
Company,  agrees  to  buy  all  of  the  seller's 
right,  title  and  Interest  In  and  to  radio 
station  KCRT.  being  and  situate  In  the 
City  of  Trinidad.  Colorado,  together  with 
all  of  its  rights  In  land,  improvements 
thereon,  equipment,  and  appurtenances 
for  a  total  consideration  of  $15,000.OO'. 
which  the  former  and  the  latter  also  ofTer 
for  sale.  Further  information  as  to  the 
arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are  on  file  at  the  offices  of  the  Commis- 
sion in  Washington,^D.  C. 

Pursuant  to  S  1.321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by  ap- 
plicant on  May  9,  1949,  that  starting  on 
May  5,  1949,  notice  of  the  filing  of  the 
application  would  be  inserted  in  The 
Morning  Light,  a  newspaper  of  general 
circulation  at  Trinidad,  Colorado  in 
conformity  with  the  above  section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  May  5.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
In  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086;  47  U.  8.  C. 
310  <b;) 

Federal  Communications 
Commission. 
rsE.AL]        William  P.  Massing. 

Acting  Secretary. 

IF.    R.    Doc.    49-4205;    Filed,    May    25.    1949: 
8:52  a.  m.] 
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KRAI 


ptJBLIC   NOTICI    CONCERNING    PROPOSKD 
ASSIGNMENT  OF   LICENSE  ' 

The  Commission  hereby  gives  notice 
that  on  May  4.  1949.  there  was  filed  with 
It  an  application  (BALr-870>  for  its  con- 
sent under  section  310  <b)  of  the  Com- 
munications Act  to  the  proposed  assign- 
ment of  license  of  Station  KRAI,  Craig. 
Colorado,    from    Newel    S.    Cahoon    to 
Northwestern     Colorado     Broadcasting 
Company  <BAL-870>.    The  proposal  to 
assign  the  license  arises  out  of  a  contract 
of  May  1,  1949.  pursuant  to  which  Newl 
S.  Cahoon   agreed  to  transfer   all   real 
estate,  leases  and  equipment  of  Station 
KRAI  and  simultaneously  assign  the  li- 
cense of  said  station  to  Northwestern 
Colorado  Broadcasting  Company.    The 
agreement  provides  that  In  return  for 
the  transfer  of  the  radio  station,  real  es- 
tate leases  and  equipment  to  the  North- 
western   Colorado    Broadcasting    Com- 
pany, the  licensee.  Newl  S.  Cahoon.  will 
receive  16.000  shares  of  the  capital  stock 
of  said  Norttwrefttern  Colorado  Broad- 
casting Company  of  the  par  value  of 
$1.00  per  share.     Newel  S.  Cahoon  will 
retain  8,000  shares  of  this  stock  and  the 
second  8  000  shares  will  be  issued  directly 
to  Howard  S.  Johnson  in  satisfaction  of 
the  licensee's  account,  payable  to  him.  In 
connection  with  work  done  for  the  sta- 
tion.    There  will  be  a  total   of   32.000 
shares    outstanding    of     which     16.000 
shares  will  be  held  by  the  present  stock- 
holders of  Northwestern  Colorado  Broad- 
casting Company  for  which  they  have 
contributed  cash.    Further  Information 
as  to  the  arrangements  may  be  found 
with    the    application    and    associated 
papers  which  are  on  file  at  the  offices  of 
the  Commission  In  Washington.  D.  C. 

Pursuant  to  5  1  321  which  sets  out  the 
procedure  to  be  followed  in  such  cases 
Including  the  requirement  for  public 
notice  concerning  the  filing  of  the  appli- 
cation, the  Commission  was  advised  by 
applicant  on  May  4.  1949.  that  starting 
on  May  4.  1949.  notice  of  the  filing  of 
the  application  would  be  inserted  in  the 
Craig  Empire  Courier  and  the  Rocky 
Mbuntain  News,  newspapers  of  general 
circulation  at  Craig.  Colorado.  In  con- 
formity with  the  above  .section. 

In  accordance  with  the  procedure  set 
out  in  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  May  4. 1949.  within  which  time 
other  persons  desiring  to  apply  for  the 
facilities  involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
In  the  above  described  contract. 
(Sec.  310  (b).  48  Stat.  1086;  47  U.  S.  C. 
310  «b»  ) 

Federal  Communications 
Commission. 
[sEALl        William  P.  Massing. 

Acting  Secretary. 

(F.    R.   Doc.    49^4206;    Filed,    May    25.    1949; 
8:53   a.  m.) 


NOTICES 

Radio  Grecnxvillx.  Inc. 

pttblic  motici  concerning  the  proposed 
transfer  of  control  ' 

The  Commission  hereby  gives  notice 
that  on  May  12. 1949.  there  was  filed  with 
It  an  appllcaUon  (BTC-766)  for  Its  con- 
sent under  section  310  (b)  of  the  Com- 
munications Act  to  the  proposed  transfer 
of  control  of  Radio  Greeneville.  Inc..  li- 
censee of  WGRV.  Greeneville.  Tennessee, 
from  Robert  W.  RounsavUle  to  Paul  O. 
Metcalf.    The  proposal  to  transfer  con- 
trol arises  out  of  a  contract  of  Febru- 
ary 28.  1949,  pursuant  to  which  Hounsa- 
ville  agrees  to  sell  and  Metcalf  agrees  to 
buy  60  shares  t50%)  of  the  voting  stock 
of  WGRV.  Greeneville.  Tennessee,   for 
$25,000  cash.    Further  information  as  to 
the  arrangements  may  be  found  with  the 
application  and  associated  papers  which 
are- on  file  at  the  offices  of  the  Commis- 
sion in  Washington.  D.  C. 

Pursuant  to  §  1.321  which  sets  out  the 
procedure  to  be  followed  In  such  casts 
Including  the  requirement  for  public  no- 
tice concerning  the  filing  of  the  applica- 
tion, the  Commission  was  advised  by 
applicant  on  May  12.  1949,  that  starting 
on  May  17.  1949.  notice  of  the  filing  of 
the  application  would  be  Inserted  In  a 
newspaper  of  general  circulation  at 
Greeneville.  Tennessee.  In  conformity 
with  the  above  section. 

In  accordance  with  the  procedure  set 
out  In  said  section,  no  action  will  be  had 
upon  the  application  for  a  period  of  60 
days  from  May  17.  1949.  within  which 
time  other  persons  desiring  to  apply  for 
the  facilities  Involved  may  do  so  upon  the 
same  terms  and  conditions  as  set  forth 
in  the  above  described  contract. 

(Sec.  310  (b).  48  Stat.  1086:  47  U.  S.  C. 
310  (b)) 

Federal  Commtwications 
Commission. 

[SEALl  WiLUAM  P.  MASSING. 

Acting  Secretary. 


The  Commission  finds :  Due  and  proper 
notice  of  the  application  has  been  served 
on  Manufacturers. 

The  Commission  orders: 

(A)  Pursuant  to  authority  contained 
In  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  the  Natural  Gas  Act.  as  amended, 
and  the  Commission's  rules  of  practice 
and  procedure,  a  public  hearing  In  the 
above-entitled  proceeding  to  be  held  on 
the  8th  day  of  June  1949.  at  10  00  a.  m. 
(e.  d.  s.  t).  In  the  Hearing  Room  of  the 
Federal  Power  Comml.sslon.  1800  Penn- 
sylvania Avenue  NW..  Washington. 
D.  C.  concerning  the  matters  presented 
and  the  Issues  Involved  In  the  application 
in  this  proceeding. 

(B»  Interested  State  commi.sslon.s 
may  participate  as  provided  in  rules  8 
and  7  (f)  (18  CFR  18  and  137  (f))  of 
said  rules  of  practice  and  procedure. 

E>ate  of  ls.suance:  May  20.  1949. 

By  the  Commission. 

LsoN  M.  FuquAY, 
Secretary. 

[P.   R.   Doc.   49-4179;    Piled,    May   25.    1949; 
9:00  a.  m.) 


[F.    R.    Doc.    49-4207:    Piled.    May    25.    1949; 
8:53  a.  ml 


'Section    1.321,  Part   1.  RvUes  of  Practice 
and  Procedure. 


FEDERAL  POWER   COMMISSION 

(Docket  No.  0-11911 
Hacerstown  Gas  Co. 
•  order  fixing  date  of  hearing 

May  19.  1949. 

On  April  6,  1949.  Hagerstown  Gas 
Company  (Applicant)  filed  an  applica- 
tion with  the  Federal  Power  Commission 
for  an  order  directing  The  Manufac- 
turers Light  and  Heat  Company  "Manu- 
facturers*, a  subsidiary  of  The  Columbia 
Gas  System.  Inc..  to  establish  a  physical 
connection  of  Its  natural-gas  transmis- 
sion facilities  with  the  distribution  mains 
of  Applicant  for  the  purpose  of  supply- 
ing, transmitting  and  delivering  natural 
gas  to  Applicant. 

The  facilities  are  more  particularly  de- 
scribed in  the  application  on  file  with  the 
Commission  and  open  to  public  Inspec- 
tion. On  April  11,  1949.  a  copy  of  the 
application  was  mailed  by  the  Commis- 
sion to  Manufacturer*. 


(Docket  No.  0-1083] 
City  of  Indianapolis  et  al. 

ORDER   fixing   DATE   FOR   FURTHER    HEARING 

In  the  matter  of  city  of  Indianapolis 
by  and  through  Us  Board  of  Directors 
for  Utilities  of  Its  Department  of  Public 
Utilities,  a  municipal  corporation  of  the 
State  of  Indiana.  Successor  Trustee  of  a 
Public  Charitable  Trust.  Doing  Busines.s  . 
as  Citizens  Gas  L  Coke  Utility;  Docket 
No.  G-1083. 

On  July  14.  1948,  the  city  of  Indian- 
apolis by  and  through  Its  Board  of  Di- 
rectors for  Utilities  of  its  Department  of 
Public  Utilities,  a  municipal  corporation 
of  the  State  of  Indiana.  Successor  Trus- 
tee of  a  Public  Charitable  Trust  doing 
business  as  Citizens  Gas  k  Coke  Utility 
(City)  filed  with  the  Federal  Power  Com- 
mission an  application  under  section  7 
(a>  of  the  Natural  Gas  Act  for  an  order 
of    the   Commission    requesting    among 
other  things  that  either  Panhandle  East- 
ern Pipe  Line  Company  or  Texas  Eastern 
Transmission  Corporation  be  directed  to 
permit  City  to  e.stabli.sh  physical  con- 
nection with  Its  transportation  facilities. 
A  public  hearing  was  held  on  said  ap- 
plication which  commenced  on  March  7. 
1949.  and  reces.sed  on  March  9.  1949.  to 
reconvene  at  a  time  and  place  to  be  fixed 
by  Commission  order. 

On  March  28.  1949.  City  filed  an 
amendment  to  its  section  7  (a)  applica- 
tion of  July  14.  1948.  requesting  a  cer- 
tificate of  public  convenience  and  neces- 
sity pursuant  to  subsections  (c>  and  (e> 
of  section  7  of  the  Natural  Gas  Act.  as 
amended,  authorizing  the  construction 
and  operation  of  a  Jiatural  gas  tran.smis- 
sion  pipe  line  all  as  more  fully  described 
in  said  amendment  on  file  with  the  Com- 
ml.sslon  and  open  to  public  Inspection, 
public  notice  thereof  having  been  given. 
Including  publication  in  the  Federal 
Recister  on  April  13.  1949  (14  F.  R. 
1773-1774). 
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On  April  21  and  May  12.  1949.  by  letter 
and  telegraphic  communication  City  re- 
quested that  the  above-entitled  proceed- 
ing be  reconvened  for  further  hearing 
commencing  on  May  31.  June  6,  or  June 
13.  1949. 

The  Comri«fcSsion  orders: 

(A>  Pursuant  to  authority  contained 
in  and  subject  to  the  jurisdiction  con- 
ferred upon  the  Federal  Power  Commis- 
sion by  sections  7  and  15  of  the  Natural 
Gas  Act,  as  amended,  and  the  Commis- 
sion's rules  of  practice  and  procedure,  a 
further  public  hearing  be  held  commenc- 
ing on  June  6.  1949.  at  10:00  a.  m.  (e.  d. 
s.  t. ) ,  In  the  Hearing  Room  of  the  Federal 
Power  Commi.ssioa,  1800  Pennsylvania 
Avenue  NW.,  Washington.  D.  C.  con- 
cerning the  matters  involved  and  the 
Issues  presented  by  the  application  as 
amended,  and  other  pleadings  in  this 
proceeding. 

(B )  Interested  State  commi.ssions  may 
participate  as  provided  by  §5  1.8  and  1.37 
(f )  of  the  Commission's  rules  of  practice 
and  procedure. 

Date  of  Issuance:  May  20.  1949. 

By  the  Commission. 

IsiAL]  Leon  M.  Fuquay. 

Secretary. 

(P.    R.   Doc.   49-4180;    Filed.    Mav   25.    1949; 

^  9:00  a.  m] 


FEDERAL  RESERVE  SYSTEM 
Board  of  Governors 

Rules  of  Organization 

miscellaneous   AMENbMENTS 

The  rules  of  Organization  (formerly 
12  CFR,  Part  261)  have  been  amended 
In  the  following  respects: 

1.  Former  §  261.3  (b)  was  amended, 
effective  as  of  December  6.  1948.  to  read 
as  follows: 

(b)  Legal  Division.  The  Legal  Divi- 
sion Is  headed  by  the  Board's  General 
Counsel.  It  advises  and  assists  the 
Board  with  respect  to  legal  matters,  in- 
cluding, among  other  things,  prepara- 
tion of.  or  assistance  on.  regulations, 
orders,  opinions  and  other  documents  or 
correspondence  of  legal  or  semi-legal 
character. 

2.  Former  5  261.3  (e)  was  amended, 
effective  as  of  September  16.  1948.  to 
read  as  follows: 

(e)  Division  of  Bank  Operations.  The 
Division  of  Bank  Operations  Is  headed 
by  a  Director.  It  advises  and  assists  the 
Board  with  respect  to  matters  concern- 
ing the  condition,  operation,  and  re- 
ports of  the  Federal  Reserve  Banks,  ar- 
ranges for  printing  and  shipment  of  Fed- 
eral Reserve  notes  to  supply  the  Federal 
Reserve  Banks,  and  collects  and  pre- 
pares various  data  regarding  condition, 
earnings.  expen.ses.  and  other  statistics 
of  Reserve  Banks,  member  banks,  and 
other  banks.  It  also  deals  with  admin- 
istrative matters  arising  under  Part  222 
relating  to  consumer  instalment  credit. 

3.  Former  §  261.3  (f )  was  amended, 
effective  as  of  December  6.  1948.  to  read 
as  follows: 

(f)  Office  of  the  Solicitor.  The  Office 
of  the  Solicitor  Is  headed  by  the  Solicitor. 


FEDERAL  REGISTER 

It  is  responsible  for  the  representation 
of  the  Board  In  all  litigation  to  which 
the  Board  may  be  a  party  and  for  the  In- 
stitution and  conduct  of  all  formal  pro- 
ceedings by  or  on  behalf  of  the  Board  to 
enforce  provisions  of  law  or  of  the 
Board's  regulations. 

Board  of  Governors  of  the 
Federal  Reserve  System, 
[seal]     S.  R.  Carpenter. 

Secretary. 

|F.    R.    Doc.    49-4178;    Filed.    May    25.    1949; 
9:02  a.  m.| 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(Pile  No.  70-20541 

Columbia  Gas  System.  Inc. 

order  releasing  jurisdiction  over  fees 
and  expenses 

At  a  regular  session  of  the  Securitie.'^, 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  19th  day  of  May  1949. 

The  Commission  by  order  dated  Mary.. 
4.  1949.  having  permitted  a  declarat/on 
to  become  effective  with  respecti^/the 
issue  and  sale  by  The  Columbia  Gas 
System.  Inc.  ("Columbia"),  a  registered 
holding  company,  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule 
U-50.  of  $20,000,000  principal  amount  of 
Debentures  due  1974,  and  said  order  hav- 
ing reserved  jurisdiction  with  respect  to 
the  payment  of  legal  fees  and  expenses 
incurred  in  connection  with  the  trans- 
action; and 

Statements  with  respect  to  the  legal 
fees  and  expenses  Incurred  in  connection 
with  the  transaction  having  been  filed, 
such  statements  setting  forth  the  said 
fees  and  expenses  as  follows: 
Cravath.  Swaine  &  Moore,  coun- 
sel for  Columbia $15,000  00 

Shearman  &  Sterling  &  Wright. 

counsel   for  Underwriters .'     12,592.10 

Local  counsel  for  Columbia l!  950.  00 


Total 29.542.  10 

The  Commi.s.sion  having  considered 
such  fees  and  expenses  and  deeming 
them  to  be  not  unreasonable  and  that 
jurisdiction  with  respect  thereto  should 
be  released: 

It  is  ordered.  That  the  jurisdiction 
heretofore  reserved  with  respect  to  the 
said  legal  fees  and  expenses  incurred  in 
connection  with  the  Is.sue  and  sale  of  the 
Debentures  due  1974  be.  and  hereby  is, 
released. 

By  the  Commission. 

fsEAL]  Orval  L.  DuBois. 

Secretary. 

|F.    R.    Doc.    49-4176;    Filed,    May    25.    1949 
9;00  a.  m.j 


(File  Nos.  70-2091.  70-1825] 

Narragansett  Electric  Co.  et  al. 

memorandum  opinion  and  interim  order 
authorizing  issuance  of  promissory 

NOTES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
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office  in  the  city  of  Washington.  D.  C. 
on  the  19th  day  of  May  A.  D.  1949. 

In  the  matter  of  The  Narragansett 
Electric  Company.  File  No.  70-2091;  At- 
tleboro  Steam  and  Electric  Company, 
Beverly  Gas  and  Electric  Company.  Cen- 
tral Massachusetts  Electric  Company. 
Eastern  Massachusetts  Electric  Com- 
pany, Gardner  Electric  Light  Company, 
Gloucester  Electric  Company.  Gloucestei- 
Gas  Light  Company,  Granite  State  Elec- 
tric Company,  Haverhill  Electric  Com- 
pany. Lawrence  Gas  and  Electric  Com- 
pany. The  Lowell  Electric  Light 
Corporation,  Maiden  and  Melro.se  Gas 
Light  Company.  Worcester  Suburban 
Electric  Company.  New  England  Power 
Company.  Northampton  Electric  Light- 
ing Company.  Northern  Berkshire  Gas 
Company.  Quincy  Electric  Light  and 
Power  Company.  Salem  Gas  Light  Com- 
pany, Southern  Berkshire  Power  &  Elec- 
tric Company,  Suburban  Gas  and  Elec- 
tric Company.  Wachusett  Electric 
Company.  Weymouth  Light  and  Power 
Company.  Worcester  County.  Electric 
Company.  File  No.  70-1825. 

On  March  21.  1949.  the  Narragansett 
Electric  Company  ("Narragansett").  a 
public-utility  subsidiary  company  of  New 
England  Electric  System  ("NEES").  a 
registered  holding  company,  filed  an  ap- 
plication pursuant  to  section  6  (b)  of  the 
Public  Utility  Holding  Company  Act  of 
1935.  In  its  application  Narragansett 
proposed  to  issue,  from  time  to  time  but 
not  later  than  July  31.  1949.  $3,750,000 
principal  amount  of  additional  promis- 
sory notes  maturing  not  later  than  six 
months  after  their  respective  dates  and 
bearing  an  effective  rate  of  interest  not 
In  excess  of  2'2ro  per  annum.  By 
amendment,  filed  April  27.  1949.  the 
amount  of  promissory  notes  proposed  to 
be  Issued  was  reduced  from  $3,750,000  to 
$2,350,000. 

On  March  14.  1949,  by  order,  we 
authorized  certain  other  subsidiary  com- 
panies of  NEES  to  issue  additional  prom- 
issory notes  during  the  period  from 
January  1,  1949  to  July  31,  1949  (Holding 
Company  Act  Release  No.  8927).  On 
April  12,  1949.  we  issued  a  notice  of  and 
order  for  hearing  in  that  proceeding, 
directing  NEES  and  such  subsidiary 
companies  to  show  cause  why  our  order 
of  March  14. 1949  should  not  be  amended 
to  the  extent  necessary  to  terminate  the 
authorization  contained  therein  with  re- 
spect to  promis.sory  notes  not  already 
Issued  at  the  time  of  any  such  termina- 
tion or  to  Impose  such  additional  terms 
and  conditions  with  respect  to  such 
notes  as  we  might  deem  appropriate  In 
the  public  interest  or  for  the  protection 
of  investors  or  consumers.  (Holding 
Company  Act  Relea.se  No.  8995).  In 
addition  we  directed  that  the  proceeding 
with  respect  to  the  application  of  Nar- 
ragansett be  consolidated  with  the  pro- 
ceeding relating  to  the  other  subsid- 
iaries and  directed  NEES  and  Narra- 
gansett to  show  cause  why  the  issuance 
of  additional  unsecured  •  .srfort-term 
promissory  notes  by  Narragansett  Is 
necessary  or  appropriate  in  the  pKibllc 
interest  or  for  the  protection  of  Investors 
or  consumers  in  the  absence  of  a  perma- 
nent system  financing  program.  After 
appropriate  notice,  the  hearings  began 
on  April  27, 1949  and  are  still  in  progress. 
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Certain    shareholders    of    NEES    were 
granted  leave  to  be  heard. 

Narragansett  has  requested  an  interim 
order  to  tide  It  over  the  period  of  time 
which  may  be  expected  to  elapse  prior 
to  our  determination  of  the  consolidated 
proceedings.    Certain  of  the  presently 
outstanding  short-term  notes  of  Narra- 
gansett.    in     the     aggregate     principal 
amount  of  $400,000.  mature  on  May  23. 
1949.     The  company  has  a  substantial 
construction  program  now  in  progress. 
It  was  stated  that  Narragansett  is  In 
Immediate  need  of  $950,000  to  pay  such 
notes  at  maturity  and  to  provide  new 
money  for   estimated   construction   ex- 
penditures and  to  reimburse  its  treasury 
because  of  prior  construction  expendi- 
tures.    Narragansett  has  stated  that  it 
expects  to  sell  to  NEES  $3,000,000  of  com- 
mon shares  prior  to  July  31.  1949.  and 
use  the  proceeds  from  such  sale  to  retire 
then  outstanding  short-term  promissory 
notes.     In  view  of  that  representation 
and   in   view  of  the  stated   immediate 
needs  of  Narragansett  which  must  be  met 
prior  to  a  determination  of  the  Issues 
In  the  consolidated  proceeding,  we  find 
that  it  Is  appropriate  In  the  public  in- 
terest and  for  the  protection  of  investors 
or  consumers  to  issue  an  interim  order 
authorizing  Narragansett  to  issue,  from 
time  to  time  but  not  later  than  July  31, 
1949.  $950,000  principal  amount  of  such 
notes.    Such  finding  of  course  in  no  way 
Involves  a  determination  of  the  issues 
raised  in  the  consolidated  proceeding. 

It  is  ordered,  Pursuant  to  the  terms 
and  conditions  prescribed  by  Rule  U-24 
promulgated  undf^  the  act.  that  The 
Narragansett  Electric  Company  be.  and 
the  same  hereby  is,  authorized  to  Issue, 
from  time  to  time  but  not  later  than  July 
31,  1949.  $950,000  principal  amount  of 
promissory  notes'maturing  not  later  than 
six  months  after  their  respective  dates 
and  bearing  an  effective  Interest  rate 
not  In  excess  of  2 '2%  per  annum. 


[SEAL] 


Orval  L.  Dubois, 
Secretary. 


NOTICES 

evidenced  by  policy  No.  73869170.  Issued 
by  the  Metropolitan  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Gertrude 
Effta.  together  with  the  right  to  demand, 
receive  and  collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is 
evidence  of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  actions  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There -iy  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  u.sed, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

I  p.    R.    Doc.    4B-4184;    Filed.    May    25,    1949: 
8:48  a.  m.j 


I  P.    R.   Doc.    49-4177:    Filed.    May    25.    1949; 
9:00  a.  m.l 


DEPARTMENT  OF  JUSTICE 
Office  of  Alien  Property 

AxTTHORTrT:  40  Stat.  411,  65  Stat.  839,  Pub. 
Laws  322,  671.  79th  Cong.,  60  Stat.  50.  925;  60 
U.  8.  C.  and  Supp.  App.  1.  616;  E.  O.  9193. 
July  6,  1942.  3  CFR.  Cum.  Supp..  E.  O.  9567, 
June  8.  1945,  8  CFR,  1945  Supp.,  E.  O.  9788. 
Oct.  14.  1946.  11  F.  R.  11981. 

[Vesting  Order  13240 1 
Gertrude  Eftta 

In  re:  Rights  of  Gertrude  Effta  under 
In.surance  contract.  Pile  No,  F-2a- 
28590-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  is  hereby  found: 

1.  That  Gertrude  Effta,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 


national  of  a  designated  enemy  country 

(Germany) : 

and  it  Is  hereby  determined: 

3.  That  the  national  Interest  of  the 
United  States  requires  that  the  said  Ru- 
dolph Hilger,  be  treated  as  a  national  of 
a  designated  enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-4185;    Filed.    May    26,    1949; 
8:49  a.  m.J 


[Vesting  Orderl  3242 1 

Rudolph  Hilger 

In  re:  Rights  of  Rudolph  Hilger  under 
Insurance  contract.  Pile  No.  F-28- 
27265-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Rudolph  Hilger.  who  on  or 
since  the  effective  date  of  Executive  Or- 
der 8389.  as  amended,  and  on  or  since 
December  11.  1941.  has  been  a  resident  of 
Germany,  Is  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  16803902.  issued 
by  the  John  Hancock  Mutual  Life  In- 
surance Company,  Boston,  Ma.ssachu- 
setts,  to  Selma  Hilger.  together  with  the 
right  to  demand,  receive  and  collect  said 
net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of.  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 


[Vesting  Order  13247] 
KiMIKO  NaGAOKA 


In  re :  Rights  of  Kimiko  Nagaoka  under 
Insurance  contract.  Pile  No.  F-39-4480- 
H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Kimiko  Nagaoka.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  the  net  proceeds  due  or  to  be- 
come diae  under  a  contract  of  Insurance 
evidenced  by  policy  No.  7751303.  Is.sued 
by  the  New  York  Life  Insurance  Com- 
pany, New  York,  New  York,  to  Kimiko 
Nagaoka.  together  with  the  right  to  de- 
mand, receive  and  collect  said  net  pro- 
ceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to.  held  on  behalf  of  or  on 
account  of.  or  owing  to.  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national  in- 
terest. 


Thursday,  May  26,  1949 

There  Is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49  4186:    Filed    May   26,    1949; 
8:49  a.  m.] 


[Vesting  Order  13248] 
ROKtlRO  AND   CHIYO  TaMURA 

In  re:  Rights  of  Rokuro  Tamura  and 
Chiyo  Tamura  under  insurance  contract. 
Pile  No.  P-39-107-H-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found : 

1.  That  Rokuro  Tamura  and  Chiyo 
Tamura,  whose  last  known  address  is 
Japan,  are  residents  of  Japan  and  na- 
tionals of  a  designated  enemy  country 
(Japan) ; 

2.  That  the  net  proceeds  due  or  to 
become  due  under  a  contract  of  insur- 
ance evidenced  by  policy  No.  7625244, 
l.ssued  by  the  New  York  Life  Insurance 
Company.  New  York.  New  York,  to  Ro- 
kuro Tamura.  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  Ro- 
kuro Tamura  or  Chiyo  Tamura,  the 
aforesaid  nationals  of  a  designated  en- 
emy country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  In  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
nece.ssary  In  the  national  interest. 

There  is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above.  ,to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  pnd  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. 


FEDERAL  REGISTER 

Executed   at  Wasliington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49-4187;    Piled.  May  25,    1949; 
8:49  a.  m.] 


[Vesting  Order  13270] 
Werner  Helmer 


In  re:  Personal  property  owned  by 
Werner  Helmer.    P-28-6370-A-1.  C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Werner  Helmer,  whose  last 
known  addre.ss  is  Leipzig.  Germany,  is  a 
resident  of  Germany  and  a  national  of 
a  designated  enemy  country  (Germany*  ; 

2.  That  the  property  described  as  fol- 
lows: Personal  property  described  in 
Exhibit  A.  attached  hereto  and  by  refer- 
ence made  a  part  hereof,  presently  in 
the  custody  of  Security  Storage  Com- 
pany, Sixteenth  and  Market  Streets, 
Wilmington  99.  Delaware,  subject  to  any 
and  all  lawful  liens  of  said  Security  Stor- 
age Company  for  accrued  storage 
charges. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  In  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended, 

Ebcecuted  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

'[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

ExHiBrr  A 

In  re :  Personal  prop>erty  owned  by  Werner 
Helmer. 

1  metal  armchair. 

2  metal  filing  cabinets. 
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1  bundle  of  mops. 

1  golf  bag,  empty. 

1  electric  sweeper  handle. 

1  electric  refrigerator. 

1  bundle  of  poles. 

1  roll  In  paper. 

1  rug,  broadloom  6x9. 

1  trunk. 

1  walnut  table  and  pillows. 

1  suitcase. 

1  cabinet   radio. 

7  bundles  of  boards. 
32  boxes  and  contents. 
18  cartons  and  contents. 

4  folding  chairs. 

1  footrest  for  folding  chair. 

[P.   R.   Doc.   49-4188;    Filed,   May   25,    1949; 
8:49  a.  m.] 


[Vesting  Order  13273] 
Take  Oka 


In  re:  Estate  of  Take  Oka.  deceased. 
Pile  I>-39-9838;  E.  T.  sec.  16753. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Takayuki  Oka.  whose  last 
known  addre.ss  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan); 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  identified  in  subpara- 
graph 1  hereof,  in  and  to  the  Estate  of 
Take  Oka.  deceased,  is  property  payable 
or  deliverable  to.  or  claimed  by  the  afore- 
said national  of  a  designated  enemy 
country  (Japan) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Florence  Boyes,  as 
administratrix,  acting  under  the  judi- 
cial supervision  of  the  Superior  Court  of 
the  State  of  California,  in  and  for  the 
County  of  San  Joaquin; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  Is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been" 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  pre.scribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49^189:    Filed,    May    25.    1949; 
8:49  a.  m] 
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(Vesting  Order  18274) 
Kasl  Russ 

In  re:  Rights  of  Karl  Relss  under  in- 
Burance  contracts.  Piles  Nos.  I>-2&- 
11609-H-15.  H-16.  H-17. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  Investigation.  It  Is  hereby  found: 

1.  That  Karl  Relss.  whose  last  known 
address  is  Germany,  Is  a  resident  of  Ger- 
many and  a  national  of  a  designated 
enemy  country  (Germany) ; 

2.  That  the  net  proceeds  due  or  to  be- 
come due  under  contracts  of  insurance 
evidenced  by  policies  Nos.  719050.  719051 
and  719052.  Issued  by  the  Pacific  Mutual 
Life  Insurance  Company.  Los  Angeles. 
California,  to  Christian  F.  Relhs.  also 
known  as  Christian  P.  Relss.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

and  it  is  hereby  determined : 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
BUltatlon  and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  19^9. 

For  the  Attorney  General. 

[siALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   4»-4190;    Filed.   May   25.    1949; 
8:50  a.  m.l 
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of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany); 

2.  That  the  domiciliary  personal  rep- 
resentatives, heirs,  next  of  kin,  legatees 
and  distributees,  names  unknown,  of 
Theodore  C.  Tamm.  deceased,  who  there 
is  reasonable  cause  to  believe  are  resi- 
dents of  Germany,  are  nationals  of  a 
designated  enemy  country  (Germany) ; 

3.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  Insurance 
evidenced  by  policy  No.  911,524.  issued 
by  The  Equitable  Life  Assurance  Society 
of  the  United  States.  New  York.  New 
York,  to  Theodore  C.  Tamm.  together 
with  the  right  to  demand,  receive  and 
collect  said  net  proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of.  or  on 
account  of.  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
domiciliary  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees, names  unknown,  of  Theodore  C. 
Tamm.  deceased,  are  not  within  a  desig- 
nated enemy  country,  the  national  In- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country   (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[siALl  David  L.  Bazxlon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-4191,    Filed.   May   25,    1949; 
8:50  a.  m.) 


(Vesting  Order  132771 
Bertha  Tamm 


In  re:  Rights  of  Bertha  Tamm  et  al.. 
under  insurance  contract.  File  No.  F- 
28-29 18fr-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Bertha  Tamm.  whose  last 
known  address  is  Germany,  is  a  resident 


2.  That  the  net  proceeds  due  or  to  be- 
come due  under  a  contract  of  insurance 
evidenced  by  policy  No.  O  6965,  Certifi- 
cate 36,  Issued  by  The  Travelers  Insur- 
ance Company.  Hartford,  Connecticut, 
to  Paul  Weidauer,  together  with  the  right 
to  demand,  receive  and  collect  said  net 
proceeds. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  is  evi- 
dence of  ownership  or  control  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  atx)ve.  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   49-4192;    Filed,   May   25,    1949; 
8:50  a.  m.] 


(Vesting  Order  132781 
Herbert  Weidaxxer 

In  re :  Rights  of  Herbert  Weidauer  un- 
der insurance  contract.  Pile  No.  I>-28- 
10966-H-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 

1.  That  Herbert  Weidauer,  whose  last 
known  address  Is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 


(Vesting  Order  13279] 


Masy  Wendt 

In  re:  Estate  of  Mary  Wendt,  decea.sed. 
Pile  No.  D-2a-12002;  E.  T.  sec.  16132. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788.  and  pursuant  to  law. 
after  investigation,  it  Is  hereby  found : 

1.  That  Evan  Tinta  and  Katherine 
Tinta  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  sub- 
paragraph 1  hereof,  and  each  of  them  In 
and  to  the  estate  of  Mary  Wendt.  de- 
ceased. Is  property  payable  or  deliverable 
to.  or  claimed  by,  the  aforesaid  nationals 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  such  property  Is  In  the  proce.-^s 
of  administration  by  Joseph  A.  Garry. 
605  Market  Street.  San  Francisco.  Cali- 
fornia, as  Special  Administrator,  acting 
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under  the  judicial  supervision  of  the  Su- 
perior Court,  San  Mateo  County,  Cali- 
fornia; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General, 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.   R.  Doc.   49-4193;    Filed.   May   25.    1949; 
8:50  a.m.] 


(Vesting  Order  13289 J 
YOSHIO  YOSHII 


In  re:  Cash  owned  by  Yoshio  Yoshll. 
F-39-6425-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law. 
after  Investigation,  it  is  hereby  found: 

1.  That  Yoshio  Yoshii.  whose  last 
known  address  is  Japan,  is  a  resident  of 
Japan  and  a  national  of  a  designated 
enemy  country  (Japan) ; 

2.  That  the  property  described  as 
follows:  Cash  in  the  sum  of  $186.76, 
presently  In  the  possession  of  the  Treas- 
ury Department  of  the  United  States  in 
Trust  Fund  Account,  Symbol  158915, 
"Deposits.  Funds  of  Civilian  Internees 
and  Prisoners  of  War."  in  the  name  of 
Eisaku  Yoshii.  and  any  and  all  rights  to 
demand,  enforce  and  collect  the  same. 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on 
account  of,  or  owing  to,  or  which  is 
evidence  of  ownership  or  control  by. 
Yoshio  Yoshll,  the  aforesaid  national  of 
a  designated  enemy  country  (Japan) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Japan). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certiflcatloa,  having  been 
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made  and  taken,  and.  It  being  deemed 
necessary  In- the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  17.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[P.    R.    Doc.    49  4194;    Filed.    May    25.    1949j 
8:51  a.  m.j 


(Vesting  Order  13292) 
George  H.  Reges  et  At. 

In  re:  George  H.  Reges,  complainant 
vs.  Georg  Reges  et  als.,  defendants.  File 
No.  I>-28-11135:  E.  T.  sec.  No.  15553. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Heinrich  Reges.  Maria  (Ma- 
rie) Wlesmeth,  Margaretha  Franziska 
Blckel  Reges.  Elizabeth  (Elisabeth)  Wies, 
Babette  (Barbara)  Rascher.  Rosa  Non- 
nenmacher  and  Marie  Neukem  (Neu- 
kam » ,  whose  last  known  address  is  Ger- 
many, are  residents  of  Germany  and  na- 
tionals of  a  designated  enemy  country 
(Germany) ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  subpara- 
graph 1  hereof,  and  each  of  them,  in  and 
to  the  proceeds  of  the  real  estate  sold 
pursuant  to  order  of  court  in  a  partition 
suit  entitled  George  H.  Reges  vs.  Georg 
Reges  et  als.  is  property  payable  or  de- 
liverable to,  or  claimed  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

3.  That  such  property  Is  in  the  process 
of  administration  by  Ernest  T.  Gear- 
heart.  Jr.,  as  special  commissioner,  act- 
ing under  the  judicial  supervision  of  the 
Circuit  Cotu-t  of  Arlington  County,  Vir- 
ginia; 

and  It  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States  re- 
quires that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  in  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
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dealt  with  In  the  Interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  20,  1949. 

For  the  Attorney  General. 

[SEAL]  Harold  I.  Baynton. 

Deputy  Director, 
Office  of  Alien  Property. 

|F.   R.   Doc.   49-4195;    Filed.   May   25,    1949; 
8:51  a.  m.J 


(Vesting  Order  13272] 
Max  Lance 


In  re:  Estate  of  Max  Lange,  deceased. 
File  No.  D-28-9686;  E.  T.  sec.  13485. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Marie  E.  Albrecht,  whose  last 
know  address  is  Germany,  is  a  resident 
of  Germany  and  a  national  of  a  desig- 
nated enemy  country  (Germany) ; 

2.  That  all  right,  title,  Interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  Estate  of 
Max  Lange,  deceased,  is  property  pay- 
able or  deliverable  to,  or  claimed  by,  the 
aforesaid  national  of  a  designated  enemy 
country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  the  Public  Admin- 
istrator of  New  York  County,  as  Admin- 
istrator, acting  under  the  judicial  super- 
vision of  the  Surrogate's  Court,  New 
York  County.  New  York; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  jJerson 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States  re- 
quires that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used,  ad- 
ministered, liquidated,  sold  or  otherwl.se 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C.  on 
May  17.   1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.   R.   Doc.   49-4168;    Filed.   May   24,   1949; 
8:57  a.  m.] 
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TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Production  and  Market- 
ing Administration  and  Commodity 
Credit  Corporation,  Department  of 
Agriculture 

Swlxhopttr  C — Loom,   Purchases,  and  Olher 
Operations 

(1948  C.  C.  C.  Soybean  BuUetln  1.  Amdt    IJ 
Part  643— Oilseeds 

subpart — 1948  soybean  loan  and  pur- 
chase agreement  program 

A  Statement  in  the  Federal  Register 
of  December  23.  1948  ( 13  P.  R.  8248  > ,  has 
redesignated  Part  257,  Soybean  Loans 
and  Purchases.  In  Chapter  II  of  Title  6 
of  the  Code  of  Federal  Regulations,  pub- 
lished in  13  F.  R.  5545.  containing  the 
requirements  of  the  loan  and  purchase 
agreement  program  on  soybeans  pro- 
duced in  1948.  as  Part  643.  Oilseeds.  Sub- 
part—1948  Soybean  Loan  and  Purchase 
Agreement  Program,  in  Chapter  IV  of 
fuch  title.  Sections  257.201  to  257.225 
have  been  redesignated  as  §§643.51  to 
643.75. 

Section  643.74  (c)  (formerly  §  257.224 
(O).  Purchase  agreements,  is  amended 
to  read  as  follows: 

(O  Purchase  aqreements.  CCC  will 
assume  accrued  warehouse  charges  on 
soybeans  in  eligible  warehouse  storage 
<  except  that  any  such  charges  in  excess 
of  those  provided  under  the  Uniform 
Orain  Storage  Agreement.  CCC  Form  H. 
Revised,  for  the  1948  crop,  including  ap- 
plicable surcharges,  shall  be  for  the  ac- 
count of  the  producer',  or  make  a  pay- 
ment of  7  cents  per  bushel  to  the  pro- 
ducer on  soybeans  In  such  storage  if 
It  is  shown  that  all  warehouse  charges, 
other  than  receiving  charges,  not  in  ex- 
cessof  those  provided  under  the  Uniform 
Grain  Storage  Agreement,  have  been 
paid  by  the  producer  up  to  the  beginning 
date  of  the  30-day  period  in  which  the 
producer  may  elect  to  sell  soybeans  to 
CCC.  A  storage  payment  of  7  cents  per 
bushel  will  be  made  to  the  producer  on 
soybeans  delivered  from  other  than 
eligible  warehouse  storage  pursuant  to 
delivery  instructions  issued  by  the  county 
committee. 

'Sec.  4  (d).  Pub.  Law  806.  80th  Cong. 
Interprets  or  applies  sees.  4  (g),  (1),  5 


(6\  Pub.  Law  806.  80th  Cong.,  sec.  1, 
Pub.  Law  897.  80th  Cong.) 

Issued  this  24th  day  of  May  1949. 

[seal]  Harold  K.  Hill, 

Acting  Manager, 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Trigg. 
President,  Commodity  Credit 
Corporation. 

IF.    R.    Doc.    49-4264;    Filed,   May   26,    1949; 
8:69  a.  m.] 


Part  672— Wool 


•UBPART — 1949  WOOL  PRICE  SUPPORT 
PURCHASE  PROGRAM 

This  bulletin  states  the  requirements 
with  respect  to  the  1949  Wool  Price 
Support  Purchase  Program  formulated 
by  Commodi(U-  Cr(  dit  Corporation  (here- 
inafter referred  to  as  "CCC")  and  the 
Production  and  Marketing  Administra- 
tion (hereinafter  referred  to  as  "PMA'). 
Bee. 

672  1     Method  of  support. 
672.2     Eligible  persons. 
672  3     Eligible  wool. 
672  4     Determination   of   weight. 
672  5     Determination  of  value. 
672  6     Advances  prior   to   appraisal 

672.7  Purchase   price. 

672.8  Account   sales. 

672.9  Charges. 

Authoritt:   $5  672.1  to  672.9  issued  under 
sec.  4  (d),  Pub.  Law  806,  80th  Cong.     Inter- 
pret or   apply  sees.  4    (g).    (1).   6    (a),   Pub. 
Law  806.  80th  Cong.;  sec.  1,  Pub.  Law  897 
80th  Cong. 

§  672.1  Administration.  The  pro- 
gram will  be  carried  out  under  the  gen- 
eral supervision  and  direction  of  the 
Manager,  CCC.  and  in  accordance  with 
the  bylaws  of  CCC  through  PMA.  Prices 
of  wool  will  be  supported  by  means  of 
purchases  made  through  wool  dealers 
and  cooperative  associations  (such  wool 
dealers  and  cooperative  associations  are 
hereinafter  referred  to  as  "handlers") 
who  enter  into  agreements  with  CCC  to 
purchase,  store,  handle,  and  sell  wool 
for  the  account  of  CCC.  Names  of  ap- 
proved handlers  may  be  obtained  from 
the  County  Agricultural  Conservation 
(Continued  on  p.  2779) 
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REGULATIONS 
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Committees  and  the  Wool  Division,  Live- 
stock Branch,  Production  and  Market- 
ing Administration,  United  States  De- 
partment of  Agriculture,  Washington 
25.  D.  C. 

5  672.2  Eligible  persons.  Shorn  wool 
will  be  purchased  by  CCC  through  shorn 
wool  handlers  from  any  grower,  pool 
country  merchant  or  assembler  (such 
country  merchant  or  a.ssembler  herein- 
after referred  to  as  "secondary  han- 
dler"). 

Pulled  wool  will  be  purchased  through 
pulled  wool  handlers  from  pullerles  or 
directly  from  pullerles  having  agree- 
ments with  CCC. 

§  672.3  Eligible  wool.  Eligible  wool 
shall  be  wool  which  meets  the  following 
requirements : 

(a)  The  wool  must  be  shorn  from,  or 
removed  from  the  skins  of,  sheep'  or 
^gbs  raised  in  the  continental  United 
SfWRes  and  Territories. 

(b)  The  grower  or  pullery  must  not 
have  parted  with  title  to  such  wool  prior 
to  August  15.  1947. 

(c)  The  wool  must  be  free  of  all  liens 
and  encumbrances. 

(d)  The  wool  must  be  delivered  to  the 
handler  on  or  before  December  31,  1949. 
and  the  handler  must  have  placed  such 
wool  in  the  warehouse  and  tendered  it  to 
CCC  on  or  before  12:00  p.  m.  e  s  t 
December  31,  1949.  

<e)  The  entire  lot  or  quantity  of  wool 
purchased  from  a  grower  by  a  handler  or 
secondary  handler  must  be  tendered  to 
CCC  if  any  part  of  that  lot  is  tendered 
to  CCC. 

( f )  Wool  purchased  from  growers  by  a 
secondary  handler  must  be  accompanied 
by  a  certificate  of  the  secondary  han- 
dler showing  the  quantity  of  wool  pur- 
chased from  each  grower  and  the  name 
of  each  grower,  the  respective  amounts 
paid  or  payable  for  such  wool,  and  con- 
taining a  notation  of  the  County  Agricul- 
tural Conservation  Committee  for  the 
county  in  which  the  secondary  handler 
maintains  his  principal  place  of  business 
that  a  copy  of  such  certificate,  showing 
also  the  addresses  of  the  growers  has 
been  filed  with  such  county  committee, 
(gt  Wool  purchased  frcnn  growers  by 
a  handler  or  secondary  handler  must  not 
be  commingled  with  wool  received  by  the 
handler  or  secondary  handler  on  con- 
signment. 

(h)  Wool  purchased  from  growers  by 
a  handler  or  secondary  handler  must 
have  been  purchased  in  lots  of  3  000 
pounds  or  less,  except  that  this  limitation 
shall  not  apply  to  California  processing 
type  wools,  i.  e..  tags,  defective  fall  and 
eight  months'  wool,  and  defective  lamb's 
wool,  produced  in  California. 

(i»  All  pulled  wool  must  have  been 
received  by  the  handler  on  consignment 
from  the  pullery  which  produced  the 
wool  and  shall  have  been  graded  by  or 
on  behalf  of  the  pullery  in  accordance 
with  Its  usual  custom,  and.  unless  other- 
wise approved  by  CCC,  shall  be  In  lots  of 
not  less  than  10.000  pounds  of  grease 
wool  of  the  main  grades  (clear  white  and 
stained  wools  of  50's  quality  and  above), 
in  lots  of  not  less  than  5,000  pounds  for 
grease  wool  of  the  other  grades,  and  In 
lots  of  not  less  than  2,500  pounds  of 


2779 

scoured  and  or  carbonized  wools,  Irre- 
spective of  grades. 

( j )  The  wool  shall  not  have  previously 
been  purchased  by  CCC. 

S  672.4  Determination  of  weight.  The 
weight  of  shorn  wool  delivered  under  the 
program  shall  be  the  inweights  of  the 
warehouse  in  which  the  wool  is  ap- 
praised, if  it  is  original  bag  wool,  or  the 
weights  into  the  graded  pile,  if  it  is 
graded  wool,  and  in  the  case  of  scoured 
wool  shall  be  the  inweights  of  the  ware- 
house in  which  the  wool  is  appraised  or 
the  outweights  of  the  scouring  mill:  Pro- 
vided, That  such  weights  were  taken  not 
earlier  than  30  days  prior  to  the  date  of 
tender  of  the  wool  to  CCC.  Wool  which 
was  weighed  earlier  than  such  date  shall 
be  purchased  on  the  basis  of  reweights 
taken  not  earlier  than  30  days  prior  to 
the  date  of  the  appraisal  or  the  date  the 
appraisal  Ls  requested  by  the  handler  in 
writing.  In  the  case  of  wool  received  in 
a  wet  condition,  the  weight  shall  not  be 
determined  until  the  wool  is  properly 
dried. 

The  weight  of  pulled  wool  shall  be  the^ 
Inweights  of  the  warehouse  in  which  the 
wool  is  appraised  or,  in  the  case  of 
scoured  or  carbonized  wool,  the  out- 
weights of  the  scouring  mill;  Prided. 
That  such  weights  were  not  tj^piarlier 
than  30  days  prior  to  the  d^fPoTtendcr 
of  the  wool  to  CCC'In  the  case  of  wool 
purchased  through  handlers,  or  not 
eariier  than  30  days  prior  to  the  date  of 
appraisal  or  the  date  the  appraisal  is 
requested  in  writing,  in  the  ca.se  of  wool 
purchased  direct  from  pullerles. 

§  672.5  Determination  of  value.  The 
value  of  wool  delivered  under  the  pro- 
gram shall  be  based  on  the  grade,  length 
shrink,  type,  and  classification  of  the 
wool  as  determined  by  an  Appraisal 
Committee  appointed  or  employed  by 
the  United  States  Department  of  Agri- 
culture. The  shrink  shall  be  determined 
by  the  United  States  Department  of 
Agriculture  by  the  core-test  method  un- 
less CCC  authorizes  the  shrink  to  be 
determined  by  an  inspection  by  the  Ap- 
praisal Committee. 

The  determination  of  the  value  of  the 
wool  shall  be  subject  to  the  right  of  the 
grower,  pool,  secondary  handler,  or  pul- 
lery to  a  reappraisal  upon  application  to 
the  handler  not  later  than  15  days  after 
the  mailing  by  the  handler  of  a  copy  of 
the    Appraisal    Committee's    certificate 
containing  the  apprai.sed  value  of  the 
wool  or,  in  the  case  of  wool  purchased 
direct  from  pullerles,  upon  application  to 
CCC  not  later  than  15  days  after  issu- 
ance of  the  official  appraisal  certificate. 
In  case  more  than  one  grower,  pool 
or  secondary  handler  has  contributed  to 
a  line  of  wool  which  is  scoured  or  car- 
bonized, the  purchase  price  to  be  paid 
them  shall  be  prorated  among  them  on 
the  basis  of  the  quantity  of  wool  each  has 
in  the  line  and  on  the  basis  of  the  length 
quality  (grade),  shrinkage,  and  extent  of 
the  defect  in  such  wool  as  determined  by 
the  handler  before  scouring  or  carboniz- 
ing. 

§  672.6    Advances  prior  to  appraisal. 
In  the  case  of  shorn  wool,  a  grower,  pool 
or  secondary  handler  may  obtain' from 
the  handler  a  partial  payment  in  ad- 
vance of  the  appraisal  of  wool  which  has 
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been  tendered  to  CCC.  In  the  following 

amount:  ^,  ^  .    * 

(a)  In  the  case  of  wool  which  is  to 
be  graded,  not  to  exceed  seventy-five  per- 
cent (75':'f)   of  the  estimated  appraisal 

value.  ,  .  ^.  .    X    u 

(b)  In  the  case  of  wool  which  Is  to  be 
scoured  or  carbonized,  not  to  exceed  sixty 
percent  *60n  '  of  the  estimated  appraisal 

value.  .^.  , 

In  the  ca.«e  of  pulled  wool,  which  re- 
quires scouring  or  carbonizing  before  it 
Is  appraised,  the  puUery  may  obtain  from 
the  handler  a  partial  payment  in  ad- 
vance of  the  appraisal  of  pulled  wool 
which  has  been  tendered  to  CCC  in  an 
amount  not  to  exceed  sevonty-five  per- 
cent (75'"'^  »  of  the  estimated  appraisal 
value  of  the  wool. 

§  672  7     Purchase  price.   The  purchase 
price  of  the  wool  shp.U  be  in  accordance 
with  the  following  schedule,  le.ss  the  ap- 
plicable charges  enumerated  in  §  672.9, 
except  that  in  the  case  of  wool  purchased 
from  growers  by  a  handler  or  secondary 
handler,  the  purch?..se  price  shall  not  ex- 
ceed the  amount  paid  the  growers  for 
such  wool  plus  the  secondary  handling 
or  country  service  charge  specified  in 
5  672  9     (f.     Except    as    otherwise    in- 
dicated in  the  schedule,  the  values  are 
stated  on  a  clean  content  basis.     In  the 
case  of  wool  purchased  in  the  grease,  the 
shrinkage  as  detejynined  in  accordance 
with  §  672  5  shall  be  applied  to  the  clean 
content  value  appearing  in  the  schedule 
to  arrive  at  theSalue  applicable  to  the 
grease  wool. 

SCHEDtn-E  OF  Purchase  Values  for  Domestic. 
Shorn  Wool  Frfe  of  Defect 

I  Greasy  Scoured,  Carbonized  (all  prices  are 
sold  Boston,  Mass.) .  Effective  date.  Jan.  1. 
19191 

This  schedule  (as  applied  to  Parts  I,  I-A.  II. 
II-A  and  III)  Is  for  Ko^cl  style,  clear  wool 
only.  Price;*  shown  shall  be  discounted  up  to 
five  (5)  cents  per  clean  pound  in  appraising 
ordinary  to  poor  style,  poorly  put  up  wool,  or 
wool  which  for  any  reason  would  entail  ex- 
cessive conversion  costs  exclusive  of  dis- 
counts In  Part  V.  and  for  wools  appraised 
under  a  classiflcatlon  for  which  they  are  not 
completely  eligible. 


RULES  AND  REGULATIONS 

SCHEDtTLE  OF  PURCHASE  VaLTJES   EOR  DOMESTIC 

SHORN  Wool  Free  of  Defect — Con. 

(Greasy,  Scoured.  Carbonized  (all  prices  are 
sold  Boston,  Mass.) .  Effective  date,  Jan.  1. 
1949] 

PART  I — continued 


Schedule  of  Purchase  Values  for  Domestic 
Shorn  Wool  Free  of  Detect — Con. 

[Greasy  Scoured,  Carbonized  (all  prices  are 
sold  Boston.  Mass. ) .  Effective  date.  Jan.  1. 
1949] 

PA«T  n — continued 


9.\... 

yn... 
yc... 

<E... 


in.\. 

KiH. 
loC. 
Ull). 


TtTTilory  and  Ttint  Thrrftighlhs 
Flood— Craded 

f tra<le  strictly  stapfc"  (.V>,',1«:0 -- 

Ur.KltHi  aiHul  French   conibinp  and 

staph'  (.'-ti  •W.'i) - 

(irHiUnl  t!(.(«l  French  c«<mbinft  uml 

s  t  a  pit'  ( .Vis ) - - :  ■  - 

Ora<lt'<l    averaite    French    com  lung 

(.Mi'.TKsl. 

(iradivl  clothine  (5f./58s).    


loK 


U.K. 


12.\. 


Tfrriiorti  nnd  Texan  Onf-t/vartrr 
I'lnod  '('rndtl 

V,r:'.<.hH\  stuplf,  .strictly  .'Os 

(ira.liil  stapk',  iraiiXf.) 

(:r.i<lo<l  staple  (4Nr(»s) - 

(;r;.i!c(l    averace    to    rood    French 

coiiibine  (4>  'Os). 
C;rj<l«-'l  clolhins  (4«s  to  .'flst 


4f.s. 


Ttrntory  nnd  Tein»  Loir  Ont- 
quarter— -dradrd 


Trrrilmv  and  Teia»  Commcii  and 
I\raid 
41sto3«.s 


$1.15 

l.ll 

1.12 
1.10 

1.02 


LOT 

-1.0.1 

1.01 


.9C 


.'A 


part  i-a 


2B.. 

.c. 


HB. 


4B. 


4liB.. 


Fint  Terrilory  Wool— Original  Pag 

Original  1>8B  poo<l  French  conihinn 
and  staiih'.  only  tV4s  and  fimT. 

Orieir.al  t>ai;  goo«l  Fr.tich  combine 
ami  staple.  »V»s  anil  finer,  up  lu 
2.'.'':  one-half  bl(¥Kj  or  t^is  allowed, 
bill  no  thn-e-eiifhths  IiIimkI. 

Ori'ii;al  batr  averaRe  to c<hk1  l-rencn 
(iinibine,  I'^s  and  finer,  up  to  J."  ;. 
oii.--hair  blood  or  fiOs  allowed . 

OriKinal  bux  average  Fr.'neli  comh- 
inir.  ••.4s  and  finer,  up  to  2.'.'",  one- 
half  tiloo<l  or  liOs  allowed. 

Ori-inal  bat:  avcratie  to  short  t  reru-h 
combiiiir.  Ms  an<l  finer,  up  to  •."•  , 
one-half  blo.><l  or  COS  allowi-d. 

Orisinal  ban  clot  hing  tv*  -iOs 


^F. 


One-hall  I'Inod 


-TerTitory—Orifinal 
Hay 


n.28 
1.26 

1.24 
1.21 
I. IT 
1.11 


PART  I 


80. 


Class 


Des<Tiptlon 


("lean 
price 

IKumd 


Oridinal  l>ai!  (too'l  French  combinK 
and  staple,  bulk  tlO/Ms.  if  any 
thriKM-ijjhths  blood  fleros  are 
present,  lot  must  I"'  (Traded. 

Original  tnu  avt'raKC  to  poixl  Irench 
lombiiic.  bulk  rtlWs.  if  any  threr- 
eiKhilis  blooil  flivrvs  are  presJ-nt, 
lot  mmu  l>e  |{ra«ied. 


PART  n 


JA.- 
8A.. 

3C.. 

4A.. 

4AA 

8A.. 


f.K 


fB. 
8C 


f^l>... 
HE... 
»F.F.. 


Territoriand  Texat  Wool— Graded 

Onwled  strictlv  slapU-.  r4s  and  finer 
llraded  Rood  French  combing  and 

stapje  only.  »".4s  anil  liner. 
(Iraded  asrrape  and  Kood  French 

(Mnibmi!,  Ms  ami  finer. 
flra>le<l   averagf   French   combing, 

f4s  and  finer. 
(InKied  avenme  an<l  short  French 

conihing.  Ms  ami  finer. 
Orailed   clotlun*:   and   stubby.   <'4s 

and  finer. 

Territorf  aiul  Texan  One-half  Blood— 
Graded 

Graded  strictly  staple.  «VMs 

Onide<i  staple.  s<nne  pxKl  French 

combing.  tii>s  and  finer. 
Omdcd  iirixKl  Frencli  combing,  **^ 

and  finer, 
(iraded    staple   and    gooA    French 

conil  ing,  bulk  POs,  up  to  U/^c  >» 

allowed.  . 

(Iraded  average   French   combing. 

60  Ms. 
Graded  short  French  combing,  fiOs 

and  finer,  edge  of  .V<s  allowed. 
Graded  clothing,  60s  and  finer,  edge 
I     of  Ms  allowed. 


$1.32 

1.30 

1.27 
1.24 
1.20 
1.13 


1.28 
1.2ti 

1.24 

1.22 

1.19 
1.1S 
1.11 


3.— 


5.. 
6. 
7. 


SA.. 

SB.. 

hC 
»A.. 
yB.. 
yC 


TeTa$  H'oolt— Original  Pagt 

Original  bag  best  12  months,  staple 

and    Kooil    French   combing.   Ms 

and  finer. 
OriKinal  bag  gool  12  months,  goo.1 

French  combing,  some  staple.  Ms 

and  finer. 
Original  bag  12  months  average  to 

good    French    combing.   Ms   and 

finer. 
Original    bag    12   months   average 

French  combing.  Ms  and  finer. 
Original  bag  12  months  short  French 

combing.  Ms  and  finer. 
Original   bag    12   months   clothing, 

inferior,  jioorly  bred,  bulk  Ms. 

Best  length  H  months 

Average  length  H  months 

Short  length  s  months. 

Best  length  fall    .  

Average  length  (all 

jShort  h'ngth  fall 


Class 


De.scriplion 


IB. 

IC. 


Teia»- Original  Pag  It  Moitth$ 
tyottltred  Tvpet  Produced  in  Cen- 
tral and  Witt  Texat  Only  -Can. 

Original  bag  12  months  goo<i  French 
Combing  and  staple  ilO  Ms. 

Original  bag  12  months  average  to 
good  French  combing  U),»l4s. 


Clean 
priiv 

lH)und 


$1.24 
1.21 


PART   n-A 

Skirted  wools.  Wools  which  have  been 
fully  skirted  and  skirting  packed  separately 
and  accompanied  the  skirted  wool  may  re- 
ceive premiums  over  the  prices  shown  for  the 
appropriate  classifications  In  Parts  I  through 
III  at  the  discretion  of  the  Appraisers  the 
following  amounts: 

603  and  finer.. 

58s  to  48s.  in- 
clusive. 

46s  and  coars- 
er. 


Up  to  7  cenU  per  clean  pound. 
Up  to  6  cents  per  clean  pound. 

Up  to  5  cents  per  clean  pound. 


PART  III 


Cla-ss 


Description 


Clean 
price 
jicr 

pound 


1... 

2 

2A. 

3A. 


1.24 


1.21 


:iAA- 
3B... 
3BB. 
4AA. 
5AA. 


8AA. 


lA. 


Two*— Oriflina/  Pag  II  Montki 
Crotibred  Typei  Prodveed  in  Cen- 
tral and  Wetl  Texa$  Only 

Original  hag  12  months  staple  and 
g(«i.l  French  combing,  Ms,  edge 
r<is. 


$1.27 

l.Vt 

\.Z\ 

1.21 

1.19 

1.11 

1.12 
1.00 
1.06 
1.07 
1.04 
1.01 


1.26 


SB... 

8C... 
8CC. 
i»D.. 


9A. 
9B. 

9D. 

9E. 


Hrinhl  ind  Semihrivhl  t'leett -Ornded 
{Including  \  allty  Oregon  and  h'.'iil 
Tejiiti 

Choice  graded  lielaine.  stridly 
staple,  t>4s  and  finer,  bright  only. 

Avi'iage  to  good  traded  Delaine, 
slri -tlv  staple,  Ms.  I)right  only. 

Graded  staiile,  i.4s  and  finer,  bright 
aii'l  scmibright 

Graded  average  staple  and  cooil 
French  combing,  Ms  and  finer, 
bright. 

Or.ided  average  staple  and  good 
French  etmibing,  <V4s  and  finer, 
semlbright. 

Graded  good  to  average  French 
conibing,  stubby  out,  Ms  and  fin- 
er, briglit. 

Graded  good  to  average  Vrewch 
combing,  stubby  out,  Ms  and  fin- 
er, s«'inibright. 
Graded  average  to  short  French 
comtiinK,  stubby  out,  Ms  and  fin- 
er, bright  and  scmibright 
Grade<l  fine  clothing  and  stubby, 
Ms  and  finer,  bright  an<l  semi- 
bright. 

</ne-kalf  Plood-Oradtd 

Graded  strictly  staple  (fiOB»,  bright 

Graded  staple  («Osi  some  good 
French  combing,  bright. 

Gradtxl  staple,  fios  and  finer,  edge 
of  .'•'Cs  allowed,  i>right  anil  semi- 
bright. 

Graded  average  to  good  FrencIJ 
ctimbing.  »')0s  and  finer,  bright  and 
semibright. 

Graded  average  to  short  French 
comtiiiiE,  »iOs  and  finer,  bright  and 
semibright. 

Gra<le<l  clothing.  «IR  ami  finer,  edge 
of  .SS«  allowed,  bright  and  semi- 
bright. 

ThreteigktIu  Plood-Oraded 

Grade<l  suple  WiS8s - 

Graded  ,16  .'i«s  average  to  good 

length,  clothing  out. 
Gra'led  S6  Sss  average  to  short 

French  conibing. 
Grade<l  5«.  Ms  clothing ■^--  -  - 


lOA. 

IQB. 
iflC. 


Ont-quarter  Plood- Graded 


lOD. 


Graded  strictly  ."iOs  staple 

Orade<l  .'>0  4S8  staple 

Graded   .mis.  some  48(i,  average  tn 

fOiA  length. 
Gradixl  4^ss  and  finer  short  French 

combing  and  clothing. 


1.2S 

i.i'i 
1  21 

IJ 

1 

1 

1. 

1   -V. 
4   -'4 

l.-'J 
1.1'« 

1.11 
1  k6 


in 

I  05 


1  o« 

1  i>J 

.93 


Friday,  May  27,  1949 

Schedule  or  PtmcHASE  Values  for  Domestic 
Shorn  Wool  Free  of  Defect — Con. 

I  Greasy,  Scoured.  Carbonized  (all  prices  are 
sold  Boston.  Mass.).  Effective  date.  Jan.  1, 
19491 

PART  ui — continued 


Class 

Description 

ru-an 
price 
I^-r 

pound 

llA 

LoK  One-quarter  Plood 
4<to 

tasa 

12A 

Common  and  Praid 
3Csto448 

.88 

ISA 

IIB 

PniitrmnUfT  Fill  Tipei  (Pri^  an4 
.Sewn'jriiiU  Otilt.  TerritoT)  .\<V  /«- 
Ciu4ed 

44H  to  4»*«,  km*,  gfmng  I.U"-"ler  tyi* 
wool  (in  Jot*  rigidly  graded  to 
meet  the  rrquiremeut'i  of  mwiu- 
tiu-luren:  of  i>«{i«Tuuiker  felt,  coii- 
tainine  no  fi«'f«>s  (ailing  to  meit 
siK'h  ri'piireriK'Mtsi. 

Xii  to  44s.  long,  strong  Luster  type 
wool  (III  lot*  rigidly  gra<ie<r  lo 
uuft  the  reguireiucnt<  of  niaiju- 
farturers  tif  pajH-rmaJicr  felt,  fon- 

furti  requirement.*  1. 

.96 

PACT  m-A 


14 

15. 


16A 
MB. 


tiptei*l  Ttpa  hrigkt  and  SfnU^nfk/ 

Mid-.'^outliern   tyi«e  clear  medium 

niixp<l  grade,  pejcrt-v  ont. 
Southern  t\i>e  ricar  mediuni  mixed 

rrwle,  reiects  out . 

Territory  and  FUtce  Fed  Lamb  Wool 

Worsted  iamlis  wool,  if  tied  fleecer 
cd  strirlly  cvimtiiug  length  and  free 
Iruin  w  iiuUm  tk<«><rs.  inay  be  a|i- 
prais<'<i  iioder  thi'  appropriate 
HavifV-nt»<m  in  Parts  1  through 
III.  If  V. orsted  tyi>eunti<'d,  wool- 
fn  ty|H'.  or  nii«e<J  woolen  an<i 
»or*l4d  fy|>e  lanilis  wool,  th«\v 
shall  ti«-  scoured  before  aji'raisnl 
and  appraiurd  under  I'art  IV, 
par.  I. 


Purr) 


and 

T. 


Stedy    Wool*  -  Territory 
jQ!  and  Fleece 


Fine  and  one-half  ItkMd 

Tbree-eigbLs  and  outM^uarter  blood. 


$1.01 
.9y 


1.04 
.91 


PAET  IV 

Scoured  and  Carbonized  Wools 

Note:  Prices  for  scoured  and  or  carbonized 
wools  shall  be  discounted  one  (1)  percent. 

1.  Scoured  ux)olen  type  wools.  Including 
Fed  Lambs,  except  Callfurnla  processing  type 
wools: 


Clii6« 


(iradc 


1 

60  Ms  and  finer 

I 

3 

4   

4A 

«is    

ss^Wb 

5K»   

HVSftB 

ft 

Ml 

6 

att/sBs  

7 

48/466  and  loww 

Price  per  pound 
(lioouriM]  and'or 
carbonized; 


Ifun- 
aorted 


If  sort  eil 


,     $1. 1.^ 

1          1  14 

1.12 

1.09  » 

!«' 

1.04  ' 

1.01   1 

90 

2.  Processing  California  type  wools: 
A.  8  to  12  months  only. 


$1.19 

MX 

l.K. 

1.  i:i 

1.10 

1.0>« 

1(1.1 

.W 

1 

2 

3 
4 

fi 


flO«B4s  and  finer 

«0r 

S«8-fl0/648 


$1  l«i 

1.14 

1   12 

LOS 

LOS 

SI  ac 

Ll^ 
1. 16 

1.07 
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SHORif  Wool  Free  or  Detect — Con. 

I  Greasy,  Scoured.  Carbonized  (all  prices  are 
sold  Boston.  Mass.).  Effective  date,  Jan.  1. 
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PART  rv — continued 
Scoured  and  Carbonized  Wools — Continued 
2.  Procesairm  California  type  loools — Con. 
B.  For  all  other  California  processing  wools.' 


Cla-s.s 

Cra.le 

Price     per    pound 
(.•seoured      and  or 
carbon  i  red) 

ILT^       If-ort^l 

fi 

«tO.Ms  and  fiiur 

$1.10 

1.00 
1.07 
L04 
1.01 

.99 
.86 
.85 

$1.14 

«(s    

I  r.< 

8 

S^/fiOs 

111 

9 

V.K 

10 

»*  

.11V  588 

«is 

1  ftS 

l.ft! 

11 

12 

W/Sfc  

4I»;46»  and  lower 

l.dll 



>  This  group  is  primarily  for  mixed  Spring 
and  Fall  wools.  For  strictly  short  Pall  and 
lambs  wool,  deduct  five  (5)  cents  to  twenty- 
flve  (25)  cents  from  these  prices. 

3  The  value  of  all  other  scoured  and  or 
carbonized  domestic  shorn  wool  shall  be  de- 
termined by  arriving  at  the  proper  classifica- 
tion f  clean  basi.*;)  plus  the  following  amounts 
per  pound: 


Gra.le 

If  unsorted 

If  sorted 

(a)  60s  and  finer 

H 
f* 

134- 

(bl  ."Wis  to  ."SUB 

l» 

(Cl   4Hs  to  fA» 

lie 

(d)  3fis  to  4G6 

uir 

Poorly  acoured  wools.  A  mlnlmiun  dis- 
count of  two  (2i  cents  a  maximum  of  seven 
(7)  cents  per  scoured  pound  shall  be  made 
from  the  applicable  appraisal  price. 

PART   V — DISCOUNTS 

[Grease,  scoured,  or  carbonized] 

Black  wool  and  gray  wool  {grease) — 1.  Orig- 
inal bag.  The  discount  shall  be  one-third  off 
the  grease  appraisal  price  of  the  white  wool. 
(Figure  to  the  nearest  half  cent.) 

2.  Graded.  The  discoiuit  shall  be  one-third 
off  the  grease  appraisal  price  of  the  compara- 
ble grade  of  white  wool.  (Figure  to  the  near- 
est half  cent.) 

Note:  If  the  fine  and  half  blood,  or  the 
three-eighth  and  quarter  blood  are  thrown 
together,  the  discount  shall  be  one-third  of 
the  average  grease  appraisal  price  of  the  com- 
parable grades  of  white  wool.  (Figure  to  the 
nearest  half  cent.) 

Scoured  black  and  gray  wool.  The  discount 
shall  be  thirty  (30i  cenu  per  pound  for  60s 
or  finer,  and  twenty-five  (25)  cents  per 
pound  for  58s  or  below,  from  the  correspond- 
ing classification  for  good  style,  clear  white 
wool. 

Sisal  or  binder  tjcinc.  The  discount  shall 
be  ten  (10)  cents  per  pound,  clean  basts,  for 
a  lot  or  any  part  of  a  lot  tied  with  sisal  or 
binder  twine. 

Tender  wool.  On  tender  or  damaged  grease 
wool  the  discount  shall  be  three  (3)  cents  per 
pound  to  twenty-five  (25)  cents  per  pound, 
clean  basis,  from  the  proper  classification. 

Catted  loool.  The  discount  for  cotted  wool 
shall  be  five  (5)  cents  per  pound  to  twenty- 
five  (25)  cents  per  pound,  clean  basis,  from 
the  premier  cla.sslficatlon. 

Stained  wool  {scoured  or  grea^) .  The  dis- 
count on  stained  wools  shall  be  from  a  mini- 
mum of  two  (2)  cents  per  pound,  clean  basis, 
for  slightly  stained,  up  to  a  maximum  of 
twenty-five  (25)  cents  per  pound,  clean  basis. 
for  heavily  stained. 
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Feed  lot  woolf  (suitable  for  combing) .  The 
discount  shall  be  a  minimum  of  three  (3) 
cents  per  pound,  clean  basis,  from  the  proper 
classification,  and  a  maximum  of  seven  (7) 
cents  per  pound.  Feed  lot  wools,  woolen  or 
worsted  types,  offered  in  the  scoured  state 
shall  be  appraised  under  Part  IV,  paragraph  1. 

Tags  and  off  wools.  On  clips  appraised  in 
the  original  bags  where  all  tags  are  not 
packed  separately  by  the  producer,  the  clip 
shall  be  di.'^counted  not  to  exceed  five  (5) 
percent  from  the  grease  appraisal  price  as 
determined  by  the  -«ippraisal  Committee. 

Untied  fleeces.  Except  in  the  case  of  Texas 
8  months.  Texas  fall  wool,  all  untied  clips 
shall  be  discounted  two  |2|  cents  per  poumd 
from  the  grease  appraisal  price. 

Kempy  wool.  Discounts  up  to  ten  (10) 
cents  per  clean  pound  may  be  made  from  any 
wool  in  merchantable  condition. 

Navafo  type  wools.  Scoured  New  Mexican. 
Arizona  or  Colorado  wools  showmg  Kempy 
fiber  and  other  Navajo  characteristics  shall  be 
discounted  a  minimum  of  five  (5i  cents  and 
a  maximum  of  ten  (10).  clean  basis  or 
scoured,  from  the  proper  territory  classifi- 
cation. 
-  Buck  wools.  1.  Crossbred  bucks,  no  dis- 
count. 

2.  The  discount  on  fine  bucks  shall  be  a 
minimtun  of  three  (3)  cents  and  a  maximum 
of  seven  (7)  cents  per  pound,  clean  basis,  off 
the  compwirable  ewe  wool  clas.<=ification. 

Defective  wools,  (a)  Regardless  of  the 
State  of  origin  all  defective  wools  containing 
clover  l^rrs.  foxtail,  or  other  vegetable  de- 
fects, to  a  degree  serious  enough  to  reqtiire 
carbonizing  shall  be  carbonized  before  ap- 
praisal and  appraised  under  Part  IV. 

(b)  All  defective  wools  not  requiring  car- 
bonizing shall  be  discounted  a  minimum  of 
one  (1)  cent  and  a  maximum  of  ten  (10) 
cents  per  pound,  clean  basis  or  scoured. 

Note:  Wools  containing  an  occasional  hard 
burr  are  not  subject  to  discount  This  shall 
also  apply  to  all  shorn  grease  wools  which  are 
scoured  prior  to  appraisal. 

Scoured  paint  wool  and  clips.  Appraised  at 
value  determined  by  appraisers. 

Karakul  fleece,  karakul  shall  tie  appraised 
at  twenty  (20)  cents  sold  Boston,  regardless 
of  the  State  of  origin.  Scoured  Karakul  shall 
be  appraised  at  forty-five  (45)  cents  sold 
Boston,  regardless  of  origin. 

Pan  Handle.  Oklahoma,  and  Kanxas  wheat 
field  u>ools.  Shall  be  seoured  before  appraisal, 
and  appraised  under  Part  IV.  paragraph  1. 
If  in  the  opinion  of  the  area  appraiser  the 
wool  can  be  merchandised  In  the  greasy  con- 
dition. It  may  be  appraised  under  the  proper 
classification. 

PART   VI — DOMESTIC    SHORIf    OFT   WOOLS 

I  All  prices  are  sold  Boston.  Mass. — 
grease  basis] 


Matimiim 
prices 

A.  Territory  and  Fleece  Off* 

Tacs:  Graflers". .     

'lats:  Gripiiial  bae 

rruictiines  (aver^r  to  good) 

Cen/f 

14 

21 

Cnitfliiiip.';  (he.ivyi 

Karakul  crutch ines 

fii;idiiiE  kK-ks  (sverace  to  good) 

Gradijig  lock.>^  (ln^avy^ 

Kve-l'ro\v.<.   - 

i: 
II 

14 

22 

Murrain  dead 

15 

Pullci  dea-i 

Pulled  dea-i  prade<f  (.SC/.SS  )»I) 

I'ulUd  dewi  gra<ie<l  (.".(i  .V,  (R) 

P.  Tern*  Offt 

riiiir  clippiiip= 

2!> 

l>«fi-(tive  cUppiiifa 

IT 

Tat's 

14 

Ral'V  larabs 

31 

Pill  Ull  dead  

Murrain  dead. 

<l<:tr  and  dcfiKtive  lace  wools 

Swr(  pings 

32 
17 

1.1 
No  valus 
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8cHEDxn-«  or  Pubchase  Valuis  fob  Pttllid 
Domestic  Wool 

(All  prices  are  clean  basis  or  scoured.     All 
prices  less  1  percent] 


Effective  date,  Jan.  1, 
Worsted  Type 


1949 


RULES  AND  REGULATIONS 

Schedotj:  or  Purchase  Values  for  Pull«d 
DoMESTfc  Wool — Continued 

(All  prices  are  clean  basis  or  scoured.     All 
prices  less  1  percent] 

Effective  date,  Jan.  1,  1949 

Woolen  Type — Continued 


Grade 


70* 

64a,  7Ds. 

e48.f0s. 


Orca.se  wool  (clean  basLi) 


I^n^th  in  inclies 


COB. 


88s.  Kb. 


SeB.5B8. 


eoB.5fi6. 


80b. 


48b 

4»is,  48S 
4<to     . 
I  to  ."^(s 


36s,  40s,  44.<< 4  and  longer 


2  and  lonuer    . . 
2H  :knd  loncer.. 

1V4  to2h 

2W  and  longer.. 

m  to2H  

2M  and  longer.. 

lhto2V6    

Sand  longer  ... 
Ui  to  3       

3  and  longer.... 

UjtoS       

3  and  longer.... 
2to3      

3  and  longer  .. 

2to3         

3W  and  longer. 
2  to  3h 

ZM  and  longer. 
2to3Vj 

4  and  longer... 

2to4    .     

4  anil  longer... 
4  and  longer  .. 
4  and  longer... 
4  and  longer... 


to  (i00<i 


$1.33 
1.31 
1.20 
1.29 
1.  IS 
1.28 
1.1« 
1.26 
1.17 
1.21 
1.13 
1.17 
l.U 
l.l.S 
1.09 
1.13 
1.07 
1.07 
1.02 
1.04 
.97 
1.00 
.9B 
.96 
.94 
.79 


$1.36 
1.34 
1.23 
1.32 
1.21 
1.31 
1.19 
1.29 
1.20 
1.24 
1.16 
1.211 
1.14 
1.19 
1.13 
1.  IH 
1.12 
1.12 
1.07 
1.09 
1.02 
l.(« 
l.(« 
I.(H 
l.Oi 
.S7 


Gride 


Scoured  wool  (scoured) 


Length  in  inches 


709 

64.1.  7ns  .... 

64.S,  rt»s    

6US.04S 

euB 

SM8,(iUs 

888 

568,508 

568 

508.568 

808 

488.. 

4«8,4»i 

468  

449,  flllS .  . .  - . 

368,408,448 


2  and  longer  

m  and  I'liiger 

IW  and  loncer — 
W-i  and  longer  — 
IVi  and  lunger — 
\\i  and  longer — 
2  and  U>ni;i'r  ..... 

2  and  loii;;er 

2an<i  longer 

2  and  loneer 

2  and  longer 

4  and  longer 

4  and  longer 

4  irnd  longer 

4  and  longer 

4  and  longer 


.Average 
to  Qood 


$1.37 
1.26 
1.25 
1.23 
1.22 

l.lH 
1.  16 
1.14 
1.12 


Choice 


OM 

06 

(W 

03 

01 

99 

.l>4 

$1.4<) 
1.  /.t 
l.» 
1.26 
1.2.5 
1.21 
1.19 
l.l.S 
1.17 
1.13 
1.  11 


10 


l.os 

1.07 
.92 


Note;  Where  scoured  worsted  type  wool 
cont.-\lns  a  maximum  of  >a  woolen  type  wool 
more  than  one  (1)  Inch  in  length,  Appraisers 
shall  deduct  a  maximum  of  five  (5)  cents 
from  the  appraisal  price  for  the  proper  classi- 
fication. If  more  than  >3  Is  staple  less 
than  t'-ie  minimum  length  for  the  grade  of 
scoured  worsted  type  wool,  and  more  than 
one  (1)  inch  In  length,  the  lot  shall  be  ap- 
praised as  woolen  type  wool.  An  additional 
discount  may  be  made  for  woolen  type  wool 
one  inch  and  less  as  set  forth  below. 

Woolen  Type 


Gn-iuse  wool  (clean  basis) 

Ora.le 

Length  ui  inches 

Average    choice 
to  Oood 

64s       

1V_,  and  under 

l'^an<l  under 

1' J  iind  under 

14anii  under 

2  and  uniler 

2  and  under 

2  and  under 

2  and  under 

2  and  under 

4  and  under 

4  and  under 

4  and  under 

4  and  uuiler 

$1.11 
1.08 
1.06 
1.04 

l.o:} 

1.01 
1.00 
.98 
.94 
.95 
.03 
.92 
,  77 

$1.14 

608,648 

608 

5W,  60S 

.W8 

Ji68,  5hs    

1.11 
1.09 
1.07 
1.06 
1.05 

,<i6« 

508.568 

SUl 

1.04 

i.o;} 

.99 

4flB       

l.OO 

4ta                 

1.01 

44s  to  .'('.x    

»;s.  4',<.  <4s 

1.00 
.85 

Scoured  wool  (scoure<l) 

Grade 

Length  In  inches 

Average 
to  Good 

Choice 

649 

I'i  and  under 

V  i  and  under 

I'^and  under 

I'jand  under 

2  and  under 

2  and  under 

2  and  under 

2  and  under 

2anirunder 

4  and  under 

4  ,ind  under 

4  and  under 

4  and  under 

$1.17 
1.14 
1.12 
1.10 
1.09 
1.06 
1.0.5 

i.n;i 

.99 
1.00 
.98 
.97 
.82 

tl.20 

fiOB,  64s 

1.17 

rtos 

.589,608 

58s 

1.15 

1.13 
1.12 

568,58s 

.'i68 

1.10 
1.09 

.508,568 

,t0s    

1.08 
l.(M 

4H8 

1.0.5 

46s 

44s  to  508 

369,40s,  44s 

1.06 

1.05 

.90 

Note:  Where  a  percentage  of  wool  1  Inch 
and  less  shows  In  the  sample,  a  minimum 
deduction  of  three  (3)  cents  maximum  de- 
duction of  five  (5)  cents  shall  be  made  from 
the  above  prices. 

Woolen  Type.  1  Inch  and  Under 
(Scoured  Only) 


Grade 


Ms 

fiOs,  64s.... 
fiOs 

.5Kh   

.v.,  .588 

.568 

.508 

I'ndcr  5f^. 


.\verage 
to  Goo<l 


Choice 


$1.02 
.99 
.97 
.9.5 
.94 
.93 
.91 


$1.0.5 
1.02 
1.00 
.98 
.97 
.91) 
.94 
.92 


Paint  Wools,  i'i  Inchen  and  Longer 
(Scoured  Only) 


Ms 

tiOs 

.58,'tiOs 

,58s 

.56.588 

.56s 

.56/.tOs 

.V>,  .V* 

48,  SOs 

46,488 

40,44s 


$0.90 

10.93 

.88 

.91 

.87 

.90 

.86 

.89 

.K5 

.88 

.84 

.87 

.82 

.8.5 

.80 

.Ki 

.78 

.81 

.73 

.76 

..54 

.,V. 

Note:  Scoured  Paint  Wools  under  I'i 
Inches,  discount  five  (5)  cents  from  above 
prices.  Paint  clips,  discount  ten  (10)  cents 
from  above  prices. 

Off  Color  Wools.  I'j  Inches  and  Longer 

{Scoured  Only) 

Black 


Orafle 


60s.  64s.. 
fiOs.  ... 
.588.  608. 

,58s 

56s,  58s. 


Choice 


$1.06 

1.07 

1.0.5 

1.01 

.99 


Gray 


Ms 

CiOs.  

.58/60S 

.58s 

,5«'58s 

.V.S 

.56s,  .508 -. 

50s,  .56s v.. 

48s,  5«s ... 

46s,  48s 

40s,  44s 

32s.  36« 


Schedule  of  Pubciiase  Values  fob  Pm  lh) 
Domestic  Wool — Continued 


[All  prices  are  clean  basis  or  scoured, 
prices  less  1  percent] 

Effective  date,  Jan.  1,  1949 

Shank  Wools  (Scoured  Only) 


All 


Ortide 


.5«s  and  finer 
.'08  to  .5«'>s  ... 
44s  to  SOS... 


K verage 
to  Good 


JO.  .53 
.41 
.35 


Choice 


$0.55 
.43 
.37 


Note:  Black  and  Gray  wools  under  I'i 
Inches,  discount  five  (5)  cenU  from  above 
prices. 


$1.07 

l.(M 

1.02 

l.UI 

.99 

.97 

.90 

.88 

.86 

.82 

.ftM 

.49 


Pulled  Wools— Discounts 

1.  Short  wool.  Pulled  wools  must  be  ap- 
praised as  of  the  single  length  group  which 
best  represents  the  lot. 

Tolerance — Greasy  pulled  wool.  A  toler- 
ance of  ten  (10)  percent  of  shorter  length  of 
staple  of  the  same  grade  of  greasy  pulled  wool 
win  be  allowed.  The  presence  of  over  ten 
( 10)  percent  of  the  shorter  length  will  require 
that  the  lot  be  appraised  at  the  shorter  length 
price. 

2.  Low  wool.  Pulled  wools  must  be  ap- 
praUed  as  of  the  single  grade  classification 
(single  count  or  split  counts)  as  shown  In 
the  schedule,  which  best  represents  the  lot. 
Appraisers  will  at  their  discretion,  discount 
Individual  lots  up  to  five  (6)  cents  per  pound, 
clean  basis  or  scoured,  or  make  an  appropriate 
reduction  In  grade  classification  to  compen- 
sate for  low  wool. 

3.  Slight  tinge.  Discount  two  (2)  cents  per 
pound,  clean  basis  or  scoured,  from  the  prices 
for  choice  or  average  to  good  classifications. 

4.  Stained  wools.  Discount  up  to  seven  (7) 
cents  per  pound,  clean  basis  or  scoured,  from 
the  prices  for  average  to  good  classifications. 

5.  Defective  (seedy  and  or  burry  rcools  not 
requiring  carbonizing).  Minimum  discount 
one  (1)  cent  per  pound  maximum  discount 
ten  (10)  cents  per  pound,  clean  basis  or 
scoured,  from  prices  for  the  average  to  good 
classification.  If  the  wool  requires  carbon- 
izing. It  must  be  carbonized  before  appraisal. 

6.  Poorly  scoured  wools.  Minimum  dis- 
count two  (2)  cents  per  pound,  maximum 
discount  seven  (7)  cents  per  pound,  scoured, 
from  the  price  for  the  average  to  good  classi- 
fication. 

7.  Tender  wool.  For  wool  containing  ten- 
der staple,  minimum  discount  two  (2t  cents 
per  pound,  maximum  discount  seven  (7) 
cents  per  pound,  clean  basis  or  scoured,  from 
the  average  to  good  classification. 

8.  Depilatory.  No  discount  on  normal 
amount  of  depilatory.  Wool  containing  a 
heavy  percentage  of  depilatory  may  be  dis- 
counted a  maximum  of  3  percent  from  the 
average  to  good  clean  basis  or  scoured  value. 
Figure  to  the  nearest  cent. 

9.  Damaged  scoured  wools.  (Mteans  dead 
wool,  wool  damaged  by  fire,  salt  or  fresh 
water,  and  heat.)  May  be  discounted  up  to 
a  maximum  of  forty  (40)  cents  per  pound, 
scoured,  from  the  value  for  the  average  to 
good  classification. 

Carbonized  pulled  wools.  The  value  of 
carbonized  pulled  wool  shall  be  the  value 
such  clear  wool  would  have  If  scoured  only. 

§  672.8  Account  sales.  When  the  han- 
dler makes  payment  for  wool,  he  shall 
transmit  to  the  person  entitled  thereto 
an  accftunt  sale.  In  cases  where  a  single 
shipper's  wool  is  appraised  separately, 
such  account  sale  shall  be  accompanied 
by  a  copy  of  the  Apprai.sal  Committee's 
certificate,  or  Appeal  Committee's  certifi- 
cate, if  any.  The  handler  shall  show  on 
the  account  sale  the  grade,  shrink, 
weight,  and  appraisal  value  of  each  grade 
of  such  wool  as  shown  by  the  Apprai.sal 
Committee's  certificate  or  Appeal  Com- 
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mlttee's  certificate.  If  any.  In  the  case  of 
wool  that  has  been  grouped  into  bnes. 

5  672.9  Charges — 'a)  Grading.  Any 
wool  for  which  the  handler  has  provided 
grading  shall  be  subject  to  a  grading 
charge  of  not  to  exceed  one  cent  dr) 
per  pound  of  grease  wool. 

(b)  Scouring  and  carbonizing.  Any 
wool  scoured  or  carbonized  shall  be  sub- 
ject to  a  charge  in  an  amount  not  to 
exceed  the  actual  scouring  or  carboniz- 
ing costs,  including  the  cost  of  sorting  the 
wool  and  transporting  it  from  the  ware- 
house to  the  scouring  mills,  and,  if  neces- 
sary, from  the  scouring  mills  to  the  place 
of  storage. 

(c)  Freight — <!)  Shorn  wool.  In  the 
case  of  shorn  wool  there  shall  be  a  charge 
for  freight,  based  on  gross  shipping 
weight,  as  follows: 

(i)  In  the  ca.^^e  of  wool  appraised  in 
Boston,  the  minimum  rail  freight  rate 
or  rail  and  water  freight,  whichever  was 
used,  from  the  point  from  which  freight 
charges  aiie  paid  or  payable  by  the 
handler. 

( ii  >  In  the  case  of  wool  apprai.-^ed  out- 
side Boston,  except  where  transit  privi- 
leges are  available,  the  minimum  rail 
freight  rate  or  rail  and  water  freight  rate 
from  point  from  which  freight  charges 
are  paid  or  payable  by  the  handler  to 
point  of  appraisal,  whichever  was  used, 
plus  minimum  rail  or  rail  and  water 
freight  from  point  of  appraisal  to  Bos- 
ton. Where  transit  privileges  are  availa- 
ble, the  rate  shall  be  the  minimum 
through  rail  freight  rate  or  rail  and  wa- 
ter freight  rate  from  point  from  which 
freight  charges  are  paid  or  payable  by 
the  handler  to  Boston. 

(iii)  In  the  case  of  wool  shipped  by 
water  or  where  water  rates  are  used  in 
computing  freight  charge,  there  shall 
al.so  be  a  charge  to  cover  wharfage,  and 
complete  marine  and  war  risk  insurance. 

<2>  Pulled  wool.  In  the  case  of  pulled 
wool,  if  the  wool  is  stored  at  a  point  from 
which  the  minimum  applicable  carload 
rail  freight  rate  to  Boston,  Massachu- 
setts, exceeds  the  minimum  applicable 
carload  rail  freight  rate  from  Chicago. 
Illinois,  to  Boston.  Massachusetts,  there 
shall  be  a  charge  for  freight  in  an  amount 
sufficient  to  defray  the  excess. 

(d)  Trucking,  unloading,  or  storage- 
in-transit.  There  shall  be  a  charge  for 
trucking  or  unloading  or  storagc-ln- 
transit  of  ten  cents  (10c )  per  hundred- 
weight based  upon  the  gross  shipping 
weight  of  the  wool,  or  the  actual  cost  of 
such  services,  if  known  at  the  time  the 
charge  is  made,  whichever  Is  higher. 

(et  Handling — "D  Shorn  wool. 
Shorn  wool  shall  be  subject  to  handling 
charges  at  not  to  exceed  the  following 
rates : 

(i)  Two  and  one-fourth  cents  (2'4C> 
per  pound  of  grease  wool  or  five  and  one- 
half  cents  <5^2<*)  per  pound  of  scoured 
or  carbonized  wool,  purchased  by  CCC  in 
quantities  of  5,000  pounds  or  more. 

(ii)  Two  and  three-fourths  cents 
(22.iC)  j>er  pound  of  grease  wool,  or  six 
and  one-fourth  cents  (6'4»'*  per  pound  of 
scoured  or  carbonized  wool,  purchased 
by  CCC  in  quantities  of  less  than  5,000 
pounds. 

<2>  Pulled  wool.  Pulled  wool  shall  be 
subject  to  handling  charges  at  not  to 


exceed  the  following  rates:  Two  and 
three-fourths  cents  (2^4<'>  per  pound  of 
grease  wool  or  three  and  three-fourths 
cents  (3^4C»  per  pound  of  scoured  or 
carbonized  wool. 

(f)  Secondary  handling  or  country 
service.  Wool  received  through  a  sec- 
ondary handler,  or  wool  as  to  which  the 
handler  has  performed  country  service, 
shall  be  subject  to  a  secondary  handler's 
charge  or  country  service  charge  at  not  to 
exceed  the  following  rates: 

(1 )  In  the  ca.se  of  wool  which  the  sec- 
ondary handler,  pool,  or  handler  has  col- 
lected in  bulk  from  farms  and  trans- 
ported at  his  or  its  own  expense  from 
farms  to  country  assembly  points,  rough- 
graded  at  his  or  its  own  expense,  packed 
at  his  or  its  own  expense  in  his  or  its  own 
bags,  stored  at  his  or  its  own  expense 
prior  to  shipment  to  the  handler,  and  de- 
livered or  loaded  on  trucks  or  cars  for 
shipment  to  warehouses  of  the  handler 
other  than  a  local  warehou.se — two  and 
one-half  cents  (2^2C)  per  pound,  grease 
weight,  for  wool  tendered  to  CCC  in  lots 
of  lO.COO  pounds  or  more,  or  one  and 
three-fourths  cents  (134<')  per  pound. 
grea.se  weight,  for  wool  tendered  to  CCC 
in  lots  of  less  than  10,000  pounds. 

(2»  In  the  case  of  wool  which  growers 
have  delivered  to  the  secondary  handler 
or  pool  or  handler  at  country  a.s.sembly 
points,  including  the  secondary  handler's 
or  pool's  or  handler's  warehouse,  and 
with  respect  to  which  the  other  services 
specified  in  sObparagraph  d*  of  this 
paragraph  are  performed — two  and  one- 
fourth  cents  (2'4«"'  per  pound,  grease 
weight,  for  wool  tendered  to  CCC  in  lots 
of  10,000  pounds  or  more,  or  one  and  one- 
half  cents  <l'j(0  per  pound,  grea.se 
weight,  for  wool  tendered  to  CCC  in  lots 
of  less  than  10.000  pounds. 

<3»  In  the  case  of  wool  with  resp>ect 
to  which  some  but  not  all  of  the  services 
specified  in  either  subparagraph  (1»  or 
(2)  of  this  paragraph  are  performed — 
one  and  one-half  cents  (1'2C)  per  pound, 
grease  weiglit,  for  wool  tendered  to  CCC 
in  lots  of  10.000  pounds  or  more,  or  one 
cent  (1'^)  per  pound,  grease  weight,  for 
wool  tendered  to  CCC  in  lots  of  less  than 
10.000  pounds. 

(h)  California  processing  type  wools. 
California  processing  type  wool,  where  a 
country  service  or  secondary  handler's 
charge  is  not  applicable,  shall  be  subject 
to  an  additional  handling  charge  of  not 
to  exceed  one  and  one-half  cents  <1^2C) 
per  pound  of  grea.se  wool  to  cover  the  ad- 
ditional expense  involved  in  handling  this 
type  of  wool. 

(i>  Service  and  appraisal.  Shorn  wool 
shall  be  subject  to  a  service  and  appraisal 
charge  of  one  and  one-half  cents  (1'2C> 
per  pound  in  the  case  of  grease  wool  and 
three  and  three-fourths  cents  (3^4C>  per 
pound  in  the  case  of  scoured  or  car- 
bonized wool,  and  the  actual  cost  (but 
not  to  exceed  $75.00)  of  any  reappraisal 
made  where  the  original  appraisal  was 
confirmed. 

Pulled  wool  shall  be  subject  to  a  serv- 
ice and  appraisal  charge  of  one  and  one- 
half  cents  (l'2f)  per  pound  In  the  case 
of  grease  wool  and  two  and  one-fourth 
cents  (2!4(*>  per  pound  In  the  case  of 
scoured  or  carbonized  wool,  and  the 
actual    cost   of    any   reappraisal    made 


where  the  original  appraisal  was  con- 
firmed. 

Nothing  herein  shall  change  or  affect 
the  contractual  rights  and  obligations 
under  the  wool  handling  agreements  en- 
tered Into  by  and  between  the  handlers 
and  CCC. 

Issued  this  19th  day  of  May  1949. 

tsEALl  Elmer  F.  Kruse, 

Manager. 
Commodity  Credit  Corporation. 

Approved : 

Ralph  S.  Trigg, 

President.  Commodity 
Credit  Corporation. 

May    26,    1949; 


IF.    R.    Doc. 


49-4265;    FUed, 
8:49  a.  m.l 


TITLE  7— AGRICULTURE 
Chapter    IX — Production    and     Mar- 


keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

Part  965 — Milk  in  Cincinnati.  Ohio, 

Marketing  Area 

order,  amending  order,  as  amended, 
regulating  h.\ndling 

§£65.1  Findings  and  determinations. 
The  findings  and  determinations  here- 
inafter set  forth  are  supplementary  to 
and  in  addition  to  the  findings  and  de- 
terminations made  in  connection  with 
the  issuance  of  this  order  and  of  each 
of  the  previously  issued  amendments 
thereto;  and  all  of  said  previous  find- 
ings and  determinations  are  hereby  rati- 
fied and  affirmed,  except  insofar  as  such 
findings  and  determinations  may  be  in 
conflict  with  the  findings  and  determina- 
tions set  forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12,  1933),  as 
amended  and  as  reenacted  and  amend- 
ed by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  cover- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR,  Supps.,  900.1 
et  seq.;  12  P.  R.  1159,  4904).  a  public 
hearing  was  held  upon  certain  proposed 
amendments  to  the  tentative  marketing 
agreement  heretofore  approved  by  the 
Secretary  of  Agriculture  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Cincinnati,  Ohio,  mar- 
keting area.  Upon  the  basis  of  the  evi- 
dence introduced  at  such  hearing  and 
the  record  thereof,  it  is  found  that: 

(1)  The  said  order,  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditlcas  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2»  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  de- 
termined pursuant  to  .sections  2  and  8(e) 
of  the  act  are  not  reasonable  in  view  of 
the  price  of  feeds,  available  supplies  of 
feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
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for  such  milk,  and  the  minimum  prices 
specified  in  the  order,  as  amended,  and 
as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac- 
tors. Insure  a  sufficient  quantity  of  pure 
and  wholesome  milk,  and  be  in  the  pub- 
lic interest;  and 

(3)  The  said  order,  as  amended  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  manner 
as  and  is  applicable  only  to  persons  in 
the  respective  classes  of  industrial  and 
commercial  activity  specified  In  a  mar- 
ketinR  agreement  upon  which  hearings 
have  bc^n  held. 

(b)  Additioral  findings.  It  is  neces- 
sary to  make  effective  promptly  the  pres- 
ent am*  ndments  to  the  said  order,  as 
amended",  to  reflect  current  marketing 
conditions.  Any  further  delay  In  the 
effective  date  of  this  order,  as  amended 
and  as  hereby  further  amended,  will 
seriously  disrupt  orderly  marketing  in 
the  Cincinnati.  Ohio,  marketing  area. 
The  changes  effected  by  this  order, 
amending  the  order,  as  amended,  do  not 
require  of  persons  affected  substantial  or 
extensive  preparation  prior  to  the  effec- 
tive date.  In  view  of  the  foregoing,  it 
is  impracticable,  unnecessary,  and  con- 
trary to  the  public  interest  to  delay  the 
effective  date  of  this  order  for  30  days 
after  its  publication.  (Sec.  4  (c>.  Ad- 
ministrative Procedure  Act.  Pub.  Law 
404.  79th  Cong.;  60  Stat.  237 > 

<c)  Determinations.  It  Is  hereby 
determined  that  handlers  (excluding  co- 
operative associations  of  producers  who 
are  not  engaged  in  processing,  dis- 
tributing, or  shipping  the  milk  covered 
by  this  order,  as  amended  >  of  more  than 
50  percent  of  the  volume  of  milk  covered 
by  the  aforesaid  order,  as  amended,  and 
as  hereby  further  amended,  which  Is 
marketed  within  the  Cincinnati.  Ohio, 
marketing  area,  refused  or  failed  to  sign 
the  proposed  marketing  agreement  regu- 
lating the  handling  of  milk  in  the  said 
marketing  area;  and  it  is  hereby  further 
determined  that: 

( 1 )  The  refusal  or  failure  of  such  han- 
dlers to  sign  said  marketing  agreement 
tends  to  prevent  the  effectuation  of  the 
declared  policy  of  the  act; 

(2)  The  Lssuance  of  this  order,  further 
amending  the  said  order,  as  amended,  is 
the  only  practical  means,  pursuant  to  the 
declared  policy  of  the  act.  of  advancing 
the  interests  of  producers  of  milk  which 
is  produced  for  sale  in  the  said  market- 
ing area;  and 

•  3)  The  issuance  of  this  order,  further 
amending  the  said  order,  as  amended,  is 
approved  or  favored  by  at  least  two- 
thirds  of  the  producers  who  participated 
in  a  referendum  on  the  question  of  Its 
approval  and  who.  during  February  1949 
(.said  month  having  been  determined  to 
be  a  representative  period  V  were  en- 
pased  in  the  production  of  milk  for  sale 
in  the  said  marketing  area. 

Order  relative  to  handling.  It  Is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handlinc;  of 
m'k  in  the  Cincinnati,  Ohio,  marketing 
arvS  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  r.nd  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and 
the    aforesaid    order,    as    amended,    is 
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hereby    further    amended    to    read    as 
follows : 

1.  Replace  the  period  at  the  end  of 
5  965.6  (a)  (3»  with  a  colon  and  add 
the  following  proviso:  "Provided  further. 
That  for  any  delivery  period  when 
the  total  receipts  of  milk  from  pro- 
ducers by  all  handlers  exceed  140  percent 
of  Class  I  and  Class  II  milk,  the  price 
for  milk  made  into  Cheddar  cheese  and 
butter,  except  butter  made  from  storage 
cream,  during  such  delivery  period  shall 
be  that  resulting  from  the  following 
computation  by  the  market  administra- 
tor: Subtract  4  cents  from  the  average 
price  per  pound  of  92-score  butter  (com- 
puted in  the  manner  provided  above  in 
this  subparagraph)  for  the  delivery 
period  during  which  such  producer  milk 
was  received,  multiply  the  result  by  4  8; 
and  add  an  amount  computed  by  sub- 
tracting 8.6  cents  from  the  average  price 
of  spray  and  roller  process  nonfat  dry 
milk  solids  <  computed  in  the  manner 
provided  above  in  this  subparagraph ) . 
and  multiplying  the  result  by  8.5.  The 
price  computed  pursuant  to  this  proviso 
shall  not  be  construed  to  be  the  Class  III 
price  as  applied  in  any  other  section  of 
this  order." 

<Sec.    5.   49    Stat.    753.    as    amended:    7 
U.  S.  C.  and  Sup.  608c » 

Issued  at  Washington.  D.  C,  this  24th 
day  of  May  1949.  to  be  effective  on  and 
after  the  1st  day  of  June  1949. 

(SE.^Ll  Ch.^Rles  P.  Brannan, 

Secretary  of  Agriculture. 

[F.    R.    Doc.    49  4239;    FUed.    May    26,    19»9; 
8:58  a.  m.| 


Part  972— Milk  in  Tri-State  Marketing 
Area 

order  amending  order,  as  amended, 
rkgulating  handling 

§  972.0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the 
issuance  of  this  order  and  of  each  of  the 
previously  issued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and 
affirmed  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  (May  12,  1933),  as 
amended,  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 
rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR,  Supps..  900.1 
et  seq).  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the 
tentatively  approved  marketing  agree- 
ment and  to  the  order,  as  amended,  reg- 
ulating the  handling  of  milk  in  the  Tri- 
btate  marketing  area.  Upon  the  basis 
of  the  evidence  introduced  at  such  hear- 
ing and  the  record  thereof.  It  is  found 
that: 


(1 )  The  said  order,  as  amended  and  as 
hereby  further  amended,  and  all  of  the 
terms  and  conditions  of  said  order,  as 
amended  and  as  hereby  further  amendc^j, 
will  tend  to  effectuate  the  declared  policy 
of  the  act; 

(2)  'The  prices  calculated  to  Rive  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  rea.sonable  in  view  cf  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
such  milk,  and  the  minimum  prices  spec- 
ified in  the  order,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest;  and 

(3>  The  .said  order,  as  amended  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  man- 
ner as  and  is  applicable  on^  to  persons 
In  the  respective  classes  of  industrial 
and  commercial  activity  specified  in  a 
marketing  agreement  upon  which  hear- 
ings have  been  held. 

(b>  Determinations.  It  is  hereby  de- 
termined that  handlers  (excluding  co- 
operative a.ssoclations  of  producers  who 
are  not  engaged  in  proce.ssing,  distribut- 
ing, or  shipping  the  milk  covered  by  this 
order,  as  amended*  of  more  than  50  per- 
cent of  the  volume  of  milk  covered  by 
the  aforesaid  order,  as  amended  and  as 
hereby  further  amended,  which  is  mar- 
keted within  the  Tri-State  marketing 
area,  refu.sed  or  failed  to  sign  the  mar- 
keting agreement  regulating  the  han- 
dling of  milk  In  the  said  marketing  area; 
and  It  is  hereby  further  determined  that: 

( 1  >  The  refusal  or  failure  of  such 
handlers  to  sign  said  marketing  agree- 
ment tends  to  prevent  the  effectuation 
of  the  declared  policy  of  the  act; 

(2)  The  issuance  of  this  order,  fur- 
ther amending  the  said  order,  as  amend- 
ed, is  the  only  practical  means,  pursu- 
ant to  the  declared  policy  of  the  act,  of 
advancing  the  interests  of  producers  of 
milk  which  is  produced  for  sale  in  the 
said  marketing  area;  and 

(3  I  The  i.ssuance  of  this  order,  further 
amending  the  said  order,  as  amended. 
is  approved  or  favored  by  at  least  tv.o- 
t birds  of  the  producers  who  participated 
In  a  referendum  on  the  question  of  its 
approval  and  who,  during  February  1949 
(said  month  having  been  determined  to 
be  a  representative  period),  we/e  en- 
gaged in  the  production  of  milk  for  sale 
in  the  said  marketing  area. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Tri-State  marketing  area 
shall  be  in  conformity  to  and  in  com- 
pliance with  the  terms  and  conditions  of 
•  the  aforesaid  order,  as  amended,  and  as 
hereby  further  amended;  and  the  afore- 
said order,  as  amended,  is  hereby  fur- 
ther amended  as  follows: 

1.  Delete  from  §  972.5  (b)  the  pro- 
viso contained  therein  and  substitufe 
therefor  the  following:  "Provided.  That 
if,  as  computed  by  the  market  adminis- 
trator (1)  the  total  quantity  of  producer 
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milk  classified  as  Class  III  milk  is  less 
than  12  percent  of  total  producer  milk 
receipts  at  either  Huntington  district 
plants  or  all  fluid  milk  plants  of  handlers 
for  the  12-month  period  ending  with 
the  month  of  August  in  any  year,  the 
prices  of  Class  I  milk  and  Cla.^s  n  milk 
for  the  following  October,  November, 
December,  and  January  shall  be  in- 
creased 25  cents  per  hundredweight  over 
the  price  otherwl.se  applicable  pursuant 
to  this  paragraph  and  paragraph  (c) 
of  this  section;  or  (2»  the  total  quantity 
of  producer  milk  classified  as  Class  III 
milk  is  more  than  18  percent  of  total 
producer  milk  receipts  at  either  Hunt- 
ington district  plants  or  all  fluid  milk 
plants  of  handlers  for  the  12-month 
period  ending  with  the  month  of  Feb- 
ruary (not  February  1949 »  in  any  year, 
the  prices  of  Class  I  milk  and  Class  II 
milk  for  the  following  April,  May,  June 
and  July  shall  be  decreased  25  cents 
under  the  price  otherwise  applicable 
pursuant  to  this  paragraph  and  para- 
graph (c>  of  this  section:  And  provided 
further,  That  the  prices  for  Class  I  milk 
and  Class  II  milk  for  the  months  of 
October  through  Januar>-.  inclusive, 
shall  not  be  lower  tHan  the  respective 
prices  computed  for  such  classes  pur- 
suant to  this  section  for  the  preceding 
September,  and  the  prices  for  Cla.ss  I 
milk  and  Class  II  milk  for  the  months  of 
April  through  July,  inclusive,  shall  not  be 
higher  than  the  respective  prices  com- 
puted for  such  cla.s.ses  pursuant  to  this 
section  for  the  preceding  March." 

(Sec.  5,  49  Stat.  753,  as  amended;  7 
U.  S.  C,  and  Sup.  608c;  sec.  102.  Reorg. 
Plan  I  of  1947,  12  F.  R.  4534.  3  CFR,  1947 
Supp.  > 

Issued  at  Washington.  D.  C.  this  24th 
day  of  May  1949,  to  be  effective  on  the 
1st  day  of  July  1949. 

[.SEAL I  Charles  F.  Br* NN AN. 

Secretary  of  Agriculture. 

IF     R     Doc.    49-4280;    Filed.    May    26,    1949; 
8  59   a.   m.| 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  II — Production  and  Market- 
ing Administration  (Packers  and 
Stockyards  Division),  Department 
of  Agriculture 

Part  202 — Rules  of  Practice  Governing 
Froceedings  Under  the  Packers  and 
Stockyards  Act 

petitions  to  modify  or  to  vacate  orders 

By  virtue  of  the  authority  vested  in 
the  Secretary  of  AKriculture  by  the  Pack- 
ers and  Stockyards  Act,  1921  (42  Stat. 
159.  7  U,  S.  C.  sec,  181  et  seq).  as 
amended,  the  last  paragraph  of  i:  202.37 
<ai  (4)  of  the  rules  of  practice,  as 
amended,  appearing  in  Title  9,  Chapter 
II,  Part  202,  CFR  and  supplements 
thereto,  is  hereby  amended  to  read  as 
follows : 

§  202.37  Applications  for  reopening 
hearings;  for  rehearings  or  rearguments 
of  proceedings,  or  for  reconsideration  of 
orders:  or  for  modification  or  vacation 
of  orders — (sl)  Petition  requisite.  •  •  • 
No,  102 2 


FEDERAL  REGISTER 

^4)  Petitions  to  modify  or  to  vacate 
orders.     •     •     • 

Notice  of  every  such  petition  of  modi- 
fication which  involves  an  increase  of 
rates  and  charges  lawfully  prescribed  by 
the  Secretary  or  any  rates  and  charges 
for  services  not  theretofore  covered  by 
order  shall  be  published  in  the  Federal 
Register,  The  contents  of  the  notice 
shall  conform  to  the  requirements  con- 
tained in  the  last  sentence  of  §  202.23  (a) 
and  such  notice  may  be  signed  by  the 
Director  of  the  Livestock  Branch  or  by 
the  hearing  clerk. 

The  foregoing  amendment  shall  be- 
come effective  thirty  days  after  publica- 
tion in  the  Federal  Register.  (42  Stat. 
159,  7  U.  S.  C.  181  et  seq.) 

Done  at  Washington,  D.  C,  this  24th 
day  of  May  1949.  Witness  my  hand  and 
the  seal  of  the  Department  of  Agri- 
culture. 

(Sec,  407,  42  Stat.  169;  7  U.  S.  C.  228  • 

I  seal]  Charles  F.  Brannan, 

Secretary  of  Agriculture. 

IF.    R.    Doc.    49-4263;    Filed.    May    26.    1949; 

8  59a.m. I 


TITLE   12— BANKS 
BANKING 


AND 


Chapter  II — Federal  Reserve  System 

Subchapter   A — Board    of   Governors   of   the 
Federal  Reserve  System 

I  Reg.   Fj 

Part  206 — Trust  Powers  of  National 
Banks 

readily  marketable  securities 

In  order  that  those  direct  obligations 
of  the  United  States  which  are  redeem- 
able but  not  srJable  may  be  regarded  as 
readily  marketable  securities  for  com- 
mon trust  fund  purposes  under  Part  206, 
footnote  numbered  33  to  the  last  para- 
graph of  §206.17  (c)  (5»  is  ameoded, 
effective  May  20.  1949,  to  read  as  follows: 

"  A  readily  marketable  security  within  the 
meaning  of  this  section  means  a  security 
which  is  a  direct  obligation  of  the  United 
States  or  which  is  the  subject  of  frequent 
dealings  In  ready  markets  with  such  frequent 
quotations  of  price  as  to  make  (ai  the  price 
easUy  and  definitely  ascertainable  and  (bi 
the  security  itself  easy  to  realize  upon  by 
sale  at  any  time. 

The  notice,  public  participation,  and 
deferred  effective  date  described  in  sec- 
tion 4  of  the  Administrative  Procedure 
Act  afe  not  followed  in  connection  with 
this  amendment  for  the  reasons  and  good 
cause  found  a.'=  stated  in  section  2  (e>  of 
the  Board's  Rules  of  Procedure  ( 12  CFR. 
262.2  (e>),  and  especially  becau.se,  in 
connection  with  this  permissive  amend- 
ment, such  procedures  are  unnecessary 
as  they  would  not  aid  the  persons  af- 
fected and  would  serve  no  other  useful 
piu-pose. 

(Sec.  11  (D,  38  Stat,  262;  12  U,  S.  C.  248 
(i).  Interprets  or  applies  sees,  2-4.  24 
Stat,  18,  19,  sec.  1.  40  Stat.  1043.  as 
amended,  sec.  1,  44  Stat,  1225,  as 
amended,  sec.  11,  38  Stat.  261,  as 
amended,  53  Stat.  68,  as  amended;  12  U. 


2783 

S.  C.  30-33,  34  (a),  248  (k),  26  U.  8,  C. 
169) 

Board  of  Governors  of  irnE 
Federal  Reserve  System, 
[seal]     S,  R,  Carpenter, 

Secretary. 

[P.    R.    Doc.    49^223;    Filed.    May    26,    1949; 

8:47  a.   ml 


TITLE  14 — CIVIL  AVIATION 
Chapter  I — Civil  Aeronautics  Board 

Part  49 — Tr.\nsportation  of  Explosives 
and  Other  DANGEROtJs  Articles 

Explanatory  statement.  Present  Part 
49  provides  for  the  transporation  by  air 
of  certain  articles  commonly  classified  as 
explosives  or  dangerous  articles.  Since 
the  carriage  of  explosives  and  other  dan- 
gerous articles  is  seldom  accomplished 
entirely  by  air  transportation,  but  gen- 
erally is  combined  with  some  form  of 
surface  transportation  to  bring  the  items 
to  the  aircraft  and  to  take  them  away 
after  the  air  lift.  It  wa5  necessary  that 
applicable  Civil  Air  Regulations  govern- 
ing the  transportation  of  such  cargo  be 
coordinated  with  the  Interstate  Com- 
merce Commission  Regulations  which 
regulate  the  carriage  of  such  articles  by 
the  principal  .'surface  carriers.  Thus,  in 
promulgating  Part  49  in  1945,  the  Board 
adopted  the  various  classifications  of 
dangerous  articles  and  the  packaging  and 
labeling  requirements  of  the  pertinent 
Interstate  Commerce  Comml.'^sion  Regu- 
lations as  effective  January  7,  1941. 

The  selection  in  1945  of  a  ftw  specific 
items  for  lncIu.>ion  in  Part  49  as  articles 
acceptable  for  carriage  was  based  on  two 
criteria.  The  first  of  these  was  that  the 
acceptable  items  had  to  be  relatively  in- 
nocuous and  had  to  be  safely  transporta- 
ble in  aircraft  as  determined  from  the 
technical  information  then  available  to 
the  Board,  Second,  there  had  to  be  a 
demonstrable  need  for  carriage  of  the 
particular  article.  It  was  believed  by  the 
Board  that  the  experience  of  aircraft 
operators  under  Part  49  together  with 
advances  of  technology  would  lead  to  an 
enlarged  list  of  acceptable  materials. 
The  judgment  of  the  Board  has  been 
borne  out.  Experience  under  the  1945 
rule  has  been  excellent.  The  operators 
have  acquired  techniques  of  handling  the 
articles  covered  by  Part  49  and  have 
demonstrated  their  fitness  to  handle  a 
greater  variety  of  such  materials.  At 
the  same  time  the  rapid  development  of 
the  air  cargo  indu.'^try  has  brought  to 
light  a  need  for  the  inclusion  of  a  greater 
variety  of  articles  falling  into  the  so- 
called  dangerous  category.  It  is  evident, 
therefore,  that  a  revision  of  the  present 
Part  49  is  in  order. 

In  determining  what  additional  items 
may  be  safely  transported  by  air  staff 
members  of  the  Board  have  consulted 
with  "the  Bureau  for  the  Safe  Transpor- 
tation of  Explosives",  a  non-profit  private 
organization  devoted  to  establishing  safe 
transportation  practices  for  explosives 
and  other  dangerous  articles,  and  with 
other  transportation  specialists.  On  the 
basis  of  the  known  reactions  of  explosives 
and  other  dangerous  articles  to  variations 
and  extremes  of  temE>erature,  pressure. 
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and  shock  experienced  hi  transit,  certain 
articles  have  been  selected  as  safe  for 
carriage  by  air.  With  exceptions  as 
noted  these  articles  include  all  those 
which  may  be  shipped  by  rail  express. 
althouEh  there  are  certain  limitations 
prescribed  on  the  amounts  of  some  of 
these  FUbstances  which  may  be  shipped 
by  air. 

While  it  is  believed  that  the  items 
deemed  acceptable  in  Part  49  include 
most  of  those  which  may  be  safely  car- 
ried, further  laboratory  tests  are  being 
conducted  by  responsible  industry  and 
government  agencies,  and  as  re.sults  of 
these  tests  are  made  known  some  addi- 
tional items  may  be  added  to  those  which 
may  be  carried. 

It  will  be  noted  that  this  procedure  Is 
similar  to  the  one  followed  by  the  In- 
terstate Commerce  Commission.  On  be- 
half of  the  Commission,  the  Bureau  for 
the  Safe  Transportation  of  Explosives 
analyzes  new  products  and  new  packag- 
ing methods  as  they  are  developed  in 
order  to  permit  new  items  to  be  shipped 
by  surface  transportation  and  to  improve 
the  safety  with  which  existing  items  are 
carried.  The  testing  limits  presently 
used  by  the  Bureau  for  the  Safe  Trans- 
portation of  Explosives  for  rail  express 
compare  with  actual  conditions  encoun- 
tered in  air  transportation  with  the  pos- 
sible exception  of  certaiiT  pressure 
tolerances. 

With  respect  to  the  effects  of  reduced 
pressure  on  articles  coming  under  the 
provisions  of  Part  49.  substances  which 
might  be  affected  by  pressure  changes 
either  are  not  permitted  on  aircraft  or 
are  permitted  only  when  packed  In  pres- 
sure containers. 

Meanwhile  certain  agencies,  including 
Wright  Field,  are  conducting  research  on 
the  subject  of  pressure  sensitive  mate- 
rials The  results  of  their  research  will 
be  made  available  to  the  Board.  It  will 
then  be  decided  if  any  of  the  restrictions 
Imposed  by  Part  49  on  pressure  sensitive 
materials  can  be  modified. 

The  Bureau  for  the  Safe  Transporta- 
tion of  Explosives  has  agreed  to  furnish 
the  Board  with  such  information  as  it 
may  obtain  from  time  to  time  with  re- 
spect to  the  handling  of  explosives  or 
other  dangerous  cargo,  and  the  Board 
Intends  to  introduce  appropriate  changes 
In  the  lists  of  acceptable  articles  for  air 
transportation  on  the  basis  of  this  in- 
formation and  .such  other  data  as  is  made 
available  to  it  by  interested  industry 
groups.  In  this  manner  it  is  believed 
that  lists  of  acceptable  articles  may  be 
kept  current. 

Generally  the  proposed  new  part  dif- 
■  fers  from  present  Part  49  in  the  following 
manner :  The  part  will  base  Civil  Air  Reg- 
ulations on  the  provisions  of  current  ICC 
Regulations  rather  than  those  in  effect 
on  a  particular  date.  It  will  distinguish 
between  articles  acceptable  on  aircraft 
carrying  passengers  and  articles  which 
may,  be  carried  in  cargo-only  operations. 
The  revised  part  permits  the  carriage  of 
an  enlarged  number  of  classes  of  articles 
in  passenger-carrying  aircraft.  On 
cargo  aircraft  almost  all  of  those  sub- 
stances authorized  for  shipment  by  rail 
express  service  may  be  carried.  At  the 
same  time  levels  of  safety  have  been 
raised  by  the  prohibition  of  certain  arti- 
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cles  permitted  by  present  Part  49  and  by 
the  imposition  of  more  restrictive  pack- 
aging requirements  and  quantity  limi- 
tations. 

For  passenger-carrying  aircraft,  only 
those  classes  of  articles  listed  in  §  49.10 
of  the  proposed  rule  may  be  carried. 
The  part  specifies  the  packaging  and  la- 
beling requirements  for  each  of  these 
items  since  many  of  these  articles  are  ex- 
empt from  the  usual  ICC  Regulations 
packaging  and  labeling  requirements. 
New  clas.ses  of  articles  to  be  carried  in 
passenger  aircraft  would  have  to  be 
added  by  amendment  of  the  part.  Cer- 
tain articles  which  might  otherwise  be 
included  within  the  classes  of  articles 
which  are  transportable  are  specifically 
prohibited  from  shipment  in  pa-ssenger- 
carrying  aircraft.  The  list  of  such  ar- 
ticles will  be  kept  current. 

For  cargo-only  aircraft,  in  addition  to 
articles  which  may  be  carried  in  pas- 
senger aircraft,  any  article  may  be  car- 
ried which  is  listed  as  acceptable  for  rail 
express  in  Part  72  of  the  ICC  Regula- 
tions provided  that  its  carriage  is  not 
prohibited  by  5  49.81.  The  Board  will  be 
advised  of  all  new  items  to  be  added  to 
the  acceptable  list  by  the  ICC  so  that  it 
may  take  appropriate  measures  to  regu- 
late or  prohibit  the  carriage  of  any  item 
deemed  an  unde.sirable  risk  for  air  trans- 
portation. However,  unless  the  Board 
does  take  contrary  action,  any  article 
may  be  carried  as  added  from  time  to 
time. 

In  all  operations,  the  revised  part  will 
require  explosives  and  other  dangerous 
articles  to  be  packed,  labeled,  and  loaded 
as  specifically  proviaed  therein  or  in  ac- 
cordance with  the  requirements  of  the 
ICC  Regulations   for   rail   express.    We 
have  required  that  the  packing  require- 
ments for  rail  express  be  used  because 
they   are  considered  more   appropriate 
for  air  transportation  than  those  appli- 
cable to  rail  freight,  as  they  provide  a 
higher  margin  of  .safety  against  changes 
in  temperature,  pressure,  and  inadvert- 
ent damage  and  shock  while  in  transit. 
It  is  believed  that  the  differences  be- 
tween all-cargo  and  cargo-passenger  op- 
erations are  of  such  a  nature  as  to  justify 
less   stringent   requirements   for   cargo 
flights  than  for  mixed  operations.    Pri- 
marily, the  difference  in  the  limitations 
impo.sed  on  the  two  types  of  operation 
lies   in   the   maximum   quantity   provi- 
sions which  permit  small  amounts  of  ar- 
ticles in  combination  flights  and  some- 
what larger  quantities  of  the.se  materials 
in  all-cargo  operations.     In  addition,  a 
few  items  are  authorized  for  carriage  In 
cargo  flights  that   are   not   considered 
suitable  for  mixed  operations.    It  will  be 
noted,  for  example,  that  in  all-cargo  op- 
erations the  cargo  can  be  under  surveil- 
lance of  the  crew  members  since  cargo 
is  located  in  the  cabin  of  the  airplane, 
whereas  in  joint  pa.ssenger-cargo  opera- 
tions   the    cargo    compartments,    while 
technically  accessible,  are  not  under  the 
eye  of  the  crew.    In  pa.ssenger  operations 
it  Is.  therefore,  more  difficult  to  detect 
such  an  Item  as  a  leaky  container  or  a 
broken  package.    In  any  case,  authoriza- 
tion to  carry  Items  acceptable  for  rail 
express  on  cargo-only  operations  is  es- 
sentially conservative.    Rail  express  re- 


quirements are  based  on  the  fact  that 
there  are  many  combination  cars  carry- 
ing passengers  and  express  in  railroad 
service,  and  in  point  of  fact  the  proximity 
of  passengers  to  cargo  in  such  cars  Is 
somewhat  similar  to  that  of  crew  mem- 
bers to  cargo  in  cargo  aircraft.  Further- 
more, railway  express  regulations  tend  to 
be  very  conservative  since  there  is  an 
alternate  method  of  shipping  dangerous 
commodities  by  rail— rail  freight.  The 
Board,  therefore,  believes  that  these 
regulations  provide  appropriate  stand- 
ards of  safety  for  cargo-only  and  mixed 
passenger-cargo  operations. 

It  is  believed  that  the  safety  stand- 
ards established  by  this  proposed  re- 
vision are  adequate  for  all  known  ex- 
tremes of  temperature,  pressure,  and 
shock  encountered  in  normal  flight  by 
United  States  operated  aircraft  through- 
out the  world.  However,  some  special 
operations  may  require  additional  safe- 
guards. When  such  conditions  exist,  it 
would  be  the  re.sponsibility  of  the  opera- 
tor of  the  aircraft  to  evaluate  these  con- 
ditions for  a  particular  operation  and  to 
require  such  special  packaging  and  han- 
dling as  may  be  necessary  to  insure 
safety. 

It  is  expected  that  all  air  carriers  who 
may  now  have  tariffs  in  force  which 
purport  to  authorize  packing,  labeling, 
or  shipment  of  explo.sives  and  other 
dangerous  articles  contrary  to  the  pro- 
visions of  revised  Part  49  will  withdraw 
such  tariffs  prior  to  the  effective  date  of 
this  part.  As  a  further  service  to  the 
industry,  it  is  expected  that  a  manual  of 
recommended  practices  for  the  handling 
of  explosives  and  other  dangerous  ar- 
ticles will  be  publi.shed  by  the  Govern- 
ment. While  such  a  manual  Is  not 
essential  for  the  safe  transportation  of 
these  articles,  it  is  believed  that  it  will 
perform  a  useful  service  for  those  air 
carriers  and  shippers  whose  past  experi- 
ence with  .such  cargo  is  limited. 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington.  D.  C. 
on  the  20th  day  of  May  1949. 

Part  49.  as  amended,  authorizes  the 
transportation  of  a  limited  number  of 
items  classified  as  "explosives  or  other 
dangerous  articles."  Since  1942  when 
regulations  on  this  .subject  were  origN 
nally  promulgated,  the  need  for  rapid 
transportation  of  additional  articles  of 
such  nature  has  rapidly  accelerated. 
Experience  has  shown  that  many  articles 
within  this  classification  can  be  safely 
tran.sported  by  air  when  appropriately 
packaged.  In  view  of  current  informa- 
tion as  to  safe  operating  conditions  and 
transportation  needs,  the  Board  has  re- 
vised Part  49  in  order  to  permit  a  greater 
number  of  articles  to  be  carried  and  to 
prescribe  adequate  marking,  labeling, 
and  packaging  requirements.  A  more  de- 
tailed explanation  of  the  basis  and  pur- 
pose  of   the   revised  part   is   attached 

hereto. 

For  the  reasons  stated  above  the  Board 
finds  that  the  provisions  of  Part  49.  as 
revised,  are  necessary  to  provide  ade- 
quately for  safety  of  flight  in  air 
commerce. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the  re- 
vision of  this  part,  and  due  considera- 
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tion  has  been  given  to  all  relevant  mab* 
ter  presented. 

In  consideration  of  the  foregoing  the 
Civil  Aeronautics  Board  hereby  makes 
and  promulgates  a  revision  of  Part  49 
of  the  Civil  Air  Regulations  (14  CFR. 
Part  49,  as  amended)  effective  July  20. 
1949,  to  read  as  follows: 

Sec. 

49.0  Applicability  of  part. 

49.1  Definitions. 

49.3       Packing,    marking,    and    labeling    re- 
quirements. 

PASSFNCER-CARRTINC   AIBCRAFT 

49.10  Acceptable  exploelves  and  other  dan- 

gerous articles  on  aircraft  carrying 
passengers. 

49.11  Explosives. 

49.12  Flammable  liquids. 

49.13  Flammable  solids  and  oxidizing  ma- 

terials. 

48.14  Acids  and  other  corrosive  liquids. 

49.15  Nonflammable  compressed  gases. 
49  16     Poisonous  liquids. 

49  17     Poisonous  solids. 
49.18    Radioactive  materials. 

CABCO    AIRCRArr 

49  41     Articles  which  may  be  carried  In  cargo 
aircraft. 

LOADING    AND     HANDLING    SEQUiaEMENTS 

49  51     Cargo  location. 

49.52  Pilot  notification. 

49.53  Damaged  or  Improperly  marked  arti- 

cles. 
49  54     Quantity  limitations. 
49  55     Special   requirements  for   radioactive 

materials. 


EXEMPTED    AKTICLES 

Aircraft  equipment. 
Radioactive  materials. 
Additional  exempted  articles. 
Special  authority. 
Prohibited  articles. 


49.62 
49.63 

49.71 
49.81 

Appendix  A.  Items  prohibited  from  trans- 
portation by  air. 

Appendix  B.  Items  prohibited  from  trans- 
portation by  air  on  passenger-carrying  air- 
craft. 

AuTHORn-Y:  §549.0  to  49.81  Issued  under 
sec.  305  (a).  52  Stat.  984;  49  U.  S.  C.  425  (a). 
Interpret  or  apply  sec.  601,  52  Stat.  1007;  49 
U.  8.  C.  551. 

8  49.0  Applicability  of  part.  Explosives 
or  other  dangerous  articles,  including 
flammable  liquids,  flammable  solids, 
oxidizing  materials,  corrosive  liquids, 
compressed  gases,  and  poisonous  sub- 
stances, shall  not  be  loaded  in  or  trans- 
ported by  civil  aircraft  In  the  United 
States,  or  transported  anywhere  in  air 
commerce  in  civil  aircraft  of  United 
States  registry  except  as  hereinafter 
provided. 

§  49.1  Definitions,  (a)  As  used  In 
this  part  the  words  listed  below  shall  be 
defined  as  follows: 

(1)  Explosives.  Those  liquids,  gases. 
or  solids  specified  as  "Forbidden  Ex- 
plo.sives."  Class  A.  Class  B.  or  Class  C 
explosives  by  the  ICC  Regulations. 

'Chapter  39,  "Explosives  and  Combus- 
tibles," of  Title  18  of  the  U.  8.  Code,  Public 
Law  772,  80th  Congress,  2d  Sess.;  18  U.  S.  C. 
8.51  et  seq..  enacted  June  25,  1948.  which 
supersedes  the  Transportation  oT  Explosives 
Act  of  March  4.  1921,  adopts  the  term  "flam- 
mable" in  place  of  the  currently-used  term 
"inflammable. '  As  used  In  this  part  "flam- 
mable" has  the  same  meaning  as  "Inflam- 
mable" »nd  "nonflammable"  the  same  mean- 
ing as  "nonlnflammable  '  as  used  by  current 
ICC  Regulations. 
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<2)  Flammable' liquid.  A  flammable 
liquid  Is  any  liquid  which  gives  off  flam- 
mable vapors  (as  determined  by  flash 
point  from  Tagliabue's  open-cup  tester, 
as  used  for  test  of  burning  oils)  at  or 
below  a  temperature  of  80°  P. 

(3)  Flammable  solid.  A  flammable 
solid  is  a  solid  substance,  other  than  one 
classified  as  an  explosive,  which  is  likely 
under  conditions  incident  to  transporta- 
tion, to  cause  fires  through  friction, 
through  absorption  of  moisture,  through 
spontaneous  chemical  changes,  or  as  a 
result  of  retained  heat  from  the  manu- 
facturing or  processing. 

(4)  Oxidizing  material.  An  oxidizing 
material  is  a  substance  such  as  a  chlo- 
rate, permanganate,  peroxide,  or  a 
nitrate,  that  yields  oxygen  readily  to 
stimulate  the  combustion  of  organic 
matter. 

( 5i  Corrosive  liquids  .  Corrosive 
liquids  are  tho.se  acids,  alkaline  caustic 
liquids,  and  other  corrosive  liquids  which, 
when  in  contact  with  living  tissue,  will 
cause  severe  damage  to  such  tissue  by 
chemical  action,  or  which,  in  ca.se  of 
leakage,  will  materially  damage  the  air- 
craft structure  or  cargo;  or  which  are 
likely  to  cause  fire  when  in  contact  with 
organic  matter  or  with  certain  chemi- 
cals. 

<6)  Compressed  gas.  A  compressed 
gas  for  the  purposes  of  these  regulations 
is  defined  as  any  material  or  mixture 
having  in  the  container  either  an  abso- 
lute pressure  exceeding  40  pounds  per 
square  inch  at  70  F.,  or  an  absolute  pres- 
sure exceeding  104  pounds  per  square 
inch  at  130'  F.,  or  both;  or  any  liquid 
flammable  material  having  a  Reid ' 
vapor  pressure  exceeding  40  pounds  per 
square  inch  absolute  at  100 ''  F.  (See 
§49.1  (a I  (7)  (i)  for  gases  defined  and 
classified  as  poisonous.) 

<i)  Any  compressed  gas,  as  defined 
above,  shall  be  classified  as  a  flammable 
compressed  gas  if  either  (a)  a  mixture  of 
13  percent  or  less  <by  volume)  with  air 
forms  a  flammable  mixture  or  (b)  the 
flammability  range  with  air  is  greater 
than  12  percent  regardless  of  the  lower 
limit. 

(7)  Poisonous  articles.  Poisonous  ar- 
ticles for  the  purpose  of  these  regulations 
are  divided  into  four  classes  defined  as 
follows : 

<i)  Extremely  dangerous  poisons; 
Class  A.  Poi-sonous  gases  or  liquids  of 
such  nature  that  a  very  small  amount  of 
gas.  or  vapor  of  the  liquid,  mixed  with  air 
is  dangerous  to  life.  This  class  includes : 
cHlorpicrin,  cyanogen,  diphosgene.  ethyl- 
dichlorarsine.  hydrocyanic  acid,  lewisite, 
methyldichlorarsine,  mustard  gas,  nitro- 
gen peroxide  (tetroxide),  phenylcarbyl- 
amine  chloride,  phosgene  <  diphosgene » . 
(Dilute  solutions  of  hydrocyanic  acid  of 
not  exceeding  5  percent  strength  are 
classed  as  poisonous  articles,  Class  B. ) 

(11)  Less  dangerous  poisons;  Class  B. 
Poisonous  liquids  and  solids,  including 
pastes  and  semisolids,  are  substances  of 
such  nature  that  they  are  chiefly  danger- 
ous by  external  contact  with  the  body  or 
by  their  being  taken  Internally  as  in  con- 
taminated food  or  feeds. 


•American  Society  for  Testing  Materials 
Method  of  Test  for  Vapor  Pressure  of 
Petroleum  Products  (D-323). 
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(iii)  Tear  gas  or  irritating  substances; 
Class  C.  Tear  gases  are  liquid  or  solid 
substances  which  upon  contact  with  fire 
or  when  exposed  to  air  give  off  danger- 
ous or  intensely  irritating  fumes,  such  as 
brombenzylcyanide,  chloracetophenone. 
diphenylaminechlorarsine.  and  diphenyl- 
chlorarsine,  but  not  including  any  poi- 
sonous article.  Class  A. 

(iv)  Radioactive  materials;  Class  D. 
A  radioactive  material  is  any  material  or 
combination  of  materials  with  sponta-^ 
neously  emits  ionizing  radiation.  For  the 
purpose  of  these  rules,  radioactive  mate- 
rials are  divided  into  three  groups,  ac- 
cording to  the  type  of  radiation  emitted 
at  any  time  during  transportation,  as 
follows : 

(a)  Group  I  radioactive  materials. 
Group  I  radioactive  materials  are  those 
materials  which  emit  any  gamma  radia- 
tion, either  alone  or  with  electrically 
charged  particles  or  corpuscles. 

(b)  Group  II  radioactive  materials. 
Group  II  radioactive  materials  are  those 
materials  which  emit  neutrons  and  either 
or  both  of  the  types  of  radiation  charac- 
teristic of  Group  I  radioactive  materials. 

(c)  Group  III  radioactive  materials. 
Group  ni  radioactive  materials  are  tho.se 
materials  which  emit  only  electrically 
charged  particles  or  corpu.scles  (i.  e., 
alpha  and  or  beta  radiation). 

<8)  "Unit"  of  gamma  radiation. 
"Unit"  of  gamma  radiation  is  one  milli- 
roentgen  per  hour  at  a  meter  for  "hard 
gamma"  radiation,  1.  e.,  that  amount  of 
gamma  radiation  which  will  have  the 
same  effect  on  sensitive  photographic 
film  as  one  milliroentgen  per  hour  at  a 
meter  of  "hard  gamma"  radiation  of 
radium  filtered  through  i ,.  inch  of  lead. 

(9>  Passenger-carrying  aircraft.  A 
passenger-carrying  aircraft  is  an  air- 
craft carrying  any  individual  other  than 
a  flight  crew  or  crew  member,  company 
employee,  or  an  authorized  government 
representative. 

(10)  Cargo  aircraft.     A  cargo  aircraft ' 
is  an  aircraft  other  than  a  passenger- 
carrying    aircraft    which    is    carrying 
goods  or  property. 

(11)  Marking.  Marking  is  the  display 
on  the  container  of  the  name  of  the  ar- 
ticles inside,  as  listed  in  the  commod.<y 
li.st  of  the  ICC  Regulations. 

( 12 )  Labeling.  Labeling  is  the  display 
on  the  container  of  an  appropriate  label 
as  specified  for  a  particular  class  of 
articles  by  the  ICC  Regulations. 

(13)  ICC  Regulations.  ICC  Regula- 
tions shall  mean  the  "Interstate  Com- 
merce Commission's  Regulations  for 
Transportation  of  Explosives  and  Other 
Dangerous  Articles."  effective  January 
7,  1941.  as  amended  or  revised  from  time 
to  time  '  (49  CFR.  Parts  71-77  >. 

(14 »  Aircraft  operator.  An  operator 
of  aircraft  shall  incfude  the  owner,  lessee, 
or  any  other  person  who  causes  or  au- 
thorizes the  operation  of  the  aircraft. 

§  49.3  Packing,  marking,  and  labeling 
requirements.  <  a )  Unless  otherwise 
specifically  provided  in  this  part,  explo- 
sives or  other  dangerous  articles  shipped 
by  air  shall  be  packed,  marked,  and 
labeled  in  accordance  with  the  speciflca- 

•The  regulations  referred  to  may  be  ob- 
tained from  the  Government  Printing  Office. 
Washington  25.  D.  C.  or  from  the  Bureau  of 
Explosives,  30  Vesey  Street,  New  York  \  N.  Y. 
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tlons  established  In  Part  72  *  of  the  ICC 
Regulations  for  transportation  by  rail 
express:  Provided.  That  liquids  shall  be 
packed  only  in  containers  which  are 
securely  closed,  suflBcient  in  strength  to 
prevent  any  leakage  or  distortion  of  the 
containers  caused  by  change  in  tempera- 
ture or  altitude  during  transit,  and  so 
filled  as  to  provide  adequate  outage.  All 
explosives  or  other  dangerous  articles 
shipped  by  air  shall  show  the  proper 
*^shipping  name  as  shown  in  the  commod- 
ity list  of  Part  72  of  the  ICC  Regulations 
and  any  instructions  that  are  necessary 
for  safe  handling. 

(b)  No  shipper  shall  offer  and  no  air 
carrier  or  other  operator  of  aircraft  shall 
knowingly  accept  explosives  or  danger- 
ous articles  for  carriage  by  air  unless 
the  shipper  or  his  authorized  agent  has 
certified  that  the  shipment  complies  with 
the  requirements  of  this  part.  No  ship- 
ment shall -be  accepted  for  transporta- 
tion by  passenger-carrying  aircraft  un- 
less the  package  .shows  a  clear  and 
plainly  vi.sible  statement  that  it  is  within 
the  limitations  prescribed  for  passenger 
operations.  Any  operator  of  aircraft 
may  rely  on  such  a  certificate  as  prima 
facie  evidence  that  the  shipment  so  cer- 
tified complies  with  the  requirements  of 
this  part." 

PASSENGER-CARRYING  AIRCRAFT 

§49.10  Acceptable  explosives  arid 
other  dangerous  articles  on  aircraft 
carrying  passengers.  No  article  listed  in 
Appendices  A  or  B  of  this  part  shall  be 
carried  on  passenger-carrying  aircraft, 
and  no  other  explosive  or  dangerous  arti- 
cle shall  be  carried  in  pa.ssenger-carry- 
Ing  aircraft  except  as  provided  in  §5  49.11 
throuph  49.18. 

§4911  Explosives.  Cla.ss  C  explo- 
sives may  be  carried.  Class  C  explosives 
shall  be  packed,  marked,  and  labeled  as 
required  by  Part  72  of  the  ICC  Regula- 
tions. The  maximum  quantity  that  may 
be  parked  in  one  outside  container  is  50 
pounds. 

§  49.12  Flammable  liquids.  Flam- 
mable liquids  may  be  carried  when 
packed  in  quantities  of  not  more  than 
one  quart  in  inside  metal  containers  or 
In  quantities  of  not  more  than  one 
pint  in  inside  glass  or  earthenware  con- 
tainers. Each  inside  container  shall  be 
packed  in  a  strong  outside  container 
with  cushioning  and  absorbent  material 


« Part  72  of  the  ICC  Regulations  Incorpo- 
rates the  packaging  specifications  of  Part  73 
thereof.  It  will  be  noted  that  Items  ex- 
empted from  the  packaging,  labeling,  or 
marking  provisions  of  Part  73  of  the  ICC  Reg- 
ulations are  not  exempted  from  such  require- 
ments for  shipment  by  air  unless  it  Is  ex- 
pressly so  provided  in  this  part. 

•The  following  statement  on  a  shipping 
label  signed  by  a  respon.slble  agent  of  the 
shipper  will  be  accepted  as  meeting  this 
requirement:  "This  is  to  certify  that  the 
contents  of  this  package  are  properly  de- 
scribed by  name  and  are  packed  and  marked 
and  are  In  proper  condition  for  transporta- 
tion according  to  the  regulations  prescribed 
by  the  Interstate  Commerce  Commission  and 
the  Civil  Aeronautics  Board." 

For  shipment  on  pa.<<senger-carrylng  air- 
craft add  the  following:  "Thl.s  shipment  Is 
within  the  limitations  prescribed  lor  pas- 
senger-carrying aircraft." 
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where  necessary  to  prevent  breakage  and 
leakage:  Provided,  That  viscous  flam- 
mable liquids,  such  as  cement  mastics  and 
sealers,  may  also  be  carried  in  quantities 
of  not  more  than  8  fluid  ounces  in  col- 
lapsible tubes  which  are  packed  in  quan- 
tities of  not  more  than  16  fluid  ounces 
in  any  one  strong  outside  container. 

§  49.13  Flammable  solids  and  oxidiz- 
ing materials,  (a)  Except  for  the  items 
li.sted  in  subparagraphs  <1>  through  (6) 
of  this  paragraph  which  shall  be  specially 
handled  as  provided  therein,  flammable 
solids  and  oxidizing  materials  may  be 
carried  in  quantities  of  not  more  than 
16  ounces  net  weight  in  inside  metal  or 
glass  containers,  suitably  cushioned  with 
nonflammable  material  where  necessary 
to  prevent  breakage  or  leakage  and 
packed  in  strong  outside  containers. 
The  maximum  quantity  that  may  be 
packed  in  any  outside  container -is  25 
pounds. 

(1)  Liquid  or  solid  organic  peroxides. 
Liquid  or  solid  organic  p)eroxides  shall  be 
packed  in  inside  containers  of  not  over 
one  pound  or  one  pint  capacity.  Not 
more  than  one  such  inside  container 
suitably  cushioned  with  nonflammable 
material  shall  be  packed  in  a  strong  out- 
side container.  <  See  corrosive  liquids  for 
hydrogen  peroxide.) 

(2)  Calcium  hypochlorite,  dry.  Cal- 
cium hypochlorite,  dry.  containing  more 
than8.80^r  available  oxygen  <39%  avail- 
able chlorine)  shall  be  packed  in  in-slde 
glass  or  metal  containers  of  not  over  5- 
pound  capacity.  Each  container  shall 
be  packed  in  strong  outside  containers. 

(3)  Matches.  Strike-on-box,  book,  or 
card-type  matches  shall  be  packed  In 
tightly  closed  metal  inside  containers. 
The  maximum  quantity  of  matches  that 
may  be  packed  in  any  outside  container 
Is  25  pounds. 

(4)  Picrate  of  ammonia,  picric  acid, 
urea  nitrate,  trinitrobenzene,  and  trini- 
trotoluene. Picrate  of  ammonia,  picric 
acid,  urea  nitrate,  trinitrobenzene,  or 
trinitrotoluene,  wet  with  not  less  than 
107p  water,  may  be  carried  only  when 

,  shipped  as  a  drug,  medicine,  or  chemical, 
and  shall  be  packed  in  a  glass  container 
enclosed  in  a  strong  fiber  carton  properly 
cushioned  with  nonflammable  material 
in  an  outside  shipping  case  provided  that 
not  more  than  16  ounces  net  content 
shall  be  packed  In  any  one  outside 
container. 

(5>  Pyroxylin  plastics.  Pyroxylin 
f nitrocellulose)  plastics  shall  be  securely 
enclosed  in  tight  inside  metal  contair\prs 
packed  in  quantities  of  not  more  than 
25  pounds  in  strong  outside  containers. 

(6)  Motion  picture  film.  Motion  pic- 
ture fllm  (nitrocellulose  base)  shall  l>e 
packed,  marked,  and  labeled  in  accord- 
ance with  the  requirements  of  Part  72 
of  the  ICC  Regulations. 

§  49.14  Acids  and  other  corrosive 
liquids.  <a)  Acids  and  other  corrosive 
liquids  may  be  carried  when  packed  in 
bottles  of  not  more  than  one  pint  ca- 
pacity, suitably  cushioned  with  non- 
flammable material  to  prevent  break- 
age or  leakage,  and  packed  in  a  metal 
can.  Each  can  shall  be  packed  In  a 
strong  outside  container. 

(b)  Electric  storage  batteries  con- 
taining electrolyte  or  corrosive  battery 


fluid,  of  the  nonspiUable  type,  protected 
against  short  circuits,  and  completely 
and  securely  boxed,  may  be  carried. 

§  49.15  Nonflammable  compressed 
gases.  Nonflammable  compressed  ga.ses 
may  be  carried.  Shipment  shall  be  made 
in  ICC  approved  cylinders,  and  pres- 
sures shajl  not  exceed  those  permitted 
by  the  ICC. 

S  49.16  Poisonous  liquids.  Cla.ss  B 
poisonous  liquids  may  be  carried  in  quan- 
tities of  not  more  than  one  pint  in  glass 
containers,  suitably  cushidhed  to  prevent 
breakage  or  leakage,  or  not  more  than 
one  quart  in  Inside  metal  containers. 
Each  in.side  container  shall  be  packed 
in  a  strong  outside  wooden  or  fiberboard 
box. 

§  49.17  Poisonous  solids.  Class  B 
poisonous  soUds  may  be  carried: 

(a)  Except  for  cyanides  which  shall 
be  packed  as  set  forth  below.  Class  B 
poisonous  solids  shall  be  packed  in 
tightly  closed  inside  containers  of  glass, 
earthenware,  or  metal,  or  in  lock-corner 
sllding-lid  wooden  boxes  lined  to  prevent 
sifting,  of  not  more  than  5  pounds  capac- 
ity each.  Inside  containers  shall  be  se- 
curely packed  In  outside  fiberboard  or 
wooden  containers.  Not  more  than  25 
pounds  of  any  such  article  shall  be 
packed  in  any  one  outside  container. 

(b)  Cyanides  and  cyanide  mixtures 
shall  be  packed  In  a  tightly  closed  glass, 
earthenware,  or  metal  inside  container, 
of  not  over  one  pound  capacity,  .securely 
cushioned  and  packed  in  quantities  of 
not  more  than  5  pounds  In  outside 
wooden  or  fiberboard  boxes  or  in  wooden 
barrels. 

8  49.18  Radioactive  materials.  Radio- 
active materials — Class  D.  Groups  I.  II. 
and  in  (liquid,  solid,  or  gaseous)  may  be 
carried  when  packed,  marked,  and 
labeled  in  accordance  with  the  provisions 
of  §§  73.368  through  73.369  of  the  ICC 
Regulations.  (See  §  49.55  for  handling 
of  radioactive  materials  In  aircraft.  See 
also  §  49.62  where  certain  other  types  of 
radioactive  materials  are  exempted  from 
certain  of  the  requirements  of  this  part.) 

CARGO   AIRCRAFT 

§  49.41  Articles  which  may  be  car- 
ried in  cargo  aircraft.  In  addition  to  the 
articles  acceptable  for  transportation  on 
aircraft  carrying  pa.ssengers.  any  article 
acceptable  for  and  packed,  marked,  and 
labeled  in  accordance  with  the  ICC  Regu- 
lations for  transportation  by  rail  express 
may  be  carried  In  cargo  aircraft:  Pro- 
vided. That  no  article  listed  in  Appendix 
A  of  this  part  shall  be  carried  except 
under  the  provisions  of  §  49.71.  The 
maximum  quantity  in  any  one  outside 
package  or  container  shall  not  exceed 
that  prescribed  in  the  commodity  list 
of  Part  72  of  the  ICC  Regulations. 

LOADING  AND  HANDLING   REQUIREMENTS 

§  49.51  Cargo  location,  (a)  Articles 
subject  to  the  requirements  of  this  part 
shall  not  be  carried  in  the  cabins  of  pas- 
senger-carrying aircraft. 

(b)  Any  article  acceptable  only  for 
cargo  aircraft  shall  be  carried  In  acces- 
sible cargo  pits  or  bins  or  In  the  cabin. 
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(c)  Articles  shall  not  be  placed  In  the 
same  cargo  pit  or  bin  nor  placed  side 
by  side  in  cabins  so  that : 

(1)  Yellow  label  material  is  mixed 
with  either  white  label  or  with  red  label 
material,  or 

(2)  White  label  material  is  mixed  with 
poison  label  material  (red  printing  on 
white  background). 

S  49.52  Pilot  notification.  When  ar- 
ticles subject  to  the  packing,  marking, 
and  labeling  requirements  of  this  part 
are  carried  on  aircraft,  the  op>erator  shall 
be  responsible  for  notifying  the  pilot  of 
the  proper  .shipping  name  of  the  article 
as  shown  in  the  commodity  list  of  Part 
2  of  the  ICC  Regulations,  the  type  of 
label,  quantity,  and  the  location  thereof. 
The  pilot  notification  requirement  may 
be  met  by  entering  the  required  infor- 
mation on  the  airplane  load  manifest. 

§  49.53  Damaged  or  improperly 
marked  articles.  If  any  package  com- 
ing under  the  provisions  of  this  part 
appears  to  be  damaged,  leaking,  or  im- 
properly marked  and  labeled,  it  shall  be 
removed  from  the  aircraft  and  shall  not 
be  returned  to  transportation  by  air  un- 
til it  has  been  determined  that  the  pack- 
age and  its  contents  comply  with  the 
requirements  of  this  part. 

(a)  In  any  Instance  where  it  Is  indi- 
cated that  the  requirements  of  this  part 
have  been  violated,  a  report  shall  Im- 
mediately be  made  to  the  nearest  repre- 
sentative of  the  Administrator  or  Board. 

5  49  54  Quantity  limitations.  Except 
as  provided  below  not  more  than  50 
pounds  net  wei^hfof  any  article  sub- 
ject to  the  packing  and  labeling  pro- 
visions of  this  part  may  be  carried  In 
any  one  cargo  pit  or  bin  on  passenger- 
carrying  aircraft,  or  in  any  Inaccessible 
cargo  pit  or  bin  on  any  aircraft: 

(&>  Not  more  than  150  pounds  net 
weight  of  compressed  nonflammable  gas 
may  be  carried  in  any  single  cargo  pit  or 
bin  on  pa.ssenger-carrylng  aircraft  or  In 
any  Inaccessible  cargo  pit  or  bin  in  any 
aircraft. 

(b)  No  quantity  limit  Is  prescribed  for 
calcium  hypochlorite,  pyroxylin  plastics, 
motion  picture  film,  or  radioactive  ma- 
terial Group  ni. 

(c^  Not  more  than  40  units  of  radio- 
active material  Groups  I  or  II  shall  be 
carried  on  any  aircraft. 

(d)  Except  as  provided  above  for  In- 
accessible cargo  pits  or  bins,  no  quantity 
limitations  apply  to  the  carriage  of  ex- 
plosives or  other  dangerous  articles  un- 
der the  provisions  of  this  part  in  cargo 
aircraft. 

§  49  55  Special  requirements  for  ra- 
dioactive materials,  (a)  Whenever  any 
shipment  of  radioactive  materials  Is 
damaged  or  appears  to  be  damaged,  it 
shall  be  removed  from  transportation 
and  segregated  as  far  as  possible  from 
human  contact.  The  shipper  shall  im- 
mediately be  contacted  for  disposal  in- 
structions, and  the  Administrator  or  the 
Board  shall  also  be  notified. 

<b)  Whenever  there  Is  any  actual 
spillage  of  radioactive  materias  of  such 
nature  that  the  materials  are  no  longer 
contained  within  their  Inner  containers, 
no  attempt  shall  be  made  to  remove  or 
clean  up  the  materials  until  instructions 


are  received  from  the  shipper  or  other 
qualified  persons,  and  then  only  when 
necessary  protective  measures  have  been 
taken,  and  qualified  persons  are  present 
to  supervise  the  handling. 

(c  >  A  container  or  group  of  containers 
of  radioactive  materials  shall  not  be 
placed  closer  than  the  distance  specified 
in  the  distance  table  to  any  area  that 
may  be  continuously  occupied  by  crew 
members  or  passengers.  If  more  than 
one  such  container  is  present  the|dis- 
tance  shall  be  computed  from  the  table 
below  by  adding  together  the  number  of 
units  shown  on  the  label  of  each  package. 

Table  for  Personnel  Separation  ' 

Minimum  distance  to 
Total  number  of  crew  members  and 

units:  -'  passengers  (feet)* 

0-2 1 

3-5 2 

6-10 3 

11-20 4 

21-30 - 5 

31-40 6 

'  This  table  Is  designed  to  afford  maximum 
protection  to  human  beings  from  the  effects 
of  radiation  and  will  not  protect  X-ray  film 
from  such  effects  under  all  conditions  of  ex- 
posure. Distance  separation  required  by  this 
table  for  Groups  I  and  II  (red  label)  radio- 
active materials  l.s  not  required  for  Group  III 
(blue  label  I  radioactive  materials. 

'  Total  number  of  units  refers  to  the  num- 
ber found  on  the  red  label  of  a  single  package 
entered  on  the  line  reading,  "Radiation  Units 
from  Package:    No.  ."     For  two  or  more 

packages  stored  together,  the  total  of  the 
numbers  of  all  such  packages  is  meant. 

"  Distance  means  the  number  of  feet  from 
the  nearest  edge  of  the  nearest  radioactive 
container. 

(d)  If  any  aiicraft  is  engaged  prin- 
cipally or  entirely  In  the  transportation 
of  radioactive  materials.  It  shall  be  the 
responsibility  jointly  of  the  shipper  and 
the  carrier  to  monitor  all  personnel  in- 
volved so  that  the  accepted  limits  of  per- 
sonnel radiation  exposure  are  not  ex- 
ceeded. 

EXEMPTED    ARTICLES 

§  49.61  Aircraft  equipment.  Sig- 
nalling devices,  aviation  fuel  and  oil  car- 
ried in  tanks  complying  with  fuel  and 
oil  tank  Installation  provisions  of  the 
Civil  Air  Regulations,  and  other  equip- 
ment and  materials  necessary  for  the 
safe  operation  of  the  aircraft  on  which 
they  are  carried  shall  be  exempt  from 
the  provisions  of  this  part. 

§  49.62  Radioactive  materials.  <a) 
Radioactive  materials  which  meet  all  of 
the  following  conditions  are  exempt  from 
packing,  marking,  and  labeling  require- 
ments required  by  this  part : 

(1)  The  package  shall  be  such  that 
there  can  be  no  leakage  of  radioactive 
material  under  conditions  normally  in- 
cident to  transportation. 

<2)  The  package  shull  contain  not 
more  than  0.1  millicuries  of  radium,  or 
polonium,  or  that  amount  of  strontium 
89,  strontium  90,  or  barium  140  which 
di.'^integrates  at  a  rate  of  more  than  5 
million  atoms  per  second;  or  not  more 
than  that  amount  of  any  other  radio- 
active substance  which  disintegrates  at  a 
rate  of  more  than  50  million  atoms  per 
second. 

<3  •  The  package  shall  be  such  that  no 
significant  alpha,  beta,  or  neutron  radia- 


tion is  emitted  from  the  exterior  of  the 
package,  and  the  gamma  radiation  at 
any  surface  of  the  package  shall  be  less 
than  10  milliroentgens  in  24  hours. 

(b)  Manufactured  articles  other  than 
liquids,  such  as  instrument  or  clock  dials 
of  which  radioactive  materials  are  a  com- 
ponent part,  and  luminous  compounds, 
when  securely  packed  in  strong  outside 
containers  are  exempt  from  packing, 
marking,  and  labeling  requirements,  pro- 
vided the  gamma  radiation  at  any  sur- 
face of  the  package  is  less  than  10  milli- 
roentgens in  24  hours. 

(o  (1)  Radioactive  materials  such  as 
ores,  residues,  etc.,  packed  In  strong, 
tight  containers  are  exempt  from  pack- 
ing and  labeling  requirements  for  ship- 
ment in  planeload  lot.^;,  provided  the  per 
planeload  radiation  intensity  at  one 
meter  from  any  outside  surface  of  the 
load  (as  loaded  in  place  in  the  airplane • 
does  not  exceed  10  milliroentgens  per 
hour  of  gamma  radiation  or  equivalent. 
There  shall  be  no  loose  radioactive  mate- 
rial in  the  airplane,  and  the  shipment 
must  be  braced  and  lashed  so  as  to  pre- 
vent leakage  or  shift  of  lading  under 
normal  conditions  of  flight. 

(2)  It  is  the  responsibility  of  the  con- 
signor and/ or  consignee  to  supervise, 
respectively,  all  loading  and  unloading 
operations  and  to  monitor  all  personnel 
involved  so  that  the  accepted  limits  of 
personnel  radiation  exposure  are  not 
exceeded. 

<d)  Shipments  of  radioactive  mate- 
rials made  by  the  Atomic  Energy  Com- 
mis.slon  or  under  its  direction  or  super- 
vision, which  are  escorted  by  personnel 
who  are  specially  designated  by  the 
Atomic  Energy  Commission,  are  ex- 
empted from  the  provisions  of  these  reg- 
ulations where  special  arrangements  are 
made  with  and  approval  by  the  Admin- 
istrator. 

§  49.63  Additional  exempted  articles. 
The  following  articles  are  exempted  from 
the  provisions  of  this  part. 

(a)  Small  arms  ammunition.  Small 
arms  ammunition  in  small  quantities  for 
personal  use. 

(b)  Matches.  Small  quantities  of 
matches,  of  the  strike-on-box,  book,  or 
card  type,  carried  on  the  person. 

(c)  Pyroxylin  plastics.  Articles  man- 
ufactured from  a  pyroxylin  plastic  base 
such  as  hairbrushes,  combs,  and  tooth- 
brushes which  are  exempted  from  the 
requirements  of  the  ICC  Regulations. 

Id)  Safety  filvi.  Film  hiiving  an  ace- 
tate base. 

§  49.71  Special  authority.  In  emer- 
gency situations  or  where  other  forms 
cf  transportation  are  impracticable,  de- 
viations from  any  of  the  provisions  of 
this  part  for  a  particular  flight  may  be 
authorized  by  the  Administrator  where 
he  flnds  that  the  conditions  under  which 
the  articles  are  to  be  carried  are  such 
as  to  permit  the  safe  carriage  of  persons 
and  cargo. 

§  49.81  Prohibited  articles.  No  ex- 
plosive or  dangerous  article  listed  in  Part 
72  of  the  ICC  Regulations  as  an  Explo- 
sive A,  a  Poison  A,  a  forbidden  article, 
or  as  an  article  not  acceptable  for  rail 
express  (see  §  49.62  for  authorization  of 
the  carriage  of  certain  radioactive  mate- 
rials >,  nor  any  article  listed  in  Appendix 
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A  shall  be  carried  on  aircraft  subject  to 
the  provisions  of  this  part. 

By  the  Civil  Aeronautics  Board. 

I  SEAL]  M.  C.  Mulligan. 

Secretary. 

AirE.vDix    A— Items    Prohibited    From 

TRANSPOaTATION   BY   AlR 
EXPLOSIVES 

Ammunition  for  cannon. 

Elastlng  caps,  Including  electric  blasting  caps. 

Blasting  caps  with  safety  fuse. 

Jft  thrust  units. 

Rocket  ammunition. 

FLAMMABLE   LIQUIDS 

AcroleUi. 

Carbon  bisulflde  (disulfide). 

Nickel  carbonyl. 

Zinc  ethyl. 

FLAM  M ABLE  SOUOS   AND  OXIDIZING    MATERIALS 

Acetyl  benzoyl  peroxide,  solid. 

Acetyl  peroxide,  solid. 

Burnt  cotton  (not  replcked). 

Burnt  fiber. 

Carboprcpoxide  stabilized  or  unstablllzed 

Charcoal,    wood,    screenings,    other    than 

"plnon"  wood  screenings. 
Cotton  waste,  oily,  with  more  than  5'"o  ani- 
mal or  vegetable  oil. 
Plah  scrap  or  fish  meal  containing  less  than 

6';    or  more  than  12';    moisture. 
Garbage   tankage  containing  less  than   8% 
moisture. 

Hair,  wet. 

Iron  mass,  spent. 

Iron  sponge  not  properly  oxidized. 

Iron  sponge,  spent. 

Matches,  strtke-anywhere. 

Motion  picture  film  scrap  (nitrocellulose). 

Paper  slock,  wet. 

Rags.  oily. 

Rags.  wet. 

Spent  oxide. 

Tankage,  fertilizers. 

Tankages,  rouph  ammonlate. 

Textile  waste,  wet 

Waste  paper,  wet. 

X-ray  film  scrap  (nitrocellulose  base). 


COMPRESSED  FLAMMABLE  GAS 


Fluorine. 


Appendix  B— Items  Prohibited  From  Trans- 
portation BY  Air  on  Passenger- Carrying 
Aircraft 

explosives 

Explosives  Class  B,  all. 

Chemical  Ammunition  containing  Class  B 
or  Class  C  poisons. 

flammable  liquids 

Ethyl  chloride. 

Ethyl  trlchlorosllane. 

Ethylene  oxide. 

Lithium  aluminum  hydride  etheral. 

Spirits  of  nitroglycerin  In  excess  of  one  (1) 

percent  by  weight. 
Trlchlorosllane. 

flammable  solids  and  oxidizino  materials 

Acetyl  benzoyl  peroxide  solution. 

Bags,  nitrate  of  soda,  empty  and  unwashed. 

Benzoyl  peroxide. 

Calcium  chlorite. 

Calcium   phosphide. 

Calcium  reslnate. 

Calcium  reslnate.  fused 

Chlorobenzoyl  peroxide   (para). 

Cobalt  reslnate,  precipitated. 

Lithium  hydride. 

Lithium    metal    (unless    exempt    from    ICC 

Regulations) . 
Lithium  silicon. 
Peracetlc  acid. 
Phosphoric  anhydride. 


RULES  AND  REGULATIONS 

Phosphorous,  amorphous,  red. 
Phosphorous  pentachlorlde. 
Phosphorous,  white  or  yellow. 
Phosphorous  sesqulsulfide. 
Photographic  film  scrap  (processed,  positive 

or,  negative  nitrocellulose). 
Picric    acid,    wet,    exceeding    16    ounces    by 

weight. 
Potassium,  metallic  and  potassium  metallic 

liquid  alloy. 
Potassium  peroxide. 

Pyroxylin  plastic  scrap. 

Sodium  chlorite. 

Sodium  metallic  and  sodium  metallic  liquid 
anoy. 

Sodium  peroxide. 

Sodium  plcramate. 

Thorium  metal,  powdered. 

Titanium  metal,  powdered. 

Zirconium,  metallic,  dry.  wet  or  sludge. 

acids   and   otheb  corrosive  liquids 

Acid  sludge 
AUyl  chloroformate. 
Amll  trlchlorosllane. 
Antimony  pentafluorlde. 
Benzfjyl  bromide. 
Benzoyl  chloroformate. 
Bromine. 

Bromine  trlfluorlde. 
Bromo  toluene.  * 

Chloracetyl  chloride. 
Chlorine  trlfluorlde. 
Diethyl  dlchlorosllane. 
Dimethyl  sulphate. 
Dlphenyl  dlchlorosllane. 
Dlfluorophosphorlc  acid,  anhydrous. 
Electrolyte  or  alkaline  battery  fluid  packed 
with  storage  batteries,  battery  chargers,  or 
radio  current  supply  devices. 
Ethylphenyl  dlchlorosllane. 
Ethyl  chlorofomate. 
Ethyl  formate. 
Fluosulfonic  acid. 
Hexafluorophosphorlc  add. 
Hexyl  trlchlorosllane. 
Hydrazine,  anhydrous. 

Hydrazine  solution  containing  SO'^c    or  less 
of  water. 

Hydrofluoric  acid,  anhydrous. 

Hypochlorite  solution  more  than  TTt  chlorine 
by  weight. 

Methvl  chloroformate. 

Mixtures  of  hydrofluoric  and  sulphuric  acids. 

Monofluorophosphorlc  acid,  anhydrous. 

Nitrating  (mixed)  acid. 

Nitric  add. 

Nltrohydrochlorlc  add. 

Nltrohydrochlorlc  acid,  and  dilute. 

Octyl  trlchlorosllane. 

Phenylphosphorous  oxychlorlde. 

Phosphorous  tribromlde. 

Phosphorous  trichloride. 

Propyl  trlchlorosllane. 

Spent  acid,  sulfuric  or  mixed. 

Sulfur  chloride 

Thlonyl  chloride. 

Thlophosphoryl  chloride. 

compressed   gases 

All   flammable  gases. 
Nonflammable  gases  as  follows: 

Anhydrous  ammonia. 

Boron  trlfluorlde. 

Chlorine. 

Hydrogen  bromide. 

Hydrogen  chloride. 

Nltrosyl  chloride. 

Sulfur  dioxide. 

poisonous  articles 

Aniline  oil. 

Chemical  ammunition. 

Hydrocyanic  add  solutions. 

Methyl  bromide. 

Motor  fuel  antiknock  compound. 

Phenyldlchlorarslne. 

Tetraethyl  lead. 

[F.   R.   Doc.   49-4249;    Filed,   May   26,    1949 
•  :64  a.  m.] 


TITLE   16 — COMMERCIAL 
t>RACTICES 

Chapter  I — Federal  Trade  Commission 

(Docket  No.  5593 1 

Part  3 — Digest  of  Cease  an'd  Desist 
Orders 

american  shuttle  manufacturers'  assn. 

ET  AL. 

§  3.7    Aiding,  assisting,  and  abetting 
unfair  or  unlawful  act  or  practice:  §  3.27 
Ch)    Combining   or  conspiring — To  en- 
hance, maintain  or  unify  prices.    I.  In 
or  in  connection  with  the  offering  for 
sale,  sale  or  distribution  in  commerce,  of 
shuttles,  and  on  the  part  of  eight  cor- 
porations and  ten  individuals,  engaged 
in  their  corporate,  individual,  or  partner- 
ship capacities  in  the  manufacture  of 
such  products,  and  on  the  part  of  their 
officers,  agents,  representatives  and  em- 
ployees, entering  into,  continuing,  coop- 
erating in  or  carrying  out  any  planned 
common  course  of  action,  understanding, 
agreement,   combination   or   con.spiracy 
between  or  among  any  two  or  more  of 
said  respondents,  or  between  any  one  or 
more  of   them  and   others  not   parties 
hereto,  to  (1)  establish,  fix,  or  maintain 
prices,  terms,  or  conditions  of  sale,  for 
said  products,  or  adhere  to  or  promise  to 
adhere  to  any  price,  terms  or  conditions 
of  sale  so  established.  fix"d   or  main- 
tained;  (2)    hold  or  participate  in  any 
meeting,  discussion  or  exchange  of  in- 
formation among  themselves,  or  under 
the    au.spices    of    respondent    American 
Shuttle  Manufacturers'  As.sociation.  or 
any  of  its  officers  or  employees,  or  any 
other  medium  or  central  agency,  for  the 
purpo.se  of  discussing  or  with  the  effect 
of  planning  or  devising  methods  of  fix- 
ing, establishing  or  maintaining  prices, 
terms  or  conditions  of  sale  for  said  prod- 
ucts; (3)   exchange,  distribute,  or  relay 
among  them.selves,  or  any  of  them,  or 
through  said  a.s.sociation,  or  any  of  its 
officers  or  employees,  or  any  other  medi- 
um or  central  agency,  price  lists  or  other 
Information  showing  current  or  future 
prices,  terms  or  conditions  of  sale  for  said 
products,  or  other  information  concern- 
ing prices,  terms  or  conditions  of  sale  to 
be  charged  or  offered  by  any  respondent 
manufacturer  in  any  future  sales  trans- 
action; (4)  formulate  or  put  into  opera- 
tion any  other  plan  or  practice  which  has 
the  purpose  or  the  tendency  or  effect  of 
fixing  prices  for  the  products  manufac- 
tured by  the  respondent  manufacturers 
or  of  otherwise  restricting,  restraining  or 
eliminating  competition  in  the  sale  dnd 
di-stribution  of  .such  products;  or.  (5)  em- 
ploy or  utilize  said  a.s.sociatlon,  or  any  of 
its  officers  or  employees,  or  any  other 
medium  or  central  agency,  as  an  instru- 
mentality, vehicle  or  aid  in  performing 
or  doing  any  of  the  acts  or  practices  pro- 
hibited  by  the  order;  and.  II.  knowingly 
aiding,  a.s.slstlng.  advising  or  cooperat- 
ing with  the  aforesaid  respondents,  or 
any  of  them.  In  performing  any  of  the 
acts  or  practices  or  doing  any  of  the 
above  things  above  prohibited,  on  the 
part   of   respondent   American   Shuttle 
Manufacturers'  Association,  and  its  offi- 
cers,  agents,   representatives   and   em- 
ployees;  prohibited.      (Sec.  5,  38  Stat. 
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719.  as  amended  by  sec.  3,  52  Stat.  112; 
15  U.  S.  C.  sec.  45b  I  I  Cease  and  desi.st 
order.  American  Shuttle  Manufacturers' 
As.'^oci|ition.  Docket  5593.  April  6.  1949  J 

At  a  regular  session  of  the  Federal 
Trade  Commission  hold  at  its  office  in  the 
city  of  Vv'ashinKton.  D.  C.  on  the  6th  day 
of  April  A.  D.  1C49. 

In  the  Matter  of  American  Shuttle  Man- 
ufacturers' Association,  an  Unincor- 
poraied  Trade  Association:  U.  S.  Bob- 
bin <£•  Shuttle  Co.,  a  Corporation: 
Lowell  Shuttle  Company,  a  Corpora- 
tion: The  David  Brown  Company,  a 
Corporation:  New  Bedford  Shuttle 
Company,  a  Corporation;  Ruth  Bur- 
chill  Forrest,  an  Inditidual  Doing 
Business  as  Pcnn  Reed  &  Harness 
Company:  The  Paria  Shuttle  Com- 
pany, a  Corporation :  Wat:ion -Williams 
Manufacturing  Company,  a  Corpora- 
tion: Edward  F.  Atkinson,  an  Individ- 
ual Doing  Business  as  Jacob  Waldcr 
Company:  Jan.  H.  Billington  Co.,  a 
Corporation:  Mrs.  Vaughn  S.  Ha!!. 
Annie  L.  Storms.  Sarah  A.  Roe.  Mary  S. 
Warburton,  Albert  H.  Morehcad.  John 
Hall,  Abram  T.  HaU.  and  James  War- 
burton,  Copartners  Doing  Business  as 
J.  A.  Hall  &  Company:  and  Steel  Hed- 
dlc  Manufacturing  Company,  a  Cor- 
poration 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commi.ssion,  the  joint 
answer  of  the  respondents,  in  which  an- 
swer said  respondents  admit,  v.ith  cer- 
tain exceptions,  all  of  the  material  alle- 
gations of  fact  .«;et  forth  in  the  complaint 
and  state  that  they  waive  all  intervening: 
procedure  and  further  hearings  as  to 
said  facts,  and  a  stipulation  of  facts  sup- 
plementing the  answer,  entered  Into  by 
and  between  counsel  for  the  respondents 
and  counsel  in  support  of  the  complaint ; 
and  the  Commission  having  made  its 
findings  as  to  the  facts  and  its  conclu- 
sion that  the  respondents  have  violated 
the  provisions  of  the  Federal  Trade  Com- 
mission Act: 

It  in  ordered.  That  the  corporate  re- 
spondents U.  S.  Bobbin  k  Shuttle  Co., 
Lowell  Shuttle  Company,  The  David 
Brown  Company.  New  Bedford  Shuttle 
Company.  The  Pavia  Shuttle  Company. 
Watson-Williams  Manufacturing  Com- 
pany, Jas.  H.  Billinston  Co.,  and  Steel 
Heddle  Manufacturing  Company,  and 
their  officers,  and  Ruth  Burchill  Forrest, 
individually  and  doing  bu.sine.ss  as  Penn 
Reed  &  Harness  Company,  Edward  F. 
Atkinson,  individually  and  doing  busi- 
ne.ss  as  Jacob  Walder  Company,  and  Mrs. 
Vaughn  S.  Hall.  Annie  L.  Storms,  Sarah 
A.  Roe.  Mary  S.  Warburton.  Albert  H. 
Morehead,  John  Hall,  Abram  T.  Hall  and 
James  Warburton,  Individually  and  as 
copartners  doing  business  as  I.  A.  Hall 
&  Company,  and  said  respective  respond- 
ents' agents,  representatives  and  em- 
ployees. In  or  in  connection  with  the 
offering  for  sale,  sale  or  distribution  in 
commerce,  as  "commerce"  is  defined  in 
the  Federal  Trade  Commission  Act,  of 
shuttles,  do  forthwith  cea.se  and  delist 
from  entering  into,  continuinp,  cooper- 
ating in  or  carrying  out  any  planned 


common  course  of  action,  understanding, 
agreement,  combination  or  conspiracy 
between  or  among  any  two  or  more  of 
said  respondent.^,  or  between  any  one  or 
more  of  said  respondents  and  others  not 
parties  hereto,  to  do  or  perform  any  of 
the  followin!^',  acts,  practices  or  things: 

il)  Establishing,  fixing  or  maintain- 
ing prices,  terms,  or  conditions  of  sale, 
for  said  products,  or  adhering  to  or 
promlslns  to  adhere  to  any  price,  terms 
or  conditions  of  sale  so  established,  fixed 
or  maintained. 

<2>  Holding  or  participating  in  any 
meeting,  discu.s.'.ion  or  exchange  of  infor- 
mation among  themselves,  or  under  the 
auspices  of  the  American  Shuttle  Manu- 
facturers' As.'-ociation,  or  any  of  its  offi- 
cers or  employees,  or  any  other  medium 
or  central  agency,  for  the  purpo.se  of  dis- 
cussing or  with  the  effect  of  planning  or 
devising  methods  of  fixing,  establishing 
or  maintaining  prices,  terms  or  condi- 
tions of  sale  for  said  products. 

(3»  Exchanging,  distributing,  or  re- 
laying among  themselves,  or  any  of 
them,  or  throush  the  American  Shuttle 
Manufacturers'  Association,  or  any  of 
its  ot3cers  or  eniployees,  or  any  other 
medium  or  central  agency,  price  lists  or 
other  information  showing  current  or 
future  prices,  terms  or  conditions  of  sale 
for  said  products,  or  other  Information 
concerning  piices,  terms  or  conditions  of 
sale  to  bo  cl:arsed  or  offered  by  any 
respondent  manufacturer  in  any  future 
sales  transaction. 

<4)  Formula'  ng  or  putting  into  oper- 
ation any  other  plan  or  practice  which 
has  the  purpose  or  the  tendency  or 
effect  of  fixing  prices  for  the  products 
manufactured  by  the  respondent  manu- 
facturers or  of  otherwise  restricting,  re- 
straining or  eliminating  competition  in 
the  sale  and  distribution  of  such  prod- 
ucts. 

<5'  Employing  or  utilizing  the  Amer- 
ican Shuttle  Manufacturers'  As.sociation, 
or  any  of  its  officers  or  employees,  or  any 
other  medium  or  central  agency,  as  an 
instrumentality,  vehicle  or  aid  In  per- 
forming or  doing  any  of  the  acts  or  prac- 
tices prohibited  by  this  order. 

It  is  further  ordered.  That  the  re- 
spondent American  Shuttle  Manufac- 
turers' Association,  and  its  officers, 
agents,  representatives  and  employees, 
do  forthwith  cease  and  desist  from 
knowingly  aiding,  assisting,  advising  or 
cooperating  with  the  aforesaid  respond- 
ents, or  any  of  them,  in  performing  any 
of  the  acts  or  practices  or  doing  any  of 
the  things  prohibited  in  the  paragraphs 
numbered  (1;  to  (5),  inclusive,  of  this 
order. 

It  is  further  ordered.  That  each  of  the 
respondents  shall,  within  sixty  (60i  days 
after  service  upon  it  of  this  order,  file 
with  the  Commi.'-sion  a  report  in  writing 
setting  forth  in  detail  the  manner  and 
form  in  which  it  has  complied  with  this 
order. 

By  the  Conimission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

IF     R.    Doc.    49-4211:    Piled,    May    26,  1949; 
8:45  a.  m.] 


TITLE    21— ^OOD    AND    DRUGS 

Chapter  I — Food  and  Drug  Adminis- 
tration, Federal  Security  Agency 

Part  3 — Statements  of  General  Policy 
or  i.nterpretaticn 

labeling    of    foods    containing    mono- 
scdium  glutamate 

Pursuant  to  section  3  of  the  Adminis- 
trative Procedure  Act  (60  Stat.  237,  238^ . 
the  following  statement  of  policy  is  is- 
sued. 

On  April  11.  1940,  in  a  trade  cor- 
re.spondence  letter  designated  as  TC  233, 
the  Pood  and  Drug  Admini.«;t ration  ex- 
pressed the  following  opinion : 

S  3.10  Notice  to  manufacturers  and 
users  in  food  products  of  ynojwsodiu/n 
glutamate.  Monosodium  glutamate  when 
added  to  a  food  is  considered  to  be  an 
artificial  flavor,  as  defined  in  the  regula- 
tions under  section  403  (k)  of  the  Food, 
Drug,  and  Cosmetic  Act  *  *  *. 
When  added  to  a  food  the  presence  of  an 
artificial  flavor  must  be  declared  on  the 
label.  Monosodium  glutamate  may  be 
declared  as  'artiiicial  flavor,"  "artifi- 
cially flavored."  "Monosodium  gluta- 
mate, an  artificial  flavor";  or  "Vegetable 
protein  derivative,  an  artificial  flavor." 
If  in  any  case  the  addition  of  monoso- 
dium glutamate  has  the  effect  of  con- 
cealing damage  or  inferiority,  or  of  mak- 
ing the  article  appear  to  be  of  better  or 
greater  value  than  it  is,  the  article  would 
be  classed  as  adulterated  even  though 
the  label  delclared  the  presence  of  the 
artificial  flavor. 

In  the  light  of  information  now  before 
the  Food  and  Drug  Admini.stration  on 
the  manner  of  use  of  mono.sodium  gluta- 
mate in  foods,  this  Agency  is  not  dis- 
posed to  maintain  the  po.<^ition  that 
monosodium  glutamate  be  designated  as 
an  artificial  flavoring  on  labels  of  foods 
to  which  it  is  added.  Where  it  is  used 
as  an  ingredient  In  a  food  for  which  a 
standard  of  identity  has  not  been  pro- 
mulgated under  the  Federal  Pood.  Drug, 
and  Cosmetic  Act,  its  presence  .should  be 
declared  on  the  label  by  its  common  or 
u.sual  name,  monosodium  glutamate.  In 
compliance  with  section  403  <i»  (2)  of 
the  act.  Since  none  of  the  standards  of 
identity  for  food  so  far  promulgated 
under  section  401  provide  for  the  inclu- 
sion of  monosodium  glutamate  air  an 
optional  Ingredient,  this  substance  may 
not  be  used  in  such  standardized  foods 
unless  and  until  the  appropriate  stand- 
ards are  amended  after  hearing.  If  in 
any  case  the  addition  of  monosodium 
glutamate  has  the  effect  of  concealing 
damage  or  inferiority,  or  of  making  the 
article  appear  to  be  of  better  or  greater 
value  than  it  is,  the  article  would  be 
cla.ssed  as  adulterated  regardless  of 
labeling. 

fSec.  701  <a).  52  Stat.  1055:  21  U.  S.  C. 
371  (&)) 

Dated:  May  20.  1949. 

I  SEAL  1  J.  Donald   Kingsley, 

Acting  Administrator. 

|F.    R.    Doc.    49-i235;    Filed.    May    26.    1949; 
8:49  a.  m.J 
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TITLE  34 — NATIONAL  MILITARY 
ESTABLISHMENT 

Chapter  V — Department  of  the  Army 

Subchapter  F — Personnel 

Part  571 — Recruiting  for  the  Regular 
Army  and  Air  Force 

Part  571  is  revised  to  read  as  follows: 

Sec. 

571.1  Qualifications  for  enlistment. 

571.2  Periods  and  grades. 

571.3  Assignment. 

571.4  Transportation. 

Authoritt:  §571.1  to  571.4  issued  under 
41  Stat.  765;  10  U.  S.  C.  42. 

DiaivATioN;    SR  615-105-1.  April   15.   1949. 

§  571.1  Qualifications  for  enlistment— 
(a)  General.  The  purpose  of  this  part  is 
to  provide  information  and  set  forth 
qualifications  for  enlistment  in  the  Reg- 
ular Army  and  Air  Force.  Instructions 
concerning  enlistment  of  women  and  en- 
listments for  service  other  than  Regular 
Army  and  Air  Force  are  contained  in 
current  Army  and  Air  Force  directives. 

(b)  Definition.  The  term  "enlist- 
ment" as  used  in  this  part,  unless  other- 
wise specified.  Includes  reenlistment  of 
Regular  Army  and  Air  Force  personnel, 
enlistment  of  former  Army  of  the  United 
States  personnel,  and  original  enlistment 
of  personnel  without  prior  Army  or  Air 
Force  service. 

(c)  Age.  The  age  qualifications  for 
enlistment  are:  (1)  Seventeen  to  tTiirty- 
four  years,  inclusive,  except  as  provided 
below. 

(2)  Thirty-five  years  and  over  but  less 
than  flfty-flve  years  of  age  for  those 
men  who  have  had  a  minimum  of  3  years' 
prior  active  service  in  the  Army,  Navy. 
Air  Force.  Marine  Corps,  or  Coast  Guard 
(at  least  3  months  of  which  must  have 
been  Army  or  Air  Force  service>.  pro- 
vided their  age,  at  the  time  of  applica- 
tion for  such  enlistment,  is  not  greater 
than  thirty-five  plus  the  length  of  their 
prior  active  Federal  service  in  completed 
years  of  honorable  service.  A  former 
member  of  the  Navy,  Marine  Corps,  or 
Coast  Guard  without  prior  Army  or  Air 
Force  service  who  is  35  years  of  age  or 
older  cannot  be  enlisted  in  the  Regular 
Army  or  Air  Force. 

(3  •  For  every  applicant  for  enlistment 
from  civilian  life  who  states  he  is  under 
21  years  of  age,  or  whose  personal  ap- 
pearance belies  a  claim  of  greater  age. 
the  recruiting  officer  will  verify  age  by 
requiring  the  applicant  to  present  a  birth 
certificate  or  a  statement  from  the  State 
Registrar  of  Vital  Statistics,  or  other 
similar.  State  official.  Where  the  age  of 
applicant  cannot  be  verified  by  a  birth 
certificate  and  the  State  ReRi.'=trar  of 
Vital  Statistics,  or  similar  State  official, 
states  that  there  is  "no  record"  of  the 
birtii  of  the  individual,  for  Army  appli- 
cants only,  action  will  be  taken  to  obtain 
substantiating  data  regarding  age  in  the 
following  sequence: 

(i)  Baptismal  record  or  a  certified 
copy. 

Ui)  A  certificate  from  the  physician 
In  attendance  at  birth. 

<iii>  A  sworn  statement  from  one  or 
both  parents. 
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(iv)  A  notarized  copy  of  the  school 
record  from  the  first  school  attended 
showing  date  of  birth  or  age  on  attend- 
ance. 

(v)  Verification  by  recruiting  officer  of 
birth  date  recorded  In  family  Bible,  ex- 
ercising care  that  entry  is  in  proper 
chronological  sequence  and  that  it  has 
not  been  altered. 

(vi)  As  a  last  resort,  a  Bureau  of  Cen- 
sus unnumbered  form,  subject:  Applica- 
tion for  Requesting  a  Search  of  Census 
Records,  completed  for  applicant  and 
forwarded  to  the  Bureau  of  Census  re- 
questing report  of  first  census  taken  after 
birth.  (Forms  may  be  procured  from 
The  Adjutant  General  or  from  the  Bu- 
reau of  Census.) 

<4)  An  applicant  who  is  17  years  of 
age  but  has  not  reached  his  eighteenth 
birthday  will  be  required  to  furnish 
written  con.sent  of  his  parents  or  guard- 
ian. If  he  has  neither  parents  nor 
guardian,  a  statement  to  the  effect  will 
be  included  under  item  39  of  the  enlist- 
ment record.    The  written  consent  will: 

(i)  Be  signed  by  both  parents,  but 
the  consent  of  one  parent  may  be  ac- 
cepted if  the  other  is  absent  for  an  ex- 
tended period  of  time.  Enlistment  is 
not  authorized  if  either  parent  objects. 

(ii)  Include  a  statement  of  date  of 
birth  of  applicant  and  a  statement  as  to 
length  of  enlistment  for  which  consent 
is  granted. 

(Ill)  Include  no  written  or  oral  qualifi- 
cations relative  to  allotments  of  pay,  spe- 
cial training,  or  service  in  any  particular 
arm  or  service,  or  at  a  certain  post  or 
locality. 

(iv)   Be  notarized. 

(v)  Be  signed  in  duplicate  and  fas- 
tened securely  to  the  original  and  dupli- 
cate copies  of  the  enlistment  record. 

(vi>  Duplication  of  the  consent  agree- 
ment on  8-  by  10-inch  paper  is  author- 
ized. 

Consent  Agreement 

Place 

Date 

I  We '  certify  that  I  am  we  are'  the 
(Parent)     ( parents i     (legal    guardian)  >    of 

,  who 

(First,  middle,  last  name  of  applicant) 

was    born    at 

(Day)        (Month)       (Year) 

and  1/ we  ' 

(City  or  county)                (Stattf) 
hereby  give  my  our  '  consent  to  his  enlist- 
ment  In  the  Regular  Army  or  Regular  Air 
Force  for  a  period  of years. 

(Signature  of  applicant's  father) 

(Complete  address) 

(Signature  of  applicant's  mother) 

(Osmplete  address) 

(Signature  of  legal  guardian,  If  applicable) 

(Complete  address) 

Subscribed  and  sworn  to  before  me  thlB 
day  of   19 , 


at  .. 

£E.\L 


(Signature  of  notary) 
>  Strike  out  words  not  applicable. 


(5)  Men  last  discharged  from  the  Reg- 
ular Army  or  the  Air  Force  with  an 
honorable  or  general  discharge  and  com- 
missioned officers  or  warrant  officers  re- 
lieved from  active  duty  under  honorable 
conditions  may  be  enlisted  in  the  Regular 
Army  or  Air  Force  within  90  days  after  ^ 
date  of  such  discharge  or  relief  from 
active  duty,  without  regard  to  the  maxi- 
mum age  restrictions  prescribed  above. 

(d)  Citizenship.  A  male  applicant 
who  is  otherwise  qualified  may  be  en- 
listed if  he  is: 

(D  A  citizen  of  the  United  States. 

(2)  An  alien  who  can  present  written 
evidence  that  he  has  made  legal  declara- 
ation  of  his  intention  to  become  a  citizen 
of  the  United  States.  Only  those  de- 
clarant citizens  who  can  present  the 
triplicate  copy  of  Declaration  of  Inten- 
tion (United  States  Department  of  Jus- 
tice; Immigration  and  Naturalization 
Service  Form  N-315)  duly  authenticated 
by  a  Federal  District  Court,  are  eligible 
for  enlistment  under  this  authority. 

(3)  A  Puerto  Rican  who  presents  satis- 
factory evidence  that  he  has  permanently 
changed  his  residence  to  the  continental 
United  States.  (An  insular  Puerto 
Rican  native  resident  is  authorized  to 
enlist  in  Puerto  Rican  tmits  of  the  Regu- 
lar Army  in  the  Caribbean  Command 
only,  under  special  Instructions  issued  by 
the  Department  of  the  Army.) 

(e)  Physical  qualifications.  (1)  Appli- 
cants for  enlistment  must  meet  fully  the 
physical  qualifications  for  acceptance  as 
prescribed  in  AR  40-115.  (Army  regula- 
tions pertaining  to  physical  standards 
and  physical  profiling  for  enlistment  and 
induction). 

( 2  •  Applicants  for  enlistment  in  either 
the  Army  or  the  Air  Force  who  were  last 
discharged  by  rea.son  of  physical  dis- 
ability will  not  be  accepted  for  enlistment 
without  prior  approval  from  The  Adju- 
tant General  for  Army  applicants  and 
from  the  Chief  of  Staff.  United  States  Air 
Force,  for  Air  Force  applicants,  even 
though  they  currently  meet  the  physical 
standards  prescribed  in  Army  and  Air 
Force  directives.  Request  for  waiver  of 
prior  discharge  by  reason  of  physical  dis- 
ability will  be  accompanied  by  a  report 
of  physical  examination  and  physical 
profile,  including  a  detailed  description 
and  current  evaluation  of  the  physical 
defect  responsible  for  the  individual's 
discharge. 

(f)  Character  check.  Applicants  for 
enlistment,  except  those  reenlisting 
within  90  days  from  date  of  discharge 
from  the  Army  or  Air  Force,  will  be  re- 
quired to  present  three  letters  of  recom- 
mendation from  reputable  citizens,  such 
as  school  teachers  or  administrators, 
local  government  officials,  clergymen,  law 
enforcement  personnel,  professional  men 
(doctors,  lawyers,  etc.).  or  others  of 
equivalent  standing  in  the  community. 
The  recruiter  will  take  every  reasonable 
precaution  to  insure  that  the  letters  sub- 
mitted are  genuine. 

(g)  Enlist7nent  of  men  with  depend- 
ents— (1)  Regular  Army.  Effective  May 
1.  1949.  applicants  from  civilian  life  with 
dependents,  including  those  who  reenlist 
within  90  days  from  date  of  discharge, 
are  authorized  to  enlist  in  the  Regular 
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Army  only  if  entitled  to  enlistment  in 
grade  four  or  higher. 

(2)  Air  Force.  Applicants  from  civilian 
life  with  dependents  are  authorized  to 
enlist  in  the  Air  Force  only  if  entitled  to 
enlistment  in  grade  three  or  higher; 
however,  men  reenlisting  within  90  days 
from  date  of  discharge  from  the  Air 
Force,  even  though  not  entitled  to  enlist- 
ment in  one  of  the  first  three  grades,  may 
be  reenlisted  without  regard  to  the  num- 
ber of  dependents. 

(3)  Waivers.  In  especially  meritorious 
cases  of  men  with  long  periods  of  honor- 
able service  (normally  6  years  or  more) 
who  do  not  meet  the  requirements  of  this 
paragraph,  waivers  may  be  granted  by 
Army  commanders  or  major  oversea 
commanders  for  Army  enlistees  only. 

(h)  Regular  Army  enlistment  restric- 
tions for  men  last  discharged  below  grade 
five.  11)  Effective  May  1.  1949.  enlist- 
ments and  reenlistments  in  the  Regular 
Army  of  men  with  prior  service,  in  any 
of  the  armed  forces  (Army.  Navy,  Air 
Force,  Coast  Guard,  and  Marine  Corps), 
who  are  discharged  on  or  after  the  afore- 
mentioned date,  are  restricted  to  men 
who  were  di-scharged  in  the  following 
grades: 

(i)  Individuals  with  24  months  or 
more  of  prior  service  are  eligible  to  en- 
list in  the  Regular  Army  only  if  dis- 
charged in  grade  five  or  higher. 

(ii)  Individuals  with  less  than  24 
months  of  prior  service  are  eligible  to 
enlist  in  the  Regular  Army  only  if  dis- 
charged in  grade  six  or  higher. 

The  restrictions  imposed  in  this  para- 
graph apply  to  men  with  prior  service 
enlisting  from  civilian  life  and  to  men 
reenlisting  from  within  the  service. 

(2)  In  especially  meritorious  cases  of 
men  with  long  p>eriods  of  honorable  serv- 
ice (normally  6  years  or  more)  in  the 
Army,  who  do  not  meet  the  requirements 
prescribed  in  subparagraph  <!•  of  this 
paragraph,  waivers  may  be  granted  by 
Army  commanders  or  major  oversea 
commanders. 

(i)  Classes  ineligible  for  enlistment. 
The  following  personnel  are  ineligible  for 
enlistment  unless  the  disqualification  is 
waived  as  indicated.  Those  disqualifica- 
tions for  which  authority  to  grant  waiv- 
ers Ls  not  listed  below  will  be  waived  only 
by  The  Adjutant  General  for  Army  ap- 
plicants and  by  the  Chief  of  Staff.  United 
States  Air  Force,  for  Air  Force  appli- 
cants. Requests  for  waivers  will  be  for- 
warded only  in  those  cases  which,  as  a 
result  of  complete^nvestigation  the  re- 
cruiting officer  determines  to  be  e.spe- 
cially  meritorious.  Waivers  granted 
hereunder  will  be  valid  for  a  period  of  60 
days  from  date  of  issuance,  unless  other- 
wise indicated. 

(1)  Aliens,  except  those  who  have 
made  legal  declaration  of  their  intent 
to  become  United  States  citizens.  (See 
paragraph  (d)  (2)  of  this  section.)  No 
waivers  will  be  granted. 

(2)  Applicants  who  are  over  age.  The 
commanding  officer  of  each  recruiting 
district  and  each  major  oversea  com- 
mander is  authorized  to  grant  age  waiv- 
ers to  otherwise  qualified  and  desirable 
applicants  for  enlistment  in  the  Regular 
Army  only,  who  have  3  months  or  more 
of  prior  active  Federal  Army  or  Air  Force 
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service,  provided  their  age  does  not  ex- 
ceed 37  plus  the  number  of  years  of 
such  prior  active  service. 

(3)  Men  last  separated  from  any  of 
the  armed  forces  with  other  than  an 
honorable  discharge  or  general  dis- 
charge, with  the  exception  of  general 
prisoners  authorized  to  enlist  under 
Army  and  Air  Force  directives. 

(4)  Men  last  discharged  from  the 
Army  or  Air  Force  under  the  provisions 
of  AR's  615-368  (Unfitness)  or  615-369 
(Inaptitude  or  Unsuitability)  or  para- 
graphs 4  a  or  b,  or  6,  AR  615-367  (Resig- 
nation), and  men  last  discharged  from 
the  Navy.  Coast  Guard,  or  Marine  Corps 
by  reason  of  unsuitability  or  inaptitude. 
No  waivers  will  be  granted. 

(5)  Men  last  discharged  under  the 
provisions  of  AR  615-366  (Misconduct). 

(6)  Former  commissioned  officers  or 
warrant  officers,  last  separated  either  as 
a  direct  result  of  reclassification  pro- 
ceedings, or  by  resignation  in  lieu  of  re- 
classification proceedings. 

( 7 )  Insane  or  intoxicated  persons.  No 
waivers  will  be  granted. 

(8)  Men  last  discharged  by  reason  of 
dependency  or  hardships,  unless  the 
cause  for  which  discharged  has  been  re- 
moved. The  burden  of  proof  that  the 
cause  for  which  discharged  no  longer  ex- 
ists rests  upon  the  applicant  for  enlist- 
ment and  will  be  furnished  in  the  form 
of  affidavits  or  .sworn  statements,  exe- 
cuted by  the  F>erson  or  persons  on  whose 
behalf  the  dependency  discharge  was  se- 
cured, or  another  member  of  the  com- 
munity who  is  thoroughly  familiar  with 
the  home  conditions  of  applicant's  fam- 
ily. The  facilities  of  Selective  Service 
or  the  American  Red  Cross  will  not  be 
used  to  secure  this  evidence.  The  docu- 
mentary evidence  will  be  fastened  to  the 
original  enlistment  record  and  will  be- 
come a  part  of  applicant's  permanent 
records.  Provided  adequate  proof  is  pre- 
sented to  the  recruiting  officer,  enlist- 
ment processing  may  continue  without 
reference  to  higher  headquarters,  except 
that  Air  Force  applicants  last  discharged 
by  reason  of  dependency  or  hardship, 
who  apply  for  enlistment  in  the  Air  Fojce 
within  1  year  from  date  of  such  dis- 
charge, will  nqt  be  accepted  for  enlist- 
ment unless  a  waiver  is  granted  by  the 
Chief  of  Staff,  United  States  Air  Force. 
Documentary  proof  that  condition  for 
which  previously  discharged  no  longer 
exists  will  accompany  requests  for 
waiver. 

(9)  Felons.  The  Adjutant  General 
may  authorize  enlistment  in  the  Regu- 
lar Army  of  especially  desirable  men 
who  have  been  imprisoned  under  the 
sentence  of  a  civil  court  for  a  felony. 
Investigation  will  be  made  and  a  re- 
port, including  letters  from  at  least 
three  reputable  citizens  who  are  ac- 
quainted with  the  individual,  will  be 
submitted  through  channels  to  The  Ad- 
jutant General.  No  waivers  will  be 
granted  for  Air  Force  enlistees. 

(10>  Men  who  have  been  imprisoned 
under  sentence  of  civil  court  for  other 
than  a  felony  and  men  who  hav-e  had 
frequent  difficulty  with  law  enforcement 
agencies  or  who  have  criminal,  tenden- 
cies, a  history  of  anti-social  behavior,  or 
who  are  of  questionable  moral  character. 
The  commanding  generals  of  armies  and 


major  oversea  commands  may  grant  a 
waiver  for  enlistment  in  the  Regular 
Army  for  this  category  of  applicants 
if.  as  a  result  of  investigation  conducted 
in  accordance  with  the  procedure  out- 
lined in  subparagraph  (9)  of  this  para- 
graph, it  is  determined  that  applicant 
will  be  an  as.set  to  the  service.  A  record 
of  adjudication  of  conduct  by  a  juvenile 
court  in  the  State  of  Ohio  or  by  a  juvenile 
court  of  any  other  State  having  a  similar 
law  is  not  a  bar  to  enlistment.  No 
waivers  will  be  granted  for  Air  Force  en- 
listees, except  in  meritorious  cases  in 
which  juvenile  delinquency  is  involved. 

(11  >  Men  who  have  criminal  charges 
filed  and  pending  again.st  them  alleging 
a  violation  of  State,  Federal,  or  Terri- 
torial statute  but  as  an  alternative  to 
further  prosecution,  indictment,  trial,  or 
incarceration  for  such  violation,  are 
granted  by  a  court,  a  release  from  the 
charge  on  the  condition  that  tbey  will 
apply  and  are  accepted  for  enliamient  in 
the  Regular  Army  or  Air  Fwce.  No 
waivers  will  be  granted.  J^ 

(12)  Men  under  parole  or  probation 
from  any  civil  court.  No  waivers  will  be 
granted. 

(13  >  Men  who  have  an  active  or 
chronic  venereal  disease.  No  waivers 
granted. 

(14 1  Men  who  apply  for  enlistment 
from  civilian  life  and  who  claim  prior 
honorable  service  In  the  armed  forces, 
but  who  are  unable  to  produce  their 
discharge  certificate  or  other  written 
evidence  of  last  active  service,  imtil  veri- 
fication of  such  service  is  received  from 
The  Adjutant  General,  or  the  Chief  of 
Staff.  United  States  Air  Force. 

(15)  Applicants  from  civilian  life  who 
fail  to  meet  the  prescribed  mental  stand- 
ards.   No  waivers  will  be  granted. 

(16)  Men  who  are  illiterate.  No 
waivers  will  be  granted. 

(17)  Men  who  have  had  prior  service 
In  the  Army,  Navy,  Air  Force,  Coast 
Guard,  or  Marine  Corps  whose  total  time 
lost  under  Article  of  War  107  (or  time 
lost  imder  similar  circumstances  in  the 
Navy,  Coast  Guard,  or  Marine  Corps) 
was  60  days  or  more  for  Army  appli- 
cants or  30  days  or  more  for  Air  Force  < 
applicants  during  their  last  enlistment 

or  period  of  active  service. 

(18)  Men  who  have  made  application 
for  retirement  and  have  not  withdrawn 
such  application.  No  waivers  will  be 
granted. 

(19)  Men  who  are  on  a  retired  .status 
from  the  Regular  Army  or  Air  Force, 
whether  retired  for  disability  or  length 
of  service.     No  waivers  will  be  granted. 

(20)  Men  receiving  disability  pension 
or  compensation  from  the  Veterans'  Ad- 
ministration, unless  such  pen.sion  or 
compensation  is  waived  by  the  individual 
at  time  of  enlistment. 

(21)  Men  receiving  retired  or  retainer 
pay  from  the  Navy,  Marine  Corps,  or 
Coast  Guard.  No  waivers  will  be 
granted. 

(22)  Selective  Service  registrants  who 
have  received  orders  from  their  local 
board  to  report  for  pre-induction  physi- 
cal and  mental  examinations,  or  to  re- 
port for  induction,  unless  the  order  has 
been  canceled  and  release  Is  obtained 
from  the  local  Selective  Service  Board. 
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i  571.2  Periods  and  grades — (&)  Pe- 
riods of  enlistment.  «1)  Enlistments 
and  reenljstments  are  authorized  in  the 
Regular  Army  and  in  the  Air  Force  for 
3,  4,  5,  or  6  years,  at  the  option  of  the 
individual  enlLsting. 

<2)  In  addition  to  the  options  author- 
ized in  subparagraph  (1)  of  this  para- 
graph, individuals  who  were  discharged 
from  the  Army  or  Air  Force  in  one  of 
the  first  three  enlisted  grades  and  who 
reenlist  within  90  days  from  date  of  last 
discharge  are  authorized  to  reenlist  in 
the  Regular  Army  or  Air  Force  for  an 
unspecified  period  of  time  on  a  career 
basis.  An  Individual  whose  last  period 
of  active  Federal  service  in  the  Army  or 
the  Air  Force  was  in  the  status  of  a  com- 
missioned officer  or  warrant  officer  Is  eli- 
gible for  enlistment  under  the  provisions 
of  this  subparagraph,  provided  such  in- 
dividual was  serving  on  Federal  active 
duty  in  one  of  the  first  three  enlisted 
grades  immediately  prior  to  entry  on  ac- 
tive duty  as  a  commissioned  officer  or 
warrant  officer;  such  commissioned  or 
warrant  officer  service  has  been  con- 
tinuous since  entry  thereon;  and  enlist- 
ment is  accomplished  in  one  of  the  fii'st 
three  enlisted  grades  within  90  days  from 
date  of  relief  from  active  duty  (6  months 
from  date  of  relief  from  active  duty  if 
enlistment  is  accomplished  under  the 
provisions  of  paiagraph  (c)  <2)  of  this 
section. 

(3)  In  addition  to  the  options  pre- 
scribed in  subparagraphs  <1»  and  (2)  of 
this  paragraph,  enlistments  are  author- 
ized in  tlTC  Regular  Army  for  21  months 
for  men  who  are  19  years  of  age  but  who 
have  not  reached  their  twenty-sixth 
birthday,  and  who  have  not  heretofore 
served  for  more  than  1  year  in  the  armed 
forces  prior  to  June  24,  1948,  or  more 
than  90  days  between  December  7,  1941 
and  September  12,  1945,  or  3  years  or 
more  at  any  time.  (Proof  of  age  as  pre- 
scribed in  paragraph  (b)  (3)  of  this  sec- 
tion is  mandatory  for  all  applicants.) 
All  enlistments  under  this  option  will  be 
made  for  Regular  Army  Unassigned.  En- 
listees will  incur  the  following  service 
obligation : 

<i>  They  will  be  required  to  complete 
21  months  active  service. 

(ii)  Thereafter,  if  qualified,  they  will 
be  transferred  to  a  Reserve  component 
and  required  to  serve  therein  for  a  pe- 
riod of  5  years  after  such  transfer  unless 
discharged  earlier,  except  that,  if  they 
serve  satisfactorily: 

<a »  On  active  duty  in  the  Army  under 
a  voluntary  extension  of  one  or  more 
years,  or 

(b)  In  an  organized  unit  of  a  Reserve 
component  for  a  period  of  at  least  36 
months, 

they  will  be  relieved  from  further  lia- 
bility to  serve  In  any  Reserve  component 
except  in  time  of  war  or  national  emer- 
gency declared  by  Congress. 

ib»  Grades  for  enlistment:  former  en- 
listed men  and  individuals  with  no  prior 
service — d)  Grades  for  enlistment.  Ap- 
plicants for  enlistment  in  the  Regular 
Army  or  Air  Force  will  be  enlisted  in  the 
grtdes  specified  below. 

ti>  Individuals  honorably  discharged 
from  the  Army  or  the  Air  Force,  except 
those  men  discharged  under  the  provi- 
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sions  of  AR  615-367  (Resignation),  may 
enlist  in  the  grade  held  at  time  of  such 
discharge,  provided  they  enlist  for  3,  4, 
5,  or  6  years  (or  for  an  unspecified  p)eriod 
of  time,  if  eligible »  within  90  days  from 
date  of  last  discharge.  ,( Reservists  re- 
called to  active  duty  for  training  pur- 
poses <for  a  period  of  90  days  or  less) 
are  not  eligible  for  enli.«;tment  under  the 
provisions  of  this  subparagraph,  even 
though  enlistment  is  accomplished  with- 
in 90  days  from  date  of  separation  from 
such  active  duty  training  status.  Reser- 
vists recalled  to  extended  active  duty, 
as  distinguished  from  training,  are  eligi- 
ble for  enlistment  in  a  grade  to  be  deter- 
mined by  the  appropriate  Army  com- 
mander, or  the  Chief  of  Staff.  United 
States  Air  Force,  not  lower  than  thet  au- 
thorized by  Army  and  Air  Force  direc- 
tives, nor  higher  than  that  held  at  date 
of  release  from  active  duty,  provided  ap- 
plication for  enlistment  is  made  within 
20  days  after  date  of  release  from  active 
duty. ) 

<il)  Certain  applicants  who  are  not 
eligible  to  enlist  in  the  Regular  Army  or 
Air  Force  in  a  grade  higher  than  the 
seventh  grade  under  the  provisions  of 
subdivision  (i)  of  this  subparagraph, 
may  be  enlisted  in  grades  commensurate 
with  their  prior  training  and  experience 
as  specifically  authorized  in  Army  and 
Air  Force  directives,  except  that  enlist- 
ments of  individuals  last  discharged  un- 
der the  provisions  of  p>aragraph  3.  AR 
615-367.  will  be  accomplished  in  a  grade 
which  is  at  least  one  grade  lower  than 
that  held  at  time  of  last  discharge. 

(iii)  Individuals  who  have  had  satis- 
factory active  service  In  the  Army. 
Navy.  Air  Force.  Coast  Guard,  or  Ma- 
rine Corps  of  at  least  4  months  and 
who  are  otherwise  qualified  and  ac- 
ceptable, if  not  eligible  to  enlist  in  a 
higher  grade,  will  be  enlisted  in  grade 
six. 

(iv)  Civil  Air  Patrol  Cadets  possess- 
ing appropriate  certificates  of  profi- 
ciency indicating  they  have  completed 
successfully  the  3-year  CAP  program 
may  be  enlisted  in  the  Air  Force  in 
grade  six. 

(v)  Ail  other  applicants,  except  as 
authorized  in  paragraph  <c^  of  this  sec- 
tion, will  be  enlisted  in  grade  seven. 

(2)  Date  of  rank  and  warrant.  Men 
enlisted  in  grades  higher  than  grade 
seven,  under  the  provisions  of  subpara- 
graph (1)  (1)  of  this  paragraph,  will 
be  given  the  same  date  of  rank  as  that 
held  at  time  of  discharge  from  last  ac- 
tive service.  The  grades  In  which  men 
are  enlisted  under  this  paragraph  are 
permanent. 

<c)  Grades  for  enlistment:  former 
officers,  warrant  officers  and  flight  of- 
ficers—  (1)  Grades  for  enlistment,  d) 
An  applicant  for  enlistment  whose  last 
period  of  active  service  in  the  Army  or 
the  Air  Force  was  in  the  status  of  com- 
missioned officer  or  warrant  officer, 
whose  release  from  such  status  was  un- 
der honorable  conditions,  and  who  en- 
lists for  3.  4.  5.  or  6  years  (or  for  an 
unspecified  period  of  time,  if  eligible) 
within  90  days  from  date  of  release 
from  active  service,  will  be  enlisted  In 
grade  one.  except  as  prescribed  in  (a), 
<bi,  or  (o  of  this  subdivision.  (Re- 
servists   recalled    to    active    duty    for 


training  purposes  (for  a  period  of  90 
days  or  less)  are  not  eligible  for  enlist- 
ment under  the  provisions  of  this  sub- 
paragraph, even  though  enlistment  is 
accomplished  within  90  days  from  date 
of  separation  from  such  active  duty 
training  status.) 

( a )  An  applicant  for  enlistment  whose 
last  period  of  active  service  was  in  the 
status  of  commis-sioncd  officer  or  warrant 
officer,  if  enlistment  in  the  Air  Force  is 
desired,  will  be  enlisted  in  a  grade  to  be 
prescribed  by  the  Chief  of  Staff,  United 
States  Air  Force. 

(b)  In  addition  to  the  exception  cited 
in  (a>  of  this  subdivi.'^ion,  an  applicant 
for  enlistment  who.se  last  period  of  serv- 
ice was  in  the  status  of  a  commis.sioned 
officer  or  warrant  officer  in  the  Air  Force, 
if  enlistment  for  assignment  other  than 
Air  Force  is  desired,  will  be  enlisted  in 
a  grade  to  be  prescribed  by  the  appropri- 
ate Army  commander  or  head  of  admin- 
istrative or  technical  service  concerned. 
(This  subparagraph  does  not  apply  to 
commissioned  officers  and  warrant  offi- 
cers of  the  Army  on  duty  with  the  Air 
Force. ) 

(c)  In  addition  to  the  exceptions  cited 
in  (o)  and  (b)  of  this  subdivision,  an 
applicant  whose  last  period  of  active 
service  in  the  status  of  a  commissioned 
officer  or  warrant  officer  commenced  sub- 
sequent to  March  22,  1948.  is  not  eligible 
for  enlistment  in  grade  one  under  this 
authority.  Enlistment  grade  will  be 
determined  as  prescribed  in  subdivision 
(ii»  of  this  subparagraph. 

(ii  >  An  applicant  for  enlistment  whose 
last  period  of  active  service  in  the  Army 
or  the  Air  Force  was  In  the  status  of 
commi.ssioned  officer,  warrant  officer,  or 
flight  officer,  whose  release  from  status 
was  under  honorable  conditions,  and  who 
Is  not  eligible  to  enlist  under  the  pro- 
visions of  subdivision  (I>  of  this  sub- 
paragraph may  be  enlisted  In  a  grade 
commensurate  with  his  prior  training 
and  experience,  as  specifically  author- 
ized in  Army  or  Air  Force  directives. 

(2)  Reenlistment  of  former  Regular 
Army  or  Air  Force  enlisted  men  who 
served  on  active  duty  as  Reserve  officers 
or  who  were  discharged  to  accept  com- 
misftions  as  officers  or  appointments  as 
warrant  officers.  Former  Regular  Army 
or  Regular  Air  Force  enlisted  men  who 
served  on  active  duty  as  Reserve  officers 
or  who  were  discharged  to  accept  tem- 
porary commissions  or  appointments  as 
warrant  officers,  provided  service  as  a 
commi.ssioned  officer  or  warrant  officer 
terminated  honorably  and  application 
for  reenlistment  is  made  within  6  months 
after  termination  of  .such  officer  or  war- 
rant officer  service,  may  be  reenlisted 
in  grades  prescribed  in  subdivisions  <!>, 
( ii  > ,  I  ill  > ,  and  ( iv )  of  this  subparaeraph. 
without  regard  to  any  physical  di.squali- 
flcation  Incurred  or  having  Its  inception, 
while  on  active  duty  in  line  of  duty,  and 
without  regard  to  whether  or  not  a  va- 
cancy exists  in  the  appropriate  enlisted 
grade : 

(I)  Any  enlisted  man  of  the  Regular 
Army  or  Air  Force  who  serves  on  active 
duty  as  a  Reserve  officer  or  who  is  dis-r 
charged  to  accept  a  temporary  commis- 
sion in  the  Army  or  Air  Force  is  entitled 
to  reenlist  in  the  Regular  Army  or  Air 
Force  In  the  permanent  enlisted  grade 
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held  Immediately  preceding  such  com- 
missioned service. 

(ii)  Any  enlisted  man  In  the  Regular 
Army  or  Air  Force  who  is  discharged  to 
accept  a  temporary  appointment  as  a 
warrant  officer  in  the  Army  or  Air  Force 
Is  entitled  to  reenlist  In  the  Regular 
Army  or  Air  Force  in  the  permanent  en- 
listed R^ade  held  immediately  preceding 
such  warrant  officer  service. 

I  iii)  Any  enlisted  man  of  the  Regular 
Army  or  Air  Force  who  is  discharged  to 
accept  a  temporary  appointment  as  a 
warrant  officer  in  the  Army  or  Air  Force 
and  such  temporary  appointment  as  a 
warrant  officer  is  terminated  to  accept  a 
temporary  commission  in  the  Army  or 
Air  Force,  will  be  entitled  to  reenlist  in 
the  Regular  Army  or  Air  Force  in  the 
permanent  enlisted  grade  held  Immedi- 
ately preceding  such  warrant  officer 
service. 

(Iv)  Fopmer  Regular  Army  or  Air 
Force  enlisted  men  who  held  permanent 
specla!isf  ratings  immediately  preceding 
the  commissioned  or  warrant  officer  serv- 
ice will  be  reenlisted  In  grades  Indicated 
In  the  conversion  table  below,  if  other- 
wise quilified  as  prescribed  in  this 
subdivision. 


Hconlistmonl  graile 

Old  eradr  and  rating 

Amiy 

Air  Foree 

Privalp  fii^t  v\as»,  sjiccial- 

Corporal.... 

Serpeant. 

i.sl  flrsl  tl;i.s.i. 

rrivritf,     --iiMialist     first 

do 

Do. 

CllkS-S. 

rrivrtti'  first  cUss,  sjioriaJ- 

do 

Do. 

i.st  s«'0<>tiil  ( Li»s. 

rrivstc.  »|  niulist  s«>ond 

do 

1)0. 

cl.iss. 

Privat''  firv"  <t:isR,  sjiecial- 

do 

Do. 

ist  third  1 1  IS.*. 

Priviitc,    sn'CJalBt    third 

Private  first 

Coriwral. 

c'la.ss. 

ci.tss. 

Priviiif  fir=t  riass,  special- 

 do 

Do. 

ist  f<.iirt!i  diss. 

Privafi'  flr;  1  riass,  sjiecial- 

Private 

Private  first 

ist   fi.'tll(l'S,s 

eli'^s. 

Private.    .s[  icialisl    fifth 

do 

1>0. 

cla.«s. 

Privaf^  firvt  ( la-ss,  .sjiedal- 

do   

Do. 

ist  sixth  (la's. 

Private,    SI  i-citilist    silth 

do 

Do. 

cla-ss. 

5  5713  Assignment — (a)  Cftojces.  'D 
Individuals  who  enlist  or  reenlist  in  the 
Regular  Army  or  Air  Force  for  3, .4.  5.  or 
6  years  a;e  authorized  certain  choices  of 
service  v/hich  are  published  in  separate 
directives  from  time  to  time  by  the  De- 
partments of  the  Army  and  the  Air 
Force. 

(2)  Individuals  who  enlist  in  the  Reg- 
ular Ariny  for  any  period  less  than  3 
years  and  those  who  enlist  in  the  Regular 
Army  or  Air  Force  for  an  unspecified  pe- 
riod of  time  will  not  be  given  a  choice  of 
assignment  and  will  be  enlisted  for  Reg- 
ular Arr.iy  Unassigned  or  Air  Force  Un- 
assigned. 

§  571  4  Transportation — fa>  Trans- 
portation of  accepted  applicants.  (D 
Transportation  at  Government  expense 
from  place  of  acceptance  to  designated 
place  of  enlistment  will  be  furnished  to 
an  applicant  only  when  he  has  been  ten- 
tatively accepted  for  enlistment,  or  when 
recalled  for  enlistment  after  name  is 
reached  on  the  waiting  list. 

(2)  Return  transportation  at  Govern- 
ment expense  to  point  of  acceptance  will 
be  furnished  to  rejected  applicants  and 


to  those  acceptable  applicants  who  can- 
not be  enlisted  at  the  time.  Return 
transportation  will  not  be  furnished  to 
an  applicant  for  enlistment  who  is  re- 
jected because  of  disqualification  con- 
cealed by  him  at  time  of  acceptance  as 
an  applicant. 

(3»  Government  transportation  will 
not  be  furnished  from  recruiting  station 
to  recruiting  main  station  or  other  place 
of  physical  examination  for  applicants 
who  have  been  discharged  from  last  ac- 
tive service  by  reason  of  physical  dis- 
ability. Such  applicants  desiring  enlist- 
ment will  be  informed  that  they  must 
defray  their  own  expenses  in  connection 
with  travel  for  physical  examination. 
(This  subparagraph  does  not  apply  to 
combat  wounded  veterans  applying  for 
enlistment  under  Army  and  Air  Force 
directives. 

(b)  Transportation  of  dependents 
and/or  shipment  of  household  goods. 
Enlisted  personnel  of  the  first  three 
grades  are  not  entitled  to  transportation 
of  dependents  and  enlisted  personnel  of 
the  first  four  grades  are  not  entitled  to 
shipment  of  household  goods  at  Govern- 
ment expense  by  virtue  of  dischary;e 
granted  for  the  purpose  of  effecting  im- 
mediate reenlistment  in  the  Regular 
Army  or  Air  Force.  However,  a  discharge 
for  the  purpose  of  immediate  reenlist- 
ment In  the  Regular  Army  or  Air  Force 
on  the  day  following  discharge  Is  not 
considered  a  break  In  active  service,  so 
far  as  such  personnel's  right  to  trans- 
portation of  dependents  and  or  shipment 
of  household  goods  Is  concerned.  Such 
personnel,  are,  therefore,  entitled  to 
transportation  of  dependents  and  or 
shipment  of  household  goods  at  Govern- 
ment expense  where  a  permanent  change 
of  station  is  involved  In  connection  with 
reenlistment.  Movement  of  dependents 
and  household  goods  under  such  circum- 
stances Is  also  authorized  from  the  place 
to  which  dependents  were  transported  or 
the  place  at  which  household  goods  were 
stored  pursuant  to  the  act  of  June  5.  1942 
(56  Stat.  315:  50  U.  S.  C.  764),  to  his 
present  or  subsequent  permanent  duty 
station.  Personnel  who  enlist  after  a 
break  In  .service  are  excluded  from  any 
of  the  foregoing  benefits  which  accrue  to 
them  prior  to  their  discharge. 

fSE.^Ll  Edward  P.  Witsell, 

Major  General. 
The  Adjutant  General. 

|F.    R     Doc     49-4229;    Filed.    May    26.    1919; 

8:48  a.  m  ! 


TITLE  39— 4»0STAL  SERVICE 

Chapter  I — Post  OfRce  Department 

Part   34 — Classification   and   Rates  of 
Postage 

customs  declarations  required  on 
parcels  addressed  to  guam 

Amend  Part  34,  Classification  and 
Rates  of  Postage.  (13  F.  R.  8882)  by  the 
addition  of  a  new  §  34.96  Customs  dec- 
larations required  on  parcels  addressed 
to  Guam  (13  F.  R.  8906)  to  read  as 
follows : 

§  34.96  Customs  declarations  required 
on  parcels  addressed  to  Guam,    (a)  Cer- 


tain articles  imported  into  Guam.  Marl- 
anas  Islands,  are  subject  to  a  local  tax 
and  it  is  necessary  that  all  parcels  orig- 
inating in  the  United  States  or  at  points 
where  the  domestic  mail  service  is  in 
operation  addre.ssed  to  the  above-named 
destination  be  accompanied  with  cus- 
toms declaration  forms. 

(b)  Therefore,  no  parcel  or  commer- 
cial shipment  addressed  for  delivery  at 
Guam.  Guam  will  hereafter  be  accepted 
for  mailing  unless  accompanied  with  '' 
customs  declaration  Form  2966.  (R.  S. 
161.  396.  .sees.  3C4,  3C9.  42  Stat.  24,  25; 
5U.  S.  C.  22,  369' 


r  SEAL ] 


J.  M.  Donaldson, 
Postmaster  General. 


|F.    R.    Doc.    49-4231;    Filed,   May    26,    1919; 
8:48  a.  m.j 


Part  78 — Postal  Notes 
applications  for  duplicates  of  lost, 

MUTIL.ATED,  or  INVALID  POSTAL  NOTES 

In  §  78.11  Applications  for  duplicates 
of  lost,  mutilated,  or  ini^alid  postal  notes 
(13  F.  R.  9007)  amend  paragraph  (b)  to 
read  as  follows: 

(b)  Mutilated  or  im^alid  postal  notes. 
(i)  Application  for  a  duplicate  of  a 
mutilated  p>ostal  note  may  be  accepted 
at  any  time  during  the  period  of  validity 
ufxjn  presentation  of  the  original  note. 

(ii)  Application  for  a  duplicate  of  an 
invalid  postal  note  .shall  be  accepted  only 
upon  presentation  of  the  original  note 
after  two  calendar  months  from  the  last 
day  of  the  month  of  issue. 

(iii)  No  application  for  a  duplicate 
postal  note  shall  be  accepted  for  any  rea- 
son after  one  year  from  the  last  day  of 
the  month  of  Is.sue. 

(iv)  When  an  application  for  a  dupli- 
cate of  a  mutilated  or  Invalid  postal  note 
is  accepted,  the  original  note  shall  be 
marked    "Void,    duplicate    applied    for 

19 "  and 

forwarded  with  the  application. 

(V)  The  person  making  application 
for  the  duplicate  postal  note  is  required 
to  complete  card  Form  6596.  The  po.st- 
master  shall  postmark  the  application  in 
the  space  provided,  sign  it.  and  promptly 
submit  it  to  the  Third  A.ssistant  Post- 
master General.  Division  of  Money  Or- 
ders. 

(R.  S.  161.  396.  .sees.  304.  309.  42  Stat.  24. 
25,  .sec.  207,  62  Stat.  1264;  5  U.  S.  C.  22. 
369,  39  U.  S.  C.  738a) 


[seal] 


J.  M.  Donaldson. 
Postma.ster  General. 


|P.    R.    Doc.   49-4230;    Filed,    May   26,    1949; 
8:48  a.  m.l 


Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

FRANCE 

In  §  127.252  France  (including  Mo- 
naco) (13F.  R.  9149)  amend  subdivision 
(xlU)  of  subparagraph  (4),  paragraph 
(b)  to  read  as  follows: 


Fff/Z/iif     Ifnn    ?7     1QJQ 
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(b)  Parcel  post.     •     •     • 

(4)   Obsfrvations.     •     •     • 

(xiii)  Parcels  should  not  be  fastened 
by  means  of  wire,  but  use  may  be  made 
of  straps  not  having  sharp  edges,  tightly 
fastened  so  that  no  sharp  ends  or  corners 
are  exposed. 

(R.  S.  161.  396.  398.  sees.  304.  309.  42  Stat. 
24.  25.  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 


I  SEAL  J 


J.  M.  EKdnaldson. 
Postmaster  General. 


IF.    R.    Doc.    49  4233;    Filed,   May    26.    1949; 
8:49  a.  m.| 


Papt  127 — International  Postal  Service: 
i  ostage  r.^tes.  service  available  and 
Instructions  for  Mailing 

SPAIN 

In  5  127.356  Spain  (Including  Balearic 
Islands.  Canary  Islands,  and  the  Spanish 
Offices  in  Northern  Africa:  Ceuta.  Melil- 
la.  Alhttcemas,  Chaferinas  or  Zafarani 
Islands,  and  Lenon  de  Velez  de  la  Go- 
mera:  also  Andorra)  (13  P.  R.  9218) 
amend  subdivision  (i)  of  subparagraph 
(8),  paragraph  (b)  to  read  as  follows: 

(b)   Parcel  post.     •     •     » 

(8t  Prohibitions.  (i>  For  sanitary 
rra.son.s.  Pharmaceutical  preparations 
are  admitted  only  if  they  bear  a  distinc- 
tive sanitary  stamp,  which  must  be 
affixed  in  the  producing  laboratories  and 
be  obtained  from  the  Spanish  sanitary 
authorities.  Streptomycin  is  admitted 
only  if  a  license  has  been  granted  by  the 
Spanish  health  authorities.  It  is  under- 
stood that  the  license  is  granted  without 
difficulty  to  the  addressees  of  small  ship- 
ments if  the  application  is  supported  by 
certificates  from  two  physicians. 

(R  S.  161.  396.  398.  sees.  304.  309.  42  Stat, 
24.  25;  48  Stat.  943;  5  U.  S.  C.  22.  369,  372) 


[seal] 


J.  M.  Donaldson. 
Postmaster  General. 


RULES  AND  REGULATIONS 

Ellis.  Kaufman,  and  Navarro  except  the 
City  of  Corslcana. 

This  decontrols  from  §5  825.1  to  825  12 
the  City  of  Corslcana  in  Navarro  County. 
Texas,  a  portion  of  the  Corslcana.  Texas. 
Defense-Rental  Area. 

2.  Schedule  A.  Item  324,  is  amended  to 
describe  the  counties  In  the  Defense- 
Rental  Area  as  follows: 

Harrison,  except  the  City  of  Marshall; 
Marlon;   and  Upshur. 

Camp,  Morris,  and  Titus. 

This  decontrols  from  §5  825.1  to  825.12 
the  City  of  Marshall  in  Harri.son  County. 
Texas,  a  portion  of  the  Marshall,  Texas, 
Defense-Rental  Area. 

3.  Schedule  A.  Item  329a,  Is  amended 
to  read  as  follows: 

(329a)      (Revoked  and  decontrolled.) 

This  decontrols  from  §5  825.1  to  825.12 
the  entire  Sweetwater,  Texas,  Defense- 
Rental  Area. 

(Sec.  204  (d) .  61  Stat.  197.  as  amended  by 
62  Stat.  37.  94.  and  by  Pub.  Law  31,  81.st 
Cong.;  50  U.  S.  C.  App.  1894  (d).  Ap- 
plies sec.  204.  61  Stat.  197.  as  amended 
by  62  Stat.  37.  94.  and  by  Pub.  Law  31. 
Sist  Cong. ;  50  U.  S.  C.  App.  1894  • 

This  amendment  shall  become  effective 
May  25.  1949. 

Issued  this  25th  day  of  May  1949. 

TicHE  E.  Woods, 
Housing  Expediter. 

[P.    R.    Doc.   49-4281;    Filed.    May    25,    1949; 
4:20  p.  m.] 


|F.    R.    Doc.    49  4232:    Filed.    May    26.    1949; 
8:49  a.  ml 


TITLE  24— HOUSING  AND 
HOUSING  CREDIT 

Chapter  VIII — OflRce  of  Housing 
Expediter 

[Controlled  Housing  Rent  Reg..'  Amdt.  102) 

Part  825 — Rent  Recttlations  Under  the 
Housing  and  Re.nt  Act  of  1947,  as 
Amended 

controlled  housing  rent  regulation 

The  Controlled  Housing  Rent  Regula- 
tion (§$825.1  to  825.12)  is  amended 
In  the  following  respects: 

1.  Schedule  A,  Item  308a.  is  amended 
to  de.scribe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 


'  13  F.  R.  5706.  5788.  5877,  5937.  6246,  6283, 

6411.  65.'>6,  6881,  6910,  7299,  7671,  7801,  7862, 
81?17.  8327,  8386:   14  F.  R.  17,  93.  143.  271.  337. 

456,  627.  695.  856.  918.  979.   1005.   1083.  1345. 

\?94.   1519.  1570.   1571,   1587.  1666,   1667,  1733, 

1760.  1823.  1868.  1932,  2059,  2060,  2084,  2176, 
2233.  2412,  2441.  2545,  2606,  2607,  2695. 


(Controlled  Rooms  In  Rooming  Houses  and 
Other  Establishments,  Rent  Reg..'  Amdt. 
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Part  825 — Rent  Regulations  Under  the 
Housing  and  Rent  Act  of  1947,  as 
Amended 

rent  regulation  for  controlled  rooms 
in  rooming  houses  and  other  estab- 
lishments 

The  Rent  Regulation  for  Controlled 
Rooms  In  Rooming  Houses  and  Other 
Establishments  (§§825.81  to  825  92)  Is 
amended  in  the  following  respects: 

1.  Schedule  A.  Item  308a.  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows; 

Ellis.  Kaufman,  and  Navarro  except  the 
City  of  Corslcana. 

This  decontrols  from  §§825.81  to 
825.92.  the  City  of  Corslcana  in  Navarro 
County.  Texas,  a  portioil  of  the  Corsl- 
cana. Texas.  Defense-Rental  Area. 

2.  Schedule  A.  Item  324,  is  amended 
to  describe  the  counties  in  the  Defense- 
Rental  Area  as  follows: 

Harrison,  except  the  City  of  Marshall; 
Marlon;  and  Upshur;  Camp,  Morris,  and 
Titus. 


This  decontrols  from  5  5  825  81  to 
825  92.  the  City  of  Marshall  in  Harrison 
County.  Texas,  a  portion  of  the  Marshall. 
Texas,  Defense-Rental  Area. 

3.  Schedule  A,  Item  329a.  is  amended 
to  read  as  follows: 

(329a)    [Revoked  end  decontrolled]. 

This  decontrols  from  §5  825.81  to 
825.92,  the  entire  Sweetwater,  Texas. 
Defense-Rental  Area. 

(Sec.  204  (d>.  61  Stat.  197.  as  amended 
bv  62  Stat.  37,  94  and  by  Pub.  Law  31, 
sist  Congress;  50  U  S.  C.  App.  1894  (d). 
Applies  sec.  204,  61  Stat.  197.  as  amended 
by  62  Stat.  37.  94  and  by  Pub.  Law  31, 
81st  Cong. ;  50  U.  S.  C.  App.  1894) 

This  amendment  shall  become  effec- 
tive May  25.  1949. 

Issued  this  25th  day  of  May  1949. 

TiGHE  E.  Woods, 
Housing  Expediter. 

IF.    R.    Doc.    49-4280:    Filed,    May    Ss.    1949; 

4:20  p  m  I 


1  13  F.  R.  5750,  5789.  5875,  5937.  5938,  6247. 
6283.  6411.  6556.  6882,  6911.  7299.  7672.  7801. 
7862.  8218.  8328:  14  F.  R.  18.  272.  337.  457,  627. 
682.  695.  857.  918.  978,  1083.  1345.  1520.  1570. 
1582.  1587.  1669.  1670.  1734.  1869,  1932,  2061. 
2062.  2085.  2177.  2237,  2413.  2440,  2441,  2545, 
2C07,  2608.  2695. 


TITLE  42— PUBLIC  HEALTH 

Chapter  I — Public  Health  Service, 
Federal  Security  Agency 

Part  71— Foreign  Quarantine 

cats,  dogs  and  monkeys 

Notice  of  proposed  rule  making  and 
public  rule-making  proceedings  have 
been  omitted  In  the  issuance  of  the  fol- 
lowing amendments  to  §§71.154  and 
71.155.  Notice  and  rule-making  pro- 
ceedings have  been  found  to  be  unneces- 
sary because  the  sole  purpose  of  the 
amendments  Is  to  eliminate  restrictions 
and  requirements  now  in  effect. 

1.  Section  71.154  is  amended  to  read 
as  follows: 

§71.154  Cats,  dogs  and  monkeys — fa) 
Cats:  Physical  inspection.  No  cat  shall 
be  brought  Into  a  port  under  the  control 
of  the  United  States  from  any  foreign 
country  other  than  Bermuda.  Canada. 
Denmark.  Eire.  Norway.  Sweden,  or  the 
United  Kingdom  of  Great  Britain  and 
Northern  Ireland  unless: 

(1)  The  owner  submits  a  sworn  state- 
ment that  the  animal  was  physically  in- 
spected within  ten  days  prior  to  depar- 
ture for  the  United  States  and  was  found 
apparently  free  of  demonstrable  diseases 
involving  emaciation,  lesions  of  the  skin, 
nervous  system  disturbances,  jaundice, 
or  diarrhea,  or 

(2)  The  animal  is  examined  by  a 
quarantine  officer  following  arrival  at  a 
port  under  control  of  the  United  States 
and  found  apparently  free  of  demon- 
strable diseases  involving  emaciation, 
lesions  of  the  skin,  nervous  system  dis- 
turbances, jaundice,  or  diarrhea. 

(b)  Dogs:  Physical  inspection:  rabies 
immunization:  importation  for  scientific 
purposes,  tl)  No  dog  shall  be  brought 
into  a  port  under  the  control  of  the 
United  States  from  any  foreign  country 
other  than  Bermuda.  Canada.  Denmark. 
Eire.  Norway.  Sweden,  or  the  United 
Kingdom  of  Great  Britain  and  Northern 
Ireland  unless: 

(i)  The  owner  submits  a  sworn  state- 
ment that  the  animal  was  physically  in- 
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spected  within  ten  days  prior  to  depar- 
ture for  the  United  States  and  was  found 
apparently  free  of  demonstrable  diseases 
involving  emaciation,  lesions  of  the  skin, 
nervous  ."^y.^tem  disturbances,  jaundice, 
or  diarrhea,  or 

(ii"  The  animal  is  examined  by  a 
quarantine  officer  following  arrival  at 
a  port  under  control  of  the  United  States 
and  found  apparently  free  of  demonstra- 
ble disea.se.s  involving  emaciation,  lesions 
of  the  skin,  nervous  system  disturbances. 
Jaundice,  or  diarrhea. 

(2  >  No  dog  .*^hall  be  brought  into  a  port 
under  the  control  of  the  United  States 
from  any  foreign  port  other  than  Aus- 
tralia. Bermuda.  Canada.  Denmark.  Eire, 
New  Zealand.  Norway,  Sweden,  or  the 
United  Kingdom  of  Great  Britain  and 
Northern  Ireland  unless: 

(i»  The  owner  submits  a  sworn  state- 
ment that  the  animal  has  been  immu- 
nized with  an  approved  rabies  vaccine 
not  more  than  six  months  prior  to  the 
date  of  entry,  or 

<ii)  The  animal  is  immunized  with  an 
approved  rabies  vactflne  following  ar- 
rival at  a  port  under  control  of  the 
United  States  and  prior  to  release  from 
quarantine,  or 

( iii )  The  owner  submits  a  sworn  state- 
ment to  the  effect  that  the  animal  Is 
destined  for  a  research  institution,  that 
it  is  intended  by  such  Institution  to  be 
used  for  scientific  purposes,  and  that  Im- 
munization will  seriously  Interfere  with 
its  use  for  such  purposes. 

(c)  Monkeys:  Physical  inspection; 
importation  from  yellow  fever  areas. 
(1)  No  monkey  shall  be  brought  into  a 
port  under  the  control  of  the  United 
States  from  any  foreign  country  other 
than  Bermuda.  Canada.  Denmark.  Eire. 
Norway.  Sweden,  or  the  United  Kingdom 
of  Great  Britain  and  Northern  Ireland 
unless : 

(i)  The  owner  submits  .a  sworn  state- 
ment that  the  animal  was^  physically  in- 
spected within  ten  days  prior  to  depar- 
ture for  the  United  States  and  was  found 
apparently  free  of  demonstrable  diseases 
involving  emaciation,  lesions  of  the  skin, 
nervous  system  disturbances,  jaundice. 
or  diarrhea,  or 

(il)  The  animal  is  examined  by  a  quar- 
antine officer  following  arrival  at  a  port 
under  control  of  the  United  States  and 
found  apparently  free  of  demonstrable 
diseases  involving  emaciation,  lesions  of 
the  .skin,  nervous  system  disturbances. 
Jaundice,  or  diarrhea. 

(2)  Notwithstanding  any  other  provi- 
sion of  this  section,  a  monkey  put  on 
board  at  a  port  in  an  endemic  yellow 
fever  area,  or  a  monkey  coming  from 
such  an  area,  shall  not  be  brought  in  un- 
less it  is  free  of  evidence  of  yellow  fever 
Infection  and  its  owner  submits  evidence 
satisfactory  to  the  quarantine  officer 
that,  immediately  prior  either*  to  being 
put  aboard  or  its  arrival,  the  monkey 
had  been  detained  in  a  mosquito-proof 
structure  for  not  less  than  nine  days. 

2.  Section  71.155  Is  amended  to  read 
as  follows: 

8  71.155  Cats,  dogs,  and  monkeys: 
Disposition  of  excluded  animals.  A  cat, 
dog,  or  monkey  excluded  from  entry  un- 
der the  regulations  in  this  part  shall  be 
destroyed  or  deported.    Pending  depor- 
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tation  it  shall  be  detained  under  Cus- 
toms' custody  at  the  owner's  expense: 

(a)  Aboard  the  vessel  on  which  it  ar- 
rived, the  vessel  to  be  held  under  provi- 
sional pratique;  or 

(b)  At  the  airport  of  entry. 

Effective  date:  The  foregoing  amend- 
ments shall  be  effective  on  the  date  of 
their  publication  in  the  Federal  Register. 

(58  Stat.  703-706;  42  U.  S.  C.  264-272) 

Dated:  May  19,  1949. 

Leonard  A.  Scheele. 
Surgeon  General. 

Approved:  May  23,  1949. 

J.  Donald  Kincsley, 
Acting  Federal  Security 
Administrator. 

IF.   R.   Doc.   49-4234;    Filed.    May    26,    1949; 
8:49  a.  m.j 


TITLE  43— PUBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage- 
ment, Department  of  the  Interior 

Appendix — Public  Land  Orders 

[Public  Land  Order  586] 

California 

withdrawing  public  lands  for  use  of 
department  of  army  for  flood  con- 
trol purposes 

By  virtue  of  the  authority  vested  in 
the  President  by  the  act  of  June  4,  1897, 
30  Stat.  11,  36  (16  U.  S.  C.  473),  and 
otherwise,  and  pursuant  to  Executive 
Order  No.  9337  of  April  24,  1943.  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights,  and  to 
existing  withdrawals  for  power  purposes, 
the  public  lands  within  the  following- 
described  areas  are  hereby  withdrawn 
from  all  forms  of  appropriation  under 
the  public-land  laws,  including  the  min- 
ing and  mineral-leasing  laws,  and  re- 
served for  use  in  the  construction  of  the 
Pine  Flat  Dam  and  Reservoir  Project. 
California,  under  the  supervision  of  the 
Department  of  the  Army  as  authorized 
by  the  act  of  December  22.  1944,  58  Stat. 
887,  901: 

Mount  Diablo  Meridian 

T.  12  S..  R.  24  E.. 

Sec.  12.  E'jE'ijNEVi; 

Sec.  22.  s"ijSE'4; 

Sec.  23.  SE^SE'i; 

Sec.  24.  SW'4SW>/4.  EViSW>/4.  and  SEVi: 

Sees.  25  and  26; 

Sec.  27.  E'^;    • 

Sec.  34.  N«V,NE>;; 

Sec.  35.  EI...  E'jWli,  NWi4NW'4: 

Sec.  36.  W'^.  WViE'/j,  NEV4NE'4. 
T.  13  S..  R.  24  E  . 

Sec.  1.  lots  2.  3.  4.  5,  6,  and  9; 

Sec.  2. 
T.  12  S..  R.  25  E.. 

Sec.  3.  W'jSW'i; 

Sec.  4.  SEi4NE>4.  and  EViSEVi: 

Sec.  5,  lot  4.  S>iSV2NEy4,  S'^iNWii.  N' 
SE'iSWU.  and  S'iSEi/*; 

Sec.  6.  lot  1,  SEViNE'^  and  NE'4BE' 
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Sec.  10.  W'iW'A: 

Sec.  15.  SWUNEVi.  SE'iNW'i.  WViNW'/i. 

and  S'i; 
Sec.     16.    E'i.    E'/iW'/j,    WViNWVi.    and 

NW>4SW'4; 
Sec.     17.     N'2.     N'iSVi.     S'iSW'.i.     and 

swi4SE'4: 
Sees.  18  and  19; 
Sec.    20.    SE'4NE'4.    W'^NE^.    W'i,    and 

SE'4; 
Sec. .21.  NW<4NE>4   and  NE'^NWli; 
Sec.-22,   SE'4NE'4,  W'iNEVi.  NWV4.  and 

Sec.  23.  S'^N'i.  anc}  S'^; 

Sec.  24.  NI2  and  NVjSW'4; 

Sec.      28.      SEU'NWU.      WiNW';.      and 

N'2SW'4: 
Sec.     29.     N'i,     N'iS'i.     SV2SWV4.     and 

SW'^SEU; 
Sec.  30: 

Sec.  31.  lot   1.  NE1.4NWV4.  and  N'iNE'i; 
Sec.  32.  NW^NWU. 
T.  12  S..  R.  26  E.. 

Sec.  16.  SWI4NWU.  and  SW'4; 

Sec.  17.  S'2N'2.  N'jS'i.  and  SWUSW'i; 

Sec.  18.  S2'4; 

Sec.  19.  lots  1.  2,  Ei^NW'i.  W'iNE'i,  and 

NEUNE'^: 
Sec.  21.  lots  1  to  7.  NW'iNEU.  SE>4NE<4. 
W'aNWU.  W'iSW'4.  and  SE^SW^. 

The  areas  described,  including  both 
public  and  non-public  lands  aggregate 
14,605.40  acres. 

The  withdrawal  made  by  this  order 
shall  take  precedence  over  but  not  mod- 
ify (1)  the  Executive  Order  of  July  1, 1938 
and  the  Proclamation  of  July  1.  1910, 
establishing  the  Sequoia  and  Sierra  Na- 
tional Forests,  (2)  the  Executive  Order  of 
June  8,  1926.  Reservoir  Site  Reserve  No. 
17,  (3)  the  Orders  of  November  16.  1932, 
November  18,  1941,  and  May  26,  1943,  of 
the  Secretary  of  the  Interior  withdrawing 
lands  for  Reclamation  purposes,  and  <4) 
the  Order  of  May  29,  1908,  of  the  Secre- 
tary of  the  Interior  withdrawing  certain 
land  as  a  Forest  Service  Administrative 
Site,  so  far  as  such  orders  affect  any  of 
the  above  described  lands. 

It  is  intended  that  the  public  lands 
described  herein  shall  be  returned  to  the 
administration  of  the  Department  of 
Agriculture  and  the  Department  of  the 
Interior,  according  to  their  respective 
interests,  when  they  are  no  longer  needed 
for  the  purpose  for  which  they  are  re- 
served. 

C.  GiRARD  DaVTOSON, 

Assistant  Secretary  of  the  Interior. 

May  20,  1949. 

[P.    R.    Doc.    49-4212;    Filed.    May    26.    1949; 
8:45  a.  m.l 


Sec.   7.   lots   1.   2,   3,   4.   Ei2W',2.   W', 

SEi4NE>4,  and  EViSE'*; 
Sec.     8.    E'2.    EiiWVi,    SWV4NWV4. 

W'jSWU: 
See.  9,  E'^E'i,  W'/iNWy*.  SW'/iSW'i 

SWUSEV4; 


and 
,  and 


(Public  Land  Order  587 J     | 
Alaska  ' 

withdrawing  public  lands  for  use  of 

department  of   THE  ARMY   FOR   MILITARY 
PURPOSES 

By  virtue  of  the  authority  vested  in  the 
President  by  section  1  of  the  act  of  March 
12.  1914.  38  Stat.  305,  307.  (48  U.  S.  C. 
303  and  304).  and  otherwise,  and  pur- 
suant to  Executive  Order  No.  9337  of 
April  24.  1943,  it  is  ordered  as  follows:      • 

Subject  to  valid  existing  rights,  the 
following- described  public  lands  at 
Whittier.  Alaska,  are  hereby  withdrawn 
from  all  forms  of  appropriation  under 
the  public-land  laws,  including  the  min- 
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inR  and  mineral -leasing  laws,  and  re- 
served for  the  use  of  the  Department  of 
the  Army  for  military  purposes: 

The  following  9  parcels  of  land  located  on 
Passage  Canal,  In  and  near  the  Townslte  of 
Whlttler.  U.  S.  Survey  2559,  latitude  60  46'30" 
N..  longitude  148  43'20"  W..  as  shown  on 
Map  by  Department  of  the  Army,  Corps  of 
Engineers,  Drawing  No.  18-01-02.  in  3  sheets, 
dated  January  27,  1948,  titled  "Whlttler, 
Alaska,  Military  Reservations,  General  Lay- 
out and  Boundary"  on  file  In  the  BLM,  Mi&c. 
No.  33307. 

Parcel  No.  1.  Beginning  at  a  point  on  line 
12-13  of  Alaska  Railroad  Terminal  Reserve, 
withdrawn  by  P.  L.  O.  396,  from  which  the 
main  line  of  the  Alaska  Railroad  Is  located 
southerly  100  feet  distant  at  right  angle, 
and  from  which  USED  Station  A.  a  standard 
disc  set  In  concrete,  marked  "103-00"  (co- 
ordinate position  being  N9944.44  E.  142565.70) 
bears  S.  26  18'  E.,  141.42  feet,  (Station  A  be- 
ing on  the  center  line  of  the  Alaska  Railroad 
main  line  Just  outside  south  portal  of  Whlt- 
tler Tunnel,  112.5  feet  from  face  of  snow- 
shed),  thence  by  metes  and  bounds: 

N.  10^  00'  W.,  3,00000  feet; 

N.  68°  30'  E.,  4.000.00  feet  across  face  of 
Leonard  Glacier: 

East  2,200.00  feet  to  a  point  on  mean  high 
water  line  of  Passage  Canal; 

Southeasterly  3.600.00  feet  along  mean  high 
water  line  to  NE  corner  of  CAA  VHP  Re- 
■erve; 

West  700  00  feet  along  north  booindary  of 
the  Reserve  to  NW  corner  thereof: 

8.  17°  30'  W.,  795  00  feet  along  west  bound- 
ary of  the  Reserve  to  corner  No.  14  of  P.  L.  O. 
396; 

West  1,320.00  feet  to  corner  No.  13  of  P. 
L.  O.  396: 

S.  18'  42'  W.,  2,036.27  feet  to  point  of  be- 
ginning. 

The  area  described  contains  220.2  acres. 

Parcel  No.  2.  Beginning  at  corner  No.  6, 
U.  S.  Survey  No.  2569,  Whlttler  Townslte. 
thence  by  metes  and  bounds: 

N.  81^  19'  E..  933.47  feet  to  corner  No.  6 
of  U.  S.  S.  2559; 

N.  55°  39'  E.,  1,224.97  feet  to  corner  No.  7 
of  U.  S.  S.  2559; 

N.  34"  21'  W.,  440.00  feet  to  corner  No.  8  of 
U.  S.  S.  2559; 

S.  55  39'  W.,  1,565.74  feet  to  corner  No.  9 
of  U.  S.  S.  2559; 

N.  78'  51'  W.,  14837  feet; 

S.  58°  14'  W..  189.25  feet  to  SE  corner  lot  39. 
block  13: 

N.  74  00'  W..  228.28  feet  along  north  line 
of  First  St.  to  SW  corner  of  lot  36.  block  13; 

N.  16  00'  E..  111.00  feet  to  a  point  on  line 
1-9.  U.  S.  S.  2559; 

N.  78  61'  W..  805  00  feet  along  line  1-9  to 
NW  corner  of  lot  20.  block  13; 

S.  17"  30'  W..  42.25  feet  along  west  line  of 
lot  20  to  SW  corner  thereof: 

S.   74     00'   E ,  8.32  feet   along  south  line 
lot  20.  which  is  the  north  line  of  First  St.; 
•      S.  17°  30'  W..  427.52  feet  along  east  line  of 
Midway  Ave.,  to  SW  corner  block  11; 

S.  74  00'  E.,  300.80  feet  along  north  line 
of  Third  St.  to  SE  comer  of  lot  27,  block  11; 

S  17'  30'  W.,  271.56  feet  to  SW  corner  lot 
19.  block  10: 

S.  74  00'  E.  438  00  feet  to  point  on  line 
4-5.  U.  8.  S.  2559: 

N.  48  00'  E..  522  00  feet  to  point  of  be- 
ginning. 

The  area  described  contains  33.07  acres. 

Parcel  No.  3.  Beginning  at  the  point  of 
beginning  for  Parcel  No.  1,  thence  by  metes 
and  bounds: 

S.  71'  18'  E.  1.950.50  feet  parallel  to  and 
100  feet  distant  from  the  center  line  of  the 
Alaska  Railroad  main  track  to  a  point  op- 
pi)slte   Station   84:49  5; 

N.  56"  66'  W..  783  29  feet  to  the  NE  corner 
of  area  under  permit  to  CAA  for  Fan  Marker; 

S.  27°  03'  W..  106.00  feet  to  SE  corner  of 
CAA  permit  area; 
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N.  62'  57'  W.,  100.00  feet  to  SW  corner  of 
CAA  permit  area; 

N.  27'  03'  E.,  100.00  feet  to  NW  corner  of 
CAA  permit  area; 

N.  62     57'  W..  157.94  feet; 

N.  62°  00'  E.,  1.331.68  feet; 

N.  28"  00'  W.,  155.35  feet; 

N.  36°  27'  E.,  473.13  feet; 

N.  8'  13'  E.,  721.56  feet  to  a  point  on  the 
northerly  boundary  line  of  P.  L.  O.  396; 

N.  73  00'  W.,  497.11  feet  to  corner  14  of 
P.  L.  O.  396; 

West  1,320.00  feet  to  corner  13  of  P.  L.  O. 
396; 

S  18°  42'  W.,  2.036.27  feet  along  line  12-13 
of  P.  L.  O.  396  to  point  of  beginning. 

The  area  described  contains  84.95  acres. 

Parcel  No.  4.  Beginning  at  corner  No.  8. 
U.  S.  S.  2559.  Whlttler  Townslte,  thence  by 
metes  and  bounds: 

S.  55"  39'  W..  100.00  feet  along  Townslte 
boundary; 

N.  34"  21'  W..  178.00  feet  to  dock  access 
road   right-of-way; 

N.  55  39'  E..  420.00  feet  along  right-of-way 
to  dock  approach: 

S   34"  21'  E..  61800  feet; 

S.  55  39'  W.,  320.00  feet  to  corner  No.  7. 
U.  S.  S.  2559: 

N.  34  21'  W.,  440.00  feet  to  polwt  of  begin- 
ning. 

The  area  described  contains  approximately 
5  0  acres. 

Parrel  No.  5.     Beginning  at  a  point  on  line 
19  of  U.  S.  Survey  2559.  Whlttler  Townslte, 
from  which  corner  No.  9  thereof,  bears  N.  78 
51'  W..  65  feet,  thence  by  metes  and  bounds: 

N.  19  25'  E  .  265.00  feet  to  a  point  8  feet 
southerly  from  the  center  line  of  the  Alaska 
Railroad  Service  Track  No.  7; 

Southwesterly  455.00  feet  on  a  curve  to  the 
right,  parallel  to  and  8  feet  southerly  from 
the  center  line  of  Service  Track  No.  7; 

S.  10  13'  E  .  115.00  feet  to  a  point  on  line 
1-9.  U.  8  S.  2559; 

S.  78  51'  E..  350.00  feet  to  point  of  begin- 
ning. 

The  area  described  contains  15  acres. 

Parcel  No.  6.  Beginning  at  a  point  from 
which  U.  8.  L.  M.  2559  bears  8.  00"  25'  21"  W.. 
609.85  feet,  thence  by  metes  and  bounds: 

N.  11*  09'  E  .  284  77  feet  to  point  for  cor- 
ner No.  2; 

N.  78  51'  W.,  450.00  feet  to  point  for  cor- 
ner No.  3; 

S.  11"  09'  W.,  414.77  feet  to  a  point  120  feet 
from  the  center  line  of  the  Alaska  Railroad 
main  line,  measured  at  right  angle,  which  Is 
point  for  corner  No.  4; 

S.  78°  61'.  E.  380.00  feet  to  point  for  corner 
No.  5; 

N.  11°  09'  E.,  110.00  feet  to  a  point  for  cor- 
ner No.  6  on  the  North  side  of  the  access  road 
between  the  Alaska  Railroad  tracks  and 
Passage  Canal; 

S.  62  15'  E..  115.00  feet  to  point  for  corner 
No.  7; 

N.  33'  61'  W..  60.00  feet  to  the  point  of  be- 
ginning. 

The  area  descrit>ed  contains  4.1  acres. 
Parcel  No.  7.    Beginning  at  a  point  on  the 
northwest    corner    of    the    approach    to   the 
original  Whlttler  Wharf  fron^whlch  corner 
No.  8  of  U.  S.  Survey  2559  hee^S.  21°  08'  20" 
W  .  396.24  feet,  thence  by  metes  and  bounds: 
N.   55°    39'   E.,   406.00   feet   along   seaward 
face  of  the  wharf  approach; 
S.  78°  24'  W.,  402  59  feet; 
8.  55°  39'  W..  1.772.13  feet  to  a  point  on 
the   approximate   mean   high   water   line   of 
Passage    Canal,    from    which    corner    No.    9, 
U.  8.  8.  2559  bears  8.  12"   11'  10"  E  ; 

S.  34°  21'  E .  77.20  feet  to  a  point  approxi- 
mately 10  feet  North  of  the  center  line  of 
the  No.  1  wharf  track  of  the  Alaska  Rail- 
road; 

N.  76"  34'  30"  E.,  176.07  feet  to  a  point  on 
the  north  line  of  Parcel  No.  9; 

N.  60°  39'  E..  185.01  feet  along  north  line 
of  Parcel  No.  9; 


N.  48°  33'  E  ,  361.78  feet  along  north  line 
of  Parcel  No.  9: 

N.  66  42'  E.,  375.71  feet  along  north  line 
of  Parcel  No.  9; 

8.  34     21'  E..  45.84  feet: 

N.  65    39'  E..  652.85  feet; 

S.  34'  21'  E.,  0.88  foot  to  point  of  be- 
ginning. 

The  area  described,  both  land  and  water, 
contains  6  44  acres. 

Parcel  No.  8.  Beginning  at  a  point  at  the 
southwest  corner  of  the  enlarged  approach 
to  Whlttler  Wharf,  from  which  corner  No.  8. 
U.  S.  Survey  2559.  Whlttler  Townslte.  tiears 
S.  32°  04'  20"  W..  356.25  feet,  thence  by 
metes   and    bounds: 

The  following  14  courses  run  along  the 
new  wharf  extension  contlguoui;  to  and  south 
of  the  original  wharf  approach  and  along 
the  south  and  east  confines  of  the  Whlttler 
Wharf  to  the  northeiist  corner  on  the  sea- 
ward face  of  the  wharf:  • 

N.  65°  39'  E..  120.00  feet: 

N.  63'  69'  E.  116.00  feet; 

N.  73"  19'  E..  80.00  feet; 

N.  78'  24'  E  .  802.00  feet; 

N.  11°  36'  W.,  24.00  feet; 

N.  78'  24'  E  ,  48.00  feet: 

N.    11'   36'   W,  66  00  feet; 

N.  78'  24'  E.,  214.00  feet; 

8.  ir  36'  E..  41.00  feet; 

N.  78'  24'  E.  25.00  feet; 

N.  11"  36'  W..  12.00  feet; 

N.  78"  24'  E.,  24.00  feet; 

N.  36'  64'  E.,  63.00  feet; 

N.  11°  36'  W..  41.00  feet  to  NE  corner  of 
seaward  face  of  wharf; 

N.  78°  24'  E..  350.00  feet  along  prolongation 
of  the  line  of  the  seaward  face  of  the  wharf 
to  a  point  on  the  mean  high  tide  line  on- 
south  shore  Passage  Canal: 

Northeasterly  300  00  feet  along  mean  high 
tide  line  to  corner  No.  21  P.  L.  O.  396: 

Northeasterly  and  Southerly  940.00  feet 
along  mean  high  tide  line,  which  Is  the 
boundary  of  P.  L.  O.  396.  across  Cove  Creek 
to  corner  22.  P.  L.  O.  396; 

South  1,370.00  feet  to  corner  23,  P.  L.  O. 
396: 

West  1.920.00  feet  to  corner  24  P.  L.  O  396; 

N.  34°  21'  W.,  200.00  feet  to  corner  No.  7, 
U.  8.  8.  2559; 

N.  85'  39'  E  .  320.00  feet; 

N.  34^  21'  W.,  680.00  feel  to  point  of  begin- 
nlng. 

Tlie  area  described  contains  64.2  acres. 

Parcel  No.  9.  Beginning  at  a  point  on  line 
4-5  of  Parcel  No.  6.  from  which,  point  for 
corner  No.  6  bears  S.  78°  51'  E  ,  20  feet,  thence 
by  metes  and  bounds: 

An  area  10  feet  In  width.  6  feet  on  either 
side  of  a  line: 

S.  11°  00'  W.,  152,18  feet;  thence 

An  area  6  feet  In  width,  3  feet  on  either 
side  of  a  line; 

8.  78°  61'  E..  881  43  feet: 

S.  60°  00'  E..  191.67  feet  to  NW  corner  Par- 
cel No.  4; 

Easterly.  681.37  feet  parallel  to  and  7  feet 
northerly  from  center  line  of  Service  Track 
No.  7. 

N.  09°  39'  E.,  43.73  feet; 

N.  60°  36'  E..  182.40  feet; 

N.  48*  30'  E.,  361.91  feet; 

N.  55°  39'  E  .  375.39  feet; 

N.  60*  40'  E.  519.21  feet; 

N.  65°  36'  E.,  642.79  feet  to  fuel  intake  on 
edge  of  dock. 

This  order  shall  take  precedence  over, 
but  not  otherwise  affect  Executive  Order 
No.  1919>2  of  April  21,  1914.  Public  Land 
Order  No.  219  of  March  28,  1944.  and 
Public  Land  Order  No.  396  of  August  19. 
1947.  so  far  as  such  orders  affect  any  of 
the  above-described  lands:  Provided, 
however,  That  the  Alaska  Railroad  shall 
have  (1)  access  to  all  roads  In  parcels 
Nos.  3  to  8  Inclusive  that  are  necessary 
for  the  maintenance  and  operatioa  of 
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the  railroad,  and  <2)  a  right-of-way  200 
feet  wide  acro.ss  parcel  No.  8  for  the  con- 
struction of  railroad,  telegraph  and  tele- 
phone lines. 

It  is  intended  that  the  lands  above  de- 
scribed .shall  be  returned  to  the  adminis- 
tration of  the  Department  of  the  Interior 
when  they  are  no  longer  needed  for  the 
purpose  for  which  they  are  reserved. 

J.  A.  Krug. 
Secretary  of  the  Interior. 

May  23.  1949. 

I  P.    R.    Doc.    49-4214;    Filed.    May    26,    1949; 
8:45  a    m  | 

TITLE  47— TELECOMMUNI- 
CATION 

Chapter   I — Federal   Communications 
Commission 

Part  1 — Practice  and  Procedure 

staff  consideration  of  applications 
which  receive  action  by  the  commis- 
SION 

In  the  matter  of  amendment  of  Part  1 
of  the  Commi.ssion's  rules  and  regula- 
tions relating  to  processing  of  applica- 
tions by  fixed  public  and  fixed  public 
press  radio  carriers. 

At  the  .se.ssion  of  the  Federal  Com- 
munications Commission  held  at  its 
offices  in  Washington,  D.  C,  on  the  18th 
day  of  May  1949; 

The  Commission,  having  under  con- 
sideration proposed  amendments  of  the 
Statement  of  Organization  of  the  Com- 
mission, and  .the  Statement  of  Delega- 
tions of  Authority,  and  Part  1  of  the 
rules.  Practice  and  Procedure,  for  the 
purpo.se  of  accomplishing  changes  in 
Internal  procedures  of  the  Commission 
relating  to  the  proces.sing  and  disposi- 
tion of  applications  filed  by  International 
fixed  public  and  fixed  public  press  radio 
carriers  under  Title  III  of  the  Communi- 
cations Act;  and 

It  appearing,  that  such  amendments 
are  designed  to  expedite  and  improve  the 
Internal  administration  of  the  Commis- 
sion; 

It  further  appearing,  that  the  proposed 
amendments  to  the  rules  and  regulations 
are  organizational  or  editorial  in  nature, 
and  that  proposed  rule  making  under 
section  4  <a)  of  the  Administrative  Pro- 
cedure Act  is  not  required; 

It  further  appearing,  that  authority 
for  the  proposed  amendments  is  con- 
tained in  section  4  (1)  and  section  5  (e) 
of  the  Communications  Act  of  1934,  as 
amended; 

It  is  ordered.  That,  effective  immedi- 
ately, the  Statement  of  Organization  of 
the  Commission  and  the  Statement  of 
Delegations  of  Authority  are  amended 
as  set  forth  in  the  Notices  section  of 
this  issue  of  the  Federal  Register,  and 
Part  1  of  the  Commission's  rules  and 


regulations,  is  amended,  as  set  forth  be- 
low. 

(Sec.  4  (i).  48  Stat.  1066;  47  U.  S.  C.  154 
(1);  interprets  or  applies  sec.  5  (e),  48 
Stat.  1068;  47  U.  S.  C.  155  (e) ) 

Released:  May  19,  1949. 

Federal  Communications 
Commission, 
I  seal]         William  P.  Massing, 

Acting  Secretary. 

In  §  1.372,  add  footnote  1  to  read  as 
follows : 

'  Applications  filed  by  the  fixed  public  and 
fixed  public  press  international  radio  carriers 
for  the  assignment  of  additional  frequencies 
not  already  assigned  to  a  station  of  the  li- 
censee at  some  other  location  may  be  acted 
on  by  the  Commission  upon  t^c  recom- 
mendation of  the  Bureau  of  Engineering 
only. 

|P.   R.   Doc.   49^239;    Filed,    May    26,    1949; 
8:50  a.  m.] 

TITLE  44 — PUBLIC  PROPERTY 
AND  WORKS 

Chapter  VI — Public  Buildings  Admin- 
istration, Federal  Works  Agency 

Part  601 — Public  Buildings  and  Grounds 

Sec. 

601.1  Applicability. 

601  2  Preservation  of  public  property. 

6013  Nuisances. 

601.4  Gambling. 

601.5  Soliciting  and  vending. 

601.6  Use  of  liquors,  etc. 

601.7  Photography. 

601.8  Dogs;  other  animals. 

601.9  Automobile  traffic. 

601.10  Local  raws. 

601.11  Penalties. 

AuTHoarrT:  15  601  1  to  601.11  Issued  under 
sec.  2.  Pub.  Law  566.  80th  Cong.,  62  Stat.  281. 

§601.1  Applicability.  These  rules  and 
regulations  shall  apply  to  all  persons  em- 
ployed or  entering  in  or  on  buildings  and 
grounds  under  the  charge  and  control  of 
the  Federal  Works  Agency,  Public  Build- 
ings Administration. 

§  601.2  Preservation  of  public  prop- 
erty. The  injury,  abuse,  or  damage  in 
any  way  whatsoever  of  any  public  build- 
ing or  part  thereof,  including  signs,  regu- 
lations, decorations  or  other  facility  or 
equipment,  or  of  any  tree,  shrub,  flower 
or  other  planting  material  is  prohibited, 

§  601.3  Nuisances.  The  use  of  loud, 
abusive  or  otherwise  improper  language, 
unwarranted  loitering,  sleeping  or  as- 
sembly, throwing  articles  of  all  kinds 
from  public  buildings,  the  creation  of  any 
hazard  to  persons  or  things,  improper 
disposal  of  rubbish,  spitting,  climbing 
upon  any  part  of  a  building,  prurient  pry- 
ing, the  commission  of  any  obscene  or 
indecent  act,  or  any  other  unseemly  con- 
duct, is  prohibited. 


§  601 4  Gavibling.  P:\riicipating  In 
games  for  money  or  property,  or  the  op- 
eration of  gambling  devices,  or  the  selling 
or  purchasing  of  numbers  tickets,  is  pro- 
hibited. 

§  601.5  Soliciting  and  vending.  The 
soliciting  of  alms  and  contributions  for 
private  gain,  commercial  soliciting  and 
vending  of  all  kinds,  the  display  or  dis- 
tribution of  commercial  advertising,  or 
the  collecting  of  private  debts  is  pro- 
hibited unless  authorized  in  connection 
with  the  building  operation. 

§  601.6  Use  of  liquors,  etc.  Entering 
a  public  building  or  the  driving  of  a 
motor  vehicle  in  or  on  public  property 
by  a  person  visibly  under  the  influence  of 
an  intoxicating  liquor  or  narcotic  drug, 
or  the  consumption  of  such  liquors  or 
drugs  within  a  public  building  is  pro- 
hibited. 

§  601.7  Photography.  Taking  pho- 
tographs within  a  public  building  for 
commercial  or  publication  purposes 
without  authority  is  prohibited. 

§601.8  Dogs:  other  animals.  Bring- 
ing a  dog  or  other  animal,  except  see- 
ing-eye  dogs,  into  a  public  building  is 
prohibited  unless  prior  permission  is 
obtained. 

§  601.9  Automobile  traffic  (a)  Driv- 
ers of  all  motor  vehicles  within  public 
buildings  and  grounds  shall  drive  in  a 
careful  and  safe  manner  at  all  times 
and  shall  comply  with  the  directions  of 
all  posted  traffic  signs;  (b)  The  blocking 
of  entrances,  driveways,  walks,  loading 
platforms  or  fire  hydrants,  is  prohibited; 
(c)  Except  in  emergencies,  parking  in 
public  buildings  and  grounds  is  not  al- 
lowed without  a  permit.  Parking  with- 
out authority,  parking  in  unauthorized 
locations  or  in  locations  reserved  for 
other  persons  or  continuously  in  excess 
of  18  hours  without  permission,  or  con- 
trary to  the  direction  of  posted  signs  is 
prohibited. 

§  601.10  Local  laws.  Rederal  and  lo- 
cal and  state  laws  and  regulations  ap- 
plicable to  an  area  in  which  a  public 
building  and  grounds  are  situated  shall 
apply  to  that  public  property  where  they 
are  not  inconsistent  with  the  provisions 
of  this  part. 

§  601.11  Penalties.  Whoever  shall 
violate  any  provision  of  this  part  shall 
be  fined  not  more  than  $50  or  imprisoned 
not  more  than  thirty  days,  or  both,  ex- 
cept that  offenses  committed  against 
laws  applying  to  the  local  area  In  which 
a  public  property  is  situated  may  be 
prosecuted  in  accordance  with  such  laws. 

Approved:  April  1,  1949. 

tsEAL]  Philip  B.  Fleming. 

Federal  Works  Administrator, 

[F.   R.   Doc.   49-4225;    Filed.    May   26.    1949. 
8:47  a.  m.) 
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PROPOSED  RULE  MAKING 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 
[  19  CFR,  Parts  8,   14,  25  1 

[324.21 

Facilitation  op  Release  of  Examined 
Packages.  Modification  of  Redelivery 
Procedure,  and  Amendment  of  Re- 
delivery Bonds 

#  notice  of  proposed  amendment 

Notice  Is  hereby  given  that,  pursuant 
to  authority  contained  In  sections  161. 
251  of  the  Revised  Statutes,  sections  499 
and  623  of  the  Tariff  Act  of  1930.  as 
amended,  and  section  624  of  the  Tariff 
Act  of  1930  <5  U.  S.  C.  22.  19  U.  S.  C. 
1499.  1623.  1624 » .  It  is  proposed  to  amend 
5^8  18.  8.26.  8.29.  14.2.  14.4.  25  4.  and 
25.17.  Cu.«:toms  Regulations  of  1943  «19 
CFR.  Cum.  Supp..  8.18.  8.26.  8  29.  14.2. 
14.4.  25.4.  25.17).  to  eliminate  the  special 
bond  covering  release  of  examination 
packages  in  the  case  of  withheld  ap- 
praisement; to  prescribe  a  bond  in  which 
the  actual  owner  of  imported  merchan- 
dise may  secure  his  undertaking  to  pay 
Increased  and  additional  duties  pursuant 
to  section  485  <  d  > .  Tariff  Act  of  1930,  and 
to  redeliver  the  merchandise  to  customs 
custody  under  specified  conditions,  and 
for  other  purposes:  and  to  amend  the 
Immediate  delivery  and  consumption 
entry  bond,  customs  Form  7551,  and 
related  customs  bonds,  as  follows: 

Part  8 — Liability  for  Duties.  Entry  of 
Imported  Merchandise 

1.  Section  8.18  <d).  Customs  Regula- 
tions of  1943  >19  CFR.  Cum.  Supp..  8.18 
(d>),  is  hereby  amended  to  read  as 
follows : 

<d>  A  consi.cnee  In  whose  name  an 
entry  is  made  who  de.sires  under  the  pro- 
visions of  section  485  <d>.  Tariff  Act  of 
1930.  to  be  relieved  from  direct  liability 
for  the  payment  of  increased  and  addi- 
tional duties  shall  file  a  declaration  of 
the  actual  owner  of  the  merchandise  on 
customs  Form  3347.  If  the  consignee 
desires  to  be  relieved  also  from  the  lia- 
bility for  the  payment  of  such  duties 
voluntarily  assumed  by  him  in  the  single- 
entry  bond  which  he  filed  in  connection 
with  the  entry  or  in  his  term  bond  against 
which  the  ^ntry  was  charged,  he  shall  file 
*  with  the  collector  of  customs  within  90 
days  from  the  date  of  entry  a  superseding 
bond  on  customs  Form  7601  of  the  actual 
owner  who.-^e  declaration  on  customs 
Form  3347  has  been  filed  in  accordance 
,  with  section  4a§_(d)  and  those  regula- 
tions. The  filing  of  the  owner's  declara- 
tion and  of  the  superseding  bond  by  the 
nominal  consignee  is  optional  and  no 
bond  shall  be  required  for  the  production 
of  either.  Neither  the  owner's  declara- 
tion nor  the  superseding  bond  shall  be 
accepted  unless  filed  by  the  nominal 
consignee  or  his  duly  authorized  agent. 
A  nonresident  owners  declaration  shall 
not  be  accepted  as  a  compliance  with 
section  485  id  >  unless  there  is  filed  there- 


with a  bond  of  such  owner  on  customs 
Form  7551  or  7553,  with  a  resident  cor- 
porate surety  thereon. 

(Sec.  485.  46  Stat.  724,  sec.  13.  52  Stat. 
1083;  sec.  624.  46  Stat.  759;  19  U.  S.  C. 
1485,  1624) 

2.  Section  8.26.  Customs  Regulations 
of  1943  (19  CFR.  Cum.  Supp..  8.26).  is 
hereby  amended  as  follows: 

a.  Paragraph  <b»  is  hereby  amended 
by  deleting  the  last  sentence  thereof  and 
substituting  the  following:  "If  the  re- 
quest of  the  appraiser  is  not  promptly 
complied  with,  he  shall  request  the  col- 
lector to  make  a  demand  under  the  ap- 
propriate bond  for  the  return  of  the  mer- 
chandise to  customs  custody." 

b.  Paragraph  <c)  is  hereby  amended  to 
read  as  follows: 

<^c>  At  any  time  before  the  appraiser's 
reF>ort  of  appraisement  the  collector  may 
demand  the  return  to  customs  custody 
of  such  additional  packages  or  quanti- 
ties of  merchandise  as  the  appraiser  may 
desire,  pursuant  to  section  499.  Tariff 
Act  of  1930,  as  amended,  and  paragraph 
(b)  of  this  section,  for  the  purpose  of 
examination,  inspection,  or  appraise- 
ment. The  demand  shall  be  by  letter  or 
on  customs  Form  3483  or  other  appro- 
priate form.  The  collector  may  also  de- 
mand the  return  to  customs  custody  of 
any  merchandise  for  the  purpose  of  re- 
quiring it  to  bo  marked  pursuant  to  the 
provisions  of  paragraph  367  or  368.  or 
section  304.  Tariff  Act  of  1930.  as 
amended.  The  demand  for  this  purp>ose 
shall  be  on  customs  Form  4647.  not  later 
than  20  days  after  the  appraiser's  report 
of  appraisement.  The  demand  for  re- 
delivery to  customs  custody  for  any  pur- 
pose specified  in  this  paragraph  shall  be 
made  on  the  actual  owner,  and  not  on 
the  nominal  con.'^ipnee.  if  the  latter  has 
filed  a  superseding  bond  of  the  actual 
owner  on  customs  Form  7601  before  the 
date  of  a  proper  demand  hereunder  for 
redelivery  for  the  purpose  specified. 

<R.  S.  161.  sec.  499.  46  Stat.  728,  sees.  15 
and  16  (a),  52  Stat.  1084.  sec.  505.  46 
Stat.  732.  sec.  623.  46  Stat.  759,  sec.  30. 
52  Stat.  1089,  .sec.  624.  46  Stat.  759;  5 
U.  S.  C.  22.  19  U.  S.  C.  1499,  1505.  1623. 
1624) 

3.  Section  8.29.  Customs  Regulations  of 
1943  (19  CFR.  Cum.  Supp..  8  29',  Is 
hereby  amended  to  read  as  follows : 

§8.29  Release  of  packages,  (a)  Mer- 
chandise which  has  not  been  designated 
for  examination  shall  be  released  from 
customs  custody  in  accordance  with  the 
provisions  of  §  8.28. 

(b>  Merchandise  designated  for  exam- 
ination may  be  released  after  examina- 
tion has  been  completed  If  It  has  been 
found  to  be  truly  and  correctly  Invoiced, 
is  entitled  to  admission  Into  the  com- 
merce of  the  United  States,  and  Its  re- 
lease is  not  precluded  by  any  law  or  reg- 
ulation. The  collector  may  designate  an 
appraLsing  oflBcer  to  release  examined 
packages. 


(c>  If  the  appraiser  believes  that  un- 
paid duties  or  taxes  imposed  upon  or  by 
reason  of  importation  will  be  found  due 
in  respect  of  any  item  of  merchandise  on 
the  invoice,  the  reason  shall  be  indicated 
on  the  delivery  order  covering  the  exam- 
ined packages,  or  on  other  appropriate 
form  of  notice,  by  means  of  an  explana- 
tory notation  such  as  "Rate  advance," 
"Value  advance,"  "Excess."  etc..  followed 
by  a  statement  whether  the  estimated 
aggregate  of  the  advances  is  over  $50. 
If  appraisement  is  to  be  withheld,  the 
examiner  shall  so  state  on  the  delivery 
order  or  other  notice. 

(d)  If  either  the  nominal  consignee 
(importer  of  record'  or  the  owner  whose 
declaration  and  superseding  bond  have 
been  filed  in  accordance  with  5  8.18  (d' 
desires,  he  may  estimate,  on  the  basis  of 
information  contained  in  the  entry  pa- 
pers or  obtainable  from  the  examiner,  the 
probable  amount  of  unpaid  duties  or 
taxes  which  will  be  found  due  on  the 
entire  shipment  and  deposit  them  in 
whole  or  in  part  with  the  collector.  The 
deposit  shall  be  tendered  In  writing  by 
the  importer  of  record  or  the  owner  in  the 
following  form  in  quadruplicate: 

Dale 

To  the  Collector  of  Customs. 


Tender  Is  hereby  voluntarily  made  of  $ 

as  a  supplemental  deposit  of  estimated  duties 

and  taxes  on entry  No. 

dated In  the  name  of 

Please  provide  an 

official  receipt. 


(Importer  of  record)  or  (owner) 
(Street  address) 


(City)  (State) 

An  official  receipt  shall  be  given  for  the 
deposit,  (R  S.  161.  sec.  499,  46  Stat.  728, 
sees.  15  and  16  (a»,  52  Stat.  1084.  sec.  505. 
46  Stat.  732.  sec.  623.  46  Stat.  759.  sec. 
30.  52  Stat.  1089.  sec.  624.  46  Stat.  759;  5 
U.  S.  C.  22,  19  U.  S.  C.  1499.  1505,  1623. 
1624) 


Part  14 — Appraisement 

1.  Section  14.2.  Customs  Regulations  of 
1943  ( 19  CFR.  Cum.  Supp..  14  2 ) ,  is  here- 
by amended  by  deleting  paragraph  <e) 
and  by  redesignating  paragraphs  <f>, 
(g>,  (hi.  and  d)  as  paragraphhs  (e», 
(f),  (g),  and  (h),  respectively, 

(Sec.  488.  46  Stat,  725.  sec.  499.  46  Stat. 
728.  sees.  15.  16  ( a ) ,  52  Stat.  1084.  sec.  624. 
46  Stat.  sec.  759;  19  U,  S.  C.  1488.  1499. 
1624) 

2.  Section  14  4,  Castoms  Regulations 
of  1943  (19  CFR.  Cum.  Supp..  14.4).  as 
amended,  is  hereby  amended  by  deleting 
paragraph  di'. 

(Sec.  624,  46  Stat.  759;  19  U.  S.  C.  1624) 


Part  25 — Customs  Bonds 

1.  Section  25.4  (a).  Customs  Regula- 
tions of  1943  (19  CFR.  Cum,  Supp.  1:5  4 
(a» ),  as  redesignated  by  T,  D.  52019,  Is 
hereby  amended  as  follows: 
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a.  By  deleting  the  first  sentence  of 
subpr.riigraph  <9»  and  substituting 
therefor  the  following: 

(9"  Immediate  delivery  and  consump- 
tion entry  bond  (single  entry),  customs 
Form  7531.  in  an  amount  equal  to  the 
value  of  the  articles,  as  set  forth  in  the 
entry,  plus  the  estimated  duty  (including 
any  taxes  required  by  law  to  be  treated 
as  dutic.-.)  and  the  estimated  amount  of 
any  ot>..  r  taxes  imposed  upon  or  by  rea- 
son of  importation,  as  determined  at  the 
time  of  entry. 

b.  By  amending  subparagraph  (31)  to 
read  as  follows: 

(31 »  Superseding  bond  of  the  actual 
owner  whose  declaration  has  been  filed 
pursuant  to  section  485  (d).  Tariff  Act 
of  191^0,  to  pay  increased  and  additional 
duties  im:-csed  upon  or  by  reason  of  im- 
portation, and  to  redeliver  merchandise 
for  marking  and  other  purposes,  customs 
Form  76C1,  in  an  amount  equal  to  the 
amount  of  the  single-entry  bond  or  the 
bond  charge  which  it  supersedes. 

(R.  S.  161,  sec,  485.  46  Stat.  724.  sec.  13. 
52  S*at.  1083.  sec.  623.  46  Stat.  759. sec.  30, 
52  Str.t.  1089.  .sec.  624.  46  Stat.  759;  5 
U.  S.  C.  22.  19  U,  S,  C.  1485.  1623.  1624) 

2.  Section  25.17  (d) ,  Customs  Regula- 
tions of  1943  (19  CFR.  Cum.  Supp..  25.17 
(d » .  Is  hereby  amended  by  Inserting  "and 
taxes  imposed  upon  or  by  reason  of  im- 
portation" before  the  comma  following 
the  word  "duties"  in  the  first  sentence. 

(Sec.  30,  52  Stat.  1089.  sec.  624.  46  Stat. 
759;  19  U.  S.  C,  1623,  1624) 

3.  Cii.Uoms  Form  7551.  Immediate  De- 
livery and  Consumption  Entry  Bond 
(Single  Entry),  is  amended  to  read  as 
follows : 

Know    all    men    by    these    presents,    That 

of  .  as  principal. 

and .  of . 

and  -- ot , 

as  sureties,  are  held  and  firmly  bound  unto 
the   United  States  of  America  in  the  sum 

of    dollars    (9 ).   for   the 

payment  of  which  we  bind  ourselves,  our 
heirs,  executors,  administrators,  successors, 
and  assigns.  Jointly  and  severally,  firmly  by 
these  presents. 

Witness  our  hands  and  seals  this 

day  of  -- 19 

Whcre;is.  certain  articles  described  in  an 

application   dated    19 .    for 

special  permit  to  land  and  deliver  immedi- 
ately   are    expected    to    arrive    at    the    port 

of  .  from  ,  on 

,  and  the  im- 

(vesel,  veWicle.  or  aircraft) 
mediate  delivery  of  such  article  is  necessary; 
and 

Whereas,  pursuant  to  regulations  promul- 
gated under  the  provisions  of  section  448 
(b).  Tariff  Act  of  1930.  the  above-bounden 
principal  desires  the  release  of  the  articles 
described  in  the  application  prior  to  the 
making  of  a  formal  entry  therefor  and  the 
payment  of  duties  thereon:   or 

Whereas,  certain  articles  have  been  im- 
ported at  the  port  of .  and  en- 
tered at  said  port  for  consumption  on  entry 

No,  dated ,  19 ,  and 

described  therein;   and 

Whereas,  the  above-bounden  principal 
desires  release  of  the  articles  described  In 
the  permit  or  entry  prior  to  the  ascertain- 
ment by  customs  ofBcers  of  the  quantity  and 
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value  of  such  articles,  and  of  the  full  amount 
of  the  duties  and  charges  due  thereon,  and 
prior  to  the  decision  by  the  proper  officer 
as  to  the  right  of  the  articles  to  admission 
Into  the  United  States; 

Now,  therefore,  the  condition  of  this  obli- 
gation Is  such  that — 

( 1 )  The  above-bounden  principal,  In  con- 
sideration of  the  release  of  all  or  any  part 
of  the  shipment  covered  by  the  entry  speci- 
fied above  before  the  full  amount  of  duties 
and  taxes  Imposed  upon  or  by  reason  of  im- 
portation has  been  finally  determined,  and 
notwithstanding  section  485  (d).  Tariff  Act 
of  1930.  or  any  other  provisions  of  law,  volun- 
tarily undertakes  and  agrees  to  pay  any  and 
all  such  duties  and  taxes  found  to  be  due 
on  the  shipment  referred  to.  but  not  in  ex- 
cess of  the  amount  of  this  bond,  upon  con- 
dition that  no  other  provision  of  this  bond 
shall  be  Invoked  for  the  purpose  of  enforc- 
ing the  coUectlOB  of  such  duties  and  taxes 
and  upon  the  further  condition  that  this 
obligation  to  pay  any  and  all  such  duties 
and  taxes  found  to  be  due  on  the  shipment 
(not  exceeding  the  amount  of  this  bond) 
shall  become  null  and  void  and  of  no  force 
and  effect  on  and  after  the  date  on  which 
the  above-bounden  principal  flies  with  the 
collector  In  the  manner  and  within  the  time 
prescribed  by  the  regulations  a  superseding 
lK»nd  on  customs  Form  7601  of  the  owner 
whose  declaration  has  been  filed  In  accord- 
ance with  the  provisions  of  said  section 
485  (d(.  In  which  bond  the  owner  under- 
takes and  agress  to  pay  any  and  all  such 
duties  and  taxes  found  due  on  the  shipment 
covered  by  the  above-mentioned  entry. 

(2)  If,  In  cases  where  the  merchandise  has 
been  released  prior  to  entry  pursuant  to  sec- 
tion 448  (b»  of  the  tariff  act,  the  above- 
bounden  principal  within  48  hours,  exclusive 
of  Sundays  and  holidays,  after  the  release  of 
the  articles  described  In  the  application  for 
a  special  permit,  shall  make  entry  for  such 
articles  and  deposit  the  duties  and  taxes  im- 
posed upon  or  by  reason  of  Importation  esti- 
mated to  be  due  thereon;  or  If.  in  the  event 
of  failure  to  make  entry  or  to  deposit  such 
duties  and  taxes,  he  shall  pay  to  the  collector 
of  customs  as  liquidated  damages  an  amount 
equal  to  the  value  of  the  merchandise  plus 
the  duties  and  taxes  thereon  (it  being  under- 
stood and  agreed  that  the  amount  to  be  col- 
lected shall  be  ba.sed  upon  the  quantity  and 
value  of  such  merchandise  as  determined  by 
the  collector  of  customs,  and  that  the  deci- 
sion of  the  collector  as  to  the  status  of  such 
merchandise,  whether  free  or  dutiable,  to- 
gether With  the  rate  and  amount  of  duties 
and  taxes,  also  shall  be  binding  on  all  partle^ 
to  this  obligation) . 

(3)  And  If  In  any  case  the  above-bounden 
principal  shall  redeliver  or  cause  to  be  re- 
delivered to  the  order  of  the  collector  of  cus- 
toms, on  demand  by  hlra.  In  accordance  with 
the  law  and  regulations  In  effect  on  the  date 
of  the  release  of  said  articles,  any  and  all 
merchandise  found  not  to  comply  with  the 
law  and  regulations  governing  its  admission 
Into  the  commerce  of  the  United  States;  or 
In  default  thereof,  shall  pay  to  said  collector 
such  amounts  as  liquidated  damages  as  may 
be  demanded  by  him  in  accordance  with  the 
law  and  regulations,  not  exceeding  the 
amount  of  this  obligation,  for  any  breach  or 
breaches  thereof; 

(4)  And  If  In  any  case  the  above-bounden 
principal.  In  respect  of  any  of  the  merchan- 
dise releas?d  from  customs  custody,  shall  re- 
deliver or  cause  to  be  redelivered  to  the  order 
of  the  collector  of  customs  such  additional 
packages  or  quantities  of  merchandise  as  may 
be  desired  by  the  appraiser  pursuant  to  sec- 
tion 499,  Tariff  Act  of  1930.  as  amended,  for 
the  purpose  oi  examination.  Inspection,  or 
appraisement,  upon  a  demand  made  at  any 
time  before  the  appraiser's  report  of  appraise- 
ment, unless  before  that  time  the  said  prin- 
cipal shall  have  filed  with  the  collector  of 
customs  a  superseding  bond  on  customs  Form 


7601  In  which  the  owner  whose  declaration 
has  been  filed  pursuant  to  section  485  (d). 
Tariff  Act  of  1930.  shall  have  undertaken  upon 
proper  demand  on  such  owner  to  effect  re- 
delivery for  such  purposes;  or  In  default  of 
redelivery  after  a  proper  demand  on  him  the 
above-bounden  principal  shall  pay  to  the  said 
collector  such  amounts  as  liquidated  dam- 
ages as  may  be  demanded  by  him  In  accord- 
ance with  the  law  and  regulations,  not  ex- 
ceeding the  amount  of  this  obligation,  for 
any  breach  or  breaches  thereof; 

(5)  And  if  in  any  case  the  above-bounden 
principal  shall  redeliver  or  cause  to  be  rede- 
livered to  the  order  of  the  collector  of  cus- 
toms for  marking  pursuant  to  the  provisions 
of  paragraph  367  or  368.  or  section  304,  Tariff 
Act  of  1930.  as  amended,  upon  a  demand 
made  not  later  than  twenty  (20)  days  after 
the  appraiser's  report  of  appraisement,  such 
of  the  merchandise  as  may  have  been  re- 
leased from  customs  custody,  unless  before 
that  time  the  said  principal  shall  have  filed 
with  the  collector  of  customs  a  lx)nd  on  cus- 
toms Form  7601  in  which  the  owner  whose 
declaration  has  been  filed  pursuant  to  said 
section  485  (d)  shall  have  undertaken  upon 
proper  demand  on  such  owner  to  effect  rede- 
livery for  such  purposes;  or.  in  default  of 
redelivery  after  a  proper  demand  on  him  the 
above-bounden  principal  shall  pay  to  the 
said  collector  such  amounts  as  liquidated 
damages  as  may  be  demanded  by  him  in  ac- 
cordance with  the  law  and  regulations,  not 
exceeding  the  amount  of  this  obligation,  for 
any  breach  or  breaches  thereof; 

(6)  And  if  in  any  case  the  alxjve-lxjunden 
principal  shall  mark,  label,  clean,  fumigate, 
destroy,  export,  and  do  any  and  all  other 
things  in  relation  to  said  merchandise  that 
may  be  lawfully  required,  and  shall  hold  the 
said  merchandise  for  inspection  and  exami- 
nation, or,  In  default  thereof,  shall  pay  to 
the  collector  of  customs  as  liquidated  dam- 
ages an  amount  equal  to  the  value  of  the 
merchandise  with  respect  to  which  there  has 
been  a  default,  as  set  forth  in  the  entry,  plus 
the  estimated  duties  thereon,  as  determined 
at  the  time  of  entry; 

(7)  And  If  In  any  case  the  above-bounden 
principal  shall  deliver  to  the  collector  of 
customs  such  certified  Invoices,  declarations 
of  owners  or  consignees,  certificates  of  origin, 
certificates  of  exportation,  and  other  docu- 
ments as  may  be  required  by  law  or  regula- 
tions In  connection  with  the  entry  of  said 
articles,  and  In  the  form  and  within  the  time 
required  by  law  or  regulations,  or  any  lawful 
extension  thereof,  or  In'  the  event  of  failure 
to  comply  with  any  or  all  of  the  conditions 
of  this  section  (7)  shall  pay  to  said  collector 
such  amounts  as  liquidated  damages  as  may 
be  demanded  by  him  in  accordance  with  the 
law  and  regulations,  not  exceeding  the 
amount  of  this  obligation,  for  any  breach 
or  bspaches  thereof; 

Then  this  obligation  shall  be  void;  other- 
wise it  shall  remain  in  full  force  and  effect. 

4.  Customs  Form  7553,  Immediate  De- 
livery and  Consumption  Entry  Bond 
(Term) ;  customs  Form  7555.  Warehou.se 
Entry  Bond;  customs  Form  7595,  Gen- 
eral Term  Bond  for  the  Entry  of  Mer- 
chandise; and  the  general  bond  for 
smelting  and  refining  warehouses,  pro- 
mulgated in  T.  D.  50267,  will  be  appro- 
priately amended  to  conform  to  the 
amended  customs  Form  7551  insofar  as 
they  are  inconsistent  with  that  form. 

The  superseding  bond  of  the  actual 
owner  undertaking  to  pay  additional  and 
increased  duties  and  taxes  imposed  upon 
or  by  reason  of  importation  and  to  re- 
deliver merchandise  for  appH-aisement 
purposes  and  for  the  purpose  o^narking 
pursuant  to  paragraph  367  or  368Sor  sec- 
tion 304,  Tariff  Act  of  1930,  as  amended, 
shall  be  in  the  following  form: 
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O-Jtoms  Form  7601 

Bond  of  Actual  Owner  to  Cover  the  Payment 
of  Increased  and  Additional  Duties  and 
Taxes  and  the  Redelivery  of  Merchandise 
for  Marking  and  other  purposes: 

Know   all    men    by    these   presents.   That 

of as  principal, 

and ,  of . 

and of . 

as  sureties,  are  held  and  firmly  bound  unto 
the   United   States   of   America    In   the   sum 

of    dollars    ($ ),   for   the 

payment  of  which  we  bind  ourselves,  our 
heirs,  executors,  administrators,  successors, 
and  as.slgns.  Jointly  and  severally,  firmly  by 
the«e  presents. 

Witness  our  bands  and  seals  this day 

of ---  19... 

Whereas  certain  articles,  described  In  en- 
try No. dated ,  19...  filed 

in  the  name  of 

have  been  Imported  at  the  port  of , 

from  In  the ar- 
rived .-. 19--. 

Wherea.s.  the  consignee  on  the  designated 
entry  has  declared  that  the  above-bounden 
principal  is  the  actual  owner  of  the  mer- 
chandise for  customs  purposes  and  has  filed 
the  declaration  of  such  owner  pursuant  to 
section  485  (d».  Tariff  Act  of  1930.  in  which 
the  al)ove-boundcn  principal  has  agreed  to 
pay  all  Increased  and  additional  duties  found 
to  be  due  thereon; 

And  whereas,  the  above-bounden  principal 
desires  to  assume  under  this  bond  all  lia- 
bility for  the  payment  of  any  and  all  unpaid 
duties  and  taxes  Imposed  upon  or  by  reaaon 
of  importation  which  the  consiRnee  has  un- 
dertaken to  pay  in  a  single-entry  bond,  cus- 
toms Form  7551.  filed  in  connection  with  the 
above-designated  entry,  or  in  a  charge  made 
against  a  term  bond,  customs  Form  7553.  in 
connection  with  such  entry,  and  to  assume 
liability  for  the  redelivery  of  the  merchandise 
for  the  purpose  of  inspection,  examination, 
or  appraisement  (as  desired  by  the  appraiser 
pursuant  to  section  499.  Tariff  Act  of  1930.  as 
amended  I.  or  for  marking  as  required  by 
paragraph  367  or  368.  or  section  304.  Tariff 
Act  of  1930.  as  amended; 

Now  therefore,  the  condition  of  this  obli- 
gation Is  such,  that — 

If  the  above-bounden  principal  shell  pay  to 
the  collector  of  customs,  when  demanded  by 
him.  all  unpaid  duties  and  taxes  Imposed 
upon  or  by  reason  of  Importation  found  le- 
gally due  on  all  the  merchandise  covered  by 
the  said  entry;  and  If  In  respect  of  any  of  the 
merchandise  released  from  customs  custody 
shall  redeliver  or  cause  to  be  redelivered  to 
the  order  of  the  collector  of  customs  such 
additional  packages  oi"  quantities  of  mer- 
chandise as  may  be  desired  by  the  appraiser 
pursuant  to  section  499.  Tariff  Act  of  1930.  as 
amended,  for  the  purpose  of  examination.  In- 
spection, or  appraisement,  upon  a  demand 
made  on  such  principal  at  any  time  before 
the  appraisers  report  of  appraisement;  and 
shall  on  a  demand  made  not  later  than 
twenty  (20)  days  after  such  report  redeliver 
or  cause  to  t>e  redelivered  to  the  order  of  the 
collector  of  customs  any  of  such  merchandise 
for  the  purpose  of  marking  pursuant  to  the 
provisions  of  paragraph  367  or  368.  or  section 
304.  Tariff  Act  of  1930.  as  amended;  then  this 
obllgr.tlon  shall  be  void,  otherwise  it  shall 
remain  in  full  force  and  effect. 

This  notice  Is  published  pursuant  to 
section  4  of  the  Administrative  Proce- 
dure Act  (5  U.  S.  C.  1003'.  Considera- 
tion will  be  given  to  any  relevant  data, 
views,  or  arguments  pertaining  thereto 
which  are  submitted  to  the  CommLssioncr 
of  Customs.  Bureau  of  Customs.  Wash- 
ington 25.  D  C.  and  received  not  later 
than  30  days  from  the  date  of  publica- 


PROPOSED   RULE  MAKING 

tlon   of   this   notice   in   the  Pidoal 
Register.    No  hearings  will  be  held. 

[sE.ALl  Frank  Dow, 

Acting  Commissioner  of  Customs. 

Approved:  May  20.  1949. 

John  S.  Graham. 
Acting  Secretary  of  the  Treasury. 

|F.    R.    Doc.   49-4247;    Filed.   Miy   26.    1949; 
8:53  a.m.] 

DEPARTMENT  OF  AGRICULTURE 

Production  and  Marketing 
Administration 

|P.  &  S.  Docket  No.   1558] 

Mississippi  Valley  Stockyards.  Inc.. 
St.  Louis.  Mo. 

notice  of  petition  for  modification 

Pursuant  to  the  provisions  of  the 
Packers  and  Stc^kyards  Act.  1921.  as 
amended  (7  U.  S.  C.  181  et  seq.>.  an  order 
was  Is.sued  in  this  proceeding  on  Febru- 
ary 18.  1949  <8  A.  D.  169  >  extending  the 
authorization  to  continue  the  current 
temporary  rates  and  charges  in  effect 
for  a  period  of  one  year,  beginning 
March  5.  1949. 

By  a  petition  filed  on  May  12.  1949.  the 
respondent  has  requested  an  authoriza- 
tion to  file  an  amendment  to  its  current 
tariff  establishing  the  following  rates  for 
yardage  services. 

Yardage  on  all  classes  of  original  re- 
ceipts and  re-sales  In  commission  Per 
division:  head 

Bulls —  - $1  00 

Cattle -70 

Calves  (400  pounds  or  under) .43 

Hogs .25 

Sheep   and  goats .16 

Horses   and   mules .50 

Livestock  consigned  direct  to  packers: 

Bulls  - - •  50 

Cattle .35 

Calves  (400  pounds  or  under) .22 

Hogs .  13 

Sheep  and  goats .08 

Livestock  resold  by  commission  firms: 

Bulls - -- ---  1  00 

Cattle --- 70 

Calves  (400  pounds  or  under) .43 

Hogs .25 

Sheep   and   goats .16 

Livestock  resold  on  the  local  market 
by  dealers: 

Bulls -  .  24 

Cattle .  18 

Calves  (400  pounds  or  under) .  12 

Hogs — .06 

Sheep  and  goats .04 

Livestock  resold  by  dealer  and  shipped : 

Bulls .  11 

Cuttle Ofi 

Calves  (400  pounds  or  under) 05 

Hogs  .S. ---  .03 

Sheep  and  goats .03 

The  authorization,  if  granted,  will  pro- 
duce additional  revenue  for  the  respond- 
ent and  increase  marketing  costs  to 
shippers.  Accordingly,  this  notice  of  the 
petition  for  modification  is  given  to  the 
public. 

All  interested  persons  who  wish  to  be 
hoard  upon  the  matter  shall  notify  the 
Hearing  Clerk.  United  States  Department 
of  Agriculture.  Washington  25.  D.  C  . 
within  15  days  after  the  publication  of 
this  notice. 


Done  at  Washington,  D.  C,  this  20th 
day  of  May  1949. 

[sEALl  H.  E.  Reed. 

Director,  Livestock  Branch,  Pro- 
duction and  Marketing  Ad- 
ministration. 

[F.  R.   Doc.   49-4226:    Filed.   May    26.    1949; 
8:48  a.  m.l 


[  7  CFR,  Port  52  ] 

Requirements  for  Pl.\nts  Opehating 
Under  Continuous  Inspection  on  a 
Contract  Basis 

notice  of  proposed  rule  making 

Consideration  is  being  given  to  the  is- 
suance, as  hereinafter  set  forth,  or  re- 
quirements for  plants  operating  under 
continuous  in.spection.  on  a  contract 
basis,  of  fruits  and  vegetables  used  in  the 
manufacture  or  production  of  processed 
products  therefrom.  jSuch  proposed 
action  is  to  be  taken  pursuant  to  the 
authority  contained  in  j  52.52  of  the  re- 
vised regulations  governing  the  inspec- 
tion and  certification  of  processed  fruits, 
vegetables,  and  other  products  (13  F.  R. 
5300^.  The  aforesaid  regulations  are 
currently  effective  under  the  authority 
contained  in  the  Department  of  Agricul- 
ture Appropriation  Act.  1949  (Pub.  Law 
712.  80th  Cong.,  2d  Sess.,  approved  June 
19.  1943). 

All  persons  who  desire  to  submit  writ- 
ten data,  views,  or  arguments  to  be  con- 
sidered in  connection  with  these  re- 
quirements should  lile  the  same,  in  du- 
plicate, with  the  Chief.  Processed  Prod- 
ucts Standardization  and  Inspection 
Division.  Fruit  and  Vegetable  Branch, 
Production  and  Marketing  Administra- 
tion, South  Building.  United  States  De- 
partment of  Agriculture.  Washington  25. 
D.  C,  not  later  than  15  days  after  the 
publication  hereof  in  the  Federal  Reg- 
ister. 

rkjuireme.nts  for  plants  operating  under 
continuous  inspection  on  a  contract 

BASIS  ' 

§  52.80  Definitions.  («f  Unless 
otherwise  distinctly  expressed  or  mani- 
festly incomF>atible  with  the  intent  here- 
of, all  terms  which  are  used  herein  shall 
have  the  meaning  apphcable  to  such 
terms  when  used  in  the  regulations. 

(b)  "Regulations"'  means  the  revised 
regulations  governing  the  inspection  and 
certification  of  processed  fruits,  vege- 
tables, and  other  processed  products  1 13 
F.  R.  5300). 

(c)  "Plant "  means  the  premises,  build- 
ings, structure.^,  and  equipment  (includ- 
ing, but  not  being  limited  to.  machines, 
utensils,  and  luctures  >  employed  or  used 
with  respect  to  the  manufacture  or  pro- 
duction of  proce;^sed  products. 

S  52.81  Platit  survey,  (a)  Prior  to 
the  inauguration  of  continuous  insper- 
tion  service  on  a  contract  basis,  the  Ad- 


'  Compliance  with  the  above  requirements 
does  not  excuse  faUure  to  comply  with  all 
applicable  sanitary  rules  and  reculatlons  oi 
city,  county.  State.  Federal,  or  other  agencies 
having  Jurisdiction  over  such  plants  and 
operatloua. 


Friday,  May  27,  1949 
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ministrptor  will  make,  or  cause  to  be 
made,  a  survey  and  inspection  of  the 
plant  where  such  service  is  to  be  per- 
formed to  determine  whether  the  plant 
and  methods  of  operation  are  suitable 
and  adequate  for  the  performance  of 
such  service  in  accordance  with: 

(1)  The  regulations: 

(2)  The  requirements  contained  in 
these  sections  (1.  e..  §§52.80  through 
52.87);  and 

(3)  The  terms  and  provisions  of  the 
contract  pursuant  to  which  the  service 
Is  to  be  performed. 

§  52.82  Premises.  The  premises  of  the 
plant  sh.7ll  be  free  from  conditions  ob- 
jectionable to  food  processing  operations; 
and  such  conditions  include,  but  are  not 
limited  to.  the  following: 

(a)  Strong  offensive  odors; 

(b)  Litter,  waste,  and  refuse  'e.  g.. 
garbage,  viner  refuse,  and  damaged  con- 
tainers) within  the  immf^diate  vicinity 
of  the  plant  buildings  or  structures; 

(c)  Exce.ssively  dusty  roads,  yards,  or 
parking  lots;  and 

(d)  Poorly  drained  areas. 

S  52  83  Buildings  and  structure.<^.  The 
plant  buildings  and  structures  shall  be 
properly  constructed  and  maintained  in 
a  sanitary  condition.  Including,  but  not 
being  limited  to.  the  following  require- 
ments: 

(a)  Th^e  shall  be  sufiBcient  light  'D 
consistent  with  the  use  to  which  the  par- 
ticular portion  of  the  building  Is  devoted 
and  <2i  to  F)ermit  eflScient  cleaning. 
Belts  and  tables  on  which  picking,  sort- 
ing, or  trimming  operations  are  carried 
on  shall  be  provided  with  sufficient  non- 
glaring  light  to  insure  adequacy  of  the 
respective  operation. 

(b)  If  practicable,  there  shall  be  suf- 
ficient ventilation  in  each  room  and  com- 
partment thereof  to  prevent  excessive 
condensation  of  moisture  and  to  Insure 
sanitary  and  suitable  processing  and  op- 
erating conditions.  If  such  ventilation 
does  not  prevent  excessive  condensa- 
tion, the  Administrator  may  require  that 
suitable  facilities  be  provided  to  prevent 
the  condensate  from  coming  in  contact 
with  equipment  used  in  processing  opera- 
tions and  with  any  Ingredient  used  in 
the  manufacture  or  production  of  a 
processed  product. 

(c)  There  shall  be  an  efficient  waste 
disposal  and  plumbing  system.  All 
drains  and  gutters  shall  be  properly  in- 
stalled with  approved  traps  and  vents, 
and  shall  be  maintained  in  good  repair 
and  in  proper  working  order. 

(d)  There  shall  be  an  ample  supply 
of  both  hot  and  cold  water;  and  the 
water  shall  be  of  safe  and  sanitary  qual- 
ity with  adequate  facilities  for  its  <1) 
distribution  throughout  the  plant,  and 
(2)  protection  against  contamination 
and  pollution. 

(e)  Roofs  shall  be  weather-tight.  The 
walls,  ceilings,  partitions,  posts,  doors, 
and  other  parts  of  all  buildings  and  struc- 
tures shall  be  of  such  materials,  con- 
struction, and  finish  as  to  permit  their 
efficient  and  thorough  cleaning.  The 
floors  shall  be  constructed  of  tile,  ce- 
ment, or  other  equally  impervious  ma- 
terial and  shall  be  free  from  openings  or 
rough  surfaces  which  would  Interfere 


with  maintaining  the  floors  in  a  clean 
condition. 

(f)  Each  room  and  each  compartment 
in  which  any  processed  products  are  han- 
dled, proce.ssed,  or  stored  (1)  shall  be  so 
designed  and  constructed  as  to  insure 
processing  and  operating  conditions  of 
a  clean  and  orderly  character;  (2)  shall 
be  free  from  objectionable  odors  and  va- 
pors; and  <3»  shall  be  maintained  in  a 
clean  and  sanitary  condition. 

(g)  Every  practical  precaution  shall 
be  taken  to  exclude  dogs,  cats,  and  ver- 
min (including,  but  not  being  limited  to. 
rodents  and  insects)  from  the  rooms  in 
which  processed  products  are  being  pre- 
pared or  handled  and  from  any  rooms  in 
which  ingredients  (including,  but  not  be- 
ing limited  to,  salt,  sugar,  spices,  flour, 
syrup,  and  raw  fruits  and  vegetables) 
are  handled  or  stored.  Screens,  or  other 
devices,  adequate  to  prevent  the  passage 
of  insects  shall  be  provided  for  all  out- 
side doors  where  practicable.  The  use 
of  poisonous  cleansing  agents.  ln.secti- 
cides.  bactericides,  or  rodent  poisons 
shall  not  be  permitted  except  under  such 
precautions  and  restrictions  as  will  pre- 
vent any  p>o.ssibility  of  their  contamina- 
tion of  the  proce.ssed  product. 

§  52.84  facilities.  Each  plant  shall  be 
equipped  with  adequate  sanitary  facili- 
ties and  accommodations,  including,  but 
not  being  limited  to.  the  following: 

(a)  There  shall  be  a  sufficient  number 
of  adequately  lighted  toilet  rooms,  ample 
in  size,  and  conveniently  located.  Such 
rooms  shall  not  open  directly  into  rooms 
or  compartments  in  which  .processed 
products  are  being  manufactured  or  pro- 
duced, or  handled.  Toilet  rooms  in  the 
immediate  vicinity  of  rooms  in  which 
processed  products  are  being  manufac- 
tured shall  be  adequately  screened  and 
equipped  with  self-closing  doors. 

(b)  Lavatory  accommodations  (in- 
cluding, but  not  being  limited  to.  run- 
ning water,  single  service  towels,  and 
.soap)  shall  be  placed  at  such  locations  in 
or  near  toilet,  rooms  and  in  the  manu- 
facturing or  processing  rooms  or  com- 
partments as  may  be  necessary  to  assure 
the  cleanliness  of  each  person  handling 
ingredients  used  in  the  manufacture  or 
production  of  processed  products. 

(c)  Containers  intended  for  use  as 
containers  for  processed  products  shall 
not  be  used  for  any  other  purpose. 

(d)  No  product  or  material  which 
creates  an  objectionable  condition  shall 
be  processed,  handled,  or  stored  in  any 
room,  compartment,  or  place  where  any 
processed  product  is  manufactured,  proc- 
essed, or  handled. 

(ei  Suitable  facilities  for  cleaning 
(e.  g..  brooms,  brushes,  mops,  clean 
cloths,  hose,  nozzles,  soaps,  detergent, 
sprayers,  and  steam  pressure  hose  and 
guns)  shall  be  provided  at  convenient 
locations  throughout  the  plant. 

§  52.85  Equipment.  All  equipment 
used  for  receiving,  washing,  segregating, 
pickling,  processing,  packaging,  or  stor- 
ing any  processed  products  or  any  in- 
gredients used  in  the  manufacture  or 
production  thereof,  shall  be  of  such  de- 
sign, material,  and  construction  as  will: 

(a)  Enable  the  examination,  segrega- 
tion, preparation,  packaging,  or  other 
processing  operation  applicable  to  proc- 


essed products,  in  an  efficient,  clean,  and 
sanitary  manner,  and 

(b)  Permit  easy  access  to  all  parts  to 
insure  thorough  cleaning  and  effective 
bactericidal  treatment.  Insofar  as  is 
practicable,  all  such  equipment  shall  be 
made  of  stainless  steel  or  equally  corro- 
sion-resistant material  that  will  not  ad- 
versely affect  the  processed  product  by 
chemical  action  or  physical  contact. 
Such  equipment  shall  be  kept  in  good 
repair  and  sanitary  condition. 

§  52.86  Operations  and  operating  pro- 
cedures, (a)  All  operations  in  the  re- 
ceiving, transporting,  holding,  segregat- 
ing, preparing,  proce.ssing.  packaging 
and  .storing  of  processed  products  and  in- 
gredients, used  as  aforesaid,  shall  be 
strictly  In  accord  with  clean  and  sanitary 
methods  and  shall  be  conducted  as 
rapidly  as  practicable  and  at  tempera- 
tures that  will  not  tend  to  cause  (1)  any 
material  increase  In  bacterial  or  other 
micro-organic  content,  or  (2)  any  de- 
terioration or  contamination  of  such 
processed  products  or  Ingredients 
thereof.  Mechanical  adjustments  or 
practices  which  may  cause  contamination 
of  foods  by  oil.  dust,  paint,  scale,  fumes, 
grlndin;?  materials,  decomposed  food, 
filth,  chemicals,  or  other  foreign  mate- 
rials shall  not  be  conducted  during  any 
manufacturing  or  processing  operation. 

<b)  A'.l  processed  products  and  In- 
gredients thereof  shall  be  subjected  to 
continuous  Inspection  throughout  each 
manufacturing  or  processing  operation. 
All  processed  products  which  are  not 
manufactured  or  prepared  in  accord- ' 
ance  with  the  requirements  contained  in 
§§  52.80  through  52.87  or  are  not  fit  for 
human  food  shall  be  removed  and  segre- 
gated prior  to  any  further  processing 
operation. 

(c)  All  ingredients  used  in  the  manu- 
facture or  processing  of  any  processed 
product  shall  be  clean  and  fit  for  human 
food. 

<d)  The  methods  and  procedures  em- 
ployed In  the  receiving,  segregating, 
handling,  transporting,  and  processing 
of  ingredients  in  the  plant  shall  be  ade- 
quate to  result  in  a  satisfactory  pro- 
cessed product.  Such  methods  and  pro- 
cedure Include,  but  are  not  limited  to, 
the  following  requirements: 

<1)  Containers,  utensils,  pans,  and 
buckets  used  for  the  storage  or  transport- 
ing of  partially  proces.sed  food  Ingredi- 
ents shall  not  be  nested  unless  rewashed 
before  each  use; 

(2»  Containers  which  are  used  for 
holding  partially  processed  food  in- 
gredients shall  not  be  stacked  in  such 
manner  as  to  permit  contamination  of 
the  partially  proce.ssed  food  Ingredients; 
(3)  Packages  or  containers  for  pro- 
cessed products  shall  be  clean  when  be- 
ing filled  with  such  products;  and  all 
reasonable  precautions  shall  be  taken  to 
avoid  soiling  or  contaminating  the  sur- 
face of  any  package  or  container  liner 
which  Is.  or  will  be.  in  direct  contact  with 
such  products.  If.  to  a.ssure  a  satisfac- 
tory finished  product,  changes  in  meth- 
ods and  procedures  are  required  by  the 
Administrator,  such  changes  shall  be 
effectuated  as  soon  as  practicable. 

§  52.87  Personnel:  health.  In  addi- 
tion to  such  other  requirements  as  may 
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be  prescribed  by  the  Administrator  with 
respect  to  persons  in  any  room  or  com- 
partment where  exposed  Ingredients  are 
prepared,  processed,  or  otherwise  han- 
dled, the  following  shall  be  complied 
with : 

(a)  No  person  affected  with  any  com- 
municable disease  < including,  but  not 
beinK  hmited  to.  tuberculosis)  in  a  trans- 
missible stage  shall  be  permitted; 

(b)  Infections  or  cuts  shall  be  covered 
with  rubber  gloves  or  other  suitable 
covering ; 

to  Clean,  suitable  clothing  shall  be 
worn; 

(d )  Hands  shall  be  wa.shed  immediately 
prior  to  starting  work  and  each  resump- 
tion of  work  after  each  absence  from  the 
work  station; 

(e)  Spitting,  and  the  use  of  tobacco 
are  prohibited;  and 

(f)  All  necessary  precautions  shall  be 
taken  to  prevent  the  contamination  of 
processed  products  and  ingredients 
thereof  with  any  foreign  substance  (in- 
cluding, but  not  being  limited  to.  per- 
spiration, hair,  cosmetics,  and  medica- 
ments). 

Issued  at  Washington.  D.  C,  this  24th 
day  of  May  1949.    ' 

[SEAL]  S.  R.  Newell. 

Acting  Assistant  Administrator. 
Production  and  Marketing 
Administration. 

(P    R.    Doc.   4&-4262;    Filed.    May    26,    1946; 
6:58  a.  m.] 


[  7  CFR,  Port  927  1 

Handling  of  Milk  ik  New  York  Metbo- 
POLiTAN  Milk  Marketing  Axea 

HOTICE  or  PROPOSED  RULE  MAKING  RELATING 
TO  CONSIDERATION  OF  SUSPEHSION  OF  CER- 
TAIN   PROVISIOlfS  OP   ORDER,    AS   AMENDED 

Notice  Is  hereby  given  t^jat  pursuant 
to  the  applicable  provisions  bf  the  Agri- 
cultural Marketing  Agreement  Act  of 
1937.  as  amended  (7  U.  S.  C.  1946  ed.  601 
et  seq).  consideration  is  being  given  to 
the  suspension  of  the  provision  in  §  927.5 
(a)  (1)  (il)  of  the  order,  as  amended, 
regulating  the  handling  of  milk  in  the 
New  York  metropolitan  milk  marketing 
area,  whicli  provision  reads:  "January 
through  June". 

In  accordance  with  the  Administrative 
Procedure  Act  (5  U.  S.  C.  1946  ed.  1001 
et  seq.).  all  persons  who  desire  to  sub- 
mit written  data,  views,  or  arguments 
with  respect  to  the  necessity  for  the  ac- 
tion under  coiLsideration,  will  be  given 
an  oppo'rtuniiy  to  do  so  by  filing  them  in 
Quadruplicate  with  the  Hearing  Clerk. 
Room  1844.  South  Building.  United  States 
Department  of  Agriculture.  Washington 
25.  D.  C.  not  later  than  the  close  of  busi- 
ness on  the  seventh  day  after  publica- 
tion of  this  notice  in  the  Federal  Reg- 
ister. 

Issued  at  Washington.  D.  C,  tliis  24th 
day  of  May  1949. 

(SEAL]  Charles  F.  Brakman. 

Secretary  of  Agriculture. 

IF.    R.    Doc.    4e-4227:    Filed.    May    26.    1M9; 
8  48  ami    ' 


PROPOSED  RULE  MAKING 

I  7  CFR,  Part  935  1 

Handling  of  Milk  in   Omaha-Council 
Bluffs  Marketing  Area 

decision  with  respect  to  proposed  mar- 
keting agreement  and  proposed  order 
amending  ordek,  as  amended 

Pursuant  to  Public  Act  No.  10,  73d 
Congress  (May  12,  1933)  as  amended 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937.  as  amended  thereinafter  referred 
to  as  the  "act"),  and  the  rules  of  prac- 
tice tmd  procedure,  as  amended,  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  orders  <7  CFR.  Supps. 
900  1  et  seq).  a  public  hearing  was  con- 
ducted at  Omaha,  Nebraska,  on  March  3 
and  4.  1949,  pursuant  to  notice  thereof 
which  was  issued  on  February  15,  1949 
(14  F.  R.  738). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  Assistant  Administrator, 
Production  and  Marketing  Administra- 
tion, on  April  26.  1949.  filed  with  the 
Hearing  Clefk,  United  States  Depart- 
ment of  Agriculture,  his  recommended 
decision  In  this  proceeding.  The  notice 
of  filing  of  such  recommended  decision 
and  opportunity  to  file  written  excep- 
tions thereto  was  pubhshed  in  the 
Federal  Register  on  April  30.  1949  (14 
F.  R.  2145). 

The  material  issues  of  record  related 
to  (1)  redefining  emergency  milk  and 
the  conditions  und«T  which  it  should  be 
handled.  <2»  recla.s.slfying  certain  milk 
product.1.  i3>  pooling  separately  Grade  A 
and  Nongrade  A  milk.  (4)  pricing  Class  I 
and  Class  II  milk.  (5)  establishing  a  pre- 
mium for  Grade  A  milk,  (6)  preventing 
contra -.seasonal  price  trends,  and  <7>  In- 
creasing the  butterfat  differential  to 
producers. 

Rulings  on  exceptions.  Exceptions 
were  filed  on  behalf  of  the  Nebra.ska- 
lowa  Non-Stock  Cooperative  Milk  As.«;o- 
ciation  and  Roberts  Dairy  Company. 
These  exceptions  have  bfwi  considered 
and  to  the  extent  to  which  the  findings 
and  conclusions  of  this  decision  are  at 
variance  with  the  exceptions  pertaining 
thereto,  such  exceptions  are  hereby 
overruled. 

Findings  and  conclusions — Findings 
and  conclusions  on  the  record.  The 
findings  and  conclusions  of  the  recom- 
mended decision  set  forth  In  the  Feder.^l 
Register  <14  F.  R.  2145)  with  respect  to 
the  issues  set  forth  above  are  approved 
and  adopted  as  the  findings  and  conclu- 
sions of  this  decision  as  if  set  forth  in 
full  herein.  These  findings  and  conclu- 
sions are  supplemented  by  the  following 
general  findings. 

General  findings.  <&)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  hereof  will  tend  to  ef- 
fectuate tlae  declared  policy  of  the  act : 

(b)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  In  view  of  the 
price  of  feeds,  available  supplies  of  feeds 
and  other  economic  conditions  which  af- 


fect market  supply  of  and  demand  for 
such  milk  and  the  minimum  prices  speci- 
fied m  the  proposed  marketing  a«free- 
ment  and  in  the  order,  as  amended,  and 
as  hereby  proposed  to  be  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  in.sure  a  sufficient 
quantity  of  pure  and  wholesome  milk 
and  be  In  the  public  Interest:  and 

(c>  The  propo.sed  marketing  agree- 
ment and  the  order,  as  amended,  and  as 
hereby  proposed  to  be  further  amended, 
regulate  the  handling  of  milk  in  the  same 
manner  as  and  are  applicable  <Mily  to 
persons  In  the  respective  clas.-^es  of  in- 
dustrial and  commercial  activity  speci- 
fied in  the  marketing  agreement  upon 
which  a  hearing  has  been.  held. 

Marketing  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof 
are  two  documents  entitled,  respectively. 
"Marketing  Agreement  Regulating  the 
Handling  of  Milk  in  the  Omaha-Council 
Bluffs  Marketing  Area."  and  "Order 
Amending  the  Order,  as  Amended.  Reg- 
ulating the  Handling  of  Milk  in  the 
Omaha -Council  Bluffs  Marketing  Area." 
which  have  been  decided  upon  as  the 
detailed  and  appropriate  means  of  ef- 
fectuating the  foregoing  conclusions. 
The.se  documents  shall  not  become  effec- 
tive unless  and  until  the  requirements 
of  S  900.14  of  the  rules  of  practice  and 
procedure,  as  amended,  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  orders  have  been  met. 

It  is  hereby  ordered  that  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  publi.<;hed  in  the  Pe»ctal 
Register  The  regulhtory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended  by  the  attached  order 
which  will  be  published  with  this  deci- 
sion. 

This  deciiiion  filed  at  Washington, 
D.  C,  this  24th  day  of  May  1949. 

[  seal  1  Charlk  F  Br  annan  . 

Secretary  of  AgricuUure. 

Order'  Amending  the  Order,  as 
Amended.  Regulating  '  ..  Handling  of 
Milk  in  Omafm-Counc  Bluffs  Majket- 
ing  Area 

§  935  0  Findings  a\d  deifrminatioms. 
The  findings  and  determinations  herein- 
after set  forth  are  sv  ritementary  and  in 
addition  to  the  findings  and  determina- 
tions previously  made  in  connrnion  with 
the  issuance  of  the  aforesair"  jrder  and 
of  each  of  the  previously  issu-  d  amend- 
ments thereto;  and  all  of  said  previous 
findings  and  determinations  are  hereby 
ratified  and  affirmed,  exce  'nsofar  as 
such  findings  a  'd  determiHi.  ions  may  be 
in  conflict  with  he  findings  and  deter- 
minations set  ft  th  herein. 

(a)  Findings  :pon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10,  73d  Congress  <Mav  12,  1933),  as 
amended  and  as  leenaciea  and  amended 
by  the  Agricultural  Marketing  Agree- 
ment Act  of  1937,  as  amended  (herein- 
after referred  to  as  the  "act"),  and  the 


i-Thls  order  ahall  not  became  effective  un- 
less aud  until  tiie  requlremenu  of  {  800.14  of 
the  rules  of  practice  and  procedure  governing 
proceedings  to  formulatr  marketing  agree- 
ment* and  ord«n  have  been  n»et. 
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rules  of  practice  and  procedure  govern- 
ing the  formulation  of  marketing  agree- 
ments and  orders  (7  CFR,  Supps.  900.1 
et  seq.).  a  public  hearing  was  held  upon 
certain  proposed  amendments  to  the  ten- 
tative marketing  agreement  and  to  the 
order,  as  amended  regulating  the  han- 
dling of  milk  in  the  Omaha-Council 
Bluffs  marketing  area.  Upon  the  basis 
of  the  evidence  introduced  at  such  hear- 
ing and  the  record  thereof  it  is  found 
that :  4 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended,  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  said  marketing  area 
a  purchasing  power  equivalent  to  the 
purchasing  power  of  such  milk  as  deter- 
mined pursuant  to  sections  2  and  8e  of 
the  act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds, 
and  other  economic  conditions  which  af- 
fect market  supplies  of  and  demand  for 
such  milk,  and  the  minimum  prices  speci- 
fied in  the  order,  as  amended,  and  as 
hereby  further  amended,  are  such  prices 
as  will  reflect  the  aforesaid  factors,  in- 
sure a  sufficient  quantity  of  pure  and 
wholesome  milk  and  be  In  the  public 
Interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  Is  applicable  only  to  persons  in  the 
respective  cla.sses  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreement  upon  which  a  hearing  has 
been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered.  That  on  and  after  the  ef- 
fective date  hereof,  the  handling  of  milk 
In  the  Omaha-Coimcil  Bluffs  marketing 
area  shall  be  In  conformity  to  and  In 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended, 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  am"nded  as  follows: 

1.  Delete  ,rt?35.1  (D  and  substitute 
therefor  the  vUlowing: 

(1)  "EniP'-geKcy  milk"  means  skim 
milk  or  but»«;rfal,other  than  that  In  pro- 
ducer miik- which  is  received  by  a  handler 
under  the  conditi^ps  and  subject  to  the 
limitations  pre.scl.o^d  In  §  935.4  (f). 

2.  Add'Rs  §  935.1  (p)  the  following: 

(p)  "(Lade  A  milk"  means  (1)  pro- 
ducer mak  which  Is  produced  In  con- 
formity with  the  Grade  A  quality  require- 
ments of  ^AC  milk  ordinance  of  any  of 
the  mun.'ci|yilltles  in  thy, marketing  area, 
or  (2>  skim  milk  or  bUj  .erf at  other  than 
that  in  producer  milk  ;|ivhlch  is  received 
by  a  handler  and  whiv-i  is  permitted  by 
the  health  authorities  of  any  of  the 
municipalities  in  the  marketing  area  to 
be  labeled  •Grade  A".' 

3.  Delete./subparagraphs  (1)  and  (2)  of 
§935.4  (b)  and  substitute  therefor  the 
following : 

(1)  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  dist>osed  of  for  consump- 


tion in  the  form  of  milk,  skim  milk,  but- 
termilk, or  fiavored  milk  drinks  and  all 
skim  milk  and  butterfat  not  specifically 
accounted  for  as  Class  II  milk  or  Class  III 
milk. 

(2)  Class  n  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  as  cream,  either 
sweet  or  sour.  Including  any  mixture  of 
butterfat  and  skim  milk  containing  more 
than  6  percent  butterfat.  for  consump- 
tion in  fluid  form,  and  eggnog. 

4.  Amend  ?  935.4  (c)  (1)  by  deleting 
therefrom  the  reference,  "(f)  (2)",  and 
substituting  therefor  the  reference, 
"(g)  (2)." 

5.  Amend  §  935.4  by  renumbering 
paragraph  "(f)"  thereof  as  paragraph 
"(g),"  and  inserting  as  paragraph  "(f)" 
the  following: 

(f)  Emergency  milk.  In  any  delivery 
period  in  which  the  market  administra- 
tor determines  that  the  supply  of  skim 
milk  or  butterfat  In  producer  milk  avail- 
able to  any  handler  is  insufficient  for 
such  handler's  disposition  of  Class  I  milk 
and  Class  n  milk,  skim  milk  or  butterfat, 
other  than  that  in  producer  milk,  which 
is  received  by  such  handler  and  which  is 
permitted  by  the  health  authorities  of 
any  of  the  municipalities  in  the  market- 
ing area  to  be  disposed  of  as  Class  I  milk 
or  as  Cla.ss  II  milk  shall  be  considered 
emergency  milk  up  to  an  amotmt  equal 
to  the  difference  between  the  receipts  by 
such  handler  of  .skim  milk  or  butterfat 
In  producer  milk  and  115  percent  of  his 
total  disposition  of  skim  milk  or  butter- 
fat as  Class  I  milk  and  Class  II  milk: 
Provided.  That  in  any  delivery  period  in 
which  the  market  administrator  deter- 
mines that  the  supply  of  skim  milk  or 
butterfat  in  Grade  A  producer  milk  avail- 
able to  any  handler  is  insufficient  for  such 
handler's  disposition  of  skim  milk  or  but- 
terfat in  those  products  which  are  re- 
quired by  the  health  authorities  of  any 
of  the  municipalities  in  the  marketing 
area  to  be  made  from  Grade  A  milk. 
Grade  A  skim  milk  or  Grade  A  butterfat, 
other  than  that  in  Grade  A  producer 
milk,  which  Is  received  by  such  handler 
shall  be  considered  emergency  milk  up  to 
an  amount  equal  to  the  difference  be- 
tween the  receipts  by  such  handler  of 
skim  milk  or  butterfat  in  Grade  A  pro- 
ducer milk  and  115  percent  of  his  dis- 
position of  skim  milk  or  butterfat  in 
those  products  which  are  required  to  be 
made  of  Grade  A  skim  milk  or  Grade  A 
butterfat.  even  though  the  available  sup- 
ply of  skim  milk  or  butterfat  in  producer 
milk  is  sufficient  for  such  handler's  total 
disposition  of  .skim  milk  or  butterfat  in 
Class  I  milk  and  Class  II  milk. 

6.  Delete  §  935.5  (b)  (1)  and  substi- 
tute therefor  the  following: 

(1)  Class  I.  The  price  per  hundred- 
weight of  Class  I  milk  contaAlng  3.8  per- 
cent butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a)  of 
this  section  plus  75  cents  during  the 
months  of  April.  May,  June,  and  July, 
and  plus  $1.15  during  all  other  months  of 
the  year. 

(1)  The  price  per  hundredweight  of 
butterfat  In  Class  I  milk  shall  be  com- 
puted by  adding  to  the  price  computed 


pursuant  to  subparagraph  (3)  (1)  of  this 
paragraph   for   the   preceding   delivery 
period  $15.00  during  April,  May.  June, 
and  July,  and  $23.00  during  all  other_ 
months  of  the  year. 

(ii)  The  price  per  hundredweight  of 
skim  milk  In  Class  I  milk  shall  be  com- 
puted by  (a)  multiplying  by  0.038  the 
price  computed  pursuant  to  subdivision 
(i)  of  this  subparagraph,  (b)  subtracting 
the  result  from  the  price  computed  pur- 
suant to  this  subparagraph  for  Class  I 
milk  containing  3.8  percent  butterfat, 
(c)  dividing  the  result  by  0.962.  and  (d) 
adjusting  to  the  nearest  cent. 

7.  Delete  §  935.5  (b)  (2)  and  substi- 
tute therefor  the  following: 

(2)  Class  II.  The  price  per  hundred- 
weight of  Class  II  milk  containing  3.8 
percent  butterfat  shall  be  the  basic  price 
computed  pursuant  to  paragraph  (a)  of 
this  section  plus  75  cents '  during  the 
months  of  April,  May,  June,  and  July, 
and  plus  $1.15  during  all  other  months 
of  the  year. 

(I)  The  price  per  hundredweight  of 
butterfat  In  Class  II  milk  shall  be  com- 
puted by  adding  to  the  price  computed 
pursuant  to  subparagraph  (3)  (i)  of  this 
paragraph  for  the  preceding  delivery 
period  $15.00  during  April.  May.  June, 
and  July,  and  $23.00  during  all  other 
months  of  the  year. 

(II)  The  price  per  hundredweight  of 
skim  milk  in  Class  II  milk  shail  be  com- 
puted by  (a)  multiplying  by  0.038  the 
price  computed  pursuant  to  subdivision 
(i)  at  this  subparagraph,  (b)  subtract- 
ing the  result  from  the  price  computed 
pursuant  to  this  subparagraph  for  Class 
II  milk  containing  3.8  percent  butterfat, 
(c)  dividing  the  result  by  0.962,  and  (d) 
adjusting  to  the  nearest  cent. 

8.  Amend  §§  935.6  and  935.7  by  delet- 
ing all  references  therein  to  "§  935.4  (f)" 
and  substituting  therefor  references  to 
"§935.4  (g)." 

9.  Delete  §  935.7  (a)  (3)  and  substitute 
therefor  the  following: 

(3)  Butterfat  differential  to  producers. 
If  any  handler  has  received  from  any 
producer  during  the  delivery  period,  milk 
having  an  average  butterfat  content 
other  than  3.8  percent,  such  handler,  in 
making  the  payment  pursuant  to  sub- 
paragraph (1)  of  this  paragraph  shall 
add  to  the  uniform  price  for  each  one- 
tenth  of  1  percent  that  the  average  but- 
terfat content  of  such  milk  is  above  3.8 
percent  not  less  than  or  shall  deduct 
from  the  uniform  price  for  each  one- 
tenth  of  1  percent  that  such  average 
butterfat  content  is  below  3.8  percent  not 
more  than  an  amount  computed  by  the 
market  administrator  as  follows:  To  the 
average  of  the  prices  per  pound  of  92- 
score  butter  at  wholesale  in  the  Chicago 
market  as  reported  by  the  Department  of 
Agriculture  during  the  delivery  period  in 
which  such  milk  was  received,  add  20 
percent,  divide  the  resulting  sum  by  10, 
and  adjust  to  the  nearest  cent. 

[P.    R.    Doc.    49^261;    Filed,    May    26,    1949; 
8:59  a.  m.] 
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Handling  of  Milk  in  Dayton-Sprinc- 
rizLD  Ohio.  Marketing  Area 

DECISION  WITH  RESPECT  TO  PROPOSED  MAR- 
KETING AGREEMENT  AND  PROPOSED  ORDER, 
AS  AMENDED 

P-  nt  to  Public  Act  No.  10.  73d 
Contsicss  (May  12,  1933),  as  amended, 
and  as  reenacted  and  amended  by  the 
Agricultural  Marketing  Agreement  Act 
of  1937,  as  amended  (hereinafter  referred 
to  as  the  "act">.  and  the  rules  of  prac- 
tice and  procedure,  as  amended,  govern- 
ing proceedings  to  formulate  marketing 
agreements  and  orders  (7  CFR,  Supps.. 
900.1  et  seq.)  a  public  hearing  was  held 
at  Dayton.  Ohio,  on  January  17.  18,  and 
19.  1949.  after  the  issuance  of  a  notice 
on  January  7.  1949  (14  F.  R.  185  >. 

Certain  of  the  material  issues  on  the 
record  required  prior  action  and  a  deci- 
sion with  respect  to  these  issues  was  filed 
on  April  19.  1949  (14  F.  R.  2029  >.  The 
order,  as  amended,  was  further  amended 
In  these  respects,  effective  May  1, 1949  (14 
P.  R.  2135). 

Upon  the  basis  of  the  evidence  intro- 
duced at  the  hearing  and  the  record 
thereof,  the  A.ssistant  Administrator. 
Production  and  Marketing  Administra- 
tion, on  April  21,  1949.  filed  with  the 
Hearing  Clerk,  United  States  Department 
of  Agriculture,  his  recommended  deci- 
sion with  r«6pect  to  the  remaining  issues. 
The  notice  of  filing  of  such  recommended 
decision  and  opportunity  to  file  written 
exceptions  thereto  was  published  in  the 
Federal  Register  (14  F.  R.  2045). 

Exceptions  were  filed  on  behalf  of  the 
Miami  Valley  Cooperative  Milk  Producers 
Association.  Inc.  These  exceptions  have 
been  considered  and  appropriate  revi- 
sions made.  To  the  extent  to  which 
the  findings  and  conclusions  of  the  rec- 
ommended decision  as  hereinafter  modi- 
fied, are  at  variance  with  the  exceptions, 
such  exceptions  are  hereby  overruled. 

The  material  Issues  and  the  findings 
and  conclusions  of  the  recommended  de- 
cision (F.  R.  Doc.  49-3227;  14  F.  R.  2045) 
are  hereby  approved  and  adopted  as  the 
material  issues  and  the  findings  and  con- 
clusions of  this  decision  as  if  set  forth 
in  full  herein  subject  to  the  following 
amendments: 

1.  Add  at  the  end  of  the  ninth  para- 
graph in  column  2,  14  F.  R.  2045  (F.  R. 
Doc.  49-3227 >.  the  following:  "In  most 
years  the  seasonal  decline  in  milk  prices 
ends  in  the  month  of  June." 

2.  Delete  the  first  sentence  of  the  last 
paragraph  in  column  2.  14  F.  R.  2045 
(F.  R.  Doc.  49-3227*.  and  substitute 
therefor  the  following:  "In  order  to 
mitigate  contra.seasonal  price  move- 
ments to  achieve  a  closer  alignment  of 
prices  seasonally  with  seasonal  cost 
changes  and  to  encourage  the  produc- 
tion of  milk  in  those  months  when  it  is 
needed  most,  it  is  concluded  that  a  pro- 
vision should  be  adopted  under  which  the 
minimum  prices  for  Class  I  and  Class  II 
milk  in  the  months  of  October.  November 
and  December  shall  not  be  less  than  the 
arithmetical  average  of  the,  formula 
prices  for  such  classes,  respectively,  for 
the  two  immediately  preceding  months 
and  the  minimum  prices  for  such  classes 
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In  the  months  of  April.  May  and  June 
shall  not  be  higher  than  the  arithmetical 
average  of  the  formula  prices  for  the 
two  immediately  preceding  months." 

3.  Delete  the  second  paragraph  begin- 
ning in  column  2.  14  F.  R.  2046  (F.  R. 
Doc.  49-3227  >  and  substitute  therefor 
the  following: 

(5)  The  definition  of  "month"  should 
be  deleted  and  the  proposed  definition 
of  the' term  "delivery  period"  should  not 
be  Included  In  the  order. 

The  definition  .of  "month"  now  In- 
cluded in  the  ordef  as  "calendar  month" 
is  not  necessary  in  this  order  because  the 
two  terms  "month"  and  "calendar 
month"  may  be  applied  synonymously. 
It  is  determined  that  because  of  the  ordi- 
nary and  usual  meaning  of  the  term 
"month"  as  one  of  the  twelve  divisions 
of  the  year  (such  as  February.  June. 
August,  etc.)  it  does  not  need  to  be  de- 
fined for  the  purposes  of  the  various 
provisions  of  the  order.  However,  the 
use  of  this  term  within  the  text  of  the 
order  shall  not  be  construed  to  prevent 
the  issuance  by  the  Secretary  of  amend- 
ments to  the  order,  as  amended,  to  be 
effective  on  any  day  of  a  month.  In  view 
of  the  above  it  is  therefore  concluded 
also  that  it  is  not  necessary  to  include 
a  definition  of  delivery  period  as  was 
proposed. 

(6)  In  order  that  other  provisions  of 
the  order  will  conform  with  amendments 
recently  made  effective.  It  is  found  nec- 
essary to  substitute  for  the  definition  of 
"emergency  milk"  a  definition  of  "other 
source  milk"  to  include  milk  delivered 
by  temporarily  de-graded  Grade  A  pro- 
ducers, which  under  present  provisions 
is  not  classified  as  producer  milk,  yet  Is 
not  Included  in  the  definition  of  emer- 
gency milk  as  presently  included  in  the 
order.  It  is  also  concluded  that  the 
wording  of  the  price  formulas  based  on 
the  market  prices  of  butter  and  cheese 
should  be  somewhat  modified  to  better 
describe  the  price  reports  used  in  these 
computations. 

In  view  of  the  number  of  amendments 
heretofore  made  to  the  order  and  the 
numerous  changes  involved  in  recent 
amendments,  it  is  concluded  that  a  gen- 
eral revision  of  the  order  should  be  made 
to  incorporate  all  amendments  and  to 
make  conforming  changes  required  by 
certain  of  the  amendments. 

Marketino  agreement  and  order.  An- 
nexed hereto  and  made  a  part  hereof  are 
two  documents  entitled,  respectively. 
"Order  Amending  the  Order.  As 
Amended.  Regulating  the  Handling  of 
Millc  in  the  Dayton-Springfield.  Ohio. 
Marketing  Area,"  and  "Marketing  Agree- 
ment Regulating  the  Handling  of  Milk  In 
the  Dayton-Springfield,  Ohio,  Marketing 
Area."  which  have  been  decided  upon  as 
the  appropriate  and  detailed  means  of 
effecting  the  foregoing  conclusions. 
These  documents  shall  not  become  ef- 
fective unless  and  until  the  requirements 
of  §  900.14  of  the  rules  of  practice  and 
procedure  governing  proceedings  to  for- 
mulate marketing  agreements  and  orders 
have  been  met. 

Determination  of  representative  pe- 
riod. The  month  of  February.  1949.  is 
hereby  determined  to  be  a  representative 


period  for  the  purpose  of  ascertaining 
whether  the  issuance  of  an  order  amend- 
ing the  order,  as  amended,  regulating  the 
handling  of  milk  in  the  Dayton-Spring- 
field, Ohio,  marketing  area  in  the  man- 
ner set  forth  in  the  attached  amending 
order  Is  approved  or  favored  by  pro- 
ducers who  during  such  period  were  en- 
gaged In  the  production  of  milk  for  sale 
in  the  marketing  area  specified  in  such 
order,  as  amended. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  Identical 
with  those  contained  in  the  attached  or- 
der which  will  be  published  with  the 
decision. 

This  decision  filed  at  Washington. 
D.  C.  this  24th  day  of  May  1949. 

(seal]  Charles  F.  Brannan. 

Secretary  of  Agriculture. 

Order  Amending  the  Order,  as  Amended, 
Regulating  the  Handling  of  Milk  in 
Dayton-Springfield.  Ohio.  Marketing 
Area  ^ 

§  971  0  Findings  and  determinations. 
The  findings  and  determinations  herein- 
after set  forth  are  supplementary  to  and 
in  addition  to  the  findings  and  determi- 
nations made  in  connection  with  the  is- 
suance of  the  order  and  of  each  of  the 
previously  i.ssued  amendments  thereto; 
and  all  of  said  previous  findings  and  de- 
terminations are  hereby  ratified  and  af- 
firmed, except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  Public  Act 
No.  10.  73d  Congress  (May  12.  1933).  as 
amended  and  as  reenacted  and  amended 
by  the  Agricultural  Marketing  Agreement 
Act  of  1937.  as  amended  thereinafter  re- 
ferred to  as  the  "act") .  and  the  rules  of 
practice  and  procedure  governing  pro- 
ceedings to  formulate  marketing  agree- 
ments and  marketing  orders  (7  CFR, 
Supps.,  900  1  et  seq  )  a  public  hearing 
was  held  upon  certain  proposed  amend- 
ments to  the  tentatively  approved  mar- 
keting agreement  and  to  the  order,  as 
amended,  regulating  the  handling  of  milk 
in  the  Dayton-Springfield.  Ohio,  market- 
ing area.  Upon  the  basis  of  the  evidence 
introduced  at  such  hearing  and  the  rec- 
ord thereof,  it  is  hereby  found  that: 

(1)  The  said-order,  as  amended  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  of  said  order, 
as  amended  and  as  hereby  further 
amended,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act; 

(2)  The  prices  calculated  to  give  milk 
produced  for  sale  in  the  said  marketing 
area  a  purchasing  power  equivalent  to 
the  purchasing  power  of  such  milk  as 
determined  pursuant  to  sections  2  and  8 
(e)  of  the  act  are  not  reasonable  in  view 
of  the  price  of  feeds,  available  supplies 
of  feeds,  and  other  economic  conditions 
which  affect  market  supply  and  demand 
for  such  milk,  and  the  minimum  prices 
specified  in  the  order,  as  amended  and 
as  hereby  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  factors. 
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Insure  a  sufficient  quantity  of  pure  and 
wholesome  milk,  and  be  in  the  public 
interest; 

(3 )  The  said  order,  as  amended  and  as 
hereby  further  amended,  regulates  the 
handling  of  milk  in  the  same  manner  as 
and  is  applicable  only  to  persons  in  the 
respective  classes  of  industrial  and  com- 
mercial activity  specified  in  a  marketing 
agreemcut  upon  which  hearings  have 
been  held. 

Order  relative  to  handling.  It  is  there- 
fore ordered,  that  on  and  after  the  effec- 
tive date  hereof,  the  handling  of  milk  in 
the  Daytcn-Springfield,  Ohio,  marketing 
area  shall  be  in  conformity  to  and  in 
compliance  with  the  terms  and  condi- 
tions of  the  aforesaid  order,  as  amended. 
and  as  hereby  further  amended;  and  the 
aforesaid  order,  as  amended,  is  hereby 
further  amended  to  read  as  follows: 

$9711  Definitions.  The  following 
terms  .•^hall  have  the  following  meanings: 

(a)  "Act"  means  Public  Act  No.  10. 
73d  Congress,  as  amended  and  as  re- 
enacted  and  amended  by  the  Agricultural 
Marketing  Agreement  Act  of  1937.  as 
amended  <  7  U.  S.  C.  1946  ed.  601  et  seq. » . 

(b»  "S'^cretary"  means  the  Secretary 
of  Agriculture  or  such  other  officer  or 
employee  of  the  United  States  author- 
ized to  exerci.se  the  powers  and  to  per- 
form the  duties  of  the  said  Secretary  of 
Agriculture. 

(c)  "Dayton-Springfield,  Ohio,  mar- 
keting area,"  hereinafter  called  the 
"markv^tirg  area,"  means  the  cities  of 
Dayton,  Oakwood.  and  Springfield;  the 
town.shi:;s  of  Bath  and  Miami,  in  Greene 
County;  the  townships  of  Miami.  Jeffer- 
son. Midison,  Van  Buren.  Harrison,  But- 
ler. Mid  River,  and  Washington,  In 
Montgomery  County;  and  German  town- 
.shlp  in  Clark  County;  all  in  the  State  of 
Ohio. 

(d»  ■  PcTson"  means  any  individual, 
partnership,  corporation,  association,  or 
any  other  busine.ss  unit. 

(e)  "Producer"  means  any  per.=on 
who  produces,  under  a  dairy  farm  in- 
spection permit  or  other  equivalent  cer- 
tification issued  by  the  appropriate 
health  authority  in  the  marketing  area, 
milk  which  is  ( 1 »  received  at  a  plant 
from  which  Cla.ss  I  milk  is  disposed  of 
In  the  marketing  area,  or  <2)  caused  by 
a  handler  to  be  delivered  to  a  plant 
from  wliich  Class  I  milk  is  not  dispo.sed 
of  in  the  marketing  area:  Provided, 
That  any  such  person  who  is  not  certi- 
fied as  a  Grade  A  producer  but  who  pro- 
duces rr.ilk  which  is.  received  at  a 
handler's  plant  from  which  no  milk  is 
distributed  in  the  marketing  area  for 
con.sumption  as  fluid  milk  lin  Cla.ss  I 
milk)  txcept  under  a  Grade  A  label, 
shall  be  considered  a  producer  for  the 
purposes  of  5  971.9  (a)  only. 

(f)  "Grade  A  producer"  means  any 
producer  certified  to  the  market  ad- 
ministrator as  a  Grade  A  producer  by 
an  appropriate  health  authority  in  the 
marketing  area  if  such  certification  has 
been  in  effect  for  not  less  than  16  days 
during  the  month. 

(g)  "Handler"  means  (1)  any  per- 
son, except  a  person  who  receives  other 
source  milk  only,  with  respect  to  milk 
(including  any  milk  from  his  own  farm 


production)  received  by  him  at  a  plant 
from  which  Class  I  milk  Is  disposed  of 
In  the  marketing  area,  or  (2)  any  co- 
operative as.sociation.  or  other  per.son 
included  under  subparagraph  (1)  of  this 
paragraph,  with  respect  to  any  milk 
produced  under  a  dairy  farm  inspection 
permit  or  other  equivalent  certification 
issued  by  the  appropriate  health  au- 
thority in  the  marketing  area  which  such 
cooperative  a.ssociation  or  person  cau.ses 
to  be  delivered  to  a  plant  from  which 
Cla.ss  I  milk  is  not  disposed  of  in  the 
marketing  area.  Milk  caused  to  be  de- 
livered by  a  handler  in  accordance  with 
subparagraph  (2>  of  this  paragraph 
shall  be  considered  as  having  been  re- 
ceived by  such  handler.  With  rc-^pect 
to  milk  cau.sed  by  a  handler  to  be  de- 
livered directly  from  the  producers  farm 
to  another  handler,  the  handler  to  be 
considered  as  receiving  such  milk  shall 
be  determined  by  written  agreement  be- 
tween the  two  handlers  filed  with  the 
market  administrator  on  or  before  the 
5th  day  after  the  end  of  the  first  month 
during  which  it  becomes  effective,  or  in 
the  absence  of  such  an  agreement,  shall 
be  determined  by  the  market  adminis- 
trator. 

(h)  "Other  source  milk"  means  all 
skim  milk  and  butterfat  received  by  a 
handler  other  than  in  d)  milk  received 
from  producers  or  associations  of  pro- 
ducers and  (2>  any  non-fluid  milk  prod- 
uct received  and  dispo.sed  of  in  the  same 
form. 

(i)  "Cooperative  a.ssociation"  means 
any  cooperative  as.sociation  of  producers 
which,  as  determined  by  the  Secretary, 
has  (  li  its  entire  activities  under  the 
control  of  its  members,  and  <2)  meets  the 
standards  set  forth  in  the  act  of  Con- 
gress of  February  18,  1922,  as  amended, 
known  as  the  "Capper-Volstead  Act." 

(j)  "Department  of  Agriculture" 
means  the  United  States  Department  of 
Agriculture  or  any  other  Federal  agency 
as  may  be  authorized  to  perform  the 
price  reporting  functions  specified  in 
§  971.5. 

§971.2  Market  administrator — (a) 
Designation.  The  agency  for  the  admin- 
istration hereof  shall  be  a  market  admin- 
istrator, who  shall  be  a  person  selected 
by  the  Secretary.  Such  person  shall  be 
entitled  to  such  compensation  as  may  be 
determined  by  and  shall  be  subject  to  re- 
moval at  the  discretion  of  the  Secretary. 

(b)  Poicers.  The  market  administra- 
tor shall  have  the  power: 

(1)  To  administer  this  order  in  ac- 
cordance with  its  terms  and  provisions; 

<2)  To  receive,  investigate,  and  report 
to  the  Secretary  complaints  of  violations 
of  the  provisions  hereof;  and 

(3)  To  make  rules  and  regulatfbns  to 
effectuate  the  terms  and  provisions 
hereof. 

(c)  Duties.  The  market  administra- 
tor, in  addition  to  the  duties  hereinafter 
described,  shall: 

(1)  Within  45  days  following  the  date 
on  which  he  enters  upon  his  duties  exe- 
cute and  deliver  to  the  Secretary  a  bond, 
effective  as  of  the  date  on  which  he 
enters  upon  his  duties  as  market  admin- 
istrator and  conditioned  upon  the  faith- 
ful performance  of  such  duties,  in  an 


amount  and  with  surety  thereon  satis- 
factory to  the  Secretary. 

(2)  Employ  and  fix  the  compensation 
of  such  persons  as  may  bo  neces.sary  to 
enable  him  to  administer  the  terms  and 
provisions  hereof;     - 

(3)  Pay,  out  of  the  funds  provided  by 
5  971  9,  « i  I  the  cost  of  his  bond  and  of  the 
bonds  of  those  of  his  employees  who 
handle  funds  entru.sted  to  the  market 
administrator.  (ii»  his  own  compensa- 
tion, and  (iii)  all  other  expenses,  except 
those  incurred  under  §  971.10.  which  will 
necessarily  be  incurred  by  him  in  the 
maintenance  and  functioning  of  his  of- 
fice anrl  in  the  performance  of  his  duties; 

<4)  Kerp  such  books  and  records  as 
will  clearly  reflect  the  transactions  pro- 
vided for  herein,  and.  upon  request  by 
the  Secretary,  surrender  the  same  to  his 
succe.s.sor  or  to  such  other  person  as  the 
Secretory  may  designate. 

<5>  Publicly  di.sclose  to  handlers  and 
producers,  unless  otherwise  directed  by 
the  Secretary,  the  name  of  any  person 
who,  within  2  days  after  the  day  upon 
which  he  is  required  to  perform  .suQh 
acts,  has  not  made  (i)  reports  pursuant 
to  §  971.3  < a),  or  (ii)  payments  pursuant 
to  §9718; 

(6»  Furni.sh  such  Information  and 
verified  reports  as  the  Secretary  may  re- 
quest, and  submit  his  books  and  records 
to  exominatioruby  the  Secretary  at  any 
and  all  times; 

(7»  On  or  before  the  12th  day  after 
the  end  of  each  month,  report  to  each 
cooperative  association  for  such  month, 
with  respect  to  each  handler,  the  utili- 
zation, on  a  pro  rata  basis,  of  milk  of 
producers,  payment  for  which  is  to  be 
made  to  such  cooperative  association 
pursuant  to  §  971.8  (a)  (2>  ;  and 

(8>  Audit  all  reports  and  payments  by 
each  handler  by  in.spection  of  such 
handler's  records  and  of  the  records  of 
any  person  upon  whose  utilization  the 
classification  of  milk  depends. 

§  971.3  Reports,  records,  and  facili- 
ties—  (a)  Monthly  report  of  receipts  and 
utilization.  On  or  before  the  7th  day 
after  the  ei.d  of  each  month,  each  han- 
dler shall  report  to  the  market  admin- 
istrator for  each  plantt  with  respect  to 
all  milk  and  milk  products  received  dur- 
ing such  month,  in  the  detail  and  on 
forms  prescribed  by  the  latter.  (1)  the 
butterfat  tests,  quantities,  and  .sources 
of  all  milk,  skim  milk,  cream,  and  other 
milk  products  received;  (2)  the  utiliza- 
tion thereof;  and  (3)  such  other  infor- 
mation with  respect  to  such  receipts  and 
utilization  as  the  market  administrator 
may  request. 

(b)  Other  reports.  (D  Each  handler 
who  receives  at  his  plant  only  milk  from 
his  own  farm  production  or  from  other 
handlers  shall  make  reports  to  the  mar- 
ket administrator  at  such  time  and  in 
such  manner  as  the  market  adminis- 
trator may  request. 

(2)  On  or  before  the  22d  day  after 
the  end  of  each  month  each  handler 
shall  submit  to  the  market  administrator 
such  handler's  producer  pay  roll  for  such 
month,  which  shall  show  (1)  the  total 
pounds  of  milk  received  from  each  pro- 
ducer and  as.sociation  of  producers  and 
the  total  pounds  of  butterfat  contained 
in  such  milk,  (ii)  the  amount  of  payment 
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to  each  producer  and  association  of  pro- 
ducers, and  dii)  the  nature  and  amount 
of  the  deductions  and  charges  Involved 
In  the  payments  referred  to  in  subdivi- 
sion <li<  of  this  subparagraph. 

(c)  Records  and  facilities.  Each  han- 
dler shall  maintain  and  make  available 
to  the  market  administrator  or  to  his 
representative  during  the  usual  hours 
of  business,  such  amounts  and  records 
of  his  operations  and  such  facilities  as. 
in  the  opinion  of  the  market  adminis- 
trator, are  necessary  to  verify,  or  to  es- 
tablish the  correct  data  with  respect  to 
(1)  the  utilization,  in  whatever  form, 
of  all  skim  milk  and  butterfat  received; 
(2>  the  weights,  samples,  and  tests  for 
butterfat  content  of  all  milk  and  milk 
products  previously  received  or  utilized 
or  currently  being  received  or  utilized; 
and  1 3  >  payments  to  producers  and  as- 
sociations of  producers. 

(d)  Retention  of  records.  All  books 
and  records  required  to  be  made  avail- 
able to  the  market  administrator  shall 
be  retained  by  the  handler  for  a  period 
of  three  years  to  begin  at  the  end  of  the 
month  to  which  such  books  and  records 
pertain,  except  that  all  such  books  and 
records  pertaining  to  transactions  before 
August  1,  1946,  shall  be  retained  until 
October  1, 1949:  Provided.  That  if.  within 
such  three-year  period  or  before  October 
1,  1949.  whichever  is  applicable,  the  mar- 
ket administrator  notifies  the  handler 
In  writing  that  the  retention  of  such 
books  and  records,  or  of  specified  books 
and  records,  is  nece.ssary  in  connection 
with  a  proceeding  under  .section  8c  (15) 
(A)  of  the  act  or  a  court  action  specified 
in  such  notice,  the  handler  shall  retain 
such  books  and  records,  or  specified  books 
and  records,  until  further  written  noti- 
fication from  the  market  administrator. 
In  either  case  the  market  adnwnistrator 
shall  give  further  written  notification  to 
the  handler  promptly  upon  the  termina- 
tion of  the  litigation  or  when  the  records 
are  no  lonaer  necessary  In  connection 
therewith. 

§9714  Classification — <&">  Basis  of 
classification.  All  skim  milk  and  butter- 
fat contained  in  milk,  or  in  skim  milk, 
cream,  and  other  milk  products  received 
by  a  handler  at  a  plant  from  which 
Class  I  milk  is  disposed  of  in  the  market- 
ing area  or  caused  to  be  delivered  in  the 
manner  described  in  §  971  1  tf)  <2»  shall 
be  classified  by  the  market  administrator 
in  the  classes  set  forth  in  paragraph  <b> 
of  this  section. 

(b)  Classes  of  utilization.  Subject  to 
the  conditions  set  forth  in  paragraphs 
(c)  and  (d>  of  this  section,  the  classes 
of  utilization  shall  be: 

( 1 1  Class  I  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  in  fluid  form 
•  except  that  which  has  been  dumped  or 
disposed  of  for  livestock  feeding*  as  (i> 
milk,  including  reconstituted  milk;  (iD 
skim  milk;  (iiD  buttermilk;  (iv)  flavored 
milk  or  flavored  milk  drinks;  and  <v)  all 
skim  milk  or  butterfat  not  specifically 
accounted  for  as  Class  II  or  Class  III  milk. 

<2>  Class  II  milk  shall  be  all  skim  milk 
and  butterfat  disposed  of  (I)  in  fluid 
form  as  sweet  or  sour  cream;  (li)  in  fluid 
form  as  any  mixture  of  cream  and  milk 
cor  skim  milk)  which  contains  8  percent 


or  more  but  less  than   18  percent  of 
butterfat. 

<3»  Class  III  milk  shall  be  all  skim 
milk  and  butterfat  speclflcally  accovmted 
for  as  (i)  used  to  produce,  or  disposed 
of  as,  ice  cream.  Ice  cream  mix,  frozen 
cream,  condensed  milk,  condensed  skim 
milk,  cottage  cheese,  any  other  milk  prod- 
uct not  specified  In  Class  I  and  Class  II 
milk,  or  any  commercially  manufactured 
food  product;  (ID  having 'been  dumped 
or  disposed  of  for  livestock  feeding;  or 
(ill)  plant  shrinkage  but  not  in  excess  of 
2'2  percent,  respectively,  of  the  total  re- 
ceipts of  skim  milk  or  butterfat,  not  In- 
cluding skim  milk  or  butterfat  received 
from  other  handlers:  Provided.  That 
skim  milk  or  butterfat  transferred  by  a 
handler  to  any  plant  of  another  handler, 
without  first  having  been  weighed  and 
tested  In  the  transferring  handler's 
plant,  shall  be  Included  In  the  receipts  at 
the  plant  of  the  handler  weighing  and 
testing  such  skim  milk  or  butterfat  for 
the  purpose  of  computing  his  plant 
shrinkage  to  be  classified  as  Class  III 
milk  and  shall  be  excluded  from  the  re- 
ceipts of  the  transferring  handler  for  the 
purpose  of  computing  his  plant  shrinkage 
to  be  classified  as  Class  III  milk. 

(c)  Responsibility  of  handlers  and  re- 
classification of  milk.  (1>  In  establish- 
ing the  classification  of  skim  milk  and 
butterfat  as  required  In  paragraphs  (b) 
and  (d)  of  this  section,  the  burden  re."^ts 
upon  the  handler  to  account  for  all  skim 
milk  and  butterfat  received  by  him  and 
to  prove  to  the  market  administrator 
that  such  skim  milk  or  butterfat  should 
not  be  cla.ssified  as  Class  I  milk. 

(2>  Any  skim  milk  or  butterfat  clas- 
sified in  one  class  shall  be  recla.sslfled  if 
later  used  or  disposed  of  (whether  In 
original  or  other  form)  by  a  handler  In 
another  class.  In  accordance  with  such 
later  use  or  disposition. 

( d >  Transfers.  ( 1 »  Subject  to  the  con- 
ditions set  forth  In  paragraph  tc>  of  this 
section,  skim  milk  or  butterfat  when 
transferred  in  fluid  form  as  milk,  skim 
milk,  flavored  milk,  flavored  milk  drinks, 
or  buttermilk,  by  a  handler  who  receives 
milk  from  producers  or  from  an  associa- 
tion of  producers  .shall  be  cla.ssifled  (D 
In  the  class  as  agreed  upon  by  both 
handlers  If  transferred  to  a  handler 
other  than  as  described  in  subdivision 
(ii )  of  this  subparagraph,  .subject  to  veri- 
fication by  the  market  administrator: 
(ii»  as  Class  I  milk.  If  transferred_to  a 
handler  who  receives  no  milk  from 
ducers  or  from  an  association  oL 
ducers  other  than  such  handtPfs  own 
farm  production;  and  (iiii/as  Cla-s.^^  I 
milk  If  transferred  by  a>nandler  to  a 
person  other  than  a  hsmdler  who  dis- 
tributes milk  in  fluid  form  or  manufac- 
tures milk  products  :/Proi'idrd,  That  If 
the  selling  handler  on  or  before  the  7th 
day  after  the  end  of  the  month  during 
which  the  transfer  was  made  furnishes 
to  the  market  administrator  a  state- 
ment which  is  signed  by  the  buyer  and 
the  seller  that  such  skim  milk  or  butter- 
fat was  used  as  a  product  covered  by 
Cla.ss  II  milk  or  Class  III  milk,  .such  skim 
milk  or  butterfat  shall  be  classified  ac- 
cordingly, subject  to  veriflcation  by  the 
market  administrator. 

(2 >   Subject  to  the  conditions  set  forth 
in  paragraph  (ci   of  this  section,  skim 


milk  and  butterfat  when  transferred  In 
fluid  form  as  cream  from  a  handler  who 
receives  milk  from  producers  or  from  an 
association  of  producers  shall  be  classi- 
fied (H  In  the  class  as  agreed  upon  by 
both  handlers  If  transferred  to  a  handler 
other  than  as  described  In  subdivision 
(ID  of  this  subparagraph,  subject  to  veri- 
fication by  the  market  administrator; 
(ii)  as  Class  II  milk  if  transferred  to  a 
handler  who  receives  no  milk  from  pro- 
ducers or  from  an  association  of  pro- 
ducers other  than  such  handler's  own 
farm  production;  and  (lii>  as  Class  II 
milk  If  transferred  by  a  handler  to  a 
person  other  than  a  handler  who  dis- 
tributes cream  In  fluid  form  or  manu- 
factures milk  products:  Provided.  That 
If  the  selling  handler  on  or  before  the 
7th  day  after  the  end  of  the  month  dur- 
ing which  the  transfer  was  made  fur- 
ni.shes  to  the  market  administrator  a 
statement  which  Is  signed  by  the  buyer 
and  the  seller  that  such  skim  milk  and 
butterfat  was  used  as  a  product  covered 
by  Class  I  milk  or  Class  III  milk,  such 
skim  milk  and  butterfat  shall  be  classi- 
fied accordingly,  subject  to  verification 
by  the  market  administrator. 

(e»  Computation  of  the  skim  milk  a7id 
butterfat  in  each  class.  For  each  month 
the  market  administrator  shall  correct 
for  mathematical  and  for  other  obvious 
errors  the  report  submitted  by  each  han- 
dler for  such  month  and  compute  the 
respective  amounts  of  skim  milk  and  but- 
terfat from  milk  of  producers  and  of 
associations  of  producers  in  Class  I  milk. 
Class  II  milk,  and  Class  III  milk,  as 
follows: 

(1>  Determine  the  handler's  total  re- 
ceipts by  adding  together  the  total 
pounds  of  milk,  skim  milk,  and  cream  re- 
ceived, and  the  pounds  of  butterfat  and 
.•^kim  milk  used  to  produce  all  other  milk 
products  received; 

(2)  Determine  the  total  pounds  of 
butterfat  contained  in  the  receipts  com- 
puted pursuant  to  subparagraph  (1)  of 
this  paragraph; 

<3)   Determine    the    total    pounds    of 
skim  milk  contained  in  the  receipts  com-    \ 
puted  pursuant  to  subparagraph  (1)  of 
this  paragraph; 

•  4  >  Determine  the  total  pounds  of  but- 
terfat In  Class  I  milk  by :  ( i  >  Comput  ing 
the  sum  of  the  pounds  of  butterfat  dis- 
posed of  in  each  of  the  several  Items  of 
Class  I  milk;  and  (ii>  adding  all  other 
butterfat  not  specifically  accounted  for 
IS  Class  II  milk  or  Class  III  milk; 

(5)  Determine  the  total  pounds  of 
skim  milk  in  Class  I  milk  by:  (ii  Com- 
puting the  sum  of  the  pounds  (not  in- 
cluding flavoring  materials)  dispo.sed  of 
as  each  of  the  .several  items  of  Class  I 
milk;  (ii)  subtracting  the  result  obtained 
in  subparagraph  (4"  (I)  of  this  para- 
graph; and  (lll»  adding  all  other  skim 
milk  not  specifically  accounted  for  as 
Class  II  milk  or  Class  III  milk ; 

(6»  Determine  the  total  p>ounds  of 
butterfat  In  Class  II  milk  by  computing 
the  sum  of  the  pounds  of  butterfat  dis- 
posed of  in  each  of  the  several  items  of 
Class  II  milk ; 

(7)  Determine  the  total  pounds  of 
skim  milk  In  Class  II  milk  by:  (I)  Com- 
puting the  sum  of  the  pounds  of  milk, 
skim  milk,  and  cream  disposed  of  in  each 


of  the  several  Items  of  Class  n  niilk; 
and  (11)  subtracting  the  result  obtained 
la  subparagraph  (6)  of  this  paragraph; 

(8 )  Determine  the  total  pounds  of  but- 
terfat in  Class  III  milk  by:  (D  Comput- 
ing the  sum  of  the  pounds  of  butterfat 
u.'^ed  to  produce  each  of  the  several  Items 
of  Class  III  milk;  and  (ID  adding  the 
plant  shrinkage  of  butterfat  computed 
pursuant  to  paragraph  (b)  (3)  (ill)  of 
this  section ; 

(9)  Determine  the  total  pounds  of 
skim  milk  in  Class  III  milk  by:  (i)  Com- 
puting the  sum  of  the  pounds  of  milk, 
skim  milk,  cream,  and  other  milk  prod- 
ucts which  were  used  to  produce  each  of 
the  several  items  of  Class  III  milk;  (ID 
subtracting  the  result  obtained  in  sub- 
paragraph (8 1  ti)  of  this  paragraph;  and 
(ilD  adding  the  plant  shrinkage  of  skim 
milk  computed  pursuant  to  paragraph 
(b)  (3)  (IID  of  this  section;  and 

(10)  Determine  the  classiflcation  of 
milk  received  from  producers  and  from 
associations  of  producers  by : 

(i '  Subtracting,  respectively,  from  the 
total  pounds  of  skim  milk  and  butterfat 
in  each  class.  In  .sequence  beginning  with 
Class  III  milk ;  the  pounds  of  skim  milk 
and  butterfat  received  as  other  source 
milk; 

(ID  Subtracting,  respectively,  from 
the  remaining  pounds  of  skim  milk  and 
butterfat  In  each  class.  In  sequence  be- 
ginning with  Class  III  milk,  the  pounds 
of  skim  milk  and  butterfat  received  from 
any  handler  who  receives  no  milk  from 
producers  or  from  associations  of  pro- 
ducers other  than  such  handlers  own 
farm  production; 

(IiD  Subtracting,  respectively,  from 
the  remaining  pounds  of  skim  mflk  and 
butterfat  in  each  class,  the  pounds  of 
skim  milk  and  butterfat  received  from 
handlers  other  than  those  described  In 
subdivision  (ID  of  this  subparagraph,  and 
used  in  .such  class;  and 

(Iv)  Subtracting,  respectively,  from 
the  remaining  pounds  of  skim  milk  and 
butterfat  in  each  class,  in  sequence  be- 
ginning with  Class  III  milk,  the  pounds 
of  skim  milk  and  butterfat  by  which  the 
total  pounds,  respectively.  In  all  classes 
exceed  the  pounds  of  milk  received  from 
producers  and  from  associations  of  pro- 
ducers. 

§971.5  Minimum  prices — (a)  Basic 
formula  price  to  be  used  in  determining 
Class  I  milk  and  Class  II  milk  prices. 
The  basic  formula  price  per  hundred- 
weight of  milk  to  be  u.sed  In  determining 
the  Class  I  milk  and  Class  II  milk  prices 
for  the  month  as  provided  by  this  sec- 
tion shall  be  the  highest  of  the  prices  per 
hundredweight  of  milk  of  3.5  percent  but- 
terfat content  determined  pursuant  to 
.^subparagraphs  (1).  (2),  or  (3)  of  this 
paragraph: 

(1)  The  market  administrator  shall 
compute  an  average  of  the  basic  (or 
field)  prices  ascertained  to  have  been 
paid  for  milk  of  3  5  percent  butterfat 
content  received  during  such  month  at 
the  following  places  for  which  prices  are 
reported  to  the  market  administrator  by 
the  companies  listed  below  or  by  the  De- 
partment of  Agriculture: 
No.  102— s 


Company  and  Location 

Borden  Co  ,  Black  Creek.  Wis. 
Borden  Co  ,  Greenville,  Wis. 
Borden  Co  ,  Mount  Pleasant,  Mich. 
Borden  Co.,  New  London,  Wis. 
Borden  Co.,  Orfordvllle,  Wis. 
Carnation  Co.,  Berlin.  Wis. 
Carnation  Co  ,  Jefferson,  Wis. 
Carnation  Co.,  Chilton,  Wis. 
Carnation  Co.,  Oconomowoc,  Wis. 
Carnation  Co  ,  Richland  Center,  Wis. 
Carnation  Co..  Sparta.  Mich. 
Pet  Milk  Co.,  Belleville,  Wis. 
Pet  Milk  Co..  Cooperijvllle,  Mich. 
Pet  Milk  Co..  Hudson,  Mich. 
Pet  Milk  Co.,  New  «fttrus.  WU. 
Pet  Milk  Co.,  Wayland.  Mich. 
White  House  Milk  Co.,  Manitowoc.  Wis. 
White  House  Milk  Co..  West  Bend,  Wis. 

(2)  The  market  administrator  shall 
compute  a  price  as  provided  below  in  this 
subparagraph: 

(I)  Calculate  the  average  of  the  daily 
wholesale  selline  prices  per  pound  (using 
the  midpoint  oi  any  price  range  as  one 
price*  of  Grade  A  (92-score)  bulk  cream- 
ery butter  during  such  month  as  re- 
ported by  the  Department  of  Agriculture 
for  the  Chicago  market,  and  multiply 
such  average  by  6; 

(II)  Add  2.4  times  the  arithmetical 
average  of  the  prices  determined  per 
pound  of  "Cheddars"  on  the  Wisconsin 
Cheese  Exchange  at  Plymouth,  Wiscon- 
sin, for  the  trading  days  that  fall  within 
such  month  as  published  by  the  Depart- 
ment of  Agriculture; 

dlD  Divide  by  7  and  to  the  resulting 
amount  add  30  percent;  and 

(iv»  Multiply  the  amount  computed 
in  subdivision  (111)  of  this  subparagraph 
by  3.5. 

(3)  The  market  administrator  shall 
compute  a  price  by  adding  together  the 
plus  amounts  calculated  pursuant  to  sub- 
divisions (D  and  (ii)  of  this  subpara- 
graph: 

(D  Prom  the  average  price  of  butter 
computed  pursuant  to  subparagraph  (2» 
<D  of  this  paragraph,  subtract  3  cents, 
add  20  percent  thereof,  and  then  multi- 
ply by  3  5:  and 

(ii)  Calculate  the  arithmetical  aver- 
age of  the  oarlot  prices  per  pound  of 
roller  process  nonfat  dry  milk  solids  in 
barrels  for  human  con.sumption  at  Chi- 
cago for  the  weeks  ending  within  such 
month  as  reported  by  the  Department  of 
Agriculture,  deduct  5.5  cents,  and  multi- 
ply the  result  by  8.2. 

(b)  Class  I  milk  prices.  The  price  to 
be  paid  by  each  handler  f.  o.  b.  his  plant 
for  that  portion  of  skim  milk  and  butter- 
fat In  milk  received  from  producers  and 
from  as.sociations  of  producers  which  Is 
classified  as  Class  I  milk  shall  be  com- 
puted by  the  market  administrator  as  fol- 
lows : 

(1)  Add  to  the  btisic  formula  price 
the  following  amount  for  the  months  In- 
dicated: 

Month:  Amount 

April,  May,  June,  and  July $o.  75 

All  others i.05 

Promdcd.  That  the  price  of  Class  I  milk 
for  any  of  the  months  of  October  through 
December,  Inclusive,  shall  not  be  lower 
than  the  arithmetical  average  of  the 
prices  computed  for  such  class  pursuant 
to  this  subparagraph  (prior  to  this  pro- 


viso) for  the  two  months  Immediately 
preceding;  and  the  price  of  Class  I  milk 
for  any  of  the  months  of  April  through 
June,  inclusive,  shall  not  be  higher  than 
the  arithmetical  average  of  the  prices 
computed  for  such  class  pursuant  to  this 
subparagraph  (prior  t(rthis  proviso)  for 
the  two  months  immediately  preceding. 

(2)  The  price  per  hundredweight  of 
Class  I  butterfat  shall  be  the  average 
price  of  butter  computed  pursuant  to 
paragraph  la)  (2)  (D  of  this  section 
multiplied  by  135. 

(3)  The  price  per  hundredweight  of 
Class  I  skim  milk  shall  be  computed  by 
(i)  multiplying  the  price  for  butterfat 
pursuant  to  subparagraph  <2>  of  this 
paragraph  by  0.035;  (ii)  subtracting  such 
amount  from  the  sum  obtained  In  sub- 
paragraph (1)  of  this  paragraph;  dii) 
dividing  such  net  amount  by  0.965;  and 
(Iv)  rounding  off  to  the  nearest  full  cent. 

(c)  Class  II  milk  prices.  The  price  to 
be  paid  by  each  handler  f.  o.  b.  his  plant 
for  that  portion  of  skim  milk  and  butter- 
fat in  milk  received  from  producers  and 
as.sociations  of  producers  which  is  clas- 
sified as  Class  II  milk  shall  be  computed 
by  the  market  administrator  as  follows: 

( 1 )  Add  to  the  basic  formula  price  the 
following  amount  for  the  months  In- 
dicated: 

Month:  Amount 

April.  May,  June,  and  July $0.45 

All  others .75 

Provided,  That  the  price  of  Class  II 
milk  for  any  of  the  months  of  October 
through  December,  inclusive,  shall  not  be 
lower  than  the  arithmetical  average  of 
the  prices  computed  for  such  class  pur- 
suant to  this  subparagraph  (prior  to  this 
proviso)  for  the  two  months  Immediately 
preceding;  and  the  price  of  Cla.ss  II  milk 
for  any  of  the  months  of  April  through 
June,  Inclusive,  shall  not  be  higher  than 
the  arithmetical  average  of  the  prices 
computed  for  such  class  pursuant  to  this 
subparagraph  (prior  to  this  provLso)  for 
the  two  months  immediately  preceding. 

(2)  The  price  per  hundredweight  of 
Class  II  butterfat  shall  be  the  average 
price  of  butter  computed  pursuant  to 
paragraph  (a>  (2)  d)  of  this  .section 
multiplied  by  130. 

(3)  The  price  of  Class  II  skim  milk 
shall  be  computed  by  d)  multiplying  the 
price  for  butterfat  pursuant  to  subpara- 
graph (2i  of  this  paragraph  by  0.035; 
(ii)  subtracting  such  amount  from  the 
sum  obtained  in  subparagraph  ( 1)  of  this 
paragraph:  dii)  dividing  such  net 
amount  by  0  965;  and  (iv  i  rounding  off  to 
the  nearest  full  cent. 

(d)  Class  III  milk  prices.  The  prices 
to  be  paid  by  each  handler  f.  o.  b.  his 
plant  for  that  portion  of  skim  milk  and 
butterfat  in  milk  received  from  produc- 
ers and  from  associations  of  producers 
which  Is  cla-ssified  as  Class  III  milk  shall 
be  computed  by  the  market  administra- 
tor as  follows: 

(1)  Calculate  the  price  per  hundred- 
weight of  butterfat  by  multiplying  the 
average  price  of  butter  computed  pur- 
suant to  paragraph  (a>  (2)  d  •  of  this 
section  by  120  for  the  months  of  April. 
May,  June,  and  July,  and  by  125  for  all 
other  months:  Provided,  That  the  price 
per  hundredweight  of   butterfat   made 
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Into  butter  shall  be  computed  for  all 
months  by  multiplying  the  average  price 
of  butter  computed  pursuant  to  para- 
graph (a)  <2)  (i)  of  this  section  by  120, 
fand  then  subtracting  $3.60. 

(2)  The  price  jper  hundredweight  of 
such  skim  milk  shall  be  computed  by 
dividing  the  amount  computed  pursuant 
to  paragraph  (a)  (3)  (ii)  of  this  section 
by  .965.  and  (i>  for  the  months  of  April. 
May,  June,  and  July,  subtracting  20  cents, 
(ii)  for  all  other  months  except  August, 
adding  20  cents. 

(e)  Grade  A  milk  prices.    Each  han- 
dler shall  pay.  in  addition  to  the  prices 
provided  in  paragraphs  (b>.  ic).  and  (d' 
of  this  section.  $0.25  per  hundredweight 
with  respect  to  all  skim  milk  and  but- 
terfat  in  milk  received  from  Grade  A 
producers  up  to  an  amount  equivalent 
to  such  handler's  total  quantity  of  pro- 
ducer milk  classified  as  Class  I  milk  and 
Class  II  milk  pursuant  to  §  971.4  ( e)  (10  • . 
§  971.6       Application     of     provisions. 
Sections  971  5.  971.7.  971.8.  971.9.  971  10. 
971.11,  and  971.12  shall  not  apply  to  a 
handler  who  receives  at  his  plant  only 
milk  of  his  own  farm  production  or  from 
other  handlers. 


5  971.7  Handler's  obligation  and  uni- 
form price— (Si)  Value  of  milk.  The 
value  of  milk  of  each  handler  for  each 
month  shall  be  a  sum  of  money  computed 
by  the  market  administrator  by: 

( 1 )  Multiplying  by  the  applicable  class 
prices  for  skim  milk  and  butterfat,  pur- 
suant to  paragraphs  (b),  (c).  and  td> 
of  §  971.5.  the  amounts  of  skim  milk 
and  butterfat  in  each  class  which  were 
received  either  in  milk  from  producers 
or  from  an  association  of  producers  dur- 
ing such  month,  and  adding  together 

such  amounts; 

(2)  Adding  any  amount  required  pur- 
suant to  §971.5  (e); 

(3)  Adding  an  amount  equal  to  the 
value  of  any  skim  milk  or  butterfat  sub- 
tracted pursuant  to  §  971.4  te)  <10>  <iv> 
at  the  applicable  price  for  the  class  (or 
classes)  from  which  such  skim  milk  or 
butterfat  was  subtracted; 

(4)  Adding  an  amount  computed  by 
multiplying  the  differences  between  the 
Class  III  price  and  the  price  of  the  class 
of  disposition  by  the  respective  quanti- 
ties of  any  skim  milk  or  butterfat  dis- 
posed of  by  a  handler  as  Class  I  or  Class 
II  milk  which  was  received  as  milk,  skim 
milk  or  cream  from  a  handler  who  re- 
ceives no  milk  from  producers  or  an  as- 
sociation of  producers  other  than  from 
his  own  farm  production;  and 

(5)  Adding  or  subtracting,  as  the  case 
may  be.  any  amount  necessary  to  correct 
any  errors  discovered  by  the  market  ad- 
ministrator in  the  verification  of  reports 
or  payments  of  such  handler  for  any  pre- 
vious month  which  result  in  payments 
due  the  producer-settlement  fund  or  the 
handler. 

(b)  Notification.  On  or  before  the 
12th  day  after  the  end  of  each  month 
the  market  administrator  shall  notify 
each  handler  of  the  value  of  his  milk 
for  such  month  as  computed  in  accord- 
ance with  paragraph  (a>  of  this  section 
and  of  the  amount  by  which  such  value 
is  greater  or  less  than  the  total  amount 
required  to  be  paid  by  such  handler 
pursuant  to  §  971.8  (a). 
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(c)  Computation  of  the  uniform  price. 
For  each  month  the  market  adminis- 
trator shall  compute,  with  respect  to 
milk  received  by  handlers  from  produc- 
ers and  from  associations  of  producers, 
a  uniform  price  per  hundredweight  by: 

(1)  Combining  into  one  total  the 
values  for  skim  milk  and  butterfat  of 
all  handlers,  except  those  of  handlers 
who  failed  to  make  payments  required 
pursuant  to  §  971.8  (d)  for  the  preceding 
month  and  except  the  values  provided 
by  §971.5   (e>; 

(2)  Adding  an  amount  representing 
not  less  than  one-half  the  unobligated 
balance  in  the  producer-settlment  fund; 

(3)  Subtracting  an  amount  equiva- 
lent to  the  monies  to  be  retained  pur- 
suant to  §971.11  (b); 

(4)  Subtracting,  if  the  weighted  av- 
erage butterfat  test  of  all  pooled  milk  Is 
greater  than  3.5  percent,  or  adding,  if 
the  weighted  average  butterfat  test  of 
such  milk  is  le.ss  than  3.5  percent,  an 
amount  computed  by  multiplying  the 
total  hundredweight  of  butterfat  repre- 
sented by  the  difference  of  such  weighted 
average  butterfat  test  from  3.5  percent 
by  the  Class  III  price  for  butterfat,  as 
computed  prior  to  the  proviso  in 
§  971.5  (d). 

(5)  Dividing   by   the    hundredweight 
of  pooled  milk;  and 

(6)  Subtracting  not  less  than  4  cents 
nor  more  than  5  cents. 


The  result  shall  be  known  as  the  "uni- 
form price"  per  hundredweight  for  milk 
of  3.5  percent  butterfat  content  r?celved 
from  producers  and  from  associations  of 
producers  for  such  month. 

(7)  To  the  uniform  price  computed 
pursuant  to  subparagraph  <6>  of  this 
paragraph  add  an  amount  computed  (to 
the  nearest  cent  per  hundredweight)  by 
dividing  the  total  of  the  amounts  re- 
quired pursuant  to  5  971.5  (e)  by  the 
total  hundredweight  of  milk  received 
from  Grade  A  producers.  The  result 
shall  be  known  as  the  "Grade  A  uniform 
price"  per  hundredweight  for  milk  of  3.5 
percent  butterfat  content  for  such 
month. 

(d>  Butterfat  differential.  For  each 
month  the  market  administrator  shall 
compute  to  the  nearest  one-tenth  cent  a 
butterfat  differential  by  dividing  the 
Cla.ss  III  price  per  hundredweight  of 
butterfat  for  such  month,  as  computed 
prior  to  the  proviso  In  §971.5  (d)  by 
1.000.  ,     ^ 

(e>  Announcement  of  prices.  (1)  On 
or  before  the  6th  day  after  the  end  of 
each  month  the  market  administrator 
shall  notify  all  handlers  and  make  pub- 
lic announcement  of  the  class  prices  for 
skim  milk  and  butterfat  received  from 
producers  or  from  associations  of  pro- 
ducers during  such  month. 

(2>  On  or  before  the  12th  day  after 
the  end  of  each  month  the  market  ad- 
ministrator shall  notify  all  handlers  and 
make  public  announcement  of  the  uni- 
form prices  computed  pursuant  to  para- 
graph (c)  of  this  section  for  such  month, 
and  of  the  butterfat  differential  com- 
puted pursuant  to  paragraph  (d)  of  this 
section  for  such  month. 


§  971.8  Payment  for  milk— (a.)  Time 
and  method  of  final  payment.  Each 
handier  shall  pay  o.i  or  before  the  17th 


day  after  the  end  of  each  month,  for  all 
milk   received    from    producers    during 
such  month,  subject  to  the  butterfat  dif- 
ferential announced  pursuant  to  §  971.7 
(e)  (2t  and  less  the  amount  of  the  pay- 
ment made  pursuant  to  paragraph  (b) 
of  this  section,  as  follows:  To  each  pro- 
ducer not  a  Grade  A  producer  at  not  less 
than  the  uniform  price   and   to  each 
Grade  A  producer  at  not  less  than  the 
Grade  A  uniform  price:  Provided,  That 
a  total  amount  not  less  than  the  sum  of 
the  amounts  payable  to  Individual  pro- 
ducers  from   which   a  cooperative   as- 
sociation has  received  written  authoriza- 
tion to  collect  payment,  .shall  be  paid  to 
such  association  on  or  before  the  16th 
day  after  the  end  of  such  month. 

(b)  Partial  payments,  d)  On  or  be- 
fore the  27th  day  of  each  month  each 
handler  shall  make  payment  except  as  set 
forth  In  subparagraph  (2)  of  this  para- 
graph, to  each  producer  at  not  less  than 
$2  per  hundredweight  for  the  milk  of 
.such  producer  which  was  received  by  such 
handler  during  the  first  15  days  of  such 
month. 

(2)  On  or  before  the  26th  day  of  each 
month,  each  handler  shall  make  pay- 
ment to  an  association  of  producers  for 
milk  of  producers  from  whom  such  co- 
operative association  has  received  written 
authorization  to  collect  payment,  at  not 
less  than  $2  per  hundredweight  for  all 
.such  milk  which  was  received  by  such 
handler  during  the  first  15  days  of  such 
month. 

(c)  Producer-settlement  fund.  The 
mark^admlnlstrator  shall  establish  and 
maintain  a  separate  fund  known  as  the 
"producer-settlement  fund"  into  which 
he  shall  deposit  all  payments  made  by 
handlers  pursuant  to  paragraph  (d)  of 
this  section  and  out  of  which  he  shall 
make  all  payments  due  to  handlers  pur- 
suant to  paragraph  (e)  of  this  .section: 
Provided.  That  the  market  administrator 
shall  off.set  any  .such  payment  due  any 
handler  against  payments  due  from  such 
handler. 

(d)  Payments  to  the  producer-settle- 
ment fund.  On  or  before  the  14th  day 
after  the  end  of  each  month,  each  han- 
dler shall  pay  to  the  market  administra- 
tor the  amount  by  which  the  total  value 
of  his  milk  for  such  month  is  greater 
than  the  sum  required  to  be  paid  by  such 
handler  pursuant  to  paragraph  (a»  of 
this  section. 

(e)  Payments  out  of  the  producer- 
settlement  fund.  (1)  On  or  before  the 
16th  day  after  the  end  of  each  month  the 
market  administrator  shall  pay  to  each 
handler  the  amount  by  which  the  .sum 
required  to  be  paid  producers  by  such 
handler  pursuant  to  paragraph  (a)  of 
this  section  Is  greater  than  the  total 
value  of  the  milk  of  such  handler  for 
such  month. 

(2)  If  the  balance  in  the  producer- 
settlement  fund  is  Insufficient  to  make  all 
payments  pursuant  to  this  paragraph, 
the  market  administrator  shall  reduce 
uniformly  such  payments  and  shall  com- 
plete such  payments  as  soon  as  the  nec- 
essary funds  are  available.  No  handler 
who,  on  the  16th  day  after  the  end  of  any 
month,  has  not  received  full  payment 
for  such  month  from  the  market  admin- 
istrator pursuant  to  this  paragraph 
shall  be  deemed  to  be  in  violation  of 
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paragraph  (a)  of  this  section  if  he  re- 
duces hLs  payments  per  hundredweight 
thereunder  by  not  more  than  the  amount 
of  the  reduction  in  payment  from  the 
market  administrator. 

<f'  Adjustment  of  errors.  Whenever 
verification  by  the  market  adminL^trator 
of  the  payment  by  a  handler  to  a  pro- 
ducer or  to  an  association  of  producers, 
pursuant  to  paragraph  (ai  or  paragraph 
(b)  of  this  section,  disclo.ses  payment  of 
less  than  Ls  required,  the  handler  shall 
make  up  such  payment  not  laler  than 
the  time  for  making  payment  pursuant 
to  paragraph  <a)  or  paragraph  (b)  of  this 
section  next  following  such  dLsclosure. 

§  971 9  Expense  of  administration. 
As  his  pro  rata  share  of  the  expense  in- 
curred pursuant  to  5  971.2  <c)  (3).  each 
handler  shall  pay  to  the  market  admin- 
istrator, on  or  before  the  14th  day  after 
the  end  of  each  month.  2  cents  per  hun- 
dredweight, or  such  le.sser  amount  as  the 
Secretary  may  from  time  to  time  pre- 
scribe, with  respect  to  receipts  during 
such  month  of: 

(a)  Milk  from  producers  (including 
such  handler's  own  production) ;  and 

(b)  Other  source  milk  classified  as 
Class  I  milk  and  Cla.ss  II  milk. 

§97110  Marketing  services — (a) 
Deductions.  Except  as  set  forth  in  para- 
graph (b)  of  this  section,  each  handler 
shall  deduct  an  amount  not  exceeding  5 
cents  p>er  hundredweight,  or  such  lesser 
amount  as  the  Secretary  from  time  to 
time  may  prescribe,  from  the  payments 
made  pursuant  to  §  971.8,  with  respect  to 
all  milk  received  by  such  handler  during 
each  month  from  producers  (not  includ- 
ing such  handler's  own  production  i  and 
from  associations  of  producers,  and  shall 
pay  such  deductions  to  the  market  ad- 
ministrator on  or  before  the  14th  day 
after  the  end  of  such  month.  Such 
monies  shall  be  used  by  the  market  ad- 
ministrator to  verify  weights,  samples, 
and  tests  of  such  milk  received  by  han- 
dlers and  to  provide  such  producers  and 
as.sociations  of  producers  with  market 
information,  such  services  to  be  per- 
formed in  whole  or  In  part  by  the  market 
administrator  or  by  an  agent  engaged  by 
him  and  responsible  to  him. 

<b)  -By  cooperative  associations.  In 
the  case  of  producers  for  whom  a  coop- 
erative association  is  actually  perform- 
ing, as  determined  by  the  Secretary,  the 
services  set  forth  In  paragraph  <a)  of 
this  .section,  each  handler  shall  make, 
in  lieu  of  the  deductions  specified  in  par- 
agraph <a)  of  this  section,  such  deduc- 
tions from  the  payments  to  be  made  to 
such  producer:;  as  may  liave  been  au- 
thorized by  such  producers  and.  on  or 
before  the  16th  day  after  the  end  of  the 
month,  pay  over  such  deductions  to  the 
cooperative  a.ssociation  rendering  such 
services. 

§971.11  Cooperative  a.<(.^ociation  pay- 
ments— <a)  Eligibility.  Upon  applica- 
tion to  the  Secretary,  any  cooperative 
as.sociatlon  duly  organized  under  the 
laws  of  any  State  which  he  determines, 
after  appropriate  inquiry  or  investiga- 
tion, to  be  conforming  to  the  provisions 
of  .such  laws;  to  be  operating  as  a  pro- 
ducer-controlled marketing  association 
exercising  full  authority  in  the  sale  of 
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milk  of,  and  a.ssuming  responsibility  for 
making  payments  to  some  of  its  mem- 
bers; to  be  maintaining  Individually  or 
In  collaboration  with  other  qualified  co- 
operative as.sociations,  a  competent  staff 
for  dealing  with  marketing  problems  and 
to  be  complying  with  all  provisions 
hereof  applicable  to  such  cooperative 
a.s.sociation,  shall  be  entitled,  under  the 
further  conditions  hereinafter  .specified, 
to  receive,  on  and  after  such  date  as  the 
Secretary  shall  deem  to  be  appropriate, 
until  the  time  as  of  which  such  payments 
have  been  suspended  in  the  manner  pro- 
vided In  paragraph  (d)  of  this  section, 
payments  as  follows :  At  the  rate  of  one- 
half  cent  per  hundredweight  on  all  milk 
<1>  marketed  by  it  on  behalf  of  tho.se 
members  for  whom  it  is  exercising  full 
authority  in  the  sale  of  milk  and  is  as- 
suming re.sponsibility  for  making  pay- 
ments, and  <2»  on  which  reports  and 
payments  have  been  made  as  required 
under  §§  971  3  (a)  and  971.8. 

(b)  Payment.  The  market  adminis- 
trator, upon  receiving  from  a  cooperative 
association  m»  application  for  payments 
pursuant  to  thi.s  .section,  shall  retain  for 
each  month  thereafter  in  the  producer- 
settlement  fund  such  sum  as  he  esti- 
mates is  ample  to  make  such  payments 
to  the  applicant.  Such  .sum  shall  be  held 
In  reserve  until  the  Secretary  has  ruled 
upon  .said  application  and,  when  the  ap- 
plication has  been  ruled  upon,  the  mar- 
ket administrator  shall  make  pavment 
or  issue  credit  out  of  such  reserve  in 
accordance  with  said  ruling  and  shall 
release  the  balance  of  the  reserved  sum, 
if  any,  for  disposition  pursuant  to 
§  971.7(c)  (2).  Also,  the  market  admin- 
istrator, except  as  provided  in  para- 
graph <d)  of  this  .section,  shall  make,  on 
or  before  the  15th  day  of  each  month, 
such  payments  or  issue  credit  therefor 
out  of  the  producer-settlement  fund, 
subject  to  verification  of  the  facts  upon 
which  the  amount  of  payment  is  ba.sed. 

(c)  Reports.  Each  cooperative  asso- 
ciation qualified  to  receive  payments 
pursuant  to  this  section  shall,  from  time 
to  time  as  requested  by  the  market  ad- 
ministrator, make  reports  to  him  with 
respect  to  its  conformity  with  any  or  all 
of  the  conditions  for  qualification  or  to 
the  use  of  such  payments,  and  shall  file 
with  him  a  copy  of  its  balance  sheet  and 
operating  statement  at  the  close  of  each 
fl.scal  year. 

(d)  Suspension.  Whenever  he  has 
reason  to  believe  that  such  association  is 
no  longer  qualified  to  receive  payment, 
the  market  administrator  shall  suspend 
payment  upon  his  own  initiative  or  upon 
request  by  the  Secretary,  by  giving  writ- 
ten notice  to  the  cooperative  association 
and  to  the  Secretary.  Such  suspended 
payments, shall  be  aggregated  and  held 
in  reserve  until  the  SecreUry,  after  giv- 
ing notice  and  opportunity  for  hearing, 
has  apprai.sed  the  performance  of  the 
cooperative  as.sociatlon  in  meeting  the 
conditions  set  forth  in  paragraph  (a) 
of  this  section,  and  either  has  issued  an 
order  for  a  partial  or  complete  payment 
of  funds  held  in  reserve  to  the  coopera- 
tive association  or  an  order  disqualifying 
such  association.  Such  an  order  by  the 
Secretary  shall  be  made  effective  as  of 
whatever  date  he  may  deem  appropriate. 
Any  balance  of  funds  held  in  reserve  and 
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not  paid  to  the  cooperative  as.sociation 
shall  be  released  for  disposition  pursuant 
to  §  971.7  (c)  (2). 

§  971.12  Effective  time,  suspension,  or 
termination— (».•)  Effective  time.  The 
provisions  hereof,  or  any  amendment 
hereto,  shall  become  effective  at  such 
time  as  the  Secretary  may  declare  and 
shall  continue  in  force  until  .suspended 
or  terminated,  pursuant  to  paragraph  (b) 
of  this  section. 

(b»  Suspension  or  termination.  The 
Secretary  may  .suspend  or  terminate  this 
order  or  sCny  provision  hereof,  whenever 
he  finds  that  this  order  or  any  provision 
hereof,  obstructs,  or  does  not  tend  to  ef- 
fectuate, the  declared  policy  of  the  act. 
This  order  shall  terminate,  in  any  event, 
whenever  the  provisions  of  the  act  au- 
thorizing it  cease  to  be  in  effect. 

(c)  Continuing  power  and  duty  of  the 
market  administrator,  (li  If,  upon  the 
suspension  or  termination  of  any  or  all 
provisions  hereof,  there  are  any  obliga- 
tions arising  hereunder,  the  final  accrual 
or  a.scertainment  of  which  requires 
further  acts  by  any  handler,  by  the  mar- 
ket administrator,  or  by  any  other  per- 
son, the  power  and  duty  to  perform  such 
further  acts  shall  continue  notwith.stand- 
Ing  such  suspension  or  termination: 
Provided.  That  any  such  acts  required  to 
be  performed  by  the  market  adminis- 
trator shall,  if  the  Secretary  so  directs,  be 
performed  by  such  other  person,  per.scins, 
or  agency  as  the  Secretary  may  desig- 
nate. 

(2)  The  market  administrator,  or  such 
other  person  as  the  Secretary  may  desig- 
nate, shall  (i)  continue  in  such  capacity 
until  discharged  by  the  Secretary,  (ii> 
from  time  to  time  account  for  all  receipts 
and  disbursements,  and.  when  .so  directed 
by  the  Secretary,  deliver  all  funds  or  '^ 
property  on  hand,  together  with  the 
books  and  records  of  the  market  admin- 
istrator, or  such  per.son.  to  such  person  as 
the  Secretary  may  direct,  and  (ill)  if 
so  directed  by  the  Secretary,  execute 'Such 
assignments  or  other  instruments  neces- 
sary or  appropriate  to  vest  in  such  per- 
son full  title  to  all  funds,  property,  and 
claims  vested  in  the  market  adminis- 
trator or  such  person  pursuant  hereto. 

(di  Liquidation  after  suspension  or 
termination.  Upon  the  suspension  or 
termination  of  any  or  all  provisions 
hereof,  the  market  administrator,  or 
such  person  as  the  Secretary  may  desig- 
nate shall,  if  so  directed  by  the  Secretary, 
liquidate  the  business  of  the  market  ad- 
ministrator's ofTire  and  dispose  of  all 
funds  and  property  then  in  his  possession 
or  under  his  control,  together  with  claims 
lor  any  funds  which  are  unpaid  or  owing 
al  the  time  of  such  suspen.Mon  or  tei mi- 
nation.  Any  funds  collected  pursuant  to 
the  provisions  hereof,  over  and  above 
the  amounts  necessary  to  meet  outstand- 
ing obligations  and  the  expenses  neces- 
sarily incurred  by  the  market  adminis- 
trator or  such  per.-on  in  liquidating  and 
distributing  such  fund.-,  shall  b:^  dis- 
tributed to  the  contributing  handlers 
and  producers  in  an  equitable  manner. 

§971.13  Ancnts.  The  Secretary  may, 
by  designation  in  writing,  name  any  of- 
ficer or  employee  of  the  United  States 
to  act  as  his  agent  or  representative  ia 
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connection  with  any  of  the  provisions 
hereof. 

§  971.14  Separability  of  provisions. 
If  any  provLsion  of  this  order,  or  the 
application  thereof  to  any  person  or  cir- 
cumstances, is  held  invalid,  the  re- 
mainder of  the  order,  and  the  applica- 
tion of  such  provision  to  other  persons  or 
circumstances,  shall  not  be  affected 
thereby. 

§  97115  Termination  of  obligations. 
The  provisions  of  this  section  shall  apply 
to  any  obligation  under  this  order  for  the 
payment  of  money  irrespective  of  when 
such  obligation  arose,  except  an  obliga- 
tion involved  in  an  action  instituted  be- 
fore August  1,  1949,  under  section  8c  (15) 
(A )  of  the  act  or  before  a  court. 

(a)  The  obligation  of  any  handler  to 
pay  money  required  to  be  paid  under  the 
•  terms  of  this  order  shall,  except  as  pro- 
vided in  paragraphs  <b)  and  (c)  of  this 
section,  terminate  two  years  after  the  la.'^t 
day  of  the  month  during  which  the 
market  administrator  receives  the  han- 
dler's utilization  report  on  the  milk 
Involved  in  such  obligation,  unless  within 
such  two-year  period  the  market  admin- 
istrator notifies  the  handler  in  writing 
that  such  money  is  due  and  payable. 
Service  of  such  notice  shall  be  complete 
upon  mailing  to  the  handler's  last  known 
address,  and  it  shall  contain  but  need 
not  be  limited  to.  the  following  informa- 
tion: 

(1)  The  amount  of  the  obligation; 

(2)  The  month(s)  during  which  the 
milk,  with  respect  to  which  the  obliga- 
tion exists,  was  received  or  handled;  and 

(3>  If  the  obligation  is  payable  to  one 
or  more  producers  or  to  an  association  of 
producers,  the  name  of  such  producer* s) 
or  association  of  producers,  or  if  the  ob- 
ligation Is  payable  to  the  market  admin- 
istrator, the  account  for  which  it  is  to 
be  paid.  ^ 

(b)  If  a  handler  fails  or  refuses,  with 
respect  to  any  obligation  under  this  (»r- 
der,  to  make  available  to  the  market  ad- 
ministrator or  his  representatives  all 
book-s  and  records  required  by  this  order 
to  be  made  available,  the  market  admin- 
istrator may,  within  the  two  year  period 
provided  for  in  paragraph  <a)  of  this 
section,  notify  the  handler  in  writing  of 
such  failure  or  refusal.  If  the  market 
administrator  so  notifies  a  handler,  the 
said  two  year  period  with  respect  to  such 
obligation  shall  not  begin  to  run  until 
the  first  day  of  the  month  following  the 
month  during  which  all  such  books  and 
records  pertaining  to  such  obligations 
are  made  available  to  the  market  ad- 
ministrator or  his  representatives. 


(c)  Notwithstanding  the  provisions  of 
p^rtTtgraphs  (a)  and  ib)  of  this  section, 
a  handler's  obligation  under  this  order 
to  pay  money  shall  not  be  terminated 
with  respect  to  any  transaction  involving 
fraud  or  wilful  concealment  of  a  fact, 
material  to  the  obligation,  on  the  part 
of  the  handler  against  whom  the  obliga- 
tion is  sought  to  be  Imposed. 

(d>  Any  obligation  on  the  part  of  the 
market  administrator  to  pay  a  handler 
any  money  which  such  handler  claims  to 
be  due  him  under  the  terms  of  this  or- 
der 'shall  terminate  two  years  after  the 
end  of  the  month  during  which  the  milk 
Involved  in  the  claim  was  received  if  an 
underpayment  is  claimed,  or  two  years 
after  the  end  of  the  month  during  which 
the  payment  (including  deduction  or 
setofI^by  the  market  administrator)  was 
made  by  the  handler  if  a  refund  on  such 
payment  is  claimed,  unless  such  handler, 
within  the  applicable  period  of  time  files, 
pursuant  to  sectfon  8c  «15)  <A>  of  the 
act,  a  petition  claiming  such  money. 

|F.    R.    Doc.    49  4258;    Piled,    May    26,    1949;  ^ 
8:58  a.  m.l     »» 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

[  29  CFR,  Part  681  ] 

Mi.NiMUM  Piece  R.-vte  for  Hand-Br'Idino 
OF  CoTTO.N  Tape  Buttons 

NOTICE  OF  PROPOSED  RULE  MAKING 

Notice  is  hereby  given  pursuant  to  the 
Administrative  Procedure  Act  '60  Stat. 
237;  5  U.  S.  C,  Supp.,  1001).  that  the 
Administrator  of  the  Wage  and  Hour 
Division,  U.  S.  Department  of  Labor,  pro- 
poses to  establish  a  minimum  piece  rate 
of  30  cents  per  gross  for  tlie  performance 
of  the  following  operation  by  homework- 
ers  in  Puerto  Rico:  Hand-braiding  of  cot- 
ton tape  buttons,  24  to  30  ligne.  This 
operation  consists  of  tying  a  braided  knot 
around  the  tip  of  a  finger,  bringing  the 
knot  into  a  rounded  button  shape  by 
pulling  at  the  ends  of  the  strip.  Inserting 
the  ends  of  the  strip  into  the  braided 
part,  and  bringing  the  ends  together. 

Piior  to  the  final  adoption  of  such 
minimum  piece  rate,  consideration  will 
be  given  to  any  data,  views,  or  argu- 
ments pertaining  thereto  which  are  sub- 
mitted in  writing  to  the  Administrator 
of  the  Wage  and  Hour  Division,  United 
States  Department  of  Labor.  Washing- 
ton 25.  D.  C.  within  15  days  from  pub- 
lication of  this  notice  In  the  Federal 
Register. 

The  proposed  rate  Is  to  be  Issued  under 
the  authority  contained  In  section  6  (a) 


(5)  of  the  Pair  Labor  Standards  Act  of 
1938  (sec.  3  (I),  54  Stat.  616;  29  U.  S.  C. 
206  (a)  (5)). 

Signed  at  Washington,  D.  C,  this  16th 
day  of  May  1949. 

Wm  R.  McComb, 
Administrator. 

[P.    R.    Doc.    49-3996    Piled.    May    26.    1949; 
845  a.  m.| 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[47  CFR,  Parts  8,  131 

I  Docket  No.  8913] 

Ship  Service  AND  Com  MERCiAL  Radio 
Service 

notice  of  proposed  rule  making 

In  the  matter  of  amendment  of  Parts 
8  and  13  of  the  Commission's  rules  and 
regulations  governing  the  Ship  Service 
and  commercial  radio  operators,  respec- 
tively. 

At  a  se.ssion  of  the  Federal  Communi- 
cations Commi.ssion  held  at  its  offices 
in  Washington,  D.  C.  on  the  18th  day 
of  May  1949; 

The  Commission  having  under  con- 
sideration the  resumption  of  the  general 
public  hearing  and  oral  argument  in  the 
above-entitled  matter  which  commenced 
on  January  24.  1949.  and  continued 
through  January  25,  1949,  and  was  then 
adjourned  to  a  future  date  to  be  an- 
nounced at  a  later  time. 

It  is  ordered.  That  September  19  and 
20.  1949.  are  designated  for  the  resump- 
tion and  completion  of  this  hearing  and 
oral  argument,  and  such  hearing  and 
oral  argument  shall  commence  at  10:00 
a.  m.  before  the  Commission  en  banc  in 
Room  6121.  New  Post  Office  Building, 
Wa.shington.  D.  C. 

It  is  further  ordered.  That  the  parties 
herein  shall  file  with  the  Commission  by 
not  later  than  Friday,  August  26,  1949, 
a  statement  showing  whether  they  in- 
tend to  present  direct  testimony  or  oral 
argument,  or  both,  and  If  so.  the  amount 
of  time  (In  minutes)  expected  to  be 
needed  for  each  of  these  purpo.<;es. 

Released:  May  19.  1949. 

Federal  Communications 
Commission. 
rsE.ALl         William  P.  Massing. 

Acting  Secretary. 

(P.   R.    Doc.   49-4238;    Piled.   May    26.    1949; 
8:50  a.  m.) 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Federal  Supply 

Organizational  Statement 

The  statemeut  on  organization  of  the 
Bureau  of  Federal  Supply  dl  F.  R.  177 
A-98:  id.  10616;  id.  13638;  12  F.  R.  635; 


id.  1419;  id.  1724;  13  F.  R.  448;  Id.  8761) 
is  revised  to  read  as  follows: 

Sec. 

1.  Central  organization. 

2.  Field  organization. 

3.  Foreign  organization. 

4.  Delegations  of  final  authority. 


Sec. 
5.  Public  Information,  submittals  and  re- 
quests, 
fl.  Pinal  opinions  or  orders  and  rules. 
7.  Ofllclal  records. 

Section  1.  Central  organization.  The 
Bureau  of  Federal  Supply  was  establL'^hed 
In  the  Trea.sury  Department  pursuant  to 
the  Reorganization  Act  of  1933  '47  Stat. 


Friday,  May  27,  1949 
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1517)  by  Executive  Order  6166  dated 
June  10.  1933  (5  U.  S.  C.  132  note".  The 
work  of  the  Bureau  is  concerned  chiefly 
with  the  determination  of  policies  and 
methods  of  procurement,  jvarehousing 
and  distribution  of  supplies  and  services 
required  by  Executive  agencies,  the  per- 
formance of  such  activities,  t!ie  stand- 
ardization of  purchase  specifications. 
Item  identifications  and  contract  forms, 
and  the  disposal  of  ."-urplus  personal 
property  of  Executive  agencies. 

The  work  of  the  Bureau  of  Federal 
Supply  is  carried  on  principally  through 
five  branches  and  seven  divisions,  as  well 
as  .several  interdepartmental  and  indus- 
try advisory  committees,  .such  as  the 
Advi-sory  Committee  on  Procurement 
Policy,  the  Federal  Standard  Contract 
Committee,  the  Interdepartmental  Traf- 
fic Committee,  the  Federal  Specification.> 
Board  and  the  Industry  Advi.sory  Council, 
fa)  Purcha.^c  and  Stores  Branch.  It 
Is  responsible  for  the  purchase  of  supplies 
and  services  for  the  general  requirements 
of  Executive  agencies,  and  also  for  such 
purchases,  including  transportation  and 
storage,  under  spjecial  procurement  pro- 
grams. It  receives,  stores  and  issues  sup- 
plies, materials  and  equipment  for  use 
by  Executive  agencies:  stores  and  i.ssues 
solid  and  liquid  fuels  for  use  by  the  Fed- 
eral Government  and  the  District  of 
Columbia  Crovernment  In  Washington. 
D.  C  .  and  vicinity;  and  operates  a  furni- 
ture repair  shop,  an  automobile  repair 
shop  and  a  typewriter  repair  shop.  It 
coordinates  purcha.^es  by  Executive 
agencies  of  blind-made  product v  pur- 
suant to  the  Act  of  June  25.  1938  <52 
Stat.  1196;  41  U.  8.  C.  46-48',  and  con- 
trols the  disposition  of  various  personal 
property  abandoned,  seized  or  forfeited 
to  the  Government. 

'b)  Strategic  and  Critical  Materials 
Branch.  It  is  responsible,  at  the  direc- 
tion of  the  Secretaries  of  the  Army  and 
the  Navy,  for  the  purchase  of  strategic 
and  critical  materials.  Including  the 
transportation,  maintenance,  rotation, 
processing  and  storaffe  of  stock  piles 
thereof,  under  the  Strategic  and  Critical 
Materials  Stock  Piling  Act  <60  Stat.  596; 
50  U.  S  C.  C8-98h>.  For  this  purpose, 
offices  are  maintained  in  this  country  and 
abroad,  including  on^s  at  Paris.  France, 
and  Johannesburg.  South  Africa. 

'c>  Standards  Branch.  It  develops 
standard  Federal  and  Bureau  of  Federal 
Supply  purchase  specifications  required  ' 
by  the  Executive  Branch  In  its  supply 
proce.s.ses:  maintains  the  Federal  Stand- 
ard Stock  Catalog  of  uniform  property 
cla.ssification  and  Item  identification  of 
commodities  entering  the  Federal  supply 
system;  and  Is  responsible  for  develop- 
ment of  the  operating;  details  of  a  unified 
catalog  system  for  Executive  agencies. 
It  inspects  and  tests  supplies,  materials 
and  equipment  received  by  the  Bureau, 
and  investigates  complaints  with  respect 
to  purchases  by  Executive  agencies  from 
Bureau  stock  or  under  Bureau  contracts 
for  compliance  with  specifications  and 
contract  conditions. 

(d)  Administrative  Branch.  It  is  re- 
sponsible for  the  personnel  administra- 
tion and  management  of  the  Bureau;  the 
preparation  aad  justification  of  all  budg- 
etary requirements;  the  coordination  of 


organizational,  procedural  and  manage- 
ment studies  to  develop  standard  admin- 
istrative policies  and  procedures;  and  it 
performs  administrative  functions  of  the 
Bureau,  such  as  those  concerning  the 
mail,  files,  messengers,  and  supplies  and 
space  requirements.  It  furnishes  gen- 
eral information  regarding  the  activities 
of  the  Bureau. 

(e)  Fiscal  Branch.  It  is  responsible 
for  financial  policies  and  maintenance  of 
the  accounting  and  fiscal  system  of  the 
Bureau;  proce.s.ses  payment  of  public 
vouchers  and  other  claims  of  or  against 
the  Bureau;  and  maintains  appropriate 
liai.son  with  vendors  and  agencies  doing 
business  with  the  Bureau. 

<f>  Legal  Division.  It  is  responsible, 
under  the  supervision  of  the  General 
Counsel  of  the  Treasury  Department,  for 
planning  and  performing  all  legal  work 
of  the  Bureau. 

<g)  Public  Utilities  Division.  It  makes 
economic  and  technical  analyses  of  txist- 
ing  and  proposed  public  utility  services 
of  Executive  agencies  in  order  to  effect 
rate  reductions  and  consolidation  and  re- 
alignment of  equipment  for  increased 
efficiency  and  economy.  It  also  assists 
in  proceedings  before  appropriate  regu- 
latory bodies. 

•  h>  Central  Traffic  Serince  Diinsion. 
It  coordinates  and  directs  traffic  and 
transportation  activities  of  Executive 
agencies  to  secure  the  most  economical 
movement  of  Government  supplies,  ma- 
terials and  equipment,  negotiates  with 
carriers  for  special  rates  to  effectuate 
such  purpose  and.  as  neces.'^ary,  repre- 
sents the  Government  before  appropriate 
regulatory  bodies. 

(i»  Surplus  Property  Division.  It  co- 
ordinates and  supervises  the  disposition 
of  surplus  personal  property  of  Executive 
agencies  under  the  provisions  of  the  act 
of  December  20.  1928  (45  Stat.  1030:  40 
U.  S.  C.  311a  t  and  Executive  Order  6166 
•  5  U.  S.  C.  132  note).  It  receives  reports 
of  such  property;  directs  the  transfer  of 
such  property  located  outside  the  District 
of  Columbia  as  is  requested  by  agencies 
for  their  use;  and.  as  to  such  property 
located  inside  the  District  of  Columbia, 
it  takes  custody  thereof,  transfers  serv- 
iceable Items  at  e.stimated  current  mar- 
ket value  to  agencies  making  request 
therefor,  and  sells  unserviceable  items 
commercially. 

(j»  Government  Requirements  Divi- 
sion. It  makes  economic  studies  and 
statistical  analy.ses  and  develops  plans 
and  policies  to  be  used  as  a  basis  for 
determining  purchase  policies  and  meth- 
ods for  carrying  out  the  functions  of  the 
Bureau. 

<k»  Renegotiation  Rebate  DiiHsion. 
In  accordance  with  fjolicies  and  regula- 
tions prescribed  by  the  War  Contracts 
Price  Adjustment  Board,  it  determines 
net  renegotiation  rebates  due  war  con- 
tractors of  the  Government  pursuant  to 
the  Renegotiation  Act  (58  Stat.  80;  50 
U.  S.  C.  App.  1191). 

<1 )  Investigating  and  Examining  Divi- 
sion. It  inspects  administrative  and  fis- 
cal operations  of  the  Bureau  to  insure 
effectiveness  and  integrity;  directs  in- 
ternal audits  of  fi.^cal  records;  and  in- 
vestigates per.sonnel  irregularities  and 
loyalty,  accident  claims,  and  other  mat- 
ters Involving  the  Bureau. 


Sec.  2.  Field  organization.  The  field 
organization  in  this  country  is  compo.sed 
of  nine  Supply  Centers,  two  with 
branches,  each  headed  by  a  Manager. 
Each  office  is  responsible  for  effectively 
carrying  out  the  activities  of  the  Bureau 
within  the  areas  assigned  to  it.  following 
for  this  purpose  the  directives,  policies 
and  procedures  establislied  by  the  Wash- 
ington Office.  Field  office  activities  in- 
clude procuring,  inspecting,  storing,  is- 
suing, and  delivering  .supplies,  materials 
and  equipment  to  Executive  agencies 
within  the  a.ssigned  area  and,  in  addi- 
tion, acting  as  liaLson  with  such  agencies 
to  improve  and  develop  centralized  pro- 
curement and  distribution  within  ."^uch 
assigned  areas;  inspecting,  expediting, 
.storing  and  transporting  supplies,  ma- 
terials and  equipment  purchased  by  the 
Washington  Office  for  special  procure- 
ment programs;  performing  administra- 
tive functions  incident  to  its  field  ac- 
tivities, including  maintenance  of  ac- 
counts, preparation  and  certification  of 
vouchers,  and  auditing  of  invoices  and 
other  documents;  and  performing  neces- 
sary service  functions  required  in  its 
activities. 

(a>  Supply  Centers;  headquarters  and 
areas.  Supply  Center  headquarters  and 
areas  served,  as  df  fined  in  paragraph  <b) 
of  this  section,  are  as  follows: 

( 1 )  New  York,  New  York :  Co«necticut, 
Maine.  Massachusetts.  New  Hampshire, 
Rhode  Island.  Vermont,  New  Jersey,  New 
York  and  Pennsylvania.  A  BranchSup- 
ply  Center  is  located  at  Boston,  Mas.sa- 
chusetts. 

(2>  Cleveland.  Ohio:  Indiana,  Ken- 
tucky, Ohio  and  West  Virginia. 

(3>  Chicago,  Illinois:  Illinois,  Michi- 
gan, Minnesota.  North  Dakota.  South 
Dakota  and  Wisconsin. 

•  4i  Atlanta.  Georgia:  Alabama.  Flor- 
ida, Georgia,  Mi.ssi.s.sippi,  South  Carolina 
and  Tenne.ssee. 

'  5 )  Port  Worth,  Texas :  Arkan.sas,  Lou- 
isiana. Oklahoma  and  Texas. 

<6  •  Kansas  City.  Mi.s.souri:  Iowa.  Kan- 
sas, Mis.souri  and  Nebra.^^ka. 

<7)  Denver,  Colorado:  Colorado,  New 
Mexico.  Utah  and  Wyoming. 

<8)  San  Francisco,  California:  Ari- 
zona. California.  Nevada,  Hawaii  and 
the  Philippine  Islands.  A  Branch  Sup- 
ply Center  Is  located  at  Los  Angeles. 
California. 

<9)  Seattle,  Washington:  Idaho,  Mon- 
tana. Oregon,  Washington  and  Ala.ska. 

(10)  Washington,  D.  C. :  Such  func- 
tions as  are  ordinarily  performed  by  a 
field  office  are  performed  by  the  Wash- 
ington Office  for  Delaware,  Maryland. 
North  Carolina  and  Virginia  and  the 
District  of  Columbia,  Puerto  Rico  and 
the  Virgin  Islands. 

(b>  "Areas  served''  defined.  Areas 
served  by  Supply  Centers  and  the  Wash- 
ington Office  in  its  field  activities  are  the 
geographical  areas  specified  for  each  in 
paragraph  <a)  of  this  section  as  well  as 
areas  within  the  most  economical  trans- 
portation cost  from  each  office.  The 
latter  arrr  <,  are  set  out  in  the  Bureau 
of  Feder;  !  Supply  f.-tock  Catalog,  copies 
of  which  ?.re  available  at  all  offices. 

Sec  3.  Foreign  organization.  To  ac- 
celerate and  facilitate  the  acquisition  of 
strategic  and  critical  materials  from  for- 
eign sources,  the  Bureau  maintains  of- 


2814 

flees  at  Paris.  Prance,  and  Johannes- 
burg. South  Africa.  Each  office  Is  in 
charge  of  a  Manager. 

Sec.  4.  Delegations  of  final  authority. 
Pinal  authority  has  been  delegated  as 
follows  as  to: 

(a)  Contracts  and  agreements.  Award 
and  execution  of  contracts  and  agree- 
ments, including  formal  contracts  and 
agreements,  commitment  or  acceptance 
documents,  notices  of  award,  orders  for 
surplus  personal  property,  and  orders 
for  supplies  or  services  from  Executive 
agencies,  but  not  including  leases  and 
performance  and  exerci.se  of  functions 
and  powers  under  section  201  of  the 
Pirst  War  Powers  Act.  1941  (55  Stat. 
839:  50  U.  S.  C.  App.  611): 

(1)  Washington  Office.  U)  Without 
limitation— Director.  Bureau  of  Federal 
Supply;  Assistant  Director.  Operations; 
Deputy  Director.  Purchase  and  Stores 
•  Branch;  Deputy  Director.  Strategic  and 
Critical  Materials  Branch;  and  Special 
Assistant  to  the  Deputy  Director.  Pur- 
chase and  Stores  Branch. 

(ii )  Not  exceeding  $25,000  for  procure- 
ment purposes — Chief.  Purchase  Divi- 
sion. 

(iil)  Not  exceeding  $15,000  for  pro- 
curement purposes— Chiefs.  Purchase 
Sections. 

(iv)  Not  exceeding  $10,000  for  pro- 
curjemerft  purposes— Assistant  Chiefs, 
Purchase  Sections. 

(V)  Not  exceeding  $2,500  for  procure- 
ment purpo.ses— Chiefs,  Purchase  Sub- 
Sections. 

(vi)  For  sale  of  surplus  property- 
Chief.  Surplus  Property  Division. 

<vii>  Contract  DA-Tp.s-17000  with 
E  B  Badger  &  Sons  Co.— John  J.  Kirby. 
i2»  Field  offices.  (i>  Not  exceeding 
$25.000— All  Managers  of  Supply  Centers, 
(ii)  Not  exceeding  $10,000  for  pro- 
curement purposes— M  anagers  of 
Branch  Supply  Centers;  Chiefs  and  As- 
sistant Chiefs.  Purchase  and  Stores  Di- 
visions; Chiefs  and  A.s.sistant  Chiefs, 
Purcha.se  Divisions;  and  Chiefs,  Pur- 
cha.se  Sections. 

(iii)  Not  exceeding  $1,000  for  procure- 
ment purposes — Purchasing  Officers. 

(3)  Foreign  offices,  (i)  Without  limi- 
tation— Managers. 

(b)  War  pou-ers  functions.  Perform- 
ance and  exercise  of  functions  and  pow- 
ers of  the  Secretary  of  the  Treasury, 
under  section  201  of  the  First  War 
Powers  Act.  1941  and  Executive  Order 
9023   <50  U.  S.  C.  App.  611)  :   Director. 

*  Bureau  of  Federal  Supply;  Assistant  Di- 
rector. Operations;  Deputy  Director, 
Purchase  and  Stores  Branch;  Managers 
of  Supply  Centers. 

(c)  Buu  Arncrican  Act.     Detcrmina- 
/     lions  under  the  Buy  American  Act  (sec. 

2.  47  Stat.  1520;  41  U.  S.  C.  10a •  that 
articles,  materials,  or  .supplies  to  be  used, 
or  tho.se  from  which  they  are  manufac- 
tured, are  not  piincd.  produced,  or  manu- 
factured in  the  United  States  in  suf- 
fici€;nt  and  reasonably  available  com- 
mercial quantities  and  of  a  satisfactory 
quality:  Director.  Bureau  of  Federal 
Supply:  Assistant  Director,  Operations. 
(c'>  Leases.  Award  and  execution  of 
lease;;:  Director,  Bureau  of  Federal  Sup- 
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ply  and  Assistant  Director,  Operations, 
after  approval  by  the  Administrative  As- 
sistant to  the  Secretary. 

(e)  Renegotiation  of  contracts.  The 
authority  conferred  upon  the  Director. 
Bureau  of  Federal  Supply,  by  delegation 
from  the  Secretary  of  the  Treasury  pur- 
suant to  the  Renegotiation  Acts  (56  Stat. 
245:  50  U.  S.  C.  App.  1191  >.  and  the 
authority  of  the  Secretary  of  the  Treas- 
ury relating  to  determination  of  net  re- 
negotiation rebates  under  said  Acts: 
Chief.  Renegotiation  Rebate  Division. 

(f»  Newspaper  adrertisina.  Authority 
to  authorize  the  publication  in  a  news- 
paper of  any  advertisement,  notice  or 
proposal,  pursuant  to  sec.  12.  act  of 
August  2.  1946  (60  Stat.  809;  5  U.  S.  C. 
22a) :  Director,  Bureau  of  Federal  Sup- 
ply. 

(g)  Motor  vehicles:  certificate  of  re- 
lease. Authority  to  sign  Certificates  of 
Release  (Standard  Form  97  ».  evidencing 
transfer  of  title  of  Government-owned 
motor  vehicles  controlled  by  the  Bureau 
of  Federal  Supply  to  private  purchasers: 
Director.  Bureau  of  Federal  Supply; 
Chief.  Office  Services  Division;  Chief. 
District  of  Columbia  Surplus  Property 
Division;  and  Managers  of  Supply 
Centers. 

Sec.  5.  Public  information,  submittals 
and  requests.  The  public,  orally  or  in 
writing,  may  secure  information  from, 
or  make  submittals  or  requests  to.  the 
heads  of  pertinent  local  field  offices,  or 
the  Director,  Bureau  of  Federal  Supply. 
Washington.  D.  C.  concerning  the  or- 
ganization and  operation  of  the  Bureau 
of  Federal  Supply. 

Sec.  6.  Final  opinions  or  orders  and 
rules.  Final  opinions  and  orders  in  the 
adjudication  of  cases,  including  findings 
in  contract  disputes,  and  all  rules  issued 
by  the  Bureau  of  Federal  Supply  are 
available  to  public  inspection.  Request 
to  examine  such  final  opinions  and  or(^er.5 
should  be  addre.ssed  to  the  Director. 
Bureau  of  Federal  Supply.  Washington 
25.  D.  C. 

Sec.  7.  Official  records.  Records 
pertaining  to  contracts  for  the  procure- 
ment of  strategic  and  critical  materials 
deemed  vital  to  the  defense  of  the  United 
States  are  held  confidential  for  reasons 
of  national  security.  All  other  official 
records  of  the  Bureau  of  Federal  Supply 
v.'ill  be  made  available  by  the  Director. 
Bureau  of  Federal  Supply,  to  persons 
properly  and  directly  concerned  for  in- 
spection or  copying,  and  copies  of  such 
records  will  be  provided  upon  payment  of 
costs  of  reproduction.  The.se  records  re- 
late principally  to  the  procurement  of 
supplies  and  services,  the  award,  per- 
formance, payment,  amendment  and 
termination  of  contracts,  and  the  dis- 
posal of  forfeited  distilled  spirits  and 
surplus  personal  property. 

Dated:  May  23.  1949. 

I  SEAL]  Clifton  E.  M.^cK. 

Director.  Bureau  of  Federal  Supply ■ 

\r    n.    Doc.   49   '248;    Filed.    May   20.    1949; 
CjJ  a.  m.) 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 
[Transfer    Order    37 1 

Order  Transferring  From  Department 
OF  THE  Army  to  Department  of  the 
Air  Force  Exchange  Service  Func- 
tions 

Pursuant  to  the  authority  ve.sted  in 
me  by  the  National  Security  Act  of  1947 
(act  of  July  26.  1947;  Pub.  Law  253.  80th 
Cong.)  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein, 
it  is  hereby  ordered  as  follows: 

1.  There  are  hereby  transferred  to  and 
vested  in  the  Secretary  of  the  Air  Force 
and  the  Department  of  the  Air  Force  all 
functions,  powers  and  duties  relating  to 
exchange  service  activities,  insofar  as 
they  may  pertain  to  the  Department  of 
the  Air  Force  or  the  United  States  Air 
Force  or  their  property  and  per.sonnel. 
which  are  vested  in  the  Secretary  of  the 
Army  or  the  Department  of  the  Army 
or  any  officer  of  that  Department,  in- 
cluding functions,  powers  and  duties 
under  the  following  laws  and  parts  of 
laws,  as  limited  by  other  laws,  parts  of 
laws,  and  Executive  orders,  whether  or 
not  specifically  .set  forth  herein: 

a.  Act  of  July   16.   1892.  ch.   195    (27 
Stat.  178;  10  U.  S.  C.  1335 « . 

b.  Act  of  October  9.  1940,  sec.  3  (54 
Stat.  1060;  4  U.  S.  C.  15 ». 

c.  Act  of  June  24.  1948.  ch.  632,  sec.  3 
(62  Stat.  647 >. 

d.  All  other  laws,  parts  of  laws,  in- 
cluding applicable  provisions  of  Appro- 
priation Acts,  and  Executive  orders 
which  vest  in  the  Secretary  of  the  Army 
or  the  Department  of  the  Army  or  any 
officer  of  that  Department,  functions, 
powers  and  duties  relating  to  exchange 
service  activities  insofar  as  they  pertain 
to  the  Department  of  the  Air  Force  or 
the  United  States  Air  Force  or  their 
property  and  per.sonnel. 

2.  All  nonappropriated  funds  pertain- 
ing to  exchange'.service  activities  shall  be 
the  joint  funds  of  the  Department  of  the 
Army  and  the  Department  of  the  Air 
Force.  The  Secretary  of  the  Army  and 
the  Secretary  of  the  Air  Force  are  au- 
thorized jointly  to  determine  from  time 
to  time  the  respective  interests  of  the  two 
Departments  in  such  funds  and  to  make 
such  divLsion  thereof  as  they  may  mutu- 
ally agree  upon. 

3.  The  Secretary  of  the  Army  and  the 
Secretary  of  the  Air  Force  are  authorized 
jointly  to  operate  exchange  service  ac- 
tivities and  to  rdminister  the  nonappro- 
priated funds  pertaining  thereto  in  ac- 
cordance with  such  regulations  as  they 
may  jointly  issue. 

4.  It  is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

5.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force  or  their  repre- 
sentatives are  hereby  authorized  to  issue 
such  orders  as  may  be  necessary  to  effec- 
tuate the  purposes  of  this  order.    In  this 


Friday,  May  27,  1949 

respect,  the  transfer  of  such  related  per- 
sonnel, property,  records,  installations, 
agencies,  activities,  and  projects  as  the 
Secretaries  of  the  Army  and  the  Air 
Pbrce  shall  from  time  to  time  jointly 
determine  to  be  necessary.  Is  authorized. 
6.  This  order  shall  be  effective  as  of 
12:00  noon.  May  14.  1949. 


May  14.  1949. 


Louis  Johnson, 
Secretary  of  Defense. 


|F.    R.    Doc.    49-4237;    Filed,   May    26.    1949; 
8:50  a.  m  ) 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management 

California 

noticb  for  filing  objections  to  order 
withdrawing  public  lands  for  use  of 
department  of  the  army  for  flood 
control  purposes  ' 

For  a  period  of  30  days  from  the  date 
of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  in  writing, 
Kliould  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  In  dupli- 
cate In  the  Department  of  the  Interior, 
Washington  25.  D.  C.  In  case  any  ob- 
jection Is  filed  and  the  nature  of  the 
opposition  is  such  as  to  warrant  It,  a 
public  hearing  will  be  held  at  a  con- 
venient time  and  place,  which  will  be 
announced,  where  opponents  to  the  order 
may  state  their  views  and  where  the 
proponents  of  the  order  can  explain  Its 
purpose.  Intent,  and  extent.  Should  any 
objection  be  filed,  whether  or  not  a  hear- 
ing Is  held,  notice  of  the  determination 
by  the  Secretary  as  to  whether  the  order 
Rhould  be  rescinded,  modified  or  let  stand 
will  be  given  to  all  Interested  parties  of 
record  and  the  general  public. 

C.  GiRARD  Davidson. 
Assistant  Secretary  of  the  Interior. 

May  20.  1949. 

|P.    R.    Doc.    49-4213:    Filed.    May    26,    1949; 
8:45  a.  m] 


Alaska 

notice  for  filing  objections  to  order 
withdrawing  public  lands  for  use  of 
department  of  the  army  for  military 
purposes  ' 

For  a  period  of  60  days  from  the  date 
Of  publication  of  the  above  entitled  order, 
persons  having  cause  to  object  to  the 
terms  thereof  may  present  their  objec- 
tions to  the  Secretary  of  the  Interior. 
Such  objections  should  be  In  writing, 
should  be  addressed  to  the  Secretary  of 
the  Interior,  and  should  be  filed  in  dupli- 
cate in  the  Department  of  the  Interior, 
Washington  25,  D.  C.  In  case  any  objec- 
tion Is  filed  and  the  nature  of  the  opposi- 

•  See  P.  R  Doc.  49-4212.  Title  43,  Chapter  I. 
Appendix,  supra. 

^  See  P.  R.  Doc.  «-4214.  TlUe  43.  Chapter  I. 
AppendU.  $upra. 
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tlon  Is  such  as  to  warrant  It,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  the  proponents  of 
the  order  can  explain  Its  purpose.  Intent, 
and  extent.  Should  any  objection  be 
filed,  whether  or  not  a  hearing  is  held, 
notice  of  the  determination  by  the  Secre- 
tary as  to  whether  the  order  should  be 
rescinded,  modified  or  let  stand  will  be 
given  to  all  Interested  parties  of  record 
and  the  general  public. 

J.  A.  Krug, 
Secretary  of  the  Interior. 

May  23.  1949. 

[F.    R.    Doc.    49-4215;    Filed.    May    26,    1949; 
8:45  a.  m.\ 


CIVIL  AERONAUTICS  BOARD 

Proposed  Annex  7  to  the  Convention 
ON  Inter^-ational  Civil  Aviation. 
"Aircraft  Nationality  and  Registra- 
tion Marks" 

The  Pureau  of  Safety  Regulation  of 
the  Civil  Aeronautics  Board  hereby  pub- 
lishes for  the  Information  of  interested 
persons  the  complete  text  of  Annex  7  to 
the  Convention  on  International  Civil 
Aviation.  "Aircraft  Nationality  and  Reg- 
istration Marks." 

On  February  8.  1949.  the  ICAO  Coun- 
cil adopted  Annex  7  as  an  International 
standard.  As  provided  In  the  Conven- 
tion, adoption  of  this  document  followed 
the  democratic  procedure  of  submission 
to  vote  of  the  member  states  on  the 
Council  and  was  favored  by  more  than 
the  required  two-thirds  of  such  states. 
Pursuant  to  Article  90  of  the  Convention. 
It  is  now  being  submitted  for  considera- 
tion by  each  member  state,  and,  if  It 
should  be  disapproved  In  whole  or  in  part 
by  a  majority  of  such  states,  the  Annex 
or  any  part  thereof  would  have  no  fur- 
ther effect. 

The  Council  has  established  July  1, 
1949.  as  the  date  prior  to  which  notice 
of  disapproval  shall  be  given.  Annex  7. 
or  such  parts  thereof  as  are  not  disap- 
proved by  a  majority  of  member  states, 
will  come  into  force  as  follows: 

(a)  On  October  1,  1949,  with  respect 
to  aircraft  being  registered  for  the  first 
time  on  or  after  that  date,  and 

<b)  On  January  1.  1951.  with  respect 
to  all  other  aircraft. 

Even  if  not  disapproved  as  provided 
In  Article  90,  there  is  still  open  to  indi- 
vidual states  the  course  of  filing  notice 
with  ICAO  of  their  Intention  to  retain 
different  rules  than  those  provided  in 
the  Annex.  August  1.  1949,  has  been 
established  as  the  date  prior  to  which 
notice  of  national  differences  from  the 
International  standards  shall  be  filed. 

The  complete  text  of  Annex  7  is  being 
presented  for  the  consideration  of  inter- 
ested persons  in  order  that  the  Bureau 
may  be  advised  fully  as  to  the  part  or 
parts  of  the  Annex  which  would  impose 
an  undue  burden  on  owners  and  oper- 
ators of  United  States  registered  aircraft 
or  which  would  otherwise  be  unsuitable 
for  the  regulation  of  such  aircraft.  In 
preparing  comments,  it  should  be  noted 
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that  under  Article  12  of  the  Convention 
the  United  States  is  under  obligation  to 
"keep  its  own  regulations  •  •  • 
uniform,  to  the  greatest  possible  extent, 
with  those  established  ♦  •  •  under 
the  Convention." 

The  comments  received  by  the  Bureau 
will  be  considered  in  formulating  the  po- 
sition to  be  taken  by  the  Board  with  re- 
spect to  disapproval  of  the  Annex  In 
whole  or  in  part.  In  order  that  such 
comments  may  be  fully  studied  prior  to 
formulation  of  the  Boards  position,"  it  is 
requested  that  they  be  sent  to  the  Bureau 
of  Safety  Regulation.  Civil  Aeronautics 
Board.  Washington  25,  D.  C,  prior  to 
June  10,  1949. 

The  Bureau  will  also  utilize  the  com- 
ments it  receives  in  considering  any  dif- 
ferences from  Annex  7.  notice  of  which 
may  appear  to  be  desirable  for  filing  with 
ICAO,  and  in  formulating  any  amend- 
ments to  the  Civil  Air  Regulations  which 
may  be  necessary  or  desirable.  It  will  be 
noted,  however,  that  amendments  to  the 
Civil  Air  Regulations  will  be  adopted 
only  upon  compliance  with  the  provi- 
sions of  the  Administrative  Procedure 
Act. 

(Sec.  205  (a).  52  Stat.  984;  49  U.  S.  C. 
425  (a)) 

Dated  May  18.  1949.  at  Washington, 
D.  C. 

By  the  Bureau  of  Safety  Regulation. 

I  seal]  John  M.  Chamberlain, 

Director. 

Annex  7  to  the  Convention  on 
International  Civil  Aviation 

standards  and  recommended  practices; 
aircraft  nationality  and  registration 
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1  Definitions. 

2  Nationality  and  regiatratlon  marks  to  be 

used. 
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3.1  General. 

3.2  Llghter-than-alr  aircraft. 

3  3     Heavler-than-alr  aircraft. 

4  Measurements  of  nationality  and  regis- 

tration marks. 
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5  Type  of  characters  for  nationality  and 
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marks. 
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8  Identification  plate. 

Historical  Introduction 

At  Chicago  in  November  1944,  the  In- 
ternational Civil  Aviation  Conference,  at 
which  fifty-two  States  were  represented, 
drew  up  an  Interim  Agreement  on  Inter- 
national Civil  Aviation  and  a  Convention 
on  International  Civil  Aviation  that  was 


'It  will  be  noted  that  the  United  SUtes 
poflltion  on  approval  or  disapproval  of  an 
Annex  is  ultimately  developed  through  the 
medium  of  the  Air  Coordinating  Committee 
on  which  the  Board  Is  represented. 
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to  supersede  It.  The  Conference  fur- 
ther prepared  draft  technical  annexes  to 
the  Convention  and  resolved  that  they 
should  be  accepted  as  models  of  scope 
and  arrangement  to  be  studied  by  par- 
ticipating States  who  undertook  to  sub- 
mit comments  on  them  by  May  1.  1945. 
The  comments  were  to  be  considered  by 
technical  committees  established  by  the 
Provisional  International  Civil  Aviation 
Organization  and  the  Annexes,  in  their 
final  form,  accepted  for  attachment  to 
the  Convention.  Meanwhile.  States  of 
the  world  were  urged  to  accept  the  recom- 
mended practices  contained  in  the  draft 
technical  annexes  as  those  toward  which 
the  national  practices  of  the  several 
State-s  should  be  directed  as  rapidly  and 
as  far  as  might  prove  practicable. 

The    Provisional    International    Civil 
Aviation   Organization   was   formed   on 
June  6.  1945.  and  the  Interim  Council 
convened  on  August  15.  1945.     It  imme- 
diately began  to  Improve  the  technical 
annexes  by  preparing  PICAO's  Recom- 
mendations for  Standards,  Practices  and 
Procedures  drafted  In  meetings  by  tech- 
nical experts  from  Member  States  and 
International  organizations.    The  meet- 
ings were  those  of  subcommittees,  the 
nomenclature  of  which  was  subsequently 
changed  to  Divisions  of  the  Air  Naviga- 
tion Committee.     Divisions  dealing  with 
Rules  of  the  Air  and  Air  Traffic  Control, 
Communications    and    Radio    Aids    to 
Navigation,     Meteorology,     Aerodromes, 
Air  Routes  and  Ground  Aids,  Search  and 
Rescue,  Accident  Investigation.  Person- 
nel Licensing.  Operating  Practices.  Air- 
worthiness and  Aircraft  Nationality  and 
Registration  Marks   all   met   twice,   the 
Aeronautical  Maps  and  Charts  Division 
met  three  times  and  the  Special  Radio 
Technical   Division    met    once.     Under 
ICAO.  each  of  the  following  Divi-sions 
has  held  a  further  session :  Rules  of  the 
Air  and  Air  Traffic  Control,  Aerodromes. 
Air  Routes  and  Ground  Aids.  Personnel 
Licensing,      Aeronautical      Maps      and 
Charts,  and  Communications  and  Radio 
Aids  to  Navigation. 

The  Divisions  were  aided  in  improving 
their  recommendations  by  the  comments 
of  technical  experts  repr^enting  both 
Member  and  non-member  States  of  the 
Organization  and  other  international 
organizations  at  seven  Regional  Air  Nav- 
igation Meetings  and  several  special 
meetings'.  Moreover,  the  technical  ex- 
perts and  administrative  authorities  of 
all  States  were  accorded  three  months  in 
which  to  scrutinize  and  comment  upon 
the  Recommendations  of  each  Division. 
Meanwhile,  under  the  Interim  Agree- 
ment. Member  States  undertook  to  ap- 
ply as  rapidly  as  pos.sible  in  their  na- 
tional civil  aviation  practices  the  PICAO 
Recommendations  for  Standards.  Prac- 
tices and  Procedures. 

ICAO  came  into  being  on  April  4.  1947. 
On  June  20.  1947,  the  ICAO  Council 
recommended  that  Contracting  States 
should  continue  to  apply  in  their  national 
civil  aviation  practices  the  Recommen- 
dations for  Standards  and  Recommended 
Practices  of  PICAO  and  that  they  should 
similarly  apply.  Insofar  as  uiky  indi- 
vidually considered  it  advisable  and  ap- 
propriate, the  divisional  recommenda- 
tions on  which  the  Council  had  not  yet 
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acted.    Many  Contracting  States  made 
progress  in  this  direction. 

The  First  Assembly  of  ICAO  expressed 
general  satisfaction  with  the  Recom- 
mendations for  Standards,  Practices  and 
Procedures  proposed  by  the  Divisions,  but 
decided  to  rename  them  henceforth  In- 
ternational Standards  and  Recommended 
Practices.  It  resolved  (Resolution  Al- 
33)  that  the  Council  should  examine 
them  in  the  light  of  the  definitions  al- 
ready promulgated  and  of  the  comments 
of  Contracting  States  and  should  adopt, 
as  soon  as  practicable,  those  on  which 
substantial  agreement  had  been  reached. 
Recommendations  that  failed  to  meet 
these  requirements  should  be  referred  to 
the  Technical  Divisions. 

Clarification  was  necessary  between 
Articles  38  and  90  of  the  Convention  and 
there  was  uncertainty  when  Standards 
would  come  into  effect  and  when  Con- 
tracting States  would  comply  with  them 
or  give  notice  of  non-compliance.  It 
was  considered  that  Contracting  Stales 
should  have  reasonable  time  to  imple- 
ment a  Standard  after  learning  that  It 
had  become  effective  under  Article  90. 
It  was  also  recognized  that  the  time  re- 
quired would  not  be  the  same  for  all 
Standards.  Accordingly,  the  Council 
adopted  the  following  Resolution  on  July 
1. 1947: 

The  Council  resolves  that  it  shall: 

(1)  EstablUh  a  date,  normally  ninety  (90) 
days  after  the  date  of  submission  by  the 
Council,  after  which  States  may  no  longer 
notify  disapproval  under  Article  90; 

(2)  Establish  a  further  date  by  which  In- 
ternational Standards  and  Recommended 
Practices  shall  be  applied  by  Contracting 
States.  In  establishing  this  date  the  Coun- 
cil shall  take  into  consideration  the  prob- 
lems Involved  in  each  Instance,  the  com- 
ments of  Contracting  StP.es.  and  the  recom- 
mendations made  by  appropriate  ICAO  meet- 
ings; 

(3)  Establish  a  date  prior  to  which  States 
unable  to  comply  are  expected  to  give  noti- 
fication to  that  eflTect.  This  date  shall  be 
sufficiently  In  advance  of  the  date  set  for 
application  of  the  Standards  to  enable  noti- 
fication of  non-compliance  to  reach  ICAO 
from  the  States  concerned,  to  be  circulated 
by  ICAO  to  other  Contracting  States,  and  to 
bo  circulated  by  Contracting  States  to  those 
concerned. 

As  requested  by  certain  States  at  the 
First  Assembly,  the  Air  Navigation  Com- 
mittee established  tentative  dates  on 
which  it  would  review  the  several  Divi- 
sions' recommendations.  These  dates 
were  communicated  to  all  Contracting 
States  in  September  1947. 

The  First  Assembly  having  adopted  In 
Resolution  Al-31  the  definitions  at  the 
beginning  of  the  Preamble,  the  Air  Navi- 
gation Committee  guided  by  those  defi- 
nitions reviewed  and  coordinated  the 
Divisional  Recommendations,  taking  ac- 
count of  the  comments  of  Contracting 
States,  of  Regional  Air  Navigation  Meet- 
ings and  of  the  Secretariat.  The  Inter- 
national Standards  and  Recommended 
Practices,  that  the  Council  has  adopted, 
accord  as  nearly  as  pos.sible  with  the 
wording,  phraseologies  and  format  pro- 
posed by  the  Divisions. 

As  aviation  develops,  the  Divisioas  will 
improve  and  add  to  the  International 
Standards,  and  Recommended  Practices 
whicli  today  constitute  considerable  in- 


ternational agreement  painstakingly 
reached  after  over  three  years  of  tech- 
nical discussion.  Improvements  can 
only  be  made  after  Contracting  States 
have  had  practical  experience  of  apply- 
ing principles  common  to  all  Contract- 
ing States.  The  texts  of  the  Interna- 
tional Standards  and  Recommended 
Practices  provide  such  principles  for  in- 
corporation into  the  regulations  and  ad- 
ministrative practices  of  each  Contract- 
ing State. 

Preambli 

This  document  contains  Standards 
and  Recommended  Practices  pursuant 
to  Article  37  of  the  Convention  on  Inter- 
national Civil  Aviation  (Chicago  1944  >. 
These  Standards  and  Recommended 
Practices,  adopted  by  the  Council,  be- 
come effective  in  accordance  with  the 
Resolution  found  in  the  paragraph  en- 
titled "Adoption  of  Annex", 

DEFINITIONS 

In  order  to  ensure  uniform  interpreta- 
tion of  the  terms  "Standards"  and  "Rec- 
ommended Practices",  which  are  not 
specifically  defined  in  the  Convention, 
the  Council  has  promulgated  the  follow- 
ing definitions  which  apply  to  this 
Annex : 

Standard.  Any  specification  for 
physical  characteristics,  configuration, 
materiel,  performance,  personnel  or  pro- 
cedure, the  uniform  application  of  which 
is  recognized  as  necessary  for  tHe  safety 
or  regularity  of  International  air  naviga- 
tion and  to  which  Contracting  States 
will  conform  in  accordance  with  the  Con- 
vention; in  the  event  of  impo.ssibllity 
of  compliance,  notification  to  the  Council 
is  compulsory  under  Article  38. 

Recommended  practice.  Any  speci- 
fication for  physical  characterl-stics.  con- 
figuration, materiel,  performance,  per- 
sonnel or  procedure,  the  uniform  applica- 
tion of  which  is  recognized  as  desirable 
in  the  Interest  of  safety,  regularity  or 
efficiency  of  international  air  navigation, 
and  to  which  Contracting  States  will 
endeavour  to  conform  in  accordance  with 
the  Convention. 

"Notes"  which  do  not  alter  the  mean- 
ing of  the  Standards  and  Recommended 
Practices  have  been  Included  wherever 
It  was  necessary  to  clarify  an  intention,  to 
stress  a  particular  point  or  to  indicate 
that  a  particular  question  is  under  study. 

ADOPTION   or   ANNEX 

The  Standards  and  Recommended 
Practices  for  Aircraft  Nationality  and 
Registration  Marks  are  an  outcome  of 
Article  37  of  the  Convention  which  pro- 
vides (inter  alia)  that  the  "International 
Civil  Aviation  Organization  shall  adopt 
and  amend  from  time  to  time,  as  may  be 
necessary.  International  standards  and 
recommended  practices  and  procedures 
dealing  with  •  •  •  registration  and 
identification  of  aircraft". 

The  Council,  at  the  sixth  meeting  of 
its  Sixth  Session  held  on  February  8, 
1949,  adopted  the  following  resglution: 

Whereaa  Articles  37  and  54  (1)  of  the 
Convention  on  International  Civil  Aviation 
provide  for  the  adoption  of  International 
standards  and  recommended  practices  (In- 
cluding procedures)  and  their  deslgiuktlon  as 
annexes;  and 
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Whereas  Article  WO  provides  for  the  pro- 
cedure for  adoption  by  the  Council  of  the 
annexe*  referred  to  In  Article  M  ( 1) ;  for  the 
submission  thereof  to  Contracting  States 
and  for  regUtratlon  of  disapproval  thereof; 
and 

Whereas  the  Council  has  understood  that 
the  'differences"  to  be  notified  pursuant  to 
Article  38  should  cover  non-compliance  in 
any  respect  with  an  international  standard 
and  any  difference  between  any  practice  or 
regulation  of  a  State  and  the  practice  estab- 
lished by  an  international  standard,  on  all 
those  subjects  In  respect  of  which  ICAO  may 
adopt  standards  under  Article  37; 

Now,  therefore,  the  Council  at  a  meeting 
called  for  the  purpose  hereby  adopts  on 
February  8,  1949,  the  International  stand- 
ards and  recommended  practices  contained 
in  the  attached  document  entitled  "Stand- 
ards and  Recommended  Practices  for  Aircraft 
Nationality  and  Registration  Marks"  and 
designates  them  as  "Annex  7"  to  the  Con- 
vention; and  the  Council  further  resolves 
that: 

(1)  The  above-mentioned  Annex  together 
with  a  copy  of  this  resolution  be  submitted 
forthwith  to  each  Contracting  State; 

(2)  Any  Contracting  State  may  register 
with  the  Council  not  later  than  July  1,  1946, 
Us  disapproval  of  the  said  Annex  or  any 
part  thereof; 

(3)  If  on  July  1.  1949,  a  majority  of  the 
Contracting  States  have  not  registered  their 
disapproval  of  the  said  Annex,  It  shall  'hen 
become  effective; 

(4)  If  any  part  or  parts  of  the  said  Ann^x 
have  been  disapproved  by  a  majority  of  the 
Contracting  States  on  July  1,  1949  then  only 
such  parts  thereof  as  have  not  been  so  dib- 
approved  shall  become  effective; 

(6)  In  the  event  that  any  part  or  parts 
of  the  said  Annex  do  not  become  effective  by 
reason  of  such  disapproval,  they  shall  be 
deleted  therefrom; 

(«5)  The  said  Annex  (In  whole  or  In  part, 
as  hereinbefore  provided  i  shall  come  into 
force  and  be  Implemented  as  follows: 

(a)  With  respect  to  aircraft  being  regis- 
tered for  the  first  time  on  C)ctol)er  1.  1949; 

(b)  With  respect  to  all  other  aircraft  on 
January   1,    1951. 

(7)  The  becoming  effective  of  the  said 
Annex  shall  forthwith  be  notified  to  each 
Contracting  State,  and  each  State  shall  also, 
•t  the  same  time,  be  notified: 

(a)  Of  the  said  dates  upon  which  the  said 
Annex  shall  come  Into  force; 

(b)  That  on  or  before  Augu:  t  1,  1949,  each 
Contracting  State  should  notify  th»  Organl- 
eatlon  of  any  difference  as  defined  in  the 
preamble  hereto,  which  will  exist  on  October 
1,  1949.  between  any  of  lU  own  practices  and 
thoae  established  by  the  said  International 
standards  contained  In  the  said  Annex,  In 
order  to  enable  the  Organization  to  notify 
all  Contracting  States  thereof; 

(c)  That  any  difference,  which  occurs  after 
October  1,  1949.  shall  be  Immediately  noil- 
fied  to  the  Organization. 

LANGUAGE 

The  following  is  the  text  of  a  re.«;olu- 
tlon  adopted  by  the  Council  on  April 
13,  1948,  at  the  22d  meeting  of  Its  Third 
Session,  and  modified  on  December  6. 
1948.  at  the  25th  meeting  of  its  Fifth 
Session. 

The  Council  resolves  that: 

(1)  Annexes  to  the  Convention  on  Inter- 
national Civil  Aviation  be  adopted  by  the 
CouncU  In  English; 

(2)  The  English  text,  so  adopted,  to- 
gether with  the  texts  In  French  and  Spanish 
hs  prepared  by  the  Secretariat,  be  trans- 
mitted  by  the  Council  to  each  Contracting 
State  for  the  purpose  hereinafter  set  forth; 
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(3)  «ach  Contracting  8Ute  be  Invited  to 
notify  the  Organization,  not  later  than  the 
date  »et  for  registering  disapproval  of  a 
particular  Annex  or  any  part  thereof,  of  the 
text  selected  by  that  State  as  ite  official 
text  for  the  purpose  of  national  implementa- 
tion (Including  translation  Into  its  own  na- 
tional language  If  necessary)  of  the  said 
Annex  or  part  thereof  and  for  any  other 
effects  provided  for  In  the  Convention. 

EDITORIAL   NOTE. 

The  following  practice  has  been  ad- 
hered to  in  order  to  indicate  at  a  glance 
the  status  of  each  statement;  Standards 
have  been  printed  in  large  type;  Recom- 
mended Practices  have  beerT  printed  in 
small  type,  the  status  being  Indicated  by 
the  prefix  Recommendation.  Notes  have 
been  printed  in  small  type,  the  status 
being  indicated  by  the  prefix  Note. 

Throughout  this  Annex,  measure- 
ments are  given  in  the  metric  system 
followed  in  parentheses  by  correspond- 
ing measurements  In  the  foot-pound 
system. 

Any  reference  to  a  portion  of  this 
document,  which  is  identified  by  a  num- 
ber. Includes  all  subdivisions  of  such 
portion. 

1    Definitions. 

When  the  following  terms  are  used  In 
the  Standards  and  Recommended  Prac- 
tices for  Aircraft  Nationality  and  Regis- 
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tratlon  Marks,  they  shall  have  the  fol- 
lowing meanings: 

Aeroplane.  A  power-driven  heavier- 
than-air  aircraft,  deriving  Its  lift  in 
flight  chiefly  from  aerodynamic  reac- 
tions on  surfaces  which  remain  fixed 
under  given  conditions  of  flight. 

Aircraft.  Any  machine  that  can  de- 
rive support  in  the  atmosphere  from  the 
reactions  of  the  air.  (See  Classification 
of  Aircraft  in  table  L) 

Airship.  A  power-driven  lighter-than- 
alr  aircraft. 

Balloon.  A  non-power-drlven  llght- 
er-than-alr  aircraft. 

Fireproof  material.  A  material  capa- 
ble of  withstanding  heat  as  well  as  or 
better  than  steel  when  the  dimensions  In 
both  cases  are  appropriate  for  the  spe- 
cific purpo.'^e. 

Glider.  A  non-power-driven  heavler- 
than-air  aircraft,  deriving  Its  lift  In  flight 
chiefly  from  aerodynamic  reactions  on 
surface.s  which  remain  flxed  under  given 
conditions  of  flight. 

Gyroplane.  A  heavier-than-air  air- 
craft supported  In  flight  by  the  reactions 
of  the  air  on  one  or  more  rotors  which 
rotate  freely  on  substantially  vertical 
axes. 

Heavier-than-air  aircraft.  Any  air- 
craft deriving  its  lift  In  flight  chiefly  from 
aerodynamic  forces. 


Table  I— CL.*wiFirATiox  or  AmcRAfT 


Aircraft. 


Linliicr-than-sir  aircraft. 


H«vkr-fhan-alr 
iThfl. 


air- 


VoniKiwer  driven  bal- 
loon. 


Power  driven. 


Nonpower  driven. 


'  ( Free  balloon |^J>heriral  fre*  {balloon 

]  l.Niiii.<ph<riCHl  fret  balloon. 

'Spheriral  captive  l>all<xjn. 


[Captive  balloon 


-f 


'ower  driven. 


.Vonspherical 

loon.  I 
Rigid  itirshlp. 

Airship '•{Semlripid  Bin;hip. 

.(NonriKid  Hin^liin. 

lOlider I/Ijind  plider. 

{  1 1  Sen  glider.' 

Kite*  |(l>.Hndplane.« 

'.\eroplane ^Seaplane.' 

ilAmiihihian.' 

)L.and  gyroplane.' 
Sea  gynii.Juiit^  « 


captive    bal 


,   .^mphihimi  gyroplane." 

)lAn<l  helieopKr.' 
S«a  heli«.pt<r.« 
Amphibian  helicopter.' 
J  (Land  omitbopt^r.' 

lOrnithoptcr ■j.'^ea  omithopur." 

jlAraphihiuii  ornilhopter.' 


'  (Jencrally  d»sign:Ut<l  •'kite-balloon." 

I  "^■•'•al"  or  ■■boat"  may  U-  added  as  appropiiaie. 

•  Includes  aircraft  e(|iiip|M-<l  with  ski-tvi>e  laii<ling  gear 

•  >(>r  I  he  puriKi.se  of  nmipUteness  only. 

Helicopter.  A  heavier-than-air  air- 
craft supported  in  flight  by  the  reactions 
of  the  air  on  one  or  more  power-driven 
rotors  on  substantially  vertical  axes. 

Lighter-than-air  aircraft.  Any  air- 
craft supported  chiefly  by  Its  buoyancy 
in  the  air. 

Ornithopter.  A  heavier-than-air  air- 
craft supported  in  flight  chiefly  by  the 
reactions  of  the  air  on  planes  to  which  a 
flapping  motion  is  Imparted. 

State  of  registry.  The  State  on  whose 
register  the  aircraft  Is  entered. 

2  Nationality  and  registration  marks 
to  be  u.'icd. 

2.1  The  nationality  and  registration 
marks  appearing  on  the  aircraft  shall 
consist  of  a  group  of  characters. 

2.2  The  nationality  mark  shall  pre- 
cede the  registration  mark.  When  the 
first  character  of  the  registration  mark 
is  a  letter  It  shall  be  preceded  by  a 
hyphen. 


(substitute  "ski"  for  "land"). 

2.3  The  nationality  mark  shall  be  se- 
lected from  the  series  of  nationality  sym- 
bols included  in  the  radio  call  signs  as- 
signed to  the  State  of  Registry  by  the 
International  Telecommunications  Reg- 
ulations. The  nationality  marks  selected 
shall  be  notified  to  ICAO. 

2.4  The  registration  mark  shall  be 
letters,  numbers,  or  a  combination  of  let- 
ters and  numbers,  and  shall  be  that  as- 
signed hy  the  State  of  Registry. 

2.5  When  letters  are  used  for  the  reg- 
istration mark,  combinations  shall  not 
be  u.sed  which  might  be  confused  with 
the  five-letter  combinations  used  in  the 
International  Code  of  Signals,  Part  II. 
the  three-letter  combinations  beginning 
with  Q  used  in  the  Q  Code,  and  with  the 
distress  signal  SOS.  or  other  similar  ur- 
gent signals,  for  example  XXX.  PAN  and 
TTT. 

Note:  Por  reference  to  these  codes  see  the 
currently  effective  International  Telecom- 
munications Regulations. 
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3  Location  of  nationality  and  regis- 
tration marks. 

3.1  General.  The  nationality  and 
registration  marks  shall  be  painted  on 
the  aircraft  or  shall  be  affixed  by  any 
other  means  ensuring  a  similar  degree 
of  permanence.  The  marks  shall  be  kept 
clean  and  visible  at  all  times. 

3.2  Lighter -than-air  aircraft. 

3.2.1  Airships.  The  marks  on  an  air- 
ship shall  appear  either  on  the  hull,  or 
on  the  stabilizer  surfaces.  Where  the 
marks  appear  on  the  hull,  they  shall  be 
located  lengthwise  on  each  side  of  the 
hull  and  also  on  Its  upper  surface  on  the 
line  of  symmetry.  Where  the  marks 
appear  on  the  stabilizer  surfaces,  they 
shall  appear  on  the  horizontal  and  on  the 
vertical  stabilizers;  the  marks  on  the 
horizontal  stabilizer  shall  be  located  on 
the  right  half  of  the  upper  surface  and 
on  the  left  half  of  the  lower  surface,  with 
the  tops  of  the  letters  and  numbers  to- 
ward the  leading  edge;  the  marks  on  the 
vertical  stabilizer  shall  be  located  on 
each  side  of  the  bottom  half  stabilizer, 
with  the  letters  and  numbers  placed 
horizontally. 

3.2.2  Spherical  balloons.  The  marks 
on  a  spherical  balloon  shall  appear 
in  two  places  diametrically  opposite. 
They  shall  be  located  near  the  maximum 
horizontal  circumference  of  the  balloon. 

3.2.3  Nonspherical  balloons.  The 
marks  on  a  nonspherical  balloon  shall 
appear  on  each  side.  They  shall  be 
located  near  the  maximum  cross-section 
of  the  balloon  Immediately  above  either 
the  rigging  band  or  the  points  of  at- 
tachment of  the  basket  suspension 
cables.  \ 

3.2.4  All  lighter-than-txir  aircraft. 
The  side  marks  on  all  lightter-than-air 
aircraft  shall  be  visible  both  from  the 
slde.s  and  from  the  ground. 

3.3    Heavier-than-air  aircraft. 

3.3.1  Wings.  On  heavier-than-air 
aircraft  the  marks  shall  appear  once  on 
the  upper  surface  of  the  wing  structure 
and  once  on  the  lower  surface  of  the  wing 
structure.  They  shall  be  located  on  the 
right  half  of  the  upper  surface  and  on 
the  left  half  of  the  lower  surface  of  the 
wing  structure  unless  they  extend  across 
the  whole  of  both  the  upper  and  the  lower 
Surface  of  the  wing  structure.  So  far  as 
w  possible  the  marks  shall  be  located 
equi-distant  from  the  leading  and  trail- 
ing edges  of  the  wings.  The  tops  of  the 
letters  and  numbers  shall  be  toward  the 
leading  edge  of  the  wing. 

3.3.2  Fuselage  wr  equivalent  struc- 
ture) and  vertical^surfaces.  On  heavier- 
than-air  aircraft  the  marks  shall  appear 
either  on  each  side  of  the  fuselage  (or 
equivalent  structure)  between  the  wings 
and  the  tail  surface,  or  on  the  upper 
halves  of  the  vertical  tail  surfaces. 
When  located  on  a  single  vertical  tail  sur- 
face they  shall  appear  on  both  sides. 
WUen  located  on  multlvertical  tail  sur- 
faces they  shall  appear  on  the  outboard 
sides  of  the  outer  surfaces. 

3.3.3  Special  cnses.  If  a  heavier- 
than-air  aircraft  does  not  possess  parts 
corresponding  to  those  mentioned  In 
3.3.1  and  3.3.2.  the  marks  shall  appear  In 
a  manner  such  that  the  aircraft  can  be 
Identified  readily. 


NOTICES 

4    Measurements  of  nationality  and         «•  Aircraft  Serial  No 

registration  marks.  J-  ;»'";  °'  °7lVnVr 

"         .  ^^  .  1.         .  i_  _^ B.  Audress  oi  owner 

The  letters  and  numbers  in  each  sep-  ^    j^  j^  ^^^^^^  certified  that  the  above 

arate  group  of  marks  shall  be  of  equal  described  aircraft  haa  been  duly  entered  on 

height.  the  register  of In  accordance 

4.1  Lighter -than-air  aircraft.  The  with  the  convention  on  international  Civil 
height  of  the  marks  on  llghter-than-alr  Aviation  dated  December  7th  1944  and  with 
aircraft  shall  be  at  least  50  centimetres      the  t 

(20  inches).  ^        (Signature) 

4.2  Heavier-than-air  aircraft.  ,  "*'^*  °^  '^"* 

4.2.1  Wings.   The  height  of  the  marks  - ■" " 

on  the  wings  of  heavier-than-air  air-  'For  use  by  the  state  of  Regutry. 

craft  shall  be  at  least  50  centimetres  (20  tinsert  reference  to  National  Regulations. 

inches).  7.2     The    certificate    of    registration 

4.2.2  Fuselage  (or  equivalent  struc-  shall  be  carried  in  the  aircraft  at  all 
ture)    and  vertical  tail  surfaces.     The  times. 

marks  on  the  fuselage    (or  equivalent  g    identification  plate. 

structure)   of  heavier-than-air  aircraft  ^j^  aircraft  shall  carry  an  Identlfica- 

shall  not  Interfere  with  the  visible  out-  ^jq^  piate  Inscribed  with  at   least  Its 

lines    of    the    fuselage    (or    equivalent  Nationality    and    Registration    Marks. 

structure).    The  marks  on  the  vertical  ^j^g   pj^^g  g^all  be  made  of  fireproof 

tail  surfaces  of  heavier-than-air  aircraft  j^g^^j    qj.   o^^er   fireproof    material    of 

shall  be  such  as  to  leave  at  least  a  margin  suitable  physical  properties,  and  shall  be 

of  6  centimetres  (2  Inches)  along  each  ^ecurpd  to  the  aircraft  In  a  prominent 

edge  of  any  vertical  tall  surface.    Within  position  near  the  main  entrance. 

these  stipulations  the  marks  shall  be  as 

large   as   practicable    except    that    this  If-  R-  Doc.  «-J266:^Faed.  May  26,  1949; 

clause  shall  not  be  Interpreted  as  re-      ' 

quiring  the  use  of  marks  exceeding  15  -^— ^— ^^-^— — — ^-^— ^— ^-^ 

centimetres  (8  inches)  in  height.  FEDERAL   COMMUNICATIONS 

4.2.3  Special   cases.     If    a    heavier-  rrtimmiiccmw 
than-air  aircraft  does  not  possess  parts  tOMMIbblUN 
corresponding    to    those    mentioned    in  gj,jp  r^dar  operator  Rules 
4.2.1  and  4.2.2,  the  measurements  of  the 

marks  shall  be  such  that  the  aircraft  hearing  to  re-convene 

can  be  identified  readily.  xhe   Commission,   on   May   18.    1949. 

5  Type  of  characters  for  nationality  designated  September  19  and  20.  1949. 
and  registration  marks.  for  the  resumption  and  completion  of 

5.1  The  letters  shall  be  capital  letters  ^^e  general  public  hearing  and  oral  argu- 
in  Roman  characters  without  ornamen-  ^^g^t  In  the  matter  of  permanent  opera- 
tatlon.  Numbers  shall  be  Arabic  num-  tor  rules  for  ship  radar  stations 
bers  without  ornamentation.  (Docket  8913).    These  proceedings  be- 

5.2  The  width  of  each  character  (ex*  g^n  on  January  24  and  continued 
cept  the  letter  I  and  the  number  1) ,  and  through  January  25,  1949,  at  which  time 
the  length  of  hyphe.is  shall  be  two-  they  were  adjourned  until  a  date  to  be 
thirds  of  the  height  of  a  character.  j^ter  announced  by  the  Commission. 

5.3  The  characters  and  hyphens  shall  When  these  proceedings  are  resumed, 
be  formed  by  solid  lines  and  shall  be  of  jt  js  expected  that  there  will  be  some 
a  colour  contrasting  clearly  with  the  further  direct  testimony  but  that  the 
background.  The  thickness  of  the  lines  major  effort  will  be  directed  toward  the 
shall  be  one-sixth  of  the  height  of  a  ^ross  examination  of  witnesses  whose  di- 
character.  j-gct  testimony  is  already  in  the  record, 

5.4  Each  character  shall  be  separated  ^^d  to  the  presentation  of  the  oral  argu- 
from  that  which  It  Immediately  precedes  ments  of  the  parties. 

or  follows,  by  a  space  of  not  less  than  ^j^g  ^^^^jor  issue  In  these  proceedings 

one-quarter  of  a  character  width.     A  j^  whether  the  proposed  operator  rules 

hyphen  shall  be  regarded  as  a  character  ^^.g  ^^^^^  ^^^^1  the  standpoint  of  pre- 

for  this  purpose.  venting  and  avoiding  harmful  Interfer- 

6  Register  of  nationality  and  regis-  ^^^^  guch  as  might  result  from  the  Im- 
tration  marks.  proper  installation,  servicing,  or  mainte- 

Each  ContractlBg  State  shall  main-  nance  of  ship  radar  stations  equipped 

tain  a  current  register  showing  for  each  ^ith   type   approved   equipment.     Thus 

aircraft  registered  by  that  State,  the  in-  j^r.  the  parties  have  been  careful  to  have 

formation  recorded  in  the  certificate  of  mo.st  of  their  testimony  deal  with  this 

registration  (see  paragraph  7).  major  is.sue.  and  It  is  to  be  hoped  that 

7  Certificate  of  registration.  they  will  continue  to  do  so.    This  com- 
7.1    The  certificate  of  registration,  in  ment  does  not  mean  that  the  Commis- 

wording   and   arrangement,   shall   be   a  slon  has  overlooked  entirely  the  safety 

replica  of  the  following  form.  and  navigation  aspects  of  the  operator 

problem.  Rather,  It  simply  means  that 
at  this  time  the  rules  proposed  are  de- 
signed to  deal  with  the  interference 
aspect  rather  than  with  the  other 
aspects. 

Pending  the  completion  of  these  pro- 
ceedings and  the  final  action  by  the  Com- 
mission in  the  matter,  the  Commission 
has  again  (by  an  order  adopted  April 
6.  1949  >  extended  the  temporary  opera- 
tor rules  applicable  to  these  ship  radar 


NoT«:  The  size  of  the  form  Is  at  the  dis- 
cretion of  the  State  of  Registry. 


state  - 

Ministry    

Department  or  Service 

«  Certificate  or  Rbcistration 

1.  Nationality  and  registration  marks 

2.  Manufacturer  and  manufacturer's  des- 
ignation of  aircraft  
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stations.  The  period  of  the  extension 
was  from  April  15.  1949  until  Novem- 
ber 15.  1949.  or  the  effective  date  of  any 
permanent  rules  which  may  be  adopted, 
whichever  date  occurs  earlier. 

Released:  May  19.  1949. 

Federal  Communications 
Commission. 

fSEAL]  WiLLUM    P.    MASSING, 

Acting  Secretary. 

(F.    R.    Doc.    49-4240:    Filed.    May    26,    1949; 
8:51  a.  m.l 


(Docket  No.  9327] 

John  M.  Moreno 

order  designating  appucation  for 

HEARING 

In  the  matter  of  John  M.  Moreno,  4111 
Folsom  Street,  Los  Angeles,  California, 
Docket  No.  9327;  denial  of  application  for 
amateur  radio  operator  license. 

At  a  session  of  the  Federal  Communi- 
cations Commission  held  at  Its  oflBces  in 
Washington,  D.  C,  on  the  18th  day  of 
May  1949; 

It  apjjearlng,  that  by  Commission  or- 
der of  April  6.  1949.  the  application  of 
John  M.  Moreno  for  an  amateur  radio 
operator  license  was  denied;  and 

It  further  appearing,  that  on  April  15. 
1949.  John  M.  Moreno  filed  application 
for  a  hearing  In  the  above-entitled  mat- 
ter to  which  he  Is  entitled  under  the 
terms  of  the  Commission's  order  of 
denial, 

It  is  ordered,  That  the  above-entitled 
matter  be  designated  for  hearing  on  a 
date  and  at  a  place  later  to  be  specified. 

It  is  further  ordered,  That  a  copy  of 
this  order  be  transmitted  by  registered 
mall,  return  receipt  requested  to  Mr. 
John  M.  Moreno.  4111  Folsom  Street,  Los 
Angeles,  California. 

Federal  Communications 
Commission, 
fsEALl        William  P.  Massing. 

Acting  Secretary. 

|F.   R.    Doo.   49  4241;    Filed.   May   26.    1949; 
8:91  a.  m.] 


(Docket   Nos.   8417,    8919] 

Evangeline  Broadcasting  Co.  Inc. 
(KVOL>  AND  Radio  Station  KRMD 
(KRMD> 

ORDER  CONTINUING  HEARING 

In  re  applications  of  Evangeline  Broad- 
casting Company,  Inc.  (KVOD,  Lafa- 
yette. Louisiana,  Docket  No.  8417,  File  No. 
BP-5668;  T.  B.  Lanford,  R.  M.  Dean.  Mrs. 
T.  B.  Lanford.  Sr..  and  Mrs.  R.  M.  Dean, 
d/b  as  Radio  Station  KRMD  (KRMD). 
Shreveport.  Louisiana,  Docket  No.  8919, 
File  No.  BP-5983;  for  construction 
permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  May  2,  1949,  by 
Radio  Station  KRMD  (KRMD).  Shreve- 
port. Louisiana,  requesting  a  60-day  con- 
tinuance of  the  hearing  presently  sched- 
uled for  May  16.  1949,  at  Washington, 
D.  C.  upon  the  above-entitled  applica- 
tions for  construction  permits; 


It  is  ordered,  This  10th  day  gf  May  1949 
that  the  petition  Is  granted;  and  that  the 
hearing  upon  the  above-entitled  appli- 
cations is  continued  to  10:00  a.  m., 
Monday,  August  8,  1949,  at  Washington, 
D.  C. 

Federal  Commttnications 

COBOdSSION, 

[seal]        T.  J.  Slowie, 

Secretary. 

(F.   R.    Doo.   49^242;    Piled.   May   26.    1949; 
8:61  a.  m.] 


(Docket  No.  91731 


WoosTER  Republican  Printing  Co. 
(WWST) 

ORDER  CONTINUING  HEARING 

In  re  application  of  The  Wooster  Re- 
publican Printing  Company  (WWST), 
Wooster,  Ohio,  Docket  No.  9173,  File  No. 
BML-1307;  for  modification  of  license. 

The  Commission  having  under  con- 
sideration a  petition  filed  May  2,  1949, 
by  the  Evening  News* Association,  licensee 
of  Radio  Station  WWJ,  Detroit,  Michi- 
gan, respondent  in  the  above  proceeding, 
requesting  a  continuance  of  the  hearing 
presently  scheduled  for  May  16.  1949.  at 
Washington,  D.  C,  to  May  31,  1949,  upon 
the  above-entitled  application  for  modifi- 
cation of  license; 

It  is  ordered.  This  6th  day  of  May  1949 
that  the  petition  is  granted;  and  that 
the  hearing  upon  the  above-entitled  ap- 
plication Is  continued  to  10:00  a.  m., 
Tuesday,  May  31.  1949.  at  Washington, 
D.  C. 

Federal  Communications 
Commission, 

tsEALl        T.  J.  Slowie, 

Secretary. 

[F.   R.   Doc.   49^243;    Filed.   May   26.    1949; 
8:51  a.  m.j 


(Docket  Nos.  8702,  9228] 

Patrick  G.  Smith  and  Bakersfield 
Broadcasting  Co.  (KAFY) 

order  continuing  hearing 

In  re  applications  of  Patrick  G.  Smith, 
Bishop,  California.  Docket  No.  8702,  File 
No.  BP-6403:  Bakersfield  Broadcasting 
Company  (KAPTf),  Bakersfield,  Califor- 
nia, Docket  No.  9228,  File  No.  BP-6821; 
for  construction  permits. 

The  Commission  having  under  con- 
sideration a  petition  filed  April  25,  1949. 
by  Bakersfield  Broadcasting  Company 
<KAFY),  Bakersfield,  California,  re- 
questing (1)  leave  to  amend  its  above- 
entitled  application  so  as  to  specify  DA- 
1  In  lieu  of  DA-N,  as  more  particularly 
appears  from  the  amendment  filed  si- 
multaneously with  the  petition;  and  (2) 
that  the  hearing  in  the  above-entitled 
proceeding  presently  scheduled  for  May 
24,  1949,  be  continued  indefinitely  pend- 
ing the  Commission's  action  on  its  peti- 
tion for  reconsideration  and  grant  with- 
out hearing,  filed  on  April  25,  1949;  and 

It  appearing,  that  the  amendment 
tendered  by  the  petitioner  with  its  above 
petition  may  eliminate  the  interference 
involved   between   the   operations   pro- 


posed by  the  above-entitled  applica- 
tions thereby  eliminating  the  reasons 
why  these  applications  were  designated 
for  a  comparative  hearing;  and 

It  further  appearing,  that  the  Com- 
mission, on  December  31,  1947,  desig- 
nated the  above-entitled  application  of 
Patrick  G.  Smith  for  hearing  In  a  sep- 
arate proceeding  on  an  issue,  among 
others,  relating  to  the  assignment  of  a 
Class  IV  station  to  a  regional  channel; 
and  that  the  hearing  on  this  application 
presently  scheduled  for  May  24,  1949,  is 
required;  and 

It  further  appearing,  that  Bakersfield 
Broadcasting  Company  (KAFY),  on 
April  25,  1949,  also  filed  a  petition  re- 
questing the  Commission  to  reconsider 
and  grant  without  hearing  its  above-en- 
titled application,  as  modified  by  the  in- 
stant amendment;  and  that  therefore 
the  hearing  on  its  application  now  sched- 
uled for  May  24,  1949,  should  be  con- 
tinued until  the  Commis.sion  has  had  an 
opportunity  to  act  upon  the  said  petition 
for  reconsideration; 

It  is  ordered.  This  6th  day  of  May 
1949  that  the  said  petition  for  leave  to 
amend  is  granted;  that  the  above-en- 
titled application  of  Bakersfield  Broad- 
casting Company  (KAFY)  is  severed 
from  the  above-entitled  proceeding  and 
<^tained  In  hearing  status;  and  that  the 
hearing  on  its  said  application  Is  con- 
tinued indefinitely. 

Federal  Communications 
Commission, 
[SEALl         T.  J.  Slowie, 

Secretary. 

(F.   R.   Doc.   49-4244:    Filed.    May    26.    1949; 
8:51   a.  m.l 


(Docket  Nos.  8178.  9190] 


Steel  City  Broadcasting  Co.  and  Radio 
Station  WGES  ( WGES » 

ORDER   CONTINUING   HEARING 

In  re  applications  of  George  M.  Whit- 
ney. Caroline  L.  Whitney  and  Frederick 
Feyling.  d  b  as  Steel  City  Broadcasting 
Company.  Gary.  Indiana,  Docket  No. 
8178.  File  No.  BP-5681;  John  A.  Dyer, 
V.  L  Christoph,  E.  M.  Hinzman.  F.  A. 
Ringwald  and  W.  F.  Moss,  d  b  as  Radio 
Station  WGES  (WGES>.  Chicago.  Illi- 
nois. Docket  No.  9190.  File  No.  BP-6700; 
for  construction  permits. 

The  Commission  having  under  consid- 
eration a  petition  filed  April  27.  1949.  by 
Radio  Station  WGES  (WGES».  Chicago. 
Illinois,  requesting  (D  that  it  be  granted 
leave  to  amend  its  above-entitled  ap- 
plication so  as  to  revise  its  directional 
array;  (2)  that  the  Comml.ssion  recon- 
sider and  grant  its  application  without 
hearing;  and  <3)  that  the  hearing  on  the 
above-entitled  applications  pre.sently 
scheduled  for  May  17,  1949,  be  continued 
until  the  Commission  acts  upon  its  re- 
quest for  reconsideration  and  grant 
without  hearing; 

It  is  ordered.  This  6th  day  of  May  1949 
that,  insofar  as  it  requests  leave  to  amend 
and  a  continuance,  the  petition  is 
granted;  that  the  amendment  filed  si- 
multaneously with  the  petition  l*  ac- 
cepted; and  that  the  hearing  upon  the 
above-entitled  applications  is  continued 
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Indefinitely,  pending  action  on  the  re- 
quest for  reconsideration  and  grant 
without  hearing. 


[seal] 


Federal  Communications 

Commission, 
T.  J.  Slowie, 

Secretary. 


[P.   R.   Doc.   49-4245;    Filed,   May   26,    194«: 
8:52  a.  m] 


[Docket  No.  88311 
BIRNEY  IMES.  Jr.  (WCBI) 
ORDER  CONTINUING  HEARING 

In  re  application  of  Birney  Imes,  Jr. 
(WCBIi,  Columbus.  Mis.sis.sippi.  Docket 
No.  8831,  Pile  No.  BP-6339;  for  con- 
struction permit. 

The  Commission  having  under  consid- 
eration the  above-entitled  application 
for  construction  permit  to  change  the 
operating  assignment  of  Station  WCBI, 
Columbus.  Mississippi,  which  is  presently 
scheduled  for  hearing  on  May  12,  1949. 
at  Washington.  D.  C;  and 

It  appearing,  that  Imes  has  informally 
advised  the  Commission  that  he  does 
not  Intend  to  prosecute  further  his 
above-entitled  application;  and 

It  further  appearing,  that  the  Com- 
mission, because  of  the  expressed  desire 
of  Imes.  requested  him  by  letter  dated 
April  28.  1949,  to  file  a  formal  petition 
requesting  the  dismissal  of  his  said  ap- 
plication; and  that  to  date  Imes  had 
neither  replied  to  the  said  letter  nor  filed 
the  requested  petition; 

It  is  ordered,  This  6th  day  of  May  1949 
on  the  Commission's  own  motion,  that 
the  hearing  upon  the  above-entitled  ap- 
plication is  continued  indefinitely. 


[ SEAL  1 


Federal  Combtunications 

Commission, 
T.  J.  Slowie, 

Secretary. 


|F.   R.   Doc.   49-4246;    Filed,   May    26,    1949; 
8:53  a.  ml 


NOTICES 

assignment  of  additional  frequencies  al- 
ready assigned  to  a  station  of  the  licensee 
at  some  other  location,  for  changes  In 
authorized  power  of  transmitters,  and 
for  changes  in  authorised  types  of  emis- 
sions, 

3.  In  section  0.145,  paragraph  (d>. 
amend  first  sentence  of  paragraph  (d) 
to  read  as  follows: 

(d>  Applications  from  existing  li- 
censees for  Instruments  of  authorization 
for  the  agriculture,  fixed  public,  or  fixed 
public  press  radio  services,  other  than 
those  falling  under  section  0  142  tj)  and 
except  applications  involving: 

Note:  For  order  of  the  Commission  con- 
cerning the  above  amendments,  see  F.  R. 
Doc.  49-4239,  under  Title  47.  Chapter  I. 
supra. 

[F.    R.    Doc.    49-4239:    Filed,    May   26,    1949; 
8:50  a.  m.) 


Statement  or  Organization  and  State- 
ment or  Delegations  or  Authority^ 

miscellaneous  amendments 

In  section  0  28,  paragraph  <c)  (1). 
amend  first  sentence  of  paragraph  (O 
(1 »  to  read  as  follows : 

(1)  International*!^  Services  Section, 
which  processes  applications  from  exist- 
ing licensees  for  Instruments  of  authori- 
zation for  the  assignment  of  additional 
frequencies,  changes  in  authorized  power 
of  transmitters,  and  changes  in  types  of 
emissions,  and  which  is  responsible  for 
the  engineering  aspects  In  the  processing 
of  applications  for  new  stations,  equip- 
ment, and  points  of  communication  in 
the  International  Fixed  Public  and  Fixed 
Public  Press  Radio  Communications 
Services. 

2.  In  section  0.142,  add  new  paragraph 
(J)  to  read  as  follows: 

(>♦  Applications  Vrom  existing  li- 
censees for  instruments  of  authorization 
for  the  Fixed  Public  or  Fixed  Public 
Press  international  radio  services  for  the 


INTERSTATE  COMMERCE 
COMMISSION 

Bureau  Organization;  District  and 
Field  OrricES 

May  19,  1949. 

The  Interstate  Commerce  Commis- 
sion announces  the  following  changes  in. 
and  additions  to.  the  list  of  district  and 
field  offices  of  the  Commission  (published 
In  49  CFR  1946  Supp.,  Part  0.  as  amended 
m  12  F.  R.  5012  and  13  F.  R.  1190  under 
section  0.11: 

Sec  0.11    Bureau  organization.  •  *  * 

(a)  Bureau  of  Accounts  and  Cost  Find- 
ing.    '     •     • 

(2)  Branch  offices.     •     •     • 

City  and  Sew  Address 

New  York  7,  N.  Y..  901  Federal  Office  BuUd- 
Ing,  90  Church  Street. 

(t)  Bureau  Of  Inquiry.     •     ♦     • 
(2)  Field  headquarters.     •     •     • 
City  and  New  Address 

Atlanta.  Ga.,  809  Standard  Building. 

New  York,  N.  Y  ,  901  Federal  Office  Building, 
90  Church  Street. 

Washington  25,  D.  C,  I.  C.  C.  Building. 
12th  street  and  Constitution  Avenue. 

(h)  Bureau  of  Locomotive  Inspec- 
tion.    •     •     • 

(2)  District  offices.    •     •     • 

City  and  New  Address 

Charlotte.  N  C  .  236  Post  Office  Building. 

Chicago,  111..  850  U.  S.  Customhouse. 

Fargo.  N.  Dak..  Room  15  Edwards  Block, 
22-24  Broadway. 

Great  Falls.  Mont..  609  First  National  Bank 
Building. 

Los  Angeles,  Calif.,  1517  Post  Office  and 
Courthouse  Building. 

Roanoke.  Va.,  Post  Office  Box  1410. 

St.  Paul,  Minn..  532  Uptown  Poet  Office 
Building. 

H)  Bureau  of  Motor  Carriers.    *     •     • 
(3t  District  offices:  location  of  direc- 
tors and  supervisors.    •    •    • 

District  No.  New  address 

2     Newark  2,  N.  J..  Room  611.  1060  Broad 

Street. 
2     Albany  1,  N.  Y  ,  417  Federal  Building. 
2     Binphamton  60.  N.  Y..  711  Press  BuUd- 

liip. 
2     Eulialu  2,  N.  Y  ,  906  Genesee  Building. 


S  Washington  2B,  D.  C,  I.  C.  C.  Building, 
12th  Street  and  Constitution  Avenue. 

8  PhUadelphta  7,  Pa.  819  City  CenUe 
Building.  121  North  Broad  Street. 

4  Toledo  4,  Ohio.  17  Old  Poet  Office  Build- 
ing. 

4  Charleston  1.  W.  Va..  Room  101.  U.  8. 
Courthouse. 

8  Chicago  7.  Ill  .  852  D.  8.  Customhouse 
Building.  610  South  Canal  Street. 

8  Indianapolis  4,  Ind.,  257  Federal  Build- 
ing. 

8  Detroit  26,  Mich..  464  Federal  Building. 

9  Fargo.    N.    Dak ,    15   Edwards   Building, 

20 'a   Broadway. 
10     Sioux  City,  Iowa,  819  Poet  Office  BuUd- 
Ing. 

10  Omaha  2,  Nebr.,  506  Woodmen  of  the 

World  Building. 

11  Little     Rock.     Ark.,     616     East     Second 

Street. 
11     Oklahoma  City  2.  Okla.,  336  Oklahoma 

Natural  Building. 
15     Seattle    4.    Wash..    352    Federal    Office 

Building. 

(p   Bureau  of  Service.     •     •     • 
(3)  District  offices.    •     •     • 
City  and  New  Address 

Albuquerque,  N.  Mex.,  311  Federal  Build- 
ing. 

Billings.  Mont.  231  Alderson  Avenue. 
Binghamlon,  N.  Y  ,  711  Press  Building. 
Boston  9,  Mass..  1701  Federal  BuUding. 
Buffalo  3.  N.  Y..  326  Post  Office  Building. 
Columbia  11,  S.  C,  626  Harden  Street. 
Detroit  26.  Mich.,  3  U.  8.  Customhouse  An- 
nex, 130  West  Larned  Street. 

El  Reno.  Okla..  703  South  Macomb  Street. 
Girard.  Ohio.  129  East  Broadway. 
Houston  14.  Tex  ,  604  Federal  Office  Build- 
ing, P.  O.  Box  4150. 

Jacksonville    1,    Fla.,    221    Federal    Office 
Building. 

Los    Angeles    12,    Calif..     1623-B    Federal 
Building. 

New  York  14.  N.  Y..  924  Federal  Building, 
641  Washington  Street. 

Omaha  2.  Nebr..  415-B  U.  6.  Poet  Office. 
Pensacola.   Fla.,    1617   East   Mallory. 
Philadelphia  6.  Pa..  806  U.  S.  Customhouse. 
Phoenix.  Ariz.,  401  Security  Building. 
Portland  5,  Oreg  .  233  U.  8.  Courthouse. 
Pittsburgh    19.    Pa.,    602-L    New    Federal 
Building. 

St.  Louis.  Mo..  938  Federal  Building. 
Salt   Lake   City   1,   Utah,  420   Continental 
Bank  Building. 

Seattle  5,  Wash.,  3818  East  75th  Street. 
Spokane  8,  Wash.,  302  Post  Office  Building. 
Toledo  11,  Ohio,  5427  Three  Hundred  and 
Third  Street. 

Washington  25,  D.  C,  I.  C.  C.  Building. 
Twelfth  Street  and  Constitution  Avenue. 

(0)  Bureau  of  Valuation.    •    •    • 
(2»  Field  headquarters — 'D  Land  ap- 
praisers.   •    •     • 

City  and  New  Address 

Loe  Angeles  12,  Calif.,  1623  Poet  Office 
Building. 

New  York  14,  N.  Y..  922  Federal  Building, 
641  Washington  Street. 

Seattle  4.  Wash..  358  Federal  Office  Build- 
ing. 

(li)  Auditors. 

City  and  New  Address 

Chicago  4,  111.,  852  U.  S.  Courthouse. 

New  York  14,  N.  Y..  922  Federal  Building. 
641  Washington  SUeet. 

Phtladephia.  Pa..  819  City  Centre  Building, 
121  North  Broad  Street. 

(p)  Bureau    of    Water    Carriers    and 
Freight  Forwarders.     '     *     * 
(2;  District  supervisors. 
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City  and  New  Address 

Chicago  7.  111..  852  U.  S.  Customhouse 
ButldlQg.  610  South  Canal  Street. 

Washington  25,  D.  C,  I.  C.  C.  Building, 
Twelfth  Street  and  Constitution  Avenue. 


[seal] 


W.  P.  Bartel. 
Secretary. 


|P     R.    Doc.    49-4224;    Filed.    May    26.    1949; 
8:47  8.  m.l 


SECURITIES  AND  EXCHANGE 
COMMISSION 

fFlle  Nos.  59-11.  59  17,  64-25] 

United  Light  and  Power  Co.  et  al. 

supplemental  order  approving  distribu- 
tion AND  TRANSFER  OF  STOCK 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  its 
office  In  the  city  of  Washington.  D.  C,  on 
the  20th  day  of  May  A.  D.  1949. 

The  Commission,  by  order  dated  April 
13.  1949  having  granted  and  permitted  to 
become  effective  an  application-declara- 
tion filed  by  The  United  Light  and  Rail- 
ways Company  ("Railways"'  with  re- 
spect to  the  distribution  to  Its  common 
stockholders  of  Its  holdings  of  the  com- 
mon stock  of  Madl-son  Gas  and  Electric 
Company  ("Madison"),  on  the  basis  of 
one  share  of  Madison  stock  for  each  25 
shares  of  Railways'  common  stock  owned 
and  the  distribution  of  cash  In  lieu  of 
fractional  shares  in  accordance  with  the 
requirements  of  the  amended  plan  filed 
by  Railways  and  Its  registered  holding 
company  subsidiary.  American  Light  & 
Traction  Company  ("American  Light") 
pursuant  to  .section  11  'e>  of  the  Public 
Utility  Holding  Company  Act  of  1935. 
and  heretofore  approved  by  the  Commis- 
sion's order  dated  December  30,  1947. 
which  plan,  among  other  things,  required 
Railways  to  dispose  of  all  shares  of 
Madison  common  stock  received  by  It 
through  distributions  made  by  American 
Light;  and 

Railways  having  notified  the  Commis- 
sion that  distribution  of  125.030  shares  of 
common  stock  of  Madison  and  cash  ag- 
gregating $46,160.36  In  lieu  of  fractional 
shares  will  be  made  on  May  25,  1949  to 
Railways'  common  stockholders  of  record 
on  April  27,  1949;  and 

Applicant-declarant  having  requested 
the  Commission  to  Issue  a  supplemental 
order  with  respect  to  said  distribution  of 
stock  containing  appropriate  recitals 
conforming  to  the  requirements  of  Sup- 
plement R  and  section  1808  (f)  of  the 
Internal  Revenue  Code,  as  amended,  and 
the  Commission  deeming  It  appropriate 
to  grant  such  request: 

It  is  ordered  and  recited,  That  the  dis- 
tribution and  transfer  by  Railways  on 
May  25.  1949  to  its  common  stockholders 
of  125.030  shares  of  the  common  stock  of 
Madison  Gas  and  Electric  Company  of 
the  par  value  of  $16  per  share  (out  of 
Certificate  No.  CU-1).  all  as  contem- 
plated by  the  amended  plan  and  the 
Comml-sslon's  Order  of  December  30, 
1947  approving  said  plan,  are  necessary 
or  appropriate  to  effectuate  the  provi- 
sions of  section  11  (b)  of  the  Public  Util- 


ity Holding  Company  Act  of  1935.  and 
are  hereby  authorized  and  approved. 

By  the  Commission. 

[sEALl  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Doc.   49-4216;    Filed.    May    26.    1949; 
8:46  a.  m.J 


(File  No.  70-2119.  70-2121) 

Pennsylv.\nia  Gas  L  Electric  Corp.  et  al. 
NOTICE  or  proposed  sale  of  certain 

PROPERTY 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  In  the  city  of  Washington,  D.  C, 
on  the  20th  day  of  May  1949. 

In  the  matter  of  Pennsylvania  Gas  & 
Electric  Corporation,  North  Penn  Gas 
Company,  Allegany  Gas  Company,  Pile 
No.  70-2119;  New  York  State  Natural 
Gas  Corporation.  File  No.  70-2121. 

Notice  is  hereby  given  that,  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935.  a  declaration  has  been  filed 
with  this  Commission  by  Pennsylvania 
Gas  &  Electric  Corporation,  a  registered 
holding  company.  North  Penn  Gas  Com- 
pany, a  registered  holding  company  and 
a  public  utility  subsidiary  of  Pennsyl- 
vania Gas  L  Electric  Corporation,  and 
Allegany  Gas  Company  ("Allegany"),  a 
direct  public  utility  subsidiary  of  North 
Penn  Gas  Company,  and  that  an  .appli- 
cation has  been  filed  with  this  Commis- 
sion by  New  York  State  Natural  Gas  Cor- 
poration ("New  York  Natural"),  a 
.'subsidiary  of  Consolidated  Natural  Gas 
Company,  al.so  a  registered  holding 
company. 

Notice  is  further  given  that  any  Inter- 
ested person  may,  not  later  than  June  3, 
1949.  at  5:30  p.  m.,  e.  d.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matters,  stating  the  reasons 
for  such  request,  the  nature  of  his  inter- 
est, and  the  Lssues  of  fact  or  law  raised 
by  said  application  and  declaration 
which  he  desires  to  controvert,  or  may 
request  that  he  be  notified  If  the  Com- 
mission should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed  as 
follows:  Secretary,  Securities  and  Ex- 
change Commi-ssion,  425  Second  Street 
NW.,  Washington  25,  D.  C.  At  any  time 
after  June  3,  1949.  said  application  and 
declaration,  as  filed  or  as  amended,  may 
be  granted  and  permitted  to  become 
effective  as  provided  In  Rule  U-23  of  the 
rules  and  regulations  promulgated  under 
the  act.  or  the  Commission  may  exempt 
such  transactions  as  provided  in  Rules 
U-20  (a)  and  U-100  thereof. 

All  Interested  persons  are  referred  to 
said  declaration  and  application  which 
are  on  file  in  the  offices  of  this  Commis- 
sion for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows : 

Allegany  proposes  to  sell,  and  New 
York  Natural  proposes  to  purchase,  cer- 
tain property  located  within  the  Sabins- 
vllle  gas  field  In  Tioga  and  Potter  coun- 
ties, Pennsylvania,  consisting  of  ap- 
proximately 2.^00  acres  of  oil  and  gas 
leaseholds  and  fee  estates,  6  gas  wells. 


and  approximately  28,000  feet  of  pipe 
appurtenant  thereto  for  a  cash  consid- 
eration of  $196,000. 

The  filings  state  that  the  properties 
proposed  to  be  sold,  have  not  been  used 
by  Allegany  since  November  25,  1947. 
that  they  are  adjacent  to  certain  facill- 
tiesf  of  New  York  Natural,  that  the  pro- 
posed sale  has  been  approved  by  the 
Pennsylvania  Public  Utility  Commission, 
and  that  the  proposed  acquisition  by  New 
York  Natural  does  not  require  the  ap- 
proval of  any  State  regulatory  body. 

The  declarants  and  the  applicant  have 
requested  that  the  Commission's  order  be 
Issued  as  soon  as  po.sslble  and  that  It  be- 
come effective  forthwith  upon  issuance. 

By  the  Commission. 


[SEAL] 


Orval  L.  DuBois. 

Secretary. 


|F.    R.    Doc.    49-4217;    FUed.    May    26,    1949; 
8:46  a.  m.| 


(File  No.  70-21171 

Public  Service  Co.  of  New  Hampshire 

order  denying  application  for  exemp- 
tion from  competitive  bidding  require- 
ments and  granting  exemption  from 
certain  provisions 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  20th  day  of  May  A.  D.  1949. 

Public  Service  Company  of  New  Hamp- 
shire, a  public  utility  subsidiary  of  New 
England  Public  Service  Company,  a  reg- 
istered holding  company  which  in  turn 
is  a  subsidiary  of  Northern  New  England 
Company,  also  a  registered  holding  com- 
pany, having  filed  an  application  pursu- 
ant to  section  6  (b)  of  the  Public  Utility 
Holding  Company  Act  of  1935  and  Rule 
U-50  thereunder  in  which  the  applicant 
seeks  exemption  from  the  provisions  of 
section  6  (a)  of  said  act  and  from  the 
requirements  of  competitive  bidding  un- 
der said  rule,  with  respect  to  an  issue  of 
104,804  additional  shares  of  Its  Common 
Stock;  and 

A  public  hearing  having  been  held 
after  appropriate  notice,  and  the  Com- 
mission having  considered  the  record 
and  having  this  day  issued  Its  findings 
and  opinion  herein; 

It  is  ordered,  effective  forthwith,  That 
the  application  for  exemption  from  the 
requirements  of  competitive  bidding  un- 
der Rule  U-50  be  and  the  same  hereby 
is  denied,  and  the  application  for  exemp- 
tion from  the  provisions  of  section  6(a) 
of  the  act  be  and  the  same  hereby  is 
granted  subject,  however,  to  the  terms 
and  conditions  prescribed  In  Rule  U-24 
and  to  the  following  additional  terms 
and  conditions: 

(1)  That  the  applicant  shall  have  ob- 
tained proper  authorization  from  the 
New  Hampshire  Public  Service  Commis- 
sion and  the  Vermont  Public  Service 
Commission ; 

(2)  That  the  proposed  sale  of  the  new 
common  stock  shall  not  be  consummated 
until  the  results  of  competitive  bidding 
pursuant  to  Rule  U-50  have  been  made 
a  matter  of  record  in  this  proceeding 
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and  a  further  order  has  been  entered  by 
this  Commission  in  the  light  of  the  rec- 
ord so  completed,  which  order  may  con- 
tain such  further  terms  and  conditions 
as  may  then  be  deemed  appropriate; 

(3)  That  Jurisdiction  be  and  hereby  Is 
reserved  with  respect  to  all  fees  and  ex- 
penses to  be  paid  in  connection  with  the 
transaction. 

By  the  Commission. 

[  SEAL  1  ORVAL  L.  DuBoIS, 

Secretary. 

|F.    R.    Doc.    49-4218;    Filed.    May    26,    1M9; 
8:46  a.  m.l 


NOTICES 

ject    to    the    terms     and     conditions 
prescribed  in  Rule  U-24. 

By  the  Commission. 

tsiALl  Orval  L.  DxjBois. 

Secretary. 

IF,   R.   Doc.   49-4219,    Piled.    May   26.    1949; 
8:46  a.  m.] 


(File  No.  70-21141 

CotuiiBiA  Gas  System,  Inc..  and  Ohio 
Fuel  Gas  Co, 

ORDER    GRANTING    APPLICATION   AND    PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C.  on 
the  20th  day  of  May  1949. 

The  Columbia  Gas  System.  Inc.  ("Co- 
lumbia"».  a  registered  holding  company, 
and  its  subsidiary.  The  Ohio  Fuel  Gas 
Company  ("Ohio"),  having  filed  a  Joint 
application-declaration,  pursuant  to  the 
provisions  of  sections  6  (b>.  9.  10  and  12 
of  the  Public  Utility  Holding  Company 
Act  of  1935.  with  respect  to  the  follow- 
ing proposed  transaction: 

Ohio  proposes  to  issue  and  sell  to  Co- 
lumbia $6,000,000  principal  amount  of 
3i4<:'o  Installment  Promissory  Notes. 
Such  notes  are  to  be  unsecured  and  are 
to  be  paid  in  equal  annual  Installments 
on  February  15  of  each  of  the  years  1952 
to  1976.  inclusive.  It  is  stated  that  the 
proceeds  to  be  obtained  through  the  is- 
sue and  sale  of  the  notes  will  be  utilized 
by  Ohio  in  connection  with  Its  construc- 
tion and  gas  storage  program,  which  pro- 
gram, it  is  estimated,  will  require  ap- 
proximately $6,000,000  of  additional 
financing  during  1949,  which  additional 
financing  will  be  subject  of  future 
filings  with  this  Commission. 

Such  Joint  application-declaration 
having  been  duly  filed  and  notice  of  said 
filing  having  been  duly  given  in  the  form 
and  manner  prescribed  by  Rule  U-23 
promulgated  pursuant  to  said  act,  and 
the  Commission  not  having  received  a 
request  for  hearing  with  respect  to  said 
Joint  application-declaration  within  the 
period  specified  In  said  notice,  or  other- 
wise, and  not  having  ordered  a  hearing 
thereon;  and 

The  Commission  finding  with  respect 
to  said  Joint  application-declaration  that 
the  requirements  of  the  applicable  pro- 
visions of  the  act  and  rules  thereunder 
are  satisfied,  and  deeming  it  appropriate 
In  the  public  interest  and  In  the  interest 
of  Investors  and  consumers  that  the  said 
Joint  application-declaration  be  granted 
and  permitted  to  become  effective: 

It  is  ordered.  Pursuant  to  Rule  U-23 
and  the  applicable  provisions  of  said  act, 
that  the  said  Joint  application-declara- 
tion be,  and  hereby  is,  granted  and  per- 
mitted to  become  effective  forthwith  sub- 


[Flle  No.  70-19491 


United  Gas  Corp.,  and  Electric  Power 
k  Light  Corp, 

ORDER   GRANTING   APPLICATION   AND   PERMIT- 
TING DECLARATION  TO  BECOME  EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C. 
on  the  20th  day  of  May  A.  D.  1949. 

Electric  Power  k  Light  Corporation 
("Electric"),  a  registered  holding  com- 
pany subsidiary  of  Electric  Bond  and 
Share  Company   ("Bond  and  Share"). 
also  a  registered  holding  company,  and 
Electric's  gas  utility  subsidiary.  United 
Gas  Corparation  ("United") .  having  filed 
an  application-declaration  and  amend- 
ments thereto  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935. 
particularly  sections  6  (a).  7  and  12  (f ' 
thereof,  with  respect  to  certain  proposed 
amendments  of  Unlted's  charter  and  by- 
laws and  the  composition  of  the  board  of 
directors  of  United  as  summarized  below : 
On  March  1.  1949.  the  Commission  is- 
sued its  findings  and  opinion  approving 
a   plan    of    reorganization    of   Electric 
(Holding    Company    Act    Release    No. 
8889).  and  on  March  7.  1949,  the  Com- 
mission issued  Its  order  approving  said 
plan  as  amended  in  accordance  with  the 
Commission's  opinion,   reserving  Juris- 
diction over,  among  other  things,  the  ap- 
propriateness of  certain  charter  and  by- 
law amendments  and  the  composition  of 
the  board  of  directors  of  United. 

United  proposes  to  amend  its  certifi- 
cate of  Incorporation  so  as  to  provide  for 
(a)  cumulative  voting  to  the  common 
stockholders  at  all  elections  of  directors 
effective  after  the  expiration  of  one  year 
from  the  date  such  amendment  becomes 
effective;  (b)  preemptive  rights  to  stock- 
holders with  respect  to  any  offering  of 
additional  common  stock  or  security  con- 
vertible into  common  stock  for  money, 
other  than  with  respect  to  a  public  offer- 


ing of  such  shares:  (c>  a  majority  vote  of 
the  common  stock  to  amend  or  repeal  the 
by-laws  with  respect  to  the  qualifications, 
terms  of  office,  and  compensation  of  di- 
rectors, the  filling  of  vacancies  on  the 
board  of  directors,  and  quorum  require- 
ments for  stockholders*  meetings;  (d) 
deletion  of  the  present  provisions  giving 
the  board  of  directors  authority  to  deter- 
mine what  part  of  the  consideration  from 
the  sale  of  new  shares  of  common  stock 
shall  be  capital:  and  (e)  deletion  from 
the  Certificate  of  Incorpation  of  such 
provisions  as  are  inconsistent  with  <a). 
(b).  (c)  and  (d)  above. 

It  Is  proposed  that  the  by-laws  of 
Unrted  be  amended  to  provide  that  a  ma- 
jority of  the  shares  of  stock  shall  con- 
stitute a  quorum.  The  other  proposed 
amendments  to  the  by-laws  relate  to 
proxy  provisions,  the  number,  compen- 
sation and  term  of  office  of  directors, 
and  provisions  for  amending  the  by-laws. 
The  board  of  directors  of  United  has 
fixed  the  close  of  business  of  May  9,  1949 
as  the  record  date  for  voting  at  the  an- 
nual stockholders'  meeting  of  United 
which  Is  to  be  held  on  June  15,  1949. 

The  board  of  directors  of  Electric  has 
designated  May  27.  1949  as  the  consum- 
mation date  of  Parts  I.  II.  and  III  of  the 
plan  of  Electric  (those  parts  relating  to 
creation  of  Middle  South  Utilities.  Inc., 
settlement  of  intercorporate  claims,  and 
distributions  to  the  preferred  stockhold- 
ers of  Electric  of  the  common  stocks  of 
Middle  South  tFtilities.  Inc.  and  United). 
The   applicatlon-d  eclaratlon,   as 
amended,  indicates  that  In  order  to  carry 
out  the  provisions  of  the  plan  and  the 
Commission's  order  concerning  the  ter- 
mination  of   interlocking   relationships 
between  United  and  Middle  South  Utili- 
ties, Inc..  and  in  effectuation  of  the  res- 
ervation of  Jurisdiction  with  respect  to 
the  appropriateness  of  the  new  Board  of 
Directors    of   United.   dLscasslons    have 
been  had  between  the  management  of 
United  and  representative  stockholders. 
Including  those  who  will  be  stockholders 
upon  the  consummation  of  the  Electric 
plan,  concerning  the  composition  of  the 
board  of  directors  of  United.    As  a  re- 
.•lult  of  these  conversations  the  manage- 
ment of  United  has  submitted  the  fol- 
lowing as  the  proposed  board  of  directors 
of  United  to  be  submitted  to  their  stock- 
holders of  record  for  their  approval  at 
the  annual  meeting  on  June  15,  1949: 


Kama 

Principal  occu pat  Ion 

Year  flri* 
became  a 
director 

M   A-ANrnftthy" 

Vice  iirenldent  of  VnlUil  Om  Corp.  and  United  Oa»  Pipe  Line  Co    .. 
Eirnitlve  an.l  member  of  board  of  directors  of  certain  ln.«uranoe  eom- 

Eimit  lv."and  member  of  bowd  of  direct ori  of  cerUln  retail  enterpr  i«M 
in  Louiciana. 

Rrtlrwl 

do 

m; 

Riirkp  H&kcr             ......•.•>••>* 

niftAii  L  Ouitu ... ..... 

K  T   HrDbiim  •     ....... 

1«3.<1 
1W.1 
1U30 
1V44 

F   W   Hill  '               ...- 

Hunter  e.  Marston  • 

V  c   MoOowen  ' 

■prMWent  of  United  bMCorp^United  Oat  Pipe  Ltoe  Co.,  and  Untoi 

Preildent  and  director  of  Electric  Bond  A  Share  Co.  »lnce  1M4  (vi«- 
preKldent  and  director.  IIHI-M).    Director  of  F.baM*  bervicea  In- 
corporated, 

G  G  Walker 

» Indicates  pcnons  who  are  at  pceseat  directors  of  United. 


Friday,  May  27,  1949 
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It  is  propo.sed  that  only  eisht  of  the 
nine  positions  on  the  Board  of  Directors 
will  be  filled  at  this  time,  but  that  within 
three  months  after  the  annual  meeting, 
after  discussions  had  and  to  be  had  with 
holders  of  the  United's  common  stock- 
holders. United  will  submit  to  this  Com- 
mi.ssion  a  propo.sed  ninth  nominee,  rep- 
resentative of  stockholder  interests  who, 
if  no  adverse  action  is  taken  by  the  Com- 
mission will  be  elected  by  the  Board  of 
Directors  as  the  ninth  director. 

The  application-declaration  having 
been  filed  on  September  17,  1948  and 
amendments  thereto  havinc  bof-n  filed 
on  April  25,  1949  and  May  20,  1949  and 
notice  of  said  filinR,  as  amended,  having 
been  given  in  the  form  and  manner  pre- 
scribed by  Rule  U-23,  promulgated  pur- 
suant to  said  act,  and  the  Commission 
not  having  received  a  request  for  hear- 
ing, or  for  notice  of  the  amendments,  as 
set  forth  in  the  Notice  of  FilinR.  within 
the  period  specified  in  said  notice,  or 
otherwi.se,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  with  respect 
to  said  application-declaration,  as 
amended,  that  the  requirements  of  the 
applicable  provisions  of  the  act  and  the 
rules  thereunder  have  been  sati.sfled. 
that  the  proposed  slate  of  directors  will 
result  in  the  termination  of  interlocking 
directorates  between  Middle  South 
Utilities,  Inc.,  and  United,  as  required  by 
the  plan  and  the  Commission's  order, 
that  no  adverse  findings  are  necessary 
with  respect  to  the  composition  of  the 
propo.sed  Board  of  Directors,  and  the 
Commission  being  of  the  opinion  that  it 
Is  appropriate  to  grant  and  permit  to 
become  effective  said  application-decla- 
ration, as  amended,  subject  to  the  terms 
and  conditions  and  reservations  herein- 
after noted,  and  the  Commission  al.so 
deeming  it  appropriate  to  grant  appli- 
canfs-declaranfs  request  that  the  order 
herein  become  effective  forthwith  upon 
issuance  thereof: 

It  is  ordered.  Pursuant  to  said  Rule 
U-23  and  the  applicable  provi>ions  of 
said  act  that  the  said  application-decla- 
ration, as  amended,  be  and  the  .same 
hereby  is,  granted  and  permitted  to  be- 
come effective  forthwith,  subject  to  the 
terms  and  conditions  contained  in  Rule 
U-24.  and  subject  to  the  following  reser- 
vations of  jurisdiction: 

(1)  That  in  the  event  that  any  of  the 
above  named  directors  is,  at  the  time 
of  the  annual  meeting,  unavailable  for 
election,  for  any  reason,  and  it  becomes 
necessary  to  substitute  a  new  nominee 
therefor,  that  such  name  shall  be  sub- 
mitted to  this  CommLssion,  and  shall  not 
be  proposed  as  a  director  unle.ss  no 
adverse  action  has  been  taken  by  the 
Commi.ssion. 

<2>  That  inasmuch  as  only  eight  of 
the  vacancies  on  the  board  of  directors 
will  be  filled  at  this  time.  United  shall, 
within  three  months  after  the  date  of 
Its  annual  meeting,  submit  to  the  Com- 
mission the  name  of  the  proposed  ninth 
member  of  the  board  of  directors,  set- 
ting forth  the  background  and  qualifica- 
tions of  such  director  and  the  manner 
and  rea.sons  for  his  selection,  and  that 
such  ninth  director  shall  not  be  pro- 
posed for  election  unless  no  adverse  ac- 


tion has  been  taken  by  this  Commission 
with  respect  to  him. 

By  the  Commi.ssion. 

ISEAL]  OrVAL  L.  DuBoIS, 

Secretary. 

|F.    R.    Doc.    49  4220:    Filed,    May    26,    1949; 
8  46  a.  m] 


[File  No.  70-21491 


North  American  Co.  and  North  American 
Light  &  Povver  Co. 

NOTICE  OF   FILING 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington,  D.  C,  on 
the  23d  day  of  May  1949. 

Notice  is  hereby  given  that  a  joint  ap- 
plication-declaration has  been  filed  with 
this  Commission  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 
("act")  by  The  North  American  Com- 
pany ("North  American"),  a  registered 
holding  company,  and  its  subsidiary, 
North  American  Light  &  Power  Company 
•  "Light  k  Power").  al.so  a  registered 
holding  company.  North  American  and 
Light  k  Power  have  designated  sections 
9.  10.  12  (c)  and  12  id>  of  the  act  and 
Rules  U-42.  U-44.  and  U-50  promulgated 
thereunder  as  applicable  to  the  proposed 
transactions. 

Notice  is  further  given  that  any  inter- 
ested person  may.  not  later  than  June  7, 
1949  at  5:30  p.  m..  e.  d.  s.  t.,  request  the 
Commission  in  writing  that  a  hearing  be 
held  on  such  matter,  stating  the  nature 
of  his  Interest,  the  reasons  for  such  re- 
quest and  the  issues,  if  any,  of  fact  or 
law  raised  by  said  application-declara- 
tion which  he  desires  to  controvert  or 
may  request  that  he  be  notified  if  the 
Commi.ssion  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed  to  the  Secretary.  Securities 
and  Exchange  Commission.  425  Second 
Street  NW.,  Washington  25.  D.  C.  At 
any  time  after  June  7.  1949,  said  appli- 
cation-declaration may  be  granted  and 
permitted  to  become  effective  as  provided 
in  Rule  U-23  of  the  rules  and  regulations 
promulgated  under  the  act  or  the  Com- 
mission may  exempt  such  transactions 
as  provided  in  Rules  U-20  <a)  and  U-100 
thereof. 

All  interested  persons  are  referred  to 
said  application-declaration,  which  is  on 
file  in  the  office  of  the  Commission,  for  a 
statement  of  the  transactions  therein 
proposed,  which  may  be  summarized  as 
follows: 

North  American  owns  72.785  shares, 
without  par  value,  of  Common  Stock  of 
Illinois  Power  Company  ("Illinois")  and 
Light  k  Power  owns  170,000  shares 
thereof,  or  an  aggregate  of  242.785 
shares,  constituting  11.47%  of  the  out- 
standing voting  stock  of  Illinois.  North 
American  and  Light  k  Power  propo.se  to 
sell,  in  conjunction  pursuant  to  the  com- 
petitive bidding  requirements  of  Rule 
U-50,  their  respective  holdings  of  said 
Common  Stock.  The  net  proceeds  to  be 
received  from  the  sale  by  Light  &  Power 
are  proposed  to  be  applied  to  the  pre- 
payment of  Light  k  Power's  outstanding 
Bank  Loan  Notes  due  December  31,  1949, 


and  amounting  to  $5,000,000;  the  net 
proceeds  to  be  received  by  North  Ameri- 
can are  proposed  to  be  added  to  its  gen- 
eral funds. 

With  the  stated  purpo.sc  of  facilitating 
the  proposed  sales.  North  American  pro- 
po.ses  to  stabilize  the  market  price  of 
Illinois  Common  Stock  by  purchases  of 
such  stock,  if  at  that  time  deemed  neces- 
sary or  appropriate,  during  the  period 
commencing  at  10:00  a.  m.  on  the  day 
fixed  for  the  opening  of  bids  for  the  pur- 
chase of  the  242,785  shares  of  Illinois 
Common  Stock  and  ending  at  the  time  of 
acceptance  of  a  bid  or  the  rejection  of 
all  bids.  North  American  further  pro- 
poses that  any  shares  purchased  pur- 
suant to  such  stabilization  program  will 
be  .sold  by  it  on  the  New  York  Stock  Ex- 
change as  .soon  as  practicable  after  the 
con.summation  of  the  sales  of  the  242.785 
shares  of  Illinois  Common  Stock. 

North  American  and  Light  k  Power 
state  that  the  proix)sed  sales  of  Illinois 
stock  will  be  in  compliance  with  ordiirs 
of  the  Commission  previously  entered, 
directing  tbe  liquidation  and  dissolution 
of  Light  &  Power  and  the  divestment  by 
North  American  of  its  interest  in  Illinois, 
and  will  be  an  essential  step  in  the  con- 
summation of  Amended  Plan  I  of  North 
American  as  approved  by  the  Commis- 
sion under  section  11  <e»  of  the  act  and 
ordered  enforced  by  the  United  States 
District  Court  for  the  District  of  Dela- 
ware, such  order  having  been  affirmed  by 
the  United  States  Court  of  Appeals  for 
the  Third  Circuit. 

North  American  and  Light  &  Power 
request  that  the  Commission  in  its  order 
herein,  make  the  appropriate  findings 
and  tax  recitals,  required  by  Supplement 
R  of  Chapter  1  and  section  1808  (f)  of 
Chapter  11  of  the  Internal  Revenue  Code. 

North  American  and  Light  k  Power 
further  request  that  the  Commis.sion's 
order  herein,  approving  the  proposed 
transactions,  become  effective  by  3:00 
p.  m..  e.  d.  s.  t..  June  8,  1949. 

By  the  Commission. 

fsEALl  Orval  L.  Dubois, 

Secretary. 

|F.    R.    Doc.    49-4221;    Filed.   May    26.    1949; 
8:46  a.  m.| 


(File  No.  54-167) 

United  Corp. 


notice  of  filing   and   ORDER   FOR   HEARING 
ON  PLAN 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  20th  day  of  May  1949. 

Notice  is  hereby  given  that  The  United 
Corporation  ("United"),  a  registered 
holding  company,  has  filed  an  applica- 
tion for  approval  of  a  Plan  under  sec- 
tion 11  (e)  of  the  Public  Utility  Holding 
Company  Act  of  1935  propo.sed  as  a  step 
in  compliance  with  the  Commission's  or- 
der of  August  14,  1943,  issued  pursuant 
to  section  11  (b)  (2)  of  the  act.  directing 
United  to  change  its  existing  capitali- 
zation to  one  class  of  .stock,  namely,  com- 
mon stock,  and  to  take  such  action  in  a 
manner  consistent  with  the  provisions 
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of  said  act  as  will  cause  It  to  cease  to  be 
a  holding  company  ( 13  S.  E.  C.  854  > . 

All  interested  persons  are  referred  to 
said  application,  which  is  on  file  \n  the 
offices  of  this  Commission,  for  a  state- 
ment of  the  transaction  therein  proposed 
which  Is  summarized  as  follows: 

As  of  December  31.  1948.  United  had 
outstanding  1.136.199 '«  shares  of  $3 
Cumulative  Preference  Stock.  14,529,- 
491 'i  shares  of  Common  Stock  and  Op- 
tion Warrants  entitling  holders  to  pur- 
chase 3,732,059  shares  of  Common  Stock 
at  $27.50  por  .share.  On  August  9.  1948 
the  Commission  approved  the  Plan  of 
United  for  the  retirement  of  its  outstand- 
ing Preference  Stock,  and  on  January  31. 
1949,  the  United  States  District  Court 
for  the  District  of  Delaware  entered  its 
order  approving  the  Plan.  Appeals  from 
the  order  of  the  District  Court  are  pend- 
ing before  the  Court  of  Appeals  for  the 
Third  Circuit  but  motions  for  a  stay  of 
the  consummation  of  the  Plan  have  been 
denied.  United  consummated  the  Plan 
as  of  April  30,  1949. 

United  now  proposes  to  distribute  to 
the  holders  of  its  common  .stock,  shares 
of  the  common  stock  of  Niagara  Hudson 
Power  Corporation  ("Niagara  Hud.son") 
upon  the  basis  of  one  share  of  common 
stock  of  Niagara  Hudson  for  each  ten 
shares  of  common  stock  of  United  held. 
If  such  distribution  is  consummated 
United's  holdings  of  the  pre.sently  out- 
standing voting  securities  of  Niagara 
Hudson  will  be  reduced  from  28  5  per- 
cent to  14  1  percent.  The  plan  contains 
no  provisions  with  respect  to  the  out- 
standing option  warrants. 

United  proposes  to  pay  such  fees  and 
expenses  and  remuneration  in  connec- 
tion with  the  Plan  as  the  Comml.«;sion 
may  approve,  determine,  award  or  al- 
locate. 

There  are  now  pending  before  the 
Commission  two  plans  filed  by  Niagara 
Hud.^ion  involving  the  consolidation  of 
its  three  principal  subsidiary  companies 
into  a  new  operating  company  and  the 
eventual  dissolution  of  Niagara  Hud.«;on. 
The  Niagara  Hud.son  plan  provides  that 
following  the  effective  date  thereof.  Ni- 
agara Hudson  would  offer  to  exchange 
common  stock  of  Niagara  Hud.son  upon 
the  basis  of  0.78  shares  of  common  stock 
of  the  new  operating  company  for  one 
share  of  Niagara  Hudson  common  stock 
plus  a  ratable  amount  of  cash  per  share 
of  Niagara  Hudson  common  neces.sary 
to  pay  ofT  the  bank  loan  of  Niagara  Hud- 
son outstanding  at  the  effective  date  of 
the  Plan.  It  is  estimated  that,  as  of  Feb- 
ruary 1,  1949.  such  cash  amount  would 
be  approximately  $2  per  share.  The  ex- 
chancre  offer  would  remain  open  for  a 
period  of  six  months  from  the  effective 
date  of  the  Plan.  Cash  received  in  the 
exchanges  would  be  applied  to  the  pay- 
ment of  the  unpaid  principal  of  Niagara 
Hud.son's  bank  loan. 

The  Niagara  Hudson  Ptan  further  pro- 
vides that  subject  to  further  approval 
by  the  Commission  and  upon  adequate 
notice  to  common  stockholders.  Niagara 
Hudson  would  dispo.se  of  all  its  interest 
in  the  common  stock  of  the  new  operat- 
ing company  not  distributed  pursuant  to 
the  exchange  offer  in  an  appropriate 
manner  not  more  than  two  years  after 


NOTICES 

the  effective  date  of  the  Plan  unless 
such  period  is  extended  by  the  Commis- 
sion. When  the  bank  loan  has  been  paid. 
Niagara  Hudson  would  distribute  the 
remaining  shares  of  common  stock  of 
the  new  operating  company,  pro  rata, 
to  the  holders  of  common  .stock  cf  Niag- 
ara Hud.son  and  thereafter  would  dis- 
solve. 

Under  the  terms  of  the  Niagara  Hud- 
son Plan,  no  dividends  would  be  de- 
clared or  paid  on  the  common  stock  of 
Niagara  Hudson  until  the  bank  loan  has 
been  paid. 

It  appearing  to  the  Commission  that 
it  is  appropriate  in  the  public  interest 
and  in  the  interest  of  Investors  and  con- 
sumers that  a  hearing  be  held  with  re- 
spect to  the  proposed  Plan  of  United 
for  a  partial  distribution  of  its  holdings 
of  Niagara  Hudson  common  stock,  and 
that  said  Plan  shall  not  l)ecome  effective 
except  pursusxnt  to  further  order  of  the 
Commission. 

It  is  ordered.  That  a  hearing  under  the 
applicable  provisions  of  the  act  and 
rules  thereunder  be  held  at  10  a.  m. 
e.  d..s.  t..  on  June  16,  1949.  in  the  offices 
of  the  Securities  and  Exchange  Com- 
mission. 425  Second  Street  NW..  Wash- 
ington. D.  C.  in  such  room  as  may  be 
designated  on  that  day  by  the  henrinp 
room  clerk  in  room  101.  Any  person  de- 
siring to  be  heard  in  connection  with 
this  proceeding  and  proposing  to  inter- 
vene herein  shall  file  with  the  Secretary 
of  the  Commission  on  or  before  June  14 
1949.  his  request  and  application  therefor 
a-s  provided  in  Rule  XVII  of  the  rules  of 
practice  of  the  Commission. 

It  is  further  ordered.  That  William 
W.  Swift,  or  any  other  officer  or  officers 
of  the  Com'mi.s.sion  designated  by  it  for 
that  purpose,  shall  preside  at  the  hear- 
ing in  such  matter.  The  officer  so  desig- 
nated to  preside  at  any  such  hearing  is 
hereby  authorized  to  exercise  all  powers 
granted  to  the  Commission  under  section 
18  (c)  of  the  act  and  to  a  hearing  ofTicer 
under  the  Commission's  rules  of  practice. 

The  Division  ol  Public  Utilities  ol  t!ie 
Commission  having  advised  the  Commis- 
sion that  it  has  made  a  preliminary  ex- 
amination of  the  application  and  that, 
upon  the  basis  thereof,  the  following 
matters  and  questions  are  presented  for 
consideration  without  prejudice  to  its 
specifying  additional  matters  and  ques- 
tions upon  further  examination: 

<1>  Whether  the -Plan  constitutes  an 
appropriate  step  toward  effectuating 
compliance  with  the  Commission's  order 
of  August  14.  1943.  l.ssued  under  section 
11  (b)  <2>  of  the  act.  and  is  fair  and 
equitable  to  the  persons  affected  thereby. 

t2>  Whether  the  Plan  may  be  ap- 
proved without  con.sideratlon  of  the 
claims  of  the  holders  of  option  warrants 
01 .  if  hich  holders  of  option  warrants  are 
not  entitled  to  participate  in  the  assets 
of  United,  without  amendment  or  modi- 
fication of  the  Plan  to  provide  for  the 
elimination  of  such  option  w^'.rrants. 

(3  >  Whether  the  Plan  may  be  approved 
in  the  absence  of  a  determination  with 
respect  to  the  additional  steps  by  which 
United  will  cease  to  be  a  holding  com- 
pany with  respect  to  Niagara  Hudson  in 
compliance  with  the  Commis.'^ion'i:  order 
of  August  14,  1943. 


<V  Whether  the  proposed  transaction 
complies  with  all  the  requiremlnts  of  the 
applicable  provisions  of  tht-  act  and  rules 
promulgated  thereunder. 

(5>  Whether  the  fees  and  expenses 
and  other  remuneration  which  may  be 
claimed  in  connection  with  the  Plan  and 
transactions  incident  thereto  are  for 
necessary  services  and  are  reasonable  in 
amount. 

<6>  What  terms  and  conditions  shall 
be  impo.sed  to  ensure  adequate  protection 
of  the  public  interest  and  the  interest  of 
investors  and  consumers  and  to  prevent 
circumvention  of  the  act  and  the  rules 
and  regulations  thereunder. 

(7 1  Whether  the  plan,  as  submitted  or 
as  amended  or  modified,  or  a  plan  pro- 
posed by  the  Commission,  or  any  plan 
filed  by  any  person  having  a  bona  fide 
interest  in  the  proceeding,  should  be  ap- 
proved by  the  Commis.vion  for  the  purpose 
of  section  11  (d)  and,  if  proposed  by  the 
Commls.sion  or  a  person  having  a  bona 
fide  Interest,  what  the  terms  and  provi- 
sions of  such  plan  should  be. 

It  is  further  ordered.  That  particular 
attention  be  directed  at  said  hearing  to 
the  foregoing  matters  and  questions. 

//  is  further  ordered.  That  the  Secre- 
tary of  the  Commission  shall  serve  notice 
of  the  aforesaid  hearing  by  mailing  cop- 
ies of  this  order  by  registered  mail  to  The 
United  Corporation,  and  that  notice  be 
given  to  all  other  persons  by  general 
relea.se  of  the  Commission  distributed  to 
the  press  and  mailed  to  the  mailing  list 
for  releases  issued  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935,  and 
that  further  notice  be  given  to  all  per- 
sons by  publication  of  this  notice  and 
order  in  the  Pedepal  Recistef. 

It  is  further  ordered.  That  The  United 
Corporation  give  notice  of  this  hearing 
to  all  holders  of  its  common  stock  and 
option  warrants  to  purchase  common 
stock  (in  so  far  as  the  identity  of  such 
security  holders  is  k»own  and  available 
to  The  United  Corporation  >  by  mailing  a 
copy  of  this  notice  and  order  to  siIcH 
security  holders  at  least  15  days  prior  to 
#une  16,  1949,  the  date  of  the  said  hear- 
ing. 

By  the  Commission. 

fsEALl  Orval  L.  Dubois. 

Secretary. 

|F.    R.    Doc.    49-4222;    Piled.    May    26.    1949; 
8:47  a   ml 


DEPARTMENT  OF  JUSTICE 
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[Vesting  Order  13243) 

Nanette  C.  Linville 

In  re:  Estate  of  Nanette  C.  Linville, 
decea.«;ed.  Pile  No.  D-28-12612;  E.  T. 
sec.  No.  16799. 

Under  the  autlKirity  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 


Friday,  May  27,  1949 

1.  That  Evelyne  Pecht  Platz-Wendorf, 
whose  last  known  addre.ss  is  Germany, 
Is  a  resident  of  Germany  and  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

2.  That  all  right,  title.  Interest  and 
claim  of  any  kind  or  character  what- 
soever of  the  person  named  in  subpara- 
graph 1  hereof,  in  and  to  the  estate  of 
Nanette  C  Linville.  deceased,  and  in  and 
to  the  trust  created  under  the  will  of 
Nanette  C.  Linville.  deceased,  is  property 
payable  or  deliverable  to.  or  claimed  by. 
the  aforesaid  national  of  a  designated 
enemy  country  'Germany) ; 

3.  That  such  property  is  in  the  proce.ss 
of  administration  by  Union  Trust  Com- 
pany of  New  Castle,  as  administrator 
c.  t.  a.,  acting  under  the  judicial  super- 
vision of  the  Orphans'  Court  of  Law- 
rence County,  New  Castle.  Pennsylvania ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  ^s 
a  national  of  a  designated  enemy  coun- 
try (Germany*. 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shalfhave 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|P.    R.    Doc.    49^251;    Filed.    May    26,    1949; 
8:56  a.  m.| 


(Vesting  Order   131621 

Heinrich  Boker  and  Co. 

In  re:  Trademarks  owned  by  Heinrich 
Boker  and  Company,  of  Soliiigen, 
Germany. 

Under  the  authority  -of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Heinrich  Boker  and  Company, 
whose  last  known  address  is  Solinsen, 
Germany,  is  a  corp>oration.  partnership, 
association  or  other  organization  organ- 
ized under  the  laws  of  Germany,  which 
has  or  on  or  since  the  effective  date  of 
Executive  Order  8389.  as  amended,  had 
its  principal  place  of  business  in  Germany 
and  is  a  national  of  a  foreign  country 
(Germany) : 

2.  That  the  property  described  as 
follows : 

No.  102 7 


FEDERAL  REGISTER 

(a>  The  trademarks  registered  in  the 
United  States  Patent  Office  under  the 
numbers  and  on  the  date  set  out  in 
Exhibit  A  attached  hereto  and  made  a 
part  hereof  and  the  registrations  thereof, 
together  with 

(i)  The  respective  goodwill  of  the 
business  in  the  United  States  and  all  its 
possessions  to  which  said  trademarks 
are  appurtenant, 

<ii»  Any  and  all  indicia  of  such  good- 
will (including  but  not  limited  to  for- 
mulae whether  secret  or  not,  secret 
proces.ses,  methods  of  manufacture  and 
procedure,  customers'  list,  labels,  ma- 
chines and  other  equipment), 

(iii '  Any  interest  of  any  nature  what- 
soever in  and  rights  and  claims  of  every 
character  and  description  to  said  busi- 
ne.ss,  goodwill  and  trademarks  and  regis- 
trations thereof,  and 

Miv»  All  accrued  royalties  payable  or 
held  with  respect  to  such  trademarks 
and  all  damages  and  profits  recoverable 
at  law  or  equity  from  any  persons,  firms, 
corporations  or  government  for  past  in-, 
fringement  thereof, 

is  property  of,  or  is  property  payable  or 
held  with  respect  to  trademarks  or  rights 
related  thereto  in  which  interests  are 
held  by,  and  such  property  itself  con- 
stitutes Interests  held  therein  by.  the 
aforesaid  national  of  a  foreign  country 
(Germany  I. 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and  it  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  term  "national"  as  used  herein 
shall  have  the  meaning  prescribed  in 
Section  10  of  Executive  Order  9193.  as 
amended. 

Executed  at  Washington,  D.  C.  on 
April  20.  1949. 

Por  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 
Exhibit  A 
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|F.    R.    EKdc.    49-4250;    Piled,    May    26,    1949; 
8:5»  a.  m.J 


[Vesting  Order   13244) 

Ida  Meyer  and  Wells  Fargo  Bank  & 
Union  Trust  Co. 

In  re:  Trust  agreement  dated  April  21, 
1935,  between  Ida  Meyer,  trustor,  and 
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Wells  Fargo  Bank  &  Union  Trust  Com- 
pany, trustee.  File  No.  F-28-13104-G-1. 
Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193.  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Ida  Meyer.  Carmen  Meyer. 
Alexandra  Von  Lucken  (Longuet).  Theo- 
dor  Von  Lucken  and  Turgen  Meyer- 
Nelthropp.  whose  last  known  address  is 
Germany,  are  residents  of  Germany  and 
nationals  of  a  designated  enemy  country 
(Germany) ; 

2.  That  the  heirs  at  law,  names  un- 
known, of  Ida  Meyer,  who  there  is  rea- 
sonable cause  to  believe  are  residents  of 
Germany,  are  nationals  of  a  designated 
enemy  country  (Germany); 

3.  That  all  right,  title,  interest^tnd 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  and  arising  out  of  or  under  that 
certain  trust  ajJireement  dated  April  21, 
1936.  by  and  between  Ida  Meyer,  trustor, 
and  Wells  Fargo  Bank  &  Union  Trust 
Company,  trustee,  presently  being  ad- 
ministered by  Wells  Fargo  Bank  &  Union 
Trust  Company,  trustee.  Market  at 
Montgomery.  San  Franci.sco  20.  Califor- 
nia, including  but  not  limited  to  the 
right  of  Ida  Meyer  to  modify,  alter,  re- 
voke or  terminate  the  trust  agreement  in 
whole  or  in  part  and  to  withdraw  any 
part  or  all  of  the  trust  estate, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by,  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  per.sons 
named  in  subparagraph  1  hereof  and  the 
heirs-at-law.  names  unknown,  of  Ida 
Meyer  are  not  within  a  designated  enemy 
country,  the  national  interest  of  the 
United  States  requires  that  such  persons 
be  treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  in  the  national  In- 
terest, 

There  Is  hereby  vested  in  the  Attorney 
General' of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  ipeanings  prescribed  in  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49^252;    Filed,    May    26.    19:9; 
8:56  a.  m.] 
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(Vesting  Order   132451 
Gerhard  J.  Mueller 

In  re:  Estate  of  Gerhard  J.  Mueller, 
deceased.  File  No.  D-28-7456;  E.  T.  sec. 
No.  7697. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  a.s  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9728,  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1.  That  Rina  DeJonge  and  Anna  Berg- 
man Saathoff.  whose  last  known  address 
is  Germany,  are  residents  of  Germany 
and  nationals  of  a  designated  enemy 
country  "Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ev^  of  the  persons  named  in  subpara- 
graph 1  hereof  in  and  to  the  estate  of 
Gerhard  J.  Mueller,  decea.sed,  is  property 
payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  nationals  of  a  designated 
enemy  country  <  Germany  > : 

3.  That  such  property  is  in  the  process 
of  administration  by  the  County  Treas- 
urer of  Champaign  County,  Illinois,  act- 
ing under  the  Judicial  supervision  of  the 
County  Court  of  Champaign  County, 
Illinois; 

and  It  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  it  being 
deemed  necessary  in  the  national  Inter- 
est. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held.  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193.  as  amended. . 

Executed  at  Washington.  D.  C,  on 
May  12,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon, 

Assiatant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.   48  4253:    Filed.   May   26.    1949; 
8:54  a.  m.) 


>, 


I  Vesting  Order  13246] 
Fred  Nagil  et  al. 


In  re:  Trust  under  agreement  dated 
March  30.  1946.  by  and  between  Fred 
Nagel,  Donor,  and  Frieda  Herrmann  and 
Hazel  Ouse,  Trustees.  File  No.  D-28- 
10630-G-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 


NOTICES 

1.  That  Albert  Ritz.  K:irl  Ritz.  Hilda 
Braun,  Luise  Ottinger,  Emma  Eicher.  Al- 
bert Nagel,  Wilhelm  Nagel.  Wilhelmine 
Lang,  Theodore  Nagel,  Karl  Nagel,  Luise 
Herrmann,  Yakob  Herrmann,  Heinrich 
Heuser.  Luise  Heuser.  who.se  last  known 
address  is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated  en- 
emy country  (Germany)  ; 

2.  That  the  heirs  of  the  body,  names 
unknown,  of  Albert  Ritz,  Karl  Ritz.  Hilda 
Braun.  Luise  Ottinger.  Emma  Eicher. 
Albert  Nagel,  Wilhelm  Nagel,  Wilhelmine 
Lang,  Theodore  Nagel,  Karl  Nagel,  Luise 
Herrmann,  Yakob  Herrmann.  Heinrich 
Heu-ser.  Luise  Heuser.  and  each  of  them, 
who  there  is  reasonable  cause  to  believe 
are  residents  of  Germany,  are  nationals 
of  a  designated  enemy  country  <  Ger- 
many* ; 

3.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  Identified  in  subpara- 
graphs 1  and  2  hereof,  and  each  of  them, 
in  and  to  the  trust  agreement  dated 
March  30,  1946.  by  and  between  Fred 
Nagel,  Donor,  and  Frieda  Herrmann  and 
Hazel  Ouse.  trustees,  now  being  adminis- 
tered by  Frieda  Herrmann,  trustee.  Gren- 
esee,  Idaho. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to.  held  on  behalf  of  or  on  account 
of,  or  owing  to,  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
nationals  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof,  the 
heirs  of  the  body,  names  unknown,  of 
Albert  Ritz.  Karl  Ritz.  Hilda  Braun.  Luise 
Ottinger.  Emma  Eicher,  Albert  Nagel, 
Wilhelm  Nagel,  Wilhelmine  Lang,  Theo- 
dore Nagel,  Karl  Nagel.  Luise  Herrmann. 
Yakob  Herrmann.  Heinrich  Heuser,  Luise 
Heuser,  and  each  of  them,  are  not  within 
a  designated  enemy  country,  the  national 
interest  of  the  United  States  requires 
that  such  persons  be  treated  as  nationals 
of  a  designated  enemy  country  (Ger- 
many). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  it  being 
deemed  necessary  In  the  national 
Interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held.  used,  ad- 
ministered, liquidated,  sold  or  otherwise 
dealt  with  in  the  interest  of  and  for  the 
benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General. 

[  SEAL  1  David  L.  Bazelon  . 

Assistant  Attorney  General. 
Director,  Office  of  Alien   Property. 

[F.    R.    Doc.    4&-4254:    Piled.    May    26,    1919; 
8:56  a.  m  | 


(Vesting  Order  13271] 
Maria  G.  Gahi$ner  et  al. 

In  re:  Maria  G.  Gardiner,  et  al  .  Plain- 
tiffs, vs.  Erich  Gerlach.  et  al..  Defend- 
ants.   File  No.  D-28-8284;  E.  T.  sec.  9457. 

Under  the  authorKy  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193.  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found: 

1  That  Erich  Gerlach.  Charlotte  Schef- 
fier.  Margarete  (Margaret*  Braet.sch. 
Lisa  Ru.ssnak.  Charlotte  Gerlach.  a.  k.  a. 
Charlotte  (Lotte>  Engels,  Heinz  Ger- 
lach. a.  k.  a.  Henry  Gerlach  or  Hein- 
rich Gerlach.  Ernst  Albrecht  Josten, 
a.  k.  a.  Ernst  Albrecht  Heinrich  Josten. 
Hannegret  Josten.  a.  k.  a.  Johanna  Mar- 
garete Josten.  Gudrun  Josten,  a.  k.  a. 
Gudrun  Chri.stine  Elizabeth  Josten,  Ruth 
Erna  Amalie  Pegelow.  and  Dr.  Han.s 
George  Max  Gerlach.  whose  last  known 
addre.ss  is  Germany,  are  residents  of 
Germany  and  nationals  of  a  designated 
enemy  country  (Germany)  ; 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  what.so- 
ever  of  the  perj^ons  named  in  subpara- 
graph 1  hereof  in  and  to  the  proceeds  of 
the  real  estate  sold  pursuant  to  court 
order  in  a  partition  suit  entitled:  "Maria 
G.  Gardiner,  et  al..  Plaintiffs,  vs.  Erich 
Gerlach.  et  al..  Defendants'.  General  No. 
41883,  in  Chancery,  in  the  Circuit  Court 
of  La  Salle  County.  Illinois,  is  property 
payable  or  deliverable  to,  or  claimed  by, 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany*  : 

3.  That  such  property  is  in  the  process 
of  administration  by  Wendell  Thompson, 
Master  in  Chancery,  acting  under  the 
judicial  supervision  of  the  Circuit  Court 
of  La  Salle  County.  Illinois; 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and.  It  being 
deemed  necessary  In  the  national  In- 
terest, 

There  Is  hereby  ve.sted  In  the  Attor- 
ney General  of  the  United  States  the 
property  described  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  In  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[seal!  David  L.  BAZELor, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

[F.   R.   Doc.    49-4256;    Piled.   May   26.    1949; 
8:56  a.  m] 


Friday,  May  27,  1949 

(Vesting  Order  .13267] 
Pauline  Witte 

In  re:  Bank  account  and  a  Trustees' 
Liquidating  Certificate  owned  by  Pauline 
Witte.  also  known  as  Pauline  Ochs  Witte. 
F-28-17741  C-1  E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found: 

1.  That  Pauline  Witte.  also  known  as 
Pauline  Ochs  Witte.  whose  last  known 
addre.ss  is  19  Carl  Goerdeler  Strasse. 
Leipzig  W.  31.  Germany,  is  a  resident  of 
Germany  and  a  national  of  a  designated 
enemy  country  (Germany ) ; 

2.  That  the  property  described  as 
follows: 

a.  That  certain  debt  or  other  obligation 
of  the  Federal  Trust  Company.  24  Com- 
merce Street.  Newark.  New  Jersey,  aris- 
ing out  of  a  savings  account,  entitled 
"Louise  Ochs  in  Trust  for  Pauline  Witte", 
maintained  with  the  aforesaid  Trust 
Company,  and  any  and  all  rights  to  de- 
mand, enforce  and  collect  the  same,  and 

b.  That  certain  debt  or  other  obliga- 
tion, matured  or  unmatured,  of  the 
Trustees.  Phoenix  Building  and  Loan  As- 
sociation in  Voluntary  Liquidation.  60 
Park  Place.  Newark  2.  New  Jersey,  evi- 
denced by  a  Trustees'  Liquidating  Cer- 
tificate numbered  453.  issued  by  the 
liquidating  trustees  of  the  said  Associa- 
tion, and  presently  In  the  possession  of 
Louise  Ochs,  59  Hazelwood  Avenue,  New- 
ark 6.  New  Jersey,  and  any  and  all  rights 
to  demand,  enforce  and  collect  the  afore- 
said debt  or  other  obligation  and  any  and 
all  rights  in.  to  and  under  the  aforemen- 
tioned liquidating  certificate,  including 
particularly  the  right  to  receive  any  pay- 
ments due  or  to  t>ecome  due  thereunder 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of.  or  owing  to.  or  which  is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  t(T  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 


FEDERAL  REGISTER 

within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  It  being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  12.  1949. 

For  the  Attorney  General 

fsEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.   R.   Doc.   49-4255;    Filed.    May   26,    1949; 
8:56  a.  m.j 


[Vesting  Order  13276] 
August  Stelter 


In  re:  Estate  of  August  Stelter.  de- 
ceased. File  No.  D-28-8072.  E.  T.  sec. 
16685. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended,  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788,  and  pursuant  to  law. 
after  investigation,  it  is  hereby  found : 

1.  That  Sophie  Maria  Daves  a  k  a 
Sophia  Maria  Stelter.  Heinrich  Fridrich 
Stelter,  Maria  Dorathea  Johanna  Hen- 
necke  a  k,  a  Maria  Dorathea  Johanna 
Stelter,  Mina  Dora  Boe  a  k  a  Minna  Dora 
Stelter,  Heinrich  Fiidrich  August  Stelter, 
Marie  Sophie  Sabinatz  a.'k  a  Maria  So- 
phia Stelter,  Emml  Maria  Dorathea  So- 
phia Hohnschopp  a  k  a  Emml  Maria 
Dorathea  Sophia  Stelter,  Heinrich  Frid- 
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rich  Wilhelm  Stelter.  Maria  Sophia  Ll- 
setta  Anna  Lohse  a  k  a  Maria  Sophia 
Lisetta  Ann  Stelter  and  Heinrich  Augu.st 
Wilhelm  Stelter.  whose  last  known  ad- 
dress Is  Germany,  are  residents  of  Ger- 
many and  nationals  of  a  designated 
enemy  country  (Germany); 

2.  That  all  right,  title,  interest  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  named  in  .subpara- 
graph 1  hereof  in  and  to  the  estate  of 
August    Stelter.    deceased,    is    property 

•payable  or  deliverable  to,  or  claimed  by. 
the  aforesaid  nationals  of  a  designated 
enemy  country  (Germany) ; 

3.  That  such  property  is  in  the  process 
of  administration  by  Augusta  Meier,  as 
administratrix,  acting  under  the  judicial 
supervision  of  the  County  Court.  Kay 
County.  Newkirk.  Oklahoma ; 

and  it  is  hereby  determined: 

4.  That  to  the  extent  that  the  per- 
sons named  In  subparagraph  1  hereof  are 
not  within  a  designated  enemy  country, 
the  national  Interest  of  the  United  States 
requires  that  such  persons  be  treated  as 
nationals  of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  In  section 
10  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  17.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.   R.   Doc.   49-4257;    Piled.   May    26,    1949; 
8:56  a.  m.] 
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TITLE  3— THE  PRESIDENT 
PROCLAMATION  2842 

Prayer  for  Peace,  Memorial  Day.  1949 

BY   THE   president   OF   THE   UNITED    STATES 

or  AMERICA 

A  PROCLAMATION 

On  Memorial  Day  each  year  It  Is  our 
custom  to  pay  homage  to  our  heroic  dead 
who  have  sacrificed  their  lives  In  the 
cause  of  liberty  and  peace. 

This  sacred  day  Is  a  fitting  occasion  on 
which  the  people  of  our  Nation,  all  of 
whom,  directly  or  Indirectly,  have  been 
bereft  by  war's  terrible  toll,  may  appeal 
to  Almighty  God  for  help  in  turning  the 
steps  of  the  world  to  the  paths  of  perma- 
nent peace. 

These  paths  are  long  and  tortuous,  and 
thus  far  mankind  has  not  had  the  wis- 
dom to  find  the  way  to  an  enduring 
peace. 

We  are  humbly  aware  that  only 
through  divine  guidance  can  we  hope  to 
attain  the  understanding  necessary  for 
averting  wars  and  achieving  a  peaceful 
world. 

NOW.  THEREFORE,  I,  HARRY  6. 
TRUMAN,  President  of  the  United 
States  of  America,  pursuant  to  a  resolu- 
tion of  the  Congress  approved  May  26, 
1949,  do  hereby  call  upon  the  people  of 
the  United  States  to  observe  Memorial 
Day,  Monday.  May  30,  1949.  by  praying, 
each  In  accordance  with  his  religious 
faith,  for  a  permanent  peace.  And  I 
designate  the  hour  beginning  at  eleven 
o'clock  In  the  morning  of  that  day.  East- 
ern E>aylight  Saving  Time,  as  a  period  In 
which  all  our  people  may  unite  In  prayer 
for  a  permanent  peace,  and  for  the  be- 
stowal of  wisdom  and  patience,  to  the 
end  that  we  may  be  instruments  of  God 
In  achieving  and  preserving  harmony  on 
earth. 

I  also  request  the  newspapers,  radio 
stations,  and  all  other  media  of  infor- 
mation to  Join  In  the  observance  of  Me- 
morial Day.  1949,  as  a  day  of  prayer  for 
peace,  and  in  the  collective  Nation-wide 
prayer  on  the  mornlnp  of  that  day. 

IN  WITNESS  WHEREOF,  I  have  here- 
unto set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
afBxed. 


DONE  at  the  City  of  Washington  this 
26th  day  of  May  in  the  year  of  our  Lord 

nineteen  hundred  and  forty- 
[seal]     nine,  and  of  the  Independence 

of  the  United  States  of  America 
the  one  hundred  and  seventy-third. 

Harry  S.  Truman 

By  the  President: 

James  E.  Webb, 
Acting  Secretary  of  State. 

(F.    R.    Doc.  49-4355;    Filed,    May    27.    1949; 
11:03  a.  m.] 

TITLE  7— AGRICULTURE 

Chapter  IX — Production  and  Mar- 
keting Administration  (Marketing 
Agreements  and  Orders),  Depart- 
ment of  Agriculture 

(Lemon  Reg.  321 J 

Part  953— Lemons  Grown  in  California 
AND  Arizona 

LIMITATION  OF  SHIPMENTS 

§  953  428  Lemon  Regulation  32/— (a) 
Findings.  (1)  Pursuant  to  the  market- 
ing agreement,  as  amended,  and  Order 
No.  53,  as  amended  (7  CFR,  Cum.  Supp.. 
953.1  et  seq. ;  13  P.  R.  766) ,  regulating  the 
handling  of  lemons  grown  in  the  State  of 
California  or  In  the  State  of  Arizona,  ef- 
fective under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended,  and  upon  the 
basis  of  the  recommendation  and  Infor- 
mation submitted  by  the  Lemon  Admin- 
istrative Committee,  established  under 
the  said  amended  marketing  agreement 
and  order,  and  upon  other  available  in- 
formation, It  Is  hereby  found  that  the 
limitation  of  the  quantity  of  such  lemons 
which  may  be  handled,  as  hereinafter 
provided,  will  tend  to  effectuate  the  de- 
clared policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
Is  impracticable  and  contrary  to  the  pub- 
lic interest  to  give  preliminary  notice, 
engage  In  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
thereof  In  the  Federal  Register  (60  Stat 
237;  5  U.  S.  C.  1001  et  seq.)  because  the 
(Continued  on  next  page) 
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PublUhed  dally,  except  Sundays.  Mondays, 
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by  the  Division  or  the  Federal  Register,  the 
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CODE  OF  FEDERAL 
REGULATIONS 

The  Code  of  Federal  Regulations, 
1949  Edition,  contains  a  codifi- 
cation of  Federal  administrative 
rules  and  regulations  issued  on 
or  before  December  31,  1948, 
and  in  effect  as  to  facts  arising 
on   or   after   January    1,    1949. 

The  following  books 
or*    now    available: 

Title  3,  1948  Supplement  ($2.75). 
TifJes  4-5  ($2.25). 
Title  6  ($3.00). 
Tiffe  7: 

Parts  1-201  ($4.25). 

Parts  2I0-«74  ($2.75). 

Port  900  to  end  ($3.50). 
Title  8  ($2.75). 
Tifle  9  ($2.50). 
Ti»/es  10-13  ($2.25). 

Th«»e  booki  may  be  obtained  from  Ih* 
Suporintondont  of  Docwment*,  Govern- 
menl  Printing  Office,  Wajhlngton  25,  D.  C, 
at  the  price*  Indicated  above. 
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time  Intervening  between  the  date  when 
Information  upon  which  this  regulation 
is  based  became  available  and  the  time 
when  this  section  must  become  effective 
In  order  to  effectuate  the  declared  policy 
of  the  Agricultural  Marketing  Agree- 
ment Act  of  1937.  as  amended.  Is  Insuffi- 
cient, and  a  reasonable  time  Is  permit- 
ted, under  the  circumstances,  for  prepa- 
ration for  such  effective  date. 

(b)  Order.  (1)  The  quantity  of  lemons 
grown  in  the  State  of  California  or  In  the 
State  of  Arizona  which  may  be  handled 
during  the  period  beginning  at  12:01 
am  P.  s.  t..  May  29,  1949.  and  ending 
at  12:01  a.  m.,  P.  s.  t.,  June  5,  1949.  Is 
hereby  fixed  as  follows: 

(1)  District  1:  625  carloads; 

(il)  District  2:  Unlimited  movement. 

(2>  The  prorate  base  of  each  handler 
who  haa  made  application  thereXor,  as 


provided  In  the  said  amended  marketing 
agreement  and  order,  is  hereby  fixed  In 
accordance  with  the  prorate  base  sched- 
ule which  is  attached  to  Lemon  Regula- 
tion 320  ( 14  P.  R.  2687) .  and  made  a  part 
hereof  by  this  reference. 

(3)  As  used  In  this  section,  "handled," 
•handler,"  "carloads,"  "prorate  base," 
"District  1."  and  "District  2"  shall  have 
the  same  meaning  as  is  given  to  each 
such  term  in  the  said  amended  market- 
ing agreement  and  order.  (48  Stat.  31, 
as  amended;  7  U.  6.  C.  601  et  seq.) 

Done  at  Washington,  D.  C.  this  26th 
day  of  May  1949. 

ISEALl  S.  R.  Smith. 

Director,  Fruit  and  Vegetable 
Branch,  Production  and  Mar- 
keting Administration. 

IF.   R.    Doc.   49-4337;    Filed.    May    27,    1949; 
10:16  a.  ml 


-      TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade 
Commission 

[Docket  No.  6341] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

ritter  brothers,  inc. 

i  8.6  (c)  Advertising  jalsely  or  mis- 
leadingly:  composition  of  goods:  {  3.6 
<J  10 »  Advertising  falsely  or  misleading- 
ly;  history  of  product  or  offering:  §  3.8 
(If)  Advertising  falsely  or  misleadinglj/; 
Trade  mark  registration:  {  3.66  (a  7> 
Misbranding  or  mislabeling:  composi- 
tion: I  3.66  (d  10 >  Misbranding  or  mis- 
labeling; history:  5  3.66  (k  JZSi  Mis- 
branding or  mislabeling:  trade  mark 
registration.  In  connection  with  the  of- 
fering for  sale,  sale,  and  distribution  of 
respondent's  fur  garments  in  commerce, 
representing,  directly  or  by  Implication. 
(1)  that  garments  not  made  of  peltries 
obtained  from  wild  or  trapped  minks  are 
made  of  such  peltries;  (2)  that  the  pelt- 
ries used  in  respondent's  garments  are 
obtained  from  registered  or  champion- 
ship minks;  (3)  that  the  peltries  used  in 
respondent's  garments  are  obtained  from 
trophy  winning  or  prize  winning  minks; 
or.  (4)  that  respondent's  trade-mark  is 
registered  In  the  United  States  Patent 
Office;  prohibited,  subject  to  the  provi- 
sion, however,  that  nothing  contained  In 
the  order  shall  be  construed  as  prohibit- 
ing the  use  by  respondent  of  the  expres- 
sion "Blue  Ribbon"  to  designate  its  prod- 
ucts when  such  expression  is  not  accom- 
panied by  other  words  Indicating  or  sug- 
gesting a  competitive  contest.  (Sec.  5. 
38  Stat.  719.  as  amended  by  sec.  3  62 
Stat.  112;  15  U.  S.  C.  sec.  45b)  ICease 
and  desist  order.  Ritter  Brothers.  Inc. 
Docket  5341,  May  3.  1949] 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  Its  office  In 
the  city  of  Washington,  D.  C.  on  the  3d 
day  of  May  A.  D.  1949. 

This  proceeding  having  been  heard  by 
the  Federal  Trade  Commission  upon  the 
complaint  of  the  Commission,  the  answer 
of  respondent,  testimony  and  other  evi- 
dence taken  before  an  examiner  of  the 


FEDERAL  REGISTER 

Commission  theretofore  duly  designated 
by  it.  recommended  decision  of  the  trial 
examiner,  and  brief  In  support  of  ttie 
complaint  (respondent  not  having  filed 
brief,  and  oral  argument  not  having  been 
requested),  and  the  Commission  having 
made  Its  findings  as  to  the  facts  and 
its  conclusion  that  respondent,  Ritter 
Brothers,  Inc.,  a  corporation,  has  violated 
the  provisions  of  the  Federal  Trade 
Commission  Act: 

It  is  ordered.  That  respondent.  Ritter 
Brothers.  Inc.,  a  corporation,  and  its  offl- 
cers,  agents,  representatives,  and  em- 
ployees, directly  or  through  any  corporate 
or  other  device.  In  connection  with  the 
offering  for  sale,  sale,  and  distribution  of 
respondent's  fur  garments  in  commerce, 
8s  "commerce"  is  defined  in  the  Federal 
Trade  Commission  Act,  do  forthwith 
cea.sc  and  desist  from  representing,  di- 
rectly or  by  Implication: 

<1)  That  garments  not  made  of 
peltries  obtained  from  wild  or  trapped 
minks  are  made  of  such  peltries. 

(2)  That  the  peltries  used  in  respond- 
ent's garments  are  obtained  from  reg- 
istered or  championship  minks. 

(3>  That  the  peltries  used  in  respond- 
ent's garments  are  obtained  from  trophy 
winning  or  prize  winning  minks. 

(4»  That  respondent's  trade-mark  Is 
registered  in  the  United  States  Patent 
Office. 

Provided,  however.  That  nothing  con- 
tained in  this  order  shall  be  construed 
as  prohibiting  the  use  by  respondent  of 
the  expression  "Blue  Ribbon"  to  desig- 
nate its  products  when  such  expression 
Is  not  accompanied  by  other  words  in- 
dicating or  suggesting  a  competitive 
contest. 

It  is  further  ordered.  That  the  re- 
spondent shall,  within  sixty  days  after 
service  upon  it  of  this  order,  file  with  the 
Commission  a  report  In  writing  setting 
forth  In  detail  the  manner  and  form  In 
which  it  has  complied  with  this  order. 

By  the  Commission. 

[SEAL]  D.  C.  Daniel, 

Secretary. 

|F    R.    Doc.    49-4267;    Filed,   May   27.    1949; 
8:45  a.   m.| 


TITLE  17— COMMODITY  AND 
SECURITIES  EXCHANGES 

Chapter  II — Securities  and  Exchange 
Commission 

Part  231— IxTERPtrrATivi  Releases  Re- 
lating TO  Securities  Act  of  1933  and 
General  Rules  and  Regulations 
Thereunder 

opinion  of  general  council  relating  to 
"when-issued"  trading 
!  231.3343  Opinion  of  the  General 
Counsel  relating  to  "when-issued"  trad- 
ing. In  Securities  Act  Releases  Ncs. 
3000  and  3011.'  the  opinion  was  expressed. 
Inter  alia,  that  an  order  of  a  United 
States  District  Court  enforcing  a  plan 
under  section  11  (e)  of  the  Public  Utility 
Holding  Company  Act  of  1935.  or  con- 
firming a  plan  under  Chapter  X  of  the 
Bankruptcy  Act,  establishes  an  exemp- 
tion under  section  3  (a)  (10)  of  the  Se- 
curities Act  of  1933  for  any  securities 

» 17  CFR,  1946  Supp.,  231.3000  and  231.3011. 
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issued  pursuant  to  the  plan  In  exchange 
for  one  or  more  outstanding  securities, 
claims  or  property  interests,  or  partly  in 
such  exchange  and  partly  for  cash ;  that 
upon  the  entry  of  such  an  order  brokers 
or  dealers  may  legally  sell  such  securi- 
ties on  a  when-issued  basis;  and  that 
the  taking  of  an  appeal  from  such  an 
order  would  not  affect  the  exemption 
"unless  the  order  of  the  lower  court  were 
stayed  pending  the  appeal." 

The  effect  of  a  stay  of  a  court  order  de- 
pends, of  course,  upon  the  nature  and 
conditions  of  the  stay.  Since  experience 
with  such  plans  indicates  that  the  type 
of  stay  order  normally  sought  would  have 
the  effect  merely  of  delaying  execution 
of  the  plan  rather  than  setting  a.-^ide 
even  temporarily  the  effect  of  the  court's 
approval  or  confirmation  order,  It  is  my 
opinion  that  any  such  stay  order  would 
not  affect  the  exemption  from  the  Se- 
curities Act  any  more  than  the  taking 
of  an  appeal  without  a  stay.  (Securities 
Act  Release  No.  3343,  dated  May  24 
1949.1 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois. 

Secretary. 
May  23.  1949. 

|F.   R.    Doc.    49-4270;    PUed.   May   87.    1949- 
8:46a.m.] 


TITLE   19--CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[T.  D.  52226] 
Part  6 — Air  Commerce  Regulatioms 

AIRPORTS  or  ENTRY 

Mat  24,  1949. 

The  Dorothy  Scott  Municipal  Airport 
and  the  Dorothy  Scott  Seaplane  Base, 
Oroville.  Washington,  are  hereby  redes- 
ignated as  airports  of  entry  for  civil  air- 
craft and  merchandise  carried  thereon 
arriving  from  places  outside  the  United 
States,  as  defined  in  section  9  (b)  of  the 
Air  Commerce  Act  of  1926  (49  U.  S.  C. 
179  (b) ).  effective  June  1,  1949.  without 
time  limit. 

The  list  of  airports  of  entry  In  5  6.12, 
Customs  Regulations  of  1943  (19  CFR, 
Cum.  Supp.,  6.12)  as  amended,  is  hereby 
further  amended  to  include  the  locations 
and  names  of  these  airports.  The  ILst 
of  temporary  airports  of  entry  In  §  6  13. 
Customs  Regulations  of  1943  (19  CFR 
Cum.  Supp.,  6.131  as  amended.  Is  hereby 
further  amended  by  deleting  the  loca- 
tions, names,  and  dates  and  periods  of 
designations  of  the  airports  Involved. 

Notice  of  the  proposed  redesignatlons 
of  these  airports  as  airports  of  entry 
without  time  limit  was  published  In  the 
Federal  Register  on  April  27,  1949  (14 
P.  R.  2066),  pursuant  to  the  provisions 
of  section  4  of  the  Administrative  Pro- 
cedure Act  (5  U.  S.  C.  1003) .  The  redes- 
ignatlons of  these  airports  shall  be  effec- 
tive on  June  1, 1949,  the  delayed  effective 
date  requirements  of  section  4  (c)  of  the 
Administrative  Procedure  Act  being  dis- 
pensed with  because  of  the  expiration  of 
the  previous  designations  prior  to  the 
expiration  of  30  days  after  the  publica- 
tion hereof.    The  redesignatlons  of  these 
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airports  are  based  on  a  determination 
that  a  sufficient  need  exists  to  Justify 
such  redeslgnations  and  the  redeslgna- 
tlons  are  made  for  the  purpose  of  pro- 
viding for  convenient  compliance  with 
customs  requirements.  . 

(Sec.  7  (b).  44  Stat.  572,  as  amended; 
49  U.  S.  C.  177  (b)) 

[seal]  John  S.  Grah.am. 

Acting  Secretary  of  the  Treasury. 

IF.    R.    Doc.    49-4305.    Piled,    May    27,    1949; 
8:52  a.  m.l 


TITLE  38— PENSIONS,  BONUSES, 

AND  VETERANS'   RELIEF 

Chapter  I — Veterans'  Administration 

Part  6 — United  States  Government 
Life  Insurance 

Part  8 — National  Service  Life 
Insurance 

special  dividends 

Sections  6.96  and  8.26a  are  added  to 
Parts  6  and  8.  as  follows: 

5  8.96  Special  dividends.  Any  special 
United  States  Government  life  insurance 
dividend  that  may  be  declared  shall  be 
paid  In  cash  only.  Such  special  divi- 
dends shall  not  be  accepted  to  accumu- 
late on  deposit.  Unpaid  special  divi- 
dends shall  not  be  available  to  pay 
premiums.  (Sees.  5,  17,  300,  301.  311.  43 
Stat  608.  612,  624.  627,  sees.  1.  2.  46  Stat. 
1016:  38  U.  S.  C.  11.  11a.  426,  443,  511. 
512,  512b.  707) 

iS  8.26a  Special  dividends.  Any  spe- 
cial National  Service  life  Insurance 
dividend  that  may  be  declared  shall  be 
paid  in  cash  only.  Such  special  divi- 
dends shall  not  be  accepted  to  accumu- 
late on  deposit.  Unpaid  special  divi- 
dends shall  not  be  available  to  pay 
premiums.  (Sees.  601-618,  54  Stat.  1008- 
1014.  sees.  1-16,  60  Stat.  781-789,  sees.  1, 
2,  61  Stat.  6,  Pub.  Law  838.  80th  Cong.; 
38  U.  S.  C.  512d.  801-818) 

[SEAL]  O    W.  Clark. 

Deputy  Administrator. 

|F.    R.    Doc.    49-4273:    Piled.    May    27,    1949; 
8:47  a.  m.] 


Part  17— Medical 

miscellaneous  amendments 

1.  In  5  17.47,  paragraph  (c)  (2)  is 
amended  and  paragraph  (d)  (3>  is  de- 
leted. 

§  17.47  Eligibility  for  hospital  treat- 
ment or  domiciliary  care  of  persons  dis- 
charged, released  or  retired  from  active 
military  or  naval  service.     •     •     * 

(c)    •     •     • 

(2)  Domiciliary  care  for  persons  enu- 

>ncrated   in   subparagraph    (D    of   this 

paragraph,  when  suffering  from  a  per- 

ml^nent  disability  or  tuberculous  or  neu- 

^-ssPsychiatric  ailment  and  who  are  in- 

-ewpacitated  from  earning  a  living  and 

who  have  no  adequate  means  of  support. 

2.  In    5  17  60.   paragraph    (a)    (4>    is 
amended  to  read  as  follows: 


RULES  AND  REGULATIONS 

S  17.60  Out-patient,  (a)  •  *  * 
(4t  Retired  members  of  the  Regular 
Establishment  who  have  elected  under 
Public  Law  314,  78th  Congress,  to  receive 
disability  compensation  from  the  Vet- 
erans' Administration  for  a  service-con- 
nected disease  or  injury  and  who  are  in 
need  of  treatment  for  said  service-con- 
nected compensable  disease  or  injury. 

[SEAL]  O.  W.  Clark, 

Deputy  Administrator. 

[F.    R.    Doc.    49-4274;    Filed,    May    27,    1949; 
8:47  a.  m.l 


TITLE  39— POSTAL  SERVICE 
Chapter  I — Post  OfRce  Department 

Part  127 — International  Postal  Service: 
Postage  Rates,  Service  Available,  and 
Instructions  for  Mailing 

italy  including  the  republic  of  san 
marino  and  vatican  city  states 

1.  In  5  127.283  Italy  (including  the  Re- 
public of  San  Marino)  (13  F.  R.  9174) 
make  the  following  changes: 

a.  Amend  subparagraph  <8)  of  para- 
graph ta)  to  read  as  follows: 

(a>   Regular  mails.     •     •     • 

(8)  Prohibitions.  (D  Coins,  banlc 
notes,  paper  money,  checks,  bonds,  and 
other  values;  gold  and  silver  bullion, 
precious  stones,  jewelry  and  other  prec- 
ious articles. 

(il)  Articles  for  collections  and  artistic 
articles,  including  albums  of  photo- 
graphs, cards,  etc..  and  stamp  collections. 

(ill)  The  articles  prohibited  or  re- 
stricted as  parcel  post  are  also  prohibited 
or  restricted  In  the  regular  mails. 

(iv)  There  Is  shown  below  a  list  of 
those  articles  admissible  a*-  samples  of 
merchandise: 

Note:  The  limits  of  weight  apply  not  only 
to  each  article,  but  also  to  the  whole  of  such 
articles  sent  at  the  same  time  by  one  and 
the  same  sender  to  one  and  the  same  ad- 
dressee. 

(a)  Up  to  50  grams: 

Needles,  except  those  used  for  surgery. 
Pen-points,  except  those  of  gold  or  imi- 
tation gold  for  fountain  pens. 
Pencils  of  all  kinds. 

(b)  Up  to  60  grams: 
Pins. 

Egrets  prepared  for  medicaments. 

Worked  sponges. 

(C)   Up  to  75  grams: 

Cinnamon,  pure  or  mixed  with  other  spices. 

Cloves. 

Pepper  and  pimiento,  pure  or  mixed  with 
other  spices. 

(d)  Up  to  100  grams: 

Natural  coffee. 

Cacao  seeds,  broken,  ground,  or  In  paste. 

Chocolate. 

Conden.sed  or  concentrated  milk. 

Candied  fruits. 

Sugarplums  end  conserves,  In  sugar  and 
honey. 

Sugar  and  glucose,  in  pieces  or  in  powder. 

Biscuits. 

Straw,  including  worked  straw. 

Thread  of  hemp,  cotton.  Jute,  wool  or 
linen.  If  each  packet  contains  threads  from 
several  skeins  or  bobbins,  balls,  and  rolls. 
Buttons  of  all  kinds  (except  those  of  precious 
metal  or  any  other  material  garnished  with 
precious  metal,  or  mother-of-pearl  worked 
in  any  manner)  In  quantities  which  differ 
from  one  another. 


Worked  mother-of-pearl  (except  that  pre- 
pared for  making  buttons). 

Perforated  enamel  or  glass  beads  lor 
crowns,  necklaces,  ornaments,  etc. 

Brushes,  other  than  shaving-brushes  with 
handles  of  Ivory,  tortoise-shell,  or  precious 
metal,  and  other  flne-brlstle  brushes. 

Combs  and  hairpins,  except  those  of  ivory, 
tortoise-shell,  or  precious  metal,  or  those 
wholly  or  partly  garnished  with  precious 
metal. 

Lenses    for    goggles,    provided    their   com- 
mercial value  has  been  eliminated  by  means 
of  cross-hairs  entirely  covering  the  surface. 
Small  articles  of  common  metals  and  their 
alloys,  gilded,  silvered  or  burnished,  as  well 
as    articles    entirely    of    nickel,    bronze    or 
aluminum. 
Penholders. 
Electric  wire. 
Musical  strings. 

Worked  celluloid,  cellophane,  and  similar 
products.  (Such  articles  whose  mercantUe 
value  has  been  nulllfled  by  the  senders  by 
means  of  perforations  are  admitted  up  to 
350  grams.) 

Worked  ebonite. 

Rubber  or  gutta-percha  In  sheets,  pre- 
pared In  any  manner  (except  rubber  gloves 
and  inf.vits'  rubber  nipples  and  teething 
rings,  which  are  prohibited). 

Colors  in  small  cakes  or  paste,  enclosed  in 
small  tubes  and  placed  in  boxes  (except 
aniline  colors). 

Varnishes  of  all  kinds. 

Boxes  of  colors. 

Night-lamps,  with  boxes  and  accessories. 

(e)  Up  to  150  grams: 

Worked  t)one  and  horn.  (Such  articles 
whose  mercantile  value  has  been  nullified 
by  the  senders  by  means  of  perforations 
are  admitted  up  to  the  weight  of  3.50  grams.) 

Small  articles  of  wood  (toys  and  other 
articles  of  wood). 

(f)  Up  to  200  grams: 

Lactated  flour  and  other  similar  flours  pre- 
pared for  nutrition. 
Electric  cords. 

(g)  Up  to  250  grams: 

Thread  of  hemp,  cotton,  jute,  wool  or  linen, 
if  each  packet  contains  only  one  skein. 

Dyed  silk  thread.  Including  that '  fllied  with 
white". 

(h)    Up  to  350  grams: 

Raw  silk  thread.  Including  that  which  Is 
simply  bleached. 

It  is  not  permissible  to  Import  in  one  and 
the  same  packet  various  merchandise  when 
the  weight  of  the  packet  exceeds  one  or  the 
other  of  the  maximum  weights  authorized, 
even  if  each  article  does  not  exceed  the  maxi- 
mum fixed  by  the  present  list. 

Lace,  braid,  embroidery,  galloon,  ribbon, 
fringe,  lanip-wlck,  cord  and  small  cord  of  any 
textile  material.  Including  that  mixed  with 
metal  threads,  If  sent  In  separate  pieces  not 
measuring  more  than  20  centimeters  In 
length. 

Tissues  of  any  textile  material,  whether  or 
not  mixed  with  metal  threads,  provided  the 
length  does  not  exceed  40  centimeters. 

b.  Amend  subparagraph  <5>  of  para- 
graph <b»  to  read  as  follows: 

(b>  Parcel  post:  (Italy  and  Republic  of 
San  Marino.)     •     •     • 

(5)  Prohibitions — (1)  For  reasons  of 
public  safety.  Printed  matter,  phono- 
graph records,  or  other  reproductions 
which  are  contrary  to  public  order. 

(11)  For  reasons  of  sanitary  policy. 
Medicines  and  drugs.  Including  serums 
and  vaccines,  not  authorized  by  the 
Italian  Ministry  of  the  Interior.  Ac- 
cepting postal  employees  are  not  ex- 
pected to  know  what  medicines  have  been 
authorized  by  the  Italian  authorities,  and 
any  mailable  medicines,  etc.,  are  to  be 
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accepted  with  the  understanding  that 
final  decision  as  to  the  admissibility  of 
the  articles  rests  with  the  Italian 
authorities. 

Nursing  bottles,  parts  thereof,  and 
baby  pacifiers  must  have  an  indelible 
mark  applied  by  the  manufacturer. 
Nursing  bottles  with  long  tubes,  and 
pacifiers  with  cavities  Inside  are  pro- 
hibited, as  are  any  similar  articles  of 
vulcanized  rubber  containing  harmful 
substances. 

The  containers  of  canned  or  preserved 
fish  products  must  be  indelibly  marked 
describing  the  contents. 

(Ill)  For  the  protection  of  animals  or 
plants.  Certain  plants  and  plant  prod- 
ucts are  prohibited  from  Importation  or 
are  admitted  under  restrictions.  Inter- 
ested patrons  may  be  Informed  that  in- 
formation can  be  obtained  from  the  Bu- 
reau of  Entomology  and  Plant  Quar- 
antine, Department  of  Agriculture, 
Washington  25.  D.  C.  or  from  one  of  the 
offices  of  that  Bin-eau  located  at  princi- 
pal ports  of  entry. 

(iv)  Arms,  munitions,  etc.  Nonexplo- 
sive  components  of  artillery  fu.«;es. 

Arms  or  parts  of  arms,  without  the 
permission  of  ithe  competent  authorities. 

(v)  State  monopolies,  etc.  Playing 
cards  addressed  to  San  Marino. 

Saccharine  and  its  products,  unless 
addres.sed  to  duly  authorized  pharma- 
cists. 

Cooking  salt,  rock  salt,  and  other  prod- 
ucts containing  more  than  25  percent 
of  sodium  chloride  are  admitted  only 
with  the  authorization  of  the  competent 
Italian  authorities. 

Tobacco  In  any  form;  cigarette  lighers 
and  lighter  fluids. 

Bank  notes  or  paper  money. 

(vl)  For  other  reasons.  Weights, 
measures,  and  instruments  for  weighing 
and  measuring  not  meeting  the  required 
standards. 

Radio  communication  apparatus  and 
parts  thereof  are  admitted  only  If  the 
addressee  receives  permission  from  the 
Italian  Ministry  of  Communications. 

2.  In  5  127.375  Vatican  City  State  (13 
P.  R.  9234)  make  the  following  changes: 

a.  Amend  subdivision  (ID  of  subpara- 
graph (7).  paragraph  (a)  to  read  as 
follows: 


(a)  Regular  mails. 

(7)  Prohibitions.     • 

(11)  All  articles  prohibited  or  restrict- 
ed as  parcel  post  are  also  prohibited  or 
restricted  In  the  regular  malls. 

b.  Amend  subparagraph  (4)  of  para- 
graph (b)  to  read  as  follows: 

(b)  Parcel  post.  (Vatican  City 
State.)     •     •     • 

(4)  Prohibitions— (I)  For  reasons  of 
public  safety.  Books,  newspapers,  prints, 
etc.,  contrary  to  public  order,  morals  or 
religion. 

(II)  For  sanitary  reasons.  Articles  un- 
fit for  consumption. 

(Ui>  For  the  protection  of  plants. 
Plants  and  plant  products  which  may 
bring  In  diseases. 

(Iv)  Arms,  munitiop^etc.  Nonexplo- 
slve  components  oraftlUery  fuses  may  be 
Imported  only  witn  the  previous  authori- 
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latlon  of  the  Government  of  the  Vatican 
City  State. 

<R.  S.  161,  396,  398.  sees.  304.  309,  42  Stat. 
24,  25,  48  Stat.  943;  5  U.  S.  C.  22,  369,  372) 

[seal]  J.  M.  Donaldson, 

Postmaster  General. 

IP.    R.   Doc.    49-4276;    Piled,   May   27.    1949; 
8:48  a.  m.] 

TITLE  49— TRANSPORTATION 

Chapter  I — Interstate  Commerce 
Commission 

Subchapter    A — General    Rule*    and    Regulationi 
[Docket  No.  366e| 

Parts  71-77— Explosives  and  Other 
Dangerous  Articles 

miscellaneous  amendments 

At  a  session  of  the  Interstate  Com- 
merce Commi-ssion,  Division  3.  held  at 
Its  office  in  Washington.  D.  C,  on  the 
19th  day  of  May  A.  D.  1949. 

It  appearing,  that  pursuant  to  the 
Transportation  of  Explosives  Act  of 
March  4,  1921  (41  Stat.  1444),  sections 
831-835  of  Title  18  of  the  United  States 
Code  approved  June  25,  1948,  and  Part 
II  of  the  Inter.^tate  Commerce  Act,  as 
amended,  the  Commission  has  hereto- 
fore formulated  and  published  certain 
regulations  for  the  transportation  of  ex- 
plosives and  other  dangerous  articles. 

It  further  appearing,  that  In  applica- 
tion received  we  are  asked  to  amend  the 
aforesaid  regulations  as  set  forth  in  pro- 
visions made  a  part  thereof. 

It  is  ordered,  That  the  aforesaid  regu- 
lations for  the  transportation  of  explo- 
sives and  other  dangerous  articles  be, 
and  they  are  hereby,  amended  as  fol- 
lows: 

Part  74 — Regulations  Applying  Partic- 
ularly TO  Carriers  by  Rail  Freight 

SUBPART  E — handling  BY  CARRIERS  BY 

rail  freight 

1.  In  §74.589  paragraph  (f)  (1)  (c) 
(formerly  sec.  589  (f)  (1)  (c),  order  Oc- 
tober 19,  1948),  is  amended  to  read  as 
follows: 

(c)  When  transported  In  a  freight 
train  or  a  mixed  train  performing  pick- 
up and/or  setoff  service.  It  shall  be 
placed  not  nearer  than  the  second  car 
from  both  the  engine  or  occupied 
caboose,  except  as  provided  In  paragraph 
(1)  of  this  section. 

2.  In  §  74.589  paragraph  (f)  (2),  sub- 
paragraphs (1),  (2),  and  (12)  (formerly 
8  589  (f)  (2).  subparagraphs  1,  2,  and 
12,  order  October  19.  1948)  are  amended 
to  read  as  follows : 

<!)  Occupied  passenger  car,  other 
than  car  occupied  by  gas  handlers  or 
military  personnel  accompanying  ship- 
ments. 

(2)  Occupied  combination  car.  other 
than  car  occupied  by  gas  handlers  or 
military  personnel  accompanying  ship- 
ments. 

•  •  •  •  • 

(12)  Occupied  caboose,  except  as  pro- 
vided In  paragraph  (1)  of  this  section. 
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3.  In  S  74.589  paragraph  (1)  (1)  (order 
October  19,  1948),  Is  amended  by  adding 
paragraph  (I)  (2)  to  read  as  follows: 

(2)  A  car  placarded  "Explosives"  .shall 
at  all  times  be  next  to  and  ahead  of  the 
car  occupied  by  military  personnel  when 
accompanying  such  car. 

4.  In  §74.589  paragraph  (j>  (2)  (for- 
merly sec.  589  (j'  (2),  order  May  8, 1947), 
Is  amended  to  read  as  follows : 

(2 )  Cars  containing  explosives,  class  A. 
poison  gases  or  liquids,  class  A.  and  tank 
cars  placarded  "Dangerous"  shall  not  be 
transported  next  to  occupied  cabooses  or 
cars  carrying  passengers  in  mixed  trains, 
except  as  provided  In  paragraph  (I)  of 
this  section. 

It  is  further  ordered,  That  the  fore- 
going amendments  to  the  aforesaid  regu- 
lations shall  have  full  force  and  effect  on 
August  17th.  1949,  and  that  such  regula- 
tions as  herein  amended  shall  thereafter 
be  observed  until  further  order  of  the 
Commission. 

//  IS  further  ordered.  That  compliance 
with  the  aforesaid  regulations  as  herein 
amended  Is  hereby  authorized  on  and 
after  the  date  of  service  of  this  order. 

And  it  is  further  ordered.  That  copies 
of  this  order  be  served  upon  all  parties  of 
record  herein,  and  that  notice  shall  be 
given  to  the  general  public  by  depositing 
a  copy  in  the  office  of  the  Secretary  of 
the  Commission  at  Washington,  D.  C. 
and  filing  it  with  the  Director,  Division  of 
Federal  Register. 

'49  Stat.  546,  as  amended,  sec.  835,  Pub. 
Law  772.  80th  Cong. ;  49  U.  S.  C.  304) 

By  the  Commission,  Division  3. 

fsEAL]  w.  P.  Bartel, 

Secretary. 

|F.   R.   Doc.   49-4276;    Piled.    May   27,    1949; 
8:48  a.  m.] 


Subthapter    B— Carriers    by    Motor   VehtcU 

(Ex  Parte  No.  MC~39] 

Part  167 — Brokers  op  Property 

practices  of  property  brokers 

At  a  session  of  the  Interstate  Com- 
merce Commission,  EM  vision  5.  held  at  Its 
office  In  Washington.  D.  C,  on  the  16th 
day  of  May  A.  D.  1949. 

It  appearing,  that  on  August  25.  1945, 
the  Commission  entered  upon  an  investi- 
gation into  the  matter  of  practices  of 
brokers  of  transportation  by  motor  ve- 
hicle as  defined  in  section  203  (a)  (18) 
of  the  Interstate  Commerce  Act,  except 
those  dealing  exclusively  In  the  trans- 
portation of  passengers  and  their  bag- 
gage, with  a  view  to  prescribing  such 
reasonable  rules,  regulations,  and  re- 
quirements to  be  observed  by  such 
brokers  as  may  be  necessary  or  desirable 
In  the  public  Interest  and  to  taking  such 
other  action  as  the  facts  and  clrcum- 
itances  warrant; 

And  It  further  appearing,  that  a  full 
Investigation  of  the  matters  and  things 
Involved  has  been  made,  and  the  said 
Division,  on  the  date  hereof,  has  made 
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and  filed  a  re(>ort  herein  containing  its 
findings  of  fact  and  conclusions  thereon.' 
It  is  ordered.  That  the  rules  and  reg- 
ulations governing  the  practices  of 
brokers  of  transportation  by  motor  ve- 
hicle, except  brokers  dealing  exclusively 
In  the  transportation  of  passengers  and 
their  baggage,  as  set  forth  in  the  ap- 
pendix to  said  report,  and  found  in  said 
report  to  be  reasonable  and  necessary  in 
the  public  interest,  be,  and  they  are 
hereby  approved,  adopted,  and  pre- 
scribed for  application  on  and  after  the 
effective  date  of  this  order  to  the  opera- 
tions of.  and  they  shall  be  observed  with- 
out exception  or  exemption  by,  all 
brokers  as  defined  in  said  rules  to  the 
extent  herein  provided. 

187.1 

167.2 

1673 

1674 

1675 

1878 

1677 

1678 

167.9 

167  10 

167.11 

167.12 


18713 


AppUcabUlty. 
E>eflnttlons. 

Records  to  be  kept  by  broken. 
Carrier's  operating  authority. 
Charges  for  brokerage  service. 
Charges  for  r\on-brokerage  services. 
Misrepresentation. 
Billing. 
Rebating. 

Duties  and  obligations  of  brokers. 
Transfer  of  brokers'  licenses. 
Corporations  and  associations  hold- 
ing brokers'  licenses. 
Accounting. 


AuTHOBrrr:  ;s  167  1  to  187.13  Issued  under 
49  Stat.  648.  554:  49  U.  S.  C.  304  (a)  (4), 
811    (c). 

5  167.1  Applicability.  The  following 
sections  apply,  to  the  extent  provided 
therein,  to  all  brokers  of  transportation 
by  motor  vehicle  as  defined  in  §  167.2. 

§167.2  Definitions.  As  used  in 
§5  167.1  to  167.13  the  following  terms 
shall  have  tl)e  meanings  Indicated: 

(a>  "Broker"  means  any  person  as  de- 
\nned  in  section  203  (a)  (1)  of  the  Inter- 
'^^  state  Commerce  Act  not  included  in  the 
term  "motor  carrier"  and  not  a  bona  fide 
employee  or  agent  of  any  such  a  carrier, 
who.  as  principal  or  agent,  for  compensa- 
tion, sells  or  offers  for  sale  tran.sporta- 
tion  subject  to  Part  II  of  the  Interstate 
Commerce  Act  other  than  transportation 
of  passengers  and  their  baggage,  or 
makes  any  contract,  agreement,  or  ar- 
rangement to  provide,  procure,  furnish. 
or  arrange  for  such  transportation  or 
shall  hold  himself  out  by  advertisement, 
solicitation,  or  otherwise  as  one  who  sells, 
provides,  procures,  contracts,  or  arranges 
for  such  transportation. 

(b)  "Motor  carrier"  means  a  common 
or  contract  carrier  by  motor  vehicle  of 
property  aa  defined  in  section  203  (a) 
(14>  and  (15>,  respectively,  of  the  In- 
terstate Commerce  Act. 

(c)  "Transportation"  means  trans- 
portation of  property  by  motor  vehicle 
performed  for  compensation  by  a  motor 
carrier  operating  under  the  provisions  of 
the  second  proviso  of  section  206  (a)  of 
the  Interstate  Commerce  Act  or  by  a 
motor  carrier  which  is  required  by  sec- 
tions 206  or  209  of  the  act  to  hold  a  cer- 
tificate or  permit  authorizing  such  trans- 
portation. 

(d>  "Brokerage"  or  "brokerage  serv- 
ice" means  the  selling  or  offering  for  sale 
of  transportation;  or  the  making  of  any 
contract,  agreement,  or  arrangement  to 
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provide,  procure,  furnish,  or  arrange  for 
transportation;  or  the  holding  out  by 
advertisement,  solicitation,  or  otherwise, 
to  sell,  provide,  procure,  contract,  or  ar- 
range for  transportation,  by  a  broker  for 
compensation. 

(e)  "Non-brokerage  service"  means 
any  service  which  Is  not  a  "brokerage 
service."  as  defined  in  this  section  and 
which  is  furnished  by  a  broker  to.  for, 
or  on  behalf  of,  a  motor  carrier  or  con- 
signor or  consignee  of  shipments  moving 
by  motor  vehicle. 

<f)  "A  bona  flde  agent",  as  distin- 
guished from  a  broker,  is  a  person  who  Is 
part  of  the  normal  organization  of  a 
motor  carrier  and  performs  his  duties 
under  the  direction  of  the  carrier  pur- 
suant to  a  preexisting  agreement  with 
the  carrier  providing  for  a  continuing 
relationship  between  them  and  preclud- 
ing the  exercise  of  discretion  on  the  part 
of  the  agent  in  allocating  traffic  as  be- 
tween the  principal  and  others. 

§  167.3  Records  to  be  kept  by  brok- 
ers. Each  broker  shall  keep  and  retain 
for  a  period  of  three  years  an  exact  rec- 
ord of  each  transaction  in  which  he  par- 
ticipates, which  record  shall  show  for 
each  transaction: 

(a)  Name  and  address  of  the  con- 
signor. 

<b)  Name,  address,  and  the  lead  or 
principal  docket  number  of  the  originat- 
ing motor  carrier. 

(c)  Bill  of  lading  or  freight  bill  num- 
ber. 

(d)  Description  of  commodity  or  com- 
modities, weight,  rate,  and  tariff  refer- 
ence. 

(e>  Date  of  shipment. 

(f)  Origin  and  destination  of  ship- 
ment. 

<g)  Amount  of  compensation  received 
by  the  broker  for  brokerage  service  fur- 
nished and  from  whom  it  was  received. 

«h)  Description  of  any  non-brokerage 
service  performed  In  connection  with 
each  particular  shipment  or  otherwise, 
amount  of  compensation  received  for 
such  service,  and  from  whom  such  com- 
pensation was  received. 

(i)  If  freight  charges  are  collected  by 
the  broker,  the  record  shall  show,  for 
each  shipment,  the  amount  collected  and 
the  date  of  payment  to  the  carrier. 

S  167.4  Carrier's  operating  authority. 
In  the  execution  of  any  contract,  agree- 
ment, or  arrangement  to  sell,  provide, 
procure,  furnish,  or  arrange  for  any 
transportation  by  motor  vehicle  no 
broker  shall  employ,  or  allocate,  or  sur- 
render any  shipment  to  any  carrier  by 
motor  vehicle  who,  or  which,  cannot  law- 
fully transport  it  either  to  destination  or 
to  a  normal  point  of  interchange  with  a 
connecting  carrier. 

S  167.5  Charges  for  brokerage  serv- 
ice, (a)  Each  broker  shall  maintain 
and  keep  open  for  public  inspection  at 
each  place  of  business  which  he  main- 
tains, a  schedule  stating  his  maximum 
charge  for  each  brokerage  service  which 
he  holds  out  to  perform,  and 

(b)  No  broker  shall  charge  or  collect 
any  more  for  any  brokerage  service  than 
his  maximum  charge  therefor  as  con- 
tained in  his  schedules  maintained  pur- 
suant to  paragraph  (a)  of  this  section. 


§  167.6  Charges  for  non-brokerage 
services,  (a)  Each  broker  shall  main- 
tain and  keep  open  for  public  inspection 
at  each  place  of  business  which  he  main- 
tains, schedules  (1)  stating  his  minimum 
charge  for  each  non-brokerage  service 
which  he  holds  himself  out  to  perform 
for  shippers,  con.signors.  or  consignees 
and  (2)  stating  his  maximum  charge  for 
each  non-brokerage  service  which  he 
holds  himself  out  to  perform  for  carriers. 

(b)  No  broker  shall  furnish  any  non- 
brokerage  service  other  than  those  for 
which  the  minimum  or  maximum  charge 
is  contained  in  his  schedule  nor  shall  any 
broker  charge  or  collect  from  any  ship- 
per, consignor,  or  consignee  any  less  or 
from  any  carrier  any  more,  for  any  non- 
brokerage  service  performed  than  his 
minimum  or  maximum  charge  for  such 
service  as  contained  in  his  maintained 
schedules. 

5  167.7  Misrepresentation.  (a)  No 
broker  shall  perform  any  brokerage  serv- 
ice or  hold  himself  out  to  perform  such 
service,  by  advertisement  or  otherwise, 
in  any  name  other  than  that  in  which 
his  license  Is  issued. 

<b)  No  broker  shall  directly  or  by  im- 
plication represent  himself  to  be  a  car- 
rier in  respect  of  any  service  which  he 
does  not  hold  authority  as  a  carrier  to 
perform. 

'c)  No  broker  shall  advertise  in  any 
manner  any  offer  of  service  as  a  broker 
without  showing  In  such  advertisement 
his  status  as  a  broker  in  type  which  Is 
clear  and  bold  and  equally  as  large  as 
any  other  in  the  same  advertisement. 

§  167.8  Billing,  (a)  No  broker  shall. 
In  any  name  except  that  of  a  carrier.  Is- 
sue any  bill  of  lading,  freight  bill,  or  other 
document  which  is  appropriate  only  for 
use  by  a  carrier  transporting  or  agreeing 
to  tran.sport  a  shipment. 

(b)  No  broker  shall  Issue  any  order  for 
service  or  any  other  document  appropri- 
ate for  use  by  brokers  which  does  not 
clearly  show  thereon  the  name  and  ad- 
dress of  the  broker  and  that  it  is  exe- 
cuted as  a  broker  of  transportation  In 
type  which  is  clear  and  bold  and  equally 
as  large  as  the  name  of  the  Issuing 
broker. 

5  167.9  Rebating,  (a)  No  broker 
shall  charge  or  receive  compensation 
from  a  motor  carrier  for  brokerage  serv- 
ice performed  in  connection  with  any 
shipment  which  he  owns  or  In  which  he 
has  a  material  Interest,  or  the  routing  of 
which  he  controls  by  reason  of  any  aflBl- 
latlon  with,  or  non-brokerage  relation- 
ship to.  the  shipper,  consignor,  or  con- 
signee as  traffic  consultant  or  otherwise, 
or  which  he  controls  by  reason  of  his  per- 
formance for  the  shipiJer,  consignor,  or 
consignee  of  non-brokerage  services,  as 
defined  in  the  rules  in  this  part. 

(b^  No  broker  shall  pay,  give,  or  offer 
to  pay  or  give,  directly  or  indirectly,  any- 
thin»  of  value,  except  ordinarily  used  In- 
expensive, advertising  specialties,  to  any 
shipper,  consignor,  consignee  or  to  any 
officer  or  employee  of  a  shipper,  con- 
signor, or  consignee. 

9  167.10  Duties  and  obligations  of 
brokers,  (a)  A  broker  shall  fairly  pro- 
tect the  Interest  of  any  shipper  employ- 
ing his  services,  by  providing,  or  ad- 
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vising  the  .shipper  of.  the  transportation 
services  which,  because  of  rates,  sched- 
ules, tjrpe  of  motor  carrier,  or  otherwise, 
will  best  meet  the  needs  of  the  shipper, 
and  no  broker  shall  misrepresent  or 
make  false  promises  to  any  shipper  with 
respect  to  the  service  rendered  or  to  be 
rendered  by  any  motor  carrier. 

(b»  No  broker  shall  knowingly  misrep- 
resent to  a  motor  carrier  the  commodity 
to  be  transported  or  otherwise  give  to  a 
motor  carrier  Incorrect  information 
which  may  affect  the  applicable  charges 
for  any  particular  transportation  serv- 
ice. 

<c)  No  broker  shall  charge  or  accept 
compensation  from  both  a  shipper  and^a 
motor  carrier  in  connection  with  tnje 
same  shipment,  whether  for  brokerage'or 
non-brokerage  service,  without  first  ad- 
vising both  parties  of  the  amount  and 
ba.sis  for  the  charge  or  payment  by  the 
other. 

<d)  A  broker  shall  exercise  due  dili- 
gence to  carry  out  any  undertaking  to 
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arrange  for  desired  transportation,  to 
carry  out  the  terms  of  Its  arrangements 
with  any  shipper  or  motor  carrier,  and 
to  pay  promptly  any  monies  received  by 
him  for  such  shipper  or  motor  carrier, 
(e)  Any  freight  charges  collected  by  a 
broker  shall  be  paid  In  full  to  the  carrier 
or  carriers  employed  by  him,  without  de- 
duction for  any  amount  due  to  him  from 
such  carrier  or  carriers. 

§  167.11  Transfer  of  brokers'  licenses. 
A  license  issued  a  broker  may  be  trans- 
ferred, if  approved  by  the  Commission, 
upon  application  and  proof  that  the 
transferee  is  fit,  willing,  and  able  to  per- 
form the  duties,  and  that  the  transfer 
will  not  be  contrary  to  thepublic  interest. 

§  167.12  CorporationP^fhd  associa- 
tions holding  brokers'  licenses.  A  change 
in  the  control  of  a  corporation  or  asso- 
cfation  holding  a  broker's  license  may  be 
accomplished  only  with  the  approval  of 
the  Commission  upon  application  and 
proof  that  the  change  in  control  will  not 
be  contrary  to  the  public  Interest. 
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8  167.13  Accounting.  Each  broker 
who  engages  in  any  other  business, 
whether  jis  a  carrier,  warehouseman,  or 
otherwise,  shall  keep  and  maintain  his 
accounts  in  such  manner  that  the  rev- 
enues and  expen.ses  pertaining  to  his 
brokerage  operations  will  be  segregated 
from  those  of  his  other  operations. 
Expenses  that  are  common  to  his  broker- 
age and  other  operations  shall  be  allo- 
cated to  each  on  an  equitable  basis,  and 
the  broker  shall  be  prepared  to  show  at 
any  time  and  to  report  to  the  Commis- 
sion when  required  the  allocation  of  such 
common  expenses  and  the  basis  of  the 
allocation. 

It  is  further  ordered.  That  this  order 
shall  become  effective  on  July  5.  1949. 

By  the  Commission,  Division  5. 

'SEAL]  W.  P.  BaRTEL. 

I  Secretary. 

|F.    R.   Doc.    49-4278;    Piled,    May   27     1949- 
8 :48  a.m.  I 
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DEPARTMENT  OF  LABOR 

Division  of  Public  Contracts 

[  41  CFR,  Part  202  ] 

Privailinc  Minimum  Wage  For  Seamless 
Hosiery  Industry 

NOTICE   or   postponement   or   HEARING   ON 

proposed  amendment 

Notice  Is  hereby  given  that  the  public 
hearing  on  the  proposed  amendment  of 
the  wage  determination  for  the  Seamless 
Hosiery  Indu.stry  which  was  scheduled 
for  May  25.  1949,  Is  postponed  until  fur- 
ther notice. 

Signed  at  Washington,  D.  C,  this  20th 
day  of  May  1949. 

Wm   R.  McComb. 
Administrator. 

IP.    P..    Doc.    48-4272;    Filed,   May    27,    1949; 
8:47  a.  m.j 

ATOMIC  ENERGY  COMMISSION 
I  10  CFR,   Part  50  1 

Facilities  for  Production  or  Fissionable 
Material 

notice  or  proposed  rule  making 

Pursuant  to  the  Atomic  Energy  Act  of 
1946  (Public  Law  685,  79th  Congress:  60 
Stat.  755-ff>  and  to  section  4  (a>  of  the 
Administrative  Procedure  Act  of  1946 
(Public  Law  404.  79th  Congress',  notice 
Is  hereby  given  that  an  amendment  to 
Title  10.  Chapter  I.  Part  50.  Code  of  Fed- 
eral Regulations,  entitled  "Control  of 
Facilities  for  the  Production  of  Fission- 
able Material"  will  be  Issued  by  the 
Atomic  Energy  Commission,  to  be  effec- 
tive July  1,  1949. 

It  Is  proposed  that  this  amendment 
Will  read  substantially  as  follows: 

Part  50.  Control  of  Facilities  for  the 
Production   of   Fissionable   Material,   Is 


hereby  amended  in  the  following  respects 
only: 

1.  The  third  (last)  sentence  of  I  50.20 
Applications  for  licenses  is  deleted. 

2.  The    second     (last)     sentence    of 
S  50.21.  Issuance  of  licenses.  Is  deleted. 

3.  The  following  5  50.72  is  added  read- 
ing as  follows: 

5  50.72  Schedule  B:  Exemptions 
The  listing  In  §  50.71  of  electrometer-type 
electronic  tubes  and  resistors  (see  §  50  71 
(a)  <xiv»  and  (xv)  and  (b)  (vii>  and 
(vIII)  »  shall  not  be  deemed  to  constitute 
such  items  component  parts  of  radiation 
detection  equipment  or  mass  spectrom- 
eters when  they  have  been  actually  Incor- 
porated into  (or  packaged  as  spares  for 
shipment  with)  instruments  (such  as, 
but  not  limited  to,  pH  meters,  spectro- 
photometers, moisture  meters,  and  kilo- 
voltmeters »  not  capable  of  detection  or 
measurement  of  nuclear  radiation  or  not 
capable  of  use  as  mass  spectrometers. 

The  purpose  of  those  parts  of  the  pro- 
po.sed  amendment  appearing  above  as 
items  1  and  2  is  to  change  the  method  of 
application  for  and  Issuance  of  export 
licenses  for  facilities  covered  by  the 
licensing  regulation  In  order  to  minimize 
the  possibility  of  evasion  of  the  license 
control,  as  well  as  to  simplify  and  Im- 
prove the  existing  system.  After  the 
effective  date  of  the  proposed  amend- 
ment, the  system  would  operate  as 
follows: 

(DA  new  AEC  Form  250  (Export  Li- 
cense* will  be  Issued  commencing  Julv 
1,  1949.  ^ 

(2)  AEC  Form  17  (License  Applica- 
tion) has  been  revised  and  will  continue 
in  use  after  July  1,  1949,  as  a  license 
application  form  only.  A  duplicate  copy 
of  the  application  will  be  returned  to  the 
applicant  for  his  files  either  along  with  a 
Form  ABC  250  (Export  License)  or  with 
a  letter  Indicating  disapproval  of  the 
application. 


(3)  AEC  Form  17  (License  Applica- 
tion's); which  have  already  been  ap- 
proved and  assigned  export  license 
numbers  will  be  valid  for  use  as  export 
licenses  through  August  31,  1949  If 
shipment  cannot  be  made  prior  to  that 
date,  the  license  now  held  Is  to  be  re- 
turned to  the  Commission,  with  a  letter 
stating  the  circumstances,  along  with  any 
"Shipper's  Export  Declarations"  vali- 
dated by  AEC,  and  a  new  license  will  be 
Issued  on  AEC  Form  250.  The  old  li- 
cense and  returned  validated  export 
declarations  will  be  retained  in  AEC  files 

(4)  Shippers  Export  Declarations 
(Department  of  Commerce  Form  No 
7525-V,  Revised)  will  not  be  validated 
by  the  Commission  for  use  with  the  Form 
250  (Export  License)  but  wIU  continue 
to  be  validated  for  use  with  shipments 
being  made  through  August  31,  1949  In 
cases  where  AEC  Form  17  Is  being  used 
as  the  export  license. 

(5)  When  used  with  the  new  AEC 
Form  250  (Export  License).  "Shipper's 
Export  Declaration"  Forms  should  no 
longer  be  submitted  to  AEC  but  should 
be  prepared  and  submitted  In  accord- 
ance with  the  instructions  on  the  reverse 
of  the  Shippers  Export  Declaration 
Form. 

(6)  The  new  "Export  License"  (AEC 
Form  250)  must  be  presented  to  the  Col- 
lector of  Customs  at  the  port  of  exit  from 
the  United  States,  or  In  the  event  that 
the  Items  licensed  are  mailed,  to  the 
Postmaster  at  the  Post  Office  of  mailing. 

(7)  The  reverse  side  of  AEC  Form  250 
provides  a  space  for  the  "Signature  of 
Licensee".  The  licensee  must  sign  the 
form  In  this  space  before  the  license  Is 
presented  to  the  Customs  or  Post  Office 
authorities;  otherwise  It  will  not  be  ac- 
cepted. 

(8)  Export  License  Form  AEC  250  may 
be  transmitted  by  the  licensee  to  his  ship- 
ping agent  or  to  any  other  person  to 
whom  the  equipment  licensed  is  trans- 
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ferred  in  the  course  of  the  licensed  ex- 
pert transaction  and  may  be  presented  to 
the  Collector  of  Customs  or  the  Post- 
master by  any  person  in  lawful  possession 
of  the  licensed  equipment. 

(9>  After  submission  of  the  Export  li- 
cense, the  Collector  of  Customs  or  the 
Postmaster  will  sign  the  license  as  pro- 
vided on  the  reverse  side  of  the  license 
form  and  will  Indicate  whether  complete 
or  partial  shipment  of  the  items  licensed 
has  been  made.  Thereupon,  the  Collector 
or  the  Postmaster  will  immediately  re- 
turn the  Export  License  to  the  AEC. 

(10)  In  the  event  a  partial  shipment 
has  been  made,  the  license  which  has 
been  returned  to  the  Commission  will  so 
Indicate.  If  the  licensee  wishes  to  com- 
plete shipment  of  the  unshipped  bal- 
ance, another  AEC  Form  250  (Export 
License)  must  be  secured.  However,  he 
need  not  file  another  AEC  Form  17  (Li- 
cen.se  Application)  with  the  Commission, 
but  may  apply  by  letter  or  telegram  for 
a  license  covering  the  unshipped  balance 
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or  any  portion  thereof.  Such  a  letter  or 
telegram  may  identify  the  commodities 
by  "Item  Number"  as  originally  desig- 
nated on  the  AEC  Form  17  (License  Ap- 
plication) previously  filed. 

The  license  application  form  prepared 
for  use  with  the  amended  regulation 
•  Form  AEC-17,  Revised)  will  require  the 
submi.'=:slon  of  the  following  items  of  in- 
formation: 

( 1  >  Name  and  address  of  applicant. 

(2)  Applicant's  contract  or  reference 
number. 

(3)  Certificate  and  agreement. 

(4)  Description  of  facilities  or  com- 
ponents. 

(5)  Name  and  address  of  manufac- 
turer, if  not  applicant. 

•  6>   Full  description  of  the  ultimate 
use  of  the  items  listed  In  part  5. 
(7  (Exporter's  name  and  address. 

(8)  Ultimate  consignee's  name  and 
address. 

(9)  Every  other  person  who  will  ac- 
quire title  to  the  described  facilities  in 
the  course  of  the  export. 


NOTICES 


NATIONAL  MILITARY 
ESTABLISHMENT 

Secretary  of  Defense 

(Tran.sfer  Order  39) 

ORDER  TRANSFERRING  CERTAIN  PERSONAL 
PROPERTY  AND  FUNCTIONS  PERTAINING 
THERETO  rnOM  DEPARTMENT  OF  THE  ARMY 
TO  DEPARTMENT  OF  THE  AIR  FORCE  AND 
CERTAIN  PROPERTY  FROM  DEPARTMENT  OF 
THE  AIR  FORCE  TO  DEPARTMENT  OF  THE 
ARMY 

Pursuant  to  the  authority  vested  in  me 
by  the  National  Security  Act  of  1947  <  Act 
of  July  26.  1947:  Public  Law  253— 80th 
Congress)  and  in  order  to  effect  certain 
transfers  authorized  or  directed  therein, 
It  is  hereby  ordered  as  follows: 

1.  a.  In  addition  to  that  personal  prop- 
erty heretofore  transferred  to  the  juris- 
diction of  the  Department  of  the  Air 
Force  by  Transfer  Order  No.  6,  National 
Military  E.stablishment.  all  materiel, 
supplies,  equipment,  and  other  personal 
property  of  the  E>epartment  of  the  Army 
now  on  the  accountable  records  of  the 
Department  of  the  Air  Force  or  the 
United  States  Air  Force  or  its  organiza- 
tions and  installations,  are  hereby  trans- 
ferred from  the  jurisdiction  of  the  De- 
partment of  the  Army  to  the  Jurisdiction 
of  the  Department  of  the  Air  Force. 

b.  All  materiel,  supplies,  equipment 
and  other  personal  property  of  the  types 
or  kinds  used  by  both  Departments 
either  currently  available  or  to  be  re- 
ceived through  procurement  from  funds 
committed  or  obligated  prior  to  June  30. 
1949.  will  be  equitably  allocated  by  and 
between  the  two  Departments  not  later 
than  June  30.  1949.  in  such  manner  as 
the  two  Secretaries  may  jointly  de- 
termine. No  property  will  be  moved 
solely  because  of  this  order.  It  will 
be  held  by  the  procuring  departments, 
subject  to  withdrawal  by  the  depariment 


to  which  the  jurisdiction  of  the  property 
Is  allocated. 

2.  There  are  hereby  transferred  to 
and  vested  in  the  Secretary  of  the  Air 
Force  and  the  Department  of  the  Air 
Force,  insofar  as  they  may  pertain  to 
materiel,  supplies,  equipment  or  other 
personal  property  which  comes  under 
the  jurisdiction  of  the  Department  of 
the  Air  Force,  all  functions,  powers,  and 
duties  which  are  vested  in  the  Secretary 
of  the  Army  or  the  Department  of  the 
Army  or  any  officer  of  that  Department 
by  the  following  laws,  parts  of  laws,  and 
Executive  orders,  as  limited  by  other 
laws,  parts  of  laws,  and  Executive  orders, 
whether  or  not  specifically  set  forth 
herein: 

a.  Act  of  July  15.  1870.  c.  300.  sec.  1.  16 
Stat.  364;  R.  S.  197,  as  amended  by  the 
act  of  February  27,  1877.  c.  69.  sec.  1.  19 
Stat.  241.  and  the  act  of  February  9.  1889, 
c.  122.  sec.  1.  25  Stat.  659.  and  the  act  of 
February  14.  1903.  c.  552,  sec.  1,  32  Stat. 
825.  and  the  act  of  March  4.  1913.  c.  141, 
sec.  1.  37  Stat.  736  (5  U.  S.  C.  109). 

b.  Act  of  June  26.  1943.  c.  145.  Title  II, 
sec.  203.  57  Stat.  195.  as  amended  by  act 
of  June  27.  1944.  c.  286.  Title  II.  sec.  203, 
58  Stat.  385;  May  3.  1945,  c.  106,  Title  II. 
sec.  204.  59  Stat.  132;  March  28.  1946.  c. 
113.  Title  II,  sec.  204.  60  Stat.  79;  August 
2. 1946.  c.  744,  sec.  8,  60  Stat.  808  (5  U.  S.  C. 
118d-l). 

c.  Act  of  June  7.  1924.  c.  312.  sec.  1, 
43  Stat.  597  (5U.  S.  C.  203). 

d.  Act  of  June  3.  1916.  c.  134.  sec.  9,  39 
Stat.  170.  as  amended  by  the  act  of  June 
4.  1920.  c.  227.  subch.  I,  sec.  9.  41  Stat. 
766,  and  the  act  of  December  1,  1941,  c. 
552,  sec.  1,  55  Stat.  787  ( 10  U.  S.  C.  72) . 

e.  Act  of  April  3.  1939,  c.  35,  sec.  4,  53 
Stat.  556  (lOU.  S.  C.  298b>. 

f.  Act  of  February  12.  1940.  c.  27,  Title 
I.  54  Stat.  25  (10  U.  S.  C.  298c). 

g.  Act  of  June  3,  1916.  c.  134.  sec.  47. 
C9  Stat.  192.  as  amended  by  the  act  of 


(10)  Name  of  shipping  agent. 

(11)  Approximate  date  of  exportation. 
The  purpo.se  of  the  item  numbered  3 

In  the  amendments  Is  to  remove  from 
licensing  control  electrometer-type  elec- 
tronic tubes  and  resistors  which  have 
been  actually  incorporated  Into  or 
packaged  as  spares  for  instruments 
which  themselves  are  not  subject  to 
licensing  controls  of  this  regulation, 
such  as  pH  meters,  spectrophotometers, 
moisture  meters,  and  kilovoltmeters. 

Comments  from  persons  Interested  In 
these  changes  will  be  received  by  the 
Commission  in  writing  at  any  time  prior 
to  June  20.  1949. 

Dated  at  Washington,  D.  C,  this  25th 
day  of  May  1949. 

U.  S.  Atomic  Energt 

Commission, 
Carroll  L.  Wilson. 
General  Manager. 

|F.    R.    Doc.   49-4313:    Filed.    May   27,    1949; 
8:54  a.  m] 


June  4.  1920.  c.  227.  subch.  I.  sec.  34.  41 
Stat.  777  (10  U.  S.  C.  389  >. 

h.  Act  of  June  3.  1916.  c.  134.  sec.  47d, 

39  Stat.  166,  added  by  the  act  of  June  4, 
1920,  c.  227.  subch.  I.  sec.  34.  41  Stat.  779. 
and  amended  by  the  act  of  March  9. 1928. 
c.  161.  45  Stat.  251  ( 10  U.  S.  C.  442 » . 

1.  Act  of  March  12.  1868.  c.  19.  15  Stat. 
250 ;  R.  S.  1298  ( 10  U.  S.  C.  834 ) . 

j.  Act  of  August  31,  1918.  c.  166.  sec.  9. 

40  Stat.  957  ( 10  U.  S.  C.  904.  1106  > . 

k.  Act  of  July  17.  1914,  c.  149.  38  Stat. 
512  (lOU.  S.  C.  1179). 

1.  Act  of  June  3.  1916.  c.  134.  39  Stat. 
166.  as  amended  by  the  act  of  June  4. 
1920.  c.  227.  subch.  I,  sec.  35.  41  Stat.  780 
(10  U.  S.  C.  1180). 

m.  Act  of  May  18.  1916.  c.  124.  39  Stat. 
123  (10  IT  S.  C.  1182  >. 

n.  Act  of  July  28.  1866.  c.  229.  sec.  26. 
14  Stat.  336.  R.  S.  1225,  as  amended  by 
the  act  of  September  26.  1888.  c.  1037.  25 
Stat.  491  (10  U.  S.  C.  1182a). 

o.  Joint  Resolution  No.  9  of  Febru- 
ary 5.  1891.  26  Stat.  1113  (10  U.  S.  C. 
1183>. 

p.  Act  of  March  3.  1909.  c.  251,  35  Stat. 
730  "10  U.  S.  C.  1184 ». 

q.  Act  of  April  27.  1914.  c.  72,  38  Stat. 
370  (10  U.  S.  C.  1185>. 

r.  Act  of  March  3.  1813.  c.  48.  .sec.  5, 
2  Stat.  817.  R.  S.  219;  as  amended  by  the 
act  of  August  24.  1912.  c.  391,  sec.  3.  37 
Stat.  591  (10  U.  S.  C.  1192 ». 

s.  Act  of  July  27,  1937,  c.  525,  50  Stat. 
535  (10  U.  S.  C.  1192a>. 

t.  Act  of  June  1.  1926.  c.  435,  sec.  1,  44 
Stat.  680  ao  U.  S.  C.  1209). 

u.  Act  of  June  1.  1926.  c.  435,  sec.  2, 
44  Stat.  680  ( 10  U.  S.  C.  1210  > . 

V.  Act  of  June  28,  1944.  c.  308.  sec.  1. 
58  Stat.  624.  as  amended  by  act  of  July  1. 
1947,  c.  188.  61  Stat.  234  (10  U.  S.  C.  1213). 

w.  Act  of  June  28.  1944.  c.  306,  sec.  2, 
58  Stat.  624,  as  amended  by  the  act  of 
July  1.  1947,  c.  108,  61  Stat.  234  (10 
U.  S.  C.  1214). 
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r  Act  of  July  11.  1919.  c.  8.  subch.  IV. 
41  Stat.  130  (10  U.  S.  C.  1251). 

y.  Act  of  March  3.  1911.  c.  209.  36  Stat. 
1047.  as  amended  by  the  act  of  August  24. 
1912.  c.  391.  sec.  3,  37  Stat.  591  (10 
U.  8.  C.  1253). 

z.  Act  of  March  4.  1915.  c.  143.  sec.  1, 
38  Stat.  1080  (10  U.  S.  C.  1254  >. 

aa.  Joint  Resolution  No.  15  of  May  8. 
1914.  sec.  1  and  2.  38  Stat.  771  (10  U.  S.  C. 
1255.  1256 >. 

bb.  Act  of  June  5.  1920.  c.  252,  sec.  8, 
41  Stat.  1015  (10  U.  S.  C.  1257). 

cc.  Act  of  July  2.  1947,  c.  204,  61  Stat. 
243,  as  amended  by  the  act  of  July  31, 
1947.  c.  411.  sec.  5.  61  Stat.  694  (10 
U.  S.  C.  1257b). 

dd.  Act  of  February  28,  1936  c.  93 
49  Stat.  1147  dO  U.  S.  C.  1258). 

ee.  Act  of  May  15,  1937,  c.  193.  50  Stat. 
167  (10  U.  S.  C.  1259). 

ff.  Act  of  March  3.  1825,  c.  93.  sec.  1. 
2,  4  Stat.  127;  R.  S.  1241  (10  U.  S.  C. 
1261). 

gg.  Act  of  June  5.  1920,  c.  240,  41  Stat 
949  (10  U.  S.  C.  1262 ». 

hh.  Act  of  June  28.  1940.  c.  440.  Title 

1.  sec.  14.  54  Stat.  681.  as  amended  by 
the  act  of  August  7.  1946.  c.  770.  sec.  1. 
(29.  57),  60  Stat.  868.  871    (10  U.  S.  C 
1262a >. 

11.  Act  of  March  2,  1905.  c.  1307,  33 
Stat.  841  (10  U.  S.  C.  1262b). 

Jj.  Act  of  July  11.  1919.  c.  8.  41  Stat. 
105  (10  U.  S.  C.  1265). 

kk.  Act  of  April  17.  1920,  c.  150  41 
Stat.  554  (10  U.  S.  C.  1266 ». 

11.  Act  of  July  19.  1919.  c.  24,  sec.  5, 
41  Stat.  223  (10  U.  S.  C.  1267  >. 

mm.  Act  of  July  30.  1947.  c.  394.  sees.  1 

2.  3.  61  Stat.  675  (10  U.  S.  C.  1269,  1269a, 
1269b). 

nn.  Act  of  August  5.  1947.  c.  493.  sees. 
1.  3,  4,  5.  6.  61  Stat.  774  ( 10  U.  S.  C.  1270 
1270a, 1270b, 1270c,  1270d). 

oo.  Act  of  August  29.  1916.  c.  418,  sec.  1, 
39  Stat.  635  (10  U.  S.  C.  1271). 

pp.  Act  of  May  11,  1939,  c.  122,  53  Stat. 
739  (10  U.  S.  C.  1271ai. 

qq.  Act  of  July  9.  1918.  c.  143,  40  Stat. 
849  (lOU.  S.  C.  1272). 

rr.  Act  of  July  11.  1919.  c.  9.  41  Stat. 
132.  as  amended  by  the  act  of  August  7, 
1946,  c.  782,  60  Stat.  889  ( 10  U.  S.  C.  1274 » . 

ss.  Act  of  August  29.  1916.  c.  418.  sec.  1. 

39  Stat.  635  (10  U.  S.  C.  1301). 

tt.  Act  of  March  3.  1865,  c.  79.  sec.  25, 
13  Stat.  491;  R.  S.  225;  as  amended  by 
the  act  of  February  27.  1877,  c.  69,  sec.  1. 
19  Stat.  241  (10  U.  S.  C.  1302). 

uu.  Act  of  October  30,  1941.  c.  465.  55 
Stat.  758  (10  U.  S.  C.  1304). 

vv.  Act  of  March  4.  1921,  c.  166,  sec.  1, 
41  Stat.  1438  (20  U.  S.  C.  60*. 

WW.  Act  of  November  19.  1919.  c.  118, 
41  Stat.  360  (20  U.  S.  C.  93). 

XX.  Act  of  May  26.  1928,  c.  760,  45  Stat. 
753  (20  U.  S.  C.  941. 

yy.  Act  of  May  31.  1939.  c.  161,  53  Stat. 
795  (22  U.  S.  C.  259'. 

zz.  Act  of  June  15.  1940,  c.  365.  sees. 
1-7,  54  Stat.  396,  397  (22  U.  S.  C.  521- 
527). 

aaa.  Act  of  June  3,  1916.  c.  134,  sec.  83. 
89  Stat.  203  (32  U.  S.  C.  33'. 

bbb.  Act  of  January  21.  1903,  c.  196, 
sec.  21,  32  Stat.  779  (32  U.  S.  C.  71). 

ccc.  Act  of  July  2.  1918.  c.  117.  sec.  8. 

40  Stat.  753.  as  amended  by  the  act  of 
April  24,  1920.  c.  161,  sec.  3.  41  Stat.  583 
(39  U.  S.  C.  504). 
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ddd.  Act  of  July  8,  1918.  c.  137,  sec.  1. 

40  Stat.  817  (50  U.  S.  C.  60). 

eee.  Act  of  March  3.  1879.  c.  183,  20 
Stat.  412,  as  amended  by  the  act  of 
April  14,  1937,  c.  79.  50  Stat.  63  (50  U. 
S.  C.  61). 

fff.  Act  of  February   10.   1920,   c.   64. 

41  Stat.  403.  as  amended  by  the  act  of 
June  5.  1920.  c.  240.  41  Stat.  976  (50 
U.  S.  C.  62). 

ggg.  Act  of  June  30.  1906,  c.  3938,  34 
Stat.  817  (50  U.  S.  C.  62a). 

hhh.  Act  of  December  15,  1926,  c.  10 
44  Stat.  922  (50  U.  S.  C.  62b). 

iii.  Act  of  May  11.  1908,  c.  163,  35  Stat. 
125  (50  U.  S.  C.  63). 

jjj.  Act  of  May  28.  1908.  c.  215,  sec.  14, 
35  Stat.  443  (50  U.  S.  C.  64). 

kkk.  Act  of  April  23.  1904,  c.  1485,  33 
Stat.  276  (50  U.  S.  C.  65). 

111.  Act  of  May  22,  1896,  c.  231,  29  Stat. 
133,  as  amended  by  the  act  of  May  26, 
1928.  c.  785.  45  Stat.  773,  and  the  act  of 
February  28.  1933.  c.  137.  47  Stat.  1369. 
and  the  act  of  June  19,  1940,  c.  398, 
sec.  1,  54  Stat.  491.  and  the  act  of  July  31, 
1947,  c.  421,  61  Stat.  707  (10  U.  S.  C. 
1257a);  (50  U.  S.  C.  67). 

mmm.  Act  of  March  4,  1909,  c.  319, 
sec.  47.  35  Stat.  1075  (50  U.  S.  C.  68) . 

nnn.  Act  of  March  2.  1905,  c.  1307  33 
Stat.  841  (50  U.  S.  C.  69). 

000.  Act  of  March  3,  1909,  c.  253.  35 
Stat.  751.  as  amended  by  the  act  of  April 
15.  1937.  c.  101.  50  Stat.  65  (50  U.  S.  C.  70). 

ppp.  Act  of  March  3,  1909,  c.  2&2  35 
Stat.  750  (50  U.  S.  C.  71). 

qqq.  Act  of  April  23,  1904,  c.  1485,  33 
Stat.  276.  as  amended  by  the  act  of 
June  26.  1934.  c.  756,  sec.  10,  48  Stat.  1229 
(50  U.  S.  C.  73). 

rrr.  Act  of  June  3,  1916.  c.  134,  sec.  123, 
39  Stat.  215  (50  U.  S.  C.  78). 

sss.  Act  of  May  29,  1928,  c.  853,  sec.  1, 
'45  Stat.  928  (50  U.  S.  C.  83). 

ttt.  Act  of  June  7,  1939,  c.  190.  sees. 
1-9,  53  Stat.  811,  as  amended  and  added 
by  act  of  July  23.  1946,  c.  590,  60  Stat.  596 
(50  U.  S.  C.  98-98h). 

uuu.  Act  of  July  2.  1940.  c.  508.  sec.  1, 
54  Stat.  712.  as  amended  by  act  of  Sep- 
tember 9.  1940.  c.  717,  Title  I.  sec.  103, 

54  Stat.  875  <50  App.  U.  S.  C.  1171). 
(Provisions  of  this  section  were  extended 
by  acts  of  June  30,  1941,  c.  262.  sec.  9, 

55  Stat.  393,  and  June  5,  1942,  c.  34o! 
sec.  13,  56  Stat.  317   (50  App.  U.  S    C 
773.).) 

vvv.  Act  of  October  3.  1944,  c.  479.  58 
Stat.  765.  as  amended  (50  App.  U  S  C 
1611-1646'. 

www.  Executive  Order  9830,  Part  II, 
sec.   8,  September  27.   1945    (10  F    R 
12245). 

xxx.  All  other  laws,  parts  of  laws,  in- 
cluding applicable  provisions  of  Appro- 
priation Acts,  and  Executive  Orders 
which  vested  in  the  Secretary  of  the 
Army  or  the  Department  of  the  Army 
or  any  officer  of  that  Department,  func- 
tions, powers  and  duties  relating  to  ma- 
teriel, supplies,  equipment  or  other  per- 
sonal property  Insofar  as  they  pertain  to 
materiel,  supplies,  equipment  or  other 
personal  property  which  comes  under  the 
jurisdiction  of  the  Department  of  the 
Air  Force. 

3.  The  Department  of  the  Air  Force 
will  utilize  the  services  of  the  Department 
of  the  Army  and  the  Department  of  the 
Army  will  utilize  the  services  of  the  De- 
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partment  of  the  Air  Force  for  such  types 
of  services  in  the  field  of  storage  and  dis- 
tribution of  personal  property  as  are 
presently  performed  by  one  for  the  other, 
subject  to  such  adjustments  as  from  time 
to  time  are  jointly  determined  to  be  nec- 
essary or  desirable  by  the  Secretaries  of 
the  two  Departments.  This  approval 
does  not  constitute  authority  for  the  De- 
partment of  the  Air  Force  to  construct 
new  or  additional  depot  storage  facilities 
for  items  of  supply  common  to  the  two 
services  without  prior  approval  of  the 
Secretary  of  Defense. 

4.  The  Secretary  of  the  Army,  the  Sec- 
retary of  the  Air  Force  or  their  repre.sent- 
atives  are  hereby  authorized  to  Issue 
such  orders  as  may  be  necessary  to  effec- 
tuate the  purposes  of  this  order.  In  this 
respect,  the  transfer  of  such  related  per- 
sonnel, personal  property,  records,  instal- 
lations, agencies,  activities  and  projects 
as  the  Secretaries  of  the  Army  and  the 
Air  Force  shall  from  time  to  time  jointly 
determine  to  be  necessary,  is  authorized. 

5.  It  is  expressly  determined  that  the 
functions  herein  transferred  are  neces- 
sary and  desirable  for  the  operations  of 
the  Department  of  the  Air  Force  and  the 
United  States  Air  Force. 

6.  Nothing  contained  in  this  order  shall 
operate  as  a  transfer  of  funds. 

7.  The  provisions  of  this  order  are  sub- 
ject to  the  terms  and  conditions  set  forth 
in  a  memorandum  from  the  Secretary  of 
Defense  to  the  Secretaries  of  the  Army. 
Navy  and  Air  Force,  dated  May  18.  1949. 
relating  to  this  transfer  order. 

8.  This  order  shall  be  effective  as  of 
12:00  noon.  May  18,  1949. 


fSEAL] 


May  18.  1949 


Louis  Johnson, 
Secretary  of  Defense. 


[P.    R.    Doc.   49^283:    Filed,    May    27,    1949; 
8:49  a.  m.i 


DEPARTMENT  OF  THE  INTERIOR 
Bureau  of  Land  Management     - 
Alaska 

shore  space  restoration  no.  418 

May  20.  1949. 

By  virtue  of  the  authority  contained  in 
the  act  of  June  5.  1920  (41  Stat.  1059,  48 
U.  S.  C.  372),  and  in  accordance  with  43 
CFR.  4.275  (56)  (Departmental  Order 
No.  2325  of  May  24.  1947.  12  F.  R.  3566', 
and  Older  No.  319  of  July  19,  1948  (43 
CFR  50.451.  13  F.  R.  4278),  it  is  ordered 
as  follows: 

Subject  to  valid  existing  rights  and  the 
provisions  of  existing  withdrawals,  the 
80-rod  shore  space  reserve  created  under 
the  act  of  May  14.  1898  (30  Stat.  409).  as 
amended  by  the  act  of  March  3.  1903  (32 
Stat.  1028.  48  U.  S.  C.  371).  is  hereby 
revoked  as  to  the  following  described 
lands: 

T.  1  S..  R.  2  W..  Fairbanks  Meridian. 

Sec.  28:   Lots  6  and  7   (Second  homestead 
application   of   Erlck   Nelson,   Fairbanks 
05533). 
T.  5  S..  R.  4  E.,  Fairbanks  Meridian. 

Sec.  9:   SWi4NW'4  (Homestead  application 
of  Hans  P.  Schmidt.  Fairbanks  06229). 
T.  4  8..  R.  4  E.,  Fairbanks  Meridian. 
Bee.   29:  SW'4SWi4    (Homestead   applica- 
tion of  Ernest  H.  Avara.  Fairbanks  06989) . 


Saturday,  May  28,  1949 


F^nFPAl     DCmCTCD 


2838 

Bee.  32:  Lot  1    (Homestead  application  of 
Jamea  L.  Avara,  Pulrbanks  06990). 

The  areas  described  aggregate  approx- 
imately 120  acres. 

No  application  for  these  lands  may  be 
allowed  under  the  Small  Tract  Act  of 
June  1,  1938  (52  Stat.  609;  43  U.  S.  C. 
682a), -unless  the  land  has  already  been 
classified  as  valuable  or  suitable  for  such 
type  of  application  or  shall  be  so  classi- 
fied upon  consideration  of  an  application. 

At  10:00  a.  m.  on  June  24.  1949.  the 
lands  shall,  subject  tc  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals  become  subject  to  applica- 
tion, petition,  location,  or  selection  as 
follows: 

(a)  Ninety -day  period  for  preference- 
right  filings.  For  a  period  of  90  days 
from  June  24.  1949.  to  September  22.  1949. 
Inclusive,  the  public  lands  affected  by 
this  order  shall  be  subject  to  (1)  applica- 
tion under  the  homestead  or  homesite 
laws,  or  the  Small  Tract  Act  of  June  1. 
1938  '52  SUt.  609.  43  U  S.  C  sec.  682a) 
as  amended  by  qualified  veterans  of 
World  War  II,  for  whose  service  recog- 
nition Is  granled  by  the  act  of  September 
27.  1944  (58  Stat.  747,  43  U.  S.  C.  sees. 
279-283),  as  amended,  subject  to  the  re- 
quirements of  applicable  law.  and  <2)  ap- 
plication under  any  applicable  public- 
land  law,  based  on  prior  existing  valid 
settlement  rights  and  preference  rights 
conferred  by  existing  laws  or  equitable 
claims  subject  to  allowance  and  confir- 
mation. Applications  by  such  veterans 
shall  be  subject  to  claims  of  the  classes 
described  in  subdivision  (2>. 

(b)  Tu-eiity-day  advance  period  for 
simultaneous  preference-right  filings. 
For  a  period  of  20  days  from  June  3,  1949. 
to  June  23.  1949.  inclusive,  such  veterans 
and  persons  claiming  preference  rights 
superior  to  those  of  such  veterans,  may 
present  their  applications,  and  all  such 
applications,  together  with  those  pre- 
sented at  10:80  a.  m.  on  June  24.  1949. 
shall  be  treated  as  simultaneously  filed. 

(c)  Date  for  non-preference-right  fil- 
ings authorized  by  the  public  land  laus. 
Commencing  at  10:00  a.  m  on  September 
23.  1949,  any  of  the  lands  remaining  un- 
appropriated shall  become  subject  to 
such  application,  petition,  location,  or 
selection  by  the  public  generally  as  may 
be  authorized  by  the  public  land  laws. 

(d>  Twenty-day  advance  period  for 
simultaneous  non-preference-riaht  fil- 
ings. Applications  by  the  general  public 
may  be  presented  during  the  20-day  pe- 
riod from  September  2.  1949,  to  Septem- 
ber 22,  1949.  inclusive,  and  all  such  appli- 
cations, together  with  those  presented  at 
10:00  a.  m.  on  September  23.  1949.  shall 
be  treated  as  simultaneously  filed. 

Veterans  shall  accompany  their  appli- 
cations with  certified  copies  of  their  cer- 
tificates of  discharge,  or  other  satisfac- 
tory evidence  of  their  military  or  naval 
service.  Persons  asserting  preference 
rj^ghts.  through  Settlement  or  otherwise, 
and  those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  affidavits  In  support  there- 
of, setting  forth  In  detail  all  facts  rele- 
vant to  their  claims. 

Applications  for  these  lands,  which 
shall  be  filed  In  the  District  Land  Office 
at  Fairbanks.  Alaska,  shall  be  acted  upon 


NOTICES 

in  accordance  with  the  regulations  con- 
tained in  §  295  8  of  Title  43  of  the  Code 
of  Federal  Regulations  (Circular  No.  324, 
May  22,  1914,  43  L.  D.  254).  to  the  extent 
that  such  regulations  are  applicable. 
Applications  under  the  homestead  and 
homesite  laws  shall  be  governed  by  the 
regulations  contained  In  Parts  64.  65  and 
66.  ef  Title  43  of  the  Code  of  Federal  Reg- 
ulations and  applications  under  the  Small 
Tract  Act  of  June  1.  1938,  shall  be  gov- 
erned by  the  regulations  contained  In 
Part  257  of  that  title. 

Inquiries  concerning  these  lands  shall 
be  addressed  to  the  District  Land  Office 
at  Fairbanks.  Alaska. 

Lowell  M.  Puckett. 
Regional  Administrator. 

IF.    R.    Doc.    49-4282;    Piled,    May    27.    1949; 
8:48  a.  m  | 


CIVIL  AERONAUTICS  BOARD 

[Dockets  Nos.  730  et  al  ;  810  et  al  ] 

Air  Freight  Case  and  Boston-New  York- 
Atlanta-New  Orleans  Case 

NOTici  or  oral  arcxtvent 

Notice  Is  herby  given,  pursuant  to  the 
provisions  of  the  Civil  Aeronautics  Act 
of  1938,  as  amended,  that  oral  argument 
upon  the  exceptions  to  the  Boards  tenta- 
tive decision  of  April  25,  1949,  Order 
Serial  No.  E-2759,  In  the  above-entitled 
proceeding  is  assigned  to  be  held  on  June 
13,  1949.  at  10:00  a.  m.  (e.  d.  s.  t.)  In 
Room  5042  Commerce  Building.  Four- 
teen Street  and  Constitution  Avenue  NW.. 
Washington.  D.  C.  before  the  Board. 

Dated  at  Washington,  D.  C.  May  24, 
1949. 

By  the  Civil  Aeronautics  Board. 

I  seal]  M.  C.  Mulligan, 

Secretary. 

|F.    R.    Doc.    49  4279;    Filed.    May    27.    1949; 
8:48  a.   ml 


INTERSTATE  COMMERCE 
COMMISSION 

I  No.  29572.  29622,  29735,  2974«.  29761.  29795. 
298U5.  29822.  29853.  29861.  29875.  29917, 
29918,  29920.  29926.  29930,  30076 1 

Ahnapee  and  Western  Railway  Co.  et  al. 
special  rules  or  practice 

May  24.  1949. 
United  States  of  America  v.  The  Ahna- 
pee and  Western  Railway  Company, 
et  al..  No.  29572;  United  States  of  America 
V.  Aberdeen  and  Rockfish  Railroad  Com- 
pany, et  al..  No.  29622;  United  States  of 
America  v.  Aberdeen  and  Rockfish  Rail- 
road Company,  et  al..  No.  29735;  United 
States  of  America  v.  Aberdeen  and  Rock- 
fish Railroad  Company,  et  al..  No.  29746; 
United  States  of  America  v.  The  Atchi- 
son, Topeka  and  Santa  Pe  Railway  Com- 
pany, et  al..  No.  29761;  United  States  of 
America  v.  Southern  Pacific  Company, 
et  al..  No.  29795;  United  States  of  Amer- 
ica v.  Union  Pacific  Railroad  Company, 
et  al..  No.  29805;  United  States  of  America 
v.  Union  Pacific  Railroad  Company,  et  al.. 
No.  29822;  United  States  of  America  v. 
Alabama    Central    Railroad    Company, 


et  al..  No.  29853;  United  States  of  Amer- 
ica V.  Northern  Pacific  Railway  Com- 
pany, et  al..  No.  29861;  United  States  of 
America  v.  The  Pennsylvania  Railroad 
Company,  et  al..  No.  29875;  United  States 
of  America  v.  Great  Northern  Railway 
Company,  et  al..  No.  29917;  United  States 
of  America  v.  The  Colorado  k  Wyoming 
Railway  Company,  et  al..  No.  29918; 
United  States  of  America  v.  Illinois  Cen- 
tral Railroad  Company,  et  al..  No.  29920; 
United  States  of  America  v.  The  Balti- 
more and  Ohio  Railroad  Company,  et  al.. 
No.  29926;  United  States  of  America  v. 
The  Akron.  Canton  k  Younpstown  Rail- 
road Company,  et  al..  No.  29930;  United 
State?  of  America  v.  The  New  York  Cen- 
tral Railroad  Company,  et  al..  No.  30076. 
The  special  rules  of  practice  for  appli- 
cation to  the  above-entitled  proceedings, 
dated  March  31,  1948,  are  amended  so  as 
to  require  service  of  copies  of  petitions 
of  Interventions  and  other  documents  or 
notice  upon:  Honorable  Herbert  A.  Berg- 
son,  Assistant  Attorney  General.  Depart- 
ment of  Ju.stice.  Washington  25.  D.  C, 
In  lieu  of  David  O.  Mathews. 

By  the  Commission,  DivLslon  4. 

[seal]  W.  p.  Bartel. 

Secretary. 

|F.    R.    Doc.    4«  4277;    Filed.    May    27.    1949; 
8:48  a.  in  I 


SECURITIES  AND  EXCHANGE 
COMMISSION 

(File  No   70-2096] 

General  Pubuc  Utiuties  Corp.  and 
Staten  Island  Edison  Corp. 

order  granting  and  permitting  applica- 
TION-DECLARATION TO  BECCME  ErriCTlVE 
AND  RESERVING  JURISDICTION  OVER  EIES 
AND  EXPENSES 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its  of- 
fice In  the  city  of  Washmgton,  D.  C.  on 
the  24th  day  of  May  1949. 

General  Public  Utilities  Corporation 
("GPU">.  a  registered  holding  company, 
and  its  electric  utility  subsidiary.  Staten 
Island  Edison  Corporation  ("Edison"), 
having  filed  a  joint  apphcation-declara- 
tion.  regarding  primarily  the  recapital- 
ization of  Edison  and.  In  the  cour.se 
thereof,  the  Issu  nee  and  sale  by  Edison 
at  competitive  bidding  of  bonds  and  pre- 
ferred stock,  and  the  Issuance  and  ex- 
change of  new  common  stock  for  the 
exist*ng  common  stock;  and 

Edison  having  been  authorized  by  the 
Public  Service  Commission  of  the  State 
of  New  York  to  Invite  proposals  for  the 
purchase  of  the  bonds  and  subsequent 
thereto  to  invite  proposals  for  the  pur- 
chase of  the  preferred  stock;  and 

Applicants  -  declarants  having  re- 
quested that  the  ten-day  period  for  In- 
viting bids  for  the  bonds  as  provided  in 
Rule  U-50  <b)  be  shortened  to  permit  the 
opening  of  bids  on  June  1,  1949;  and 

Applicants  -  declarants  having  re- 
quested that  the  Commission  enter  an 
order  finding  that  the  proposed  surren- 
der of  securities  to  Edison  by  GPU  and 
Day  k  Co..  Its  nominee;  the  Issuance  and 
sale  of  new  preferred  stock;  the  pay- 
ment of  $4,000,000  of  the  proceeds  of  the 


Saturday,  May  28,  1949 

sale  of  the  new  preferred  stock  together 
with  delivery  of  new  common  stock  to 
GPU.  are  necessary  to  eflf actuate  the  pro- 
visions of  section  11  (b)  of  the  act  within 
the  meaning  of  sections  371  to  373.  in- 
clusive, and  1808  (f )  of  the  Internal  Rev- 
enue Code,  as  amended,  and 

Public  hearings  having  been  held  after 
appropriate  notice  and  the  Commission 
having  considered  the  record  and  filed 
Its  findings  and  opinion  herein: 

It  is  ordered.  That  said  application- 
declaration,  as  amended,  be.  and  the 
same  hereby  Is.  granted  and  permitted 
to  become  efifective  forthwith  subject  to 
the  following  conditions: 

1.  The  terms  and  conditions  prescribed 
by  Rule  U-24  of  the  general  rules  and 
regulations  under  the  act. 

2.  The  proposed  ls.sue  and  sale  of  the 
first  mortgage  bonds  and  preferred  stock 
shall  not  be  consummated  until.  In  each 
case,  respectively,  orders  of  the  Public 
Service  Commission  of  the  State  of  New 
York  authorizing  the  Issue  and  sale  of 
the  respective  .securities  and  the  results 
of  the  competitive  bidding  pursuant  to 
Rule  U-50  shall  have  been  made  a  mat- 
ter of  record  in  this  proceeding  and  fur- 
ther orders  shall  have  been  entered  by 
this  Commission  In  the  light  of  the  record 
so  completed,  which  orders  may  contain 
further  terms  and  conditions  as  may  then 
be  deemed  appropriate,  jurisdiction  being 
reserved  for  this  purpose. 

It  is  further  ordered.  That  jurisdiction 
be.  and  hereby  Is.  reserved  over  the  Un- 
earned Surplus— Special  Account  to  the 
extent  of  Its  utilization  for  purposes 
other  than  adjustments  of  Edison's  plant 
account  and  related  reserves  and  other 
balance  sheet  accounts  resulting  from 
matters  existing  therein  as  of  December 
31.  1948. 

It  is  further  ordered.  That  the  ten-day 
period  for  inviting  bids  on  the  bonds  as 
provided  by  Rule  U-50  be.  and  the  same 
hereby  is.  shortened  so  as  to  permit  the 
opening  of  bids  on  the  bonds  on  June  1. 
1949. 

It  is  further  ordered.  That  jurisdiction 
be.  and  hereby  Is.  reserved  over  the  pay- 
ment of  the  fees  and  expenses  of  all 
counsel. 

It  is  further  ordered  and  recited.  That 
the  following  transactions  are  necessary 
or  appropriate  to  the  Integration  or  sim- 
plification of  the  GPU  system  of  which 
GPU.  Edison,  and  Day  k  Co.  are  a  part, 
and  are  necessary  or  appropriate  to 
effectuate  the  provisions  of  section  11  (b) 
of  the  Public  Utility  Holding  Company 
Act  of  1935: 

1.  The  Issuance,  sale,  transfer  and  de- 
livery by  Edison  for  cash  at  competitive 
bidding,  of  40.000  shares  of  the  new  pre- 
ferred stock,  having  a  par  value  of  $100 
per  share; 

2.  The  transfer,  assignment,  and  de- 
livery by  Day  k  Co.  to  Edison  of  260,000 
shares  without  par  value  of  the  co;nmon 
stock  of  Edi.son  registered  in  the  name  of 
Day  k  Co..  the  nominee  of  GPU  (includ- 
ing any  transfer  or  transfers  of  said 
shares  by  Day  k  Co.  to  GPU  and  by  GPU 
to  Edison); 

3.  The  transfer,  surrender  and  delivery 
by  GPU  to  Edi.son  of  2,725  shares,  with- 
out par  value,  of  the  preferred  stock  of 
Edison; 
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4.  The  issuance,  transfer  and  delivery 
by  Edison  to  GPU  of  325.000  shares  of  the 
new  common  stock  of  Edison,  having  a 
par  value  of  $20  per  share;  and 

5.  The  payment  by  Edison  to  GPU  of 
$4,000,000  In  cash. 

By  the  Commission. 


[seal] 


Orval  L.  DuBois, 
Secretary. 


|F.    R.   Doc.   49-4268;    Filed.    May    27.    1949; 
8:46  a.  m.j 


[Pile  No.  70  2132] 
Columbia  Gas  System.  Inc. 

ORDER   permitting   DECLARATION  TO  BECOME 
EFFECTIVE 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  its 
office  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  May  1949. 

The  Columbia  Gas  System.  Inc.. 
("Columbia"),  a  registered  holding  com- 
pany, having  filed  a  declaration  pursu- 
ant to  sections  6.  7  and  12  of  the  Public 
Utility  Holding  Company  Act  of  1935  and 
Rule  U-42  promulgated  thereunder,  with 
respect  to  the  following  transactions: 

Columbia  has  presently  outstanding 
13,452,874  shares  of  common  stock  with- 
out par  value.  Columbia  proposes  to  of- 
fer to  its  common  stockholders  at  the 
price  of  $10.00  per  share  1,345,300  addi- 
tional shares  of  common  stock.  Primary 
Subscription  Rights  will  be  Issued  to  the 
common  stockholders  on  the  basis  of  one 
share  of  new  common  stock  for  each  ten 
shares  of  common  stock  held  by  them. 
The  proceeds  from  the  sale  of  the  new 
common  stock  will  be  used  by  Columbia 
to  finance  In  part  Its  1949  construction 
program. 

Common  stockholders  will  also  have 
the  privilege  of  subscribing  to  such  of 
the  new  common  stock  not  subscribed  for 
through  the  exercise  of  Primary  Sub- 
scription Rights,  subject  to  pro  rata  al- 
lotment. The  Primary  Subscription 
Rights  together  with  the  Additional  Sub- 
scription Privilege  will  be  evidenced  by 
transferable  warrants. 

The  declaration  states  that  no  frac- 
tional shares  of  common  stock  will  be  is- 
sued, but  rights  In  excess  of  those  neces- 
sary to  subscribe  for  a  full  share  may  be 
sold  or  additional  rights  may  be  pur- 
chased to  entitle  the  holder  of  the  war- 
rant to  subscribe  to  one  of  more  full 
shares  of  common  stock. 

The  declaration  further  states  that 
while  the  offer  to  the  stockholders  will 
not  be  underwritten,  Columbia  proposes 
to  arrange  for  the  payment  of  fees  to 
members  of  the  National  Association  of 
Security  Dealers  or  qualified  foreign 
dealers  for  subscriptions  for  new  com- 
mon stock  solicited.  In  addition  to  the 
other  estimated  fees  and  expenses  to  be 
Incurred  by  It  In  connection  with  the 
financing,  Columbia  proposes  to  pay  par- 
ticipating dealers  a  fee  of  30^  for  each 
share  of  additional  common  stock  Issued 
pursuant  to  the  subscription  offer  In 
those  cases  where  the  names  of  such 
participating  dealers  appear  on  the  exer- 
cised warrants. 
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Columbia  propo.ses.  If  necessary  and 
desirable,   to   stabilize  the   price   of   its 
common  stock  and  or  the  rights  to  sub- 
scribe to  the  additional  common  stock 
for  the  purpose  of  facilitating  the  dis- 
tribution and  offering  of  the  additional 
common  stock.    In  connection  therewith 
Columbia  may.  after  the  making  of  its 
subscription  offer  and  prior  to  the  ex- 
piration thereof,  purchase  shares  of  com- 
mon stock  and  Subscription  Rights  on 
the  New  York  Stock  Exchange  and/or 
the  Pittsburgh  Stock  Exchange  through 
brokers  with  the  payment  of  the  regular 
stock  exchange  commission.    Any  rights 
which  are  purchased  by  Columbia  may 
be  retained,  or  may  be  sold  by  It  on  the 
exchanges  at  the  current  price  and  with 
payment  of  the  regular  stock  exchange 
commission,  or  may  be  sold  on  the  over- 
the-counter  markets   at   prices   not   to 
exceed  the  current  price  of  rights  as 
quoted  on  the  New  York  Stock  Exchange 
and  with  payment  of  commissions  not 
in  excess  of  the  regular  New  York  Stock 
Exchange   commission   on  such   trans- 
actions. 

Columbia  states  that  it  will  at  no  time 
acquire  a  net  long  position  of  shares  of 
common  stock  (including  f  >r  this  pur- 
pose the  equivalent  shares  represented 
by  rights  acquired)  in  excess  of  10%  of 
the  additional  common  stoc/.  to  be 
offered. 

Prior  to  selling  shares  of  commoi:  itock 
purchased  In  connection  with  the  sta- 
bilizing program.  Columbia  will  file  a 
post-effective  amendment  to  its  declara- 
tion, setting  forth  the  terms  and  condi- 
tions upon  which  it  will  sell  or  dispose 
of  such  shares. 

Said  declaration  having  been  duly 
filed,  and  notice  of  said  filing  having 
been  duly  given  in  the  form  and  manner 
prescribed  by  Rule  U-23  promulgated 
pursuant  to  said  act,  and  the  Commis- 
sion not  having  received  a  request  for 
hearing  with  respect  to  said  declaration 
within  the  period  specified  in  said  notice, 
or  otherwise,  and  not  having  ordered  a 
hearing  thereon;  and 

The  Commission  finding  that  the  ap- 
plicable requirements  of  the  act  are  sat- 
isfied, and  deeming  it  appropriate  in  the 
public  Interest  and  In  the  Interest  of  In- 
vestors and  consumers  that  said  declara- 
tion be  permitted  to  become  effective : 

It  is  hereby  ordered.  Pursuant  to  Rule 
U-23  and  the  applicable  provisions  of  the 
act.  and  subject  to  the  terms  and  condi- 
tions prescribed  In  Rule  U-24.  that  the 
declaration  be,  and  the  same  hereby  Is 
permitted  to  become  effective  forthwith. 
By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

|F.    R.    Doc.    49-4269;    Piled,   May    27.    1949 
8:46  a.  m.j 


[File  No.  70-21361 

Southwestern  Gas  and  Electric  Co. 

notice  of  filing 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission  held  at  Its 
office  in  the  city  of  Washington.  D.  C, 
on  the  24th  day  of  May  A.  D.  1949. 


2840 

Notice  Is  hereby  given  that  South- 
western Gas  and  Electric  Company 
(•'Southwestern"),  a  public  utility  sub- 
sidiary of  Central  and  South  West  Corpo- 
ration, a  registered  holding  company, 
has  filed  a  declaration,  and  amendments 
thereto,  with  this  Commission  pursuant 
to  the  Public  Utility  Holding  Company 
Act  of  1935.  Declarant  has  designated 
sections  6  (a)  and  7  of  the  act  and 
Rule.U-50  promulgated  thereunder  as 
applicable  to  the  proposed  transactions. 

Notice  is  further  given  that  any  In- 
terested person  may,  not  later  than  June 
2.  1949.  at  5:30  p.  m  ,  e.  d.  s.  t.,  request 
the  Commission  In  writing  that  a  hear- 
ing be  held  on  such  matter,  stating  the 
nature  of  his  Interest,  the  reasons  for 
such  request  and  the  issues.  If  any.  of 
fact  or  law  raised  by  said  declaration 
proposed  to  be  controverted,  or  may  re- 
quest that  he  be  notified  If  the  Commis- 
sion should  order  a  hearing  thereon. 
Any  such  request  should  be  addressed: 
Secretary,  Securities  and  Exchange  Com- 
mission, 425  Second  Street  NW..  Wash- 
ington 25,  D.  C.  At  any  time  after  June 
2.  1949,  said  declaration,  as  amended, 
may  be  permitted  to  become  effective  as 
provided  In  Rule  U-23  of  the  rules  and 
regulations  promulgated  under  the  act, 
or  the  Commission  may  exempt  such 
transactions  as  provided  In  Rules  U-20 
(a)  and  U-100  thereof. 

All  interested  persons  are  referred  to 
said  declaration,  as  amended,  which  is 
on  file  In  the  offices  of  this  Commission 
for  a  statement  of  the  transactions 
therein  proposed,  which  are  summarized 
as  follows: 

Southwestern  proposes  to  Issue  and 
sell,  at  competitive  bidding  pursuant  to 
the  requirements  of  Rule  U-50,  $4,500,- 
000  principal  amount  of  Its  First  Mort- 
gage Bonds,  Series  C,  __%  due  1979.  to 
be  Issued  under  and  secured  by  the  com- 
pany's Indenture  of  Mortgage  dated 
February  1.  1940.  a  Supplemental  In- 
denture dated  January  1,  1948  and  a 
proposed  Supplemental  Indenture  to  be 
dated  June  1, 1949.  The  interest  rate  per 
annum  on  said  bonds  (to  be  a  multiple 
of  Vs  of  !*%.),  and  the  price,  exclusive 
of  accrued  Interest,  to  be  received  by  the 
company  (to  be  not  less  than  100%  nor 
more  than  102.75%  of  the  principal 
amount  of  said  bonds  >,  are  to  be  de- 
termined by  competitive  bidding. 

Southwestern  further  proposes  to 
Issue  and  sell,  pursuant  to  the  competi- 
tive bidding  requirements  of  Rule  U-50, 
25.000  shares  of  .-%  Preferred  Stock, 
cumulative,  $100  par  value  per  share. 
The  annual  dividend  rate  per  share  on 
the  Preferred  Stock  (to  be  a  multiple  of 
Vjo  of  1%)  and  the  price  to  be  received 
by  the  company  (to  be  not  le-ss  than 
$100  per  share  nor  more  than  $102.75 
per  share >  are  to  be  determined  by  com- 
petitive bidding. 

Southwestern  also  proposes  to  amend 
Its  Certificate  of  Incorporation  to  pro- 
vide for  additional  protective  provisions 
for  the  holders  of  preferred  stock,  includ- 
ing (a)  certain  restrictions  on  the  pay- 
ment of  dividends  on  the  common  stock 
whenever  the  ratio  of  common  stock 
equity  to  total  capitalization  and  surplus 
is  less  than  certain  .specified  amounts, 
(b)  the  right  of  the  holders  of  the  pre- 
ferred stock  to  elect  a  majority  of  the 
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Board  of  Directors  In  the  event  of  default 
in  an  amount  equivalent  to  four  quarter- 
yearly  dividends  on  the  preferred  stock, 
and  (c)  a  requirement  of  a  two-thirds 
class  vote  of  the  preferred  stock  In  con- 
nection with  the  creation,  authorization 
or  Issuance  of  any  stock  ranking  prior 
thereto  or  a  change  of  the  terms  and  pro- 
visions of  the  preferred  stock  so  as  to 
affect  adversely  the  holders  thereof. 

The  declaration  states  that  the  net 
proceeds  to  be  derived  from  the  sale  of 
the  bonds  and  preferred  stock  will  be 
used  to  pay,  or  reimburse  the  company 
for,  the  cost  of  additions,  extensions  and 
Improvements  in  connection  with  its  con- 
struction program.  Southwestern  esti- 
mates that  its  construction  program  for 
the  three  year  period  1949-1951  will  re- 
quire expenditures  of  $22,600,000.  of 
which  $9,800,000  will  be  expended  in 
1949,  $8  400.000  in  1950  and  $4  400,000  in 
1951.  The  company  anticipates  that  its 
construction  requirements  will  be  pro- 
vided for  by  the  sale  of  the  proposed  se- 
curities and  from  operations,  including 
retained  earnings,  and  from  the  l.ssue  and 
sale  of  $2,750,000  of  common  stock  in 
1949  and  of  $2,000,000  of  bonds  or  deben- 
tures in  1951. 

Total  fees  and  expenses  to  be  paid  by 
Southwestern  in  connection  with  the 
proposed  transactions  are  estimated  at 
$58,000,  including  service  company 
charges  of  $18,000.  The  fee  of  independ- 
ent counsel  for  underwriters,  to  be  paid 
by  the  successful  bidders,  is  stated  to  be 
$4,500  for  the  bonds  and  $2,500  for  the 
preferred  stock. 

It  is  represented  that  the  Corporation 
Commission  of  the  State  of  Oklahoma 
has  jurisdiction  over  the  issuance  of  the 
bonds  and  that  the  Arkansas  Pubbc 
Service  Commission  has  jurisdiction  over 
the  issuance  of  the  bonds  and  preferred 
stock  and  that  copies  of  orders  of  said 
Commissions  will  be  supplied  by  amend- 
ment. 

Southwestern  requests  that  the  ten  day 
publication  period  for  Inviting  bids  for 
the  bonds  and  preferred  stock,  as  pro- 
vided in  Rule  U-50,  be  shortened  to  a  pe- 
riod of  not  less  than  six  days.  Declarant 
further  requests  that  the  Commission 
accelerate  the  entry  of  Its  order  herein 
and  that  such  order  become  effective 
forthwith  upon  the  Issuance  thereof. 

By  the  Commission. 

[SEAL]  Orval  L.  Dubois, 

Secretary. 

|F     R.    Doc.    49-4271:    Piled,   May    27,    1849; 
8:46  a.  m] 


Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Exec- 
utive Order  9788,  and  pursuant  to  law, 
after  Investigation,  it  Is  hereby  found: 

1.  That  Minny  Cramer  Stein,  whose 
last  known  address  Ls  Germany,  is  a 
resident  of  Germany  and  a  national  of  a 
designated  enemy  country  (Germany); 

2.  That  the  son.  name  unknown,  of 
Rolf  Helmuth  Wagner,  deceased,  and  the 
descendants,  names  unknown,  of  Rolf 
Helmuth  Wagner,  deceased,  who  there  is 
reasonable  cause  to  believe  are  residents 
of  Germany,  are  nationals  of  a  desig- 
nated enemy  country  (Germany); 

3.  That  all  right,  title,  interest,  and 
claim  of  any  kind  or  character  whatso- 
ever of  the  persons  identified  In  sub- 
paragraphs 1  and  2  hereof  In  and  to  and 
arl.slng  out  of  or  under  that  certain  trust 
agreement  dated  June  3.  1925.  by  and  be- 
tween Minny  Cramer  Stein,  donor,  and 
Percy  K.  Hudson,  trustee,  presently  l>e- 
ing  administered  by  Percy  K.  Hudson, 
Care  of  Lord.  Day  b  Lord,  25  Broadway, 
New  York  4.  New  York,  trustee. 

is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  de- 
liverable to.  held  on  behalf  of,  or  on 
account  of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by.  the 
aforesaid  nationals  of  a  designated 
enemy  country  (Germany); 

and  it  Is  hereby  determined: 

4.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  and  the 
son.  name  unknown,  of  Rolf  Helmuth 
Wagner,  decea.sed,  and  the  descendants, 
names  unknown,  of  Rolf  Helmuth  Wag- 
ner, deceased,  are  net  within  a  desig- 
nated enemy  country,  the  national  in- 
terest of  the  United  States  requires  that 
such  persons  be  treated  as  nationals  of  a 
designated  enemy  country  (Germany), 

All  determinations  and  ail  action  re- 
quired by  law.  Including  appropriate 
consultation  and  certification,  having 
been  made  and  taken,  and,  It  being 
deemed  necessary  In  the  national  in- 
terest. 

There  is  hereby  vested  in  the  Attor- 
ney General  of  the  United  States  the 
property  descrit>ed  above,  to  be  held, 
used,  administered,  liquidated,  sold  or 
otherwise  dealt  with  in  the  interest  of 
and  for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193.  as  amended. 

Executed  at  Washington.  D.  C.  on 
May  17,  1949. 


DEPARTMENT  OF  JUSTICE 

Office  of  Alien  Property 

AtrrHOErrr:  40  Stat.  411.  65  Stat.  839,  Pub. 
Laws  322,  6*71.  79th  Ctong..  60  Stat.  60,  926;  bO^'" 
U.  S.  C.  and  Supp.  App.  1,  616;  K.  O.  9193, 
July  6.  1942.  3  CPR.  Cum.  Supp.,  E.  O.  9667, 
June  8,  1945,  3  CFR,  1945  Supp.,  E.  O.  9788, 
Oct.  14,  1946,  11  P.  R.  11981. 

(Vesting  Order  13276] 

Minny  Cramer  Stein  and  Percy  K. 
Hudson 

In  re:  Trust  agreement  dated  June  3, 
1925,  between  Minny  Cramer  Stein, 
donor,  and  Percy  K.  Hudson,  trustee. 
Pile  No.  P-28-2887-Q-1. 


For  the  Attorney  General. 

[SEALl  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.   R.   Doc.    49^4284;    Piled.   May   27,    1949; 
8:49  a.  m.J 


(Vesting  Order  13281] 


N. 


V.    ACRARISCHK  EN    InDUSTRIEELE   HaN- 
DELMAATSCHAPPIJ    "AGRIHAMA" 


In  re:  Debt  owing  to  N.  V.  Agrarischr 
en  Industrieele  Handelmaat^chappiJ 
"Agrihama". 


Saturday,  May  28,  1949 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  Is  hereby  found: 

1.  That  Max  Hoeck  also  known  as  Dr. 
G.  Hoeck,  on  or  since  the  effective  date  of 
Executive  Order  8389,  as  amended,  and 
on  or  since  December  11,  1941.  has  been 
a  resident  of  Germany  and  is  a  national 
of  a  designated  enemy  country  (Ger- 
many^ ; 

2.  That  N.  V.  Agrarische  en  Indus- 
trieele HandelmaatschappIJ  "Agrihama" 
Is  a  corporation,  partnership,  association 
or  other  business  organization,  organized 
under  the  laws  of  The  Netherlands,  and 
Is  or  since  the  eflectlve  date  of  Executive 
Order  8389.  as  amended,  has  been  con- 
trolled by.  the  aforesaid  Max  Hoeck  also 
known  as  Dr.  G.  Hoeck.  and  Is  a  national 
of  a  designated  enemy  country  (Ger- 
many) ; 

3.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  N.  V.  Agrarische  en  Indus- 
trieele HandelmaatschappIJ  "Agrihama" 
by  E.  I.  du  Pont  de  Nemours  and  Com- 
pany. 1007  Market  Street.  Wilmington  98. 
Delaware.  In  the  amount  of  $29,445,83  as 
of  December  31.  1945.  together  with  any 
and  all  accruals  thereto,  and  any  and  all 
rights  to  demand,  enforce  and  collect  the 
same. 

Is  property  within  the  United  States 
owned  or  controlled  by.  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by.  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  Is  hereby  determined: 

4.  That  N.  V.  Agrarische  en  Indus- 
trieele HandelmaatschappIJ  "Agrihama" 
Is  controlled  by  or  acting  for  or  on  be- 
half of  a  designated  enemy  country 
(Germany)  or  persons  within  such  coun- 
try, and  is  a  national  of  a  de.signated  en- 
emy country  (Germany),  and 

5.  That  to  the  extent  that  the  persons 
named  in  subparagraphs  1  and  2  hereof 
are  not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  in  the  national  Interest, 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[siALl  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

IP.   R.   Doc.    49-4885;    Piled,   May   27,    1949; 
8:49  a.  m.j 


FEDERAL  REGISTER 

(Vesting  Order  13283 1 
Ernst  V.  Goller 

In  re :  Debt  owing  to  Ernst  V.  Goller. 
F-28-3690-C-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  Investigation,  It  IS  hereby  found: 

1.  That  Ernst  V.  Goller,  on  or  since  the 
eCfective  date  of  Executive  Order  8389. 
as  amended,  and  on  or  since  December 
11,  1941.  has  been  a  resident  of  Germany 
and  is  a  national  of  a  designated  enemy 
country  (Germany); 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Ernst  V.  Goller.  by  Grace 
&  Co..  Central  America.  2  Pine  Street, 
San  Francisco,  California,  in  the  amount 
of  $792.95,  as  of  December  31,  1945,  to- 
gether with  any  and  all  accruals  thereto, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of  or  on  account 
of,  or  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Germany) ; 

and  it  is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  in  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try  (Germany). 

All  determinations  and  all  action  re- 
quired by  law.  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193.  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[  SEAL  ]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.    R.   Doc.   49-4287;    Piled,    May    27.    1949; 
8:49  a.  m.] 


(Vesting  Order  13282] 
Hans  Ernst  Busch 


In  re:  Claim  owned  by  the  personal 
representatives,  heirs,  next  of  kin.  leg- 
atees and  distributees  of  Hans  Ernst 
Busch.  deceased.    F-28-25564-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Execu- 
tive Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation.  It  is  hereby  found: 


2841 

1.  That  the  personal  representatives, 
heirs,  next  of  kin.  legatees  and  distribu- 
tees of  Hans  Ernst  Busch.  deceased,  who 
there  is  reasonable  cause,  to  believe  are 
residents  of  Germany,  are  nationals  of 
a  designated  enemy  country  (Germany) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  claim  against  the 
State  of  New  York  and  The  Comptroller 
of  the  State  of  New  York,  arising  by  rea- 
son of  and  receipt  by  the  said  Comptrol- 
ler of  the  State  of  New  York,  pursuant 
to  provisions  of  Section  303.  Article  III 
of  the  Abandoned  Property  Law  of  the 
State  of  New  York,  of  the  following 
property:  That  certain  sum.  represent- 
ing a  compound  Interest  savings  account 
maintained  with  the  Chase  National 
Bank  of  the  City  of  New  York,  18  Pine 
Street,  New  York  15.  New  York,  entitled 
Madam  Johanna  GadskI  Taucher,  In 
trust  for  Hans  Ernst  Busch,  which  sum 
was  paid  or  delivered  to  the  Comptroller 
of  the  State  of  New  York,  said  sum  being 
presently  In  the  custody  of  The  Comp- 
troller of  the  State  of  New  York,  Albany. 
New  York, 

and  any  and  all  rights  to  file  with  said 
Comptroller  of  the  State  of^ew  York, 
the  aforesaid  claim,  and  to  demand,  en- 
force and  collect  the  same, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to.  or  which  is  evidence 
of  ownership  or  control  by,  the  personal 
representatives,  heirs,  next  of  kin,  leg- 
atees and  distributees  of  Hans  Ern.st 
Busch,  deceased,  the  aforesaid  nation- 
als of  a  designated  enemy  country 
(Germany) ; 

and  It  Is  hereby  determined: 

3.  That  to  the  extent  that  the  per- 
sonal representatives,  heirs,  next  of  kin. 
legatees  and  distributees  of  Hans  Ern.st 
Busch.  deceased,  are  not  within  a  des- 
ignated enemy  country,  the  national 
Interest  of  the  United  States  requires 
that  such,  persons  be  treated  as  na- 
tionals of  a  designated  enemy  country 
(Germany). 

All  determinations  and  all  action  re- 
quired by  law.  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  interest. 

There  Is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  Interest  of  and  for 
the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10 
of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

(F.   R.   Doc.    49  4286:    Piled,    May    27.    1949; 
8:49  a.  m.) 
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(Vesting  Order  18384) 
TOSm  AND  Akinori  Ootoh 

In  re:  Bank  account  owned  by  Yoshl 
Gotoh,  also  known  as  Yoshl  Goto,  and 
Akinori  Gotoh,  also  known  as  A.  Goto. 
I>-39-1922a-E-l. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Exec- 
utive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788,  and  pursuant  to  law, 
after  Investigation.  It  is  hereby  found: 

1.  That  Yoshi  Gotoh.  also  known  as 
Yoshl  Goto,  and  Akinori  Gotoh,  also 
known  as  A.  Goto,  each  of  whose  last 
known  address  is  Osaka.  Japan,  are  resi- 
dents of  Japan  and  nationals  of  a  desig- 
nated enemy  country  (Japan) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion of  California  Bank.  625  South  Spring 
Street.  Los  Angeles,  California,  arising 
out  of  a  savings  account,  entitled  Yoshi 
Gotoh  or  A.  .Gotoh.  maintained  at  the 
South  Grand  Avenue  branch  office  of  the 
aforesaid  bank  located  at  608  South 
Grand  Avenue.  Los  Angeles,  California, 
and  any  and  all  rights  to  demand,  enforce 
and  collect  the  same, 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of.  or  owing  to,  or  which  is  evidence 
of  ownership  or  control  by,  Yoshl  Gotoh. 
also  known  as  Yo«hl  Goto,  and  Akinori 
Ootoh,  also  known  as  A.  Goto,  the  afore- 
said nationals  of  a  designated  enemy 
country  (Japan) ; 

and  It  is  hereby  determined: 

3.  That  to  the  extent  that  the  persons 
named  in  subparagraph  1  hereof  are 
not  within  a  designated  enemy  coun- 
try, the  national  Interest  of  the  United 
States  requires  that  such  persons  be 
treated  as  nationals  of  a  designated 
enemy  country  (Japan). 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  it  -being  deemed 
necessary  in  the  national  interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  property 
described  above,  to  be  held,  used,  admin- 
istered, liquidated,  sold  or  otherwise  dealt 
with  in  the  Interest  of  and  for  the  benefit 
of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  in  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[sxAL]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|P.    R.    Doc.    49-4288;    Filed.    May    27,    1M9; 
6:40  a.  m.l 


[Vesting  Order   13286] 
KlYOSHI  NOZAKI 


In  re:  Bank  account  owned  by  Klyoshi 
Nozakl.    D-39-9545-E-1. 

Under  the  authority  of  the  Trading 
With  the  Enemy  Act.  as  amended.  Execu- 


NOTICES 

tlve  Order  9193,  as  amended,  and  Execu- 
tive Order  9788.  and  pursuant  to  law, 
after  investigation,  it  is  hereby  found : 

1.  That  Klyoshi  Nozakl,  whose  last 
known  address  is  Osaka,  Japan,  is  a  resi- 
dent of  Japan  and  a  national  of  a  desig- 
nated enemy  country  (Japan ) ; 

2.  That  the  property  described  as  fol- 
lows: That  certain  debt  or  other  obliga- 
tion owing  to  Klyoshi  Nozakl,  by  Bank  of 
America  National  Trust  and  Savings  As- 
sociation, 300  Montgomery  Street,  San 
Francisco,  California,  arising  out  of  a 
savings  account,  account  number  454. 
entitled  Klyoshi  Nozakl.  maintained  at 
the  branch  office  of  the  aforesaid  bank 
located  at  Arroyo  Grande,  California, 
and  any  and  all  rights  to  demand,  en- 
force and  collect  the  same. 

Is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  deliv- 
erable to,  held  on  behalf  of,  or  on  account 
of,  qr  owing  to.  or  which  Is  evidence  of 
ownership  or  control  by,  the  aforesaid 
national  of  a  designated  enemy  country 
(Japan); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  interest  of  the  United  States 
requires  that  such  person  be  treated  as  a 
national  of  a  designated  enemy  country 
(Japan). 

All  determinations  and  all  action  re- 
quired by  law,  Including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and.  It  being  deemed 
necessary  In  the  national  Interest. 

There  is  hereby  vested  in  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  In  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall  have 
the  meanings  prescribed  In  section  10  of 
Executive  Order  9193,  as  amended. 

Executed  at  Washington.  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

|F.   R.   Doc.   49-4289:    Filed.    May   27,    1949; 
8:49  a.  m.J 


(Vesting  Order  13288] 
Maria  Wilms 

In  re:  Claim  owned  by  Maria  Wilms. 
F-28-29814-C-1. 

Under  t^e  authority  of  the  Trading 
With  the  Enemy  Act,  as  amended.  Ex- 
ecutive Order  9193,  as  amended,  and  Ex- 
ecutive Order  9788.  and  pursuant  to  law. 
after  Investigation,  It  Is  hereby  found: 

1.  That  Maria  Wilms,  whose  last 
known  address  Is  M.  Gladbach  Land 
Post  Rhelndahlen  Mennrathschmid  18, 
Germany.  Is  a  resident  of  Germany  and 
a  national  of  a  designated  enemy  coun- 
try (Germany) ; 

2.  That  the  property  described  as  fol- 
lows:  That  certain  claim  against  the 


State  of  Connecticut  and  the  State 
Treasurer  of  the  State  of  Connecticut, 
arising  by  reason  of  the  collection  or  re- 
ceipt by  said  State  Treasurer  of  the 
State  of  Connecticut  pursuant  to  the 
provisions  of  Section  7079,  1949  General 
Statutes  Revision,  of  the  following:  That 
certain  sum  of  money  in  the  amount  of 
$541.60,  turned  over  to  the  State  Treas- 
urer of  the  State  of  Connecticut  by  the 
administrator  of  the  estate  of  Joseph 
Wilms,  deceased,  said  sum  being  pres- 
ently on  deposit  with  the  State  Treasurer 
of  the  State  of  Connecticut, 

and  any  and  all  rights  to  file  with  said 
State  Treasurer,  demand,  enforce  and 
collect  the  aforesaid  claim, 

is  property  within  the  United  States 
owned  or  controlled  by,  payable  or  de- 
liverable to,  held  on  behalf  of  or  on  ac- 
count of,  or  owing  to,  or  which  Is  evi- 
dence of  ownership  or  control  by,  Maria 
Wilms,  the  aforesaid  national  of  a  desig- 
nated enemy  country  (Germany); 

and  it  Is  hereby  determined: 

3.  That  to  the  extent  that  the  person 
named  In  subparagraph  1  hereof  is  not 
within  a  designated  enemy  country,  the 
national  Interest  of  the  United  States 
requires  that  such  person  be  treated  as 
a  national  of  a  designated  enemy  coun- 
try (Germany), 

All  determinations  and  all  action  re- 
quired by  law,  including  appropriate  con- 
sultation and  certification,  having  been 
made  and  taken,  and,  it  being  deemed 
necessary  In  the  national  Interest. 

There  Is  hereby  vested  In  the  Attorney 
General  of  the  United  States  the  prop- 
erty described  above,  to  be  held,  used, 
administered,  liquidated,  sold  or  other- 
wise dealt  with  in  the  interest  of  and 
for  the  benefit  of  the  United  States. 

The  terms  "national"  and  "designated 
enemy  country"  as  used  herein  shall 
have  the  meanings  prescribed  in  section 
1©  of  Executive  Order  9193,  as  amended. 

Executed  at  Washington,  D.  C,  on 
May  17.  1949. 

For  the  Attorney  General. 

[seal!  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-4290;    Filed,   May   27,    1949; 
8:4«  a.  m.] 


[Vesting  Order  12802,  Amdt  ] 
W.  LaMDCRAF 

In  re:  Stock,  bonds  and  bank  account 
owned  by  W.  Landgraf ,  also  known  as  W. 
Landgrafl. 

Vesting  Order  12602,  dated  December 
31.  1948.  as  amended,  is  hereby  further 
amended  as  follows  and  not  otherwise: 
By  deleting  from  subparagraph  2-a  of 
said  Vesting  Order  12602,  as  amended, 
the  words  and  figures,  "temporary  cer- 
tificate numbered  TNYC-29497",  as  set 
forth  with  respect  to  100  shares  of  no  par 
value  common  capital  stock  of  General 
Mills,  Inc..  registered  in  the  name  of 
Hurley  li  Co.,  and  substituting  therefor 
the  words  and  figures,  "certificate  num- 
bered NY  C-36475." 


Saturday,  May  28,  1949 

All  other  provisions  of  said  Vesting  Or- 
der 12602,  as  amended,  and  all  actions 
taken  by  or  on  behalf  of  the  Attorney 
General  of  the  United  States  In  reliance 
thereon,  pursuant  thereto  and  under  the 
authority  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C,  on 
May  17,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.   49-4291;    Piled.   May    27,    1949; 
8:49  a.  m.) 


(Return  Order  815] 
Brunilde  Madoaleni 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  wWch  Is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Brunilde  Maddalenl,  Lucca.  Italy,  Claim 
No.  26009.  March  23,  1949  (14  F.  R.  1312); 
•  137.900.42  In  the  Treasury  of  the  United 
States.  All  right,  title,  interest  and  claim 
of  any  name  or  nature  whatsoever  of  Brunilde 
Maddalenl  In  and  to  Pleronl  Bros.  &  Com- 
pany, a  Massachusetts  partnership.  The  fol- 
lowing securities  presently  In  the  custody  of 
the  Safekeeping  Department  of  the  Federal 
Reserve  Bank  of  New  York:  100  shares  of 
Plerqnl  Building  Trust  (a  Massachusetts 
TYust),  and  60  shares  of  no  par  value  capital 
stock  of  Pleronl  Inc.,  a  Massachusetts  cor- 
poration. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C.  on 
May  24,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.   R.   Doc.   49-4292;    Filed.    May   27.    1949; 
8:60  a.  m.J 


[Return  Order  330] 


Pierre  Henry  Dussumier  De  Fonbrune 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  Is  in- 
corporated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement 
thereof,  be  returned  after  adequate  pro- 
vision for  taxes  and  conservatory 
expenses : 


FEDERAL  REGISTER 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Pierre  Henry  Dussumier  De  Fonbrun». 
Paris,  France,  Claim  No.  88710,  March  23,  1949 
(14  F.  R.  1312) ;  Property  described  In  Veetlng 
Order  No.  668,  dated  January  18,  1943  (8  P.  R. 
8047.  April  17.  1943)  relating  to  United  States 
Letters  patent  Nos.  1,987,733  and  1.987,734. 
This  return  shall  not  be  deemed  to  Include 
the  rights  of  any  licensees  under  the  above 
patents. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington.  D.  C.»  on 
May  23,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

[F.    R.    Doc.    49-4294;    Piled,    May    27,    1949; 
8:50  a.  m] 


[Return  Order  828] 
Irene  Weser 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Irene  Weser.  Budapest,  Hungary.  Claim  No 
36735,  August  5,  1948  (13  P.  R.  4530);  83,538 
In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D,  C,  on 
May  23,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

[F.    R.    Doc.    49-4293;    Piled.    May    27,    1949; 
8:50  a.  mi 


(Return  Order  333] 
MaRGARETHE   BotJSEK    AND    Frieda   WeITZL 

Having  considered  the  claim  set  forth 
below  and  having  Issued  a  determination 
allowing  the  claim,  which  is  Incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  determi- 
nation, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Margarethe  Bousek.  Frieda  Weltzl.  Wtener- 
Neustadt,  Ungargasse  39,  Austria;  Claims  Nos. 
33766  and  33763;  April  16.  1949  (14  P.  R  1862) ; 
$15,328.41    In    the   Treasury   of    the    United 
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States,  to  each  claimant.  All  right,  title  and 
Interest  of  any  kind  or  character  whatsoever 
of  Margarethe  Bousek  and  Frieda  Weltzl  and 
each  of  them  In  and  to  the  Trust  created  un- 
der the  Will  of  Henry  Schaefer.  deceased,  and 
all  right,  title,  Interest  and  claim  of  any  kind 
or  character  whatsoever  of  Margarethe 
Bousek  and  Frieda  Weltzl  and  each  of  them 
in  and  to  Certificate  No.  C-4622,  Guarantee 
Mortgage  Certificate,  Mortgage  No.  505  for 
•50,000,  issued  by  The  Western  Connecticut 
Title  &  Mortgage  Company  to  Daniel 
Schnakenberg  and  Corn  Exchange  Bank 
Trust  Company,  as  Trustees  under  the  WUl 
of  Henry  Schaefer,  deceased. 

Appropriate    documents    and    papers 
effectuating   this   order   will   issue. 

Executed   at  Washington.  D,  C.    on 
May  23,  1949. 

For  the  Attorney  General. 

[SEAL]  David  L.  Bazelon. 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(P.    R.    Doc.    49-4295;    Filed,   May   27,    1949; 
8:60  a.  m.J 


[Return  Order  834] 
Paula  L.  Mannheim er 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
crease or  decrease  resulting  from  the  ad- 
ministration thereof  prior  to  return,  and 
after  adequate  provision  for  taxes  and 
conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Paula  L.  Mannheimer,  8667  ■'4  Burton  Way. 
Los  Angeles  36.  California;  Claim  No.  6648' 
April  20,  1949  (14  F.  R.  1908);  $156.25  In  the 
Treasury  of  the  United  States.  All  right, 
title.  Interest  and  claim  of  any  kind  or  char- 
acter whatsoever  of  Paula  L.  Mannheimer  In 
and  to  a  trust  established  under  an  In- 
denture of  trust  executed  by  Josephine  Zlm- 
mermann  as  Settlor  and  Maryan  H.  Hauser 
and  Samuel  B.  Newman  as  Trustees  on  De- 
cember 15,  1931. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C  on 
May  23.  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon. 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.    R.   Doc.   49-1296;    Filed.    May   27.    1949; 
8:50  a.  m.J 


[Return  Order  336] 
Emilie  Polek 


Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any  in- 
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NOTICES 


crease  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses : 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and   Property 

Emllie  Polek,  Vienna.  Axistria;  Claim  No. 
6889:  April  16.  1949.  (14  F.  R.  1862);  $32.- 
132.12  In  the  Treasury  of  the  United  States. 

Appropriate  documents  and  papers 
eflectuating  this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
May  23.  1949. 

For  the  Attorney  General. 

[8ZAL]  David  L.  Bazilon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

(F.    B.   Doc.   49-4297;    Piled,    May    27,    1949; 
8:60  a.  m.] 


I  Return  Order  3371  ' 

Aage  Gerstenberg 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  Is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  In  the  determi- 
nation. Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Aage  Gerstenberg.  C!op)enhagen,  Denmark. 
Claim  No.  8641,  April  20.  1949  (14  F.  R. 
1908):  Property  described  In  Vesting  Order 
No.  604  (8  P.  R.  4989.  April  17,  1943).  relating 
to  United  SUtes  Letters  Patent  Nos.  1.928.173, 
1,993,065.  2.039,162.  and  2.050.654.  This  re- 
turn shall  not  be  deemed  to  Include  the 
rights  of  any  licensees  under  the  above 
patents. 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  Issue. 

Executed  at  Washington,  D.  C,  on 
May  24.  1949. 

For  the  Attorney  General. 

[siALl  David  L.  Bazelon, 

Assistant  Attorney  Oeneral, 
Director,  Office  of  Alien  Property. 

(F.   B.   Doc.   49-4298:    Filed,   May    27,    1949; 
8:61  a.  m.l 


I  Return  Order  340] 
BrNGXTTT  CONSOLIDATH)  MimNG  CO. 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim  wluch  is  incorporated 
by  reference  herein  and  filed  herewith. 

It  is  ordered.  That  the  claimed  proper- 
ty, described  below  and  in  the  deter- 
mination, including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  infringement  there- 


of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant,  Claim  No.,  Notice  of  Intention  To 
Return  Publiahed,  and  Property 

Benguet  Consolidated  Mining  Co..  Port 
Area.  Manila,  Philippine  Islands,  Claim  No. 
12660;  April  16.  1949  (14  F.  R.  1862);  Prop- 
erty described  in  Vesting  Order  No.  295  (8 
F.  R.  0481.  November  26.  1942)  relating  to 
Patent  Application  Ser.  No.  383.8S8  (now  U.  8. 
Letters  Patent  No.  2.316.330).  This  return 
shall  not  be  deemed  to  include  the  rights  of 
any  licensees  under  the  above  patent. 

Appropriate  documents  and  papers 
effectuating    this    order   will   Issue. 

Executed  at  Washington,  D.  C,  on 
May  23,  1949. 

For  the  Attorney  General. 

I  SEAL]  David  L.  Bazeion, 

Assistant  Attorney  General, 
Director.  Office  of  Alien  Property. 

|F.    R.    Doc.    49-4299:    Filed.    May    27.    1949; 
8:51  a.  m.J 


(Return  Order  341) 
Mattkice  Goudaro 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determina- 
tion allowing  the  claim,  which  i.s  incor- 
porated by  reference  herein  and  filed 
herewith. 

It  is  ordered.  That  the  claimed  prop- 
erty, described  l)elow  and  in  the  deter- 
mination, Including  all  royalties  accrued 
thereunder  and  all  damages  and  profits 
recoverable  for  past  Infringement  there- 
of, be  returned  after  adequate  provision 
for  taxes  and  conservatory  expenses: 

Claimant.  Claim  No.,  Notice  of  Intention  To 
Return  Published,  and  Property 

Maurice  Goudard,  Paris  (Seine).  France; 
Claim  No.  31762:  April  20.  1949  (14  F.  R. 
1908):  Property  described  in  Vesting  Order 
No.  666  (8  F.  R.  6047.  April  17.  1943).  relaUng 
to  United  States  Letters  Patent  Noe.  1,755,988. 
1,768,041  and  1.842.866.  This  return  shall  nut 
be  deemed  to  include  the  rights  of  any  li- 
censees under  the  above  patents. 

Appropriate  documents  and  papers 
effectuating  this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
May  23.   1949. 

For  the  Attorney  General. 

[SEALl  David  L.  Bazelon, 

Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

(F.    R.    Doe.   49-4300;    Filed.    May    27,    1949; 
8:61  ».  m.] 


[Return  Order  842] 
EOWAID  V.   KiLLEEN  AND   DraCOI 

Batzouroff 

Having  considered  the  claim  set  forth 
below  and  having  issued  a  determination 
allowing  the  claim,  which  is  incorporated 
by  reference  herein  and  filed  herewith. 


Tt  is  ordered.  That  the  claimed  prop- 
erty, described  below  and  in  the  deter- 
mination, be  returned,  subject  to  any 
Increase  or  decrease  resulting  from  the 
administration  thereof  prior  to  return, 
and  after  adequate  provision  for  taxes 
and  conservatory  expenses: 

Claimant,  Claim  No..  Notice  of  Intention  To 
Return  Published,  and  Property 

Edward  V.  Killeen,  Executor  under  the  last 
will  and  testanaent  of  Dragol  Batzouroff,  de- 
ceased, New  York,  N.  Y.,  Claim  No.  1737, 
April  19,  1949  (14  F.  R.  1877):  $82,689.27  in 
the  Treasury  of  the  United  States. 

The  above  property  is  being  returned 
to  the  above  claimant  for  the  sole  pur- 
pose of  having  the  claimant  as  executor 
under  the  last  will  and  testament  of 
Dragol  Batzouroff,  deceased,  distribute 
the  property  to  the  persons  and  firms 
designated  below  In  the  amounts  stated : 

■dward  V.  Killeen •31.  383   24 

P.  J.  Welton  &  Co.,  Inc 120.  00 

Theodore  Hoffman 706.03 

J.  Jachlmowlcz 50.00 

WnUam  DeWltt  Andrus 2SO  OO 

Asa    Llgf^ett    Lincoln--. ISO.  OO 

McManu.s  &  Ernst 30,000.00 

Barrow,  Wade,  Guthrie  A  Ck) 30, 000. 00 

Appropriate  documents  and  papers  ef- 
fectuating this  order  will  issue. 

Executed  at  Washington,  D.  C,  on 
May  23.  1949. 

For  the  Attorney  General. 

[siALl  Haxold  I  Baywtow, 

Deputy  Director, 
Office  of  Alien  Property. 

(F.   R.   Doc.   49^301;    Piled,    May   27,    1949; 
8:61  »,  m.] 


Marcel  Mennesson 

hotic«  of  intentiow  to  ritxtrn  vested 
proper tt 

Pursuant  to  section  32  (f )  of  the  Trad- 
ing With  the  Enemy  Act.  as  amended, 
notice  Is  hereby  given  of  intention  to  re- 
turn, on  or  after  30  days  from  the  date 
of  publication  hereof,  the  following  prop- 
erty located  in  Washington.  D.  C,  includ- 
ing all  royalties  accrued  thereunder  and 
all  damages  and  profits  recoverable  for 
past  infringement  thereof,  after  adequate 
provision  for  taxes  and  conservatory 
expenses : 

Claimant,  Claim  No.,  and  Property 

Marcel  Mennesson,  Paris,  France;  29406: 
Property  described  In  VeaUng  Order  No.  1028 
(8F.  R.  4205.  April  2.  1943),  relating  to  United 
SUtes  Patent  Application  Serial  No.  462.902 
(now  United  SUtea  Letter*  Patent  No. 
2.361.992). 

Executed  at  Washington,  D.  C.  on 
May  23,  1949. 

For  the  Attorney  General. 

[seal]  David  L.  Bazelon, 

Assistant  Attorney  General, 
Director,  Office  of  Alien  Property. 

|F.    R.    Doc.    49-4303;    Filed,    May    27,    1949; 
8:51  a,  m] 


